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Executive Summary 

Rajasthan’s geo-hydraulic situation is accentuated by the Aravalli hills range 
that bisects it in two distinct parts namely, 

• The North-western part (i.e. north-west of Aravalli range), which covers 
about 2/3 rd of the State’s area; characterised by the Thar desert; 

• The South-eastern part (i.e. south-east of Aravalli range), which is 
characterised by semi-arid plains where most of the water-associated 
activities of the State take place. 

Rajasthan State comprises 15 defined river basins (remaining area of Rajasthan 
has been defined as Outside Basin designated as basin No. 16) which differ in 
their sizes and potentialities. The smallest river basin within Rajasthan is Sukli 
basin, covering an area of 990.44 km 2 and the largest basin, the Luni basin, 
covers 69,302.11 km 2 . 

There is a large variation in the rainfall pattern in Rajasthan due to its 
topography. In south, some areas of the State receives an average of more than 
1,600 mm rainfall per year (1,638 mm in Mount Abu) and some areas in the 
western part (Jaisalmer and Barmer districts) receive rainfall as low as 100 mm 
per year. 

The objective of this report is to study the basin-wise / sub-basin-wise water 
availability (at various dependabilities) both surface and groundwater, including 
inter-State share of Rajasthan from Ravi-Beas, Sutlej, Chambal, Mahi and 
Yamuna waters, indicate changes as compared to the earlier TAHAL-WAPCOS 
study with reasons for change. 

The relevant data relating to occurrence of surface water and groundwater 
needed for the study was collected from various Central and State organizations 
such as the Central Water Commission (CWC), India Meteorological 
Department (IMD), Rajasthan Water Resources Department (RWRD), Central 
Ground Water Board (CGWB), Rajasthan Ground Water Department (RGWD) 
and Public Health Engineering Department (PHED) besides other organizations. 

Assessment of natural (virgin) surface water availability within Rajasthan has 
been done using SWAT (Soil and Water Assessment Tool), which is a 
distributed parameter and continuous time simulation model. It has been 
developed to predict the response of water and sediment yields to natural inputs 
as well as man-made interventions in un-gauged catchments. The model is (a) 
physically based, (b) uses readily available inputs, (c) computationally efficient 
to operate and, (d) time-continuous and capable of simulating long periods to 
compute the effects of basin management changes. Surface water availability 
within each basin, sub-basin and micro-watershed has been estimated at 25%, 
50%, 75% and 90% climatic dependability levels. 

Information about inter-state water sharing is obtained from the report on 
‘Rajasthan - Interstate Waters” prepared by the Government of Rajasthan, 
Water Resources Department, February 2012. Rajasthan receives imports of 
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water arriving from other States. Areas that benefit from the import lie along the 
State’s boundaries, under the following schemes: 

• North of Outside Basin Scheme (including Ghaggar Basin), comprising 
several sub-schemes, as follows: 

- Bhakra, Gang, Nohar-Sidhmukh; 

- IGNP (Indira Gandhi Nahar Project); 

- Ghaggar; 

• Gurgaon and Bharatpur Canal Schemes, utilising Rajasthan’s share of Yamuna 
River; 

• Chambal River Basin Scheme, treated as within-State surface water; 

• Mahi River Basin Scheme, treated as within-State surface water; 

• Narmada Scheme. 

Assessment of groundwater resources is based on Groundwater Estimation 
Committee methodology (GEC’97) and application of GIS techniques, which 
utilises water level fluctuation method based on concept of storage change due 
to differences between input and output components, where input refers to 
recharge from rainfall and other sources and output refer to ground water 
drainage and abstraction. 

Summary of individual Basin is given below: 

Shekhawati Basin 

Shekhawati Basin is located in the north eastern part of the Rajasthan State, 
covering an area of 9,750.88 km 2 in Rajasthan. There are three Sub-basins in 
Shekhawati Basin namely Dohan, Kantli and Mendha, draining areas of 
1,848.08 km 2 , 1,878.25 km 2 and 6,024.55 km 2 , respectively within Rajasthan. 
There are 25 micro-watersheds delineated in Shekhawati Basin within Rajasthan 
boundary. 

Shekhawati Basin falls in seven Districts of Rajasthan namely: Ajmer (10.15%) 
Alwar (5.53%), Churu (0.11%), Jaipur (20.48%), Jhunjhunu (18.19%), Nagaur 
(14.97%) and Sikar (30.57%). Maximum area of Shekhawati Basin is covered 
by Sikar District followed by Jaipur District. 

Mean Annual Rainfall in Shekhawati Basin is 489.60 mm. Highest maximum 
temperature ranges from 43.72-46.04°C with a mean value of 45.38°C, while 
Lowest minimum temperature ranges from 0.20-5.98°C with a mean value of 
2.83°C. 

Mean annual virgin surface water yield estimated using SWAT Model for 
Dohan, Kantli and Mendha Sub-basins is 221.80, 61.27 and 206.61 Mm 3 , 
respectively. Mean annual virgin surface water yield for entire Shekhawati Basin 
is 562.85 Mm 3 . There is no import of surface water from outside Rajasthan to 
Shekhawati Basin. 

The main hydrogeological formations in the basin are Younger Alluvium, Older 
Alluvium, Quartzite, Phyllite & Schist, Gneisses(B.G.C.), Gneisses and Slate. 
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There is a decline in groundwater levels in the basin with an average rate of 
change of 0.45 m/yr for pre-monsoon season which is significant. As per pre¬ 
monsoon 2010 data, the groundwater levels in the basin are in the range of 40 to 
50 m bgl. Deeper groundwater levels of 60 to 80 m bgl occur in Dohan and 
Mendha Sub-basins. 

As per pre-monsoon 2010 groundwater quality data, about 11%, 37%, 19% and 
31% of the basin area has more than maximum permissible (as per BIS drinking 
water standards) chloride, fluoride, nitrate and electrical conductivity 
concentrations in groundwater, respectively. 

The total annually assessed fresh dynamic groundwater resource in the basin for 
the year 2010 is 433.35 Mm 3 against which the groundwater draft is 927.62 
Mm 3 . Accordingly, the stage of groundwater development in the basin is 
214.06% and the basin is categorised as groundwater over-exploited basin. The 
saline dynamic annual groundwater resources assessed for the basin for year 
2010 is 22.70 Mm 3 . The assessed fresh and saline static groundwater resource in 
the basin for year 2010 are 1,196.66 Mm 3 and 130.77 Mm 3 , respectively. 

Ruparail Basin 

Ruparail Basin is located in the north-eastern part of the Rajasthan State, 
covering an area of 4,033.66 km 2 in Rajasthan. There are 14 micro-watersheds 
delineated in Ruparail Basin within Rajasthan boundary. 

Ruparail Basin falls in two Districts of Rajasthan namely: Alwar (67.07%) and 
Bharatpur (32.93%). 

Mean Annual Rainfall in Ruparail Basin is 626.10 mm. Highest maximum 
temperature ranges from 45.59-46.31 C with a mean value of 45.94°C while 
Lowest minimum temperature ranges from 2.51-3.43°C with a mean value of 
3.02°C. 

Mean annual virgin surface water yield estimated using SWAT Model for 
Ruparail Basin within Rajasthan is 641.38 Mm 3 . Ruparail Basin shares out of 
the State Yamuna water with Banganga Basin, imported by the Gurgaon Canal. 
The mean annual water availability of imported surface water in Ruparail basin 
is 18.42 Mm 3 /yr. 

The main hydrogeological formations in the basin are Older Alluvium, 
Quartzite, Limestone, Slate and Phyllite & Schist. 

There is a decline in groundwater levels in the basin with an average rate of 
change of 0.05 m/yr for pre-monsoon season. As per pre-monsoon 2010 data, 
the groundwater levels in the basin range from less than 2 m to 40 m bgl. 
Relatively shallow levels of groundwater were registered in the eastern part of 
the Basin than its western part. 

As per pre-monsoon 2010 groundwater quality data, about 17%, 17%, 18% and 
44% of the basin area has more than maximum permissible (as per BIS drinking 
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water standards) chloride, fluoride, nitrate and electrical conductivity 
concentrations in groundwater, respectively. 

The total annually assessed fresh dynamic groundwater resource in the basin for 
the year 2010 is 302.18 Mm 3 against which the groundwater draft is 482.08 
Mm 3 . Accordingly, the stage of groundwater development in the basin is 
159.53% and the basin is categorised as groundwater over-exploited basin. The 
saline dynamic annual groundwater resources assessed for the basin for year 
2010 is 49.07 Mm 3 . The assessed fresh and saline static groundwater resource in 
the basin for year 2010 are 472.79 Mm 3 and 107.89 Mm 3 , respectively. 

Banganga Basin 

Banganga Basin is located in the eastern part of the Rajasthan State, covering an 
area of 8,583.34 km 2 in Rajasthan. There are 32 micro-watersheds delineated in 
Banganga Basin within Rajasthan boundary. 

Banganga Basin falls in seven Districts of Rajasthan namely: Alwar (27.20%), 
Bharatpur (29.48%), Dausa (24.99%), Jaipur (15.41%), Karauli (2.85%), Sawai 
Madhopur (0.06%) and Sikar (0.01%). Maximum area of Banganga Basin is 
covered by Bharatpur District followed by Alwar District. 

Mean Annual Rainfall in Banganga Basin is 640.60 mm. Highest maximum 
temperature ranges from 45.16-46.69°C with a mean value of 45.87°C, while 
Lowest minimum temperature ranges from 2.93-3.76°C with a mean value of 
3.46°C. 

Mean annual virgin surface water yield estimated using SWAT Model for 
Banganga Basin within Rajasthan is 754.83 Mm 3 . Banganga Basin shares out of 
the State Yamuna water with Ruparail Basin, imported by the Gurgaon Canal. 
The water imported through Bharatpur Feeder is only used in Banganga Basin. 
The mean annual water availability of imported surface water in Banganga basin 
is 32.08 Mm 3 /yr. 

The main hydrogeological formations in the basin are Younger Alluvium, Older 
Alluvium, Quartzite, Phyllite & Schist, Slate, Limestone and Gneisses(B.G.C.). 

There is a decline in groundwater levels in the basin with an average rate of 
change of 0.22 m/yr for pre-monsoon season which is significant. As per pre¬ 
monsoon 2010 data, the groundwater levels in the eastern part of the basin 
generally range from 5 to 20 m bgl with levels of 2 to 5 m bgl occurring in 
isolated pockets. In the central and southern parts of the basin, the groundwater 
levels generally range from 10 to 40 m bgl. Deeper groundwater levels of more 
than 60 m bgl depth occur along the border with Gambhir basin. 

As per pre-monsoon 2010 groundwater quality data, about 18%, 19%, 21% and 
15% of the basin area has more than maximum permissible (as per BIS drinking 
water standards) chloride, fluoride, nitrate and electrical conductivity 
concentrations in groundwater, respectively. 
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The total annually assessed fresh dynamic groundwater resource in the basin for 
the year 2010 is 525.76 Mm 3 against which the groundwater draft is 938.08 
Mm 3 . Accordingly, the stage of groundwater development in the basin is 
178.42% and the basin is categorised as groundwater over-exploited basin. The 
saline dynamic annual groundwater resources assessed for the basin for year 
2010 is 147.19 Mm 3 . The assessed fresh and saline static groundwater resources 
in the basin for year 2010 are 813.57 Mm 3 and 280.35 Mm 3 , respectively. 

Gambhir Basin 

Gambhir Basin is located in the eastern part of the Rajasthan State, covering an 
area of 4,693.52 km 2 in Rajasthan. There are 16 micro-watersheds delineated in 
Gambhir Basin within Rajasthan boundary. 

Gambhir Basin falls in five Districts of Rajasthan namely: Bharatpur (25.95%), 
Dausa (2.17%), Dhaulpur (15.40%), Karauli (51.61%) and Sawai Madhopur 
(4.87%). Maximum area of Gambhir Basin is covered by Karauli District 
followed by Bharatpur District. 

Mean Annual Rainfall in Gambhir Basin is 643.60 mm. Highest maximum 
temperature ranges from 45.73-47.08°C with a mean value of 46.35°C, while 
Lowest minimum temperature ranges from 3.62-4.05°C with a mean value of 
3.74°C. 

Mean annual virgin surface water yield estimated using SWAT Model for 
Gambhir Basin within Rajasthan is 700.89 Mm 3 . There is no import of surface 
water from outside Rajasthan to Gambhir Basin. 

The main hydrogeological formations in the basin are Older Alluvium, Bhander 
Sandstone and Quartzite. 

There is a decline in groundwater levels in the basin with an average rate of 
change of 0.18 m/yr for pre-monsoon season which is significant. As per pre¬ 
monsoon 2010 data, the groundwater levels in the basin range from 5-20 m bgl. 
In western and eastern part of the basin, groundwater levels were present in the 
range of 20-80 m bgl. Shallow groundwater levels of 2-10 m bgl existed in 
northern part of the basin. 

As per pre-monsoon 2010 groundwater quality data, about 5%, 18%, 21% and 
22% of the basin area has more than maximum permissible (as per BIS drinking 
water standards) chloride, fluoride, nitrate and electrical conductivity 
concentrations in groundwater, respectively. 

The total annually assessed fresh dynamic groundwater resource in the basin for 
the year 2010 is 428.21 Mm 3 against which the groundwater draft is 615.59 
Mm 3 . Accordingly, the stage of groundwater development in the basin is 
143.76% and the basin is categorised as groundwater over-exploited basin. The 
saline dynamic annual groundwater resources assessed for the basin for year 
2010 is 29.78 Mm 3 . The assessed fresh and saline static groundwater resource in 
the basin for year 2010 are 478.18 Mm 3 and 56.82 Mm 3 , respectively. 
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Parbati Basin 

Parbati Basin is located in the eastern part of the Rajasthan State, covering an 
area of 1,887.07 km 2 in Rajasthan. There are 20 micro-watersheds delineated in 
Parbati Basin within Rajasthan boundary. 

Parbati Basin falls in three Districts of Rajasthan namely: Bharatpur (0.38%), 
Dhaulpur (78.94%) and Karauli (20.68%). 

Mean Annual Rainfall in Parbati Basin is 648.40 mm. Highest maximum 
temperature ranges from 4546.26-47.10°C with a mean value of 46.81°C, while 
Lowest minimum temperature ranges from 3.70-3.96°C with a mean value of 
3.74°C. 

Mean annual virgin surface water yield estimated using SWAT Model for 
Parbati Basin within Rajasthan is 427.18 Mm 3 . There is no import of surface 
water from outside Rajasthan to Parbati Basin. 

The main hydrogeological formations in the basin are Older Alluvium and 
Bhander Sandstone. 

There is a decline in groundwater levels in the basin with an average rate of 
change of 0.52 m/yr for pre-monsoon season which is significant. As per pre¬ 
monsoon 2010 data, the groundwater levels in the basin range from 5-10 m bgl. 
Levels of more than 20 to 40 m (bgl) occurred in eastern part of the basin and in 
an isolated pocket in western part of the basin. 

As per pre-monsoon 2010 groundwater quality data, about 1%, 13%, 5% and 
10% of the basin area has more than maximum permissible (as per BIS drinking 
water standards) chloride, fluoride, nitrate and electrical conductivity 
concentrations in groundwater, respectively. 

The total annually assessed fresh dynamic groundwater resource in the basin for 
the year 2010 is 128.50 Mm 3 against which the groundwater draft is 155.76 
Mm 3 . Accordingly, the stage of groundwater development in the basin is 
121.21% and the basin is categorised as groundwater over-exploited basin. The 
saline dynamic annual groundwater resources for the basin for year 2010 is 
assessed as nil. The assessed fresh and saline static groundwater resource in the 
basin for year 2010 are 103.69 Mm 3 and nil, respectively. 

Sabi Basin 

Sabi Basin is located in the north-eastern part of the Rajasthan State, covering an 
area of 4523.67 km 2 in Rajasthan. There are 20 micro-watersheds delineated in 
Sabi Basin within Rajasthan boundary. 

Sabi Basin falls in three Districts of Rajasthan namely: Alwar (62.11%), Jaipur 
(29.30%) and Sikar (8.59%). 
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Mean Annual Rainfall in Sabi Basin is 627.60 mm. Highest maximum 
temperature ranges from 45.45-45.99°C with a mean value of 45.8°C, while 
Lowest minimum temperature ranges from 1.64-3.14°C with a mean value of 
2.45°C. 

Mean annual virgin surface water yield estimated using SWAT Model for Sabi 
Basin within Rajasthan is 348.09 Mm 3 . There is no import of surface water from 
outside Rajasthan to Sabi Basin. 

The main hydrogeological formations in the basin are Younger Alluvium, Older 
Alluvium, Quartzite and Slate. 

There is a decline in groundwater levels in the basin with an average rate of 
change of 0.45 m/yr for pre-monsoon season which is significant. As per pre¬ 
monsoon 2010 data, the groundwater levels in the basin range from 20-40 m bgl. 
Deeper groundwater level areas occurred as small pockets along the northern 
part of the basin. 

As per pre-monsoon 2010 groundwater quality data, about 1%, 11%, 6% and 8% 
of the basin area has more than maximum permissible (as per BIS drinking 
water standards) chloride, fluoride, nitrate and electrical conductivity 
concentrations in groundwater, respectively. 

The total annually assessed fresh dynamic groundwater resource in the basin for 
the year 2010 is 429.89 Mm 3 against which the groundwater draft is 803.27 
Mm 3 . Accordingly, the stage of groundwater development in the basin is 
186.85% and the basin is categorised as groundwater over-exploited basin. The 
saline dynamic annual groundwater resources assessed for the basin for year 
2010 is 6.93 Mm 3 . The assessed fresh and saline static groundwater resource in 
the basin for year 2010 are 698.56 Mm 3 and 13.69 Mm 3 , respectively. 

Banas Basin 

Banas Basin is located in the south-eastern central part of the Rajasthan State, 
covering an area of 47,060.27 km 2 in Rajasthan. Western and northern 
boundaries of the Banas Basin are formed by the Aravali hill ranges. There are 
ten Sub-basins in Banas Basin, namely: Banas (11,726.43 km 2 ), Berach 
(8,307.89 km 2 ), Dain (3,061.38 km 2 ), Gudia (920.39 km 2 ), Kalisil (623.09 km 2 ), 
Khari (6,390.53 km 2 ), Kothari (2,298.51 km 2 ), Mashi (6,472.12 km 2 ), Morel 
(5,740.50 km 2 ), Sodra (1,519.43 km 2 ). There are 71 micro-watersheds delineated 
in Banas Basin within Rajasthan boundary. 

Banas Basin falls in twelve Districts of Rajasthan namely: Ajmer (11.80%), 
Bhilwara (19.97%), Bundi (0.36%), Chittaurgarh (11.60%), Dausa (2.51%), 
Jaipur (13.80%), Karauli (2.37%), Pratapgarh (0.37%), Rajsamand (8.96%), 
Sawai Madhopur (8.20%), Tonk (14.37%) and Udaipur (5.70%). Maximum area 
of Banas Basin is covered by Bhilwara District followed by Tonk District. 

Mean Annual Rainfall in Banas Basin is 588.80 mm. Highest maximum 
temperature ranges from 43.19-46.3°C with a mean value of 44.89°C, while 
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Lowest minimum temperature ranges from 1.76-6.05°C with a mean value of 
3.79°C. 

Mean annual virgin surface water yield estimated using SWAT Model for 
Banas, Berach, Dain, Gudia, Kalisil, Khari, Kothari, Mashi, Morel and Sodra 
Sub-basins is 1,352.39, 1,199.30, 194.57, 112.06, 85.35, 492.31, 176.54, 490.81, 
843.09 and 150.85 Mm 3 , respectively. Mean annual virgin surface water yield 
for entire Banas Basin is 5,097.26 Mm 3 . There is no import of surface water 
from outside Rajasthan to Banas Basin. 

The main hydrogeological formations in the basin are Gneisses(B.G.C), Phyllite 
& Schist, Older Alluvium, Younger Alluvium, Shale, Quartzite, Bhander 
Sandstone and Limestone. Other hydrogeological formations like Deccan Traps, 
Gneisses and Erinpura Granite occupy relatively small area in the basin. 

There is a decline in groundwater levels in the basin with an average rate of 
change of 0.18 m/yr for pre-monsoon season which is significant. As per pre¬ 
monsoon 2010 data, the groundwater levels in the basin are in the range of 20-60 
mbgl in parts of Morel and Mashi Sub-basin; 10-40 m bgl in Berach, Khari, 
Banas and Sodra Sub-basins. Depth to groundwater level of 5-10 m bgl occur in 
the central part of Banas Basin in Kothari, Khari and Banas Sub-basins. Deeper 
groundwater levels of 60-80 m bgl occurs only in Mashi and Morel Sub-basins. 

As per pre-monsoon 2010 groundwater quality data, about 9%, 40%, 17% and 
30% of the basin area has more than maximum permissible (as per BIS drinking 
water standards) chloride, fluoride, nitrate and electrical conductivity 
concentrations in groundwater, respectively. 

The total annually assessed fresh dynamic groundwater resource in the basin for 
the year 2010 is 2,282.73 Mm 3 against which the groundwater draft is 3,380.23 
Mm 3 . Accordingly, the stage of groundwater development in the basin is 
148.08% and the basin is categorised as groundwater over-exploited basin. The 
saline dynamic annual groundwater resources assessed for the basin for year 
2010 is 107.65 Mm 3 . The assessed fresh and saline static groundwater resource 
in the basin for year 2010 are 1,808.90 Mm 3 and 90.42 Mm 3 , respectively. 

Chambal Basin 

Chambal Basin is located in the south-eastern part of the Rajasthan State, 
covering an area of 31,242.50 km 2 in Rajasthan. There are seven Sub-basins in 
Chambal Basin within Rajasthan, namely: Chakan (747.94 km 2 ), Chambal 
Downstream (4,571.56 km 2 ), Chambal Upstream (4,254.99 km 2 ), Kalisindh 
(10,068.86 km 2 ), Kunu (774.57 km 2 ), Mej (5,803.76 km 2 ) and Parwati (5,020.82 
km 2 ). There are 67 micro-watersheds delineated in Chambal Basin within 
Rajasthan boundary. 

Chambal Basin falls in eleven Districts of Rajasthan namely: Baran (22.43%), 
Bhilwara (3.35%), Bundi (17.96%), Chittaurgarh (7.01%), Dhaulpur (2.66%), 
Jhalawar (20.22%), Karauli (2.62%), Kota (16.41%), Pratapgarh (2.87%), Sawai 
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Madhopur (3.08%) and Tonk (1.38%). Maximum area of Chambal Basin is 
covered by Baran District followed by Jhalawar District. 

Mean Annual Rainfall in Chambal Basin is 784.90 mm. Highest maximum 
temperature ranges from 44.67-47.10°C with a mean value of 45.88°C, while 
Lowest minimum temperature ranges from 2.93-7.60°C with a mean value of 
5.11°C. 

Mean annual virgin surface water yield estimated using SWAT Model for 
Chakan, Chambal Downstream, Chambal Upstream, Kalisindh, Kunu, Mej and 
Parwati Sub-basins within Rajasthan is 246.89, 1,068.14, 1,787.61, 3,759.15, 
265.33, 1,415.39 and 1,947.23 Mm 3 , respectively. Mean annual virgin surface 
water yield for entire Chambal Basin within Rajasthan is 10489.75 Mm 3 . 
Excluding the yield of Chambal Upstream sub-basin which is included in inter¬ 
state share, the mean annual virgin surface water yield of Chambal Basin 
becomes 8,702.14 Mm 3 ' As per inter-State agreement, the waters of Chambal 
River upto Kota Barrage and Hydel Power generation thereto are to be shared 
between Madhya Pradesh and Rajasthan in equal proportion, accordingly the 
mean availability to Rajasthan is estimated as 3,387 Mm 3 /yr. 

The main hydrogeological formations in the basin are Older Alluvium, Bhander 
Sandstone, Deccan Traps, Limestone, Phyllite & Schist, Shale, Quartzite and 
Gneisses(B.G.C). 

There is a decline in groundwater levels in the basin with an average rate of 
change of 0.13 m/yr for pre-monsoon season which can be considered 
significant. As per pre-monsoon 2010 data, the general groundwater levels in the 
basin are 2-20 m bgl. Shallow groundwater levels of less than 2-5 m bgl mostly 
occurs in Parwati, Mej and Chambal Upstream Sub-basins. Deeper groundwater 
levels of 20-60 m bgl occur in central part of Chambal Basin in the Kalisindh 
and Chambal Downstream Sub-basin. 

As per pre-monsoon 2010 groundwater quality data, about 0.5%, 25%, 2% and 
4% of the basin area has more than maximum permissible (as per BIS drinking 
water standards) chloride, fluoride, nitrate and electrical conductivity 
concentrations in groundwater, respectively. 

The total annually assessed fresh dynamic groundwater resource in the basin for 
the year 2010 is 1,999.54 Mm 3 against which the groundwater draft is 2,236.13 
Mm 3 . Accordingly, the stage of groundwater development in the basin is 
111.83% and the basin is categorised as groundwater over-exploited basin. The 
saline dynamic annual groundwater resources assessed for the basin for year 
2010 is 26.33 Mm 3 . The assessed fresh and saline static groundwater resource in 
the basin for year 2010 are 953.39 Mm 3 and 22.09 Mm 3 , respectively. 

Mahi Basin 

Mahi Basin is located in the southern part of the Rajasthan State, covering an 
area of 16,610.63 km 2 in Rajasthan. There are six Sub-basins in Mahi Basin 
within Rajasthan, namely: Anas (1,411.38 km 2 ), Bhadar (280.57 km 2 ), Jakham 
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(2,320.58 km 2 ), Moran (5,699.18 km 2 ), Som (678.57 km 2 ) and Mahi (6,220.35 
km 2 ). There are 59 micro-watersheds delineated in Mahi Basin within Rajasthan 
boundary. 

Mahi Basin falls in five Districts of Rajasthan namely: Banswara (26.99%), 
Chittaurgarh (1.12%), Dungarpur (19.03%), Pratapgarh (20.29%) and Udaipur 
(32.56%). Maximum area of Mahi Basin is covered by Udaipur District 
followed by Banswara District. 

Mean Annual Rainfall in Mahi Basin is 753.10 mm. Highest maximum 
temperature ranges from 42.48-45.00°C with a mean value of 44.36°C, while 
Lowest minimum temperature ranges from 1.93-8.30°C with a mean value of 
5.10°C. 

Mean annual virgin surface water yield estimated using SWAT Model for Anas, 
Bhadar, Jakham, Mahi, Moran and Som Sub-basins within Rajasthan is 446.93, 
79.78, 764.55, 2095.60, 187.69 and 1,136.39 Mm 3 , respectively. Mean annual 
virgin surface water yield for entire Mahi Basin within Rajasthan is 4,710.94 
Mm 3 . Excluding the yield of part of Mahi sub-basin which is included in inter¬ 
state share, the mean annual virgin surface water yield of Mahi Basin becomes 
3,720.25, Mm 3 ' As per inter-State agreement, the waters of Mahi River upto 
Mahi Bajaj Sagar Dam are to be shared between Gujarat and Rajasthan in the 
ratio of 40:16, accordingly the mean availability to Rajasthan is estimated as 
699.62 Mm 3 /yr. 

The main hydrogeological formations in the basin are Phyllite & Schist, 
Gneisses(B.G.C), Deccan Traps, Shale, Limestone, Ultra Basics and Quartzite. 

There is a decline in groundwater levels in the basin with an average rate of 
change of 0.05 m/yr for pre-monsoon season which is not significant. As per 
pre-monsoon 2010 data, the general groundwater levels in the basin are 2-5 m 
bgl mostly in the north central and southern parts of the basin. Deeper 
groundwater level of 20-40 m bgl occurs as isolated pockets in Anas, Mahi, 
Jakham and Som Sub-basins. 

As per pre-monsoon 2010 groundwater quality data, about 0.2%, 10%, 9% and 
4% of the basin area has more than maximum permissible (as per BIS drinking 
water standards) chloride, fluoride, nitrate and electrical conductivity 
concentrations in groundwater, respectively. 

The total annually assessed fresh dynamic groundwater resource in the basin for 
the year 2010 is 604.88 Mm 3 against which the groundwater draft is 447.37 
Mm 3 . Accordingly, the stage of groundwater development in the basin is 
73.96% and the basin is categorised as groundwater safe basin. The saline 
dynamic annual groundwater resources for the basin for year 2010 is assessed as 
nil. The assessed fresh and saline static groundwater resource in the basin for 
year 2010 are 108.82 Mm 3 and nil, respectively. 
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Sabarmati Basin 

Sabarmati Basin is located in the southern part of the Rajasthan State, covering 
an area of 4,130.12 km 2 in Rajasthan. There are four Sub-basins in Sabarmati 
Basin within Rajasthan, namely: Sabarmati (857.43 km ), Sei (651.60 km ), 
Vatrak (770.52 km 2 ) and Wakal (1,850.55 km 2 ). There are 15 micro-watersheds 
delineated in Sabarmati Basin within Rajasthan boundary. 

Sabarmati Basin falls in four Districts of Rajasthan namely: Dungarpur 
(14.81%), Pali (0.03%), Sirohi (1.68%) and Udaipur (83.47%). Maximum area 
of Sabarmati Basin is covered by Udaipur District followed by Dungarpur 
District. 

Mean Annual Rainfall in Sabarmati Basin is 684.40 mm. Highest maximum 
temperature ranges from 38.99-44.17°C with a mean value of 42.59°C, while 
Lowest minimum temperature ranges from (-)0.77-5.07°C with a mean value of 
1.98°C. 

Mean annual virgin surface water yield estimated using SWAT Model for 
Sabarmati, Sei, Vatrak and Wakal Sub-basins within Rajasthan is 152.13, 
117.67, 143.33 and 319.40 Mm 3 , respectively. Mean annual virgin surface water 
yield for entire Sabarmati Basin within Rajasthan is 732.52 Mm 3 . There is no 
import of surface water from outside Rajasthan to Sabarmati Basin. 

The main hydrogeological formations in the basin are Phyllite & Schist, 
Erinpura Granite, Quartzite and Gneisses. 

There is a decline in groundwater levels in the basin with an average rate of 
change of 0.03 m/yr for pre-monsoon season which is not significant. As per 
pre-monsoon 2010 data, the general groundwater levels in the basin are 5-20 m 
bgl except few localised pockets in northern, central and southern part of basin 
having water level less than 5 m bgl. 

As per pre-monsoon 2010 groundwater quality data, about 0%, 0.5%, 2% and 
0.3% of the basin area has more than maximum permissible (as per BIS drinking 
water standards) chloride, fluoride, nitrate and electrical conductivity 
concentrations in groundwater, respectively. 

The total annually assessed fresh dynamic groundwater resource in the basin for 
the year 2010 is 62.98 Mm 3 against which the groundwater draft is 59.42 Mm 3 . 
Accordingly, the stage of groundwater development in the basin is 94.35% and 
the basin is categorised as groundwater critical basin. The saline dynamic annual 
groundwater resources assessed for the basin for year 2010 is 10.93 Mm 3 . The 
assessed fresh and saline static groundwater resource in the basin for year 2010 
are 11.81 and 4.09 Mm 3 , respectively. 

Luni Basin 

Luni Basin is located in the central and south-western part of the Rajasthan 
State, covering an area of 69,302.11 km 2 in Rajasthan. There are twelve Sub- 
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basins in Luni Basin within Rajasthan, namely: Bandi (770.11 km ), Bandi- 
Hemawas (1,649.30 km 2 ), Guhiya (3,854.20 km 2 ), Jawai (2,640.50 km 2 ), Jojri 
(7,046.00 km 2 ), Khari (2,638.30 km 2 ), Khari-Hemawas (1,098.60 km 2 ), Luni 
(42,521.10 km 2 ), Mithari (1,702.70 km 2 ), Sagi (1,218.70 km 2 ), Sukri (3,166.60 
km ) and Sukri-Sayala (995.70 km ) There are 94 micro-watersheds delineated 
in Luni Basin within Rajasthan boundary. 

Luni Basin falls in eleven Districts of Rajasthan namely: Ajmer (2.80%), 
Barmer (31.07%), Bhilwara (0.004%), Jaisalmer (2.81%), Jalore (12.82%), 
Jodhpur (19.75%), Nagaur (9.06%), Pali (17.84%), Rajsamand (0.58%), Sirohi 
(3.00%) and Udaipur (0.26%). Maximum area of Luni Basin is covered by 
Barmer District followed by Jodhpur District. 

Mean Annual Rainfall in Luni Basin is 388.20 mm. Highest maximum 
temperature ranges from 37.20-46.70°C with a mean value of 44.84°C, while 
Lowest minimum temperature ranges from (-)2.05-6.00°C with a mean value of 
3.48°C. 

Mean annual virgin surface water yield estimated using SWAT Model for 
Bandi, Bandi-Hemawas, Guhiya, Jawai, Jojri, Khari, Khari-Hemawas, Luni, 
Mithari, Sagi, Sukri and Sukri-Sayala Sub-basins within Rajasthan is 80.20, 
42.27, 143.00, 224.85, 296.70, 169.57, 121.79, 765.32, 90.37, 100.91, 160.05 
and 74.82Mm , respectively. Mean annual virgin surface water yield for entire 
Luni Basin within Rajasthan is 2,269.92 Mm 3 . Luni and Other Nallahs of Jalore 
Basin share the imported water delivered to Rajasthan by ongoing Narmada 
Canal project, Luni Basin’s share being about 77% of it. The mean annual water 
availability of imported surface water in Luni Basin after completion of 
Narmada Canal project is 562.34 Mm 3 /yr. 

The main hydrogeological formations in the basin are Younger Alluvium, Older 
Alluvium, Yindhyan Sandstone, Phyllite & Schist, Tertiary Sandstone, Erinpura 
Granite, Jalore Granite, Rhyolite, Jurassic Sandstone, Bilara Limestone, 
Gneisses, Gneisses(B.G.C.) and Quartzite. 

There is a decline in groundwater levels in the basin with an average rate of 
change of 0.47 m/yr for pre-monsoon season which is significant. As per pre¬ 
monsoon 2010 data, the general groundwater levels in the basin are 20-40 m bgl. 
Deeper groundwater levels of 40-100 m bgl occur in Jojri, Luni and Sagi Sub¬ 
basins. Shallow groundwater levels, between 2-20 m bgl occur in the central part 
of Luni Basin in Guhiya, Bandi, Sukri and Jawai Sub-basins. 

As per pre-monsoon 2010 groundwater quality data, about 37%, 73%, 47% and 
76% of the basin area has more than maximum permissible (as per BIS drinking 
water standards) chloride, fluoride, nitrate and electrical conductivity 
concentrations in groundwater, respectively. 

The total annually assessed fresh dynamic groundwater resource in the basin for 
the year 2010 is 1,493.18 Mm 3 against which the groundwater draft is 2,646.12 
Mm 3 . Accordingly, the stage of groundwater development in the basin is 
177.21% and the basin is categorised as groundwater over-exploited basin. The 
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saline dynamic annual groundwater resources assessed for the basin for year 
2010 is 488.99 Mm 3 . The assessed fresh and saline static groundwater resource 
in the basin for year 2010 are 10,884.72 and 4,041.33 Mm 3 , respectively. 

West Banas Basin 

West Banas Basin is located in the southern part of the western Rajasthan, 
covering an area of 1,831.34 km 2 in Rajasthan. There are 14 micro-watersheds 
delineated in West Banas Basin within Rajasthan boundary. 

West Banas Basin falls in three Districts of Rajasthan namely: Pali (0.16%), 
Sirohi (99.67%) and Udaipur (0.17%). Most area of West Banas Basin is 
covered by Sirohi District. 

Mean Annual Rainfall in West Banas Basin is 817.60 mm. Highest maximum 
temperature ranges from 36.20-42.85°C with a mean value of 39.03°C, while 
Lowest minimum temperature ranges from (-)2.70-1.21°C with a mean value of 
(-)0.89°C. 

Mean annual virgin surface water yield estimated using SWAT Model for West 
Banas Basin within Rajasthan is 222.14 Mm 3 . There is no import of surface 
water from outside Rajasthan to West Banas Basin. 

The main hydrogeological formations in the basin are Gneisses, Erinpura 
Granite and Phyllite & Schist. 

There is a decline in groundwater levels in the basin with an average rate of 
change of 0.16 m/yr for pre-monsoon season which can be considered 
significant. As per pre-monsoon 2010 data, the general groundwater levels in the 
basin are 10-20 m bgl except small area along borders of the basin in the eastern 
and southern periphery, which have registered groundwater level of 5-10 m bgl. 
Groundwater levels of more than 20 m bgl occur in isolated patches in the 
central part of the basin and along the western and south-western border of the 
basin. 

As per pre-monsoon 2010 groundwater quality data, about 0.7%, 27%, 11% and 
11% of the basin area has more than maximum permissible (as per BIS drinking 
water standards) chloride, fluoride, nitrate and electrical conductivity 
concentrations in groundwater, respectively. 

The total annually assessed fresh dynamic groundwater resource in the basin for 
the year 2010 is 69.63 Mm 3 against which the groundwater draft is 70.41 Mm 3 . 
Accordingly, the stage of groundwater development in the basin is 101.12% and 
the basin is categorised as groundwater over-exploited basin. The saline 
dynamic annual groundwater resources assessed for the basin for year 2010 is 
4.26 Mm 3 . The assessed fresh and saline static groundwater resource in the basin 
for year 2010 are 7.44 and 0.89 Mm 3 , respectively. 
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Sukli Basin 

Sukli Basin is located in the southern part of the western Rajasthan, covering an 
area of 990.44 km 2 in Rajasthan. There are 11 micro-watersheds delineated in 
Sukli Basin within Rajasthan boundary. Sukli Basin falls entirely in Sirohi 
District. 

Mean Annual Rainfall in Sukli Basin is 948.50 mm. Highest maximum 
temperature ranges from 36.20-39.38°C with a mean value of 37.67°C, while 
Lowest minimum temperature ranges from (-)2.70-(-)0.50°C with a mean value 
of (-)1.70°C. 

Mean annual virgin surface water yield estimated using SWAT Model for Sukli 
Basin within Rajasthan is 137.61 Mm 3 . There is no import of surface water from 
outside Rajasthan to Sukli Basin. 

The main hydrogeological formations in the basin are Phyllite & Schist, 
Erinpura Granite, Jalore Granite and Younger Alluvium. 

There is a decline in groundwater levels in the basin with an average rate of 
change of 0.33 m/yr for pre-monsoon season which is significant. As per pre¬ 
monsoon 2010 data, the general groundwater levels in the basin are 10-20 m bgl 
in the eastern, northern and western part of the basin except the central and some 
western part of the basin where groundwater levels of more than 20 m bgl are 
observed. 

As per pre-monsoon 2010 groundwater quality data, about 0.6%, 57%, 9% and 
5% of the basin area has more than maximum permissible (as per BIS drinking 
water standards) chloride, fluoride, nitrate and electrical conductivity 
concentrations in groundwater, respectively. 

The total annually assessed fresh dynamic groundwater resource in the basin for 
the year 2010 is 51.68 Mm 3 against which the groundwater draft is 69.69 Mm 3 . 
Accordingly, the stage of groundwater development in the basin is 134.81% and 
the basin is categorised as groundwater over-exploited basin. The saline 
dynamic annual groundwater resources for the basin for year 2010 is assessed as 
nil. The assessed fresh and saline static groundwater resource in the basin for 
year 2010 are 6.06 Mm 3 and nil, respectively. 

Other Nallahs of Jalore Basin 

Other Nallahs of Jalore Basin is located in the southern part of the western 
Rajasthan, covering an area of 1,900.27 km 2 in Rajasthan. There are 9 micro¬ 
watersheds delineated in Other Nallahs of Jalore Basin within Rajasthan 
boundary. 

Other Nallahs of Jalore Basin falls in two Districts of Rajasthan namely: Jalore 
(91.29%) and Sirohi (8.71%). 
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Mean Annual Rainfall in Other Nallahs of Jalore Basin is 590.70 mm. Highest 
maximum temperature ranges from 39.10-44.00°C with a mean value of 
42.40°C, while Lowest minimum temperature ranges from (-)0.70-2.90°C with 
a mean value of 1.70°C. 

Mean annual virgin surface water yield estimated using SWAT Model for Other 
Nallahs of Jalore Basin within Rajasthan is 51.42 Mm 3 . Other Nallahs of Jalore 
Basin and Luni Basin share the imported water delivered to Rajasthan by 
ongoing Narmada Canal project, Other Nallahs of Jalore Basin’s share being 
about 23% of it. The mean annual water availability of imported surface water in 
Other Nallahs of Jalore Basin after completion of Narmada Canal project is 
165.33 Mm 3 /yr. 

The main hydrogeological formations in the basin are Older Alluvium, Younger 
Alluvium, Jalore Granite and Rhyolite. 

There is a decline in groundwater levels in the basin with an average rate of 
change of 0.36 m/yr for pre-monsoon season which is significant. As per pre¬ 
monsoon 2010 data, the groundwater levels in the basin are deep, in the range of 
20-80 m bgl in central part of the basin and relatively shallow i.e. 5-20 m bgl in 
the eastern and western parts of the basin. 

As per pre-monsoon 2010 groundwater quality data, about 34%, 74%, 43% and 
55% of the basin area has more than maximum permissible (as per BIS drinking 
water standards) chloride, fluoride, nitrate and electrical conductivity 
concentrations in groundwater, respectively. 

The total annually assessed fresh dynamic groundwater resource in the basin for 
the year 2010 is 115.28 Mm 3 against which the groundwater draft is 221.15 
Mm 3 . Accordingly, the stage of groundwater development in the basin is 
191.84% and the basin is categorised as groundwater over-exploited basin. The 
saline dynamic annual groundwater resources for the basin for year 2010 is 
assessed as nil. The assessed fresh and saline static groundwater resource in the 
basin for year 2010 are 705.82 Mm 3 and nil, respectively. 

Ghaggar Basin 

Ghaggar Basin is located in the northern part of Rajasthan State, covering an 
area of 5,201.51 km 2 in Rajasthan. There are 2 micro-watersheds delineated in 
Ghaggar Basin within Rajasthan boundary. 

Ghaggar Basin falls in two Districts of Rajasthan namely: Ganganagar (60.62%) 
and Hanumangarh (39.38%). 

Mean Annual Rainfall in Ghaggar Basin is 221.70 mm. Highest maximum 
temperature ranges from 46.38-46.76°C with a mean value of 46.59°C, while 
Lowest minimum temperature ranges from 1.31-1.97°C with a mean value of 
1.53°C. 
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Mean annual virgin surface water yield estimated using SWAT Model for 
Ghaggar Basin within Rajasthan is 19.54 Mm 3 . Ghaggar Basin and Outside 
Basin share the imported water delivered to Rajasthan by Gang Canal, Bhakra 
Canal and IGNP System. The mean annual water availability of imported 
surface water in Ghaggar Basin from these systems is 2,098.34 Mm 3 /yr. Also, 
tail water of an average of 489.07 Mm 3 /yr of Ghaggar River is available in 
Rajasthan from other States, which can be considered as imported water. 

The main hydrogeological formation in the basin is Younger Alluvium. 

There is a rise in groundwater levels in the basin with an average rate of change 
of 0.37 m/yr for pre-monsoon season. As per pre-monsoon 2010 data, the 
groundwater levels in the basin are in the range of 5-20 m bgl except for some 
local pockets where the levels are below 2 m or 2-5 m bgl in central and eastern 
part of the basin. Groundwater levels of more than 20 m bgl are observed in 
small pockets in the southern, northern and eastern part of the basin. 

As per pre-monsoon 2010 groundwater quality data, about 20%, 33%, 35% and 
61% of the basin area has more than maximum permissible (as per BIS drinking 
water standards) chloride, fluoride, nitrate and electrical conductivity 
concentrations in groundwater, respectively. 

The total annually assessed fresh dynamic groundwater resource in the basin for 
the year 2010 is 239.44 Mm 3 against which the groundwater draft is 128.91 
Mm 3 . Accordingly, the stage of groundwater development in the basin is 
53.84% and the basin is categorised as groundwater safe basin. The saline 
dynamic annual groundwater resources assessed for the basin for year 2010 is 
446.69 Mm 3 . The assessed fresh and saline static groundwater resource in the 
basin for year 2010 are 484.60 and 1,120.90 Mm 3 , respectively. 

Outside Basin 

Outside Basin is located in the western part of Rajasthan State, covering a very 
large area of 130,522.48 km 2 in Rajasthan. The Outside Basin constitutes a 
closed basin as drainage is not clearly defined, originating and ending within the 
plain itself. Keeping in view the vast area under Outside Basin, it has been 
divided into 7 sub-basins based on DEM generated drainages. These are, Sub 1 
(5,566.27 km 2 ). Sub 2 (7,517.14 km 2 ), Sub 3 (23,582.09 km 2 ). Sub 4 (24,263.67 
km 2 ), Sub 5 (42,264.75 km 2 ), Sub 6 (25,186.88 km 2 ) and Fragmented area 
(2,141.69 km 2 ). There are 72 micro-watersheds delineated in Outside Basin 
within Rajasthan boundary. 

Outside Basin falls in ten Districts of Rajasthan namely: Banner (5.29%), 
Bikaner (23.19%), Churu (10.60%), Ganganagar (5.78%), Hanumangarh 
(6.03%), Jaisalmer (28.01%), Jhunjhunu (3.17%), Jodhpur (6.88%), Nagaur 
(7.70%) and Sikar (3.34%). Maximum area of Outside Basin is covered by 
Jaisalmer District followed by Bikaner District. 

Mean Annual Rainfall in Outside Basin is 286.10 mm. Highest maximum 
temperature ranges from 44.99-47.40°C with a mean value of 46.20°C, while 
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Lowest minimum temperature ranges from (-)0.50-5.31°C with a mean value of 
2.43°C. 

Mean annual virgin surface water yield estimated using SWAT Model for 
various Sub-basins of Outside Basin i.e. Subl, Sub2, Sub3, Sub4, Sub5, Sub6 
and Fragmented area in Rajasthan is 86.07, 65.07, 318.49, 168.88, 192.68, 
152.72 and 6.68 Mm 3 , respectively. Mean annual virgin surface water yield for 
entire Outside Basin within Rajasthan is 990.60 Mm 3 . Outside Basin and 
Ghaggar Basin share the imported water delivered to Rajasthan by Gang Canal, 
Bhakra Canal and IGNP System, while the Nohar-Sidhmukh only serves the 
Outside Basin. The mean annual water availability of imported surface water in 
Outside Basin is 9,656.86 Mm 3 /yr. 

The main hydrogeological formations in the basin are Older Alluvium, Younger 
Alluvium, Tertiary Sandstone, Yindhyan Sandstone, Jurassic Sandstone, Bilara 
Limestone, Rhyolite, Phyllite & Schist, Jalore Granite and Quartzite. 

There is a rise in groundwater levels in the basin with an average rate of change 
of 0.07 m/yr for pre-monsoon season. As per pre-monsoon 2010 data, the 
groundwater levels in the basin are deep. Deeper levels of 20-120 m bgl occur in 
central, western and southern parts of the basin. 

As per pre-monsoon 2010 groundwater quality data, about 29%, 53%, 44% and 
76% of the basin area has more than maximum permissible (as per BIS drinking 
water standards) chloride, fluoride, nitrate and electrical conductivity 
concentrations in groundwater, respectively. 

The total annually assessed fresh dynamic groundwater resource in the basin for 
the year 2010 is 1,446.61 Mm 3 against which the groundwater draft is 2,019.07 
Mm 3 . Accordingly, the stage of groundwater development in the basin is 
139.57% and the basin is categorised as groundwater over-exploited basin. The 
saline dynamic annual groundwater resources assessed for the basin for year 
2010 is 2,281.47 Mm 3 . The assessed fresh and saline static groundwater 
resource in the basin for year 2010 are 14,179.17 and 23,856.27 Mm 3 , 
respectively. 

Comparison of earlier 1998 study results with current study for natural (virgin) 
surface water availability was done and some deviations were found, which may 
be attributed to: difference in rainfall time series data; difference in catchment 
areas; difference in hydrological model used in both the studies, in present study 
more advanced SWAT model is used for modelling; in present study analysis is 
done in much detail i.e. upto micro-watershed level. 

Recommendations on installing 34 new River Gauge & Discharge sites have 
been given in addition to improvement in the existing ones. Recommendations 
related to groundwater have been already covered in current study’s report on 
“Groundwater Study by Agroclimatic Zones”, hence not repeated here. 

Summary of the assessed surface water and groundwater availability is as 
follows: 
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Assessed Mean Annual Surface and Ground Water Availability (including inter-State share of Rajasthan) 


s. 

No. 

Basin 

Mean Annual Virgin 
Water Yield within 
Rajasthan, Mm 3 

Imported water to Rajasthan as per inter-State Share, Mm 3 

Mean Annual Groundwater Resources, Mm 3 

Received at Rajasthan 
Border for Agriculture 
Use 

Conveyance 
Losses upto 
Rajasthan Border 

Reserved for 
Non-Agriculture 
Use 

Total 

Dynamic 

Static 

Fresh 

Saline 

Fresh 

Saline 

1 

Shekhawati 

562.85 




0.00 

433.35 

22.70 

1,196.66 

130.77 

2 

Ruparail 

641.38 

18.42 

0.97 


19.39 

302.18 

49.07 

472.79 

107.89 

3 

Banganga 

754.83 

32.08 

1.69 


33.77 

525.76 

147.19 

813.57 

280.35 

4 

Gambhir 

700.89 




0.00 

428.21 

29.78 

478.18 

56.82 

5 

Parbati 

427.18 




0.00 

128.50 

0.00 

103.69 

0.00 

6 

Sabi 

348.09 




0.00 

429.89 

6.93 

698.56 

13.69 

7 

Banas 

5,097.26 




0.00 

2,282.73 

107.65 

1,808.90 

90.42 

8 

Chambal 

8,702.14 

3,387.00 



3,387.00 

1,999.54 

26.33 

953.39 

22.09 

9 

Mahi 

3,720.25 

699.62 



699.62 

604.88 

0.00 

108.82 

0.00 

10 

Sabarmati 

732.52 




0.00 

62.98 

10.93 

11.81 

4.09 

11 

Luni 

2,269.92 

562.34 

21.83 

131.25 

715.42 

1,493.18 

488.99 

10,884.72 

4,041.33 

12 

West Banas 

222.14 




0.00 

69.63 

4.26 

7.44 

0.89 

13 

Sukli 

137.61 




0.00 

51.68 

0.00 

6.06 

0.00 

14 

Other Nallahs of Jalore 

51.42 

165.33 

6.42 


171.75 

115.28 

0.00 

705.82 

0.00 

15 

Ghaggar 

19.54 

2,587.41 * 

693.80 

1,267.00 

14,205.07 

239.44 

446.69 

484.60 

1,120.90 

16 

Outside Basin 

990.60 

9,656.86 

1,446.61 

2,281.47 

14,179.17 

23,856.27 

State Total 

25,378.62 

17,109.06 

724.71 

1,398.25 

19,232.02 

10,613.84 

3,621.99 

32,914.18 

29,725.51 


* Including 489.07 Mm 3 of Ghaggar flood water. 
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1. Introduction 

Rajasthan’s geo-hydraulic situation is accentuated by the Aravalli hills range 
that bisects it in two distinct parts namely, 

• The North-western part (i.e. north-west of Aravalli range), which covers 
about 2/3 rd of the State’s area; characterised by the Thar desert; 

• The South-eastern part (i.e. south-east of Aravalli range), which is 
characterised by semi-arid plains where most of the water-associated 
activities of the State take place. 

The topographic expression of the Aravallis also affect the State’s being the 
head-race of flows to the north-east towards the mighty Yamuna / Ganga basins 
and southward to the Rann of Kutch, terminating in to the Arabian Sea. The 
ground topography does not allow formation of large multi-annual surface water 
impoundment and necessitate seasonal rather shallow impoundments. The 
basement rocks limit, in general, the groundwater aquifers to tens of metre 
depths. 

The Aravalli range forms a barrier in the westerly sweep of the Monsoon, such 
that the south-eastern part of the state enjoys higher precipitation and is 
extensively inhabited with surging pressure for water. 

The high pressure on surface water, particularly upstream of existing catchment 
locations (storage reservoirs) seriously affected their purpose, with extreme case 
being Ramgarh dam, which dried-up in consequence of upstream harvesting 
actions. 

The limited availability and distribution of the surface water resources in the 
State puts extra stress on the groundwater resources, and this has resulted in 
their over-exploitation. A large part of the groundwater resources of Rajasthan is 
brackish to saline, with high fluoride concentration at places, and sometimes 
unfit for drinking and other uses. Consequently, the areas having fresh 
groundwater have reached a very high stage of utilization. Some parts of 
Rajasthan have witnessed utilization of more than 200% of the replenished yield 
of groundwater resource. The groundwater extraction in Jhotwara block of 
Jaipur district, has attained a stage of 365% utilization. The high stage of 
groundwater utilization has resulted in worrying decline of water levels. 

Urbanization and industrialization of the State have affected the groundwater 
quality by pollution. The high vertical hydraulic conductivity of the aeolian and 
alluvial sediments in major parts of Rajasthan facilitates the pollutants in 
reaching groundwater to greater depths. High nitrate concentration in 
groundwater of Jaipur drained by Amani Shah Nallah is alarming: The nitrate 
concentration of 900 mg/1 in the groundwater in Jaipur city (Mother Teresa 
home, C Scheme) indicates the severity of the level of pollution. 

The western parts of Rajasthan, which receive most of its surface water from 
outside the State (Ravi-Beas and Sutlej rivers), have experienced rising 
groundwater level trends due to additional recharge from the applied irrigation 
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and seepage from the canal network. Existence of impervious salt pans at 
different depths and the additional recharged water has caused water logging and 
salinity of groundwater over large parts of the State, particularly in the west. 

Rajasthan State comprises 15 defined river basins (remaining area of Rajasthan 
has been defined as Outside Basin designated as basin No. 16) which differ in 
their sizes and potentialities. The smallest river basin within Rajasthan is Sukli 
basin, covering an area of 990.44 km 2 and the largest basin, the Luni basin, 
covers 69,302.11 km 2 . 

There is a large variation in the rainfall pattern in Rajasthan due to its 
topography. In south, some areas of the State receives an average of more than 
1,600 mm rainfall per year (1,638 mm in Mount Abu) and some areas in the 
western part (Jaisalmer and Banner districts) receive rainfall as low as 100 mm 
per year. The western part of the State, comprising the Outside Basin receives 
very low rainfall, in the range of 400 mm (in the western flanks of the Aravalli 
Ranges) to less than 100 mm in the Thar Desert. 

Groundwater is the major source of water needs of State. More than 80% of 
drinking water, most industrial water needs and more than 60% of irrigation 
water needs are met from groundwater. Due to limited surface water availability, 
the groundwater resource is increasingly under stress. A considerable part of the 
State has saline groundwater. The State also faces problems of high fluoride and 
nitrate contents in groundwater. The western part of State which receives 
imported surface water (Ravi-Beas and Sutlej rivers) faces problems of water 
logging and land-salinity. 

The challenge in development and management of water resource of the State 
for agriculture and allied usage is to accomplish more with less water in river 
basins that are already stressed and need critical scrutiny to avoid quantity 
and/or quality deterioration. The situation as it is, large-scale development of 
groundwater with accompanying declines in groundwater levels and other 
effects of over-pumping has led to concern about future availability of 
groundwater in Rajasthan. 

Major groundwater resource issues and problems at basin level have been 
identified. Main problems and issues, besides others, include potentially stressed 
areas (PSAs) where groundwater drafts have exceeded the sustainability levels, 
problems of well interference in areas of intensive growth and development, 
problems of loss in perennial stream flows, impacts of mining and unutilised 
water discharges, degradation of water quality from natural and man-made 
causes, improper well construction and well abandonment procedures and 
general lack of sufficient groundwater recharge and conservation, adequate 
measures would be needed to be adopted especially in water stressed areas. 

Thus, the size of the State, variations in its geology, hydrogeology, hydro-geo- 
chemistry, hydrometeorology and agricultural practices make Rajasthan’s water 
resources management a very intricate task. 
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2. Objectives 

The present study on planning of water resources of Rajasthan State envisages 
formulation of an approach to optimal utilization of its water resources. The 
objective of this study is to formulate and propose a comprehensive and 
integrated long-term plan and policy for a sustainable development and 
management of its water resources in the State. This includes both surface 
(whether generated within the State or imported) and groundwater resources, 
and their interplay. 

The overall study objectives of Report 3.2 as defined in the ToR are as follows: 

• Assessment of surface water resources 

- Compile the monthly rainfall values of the last 30 years for each rain 
gauge station (synthetic series may be used if data is not sufficient); 

- Apply the average monthly rainfall values to the catchment area for each 
basin/sub-basin; 

- Compile the monthly discharge values of the last 30 years for each river 
gauge station; 

- Correct all discharge values to constitute ‘native’ or ‘virgin’ flow 
conditions which would have existed without any major irrigation, 
municipal, or industrial developments (including the impact of imported 
return flow); 

- Use analysis of rainfall and runoff data to develop a correlation using 
regression method to assess the natural surface water yield of all basins 
and sub basins at four dependability levels, or climatic states of 90%, 
75%, 50% and 25%. 

• Assessment of Ground Water Resources: 

- Ground water available for long term exploitation to be evaluated using 
the procedures mentioned in the report of Ground Water Estimation 
Committee, 1997; 

- Consideration of other methodologies; 

- Consequent tasks according to the chosen methodology. 

More specifically, this report is dedicated to assess the surface and groundwater 
availability for Rajasthan State in terms of river basin, sub-basin and micro¬ 
watersheds, which encompass the following: 

• Delineating catchments in terms of basin/ sub-basin/ micro-watersheds; 

• Assessing surface water availability in various basins, sub-basins and micro¬ 
watersheds at 25%, 50%, 75% and 90% dependability levels; 

• Assessing groundwater availability in each basin, sub-basin and micro¬ 
watershed; 

• Assessing the total water availability; 

• Studying the share of Rajasthan in interstate waters (rivers and canals). 

Based on the assessed availability of water resources in totality at these stage 
points, a plan for their optimal utilization for different uses, and consequent 
recommendations shall be prepared. 
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3. Approach and Methodology 

3.1 General 

The report has been structured in several volumes as follows: 

Volume 1: Executive Summary and Main Report, 

Volume 2: 16 Appendices containing detailed basins/sub-basin-wise study on 
surface and ground water availability. 

Volume 3: Maps Atlas related to detailed basin/sub-basin-wise study on surface 
and ground water availability and 

Volume 4: Surface water key maps related to detailed basin/sub-basin-wise 
surface water study. 

As envisaged in the State Water Policy, the study approach has been oriented to 
arrive at the following objectives: 

• Adopt an integrated and multi-sectoral approach to the planning, 
development and management of water resources, on a sustainable basis, 
taking river basin \ sub-basin as a unit and; 

• In doing so, treat the surface and sub-surface waters with unitary approach. 

Accordingly, the general approach to the water resources availability study 
includes the following: 

• Collection of relevant data from various concerned agencies and its 
validation; 

• Delineation of basin boundaries upto micro watershed level, to be validated 
against WRIS (Water Resources Information System) basin boundaries 
delineated by SRSAC (State Remote Sensing Application Centre), Jodhpur; 

• Indicating basins’ salient features with respect to total area and overlapping 
of States and Districts, topography, tributaries of main rivers, etc; 

• Evaluation of surface and groundwater availability in each basin (upto 
micro-watershed level), using hydrological models and dependability levels 
of 25%, 50%, 75% and 90% and; 

• Study of inter-state water sharing and its availability at dependability levels 
of 25%, 50%, 75% and 90%. 

3.2 Methodology 

3.2.1 General 

A large volume of spatial and temporal data relating to occurrence of surface 
and groundwater in Rajasthan is available with different Central and State 
organizations such as the Central Water Commission (CWC), India 
Meteorological Department (IMD), Rajasthan Water Resources Department 
(RWRD), Central Ground Water Board (CGWB), Rajasthan Ground Water 
Department (RGWD) and Public Health Engineering Department (PHED) 
besides other organizations that have interest in water resources development. 
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Although the well-documented reports prepared by TAHAL-WAPCOS during 
1994-1998 are available as a starting point, they contain the status of the water 
resources development and evaluations at that time. For the present study, a 
revised method has been adopted, which contains: 

• A changed scenario which includes data collected after 1994; 

• Water quality data and evaluation of saline waters; 

3.2.2 Data Collection and Validation 

The relevant data requirements have been defined by the Consultants according 
to the ToR requirements. Acquiring the required data and information included 
the following: 

• Study of reports and publications and; 

• Obtaining relevant data, information and maps from various agencies and 
organizations, including SWRPD, WRD, CWC, IMD, CGWB, RGWD, 
PHED, SRSAC (Jodhpur) and others. 

Data Collection 

Reconnaissance of all the river basins of Rajasthan has been carried out by the 
Consultants in order to assess the hydrological characteristics of watersheds, the 
stream network, regional geology, soil characteristics, land use, hydrogeological 
characteristics, climate and topographic features. Satellite imageries produced 
by State Remote Sensing Application Centre (SRSAC), Jodhpur and other 
organizations and sources have been studied by the Consultants. 

In addition, the Consultants have received from the State Water Resources 
Planning Department (SWRPD) digitised maps and records required for the 
performance of the present Study. 

Field visits by the Consultants with the main purpose of, inspection of river-flow 
gauging sites, meteorological observation facilities and equipment, groundwater 
monitoring stations, etc. The relevant previous reports were also studied by the 
Consultants, such as: 

• Rajasthan State Water Policy, February 2010 

• National Water Policy, April 2002 

• Water Resources Planning for the State of Rajasthan,1998, by TAHAL 
Consulting Engineers in association with WAPCOS 

• State Water Resources Plan 

• Modernisation of Hydro-meteorological System in Rajasthan carried out by 
H.R. Wallingford U.K. (Consultancy) 

• Report of the Expert Committee on Integrated Development of Water 
Resources, June 2005 under the Chairmanship of Prof. V.S. Vyas 

• Study on Management of Environmental Issues in the Water Sector in 
Rajasthan, 2008 by Consulting Engineers Services, New Delhi 

• EC Mission Report, December 2007 by E. Daval, Hydrologist 

• GIS maps available with SWRPD 
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• Statistical Abstract, Rajasthan, 2010 

• Ground Water Atlas of Rajasthan, 1999 

• Ground Water Resources Estimation Methodology, 1997 and 2009. 

The following data related to surface water have been collected and used: 

• Rainfall data of 542 rain gauge stations at daily intervals were provided by 
Water Resources Department (WRD), Jaipur for the period 1957-2010 (54 
years) for rain gauge stations maintained by Indian Meteorological 
Department (IMD), Water resources Department (WRD) and Revenue 
Department. The availability of rainfall data within this period of 
observation varied between the stations. 

• Data on monthly weather parameters for 30 stations were collected from 
IMD weather stations that include maximum and minimum temperature, 
wind speed, solar radiation, evaporation and relative humidity for the time 
period of 1990-2009 (20 years). 

• Monthly data of 50 Gauge and Discharge (G&D) sites which can be used for 
assessment of surface water yields were collected - 20 stream flow gauging 
sites maintained by Water Resources Department (WRD) and 30 by Central 
Water Commission (CWC) sites, located inside and outside Rajasthan. 

• Reservoir gauge-capacity data of Major/Medium projects from WRD. 

• Salient features of existing Major, Medium and Minor projects from WRD. 

The following data from Central Ground Water Board have been collected and 
used: 

• Groundwater exploration data of Rajasthan up to 2010. This report contains 
basic data about exploratory wells, piezometers and stratigraphic (slim) 
holes drilled up to March 2010. 

• Water Level data from the National Hydrograph Stations from 1969 to 
January 2011 (soft copy). 

• Data of water quality from the National Hydrograph stations (Soft copy). 

• Geological Map of Rajasthan. 

• Hydrogeological Map of Rajasthan. 

In addition, data on water quality, water levels and basic data about piezometers 
and boreholes have been collected from Rajasthan Ground Water Department. 

The consultants have also collected other data and reports from Central Ground 
Water Board (CGWB) and Rajasthan Ground Water Department (RGWD), 
which form the basis for the present report. Aquifers and aquifer groups have 
been identified and their groundwater potentiality evaluated according to the 
available data. 

Keeping the objectives of the Study in view, the study requires an evaluation of 
both the quantity and the quality of available groundwater. Since the availability 
of groundwater is a four-dimensional phenomenon (including time), the 
availability of the information regarding sub-surface disposition of the aquifers 
is a complex issue, particularly so since the present groundwater availability 
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data is generally limited to less than 300 m depth (exploration to more than 300 
m depth has been undertaken at only few locations). 

It is important to note the difficulties and constraints that were encountered in 
the course of data collection, which were as follows: 

• Some of the past-years data are recorded and maintained on hard copies, 
which may have human error elements while recording the values. 

• Poor maintenance of stations and instruments. 

• Missing continuous time series data. 

• Incorrect and ambiguous records in the series, due to faulty instruments 
and/or human error. 

• Values, writing records, interpolation of data, as well as unrecorded data in 
the series. 

During the course of this study Consultants have also collected, validated and 
synthesised hydrogeological data, hydraulic properties of aquifer systems, 
meteorological data, groundwater level and quality data, village-wise 
groundwater abstractions as necessary to develop a complete understanding of 
the groundwater movement and groundwater resources of aquifer systems in 
Rajasthan’s river basins. The assessment of dynamic and static groundwater 
resources availability is based on types and locations of aquifers, leading to 
identification of basins with deficits and surpluses in terms of groundwater. A 
groundwater-table fluctuation approach described in GEC 1997 methodology 
has been used in the assessment of the availability of groundwater resources. 

All the collected data were analysed for formatting, data completeness, missing 
records, duplicities and inconsistencies, and then subjected to the following 
reviews and analyses: 

Consistency Checks 

Consistency checks were performed to examine the behaviour of rainfall data at 
a number of locations. It was used to determine whether there is a need for 
corrections to account for changes in data collection procedures or other local 
conditions. Such changes may result from a variety of causes, including changes 
in instrumentation, observation procedures, or gauge location or in the 
surrounding conditions. 

Double mass-curve analyses have been used for checking consistency of 
hydrological and meteorological records. It is considered an essential tool for 
consistency checks. In case of inconsistency, a change in slope of the straight 
plot is encountered, but only significant changes in slope were considered. 
Conventionally, values of a previous period, i.e., before the change in slope are 
adjusted to the current period, i.e., after the change in slope were adjusted by a 
factor that is the ratio between the slope after the change-point to the slope 
before the change. 
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Filling Gaps in Rainfall Data 

Precipitation data are the most important input in hydrogeological models. In 
several river basins, collected records have large number of missing data (days, 
months and years). This could be due to various circumstances, for instance: 
absence of observers, problems with the measuring devices, loss of records, or 
lack of funds to continue with the measurements. Before applying any 
hydrological model, data analyses have been first executed to obtain complete 
records. 

Delineation of Basin Boundaries 

In current study basin, sub-basin and micro-watershed boundaries have been 
delineated for the entire State using SRTM DEM (Shuttle Radar Topographic 
Mission, 90 m resolution data). Historically watersheds were delineated 
manually. This process is labor intensive, slow, tedious, inconsistent and error- 
prone. DEM- based techniques can efficiently form the basis of a geographic 
information system designed to address watershed based analysis. Applications 
to benefit from these techniques include evaporation modeling, tracing drainage 
paths and hydrologic simulation modelling. These techniques were incorporated 
into commercially viable PC-based GIS systems. 

A key component of watershed modelling is determining the drainage area that 
contributes flow to that point on the landscape, doing so requires identifying 
channels and divides and delineating watersheds. A watershed is the upslope 
area that contributes flow to a common outlet as concentrated drainage. The 
boundaries between watersheds are termed drainage divides. The outlet is the 
point on the surface at which water flows out of an area. It is the lowest point 
along the boundary of a watershed. 

In earlier studies contours were used as primary source of elevation inputs and 
watersheds were hand drawn by looking at contour values and direction. In 
current study watersheds were delineated from SRTM DEM by computing the 
flow direction of each cell in the raster. The model identifies the ridge lines 
between the basins using elevation values from raster data (SRTM DEM) and 
creates the basin boundary. Outlet points are then defined which may be 
features, such as dams or stream gauges or any other outlet point for which 
contributing area has to be determined. Here basins were delineated considering 
outlet points outside Rajasthan also, so as to cover complete area within 
Rajasthan boundary. In earlier 1998 TAHAL study report, 15 river basins 
(including Outside basin) were delineated and demarcated. During the current 
study, the base reference basin/sub-basin boundaries by SRSAC, Jodhpur were 
received from SWRPD in which they have demarcated 14 basins (excluding 
Outside basin) and 50 sub-basins. In the present updated study SRTM 90m 
resolution DEM was used to delineate the basins/sub-basins boundaries. 
Keeping SRSAC provided boundaries as base and reference outlets were 
selected and basins were delineated. In addition to 14 basins of SRSAC, 
consultants additionally delineated two more basins namely Outside basin and 
Ghaggar basin. Although Outside basin does not have visible stream channel but 
still basin/sub-basin/micro-watershed boundaries were delineated using DEM 
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generated flow path. This covers entire Rajasthan state and resulted in 
demarcation of 16 river basins, 58 sub-basins and 541 micro-watersheds. 

At few locations slight differences were found in the present study and SRSAC, 
Jodhpur. Major change in basin boundary is of Luni basin where SRTM DEM 
elevation values showed that there is considerable area lying on right bank of 
Luni river which has been considered as part of Outside basin but should form 
part of Luni river basin. There are some visible channels which also proves the 
inclusion of such area of outside basin in to Luni basin. Hence, catchment area 
of right bank of Luni river is included in the basin boundary which was earlier 
shown as part of Outside basin after discussion with SWRPD. 

A comparative analysis of Basins and Sub-basins in various studies is presented 
below: 


Boundary 

Count in 
TAHAL 1998 
report 

Count in SRSAC, Jodhpur 
reference boundaries 

Count in 
present 
2010 study 

Remarks 

Basin 

15 (including 
Outside 
basin) 

14 (excluding Outside 
basin) 

16 

Ghaggar basin treated as 
separate basin in present 
study which was earlier part 
of Outside basin. 

Sub-basin 

57 

50 (with respect to 1998 
study: 1,1,2, 3,1 sub¬ 
basin reduced in 
Shekhawati, Banas, 
Chambal, Luni and Outside 
basin, respectively, while 1 
sub-basin increased in 

Mahi basin. Overall, 
reduction of 8 and increase 
of 1, so net reduction of 7 
sub-basins. 

58 

Number of sub-basins 
increases by 8 (=7 + 1) with 
respect to SRSAC reference 
boundaries due to division of 
Outside basin in 7 sub¬ 
basins and considering 
Ghaggar as a separate 
basin. 

Micro¬ 

watershed 

" 

" 

541 

Micro-watersheds are part of 
present 2010 study only. 


Generation of Synthetic River Discharge Series 

Generation of synthetic river discharge series has been used to overcome 
limitations mainly involving the size or condition of available historical records. 
Synthetic series have been considered to be generated in cases where data are 
available for periods up to 30 years, albeit this requires long-term continuous 
statistics for all the stations for all the years of available records. If such data 
sets are available, synthetic series can be generated. 

3.2.3 Modelling for Assessment of Surface Water Potential 

In the earlier study by TAHAL-WAPCOS (1994-1998), surface water 
availability was evaluated with the help of the MRS model, which was 
developed by the Consultants at that stage. For the present study, the MRS 
model was replaced by SWAT model (Soil and Water Accounting Tool). 
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The SWAT is a distributed parameter and continuous time simulation model. It 
has been developed to predict the response of water and sediment yields to 
natural inputs as well as man-made interventions in un-gauged catchments. The 
model is (a) physically based, (b) uses readily available inputs, (c) 
computationally efficient to operate and, (d) time-continuous and capable of 
simulating long periods to compute the effects of basin management changes. A 
brief description of the SWAT modelling system is given in Annex SW-l(a) and 
detailed know-how of the model is given in Annex SW-l(b). Description of 
SWAT model performance parameters is given in Annex SW-l(c). 

Surface water availability within each basin, sub-basin and micro-watershed has 
been evaluated with the help of the model used for the analysis. Water 
availability for each basin, sub-basin and micro-watershed has been evaluated at 
25%, 50%, 75% and 90% climatic dependability levels. 

True runoff, or virgin flow, is a stream flow in its natural conditions, i.e. without 
the existence of any irrigation, municipal, or industrial water supply 
development (including impact of imported water, return flows and flow 
diversions). 

Natural (Virgin) flow volumes have been computed by a water balance that 
includes outflow from the river basin at its terminal point plus all upstream 
abstractions. Upstream diversion values are taken as averages of series of values 
during the balance period. 

The impacts of upstream stream flow interception by watershed works and water 
harvesting structures (WHS) are considered as a substantial factor in the basin’s 
water balance. There are numerous such structures and their numbers and 
locations are identified on satellite images available with the SRSAC (State 
Remote Sensing Application Centre), Jodhpur. 

Surface water bodies, like reservoirs, lakes, tanks, and ponds, are shown on the 
surface water key maps. Water body polygons are provided by SRSAC, Jodhpur 
in GIS format which were further updated by the Consultants using latest (Oct- 
Nov 2010) satellite imageries. Surface water body maps have been prepared 
based on filtered polygons on the basis of the adopted threshold size, and then 
verified according to the latest satellite images. 

3.2.4 Inter-state Water Sharing 

Information about inter-state water sharing was obtained from the report on 
‘Rajasthan - Interstate Waters” prepared by the Government of Rajasthan, 
Water Resources Department, February 2012, and other studies performed by 
the Consultants (TAHAL-WAPCOS) on water resources plans of Rajasthan as 
well as Haryana and Gujarat States. 

Relevant data and descriptions of the concerned schemes are described in 
Chapter 7 of this report and in Chapter 3 of basin appendices. 
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3.2.5 Groundwater Data Processing 

General 

In the course of study, the Consultants have collected, validated and synthesized 
hydrogeological data, hydraulic properties of aquifer systems, meteorological 
data, groundwater level and quality data, village-wise groundwater abstractions 
in order to develop a complete understanding of the groundwater movement and 
groundwater resources of aquifer systems in river basins. Assessment of 
dynamic and static groundwater resources availability is based on types and 
locations of aquifers, leading to identification of groundwater deficit and surplus 
basins. A groundwater-table fluctuation approach described in GEC 1997 
methodology has been used in the assessment of the availability of groundwater 
resources. 

Data Collection 

Two main sources of groundwater data were used for the purpose of this work: 
(1) data from the Central Groundwater Board (CGWB), which includes 1,588 
observation wells and, (2) data from Rajasthan Groundwater Department 
(RGWD), which includes 7,611 observation wells (see Annex GW-1). 

The data includes exploratory tubewells and piezometer drilling data of CGWB, 
which contains information on depth of well drilled, static water level, well yield, 
aquifer parameters such as transmissivity and storativity of the aquifers and 
chemical quality of groundwater. The data also includes information on depth of 
exploratory tubewells and piezometers drilled by State Ground Water 
Department, their water yielding capacity, drawdown and chemical quality etc. 
Well data were rearranged into the following main databases: 

• General Information, including well code, coordinates, administrative 
location (district, block, village), ground elevation, formations tapped, type of 
well, source of data. 

• Hydrologic Parameters, including parameters of aquifers collected from 
results of pumping tests, previous work and published reports of CGWB and 
RGWD (complete data given in Annex GW-2) 

• Groundwater Levels, including groundwater level data of pre and post 
monsoon seasons, both as depth to water below the ground level and ground 
water elevations in respect of above mean sea level (amsl) for the period from 
1984 to 2010, collected from CGWB and RGWD (complete data given in 
Annex GW-3). 

• Groundwater Quality Parameters, including groundwater chemical 
analysis data in all 33 districts of the State for the period from 1984 to 2010, 
collected from CGWB and RGWD (complete data given in Annex GW-4). 

• Groundwater Draft (or abstraction), including information collected from 
(1) CGWB and RGWD periodically published reports on “Dynamic 
Groundwater Resources of Rajasthan”, in the years 1995, 2001,2004, 2007, 
2009; (2) village-wise data of the existing wells/tube wells collected from 
respective Tehsil headquarters by the Consultants for the year 2010. 
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A significant part of the data were in the form of hard copy. Efforts, of many 
months, were put into typing the data and to bring them into workable 
spreadsheets. Other data sets received in soft copy were also in different formats 
and received at intervals during the course of the study. All the data complied 
were carefully reviewed and grouped into “excel” format for the use in 
preparation of the report. 

Data Validation 

Special emphasis was given to data validation. During the screening of the raw 
data, several inaccuracies, missing data and mismatches between the various raw 
files were found. Data validation included three main types, as schematically 
illustrated by the flowchart given in Figure 3.2-1. 

The different data validation processes applied by the Consultants are described 
in the following sub-paragraphs. 

Figure 3.2-1 summarizes the main types of error and correction introduced into 
the database. These include: 

1) Errors in well code, including: missing well code, incorrect well code and 
duplicate well code. 

2) Completion of missing data, such as formations and location errors. 

3) Filling of missing reduced-level 

This mainly included completion of missing data and unification of all values 
to the same units (meters); all values were modified upto 2 digits after the 
decimal point. Missing data gaps on reduced level values were filled-in using 
90-meters resolution SRTM data. 

4) Location errors 

Including: coordinates mismatching the administrative location; district name 
mismatching the block or village name and vice versa; missing district or 
block or village names; missing coordinates. 

Each value was cross-checked thoroughly by more than one person before final 
correction was introduced. Data that were updated during validation were sent for 
confirmation to the concerned area hydrogeologists of RGWD and CGWB. 

No value was erased from the database even after corrections were made. In 
order to be able to recover initial values, the original data sets were saved to the 
next new columns which were added to the spreadsheets that include the 
corrected value. Same method was adopted for updating of CGWB and RGWD 
databases. 
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Figure 3.2-1: Schematic Process and Main Stages of Groundwater Data Validation 
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Completion of Missing Data 

For wells that appeared in the datasheet with partially missing data, such as 
coordinates, formation, district, block, village, etc., data were recovered from 
other sources or from the maps. 

Data Synchronization with Different Files 

In some cases, well names and codes appeared slightly differently in different 
files. These mismatches could have occurred due to typing errors, differences in 
the spellings of locations, or errors in well identification. This necessitated a 
laborious task of matching between wells and giving them the same identity 
codes. 

Data Correction 

Encountered errors in data, such as well coordinates, well formations, well codes, 
district, block or village names etc., were mostly found during the projection of 
the well database on administrative and hydrogeological maps. 

Data Gaps 

Groundwater throughout Rajasthan is being extensively monitored and recorded. 
The RGWD and CGWB data sources comprise together an impressive database 
of 9,199 observation wells. The main parameters being measured are 
groundwater levels and chemical quality of groundwater. However, these sets, 
especially the groundwater quality database, have many gaps in some of the 
years, sometimes for few consecutive years, creating a large gap or discontinuity 
between two measuring periods. The continuity of data is of prime importance for 
the sake of following groundwater trends and for being able to predict 
groundwater trends and to enable to predict the future trend. Prediction might 
help prevention of reaching undesired deteriorated conditions, which sometimes 
might require many years for rehabilitating back to the natural original status. 

The most important missing groundwater parameter is the draft or abstraction. 
The only method for keeping a sustainable groundwater management requires 
knowing two factors: (1) the replenished amount and, (2) the exploited volume. 
There is no way of keeping a balanced scheme without measuring the draft. The 
main problem in this respect is that wells are not metered for extraction. 
Discharge rates and pumping hours of wells in the State are not monitored. 

The published groundwater abstraction estimates are based on general figures and 
assumptions (not being calculated each year). Groundwater abstraction figures 
are being published after every 3 years in the Dynamic Resources Assessments 
periodic reports jointly by CGWB and RGWD (1995, 2001, 2004, 2007, 2009). 
Groundwater draft figures should normally be available for every year in order to 
be able to assess the impact of pumping on groundwater levels and quality. 
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Long Term Groundwater Levels and Predictions 

The following procedure has been applied for analysing the long-term 

groundwater levels: 

• The well database was validated as above. 

• The depth to water table was converted to elevation above mean sea level 
using Reference Level (RL) and of ground given in m amsl and depth to 
water level in each well. 

• All wells were classified according to River Basin / Sub-basin and aquifer 
unit. 

• Groundwater levels data of 1984-2010 were attached to each well and 
divided into two series namely, for pre and post-monsoon measurements, 
separately. 

• In each sub basin, wells with the fullest records were selected. This was 
done by using 2 criterion, (a) top 50% of the most complete series (wells 
with the largest dataset) and, (b) no less than 10 measurements for the entire 
period between 1984 and 2010. 

• Theissen polygon method was used in order to define the influence area of 
each well. 

• Linear slope of the long term levels was calculated separately for each well. 

• Empty cells (missing data) were retrieved by linear interpolation using the 
long term slope of the well. 

• Weighted average of the groundwater level in every sub-basin in each 
measurement period was calculated based on the Theissen polygons. 

• Two average groundwater level series were produced for each sub-basin 
(pre-monsoon and post-monsoon) and were plotted on the same graph 
together with annual average rainfall. 

• The slope of the average series was calculated in order to gain the average 
long-term rate of water table change. 

• Minimum, maximum and average rates per sub-basin for pre and post¬ 
monsoon were summarised in tables. 

Prediction of future groundwater levels and drying of observation wells was 

done based on the following procedure: 

• The prediction was made based on the assumption that the average long term 
rates of rainfall and drafts will remain similar to the general trends observed 
in the last 27 years. 

• Accordingly, it is presumed that the general trends and average rate of 
change of groundwater levels will be similar to the average of the last 3 
decades. 

• Predicted levels in RGWD and CGWB observation wells were calculated by 
linear interpolation of the average rate of change (slope) per well during the 
period 1984-2010. 

• The procedure was applied for pre and post-monsoon stages separately. 
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• Predictions were estimated for the years 2020, 2040 and 2060. 

• The absolute elevation (m amsl) of the bottom of RGWD and CGWB 
observation wells was calculated based on 'RL' value of ground given in m 
amsl and the total depth of each observation well. 

• Bottom elevation was then compared to the predicted future groundwater 
levels of the specific observation well. 

• If the bottom elevation was found higher than the predicted level, the 
observation well was assumed to become dry by that year. 

• The above estimations are regarded as 'best case scenario’ because, while 
mean rainfalls might remain similar to past long term trends, the drafts are 
expected to increase. As a result, the water table decline rate is expected to 
increase. However, in this exercise only current average rates were taken. 

• The above estimations include only the observation wells used for the 
current study (RGWD & CGWB). Therefore, the results of predicted levels 
and dry wells refer only to the monitoring and observation wells in the 
basin/sub-basin. 

• Predicted levels and estimation of dry observation wells in the next few 
decades are given only for CGWB & RGWD monitoring wells as a rough 
assessment. These assessments should be regarded to as a general index to 
evaluate the severity of water table depletion in each basin/sub-basin. 

• The predictions give a general indication for the future expected needs of 
deepening of existing observation wells and drilling of new ones. 

Groundwater Quality 

Four main steps were conducted for all groundwater quality database: 

• Pre-processing; 

• Data validation; 

• Data sorting and creation of time series; 

• Graphs and tables preparation. 

The pre-processing steps included: 

• Groundwater quality data were received in PDF format for the period 1984- 
2010, containing some 17,500 sheets of data. 

• All PDF data sets were converted into EXCEL format, creating one large 
database with approximately 300,000 entities 

• QA was done to confirm that all data were successfully converted. 

• Unification of 'location' names in each district was carried out, partly 
automatically and partially manually. 

• Each sample was linked to a well and XY coordinated, using the location 
and block name. 
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The data validation was carried out based on the following four main steps: 

• Reaction Error: 'Reaction error' or the 'ion balance charge equation' was 
used to assess the precision of chemical analysis of a groundwater sample. 
Natural water should be chemically balanced, and this is commonly 
validated by dividing the sum of anions and cations by the difference of 
anion and cations, namely: 


/?£!%] = 100 - 


(Ca +2 + Mg +1 + Na +1 + K +] )- ( SO f + C/~' + NO\ x + HCO~' ) 
(i Ca + 2 +Mg +2 + Na +l +K +l ) + (SOf + Cl ~ 1 + NOf + HCO ~') 


Usually, RE factor of <5% is considered to be an acceptable result 
(“Standard Methods for Examination of Water and Wastewater”, Chapter 
1030E. 21st Edition 2005). Cases in which RE is greater than 5% give 
evidence of measurement error or contamination. The calculation requires a 
complete chemical analysis and the availability of all major ions. 

• TDS vs EC correlation: TDS and EC are linearly correlated to each other. 
Graphs of TDS vs EC were produced and the linear regression line was 
found and examined. Most regression lines presented relatively high 
accuracy (R 2 >0.75). Measurements falling more than 1 standard deviation 
away from the line were eliminated (Figure. 3.2-2). 


Figure 3.2-2: Correlation between TDS and EC. (Sample from Banas Basin) 



• EC vs. CL correlation: EC and CL are also linearly correlated to each 
other, mainly in the lower range and up to a certain threshold. Results which 
were more than 1 standard deviation above the regression line, were 
removed (Figure 3.2-3). 
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Figure 3.2-3: Correlation between Cl and EC (Sample from Banas Basin) 


5000 -| 

4500 

4000 



EC [mS/cm] 


♦ Verify Data ■ Source Data 


20000 


• Extreme values: For each of the 4 parameters (Cl, F, NO 3 , EC) un¬ 
reasonable extreme low / high values which are not likely to be found in 
Rajasthan, were eliminated from the database. 


Creation of Time Series 


• The original database included each measurement in a separate row, creating 
a long table with no ability to create a time series graph. 

• The entire database was re-arranged in a way where each measuring point 
(well) was linked to a continuous time series with as much as available 
measurements for each parameter. This enabled plotting a graph for each 
well for each parameter showing the change in concentration in time. 

• The database was then classified according to river basins and sub-basins 

• Completion of missing data (blank cells) was carried using linear 
interpolation. 

• Influence radius for each well was calculated using the Thiessen polygon 
method. 


Data Analysis 

• Weighted average value per each measurement between 1984 and 2010 was 
calculated for each parameter in every basin. 

• Datasets were plotted on a graph showing trend lines and rates of change for 
each parameter. 

• The average of the highest 5% values (wells) in the basin was calculated and 
presented on the graph as well as the average of the lowest 5%. 
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3.2.6 Groundwater Abstraction Village-wise 

Data of existing wells (year 2010), village-wise have been collected for use in 
assessing village-wise groundwater abstraction in respective basin/sub-basin. 
The procedure for assessment of village wise ground water abstraction is 
outlined in Annex GW-5(a) and Annex GW-5(b) presents the collected data and 
the village-wise computation of groundwater abstraction in each basin/sub- 
basin. The procedure used include assessment of the potential zone area 
occupied by various aquifer units in a village, number of tube wells/open wells 
in operation for 120 days in a year and formation wise average yield in litres per 
day thereby assessing the total abstraction of ground water. 

3.2.7 Assessment of Dynamic Ground Water Resources 

The methodology of village-wise dynamic groundwater resources assessment is 
based on application of GIS based analysis and adopting GEC (1997) 
methodology. The groundwater resources estimation methodology (GEC’97) 
which utilises water level fluctuation method is used based on concept of storage 
change due to differences between input and output components, where input 
refers to recharge from rainfall and other sources and output refer to ground 
water drainage and abstraction. 

The methodology is as follows: 

• Area of the hills having slope more than 20% was identified as Non- 
Potential Zones (NPZs) which was intersected with village layer and this 
area was not included in the assessment. 

• Hydrogeological unit layer was intersected with village layer to calculate 
the village area falling into different hydrogeological units. 

• Command area layer was intersected with village layer for identifying 
command and non command areas by village. 

• Saline area layer was intersected with above layers for identifying saline 
and non-saline areas by village. 

• Water level fluctuation data of RGWD and CGWB observation wells for 
the last 5 years (2006-2010) has been used for assessment and employing 
the interpolation technique in GIS platform (zonal statistics of spatial 
analyst tools) adopting 25 m x 25 m grid for the entire area of assessment, 
village-wise with respective hydrogeological unit. 

• Village-wise annual ground water draft considered at the time of 
assessment for irrigation and domestic (monsoon and non monsoon for 
the year 2010) based on the village-wise data collected on number of 
wells in year 2010. 

• Recharge considered in the assessment from other sources (Recharge from 
canals, surface and ground water irrigation and tanks and ponds) both for 
the period of monsoon and non monsoon for the year 2010. 

• Similarly, the command area (monsoon and non monsoon recharge from 
canal) has been considered separately while carrying out the resource 
assessment. 
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• Rainfall recharge calculated using Water Level Fluctuation (WLF) 
method for the monsoon season for year 2010. 

• Normalization of rainfall recharge calculated for monsoon season by WLF 
method has been done by using normal rainfall figures (1957-2010). 

• In areas where negative fluctuation (Post monsoon is deeper than Pre 
monsoon water level) is observed, Rainfall Infiltration method has been 
used. 

• Rainfall recharge calculated using Rainfall Infiltration Factor method both 
for the monsoon and non monsoon season. 

• Percentage of difference calculated to consider the accepted value 
between normal rainfall recharge (RIF Method) and normal rainfall 
recharge (WLF Method) for the monsoon season. 

• Finally recharge estimation computed village wise by adding (Adopted 
rainfall recharge and recharge from other sources both for monsoon and 
non monsoon season). 

• Resource assessment carried out separately for the saline areas in GIS 
environment. 

• The basin/sub-basin/micro-watershed wise values were calculated from 
village-wise assessed values using GIS, considering villages falling fully 
or partially (in such cases values were taken on area proportion basis) 
within the basin/sub-basin/micro-watershed. 

Further details on the procedure for assessment of village wise dynamic 
groundwater resources is outlined in Annex GW-6(a) and Annex GW-6(b) 
presents the village-wise computation of dynamic groundwater resources in each 
basin/sub-basin/micro-watershed. 

3.2.8 Assessment of Static Ground Water Resources 

The static groundwater resources have been estimated by applying the following 
formula: 

Static groundwater resources = effective potential zone area of the aquifer x 
utilizable saturated thickness x specific yield 

Central Groundwater Board has estimated the static groundwater resources 
block-wise, in each hydrogeological formation in the entire State, in the years 
2004 and 2008. Average depth of the basement and utilizable saturated thickness 
of the different hydrogeological formations have been adopted on the basis of 
the values as reported by the respective field hydrogeologist of the respective 
areas and used in the static groundwater assessment, year 2008. The static 
groundwater resources for the year 2010 have been calculated by adopting same 
criteria as indicated above. 

The various parameters adopted for estimation of static groundwater resources 
are shown in Table 3.2-1. Further details can be seen in Annex GW-7(b). 


Main Report-IN-24740-R13-073 July, 2014 

Surface and Ground Water Availability 
20 



STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table 3.2-1 Various Parameters Adopted for Estimation of Static Groundwater Resources 


Parameters 

Alluvium 

Sandstone 

Limestone 

Hardrocks 

Specific Yield 

0.01-0.03 

0.001 - 0.004 

0.0015-0.004 

0.001 - 0.003 

Utilizable Percentage of 
Saturated Thickness (%) 

10-40 

3-35 

5-35 

2-35 

Average depth of basement 
(m bgl) 

Adopted on the basis of groundwater exploration data 


Source: CGWB & RGWD 


The groundwater exploration data is given in Annex GW-2. The details on the 
procedure adopted for assessment of village wise static ground water resources 
is outlined in Annex GW-7(a) and Annex GW-7(b) presents the village-wise 
computation of static ground water resources in each basin/sub-basin/micro- 
watershed. 
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4. Applied Background 

4.1 Climate 

4.1.1 Temperature 

The observed temperatures in Rajasthan for the period 1990-2009 show a large 
temporal variability, as shown in Table 4.1-1. 


Table 4.1-1: Maximum and Minimum Temperature Statistics in Rajasthan 


Season 

Statistics 

Maximum 

Temperature, 

°C 

Minimum 

Temperature, 

°C 

Highest 

Maximum 

Temperature, 

°C 

Lowest 

Minimum 

Temperature, 

°C 

Annual 

Mean 

33.2 

19.1 

45.2 

3.3 

Spatial Range 

25.7 to 35.0 

11.8 to 21.8 

43.2 to 46.8 

1.6 to 6.1 

Cold Weather 
(Dec.-Jan.-Feb.) 

Mean 

25.7 

9.6 

34.6 

1.2 

Spatial Range 

19.7 to 30.3 

3.1 to 14.7 

29.0 to 39.2 

-7.4 to 6.7 

Pre Monsoon 
(Mar. - Apr. - May) 

Mean 

37.4 

21.5 

44.7 

12.1 

Spatial Range 

26.5 to 43.4 

10.3 to 30.0 

34.6 to 49.9 

0.6 to 21.0 

Monsoon 

(Jun. - Jul. - Aug. - 
Sep.) 

Mean 

35.5 

25.1 

43.1 

17.8 

Spatial Range 

23.5 to 42.0 

15.6 to 29.5 

31.6 to 50.0 

6.4 to 22.2 

Post Monsoon 
(Oct. - Nov.) 

Mean 

32.6 

16.4 

39.2 

8.2 

Spatial Range 

24.4 to 37.1 

7.0 to 22.5 

38.0 to 46.8 

4.4 to 16.6 


Source: IMD monthly temperature data (1990 - 2009) 


It is evident from Table 4.1-1 that the maximum temperature is highest in 
(37.4°C) the pre-monsoon season, while it is lowest (25.7°C) in cold weather 
season. Mean annual maximum temperature in Rajasthan is 33.2°C with a range 
of 25.7°C - 35.0°C. Minimum temperature attains its Mean highest value 
(25.1°C) during monsoon season, while it attains its Mean lowest value (9.6°C) 
in cold weather season. Mean annual Minimum temperature within Rajasthan is 
19.1°C with a range of 11.8°C - 21.8°C. 

Highest Maximum temperature attains its maximum value during Pre-Monsoon 
season (44.7°C) while it is lowest during Cold Weather season (34.6°C). Lowest 
Minimum temperature attains it lowest value during Cold weather (1.2°C) while 
it is highest during Monsoon season (17.8°C). 

Figure 4.1-1 depicts the monthly mean daily maximum and minimum 
temperatures over 20 years (1990 - 2009). Figure 4.1-2 depicts the monthly 
mean daily highest maximum and lowest minimum temperatures over 20 years 
(1990-2009). 
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Figure 4.1-1: Mean Daily Maximum and Minimum Temperatures per Month 



Figure 4.1-2: Mean Daily Highest Maximum and Lowest Minimum Temperature per Month 



Jan Feb Mar Apr May Jun Jul Aug Sep Oct Nov Dec 

Months 


Figure 4.1-3 and Figure 4.1-4 show the variation of Mean Annual Daily 
Maximum and Minimum temperature in Rajasthan, respectively. Figure 4.1-5 
and Figure 4.1-6 shows show the Mean Annual Highest Maximum and Mean 
Annual Lowest Minimum temperature in Rajasthan, respectively. 

4.1.2 Rainfall 

Rainfall in the state of Rajasthan varies considerably from year to year, both in 
space and in time. Table 4.1-2 gives the summary of observed rainfall in 
Rajasthan over various seasons. 
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Table 4.1-2: Rainfall Statistics in Rajasthan 


Season 

Statistics 

Value 

Contribution to 
Annual Rainfall, % 


Mean, mm 

495.60 


Annual 

Inter-annual variation, CV* 

0.40 



Spatial Range, mm 

244.00 - 782.80 


Cold Weather 

Mean, mm 

10.90 

2.20 

(December -January- 

Inter-annual variation, CV* 

0.50 


February) 

Spatial Range, mm 

3.60-17.90 


Pre-Monsoon 

(March-April-May) 

Mean, mm 

16.90 

3.40 

Inter-annual variation, CV* 

0.45 


Spatial Range, mm 

6.80 - 29.20 


Monsoon 

Mean, mm 

454.00 

91.60 

(June-July-August- 

Inter-annual variation, CV* 

0.44 


September - JJAS) 

Spatial Range, mm 

200.60 - 744.80 


Post Monsoon 
(October-November) 

Mean, mm 

13.80 

2.80 

Inter-annual variation, CV* 

0.54 


Spatial Range, mm 

4.30 - 26.20 



Source: WRD rainfall data (1957 - 2010) which includes stations from IMD, WRD and Revenue department 
* CV - Coefficient of Variation 1 


Form the above table it can be observed that the monsoon season (June, July, 
August and September - JJAS) mean rainfall (454 mm) is maximum amongst all 
4 seasons and contributes 91.6% of the annual rainfall (495.6 mm). Figure 4.1-7 
and Figure 4.1-8 show observed rainfall in the monsoon season and the variation 
of mean annual rainfall across Rajasthan, respectively. 

The highest mean monthly rainfall occurs in the middle months of July and 
August, with 198.4 and 164.0 mm respectively in each month, contributing 
about 67.1% of the annual rainfall, while June and September rainfalls 
contribute 10.5% and 14.0%, respectively. It is observed that contribution of the 
other three seasons to annual rainfall is marginal. Winter, pre-monsoon and the 
post-monsoon seasons contribute 2.2%, 3.4% and 2.8%, respectively. 

Figure 4.1-9 shows total annual number of rainy days in Rajasthan. 

4.1.3 Evaporation 

Evaporation in Rajasthan is highly variable, both in spatial and temporal terms. 
Annual evaporation ranges from 140 cm to over 300 cm over the State. Values 
exceeding 300 cm occur over western Rajasthan (observed at the IMD weather 
station in Jaisalmer), which mainly comprises a desert area. It is generally the 
highest during May (when it ranges from about 10 cm to 30 cm) over most parts 
of the State and continues to be high in June too. The minimum usually occurs 
in December and January, when evaporation ranges from about 3 cm to 15 cm 
per month. 


1 Coefficient of Variation (CV): A statistical measure of the dispersion of data points in a data series around the 
mean. The coefficient of variation represents the ratio of the standard deviation to the mean, and is a measure 
of relative dispersion used to compare variation in series which differs in magnitude of their means. The higher 
the CV, the greater is the dispersion in the variable. 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table 4.1-3 shows the mean monthly evaporation rates obtained using data of 
the 20 year period of 1990 to 2009. Figure 4.1-10 depicts the mean monthly 
evaporation in Rajasthan. 

Table 4.1-3: Mean Monthly Evaporation, cm 


Month 

Evaporation, 

cm 

January 

8.5 

February 

10.8 

March 

18.7 

April 

26.6 

May 

34.6 

June 

30.4 

July 

21.4 

August 

16.8 

September 

16.6 

October 

15.7 

November 

11.0 

December 

8.4 

Annual 

219.5 

Mean Monthly 

18.3 


Source: IMD Monthly Dataset from 1990 to 2009. 


Figure 4.1-10: Mean Monthly Evaporation, cm 



Months 


Main Report-IN-24740-FU 3-073 July, 2014 

Surface and Ground Water Availability 
25 






















































STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


4.1.4 Wind Speed 

Wind speeds showed no significant trend within the period of 20 years from 
1990 to 2009. Table 4.1-4 shows the mean daily wind speed in each month 
measured during this period. Figure 4.1-11 depicts the mean daily wind speed 
per Month. 


Table 4.1-4: Mean Daily Wind Speed per 
Month, km/hr 


Month 

Wind Speed, km/hr 

January 

3.2 

February 

3.9 

March 

4.5 

April 

5.3 

May 

7.4 

June 

7.9 

July 

7.0 

August 

6.0 

September 

5.0 

October 

3.0 

November 

2.3 

December 

2.4 

Source: IMD Month 

y Dataset from 1990 to 2009. 


Figure 4.1-11: Mean Daily Wind Speed per Month, km/hr 



4.1.5 Sunshine Hours 

Sunshine hours show no significant trend within the period of 20 years from 
1990 to 2009.Table 4.1-5 shows the mean daily sunshine hours in each month. 
Figure 4.1-12 depicts the variation of the number of sunshine hours between 
months in Rajasthan. 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table 4.1-5: Mean Daily Sunshine Hours per Month 


Month 

Mean Daily Sunshine Hours 

January 

7.7 

February 

8.4 

March 

8.4 

April 

9.2 

May 

9.3 

June 

8.2 

July 

6.6 

August 

6.9 

September 

8.1 

October 

8.9 

November 

8.5 

December 

7.4 

Mean Monthly 

8.1 


Source: IMD Monthly dataset (1990 - 2009) 


Figure 4.1-12: Mean Daily Sunshine Hours per Month 



Months 


4.1.6 Relative Humidity 

Relative humidity (RH) in Rajasthan also shows no significant trend within the 
period of 20 years from 1990 to 2009. Table 4.1-6 shows mean daily relative 
humidity per month in Rajasthan. Figure 4.1-13 depicts mean daily relative 
humidity values and its variation over the months. They follow a sinusoidal 
pattern, decreasing from 54.7% in January to a minimum of 30.5% in April, 
increasing to a maximum of 72.6% in August, and again decreasing to 48.4% in 
October. 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table 4.1-6: Mean Daily Relative Humidity per Month 


Month 

Mean Daily RH, % 

January 

54.7 

February 

47.9 

March 

38.2 

April 

30.5 

May 

35.1 

June 

48.4 

July 

67.7 

August 

72.6 

September 

64.7 

October 

48.4 

November 

48.6 

December 

54.6 

Mean 

50.9 


Source: IMD Monthly dataset (1990-2009). 


Figure 4.1-13: Mean Daily Relative Humidity per Month 



Months 


The spatial variation of Evaporation, Wind Speed, Sunshine Hours and Relative 
Humidity across Rajasthan is shown in Figure 4.1-14, Figure 4.1-15, Figure 4.1- 
16 and Figure 4.1-17, respectively. 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


4.2 Terrestrial Elements 

4.2.1 Physiography 

Rajasthan features a variety of landforms, which have resulted from erosional 
and depositional processes over a long geological time period. Four major 
physiographic divisions have been identified in the state: 

• Aravalli Hill Ranges, 

• Eastern Plains, 

• The Thar Desert ,and 

• The South Eastern Plateau. 

Elevations of the Aravalli hills range from 450 m to 900 m above mean sea level 
(amsl). The Aravallis are aligned northeast to southwest and are the major water 
divide, separating the State into two hydrologically different entities in the east 
and in the west. The eastern part is characterised by high rainfall and well 
defined drainage systems. The land elevation of the eastern part varies from 150 
m to 450 m amsl. This part of Rajasthan covers most of Alwar, Bharatpur, 
Jaipur, Tonk, Sawai Madhopur, Karauli, Bundi and Kota districts. 

Land elevations in the western part of the State vary from 30 m to over 300 m 
amsl and is characterised by arid land forms. The area is covered by aeolian, 
alluvial and buried channels, sand dunes and inter-dunal plains. Small to 
medium-sized saline water depressions also occur in the western parts of the 
State. These depressions are responsible for the occurrence of evaporite deposits 
in the western part of Rajasthan that have great influence on groundwater 
quality. 

The western part of Rajasthan is mainly covered by the Thar Desert and can be 
divided into four different physiographic units as follows: 

• Sand dune areas covering parts of Jaisalmer, Barmer, Bikaner and western 
parts of Jodhpur and Churu districts; 

• The Luni-Jawai plain, covered by parts of Jodhpur, Pali, Jalore, Sirohi and 
the southern parts of Nagaur districts; 

• Shekhawati tract with sandy plain and low sand dunes, covered by parts of 
Jhunjhunu, Sikar, Churu and also northern part of Nagaur district. 

• Lower Ghaggar river basin, covering Ganganagar and Hanumangarh 
districts, which is relatively a flat land with a remnant channel of Ghaggar 
river, probably a tributary of the defunct mighty Saraswati River. 

The south-eastern plateau area of Rajasthan consists of two plateaus, the Hadauti 
plateau, which covers parts of the districts of Jhalawar, Baran and Kota where 
the Yindhyans are intruded by volcanic rocks, and the Malwa plateau, which 
extends into the southern parts of Chittaurgarh, Pratapgarh and Banswara 
districts. 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


4.2.2 Drainage 

The topography, rainfall, and geology are the most important factors affecting 
the extent and orientation of drainage, in Rajasthan in general and within a basin 
in particular. The Water Resources Department of Rajasthan has delineated 16 
River Basins in the State, and some of the major drainage basins have been 
further divided into sub-basins. 

The part of Rajasthan extending west of the Aravalli hills range, called Outside 
Basin, has no distinct catchment areas. The Outside (Undefined) Basin 
comprises a total area of 1,30,522 km 2 . The upper part of this area receives 
Ghaggar floodwaters originating in the upper and middle parts of Ghaggar river 
basin in Himachal Pradesh, Punjab and Haryana. 

Shekhawati rivers flows mostly in Sambhar lake or in northwards direction and 
vanishes in sand dunes. Ruparail, Banganga, Sabi flows in eastern direction and 
from part of Yamuna basin. Parbati river flows in eastern direction and outfalls 
in Gambhir river which outfalls in Yamuna river. Banas river is a tributary of 
Chambal, which in turn is a tributary of river Yamuna (part of Ganga system). 
The Luni is a southwest-flowing inland river basin. The Luni plain is located in 
the districts of Jodhpur, Pali, Jalore, Sirohi and the southern parts of Nagaur. 
Luni River originates in the Aravalli hills near Ajmer and flows south-westward 
to the great Rann of Kutch. It has number of tributaries contributing to the flow 
of Luni River when their catchments receive significant rainfall. During the high 
rainfall spells over the Luni catchment, occasional flash floods occur, which 
contribute to the groundwater recharge in the basin. Similarly, the basin of Other 
Nallahs of Jalore District also experiences occasional floods and groundwater 
recharge in the basins’ parts in Rajasthan and in the adjoining State of Gujarat. 

The Aravalli hills range, traversing Rajasthan from north-east to south-west 
nearly in the centre of the State, is the most important feature controlling the 
State’s drainage, its extent and orientation. Mahi and Sabarmati originate in the 
southern part of the State and are southward flowing are Sukli and West Banas 
river. The catchments of these rivers receive high rainfall that causes significant 
runoff, in spite of their small catchments. 

4.2.3 Geology 

The geological sequence of the State is highly varied and complex, showing the 
co-existence of the most ancient rocks of Pre-Cambrian age and the most recent 
alluvium, as well as wind-blown sands of Quaternary to Recent age. Figure 4.2- 
1 presents the general geology of Rajasthan. A brief description of the important 
geological formations occurring in Rajasthan is given below. 

The Archaeans are represented by Bhilwara Super group, which consists of 
high-grade metamorphites and gneisses (Banded Gneissic Complex), together 
with the associated low-grade metamorphites that represent the oldest 
metasedimentary sequence. This super-group comprises a complex assemblage 
of metasemipelite, quartzite, conglomerate, metagraywacks, marble, dolomite, 
calc-silicate rocks, basic metavolcanics, migmatite, granite, granite- gneiss, 
granulitic rocks and ultramafics. 
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The Bhilwara Super group has a wide crescent-shaped distribution in eastern 
Rajasthan, from the south-western border of Bharatpur district to Banswara 
district. It occupies large areas, mainly in the districts of Sawai Madhopur, 
Tonk, Ajmer, Bundi, Bhilwara, Udaipur, Chittaurgarh and Banswara. In the 
north, this Super group is overlain by Delhi Super group and in the south by 
Aravalli Super group. 

The Berach Granite and gneiss occur over a crescent-shaped area of about 100 
kms in length and 30 kms in width, in the central Rajasthan, in the vicinity of 
Chittaurgarh. Over a large part of the area, the rock is essentially non-porphyric 
granite, medium grained and varying in colour from reddish pink to greenish 
yellow. 

Proterozoic rocks in Rajasthan are represented by the following Super groups: 
Aravalli Super group 

The Aravalli Super group consists of a great thickness of phyllites and 
greywacks, with subordinate quartzite, conglomerates and dolomites intruded by 
granites and mafic and ultramatic rocks. The Aravalli Super group in Rajasthan 
has been divided into Debari, Udaipur, Bari and Jharol Groups. The rocks of 
Aravalli Super group are highly metamorphosed at certain places and occur in 
Udaipur, Dungarpur, Sirohi, and Banswara districts. The rocks of this super 
group also occur to a small extent in the south-western part of Bhilwara district 
and in the southwest of Jaipur and Alwar districts in the north-east. Minerals of 
great commercial importance are associated with rocks belonging to the Aravalli 
Super group. The central part of the Aravallis is occupied by a great 
synclinorium composed of Aravalli and Delhi rocks. 

Delhi Super group 

The rocks of the Delhi Super group occur over a large part of central and north¬ 
eastern Rajasthan, and are exposed in the districts of Bharatpur, Alwar, Jaipur, 
Ajmer, Udaipur, Jhunjhunu, Sikar, Nagaur, Jodhpur, Pali, Sirohi and Jalore. 
However, their best occurrence is in the main Aravalli hill ranges near Ajmer 
and in western Mewar. The Delhi Super group has been divided into Raialo, 
Punagah, Sirohi, Alwar and Ajabgarh groups. This Super group predominantly 
consists of quartzite, biotite schist, calc-schist, calc-gneiss, phyllite and marble, 
with subordinates conglomerate and chert. 

Vindhyan Super grow? 

The Delhis are succeeded by the Vindhyans after a time interval marked by a 
distinct erosional unconformity. The Vindhyans in Rajasthan were deposited in 
two separate basins on either side of the Aravalli hill range, constituting the 
main Vindhyan basin in eastern Rajasthan and Trans-Aravalli Vindhyan basin in 
western Rajasthan. 

In the main Vindhyan basin of eastern Rajasthan, especially in south-eastern 
Mewar, the Vindhyan succession is well developed. The sediments were 
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deposited in a large basin extending from Dhaulpur in the northeast to 
Nimbhahera and Suket in the southwest. The north-eastern and south-western 
outcrops are connected by narrow, disconnected patches extending from Sawai 
Madhopur to Bundi. 

In the south-western part of the Vindhyan basin of eastern Rajasthan, the total 
stratigraphic thickness of Vindhyan deposits have reached to a maximum of 
2,400 m, out of this the lower and upper divisions have 1,000 m and 1,400 m, 
thickness, respectively as per Geological Survey of India (G.S.I.). The 
Vindhyans have been affected by over-thrusts from the west, resulting in the 
Great Boundary Fault of about 800 kms strike length, with a throw of about 700 
m. This has brought the undisturbed Upper Vindhyan against the highly folded 
pre-Aravallis. 

The outcrops of Vindhyan in western Rajasthan are frequently interrupted by 
desert sands and alluvium, and consist of about 1,000 m thickness resting on the 
Malani Rhyolities and the Delhi slates. These rocks are grouped into a new 
Super group called Marwar Super group and are divided into (a) Jodhpur Group, 
(b) Bhilwara Group and (c) Nagaur Group, consisting mainly of limestones and 
sandstones, interbedded shale, gypsum and anhydrite respectively. The age of 
this Super group is Lower Palaeozoic. 

Igneous Rocks are represented by a variety of rocks, range from ultra basic to 
basic to acidic rocks. 

The Ultra basic rocks are represented by peridotite and pyroxenite, 
metamorphosed to talc-serpentine-chlorite rocks. These rocks occur in 
Banswara, Dungarpur, Udaipur, Pali and Ajmer districts. The ultra basic and 
basic rocks are intrusive and have been assigned post-Aravalli and post-Delhi 
ages. 

Nepheline-syenite is exposed in the vicinity of Kishangarh town (Ajmer 
District) and is in the form of sheet-like intrusions into the pre-Aravallis and 
Banded Gneissic Complex along the margin of the Delhi Super group, giving 
rise to elongated ridges. On the basis of radiometric age dating (1,475 My) the 
nepheline syenites are considered to be of post-Delhi age. 

The Erinpura Granite is the principal intrusive into the Delhi Super group. It 
occurs as boses and sills of all sizes. The outcrops of the Erinpura Granite, at 
places isolated, are found extending from Ajmer and Beawar in the north-east to 
the main belt of the type of Erinpura and Mount Abu in the southwest. 

The Malani suite of igneous rocks is represented by the Siwana and Jalore 
granites, with their acid volcanic representatives known as the Malani Rhyolites 
which is composed of felsites and pyroclastic material. The Malani rocks are 
intrusive into the Delhis and are younger than the Erinpura Granite. The Malani 
granite shows a marked unconformity with the overlaying Trans-Aravalli 
Vindhyans (Marwar Super group) and hence their age may be post-Delhi, and 
probably younger than Lower Vindhyan. 
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In western Rajasthan, in Jaisalmer District, a sequence of sediments consisting 
of two formations - the Rends Formation and the Britannia Formation occur 
over a small area overlaying the Malani suite of igneous rocks. On the basis of 
lithological similarities and their superposition on the Malani igneous rocks this 
sequence has been considered to be homostadial with the Jodhpur Group and 
Bhilwara Group and thus considered as representing Cambrian sedimentation in 
Rajasthan. 

The rocks of Mesozoic Era occur in western Rajasthan mainly in Jaisalmer and 
Barmer districts. Isolated outcrops are also found at the junction of the borders 
of Jaisalmer, Jodhpur and Barmer districts. The Lathi formation of Mesozoics 
age occupies the maximum area in Barmer district. The lithological units of this 
era are referred to by different names, as indicated in the stratigraphic 
succession. 

Volcanic activity, in the form of fissure eruptions in central and western India 
marked the close, locally, of the Mesozoic era. In Rajasthan, the northern 
extensions of Deccan Traps occupy a part of south-eastern Mewar and overlie 
the older formations. The rocks generally show spheroidal weathering and 
exfoliation giving rise to rounded boulders. 

Outcrops of rocks of Eocene age occur at widely separated areas in Barmer, 
Bikaner, and Jaisalmer districts. The relationship is obscure due to the 
intervening desert sand and alluvium. The litho-units of this era also have been 
called different names in different locations, as indicated in the stratigraphic 
succession. The Palana Series, hitherto included in Cretaceous rocks, is now 
considered to be of Palaeocene age. 

Alluvium, blown sand, kankar and evaporite deposits are of recent to sub-recent 
age. Alluvium is fairly thick and widespread in Bharatpur, Sawai Madhopur and 
parts of Tonk and Jaipur Districts, and also along the valleys of Banas, 
Banganga, Berach and Chambal rivers. Thick alluvium and blown sand occur in 
Luni river basin and several other areas in western Rajasthan covering the Thar 
Desert. The Thar Desert, along with a vast blanket of unconsolidated deposits, 
covers the region in the west, north-west and north of Rajasthan. Recent and 
sub-recent deposits are the most important geological formations in occurrence 
and possible development of groundwater resources. 

The groundwater exploration carried out by Central Ground Water Board has 
revealed the bed-rock configuration in the lower Ghaggar river basin comprising 
Ganganagar and Hanumangarh districts. 

The geological succession encountered in the lower Ghaggar river basin, 
covered by Ganganagar and Hanumangarh districts, is as follows. 


Quaternary 

Recent to sub recent 

Aeolian sand, alluvium Unconformity 

Tertiary 

Lower Eocene 

Palana series 

Tertiary 

Lower Eocene to Paleocene 

Nagaur Unconformity 

Paleozoic 

Cambrian 

Jodhpur Sandstone (Vindhyan) 

Proteriozoic 

Pre Cambrian 

Malani suite of rocks and Delhi System 
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Rocks belonging to the Nagaur series (Eocene) and the overlying Palana series 
are encountered in the north-western part of Rajasthan (Ganganagar and 
Hanumangarh districts).The Nagaur series consist of a basal evaporite, an 
intermediate red clay stone, and an overlying ferruginous sandstone sequence. 
The sandstone has a poor water yielding capacity. The Palana series consists of 
fine to medium-grained salt, pepper coloured sandstone, clays, gravel beds and 
white nummulitic limestone. 

The details of the rocks encountered in the boreholes drilled in Ganganagar and 
Hanumangarh districts are shown below: 


Borehole Location 

Depth, 

m 

Series 

Rocks 

Anupgarh 

(29°11’:73°12j 

294 

Nagaur 

Sand stone 

Karanpura 

evaporate (29°50’:73°29j 
sequence 

382 

330 

Palana 

Palana 

Clay 

Sand stone 
shale 

Bhukarka 

133 

Nagaur 

Claystone 

(29°14’:74°44j 

252 

Nagaur 

Claystone 

Dudhiawali 

(29°16’:73°52j 

333 

Palana 

Clay 

Kumarwala 

(30°19’:75°40j 

416 

Nagaur 

Clay stone 


Samples at the depth range 315-408 m bgl in the exploratory well drilled at 
Kumarwala site yielded spores and pollens of Mid Miocene-Upper Miocene age. 
The evidences suggest that there had been deposition during Miocene times after 
the Palanas. These sediments are not differentiated lithologically from the 
Palanas. 

The Palanas series is a potential aquifer in Bikaner and Luni basins, south of 
Ganganagar and Hanumangarh districts. The Palana deposits are also not 
differentiated from the quaternary alluvial aquifers. The lithounits belonging to 
Nagaurs have very poor water yielding capacity. 

Alluvium directly overlies the Pre-Cambrian basement in the central part of the 
basin, where its thickness varies from 242 m in the southern part, around Phulka 
(29°29:75°08), to 533 m in the northern part around Kheliawala (29°39’:73°19’). 

In Ganganagar and Hanumangarh districts, the thickness of the alluvium that 
mostly overlies Palana series, varies from about 130 m in the south to about 400 
m in the north. 

Concretions and nodules of calcium carbonate, called kankar, are extensively 
distributed throughout the vertical column of the alluvium in Ganganagar and 
Hanumangarh districts. Kankar encountered towards the bottom of the boreholes 
drilled at Sri Bijoy Nagar (29°15’:73°31’), Dudianwali (29°16’:73 0 52’) and 
Kamharwala (30 o 19’:75°40’) occurs as hard pans ranging in colour from greyish 
brown through yellow to pinkish. 
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Sand dunes dot the district of Ganganagar and the intervening depression. Sand 
dunes consist of silt and very fine sand, brownish yellow to buff in colour, 
coalesced together and rise in the form of small hillock, of an average 4 m to 5 
m height above ground level. The dunes are about 30 m high in the Suratgarh 
area. 

Quaternary alluvial deposits from the main aquifers of Ganganagar District. 

Rocks belonging to the Proteriozoic Group are not exposed anywhere in the 
lower Ghaggar river basin. Delhi quartzite has been encountered at a depth of 
533 m at Kheliawala (29°39’:73 0 19’) and porphyritic hornblende biotite granite, 
belonging to Malani suite of igneous rocks, has been encountered at a depth of 
240 m at Phulka (29°29:75°08). 

The Paleozoic Group of rocks is also not exposed anywhere in Ganganagar and 
Hanumangarh districts. Sandstone resembling Jodhpur Sand Stone has been 
encountered in the borehole at Ottu (29°30’:74°53’), on Rajasthan-Haryana 
border, at a depth of 206 m. The Sand Stone is pink in colour and fine to coarse¬ 
grained. 

A generalized stratigraphic succession of various formations and rock types 
encounteredis is presented in the Table 4.2-1. 


Table 4.2-1: Generalized Stratigraphic Succession of Various Formations 

and Rock Types 


Era 

Age /Super Group 

Group 

Geological Formation 

Cainozoic 

(Quaternary) 

Recent 


Alluvium and blown sand 

Cainozoic 

(Tertiary) 

Eocene 

Mandal Series 

Akli, Kapurdih / Jogira/ 
Mar / Banda / Khuiala 
/ Palana Series 

Sandstone 

Sandstone, bentonitic clay and 

Fuller’s earth 

Mesozoic 

Cretaceous 

Abur / Fatehgarh 

Series 

Sandstone, limestone, clay and 
lignite 


Parihar series 

Badasar Series 

Baisakhi Series 

Jaisalmer Series 

Lathi Series 

Felspathic sandstone 

Ferruginous sandstone 

Calcareous sandstone 

Fossiliferous limestone sandstone 
etc. 

Sandstone and shale 

Palaeozoic 

Permocarboniferous 

Badhaura Series 

Sandstone and boulders 

Marwar Super Group 

Nagar Group 

Sandstone, gypsum and siltstone 
Bhilwara Group Limestone and 
dolomite 

Jodhpur Group Sandstone, shale 
and boulder beds 

Proterozoic 

Vindhyan 

Supergroup 

Bhander Group 

Rewa Group 

Kaimur Group 

Semri Group 

Sandstone, shales and limestones 
Sandstone and shale 

Sandstone, shale and conglomerate 
Limestone, shales, sandstone, grit 
and basic flows 
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Era 

Age /Super Group 

Group 

Geological Formation 


Delhi Supergroup 

Ajabgroup Group 

Alwar Group 

Sirohi Group 

Punagarh Group 

Raialo Group 

Quartzite, mica schist, calc-schist 
and gneisses, marble and basic 
flows 

Quartzite, conglomerate and mica 
schist 

Phylite, mica schist and biotite 

Shale, slate, phyllite, mica shist and 
quartzite 

Marble, dolomite and conglomerate 


Aravalli Supergroup 

Jharol / Bari / Udaipur/ 
Debari Group 

Quartzite, mica schist, phyllite, 
conglomerate, metavolcanics, 
greywacke and marble 

Archaean 

Bhilwara 

Supergroup 

Ranthambhor/ 
Rajpura-Dariba / 

Hindoli Group 

Phyllite, slates, schist gneisses, 
granite and migmatites 


Source: Geological Survey of India (GSI) 


4.2.4 Structure 

The Precambrians of Rajasthan show a widely varying structural pattern as a 
result of repeated periods of deformation and igneous intrusions and extrusions. 
The regional strike of foliation of the rocks of the Bhilwara, Aravalli and Delhi 
Super groups is predominantly NNE-SSW to NE-SW, varying to N-S and NW- 
SE in the Aravalli and partly in the pre-Aravallis of south Rajasthan. The 
foliation dips are steep to moderate, mostly towards west, although local 
variations in dips towards the east are seen in the pre-Aravallis of Bhilwara- 
Jahazpur region. The regional structure is defined by the presence of a series of 
isoclinals, overturned, and at places, as in the Delhis of Alwar region, by normal 
upright folds. The other major tectonic element in these rocks is the presence of 
a series of sub-parallel NE-SW trending faults. 

In contrast with the complex deformation history of the above Super groups, the 
rocks of the main Vindhyan belt, extending from Chittaurgarh to Kota and 
Dhaulpur in south-east and eastern Rajasthan, are very little disturbed and are 
composed of low-dipping strata, dipping predominantly towards south and 
south-south-east. The northern boundary of the Vindhyans is also marked by a 
major fault, the Great Boundary Fault, which has brought the less disturbed 
Vindhyan against the highly folded pre-Aravallis rocks of Bhilwara, Tonk, Kota, 
Sawai Madhopur and Bharatpur Districts. The Vindhyan rocks along this fault 
zone are highly folded and locally metamorphosed. 

The rocks of the Marwar Super group, Mesozoic and Tertiary eras of western 
Rajasthan are completely undisturbed and constitute very low-dipping strata, 
marked at places by gravity faults. 

The structure of the basement and nature of the overlying rocks is known from 
the geophysical studies and the drilling carried out by ONGC (Oil and Natural 
Gas Commission) and the Central Groundwater Board. The Delhi system of 
rocks, parts of the old peninsular shield, protrudes in the form of a subsurface 
ridge or a gentle upwarp, which runs roughly NW-SE along the Jind-Mansa- 
Bhatinda alignment, subdividing the Ghaggar river basin into two parts - upper 
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and lower. Sedimentation in these two sub-basins continued separately till the 
Tertiary period. During quaternary times, when the alluvium was deposited, it 
was one basin. The ridge separating the two parts of Ghaggar river basin is quite 
shallow in the southern part, i.e. Ganganagar and Hanumangarh districts. It 
deepens on the north-western side. This is well revealed by the presence of 
Precambrian rocks immediately below the alluvium, at 242 m at Pulkha and 533 
m at Kheliwala. 

There is no evidence from the exploratory drilling carried out in the north¬ 
eastern part of Ghaggar river basin (Haryana and Punjab) about the depth of the 
basement and its configuration. But on the basis of the geophysical surveys 
carried out by ONGC, it has been established that the basement is sloping in the 
form of a monocline, becoming deeper towards the foothills of Shiwalik, where 
it attains the maximum thickness of about 2.4 kms. 

The base of the alluvium in Ganganagar and Hanumangarh districts, which rests 
on rocks belonging to Jodhpur, Nagaur and Palana series, is sloping gently 
towards north-west. 

The Delhi system of rocks which form part of the old peninsular shield, 
protrudes in the form of a subsurface ridge or a gentle upwarp, which runs 
roughly north-west to south-east along the Jind-Mansa-Bhatinda alignment, 
thereby separating the lower Ghaggar river basin, of which a major part lies in 
Rajasthan, from the central and upper part of Ghaggar river basin, a major part 
of which lies in Haryana and Punjab States. Alluvium directly overlies the Pre¬ 
cambrian basement of Punjab - Haryana, where its thickness varies from 242 m 
in the southern part around Phulka (29°29’:75°08) to 533 m at Kheliwala. 
According to the geological surveys carried out by ONGC, the basement slopes 
towards north to north-east as a monocline and attains a maximum thickness of 
2.4 kms near the foothills of Shiwaliks. In the districts of Ganganagar and 
Hanumangarh, the basement belonging to Jodhpur, Nagaur and Palana series 
gently slopes towards north-west, towards Punjab. 

4.2.5 Hydrogeological Units 

The rock formations occurring in the State of Rajasthan represent various 
hydrogeological units with inter-granular pore spaces, fractures, karstic and 
vesicular properties. The hydrogeological units forming aquifers are grouped 
into alluvial aquifers, sedimentary rock aquifers, metamorphic rock aquifers, 
carbonate rock aquifers, igneous rock aquifers, volcanic rock aquifers and other 
category rock aquifers. Besides geology, rainfall, topography, drainage pattern 
and paleo-channels have great bearing on the occurrence of groundwater in the 
State. 

The hydrogeological map of Rajasthan State is shown in Figure 4.2-2. The 
significant hydrogeological units considered for the purposes of water resources 
planning are given in Table 4.2-2. 


Main Report-IN-24740-R13-073 July, 2014 

Surface and Ground Water Availability 
37 



STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table 4.2-2: Hydrogeological Units 


Alluvial aquifers 

1. 

Younger alluvium 

2. 

Older alluvium 


3. 

Tertiary sandstone 


4. 

Jurassic sandstone (Lathi, Parihar, Baisakhi and Bhadesar) 

Sedimentary rock aquifers 

5 

Vindhyan sandstone (Nagaur, Jodhpur) 


6. 

Bhander sandstone 


7. 

Shale 


8. 

Quartzite 

Metamorphic rock aquifers 

9. 

Slate 

10. 

Phyllite and schist 


11. 

Gniesses 

Carbonate rock aquifers 

12. 

Bilara limestone 

13. 

Limestone (Alwar, Bhander and Upper Cretaceous) 

Igneous rocks aquifers 

14. 

Jalore granite 

15. 

Erinpura granite 

Volcanic rock aquifers 

16. 

Deccan traps (basalt) 

17. 

Rhyolites 

Other category rock aquifers 

18. 

Ultra basics 

19. 

Gneisses (B.G.C) 


Source: CGWB & RGWD 


Alluvial Aquifers 

The alluvial aquifer includes older and younger alluvium of sub-recent to recent 
age. These cover an area of about 1,43,038 km 2 , occupying large areas in 
western Rajasthan, in Barmer, Jalore, Jaisalmer, and Jodhpur districts, and in the 
northern part of the State in Bikaner, Churn, Ganganagar, Hanumangarh, 
Jhunjhunu, Nagaur, and Sikar districts. In the eastern part of the state, alluvial 
aquifers occur in Alwar, Bharatpur, Dausa, Dhaulpur, Jaipur, Kota and Sawai 
Madhopur districts. 

Younger alluvium comprise aeolian, and fluvial deposits in the form of sand, 
gravels and pebbles, whereas older alluvium consists of heterogeneous mixture 
of sand, silt, kankars and varying amount of clay. The area west of Aravalli hills 
range is mostly covered by windblown sand whereas in the east, it mainly 
consists of aeolian and fluvial deposits comprising fine to medium-grained sand, 
silt and clay. This group forms a potential aquifer and has moderate to high 
permeability. The specific yield of this formation ranges between 10% to 15%. 

Alluvium aquifer units are the most productive among various aquifers in 
Rajasthan. The groundwater quality deteriorates with increasing depth and is 
largely brackish to saline. High-potential alluvial aquifers occur in Sikar, 
Jhunjhunu, Churu, Jalore, Barmer, Bharatpur, Alwar and Nagaur districts. The 
yield of wells varies between 40 lps and 100 lps. Transmissivity of the 
unconsolidated aquifers has been observed as high as, 2,000 m 2 /day. Specific 
capacity of tubewells range from 0.038 lps/m to 10.38 lps/m in Sikar, 
Jhunjhunu, Churu, Jalore, Barmer, Bharatpur, Alwar and Nagaur districts. On 
the basis of groundwater exploration in Bharatpur and Jaisalmer districts, an 
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artesian belt with flow conditions was delineated. However, due to decrease in 
the piezometric heads, the artesian conditions have ceased to exist. High- 
potential aquifers exist in the valley-fill deposits underlain by the hard rocks in 
Jhunjhunu, Bhilwara, Udaipur and Tonk districts. 

The valley-fill deposits are well-sorted and coarse-grained. Due to the 
interaction of stream and valley-fill deposits, the saturated thickness of the 
aquifer is greater in the valleys. The transmissivity of the valley-fill deposits of 
Kantli River in Jhunjhunu District ranges from 2,000 m 2 /day to 7,000 m 2 /day, 
and the specific capacity of tubewells ranges from 0.20 lps/m to 4.67 lps/m. The 
valley-fill deposits of Tonk, Bhilwara and Udaipur districts also have very high 
transmissivity values ranging from 2,500 m 2 /day to 5,000 m 2 /day. 

Sedimentary Rocks Aquifers 

This group includes sandstones and shales. It covers an area of about 83,252 
km 2 . Sandstones belong to various ages. These are intercalated with shales at 
many places. The sandstone formation under this category belongs to Vindhyan 
super group in Kota, Bundi, Baran, Jhalawar, Karauli, and Dhaulpur areas. In 
the western part of the state, it belongs to Marwar Super group (Trans 
Vindhyans), Jurassic and Tertiary age. Sandstone of Marwar Super group i.e. 
Jodhpur sandstone, Nagaur sand stone in the west of Aravalli hills range are also 
known as “Trans Vindhyans” as they are considered equivalent to Vindhyan 
Super group in the eastern part of state. This group covers the major part of 
Jodhpur and Nagaur districts. The sandstone of Jurassic age occupy a large area 
in Banner, and Jaisalmer districts, whereas the sandstone of tertiary age is found 
in the areas of Barmer, Bikaner, Churn and parts of Jodhpur and Nagaur 
districts. In the eastern part of the state, sandstone and limestone of Vindhyan 
Super Group covers a large part in Bundi, Baran, Kota and Jhalawar districts. 
These are often intercalated with shales. 

The sandstone in the western part is red to buff, pink or grey coloured, medium 
to coarse grained, semi-consolidated to loosely consolidated sedimentary rocks, 
intercalated at many places with shale, clay and gypsum beds. Sandstone in the 
eastern part of the state is red to pink or grey coloured, medium to coarse 
grained, hard compact and quartzitic in nature, often intercalated by shales. It is 
low to moderately permeable in nature. The specific yield ranges from 0.04 to 
0.06. The yield of dugwells ranges between 0.23 lps to 0.46 lps and the yield of 
tubewells ranges between 0.69 lps and 3.13 lps. 

Exploratory drilling carried out by the Central Ground Water Board in the semi- 
consolidated formations occurring in Jaisalmer, Barmer, Bikaner, and Churu 
districts indicate presence of medium to highly potential aquifers. Discharge of 
the wells tapping semi-consolidated aquifers is upto 64 lps at Chandan in 
Jaisalmer District. The groundwater exploration initiated in the year 1956 by the 
Exploratory Tubewell Organization (ETO) has shown the existence of potential 
aquifers belonging to Lathi Series of Jurassic age occurring in Jaisalmer and 
Barmer districts. The Lathi aquifer is capable of yielding more than 56 lps with a 
drawdown of 2 m to 10 m. The transmissivity of the aquifers ranges between 996 
m 2 /day and 1,634 m 2 /day, and the storativity ranges between 9.6xl0" 4 and 
1.3xlO' 4 .The rate of recharge is estimated to be very low. The Nagaur sandstone 
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and the Jodhpur sandstone of Marwar Super group are found to be moderately 
potential aquifers. Yields of wells in the depth range of 60 m to 107 m tapping 
Jodhpur sandstone is 8.5 lps to 20 lps. 

Metamorphic Rock Aquifers 

This group covers an area of about 43,388 km 2 in the State and includes gneiss, 
schist, phyllite, quartzite and slates. It occupies a large area in the central, south 
and south-eastern part of the State. Gneiss, schist, phyllite and quartzites of pre- 
Aravalli and Aravalli age occur mainly in Ajmer, Banswara, Bhilwara, 
Chittorgarh, Dungarpur, Rajsamand, Sawai Madhopur, Tonk and Udaipur 
districts. Granites gneiss, schist and quartzites occupy the areas of Alwar, 
Ajmer, Dausa, Dungarpur, Jalore, Jaipur, Jhunjhunu, Pali, Sikar, Sirohi, 
Rajsamand and Udaipur districts. The formations are hard and compact, jointed 
and fractured. Groundwater occurs mainly in secondary openings like joints, 
fractures and foliation planes. The group in general forms poor aquifers. 

The specific yield of aquifers in these rock formations varies from 1% to 3%. 
The yields of dugwells range between 0.50 lps to 1.50 lps whereas that of 
tubewells vary from 1 lps to 4 lps. 

Carbonate Rock Aquifers 

This group occupies an area of about 14,376 km 2 in Banas, Chambal, Luni, 
Ruparail, Sabi, Banganga, and Mahi Basins. 

Two types of aquifers have been mapped under this category, namely: 

• Cavernous limestone aquifers and, 

• Non-cavernous limestone aquifers 

Cavernous IJmestone Aquifers 

The cavernous limestone aquifers occupy extensive areas in Bilara, Phalodi, 
Bap, Osian and Bhopalgarh blocks of Jodhpur district; Jayal, Merta, Nagaur and 
Mundwa blocks of Nagaur district; Jaitran block of Pali district and Sujangarh 
block of Churn district. Bilara limestone has been found in Luni and the Outside 
Basin. In Luni basin, it occupies an area of about 1,373 km 2 , whereas in the 
Outside Basin it has an area of about 8,149 km 2 . In the Borunda-Bilara area 
(Jodhpur district), the limestone shows considerable lateral and vertical 
variations. The limestone is grey to buff coloured, hard and compact dolomitic 
in nature, inter-bedded with shales and cherty bands. The limestone is highly 
cavernous. In Sujangarh area, it forms an aquifer of low potentiality. A borewell 
drilled in Sandwa village in Sujangarh block of Churu District has yielded 1.08 
lps with a drawdown of 8.5 m. In Borunda area of Bilara tehsil of Jodhpur 
district, it consists of Dhanpsa dolomite, Gotan limestone, and Pundloo dolomite 
in order of superposition. The Dhanpsa dolomite includes cherty dolomite and 
siliceous dolomitic limestone with cherty beds. The yield of exploratory wells in 
the Borunda area (Ransigoan, Patelnagar, Rampuria, Jhak, and Hariadhana) 
determined under UNDP Project (1968-70) has been found ranging from 38 lps 
to 75.5 lps for a drawdown of 2.1 m to 13.3 m. In Jayal, Mundwa, and Merta 
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blocks of Nagaur district, the limestone is white to grey in colour, massive and 
cherty. The thickness of the limestone in this area ranges from 100 m to 300 m. 

Ncm^cavetTwus Umestone 


Under this category, four three of limestones occur, namely, Bhander limestone, 
Alwar limestone and Upper Cretaceous limestone. Bhander limestone aquifer 
occurs in Banas, Chambal, and Mahi Basins. Alwar limestone has been mapped 
in Alwar district area and belongs to Alwar group of Delhi Supper group. 
Aquifer comprising Alwar limestone is found in Sabi and Banganga Basins. The 
Upper Cretaceous limestone is hard and compact and has been mapped in 
Banswara district area in Mahi Basin. It covers a total area of about 4,853 km 2 . 

Igneous Rock Aquifer 

Jalore and Erinpura granites in Jalore, Pali, and Sirohi districts in Luni Basin, 
Sukli Basin, and West Banas Basin and Siwana granite in Banner district in the 
Outside Basin have been mapped under this category of aquifers. These rocks 
occupy an area of about 10,842 km 2 . The granite is grey to pink in colour, fine to 
coarse grained with phenocrysts of feldspar. The groundwater occurs in 
weathered and fractured zones under water table conditions. 

Volcanic Rock Aquifers 

Deccan Traps 

This hydrogeological unit occurs in Mahi and Chambal Basins with an area of 
about 9,581 km 2 . In Mahi Basin, it has a wide distribution in the eastern part of 
Banswara district, in Kushalgarh, Talwara, Peepalkhunt, Pratapgarh and Amod 
blocks. It is hard, compact and vesicular in nature. Intra-trappeans are not 
common but occasionally a thin layer of reddish clayey material, known as 
“redbol” occurs between two flows. The basalt is dark grey to olive green in 
colour and is usually weathered. The basalt is well jointed with typical columnar 
joints. The basalt aquifer has a very low water yielding capacity. The 
groundwater occurs under phreatic conditions. The yield of wells in basalt range 
from 0.07 lps to 2.31 lps in the weathered zone. 

Malani Rhyolites 

This hydrogeological unit has been mapped in Luni and Outside Basin and in 
parts of Jaisalmer, Barmer, Jodhpur and Jalore districts. It covers an area of 
about 5,046 km 2 . It is reddish brown in colour and largely interstratified with 
tuffs and volcanic breccias. In Jaisalmer district it is confined to the south¬ 
eastern part in Sankra block. In Barmer district this unit covers the central part 
of the district in Barmer, Sheo, Baytoo, and Sindhari blocks. Malani volcanics 
comprise black dark brown to pink rhyolite containing phenocryst of quartz and 
feldspar in glassymatrix. In Jalore district, Malani rhyolite encloses small area in 
Raniwara block. In this area, rhyolites are associated with agglomerate, volcanic 
ash, felsites intercalated with acid tuffs and pyroclastic materials. In Jodhpur 
district, Malani rhyolites are found in very small patches in Mandore and Luni 
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blocks. In these areas, rhyolite is porphyritic and has phenocyst of quartz and 
feldspars. 

Hydrogeologically, rhyolites are jointed and fractured and have low yielding 
capacity. The specific capacity of wells in rhyolite aquifer is very poor and 
ranges from 0.02 lps/m to 0.035 lps/m. 

Other Category Rock Aquifers 

Gneisses (B. G. C.) orBanded Gneissic Complex 

This hydrogeological unit with an area of about 21,724 km 2 has been mapped to 
occur in Banas, Mahi, Shekhawati, Sabarmati, and West Banas Basins, in parts 
of Ajmer, Bhilwara, Chittaurgarh, Dungarpur, Pratapgarh and Udaipur districts. 
In Ajmer district, the lithological units cover the major parts of Bhinai, Kekri, 
Arain, Silora, Masooda, Sahara, and Jawaja blocks. In Bhilwara district, these 
litho-units are spread in the western half of the district in Hura, Asind and 
Raipur blocks and in the central parts of Kotri and Suwana blocks. The BGC 
comprises porphyritic and non-porphyritic gneissic complex associated with 
aplite amphibolites schist and augen gneiss. The gneisses are grey to dark 
coloured, medium to coarse-grained rocks. In Chittaurgarh district, major parts 
of Gangrar and Bhadesar blocks are covered by BGC. It is fine to medium¬ 
grained porphyritic rock having gneissic structure. In Dungargarh District, the 
north-eastern part of the district in Aspur, Sangwa, Dungarpur blocks is covered 
by BGC. The BGC is often traversed by pegmatite and aplite veins. In Udaipur 
district, theses rocks occupy the eastern part in Bhinder, Dhariawad, Girwa, 
Salumber and Sarada blocks. These comprise porephyritic and non-porphyritic 
gneissic complex associated with aplite, amphibolites, schist and augen gneiss. 

Ultra Basics Rock Aquifers 

These litho-units with an area of about 108 km 2 are mainly confined to 
Simalwara block of Dungarpur district and occur as elongated band in the 
central part of the block. These comprise serpentinite, hypersthinite, and 
amphibolite. The litho- units are fine to medium grained, hard and compact, 
unfoliated, and occasionally associated with schist rocks. 

4.3 Administrative Setup 

Table 4.3-1 shows the districts falling under various basins of Rajasthan. 
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Table 4.3.1: Districts Falling Under Various River Basins of Rajasthan 


Basin 

District 

District 
Area Inside 
Basin, km 2 

Total 
District 
Area, km 2 

Percentage of 
District Area 
falling Inside 
Basin, % 

District Area 
as Percentage 
of Basin Area, 

% 

Shekhawati 

Ajmer 

989.63 

8482.43 

11.67 

10.15 

Alwar 

539.53 

8389.24 

6.43 

5.53 

Churu 

10.25 

13840.78 

0.07 

0.11 

Jaipur 

1997.04 

11139.65 

17.93 

20.48 

Jhunjhunu 

1773.45 

5917.08 

29.97 

18.19 

Nagaur 

1459.68 

17795.72 

8.20 

14.97 

Sikar 

2981.30 

7727.41 

38.58 

30.57 

Shekhawati Total 


9750.88 



100.00 

Ruparail 

Alwar 

2705.41 

8389.24 

32.25 

67.07 

Bharatpur 

1328.26 

5083.78 

26.13 

32.93 

Ruparail Total 


4033.66 



100.00 

Banganga 

Alwar 

2334.59 

8389.24 

27.83 

27.20 

Bharatpur 

2530.47 

5083.78 

49.78 

29.48 

Dausa 

2144.55 

3426.22 

62.59 

24.99 

Jaipur 

1322.77 

11139.65 

11.87 

15.41 

Karauli 

244.84 

4990.38 

4.91 

2.85 

Sawai Madhopur 

5.31 

5055.87 

0.11 

0.06 

Sikar 

0.81 

7727.41 

0.01 

0.01 

Banganga Total 


8583.34 



100.00 

Gambhir 

Bharatpur 

1217.93 

5083.78 

23.96 

25.95 

Dausa 

101.66 

3426.22 

2.97 

2.17 

Dhaulpur 

722.88 

3044.81 

23.74 

15.40 

Karauli 

2422.44 

4990.38 

48.54 

51.61 

Sawai Madhopur 

228.61 

5055.87 

4.52 

4.87 

Gambhir Total 


4693.52 



100.00 

Parbati 

Bharatpur 

7.12 

5083.78 

0.14 

0.38 

Dhaulpur 

1489.72 

3044.81 

48.93 

78.94 

Karauli 

390.23 

4990.38 

7.82 

20.68 

Parbati Total 


1887.07 



100.00 

Sabi 

Alwar 

2809.72 

8389.24 

33.49 

62.11 

Jaipur 

1325.50 

11139.65 

11.90 

29.30 

Sikar 

388.46 

7727.41 

5.03 

8.59 

Sabi Total 


4523.67 



100.00 

Banas 

Ajmer 

5552.85 

8482.43 

65.46 

11.80 

Bhilwara 

9396.59 

10446.96 

89.95 

19.97 

Bundi 

167.79 

5778.71 

2.90 

0.36 

Chittaurgarh 

5459.81 

7835.96 

69.68 

11.60 

Dausa 

1180.01 

3426.22 

34.44 

2.51 

Jaipur 

6494.35 

11139.65 

58.30 

13.80 

Karauli 

1113.98 

4990.38 

22.32 

2.37 

Pratapgarh 

172.34 

4438.71 

3.88 

0.37 

Rajsamand 

4217.10 

4622.18 

91.24 

8.96 

Sawai Madhopur 

3859.13 

5055.87 

76.33 

8.20 

Tonk 

6762.21 

7192.56 

94.02 

14.37 

Udaipur 

2684.11 

11723.08 

22.90 

5.70 

Banas Total 


47060.27 



100.00 

Chambal 

Baran 

7009.23 

7009.23 

100.00 

22.43 

Bhilwara 

1047.38 

10446.96 

10.03 

3.35 

Bundi 

5610.92 

5778.71 

97.10 

17.96 
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Basin 

District 

District 
Area Inside 
Basin, km 2 

Total 
District 
Area, km 2 

Percentage of 
District Area 
falling Inside 
Basin, % 

District Area 
as Percentage 
of Basin Area, 

% 

Chambal 

Chittaurgarh 

2189.91 

7835.96 

27.95 

7.01 

Dhaulpur 

832.22 

3044.81 

27.33 

2.66 

Jhalawar 

6317.79 

6317.79 

100.00 

20.22 

Karauli 

818.89 

4990.38 

16.41 

2.62 

Kota 

5127.27 

5127.27 

100.00 

16.41 

Pratapgarh 

895.73 

4438.71 

20.18 

2.87 

Sawai Madhopur 

962.82 

5055.87 

19.04 

3.08 

Tonk 

430.35 

7192.56 

5.98 

1.38 

Chambal Total 


31242.50 



100.00 

Mahi 

Banswara 

4483.99 

4483.99 

100.00 

26.99 

Chittaurgarh 

186.24 

7835.96 

2.38 

1.12 

Dungarpur 

3160.94 

3772.51 

83.79 

19.03 

Pratapgarh 

3370.64 

4438.71 

75.94 

20.29 

Udaipur 

5408.82 

11723.08 

46.14 

32.56 

Mahi Total 


16610.63 



100.00 

Sabarmati 

Dungarpur 

611.57 

3772.51 

16.21 

14.81 

Pali 

1.40 

12367.77 

0.01 

0.03 

Sirohi 

69.59 

5127.07 

1.36 

1.68 

Udaipur 

3447.56 

11723.08 

29.41 

83.47 

Sabarmati Total 


4130.12 



100.00 

Luni 

Ajmer 

1939.96 

8482.43 

22.87 

2.80 

Barmer 

21535.07 

28440.67 

75.72 

31.07 

Bhilwara 

2.99 

10446.96 

0.03 

0.00 

Jaisalmer 

1947.35 

38511.18 

5.06 

2.81 

Jalore 

8887.24 

10621.92 

83.67 

12.82 

Jodhpur 

13685.88 

22667.50 

60.38 

19.75 

Nagaur 

6279.48 

17795.72 

35.29 

9.06 

Pali 

12363.53 

12367.77 

99.97 

17.84 

Rajsamand 

405.07 

4622.18 

8.76 

0.58 

Sirohi 

2076.07 

5127.07 

40.49 

3.00 

Udaipur 

179.47 

11723.08 

1.53 

0.26 

Luni Total 


69302.11 



100.00 

West Banas 

Pali 

2.85 

12367.77 

0.02 

0.16 

Sirohi 

1825.39 

5127.07 

35.60 

99.67 

Udaipur 

3.11 

11723.08 

0.03 

0.17 

West Banas Total 


1831.34 



100.00 

Sukli 

Sirohi 

990.44 

5127.07 

19.32 

100.00 

Sukli Total 


990.44 



100.00 

Other Nallahs of Jalore 

Jalore 

1734.67 

10621.92 

16.33 

91.29 

Sirohi 

165.59 

5127.07 

3.23 

8.71 

Other Nallahs of Jalore Total 


1900.27 



100.00 

Ghaggar 

Ganganagar 

3153.07 

10703.23 

29.46 

60.62 

Hanumangarh 

2048.43 

9917.54 

20.65 

39.38 

Ghaggar Total 


5201.51 



100.00 

Outside Basin 

Barmer 

6905.60 

28440.67 

24.28 

5.29 

Bikaner 

30264.60 

30264.60 

100.00 

23.19 

Churn 

13830.53 

13840.78 

99.93 

10.60 

Ganganagar 

7550.15 

10703.23 

70.54 

5.78 

Hanumangarh 

7869.11 

9917.54 

79.35 

6.03 

Jaisalmer 

36563.83 

38511.18 

94.94 

28.01 
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Basin 

District 

District 
Area Inside 
Basin, km 2 

Total 
District 
Area, km 2 

Percentage of 
District Area 
falling Inside 
Basin, % 

District Area 
as Percentage 
of Basin Area, 

% 

Outside Basin 

Jhunjhunu 

4143.63 

5917.08 

70.03 

3.17 

Jodhpur 

8981.62 

22667.50 

39.62 

6.88 

Nagaur 

10056.56 

17795.72 

56.51 

7.70 

Sikar 

4356.84 

7727.41 

56.38 

3.34 

Outside Basin Total 


130522.48 



100.00 

State Total 


342263.80 
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5. Scope 

Water availability in Rajasthan comprises the following: 

• Surface water in river basins existing within Rajasthan; 

• Imported surface water, that might be: 

- Water in rivers (Chambal and Mahi) that originate in other states, then 
pass through part of the corresponding river basin that lie within 
Rajasthan and eventually leave Rajasthan; 

- Water that arrives in Rajasthan from outside the State by delivery canals 
under share agreements (Bhakra, Gang, Nohar-Sindhmukh, IGNP, 
Gurgaon, Narmada); 

- Water that flows in to Rajasthan as spontaneous and not under formal 
agreement, being surplus flow at tail of adjacent State’s system 
(Ghaggar); 

• Groundwater. 

Brief accounts of these sources are given below in a State-wise view. Further 
elaborations in River Basin-wise terms are given in Appendices in Volume 2 of 
this Report. 

6. Surface Waters originating within Rajasthan 

6.1 General 

As described above, the physiography of Rajasthan is basically accentuated by 
the Aravalli range which forms its water divide backbone, giving rise to 
originating a number of rivers. In addition, there are rivers that originate outside 
the State that Rajasthan shares as they flow through it. 

The surface water resources of Rajasthan are grouped in terms of basins as 
depicted in Figure 6.1-1. The scope of basins and sub-basins are given in Table 
6 . 1 - 1 . 


Main Report-IN-24740-R13-073 July, 2014 

Surface and Ground Water Availability 
46 



STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Figure 6.1-1: Rajasthan River Basins 
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Table 6.1-1: Basins and Sub-basins of Rajasthan State 


S. No. 

River Basin 

Number of 
Sub-basins 

Remarks 

1 

Shekhawati 

3 

Originates from Sikar, Jaipur and Ajmer district in Rajasthan, 
partly drains to northeast (Haryana State), partly southwest to 
Sambhar Lake 

2 

Ruparail 

1 

Originates from Alwar district in Rajasthan, drains towards 

Yamuna River 

3 

Banganga 

1 

Originates from Jaipur district in Rajasthan, drains towards 

Yamuna River 

4 

Gambhir 

1 

Originates from Karauli district in Rajasthan, drains to Yamuna 
River 

5 

Parbati 

1 

Originates from Karauli district in Rajasthan, drains to Gambhir 
River 

6 

Sabi 

1 

Originatesfrom Sikar and Jaipur district in Rajasthan, drains to 
northeast (Haryana State) 

7 

Banas 

10 

Originates from Rajsamand district in Rajasthan, drains to 

Chambal River 

8 

Chambal 

7 

Originates in Madhya Pradesh, flows through south-east 

Rajasthan and drains to Yamuna River 

9 

Mahi 

6 

Flows through southern part of Rajasthan, but originates in 

Madhya Pradesh and continues to adjacent state (Gujarat) 

10 

Sabarmati 

4 

Originates from Udaipur district in Rajasthan, drains to southwest 
(Gujarat State) 

11 

Luni 

12 

Originates from Nagaur district in Rajasthan, drains to Rann of 
Kuchh (Gujarat State) 

12 

West Banas 

1 

Originates from Sirohi district in Rajasthan, drains to southwest 
(Gujarat State) 

13 

Sukli 

1 

Originates from Sirohi district in Rajasthan, drains to southwest 
(Gujarat State) 

14 

Other Nallahs of 
Jalore 

1 

Several streams originating from Jalore and Sirohi district in 
Rajasthan, some draining to southwest (Gujarat State) 

15 

Ghaggar 

1 

Originates in Himachal Pradesh, flows through Haryana and 

Punjab and enters north Rajasthan in Hanumangarh district and 
drains through Ganganagar district to Pakistan 

16 

Outside Basin 

7 

Western Rajasthan Thar Desert (not actually a river basin) 

Total 


58 



The following procedure has been applied for evaluating the four climatic 
dependability levels of 25%, 50%, 75%, and 90%, as specified in the Terms of 
Reference: 

• The stream flow series have been validated against recorded inflow values 
according to the relevant G&D data or reservoir data after considering all the 
upstream interceptions. 

• The series were then analysed for average and corresponding dependability 
levels (larger dependability levels being of lesser flow rates). 

A summary of the assessed availability of surface water existing within 
Rajasthan is given in Chapter 9 of this report. Details on Salient features of 
existing Major and Medium irrigation projects is given in Annex SW-2(a) and 
that of existing Minor irrigation projects is given in Annex SW-2(b). Details on 
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Salient features of all ongoing and proposed irrigation projects is given in Annex 
SW-2(c). These projects are also shown in respective basin’s Surface Water Key 
Maps in Volume 4 of this report. 

6.2 Basin-Wise Natural (Virgin) Surface Water Assessment 

Summary of basin-wise natural (virgin) surface water assessment is given in 
Table 6.1-2. 


Table 6.2-1: Rajasthan State Natural (Virgin) Surface Water Yield, Mm 3 


Prop¬ 

erty 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual 

Varia¬ 

tion 

Shekhawati River Basin 

Mean 

0.5 

1.0 

0.6 

0.4 

1.5 

24.6 

187.7 

233.1 

98.5 

12.4 

1.8 

0.9 

562.9 

100 . 0 % 

90 % 

0.1 

0.1 

0.1 

0.0 

0.2 

2.8 

21.0 

26.1 

11.0 

1.4 

0.2 

0.1 

63.0 

11 . 2 % 

75 % 

0.1 

0.2 

0.1 

0.1 

0.2 

3.9 

29.4 

36.5 

15.4 

1.9 

0.3 

0.1 

88.1 

15 . 7 % 

50 % 

0.3 

0.5 

0.3 

0.2 

0.8 

12.9 

98.4 

122.2 

51.6 

6.5 

0.9 

0.5 

295.1 

52 . 4 % 

25 % 

0.7 

1.4 

0.8 

0.5 

2.1 

34.1 

259.8 

322.6 

136.2 

17.1 

2.4 

1.2 

778.9 

138 . 4 % 

Ruparail River Basin 

Mean 

0.3 

0.3 

0.3 

0.2 

0.4 

30.4 

133.9 

287.6 

175.7 

11.1 

0.7 

0.6 

641.4 

100 . 0 % 

90 % 

0.1 

0.1 

0.1 

0.0 

0.1 

5.4 

23.7 

50.8 

31.0 

2.0 

0.1 

0.1 

113.3 

17 . 7 % 

75 % 

0.1 

0.1 

0.1 

0.1 

0.2 

13.8 

60.9 

130.8 

79.9 

5.0 

0.3 

0.3 

291.8 

45 . 5 % 

50 % 

0.2 

0.2 

0.2 

0.1 

0.3 

22.1 

97.2 

208.7 

127.5 

8.1 

0.5 

0.4 

465.4 

72 . 6 % 

25 % 

0.4 

0.4 

0.4 

0.3 

0.5 

39.5 

174.0 

373.7 

228.3 

14.4 

0.9 

0.8 

833.5 

130 . 0 % 

Banganc 

ia River Basin 

Mean 

5.6 

3.6 

3.1 

1.9 

3.5 

13.9 

96.8 

225.4 

203.9 

129.6 

51.4 

16.3 

754.8 

100 . 0 % 

90 % 

1.3 

0.9 

0.7 

0.5 

0.8 

3.3 

23.1 

53.8 

48.6 

30.9 

12.3 

3.9 

180.0 

23 . 8 % 

75 % 

2.1 

1.4 

1.2 

0.7 

1.3 

5.3 

37.1 

86.3 

78.1 

49.6 

19.7 

6.2 

289.0 

38 . 3 % 

50 % 

4.2 

2.7 

2.3 

1.4 

2.6 

10.4 

72.3 

168.3 

152.2 

96.8 

38.4 

12.2 

563.5 

74 . 7 % 

25 % 

8.0 

5.1 

4.4 

2.7 

5.0 

19.9 

138.3 

322.0 

291.3 

185.1 

73.4 

23.3 

1078.3 

142 . 9 % 

Gambhir River Basin 

Mean 

0.2 

0.5 

1.8 

0.1 

0.1 

5.0 

103.6 

348.3 

212.5 

27.0 

1.2 

0.6 

700.9 

100 . 0 % 

90 % 

0.0 

0.1 

0.3 

0.0 

0.0 

0.8 

15.8 

53.0 

32.3 

4.1 

0.2 

0.1 

106.6 

15 . 2 % 

75 % 

0.1 

0.2 

0.6 

0.0 

0.0 

1.7 

35.1 

117.9 

71.9 

9.1 

0.4 

0.2 

237.2 

33 . 8 % 

50 % 

0.2 

0.4 

1.5 

0.1 

0.1 

4.1 

84.0 

282.5 

172.3 

21.9 

1.0 

0.5 

568.4 

81 . 1 % 

25 % 

0.3 

0.7 

2.6 

0.1 

0.1 

7.1 

147.2 

494.9 

302.0 

38.4 

1.7 

0.9 

996.0 

142 . 1 % 

Parbati River Basin 

Mean 

0.2 

0.8 

0.6 

0.0 

0.0 

6.6 

76.9 

191.0 

126.3 

21.1 

1.7 

2.1 

427.2 

100 . 0 % 

90 % 

0.1 

0.3 

0.2 

0.0 

0.0 

2.3 

26.7 

66.4 

43.9 

7.3 

0.6 

0.7 

148.6 

34 . 8 % 

75 % 

0.1 

0.4 

0.3 

0.0 

0.0 

3.6 

42.4 

105.3 

69.7 

11.6 

0.9 

1.2 

235.6 

55 . 1 % 

50 % 

0.2 

0.7 

0.5 

0.0 

0.0 

5.9 

68.4 

169.9 

112.4 

18.8 

1.5 

1.9 

380.1 

89 . 0 % 

25 % 

0.3 

1.1 

0.8 

0.0 

0.0 

8.9 

103.5 

257.0 

170.0 

28.4 

2.3 

2.8 

574.9 

134 . 6 % 

Sabi River Basin 

Mean 

0.3 

0.5 

0.3 

0.3 

1.0 

16.5 

86.3 

145.8 

90.3 

6.0 

0.4 

0.2 

348.1 

100 . 0 % 

90 % 

0.0 

0.1 

0.0 

0.0 

0.1 

1.9 

10.1 

17.0 

10.6 

0.7 

0.0 

0.0 

40.7 

11 . 7 % 

75 % 

0.1 

0.1 

0.1 

0.1 

0.3 

4.5 

23.5 

39.6 

24.5 

1.6 

0.1 

0.1 

94.6 

27 . 2 % 
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Prop¬ 

erty 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual 

Varia¬ 

tion 

50 % 

0.2 

0.3 

0.2 

0.2 

0.6 

9.4 

49.3 

83.4 

51.6 

3.4 

0.2 

0.1 

199.0 

57 . 2 % 

25 % 

0.4 

0.7 

0.4 

0.4 

1.3 

21.7 

113.4 

191.5 

118.6 

7.9 

0.5 

0.3 

457.3 

131 . 4 % 

Banas River Basin 

Mean 

3.6 

3.9 

1.4 

3.0 

3.3 

73.1 

1680.1 

2306.9 

853.0 

119.9 

43.0 

6.2 

5097.3 

100 . 0 % 

90 % 

1.7 

1.9 

0.7 

1.4 

1.6 

34.8 

799.4 

1097.6 

405.8 

57.0 

20.5 

2.9 

2425.2 

47 . 6 % 

75 % 

2.3 

2.5 

0.9 

1.9 

2.1 

46.8 

1075.4 

1476.6 

546.0 

76.7 

27.5 

4.0 

3262.6 

64 . 0 % 

50 % 

3.2 

3.4 

1.2 

2.6 

2.9 

64.1 

1474.0 

2023.9 

748.3 

105.2 

37.7 

5.4 

4471.9 

87 . 7 % 

25 % 

4.9 

5.3 

1.9 

4.1 

4.5 

99.4 

2284.3 

3136.5 

1159.8 

163.0 

58.5 

8.4 

6930.4 

136 . 0 % 

Chambal River Basin 

Mean 

131.1 

95.2 

72.9 

51.0 

42.4 

273.4 

2803.9 

3835.2 

1926.4 

713.6 

327.0 

217.7 

10489.8 

100 . 0 % 

90 % 

78.3 

56.9 

43.5 

30.5 

25.3 

163.3 

1674.7 

2290.7 

1150.6 

426.2 

195.3 

130.0 

6265.2 

59 . 7 % 

75 % 

101.7 

73.9 

56.5 

39.6 

32.9 

212.1 

2175.6 

2975.8 

1494.7 

553.7 

253.7 

168.9 

8139.1 

77 . 6 % 

50 % 

124.0 

90.0 

68.9 

48.3 

40.1 

258.6 

2652.1 

3627.6 

1822.1 

675.0 

309.3 

205.9 

9921.7 

94 . 6 % 

25 % 

161.4 

117.2 

89.7 

62.8 

52.2 

336.5 

3451.2 

4720.6 

2371.1 

878.4 

402.5 

267.9 

12911.3 

123 . 1 % 

Mahi River Basin 

Mean 

2.3 

1.1 

0.8 

0.6 

1.3 

77.1 

1196.2 

2253.9 

1047.6 

85.5 

37.5 

6.9 

4710.9 

100 . 0 % 

90 % 

1.1 

0.5 

0.4 

0.3 

0.6 

38.2 

591.9 

1115.3 

518.4 

42.3 

18.6 

3.4 

2331.2 

49 . 5 % 

75 % 

1.5 

0.7 

0.5 

0.4 

0.8 

50.0 

775.5 

1461.3 

679.2 

55.4 

24.3 

4.5 

3054.2 

64 . 8 % 

50 % 

2.0 

1.0 

0.7 

0.5 

1.1 

67.4 

1046.1 

1971.1 

916.2 

74.8 

32.8 

6.0 

4119.8 

87 . 5 % 

25 % 

2.8 

1.3 

1.0 

0.7 

1.6 

94.4 

1465.0 

2760.4 

1283.0 

104.7 

45.9 

8.5 

5769.6 

122 . 5 % 

Sabarmati River Basin 

Mean 

0.5 

0.4 

0.3 

0.4 

0.9 

8.7 

115.4 

313.9 

257.4 

30.4 

3.3 

1.1 

732.5 

100 . 0 % 

90 % 

0.1 

0.0 

0.0 

0.0 

0.1 

1.0 

13.6 

37.1 

30.4 

CO 

CO 

0.4 

0.1 

86.6 

11 . 8 % 

75 % 

0.1 

0.1 

0.1 

0.1 

0.2 

1.9 

24.6 

66.9 

54.9 

6.5 

0.7 

0.2 

156.2 

21 . 3 % 

50 % 

0.3 

0.2 

0.2 

0.2 

0.6 

5.4 

72.1 

196.0 

160.7 

19.0 

2.1 

0.7 

457.4 

62 . 4 % 

25 % 

0.6 

0.5 

0.4 

0.5 

1.1 

10.7 

142.1 

386.4 

316.9 

37.4 

4.1 

1.4 

901.7 

123 . 1 % 

Luni River Basin 

Mean 

0.8 

1.5 

0.5 

1.9 

4.5 

37.4 

662.0 

935.6 

588.2 

26.7 

9.5 

1.3 

2269.9 

100 . 0 % 

90 % 

0.1 

0.1 

0.0 

0.2 

0.4 

3.5 

62.5 

88.3 

55.5 

2.5 

0.9 

0.1 

214.2 

9 . 4 % 

75 % 

0.1 

0.2 

0.1 

0.3 

0.7 

5.9 

105.3 

148.8 

93.5 

4.2 

1.5 

0.2 

360.9 

15 . 9 % 

50 % 

0.4 

0.7 

0.3 

1.0 

2.3 

19.0 

336.9 

476.1 

299.3 

13.6 

4.8 

0.7 

1155.1 

50 . 9 % 

25 % 

1.1 

1.9 

0.6 

2.4 

5.8 

47.6 

842.5 

1190.7 

748.5 

34.0 

12.1 

1.7 

2888.9 

127 . 3 % 

West Banas River Basin 

Mean 

0.1 

0.1 

0.0 

0.1 

0.4 

4.7 

54.6 

91.5 

64.2 

5.6 

0.7 

0.2 

222.1 

100 . 0 % 

90 % 

0.0 

0.0 

0.0 

0.0 

0.1 

0.6 

7.5 

12.6 

8.9 

0.8 

0.1 

0.0 

30.7 

13 . 8 % 

75 % 

0.0 

0.0 

0.0 

0.0 

0.1 

1.1 

13.2 

22.2 

15.6 

1.4 

0.2 

0.0 

53.8 

24 . 2 % 

50 % 

0.0 

0.0 

0.0 

0.1 

0.2 

2.8 

32.9 

55.1 

38.7 

3.4 

0.4 

0.1 

133.9 

60 . 3 % 

25 % 

0.1 

0.1 

0.0 

0.2 

0.5 

6.6 

77.9 

130.5 

91.7 

8.0 

1.0 

0.3 

317.0 

142 . 7 % 

Sukli River Basin 

Mean 

0.1 

0.1 

0.0 

0.1 

0.1 

2.1 

25.4 

56.1 

45.8 

5.5 

1.8 

0.5 

137.6 

100 . 0 % 

90 % 

0.0 

0.0 

0.0 

0.0 

0.0 

0.1 

1.5 

3.2 

2.6 

0.3 

0.1 

0.0 

7.9 

5 . 7 % 

75 % 

0.0 

0.0 

0.0 

0.0 

0.0 

0.2 

2.4 

5.3 

4.3 

0.5 

0.2 

0.0 

13.0 

9 . 4 % 

50 % 

0.0 

0.0 

0.0 

0.0 

0.0 

0.7 

8.1 

17.8 

14.6 

1.7 

0.6 

0.2 

43.8 

31 . 8 % 

25 % 

0.1 

0.1 

0.0 

0.1 

0.2 

2.3 

27.9 

61.5 

50.2 

6.0 

2.0 

0.6 

150.8 

109 . 6 % 
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Prop¬ 

erty 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual 

Varia¬ 

tion 

Other Nallahs of Jalore Basin 

Mean 

0.0 

0.1 

0.0 

0.0 

0.0 

0.4 

15.9 

22.7 

11.0 

0.7 

0.5 

0.1 

51.4 

100 . 0 % 

90 % 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.5 

0.8 

0.4 

0.0 

0.0 

0.0 

1.7 

3 . 3 % 

75 % 

0.0 

0.0 

0.0 

0.0 

0.0 

0.1 

2.2 

3.1 

1.5 

0.1 

0.1 

0.0 

7.0 

13 . 6 % 

50 % 

0.0 

0.0 

0.0 

0.0 

0.0 

0.1 

4.3 

6.2 

3.0 

0.2 

0.1 

0.0 

14.0 

27 . 2 % 

25 % 

0.0 

0.1 

0.0 

0.0 

0.0 

0.4 

14.3 

20.4 

9.9 

0.6 

0.4 

0.1 

46.1 

89 . 7 % 

Ghaggar River Basin 

Mean 

0.0 

0.0 

0.1 

0.0 

0.1 

0.4 

6.5 

7.3 

5.0 

0.2 

0.1 

0.0 

19.5 

100 . 0 % 

90 % 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.2 

0.2 

0.2 

0.0 

0.0 

0.0 

0.6 

3 . 1 % 

75 % 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.4 

0.5 

0.3 

0.0 

0.0 

0.0 

1.3 

6 . 7 % 

50 % 

0.0 

0.0 

0.0 

0.0 

0.0 

0.1 

1.0 

1.2 

0.8 

0.0 

0.0 

0.0 

3.1 

15 . 9 % 

25 % 

0.0 

0.0 

0.2 

0.0 

0.2 

0.6 

10.5 

11.8 

8.1 

0.3 

0.2 

0.0 

31.6 

162 . 1 % 

Outside Basin 

Mean 

1.0 

1.8 

1.0 

1.2 

4.5 

76.3 

328.5 

293.0 

191.6 

80.9 

4.0 

6.8 

990.6 

100 . 0 % 

90 % 

0.1 

0.2 

0.1 

0.1 

0.5 

9.2 

39.8 

35.5 

23.2 

9.8 

0.5 

0.8 

119.9 

12 . 1 % 

75 % 

0.3 

0.5 

0.3 

0.3 

1.3 

22.2 

95.5 

85.2 

55.7 

23.5 

1.2 

2.0 

288.0 

29 . 1 % 

50 % 

0.7 

1.2 

0.7 

0.8 

2.9 

49.6 

213.6 

190.5 

124.6 

52.6 

2.6 

4.4 

644.0 

65 . 0 % 

25 % 

1.6 

2.9 

1.6 

2.0 

7.4 

125.0 

538.2 

480.1 

313.9 

132.5 

6.6 

11.1 

1623.0 

163 . 8 % 

Entire State 

Mean 

146.5 

110.9 

82.7 

61.1 

64.2 

650.5 

7573.7 

11547.2 

5897.3 

1276.2 

484.5 

261.4 

28156.9 

100 . 0 % 

90 % 

83.0 

61.1 

46.0 

33.2 

29.9 

267.2 

3311.9 

4948.4 

2373.5 

589.0 

249.7 

142.4 

12135.4 

43 . 1 % 

75 % 

108.7 

80.4 

60.5 

43.7 

40.3 

373.1 

4498.4 

6762.0 

3285.2 

801.1 

331.0 

187.9 

16572.4 

58 . 9 % 

50 % 

135.7 

101.5 

76.2 

55.5 

54.6 

532.5 

6310.6 

9600.3 

4795.9 

1100.8 

432.9 

238.9 

23436.2 

83 . 2 % 

25 % 

182.5 

138.8 

103.4 

76.7 

82.6 

854.6 

9790.0 

14860.6 

7599.4 

1656.3 

614.3 

329.1 

36289.3 

128 . 9 % 


Detailed Basin/ Sub-basin-wise assessments are given in the respective Basin 
Appendices in Volume 2 of this report. 

Figure 6.2-1 presents the monthly distribution of the entire State’s natural 
(‘virgin’) surface water yield and Figure 6.2-2 presents the duration curve for the 
mean annual natural (‘virgin’) surface water yield for the entire state. 
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Figure 6.2-1: Entire State Natural (Virgin) Surface Water Yield 
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Figure 6.2-2: Entire State Natural (Virgin) Annual Surface Water Yield Dependability 
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7. Imported Surface Water 

7.1 General 

In addition to its own-originating surface water runoff, Rajasthan receives 
imports of water flowing in from other States. From the point of view of nature, 
such imports materialise in the following manners: 

• Water delivered by means of canals/feeders (‘Canal’ Types); 

• Shared contributing river basins (‘Shared’ types); 

• Tail reaches of upstream utilised river basins (‘Tail’ types). 

Areas that lie along the State’s boundaries utilise the imported water, under the 
following schemes: 

• North of Outside Basin (including Ghaggar Basin) Scheme comprises 
several sub-schemes, as follows: 

- Bhakra, Gang, Nohar-Sidhmukh (‘Canal’ type); 

- IGNP (Indira Gandhi Nahar Project, ‘Canal’ type); 

- Ghaggar (‘Tail’ type); 

- Ganga (‘Canal’ type) 

• Gurgaon Canal and Bharatpur Canal Schemes, utilising Rajasthan’s share of 
Yamuna River (‘Canal’ type); 

• Chambal River Basin Scheme (‘Shared’ type); 

• Mahi River Basin Scheme (‘Shared’ type); 

• Narmada Scheme (‘Canal’ type). 

This Section of the report describes water import schemes that deliver water 
through dedicated canals. Quantitative values by basin are given in the 
respective Basin-wise Appendices. The various schemes are shown in Surface 
Water Key Maps of respective basin in Volume 4 of the report. 

Shared basins, namely: Chambal and Mahi, are extensions of basins that 
originate outside of Rajasthan, but also have considerable catchment area of 
tributaries that take off in Rajasthan and therefore are treated as ‘within-State 
surface waters’ in the relevant part of the report. 

Rajasthan’s Ghaggar basin is a combined case with major flood/surplus inflow 
from adjacent Punjab and Haryana States, in addition to a small own 
contribution. 

Several inter-state agreements administer the supply to Rajasthan of water from 
external sources, viz: 

• Water in Gang canal, according to an old agreement between the erstwhile 
rulers of Bikaner State and Punjab; 

• Water in Bhakra canal system, according to Bhakra Nangal agreement; 

• Water in Indira Gandhi Canal system, according to agreement on sharing of 
surplus Ravi-Beas waters; 
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• Water in Gurgaon Canal and Bharatpur Feeder in Bharatpur district, 
according to the agreement on sharing Yamuna River water; 

• Water in Chambal River system, according to an agreement between 
Madhya Pradesh and Rajasthan; 

• Water in Mahi River system, according to agreement between Gujarat and 
Rajasthan; 

• Water in Narmada Canal system of Rajasthan, according to agreement on 
sharing Narmada River water. 

According to existing inter-State agreements, Rajasthan has the following share 

in out-ot-State rivers: 

• Ravi-Beas-Sutlej: 13,716 Mm 3 /yr imported to Ghaggar and Outside Basin; 
utilised in IGNP, Bhakhra, Sidhmukh-Nohar and Gang projects. 

• Yamuna: 1,119 Mm 3 /yr presently partly utilised in Ruparail and Banganga 
Basin (through Gurgaon Canal and Bharatpur Feeder); utilisation in Banganga 
to be increased, and additional water to be utilised in the Outside Basin (in 
Churu and Jhunjhunu District). 

• Mahi: Presently 454 Mm 3 /yr but 1,920 Mm 3 /yr was agreed (in the year 1966) 
for Rajasthan after implementation of the Sardar Sarovar Project in Gujarat. 

• Chambal: 1973 Mm 3 /yr was agreed as Rajasthan’s share upto Kota Barrage 
between Madhya Pradesh and Rajasthan. 

• Narmada: 617 Mm 3 /yr imported to Luni and Other Nallahs of Jalore Basin 
through the Narmada Canal. 

The details of the related inter-State agreements is given in Table 7.1-1. 


Table 7.1-1: Inter-State Agreements related to Imported Surface Water 


River 

Allocated Share 

Date of 
Agreement 

Parties to the Agreement 

Maf/yr 

Mm 3 /yr 

1. Canal/Feeder Import 





1.1 Ravi-Beas-Sutlej Systems 





Ravi Beas (pre-partition) 

i.ii 

1,369 

04.09.1920 

British Govt., Nawab of Bhawalpur & 
Maharaja of Bikaner 

Ravi Beas 

8.60 

10,608 

31.12.1981 

Haryana, Punjab & Rajasthan 

Sutlej 

1.41 

1,739 

13.01.1959 

Punjab & Rajasthan 

Sub-total 

11.12 

13,716 



1.2 Yamuna System 

0.91 

1,119 

12.05.1994 

Delhi, Himachal Pradesh, Haryana, 
Rajasthan & Uttar Pradesh 

1.3 Narmada System 

0.50 

617 

07.12.1979 

Gujarat, Maharashtra Madhya 

Pradesh & Rajasthan 

Total Canal/Feeder Import 

12.53 

15,452 



2. Shared River Basin 





Chambal 

1.60 

1,973 


Madya Pradesh & Rajasthan 

Mahi 

0.37 

454 

10.01.1966 

Gujarat & Rajasthan 

Total Shared River Basin 

1.97 

2,427 



3. River Tail (without formal 
agreement) 





Ghaggar 

0.40 

489 


Spontaneous flows 


Source: WRD 

* Excluding Ghaggar flood waters from outside Rajasthan 
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In addition, tail water of Ghaggar River at an average of 489.07 Mm 3 /yr is 
available in Rajasthan, which can be considered as imported water in 
Hanumangarh district of the State. Rajasthan also claims additional shares of 
water from Chambal and Mahi Rivers and efforts are also being made by the 
State to have Ganga waters as given in Table 7.1-2. 

Table 7.1-2: Claimed Share in Inter-State Waters 


River 

Claimed Share 

Maf/yr 

Mm 3 /yr 

Chambal 

2.85 

3,520 

Mahi 

1.54 

1,900 

Sharda-Yamuna 

2.14 

2,640 

Ganga [1] 

2.22 

2,736 

[2] 

37.13 

45,800 

Total [1] 

8.75 

10,796 

[2] 

43.66 

53,860 

] Studied by NWDA 


[2] Requested by Rajasthan 

Concise description of the concerned schemes are described below, based on 
‘Rajasthan - Interstate Waters” report prepared by the Government of Rajasthan, 
Water Resources Department, February 2012, and other studies performed by 
the Consultants (TAHAL-WAPCOS) on water resources plans of Rajasthan, as 
well as Haryana and Gujarat States. 

7.2 Outside Basin (including Ghaggar Basin) North Schemes 

7.2.1 Ravi-Beas-Sutlej (RBS) Waters 

Rajasthan forms part of the Indus Basin which originates in Tibet at an elevation 
of 5,182 m amsl. The total length of the Indus river from its source to the sea is 
2,880 kms, out of which about 1,1140 kms lie in India, with catchment area up 
to the India-Pakistan border of 168,335 km 2 . Its relevant tributaries in India are 
Ravi, Beas and Sutlej. 

Ravi River originates near Rohtang Pass in Kangra district and drains the 
southern slopes of the Dhauladhar. After crossing the Shiwaliks, it enters the 
Punjab plains at Madhopur. From its source to the India-Pakistan border, the 
river has a length of about 370 kms. 

Beas River originates from the southern face of Rohatang Pass at an elevation of 
4,062 m asl. Fairly steep in its upper portion (24 m/km) it flows lower down in a 
westerly course through hilly country. On meeting the Shiwalik hills in 
Hoshiarpur, the river sweeps sharply northward, then, bending round the base of 
the hills, it takes a southerly direction. Lower down, the river meanders from 
year to year through the alluvial valley and finally joins the Sutlej River at 
Harike after a total course of 460 kms, wholly in India. 

Sutlej River takes off in the distant highlands of Tibet at an elevation of about 
4,570 m asl from Mansarowar Lake. It has a very long course through the 
mountain ranges that rise to 6,100 m on either side. It passes through Himachal 
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Pradesh and then enters Punjab in Hoshiarpur district. The river emerges from 
the Shiwalik hills at Bhakra gorge and flows in a narrow deep stream with low 
hills on either side for about 16 kms before it widens into an alluvial river. It 
receives the Beas River at Harike above Ferozepur before joining the Chenab at 
Madwala in Pakistan. From Mansarowar lake to the India-Pakistan border, the 
river has a length of 1,078 kms and a catchment area, excluding that of Beas 
river but including the head reach in Tibet, of 2,014,058 km 2 . 

Several agreements relate to the shared use of these rivers as given in Rajasthan 
- Interstate Waters, Government of Rajasthan, Water Resources Department, 
February 2012. 

7.2.2 Gang Canal System 

Gang Canal project was first prepared in 1917, and later revised in 1920 and 
1922. It envisaged a canal with full supply capacity of 60.71 m 3 /sec (2144 
cusecs), with a bottom width of 27.74 metres (91 ft), intended to extend 
irrigation benefits to a gross area of 305,500 ha (755,000 acres.) with a CCA of 
263,300 ha (650,588 acres). Canal construction started in 1922 and was 
completed in April 1928. The canal in its reach in Punjab, and up to Shivpur 
Head, where it bifurcates into Feeder Canal and Laxminarayanji Branch canal, is 
lined with lime concrete. The Punjab portion of the canal is called Bikaner 
Canal, and in Rajasthan - Gang Canal. 

Soon after construction of the canal it was realised that some additional supplies 
could be available during the Kharif period, and the Authorised Full Supply 
discharge was accordingly increased to 77 m 3 /sec (2720 cusecs) from April 
1935. Two non-perennial (NP) canals, the Lalgarh NP and Sameja NP, were 
added, increasing the CCA by 40,000 ha (98,800 acres). The total CCA thus 
covered was 303,260 ha (749,388 acres). With the subsequent inclusion of some 
additional command, the CCA under the Gang canal became 307,550 ha (760,00 
acres). The gross command area (GCA) is 443,000 ha. 

The intensity of irrigation as planned was 62.5% - 26.5% in Kharif and 36% in 
Rabi. The planned water allowance was 0.18 1/sec/ha (2.56 cusecs per 1000 
acres) for the perennial canals, 0.358 1/sec/ha (5.12 cusecs per 1000 acres) for 
Lalgarh NP and 0.27 1/sec/ha (3.84 cusecs per 1000 acres) for Sameja NP canal. 
The intensity of irrigation was subsequently reduced to 60%, with 24% in Kharif 
and 36% in Rabi. The pre-Partition use of water by Gang Canal was 1.37 Bm 3 
(1.11 MAF), based on mean annual supplies in the Indus Basin rivers. 
Subsequently, with the allocation of surplus Ravi - Beas waters of 10.69 Bm 3 
(8.6 MAF) for Rajasthan, Gang Canal was allowed 0.41 Bm 3 (0.33 MAF) in 
addition to its pre-Partition share, and use, thus bringing the total allocation to 
the Gang canal system, based on mean year supplies, to 1.78 Bm 3 (1.44 MAF). 
By the year 1984 Gang Canal system achieved an irrigation intensity of 42% in 
Kharif and 48% in Rabi (total 90%), and this increased to more than 100% 
during 1990-95. 

The canal was originally designed as a lined canal, with Kankar lime (nodular 
hydraulic) concrete in the Punjab as well as the Rajasthan portion, with a full 
supply depth (FSD) of 2.4 m (8 ft). The FSD was later raised to 3.0 m (9.9 ft), to 
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take care of the increased discharge of 77 m 3 /sec (2720 cusecs). The FSD was 
again raised to 3.38 m (11.1 ft) in 1975 to ensure flow of the authorised full 
supply of 77 m 3 /sec (2720 cusecs). 

A portion of the feeder canal in Rajasthan, and all distributaries and smaller 
channels, were designed and constructed as unlined channels. The lime concrete 
lining of the main Bikaner canal started deteriorating with the passage of time, 
causing a substantial reduction in the canal capacity. Against 74.75 m 3 /sec (2640 
cusecs), the discharge received at the State border was only 60.88 m 3 /sec (2150 
cusecs) in the early eighties, and has been gradually reducing every year 
thereafter. 

The deteriorated condition of the lining not only affected the carrying capacity 
of the canal but also resulted in heavy seepage losses through the sandy 
embankments, affecting both sides of the canal with a rise in the subsoil water 
level. Higher subsoil water levels created back- pressure on the lining during 
periods of annual closure, resulting in collapse of the lining membrane in several 
reaches. It became necessary to plan a complete renewal and re-sectioning of 
Bikaner Canal. The planning had to be such that the existing irrigation from the 
canal system would not be disturbed during the execution of the proposed 
reconditioning of the canal, which would take a few years to complete. 

To ensure continuity of supply in the existing irrigation system it was proposed 
to bring water to Gang Canal area by constructing an unlined Link Channel, 
branching from Rajasthan Feeder at RD 491500, close to Rajasthan border, to 
join Gang Canal at its RD 3200, downstream of Shivpur Head Regulator, thus 
enabling re-lining and re-sectioning of Bikaner Canal without disturbing the 
present irrigation. 

7.2.3 Bhakra CanaI System 

372,300 ha (920,000 acres) of Rajasthan area were included in the CCA of 
Bhakra Canal, starting from Nangal Head Works, upstream of Ropar. The 
planned intensity of irrigation was 26% in the Kharif season and 36% in the 
Rabi season. The areas commanded by the canal system of Bhakra Nangal 
Project were classified into three zones, based on climatic and sub-soil ground 
water level conditions: restricted perennial (Zone I), non-perennial (Zone II) and 
perennial (Zone III). Water allowances and intensity of irrigation in the 
command area were fixed according to this classification. 

Considering all the existing and new areas, the total CCA under Bhakra Canal 
system amounts to 3,880,827 ha (9,585,644 acres), out of which the CCA in 
Rajasthan is 372,300 ha, all of which was classified as perennial (Zone III), to be 
irrigated at 62% intensity. This area in Rajasthan is under the command of 
different branches and distributaries of Bhakra Main Line, which has an 
extensive distribution system in Punjab and Haryana. 
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Rajasthan receives its share of supplies at the following five points: 



Contact 

CCA 

Disc 

[large 

Branch 


Point 

xl 00,000 
acres 

x1,000 ha 

cusecs 

m 3 /sec 

System 

1 

Tail of Sirhind Feeder 

5.87 

237.5 

1610 

45.59 

Sadul and 
Karnisigh 

2 

Tail of Jandwala Dsty. 

0.79 

32 

255 

7.22 

Khara Sub¬ 
branch 

3 

Tail of South Ghaggar 

0.98 

39.7 

266 

7.53 

Ghaggar Sub¬ 
branch 

4 

Tail of Baruwali Dsty. 

0.39 

15.8 

106 

3 

Jasana 

System 

5 

Tail of Kishangarh Br. 

1.17 

47.3 

355 

10.05 

Amarsigh Sub- 
Br. 


Total 

9.2 

372.3 

2592 

73.39 



The distribution and delivery of water to Rajasthan area is governed by the 
Bhakra Nangal Agreement between the erstwhile State of Punjab (now Punjab 
and Haryana) and the State of Rajasthan, signed in 1959. Under this agreement 
Rajasthan is a partner in Bhakra Nangal Project and is entitled to receive 15.22% 
of both stored water supply and power generated. However, Rajasthan’s actual 
share of water in the filling and emptying period of Bhakra Dam is about 11% 
only, because an allowance had to be made to pre-Bhakra supplies to the already 
existing irrigation systems under command of Sirhind and Bisht Doab Canals, 
which had a preferential right over Sutlej water and had to be assured 
uninterrupted supplies. Under Bhakra Nangal Agreement the total allocation of 
water to Rajasthan was 1,837 Mm 3 (1.49 MAF). Rajasthan could however be 
allocated additional 259 Mm 3 (0.21 MAF) for this system out of its share of 
10,608 Mm 3 (8.6 MAF) in the surplus Ravi and Beas waters. Thus the total 
annual allocation for Rajasthan in this system is 2,096 Mm 3 (1.70 MAF), out of 
the total allocation of 13,716 Mm 3 /yr to Rajasthan from the Ravi - Beas - Sutlej 
system of rivers. 

7.2.4 Nohar-Sidhmukh System 

The following works have been carried out under this project in Haryana and 
Rajasthan: 

a. In Haryana 

Construction of three lined feeder canals from Tohana Headworks, including: 

1) Sidhmukh and Nohar Feeder, 49 km long, with a carrying capacity of 23.5 
m 3 /sec (829 cusecs), running parallel to the existing Fatehabad Branch, 
starting from the tail end of BML canal; 

2) Sidhmukh Feeder, 38 km long, with a carrying capacity of 16.0 m 3 /sec 
(564.34 cusecs), running parallel to the existing Kishangarh Sub-Branch, 
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starting from the tail end of Sidhmukh and Nohar Feeder for Sidhmukh 
command area; 

3) Nohar Feeder, 73 km long, with a carrying capacity of 6.25 m 3 /sec (220.66 
cusecs), running parallel to the existing Baruwali Distributary, starting from 
the tail end of Sidhmukh and Nohar Feeder, for Nohar command area. 

b. In Rajasthan 

1) Construction of Sidhmukh Feeder, parallel to Amarsigh Sub-Branch and 
Jansal, Raslana and Sidhmukh Distributaries; 

2) Construction of a canal system in Hanumangarh and Churu Districts. The 
total CCA covered in the two districts is 114,119 ha. 

7.2.5 Indira Gandhi Nahar Project (IGNP) 

The origin of this canal is from Harike barrage located in Punjab. Indira Gandhi 
Feeder has a length of 204 kms, of which 170 kms length is in Punjab and 
Haryana and the remaining 34 kms in Rajasthan. In Rajasthan, this canal enters 
at Hanumangarh. Indira Gandhi Main Canal, with a length of 445 kms starts 
from the tail of Indira Gandhi Feeder, which passes through Shri Ganganagar 
and Bikaner districts and ends at Mohangarh in Jaisalmer. 

For administrative convenience, the project has been divided in two stages. The 
393 kms long canal portion form Harike barrage to Pugal (Bikaner district), i.e. 
up to RD 620 with its distribution system (excluding Sahwa lift) is called Stage- 
I. Most of the work of this stage has already been completed and the maximum 
portion of this stage (except Kanwar Sain lift) has been transferred to the Water 
Resources Department for operation and maintenance. 

As reported, work on Stage-II of IGNP was under progress in the year 2011. The 
area downstream to RD 620 of the Main Canal with its distribution system 
(including Sahwa lift) is in Stage-II. The length of main canal in this stage is 256 
kms, which extends from Pugal to Mohangarh. Work on the main canal was 
completed in 1986. The total cultivable command area (CCA) of the project was 
envisaged at 19.63 lakh ha (5.53 lakh ha in Stage-I + 14.10 lakh ha in Stage-II) 
but since Punjab is not releasing 0.60 Maf water of Rajasthan’s share (8.6 Maf), 
and since the demand for drinking water, etc. has increased, the State 
Government in the year 2005 took a decision to complete the canal construction 
work in 16.17 lakh ha cultivable command area (excluding 0.50 lakh ha area 
opened for irrigation in Shahgarh area of Jaisalmer, which is being acquired by 
the Army). Out of this, 15.93 lakh ha (5.46 lakh ha in Stage-I + 10.47 lakh ha in 
Stage-II) has been opened for irrigation up to March 2011. Therefore 0.24 lakh 
ha area is the balance to be opened for irrigation in Stage-II for which 
construction works in Baba Ramdev (Gadra Road) sub-branch and three lift 
schemes are under progress. In year 2011 it was proposed to open 2,500 ha 
cultivable command area after completing all works in this area out of which 
670 ha CCA has been opened up to December 2011. 

For efficient and optimum use of the available water in the project, it was 
proposed to establish sprinkler irrigation system in the lift schemes of Stage-II. 
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A pilot project in 27,449 ha area was taken up and has almost completed in 
25,419 ha area. Constitution of 23 Water User Associations (WUA) has been 
done out of total 25 WUA proposed in this area, and irrigation by sprinkler has 
been installed in 11,488 ha after establishing electric connections. Provision of 
sprinkler works has been included in the Revised Project estimate of Stage-II 
prepared in year 2010, which has been approved by the Central Water 
Commission and the Planning Commission in the year 2011. The total cost of 
the works of Stage-II according to this estimate was Rs 6,921.32 crore. Cost of 
works excluding water courses is Rs 5,887.56 crore, out of which Rs. 3,316.38 
crore has been spent up to March 2011. Total expenditure on Stages I and II of 
the project up to March 2011 was Rs 3,812.92 crore. 

Apart from sprinkler irrigation, SCADA system has also been installed in the 
project for effective control on water regulation and distribution in canals 
through latest techniques. The quantity of water flowing in the Main canal and 
other important canals off-taking from this, is available at the main controlling 
points of the project. This is also available on internet. Apart from this, work of 
automation of gates of the main canal is also under progress. On completion of 
Stage-II, 37 Lakh ton agricultural production is expected from the whole project. 
Forest development, pasture development and sand dunes stabilization are other 
important aspects of this project. 

Apart from irrigation, water for drinking purpose is also being supplied in the 
entire command area. From Kanwar Sain lift of Stage-I, water is being provided 
to Bikaner City and 99 villages which are outside the project and from Gandheli 
Sahwa lift, 175 villages of Churu district are receiving water. Jodhpur city and 
en-route villages are getting water from this project through Rajeev Gandhi lift 
canal. Jaisalmer city, Ramgarh and many villages are also getting water from 
canal. Supply of water from Gajner lift to Nagaur town has also started. 


After completion of the project, water will be made available to about 1.80 
Crore population in 8 districts in western Rajasthan along with industries and 
power plants. A total 1,200 cusecs of water has been reserved for this purpose. 


7.2.6 Water Utilization 


Rajasthan share in Ravi-Beas-Sutlej, amounting to 13,716 Mm 3 /yr, has the 


following break up: 

- Pre-partition rights in Gang Canal waters 

- Allocation from Ravi and Beas surplus waters 

- Sutlej waters through Bhakhra Canal 

Total 


1,369 Mm 3 
10,608 Mm 3 
1,739 Mm 3 

13,716 Mm 3 


To assess the availability of imported water at different levels of dependability, 
the Consultants have analysed information pertaining to the relevant rivers, 
dams and diversions, as detailed in respective Sections. Table 7.2-1 summarises 
the findings of these studies. 
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Table 7.2-1: Water Availability of North Outside Basin (including Ghaggar 

Basin) Scheme, Mm 3 /yr 


Source 

Mean 

25% 

50% 

75% 

90% 

IGNP Stage 1 

4,428 

6,018 

4,132 

3,110 

2,645 

IGNP Stage II 

4,934 

6,698 

4,598 

3,461 

2,944 

Gang Canal 

1,776 

1,910 

1,740 

1,650 

1,610 

Bhakhra Canal 

1,998 

2,138 

2,020 

1,836 

1,607 

Sidhmukh-Nohar Canal Areas 

580 

621 

586 

533 

466 

Total 

13,71 

6 

17,38 

5 

13,076 

10,590 

9,272 


The combined use of Rajasthan in Ravi, Beas and Sutlej Rivers is given in Table 
7.2-2. 

Table 7.2-2: Combined Use of Ravi, Beas and Sutlej Rivers Water in Rajasthan 


System 

Water Use 

CCA, Lakh ha 

Maf 

Mm 3 

Allocated 

Present 

Gang Canal 

1.44 

1,776 

3.08 

3.14 

Bhakra Canal 

1.62 

1,998 

3.61 

3.61 

IGNP 

7.59 

9,362 

19.63 

15.93 

Sidhmukh Nohar 

0.47 

580 

1.12 


Total 

11.12 

13,716 

27.44 

22.68 


Rajasthan is using Ravi-Beas-Sutlej waters for irrigation and domestic 
consumption in the districts of Ganganagar, Hanumangarh, Bikaner, Jodhpur, 
Jaisalmer and Barmer by means of Gang, Bhakra and Indira Gandhi Canal 
projects, as follows: 

• The water of Gang canal is received from Ferozepur Feeder, off-taking from 
Harike Barrage. 

• The water for Bhakhra project is received from Nangal Barrage on Sutlej 
River. 

• The water for IGNP canal is received from Harike Barrage located on Beas 
River. 

Rajasthan is at the tail end of all these canal systems and the States in upper 
reaches pass shortages of water over to Rajasthan, especially during peak 
agricultural demand periods, and consequently the irrigation in Rajasthan 
suffers. 

Water use statement by BBMB for basin state share account of Ravi-Beas and 
Sutlej Rivers are given in Table 7.2-3 and Table 7.2-4 respectively. 
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Table 7.2-3: Abstract of Basin States Share Account of Ravi Beas Water as maintained by BBMB (in Maf) 


Period & Year 

Punjab 

Rajasthan 

Haryana 

Share 

Share limited 
to indent 

Deliveries 

Excess/ 

shortage 

Share 

Share limited 
to indent 

Deliveries 

Excess/ 

shortage 

Share 

Share limited 
to indent 

Deliveries 

Excess / 
Shortage 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

2002-03 

Filling 

2.120 

2.120 

3.334 

1.214 

1.900 

1.900 

2.190 

0.290 

0.597 

0.431 

0.418 

-0.013 

Depletion 

2.475 

2.375 

2.652 

0.277 

2.969 

2.969 

3.751 

0.782 

1.014 

0.991 

0.958 

-0.033 

Total 

4.595 

4.495 

5.986 

1.491 

4.869 

4.869 

5.941 

1.072 

1.611 

1.422 

1.376 

-0.046 

2003-04 

Filling 

2.590 

2.590 

4.040 

1.450 

2.666 

2.530 

2.713 

0.183 

0.926 

0.610 

0.497 

-0.113 

Depletion 

2.664 

2.505 

3.216 

0.711 

3.280 

3.280 

3.991 

0.711 

1.146 

1.088 

1.087 

-0.001 

Total 

5.254 

5.095 

7.256 

2.161 

5.946 

5.810 

6.704 

0.894 

2.072 

1.698 

1.584 

-0.114 

2004-05 

Filling 

2.111 

2.111 

3.151 

1.040 

1.884 

1.884 

1.585 

-0.299 

0.591 

0.525 

0.518 

-0.007 

Depletion 

2.686 

2.080 

3.112 

1.032 

3.399 

3.393 

4.048 

0.655 

1.212 

1.212 

1.059 

-0.153 

Total 

4.797 

4.191 

6.263 

2.072 

5.283 

5.277 

5.633 

0.356 

1.803 

1.737 

1.577 

-0.160 

2005-06 

Filling 

2.843 

2.776 

3.865 

1.089 

3.079 

2.931 

2.993 

0.062 

1.103 

0.791 

0.698 

-0.093 

Depletion 

3.008 

2.731 

3.177 

0.446 

4.058 

4.024 

4.781 

0.757 

1.494 

1.409 

1.326 

-0.083 

Total 

5.851 

5.507 

7.042 

1.535 

7.137 

6.955 

7.774 

0.819 

2.597 

2.200 

2.024 

-0.176 

2006-07 

Filling 

2.441 

2.401 

3.279 

0.878 

2.423 

1.953 

2.520 

0.567 

0.822 

0.518 

0.430 

-0.088 

Depletion 

2.876 

2.409 

2.904 

0.495 

3.907 

3.906 

5.149 

1.243 

1.420 

1.385 

1.352 

-0.033 

Total 

5.317 

4.810 

6.183 

1.373 

6.330 

5.859 

7.669 

1.810 

2.242 

1.903 

1.782 

-0.121 

2007-08 

Filling 

2.850 

2.796 

3.681 

0.885 

3.091 

3.091 

3.082 

-0.009 

1.108 

0.949 

0.758 

-0.191 

Depletion 

2.629 

2.543 

3.194 

0.651 

3.224 

3.210 

3.650 

0.440 

1.122 

1.122 

1.040 

-0.082 

Total 

5.479 

5.339 

6.875 

1.536 

6.315 

6.301 

6.732 

0.431 

2.230 

2.071 

1.798 

-0.273 

2008-09 

Filling 

2.294 

2.175 

3.109 

0.934 

2.183 

1.995 

2.150 

0.155 

0.719 

0.541 

0.486 

-0.055 

Depletion 

3.200 

2.467 

2.829 

0.362 

4.158 

4.157 

5.447 

1.290 

1.523 

1.429 

1.399 

-0.030 
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Table 7.2-3: Abstract of Basin States Share Account of Ravi Beas Water as maintained by BBMB (in Maf) 


Period & Year 

Punjab 

Rajasthan 

Haryana 

Share 

Share limited 
to indent 

Deliveries 

Excess/ 

shortage 

Share 

Share limited 
to indent 

Deliveries 

Excess/ 

shortage 

Share 

Share limited 
to indent 

Deliveries 

Excess / 
Shortage 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

Total 

5494 

4.642 

5.938 

1.296 

6.341 

6.152 

7.597 

1.445 

2.242 

1.970 

1.885 

-0.085 

2009-10 

Filling 

2.058 

2.002 

2.990 

0.988 

1.797 

1.797 

1.717 

-0.080 

0.553 

0.409 

0.347 

-0.062 

Depletion 

2.207 

2.114 

2.760 

0.646 

2.536 

2.536 

2.440 

-0.096 

0.828 

0.591 

0.580 

-0.011 

Total 

4.265 

4.116 

5.750 

1.634 

4.333 

4.333 

4.157 

-0.176 

1.381 

1.000 

0.927 

-0.073 
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Table 7.2-4 Abstract of Basin States Share Account and Utilization of Sutlej Water as per BBMB (in Maf) 


Year& 

period 

Sharable 

Supplies 

Share of Partner States 

Deliveries / Utilization 

Excess / Shortage to 
Rajasthan 

Supplies in 
RF-SF Link 

Punjab 

Haryana 

Rajasthan 

Punjab 

Haryana 

Rajasthan 

Via 

Punjab 

Via 

Haryana 

Total 

Via 

Punjab 

Via 

Haryana 

Total 

Via 

Punjab 

Via 

Haryana 

1 

2 

3 

4 

5(a) 

5(b) 

5(c) 

6 

7 

8(a) 

8(b) 

8(c) 

9(a) 

9(b) 

10 

2002-03 

Filling 

4.655 

2.601 

1.576 

0.301 

0.177 

0.478 

3.294 

1.710 

0.068 

0.120 

0.188 

-0.233 

-0.057 

0.208 

Depletion 

5.471 

2.943 

1.968 

0.359 

0.203 

0.562 

2.979 

2.331 

0.384 

0.156 

0.540 

0.025 

-0.047 

0.158 

Total 

10.126 

5.544 

3.544 

0.660 

0.380 

1.040 

6.273 

4.041 

0.452 

0.276 

0.728 

-0.208 

-0.104 

0.366 

2003-04 

Filling 

4.560 

2.557 

1.528 

0.299 

0.176 

0.475 

3.189 

1.607 

0.280 

0.133 

0.413 

-0.019 

-0.043 

0.077 

Depletion 

6.490 

3.369 

2.415 

0.444 

0.262 

0.706 

3.840 

2.729 

0.455 

0.217 

0.672 

0.011 

-0.045 

0.124 

Total 

11.050 

5.926 

3.943 

0.743 

0.438 

1.181 

7.029 

4.336 

0.735 

0.350 

1.085 

-0.008 

-0.088 

0.201 

2004-05 

Filling 

3.523 

2.040 

1.133 

0.220 

0.130 

0.350 

2.195 

1.217 

0.192 

0.074 

0.266 

-0.028 

-0.056 

0.039 

Depletion 

3.431 

1.884 

1.211 

0.207 

0.129 

0.336 

1.612 

1.512 

0.375 

0.115 

0.490 

0.168 

-0.014 

0.082 

Total 

6.954 

3.924 

2.344 

0.427 

0.259 

0.686 

3.807 

2.729 

0.567 

0.189 

0.756 

0.140 

-0.070 

0.121 

2005-06 

Filling 

3.901 

2.152 

1.334 

0.261 

0.154 

0.415 

2.670 

1.498 

0.278 

0.104 

0.382 

0.017 

-0.050 

0.072 

Depletion 

5.655 

2.826 

2.214 

0.376 

0.239 

0.615 

3.348 

2.640 

0.490 

0.206 

0.696 

0.114 

-0.033 

0.089 

Total 

9.556 

4.978 

3.548 

0.637 

0.393 

1.030 

6.018 

4.138 

0.768 

0.310 

1.078 

0.131 

-0.083 

0.161 

2006-07 

Filling 

5.543 

3.300 

1.795 

0.282 

0.166 

0.448 

3.548 

1.864 

0.300 

0.119 

0.419 

0.018 

-0.047 

0.047 

Depletion 

5.917 

3.218 

2.090 

0.383 

0.226 

0.609 

2.776 

2.585 

0.610 

0.233 

0.843 

0.227 

0.007 

0.083 

Total 

11.460 

6.518 

3.885 

0.665 

0.392 

1.057 

6.324 

4.449 

0.910 

0.352 

1.262 

0.245 

-0.040 

0.130 

2007-08 

Filling 

4.637 

2.697 

1.479 

0.290 

0.171 

0.461 

2.825 

1.534 

0.311 

0.124 

0.435 

0.021 

-0.047 

0.048 

Depletion 

5.385 

2.930 

1.903 

0.347 

0.205 

0.552 

2.800 

2.253 

0.442 

0.187 

0.629 

0.095 

-0.018 

0.008 

Total 

10.022 

5.627 

3.382 

0.637 

0.376 

1.013 

5.625 

3.787 

0.753 

0.311 

1.064 

0.116 

-0.065 

0.056 

2008-09 

Filling 

4.163 

2.309 

1.413 

0.277 

0.164 

0.441 

2.730 

1.553 

0.285 

0.148 

0.433 

0.008 

-0.016 

0.018 
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Table 7.2-4 Abstract of Basin States Share Account and Utilization of Sutlej Water as per BBMB (in Maf) 


Year& 

period 

Sharable 

Supplies 

Share of Partner States 

Deliveries / Utilization 

Excess / Shortage to 
Rajasthan 

Supplies in 
RF-SF Link 

Punjab 

Haryana 

Rajasthan 

Punjab 

Haryana 

Rajasthan 

Via 

Punjab 

Via 

Haryana 

Total 

Via 

Punjab 

Via 

Haryana 

Total 

Via 

Punjab 

Via 

Haryana 

1 

2 

3 

4 

5(a) 

5(b) 

5(c) 

6 

7 

8(a) 

8(b) 

8(c) 

9(a) 

9(b) 

10 

Depletion 

5.348 

2.693 

2.051 

0.380 

0.224 

0.604 

3.051 

2.371 

0.564 

0.282 

0.846 

0.184 

0.058 

0.089 

Total 

9.511 

5.002 

3.464 

0.657 

0.388 

1.045 

5.781 

3.924 

0.849 

0.430 

1.279 

0.192 

0.042 

0.107 

2009-10 

Filling 

4.835 

2.754 

1.594 

0.306 

0.180 

0.486 

2.987 

1.686 

0.307 

0.126 

0.433 

0.001 

-0.054 

0.018 

Depletion 

5.182 

2.906 

1.764 

0.322 

0.190 

0.512 

2.720 

2.046 

0.356 

0.153 

0.509 

0.034 

-0.037 

0.032 

Total 

10.017 

5.660 

3.358 

0.628 

0.370 

0.998 

5.707 

3.732 

0.663 

0.279 

0.942 

0.035 

-0.091 

0.050 
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7.2.7 Ghaggar River Basin 

Ghaggar River pertains to the Indus river system. It originates from the Shiwalik 
hills in Himachal Pradesh and enters Haryana in Ambala, flows through part of 
Punjab before it re-enters Ambala whence it continues further in the Haryana 
State till its exit at Sirsa to enter Rajasthan. The Markanda, the Tangri (also 
known as Dangri), the Saraswati and the Chautang are its important tributaries. 
The river has a total catchment of 34,076 km 2 and is spread over the States of 
Himachal Pradesh (560 km 2 ), UT of Chandigarh (114 km 2 ), Haryana (13,400 
km 2 ), Punjab (14,800 km 2 ) and Rajasthan (5,202 km 2 ). 

For most parts, Ghaggar basin consists of flat plains, with gentle gradient 
towards the west except for a small area at the extreme eastern edge near the 
origin, which is hilly. The total length of the river is about 560 kms from the 
origin. Ghaggar basin has three distinct geological and geomorphological units 
namely, Shiwalik hills ranging from 400 m to 1,000 m amsl, Kandi belt at 
altitudes of 300 m to 400 m amsl running parallel to Shiwalik range, and the 
alluvial plains ranging from the altitude of 300 m amsl in the east to 150 m amsl 
in the extreme west. 

The river runoff dependability as assessed in TAHAL - WAPCOS report on the 
water resources of Haryana State, 2000 are shown Table 7.2-5. 

Table 7.2-5: Availability of Water from River Ghaggar 


Dependability 

Availability, Mm 3 

Mean 

629.03 

25% 

846.18 

50% 

478.60 

75% 

238.71 

90% 

93.75 


Source: Haryana State Water Resources, Tahal - WAPCOS, 2000 


The Ghaggar River, being well defined in Punjab and Haryana, forms a basin 
known as Ghaggar basin. In Rajasthan however, from its entry point to its tail at 
the Pakistan border near Anupgarh, it is like a drain called “the Nali bed”, which 
subsequently disappears in the Thar Desert. 

The Ghaggar Basin partly overlaps the command area of IGNP and Bhakhra 
Canal. Supplies to some of Bhakhra and IGNP canals come from Ghaggar 
whenever there is surplus water in it, as shown in Figure 7.2-1. 
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Figure 7.2-1: Ghaggar River Basin in Rajasthan State 
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In the past, Ghaggar Nali bed was rarely subjected to any damage due to floods 
of appreciable magnitudes. However, during the last few decades the 
hydrological conditions in Ghaggar catchment area have changed and the floods 
in the river are increasing and posing serious threat to the Ghaggar Nali bed. 

Notable structures that relate to flood control measures are: 

Ottu Weir, near Ottu village. Constructed in the year 1896-97, the weir diverts 
water into three irrigation canals. 

Salient features of this structure are as follows: 

• Weir 

- Pond level: 197.6 m 

- Crest level: 194.9 m 

- Total length: 121.9 m 

The weir is provided with wooden needle shutters. 

• Canals 

- Northern Ghaggar Canal: 244.00 m 3 /sec 

- Sothern Ghaggar Canal : 487.40 m 3 /sec 

- Sheranwali Parallel Channel: 547.00 m3/sec 

Three canals have been constructed in the Ottu area to utilize the flood flows of 
Ghaggar River. These are, the North Ghaggar and South Ghaggar canals and the 
Sheranwali feeder canal. 

Since the opening of Bhakhra canal system, the seasonal North Ghaggar and 
South Ghaggar canals are fed by the Bhakhra system during the dry period, 
thereby supplementing the base flow from Ghaggar River. 

Almost all the existing irrigation canal systems in Ghaggar River Basin are 
sustained by the water supplied from the adjoining IGNP and Bhakra canals. 
Ghaggar water is supplied only in part during the monsoon months, when 
available. 

Because of the nature of the topography, Ghaggar River and its tributaries spill 
over a large area on both the banks. To contain the flows of the river and its 
tributaries in the upper reaches (in Punjab and Haryana), embankments, or 
bunds, have been constructed along Markanda River, Tangri Nadi and Ghaggar 
River. The effects of these bunds and embankments have caused flooding in 
Rajasthan which was otherwise free from the flooding threats. 

Downstream of Ottu weir, Ghaggar River has been canalised through its entire 
course in Haryana and upto Indira Gandhi Nahar Feeder crossing. 
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Ghaggar Diversion Canal (GDC) 

In order to minimize the increasing flood hazards, the Ghaggar Flood Control 
Project was sanctioned in 1965. The project envisaged construction of Ghaggar 
Diversion Channel (GDC), starting from Indira Gandhi Nahar Feeder at RD 0 to 
RD 158.7 at its end. The flood water diverted into the GDC was to fill 19 
depressions located in the sand-dunes between Indira Gandhi Nahar and its 
Suratgarh branch. The work was completed in 1966. The Ghaggar Flood Control 
Project area is shown Figure 7.2-2. 

Flood Characteristics 

The Ghaggar River has been extinct for many centuries but has again revived 
and is causing more and more floods. The process began with occasional short 
duration floods of lower intensities in 1950 and since then the frequency and 
duration of floods have been on the increase. 

Prior to 1955, the flood waters of the Ghaggar travelled only once beyond 
Pilibanga. After 1955, the intensity of floods as well as volume and duration 
started to cause damages to crops and properties. In 1958 flood season, the flood 
water travelled 60 kms beyond Hanumangarh. In 1962, the flood water nearly 
touched the Pakistan border which is about 308 kms from Hanumangarh along 
the Nali bed and in 1964 it crossed into Pakistan. 

The revival of floods in Ghaggar Nali bed has been attributed to the following 
causes: 

• Punjab and Haryana have constructed flood protection embankments in their 
territories along the Ghaggar River and its tributaries. 

• Extensive irrigation in Punjab and Haryana from Bhakra Canal system has 
raised the groundwater table, which is likely to rise further. This has reduced 
the flood absorption capacity of the Ghaggar catchment. 

• In order to control the water logging problem, Punjab and Haryana 
Governments have undertaken construction of new drains and channelling of 
the several ‘choes’ and existing drains on a large-scale. These drains and 
choes bring, to some extent, additional flows in the Ghaggar River. 
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Figure 7.2-2: Ghaggar River Basin Flood Control Works 
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Floods in the Ghaggar River relate to heavy rainfall spells, which occur during 
the monsoon season. Severe rainstorms, particularly in the upper catchment, are 
caused occasionally by the moving low-pressure areas/depressions which occur 
towards the end of monsoon or early October. Extremely severe rainstorms in 
this region are known to have been experienced under the combined influence of 
depressions from the Bay of Bengal and the western disturbances, though such 
combination occurs rarely. 

Floods in the upper hilly catchment are characterised by high peak values at 
comparatively shorter durations. In the middle and lower reaches, the floods 
have moderately high flood over a sustained period of two to three weeks. 
Because of decrease in rainfall magnitudes, sandy tracts and large valley storage 
due to the topography of the area, the floods in the Ghaggar undergo 
considerable attenuation during their passage downstream. 

Statement showing maximum water levels and maximum water stored in 
Ghaggar depressions for the period 1972 to 2010 is given in Table 7.2-6. 


Table 7.2-6: Maximum Water Levels in Ghaggar Depressions 
from Year 1972 to 2010 


s. 

No. 

Year 

Date 

Maximum 
Level 
(ft amsl) 

Water in Depression 

Maximum Water in 
Depression 

in Maf 

in Mm 3 

1 

1972 

03.09.72 

594.68 Dep-ll 

Depression no. 1 to XV 

0.060 

74.01 

2 

1973 

28.08.73 

585.60 Dep-ll 

Depression no. 1 to XI 

0.036 

44.41 

3 

1974 

29.07.74 

586.45 Dep-ll 

Depression no. 1 to XI 

0.043 

53.04 

4 

1975 

20.09.75 

598.45 Dep-ll 

Depression no. 1 to XVI 

0.120 

148.02 

5 

1976 

03.09.76 

600.90 Dep-ll 

Depression no. 1 to XVIII 

0.170 

209.69 

6 

1977 

07.02.77 

595.85 Dep-ll 

Depression no. 1 to XV 

0.024 

29.60 

7 

1978 

21.09.78 

599.85 Dep-ll 

Depression no. 1 to XVI 

0.310 

382.38 

8 

1979 

06.03.79 

596.15 Dep-ll 

Depression no. 1 to XVI 

0.020 

24.67 

9 

1980 

19.08.80 

593.65 Dep-ll 

Depression no. 1 to XV 

0.078 

96.21 

10 

1981 

20.08.81 

589.80 Dep-ll 

Depression no. 1 to XI 

0.053 

65.37 

11 

1982 

19.08.82 

595.85 Dep-ll 

Depression no. 1 to XVI 

0.160 

197.36 

12 

1983 

06.09.83 

600.80 Dep-ll 

Depression no. 1 to XVIII 

0.480 

592.07 

13 

1984 

21.01.84 

594.30 Dep-ll 

Depression no. 1 to XVI 

0.044 

54.27 

14 

1985 

01.01.85 

586.85 Dep-XI 

Depression no. 1 to XI 

0.038 

46.87 

15 

1986 

17.08.86 

582.30 Dep-VI 

Depression no. 1 to VI 

0.001 

1.23 

16 

1987 






17 

1988 

10.10.88 

600.80 Dep-VI 

Depression no. 1 to XVIII 

0.430 

530.40 

18 

1989 

23.09.89 

590.85 Dep-VI 

Depression no. 1 to VI 

0.020 

24.67 

19 

1990 

29.09.90 

590.25 Dep-VI 

Depression no. 1 to VI 

0.040 

49.34 

20 

1991 

01.06.91 

585.55 Dep-XI 

Depression no. 1 to VI 

0.003 

3.70 

21 

1992 

15.08.92 

584.85 Dep-VI 

Depression no. 1 to VI 

0.001 

1.23 

22 

1993 

25.07.93 

588.95 Dep-XI 

Depression no. 1 to XI 

0.080 

98.68 

23 

1994 

12.08.94 

585.90 Dep-VI 

Depression no. 1 to VI 

0.070 

86.34 

24 

1995 

22.09.95 

600.40 Dep-VI 

Depression no. 1 to XVIII 

0.180 

222.03 

25 

1996 

01.01.96 

591.75 Dep-VI 

Depression no. 1 to VI 

0.130 

160.35 

26 

1997 

29.01.97 

589.00 Dep-VI 

Depression no. 1 to XV 

0.058 

71.54 

27 

1998 

31.10.98 

590.75 Dep-VI 

Depression no. 1 to XV 

0.110 

135.68 
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s. 

No. 

Year 

Date 

Maximum 
Level 
(ft amsl) 

Water in Depression 

Maximum Water in 
Depression 

in Maf 

in Mm 3 

28 

1999 

11.02.99 

584.60 Dep-VI 

Depression no. 1 to XV 

0.030 

37.00 

29 

2000 

31.07.00 

586.90 Dep-VI 

Depression no. 1 to VIII 

0.038 

46.87 

30 

2001 

27.08.01 

584.20 Dep-VI 

Depression no. 1 to VI 

0.020 

24.67 

31 

2002 





0.00 

32 

2003 

NA 

NA 

Depression no. 1 to VI 

0.001 

1.23 

33 

2004 

04.09.04 

578.10 Dep-VI 

Depression no. 1 to VI 

0.010 

12.33 

34 

2005 






35 

2006 






36 

2007 

09.07.07 

580.00 Dep-VI 

Depression no. 1 to VI 

0.003 

3.70 

37 

2008 

05.10.08 

581.60 Dep-VI 

Depression no. 1 to VI 

0.010 

12.33 

38 

2009 

2009 

576.40 Dep-VI 

Depression no. 1 to VI 

- 

- 

39 

2010 

01.01.10 

590.40 Dep-VI 

Depression no. 1 to XII 

0.080 

98.68 


Source: WRD, Rajasthan 


While planning the depressions, it was envisaged that part of the stored water 
would percolate down to groundwater, while part would evaporate. However, 
the infiltration rate turned out to be not as high as anticipated; therefore, the 
depressions could not be emptied in time to accommodate the following 
season’s floods. 

This permanent impoundment of water in the depressions was aggravating the 
problem of water logging. To utilise the impounded water, Rajasthan 
government planned to take water from the depressions for irrigation. At present 
there are two such irrigation canals, drawing water from depression VI (at 0.68 
m 3 /sec via the Manak Their minor) and from depression XI (at 0.4 m 3 /sec via the 
Kishanpura minor). Since the discharge of these two minors is quite low 
compared to the quantity of water stored, Rajasthan government is considering 
additional proposals for utilising the water of the depression-reservoir system. 

Annual and Monsoon Rainfalls 

Anupgarh and Suratgarh rain gauge stations lie in arid zone whereas 
Hanumangarh and Nohar lie in semi-arid zone. The mean monsoon and annual 
rainfalls of these four stations are given in Table 7.2-7. Viewing this table, it is 
observed that about 78% of annual rainfall is received in monsoon season. 

The normal monthly rainfalls of these four stations representing Arid and Semi 
Arid zones are shown in Table 7.2-8. 


Table 7.2-7 Annual and Monsoon (June through September) 


Rainfall in 
Ghaggar Basin 
(1980-2010) 

Station 

Mean 
Monsoon 
Rainfall, mm 

Mean 

Annual 

Rainfall, 

mm 

% of Annual 
Rainfall 
during 
Monsoon 

Arid Zone 




Anupgarh 

164.27 

209.03 


Suratgarh 

169.83 

219.88 
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Rainfall in 
Ghaggar Basin 
(1980-2010) 

Station 

Mean 
Monsoon 
Rainfall, mm 

Mean 

Annual 

Rainfall, 

mm 

% of Annual 
Rainfall 
during 
Monsoon 

Average 

167.05 

214.46 

78.0% 

Semi-arid Zone 




Hanumangarh 

162.09 

210.75 


Nohar 

229.77 

288.71 


Average 

195.93 

249.73 

78.5% 


Table 7.2-8: Monthly Average Normal Rainfall (1980-2010) 
June through October, mm 


Station 

Jun 

Jul 

Aug 

Sept 

Oct 

Total 

Arid Zone 

Anupgarh 

25.31 

70.40 

49.02 

19.55 

6.32 

170.60 

Suratgarh 

22.84 

72.64 

53.72 

20.63 

5.10 

174.93 

Semi-arid Zone 

Hanumangarh 

35.37 

61.53 

34.84 

30.35 

1.45 

163.54 

Nohar 

30.35 

96.00 

67.84 

35.58 

4.74 

234.51 


Runoff Measurements 

Runoff measurements of the Ghaggar River and its tributaries were conducted 
during 1976 and 1977 at the following sites (Source: UNDP Report 1985): 

• Ghaggar River 

- Panchkula (1976 and 1977) 

- Devinagar (1976 and 1977) 

- Tatiana (1976 and 1977) 

- Khaireka (1976) and Ottu (1977) 

- Hanumangarh (1976 and 1977) 

- Anupgarh (1976 and 1977) 

• Dhangri River : Shahpur (1976 and 1977) 

• Markanda River: Kala Amb (1976 and 1977) 

• Saraswati River: Pipli (1976 and 1977) 

• Amri Choe : 

- Shahjadpur (1977 only) 

- Mithapur (1977 only) 

• Patiala Wali Rao: Chandigarh (1977 only) 

Yield Diagram and Assessment 

In order to determine the runoff from the catchment above any point in the river 
system, a diagram is to be prepared giving the relation of the area of the 
catchment to the yield (i.e. amount of runoff generated). The amount of rainfall 
for the corresponding area is then super-imposed on the same diagram to 
produce a yield diagram. The yield diagram for the year 1976 monsoon season 
prepared for Ghaggar River as given in Figure 7.2-3. 
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Figure 7.2-3: Year 1976 Monsoon Yield Diagram for Ghaggar River System in Rajasthan (Source: UNDP Report 1985) 

GHAGGAR RIVER SYSTEM: YIELD DIAGRAM, 1976 _ -- t 


LEGEND 



OTTU DIVERSION 


/F 

E'F 
E 


Catchment area km x 10 


Catchment area km x 10 


Sources of Ghaggar River 
Devinagar streamflow measurement station 
Markanda-Ghaggar confluence (upstream) 
Kala Amb streamflow measurement station 
Dangri-Markanda confluence (upstream) 
Shahpur streamflow measurement station 
Markanda-Ghaggar confluence 
Ottu diversion 

Crossing of Rajasthan Feeder and Ghaggar 
Hanumangarh streamflow measurement site 
Anupgarh streamflow measurement site 
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From the yield diagram, it appears that the yield from Ghaggar River basin 
steadily increased as far as Jukal, beyond which, it stabilises. It is at its highest 
level at Sadulgarh; beyond which the yield decreased rapidly. 

As explained above, the Ghaggar River course in Rajasthan generally used to 
remain dry due to less inflows and sandy soils. But after development of 
irrigation systems in Punjab, Haryana and Rajasthan and also due to formation 
of embankments on both sides of Ghaggar River in upper states, large quantities 
of water arrive in Ghaggar Nali in Rajasthan, which caused floods many times. 

In the previous 20 years the climatic behaviour all over the country has changed 
due to increase in irrigated area, deforestation, industrialization, rapid 
urbanization, global warming, etc.; Ghaggar River basin has also been affected 
by the climatic changes. 

The current data of previous 31 years (1980 to 2010) has been used to be close 
to the present scenario. Rainfall data are available for the last 100 years and data 
on water released to Rajasthan from relevant weir are available since 1950, but 
in the analysis both data have been taken from 1980 to 2010. 

As evident from Tables 7.2-7 and 7.2-8, the rainfall in Ghaggar river catchment 
in Rajasthan area is very small. This little rainfall contributes a very small yield 
in the catchment and the main source of inflows is the water release from 
upstream barrages. Thus, the total in Rajasthan’s portion of Ghaggar River may 
be derived by adding: 

• Water released from upstream, notably the Ottu Barrage, and 

• Yield generated due to rainfall in Rajasthan’s portion of Ghaggar River 
catchment. 

Inflows from Ottu Barrage 

The monsoon and non-monsoon water releases from Ottu barrage on Ghaggar 
River arriving in Rajasthan are available since 1950 to 26 th August 2011 as 
compiled in Table 7.2-9. However as explained above, for realistic analysis 
water releases from 1980 to 2010 have been considered. 


Table 7.2-9; Monsoon and Non-Monsoon Runoff in 
Ghaggar River Downstream of Ottu Weir (in Mm 3 ) 


Year 

Monsoon 

Runoff 

Non-Monsoon 

Runoff 

Total 

Runoff 

1950 

209.70 

0.00 

209.70 

1951 

24.67 

24.67 

49.34 

1952 

111.02 

0.00 

111.02 

1953 

148.02 

0.00 

148.02 

1954 

69.08 

0.00 

69.08 

1955 

271.37 

168.99 

440.36 

1956 

300.97 

131.98 

432.95 

1957 

231.90 

9.87 

241.77 

1958 

344.15 

205.99 

550.14 
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Year 

Monsoon 

Runoff 

Non-Monsoon 

Runoff 

Total 

Runoff 

1959 

753.67 

61.68 

815.35 

1960 

653.76 

12.34 

666.10 

1961 

719.13 

98.68 

817.81 

1962 

661.16 

203.53 

864.69 

1963 

494.63 

0.00 

494.63 

1964 

2,074.75 

61.68 

2,136.43 

1965 

260.27 

0.00 

260.27 

1966 

609.35 

0.00 

609.35 

1967 

259.04 

0.00 

259.04 

1968 

801.78 

0.00 

801.78 

1969 

613.05 

0.00 

613.05 

1970 

503.27 

0.00 

503.27 

1971 

1,139.75 

2.47 

1,142.22 

1972 

336.75 

1.23 

337.98 

1973 

970.76 

0.00 

970.76 

1974 

98.68 

0.00 

98.68 

1975 

888.12 

0.00 

888.12 

1976 

1,004.07 

0.00 

1,004.07 

1977 

826.45 

1.23 

827.68 

1978 

1,578.88 

0.00 

1,578.88 

1979 

243.00 

86.35 

329.35 

1980 

478.60 

0.00 

478.60 

1981 

262.74 

0.00 

262.74 

1982 

374.98 

66.61 

441.59 

1983 

1,042.31 

177.62 

1,219.93 

1984 

89.88 

9.87 

99.75 

1985 

0.00 

0.00 

0.00 

1986 

0.00 

0.00 

0.00 

1987 

0.00 

0.00 

0.00 

1988 

2,454.67 

397.19 

2,851.86 

1989 

378.81 

0.00 

378.81 

1990 

763.70 

0.00 

763.70 

1991 

8.89 

0.00 

8.89 

1992 

191.40 

0.00 

191.40 

1993 

908.22 

0.00 

908.22 

1994 

1,110.92 

0.00 

1,110.92 

1995 

1,797.94 

0.00 

1,797.94 

1996 

470.81 

0.00 

470.81 

1997 

235.66 

0.00 

235.66 

1998 

368.87 

238.28 

670.15 

1999 

177.60 

0.00 

177.60 

2000 

399.64 

0.00 

399.64 

2001 

320.70 

0.00 

320.70 

2002 

65.37 

0.00 

65.37 

2003 

159.11 

0.00 

159.11 

2004 

303.13 

0.00 

303.13 

2005 

87.40 

0.00 

87.40 
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Year 

Monsoon 

Runoff 

Non-Monsoon 

Runoff 

Total 

Runoff 

2006 

20.92 

0.00 

20.92 

2007 

52.91 

0.00 

52.91 

2008 

405.15 

0.00 

405.15 

2009 

133.22 

0.00 

133.22 

2010 

1,208.18 

0.00 

1,208.18 

Oct-26- 

2011(2011) 

409.44 

0.00 

409.44 

Average 

(1980-2010) 



489.07 


Source: WRD, Rajasthan 


The average yearly tail water of Ghaggar River available to Rajasthan from 
other States works out to be 489.07 Mm 3 , which can also be considered as 
imported water. Availability of this Ghaggar flood water at different 
dependabilities is as follows (as per distribution pattern from Table 7.2-5): 


Dependability Level 

25% 

50% 

75% 

90% 

Mean 

Ghaggar flood water, Mm 3 /yr 

657.90 

372.11 

185.60 

72.89 

489.07 


7.2.8 Ganga River Water 

The National Water Development Agency (NWDA) has conducted a study for 
transferring water of Sharda River, a tributary of Ganga River, to Rajasthan. The 
study envisages transfer of 2,736 Mm 3 of water out of 17,906 Mm 3 (15.28%) of 
surplus water available in Sharda River. The study proposes irrigation benefits 
by flow of CCA of 4.02 Lakh ha in Churn, Ganganagar, Hanumangarh, Bikaner 
Jodhpur and Jaisalmer districts. 

While forwarding the comments of the State to the NWDA, Rajasthan has 
suggested that about 45,800 Mm 3 of water would be required to provide 
irrigation to CCA of about 41.5 lakh ha (about 11,000 m 3 /ha) in the arid regions 
of the State, alongside IGNP by flow and lift of 60 m to 90 m. By the time of 
preparation of this report (January 2013) response from NWDA in the matter 
was still pending. 
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7.3 Yamuna River Water Import System (Gurgaon & Bharatpur 
Canal) 

Yamuna River originates from Yamunotri Glacier in the Himalayas. The river 
traverses through the States of Himachal Pradesh, Uttar Pradesh, Uttaranchal, 
Haryana and Delhi, till it confluences with Ganga River, and is joined by various 
tributaries on the way. The catchment area of the river up to Okhla is 42,913 
km 2 . 

Historically, Yamuna River is gauged at two sites within the reach of interest 
(Origin to Okhla): in the upper reach at Tajewala Headworks, and in the lower 
reach at Okhla Weir site near Delhi. For determining the shares of Yamuna 
water between the various riparian states, the virgin inflow series at Okhla for 
the period 1951-74 has been considered. 

The stream flows at Okhla have to be adjusted considering utilisation by UP 
upstream of and at Tajewala, utilisation by Haryana at Tajewala, utilisation by 
Delhi at Wazirabad and C-power station, Hindon outflows, and withdrawal 
through Agra canal. The river flow data at Okhla Weir site include spills across 
Tajewala Headworks and the combined annual flow series, which is the virgin 
flow series at Okhla, is given in Section 7.7 below. The water prorata shares 
computed on the basis of Okhla inflows at various dependabilities are given in 
Table 7.3-1. 


Table 7.3-1: Yamuna River Flow at Selected Dependability Levels 


Dependability 

Okhla Inflows 

Rajasthan's Prorata Share 

Bm 3 /yr 

Percent 

Bm 3 /yr 

Mm 3 /yr 

Mean 

13.84 

100.00% 

1.119 

1,119 

25% 

16.54 

119.51% 

1.337 

1,337 

50% 

13.33 

96.32% 

1.078 

1,078 

75% 

11.33 

81.86% 

0.916 

916 

90% 

8.30 

59.97% 

0.671 

671 


Haryana and Uttar Pradesh have been utilising water from Yamuna River at 
Tajewala and Okhla for irrigating large tracts under the Western Yamuna Canal, 
Eastern Yamuna Canal as well as Agra and Gurgaon Canal systems. Delhi is 
utilising the Yamuna water from Tajewala and Wazirabad and also along the 
course of the river from Wazirabad to Okhla to meet domestic and industrial 
demands. Rajasthan is also utilising some water from Okhla, while Himachal 
Pradesh is using limited quantities of water upstream of Tajewala. Interstate 
disputes on sharing the water of this river up to Okhla were pending since long 
time. The Government of India continued discussions with the basin States for a 
number of years, and eventually it was resolved on 12 May 1994 by reaching an 
MoU agreed by the five basin States. 

The 75% dependability value of the virgin flow in Yamuna River at Okhla is 
assessed at about 11,700 Mm 3 and the mean yearly flow at about 13,000 Mm 3 . 
The value taken for the water allocation to the basin States is 11,983 Mm 3 , with 
Rajasthan’s share being 1,119 Mm 3 (0.91 Maf), or 9.34% of the total. Table 7.3- 
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2 presents the interim allocation to the basin states, pending construction of 
considered storage dams in the upper reaches of the river. 


Table 7.3-2: Seasonal Interim Water Allocation between 
Yamuna River Basin States, Mm 3 


State 

Seasonal Water Allocation 

Jul. - Oct. 

Nov. - Feb. 

Mar. - Jun 

Annual 

Mm 3 

Percent 

Mm 3 

Percent 

Mm 3 

Percent 

Mm 3 

Percent 

Haryana 

4,107 

34.3% 

686 

5.7% 

937 

7.8% 

5,730 

47.8% 

Uttar Pradesh 

3,216 

26.8% 

343 

2.9% 

473 

3.9% 

4,032 

33.6% 

Rajasthan 

963 

8.0% 

70 

0.6% 

86 

0.7% 

1,119 

9.3% 

Himachal Pradesh 

190 

1.6% 

108 

0.9% 

80 

0.7% 

378 

3.2% 

Delhi 

580 

4.8% 

68 

0.6% 

76 

0.6% 

724 

6.0% 

Total 

9,056 

75.6% 

1,275 

10.6% 

1,652 

13.8% 

11,983 

100.0% 


Apart from allocation within the States, it is stipulated that a minimum of 10 
m 3 /sec of water will be maintained as minimum flow in Yamuna river D/S of 
Tajewala and Okhla, accounting for 325 Mm 3 annually. It is also estimated that 
680 Mm 3 of floodwater may not be utilisable as a result of unavoidable spills. 
These together with the shares (11,983 + 325 + 680) account for a mean year 
availability of about 13,000 Mm 3 . 

Clause 4 of the MoU provides that “to maximise the utilization of the surface 
flow of Yamuna River, a number of storage projects have been identified”. 
Clause 7 states that “the said interim seasonal allocation shall progressively 
modified as storage is constructed. Three storage dams, namely: Kishau, Renuka 
and Lakhwar-Vyasi have been identified. Separate agreement will be executed 
in respect of each identified storage, within the framework of the overall 
allocation made in this agreement”. Salient Features of these dams are given in 
Table 7.3-3. 


Table 7.3-3: Salient Features of Considered Storage Dams 


s. 

No. 

Name of 
Project 

River 

State 

Live 

Storage, 

Mm 3 

Power, 

MW 

Estimated 
Cost, 
Crore Rs. 

Executing 

Agency 

Share of 
Rajasthan as 
per MoU 
(9.34%), MW 

1 

Renuka 

Giri 

Himachal 

Pradesh 

456 

40 

3,896.83 

[1] 

3.74 

2 

Kishau 

Tons 

Uttrakhand 

1,324 

600 

3,566.23 

[2] 

56.00 

3 

Lakhwar- 

Vyasi 

Yamuna 

Uttrakhand 

331 

420 

4,231.28 

[3] 

39.23 


Total 



2,111 

1,060 

11,694.34 


98.97 


Note : Price levels for cost estimates:Renuka: Dec. 2006; Kishau: Dec. 1998; Lakhwar-Vyasi: Mar. 2006 


[1] Himachal Pradesh State Electricity Board (HPSEB) 

[2] Tehri Hydro Corporation Ltd. (THDC) 

[3] National Hydel Power Corporation (NHPC) 
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Faced with the dams’ features and raised complaints from the basin States, an 
Upper Yamuna River Board (UYRB) was established, which decided on 
modified tentative seasonal water distribution to Rajasthan, as given in Table 
7.3-4. 


Table 7.3-4: Modified Tentative Seasonal Distribution of Yamuna 
River Water to Rajasthan 


Period 

Seasonal Allocation 

Mm 3 

Maf 

Cusec 

At Tajewala 

At Okhla 

Total 

Jul. - Oct. 

963 

0.78 

1,917 

1,281 

3,198 

Nov. - Feb. 

70 

0.06 


238 

238 

Mar. - Jun 

86 

0.07 


288 

288 

Total 

1,119 

0.91 

1,917 

1,807 

3,724 


Due to the restricted capacity of its existing canals, Rajasthan could not cope 
with that decision and proposed to utilize its share of Yamuna water partly in 
Churu District (in the Outside basin) and partly in Bharatpur District (Banganga 
basin) as given in Table 7.3-5. 


Table 7.3-5 Rajasthan’s Proposed Option for Monsoon Period 
Yamuna Water Abstraction 


Sr.Nr. 

Proposal 

CCA, lakh 
ha 

Off-take 

Flow, 

cusec 

Estimated Cost 
Crore Rs 




Gurgaon Canal 

981 


1 

Utilization in Bharatpur District 

1.20 

Bharatpur 

feeder 

300 

175 

2 

Utilization in Jhunjhunu-Churu 
District 

1.96 

At Tajewala 

2,500 

935 


Total 

3.16 


3,781 

1,110 


Water in the Bharatpur District is conveyed through Gurgaon Canal in Haryana 
that takes off from Okhla Barrage near Delhi. A second point from where water 
to Bharatpur is diverted is from Agra Canal, near Mathura in UP. Agra Canal 
also off-takes from Okhla Barrage. 

There is another barrage, Tajewala, in Haryana State, so that at present Haryana 
utilizes most of Yamuna flows at Tajewala headworks and very little water is 
available at Okhla headworks for Agra Canal. 

Regarding supplies to Churu District, Rajasthan has proposed to take its water 
from Western Yamuna canal of Haryana, taking off from Tajewala headwork. 

A final agreement about these proposals is under negotiations between the two 
States and no work on this canal system has been initiated. 

Statement of actual utilization of water from Yamuna River for the period from 
January 2005 to 2011 (inclusive) is given in Section 7.7 below. 
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7.4 Chambal River System 

Chambal River Basin in Rajasthan is an in-between section of the entire river’s 
watershed. The river originates in Madhya Pradesh State, enters Rajasthan 
where it has a sizable additional watershed giving rise to several tributaries, and 
then leaves Rajasthan and enters Uttar Pradesh State. The account in this report 
relates to the portion of the River Basin that lies within Rajasthan. 

7 . 4 . 1 General Setup 

Chambal River takes off in Vindhyan range near Mhow town in Indore District 
of Madhya Pradesh at an elevation of 354 m amsl. The basin is roughly 
rectangular in shape with a maximum length of about 560 kms in south-west to 
north-east direction. The river flows for some 320 kms in a generally north 
direction before entering a deep gorge in Rajasthan at Chaurasigarh, about 96 
km upstream of Kota Barrage. The deep gorge extends up to Kota, and the river 
then flows for about 226 kms inside Rajasthan in a north-east direction. 
Thereafter, the river forms a boundary between MP and Rajasthan for about 252 
kms, and then forms the boundary between MP and UP for about 117 kms. 
Eventually, it joins Yamuna River after traversing some 40 kms in UP. The 
state-wise breakdown of Chambal River watershed (catchment area) is given in 
Table 7.4-1. 

Table 7.4-1: State-wise Share of 
Chambal River Watershed 


State 

Watershed Area 

km 2 

Percent 

Madhya Pradesh 

56,976 

41.52% 

Rajasthan 

79,401 

57.86% 

Uttar Pradesh 

842 

0.61% 

Total 

137,219 

100.00% 


The water availability in the Chambal Basin is assessed at 24,094 Mm 3 /yr, with 
dependability levels as given in Table 7.4-2. 


Table 7.4-2 Dependability Levels of Chambal River Yield 


Dependability Level 

25% 

50% 

75% 

90% 

Mean 

River Yield, Mm 3 /yr 

30,813 

20,987 

14,035 

9,614 

24,094 


Utilization of Chambal River water has been conceived as a multi-purpose 
scheme, comprising three dam systems as follows (from upstream downward): 

• Gandhi Sagar (GS Dam) with capacity of 7,143 Mm 3 , located in Madhya 
Pradesh. The 75% dependable yield at this dam has been assessed at 3.80 
Maf (4.687 Mm 3 ) but the capacity of this dam has been set at 6.2 Maf (7,648 
Mm 3 ) to store water whenever it is available. There is provision for power 
generation of 5x23 MW, with proposed addition of 4x40 MW. 


Main Report-IN-24740-R13-073 

Surface and Ground Water Availability 

81 


July, 2014 





STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


• Rana Pratap Sagar (RPS Dam) with storage capacity of 2,899 Mm 3 it has 
provision of power generation of 4x43 MW, and Jawahar Sagar (JS Dam) 
with storage capacity of 68 Mm 3 and provision of power generation of 3x33 
MW, located in Rajasthan. These are balancing reservoirs for power 
production. 

• Kota Barrage, Downstream of JS Dam, from where two canals off takes 
named Right Main Canal (RMC) with head discharge of 188 m 3 /s (6,656 
cusec), and Left Main Canal (LMC) with head discharge of 42 m 3 /s (1,500 
cusec) to provide irrigation of 2.29 Lakh ha CCA in Rajasthan and 2.29 lakh 
ha CCA in Madhya Pradesh. 


The Chambal Valley Project conceived for utilization of water available in 
Chambal River upto Kota Barrage has been executed jointly by Madhya Pradesh 
and Rajasthan. The waters of Chambal River and Hydel Power generation 
thereto are to be shared between Madhya Pradesh and Rajasthan in equal 
proportion. The total water available upto Kota Barrage has been assessed as 3.2 
Maf (3,946 Mm 3 ) at 75% dependability. Accordingly the share of Rajasthan 
becomes 1,973 Mm 3 /yr at 75% dependability, values for other dependabilities 
are shown below. 


Dependability Level 

25% 

50% 

75% 

90% 

Mean 

Rajasthan’s Share in Chambal waters 
at Kota Barrage, Mm 3 /yr 

4,332 

2,950 

1,973 

1,352 

3,387 


The water utilization by both States in the system for 16 years is given in Table 
7.4-3. 
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Table 7.4-3 Water Released to Rajasthan and MP in 1994/95 to 2009/10 


s. 

No. 

Year 

GS Dam 
Discharge, 
cusecdays 

RPS Dam 
Discharge, 
cusecdays 

JS Dam 
Discharge, 
cusecdays 

RMC 

Discharge, 

cusecdays 

LMC 

Discharge, 

cusecdays 

Total, 

cusecdays 

Water 
Delivered 
to MP, 
cusecdays 

Water A/c of MP 

Water A/c of Raj 

cusecdays 

Maf 

cusecdays 

Maf 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

1 

1994-95 

1 , 110,559 

1 , 517,152 

1 , 562,980 

1 , 019,554 

225,101 

1 , 244,655 

571,277 

671,000 

1.33086 

573,655 

1.13778 

2 

1995-96 

1 , 092,404 

1 , 452,378 

1 , 484,144 

948,984 

230,350 

1 , 179,334 

524,551 

674,884 

1.33086 

504,450 

1.00052 

3 

1996-97 

1 , 326,527 

1 , 469,836 

1 , 486,019 

1 , 025,500 

229,536 

1 , 255,036 

547,885 

704,195 

1.3967 

550,841 

1.09253 

4 

1997-98 

1 , 148,256 

1 , 251,958 

1 , 280,884 

859,771 

191,020 

1 , 050,791 

422,616 

567,816 

1.1262 

482,975 

0.93793 

5 

1998-99 

2 , 069,801 

1 , 293,957 

1 , 316,697 

953,927 

231,535 

1 , 185,462 

416,915 

582,209 

1.15475 

603,253 

1.19649 

6 

1999-00 

1 , 178,020 

1 , 077,650 

976,938 

752,389 

185,574 

937,963 

262,625 

388,465 

0.77048 

549,498 

1.08987 

7 

2000-01 

284,202 

502,326 

549,246 

410,090 

68,675 

478,765 

191,776 

290,693 

0.55672 

198,072 

0.39285 

8 

2001-02 

368,910 

810,855 

821,491 

618,332 

126,007 

744,339 

306,150 

453,917 

0.90029 

294,502 

0.58411 

9 

2002-03 [ 1 ] 

Famine 

10 

2003-04 

667,842 

744,563 

778,203 

527,053 

133,748 

660,801 

253,885 

436,632 

0.86601 

224,169 

0.44461 

11 

2004-05 

1 , 465,184 

1 , 239,361 

1 , 294,482 

911,384 

203,308 

1 , 114,692 

455,879 

662,166 

1.31334 

452,526 

0.89754 

12 

2005-06 

565,056 

894,807 

965,030 

667,024 

142,626 

809,650 

306,720 

500,320 

0.99233 

309,340 

0.61354 

13 

2006-07 

2 , 776,050 

2 , 756,188 

2 , 892,831 

1 , 484,925 

232,678 

1 , 717,603 

1 , 254,440 

565,008 

1.12060 

638,822 

1.2670 

14 

2007-08 

2 , 046,719 

2 , 107,016 

2 , 048,263 

1 , 041,530 

271,979 

1 , 313,509 

480,110 

600,128 

1.19030 

713,381 

1.41490 

15 

2008-09 

693,037 

1 , 228,244 

1 , 359,550 

753,942 

200,501 

954,443 

352,060 

435,724 

0.8642 

517,894 

1.0272 

16 

2009-10 

338,280 

476,335 

522,818 

329,722 

93,471 

425,193 

140,419 

159,248 

0.3159 

263,745 

0.5231 


Note:[1] Year 2002-03 famine 


Main Report-IN-24740-R13-073 


Surface and Ground Water Availability 
83 


July, 2014 




STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


7A.2 Proposed Further Development 

Rajasthan State is considering additional utilization of Chambal River water in 
the following projects: 

• Kalisindh project, (on-going) on Kalisindh River in Jhalarapatan Tehsil of 
Jhalawar District for irrigation as well as for thermal power plant project. 
The live storage of the proposed dam is 130 Mm 3 , of which 86 Mm 3 will be 
used for irrigation. 

• Parwan major irrigation cum water supply proposed on Parwan River near 
Akwad Kalan village in Jhalawar District. 

• Rajgarh irrigation project, in Jhalawar District. 

• Manoharthana project in Jhalawar district 

• Dholpur Lift Irrigation Scheme near Sagarpada village, about 3 kms from 
Dholpur town in Dhaulpur District. 

• Indira Lift Irrigation Scheme on Chambal River at Rameshwar Ghat in 
Khandar Tehsil in Sawai Madhopur district. 

• Ripalda Lift Irrigation Scheme from Chambal River in Khandar Tehsil of 
Sawai Madhopur district. 

• Andheri Project in Baran district. 

• Hathiadeh Irrigation Project in Baran district. 

• Chambal-Panchana-Jaggar Lift Project in Karauli district. 

• Transfer of water from Mej River (tributary of Chambal River) to Ramgarh 
Dam in Jaipur District. 

• Transfer of water from Chambal River to Jaisamand Dam in Alwar District. 

A decision taken in the 12 th meeting of MRICB held on 03 rd June 1999 
authorised the utilization of surplus water in Chambal Basin for any project, a 
State could use yield from its own catchment plus 10% of the yield of the 
catchment in the territory of the other State, subject to the following conditions: 

Projects having no submergence in other State 

In such cases, no clearance from the other State will be necessary and it will be 
presumed that the other State has no objection to the project. 

The implementing State shall not start construction of such project till it submits 
a detailed survey reports in all such cases to the other State duly certified that 
there is no submergence in the other State. 

Projects having submergence in other state 

In case there is any submergence, a detailed project report will be prepared and 
submitted to the partner State for obtaining clearance in case the submergence is 
up to 5%. Either State will send a detailed project report for information. If the 
submergence is more than 5% clearance from either State will be necessary. 

The implementing State shall submit the detailed survey reports in all such cases 
to the other State. The implementing State shall not start construction of such 
projects until detailed project report is prepared and submitted to the partner 
State and clearance finally received. 
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7.5 Mahi River System 

Mahi River Basin in Rajasthan is an interim section of the entire river’s 
watershed. The River originates in Madhya Pradesh state, enters Rajasthan 
where it has a sizable additional watershed-giving rise to several tributaries, and 
then leaves Rajasthan to Gujarat State. The account in this report relates to the 
portion of the River Basin that lies within Rajasthan. 

7.5.1 General Setup 

Mahi River has its source in Amarkantak hills of Vindhyan Range in the Amzara 
area in Dar district of Madhya Pradesh (MP). After flowing for some 120 kms in 
MP towards north-west, it enters Rajasthan. In Rajasthan the river bends and 
then turns back in south-west direction to enter Gujarat after traversing for some 
180 kms. 

The river is fed by monsoon with about 800 mm of average rainfall, which used 
to cause havoc in years when the rainfall was up to 1,800 mm. On the other 
extreme, drought years brought misery to population whose main occupation is 
agriculture that rely on irrigation. 

There are two major dams on Rajasthan’s Mahi River, the Mahi Bajaj Sagar 
dam, soon after the river enters Rajasthan and Kadana Dam at the exit of the 
river from the State. 

Mahi Bajaj Sagar Project has three units, viz: 

• Unit-I, comprising a masonry dam in the river portion and earth dam on the 
flanks; 

• Unit-II comprises of the canals system; 

• Unit-Ill envisages harnessing the power potential of the river since the dam 
is located some 16 kms north-east of Banswara town. 

Initially it was proposed to utilise 1,587.53 Mm 3 (1.28 Maf) water from the 
reservoir, out of which 1,133.95 Mm 3 (0.92 Maf) was reserved for Gujarat and 
453.58 Mm 3 (0.37 Maf) for Rajasthan to irrigate a CCA of 80,000 ha. The FRL 
of the dam has been kept at 280.75 m (921.0 ft); additional flap of 0.75 m has 
been added in the existing gates to conserve more flood water in monsoon, with 
consent of MP. 

The physical system comprises the following components: 

• Main dam, 

• Intake structure and power house (PH-I), 

• Tail race tunnel and channel and balancing reservoir (BR-I), 

• Right Main Canal (RMC), 

• Left Main Canal (LMC), 

• Balancing reservoir II (BR-II), 

• Power House II (PH-II) and, 

• Bhungara Canal 
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According to revised hydrological studies, 75% yield of the catchment area is 
1,661.52 Mm 3 , out of which 368.53 is to be set aside for utilization in Madhya 
Pradesh (1961 Agreement). It is expected that 25% of the water utilised in MP 
will flow back to Mahi Bajaj Sagar as “regenerated water” and the net 
dependable yield at Mahi Bajaj Sagar site is thus 1,378.0 Mm 3 . The live storage 
capacity of Mahi Bajaj Sagar reservoir has been kept at 1,713.68 Mm 3 
corresponding to FRL of 280.75 m and MDDL of 259.00 m. The carry over 
storage increase the available effective yield to 1,587.53 Mm 3 , accordingly the 
share of Rajasthan becomes 453.58 Mm 3 /yr, values for other dependabilities are 
shown below. Out of the total share of Rajasthan 255.14 Mm 3 is to be utilized 
for irrigation and 198.44 Mm 3 is to be kept in Dam for ensuring firming of 
Power generation in the lean years. 


Dependability Level 

25% 

50% 

75% 

90% 

Mean 

Rajasthan’s Share in Mahi waters 
at Mahi Bajaj Sagar, Mm 3 /yr 

856.84 

611.83 

453.58 

346.21 

699.62 


As Narmada Project (see Section 7.6) takes shape, the Mahi River basin in 
Gujarat will obtain water from Narmada, and two-third of Mahi River water 
available at Kadana reservoir will be taken to the arid region of Jalore and 
Barmer districts through a high level Kadana Canal. 

7.5.2 Utilization of Water Potential 

The available water in Mahi dam is used for irrigation in Rajasthan through 
canal network and in Gujarat through Kadana dam and Wanak-Bori pickup weir. 
Sharing of water in the two states is done in a ratio of 40:16. A statement 
showing the water release to Gujarat before and after commencement of the 
powerhouses from 1985 to 2010/11 is given in Table 7.5-1. 

Table 7.5-1: Water Release to Gujarat Before and after Commencement of Power Houses 


S. 

No. 

Year 

Max. Level 
in 

Monsoon 

Period, 

m 

Gross 

Storage 

at 

Max. Level, 
Mm 3 

Live 

Storage at 
Max. from 
PH-I, Mm 3 

Water Release to Gujarat, Mm 3 

Remarks 

Kagdi 

Spillway 

after 

Generation 
of PH-I 

Power 
House II 

Total 

1 

2 

3 

4 

5 

6 

7 

8 

9 

1 

1985-86 

276.80 

1,570.31 

1,223.71 

625.38 

0.00 

625.38 

[1] 

2 

1986-87 

280.70 

2,057.70 

1,709.97 

1,202.16 

0.00 

1,202.16 


3 

1987-88 

280.00 

1,966.72 

1,619.84 

1,240.87 

0.00 

1,240.87 


4 

1988-89 

281.50 

2,180.40 

1,966.72 

1,165.78 

153.79 

1,319.57 

[2] 

5 

1989-90 

276.65 

1,547.57 

1,207.49 

151.18 

702.00 

853.18 


6 

1990-91 

280.75 

2,065.18 

1,713.17 

687.45 

763.37 

1,450.82 


7 

1991-92 

280.75 

2,065.18 

1,713.17 

584.86 

786.98 

1,371.84 


8 

1992-93 

275.40 

1,442.43 

1,085.92 

89.03 

391.23 

480.26 


9 

1993-94 

280.75 

2,065.18 

1,713.17 

626.91 

979.28 

1,606.19 


10 

1994-95 

280.75 

2,065.18 

1,713.17 

931.45 

1,016.91 

1,948.36 
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s. 

No. 

Year 

Max. Level 
in 

Monsoon 

Period, 

m 

Gross 

Storage 

at 

Max. Level, 
Mm 3 

Live 

Storage at 
Max. from 
PH-I, Mm 3 

Water Release to Gujarat, Mm 3 

Remarks 

Kagdi 

Spillway 

after 

Generation 
of PH-I 

Power 
House II 

Total 

1 

2 

3 

4 

5 

6 

7 

8 

9 

11 

1995-96 

280.75 

2,065.18 

1,713.17 

292.88 

817.39 

1,110.27 


12 

1996-97 

280.75 

2,065.18 

1,713.17 

584.49 

953.74 

1,538.23 


13 

1997-98 

280.75 

2,065.18 

1,713.17 

529.24 

914.10 

1,443.34 


14 

1998-99 

280.75 

2,065.18 

1,713.17 

321.28 

741.11 

1,062.39 


15 

1999-00 

270.15 

958.21 

1,713.17 

179.87 

119.04 

298.91 


16 

2000-01 

266.02 

672.10 

326.63 

0.88 

100.10 

100.98 


17 

2001-02 

271.20 

1,047.21 

700.76 

1.61 

114.68 

116.29 

[3] 

18 

2002-03 

266.90 

722.08 

378.03 

3.00 

0.00 

3.00 


19 

2003-04 

281.50 

2,180.40 

1,833.52 

65.55 

569.65 

635.20 


20 

2004-05 

281.50 

2,180.40 

1,833.52 

217.84 

661.20 

879.04 


21 

2005-06 

280.50 

2,039.15 

1,692.21 

23.76 

235.09 

258.85 


22 

2006-07 

281.50 

2,180.40 

1,833.52 

707.18 

393.72 

1,100.90 


23 

2007-08 

281.50 

2,180.40 

1,833.52 

542.10 

497.87 

1,039.97 


24 

2008-09 

273.75 

1,271.23 

924.26 

6.88 

112.45 

119.33 


25 

2009-10 

275.00 

1,394.12 

1,047.16 

11.78 

102.08 

113.86 


26 

2010-11 

274.35 

1,332.73 

985.85 

0.00 

50.97 

50.97 



[1] Commencement of power house I in Feb. 1986 

[2] Commencement of power house II in Feb. 1989 

[3] 113.27 Mm 3 released from dead storage (under sluices) 


7.6 Narmada System 

Narmada River originates near Amarkantak in the Shahdol district of Madhya 
Pradesh (MP) at an elevation of about 900 m amsl and travels about 1,312 kms 
before joining the Gulf of Cambay in the Arabian Sea. The first 1,077 kms are in 
MP and last 161 kms in Gujarat. Of the remaining length, 35 kms forms a 
common boundary between MP and Maharashtra and another 39 kms between 
Gujarat and Maharashtra. The length of the river up to Sardar Sarovar dam is 
1,163 kms. The state-wise distribution of the catchment area is as follows: 

Madhya Pradesh 85,858 km 2 

Maharashtra 1,658 km 2 

Gujarat 9,894 km 2 

Total 97,410 km 2 

The drainage area up to the Sardar Sarovar dam site is 88,000 km 2 and the 
average annual rainfall in the basin is 1,120 mm. Narmada Water Disputes 
Tribunal (NWDT) assessing the utilisable water at the dam site at 75% 
dependability being 28 Maf (34,537.44 Mm 3 ) gave its award in December 1979 
regarding allocation of water between the party States as given in Table 7.6-1. 
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Table 7.6-1: Allocation of Narmada System Water by NWDT in December 1979 


Party State 

Apportionment of Water 

Maf 

Mm 3 

Share 

Madhya Pradesh 

18.25 

22,511.01 

65.2% 

Gujarat 

9.00 

11,101.32 

32.1% 

Rajasthan 

0.50 

616.74 

1.8% 

Maharashtra 

0.25 

308.37 

0.9% 

Total 

28.00 

34,537.44 

100.0% 


The above allocation relates to actual withdrawals and not the consumptive use. 
It was also decided that within their share of water, each party State is free to 
modify the water use pattern in the areas to be benefitted. 

Applied statistics of water yield at Sardar Sarovar Dam is given in Table 7.6-2. 


Table 7.6-2: Applied Statistics for Sardar Sarovar Dam 


Annual Runoff at Dam Site 

Entire Dam 

Rajasthan Share, Mm 3 

Mham 

Mm 3 

Mm 3 /km 2 

At Sardar 
Sarovar 
Dam 

At 

Rajasthan 

Border 

Mean 

4.83 

48,333 

0.549 

887.17 

858.92 

Dependability 25% 

5.77 

57,738 

0.656 

1,059.80 

1026.05 

Dependability 50% 

4.10 

41,000 

0.466 

752.58 

728.61 

Dependability 75% 

3.36 

33,600 

0.382 

616.74 

597.10 

Dependability 90% 

2.44 

24,400 

0.277 

447.87 

433.61 


Narmada Main Canal (NMC), which is the backbone of the water distribution 
system in Gujarat, originates at Sardar Sarovar Dam in Gujarat and after 
traversing some 458 kms enters Rajasthan near Silu village in Sanchore Tehsil 
of Jalore district. The canal is designed to convey a maximum discharge of 
40,000 cusec (1,133.55 m 3 /sec) with FSL of 300 ft (91.44 m) at the delivery 
head regulator. This is gradually curtailed to 2,600 cusec (74.55 m 3 /sec) at the 
Gujarat-Rajasthan border, where the FSL in the canal has been fixed at RL 147.5 
ft (44.97 m). 

The work on the construction of Narmada Canal system in Rajasthan is currently 
ongoing. Water for this system has come to Rajasthan from Narmada main canal 
in Gujarat, the length of which up to Rajasthan border is 458 kms. However, 
since November 2008 Rajasthan State has been receiving water for the part of 
the system that has already been constructed. 

The Government of Rajasthan plans to utilise its share of the Narmada water 
within the State by means of a 74 kms long main canal and 1,719 kms long 
distribution system. There are 9 major flow distributaries, 2 sub-flow 
distributaries and 128 minors and sub-minors in the ‘flow’ canal system. There 
are 3 lift canal distributaries with 118 minor canals in the ‘lift’ system. 

The system will provide irrigation and drinking water supply in Jalore and 
Barmer Districts of Rajasthan. It will cover a Gross Command Area (GCA) of 
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2.86 Lakh ha, of which 2.46 Lakh ha is Cultivable Command Area (CCA). The 
project also envisages supply of drinking water to some 1,336 villages situated 
around the canal. Rajasthan started receiving water from Narmada Canal from 
March 2008. 

7.7 Shortage of Imported Water Received in Rajasthan 

7.7 .1 Recent Water Sharing Statements 

In all the said agreements, Rajasthan is at the tail end of every system and 
consequently there is a shortage in supply, as the upper riparian States take more 
water. 

The following committees have been constituted to regulate the supply to the 
participant States: 

• Technical Committee of Bhakhra Beas Management Board (BBMB), for 
Ravi-Beas and Sutlej projects. 

• Standing Committee Nr. 2 of Madhya Pradesh - Rajasthan Interstate Board 
(for Chambal water). 

• Mahi Control Board, for Mahi waters. 

• Upper Yamuna River Board (UYRB), for Yamuna water. 

In these forums, Rajasthan claims for the delivery of its current shares, but since 
the release of supplies is done by the States where the headworks exist, 
shortages are created in Rajasthan. 

Table 7.7-1 presents the overall water utilization, in %, by partner States as 
analysed on the basis of data supplied by UYRB for the given years. Table 7.7- 
2, Table 7.7-3 and Table 7.7-4 show the shortages caused to Rajasthan year-wise 
by relevant systems. Table 7.7-5 presents the recent history of Chambal River 
water sharing, and Table 7.7-6 is similar, but for Narmada Canal waters. 


Table 7.7-1: Water Utilization by Partner States, % 


State 

Haryana 

Rajasthan 

UP 

Delhi 

HP 

Allocation as per Moll 

48 

9 

34 

6 

3 

Water utilized in the years 

2000-01 

73 

3 

22 

3 


2001-02 

73 

3 

21 

3 


2002-03 

75 

3 

19 

3 


2003-04 

68 

2 

27 

3 


2004-05 

69 

2 

25 

4 


2005-06 

71 

1 

25 

3 


2006-07 

70 

2 

25 

3 


2007-08 

70 

3 

25 

3 
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Table 7.7-2: Abstract of Ravi Beas Water Account of Partner States as per BBMB (all values in Maf) 


Period & 
Year 

Punjab 

Rajasthan 

Haryana 

Share 

Share 
limited to 
indent 

Deliveries 

Excess/ 
shortage 

Share 

Share 
limited to 
indent 

Deliveries 

Excess/ 
shortage 

Share 

Share 
limited to 
indent 

Deliveries 

Excess/ 
shortage 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

2002-03 

Filling 

2.120 

2.120 

3.334 

1.214 

1.900 

1.900 

2.190 

0.290 

0.597 

0.431 

0.418 

-0.013 

Depletion 

2.475 

2.375 

2.652 

0.277 

2.969 

2.969 

3.751 

0.782 

1.014 

0.991 

0.958 

-0.033 

Total 

4.595 

4.495 

5.986 

1.491 

4.869 

4.869 

5.941 

1.072 

1.611 

1.422 

1.376 

-0.046 

2003-04 

Filling 

2.590 

2.590 

4.040 

1.450 

2.666 

2.530 

2.713 

0.183 

0.926 

0.610 

0.497 

-0.113 

Depletion 

2.664 

2.505 

3.216 

0.711 

3.280 

3.280 

3.991 

0.711 

1.146 

1.088 

1.087 

-0.001 

Total 

5.254 

5.095 

7.256 

2.161 

5.946 

5.810 

6.704 

0.894 

2.072 

1.698 

1.584 

-0.114 

2004-05 

Filling 

2.111 

2.111 

3.151 

1.040 

1.884 

1.884 

1.585 

-0.299 

0.591 

0.525 

0.518 

-0.007 

Depletion 

2.686 

2.080 

3.112 

1.032 

3.399 

3.393 

4.048 

0.655 

1.212 

1.212 

1.059 

-0.153 

Total 

4.797 

4.191 

6.263 

2.072 

5.283 

5.277 

5.633 

0.356 

1.803 

1.737 

1.577 

-0.160 

2005-06 

Filling 

2.843 

2.776 

3.865 

1.089 

3.079 

2.931 

2.993 

0.062 

1.103 

0.791 

0.698 

-0.093 

Depletion 

3.008 

2.731 

3.177 

0.446 

4.058 

4.024 

4.781 

0.757 

1.494 

1.409 

1.326 

-0.083 

Total 

5.851 

5.507 

7.042 

1.535 

7.137 

6.955 

7.774 

0.819 

2.597 

2.200 

2.024 

-0.176 

2006-07 

Filling 

2.441 

2.401 

3.279 

0.878 

2.423 

1.953 

2.520 

0.567 

0.822 

0.518 

0.430 

-0.088 

Depletion 

2.876 

2.409 

2.904 

0.495 

3.907 

3.906 

5.149 

1.243 

1.420 

1.385 

1.352 

-0.033 

Total 

5.317 

4.810 

6.183 

1.373 

6.330 

5.859 

7.669 

1.810 

2.242 

1.903 

1.782 

-0.121 

2007-08 

Filling 

2.850 

2.796 

3.681 

0.885 

3.091 

3.091 

3.082 

-0.009 

1.108 

0.949 

0.758 

-0.191 

Depletion 

2.629 

2.543 

3.194 

0.651 

3.224 

3.210 

3.650 

0.440 

1.122 

1.122 

1.040 

-0.082 

Total 

5.479 

5.339 

6.875 

1.536 

6.315 

6.301 

6.732 

0.431 

2.230 

2.071 

1.798 

-0.273 
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Table 7.7-2: Abstract of Ravi Beas Water Account of Partner States as per BBMB (all values in Maf) 


Period & 
Year 

Punjab 

Rajasthan 

Haryana 

Share 

Share 
limited to 
indent 

Deliveries 

Excess/ 
shortage 

Share 

Share 
limited to 
indent 

Deliveries 

Excess/ 
shortage 

Share 

Share 
limited to 
indent 

Deliveries 

Excess/ 
shortage 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

2008-09 

Filling 

2.294 

2.175 

3.109 

0.934 

2.183 

1.995 

2.150 

0.155 

0.719 

0.541 

0.486 

-0.055 

Depletion 

3.200 

2.467 

2.829 

0.362 

4.158 

4.157 

5.447 

1.290 

1.523 

1.429 

1.399 

-0.030 

Total 

5.494 

4.642 

5.938 

1.296 

6.341 

6.152 

7.597 

1.445 

2.242 

1.970 

1.885 

-0.085 

2009-10 

Filling 

2.058 

2.002 

2.990 

0.988 

1.797 

1.797 

1.717 

-0.080 

0.553 

0.409 

0.347 

-0.062 

Depletion 

2.207 

2.114 

2.760 

0.646 

2.536 

2.536 

2.440 

-0.096 

0.828 

0.591 

0.580 

-0.011 

Total 

4.265 

4.116 

5.750 

1.634 

4.333 

4.333 

4.157 

-0.176 

1.381 

1.000 

0.927 

-0.073 
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Table 7.7-3: Abstract of Shares and Utilization by Partner States of Sutlej Water as per BBMB (all values in Maf) 


Year& 

period 

Sharable 

Supplies 

Share of Partner States 

Deliveries / Utilization 

Excess / Shortage to 
Rajasthan 

Supplies in 
RF-SF Link 

Punjab 

Haryana 

Rajasthan 

Punjab 

Haryana 

Rajasthan 

Via Punjab 

Via Haryana 

Total 

Via Punjab 

Via Haryana 

Total 

Via Punjab 

Via Haryana 

1 

2 

3 

4 

5(a) 

5(b) 

5(c) 

6 

7 

8(a) 

8(b) 

8(c) 

9(a) 

9(b) 

10 

2002-03 

Riling 

4.655 

2.601 

1.576 

0.301 

0.177 

0.478 

3.294 

1.710 

0.068 

0.120 

0.188 

-0.233 

-0.057 

0.208 

Depletion 

5.471 

2.943 

1.968 

0.359 

0.203 

0.562 

2.979 

2.331 

0.384 

0.156 

0.540 

0.025 

-0.047 

0.158 

Total 

10.126 

5.544 

3.544 

0.660 

0.380 

1.040 

6.273 

4.041 

0.452 

0.276 

0.728 

-0.208 

-0.104 

0.366 

2003-04 

Riling 

4.560 

2.557 

1.528 

0.299 

0.176 

0.475 

3.189 

1.607 

0.280 

0.133 

0.413 

-0.019 

-0.043 

0.077 

Depletion 

6.490 

3.369 

2.415 

0.444 

0.262 

0.706 

3.840 

2.729 

0.455 

0.217 

0.672 

0.011 

-0.045 

0.124 

Total 

11.050 

5.926 

3.943 

0.743 

0.438 

1.181 

7.029 

4.336 

0.735 

0.350 

1.085 

-0.008 

-0.088 

0.201 

2004-05 

Riling 

3.523 

2.040 

1.133 

0.220 

0.130 

0.350 

2.195 

1.217 

0.192 

0.074 

0.266 

-0.028 

-0.056 

0.039 

Depletion 

3.431 

1.884 

1.211 

0.207 

0.129 

0.336 

1.612 

1.512 

0.375 

0.115 

0.490 

0.168 

-0.014 

0.082 

Total 

6.954 

3.924 

2.344 

0.427 

0.259 

0.686 

3.807 

2.729 

0.567 

0.189 

0.756 

0.140 

-0.070 

0.121 

2005-06 

Filling 

3.901 

2.152 

1.334 

0.261 

0.154 

0.415 

2.670 

1.498 

0.278 

0.104 

0.382 

0.017 

-0.050 

0.072 

Depletion 

5.655 

2.826 

2.214 

0.376 

0.239 

0.615 

3.348 

2.640 

0.490 

0.206 

0.696 

0.114 

-0.033 

0.089 

Total 

9.556 

4.978 

3.548 

0.637 

0.393 

1.030 

6.018 

4.138 

0.768 

0.310 

1.078 

0.131 

-0.083 

0.161 

2006-07 

Filling 

5.543 

3.300 

1.795 

0.282 

0.166 

0.448 

3.548 

1.864 

0.300 

0.119 

0.419 

0.018 

-0.047 

0.047 

Depletion 

5.917 

3.218 

2.090 

0.383 

0.226 

0.609 

2.776 

2.585 

0.610 

0.233 

0.843 

0.227 

0.007 

0.083 

Total 

11.460 

6.518 

3.885 

0.665 

0.392 

1.057 

6.324 

4.449 

0.910 

0.352 

1.262 

0.245 

-0.040 

0.130 

2007-08 

Filling 

4.637 

2.697 

1.479 

0.290 

0.171 

0.461 

2.825 

1.534 

0.311 

0.124 

0.435 

0.021 

-0.047 

0.048 

Depletion 

5.385 

2.930 

1.903 

0.347 

0.205 

0.552 

2.800 

2.253 

0.442 

0.187 

0.629 

0.095 

-0.018 

0.008 

Total 

10.022 

5.627 

3.382 

0.637 

0.376 

1.013 

5.625 

3.787 

0.753 

0.311 

1.064 

0.116 

-0.065 

0.056 

2008-09 

Filling 

4.163 

2.309 

1.413 

0.277 

0.164 

0.441 

2.730 

1.553 

0.285 

0.148 

0.433 

0.008 

-0.016 

0.018 

Depletion 

5.348 

2.693 

2.051 

0.380 

0.224 

0.604 

3.051 

2.371 

0.564 

0.282 

0.846 

0.184 

0.058 

0.089 
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Year& 

period 

Sharable 

Supplies 

Share of Partner States 

Deliveries / Utilization 

Excess / Shortage to 
Rajasthan 

Supplies in 
RF-SF Link 

Punjab 

Haryana 

Rajasthan 

Punjab 

Haryana 

Rajasthan 

Via Punjab 

Via Haryana 

Total 

Via Punjab 

Via Haryana 

Total 

Via Punjab 

Via Haryana 

1 

2 

3 

4 

5(a) 

5(b) 

5(c) 

6 

7 

8(a) 

8(b) 

8(c) 

9(a) 

9(b) 

10 

Total 

9.511 

5.002 

3.464 

0.657 

0.388 

1.045 

5.781 

3.924 

0.849 

0.430 

1.279 

0.192 

0.042 

0.107 

2009-10 

Riling 

4.835 

2.754 

1.594 

0.306 

0.180 

0.486 

2.987 

1.686 

0.307 

0.126 

0.433 

0.001 

-0.054 

0.018 

Depletion 

5.182 

2.906 

1.764 

0.322 

0.190 

0.512 

2.720 

2.046 

0.356 

0.153 

0.509 

0.034 

-0.037 

0.032 

Total 

10.017 

5.660 

3.358 

0.628 

0.370 

0.998 

5.707 

3.732 

0.663 

0.279 

0.942 

0.035 

-0.091 

0.050 
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Table 7.7-4: Utilization Statement of Yamuna Water in Bharatpur District (all values in cuseddays, unless specified) 


Year and 
Month 

Water 
availability 
at Okhala 

Rajasthan 

Share 

Rajasthan 
Share as 
per UYRB, 

% 

Water Release by UP 

Water Received in Rajasthan 

Water availability 
in respect of 
Rajasthan release 
from Okhala, 

% 

Water 

availability in 
respect of 
release by UP, 

% 

Water 

availability in 
respect of UP 
release in 
Gurgaon Canal, 

% 

Water 

availability in 
respect of UP 
release in 
Bharatpur 
Feeder, % 

Bharatpur 

Feeder 

Gurgaon 
Main Canal 

Total 

Bharatpur 

Feeder 

Gurgaon 
Main Canal 

Total 

i 

2 

3 

4 

5 

6 

7 

8 

9 

10 

ii 

12 

13 

14 

2005 

Jan 

11,712 

2,495 

21.30 

0 

2,650 

2,650 

578 

580 

1,158 

46.41 

43.70 

21.89 


Feb 

14,640 

3,145 

21.48 

2,080 

1,900 

3,980 

909 

1,101 

2,010 

63.91 

50.50 

57.95 

43.70 

Mar 

13,086 

2,879 

22.00 

874 

2,575 

3,449 

1,204 

1,694 

2,898 

100.66 

84.02 

65.79 

137.76 

Apr 

9,828 

2,161 

21.99 

640 

4,350 

4,990 

63 

3,223 

3,286 

152.06 

65.85 

74.09 

9.84 

May 

8,563 

1,887 

22.04 

1,664 

1,950 

3,614 

1,288 

1,057 

2,345 

124.27 

64.89 

54.21 

77.40 

Jun 

8,240 

1,813 

22.00 

908 

1,420 

2,328 

820 

375 

1,195 

65.91 

51.33 

26.41 

90.31 

Jul 

43,527 

6,528 

15.00 

3,678 

105 

3,783 

698 

424 

1,122 

17.19 

29.66 

403.81 

18.98 

Aug 

51,633 

7,740 

14.99 

1,363 

2,900 

4,263 

686 

1,093 

1,779 

22.98 

41.73 

37.69 

50.33 

Sep 

35,388 

5,308 

15.00 

896 

3,750 

4,646 

1,341 

1,116 

2,457 

46.29 

52.88 

29.76 

149.67 

Oct 

28,963 

4,345 

15.00 

0 

450 

450 

0 

370 

370 

8.52 

82.22 

82.22 


Nov 

13,484 

2,832 

21.00 

1,158 

300 

1,458 

2,150 

193 

2,343 

82.73 

160.70 

64.33 

185.66 

Dec 

9,179 

1,930 

21.03 

1,352 

1,250 

2,602 

772 

396 

1,168 

60.52 

44.89 

31.68 

57.10 

Total 

248,243 

43,063 

17.35 

14,613 

23,600 

38,213 

10,509 

11,622 

22,131 

51.39 

57.91 

49.25 

71.92 

2006 

Jan 

9,937 

2,086 

20.99 

1,863 

350 

2,213 

191 

0 

191 

9.16 

8.63 

0.00 

10.25 

Feb 

8,751 

1,836 

20.98 

1,045 

0 

1,045 

786 

0 

786 

42.81 

75.22 


75.22 

Mar 

7,204 

1,613 

22.39 

2,461 

1,800 

4,261 

948 

255 

1,203 

74.58 

28.23 

14.17 

38.52 

Apr 

5,789 

1,272 

21.97 

0 

1,650 

1,650 

0 

1,450 

1,450 

113.99 

87.88 

87.88 


May 

13,186 

2,056 

15.59 

1,040 

1,550 

2,590 

300 

470 

770 

37.45 

29.73 

30.32 

28.85 

Jun 

16,396 

6,000 

36.59 

2,661 

1,500 

4,161 

1,240 

491 

1,731 

28.85 

41.60 

32.73 

46.60 

Jul 

34,191 

6,200 

18.13 

2,331 

2,550 

4,881 

1,016 

212 

1,228 

19.81 

25.16 

8.31 

43.59 

Aug 

77,479 

6,200 

8.00 

NR 

4,650 

4,650 

2,154 

738 

2,892 

46.65 

62.19 

15.87 


Sep 

23,980 

6,000 

25.02 

2,788 

2,300 

5,088 

1,584 

445 

2,029 

33.82 

39.88 

19.35 

56.81 

Oct 

20,771 

3,122 

15.03 

0 

4,350 

4,350 

60 

1,163 

1,223 

39.17 

28.11 

26.74 
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Year and 
Month 

Water 
availability 
at Okhala 

Rajasthan 

Share 

Rajasthan 
Share as 
per UYRB, 

% 

Water Release by UP 

Water Received in Rajasthan 

Water availability 
in respect of 
Rajasthan release 
from Okhala, 

% 

Water 

availability in 
respect of 
release by UP, 

% 

Water 

availability in 
respect of UP 
release in 
Gurgaon Canal, 

% 

Water 

availability in 
respect of UP 
release in 
Bharatpur 
Feeder, % 

Bharatpur 

Feeder 

Gurgaon 
Main Canal 

Total 

Bharatpur 

Feeder 

Gurgaon 
Main Canal 

Total 

i 

2 

3 

4 

5 

6 

7 

8 

9 

10 

ii 

12 

13 

14 

Nov 

8,399 

1,762 

20.98 

1,840 

1,025 

2,865 

1,100 

18 

1,118 

63.45 

39.02 

1.76 

59.78 

Dec 

9,221 

1,934 

20.97 

751 

1,750 

2,501 

790 

214 

1,004 

51.91 

40.14 

12.23 

105.19 

Total 

235,304 

40,081 

17.03 

16,780 

23,475 

40,255 

10,169 

5,456 

15,625 

38.98 

38.82 

23.24 

60.60 

2007 

Jan 

4,491 

1,032 

22.98 

650 

403 

1,053 

0 

0 

0 

0.00 

0.00 

0.00 

0.00 

Feb 

6,844 

1,395 

20.38 

1,800 

2,577 

4,377 

906 

1,287 

2,193 

157.20 

50.10 

49.94 

50.33 

Mar 

5,749 

1,283 

22.32 

4,300 

312 

4,612 

1,279 

253 

1,532 

119.41 

33.22 

81.09 

29.74 

Apr 

14,530 

3,197 

22.00 

4,500 

1,927 

6,427 

2,132 

741 

2,873 

89.87 

44.70 

38.45 

47.38 

May 

17,830 

3,827 

21.46 

2,400 

856 

3,256 

982 

255 

1,237 

32.32 

37.99 

29.79 

40.92 

Jun 

25,709 

5,657 

22.00 

1,500 

1,003 

2,503 

0 

1,159 

1,159 

20.49 

46.30 

115.55 

0.00 

Jul 

39,077 

5,862 

15.00 

3,350 

4,984 

8,334 

98 

1,521 

1,619 

27.62 

19.43 

30.52 

2.93 

Aug 

80,028 

9,005 

11.25 

4,050 

7,283 

11,333 

301 

2,271 

2,572 

28.56 

22.69 

31.18 

7.43 

Sep 

35,181 

5,279 

15.01 

2,900 

2,221 

5,121 

565 

1,379 

1,944 

36.83 

37.96 

62.09 

19.48 

Oct 

2,427 

400 

16.48 

4,350 

NR 

4,350 

2,120 

290 

2,410 

602.50 

55.40 


48.74 

Nov 

18,938 

3,554 

18.77 

2,700 

310 

3,010 

813 

156 

969 

27.27 

32.19 

50.32 

30.11 

Dec 

20,109 

4,224 

21.01 

300 

4,937 

5,237 

76 

2,646 

2,722 

64.44 

51.98 

53.60 

25.33 

Total 

270,913 

44,715 

16.51 

32,800 

26,813 

59,613 

9,272 

11,958 

21,230 

47.48 

35.61 

44.60 

28.27 

2008 

Jan 

17,849 

3,711 

20.79 

2,691 

2,250 

4,941 

882 

19 

901 

24.28 

18.24 

0.84 

32.78 

Feb 

15,398 

3,233 

21.00 

1,742 

1,950 

3,692 

599 

6 

605 

18.71 

16.39 

0.31 

34.39 

Mar 

8,427 

1,851 

21.97 

2,969 

1,050 

4,019 

2,646 

0 

2,646 

142.95 

65.84 

0.00 

89.12 

Apr 

15,986 

3,516 

21.99 

1,001 

5,450 

6,451 

481 

1,979 

2,460 

69.97 

38.13 

36.31 

48.05 

May 

16,267 

3,579 

22.00 

873 

2,150 

3,023 

1,302 

906 

2,208 

61.69 

73.04 

42.14 

149.14 

Jun 

36,952 

8,127 

21.99 

3,244 

2,400 

5,644 

1,331 

1,380 

2,711 

33.36 

48.03 

57.50 

41.03 

Jul 

60,680 

9,102 

15.00 

5,261 

4,650 

9,911 

1,846 

1,871 

3,717 

40.84 

37.50 

40.24 

35.09 

Aug 

69,707 

10,458 

15.00 

5,873 

4,600 

10,473 

3,161 

2,191 

5,352 

51.18 

51.10 

47.63 

53.82 

Sep 

41,737 

6,262 

15.00 

4,428 

1,800 

6,228 

2,293 

564 

2,857 

45.62 

45.87 

31.33 

51.78 
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Year and 
Month 

Water 
availability 
at Okhala 

Rajasthan 

Share 

Rajasthan 
Share as 
per UYRB, 

% 

Water Release by UP 

Water Received in Rajasthan 

Water availability 
in respect of 
Rajasthan release 
from Okhala, 

% 

Water 

availability in 
respect of 
release by UP, 

% 

Water 

availability in 
respect of UP 
release in 
Gurgaon Canal, 

% 

Water 

availability in 
respect of UP 
release in 
Bharatpur 
Feeder, % 

Bharatpur 

Feeder 

Gurgaon 
Main Canal 

Total 

Bharatpur 

Feeder 

Gurgaon 
Main Canal 

Total 

i 

2 

3 

4 

5 

6 

7 

8 

9 

10 

ii 

12 

13 

14 

Oct 

14,742 

2,210 

14.99 

0 

4,650 

4,650 

7 

1,827 

1,834 

82.99 

39.44 

39.29 


Nov 

45,173 

9,485 

21.00 

4,429 

2,400 

6,829 

2,961 

1,577 

4,538 

47.84 

66.45 

65.71 

66.85 

Dec 

28,957 

6,082 

21.00 

0 

1,500 

1,500 

2,858 

450 

3,308 

54.39 

220.53 

30.00 


Total 

371,875 

67,616 

18.18 

32,511 

34,850 

67,361 

20,367 

12,770 

33,137 

49.01 

49.19 

36.64 

62.65 

2009 

Jan 

23,505 

4,934 

20.99 

2,954 

4,000 

6,954 

2,173 

36 

2,209 

44.77 

31.77 

0.90 

73.56 

Feb 

16,814 

3,530 

20.99 

1,386 

1,900 

3,286 

381 

454 

835 

23.65 

25.41 

23.89 

27.49 

Mar 

14,472 

3,185 

22.01 

3,782 

1,300 

5,082 

1,092 

141 

1,233 

38.71 

24.26 

10.85 

28.87 

Apr 

17,062 

3,759 

22.03 

2,008 

2,200 

4,208 

402 

493 

895 

23.81 

21.27 

22.41 

20.02 

May 

14,149 

3,116 

22.02 

1,980 

2,100 

4,080 

1,007 

127 

1,134 

36.39 

27.79 

6.05 

50.86 

Jun 

14,599 

3,114 

21.33 

699 

2,500 

3,199 

814 

621 

1,435 

46.08 

44.86 

24.84 

116.45 

Jul 

19,025 

2,854 

15.00 

0 

2,050 

2,050 

0 

196 

196 

6.87 

9.56 

9.56 


Aug 

23,954 

3,596 

15.01 

0 

3,450 

3,450 

259 

0 

259 

7.20 

7.51 

0.00 


Sep 

64,516 

9,677 

15.00 

5,408 

3,400 

8,808 

2,656 

1,511 

4,167 

43.06 

47.31 

44.44 

49.11 

Oct 

18,143 

2,725 

15.02 

2,607 

4,650 

7,257 

778 

2,519 

3,297 

120.99 

45.43 

54.17 

29.84 

Nov 

5,315 

1,114 

20.96 

3,084 

166 

3,250 

1,079 

576 

1,655 

148.56 

50.92 

346.99 

34.99 

Dec 

15,133 

3,177 

20.99 

1,703 

900 

2,603 

867 

148 

1,015 

31.95 

38.99 

16.44 

50.91 

Total 

246,687 

44,781 

18.15 

25,611 

28,616 

54,227 

11,508 

6,822 

18,330 

40.93 

33.80 

23.84 

44.93 

2010 

Jan 

12,989 

2,726 

20.99 

2,154 

900 

3,054 

1,937 

33 

1,970 

72.27 

64.51 

3.67 

89.93 

Feb 

13,057 

2,766 

21.18 

1,404 

1,650 

3,054 

802 

275 

1,077 

38.94 

35.27 

16.67 

57.12 

Mar 

12,749 

2,804 

21.99 

1,878 

2,600 

4,478 

1,101 

1,498 

2,599 

92.69 

58.04 

57.62 

58.63 

Apr 

8,442 

1,857 

22.00 

3,390 

1,500 

4,890 

2,319 

1,156 

3,475 

187.13 

71.06 

77.07 

68.41 

May 

9,065 

1,993 

21.99 

1,741 

2,000 

3,741 

955 

461 

1,416 

71.05 

37.85 

23.05 

54.85 

Jun 

11,511 

2,533 

22.01 

633 

2,000 

2,633 

195 

823 

1,018 

40.19 

38.66 

41.15 

30.81 

Jul 

40,162 

6,024 

15.00 

2,459 

3,650 

6,109 

667 

581 

1,248 

20.72 

20.43 

15.92 

27.12 

Aug 

66,850 

10,029 

15.00 

4,929 

3,350 

8,279 

1,772 

1,455 

3,227 

32.18 

38.98 

43.43 

35.95 
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Year and 
Month 

Water 
availability 
at Okhala 

Rajasthan 

Share 

Rajasthan 
Share as 
per UYRB, 

% 

Water Release by UP 

Water Received in Rajasthan 

Water availability 
in respect of 
Rajasthan release 
from Okhala, 

% 

Water 

availability in 
respect of 
release by UP, 

% 

Water 

availability in 
respect of UP 
release in 
Gurgaon Canal, 

% 

Water 

availability in 
respect of UP 
release in 
Bharatpur 
Feeder, % 

Bharatpur 

Feeder 

Gurgaon 
Main Canal 

Total 

Bharatpur 

Feeder 

Gurgaon 
Main Canal 

Total 

i 

2 

3 

4 

5 

6 

7 

8 

9 

10 

ii 

12 

13 

14 

Sep 

20,764 

3,119 

15.02 

862 

1,450 

2,312 

452 

848 

1,300 

41.68 

56.23 

58.48 

52.44 

Oct 

7,360 

1,112 

15.11 

0 

0 

0 

268 

460 

728 

65.47 




Nov 

10,975 

2,306 

21.01 

2,321 

0 

2,321 

1,381 

378 

1,759 

76.28 

75.79 


59.50 

Dec 

24,366 

5,117 

21.00 

493 

700 

1,193 

132 

0 

132 

2.58 

11.06 

0.00 

26.77 

Total 

238,290 

42,386 

17.79 

22,264 

19,800 

42,064 

11,981 

7,968 

19,949 

47.07 

47.43 

40.24 

53.81 

2011 

Jan 

26,293 

5,311 

20.20 

1,102 

2,550 

3,652 

849 

0 

849 

15.99 

23.25 

0.00 

77.04 

Total 

26,293 

5,311 

20.20 

1,102 

2,550 

3,652 

849 

0 

849 

15.99 

23.25 

0.00 

77.04 
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Table 7.7-5: Chambal Water Release to MP and Rajasthan for the last 14 years (1994/95 to 2009/10) 


S. No. 

Year 

GS Dam 
disch. in 
cusec days 

RPS Dam 
disch. in 
cusec days 

JS Dam 
disch. in 
cusec days 

RMC 
disch. in 
cusec days 

LMC 
disch. in 
cusec days 

Total in 
cusec days 

Water 
delivered to 
M.P. in 
cusec days 

Water A/c. 
ofM.P.in 

cusecs 

days 

Water A/c. 
ofM.P.in 
M.A.F. 

Water A/c. 
of Raj. in 
cusecs 
days 

Water 
account of 
Raj. In 
M.A.F. 

1 

1994-95 

1110559 

1517152 

1562980 

1019554 

225101 

1244655 

571277 

671000 

1.33086 

573655 

1.13778 

2 

1995-96 

1092404 

1452378 

1484144 

948984 

230350 

1179334 

524551 

674884 

1.33086 

504450 

1.00052 

3 

1996-97 

1326527 

1489836 

1486019 

1025500 

229536 

1255036 

547885 

704195 

1.3967 

550841 

1.09253 

4 

1997-98 

1148256 

1251398 

1280884 

859771 

191020 

1050791 

422616 

567816 

1.1262 

482975 

0.95793 

5 

1998-99 

2069801 

1293957 

1316697 

953927 

231535 

1185462 

416915 

582209 

1.15475 

603253 

1.19649 

6 

1999-2000 

1178020 

1077650 

976933 

752389 

185574 

937963 

262625 

388465 

0.77048 

549498 

1.08987 

7 

2000-01 

284202 

502326 

549246 

410090 

68675 

478765 

191776 

290693 

0.55672 

198072 

0.39285 

8 

2001-02 

368910 

810855 

821491 

618332 

126007 

744339 

306150 

453917 

0.90029 

294502 

0.58411 

9 

2003-04 

667842 

744563 

778203 

527053 

133748 

660801 

253885 

436632 

0.86601 

224169 

0.4461 

10 

2004-05 

1465184 

1239361 

1294482 

911384 

203308 

1114692 

455879 

662166 

1.31334 

452526 

0.89754 

11 

2005-06 

565056 

894807 

965030 

667024 

142626 

809650 

306720 

500320 

0.99233 

309340 

0.61354 

12 

2006-07 

2776050 

2756188 

2892831 

1484925 

232678 

1717603 

1254440 

565008 

1.1206 

638822 

1.2670 

13 

2007-08 

2046719 

2107016 

2048263 

1041530 

271979 

1313509 

480110 

600128 

1.1903 

713381 

1.4149 

14 

2008-09 

693037 

1228244 

1359550 

753942 

200501 

954443 

352060 

435724 

0.8642 

517894 

1.0272 

15 

2009-10 

338280 

476335 

522818 

329722 

95471 

425193 

140419 

159248 

0.3159 

263745 

0.5231 


Main Report-IN-24740-R13-073 


Surface and Ground Water Availability 
98 


July, 2014 






STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table 7.7-6: Water Received through Narmada Canal as of March 2008 


Month/ 

Year 

Indent of 
Water, 
cusecdays 

Water received 

cusecdays 

Mm 3 

Mar-08 

500 

172 

0.42 

Apr-08 

3000 

577 

1.41 

May-08 

3100 

1293 

3.16 

Jun-08 

3000 

1115 

2.73 

Jul-08 

3100 

785 

1.92 

Aug-08 

3100 

1233 

3.02 

Sep-08 

3000 

1096 

2.68 

Oct-08 

3100 

1281 

3.13 

Nov-08 

6700 

1574 

3.85 

Dec-08 

8100 

3149 

7.70 

Jan-09 

4650 

2679 

6.55 

Feb-09 

4200 

610 

1.49 

Mar-09 

4650 

2005 

4.90 

Apr-09 

5200 

1590 

3.89 

May-09 

6200 

1012 

2.48 

Jun-09 

4000 

4020 

9.83 

Jul-09 

3120 

2370 

5.80 

Aug-09 

2380 

1250 

3.06 

Sep-09 

6650 

6605 

16.16 

Oct-09 

6650 

4659 

11.40 

Nov-09 

7500 

2424 

5.93 

Dec-09 

7750 

5071 

12.40 

Jan-10 

7500 

7855 

19.21 

Feb-10 

5850 

6485 

15.86 

Mar-10 

3000 

2555 

6.25 

Apr-10 

0 

0 

0.00 

May-10 

4750 

3415 

8.35 

Jun-10 

4100 

3913 

9.57 

Jul-10 

2560 

3129 

7.65 

Aug-10 

830 

968 

2.37 

Sep-10 

450 

477 

1.17 

Oct-10 

1965 

1155 

2.83 

Nov-10 

2600 

2590 

6.34 

Dec-10 

13900 

9135 

22.34 

Jan-11 

11400 

10355 

25.33 

Feb-11 

10950 

10536 

25.77 

Mar-11 

8900 

8845 

21.63 

Apr-11 

3650 

4147 

10.14 

May-11 

7300 

4345 

10.63 

Jun-11 

7500 

3780 

9.25 

Jul-11 

4750 

5325 

13.02 
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Month/ 

Year 

Indent of 
Water, 
cusecdays 

Water received 

cusecdays 

Mm 3 

Aug-11 

3300 

4899 

11.98 

Sep-11 

1150 

3573 

8.74 

Oct-11 

0 

1660 

4.06 

Nov-11 

11300 

9483 

23.20 

Dec-11 

19825 

18338 

44.85 

Jan-12 

17700 

14033 

34.32 

Feb-12 

13050 

12288 

30.06 

Mar-12 

6350 

8909 

21.79 

Apr-12 

3000 

5759 

14.09 

May-12 

3100 

4992 

12.21 

Jun-12 

3000 

3661 

8.95 


7.7.2 Imported Water during 2009-10 

Table 7.7-7 summarises the import of water to Rajasthan from other States 
during year 2009-10. 


Table 7.7-7: Water Received from other States during 2009-10 


State 

Period 

Quantity, 

Mm 3 /yr 

Punjab 



Ravi - Beas waters 

2009-10 

5,133.0 

Sutlej waters 

2009-10 

1,163.0 

Haryana (Yamuna waters) 

Jan 2010 to Dec 2010 

19.5 

Uttar Pradesh (Yamuna waters) 

Jan 2010 to Dec 2010 

29.3 

Madhya Pradesh (Chambal 
waters) 

2009-10 

390.0 

Madhya Pradesh (Mahi waters) 

2009-10 

803.6 

Gujarat (Narmada canal) 

Jan 2010 to Dec. 2010 

101.9 

Total 

7640.3 
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8. Groundwater 

8.1 Overview 

Groundwater is a major contributor to the water needs of the State. More than 
80% of drinking water and almost all industrial water needs, and more than 60% 
of the State’s irrigation water requirements are met from groundwater. The stage 
of groundwater development is commensurate with the rise of the population 
and its living standard, industrial growth and agricultural production. 

Rajasthan receives more than 1,600 mm rainfall per year in the south (1,638 mm 
at Mount Abu) to less than 100 mm in the western part of the State (Jaisalmer 
and Banner districts). Although the eastern part of the state receives appreciable 
rainfall ranging 600 mm to 1,000 mm, the occurrence of groundwater is greatly 
influenced by topography, geology and hydrogeology. 

The western part of the State, comprising the Outside Basin (an undefined basin) 
receives very low rainfall in the range of 400 mm (in the western flanks of the 
Aravalli Ranges) to less than 100 mm in the Thar Desert. The area of the 
Outside Basin is covered with recent sand dunes, underlain by paleo-channels 
and Tertiary and Proteriozoic formations. The shallow unconsolidated 
formations are of very high permeability. Seasonal river flows, when available, 
recharge the groundwater of this area. This also applies to canal irrigation. The 
impact on active groundwater recharge by the availability and application of 
surface water makes the assessment and management of groundwater resources 
more complex, particularly with respect to the western part of Rajasthan (the 
Outside Basin). 

The hydrogeology and occurrence of groundwater greatly varies from one river- 
basin to another and within the basins, owing to a great variation in topography, 
drainage, rainfall and geological setup. 

An endeavour has been made to adjust and present the additional data collected 
after the completion of the earlier report (Water Resources Planning for the State 
of Rajasthan, 1994-98). Certain parameters, like geology, physiography and 
drainage, are not likely to have changed over such a short period, and therefore 
the geological, physiographic and drainage descriptions may not be significantly 
different from the 1994-98 report. Thus, the present report refers to the changed 
scenario of the hydrogeology, ground conditions and water quality, and 
considers the efforts undertaken to augment the groundwater resources through 
artificial recharge. 

The characteristic hydrogeological component parameters of the units in the 
State basins are given in Table 8.1-1. 
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Table 8.1-1: Aquifers of Rajasthan Characteristic Parameters 


Basin 

Sub-basin 

Aquifer Unit 

Depth Drilled 
(m) 

Static Water Level 
(m bgl) 

Discharge 

(Ips) 

Drawdown 

(m) 

Specific Capacity 
(Ips/m) 

Transmissivity 

(m 2 /day) 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Shekhawati 

Dohan 

Older Alluvium 

27.74 

166.40 

90.76 

1.00 

58.30 

29.11 

0.06 

56.70 

6.31 

3.20 

137.71 

15.32 

0.01 

3.71 

0.96 

2.93 

4109.00 

715.50 

Quartzite 

50.00 

134.26 

70.84 

10.00 

39.00 

27.34 

0.38 

1.51 

0.79 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Slate 

60.00 

62.00 

61.00 

13.00 

13.00 

13.00 


1.89 

1.89 

12.00 

12.00 

12.00 

0.16 

0.16 

0.16 

- 

- 

- 

Younger Alluvium 

30.00 

131.00 

66.33 

7.00 

18.00 

11.00 

2.80 

4.20 

3.50 

4.00 

4.50 

4.25 

0.62 

1.05 

0.84 

- 

- 

- 

Kantli 

Older Alluvium 

15.05 

150.00 

67.18 

0.50 

58.00 

20.86 

0.56 

45.42 

9.96 

0.16 

9.21 

5.15 

0.19 

7.81 

2.34 

86.00 

1915.00 

562.14 

Quartzite 

12.00 

160.20 

76.83 

1.92 

48.00 

20.08 

0.13 

45.72 

10.12 

6.50 

37.61 

19.16 

0.07 

1.54 

0.53 

6.72 

7766.00 

2153.19 

Younger Alluvium 

61.34 

106.00 

79.20 

18.00 

45.35 

27.12 

5.00 

12.00 

7.53 

3.60 

3.60 

3.60 

1.39 

1.39 

1.39 

- 

- 

- 

Mendha 

Gneisses 

45.00 

50.00 

47.50 

10.00 

14.00 

12.00 

0.13 

0.25 

0.19 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Gneisses(B.G.C.) 

50.00 

50.00 

50.00 

13.00 

13.00 

13.00 

0.13 

0.13 

0.13 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Older Alluvium 

24.00 

207.00 

77.75 

2.90 

80.00 

28.03 

0.04 

312.88 

8.78 

1.41 

35.58 

9.22 

0.05 

9.46 

1.28 

5.97 

592.00 

208.45 

Phyllite & Schist 

31.00 

105.00 

57.91 

3.43 

64.00 

17.72 

0.06 

7.83 

1.48 

10.98 

10.98 

10.98 

0.71 

0.71 

0.71 

- 

- 

- 

Quartzite 

35.00 

62.00 

45.53 

18.94 

42.00 

29.65 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Younger Alluvium 

45.00 

122.98 

78.77 

2.45 

51.30 

23.65 

1.13 

20.00 

7.91 

0.84 

20.40 

8.42 

0.15 

16.37 

2.06 

111.00 

839.00 

329.14 

Ruparail 

Ruparail 

Limestone 

70.00 

101.00 

80.67 

12.00 

25.00 

18.33 

0.13 

1.89 

0.76 

5.00 

5.00 

5.00 

0.38 

0.38 

0.38 

- 

- 

- 

Older Alluvium 

12.80 

199.90 

79.02 

1.92 

49.12 

13.26 

0.01 

50.00 

5.31 

1.45 

40.80 

11.28 

0.01 


0.95 

12.00 

186.00 

75.85 

Quartzite 

50.00 

202.70 

105.31 

7.62 

45.12 

21.23 

1.26 

25.20 

8.94 

22.59 

35.93 

30.63 

0.07 

0.24 

0.13 

- 

- 

- 

Banganga 

Banganga 

Gneisses(B.G.C.) 

33.00 

125.40 

60.29 

7.60 

42.70 

24.43 

1.67 

5.00 

3.33 

- 

- 

- 

- 

- 

- 

80.00 

80.00 

80.00 

Limestone 

70.00 

159.55 

112.56 

12.00 

16.30 

14.58 

0.17 

2.52 

1.04 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Older Alluvium 

24.50 

210.64 

92.80 

0.47 

59.00 

11.12 

0.05 

42.15 

6.61 

0.36 

100.00 

13.63 

0.01 

11.34 

1.29 

6.00 

787.00 

164.17 

Phyllite & Schist 

20.28 

125.50 

83.66 

4.72 

35.89 

12.70 

1.26 

20.00 

6.48 

0.79 

29.46 

16.75 

0.21 

4.64 

1.52 

7.30 

7.30 

7.30 

Quartzite 

19.60 

202.82 

102.16 

3.70 

60.00 

17.63 

0.08 

15.12 

3.02 

1.96 

61.56 

25.12 

0.07 

2.48 

0.59 

7.00 

576.00 

199.25 

Younger Alluvium 

24.00 

203.70 

71.25 

0.95 

39.07 

14.68 

0.35 

16.98 

4.56 

1.97 

26.87 

10.23 

0.01 

2.33 

0.63 

2.00 

1688.00 

259.20 

Gambhir 

Gambhir 

Bhander Sandstone 

47.10 

201.00 

110.81 

3.05 

35.00 

14.94 

0.13 

15.12 

3.45 

7.20 

10.00 

8.40 

0.13 

0.18 

0.15 

- 

- 

- 

Older Alluvium 

19.78 

184.60 

75.27 

2.50 

84.70 

15.57 

0.05 

23.60 

4.43 

2.00 

30.00 

12.12 

0.01 

2.74 

0.75 

14.00 

327.00 

154.02 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Basin 

Sub-basin 

Aquifer Unit 

Depth Drilled 
(m) 




Min 

Max 

Avg 

Gambhir 

Gambhir 

Quartzite 

60.00 

200.00 

120.24 

Parbati 

Parbati 

Bhander Sandstone 

44.00 

154.00 

98.23 

Older Alluvium 

28.14 

154.00 

62.16 



Older Alluvium 

21.68 

204.00 

88.20 

Sabi 

Sabi 

Quartzite 

25.00 

175.00 

86.04 

Slate 

75.00 

75.00 

75.00 



Younger Alluvium 

29.20 

159.14 

71.23 



Gneisses(B.G.C.) 

30.00 

202.90 

105.07 



Limestone 

60.00 

159.60 

94.29 


Banas 

Older Alluvium 

18.50 

202.10 

104.67 


Phyllite & Schist 

8.00 

203.00 

84.13 



Quartzite 

19.60 

19.60 

19.60 



Shale 

95.00 

160.05 

133.02 



Bhander Sandstone 

40.00 

40.00 

40.00 



Gneisses(B.G.C.) 

27.50 

200.80 

96.33 

Banas 

Berach 

Limestone 

45.00 

192.00 

101.58 


Phyllite & Schist 

40.00 

254.00 

98.97 



Shale 

40.00 

196.00 

102.27 


Dain 

Gneisses(B.G.C.) 

13.64 

123.00 

54.83 


Phyllite & Schist 

60.00 

162.00 

111.00 


Gudia 

Older Alluvium 

50.00 

201.00 

119.35 


Phyllite & Schist 

34.43 

159.60 

86.17 


Kalisil 

Bhander Sandstone 

60.00 

201.00 

112.00 


Older Alluvium 

208.00 

208.00 

208.00 


Khari 

Gneisses(B.G.C.) 

13.00 

202.90 

71.19 


Static Water Level 
(m bgl) 


Discharge 

(Ips) 


Max Avg 


Drawdown 

(m) 


Max Avg 


Specific Capacity 
(Ips/m) 


Transmissivity 

(m 2 /day) 


Min Max Avg 


1.17 10.08 6.52 


0.25 5.04 



0.13 10.08 4.07 9.97 9.97 9.97 


0.13 700.00 11.06 3.00 33.50 11.42 


0.83 14.18 4.61 1.50 10.43 5.92 


35.66 662.40 159.38 


660.00 660.00 660.00 


0.13 0.13 


0.30 23.45 5.77 1.6 


0.06 12.60 2.44 


0.63 3.15 1.70 5.0 



24.20 

8.87 

0.03 

8.17 

1.72 

86.00 

32.98 

0.02 

1.15 

0.30 

5.00 

5.00 

0.63 

0.63 

0.63 

82.35 

20.53 

0.01 

1.17 

0.45 

60.44 

18.67 

0.02 

8.77 

1.92 


0.76 3144.00 595.26 



158.21 158.21 158.21 


31.00 2510.00 1294.79 




2.07 1.52 


5.97 


2.56 11.12 


2.07 6.17 


1.07 


0.45 45.00 


2.03 54.20 


2.49 11.00 


1.26 7.00 


3.50 20.00 


2.26 0.70 


68.00 

36.94 

0.01 

1.75 

0.22 

23.91 

13.94 

0.15 

3.82 

1.99 

53.00 

35.08 

0.01 

0.67 

0.21 

43.70 

22.80 

0.18 

0.89 

0.54 


50.00 50.00 50.00 


10.29 10.29 10.29 



45.00 45.00 


54.27 54.24 


15.22 13.11 


7.00 7.00 


20.00 20.00 


67.85 28.24 


38.00 38.00 38.00 


29.00 29.00 29.00 



499.00 3108.00 1913.20 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 



Basin 

Sub-basin 

Aquifer Unit 

Depth Drilled 
(m) 

Static Water Level 
(m bgl) 

Discharge 

(Ips) 

Drawdown 

(m) 

Specific Capacity 
(Ips/m) 

Transmissivity 

(m 2 /day) 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Banas 

Khari 

Older Alluvium 

16.50 

200.00 

108.31 

2.28 

22.90 

8.86 

0.06 

31.20 

8.14 

1.21 

6.10 

3.18 

0.86 

15.73 

10.17 

1585.00 

2507.00 

2046.00 

Phyllite & Schist 

36.00 

200.00 

100.74 

2.30 

39.30 

18.12 

0.03 

2.50 

0.77 

36.60 

61.38 

48.99 

0.02 

0.04 

0.03 

- 

- 

- 

Kothari 

Gneisses 

50.00 

129.70 

89.85 

6.47 

23.00 

14.74 

0.13 

3.00 

1.56 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Gneisses(B.G.C.) 

40.00 

199.80 

97.87 

1.50 

45.00 

14.31 

0.03 

16.67 

2.49 

20.00 

98.00 

48.88 

0.04 

0.17 

0.11 

8.08 

8.08 

8.08 

Phyllite & Schist 

40.00 

178.50 

96.60 

1.00 

31.90 

10.70 

0.07 

8.07 

2.35 

19.12 

26.55 

22.84 

0.17 

0.30 

0.24 

15.61 

15.61 

15.61 

Mashi 

Gneisses(B.G.C.) 

40.00 

162.00 

89.80 

3.00 

30.15 

16.23 

0.13 

12.60 

2.14 

8.60 

35.00 

16.02 

0.05 

0.58 

0.18 

2.18 

2.18 

2.18 

Older Alluvium 

29.70 

165.19 

72.04 

3.25 

43.00 

17.40 

0.10 

25.00 

4.40 

3.28 

30.60 

12.18 

0.04 

2.79 

0.74 

0.68 

112.00 

56.34 

Phyllite & Schist 

50.00 

161.00 

97.17 

6.20 

16.50 

11.39 

0.19 

5.00 

2.14 

17.95 

29.66 

23.81 

0.08 

0.08 

0.08 

8.55 

8.55 

8.55 

Younger Alluvium 

19.90 

120.73 

77.08 

9.80 

54.00 

30.83 

0.76 

14.50 

5.49 

0.90 

12.20 

6.55 

0.08 

15.22 

2.26 

45.00 

849.00 

447.00 

Morel 

Limestone 

75.00 

175.00 

113.12 

13.00 

36.50 

26.20 

0.42 

50.00 

11.78 

3.57 

3.57 

3.57 

3.53 

3.53 

3.53 

- 

- 

- 

Older Alluvium 

21.78 

225.00 

65.39 

1.00 

91.40 

15.76 

0.25 

16.92 

4.49 

0.32 

28.00 

9.60 

0.02 

17.19 

1.92 

3.18 

627.00 

139.46 

Phyllite & Schist 

38.00 

170.47 

114.87 

3.00 

16.67 

7.29 

0.34 

12.60 

4.48 

7.40 

31.95 

16.45 

0.03 

1.70 

0.63 

26.20 

26.20 

26.20 

Quartzite 

18.37 

86.00 

53.07 

12.50 

24.85 

17.96 

2.52 

7.00 

4.64 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Younger Alluvium 

28.20 

163.00 

84.25 

0.91 

55.66 

18.40 

0.83 

31.32 

5.52 

1.14 

60.00 

17.37 

0.04 

7.97 

1.46 

1.00 

556.00 

207.60 

Sodra 

Gneisses(B.G.C.) 

40.00 

125.00 

64.13 

2.00 

46.55 

13.61 

0.63 

9.53 

2.93 

5.04 

5.04 

5.04 

1.89 

1.89 

1.89 

182.90 

182.90 

182.90 

Phyllite & Schist 

35.00 

178.00 

70.62 

3.00 

23.60 

11.91 

0.38 

3.78 

1.61 

- 

- 

- 

- 

- 

- 

29.00 

29.00 

29.00 

Chambal 

Chakan 

Limestone 

40.00 

107.00 

74.00 

1.07 

20.80 

11.62 

2.52 

12.60 

6.30 

35.43 

35.43 

35.43 

0.36 

0.36 

0.36 

- 

- 

- 

Older Alluvium 

146.00 

146.00 

146.00 

21.00 

21.00 

21.00 

3.78 

3.78 

3.78 

12.40 

12.40 

12.40 

0.30 

0.30 

0.30 

- 

- 

- 

Phyllite & Schist 

50.00 

75.00 

59.25 

2.75 

7.40 

5.56 

2.52 

8.19 

4.62 

- 

- 

- 

- 

- 

- 

69.00 

69.00 

69.00 

Shale 

40.00 

131.00 

64.00 

3.00 

13.50 

8.51 

0.13 

18.90 

8.54 

12.78 

12.78 

12.78 

1.48 

1.48 

1.48 

- 

- 

- 

Chambal 

Downstream 

Bhander Sandstone 

16.00 

108.00 

68.21 

2.00 

30.00 

12.66 

0.60 

21.00 

6.08 

8.00 

8.00 

8.00 

0.28 

0.28 

0.28 

- 

- 

- 

Limestone 

60.00 

101.00 

78.03 

7.00 

21.55 

15.52 

3.15 

25.20 

16.78 

5.66 

6.60 

6.13 

2.71 

3.68 

3.20 

- 

- 

- 

Older Alluvium 

24.00 

208.00 

99.10 

1.00 

41.00 

19.00 

0.63 

18.90 

6.51 

3.04 

32.71 

14.08 

0.08 

1.64 

0.84 

69.00 

69.00 

69.00 

Shale 

29.45 

152.80 

82.39 

3.00 

45.00 

18.32 

0.13 

25.20 

6.69 

- 

- 

- 

- 

- 

- 

- 

- 

- 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Basin Sub-basin 


Aquifer Unit 

Depth Drilled 
(m) 


Min 

Max 

Avg 

Bhander Sandstone 

49.00 

271.00 

119.64 

Deccan Traps 

35.00 

200.00 

81.61 

Shale 

30.00 

135.80 

106.81 

Bhander Sandstone 

33.00 

165.00 

77.98 

Deccan Traps 

12.00 

240.00 

95.58 

Limestone 

25.50 

261.00 

91.81 

Older Alluvium 

93.00 

93.00 

93.00 

Shale 

56.00 

154.00 

86.20 

Bhander Sandstone 

140.00 

200.00 

170.00 

Shale 

72.00 

321.00 

144.75 

Bhander Sandstone 

14.00 

315.00 

100.22 

Limestone 

40.00 

156.00 

79.00 

Older Alluvium 

29.80 

150.00 

56.82 

Phyllite & Schist 

40.00 

200.00 

81.00 

Shale 

40.00 

40.00 

40.00 

Bhander Sandstone 

36.00 

207.00 

87.58 

Deccan Traps 

42.00 

154.00 

91.71 

Limestone 

23.00 

174.20 

95.73 

Older Alluvium 

24.40 

150.00 

95.14 

Deccan Traps 

50.00 

150.00 

78.74 

Phyllite & Schist 

40.00 

150.00 

76.56 

Phyllite & Schist 

50.00 

135.60 

78.35 

Ultra Basics 

50.00 

138.60 

94.30 

Gneisses(B.G.C.) 

43.35 

113.95 

69.33 

Deccan Traps 

29.00 

215.00 

77.55 


Static Water Level 
(m bgl) 


Discharge 

(Ips) 


Max 

Avg 

20.37 

3.58 

7.56 

1.82 

15.00 

5.69 

18.90 

5.46 

12.60 

2.55 

8.40 

2.68 

12.60 

12.60 

6.00 

3.19 

18.90 

10.43 

3.64 

1.82 

20.38 

8.45 

10.22 

3.95 

18.20 


6.30 

2.15 

0.13 

0.13 

25.20 

6.38 

25.20 

7.72 

14.00 

7.26 

25.20 


1.67 

0.50 

3.78 

0.96 

4.60 

2.05 

0.80 

0.46 

6.66 

3.47 

22.68 

2.67 


Drawdown 

(m) 


Max Avg 


6.33 6.33 


4.08 4.08 


52.10 28.66 


Specific Capacity 
(Ips/m) 


Max Avg 


Transmissivity 

(m 2 /day) 


Chambal 

Upstream 



Jakham 


Mahi 




3.22 3.22 229.00 229.00 229.00 


0.54 0.54 444.00 444.00 444.00 


1.51 0.76 


6.00 

39.00 

22.50 

9.31 

249.00 

79.86 

3.40 

403.00 

142.35 


3.00 3.00 230.00 230.00 230.00 



15.37 7.55 


43.05 28.94 


13.16 4.06 13.72 62.39 45.33 


0.40 0.19 



24.03 12.66 


6.51 3.29 


3.36 

18.86 

9.05 

0.40 

2.79 

1.38 

78.00 

78.00 

78.00 

16.65 

16.65 

16.65 

0.10 

0.10 

0.10 

0.26 

3.00 

1.63 

0.17 

30.28 

16.90 

0.01 

0.70 

0.14 

0.01 

68.60 

18.86 

19.91 

39.60 

27.84 

0.02 

0.19 

0.13 

10.00 

10.00 

10.00 


12.90 12.90 


11.95 11.23 


26.67 15.31 


0.06 0.06 


0.56 0.50 


8.02 1.64 



256.00 65.67 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Basin 

Sub-basin 

Aquifer Unit 

Depth Drilled 
(m) 




Min 

Max 

Avg 


Mahi 

Gneisses(B.G.C.) 

34.00 

178.85 

82.21 


Phyllite & Schist 

40.00 

150.00 

89.51 

Mahi 

Moran 

Phyllite & Schist 

40.00 

119.65 

68.03 


Som 

Gneisses(B.G.C.) 

28.00 

167.10 

90.39 


Phyllite & Schist 

14.00 

161.00 

88.01 


Sabarmati 

Erinpura Granite 

46.50 

60.00 

53.25 


Gneisses 

82.00 

82.00 

82.00 

Sabarmati 

Sei 

Erinpura Granite 

50.00 

50.00 

50.00 


Vatrak 

Phyllite & Schist 

39.00 

161.00 

97.51 


Wakal 

Phyllite & Schist 

50.00 

155.15 

97.42 



Jalore Granite 

24.00 

105.00 

55.89 


Bandi 

Older Alluvium 

53.50 

0.00 

7 .38 



Younger Alluvium 

102.00 

102.00 

102.00 



Erinpura Granite 

20.87 

66.00 

41.77 


Bandi 

(Hemawas) 

Older Alluvium 

43.00 

70.00 

58.80 



Phyllite & Schist 

30.00 

153.00 

53.05 



Bilara Limestone 

40.00 

110.00 

79.72 

Luni 


Erinpura Granite 

40.00 

96.00 

56.24 


Guhiya 

Gneisses 

61.00 

66.00 

63.50 


Older Alluvium 

52.00 

60.00 

55.33 



Phyllite & Schist 

9.45 

190.10 

81.25 



Younger Alluvium 

28.80 

55.00 

40.84 



Erinpura Granite 

34.00 

61.00 

53.75 


Jawai 

Older Alluvium 

25.00 

240.00 

106.19 



Phyllite & Schist 

60.00 

63.00 

61.50 


Static Water Level 
(m bgl) 


Discharge 

(Ips) 


Drawdown 

(m) 


Specific Capacity 
(Ips/m) 


Transmissivity 

(m 2 /day) 


Max Avg Min Max Avg 




0.04 60.00 15.23 0.01 12.85 1.21 




753.00 153.12 


152.00 56.64 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 



Sub-basin Aquifer Unit 


Depth Drilled 

(m) 


Static Water Level 
(m bgl) 


Discharge 

(Ips) 


Drawdown 

(m) 


Specific Capacity 
(Ips/m) 


Max Avg Min Max Avg 


Transmissivity 


(m 2 /day) 


Min 

Max 

Avg 

370.37 

370.37 

370.37 


Younger Alluvium 


Bilara Limestone 


Jalore Granite 


Older Alluvium 


Phyllite & Schist 


Tertiary Sandstone 


Vindhyan Sandstone 


Erinpura Granite 


Jalore Granite 


Older Alluvium 


Phyllite & Schist 


Younger Alluvium 


Khari Erinpura Granite 
(Hemawas) Gneisses 


Bilara Limestone 


Gneisses 


Jalore Granite 


Jurassic Sandstone 


Older Alluvium 


Phyllite & Schist 


Rhyolite 


40.72 13.03 



Tertiary Sandstone 

24.69 

369.70 

219.87 

49.70 

110.95 

80.64 

0.92 

15.20 

7.95 

0.90 

15.15 

4.08 

0.32 

7.04 

3.15 

758.20 

758.20 

758.20 

Vindhyan Sandstone 

37.00 

272.00 

114.40 

1.40 

110.00 

42.39 

0.01 

18.90 


7.07 

51.15 

22.48 

0.18 


1.24 

832.00 

832.00 

832.00 

Younger Alluvium 

42.35 

351.40 

153.24 

2.79 

45.00 

12.88 

0.17 

50.00 

12.77 

0.45 

21.30 

6.85 

0.05 

41.67 

6.07 

2.30 

1860.00 

1176.10 

Erinpura Granite 

51.00 

200.00 

125.70 

4.80 

49.53 

22.50 

0.06 

8.00 

2.23 

8.05 

8.05 

8.05 

0.83 

0.83 

0.83 

10.69 

10.69 

10.69 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Basin 

Sub-basin 

Aquifer Unit 

Depth Drilled 
(m) 




Min 

Max 

Avg 


Mithari 

Older Alluvium 

30.00 

136.00 

65.38 


Phyllite & Schist 

20.00 

194.70 

92.96 



Jalore Granite 

27.00 

180.00 

116.10 


Sagi 

Older Alluvium 

35.00 

215.00 

135.89 


Rhyolite 

47.00 

190.70 

118.85 

Luni 


Younger Alluvium 

16.00 

300.00 

140.44 


Erinpura Granite 

26.00 

178.00 

65.42 


Sukri 

Older Alluvium 

25.00 

125.00 

74.00 


Phyllite & Schist 

37.50 

196.90 

77.28 



Younger Alluvium 

65.53 

65.53 

65.53 


Sukri 

Older Alluvium 

52.00 

362.80 

165.96 


(Sayala) 

Younger Alluvium 

53.17 

182.90 

117.67 



Erinpura Granite 

36.00 

131.75 

72.59 

West 

Banas 

West Banas 

Gneisses 

21.00 

138.70 

72.57 



Phyllite & Schist 

60.00 

60.00 

60.00 

Sukli 

Sukli 

Erinpura Granite 

18.00 

39.00 

27.50 

Phyllite & Schist 

17.00 

80.00 

39.75 

Other 
Nallahs of 
Jalore 

Other 
Nallahs Of 
Jalore 

Older Alluvium 

46.00 

351.50 

155.56 

Younger Alluvium 

24.00 

180.00 

74.67 

Ghaggar 

Ghaggar 

Younger Alluvium 

35.00 

543.00 

158.23 



Older Alluvium 

150.00 

240.00 

182.13 


Fragmented 

Vindhyan Sandstone 

186.29 

186.29 

186.29 

Outside 

Basin 


Younger Alluvium 

59.00 

415.88 

160.26 


Sub 1 

Younger Alluvium 

27.00 

248.00 

111.31 


Sub 2 

Older Alluvium 

171.60 

336.00 

234.80 


Static Water Level 
(m bgl) 


Discharge 

(Ips) 


Max Avg 




Drawdown 

(m) 


Specific Capacity 
(Ips/m) 


Transmissivity 

(m 2 /day) 


Max Avg Min Max Avg 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 



Basin 

Sub-basin 

Aquifer Unit 

Depth Drilled 
(m) 

Static Water Level 
(m bgl) 

Discharge 

(Ips) 

Drawdown 

(m) 

Specific Capacity 
(Ips/m) 

Transmissivity 

(m 2 /day) 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Outside 

Basin 

Sub2 

Tertiary Sandstone 

67.50 

249.00 

139.17 

21.00 

66.00 

52.29 

0.17 

7.50 

2.74 

0.40 

26.10 

10.65 

0.06 

18.75 

6.38 

- 

- 

- 

Vindhyan Sandstone 

73.50 

184.71 

132.45 

5.94 

70.00 

40.38 

0.33 

2.52 

1.32 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Younger Alluvium 

60.00 

261.00 

181.25 

16.00 

80.60 

50.44 

0.56 

4.63 

2.48 

1.75 

25.50 

8.22 

0.08 

2.45 

0.90 

0.84 

1112.00 

450.00 

Sub 3 

Older Alluvium 

15.00 

228.00 

100.69 

2.22 

80.62 

41.23 

0.17 

189.17 

6.25 

0.35 

36.58 

6.50 

0.04 

12.67 

1.78 

27.02 

3914.30 

749.35 

Quartzite 

42.00 

129.00 

85.75 

21.55 

44.00 

32.00 

0.56 

8.82 

4.71 

4.50 

4.50 

4.50 

1.40 

1.40 

1.40 

- 

- 

- 

Tertiary Sandstone 

108.00 

183.00 

138.67 

60.78 

62.19 

61.66 

2.50 

2.67 

2.58 

8.93 

8.93 

8.93 

0.30 

0.30 

0.30 

- 

- 

- 

Vindhyan Sandstone 

49.40 

235.75 

108.34 

42.00 

56.45 

49.74 

0.40 

7.56 

3.99 

1.28 

4.16 

2.84 

0.13 

2.57 

1.51 

- 

- 

- 

Younger Alluvium 

55.00 

295.45 

127.69 

6.00 

68.00 

37.35 

0.38 

10.55 

3.49 

3.43 

8.45 

5.35 

0.10 

3.08 

1.53 

56.95 

1646.53 

1073.26 

Sub 4 

Older Alluvium 

36.00 

466.00 

106.41 

1.60 

104.50 

44.58 

0.20 

38.42 

4.81 

0.76 

33.98 

8.57 

0.04 

10.37 

1.22 

1.78 

1024.00 

363.18 

Phyllite & Schist 

24.30 

229.60 

101.84 

6.00 

50.66 

29.06 

0.92 

23.55 

7.91 

12.03 

12.03 

12.03 

0.33 

0.33 

0.33 

- 

- 

- 

Quartzite 

54.00 

165.00 

96.45 

23.56 

65.00 

41.00 

1.01 

6.50 

3.22 

5.65 

26.35 

16.00 

0.19 

0.41 

0.30 

- 

- 

- 

Tertiary Sandstone 

42.98 

613.40 

195.28 

40.00 

134.55 

78.37 

0.30 

15.78 

3.96 

0.17 

110.00 

12.27 

0.02 

58.82 

4.72 

36.00 

720.00 

256.18 

Vindhyan Sandstone 

21.00 

505.07 

175.28 

26.51 

95.00 

61.36 

1.26 

12.60 

4.43 

1.20 

30.80 

11.13 

0.12 

6.47 

1.56 

122.00 

122.00 

122.00 

Younger Alluvium 

53.00 

556.60 

171.76 

25.00 

64.68 

40.87 

0.50 

15.78 

7.09 

6.00 

11.00 

8.50 

0.45 

2.63 

1.54 

49.40 

186.00 

117.70 

Sub 5 

Bilara Limestone 

31.39 

260.00 

135.51 

20.00 

96.00 

57.32 

0.70 

56.70 

9.18 

1.80 

14.90 

6.53 

0.34 

4.12 

1.57 

3.40 

28.00 

15.70 

Jalore Granite 

62.00 

88.00 

75.00 

23.00 

23.00 

23.00 

1.01 

2.52 

1.76 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Jurassic Sandstone 

7.00 

447.14 

196.76 

0.60 

135.00 

61.08 

0.14 

64.32 

14.06 

2.10 

52.00 

7.86 

0.01 

10.54 

4.23 

397.00 

2211.00 

1398.43 

Older Alluvium 

19.51 

300.00 

99.30 

0.81 

66.00 

38.85 

0.22 

25.27 

5.74 

1.00 

10.40 

5.63 

0.24 

2.19 

0.95 

51.00 

528.00 

299.83 

Phyllite & Schist 

56.00 

94.20 

73.49 

7.00 

34.00 

19.83 

0.25 

3.50 

1.66 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Rhyolite 

60.00 

125.00 

92.50 

17.00 

23.50 

20.25 

0.56 

1.89 

1.23 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Tertiary Sandstone 

100.00 

300.00 

203.33 

26.82 

111.83 

45.64 

1.40 

39.55 

9.95 

1.30 

8.00 

4.65 

0.23 

2.56 

1.40 

- 

- 

- 

Vindhyan Sandstone 

51.00 

398.00 

160.24 

10.00 

117.00 

61.88 

0.17 

12.60 

4.17 

0.12 

120.00 

15.33 

0.05 

55.56 

5.65 

13.34 

74.04 

43.69 

Younger Alluvium 

155.77 

344.90 

244.98 

1.50 

74.85 

27.80 

1.17 

18.33 

5.31 

1.53 

45.00 

17.05 

0.03 

6.54 

1.80 

- 

- 

- 

Sub 6 

Jurassic Sandstone 

71.30 

607.47 

220.05 

8.00 

147.00 

96.79 

0.63 

25.35 

5.74 

2.50 

26.94 

8.36 

0.20 

7.37 

1.80 

993.00 

993.00 

993.00 

Older Alluvium 

114.00 

114.00 

114.00 

- 

- 

- 

0.83 

0.83 

0.83 

40.25 

40.25 

40.25 

0.02 

0.02 

0.02 

- 

- 

- 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Basin 

Sub-basin 

Aquifer Unit 

Depth Drilled 
(m) 

Static Water Level 
(m bgl) 

Discharge 

(Ips) 

Drawdown 

(m) 

Specific Capacity 
(Ips/m) 

Transmissivity 

(m 2 /day) 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Outside 

Basin 

Sub 6 

Rhyolite 

18.00 

76.95 

40.26 

14.50 

29.87 

20.52 

0.10 

0.33 

0.19 

1.20 

5.04 

3.50 

0.02 

0.28 

0.11 

- 

- 

- 

Tertiary Sandstone 

66.30 

305.10 

167.92 

57.00 

80.95 

68.98 

0.84 

0.84 

0.84 


2.89 

2.89 

- 

- 

- 

- 

- 

- 

Younger Alluvium 

74.00 

200.00 

135.17 

2.84 

90.00 

44.90 

0.50 

16.67 

5.24 

0.27 

28.00 

6.70 

0.14 

18.52 

3.17 

- 

- 

- 


Source: CGWB and RGWD 
Note: 

1. The data variously pertain to period 1960-2010. 

2. The same value data reflects the availability of data from one place only. 

3. Detailed information on location / village for the above observed parameters values is given in Annex GW-8. 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


8.2 Hydrogeology of Rajasthan State 

The 19 significant hydrogeological units considered for the purposes of water 
resources planning are described earlier in Section 4.2.5 and shown in Table 4.2- 
2 and Figure 4.2-2. The occurrence of these hydrogeological units in different 
river basins of Rajasthan is shown in Table 8.2-1. 


Table 8.2-1 Hydrogeological Units in River Basins of Rajasthan 


Basin 

Hydrogeological Unit 

Area, km 2 

Shekhawati 

Gneisses 

111.26 

Gneisses(B.G.C.) 

168.30 

Older Alluvium 

4,660.16 

Phyllite & Schist 

1,201.16 

Quartzite 

2,061.22 

Slate 

63.54 

Younger Alluvium 

1,485.25 

Shekhawati Total 


9,750.88 

Ruparail 

Limestone 

167.46 

Older Alluvium 

2,992.42 

Phyllite & Schist 

34.72 

Quartzite 

770.83 

Slate 

68.23 

Ruparail Total 


4,033.66 

Banganga 

Gneisses(B.G.C.) 

63.65 

Limestone 

104.59 

Older Alluvium 

4,886.16 

Phyllite & Schist 

309.37 

Quartzite 

1,848.87 

Slate 

210.18 

Younger Alluvium 

1,160.52 

Banganga Total 


8,583.34 

Gambhir 

Bhander Sandstone 

1,207.12 

Older Alluvium 

3,305.89 

Quartzite 

180.51 

Gambhir Total 


4,693.52 

Parbati 

Bhander Sandstone 

1,372.79 

Older Alluvium 

514.29 

Parbati Total 


1,887.07 

Sabi 

Older Alluvium 

2,603.50 

Quartzite 

847.75 

Slate 

25.70 

Younger Alluvium 

1,046.72 

Sabi Total 


4,523.67 

Banas 

Bhander Sandstone 

874.97 

Deccan Traps 

62.56 
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Basin 

Hydrogeological Unit 

Area, km 2 

Banas 

Erinpura Granite 

0.74 

Gneisses 

36.56 

Gneisses(B.G.C.) 

18,054.41 

Limestone 

786.94 

Older Alluvium 

8,315.75 

Phyllite & Schist 

14,736.46 

Quartzite 

1,061.97 

Shale 

1,470.48 

Younger Alluvium 

1,659.43 

Banas Total 


47,060.27 

Chambal 

Bhander Sandstone 

11,707.40 

Deccan Traps 

6,746.88 

Gneisses(B.G.C.) 

42.73 

Limestone 

3,601.94 

Older Alluvium 

4,045.55 

Phyllite & Schist 

2,778.77 

Quartzite 

145.18 

Shale 

2,174.06 

Chambal Total 


31,242.50 

Mahi 

Deccan Traps 

2,899.79 

Gneisses(B.G.C.) 

4,847.20 

Limestone 

192.16 

Phyllite & Schist 

8,293.59 

Quartzite 

6.32 

Shale 

262.13 

Ultra Basics 

109.44 

Mahi Total 


16,610.63 

Sabarmati 

Erinpura Granite 

454.15 

Gneisses 

51.87 

Phyllite & Schist 

3,401.15 

Quartzite 

222.94 

Sabarmati Total 


4,130.12 

Luni 

Bilara Limestone 

1,373.11 

Erinpura Granite 

4,120.53 

Gneisses 

1,319.45 

Gneisses(B.G.C.) 

74.88 

Jalore Granite 

3,704.58 

Jurassic Sandstone 

1,690.93 

Older Alluvium 

28,980.33 

Phyllite & Schist 

7,044.11 

Quartzite 

18.39 

Rhyolite 

2,688.09 

Tertiary Sandstone 

4,973.59 

Vindhyan Sandstone 

7,757.63 
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Basin 

Hydrogeological Unit 

Area, km 2 

Luni 

Younger Alluvium 

5,556.47 

Luni Total 


69,302.11 


Erinpura Granite 

760.20 

West Banas 

Gneisses 

984.38 


Phyllite & Schist 

86.76 

West Banas Total 


1,831.34 


Erinpura Granite 

220.22 

Sukli 

Jalore Granite 

220.06 

Phyllite & Schist 

471.76 


Younger Alluvium 

78.39 

Sukli Total 


990.44 


Jalore Granite 

20.03 

Other Nallahs Of Jalore 

Older Alluvium 

1,392.62 

Rhyolite 

3.62 


Younger Alluvium 

483.98 

Other Nallahs Of Jalore Total 


1,900.27 

Ghaggar 

Younger Alluvium 

5,201.51 

Ghaggar Total 


5,201.51 


Bilara Limestone 

8,149.41 


Jalore Granite 

1,770.02 


Jurassic Sandstone 

13,522.13 


Older Alluvium 

33,279.67 

Outside Basin 

Phyllite & Schist 

1,877.15 

Quartzite 

498.62 


Rhyolite 

2,354.68 


Tertiary Sandstone 

19,529.06 


Vindhyan Sandstone 

18,143.97 


Younger Alluvium 

31,397.77 

Outside Basin Total 


130,522.48 

Grand Total 


342,263.80 


8.3 Groundwater Exploration 

Ground water development in Rajasthan, has been taking place since ancient 
times, mainly through dug wells. These dug wells at places like Bikaner are 
more than 150 m deep. Large-scale scientific exploration and development of 
ground water resources started after independence. Exploratory Tubewell 
Organisation (ETO), later renamed Central Ground Water Board (CGWB), 
started groundwater exploration program in Rajasthan in the year 1956. Initially, 
exploration was carried out in the unconsolidated geological formations 
belonging to alluvium and aeolian deposits and in the semi-consolidated Lathi 
and Nagaur formations. Subsequently, ground water exploration was extended to 
hard rock formations. Ground water exploration in hard rocks started in 
Rajasthan in the year 1986. 
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A total of 1,354 exploratory and 422 observation wells and 147 stratigraphic 
holes have been drilled by Central Ground Water Board till March 2010 (data 
given in Annex GW-2). This includes 787 exploratory wells and boreholes 
drilled in unconfined and semi-confined geological formations, and 665 
exploratory wells in the hard rocks. About 99,750 km 2 area of hard rock 
formations and 236,100 km 2 of unconsolidated formations have been covered 
under ground water exploration programs till March 2010. 

Rajasthan Ground Water Department has also drilled 3,405 exploratory wells 
and piezometers, data of which has also been collected and used in defining and 
evaluating the aquifer geometry and its parameters (data given in Annex GW-2). 

Although a large part of Rajasthan has been explored, deep exploration has 
generally been limited to less than 300 m in unconsolidated formations, and less 
than 150 m in hard rock formations. An exploratory well drilled at Thana Gazi 
in Alwar District down to the depth of -202 metres taping quartzite and biotite 
schist has yielded -202 litres per minute of water with a drawdown of 35.93 m. 

Recently, exploratory wells of more than 800 m depth have been drilled for oil 
exploration by ONGC. The tentative findings of the oil exploration indicate 
presence of fresh ground water in greater depth in Banner and Jaisalmer 
districts. 

Depths of the wells vary according to the thickness of the unconsolidated 
formations. The highest thickness of the unconsolidated formations is 
encountered in the western part of the State. In other well-defined river basins, 
the valley- fill deposits comprising the alluvium are generally less than 200 m. 
Consequently, the depth of the wells tapping unconsolidated aquifers is less than 
200 m in river valleys. 

The Central Ground Water Board has carried out deep drilling for ground water 
exploration in western Rajasthan. The number of Exploratory wells drilled are 
12 in Jaisalmer (305 to 607 m bgl), 8 in Barmer (347 to 504 m bgl), 2 in Jodhpur 
(340 and 345 m bgl), 6 in Jalore (305 to 363 m bgl), 17 in Bikaner (305 to 613 m 
bgl), 2 in Churu (385 and 466 m bgl) and 2 in Ganganagar district (416 and 543 
m bgl) (for details see Annex GW-2). 

Deep exploratory wells drilled in Bikaner District at Gadwala-I (27°58’:73°27’) 
tapping sandstone and limestone aquifers in the depth range of 274 m to 401 m 
and the Gadwala -II (27°58’:73°27’) tapping an unconfined aquifer in the depth 
range 102 m - 184 m, had recorded a discharge of about 13.00 lps with a 
drawdown of 39.26 m. The recorded discharge of the shallow well was about 
16.00 lps with 14.82 m drawdown. 

Groundwater occurs under unconfined and semi-confined to confined 
conditions. At some locations, perched aquifers also exist. 

At Pardosh Nagar Dhani of Piplu Village in Tonk District, a well tapping 
fractured phyllite yielded 25 lps of potable water. The well was drilled down to 
the depth of 65 m. The lateral and vertical extension of the influenced zone was 
delineated by drilling two observation wells at distances of 30 m from the main 
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well in different directions. One of the observation well drilled up to the depth of 
76.83 m bgl yielded ~16 lps of water, the water quality of this observation well 
was similar to the main well. However other observation well yielded saline 
water. 

An exploratory well of 95 m depth was drilled in the unconsolidated formation 
that comprised mainly of sand and clay at Nithar in Weir Tehsil of Bharatpur 
District. The aquifers in the area got completely dried due to lowering of the 
water tables. The unconsolidated aquifer at Nithar (26°57’:77°02’) is underlain 
by hard rock. Further drilling, tapping the hard rock (Dolerite) formation was 
undertaken to explore its ground water potential. An exploratory well of 160 m 
depth, encountering an important fracture at 155 m, was drilled in the hardrock 
formation (Dolerite). The borehole was converted to an uncased well (casing up 
to unconsolidated formations). The well yielded a discharge of 5 lps of potable 
water. The well is being used for drinking water supply of Nithar village. The 
aquifers belonging to the unconsolidated formation occurring in the entire Weir 
Tehsil of Bharatpur District are fine-grained, mixed with clay of low 
transmissivity. Therefore, the discharge of the wells tapping unconfined aquifers 
in Weir Tehsil of Bharatpur District is low. 

8.4 Groundwater Level 

8.4.1 General 

Ground water level data of CGWB & RGWD observation wells for pre¬ 
monsoon and post-monsoon of 2010 were used to develop basin level depth to 
water table maps (for data see Annex GW-3). The occurrence of depth to water 
level in pre and post-monsoon (2010) for the State are described as follows. 

8.4.2 Depth to Ground Water Level (Pre-Monsoon 2010) 

Deeper groundwater levels occur in semi-consolidated sedimentary rocks in the 
State. Deep groundwater table areas of 60-100 m (bgl) fall in Tertiary, Jurassic 
and Vindhyan Sandstone aquifer units in the districts of Bikaner, Jodhpur and 
Jaisalmer in Northern and Western parts of Rajasthan. 

In the Northern and Southern parts of state, depth to ground water table (bgl) 
ranges from 5 m to 20 m. In central and south-western parts of State, the general 
ground water table (bgl) ranges from 20 m to 40 m. Shallow ground water table 
between 2 m to 5 m (bgl) occurs in Southern, South-eastern and Northern parts 
of the State, (refer basin-wise maps in Volume 3) 

8.4.3 Depth to Water Level (Post-Monsoon 2010) 

The areal distribution of deeper ground water table in post-monsoon of 2010 is 
more or less synonymous with pre-monsoon of 2010. The shallow ground water- 
table areas of less than 2 m and upto 5 m (bgl) cover large areas in southern and 
south-eastern parts of State that are occupied with sedimentary, metamorphic 
and igneous aquifer rock units as well as by quaternary alluvium aquifer units in 
Hanumangarh district, (refer basin-wise maps in Volume 3) 
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8.4.4 Groundwater Level Fluctuation 

Aquifer-wise groundwater level fluctuations based on CGWB & RGWD 
observation wells data (between pre-monsoon 2010 and post-monsoon 2010) for 
19 aquifer units in the State is shown in Table 8.4-1 (for data see Annex GW-3). 


Table 8.4-1: Aquifer-wise Groundwater Level Fluctuations 


s. 

No. 

Aquifer units 

Min. of 
Fluctuation 
(m) 

Max. of 
Fluctuation 
(m) 

Average of 
Fluctuation 
(m) 

1 

Bhander Sandstone 

-6.93 

10.60 

3.02 

2 

Bilara Limestone 

-1.95 

10.80 

1.33 

3 

Deccan Traps 

-5.05 

10.30 

3.06 

4 

Erinpura Granite 

-1.55 

10.80 

5.33 

5 

Gneisses 

-0.93 

10.68 

6.10 

6 

Gneisses(B.G.C.) 

-3.50 

10.75 

4.65 

7 

Jalore Granite 

-5.43 

10.55 

4.54 

8 

Jurassic Sandstone 

-5.50 

7.50 

0.36 

9 

Limestone 

-3.55 

10.50 

2.65 

10 

Older Alluvium 

-7.23 

10.76 

1.26 

11 

Phyllite & Schist 

-6.10 

10.76 

4.39 

12 

Quartzite 

-4.05 

10.34 

3.05 

13 

Rhyolite 

-6.28 

9.83 

2.50 

14 

Shale 

-6.85 

10.10 

3.89 

15 

Slate 

0.25 

6.50 

3.47 

16 

Tertiary Sandstone 

-3.90 

8.90 

0.33 

17 

Ultra Basics 

1.50 

4.83 

3.08 

18 

Vindhyan Sandstone 

-6.10 

10.79 

0.71 

19 

Younger Alluvium 

-7.10 

10.60 

0.81 

State as a Whole 

-7.23 

10.80 

2.67 


From the above table, it may be seen that average fluctuation in levels is high in 
hard-rock aquifers, whereas these are low for alluvial aquifers units as the hard- 
rock aquifers have very less storativity and specific yield while alluvial aquifers 
have very high. 

8.5 Dynamic Groundwater Resources 

Dynamic groundwater resource have been assessed for the year 2010 using GEC 
methodology 1997, currently in use in the assessment of resources in the State 
(see Section 3.2.7) 

The total fresh and saline dynamic groundwater resources of the State for year 
2010 has been estimated as 10,613.84 and 3,621.99 Mm 3 /yr. Basin-wise 
assessed dynamic groundwater resource of the State is shown in Table 8.5-1. 
Complete details of the dynamic groundwater resources assessment are given in 
Annex GW-6(a) & (b). 
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Table 8.5-1: Basin-wise Dynamic Groundwater Resources of Rajasthan (Year 2010) 


s. 

No. 

Basin 

Dynamic Groundwater Resources, Mm 3 

Fresh 

Saline 

1 

Shekhawati 

433.35 

22.70 

2 

Ruparail 

302.18 

49.07 

3 

Banganga 

525.76 

147.19 

4 

Gambhir 

428.21 

29.78 

5 

Parbati 

128.50 

0.00 

6 

Sabi 

429.89 

6.93 

7 

Banas 

2,282.73 

107.65 

8 

Chambal 

1,999.54 

26.33 

9 

Mahi 

604.88 

0.00 

10 

Sabarmati 

62.98 

10.93 

11 

Luni 

1,493.18 

488.99 

12 

West Banas 

69.63 

4.26 

13 

Sukli 

51.68 

0.00 

14 

Other Nallahs Of Jalore 

115.28 

0.00 

15 

Ghaggar 

239.44 

446.69 

16 

Outside Basin 

1,446.61 

2,281.47 

State Total 

10,613.84 

3,621.99 


Further, as per the CGWB/RGWD criteria the basins have been categorized 
under different categories based on stage of groundwater development as shown 
in Table 8.5-2 and Figure 8.5-1. The details of groundwater draft are given in 
respective basin appendices (in Volume 2) and village-level details in Annex 
GW-5(b). 


Table 8.5-2: Basin-wise Stage of Groundwater Development (Year 2010) 


S. 

No. 

Basin 

Net Annual 
GW 

Availability, 

Mm 3 

Existing GW 
Draft for All 
Uses (2010), 
Mm 3 

Stage of GW 
Development 
(%) 

Basin Category 

1 

Shekhawati 

433.35 

927.62 

214.06 

Over Exploited 

2 

Ruparail 

302.18 

482.07 

159.53 

Over Exploited 

3 

Banganga 

525.76 

938.08 

178.42 

Over Exploited 

4 

Gambhir 

428.21 

615.58 

143.76 

Over Exploited 

5 

Parbati 

128.50 

155.76 

121.22 

Over Exploited 

6 

Sabi 

429.89 

803.27 

186.85 

Over Exploited 

7 

Banas 

2,282.73 

3,380.23 

148.08 

Over Exploited 

8 

Chambal 

1,999.54 

2,236.13 

111.83 

Over Exploited 

9 

Mahi 

604.88 

447.37 

73.96 

Safe 

10 

Sabarmati 

62.98 

59.42 

94.35 

Critical 

11 

Luni 

1,493.18 

2,646.11 

177.21 

Over Exploited 

12 

West Banas 

69.63 

70.40 

101.11 

Over Exploited 

13 

Sukli 

51.68 

69.67 

134.81 

Over Exploited 

14 

Other Nallahs of Jalore 

115.28 

221.15 

191.84 

Over Exploited 

15 

Ghaggar 

239.44 

128.91 

53.84 

Safe 

16 

Outside Basin 

1,446.61 

2,019.07 

139.57 

Over Exploited 

State as a Whole 

10,613.84 

15,200.86 

143.22 

Over Exploited 
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Figure 8.5-1: Basin-wise Stage of Groundwater Development 
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8.6 Static Groundwater Resources 

The total static ground water resources occurring below the lowest fluctuating 
levels of ground water as permanent resource are estimated at 32,914.18 Mm 3 
for fresh areas and 29,725.51 Mm 3 for saline areas in 16 river basins (for year 
2010) that comprise the State of Rajasthan as per CGWB methodology (see 
Section 3.2.8). Basin-wise position of static ground water resources for 16 basin 
of the State is given in Table 8.6-1. Complete details of the static groundwater 
resources assessment are given in Annex GW-7(a) & (b). 

Table 8.6-1: Basin-wise Static Groundwater Resources of Rajasthan (Year 2010) 


s. 

No. 

Basin 

Static Groundwater Resources, Mm 3 

Fresh 

Saline 

1 

Shekhawati 

1,196.66 

130.77 

2 

Ruparail 

472.79 

107.89 

3 

Banganga 

813.57 

280.35 

4 

Gambhir 

478.18 

56.82 

5 

Parbati 

103.69 

0.00 

6 

Sabi 

698.56 

13.69 

7 

Banas 

1,808.90 

90.42 

8 

Chambal 

953.39 

22.09 

9 

Mahi 

108.82 

0.00 

10 

Sabarmati 

11.81 

4.09 

11 

Luni 

10,884.72 

4,041.33 

12 

West Banas 

7.44 

0.89 

13 

Sukli 

6.06 

0.00 

14 

Other Nallahs Of Jalore 

705.82 

0.00 

15 

Ghaggar 

484.60 

1,120.90 

16 

Outside Basin 

14,179.17 

23,856.27 

State Total 

32,914.18 

29,725.51 


From the above table it may be observed that fresh static groundwater resources 
range from 6.06 Mm 3 in Sukli basin to as high as 14,179.17 Mm 3 in Outside 
basin which has also maximum saline groundwater resources of 23,856.27 Mm 3 . 
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9. Summary of Water Resources Availability 

9.1 General 

The State’s water resources comprise various sources that depending on its 
nature are subject to the following ToR requirements: 

• Locally generated surface water, the starting point for its rational utilization, 
is its availability in terms of ‘native’ or ‘virgin’ (un-intercepted) status, with 
its due dependability nature is considered the ‘hydrologic planning base data’ 
of this part of the Basin’s water sources. 

• In the case of imported water, the governing factor is the on-going (current) 
management of the relevant agreements. Dependability levels of this source 
of water relates to its own source, assumed to be maintained through the 
relevant delivery system. 

• Also for groundwater, its availability for long-term exploitation, clear of any 
current state of overdraft is the basic element. Since it is a derivative of 
rainfall, the dependability level of such rechargeable ‘dynamic’ groundwater 
availability relies on the statistic occurrence of precipitation. 

The analyses as above have been applied at specific Basin-wise manner with 
details given in the corresponding Basin-wise Appendix in Volume 2 of the 
report. Table 9.1-1 summarises the water planning-base availability of the entire 
Rajasthan State. 


Table 9.1-1: Basin-wise Assessed Water Availability of Rajasthan State 


Property 

Dependability Level 

Mean 

25% 

50% 

75% 

90% 

S 

hekhawati Basin 

Fresh Water 






Local Surface Water (virgin), Mm 3 /yr 

562.85 

778.90 

295.10 

88.10 

63.00 

Imported Water, Mm 3 /yr 

- 

- 

- 

- 

- 

Fresh Dynamic Groundwater, Mm 3 /yr 

433.35 





Fresh Static Groundwater, Mm 3 /yr 

1,196.66 





Total Available Fresh Water, Mm 3 /yr 

2,192.86 





Saline Groundwater 






Saline Dynamic Groundwater, Mm 3 /yr 

22.70 





Saline Static Groundwater, Mm 3 /yr 

130.77 





Total Available Saline Groundwater, Mm 3 /yr 

153.47 






Ruparail Basin 

Fresh Water 






Local Surface Water (virgin), Mm 3 /yr 

641.38 

833.50 

465.40 

291.80 

113.30 

Imported Water, Mm 3 /yr 

18.42 

22.01 

17.74 

15.08 

11.05 

Fresh Dynamic Groundwater, Mm 3 /yr 

302.18 





Fresh Static Groundwater, Mm 3 /yr 

472.79 





Total Available Fresh Water, Mm 3 /yr 

1,434.77 





Saline Groundwater 






Saline Dynamic Groundwater, Mm 3 /yr 

49.07 





Saline Static Groundwater, Mm3/yr 

107.89 





Total Available Saline Groundwater, Mm 3 /yr 

156.96 
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Property 

Dependability Level 

Mean 

25% 

50% 

75% 

90% 

E 

•anganga Basin 

Fresh Water 






Local Surface Water (virgin), Mm 3 /yr 

754.83 

1078.30 

563.50 

289.00 

180.00 

Imported Water, Mm 3 /yr 

32.08 

38.34 

30.90 

26.26 

19.24 

Fresh Dynamic Groundwater, Mm 3 /yr 

525.76 





Fresh Static Groundwater, Mm 3 /yr 

813.57 





Total Available Fresh Water, Mm 3 /yr 

2,126.24 





Saline Groundwater 






Saline Dynamic Groundwater, Mm 3 /yr 

147.19 





Saline Static Groundwater, Mm 3 /yr 

280.35 





Total Available Saline Groundwater, Mm 3 /yr 

427.54 






Sambhir Basin 

Fresh Water 






Local Surface Water (virgin), Mm 3 /yr 

700.89 

996.00 

568.40 

237.20 

106.60 

Imported Water, Mm 3 /yr 

- 

- 

- 

- 

- 

Fresh Dynamic Groundwater, Mm 3 /yr 

428.21 





Fresh Static Groundwater, Mm 3 /yr 

478.18 





Total Available Fresh Water, Mm 3 /yr 

1,607.28 





Saline Groundwater 






Saline Dynamic Groundwater, Mm 3 /yr 

29.78 





Saline Static Groundwater, Mm 3 /yr 

56.82 





Total Available Saline Groundwater, Mm 3 /yr 

86.60 





Parbati Basin 

Fresh Water 






Local Surface Water (virgin), Mm 3 /yr 

427.18 

574.90 

380.10 

235.60 

148.60 

Imported Water, Mm 3 /yr 

- 

- 

- 

- 

- 

Fresh Dynamic Groundwater, Mm 3 /yr 

128.50 





Fresh Static Groundwater, Mm 3 /yr 

103.69 





Total Available Fresh Water, Mm 3 /yr 

659.37 





Saline Groundwater 






Saline Dynamic Groundwater, Mm 3 /yr 

0.00 





Saline Static Groundwater, Mm 3 /yr 

0.00 





Total Available Saline Groundwater, Mm 3 /yr 

0.00 





Sabi Basin 

Fresh Water 






Local Surface Water (virgin), Mm 3 /yr 

348.09 

457.30 

199.00 

94.60 

40.70 

Imported Water, Mm 3 /yr 

- 

- 

- 

- 

- 

Fresh Dynamic Groundwater, Mm 3 /yr 

429.89 





Fresh Static Groundwater, Mm 3 /yr 

698.56 





Total Available Fresh Water, Mm 3 /yr 

1,476.54 





Saline Groundwater 






Saline Dynamic Groundwater, Mm 3 /yr 

6.93 





Saline Static Groundwater, Mm 3 /yr 

13.69 





Total Available Saline Groundwater, Mm 3 /yr 

20.62 





Banas Basin 

Fresh Water 






Local Surface Water (virgin), Mm 3 /yr 

5,097.26 

6,930.40 

4,477.90 

3,262.60 

2,425.20 

Imported Water, Mm 3 /yr 

- 

- 

- 

- 

- 

Fresh Dynamic Groundwater, Mm 3 /yr 

2,282.73 





Fresh Static Groundwater, Mm 3 /yr 

1,808.90 





Total Available Fresh Water, Mm 3 /yr 

9,188.89 
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Property 

Dependability Level 

Mean 

25% 

50% 

75% 

90% 

Saline Groundwater 






Saline Dynamic Groundwater, Mm 3 /yr 

107.65 





Saline Static Groundwater, Mm 3 /yr 

90.42 





Total Available Saline Groundwater, Mm 3 /yr 

198.07 






Shambal Basin 

Fresh Water 






Local Surface Water (virgin), Mm 3 /yr * 

8,702.14 

10,810.80 

8,281.50 

6,928.20 

5,351.40 

Imported Water, Mm 3 /yr 

3,387.00 

4,332.00 

2,950.00 

1,973.00 

1,352.00 

Fresh Dynamic Groundwater, Mm 3 /yr 

1,999.54 





Fresh Static Groundwater, Mm 3 /yr 

953.39 





Total Available Fresh Water, Mm 3 /yr 

15,042.07 





Saline Groundwater 






Saline Dynamic Groundwater, Mm 3 /yr 

26.33 





Saline Static Groundwater, Mm 3 /yr 

22.09 





Total Available Saline Groundwater, Mm 3 /yr 

48.42 





Mahi Basin 

Fresh Water 






Local Surface Water (virgin), Mm 3 /yr * 

3,720.25 

4,412.50 

3,273.50 

2,513.80 

2,048.70 

Imported Water, Mm 3 /yr 

699.62 

856.84 

611.83 

453.58 

346.21 

Fresh Dynamic Groundwater, Mm 3 /yr 

604.88 





Fresh Static Groundwater, Mm 3 /yr 

108.82 





Total Available Fresh Water, Mm 3 /yr 

5,133.57 





Saline Groundwater 






Saline Dynamic Groundwater, Mm 3 /yr 

0.00 





Saline Static Groundwater, Mm 3 /yr 

0.00 





Total Available Saline Groundwater, Mm 3 /yr 

0.00 





Sabarmati Basin 

Fresh Water 






Local Surface Water (virgin), Mm 3 /yr 

732.52 

901.70 

457.40 

156.20 

86.60 

Imported Water, Mm 3 /yr 

- 

- 

- 

- 

- 

Fresh Dynamic Groundwater, Mm 3 /yr 

62.98 





Fresh Static Groundwater, Mm 3 /yr 

11.81 





Total Available Fresh Water, Mm 3 /yr 

807.31 





Saline Groundwater 






Saline Dynamic Groundwater, Mm 3 /yr 

10.93 





Saline Static Groundwater, Mm 3 /yr 

4.09 





Total Available Saline Groundwater, Mm 3 /yr 

15.02 





Luni Basin 

Fresh Water 






Local Surface Water (virgin), Mm 3 /yr 

2,269.92 

2,888.90 

1,155.10 

360.90 

214.20 

Imported Water, Mm 3 /yr 

562.34 

691.49 

461.63 

360.00 

233.66 

Fresh Dynamic Groundwater, Mm 3 /yr 

1,493.18 





Fresh Static Groundwater, Mm 3 /yr 

10,884.72 





Total Available Fresh Water, Mm 3 /yr 

15,210.16 





Saline Groundwater 






Saline Dynamic Groundwater, Mm 3 /yr 

488.99 





Saline Static Groundwater, Mm 3 /yr 

4,041.33 





Total Available Saline Groundwater, Mm 3 /yr 

4,530.32 
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Property 

Dependability Level 

Mean 

25% 

50% 

75% 

90% 

West Banas Basin 

Fresh Water 






Local Surface Water (virgin), Mm 3 /yr 

222.14 

317.00 

133.90 

53.80 

30.70 

Imported Water, Mm 3 /yr 

- 

- 

- 

- 

- 

Fresh Dynamic Groundwater, Mm 3 /yr 

69.63 





Fresh Static Groundwater, Mm 3 /yr 

7.44 





Total Available Fresh Water, Mm 3 /yr 

299.21 





Saline Groundwater 






Saline Dynamic Groundwater, Mm 3 /yr 

4.26 





Saline Static Groundwater, Mm 3 /yr 

0.89 





Total Available Saline Groundwater, Mm 3 /yr 

5.15 





Sukli Basin 

Fresh Water 






Local Surface Water (virgin), Mm 3 /yr 

137.61 

150.80 

43.80 

13.00 

7.90 

Imported Water, Mm 3 /yr 

- 

- 

- 

- 

- 

Fresh Dynamic Groundwater, Mm 3 /yr 

51.68 





Fresh Static Groundwater, Mm 3 /yr 

6.06 





Total Available Fresh Water, Mm 3 /yr 

195.35 





Saline Groundwater 






Saline Dynamic Groundwater, Mm 3 /yr 

0.00 





Saline Static Groundwater, Mm 3 /yr 

0.00 





Total Available Saline Groundwater, Mm 3 /yr 

0.00 





Other Nallah of Jalore Basin 

Fresh Water 






Local Surface Water (virgin), Mm 3 /yr 

51.42 

46.10 

14.00 

7.00 

1.70 

Imported Water, Mm 3 /yr 

165.33 

203.31 

135.73 

105.85 

68.70 

Fresh Dynamic Groundwater, Mm 3 /yr 

115.28 





Fresh Static Groundwater, Mm 3 /yr 

705.82 





Total Available Fresh Water, Mm 3 /yr 

1,037.85 





Saline Groundwater 






Saline Dynamic Groundwater, Mm 3 /yr 

0.00 





Saline Static Groundwater, Mm 3 /yr 

0.00 





Total Available Saline Groundwater, Mm 3 /yr 

0.00 






Shaggar Basin 

Fresh Water 






Local Surface Water (virgin), Mm 3 /yr 

19.54 

31.60 

3.10 

1.30 

0.60 

Imported Water, Mm 3 /yr 

2,098.34 

2,652.78 

2,526.78 

1,929.82 

1,307.34 

Ghaggar Flood Water, Mm 3 /yr 

489.07 

657.90 

372.11 

185.60 

72.89 

Fresh Dynamic Groundwater, Mm 3 /yr 

239.44 





Fresh Static Groundwater, Mm 3 /yr 

484.60 





Total Available Fresh Water, Mm 3 /yr 

3,330.99 





Saline Groundwater 






Saline Dynamic Groundwater, Mm 3 /yr 

446.69 





Saline Static Groundwater, Mm 3 /yr 

1,120.90 





Total Available Saline Groundwater, Mm 3 /yr 

1,567.59 
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Property 

Dependability Level 

Mean 

25% 

50% 

75% 

90% 

Outside Basi 

n 

Fresh Water 






Local Surface Water (virgin), Mm 3 /yr 

990.60 

1,623.00 

644.00 

288.00 

119.90 

Imported Water, Mm 3 /yr 

9,656.86 

12,587.02 

8,620.82 

6,856.33 

6,227.36 

Fresh Dynamic Groundwater, Mm 3 /yr 

1,446.61 





Fresh Static Groundwater, Mm 3 /yr 

14,179.17 





Total Available Fresh Water, Mm 3 /yr 

26,273.24 





Saline Groundwater 






Saline Dynamic Groundwater, Mm 3 /yr 

2,281.47 





Saline Static Groundwater, Mm 3 /yr 

23,856.27 





Total Available Saline Groundwater, Mm 3 /yr 

26,137.74 





Entire State 

Fresh Water 






Local Surface Water (virgin), Mm 3 /yr 

25,378.62 

32,831.70 

20,949.70 

14,821.10 

10,939.10 

Imported Water, Mm 3 /yr ** 

17,109.06 

22,041.69 

15,727.54 

11,905.52 

9,638.45 

Fresh Dynamic Groundwater, Mm 3 /yr 

10,613.84 





Fresh Static Groundwater, Mm 3 /yr 

32,914.18 





Total Available Fresh Water, Mm 3 /yr 

86,015.70 





Saline Groundwater 






Saline Dynamic Groundwater, Mm 3 /yr 

3,621.99 





Saline Static Groundwater, Mm 3 /yr 

29,725.51 





Total Available Saline Groundwater, Mm 3 /yr 

33,347.50 






Note: For groundwater, assessment is done for Mean Annual Availability as per GEC methodology. 

* Excluding yield from area which is part of catchment under inter-State sharing agreement, already covered under imported water. 
** Including Ghaggar Flood Water. 


9.2 Specific Basin-wise Details 

Specific basin/ sub-basin/ micro-watershed-wise details are given in the 
respective basin appendices in Volume 2 of the report. 
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10. Comparison of Current Study’s Water Availability 

with Earlier TAHAL-WAPCOS Study (1998) 

10.1 Introduction 

The current study follows and updates the earlier one (Water resources Planning 
for the State of Rajasthan, TAHAL-WAPCOS, 1998), with the following main 
findings. 

Natural (virgin) surface water availability was now simulated employing SWAT 
(Soil and Water Assessment Tool) model coupled with latest available GIS 
database and SRTM DEM of 90 m, while the earlier study employed the MRS 
(Monthly Runoff Simulation) model. The assessed basin-wise natural (virgin) 
surface water availability is given in Table 10.3-1. 

Groundwater availability was assessed according to CGWB & RGWD 
methodology (GEC’97), based on updated and revalidated data bridging the 
period of 2006-2010. According to this methodology, the groundwater recharge 
was assessed as related to natural replenishment from rainfall and recharge from 
other sources, mainly related with seepage/retum flows of irrigation system. (In 
comparison, the earlier study the computations used rainfall data for the years 
1988-1991 (inclusive) and RGWD data on depth-to-SWL at two time points: 
pre-Monsoon 1988 and pre-Monsoon 1992. Some adjustments were required to 
reflect the division of some Potential Zones vis-a-vis adjacent river basins. 

In addition to its own-originated surface water runoff, Rajasthan receives 
imports of water arriving from other States under the following water sharing 
agreements: 

• Ravi-Beas-Sutlej waters; 

• Yamuna waters; 

• Chambal waters; 

• Mahi waters; 

• Ghaggar waters; and 

• Narmada waters. 

Compared with the Earlier study, the definite rights, need and role of water 
imports have not been altered in the Current study, others than highlighting it in 
explicit manner as expressed in Chapter 7 hereabove, with further details as 
necessary, in the respective basin appendices. Accordingly, these are not 
included in this comparison. 

The quoted values have been taken from the relevant current and earlier basin- 
wise appendix and relevant chapters, namely: 

Sections 2 and 4 of basin appendices for surface water and groundwater, 
respectively, for the current study (Volume 2 of this report), and 
Chapters 8 and 9 of earlier respective basin reports for surface water and 
groundwater, respectively, in the earlier study. 
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10.2 Natural (Virgin) Surface Water Availability 


The Current to Earlier studies (C/E) comparison of simulated natural (virgin) 
surface water yield is given in Table 10.3-1. 


Table 10.3-1: Current to Earlier (C/E) Comparison of 
Simulated Natural (Virgin) Surface Water Yield 


S. No. 

Basin 

Basin Area, km 2 

Mean Annual Virgin Water 
Yield, Mm 3 

Current 

Earlier 

C/E 

Current 

Earlier 

C/E 

1 

Shekhawati 

9751 

11522 

0.85 

563 

221 

2.55 

2 

Ruparail 

4034 

3855 

1.05 

641 

210 

3.05 

3 

Banganga 

8583 

8878 

0.97 

755 

569 

1.33 

4 

Gambhir 

4694 

4174 

1.12 

701 

805 

0.87 

5 

Parbati 

1887 

2388 

0.79 

427 

226 

1.89 

6 

Sabi 

4524 

4442 

1.02 

348 

268 

1.30 

7 

Banas 

47060 

45833 

1.03 

5097 

4837 

1.05 

8 

Chambal* 

31243 

79252 

0.39 

10,490 

24094 

0.44 

9 

Mahi* 

16611 

25849 

0.64 

4711 

7484 

0.63 

10 

Sabarmati 

4130 

4164 

0.99 

733 

960 

0.76 

11 

Luni 

69302 

37363 

1.85 

2270 

1224 

1.85 

12 

West Banas 

1831 

1798 

1.02 

222 

551 

0.40 

13 

Sukli 

990 

947 

1.05 

138 

190 

0.73 

14 

Other Nallhas of Jalore 

1900 

1968 

0.97 

51 

90 

0.57 

15 

Ghaggar+Outside 

135724 

166464 

0.82 

1010 

483 

2.09 


Entire State 

342,264 

398,897 

0.86 

28,157 

42,212 

0.66 


* Earlier Study values for Virgin Water Yield are considering 
catchment area outside Rajasthan. 


After comparison of earlier 1998 study results with current study for natural 
(virgin) surface water availability some deviations were found which may be 
attributed to the reasons mentioned below: 


• Rainfall used in both the studies are of different time scales. In 1998 study 
the rainfall duration was 1957-1993 while in present study the rainfall 
duration is from 1957-2010. Rainfall being a primary source of input for any 
hydrological modeling, change in its duration or characteristics will change 
the overall modeling output. 

• The difference in catchment area considered also changes the overall water 
yield. In some cases like Chambal and Mahi where outputs were presented 
for entire catchment including areas outside Rajasthan boundary also. 

• As explained in Section 3.2.2, in case of Luni Basin in the present study the 
basin boundary has been modified which has resulted in increase in basin 
area (1.85 times). 

• Hydrological model used in both the studies are different. In present study 
more advanced SWAT model is used for modeling. It is a physically based 
model. Rather than incorporating regression equations (as in earlier study 
where MRS model was used) to describe the relationship between input and 
output variables, SWAT requires specific information about weather, soil 
properties, topography, vegetation, and land management practices occurring 
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in the catchment. The physical processes associated with water movement, 
sediment movement, crop growth, nutrient cycling, etc. are directly modelled 
by SWAT using this input data. 

♦ Benefits of this approach are 

> Catchments with no monitoring data (e.g. stream gauge data) can be 
modelled. 

> The relative impact of alternative input data (e.g. changes in 
management practices, climate, vegetation, etc.) on water quality or 
other variables of interest can be quantified using readily available 
inputs. 

> SWAT model is computationally efficient. Simulation of very large 
basins or a variety of management strategies can be performed 
without excessive investment of time or money. 

> The model enables users to study impacts on account of human 
interventions which makes it very suitable for scenario generation. 

> SWAT can handle complex watersheds. 

SWAT model is widely accepted and being used by various National and 
International organizations. 


• Unlike previous study, this study aims at computing water balance 
components at much smaller scale (micro-watershed level). For this the 
consultants has computed water balance components for all unique micro¬ 
watersheds (MWS), and considering all micro-watersheds as separate entity 
the water yield is derived for entire catchment by adding contribution from 
all MWS within basin/sub-basin. For this exercise various fragmented 
portions of catchments along the Rajasthan boundary were grouped and 
results were computed on pro-rata basis for such areas. This exercise also 
induce some variation while computing the water yield and other 
components. 

10.3 Dynamic Groundwater Availability 


The Current and Earlier assessments for mean annual total availability 
(Dynamic) of groundwater are summarized in Table 10.3-2. 


Table 10.3-2: Current to Earlier (C/E) Comparison of Assessments of 
Total Dynamic Groundwater Availability 


s. 

No. 

Basin 

Basin Area, km 2 

Mean Ann 
Groundwal 

lual Total Dy 
ter Availabilil 

namic 
ty, Mm 3 

Current 

Earlier 

C/E 

Current 

Earlier 

C/E 

1 

Shekhawati 

9751 

11522 

0.85 

456 

536 

0.85 

2 

Ruparail 

4034 

3855 

1.05 

351 

275 

1.28 

3 

Banganga 

8583 

8878 

0.97 

673 

933 

0.72 

4 

Gambhir 

4694 

4174 

1.12 

458 

466 

0.98 

5 

Parbati 

1887 

2388 

0.79 

129 

240 

0.54 

6 

Sabi 

4524 

4442 

1.02 

437 

318 

1.37 

7 

Banas 

47060 

45833 

1.03 

2,390 

2,348 

1.02 

8 

Chambal 

31243 

31460 

0.99 

2,026 

2,099 

0.97 
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s. 

No. 

Basin 

Basin Area, km 2 

Mean Anr 
Groundwal 

tual Total Dy 
ter Availabilil 

namic 
ty, Mm 3 

Current 

Earlier 

C/E 

Current 

Earlier 

C/E 

9 

Mahi 

16611 

16985 

0.98 

605 

1,248 

0.48 

10 

Sabarmati 

4130 

4164 

0.99 

74 

84 

0.88 

11 

Luni 

69302 

37363 

1.85 

1,982 

1,277 

1.55 

12 

West Banas 

1831 

1798 

1.02 

74 

61 

1.21 

13 

Sukli 

990 

947 

1.05 

52 

59 

0.88 

14 

Other Nallhas of Jalore 

1900 

1968 

0.97 

115 

99 

1.16 

15 

Ghaggar+Outside 

135724 

166464 

0.82 

4,414 

2,336 

1.89 


Entire State 

342,264 

342,241 

1.00 

14,236 

12,379 

1.15 


As seen, there are good compatibilities in terms of assessed groundwater 
availability in Mm 3 /yr between the Current and Earlier assessments. Although, 
some deviations were found which may be attributed to the reasons mentioned 
below: 


• The classification of aquifer units is different. Therefore the number of units, 
their surface area and hydraulic parameters are different. This obviously 
affects the groundwater availability estimation. 

• Higher value for Luni basin is due to increase in basin area (1.85 times as 
shown in Table 10.3-2) as compared to earlier study. This area has been 
shifted from Outside basin to Luni basin in current study, hence area of 
Outside basin has decreased. 

• Even though area of Outside basin has decreased in current study as 
compared to earlier 1998 study, higher values for Ghaggar+Outside basin has 
been assessed. This can be attributed to rising water table due to return flows 
from surface water irrigation in both Rabi and Kharif season and less 
extraction of groundwater. 

• The storativity values used per aquifer unit are different. For example: every 
difference of only 1% in the storativity projected for the entire State (320,000 
km 2 ) for a saturated thickness of only lm - will result a difference of 3,200 
Mm 3 in the availability. 

• The data record used in current study and earlier TAHAL-WAPCOS (1994- 
1998) study is different. 

• In earlier study water level fluctuation were considered for the period 1988 to 
1992 while in current study the water level fluctuation have been considered 
for period 2006 to 2010. 

• The data interpolation method is different. Present study utilizes GIS 
techniques of interpolation using grid of 25 m x 25 m. 

• Difference in rainfall data period. In 1998 study the rainfall duration was 
1957-1993 while in present study the rainfall duration is from 1957-2010. 

• Difference in irrigated area affects the return flows to groundwater. 
Differences in number of water tanks and length of canal systems also affect 
the seepage and return flows to groundwater. 

• Well database is totally different due to: (a) many wells were dry by 2010 (b) 
many new wells (c) validation process. 
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11. Recommendations 

Recommendations related to surface water are given in the following sections. 
Recommendations related to groundwater have been already covered in current 
study’s report on “Groundwater Study by Agroclimatic Zones”, hence not 
repeated here. 

11.1 Recommendations on River Gauge and Discharge Sites 

There are 50 existing river Gauge and Discharge sites installed in Rajasthan 
across various basins. Some of them are abandoned and are non-operational. 
Apart from these 50 river gauge sites it is recommended that some additional 
river gauge sites may be installed for better accounting of flow of water. These 
additional river gauge sites will also help in improving the model calibration for 
basins in future. 

After analyzing the network of existing installed river gauge sites, 34 more river 
gauge discharge sites are recommended across various basins, location details of 
which are mentioned below. 

Table 11.1-1 Additional River Gauge & Discharge (G&D) Sites to be Installed 


s. 

No. 

Basin 

Sub-basin 

Longitude(DD) 

Latitude(DD) 

District 

Block 

1 

Banas 

Dain 

75.43113 

25.92891 

Tonk 

Deoli 

2 

Banas 

Kalisil 

76.61650 

26.24282 

Karauli 

Sapotra 

3 

Banas 

Khari 

75.32216 

25.84419 

Tonk 

Deoli 

4 

Banas 

Mashi 

75.75133 

26.22693 

Tonk 

Tonk 

5 

Banas 

Sodra 

75.71701 

26.23419 

Tonk 

Tonk 

6 

Banganga 

Banganga 

76.76995 

27.03972 

Dausa 

Bandikui 

7 

Chambal 

Chakan 

76.35656 

25.75230 

Sawai 

Madhopur 

Khandar 

8 

Chambal 

Mej 

76.26865 

25.66897 

Bundi 

Keshorai 

Patan 

9 

Gambhir 

Gambhir 

76.88795 

26.79884 

Karauli 

Todabhim 

10 

Gambhir 

Gambhir 

77.73974 

26.99125 

Bharatpur 

Rupbas 

11 

Ghaggar 

Ghaggar 

73.16488 

29.21433 

Ganganagar 

Anupgarh 

12 

Ghaggar 

Ghaggar 

74.48676 

29.58089 

Hanumangarh 

Tibi 

13 

Luni 

Bandi 

72.02700 

25.15659 

Jalore 

Bhinmal 

14 

Luni 

Bandi 

(Hemawas) 

72.83601 

25.87179 

Jodhpur 

Luni 

15 

Luni 

Jawai 

72.39361 

25.33876 

Jalore 

Sayla 

16 

Luni 

Khari 

72.36820 

25.29759 

Jalore 

Sayla 

17 

Luni 

Khari 

(Hemawas) 

73.30653 

25.74789 

Pali 

Pali 

18 

Luni 

Sagi 

71.86473 

25.07626 

Jalore 

Bhinmal 

19 

Luni 

Sukri 

72.63574 

25.80670 

Barmer 

Siwana 

20 

Luni 

Sukri (Sayala) 

71.74727 

25.03568 

Jalore 

Chitalwana 

21 

Other Nallahs 

Other Nallahs 

71.74696 

24.82597 

Jalore 

Sanchore 
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s. 

No. 

Basin 

Sub-basin 

Longitude(DD) 

Latitude(DD) 

District 

Block 


Of Jalore 

Of Jalore 





22 

Other Nallahs 

Of Jalore 

Other Nallahs 

Of Jalore 

71.73018 

24.68933 

Jalore 

Sanchore 

23 

Outside Basin 

Sub 3 

74.32891 

29.25444 

Hanumangarh 

Rawatsar 

24 

Parbati 

Parbati 

77.60922 

26.73445 

Dhaulpur 

Baseri 

25 

Parbati 

Parbati 

77.88504 

26.88484 

Dhaulpur 

Dhaulpur 

26 

Ruparail 

Ruparail 

76.82293 

27.48946 

Alwar 

Ramgarh 

27 

Ruparail 

Ruparail 

76.94112 

27.66312 

Alwar 

Ramgarh 

28 

Sabarmati 

Sei 

73.09538 

24.49240 

Udaipur 

Kotra 

29 

Shekhawati 

Dohan 

76.04728 

28.20109 

Jhunjhunun 

Buhana 

30 

Shekhawati 

Dohan 

75.98392 

28.04417 

Jhunjhunun 

Khetri 

31 

Shekhawati 

Dohan 

76.08189 

27.84336 

Jaipur 

Kotputli 

32 

Shekhawati 

Kantli 

75.57753 

27.96060 

Jhunjhunun 

Udaipurwati 

33 

Shekhawati 

Mendha 

75.13170 

27.03646 

Nagaur 

Kuchaman 

City 

34 

Sukli 

Sukli 

72.42131 

24.52577 

Sirohi 

Reodar 


The tentative locations have been identified in the above table, however, exact 
location of installation and suitability of the site needs to done after ground 
survey. Following points may be kept in mind before selecting a location of 
river G&D site: 

• The cross section of the stream needs to be fixed and known. When the 
system is installed e.g. under a bridge (having fixed concrete side walls), it is 
easy to calculate the cross section for different water levels. Therefore 
installation near or on/under such a fixed structure (bridge, lock, etc.) has 
great advantages. 

• The section of the river/stream where measurements are to take place should 
be preferably straight approximately 50 m before the measuring point (this 
to make the flow as uniform as possible). 

• There should be no major boulders or large objects upstream of 
measurement location (same reason as above). 

• There should be no aquatic growth at the measurement location. 

• The stream should not overflow its banks for any water level. 

• The stream section should not be too wide because for a very wide section 
we could only measure the highest flows. The river cross-section at gauging 
site should be stable. 

• Protected site; when the location where the system is protected against theft 
or damage (by people or animals) this is preferred. 

Further its is also recommended that the sites which are closed due to instrument 
failures or any other technical issues, may be reinstated and made operational 
rather than installing a new site at that particular location. 
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Recommendations on Data measurement and storage 

It has been observed that many River G&D data sites are either defunct or are 
closed. Following are the general recommendations on data measurement and 
monitoring. 

• River cross-sections details where G&D site is installed should be measured 
and updated atleast once in 5 years. This will reduce the error in measuring 
the stream flow to a large extent. 

• Discharge rating curve should be generated/updated for all gauging sites to 
assess the volume of water passed through a particular site. 

• All defunct and faulty instruments may be either replaced or upgraded. 

• Measurements may be taken at regular interval and stored in standardized 
digital data formats. This data be digitized, quality checked and stored in 
electronic form at a central place. 

• If an existing gauge site has unstable cross-section it may be shifted to 
nearby location with stable cross-section. 

Basin-wise summary of recommended additional river G&D sites is presented 
below alongwith the suggested priority at which basins may be undertaken for 
strengthening the gauging network. 


Table 11.1-2 Basin-wise Action Plan for Proposed River G&D Sites 
(Responsible Authority: WRD, Rajasthan) 


Priority 

Ranking 

Basin 

No of 
existing 
G&D sites 

No. of 
additional 
G&D sites 

Remarks and Proposed Actions 

1 

Sukli 

0 

1 

No river G&D site currently exists in the basin. Sukli basin 
flows out of Rajasthan and may be monitored. 


Parbati 

0 

2 

No river G&D site present in the basin which has 1 major and 2 
medium dams. It is recommended to install a gauge at the 
confluence to monitor flow to main stream, spills and control 
releases. 


Ruparail 

0 

2 

No river G&D site in basin. Installing the recommended no. of 
gauge sites will help in monitoring flow to main stream, spills 
and control releases. This will also help in improving calibration 
of hydrological model. 


Gambhir 

1 

2 

The existing G&D site may be made operational by updating 
cross-section. Additional G&D sites recommended, will help in 
monitoring contribution of the major tributary and better 
resource planning at the border of Rajasthan. These two 
gauges will also help in improving hydrological model 
calibration to better understand the water budget. 


Shekhawati 

1 

5 

Shekhawati basin is a fragmented basin which comprise of 3 
mutually exclusive sub-basins. The only G&D site present in 
the basin is not operational and even if made operational will 
not be representative for entire basin. Therefore additional 
sites may be installed to have better understanding of 
characteristics of basin/sub-basin. This will also help in 
improving calibration of hydrological model. 


Banganga 

2 

1 

Banganga had two installed G&D site one is closed/abandoned 
while other is defunct due to absence of cross section details at 
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Priority 

Ranking 

Basin 

No of 
existing 
G&D sites 

No. of 
additional 
G&D sites 

Remarks and Proposed Actions 





the G&D site. These two sites are on same stream and closely 
spaced. The two existing sites may be made operational if 
feasible and additional site may be installed to have proper 
accounting of water yield. This will also help in improving 
calibration of hydrological model which at present is 
unsatisfactory due to absence of representative G&D site data. 


Luni 

6 

8 

Luni is a large basin with two G&D site. For a basin of large 
size two G&D sites are insufficient. There are four other 
existing sites which are closed due to unknown reasons. These 
sites may first made operational if feasible. Recommended 
additional G&D sites will help in proper water budgeting and 
understanding of basin characteristics which in turn will help in 
fine tuning of hydrological model. 

2 

Sabarmati 

1 

1 

Additional G&D site will help in monitoring water flowing out of 
Rajasthan and also help in understanding characteristic of 
basin/sub-basin. 


Chambal 

15 

2 

Being a major water bearing basin two additional G&D sites 
are recommended. 


Banas 

11 

5 

Being a major water bearing basin in Rajasthan the monitoring 
and measurement of river flows is necessary. Additional G&D 
sites will help in better monitoring of stream flows from various 
tributaries. It is observed that Banas basin is the most exploited 
basin in terms of surface water use. Keeping this in mind these 
additional sites will help in monitoring of impact of WHS, 
change in cropping pattern and other abstraction in upstream 
catchment. 


Ghaggar 

0 

2 

G&D site recommended in the basin will help in monitoring and 
measuring the amount of water that is entering and exiting the 
Rajasthan boundary. 

3 

Other nallahs 
of Jalore 

0 

2 

Although there is scarce rainfall in this basin but still the water 
exiting the Rajasthan boundary may be monitored. The data 
from G&D site will also help in calibration of model. 


Outside Basin 

0 

1 

There is no visible flow path in outside basin due to scarce 
rainfall and sandy soil profile. But 1 G&D site is recommended 
to monitor if any water flows from a sub-basin in outside basin 
to Ghaggar basin. 


Out of 34 additional sites recommended 21 sites located across 7 basins may be 
taken at first priority, while 10 sites located across 4 basins may be taken on 
second priority. Rest of the three sites located in two basins can be taken at third 
priority. 

Further, present status of existing river gauge and discharge stations has been 
given in Table 11.1-3 alongwith proposed actions to be taken by WRD, 
Rajasthan for individual sites, if any. 

A combined Action Plan based on recommendations has been given in Table 
11.1-4. 
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Table 11.1-3 Action Plan for Existing River G&D sites (Responsible Authority: WRD, Rajasthan) 


s. 

No. 

Basin 

Sub-basin 

Site name 

Block 

District 

Longitude 

(DD) 

Latitude 

(DD) 

Status 

Proposed Actions 

1* 

Banas 

Banas 

Matrikundiya 
Pick up weir 

Rashmi 

Chittaurgarh 

74.3141 

25.0371 

Observations are made during the Monsoon 
period, but the river’s cross-section has not 
been verified since the site installation. 

River cross-section 
may be checked 
and updated 

2 

Banas 

Banas 

Pipli 

Rajsamand 

Rajsamand 

73.9368 

25.0196 

Proper gauging is done. Data are available 

- 

3* 

Banas 

Banas 

Negaria 

Deoli 

Tonk 

75.4666 

25.9009 

Proper gauging is done. Data are available 

- 

4 

Banas 

Banas 

Tonk 

Tonk 

Tonk 

75.8426 

26.1975 

Proper gauging is done. Data are available 

- 

5 

Banas 

Banas 

Banan Wada 

Khandar 

Sawai 

Madhopur 

76.6620 

26.0108 

Proper gauging is done. Data are available 

- 

6 

Banas 

Banas 

Bigod 

Mandalgarh 

Bhilwara 

75.0343 

25.2474 

Proper gauging is done. Data are available 

- 

7* 

Banas 

Berach 

Berach 

Chittaurgarh 

Chittaurgarh 

74.5847 

24.8732 

Only gauge readings are taken on a very old 
cross section of the river, which has never 
been re-surveyed. No discharge rating curve is 
available. Thus, water flow-rate and volume 
cannot be assessed. 

River cross-section 
may be checked 
and updated 

8* 

Banas 

Berach 

Gambhiri at 
Chittaurgarh 

Chittaurgarh 

Chittaurgarh 

74.6329 

24.8734 

Only gauge readings are taken on a very old 
cross section of the river, which has never 
been re-surveyed. No discharge rating curve is 
available. Thus, water flow-rate and volume 
cannot be assessed. 

River cross-section 
may be checked 
and updated 

9* 

Banas 

Kothari 

kothari 

Kotri 

Bhilwara 

75.0218 

25.3175 

No cross section of the gauging site is 
available and no previous years’ observation 
data are available. 

River cross-section 
may be checked 
and updated. Data 
may be recorded 
regularly. 

10* 

Banas 

Morel 

Kanota 

Jhotwara 

Jaipur 

75.9396 

26.8766 

The last observations were taken in 1998. After 
1998, no readings have been taken. The WLR 
of this site is also not working. 

Instrumentation 
errors may be 
checked and 
corrected to make it 
operational. 

11 

Banas 

Morel 

Nimoda 

Sapotra 

Karauli 

76.6083 

26.2997 

Proper gauging is done. Data are available 

- 
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s. 

No. 

Basin 

Sub-basin 

Site name 

Block 

District 

Longitude 

(DD) 

Latitude 

(DD) 

Status 

Proposed Actions 









Proper gauging is done. Data are available 


12* 

Banganga 

Banganga 

Hingota 

Weir 

Bharatpur 

77.0377 

27.0910 

No cross-section of the river is available, nor 
level/discharge rating curve. Observations 
have not being made for the last 15 years or 
more. Earlier gauging data are incomplete and 
irregular, and of no use. 

River cross-section 
may be checked 
and updated. Data 
may be recorded 
regularly. 

13* 

Banganga 

Banganga 

Rashidpur\ 

Mahawa 

Mahwa 

Dausa 

76.9151 

27.0702 

Site closed 

Rashidpursite and 
Hingota G&D site 
are quite closely 
spaced, any one of 
them may be kept 
and made 
operational. 

14 

Chambal 

Chambal 

Downstream 

Dholpur 

Dhaulpur 

Dhaulpur 

77.9020 

26.6576 

Proper gauging is done. Data are available 

- 

15* 

Chambal 

Chambal 

Downstream 

Kota Barrage 

Ladpur 

Kota 

75.8264 

25.1765 

Proper gauging is done. Data are available 

- 

16 

Chambal 

Chambal 

Downstream 

Manderail 

Sapotra 

Karauli 

77.2800 

26.2762 

Proper gauging is done. Data are available 

" 

17 

Chambal 

Chambal 

Downstream 

Mandawara 

Keshorai 

Patan 

Bundi 

76.1450 

25.3793 

Proper gauging is done. Data are available 

" 

18 

Chambal 

Chambal 

Downstream 

Pali Ghat 

Khandar 

Sawai 

Madhopur 

76.5760 

25.8635 

Proper gauging is done. Data are available 

- 

19* 

Chambal 

Chambal 

Upstream 

Jawahar 

Sagar Dam 

Talera 

Bundi 

75.6779 

25.0372 

Proper gauging is done. Data are available 

- 

20* 

Chambal 

Chambal 

Upstream 

Rana pratap 
Sagar 

Bhainsrorgarh 

Chittaurgarh 

75.5794 

24.9168 

Proper gauging is done. Data are available 

" 

21* 

Chambal 

Kali Sindh 

Manohar 

Thana 

Manohar 

Thana 

Jhalawar 

76.8055 

24.2331 

No data are available. Regular gauging is not 
being done. 

Regular gauging 
may be done being 
located at the state 
boundary. 

22* 

Chambal 

Kali Sindh 

Parwan Pick 

Atru 

Baran 

76.5566 

24.7133 

No data are available. Regular gauging is not 

Water diverted 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


s. 

No. 

Basin 

Sub-basin 

Site name 

Block 

District 

Longitude 

(DD) 

Latitude 

(DD) 

Status 

Proposed Actions 




up Weir 





being done. 

through pick up weir 
may be measured. 

23 

Chambal 

Kali Sindh 

Salavad 

Bakani 

Jhalawar 

76.2052 

24.3716 

Proper gauging is done. Data are available 

- 

24 

Chambal 

Kali Sindh 

Barod 

Itawa 

Kota 

76.3262 

25.3938 

Proper gauging is done. Data are available 

- 

25 

Chambal 

Kali Sindh 

Aklera 

Manohar 

Thana 

Jhalawar 

76.6036 

24.4302 

Proper gauging is done. Data are available 

" 

26 

Chambal 

Kali Sindh 

Sangod 

Sangod 

Kota 

76.3012 

24.9600 

Proper gauging is done. Data are available 

- 

27* 

Chambal 

Outside 

Rajasthan 

Gandhi 

Sagar Dam 

" 

" 

75.5525 

24.6988 

Proper gauging is done. Data are available 

" 

28 

Chambal 

Parwati 

Khatoli 

Itawa 

Kota 

76.4858 

25.6810 

Proper gauging is done. Data are available 

- 

29* 

Gambhir 

Gambhir 

Shri Mahavirji 

Hindaun 

Karauli 

76.9148 

26.6998 

No data are available. No river cross-section at 
the G&D site is available 

River cross-section 
may be checked 
and updated. Data 
may be recorded 
regularly. 

30 

Luni 

Guhiya 

Sojat Road 

Sojat 

Pali 

73.7027 

25.9357 

Site closed 

Site may be 
checked for cross 
section, 

instrumentation and 
efforts may be made 
to make it 
operational. 

31 

Luni 

Luni 

Gandhav/Chit 

alwana 

Dhorimanna 

Barmer 

71.6826 

24.9885 

Proper gauging is done. Data are available 

" 

32 

Luni 

Luni 

Alniyawas 

Riyan 

Nagaur 

74.3150 

26.5266 

Site closed 

Site may be 
checked for cross 
section, 

instrumentation and 
efforts may be made 
to make it 
operational. 

33 

Luni 

Luni 

Balotra 

Balotra 

Barmer 

72.2417 

25.8228 

Proper gauging is done. Data are available 

- 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


s. 

No. 

Basin 

Sub-basin 

Site name 

Block 

District 

Longitude 

(DD) 

Latitude 

(DD) 

Status 

Proposed Actions 

34 

Luni 

Mithari 

Akdara 

Sumerpur 

Pali 

73.1869 

25.3389 

Site closed 

Site may be 
checked tor cross 
section, 

instrumentation and 
efforts may be made 
to make it 
operational. 

35 

Luni 

Sukri 

Birami 

Sumerpur 

Pali 

73.1984 

25.3646 

Site closed 

Site may be 
checked for cross 
section, 

instrumentation and 
efforts may be made 
to make it 
operational. 

36 

Mahi 

Anas 

Anas at Anas 
PH-2 

Bagidora 

Banswara 

74.2344 

23.3580 

Proper gauging is done. Data are available 

" 

37 

Mahi 

Anas 

Chakliya 

Sajjangarh 

Banswara 

74.3185 

23.0552 

Proper gauging is done. Data are available 

- 

38* 

Mahi 

Jakham 

Jakham at 
Naglia Pick¬ 
up Weir 

Dhariawad 

Pratapgarh 

74.5139 

24.1548 

Proper gauging is done. Data are available 


39* 

Mahi 

Jakham 

Karmai at 
Karmai Pick¬ 
up Weir 

Dhariawad 

Pratapgarh 

74.4687 

24.1527 

Proper gauging is done. Data are available 


40* 

Mahi 

Jakham 

Dhariawad 

Irrigation 

Department 

Dhariawad 

Pratapgarh 

74.4329 

24.0705 

Proper gauging is done. Data are available 


41 

Mahi 

Jakham 

Dhariawad 

CWC 

Dhariawad 

Pratapgarh 

74.4772 

24.0916 

Proper gauging is done. Data are available 

- 

42 

Mahi 

Mahi 

Padardibadi 

Sagwara 

Dungarpur 

74.1372 

23.7715 

Proper gauging is done. Data are available 

- 

43 

Mahi 

Outside 

Rajasthan 

Kadana 

- 

- 

73.8253 

23.3065 


- 

44 

Mahi 

Outside 

Mataji 

- 

- 

74.7253 

23.3421 

Proper gauging is done. Data are available 

- 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


s. 

No. 

Basin 

Sub-basin 

Site name 

Block 

District 

Longitude 

(DD) 

Latitude 

(DD) 

Status 

Proposed Actions 



Rajasthan 








45* 

Mahi 

Som 

Gomti 

Salumbar 

Udaipur 

74.0592 

24.2948 

No data available 

- 

46 

Mahi 

Som 

Rangeli 

Aspur 

Dungarpur 

74.2354 

23.8620 

Proper gauging is done. Data are available 

- 

47 

Sabarmati 

Wakal 

Jotasan\ 

Kotdri 

Kotra 

Udaipur 

73.1698 

24.3544 

Proper gauging is done. Data are available 

- 

48* 

Sabi 

Sabi 

Sodawas 

Behror 

Alwar 

76.4044 

27.8612 

Site may be checked and corrected for river 
cross section and instrumentation. 

Site may be 
checked and 
corrected for river 
cross section and 
instrumentation. 

49 

Shekhawati 

Mendha 

Ringus 

Srimadhopur 

Sikar 

75.5958 

27.3542 

No data recorded or available 

Site may be 
checked and 
corrected for river 
cross section and 
instrumentation. 

50 

West 

Banas 

West Banas 

Banas at Abu 
Road 

Abu Road 

Sirohi 

72.7915 

24.4952 

Proper gauging is done. Data are available 

- 


Note: Sites with * belongs to WRD, remaining to CWC. 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table 11.1-4 Action Plan based on Recommendations 


s. 

No. 

Recommendations 

Proposed Actions 

Anticipated 

Value Addition 

Responsibility 

1 

Installation of new River Gauge & Discharge 
(G&D) sites 

It is proposed to install 34 new River Gauge & Discharge 
(G&D) sites in various basins/sub-basins. 

(for details refer Table 11.1-1, page 129 of Volume 1 - Main 
Report) 

Out of the 34 new sites proposed, 21 sites can be taken up on 
first priority, than another 10 sites on second priority and 
remaining 3 sites on third priority. 

(for details of priority refer Table 11.1-2, page 131 of Volume 1 
- Main Report) 

Better accounting of 
surface water flow in rivers 
and improvement in 
available database. 

SWRPD and 
Water 

Resources 

Department, 

Rajasthan 

2 

Improvement in existing River Gauge & 
Discharge (G&D) sites 

Considering the present status of existing River Gauge & 
Discharge sites, various actions are proposed to improve the 
existing condition of site like update the cross-section data, 
replacement of instruments, etc. 

(for details refer Table 11.1-3, page 133 of Volume 1 - Main 
Report) 

Improvement in accuracy 
and reliability of observed 
data. 

SWRPD, Water 
Resources 
Department, 
Rajasthan and 
Central Water 
Commission 

3 

Suitability of new G&D site location 

The tentative locations of new G&D sites have been given, 
however, following points may be kept in mind before selecting 
the location: 

• The cross section of the stream needs to be fixed 
and known. When the system is installed e.g. under a 
bridge (having fixed concrete side walls), it is easy to 
calculate the cross section for different water levels. 
Therefore installation near or on/under such a fixed 
structure (bridge, lock, etc.) has great advantages. 

• The section of the river/stream where measurements 
are to take place should be preferably straight 

Proper site location. 

SWRPD and 
Water 

Resources 

Department, 

Rajasthan 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


s. 

No. 

Recommendations 

Proposed Actions 

Anticipated 

Value Addition 

Responsibility 



approximately 50 m before the measuring point (this 
to make the flow as uniform as possible). 

• There should be no major boulders or large objects 
upstream of measurement location (same reason as 
above). 

• There should be no aquatic growth at the 
measurement location. 

• The stream should not overflow its banks for any 
water level. 

• The stream section should not be too wide because 
for a very wide section we could only measure the 
highest flows. The river cross-section at gauging site 
should be stable. 

• Protected site; when the location where the system 
is protected against theft or damage (by people or 
animals) this is preferred. 



4 

Data measurement and storage 

The following is proposed for proper data management and 
storage: 

• River cross-sections details where G&D site is 
installed should be measured and updated atleast 
once in 5 years. This will reduce the error in 
measuring the stream flow to a large extent. 

• Discharge rating curve should be generated/updated 
for all gauging sites to assess the volume of water 
passed through a particular site. 

• All defunct and faulty instruments may be either 
replaced or upgraded. 

Improved database and 
reliability of data. 

SWRPD and 
Water 

Resources 

Department, 

Rajasthan 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


s. 

No. 

Recommendations 

Proposed Actions 

Anticipated 

Value Addition 

Responsibility 



• Measurements may be taken at regular interval and 
stored in standardized digital data formats. This data 
be digitized, quality checked and stored in electronic 
form at a central place. 

• If an existing gauge site has unstable cross-section it 
may be shifted to nearby location with stable cross- 
section. 
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Annex 



Annex GW-1: Data Validation of Observation wells for Basins in State (CGWB) 


11 Missing RL extracted from SRTM Data 


s 

No 

Well Code 
CGWB 

Coordinate 

Village 

Hydrogeological Unit 

Type 

of 

Well 

Total 

Depth 

(m bql) 

Reduced 1J 
Ground 
Level 
(m amsl) 

Longitude 

Latitude 

Basin: Banas 

Sub Basin: Banas 

i 

450-2B4 

75°21'15" 

25°43'15" 

AMARWASI 

Phyllite & Schist 

DUG WELL 


331.10 

2 

450-2B3 

75 °17'33.23" 

25°39'11.36" 

BORANI 

Phyllite & Schist 

DUG WELL 


333.14 

3 

450-2A2 

75°06'55" 

25°38'20" 

GULABPURA 

Phyllite & Schist 

DUG WELL 


347.05 

4 

450-2B1A 

75 °16'30" 

25°37'15" 

JAHAJPUR 

Older Alluvium 

DUG WELL 


333.86 

5 

450-2A1 

75°05'30" 

25°31'04" 

PAROLI 

Phyllite & Schist 

DUG WELL 


338.55 

6 

45K-3D2 

74°53'30" 

25W50" 

KOTARI 

Gneisses(B.G.C.) 

DUG WELL 


378.72 

7 

45K-3B1 

74°28'00" 

25 WOO" 

GURLA 

Gneisses(B.G.C.) 

DUG WELL 


442.55 

8 

450-4A2 

75°02'30" 

25°14'40" 

BIGOD 

Phyllite & Schist 

DUG WELL 


453.03 

9 

45K-4B4 

74°15'35" 

25°13'00" 

GANGAPUR 

Gneisses(B.G.C.) 

DUG WELL 


493.21 

10 

45K-4B3 

74°18'00" 

25°10'15" 

LAKOLA 

Gneisses(B.G.C.) 

DUG WELL 


492.14 

11 

45K-4C2 

74°34'50" 

25 °10'50" 

HAMIRGARH 

Gneisses(B.G.C.) 

DUG WELL 


410.31 

12 

45K-3C3 

74°38'15" 

25 °16'10" 

MANDAPIA RS 

Gneisses(B.G.C.) 

DUG WELL 


409.06 

13 

45K-4B5 

74°15'00" 

25°13'00" 

Gangapur 

Gneisses(B.G.C.) 

BORE WELL 


504.71 

14 

45K-3D5 

74°53'00" 

25 WOO" 

Kotri 

Gneisses(B.G.C.) 

BORE WELL 


380.75 

15 

450-2A3 

75 °11 '00" 

25°38'30" 

Pander 

Phyllite & Schist 

BORE WELL 


329.93 

16 

45K-3D4 

74°50'00" 

25°18'30" 

Sawaipur 

Gneisses(B.G.C.) 

BORE WELL 


391.41 

17 

45K-4B1A 

74°21'45" 

25 WOO" 

RASHMI 

Phyllite & Schist 

DUG WELL 


456.35 

18 

45G-3D3 

73°58'9.6" 

25°14'40.62" 

CHATTARPUR 

Gneisses(B.G.C.) 

DUG WELL 


568.46 

19 

45G-4D3 

73°53'00" 

25°14'00" 

GUGLI 

Gneisses(B.G.C.) 

DUG WELL 


611.19 

20 

45G-4D2 

73°52'10.26" 

25°11'58.24" 

NADIAWALA 

Phyllite & Schist 

DUG WELL 


587.82 

21 

45H-1C1 

73°44'00" 

24 WOO" 

KHAMNOR 

Phyllite & Schist 

DUG WELL 


603.53 

22 

45H-1D1 

73°49'00" 

24 WOO" 

ODAN 

Phyllite & Schist 

DUG WELL 


600.19 

23 

45G-4C4 

73°33'29.36" 

25°02'56.24" 

DOWAS 

Phyllite & Schist 

DUG WELL 


938.25 

24 

45G-4C1 

73°39'30" 

25°14'00" 

JHILWARA 

Phyllite & Schist 

DUG WELL 


749.05 

25 

45H-1B2 

73°36'2.2" 

25 W53.73" 

KALWANA 

Phyllite & Schist 

DUG WELL 


857.10 

26 

45H-1C6 

73°33'00" 

24 WOO" 

KANCHOLI 

Phyllite & Schist 

DUG WELL 


761.22 

27 

45G-4C2 

73°36'48" 

25 WOO" 

KELWARA 

Phyllite & Schist 

DUG WELL 


880.66 

28 

45G-3D4 

73°46'32.32" 

25W9.79" 

KITELA 

Phyllite & Schist 

DUG WELL 


718.80 

29 

45G-4D5 

73°47'00" 

25°14'35" 

MANSINGH KAGURA 

Gneisses(B.G.C.) 

DUG WELL 


666.99 

30 

45H-1C2 

73°38'46.05" 

24W1.2" 

SANGET 

Phyllite & Schist 

DUG WELL 


751.67 

31 

45K-4A2 

74 WOO" 

25°07'00" 

KHANDEL 

Phyllite & Schist 

DUG WELL 


510.07 

32 

45K-4A3 

74°00'16.88" 

25 °01'37.55" 

ODA 

Phyllite & Schist 

DUG WELL 


517.88 

33 

45K-4A1A 

74°06'40.56" 

25 °01'44.11" 

RAILMAGRA 

Phyllite & Schist 

DUG WELL 


497.42 

34 

45G-4D1 

73°51'00" 

25 WOO" 

MOKAMPURA 

Phyllite & Schist 

DUG WELL 


581.21 

35 

45G-4D4 

73°52'48.05" 

25W44.58" 

RAJSAMAND 

Phyllite & Schist 

DUG WELL 


544.76 

36 

45G-4C5 

73°42'00" 

25°07'30" 

Gajpura 

Gneisses(B.G.C.) 

DUG WELL 


772.53 

37 

54B-4C1 

76°35'40" 

26°01'20" 

KHANDAR 

Quartzite 

DUG WELL 


239.60 

38 

54C-1C2 

76°40'00" 

25W30" 

PADRI TOPKHANA 

Limestone 

DUG WELL 


220.61 

39 

54B-4B2 

76°22'20" 

26 °10'38" 

DUBBI 

Older Alluvium 

DUG WELL 


238.91 

40 

54C-1B1 

76 °16'00" 

25 WOO" 

KUSHTALA 

Older Alluvium 

DUG WELL 


263.39 

41 

54B-4B3 

76°21'40" 

26W15" 

SURWAL 

Phyllite & Schist 

DUG WELL 


238.68 

42 

450-1 Cl 

75°34'00" 

25 WOO" 

BANTHOLI 

Older Alluvium 

DUG WELL 


299.18 

43 

450-1B4 

75°21'30" 

25°49'45" 

NEGRIA 

Older Alluvium 

DUG WELL 


313.73 

44 

450-1B3 

75°28'30" 

25°48'42" 

SIROHI 

Phyllite & Schist 

DUG WELL 


307.49 

45 

45N-4B1 

75°29'0.73" 

26 °01'45.52" 

TODARAISINGH 

Phyllite & Schist 

DUG WELL 


329.80 

46 

45N-4D4 

75°48'30" 

26W30" 

ARNIYALMAL 

Phyllite & Schist 

DUG WELL 


287.91 

47 

450-1C2 

75°41'00" 

25W55" 

MAHUVA 

Older Alluvium 

DUG WELL 


284.23 

48 

45N-4C1 

75°42'59.66" 

26W21.57" 

MAN Dl AW AS 

Phyllite & Schist 

DUG WELL 


284.44 

49 

45N-4D3 

75°51'00" 

26°14'30" 

SOHELA 

Older Alluvium 

DUG WELL 


269.30 

50 

45N-4D1A 

75°47'00" 

26 °10'OO" 

TONK 

Older Alluvium 

DUG WELL 


275.55 

51 

54C-1A1 

76 WOO" 

25 WOO" 

ALIGARH 

Gneisses(B.G.C.) 

DUG WELL 


281.24 

52 

54C-1A4 

76°11'57.27" 

25°57'19.62" 

BEGAMPURA 

Older Alluvium 

DUG WELL 


274.65 

53 

450-1D1 

75°57'58" 

25W30" 

DIKOLIYA 

Older Alluvium 

DUG WELL 


277.41 

54 

45N-4D2 

75°53'20" 

26°02'27" 

NAYAGAON 

Phyllite & Schist 

DUG WELL 


281.40 

55 

45H-1C4 

73W3.82" 

24°52'25" 

KATHAR 

Phyllite & Schist 

DUG WELL 


670.67 

56 

45H-1C5 

73°31'45" 

24°45'47" 

GOGUNDA 

Phyllite & Schist 

DUG WELL 


840.48 

57 

45H-1B1 

73 WOO" 

24 WOO" 

JASWANTGARH 

Phyllite & Schist 

DUG WELL 


844.14 

58 

45H-1B3 

73 °25'45" 

24°51'30" 

PUNAWALI 

Phyllite & Schist 

DUG WELL 


850.32 

Sub Basin: Berach | 

i 

450-4A1 

75W5.63" 

25°12'22.41" 

MANDALGARH 

Phyllite & Schist 

DUG WELL 


388.62 

2 

45L-3B2 

74°40'00" 

24°30'00" 

BARISADRI 

Shale 

DUG WELL 


499.15 

3 

450-4A3 

75 °10'OO" 

25W40" 

MENAL 

Bhander Sandstone 

DUG WELL 


510.04 

4 

45K-4D1 

74°53'31.78" 

25W24.66" 

PARSOLI 

Shale 

DUG WELL 


378.17 




s 

No 

Well Code 
CGWB 

Coordinate 

Village 

Hydrogeological Unit 

Type 

of 

Well 

Total 

Depth 

(m bql) 

Reduced 1J 
Ground 
Level 
(m amsl) 

Longitude 

Latitude 

5 

45L-2B2 

74°11 '51.28" 

24°45'32.9" 

AKOLA 

Phyllite & Schist 

DUG WELL 


444.17 

6 

45L-2C2 

74°27'00" 

24043 . 36 " 

BANSEN 

Gneisses(B.G.C.) 

DUG WELL 


426.20 

7 

45L-2B1 

74°21'00" 

24°41'00" 

NAPANIA 

Phyllite & Schist 

DUG WELL 


456.11 

8 

45L-1C3 

74°38'52.13" 

24°54'27.88" 

MANPURA 

Shale 

DUG WELL 


409.81 

9 

45L-1C6 

74°42'16.26" 

24°58'0.75" 

NAGARI 

Shale 

DUG WELL 


407.18 

10 

45L-1C4 

74°31 '10" 

24°56'30" 

PUROHITOKASAVAT 

Gneisses(B.G.C.) 

DUG WELL 


437.49 

11 

45L-1C2 

74°38'00" 

24°46'00" 

Shambhupura 

Limestone 

DUG WELL 


421.66 

12 

45K-4C1 

74°37'50.58" 

25°02'2.59" 

GANGRAR 

Gneisses(B.G.C.) 

DUG WELL 


413.38 

13 

45K-4B2 

74°29'30" 

25°02'10" 

KHARKHANDA 

Phyllite & Schist 

DUG WELL 


464.06 

14 

45L-1B2 

74°18'30" 

24°51'40" 

KAPASAN 

Phyllite & Schist 

DUG WELL 


457.43 

15 

45L-1B3 

74 °16'00" 

24°52'30" 

MUNGANA 

Phyllite & Schist 

DUG WELL 


468.68 

16 

45L-1B1 

74°27'20" 

24°56'00" 

SINGHPUR 

Gneisses(B.G.C.) 

DUG WELL 


434.68 

17 

45L-3B6 

74°40'00" 

24°30'00" 

Bari Sadri 

Shale 

BORE WELL 


470.32 

18 

45K-4D4 

74°50'00" 

25°06'30" 

Dugar 

Gneisses(B.G.C.) 

BORE WELL 


384.20 

19 

45L-1A3 

74°12'00" 

24°57'00" 

Jasma 

Phyllite & Schist 

BORE WELL 


488.52 

20 

45K-4D3 

74°59'00" 

25°03'00" 

KathuNda Mod 

Shale 

BORE WELL 


420.06 

21 

45H-1D3 

73°57'00" 

24°53'00" 

DHANA 

Gneisses(B.G.C.) 

DUG WELL 


524.43 

22 

45L-1A2 

74°06'10.53" 

24°55'12.16" 

GAVERDI 

Phyllite & Schist 

DUG WELL 


487.74 

23 

45H-2C1A 

73°43'00" 

24°37'00" 

Bhuwana 

Phyllite & Schist 

DUG WELL 


578.80 

24 

45H-2C4A 

73°45'00" 

24°31'00" 

KEWRA 

Limestone 

TUBE WELL 


575.40 

25 

45H-1C3 

73°37'41.84" 

24°46'41.79" 

SRIMALI Kl KARIA 

Phyllite & Schist 

DUG WELL 


736.16 

26 

45L-2A3A 

74°10'OO" 

24°34'30" 

BHINDER 

Gneisses(B.G.C.) 

DUG WELL 


488.08 

27 

45L-2A2A 

74°04'28.16" 

24°34'41.28" 

KHERODA 

Gneisses(B.G.C.) 

DUG WELL 


491.81 

28 

45H-2D3 

73°49'15" 

24°36'00" 

BICHRI 

Gneisses(B.G.C.) 

DUG WELL 


547.68 

29 

45H-2D2 

73°46'35" 

24°34'40" 

KANPUR 

Phyllite & Schist 

DUG WELL 


548.80 

30 

45H-2B2 

73°38'00" 

24°33'00" 

NAI 

Phyllite & Schist 

TUBE WELL 


624.42 

31 

45H-2C3 

73°42'50" 

24°33'08" 

SAVINA 

Phyllite & Schist 

DUG WELL 


574.45 

32 

45H-2C2 

73°39'24.06" 

24°33'28.49" 

Sisarma 

Phyllite & Schist 

DUG WELL 


610.96 

33 

45H-3C3 

73°36'45" 

24°29'45" 

UNDRI 

Phyllite & Schist 

DUG WELL 


661.06 

34 

45L-2A1 

74°01'00" 

24°37'00" 

BHATEWAR 

Gneisses(B.G.C.) 

DUG WELL 


493.32 

35 

45H-2D1A 

73°55'00" 

24°43'00" 

BHOYANA 

Phyllite & Schist 

DUG WELL 


522.42 

36 

45H-2D6 

73°58'24" 

24°35'37" 

BHUTPURA 

Gneisses(B.G.C.) 

BORE WELL 


503.71 

37 

45H-3D7 

73°44'34.63" 

24°42'15.82" 

CHIRWA 

Phyllite & Schist 

BORE WELL 


721.66 

38 

45L-1A1 

74°06'00" 

24°49'00" 

FATEHNAGAR 

Phyllite & Schist 

DUG WELL 


483.15 

39 

45H-2D7 

73°50'46.43" 

24°41 '36.44" 

GADOLI 

Phyllite & Schist 

BORE WELL 


498.92 

40 

45H-1D2 

73°59'00" 

24°47'00" 

MAVLI 

Gneisses(B.G.C.) 

DUG WELL 


496.63 

41 

45L-2A6 

74°10'OO" 

24°34'30" 

Bhinder 

Gneisses(B.G.C.) 

BORE WELL 


488.40 

42 

45H-2C5 

73°41'00" 

24°37'30" 

Ramgiri(badagaon) 

Phyllite & Schist 

Dug Well 


587.20 

Sub Basin: Dain | 

i 

45N-4A3 

75°02'38.74" 

26°11'47.51" 

BARORA 

Gneisses(B.G.C.) 

DUG WELL 


369.17 

2 

45J-3D1 

74°52'00" 

26°24'00" 

KANPUR 

Gneisses(B.G.C.) 

DUG WELL 


409.71 

3 

45J-4C1 

74°41-43.44" 

26°07'23.97" 

BAN DAN WAR A 

Gneisses(B.G.C.) 

DUG WELL 


417.22 

4 

45N-4A6 

75°06'00" 

26°02'00" 

AJAGARA 

Gneisses(B.G.C.) 

DUG WELL 


343.92 

5 

45J-4D3 

74°56'30" 

26°06'30" 

GOELO 

Gneisses(B.G.C.) 

DUG WELL 


370.02 

6 

45N-4A1 

75 °11 '40" 

26°05'20" 

JOONIA 

Gneisses(B.G.C.) 

DUG WELL 


334.86 

7 

45J-4D1 

74°48'08" 

26°08'28" 

KALYANPURA 

Gneisses(B.G.C.) 

DUG WELL 


380.49 

8 

450-1A1 

75°09'00" 

25°59'00" 

KEKRI 

Gneisses(B.G.C.) 

DUG WELL 


355.44 

9 

45N-4A4 

75°00'00" 

26°03'00" 

SARWAD 

Gneisses(B.G.C.) 

DUG WELL 


348.38 

10 

45J-3D3 

74°55'00" 

26°18'30" 

Morajhar 

Gneisses(B.G.C.) 

BORE WELL 


382.98 

11 

45J-3C3 

74044 - 25 - 

26 °1 T 12 " 

NASIRABAD 

Gneisses(B.G.C.) 

DUG WELL 


432.44 

12 

45J-3D2 

74°52'32.57" 

26 °16'47.86" 

RAMSAR 

Gneisses(B.G.C.) 

DUG WELL 


388.51 

Sub Basin: Gudia | 

i 

45N-3D1A 

75°56'00" 

26°22'00" 

NIWAI 

Older Alluvium 

DUG WELL | 

310.74 

Sub Basin: Kalisil | 

i 

54B-3D6 

76°56'00" 

26°25'30" 

KARSAI 

Older Alluvium 

DUG WELL 


293.26 

2 

54B-3D2 

76°53'28.48" 

26°20'10.22" 

KELADEVI 

Bhander Sandstone 

DUG WELL 


268.07 

3 

54B-3D5 

76°45'18" 

26 °17'21" 

SAPOTRA 

Bhander Sandstone 

DUG WELL 


259.03 

Sub Basin: Khari | 

i 

45K-1C3 

74°34'58.29" 

25°58'31.16" 

LUDIYANA 

Gneisses(B.G.C.) 

DUG WELL 


414.52 

2 

450-1 A3 

75°14'00" 

25°50'00" 

BOG LA 

Gneisses(B.G.C.) 

DUG WELL 


329.59 

3 

450-1A2 

75°00'22.2" 

25°55'2.17" 

SANPLA 

Gneisses(B.G.C.) 

DUG WELL 


366.45 

4 

45J-4C3 

74°39'30" 

26°01'30" 

JHOPADIYAN 

Gneisses(B.G.C.) 

DUG WELL 


438.19 

5 

45J-4C2 

74°30'45" 

26°05'30" 

MASUDA 

Gneisses(B.G.C.) 

DUG WELL 


440.35 

6 

45K-1B2A 

74°26'00" 

25°58'00" 

Ramgarh 

Gneisses(B.G.C.) 

BORE WELL 


464.31 

7 

45K-1B1 

74 °17'00" 

25°50'00" 

BADNOR 

Gneisses(B.G.C.) 

DUG WELL 


486.17 

8 

45K-1B3 

74°28'00" 

25°45'30" 

BARASNI 

Gneisses(B.G.C.) 

DUG WELL 


441.23 

9 

45K-2B3 

74 °18'48" 

25°35'51" 

TILOLI 

Gneisses(B.G.C.) 

DUG WELL 


500.19 

10 

45K-2C3 

74°41 '32.66" 

25°30'2.79" 

BANERAMATAJI 

Phyllite & Schist 

DUG WELL 


424.46 

11 

45K-2C1 

74°36'00" 

25°38'00" 

RAILA ROAD 

Phyllite & Schist 

DUG WELL 


438.04 




s 

No 

Well Code 
CGWB 

Coordinate 

Village 

Hydrogeological Unit 

Type 

of 

Well 

Total 

Depth 

(m bql) 

Reduced 1J 
Ground 
Level 
(m amsl) 

Longitude 

Latitude 

12 

45K-1C2 

74°33'00" 

25 WOO" 

GAGEDA 

Gneisses(B.G.C.) 

DUG WELL 


418.92 

13 

45K-1C1 

74°41'00" 

25 WOO" 

GULABPURA 

Gneisses(B.G.C.) 

DUG WELL 


438.00 

14 

45K-2C4 

74°37'50" 

25W40" 

KANWALIAWAS 

Gneisses(B.G.C.) 

DUG WELL 


419.18 

15 

45K-2C5 

74°30'32.36" 

25°32'23.67" 

JIWANLIYAN 

Gneisses(B.G.C.) 

DUG WELL 


453.03 

16 

45K-2D3 

74°54'20" 

25W20" 

KANCHAN-KALA 

Gneisses(B.G.C.) 

DUG WELL 


368.16 

17 

45K-1D1 

74°58'30" 

25W10" 

PHULIA 

Gneisses(B.G.C.) 

DUG WELL 


359.12 

18 

45K-2D2 

74°54'00" 

25W15" 

SOPURA 

Phyllite & Schist 

DUG WELL 


374.60 

19 

45K-2D1 

74°48'00" 

25W40" 

Taswaria Khurd 

Phyllite & Schist 

DUG WELL 


392.63 

20 

45K-1C4 

74°33'00" 

25 WOO" 

Gageda 

Gneisses(B.G.C.) 

BORE WELL 


418.17 

21 

45K-2B1 

74 °16'00" 

25 WOO" 

Karera 

Gneisses(B.G.C.) 

BORE WELL 


504.88 

22 

45K-2C6 

74°35'00" 

25 WOO" 

Raila 

Gneisses(B.G.C.) 

BORE WELL 


445.99 

23 

45G-2D2 

73°51'45" 

25W40" 

BAGHANA 

Phyllite & Schist 

DUG WELL 


655.02 

24 

45K-2A2 

74 WOO" 

25 WOO" 

BARAR 

Phyllite & Schist 

DUG WELL 


621.81 

25 

45K-2A1 

74 WOO" 

25 WOO" 

BHIM 

Phyllite & Schist 

DUG WELL 


523.42 

26 

45K-1A6 

74 WOO" 

25 WOO" 

GHATO 

Gneisses(B.G.C.) 

DUG WELL 


522.93 

27 

45G-2D1 

73°58'16.93" 

25W31.49" 

THIKARWAS 

Phyllite & Schist 

DUG WELL 


616.60 

28 

45G-2D3 

73 WOO" 

25°36'00" 

Bagar 

Phyllite & Schist 

BORE WELL 


646.50 

29 

450-1B2 

75°16'50" 

25°51'50" 

RAMTHALA 

Older Alluvium 

DUG WELL 


317.01 

Sub Basin: Kothari | 

i 

45K-3D1 

74 WOO" 

25°18'25" 

SAWAIPUR 

Gneisses(B.G.C.) 

DUG WELL 


391.86 

2 

45K-3A3 

74°11'15" 

25°27'15" 

NANGPURA 

Gneisses(B.G.C.) 

DUG WELL 


519.42 

3 

45K-3A2 

74°06'30" 

25°22'26" 

PITAKHERA 

Gneisses(B.G.C.) 

DUG WELL 


549.04 

4 

45K-3A1 

74°09'30" 

25 °17'00" 

DEVARIA 

Gneisses(B.G.C.) 

DUG WELL 


502.53 

5 

45K-3C1A 

74 WOO" 

25 WOO" 

Bhilwara 

Phyllite & Schist 

DUG WELL 


415.55 

6 

45K-3D3 

74°46'30" 

25°22'30" 

KODUKOTA 

Gneisses(B.G.C.) 

DUG WELL 


398.74 

7 

45K-3C2 

74 WOO" 

25°21'00" 

SUWANA 

Gneisses(B.G.C.) 

DUG WELL 


403.76 

8 

45G-3D1 

73 WOO" 

25 WOO" 

DEWAIR 

Phyllite & Schist 

DUG WELL 


738.79 

Sub Basin: Mashi | 

i 

45N-3A1 

75 WOO" 

26 WOO" 

ARIAN 

Gneisses(B.G.C.) 

DUG WELL 


372.60 

2 

45N-3A2 

75 WOO" 

26 WOO" 

DASUK 

Gneisses(B.G.C.) 

DUG WELL 


386.69 

3 

45J-2D1 

74°51 '2.71" 

26 W59.91" 

KISHANGARH 

Phyllite & Schist 

DUG WELL 


435.25 

4 

45J-2D2 

74 WOO" 

26 WOO" 

Tiloniya 

Gneisses(B.G.C.) 

BORE WELL 


424.19 

5 

45M-4D6 

75W26.86" 

27°06'30.33" 

CHAUMP 

Younger Alluvium 

TUBE WELL 


484.28 

6 

45M-4C7 

75W30" 

27°02'45" 

JAITPURA II 

Younger Alluvium 

TUBE WELL 


433.81 

7 

45M-4C2A 

75°45'46.34" 

27°03'39.2" 

N.PUROHITAN 

Younger Alluvium 

TUBE WELL 


460.75 

8 

45N-2D5 

75°51 '51.82" 

26W37.24" 

THALLI 

Older Alluvium 

DUG WELL 


317.26 

9 

45N-2A1 

75 WOO" 

26°41'00" 

DUDU 

Gneisses(B.G.C.) 

DUG WELL 


351.93 

10 

45N-2B2 

75°16'40" 

26°36'36" 

MANGARWARA 

Gneisses(B.G.C.) 

DUG WELL 


328.80 

11 

45N-2B1 

75°21'45" 

26°41'00" 

MOZMABAD 

Gneisses(B.G.C.) 

DUG WELL 


329.72 

12 

45N-1B1 

75 WOO" 

26 WOO" 

NASNOTA 

Older Alluvium 

DUG WELL 


342.51 

13 

45N-2A2 

75 WOO" 

26 WOO" 

PADASOLI 

Gneisses(B.G.C.) 

DUG WELL 


354.14 

14 

45N-2B3 

75°18'52.35" 

26W29.46" 

PALLUKHURD 

Gneisses(B.G.C.) 

DUG WELL 


356.20 

15 

45M-4D8 

75W48" 

27°07'38" 

Anantpura 

Younger Alluvium 

Tube Well 


469.01 

16 

45M-4C5A 

75°43'28" 

27°09'42" 

CHOMU 

Younger Alluvium 

TUBE WELL 


479.62 

17 

45N-1C7 

75W40" 

26°51'00" 

BAD KA BALAJI 

Older Alluvium 

TUBE WELL 


385.70 

18 

45N-1C1A 

75W35" 

26 WOO" 

DHANKIYA 

Older Alluvium 

TUBE WELL 


409.29 

19 

45N-1D19 

75°43'04.00" 

26 °53'16.34" 

HIRAPURA 

Older Alluvium 

TUBE WELL 


418.32 

20 

45N-1D6A 

75°44'11.24" 

26W55.8" 

JHOTWARA 

Younger Alluvium 

TUBE WELL 


434.91 

21 

45N-1C6A 

75 WOO" 

26W30" 

KALWAD 

Younger Alluvium 

TUBE WELL 


407.60 

22 

45N-1B3 

75W18" 

26W38" 

Mehla 

Older Alluvium 

Tube Well 


338.50 

23 

45N-1C10 

75 WOO" 

26 WOO" 

Niwaroo 

Younger Alluvium 

Tube Well 


444.45 

24 

45N-1C8 

75 WOO" 

27°00'00" 

SANCHOTI 

Younger Alluvium 

TUBE WELL 


413.05 

25 

45N-1C2A 

75 WOO" 

26 WOO" 

SIRSI 

Younger Alluvium 

TUBE WELL 


416.49 

26 

45N-2D4 

75W15" 

26W02" 

DAWACH 

Older Alluvium 

DUG WELL 


291.62 

27 

45N-2D4A 

75 WOO" 

26 WOO" 

DAWACH 

Older Alluvium 

TUBE WELL 


291.62 

28 

45N-2C4 

75W40" 

26 WOO" 

JHARNA KHURD 

Older Alluvium 

DUG WELL 


301.05 

29 

45N-2C1 

75 WOO" 

26 WOO" 

PHAGI 

Older Alluvium 

DUG WELL 


318.97 

30 

45N-1C3 

75W13" 

26W13" 

Bassi Nagal 

Older Alluvium 

Tube Well 


411.66 

31 

45M-4B2A 

75°23'25.72" 

27°01'13.5" 

BHOJPURA 

Older Alluvium 

TUBE WELL 


408.06 

32 

45M-4B3 

75W17" 

27°02'38" 

Hingonia 

Older Alluvium 

Tube Well 


422.14 

33 

45N-1B2 

75 WOO" 

26W30" 

JOBNER 

Older Alluvium 

DUG WELL 


383.90 

34 

45N-1A2 

75 WOO" 

26°47'30" 

SIROHIKHURD 

Phyllite & Schist 

DUG WELL 


370.44 

35 

45N-1C5 

75W50" 

26°47'49" 

Chi rota 

Older Alluvium 

Tube Well 


355.67 

36 

45N-1C4A 

75 W45.08" 

26°47'57.83" 

MOHANA 

Older Alluvium 

TUBE WELL 


360.16 

37 

45N-1C9 

75W15" 

26°47'45" 

NEWATA 

Older Alluvium 

TUBE WELL 


370.95 

38 

45N-2C2A 

75W10" 

26W20" 

TILAWALA 

Older Alluvium 

TUBE WELL 


338.90 

39 

45N-2D7 

75W18" 

26W42" 

WATIKA 

Older Alluvium 

TUBE WELL 


339.88 

40 

45N-3B2 

75°29'15" 

26W30" 

JAISINGHPUR 

Phyllite & Schist 

DUG WELL 


324.04 

Sub Basin: Morel | 




s 

No 

Well Code 
CGWB 

Coordinate 

Village 

Hydrogeological Unit 

Type 

of 

Well 

Total 

Depth 

(m bql) 

Reduced 1J 
Ground 
Level 
(m amsl) 

Longitude 

Latitude 

1 

54B-1B7 

76°22'00" 

26°48'00" 

Aluda 

Older Alluvium 

Tube Well 


322.50 

2 

54B-1B3A 

76°20'00" 

26°48'00" 

BIGAWAS MOD 

Older Alluvium 

DUG WELL 


315.16 

3 

54B-1A5 

76°13'00" 

26 WOO" 

LAWAN 

Older Alluvium 

TUBE WELL 


217.27 

4 

54B-2B5 

76°20'10" 

26°44'45" 

N.R'AWATAN 

Older Alluvium 

TUBE WELL 


326.61 

5 

54B-3B3 

76°22'29.78" 

26°28'40.18" 

BAGRI-BILONA 

Older Alluvium 

DUG WELL 


261.13 

6 

54B-3B8 

76°22'30" 

26°29'00" 

BILONA KALAN 

Older Alluvium 

TUBE WELL 


274.27 

7 

54B-2B2A 

76°20'30" 

26°35'15" 

DIDWANA 

Older Alluvium 

TUBE WELL 


346.51 

8 

54B-2A4 

76°11'50" 

26°31'45" 

HODAYLI 

Older Alluvium 

TUBE WELL 


290.30 

9 

54B-2B1A 

76°19'48.4" 

26°33'45.65" 

LALSOT 

Older Alluvium 

DUG WELL 


305.78 

10 

54B-2B1B 

76°20'15" 

26 WOO" 

LALSOT 

Older Alluvium 

TUBE WELL 


305.78 

11 

54B-2C5 

76°26'3.44" 

26°29'13.61" 

MANDAWARI 

Older Alluvium 

TUBE WELL 


278.37 

12 

54B-2B3 

76°19'45" 

26°43'30" 

NAYAWAS 

Older Alluvium 

DUG WELL 


332.31 

13 

54B-2A5 

76°11'30.47" 

26°42'10.24" 

PRAHLADPURA 

Older Alluvium 

TUBE WELL 


317.63 

14 

54B-2A6 

76°12'00" 

26°31'30" 

Shiv Singhpura 

Older Alluvium 

Tube Well 


293.16 

15 

45N-1D2 

75°52'00" 

26°59'00" 

AMBER 

Younger Alluvium 

DUG WELL 


410.83 

16 

45M-4D5 

75°58'00" 

27 WOO" 

BHANPUR KALAN 

Younger Alluvium 

TUBE WELL 


398.32 

17 

45M-4D7 

75°53'45" 

27°02'30" 

Kukas 

Quartzite 

Tube Well 


408.73 

18 

45N-1D7 

75°50'50" 

26W05" 

PURANAGHAT 

Younger Alluvium 

DUG WELL 


439.03 

19 

45N-1D24 

75°56'20" 

26°52'40" 

BAGRANA 

Younger Alluvium 

DUG WELL 


357.26 

20 

54B-1A3A 

76 WOO" 

26°50'00" 

BASSI 

Older Alluvium 

TUBE WELL 


357.52 

21 

54B-1A8 

76 °11 '00" 

26°53'00" 

Jatwara 

Older Alluvium 

Tube Well 


332.85 

22 

54B-1A4 

76°13'00" 

26°52'20" 

JATWARA RLY STA 

Older Alluvium 

DUG WELL 


326.31 

23 

54B-1A1B 

76°07'40.4" 

26°51'18.6" 

JHIR 

Older Alluvium 

TUBE WELL 


361.56 

24 

45N-1D8 

75°57'00" 

26°52'30" 

Kanota 

Younger Alluvium 

Tube Well 


357.85 

25 

54B-1A7 

76 °10'OO" 

26 WOO" 

Rajpura Patalwas 

Quartzite 

Tube Well 


340.78 

26 

54B-2A1 

76°08'30" 

26°44'40" 

TUNGA 

Older Alluvium 

DUG WELL 


333.02 

27 

54B-2A3 

76°01'30" 

26°37'30" 

BIBI KA BARH 

Younger Alluvium 

DUG WELL 


305.96 

28 

45N-2D1 

75°57'00" 

26°36'00" 

CHAKSU 

Older Alluvium 

DUG WELL 


309.01 

29 

45N-2D3 

75°57'15" 

26°30'41" 

KOTHUN 

Quartzite 

DUG WELL 


324.11 

30 

54B-2A2 

76°06'00" 

26°41'00" 

RUPARI KALAN 

Older Alluvium 

DUG WELL 


311.21 

31 

45N-2D2 

75°54'02" 

26°42'49" 

SHIVDASPURA 

Quartzite 

DUG WELL 


332.16 

32 

45N-1D15A 

75°58'30" 

27°00'10" 

MALAWALA 

Younger Alluvium 

TUBE WELL 


390.08 

33 

45N-1D21 

75°55'20" 

26°58'40" 

SAIPURA 

Younger Alluvium 

TUBE WELL 


381.43 

34 

45N-1D14 

75°49'37.4" 

26°55'33.82" 

JAIPUR JALEBICH 

Younger Alluvium 

DUG WELL 


427.28 

35 

45N-1D17 

75°46'45" 

26 WOO" 

MES JAIPUR 

Younger Alluvium 

TUBE WELL 


435.67 

36 

45N-1D26 

75°46'00" 

26 WOO" 

Rotary Club 

Older Alluvium 

Tube Well 


427.97 

37 

45N-1D18 

75°47'20" 

26W30" 

DURGAPURA 

Older Alluvium 

TUBE WELL 


391.90 

38 

45N-2D6 

75°54'39.85" 

26°47'7.34" 

GONER 

Older Alluvium 

DUG WELL 


342.04 

39 

45N-1D27 

75°46'30" 

26°51'30" 

Gopalpura Bypass 

Older Alluvium 

Tube Well 


388.72 

40 

45N-1D4 

75°47'00" 

26 WOO" 

JAIPUR PZO 1 

Older Alluvium 

TUBE WELL 


426.75 

41 

45N-1D20 

75°46'00" 

26°51'10" 

MANSAROVAR 

Older Alluvium 

TUBE WELL 


396.49 

42 

45N-1D16 

75°46'00" 

26°51'12" 

Mansarovar Cgwb 

Older Alluvium 

Tube Well 


398.65 

43 

45N-1D22 

75°49'23.24" 

26W58.64" 

SUKHPURIA 

Older Alluvium 

TUBE WELL 


363.32 

44 

45N-1D23 

75°46'40" 

26W45" 

SURYANAGAR 

Older Alluvium 

TUBE WELL 


419.98 

45 

54B-2C3 

76°43'00" 

26°36'30" 

SAHAR 

Older Alluvium 

DUG WELL 


258.73 

46 

54B-3D4 

76°47'57.71" 

26°25'23.94" 

DEKOLI 

Older Alluvium 

DUG WELL 


270.63 

47 

54B-3C3 

76°41'00" 

26°19'30" 

NAROLI DANG 

Older Alluvium 

DUG WELL 


235.42 

48 

54B-2C4 

76°33'40" 

26 WOO" 

BAMNAWAS 

Older Alluvium 

DUG WELL 


255.62 

49 

54B-3C2A 

76°32'55" 

26°22'40" 

MEENAPARA 

Older Alluvium 

TUBE WELL 


225.64 

50 

54B-3B6 

76°29'30" 

26°19'45" 

MORAL TIWARA 

Older Alluvium 

DUG WELL 


234.20 

51 

54B-2C2 

76°33'10" 

26W15" 

PIPLAI 

Older Alluvium 

DUG WELL 


251.20 

52 

54B-3B2A 

76°28'6.91" 

26 °17'46.5" 

BEHTAR 

Older Alluvium 

DUG WELL 


245.64 

53 

54B-4B5 

76°22'31.17" 

26°14'46.72" 

BHADOTI 

Phyllite & Schist 

DUG WELL 


240.72 

54 

54B-3B4 

76°14'0.28" 

26°19'46.2" 

BONALI 

Phyllite & Schist 

DUG WELL 


261.23 

55 

54B-3B5 

76°22'13" 

26°22'30" 

JASTANA 

Phyllite & Schist 

DUG WELL 


247.12 

56 

54B-3B1 

76°22'50" 

26°18'20" 

MALARNACHOR 

Older Alluvium 

DUG WELL 


242.42 

57 

54B-3B7 

76°29'15" 

26°26'30" 

MALARNADUNGAR 

Older Alluvium 

DUG WELL 


231.88 

58 

54B-3B9 

76°23'13.75" 

26°22'0.71" 

TOND 

Older Alluvium 

DUG WELL 


242.34 

59 

54B-3C1A 

76 WOO" 

26 WOO" 

GANGAPUR 

Older Alluvium 

DUG WELL 


257.49 

60 

54B-3A2 

76°13'00" 

26°19'00" 

Bolni 

Phyllite & Schist 

Tube Well 


325.65 

Sub Basin: Sodra | 

i 

45N-4A5 

75°11'15" 

26°14'18" 

DEWAL 

Gneisses(B.G.C.) 

DUG WELL 


341.08 

2 

45N-3B1 

75°23'00" 

26 °17'00" 

MALPURA 

Phyllite & Schist 

DUG WELL 


335.07 

3 

45N-4B2 

75°27'00" 

26°14'30" 

TORDI 

Phyllite & Schist 

DUG WELL 


300.81 

4 

45N-4C2 

75W30" 

26°11'00" 

HAMIRPUR 

Phyllite & Schist 

DUG WELL 


285.13 

5 

45N-3C1 

75°37'50" 

26°15'45" 

JHARANA 

Phyllite & Schist 

DUG WELL 


285.37 

Basin: Banganga 

Sub Basin: Banganga 

i 

54A-3D2 

76 °51'45.87" 

27°22'1.44" 

LACHMANGARH 

Older Alluvium 

DUG WELL | 

220.04 






s 

No 

Well Code 
CGWB 

Coordinate 

Village 

Hydrogeological Unit 

Type 

of 

Well 

Total 

Depth 

(m bql) 

Reduced 1J 
Ground 
Level 
(m amsl) 

Longitude 

Latitude 

2 

54A-3D2A 

76°52'24.92" 

27°21 '51.77" 

LAXMANGARH 

Older Alluvium 

TUBE WELL 


220.04 

3 

54E-3A2 

77°04'35" 

27°19'14" 

KATHUMAR 

Older Alluvium 

DUG WELL 


208.29 

4 

54E-3A4 

77°00'26.97" 

27°21'18.2" 

TITPURI 

Older Alluvium 

DUG WELL 


210.12 

5 

54E-3A4A 

77°00'0.39" 

27°21 '22.88" 

TITPURI 

Older Alluvium 

TUBE WELL 


210.12 

6 

54A-4B1 

76°24'00" 

27°14'15" 

TEH LA 

Quartzite 

DUG WELL 


354.09 

7 

54A-4D3 

76°47'30" 

27°12'30" 

GADI SWAIRAM 

Older Alluvium 

DUG WELL 


262.30 

8 

54A-3D3 

76°50'45" 

27°15'15" 

JHALADALA 

Older Alluvium 

DUG WELL 


249.94 

9 

54A-4B3 

76°15'30" 

27°13'30" 

GHATA MORDI 

Quartzite 

DUG WELL 


436.73 

10 

54A-3A2 

76°09'00" 

27°15'00" 

PARTAPGARH 

Quartzite 

DUG WELL 


424.11 

11 

54A-4B2 

76°18'23.9" 

27°07'13.88" 

TORIKABAS 

Quartzite 

DUG WELL 


338.65 

12 

54A-1D4 

76°58'00" 

27 WOO" 

TIJARA 

Older Alluvium 

TUBE WELL 


293.55 

13 

53D4D3 

76°51'30" 

27°06'45" 

Nakhol 

Older Alluvium 

Tube Well 


239.59 

14 

54E-3B4 

77°21'09" 

27°23'42" 

MANDHERA 

Older Alluvium 

DUG WELL 


178.64 

15 

54E-3A3 

77 °15'00" 

27°26'42" 

PANHORI 

Older Alluvium 

DUG WELL 


186.92 

16 

54E-3A3A 

77°14'06" 

27°26'36" 

PANHORI 

Older Alluvium 

TUBE WELL 


187.69 

17 

54E-3B3 

77°23'00" 

27°19'00" 

KUMHER 

Older Alluvium 

DUG WELL 


177.12 

18 

54E-3B5 

77°14'55" 

27°19'30" 

SABORA 

Older Alluvium 

TUBE WELL 


187.34 

19 

54E-4A6 

77°05'30" 

27°13'30" 

BAONLI CHAN 

Older Alluvium 

TUBE WELL 


212.44 

20 

54E-4B2A 

77°18'47.18" 

27W44.67" 

LULHARA 

Older Alluvium 

DUG WELL 


189.41 

21 

54E-4B2B 

77°18'45" 

27°09'40" 

LULHARA 

Older Alluvium 

TUBE WELL 


189.99 

22 

54E-4B2C 

77°18'45" 

27°09'40" 

LULHARA 

Older Alluvium 

TUBE WELL 


189.99 

23 

54E-4A2 

77°12'45" 

27°12'30" 

NADBAI 

Older Alluvium 

TUBE WELL 


200.05 

24 

54A-3D4 

76°56'57.96" 

27°27'37.78" 

BHURAKA 

Older Alluvium 

DUG WELL 


216.37 

25 

54E-3A1A 

77°06'00" 

27W30" 

NAGAR 

Older Alluvium 

TUBE WELL 


190.58 

26 

54E-4C5 

77°30'30" 

27W30" 

GENOLI MOD 

Older Alluvium 

TUBE WELL 


174.92 

27 

54E-4B3 

77°24'39" 

27W32" 

UCHAIN 

Older Alluvium 

DUG WELL 


189.26 

28 

54E-4B3A 

77°25'00" 

27°06'00" 

UCHAIN 

Older Alluvium 

TUBE WELL 


183.89 

29 

54E-4B3B 

77°25'00" 

27 WOO" 

UCHAIN 

Older Alluvium 

TUBE WELL 


183.84 

30 

54E-4B1 

77°30'00" 

27°13'00" 

Bharatpur 

Older Alluvium 

DUG WELL 


175.22 

31 

54E-4C2A 

77°39'25.37" 

27 °11 '24.98" 

CHIKSANA 

Older Alluvium 

DUG WELL 


171.74 

32 

54E-4C2B 

77°39'38.07" 

27 °11 '38.99" 

CHIKSANA 

Older Alluvium 

TUBE WELL 


174.12 

33 

54E-4C4 

77°31'00" 

27W30" 

KALYANPURA 

Older Alluvium 

DUG WELL 


174.74 

34 

54E-3C1A 

77°33'19.99" 

27°19'10.22" 

RARAH PZI 

Older Alluvium 

TUBE WELL 


173.27 

35 

54E-3C1B 

77°33'19.7" 

27°19'9.86" 

RARAH PZII 

Older Alluvium 

TUBE WELL 


173.28 

36 

54E-4A3 

77°09'29.63" 

27W14.51" 

HALENA 

Older Alluvium 

TUBE WELL 


209.38 

37 

54E-4A5 

77 WOO" 

27 WOO" 

SADPURA 

Older Alluvium 

DUG WELL 


221.76 

38 

54E-4A4 

77 °10'30" 

27W50" 

WEIR 

Older Alluvium 

TUBE WELL 


212.43 

39 

54E-4A8 

77°03'00" 

27°14'00" 

Akhegarh 

Older Alluvium 

Tube Well 


215.25 

40 

54E-4A7 

77 WOO" 

27 WOO" 

Jagjeevanpura 

Older Alluvium 

Tube Well 


220.27 

41 

54A-4C6 

76°24'30" 

27°00'30" 

Abhaneri 

Younger Alluvium 

Tube Well 


277.85 

42 

54A-4C4 

76 W15.75" 

27W1.41" 

B GURJRAN 

Older Alluvium 

TUBE WELL 


275.24 

43 

54A-4C5 

76 WOO" 

27 °10'OO" 

Baswa 

Gneisses(B.G.C.) 

BORE WELL 


294.89 

44 

54B-1B5 

76 WOO" 

26 WOO" 

KOLWA 

Older Alluvium 

TUBE WELL 


295.54 

45 

54B-1B4 

76 °17'30" 

26W30" 

BAPI 

Quartzite 

DUG WELL 


322.01 

46 

54B-1B4A 

76 °17'00" 

26 WOO" 

Bapi 

Quartzite 

Tube Well 


327.00 

47 

54B-1B1A 

76°24'58.69" 

26W39.15" 

BHANDAREJ 

Older Alluvium 

DUG WELL 


293.82 

48 

54B-1B2 

76°19'30" 

26W45" 

DAUSA 

Phyllite & Schist 

DUG WELL 


335.13 

49 

54B-1B9 

76°19'30" 

26W45" 

Dausa 

Phyllite & Schist 

Bore Well 


334.21 

50 

54B-1B8 

76°24'30" 

26 WOO" 

Kalipahari 

Quartzite 

Tube Well 


307.68 

51 

54B-1D7 

76°57'20" 

26W40" 

Ghazipur 

Older Alluvium 

Tube Well 


190.63 

52 

54A-4D2 

76°55'38.87" 

27W58.4" 

MAHUWA 

Older Alluvium 

TUBE WELL 


231.46 

53 

54A-4D1 

76°50'55.18" 

27°00'23.64" 

PIPALKHEDA 

Older Alluvium 

DUG WELL 


232.58 

54 

54A-4D5 

76 WOO" 

27 WOO" 

RASHIDPURA 

Older Alluvium 

TUBE WELL 


235.36 

55 

54A-4D4 

76°52'15" 

27°06'35" 

UKRUND 

Older Alluvium 

TUBE WELL 


237.33 

56 

54B-1C8 

76 WOO" 

26 WOO" 

ACHALPURA 

Younger Alluvium 

TUBE WELL 


311.94 

57 

54B-1C3A 

76°31'00" 

26 WOO" 

DUBBI 

Younger Alluvium 

TUBE WELL 


284.67 

58 

54B-1B6 

76°30'35" 

26°48'45" 

GARH RANOLI 

Younger Alluvium 

TUBE WELL 


337.76 

59 

54B-1C2A 

76°38'35" 

26W05" 

GIJGARH 

Younger Alluvium 

TUBE WELL 


287.74 

60 

54B-1C4 

76°31'00" 

26 WOO" 

GUMANPURA 

Younger Alluvium 

DUG WELL 


322.15 

61 

54B-1D5A 

76°46'1.67" 

26W2.85" 

LANGRA BALAJI 

Younger Alluvium 

TUBE WELL 


254.95 

62 

54B-1C1A 

76°40'43.94" 

26W22.39" 

MANPURA 

Younger Alluvium 

TUBE WELL 


249.04 

63 

54B-1C7 

76W45" 

26 WOO" 

SIKANDARA 

Younger Alluvium 

TUBE WELL 


283.40 

64 

54A-4A2 

76 WOO" 

27W30" 

ANDHI 

Phyllite & Schist 

DUG WELL 


361.13 

65 

54A-4A4 

76 WOO" 

27 °11 '00" 

DATAL GURJRAN 

Phyllite & Schist 

TUBE WELL 


439.34 

66 

54A-3A3 

76 W19.92" 

27°13'34.23" 

DHOLA 

Phyllite & Schist 

DUG WELL 


438.13 

67 

54A-4A1A 

76W2.04" 

27°01 '33.92" 

HASTAL KA BAS 

Older Alluvium 

DUG WELL 


355.94 

68 

54A-4A3 

76°12'16.32" 

27°07'2.42" 

RASALA 

Phyllite & Schist 

DUG WELL 


379.67 

69 

54B-1A6 

76W30" 

26 WOO" 

Bhuj 

Quartzite 

BORE WELL 


382.59 

70 

54B-1D1A 

76°50'35.6" 

26W36.46" 

AZIZPUR 

Older Alluvium 

TUBE WELL 


243.08 

Basin: Chambal | 
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No 

Well Code 
CGWB 

Coordinate 

Village 

Hydrogeological Unit 

Type 

of 

Well 

Total 

Depth 

(m bql) 

Reduced 1J 
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Level 
(m amsl) 
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Latitude 

Sub Basin: Chakan | 

i 

54C-1A5 

76°13'00" 

25°51'00" 

Kotri 

Phyllite & Schist 

Tube Well 


252.93 

2 

54C-1A3 

76°11 '9.34" 

25°46'28.73" 

JAINAGAR 

Limestone 

DUG WELL 


265.41 

3 

54C-1A2 

76 °10'45" 

25°53'27" 

SOP 

Phyllite & Schist 

DUG WELL 


258.26 

4 

54C-1A2A 

76 °10'45" 

25°53'30" 

Sop 

Phyllite & Schist 

BORE WELL 


261.40 

Sub Basin: Chambal Downstream | 

i 

54C-3A3 

76°04'25" 

25°23'28" 

KAPREN 

Older Alluvium 

DUG WELL 


229.31 

2 

54C-3A3A 

76°04'30" 

25°23'30" 

Kapren 

Older Alluvium 

BORE WELL 


236.00 

3 

54F-2D1 

77°53'26.63" 

26°41 '25.6" 

Dhaulpur 

Bhander Sandstone 

DUG WELL 


176.65 

4 

54F-2D5 

77°58'8.16" 

26°44'53.12" 

FARAKPURA 

Older Alluvium 

TUBE WELL 


171.58 

5 

54J-1A1 

78°02'00" 

26°48'00" 

MARAINA 

Older Alluvium 

DUG WELL 


170.75 

6 

54J-1A1A 

78°02'13.98" 

26°48'20.49" 

MARAINA 

Older Alluvium 

TUBE WELL 


169.44 

7 

54F-3A2 

77°14'55" 

26°18'20" 

MANDRAL 

Older Alluvium 

DUG WELL 


199.07 

8 

54C-3A1 

76°09'45" 

25°22'09" 

MANDAVRA 

Older Alluvium 

DUG WELL 


223.95 

9 

54C-2B1 

76°18'36" 

25°34'33" 

GAINTA 

Older Alluvium 

DUG WELL 


228.25 

10 

450-4D8 

75°54'48" 

25°00'36" 

ALANIA 

Bhander Sandstone 

DUG WELL 


342.80 

11 

450-3D4 

75°54'55" 

25°15'57" 

GUDLI 

Older Alluvium 

DUG WELL 


248.81 

12 

450-4D1 

75°51'00" 

25 °11 '00" 

KOTA 

Bhander Sandstone 

DUG WELL 


264.00 

13 

450-4D3 

75°54'50" 

25°08'12" 

RAIPUR 

Bhander Sandstone 

DUG WELL 


251.91 

14 

450-4D5 

75°57'56" 

25°07'16" 

KHERARASULPUR 

Bhander Sandstone 

DUG WELL 


250.44 

15 

54C-3A4 

76°05'20" 

25°14'30" 

DIGOD 

Older Alluvium 

DUG WELL 


253.33 

16 

54C-4A2 

76 °10'56" 

25 °10'38" 

GADEPAN 

Bhander Sandstone 

DUG WELL 


249.35 

17 

54C-3A2 

76 °10'52" 

25 °17'23" 

SULTANPUR 

Older Alluvium 

DUG WELL 


238.84 

18 

54C-1B5 

76°28'00" 

25°55'00" 

CHANN 

Shale 

DUG WELL 


231.47 

19 

54C-1C1 

76°31'20" 

25°55'00" 

PHARIYA 

Shale 

DUG WELL 


224.26 

20 

54C-1B2 

76°26'00" 

25°56'00" 

BODAL 

Shale 

DUG WELL 


201.73 

21 

54C-1B3 

76°20'49.25" 

25°53'32.42" 

HINDWAR 

Quartzite 

DUG WELL 


216.83 

22 

54B-4B4 

76°27'30" 

26°01'00" 

RANTHAMBOR 

Older Alluvium 

DUG WELL 


416.87 

23 

54C-1C3 

76°32'00" 

25°52'00" 

Pali Ghat 

Limestone 

Tube Well 


201.40 

Sub Basin: Chambal Upstream | 

i 

450-4B2 

75°15'40" 

25°06'50" 

SALAWATIA 

Bhander Sandstone 

DUG WELL 


540.72 

2 

461-1D1 

74°48'45" 

23°54'00" 

Arnod 

Deccan Traps 

DUG WELL 


492.52 

3 

461-1D2 

74°51'30" 

23°46'30" 

MOHADA 

Deccan Traps 

DUG WELL 


502.81 

4 

46I-2D1 

74°52'24.83" 

23°38'19.66" 

NINOR 

Deccan Traps 

DUG WELL 


514.62 

5 

45P-1C2 

75°33'35" 

24°57'21" 

BHAINSROADGARH 

Shale 

BORE WELL 


320.07 

6 

45P-1C1 

75°35'30" 

24°56'00" 

RAWATBHATA 

Bhander Sandstone 

DUG WELL 


318.82 

7 

45L-4D2 

74°58'38.38" 

24°02'1.52" 

RAJPURIA 

Deccan Traps 

DUG WELL 


443.83 

8 

46I-2B2A 

74°49'00" 

23°53'00" 

Arnod 

Deccan Traps 

BORE WELL 


499.30 

9 

45L-4D3 

74°53'30" 

24°02'00" 

Mokhampura 

Deccan Traps 

Dug Well 


502.44 

10 

46I-2D1A 

74°51'00" 

23°37'00" 

Ninor 

Deccan Traps 

BORE WELL 


526.05 

11 

46M-1D1 

75°50'05" 

23 °56'56" 

DAG 

Deccan Traps 

DUG WELL 


490.77 

12 

46M-1C1 

75°37'24.19" 

23°56'23.32" 

GANGDHAR 

Deccan Traps 

DUG WELL 


420.40 

13 

46M-1C2 

75°43'12" 

23°57'10" 

GWALAT 

Deccan Traps 

DUG WELL 


455.89 

14 

450-4C1 

75°42'00" 

25°01'15" 

BORAWAS 

Bhander Sandstone 

DUG WELL 


454.88 

Sub Basin: Kali Sindh | 

i 

54C-4B1 

76°18'00" 

25°09'30" 

ANTA 

Limestone 

DUG WELL 


245.77 

2 

54C-3B2 

76°19'45" 

25°18'20" 

URPURIA 

Older Alluvium 

DUG WELL 


238.11 

3 

54D-1B2A 

76°28'30" 

24°59'30" 

BAMLA 

Limestone 

DUG WELL 


281.73 

4 

54D-3C6 

76°42'00" 

24°26'10" 

HARNAUDA 

Deccan Traps 

DUG WELL 


319.76 

5 

54D-3C3 

76°36'50.95" 

24°28'40.89" 

SARTHAL 

Deccan Traps 

DUG WELL 


317.14 

6 

54D-3C5 

76°30'15" 

24 °16'15" 

ASALPUR 

Deccan Traps 

DUG WELL 


331.24 

7 

45P-4D1 

75°52'00" 

24°05'50" 

GAURADIYA KALAN 

Deccan Traps 

DUG WELL 


416.11 

8 

54D-3B2 

76°18'10" 

24°29'15" 

AKTASA 

Deccan Traps 

DUG WELL 


321.28 

9 

45P-3D3 

75°54'55" 

24°26'30" 

ANVLIKALAN 

Deccan Traps 

DUG WELL 


366.75 

10 

54D-2A4 

76°03'10" 

24°32'40" 

BHILWARA 

Deccan Traps 

DUG WELL 


327.65 

11 

54D-3A2 

76 °11 '00" 

24°25'00" 

BINDA 

Deccan Traps 

DUG WELL 


329.42 

12 

54D-3B1 

76°22'30" 

24°26'00" 

DOONGARGAON 

Deccan Traps 

DUG WELL 


332.52 

13 

54D-2A5 

76 °10'52.97" 

24°37'42.72" 

GAGRON 

Limestone 

DUG WELL 


309.76 

14 

45P-3D2 

75°58'30" 

24°29'00" 

GANESHPURA 

Deccan Traps 

DUG WELL 


348.27 

15 

45P-3D6 

75°52'27.81" 

24°00'40.67" 

GUNAVI 

Deccan Traps 

DUG WELL 


451.22 

16 

45P-3D4 

75°49'46.67" 

24°21 '5.48" 

GURARIYA JOGA 

Deccan Traps 

DUG WELL 


375.18 

17 

54D-2A1 

76°09'00" 

24°35'00" 

JHALAWAR 

Limestone 

DUG WELL 


328.14 

18 

54D-2A2 

76°09'00" 

24°32'00" 

JHALRAPATAN 

Limestone 

DUG WELL 


312.10 

19 

54D-3A1 

76 °11 '00" 

24°30'00" 

Krishanpura Chow 

Deccan Traps 

DUG WELL 


311.01 

20 

54D-2A6 

76°15'30" 

24°34'00" 

MAN DAW AR 

Deccan Traps 

DUG WELL 


327.62 

21 

45P-3D1 

75°50'30" 

24 °16'30" 

MISHROLI 

Deccan Traps 

DUG WELL 


404.09 

22 

54D-2B2 

76°26'00" 

24°36'00" 

SAROLA 

Bhander Sandstone 

DUG WELL 


302.94 

23 

54D-1B3 

76°23'40" 

24°47'15" 

SUMAR 

Bhander Sandstone 

DUG WELL 


278.48 

24 

54D-3C1 

76°33'40" 

24°24'45" 

AKLERA 

Deccan Traps 

DUG WELL 


315.59 




s 

No 

Well Code 
CGWB 

Coordinate 

Village 

Hydrogeological Unit 

Type 

of 

Well 

Total 

Depth 

(m bql) 

Reduced 1J 
Ground 
Level 
(m amsl) 

Longitude 

Latitude 

25 

54D-3D1 

76°45'10" 

24°19'38" 

GAJWARA 

Deccan Traps 

DUG WELL 


336.41 

26 

54D-3C4 

76°43'50" 

24 °16'15" 

JHIRI 

Deccan Traps 

DUG WELL 


346.87 

27 

54D-4D1 

76°48'30" 

24°14'00" 

MANOHAR THANA 

Deccan Traps 

DUG WELL 


346.50 

28 

54D-3C2 

76°40'20" 

24°21'00" 

SAREDI 

Deccan Traps 

DUG WELL 


313.56 

29 

45P-3D5 

75°57'27.11" 

24°20'30.26" 

JASWANTPURA 

Deccan Traps 

DUG WELL 


372.65 

30 

45P-4D2A 

75°50'00" 

24 °10'40" 

KARVAN KALA 

Deccan Traps 

DUG WELL 


390.86 

31 

54D-2B3 

76°24'00" 

24°44'00" 

Khanpur 

Bhander Sandstone 

Tube Well 


289.83 

32 

54D-3A4 

76°12'00" 

24°28'00" 

Nahardi 

Deccan Traps 

Dug Well 


316.52 

33 

45P-1D1 

75°56'00" 

24°56'00" 

MANDANA 

Bhander Sandstone 

DUG WELL 


357.64 

34 

45P-1D2 

75°58'0.29" 

24°53'5.2" 

NAYAROAD 

Bhander Sandstone 

DUG WELL 


369.03 

35 

54D-2A3 

76°01'30" 

24°42'00" 

ANTRALIA 

Limestone 

DUG WELL 


327.35 

36 

45P-1D3 

75°58'40" 

24°54'30" 

DARA 

Bhander Sandstone 

DUG WELL 


332.01 

37 

54C-4A3 

76°14'30.6" 

25°00'41.18" 

KAGAN 1A 

Bhander Sandstone 

DUG WELL 


258.47 

38 

54C-4A1 

76°12'00" 

25°06'00" 

RAJGARH 

Limestone 

DUG WELL 


249.22 

39 

54C-3B4 

76°19'1.52" 

25°23'29.98" 

RATTANPURA 

Older Alluvium 

DUG WELL 


224.26 

Sub Basin: Kunu | 

1 

54G-4B1 

77°21'30" 

25°12'30" 

Kasba Thana 

Shale 

DUG WELL 


394.40 

2 

54G-3B1 

77°15'48" 

25°15'48" 

PAYAL TORI 

Shale 

DUG WELL 


319.19 

3 

54G-4A2 

77°09'3.6" 

25°14'54.78" 

SHAHABAD 

Bhander Sandstone 

DUG WELL 


354.91 

Sub Basin: Mej | 

i 

450-4B1 

75°19'22" 

25°10'12" 

BIJOLIA 

Bhander Sandstone 

DUG WELL 


517.51 

2 

450-2C1 

75°31'17.32" 

25°32'9.52" 

CHHATARGANJ 

Phyllite & Schist 

DUG WELL 


286.92 

3 

450-2B2 

75°26'20" 

25°39'50" 

DEVAKHERA 

Phyllite & Schist 

DUG WELL 


338.49 

4 

450-3C4 

75°33'15" 

25°28'20" 

SATUR 

Phyllite & Schist 

DUG WELL 


294.87 

5 

54C-2A2 

76°10'39.86" 

25°31'7.29" 

Dahi Khera 

Older Alluvium 

DUG WELL 


227.98 

6 

450-2D1 

75°59'45" 

25°32'30" 

GAINDOLI 

Limestone 

DUG WELL 


231.17 

7 

450-3D3 

75°55'50" 

25°19'08" 

KESHORAIPATAN 

Older Alluvium 

DUG WELL 


245.78 

8 

54C-2A1A 

76 °11 '00" 

25°40'00" 

LAKHERI 

Shale 

DUG WELL 


224.99 

9 

450-3D6 

75°53'15" 

25°24'30" 

MAIJA 

Older Alluvium 

DUG WELL 


237.31 

10 

450-2D2 

75°56'41" 

25°40'32" 

DEI 

Phyllite & Schist 

DUG WELL 


253.88 

11 

450-2D3 

75°56'5.07" 

25°33'26.66" 

MOTIPURA 

Limestone 

DUG WELL 


253.66 

12 

450-1D2 

75°51'48" 

25°46'24" 

NENWA 

Phyllite & Schist 

DUG WELL 


294.10 

13 

450-3D1 

75°46'00" 

25 °16'00" 

BALLOP 

Bhander Sandstone 

DUG WELL 


247.58 

14 

450-3C3 

75°38'50" 

25°26'38" 

Bundi 

Limestone 

DUG WELL 


271.86 

15 

450-3D5 

75°52'00" 

25°28'15" 

DELUNDA 

Older Alluvium 

DUG WELL 


234.54 

16 

450-3C2 

75°40'19" 

25°22'20" 

Namana Road 

Limestone 

DUG WELL 


242.56 

17 

450-3D2 

75°48'6.33" 

25°29'48.12" 

RAJWAS 

Limestone 

DUG WELL 


242.54 

18 

450-3C1 

75°32'49.89" 

25°23'58.16" 

RAMNAGAR 

Limestone 

DUG WELL 


257.92 

19 

450-4D7 

75°50'16" 

25°13'39" 

GIRDHARPURA 

Older Alluvium 

DUG WELL 


251.90 

Sub Basin: Parwati | 

i 

54C-4C3 

76°30'15" 

25°14'30" 

BOTH 

Limestone 

DUG WELL 


242.50 

2 

54C-3C1 

76°30'45" 

25°19'30" 

MANGROL 

Bhander Sandstone 

DUG WELL 


233.50 

3 

54D-1C1 

76°39'40" 

24°53'15" 

ATRU 

Bhander Sandstone 

DUG WELL 


288.92 

4 

54D-1C2 

76°44'30" 

24°45'30" 

KANWAI 

Bhander Sandstone 

DUG WELL 


313.54 

5 

54D-1C3 

76°34'30" 

24°59'15" 

CHAJWA 

Limestone 

DUG WELL 


275.32 

6 

54D-2D1 

76°50'37" 

24°39'48" 

CHABRA 

Bhander Sandstone 

DUG WELL 


335.41 

7 

54D-2C1 

76°42'07" 

24°37'28" 

CHHIPA BAROD 

Bhander Sandstone 

DUG WELL 


333.23 

8 

54C-4D1 

76°47'37" 

25°05'29" 

BHANWARGARH 

Bhander Sandstone 

DUG WELL 


326.42 

9 

54C-4C2 

76°38'00" 

25°06'30" 

KISHANGANJ 

Bhander Sandstone 

DUG WELL 


258.54 

10 

54C-4D2 

76°54'00" 

25 WOO" 

KELWARA 

Bhander Sandstone 

DUG WELL 


349.39 

11 

54G-4A3 

77°06'20" 

25 °11'16" 

MAMONI 

Bhander Sandstone 

DUG WELL 


467.69 

12 

54G-4A1 

77°00'42" 

25 WOO" 

SAMRANIA 

Bhander Sandstone 

DUG WELL 


408.45 

13 

54C-4C4 

76°42'00" 

25 WOO" 

Banthoni 

Bhander Sandstone 

BORE WELL 


276.78 

14 

54C-4C5 

76°31'00" 

25°06'00" 

Baran 

Bhander Sandstone 

BORE WELL 


267.19 

15 

54D-1C3A 

76°34'30" 

24°59'15" 

Chajwa 

Limestone 

BORE WELL 


279.62 

16 

54C-4B2 

76°29'00" 

25 WOO" 

Kalmanda 

Older Alluvium 

BORE WELL 


274.00 

17 

54C-4D3 

76°51'00" 

25°14'00" 

Khandela 

Bhander Sandstone 

BORE WELL 


326.21 

18 

54C-3B3 

76°26'05" 

25°26'45" 

AYANA 

Older Alluvium 

DUG WELL 


241.79 

19 

54C-3B1 

76°23'00" 

25°29'30" 

GANESHGANJ 

Older Alluvium 

DUG WELL 


238.35 

20 

54C-2B3 

76°24'2.93" 

25W15.3" 

KESHAVPURA 

Older Alluvium 

DUG WELL 


225.06 

21 

54C-2B2 

76°28'30" 

25°40'41" 

KHATOLI 

Older Alluvium 

DUG WELL 


207.60 

Basin: Gambhir 

Sub Basin: Gambhir 

i 

54F-1B6 

77°22'40" 

26°54'20" 

BANDH BARETA 

Older Alluvium 

DUG WELL 


194.40 

2 

54F-1B7 

77°21'35" 

26°57'50" 

BAWARI BARODA 

Older Alluvium 

DUG WELL 


188.26 

3 

54F-1B2 

77°18'00" 

26 WOO" 

BAYANA 

Older Alluvium 

TUBE WELL 


199.00 

4 

54F-1B5 

77°15'06" 

26W05" 

BHAGORI 

Older Alluvium 

DUG WELL 


201.64 

5 

54F-1B1 

77°18'00" 

26 WOO" 

Bhimnagar 

Older Alluvium 

Tube Well 


192.09 

6 

54E-4B4 

77°23'2.77" 

27W3.14" 

BIRAITHA 

Older Alluvium 

DUG WELL 


187.29 




s 

No 

Well Code 
CGWB 

Coordinate 

Village 

Hydrogeological Unit 

Type 

of 

Well 

Total 

Depth 

(m bql) 
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Level 
(m amsl) 
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Latitude 

7 

54F-1B10 

77°19'00" 

26°55'00" 

Jheel Mandir 

Older Alluvium 

Tube Well 


199.78 

8 

54F-1B4 

77°25'50" 

26°48'15" 

KOT 

Bhander Sandstone 

DUG WELL 


215.89 

9 

54F-1B8 

77°18'53.49" 

26°59'4.95" 

SALABAD 

Older Alluvium 

DUG WELL 


190.55 

10 

54F-1B9 

77°29'30" 

26°59'45" 

DAHINAGAON 

Bhander Sandstone 

DUG WELL 


177.19 

11 

54F-1C3 

77°38'15" 

26°58'30" 

KHAN SURJAPUR 

Older Alluvium 

DUG WELL 


171.75 

12 

54E-4C1 

77°33'00" 

27 WOO" 

KHANUA 

Older Alluvium 

DUG WELL 


176.03 

13 

54F-1B3 

77°25'00" 

26°57'30" 

RUDHAWAL 

Older Alluvium 

DUG WELL 


192.10 

14 

54F-1B3A 

77°25'00" 

26°57'30" 

RUDHAWAL 

Older Alluvium 

TUBE WELL 


192.10 

15 

54F-IC6 

77°34'00" 

26 WOO" 

Roopwas 

Older Alluvium 

BORE WELL 


176.06 

16 

54F-1A2 

77°03'1.07" 

26°54'0.2" 

DHAND 

Older Alluvium 

TUBE WELL 


211.56 

17 

54B-1D4 

76°58'30" 

26°54'30" 

KHERLA 

Older Alluvium 

DUG WELL 


220.66 

18 

54F-1A3 

77 WOO" 

26 WOO" 

Talchidi 

Older Alluvium 

Tube Well 


228.29 

19 

54F-2C2 

77°32'45" 

26°44'45" 

BASERI 

Older Alluvium 

DUG WELL 


199.17 

20 

54F-1D4 

77°47'00" 

26 WOO" 

PIPEHARA 

Older Alluvium 

TUBE WELL 


174.01 

21 

54F-1D3 

77°56'00" 

26°54'10" 

BARETHA KALAN 

Older Alluvium 

TUBE WELL 


165.03 

22 

54F-1C4 

77°43'00" 

26°51'30" 

KANTHRI 

Older Alluvium 

DUG WELL 


179.08 

23 

54F-1D1A 

77°55'00" 

26°49'20" 

MANIA 

Older Alluvium 

TUBE WELL 


168.27 

24 

54J-1A4 

78°05'30" 

26W50" 

SAWALIAPURA 

Older Alluvium 

DUG WELL 


167.30 

25 

54J-1A5 

78°08'15" 

26 WOO" 

SIKRONDA 

Older Alluvium 

TUBE WELL 


161.80 

26 

54F-1D2A 

77°46'00" 

26 WOO" 

Basai Nawab 

Older Alluvium 

Tube Well 


170.93 

27 

54F-1D6 

77°57'30" 

26 WOO" 

Mangraul 

Older Alluvium 

Tube Well 


167.13 

28 

54B-2D3A 

77°00'3.54" 

26W41.2" 

KHERA 

Older Alluvium 

DUG WELL 


243.85 

29 

54B-2D1A 

76°55'00" 

26 WOO" 

SRIMAHAVIRJI 

Older Alluvium 

TUBE WELL 


234.43 

30 

54B-1D6 

76°58'00" 

26°51'00" 

TIBARA 

Older Alluvium 

TUBE WELL 


220.66 

31 

54B-2B7 

77°01 '28.3" 

26W38.2" 

ISLAMPUR 

Older Alluvium 

DUG WELL 


235.95 

32 

54B-3D1A 

76°59'50" 

26 WOO" 

BARKHERA 

Older Alluvium 

DUG WELL 


271.88 

33 

54F-2A3 

77 °10'56.22" 

26W31.99" 

BHAUAPURA 

Bhander Sandstone 

DUG WELL 


334.51 

34 

54F-2A2A 

77°00'57.7" 

26W5.7" 

GURLA 

Older Alluvium 

DUG WELL 


267.40 

35 

54F-3A3 

77°05'15" 

26°26'50" 

SANKRA 

Bhander Sandstone 

DUG WELL 


302.05 

36 

54B-2D5 

76°55'30" 

26°41'35" 

BADH KAMLA 

Older Alluvium 

DUG WELL 


234.46 

37 

54B-1C5 

76°40'6.69" 

26°47'12.78" 

GUDA CHANDERJI 

Quartzite 

DUG WELL 


255.85 

38 

54B-2C1 

76°43'4.06" 

26W26.68" 

NADAUTI 

Older Alluvium 

DUG WELL 


243.28 

39 

54B-2C1A 

76°53'30" 

26W50" 

NADAUTI 

Older Alluvium 

TUBE WELL 


244.97 

40 

54B-3D3 

76°53'24.38" 

26°27'53.29" 

BIJALPUR 

Older Alluvium 

DUG WELL 


282.38 

41 

54F-3A1 

77°07'45" 

26°24'45" 

LANGRA 

Bhander Sandstone 

DUG WELL 


298.92 

42 

54B-1D3A 

76°56'15" 

26W30" 

KARANPURA 

Older Alluvium 

TUBE WELL 


223.34 

43 

54B-1D2A 

76°51'00" 

26 WOO" 

NANGAL PAHARI 

Older Alluvium 

TUBE WELL 


221.03 

44 

54B-2D2A 

76°56'30" 

26°35'45" 

RAIPUR 

Older Alluvium 

TUBE WELL 


246.13 

45 

54B-2D4 

76°51'00" 

26°31'30" 

SEWA 

Older Alluvium 

DUG WELL 


266.37 

Basin: Ghaggar 

Sub Basin: Ghaggar 

i 

44G-3C3 

73°35'30" 

29 °15'50" 

22GB CHAK 

Younger Alluvium 

DUG WELL 


103.07 

2 

44G-4A1 

73 °12'00" 

29 °12'00" 

ANUPGARH 

Younger Alluvium 

DUG WELL 


156.83 

3 

44G-3A1 

73 °13'45" 

29 °18'30" 

BANDA COLONY 

Younger Alluvium 

TUBE WELL 


156.47 

4 

44G-3C2 

73°38'00" 

29°21'15" 

JAITSAR 

Younger Alluvium 

DUG WELL 


165.39 

5 

44G-4B2 

73 °22'30" 

29 °10'OO" 

RAMSINGHPURA 

Younger Alluvium 

DUG WELL 


156.99 

6 

44G-4C4 

73°31'25" 

29°14'45" 

SRIVIJAYNAGAR 

Younger Alluvium 

TUBE WELL 


168.51 

7 

44G-3C1 

73°37'45.37" 

29°27'59.34" 

DABLA 

Younger Alluvium 

DUG WELL 


166.75 

8 

44G-4C3 

73°43'00" 

29 °10'OO" 

BIRMANA 

Younger Alluvium 

DUG WELL 


172.73 

9 

44G-3D6 

73°46'30" 

29°16'30" 

PADAMPURA 

Younger Alluvium 

DUG WELL 


162.86 

10 

44G-4D1 

73°54'00" 

29 °14'54" 

PIPERAN 

Younger Alluvium 

DUG WELL 


176.30 

11 

44G-4D4 

73°46'45" 

29 °13'30" 

SANGITA 

Younger Alluvium 

DUG WELL 


163.41 

12 

44G-3D5 

73°52'45.81" 

29°19'14.79" 

SURATGARH 

Younger Alluvium 

TUBE WELL 


171.23 

13 

44G-3C4 

73°41'15" 

29°20'10" 

Jaitsar 

Younger Alluvium 

Tube Well 


165.18 

14 

44K-2C5 

74°30'30" 

29°37'30" 

CHANDURWALA 

Younger Alluvium 

DUG WELL 


188.52 

15 

44K-3B2 

74 °16'15" 

29 °22'45" 

CHOHLINYAWALI 

Younger Alluvium 

DUG WELL 


179.72 

16 

44K-2B8 

74°20'00" 

29°33'40" 

KOHLA 

Younger Alluvium 

DUG WELL 


183.23 

17 

44K-3C1 

74°30'40" 

29 WOO" 

MASITANWALI 

Younger Alluvium 

DUG WELL 


187.67 

18 

44K-3B6 

74°24'10" 

29W30" 

MUNDA 

Younger Alluvium 

DUG WELL 


185.23 

19 

44K-3A3 

74°11 '46.93" 

29W3.57" 

PANDITAWALI 

Younger Alluvium 

DUG WELL 


178.76 

20 

44K-2B6 

74°26'25" 

29°36'00" 

PANNIWALI 

Younger Alluvium 

DUG WELL 


187.37 

21 

44K-2B5 

74°19'00" 

29°37'30" 

SATIPURA 

Younger Alluvium 

DUG WELL 


181.62 

22 

44K-2C4 

74°30'30" 

29 WOO" 

Tibbi 

Younger Alluvium 

TUBE WELL 


188.67 

23 

4K-2B11 

74 °17'00" 

29 WOO" 

Hanumangarh Rau 

Younger Alluvium 

Tube Well 


182.00 

24 

44K-2A6A 

74°12'00" 

29°21'00" 

Jakharawali 

Younger Alluvium 

Tube Well 


170.50 

25 

44G-3D2 

73°56'27" 

29W45" 

RAMSARA 

Younger Alluvium 

DUG WELL 


171.56 

26 

44K-2C2 

74°33'00" 

29°36'00" 

SUREWALA 

Younger Alluvium 

TUBE WELL 


189.08 

Basin: Luni 

Sub Basin: Bandi (Hemawas) 





s 

No 

Well Code 
CGWB 

Coordinate 

Village 

Hydrogeological Unit 

Type 

of 

Well 

Total 

Depth 

(m bql) 

Reduced 1J 
Ground 
Level 
(m amsl) 

Longitude 

Latitude 

1 

45G-2C1 

73°36'00" 

25 WOO" 

MARWAR 

Phyllite & Schist 

DUG WELL 


266.68 

2 

45G-1B2 

73°20'00" 

25 WOO" 

GUMTI 

Phyllite & Schist 

DUG WELL 


208.94 

3 

45G-1B1 

73°20'00" 

25 WOO" 

PALI 

Phyllite & Schist 

DUG WELL 


218.57 

4 

45G-1A2 

73°03'45" 

25W45" 

JAITPURA 

Younger Alluvium 

DUG WELL 


180.28 

5 

45G-1C3 

73°35'00" 

25 WOO" 

Binjliawas 

Phyllite & Schist 

Bore Well 


254.18 

Sub Basin: Guhiya | 

i 

45K-1A5 

74°10'15.05" 

25W28" 

BAGLIAS 

Phyllite & Schist 

DUG WELL 


509.85 

2 

45K-1A2 

74°12'00" 

25 WOO" 

JAWAJA 

Phyllite & Schist 

DUG WELL 


491.22 

3 

45K-1A3 

74°09'00" 

25 WOO" 

TARAGARH 

Phyllite & Schist 

DUG WELL 


540.86 

4 

45F-4D4A 

73°57'30" 

26°06'00" 

KUSHALPURA 

Older Alluvium 

BORE WELL 


319.13 

5 

45J-4A2 

73°49'00" 

26 WOO" 

NIMAJ 

Bilara Limestone 

DUG WELL 


311.90 

6 

45J-4A4 

74 WOO" 

26W15" 

RAIPUR-I 

Gneisses 

DUG WELL 


347.33 

7 

45J-4A5 

74°03'30" 

26W30" 

RAIPUR-II 

Gneisses 

DUG WELL 


339.16 

8 

45G-1A1 

73°08'35" 

25°57'05" 

ROHAT 

Younger Alluvium 

TUBE WELL 


190.23 

9 

45F-4D1 

73°51'00" 

26°01'30" 

CHANDAWAL 

Phyllite & Schist 

DUG WELL 


296.88 

10 

45G-1B4 

73 °28'30" 

25 WOO" 

KANAWAS 

Phyllite & Schist 

DUG WELL 


229.83 

11 

45G-1C2 

73°38'15" 

25 WOO" 

KARIASODA 

Phyllite & Schist 

DUG WELL 


263.87 

12 

45G-1B3A 

73 °23'00" 

25W30" 

SARDARSAMAD 

Phyllite & Schist 

DUG WELL 


220.60 

13 

45G-1C1 

73°40'00" 

25W15" 

SOJAT 

Phyllite & Schist 

DUG WELL 


276.54 

14 

45K-1A4 

74 WOO" 

25 WOO" 

BALI 

Phyllite & Schist 

DUG WELL 


541.74 

15 

45K-1A1 

74 WOO" 

25°51'00" 

Sheron Ka Bala 

Phyllite & Schist 

DUG WELL 


544.67 

Sub Basin: Jawai | 

i 

45C-3C2A 

72 WOO" 

25 WOO" 

GODHAN 

Younger Alluvium 

DUG WELL 


176.08 

2 

45C-3B6 

72°27'45" 

25W30" 

ELANA 

Younger Alluvium 

DUG WELL 


131.38 

3 

45C-3C4 

72°31'30" 

25W20" 

MADAVALA 

Younger Alluvium 

TUBE WELL 


141.92 

4 

45G-4A5 

73 °11 '30" 

25W15" 

BERA 

Erinpura Granite 

DUG WELL 


331.59 

5 

45G-4A6 

73W30" 

25°06'50" 

BALWANA 

Erinpura Granite 

DUG WELL 


284.36 

6 

45G-4A1 

73 WOO" 

25W45" 

SUMERPUR 

Erinpura Granite 

DUG WELL 


265.89 

Sub Basin: Jojri | 

i 

45F-3B3 

73 °23'24.17" 

26°22'11.32" 

RAMRAWAS 

Jalore Granite 

DUG WELL 


248.70 

2 

45F-3B2 

73 °25'15" 

26°19'00" 

BENAN 

Jalore Granite 

DUG WELL 


236.84 

3 

45F-3D1A 

73 WOO" 

26W30" 

BORUNDA 

Bilara Limestone 

TUBE WELL 


208.48 

4 

45F-4C1 

73 °29'40.05" 

26 °16'48.96" 

KAPARDA 

Older Alluvium 

DUG WELL 


266.71 

5 

45F-3C1 

73°32'10" 

26W10" 

PIPARCITY 

Jalore Granite 

DUG WELL 


257.03 

6 

45F-3B1 

73 °17'00" 

26 °16'00" 

DANGIWAS 

Jalore Granite 

DUG WELL 


225.42 

7 

45J-1A3 

74°02'30" 

26°51'30" 

CHAKDHANI 

Tertiary Sandstone 

DUG WELL 


312.29 

8 

45J-1B1A 

74°19'30" 

26W30" 

DEGANA JN. 

Older Alluvium 

DUG WELL 


336.30 

9 

45J-1B2 

74 WOO" 

26W15" 

KITALSAR 

Older Alluvium 

TUBE WELL 


345.63 

10 

45J-1A2 

74°12'45" 

26W30" 

CHOSLI 

Older Alluvium 

DUG WELL 


336.14 

11 

45I-4D7A 

74°51'00" 

27°12'30" 

ANANDPURA 

Older Alluvium 

DUG WELL 


386.24 

12 

45I-4C1A 

74°44'04" 

27W10" 

MAKRANA 

Older Alluvium 

DUG WELL 


467.30 

13 

45J-2A7 

74 WOO" 

26 WOO" 

B.KA NADA 

Tertiary Sandstone 

TUBE WELL 


313.05 

14 

45J-2A6 

74W15" 

26W30" 

BHOORIYASAM 

Older Alluvium 

DUG WELL 


299.32 

15 

45J-2A2 

74W30" 

26W30" 

GAWARDI 

Older Alluvium 

TUBE WELL 


326.85 

16 

45F-2D4 

73°57'45" 

26W15" 

KALRU 

Tertiary Sandstone 

DUG WELL 


298.16 

17 

45J-2A1A 

74°01'00" 

26 WOO" 

MERTA CITY 

Older Alluvium 

TUBE WELL 


307.81 

18 

45F-2D5 

73 WOO" 

26°37'45" 

MOKALA 

Tertiary Sandstone 

TUBE WELL 


305.36 

19 

45J-1A1 

74W30" 

26°46'45" 

REN 

Older Alluvium 

DUG WELL 


310.66 

20 

45F-2C3 

73 WOO" 

26 WOO" 

SANGWA Kl DHANI 

Bilara Limestone 

DUG WELL 


320.10 

21 

45F-1D3 

73 WOO" 

26W30" 

INOKALI 

Vindhyan Sandstone 

DUG WELL 


327.44 

22 

45J-2B1 

74 WOO" 

26 WOO" 

HARSOR 

Phyllite & Schist 

DUG WELL 


396.99 

23 

45J-2A5 

74°11'15" 

26W30" 

ARNIALA 

Older Alluvium 

DUG WELL 


333.82 

24 

45J-2A8 

74W30" 

26°41'00" 

DHOLERA KALAN 

Older Alluvium 

TUBE WELL 


323.75 

25 

45J-2A4 

74 WOO" 

26 WOO" 

KATYASNl 

Older Alluvium 

DUG WELL 


314.77 

26 

45J-2B3 

74 WOO" 

26 WOO" 

PADUKALAN 

Older Alluvium 

DUG WELL 


347.52 

27 

45J-1C3 

74 WOO" 

26 WOO" 

Bagot 

Older Alluvium 

DUG WELL 


420.08 

Sub Basin: Khari | 

i 

45C-4C3A 

72 WOO" 

25 °11 '00" 

BAGRA 

Older Alluvium 

TUBE WELL 


154.68 

2 

45C-3C1 

72°37'00" 

25 WOO" 

JALORE 

Older Alluvium 

DUG WELL 


177.71 

3 

45D-1C5 

72 WOO" 

24W30" 

PUNAK KALAN 

Jalore Granite 

DUG WELL 


218.99 

4 

45C-4C2 

72 WOO" 

25 WOO" 

RAMSEEN 

Older Alluvium 

DUG WELL 


210.34 

Sub Basin: Luni | 

i 

45J-4B1 

74 WOO" 

26 WOO" 

BEAWAR 

Phyllite & Schist 

DUG WELL 


446.55 

2 

45J-4B5 

74 WOO" 

26 WOO" 

MAIDAYABADAYA 

Gneisses(B.G.C.) 

DUG WELL 


482.45 

3 

45J-4B4 

74 WOO" 

26 WOO" 

PAKHRIAWAS 

Phyllite & Schist 

DUG WELL 


477.80 

4 

45J-3C4 

74W03" 

26 WOO" 

ARJUNPURA 

Older Alluvium 

DUG WELL 


454.41 

5 

45J-3B2 

74W15" 

26W45" 

KALESRA 

Phyllite & Schist 

DUG WELL 


406.43 

6 

45J-2C1 

74W30" 

26°34'30" 

KAREL 

Older Alluvium 

DUG WELL 


464.15 

7 

45J-4B3 

74W30" 

26°14'00" 

LAMANA 

Phyllite & Schist 

DUG WELL 


441.10 




s 

No 

Well Code 
CGWB 

Coordinate 

Village 

Hydrogeological Unit 

Type 

of 

Well 

Total 

Depth 

(m bql) 

Reduced 1J 
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Level 
(m amsl) 
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Latitude 

8 

45J-4B2 

74 °17'00" 

26 WOO" 

NARBADKHERA 

Phyllite & Schist 

DUG WELL 


470.59 

9 

45J-3C1 

74°37'48.75" 

26°24'29.5" 

TABIJI 

Phyllite & Schist 

DUG WELL 


453.56 

10 

45J-2C2 

74°31'50" 

26°31'30" 

TILORA 

Older Alluvium 

DUG WELL 


439.30 

11 

400-1D1 

71 °45'15" 

25W35" 

BAITU 

Tertiary Sandstone 

DUG WELL 


153.25 

12 

40N-4C2 

71 °37'30" 

26W30" 

BATARU 

Tertiary Sandstone 

DUG WELL 


189.01 

13 

40N-4C3 

71 °35'00" 

26W30" 

JHAK 

Tertiary Sandstone 

DUG WELL 


218.12 

14 

40N-3C4A 

71 °36'20" 

26°15'35" 

KASHMIR 

Jurassic Sandstone 

TUBE WELL 


227.38 

15 

400-1 Cl 

71 °32'45" 

25°52'30" 

KAWAS 

Tertiary Sandstone 

DUG WELL 


152.54 

16 

400-1C2 

71 °36'00" 

25°47'30" 

MATASAR 

Tertiary Sandstone 

DUG WELL 


156.34 

17 

40N-4D2 

71 °46'45" 

26°01'45" 

PANAVADA 

Tertiary Sandstone 

DUG WELL 


171.60 

18 

40N-3C5 

71 °43'30" 

26°15'30" 

RATAU 

Jurassic Sandstone 

TUBE WELL 


213.21 

19 

40N-4D1 

71 °49'30" 

26°12'00" 

SAUPADAMSINGH 

Tertiary Sandstone 

DUG WELL 


200.16 

20 

40O-2B1 

71 °23'50" 

25°44'10" 

BARMER 

Rhyolite 

DUG WELL 


211.17 

21 

400-1A2 

71 °14'30" 

25°54'30" 

BISALA 

Rhyolite 

DUG WELL 


226.02 

22 

40O-2B5 

71 °23'55" 

25°34'28" 

HATHITALA 

Older Alluvium 

DUG WELL 


137.88 

23 

40O-2B6 

71 °15'20" 

25°43'00" 

JASAI 

Rhyolite 

DUG WELL 


223.47 

24 

40O-2B2 

71 °17'00" 

25W30" 

NIMRI (RADEWA) 

Rhyolite 

DUG WELL 


185.59 

25 

40O-3B2 

71 °26'8.67" 

25°26'43.91" 

PADMANIYON 

Older Alluvium 

DUG WELL 


106.59 

26 

40O-2A4 

71 °13'25" 

25°40'40" 

PATRASAR 

Rhyolite 

DUG WELL 


198.95 

27 

40O-2B7 

71 °37'15" 

25°43'50" 

RAWATSAR 

Tertiary Sandstone 

TUBE WELL 


146.27 

28 

40O-3B1 

71 °24'00" 

25 WOO" 

SANAWARA 

Older Alluvium 

DUG WELL 


118.47 

29 

40O-2B4 

71 °24'45" 

25°42'15" 

SASION-KA-KUA 

Rhyolite 

DUG WELL 


172.42 

30 

40O-2A6 

71 °05'50" 

25 °17'30" 

Alamsar 

Older Alluvium 

Tube Well 


139.40 

31 

40O-3A2 

71 °05'50" 

25 °17'30" 

ALAMSAR 

Older Alluvium 

DUG WELL 


140.08 

32 

40P-1A2 

71 °07'00" 

24°45'10" 

BHAKASAR 

Older Alluvium 

DUG WELL 


22.00 

33 

40O-3A5 

71 °05'10" 

25W40" 

Chipal nadi 

Older Alluvium 

TUBE WELL 


159.56 

34 

40O-3A1 

71 WOO" 

25W30" 

Chohtan 

Older Alluvium 

TUBE WELL 


166.80 

35 

40O-3A4 

71 WOO" 

25 °16'00" 

CHOTA ITADA 

Older Alluvium 

TUBE WELL 


125.95 

36 

40O-4A2 

71 °08'5.37" 

25°14'18.77" 

DHANAU 

Older Alluvium 

DUG WELL 


111.79 

37 

40O-3A3 

71 °01 '45" 

25W05" 

DHOK 

Older Alluvium 

DUG WELL 


199.85 

38 

40O-4A1A 

71 °09'00" 

25°07'00" 

KUNDANPUR 

Older Alluvium 

TUBE WELL 


71.55 

39 

40O-2A2 

71 WOO" 

25°35'45" 

SAN LOR 

Older Alluvium 

DUG WELL 


118.46 

40 

40P-1A1 

71 WOO" 

24W20" 

SIHANIYA 

Older Alluvium 

TUBE WELL 


56.60 

41 

40O-3B3 

71 °29'15" 

25°21'40" 

SOBHAL JAITMAL 

Older Alluvium 

TUBE WELL 


75.93 

42 

40P-1A3 

71 °13'2.46" 

24°50'36.58" 

TARLA 

Older Alluvium 

DUG WELL 


23.79 

43 

40O-3C1A 

71 °42'30" 

25W30" 

ADEL 

Older Alluvium 

TUBE WELL 


71.92 

44 

40O-4C7 

71 °43'00" 

25°01'00" 

BERIGAON 

Younger Alluvium 

TUBE WELL 


34.40 

45 

40O-3D2 

71 °46'45" 

25 °17'45" 

DHANDHLAWAS 

Younger Alluvium 

DUG WELL 


57.64 

46 

40O-4B1A 

71 °26'00" 

25°13'00" 

DHORIMANNA 

Older Alluvium 

DUG WELL 


71.62 

47 

40O-4C1 

71 °43'15" 

25 °11 '45" 

GUDA 

Younger Alluvium 

DUG WELL 


46.86 

48 

40O-4B3 

71 °17'00" 

25°12'00" 

JALBERI 

Older Alluvium 

TUBE WELL 


85.58 

49 

40O-4B2 

71 °27'15" 

25W30" 

KATERIA 

Older Alluvium 

TUBE WELL 


55.02 

50 

40O-4C3 

71 °30'36.33" 

25W56.2" 

KOTHOLA 

Older Alluvium 

DUG WELL 


46.55 

51 

40O-4C4 

71 °36'20.07" 

25°07'40.98" 

PIPARLI 

Younger Alluvium 

DUG WELL 


198.95 

52 

40O-4C6 

71 °36'12.56" 

25°07'59.27" 

PIPARLI GAON 

Younger Alluvium 

TUBE WELL 


68.43 

53 

40O-4C2 

71 °37'00" 

25W05" 

RAMJI KA GOL 

Younger Alluvium 

DUG WELL 


60.50 

54 

40P-1A4 

71 °09'30" 

24°49'30" 

SATA 

Older Alluvium 

DUG WELL 


25.78 

55 

45C-1B3 

72°18'00" 

25°45'45" 

ASOTRA 

Younger Alluvium 

DUG WELL 


116.64 

56 

45C-1B2 

72°15'30" 

25°49'45" 

BALOTRA 

Younger Alluvium 

DUG WELL 


111.06 

57 

45B-4C1 

72°40'00" 

26 WOO" 

DOLI 

Older Alluvium 

DUG WELL 


155.42 

58 

45B-4C2 

72 WOO" 

26 WOO" 

KALYANPURA 

Older Alluvium 

DUG WELL 


147.96 

59 

40O-4B4 

72°21'20" 

25°46'30" 

KITNOD 

Older Alluvium 

TUBE WELL 


120.78 

60 

45C-1B1 

72°22'07" 

25°56'30" 

KURI 

Older Alluvium 

DUG WELL 


223.30 

61 

45B-4B2 

72 WOO" 

26°00'30" 

SARAWADI 

Older Alluvium 

DUG WELL 


136.24 

62 

45B-4B1 

72°21'30" 

26 WOO" 

THOB 

Rhyolite 

DUG WELL 


152.53 

63 

40N-3A2 

71 °13'46" 

26W47" 

BARIYARA 

Jurassic Sandstone 

TUBE WELL 


283.24 

64 

40N-3B1 

71 °18'20" 

26 °16'30" 

BISUKALAN 

Tertiary Sandstone 

DUG WELL 


243.39 

65 

40N-3A3 

71 °12'30" 

26°21'10" 

DEVAKA 

Tertiary Sandstone 

TUBE WELL 


279.46 

66 

40N-3C6 

71 °33'20" 

26W18" 

GUJRO KA BERA 

Jurassic Sandstone 

TUBE WELL 


241.31 

67 

40N-3C1 

71 WOO" 

26°19'16" 

KANASAR 

Jurassic Sandstone 

DUG WELL 


231.26 

68 

40N-4C1 

71 °30'45" 

26°14'30" 

MOKHAB 

Tertiary Sandstone 

DUG WELL 


238.04 

69 

40N-4B1 

71 °24'22.32" 

26W25.18" 

NAGARDA 

Tertiary Sandstone 

DUG WELL 


211.30 

70 

40O-3C6 

71 °44'45" 

26°21'15" 

RAJ BERA 

Jurassic Sandstone 

TUBE WELL 


227.92 

71 

40N-3B6 

71 W45" 

26°18'30" 

SARON-KA-TALA 

Jurassic Sandstone 

DUG WELL 


231.00 

72 

40N-4A1 

71 °14'35" 

26 °11 '35" 

SHEO 

Tertiary Sandstone 

DUG WELL 


230.46 

73 

40N-3C2 

71 °44'45" 

26W30" 

UNDU 

Jurassic Sandstone 

DUG WELL 


229.26 

74 

40O-3D3 

71 °48'50.96" 

25°19'59.66" 

JALIKHERA 

Younger Alluvium 

TUBE WELL 


54.43 

75 

45C-3A2A 

72°00'45" 

25 WOO" 

ARNIYALI 

Younger Alluvium 

TUBE WELL 


80.64 

76 

40O-3D1 

71 °49'34.02" 

25W53.32" 

BHATALA 

Younger Alluvium 

DUG WELL 


62.01 

77 

45C-2A5 

72°00'30" 

25W40" 

BHUKHA 

Younger Alluvium 

TUBE WELL 


90.78 
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78 

40O-2C1 

71 °39'46" 

25°44'45" 

CHAWA 

Tertiary Sandstone 

DUG WELL 


140.58 

79 

40O-2D1A 

71 °54'00" 

25°34'00" 

SINDARI 

Younger Alluvium 

TUBE WELL 


79.80 

80 

45C-2C1 

72°31'00" 

25°44'00" 

DEVRA 

Older Alluvium 

DUG WELL 


147.55 

81 

45C-1C1 

72°35'15" 

25°46'50" 

KARMAWAS 

Younger Alluvium 

TUBE WELL 


136.32 

82 

45C-2C2 

72°34'30" 

25°41'00" 

SAMDARI 

Older Alluvium 

TUBE WELL 


143.71 

83 

45C-2B1A 

72°25'00" 

25°39'45" 

SIWANA 

Older Alluvium 

DUG WELL 


180.47 

84 

40N-4C4 

71 °37'30" 

26°04'30" 

Bataru 

Tertiary Sandstone 

Tube Well 


183.55 

85 

400-1B1 

71 °21 '00" 

25°53'00" 

Bhadka 

Tertiary Sandstone 

Tube Well 


185.98 

86 

40N-2C6 

71 °30'00" 

26°03'00" 

Bhimda 

Tertiary Sandstone 

Tube Well 


188.89 

87 

40O-4A5 

71 °28'00" 

25°14'22" 

Dhanau 

Older Alluvium 

Tube Well 


66.53 

88 

40O-4B5 

71 °26'00" 

25°13'00" 

Dhorimanna 

Older Alluvium 

Tube Well 


72.88 

89 

40P-1A5 

71 °09'30" 

24°49'30" 

Sata 

Older Alluvium 

Tube Well 


27.82 

90 

40O-4A6 

71 °05'00" 

25 WOO" 

Sedwa 

Older Alluvium 

Tube Well 


72.73 

91 

40N-2B2 

71 °29'30" 

26°37'50" 

BHAINSARA 

Rhyolite 

DUG WELL 


330.29 

92 

40N-3D2 

71 °55'40" 

26°23'50" 

PHALSUND 

Jurassic Sandstone 

DUG WELL 


177.94 

93 

40N-1D1 

71 °54'15" 

26°56'15" 

POKRAN 

Tertiary Sandstone 

DUG WELL 


222.53 

94 

40N-2C1 

71 °34'38" 

26°43'54" 

SANKRA 

Jalore Granite 

DUG WELL 


289.43 

95 

40I-4A2 

70°06'24" 

27°12'24" 

Asutar 

Jurassic Sandstone 

Tube Well 


89.82 

96 

40N-1D4 

71 °56'00" 

26°57'06" 

Gomath 

Rhyolite 

Tube Well 


248.01 

97 

40I-4C3 

70°43'54" 

27°14'00" 

Parwar 

Jurassic Sandstone 

Tube Well 


215.90 

98 

40I-3B5 

70°30'00" 

27°21' 30" 

Ramgarh 

Jurassic Sandstone 

Tube Well 


147.39 

99 

40P-1B1 

71 °24'30" 

24°56'30" 

DOONGRI 

Older Alluvium 

DUG WELL 


48.78 

100 

45C-3A3B 

72°00'00" 

25°20'00" 

KHOKAGAON 

Older Alluvium 

TUBE WELL 


86.67 

101 

45C-3A4A 

72°09'30" 

25°22'15" 

JIWANA 

Older Alluvium 

TUBE WELL 


106.25 

102 

45C-2B3 

72 °16'00" 

25°23'00" 

Bawatra 

Older Alluvium 

Tube Well 


165.20 

103 

45C-3A7 

72°03'00" 

25°26'00" 

Chochwa Ki Dhani 

Older Alluvium 

Tube Well 


87.19 

104 

45B-3B4 

72°29'45" 

26°23'00" 

BALESAR 

Vindhyan Sandstone 

DUG WELL 


270.61 

105 

45B-3B1 

72°26'00" 

26°27'00" 

KETU KI DHANI 

Vindhyan Sandstone 

DUG WELL 


278.41 

106 

45F-2B2 

73 °22'40" 

26°30'37" 

DEVATRA 

Jalore Granite 

DUG WELL 


264.31 

107 

45F-2C1 

73°38'30" 

26°44'15" 

DHARMI 

Bilara Limestone 

DUG WELL 


321.96 

108 

45F-2C2 

73°32'15" 

26°44'15" 

KUMBHARIYA 

Vindhyan Sandstone 

DUG WELL 


304.48 

109 

45F-1B2 

73 °25'22.03" 

26°45'48.19" 

PALRI 

Bilara Limestone 

DUG WELL 


258.56 

110 

45F-1B4 

73°30'9.83" 

26°46'52.35" 

RAROD 

Bilara Limestone 

DUG WELL 


365.90 

111 

45F-4C3 

73°37'30" 

26°13'10" 

BHAWI 

Jalore Granite 

DUG WELL 


263.88 

112 

45F-4C2 

73°42'30" 

26 °11 '00" 

BILARA 

Bilara Limestone 

DUG WELL 


267.97 

113 

45B-4D17 

72°56'15" 

26 °11 '30" 

BORNADA 

Older Alluvium 

DUG WELL 


211.22 

114 

45B-4D5 

72°54'30" 

26°13'30" 

BUJAWAR 

Vindhyan Sandstone 

DUG WELL 


224.49 

115 

45F-3A5 

73°00'00" 

26 °16'00" 

CAZRI 

Older Alluvium 

TUBE WELL 


240.45 

116 

45B-4C3 

72°44'30" 

26°03'30" 

DHAWA 

Older Alluvium 

DUG WELL 


161.77 

117 

45B-4D13 

72°50'29.42" 

26°06'18.7" 

JATYASANI 

Older Alluvium 

DUG WELL 


174.53 

118 

45B-4D11A 

72°50'37.29" 

26°08'06.20" 

KHUDALA 

Older Alluvium 

DUG WELL 


183.07 

119 

45F-4A2A 

73°02'30" 

26 °11 '20" 

KURI 

Older Alluvium 

TUBE WELL 


197.51 

120 

45B-4D10 

72°48'50" 

26°09'50" 

LUNAWAS KHERA 

Older Alluvium 

DUG WELL 


182.67 

121 

45F-4A1 

72°58'00" 

26 WOO" 

MOGRA 

Older Alluvium 

DUG WELL 


195.93 

122 

45B-4D20 

72°58'15" 

26W15" 

NAN D WAN 

Older Alluvium 

DUG WELL 


187.23 

123 

45B-4D3 

72°54'30" 

26°14'40" 

NARAN KI DHANI 

Vindhyan Sandstone 

DUG WELL 


205.65 

124 

45B-4D18 

72°54'1.75" 

26°09'23.9" 

NARNADI 

Older Alluvium 

TUBE WELL 


195.28 

125 

45B-3D3 

72°57'30" 

26 °10'40" 

PHALSIA 

Older Alluvium 

DUG WELL 


239.17 

126 

45B-4D7 

72°46'30" 

26 °11 '40" 

RARON KI DHANI 

Older Alluvium 

DUG WELL 


179.14 

127 

45F-4A4 

73 °14'50" 

26°06'50" 

SAJJARA 

Older Alluvium 

TUBE WELL 


204.56 

128 

45B-4D15 

72°59'20" 

26W40" 

SALAWAS 

Older Alluvium 

DUG WELL 


188.28 

129 

45B-4D16 

72°56'15" 

26°14'45" 

THORION KI DHANI 

Vindhyan Sandstone 

TUBE WELL 


228.60 

130 

45B-3C1 

72043.30" 

26°19'45" 

BAMBORE 

Rhyolite 

DUG WELL 


191.35 

131 

45B-2D2A 

72°59'00" 

26°30'15" 

CHAUPASNI 

Vindhyan Sandstone 

TUBE WELL 


249.06 

132 

45B-3D10 

72°56'00" 

26 °16'30" 

CHOPASNI NATH 

Vindhyan Sandstone 

DUG WELL 


260.62 

133 

45F-3A7 

73 °12'00" 

26°18'00" 

DEWALIA 

Jalore Granite 

DUG WELL 


222.32 

134 

45B-3D7 

72°54'40" 

26°26'20" 

INDORKA 

Vindhyan Sandstone 

TUBE WELL 


259.52 

135 

45F-3A3 

73°02'00" 

26°18'00" 

JODHPUR 

Vindhyan Sandstone 

DUG WELL 


248.79 

136 

45B-3D1 

72°52'00" 

26°19'00" 

KAIRU 

Vindhyan Sandstone 

DUG WELL 


267.58 

137 

45B-3D4 

72°49'30" 

26°16'20" 

KARAN 1 

Rhyolite 

DUG WELL 


207.85 

138 

45B-3D8 

72°50'00" 

26°18'40" 

LORDI 

Vindhyan Sandstone 

DUG WELL 


224.38 

139 

45B-3D9A 

72°52'30" 

26 °17'00" 

MAKALAO 

Vindhyan Sandstone 

DUG WELL 


243.10 

140 

45F-3A4 

73°01'20" 

26°26'00" 

MANAKALAO 

Vindhyan Sandstone 

DUG WELL 


240.88 

141 

45F-3A2 

73°02'30" 

26 WOO" 

MANDORE 

Vindhyan Sandstone 

DUG WELL 


244.01 

142 

45B-4D2 

72°51'50" 

26°14'30" 

ROHILKALAN 

Vindhyan Sandstone 

DUG WELL 


222.85 

143 

45B-3D11 

72°52'53" 

26°29'57" 

BALARWA 

Vindhyan Sandstone 

TUBE WELL 


260.67 

144 

45F-2A3 

73 °10'50" 

26°37'30" 

BAORI 

Vindhyan Sandstone 

DUG WELL 


259.76 

145 

45B-1D1 

72047.37.. 

26°48'00" 

BHIMKAM KAUR 

Vindhyan Sandstone 

DUG WELL 


325.71 

146 

45B-2C1 

72°41'30" 

26°40'30" 

CHIRAI 

Vindhyan Sandstone 

DUG WELL 


263.87 

147 

45F-2A2A 

73°02'30" 

26°35'30" 

JUD 

Vindhyan Sandstone 

TUBE WELL 


251.10 
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148 

45F-1A2 

73°03'32" 

26W12" 

KAPURIA 

Vindhyan Sandstone 

DUG WELL 


294.78 

149 

45B-2D1 

72°55'00" 

26°43'30" 

OSIAN 

Vindhyan Sandstone 

DUG WELL 


327.93 

150 

45B-2D1A 

72°55'00" 

26°43'30" 

OSIAN 

Vindhyan Sandstone 

DUG WELL 


327.93 

151 

45B-3B3 

72°12'00" 

26 WOO" 

KUMARO Kl DHANI 

Older Alluvium 

DUG WELL 


227.29 

152 

45B-3B2A 

72°18'00" 

26°19'45" 

SHERGARH 

Older Alluvium 

TUBE WELL 


227.86 

153 

45F-2B3 

73 °25'15" 

26°33'10" 

Arifa Kalian 

Vindhyan Sandstone 

Tube Well 


282.97 

154 

45F-1C2 

73°35'25" 

26 WOO" 

Asop 

Bilara Limestone 

Tube Well 


319.86 

155 

45B-2D6 

72°48'00" 

26°36'00" 

Gnewara 

Vindhyan Sandstone 

Tube Well 


265.94 

156 

45F-3A8 

73°02'00" 

26°18'00" 

Jodhpur Jnvu 

Vindhyan Sandstone 

Tube Well 


255.01 

157 

45B-4D21 

72°48'00" 

26W30" 

Lunawas Khara 

Rhyolite 

Tube Well 


170.31 

158 

45F-1B5 

73°20'00" 

26W30" 

Palari 

Vindhyan Sandstone 

Tube Well 


312.38 

159 

45F-1D2A 

73°59'45" 

26W45" 

KUCHERA 

Older Alluvium 

TUBE WELL 


309.73 

160 

45J-3A2 

74°02'00" 

26W30" 

BADAYALI 

Older Alluvium 

TUBE WELL 


334.83 

161 

45J-3A1 

74 WOO" 

26 WOO" 

KEKIND 

Older Alluvium 

DUG WELL 


325.59 

162 

45J-2A3 

74°15'00" 

26 WOO" 

RIAN 

Older Alluvium 

DUG WELL 


351.04 

163 

45J-3A4 

74°07'00" 

26°21'00" 

AMARPURA 

Older Alluvium 

BORE WELL 


321.80 

164 

45J-3A3 

74°00'45" 

26°21'00" 

BASSI 

Older Alluvium 

DUG WELL 


302.56 

165 

45F-4D2A 

73 WOO" 

26°12'00" 

JAITARAN 

Older Alluvium 

DUG WELL 


297.66 

166 

45F-4D3 

73 WOO" 

26 WOO" 

PRITHIPURA 

Bilara Limestone 

DUG WELL 


279.53 

167 

45J-4A1A 

74 WOO" 

26 WOO" 

BARR 

Gneisses 

DUG WELL 


372.84 

168 

45J-4A14 

74W30" 

26 WOO" 

HAJIWAS 

Gneisses 

DUG WELL 


381.66 

169 

45F-3D4A 

73 WOO" 

26 WOO" 

BANJAKURI 

Younger Alluvium 

DUG WELL 


293.83 

Sub Basin: Mithari | 

i 

45C-3D1 

72 WOO" 

25 WOO" 

HARYALI 

Older Alluvium 

DUG WELL 


197.32 

2 

45C-2D1 

72 WOO" 

25 WOO" 

NIMLA 

Older Alluvium 

DUG WELL 


198.41 

3 

45C-2D2A 

72 WOO" 

25W15" 

SHANKHWALI 

Older Alluvium 

DUG WELL 


91.40 

4 

45G-4B2 

73 WOO" 

25 WOO" 

KHUDALA 

Erinpura Granite 

DUG WELL 


285.16 

5 

45G-4A4 

73 WOO" 

25W30" 

PERWA 

Erinpura Granite 

DUG WELL 


302.65 

6 

45G-4B5 

73 °17'30" 

25 °11 '00" 

RADAWAS 

Erinpura Granite 

DUG WELL 


301.51 

7 

45G-4A3 

73°09'45" 

25°13'45" 

NIMBORNATH 

Erinpura Granite 

DUG WELL 


271.49 

8 

45G-3A2 

73 °10'58" 

25°18'55" 

SANDERAO 

Phyllite & Schist 

DUG WELL 


254.38 

Sub Basin: Sagi | 

i 

45C-4B1 

72°15'45" 

25°00'45" 

BHINMAL 

Older Alluvium 

DUG WELL 


149.84 

2 

45C-4A5 

72°07'30" 

25°04'30" 

JERAN 

Older Alluvium 

TUBE WELL 


98.87 

3 

45D-1B1 

72°16'40" 

24W10" 

KORI 

Younger Alluvium 

DUG WELL 


180.85 

4 

45D-1A5 

72°13'00" 

24 WOO" 

DHANWARA 

Older Alluvium 

TUBE WELL 


151.38 

5 

45C-4A7 

72 WOO" 

25 WOO" 

Junjani 

Older Alluvium 

Tube Well 


113.49 

6 

45D-2B4 

72 WOO" 

24 WOO" 

Kagmala(kundanpura) 

Younger Alluvium 

Tube Well 


210.64 

Sub Basin: Sukri | 

i 

45C-2D3 

72 WOO" 

25°35'45" 

BHADRAJAN DHANI 

Older Alluvium 

DUG WELL 


189.50 

2 

45G-4C3A 

73°31'30" 

25°14'00" 

GHANERAO 

Erinpura Granite 

DUG WELL 


373.28 

3 

45G-4B4 

73 WOO" 

25 WOO" 

RANAKPUR 

Erinpura Granite 

DUG WELL 


410.90 

4 

45G-4B3 

73°27'45" 

25 °10'45" 

SADRI 

Erinpura Granite 

DUG WELL 


358.64 

5 

45G-3A1 

73 °12'00" 

25 WOO" 

BIRAMI 

Phyllite & Schist 

DUG WELL 


247.11 

6 

45G-2B1 

73 °18'45" 

25W30" 

GUNDOJ 

Phyllite & Schist 

DUG WELL 


238.85 

7 

45G-3B1 

73 °15'30" 

25W45" 

KIRWA 

Older Alluvium 

DUG WELL 


238.79 

8 

45C-1D1 

72 WOO" 

25 WOO" 

VAED 

Older Alluvium 

DUG WELL 


177.83 

9 

45G-2A1 

73 °14'45" 

25°30'15" 

DHOLA 

Older Alluvium 

DUG WELL 


246.47 

10 

45G-2A2 

73 °14'45" 

25°30'15" 

Dhola 

Older Alluvium 

BORE WELL 


233.16 

11 

45G-2B2 

73 °19'00" 

25 WOO" 

Ramasiya 

Phyllite & Schist 

Bore Well 


219.11 

Sub Basin: Sukri (Sayla) | 

i 

45C-4A6A 

72°01'15" 

25°13'00" 

BAGORA 

Younger Alluvium 

TUBE WELL 


70.39 

2 

45C-3A6A 

72°14'00" 

25°15'45" 

POSANA 

Younger Alluvium 

TUBE WELL 


104.88 

3 

45C-3B3 

72°21'00" 

25 WOO" 

SAYALA 

Younger Alluvium 

TUBE WELL 


120.31 

4 

45C-4A3A 

72W30" 

25°13'30" 

SURANA 

Younger Alluvium 

DUG WELL 


315.59 

5 

45C-2B2 

72 °17'00" 

25 WOO" 

Mokhan Khera 

Older Alluvium 

Tube Well 


162.61 

6 

45C-4A10 

72W30" 

25°13'30" 

Surana 

Younger Alluvium 

Tube Well 


84.18 

Basin: Mahi 

Sub Basin: Anas 

i 

46I-3B4 

74 °16'00" 

23 °24'15" 

Bagidora 

Phyllite & Schist 

DUG WELL 


220.14 

2 

46I-3B5 

74°18'45" 

23W30" 

KALINJRA 

Phyllite & Schist 

DUG WELL 


213.03 

3 

46I-3B3 

74°15'45" 

23W35" 

NAUGAMA 

Phyllite & Schist 

DUG WELL 


192.62 

4 

46I-3B2 

74 °16'45" 

23W32" 

RAKHO 

Phyllite & Schist 

DUG WELL 


225.28 

5 

46I-4B1 

74 WOO" 

23 °12'00" 

KUSALGARH 

Deccan Traps 

DUG WELL 


291.50 

6 

46I-4B3 

74°22'59.78" 

23 °12'3.58" 

LOHARIYA 

Phyllite & Schist 

DUG WELL 


270.99 

7 

46I-3B1 

74 °16'49.21" 

23 °16'46.99" 

BHILKUA 

Phyllite & Schist 

DUG WELL 


237.61 

8 

46I-4B2 

74°19'18.97" 

23 °10'32.2" 

CHOTA DUNGRA 

Phyllite & Schist 

DUG WELL 


264.60 

9 

46I-4B5 

74°18'00" 

23 °13'30" 

Bhura Kua 

Phyllite & Schist 

Dug Well 


257.79 

10 

46I-3A3 

74 WOO" 

23 WOO" 

Chhaja 

Phyllite & Schist 

Bore Well 


127.45 
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11 

46I-3B8 

74°19'00" 

23 WOO" 

Chichi 

Phyllite & Schist 

BORE WELL 


245.26 

12 

46I-3A4 

74°04'30" 

23 WOO" 

Kotra 

Phyllite & Schist 

BORE WELL 


160.36 

13 

46I-4B4 

74°28'00" 

23 °12'00" 

Kusalgarh 

Deccan Traps 

BORE WELL 


292.52 

14 

46I-3B10 

74°21'00" 

23 °17'00" 

Macha 

Phyllite & Schist 

BORE WELL 


253.37 

Sub Basin: Bhadar | 

i 

46E-2D3 

73°45'45" 

23°31'45" 

PEETH 

Phyllite & Schist 

DUG WELL | 

215.31 

Sub Basin: Jakham | 

i 

45L-3C1 

74°42'00" 

24W10" 

Choti Sadri 

Deccan Traps 

DUG WELL 


490.81 

2 

45L-3B3 

74°24'43.67" 

24 °16'22.39" 

KALAKHET 

Phyllite & Schist 

DUG WELL 


507.59 

3 

45L-4C1 

74042' IQ" 

24 °10'54" 

BARAWARDA 

Deccan Traps 

DUG WELL 


415.29 

4 

45L-4C2 

74°34'30" 

24°04'30" 

Punga Talab 

Deccan Traps 

DUG WELL 


315.88 

5 

45L-3C3 

74°40'30" 

24 °16'00" 

Dholapani 

Gneisses(B.G.C.) 

Dug Well 


413.14 

6 

45L-3B4 

74°25'54.13" 

24°13'20.22" 

ARAMPURA 

Phyllite & Schist 

DUG WELL 


360.84 

7 

461-1B5 

74 °17'45.67" 

23W52.7" 

DEOLA 

Limestone 

DUG WELL 


201.59 

8 

45L-4B3 

74°27'0.56" 

24°05'57" 

DHARIAWAD 

Gneisses(B.G.C.) 

DUG WELL 


224.52 

9 

45L-4B2 

74°29'30" 

24°05'21" 

JAWAHAR NAGAR 

Gneisses(B.G.C.) 

DUG WELL 


844.14 

10 

45L-4B1 

74°27'30" 

24 WOO" 

KHUNTA 

Gneisses(B.G.C.) 

DUG WELL 


223.05 

Sub Basin: Mahi | 

i 

46I-3A1 

74°06'00" 

23 °29'45" 

ARTHUNA 

Phyllite & Schist 

DUG WELL 


152.53 

2 

46I-2A3 

74 °10'30" 

23°35'24" 

GARHIPARTAPURA 

Phyllite & Schist 

DUG WELL 


146.65 

3 

46I-2B4 

74 °16'21" 

23°34'05" 

WAJWANA 

Phyllite & Schist 

DUG WELL 


164.74 

4 

46I-2B5 

74°20'15" 

23 WOO" 

CHANDUJIKAGUDA 

Gneisses(B.G.C.) 

DUG WELL 


165.58 

5 

461-1B1 

74°27'30" 

23°51'50" 

DUNGARIA 

Phyllite & Schist 

DUG WELL 


193.11 

6 

461-1B2 

74°15'10" 

23 WOO" 

GANORA 

Phyllite & Schist 

DUG WELL 


178.16 

7 

461-1B6B 

74°26'35" 

23W40" 

NARWALI 

Phyllite & Schist 

DUG WELL 


178.95 

8 

461-1B3 

74°26'15.26" 

23 W18.58" 

SAWANIA 

Phyllite & Schist 

DUG WELL 


214.87 

9 

46I-2B2 

74°23'23" 

23W22" 

SENWASA 

Phyllite & Schist 

DUG WELL 


190.44 

10 

46I-4C1 

74°33'38.94" 

23°09'44.62" 

MOKAMPURA 

Deccan Traps 

DUG WELL 


415.94 

11 

46I-2C2 

74°31'00" 

23°41'00" 

BHUNGRA 

Gneisses(B.G.C.) 

DUG WELL 


240.27 

12 

46I-2C3A 

74°30'10" 

23W30" 

BOROTALAB 

Deccan Traps 

DUG WELL 


302.33 

13 

46I-1C3 

74°41'00" 

23W05" 

JHATIA BARI 

Deccan Traps 

DUG WELL 


319.29 

14 

461-1 Cl 

74°40'00" 

23 WOO" 

LAMBA DABRA 

Deccan Traps 

DUG WELL 


380.21 

15 

46I-1C2 

74°33'58.17" 

23W9.11" 

PIPAL KHUNT 

Gneisses(B.G.C.) 

DUG WELL 


208.74 

16 

46I-2B1 

74°25'44.76" 

23W54.93" 

Banswara 

Gneisses(B.G.C.) 

DUG WELL 


212.20 

17 

46I-3B7 

74°23'00" 

23 WOO" 

BARODIA 

Gneisses(B.G.C.) 

DUG WELL 


227.90 

18 

46I-2B3 

74°22'10" 

23W25" 

SHIVPURA 

Gneisses(B.G.C.) 

DUG WELL 


187.64 

19 

46I-3A2 

74°01'30" 

23 WOO" 

Anandpuri 

Phyllite & Schist 

Dug Well 


143.59 

20 

46I-3A2A 

74°06'00" 

23 WOO" 

Arthuna 

Phyllite & Schist 

BORE WELL 


155.24 

21 

46I-2A6 

74°07'00" 

23°34'30" 

Borigoan 

Phyllite & Schist 

BORE WELL 


155.89 

22 

46I-2B6 

74°20'15" 

23 WOO" 

Chand Ji Ka Guda 

Gneisses(B.G.C.) 

BORE WELL 


174.10 

23 

46I-2C6 

74°40'00" 

23°31'00" 

Chhoti Sarwan 

Deccan Traps 

BORE WELL 


340.63 

24 

461-1B7 

74°28'00" 

23 WOO" 

Khamera 

Gneisses(B.G.C.) 

BORE WELL 


234.83 

25 

46I-2C8 

74°30'30" 

23°37'00" 

Khera Dahar 

Deccan Traps 

Dug Well 


256.19 

26 

46I-2A9 

74°09'00" 

23°41'00" 

Khudan 

Phyllite & Schist 

BORE WELL 


153.84 

27 

46I-2C5 

74°30'30" 

23 WOO" 

Kupra 

Gneisses(B.G.C.) 

BORE WELL 


203.68 

28 

46I-2C7 

74°38'00" 

23 WOO" 

Kutumbi 

Deccan Traps 

BORE WELL 


352.76 

29 

46I-4C2 

74°35'30" 

23 WOO" 

Mokampura 

Deccan Traps 

BORE WELL 


420.98 

30 

46I-2A8 

74°10'OO" 

23 WOO" 

Odwara 

Phyllite & Schist 

BORE WELL 


178.26 

31 

46I-3B9 

74°22'00" 

23 WOO" 

Sera Pada Sandoh 

Gneisses(B.G.C.) 

BORE WELL 


200.62 

32 

46I-2B7 

74°23'00" 

23 WOO" 

Shivpura (charan) 

Gneisses(B.G.C.) 

BORE WELL 


195.77 

33 

46I-2C4 

74°30'40" 

23 WOO" 

Sompura 

Deccan Traps 

BORE WELL 


259.95 

34 

46I-2B8 

74°19'00" 

23 WOO" 

TALWARA 

Limestone 

BORE WELL 


188.53 

35 

46I-2B10 

74°26'30" 

23 WOO" 

Tejpur 

Gneisses(B.G.C.) 

BORE WELL 


212.13 

36 

46I-2B9 

74 °17'00" 

23 WOO" 

Wajwana 

Limestone 

BORE WELL 


180.30 

37 

45L-4D1 

74°47'00" 

24 WOO" 

PARTAPGARH 

Deccan Traps 

DUG WELL 


488.18 

38 

46I-1C4 

74°40'37" 

23W45" 

Suhagpura 

Deccan Traps 

DUG WELL 


381.29 

39 

461-1A5 

74°04'16.62" 

23°51'10.66" 

KABJA 

Phyllite & Schist 

BORE WELL 


164.96 

40 

461-1A4 

74°02'5.89" 

23 W17.63" 

NAYAGAON 

Phyllite & Schist 

DUG WELL 


179.16 

41 

461-1 A3 

74°09'40" 

23°51'20" 

SABLA 

Phyllite & Schist 

DUG WELL 


173.12 

42 

461-1A2 

74°04'15" 

23 WOO" 

BARODA 

Phyllite & Schist 

DUG WELL 


184.87 

43 

46I-2A1 

74 WOO" 

23°37'00" 

BHILURA 

Phyllite & Schist 

DUG WELL 


131.47 

44 

46I-2A2 

73 WOO" 

23 WOO" 

BADKI 

Phyllite & Schist 

DUG WELL 


140.04 

45 

46E-3D2 

73 WOO" 

23 WOO" 

KUA 

Phyllite & Schist 

DUG WELL 


171.50 

46 

46E-3D3 

73 WOO" 

23 WOO" 

Jasala 

Phyllite & Schist 

BORE WELL 


146.09 

47 

461-1B4 

74°27'16.98" 

23W46.44" 

MUNGANA 

Gneisses(B.G.C.) 

DUG WELL 


203.91 

Sub Basin: Moran | 

i 

46E-2D1 

73W1.44" 

23°44'5.67" 

Anteree 

Phyllite & Schist 

DUG WELL 


219.72 

2 

46E-2C1 

73°42'15" 

23042-45" 

GORADA 

Phyllite & Schist 

DUG WELL 


292.03 

3 

46E-2D4 

73°57'30" 

23°41'00" 

NANTHODA 

Phyllite & Schist 

DUG WELL 


175.04 





s 

No 

Well Code 
CGWB 

Coordinate 

Village 

Hydrogeological Unit 

Type 

of 

Well 

Total 

Depth 

(m bql) 

Reduced 1J 
Ground 
Level 
(m amsl) 

Longitude 

Latitude 

4 

46I-2A5 

74 WOO" 

23 WOO" 

Sagwara 

Phyllite & Schist 

BORE WELL 


171.67 

Sub Basin: Som | 

i 

45L-3B5A 

74°21'12.83" 

24°21 '25.29" 

MAHOODA 

Gneisses(B.G.C.) 

DUG WELL 


490.89 

2 

46I-1A1 

74°04'45" 

23W30" 

ASPUR 

Phyllite & Schist 

DUG WELL 


200.63 

3 

46E-1C3 

73 WOO" 

23 WOO" 

KANABA 

Phyllite & Schist 

DUG WELL 


314.31 

4 

46E-1C5 

73°33'55" 

23W30" 

NAVAL SHYAM 

Phyllite & Schist 

BORE WELL 


319.39 

5 

46E-1C2 

73°42'00" 

23 WOO" 

Dungarpur 

Phyllite & Schist 

DUG WELL 


294.56 

6 

46E-1D1 

73°53'49" 

23 W54.43" 

HATAI 

Phyllite & Schist 

DUG WELL 


247.86 

7 

46E-1D2 

73°46'45" 

23°51'00" 

MANPUR 

Phyllite & Schist 

DUG WELL 


296.64 

8 

46E-1C1 

73°42'10.15" 

23W30.34" 

NAYADERA 

Phyllite & Schist 

DUG WELL 


286.78 

9 

46E-1A1 

74 WOO" 

23 WOO" 

Aspur 

Phyllite & Schist 

Bore Well 


210.81 

10 

46E-1C7 

73 WOO" 

23 WOO" 

Beechiwara 

Phyllite & Schist 

Dug Well 


402.63 

11 

46E-2D5 

73 WOO" 

23 WOO" 

Chhitri 

Phyllite & Schist 

Dug Well 


369.10 

12 

46E-1D4 

73 WOO" 

23W30" 

Ramgarh 

Gneisses(B.G.C.) 

Dug Well 


238.29 

13 

45H-2D4 

73 WOO" 

24 WOO" 

HARIYAB 

Gneisses(B.G.C.) 

DUG WELL 


512.67 

14 

45L-3B1 

74 °16'00" 

24 WOO" 

KANOD 

Gneisses(B.G.C.) 

DUG WELL 


470.15 

15 

45L-3A4 

74 W46.51" 

24°15'42.84" 

ODWARIYA 

Gneisses(B.G.C.) 

BORE WELL 


318.15 

16 

45H-3C1 

73W22" 

24 WOO" 

BARAPAL 

Phyllite & Schist 

DUG WELL 


489.58 

17 

45H-3D1 

73 W34.93" 

24 W19.19" 

KURABAR 

Gneisses(B.G.C.) 

DUG WELL 


364.34 

18 

45H-3C2 

73 WOO" 

24 °16'20" 

PADUNA 

Phyllite & Schist 

DUG WELL 


466.67 

19 

45H-4C2 

73°42'27.64" 

24 °11 '53.43" 

PARSHAD 

Phyllite & Schist 

DUG WELL 


376.91 

20 

45H-4B5 

73 WOO" 

24 WOO" 

BAWALWARA 

Phyllite & Schist 

BORE WELL 


414.69 

21 

46E-1C6 

73 WOO" 

23W45" 

BHANDA 

Phyllite & Schist 

BORE WELL 


399.60 

22 

45H-4B3 

73W35" 

24°10'15" 

SOM 

Phyllite & Schist 

DUG WELL 


516.12 

23 

45H-4D5 

73°45'30" 

24°00'05" 

KALAYANPURA 

Phyllite & Schist 

DUG WELL 


265.55 

24 

46E-1C4 

73 WOO" 

23 WOO" 

KHERWARA 

Phyllite & Schist 

DUG WELL 


325.83 

25 

45H-4D4 

73W07" 

24°10'19" 

BASSI 

Phyllite & Schist 

DUG WELL 


414.69 

26 

45L-3A1 

74°00'58" 

24W13" 

GUREL 

Gneisses(B.G.C.) 

DUG WELL 


321.33 

27 

45L-4A2 

74°04'30" 

24 °17'42" 

KHAIRKA 

Gneisses(B.G.C.) 

DUG WELL 


304.85 

28 

45L-4A3 

74W05" 

24W19" 

KHOLRI 

Phyllite & Schist 

DUG WELL 


242.04 

29 

45H-4C1 

73 WOO" 

24 WOO" 

RIKHABDEV 

Phyllite & Schist 

DUG WELL 


313.43 

30 

45L-4A1 

74W48" 

24°07'30" 

SALUMBER 

Phyllite & Schist 

DUG WELL 


238.48 

31 

45H-4D1 

73 WOO" 

24 WOO" 

DINGRI 

Phyllite & Schist 

DUG WELL 


277.88 

32 

46E-1D3 

73 WOO" 

24°01'00" 

INTALIKHARA 

Phyllite & Schist 

BORE WELL 


219.25 

33 

45H-4D2 

73 WOO" 

24 WOO" 

SARADA 

Gneisses(B.G.C.) 

DUG WELL 


299.10 

34 

45H-4D3 

73 WOO" 

24 WOO" 

SEMRI 

Phyllite & Schist 

DUG WELL 


247.61 

35 

45L-4A4 

74 WOO" 

24 WOO" 

Devgaon 

Phyllite & Schist 

Bore Well 


228.44 

Basin: Other Nallahs of Jalore 

Sub Basin: Other Nallahs of Jalore 

i 

45D-1A3 

72 WOO" 

24 WOO" 

KURA 

Older Alluvium 

TUBE WELL 


168.44 

2 

45D-1A2A 

72 WOO" 

24W30" 

RANIWARA 

Younger Alluvium 

TUBE WELL 


213.38 

3 

40P-1D4 

71 W30" 

24W15" 

NAGOLARI 

Older Alluvium 

DUG WELL 


79.42 

4 

40P-1D3 

71 WOO" 

24 WOO" 

SARNAU 

Older Alluvium 

DUG WELL 


104.25 

5 

40P-1C2 

71 WOO" 

24 WOO" 

Chitalwana 

Older Alluvium 

Tube Well 


25.63 

Basin: Outside 

Sub Basin: Fragmented 

i 

44H-3A3 

73°05'30" 

28W45" 

MOTIGARH 

Older Alluvium 

TUBE WELL 


182.66 

2 

44H-3B6A 

73°21'00" 

28W30" 

RAJASAR 

Vindhyan Sandstone 

TUBE WELL 


203.65 

3 

44H-3B6B 

73°21'00" 

28W30" 

RAJASAR 

Vindhyan Sandstone 

TUBE WELL 


203.65 

4 

44H-2A4 

73W45" 

28W30" 

SATTASAR 

Older Alluvium 

DUG WELL 


170.28 

5 

44D-2D2 

72W30" 

28°31'20" 

THARUSAR 

Older Alluvium 

DUG WELL 


163.14 

6 

44D-2D3 

72W45" 

28W20" 

LUNKHA 

Older Alluvium 

TUBE WELL 


147.03 

7 

44H-2D6 

72 WOO" 

28W10" 

6 PB 

Older Alluvium 

TUBE WELL 


142.35 

8 

44G-1B1 

73°27'7.52" 

29W40.86" 

KARANPUR 

Younger Alluvium 

DUG WELL 


165.52 

Sub Basin: Sub 1 | 

i 

44G-1C6 

73W45" 

29W30" 

CHUNAWAD 

Younger Alluvium 

DUG WELL 


171.06 

2 

44G-2D2 

73 WOO" 

29 °44'45" 

GANESHGARH 

Younger Alluvium 

DUG WELL 


174.83 

3 

44G-1C10 

73 WOO" 

29W30" 

TATARSAR 

Younger Alluvium 

DUG WELL 


169.77 

4 

44G-1C1 

73W30" 

29W30" 

KHARLA 

Younger Alluvium 

DUG WELL 


165.68 

5 

44G-1B2 

73°26'45" 

29W45" 

RUPANAGAR 

Younger Alluvium 

DUG WELL 


164.63 

6 

44G-2D4 

73 WOO" 

29 WOO" 

BINJBALIA 

Younger Alluvium 

DUG WELL 


168.70 

7 

44G-2C1 

73W53.04" 

29W43.59" 

DELWAN 

Younger Alluvium 

DUG WELL 


165.56 

8 

44G-2C5 

73 WOO" 

29W45" 

GANGUWALA 

Younger Alluvium 

DUG WELL 


165.52 

9 

44G-2D3A 

73W30" 

29°41'00" 

NARSINGHPUR 

Younger Alluvium 

TUBE WELL 


173.97 

10 

44G-2B2 

73 WOO" 

29 WOO" 

GAJSINGHPURA 

Younger Alluvium 

DUG WELL 


165.47 

11 

44G-2C9 

73°37'00" 

29°30'45" 

JAGATSINGHWALA 

Younger Alluvium 

DUG WELL 


167.65 

12 

44G-2C6 

73 WOO" 

29°31'15" 

MUKLAWA 

Younger Alluvium 

DUG WELL 


165.85 

13 

44G-2B1 

73 WOO" 

29°32'30" 

RAISINGHNAGAR 

Younger Alluvium 

DUG WELL 


160.23 

14 

44K-1A9 

74°14'30" 

29W45" 

KHERUWALA 

Younger Alluvium 

DUG WELL 


184.50 




s 

No 

Well Code 
CGWB 

Coordinate 

Village 

Hydrogeological Unit 

Type 

of 

Well 

Total 

Depth 

(m bql) 

Reduced 1J 
Ground 
Level 
(m amsl) 

Longitude 

Latitude 

15 

44K-1A3 

74°01'20" 

29W30" 

LALGAARH JATAN 

Younger Alluvium 

DUG WELL 


187.67 

16 

44K-1A11 

74 WOO" 

29 WOO" 

MORJHAND KHERI 

Younger Alluvium 

DUG WELL 


180.48 

17 

44G-1D6 

73°51'30" 

29W15" 

MAHIYANWALI 

Younger Alluvium 

DUG WELL 


174.70 

18 

44G-2D5 

73 WOO" 

29°41'45" 

SURANWALI 

Younger Alluvium 

DUG WELL 


174.60 

19 

44K-3A4 

73°50'16.9" 

29°30'56.38" 

SARDARPURA 

Younger Alluvium 

DUG WELL 


178.36 

20 

44G-4D11 

73°59'15" 

29°51'20" 

Lalgarh 

Younger Alluvium 

Tube Well 


181.48 

21 

44K-1B4 

74°24'35" 

29W15" 

BOLANWALI 

Younger Alluvium 

DUG WELL 


187.99 

22 

44K-1B10 

74 °16'00" 

29W30" 

DHOLIPAL 

Younger Alluvium 

DUG WELL 


180.22 

23 

44K-2A3 

74°03'36" 

29 WOO" 

GOLUWALA 

Younger Alluvium 

DUG WELL 


179.80 

24 

44G-2D6 

73°58'15" 

29W45" 

LAKHASAR 

Younger Alluvium 

DUG WELL 


176.62 

25 

44K-2A1 

74°09'45" 

29 WOO" 

PAKKASARNA 

Younger Alluvium 

DUG WELL 


180.62 

26 

44K-1B11 

74°27'00" 

29 WOO" 

RATANPURA 

Younger Alluvium 

DUG WELL 


186.67 

27 

44K-2B2 

74°29'15" 

29 WOO" 

SALEWALI 

Younger Alluvium 

DUG WELL 


183.45 

28 

44K-2B9 

74 °17'40" 

29W50" 

Chak Sampatnagarl 

Younger Alluvium 

Tube Well 


186.15 

29 

44K-2B10 

74 °17'40" 

29°41'50" 

Chak Sampatnagar2 

Younger Alluvium 

Tube Well 


186.69 

Sub Basin: Sub 2 | 

1 

44L-2A1 

74 WOO" 

28 WOO" 

KARNISAR 

Tertiary Sandstone 

TUBE WELL 


176.79 

2 

44D-2C1 

72 WOO" 

28W25" 

KHAJUWALA 

Older Alluvium 

TUBE WELL 


134.45 

3 

44H-2A2 

73 WOO" 

28 WOO" 

KHAKLI 

Older Alluvium 

DUG WELL 


157.57 

4 

44H-1B1 

73 °24'30" 

28 WOO" 

KHARBARO 

Older Alluvium 

DUG WELL 


171.35 

5 

44H-1B2 

73 WOO" 

28 WOO" 

LAKHANSAR 

Older Alluvium 

TUBE WELL 


170.99 

6 

44H-2C1 

73°33'45" 

28 WOO" 

LALERA 

Vindhyan Sandstone 

TUBE WELL 


202.28 

7 

44H-1B3 

73 °1 T 15" 

28W05" 

RANER 

Older Alluvium 

DUG WELL 


162.14 

8 

44H-2D3 

73°45'51" 

28W05" 

BADERAN 

Vindhyan Sandstone 

DUG WELL 


190.41 

9 

44H-3B5 

73 WOO" 

28 WOO" 

BINJAWARI 

Vindhyan Sandstone 

TUBE WELL 


209.47 

10 

44H-2A1 

73 WOO" 

28 WOO" 

CHHATARGARH 

Older Alluvium 

DUG WELL 


160.58 

11 

44L-3A3 

74°00'40" 

28W40" 

GORABDESAR 

Tertiary Sandstone 

DUG WELL 


213.45 

12 

44H-2D1 

73°48'40" 

28W35" 

HARIASAR 

Vindhyan Sandstone 

DUG WELL 


200.67 

13 

44H-3D1A 

73 WOO" 

28°29'30" 

LUNKARANSAR 

Tertiary Sandstone 

TUBE WELL 


198.07 

14 

44H-1D2 

73 WOO" 

28 WOO" 

MAHAJAN 

Older Alluvium 

DUG WELL 


190.95 

15 

44H-2D2 

73 WOO" 

28W30" 

MALKISAR 

Tertiary Sandstone 

DUG WELL 


197.47 

16 

44H-1D3 

73W20" 

28W30" 

MANARIA 

Tertiary Sandstone 

DUG WELL 


196.35 

17 

44H-2B1 

73 °16'12" 

28°36'50" 

SADOLAI 

Tertiary Sandstone 

TUBE WELL 


187.46 

18 

44H-2D4 

73°58'45" 

28°36'30" 

SHEIKHASAR 

Tertiary Sandstone 

DUG WELL 


215.11 

19 

444H-1C1 

73 WOO" 

28 WOO" 

Kankarwa Mod 

Vindhyan Sandstone 

Tube Well 


190.46 

20 

44H-2C2 

73 WOO" 

28 WOO" 

Rekh Meghana 

Vindhyan Sandstone 

Tube Well 


209.19 

21 

44H-2D5 

73 WOO" 

28 WOO" 

Sangrew 

Tertiary Sandstone 

Tube Well 


199.07 

22 

44H-2D7 

73 WOO" 

28 WOO" 

Sheikhsar 

Tertiary Sandstone 

Tube Well 


208.06 

23 

44L-3A2 

74 WOO" 

28 WOO" 

GHARSISAR 

Younger Alluvium 

DUG WELL 


228.62 

24 

44L-3B5 

74°15'10" 

28°24'50" 

KHUNDIA 

Younger Alluvium 

DUG WELL 


234.21 

25 

44L-3A1 

74 WOO" 

28W10" 

SOMASAR 

Younger Alluvium 

DUG WELL 


226.00 

26 

44G-4B1 

73 WOO" 

29 WOO" 

GOMANWALI 

Younger Alluvium 

DUG WELL 


158.57 

27 

44G-4B3 

73 WOO" 

29 WOO" 

KHAL 

Younger Alluvium 

DUG WELL 


153.70 

28 

44G-4B4 

73 °16'49.2" 

29W25.68" 

NARANWALI 

Younger Alluvium 

DUG WELL 


153.60 

29 

44H-1A1 

73 WOO" 

28 WOO" 

ROJARI 

Younger Alluvium 

DUG WELL 


146.95 

30 

44G-4C1 

73°31'30" 

29 WOO" 

BHOPALPURA 

Younger Alluvium 

DUG WELL 


182.11 

Sub Basin: Sub 3 | 

1 

44H-1D1 

73 WOO" 

28 WOO" 

ARJANSAR 

Older Alluvium 

DUG WELL 


199.17 

2 

44H-2D6A 

74°00'00" 

28 WOO" 

DHANI CHILLON 

Older Alluvium 

TUBE WELL 


192.52 

3 

44H-2D6B 

74°00'00" 

28 WOO" 

DHANI CHILLON 

Older Alluvium 

TUBE WELL 


192.52 

4 

44L-1A3 

74W45" 

28W30" 

JAITPUR 

Older Alluvium 

TUBE WELL 


195.23 

5 

44G-4D9 

73 WOO" 

29°01'00" 

PHULEJI 

Older Alluvium 

TUBE WELL 


190.33 

6 

45E-2A2 

74W5.93" 

28°44'35.39" 

SUI 

Older Alluvium 

TUBE WELL 


199.64 

7 

44L-3D15 

74W30" 

28°15'45" 

BINASAR 

Older Alluvium 

DUG WELL 


285.59 

8 

44P-3A3 

75 WOO" 

28°19'55" 

DHADUR 

Older Alluvium 

DUG WELL 


282.85 

9 

44L-3D11 

74W15" 

28°18'45" 

DUDWA 

Older Alluvium 

DUG WELL 


282.15 

10 

44P-3A2A 

75W45" 

28W15" 

DUDWA KHARA 

Older Alluvium 

TUBE WELL 


255.84 

11 

44L-3D9 

74°54'45" 

28°21'30" 

GHANTEL 

Older Alluvium 

DUG WELL 


282.82 

12 

44L-3D14A 

74W15" 

28 °17'30" 

GUJRON Kl DHANI 

Older Alluvium 

TUBE WELL 


292.70 

13 

44L-3D6 

74°51'45" 

28 WOO" 

RAMPURA 

Older Alluvium 

DUG WELL 


252.64 

14 

44P-3A1 

75°07'50" 

28 WOO" 

SIRS ALA 

Older Alluvium 

DUG WELL 


273.30 

15 

44P-2C1 

75W10" 

28 WOO" 

BHAKRA 

Older Alluvium 

DUG WELL 


246.83 

16 

44P-2A2 

75°14'00" 

28W10" 

DADREWA 

Older Alluvium 

DUG WELL 


228.88 

17 

44P-2B3 

75W1.5" 

28W26.7" 

HARPALU KHUSALA 

Older Alluvium 

TUBE WELL 


248.81 

18 

44P-2B7 

75 WOO" 

28W30" 

LASERI 

Older Alluvium 

TUBE WELL 


229.65 

19 

44P-2B2 

75°18'00" 

28 WOO" 

NANGLI 

Older Alluvium 

DUG WELL 


240.41 

20 

44P-3B2 

75°28'20" 

28 WOO" 

NEEMA 

Older Alluvium 

TUBE WELL 


247.51 

21 

44P-2B1 

75W30" 

28 WOO" 

RAJGARH 

Older Alluvium 

DUG WELL 


234.28 

22 

44P-2B5A 

75°16'00" 

28 WOO" 

RATANPURA 

Older Alluvium 

TUBE WELL 


250.83 

23 

44P-3B3 

75W30" 

28W40" 

SANKHU 

Older Alluvium 

TUBE WELL 


269.59 





s 

No 

Well Code 
CGWB 

Coordinate 

Village 

Hydrogeological Unit 

Type 
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Well 
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Depth 
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24 

44L-4D1 

74°47'30" 

28°02'30" 

BIRAMSAR 

Older Alluvium 

DUG WELL 


313.88 

25 

44L-4C8A 

74°40'34" 

28°09'15" 

GORISAR 

Older Alluvium 

TUBE WELL 


306.74 

26 

44L-4C1 

74°34'36.77" 

28°14'26.81" 

MALASAR 

Older Alluvium 

DUG WELL 


289.88 

27 

44L-4C3A 

74°32'7.39" 

28°12'35.65" 

MELUSAR 

Older Alluvium 

TUBE WELL 


244.39 

28 

44L-3C2 

74°39'00" 

28°29'00" 

NAINASAR 

Older Alluvium 

DUG WELL 


247.51 

29 

44L-4D3 

74°45'30" 

28 °10'30" 

SHELLA 

Older Alluvium 

DUG WELL 


303.95 

30 

44I-4C14A 

74°44'00" 

28 WOO" 

TIDIYASAR 

Older Alluvium 

Tube Well 


319.69 

31 

44L-4C14 

74°44'00" 

28 WOO" 

TODIASAR 

Older Alluvium 

DUG WELL 


319.76 

32 

44L-2C2 

74°30'15" 

28 WOO" 

ASPALSAR 

Vindhyan Sandstone 

TUBE WELL 


241.28 

33 

44L-3B3 

74°23'00" 

28°20'45" 

BANDHANAU 

Older Alluvium 

DUG WELL 


262.14 

34 

44L-3B2 

74°26'30" 

28°24'45" 

CHOTI SAWAI 

Older Alluvium 

DUG WELL 


256.83 

35 

44L-2B3 

74°22'30" 

28°38'30" 

HARDESAR 

Younger Alluvium 

DUG WELL 


209.86 

36 

44L-3C5 

74°32'15" 

28 WOO" 

JEEVANDESAR 

Older Alluvium 

DUG WELL 


253.15 

37 

44L-3C7 

74°32'15" 

28 WOO" 

MEHRASAR 

Vindhyan Sandstone 

DUG WELL 


264.58 

38 

44L-2C11 

74°44'15" 

28°30'15" 

MELUSAR 

Older Alluvium 

DUG WELL 


244.39 

39 

44L-3B4 

74°24'00" 

28 WOO" 

MITTASAR 

Younger Alluvium 

DUG WELL 


242.87 

40 

44L-3C10 

74°33'00" 

28°19'15" 

RANASAR 

Older Alluvium 

DUG WELL 


263.55 

41 

44L-2B1 

74°21'00" 

28°42'00" 

SADASAR 

Younger Alluvium 

DUG WELL 


208.24 

42 

44L-3B1A 

74°26'20" 

28W20" 

SARDARSHAHAR 

Younger Alluvium 

TUBE WELL 


243.41 

43 

44L-1B2 

74°19'00" 

28 WOO" 

SAWAR 

Younger Alluvium 

DUG WELL 


200.95 

44 

44L-3C1A 

74°33'40" 

28 °17'30" 

UDASAR 

Older Alluvium 

TUBE WELL 


280.85 

45 

45I-2D1 

74°47'00" 

27°48'40" 

Niyama 

Older Alluvium 

Tube Well 


335.38 

46 

44P-1A2 

75 °01'35.27" 

28°46'25.57" 

BHALAUTIBBA 

Older Alluvium 

DUG WELL 


221.67 

47 

44L-1D2 

74°54'30" 

28°50'30" 

DHIRAWAS 

Older Alluvium 

DUG WELL 


211.97 

48 

44L-1D1 

74°50'30" 

28°52'30" 

SHAWA 

Older Alluvium 

DUG WELL 


205.40 

49 

44P-2A1 

75°02'24.18" 

28°40'10.62" 

TARANAGAR 

Older Alluvium 

DUG WELL 


221.73 

50 

44L-2D10 

74°47'00" 

28°32'15" 

BHALERI 

Older Alluvium 

DUG WELL 


244.12 

51 

44L-2D1 

74°53'00" 

28 WOO" 

BUCHAWAS 

Older Alluvium 

DUG WELL 


235.27 

52 

44P-2B4 

75°18'00" 

28 WOO" 

Dokuwa 

Older Alluvium 

Tube Well 


246.48 

53 

44G-4D6 

73°55'10" 

29°07'00" 

Birdhwal 

Younger Alluvium 

DUG WELL 


189.39 

54 

44G-4D8 

73°47'15" 

29°07'45" 

HARISINGHPURA 

Younger Alluvium 

DUG WELL 


181.16 

55 

44G-4C2 

73°43'00" 

29 WOO" 

LALGARIYA 

Younger Alluvium 

DUG WELL 


181.72 

56 

44G-4D3 

73 °51'15.64" 

29W0.96" 

PIPASAR 

Younger Alluvium 

DUG WELL 


191.97 

57 

44G-4D5 

73°57'00" 

29°11'00" 

RAYANWALI 

Younger Alluvium 

DUG WELL 


180.99 

58 

44H-1D4 

73°52'00" 

28 WOO" 

Mokalsar 

Younger Alluvium 

Tube Well 


195.47 

59 

44G-4D10 

73°51'00" 

29 WOO" 

Rajiyasar 

Younger Alluvium 

Tube Well 


184.08 

60 

440-4B1 

75°19'30" 

29°11'00" 

CHHANI BARI 

Younger Alluvium 

DUG WELL 


203.96 

61 

440-4A3 

75°05'50" 

29W50" 

DUNGRANA 

Younger Alluvium 

DUG WELL 


197.05 

62 

44P-1A1 

75°02'00" 

28W15" 

MALSISAR 

Younger Alluvium 

DUG WELL 


198.30 

63 

440-4A4 

75°02'00" 

29 WOO" 

MUNSARI 

Younger Alluvium 

DUG WELL 


192.15 

64 

44K-3C3 

74°25'50.37" 

29 °21'30.27" 

CHAUWALI 

Younger Alluvium 

DUG WELL 


188.10 

65 

44K-2A2 

74°35'55" 

29°21'32" 

CHISTIAN 

Younger Alluvium 

TUBE WELL 


182.82 

66 

44K-4C1 

74°45'00" 

29 WOO" 

BHUKARKA 

Younger Alluvium 

DUG WELL 


192.31 

67 

44K-4C2 

74°45'00" 

29 °14'00" 

BHUKARKA 

Younger Alluvium 

TUBE WELL 


192.14 

68 

44K-4B1 

74°18'00" 

29W30" 

BIRAMSAR 

Younger Alluvium 

DUG WELL 


186.40 

69 

44L-1B1 

74 °16'40" 

28 WOO" 

BISRASAR 

Younger Alluvium 

DUG WELL 


193.23 

70 

44K-4B4 

74°20'30" 

29°11'00" 

DHANASAR 

Younger Alluvium 

DUG WELL 


179.75 

71 

44L-1A2 

74°08'2.26" 

28W29.13" 

DUDHAL 

Older Alluvium 

DUG WELL 


194.94 

72 

44K-4C3 

74°32'00" 

29 °13'00" 

GANDEHALI 

Younger Alluvium 

DUG WELL 


180.47 

73 

44K-4B5 

74 °17'10" 

29°14'10" 

KHODA 

Younger Alluvium 

DUG WELL 


184.17 

74 

44K-4C4 

74°44'00" 

29 WOO" 

LAKHASAR 

Younger Alluvium 

DUG WELL 


190.60 

75 

44L-1B3 

74 °17'30" 

28W30" 

LAKHERAN 

Younger Alluvium 

DUG WELL 


186.87 

76 

44K-4D1 

74°46'23.87" 

29 °10'53.56" 

NOHAR 

Younger Alluvium 

DUG WELL 


186.28 

77 

44L-1A1 

74°12'27.9" 

28W55.45" 

PALLU 

Younger Alluvium 

DUG WELL 


192.70 

78 

44K-4B3 

74 °17'00" 

29 WOO" 

PURABSAR 

Younger Alluvium 

DUG WELL 


182.22 

79 

44K-4D2 

74°50'00" 

29 °15'00" 

RAMSARA 

Younger Alluvium 

DUG WELL 


194.63 

80 

44K-3B1 

74°24'50" 

29°15'10" 

RAWATSAR 

Younger Alluvium 

DUG WELL 


179.83 

81 

440-4A5 

75°09'00" 

29 WOO" 

Bhadra 

Younger Alluvium 

Dug Well 


200.94 

82 

44P-4B8 

75°21'00" 

28 WOO" 

BAS ADI 

Older Alluvium 

DUG WELL 


295.74 

83 

44P-4A1 

75 °11 '45" 

28 °11 '45" 

BIRMI 

Older Alluvium 

DUG WELL 


303.37 

84 

44P-4A1A 

75 °10'40" 

28 WOO" 

Birmi 

Older Alluvium 

Tube Well 


303.36 

85 

44P-4A4 

75°03'30" 

28°15'00" 

BISSAU 

Older Alluvium 

DUG WELL 


297.79 

86 

44P-4B6A 

75°15'30" 

28W50" 

CHURELA 

Older Alluvium 

TUBE WELL 


312.30 

87 

44P-3B1 

75°18'00" 

28°21'30" 

MALSISAR 

Older Alluvium 

DUG WELL 


277.68 

88 

44P-3A4 

75°13'0.46" 

28°18'2.52" 

NIRDHANU 

Older Alluvium 

DUG WELL 


283.98 

89 

44P-4D8 

75°47'05" 

28W35" 

POHANIA 

Older Alluvium 

DUG WELL 


298.36 

90 

44P-4D5 

75°51'00" 

28W06" 

SAHAR 

Older Alluvium 

DUG WELL 


305.20 

91 

44P-4D13 

75°45'50" 

28W10" 

BHASAWATA KALAN 

Older Alluvium 

TUBE WELL 


319.46 

92 

44P-4D13A 

75°45'50" 

28W10" 

BHASAWATA KALAN 

Older Alluvium 

TUBE WELL 


319.46 

93 

44P-4C2 

75°44'00" 

28°14'00" 

CHIRAWA 

Older Alluvium 

DUG WELL 


316.46 
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94 

44P-4C2A 

75°38'32.52" 

28°15'49.27" 

CHIRAWA 

Older Alluvium 

TUBE WELL 


314.67 

95 

44P-4C5 

75 °41'27.09" 

28W29.18" 

GALDANA KHURD 

Older Alluvium 

TUBE WELL 


346.13 

96 

44P-3C4 

75°33'30" 

28°14'50" 

LAMBA GOTHRA 

Older Alluvium 

TUBE WELL 


323.77 

97 

44P-4C7A 

75°30'36" 

28°01'30" 

BADAGAON 

Older Alluvium 

TUBE WELL 


358.91 

98 

44P-4B20 

75°15'55" 

28W30" 

JAISINGHPURA 

Older Alluvium 

TUBE WELL 


331.14 

99 

44P-4B1 

75°23'20" 

28°07'00" 

JHUNJHUNU 

Older Alluvium 

TUBE WELL 


342.48 

100 

45M-1B2A 

75°16'30" 

27W45" 

MANDASI SANGASI 

Older Alluvium 

TUBE WELL 


351.59 

101 

44P-4A2 

75 WOO" 

28 WOO" 

MAN DAW A 

Older Alluvium 

DUG WELL 


333.91 

102 

44P-4A2A 

75 WOO" 

28 WOO" 

Mandawa 

Older Alluvium 

Tube Well 


330.91 

103 

44P-4B7 

75°26'47.09" 

28°04'24.44" 

NARSINGHPURA 

Older Alluvium 

DUG WELL 


342.83 

104 

44P-4C6A 

75°43'06" 

28°01'45" 

JASRAPURA 

Quartzite 

DUG WELL 


437.97 

105 

44P-4D10 

75°47'45" 

28W12" 

MAKRO 

Older Alluvium 

DUG WELL 


351.24 

106 

44P-4B2 

75°19'00" 

28°02'45" 

DIGHAL 

Older Alluvium 

TUBE WELL 


346.23 

107 

44P-1B5 

75°18'30" 

27W30" 

JHAJHAR 

Older Alluvium 

TUBE WELL 


397.02 

108 

45M-1A4A 

75 WOO" 

27°57'15" 

MUKUNDGARH 

Older Alluvium 

TUBE WELL 


363.65 

109 

45M-1B4A 

75 WOO" 

27°56'54" 

TITANWAR 

Older Alluvium 

TUBE WELL 


398.16 

110 

44P-3C1 

75°37'10" 

28°22'30" 

PILANI 

Older Alluvium 

TUBE WELL 


289.98 

111 

44P-3D1 

75°45'16.12" 

28°25'38.59" 

PIPLI 

Older Alluvium 

TUBE WELL 


272.82 

112 

44P-3C3A 

75°43'15.56" 

28°18'9.54" 

SURAJGARH 

Older Alluvium 

TUBE WELL 


294.08 

113 

45M-1B3A 

75 WOO" 

27W03" 

RAGHUNATHPURA 

Older Alluvium 

TUBE WELL 


437.46 

114 

45M-2B5 

75W30" 

27 WOO" 

UDAIPUR WATI 

Older Alluvium 

TUBE WELL 


438.87 

115 

44P-3C5 

75°37'30" 

28°18'10" 

Devroad 

Older Alluvium 

Tube Well 


305.00 

116 

44P-3C8 

75°42'28" 

28°24'23" 

Dulania 

Older Alluvium 

Tube Well 


280.00 

117 

44P-4C8 

75°31'20" 

28 °11'15" 

Khudana 

Older Alluvium 

Tube Well 


328.75 

118 

44P-4C9 

75°40'50" 

28°13'00" 

Lakhu 

Older Alluvium 

Tube Well 


314.97 

119 

44P-3C7 

75°41'30" 

28 WOO" 

Likua 

Older Alluvium 

Tube Well 


268.33 

120 

44P-4B3 

75°27'15" 

28 °10'30" 

Math 

Older Alluvium 

Tube Well 


320.17 

121 

44P-3C6 

75 WOO" 

28°23'45" 

Morwa 

Older Alluvium 

Tube Well 


282.66 

122 

45M-1B1 

75°23'33" 

27°55'10" 

Nawalgarh 

Older Alluvium 

Tube Well 


382.60 

123 

44P-4A10A 

75°02'28.24" 

28W2.28" 

BALODH 

Older Alluvium 

TUBE WELL 


323.10 

124 

44L-4D16 

74°56'15" 

28 WOO" 

DEWAS 

Older Alluvium 

DUG WELL 


314.53 

125 

451-1 D2 

74W30" 

27 WOO" 

FATEHPUR 

Older Alluvium 

TUBE WELL 


324.65 

126 

44L-4D9 

74 WOO" 

28 WOO" 

ROHALSOBHSAR 

Older Alluvium 

TUBE WELL 


310.03 

127 

44L-4D2A 

74°57'35" 

28W04" 

ROOKANSAR 

Older Alluvium 

TUBE WELL 


299.13 

128 

44P-4A3 

75 WOO" 

28 WOO" 

TAJSIR 

Older Alluvium 

DUG WELL 


325.21 

129 

45M-1A8 

75°00'30" 

27 WOO" 

ALAKHPURA 

Older Alluvium 

DUG WELL 


343.06 

130 

45M-1A7A 

74°57'40" 

27°54'03" 

BALARAN 

Older Alluvium 

TUBE WELL 


345.05 

131 

45M-1A9 

75°00'00" 

27W30" 

CHINCHAS 

Older Alluvium 

TUBE WELL 


350.44 

132 

451-1D18A 

74W25" 

27°47'42" 

JAJOD 

Older Alluvium 

TUBE WELL 


343.96 

133 

45M-1A2A 

75 WOO" 

27 WOO" 

Lachhmangarh 

Older Alluvium 

TUBE WELL 


359.14 

134 

45M-2A8A 

75 WOO" 

27°41'30" 

KATRATHAL 

Older Alluvium 

TUBE WELL 


441.64 

135 

45M-1A10 

75 WOO" 

27°47'30" 

Bau 

Older Alluvium 

Tube Well 


384.91 

136 

451-1D3 

74W31" 

27°47'15" 

Datunjala 

Older Alluvium 

Tube Well 


358.00 

Sub Basin: Sub 4 | 

1 

44H-4D8 

73W21" 

28°13'00" 

ASERAN 

Tertiary Sandstone 

TUBE WELL 


213.10 

2 

44D-3B1 

72W55" 

28°23'53" 

BALLAR 

Older Alluvium 

DUG WELL 


160.93 

3 

44H-4B5 

73°21'15" 

28W30" 

BEECHWAL 

Tertiary Sandstone 

DUG WELL 


228.01 

4 

44D-3C1 

72°30'30" 

28 WOO" 

DANTOR 

Older Alluvium 

DUG WELL 


122.29 

5 

45E-1B1A 

73°21'00" 

27 WOO" 

DESHNOKH 

Tertiary Sandstone 

TUBE WELL 


287.33 

6 

44D-3C5 

72W30" 

28°25'55" 

GANESHWALI 

Older Alluvium 

DUG WELL 


137.04 

7 

44H-4C3 

73 WOO" 

28 WOO" 

GUSAISAR 

Tertiary Sandstone 

DUG WELL 


258.90 

8 

44H-3A2 

73 °10'29.99" 

28 °16'14.14" 

JALWALI 

Older Alluvium 

DUG WELL 


180.49 

9 

45E-1B3 

74W1.21" 

27W16.19" 

KALYANSAR 

Tertiary Sandstone 

TUBE WELL 


249.19 

10 

44H-4B3 

73 °16'49.59" 

28°00'2.55" 

KARMISAR 

Tertiary Sandstone 

TUBE WELL 


232.82 

11 

44H-3A4 

73 W10.94" 

28°20'35.92" 

KARNISAR 

Older Alluvium 

DUG WELL 


176.79 

12 

44H-3B1 

73W15" 

28°19'45" 

KASTURIA 

Tertiary Sandstone 

DUG WELL 


178.62 

13 

44H-4B1 

73 °23'28" 

28 °11 '45" 

KHARA 

Tertiary Sandstone 

DUG WELL 


207.02 

14 

44H-4A4 

73°04'52.92" 

28W50.39" 

KODAMDESAR 

Tertiary Sandstone 

DUG WELL 


207.15 

15 

44H-3A1 

73 °11 '30" 

28°19'00" 

LAKHUSAR 

Older Alluvium 

DUG WELL 


194.22 

16 

45E-1CI 

73W30" 

27°57'45" 

NAPASAR 

Tertiary Sandstone 

DUG WELL 


233.76 

17 

45E-1B4A 

73 °15'45" 

27W40" 

PALANA 

Tertiary Sandstone 

TUBE WELL 


272.66 

18 

44D-2D1 

72 WOO" 

28°30'45" 

PUGAL 

Older Alluvium 

DUG WELL 


165.96 

19 

44H-4B6 

73 °28'45" 

28 WOO" 

RAISAR 

Tertiary Sandstone 

TUBE WELL 


219.85 

20 

44D-3C4 

72W30" 

28 WOO" 

RAMARA 

Older Alluvium 

DUG WELL 


153.96 

21 

44H-4A5 

73 °13'15" 

28W45" 

SOBHASAR 

Tertiary Sandstone 

TUBE WELL 


203.92 

22 

45E-1B5 

73 °16'15" 

27 WOO" 

UDAIRAMSAR 

Tertiary Sandstone 

DUG WELL 


230.45 

23 

44L-4A2 

74 °10'45" 

28°15'00" 

ADASAR 

Older Alluvium 

DUG WELL 


237.55 

24 

45I-1A1 

74°01'00" 

27W35" 

BANA 

Tertiary Sandstone 

DUG WELL 


297.52 

25 

44L-4A1 

74°00'30" 

28 WOO" 

DUNGARGARH 

Tertiary Sandstone 

DUG WELL 


277.96 

26 

44H-4D4 

73 WOO" 

28 WOO" 

GUSAISAR 

Tertiary Sandstone 

DUG WELL 


229.41 
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27 

44H-4D5 

73°49'20" 

28°05'45" 

JODHASAR 

Tertiary Sandstone 

DUG WELL 


244.83 

28 

44H-4D1 

73°52'15" 

28°05'45" 

LAKHASAR 

Older Alluvium 

DUG WELL 


342.19 

29 

44H-3D3 

73°54'00" 

28 °16'30" 

LODERA 

Older Alluvium 

DUG WELL 


220.71 

30 

44H-4C2 

73°43'30" 

28°04'10" 

SERUNA 

Tertiary Sandstone 

DUG WELL 


241.06 

31 

44L-4A3A 

74°06'30" 

28 °10'40" 

THUKRIAWAS 

Older Alluvium 

TUBE WELL 


254.29 

32 

44L-4A10 

74°13'30" 

28°04'30" 

KITALSAR 

Vindhyan Sandstone 

DUG WELL 


288.41 

33 

44D-3D1 

72°51'10" 

28°15'15" 

AMARPURA 

Older Alluvium 

DUG WELL 


168.07 

34 

45A-1C1 

72°30'30" 

27°56'00" 

BAJJU 

Older Alluvium 

DUG WELL 


160.93 

35 

45E-1A3 

73°07'40" 

27°51 '54" 

BHOLASAR 

Tertiary Sandstone 

TUBE WELL 


256.53 

36 

45A-1C2 

72°43'30" 

27°52'15" 

BITHNOK 

Tertiary Sandstone 

DUG WELL 


194.86 

37 

45A-1D1 

72°49'45" 

27°47'25" 

DIYATRA 

Tertiary Sandstone 

TUBE WELL 


241.73 

38 

45A-1D5 

72°49'45" 

27°47'25" 

DIYATRA 

Tertiary Sandstone 

DUG WELL 


241.73 

39 

45E-1A2 

73°02'50" 

27°58'25" 

GAJNER 

Tertiary Sandstone 

TUBE WELL 


222.51 

40 

45A-1C4 

72°35'00" 

27°45'45" 

GARIYALA 

Tertiary Sandstone 

DUG WELL 


200.05 

41 

45A-1C4A 

72°38'00" 

27°47'00" 

Gariyala 

Tertiary Sandstone 

Tube Well 


203.84 

42 

45A-1B2 

72°16'00" 

27°59'30" 

GODU 

Older Alluvium 

DUG WELL 


154.55 

43 

45A-1D4 

73°00'24.39" 

27°56'30.6" 

GOLERI 

Tertiary Sandstone 

TUBE WELL 


267.18 

44 

44D-3B3A 

72°25'40" 

28°18'30" 

JAGGASAR 

Older Alluvium 

TUBE WELL 


125.32 

45 

45A-1D2A 

72°57'15" 

27°50'30" 

KOLAYAT 

Tertiary Sandstone 

TUBE WELL 


221.75 

46 

45A-1D3 

72°46'00" 

27°52'00" 

MADHOGARH 

Tertiary Sandstone 

DUG WELL 


202.54 

47 

44D-4B1 

72°28'31.48" 

28°02'32.7" 

MANKASAR 

Older Alluvium 

DUG WELL 


154.15 

48 

45A-1B1 

72°25'00" 

27°58'00" 

MODAYAT 

Older Alluvium 

DUG WELL 


160.56 

49 

45E-2A1 

73 °10'OO" 

27°43'00" 

PITHRASAR 

Vindhyan Sandstone 

TUBE WELL 


285.35 

50 

44D-4A1 

72°07'30" 

28°01'35" 

RANJITPURA 

Older Alluvium 

DUG WELL 


130.31 

51 

44D-3B2 

72°23'55.71" 

28 °16'3.24" 

TANWAR WALA 

Older Alluvium 

DUG WELL 


126.95 

52 

44H-3B4 

73°31 '2.06" 

28°21'49.14" 

BHAMANWALI 

Vindhyan Sandstone 

TUBE WELL 


190.18 

53 

44H-3C2 

73°35'28.61" 

28°24'32.85" 

DHIRERA 

Vindhyan Sandstone 

DUG WELL 


202.38 

54 

44H-3D2 

73°53'00" 

28°22'00" 

KALU 

Tertiary Sandstone 

DUG WELL 


208.01 

55 

45E-2B2 

73 °22'00" 

27°40'00" 

BHAMATSAR 

Vindhyan Sandstone 

TUBE WELL 


290.61 

56 

45E-2D2 

73°48'00" 

27°42'00" 

JASRASAR 

Vindhyan Sandstone 

TUBE WELL 


305.38 

57 

45E-2C1A 

73°39'45" 

27°40'00" 

KAKRA 

Vindhyan Sandstone 

TUBE WELL 


303.64 

58 

45E-2B1A 

73 °25'47.06" 

27°35'31.56" 

NOKHA 

Vindhyan Sandstone 

TUBE WELL 


309.65 

59 

45E-1B2 

73 °22'00" 

27°45'08" 

RASISAR 

Tertiary Sandstone 

TUBE WELL 


269.80 

60 

45E-1D1 

73°46'20" 

27°47'20" 

SADHSAR 

Tertiary Sandstone 

TUBE WELL 


305.30 

61 

45E-2C4 

73°34'00" 

27°44'30" 

SINDHU 

Tertiary Sandstone 

TUBE WELL 


291.63 

62 

45E-1B6 

73 °25'20" 

27°54'36" 

SURDHANA 

Tertiary Sandstone 

TUBE WELL 


242.65 

63 

45E-1B7 

73°20'30" 

27°53'00" 

Ambasar 

Tertiary Sandstone 

Tube Well 


245.35 

64 

45A-1C3 

72°30'20" 

27°55'00" 

Bajju (tejpuraO 

Tertiary Sandstone 

Tube Well 


171.26 

65 

45A-1C2A 

72°49'00" 

27°51'00" 

Bithnok 

Tertiary Sandstone 

Tube Well 


206.03 

66 

44D-3C3 

72°39'30" 

28°19'00" 

Devli Talai 

Older Alluvium 

Tube Well 


158.01 

67 

44H-2C2A 

73°38'00" 

28°15'00" 

Dhirera 

Tertiary Sandstone 

Tube Well 


213.73 

68 

45A-1D6 

72°59'30" 

27°46'00" 

Jhajhu 

Tertiary Sandstone 

Tube Well 


271.82 

69 

44H-3D2A 

73°53'00" 

28°22'00" 

Kalu 

Tertiary Sandstone 

Tube Well 


212.74 

70 

44H-1D2A 

73°49'00" 

27°46'00" 

Mahajan 

Tertiary Sandstone 

Tube Well 


306.42 

71 

45A-1C5 

72°36'00" 

27°54'00" 

Manju Ki Dhani 

Tertiary Sandstone 

Tube Well 


181.79 

72 

44D-4A1A 

72°07'30" 

28°01'35" 

Ranjitpura 

Older Alluvium 

Tube Well 


130.94 

73 

451-1C2 

74°35'42.17" 

27°58'18.92" 

BHOJASAR 

Older Alluvium 

DUG WELL 


317.21 

74 

451-1C4 

74°41'00" 

27°55'00" 

KANWARI 

Older Alluvium 

Tube Well 


318.59 

75 

44L-4C23 

74°37'30" 

28°00'30" 

LOHA 

Older Alluvium 

DUG WELL 


321.20 

76 

44L-4C23A 

74°37'30" 

28°00'30" 

Loha 

Older Alluvium 

Tube Well 


320.44 

77 

44L-4C16 

74°33'57.88" 

28°03'37.61" 

PAYALI 

Older Alluvium 

DUG WELL 


315.30 

78 

451-1 Cl 

74°34'00" 

27°56'00" 

PERIHARA 

Older Alluvium 

DUG WELL 


312.55 

79 

44L-4B1A 

74°28'35" 

28°02'15" 

RAJALDESAR 

Older Alluvium 

TUBE WELL 


311.33 

80 

44L-4C2 

74°37'00" 

28 WOO" 

RATANGARH 

Older Alluvium 

DUG WELL 


250.83 

81 

44L-4C2A 

74°37'00" 

28 WOO" 

Ratangarh 

Older Alluvium 

Tube Well 


326.68 

82 

44L-4C5 

74°40'00" 

28 WOO" 

Sangasar 

Older Alluvium 

Tube Well 


319.52 

83 

44L-3B6 

74°18'23.21" 

28 °17'40.16" 

BHADASAR 

Older Alluvium 

DUG WELL 


252.66 

84 

44L-2B2 

74°35'15" 

27 WOO" 

BHOJRASAR 

Older Alluvium 

DUG WELL 


229.34 

85 

45I-2C3 

74°39'00" 

27°43'00" 

BHIMSER KI PEAU 

Phyllite & Schist 

DUG WELL 


324.22 

86 

451-1B2 

74°19'3.37" 

27°49'51.44" 

BIDASAR 

Phyllite & Schist 

DUG WELL 


310.46 

87 

451-1B1 

74°26'34.63" 

27°49'15.97" 

CHAPAR 

Phyllite & Schist 

DUG WELL 


310.48 

88 

45I-2C4 

74°47'03" 

27°42'50" 

Dhan 

Phyllite & Schist 

Tube Well 


321.77 

89 

44L-2B4 

74°28'10" 

27°44'15" 

GULERIYA 

Phyllite & Schist 

DUG WELL 


317.21 

90 

45I-1C3 

74°42'00" 

27°49'55" 

Khuri 

Younger Alluvium 

Tube Well 


332.11 

91 

45I-2C1 

74°43'00" 

27°43'00" 

SALASAR 

Phyllite & Schist 

DUG WELL 


334.56 

92 

45I-2B2 

74°29'00" 

27 WOO" 

SUJANGARH 

Phyllite & Schist 

DUG WELL 


317.41 

93 

45I-2B17 

74°26'00" 

27°37'00" 

BAN KALI A 

Vindhyan Sandstone 

DUG WELL 


332.30 

94 

45I-2B1 

74°23'00" 

27 WOO" 

LADNU 

Vindhyan Sandstone 

TUBE WELL 


353.61 

95 

45F-2D1 

74°26'00" 

27 WOO" 

BHAKALIAWAS 

Vindhyan Sandstone 

DUG WELL 


333.23 

96 

45M-2A6A 

75°14'00" 

27W15" 

BAJOR 

Older Alluvium 

DUG WELL 


447.17 





s 

No 

Well Code 
CGWB 

Coordinate 

Village 

Hydrogeological Unit 

Type 

of 

Well 

Total 

Depth 

(m bql) 

Reduced 1J 
Ground 
Level 
(m amsl) 

Longitude 

Latitude 

97 

45I-2D7 

74°54'40" 

27°31'20" 

BINJYASI 

Older Alluvium 

TUBE WELL 


395.94 

98 

45M-2A4A 

75 WOO" 

27 WOO" 

DHOD 

Older Alluvium 

TUBE WELL 


418.46 

99 

45M-2A3A 

75°05'15" 

27 WOO" 

RASHIDPURA 

Older Alluvium 

TUBE WELL 


391.71 

100 

45I-2D16A 

74 WOO" 

27°36'15" 

SEWAD BARI 

Older Alluvium 

TUBE WELL 


383.31 

101 

45I-2D9 

74°47'45" 

27°31'15" 

SHAHPURA 

Older Alluvium 

TUBE WELL 


363.32 

102 

45I-2D8 

74°53'27" 

27W45" 

GHANA 

Older Alluvium 

TUBE WELL 


368.41 

103 

45I-2D1B 

74°46'12" 

27°37'00" 

NECHWA 

Older Alluvium 

TUBE WELL 


358.21 

104 

45M-2A7A 

75 °11 '00" 

27°34'45" 

GOKALPURA 

Older Alluvium 

TUBE WELL 


443.53 

105 

45M-2A5 

75°12'00" 

27 WOO" 

KUDU 

Older Alluvium 

TUBE WELL 


438.23 

106 

45M-2B6A 

75°15'00" 

27W28" 

PIPRALI 

Older Alluvium 

DUG WELL 


457.83 

107 

45M-2B7 

75 WOO" 

27 WOO" 

Dhudhwalo Ka Bas 

Older Alluvium 

Tube Well 


500.53 

108 

45I-2D3 

74°50'23" 

27°43'40" 

Garoda 

Older Alluvium 

Tube Well 


349.95 

109 

45M-2B8 

75°16'00" 

27 WOO" 

Goriya 

Older Alluvium 

Tube Well 


449.42 

110 

45M-2A9 

75 WOO" 

27 WOO" 

Nani 

Older Alluvium 

Tube Well 


420.81 

111 

45M-2A10 

75 WOO" 

27 WOO" 

Sabalpura 

Older Alluvium 

Tube Well 


426.27 







Annex GW-1: Data Validation of Observation wells for Basins in State (RGWD) 


11 Missing RL extracted from SRTM Data 


s 

No 

Well Code 

Coordinate 

Village 

Hydrogeological 

Unit 

Type 

of 

Well 

Total 

Depth 

(m bgl) 

Reduced 1 * 1 
Ground 
Level 
(m amsl) 

RGWD 

TAHAL 

Longitude 

Latitude 

(as per Survey 
of India Grid) 



Basin: Banas 

Sub Basin: Banas 

i 

45 05 Cb 

45O05Da 

75°16'11.04" 

25°47'12.5" 

GHATIYALI 

Gneisses(B.G.C.) 

D/W 

25.00 

332.47 

2 

45 05 Cb 

45O05Da 

75°16'0.3" 

25°47'11.67" 

GHATIYALI Pz 

Gneisses(B.G.C.) 

P/z 

45.00 

340.77 

3 

45 02 G02 

45O02Ma 

75 °11'15.87" 

25°44'19.69" 

KUSAYATHA 

Gneisses(B.G.C.) 

D/W 

12.00 

334.59 

4 

45 02 Ga 

45O02Ma 

75°12'12.76" 

25°43'19.87" 

MOTIALA 

Gneisses(B.G.C.) 

D/W 

11.40 

332.17 

5 

45 05 Cd 

45O05Dd 

75°17'36.07" 

25°46'1.78" 

NAPAKHERA 

Older Alluvium 

D/W 

11.30 

320.18 

6 

45 06 Ao 

45O06Aa 

75°15'47.89" 

25°44'42.47" 

RAINAGAR 

Older Alluvium 

D/W 

14.35 

324.63 

7 

45 01 Id 

45001 Pb 

75°12'49.29" 

25°45'4.24" 

SAWAR 

Gneisses(B.G.C.) 

D/W 

12.70 

340.12 

8 

45 01 Id 

45001 Pb 

75°13'6.63" 

25°45'31.58" 

SAWAR Pz 

Gneisses(B.G.C.) 

P/z 

40.00 

351.27 

9 

4502FC 

45O02Hd 

75°07'26.1" 

25 °31'26.26" 

Bagoodar 

Phyllite & Schist 

D/W 

20.50 

340.64 

10 

4506Bb 

45O06Ca 

75 °16' 50" 

25°36' 56" 

Jahazpur 

Phyllite & Schist 

D/W 

12.30 

362.38 

11 

4506Bb1 

45O06Ca 

75°16'51.07" 

25°37'4.36" 

Jahazpur 

Phyllite & Schist 

P/z 

56.00 

360.54 

12 

4503GC 

45O03MC 

75°13'21.77" 

25°29'55.48" 

Khajoori 

Phyllite & Schist 

D/W 

13.60 

361.00 

13 

4506Ad 

45O05Ld 

75°24'33.1" 

25°45'39.78" 

Kuchalwara Kalan 

Phyllite & Schist 

D/W 

13.60 

340.80 

14 

4506Adi 

45O06Eb 

75°19'58.79" 

25 °41'28.22" 

Kuradia 

Phyllite & Schist 

D/W 

16.90 

399.43 

15 

4503DC1 

450031a 

75°08'25.96" 

25°28'16.83" 

Manoharpura 

Phyllite & Schist 

P/z 

81.00 

360.12 

16 

4503DC 

450031a 

75°08'30.72" 

25°28'17.82" 

Manoharpura 

Phyllite & Schist 

D/W 

29.90 

361.86 

17 

4504Da 

45O03FC 

75°06'35.21" 

25°26'7.11" 

Padampura 

Phyllite & Schist 

D/W 

35.00 

367.34 

18 

4502Ha1 

45O02Nb 

75°11'27.87" 

25°38'17.56" 

Pander 

Phyllite & Schist 

P/z 

60.00 

330.25 

19 

4502Ha 

45O02Nb 

75°11'16.66" 

25°38'29.63" 

Pander 

Phyllite & Schist 

D/W 

16.00 

331.95 

20 

4502Dd 

45O02Ka 

75°08'41.46" 

25°36'58.7" 

Phalasiya 

Phyllite & Schist 

D/W 

20.20 

339.85 

21 

4506Ca 

45O06Da 

75°16'30.1" 

25°33'18.96" 

Piploond 

Phyllite & Schist 

D/W 

23.00 

359.71 

22 

4502Hc 

450020c 

75°13'10.98" 

25°36'36.2" 

Rampura 

Phyllite & Schist 

D/W 

11.60 

334.66 

23 

4502Fa 

45O02Gd 

75°06'35.29" 

25°34'6.28" 

Ropa 

Phyllite & Schist 

D/W 

15.65 

358.87 

24 

4502Fc 

45002Kb 

75°09'9.61" 

25°34'16.72" 

Sarsia 

Phyllite & Schist 

D/W 

12.50 

356.94 

25 

4502Ea1 

45O02Fb 

75°05' 32" 

25°38' 12" 

Taswariya (Baori) 

Phyllite & Schist 

P/z 

60.00 

352.24 

26 

4502Ed 

45O02Fb 

75°05'30.7" 

25°38'30.59" 

Taswariya (Baori) 

Phyllite & Schist 

D/W 

15.40 

353.81 

27 

4506Ga 

450061c 

75°25'48.09" 

25°43'8.25" 

Teekar 

Phyllite & Schist 

D/W 

24.30 

360.79 

28 

45021c 

45O02Pd 

75°14'35.42" 

25°30'54.19" 

Ulela 

Phyllite & Schist 

D/W 

18.50 

358.59 

29 

4506Da1 

45O05Hd 

75°22'5.03" 

25°45'0.38" 

Uncha 

Phyllite & Schist 

P/z 

73.00 

333.54 

30 

4506Da 

45O05Hd 

75°22'8.26" 

25°45'1.52" 

Uncha 

Phyllite & Schist 

D/W 

13.20 

334.68 

31 

45K14IC 

45K140d 

74°59'6.92" 

25°33'58.98" 

Agariya 

Gneisses(B.G.C.) 

D/W 

18.70 

369.91 

32 

45K15Fd 

45K15Lb 

74°52' 46" 

25°15' 55" 

Akola 

Gneisses(B.G.C.) 

D/W 

28.70 

372.54 

33 

45K15Fd 

45K15Lb 

74°52'44.34" 

25°15'59.19" 

Akola 

Gneisses(B.G.C.) 

D/W 

15.70 

373.67 

34 

45K14ld 

45K14Pd 

74°58'56.43" 

25 °31'30.67" 

Asob 

Gneisses(B.G.C.) 

D/W 

20.20 

362.81 

35 

45K15Gb 

45K15Mb 

74°56'49.24" 

25°26'34.79" 

Birdhol 

Phyllite & Schist 

D/W 

17.50 

360.11 

36 

45K2Cb 

45O02Da 

75 °01'20.99" 

25°33'32.45" 

Booti 

Phyllite & Schist 

D/W 

18.80 

354.68 

37 

4503Aa1 

45O03Aa 

75°00'17.6" 

25°28'58.88" 

Chapprel 

Gneisses(B.G.C.) 

P/z 

75.00 

358.45 

38 

4503Aa 

45K15MC 

74°59'45.04" 

25°29'0.17" 

Chapprel 

Gneisses(B.G.C.) 

D/W 

10.70 

360.01 

39 

4502Cb 

45O02Db 

75 °01'25.83" 

25°31'7.13" 

Dantra (Bara) 

Phyllite & Schist 

D/W 

8..90 

390.17 

40 

4502Cb1 

45O02Db 

75°01'13.23" 

25°31'10.75" 

Dantra (Bara) 

Phyllite & Schist 

P/z 

60.00 

387.50 

41 

4502Cb 

45O02Db 

75°01' 16" 

25°31' 11" 

Dantra (Bara) 

Phyllite & Schist 

D/W 

12.10 

388.21 

42 

45K15Ha 

45K15Jd 

74°56'3.63" 

25°22'57.96" 

Deoriya 

Gneisses(B.G.C.) 

D/W 

17.90 

368.08 

43 

4503Abl 

45O03Ba 

75°01'18.85" 

25°25'40.48" 

Flajiwas 

Gneisses(B.G.C.) 

P/z 

80.00 

343.58 

44 

4503Ab 

45O03Ba 

75°01 '21.77" 

25°26'11.69" 

Flajiwas 

Gneisses(B.G.C.) 

D/W 

28.90 

342.00 

45 

4503Bd 

45O03Ga 

75°03'46.27" 

25°22'22.88" 

Flastra 

Phyllite & Schist 

D/W 

26.00 

362.06 

46 

45K15Ha 

45K150C 

74°59'4.82" 

25 °21'58.35" 

Jawal 

Phyllite & Schist 

D/W 

29.00 

379.01 

47 

4502Ac2 

45O03AC 

75°02'59.04" 

25°29'45.19" 

Kothaj 

Phyllite & Schist 

D/W 

14.20 

366.39 

48 

45K15Ec1 

45K15Jb 

74°53'27.62" 

25°24'1.63" 

Kotri 

Gneisses(B.G.C.) 

P/z 

40.00 

393.48 

49 

45K15EC 

45K15Jb 

74°54'3.12" 

25°24'7.15" 

Kotri 

Gneisses(B.G.C.) 

D/W 

13.35 

391.61 

50 

45K15Eb 

45K15GC 

74°51'14.75" 

25°22'21.3" 

Lakhamaniyas 

Gneisses(B.G.C.) 

D/W 

29.00 

391.17 

51 

45K15Ba 

45K15Ma 

74°58'2.42" 

25°28'55.38" 

Phalaser 

Gneisses(B.G.C.) 

D/W 

19.00 

364.35 

52 

45K15Gd 

45K15NC 

74°59'7.39" 

25°25'31.17" 

Sodiyas 

Gneisses(B.G.C.) 

D/W 

26.70 

357.27 

53 

45K15Ba1 

45K15Bd 

74°48'0.57" 

25°23'40.12" 

Udliyas 

Gneisses(B.G.C.) 

P/z 

70.00 

388.65 

54 

45K15Ba 

45K15Bd 

74°48'7.55" 

25°23'47.48" 

Udliyas 

Gneisses(B.G.C.) 

D/W 

19.00 

386.71 

55 

4503Cb1 

45O03Db 

75°00'36" 

25°15' 34" 

Bigod 

Phyllite & Schist 

P/z 

55.00 

455.26 

56 

4503Cb 

45O03Db 

75°00'32.6" 

25°15'39.13" 

Bigod 

Phyllite & Schist 

D/W 

23.60 

456.88 

57 

4503Fa 

45O03La 

75°07'39.79" 

25°18'44.31" 

Ganeshpura 

Phyllite & Schist 

D/W 

25.30 

365.00 

58 

4503Gc 

45O03Ha 

75°04'2.63" 

25°18'9.72" 

Jaliya 

Phyllite & Schist 

D/W 

25.00 

347.00 

59 

4503EC 

45O03Jb 

75°07' 45" 

25°23' 46" 

Kachola 

Phyllite & Schist 

D/W 

17.25 

463.23 

60 

4503EC1 

45O03Jb 

75°07'54.98" 

25°24'7.33" 

Kachola 

Phyllite & Schist 

P/z 

70.00 

465.66 

61 

4503Fb 

45O03HC 

75°06'42.36" 

25 °16'57.2" 

Manpura 

Phyllite & Schist 

D/W 

22.10 

457.76 

62 

4503Fbl 

45O03HC 

75°06'45.75" 

25 °17'13.22" 

Manpura 

Phyllite & Schist 

P/z 

40.00 

455.00 

63 

4503Fbl 

45O04EC 

75°06'44.19" 

25°14'22.54" 

Navalpura(Kabra) 

Phyllite & Schist 

D/W 

23.90 

375.00 
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64 

4504Hc 

45O04Nb 

75°11'35" 

25°07' 54" 

Nayanagar 

Bhander Sandstone 

D/W 

26.80 

474.02 

65 

4506Ha 

45O03LC 

75°10'53.33" 

25°18'41.43" 

Srinagar 

Phyllite & Schist 

D/W 

26.30 

378.00 

66 

45K8Da 

45K08EC 

74°22'22.49" 

25°13'17.47" 

Bhunas 

Phyllite & Schist 

D/W 

20.30 

474.97 

67 

45K4Gc 

45K04MC 

74°13'8.4" 

25°13'40.97" 

Delana 

Gneisses(B.G.C.) 

D/W 

21.60 

511.28 

68 

45K8Ad 

45K08Ad 

74 °17'38.55" 

25°11'42.64" 

Galodiya 

Phyllite & Schist 

D/W 

24.30 

498.62 

69 

45K8Aa 

45K04Md 

74°14'44.55" 

25°12'8.62" 

Gangapur 

Gneisses(B.G.C.) 

D/W 

23.70 

508.40 

70 

45K8Aa 

45K08Aa 

74°15'43.08" 

25°13'13.75" 

Gangapur 

Phyllite & Schist 

P/z 

60.00 

506.48 

71 

45K4Db1 

45K04Ed 

74°06'53.33" 

25°11'33.93" 

Geeriya 

Gneisses(B.G.C.) 

P/z 

70.00 

508.14 

72 

45K4Db 

45K04Ed 

74°07'1.02" 

25 °11'43.19" 

Geeriya 

Gneisses(B.G.C.) 

D/W 

24.00 

509.00 

73 

45K4Ec 

45K04Ja 

74°09'8.09" 

25°09'41.73" 

Khakhla 

Phyllite & Schist 

D/W 

25.90 

504.58 

74 

45K8Ba 

45K08BC 

74°17'56.06" 

25°09'55.56" 

Lakhola 

Gneisses(B.G.C.) 

D/W 

20.20 

483.00 

75 

45K7Cd 

45K07Db 

74 °16'22.51" 

25°15'41.37" 

Nandsa 

Gneisses(B.G.C.) 

D/W 

16.45 

492.35 

76 

45K8Bc 

45K08Bd 

74°18'8.25" 

25°08'56.7" 

Pichoriya Khera 

Gneisses(B.G.C.) 

D/W 

17.50 

470.00 

77 

45K4Hc 

45K04Nb 

74°12'42.14" 

25°08'32.48" 

Potla 

Gneisses(B.G.C.) 

D/W 

22.10 

502.12 

78 

45K4Gd 

45K04Md 

74°14'19.61" 

25°11'35.11" 

Sahara 

Phyllite & Schist 

D/W 

22.50 

502.28 

79 

45K4Db 

45K04lb 

74°09'3.6" 

25°12'19.35" 

Salera 

Gneisses(B.G.C.) 

D/W 

18.30 

522.47 

80 

45K8Gd 

45K08Ca 

74°15'42.55" 

25°05'44.61" 

Sargaon 

Phyllite & Schist 

D/W 

19.70 

485.57 

81 

45K8Bd1 

45K08Ca 

74°15'24.16" 

25°06'28.6" 

Sargaon 

Phyllite & Schist 

P/z 

40.00 

489.00 

82 

45K8Ac 

45K08AC 

74°18'40.48" 

25°14'36.35" 

Shivrati 

Gneisses(B.G.C.) 

D/W 

18.35 

490.88 

83 

45K4Ec 

45K04Jb 

74°09'19.29" 

25°07'43.79" 

Tapriya Khera 

Phyllite & Schist 

D/W 

22.80 

497.45 

84 

45K11 Fa 

45K11 He 

74°37'0.92" 

25 °17'24.61" 

Atoon 

Phyllite & Schist 

D/W 

26.00 

435.48 

85 

45K12Ad 

45K12Ad 

74°33'19.49" 

25°11'30.98" 

Bardod 

Gneisses(B.G.C.) 

D/W 

27.10 

429.17 

86 

45K11 Ed 

45K11 Ld 

74°40'49.3" 

25 °16'49.47" 

Bholi 

Gneisses(B.G.C.) 

D/W 

19.90 

406.60 

87 

45K12Da1 

45K12EC 

74°37'3.3" 

25°13'10.72" 

Bilia Kalan 

Gneisses(B.G.C.) 

P/z 

40.00 

432.50 

88 

45K11Bal 

45K12Eb 

74°35' 32" 

25°12'52" 

Bilia Khurd 

Phyllite & Schist 

D/W 

18.55 

435.82 

89 

45K8Gc 

45K07Pb 

74°27'48.29" 

25°15'0.64" 

Gurla 

Gneisses(B.G.C.) 

D/W 

20.85 

457.66 

90 

45K8GC2 

45K07Pd 

74°28'28.26" 

25°15'9.2" 

Gurla 

Gneisses(B.G.C.) 

P/z 

60.00 

460.00 

91 

45K12Db 

45K12FC 

74°37'08.00" 

25 °117.3" 

Fiameergarh 

Phyllite & Schist 

D/W 

26.60 

412.69 

92 

45K4Ec 

45K11 La 

74°39'14.29" 

25°18'33.96" 

Harni Mahadeo 

Gneisses(B.G.C.) 

D/W 

20.95 

431.88 

93 

45K12Dd1 

45K12IC 

74°39' 46" 

25°14' 05" 

Jhopdia 

Gneisses(B.G.C.) 

P/z 

60.00 

415.56 

94 

45K8Ga2 

45K08Md 

74°28'34.05" 

25°12'25.81" 

Kanpura (Dolpura) 

Gneisses(B.G.C.) 

D/W 

23.75 

433.40 

95 

45K8Ga 

45K08IC 

74°25'22" 

25°13'43.87" 

Karoi 

Phyllite & Schist 

D/W 

21.10 

469.19 

96 

45K7lc 

45K07PC 

74°29' 24" 

25°18' 33" 

Kochariya 

Gneisses(B.G.C.) 

D/W 

27.00 

470.22 

97 

45K11 Fdl 

45K11 Lb 

74°38'33.04" 

25 °16'1.92" 

Mandfia 

Gneisses(B.G.C.) 

P/z 

50.00 

434.00 

98 

45K11 Fd 

45K11 Lb 

74°38'9.76" 

25 °16'13.98" 

Mandfia 

Gneisses(B.G.C.) 

D/W 

13.50 

413.22 

99 

45K12Ga 

45K12Ma 

74°41 '23.88" 

25°14'14.57" 

Mangrop 

Gneisses(B.G.C.) 

D/W 

15.45 

410.31 

100 

45K11Cb 

45K11 Db 

74°30'55.17" 

25°15'57.61" 

Naugawa 

Phyllite & Schist 

D/W 

17.90 

445.50 

101 

45K7lb 

45K07Ld 

74°25'16.34" 

25 °16'22.18" 

Ojagarh 

Gneisses(B.G.C.) 

D/W 

20.10 

460.24 

102 

45K11 Cel 

45K11 Dc 

74°32' 24" 

25 °17'31" 

Pur 

Phyllite & Schist 

D/W 

16.50 

445.29 

103 

45K11 Cc 

45K11 Dc 

74°32'14.55" 

25 °17'48.37" 

Pur 

Phyllite & Schist 

D/W 

9.60 

447.53 

104 

45K11 Cc2 

45K11 Dc 

74°33'27.13" 

25°18'12.46" 

Pur (Mujras) 

Gneisses(B.G.C.) 

P/z 

40.00 

446.23 

105 

45K11 Cb 

45K12Ea 

74°33'48.86" 

25°14'36.43" 

Rajola 

Gneisses(B.G.C.) 

D/W 

23.50 

423.35 

106 

45K12Gd 

45K12Mb 

74°43'3.57" 

25°12'41.81" 

Ratanpura 

Gneisses(B.G.C.) 

D/W 

26.25 

411.97 

107 

45K2GC 

45K12MC 

74°44'17.1" 

25°14'3.82" 

Siyar 

Gneisses(B.G.C.) 

D/W 

18.70 

386.00 

108 

45013IC 

45013Kd 

75°55'8.81" 

25°48'47.56" 

BAMBOOLI 

Phyllite & Schist 

D/W 

25.80 

308.89 

109 

45013Gd 

45013Gc 

75°52'8.19" 

25 °51'26.96" 

DHANUGAON 

Phyllite & Schist 

D/W 

21.50 

298.20 

110 

45013Hd 

450130a 

75°57'37.65" 

25 °51'32.98" 

GAMBHEERA 

Phyllite & Schist 

D/W 

12.20 

278.16 

111 

54C1 Bbl 

54C01Cb 

76°01'10.68" 

25°50'11.42" 

SAMEEDHI 

Phyllite & Schist 

D/W 

21.20 

281.13 

112 

450131c 

450130d 

75°58'13.38" 

25°49'37.65" 

SANDILLA 

Phyllite & Schist 

D/W 

26.00 

303.99 

113 

45013Eb 

45013Ga 

75°50'8.86" 

25°50'43.85" 

SUNTHELLI 

Phyllite & Schist 

D/W 

19.80 

304.19 

114 

450130a 

45013Da 

75°46'39.16" 

25°48'27.45" 

UGEN 

Phyllite & Schist 

D/W 

16.70 

306.15 

115 

45L5Aa 

45L05Aa 

74 °16'14.4" 

24°59'28.42" 

SURAJPURA 

Gneisses(B.G.C.) 

D/W 

22.40 

481.01 

116 

45K8Cc 

45K08Cd 

74°18'38.81" 

25°04'12.93" 

ARNI 

Phyllite & Schist 

D/W 

9.30 

463.68 

117 

45K8Hd 

45K08Od 

74°29'14.89" 

25°05'29.32" 

BAOLAS 

Gneisses(B.G.C.) 

D/W 

18.40 

454.35 

118 

45K8Hd 

45K08OC 

74°29'47.17" 

25°07'4.45" 

BHALOTAN Kl KHERI 

Gneisses(B.G.C.) 

D/W 

19.50 

445.22 

119 

45K8Eb 

45K08Ga 

74°20'16.15" 

25°05'58.45" 

KARAS 

Phyllite & Schist 

D/W 

14.80 

455.02 

120 

45K8Dd 

45K08Ja 

74°24'0.58" 

25 °10'l 6.3" 

LASADIYA KALAN 

Phyllite & Schist 

D/W 

24.40 

451.72 

121 

45K8la 

45K08Ob 

74°26'21.91" 

25°04'6.52" 

LASADIYA KHURD 

Gneisses(B.G.C.) 

D/W 

21.10 

454.65 

122 

45K12Ab 

45K12Ba 

74°31'8.7" 

25°10'13.81" 

NEWARIYA 

Gneisses(B.G.C.) 

D/W 

31.00 

433.03 

123 

45K8Ha 

45K08Jd 

74°25'44.31" 

25°08'15.85" 

PAHOONA 

Phyllite & Schist 

D/W 

17.40 

429.75 

124 

45K8Fa 

45K08HC 

74°20'52" 

25°03'6.53" 

RASHMI 

Phyllite & Schist 

P/z 

54.00 

452.55 

125 

45K8Fa 

45K08HC 

74°21'14.45" 

25°03'29.41" 

RASHMI 

Phyllite & Schist 

D/W 

13.00 

452.55 

126 

45K8Ea 

45K08Fd 

74°22'0.73" 

25°07'59.25" 

REWARA 

Phyllite & Schist 

D/W 

18.50 

457.28 

127 

45K8Fa1 

45K08Gd 

74 °21'53.85" 

25°05'5.47" 

SOMI 

Phyllite & Schist 

D/W 

14.50 

447.43 

128 

45K8Ha 

45K08Nb 

74°27'32.57" 

25°08'45.21" 

UNCHA 

Gneisses(B.G.C.) 

D/W 

26.00 

426.00 

129 

NA 

45K08Nb 

74°27'46.46" 

25°09'9.45" 

UNCHA 

Gneisses(B.G.C.) 

D/W 

18.20 

440.43 

130 

NA 

45G16la 

73°53'24.01" 

25°14'19.24" 

AIDANA 

Gneisses(B.G.C.) 

P/z 

60.00 

607.00 

131 

NA 

45G16la 

73°53'12.49" 

25°14'32.24" 

AIDANA 

Gneisses(B.G.C.) 

D/W 

25.80 

603.00 

132 

NA 

45G15LC 

73°55'42.59" 

25°18'8.84" 

AMET 

Gneisses(B.G.C.) 

D/W 

20.25 

585.60 

133 

NA 

45G15LC 

73°56'14.05" 

25°18'23.91" 

AMET 

Gneisses(B.G.C.) 

P/z 

45.00 

582.00 
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134 

NA 

45G15HC 

73°52'26.23" 

25°18'10.59" 

BEEKAWAS 

Gneisses(B.G.C.) 

D/W 

21.50 

608.00 

135 

NA 

45G15Kb 

73°53'22.05" 

25°19'22.15" 

DHELANA 

Gneisses(B.G.C.) 

D/W 

15.80 

612.00 

136 

NA 

45G16Ma 

73°57'29.92" 

25°13'31.77" 

DINGROL 

Gneisses(B.G.C.) 

D/W 

17.55 

554.33 

137 

NA 

45K04Ad 

74°02'11.04" 

25°11'20.56" 

GALWA 

Gneisses(B.G.C.) 

D/W 

22.40 

533.00 

138 

NA 

45G16la 

73°53'11.87" 

25°13'56.29" 

GOOGLI 

Gneisses(B.G.C.) 

D/W 

16.10 

602.00 

139 

NA 

45G15Pb 

73°57'32.58" 

25°15'59.27" 

GOSUNDI 

Gneisses(B.G.C.) 

D/W 

15.60 

568.00 

140 

NA 

45G15Ga 

73°50'26.2" 

25 °21'54.26" 

GOWAL 

Gneisses(B.G.C.) 

D/W 

26.30 

690.00 

141 

NA 

45G16JC 

73°55'18.41" 

25 °11'15.66" 

JETPURA 

Gneisses(B.G.C.) 

P/z 

78.00 

561.00 

142 

NA 

45G16ld 

73°54'53.68" 

25 °11 '5.89" 

JETPURA 

Gneisses(B.G.C.) 

D/W 

20.10 

561.00 

143 

NA 

45K04Fa 

74°04'43.68" 

25 °11'12.32" 

JHOR 

Gneisses(B.G.C.) 

D/W 

18.50 

529.00 

144 

NA 

45K04Ea 

74°04'29.51" 

25°13'22.48" 

MURDA 

Gneisses(B.G.C.) 

D/W 

20.40 

536.00 

145 

NA 

45K04AC 

74°02'1.83" 

25°14'4.6" 

OLNA KA KHERA 

Gneisses(B.G.C.) 

P/z 

56.00 

541.00 

146 

NA 

45K04Aa 

74°01 '35.28" 

25°14'22.44" 

OLNAKAKHERA 

Gneisses(B.G.C.) 

D/W 

23.50 

540.00 

147 

NA 

45G16Nd 

73°58'36.47" 

25°08'48.5" 

SAKRODA 

Gneisses(B.G.C.) 

D/W 

18.00 

547.00 

148 

NA 

45G16MC 

73°59'32.37" 

25°14'17.5" 

SARDARGARH 

Gneisses(B.G.C.) 

P/z 

96.00 

551.00 

149 

NA 

45G16MC 

73°58'52.37" 

25°14'15.42" 

SARDARGARH 

Gneisses(B.G.C.) 

D/W 

17.90 

552.00 

150 

NA 

45G161b 

73°52'13" 

25°12'8.94" 

SI YANA 

Gneisses(B.G.C.) 

P/z 

50.00 

594.00 

151 

NA 

45G161b 

73°52'11.78" 

25°12'3.52" 

SI YANA 

Gneisses(B.G.C.) 

D/W 

22.00 

592.00 

152 

NA 

45H09Nb 

73°41'20.51" 

24°52'55.18" 

BALICHA 

Phyllite & Schist 

D/W 

20.70 

729.89 

153 

NA 

45H13la 

73°52'46.91" 

24°59'9.83" 

BAMANHERA 

Gneisses(B.G.C.) 

D/W 

22.70 

541.00 

154 

NA 

45H09lb 

73°38'55.99" 

24°56'47.36" 

BARABHANUJA 

Gneisses(B.G.C.) 

D/W 

23.25 

632.00 

155 

NA 

45G12PC 

73°43'43.79" 

25 °01'53.27" 

CHEEKELWAS 

Gneisses(B.G.C.) 

D/W 

17.05 

615.00 

156 

NA 

45H09IC 

73°39'28.1" 

24°59'39.13" 

CHOKRI Kl BHAGAL 

Gneisses(B.G.C.) 

D/W 

14.20 

760.00 

157 

NA 

45G12Ld 

73°39'36.66" 

25°00'7.31" 

GAONGURA 

Gneisses(B.G.C.) 

D/W 

12.20 

713.74 

158 

NA 

45H09OC 

73°44'50.64" 

24°50'57.91" 

KESULI 

Phyllite & Schist 

D/W 

17.25 

660.00 

159 

NA 

45H09Na 

73°43'2.17" 

24°54'59.52" 

KHAMNOR 

Phyllite & Schist 

D/W 

20.00 

607.00 

160 

NA 

45H09Na 

73°43'2.17" 

24°54'59.52" 

KHAMNOR 

Phyllite & Schist 

P/z 

50.00 

605.00 

161 

NA 

45H13Ad 

73°48'39.09" 

24°57'25.38" 

KOONCHOLI 

Gneisses(B.G.C.) 

D/W 

24.20 

556.00 

162 

NA 

45H09IC 

73°41 '9.83" 

24°58'33.59" 

KOSHIWARA 

Gneisses(B.G.C.) 

P/z 

50.00 

689.00 

163 

NA 

45H13Ed 

73 °51'43.39" 

24°57'23.34" 

KOTHARIYA 

Phyllite & Schist 

D/W 

14.90 

549.00 

164 

NA 

45G16Ld 

73°54'57.15" 

25°00'5.11" 

KUMARIYA KHEDA 

Phyllite & Schist 

D/W 

11.70 

528.00 

165 

NA 

45H13Aa 

73°45'50.8" 

24°59'37.5" 

KUNTHWA 

Gneisses(B.G.C.) 

D/W 

17.90 

584.00 

166 

NA 

45H09FC 

73°36'16.59" 

24°55'36.42" 

MACHIND 

Gneisses(B.G.C.) 

D/W 

14.70 

651.00 

167 

NA 

45H09Md 

73°43'31.26" 

24°56'31.51" 

MOLELA 

Gneisses(B.G.C.) 

D/W 

38.80 

596.00 

168 

NA 

45H13la 

73°54'18.16" 

24°59'21.57" 

NAMANA 

Phyllite & Schist 

D/W 

17.00 

533.00 

169 

NA 

45H13Eb 

73°49'31.44" 

24°56'39.62" 

NATHDWARA 

Gneisses(B.G.C.) 

P/z 

41.00 

572.50 

170 

NA 

45H13Eb 

73°49'10.1" 

24°56'34.38" 

NATHDWARA 

Gneisses(B.G.C.) 

D/W 

19.80 

573.00 

171 

NA 

45H13Bd 

73°47'36.55" 

24°53'19.65" 

RABCHA 

Phyllite & Schist 

D/W 

20.30 

606.95 

172 

NA 

45H13Bd 

73°47'44.4" 

24°53'30.14" 

RABCHA 

Phyllite & Schist 

P/z 

100.00 

606.95 

173 

NA 

45H09Jd 

73°40'14.12" 

24°53'56.49" 

SAGROON 

Phyllite & Schist 

D/W 

18.10 

620.00 

174 

NA 

45H09Jd 

73°40'22.54" 

24°54'17.36" 

SAGROON 

Phyllite & Schist 

D/W 

70.00 

621.00 

175 

NA 

45G12Pa 

73°42'49.43" 

25°03'36.52" 

SAYAKA KHERA 

Gneisses(B.G.C.) 

D/W 

24.70 

653.00 

176 

NA 

45H09Na 

73 °41'29.65" 

24°55'56.13" 

SEMA 

Gneisses(B.G.C.) 

D/W 

22.30 

612.00 

177 

NA 

45H09Oa 

73°42'0.4" 

24°51'16.37" 

SEMAL 

Phyllite & Schist 

D/W 

15.80 

687.91 

178 

NA 

45G16Db 

73°45'16.64" 

25°00'13.16" 

SHISHODA KALAN 

Gneisses(B.G.C.) 

D/W 

18.00 

588.00 

179 

NA 

45G12Pb 

73°42'0" 

25°1'5" 

SISHODA KALLAN 

Gneisses(B.G.C.) 

P/z 

50.00 

587.00 

180 

NA 

45H09Nd 

73°43'22.68" 

24°52'53.5" 

UNWAS (obs. Well) 

Phyllite & Schist 

P/z 

70.00 

692.00 

181 

NA 

45H13Ad 

73°47'3.86" 

24°57'2.81" 

VAGOL 

Gneisses(B.G.C.) 

D/W 

20.50 

562.00 

182 

NA 

45G15Dd 

73°46'57.87" 

25 °16'49.86" 

AMARTIYA 

Gneisses(B.G.C.) 

D/W 

21.50 

670.00 

183 

NA 

45G15DC 

73°47'11.36" 

25 °17'3.72" 

AMRATIYA 

Phyllite & Schist 

P/z 

50.00 

672.00 

184 

NA 

45G16AC 

73°47'10.59" 

25°14'54.11" 

DHANEEN 

Gneisses(B.G.C.) 

P/z 

96.00 

649.00 

185 

NA 

45G16AC 

73°47'42.38" 

25°14'44.38" 

DHANEEN 

Gneisses(B.G.C.) 

D/W 

17.00 

650.00 

186 

NA 

45G12La 

73°37'43.92" 

25°03'26.3" 

DHORAN 

Phyllite & Schist 

P/z 

72.00 

796.00 

187 

NA 

45G12La 

73°37'53.84" 

25°03'18.8" 

DHORAN 

Phyllite & Schist 

D/W 

14.50 

796.13 

188 

NA 

45G12DC 

73°33'18" 

25°2'35" 

DOWAS 

Phyllite & Schist 

D/W 

16.40 

924.00 

189 

NA 

45G12Ma 

73°41'23.13" 

25°15'8.7" 

GADBORE 

Phyllite & Schist 

P/z 

60.00 

735.00 

190 

NA 

45G11Pb 

73°41 '51.22" 

25°14'49.18" 

GADBORE 

Phyllite & Schist 

D/W 

19.60 

737.07 

191 

NA 

45G120a 

73°42'18.2" 

25°07'23.88" 

GHATA 

Gneisses(B.G.C.) 

P/z 

50.00 

790.00 

192 

NA 

45G110b 

73°41 '41.6" 

25°19'23.12" 

JAMBOKATALAB 

Phyllite & Schist 

D/W 

24.30 

795.00 

193 

NA 

45G15Da 

73°45'41" 

25 °16'52.75" 

JANAWAD 

Gneisses(B.G.C.) 

D/W 

20.65 

677.00 

194 

NA 

45G12IC 

73°40'5.53" 

25°13'41.39" 

JHEELWARA 

Phyllite & Schist 

D/W 

14.58 

736.59 

195 

NA 

45G15Ca 

73°46'42.91" 

25°21'9.76" 

JHUTAGUDA 

Gneisses 

D/W 

15.10 

716.00 

196 

NA 

45G12GC 

73°36'8.66" 

25°06'40.16" 

KELWARA 

Phyllite & Schist 

D/W 

16.00 

849.90 

197 

NA 

45G15Hb 

73°49'39.3" 

25 °16'40.47" 

KHARNOTA 

Gneisses(B.G.C.) 

D/W 

16.00 

667.00 

198 

NA 

45H09Ad 

73°32'40.84" 

24°57'31.86" 

KOONCHOLI 

Phyllite & Schist 

D/W 

15.90 

765.00 

199 

NA 

45H09Ad 

73°32'41" 

24°57'45.16" 

KOONCHOLI 

Phyllite & Schist 

P/z 

50.00 

768.00 

200 

NA 

45H09BC 

73°32'36.69" 

24°55'10.56" 

LAKM KAGUDA 

Phyllite & Schist 

D/W 

25.40 

749.89 

201 

NA 

45G15DC 

73°47'45.74" 

25°18'9.34" 

LAMBODI 

Gneisses(B.G.C.) 

D/W 

21.70 

696.00 

202 

NA 

45G12Fd 

73°37'56.41" 

25°07'57.33" 

MAJERA 

Phyllite & Schist 

D/W 

23.70 

836.93 

203 

NA 

45G12IC 

73°39'24.3" 

25 °147.77" 

MANAT KAGUDA 

Phyllite & Schist 

D/W 

21.00 

753.07 
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204 

NA 

45G16AC 

73°47'14.83" 

25°14'26.19" 

MANSINGH KAGUDA 

Gneisses(B.G.C.) 

D/W 

18.30 

623.00 

205 

NA 

45G12Ma 

73°41 '35.47" 

25°13'34.87" 

MEWARIYA 

Phyllite & Schist 

D/W 

25.50 

730.00 

206 

NA 

45G12Ma 

73°41 '31.79" 

25°13'30.83" 

MEWARIYA 

Phyllite & Schist 

P/z 

72.00 

731.00 

207 

NA 

45G12Kb 

73°38'4.21" 

25°04'21.84" 

MORCHA 

Phyllite & Schist 

D/W 

12.60 

779.00 

208 

NA 

45H09Ea 

73°34'59.98" 

24°58'31.68" 

PEEPLA 

Phyllite & Schist 

D/W 

11.90 

820.00 

209 

NA 

45G12Mb 

73°42'9.47" 

25 °11 '21.92" 

REECHHER 

Gneisses(B.G.C.) 

D/W 

15.90 

748.00 

210 

NA 

45G12HC 

73°37'14.58" 

25°02'9.68" 

SAMEECHA 

Phyllite & Schist 

D/W 

19.10 

827.00 

211 

NA 

45G11LC 

73°40'31.28" 

25°18'35.7" 

SAWANTRI 

Gneisses 

D/W 

13.25 

799.00 

212 

NA 

45G1 lOd 

73°43'13.14" 

25°20'25.12" 

UMARWAS 

Gneisses 

D/W 

12.00 

770.00 

213 

NA 

45K04Db 

74°017.48" 

25 °01'48.23" 

ARDKIYA 

Phyllite & Schist 

D/W 

18.00 

514.00 

214 

NA 

45K04LC 

74°10'29.24" 

25°03'12.71" 

BETHUMBI 

Phyllite & Schist 

D/W 

21.60 

480.00 

215 

NA 

45K04Pd 

74°13'49.99" 

25 °01'29.71" 

DAMODARPURA 

Phyllite & Schist 

D/W 

26.50 

482.00 

216 

NA 

45K08Db 

74°15'37.92" 

25°00'33.63" 

GILUND 

Phyllite & Schist 

D/W 

25.50 

472.00 

217 

NA 

45K04Cd 

74°03'43.12" 

25°04'17.4" 

GOGATHALA 

Phyllite & Schist 

D/W 

15.40 

497.00 

218 

NA 

45K04La 

74°08'46.21" 

25°03'33.34" 

JEETAWAS 

Phyllite & Schist 

D/W 

14.10 

489.00 

219 

NA 

45K04GC 

74°06'16.77" 

25°06'48.25" 

KHANDEL 

Gneisses(B.G.C.) 

D/W 

25.90 

508.00 

220 

NA 

45K04Gd 

74°06'4.21" 

25°04'26.78" 

KURAJ 

Phyllite & Schist 

D/W 

10.10 

494.00 

221 

NA 

45K04Gd 

74°05'53.23" 

25°04'45.87" 

KURAJ 

Phyllite & Schist 

P/z 

50.00 

494.50 

222 

NA 

45L01 Ec 

74°06'52.39" 

24°59'25.25" 

MALI KHERA 

Phyllite & Schist 

D/W 

23.40 

499.00 

223 

NA 

45L01 Ac 

74°03'14.25" 

24°59'20.21" 

MENIYA 

Phyllite & Schist 

D/W 

20.65 

501.00 

224 

NA 

45K04HC 

74°06'10.62" 

25°03'4.21" 

MORRA 

Phyllite & Schist 

D/W 

14.70 

493.00 

225 

NA 

45K04Ld 

74 °11 '4.17" 

25 °01'33.95" 

PACHAMATA 

Phyllite & Schist 

P/z 

57.00 

489.50 

226 

NA 

45K04Pb 

74°11'15.64" 

25°01'33.12" 

PACHHMATA 

Phyllite & Schist 

D/W 

23.00 

489.00 

227 

NA 

45K04Cb 

74°01 '23.44" 

25°04'11.29" 

PEEPLI AHEERAN 

Phyllite & Schist 

D/W 

17.70 

506.00 

228 

NA 

45K04Cb 

74°01'18.59" 

25°04'20.88" 

PEEPLI AHEERAN 

Phyllite & Schist 

P/z 

71.50 

507.00 

229 

NA 

45K04Hd 

74°6'36" 

25°0'57" 

RAILMAGARA 

Phyllite & Schist 

D/W 

21.50 

494.00 

230 

NA 

45K04Hb 

74°05'24.09" 

25°00'40.12" 

RAJPURA 

Phyllite & Schist 

P/z 

50.00 

498.00 

231 

NA 

45K04Hb 

74°03'56.78" 

25°00'28.29" 

SADRI 

Phyllite & Schist 

D/W 

30.00 

510.00 

232 

NA 

45K04Hb 

74°03'56.44" 

25°00'21.22" 

SADRI 

Phyllite & Schist 

P/z 

60.00 

511.00 

233 

NA 

45K04Ld 

74°09'28.73" 

25°01'51.15" 

SINDESAR KALAN 

Phyllite & Schist 

D/W 

27.00 

487.00 

234 

NA 

45G16Pb 

73°57'25.66" 

25°00'43.4" 

AMLOI 

Phyllite & Schist 

P/z 

50.00 

519.00 

235 

NA 

45G16Ba 

73°45'43.27" 

25°09'40.8" 

ATMA 

Gneisses(B.G.C.) 

D/W 

20.70 

695.99 

236 

NA 

45G16Ka 

73°53'50.02" 

25°06'7.64" 

BHANA 

Gneisses(B.G.C.) 

D/W 

17.75 

558.00 

237 

NA 

45G16Ld 

73°56'4.55" 

25°00'50.88" 

BHATOLI 

Phyllite & Schist 

D/W 

13.60 

523.00 

238 

NA 

45G160b 

73°56'39.4" 

25°04'55.3" 

BHAWA 

Gneisses(B.G.C.) 

D/W 

20.50 

549.72 

239 

NA 

45G16Dd 

73°46'55.28" 

25°01 '43.17" 

DHANWAL 

Gneisses(B.G.C.) 

D/W 

18.50 

590.00 

240 

NA 

45G16La 

73°52'40.92" 

25°02'52.94" 

DHOINDA 

Phyllite & Schist 

D/W 

18.00 

540.00 

241 

NA 

45K04Bb 

74°01 '49.03" 

25°09'21.87" 

JODHPURA 

Gneisses(B.G.C.) 

D/W 

22.60 

534.00 

242 

NA 

45G16Fd 

73°50'30.13" 

25°09'21.96" 

KELWA 

Phyllite & Schist 

D/W 

13.80 

590.00 

243 

NA 

45G16Fb 

73°50'52.01" 

25°09'16.89" 

KELWA 

Phyllite & Schist 

P/z 

50.00 

589.00 

244 

NA 

45G16Jb 

73°53'42.82" 

25°08'59.82" 

KHATAMALA 

Phyllite & Schist 

P/z 

71.50 

567.00 

245 

NA 

45G16Jb 

73°53'49.3" 

25°08'50.85" 

KHATAMALA 

Phyllite & Schist 

D/W 

19.90 

567.52 

246 

NA 

45K04Ca 

74°01 '11.74" 

25°06'52.95" 

KUNWARIYA 

Phyllite & Schist 

D/W 

18.80 

517.63 

247 

NA 

45K04Ca 

74°00'22.09" 

25°06'38.36" 

KUNWARIYA 

Gneisses(B.G.C.) 

P/z 

50.00 

519.00 

248 

NA 

45G160a 

73°57'46.4" 

25°06'30.96" 

MAHASAT.KI MADRI 

Gneisses(B.G.C.) 

D/W 

19.20 

529.13 

249 

NA 

45G16Eb 

73°48'53.5" 

25°12'6.11" 

MAN D WAR A 

Gneisses(B.G.C.) 

D/W 

18.30 

627.00 

250 

NA 

45G16Fa 

73°49'7.26" 

25 °11 '8.41" 

MIYARI MADRI 

Gneisses(B.G.C.) 

D/W 

14.50 

620.00 

251 

NA 

45G16Pa 

73°57'12.44" 

25°02'25.43" 

MOHI 

Phyllite & Schist 

D/W 

12.20 

517.00 

252 

NA 

45K04Bd 

74°03'38.22" 

25°09'4.96" 

NATHUWAS 

Gneisses(B.G.C.) 

D/W 

15.50 

523.00 

253 

NA 

45G16Ad 

73°47'43.94" 

25°13'0.16" 

PADASALI 

Gneisses(B.G.C.) 

D/W 

18.40 

623.00 

254 

NA 

45G16GC 

73°51 '39.08" 

25°06'59.97" 

PASAOOND 

Phyllite & Schist 

D/W 

15.10 

563.00 

255 

NA 

45G16Hd 

73°51'22" 

25°01'13.6" 

PEEPARDA 

Gneisses(B.G.C.) 

D/W 

20.10 

551.14 

256 

NA 

45G16Hd 

73°50'51.07" 

25°01 '31.69" 

PEEPARDA 

Gneisses(B.G.C.) 

P/z 

84.00 

552.00 

257 

NA 

45G16Dd 

73°48'15.96" 

25 °01'29.85" 

PHARARA 

Gneisses(B.G.C.) 

P/z 

108.00 

573.00 

258 

NA 

45G16Dd 

73°48'14.06" 

25 °01'28.76" 

PHARARA 

Gneisses(B.G.C.) 

D/W 

16.50 

577.32 

259 

NA 

45K04CC 

74°03'33.8" 

25°07'15.67" 

PHIYAWARI 

Phyllite & Schist 

D/W 

24.50 

514.00 

260 

NA 

45G16CC 

73°48'4.67" 

25°05'41.91" 

POOTHOL 

Phyllite & Schist 

D/W 

20.00 

596.00 

261 

NA 

45G16La 

73 °51'47.44" 

25°03'54.12" 

RAJ N AGAR 

Phyllite & Schist 

P/z 

50.00 

540.50 

262 

NA 

45G16Gd 

73°52'39.72" 

25°03'41.53" 

RAJNAGAR 

Phyllite & Schist 

D/W 

17.65 

541.00 

263 

NA 

45G16Pd 

73°58'15.34" 

25°00'37.14" 

RAJYAWAS 

Phyllite & Schist 

D/W 

12.85 

521.00 

264 

NA 

45G16Cd 

73°46'42.23" 

25°04'3.78" 

SAKRODA 

Gneisses(B.G.C.) 

P/z 

108.00 

548.00 

265 

NA 

45G16Cb 

73°46'54.22" 

25°03'49.19" 

SAKRODA 

Gneisses(B.G.C.) 

D/W 

19.40 

548.00 

266 

NA 

45G12Nd 

73°44'49.05" 

25°07'40.26" 

SAPOL 

Gneisses(B.G.C.) 

D/W 

24.60 

667.00 

267 

54 B12 Ad 

54B12Ad 

76°33'12.31" 

26°13'6.5" 

Biloli 

Limestone 

D/W 

13.70 

250.60 

268 

54 B12 Aa 

54B12AC 

76°32'11.84" 

26°13'48.46" 

Malarana Station 

Limestone 

D/W 

26.65 

260.60 

269 

54 B12 Fd 

54B12Ld 

76°40'05" 

26°01'00" 

Barnaoda 

Older Alluvium 

D/W 

17.40 

210.90 

270 

54 C9 Dc 

54C09lb 

76°39'10" 

25°58'00" 

Barod 

Limestone 

D/W 

30.90 

222.40 

271 

54 B12 lb 

54B12Pb 

76°42'25" 

26°01'40" 

Behraonda Kalan 

Older Alluvium 

D/W 

28.90 

219.90 

272 

54 B12 Hb 

54B120b 

76°41 '44.9" 

26°05'28.62" 

Bichpuri 

Older Alluvium 

D/W 

28.60 

217.00 

273 

54 B12 Fc 

54B12Hd 

76°36'8.11" 

26°00'54.76" 

Khandar 

Shale 

D/W 

27.40 

220.70 
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274 

54 B12 Ha 

54B12Kd 

76°39'56.84" 

26°05'36.5" 

Naipur 

Older Alluvium 

D/W 

22.30 

218.70 

275 

54 C9 Dd 

54C09ld 

76°39'45" 

25°57'00" 

Padri 

Limestone 

D/W 

31.70 

220.80 

276 

54 C9 Ga 

54C09Ma 

76°42'00" 

25°58'14" 

Singor 

Older Alluvium 

D/W 

34.20 

199.10 

277 

54 B12 Ed 

54B12Kb 

76°37'54.53" 

26°03'54.4" 

Talaora 

Older Alluvium 

D/W 

26.10 

225.30 

278 

54 B4 Ic 

54B04Nd 

76°14'25" 

26°08'20" 

Bhagwatgarh 

Phyllite & Schist 

D/W 

18.00 

260.00 

279 

54 B4 Id 

54B04Nd 

76°14'23.33" 

26°08'38.78" 

Bhagwatgarh P/Z 

Phyllite & Schist 

P/z 

50.00 

262.50 

280 

54 B4 Hb 

54B04Kd 

76 °10'24" 

26°05'18" 

Bhedula 

Phyllite & Schist 

D/W 

21.50 

257.70 

281 

54 B4 Id 

54B04PC 

76°14'35" 

26°02'24" 

Bilopa 

Older Alluvium 

D/W 

17.50 

269.70 

282 

54 B4 Fc 

54B04La 

76°09'00" 

26°03'00" 

Chauth Ka Barwara 

Phyllite & Schist 

D/W 

26.00 

301.60 

283 

54 B8 Db 

54B08FC 

76°22'12" 

26 °10'36" 

Dubbi 

Older Alluvium 

D/W 

30.50 

238.40 

284 

54 B8 Dbl 

54B08FC 

76°22'19.12" 

26 °10'54" 

Dubbi P/Z 

Phyllite & Schist 

P/z 

51.00 

238.40 

285 

54 B8 Fd 

54C01Ec 

76°07'25" 

26°00'00" 

Gardwaj 

Phyllite & Schist 

D/W 

23.20 

284.00 

286 

54 B8 Be 

54B08Fa 

76°19'00" 

26°09'35" 

Jatwarakalan 

Older Alluvium 

D/W 

23.40 

249.80 

287 

54 B8 He 

54B08Nb 

76°28'00" 

26°07'35" 

Kundera 

Limestone 

D/W 

18.00 

242.10 

288 

54 C5 Ac 

54C05AC 

76 °17'37.16" 

25°58'27.87" 

Kustala 

Older Alluvium 

D/W 

19.00 

221.45 

289 

54 C5 Ac 

54C05AC 

76 °17'41.86" 

25°58'18.48" 

Kustala P/Z 

Older Alluvium 

NA 

75.00 

221.45 

290 

54 B8 Fb 

54B08GC 

76°21'54.01" 

26°07'22.29" 

Mainpura 

Phyllite & Schist 

D/W 

22.00 

232.65 

291 

54 B8 Gb 

54B08Mb 

76°26'16" 

26 °11 '23" 

Padana 

Limestone 

D/W 

32.00 

237.00 

292 

54 B8 Gb 

54B08ld 

76°26'8.94" 

26°11'22.96" 

Padana P/Z 

Limestone 

NA 

75.00 

237.00 

293 

54 B8 He 

54B04Gb 

76°05'10" 

26°04'36" 

Pondera 

Older Alluvium 

D/W 

13.20 

260.80 

294 

54 B8 lb 

54B08Pb 

76°27'23.69" 

26 °01'25.11" 

Ranthambhor 

Older Alluvium 

D/W 

14.10 

375.80 

295 

54 B8 Fb 

54B08Hd 

76°21'33.47" 

26 °01'38.21" 

Sawaimadhopur 

Older Alluvium 

D/W 

15.90 

260.55 

296 

54 B8 Fb 

54B08Hd 

76°21'15.34" 

26°00'30.64" 

Sawaimadhopur P/Z 

Older Alluvium 

NA 

65.00 

260.55 

297 

54 B8 la 

54B08LC 

76°25'30" 

26°03'25" 

Sherpur 

Older Alluvium 

D/W 

24.00 

256.10 

298 

54 B12 Ba 

54B12Bb 

76°31'00" 

26°09'00" 

Shyampura 

Limestone 

D/W 

14.30 

279.10 

299 

54 B12 Ba 

54B12Bb 

76°30'23.56" 

26°08'46.72" 

Shyampura P/Z 

Limestone 

NA 

65.00 

279.10 

300 

54 B8 Be 

54B08Bd 

76°18'35" 

26°08'24" 

Sinoli 

Phyllite & Schist 

D/W 

21.30 

248.50 

301 

54 B8 Be 

54B08Bd 

76°18'23.08" 

26°07'42.61" 

Sinoli P/Z 

Phyllite & Schist 

NA 

75.00 

248.50 

302 

54 B8 Eb 

54B08GC 

76°22'00" 

26°06'00" 

Soorwal 

Phyllite & Schist 

D/W 

14.60 

240.40 

303 

45 013 Ea2 

45013Da 

75°45'16.66" 

25°48'39.4" 

BALOONDA 

Phyllite & Schist 

D/W 

17.00 

316.89 

304 

45 09 Be 

45O09Bd 

75°33'21.9" 

25°52'55.84" 

BANTHALI 

Older Alluvium 

D/W 

12.00 

296.31 

305 

45 05 Ed 

45O05Lb 

75°23'11.15" 

25°46'4.13" 

DEOLI 

Phyllite & Schist 

D/W 

20.50 

337.46 

306 

45 05 Fb2 

45O05Lb 

75°23'05" 

25°45'50" 

DEOLI Pz. 

Phyllite & Schist 

P/z 

56.00 

333.85 

307 

45 09 Bbl 

45O09Ed 

75°35'47.27" 

25°57'3.6" 

DEORAWAS 

Older Alluvium 

D/W 

15.20 

292.29 

308 

45 09 Bb 

450050d 

75°29'45.03" 

25°50'5.56" 

DHANDHOLI 

Phyllite & Schist 

D/W 

16.10 

296.10 

309 

45 09 Eb2 

45O09GC 

75°35'55.36" 

25°52'22.22" 

DOONI 

Phyllite & Schist 

D/W 

15.20 

312.96 

310 

45 09 Eb2 

45O09GC 

75°36'10" 

25°52'20" 

DUNI Pz. 

Phyllite & Schist 

P/z 

50.00 

313.46 

311 

45 05 Hb 

45O05PC 

75°28'45" 

25°48'35" 

GAOURI 

Phyllite & Schist 

D/W 

18.25 

328.98 

312 

45 05 Hb 

45O05PC 

75°28'45" 

25°48'35" 

GAOURI Pz. 

Phyllite & Schist 

P/z 

50.00 

328.98 

313 

45 09 Hb 

450090a 

75°41'32" 

25°51'10" 

GHAD 

Phyllite & Schist 

D/W 

17.80 

314.28 

314 

45 09 Hb 

45O09KC 

75°40'37.55" 

25 °51'45.31" 

GHAD Pz. 

Phyllite & Schist 

P/z 

55.00 

314.28 

315 

45 09 Hb 

450090a 

75°41'32" 

25°51'10" 

GHAD* 

Phyllite & Schist 

D/W 

25.95 

314.28 

316 

45 09 Cd 

45O09Db 

75°31'25" 

25°46'20" 

JHONPARA Pz. 

Phyllite & Schist 

D/W 

40.00 

323.15 

317 

45 09 Cb 

45O09Db 

75 °31'36.92" 

25°46'20.97" 

JHONPRA 

Phyllite & Schist 

D/W 

21.00 

322.15 

318 

45 09 Ed 

45O09Kd 

75°39'56.15" 

25°50'28.9" 

KHAROI 

Phyllite & Schist 

D/W 

13.75 

305.92 

319 

45 05 Fb3 

45O05Ad 

75°18'20" 

25°56'20" 

MANPUR Pz. 

Phyllite & Schist 

P/z 

NA 

324.85 

320 

45 013 Be 

45013Fa 

75°49'51.9" 

25°54'32.61" 

NAGAR 

Phyllite & Schist 

D/W 

21.10 

295.10 

321 

45 013 Be 

45013Fa 

75°49'50.39" 

25°54'33.3" 

NAGAR Pz. 

Phyllite & Schist 

P/z 

50.00 

295.10 

322 

45 05 Bb2 

45O05Ed 

75 °21'58.22" 

25°56'48.73" 

NASIRDA 

Phyllite & Schist 

D/W 

14.80 

324.66 

323 

45 05 Gb2 

45O05Gd 

75 °21'36.78" 

25°49'44.9" 

NEGRIA 

Older Alluvium 

D/W 

13.35 

313.82 

324 

45 05 He 

45O05Nb 

75°27'49.87" 

25°53'16.71" 

RAJ MAHAL 

Phyllite & Schist 

D/W 

16.60 

309.58 

325 

45 06 Gc 

45O06Ma 

75°27'29.49" 

25°44'13.96" 

SANWATGARH 

Phyllite & Schist 

D/W 

24.00 

344.10 

326 

45 06 Gc 

45O06Ma 

75°27'16.09" 

25°44'11.97" 

SANWATGARH Pz. 

Phyllite & Schist 

P/z 

50.00 

344.10 

327 

45 09 Ea 

45O09Fb 

75°35'29.56" 

25°54'11.98" 

SAROLI 

Older Alluvium 

D/W 

14.40 

291.38 

328 

45 09 Ic 

450090d 

75°44'33.68" 

25°49'28.61" 

SATWARA 

Phyllite & Schist 

D/W 

25.00 

317.93 

329 

45 05 Ic 

450050b 

75°28'5.03" 

25°49'11.86" 

SIROHI 

Phyllite & Schist 

D/W 

13.10 

303.60 

330 

45 05 Ea2 

45O05FC 

75°20'39.77" 

25°55'04.00" 

THAW LA 

Phyllite & Schist 

D/W 

16.45 

322.77 

331 

45 N15 Ea 

45N15Gd 

75°52'15" 

26°20'30" 

BANASTHALI 

Older Alluvium 

D/W 

13.60 

303.15 

332 

45 N16 Gel 

45N16MC 

75°59'05" 

26°13'10" 

NATWARA 

Phyllite & Schist 

D/W 

11.70 

276.25 

333 

45 N15 Fa 

45N15Gd 

75°51 '21.36" 

26°19'25.65" 

RAJWAS 

Older Alluvium 

D/W 

23.50 

305.15 

334 

45 C9 Ba 

45O09Bb 

75°31 '27.17" 

25°53'49.1" 

BAN.CHARAN 

Phyllite & Schist 

D/W 

16.10 

294.14 

335 

45 N12 Bb 

45N12Ca 

75°31'40" 

26°07'15" 

BAORI 

Phyllite & Schist 

D/W 

10.10 

299.93 

336 

45 N12 Bb 

45N12Ca 

75 °31'49.49" 

26°07'13.64" 

BAORI* 

Phyllite & Schist 

D/W 

17.10 

299.93 

337 

45 N12 Ea 

45N12Ka 

75°37'59.14" 

26°06'3.67" 

BARWAS Pz. 

Phyllite & Schist 

P/z 

50.00 

279.45 

338 

45 N12 Cel 

45N12DC 

75°32'12.65" 

26°02'58.51" 

BASERA 

Phyllite & Schist 

D/W 

13.40 

301.69 

339 

45 05 He 

45O05Nd 

75°28'26.15" 

25°54'7.8" 

BOTUNDA 

Phyllite & Schist 

D/W 

14.80 

293.10 

340 

45 N12 Fa 

45N12Ha 

75°34'59.25" 

26°02'59.86" 

GANETI 

Phyllite & Schist 

D/W 

15.95 

291.30 

341 

45 N12 Cc2 

45O09Aa 

75 °31'45.03" 

25°58'33.14" 

GOLIYARA 

Gneisses(B.G.C.) 

D/W 

11.70 

302.00 

342 

45 N8 Hd2 

45N12Dd 

75°33'11.5" 

26°00'12.31" 

KAKALWAS 

Gneisses(B.G.C.) 

D/W 

14.00 

335.90 

343 

45 N8 Ic 

45N08Od 

75°28'54.1" 

26°04'40.81" 

RATBAI 

Phyllite & Schist 

D/W 

14.20 

326.86 
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344 

45 N8 Hdl 

45O09AC 

75°32'15" 

25°59'50" 

THATA Pz. 

Phyllite & Schist 

P/z 

50.00 

335.25 

345 

45 N16 Ea 

45N16Gd 

75°50'46.09" 

26°04'52.35" 

ABDULPUR B. 

Phyllite & Schist 

D/W 

18.50 

281.30 

346 

45N16CC 

45N16DC 

75°48'30.15" 

26°03'27.98" 

ARNIAMAL 

Phyllite & Schist 

D/W 

17.80 

285.10 

347 

45 N16 Eal 

45N16GC 

75°51 '49.58" 

26°07'18.46" 

BAMBOR 

Phyllite & Schist 

D/W 

17.00 

273.15 

348 

45 N16 Ed 

45N15La 

75°53'25.81" 

26 °16'58.16" 

BARON 1 

Phyllite & Schist 

D/W 

15.10 

294.30 

349 

45 09 Ga 

450091c 

75°39'54.95" 

25°58'34.65" 

BHARNI 

Phyllite & Schist 

D/W 

8.70 

286.66 

350 

45 N16 Dd 

45N16Ga 

75°49'1.26" 

26°06'49.21" 

CHANDLAI 

Older Alluvium 

D/W 

5.75 

277.10 

351 

45N12 lb 

45N12Pb 

75°41 '26.32" 

26°00'34.69" 

CHHAN 

Older Alluvium 

D/W 

15.30 

280.50 

352 

45 N12 Hd 

45N120C 

75°43'18" 

26°07'2.38" 

DARDAHIND 

Phyllite & Schist 

D/W 

20.60 

283.50 

353 

45 N16 Fa 

45N16HC 

75°51 '55.46" 

26°03'40.3" 

GHAS 

Phyllite & Schist 

D/W 

19.55 

291.55 

354 

45 N16 Ac 

45N16Ea 

75°49'10.85" 

26°14'40.59" 

HADIKALA 

Phyllite & Schist 

D/W 

15.50 

272.15 

355 

45 N16 He 

45N16Nb 

75°57'24.46" 

26°08'14.34" 

KARERIYA 

Older Alluvium 

D/W 

19.85 

258.20 

356 

45N12 Id 

45N120b 

75°43'2.68" 

26°04'29.85" 

MENDWAS 

Phyllite & Schist 

D/W 

22.00 

275.25 

357 

45 N15 Ea 

45N15Hd 

75 °51'49.32" 

26°15'41.3" 

MOTUKA 

Phyllite & Schist 

D/W 

19.50 

292.10 

358 

NA 

45N12Jd 

75°40'32.22" 

26°07'55.37" 

PALRA 

Older Alluvium 

D/W 

10.00 

259.00 

359 

45 N15 Cc 

45N15Dd 

75°46'58.78" 

26 °16'37.43" 

PITHAWAS Pz. 

Phyllite & Schist 

P/z 

52.00 

290.00 

360 

45 N16 Ad 

45N16Ad 

75°47'40" 

26°12'50" 

SARWARABAD 

Older Alluvium 

D/W 

22.30 

276.20 

361 

45 N14 Da 

45N16EC 

75°51 '5.73" 

26°14'21.51" 

SOHELA 

Phyllite & Schist 

D/W 

18.75 

271.50 

362 

45 N16 Da 

45N16EC 

75°51'12" 

26°14'10" 

SOHELA Pz. 

Phyllite & Schist 

P/z 

50.00 

272.30 

363 

45 N16 Bb2 

45N16CC 

75°47'6.54" 

26°05'53.93" 

SONWA 

Older Alluvium 

D/W 

18.60 

278.15 

364 

NA 

45N16FC 

75°52'1.35" 

26°09'36.5" 

SORAN 

Older Alluvium 

D/W 

15.30 

279.00 

365 

45 013 Ac 

45013Ac 

75°48'3.43" 

25°58'58.59" 

TAKHOLI 

Phyllite & Schist 

D/W 

18.40 

296.10 

366 

45 N16 Bal 

45N16BC 

75°47'30" 

26 °10'35" 

TONK 

Older Alluvium 

D/W 

29.00 

283.10 

367 

45 N16 Ba 

45N16Ba 

75°46'45.28" 

26 °10'29.5" 

TONK Pz. 

Older Alluvium 

P/z 

65.00 

283.10 

368 

45 N16 Cd 

45N12Pd 

75°44'20" 

26°00'50" 

UM Pz. 

Phyllite & Schist 

P/z 

56.00 

332.30 

369 

54 Cl Da 

54C01Eb 

76°05'29.19" 

25°57'54.73" 

ALIGARH 

Gneisses(B.G.C.) 

D/W 

18.00 

275.65 

370 

45N16IC 

45N160d 

75°59'34.24" 

26°04'43.96" 

BANETHA 

Phyllite & Schist 

D/W 

21.40 

254.20 

371 

45N16IC 

45N160d 

75°59'23.19" 

26°04'28.21" 

BANETHA Pz. 

Phyllite & Schist 

P/z 

50.00 

254.20 

372 

54 Cl Ga 

54C01 Id 

76°10'l 1.96" 

25°57'28.98" 

CHORU 

Older Alluvium 

D/W 

27.30 

292.50 

373 

45 013 Gc 

45013Ma 

75°57'53.48" 

25°58'9.59" 

DHIKOLIYA 

Older Alluvium 

D/W 

20.00 

268.10 

374 

54 B4 Cb3 

54B04Db 

76°00'1.12" 

26°00'57.23" 

HARDUTTPURA 

Older Alluvium 

D/W 

12.20 

270.40 

375 

54 B4 Cc 

54B04DC 

76°03'0.26" 

26°02'48" 

KAIROD 

Older Alluvium 

D/W 

11.10 

264.30 

376 

45 N16 lb 

45N16Ld 

75°54'45" 

26°01'30" 

KAKOR 

Phyllite & Schist 

D/W 

10.80 

227.50 

377 

45 N16 lb 

45N16Ld 

75°54'45" 

26°01'30" 

KAKOR Pz. 

Phyllite & Schist 

P/z 

45.00 

288.05 

378 

45 N16 lb 

45N16Ld 

75°54'49.88" 

26°01'9.14" 

KAKOR* 

Phyllite & Schist 

D/W 

22.00 

227.50 

379 

54 Cl Bd 

54C01 Cc 

76°02'50" 

25°51'20" 

KHATOLI 

Phyllite & Schist 

D/W 

17.20 

288.15 

380 

54 Cl Bd 

54C01 Cc 

76°02'50" 

25°51'20" 

KHATOLI Pz. 

Phyllite & Schist 

D/W 

40.00 

289.15 

381 

54 Cl Eb 

54C01 Fa 

76°04'15" 

25°55'30" 

KHERLI-I 

Gneisses(B.G.C.) 

D/W 

19.90 

272.41 

382 

45 013 Ea 

45013Jb 

75°52'57.38" 

25°53'6.32" 

KHERLI-II 

Gneisses(B.G.C.) 

D/W 

14.95 

285.10 

383 

45N16FC 

45N16La 

75°53'24.21" 

26°02'33.32" 

NAYAGAON 

Phyllite & Schist 

D/W 

12.20 

280.37 

384 

54 Cl Gc 

54C01 Mb 

76°12'57.25" 

25°57'18.41" 

PACHALA 

Older Alluvium 

D/W 

20.20 

280.45 

385 

45 013 Ha 

45013Nb 

75°56'37.31" 

25°52'41.6" 

PALAI* 

Gneisses(B.G.C.) 

D/W 

18.00 

293.92 

386 

54 B4 ID 

54B04Pb 

76°11'30" 

26°00'20" 

PARLI 

Older Alluvium 

D/W 

20.00 

228.20 

387 

45 013 Db 

45013Fd 

75°51'50" 

25°53'00" 

RANIPURA 

Older Alluvium 

D/W 

11.00 

299.10 

388 

45 013 Db 

45013Fc 

75°52'18.77" 

25°56'3.9" 

RANIPURA* 

Older Alluvium 

D/W 

15.10 

299.10 

389 

54 Cl Da 

54C01 Ec 

76°07'30" 

25°58'10" 

SAIDABAD 

Older Alluvium 

D/W 

27.45 

288.25 

390 

54 Cl Da 

54C01 Ec 

76°07'30" 

25°58'10" 

SAIDABAD Pz. 

Older Alluvium 

D/W 

60.00 

289.25 

391 

45 013 Ac 

45013Ad 

75°48'4.19" 

25°57'56.58" 

SHYAMPURA 

Older Alluvium 

D/W 

13.10 

297.10 

392 

45 N16 Id 

45N16Pd 

75°58'39.17" 

26°00'2.12" 

SUNTHARA 

Phyllite & Schist 

D/W 

19.60 

266.33 

393 

54 Cl Ba 

54C01Be 

76°01'54.44" 

25°54'57.14" 

UNIARA 

Older Alluvium 

D/W 

16.65 

281.30 

394 

54 Cl Ba2 

54C01Ba 

76°01'11.58" 

25°55'10.59" 

UNIARA Pz. 

Older Alluvium 

P/z 

60.00 

281.30 

395 

45 H 9 Fa2 

45H09Ha 

73°35'25.05" 

24°48'11.62" 

Bhootala 

Phyllite & Schist 

D/W 

15.00 

809.66 

396 

45 H 9 Ed 

45H09Kb 

73°37'52.95" 

24°50'19.38" 

Kadmal 

Phyllite & Schist 

D/W 

16.00 

723.29 

397 

45 H 9 Hb 

45H09KC 

73°39'56.4" 

24°51 '1.34" 

Kaloda 

Phyllite & Schist 

D/W 

18.50 

747.20 

398 

45 H 9 Eb 

45H09Fb 

73°34'52.86" 

24°52'59.46" 

Kathar 

Phyllite & Schist 

D/W 

18.00 

688.85 

399 

46 H 9 Be 

45H09Bd 

73°32'0.63" 

24°53'11.7" 

Barwara 

Phyllite & Schist 

P/z 

67.00 

695.00 

400 

45 H 9 Be 

45H09Bd 

73°32'40.1" 

24°53'45.39" 

Barwara ( Dhundi) 

Phyllite & Schist 

D/W 

18.70 

695.00 

401 

45 G 8 Id 

45G08Pa 

73 °28'6.92" 

25°02'34.67" 

Bhanpura 

Phyllite & Schist 

D/W 

20.70 

981.89 

402 

45 H 10 Aa 

45H10Aa 

73°31'36.14" 

24°44'23.32" 

Chatiya Khedi 

Phyllite & Schist 

D/W 

20.00 

851.31 

403 

45 G 8 lb 

45G08Pb 

73°26'46.74" 

25°00'11.95" 

Diyan 

Phyllite & Schist 

D/W 

12.15 

890.00 

404 

46 H 9 Cb3 

45H09Dd 

73°32'0.33" 

24°45'12.43" 

Gogunda 

Phyllite & Schist 

P/z 

50.00 

854.00 

405 

45 H 9 Cb3 

45H09Dd 

73°32'4.06" 

24°45'26.96" 

Gogunda 

Phyllite & Schist 

D/W 

26.00 

849.35 

406 

45 H 5 Ic 

45H05Pa 

73°27'46.58" 

24°47'38.11" 

Jaswantgarh 

Phyllite & Schist 

D/W 

11.65 

860.97 

407 

45 H 5 Ic 

45H05LC 

73 °25'51.77" 

24°46'54.84" 

Jhadoli 

Phyllite & Schist 

D/W 

15.00 

907.49 

408 

45 H 5 Ha 

45H05Jb 

73 °24'19.92" 

24°54'12.92" 

Kamol 

Phyllite & Schist 

D/W 

12.00 

862.00 

409 

46 H 5 Ha 

45H05Jb 

73 °24'20.69" 

24°54'17.81" 

Kamol 

Phyllite & Schist 

P/z 

50.00 

863.00 

410 

45 H 9 Ba 

45H09Bb 

73°30'46.06" 

24°53'33.96" 

Karda 

Phyllite & Schist 

D/W 

21.00 

750.00 

411 

NA 

45H09Bb 

73°30'29.28" 

24°54'10.81" 

Karda 

Phyllite & Schist 

NA 

NA 

752.00 

412 

45 H 5 la 

45H05Ob 

73°27'50.31" 

24°49'26.53" 

Nandeshama 

Phyllite & Schist 

D/W 

15.50 

832.53 

413 

45 H 5 Ec 

45H05Jb 

73 °23'25.72" 

24°53'51.99" 

Padrada 

Phyllite & Schist 

D/W 

14.20 

872.00 
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414 

45 H 9 Bb 

45H09Ca 

73°30'52.58" 

24°52'4.84" 

Paner 

Phyllite & Schist 

D/W 

12.00 

795.00 

415 

45 H 5 Hb 

45H05KC 

73 °25'9.63" 

24°51 '31.5" 

Punawali 

Phyllite & Schist 

D/W 

17.60 

879.30 

416 

46 H 9 Ca 

45H09Cb 

73°31'12.21" 

24°49'42.47" 

Rawalia Khurd 

Phyllite & Schist 

P/z 

75.00 

835.00 

417 

45 H 9 Ca 

45H09Cb 

73°30'59.6" 

24°49'43.58" 

Rawalia Khurd 

Phyllite & Schist 

D/W 

22.30 

836.00 

418 

45 H 5 Ga 

45H05IC 

73 °24'47.22" 

24°59'17.83" 

Sayra 

Phyllite & Schist 

D/W 

16.70 

901.97 

419 

45 H 5 Gb 

45H05JC 

73 °24'39.68" 

24°56'14.33" 

Semar 

Phyllite & Schist 

D/W 

14.00 

854.98 

420 

45 H 9 Cb 

45H09Db 

73 °31'29.45" 

24°46'24" 

Semtal 

Phyllite & Schist 

D/W 

17.50 

814.00 

421 

46 H5Ga 

45H05Kd 

73 °25'36.74" 

F- 

N- 

CO 

LO 

00 

CM 

Tarpal 

Phyllite & Schist 

P/z 

50.00 

863.00 

422 

45 H5Ga 

45H05Kd 

73 °25'41.9" 

24°48'54.9" 

Tarpal 

Phyllite & Schist 

D/W 

20.00 

873.27 

423 

45 H 9 Cb2 

45H09Dd 

73°32'52.36" 

24°46'14.56" 

Wani 

Phyllite & Schist 

D/W 

22.00 

814.00 

Sub Basin: Berach | 

i 

45K16D1C 

45K161b 

74°53'27.59" 

25°12'13.99" 

Barliyas 

Phyllite & Schist 

P/z 

40.00 

376.59 

2 

45K16Dc1 

45K161b 

74°53' 45" 

25°12' 57" 

Barliyas 

Phyllite & Schist 

D/W 

16.20 

375.85 

3 

45K16DC 

45K161b 

74°53' 43" 

25°12' 59" 

Barliyas 

Phyllite & Schist 

D/W 

18.20 

378.20 

4 

4504Ac 

45O04AC 

75°03'15.51" 

25°13'11.74" 

Floda 

Phyllite & Schist 

D/W 

23.50 

466.24 

5 

4503Gd 

45K16MC 

74°59'50.81" 

25°13'29.42" 

Jojwa 

Phyllite & Schist 

D/W 

25.00 

360.00 

6 

4503Gd1 

45K16MC 

74°59'50.47" 

25°13'32.27" 

c_ 

o 

£ 

Phyllite & Schist 

P/z 

78.00 

359.21 

7 

4504Ec 

45O04Fd 

75°07' 25" 

25°09' 08" 

Ladpura 

Limestone 

D/W 

15.50 

468.27 

8 

4504Ec 

45O04Fd 

75°07'8.84" 

25°09'21.57" 

Ladpura 

Limestone 

D/W 

17.30 

470.20 

9 

4504Da 

45O04Ed 

75°06'17.37" 

25°12'30.12" 

Mandalgarh 

Phyllite & Schist 

D/W 

22.95 

471.31 

10 

4504Hc 

450040b 

75°12'10.75" 

25°05'23.4" 

Nayanagar 

Bhander Sandstone 

D/W 

25.80 

476.00 

11 

4504Dd1 

45O04BC 

75°02'39.6" 

25 °11 '9.79" 

Phalasiya 

Phyllite & Schist 

P/z 

100.00 

468.25 

12 

4504Ec1 

45O04FC 

75°07'4.48" 

25°09'43.49" 

Ratiya Khera 

Limestone 

P/z 

100.00 

402.29 

13 

4504Ec 

45O04FC 

75°06'51.6" 

25 °107.54" 

Ratiya Khera 

Limestone 

D/W 

17.70 

400.00 

14 

45K16Gd 

45K16NC 

74°58'37.15" 

25°09'59.23" 

Seengoli 

Phyllite & Schist 

D/W 

20.20 

482.01 

15 

45K12Ea1 

45K12Fd 

74°36' 49" 

25°08' 42" 

Takhatpura 

Gneisses(B.G.C.) 

P/z 

60.00 

426.00 

16 

45K12Ea 

45K12FC 

74°36'56.96" 

25°09'43.8" 

Takhatpura 

Phyllite & Schist 

D/W 

35.00 

427.15 

17 

45L7Hc 

45L07NC 

74°28'8.51" 

24°24'34.72" 

BARISADRI 

Phyllite & Schist 

P/z 

50.00 

497.00 

18 

45L7Hc 

45L07Na 

74°28'6.43" 

24°24'36.59" 

BARISADRI 

Phyllite & Schist 

D/W 

26.30 

484.19 

19 

45L7Ec 

45L07Jb 

74°23'39.49" 

24°22'58.26" 

BOHERA 

Gneisses(B.G.C.) 

D/W 

22.10 

479.78 

20 

45L11 Ad 

45L11 Be 

74°32'37.82" 

24°26'4.4" 

CHAINPURIYA 

Gneisses(B.G.C.) 

D/W 

18.20 

491.43 

21 

45L7Gb 

45L07ld 

74°25'21.01" 

24°27'32.2" 

CHANDRAKHERI 

Phyllite & Schist 

D/W 

23.00 

463.70 

22 

45L7Hd 

45L07Oa 

74°27'51.18" 

24°20'45.33" 

JAISINGHPURA 

Phyllite & Schist 

D/W 

17.80 

497.89 

23 

45L11 Aa 

45L11 Aa 

74 °31'32.23" 

24°29'9.35" 

KHAIRMALIYA 

Gneisses(B.G.C.) 

D/W 

18.20 

468.33 

24 

45L11 Ac 

45L11 Ad 

74°32'27.56" 

24°27'54.54" 

LUHARIYA 

Limestone 

D/W 

19.50 

483.11 

25 

45L6IC1 

45L06PC 

74°29'19.15" 

24°33'33.17" 

NIKOOM 

Shale 

P/z 

37.00 

452.40 

26 

45L6IC 

45L06PC 

74°29'30.53" 

24°33'26.52" 

NIKOOM 

Shale 

D/W 

22.50 

445.60 

27 

45K16Ed 

45L07Oa 

74°27'57.32" 

24°21 '51.62" 

PARSOLI 

Phyllite & Schist 

D/W 

17.70 

382.22 

28 

45L7Hd 

45L07Oa 

74°28'2.81" 

24 °21'59.47" 

PARSOLI 

Phyllite & Schist 

P/z 

70.00 

489.35 

29 

45L7GC 

45L06Pd 

74°29'49.66" 

24°30'4.93" 

PEENDKALAN 

Gneisses(B.G.C.) 

D/W 

22.60 

455.22 

30 

45K16Hb 

45K160a 

74°56'19.67" 

25°06'34.45" 

BICHHOR 

Shale 

D/W 

25.00 

389.48 

31 

45K16EC 

45K16Ga 

74°50'29.64" 

25°06'21.52" 

DUGAR 

Gneisses(B.G.C.) 

P/z 

50.00 

380.00 

32 

45K16EC 

45K16Ga 

74°50'15.33" 

25°06'50.6" 

DUGAR 

Gneisses(B.G.C.) 

D/W 

12.40 

318.00 

33 

4504Ca 

45O04Da 

75°00'51.95" 

25°02'58.92" 

KATUNDA 

Shale 

P/z 

40.00 

432.00 

34 

4504Ca 

45O04Cd 

75°02'17.06" 

25°04'14.31" 

MARNA 

Shale 

D/W 

18.40 

413.34 

35 

4504Hb 

45O04KC 

75°10'22.04" 

25°05'43.73" 

MENAL 

Bhander Sandstone 

D/W 

7.80 

406.12 

36 

45K16IC 

45K160b 

74°57'37.44" 

25°04'38.39" 

NALKHERI 

Limestone 

D/W 

20.70 

400.35 

37 

45K161b 

45K16Pb 

74°56'40.14" 

25°00'16.33" 

NANDWAI 

Bhander Sandstone 

D/W 

19.50 

432.79 

38 

45L7Hd 

45K16Ka 

74°52'51.21" 

25°06'22.65" 

PARSOLI 

Shale 

D/W 

25.90 

489.35 

39 

4504Ec 

45O04La 

75°09'1.29" 

25°02'56.11" 

RAWARDA 

Bhander Sandstone 

D/W 

21.90 

549.94 

40 

4504Eb 

45O04Ga 

75°05'31.24" 

25°05'45.53" 

SAMAR IYA KALAN 

Limestone 

D/W 

16.00 

391.40 

41 

4504Eb 

45O04Ga 

75°05'29.85" 

25°05'52.85" 

SAMAR IYA KALAN 

Limestone 

P/z 

50.00 

390.89 

42 

45K16lc1 

45K160d 

74°58'9.71" 

25°04'55.62" 

TEJPUR 

Shale 

D/W 

19.00 

398.13 

43 

45L6GC 

45L06MC 

74°29'42.47" 

24°44'3.8" 

ACHALPURA 

Gneisses(B.G.C.) 

D/W 

21.00 

425.01 

44 

45L6Hb 

45L06Oa 

74°26'19.31" 

24°36'18.95" 

AKOLAKALAN 

Gneisses(B.G.C.) 

D/W 

18.00 

448.41 

45 

45L6Hc 

45L06Nd 

74°29'48.23" 

24°38'8.4" 

ASAWARA 

Shale 

P/z 

35.00 

442.55 

46 

45L6Hc 

45L1OBb 

74°30'0.98" 

24°38'30.2" 

ASAWARA 

Shale 

D/W 

18.80 

440.71 

47 

45L6Ga 

45L06Ma 

74°26'45.01" 

24°43'57.69" 

BANSEN 

Gneisses(B.G.C.) 

P/z 

50.00 

430.00 

48 

45L1 OAb 

45L10Ba 

74°30'25.05" 

24°40'41.21" 

BHADESAR 

Gneisses(B.G.C.) 

D/W 

25.00 

438.06 

49 

NA 

45L06Ed 

74°22'21.47" 

24°42'52.69" 

BHADSORA 

Gneisses(B.G.C.) 

D/W 

18.70 

449.97 

50 

45L6Da 

45L06EC 

74°22'3.59" 

24°43'9.77" 

BHADSORA 

Gneisses(B.G.C.) 

D/W 

26.80 

443.35 

51 

45L6Da 

45L06EC 

74°22'03" 

24°43'10" 

BHADSORA 

Gneisses(B.G.C.) 

P/z 

40.00 

454.47 

52 

45L6Gd 

45L06NC 

74°28'10.11" 

24°40'23.72" 

CHARPOTIYA 

Phyllite & Schist 

D/W 

25.20 

430.83 

53 

45L5lc1 

45L05Od 

74°28'17.85" 

24°49'26.42" 

DAULATPURA 

Gneisses(B.G.C.) 

D/W 

31.00 

429.21 

54 

45L1OBd 

45L1 OCc 

74°33'7.22" 

24°35'48.13" 

DEWALKHERI 

Shale 

D/W 

19.20 

458.43 

55 

45L9Cd 

45L09Dd 

74°32'29.31" 

24°45'15.31" 

KANNOJ 

Shale 

P/z 

40.00 

460.00 

56 

45L9Cd 

45L09Dd 

74°32'5.11" 

24°45'24.12" 

KANNOJ 

Shale 

D/W 

23.20 

434.66 

57 

45L5IC2 

45L05PC 

74°28'47.51" 

24°48'27.27" 

KANTHARIYA 

Gneisses(B.G.C.) 

D/W 

25.50 

421.43 

58 

45L5Fb 

45L05Hd 

74°22'7.02" 

24°46'8.93" 

KASYAKHURD 

Gneisses(B.G.C.) 

D/W 

17.10 

429.06 

59 

45L6EC 

45L06Ja 

74°24'5.57" 

24°39'32.65" 

MANDPIYA 

Phyllite & Schist 

D/W 

18.00 

443.33 
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60 

45L5lb 

45L05Ld 

74°25'55.82" 

24°45'37.68" 

MURLIYA 

Gneisses(B.G.C.) 

D/W 

19.80 

425.50 

61 

NA 

45L06Fa 

74°19'57.39" 

24°40'34.9" 

NAPANIYA 

Gneisses(B.G.C.) 

P/z 

98.00 

460.91 

62 

45L6Db 

45L06Fa 

74°20'12" 

24°40'36" 

NAPANIYA 

Gneisses(B.G.C.) 

D/W 

19.30 

456.52 

63 

NA 

45L06Ob 

74°27'55.91" 

24°35'33.76" 

NAPAWALI 

Shale 

P/z 

120.00 

439.31 

64 

45L6Hd 

45L06Ob 

74°27'34.21" 

24°35'36.45" 

NAPAWALI 

Shale 

D/W 

19.00 

440.41 

65 

45L6Ga 

45L06ld 

74°26'1.37" 

24°42'32.35" 

NARBADIYA 

Gneisses(B.G.C.) 

D/W 

18.80 

433.63 

66 

45L5lb 

45L05Pb 

74°26'56.48" 

24°45'5.94" 

PEEPALWAS 

Gneisses(B.G.C.) 

D/W 

21.50 

424.27 

67 

45L5la 

45L05Ob 

74°27'7.48" 

24°49'0.65" 

SON 1 YANA 

Gneisses(B.G.C.) 

D/W 

40.50 

425.90 

68 

45L6Da 

45L06Ea 

74°19'58.64" 

24°44'11.74" 

SURKHAND 

Gneisses(B.G.C.) 

D/W 

20.50 

434.93 

69 

45L6Ad 

45L06Eb 

74°19'11.62" 

24°42'17.9" 

UMMEDPURA 

Gneisses(B.G.C.) 

D/W 

33.50 

448.48 

70 

45K16Fa 

45K16Ha 

74°50'8.55" 

25°02'40.27" 

GOPALPURA 

Shale 

D/W 

15.00 

398.88 

71 

45L1 lb 

45L01Pb 

74°12'8.08" 

24°45'29.75" 

AKOLA 

Phyllite & Schist 

D/W 

17.70 

448.23 

72 

45L1 lb 

45L01Pb 

74°11 '40.45" 

24°45'59.43" 

AKOLA 

Phyllite & Schist 

P/z 

50.00 

448.23 

73 

45L5Ca 

45L05Da 

74°16'3.38" 

24°48'33.96" 

BABRANA 

Phyllite & Schist 

D/W 

29.70 

447.23 

74 

45L1OFd 

45L1OLd 

74°39'35.01" 

24°31'5.9" 

BARI 

Shale 

D/W 

19.00 

461.91 

75 

45L1 Ic 

45L01Pc 

74°13'11.27" 

24°48'0.85" 

BHOOPAL NAGAR 

Phyllite & Schist 

D/W 

16.00 

447.34 

76 

45L1Hd 

45L01Oa 

74°12'42.05" 

24°51'17.49" 

BHOOPAL SAGAR 

Phyllite & Schist 

P/z 

60.00 

458.45 

77 

45L1Hd 

45L01Oa 

74°12'46" 

24°51 '21" 

BHOOPAL SAGAR 

Phyllite & Schist 

D/W 

18.90 

458.45 

78 

45L1Ga 

45L01 Ic 

74°10'29.62" 

24°58'11.18" 

CHAUTHPURA 

Phyllite & Schist 

D/W 

20.50 

495.45 

79 

45L1 Id 

45L01Pd 

74°13'53.24" 

24°45'38.86" 

GUNDLI 

Phyllite & Schist 

D/W 

15.80 

444.84 

80 

45L1 Gd 

45L01 Md 

74°13'39.88" 

24°56'40.87" 

JASHMA 

Phyllite & Schist 

P/z 

50.00 

472.18 

81 

45L1 Gd 

45L01 Md 

74°13'53.96" 

24°56'42.56" 

JASHMA 

Phyllite & Schist 

D/W 

29.00 

472.18 

82 

45L2Dc 

45L02EC 

74°07'17.8" 

24°44'27.15" 

JOYRA 

Gneisses(B.G.C.) 

D/W 

29.40 

459.21 

83 

45L2Gb 

45L02JC 

74°10'9.43" 

24°40'30.91" 

KALYANPURA 

Phyllite & Schist 

D/W 

15.00 

460.27 

84 

45L1Fc 

45L01 Kb 

74°08'44.42" 

24°49'54.25" 

KANKARWA 

Gneisses(B.G.C.) 

D/W 

23.00 

464.48 

85 

NA 

45L01 Kb 

74°08'46" 

24°50'00" 

KANKARWA 

Gneisses(B.G.C.) 

D/W 

18.30 

467.18 

86 

NA 

45L01La 

74°09'6.92" 

24°47'31.56" 

PATOLIYA 

Phyllite & Schist 

D/W 

17.20 

466.74 

87 

45L1Fc 

45L01La 

74°09'12" 

24°47'38" 

PATOLIYA 

Phyllite & Schist 

D/W 

26.00 

460.87 

88 

45L1 Gb 

45L02Na 

74°11 '49.07" 

24°40'55.2" 

TANA 

Phyllite & Schist 

D/W 

19.00 

458.86 

89 

NA 

45L02Mb 

74°11 '50.39" 

24°42'3.41" 

TANA 

Phyllite & Schist 

P/z 

98.00 

466.53 

90 

45L1 Ha 

45L01 Nb 

74°12'44.31" 

24°53'26.18" 

USROL 

Phyllite & Schist 

D/W 

23.50 

470.24 

91 

NA 

45L01 Nb 

74°12'45.74" 

24°53'27.48" 

USROL 

Phyllite & Schist 

P/z 

112.00 

473.00 

92 

45L9Gc 

45L09MC 

74°44'2.26" 

24°59'43.79" 

BALDERKHA 

Shale 

D/W 

19.40 

402.26 

93 

45K16CC 

45K16Db 

74°45'47.44" 

25°00'48.75" 

BASSI 

Shale 

P/z 

50.00 

415.28 

94 

45K16CC 

45K16Db 

74°46'16.92" 

25°00'55.95" 

BASSI 

Shale 

D/W 

21.90 

415.28 

95 

45L13BC 

45L13Bd 

74°48'36.16" 

24°53'34.55" 

BIJAIPUR 

Bhander Sandstone 

P/z 

40.00 

458.01 

96 

45L13BC 

45L13Bd 

74°48'33" 

24°53'43" 

BIJAIPUR 

Bhander Sandstone 

D/W 

15.00 

457.04 

97 

45L9Ea 

45L09Ka 

74°37'31.79" 

24°52'21.21" 

CHITTAURGARH 

Limestone 

D/W 

18.00 

402.46 

98 

NA 

45L09GC 

74°36'31.9" 

24 °51'26.42" 

CHITTORGARH 

Gneisses(B.G.C.) 

P/z 

140.00 

411.01 

99 

45L9la 

45L09LC 

74°40'55.77" 

24°48'22.94" 

GATIYAWALI 

Shale 

D/W 

23.00 

418.91 

100 

45L9Bd 

45L09CC 

74°32'7.4" 

24°51 '12.86" 

GHOSUNDA 

Gneisses(B.G.C.) 

D/W 

19.00 

419.89 

101 

45L9Bd 

45L09CC 

74°32'10.73" 

24°52'14.65" 

GHOSUNDA 

Gneisses(B.G.C.) 

P/z 

40.00 

419.89 

102 

45L9Bc 

45L09Bd 

74°33'26.23" 

24°54'17.62" 

KASHMOR 

Gneisses(B.G.C.) 

D/W 

20.50 

421.00 

103 

45L9Aa 

45L13Ad 

74°46'57.02" 

24°57'57.99" 

KELJHAR 

Shale 

D/W 

15.90 

451.79 

104 

45L9Ga 

45L09Mb 

74°42'16.11" 

24°58'0.93" 

NAGRI 

Shale 

D/W 

18.90 

406.88 

105 

NA 

45L09Kb 

74°38'12.33" 

24°50'19.37" 

OCHHRI 

Limestone 

P/z 

141.00 

410.58 

106 

45L9Ed 

45L09Kb 

74°37'33.43" 

24°50'31.18" 

OCHHRI 

Limestone 

D/W 

15.30 

410.07 

107 

45L9Bb 

45L09Bd 

74°32'3.75" 

24°53'12.51" 

ODOOND 

Gneisses(B.G.C.) 

D/W 

18.80 

418.67 

108 

45L9Ad 

45L09Fa 

74°34'7.59" 

24°55'1.29" 

PANDOLI 

Gneisses(B.G.C.) 

D/W 

19.40 

412.72 

109 

45L9Ab 

45L09Ab 

74°31 '26.62" 

24°56'21.57" 

PUROHITION KA SANWATA 

Gneisses(B.G.C.) 

D/W 

37.00 

435.63 

110 

NA 

45L09Ab 

74°31 '3.43" 

24°56'23.32" 

PUROHITION KA SANWATA 

Gneisses(B.G.C.) 

P/z 

130.00 

433.62 

111 

45L9Cd 

45L09Hb 

74°34'43.59" 

24°45'19.27" 

SAWA 

Shale 

P/z 

50.00 

440.52 

112 

45L9Cd 

45L09Hb 

74°34'51.47" 

24°45'24.3" 

SAWA 

Shale 

D/W 

33.00 

440.52 

113 

45L9Ed1 

45L09Lb 

74°38'7.31" 

24°45'52.24" 

SHAMBHOOPURA 

Limestone 

P/z 

70.00 

421.82 

114 

45L6Cc 

45L06DC 

74°18'26" 

24°32'53" 

BILODA 

Gneisses(B.G.C.) 

P/z 

22.15 

483.92 

115 

45L6Cc 

45L06DC 

74°18'24.23" 

24°32'53.71" 

BILODA 

Gneisses(B.G.C.) 

D/W 

17.70 

482.20 

116 

NA 

45L06KC 

74°25'42.95" 

24°35'43.31" 

CHIKARDA 

Gneisses(B.G.C.) 

D/W 

102.00 

443.21 

117 

45L6Ed 

45L06KC 

74°24'56.46" 

24°35'45.31" 

CHIKARDA 

Gneisses(B.G.C.) 

D/W 

17.10 

449.87 

118 

45L7Db 

45L07FC 

74°21 '21.92" 

24°25'59.89" 

DELAWAS 

Gneisses(B.G.C.) 

D/W 

17.30 

467.55 

119 

45L6Cd 

45L06Hb 

74°20'18.72" 

24°30'27.77" 

DOONGLA 

Gneisses(B.G.C.) 

D/W 

13.45 

466.37 

120 

45L6Cd 

45L06Hb 

74°20'20.32" 

24°30'26.6" 

DUNGLA 

Gneisses(B.G.C.) 

P/z 

50.00 

466.37 

121 

45L6Bd 

45L06CC 

74 °17'54.92" 

24°36'25.5" 

MANGALWAR 

Phyllite & Schist 

D/W 

22.60 

472.30 

122 

45L6Bd1 

45L06Ga 

74°19'59.31" 

24°36'37.65" 

MORWAN 

Phyllite & Schist 

D/W 

16.80 

470.65 

123 

45L6Fd 

45L06Lb 

74°23'7.9" 

24°30'55.31" 

PIRANA 

Phyllite & Schist 

D/W 

27.00 

461.08 

124 

45L6Ab 

45L06BC 

74 °17'8.12" 

24°41 '5.59" 

SANGESARA 

Phyllite & Schist 

D/W 

15.70 

441.69 

125 

45L7Ac 

45L07AC 

74°18'15.71" 

24°29'1.14" 

SURERA 

Gneisses(B.G.C.) 

D/W 

23.00 

474.07 

126 

45L6Ba 

45L06Bb 

74°15'6.23" 

24°37'47.58" 

TITARDA 

Gneisses(B.G.C.) 

D/W 

20.00 

457.37 

127 

45L9Aa 

45L09Aa 

74°30'18.52" 

24°58'47.57" 

BHATWARA KALAN 

Gneisses(B.G.C.) 

D/W 

25.00 

438.49 

128 

45L9Ac 

45L09AC 

74°33'22.33" 

24°58'29.97" 

BORDA 

Gneisses(B.G.C.) 

D/W 

17.00 

419.57 

129 

NA 

45L09AC 

74°32'55.8" 

24°58'43.56" 

BORDA 

Gneisses(B.G.C.) 

P/z 

96.00 

430.44 
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130 

45K12lb 

45K12Ld 

74°39'46.76" 

25°01 '20.8" 

CHOGAWARI 

Gneisses(B.G.C.) 

D/W 

11.70 

407.11 

131 

45K12Eb 

45K12Ga 

74°34'54.39" 

25°06'23.65" 

DEODA 

Phyllite & Schist 

D/W 

12.30 

420.18 

132 

45K12Fa 

45K12La 

74°37'44.28" 

25°02'14.11" 

GANGRAR 

Phyllite & Schist 

D/W 

9.60 

413.32 

133 

45K12Fa 

45K12HC 

74°37'1.95" 

25°03'15.36" 

GANGRAR 

Phyllite & Schist 

P/z 

34.00 

415.04 

134 

45K12Ca 

45K12Da 

74°31 '11.52" 

25°03'1.8" 

INDORA 

Gneisses(B.G.C.) 

D/W 

19.90 

450.56 

135 

45K16Ab 

45K16Ba 

74°45'56.05" 

25 °10'22.51" 

JAWALYA KHERA 

Gneisses(B.G.C.) 

D/W 

20.80 

399.90 

136 

NA 

45K16Ba 

74°46'10.31" 

25°10'36.12" 

JAW ALYA KHERA 

Gneisses(B.G.C.) 

P/z 

80.00 

398.32 

137 

45K12CC 

45K12Db 

74°31 '40.02" 

25°00'43.85" 

KATI 

Gneisses(B.G.C.) 

D/W 

22.50 

437.42 

138 

45K12Ha 

45K12Nb 

74°42'17.1" 

25°07'36.56" 

MANDPIYA 

Gneisses(B.G.C.) 

D/W 

23.00 

397.94 

139 

NA 

45K12Kd 

74°40'30.38" 

25°04'49.3" 

MANSINGH Jl KA KHERA 

Gneisses(B.G.C.) 

D/W 

16.00 

411.87 

140 

45K12Ha 

45K12Nb 

74°41 '55.8" 

25°09'8.74" 

MOTLIYAS 

Phyllite & Schist 

D/W 

16.90 

400.92 

141 

45K16Ab 

45K16Ab 

74°46'40.75" 

25 °11'18.62" 

PHALODI 

Gneisses(B.G.C.) 

D/W 

21.00 

397.98 

142 

45L9Dd 

45L09lb 

74°37'58.44" 

24°56'40.52" 

POOTHOLI 

Gneisses(B.G.C.) 

D/W 

19.50 

404.17 

143 

45K12IC 

45K120d 

74°43'44.91" 

25°03'58" 

SALARIYA 

Gneisses(B.G.C.) 

D/W 

11.90 

384.87 

144 

NA 

45K12Ka 

74°37'42.78" 

25°06'54.6" 

SON 1 YANA 

Phyllite & Schist 

P/z 

84.00 

409.90 

145 

45K12Ed 

45K12Ka 

74°37'57.27" 

25°07'29.69" 

SON 1 YANA 

Phyllite & Schist 

D/W 

20.80 

409.90 

146 

45K12CC 

45K12Ha 

74°34'1.2" 

25°03'32.15" 

SUDRI 

Gneisses(B.G.C.) 

D/W 

16.50 

430.28 

147 

45K12lb 

45K12Ld 

74°40'19.61" 

25°00'7.43" 

SUWANIYA 

Gneisses(B.G.C.) 

D/W 

12.80 

395.55 

148 

45K12Hd 

45K120d 

74°44'32.74" 

25°05'35.21" 

TUMDIYA 

Gneisses(B.G.C.) 

D/W 

21.30 

391.32 

149 

45L5Ea 

45L05GC 

74°20'42.91" 

24°52'28.78" 

BALARDA 

Phyllite & Schist 

D/W 

23.60 

447.42 

150 

45L5Db 

45L05FC 

74°20'56.85" 

24°55'43.39" 

BAMANIYA 

Phyllite & Schist 

D/W 

27.00 

460.67 

151 

45L5GC 

45L05MC 

74°29'5.13" 

24°58'25.82" 

BANAKIYA KALAN 

Phyllite & Schist 

D/W 

23.90 

439.24 

152 

NA 

45L05MC 

74°29'07" 

24°58'31" 

BANAKIYA KALAN 

Phyllite & Schist 

D/W 

19.80 

436.32 

153 

45L5Cd 

45L05Hb 

74°19'12.82" 

24°45'31.91" 

BHEEMKHAND 

Phyllite & Schist 

D/W 

30.50 

439.51 

154 

45L5Ha 

45L05Nb 

74°26'54.7" 

24°53'29.24" 

CHHAPRI 

Gneisses(B.G.C.) 

D/W 

28.00 

436.60 

155 

45L5Ab 

45L05Ab 

74°16'37.39" 

24°57'38.84" 

DHAMANA 

Phyllite & Schist 

D/W 

12.60 

471.81 

156 

45L5Fa 

45L05HC 

74°22'30" 

24°48'02" 

HATH 1 YANA 

Gneisses(B.G.C.) 

D/W 

14.90 

433.86 

157 

45L5Fa 

45L05HC 

74°22'18.58" 

24°48'11.71" 

HATH 1 YANA 

Gneisses(B.G.C.) 

P/z 

50.00 

428.72 

158 

45L5Dd 

45L05lb 

74°24'16.66" 

24°56'59.55" 

HINGORIYA 

Gneisses(B.G.C.) 

D/W 

25.60 

443.39 

159 

45L5Hb 

45L05KC 

74°26'13.54" 

24°51 '46.16" 

JHEETIYA 

Gneisses(B.G.C.) 

D/W 

25.00 

427.18 

160 

45L5Bc 

45L05CC 

74°18'33.59" 

24 °51'55.97" 

KAPASAN 

Phyllite & Schist 

P/z 

45.00 

471.06 

161 

45L5Bc 

45L05Bd 

74°18'28.12" 

24°53'9.82" 

KAPASAN 

Phyllite & Schist 

D/W 

23.50 

460.22 

162 

45L2Gd 

45L02Md 

74°14'33.86" 

24°42'7.34" 

KARJALI 

Phyllite & Schist 

D/W 

20.50 

454.41 

163 

45L5Cb 

45L05Db 

74 °16'25.1" 

24°46'39.39" 

KARKARA 

Phyllite & Schist 

D/W 

24.10 

437.81 

164 

45L5Ba 

45L05Bb 

74°15'32.01" 

24°53'21.25" 

MEWAADA 

Phyllite & Schist 

D/W 

20.80 

469.16 

165 

45L5Ba 

45L05Bb 

74 °16'12.03" 

24°53'1.54" 

MUNGANA 

Phyllite & Schist 

D/W 

22.10 

460.52 

166 

45L5Ca 

45L05Da 

74 °16'31.75" 

24°47'56.71" 

NANESH NAGAR 

Phyllite & Schist 

D/W 

30.00 

449.97 

167 

45L5Ea 

45L1 ONb 

74°41 '21.37" 

24°37'41.85" 

NIMBAHERA 

Limestone 

D/W 

21.30 

455.31 

168 

45L5Fc 

45L05Kb 

74°22'46.58" 

24°49'12.6" 

ROODRI 

Gneisses(B.G.C.) 

D/W 

18.00 

429.99 

169 

45L5Bd 

45L05Gb 

74°19'50.63" 

24°50'20.43" 

ROOPA KHERI 

Gneisses(B.G.C.) 

D/W 

17.00 

442.81 

170 

NA 

45L05Na 

74°27'18.69" 

24°55'46.24" 

SINGPUR 

Gneisses(B.G.C.) 

P/z 

97.00 

432.08 

171 

45L5la 

45L05LC 

74°25'24.75" 

24°48'9.81" 

SURPUR 

Gneisses(B.G.C.) 

D/W 

23.00 

421.53 

172 

45L5Cd 

45L05Dd 

74°18'21.95" 

24°46'24.79" 

UMAND 

Gneisses(B.G.C.) 

D/W 

21.30 

442.86 

173 

45L7Dd 

45L07lb 

74°24'16" 

24°26'35" 

BHURKIYA KHURD 

Gneisses(B.G.C.) 

P/z 

17.60 

465.56 

174 

45L7Dd 

45L07Ja 

74°23'15" 

24°25'55" 

BILOT 

Gneisses(B.G.C.) 

P/z 

25.00 

471.09 

175 

45L6Cb 

45L06Dd 

74 °1 7'10" 

24°30'31" 

DEVIPURA 

Gneisses(B.G.C.) 

P/z 

14.60 

485.06 

176 

45L7Db 

45L07Eb 

74°20'16" 

24°27'17" 

GADRIYAWAS 

Gneisses(B.G.C.) 

P/z 

15.75 

470.75 

177 

45L7Ha 

45L07Nb 

74°27'04" 

24°24'00" 

GAJANDEVI 

Phyllite & Schist 

P/z 

25.70 

480.33 

178 

45L9Ca 

45L09Da 

74°31'13" 

24°48'40" 

PANCHDEOLA 

Shale 

D/W 

16.70 

412.00 

179 

45L5Cc 

45L05Ha 

74°18'52" 

24°48'06" 

ROLIYA 

Phyllite & Schist 

D/W 

22.70 

446.51 

180 

45L9Eb 

45L1 OCd 

74033 . 42 " 

24°34'46" 

SENWA 

Limestone 

D/W 

24.00 

412.05 

181 

NA 

45L09Lb 

74°38'27" 

24°46'13" 

SHAMBHOOPURA 

Limestone 

D/W 

13.25 

421.82 

182 

45L5Gb 

45L05Na 

74°27'20" 

24°56'01" 

SINGPUR 

Gneisses(B.G.C.) 

D/W 

20.10 

439.26 

183 

45L11Ba 

45L11Ba 

74°30'52" 

24°24'39" 

SULTANPURA 

Gneisses(B.G.C.) 

P/z 

9.50 

504.61 

184 

45L14Ab 

45L14Ab 

74°45'3.22" 

24 °41'43.98" 

ARNODA 

Shale 

D/W 

23.00 

434.90 

185 

45L14Da 

45L14EC 

74°50'56.92" 

24°43'56.71" 

BARAWALI 

Bhander Sandstone 

D/W 

16.70 

557.26 

186 

45L1Ha 

45L01Jd 

74°10'39.67" 

24°53'31.15" 

BARI 

Phyllite & Schist 

D/W 

13.50 

461.63 

187 

45L10Gb 

45L10Na 

74°42'1.95" 

24°40'13.29" 

BAROLIGHATA 

Limestone 

D/W 

20.85 

437.05 

188 

NA 

45L1 OHb 

74°34'26.95" 

24°30'28.78" 

BHAGWANPURA 

Limestone 

D/W 

18.00 

490.54 

189 

45L1 OCdl 

45L10Ha 

74°34'37.97" 

24 °31'53.48" 

BINOTA 

Shale 

D/W 

12.00 

468.10 

190 

45L1OHd 

45L10OC 

74°43'43.99" 

24°35'51.99" 

JALIYA 

Limestone 

D/W 

25.70 

443.57 

191 

NA 

45L10OC 

74°43'34.83" 

24°35'59.75" 

JALIYA 

Limestone 

D/W 

16.80 

440.65 

192 

45L1 ODb 

45L1OEd 

74°36'01.00" 

24°41'33.5" 

KAROONDA 

Limestone 

D/W 

22.80 

437.69 

193 

45L14Ba 

45L14Bb 

74°46'34.28" 

24°38'16.98" 

KELI 

Limestone 

D/W 

21.30 

441.03 

194 

45L1 OHb 

45L1OKd 

74°40'27.21" 

24°35'25.35" 

MANDANGUL FAROSHAN 

Shale 

D/W 

26.70 

446.17 

195 

45L10BC 

45L1OFb 

74°34'42.61" 

24°37'48.9" 

MANDAWALI 

Shale 

D/W 

23.40 

454.24 

196 

45L10Fa 

45L1 OGd 

74°36'4.09" 

24°34'3.23" 

MANDLACHARAN 

Shale 

D/W 

24.30 

471.49 

197 

45L1 ODd 

45L1 Old 

74°39'43" 

24°41'45" 

MANGROL 

Limestone 

P/z 

50.00 

440.71 

198 

NA 

45L1 Old 

74°39'40.64" 

24 °41'46.32" 

MANGROL 

Limestone 

D/W 

18.20 

436.87 

199 

45L1 ODd 

45L1 Old 

74°39'32.13" 

24 °41'47.47" 

MANGROL 

Limestone 

D/W 

16.00 

432.57 
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200 

45L10Ha 

45L05FC 

74°22'27.54" 

24°54'27.52" 

NIMBAHERA 

Phyllite & Schist 

P/z 

46.00 

448.25 

201 

45L10HC 

45L1 ONd 

74°43'33.89" 

24°37'45.46" 

SEGWA 

Limestone 

D/W 

20.00 

440.00 

202 

45L10Ga 

45L10Mb 

74°41'41.6" 

24°42'18.92" 

TEELAKHERA 

Limestone 

D/W 

20.00 

432.87 

203 

45K8lb 

45K08Pb 

74°27'31.13" 

25°00'21.12" 

BAROO 

Phyllite & Schist 

D/W 

25.00 

455.41 

204 

45K8Fd 

45K08Lb 

74°24'10.93" 

25°01 '4.57" 

BHEEMGARH 

Phyllite & Schist 

D/W 

20.40 

466.15 

205 

NA 

45K08Lb 

74°24'7.43" 

25 °01'22.48" 

BHEEMGARH 

Phyllite & Schist 

P/z 

102.00 

464.43 

206 

45L5Da 

45L05Ea 

74°20'35.4" 

24°58'39.55" 

DINDOLI 

Phyllite & Schist 

D/W 

10.50 

458.79 

207 

45K8lc 

45K08Pa 

74°28'5.93" 

25°02'55.29" 

ROOD 

Gneisses(B.G.C.) 

D/W 

19.50 

460.53 

208 

45L11 Da 

45L11 Ec 

74°35'42.45" 

24°28'38.28" 

BAMBORI 

Shale 

D/W 

16.20 

489.85 

209 

45L11 Da 

45L11 Ea 

74°35'17.84" 

24°28'49.92" 

BAMBORI 

Shale 

D/W 

36.00 

486.65 

210 

45L1 IGa 

45L111c 

74°40'12.66" 

24°28'47.15" 

BASERA 

Shale 

D/W 

27.70 

471.67 

211 

45L11 Db 

45L11Eb 

74°35'30" 

24°26'40" 

JALODA JAGEER 

Limestone 

D/W 

43.00 

498.32 

212 

45L11 Db 

45L11Eb 

74°35'10.51" 

24°26'41.89" 

JALODA JAGEER 

Limestone 

P/z 

50.00 

501.73 

213 

45L11Ba 

45L11Ba 

74°31 '45.69" 

24°24'47.92" 

KARJOO 

Gneisses(B.G.C.) 

D/W 

25.00 

498.70 

214 

45L11 Gd 

45L11 Md 

74°43'23.48" 

24°26'38.9" 

KARUNDA 

Deccan Traps 

P/z 

40.00 

486.68 

215 

45L11 Gd 

45L11 Md 

74c.43.3i - 

24°26'44" 

KARUNDA 

Deccan Traps 

D/W 

23.45 

483.07 

216 

45L15Ad 

45L15Ad 

74°48'43" 

24°27'33" 

KESUNDA 

Deccan Traps 

D/W 

17.90 

504.39 

217 

45L11 Dd 

45L11 lb 

74°38'34.39" 

24°27'8.23" 

PRATAPPURA 

Shale 

D/W 

27.00 

504.07 

218 

45L11 Gb 

45L11JC 

74°40'24" 

24°25'55" 

SEMARTHALI 

Shale 

D/W 

28.15 

487.43 

219 

45L11 Gb 

45L11 Mb 

74041 -40.95" 

24°26'24.73" 

SEMARTHALI 

Shale 

P/z 

120.00 

491.21 

220 

NA 

45H09Pd 

73°44'6.31" 

24°46'12.73" 

DELWARA 

Phyllite & Schist 

D/W 

22.80 

578.00 

221 

NA 

45H13Da 

73°45'9" 

24°46'54" 

DELWARA 

Phyllite & Schist 

P/z 

50.00 

579.00 

222 

NA 

45H09LC 

73°40'10.25" 

24°47'50.56" 

GODACH 

Phyllite & Schist 

D/W 

18.90 

714.23 

223 

NA 

45H13CC 

73°47'21.8" 

24°50'57.3" 

JARSADRI 

Gneisses(B.G.C.) 

P/z 

70.00 

587.00 

224 

NA 

45H13JC 

73°54'41.83" 

24°54'39.75" 

MAN Dl YANA 

Gneisses(B.G.C.) 

P/z 

47.00 

549.00 

225 

NA 

45H13JC 

73°54'57.3" 

24°54'27.46" 

MAN Dl YANA 

Gneisses(B.G.C.) 

D/W 

28.00 

545.00 

226 

NA 

45H13Jd 

73°56'3.15" 

24°52'45.56" 

MOGANA 

Gneisses(B.G.C.) 

D/W 

25.60 

526.00 

227 

NA 

45H13Cb 

73°45'51.9" 

24°49'49.43" 

NEGDIYA 

Phyllite & Schist 

D/W 

16.30 

597.41 

228 

NA 

45H13Mb 

73°57'37.86" 

24°56'39.46" 

PAKHAND 

Gneisses(B.G.C.) 

D/W 

25.00 

539.47 

229 

NA 

45H13Mb 

73°57'35.69" 

24°56'37.48" 

PAKHAND 

Gneisses(B.G.C.) 

P/z 

44.00 

538.00 

230 

NA 

45H09Ld 

73°40'33.66" 

24°45'26.66" 

USAN 

Phyllite & Schist 

D/W 

25.00 

680.00 

231 

NA 

45H13Jb 

73°53'10.19" 

24°54'17.66" 

UTHNOL 

Gneisses(B.G.C.) 

D/W 

26.15 

561.00 

232 

NA 

45H13Jb 

73°52'51.8" 

24°54'17.31" 

UTHNOL 

Gneisses(B.G.C.) 

P/z 

50.00 

562.00 

233 

NA 

45H13Cd 

73°48'42.54" 

24°49'39.11" 

WAJUNDA 

Gneisses(B.G.C.) 

P/z 

73.00 

583.00 

234 

NA 

45L01 Ab 

74°01 '5.78" 

24°57'10.78" 

BANEDIYA 

Phyllite & Schist 

D/W 

23.50 

522.00 

235 

NA 

45L01Fd 

74°07'10.39" 

24°53'26.79" 

DHANARIYA 

Phyllite & Schist 

P/z 

50.00 

475.00 

236 

NA 

45L01Fd 

7407.3" 

24°53'27" 

DHANERIYA 

Phyllite & Schist 

D/W 

21.50 

476.00 

237 

NA 

45L01FC 

74°06'41.39" 

24°55'7.41" 

GAWARDI 

Phyllite & Schist 

D/W 

26.70 

487.00 

238 

NA 

45L01 lb 

74°08'32.2" 

24°56'30.77" 

KOTRI 

Phyllite & Schist 

D/W 

21.40 

482.00 

239 

NA 

45L01Fa 

74°04'43.65" 

24°55'56.94" 

LADAPACHA 

Phyllite & Schist 

D/W 

27.30 

498.00 

240 

NA 

45L01Ed 

74°06'43.17" 

24°57'35.58" 

MENDURIYA 

Phyllite & Schist 

D/W 

24.20 

497.00 

241 

NA 

45H13Md 

73°58'42.65" 

24°58'2.63" 

SATHAANA 

Phyllite & Schist 

D/W 

28.00 

535.00 

242 

45 H 10 He 

45H1ONb 

73°43'7.13" 

24°39'21.15" 

Amberi 

Phyllite & Schist 

D/W 

20.90 

613.00 

243 

46 H 10 Hal 

45H1 OJd 

73°41 '8.26" 

24°37'42.19" 

Badgaon 

Phyllite & Schist 

P/z 

50.00 

603.00 

244 

45 H 10 Hal 

45H1 OJd 

73°40'58.61" 

24°37'53.68" 

Badgaon 

Phyllite & Schist 

D/W 

20.00 

604.65 

245 

45 H 10 Ed 

45H10Ka 

73°37'54.91" 

24°37'29.53" 

Bari 

Gneisses(B.G.C.) 

D/W 

25.35 

631.00 

246 

46 H 10 Ed 

45H1 OJb 

73°38'14.47" 

24°37'44.54" 

Bari 

Gneisses(B.G.C.) 

P/z 

50.00 

630.00 

247 

45 H 10 Hal 

45H1ONb 

73°41 '35.45" 

24°38'25.8" 

Bedla 

Phyllite & Schist 

D/W 

19.80 

587.00 

248 

45 H lOGdl 

45H1 OMd 

73°44'4.83" 

24°42'1.77" 

Cheerwa 

Phyllite & Schist 

D/W 

12.40 

702.18 

249 

NA 

45H14Ca 

73°45'16.29" 

24°37'25.3" 

Dhinkli 

Phyllite & Schist 

D/W 

17.80 

638.00 

250 

45 H 10 Del 

45H10la 

73°37'41.09" 

24°43'42.58" 

Iswal 

Phyllite & Schist 

D/W 

25.30 

747.83 

251 

46 H 10 Del 

45H10la 

73°37'32.69" 

24°43'46.66" 

Iswal 

Phyllite & Schist 

P/z 

60.00 

739.00 

252 

45 H 9 Fd 

45H09Lb 

73°37'46.01" 

24°46'25.69" 

Kadia 

Phyllite & Schist 

D/W 

16.50 

750.20 

253 

45 H 10 Gel 

45H10MC 

73°43'19.76" 

24°44'47.72" 

Kailashpuri 

Phyllite & Schist 

D/W 

10.75 

637.08 

254 

45 HI0 Db 

45H10FC 

73°36'39.71" 

24°40'28.75" 

Madar 

Gneisses(B.G.C.) 

D/W 

26.50 

653.07 

255 

45 H 10 Eb 

45H10GC 

73°36'30.31" 

24°36'59.43" 

Morwaniya 

Phyllite & Schist 

D/W 

9.90 

685.00 

256 

46 H 10 Eb 

45H10GC 

73°36'29.01" 

24°37'0.33" 

Morwaniya 

Phyllite & Schist 

P/z 

70.00 

686.00 

257 

45 H 10 Ga 

45H101c 

73°40'52.9" 

24°43'44.61" 

Rama 

Phyllite & Schist 

D/W 

29.50 

701.00 

258 

45 H 10 Hc2 

45H1ONb 

73°42'28.48" 

24°38'18.66" 

Sukher 

Phyllite & Schist 

D/W 

22.40 

599.00 

259 

46 H 10 Hc2 

45H1ONb 

73°42'58.64" 

24°38'26.17" 

Sukher 

Phyllite & Schist 

P/z 

50.00 

603.00 

260 

45 H 10 Dd 

45H10Ja 

73°38'21.97" 

24°40'3.34" 

Thoor 

Gneisses(B.G.C.) 

D/W 

25.50 

616.00 

261 

46 H 10 Dd 

45H10Ja 

73°38'16.03" 

24°40'4.2" 

Thoor 

Gneisses(B.G.C.) 

P/z 

50.00 

610.00 

262 

45 L 2 Hb 

45L02Oa 

74°11 '53.88" 

24°35'45.25" 

Bargaon 

Gneisses(B.G.C.) 

D/W 

26.70 

475.00 

263 

45 L 2 Bb 

45L02Ca 

74°00'33.2" 

24°36'56.73" 

Bhatewer 

Gneisses(B.G.C.) 

D/W 

19.50 

497.87 

264 

45 H 14 Hd 

45H14KC 

73°56'15.1" 

24°37'18.75" 

Daroli 

Limestone 

D/W 

19.95 

508.00 

265 

45 H 14 Hb2 

45H14Kd 

73°54'58.6" 

24°34'25.79" 

Goonpri 

Gneisses(B.G.C.) 

D/W 

22.85 

523.00 

266 

45 H 14 Gd 

45H14Mb 

73°56'51.24" 

24 °41'59.97" 

Gotiya 

Gneisses(B.G.C.) 

D/W 

18.00 

515.00 

267 

45 L 2 Cc2 

45L02Cd 

74°03'42.07" 

24°34'59.85" 

Kheroda 

Gneisses(B.G.C.) 

D/W 

28.80 

495.96 

268 

46 L 2 Cc2 

45L02Cd 

74°03'29.69" 

24°35'17.2" 

Kheroda 

Gneisses(B.G.C.) 

P/z 

50.00 

491.00 

269 

45 L 2 Bb 

45L02Ca 

74°01'15.67" 

24°37'17.11" 

Khokharwas 

Gneisses(B.G.C.) 

D/W 

18.75 

488.00 
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270 

45 L 2 la 

45L02Pa 

74°11 '20.64" 

24°32'13.77" 

Lalpura 

Gneisses(B.G.C.) 

D/W 

25.00 

483.00 

271 

45 H 14 Hbl 

45H14Kd 

73°55'20.75" 

24°35'30.51" 

Manderiya 

Limestone 

D/W 

16.10 

525.00 

272 

46 L 2 Ed 

45L02GC 

74°6'55" 

24°35'52" 

Menar 

Gneisses(B.G.C.) 

P/z 

31.00 

487.00 

273 

45 L 2 Ed 

45L02GC 

74°06'44.66" 

24°36'32.5" 

Menar 

Gneisses(B.G.C.) 

D/W 

25.00 

481.00 

274 

46 L 2 Be 

45L02Bd 

74°3'19" 

24°38'11" 

Nawaniya 

Gneisses(B.G.C.) 

P/z 

75.00 

489.00 

275 

45 L 2 Be 

45L02Bd 

74°03'14.96" 

24°38'12.17" 

Nawaniya 

Gneisses(B.G.C.) 

D/W 

13.80 

488.00 

276 

NA 

45L07BC 

74°18'13.8" 

24°26'14.88" 

Pithalpura 

Gneisses(B.G.C.) 

D/W 

28.00 

492.00 

277 

NA 

45H14Md 

73°58'50.14" 

24°42'43.19" 

Puriya kheri 

Gneisses(B.G.C.) 

NA 

NA 

507.00 

278 

NA 

45H14Md 

73 p 58'52.52" 

24°42'58.62" 

Puriya kheri 

Gneisses(B.G.C.) 

D/W 

18.00 

505.00 

279 

NA 

45L02Fd 

74°06'6.57" 

24°38'46.48" 

Rundera 

Gneisses(B.G.C.) 

D/W 

22.70 

490.00 

280 

45 L 2 Ad 

45L02Ad 

74°03'16.73" 

24°41 '21.95" 

Tarawat 

Gneisses(B.G.C.) 

D/W 

17.60 

478.00 

281 

46 L 2 Ab 

45L02Ba 

74°00'25.57" 

24°40'21.11" 

Vallabhnagar 

Gneisses(B.G.C.) 

P/z 

37.00 

485.00 

282 

45 L 2 Ab 

45H14NC 

73°59'33.34" 

24°40'43.11" 

Vallabhnagar 

Gneisses(B.G.C.) 

D/W 

25.70 

482.17 

283 

NA 

45L02Od 

74°13'32.09" 

24°33'48.35" 

Warni 

Gneisses(B.G.C.) 

D/W 

22.00 

480.00 

284 

NA 

45L02Od 

74°13'26.62" 

24°34'19.91" 

Warni 

Gneisses(B.G.C.) 

P/z 

73.00 

482.00 

285 

46 H 14 Be 

45H14Bd 

73°48'23.04" 

24°39'16.41" 

Bhesra Kalian 

Gneisses(B.G.C.) 

P/z 

73.00 

563.00 

286 

45 H 14 Be 

45H14Bd 

73°48'25.93" 

24°39'20.75" 

Bhesra Kalian 

Gneisses(B.G.C.) 

D/W 

20.00 

562.00 

287 

45 H 14 Eb 

45H14Gb 

73°49'33.71" 

24°35'28.53" 

Bichhri 

Gneisses(B.G.C.) 

D/W 

15.10 

532.00 

288 

45 H 14 Bd 

45H14CC 

73°47'43.05" 

24°36'5.72" 

Debari 

Phyllite & Schist 

D/W 

25.00 

565.00 

289 

NA 

45H1OPd 

73°44'33" 

24°30'7" 

Dhool Ki Pati 

Limestone 

NA 

NA 

584.00 

290 

45 H 14 Cbl 

45H1OPd 

73°44'14.26" 

24°30'25.33" 

Dhool Ki Pati 

Limestone 

D/W 

18.55 

582.90 

291 

45 H 14 Cal 

45H14Cb 

73°45'52.68" 

24°34'3.6" 

Kanpur 

Phyllite & Schist 

D/W 

16.20 

555.00 

292 

45 H 14 Fb 

45H14DC 

73°48'21.03" 

24°33'30.85" 

Lakarwas 

Phyllite & Schist 

D/W 

16.75 

555.00 

293 

45 H 14 Ca2 

45H10PC 

73°44'11.75" 

24°33'34.44" 

Manwa Ka Khera 

Phyllite & Schist 

D/W 

20.90 

557.00 

294 

45 H 10 Fc 

45H10La 

73°38'28.4" 

24°33'0.94" 

Nai 

Phyllite & Schist 

D/W 

17.30 

618.00 

295 

45 H 11 Dc 

45H10La 

73°38'8.11" 

24°32'3.43" 

Nora 

Phyllite & Schist 

D/W 

25.00 

620.54 

296 

46 H 11 Dc 

45H10La 

73°37'44.3" 

24°32'5.54" 

Nora 

Phyllite & Schist 

P/z 

50.00 

625.00 

297 

45 H 14 Fc 

45H14Gd 

73°51 '4.25" 

24°34'22.64" 

Sakroda 

Gneisses(B.G.C.) 

D/W 

27.60 

550.00 

298 

46 H 14 Fc 

45H14Gd 

73°51 '6.72" 

24°34'23.43" 

Sakroda 

Gneisses(B.G.C.) 

P/z 

43.00 

544.00 

299 

45 H 14 Cb2 

45H10Pa 

73°42'36.09" 

24°32'21.23" 

Teetardi 

Phyllite & Schist 

D/W 

19.00 

590.00 

300 

46 H 10 Ia3 

45H1 OOb 

73 °41'37.73" 

24°35'14.53" 

Udaipur 

Phyllite & Schist 

P/z 

46.00 

575.00 

301 

45 H 10 Ia4 

45H1OKd 

73°40'48" 

24°34'55" 

Udaipur 1 

Phyllite & Schist 

D/W 

17.25 

658.00 

302 

45 H 10 Ia3 

45H1 OOb 

73 °41'27.94" 

24°35'12.99" 

Udaipur III 

Phyllite & Schist 

D/W 

14.30 

576.16 

303 

45H 10 Ia6 

45H1 OOd 

73°43'14.24" 

24°34'51.74" 

Udaipur IV 

Phyllite & Schist 

D/W 

19.80 

570.00 

304 

45 H 10 Ia5 

45H10KC 

73°41'13.22" 

24°36'28.47" 

Udaipur II 

Phyllite & Schist 

D/W 

28.00 

577.00 

305 

45 HI0 Da 

45H1OEd 

73°35'54.83" 

24°42'49.58" 

Bhadvi Ka Guda 

Phyllite & Schist 

D/W 

15.30 

672.75 

306 

45 H 10 Ad 

45H1OAd 

73°32'23.98" 

24°42'32.16" 

Majam 

Phyllite & Schist 

D/W 

13.00 

766.30 

307 

45 L 2 Da2 

45L02Ea 

74°04'24.32" 

24°43'51.24" 

Akodra 

Gneisses(B.G.C.) 

D/W 

21.40 

464.81 

308 

NA 

45L02Ed 

74°06'30.59" 

24°43'2.42" 

Badgaon 

Gneisses(B.G.C.) 

D/W 

16.35 

458.00 

309 

45 H 13 lb 

45H13Pa 

73°56'37.71" 

24°47'30.84" 

Bansliya 

Gneisses(B.G.C.) 

D/W 

18.50 

516.00 

310 

NA 

45L01Hb 

74°05'2.42" 

24°46'5.45" 

Beeka khera -1 

Gneisses(B.G.C.) 

P/z 

34.00 

467.00 

311 

NA 

45L01 Hb 

74°05'2.97" 

24°46'15.55" 

Beeka khera -11 

Gneisses(B.G.C.) 

P/z 

27.50 

467.50 

312 

45 H 13 Ed 

45H13GC 

73°50'39.08" 

24 °51'46.72" 

Bhansol 

Gneisses(B.G.C.) 

D/W 

23.30 

550.84 

313 

45 H 14 Ad 

45H14Ad 

73°47'7.14" 

24°42'17.61" 

Bikarni 

Gneisses(B.G.C.) 

D/W 

22.50 

567.41 

314 

45 H 14 Gd 

45H14ld 

73°54'38.54" 

24°43'3.61" 

Boyana 

Phyllite & Schist 

P/z 

20.80 

518.72 

315 

45 L 2 Aa 

45L02Aa 

74°00'26.66" 

24°44'24.28" 

Cheepi Khera 

Gneisses(B.G.C.) 

D/W 

23.75 

463.21 

316 

45 L 2 Dal 

45L02EC 

74°06'16.25" 

24°44'51.21" 

Chundawat Kheri 

Phyllite & Schist 

D/W 

16.80 

445.78 

317 

45 H 14 Cc2 

45H14GC 

73°50'51.23" 

24°37'11.9" 

Dabok 

Gneisses(B.G.C.) 

D/W 

23.50 

533.10 

318 

45 L 1 Be 

45L01 Bd 

74°02'36.79" 

24°53'29.57" 

Dhaneriya 

Gneisses(B.G.C.) 

D/W 

19.40 

499.70 

319 

46 L 2 Hb 

45L02Jd 

74°11 '5.77" 

24°38'53.86" 

Dhundhiya 

Gneisses(B.G.C.) 

P/z 

50.00 

472.00 

320 

45 L 2 Hb 

45L02Jd 

74°11'13.01" 

24°38'57.29" 

Dhundhiya 

Gneisses(B.G.C.) 

D/W 

24.50 

469.71 

321 

45 L 1 Fa 

45L01 Gb 

74°05'32.77" 

24°49'9.5" 

Fateh Nagar 

Gneisses(B.G.C.) 

D/W 

26.50 

480.98 

322 

45 H 13 Fd 

45H13Hb 

73°49'39.99" 

24°46'7.57" 

Ghasa 

Phyllite & Schist 

P/z 

21.35 

548.72 

323 

46 H 13 Fd 

45H13Hb 

73°49'46.1" 

24°46'40.76" 

Ghasa 

Phyllite & Schist 

P/z 

50.00 

549.50 

324 

45 H 13 Id 

45H13Pb 

73°57'30.62" 

24°46'28.97" 

Jawanji Ka Khera 

Gneisses(B.G.C.) 

D/W 

27.00 

503.84 

325 

45 L 1 Bb2 

45L01 Bb 

74°01'10.66" 

24°52'30.39" 

Jeewana 

Gneisses(B.G.C.) 

D/W 

22.80 

506.81 

326 

45 H 14 Dd 

45H14FC 

73°51 '6.81" 

24°40'44.92" 

Khemli 

Phyllite & Schist 

D/W 

23.05 

528.86 

327 

NA 

45L02AC 

74°02'39.78" 

24°44'54.37" 

khempur 

Gneisses(B.G.C.) 

D/W 

20.00 

460.00 

328 

45 L 1 Cc 

45L01 Dc 

74°02'8.78" 

24°47'36.8" 

Ladani (b) 

Gneisses(B.G.C.) 

D/W 

28.00 

499.36 

329 

45 L 1 Eb2 

45L01Ga 

74°04'21.83" 

24 °51'30.11" 

Mankhand 

Gneisses(B.G.C.) 

D/W 

23.50 

492.05 

330 

46 L 1 Ca 

45H13PC 

73°58'37.32" 

24°47'18.58" 

Mavli 

Gneisses(B.G.C.) 

P/z 

50.00 

498.00 

331 

45 L 1 Ca 

45H13PC 

73°58'25.53" 

24°47'21.21" 

Mavli 

Gneisses(B.G.C.) 

D/W 

22.00 

499.56 

332 

45 H14 Eel 

45H14Fd 

73 °51'28.86" 

24°37'58.95" 

Merta 

Gneisses(B.G.C.) 

D/W 

26.00 

530.69 

333 

45 L 1 Ebl 

45L01 Gc 

74°07'12.57" 

24°52'3.57" 

Mo rath 

Gneisses(B.G.C.) 

D/W 

35.00 

465.50 

334 

45 H 14 Ec 

45H14Fd 

73°52'17.04" 

24°38'58.97" 

Nahar Magra 

Gneisses(B.G.C.) 

D/W 

24.10 

528.00 

335 

45 H 14 Ha 

45H14JC 

73°55'21.84" 

24°39'44.86" 

Namri (b) 

Gneisses(B.G.C.) 

D/W 

17.45 

503.23 

336 

46 H 14 Ha 

45H14JC 

73°55'12.58" 

24°39'50.22" 

Namri (b) 

Gneisses(B.G.C.) 

P/z 

65.00 

503.23 

337 

45 H 13 Fc 

45H13Kb 

73°52'33.47" 

24°49'13.75" 

Palana Kalan 

Gneisses(B.G.C.) 

D/W 

21.80 

524.79 

338 

46 L 1 Bbl 

45H130C 

73°58'36.34" 

24 °51'25.37" 

Sakroda 

Gneisses(B.G.C.) 

P/z 

70.00 

517.29 

339 

45 L 1 Bbl 

45H130C 

73°58'32.6" 

24 °51'32.29" 

Sakroda 

Gneisses(B.G.C.) 

D/W 

20.80 

516.29 
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340 

45 H 13 Ic 

45H13PC 

73°58'10.46" 

24°48'28.86" 

Salera Khurd 

Gneisses(B.G.C.) 

D/W 

22.35 

507.06 

341 

45 H 14 Da 

45H14EC 

73°51'14.32" 

24°43'37.18" 

Sangwa 

Phyllite & Schist 

D/W 

22.80 

532.39 

342 

45 H 13 Hb 

45H13KC 

73°55'16.14" 

24 °51'46.51" 

Thamla 

Gneisses(B.G.C.) 

D/W 

22.50 

520.02 

Sub Basin: Dain j 

i 

45 N4 Fb 

45N04Hd 

75°05'50.92" 

26°00'32.22" 

AJGARA 

Gneisses(B.G.C.) 

D/W 

7.70 

344.02 

2 

45N4Fb 

45N04Hb 

75°04'37.24" 

26°01'23.2" 

AJGARA Tank No. 3 

Gneisses(B.G.C.) 

P/z 

50.00 

356.09 

3 

45 01 A 

45001 Aa 

75°01 '32.6" 

25°59'33.54" 

ARNIA 

Gneisses(B.G.C.) 

D/W 

10.50 

358.17 

4 

45 N4 Ad 

45N04Ad 

75°02'39.15" 

26°12'12.31" 

BORADA 

Gneisses(B.G.C.) 

D/W 

18.15 

374.06 

5 

45 N4 Ea 

45N04Fa 

75°05'33.65" 

26°09'37.26" 

CHANDOLAI 

Gneisses(B.G.C.) 

D/W 

17.60 

355.40 

6 

45 N4 Ea 

45N04FC 

75°05'43.18" 

26°09'44.93" 

CHANDOLAI Pz 

Gneisses(B.G.C.) 

P/z 

40.00 

355.06 

7 

45 N4 Ba 

45N04Bb 

75°01 '41.63" 

26°07'48.98" 

FATEHGARH 

Gneisses(B.G.C.) 

D/W 

14.60 

349.37 

8 

NA 

45J15PC 

74°59'24.48" 

26°18'6.69" 

GOTH IAN A 

Gneisses(B.G.C.) 

D/W 

10.15 

336.39 

9 

45 N4 Fc 

45N04Kb 

75°07'56.6" 

26°03'59.79" 

HINGONIA 

Gneisses(B.G.C.) 

D/W 

NA 

340.93 

10 

NA 

45N04Kb 

75°07'42.22" 

26°04'6.25" 

HINGONIA Pz 

Gneisses(B.G.C.) 

P/z 

100.00 

341.00 

11 

45 N4 Fc 

45N04Gb 

75°04'57.69" 

26°04'12.31" 

HINGTARA 

Gneisses(B.G.C.) 

D/W 

11.30 

341.68 

12 

NA 

45J150a 

74°56'27.24" 

26°21 '0.41" 

JHAROL 

Gneisses(B.G.C.) 

D/W 

NA 

397.36 

13 

45 J15 Hd 

45J150C 

74°58'13.83" 

26 °21'39.54" 

MANDAWARIA 

Gneisses(B.G.C.) 

D/W 

20.00 

402.39 

14 

45 N4 Cb 

45N04Db 

75°00'16.61" 

26°00'31.19" 

MIYA 

Gneisses(B.G.C.) 

D/W 

22.00 

364.33 

15 

45 N4 Bd 

45N04CC 

75°03'7.82" 

26°06'53.17" 

SARSUNDA 

Gneisses(B.G.C.) 

D/W 

13.25 

350.11 

16 

45 N4 Ca 

45N04Cb 

75°01 , 0.91 M 

26°03'45.87" 

SARWAR 

Gneisses(B.G.C.) 

D/W 

11.10 

349.18 

17 

45 N4 Eb 

45N04GC 

75°05'47.19" 

26°06'19.26" 

SHYAR 

Gneisses(B.G.C.) 

D/W 

13.25 

351.32 

18 

45 N4 Ed 

45N04Ka 

75°08'58.44" 

26°07'6.21" 

SUNARIA 

Gneisses(B.G.C.) 

D/W 

11.20 

340.54 

19 

45 J16Ga 

45J16Ma 

74°56'17.65" 

26°14'24.73" 

AHEDAN 

Gneisses(B.G.C.) 

D/W 

17.80 

368.32 

20 

NA 

45J16Jd 

74°55'48.89" 

26°08'50.48" 

ARWAR 

Gneisses(B.G.C.) 

D/W 

17.55 

377.25 

21 

45J 12 Ha 

45J12Nb 

74°41'50.12" 

26°07'51.79" 

BANDANWARA 

Gneisses(B.G.C.) 

D/W 

19.00 

408.53 

22 

45 J12 Ha 

45J12Nb 

74°42'4.46" 

26°07'35.81" 

BANDANWARA Pz 

Gneisses(B.G.C.) 

P/z 

40.00 

410.94 

23 

45 J6 Gh 

45J16ld 

74°56'13.72" 

26°11'44.63" 

BAORI 

Gneisses(B.G.C.) 

D/W 

18.00 

379.66 

24 

45 J16 lb 

45J16Ld 

74°55'45.85" 

26°00'44.12" 

BARGAON 

Gneisses(B.G.C.) 

D/W 

16.80 

390.53 

25 

45J 16 Cc 

45J16Da 

74°45'57.78" 

26°03'27.27" 

BHINAI 

Gneisses(B.G.C.) 

D/W 

19.20 

449.68 

26 

45J 16 Cc 

45K13IC 

74°55'20.84" 

25°59'16.22" 

BILIA KALAN Pz 

Gneisses(B.G.C.) 

P/z 

40.00 

391.46 

27 

NA 

45J12Pd 

74044-1.57" 

26°00'49.43" 

CHAWANDIA Pz 

Gneisses(B.G.C.) 

P/z 

21.00 

412.58 

28 

45 N4 Ac 

45N04Ab 

75°00'20.38" 

26 °137.21" 

DABRELA 

Gneisses(B.G.C.) 

D/W 

17.50 

372.73 

29 

45 N4 Ac 

45N04Ab 

75°00'25.34" 

26°12'53.12" 

DABRELA Pz 

Gneisses(B.G.C.) 

P/z 

40.00 

370.17 

30 

45 J12 Ed 

45J12Ka 

74°38'49.29" 

26°06'45.75" 

DEVRIA 

Gneisses(B.G.C.) 

D/W 

24.05 

423.79 

31 

45 J15 Id 

45J15Pd 

74°59'25.14" 

26°15'48.48" 

DHIGARIA KALAN 

Gneisses(B.G.C.) 

D/W 

16.05 

379.73 

32 

45 J16 Hb 

45J160a 

74°56'51.91" 

26°07'24.11" 

GOELA 

Gneisses(B.G.C.) 

D/W 

21.50 

370.63 

33 

45 J12 la 

45J12Kd 

74°40'30.33" 

26°04'20.41" 

GOVLIA 

Gneisses(B.G.C.) 

D/W 

16.95 

446.87 

34 

45 J16 Bd 

45J16Cd 

74°48'2.02" 

26°04'59.63" 

HEERAPURA 

Gneisses(B.G.C.) 

D/W 

18.50 

394.67 

35 

45 J16 Ic 

45J16PC 

74°58'13.46" 

26°03'42.65" 

JADANA 

Gneisses(B.G.C.) 

D/W 

13.25 

368.68 

36 

45 J16 Ed 

45J16KC 

74°54'25.26" 

26°07'16.69" 

JAOLA 

Gneisses(B.G.C.) 

D/W 

12.65 

365.75 

37 

NA 

45J16BC 

74°46'55.49" 

26°10'15.31" 

KEBANIYA 

Gneisses(B.G.C.) 

D/W 

12.25 

391.52 

38 

NA 

45J16FC 

74°51 '20.4" 

26°09'36.28" 

KESARPURA 

Gneisses(B.G.C.) 

D/W 

11.75 

381.02 

39 

45 K13 Gc 

45K13Mb 

74°56'23.62" 

25°58'1.96" 

KHERA LAXMIPURA 

Gneisses(B.G.C.) 

D/W 

13.35 

383.69 

40 

45 J16 Ba 

45J16Bb 

74°45'36.27" 

26°08'46.77" 

KITAO 

Gneisses(B.G.C.) 

D/W 

17.50 

386.72 

41 

45 116 Fd 

45J16Hd 

74°52'13.17" 

26°00'28.12" 

NAGOLA 

Gneisses(B.G.C.) 

D/W 

13.00 

395.67 

42 

45 J16 Eb 

45J16Ga 

74°49'53.85" 

26°05'57.17" 

RICHMALIA 

Gneisses(B.G.C.) 

D/W 

10.70 

391.56 

43 

45 J16 la 

45J16Kd 

74°55'41.01" 

26°04'6.58" 

SANTOLA 

Gneisses(B.G.C.) 

D/W 

10.85 

362.78 

44 

45 J16 Db 

45J16Ja 

74°52'33.86" 

26 °10'44.86" 

SARANA 

Gneisses(B.G.C.) 

D/W 

14.55 

383.65 

45 

45 J16Gd 

45J16NC 

74°58'48" 

26 °10'40" 

SHERGARH 

Gneisses(B.G.C.) 

D/W 

15.00 

367.72 

46 

NA 

45J16NC 

74°58'25.57" 

26 °10'29.96" 

SHERGARH Pz 

Gneisses(B.G.C.) 

P/z 

50.00 

367.00 

47 

45 J16 Da 

45J16Ed 

74 °51'32.85" 

26°12'56.64" 

SHOKLIA 

Gneisses(B.G.C.) 

D/W 

21.15 

403.53 

48 

45 J16Cd 

45J16Hb 

74°49'33.72" 

26°01'10.13" 

SUL 

Gneisses(B.G.C.) 

D/W 

12.00 

384.93 

49 

45 J16 Be 

45J16Fb 

74°49'4. 81 " 

26°08'7.28" 

TANTOTI 

Gneisses(B.G.C.) 

D/W 

21.60 

393.62 

50 

45 N8 Cd 

45N08Dd 

75°18'41.62" 

26°01'16.78" 

BAGHERA 

Gneisses(B.G.C.) 

D/W 

12.80 

317.16 

51 

45 N8 Cd 

45N08Hb 

75°18'49.85" 

26°01'16.66" 

BAGHERA Pz 

Gneisses(B.G.C.) 

P/z 

40.00 

323.29 

52 

45 N8 Cb 

45N04PC 

75°14'2.57" 

26°02'28.17" 

CHHABARIYA 

Gneisses(B.G.C.) 

D/W 

12.65 

328.69 

53 

45 N8 Bb 

45N08CC 

75 °17'41.22" 

26°06'5.32" 

DEOGAON 

Gneisses(B.G.C.) 

D/W 

14.60 

326.32 

54 

NA 

45N08Db 

75°16'0.08" 

26°01 '31.59" 

DEVALIA 

Gneisses(B.G.C.) 

D/W 

14.40 

322.54 

55 

NA 

45N04LC 

75 °11'8.15" 

26°02'34.8" 

DHUNWALI 

Gneisses(B.G.C.) 

D/W 

10.40 

330.93 

56 

45 N4 la 

45N04Ob 

75°11'39.78" 

26°05'12.77" 

JUNIA 

Gneisses(B.G.C.) 

D/W 

13.00 

331.43 

57 

45 N4 la 

45N04Ob 

75°11 '33.08" 

26°04'33.87" 

JUNIA Pz 

Gneisses(B.G.C.) 

P/z 

50.00 

331.51 

58 

45 01 Dc 

450011a 

75°07'58.18" 

25°59'5.2" 

KEKRI 

Gneisses(B.G.C.) 

D/W 

22.55 

356.66 

59 

45 N8 Cc 

45N08Cb 

75°15'58.04" 

26°03'53.53" 

KERONJ 

Gneisses(B.G.C.) 

D/W 

14.20 

327.77 

60 

45 N4 Ic 

45N04Ob 

75°12'35.38" 

26°03'55.99" 

KESARPURA 

Gneisses(B.G.C.) 

D/W 

10.65 

331.68 

61 

45 01 Gc 

45001 Ma 

75°12'55.68" 

25°59'49.29" 

MEVDA KALAN 

Gneisses(B.G.C.) 

D/W 

14.20 

338.28 

62 

45 N4 Fd 

45N04Ld 

75 °10'23.82" 

26 °01'11.25" 

NAIKI 

Gneisses(B.G.C.) 

D/W 

18.00 

345.78 

63 

45 N8 Cd 

45N08Dd 

75 °17'22.18" 

26°01 '0.69" 

NAYAGAON 

Gneisses(B.G.C.) 

D/W 

20.00 

318.63 

64 

45 J12 Db 

45J12FC 

74°36'19.44" 

26 °10'58.87" 

DEOMAGRI 

Gneisses(B.G.C.) 

D/W 

20.40 

419.52 

65 

45 J12 Bd 

45J12Fb 

74°34'59.88" 

26°07'42.26" 

JAMOLA 

Gneisses(B.G.C.) 

D/W 

25.20 

451.60 

66 

45 J12 Bd 

45J12Fb 

74°35'37.24" 

26°07'55.77" 

JAMOLA Pz 

Gneisses(B.G.C.) 

P/z 

45.00 

454.50 
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67 

45 K9, Ac 

45J12Fd 

74°37'20.92" 

26°07'44.71" 

KALYANPURA 

Gneisses(B.G.C.) 

D/W 

28.00 

429.78 

68 

45 J12 Be 

45J12BC 

74°32'44.11" 

26 °10'l 0.16" 

KIRAP 

Gneisses(B.G.C.) 

D/W 

21.00 

459.36 

69 

45 J12 Ad 

45J12Fa 

74°33'55.4" 

26 °10'56.75" 

MOTIPURA 

Gneisses(B.G.C.) 

D/W 

9.25 

452.36 

70 

45 J12 Ba 

45J12EC 

74°36'3.55" 

26 °137.41" 

NASUN 

Gneisses(B.G.C.) 

D/W 

16.92 

438.38 

71 

NA 

45J12Fd 

74°37'18.56" 

26°07'36.42" 

SATAWARIYA 

Gneisses(B.G.C.) 

D/W 

18.30 

427.68 

72 

45 J12 Dc 

45J12la 

74°38'49.1" 

26°13'12.47" 

BAGHSURI 

Gneisses(B.G.C.) 

D/W 

18.85 

421.57 

73 

45 J12 Dc 

45J 121b 

74°38'46.29" 

26°12'51.6" 

BAGHSURI PZ 

Gneisses(B.G.C.) 

P/z 

50.00 

422.96 

74 

45 J11 lb 

45J11LC 

74°40'10.56" 

26 °16'58.64" 

BHAWANIKHERA 

Phyllite & Schist 

D/W 

15.70 

442.42 

75 

45 J12 Bd 

45J12Md 

74°43'18.94" 

26°12'27.81" 

JHARWASA 

Gneisses(B.G.C.) 

D/W 

22.50 

412.60 

76 

45 J11 Id 

45J11 Pc 

74°44'5. 31 " 

26 °17'23.51" 

NASIRABAD 

Phyllite & Schist 

D/W 

18.15 

425.38 

77 

45 J11 Id 

45J11 Pc 

74°43'50.54" 

26°18'6.82" 

NASIRABAD PZ 

Phyllite & Schist 

P/z 

50.00 

433.97 

78 

45 J15 Da 

45J15EC 

74 °51'26.07" 

26°29'19.23" 

GODIANA 

Gneisses(B.G.C.) 

D/W 

25.20 

436.73 

79 

45 J15 Dd 

45J15Ja 

74°53'54.29" 

26°26'11.82" 

MUNDLAV 

Gneisses(B.G.C.) 

D/W 

22.20 

418.19 

80 

45 J11 Hb 

45J110b 

74°43'7.42" 

26°20'27.34" 

BALWANTA 

Gneisses(B.G.C.) 

D/W 

30.15 

455.70 

81 

45 J11 He 

45J11 Nd 

74°44'12.12" 

26°23'25.89" 

BEER 

Gneisses(B.G.C.) 

D/W 

30.00 

261.65 

82 

45 J15Cc 

45J15Cd 

74°47'48.16" 

26°19'35.96" 

DHAL 

Gneisses(B.G.C.) 

D/W 

17.30 

419.13 

83 

45 J15Cd 

45J15Cb 

74°45'17.77" 

26°20'9.45" 

DILWARI 

Gneisses(B.G.C.) 

D/W 

20.10 

437.34 

84 

45J15EC 

45J15Fd 

74 °51'11.88" 

26°23'16.33" 

KANPURA 

Gneisses(B.G.C.) 

D/W 

16.00 

408.77 

85 

45 J15 Fa 

45J15Gd 

74°52'24.46" 

26°19'48.27" 

KURARI 

Gneisses(B.G.C.) 

D/W 

13.80 

390.50 

86 

45 J15Cb 

45J15Dd 

74°47'20.32" 

26°15'24.83" 

LOHARWARA 

Gneisses(B.G.C.) 

D/W 

18.10 

410.65 

87 

45 J15 Da 

45J15LC 

74°55'36.72" 

26°18'42.76" 

MORAJHARI 

Gneisses(B.G.C.) 

D/W 

19.00 

395.61 

88 

45 J15 Da 

45J15LC 

74°55'36.52" 

26°18'29.93" 

MORAJHARI PZ 

Gneisses(B.G.C.) 

P/z 

50.00 

391.44 

89 

45 J15 Hb 

45J15KC 

74°55'3.91" 

26 °21'48.83" 

NABAB 

Gneisses(B.G.C.) 

D/W 

13.80 

394.89 

90 

45 J11 Fc 

45J11 Nb 

74°41 '47.67" 

26°23'56.43" 

PARBATPURA PZ 

Phyllite & Schist 

P/z 

40.00 

477.01 

91 

45 J15 Ed 

45J15La 

74°53'10.48" 

26 °17'1.67" 

RAMSAR 

Gneisses(B.G.C.) 

D/W 

11.70 

379.95 

92 

45 J15 Ic 

45J150b 

74°57'34.54" 

26°19'34.89" 

SAMPRODA 

Gneisses(B.G.C.) 

D/W 

18.75 

391.64 

93 

45 J15 Fa 

45J15Ha 

74°49'33.98" 

26 °17'9.7" 

SANOD 

Gneisses(B.G.C.) 

D/W 

22.95 

397.23 

94 

45 115 Ab 

45J15BC 

74°47'14.18" 

26°25'45.35" 

SRINAGAR 

Gneisses(B.G.C.) 

D/W 

24.50 

438.47 

95 

45 115 Ab 

45J15Ba 

74°46'48.89" 

26°25'56.52" 

SRINAGAR PZ 

Gneisses(B.G.C.) 

P/z 

45.00 

450.08 

96 

45 J15 Ba 

45J15Jb 

74°53'29.11" 

26°23'47.77" 

TIHARI 

Gneisses(B.G.C.) 

D/W 

19.00 

406.85 

97 

45 0 Bb3 

45O05Ea 

75°19'21.8" 

25°58'51.27" 

HISAMPUR 

Phyllite & Schist 

D/W 

16.70 

325.00 

98 

45 N8 lb 

45N08Ld 

75°25'50.88" 

26°01 '6.59" 

BHASOO 

Phyllite & Schist 

D/W 

13.35 

319.09 

99 

45 N8 Fb 

45N08HC 

75 °21'52.32" 

26°02'9.37" 

DABARDUMBA 

Phyllite & Schist 

D/W 

11.80 

319.15 

100 

45 Nil Hc2 

45N04Oa 

75°12'21.74" 

26°07'2.14" 

KOTRI 

Gneisses(B.G.C.) 

D/W 

14.60 

345.00 

101 

45 N12 Ad 

45N08Kd 

75°25'52.07" 

26°04'6.17" 

LACHMIPURA 

Phyllite & Schist 

D/W 

19.40 

307.62 

102 

45 05 Gc 

45O05MC 

75°28'14.59" 

25°58'14.3" 

THAROLI 

Phyllite & Schist 

D/W 

13.00 

324.10 

103 

45 N8 Id 

45N08Pd 

75°28'39.6" 

26°01'23.3" 

TODARAISING 

Phyllite & Schist 

D/W 

24.90 

344.98 

104 

45 N8 Id2 

45N08Pd 

75°28'41.08" 

26 °01'24.26" 

TODARAISING Pz. 

Phyllite & Schist 

P/z 

60.00 

344.98 

105 

45 Nil Hcl 

45N04Nb 

75°12'54.06" 

26°09'17.75" 

UNIARA KHU. 

Gneisses(B.G.C.) 

D/W 

18.60 

344.50 

106 

45 Nil He 

45N04Nd 

75°13'14.27" 

26°09'6.97" 

UNIARA KHU. Pz. 

Gneisses(B.G.C.) 

P/z 

50.00 

344.50 

Sub Basin: Gudia | 

i 

54 B3 Ga 

54B03LC 

76°10'l 0" 

26°18'38" 

Basra Bane Singh 

Phyllite & Schist 

D/W 

7.90 

256.10 

2 

54 B8 Aa 

54B08Aa 

76 °16'00" 

26°14'25" 

Didwari 

Phyllite & Schist 

D/W 

10.40 

250.65 

3 

54 B3 He 

54B03LC 

76°11 '9.66" 

26 °16'53.11" 

Gangwara 

Phyllite & Schist 

D/W 

20.00 

286.00 

4 

54 B4 Gc 

54B04Ma 

76°13'00" 

26°14'00" 

Pipalwara 

Phyllite & Schist 

D/W 

11.10 

260.50 

5 

54 B4 Ba 

54B04Ba 

76°01'47.11" 

26 °10'l 0.86" 

Isarda 

Phyllite & Schist 

D/W 

18.70 

264.40 

6 

54 B8 Ab 

54B04Ab 

76°01'37.96" 

26°12'6.79" 

Siwar 

Phyllite & Schist 

D/W 

13.00 

259.00 

7 

54 B4 Db 

54B04Ed 

76°06'20" 

26°12'30" 

Tapur 

Phyllite & Schist 

D/W 

18.50 

294.80 

8 

54 B3 Edl 

54B03Fd 

76°06'50.57" 

26°24'19.2" 

BARAGAON 

Older Alluvium 

D/W 

15.00 

294.10 

9 

45 N15 Ed 

45N15Kd 

75°54'53.8" 

26°19'59.8" 

BARTHAL 

Older Alluvium 

D/W 

21.15 

306.50 

10 

45 N16 Gc2 

54B03DC 

76°02'50.84" 

26 °16'58.67" 

BASSI 

Phyllite & Schist 

D/W 

15.15 

276.50 

11 

45 N15 Hcl 

45N15NC 

75°58'30.42" 

26°24'31.44" 

BHANWATI 

Phyllite & Schist 

D/W 

14.00 

300.15 

12 

54 B3 Ad 

54B03Ad 

76°02'47.99" 

26°27'24.5" 

DEHLOD 

Older Alluvium 

D/W 

26.80 

295.15 

13 

45 N15 Ga 

45N15Ma 

75°56'31.68" 

26°28'7.58" 

GUNSI 

Phyllite & Schist 

D/W 

15.00 

320.10 

14 

45 N15 Ga 

45N15IC 

75°56'14.32" 

26°28'21.49" 

GUNSI Pz. 

Phyllite & Schist 

P/z 

50.00 

320.60 

15 

54 B3 Fa 

54B03HC 

76°07'05" 

26 °17'40" 

JAMDOLI 

Phyllite & Schist 

D/W 

19.00 

264.15 

16 

54 B3 Fa 

54B03HC 

76°06'38.1" 

26 °17'47.2" 

JAMDOLI Pz. 

Phyllite & Schist 

P/z 

50.00 

264.15 

17 

54 B3 Bb 

54B03Cd 

76°02'30" 

26°20'10" 

JHILAI 

Phyllite & Schist 

D/W 

12.00 

324.20 

18 

54 B3 Bd 

54B03Ca 

76°00'5.31" 

26°21 '17.2" 

JHILAI Pz. 

Phyllite & Schist 

P/z 

50.00 

324.95 

19 

54 B3 Bb 

54B03Ca 

76°00'38.82" 

26 °21'23.71" 

JHILAI* 

Phyllite & Schist 

D/W 

23.00 

324.20 

20 

54 B3 Bd 

54B03Gb 

76°04'31.36" 

26°20'3.74" 

KARERIYA 

Phyllite & Schist 

D/W 

15.50 

261.10 

21 

54 B3 Ed2 

54B03Fd 

76°07'7.36" 

26°23'27.42" 

MEHDRA KALAN 

Older Alluvium 

D/W 

9.90 

295.00 

22 

45 N15 Gb 

45N15Mb 

75°56'24.99" 

26°26'27.18" 

MOONDIYA 

Phyllite & Schist 

D/W 

24.00 

313.20 

23 

45 N15 Hb 

45N15Jd 

75°55'41.59" 

26°22'41.22" 

NEWAI 

Older Alluvium 

D/W 

10.60 

308.15 

24 

45N15FC 

45N15LC 

75°55'15" 

26 °17'55" 

PAHARI 

Older Alluvium 

D/W 

15.20 

296.25 

25 

45 N16 Gc3 

54B03Db 

76°00'30" 

26°15'30" 

SIRAS 

Phyllite & Schist 

D/W 

19.20 

276.60 

26 

54 B3 Be 

54B03Fb 

76°03'59.87" 

26°23'56.39" 

SIROHI 

Older Alluvium 

D/W 

27.00 

293.50 

27 

54 B3 Be 

54B03Fb 

76°03'52.43" 

26°23'58.34" 

SIROHI Pz. 

Older Alluvium 

P/z 

60.00 

293.50 

28 

45 N15 lb 

45N15Pb 

75°57'30" 

26°15'05" 

PARANA 

Phyllite & Schist 

D/W 

15.70 

284.10 

29 

45 N15 lb 

45N15Pb 

75°57'30" 

26°15'05" 

PARANA* 

Phyllite & Schist 

D/W 

17.25 

284.10 
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Sub Basin: Kalisil | 

i 

54 B15 Ha 

54B15Jd 

76°56'12" 

26°23'00" 

ATEWA 

Bhander Sandstone 

D/W 

15.15 

288.00 

2 

54 B15 Ha 

54B15Jd 

76°55'33.01" 

26°22'47.86" 

ATEWA Pz. 

Bhander Sandstone 

P/z 

75.00 

288.00 

3 

54 B15 Ed 

54B15Kb 

76°53'34.22" 

26°20'20.35" 

KAILADEVI 

Bhander Sandstone 

D/W 

36.70 

289.70 

4 

54 B15 Gb 

54B15Na 

76°57'00" 

26°25'23" 

KARSAI 

Older Alluvium 

D/W 

16.50 

294.40 

5 

54 B15 Ca 

54B15Da 

76°45'7.65" 

26 °17'34.72" 

SAPOTRA 

Bhander Sandstone 

D/W 

17.95 

267.80 

Sub Basin: Khari j 

i 

45 01 Ab 

45001 Ab 

75°01 '44.2" 

25°57'5.52" 

JALIA 

Gneisses(B.G.C.) 

D/W 

19.20 

368.57 

2 

45 01 Abl 

45001 Ba 

75°00'11.19" 

25°55'20.35" 

SAMPLA 

Gneisses(B.G.C.) 

D/W 

11.80 

363.18 

3 

45 01 Abl 

45001 Ba 

75°00'22.37" 

25°55'4.9" 

SAMPLA Pz 

Gneisses(B.G.C.) 

P/z 

55.00 

370.01 

4 

45 K3 Hd 

45K130C 

74°59'25.38" 

25°51 '53.51" 

SHYAMPURA 

Gneisses(B.G.C.) 

D/W 

14.30 

359.62 

5 

45 K9 Gd 

45K09Md 

74°43'8.81" 

25°56'23.75" 

BADLI 

Gneisses(B.G.C.) 

D/W 

11.75 

398.72 

6 

45 K13 Da 

45K13Ed 

74°50'40.5" 

25°57'55.57" 

CHAMPANERI 

Gneisses(B.G.C.) 

D/W 

17.35 

397.72 

7 

45 k13 Ba 

45K13BC 

74°47'11.37" 

25°54'28.17" 

DEOLIA KALAN 

Gneisses(B.G.C.) 

D/W 

11.20 

389.62 

8 

45 K9 Gc 

45K09Ma 

74°42'56.04" 

25°59'36.62" 

EKALSINGHA 

Gneisses(B.G.C.) 

D/W 

13.50 

421.82 

9 

45 K13 Ec 

45K13Fd 

74°52'24.44" 

25°52'52.61" 

GURHA KALAN 

Gneisses(B.G.C.) 

D/W 

12.90 

376.53 

10 

45 K12 Ha 

45K13Na 

74°56'46.33" 

25°54'59" 

JETPURA 

Gneisses(B.G.C.) 

D/W 

7.60 

375.72 

11 

45 K12 Ha 

45K13Na 

74°56'46.23" 

25°54'58.93" 

JETPURA Pz 

Gneisses(B.G.C.) 

P/z 

35.00 

375.42 

12 

45 K13 Ha2 

45K13Nb 

74°56'55.62" 

25°53'20.83" 

KAIROT 

Gneisses(B.G.C.) 

D/W 

11.86 

367.87 

13 

45 K13 Fd 

45K13Ja 

74°53'45.34" 

25°55'46.9" 

NANDSI 

Gneisses(B.G.C.) 

D/W 

11.25 

379.66 

14 

45 K13 Ab 

45K13Ab 

74°45'41.08" 

25°57'55.92" 

NIMERA 

Gneisses(B.G.C.) 

D/W 

11.35 

403.87 

15 

NA 

45J12La 

74°38'20.25" 

26°02'21.7" 

RATAKOT 

Gneisses(B.G.C.) 

D/W 

21.60 

434.68 

16 

45 J12 lb 

45J12LC 

74°39'40.3" 

26°02'15.85" 

SINGAWAL 

Gneisses(B.G.C.) 

D/W 

19.10 

439.77 

17 

45 K1 Fb 

45K01Hb 

74°05'7.15" 

25°46'28.58" 

BALACHARAT 

Phyllite & Schist 

D/W 

24.30 

596.22 

18 

45 G14 Gd 

45G14Md 

73°58'22.93" 

25 °41'46.24" 

TADGARH 

Phyllite & Schist 

D/W 

26.00 

692.37 

19 

45 01 Fc 

45001 La 

75°08'48.84" 

25°48'31.97" 

ALOLI 

Gneisses(B.G.C.) 

D/W 

14.50 

342.56 

20 

NA 

45001 Lb 

75°08'13.75" 

25°45'28.95" 

AMLI 

Older Alluvium 

D/W 

20.40 

331.75 

21 

NA 

45001 Pa 

75°12'25.54" 

25°48'44.99" 

BHANDAWAS Pz 

Gneisses(B.G.C.) 

P/z 

95.00 

328.10 

22 

45 01 Cd 

45001 Fd 

75°06'29.06" 

25°52'52.66" 

BHARAI 

Gneisses(B.G.C.) 

D/W 

12.30 

342.09 

23 

45 01 Bb 

45001 Cc 

75°02'12.58" 

25°52'2.82" 

BHIMRAWAS 

Gneisses(B.G.C.) 

D/W 

17.30 

357.34 

24 

NA 

450021c 

75°09'26.19" 

25°44'13.11" 

BISUNDANI 

Gneisses(B.G.C.) 

D/W 

16.00 

342.45 

25 

45 05 Cc 

45005Gb 

75°19'26.66" 

25°49'47.49" 

CHOSLA 

Older Alluvium 

D/W 

11.00 

316.55 

26 

45 01 Hd 

450010c 

75°14'20.85" 

25°51'59.18" 

DHUNDHRI 

Older Alluvium 

D/W 

11.50 

325.23 

27 

45 01 Ed 

45001 Ka 

75°08'15.22" 

25°52'20.62" 

FARKIYA 

Gneisses(B.G.C.) 

D/W 

9.80 

337.15 

28 

45 01 la 

450010b 

75°11 '41.72" 

25°50'10.74" 

GULGAON 

Older Alluvium 

D/W 

19.00 

324.18 

29 

45 01 Cc 

45001 Dc 

75°02'58.41" 

25°48'5.91" 

KADERA 

Older Alluvium 

D/W 

26.50 

351.65 

30 

45 01 He 

45001 Nd 

75°13'41.27" 

25°54'10.3" 

KALERA 

Gneisses(B.G.C.) 

D/W 

12.00 

336.76 

31 

45 01 Eb 

45001 Gd 

75°05'47.69" 

25°50'28.41" 

KHAWAS 

Gneisses(B.G.C.) 

D/W 

12.00 

343.13 

32 

NA 

450021a 

75°08'46.08" 

25°44'45.74" 

KISHANPURA 

Older Alluvium 

D/W 

13.00 

339.46 

33 

45 01 Ed 

45001 Lb 

75°08'36.04" 

25°46'15.13" 

MEHRUNKALAN 

Older Alluvium 

D/W 

10.80 

343.07 

34 

45 01 Hbl 

45001 Kc 

75°11 '4.76" 

25°52'26.24" 

PARA 

Gneisses(B.G.C.) 

D/W 

9.80 

330.64 

35 

45 02 Dc 

45001Kb 

75°08'2.43" 

25°50'11.43" 

SHOKIAKHERA 

Gneisses(B.G.C.) 

D/W 

8.50 

338.79 

36 

NA 

45001 Od 

75°13'18.16" 

25°49'36.43" 

TANKAWAS 

Gneisses(B.G.C.) 

D/W 

11.60 

329.93 

37 

45 01 Gd 

45001 Md 

75°13'13.74" 

25°57'20.57" 

TITARIA 

Gneisses(B.G.C.) 

D/W 

13.10 

342.39 

38 

45 K5 Cb 

45K05ld 

74°25'14.64" 

25°56'31.93" 

AKROL 

Gneisses(B.G.C.) 

D/W 

11.70 

452.63 

39 

45 K9 Ec 

45K09Ja 

74°37'41.7" 

25°54'55.34" 

BARAL 

Gneisses(B.G.C.) 

D/W 

18.00 

406.58 

40 

45 K9 Ec 

45K09Ja 

74°37'41.67" 

25°54'33.12" 

BARAL Pz 

Gneisses(B.G.C.) 

P/z 

45.00 

404.54 

41 

45 J12 Eb 

45J12Gb 

74°35'2.11" 

26°05'19.93" 

BEGLIAWAS 

Gneisses(B.G.C.) 

D/W 

23.60 

447.94 

42 

45 K9 Gb 

45K09Ja 

74°37'45.52" 

25°55'32.33" 

BIJAYNAGAR 

Gneisses(B.G.C.) 

D/W 

20.30 

399.13 

43 

45 J8 lb 

45K05Ma 

74°27'14.95" 

25°59'58.66" 

DAULATPURA 

Gneisses(B.G.C.) 

D/W 

17.20 

461.89 

44 

45 J8 la 

45J08Ob 

74°27'16.76" 

26°05'11.61" 

DHOLA DANTA 

Phyllite & Schist 

D/W 

25.40 

461.27 

45 

45 K9 Bb 

45K09Bb 

74°31-44.74" 

25°54'16.52" 

GARWARMATA 

Gneisses(B.G.C.) 

D/W 

19.55 

422.32 

46 

45 K9 Ab 

45K09Ab 

74°30'19.86" 

25°57'11.56" 

HANUTIYA 

Gneisses(B.G.C.) 

D/W 

20.20 

430.64 

47 

45 K9 Be 

45K09BC 

74°33'37.19" 

25°56'14.81" 

JALIA-II Pz 

Gneisses(B.G.C.) 

P/z 

50.00 

412.93 

48 

45 K9 Be 

45K09BC 

74°33'39.52" 

25°54'57.18" 

JALIA-II 

Gneisses(B.G.C.) 

D/W 

16.85 

417.16 

49 

45 K5 Dc 

45K05IC 

74°24'41.74" 

25°59'16.41" 

JIWANA 

Gneisses(B.G.C.) 

D/W 

15.00 

469.00 

50 

45 K9 Be 

45K09Bd 

74°33'28.11" 

25°53'46.79" 

KANIYA 

Gneisses(B.G.C.) 

D/W 

15.00 

417.42 

51 

45 J8 He 

45J08Nd 

74°29'24.98" 

26°08'14.84" 

LANDI 

Phyllite & Schist 

D/W 

19.15 

420.28 

52 

45 K9 Da 

45K09Ea 

74034-49.^ 

25°58'58.49" 

LODIYANA 

Gneisses(B.G.C.) 

D/W 

16.20 

413.38 

53 

45 K9 Da 

45K09Ea 

74°34'52.9" 

25°58'41.17" 

LODIYANA Pz 

Gneisses(B.G.C.) 

P/z 

45.00 

411.07 

54 

45 J12Cd 

45J12Hb 

74°33'50.94" 

26°01'6.4" 

LORDI 

Gneisses(B.G.C.) 

D/W 

25.50 

430.08 

55 

45 J12 Bb 

45J12Ca 

74°30'18.63" 

26°05'49.19" 

MASUDA 

Gneisses(B.G.C.) 

D/W 

16.45 

444.42 

56 

45 J12 Bb 

45J12Cb 

74°31 '26.49" 

26°05'24.89" 

MASUDA Pz 

Gneisses(B.G.C.) 

P/z 

40.00 

441.20 

57 

NA 

45J08Pd 

74°28'39.5" 

26°01'36" 

NAN D WAR A 

Gneisses(B.G.C.) 

D/W 

16.81 

467.38 

58 

45 K5 Gc 

45K05Mb 

74°27'6.57" 

25°57'42.23" 

RAMGARH 

Gneisses(B.G.C.) 

D/W 

26.30 

449.36 

59 

45 K9 Dc 

45K09la 

74°38'0.85" 

25°58'26.99" 

SATHANA 

Gneisses(B.G.C.) 

D/W 

19.50 

410.13 

60 

45 J12Cc 

45J12DC 

74°32'53.37" 

26°02'52.92" 

SHERGARH 

Gneisses(B.G.C.) 

D/W 

15.75 

432.33 

61 

NA 

45K05Mb 

74°27'4.73" 

25°57'3.83" 

SHIVNAGAR Pz 

Gneisses(B.G.C.) 

P/z 

50.00 

449.25 

62 

45K5Ed 

45K05Kb 

74°23'35.25" 

25°50'35.98" 

Akarsada 

Phyllite & Schist 

D/W 

16.50 

458.55 
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63 

45K6Ga 

45K06Ma 

74°26'26.84" 

25°44'18.14" 

Ambesar 

Gneisses(B.G.C.) 

D/W 

19.50 

476.90 

64 

45K5Hc1 

45K05Nd 

74°28'35.07" 

25°52'31.24" 

Antali 

Gneisses(B.G.C.) 

P/z 

35.00 

427.25 

65 

45K5Hc 

45K05Nd 

74°28'34.57" 

25°52'39.67" 

Antali 

Phyllite & Schist 

D/W 

19.20 

427.67 

66 

45K6Da1 

45K06Ea 

74°20'18.74" 

25°43'35.2" 

Asind 

Gneisses(B.G.C.) 

P/z 

60.00 

473.32 

67 

45K6Da 

45K06Ea 

74°20 '11" 

25043-41" 

Asind 

Gneisses(B.G.C.) 

D/W 

6.65 

475.75 

68 

45K6Da 

45K06Ea 

74°20' 10" 

25°43' 40" 

Asing 

Gneisses(B.G.C.) 

D/W 

19.80 

474.58 

69 

45K5Bb1 

45K05Cd 

74 °177.67" 

25°50'14.66" 

Badnor 

Gneisses(B.G.C.) 

P/z 

70.00 

496.37 

70 

45K5Bb 

45K05Cd 

74 °17'5.77" 

25°50'16.98" 

Badnor 

Gneisses(B.G.C.) 

D/W 

14.25 

497.32 

71 

45K5Fb 

45K05Pb 

74°27'22.15" 

25°45'41.62" 

Barsani 

Gneisses(B.G.C.) 

D/W 

18.10 

484.83 

72 

45K5Hb 

45K05Hd 

74°20'46.13" 

25°45'47.76" 

Darawat 

Gneisses(B.G.C.) 

D/W 

31.40 

472.15 

73 

45K6Ea 

45K06Fb 

74°20'5.02" 

25°38'44.2" 

Daulatgarh 

Gneisses(B.G.C.) 

D/W 

22.80 

500.59 

74 

45K1OBb 

45K1OCc 

74°32'46.06" 

25°36'35.75" 

Ganglas 

Gneisses(B.G.C.) 

D/W 

25.00 

432.39 

75 

45K1OAbl 

45K10Ba 

74°30'17.86" 

25°40'18.56" 

Kaliyas 

Gneisses(B.G.C.) 

P/z 

50.00 

420.55 

76 

45K1 OAb 

45K10Ba 

74°30'14.37" 

25°40'23.47" 

Kaliyas 

Gneisses(B.G.C.) 

D/W 

21.00 

418.55 

77 

45K2Gd 

45K02NC 

74°13'29.55" 

25°41 '10.44" 

Katar 

Gneisses(B.G.C.) 

D/W 

17.00 

505.31 

78 

45K5Ea 

45K05Fd 

74°20'42.84" 

25°54'0.28" 

Kotra 

Gneisses(B.G.C.) 

D/W 

16.50 

431.90 

79 

45K6Fb 

45K06GC 

74°21'44" 

25°35' 47" 

Lacchura 

Gneisses(B.G.C.) 

D/W 

33.80 

487.12 

80 

45K6Fb1 

45K06GC 

74°21 '37.53" 

25°35'57.9" 

Lacchura 

Gneisses(B.G.C.) 

P/z 

60.00 

486.25 

81 

45K10BC 

45K1OFb 

74°34'43.75" 

25°38'54.28" 

Iras 

Gneisses(B.G.C.) 

D/W 

22.00 

431.77 

82 

45K6Dc 

45K06IC 

74°24'35.18" 

25°43'10.72" 

Malaseri 

Gneisses(B.G.C.) 

D/W 

22.50 

465.65 

83 

45K6Bc 

45K06BC 

74°18'0.45" 

25°40'39.57" 

Negria Ashram 

Gneisses(B.G.C.) 

D/W 

13.90 

495.00 

84 

45K6IC1 

45K05OC 

74°29' 44" 

25°51'00" 

Nimbahera Modka 

Gneisses(B.G.C.) 

P/z 

60.00 

443.12 

85 

45K6IC 

45K05OC 

74°29' 46" 

25°51'00" 

Nimbahera Modka 

Gneisses(B.G.C.) 

D/W 

10.20 

444.90 

86 

45K5Ea 

45K05Fd 

74°217.57" 

25°52'50.3" 

Ojiyana 

Gneisses(B.G.C.) 

D/W 

21.40 

472.43 

87 

45K6Ha 

45K06JC 

74°25'13.29" 

25°39'22.96" 

Palri 

Gneisses(B.G.C.) 

D/W 

24.00 

464.82 

88 

45K5lb1 

45K05Hb 

74°20'19.53" 

25°46'49.53" 

Parasoli 

Gneisses(B.G.C.) 

P/z 

70.00 

466.52 

89 

45K5lb 

45K05Ha 

74°20'28.42" 

25°47'14.61" 

Parasoli 

Gneisses(B.G.C.) 

D/W 

25.80 

467.62 

90 

45K6Ba1 

45K06Bb 

74°15'21.57" 

25°38'1.33" 

Raghunathpura 

Gneisses(B.G.C.) 

P/z 

79.00 

509.98 

91 

45K6Ba 

45K06Bb 

74°15'24.32" 

25°38'3.82" 

Ragunathpura 

Gneisses(B.G.C.) 

D/W 

15.70 

508.11 

92 

45K6Ha 

45K06Oa 

74°26'34.73" 

25°37'26.39" 

Sareri Brahmano Ki 

Gneisses(B.G.C.) 

D/W 

25.00 

452.90 

93 

45K5la 

45K05LC 

74°25'21.73" 

25°48'42.9" 

Shambhoogarh 

Gneisses(B.G.C.) 

D/W 

27.00 

450.98 

94 

45K2Ga 

45K02Ma 

74°11 '43.05" 

25°43'18.83" 

Suraj 

Gneisses(B.G.C.) 

D/W 

21.70 

505.86 

95 

45K11GC 

45K11 Md 

74°43'9.85" 

25°28'5.53" 

Babrana 

Phyllite & Schist 

D/W 

17.40 

419.45 

96 

45K11 Gel 

45K11 Me 

74°43'8.47" 

25°28'14.87" 

Babrana 

Phyllite & Schist 

P/z 

80.00 

418.35 

97 

45K14Ab 

45K14Ba 

74°46'19.61" 

25°40'18.88" 

Balderkha 

Phyllite & Schist 

D/W 

18.00 

407.01 

98 

45K14Ab1 

45K14Ba 

74°46'3.01" 

25°40'27.43" 

Balderkha 

Phyllite & Schist 

P/z 

80.00 

406.93 

99 

45K14Ga 

45K14Da 

74°45'49.24" 

25°33'44.68" 

Bamnia 

Phyllite & Schist 

D/W 

11.95 

483.15 

100 

45K101b 

45K1OLd 

74°41'14.05" 

25°30'6.53" 

Banera 

Phyllite & Schist 

D/W 

25.20 

417.98 

101 

45K1 Olbl 

45K1OLd 

74°40'40.42" 

25°30'30.84" 

Banera 

Gneisses(B.G.C.) 

P/z 

40.00 

436.58 

102 

45K10FC 

45K10Ha 

74°35'15.77" 

25°33'15.62" 

Beran 

Gneisses(B.G.C.) 

D/W 

18.50 

441.15 

103 

45K10GC 

45K10MC 

74°44'27.55" 

25°43'18.22" 

Dabla 

Phyllite & Schist 

D/W 

20.35 

406.53 

104 

45K14Aa 

45K14Ad 

74°47'17.77" 

25°42'55.32" 

Gharta 

Phyllite & Schist 

D/W 

17.50 

395.83 

105 

45K10Ga 

45K10IC 

74°41 '6.17" 

25°44'17.14" 

Kasoria 

Phyllite & Schist 

D/W 

20.50 

408.19 

106 

45K11 Gb 

45K11 Mb 

74 °41'32.52" 

25°26'21.56" 

Kherlia 

Phyllite & Schist 

D/W 

25.00 

424.20 

107 

45K11 Gbl 

45K10Mb 

74°41-45.3" 

25°41'52.15" 

Kundia Khurd 

Phyllite & Schist 

P/z 

60.00 

402.35 

108 

45K10Gb 

45K10Mb 

74°42'6.14" 

25 °41'55.56" 

Kundiya Khurd 

Phyllite & Schist 

D/W 

14.35 

404.85 

109 

45K10IC 

45K1 OOd 

74°43'20.22" 

25°33'52.24" 

Lamba 

Phyllite & Schist 

D/W 

24.10 

491.85 

110 

45K1OEb 

45K10GC 

74°36'20.79" 

25°35'52.29" 

Lambia Kalan 

Phyllite & Schist 

D/W 

20.00 

409.89 

111 

45K14Cb 

45K14Db 

74°45'22.99" 

25°30'3.4" 

Lasadia 

Phyllite & Schist 

D/W 

12.30 

396.00 

112 

45K1OHb 

45K10KC 

74°41'14.95" 

25°36'20.62" 

Menghras 

Phyllite & Schist 

D/W 

23.50 

415.57 

113 

45K14Bb 

45K14Ca 

74°46'12.78" 

25°36'42.23" 

Mushi 

Phyllite & Schist 

D/W 

14.90 

379.75 

114 

45K14Bb1 

45K1ONd 

74°43'27.21" 

25°38'27.67" 

Nimbaheda Khurd 

Phyllite & Schist 

D/W 

19.20 

401.65 

115 

45K1OFcl 

45K1OFd 

74°37' 02" 

25°38' 05" 

Rayla 

Gneisses(B.G.C.) 

P/z 

60.00 

436.54 

116 

45K10EC 

45K1OFd 

74°35'49.87" 

25°38'22.57" 

Rayla 

Gneisses(B.G.C.) 

D/W 

35.20 

437.83 

117 

45K10IC 

45K1OKd 

74°39'57.35" 

25°33'55.37" 

Salria Kalan 

Phyllite & Schist 

D/W 

14.20 

378.35 

118 

45K10Ha 

45K1 OJd 

7404V3.74" 

25°37'49.2" 

Sedas 

Phyllite & Schist 

D/W 

22.30 

413.72 

119 

45K1OEcI 

45K1OLd 

74°39'25.67" 

25°317.22" 

Sultangarh 

Phyllite & Schist 

P/z 

77.00 

426.34 

120 

45K10EC 

45K1OLd 

74039- 24" 

25°31' 14" 

Sultangarh 

Phyllite & Schist 

D/W 

17.50 

428.36 

121 

45K10HC 

45K10OC 

74°44'50.72" 

25°36'16.14" 

Upreda 

Phyllite & Schist 

D/W 

20.45 

390.20 

122 

45K9lb 

45K09Od 

74°43'53.02" 

25°49'18.99" 

Agoocha 

Gneisses(B.G.C.) 

D/W 

15.00 

401.50 

123 

45K9lb1 

45K09Od 

74°43'45.25" 

25°49'36.61" 

Agoocha 

Gneisses(B.G.C.) 

P/z 

73.00 

400.24 

124 

45K9Bd 

45K09Pd 

74°44'48.31" 

25°45'46.74" 

Baranthia 

Gneisses(B.G.C.) 

D/W 

18.00 

395.32 

125 

45K9Cd 

45K09Kb 

74°39'20.25" 

25°50'36.15" 

Barla 

Gneisses(B.G.C.) 

D/W 

18.00 

395.51 

126 

45K5Hc 

45K05NC 

74°29' 37" 

25 °54' 39" 

Bhimlat 

Gneisses(B.G.C.) 

D/W 

23.50 

437.29 

127 

45K5IC1 

45K05Ob 

74°28'1.9" 

25°50'5.76" 

Dantra 

Gneisses(B.G.C.) 

P/z 

70.00 

436.21 

128 

45K5IC 

45K05Ob 

74°28'2.94" 

25°50'7.6" 

Dantra 

Gneisses(B.G.C.) 

D/W 

22.30 

438.49 

129 

45K9Bd 

45K09CC 

74°33'18.06" 

25 °51'47.67" 

Gageda 

Gneisses(B.G.C.) 

D/W 

16.90 

444.37 

130 

45K9Bd 

45K09CC 

74°33'7.53" 

25°51'54.19" 

Gageda 

Gneisses(B.G.C.) 

D/W 

16.50 

443.21 

131 

45K9Bd1 

45K09CC 

74032' 40" 

25 °52' 02" 

Gageda 

Gneisses(B.G.C.) 

P/z 

40.00 

442.29 

132 

45K9Ha 

45K09Jd 

74°39'28.25" 

25°53'58.66" 

Gulabpura 

Gneisses(B.G.C.) 

D/W 

14.20 

393.36 
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133 

45K9Ha1 

45K09JC 

74°39'27.32" 

25°54'35.74" 

Gulabpura 

Gneisses(B.G.C.) 

P/z 

50.00 

395.57 

134 

45K5la 

45K05Pd 

74°29'48.73" 

25°46'38.83" 

Flaziyas 

Gneisses(B.G.C.) 

D/W 

31.00 

433.68 

135 

45K9Ha 

45K09Jd 

74°40'59.7" 

25°54'9.47" 

Flurda 

Gneisses(B.G.C.) 

D/W 

21.00 

395.35 

136 

45K9Bb 

45K09Cb 

74°31 '49.36" 

25°49'34.23" 

Jalampura 

Gneisses(B.G.C.) 

D/W 

27.00 

435.80 

137 

45K1OAbl 

45K10EC 

74°37'22.18" 

25°44'29.3" 

Kanwaliyas 

Gneisses(B.G.C.) 

P/z 

82.00 

426.58 

138 

45K1OAb 

45K10la 

74°37'51" 

25 °44' 40" 

Kanwaliyas 

Gneisses(B.G.C.) 

D/W 

9.15 

428.55 

139 

45K9Ed 

45K09Fd 

74°36'39.56" 

25°53'38.98" 

Khari Ka Lamba 

Gneisses(B.G.C.) 

D/W 

14.60 

406.24 

140 

45K5Cc 

45K09DC 

74°32'50.73" 

25°48'5.59" 

Kushalpura 

Gneisses(B.G.C.) 

D/W 

24.20 

415.46 

141 

45K9Fa 

45K09Ha 

74°35'17.12" 

25°48'31.46" 

Madera 

Gneisses(B.G.C.) 

D/W 

16.25 

397.85 

142 

45K9Fd 

45K09La 

74°38'22.72" 

25°47'24.38" 

Roopahali Kalan 

Gneisses(B.G.C.) 

D/W 

20.60 

430.35 

143 

45K1ODb 

45K1OEd 

74°36'17.78" 

25°42'12.2" 

Sareri 

Gneisses(B.G.C.) 

D/W 

20.50 

431.78 

144 

45K10Aa 

45K10Aa 

74°31 '7.11" 

25°43'28.69" 

Sodar 

Gneisses(B.G.C.) 

D/W 

25.30 

412.53 

145 

45K9Bd 

45K09Gd 

74°36'58.96" 

25°50'14.31" 

Taswariya 

Gneisses(B.G.C.) 

D/W 

22.90 

414.43 

146 

45K9Bd1 

45K09Gd 

74°36'20.41" 

25°50'25.27" 

Taswariya 

Gneisses(B.G.C.) 

P/z 

60.00 

412.28 

147 

45K8Cd 

45K09Hb 

74°35'4.15" 

25°46'26.47" 

Tonkarwar 

Gneisses(B.G.C.) 

D/W 

13.00 

412.23 

148 

45K6Bc 

45K06Da 

74 °16'11.46" 

25°32'24.97" 

Amdala 

Gneisses(B.G.C.) 

D/W 

14.10 

518.00 

149 

45K6Bc1 

45K06Cb 

74°15'54.98" 

25°33'50.44" 

Amdala 

Gneisses(B.G.C.) 

P/z 

70.00 

515.01 

150 

45K2Hd 

45K02Od 

74°14'9.71" 

25°35'16.92" 

Badhoo 

Gneisses(B.G.C.) 

D/W 

20.90 

458.00 

151 

45K7Aa 

45K07Aa 

74 °16'39.14" 

25°29'39.59" 

Bemali 

Gneisses(B.G.C.) 

D/W 

20.50 

515.00 

152 

45K6lb1 

45K06Pa 

74°26'26.33" 

25°32'12.68" 

Bhagwanpura 

Phyllite & Schist 

P/z 

79.00 

458.25 

153 

45K6lb 

45K06Pa 

74°26'37.37" 

25°32'41.71" 

Bhagwanpura 

Phyllite & Schist 

D/W 

15.20 

460.00 

154 

45K6ld1 

45K06Pb 

74°27'54.09" 

25°31'7.33" 

Bhimdiyas 

Phyllite & Schist 

P/z 

70.00 

470.00 

155 

45K2Ed 

45K02Kb 

74°08'59.54" 

25°35'14.21" 

Chitamba 

Gneisses(B.G.C.) 

D/W 

21.90 

580.00 

156 

45K6Eb 

45K06HC 

74°20'48.02" 

25°32'0.39" 

Gararia 

Gneisses(B.G.C.) 

D/W 

18.60 

473.76 

157 

45K2Fb1 

45K02Jd 

74°09'24.38" 

25°39'3.33" 

Gyangarh 

Gneisses(B.G.C.) 

P/z 

40.00 

561.00 

158 

45K2Fb1 

45K02Jb 

74°09' 13" 

25°39' 12" 

Gyangarh 

Gneisses(B.G.C.) 

D/W 

20.25 

562.00 

159 

45K2ld 

45K02Pd 

74014. or 

25°30'21" 

Kareda 

Gneisses(B.G.C.) 

D/W 

20.25 

462.30 

160 

45K2ld1 

45K02Pd 

74°13'58.39" 

25°30'21.11" 

Kareda 

Gneisses(B.G.C.) 

P/z 

50.00 

460.29 

161 

45K2GC 

45K02Md 

74013. 32 .. 

25042' 47" 

Kidimal 

Gneisses(B.G.C.) 

D/W 

19.10 

520.00 

162 

45K9Bb 

45K02FC 

74°06'10.72" 

25°40'59.94" 

Shivpura Thana 

Gneisses(B.G.C.) 

D/W 

20.60 

546.00 

163 

45K9Bb1 

45K02Ed 

74°07'26.17" 

25 °41'32.98" 

Shivpura Thana 

Gneisses(B.G.C.) 

P/z 

75.00 

548.24 

164 

45K14la 

45K14LC 

74°55'48.32" 

25°33'32.84" 

Amarpura 

Phyllite & Schist 

D/W 

15.50 

367.00 

165 

45K14Da 

45K14Ja 

74°54'11.13" 

25°41'2.45" 

Arnia Ghora 

Phyllite & Schist 

D/W 

20.35 

368.17 

166 

4502Cb 

45001 Db 

75 °01'20.45" 

25°46'2.63" 

Barla 

Phyllite & Schist 

D/W 

9.35 

375.18 

167 

4502Aa 

45O02Aa 

75°01 '3.95" 

25°44'9.47" 

Daulatpura (Balapura) 

Phyllite & Schist 

D/W 

17.70 

377.40 

168 

45K13Cd 

45K13KC 

74°54'33.75" 

25°51 '21.9" 

Dhanop 

Gneisses(B.G.C.) 

D/W 

15.10 

372.66 

169 

45K14Ca 

45K14Ha 

74°49'57.93" 

25°32'37.37" 

Dheekola 

Phyllite & Schist 

D/W 

18.20 

386.39 

170 

45K14GC 

45K14MC 

74°58'27.01" 

25°44'31.65" 

Dhohriya 

Phyllite & Schist 

D/W 

12.70 

358.97 

171 

45K15AC 

45K14lb 

74°54' 06" 

25°43' 05" 

Kanechan Kalan 

Phyllite & Schist 

D/W 

17.00 

365.64 

172 

45K13Cd1 

45K13Lb 

74°54' 06" 

25 °45' 05" 

Kanechan Kalan 

Phyllite & Schist 

P/z 

60.00 

364.51 

173 

4502Ad 

45K14Dd 

74°48'36.14" 

25°30'3.74" 

Karmandawas 

Phyllite & Schist 

D/W 

17.10 

390.79 

174 

45K13Bb 

45K13Dd 

74°48'4.97" 

25°45'5.55" 

Khamor 

Gneisses(B.G.C.) 

D/W 

13.40 

397.60 

175 

45K14Hb1 

45K13Dd 

74°48' 04" 

25 °46' 27" 

Khamor 

Phyllite & Schist 

P/z 

50.00 

395.54 

176 

45K13Ed 

45K13Ca 

74°46'2.66" 

25°52'18.12" 

Kothiyan 

Gneisses(B.G.C.) 

D/W 

12.90 

398.68 

177 

4502Db 

45O02Ad 

75°03'27.91" 

25 °41'34.39" 

Kotri Meena 

Phyllite & Schist 

D/W 

12.20 

345.00 

178 

4502Bc 

45O02FC 

75°05'47.15" 

25°41'4.66" 

Lasadiya 

Phyllite & Schist 

D/W 

18.40 

358.52 

179 

45K14Bd 

45O02Fa 

75°03'58.82" 

25°39'30.73" 

Muhala 

Phyllite & Schist 

D/W 

18.35 

364.76 

180 

45K13IC 

45K13Gb 

74°49'34.67" 

25°49'55.98" 

NaiArwar 

Gneisses(B.G.C.) 

D/W 

14.70 

377.35 

181 

45K13lc1 

45K13Pa 

74°57'47.63" 

25°48'37.94" 

Phooliya Kalan 

Gneisses(B.G.C.) 

P/z 

60.00 

365.45 

182 

45K13Eb 

45K130b 

74°57'39.12" 

25°48'59.33" 

Phooliya Kalan 

Gneisses(B.G.C.) 

D/W 

13.00 

362.22 

183 

45K14Gd 

45K14CC 

74°48'26.7" 

25°35'38.79" 

Phooliya Khurd 

Phyllite & Schist 

D/W 

17.00 

300.07 

184 

45K14Hb 

45K14Md 

74°59'32.04" 

25 °41'54.68" 

Rahad 

Phyllite & Schist 

D/W 

13.00 

364.70 

185 

45K13Eb 

45K13GC 

74°52'10.21" 

25°51'3.6" 

Sangriya 

Gneisses(B.G.C.) 

D/W 

20.00 

365.00 

186 

45K13Ed1 

45K14KC 

74°55'7.96" 

25°36'57.71" 

Shahpura 

Phyllite & Schist 

P/z 

36.00 

374.53 

187 

45K14CC 

45K14Jd 

74°55'27.46" 

25°38'14.18" 

Shahpura 

Phyllite & Schist 

D/W 

14.35 

372.43 

188 

45K14Dd 

45K14Cd 

74°48'11.45" 

25°33'50.76" 

Surat Sigh Ka Khera 

Phyllite & Schist 

D/W 

13.35 

390.00 

189 

45K13la 

45K14FC 

74 °51'33.83" 

25°40'26.49" 

Tahnal 

Phyllite & Schist 

D/W 

13.40 

377.17 

190 

45K14Ga 

45K13Pd 

74°58'48.02" 

25°46'25.49" 

Taswariya Bansa 

Phyllite & Schist 

D/W 

15.00 

362.54 

191 

45K13Fb 

45K14DC 

74°47'23.78" 

25°33'37.68" 

Taswariya Khurd 

Phyllite & Schist 

D/W 

20.05 

398.06 

192 

45K15Ha 

45K15Ab 

74°46'40.09" 

25°27'22.56" 

Mahuwa Kalan 

Phyllite & Schist 

D/W 

24.35 

401.58 

193 

45K11Gd 

45K11 Md 

74°44'26.7" 

25°26'38.33" 

Reechra 

Phyllite & Schist 

D/W 

22.40 

470.03 

194 

NA 

45G140C 

73°58'52.55" 

25°36'38.57" 

ASAN 

Phyllite & Schist 

D/W 

17.80 

607.63 

195 

NA 

45G14Kb 

73°54'4.27" 

25°35'17.13" 

BAGAR 

Phyllite & Schist 

D/W 

19.50 

635.00 

196 

NA 

45G14Kb 

73°54'5.11" 

25°35'30.95" 

BAGAR 

Phyllite & Schist 

P/z 

50.00 

635.50 

197 

NA 

45K02Ba 

74°01'5.72" 

25°39'41.35" 

BARAR 

Phyllite & Schist 

D/W 

12.50 

622.00 

198 

NA 

45K02Ba 

74°00'50.45" 

25°39'22.51" 

BARAR 

Phyllite & Schist 

P/z 

70.00 

622.00 

199 

NA 

45G15EC 

73°52'14.9" 

25°29'29.48" 

BARJAL 

Phyllite & Schist 

D/W 

19.45 

654.00 

200 

NA 

45G14Hd 

73 °51'30.58" 

25°30'15.17" 

BHAGHANA 

Phyllite & Schist 

D/W 

28.55 

657.00 

201 

NA 

45K02la 

74°08'5.58" 

25°44'55.45" 

BHEELKHEDA 

Gneisses(B.G.C.) 

D/W 

18.50 

542.00 

202 

NA 

45K02Ea 

74004-44.67" 

25°44'36.74" 

BHIM 

Phyllite & Schist 

D/W 

19.40 

582.00 
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203 

NA 

45K02Ea 

74°04'43.15" 

25°44'3.27" 

BHIM 

Phyllite & Schist 

P/z 

45.00 

581.00 

204 

NA 

45G15EC 

73°50'34.84" 

25°28'31.92" 

CHHAPLI 

Phyllite & Schist 

P/z 

70.00 

659.00 

205 

NA 

45G15Ea 

73°50'41.47" 

25°28'30.47" 

CHHAPLI 

Phyllite & Schist 

D/W 

15.50 

658.00 

206 

NA 

45G14Jd 

73°55'37.03" 

25°38'47.75" 

HAMENTO Kl GAUR 

Phyllite & Schist 

D/W 

20.70 

650.00 

207 

NA 

45K05Ad 

74°18'17.86" 

25°57'18.95" 

JUJPURA 

Gneisses(B.G.C.) 

D/W 

15.50 

518.00 

208 

NA 

45K05lb 

74°22'34.01" 

25°58'6.76" 

KHERIKA KHERA 

Gneisses(B.G.C.) 

D/W 

20.50 

475.00 

209 

NA 

45K02Ad 

74°03'30.52" 

25°42'1.18" 

KUKAR KHEDA 

Phyllite & Schist 

D/W 

16.30 

579.00 

210 

NA 

45K01Lc 

74°10'53.92" 

25°47'23.42" 

NALOI LALPURA 

Gneisses(B.G.C.) 

D/W 

16.60 

540.00 

211 

NA 

45G14NC 

73°58'59.92" 

25°39'44.59" 

PADMELA 

Phyllite & Schist 

D/W 

22.50 

628.00 

212 

NA 

45J08Lb 

74°22'55.27" 

26°00'25.9" 

RAJOR 

Gneisses(B.G.C.) 

D/W 

13.90 

481.00 

213 

NA 

45K01Nd 

74°14'38.95" 

25°52'40.91" 

RAJWA 

Gneisses(B.G.C.) 

D/W 

14.70 

582.00 

214 

NA 

45K05BC 

74°18'20.28" 

25°54'22.33" 

SHYOPURA AS 

Gneisses(B.G.C.) 

D/W 

16.30 

487.00 

215 

NA 

45G140C 

73°58'11.56" 

25°36'14.63" 

TEEKARWAS KALAN 

Phyllite & Schist 

D/W 

21.00 

610.00 

216 

NA 

45K01He 

74°06'7.25" 

25°47'55.73" 

TOGI 

Gneisses(B.G.C.) 

D/W 

15.75 

599.00 

217 

NA 

45G14Pb 

73°57'50.36" 

25°31'4.78" 

ANJNA 

Gneisses(B.G.C.) 

D/W 

14.70 

625.00 

218 

NA 

45K02Fa 

74°05'15.2" 

25°39'53.29" 

ARJUNGARH 

Gneisses(B.G.C.) 

D/W 

17.50 

579.00 

219 

NA 

45G14La 

73°53'57.16" 

25 °31'54.47" 

DEOGARH 

Phyllite & Schist 

D/W 

21.10 

629.00 

220 

NA 

45K02Ga 

74°05'17.23" 

25°36'38.25" 

KAKROD 

Gneisses(B.G.C.) 

D/W 

16.00 

585.00 

221 

NA 

45G140b 

73°58'2.08" 

25°33'51.89" 

KALALO Kl ANTI 

Gneisses(B.G.C.) 

D/W 

19.00 

608.00 

222 

NA 

45G140b 

73°57'53.31" 

25°33'51.73" 

KALALO Kl ANTI 

Gneisses(B.G.C.) 

P/z 

50.00 

609.00 

223 

NA 

45K02Cb 

74°00'13.22" 

25°35'0.19" 

LASAN 1 

Gneisses(B.G.C.) 

D/W 

21.00 

597.10 

224 

NA 

45K02Gb 

74°03'55.28" 

25°35'19.85" 

MALKOT 

Gneisses(B.G.C.) 

D/W 

17.00 

582.00 

225 

NA 

45G140a 

73°57'34.63" 

25°37'13" 

MIYALA 

Phyllite & Schist 

D/W 

20.15 

622.00 

226 

NA 

45G15la 

73°53'54.75" 

25°29'21.66" 

SAWADRI 

Phyllite & Schist 

D/W 

18.50 

685.00 

227 

NA 

45K02Fb 

74°05'24.72" 

25°37'32.41" 

SOHANGARH 

Gneisses(B.G.C.) 

D/W 

18.85 

578.00 

228 

NA 

45K02Bd 

74°03'27.57" 

25°37'40.97" 

TAL 

Gneisses(B.G.C.) 

D/W 

15.50 

584.88 

229 

NA 

45K02Bd 

74°03'18.28" 

25°37'49.13" 

TAL 

Gneisses(B.G.C.) 

P/z 

80.00 

585.00 

230 

NA 

45G14La 

73°52'49.72" 

25°32'38.77" 

VIJAY PURA 

Phyllite & Schist 

D/W 

21.00 

640.00 

231 

45 05 Ab 

45O05Ba 

75°16'14.56" 

25°55'44.71" 

BEEJWAR 

Phyllite & Schist 

D/W 

15.00 

337.99 

232 

45 05 Bd 

45O05CC 

75°18'23.88" 

25°51 '55.2" 

MALERA 

Phyllite & Schist 

D/W 

11.00 

315.44 

233 

45 05 Bb 

45O05CC 

75°17'15.33" 

25°52'5.33" 

RAMTHALA 

Older Alluvium 

D/W 

7.75 

315.71 

Sub Basin: Kothari [ 

i 

45K14Ab 

45K11 Ed 

74°36'25.19" 

25°28'4.96" 

Raisinghpura 

Gneisses(B.G.C.) 

D/W 

27.60 

440.94 

2 

45K15CC 

45K15Cd 

74°48'37.47" 

25°19'39.95" 

Ban Ka Khera 

Gneisses(B.G.C.) 

D/W 

18.00 

410.87 

3 

4502Bb 

45O03Cb 

75°01'23.15" 

25°19'12.68" 

Nandrai 

Phyllite & Schist 

D/W 

22.70 

361.91 

4 

45K11 Ac 

45K15Ka 

74°52'50.64" 

25°20'52.62" 

Rerwas 

Gneisses(B.G.C.) 

D/W 

15.60 

376.68 

5 

45K15Ea1 

45K15HC 

74°51 '39.89" 

25°18'24.24" 

Sawaipur 

Gneisses(B.G.C.) 

P/z 

60.00 

384.26 

6 

45K11Ea 

45K15HC 

74 °51'37.93" 

25°18'26.78" 

Sawaipur 

Gneisses(B.G.C.) 

D/W 

29.70 

386.17 

7 

45K7Fd1 

45K07Ka 

74°23' 09" 

25°21'09" 

Bagor 

Phyllite & Schist 

P/z 

62.00 

429.56 

8 

45K7Fd 

45K07Ka 

74°23'15.13" 

25 °21'35.85" 

Bagor 

Phyllite & Schist 

D/W 

18.60 

426.09 

9 

45K7Db 

45K07Ed 

74°21 '51.98" 

25°26'42.63" 

Bankli 

Phyllite & Schist 

D/W 

29.70 

485.00 

10 

45K7Db1 

45K07Ed 

74 °21'58.83" 

25°26'53.57" 

Bankli 

Phyllite & Schist 

P/z 

60.00 

482.23 

11 

45K11 Aa 

45K11 Aa 

74°30'20.53" 

25°28'36.87" 

Baori 

Gneisses(B.G.C.) 

D/W 

14.90 

418.00 

12 

45K7Gd 

45K07NC 

74°28'52.42" 

25°26'7.5" 

Bhadoo 

Phyllite & Schist 

D/W 

18.55 

535.00 

13 

45K2la 

45K02LC 

74°11 '4.36" 

25°33'16.39" 

Bhawana 

Gneisses(B.G.C.) 

D/W 

18.50 

542.00 

14 

45K6ld 

45K06Pd 

74°28'17.27" 

25°30'47.14" 

Bhimdiyas 

Phyllite & Schist 

D/W 

24.45 

471.00 

15 

45K7Ad 

45K07Fa 

74°19'59.27" 

25°25'51.3" 

Chandras 

Gneisses(B.G.C.) 

D/W 

17.50 

490.00 

16 

45K1OCd 

45K1ODd 

74°33'0.96" 

25°30'8.33" 

Dhuwala 

Gneisses(B.G.C.) 

D/W 

11.50 

445.96 

17 

45K2Fb 

45K02HC 

74°06'22.23" 

25°32'2.32" 

Gorkhia 

Gneisses(B.G.C.) 

D/W 

17.90 

460.00 

18 

45K6Ed 

45K02Pd 

74°13'54.48" 

25°30'22.22" 

Keria 

Gneisses(B.G.C.) 

D/W 

17.90 

461.00 

19 

45K7Da 

45K07Ea 

74°20'30.76" 

25°28'17.56" 

Ladoowas 

Gneisses(B.G.C.) 

D/W 

16.20 

485.00 

20 

45K7Ga 

45K07IC 

74°25'17.06" 

25°28'36.85" 

Luhariya 

Phyllite & Schist 

D/W 

19.20 

475.00 

21 

45K11 Db 

45K11Eb 

74°34'26.41" 

25°26'30.45" 

Mandal 

Phyllite & Schist 

D/W 

12.90 

429.09 

22 

45K11 Dbl 

45K11Eb 

74034-4.97" 

25°26'57.49" 

Mandal 

Phyllite & Schist 

P/z 

50.00 

426.28 

23 

45K11 Be 

45K11 Be 

74°33'19.36" 

25°24'29.92" 

Meja 

Phyllite & Schist 

D/W 

23.70 

442.00 

24 

45K7Bc 

45K07Jd 

74°24'39.38" 

25°23'40.11" 

Navalpura Ka Khera 

Phyllite & Schist 

D/W 

13.50 

465.00 

25 

45K2Fd 

45K02Lb 

74°08'38.39" 

25°30'14.21" 

Nimbaheda Jatan 

Gneisses(B.G.C.) 

D/W 

19.50 

458.00 

26 

45K7Ba 

45K07Bb 

74 °167.32" 

25°24'18.13" 

Aspur 

Gneisses(B.G.C.) 

P/Z 

70.00 

494.51 

27 

45K7Ba 

45K07Bb 

74 °167.11" 

25°24'18.5" 

Aspur 

Gneisses(B.G.C.) 

D/W 

19.50 

495.00 

28 

45K3Ga 

45K03IC 

74°10'14.73" 

25°29'2.85" 

Bagoliya 

Gneisses(B.G.C.) 

D/W 

17.80 

535.00 

29 

45K3lc 

45K03Od 

74°14'33.87" 

25°19'15.84" 

Bakan 

Gneisses(B.G.C.) 

D/W 

18.00 

488.00 

30 

45K3Db 

45K03Ed 

74°06'0.59" 

25°26'21.71" 

Bhatewar 

Gneisses(B.G.C.) 

D/W 

18.80 

562.08 

31 

45K3Da1 

45K03Ea 

74°05'28.1" 

25°28'9.31" 

Bheeta 

Gneisses(B.G.C.) 

P/z 

70.00 

572.00 

32 

45K3Da 

45K03Ea 

74°05' 30" 

25°28' 15" 

Bheeta 

Gneisses(B.G.C.) 

D/W 

21.10 

570.09 

33 

45K3Dd 

45K03Ja 

74°08'56.2" 

25°24'57.24" 

Borana 

Gneisses(B.G.C.) 

D/W 

13.65 

551.72 

34 

45K7Bd2 

45K07Gb 

740-19-48.44" 

25°19'46.38" 

Boriyapura 

Gneisses(B.G.C.) 

D/W 

18.70 

484.85 

35 

45K3Cd 

45K03Dd 

74°03'1.05" 

25°15'41.11" 

Dangri 

Gneisses(B.G.C.) 

D/W 

29.80 

542.00 

36 

45K3Fd 

45K03La 

74°09'13.69" 

25 °16'58.26" 

Deoriya 

Gneisses(B.G.C.) 

D/W 

31.00 

522.00 

37 

45K3Fd1 

45K03KC 

74°09'24.78" 

25°21'6.62" 

Galyawadi 

Gneisses(B.G.C.) 

D/W 

20.50 

525.75 

38 

45K3Fb 

45K03Hb 

74°05'24.99" 

25°15'51.7" 

Jharol 

Gneisses(B.G.C.) 

D/W 

20.40 

538.61 
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39 

45K3Fb1 

45K03Hb 

74°05' 14" 

25°15' 54" 

Jharol 

Gneisses(B.G.C.) 

P/z 

40.00 

536.00 

40 

45K8Bc 

45K07Bd 

74 °17'36.82" 

25°22'46.55" 

Jograns 

Gneisses(B.G.C.) 

D/W 

17.60 

486.00 

41 

45K3Ed 

45K03Kb 

74°08'37.29" 

25°19'47.32" 

Khemana 

Gneisses(B.G.C.) 

D/W 

23.60 

530.00 

42 

45K3Cc 

45K03HC 

74°05'53.03" 

25 °17'55.64" 

Mokhanda 

Gneisses(B.G.C.) 

D/W 

18.50 

543.00 

43 

45K3Cc 

45K03Ha 

74°05'12.71" 

25°18'37.55" 

Mokhanda 

Gneisses(B.G.C.) 

P/z 

70.00 

542.35 

44 

45K7Bb 

45K07Ca 

74°15'36.06" 

25 °21'20.82" 

Narayan Khera 

Gneisses(B.G.C.) 

D/W 

23.10 

494.37 

45 

45K7Bb1 

45K07Ca 

74°15'41.06" 

25°21 '40.5" 

Narayan Khera 

Gneisses(B.G.C.) 

P/z 

17.85 

495.20 

46 

45K3Ec 

45K03Jd 

74°09'59.74" 

25°24'18.13" 

Raipur 

Gneisses(B.G.C.) 

D/W 

25.50 

527.43 

47 

45K3Bc1 

45K03Fd 

74°05'58.53" 

25°23'28.58" 

Rama 

Gneisses(B.G.C.) 

P/z 

16.10 

574.29 

48 

45K3Bc 

45K03Fd 

74°05'46.86" 

25°23'34.12" 

Rama 

Gneisses(B.G.C.) 

D/W 

40.00 

575.00 

49 

45K3Ha 

45K03Na 

74°11 '49.24" 

25°24'47.92" 

Sangrev 

Gneisses(B.G.C.) 

D/W 

24.10 

525.00 

50 

45K3Ed 

45K03Cd 

74°03'37.31" 

25°20'16.23" 

Toongach 

Gneisses(B.G.C.) 

D/W 

70.00 

463.08 

51 

45K7Cc1 

45K07Ha 

74°19'9.67" 

25 °17'38.36" 

Amli 

Phyllite & Schist 

P/z 

40.00 

483.56 

52 

45K7Cc 

45K07Ha 

74°19'8.89" 

25 °17'51.57" 

Amli 

Phyllite & Schist 

D/W 

20.40 

485.00 

53 

45K3Hb 

45K03Ob 

74°11 '23.2" 

25°20'35.38" 

Atawara 

Gneisses(B.G.C.) 

D/W 

16.50 

576.40 

54 

45K7Gd 

45K07Dd 

74°18'17.64" 

25 °16'49.5" 

Jhoompura 

Phyllite & Schist 

D/W 

20.10 

501.00 

55 

45K7Gd1 

45K07Dd 

74°18'17.27" 

CM 

CO 

o 

LO 

CD 

LO 

CM 

Jhoompura 

Phyllite & Schist 

P/z 

78.00 

500.10 

56 

45K3la1 

45K03LC 

74°10'50.47" 

25°18'43.81" 

Kosithal 

Gneisses(B.G.C.) 

P/z 

73.00 

505.16 

57 

45K3la 

45K03LC 

74°10'58.59" 

25°18'44.27" 

Kosithal 

Gneisses(B.G.C.) 

D/W 

15.00 

504.49 

58 

45K11 Ha 

45K1 lOd 

74°43'34.56" 

25°20'20.12" 

Agarpura 

Gneisses(B.G.C.) 

D/W 

18.20 

414.69 

59 

45K11 Hal 

45K110a 

74°42'58.84" 

25°20'41.26" 

Agarpura 

Gneisses(B.G.C.) 

P/z 

45.00 

435.26 

60 

45K11 Ed 

45K11 Ja 

74°37'59.43" 

25°25'9.44" 

Argia 

Phyllite & Schist 

D/W 

14.35 

423.34 

61 

45K11Edl 

45K11 Ja 

74°37'53.23" 

25°25'20.82" 

Argia 

Gneisses(B.G.C.) 

P/z 

40.00 

421.57 

62 

45K11Ec2 

45K11 Gd 

74°36' 37" 

25°20' 13" 

Bhilwara 

Gneisses(B.G.C.) 

P/z 

60.00 

434.24 

63 

45K11Ec3 

45K11 Gd 

74°36' 38" 

25°20' 15" 

Bhilwara 

Gneisses(B.G.C.) 

P/z 

50.00 

433.60 

64 

45K11Ec1 

45K11 Kb 

74°38'19.28" 

25°20'17.76" 

Bhilwara 

Phyllite & Schist 

D/W 

19.00 

430.58 

65 

45K11Ec 

45K11 Ka 

74°37'44.92" 

25°21'22.12" 

Bhilwara 

Phyllite & Schist 

D/W 

6.00 

432.89 

66 

45K11Bd 

45K1 ICa 

74°31 '28.22" 

25°20'46.29" 

Dariba 

Phyllite & Schist 

D/W 

23.10 

455.46 

67 

45K11 la 

45K11 Kd 

74°41'14.38" 

25°19'0.24" 

Haled 

Phyllite & Schist 

D/W 

16.00 

429.51 

68 

45K13Bb 

45K15Ca 

74°45'29.77" 

25 °21'43.84" 

Kodukota 

Gneisses(B.G.C.) 

D/W 

16.50 

399.80 

69 

45K11 Bd 

45K1 IGa 

74°34'44.98" 

25°20'59.8" 

Pansal 

Phyllite & Schist 

D/W 

23.90 

438.37 

70 

45K11 Ha 

45K11 Jd 

74°41'2.8" 

25°24'7.91" 

Taswariya 

Gneisses(B.G.C.) 

D/W 

20.80 

421.51 

71 

NA 

45K03Ba 

74°00'10.78" 

25°24'43.83" 

DIDWANA 

Gneisses(B.G.C.) 

D/W 

22.20 

605.00 

72 

NA 

45G150d 

73°59'47.64" 

25°20'0.3" 

MAKARDA 

Gneisses(B.G.C.) 

D/W 

14.20 

596.00 

73 

NA 

45G15Fd 

73 °51'38.96" 

25°24'1.48" 

NANANA 

Gneisses(B.G.C.) 

D/W 

19.00 

695.00 

74 

NA 

45K03Ca 

74°00'14.43" 

25 °21'40.21" 

RACHHETIKAKHERA 

Gneisses(B.G.C.) 

D/W 

26.10 

611.00 

75 

NA 

45G15Jd 

73°54'12.07" 

25°23'20.48" 

TEEKAR 

Gneisses(B.G.C.) 

D/W 

13.55 

632.00 

76 

NA 

45G15Fa 

73°49'20.92" 

25°25'54.38" 

DEWAIR 

Gneisses 

D/W 

15.30 

735.00 

77 

NA 

45G15Fa 

73°48'58.8" 

25°25'34.43" 

DEWAIR 

Phyllite & Schist 

P/z 

50.00 

737.00 

78 

NA 

45G15BC 

73°47'41.49" 

25°24'48.87" 

PIPRELOO 

Gneisses 

D/W 

21.00 

739.00 

79 

NA 

45G15MC 

73°58'57.5" 

25°29'5.19" 

ANOPPURA 

Gneisses(B.G.C.) 

D/W 

14.85 

626.00 

80 

NA 

45G15JC 

73°55'47.23" 

25°25'35.75" 

BAGATPURA 

Gneisses(B.G.C.) 

D/W 

27.00 

660.00 

81 

NA 

45G15Jd 

73°54'27.89" 

25°23'37.2" 

BIYANA 

Gneisses(B.G.C.) 

D/W 

17.20 

640.00 

82 

NA 

45K02Ha 

74°04'6.84" 

25°32'42.63" 

JAKRA 

Gneisses(B.G.C.) 

D/W 

17.05 

578.00 

83 

NA 

45K02Hb 

74°05'5.41" 

25°30'49.44" 

KALES ARIYA 

Gneisses(B.G.C.) 

D/W 

17.15 

575.00 

84 

NA 

45G150a 

73°56'19.01" 

25°21 '51.76" 

KAMERI 

Gneisses(B.G.C.) 

D/W 

17.35 

626.93 

85 

NA 

45G15KC 

73°56'12.35" 

25 °21'52.34" 

KAMERI 

Gneisses(B.G.C.) 

P/z 

96.00 

629.00 

86 

NA 

45G15JC 

73°55'6.44" 

25°25'2.32" 

KUATHAL 

Gneisses(B.G.C.) 

P/z 

50.00 

656.00 

87 

NA 

45G15JC 

73°55'22.71" 

25°24'31.55" 

KUATHAL 

Gneisses(B.G.C.) 

D/W 

13.20 

655.00 

88 

NA 

45K03Ab 

74°00'26.95" 

25°27'14.19" 

KUNDWA 

Gneisses(B.G.C.) 

D/W 

18.00 

625.00 

89 

NA 

45K02Db 

74°00'27.41" 

25°31 '6.95" 

MAD ARIYA 

Gneisses(B.G.C.) 

D/W 

19.20 

604.24 

90 

NA 

45G15Fa 

73°48'50.41" 

25°24'41.77" 

NARDAS KAGURA 

Phyllite & Schist 

D/W 

17.95 

730.00 

91 

NA 

45K03Ba 

74°00'45.42" 

25°25'33.69" 

PARDI 

Gneisses(B.G.C.) 

D/W 

15.50 

621.00 

92 

NA 

45G15Ma 

73°58'2.6" 

25°29'42.79" 

SALIYA KA KHERA 

Gneisses(B.G.C.) 

P/z 

50.00 

628.00 

93 

NA 

45G15lb 

73°53'55.3" 

25°26'52.34" 

SOLANKIO KAGURA 

Gneisses(B.G.C.) 

D/W 

20.10 

668.00 

94 

NA 

45G15lb 

73°53'46.94" 

25°26'54.88" 

SOLANKIO KAGURA 

Gneisses(B.G.C.) 

P/z 

50.00 

669.00 

Sub Basin: Mashi | 

i 

45 J14 Id 

45J14Pd 

74°59'18.25" 

26°31'27.4" 

ALMAS 

Gneisses(B.G.C.) 

D/W 

13.50 

373.47 

2 

45 N3 Ab 

45N03Ad 

75°02'51.34" 

26°27'11.54" 

ARAIN 

Gneisses(B.G.C.) 

D/W 

15.00 

369.29 

3 

NA 

45N03Ad 

75°02'20.53" 

26°26'57.14" 

ARAIN PZ 

Gneisses(B.G.C.) 

P/z 

50.00 

372.36 

4 

45 N3 Dd 

45N03lb 

75°07'44.82" 

26°26'25.39" 

BHAMOLAV 

Gneisses(B.G.C.) 

D/W 

18.25 

364.32 

5 

45 N2 Cd 

45N02Hd 

75°06'41.34" 

26°30'3.18" 

BHOGADIT 

Gneisses(B.G.C.) 

D/W 

14.90 

374.52 

6 

45 N3 Ba 

45N03Ba 

75°00'38.75" 

26°24'52.35" 

CHHOTALAMBA 

Gneisses(B.G.C.) 

D/W 

17.00 

390.37 

7 

45J15HC 

45J15NC 

74°58'51" 

26°25'28" 

DADIA 

Gneisses(B.G.C.) 

D/W 

25.00 

397.72 

8 

45 N3 Db 

45N03Fa 

75°05'31.36" 

26°26'0.82" 

DANG 

Gneisses(B.G.C.) 

D/W 

15.65 

376.56 

9 

45 N3 Dc 

45N03la 

75°07'46.68" 

26°29'52.68" 

GOLI 

Gneisses(B.G.C.) 

D/W 

12.50 

357.83 

10 

45 115 Gc 

45J15Md 

74°59'24.52" 

26°28'6.64" 

KATSURA 

Gneisses(B.G.C.) 

D/W 

21.50 

390.23 

11 

NA 

45N02HC 

75°05'46.84" 

26°32'7.55" 

MALA 

Gneisses(B.G.C.) 

D/W 

16.20 

373.68 

12 

45 N3 Be 

45N03Bd 

75°02'51.93" 

26°23'52.51" 

SANDOLIA 

Gneisses(B.G.C.) 

D/W 

18.85 

388.76 

13 

45 J15Ga 

45J15IC 

74°55'20.35" 

26°29'35.94" 

BALAPURA 

Gneisses(B.G.C.) 

D/W 

18.95 

426.37 
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14 

45 N2 Bb 

45N02Cc 

75°02'15.53" 

26°36'12.75" 

BANDARSINDRI 

Gneisses(B.G.C.) 

D/W 

24.65 

396.12 

15 

45 J14Ga 

45J14MC 

74°58'45.29" 

26°44'53.59" 

CHHOTA NARENA 

Gneisses(B.G.C.) 

D/W 

24.10 

397.63 

16 

45 J14 Hb 

45J140a 

74°56'31.43" 

26°36'9.16" 

CHUNDARI 

Gneisses(B.G.C.) 

D/W 

29.45 

419.14 

17 

45 J14Cc 

45J14Gd 

74°50'43.72" 

26°34'54.25" 

DHANI RATHORAN 

Phyllite & Schist 

D/W 

35.00 

453.58 

18 

NA 

45N02Cd 

75°03'10.1 M 

26°34'32.77" 

GANESHPURA 

Gneisses(B.G.C.) 

D/W 

13.50 

380.57 

19 

NA 

45J14JC 

74°55'34.91" 

26°41'14.41" 

HARMARA 

Gneisses(B.G.C.) 

D/W 

25.00 

418.18 

20 

NA 

45J15IC 

74°54'45.26" 

26°28'8.63" 

KADA 

Gneisses(B.G.C.) 

D/W 

27.00 

424.89 

21 

45 N2 Cb 

45J14PC 

74°59'45.29" 

26°32'41.24" 

KHANDACH 

Gneisses(B.G.C.) 

D/W 

14.50 

379.20 

22 

45 J14 Fa 

45J14Gd 

74°52'5.52" 

26°35'20.68" 

KISHANGARH 

Gneisses(B.G.C.) 

D/W 

18.70 

439.56 

23 

45 J14 Fa 

45J14GC 

74°50'56.25" 

26°35'50.48" 

KISHANGARH PZ 

Phyllite & Schist 

P/z 

40.00 

444.52 

24 

45 N2 Be 

45N02Bd 

75°02'37.6" 

26°38'48.7" 

MUNDOTI 

Gneisses(B.G.C.) 

D/W 

14.10 

383.43 

25 

45 J14 la 

45J14LC 

74°55'42" 

26°33'12" 

SARGAON 

Gneisses(B.G.C.) 

D/W 

16.00 

411.39 

26 

45 114, Fb 

45J14Hd 

74°50'52.41" 

26 °31'39.35" 

SILORA 

Gneisses(B.G.C.) 

D/W 

24.60 

437.13 

27 

45 J14 Ha 

45J14Jd 

74°56'10.74" 

26°38'56.71" 

TILONIYA 

Gneisses(B.G.C.) 

D/W 

32.60 

437.37 

28 

45 J14 Ha 

45J14JC 

74°56'10.94" 

26°39'27.34" 

TILONIYA PZ 

Gneisses(B.G.C.) 

P/z 

55.00 

424.19 

29 

45 Ml 6 Ebl 

45M16Gd 

75°50'45" 

27°05'15" 

BAGWARA 

Younger Alluvium 

D/W 

32.70 

415.70 

30 

45 Ml 6 Ebl 

45M16Gd 

75°50'45" 

27°05'15" 

BAGWARA* 

Younger Alluvium 

D/W 

32.70 

415.70 

31 

45 M12 Hbl 

45M12KC 

75°40'43" 

27°07'05" 

JAHOTA 

Younger Alluvium 

D/W 

7.05 

454.00 

32 

45 M12 Hbl 

45M12KC 

75°40'43" 

27°07'05" 

JAHOTA* 

Younger Alluvium 

D/W 

15.00 

454.00 

33 

45 Ml 2 Hb4 

45M12KC 

75°40'05" 

27°05'55" 

JALSU,Pz. 

Younger Alluvium 

P/z 

53.63 

445.00 

34 

45 Ml 2 Aa3 

45M16Da 

75°45'46.34" 

27°03'39.2" 

NANGAL PUR,Pz. 

Younger Alluvium 

P/z 

80.50 

404.70 

35 

45 Ml 2 Ca2 

45M16Cb 

75°45'13.35" 

27°05'32.55" 

RAJAWAS 

Younger Alluvium 

D/W 

17.30 

458.50 

36 

45 Ml 2 Ca2 

45M16Da 

75°45'30" 

27°03'30" 

RAJAWAS* 

Younger Alluvium 

D/W 

21.00 

458.50 

37 

45 N14 Fb 

45N14HC 

75°52'10.93" 

26°32'12.4" 

HINGONIA 

Older Alluvium 

D/W 

18.00 

320.00 

38 

45 N14 Bd2 

45N14Ga 

75°50'12.33" 

26°35'39.82" 

KADERA 

Older Alluvium 

D/W 

36.00 

315.00 

39 

45 N14 Be 

45N14Fa 

75°48'49.53" 

26°39'41.41" 

TITRIYA 

Older Alluvium 

D/W 

25.00 

324.60 

40 

45 N14 Bel 

45N14Bd 

75°47'58.49" 

26°38'2.77" 

TUNTOLI 

Older Alluvium 

D/W 

21.25 

320.50 

41 

45 N5 Bd 

45N05GC 

75 °21'46.32" 

26 °51'43.38" 

BANDHBALAJI 

Older Alluvium 

D/W 

61.00 

389.00 

42 

45 N5 Fa 

45N05HC 

75°21 '10.43" 

26°48'1.47" 

BICHUN 

Gneisses(B.G.C.) 

D/W 

27.10 

394.00 

43 

45 N5 Hal 

45N05KC 

75°26'00" 

26°52'25" 

BORAJ 

Older Alluvium 

D/W 

16.60 

383.00 

44 

45 N5 Hal 

45N05KC 

75°26'00" 

26°52'25" 

BORAJ* 

Older Alluvium 

D/W 

24.00 

383.00 

45 

45 N2 Bd 

45N02Fb 

75°05'3.97" 

26°37'43.84" 

DANTRI 

Gneisses(B.G.C.) 

D/W 

27.00 

372.80 

46 

45 N6 Eel 

45N06Jb 

75°23'44.03" 

26°38'39.31" 

DHAMANA 

Gneisses(B.G.C.) 

D/W 

23.50 

332.00 

47 

45 N2 Gdl 

45N02NC 

75°14'27.66" 

26°41'7.99" 

DUDU 

Gneisses(B.G.C.) 

D/W 

20.00 

358.00 

48 

45 N5 lb 

45N05LC 

75°24'56.2" 

26°47'14.35" 

GADOTA 

Older Alluvium 

D/W 

24.50 

302.50 

49 

45 N2 Fd2 

45N02Pb 

75°11 '22.47" 

26°30'56.93" 

KACHNARIA 

Gneisses(B.G.C.) 

D/W 

26.00 

350.00 

50 

45 N5 Ic 

45N05PC 

75°28'15" 

26°48'00" 

MEHLA 

Older Alluvium 

D/W 

10.20 

362.40 

51 

45 N5 Ic 

45N05PC 

75°28'15" 

26°48'00" 

MEHLA* 

Older Alluvium 

D/W 

14.20 

362.40 

52 

45 N5 Ic 

45N05PC 

75°28'43.42" 

26°48'37.98" 

MEHLA, Pz 

Older Alluvium 

P/z 

40.00 

362.40 

53 

45 N6 Dbl 

45N06FC 

75 °21'53.85" 

26°40'7.32" 

MOZMABAD 

Gneisses(B.G.C.) 

D/W 

24.00 

342.00 

54 

45 N1 la 

45N01Pa 

75°11'17.34" 

26°47'35.34" 

NARAINA 

Phyllite & Schist 

D/W 

21.50 

384.00 

55 

45 N5 Cdl 

45N02FC 

75°06'34.24" 

26°40'27.64" 

NAYAGAON 

Gneisses(B.G.C.) 

D/W 

22.00 

360.00 

56 

45 N2 Ddl 

45N02Eb 

75 c 05'37.4" 

26°42'19.41" 

SAKHUN 

Gneisses(B.G.C.) 

D/W 

15.40 

453.50 

57 

45 N2 Aal 

45N02Aa 

75°01'15.45" 

26°43'16.85" 

SALI 

Gneisses(B.G.C.) 

D/W 

23.00 

393.50 

58 

45 N6 Aal 

45N06AC 

75°18'3.28" 

26°44'21.76" 

SAWARDA 

Gneisses(B.G.C.) 

D/W 

26.00 

359.50 

59 

45 N6 Ca 

45N06Cd 

75 °17'14.4" 

26°34'25.76" 

SEWA 

Gneisses(B.G.C.) 

D/W 

12.00 

338.00 

60 

45 N5 Hdl 

45N05Cd 

75 °17'00" 

26°50'30" 

SOSHINGPURA 

Older Alluvium 

D/W 

24.00 

391.60 

61 

45 Ml 2 Gd2 

45M12NC 

75°44'55" 

27 °10'30" 

CHOMU 

Younger Alluvium 

D/W 

50.00 

330.00 

62 

45 Ml 6 Adi 

45M16Eb 

75°49'55" 

27°11'30" 

SAMOD 

Younger Alluvium 

D/W 

37.50 

504.00 

63 

45 N9 Bdl 

45N09CC 

75°33'15" 

26°52'30" 

BEGUS 

Younger Alluvium 

D/W 

21.00 

390.00 

64 

45 N9 Bdl 

45N09CC 

75°33'15" 

26°52'30" 

BEGUS* 

Younger Alluvium 

D/W 

39.90 

390.00 

65 

45 N9 Dd 

45N09JC 

75°40'00" 

26°54'45" 

BINDAYAKA 

Younger Alluvium 

D/W 

15.75 

412.00 

66 

45 N9 Dd 

45N09JC 

75°40'00" 

26°54'45" 

BINDAYAKA* 

Younger Alluvium 

D/W 

36.00 

412.00 

67 

45 N9 Ea3 

45N09FC 

75°36'45" 

26°56'00" 

DHANKYA 

Younger Alluvium 

D/W 

23.55 

421.50 

68 

45 N9 Ea4 

45N09Fa 

75°34'50.54" 

26°54'53.84" 

DHANKYA Pz. 

Younger Alluvium 

P/z 

80.32 

422.50 

69 

45N13 Ab 

45N09Nd 

75°44'10" 

26°54'04" 

JHOTWARA 

Younger Alluvium 

D/W 

23.90 

441.50 

70 

45N13 Abl 

45N09Md 

75°44'11.24" 

26°56'55.8" 

JHOTWARA Pz. 

Younger Alluvium 

P/z 

84.00 

442.50 

71 

45 N9 Ac 

45N09Ea 

75°35'15" 

26°59'30" 

KALWAR 

Younger Alluvium 

D/W 

19.50 

515.00 

72 

45 N9 Acl 

45N09EC 

75°35'44.41" 

26°59'1.9" 

KALWAR Pz. 

Younger Alluvium 

P/z 

60.00 

516.00 

73 

45 N9 Ac 

45N09Ea 

75°35'15" 

26°59'30" 

KALWAR* 

Younger Alluvium 

D/W 

28.50 

515.00 

74 

45 N9 Hal 

45N09JC 

75°41'15" 

26°55'15" 

KANAKPURA 

Younger Alluvium 

D/W 

30.00 

426.00 

75 

45 N9 Hal 

45N09Na 

75°43'7.49" 

26°56'5.37" 

KANAKPURA, Pz 

Younger Alluvium 

P/z 

78.00 

426.00 

76 

45 N9 Gbl 

45N09Fb 

75°35'00" 

26°54'15" 

KESHALA 

Younger Alluvium 

D/W 

21.90 

418.65 

77 

45 N9 Gbl 

45N09Fb 

75°35'00" 

26°54'15" 

KESHALA* 

Younger Alluvium 

D/W 

33.00 

418.65 

78 

45 N9 Gbl 

45N09Bd 

75°33'12.45" 

26°54'6.63" 

KESHALA, Pz 

Younger Alluvium 

P/z 

82.00 

418.65 

79 

45 N9 Gc 

45N09Ma 

75°42'30" 

26°59'00" 

NIWAROO 

Younger Alluvium 

D/W 

27.90 

443.00 

80 

45 N9 Gel 

45N09Ma 

75°42'46.63" 

26°58'20.66" 

NIWAROO Pz. 

Younger Alluvium 

P/z 

63.00 

444.00 

81 

45 N9 Aa 

45N09Aa 

75°31'25" 

26°58'40" 

PACHAR 

Younger Alluvium 

D/W 

14.90 

424.00 

82 

45 N9 Aa 

45N09AC 

75°32'51.23" 

26°58'36.82" 

PACHAR* 

Younger Alluvium 

D/W 

21.00 

424.00 

83 

45 N9 Dal 

45M12Lb 

75°39'00" 

27°00'30" 

SANSOTI 

Younger Alluvium 

D/W 

12.50 

418.00 
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84 

45 N9 Ba2 

45M12Lb 

75°37'56.03" 

27°00'1.76" 

SANSOTI Pz. 

Younger Alluvium 

P/z 

50.00 

419.00 

85 

45 N9 Ea2 

45N09Jd 

75°40'27.3" 

26°54'6.31" 

SIRSI Pz. 

Younger Alluvium 

P/z 

90.00 

421.00 

86 

45 N6 Bel 

45N10Ca 

75°30'45.21" 

26°36'19.6" 

CHAKWARA 

Gneisses(B.G.C.) 

D/W 

18.00 

325.00 

87 

45 N10 Fd4 

45N1OLd 

75°39'35.85" 

26°30'21.56" 

CHANDANA 

Older Alluvium 

D/W 

17.50 

306.00 

88 

45 N10 Ha 

45N1ONb 

75°42'7.16" 

26°38'17.21" 

CHITTORA 

Gneisses(B.G.C.) 

D/W 

30.00 

321.00 

89 

45 N6 Hbl 

45N06Ob 

75°27'0.03" 

26°35'32.51" 

CHORU 

Gneisses(B.G.C.) 

D/W 

20.00 

330.00 

90 

45 N14 Ca4 

45N14Cb 

75°45'47.34" 

26°34'5.3" 

DABICH 

Older Alluvium 

D/W 

14.90 

298.00 

91 

45 N14 Ca2 

45N14Cb 

75°45'55.53" 

26°34'4.51" 

DABICH T/W 

Older Alluvium 

T/W 

150.00 

297.00 

92 

45 Nil Gc 

45N11 Ma 

75°42'15" 

26°29'45" 

DIDWATA 

Gneisses(B.G.C.) 

D/W 

15.30 

305.00 

93 

45 Nil Gc 

45N11 Me 

75°43'48.46" 

26°29'37.94" 

DIDWATA* 

Gneisses(B.G.C.) 

D/W 

20.00 

305.00 

94 

45 Nil Bel 

45N06Hd 

75°21'30" 

26°31'30" 

GHATYALI 

Phyllite & Schist 

D/W 

7.00 

325.00 

95 

45 Nil Bel 

45N06Hd 

75°22'7.16" 

26°30'6.26" 

GHATYALI* 

Phyllite & Schist 

D/W 

14.50 

325.00 

96 

45 N6 Gc 

45N06MC 

75°29'37.81" 

26°43'48.56" 

KANSEL 

Gneisses(B.G.C.) 

D/W 

16.50 

323.00 

97 

45 Nil Da 

45N1OFb 

75°35'10.93" 

26°39'5.25" 

LADANA 

Older Alluvium 

D/W 

18.00 

318.00 

98 

45N13 Ic 

45N10Da 

75°30'30.89" 

26°32'22.41" 

LASARIYA 

Phyllite & Schist 

D/W 

21.00 

326.00 

99 

45 N10 Fcl 

45N10Kb 

75°38'20.59" 

26°34'38.13" 

MADHORAJPUR 

Gneisses(B.G.C.) 

D/W 

25.20 

307.00 

100 

45 Nil Dal 

45N10JC 

75°41'00" 

26°41'00" 

MOHANPURA 

Older Alluvium 

D/W 

33.00 

332.00 

101 

45 N7 Del 

45N1ODb 

75°30'48.58" 

26°30'14.44" 

NEMEDA 

Gneisses(B.G.C.) 

D/W 

16.25 

310.00 

102 

45 N8 Dbl 

45N1OHd 

75°36'24.48" 

26°30'20.61" 

PARUN 

Phyllite & Schist 

D/W 

14.00 

304.50 

103 

45 N10 Cel 

45N1OCd 

75°33'11.3" 

26°33'51.9" 

PHAGI 

Gneisses(B.G.C.) 

D/W 

28.90 

315.50 

104 

45 N10 Cel 

45N1 Old 

75°41'8.13" 

26°41 '45.1" 

RENWAL 

Older Alluvium 

D/W 

29.90 

329.50 

105 

45N10 Abl 

45N1OAb 

75°30'6.33" 

26°42'23.11" 

TICKEL 

Gneisses(B.G.C.) 

D/W 

19.00 

332.50 

106 

45 N3 Aal 

45N05la 

75°23'05" 

26°58'15" 

BHOJPURA Pz. 

Older Alluvium 

P/z 

54.00 

408.00 

107 

45 M8 Id 

45M08Pb 

75°28'00" 

27°01'30" 

HINGONIYA 

Older Alluvium 

D/W 

26.90 

424.00 

108 

45 M8 Id2 

45M08PC 

75°28'17.69" 

27°02'7.98" 

HINGONIYA Pz. 

Older Alluvium 

P/z 

50.00 

421.00 

109 

45 N5 Dc 

45N05la 

75°23'45" 

26°59'00" 

JOBNER 

Older Alluvium 

D/W 

27.70 

390.00 

110 

45 N5 Dc2 

45N05la 

75°22'47.8" 

26°58'16.18" 

JOBNER Pz. 

Older Alluvium 

P/z 

88.00 

391.00 

111 

45 N9 Cc 

45N09Cd 

75°33'15" 

26°49'15" 

BAGRU 

Older Alluvium 

D/W 

38.60 

358.40 

112 

45 N9 Cc3 

45N05Pd 

75°30'00" 

26°46'00" 

BAGRU RAWAN Pz. 

Older Alluvium 

P/z 

62.00 

354.00 

113 

45 N9 Dc 

45N09Kb 

75°38'15" 

26°49'15" 

BAMORIYA 

Older Alluvium 

D/W 

21.30 

371.00 

114 

45 N9 Cd 

45N09lb 

75°38'00" 

26°57'00" 

BARKABALAJI 

Older Alluvium 

D/W 

24.50 

401.50 

115 

45 N9 Gdl 

45N09Lb 

75°38'00" 

26°46'00" 

BARKABALAJI Pz. 

Older Alluvium 

P/z 

51.00 

402.00 

116 

45 N9 Cd 

45N09Lb 

75°38'00" 

26°46'00" 

BARKABALAJI Pz. 

Older Alluvium 

P/z 

52.00 

402.00 

117 

45 N9 Bel 

45N09Oa 

75°41 '40.71" 

26 °51'47.51" 

BHANKROTA 

Older Alluvium 

D/W 

24.40 

404.00 

118 

45 N9 Cel 

45N09Gb 

75°34'00" 

26°50'00" 

DAHMI KALAN Pz. 

Older Alluvium 

P/z 

59.13 

367.00 

119 

45 N13 Cd3 

45N13Db 

75°46'05" 

26°46'10" 

GWD Campus Pz. 

Older Alluvium 

P/z 

50.00 

521.00 

120 

45N13EC 

45N09Nd 

75°44'00" 

26°54'00" 

HEERAPURA 

Older Alluvium 

D/W 

27.00 

420.00 

121 

45 N13 Eel 

45N09Nb 

75°43'04.00" 

26°53'16.34" 

HEERAPURA Pz. 

Older Alluvium 

P/z 

60.00 

411.00 

122 

45 N9 Ic2 

45N09PC 

75°44'15" 

26°48'10" 

MUHANA 

Older Alluvium 

D/W 

21.30 

372.50 

123 

45 N9 Ic3 

45N09PC 

75°43'45.08" 

26°47'57.83" 

MUHANA Pz. 

Older Alluvium 

P/z 

56.00 

370.10 

124 

45 N9 lei 

45N09Pa 

75°43'05" 

26°48'00" 

MUHANA Pz.GWD 

Older Alluvium 

P/z 

45.00 

372.82 

125 

45 N9 Fa 

45N09LC 

75°40'45" 

26°47'45" 

NEVTA 

Older Alluvium 

D/W 

15.00 

375.00 

126 

45 N9 Fa 

45N09LC 

75°40'33.15" 

26°48'16.22" 

NEVTA Pz 

Older Alluvium 

P/z 

63.00 

375.00 

127 

45 N9 Fa 

45N09LC 

75°40'45" 

26°47'45" 

NEVTA* 

Older Alluvium 

D/W 

28.40 

375.00 

128 

45 N9 Fd2 

45N09Hd 

75°37'10" 

26°46'15" 

SIRANI 

Older Alluvium 

D/W 

30.90 

350.00 

129 

45 N9 Cbl 

45N05PC 

75°30'00" 

26°47'00" 

UNTI 

Older Alluvium 

D/W 

29.20 

373.00 

130 

45 N14 Aa 

45N14Aa 

75°46'03" 

26°44'05" 

WATIKA 

Older Alluvium 

D/W 

13.80 

344.00 

131 

45 N14 Aal 

45N14Aa 

75°46'00" 

26°44'00" 

WATIKA Pz. 

Older Alluvium 

P/z 

39.25 

345.20 

132 

45 Ml 6 Da 

45M16Ea 

75°50'30" 

27°13'45" 

DHAVLI 

Younger Alluvium 

D/W 

32.50 

280.15 

133 

45 N7 Dd 

45N07FC 

75 °21'46.97" 

26°25'38.29" 

BACHERA 

Gneisses(B.G.C.) 

D/W 

12.90 

327.32 

134 

45 N7 Gd 

45N07Md 

75°28'55.92" 

26°26'36.93" 

CHOSLA 

Phyllite & Schist 

D/W 

15.85 

319.30 

135 

45 N7 Gdl 

45N07Md 

75°28'53.24" 

26°26'29.1" 

CHOSLA Pz. 

Phyllite & Schist 

P/z 

55.00 

319.30 

136 

45 Nil Bb 

45N1ICa 

75°30'15" 

26°20'50" 

DHOLI 

Phyllite & Schist 

D/W 

14.50 

301.15 

137 

45 Nil Bb 

45N1ICa 

75°30'0.48" 

26°20'52.67" 

DHOLI* 

Phyllite & Schist 

D/W 

14.35 

301.15 

138 

45 N3 Ed 

45N03NC 

75°13'45" 

26°26'05" 

KUHARA 

Gneisses(B.G.C.) 

D/W 

15.00 

366.45 

139 

45 N7 Ec 

45N07Ja 

75°24'10" 

26°24'40" 

KURTHAL 

Phyllite & Schist 

D/W 

20.35 

332.30 

140 

45 N7 Ec 

45N07Ja 

75°24'3.91" 

26°24'31.91" 

KURTHAL* 

Phyllite & Schist 

D/W 

24.00 

332.30 

141 

45 Nil Bd 

45N11 Cc 

75°33'30.3" 

26°21'12.12" 

LAWA 

Phyllite & Schist 

D/W 

15.65 

298.25 

142 

45 Nil Bd 

45N11 Cc 

75°33'12.35" 

26°21'3.58" 

LAWA Pz. 

Phyllite & Schist 

P/z 

NA 

298.25 

143 

45 N3 Gel 

45N03Mb 

75°12'22.54" 

26°27'40.44" 

NAGAR 

Gneisses(B.G.C.) 

D/W 

12.25 

359.50 

144 

45 N3 Gc 

45N03Mb 

75°12'17.19" 

26°27'32.5" 

NAGAR Pz. 

Gneisses(B.G.C.) 

P/z 

50.00 

359.50 

145 

45 N7 Ac 

45N07Eb 

75°18'55.73" 

26°28'0.11" 

PACHEWAR 

Gneisses(B.G.C.) 

D/W 

13.50 

336.20 

146 

45 N7 Ac 

45N07Eb 

75°18'57.19" 

26°27'14.88" 

PACHEWAR Pz. 

Gneisses(B.G.C.) 

P/z 

51.00 

336.20 

147 

45 N6 Gc 

45N06DC 

75°18'36.45" 

26°32'38.1" 

PARLI 

Gneisses(B.G.C.) 

D/W 

16.55 

334.10 

148 

45 N3 He 

45N03Nd 

75°14'43.53" 

26°23'52.3" 

SANS 

Gneisses(B.G.C.) 

D/W 

18.50 

358.50 

149 

45 N3 Gc2 

45N03Ma 

75°12'14.2" 

26°29'8.26" 

SITAPURA 

Gneisses(B.G.C.) 

D/W 

13.00 

360.00 

150 

45 Nil Ab 

45N11Ab 

75 °31'35.31" 

26°26'38.3" 

SITARAMPURA 

Phyllite & Schist 

D/W 

17.70 

320.15 

151 

45 N15 Ac 

45N15AC 

75°47'40" 

26°28'10" 

AKODIA 

Older Alluvium 

D/W 

8.95 

311.10 

152 

45 N15 Ea 

45N15Jb 

75°52'42.24" 

26°23'55.7" 

BANASTHALI Pz. 

Older Alluvium 

P/z 

45.00 

303.75 

153 

45 N15 Ea 

45N15Fd 

75°51 '18.03" 

26°24'18.52" 

BANASTHALI* 

Older Alluvium 

D/W 

16.50 

303.15 
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154 

45 N15 Ba 

45N15CC 

75°47'12.44" 

26°22'24.65" 

DANGARTHAL 

Older Alluvium 

D/W 

17.00 

299.10 

155 

45 N15 Da 

45N15EC 

75°52'1.39" 

26°29'24.1" 

KACHARIYA 

Phyllite & Schist 

D/W 

18.00 

318.15 

156 

45 N15 Hb2 

45N14Dd 

75°47'56.75" 

26°30'6.58" 

NEWAI Pz. 

Older Alluvium 

P/z 

50.00 

308.75 

157 

45 N14 Cd 

45N14Dd 

75°47'53.57" 

26°30'7.92" 

RAHOLI 

Older Alluvium 

D/W 

16.80 

320.10 

158 

45 N15 Ad 

45N15Eb 

75°50'10.36" 

26°26'50.16" 

SUNARA 

Older Alluvium 

D/W 

18.95 

309.20 

159 

45 N15 Ca 

45N15Cd 

75°47'05" 

26°18'50" 

BAGRI 

Phyllite & Schist 

D/W 

14.90 

287.25 

160 

45 N15 Ca 

45N15DC 

75°47'4.49" 

26°18'39.54" 

BAGRI* 

Phyllite & Schist 

D/W 

18.35 

287.25 

161 

45 Nil Ha 

45N11Nb 

75°41'50" 

26°23'15" 

BANWARA 

Phyllite & Schist 

D/W 

18.10 

298.40 

162 

45 Nil Ea 

45N11Gd 

75°36'17.21" 

26°19'59.15" 

BORKHANDI 

Phyllite & Schist 

D/W 

20.00 

303.10 

163 

45 Nil Ec 

45N11Jb 

75°38'38.83" 

26°23'13.73" 

CHOGAI 

Phyllite & Schist 

D/W 

15.65 

295.20 

164 

45 N16 Ba2 

45N16Ab 

75°45'09.00" 

26°12'30.19" 

GAHLOD 

Older Alluvium 

D/W 

10.90 

284.00 

165 

45 Nil Ed 

45N11 Lb 

75°38'14.07" 

26 °16'39.15" 

JHIRANA 

Phyllite & Schist 

D/W 

19.50 

291.30 

166 

45 Nil Gb2 

45N11Ja 

75°38'26.94" 

26°25'11.73" 

KATHMANA 

Phyllite & Schist 

D/W 

13.90 

293.00 

167 

45 Nil Id 

45N11 Pd 

75°43'17.41" 

26°15'51.1" 

NATHARI 

Phyllite & Schist 

D/W 

14.80 

276.25 

168 

45 Nil Id 

45N11 Pd 

75°43'25" 

26°15'20" 

NATHRI Pz. 

Phyllite & Schist 

P/z 

57.00 

276.25 

169 

45 Nil Ic 

45N11PC 

75°44'20" 

26 °17'50" 

PEEPLOO 

Phyllite & Schist 

D/W 

7.80 

279.30 

170 

45 Nil Id 

45N11 Pa 

75°42'35.94" 

26°18'27.98" 

PEEPLOO Pz. 

Phyllite & Schist 

P/z 

55.00 

279.30 

171 

45 Nil Ic 

45N11 Pa 

75°42'47.29" 

26°18'8.66" 

PEEPLOO* 

Phyllite & Schist 

D/W 

12.50 

279.30 

172 

45 Nil Gbl 

45N111d 

75°40'45" 

26°26'20" 

RANOLI 

Phyllite & Schist 

D/W 

9.30 

300.50 

173 

45 Nil Gb 

45N11JC 

75°40'20.63" 

26°25'11" 

RANOLI Pz. 

Phyllite & Schist 

P/z 

54.00 

300.50 

174 

45 Nil Gbl 

45N11JC 

75°40'26.91" 

26°25'14.61" 

RANOLI* 

Phyllite & Schist 

D/W 

18.60 

300.50 

Sub Basin: Morel | 

i 

54 B5 Fc 

54B05La 

76°23'30" 

26°48'30" 

ALOODA 

Older Alluvium 

D/W 

20.60 

340.00 

2 

54 B4 Bel 

54B05Kb 

76°22'55.73" 

26°48'47.41" 

ALOODA Pz. 

Older Alluvium 

P/z 

40.00 

341.00 

3 

54 B5 Cel 

54B05DC 

76°18'00" 

26°48'32" 

BAN 1 YANA 

Older Alluvium 

D/W 

17.40 

331.00 

4 

54 B5 Cel 

54B05Cd 

76°18'18.27" 

26°49'5.29" 

BAN 1 YANA Pz. 

Older Alluvium 

P/z 

74.00 

331.00 

5 

54 B4 Bc2 

54B05Lb 

76°23'27.64" 

26°45'52.8" 

CHHAREDA Pz. 

Older Alluvium 

P/z 

48.00 

348.65 

6 

54 B6 Acl 

54B01Pb 

76°12'45" 

26°45'15" 

LAWAN 

Older Alluvium 

D/W 

19.10 

319.00 

7 

54 B6 Ac2 

54B01Pb 

76°12'45.66" 

26°45'56.43" 

LAWAN Pz. 

Older Alluvium 

P/z 

76.00 

316.00 

8 

54 B5 Bb2 

54B05Ca 

76°15'35.12" 

26°51'8.9" 

MALARNA Pz. 

Older Alluvium 

P/z 

56.00 

331.00 

9 

54 B6 Ac 

54B06AC 

76°18'25" 

26°44'15" 

MALWAS 

Older Alluvium 

D/W 

15.50 

323.00 

10 

54 B6 Ab2 

54B06AC 

76°18'10" 

26°44'34" 

MALWAS T/W 

Older Alluvium 

P/z 

NA 

321.00 

11 

54 B6 Bal 

54B06Ea 

76°20'2.15" 

26°44'55.34" 

NANGAL RAJ.Pz. 

Older Alluvium 

P/z 

40.00 

286.00 

12 

54 B6 Ad 

54B06Ea 

76°19'25" 

26°42'58" 

NAYAWAS T/W 

Older Alluvium 

P/z 

NA 

313.03 

13 

54 B7 Dal 

54B07EC 

76°22'30" 

26°29'28" 

B.KALAN Pz. 

Older Alluvium 

P/z 

NA 

278.00 

14 

54 B7 Dd 

54B07lb 

76°23'5.48" 

26°26'59.42" 

BAGRI 

Older Alluvium 

D/W 

16.00 

304.00 

15 

54 B7 Cd2 

54B06La 

76°24'15" 

26°32'45" 

BHAIRONWAS 

Older Alluvium 

D/W 

30.50 

318.50 

16 

54 B7 Cd2 

54B06Lb 

76°22'40.45" 

26°31 '20.9" 

BHAIRONWAS Pz. 

Older Alluvium 

P/z 

69.00 

318.50 

17 

54 B6 Cel 

54B02Jd 

76°10'15" 

26°39'00" 

BIDARKHA 

Older Alluvium 

D/W 

14.50 

320.00 

18 

54 B7 Dc 

54B07la 

76°22'45" 

26°28'56" 

BILONA KALAN 

Older Alluvium 

D/W 

23.10 

278.00 

19 

54 B6 Gc 

54B02Pa 

76°12'38" 

26°33'10" 

DAULATPURA 

Younger Alluvium 

D/W 

25.70 

294.00 

20 

54 B6 Bd 

54B06Gb 

76°19'30" 

26°35'30" 

DIDWANA 

Older Alluvium 

D/W 

15.10 

338.00 

21 

54 B6 Ad2 

54B06Gb 

76°18'52" 

26°35'00" 

DIDWANA Pz. 

Older Alluvium 

P/z 

35.00 

338.35 

22 

54 B6 Be 

54B06Fa 

76°19'30" 

26°39'30" 

DUNGARPUR 

Younger Alluvium 

D/W 

17.65 

340.00 

23 

56 B6 Be 

54B06Fa 

76°19'31.25" 

26°39'49.19" 

DUNGARPUR Pz. 

Younger Alluvium 

P/z 

66.00 

340.00 

24 

54 B6 Ec 

54B06Jb 

76°23'8.58" 

26°38'4.67" 

GOL 

Older Alluvium 

D/W 

16.00 

318.00 

25 

54 B2 Fd 

54B02Pb 

76°11'43.52" 

26°31 '41.57" 

HAUDAYALI Pz. 

Older Alluvium 

P/z 

NA 

292.00 

26 

54 B6 Cb 

54B06Db 

76°15'36.72" 

26°31'15.27" 

LAKHANPUR 

Older Alluvium 

D/W 

10.90 

284.00 

27 

54 B6 Cc 

54B06Ha 

76°20'1.71" 

26°33'17.65" 

LALSOT 

Older Alluvium 

D/W 

27.90 

303.00 

28 

54 B6 Gc2 

54B06Ha 

76°20'10.48" 

26°32'53.71" 

LALSOT Pz. 

Older Alluvium 

P/z 

45.00 

304.03 

29 

54 B7 Ga 

54B07IC 

76°26'12" 

26°29'10" 

MANDAWARI 

Older Alluvium 

D/W 

16.60 

270.00 

30 

54 B7 Fcl 

54B07IC 

76°26'3.44" 

26°29'13.61" 

MANDAWARI Pz. 

Older Alluvium 

P/z 

51.00 

277.00 

31 

54 B6 Ea 

54B06Eb 

76°19'33.77" 

26°42'11.22" 

RAH UWAS T/W 

Older Alluvium 

P/z 

NA 

341.00 

32 

55 B6 Gc 

54B06Ca 

76°15'30" 

26°37'30" 

RAMGARH 

Younger Alluvium 

D/W 

11.10 

318.00 

33 

57 B6 Gc 

54B06Ca 

76°15'58.63" 

26°37'13.81" 

RAMGARH Pz. 

Younger Alluvium 

P/z 

55.00 

319.00 

34 

54 B12 

54B02Na 

76°12'28.15" 

26°40'46.36" 

RAMNAGAR Pz. 

Older Alluvium 

P/z 

46.00 

311.33 

35 

55 B6 Be 

54B02Od 

76°14'00" 

26°34'30" 

RATANPURA 

Younger Alluvium 

D/W 

18.00 

319.00 

36 

54 B6 Gc3 

54B02Od 

76°14'10.59" 

26°34'55.66" 

RATANPURA Pz. 

Older Alluvium 

P/z 

50.00 

324.00 

37 

56 B6 Gc 

54B06Cb 

76°15'08" 

26°35'30" 

SARIYA 

Younger Alluvium 

D/W 

20.00 

320.00 

38 

57 B6 Be 

54B06Cb 

76°15'4.56" 

26°35'32.19" 

SARIYA Pz. 

Younger Alluvium 

P/z 

71.00 

320.00 

39 

54 B6 Gd 

54B02Pd 

76°13'22.68" 

26°31 '34.1" 

SHIVSINGH P.Pz. 

Older Alluvium 

P/z 

48.00 

305.00 

40 

45 Ml 3 Bel 

45N13la 

75°52'47.13" 

26°59'38.8" 

AMER 

Quartzite 

D/W 

19.20 

421.70 

41 

45 Ml 2 Ib2 

45M16Dd 

75°48'05" 

27°01'30" 

HARMARA 

Younger Alluvium 

D/W 

29.40 

473.00 

42 

45 Ml 2 Ib2 

45M16Dd 

75°48'05" 

27°01'30" 

HARMARA* 

Younger Alluvium 

D/W 

30.00 

473.00 

43 

45 Ml 6 Fcl 

45M16La 

75°53'30" 

27°03'00" 

KUKAS 

Quartzite 

D/W 

29.00 

423.00 

44 

45 Ml 6 Ec2 

45M16La 

75°53'24.52" 

27°02'47.15" 

KUKAS,Pz. 

Quartzite 

P/z 

72.50 

424.00 

45 

45 Ml 2 Eb4 

45M16Dd 

75°48'15" 

27°01'30" 

UDAK,Pz. 

Younger Alluvium 

P/z 

82.00 

487.00 

46 

45 N14 Dbl 

54B01Bd 

76°02'00" 

26°53'10" 

BAINARA 

Older Alluvium 

D/W 

32.00 

455.00 

47 

54 B1 Hbl 

54B01Kb 

76°09'13.64" 

26°49'35.86" 

BANSKHO 

Quartzite 

D/W 

33.00 

342.00 

48 

54 B1 Hbl 

54B01Lc 

76°09'38.35" 

26°47'29.88" 

BANSKHO Pz.(Rajpura) 

Quartzite 

P/z 

53.00 

342.00 
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49 

45 N14 Bb4 

54B01 Cd 

76°02'40.51" 

26°50'29.29" 

BASSI Pz. 

Older Alluvium 

P/z 

56.12 

355.00 

50 

45 N14 Bbl 

54B02Aa 

76°00'04" 

26°43'16" 

DEOGAON Pz. 

Older Alluvium 

P/z 

53.39 

341.00 

51 

45N13 Idl 

45N13Pb 

75°57'30" 

26°46'25" 

GANGARAMPUR 

Younger Alluvium 

D/W 

17.00 

333.00 

52 

54 B1 Fb 

54B01Hd 

76°07'30" 

26°46'00" 

GARH 

Quartzite 

D/W 

34.00 

465.00 

53 

54 B2 Del 

54B01Jd 

76 °11 '00" 

26°53'30" 

JATWARA 

Older Alluvium 

D/W 

12.30 

323.50 

54 

54 B2 Del 

54B01Nb 

76°12'29.85" 

26°52'31.77" 

JATWARA, Pz 

Older Alluvium 

P/z 

53.00 

323.50 

55 

45 N3 Hb 

45N130a 

75°57'8.08" 

26°52'13.45" 

KANOTA Pz. 

Younger Alluvium 

D/W 

44.00 

355.60 

56 

54 B1 Fbl 

54B01He 

76°06'30" 

26°47'45" 

LALGARH 

Quartzite 

D/W 

30.00 

437.00 

57 

54 B1 Cdl 

54B01Lc 

76 °10'55" 

26°47'45" 

MADHOGARH 

Quartzite 

D/W 

28.50 

357.00 

58 

54 B2 Ib2 

45N13PC 

75°59'55" 

26°47'30" 

MAHARAJPURA 

Younger Alluvium 

D/W 

9.20 

341.50 

59 

54 B2 Ib2 

45N13PC 

75°59'55" 

26°47'30" 

MAHARAJPURA* 

Younger Alluvium 

D/W 

30.50 

341.50 

60 

54 B1 Gb2 

54B01 Id 

76 °11 '00" 

26°57'15" 

PARASOLI 

Older Alluvium 

D/W 

26.90 

337.00 

61 

54 B1 Gb3 

54B01 Id 

76 °11 '02" 

26°57'18" 

PARASOLI T/W 

Older Alluvium 

T/W 

100.00 

337.50 

62 

54 B1 Gb4 

54B01Lc 

76 °10'45" 

26°47'45" 

ROJWARI 

Older Alluvium 

D/W 

14.60 

326.00 

63 

54 B1 Gb4 

54B01Lc 

76 °10'45" 

26°47'45" 

ROJWARI* 

Older Alluvium 

D/W 

28.30 

326.00 

64 

54 B2 Del 

54B02la 

76°09'10" 

26°44'00" 

TUNGA 

Older Alluvium 

D/W 

21.50 

372.00 

65 

54 B2 Dc4 

54B02IC 

76°10'OO" 

26°44'30" 

TUNGA T/W 

Older Alluvium 

T/W 

63.00 

327.00 

66 

45 N14 Bb2 

54B01 Gc 

76°07'00" 

26°51 '00" 

ZHAR Pz. 

Older Alluvium 

P/z 

53.35 

365.80 

67 

45N14GD 

45N14NC 

75°59'4.66" 

26°40'43.62" 

AKORIYA 

Quartzite 

D/W 

24.00 

318.00 

68 

54 B2 Cel 

45N140a 

75°57'11.06" 

26°36'49.55" 

CHAKSU 

Older Alluvium 

D/W 

16.00 

301.50 

69 

45 N14 Ddl 

45N14FC 

75°52'26.34" 

26°40'49.75" 

CHANDLAI 

Older Alluvium 

D/W 

18.00 

330.00 

70 

54 B1 Gd 

54B02Gd 

76°06'36.9" 

26°35'37.28" 

DEHLALA 

Older Alluvium 

D/W 

34.00 

293.00 

71 

54 B2 Ca2 

54B02Cd 

76°02'16.24" 

26°34'51.5" 

GARUDWASI T/W 

Older Alluvium 

T/W 

50.00 

306.00 

72 

54 B2 Ca 

54B02CC 

76°03'00" 

26°36'20" 

GURWASA 

Older Alluvium 

D/W 

33.60 

311.00 

73 

45 N14 Bd4 

54B02Bd 

76°02'10" 

26°39'00" 

KOHLYA 

Older Alluvium 

D/W 

18.60 

304.00 

74 

45 N14 Bd4 

54B02Bd 

76°03'8.33" 

26°37'45.16" 

KOHLYA* 

Older Alluvium 

D/W 

23.50 

304.00 

75 

45 N14 Id 

45N14Pb 

75°57'1.41" 

26°30'50.7" 

KOTHUN 

Quartzite 

D/W 

25.00 

320.00 

76 

54 B2 Ea 

54B02Fa 

76°05'10" 

26°40'05" 

KOTKHAWDA 

Older Alluvium 

D/W 

10.50 

302.00 

77 

54 B2 Ea 

54B02Fb 

76°05'9.74" 

26°39'6.26" 

KOTKHAWDA* 

Older Alluvium 

D/W 

22.50 

302.00 

78 

54 B2 Db 

54B02Fa 

76°05'36.05" 

26°40'40.12" 

RUPAHERI 

Older Alluvium 

D/W 

20.00 

300.00 

79 

54 B2 Cbl 

54B02Db 

76°00'18.2" 

26°31 '35.85" 

SANWASA(SANWALIA) 

Quartzite 

D/W 

20.65 

305.00 

80 

45 N14 Dc2 

45N14lb 

75°53'15.84" 

26°41 '55.56" 

SHEODASPURA 

Older Alluvium 

D/W 

24.00 

331.00 

81 

45 Ml 6 1c 

45M160d 

75°58'30" 

27°04'45" 

B.KALAN 

Younger Alluvium 

D/W 

36.00 

390.50 

82 

45 Ml 6 lei 

45M160b 

75°57'48.7" 

27°04'15.63" 

B.KALAN Pz. 

Younger Alluvium 

P/z 

63.00 

389.00 

83 

54 A4 Fcl 

45M16Pd 

75°58'26.88" 

27°00'4.84" 

MALAWALA Pz. 

Younger Alluvium 

P/z 

65.00 

392.00 

84 

45 N13 Gdl 

45N13NC 

75°59'45" 

26°56'00" 

NAILA 

Younger Alluvium 

D/W 

29.00 

383.20 

85 

54 A4 Fc2 

45N13IC 

75°55'28.7" 

26°58'53.8" 

SAIPURA Pz. 

Younger Alluvium 

P/z 

55.50 

385.00 

86 

45 N9 Ha2 

45N13Ab 

75°45'52" 

26°56'51" 

A.Cantt.Pz. 

Younger Alluvium 

P/z 

67.80 

436.00 

87 

45 N13 Eal 

45N13FC 

75°51'37.14" 

26°54'59.5" 

GALTAJI 

Younger Alluvium 

D/W 

17.75 

420.00 

88 

45 N9 Hc3 

45N13BC 

75°47'1.9" 

26°54'29.54" 

Raj Bhawan Pz. Jaipur 

Younger Alluvium 

P/z 

100.00 

481.00 

89 

45 N13 Bc2 

45N13Fa 

75°49'21.51" 

26°54'50.3" 

RAVINDRA MANCH Pz. 

Younger Alluvium 

P/z 

92.25 

437.00 

90 

45 N14 Da 

45N13Hd 

75°51 '33.82" 

26°45'5.72" 

BILWA 

Older Alluvium 

D/W 

15.00 

346.00 

91 

45 N14 Da 

45N13Hb 

75°50'30" 

26°45'30" 

BILWA* 

Older Alluvium 

D/W 

20.00 

346.00 

92 

45 N13 Cd 

45N13Ga 

75°49'00" 

26°52'00" 

DURGAPURA 

Older Alluvium 

D/W 

19.00 

518.00 

93 

45 N13 Cd2 

45N13Cd 

75°47'27.86" 

26°50'33.2" 

DURGAPURA Pz. 

Older Alluvium 

P/z 

67.00 

519.00 

94 

45 N13 Ed 

45N13LC 

75°55'00" 

26°47'00" 

GONER 

Older Alluvium 

D/W 

24.50 

336.80 

95 

45 N13 Fa 

45N13Gd 

75°52'00" 

26°50'00" 

MAHEL 

Older Alluvium 

D/W 

28.00 

360.00 

96 

45 N13 Cdl 

45N13Ca 

75°45'50.91" 

26°51'15.68" 

MANSAROVAR Pz. 

Older Alluvium 

P/z 

63.00 

420.00 

97 

45 N13 Bbl 

45N13BC 

75°48'00" 

26°55'00" 

O.T.S. Pz. 

Older Alluvium 

P/z 

67.00 

421.50 

98 

45 N13 Ca4 

45N13DC 

75°48'00" 

26°48'30" 

SANGANER 

Older Alluvium 

D/W 

10.35 

385.00 

99 

45 N13 Ca4 

45N13DC 

75°48'00" 

26°48'30" 

SANGANER* 

Older Alluvium 

D/W 

34.90 

385.00 

100 

45 N13 Ed3 

45N13Ha 

75°49'23.24" 

26°46'58.64" 

SUKHPURIYA Pz. 

Older Alluvium 

P/z 

59.00 

361.00 

101 

45N13 Ibl 

45N13Ca 

75°46'41.26" 

26°52'27.49" 

SURYANAGAR Pz. 

Older Alluvium 

P/z 

52.00 

514.00 

102 

54 BIO Ec 

54B1OJb 

76°39'00" 

26°38'00" 

BAGOR 

Older Alluvium 

D/W 

13.90 

266.00 

103 

54 BIO la 

54B10KC 

76°40'28" 

26°34'45" 

GANDAL 

Older Alluvium 

D/W 

14.10 

261.70 

104 

54 BIO Ab 

54B1OAd 

76°32'35" 

26°42'10" 

GARHMORAN 

Quartzite 

D/W 

14.05 

296.10 

105 

54 B9 Fb 

54B10Ea 

76°35'25.74" 

26°44'28.52" 

PAL 

Quartzite 

D/W 

18.30 

270.65 

106 

54 BIO Hd 

54B10OC 

76°44'00" 

26°36'40" 

SHAHAR 

Older Alluvium 

D/W 

14.50 

261.60 

107 

54 B15 Bb 

54B15Cb 

76°45'13" 

26°20'10" 

BALLUPURA 

Older Alluvium 

D/W 

17.30 

243.00 

108 

54 B15 Bb 

54B1 lOd 

76°44'50.96" 

26°20'13.7" 

BALLUPURA* 

Older Alluvium 

D/W 

24.70 

243.00 

109 

54 B11 la 

54B11 Pa 

76°42'00" 

26°18'30" 

CHORAGAON 

Older Alluvium 

D/W 

8.50 

233.40 

110 

54 B15 Ba 

54B15Bb 

76°45'15" 

26°23'30" 

DABRA 

Older Alluvium 

D/W 

30.10 

282.10 

111 

54 B15 Ba 

54B15Bd 

76°47'1.14" 

26°24'9.85" 

DABRA Pz. 

Older Alluvium 

P/z 

55.00 

282.10 

112 

54 B11 Id 

54B11PC 

76°43'36" 

26 °17'30" 

DHOOLWAS 

Older Alluvium 

D/W 

18.00 

296.90 

113 

54 B11 Fc 

54B11 Kb 

76°38'36" 

26°19'40" 

NAROLI 

Older Alluvium 

D/W 

20.00 

269.65 

114 

54 B15 Ca 

54B11PC 

76°44'43.05" 

26°18'36.96" 

SAPOTRA Pz. 

Bhander Sandstone 

P/z 

60.00 

267.80 

115 

54 B7 Gd 

54B07Md 

76°29'54.88" 

26°26'49.5" 

Bachhoch 

Older Alluvium 

D/W 

18.10 

256.20 

116 

54 BIO Fb 

54B1OHd 

76°37'0.53" 

26°30'22.83" 

Badh Koyla 

Older Alluvium 

D/W 

12.60 

254.85 

117 

54 B11 Ab 

54B11Ab 

76°31 '51.85" 

26°26'29.31" 

Bairara Khurd 

Older Alluvium 

D/W 

17.45 

246.10 

118 

54 B11 Ab 

54B11Ab 

76°31 '49.86" 

26°26'20.86" 

Bairara P/Z 

Older Alluvium 

P/z 

40.00 

246.00 
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119 

54B10CC 

54B10DC 

76°33'26.22" 

26°33'39.12" 

Bamanwas 

Older Alluvium 

D/W 

11.70 

270.00 

120 

54 B7 He 

54B07Nd 

76°29'5.26" 

26°22'53.6" 

Barnala 

Older Alluvium 

D/W 

15.80 

250.80 

121 

54 B11 Bb 

54B1ICa 

76°30'57.94" 

26°21 '31.81" 

Batoda 

Older Alluvium 

D/W 

13.30 

236.80 

122 

54 B7 Gc 

54B07MC 

76°29'30" 

26°29'24" 

Dabar 

Older Alluvium 

D/W 

18.10 

262.75 

123 

54 B7 Gel 

54B07MC 

76°29'35" 

26°29'29" 

Dabar P/Z 

Older Alluvium 

P/z 

40.00 

260.00 

124 

54 BIO Be 

54B1OBd 

76°33'16" 

26°37'35" 

Jahara 

Older Alluvium 

D/W 

12.10 

265.70 

125 

54 BIO Bd 

54B1OCc 

76°33'28.31" 

26°36'7.93" 

Keeratpura 

Older Alluvium 

D/W 

9.55 

263.50 

126 

54 B11 Aa 

54B11Aa 

76°31 '00" 

26°29'50" 

Kherli 

Older Alluvium 

D/W 

19.80 

256.20 

127 

54 B11 Aa 

54B11Aa 

76°31'24.26" 

26°29'36.92" 

Kherli P/Z 

Older Alluvium 

NA 

37.00 

256.20 

128 

54 B6 Ic 

54B06Od 

76°29'32.09" 

26°34'4.5" 

Liwali 

Older Alluvium 

D/W 

25.10 

280.10 

129 

54 B7 Gc 

54B07Mb 

76°27'24" 

26°27'25" 

Naroli 

Older Alluvium 

D/W 

13.20 

259.20 

130 

54 B11 Be 

54B11 Be 

76°32'25" 

26°24'50" 

Phulwara 

Older Alluvium 

D/W 

10.50 

256.00 

131 

54 B10 Aa 

54B11 Aa 

76°31'52.18" 

26°29'48.51" 

Piplai P/Z 

Older Alluvium 

P/z 

50.00 

250.75 

132 

54 B10 Cd 

54B1ODd 

76°33'41.18" 

26°30'18.72" 

Sitor 

Older Alluvium 

D/W 

15.10 

250.00 

133 

54 B10 Eb 

54B10DC 

76°32'10" 

26°33'30" 

Sonkhipura 

Older Alluvium 

D/W 

12.95 

259.40 

134 

54 B10 Be 

54B1OBd 

76°33'30" 

26°38'25" 

Toda 

Older Alluvium 

D/W 

7.20 

270.80 

135 

54 B3 Hd 

54B07Hd 

76°21 '46.71" 

26°15'43.2" 

Baragaon 

Phyllite & Schist 

D/W 

13.60 

261.40 

136 

54 B3 Ga 

54B03Jd 

76°10'58.96" 

26°22'38.62" 

Barkheda 

Older Alluvium 

D/W 

20.50 

291.00 

137 

54 B8 Da 

54B08la 

76°22'31.17" 

26°14'46.72" 

Bhadoti 

Phyllite & Schist 

D/W 

14.50 

240.20 

138 

54 B3 He 

54B03Od 

76°13'30" 

26°19'50" 

Bonli 

Phyllite & Schist 

D/W 

18.00 

270.90 

139 

54 B3 Hcl 

54B03Od 

76°14'0.22" 

26°19'45.91" 

BonliP/Z 

Phyllite & Schist 

P/z 

38.00 

272.00 

140 

54 B7 Fc 

54B07Kb 

76°22'50.76" 

26°19'18.86" 

Chor Malarana 

Older Alluvium 

D/W 

23.20 

254.10 

141 

54 B7 Ab 

54B03NC 

76°14'37.09" 

26°25'35.34" 

Ghata 

Older Alluvium 

D/W 

17.50 

270.90 

142 

54 B7 Ab 

54B07Ba 

76°15'43.43" 

26°25'18.22" 

Ghata P/Z 

Older Alluvium 

NA 

70.00 

270.90 

143 

54 B7 Ea 

54B07Fd 

76°22'30" 

26°23'00" 

Jastana 

Older Alluvium 

D/W 

16.10 

250.70 

144 

54 B7 Cd 

54B07Hb 

76°19'44.57" 

26°15'16.85" 

Khirni 

Older Alluvium 

D/W 

9.45 

259.60 

145 

54 B7 Bd 

54B07CC 

76°18'10" 

26°21'00" 

Kodiyai 

Phyllite & Schist 

D/W 

13.60 

264.50 

146 

54 B7 Ic 

54B07PC 

76°28'30" 

26 °17'30" 

Malarana Dungar 

Limestone 

D/W 

16.00 

250.50 

147 

54 B7 Ic 

54B07Pd 

76°28'22.12" 

26 °16'50.49" 

Malarna Dungar P/Z 

Limestone 

NA 

75.00 

250.50 

148 

54 B7 Cc 

54B07DC 

76°18'00" 

26°18'10" 

Mamdoli 

Older Alluvium 

D/W 

14.00 

256.70 

149 

54 B3 Gb 

54B03ld 

76°11'11.06" 

26°26'32.61" 

Mitrapura 

Phyllite & Schist 

D/W 

26.00 

291.10 

150 

54 B7 Hb 

54B07KC 

76°24'57.69" 

26 °21'46.24" 

Nimod 

Older Alluvium 

D/W 

15.70 

245.50 

151 

54 B7 Ea 

54B07Fb 

76°20'30.63" 

26°23'29.93" 

Pipalda 

Phyllite & Schist 

D/W 

20.50 

250.10 

152 

54 B7 Fd 

54B08IC 

76°24'58" 

26°15'00" 

Shesha 

Limestone 

D/W 

13.50 

249.20 

153 

54 B7 Fd 

54B08IC 

76°24'58" 

26°15'00" 

Shesha P/Z 

Limestone 

NA 

85.00 

249.20 

154 

54 B10 lb 

54B1OLd 

76°41 '1.89" 

26°30'56.77" 

Aliganj 

Older Alluvium 

D/W 

10.85 

254.90 

155 

54 B11 Da 

54B11IC 

76°39'50.74" 

26°29'36.24" 

Badh 

Older Alluvium 

D/W 

8.80 

250.55 

156 

54 B15 Ab 

54B15AC 

76°47'15" 

26°28'18" 

Badh Maliyan 

Older Alluvium 

D/W 

18.00 

261.90 

157 

54 B15 Ab 

54B11 Me 

76°44'35.57" 

26°28'32.65" 

Badh Maliyan P/Z 

Older Alluvium 

P/z 

61.00 

261.90 

158 

54 BIO Id 

54B1OPd 

76°43'50.62" 

26 °31'48.58" 

Bari Udai 

Older Alluvium 

D/W 

10.30 

265.85 

159 

54 BIO Id 

54B1OPd 

76°43'31.03" 

26°31'4.69" 

Bari Udai P/Z 

Older Alluvium 

P/z 

44.00 

265.85 

160 

54 B15 Aa 

54B15Aa 

76°46'20" 

26°29'24" 

Baroda Jat 

Older Alluvium 

D/W 

16.50 

249.60 

161 

54 B14 Cc 

54B14Dd 

76°47'30" 

26°30'36" 

Binega 

Older Alluvium 

D/W 

19.10 

263.75 

162 

54 B14 Ca 

54B14DC 

76°47'00" 

26°33'00" 

Choti Udai 

Older Alluvium 

D/W 

13.10 

264.90 

163 

54 B11 Dd 

54B11Ja 

76°39'00" 

26°25'40" 

Chowki Amargarh 

Older Alluvium 

D/W 

13.70 

256.10 

164 

54 B11 Gc 

54B11 Mb 

76°42'30" 

26°27'30" 

Chulinala P/Z 

Older Alluvium 

P/z 

50.00 

266.00 

165 

54 B11 Da 

54B11EC 

76°37'20" 

26°29'00" 

Dhudupura P/Z 

Older Alluvium 

P/z 

47.00 

249.60 

166 

54 B11 Gc 

54B11 Ma 

76°42'38.26" 

26°28'40.2" 

Gangapur 

Older Alluvium 

D/W 

12.90 

268.70 

167 

54 B11 Ea 

54B11FC 

76°37'00" 

26°24'40" 

Kunkuta 

Older Alluvium 

D/W 

11.10 

229.90 

168 

54 B11 Eal 

54B11Fd 

76°36'22.73" 

26°24'9.82" 

Meenapara P/Z 

Older Alluvium 

P/z 

26.00 

232.00 

169 

54 B15 Ac 

54B111d 

76°40'20.48" 

26°27'52.31" 

Salimpur 

Older Alluvium 

D/W 

24.60 

289.10 

170 

54 B11 Gb 

54B11 Me 

76°45'00" 

26°29'12" 

Saloda 

Older Alluvium 

D/W 

12.90 

260.80 

171 

54 B14 Fb 

54B14Hb 

76°48'56.5" 

26°31'19.41" 

Sewa P/Z 

Older Alluvium 

P/z 

65.00 

270.60 

172 

54 B15 Ab 

54B15Ab 

76°45'10.93" 

26°26'22.46" 

Tajpur 

Older Alluvium 

D/W 

35.40 

282.00 

173 

54 B3 Dc 

54B03la 

76°08'5.86" 

26°29'12.41" 

DATTWAS 

Phyllite & Schist 

D/W 

10.10 

282.35 

174 

54 B3 Aal 

54B03Aa 

76°01 '51.69" 

26°29'58.18" 

KARERA BUJ 

Older Alluvium 

D/W 

16.30 

285.15 

175 

54 B3 Aal 

54B03AC 

76°02'5.49" 

26°29'59.52" 

KARERA BUJ Pz. 

Older Alluvium 

P/z 

57.00 

286.20 

176 

54 B2 Cd 

54B02Hb 

76°04'23.07" 

26°30'23.52" 

TURKIYA 

Phyllite & Schist 

D/W 

22.50 

280.15 

Sub Basin: Sodra | 

i 

45 N3 Eb 

45N03GC 

75°06'21.5" 

26°20'57.55" 

DHASUK 

Gneisses(B.G.C.) 

D/W 

17.45 

382.68 

2 

45 N3 Eb 

45N03GC 

75°06'9.12" 

26 °21'11.59" 

DHASUK Pz 

Gneisses(B.G.C.) 

P/z 

50.00 

391.47 

3 

45 N3 Cc 

45N03Cd 

75°02'30.61" 

26°19'04.00" 

JORAWARPURA 

Gneisses(B.G.C.) 

D/W 

16.00 

396.55 

4 

45 N3 Cc 

45N03Cd 

75°02'25.06" 

26°19'1.74" 

JORAWARPURA Pz 

Gneisses(B.G.C.) 

P/z 

40.00 

395.02 

5 

45 N3 Cc 

45N03Fb 

75°05'33.76" 

26°22'58.41" 

KAKALWARA 

Gneisses(B.G.C.) 

D/W 

16.80 

385.45 

6 

45 N4 Dd 

45N04lb 

75°08'27.03" 

26°11'48.89" 

MANOHARPURA 

Gneisses(B.G.C.) 

D/W 

15.50 

354.35 

7 

45 N4 Da 

45N04Ed 

75°06'35.17" 

26°12'31.64" 

MUNDOTI 

Gneisses(B.G.C.) 

D/W 

16.00 

361.28 

8 

45 N3 Fa 

45N03HC 

75°06'52.92" 

26°18'20.38" 

PANDARWARA 

Gneisses(B.G.C.) 

D/W 

16.20 

374.67 

9 

45 N3 Id 

45N03PC 

75°13'40.75" 

26 °17'58.48" 

BAGRI 

Gneisses(B.G.C.) 

D/W 

16.80 

334.30 

10 

45 Nil Ca 

45N11DC 

75°32'27.19" 

26 °17'57.12" 

CHABRANA 

Phyllite & Schist 

D/W 

14.50 

304.75 

11 

45 N7 la 

45N07Pa 

75°26'35" 

26°18'45" 

CHANDSEN 

Phyllite & Schist 

D/W 

16.00 

320.25 
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12 

45 N7 la 

45N07Ob 

75°27'5.91" 

26°19'53.73" 

CHANDSEN* 

Phyllite & Schist 

D/W 

16.25 

320.25 

13 

45 N4 Ga 

45N04IC 

75°11 '7.17" 

26°14'32.42" 

DEVEL 

Gneisses(B.G.C.) 

D/W 

9.40 

345.15 

14 

45 N7 Hb 

45N07Oa 

75°27'6.78" 

26°22'11.68" 

DIGGI 

Phyllite & Schist 

D/W 

17.00 

321.40 

15 

45 N7 Hb 

45N07Oa 

75°27'54.9" 

26 °21'35.69" 

DIGGI Pz. 

Phyllite & Schist 

P/z 

51.00 

321.40 

16 

45 N7 Ed 

45N07Ga 

75°20'00" 

26°21'50" 

GANWAR 

Gneisses(B.G.C.) 

D/W 

11.15 

331.50 

17 

45 N7 Ed 

45N07Ga 

75°19'35.63" 

26 °21'45.78" 

GANWAR Pz. 

Gneisses(B.G.C.) 

P/z 

48.00 

331.50 

18 

45 N7 Ed 

45N07Ga 

75°19'49.1" 

26°22'2.59" 

GANWAR* 

Gneisses(B.G.C.) 

D/W 

17.00 

331.50 

19 

45 N7 Be 

45N03Lb 

75°08'25" 

26°15'55" 

GULGAON Pz. 

Gneisses(B.G.C.) 

P/z 

56.00 

320.45 

20 

45 N8 Acl 

45N07Dd 

75°18'28.46" 

26°15'2.68" 

INDOLI 

Gneisses(B.G.C.) 

D/W 

16.30 

317.50 

21 

45 Nil Gb 

45N04ld 

75°11 '2.01" 

26°12'23.68" 

JHARLI 

Gneisses(B.G.C.) 

D/W 

17.50 

346.20 

22 

45 N7 Bb 

45N03OC 

75°14'55.08" 

26 °21'52.84" 

KACHOLIYA 

Gneisses(B.G.C.) 

D/W 

16.85 

343.15 

23 

45 N7 Ec 

45N03LC 

75°09'49" 

26°18'20.79" 

L.HARISINGH 

Gneisses(B.G.C.) 

D/W 

20.35 

357.50 

24 

45 N8 Dc 

45N08la 

75°23'15" 

26°14'15" 

MAHAPURA 

Phyllite & Schist 

D/W 

34.00 

330.50 

25 

45 N8 Dd 

45N08la 

75°23'59.15" 

26°14'44.8" 

MAHAPURA Pz. 

Phyllite & Schist 

P/z 

35.00 

331.20 

26 

45 N7 Eb 

45N07HC 

75°22'22.8" 

26 °17'50.6" 

MALPURA 

Phyllite & Schist 

D/W 

13.05 

319.40 

27 

45 N8 Dc 

45N07HC 

75°22'26.27" 

26 °17'51.3" 

MALPURA Pz. 

Phyllite & Schist 

P/z 

50.00 

319.90 

28 

45 N3 Hb 

45N03Oa 

75°11 '53.35" 

26°21'17.73" 

MORLA 

Gneisses(B.G.C.) 

D/W 

18.30 

344.25 

29 

45 N3 Hbl 

45N03Oa 

75°11 '53.48" 

26°21'18.59" 

MORLA Pz. 

Gneisses(B.G.C.) 

P/z 

55.00 

344.25 

30 

45 N8 Ac2 

45N08Ea 

75°20'37.48" 

26°14'27.14" 

RINDLIYA 

Gneisses(B.G.C.) 

D/W 

18.50 

318.00 

31 

45 N7 Ca 

45N07DC 

75 °17'10.74" 

26°18'15.66" 

ROOPAYALI 

Gneisses(B.G.C.) 

D/W 

17.00 

341.35 

32 

45 N8 Ga 

45N08ld 

75°25'7.83" 

26°12'6.52" 

TORDI 

Phyllite & Schist 

D/W 

18.00 

334.40 

33 

45 Nil Ed 

45N12Fa 

75°35'05" 

26 °10'30" 

HAMEERPUR 

Phyllite & Schist 

D/W 

10.30 

291.45 

34 

45 N4 Cc2 

45N12Fa 

75°34'10" 

26 °10'50" 

HAMEERPUR Pz. 

Phyllite & Schist 

P/z 

45.00 

292.05 

35 

45 Nil Ed 

45N12Fa 

75°34'24.62" 

26 °10'47.97" 

HAMEERPUR* 

Phyllite & Schist 

D/W 

23.00 

291.45 

36 

45 N8 Db 

45N08Fa 

75°19'48.64" 

26 °10'48.49" 

MANDOLAI 

Phyllite & Schist 

D/W 

14.30 

320.50 

37 

45 N8 Ha 

45N08Jd 

75°25'54.34" 

26°08'5.66" 

MOR 

Phyllite & Schist 

D/W 

18.20 

323.68 

38 

45 N8 Ha 

45N08Jd 

75°25'45.37" 

26°08'10.53" 

MOR Pz. 

Phyllite & Schist 

P/z 

51.00 

323.68 

39 

45 N8 Ea 

45N08Jb 

75°22'54.18" 

26°08'22.1" 

PUNWALAI 

Phyllite & Schist 

D/W 

14.00 

321.47 

40 

45 N8 Ab 

45N08Ab 

75°15'11.66" 

26°11 '52.53" 

SUWARIYA 

Gneisses(B.G.C.) 

D/W 

18.90 

342.88 

41 

45 Nil Ed 

45N11 Lb 

75°38'9.69" 

26 °16'12.96" 

JHIRANA Pz. 

Phyllite & Schist 

P/z 

50.00 

291.30 

Basin: Banganga 

Sub Basin: Banganga 

i 

54A15HC 

54A15Nd 

76°59'52.84" 

27°24'11.3" 

BAMANPURA 

Older Alluvium 

D/W 

20.50 

215.00 

2 

54A15Hd 

54A150C 

76°58'30" 

27°22'10" 

BARODA KAN 

Older Alluvium 

D/W 

17.35 

209.00 

3 

54A15IC 

54A15PC 

76°58'50" 

27 °17'40" 

BASETH 

Older Alluvium 

D/W 

13.25 

217.50 

4 

54A15IC 

54A15PC 

76°58'54.9" 

27 °17'31.43" 

BASETH Pz 

Older Alluvium 

P/z 

45.00 

217.50 

5 

54A15lb 

54A16Ma 

76°56'40" 

27°13'20" 

BHANOKHAR 

Older Alluvium 

D/W 

14.50 

221.50 

6 

54A16Ga 

54A16Mb 

76°56'30" 

27°12'30" 

GHOSRANA 

Older Alluvium 

D/W 

20.00 

224.50 

7 

54A15Fd 

54A15PC 

76°58'10" 

27 °17'00" 

JANGRU 

Older Alluvium 

D/W 

37.50 

235.00 

8 

54E3Cc 

54E03Gb 

77°04'43.9" 

27°19'12.6" 

KATHUMAR 

Older Alluvium 

D/W 

22.00 

210.22 

9 

54E4Aa1 

54E04Ad 

77°02'20" 

27°12'10" 

KHERLI GANJ 

Older Alluvium 

D/W 

11.40 

217.00 

10 

54E4Aa1 

54E04Ad 

77°02'26.37" 

27°11 '39.97" 

KHERLIGANJ Pz 

Older Alluvium 

P/z 

46.00 

217.00 

11 

54E3Eb 

54E03Hd 

77°06'10" 

27 °16'20" 

MASARI 

Older Alluvium 

D/W 

18.00 

210.00 

12 

54E3Eb 

54E03Hd 

77°05'53.03" 

27 °16'26.39" 

MASARI Pz 

Older Alluvium 

P/z 

51.38 

210.00 

13 

54E4Ab 

54E04Ba 

77°00'10" 

27°11'00" 

SAMOCHI 

Older Alluvium 

D/W 

14.95 

210.00 

14 

54E4Db 

54E04Fa 

77°05'20" 

27 °10'30" 

SHAHPURA 

Older Alluvium 

D/W 

15.05 

215.00 

15 

54E4Aa1 

54E04Aa 

77°01'20" 

27°14'30" 

SONKHARI 

Older Alluvium 

D/W 

19.00 

219.00 

16 

54E4Aa1 

54E04Aa 

77°01'20" 

27°14'30" 

SONKHARI Pz 

Older Alluvium 

P/z 

60.00 

219.00 

17 

54E3Bd 

54E03Ga 

77 WOO" 

27°21'40" 

TASAI 

Older Alluvium 

D/W 

15.35 

218.00 

18 

54E3Ed 

54E03Ka 

77°08'40" 

27°20'40" 

TIKARI 

Older Alluvium 

D/W 

10.00 

199.50 

19 

54E3Bb 

54E03Ca 

77°00'30" 

27°21'20" 

TITPURI 

Older Alluvium 

D/W 

13.00 

209.50 

20 

54E3Aa 

54A15Md 

76°59'53.69" 

27°27'33" 

BHENSDAWAT Pz 

Older Alluvium 

P/z 

36.25 

212.50 

21 

54A15Fb 

54A15Ha 

76°50'19.26" 

27 °17'19.96" 

BICHGAON 

Older Alluvium 

D/W 

27.20 

238.72 

22 

54A15Db 

54A15Ed 

76°51'30" 

27°27'10" 

DHAND 

Older Alluvium 

D/W 

19.00 

232.22 

23 

54A15Db 

54A15Ed 

76 °51'24.75" 

27°27'25.83" 

DHAND Pz 

Older Alluvium 

P/z 

51.00 

232.23 

24 

54A15Fa 

54A15Gb 

76°50'31.96" 

27°18'57.55" 

HARSANA 

Older Alluvium 

D/W 

17.00 

232.00 

25 

54 A10Ac 

54A16Ea 

76°49'20" 

27°14'30" 

JHALATALA 

Phyllite & Schist 

D/W 

33.95 

273.20 

26 

54 A10Ac 

54A16Ea 

76°49'20" 

27°14'30" 

JHALATALA Pz 

Phyllite & Schist 

P/z 

75.00 

273.20 

27 

54A15EC 

54A15Jb 

76°53'20" 

27°22'40" 

KANWARA 

Older Alluvium 

D/W 

23.95 

222.22 

28 

54A15Gb 

54A15JC 

76°55'30" 

27°25'30" 

KARIRIYA 

Older Alluvium 

D/W 

14.90 

222.22 

29 

54A15Gb 

54A15JC 

76°55'22.01" 

27°25'32.9" 

KARIRIYA Pz 

Older Alluvium 

P/z 

51.00 

222.23 

30 

54 A16 Ad 

54A16Eb 

76°49'50" 

27°11'20" 

KHERA MANGALSINGH 

Older Alluvium 

D/W 

35.00 

254.50 

31 

54 A16 Ad 

54A16Eb 

76°49'50" 

27°11'20" 

KHERA MANGALSINGH Pz 

Older Alluvium 

P/z 

52.00 

254.50 

32 

54A15Bd2 

54A15GC 

76°52'0.45" 

27°22'17.52" 

LAXMANGARH 

Older Alluvium 

D/W 

14.80 

220.50 

33 

54A15Bd2 

54A15CC 

76°48'09.00" 

27°21 '50.31" 

MOUZPUR 

Older Alluvium 

D/W 

21.25 

232.22 

34 

54A15CC 

54A15Cd 

76°48'11" 

27°19'32" 

MUNDIYAKHERA 

Older Alluvium 

D/W 

28.50 

235.00 

35 

54A16BC 

54A16Fa 

76°49'30" 

27°09'40" 

PHEDAWATI 

Older Alluvium 

D/W 

20.00 

243.00 

36 

54A8Bd 

54A08Gb 

76°18'47.51" 

27°05'18.12" 

GOLA KA BAS 

Quartzite 

D/W 

12.80 

275.00 

37 

54A8Ec 

54A08JC 

76°24'26.96" 

27°09'25.97" 

JAISINGHPURA 

Limestone 

D/W 

22.00 

306.00 
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38 

54A8Dd 

54A08Ja 

76°22'33.07" 

27 °10'55.62" 

KHOH 

Slate 

D/W 

19.20 

318.00 

39 

54A8Ea 

54A08Fd 

76°20'51.55" 

27°07'50.91" 

NARAYANI 

Quartzite 

D/W 

18.00 

342.00 

40 

54A8Eb 

54A08GC 

76°21'22.11" 

27°06'50.97" 

PAOTA 

Quartzite 

D/W 

16.45 

310.00 

41 

54 A12Ab 

54A12Ba 

76°31'30" 

27 °10'20" 

RAJPUR 

Limestone 

D/W 

28.30 

328.25 

42 

54A12Bd 

54A12FC 

76°37'20" 

27 °10'50" 

SURER 

Quartzite 

D/W 

20.20 

308.65 

43 

54A12Bd 

54A12Ed 

76°36'55.55" 

27°11'58.95" 

SURER Pz 

Older Alluvium 

P/z 

70.00 

312.30 

44 

54A8Fd 

54A08Ma 

76°27'33.99" 

27°13'27.57" 

TALAB 

Limestone 

D/W 

15.55 

361.00 

45 

54A8GC 

54A08IC 

76°24'35.79" 

27°14'37.62" 

TEH LA 

Limestone 

D/W 

16.90 

340.00 

46 

54 A15Aa 

54 A15Ab 

76°46'50" 

27°27'30" 

CHOROTI 

Older Alluvium 

D/W 

15.00 

239.00 

47 

54A12Ca 

54A12Ma 

76°42'00" 

27°13'20" 

BABELI 

Older Alluvium 

D/W 

34.75 

274.50 

48 

54A16Ba 

54A16BC 

76°47'20" 

27°09'30" 

BHADURPUR 

Older Alluvium 

D/W 

29.85 

254.78 

49 

54A12Ea 

54A12JC 

76°40'00" 

27°10'l 0" 

BHULERI 

Older Alluvium 

D/W 

30.30 

282.50 

50 

54 A11 lb 

54A12Mb 

76°42'40" 

27°12'00" 

DOROLI 

Slate 

D/W 

38.00 

277.00 

51 

54 A16 Ac 

54A16Ea 

76°49'24.5" 

27°13'31.88" 

GARHI SAWAIRAM 

Older Alluvium 

D/W 

24.95 

272.00 

52 

54 A16Aa 

54 A16Aa 

76°46'40" 

27°14'20" 

JHAKRA 

Older Alluvium 

D/W 

23.10 

263.00 

53 

54A12Ha 

54A12Nb 

76°41 '16" 

27°8'43" 

KELPURKHERA 

Older Alluvium 

D/W 

27.00 

261.00 

54 

54 A11 lb 

54A12IC 

76°40'10" 

27°14'40" 

MACHERI 

Older Alluvium 

D/W 

29.50 

285.00 

55 

54A16Ha2 

54 A16Ab 

76°46'20" 

27°12'10" 

PALI 

Older Alluvium 

D/W 

50.00 

266.00 

56 

54 A11 la 

54 A11 Pa 

76°41'50" 

27°18'30" 

PATAN 

Quartzite 

D/W 

38.10 

277.00 

57 

54A15Ca 

54A15Db 

76°45'20" 

27 °16'10" 

PINAN 

Older Alluvium 

D/W 

32.30 

252.50 

58 

54A15Ca 

54A15Db 

76°45'31.55" 

27°15'35.48" 

PINAN Pz 

Older Alluvium 

P/z 

51.50 

252.50 

59 

54A16Ba 

54A16Bb 

76°46'33.76" 

27°07'32.91" 

RAMPURA 

Older Alluvium 

D/W 

21.00 

252.50 

60 

54 A16 Ac 

54A12NC 

76°44'23.39" 

27°10'19.29" 

RENI 

Older Alluvium 

D/W 

22.00 

257.77 

61 

54A3Hb 

54A03Ob 

76°12'00" 

27°19'20" 

AGAR Kl DHANI 

Slate 

D/W 

33.00 

462.00 

62 

54A8Hb 

54A08BC 

76 °17'30" 

27°11 '10" 

AJABGARH 

Quartzite 

D/W 

17.90 

397.23 

63 

54A7Ca 

54A07Da 

76°15'51.29" 

27°18'19.55" 

DERA 

Slate 

D/W 

15.75 

419.00 

64 

54A4Gd 

54A04Na 

76°12'11.25" 

27 °10'49.85" 

DEWRA 

Quartzite 

D/W 

19.95 

400.00 

65 

54A4Ga 

54A04Ma 

76°12'25.67" 

27°13'50.14" 

JHIRI 

Slate 

D/W 

28.20 

459.23 

66 

54A3 lb 

54A04IC 

76°09'50" 

27°15'00" 

PARTAPGARH 

Quartzite 

D/W 

12.50 

422.50 

67 

54A7la 

54A07DC 

76°17'50.94" 

27°18'2.79" 

SILOPKA 

Quartzite 

D/W 

17.50 

436.00 

68 

54 A11 Hd 

54A110a 

76°42'53" 

27°21'47" 

BARA BADKOL 

Older Alluvium 

D/W 

41.70 

271.52 

69 

54A15BC 

54A110C 

76°43'10" 

27°21'40" 

BILAN Dl WAS 

Older Alluvium 

D/W 

20.80 

267.00 

70 

54 E8 Cb 

54E08Cb 

77°15'57.35" 

27°04'12.43" 

KHERLI GARASIYA 

Older Alluvium 

D/W 

7.00 

198.00 

71 

54 E3 Hd 

54E03Nd 

77°13'52.74" 

27°22'44.63" 

JANUTHAR 

Older Alluvium 

D/W 

15.80 

190.00 

72 

54 E3 Hb 

54E03Jd 

77 °10'30" 

27°22'45" 

JATOLI THOON Pz. 

Older Alluvium 

P/z 

107.13 

193.99 

73 

54 E7 Ed 

54E07KC 

77°24'35.31" 

27°22'4.42" 

KASOT 

Older Alluvium 

D/W 

12.75 

176.00 

74 

54 E3 Ha 

54E03Nb 

77°11 '35.38" 

27°24'13.78" 

MABAI 

Older Alluvium 

D/W 

18.95 

187.00 

75 

54 E7 Ec 

54E07Fd 

77°21'15.11" 

27°23'34.31" 

MANDHERA 

Older Alluvium 

D/W 

18.45 

176.00 

76 

54 E7 Ad 

54E03Md 

77°15'0" 

27°26'30" 

PANHORI 

Older Alluvium 

D/W 

13.80 

181.00 

77 

54 E7 Ba 

54E07Bd 

77 °17'2.4" 

27°24'2.86" 

SAHRAI 

Older Alluvium 

D/W 

9.55 

181.00 

78 

54 E7 Dd 

54E07lb 

77°23'55.08" 

27°26'30.23" 

SAMAI 

Older Alluvium 

D/W 

15.80 

180.00 

79 

54 E7 Bd 

54E07CC 

77°18'0" 

27°21'40" 

SINSINI 

Older Alluvium 

D/W 

12.50 

182.00 

80 

54 E3 Gd 

54E03NC 

77°14'15.17" 

27°24'56.64" 

SISWARA 

Older Alluvium 

D/W 

18.00 

187.00 

81 

54 E8 Ic 

54E03Od 

77°13'56.99" 

27°19'48.11" 

AINCHERA 

Older Alluvium 

D/W 

19.65 

193.00 

82 

54 E8 Da 

54E07Hd 

77°20'45.21" 

27°15'2.14" 

AJAU 

Older Alluvium 

D/W 

10.40 

194.00 

83 

54 E7 Cc 

54E07DC 

77 °17'55.94" 

27 °17'45.45" 

ASTAWAN 

Older Alluvium 

D/W 

10.35 

185.00 

84 

54 E7 Ic 

54E07Od 

77°28'12.06" 

27°19'13.82" 

AWAR 

Older Alluvium 

D/W 

12.90 

176.00 

85 

54 E7 Fc 

54E07LC 

77°24'35.92" 

27 °17'19.3" 

BAH LERA KALAN 

Older Alluvium 

D/W 

16.50 

175.00 

86 

54 E7 lb 

54E07Ld 

77°26'5.92" 

27 °16'10.92" 

BORAI 

Older Alluvium 

D/W 

11.50 

176.00 

87 

54 E7 Fb 

54E07Ha 

77°20'28.57" 

27 °17'19.84" 

DHANWARA 

Older Alluvium 

D/W 

10.80 

182.00 

88 

54 E7 He 

54E07Nd 

77°29'17.42" 

27°22'46.89" 

GUNSARA 

Older Alluvium 

D/W 

12.20 

180.00 

89 

54 E7 Ed 

54E07Kd 

77°24'39.62" 

27°20'30.84" 

INDUKA 

Older Alluvium 

D/W 

16.90 

175.00 

90 

54 E7 Ea 

54E07Kb 

77°22'39.08" 

27°18'51.6" 

KUMHER 

Older Alluvium 

D/W 

10.00 

178.00 

91 

54 E7 Ea 

54E07La 

77°22'42" 

27°18'42.5" 

KUMHER Pz. 

Older Alluvium 

P/z 

51.00 

178.00 

92 

54 E3 Ic 

54E03PC 

77°13'31.48" 

27 °17'48.44" 

PACHORA 

Older Alluvium 

D/W 

21.00 

195.00 

93 

54 E8 Ac 

54E08AC 

77°18'24.55" 

27°13'18.23" 

PAPRERA 

Older Alluvium 

D/W 

19.75 

188.00 

94 

54 E7 Cc 

54E07Cd 

77°18'32.95" 

27°19'45.26" 

PICHUMAR 

Older Alluvium 

D/W 

9.00 

183.00 

95 

54 EIICc 

54E11Cd 

77°33'34.67" 

27°19'15.24" 

RARAH 

Older Alluvium 

D/W 

14.00 

177.00 

96 

54 E7 Ca 

54E07Cb 

77°15'9.01" 

27°19'19.47" 

SABORA 

Older Alluvium 

D/W 

19.60 

190.00 

97 

54 E7 Eb 

54E07GC 

77 °21'23.01" 

27°22'15.91" 

SAINT 

Older Alluvium 

D/W 

8.40 

177.00 

98 

54 E7 Id 

54E07Pd 

77°29'26.43" 

27 °16'30.25" 

SOGAR 

Older Alluvium 

D/W 

10.00 

178.00 

99 

54 ElIBb 

54E11Cb 

77°31'20" 

27°20'30" 

TAKHA 

Older Alluvium 

D/W 

9.85 

175.00 

100 

54 E7 Ha 

54E07Oa 

77°26'43.19" 

27°21'56.88" 

TALPHARA 

Older Alluvium 

D/W 

9.80 

175.00 

101 

54 E7 Bb 

54E07Ca 

77 °157.14" 

27°22'10.6" 

THERAWAR 

Older Alluvium 

D/W 

17.90 

186.00 

102 

54 E4 Fc 

54E04Eb 

77°05'30" 

27°12'0" 

AKHEGARH Pz. 

Older Alluvium 

P/z 

50.00 

214.00 

103 

54 E4 Da 

54E04Ea 

77°05'30" 

27°14'10" 

BAROLICHHAR 

Older Alluvium 

D/W 

20.60 

212.00 

104 

54 E3 la 

54E03Pa 

77°11'36.82" 

27 °17'43.48" 

BHADIRA Pz. 

Older Alluvium 

P/z 

42.02 

198.61 

105 

54 E4 Ha 

54E04JC 

77 °10'50" 

27°09'50" 

BHOSINGA 

Older Alluvium 

D/W 

18.45 

203.00 

106 

54 E8 Ba 

54E08Bb 

77°15'40" 

27°08'30" 

DEHRA 

Older Alluvium 

D/W 

10.90 

196.00 

107 

54 E8 Ba 

54E08Bb 

77°15'56.12" 

27°08'40.29" 

DEHRA PZ 

Older Alluvium 

P/z 

50.00 

197.61 
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108 

54 E3 Ic 

54E03Pa 

77 °127.38" 

27°18'30.54" 

DEHWA Pz 

Older Alluvium 

P/z 

50.00 

193.76 

109 

54 E8 Ab 

54E04Nd 

77°15'0" 

27°08'30" 

GADAULI Pz. 

Older Alluvium 

P/z 

50.20 

197.00 

110 

54 E7 Cb 

54E07Db 

77°15'16.13" 

27°15'19.16" 

GANGROLI 

Older Alluvium 

D/W 

17.70 

193.00 

111 

54 E4 Da 

54E04la 

77°07'56.49" 

27°13'17.95" 

GAZIPUR 

Older Alluvium 

D/W 

22.00 

207.00 

112 

54 E4 Ha 

54E04Nd 

77°14'20" 

27°08'10" 

HANTRA 

Older Alluvium 

D/W 

13.60 

199.00 

113 

54 E3 Fd 

54E03Ld 

77 °10'30" 

27°15'30" 

KAREELI 

Older Alluvium 

D/W 

18.80 

203.00 

114 

54 E4 Gd 

54E08Ab 

77°15'40" 

27°12'20" 

KAWAI 

Older Alluvium 

D/W 

16.50 

189.00 

115 

54 E4 Gb 

54E04JC 

77°11'0" 

27°11 '10" 

KHANGRI 

Older Alluvium 

D/W 

19.00 

199.00 

116 

54 E4 Gb 

54E04JC 

77 °11'15.15" 

27 °10'53.47" 

KHANGRI Pz. 

Older Alluvium 

P/z 

50.50 

199.00 

117 

54 E8 Be 

54E08Fa 

77°19'20" 

27°09'30" 

LULEHRA 

Older Alluvium 

D/W 

14.16 

188.00 

118 

54 E8 Bb 

54E08CC 

77 °17'21.59" 

27°05'55.4" 

MAI 

Older Alluvium 

D/W 

14.10 

197.00 

119 

54 E4 Ga 

54E04Ma 

77 °11 '36.86" 

27°13'36.88" 

NADBAI Pz 

Older Alluvium 

P/z 

50.00 

198.00 

120 

54 E4 He 

54E04NC 

77°13'18.61" 

27°10'15.45" 

NAMKHERA Pz. 

Older Alluvium 

P/z 

34.35 

198.00 

121 

54 E8 Eb 

54E08Gb 

77°20'10" 

27°05'10" 

PINGORA 

Older Alluvium 

D/W 

18.00 

190.00 

122 

54 E4 Dd 

54E04lb 

77°09'0" 

27°12'10" 

PIPRAU 

Older Alluvium 

D/W 

16.70 

204.00 

123 

54 E3 Fc 

54E03La 

77°09'20.89" 

27°18'32.33" 

RONEEJA 

Older Alluvium 

D/W 

29.30 

202.00 

124 

54 E3 Fc 

54E03La 

77°09'19.25" 

27°18'32.88" 

RONEEJA Pz. 

Older Alluvium 

P/z 

48.00 

202.00 

125 

54 E8 Bd 

54E08Ga 

77°19'10" 

27°07'10" 

TOYLA 

Older Alluvium 

D/W 

17.50 

195.00 

126 

54 E3 Fd 

54E03LC 

77°09'52.26" 

27 °17'9.9" 

UNCH 

Older Alluvium 

D/W 

16.05 

203.00 

127 

54 E4 Dd 

54E04FC 

77°07'30" 

27 °10'20" 

UTARDA 

Older Alluvium 

D/W 

18.20 

215.00 

128 

54 E3 Dd 

54E03Ja 

77°08'9.71" 

27°25'37.74" 

BHANPUR 

Older Alluvium 

D/W 

9.00 

195.00 

129 

54 E3 Dd 

54E03Ja 

77°08'10" 

27°25'30" 

BHANPUR Pz. 

Older Alluvium 

P/z 

107.13 

195.00 

130 

54 A15Gb 

54A15Mb 

76°57'8.25" 

27°27'21.8" 

JALUKI 

Older Alluvium 

D/W 

19.00 

215.00 

131 

54 E3 Ad 

54E03BC 

77°02'24.62" 

27°25'23.77" 

KHAKHAWALI 

Older Alluvium 

D/W 

11.90 

206.00 

132 

54 E3 Ec 

54E03Bd 

77°03'35.00" 

27°23'32.55" 

MOONDOTI 

Older Alluvium 

D/W 

18.02 

208.00 

133 

54 E3 Db 

54E03FC 

77°05'54.25" 

27°25'35.48" 

NAGAR 

Older Alluvium 

D/W 

16.50 

199.00 

134 

54 E3 Gb 

54E03ld 

77 °11 '10.09" 

27°26'30.22" 

PUNCHRI Pz. 

Older Alluvium 

P/z 

49.00 

189.63 

135 

54 E3 Hb 

54E03Ba 

77°01'0" 

27°26'0" 

RANOTA 

Older Alluvium 

D/W 

14.30 

211.00 

136 

54 E3 Gb 

54E03JC 

77 °10'43.71" 

27°26'8.79" 

R ASIYA 

Older Alluvium 

D/W 

8.80 

190.00 

137 

54 A15Ga 

54A15IC 

76°55'50" 

27°28'10" 

SEMLA KHURD 

Older Alluvium 

D/W 

17.50 

220.00 

138 

54 E3 Ea 

54E03Fd 

77°07'1.12" 

27°22'34.64" 

THOON 

Older Alluvium 

D/W 

21.00 

196.00 

139 

54 E8 lb 

54E08Od 

77°28'30" 

27°05'0" 

BARAMAFI 

Older Alluvium 

D/W 

5.70 

179.00 

140 

54 E8 Ed 

54E08GC 

77°22'20" 

27°06'10" 

BASERI 

Older Alluvium 

D/W 

20.80 

191.00 

141 

54 E8 Ha 

54E08Nb 

77°26'20" 

27°08'20" 

BHAUT 

Older Alluvium 

D/W 

8.80 

186.00 

142 

54 E8 Fc 

54E08LC 

77°24'30" 

27°02'50" 

HADOLI 

Older Alluvium 

D/W 

8.00 

185.00 

143 

54 E8 Db 

54E08Jb 

77°24'18.46" 

27°07'59.63" 

JAICHOLI PZ 

Older Alluvium 

P/z 

50.00 

187.25 

144 

54 E8 Fb 

54E08Kb 

77°22'50" 

27°04'0" 

NEKPUR 

Older Alluvium 

D/W 

16.50 

187.00 

145 

54 F12Cc 

54E12Ha 

77°34'16.8" 

27°03'23.24" 

PANSODA 

Older Alluvium 

D/W 

12.00 

192.00 

146 

54 E8 la 

54E08LC 

77°25'59.39" 

27°03'33.38" 

PICHUNA 

Older Alluvium 

D/W 

10.00 

196.00 

147 

54 E8 la 

54E08PC 

77°29'30" 

27°03'0" 

SAIDPURA 

Older Alluvium 

D/W 

10.00 

181.50 

148 

54 E8 Ed 

54E08KC 

77°24'45.17" 

27°06'8.57" 

UCHAIN PZ 

Older Alluvium 

P/z 

50.00 

187.09 

149 

54 E12Ad 

54E12Ad 

77°33'23.73" 

27°12'15.56" 

BACHAMDI 

Older Alluvium 

D/W 

12.80 

180.00 

150 

54 E8 Db 

54E08FC 

77°21'15" 

27 °10'O" 

BANSI KALAN 

Older Alluvium 

D/W 

13.90 

187.00 

151 

54 E8 Db 

54E08FC 

77°21'15" 

27 °10'O" 

BANSI KHURD Pz. 

Older Alluvium 

P/z 

111.00 

187.00 

152 

54 E12Ab 

54E08Md 

77°29'14.3" 

27°12'32.31" 

BHARATPUR 

Older Alluvium 

D/W 

11.00 

178.25 

153 

54 E12Db 

54E12ld 

77°39'34.24" 

27°11 '40.69" 

CHIKSANA 

Older Alluvium 

D/W 

18.00 

172.00 

154 

54 E12Bc 

54E12Bd 

77°33'24.8" 

27°07'35.7" 

DARAPUR KALAN 

Older Alluvium 

D/W 

14.50 

172.00 

155 

54 E8 Db 

54E08Fa 

77°20'20" 

27 °10'40" 

DHANOTA 

Older Alluvium 

D/W 

18.00 

185.00 

156 

54 EllCd 

54E11DC 

77°32'26.36" 

27 °17'38.32" 

DHURMUI 

Older Alluvium 

D/W 

14.15 

174.00 

157 

54 E12Dc 

54E12EC 

77°37'4.22" 

27°13'57.32" 

FULWARA Pz. 

Older Alluvium 

P/z 

48.00 

185.00 

158 

54 E8 Da 

54E08la 

77°22'31.8" 

27°13'53.9" 

HELAK 

Older Alluvium 

D/W 

15.00 

182.00 

159 

54 E12Da 

54E12Ed 

77°35'40" 

27°12'40" 

IKRAN PZ 

Older Alluvium 

P/z 

50.00 

173.25 

160 

54 EllCb 

54E11Db 

77°31 '17.02" 

27°15'28.48" 

JAGHEENA 

Older Alluvium 

D/W 

15.10 

174.00 

161 

54 EllCd 

54E11 Ha 

77°35'11.28" 

27 °17'4.29" 

JATOLI 

Older Alluvium 

D/W 

12.00 

174.22 

162 

54 E12Bb 

54E12Ca 

77°31'13" 

27°06'16.28" 

KALYANPUR 

Older Alluvium 

D/W 

8.70 

174.22 

163 

54 E8 Ea 

54E08Ma 

77°27'30" 

27°14'0" 

KANJOLI 

Older Alluvium 

D/W 

9.15 

188.00 

164 

54 E12Ad 

54E12Ab 

77°30'36.51" 

27 °11'17.14" 

KEOLADEO PARK 

Older Alluvium 

D/W 

8.70 

175.50 

165 

54 E8 Ha 

54E08Nb 

77°27'33.92" 

27°09'10.7" 

KUMA 

Older Alluvium 

D/W 

6.90 

183.50 

166 

54 E8 Ha 

54E08Nb 

77°27'49.08" 

27°09'3.52" 

KUMA Pz 

Older Alluvium 

P/z 

50.00 

183.00 

167 

54 E8 Db 

54E08Ja 

77°24'0.47" 

27°10'23.9" 

LUDHAWAI 

Older Alluvium 

D/W 

10.90 

184.00 

168 

54 EIICc 

54E11 Da 

77°31 '32.66" 

27°18'8.44" 

MOROLI KHURD 

Older Alluvium 

D/W 

16.10 

176.00 

169 

54 E12Ac 

54E11Hb 

77°34'38.81" 

27°15'8.68" 

NAUGANWA 

Older Alluvium 

D/W 

12.50 

176.00 

170 

54 El 1 Fb 

54E11Hd 

77°36'20" 

27°15'20" 

PEEPLA 

Older Alluvium 

D/W 

14.00 

177.00 

171 

54 E8 Gd 

54E08Md 

77°28'30" 

27 °11 '20" 

RAMPUR 

Older Alluvium 

D/W 

10.78 

175.00 

172 

54 E8 Gb 

54E08JC 

77°26'12.1" 

27°11 '4.33" 

SEWAR 

Older Alluvium 

D/W 

10.00 

184.00 

173 

54 EllCb 

54E07Pd 

77°29'50.41" 

27°15'10.2" 

TYONGA 

Older Alluvium 

D/W 

12.65 

180.00 

174 

54 E12Bc 

54E12Fb 

77°34'50" 

27°09'20" 

UNCHA NAGLA 

Older Alluvium 

D/W 

9.20 

173.25 

175 

54 A16Ha 

54A16Nd 

76°59'40" 

27°08'40" 

ALIPUR 

Older Alluvium 

D/W 

15.30 

263.30 

176 

54 A16Hd 

54A16Nd 

76°59'0" 

27°07'40" 

BABEKHAR 

Older Alluvium 

D/W 

19.10 

219.00 

177 

54 E4 Cb 

54E04DC 

77°03'29.75" 

27°02'12.61" 

BHUSAWAR Pz 

Older Alluvium 

P/z 

50.00 

218.00 
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178 

54 E4 Cc 

54E04Gb 

77°04'30" 

27°04'50" 

CHAITOLI PZ 

Older Alluvium 

P/z 

50.00 

216.34 

179 

54 E4 Ic 

54E04PC 

77°14'17.58" 

27°03'15.8" 

CHAK BANSI 

Older Alluvium 

D/W 

11.30 

199.00 

180 

54 E4 Bd 

54E04Ga 

77°04'10" 

27°06'0" 

CHHOKHARWARA 

Older Alluvium 

D/W 

14.10 

216.00 

181 

54 E4 Ca 

54E04Da 

77°00'51.52" 

27°03'32.95" 

DEEWLI Pz. 

Older Alluvium 

P/z 

49.70 

223.00 

182 

54 E4 Hb 

54E04Ob 

77°13'0" 

27°05'30" 

DHARSONI 

Older Alluvium 

D/W 

13.00 

209.20 

183 

54 E4 Fc 

54E04Kb 

77.0°8.4'0" 

27°04'20" 

GANGROLI 

Older Alluvium 

D/W 

12.90 

210.00 

184 

54 E4 Be 

54E04Fb 

77°05'0" 

27°08'0" 

GAZIPUR 

Older Alluvium 

D/W 

11.30 

215.00 

185 

54 E4 Ed 

54E04Ka 

77°09'20.99" 

27°06'49.12" 

HALENA 

Older Alluvium 

D/W 

16.00 

208.00 

186 

54 FI Da 

54E04Hd 

77°06'29.01" 

27°00'5.93" 

HATYORI Pz. 

Quartzite 

P/z 

54.00 

230.00 

187 

54 E4 Bb 

54E04CC 

77°02'20" 

27°05'50" 

HINGOTA 

Older Alluvium 

D/W 

12.50 

214.00 

188 

54 E4 Fd 

54E04La 

77°07'46.69" 

27°01 '59.1" 

JAGJEEVANPURA 

Older Alluvium 

D/W 

20.75 

219.00 

189 

54 E4 Fd 

54E04Lb 

77°08'6.75" 

27°01 '50.29" 

JAGJEEVANPURA Pz. 

Older Alluvium 

P/z 

54.90 

219.00 

190 

54 E4 Eb 

54E04Ga 

77°04'40" 

27°06'30" 

JHALATALA 

Older Alluvium 

D/W 

13.90 

213.00 

191 

54 FI Dc 

54F01 Ic 

77°10'l .28" 

26°59'12.9" 

KHAIRORA 

Quartzite 

D/W 

30.55 

220.00 

192 

54 E4 Ab 

54E04Ba 

77°00'52.35" 

27°10'19.33" 

KHATIPURA Pz. 

Older Alluvium 

P/z 

50.70 

218.00 

193 

54 E4 Id 

54E04Pd 

77°13'18.14" 

27°01 '37.26" 

LUHASA 

Older Alluvium 

D/W 

18.60 

201.50 

194 

54 E4 la 

54E04LC 

77 °10'42.79" 

27°02'14.31" 

MUHARI 

Older Alluvium 

D/W 

11.50 

202.70 

195 

54 E4 Fb 

54E04HC 

77°06'30" 

27°02'20" 

NARHARPUR 

Older Alluvium 

D/W 

23.10 

223.00 

196 

54 FI Ab 

54F01 Ac 

77°02'24.85" 

26°58'38.2" 

NITHAR 

Older Alluvium 

D/W 

35.00 

239.00 

197 

54 E4 Bb 

54E04Bb 

77°01'50" 

27°07'40" 

PATHENA 

Older Alluvium 

D/W 

11.90 

216.00 

198 

54 E4 Hb 

54E04Oa 

77 °11 '40" 

27°05'40" 

RAMNAGAR 

Older Alluvium 

D/W 

9.45 

202.00 

199 

54 FI Gc 

54E04Jb 

77°08'0.98" 

27°08'22.18" 

SAMRAYA 

Older Alluvium 

D/W 

21.00 

199.75 

200 

54 E4 Ea 

54E04Jb 

77°08'20" 

27°08'40" 

SARSENA 

Older Alluvium 

D/W 

18.40 

211.50 

201 

54 E4 Cb 

54E04Db 

77°01'10" 

27°01'0" 

SENDHLI 

Older Alluvium 

D/W 

16.00 

222.00 

202 

54 E4 Cb 

54E04Db 

77°00'40" 

27°01'40" 

SENDHLI Pz. 

Older Alluvium 

P/z 

87.00 

222.00 

203 

54 A16lc 

54A160d 

77°00'00" 

27°04'40" 

UHLUPURA 

Older Alluvium 

D/W 

17.50 

220.00 

204 

54 E4 lb 

54E04Ld 

77 °11'14.82" 

27°00'47.4" 

WEIR 

Older Alluvium 

D/W 

17.55 

214.75 

205 

54 E4 lb 

54E04Ld 

77°10'l .94" 

27°01 '17.71" 

WEIR Pz 

Older Alluvium 

P/z 

NA 

214.00 

206 

54 A12 Fbl 

54A12Hd 

76°36'40" 

27°00'28" 

ABHANERI 

Younger Alluvium 

D/W 

31.40 

273.50 

207 

54 A12 Fb2 

54A12Hd 

76°36'30" 

27°00'10" 

ABHANERI Pz. 

Younger Alluvium 

P/z 

60.00 

274.40 

208 

54 A12 FC 

54A12Lb 

76°39'15" 

27°00'10" 

BADYALKALAN 

Younger Alluvium 

D/W 

22.00 

265.00 

209 

54 A16Cc2 

54A16DC 

76°47'20.61" 

27°03'39.65" 

BALAHEDA Pz. 

Younger Alluvium 

P/z 

60.00 

335.00 

210 

54 A12Cc 

54A12Ha 

76°33'58" 

27°02'30" 

BANDIKUI 

Older Alluvium 

D/W 

24.55 

275.00 

211 

54 A12 Acl 

54A12DC 

76°33'43" 

27°02'41.26" 

BANDIKUI Pz. 

Older Alluvium 

P/z 

50.00 

275.75 

212 

54 A12 Ea 

54A12Fb 

76°35'27" 

27°09'00" 

BASWA 

Gneisses(B.G.C.) 

D/W 

22.00 

284.00 

213 

54 A12 Bc2 

54A12Fb 

76°34'13.51" 

27°09'3.45" 

BASWA Pz.(CGWB-06) 

Gneisses(B.G.C.) 

P/z 

50.00 

282.53 

214 

54 A12 Be 

54A12CC 

76°32'53.44" 

27°06'34.85" 

FULELLA 

Quartzite 

D/W 

44.60 

281.00 

215 

54 A12 Be 

54A12Cd 

76°32'54.27" 

27°05'32.83" 

FULELLA Pz. 

Quartzite 

P/z 

70.00 

281.00 

216 

54 A8 Ic 

54A08Od 

76°28'53.99" 

27°03'49.31" 

GUDHA KATLA 

Older Alluvium 

D/W 

28.00 

293.00 

217 

54 B5 Gc 

54B05MC 

76°28'15" 

26°58'25" 

KOLWA 

Older Alluvium 

D/W 

21.70 

297.00 

218 

54 A9 Ga 

54B05MC 

76°28'17" 

26°59'02" 

KOLWA T/W 

Older Alluvium 

P/z 

50.00 

293.75 

219 

54 A12 Fa 

54A12Gd 

76°37'16.5" 

27°04'57.21" 

□ LONG 

Gneisses(B.G.C.) 

D/W 

20.70 

273.00 

220 

54 A12 Id 

54A12Pd 

76°44'55" 

27°00'15" 

LOTWARA 

Younger Alluvium 

D/W 

18.40 

251.00 

221 

54 A12Cd2 

54B09AC 

76°33'10" 

26°59'48" 

MORADI Pz. 

Older Alluvium 

P/z 

60.00 

299.00 

222 

54 9 Aa 

54B09AC 

76°32'18" 

26°59'35" 

PRATAPPURA 

Older Alluvium 

D/W 

23.10 

298.00 

223 

54 A8 Id 

54A08Pb 

76°27'54.89" 

27°01 '42.67" 

RAMPURA 

Quartzite 

D/W 

35.00 

299.00 

224 

54 A8 Cb 

54A08Dd 

76°18'30" 

27°01'30" 

BARAONDA 

Quartzite 

D/W 

13.10 

330.00 

225 

54 B5 Ba 

54B05Bb 

76°15'30" 

26°52'38" 

BHANDANA T/W 

Older Alluvium 

P/z 

115.00 

331.00 

226 

54 B5 Ha 

54B05Jd 

76°25'30.04" 

26°53'8.18" 

BHANDAREJ 

Phyllite & Schist 

D/W 

22.00 

305.00 

227 

54 B1 Bel 

54B05Ab 

76°15'31.56" 

26°57'45.64" 

CHANDRANA 

Quartzite 

D/W 

22.00 

320.00 

228 

54 B5 Eal 

54B05Fb 

76°19'36.85" 

26°53'55.34" 

DAUSA 

Phyllite & Schist 

D/W 

18.70 

334.90 

229 

54 B5 Ea2 

54B05FC 

76°21 '39.9" 

26°54'40.15" 

DAUSA Pz. 

Phyllite & Schist 

P/z 

52.00 

334.90 

230 

54 B5 Gb 

54B05ld 

76°25'40" 

26°56'59" 

JOPRA 

Older Alluvium 

D/W 

20.40 

296.00 

231 

54 A8 Cdl 

54A08Hb 

76°20'00" 

27°01 '32" 

KABLESHWAR 

Older Alluvium 

D/W 

22.00 

319.00 

232 

54 B3 Gd 

54B05Pa 

76°37'55.19" 

26°48'24.91" 

KALAKHO 

Older Alluvium 

D/W 

21.55 

286.50 

233 

54 A8 Cdl 

54B05la 

76°23'42.38" 

26°58'22.87" 

KALIPAHARI Pz. 

Quartzite 

P/z 

55.00 

319.00 

234 

54 B5 Ab 

54B05Ad 

76 °17'25" 

26°57'15" 

KHURI 

Quartzite 

D/W 

22.00 

325.00 

235 

54 A8 Ibl 

54A08Ld 

76°25'36.26" 

27°00'23.21" 

KUNDAL 

Quartzite 

D/W 

24.00 

295.00 

236 

54 B5 Bbl 

54B05Ca 

76°15'40" 

26°51'25" 

MALARNA 

Older Alluvium 

D/W 

21.90 

331.00 

237 

54 A8 Cbl 

54A08Da 

76°15'45.25" 

27°02'21.53" 

NABHEWALA T/W 

Quartzite 

D/W 

75.00 

331.00 

238 

54 B6 Cd 

54B01Nc 

76°14'32" 

26°56'00" 

NANGAL 

Older Alluvium 

D/W 

14.50 

285.00 

239 

54 B1 Bc2 

54B01Nc 

76°14'45.66" 

26°56'12.31" 

NANGAL BERSI Pz. 

Quartzite 

P/z 

50.00 

336.63 

240 

54 B5 lb 

54B05Pb 

76°26'30" 

26°46'45" 

PAPARDA 

Older Alluvium 

D/W 

32.00 

345.00 

241 

54 A8 Cd2 

54A08DC 

76°17'28.56" 

27°03'20.2" 

SAINTHAL 

Quartzite 

D/W 

19.80 

316.00 

242 

54 B5 Be 

54B05Bb 

76 °16'51.17" 

26°53'33.49" 

ZEEROTA T/W 

Older Alluvium 

P/z 

136.00 

332.75 

243 

54 A16Cc2 

54A16Ha 

76°49'23.04" 

27°02'34.34" 

BALAHEDI 

Older Alluvium 

D/W 

22.50 

335.00 

244 

54 B13 Gel 

54B13Ma 

76°57'32.27" 

26°59'53.64" 

GAHNOLI 

Older Alluvium 

D/W 

10.00 

234.00 

245 

54 B13 Gel 

54B13Ma 

76°57'40" 

26°59'45" 

GAHNOLI* 

Older Alluvium 

D/W 

25.40 

234.00 

246 

54 B13 Ga 

54B13Ma 

76°56'40.06" 

26°58'21.48" 

GAZIPUR 

Older Alluvium 

D/W 

9.90 

237.00 

247 

54 B13 Ga 

54B13Ma 

76°56'39.39" 

26°58'14.19" 

GAZIPUR Pz. 

Older Alluvium 

P/z 

60.00 

237.00 
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248 

54 B13 Ga 

54B13Ma 

76°57'14" 

26°58'25" 

GAZIPUR* 

Older Alluvium 

D/W 

15.50 

237.00 

249 

54 A16 Ic 

54A16PC 

76°58'27" 

27°03'25" 

HADYAROHAT 

Older Alluvium 

D/W 

22.50 

228.00 

250 

54 A16 Ea 

54A16FC 

76°51'30" 

27°11'00" 

K.SUMERSINGH 

Older Alluvium 

D/W 

27.65 

228.50 

251 

54 A16 Hd 

54A16Hd 

76 °51'54.44" 

27°00'56.74" 

KIRTI NANGLA 

Older Alluvium 

D/W 

17.50 

235.00 

252 

54 A16 la 

54 A16Lc 

76°55'48" 

27°02'35" 

MAHUA 

Older Alluvium 

D/W 

18.40 

231.10 

253 

54 A16 Id 

54 A16Lc 

76°55'38.87" 

27°02'58.4" 

MAHUA Pz. 

Older Alluvium 

P/z 

50.00 

231.88 

254 

54 A16 Ea 

54A16FC 

76°51'32" 

27°09'34" 

MANDAWAR 

Older Alluvium 

D/W 

18.60 

239.00 

255 

54 A16 Fa2 

54A16Fd 

76°50'55.97" 

27°07'57.32" 

MANDAWAR Pz. 

Older Alluvium 

P/z 

42.00 

240.00 

256 

54 A16 Ed 

54 A16Kc 

76°54'35.63" 

27°06'47.41" 

PAKHAR 

Older Alluvium 

D/W 

23.50 

232.00 

257 

54 A16 Fb 

54A16Dd 

76°48'15.51" 

26°58'30.77" 

PEEPALKHERA 

Older Alluvium 

D/W 

18.15 

238.00 

258 

54 A16 Fc 

54A16Kb 

76°54'00" 

27°04'30" 

RASIDPUR 

Older Alluvium 

D/W 

17.20 

235.00 

259 

54 A16 Ia2 

54A16Kb 

76°53'51.12" 

27°04'56.73" 

RASIDPUR Pz. 

Older Alluvium 

P/z 

40.00 

236.00 

260 

54 B13 Gc2 

54B13MC 

76°58'35" 

26°59'40" 

SANTHA 

Older Alluvium 

D/W 

24.90 

225.00 

261 

54 A16 Eb 

54A16GC 

76°51'57.36" 

27°06'58.56" 

UKRUND 

Older Alluvium 

D/W 

27.00 

233.00 

262 

54 A16 Hbl 

54A16GC 

76°52'13.84" 

27°06'42.67" 

UKRUND Pz. 

Older Alluvium 

P/z 

NA 

234.00 

263 

54 B9 Cc 

54B09Ha 

76°34'6.36" 

26°48'21.56" 

BAIRAONDA 

Quartzite 

D/W 

20.90 

340.00 

264 

54 B9 Ad 

54B09Fa 

76°34'32.92" 

26°55'16.6" 

CHOKARWARA 

Younger Alluvium 

D/W 

14.50 

280.00 

265 

54 B9 He 

54B09OC 

76°43'48" 

26°52'30" 

DENDABASERI 

Quartzite 

D/W 

33.00 

280.00 

266 

54 B9 Bb 

54B05Od 

76°29'30.71" 

26°50'35.85" 

DEORI 

Younger Alluvium 

D/W 

21.00 

306.00 

267 

54 B1 Ca3 

54B09Ba 

76°31'28.73" 

26°55'59.6" 

DUBBI 

Younger Alluvium 

D/W 

26.00 

285.00 

268 

54 B9 Abl 

54B09Ba 

76°31'28.73" 

26°55'59.6" 

DUBBI T/W 

Younger Alluvium 

P/z 

NA 

286.00 

269 

54 B9 Ab2 

54B09Ba 

76°31'00" 

26°57'15" 

DUBBI T/W 

Younger Alluvium 

P/z 

NA 

285.72 

270 

54 B9 Gd2 

54B09Gd 

76°37'10" 

26°50'34" 

GADORA T/W 

Quartzite 

P/z 

132.00 

361.00 

271 

54 B9 Bd 

54B09Ga 

76°34'15" 

26°51'08" 

GANDRAO 

Younger Alluvium 

D/W 

32.00 

317.00 

272 

54 B9 Ca2 

54B09Da 

76°30'37.1" 

26°48'40.77" 

GARH Pz. 

Younger Alluvium 

P/z 

NA 

315.00 

273 

54 B9 Ec 

54B09Jb 

76°38'20" 

26°53'00" 

GEEJGARH 

Younger Alluvium 

D/W 

25.00 

300.00 

274 

54 B9 Ec2 

54B09Jb 

76°38'37.49" 

26°52'59.95" 

GEEJGARH Pz. 

Younger Alluvium 

P/z 

62.00 

301.00 

275 

54 B9 Gdl 

54B05NC 

76°28'46.5" 

26°55'8.71" 

KALAKHO 

Younger Alluvium 

D/W 

24.10 

298.00 

276 

54 B1 Db 

54B13Ab 

76°46'30" 

26°58'00" 

L.BALAJI 

Younger Alluvium 

D/W 

16.50 

254.00 

277 

54 B9 Aa3 

54B13Ab 

76°46'1.67" 

26°58'2.85" 

L.BALAJI Pz. 

Younger Alluvium 

P/z 

NA 

254.00 

278 

54 B9 Ga 

54B09IC 

76°40'46" 

26°58'20" 

MANPUR 

Younger Alluvium 

D/W 

14.10 

253.00 

279 

54 B9 Gal 

54B09ld 

76°41 '3.16" 

26°57'0.58" 

MANPUR Pz. 

Younger Alluvium 

P/z 

NA 

253.70 

280 

54 B9 Ha 

54B09Jd 

76°40'25.84" 

26°53'39.5" 

MAURER 

Younger Alluvium 

D/W 

20.00 

284.00 

281 

54 B9 Gbl 

54B09Mb 

76°43'5.53" 

26°57'47.23" 

PILORI Pz. 

Younger Alluvium 

P/z 

60.00 

263.00 

282 

54 B9 Ca 

54B09Da 

76°31'23.13" 

26°47'50.19" 

RANOLI 

Younger Alluvium 

D/W 

14.00 

400.00 

283 

54 B9 Ca 

54B09Cb 

76°30'35" 

26°49'08" 

SARAI T/W 

Quartzite 

P/z 

146.00 

314.50 

284 

54 B9 Ac 

54B09Eb 

76°34'52" 

26°57'50" 

SIKANDRA 

Younger Alluvium 

D/W 

15.30 

281.00 

285 

54 B9 Dal 

54B09Eb 

76°34'43" 

26°58'1.28" 

SIKANDRA Pz. 

Younger Alluvium 

P/z 

43.00 

282.00 

286 

54 B9 Gb 

54B09Na 

76°41'30" 

26°55'10" 

SIKRAI 

Younger Alluvium 

D/W 

16.90 

268.00 

287 

54 B9 Gb 

54B09Na 

76°41'17.77" 

26°54'57.68" 

SIKRAI Pz. 

Younger Alluvium 

P/z 

64.00 

268.00 

288 

54 B9 Bd 

54B09Gb 

76°33'55" 

26°49'40" 

TORDA T/w 

Quartzite 

P/z 

65.70 

436.00 

289 

54 B13 Ab 

54B13Ab 

76°46'20" 

26°57'00" 

UDAIPURA 

Younger Alluvium 

D/W 

18.00 

253.00 

290 

45 Ml 6 Hcl 

45M16Nb 

75°56'40" 

27°08'30" 

ACHROL 

Quartzite 

D/W 

20.70 

418.65 

291 

45 Ml 6 Hcl 

45M16Nb 

75°56'40" 

27°08'30" 

ACHROL* 

Quartzite 

D/W 

36.90 

418.65 

292 

45 Ml 6 Gc2 

45M16Md 

75°58'45" 

27°12'00" 

CHANDWAJI 

Younger Alluvium 

D/W 

29.50 

449.00 

293 

54 A3 Fd 

54A03Ka 

76°07'38.45" 

27°22'9.83" 

MAIRH 

Quartzite 

D/W 

11.15 

461.00 

294 

54 A3 Fd 

54A03KC 

76°10'15" 

27°21'30" 

MAIRH* 

Quartzite 

D/W 

21.40 

461.00 

295 

54 A3 Eb 

54A03GC 

76°05'50.27" 

27°20'41.38" 

PALRI 

Younger Alluvium 

D/W 

15.10 

465.00 

296 

54 B16 Be 

54B01Na 

76°12'15" 

26°56'00" 

BARWA 

Older Alluvium 

D/W 

30.00 

335.00 

297 

54 A4 la 

54A04Kd 

76°11'15" 

27°03'50" 

ANDHI 

Phyllite & Schist 

D/W 

29.90 

380.00 

298 

54 B1 Dal 

54B01Eb 

76°05'15" 

26°57'30" 

BHUJ 

Quartzite 

D/W 

22.70 

386.50 

299 

54 B1 Da2 

54B01Eb 

76°05'16" 

26°57'35" 

BHUJ Pz. 

Quartzite 

P/z 

30.00 

388.00 

300 

54 A4 Ac 

54A04Ea 

76°05'30" 

27°14'15" 

DHOLA 

Younger Alluvium 

D/W 

23.00 

387.40 

301 

54 A4 Cb2 

54A04Db 

76°01'15" 

27°01'30" 

J.RAMGARH 

Younger Alluvium 

D/W 

16.90 

382.20 

302 

54 A4 Cb2 

54A04Db 

76°01'15" 

27°01'30" 

J.RAMGARH* 

Younger Alluvium 

D/W 

16.90 

382.20 

303 

54 A4 Eb 

54A04FC 

76°05'56" 

27°10'12" 

RAISAR 

Quartzite 

D/W 

14.00 

644.00 

304 

54 A4 Eb 

54A04FC 

76°05'56" 

27°10'12" 

RAISAR* 

Quartzite 

D/W 

26.00 

644.00 

305 

54 A4 Ea 

54A04Oa 

76°12'16.32" 

27°07'2.42" 

RASALA 

Phyllite & Schist 

D/W 

18.00 

420.00 

306 

54 A4 Fcl 

54A04Ab 

76°01'9.12" 

27°11'18.6" 

TALA 

Younger Alluvium 

D/W 

23.00 

486.70 

307 

54 A4 lal 

54A04Pa 

76°12'24.78" 

27°03'22.94" 

THALI 

Phyllite & Schist 

D/W 

24.00 

346.00 

308 

54 A4 Fbl 

54A04La 

76°07'45" 

27°02'00" 

THOLAI 

Phyllite & Schist 

D/W 

19.25 

380.70 

309 

54 A4 Fbl 

54A04HC 

76°06'35.35" 

27°01 '57.9" 

THOLAI* 

Phyllite & Schist 

D/W 

29.00 

380.70 

310 

45 Ml 5 Ebl 

45M15Ga 

75°50'15" 

27°22'30" 

AMARSAR 

Younger Alluvium 

D/W 

35.60 

288.20 

311 

54 A3 Ca2 

54A03Cb 

76°01'45" 

27°19'15" 

KH.LADKHANI 

Younger Alluvium 

D/W 

24.40 

292.00 

312 

45 Ml 5 la 

45M15Pa 

75°57'15" 

27 °17'20" 

MANOHARPURA 

Younger Alluvium 

D/W 

27.00 

288.15 

313 

54 B13 Bb 

54B13Ca 

76°45'30" 

26°51'06" 

BEROJ 

Older Alluvium 

D/W 

48.50 

275.50 

314 

54 B13 Bb 

54B13Ca 

76°45'44.55" 

26°51'19.18" 

BEROJ Pz. 

Older Alluvium 

P/z 

95.00 

275.50 

315 

54 B13 Dd 

54B131b 

76°53'49.32" 

26°57'15.23" 

BHAINSA 

Older Alluvium 

D/W 

17.50 

248.80 

316 

54 B13 Cc 

54B13Gb 

76°49'40" 

26°49'24" 

GHATA 

Older Alluvium 

D/W 

24.60 

235.00 

317 

54 B13 Eb 

54B13GC 

76°51'8.73" 

26 °51'48.71" 

MACHRI 

Older Alluvium 

D/W 

33.20 

246.10 
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318 

54 B13 Dd 

54B13Jb 

76°53'30" 

26°53'15" 

MANDEVRU 

Older Alluvium 

D/W 

22.30 

237.60 

319 

54 B13 Be 

54B13Bd 

76°48'35" 

26°53'40" 

MANNOJ 

Older Alluvium 

D/W 

20.10 

251.00 

320 

54 B13 Be 

54B13Fb 

76°49'17.95" 

26°53'37.22" 

MANNOJ Pz. 

Older Alluvium 

P/z 

80.00 

251.00 

321 

54 B13 Ea 

54B13Fd 

76°51 '0.44" 

26°54'17.34" 

MIRZAPUR 

Older Alluvium 

D/W 

18.50 

239.90 

322 

54 B13 Ca 

54B13Cb 

76°45'15" 

26°49'00" 

NANDKALAN 

Older Alluvium 

D/W 

45.50 

286.10 

323 

54 B13 Db 

54B13Ed 

76°52'00" 

26°56'36" 

NANGAL LAT 

Older Alluvium 

D/W 

14.20 

234.60 

324 

54 B13 Db 

54B13Ed 

76°52'00" 

26°56'36" 

NANGAL LAT Pz. 

Older Alluvium 

P/z 

50.00 

235.00 

325 

54 B13 Bb 

54B13Ca 

76°46'35" 

26°51'10" 

PADAMPURA 

Older Alluvium 

D/W 

17.60 

253.85 

326 

54 B13 Ac 

54B13Ea 

76°49'00" 

26°58'50" 

PATOU 

Older Alluvium 

D/W 

17.40 

247.95 

327 

54 B13 Ad 

54B13Fa 

76°49'3.16" 

26°54'59.26" 

TODABHIM 

Older Alluvium 

D/W 

17.50 

252.70 

Basin: Chambal 

Sub Basin: Chakan 

i 

54 Cl la 

54C01Pa 

76°11'42.45" 

25°48'25.28" 

BABAI 

Limestone 

D/W 

12.90 

239.46 

2 

54C6Aa 

54C06Aa 

76°15'32.13" 

25°44'4.4" 

DAULAT PURA 

Shale 

D/W 

18.20 

235.24 

3 

NA 

54C02lc 

76°11'13" 

25°43'38" 

INDERGARH 

Shale 

D/W 

18.40 

249.59 

4 

54C5Cd2 

54C05Dd 

76 °17'4.94" 

25°45'15.93" 

KOLASPURA 

Shale 

D/W 

18.40 

230.73 

5 

54 Cl lb 

54C01 Ld 

76°10'58.94" 

25°45'45.61" 

LALPURA 

Limestone 

D/W 

17.95 

272.10 

6 

54C6Ab 

54C06AC 

76 °17'30.32" 

25°43'47.84" 

NAVALPURA 

Shale 

D/W 

15.20 

227.82 

7 

54C2Gb 

54C02MC 

76°13'30.19" 

25°43'54.7" 

SUMER GANJ MANDI 

Shale 

D/W 

19.50 

285.36 

8 

54C1 Cc 

54C01 Dc 

76°02'55.87" 

25°47'57.74" 

BAT AW ADI 

Phyllite & Schist 

D/W 

18.50 

291.60 

9 

54 C2 Dc2 

54C02lb 

76°9'19" 

25°42'29" 

KANAKPURA 

Limestone 

D/W 

19.90 

288.65 

10 

54 C2 Da 

54C02EC 

76°06'56.86" 

25°43'18.69" 

KARWAR 

Limestone 

D/W 

22.45 

273.12 

11 

54 C2 Dc2 

54C01Hd 

76°6'58" 

25°46'40" 

KASHIPURA 

Limestone 

D/W 

15.60 

254.92 

12 

54C1Cd 

54C01Hb 

76°04'59.89" 

25°45'44.17" 

KETHODA 

Phyllite & Schist 

D/W 

13.90 

269.87 

13 

54 Cl Fb2 

54C01Hd 

76°06'34.75" 

25°45'57.43" 

MANI 

Limestone 

D/W 

10.00 

260.02 

14 

54 C5 Eb 

54C05Ga 

76°20'10" 

25°51'20" 

Phalodi 

Limestone 

D/W 

21.10 

267.00 

15 

54 C5 Ba 

54C05Ba 

76 °16'00" 

25°54'50" 

Rawajana Chor 

Phyllite & Schist 

D/W 

13.40 

250.60 

16 

54 C5 Gc 

54C05Cb 

76 °16'40" 

25°49'15" 

AMU 

Gneisses(B.G.C.) 

D/W 

18.00 

287.10 

17 

54 Cl Ea 

54C01Fd 

76°06'15" 

25°52'55" 

DEOLI 

Gneisses(B.G.C.) 

D/W 

10.55 

280.25 

18 

54 Cl Ea 

54C01Fd 

76°06'48.97" 

25°52'41.15" 

DEOLI* 

Gneisses(B.G.C.) 

D/W 

23.00 

280.25 

19 

54 C5 Bbl 

54C01Od 

76°13'50" 

25°50'35" 

KOTRI Pz. 

Phyllite & Schist 

P/z 

57.00 

283.20 

20 

45 013 Ha 

54C01Oa 

76 °11 '30" 

25°52'25" 

PALAI 

Phyllite & Schist 

D/W 

12.10 

293.92 

21 

54 Cl Fa 

54C01 He 

76°07'12.82" 

25°48'15.87" 

RASOOLPURA 

Phyllite & Schist 

D/W 

17.00 

284.25 

22 

54 Cl Ha 

54C01 Nb 

76°12'15" 

25°53'30" 

SOP 

Phyllite & Schist 

D/W 

16.00 

264.50 

23 

54 Cl Ha 

54C01 Jd 

76 °10'55.44" 

25°53'33.67" 

SOP Pz. 

Phyllite & Schist 

P/z 

50.00 

252.00 

Sub Basin: Chambal Downstream j 

i 

54 C3 Dc 

54C03lb 

76°08'59.52" 

25°28'1.57" 

AJANDA 

Older Alluvium 

D/W 

17.20 

220.83 

2 

54 C3 Bb 

54C03Ca 

76°01'24.21" 

25°22'3.26" 

ANANTPURA 

Older Alluvium 

D/W 

6.75 

238.56 

3 

54 Cl Id 

54C03Da 

76°01'29.81" 

25 °17'23.22" 

BALAPURA 

Older Alluvium 

D/W 

16.70 

244.87 

4 

54 C3 Cb 

54C03Da 

76 °1 '35" 

25 °17'12" 

BALEETHA 

Older Alluvium 

D/W 

7.25 

243.75 

5 

54C3Eb2 

54C03Ga 

76°05'33.37" 

25°21'30.13" 

BALOD 

Older Alluvium 

D/W 

22.20 

237.97 

6 

NA 

450150d 

75°59'15.49" 

25°19'51.83" 

BASWARA 

Older Alluvium 

D/W 

25.50 

242.01 

7 

450151c 

450150d 

75°59'53" 

25°20'3" 

BHEEYA 

Older Alluvium 

D/W 

12.85 

241.34 

8 

54 C6 Da 

54C06Eb 

76°20'21.98" 

25°43'6.95" 

CHANDANA KHURD 

Older Alluvium 

D/W 

21.15 

212.48 

9 

54C3Bc 

54C03Fa 

76°04'32.06" 

25°24'29.66" 

KAPREN 

Older Alluvium 

D/W 

9.35 

230.60 

10 

54C6Ca 

54C06Cb 

76 °16'24.11" 

25°34'12.46" 

KHAKHTA 

Older Alluvium 

D/W 

21.70 

217.17 

11 

54C3Da 

54C03lb 

76°07'42.72" 

25°27'24.28" 

KODKIA 

Older Alluvium 

D/W 

7.00 

235.15 

12 

45015lc2 

45015Pd 

75°59'7.7" 

25°15'42" 

MADHO RAJPURA 

Older Alluvium 

D/W 

19.00 

242.93 

13 

54 C3 Ec 

54C03Jb 

76°08'7.83" 

25°23'5.35" 

ROTEDA 

Older Alluvium 

D/W 

28.40 

227.02 

14 

45 01b Gel 

45016Mc 

75°59'9" 

25°14'51" 

SOONAGAR 

Older Alluvium 

D/W 

6.40 

246.80 

15 

45016DA 

45016Ec 

75°52'25" 

25°14'56" 

MEHRANA 

Older Alluvium 

D/W 

7.35 

250.86 

16 

54F14C 

54F1OLb 

77°39'15.49" 

26°31 '17.41" 

BABU DEV STHAN 

Bhander Sandstone 

D/W 

15.80 

312.00 

17 

54F14CC 

54F14Cb 

77°45'25.03" 

26°34'4.49" 

BASAIDANG 

Bhander Sandstone 

D/W 

32.50 

184.00 

18 

54F14Bb2 

54F14Ca 

77°46'43.44" 

26°36'8.18" 

BEERPUR DANG 

Bhander Sandstone 

D/W 

10.20 

195.00 

19 

54F14C 

54F14Cd 

77°48'3.34" 

26°33'56.79" 

JOGIAPURA 

Older Alluvium 

D/W 

29.20 

152.30 

20 

54F14Bd 

54F14Gb 

77°49'3.3" 

26°35'20.91" 

RAJAI 

Older Alluvium 

D/W 

19.10 

148.00 

21 

54F10H 

54F1 OOb 

77 °41'53.52" 

26°34'11.23" 

RUDHERA 

Bhander Sandstone 

D/W 

15.50 

300.00 

22 

54F10H 

54F1 OOb 

77°42'15" 

26°34'10" 

RUDHERA Pz 

Bhander Sandstone 

P/z 

70.00 

284.68 

23 

54F7Dc 

54F07Jb 

77°24' 00" 

26°23'10" 

BHAMPURA 

Bhander Sandstone 

D/W 

28.00 

185.00 

24 

54F7D 

54F07KC 

77°24'40" 

26°22'20" 

JHIRI 

Older Alluvium 

D/W 

17.00 

169.04 

25 

54F6ld2 

54F06Ld 

77°24'50" 

26°30'45" 

PADAMPURA 

Bhander Sandstone 

D/W 

13.15 

250.00 

26 

54F14EC 

54F14Ja 

77°53'8.17" 

26°40'22.49" 

BASAI NIB 

Bhander Sandstone 

D/W 

38.00 

168.00 

27 

54F14Ea 

54F14Fd 

77 °51'57.64" 

26°39'11.82" 

BEECHHIYA 

Bhander Sandstone 

D/W 

15.60 

160.00 

28 

54F14Dd 

54F141b 

77°53'26.63" 

26°41'25.6" 

DHOLPUR Pz. 

Bhander Sandstone 

P/z 

31.30 

177.00 

29 

54F14Ed 

54F14Fd 

77°51 '51.61" 

26°37'55.21" 

NATHUAPURA 

Bhander Sandstone 

D/W 

22.90 

161.00 

30 

54F14Bb1 

54F14Bd 

77°47'49.97" 

26°37'48.37" 

PATEWARI 

Bhander Sandstone 

D/W 

5.95 

186.00 

31 

54F14EC 

54F14Ja 

77°53'47.86" 

26°40'27.73" 

SAGARPURA 

Bhander Sandstone 

D/W 

24.50 

175.00 

32 

54J1 Eel 

54J01Jb 

78°09'7.38" 

26°53'7.15" 

AMBARPUR Pz 

Older Alluvium 

P/z 

60.00 

167.36 

33 

54J2Da 

54J02EC 

78°06'10" 

26°44'50" 

ANDWAPURANI 

Older Alluvium 

D/W 

20.00 

160.00 
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34 

54J1Cb1 

54J01 Db 

78°01'00" 

26°46'00" 

ATROLI 

Older Alluvium 

D/W 

24.00 

171.00 

35 

54F14Gd 

54F14Md 

77°58'19.15" 

26°41'37.12" 

BAMROLI 

Older Alluvium 

D/W 

15.40 

171.00 

36 

54F13ld 

54F13Pd 

77°58'34.09" 

26°45'39.6" 

BARAHMORI 

Older Alluvium 

D/W 

21.70 

172.00 

37 

54J1Hb 

54J01 Kb 

78°09'00" 

26°49'40" 

BASAI 

Older Alluvium 

D/W 

36.00 

166.00 

38 

54F14Ga 

54F14ld 

77°55'50.28" 

26°42'37.26" 

BHAINSAKH 

Older Alluvium 

D/W 

45.00 

175.00 

39 

54J1 Cc2 

54J01DC 

78°03'24.89" 

26°47'34.84" 

DAN Pz 

Older Alluvium 

P/z 

60.00 

168.87 

40 

54J1Cb 

54J01DC 

78°03'20" 

26°47'00" 

FARASPUR 

Older Alluvium 

D/W 

22.35 

172.00 

41 

54J2Ad 

54J02Fa 

78 WOO" 

26°41 '10" 

GADRAI 

Older Alluvium 

D/W 

23.10 

142.00 

42 

54J1FC 

54J01 Kd 

78°09'48.89" 

26°48'52.54" 

GARHIJAFFR 

Older Alluvium 

D/W 

21.20 

162.00 

43 

54J2Ac 

54J02Ad 

78°03'26.34" 

26°42'47.38" 

GUNPUR 

Older Alluvium 

D/W 

20.00 

149.00 

44 

54J1Fa 

54J01 He 

78°06'50" 

26°48'40" 

JAITPUR 

Older Alluvium 

D/W 

35.00 

169.00 

45 

54J1 Cb2 

54J01 Dd 

78°02'20" 

26°46'30" 

KARKAKHERLI 

Older Alluvium 

D/W 

21.25 

172.00 

46 

54JICc1 

54J01Gb 

78W40" 

26°49'30" 

MACHARIYA 

Older Alluvium 

D/W 

27.00 

169.00 

47 

54J1Ca 

54J01DC 

78°01 '56.68" 

26°47'57.8" 

MARAINA 

Older Alluvium 

D/W 

20.40 

176.00 

48 

54J1 Cc 

54J01 Dd 

78 WOO" 

26°46'10" 

MARAINA Pz. 

Older Alluvium 

P/z 

NA 

176.00 

49 

54J1 He 

54J01KC 

78 °10'30" 

26°51'00" 

RANCHHORPURA 

Older Alluvium 

D/W 

31.00 

165.00 

50 

54J1Hb 

54J01Oa 

78 °11'23.18" 

26°50'37.4" 

SAMAUNA Pz. 

Older Alluvium 

P/z 

60.00 

167.00 

51 

54J2Aa 

54J02Aa 

78°00'26.31" 

26°43'29.11" 

SAMOR 

Older Alluvium 

D/W 

18.70 

177.00 

52 

54J1 Eb 

54J01Gb 

78°04'45" 

26°50'00" 

SAWALIAPURA 

Older Alluvium 

D/W 

26.20 

165.00 

53 

54F14GC 

54F14MC 

77°58'23.06" 

26°44'7.79" 

SUNDERPURA 

Older Alluvium 

D/W 

13.00 

177.00 

54 

54C6Bd 

54C06Ga 

76°18'58.18" 

25°36'14.57" 

Bambooliya Kalan 

Older Alluvium 

D/W 

20.95 

220.00 

55 

54C6Bd 

54C06Cc 

76° 18' 00" 

25°36'15" 

Bambooliya Kalan(Pz) 

Older Alluvium 

P/z 

NA 

220.00 

56 

54C6Db 

54C06Ed 

76°20'53.77" 

25°42'7.26" 

Dheepri 

Older Alluvium 

D/W 

29.60 

227.00 

57 

54C6Cc 

54C06Cd 

76°18'33.01" 

25W35.63" 

Genta 

Older Alluvium 

D/W 

35.00 

230.00 

58 

54C6Eb1 

54C06GC 

76° 22' 30" 

25° 36' 45" 

Hatholi 

Older Alluvium 

D/W 

7.50 

227.00 

59 

54C6Eb1 

54C06Ka 

76°22'33.42" 

25°37'1.87" 

Hatholi(Pz.) 

Older Alluvium 

P/z 

NA 

227.00 

60 

54C6Bc 

54C06Fb 

76°19'28.27" 

25°39'13.8" 

Kakrawada 

Older Alluvium 

D/W 

60.00 

222.00 

61 

54C6Dc 

54C06la 

76° 23' 00" 

25° 44' 30" 

Neemola 

Older Alluvium 

D/W 

13.50 

213.00 

62 

45016Fc 

45016Lb 

75° 53' 00" 

25° 01'30" 

Alniya 

Bhander Sandstone 

D/W 

NA 

345.00 

63 

45016Fc 

45016Ld 

75°54'51" 

25°00'31" 

Alniya(Pz) 

Bhander Sandstone 

P/z 

57.00 

345.00 

64 

45016Dd 

450161a 

75°52'40" 

25°13'20" 

Bhim Mandi(Kota) 

Limestone 

D/W 

18.30 

252.00 

65 

45016Gb1 

45016Jc 

75° 56' 00" 

25° 10' 50" 

Borkhandi 

Bhander Sandstone 

D/W 

9.10 

249.71 

66 

450161c 

45016Kd 

75°55'7.71" 

25W35.75" 

Dad Devi(Rooparel) 

Bhander Sandstone 

D/W 

2.40 

305.00 

67 

45C4Ab 

54C04Ba 

76° 01'50" 

25° 10' 15" 

Dayra 

Limestone 

D/W 

19.70 

266.48 

68 

45016Ha 

45016Jd 

75°55'14.03" 

25°07'49.71" 

Dhakarkheri 

Bhander Sandstone 

D/W 

11.80 

253.01 

69 

45C4Ca 

54C04Cb 

76°01'19.84" 

25W36.1" 

Galana 

Bhander Sandstone 

D/W 

13.80 

272.29 

70 

45016Dc 

45015Lb 

75°54'19.5" 

25°15'28.1" 

Gangaycha 

Limestone 

D/W 

18.60 

252.70 

71 

45016Fa 

45016Gd 

75°52'00.00" 

25°03'47" 

Jagpura (Kota) 

Bhander Sandstone 

D/W 

6.10 

336.11 

72 

45016Hd 

450160c 

75°58'35.58" 

25°07'16.42" 

Kaithoon 

Bhander Sandstone 

D/W 

20.00 

261.00 

73 

45016Hd 

45016Nd 

75° 58' 15" 

25° 07' 45" 

Kaithoon 

Bhander Sandstone 

D/W 

NA 

261.00 

74 

45P13Ga 

45P13IC 

75°55'36.61" 

24°59'28.86" 

Kasar 

Bhander Sandstone 

D/W 

65.00 

350.00 

75 

45P13Da 

45P13Ea 

75°50'03.00" 

24°58'32" 

Laxmipura 

Bhander Sandstone 

D/W 

60.00 

362.00 

76 

45016Db1 

45016Fc 

75°51'30" 

25° 11'00" 

Nagaji Bagh (Kota) 

Bhander Sandstone 

D/W 

33.00 

261.00 

77 

45016Gc 

45016Mc 

75°58'44.9" 

25°13'42.2" 

Notana 

Limestone 

D/W 

12.10 

242.00 

78 

45016Ec 

45016Jb 

75° 54' 00" 

25° 09' 00" 

Raipur (Kota) 

Bhander Sandstone 

D/W 

8.20 

260.61 

79 

450151b 

45015Pb 

75°56'15.9" 

25 °16'45.1" 

Rangpur 

Limestone 

D/W 

19.75 

250.00 

80 

450121c 

45016Ha 

75°49'38" 

25°02'23" 

Ranpur 

Bhander Sandstone 

D/W 

11.90 

370.00 

81 

45016ld 

45016Pc 

75°59'24.6" 

25°01 '54.8" 

Shankarpura 

Bhander Sandstone 

D/W 

36.00 

270.00 

82 

45016Gb 

45016Md 

75° 59' 10" 

25° 11'30" 

Tather 

Limestone 

D/W 

80.00 

258.00 

83 

54C4lb 

54C03Pb 

76°11 '51.6" 

25°15'55.6" 

Amarpur 

Older Alluvium 

D/W 

20.00 

240.00 

84 

54C4Hd 

54C03Od 

76°14'31.83" 

25°20'36.53" 

Banethiya 

Older Alluvium 

D/W 

10.00 

237.00 

85 

54C4DcO 

54C04Ja 

76°08'8.1" 

25 °10'8.3" 

Bhaunra 

Limestone 

D/W 

15.00 

253.00 

86 

54C4Dc1 

54C04Ja 

76°08'15" 

25 °10'3.5" 

Bhaunra(Pz.) 

Limestone 

P/z 

NA 

254.00 

87 

54C3Hc 

54C03Nd 

76° 15' 00" 

25° 23' 00" 

Budhadeet 

Older Alluvium 

D/W 

11.00 

230.00 

88 

54C3Hc 

54C03Nd 

76° 15' 00" 

25° 23' 00" 

Budhadeet(Pz.) 

Older Alluvium 

P/z 

NA 

230.00 

89 

54C4Dc 

54C04ld 

76°09'40" 

25°12'50.4" 

Darbiji 

Bhander Sandstone 

D/W 

13.60 

244.00 

90 

54C3lc 

54C03Od 

76°14'4.41" 

25°19'40.2" 

Dhanwa 

Older Alluvium 

D/W 

14.10 

237.21 

91 

54C4Ad 

54C04Ea 

76W43.4" 

25°13'15.6" 

Digod 

Older Alluvium 

D/W 

12.60 

258.09 

92 

54C4Ha 

54C04JC 

76°10'44.6" 

25°09'47.8" 

Gadepan 

Bhander Sandstone 

D/W 

60.00 

249.00 

93 

54C3Hb 

54C03KC 

76° 10' 30" 

25° 21'07" 

Kherli Tawaran 

Older Alluvium 

D/W 

17.80 

221.64 

94 

54C3Hb 

54C03KC 

76°10'48.62" 

25°21 '10.39" 

Kherli Tawaran(Pz.) 

Older Alluvium 

P/z 

NA 

230.73 

95 

54C7Ba 

54C07Bb 

76 °16'21.08" 

25°23'13.78" 

Kishanganj 

Older Alluvium 

D/W 

11.80 

237.00 

96 

54C3ld 

54C03Pd 

76°14' 30" 

25 °16' 40" 

Kishorpura 

Older Alluvium 

D/W 

10.20 

239.00 

97 

54C3ld 

54C03Pd 

76°14'25.54" 

25 °16'39.39" 

Kishorpura(Pz.) 

Older Alluvium 

P/z 

NA 

239.00 

98 

54C3Gd 

54C03Mb 

76°12' 43" 

25 °2 T 30" 

Lakhsaneeja 

Older Alluvium 

D/W 

25.10 

229.00 

99 

54C3Ec 

54C03KC 

76°09' 45" 

25°22' 20" 

Mandawara 

Older Alluvium 

D/W 

22.75 

243.00 

100 

54C4Ab 

54C03Jd 

76°09'50" 

25°22' 45" 

Marwarachowki(Bhimpura) 

Older Alluvium 

D/W 

8.10 

228.67 

101 

54C4Aa 

54C04Ad 

76°02' 10" 

25°12' 30" 

Moondla 

Limestone 

D/W 

11.00 

251.56 

102 

54C3Gb 

54C03JC 

76°1 O' 30" 

25°25' 50" 

Morana 

Older Alluvium 

D/W 

28.50 

220.00 

103 

54C3Ec1 

54C03PC 

76°14' 20" 

25°18' 15" 

Morpa 

Older Alluvium 

D/W 

12.00 

240.35 
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104 

54C3Ec1 

54C03PC 

76°13'10.9" 

25°18'36.4" 

Morpa(Pz.) 

Older Alluvium 

P/z 

NA 

237.30 

105 

54C4Aa 

54C03Ha 

76°04'42" 

25°18'44.1" 

Nimoda Harji 

Older Alluvium 

D/W 

8.50 

237.89 

106 

54C3la 

54C03Ob 

76°12'0.5" 

25°19'6.7" 

Notara 

Older Alluvium 

D/W 

20.50 

233.00 

107 

54C3Hd1 

54C07Cb 

76°15'44.06" 

25°20'33.49" 

Saneeja Baori 

Older Alluvium 

D/W 

11.30 

236.45 

108 

54C4Ea 

54C04FC 

76°06'52.1" 

25 °10'20.7" 

Seemalya 

Limestone 

D/W 

60.00 

255.00 

109 

54C3la1 

54C03LC 

76°10'52.7" 

25 °17'29.8" 

Sultanpur 

Older Alluvium 

D/W 

14.20 

238.00 

110 

54C3Ga 

54C04IC 

76°11 '6.3" 

25°14'51.5" 

Surela 

Limestone 

D/W 

12.10 

247.95 

111 

54C3Cd 

54C03Ha 

76°04'33.2" 

25 °17'40.3" 

Udpura 

Older Alluvium 

D/W 

50.00 

257.00 

112 

54C7Bd 

54C07Ca 

76 °16' 30" 

25°21'20" 

Ummedpura 

Older Alluvium 

D/W 

NA 

236.00 

113 

54C3Fd 

54C03Lb 

76°09'0.7" 

25 °16'25.5" 

Zalimpura 

Older Alluvium 

D/W 

23.00 

248.66 

114 

54 F3 Ic 

54F03PC 

77°14'00" 

26°18'00" 

MANDRAYAL 

Older Alluvium 

D/W 

31.70 

306.10 

115 

54 F3 Fd 

54F04IC 

77°09'45" 

26°15'00" 

RODHAIN Pz. 

Bhander Sandstone 

P/z 

55.00 

195.50 

116 

54 B16 Bb 

54B16Cb 

76°46'40" 

26°05'30" 

Baler 

Older Alluvium 

D/W 

32.70 

228.75 

117 

54 C9 Ba 

54C09Bb 

76°30'7.67" 

25°54'14.97" 

Behraonda Khurd 

Shale 

D/W 

20.15 

222.40 

118 

54 C5 Fc 

54C05La 

76°22'42.21" 

25°47'26.44" 

Chitara 

Shale 

D/W 

24.20 

216.90 

119 

54 B12 Ca 

54B16Cb 

76°45'10" 

26°05'08" 

Chitola 

Older Alluvium 

D/W 

28.15 

224.30 

120 

54 C9 Ba 

54C09Bb 

76°31'15" 

25°53'12" 

Daulatpura 

Shale 

D/W 

20.10 

221.90 

121 

54 C5 Ha 

54C05Na 

76°27'00" 

25°54'42" 

Jetpura 

Shale 

D/W 

15.20 

232.20 

122 

54 C5 Ha 

54C05Na 

76°27'4.26" 

25°54'47.38" 

Jetpura P/Z 

Shale 

NA 

85.00 

221.90 

123 

54B16CC 

54B16DC 

76°48'05" 

26°03'12" 

Kureri 

Older Alluvium 

D/W 

41.90 

228.10 

124 

54 C5 Dd 

54C05FC 

76°22'18.12" 

25°55'29.37" 

Kushalipura 

Quartzite 

D/W 

12.55 

250.55 

125 

54 C9 Ad 

54C09Eb 

76°34'40" 

25°56'36" 

MeiKalan 

Limestone 

D/W 

22.50 

220.40 

126 

54 C9 Ad 

54C09Ad 

76°33'37.91" 

25°56'33.1" 

MeiKalan P/Z 

Limestone 

NA 

65.00 

220.40 

127 

54 C9 Bd 

54C09Cc 

76°33'45" 

25°51'03" 

Pali 

Limestone 

D/W 

29.10 

205.80 

128 

54 C9 Bd 

54C09Cc 

76°33'29.91" 

25°51'5.8" 

Pali P/Z 

Limestone 

P/z 

60.00 

205.90 

Sub Basin: Chambal Upstream [ 

i 

4504Ha 

450040d 

75°13' 31" 

25°04' 30" 

Aroli 

Bhander Sandstone 

D/W 

26.25 

476.50 

2 

4504Ha1 

450040d 

75°13' 31" 

25°04' 30" 

Aroli 

Bhander Sandstone 

P/z 

49.00 

474.00 

3 

4506Db 

45O08Kd 

75°24'27.03" 

25°04'3.57" 

Resunda 

Bhander Sandstone 

D/W 

6.80 

480.00 

4 

4506Cc 

45008Gb 

75°19'42.08" 

25°04'12.12" 

Tilasma 

Bhander Sandstone 

D/W 

12.40 

508.00 

5 

45012Bd 

45012Ca 

75°31 '0.96" 

25°05'48.55" 

DABI 

Bhander Sandstone 

D/W 

15.90 

467.30 

6 

45012Bd2 

450120a 

75°42'0.15" 

25°07'20.37" 

KANWARPURA 

Bhander Sandstone 

D/W 

6.00 

371.08 

7 

4508IC2 

45O08PC 

75°28'29.8" 

25°03'11.45" 

LAMBAKHO 

Bhander Sandstone 

D/W 

12.90 

275.38 

8 

45012Ca2 

450120b 

75°31 '9.52" 

25°03'48.99" 

PILIYA 

Bhander Sandstone 

D/W 

6.40 

278.11 

9 

45L13Dd 

45P01 Ad 

75°02'14.46" 

24°57'53.86" 

ANOPPURA 

Bhander Sandstone 

D/W 

21.00 

410.00 

10 

45P1 Aa 

45P01 Aa 

75°00'51.9" 

24°59'21.13" 

BEGUN 

Bhander Sandstone 

D/W 

21.80 

413.19 

11 

45P1 Aa 

45P01 Aa 

75°00'42.47" 

24°59'54.31" 

BEGUN 

Bhander Sandstone 

P/z 

60.00 

415.00 

12 

45P1Dc 

45P01 la 

75°08'15.57" 

24°59'27.5" 

BORBAORI 

Shale 

D/W 

15.70 

400.00 

13 

45L13Gd 

45L13Md 

74°58'32.23" 

24°56'42.64" 

DORAI 

Bhander Sandstone 

D/W 

15.30 

336.41 

14 

45P5Db 

45P05FC 

75°20'57.35" 

24°56'2.72" 

GOPALPURA 

Bhander Sandstone 

D/W 

13.50 

380.00 

15 

NA 

45P01Ed 

75°06'10.33" 

24°57'50.2" 

RAMPURIYA 

Limestone 

P/z 

115.00 

406.20 

16 

45P1da 

45P01Ed 

75°06'28.69" 

24°57'52.6" 

RAMPURIYA 

Limestone 

D/W 

28.50 

404.05 

17 

4504Cd 

44P02NC 

75°04'22.79" 

25°02'1.93" 

THUKRAI 

Limestone 

D/W 

28.10 

415.18 

18 

45P5Ec 

45P05La 

75°23'26.79" 

24°47'51.38" 

AGRA 

Bhander Sandstone 

D/W 

11.10 

491.00 

19 

45P9Db1 

45P09Eb 

75°35'28.23" 

24°57'8.87" 

BAROLIYA 

Bhander Sandstone 

P/z 

100.00 

320.00 

20 

45P9Ac 

45P09AC 

75°33'16.75" 

24°58'11.36" 

BHAINSRORGARH 

Shale 

D/W 

8.20 

302.15 

21 

45P5Db 

45P05Ed 

75°22'11.83" 

24°57'30.55" 

BORAO 

Shale 

P/z 

30.00 

370.00 

22 

45P9Ba 

45P09Bb 

75°31 '46.75" 

24°52'50.53" 

CHAINPURA 

Bhander Sandstone 

D/W 

17.00 

416.88 

23 

NA 

45P05ld 

75°24'25.98" 

24°57'12.59" 

DHANGAD MAUKALAN 

Shale 

P/z 

110.00 

359.83 

24 

45P5Dd 

45P05ld 

75°24'25.85" 

24°57'12.61" 

DHANGAD MAUKALAN 

Shale 

D/W 

11.50 

355.45 

25 

NA 

45P05FC 

75°21'18.8" 

24°56'11.7" 

GOPALPURA 

Bhander Sandstone 

P/z 

120.00 

373.94 

26 

45P5Cb 

45P05Db 

75°15'26.47" 

24°46'8.66" 

JAWADA 

Shale 

D/W 

20.10 

360.00 

27 

45P6Gc 

45P06Ma 

75°27'50" 

24°43'44.38" 

JAWAHAR NAGAR 

Bhander Sandstone 

P/z 

108.00 

360.00 

28 

45P6GC 

45P06Ma 

75°27'45.42" 

24°43'50.39" 

JAWAHAR NAGAR 

Bhander Sandstone 

D/W 

20.50 

360.00 

29 

45P13Bb 

45P06Ea 

75°20'22.34" 

24°44'54.73" 

KANWARPURA 

Bhander Sandstone 

D/W 

13.00 

348.00 

30 

45P5Hc 

45P05Nd 

75°29'15.08" 

24°53'11.2" 

MANDESARA 

Bhander Sandstone 

D/W 

11.00 

429.00 

31 

45P9Bb 

45P09Cb 

75°30'9.47" 

24°50'25.8" 

NALI KHERA 

Bhander Sandstone 

D/W 

23.50 

460.00 

32 

45P9Db 

45P09Fa 

75°35'13.97" 

24°56'7.34" 

RAW AT BHATA 

Bhander Sandstone 

D/W 

10.50 

322.50 

33 

45P5GC 

45P05MC 

75°28'55.41" 

24°58'24.36" 

SHRIPURA 

Shale 

D/W 

15.95 

344.94 

34 

45P5Ac 

45P05Ea 

75°19'56.47" 

24°58'46.44" 

TAKARDA 

Shale 

D/W 

18.00 

377.00 

35 

45P9Ec 

45P09Jd 

75°39'36.22" 

24°52'55.84" 

THAMLAO 

Bhander Sandstone 

D/W 

17.00 

472.36 

36 

45L14DC 

45L141b 

74°54'2.06" 

24°42'53.73" 

KANERA 

Bhander Sandstone 

P/z 

78.00 

544.72 

37 

45L14Dd 

45L14JC 

74°54'32.26" 

24°40'25.38" 

MAILANA 

Bhander Sandstone 

D/W 

15.00 

562.69 

38 

45L14GC 

45L14Md 

74°58'10.52" 

24°42'27.2" 

NEEMODA 

Bhander Sandstone 

D/W 

10.10 

432.89 

39 

46M98BA19 

46M09Bb 

75 °31'47.26" 

23°53'5.2" 

ARNIYA 

Deccan Traps 

D/W 

9.75 

420.00 

40 

46M9EA10 

46M09Fb 

75°35'36.03" 

23°52'53.28" 

BAMAN DEORIYA 

Deccan Traps 

D/W 

7.20 

438.00 

41 

46M5GC18 

46M06MC 

75°29'2.41" 

23°58'34.22" 

BHARKA 40 

Deccan Traps 

D/W 

13.60 

460.00 

42 

46M13AB18 

46M13Ba 

75°46'46.97" 

23°56'5.43" 

BHARKA124 

Deccan Traps 

D/W 

7.20 

420.00 

43 

46M13DB4 

46M13BC 

75°48'44.29" 

23°56'6.91" 

DAG 

Deccan Traps 

D/W 

16.51 

510.00 

44 

46M13BB22 

46M13CC 

75°47'4.21" 

23°51 '51.27" 

DUDHALIYA 

Deccan Traps 

D/W 

13.60 

475.00 
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45 

46M9GB21 

46M09Mb 

75°42'21.54" 

23°57'3.64" 

GUWALAD 

Deccan Traps 

D/W 

10.28 

455.00 

46 

46M9HB23 

46M09Oa 

75°42'24.12" 

23 °51'11.48" 

KACHHNARA 

Deccan Traps 

D/W 

14.15 

445.00 

47 

46M9ED4 

46M09Ka 

75°37'45" 

23°51'0" 

KAGARIYA 

Deccan Traps 

D/W 

15.20 

440.00 

48 

46M9ED4 

46M09Ka 

75°37'39.11" 

23°50'52.44" 

KAGARIYA PZ 

Deccan Traps 

P/z 

50.00 

440.00 

49 

46M9DD17 

46M09ld 

75°39'23.63" 

23°56'34.31" 

KARANPURA 

Deccan Traps 

D/W 

11.90 

440.00 

50 

46M9AB1 

46M09Ab 

75°30'24.75" 

23°56'59.63" 

KOONDLA 

Deccan Traps 

D/W 

15.90 

445.00 

51 

46M9AB1 

46M09Ab 

75°30'6.06" 

23°57'15.62" 

KOONDLA PZ 

Deccan Traps 

P/z 

124.00 

445.00 

52 

46M9DB7 

46M09Ed 

75°36'19.3" 

23°56'42.5" 

RAJENDRAPUR MANDI 

Deccan Traps 

D/W 

12.70 

420.00 

53 

46M9DC1 

46M09la 

75°38'4.36" 

23°59'15.56" 

SAKARIYA 

Deccan Traps 

D/W 

9.10 

440.00 

54 

46M9FA6 

46M09Gb 

75°35'30.8" 

23°49'13.65" 

UNHEL 

Deccan Traps 

D/W 

8.95 

138.00 

55 

450121b 

45012Ld 

75° 40' 45" 

LO 

o 

LO 

CM 

Borawas 

Bhander Sandstone 

D/W 

50.00 

468.00 

56 

450121b 

45012Ld 

75° 40' 45" 

25° 01' 15" 

Borawas(Pz.) 

Bhander Sandstone 

P/z 

NA 

468.00 

57 

45P9Ga 

45P09ld 

75°39'45" 

24°57'55" 

Kolipura 

Bhander Sandstone 

D/W 

12.15 

320.00 

58 

45016Bd 

450160c 

75°48'01.00" 

25°07'22" 

Nayagaon (Kota) 

Bhander Sandstone 

D/W 

9.50 

320.00 

59 

450160a 

45012Pa 

75°42'24.1" 

25°02'15.2" 

Rathkankra 

Bhander Sandstone 

D/W 

12.50 

444.97 

60 

46I13BC 

46113Bd 

74°48'38.56" 

23°53'1.98" 

ARNOD 

Deccan Traps 

D/W 

10.30 

500.81 

61 

46I13BC 

46113Fb 

74°48'45.73" 

23°53'36.93" 

ARNOD 

Deccan Traps 

P/z 

60.00 

510.93 

62 

46l14Eb 

46114Gc 

74°51'16.99" 

23°36'8.61" 

BARISAGTHALI 

Deccan Traps 

D/W 

14.50 

539.48 

63 

46114Da 

46114Ec 

74°51 '21.65" 

23°44'44.32" 

BARKHERI 

Deccan Traps 

D/W 

11.60 

502.01 

64 

46l14Ba 

46114Ed 

74 °51'30.28" 

23°42'28.11" 

BHACHUNDLA 

Deccan Traps 

D/W 

14.85 

516.99 

65 

46113Fa 

46113Gd 

74°51 '51.68" 

23°48'47.86" 

CHOOPNA 

Deccan Traps 

P/z 

72.00 

500.72 

66 

46113Fa 

46113Gd 

74 °51'50.85" 

23°49'7.18" 

CHOOPNA 

Deccan Traps 

D/W 

10.70 

496.98 

67 

46l14Bb 

46114Fc 

74°50'43.28" 

23°40'6.95" 

DALOT 

Deccan Traps 

D/W 

13.00 

546.37 

68 

46113Eb 

46113Gd 

74°51'21.12" 

23°50'14.38" 

FAREDI 

Deccan Traps 

D/W 

18.50 

485.95 

69 

46113Fd 

46113Lb 

74°54'16.9" 

23°45'35.26" 

KOTRI 

Deccan Traps 

D/W 

13.00 

490.68 

70 

46l13Ea 

46113Fc 

74°52'15.25" 

23°54'55.71" 

MANDAWARA 

Deccan Traps 

D/W 

8.70 

482.98 

71 

46113Fb 

46113Hd 

74 °51'28.24" 

23°46'35.31" 

MOHEDA 

Deccan Traps 

D/W 

11.00 

506.67 

72 

46113Fc 

46113La 

74°53'22.9" 

23°47'57.37" 

MOWAI 

Deccan Traps 

D/W 

13.90 

490.08 

73 

46114Ec 

46114Fd 

74°52'28" 

23°38'16" 

NEENOR 

Deccan Traps 

P/z 

50.00 

524.84 

74 

46114Ec 

46114Jb 

74°52'30.39" 

23°38'24.5" 

NEENOR 

Deccan Traps 

D/W 

14.00 

523.68 

75 

46114Bc 

46114Bc 

74°48'28.07" 

23°39'36.47" 

RAIPUR 

Deccan Traps 

D/W 

9.50 

541.78 

76 

46113Fa 

46l13Ha 

74°50'26.87" 

23°48'3.95" 

RAMNAGAR 

Deccan Traps 

D/W 

14.00 

501.89 

77 

461130c 

46113Cd 

74°48'29.91" 

23°49'12.8" 

SAGTHALI KHURD 

Deccan Traps 

D/W 

15.10 

515.63 

78 

45L15Ad 

45L15Ad 

74°48'37" 

24°26'31.44" 

KESUNDA 

Deccan Traps 

D/W 

18.10 

499.04 

79 

46l13Da 

46I13EC 

74 °51'11.73" 

23°58'16.64" 

AKHEPUR 

Deccan Traps 

D/W 

12.70 

507.00 

80 

46I13DC 

461131a 

74°53'49.23" 

23°58'36.18" 

ASAWATA 

Deccan Traps 

D/W 

16.00 

495.49 

81 

45L16Fb 

45L16Hd 

74 °51'38.62" 

24°01 '51.84" 

AWLESHWAR 

Deccan Traps 

D/W 

17.65 

518.00 

82 

45L16Fd 

45L16Lb 

74°53'49.28" 

24°01 '31.78" 

DEVAD 

Deccan Traps 

D/W 

16.30 

492.33 

83 

45L16Eb 

45L16Ga 

74°50'10.9" 

24°06'51.26" 

GADOLA 

Deccan Traps 

D/W 

11.20 

500.00 

84 

46l13Db 

46113Eb 

74°50'12.88" 

23°56'39.84" 

GANDHER 

Deccan Traps 

D/W 

14.00 

512.67 

85 

45L16FC 

45L16La 

74°53'28" 

24°2'43" 

GHOTARSI 

Deccan Traps 

D/W 

16.20 

493.34 

86 

45L16Db 

45L16Ed 

74 °51'52.54" 

24°12'1.35" 

KAJLI 

Deccan Traps 

D/W 

7.40 

480.00 

87 

45L16Dd 

45L161b 

74°53'16.74" 

24°12'0.95" 

KHERA ( KAJALI KA ) 

Deccan Traps 

D/W 

8.30 

468.47 

88 

45L161b 

45L16Pa 

74°57'14.22" 

24 °01'52.71" 

KUNI 

Deccan Traps 

D/W 

16.50 

456.00 

89 

45L16Eb 

45L16Gd 

74°51 '20.9" 

24°04'59.74" 

PALTHAN 

Deccan Traps 

D/W 

18.60 

491.60 

Sub Basin: Kali Sindh | 

i 

NA 

54C08Bd 

76°18'1.14" 

25°09'12.36" 

Anta 

Limestone 

P/z 

NA 

249.03 

2 

54C8Da 

54C08Bd 

76°18'0" 

25°9'0" 

Anta 

Limestone 

NA 

11.00 

245.00 

3 

NA 

54C08AC 

76 °17'10.04" 

25°14'35.97" 

Baldara 

Limestone 

P/z 

NA 

234.60 

4 

54080a 

54C08Fd 

76°20'45" 

25°8'5" 

Bamoolya Kalan 

Limestone 

NA 

10.80 

260.00 

5 

54C8Da 

54C07Hd 

76°21'11.71" 

25°15'10.76" 

Bargaon 

Limestone 

NA 

12.00 

249.00 

6 

54C8Eb 

54C08Gb 

76°20'30" 

25°5'30" 

Barwa 

Limestone 

NA 

14.80 

264.00 

7 

54C8Ab 

54C08Ab 

76°16'11.09" 

25°11'54.74" 

Bhojya Kheri 

Limestone 

P/z 

50.00 

242.06 

8 

54C8Ab 

54C08Ab 

76 °16'0" 

25°12'0" 

Bhojya Kheri 

Limestone 

NA 

5.00 

231.00 

9 

54C8Ec 

54C08Jb 

76°23'36.87" 

25°08'19.36" 

Bijora 

Limestone 

NA 

12.00 

260.00 

10 

54C8Ec 

54C08Jb 

76°23'30" 

25°8'30" 

Bijora 

Limestone 

P/z 

50.00 

260.00 

11 

54C8Bb 

54C08Ca 

76 °16'24.81" 

25°07'18.4" 

Dugari 

Limestone 

NA 

5.70 

245.00 

12 

NA 

540040c 

76°13'39.49" 

25°07'22.9" 

Gulabpura 

Bhander Sandstone 

NA 

NA 

252.52 

13 

54C4Hd 

540040c 

76°13'40" 

25°7'26" 

Gulabpura 

Bhander Sandstone 

NA 

9.00 

252.00 

14 

54080c 

54C08Ha 

76°19'0" 

25°3'45" 

Kewra 

Bhander Sandstone 

NA 

9.50 

257.00 

15 

54080c 

54C08Ha 

76°19'0" 

25°3'45" 

Kewra 

Bhander Sandstone 

P/z 

42.00 

257.00 

16 

54C8Cc1 

54C08Cd 

76 °17'54.38" 

25°05'7.88" 

Khajoorna Kalan 

Limestone 

NA 

11.00 

256.00 

17 

54071b 

54C07LC 

76°25'57.2" 

25 °17'34.49" 

Mahuwa 

Limestone 

NA 

13.20 

258.00 

18 

54C5Ac 

54D05Ad 

76°18'30" 

24°57'45" 

Mau (Tonk) 

Bhander Sandstone 

NA 

17.80 

258.00 

19 

54C5Ac 

54D05Ad 

76°18'30" 

24°57'45" 

Mau (Tonk) 

Bhander Sandstone 

P/z 

90.00 

258.00 

20 

54C8Eb 

54C08Hb 

76°20'29.81" 

25°00'59.83" 

Mirzapur 

Bhander Sandstone 

NA 

13.70 

265.00 

21 

54C8Bc 

54C08Bd 

76 °17'47.49" 

25°07'43.28" 

Molki 

Limestone 

NA 

15.00 

250.00 

22 

54080a 

54C08Da 

76 °16'30" 

25°3'10" 

Niyana 

Bhander Sandstone 

P/z 

46.00 

266.00 

23 

54080a 

54C08Da 

76°16'33.44" 

25°03'24.1" 

Niyana 

Bhander Sandstone 

NA 

15.40 

266.00 

24 

54C4Ac 

54C04Nd 

76°14'17.79" 

25°09'7.8" 

Palaytha 

Limestone 

NA 

10.50 

233.00 
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25 

NA 

54C07Dc 

76°18'36.52" 

25 °17'2.73" 

Patoonda 

Limestone 

P/z 

NA 

229.95 

26 

54C7Cd 

54C07Dc 

76°18'15" 

25 °17'0" 

Patoonda 

Limestone 

NA 

11.60 

225.00 

27 

54C7Ed 

54C07Lb 

76°23'23.43" 

25 °16'39.43" 

Raithal 

Limestone 

P/z 

60.00 

242.30 

28 

54C7Ed 

54C07La 

76°23'30" 

25 °17'0" 

Raithal 

Limestone 

NA 

9.60 

235.00 

29 

54C8Ad 

54C08Ad 

76°18'8.47" 

25°12'13.96" 

Ratariya 

Limestone 

NA 

17.25 

246.00 

30 

54C7Eb 

54C07Gd 

76°21'30" 

25°20'30" 

Seeswali (Kasba) 

Limestone 

NA 

7.70 

233.00 

31 

NA 

54C07GC 

76°21'15.09" 

25°20'51.15" 

Seeswali (Kasba) Pz 

Limestone 

P/z 

NA 

223.09 

32 

54C7Ed 

54C07Kb 

76°24'16.41" 

25°20'10.2" 

Shahpura 

Limestone 

NA 

17.80 

243.00 

33 

54C8Ac 

54C08AC 

76°18'27.46" 

25°14'48.82" 

Sindpuri 

Limestone 

NA 

21.05 

239.00 

34 

NA 

54C08Dd 

76°18'42.58" 

25°00'48" 

Sorsan 

Bhander Sandstone 

NA 

NA 

265.16 

35 

54C8Cd 

54C08Dd 

76°18'30" 

25°0'45" 

Sorsan 

Bhander Sandstone 

NA 

15.20 

265.00 

36 

54D9Eb 

54D05Od 

76°28'20" 

24°50'25" 

Amli 

Bhander Sandstone 

NA 

10.30 

275.00 

37 

54D9Ha 

54D09Gd 

76°37'6.46" 

24°50'29.31" 

Antana 

Bhander Sandstone 

NA 

16.90 

284.00 

38 

54D9Ha 

54D09Gd 

76°37'10" 

24°50'30" 

Antana 

Bhander Sandstone 

P/z 

0.13 

284.00 

39 

54D9Bd 

54D09Ga 

76°34'21.08" 

24°51 '6.91" 

Aton 

Bhander Sandstone 

NA 

15.85 

273.00 

40 

54D9Bd 

54D09Ga 

76°34'30" 

24°51 '10" 

Aton 

Bhander Sandstone 

P/z 

0.13 

273.00 

41 

54D9Da 

54D05Pd 

76°29'45" 

24°45'30" 

Badora 

Bhander Sandstone 

NA 

10.20 

288.00 

42 

54D9Fa 

54D09Kd 

76°39'30" 

24°49'30" 

Barlan 

Bhander Sandstone 

NA 

16.00 

308.00 

43 

NA 

54D09Kd 

76°40'19.62" 

24°49'35.29" 

Barlan 

Bhander Sandstone 

NA 

NA 

302.00 

44 

54D9Bc 

54D09Bd 

76°33'30" 

24°53'0" 

Bhaisara 

Limestone 

NA 

13.50 

272.00 

45 

54D9Hd 

54D09Gd 

76°36'0" 

24°49'0" 

Dadwara 

Bhander Sandstone 

NA 

18.05 

275.00 

46 

NA 

54D09Gd 

76°35'54" 

24°48'59.13" 

Dadwara 

Bhander Sandstone 

NA 

NA 

280.66 

47 

54D9Ed 

54D05Od 

76°28'39.17" 

24°49'27.73" 

Dhumen 

Bhander Sandstone 

NA 

7.20 

280.00 

48 

54D10Ca 

54D09Lb 

76°38'0" 

24°46'10" 

Dilod Hathi 

Bhander Sandstone 

P/z 

59.00 

298.00 

49 

54D10Ca 

54D09Lb 

76°38'44.98" 

24°46'19" 

Dilod Hathi 

Bhander Sandstone 

NA 

11.70 

298.00 

50 

54D9Ab 

54D09BC 

76°32'2.68" 

24°56'8.16" 

Jeerod 

Limestone 

NA 

23.25 

295.00 

51 

54D9Ab 

54D09BC 

76°32'15" 

24°56'15" 

Jeerod 

Limestone 

P/z 

51.00 

295.00 

52 

54D9Cd 

54D09DC 

76°32'28.43" 

24°47'15.77" 

Katawar 

Bhander Sandstone 

NA 

14.30 

280.00 

53 

54D9ld 

54D10Aa 

76°31'0" 

24°43'55" 

Kerwalia 

Bhander Sandstone 

P/z 

57.00 

300.00 

54 

54D9ld 

54D10Aa 

76°31'0" 

24°43'55" 

Kerwaliya 

Bhander Sandstone 

NA 

6.10 

300.00 

55 

54D5Gb 

54D05NC 

76°28'40" 

24°55'45" 

Kharkhara Asan (II) 

Limestone 

P/z 

50.00 

271.00 

56 

54D5Gb 

54D05NC 

76°28'34.94" 

24°55'53.57" 

Kharkhara Asan (II) 

Limestone 

NA 

15.80 

271.00 

57 

54D9Fb 

54D09HC 

76°36'30" 

24°47'25" 

Kharkhara Ramlothan 

Bhander Sandstone 

NA 

14.50 

285.00 

58 

NA 

54D09HC 

76°36'15.71" 

24°47'17.7" 

Kharkhara Ramlothan 

Bhander Sandstone 

NA 

NA 

285.62 

59 

54D10Ga 

54D10IC 

76°40'38.09" 

24°44'43.59" 

Kundi 

Bhander Sandstone 

NA 

13.00 

315.00 

60 

54D9Ba 

54D09Bd 

76°32'30" 

24°54'10" 

Kunjer 

Limestone 

NA 

15.30 

270.00 

61 

54D9ba 

54D09Bb 

76°30'16.94" 

24°54'18.37" 

Kunjer 

Limestone 

P/z 

50.00 

270.49 

62 

54D9Dc 

54D09Kb 

76°39'20" 

24°50'10" 

Moondla 

Bhander Sandstone 

NA 

17.00 

292.00 

63 

NA 

54D09Kd 

76°39'22.81" 

24°50'28.82" 

Moondla 

Bhander Sandstone 

NA 

NA 

293.74 

64 

54D9Ab 

54D09Ab 

76°31 '8.59" 

24°57'33.76" 

Sahrod 

Limestone 

P/z 

70.00 

284.03 

65 

54D9Ca 

54D09Cb 

76°30'37.94" 

24°49'48.72" 

Sakatpur 

Bhander Sandstone 

NA 

12.85 

275.00 

66 

54D5Hd 

54D09Pd 

76°43'10" 

24°45'25" 

Salpura 

Bhander Sandstone 

P/z 

0.13 

320.00 

67 

54D5Hd 

54D09Pd 

76°43'38.34" 

24°45'35" 

Salpura 

Bhander Sandstone 

NA 

7.30 

320.00 

68 

54D5Hd 

54D09Pd 

76°43'10" 

24°45'25" 

Salpura (II) 

Bhander Sandstone 

NA 

NA 

320.00 

69 

54D9lb 

54D09Pa 

76°42'23.5" 

24°47'29.97" 

Seendhni 

Bhander Sandstone 

P/z 

0.13 

320.00 

70 

54D10AC 

54D1OAd 

76°32'30" 

24°42'20" 

Shergarh 

Bhander Sandstone 

NA 

13.00 

310.00 

71 

54D5GC 

54D05MC 

76°29'1.34" 

24°59'44.69" 

Bamla 

Limestone 

NA 

12.50 

284.00 

72 

54C12Cd 

54C08Ka 

76°24'7.14" 

25°06'40.78" 

Batawada 

Limestone 

NA 

17.00 

268.00 

73 

54C8Fc 

54C08La 

76°23'32.67" 

25°02'31.94" 

Begna 

Limestone 

NA 

15.00 

277.00 

74 

54C8Fc 

54C08La 

76°23'45" 

25°2'40" 

Begna 

Limestone 

P/z 

60.00 

277.00 

75 

54C5Gb 

54D05Mb 

76°27'10" 

24°56'30" 

Borda (Chauki) 

Limestone 

P/z 

50.00 

269.00 

76 

54C5Gb 

54D05Mb 

76°27'30.2" 

24°57'11.95" 

Borda (Chauki) 

Limestone 

NA 

17.60 

269.00 

77 

54C8Fc 

54C08Kb 

76°23'38.88" 

25°04'46.2" 

Borina 

Limestone 

NA 

24.30 

280.00 

78 

54D5Dc 

54D05la 

76°22'48.01" 

24°59'11.78" 

Chureliyan 

Bhander Sandstone 

NA 

10.45 

266.00 

79 

54C8lb 

54C08Ld 

76°25'0" 

25 °1 '45" 

Ratawad 

Bhander Sandstone 

NA 

16.00 

275.00 

80 

NA 

54C08Ld 

76°24'49.01" 

25°01'19.55" 

Ratawad 

Bhander Sandstone 

NA 

NA 

276.97 

81 

54C8Ga 

54C08IC 

76°26'0" 

25°14'55" 

Sankali 

Older Alluvium 

NA 

10.40 

256.00 

82 

54C12Ad 

54C08JC 

76°25'55" 

25 °10'45" 

Thamli 

Older Alluvium 

NA 

18.80 

290.00 

83 

54C12Ad 

54C08JC 

76°25'55" 

25 °10'45" 

Thamli 

Older Alluvium 

P/z 

49.00 

290.00 

84 

54D5Ga 

54D05IC 

76°25'20" 

24°58'40" 

Tulsan 

Bhander Sandstone 

NA 

11.30 

260.00 

85 

54D1OCd 

54D1ODd 

76°32'28.76" 

24°31'14.73" 

Amlawada Kharan 

Bhander Sandstone 

NA 

8.55 

300.00 

86 

54D1OCd 

54D1OHb 

76°34'53.15" 

24°30'38.79" 

Bamori (Baday) 

Deccan Traps 

NA 

7.80 

310.00 

87 

54D10BC 

54D10DC 

76°33'40.08" 

24°33'2.99" 

Bilendi 

Bhander Sandstone 

NA 

15.20 

310.00 

88 

54D11Gd 

54D11Na 

76°42'30" 

24°26'0" 

Flarnawada Shahji 

Deccan Traps 

NA 

7.60 

330.00 

89 

54D1ODb 

54D11 Ed 

76°36'37.23" 

24°26'15.5" 

Lambawar 

Bhander Sandstone 

NA 

12.00 

330.00 

90 

54D10De 

54D1OFb 

76°34'30" 

24°38'0" 

Mokhampura 

Bhander Sandstone 

NA 

16.30 

360.00 

91 

54D10De 

54D1OFb 

76°34'30" 

24°38'0" 

Mokhampura (II) 

Bhander Sandstone 

NA 

NA 

360.00 

92 

54D11Dd 

54D11 lb 

76°38'53.71" 

24°26'37.76" 

Nareda 

Deccan Traps 

NA 

9.40 

340.00 

93 

54D1OAd 

54D10BC 

76°32'20" 

24°40'5" 

Neemthoor 

Bhander Sandstone 

NA 

8.35 

320.00 

94 

54D11 Da 

54D11EC 

76°36'0" 

24°28'50" 

Sarthal 

Deccan Traps 

NA 

10.55 

309.00 
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95 

45P9Gb 

45P09JC 

75°40'45.19" 

24°55'12.13" 

DEEPPURA 

Shale 

D/W 

14.80 

390.00 

96 

45P9lc 

45P09PC 

75°43'42.25" 

24°48'38.26" 

EKLINGPURA 

Shale 

D/W 

30.00 

369.70 

97 

45P9IC 

45P09PC 

75°43'23.69" 

24°48'42.97" 

EKLINGPURA 

Shale 

P/z 

80.00 

369.43 

98 

54D11CB3 

54D11Db 

76°30'40.82" 

24 °16'33.59" 

ASALPUR 

Deccan Traps 

D/W 

11.70 

340.00 

99 

54D7HB9 

54D07KC 

76°25'26.74" 

24°20'48.2" 

BAIRANGARH 

Deccan Traps 

D/W 

9.80 

356.00 

100 

54D31D16 

54D03PC 

76°14'27.8" 

24 °17'27.9" 

BAKANI 

Deccan Traps 

D/W 

1.80 

340.00 

101 

54D12AA7 

54D12Aa 

76°31 '16.86" 

24 °13'14.88" 

BANSKHERI LODHAN 

Deccan Traps 

D/W 

9.20 

360.00 

102 

54D7CB16 

54D07Da 

76 °16'26.22" 

24 °16'57.49" 

BANSKHOPRA 

Deccan Traps 

D/W 

9.40 

380.00 

103 

54D0AA3 

54D08Aa 

76°15'9.46" 

24°13'43.23" 

BARKHERA KHURD 

Deccan Traps 

D/W 

14.55 

355.00 

104 

54D71B13 

54D07Ld 

76°26'6.12" 

24 °16'1.31" 

BHAITA 

Deccan Traps 

D/W 

7.90 

347.00 

105 

54D71D5 

54D07Pb 

76°28'4.74" 

24°15'35.38" 

BORKHERI GOOJARAN 

Deccan Traps 

D/W 

11.50 

372.00 

106 

54D7CD7 

54D07Dd 

76°18'2.75" 

24 °16'41.44" 

GANGPURA TUMARIYAKHERI 

Deccan Traps 

D/W 

13.50 

408.00 

107 

54D7FB12 

54D07Hd 

76°21 '2.58" 

24 °16'48.88" 

GOVINDPURA 

Deccan Traps 

D/W 

13.60 

400.00 

108 

54D3HD14 

54D03OC 

76°14'4.89" 

24°20'44.77" 

JHEEJHANIYA 

Deccan Traps 

D/W 

10.50 

325.00 

109 

54D11BD11 

54D11Cc 

76°33'23.33" 

24°22'24.6" 

KHURI 

Deccan Traps 

D/W 

9.80 

341.00 

110 

54D11CA22 

54D11Cb 

76°31 '50.05" 

24°19'20.9" 

KOLI 

Deccan Traps 

D/W 

10.20 

327.00 

111 

54D7ED4 

54D07Ka 

76°22'38.5" 

24°20'59.82" 

MAKHAMPURA JHANTALYA 

Deccan Traps 

D/W 

13.29 

375.00 

112 

54D3HC14 

54D03NC 

76°13'58.11" 

24°24'34.82" 

NASIRABAD 

Deccan Traps 

D/W 

16.50 

323.00 

113 

54D3HC11 

54D03NC 

76°14'0.77" 

24°24'53.31" 

NASIRABAD PZ 

Deccan Traps 

P/z 

30.00 

323.00 

114 

54D7HD18 

54D07OC 

76°29'20.84" 

24°21 '4.43" 

NAYAGAON 

Deccan Traps 

D/W 

14.10 

320.00 

115 

54D7EA20 

54D07Fd 

76°21'40" 

24°22'45" 

NAYAGAON BHEELAN 

Deccan Traps 

D/W 

15.70 

358.00 

116 

54D7BC15 

54D07Bd 

76°18'30.05" 

24°22'36.56" 

RATIAI 

Deccan Traps 

D/W 

9.45 

355.00 

117 

54D3GD21 

54D03Md 

76°14'39.71" 

24°27'37.64" 

REECHWA 

Deccan Traps 

D/W 

6.30 

320.00 

118 

54D3HC10 

54D03Nd 

76°13'32.38" 

24°22'58.5" 

SALAWAD 

Deccan Traps 

D/W 

12.15 

325.00 

119 

54D7BA14 

54D07Bb 

76°15'58.95" 

24°23'10.53" 

SOORI 

Deccan Traps 

D/W 

10.20 

338.00 

120 

54D8DC17 

54D08la 

76°24'20.4" 

24°14'6.8" 

U MARIYA 

Deccan Traps 

D/W 

9.20 

393.00 

121 

46M13EC11 

46M13Ja 

75°53'49.53" 

23°54'30.7" 

DOBRA 

Deccan Traps 

D/W 

18.35 

473.00 

122 

46M13EC13 

46M13Ja 

75°53'59.64" 

23°54'36.57" 

DOBRA PZ 

Deccan Traps 

P/z 

37.00 

473.00 

123 

46P16FB23 

45P16Hd 

75°52'29.02" 

24°01'14.91" 

HAMAWADA 

Deccan Traps 

D/W 

11.00 

460.00 

124 

46M16DB4 

45P16Fa 

75°50'01.00" 

24 °11 '1.79" 

KARAWAN 

Deccan Traps 

D/W 

13.00 

399.00 

125 

46M16EA25 

45P16Fd 

75°51'45" 

24°7'45" 

PAGARIYA 

Deccan Traps 

D/W 

10.55 

400.00 

126 

46M16EA25 

45P16Fd 

75 °51'22.39" 

24°07'54.92" 

PAGARIYA PZ 

Deccan Traps 

P/z 

124.00 

400.00 

127 

46M13GB16 

46M13Mb 

75°56'39.22" 

23°57'18.5" 

PARASALI 

Deccan Traps 

D/W 

10.40 

460.00 

128 

46M13DA24 

46M13EC 

75°52'18.06" 

23°58'31.89" 

SARANGAKHERA 

Deccan Traps 

D/W 

5.40 

522.00 

129 

46P16DA7 

45P16Ea 

75°50'28.02" 

24°13'31.68" 

SILAHGARH 

Deccan Traps 

D/W 

13.85 

380.00 

130 

45P16DA7 

45P16EC 

75°50'40" 

24°14'15" 

SILAHGARH PZ 

Deccan Traps 

P/z 

41.00 

380.00 

131 

46P16CB25 

45P16Dd 

75°46'58.64" 

24°00'24.79" 

UMERIYA 

Deccan Traps 

D/W 

11.15 

480.00 

132 

45P15DD23 

45P15ld 

75°54'43.68" 

24°26'34.17" 

ANWALIKALAN 

Deccan Traps 

D/W 

14.63 

355.00 

133 

54D7AC23 

54D07Ea 

76°19'56.06" 

24°28'43.17" 

ASNAWAR 

Deccan Traps 

D/W 

9.47 

320.00 

134 

54D7DB9 

54D07Ea 

76°19'45" 

24°28'45" 

BARODIYA 

Deccan Traps 

P/z 

65.00 

320.00 

135 

54D7DB9 

54D07Ed 

76°20'42.34" 

24°26'18.4" 

BARODIYA PZ 

Deccan Traps 

P/z 

11.90 

320.00 

136 

45P15EA1 

45P15Fa 

75°49'33.58" 

24°24'54.49" 

BHAWANIMANDI 

Deccan Traps 

D/W 

8.83 

375.00 

137 

54D2CC1 

54D02DC 

76°02'55.98" 

24°32'21.96" 

BHILWARA 

Deccan Traps 

D/W 

13.50 

320.00 

138 

54D8CB2 

54D06Db 

76°15'1.76" 

24°31 '40.3" 

CHARNIYAKHERI 

Deccan Traps 

D/W 

6.60 

320.00 

139 

45P15HA22 

45P15Nb 

75°57'25" 

24°24'15" 

CHORKHERI 

Deccan Traps 

D/W 

12.50 

350.00 

140 

54D6CB16 

54D06Db 

76°16'36.87" 

24 °31'43.27" 

DADWARA 

Deccan Traps 

D/W 

9.45 

340.00 

141 

54D3DC20 

54D03ld 

76°09'40.65" 

24°27'34.36" 

DON DA 

Deccan Traps 

D/W 

12.90 

340.00 

142 

54D7DB23 

54D07Ja 

76°23'10.02" 

24°25'59.33" 

DOONGARGON 

Deccan Traps 

D/W 

7.75 

340.00 

143 

54D2EC10 

54D02Jb 

76°08'29.62" 

24°38'9.35" 

DURGPURA 

Limestone 

D/W 

8.85 

330.00 

144 

54D2CD9 

54D02Dd 

76°03'13.46" 

24°30'55.29" 

GADIA 

Deccan Traps 

D/W 

15.50 

340.00 

145 

54D2HA15 

54D02Jd 

76°10'52.97" 

24°37'42.72" 

GAGRON 

Limestone 

D/W 

14.70 

320.00 

146 

45P15GC8 

45P15Ma 

75°57'58.64" 

24°28'38.29" 

GARNAWAD 

Deccan Traps 

D/W 

17.65 

350.00 

147 

45P15BD23 

45P15Ga 

75°49'55.01" 

24021 -8.2" 

GURADIYAJOGA 

Deccan Traps 

D/W 

10.80 

375.00 

148 

54D2FA2 

54D02Gb 

76°04'47.58" 

24°34'15.3" 

HARISHPURA 

Deccan Traps 

D/W 

6.70 

334.00 

149 

54D7AC7 

54D07AC 

76°17'48.05" 

24°29'19.57" 

IKTASA 

Deccan Traps 

D/W 

10.90 

320.00 

150 

54D2ED24 

54D02Kd 

76°09'36" 

24°35'28.18" 

JHALAWAR 

Limestone 

D/W 

20.15 

320.00 

151 

54D2ED24 

54D02Kd 

76°9'45" 

24°35'20" 

JHALAWAR PZ 

Limestone 

P/z 

95.00 

320.00 

152 

54DB1 

54D02LC 

76°10'33.35" 

24°33'5.14" 

JHALRAPATAN 

Limestone 

D/W 

8.00 

320.00 

153 

54D2EB12 

54D02GC 

76°06'31.43" 

24°36'47.4" 

JHIRNIYA 

Limestone 

D/W 

8.20 

320.00 

154 

54D2FA25 

54D02HC 

76°07'21.06" 

24°32'34.77" 

KHANPURIYA 

Deccan Traps 

D/W 

8.65 

330.00 

155 

54D2FA25 

54D02HC 

76°07'13.17" 

24°32'50.63" 

KHANPURIYA PZ 

Deccan Traps 

P/z 

62.00 

330.00 

156 

54D2DB14 

54D02FC 

76°06'10.79" 

24°40'38.87" 

KHOKHARDA 

Limestone 

D/W 

20.00 

320.00 

157 

54D21C22 

54D02Od 

76°14'55.48" 

24°34'29.48" 

MANDAWAR 

Limestone 

D/W 

13.60 

320.00 

158 

45P15EB2 

45P15Hb 

75°50'25.92" 

24 °16'43.52" 

MISHROLI 

Deccan Traps 

D/W 

13.40 

400.00 

159 

45P15ED18 

45P15Ka 

75°54'17.53" 

24 °21'20.36" 

MOGRA 

Deccan Traps 

D/W 

12.00 

359.00 

160 

54D3GB17 

54D03Mb 

76°11'42.34" 

24°26'55.34" 

NAHARDI 

Deccan Traps 

D/W 

7.60 

320.00 

161 

54D3GB17 

54D03ld 

76°11'0" 

24°27'0" 

NAHARDI PZ 

Deccan Traps 

P/z 

32.00 

320.00 

162 

45P15AD8 

45P15Ad 

75°48'21.59" 

24°26'38.69" 

NARAYANKHERA 

Deccan Traps 

D/W 

12.00 

379.00 

163 

54D2CB2 

54D02Da 

76°00'16.3" 

24 °31'58.75" 

PEEPALIYA 

Deccan Traps 

D/W 

8.80 

333.00 

164 

54D3GA24 

54D03Mb 

76°11 '31.49" 

24°28'4.13" 

PIPLOD 

Deccan Traps 

D/W 

8.00 

320.00 
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165 

54D7AA1 

54D07Aa 

76°15'4.15" 

24°29'38.51" 

ROOPAREL 

Deccan Traps 

D/W 

10.60 

320.00 

166 

54D2BC20 

54D02Bd 

76°03'42.88" 

24°37'55.28" 

SALOTIYA 

Limestone 

D/W 

6.60 

330.00 

167 

45P15CA21 

45P15Cd 

75°47'22.46" 

24°19'45.47" 

SAROD 

Deccan Traps 

D/W 

10.95 

441.00 

168 

45P15LA15 

45P14LC 

75°55'24.27" 

24°32'22.4" 

SHRICHHATARPUR 

Deccan Traps 

D/W 

16.30 

354.00 

169 

54D3DA19 

54D03Ed 

76°07'3.83" 

24°27'57.8" 

TEETARWASA 

Deccan Traps 

D/W 

11.00 

350.00 

170 

54D6BB12 

54D06Ca 

76 °16'38.24" 

24°36'31.84" 

BAGHER 

Bhander Sandstone 

D/W 

25.10 

320.00 

171 

54D5LB5 

54D06IC 

76°25'29.47" 

24°44'58.2" 

BAISAR 

Bhander Sandstone 

D/W 

13.20 

286.00 

172 

54D6LC5 

54D06Pa 

76°27'50.13" 

24°32'51.8" 

BALDEOPURA 

Bhander Sandstone 

D/W 

27.20 

319.00 

173 

54D5FC21 

54D05Kd 

76°24'53.83" 

24°49'43.74" 

BHAIROOPURA 

Bhander Sandstone 

D/W 

14.95 

282.00 

174 

54D6AA1 

54D06Aa 

76°15'2.68" 

24°44'36.93" 

BISHANKHERI 

Bhander Sandstone 

D/W 

13.10 

280.00 

175 

54D2HC7 

54D02Nd 

76°13'13.78" 

24°39'11.97" 

BORDA 

Bhander Sandstone 

D/W 

15.85 

305.00 

176 

54D6EB23 

54D06GC 

76°22'4.32" 

24°36'22.49" 

CHANDPURA CHAPALARA 

Bhander Sandstone 

D/W 

9.10 

295.00 

177 

54D5CD4 

54D05Db 

76°16'36.13" 

24°46'2.3" 

DAHIKHERA 

Bhander Sandstone 

D/W 

9.85 

273.00 

178 

54D6EB1 

54D06Ga 

76°20'5.8" 

24°37'16.29" 

GADANWALA NOORJI 

Bhander Sandstone 

D/W 

10.10 

295.00 

179 

54D6DB3 

54D06Eb 

76°20'31.85" 

24 °41'20.21" 

GOLANA 

Bhander Sandstone 

D/W 

10.75 

290.00 

180 

54D6DB4 

54D06Fa 

76°19'50.17" 

24°40'48.34" 

GOLANA PZ 

Bhander Sandstone 

P/z 

70.00 

290.00 

181 

54D6BA6 

54D06Ba 

76°15'31.31" 

24°39'27.62" 

HARIGARH 

Bhander Sandstone 

D/W 

15.60 

290.00 

182 

54D5EB15 

54D05Gd 

76°21'20.07" 

24°50'33.71" 

JOLPA 

Bhander Sandstone 

D/W 

10.90 

275.00 

183 

54D6DC13 

54D06la 

76°23'53.03" 

24°43'52.75" 

KHANPUR 

Bhander Sandstone 

D/W 

7.87 

280.00 

184 

54D6BC13 

54D06Bd 

76°18'39.94" 

24°38'50.54" 

LADANIYA 

Bhander Sandstone 

D/W 

10.00 

290.00 

185 

54D5CD17 

54D05Hb 

76°19'21.76" 

24°46'27.91" 

LALAWATA 

Bhander Sandstone 

D/W 

12.00 

273.00 

186 

54D2GC25 

54D02Md 

76°14'48.85" 

24°42'47.96" 

LAYPHAL 

Bhander Sandstone 

D/W 

8.63 

276.00 

187 

54D6AD25 

54D06Fa 

76°19'0" 

24°40'0" 

LUKAT PZ 

Bhander Sandstone 

P/z 

60.00 

287.00 

188 

54D61A2 

54D06Kd 

76°25'22.34" 

24°34'17.66" 

MALANWASA 

Bhander Sandstone 

D/W 

18.20 

300.00 

189 

54D6FA21 

54D06Gd 

76°22'4.67" 

24°34'47.49" 

PEEPALDA 

Bhander Sandstone 

D/W 

11.30 

298.00 

190 

54D6GB6 

54D06ld 

76°25'28.77" 

24°42'13.17" 

PIPLAJ 

Bhander Sandstone 

D/W 

8.60 

295.00 

191 

54D6HB8 

54D06Jd 

76°25'35" 

24°38'35" 

SAROLAKALAN 

Bhander Sandstone 

D/W 

6.40 

298.00 

192 

54D6HB8 

54D06Jd 

76°25'35" 

24°38'35" 

SAROLAKALAN PZ 

Bhander Sandstone 

P/z 

100.00 

298.00 

193 

54D6HA3 

54D06Jd 

76°24'59.63" 

24°38'42.9" 

SAROLAKHURD 

Bhander Sandstone 

D/W 

9.30 

300.00 

194 

54D6DD24 

54D06JC 

76°24'53.62" 

24°41 '2.81" 

SEEMALKHERI 

Bhander Sandstone 

D/W 

13.50 

304.00 

195 

54D5FD11 

54D05La 

76°23'37.26" 

24°46'58.94" 

SOOMER 

Bhander Sandstone 

D/W 

9.35 

275.00 

196 

54D61D23 

54D06Pd 

76°29'35.03" 

24°31 '2.56" 

TARAJ 

Bhander Sandstone 

P/z 

14.00 

320.00 

197 

54D11C20 

54D01Pc 

76°14'12.01" 

24°47'49.66" 

UMMEDPURA 

Bhander Sandstone 

D/W 

11.90 

270.00 

198 

54D11BC16 

54D11 Fa 

76°34'7.59" 

24°24'33.14" 

AKLERA 

Deccan Traps 

D/W 

10.00 

322.00 

199 

54D7HA6 

54D07JC 

76°25'44.43" 

24°24'42.62" 

AMETHA 

Deccan Traps 

D/W 

7.55 

328.00 

200 

54D16AA6 

54D16Aa 

76°45'13.52" 

24°14'57.55" 

ANWALHERA 

Deccan Traps 

D/W 

9.20 

346.00 

201 

54D11IA3 

54D11Kd 

76°40'9.61" 

24°18'47.3" 

CHAURALIYA 

Deccan Traps 

D/W 

11.00 

340.00 

202 

54D11IC2 

54D110b 

76°42'49.31" 

24°19'10.19" 

CHHAN 

Deccan Traps 

D/W 

10.90 

325.00 

203 

54D16EA21 

54D16FC 

76°52'8.65" 

24°09'45.17" 

CHHITAURA 

Deccan Traps 

D/W 

17.50 

360.00 

204 

54D16BC9 

54D16Bd 

76°48'15.58" 

24°08'29.63" 

DANGIPURA 

Deccan Traps 

D/W 

11.60 

370.00 

205 

54D11FB22 

54D11Hd 

76°36'59.54" 

24 °16'24.4" 

DEORIDEO 

Deccan Traps 

D/W 

8.75 

407.00 

206 

54D11HC11 

54D11Nd 

76°43'27.66" 

24°24'9.32" 

GANEHSPURA BAROD 

Deccan Traps 

D/W 

9.95 

322.00 

207 

54D11ID13 

54D11 Pd 

76°43'42.56" 

24 °16'11.37" 

JHIRI 

Deccan Traps 

D/W 

6.60 

360.00 

208 

54D7HC6 

54D07NC 

76°28'25.8" 

24°24'59.58" 

KATPHALAA 

Deccan Traps 

D/W 

12.00 

315.00 

209 

54D16AD7 

54 D16 Ad 

76°48'15.45" 

24°11'28.95" 

KHATAKHERI 

Deccan Traps 

D/W 

10.80 

340.00 

210 

54D16DA19 

54D16EC 

76°51'42.19" 

24°13'13.25" 

LADPURA BALARAM 

Deccan Traps 

D/W 

11.90 

375.00 

211 

54D11EB15 

54D11Jb 

76°38'23.52" 

24°23'0.55" 

LAHAS 

Deccan Traps 

D/W 

3.20 

320.00 

212 

54D11IB3 

54D11Ld 

76°40'5.43" 

24 °16'37.7" 

LASUDIA SHAH 

Deccan Traps 

D/W 

10.15 

340.00 

213 

54D16GB6 

54D16ld 

76°55'35.05" 

24°11'50.79" 

MAHARAJAPURA 

Deccan Traps 

D/W 

7.90 

400.00 

214 

54D16AC7 

54 D16 Ac 

76°48'35.52" 

24°14'3.8" 

MANOTHARTHANA 

Deccan Traps 

D/W 

17.05 

340.00 

215 

54D7GD22 

54D07Md 

76°29'28.32" 

24°26'36.41" 

POLI 

Bhander Sandstone 

D/W 

10.00 

320.00 

216 

54D15BB2 

54D15Ca 

76°45'19.89" 

24 °21'20.34" 

SADALA 

Deccan Traps 

D/W 

11.00 

333.00 

217 

54D15CA25 

54D15DC 

76°46'58.86" 

24 °17'46.52" 

SAMROL 

Deccan Traps 

D/W 

8.35 

340.00 

218 

54D11HB3 

54D11KC 

76°40'9.86" 

24°21 '16.55" 

SARERI 

Deccan Traps 

D/W 

15.60 

320.00 

219 

54D16EC16 

54D16Ja 

76°54'1.88" 

24°09'53.72" 

SEMLIHAT 

Deccan Traps 

D/W 

9.05 

380.00 

220 

54D7GC14 

54D07Md 

76°28'49.97" 

24°27'58.74" 

THANAWAD 

Bhander Sandstone 

D/W 

6.10 

310.00 

221 

54D11AB20 

54D11Ba 

76°31 '24.17" 

24°25'17.17" 

THAURAL 

Deccan Traps 

D/W 

8.80 

315.00 

222 

54D11DB10 

54D11FC 

76°35'58.59" 

24°25'36.99" 

UNI 

Deccan Traps 

D/W 

12.40 

315.00 

223 

54D3EB16 

54D03GC 

76°06'38.29" 

24°22'21.15" 

AZAMPUR 

Deccan Traps 

D/W 

7.70 

367.00 

224 

54D3EB16 

54D03GC 

76°6'15" 

24°22'15" 

AZAMPUR PZ 

Deccan Traps 

P/z 

37.00 

367.00 

225 

54D4BD8 

54D04CC 

76°02'58.38" 

24°06'8.6" 

BOLYABARI 

Deccan Traps 

D/W 

7.80 

395.00 

226 

54D4EA18 

54D04Fd 

76°06'29.23" 

24°09'1.71" 

DEOCHI 

Deccan Traps 

D/W 

9.75 

390.00 

227 

54P15ID1 

45P15PC 

75°58'8.63" 

24°18'5.15" 

DHABLAKHEENCHI 

Deccan Traps 

D/W 

9.85 

376.00 

228 

54D4DB3 

54D04Eb 

76°05'7.75" 

24 °11'23.14" 

DHARONIA 

Deccan Traps 

D/W 

15.50 

370.00 

229 

54D4AA5 

45P16Md 

75°59'55.88" 

24°12'56.77" 

DOLA 

Deccan Traps 

D/W 

12.80 

380.00 

230 

54D4AA5 

54D04Ad 

76°2'30" 

24°12'30" 

DOLA PZ 

Deccan Traps 

P/z 

110.00 

380.00 

231 

54D3BC14 

54D03CC 

76°03'40.25" 

24°22'3.89" 

DUBALIYA 

Deccan Traps 

D/W 

10.80 

360.00 

232 

54P15ID25 

45P15Pd 

75°59'25.83" 

24°15'40.21" 

HEMRA 

Deccan Traps 

D/W 

16.90 

380.00 

233 

54D15ID25 

45P15Pd 

75°59'30" 

24°15'30" 

HEMRA PZ 

Deccan Traps 

P/z 

37.00 

380.00 

234 

54D4DA11 

54D04EC 

76°06'2.17" 

24°14'45.13" 

HIMMATGARH 

Deccan Traps 

D/W 

10.10 

345.00 
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235 

54D3FA24 

54D03HC 

76°07'19.96" 

24°18'5.49" 

JHEEKARIYA 

Deccan Traps 

D/W 

7.65 

340.00 

236 

54D3FC23 

54D03LC 

76°09'24.68" 

24°18'28.38" 

KALITALAI 

Deccan Traps 

D/W 

10.50 

330.00 

237 

54D3BA17 

54D03Bb 

76°01 '51.49" 

24°24'8.85" 

KALOTIYA 

Deccan Traps 

D/W 

9.80 

350.00 

238 

54P16GA19 

45P16ld 

75°56'3.98" 

24°12'39.8" 

KOLIKHERA 

Deccan Traps 

D/W 

8.80 

395.00 

239 

54P16GD15 

45P16NC 

75°58'54.47" 

24 °10'l .93" 

KOTRI 

Deccan Traps 

D/W 

14.55 

412.00 

240 

54P16DD24 

45P16JC 

75°54'50.03" 

24 °10'34.23" 

MUMANA 

Deccan Traps 

D/W 

8.70 

464.00 

241 

54D3CD14 

54D03Dd 

76°03'8.69" 

24°15'53.93" 

OSAV 

Deccan Traps 

D/W 

11.80 

380.00 

242 

54D3BD15 

54D03Cd 

76°03'39.58" 

24°20'8.84" 

PAGARIA 

Deccan Traps 

D/W 

13.50 

380.00 

243 

54D4BA21 

54D04Ba 

76°01'44.34" 

24°09'52.32" 

PI RAW A 

Deccan Traps 

D/W 

8.10 

375.00 

244 

54D3HB12 

54D03KC 

76°10'36.32" 

24 °21'42.29" 

RAIPUR 

Deccan Traps 

D/W 

16.50 

325.00 

245 

54D3EC16 

54D03JC 

76°09'50.44" 

24°24'54.23" 

SALARI 

Deccan Traps 

D/W 

9.30 

360.00 

246 

54DP15IC3 

45P150b 

75°57'50.35" 

24°19'1.37" 

SEMLA 

Deccan Traps 

D/W 

12.00 

368.00 

247 

54P15IC3 

45P150a 

75°57'19.54" 

24°22'2.2" 

SEMLA PZ 

Deccan Traps 

P/z 

110.00 

368.00 

248 

54P15HD1 

45P15Nb 

75°57'13.2" 

24°22'31.19" 

SUNEL 

Deccan Traps 

D/W 

11.13 

358.00 

249 

54C7Dd1 

54C07Ja 

76° 23' 45" 

25° 25' 30" 

Ayani 

Limestone 

D/W 

60.00 

242.00 

250 

54C7Db 

54C07Ed 

76°21'3.14" 

25°26'21.11" 

Binayka 

Older Alluvium 

D/W 

28.00 

235.01 

251 

54C7Ea 

54C07Jb 

76° 22' 45" 

25° 23' 45" 

Jaloda Khatiyan 

Limestone 

D/W 

15.00 

234.00 

252 

54C7Ea 

54C07Jb 

76° 22' 45" 

25° 23' 45" 

Jaloda Khatiyan 

Limestone 

D/W 

15.00 

234.00 

253 

54C7Ea 

54C07Fd 

76°22'23.3" 

25°23'45.8" 

Jaloda Khatiyan(Pz) 

Limestone 

P/z 

NA 

234.00 

254 

54C7Da 

54C07EC 

76°22'24.15" 

25°28'14.88" 

Mugena 

Older Alluvium 

D/W 

19.35 

233.00 

255 

54C6Cd 

54C06Hb 

76° 19' 15" 

25° 31' 15" 

Naunera 

Older Alluvium 

D/W 

22.90 

236.00 

256 

54C6Cd 

54C06Hb 

76°19'23.53" 

25 °31'40.71" 

Naunera(Pz.) 

Older Alluvium 

P/z 

NA 

236.00 

257 

45P13CC 

45P13DC 

75°48'29" 

24°47'20.5" 

Alod 

Bhander Sandstone 

D/W 

19.00 

342.00 

258 

45D2Bd 

54D02CC 

76°02'58.7" 

24°36'21.3" 

Bansyaheri 

Limestone 

D/W 

25.00 

330.00 

259 

45P131b 

45P14IC 

75°56'6.9" 

24°44'55.4" 

Bardodiya 

Limestone 

D/W 

32.10 

341.88 

260 

45P131b 

45P13Pb 

75°56'38.05" 

24°45'48.3" 

Bholoo 

Limestone 

D/W 

60.00 

337.00 

261 

45P14EC 

45P14Jb 

75°52'40.01" 

24°38'47.3" 

Boodhankheri 

Limestone 

D/W 

25.30 

364.11 

262 

45P13Eb 

45P13Lb 

75°53'54.3" 

24°45'45.8" 

Chechat 

Limestone 

D/W 

90.00 

340.00 

263 

45P13ld 

45P13PC 

75°59'3.5" 

24°48'20.6" 

Dara (Mukandra) 

Bhander Sandstone 

D/W 

20.00 

329.14 

264 

45P13Fa 

45P13HC 

75°51'58.5" 

24°48'15.5" 

Deoli Kalan 

Bhander Sandstone 

D/W 

23.00 

340.00 

265 

45P14Hb1 

45P140a 

75°56'50.6" 

24°36'9.3" 

Deoli khurd 

Limestone 

D/W 

17.50 

350.00 

266 

45P13Eb 

45P13GC 

75°52'4.2" 

24°51 '46.1" 

Ghatoli 

Shale 

D/W 

29.80 

358.00 

267 

45P13Gb 

45P14ld 

75°56'12.6" 

24°42'6.2" 

Goondi 

Limestone 

D/W 

60.00 

351.84 

268 

45P13Ea 

45P14Fd 

75°52'04.00" 

24°38'45.2" 

Goyanda 

Limestone 

D/W 

22.00 

359.00 

269 

45P14Hd 

45P140d 

75° 59' 20" 

24° 35' 15" 

Julmi 

Limestone 

D/W 

53.00 

338.00 

270 

45P14Hd 

45P140d 

75°59'32.88" 

24°35'23.19" 

Julmi(Pz) 

Limestone 

P/z 

NA 

338.00 

271 

45P13ld1 

45P13Pd 

75°59'8.29" 

24°46'47.3" 

Kamalpura 

Limestone 

D/W 

20.00 

322.88 

272 

45P14Ha 

45P14Jd 

75° 56' 00" 

24° 38' 45" 

Khairabad 

Limestone 

D/W 

60.00 

362.00 

273 

45P14Ha 

45P14Jd 

75° 56' 00" 

24° 38' 45" 

Khairabad-ll 

Limestone 

D/W 

NA 

363.00 

274 

54D2Ad 

54D02Ab 

76°00'20.08" 

24°42'34.93" 

Kheemach 

Limestone 

D/W 

22.00 

335.54 

275 

45P14Ha 

45P14Nb 

75°57'47.6" 

24°39'5.6" 

Kudaila 

Limestone 

D/W 

17.00 

344.05 

276 

45P14Hc1 

45P140C 

75°59'35.51" 

24°36'57.59" 

Kumbhkot(Pz) 

Limestone 

P/z 

60.00 

333.00 

277 

45P13la 

45P13Kd 

75°55'58.47" 

24°49'32.51" 

Manoharpura 

Shale 

D/W 

25.00 

330.00 

278 

45P14GC 

45P14Ma 

75° 57' 15" 

24° 43' 30" 

Modak R.S. 

Limestone 

D/W 

NA 

338.00 

279 

45P14GC 

45P14Ma 

75°57'3.54" 

24°43'55.42" 

Modak-ll 

Limestone 

D/W 

36.00 

339.00 

280 

45P14Hd1 

45P140C 

75°58'14.56" 

24°36'53.35" 

Nalodya 

Limestone 

D/W 

28.00 

341.75 

281 

45P14Ha1 

45P14Nb 

75°56'17.87" 

24°38'35.85" 

R.Mandi 

Limestone 

D/W 

22.00 

356.00 

282 

45P14Ed 

45P14KC 

75°54'47.45" 

24°37'16.1" 

Rawali 

Limestone 

D/W 

20.00 

355.79 

283 

45P13Cd1 

45P13Hb 

75°49'30.86" 

24°46'13.49" 

Reenchhi 

Bhander Sandstone 

D/W 

22.60 

342.18 

284 

54D2Ac 

54D02BC 

76°02'59.19" 

24°40'28.43" 

Salawad Kalan 

Limestone 

D/W 

20.25 

325.00 

285 

45P14DC 

45P14la 

75°53'8.41" 

24°43'58.2" 

Salera Kalan 

Bhander Sandstone 

D/W 

18.50 

342.00 

286 

45P13Cd 

45P13Hd 

75°50'44.53" 

24°45'35.42" 

Salera khurd 

Bhander Sandstone 

D/W 

18.00 

340.00 

287 

45P14Hb 

45P14Nb 

75°57'20.25" 

24°37'40.62" 

Sandpur 

Limestone 

D/W 

24.75 

349.36 

288 

45P14HC 

54D02Bb 

76°00'21.27" 

24°39'10.82" 

Sathalkhedi 

Limestone 

D/W 

60.00 

336.75 

289 

54D2Ba2 

54D02CC 

76° 02' 20" 

24° 36' 45" 

Suket 

Limestone 

D/W 

NA 

343.00 

290 

54D2Ba1 

54D02CC 

76° 02' 20" 

24° 36' 45" 

Suket 

Limestone 

D/W 

NA 

343.00 

291 

54D2Ba1 

54D02BC 

76°02'56.92" 

24°39'29.9" 

Suket(Pz) 

Limestone 

P/z 

20.60 

343.00 

292 

54D2Bb 

54D02CC 

76°02'6.89" 

24°37'24.14" 

Surera 

Limestone 

D/W 

12.35 

321.70 

293 

45P14Hd 

54D02Da 

76°01 '31.69" 

24°33'33.68" 

Udpuria 

Limestone 

D/W 

16.40 

335.51 

294 

45P13EC 

45P14Kb 

75°53'7.36" 

24°35'19.3" 

Undwa 

Limestone 

D/W 

22.00 

356.00 

295 

45P13Ha 

45P13Nb 

75° 56' 23" 

24° 54' 20" 

Bakspura 

Bhander Sandstone 

D/W 

25.50 

381.00 

296 

45C4Ca1 

54C04Cd 

76°02'13" 

25°03'48" 

Balapura 

Limestone 

D/W 

19.95 

275.62 

297 

45013Hc 

45P13Nb 

75°57'48" 

24°53'50" 

Gopalpura 

Bhander Sandstone 

D/W 

20.00 

372.07 

298 

45P13Hd 

45P130C 

75°58'22" 

24°52'17" 

Kalyakheri 

Bhander Sandstone 

D/W 

23.10 

365.00 

299 

45P13Gb 

45P13Mb 

75°56'43" 

24°56'30" 

Mandana 

Bhander Sandstone 

D/W 

96.00 

361.00 

300 

45P13Ha1 

45P13Jd 

75°55'44.76" 

24°52'47.76" 

Ranwatha 

Bhander Sandstone 

D/W 

11.50 

380.00 

301 

54D1Db 

54D01 Fd 

76°06'37" 

24°54'06.00" 

Awan 

Bhander Sandstone 

D/W 

42.50 

255.00 

302 

54D1 Gb 

54D05JC 

76°25'49.5" 

24°56'14" 

Bapawar Kalan 

Bhander Sandstone 

D/W 

15.20 

268.00 

303 

54D1Fc 

54D01Kb 

76°08'43" 

24°50'12" 

Basyaheri 

Bhander Sandstone 

D/W 

14.20 

271.00 

304 

54D5Da 

54D05Fa 

76°20'27" 

24°55'18.6" 

Borda 

Shale 

D/W 

43.00 

268.74 
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305 

54D5Hb 

54D05Ca 

76°15'10.7" 

24°52'17.5" 

Borina Kalan 

Shale 

D/W 

50.00 

260.00 

306 

54D1Gb 

54D05ld 

76°25'36.3" 

24°56'38" 

Budani 

Bhander Sandstone 

D/W 

21.60 

267.15 

307 

54D1Ca 

54D01 Cb 

76°00'30.54" 

24°50'5.34" 

Dara R.S.(Morukalan) 

Bhander Sandstone 

D/W 

22.00 

380.00 

308 

54D1Da 

54D01Ec 

76°06'49" 

24°59'43" 

Deoli 

Limestone 

D/W 

10.00 

359.00 

309 

54D1 la 

54D01Ob 

76°12'12.6" 

24°48'49.4" 

Dhoolet 

Bhander Sandstone 

D/W 

60.00 

205.00 

310 

54C4FdO 

54C04LC 

76°09' 30" 

25°02' 20" 

Dhoti 

Limestone 

D/W 

NA 

263.00 

311 

54C4Fd1 

54C04La 

76°08'23.4" 

25°02'5.6" 

Dhoti(Pz) 

Limestone 

P/z 

60.00 

263.00 

312 

54D5Bc 

54C04Ha 

76°04'43" 

25°03'15" 

Digod 

Limestone 

D/W 

60.00 

257.00 

313 

54D5Ed 

54D05KC 

76°24'48.7" 

24°52'24.1" 

Doongarpur 

Bhander Sandstone 

D/W 

16.50 

273.00 

314 

54D5Ec 

54D05JC 

76°24'29.56" 

24°55'24.7" 

Gehun Kheri 

Shale 

D/W 

18.80 

269.31 

315 

54D1Ec 

54D01 Jd 

76°09'45" 

24°53' 30" 

Flingonya 

Bhander Sandstone 

D/W 

50.00 

260.00 

316 

54D5Ba1 

54D05Bd 

76 °17'45.6" 

24°53'51.3" 

Jogara 

Shale 

D/W 

18.30 

267.00 

317 

54D5Bc1 

54D05Bd 

76°18'27.7" 

24°53'6.6" 

Jogari 

Shale 

D/W 

60.00 

266.07 

318 

54D5Ea 

54D05FC 

76°21'37.13" 

24°55'26.26" 

Kamolar 

Shale 

D/W 

28.00 

272.00 

319 

54D1Eb 

54D01Ka 

76°07'54" 

24°52'09.00" 

Kanwas 

Bhander Sandstone 

D/W 

23.50 

264.00 

320 

54C4Fa 

54C04Hd 

76°05'58" 

25°00'51" 

Khajoori(Pz) 

Bhander Sandstone 

P/z 

45.00 

260.00 

321 

54D1Ad 

54D01Fa 

76°05'36" 

24°56'01.00" 

Khajoorna 

Bhander Sandstone 

D/W 

24.00 

258.00 

322 

54D1Dc 

54D01 lb 

76°08' 30" 

24° 58' 00" 

Khandgaon 

Bhander Sandstone 

D/W 

11.00 

255.98 

323 

54D1Be 

54D01 Cc 

76°02'40" 

24 °51'04.00" 

Kishor Sagar 

Bhander Sandstone 

D/W 

10.00 

357.00 

324 

54C4Ca 

54C04Ha 

76°04'08.00" 

25°02'01.00" 

Kurar 

Limestone 

D/W 

12.00 

265.00 

325 

54D5Ec1 

54D05Jd 

76°25' 30" 

24°53' 40" 

Latoori 

Bhander Sandstone 

D/W 

NA 

278.00 

326 

54D5Ec1 

54D05Jd 

76°25'17.7" 

24°53'20.7" 

Latoori(Pz) 

Bhander Sandstone 

P/z 

44.00 

278.00 

327 

54D1He 

54D05Ba 

76°15'24.1" 

24°55'11.1" 

Laxmipura 

Bhander Sandstone 

D/W 

19.80 

267.21 

328 

54D1Ea 

54D01Fd 

76°06'44" 

24°52'46" 

Madhopur 

Bhander Sandstone 

D/W 

12.20 

268.41 

329 

54D1Ga 

54D01 Ic 

76°1 O' 45" 

24°59' 30" 

Makrawad(Mandap) 

Limestone 

D/W 

20.00 

254.00 

330 

54D5Ed1 

54D05KC 

76°24'57.9" 

24°5i'24" 

Moi kalan 

Bhander Sandstone 

D/W 

60.00 

281.00 

331 

54D5Bd 

54D05Ga 

76°18'53.8" 

24°51 '52.3" 

Moi Khurd 

Shale 

D/W 

11.70 

268.00 

332 

54D1Dal 

54D01Ec 

76°06'07.00" 

24°58'24" 

Peesahera 

Limestone 

D/W 

50.00 

255.34 

333 

54C4Ha 

54C04Oa 

76°12'35.6" 

25°06'3.1" 

Rajgarh 

Limestone 

D/W 

17.60 

250.00 

334 

54D4Ba 

54C04Pd 

76°14' 00" 

25°00' 45" 

Rolana 

Bhander Sandstone 

D/W 

60.00 

262.00 

335 

54D1Ba 

54D01Na 

76°11 '21.6" 

24°55'30.4" 

Roopahera 

Bhander Sandstone 

D/W 

68.00 

262.00 

336 

54D5Ba 

54D05BC 

76°17'30.3" 

24°56'5.8" 

Sangod 

Shale 

D/W 

60.00 

260.00 

337 

54D5Ad 

54D05BC 

76°18'30.2" 

24°55'26.7" 

Talchhi 

Shale 

D/W 

18.45 

265.84 

338 

54C4Cc1 

54C04Cd 

76°03'22.1" 

25°05'01.00" 

Toomra 

Limestone 

D/W 

50.00 

280.00 

339 

54C4Bd 

54C07Bd 

76°18'43.65" 

25°22'58.93" 

Barod 

Older Alluvium 

D/W 

29.70 

236.00 

340 

54C4Bc 

54C04Ga 

76°05'14.9" 

25°07'29.6" 

Bhandahera 

Limestone 

D/W 

50.00 

280.00 

341 

54C4Bc 

54C04Fb 

76°05'12.5" 

25°07'31.1" 

Bhandahera(Pz.) 

Limestone 

P/z 

NA 

281.00 

342 

54C4Eb 

54C04GC 

76°07'18.4" 

25°05'38.3" 

Chomakot 

Limestone 

D/W 

60.00 

260.00 

343 

54C7Bc 

54C07Fa 

76°19' 00" 

25°25' 20" 

Peepalda Beeram 

Older Alluvium 

D/W 

NA 

217.88 

344 

54C4Ca 

54C04GC 

76°07' 30" 

25°07' 30" 

Rel 

Limestone 

D/W 

40.00 

257.00 

345 

54C4Ca 

54C04GC 

76°07'25.4" 

25°07'4.7" 

Rel(Pz.) 

Limestone 

P/z 

NA 

257.00 

Sub Basin: Kunu | 

1 

54G8Db 

54G08GC 

77°21'15" 

25°7'10" 

Agar 

Shale 

P/z 

101.00 

341.00 

2 

54G8Db 

54G08GC 

77°21'24.15" 

25°07'26.2" 

Agar 

Shale 

NA 

10.50 

341.00 

3 

54G3Fa 

54G03HC 

77°05'42.21" 

25°18'0.53" 

Bainta 

Bhander Sandstone 

NA 

12.00 

485.01 

4 

54G8Ca 

54G08Ba 

77 °16'18.29" 

25 °10'0.43" 

Bamangawan 

Shale 

NA 

12.80 

324.00 

5 

54C7Fc 

54G07CC 

77 °17'44.41" 

25°22'23.92" 

Beel Khera Dang 

Shale 

NA 

8.40 

338.00 

6 

54G7Cb 

54G07Db 

77°15'33.06" 

25°15'13.29" 

Bhoyal 

Shale 

NA 

14.50 

310.00 

7 

54G4Gd 

54G04Md 

77°14'40.56" 

25 °11 '42.9" 

Budha Nonera 

Shale 

NA 

10.75 

321.00 

8 

54G7Gb 

54G07Da 

77°15'5.25" 

25 °16'52.47" 

Deori 

Shale 

NA 

11.20 

312.00 

9 

54G7Gb 

54G07Da 

77°15'10" 

25 °17'0" 

Deori 

Shale 

P/z 

NA 

312.00 

10 

54C7Cd 

54G07Db 

77 °16'50.22" 

25°15'2.19" 

Faredua Taleti 

Shale 

NA 

12.00 

325.00 

11 

54C3ld 

54G03Pb 

77°12'58.97" 

25 °16'5.34" 

Hanotiya 

Shale 

NA 

8.00 

318.00 

12 

54G8Da 

54G08Ed 

77°21'15" 

25°12'58.53" 

Kasba Thana 

Shale 

NA 

0.50 

407.00 

13 

54G4Dd 

54G04lb 

77°7'45" 

25°12'0" 

Mundiyar 

Bhander Sandstone 

NA 

12.50 

474.00 

14 

54G4Dd 

54G04lb 

77°7'45" 

25°12'0" 

Mundiyar 

Bhander Sandstone 

P/z 

147.00 

474.00 

15 

54G8Da 

54G08lb 

77°23'30" 

25°11'20" 

Ogar 

Shale 

NA 

9.30 

400.00 

16 

54G3la 

54G03Pa 

77 °11 '40.39" 

25 °17'22.59" 

Sahrol Taleti 

Shale 

NA 

11.32 

301.65 

17 

54G8Bd 

54G08CC 

77°18'22.58" 

25°06'55.8" 

Sandokara 

Shale 

NA 

12.50 

341.54 

18 

54G7Fb 

54G07Hd 

77°21 '46.99" 

25 °16'42.9" 

Sanwara 

Shale 

NA 

6.75 

400.00 

19 

54G4Be 

54G04IC 

77°09'35.77" 

25°14'50.69" 

Shahbad 

Shale 

NA 

8.70 

360.00 

Sub Basin: Mej | 

i 

4507Ab 

45O07Ab 

75°15'51.2" 

25°27'4.71" 

Bankra 

Phyllite & Schist 

D/W 

18.70 

323.51 

2 

4506Gc 

45O06Ha 

75°19'28.14" 

25°32'9.47" 

Dhor 

Phyllite & Schist 

D/W 

16.50 

341.57 

3 

4502ld 

45O06Ka 

75°22'59.17" 

25°35'58.84" 

Gudha 

Phyllite & Schist 

D/W 

20.70 

341.00 

4 

4503Ha 

45O03JC 

75°10'38.86" 

25°24'32.9" 

Jawanpura 

Phyllite & Schist 

D/W 

30.30 

366.39 

5 

4506Ec 

45O06Jb 

75°23'5.54" 

25°39'18.82" 

Lohari kalan 

Phyllite & Schist 

D/W 

18.75 

361.74 

6 

4507Ac 

45O07Eb 

75°18'59.09" 

25°27'34.11" 

Shakargarh 

Phyllite & Schist 

D/W 

20.75 

320.58 

7 

4503HC 

45O03Nd 

75°14'5.43" 

25°23'24.49" 

Teethora 

Phyllite & Schist 

D/W 

18.00 

350.45 
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8 

4503HC1 

45O03Nd 

75°13'28.1" 

25°22'58.59" 

Titoda 

Phyllite & Schist 

P/z 

72.00 

353.29 

9 

4504Fc 

45O07Hb 

75°19'19.21" 

25 °16'21.56" 

Barodiya 

Phyllite & Schist 

P/z 

72.00 

401.00 

10 

4504Fc 

45O07Ha 

75°20'16.9" 

25 °16'56.83" 

Barodiya 

Phyllite & Schist 

D/W 

20.00 

402.00 

11 

4508FC 

45O03PC 

75°14'29.56" 

25 °17'39.28" 

Beekran 

Phyllite & Schist 

D/W 

21.80 

378.00 

12 

4508DC 

450081b 

75°22'59.08" 

25°12'44.78" 

Bhopatpura 

Bhander Sandstone 

D/W 

20.10 

474.10 

13 

4508BC 

45O08Fa 

75°19'20.13" 

25°09'41.17" 

Bijoliya 

Bhander Sandstone 

D/W 

14.65 

476.20 

14 

4508Fa 

45O08Fd 

75°22'21.25" 

25°08'19.27" 

Kama 

Bhander Sandstone 

D/W 

14.50 

484.00 

15 

4506DC 

45O07Db 

75 °16'26.54" 

25°15'46.89" 

Shyampura 

Phyllite & Schist 

D/W 

19.10 

398.00 

16 

45DaOIC 

4501 OLc 

75°39'50.99" 

25 °31'54.43" 

AKODA 

Phyllite & Schist 

D/W 

21.00 

274.17 

17 

4501 OFa 

4501 OHa 

75°35'10.03" 

25°32'41.65" 

ALOD 

Phyllite & Schist 

D/W 

11.95 

278.79 

18 

4501 OHc 

4501 ONb 

75°42'28.06" 

25°38'12.19" 

BAL 

Phyllite & Schist 

D/W 

13.90 

280.17 

19 

4506Gb 

45006Mb 

75°26'40" 

25°41'58" 

BANSI 

Phyllite & Schist 

D/W 

18.00 

348.48 

20 

4501 Obi 

4501 ODb 

75 °31'46.24" 

25°30'12.26" 

BARA NAYAGAON 

Phyllite & Schist 

D/W 

NA 

301.64 

21 

4501 OHd 

4501 OOd 

75°43'28.84" 

25°35'31.16" 

BAR-GAON 

Phyllite & Schist 

D/W 

17.80 

352.47 

22 

45011 Acl 

45011 Ea 

75°34'34.24" 

25°29'4.68" 

BARODIA 

Limestone 

D/W 

15.60 

297.57 

23 

45010Cb2 

4501 ODb 

75°30'23.66" 

25 °31'49.39" 

BARWAS 

Phyllite & Schist 

D/W 

13.25 

293.43 

24 

4507Db 

45O07Ja 

75°23'55.04" 

25°25'41.54" 

BASOLI 

Phyllite & Schist 

D/W 

12.35 

357.41 

25 

4507Bc1 

45O07Fa 

75°19'28.16" 

25°24'40.24" 

BHANDH-KA-KHERA 

Phyllite & Schist 

D/W 

22.40 

349.21 

26 

4501 OFc 

45010Kb 

75°38'57.27" 

25°35'7.27" 

DABLANA 

Phyllite & Schist 

D/W 

16.00 

284.07 

27 

4507GD1 

45007Mb 

75°27'24.37" 

25°27'46.48" 

DATOONDA 

Phyllite & Schist 

D/W 

13.80 

301.89 

28 

45014Ca 

450140b 

75°46'21" 

25°34'48" 

DAW ERA 

Phyllite & Schist 

D/W 

22.50 

298.67 

29 

4506ld2 

45O06Pd 

75°28'13.54" 

25°31'25.15" 

DEROLI 

Phyllite & Schist 

D/W 

20.60 

326.13 

30 

4501 OFd 

4501 OLb 

75°38'0.11" 

25°31'12.39" 

DHANAO 

Phyllite & Schist 

D/W 

18.40 

269.16 

31 

4501 OEd 

4501 OGd 

75°35'59.31" 

25°35'26.7" 

DHOWARA 

Phyllite & Schist 

D/W 

14.80 

281.14 

32 

4501 ODb 

4501 OJa 

75°39'13.8" 

25°40'48.35" 

GOTHRA 

Phyllite & Schist 

D/W 

16.10 

285.37 

33 

45 06 Fc 

45O06PC 

75°28'20.12" 

25°32'9.38" 

GUDA-GOKULPURA 

Phyllite & Schist 

D/W 

17.10 

306.29 

34 

450Ad2 

45011 Ad 

75°32'21.72" 

25°27'7.49" 

HARIPURA 

Limestone 

D/W 

18.35 

309.42 

35 

4501 OCc 

450100b 

75°30'7.9" 

25°34'43.36" 

HINDOLI 

Phyllite & Schist 

D/W 

19.95 

306.45 

36 

4501 OBcl 

4501 OBc 

75°32'48.98" 

25°39'35.57" 

KACHOLA 

Phyllite & Schist 

D/W 

11.10 

317.18 

37 

4507Fa 

45O07Gd 

75°22'18.54" 

25°19'55.7" 

KHEENYA 

Phyllite & Schist 

D/W 

22.85 

380.40 

38 

NA 

45O07Gd 

75°22'4.18" 

25°20'0.41" 

KHEENYA 

Phyllite & Schist 

D/W 

NA 

374.86 

39 

4507Fa1 

45O07FC 

75°21'1.18" 

25°24'35.89" 

KHERKHATA 

Phyllite & Schist 

D/W 

25.00 

344.37 

40 

45010Gi2 

4501 OJc 

75°40'58.26" 

25°40'40.11" 

LUHARIA 

Phyllite & Schist 

D/W 

11.80 

275.76 

41 

4507GC 

45O07MC 

75°29'42.04" 

25°28'56.45" 

NARAYAN PURA 

Phyllite & Schist 

D/W 

18.90 

310.25 

42 

4506Aa 

4501 OAb 

75 °31'26.45" 

25°42'13.4" 

PAGARA 

Phyllite & Schist 

D/W 

13.45 

344.33 

43 

4506Hc2 

45O06Nb 

75°27'40.46" 

25°38'23.94" 

PENCH Kl BAORI 

Phyllite & Schist 

D/W 

14.60 

331.00 

44 

4501 OHa 

4501 OJd 

75°40'50.08" 

25°38'30.88" 

RAN 

Phyllite & Schist 

D/W 

13.00 

277.92 

45 

4501 OGbl 

4501 Old 

75°40'5.68" 

25°42'18.41" 

ROONEJA 

Phyllite & Schist 

D/W 

14.20 

297.26 

46 

4507FC 

45O07Ja 

75°23'57.31" 

25°24'36.22" 

ROOPPURA 

Phyllite & Schist 

D/W 

13.80 

361.14 

47 

4506HC2 

4501 OBb 

75°30'3.67" 

25°39'8.36" 

ROSHANDA 

Phyllite & Schist 

D/W 

14.70 

328.87 

48 

45 06 la 

45O06Pa 

75°26'49.35" 

25°32'40.55" 

SALAWALIYA 

Phyllite & Schist 

D/W 

15.50 

310.46 

49 

NA 

45011 Ac 

75°33'30.78" 

25°28'41.94" 

SARODRA 

Phyllite & Schist 

D/W 

19.70 

296.88 

50 

45011AC1 

45011 Ac 

75°33'25.51" 

25°28'57" 

SATHOOR 

Limestone 

D/W 

18.80 

292.13 

51 

45014Ba 

45014Bb 

75°45'51.17" 

25°38'4.48" 

SAWANTGARH 

Phyllite & Schist 

D/W 

19.90 

373.87 

52 

45014Ba2 

45014Ba 

75°45'34.03" 

25°39'24.77" 

SORAN 

Phyllite & Schist 

D/W 

20.90 

279.07 

53 

NA 

45O06Jd 

75°26'8.18" 

25°37'48.34" 

SUKHPURA 

Phyllite & Schist 

D/W 

14.30 

329.25 

54 

4501 OEa 

4501 OFd 

75°36'5.58" 

25°37'45.43" 

SUKHPURA 

Phyllite & Schist 

D/W 

20.90 

370.24 

55 

NA 

45O06LC 

75°24'24.29" 

25°32'24.25" 

TEH LA 

Phyllite & Schist 

D/W 

16.20 

334.06 

56 

4506Fd 

45O06LC 

75°24'48.96" 

25°32'17.71" 

THANA 

Phyllite & Schist 

D/W 

14.95 

325.17 

57 

45011 Db 

45011 la 

75°38'10.61" 

25°29'23" 

THEEKARDA 

Phyllite & Schist 

D/W 

23.30 

291.39 

58 

4506Hb 

450060a 

75°26'27.11" 

25°36'17.5" 

TONKRA 

Phyllite & Schist 

D/W 

15.55 

331.28 

59 

450 Gd 

45O06Na 

75°27'50.84" 

25°40'20.5" 

UMAR 

Phyllite & Schist 

D/W 

23.50 

339.45 

60 

45 015 He 

45015Nd 

75°59'46.3" 

25°22'45.5" 

ARNETHA 

Older Alluvium 

D/W 

12.00 

241.64 

61 

54C3Da 

54C03EC 

76°06'25.55" 

25°28'30.91" 

BANJHARLI 

Older Alluvium 

D/W 

19.20 

232.68 

62 

54C6Bb 

540020c 

76°14'58" 

25°36'48" 

BARAKHERA 

Older Alluvium 

D/W 

23.70 

211.28 

63 

45015Fc 

45015Kb 

75°52'44.56" 

25°19'41.49" 

CHITAWA 

Older Alluvium 

D/W 

8.15 

244.64 

64 

54C2Fd 

54C02Ld 

76°10'35.02" 

25°31'12.22" 

DAGARIA 

Older Alluvium 

D/W 

30.20 

206.65 

65 

54C2lb 

54C02Kb 

76°08'37.78" 

25°33'47.32" 

DAIKHERA 

Older Alluvium 

D/W 

23.25 

234.53 

66 

NA 

54C02Hb 

76°05'23.41" 

25°30'56.54" 

DANGAHERI 

Older Alluvium 

D/W 

8.70 

226.75 

67 

54C2Fc 

54C02Hb 

76°4'46" 

25°30'44" 

DHARAWAN 

Older Alluvium 

D/W 

19.20 

225.55 

68 

45 014 Ic 

45014Pc 

75°59'5.24" 

25°32'39.53" 

GENDOLI 

Limestone 

D/W 

11.65 

236.72 

69 

54 C2 Ca 

54C02Da 

76°01 '31.44" 

25°33'27.24" 

GOONTHA 

Limestone 

D/W 

20.40 

237.17 

70 

45D15Fd 

45015La 

75°53'53.24" 

25 °17'31.96" 

GURU 

Older Alluvium 

D/W 

15.50 

247.84 

71 

54C3Aa 

54C03Ab 

76°01'28.81" 

25°27'51.68" 

HARIPURA 

Older Alluvium 

D/W 

9.35 

231.43 

72 

45015Gd 

45015Mb 

75°57'39.08" 

25°26'35.2" 

JAITHAL 

Older Alluvium 

D/W 

20.20 

234.37 

73 

45015Ha1 

45015Nb 

75°57'16.4" 

25°23'52.52" 

JALODA 

Older Alluvium 

D/W 

10.00 

237.85 

74 

54D2Cb 

54C02Db 

76°01'18.35" 

25°30'11.83" 

JHALI Jl KA BARANA 

Older Alluvium 

D/W 

17.40 

211.12 

75 

54C3Dc 

54C03Eb 

76°05'10.38" 

25°26'35.73" 

KAPREN RLY ST. 

Older Alluvium 

D/W 

13.40 

233.66 

76 

450151a 

45015Lc 

75°55'55.79" 

25°18'44.14" 

KESHORAI PATAN 

Older Alluvium 

D/W 

16.80 

249.06 

77 

54C2lc 

54C02PC 

76°13'23.97" 

25°33'1.82" 

LABAN 

Older Alluvium 

D/W 

28.75 

231.78 
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78 

54C6Gb 

54C02Jc 

76°10'59.28" 

25°40'19.38" 

LAKHERI 

Shale 

D/W 

23.18 

228.34 

79 

NA 

54C02Jc 

76°10'57.75" 

25°40'17.32" 

LAKHERI KURD 

Shale 

D/W 

14.20 

233.88 

80 

45015Ec 

45015Kc 

75°54'40.63" 

25°20'51.39" 

LESARDA 

Older Alluvium 

D/W 

5.75 

241.29 

81 

45015Ec 

45015Ja 

75°53'15.24" 

25°24'26.67" 

MAYZA 

Older Alluvium 

D/W 

19.35 

238.03 

82 

54C2Fb2 

54C02Hd 

76°07'14.4" 

25°31 '28.3" 

NOTARA 

Older Alluvium 

D/W 

18.20 

224.03 

83 

54C2Hb1 

54C02Oa 

76°12'3.42" 

25°36'51.86" 

PAPRI 

Shale 

D/W 

19.70 

216.92 

84 

45014IB 

45014Pa 

75°56'24.69" 

25°32'5.73" 

PHOLAI 

Limestone 

D/W 

20.20 

247.95 

85 

54 C2 Fbl 

54C02HC 

76°06'12.84" 

25°33'32.48" 

REBARPURA 

Older Alluvium 

D/W 

18.30 

209.73 

86 

54C2Eb1 

54C02GC 

76°07'21.11" 

25°36'54.79" 

UTRANA 

Limestone 

D/W 

13.40 

235.19 

87 

54C2Fa 

54C02FC 

76°05'48.36" 

25°39'25.64" 

ANTARDA 

Phyllite & Schist 

D/W 

32.00 

313.34 

88 

450131c 

45013Pa 

75°57'34.91" 

25°47'26.35" 

BAMAN GAON 

Phyllite & Schist 

D/W 

29.55 

290.37 

89 

45014Ba 

45014Fb 

75°49'37.38" 

25°38'44.96" 

BANSI 

Phyllite & Schist 

D/W 

12.95 

255.37 

90 

45014Gd 

45014Md 

75°59'12.27" 

25 °41'43.61" 

BANSOLI 

Phyllite & Schist 

D/W 

15.45 

274.11 

91 

45014Db 

45014Ja 

75°53'14.86" 

25°40'12.31" 

BHAJNERI 

Phyllite & Schist 

D/W 

11.95 

254.64 

92 

45013Cb1 

45013Dd 

75°48'17.43" 

25°46'50.52" 

CHAINPURA 

Phyllite & Schist 

D/W 

18.90 

305.17 

93 

45014Ea 

45014Jb 

75°53'45.89" 

25°38'55.63" 

DAKOON 

Phyllite & Schist 

D/W 

8.00 

251.92 

94 

45014Gb 

45014Na 

75°56'30.39" 

25°40'39.93" 

DEI 

Phyllite & Schist 

D/W 

13.75 

258.25 

95 

45014Ga 

45014Ka 

75°53'10.43" 

25°35'58.29" 

GUDA DEOJI 

Phyllite & Schist 

D/W 

19.40 

285.07 

96 

45014Ed 

45014Ma 

75°56'36.16" 

25°43'38.65" 

GUDA SADAWARTIYA 

Phyllite & Schist 

D/W 

21.35 

248.99 

97 

45014Hd1 

450140c 

75°58'29.88" 

25°36'59.61" 

JAITPUR 

Phyllite & Schist 

D/W 

20.75 

271.87 

98 

4501 OGc 

4501 OMd 

75°44'10.75" 

25°43'1.25" 

JAJAWAR 

Phyllite & Schist 

D/W 

23.00 

293.85 

99 

54C2Ha 

54C02Aa 

76°01 '49.58" 

25°44'21.4" 

JARKHODA 

Phyllite & Schist 

D/W 

23.15 

274.32 

100 

54C2Ac 

54C02Ad 

76°03'39.24" 

25°42'35.61" 

KHAJOORA 

Phyllite & Schist 

D/W 

20.30 

276.26 

101 

45014Da 

45014Ea 

75°50'4" 

25°44'46" 

KHANPURA 

Phyllite & Schist 

D/W 

14.60 

280.00 

102 

45014Eb 

45014Ga 

75°50'32.23" 

25°35'54.81" 

MARAN 

Phyllite & Schist 

D/W 

23.20 

257.48 

103 

54C2Ba 

45014Nc 

76°00 , 0.11" 

25°40'0.43" 

MODSA 

Phyllite & Schist 

D/W 

12.30 

255.12 

104 

54C1Cb 

54C01 Db 

76°01 '5.07" 

25°46'5.23" 

NAHARGANJ 

Phyllite & Schist 

D/W 

26.60 

291.17 

105 

45013Fb 

45013Hd 

75°51'54.15" 

25°46'17.19" 

NAINWA 

Phyllite & Schist 

D/W 

18.80 

295.66 

106 

45014Dc 

450141a 

75°53'24.62" 

25°44'2.25" 

PHULETA 

Phyllite & Schist 

D/W 

16.60 

269.80 

107 

45 014 Ad2 

450140b 

75°58'3.78" 

25°35'29.39" 

PIPLIYA 

Limestone 

D/W 

13.25 

260.18 

108 

45014Ad1 

45014Ad 

75°47'40.54" 

25 °41'23.42" 

RAGHUNATH PURA 

Phyllite & Schist 

D/W 

13.20 

269.48 

109 

450130c 

45013La 

75°52'56.53" 

25°47'47.47" 

RAJLAWATA 

Phyllite & Schist 

D/W 

25.00 

294.12 

110 

45 014 la 

45014Lc 

75°56'8.29" 

25°33'22.89" 

SABALPURA 

Limestone 

D/W 

18.10 

258.17 

111 

45014Bc 

450140c 

75°47'52.91" 

25°36'23.82" 

SADERA 

Phyllite & Schist 

D/W 

25.00 

245.92 

112 

54C2Ab2 

54C02Ba 

76°01'40" 

25°41'2.76" 

SAHAN 

Phyllite & Schist 

D/W 

15.00 

270.36 

113 

45010Gb 

4501 ONc 

75°43'42.03" 

25°40'56.25" 

TAKLA 

Phyllite & Schist 

D/W 

16.95 

271.89 

114 

54 C2 bd 

54C02Cc 

76°02'32.19" 

25°37'14.65" 

TALWAS 

Limestone 

D/W 

15.95 

336.61 

115 

45015Da 

45015Ec 

75°50'55" 

25°29'9" 

AJETA 

Older Alluvium 

D/W 

14.45 

239.22 

116 

450111d 

45011 Pb 

75°41'51.14" 

25 °16'25.14" 

ALFANAGAR 

Bhander Sandstone 

D/W 

9.55 

248.06 

117 

45011Ab2 

4501 Ua 

75°38'40" 

25°25'52" 

ASTOLI 

Limestone 

D/W 

24.50 

273.18 

118 

45015ID 

45015Ga 

75°49'0.89" 

25°20'49.29" 

BADOONDA 

Older Alluvium 

D/W 

5.10 

242.75 

119 

450150b 

45011 Kd 

75°40'38" 

25°18'54" 

BALLOP 

Limestone 

D/W 

6.40 

246.14 

120 

450111A 

45011 Lc 

75°40'49.8" 

25°18'42.97" 

BARUN DHAN 

Limestone 

D/W 

14.85 

244.45 

121 

45011 lb 

45011 Ld 

75°40'38.37" 

25 °16'42.43" 

BHARATBAORI 

Bhander Sandstone 

D/W 

7.80 

481.39 

122 

45015Fb1 

450120c 

75°33'37" 

25°6'28" 

BHAWANIPURA 

Bhander Sandstone 

D/W 

11.55 

247.89 

123 

4508Abl 

450080a 

75°26'57.88" 

25°06'57.88" 

BUDH-PURA 

Bhander Sandstone 

D/W 

8.70 

489.31 

124 

45011 Dbl 

45011 lb 

75°38'58.09" 

25°26'18.85" 

BUNDI 

Limestone 

D/W 

33.35 

264.20 

125 

45011 Bel 

45011 Fb 

75°34'19.4" 

25°24'12.52" 

DAULATPURA 

Limestone 

D/W 

14.53 

248.06 

126 

45011 Db2 

4501 Ub 

75°39'20" 

25°23'54" 

DEOPURA 

Limestone 

D/W 

27.60 

263.15 

127 

45012Fa 

45012Gb 

75°35'29.65" 

25°04'21.69" 

DHANESHWAR 

Bhander Sandstone 

D/W 

8.00 

312.12 

128 

45012Db 

450121a 

75°38'60" 

25°14'19.65" 

DORA 

Bhander Sandstone 

D/W 

8.50 

393.25 

129 

45011 Bel 

450111d 

75°40'54" 

25°28'0" 

GANPATPURA 

Limestone 

D.C.B 

13.50 

292.60 

130 

4508Gd 

45O08Md 

75°29'25.76" 

25°12'37.87" 

GARARDA 

Bhander Sandstone 

D/W 

20.00 

336.24 

131 

45011 Ba2 

45011 Bb 

75°31 '6.99" 

25°22'55.3" 

GUDA NATHAWAT 

Limestone 

D/W 

19.60 

256.34 

132 

45012Aa 

45012Aa 

75°31'35.14" 

25°14'49.94" 

GUNWAR 

Bhander Sandstone 

D/W 

7.60 

258.65 

133 

45011 Fa2 

45011 He 

75°36'38.11" 

25 °17'45.85" 

HARIPURA 

Bhander Sandstone 

D/W 

10.75 

254.09 

134 

45011 Eal 

45011 Fa 

75°35'27.78" 

25°24'35.62" 

HATTIPURA 

Limestone 

D/W 

22.90 

240.95 

135 

45016Aa 

45016Aa 

75°45'12.07" 

25°13'14.59" 

JAKHMOOND 

Bhander Sandstone 

D/W 

8.20 

302.65 

136 

45015Ca1 

450150b 

75°45'36.57" 

25°18'45.55" 

JAMEETPURA 

Older Alluvium 

D/W 

15.10 

244.40 

137 

45015Db 

45012Fc 

75°35'40.46" 

25 °10'l 6.86" 

KACHHALIYA 

Bhander Sandstone 

D/W 

12.20 

429.73 

138 

45012Bd2 

45012Kc 

75°40'20.03" 

25°07'7.43" 

KHADIPUR 

Bhander Sandstone 

D/W 

7.20 

463.25 

139 

45014Fb 

45014Hd 

75°50'44.16" 

25°30'24.31" 

KHATKHAR 

Limestone 

D/W 

19.80 

272.49 

140 

45011Ab2 

45011 Be 

75°32'16.82" 

25°25'11.66" 

KHEROONA 

Limestone 

D/W 

19.60 

243.30 

141 

4501 IHb 

45011 Kc 

75°40'33.27" 

25 °21'49.99" 

KOTKHERA 

Limestone 

D/W 

10.20 

256.52 

142 

45011 Fd 

45011 Ld 

75°39'35.55" 

25°15'23.71" 

LAXMIPURA 

Bhander Sandstone 

D/W 

15.50 

270.25 

143 

4501 ICd 

45011 Ha 

75°34'5.69" 

25 °17'35.3" 

LOICHA 

Bhander Sandstone 

D/W 

15.50 

287.64 

144 

45 011 Gd 

4501 INa 

75°42'50.93" 

25°25'29.51" 

MATOONDA 

Limestone 

D/W 

7.00 

278.22 

145 

45071a 

45O07Pa 

75°27'4.09" 

25°18'16.11" 

MEGHARAWAT JHOM 

Bhander Sandstone 

D/W 

16.05 

431.00 

146 

45011 Fal 

4501 IGd 

75°36'52.34" 

25°18'45.72" 

NAMANA 

Limestone 

D/W 

10.00 

243.42 

147 

45 07 Hd 

450070d 

75°28'32.59" 

25°20'18.93" 

NEEM KA KHERA 

Limestone 

D/W 

10.20 

243.42 
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148 

45012Bc 

45012Bd 

75°32'44.39" 

25°09'19.31" 

PALKA 

Bhander Sandstone 

D/W 

23.55 

450.14 

149 

45 015 Ad 

45015Ac 

75°48'7.14" 

25°29'47.28" 

RAJWAS 

Limestone 

D/W 

13.85 

254.32 

150 

45012Gd 

45012Md 

75°44'0.46" 

25°12'3.96" 

RAMPURIYA 

Bhander Sandstone 

D/W 

10.72 

371.98 

151 

450155Bd1 

450150a 

75°46'52.09" 

25°22'7.83" 

SANTHALI 

Older Alluvium 

D/W 

17.10 

234.39 

152 

45 011 Ea 

45011 Fd 

75°36'45.09" 

25°23'2.7" 

SELORE 

Limestone 

Baori 

16.50 

250.96 

153 

45015Fa 

45015Gd 

75°51 '3.01" 

25°19'46.84" 

SUNWASA 

Older Alluvium 

D/W 

5.80 

247.98 

154 

450111c 

45011 Pc 

75°44'6.17" 

25°18'44.81" 

TALERA 

Limestone 

D/W 

14.40 

274.96 

155 

45016Ac 

45016Ac 

75° 47' 10" 

25° 14' 15" 

Badgaon (Kota) 

Bhander Sandstone 

D/W 

20.50 

253.00 

156 

45016Ac 

45016Aa 

75°46'49" 

25°15'00.00" 

Badgaon (Pz.) 

Bhander Sandstone 

P/z 

NA 

253.00 

157 

45016Ac1 

45016Ac 

75°48'2.15" 

25°13'41.32" 

Ganeshpal (Kota) 

Bhander Sandstone 

D/W 

11.10 

254.06 

158 

45016Dd 

45016Eb 

75°50'12" 

25°12'05.00" 

Kunadi (Kota) 

Bhander Sandstone 

D/W 

21.00 

260.36 

159 

45016Ad 

45016Ad 

75°48'43" 

25 °11 '55" 

Nanta(Kota) 

Bhander Sandstone 

D/W 

17.80 

258.00 

160 

45 09 Eb3 

45O09HC 

75°36'8.64" 

25°48'10.68" 

ANWA Pz. 

Phyllite & Schist 

P/z 

60.00 

314.00 

161 

45 09 Cc 

45O09LC 

75°40'46.9" 

25°47'21.61" 

KANWARA 

Phyllite & Schist 

D/W 

17.70 

313.65 

162 

45 09 Fa 

45O09Pd 

75°43'40.36" 

25°46'26.51" 

SANWATA 

Phyllite & Schist 

D/W 

22.30 

323.38 

Sub Basin: Parwati | 

i 

54C8ld 

54C07PC 

76°30'0" 

25 °17'30" 

Bhatwara 

Limestone 

NA 

90.00 

239.00 

2 

NA 

54012Aa 

76°30'9.46" 

25°14'28.47" 

Bo hat 

Limestone 

NA 

NA 

248.85 

3 

54C12Aa 

54012Aa 

76°30'20" 

25°14'30" 

Bo hat 

Limestone 

NA 

13.20 

252.00 

4 

54C7Cd 

540070b 

76°27'50.09" 

25°19'36.79" 

Borda 

Limestone 

NA 

8.60 

250.00 

5 

54C11 Be 

5401IBd 

76°33'20" 

25°23'30" 

Kashipura 

Limestone 

NA 

23.00 

237.00 

6 

54C11 Be 

5401IBd 

76°33'27.69" 

25°24'2.87" 

Kashipura 

Limestone 

NA 

13.70 

237.00 

7 

54C7lc 

54C07Od 

76°28'49.63" 

25°19'19.44" 

Kishanpura 

Limestone 

NA 

20.15 

247.00 

8 

54C7Hc 

54C07Nb 

76°27'46.98" 

25°23'33.64" 

Mai Bamori 

Limestone 

NA 

21.94 

244.00 

9 

54C1ICa 

540110b 

76°30'20.62" 

25°19'57.33" 

Mangrol 

Limestone 

NA 

11.08 

239.00 

10 

54D9Db 

54D09FC 

76°36'40" 

24°55'0" 

Ardand 

Limestone 

NA 

16.15 

284.00 

11 

54D5ld 

54D09Jd 

76°40'7.69" 

24°52'53.85" 

Atru 

Bhander Sandstone 

NA 

12.05 

296.00 

12 

54D9Hd 

54D09Ea 

76°35'30" 

24°58'50" 

Chhajawa 

Bhander Sandstone 

NA 

16.50 

273.00 

13 

54D9Da 

54D09Ea 

76°35'20.97" 

24°58'51.32" 

Chhajawa 

Bhander Sandstone 

P/z 

0.15 

273.00 

14 

54D5lc 

54D09Ob 

76°42'55.16" 

24°49'41.35" 

Dara 

Bhander Sandstone 

NA 

11.00 

300.00 

15 

54D5IC 

54D09Od 

76°43'10" 

24°49'50" 

Dara 

Bhander Sandstone 

P/z 

0.13 

300.00 

16 

54D5IC 

54D09Od 

76°43'10" 

24°49'50" 

Dara (II) 

Bhander Sandstone 

NA 

NA 

300.00 

17 

54D9Ac 

54D09AC 

76°33'0" 

24°59'30" 

Dhoti 

Limestone 

NA 

15.70 

298.00 

18 

NA 

54D09AC 

76°33'0.58" 

24°59'26.22" 

Dhoti 

Limestone 

NA 

NA 

287.61 

19 

54D9Ec 

54D09Ja 

76°37'31.63" 

24°54'50.97" 

Mermachah 

Bhander Sandstone 

NA 

90.00 

282.00 

20 

NA 

54D09Ja 

76°37'31.63" 

24°54'50.97" 

Mermachah 

Bhander Sandstone 

NA 

NA 

282.14 

21 

54D9Ed 

54D09lb 

76°38'15" 

24°57'30" 

Motipura 

Bhander Sandstone 

NA 

10.20 

275.00 

22 

NA 

54D09lb 

76°38'8.45" 

24°57'32.97" 

Motipura 

Bhander Sandstone 

NA 

NA 

273.33 

23 

54D9Ed 

54D09lb 

76°38'15" 

24°57'30" 

Motipura (II) 

Bhander Sandstone 

NA 

NA 

275.00 

24 

54D9Aa 

54D09Aa 

76°31 '30" 

24°58'30" 

Narsinghpura 

Limestone 

NA 

21.30 

290.00 

25 

NA 

54D09Aa 

76°31 '24.6" 

24°58'34.1" 

Narsinghpura 

Limestone 

NA 

NA 

289.75 

26 

54D9lb 

54D09PC 

76°43'15" 

24°47'30" 

Seendhni 

Bhander Sandstone 

NA 

10.95 

300.00 

27 

54C12Bb1 

540120a 

76°31 '36.46" 

25°06'10.11" 

Baran 

Bhander Sandstone 

P/z 

50.00 

262.00 

28 

54C12Bb 

540120b 

76°31'0" 

25°5'0" 

Baran 1 

Bhander Sandstone 

NA 

14.60 

262.00 

29 

54C12Bb1 

540120a 

76°31'5" 

25°6'0" 

Baran II 

Bhander Sandstone 

NA 

14.10 

262.00 

30 

54C8Ed 

54012Hb 

76°34'5" 

25 °1 '5" 

Barana 

Limestone 

NA 

23.40 

270.00 

31 

54C8Ed 

54012Hb 

76°34'5" 

25 °1 '5" 

Barana 

Limestone 

P/z 

50.00 

270.00 

32 

54C8Gc 

54C08Md 

76°28'13.79" 

25°12'57.46" 

Chainpura 

Limestone 

NA 

15.00 

260.00 

33 

54C12Hb 

54012Ga 

76°34'29.56" 

25°06'45.58" 

Fatehpur 

Bhander Sandstone 

NA 

12.00 

250.00 

34 

54C8Hb 

540080a 

76°27'30" 

25°6'20" 

Gajanpura 

Older Alluvium 

NA 

13.50 

256.00 

35 

54C8Hb 

540080a 

76°27'30" 

25°6'20" 

Gajanpura 

Older Alluvium 

P/z 

60.00 

256.00 

36 

54C12Eb 

54012Gd 

76°36'10.98" 

25°04'44.11" 

Jalera 

Older Alluvium 

NA 

15.00 

260.00 

37 

54C8Bb 

54C08PC 

76°28'55.24" 

25°03'1.8" 

Kalmanda 

Older Alluvium 

P/z 

50.00 

275.00 

38 

54C8lc 

54C08PC 

76°29'0" 

25°3'15" 

Kalmanda 

Older Alluvium 

NA 

15.50 

275.00 

39 

54081b 

54C08Pb 

76°27'10" 

25 °1 '30" 

Kherali 

Older Alluvium 

NA 

11.50 

294.00 

40 

NA 

54C08Pd 

76°28'16.65" 

25 °01'49.44" 

Kherali 

Older Alluvium 

NA 

NA 

280.03 

41 

54012Ab 

54012Ba 

76°30'30" 

25 °10'30" 

Kherli (Bhadolya) 

Limestone 

NA 

9.00 

252.00 

42 

NA 

54012Ba 

76°30'20.89" 

25 °10'38.58" 

Kherli (Bhadolya) 

Limestone 

NA 

NA 

247.81 

43 

54012Ad 

54012Ac 

76°33'0" 

25°13'30" 

Koyla 

Older Alluvium 

NA 

16.90 

240.00 

44 

NA 

54012Ad 

76°33'3.7" 

25°12'11.73" 

Koyla 

Older Alluvium 

NA 

NA 

242.89 

45 

54012Ad 

54012Dc 

76°32'6.34" 

25°03'41.17" 

Mandola 

Older Alluvium 

NA 

15.50 

267.00 

46 

54012Ad 

54012Dc 

76°32'5" 

25°3'45" 

Mandola 

Older Alluvium 

P/z 

50.00 

267.00 

47 

54012Bc 

54012Bd 

76°32'8" 

25°8'20" 

Mathni 

Older Alluvium 

NA 

90.00 

250.00 

48 

NA 

54012Bd 

76°32'30.14" 

25°08'16.5" 

Mathni 

Older Alluvium 

NA 

NA 

252.14 

49 

54012Ac 

54012Ac 

76°33'7.61" 

25°13'32.75" 

Miyada 

Older Alluvium 

NA 

12.50 

245.00 

50 

54C8Hc 

54C08Nd 

76°29'28.69" 

25°08'20.45" 

Peeplada 

Older Alluvium 

NA 

11.50 

258.00 

51 

54C8Hc 

54012Bb 

76°30'5" 

25°8'30" 

Peeplada 

Older Alluvium 

P/z 

50.00 

258.00 

52 

54C8Hc 

54012Bb 

76°30'5" 

25°8'30" 

Peeplada (II) 

Older Alluvium 

NA 

NA 

258.00 

53 

54C8Fc 

540080b 

76°26'22.7" 

25°05'11.62" 

Phoonsra 

Limestone 

NA 

75.00 

292.00 

54 

54012Db 

54012Ed 

76°37'0" 

25 °11 '50" 

Shahgarh 

Older Alluvium 

NA 

14.25 

245.00 
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55 

54C12Ad 

54C12Ad 

76°33'0" 

25°11'30" 

Tisaya 

Older Alluvium 

NA 

75.00 

254.00 

56 

NA 

54C12Bc 

76°33'3.8" 

25°10'24.14" 

Tisaya 

Older Alluvium 

NA 

NA 

246.73 

57 

54C12Da 

54C12Ea 

76°35'30" 

25 °14'50" 

Ulthi 

Older Alluvium 

NA 

20.30 

220.00 

58 

54D14Db 

54D14Ed 

76°51 '6.34" 

24°41 '41.64" 

Acholi 

Bhander Sandstone 

NA 

90.00 

328.00 

59 

54D15GC 

54D15MC 

76°58'45" 

24°28'20" 

Bamla 

Deccan Traps 

P/z 

150.00 

425.00 

60 

54D15GC 

54D15MC 

76°58'44.38" 

24°28'21.76" 

Bamla 

Deccan Traps 

NA 

11.00 

425.00 

61 

54D14Ad 

54D14Ad 

76°47'50" 

24°41'30" 

Baori Khera 

Bhander Sandstone 

NA 

14.70 

323.00 

62 

54D14FC 

54D14Kb 

76°53'6.13" 

24°34'56.17" 

Barwat Kheri 

Deccan Traps 

NA 

14.70 

355.00 

63 

54D14Aa 

54D14AC 

76°47'32.07" 

24°43'15.93" 

Bhaunra 

Bhander Sandstone 

NA 

11.90 

330.00 

64 

54D14Ea 

54D14FC 

76°51'0" 

24°39'30" 

Chhabra 

Bhander Sandstone 

P/z 

50.00 

360.00 

65 

54D14Ea 

54D14Fa 

76°50'36.09" 

24°40'3.78" 

Chhabra 

Bhander Sandstone 

NA 

15.30 

360.00 

66 

54H12Bd 

54H02CC 

77°02'33.98" 

24°36'38.5" 

Chowki (Motipura) 

Deccan Traps 

NA 

6.00 

396.00 

67 

54H2Ab 

54H02Ab 

77 °1 '30" 

24°42'42" 

Dholara 

Deccan Traps 

NA 

10.40 

378.00 

68 

54D14FC 

54D14HC 

76°51'34.72" 

24°33'29.11" 

Ghata Kheri 

Deccan Traps 

NA 

12.00 

380.00 

69 

54D14Ha 

54D14JC 

76°55'45.63" 

24°39'23.84" 

Ghatta 

Deccan Traps 

NA 

9.25 

380.00 

70 

54D14Ga 

54D14IC 

76°56'0" 

24°43'30" 

Godiya Charan 

Bhander Sandstone 

NA 

12.50 

362.00 

71 

54D14Da 

54D14IC 

76°56'5" 

24°44'10" 

Googor 

Bhander Sandstone 

P/z 

75.00 

350.00 

72 

54D14Gd 

54D14Ja 

76°53'0" 

24°40'30" 

Jepla 

Deccan Traps 

NA 

6.50 

378.00 

73 

54D14Gd 

54D14Ja 

76°53'0" 

24°40'30" 

Jepla (II) 

Deccan Traps 

NA 

NA 

378.00 

74 

54D14DC 

54D14ld 

76°54'24.23" 

24°42'57.6" 

Kadaiya Chhatri 

Deccan Traps 

NA 

12.20 

352.00 

75 

54H2Ca 

54H02Cb 

77°00'54.37" 

24°34'26.37" 

Kadaiya Hat 

Deccan Traps 

NA 

8.20 

375.00 

76 

54D14BC 

54D14Fb 

76°50'0" 

24°38'15" 

Khakra 

Bhander Sandstone 

NA 

13.70 

335.00 

77 

54D13Ca 

54D09PC 

76°44'31.35" 

24°47'27.44" 

Kolookhera 

Bhander Sandstone 

NA 

11.80 

309.00 

78 

54D13Ca 

54D09PC 

76°44'30" 

24°47'30" 

Kolookhera 

Bhander Sandstone 

P/z 

60.00 

309.00 

79 

54D14GC 

54D140d 

76°59'45" 

24°34'0" 

Kotra Megnath 

Deccan Traps 

NA 

12.40 

380.00 

80 

54D14GC 

54D140d 

76°59'45" 

24°34'0" 

Kotra Megnath (II) 

Deccan Traps 

NA 

NA 

380.00 

81 

54D14AC 

54D14Ea 

76°49'10" 

24°43'10" 

Kotri 

Bhander Sandstone 

NA 

90.00 

319.00 

82 

54D14IC 

54D14PC 

76°58'37.98" 

24°32'28.95" 

Madna Kheri 

Deccan Traps 

NA 

8.00 

376.00 

83 

54D14lb 

54D14GC 

76°52'0" 

24°37'10" 

Nipaniya 

Deccan Traps 

NA 

22.00 

382.00 

84 

54D14EC 

54D14KC 

76°54'30" 

24°36'50" 

Pachapra 

Deccan Traps 

NA 

9.70 

342.00 

85 

54D14lb 

54D14LC 

76°56'10" 

24°32'30" 

Pali 

Deccan Traps 

NA 

14.00 

362.00 

86 

54D14HC 

54D14Na 

76°58'0" 

24°39'30" 

Rooparel 

Deccan Traps 

NA 

11.25 

360.00 

87 

NA 

54D14Nb 

76°57'15.97" 

24°38'36.72" 

Rooparel 

Deccan Traps 

NA 

NA 

366.56 

88 

54D13Cd 

54D13Ha 

76°49'0.38" 

24°46'59.99" 

Shekhapur 

Bhander Sandstone 

NA 

11.50 

321.00 

89 

54D14Ga 

54D14IC 

76°56'10" 

24°44'20" 

Uchawad 

Bhander Sandstone 

NA 

12.30 

369.00 

90 

54D10Gb 

54D10JC 

76°40'32.8" 

24°41'14.26" 

Ajnawar 

Bhander Sandstone 

NA 

13.05 

325.00 

91 

54D1OBd 

54D10Ja 

76°39'5" 

24°40'5" 

Bindarada 

Bhander Sandstone 

NA 

35.70 

360.00 

92 

54D1OHd 

54D10Oa 

76°42'30" 

24°37'30" 

Chhipabarod 

Deccan Traps 

NA 

13.00 

342.00 

93 

54D1OHd 

54D10Oa 

76°42'30" 

24°37'30" 

Chhipabarod 

Deccan Traps 

P/z 

50.00 

342.00 

94 

54D14Da 

54D14Bb 

76°45'30.72" 

24°38'31.87" 

Daulatpura 

Deccan Traps 

NA 

13.20 

358.00 

95 

54D11GC 

54D11 Me 

76°44'24.86" 

24°28'42.8" 

Deori Bhan 

Deccan Traps 

NA 

18.00 

390.00 

96 

54D10Ed 

54D10Kb 

76°38'52.28" 

24°35'18.94" 

Deorijodh 

Bhander Sandstone 

NA 

18.50 

350.00 

97 

54D10Ha 

54D1 OJd 

76°41 '9.38" 

24°39'4.89" 

Dholam 

Bhander Sandstone 

NA 

18.70 

310.00 

98 

54D10Ha 

54D1 OJd 

76°40'5" 

24°39'10" 

Dholam 

Bhander Sandstone 

P/z 

85.00 

310.00 

99 

54D1OAb 

54D14Ba 

76°45'45" 

24°40'30" 

Ganeshpura 

Bhander Sandstone 

NA 

13.50 

323.00 

100 

54D1OHb 

54D10Ka 

76°39'20" 

24°35'45" 

Gordhanpura 

Deccan Traps 

NA 

14.30 

341.00 

101 

54D1OHb 

54D10Ka 

76°39'20" 

24°35'45" 

Gordhanpura 

Deccan Traps 

P/z 

50.00 

341.00 

102 

54D1 Old 

54D1OPd 

76°43'28.85" 

24 °31'40.51" 

Guradi 

Deccan Traps 

NA 

14.80 

370.00 

103 

54D10FC 

54D1 OJb 

76°38'5.25" 

24°38'40.17" 

Jharanya Jageer 

Deccan Traps 

NA 

18.40 

358.00 

104 

54D11 Gd 

54D15Aa 

76°45'35.81" 

24°29'47.85" 

Kachnariya Kalan 

Deccan Traps 

NA 

9.50 

390.00 

105 

54D1OEd 

54D10La 

76°38'18.78" 

24 °31'57.27" 

Kalpa Jageer 

Deccan Traps 

NA 

11.70 

370.00 

106 

54D10IC 

54D10Pa 

76°42'59.88" 

24°33'37.82" 

Lamba Khera 

Bhander Sandstone 

NA 

17.00 

359.00 

107 

54D10GC 

54D1 OMd 

76°44'20" 

24°42'40" 

Mawasa 

Bhander Sandstone 

NA 

8.10 

310.00 

108 

54D10GC 

54D1 OMd 

76°44'20" 

24°42'40" 

Mawasa (II) 

Bhander Sandstone 

NA 

NA 

310.00 

109 

54D10FC 

54D10La 

76°39'15.11" 

24°33'25.1" 

Peepalhera 

Deccan Traps 

NA 

11.30 

370.00 

110 

54D14Bd 

54D14Cb 

76°45'2.54" 

24°34'28.28" 

Peethpur 

Deccan Traps 

NA 

16.80 

362.00 

111 

54D10EC 

54D1 OJb 

76°38'24.15" 

24°38'3.84" 

Rain 

Deccan Traps 

NA 

15.25 

355.00 

112 

54D14Ca 

54D14Da 

76°45'47.04" 

24°32'19.98" 

Surajpura Malkarni 

Deccan Traps 

NA 

10.50 

400.00 

113 

54D10HC 

54D10Mb 

76°42'50" 

24°41'25" 

Tancha 

Bhander Sandstone 

NA 

10.10 

315.00 

114 

54D14Cd 

54D15AC 

76°48'14.68" 

24°29'47.11" 

Umariya 

Deccan Traps 

NA 

10.50 

360.00 

115 

54C12FC 

54C12La 

76°38'57.19" 

25°03'1.82" 

Akodiya 

Bhander Sandstone 

NA 

12.20 

366.00 

116 

54C11Eb 

54C1 IGa 

76°35'30" 

25°21'55" 

Asnawar 

Bhander Sandstone 

NA 

19.00 

232.00 

117 

54D13Fb 

54D13GC 

76°52'30" 

24°51'30" 

Badipura 

Bhander Sandstone 

NA 

20.40 

355.00 

118 

54C12ld 

54C12Kd 

76°41'0" 

25°5'0" 

Bas Thooni 

Bhander Sandstone 

NA 

7.85 

275.00 

119 

54C12ld 

54C12Kd 

76°41'0" 

25°5'0" 

Bas Thooni 

Bhander Sandstone 

P/z 

40.00 

275.00 

120 

54C16Cc 

54C16Cd 

76°47'40.7" 

25°04'32.92" 

Bhanwargarh 

Bhander Sandstone 

NA 

14.40 

328.00 

121 

54C12ld 

54C12PC 

76°44'0.47" 

25°02'16.62" 

Bilasgarh 

Bhander Sandstone 

NA 

12.20 

280.00 

122 

54D13Ad 

54D13Ab 

76°45'50" 

24°57'30" 

Chhatarganj 

Bhander Sandstone 

NA 

19.20 

295.00 

123 

NA 

54D13Ab 

76°46'12" 

24°57'25.95" 

Chhatarganj 

Bhander Sandstone 

NA 

NA 

298.95 

124 

54C12Dd 

54C12JC 

76°39'50" 

25 °10'40" 

Chhinod 

Bhander Sandstone 

NA 

10.50 

253.00 
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125 

54C12Dd 

54C12Jc 

76°39'50" 

25 °10'40" 

Chhinod 

Bhander Sandstone 

P/z 

80.00 

253.00 

126 

54C16Ca 

54C16Dc 

76°47'24.32" 

25°02'35.34" 

Dhikoniya 

Bhander Sandstone 

NA 

9.30 

320.00 

127 

54C16Aa 

54C16Ab 

76°45'11.51" 

25°12'1.66" 

Garda 

Bhander Sandstone 

NA 

15.45 

260.00 

128 

54C12Hb 

54C120a 

76°41'30" 

25°5'50" 

Hirapura 

Bhander Sandstone 

P/z 

NA 

270.00 

129 

54C12Hb 

54C120a 

76°41'18.87" 

25°05'54.16" 

Hirapura 

Bhander Sandstone 

NA 

8.45 

270.00 

130 

54C9Ga 

54D09ld 

76°40'53.58" 

24°57'40.24" 

Jalwara 

Bhander Sandstone 

NA 

12.10 

271.00 

131 

54C12lc 

54C120d 

76°43'46.71" 

25°04'11.16" 

Kapri Khera 

Bhander Sandstone 

NA 

19.80 

307.00 

132 

54C111d 

54C11Pb 

76°41'47.37" 

25°15'42.85" 

Karwari Kalan 

Bhander Sandstone 

NA 

9.30 

250.00 

133 

54C9Gd 

54D09NC 

76°43'45" 

24°55'45" 

Khalda 

Bhander Sandstone 

NA 

5.90 

279.00 

134 

54C12Ed 

54C15Hb 

76°50'30" 

25 °16'30" 

Khandela 

Bhander Sandstone 

NA 

4.30 

320.00 

135 

54C12Ed 

54C15Hb 

76°50'30" 

25 °16'30" 

Khandela 

Bhander Sandstone 

P/z 

50.00 

320.00 

136 

54C16Db 

54C16Ed 

76°51 '21.59" 

25°12'17.83" 

Kherla 

Bhander Sandstone 

NA 

3.60 

322.00 

137 

54C12Gd 

54C12Ka 

76°37'55.9" 

25°06'49.54" 

Kishanganj 

Bhander Sandstone 

P/z 

46.00 

250.00 

138 

54C12Gd 

54C12Ka 

76°38'30" 

25°6'20" 

Kishanganj 1 

Bhander Sandstone 

NA 

12.30 

250.00 

139 

54C16Ba 

54C12Ka 

76°38'30" 

25°6'30" 

Kishanganj II 

Bhander Sandstone 

NA 

12.00 

260.00 

140 

54C12lb 

54C12Ld 

76°39'45" 

25°0'20" 

Koondi 

Bhander Sandstone 

NA 

90.00 

265.00 

141 

54D13Bd 

54D13GC 

76°51'0" 

24°51'50" 

Lakrai 

Bhander Sandstone 

NA 

8.70 

346.00 

142 

54D13Bd 

54D13GC 

76°51'0" 

24°51'50" 

Lakrai 

Bhander Sandstone 

P/z 

50.00 

346.00 

143 

54C12EC 

54C12Jb 

76°37'46.99" 

25°09'14.22" 

Mahrawta 

Bhander Sandstone 

NA 

8.50 

245.00 

144 

54C12EC 

54C12Jd 

76°39'58.52" 

25°09'01.00" 

Misai 

Bhander Sandstone 

NA 

5.85 

252.00 

145 

54C13Db 

54C16Dd 

76°47'35.98" 

25 °01'20.52" 

Nahargarh 

Bhander Sandstone 

NA 

8.10 

350.00 

146 

54C16Cb 

54D13AC 

76°47'0" 

25°0'0" 

Paranya 

Bhander Sandstone 

NA 

3.35 

320.00 

147 

54C16Cb 

54D13AC 

76°47'0" 

25°0'0" 

Paranya 

Bhander Sandstone 

P/z 

50.00 

320.00 

148 

54C11Cc 

54C11 Ha 

76°35'0" 

25°18'10" 

Peepalda Kalan 

Bhander Sandstone 

NA 

18.20 

237.00 

149 

NA 

54C11 Ha 

76°34'39.98" 

25°18'14.4" 

Peepalda Kalan 

Bhander Sandstone 

NA 

NA 

231.54 

150 

54C16Da 

54C16Ec 

76°51 '20.7" 

25°13'52.38" 

Radhapura 

Bhander Sandstone 

NA 

10.10 

325.00 

151 

54C11 Fa 

54C1IGd 

76°36'37.96" 

25°19'12.59" 

Ramgarh 

Bhander Sandstone 

NA 

28.40 

238.00 

152 

54C15Fb 

54C15Hb 

76°50'15.13" 

25°15'49.79" 

Rampuriya Todiya 

Bhander Sandstone 

NA 

10.70 

330.00 

153 

54C15Fb 

54C15Hb 

76°50'10" 

25°15'50" 

Rampuriya Todiya 

Bhander Sandstone 

P/z 

36.00 

330.00 

154 

54C11 lb 

54C11 Ld 

76°39'55.43" 

25 °157.76" 

Relawan 

Bhander Sandstone 

NA 

10.15 

339.00 

155 

54C16Gd 

54C16Na 

76°57'47.35" 

25 °10'57.16" 

Ajrora 

Bhander Sandstone 

NA 

50.00 

383.53 

156 

54C16Eb 

54C16GC 

76°52'8.74" 

25°05'59.54" 

Baida 

Bhander Sandstone 

NA 

12.00 

350.00 

157 

54G4Ec 

54G04Jb 

77°09'11.42" 

25°07'55.7" 

Bichi 

Bhander Sandstone 

NA 

6.80 

459.12 

158 

54C15la 

54C15Pd 

76°59'8.27" 

25°15'13.4" 

Ganeshpura 

Bhander Sandstone 

NA 

20.00 

415.00 

159 

54G4Eb 

54G04GC 

77°6'55" 

25°7'20" 

Ghensuwan 

Bhander Sandstone 

NA 

12.03 

440.00 

160 

54C16Ed 

54C16Ka 

76°54'0" 

25°6'40" 

Hatwari 

Bhander Sandstone 

NA 

7.00 

363.00 

161 

54C16la 

54C16Fd 

76°52'14.34" 

25°07'37.97" 

Kelwara 

Bhander Sandstone 

NA 

5.80 

350.00 

162 

54C16la 

54C16Jb 

76°53'0" 

25°8'20" 

Kelwara 

Bhander Sandstone 

P/z 

40.00 

350.00 

163 

54C16Fc 

54C16La 

76°53'30" 

25°3'0" 

Kharda 

Bhander Sandstone 

NA 

90.00 

360.00 

164 

54G16Ab 

54G04Ab 

77°01'5.73" 

25°12'16.54" 

Khatka 

Bhander Sandstone 

NA 

75.00 

405.00 

165 

54G4Ca 

54G04Cd 

77°2'0" 

25°4'30" 

Mahodra 

Bhander Sandstone 

NA 

8.75 

425.00 

166 

NA 

54G03Hd 

77°05'51.93" 

25 °16'16.53" 

Rajpur 

Bhander Sandstone 

NA 

NA 

484.22 

167 

54G3FC 

54G03Hd 

77°6'0" 

25 °16'45" 

Rajpur 

Bhander Sandstone 

NA 

29.40 

500.00 

168 

54G4Ba 

54G04Bd 

77°2'30" 

25°8'45" 

Samraniya 

Bhander Sandstone 

NA 

4.50 

410.00 

169 

54G4Ba 

54G04Bd 

77°2'30" 

25°8'45" 

Samraniya (II) 

Bhander Sandstone 

NA 

NA 

410.00 

170 

54G161b 

54C160d 

76°58'49.49" 

25°04'17.94" 

Sirsod Khurd 

Bhander Sandstone 

NA 

8.00 

400.00 

171 

54C16Ec 

54C16Jd 

76°54'26.71" 

25°08'30.11" 

Unee 

Bhander Sandstone 

NA 

12.05 

361.00 

172 

54C7Gb 

54C07Mb 

76°26'17.29" 

25°26'46.28" 

Ayana 

Older Alluvium 

D/W 

31.70 

240.00 

173 

54C7Dd 

54C07IC 

76°24'27.22" 

25°28'27.51" 

Chanda 

Older Alluvium 

D/W 

28.80 

240.22 

174 

54C6Fa 

54C06HC 

76°21'50.02" 

25°33'33.55" 

Fatehpura 

Older Alluvium 

D/W 

20.25 

227.72 

175 

54C7Dd2 

54C07la 

76°22'53.63" 

25°29'34.85" 

Ganeshganj 

Older Alluvium 

D/W 

26.00 

241.20 

176 

54C6Fb1 

54C06Lb 

76°22'31.49" 

25 °31'11.29" 

Gumanpura(ltawa) 

Older Alluvium 

D/W 

12.90 

216.42 

177 

54C11 Abl 

54C11 Be 

76°32'43.85" 

25°25'52.44" 

Haripura 

Limestone 

D/W 

16.75 

232.00 

178 

54C6Fb 

54C06La 

76° 23' 00" 

25° 32' 30" 

Itawa 

Older Alluvium 

D/W 

23.60 

228.00 

179 

54C6Fb 

54C06La 

76°23'7.53" 

25°32'53.36" 

ltawa(Pz.) 

Older Alluvium 

P/z 

NA 

228.00 

180 

54C6la 

54C06Ob 

76° 27' 10" 

25° 34' 45" 

Karwar 

Older Alluvium 

D/W 

10.50 

222.00 

181 

54C6la 

54C06Ob 

76° 27' 10" 

25° 34' 45" 

Karwar(Pz.) 

Older Alluvium 

P/z 

NA 

222.00 

182 

54C7Hc 

54C07NC 

76°28'37.58" 

25°25'16.9" 

Kawalda 

Limestone 

D/W 

20.60 

238.00 

183 

54C6Ed 

54C06Ka 

76°24'2.93" 

25°36'15.3" 

Keshopura 

Older Alluvium 

D/W 

18.00 

226.64 

184 

54C6Gb 

54C06Nc 

76° 28' 30" 

o 

o 

in 

CM 

Khatauli 

Older Alluvium 

D/W 

18.13 

208.00 

185 

54C6Gb 

54C06Na 

76°27'51.19" 

25°40'43.55" 

Khatauli(Pz.) 

Older Alluvium 

P/z 

NA 

208.00 

186 

54C6Fd 

54C06Lc 

76°25'9.27" 

25°32'40.62" 

Kherda 

Older Alluvium 

D/W 

20.90 

225.85 

187 

54C6lb 

54C06LC 

76°26'4.87" 

25°32'42.49" 

Kherli Borda 

Older Alluvium 

D/W 

50.00 

216.73 

188 

54C11Ab 

54C11Ab 

76°31'45" 

25° 27' 10" 

Laxmipura 

Limestone 

D/W 

NA 

231.00 

189 

54C11Ab 

54C11Ab 

76°31'45" 

25° 27' 10" 

Laxmipura(Pz) 

Limestone 

P/z 

18.40 

231.00 

190 

54C7Gb1 

54C07MC 

76°28'59.26" 

25°28'30.37" 

Luhawad 

Older Alluvium 

D/W 

14.50 

236.00 

191 

54C11 Ad 

54C11 Be 

76°32'39.44" 

25°25'38.37" 

Nimoda 

Limestone 

D/W 

60.00 

233.00 

192 

54C6la1 

54C06Pa 

76°27'27.39" 

25°33'10.47" 

Peepalda Kalan 

Older Alluvium 

D/W 

21.50 

218.00 

193 

54C6Ed1 

54C06Kb 

76°23'38.07" 

25°35'10.78" 

Rajopa 

Older Alluvium 

D/W 

10.35 

232.00 

194 

54C6Eb 

54C06Kb 

76°22'43.74" 

25°35'24.1" 

Rampurya 

Older Alluvium 

D/W 

15.80 

227.97 
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195 

54C6Ed2 

54C06Jd 

76° 25' 15" 

25° 38' 10" 

Sanali (Bhopalganj) 

Older Alluvium 

D/W 

36.00 

224.89 

196 

54C6Ha 

54C06JC 

76° 26'10" 

25° 39'30" 

Talab 

Older Alluvium 

D/W 

16.30 

224.40 

Basin: Gambhir 

Sub Basin: Gambhir 

i 

54 F5 la 

54F05Ld 

77°25'47.72" 

26°45'17.18" 

BAISORA 

Bhander Sandstone 

D/W 

14.90 

220.00 

2 

54 F5 Ba 

54F05Jb 

77°22'34.92" 

26°54'15.29" 

BANDH BARETHA 

Older Alluvium 

D/W 

7.30 

199.00 

3 

54 F5 Ba 

54F05Bd 

77 °17'20" 

26°54'20" 

BAYANA 

Older Alluvium 

D/W 

13.15 

200.00 

4 

54 F5 Aa 

54F05Ab 

77°15'6.2" 

26°58'3.73" 

BHAGORI 

Older Alluvium 

D/W 

20.00 

199.00 

5 

54 F5 Ab 

54F05Ab 

77 °16'22.76" 

26°56'24.38" 

BHEEMNAGAR 

Older Alluvium 

D/W 

25.00 

197.00 

6 

54 F5 Aa 

54F05Ad 

77 °17'30" 

26°57'30" 

BIDYARI 

Older Alluvium 

D/W 

14.60 

193.00 

7 

54 E8 Fb 

54E08Hd 

77°20'40" 

27°01'30" 

BIRAMPURA 

Older Alluvium 

D/W 

11.55 

190.00 

8 

54 F5 Aa 

54F05Fa 

77°19'30" 

26°55'20" 

BRAHMBAD 

Older Alluvium 

D/W 

14.50 

190.00 

9 

54 F5 Aa 

54F05Fa 

77°19'43.01" 

26°55'12.7" 

BRAHMBAD Pz. 

Older Alluvium 

P/z 

65.00 

190.00 

10 

54 F5 Bb 

54F05Bd 

77°18'32.25" 

26°53'43.29" 

CHAHAL 

Older Alluvium 

D/W 

9.00 

195.00 

11 

54 FI Hb 

54F01 Kd 

77 °10'40" 

26°49'40" 

DAHDRAIN 

Older Alluvium 

D/W 

23.95 

217.00 

12 

54 FI Hd 

54F01OC 

77°14'20.62" 

26°50'38.11" 

DHURAIRI 

Older Alluvium 

D/W 

15.70 

201.00 

13 

54 F5 lb 

54F05Ld 

77°25'54.31" 

26°46'18.44" 

JAISORA 

Bhander Sandstone 

D/W 

14.50 

214.00 

14 

54 F5 lb 

54F05Ld 

77°25'52.86" 

26°46'5.29" 

JAISORA Pz 

Bhander Sandstone 

P/z 

50.00 

214.00 

15 

54 FI Be 

54F01Fb 

77°05'30" 

26°52'40" 

KALSADA 

Older Alluvium 

D/W 

12.40 

210.00 

16 

54 FI Ha 

54F01Na 

77 °11 '24.31" 

26°55'13.49" 

KHARERI 

Older Alluvium 

D/W 

28.00 

231.00 

17 

54 E8 Ca 

54E08Db 

77 °167.38" 

27°00'16.22" 

KHATNAWALI 

Older Alluvium 

D/W 

20.60 

200.00 

18 

54 F5 la 

54F05Kd 

77°25'42.44" 

26°48'47.1" 

KOT 

Bhander Sandstone 

D/W 

12.00 

217.00 

19 

54 FI Ha 

54F01Nd 

77°13'25.09" 

26°52'57.74" 

MADPUR 

Older Alluvium 

D/W 

25.40 

230.00 

20 

54 E8 Fd 

54E08Lb 

77°23'12.86" 

27°01 '44.65" 

MILAKPUR PZ 

Older Alluvium 

P/z 

50.00 

183.00 

21 

54 F5 Ea 

54F05FC 

77°20'50.29" 

26°54'46.11" 

MOHMADPUR 

Older Alluvium 

D/W 

8.30 

192.00 

22 

54 FI Hb 

54F01 Kc 

77 °10'55.02" 

26°51'1.12" 

NAGLA HOTA 

Older Alluvium 

D/W 

13.00 

207.00 

23 

54 E8 Fa 

54E08HC 

77°21 '10" 

27°02'20" 

NAGLA SEWAKURWAR 

Older Alluvium 

D/W 

16.00 

188.00 

24 

54 F5 la 

54F05Eb 

77°19'53.84" 

26°57'59.9" 

PURBAI KHERA 

Older Alluvium 

D/W 

14.00 

185.00 

25 

54 F5 Ab 

54F05Ea 

77°18'51.2" 

26°59'1.65" 

SALABAD 

Older Alluvium 

D/W 

11.65 

192.00 

26 

54 FI Hb 

54F01OC 

77°13'33.85" 

26°51'22.13" 

SAMOGAR 

Older Alluvium 

D/W 

16.10 

203.00 

27 

54 F5 Hb 

54F05Bb 

77°15'48.52" 

26°52'58.15" 

SIKANDRA 

Older Alluvium 

D/W 

24.80 

209.00 

28 

54 FI Ec 

54F01Jb 

77°08'20" 

26°54'10" 

SULTAN KA NAGLA 

Older Alluvium 

D/W 

25.00 

222.00 

29 

54 F5 Db 

54F05Ed 

77°22'20.37" 

26°56'23.28" 

SUPA 

Older Alluvium 

D/W 

12.15 

195.00 

30 

54 E8 Cd 

54F05AC 

77°18'10" 

27°00'00" 

TALEEMPUR 

Older Alluvium 

D/W 

13.00 

198.00 

31 

54 F5 Ec 

54F05Nb 

77°26'18.97" 

26°53'32.17" 

TARBEEJPUR 

Bhander Sandstone 

D/W 

22.90 

223.00 

32 

54 F5 Ed 

54F05Ka 

77°23'17.11" 

26°51 '20.1" 

TARSUMAN 

Bhander Sandstone 

D/W 

25.15 

220.00 

33 

54 F5 Bd 

54F05Ga 

77°19'28.58" 

26 °51'44.69" 

THANADANG 

Older Alluvium 

D/W 

20.00 

192.00 

34 

54 F9 Ac 

54F05NC 

77°29'50.14" 

26°55'52.53" 

BANSI PAHARPUR 

Bhander Sandstone 

D/W 

11.70 

199.25 

35 

54 E12Aa 

54E12Hb 

77°35'13.61" 

27°01'14.23" 

BARWAR 

Older Alluvium 

D/W 

9.00 

172.00 

36 

54 E12Cd 

54E12Dd 

77°32'55.55" 

27°01'13.67" 

BAUKOLI 

Older Alluvium 

D/W 

8.72 

178.00 

37 

54 F5 Db 

54F05Ja 

77°23'35.48" 

26°56'12.65" 

BHAWANPURA 

Older Alluvium 

D/W 

17.35 

190.00 

38 

54 E12Fd 

54E12Lb 

77°38'9.8" 

27°00'18.44" 

CHEKORA 

Bhander Sandstone 

D/W 

15.10 

172.00 

39 

54 F9 Ga 

54F09IC 

77°39'55.42" 

26°58'25.44" 

GHATOLI 

Older Alluvium 

D/W 

11.30 

175.00 

40 

54 E12Ca 

54E12Db 

77°30'50" 

27°00'20" 

JANGI NAGLA 

Older Alluvium 

D/W 

9.40 

178.60 

41 

54 F9 Aa 

54F09Aa 

77°31 '9.27" 

26°58'21.57" 

JATMANSI 

Bhander Sandstone 

D/W 

19.00 

186.00 

42 

54 F5 Da 

54F05EC 

77°22'18.51" 

26°58'53.98" 

KAKRAUA 

Older Alluvium 

D/W 

12.70 

183.00 

43 

54 F9 Db 

54F09la 

77°37'56.46" 

26°58'35.47" 

KHAN SURAJPUR 

Bhander Sandstone 

D/W 

12.50 

176.00 

44 

54 E12Cb 

54E12Db 

77°30'30" 

27°00'1" 

MAHALPUR KANCHI 

Older Alluvium 

D/W 

16.80 

200.20 

45 

54 E8 lb 

54E08Pb 

77°26'20" 

27°00'30" 

MANDHAULI 

Older Alluvium 

D/W 

9.00 

185.00 

46 

54 F9 Gb 

54F09Ma 

77°42'23.79" 

26°59'35.25" 

MERTHA 

Older Alluvium 

D/W 

10.10 

170.00 

47 

54 E12ld 

54F09MC 

77°44'15.6" 

26°59'36.7" 

MILS AW AN 

Older Alluvium 

D/W 

9.00 

168.00 

48 

54 F5 Gb 

54F05Mb 

77°26'30.2" 

26°56'36.62" 

MOROLI DANG 

Older Alluvium 

D/W 

19.50 

197.00 

49 

54 F9 Ac 

54F09Fa 

77°34'40" 

26°55'40" 

NAGLA TULSI 

Older Alluvium 

D/W 

18.80 

181.20 

50 

54 F5 Ga 

54F05Ma 

77°27'8.79" 

26°59'42.98" 

NIBHERA 

Older Alluvium 

D/W 

13.00 

180.20 

51 

54 F9 Da 

54F09Ea 

77°35'13.9" 

26°59'14.64" 

ROOPWAS 

Bhander Sandstone 

D/W 

15.60 

179.80 

52 

54 F9 Da 

54F09Ea 

77°35'21.51" 

26°59'28.44" 

ROOPWAS Pz. 

Bhander Sandstone 

P/z 

90.00 

179.00 

53 

54 F5 Ga 

54F05ld 

77°25'17.99" 

26°57'54.3" 

RUDAWAL 

Older Alluvium 

D/W 

14.10 

186.00 

54 

54 F9 Ad 

54F09Ea 

77°34'37.2" 

26°58'7.38" 

TEJNAGAR 

Bhander Sandstone 

D/W 

16.00 

181.00 

55 

54 FI Ad 

54F01Be 

77.0°2.5'0" 

26°55'20" 

GOGERA 

Older Alluvium 

D/W 

17.82 

228.00 

56 

54 FI Ab 

54F01Be 

77°02'3.62" 

26°55'38.53" 

SALEEMPUR 

Older Alluvium 

D/W 

30.00 

235.00 

57 

54 FI Gb 

54F01 Md 

77°14'40" 

26°57'30" 

TYOHARI 

Older Alluvium 

D/W 

20.00 

200.00 

58 

54 FI Ac 

54F01Eb 

77°05'0" 

26°58'0" 

VALLABHGARH 

Older Alluvium 

D/W 

30.00 

256.00 

59 

54 A16 Ha 

54F01Bd 

77°03'1.07" 

26°54'0.2" 

DHAND 

Older Alluvium 

D/W 

22.50 

234.00 

60 

54 B13 Gb 

54B13Na 

76°58'0.27" 

26°55'57.63" 

DHOLAKUA 

Older Alluvium 

D/W 

21.10 

250.00 

61 

54 FI Ac 

54F01Ba 

77°017.01" 

26°54'31.59" 

HINGOTWARI 

Older Alluvium 

D/W 

22.00 

227.50 

62 

54 B13 He 

54B13NC 

76°59'15" 

26°54'50" 

KHEDLA 

Older Alluvium 

D/W 

15.00 

222.60 

63 

54 FI Dc 

54B13NC 

76°58'51.19" 

26°54'37.94" 

KHEDLA Pz. 

Older Alluvium 

P/z 

57.00 

223.32 

64 

54 A16 Ia2 

54F01Bb 

77°00'25.38" 

26°52'55.57" 

NAHARA 

Older Alluvium 

D/W 

18.00 

231.50 

65 

54 B13 Hd 

54B130C 

76°59'24.46" 

26°52'11.51" 

SALEEMPUR 

Older Alluvium 

D/W 

23.50 

221.90 
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66 

54 FI Da 

54F01Ba 

77°01'19.09" 

26W28.87" 

TALCHIRI 

Older Alluvium 

D/W 

23.90 

234.00 

67 

54F10Aa 

54F10Aa 

77°31'30" 

26°45'00" 

BASERI 

Older Alluvium 

D/W 

18.30 

201.00 

68 

54F9la 

54F09Kd 

77°40'34.6" 

26°49'28.6" 

BAURELI 

Older Alluvium 

D/W 

15.90 

183.00 

69 

54F9Fa 

54F09HC 

77°36'54.29" 

26°46'52.91" 

BHAGORA 

Bhander Sandstone 

D/W 

11.00 

191.00 

70 

54F9Ca 

54F09Da 

77°31 '9.44" 

26°47'51.18" 

BHARLI 

Older Alluvium 

D/W 

14.50 

199.00 

71 

54F9Fc 

54F09Kb 

77°39'2.53" 

26°49'1.9" 

EKTA 

Older Alluvium 

D/W 

12.50 

184.00 

72 

54F9Cc 

54F09Ha 

77°35'5.9" 

26°47'54.29" 

JARGA 

Older Alluvium 

D/W 

13.30 

192.00 

73 

54F9Cd 

54F09DC 

77°33'22.91" 

26°48'29.99" 

KARILPURA 

Bhander Sandstone 

D/W 

18.10 

197.00 

74 

54F9Cd 

54F09Dd 

77°33'12" 

26°46'30" 

KHINDORA 

Older Alluvium 

D/W 

12.00 

196.00 

75 

54F9Cd 

54F09Dd 

77°33'30.6" 

26°45'55.66" 

KHINDORA Pz 

Older Alluvium 

P/z 

41.00 

195.79 

76 

54F6Gd 

54F06MC 

77°29'32.27" 

26°44'12.79" 

KOTRA 

Bhander Sandstone 

D/W 

5.04 

218.00 

77 

54F13Ea 

54F13Fb 

77°50'2.46" 

26W46.87" 

BAD RIKA Pz 

Older Alluvium 

P/z 

50.00 

169.15 

78 

54F13Ba 

54F13Bd 

77°48'45" 

26 WOO" 

BASAINAWAB Pz. 

Older Alluvium 

P/z 

61.00 

173.00 

79 

54F13BC 

54F13Fa 

77°49'30" 

26W30" 

BHADIYANA 

Older Alluvium 

D/W 

30.00 

171.00 

80 

54F13Hd 

54F13Kd 

77°54'50" 

26°50'30" 

HANOTA Pz 

Older Alluvium 

P/z 

NA 

168.38 

81 

54F9Hd 

54F09Oa 

77°43'5.06" 

26°51 '41.25" 

KAITHRI 

Older Alluvium 

D/W 

13.00 

178.00 

82 

54F13Bd 

54F13KC 

77°59'05" 

26°51'25" 

KOLARI 

Older Alluvium 

D/W 

20.00 

173.00 

83 

54F9Hc 

54F09Nd 

77°44'30" 

26W20" 

MALONI PAWAR 

Older Alluvium 

D/W 

18.00 

173.00 

84 

54F13FC 

54F13Kb 

77°54'00" 

26°49'20" 

MANIA Pz (CGWB) 

Older Alluvium 

P/z 

NA 

170.00 

85 

54F13FC 

54F13Kd 

77°55'43.55" 

26°49'22.9" 

MANIA Pz.(GWD) 

Older Alluvium 

P/z 

50.00 

170.00 

86 

54F13Bb 

54F13Ca 

77°46'20" 

26°51'50" 

PIPRAUNWA 

Older Alluvium 

D/W 

16.00 

173.00 

87 

54F9Hb 

54F09Ob 

77°42'20.25" 

26°50'22.11" 

SAHAROLI 

Older Alluvium 

D/W 

14.20 

177.00 

88 

54F13DC 

54F13LC 

77°54'50" 

26°47'00" 

SUAKABAG 

Older Alluvium 

D/W 

16.50 

175.00 

89 

54J1Gd 

54J01NC 

78°13'40" 

26°55'10" 

BAJANA 

Older Alluvium 

D/W 

27.50 

159.00 

90 

54J2Db 

54J01 Fd 

78°07'30" 

26W05" 

DONGARPUR 

Older Alluvium 

D/W 

19.50 

150.00 

91 

54F13HC 

54F130C 

77°58'15" 

26°51'50" 

HARDAYALPUR 

Older Alluvium 

D/W 

18.60 

166.00 

92 

54J1 Bd 

54J01 Cc 

78°03'9.3" 

26°51'19.69" 

HATWARI 

Older Alluvium 

D/W 

12.70 

164.00 

93 

54F13IC 

54J01 Da 

78°00'6.76" 

26°48'11.34" 

JAGMADIYAPURA 

Older Alluvium 

D/W 

19.65 

164.00 

94 

54J1 Bb 

54J01Ca 

78°00'20" 

26°51 '10" 

KAILASHPURA 

Older Alluvium 

D/W 

25.60 

164.00 

95 

54F13IC 

54F130d 

77°59'10" 

26°49'10" 

KHERLI 

Older Alluvium 

D/W 

21.00 

169.00 

96 

54F13ld 

54F130C 

77°58'34.14" 

26°51 '26.6" 

KOTPURA Pz 

Older Alluvium 

P/z 

60.00 

160.66 

97 

54F13lb1 

54F14IC 

77°55'33.93" 

26°44'23.3" 

LUHARI 

Older Alluvium 

D/W 

16.43 

173.00 

98 

54F13ld 

54F130C 

77°58'40" 

26°51'20" 

MAHJITKAPURA 

Older Alluvium 

D/W 

28.10 

163.00 

99 

54F13ld 

54F130C 

77°58'40" 

26°51'20" 

MAHJITKAPURA Pz 

Older Alluvium 

P/z 

60.00 

162.95 

100 

54F13la 

54F13Pa 

77°57'35.48" 

26°48'43.14" 

MANGROL 

Older Alluvium 

D/W 

38.00 

166.00 

101 

54F13la 

54F13Pa 

77°57'51.44" 

26°48'39.6" 

MANGROL Pz. 

Older Alluvium 

P/z 

50.00 

166.00 

102 

54J1 Ea 

54J01Fb 

78°05'11.09" 

26°53'21.8" 

NAGAR 

Older Alluvium 

D/W 

10.00 

158.00 

103 

54J1 Ea 

54J01Ga 

78 WOO" 

26 WOO" 

NANDOLI Pz. 

Older Alluvium 

P/z 

50.00 

158.00 

104 

54J1Ha 

54J01Jd 

78°10'52.69" 

26W1.42" 

RAJAKHERA 

Older Alluvium 

D/W 

31.80 

163.00 

105 

54F13Hb 

54F130a 

77°57'10" 

26°51'40" 

RANDOLI 

Older Alluvium 

D/W 

18.75 

163.00 

106 

54F13lb2 

54F13Pb 

77°57'10" 

26°45'50" 

SARKAULI 

Older Alluvium 

D/W 

16.35 

175.00 

107 

54 J1 Da 

54J01JC 

78°11'15" 

26W40" 

SINGAWALI Pz 

Older Alluvium 

P/z 

60.00 

163.00 

108 

54J1Gb 

54J01 Id 

78 °10'30" 

26°56'30" 

SINGAWALIKALAN 

Older Alluvium 

D/W 

22.30 

158.00 

109 

54 B14 Ab 

54B14ld 

76°55'36" 

26°41'30" 

DANALPUR 

Older Alluvium 

D/W 

27.40 

240.20 

110 

54 F2 Ba 

54F02BC 

77°02'45" 

26°39'36" 

DEDROLI 

Older Alluvium 

D/W 

32.00 

265.10 

111 

54 F2 Ba 

54F02Bb 

77°01'16.15" 

26°39'10.31" 

DEDROLI Pz. 

Older Alluvium 

P/z 

65.00 

265.10 

112 

54 F2 Ba 

54F02BC 

77°02'45" 

26°39'36" 

DEDROLI* 

Older Alluvium 

D/W 

35.30 

265.10 

113 

54 FI Fb 

54F01He 

77°06'12.74" 

26°47'18.49" 

DHINDORA 

Older Alluvium 

D/W 

12.20 

230.45 

114 

54 FI Cd 

54F01Hb 

77°04'34.67" 

26°46'6.34" 

EKORASHI 

Older Alluvium 

D/W 

20.60 

221.25 

115 

54 F2 Ac 

54F02Aa 

77°01 '51.81" 

26°43'42.99" 

HINDON 

Older Alluvium 

D/W 

11.25 

230.90 

116 

54 F2 Ac 

54F02AC 

77 WOO" 

26°43'50" 

HINDON* 

Older Alluvium 

D/W 

12.15 

230.90 

117 

54 FI Fb 

54F01Hb 

77°05'25" 

26°46'30" 

JATNAGLA 

Older Alluvium 

D/W 

16.50 

222.95 

118 

54 FI Fb 

54F01Hb 

77°05'1.79" 

26°46'10.92" 

JATNAGLA PZ. 

Older Alluvium 

P/z 

60.00 

222.95 

119 

54B14GC 

54B14MC 

76°58'45" 

26°44'50" 

JHAREDA 

Older Alluvium 

D/W 

32.10 

230.90 

120 

54 F2 Ab 

54F02Ab 

77°00'28.08" 

26°41 '20.6" 

KACHROLI 

Older Alluvium 

D/W 

24.00 

240.50 

121 

54 F2 Ba 

54F02Bd 

77°02'15" 

26°38'36" 

KARBAD 

Bhander Sandstone 

D/W 

38.10 

268.00 

122 

54 F2 Ba 

54F02Bd 

77°02'15" 

26°38'36" 

KARBAD* 

Bhander Sandstone 

D/W 

44.00 

268.00 

123 

54 B14 He 

54B14Nd 

76°58'30" 

26°38'10" 

KATKAR Pz. 

Older Alluvium 

P/z 

50.00 

257.00 

124 

54 F2 Db 

54F02Ed 

77°07'30" 

26°41'16" 

KHARETA RAJ. 

Bhander Sandstone 

D/W 

25.05 

251.00 

125 

54 B14 He 

54B14Nd 

76°58'30" 

26°38'10" 

KHATKAR 

Older Alluvium 

D/W 

22.40 

251.05 

126 

54 B14 He 

54B14Nd 

76°58'30" 

26°38'10" 

KHATKAR* 

Older Alluvium 

D/W 

33.50 

251.05 

127 

54 B14 Gd 

54B14NC 

76 WOO" 

26°40'15" 

KHEDA 

Older Alluvium 

D/W 

15.00 

253.60 

128 

54 B14 Gd 

54B14NC 

76°59'48.26" 

26°40'17.5" 

KHEDA* 

Older Alluvium 

D/W 

33.00 

253.60 

129 

54 F2 Dc 

54F02la 

77°07'50" 

26°43'38" 

KHEEPKAPURA 

Older Alluvium 

D/W 

18.50 

240.85 

130 

54 FI Bb 

54F01 Cc 

77 WOO" 

26°51'00" 

KHERLI 

Older Alluvium 

D/W 

14.80 

211.80 

131 

54 F2 Bb 

54F02Ga 

77 WOO" 

26°36'36" 

KOTRA 

Bhander Sandstone 

D/W 

29.35 

273.90 

132 

54 F2 Bb 

54F02Ga 

77 WOO" 

26°36'36" 

KOTRA Pz. 

Bhander Sandstone 

P/z 

90.00 

273.90 

133 

54 FI Cb 

54F01 Da 

77°01'25" 

26°47'00" 

KYARDA 

Older Alluvium 

D/W 

16.00 

220.85 

134 

54 FI Cb 

54F01 Db 

77°01'29.13" 

26°46'49.44" 

KYARDA Pz. 

Older Alluvium 

P/z 

60.00 

220.40 

135 

54 FI Ca 

54F01 Cb 

77°01'45" 

26°49'16" 

MAHU 

Older Alluvium 

D/W 

20.40 

220.40 
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136 

54 FI Ca 

54F01 Cb 

77°00'49.77" 

26°49'39.82" 

MAHU IBRAHIMPUR Pz. 

Older Alluvium 

P/z 

80.00 

220.40 

137 

54 FI Ca 

54F01 Cb 

77°01'45" 

26°49'16" 

MAHU* 

Older Alluvium 

D/W 

21.95 

220.40 

138 

54 FI Cb 

54F01 Db 

77°00'28" 

26 WOO" 

MANDAWARA 

Older Alluvium 

D/W 

15.00 

230.85 

139 

54 FI Cb 

54F01 Db 

77°00'28" 

26 WOO" 

MANDAWARA* 

Older Alluvium 

D/W 

29.90 

230.85 

140 

54 F2 Fa 

54F02Fd 

77°06'53.11" 

26°37'48.97" 

MOTHIYAPUR 

Bhander Sandstone 

D/W 

15.50 

318.00 

141 

54 B14 Gd 

54B14NC 

76°58'42" 

26°41'15" 

PATONDA Pz. 

Older Alluvium 

P/z 

50.00 

231.00 

142 

54 F2 Bb 

54F02Ca 

77°00'10" 

26W30" 

RITHOLI 

Older Alluvium 

D/W 

17.80 

252.30 

143 

54 F2 Bb 

54F02Ca 

77°00'10" 

26°37'30" 

RITHOLI* 

Older Alluvium 

D/W 

35.00 

252.30 

144 

54 FI Fb 

54F01Hd 

77°07'00" 

26W35" 

SHERPUR 

Older Alluvium 

D/W 

18.30 

233.75 

145 

54 FI Fb 

54F01Hd 

77°07'3.83" 

26 W28.35" 

SHERPUR Pz. 

Older Alluvium 

P/z 

53.00 

234.15 

146 

54 FI Ba 

54F01Db 

77°01'20" 

26 WOO" 

SIKANDERPUR 

Older Alluvium 

D/W 

17.80 

216.90 

147 

54 F2 Aa 

54B14MC 

76°59'45" 

26W40" 

SIKRAUDA-M.Pz. 

Older Alluvium 

P/z 

57.00 

241.70 

148 

54 B14 Dd 

54B14lb 

76°54'8.81" 

26°42'4.1" 

SRIMAHAVIRJI 

Older Alluvium 

D/W 

19.70 

231.45 

149 

54 FI Fc 

54F01La 

77°08'50" 

26W30" 

SUROTH 

Older Alluvium 

D/W 

23.30 

224.90 

150 

54 B15 Dc 

54B15lb 

76°54'00" 

26 WOO" 

BEEJALPUR 

Older Alluvium 

D/W 

34.50 

285.60 

151 

54 F2 Cb 

54F02Db 

77°01 '27.08" 

26 °31'42.79" 

BEERWAS 

Older Alluvium 

D/W 

28.05 

272.30 

152 

54 F2 Fa 

54F02HC 

77°06'20" 

26 WOO" 

CHAINPUR 

Older Alluvium 

D/W 

24.20 

272.60 

153 

54 F2 Fa 

54F02HC 

77°06'20" 

26 WOO" 

CHAINPUR* 

Older Alluvium 

D/W 

30.00 

272.60 

154 

54B15GC 

54B15MC 

76°58'40" 

26°29'13" 

DHANUPURA 

Older Alluvium 

D/W 

25.85 

285.40 

155 

54 F2 Fc 

54F02Kb 

77°07'48" 

26°34'20" 

GADOLI 

Older Alluvium 

D/W 

32.00 

304.40 

156 

54 F2 Ca 

54F02Cb 

77°00'57.7" 

26°34'5.7" 

GURLAPAHARI 

Older Alluvium 

D/W 

21.30 

269.25 

157 

54 F3 Aa 

54F03AC 

77°02'00" 

26 WOO" 

KARAULI 

Older Alluvium 

D/W 

29.50 

277.55 

158 

54 F3 Aa 

54B15MC 

76°59'38.36" 

26W34.9" 

KARAULI Pz. 

Older Alluvium 

P/z 

53.00 

277.55 

159 

54 F2 la 

54F02LC 

77 °11 '00" 

26W35" 

KERABHAOPUR 

Bhander Sandstone 

D/W 

18.10 

325.90 

160 

54 F2 la 

54F02LC 

77 °11 '00" 

26W35" 

KH.BHAOPUR Pz. 

Bhander Sandstone 

P/z 

60.00 

325.50 

161 

54 F2 Fa 

54F02HC 

77 WOO" 

26 WOO" 

KONDAR 

Older Alluvium 

D/W 

37.00 

282.40 

162 

54 F2 Fa 

54F02HC 

77 WOO" 

26 WOO" 

KONDAR Pz. 

Older Alluvium 

P/z 

55.00 

281.70 

163 

54 F2 He 

54F02Nd 

77°14'00" 

26W30" 

MASALPUR 

Bhander Sandstone 

D/W 

13.20 

322.00 

164 

54 F2 He 

54F02Nd 

77°14'00" 

26W30" 

MASALPUR* 

Bhander Sandstone 

D/W 

14.00 

322.00 

165 

54 B15 Hb 

54B14Ld 

76°55'10" 

26°31'40" 

MOHANPUR 

Older Alluvium 

D/W 

18.15 

283.20 

166 

54 F2 Hb 

54F02KC 

77 °10'40" 

26°36'00" 

SAIMARKAPUR 

Older Alluvium 

D/W 

24.60 

290.00 

167 

54 F3 Ab 

54F03BC 

77°02'12" 

26 WOO" 

SASERI 

Bhander Sandstone 

D/W 

26.00 

291.65 

168 

54 F2 Fb 

54F02HC 

77°07'15" 

26 WOO" 

TATWAI 

Bhander Sandstone 

D/W 

27.15 

286.25 

169 

54 B9 lb 

54B09Pb 

76°41'44" 

26W40" 

AMLIPURA Pz. 

Older Alluvium 

P/z 

54.00 

242.30 

170 

54 B14 Ab 

54B14Ab 

76°46'34" 

26°41'42" 

BARAGAON 

Older Alluvium 

D/W 

10.10 

225.10 

171 

54 B10 Gb 

54B10JC 

76°41'02" 

26W35" 

BARDALA 

Older Alluvium 

D/W 

9.90 

259.75 

172 

54 B10 Gb 

54B10Na 

76°41 '53.64" 

26 W34.83" 

BARDALA Pz. 

Older Alluvium 

P/z 

30.00 

259.75 

173 

54 BIO Db 

54B10Eb 

76°35'31.22" 

26°41'19.5" 

GARH KHERA Pz. 

Older Alluvium 

P/z 

32.00 

280.65 

174 

54 BIO Db 

54B10Fa 

76°35'36" 

26°41'10" 

GARHIKHERA 

Older Alluvium 

D/W 

13.05 

280.65 

175 

54 BIO Ga 

54B09Pb 

76°41 '38.31" 

26 W11.55" 

GOTHYAKAPUR 

Older Alluvium 

D/W 

16.30 

250.90 

176 

54 BIO Ga 

54B10Ma 

76°41'45.07" 

26°44'59.96" 

GOTHYAKAPUR Pz. 

Older Alluvium 

P/z 

80.00 

250.90 

177 

54 B9 lb 

54B09LC 

76°40'20" 

26 WOO" 

GURACHANDJI 

Quartzite 

D/W 

16.50 

250.30 

178 

54 B10 Gd 

54B10NC 

76°43'38.43" 

26W20.6" 

KEMA 

Older Alluvium 

D/W 

13.00 

246.15 

179 

54 B14 Db 

54B14FC 

76 WOO" 

26W15" 

KEMLA 

Older Alluvium 

D/W 

18.00 

228.70 

180 

54 B14 Db 

54B14FC 

76°51'59.69" 

26W21.78" 

KEMLA Pz. 

Older Alluvium 

P/z 

30.00 

229.00 

181 

54 BIO Da 

54B10Ea 

76°35'36" 

26°44'37" 

LALSAR 

Quartzite 

D/W 

14.10 

293.20 

182 

54B10GC 

54B10Mb 

76°43'4.06" 

26°42'26.68" 

NADOTI 

Older Alluvium 

D/W 

10.65 

241.90 

183 

54 BIO Dd 

54B10Ja 

76W10" 

26°41'12" 

SALAWAD 

Older Alluvium 

D/W 

10.15 

264.55 

184 

54 BIO Dd 

54B10Ja 

76W7.8" 

26°41'13.91" 

SALWAD Pz. 

Older Alluvium 

P/z 

45.00 

265.00 

185 

54 B9 Ha 

54B09Pa 

76°42'30" 

26W40" 

TIMAWA 

Older Alluvium 

D/W 

38.00 

255.00 

186 

54 F3 Dd 

54F03lb 

77 WOO" 

26°27'08" 

BHANKRI 

Bhander Sandstone 

D/W 

31.90 

331.70 

187 

54 F3 Dd 

54F03lb 

77 WOO" 

26°27'08" 

BHANKRI Pz. 

Bhander Sandstone 

P/z 

90.00 

331.70 

188 

54 F3 Db 

54F03FC 

77W20.51" 

26W30.17" 

GARHIKABAS 

Bhander Sandstone 

D/W 

16.70 

317.00 

189 

54 B15 Da 

54B15Ed 

76°51'20" 

26°27'30" 

KURGAON 

Older Alluvium 

D/W 

14.00 

276.85 

190 

54 B15 Da 

54B15Ed 

76°50'58.93" 

26°27'30.47" 

KURGAON Pz. 

Older Alluvium 

P/z 

50.00 

277.00 

191 

54 F3 Ec 

54F03Ja 

77°07'39.72" 

26°24'30.1" 

LANGRA 

Bhander Sandstone 

D/W 

14.50 

323.15 

192 

54 F3 Ec 

54F03Jb 

77°07'38.94" 

26°24'18.72" 

LANGRA Pz. 

Bhander Sandstone 

P/z 

80.00 

323.15 

193 

54 F3 Ad 

54F03Ja 

77°04'30" 

26 WOO" 

SANKHARA 

Bhander Sandstone 

D/W 

14.25 

298.95 

194 

54 B13 Fd 

54B13Ld 

76°54'36" 

26W43" 

BHOPUR 

Older Alluvium 

D/W 

33.70 

226.00 

195 

54 B13 Ha 

54B130a 

76 WOO" 

26W30" 

BONL 

Older Alluvium 

D/W 

26.05 

224.80 

196 

54 B13 Ec 

54B13Jb 

76°54'20" 

26W30" 

KARERI 

Older Alluvium 

D/W 

23.00 

230.60 

197 

54 B13 Fc 

54B13La 

76°54'15" 

26W12" 

LAP AO LI 

Older Alluvium 

D/W 

9.95 

221.65 

198 

54 B13 Fc 

54B13LC 

76°54'44.64" 

26W36.58" 

LAP AO LI Pz. 

Older Alluvium 

P/z 

70.00 

221.65 

199 

54 B14 Ad 

54B14Ea 

76°49'48.69" 

26°44'24.46" 

MAHESWA 

Older Alluvium 

D/W 

13.15 

231.70 

200 

54 B13 Ed 

54B13Ka 

76°53'40.69" 

26W5.84" 

MOHANPUR 

Older Alluvium 

D/W 

25.95 

220.50 

201 

54 B13 Hd 

54B130C 

76 WOO" 

26°51'00" 

MOHMADPUR 

Older Alluvium 

D/W 

16.10 

220.80 

202 

54 B13 Fc 

54B13Kb 

76°54'13.5" 

26W34.64" 

MUNDIYA 

Older Alluvium 

D/W 

14.50 

223.40 

203 

54 B14 Da 

54B14EC 

76°51'37.96" 

26°44'0.96" 

RANOLI 

Older Alluvium 

D/W 

15.00 

221.85 

204 

54 B14 Ga 

54B14Jd 

76 WOO" 

26W14" 

Khandip 

Older Alluvium 

D/W 

19.05 

245.70 

205 

54 B14 Hb 

54B14Kd 

76 WOO" 

26W36" 

Kusain 

Older Alluvium 

D/W 

19.00 

265.00 
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206 

54 B14 Hb 

54B14Kd 

76°56'00" 

26°35'36" 

Kusain P/z 

Older Alluvium 

P/z 

40.25 

263.25 

207 

54 B14 Db 

54B14Ga 

76°50'27.6" 

26°35'37.45" 

Pilauda 

Older Alluvium 

D/W 

9.50 

260.65 

208 

54 B14 Fcl 

54B140a 

76°56'22.64" 

26°36'18.76" 

Raipur P/Z 

Older Alluvium 

P/z 

41.00 

265.00 

209 

54 B14 Fb 

54B14Hb 

76°50'30" 

26°31 '30" 

Sewa 

Older Alluvium 

D/W 

10.75 

270.60 

210 

54 B14 Fc 

54B14Kb 

76°53'00" 

26°34'15" 

Wajirpur 

Older Alluvium 

D/W 

19.90 

260.30 

211 

54 B14 Fc 

54B14Kd 

76°54'27.88" 

26°34'36.7" 

Wajirpur P/Z 

Older Alluvium 

NA 

52.00 

260.30 

Basin: Ghaggar 

Sub Basin: Ghaggar 

i 

44K3Aa 

44K03AC 

74°02'0.05" 

29 °28'13.33" 

AHAMADPURA 

Younger Alluvium 

D/W 

49.80 

179.41 

2 

44K6Hc 

44K06NC 

74°29'56.84" 

29°39'23.38" 

BASEER 

Younger Alluvium 

D/W 

48.10 

190.33 

3 

44K7Hc 

44K10Ba 

74°30'10.66" 

29°39'30.58" 

BASEER 

Younger Alluvium 

P/z 

120.00 

189.50 

4 

44K7Ba 

44K07Bb 

74°16'15.63" 

29°22'50.52" 

CHOHIYANWALI 

Younger Alluvium 

D/W 

46.85 

182.94 

5 

44K2Fb 

44K02Hd 

74°06'23.23" 

29°30'29.24" 

DULMANA 

Younger Alluvium 

D/W 

47.40 

178.03 

6 

44K6Ac 

44K06CC 

74 °17'42.43" 

29°36'36.66" 

HANUMANGARH J. 

Younger Alluvium 

D/W 

30.00 

185.18 

7 

44K6Ab 

44K06Gb 

74°19'37.97" 

29°33'51.95" 

HANUMANGARH T. 

Younger Alluvium 

P/z 

70.00 

184.50 

8 

44K6Da 

44K06LC 

74°24'50.01" 

29°33'10.37" 

JHAMBAR 

Younger Alluvium 

D/W 

20.50 

186.70 

9 

44K6Ba 

44K06BC 

74°16'56.89" 

29°39'35.21" 

JORKIYAN 

Younger Alluvium 

D/W 

42.70 

184.97 

10 

44K3Ba 

44K03la 

74°08'8.19" 

29 °28'58.43" 

KALIBANGA 

Younger Alluvium 

D/W 

26.70 

190.00 

11 

44K6Ca 

44K06Ha 

74°19'52.78" 

29°33'23.99" 

KOHLA 

Younger Alluvium 

D/W 

47.20 

184.26 

12 

44K7Fa 

44K07Gd 

74°22'14.79" 

29°20'2.79" 

LAKHUWALI 

Younger Alluvium 

D/W 

14.00 

182.88 

13 

44K6Ec 

44K06Ja 

74°23'24.31" 

29°39'47.8" 

MANAKSAR 

Younger Alluvium 

D/W 

18.25 

193.32 

14 

44K1Ab 

44K11Ba 

74°30'20.44" 

29°26'13.86" 

MASITAWALI 

Younger Alluvium 

D/W 

7.00 

188.78 

15 

44K7Dc 

44K07IC 

74°24'29.13" 

29 °28'33.13" 

MUNDA 

Younger Alluvium 

D/W 

36.45 

184.12 

16 

44K7Ea 

44K07Fd 

74°22'23.14" 

29 °23'37.19" 

NAURANGDESAR 

Younger Alluvium 

D/W 

35.30 

185.66 

17 

44K7Ea 

44K07Fd 

74°22'11.96" 

29 °23'55.88" 

NAURANGDESAR 

Younger Alluvium 

P/z 

50.00 

187.60 

18 

44K6Ab 

44K06Fd 

74°20'40.21" 

29°38'52.67" 

NAWAN 

Younger Alluvium 

P/z 

66.00 

185.34 

19 

44K3Ab 

44K03Ea 

74°04'58.59" 

29 °29'24.49" 

PILIBANGA 

Younger Alluvium 

D/W 

43.00 

181.69 

20 

44K3Ca 

44K03Aa 

74°00'36.26" 

29°28'9.26" 

PREMPURA 

Younger Alluvium 

P/z 

50.00 

180.43 

21 

44K6Cb 

44K06DC 

74 °17'0.62" 

29°32'39.86" 

RAMSARA 

Younger Alluvium 

D/W 

42.70 

182.54 

22 

44K6Bc 

44K06BC 

74°18'20.79" 

29°39'46.2" 

RORAWALI 

Younger Alluvium 

D/W 

39.60 

185.24 

23 

44K6Bd 

44K06Fb 

74°19'9.99" 

29°37'30.31" 

SATIPURA 

Younger Alluvium 

D/W 

47.45 

184.78 

24 

44K1OBb 

44K10Ca 

74°30'4.37" 

29°36'50.27" 

TANDURWALI 

Younger Alluvium 

D/W 

29.35 

189.28 

25 

44K10Ea 

44K10Da 

74°30'7.88" 

29°32'44.8" 

TIBBI 

Younger Alluvium 

P/z 

60.00 

193.38 

26 

44G8Eb 

44G08Na 

73°26'24.53" 

29 °10'39.9" 

46GB 

Younger Alluvium 

D/W 

29.90 

152.20 

27 

44G8Eb 

44G08Fa 

73°20'15.39" 

29 °11 '5.88" 

65GB 

Younger Alluvium 

D/W 

43.00 

153.39 

28 

44G8Ga 

44G08Ab 

73 °15'38.47" 

29 °12'10.43" 

75GB 

Younger Alluvium 

D/W 

40.00 

153.23 

29 

44G4Ha 

44G04Mb 

73 °12'32.62" 

29 °11'32.22" 

ANUPGARH 

Younger Alluvium 

D/W 

39.50 

152.61 

30 

44G13IC 

44G03PC 

73 °13'8.88" 

29 °18'13.62" 

BANDA 

Younger Alluvium 

D/W 

23.80 

156.90 

31 

44G8Ga 

44G03Pa 

73 °12'45.96" 

29 °17'46.33" 

BLOOCHIYA 

Younger Alluvium 

D/W 

38.65 

159.09 

32 

44G11 Ed2 

44G11 Ka 

73°38'12.19" 

29 °21'24.97" 

BUGIA 

Younger Alluvium 

D/W 

28.65 

170.19 

33 

44G11 Ed 

44G11KC 

73°39'44.91" 

29°20'49.99" 

JAITSAR 

Younger Alluvium 

D/W 

37.20 

153.16 

34 

44G4Cc 

44G04Ka 

73°08'18.79" 

29°05'48.65" 

PATRODA 

Younger Alluvium 

P/Z 

60.00 

164.20 

35 

44G8Ed 

44G08Ja 

73 °22'33" 

29 °10'28.75" 

RAM SINGHPURA 

Younger Alluvium 

D/W 

24.25 

157.71 

36 

44G8Ed 

44G12Aa 

73°31 '32.59" 

29 °14'34.24" 

VIJAINAGAR 

Younger Alluvium 

P/Z 

75.00 

158.00 

37 

44G7Hc 

44G07Nd 

73 °28'55.55" 

29 °23'50.38" 

SAT JAN DA 

Younger Alluvium 

D/W 

24.80 

161.86 

38 

44G12Gd 

44G12NC 

73°43'33.12" 

29 °10'8.7" 

BIRMANA 

Younger Alluvium 

D/W 

65.05 

173.40 

39 

44G12GC 

44G12Md 

73°43'43.21" 

29 °12'31.86" 

HARDSWALI 

Younger Alluvium 

D/W 

34.96 

166.30 

40 

44G12Ca 

44G11 Pa 

73°42'59.11" 

29 °17'37.14" 

JANKIDASWALI 

Younger Alluvium 

D/W 

34.70 

166.07 

41 

44G15Cb 

44G15Db 

73°46'33.42" 

29 °16'15.46" 

PADAMPURA 

Younger Alluvium 

D/W 

48.20 

166.39 

42 

44G16Db 

44G16la 

73°54'17.71" 

29 °14'0.28" 

PIPERAN 

Younger Alluvium 

D/W 

40.80 

178.21 

43 

44G15Hd 

44G150b 

73°57'38.85" 

29°20'37.21" 

RANGHMAHAL 

Younger Alluvium 

D/W 

55.95 

180.68 

44 

44G14HC 

44G11Nd 

73°44'40.13" 

29 °22'31.26" 

SARDARGARH 

Younger Alluvium 

D/W 

22.00 

173.00 

45 

44G15 

44G15Kb 

73°52'45.81" 

29 °19'14.79" 

SURATGARH 

Younger Alluvium 

P/Z 

75.00 

172.42 

Basin: Luni 

Sub Basin: Bandi 

i 

45 C4 Pa 

45C04Ba 

72°01'5.19" 

25°09'30.65" 

DHUMARIA 

Younger Alluvium 

D/W 

18.90 

76.00 

2 

45 C8 Ca 

45C08Cb 

72 °16'37.55" 

25°04'44.63" 

GOLIA (BHINMAL) 

Younger Alluvium 

D.C.B 

65.00 

141.00 

3 

45 C8 Bb 

45C08Cc 

72 °17'26.74" 

25°05'42.51" 

KUSHLAPURA 

Younger Alluvium 

P/z 

128.90 

139.00 

4 

45 C8 Ca 

45C08HC 

72°20'46.98" 

25°03'13.17" 

LEDERMER 

Older Alluvium 

D/W 

31.30 

169.00 

5 

45D5ld-2 

45D05ld 

72°25'51.01" 

24°56'16.39" 

AMBATRI 

Jalore Granite 

D/W 

28.00 

214.09 

6 

45 C8 Fd 

45C08Lb 

72°23'53.12" 

25°00'33.63" 

BHARUDI 

Older Alluvium 

D/W 

30.50 

204.00 

7 

45 D5 Gd 

45D05NC 

72°28'25.81" 

24°55'21.87" 

CHANDUR 

Jalore Granite 

D/W 

26.00 

225.00 

8 

45 D5 Hd 

45D05Ob 

72°27'32.71" 

24°49'22.29" 

GOLANA 

Jalore Granite 

D/W 

16.50 

259.00 

9 

45 D5 Fa 

45D05Pa 

72°27'45.25" 

24°47'49.81" 

JASWANTPURA 

Jalore Granite 

D/W 

17.10 

272.00 

10 

45 C8 Fd 

45C08Hd 

72°21 '37.83" 

25°01 '32.16" 

KHANPUR 

Jalore Granite 

D/W 

28.30 

188.00 

11 

45 D5 He 

45D05Nb 

72°27'29.75" 

24°53'24.21" 

PAVTI 

Jalore Granite 

D/W 

24.40 

235.00 

12 

45D5ld-1 

45D05ld 

72°25'12.1" 

24°57'19.31" 

SINDARA 

Jalore Granite 

D/W 

29.50 

220.00 

13 

45 C8 Fd 

45C08La 

72°23'5.91" 

25 °01'53.46" 

TAWAB 

Older Alluvium 

D/W 

40.40 

200.00 

Sub Basin: Bandi (Hemawas) | 
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1 

45 G 10 la 

45G10Ob 

73°41 '59.71" 

25°34'6.93" 

AJABJI KAGUDA 

Erinpura Granite 

D/W 

27.00 

306.00 

2 

45 G 10 Ha2 

45G10Jd 

73°40'30.61" 

25°38'29.92" 

ANGDOSH (P) 

Phyllite & Schist 

P/z 

40.00 

294.00 

3 

45 G 10 Ec 

45G10GC 

73°37'28.63" 

25°37'04.30" 

AUWA 

Phyllite & Schist 

D/W 

28.00 

309.00 

4 

45 G 10 Eel 

45G10Ka 

73°37'51.04" 

25°37'15.55" 

AUWA (P) 

Phyllite & Schist 

P/z 

30.00 

309.00 

5 

45 G 10 Ad 

45G10BC 

73°32'55.84" 

25°41'2.47" 

BARSA 

Erinpura Granite 

D/W 

19.00 

257.94 

6 

45 G 10 Ad 

45G1 OAd 

73°32'932" 

25°41'038" 

BARSA 

Erinpura Granite 

P/z 

61.00 

260.00 

7 

45 G 10 Db 

45G10FC 

73°36'625" 

25°40'443" 

BITHURA KALLAN 

Phyllite & Schist 

D/W 

17.80 

295.00 

8 

45 G 10 Db 

45G10FC 

73°36'37.07" 

25°40'27.17" 

BITHURA KALLAN 

Phyllite & Schist 

D/W 

25.40 

271.93 

9 

NA 

45G14Ad 

73°48'26.9" 

25°42'53.39" 

BOPARI 

Older Alluvium 

D/W 

26.20 

332.00 

10 

45 G 10 Gb 

45G10JC 

73°40'17.67" 

25°39'55.72" 

CHELAWAS 

Phyllite & Schist 

D/W 

46.00 

293.00 

11 

45 G 10 Gb 

45G10JC 

73°40'292" 

25°39'914" 

CHELAWAS 

Phyllite & Schist 

D/W 

43.50 

289.59 

12 

45 G 10 Fa 

45G10Gd 

73°37'16.16" 

25°34'52.28" 

DEOLI 

Erinpura Granite 

P/z 

60.00 

289.00 

13 

45 G 10 Fa 

45G10Gd 

73°37'267" 

25°34'866" 

DEOLI 

Erinpura Granite 

D/W 

33.90 

286.86 

14 

45 G 9 Fd 

45G09Lb 

73°39'4.61" 

25°46'27.72" 

DUDHOR 

Phyllite & Schist 

D/W 

30.00 

283.00 

15 

45 G 10 Hb 

45G10Oa 

73°42'516" 

25°36'585" 

GUDA RAM SINGH 

Erinpura Granite 

D/W 

36.00 

306.00 

16 

45 G 10 Eb 

45G10Gd 

73°37'18.3" 

25°35'24.59" 

JAITPURA 

Erinpura Granite 

D/W 

30.00 

287.00 

17 

45 G 10 Id 

45G10PC 

73°44'225" 

25°32'321" 

JOJAWAR 

Erinpura Granite 

D/W 

21.50 

341.00 

18 

45 G 13 Cd 

45G13Ha 

73°50'9.7" 

25°47'15.13" 

KANTALIYA 

Erinpura Granite 

D/W 

27.00 

287.00 

19 

45 G 13 Cd 

45G13Ha 

73°50'164" 

25°47'245" 

KANTALIYA (P) 

Erinpura Granite 

P/z 

60.00 

329.00 

20 

45 G 10 Dal 

45G10EC 

73°35'809" 

25°43'812" 

KHARCHIGAON (P) 

Phyllite & Schist 

P/z 

61.00 

263.00 

21 

45 G 9 Ca 

45G09Da 

73°31'20.39" 

25°47'43.64" 

KHARDI (P) 

Phyllite & Schist 

P/z 

45.00 

240.00 

22 

45 G 9 Id 

45G09Pd 

73°44'44.25" 

25°45'41.7" 

MAN DA 

Older Alluvium 

D/W 

41.00 

307.00 

23 

45 G 9 Id 

45G09Pd 

73°44'52.47" 

25°45'32.32" 

MANDA (P) 

Older Alluvium 

P/z 

70.00 

300.00 

24 

45 G 10 Da 

45G10Ea 

73°35'36.49" 

25°43'49.48" 

MARWAR JN. 

Phyllite & Schist 

D/W 

17.70 

260.75 

25 

45 G 14 Be 

45G14Bd 

73°48'519" 

25°38'184" 

PHULAD 

Erinpura Granite 

D/W 

16.15 

349.00 

26 

NA 

45G14Bd 

73°48'31.09" 

25°38'11.31" 

PHULAD (Pz) 

Erinpura Granite 

NA 

32.00 

346.34 

27 

45 G 10 Ha 

45G1ONb 

73°41 '396" 

25°39'272" 

RADAWAS 

Phyllite & Schist 

D/W 

37.50 

395.00 

28 

NA 

45G1ONb 

73°41'47.91" 

25°39'13.39" 

RADAWAS (P/z) 

Phyllite & Schist 

NA 

60.00 

299.42 

29 

45 G 10 Aa 

45G10AC 

73°31'959" 

25°44'317" 

RAJKIAWAS 

Erinpura Granite 

D/W 

12.40 

252.00 

30 

45 G 10 He 

45G10NC 

73°43'43.76" 

25°39'45.71" 

RANAWAS 

Older Alluvium 

D/W 

52.00 

307.00 

31 

45 G 10 He 

45G10NC 

73°44'10.76" 

25°39'57.6" 

RANAWAS (P) 

Older Alluvium 

P/z 

67.00 

305.00 

32 

45 G 13 Cd 

45G13Dd 

73°47'28.2" 

25°45'29.54" 

SEKHAWAS 

Older Alluvium 

D/W 

30.30 

328.00 

33 

45 G 13 Cd 

45G13Dd 

73°47'478" 

25°45'480" 

SEKHAWAS 

Older Alluvium 

D/W 

28.00 

313.09 

34 

45 G 9 Cc 

45G09Ha 

73°34'205" 

25°47'550" 

SINLA-1 

Phyllite & Schist 

D/W 

29.70 

256.00 

35 

45 G 5 lb 

45G05LC 

73 °24'58.97" 

25°46'53.76" 

BOMADRA 

Phyllite & Schist 

D/W 

21.70 

234.00 

36 

45 G 1 Id 

45G01 Pc 

73 °13'27" 

25°47'22.57" 

JAORIA 

Phyllite & Schist 

D/W 

13.05 

205.00 

37 

45 G 6 Gel 

45G06Ma 

73 °28'6.91" 

25°44'16.32" 

LAMBIYA 

Phyllite & Schist 

D/W 

10.50 

240.44 

38 

45 G 6 Gel 

45G06Ma 

73°28'114" 

25°44'272" 

LAMBIYA 

Phyllite & Schist 

D/W 

17.45 

242.00 

39 

45 G 5 Cc 

45G05Ha 

73 °177.23" 

25°48'5.36" 

PALI 

Phyllite & Schist 

P/z 

65.00 

242.00 

40 

45 G 5 Cc 

45G05DC 

73 °19'49.62" 

25°47'0.58" 

PALI 

Phyllite & Schist 

D/W 

25.10 

230.00 

41 

45 G1 Pb 

45G01 La 

73°07'37.36" 

25°48'37.3" 

CHATELAO 

Younger Alluvium 

D/W 

13.20 

186.00 

42 

45 G1 Bd 

45G01Ca 

73°01'32.5" 

25°50'46.55" 

DHOLERIA JAGIR 

Younger Alluvium 

D/W 

18.75 

179.04 

43 

45 G1 Bd 

45G01Ca 

73°01'32" 

25°50'46" 

DHOLERIA JAGIR 

Younger Alluvium 

D/W 

12.00 

187.00 

44 

45 G 13 Ea 

45C13Fd 

72 °51'55.63" 

25°52'32.86" 

DIWANDI 

Younger Alluvium 

D/W 

10.10 

162.00 

45 

45 G 13 Ea 

45C13Fd 

72°51'55" 

25°52'32" 

DIWANDI 

Younger Alluvium 

D/W 

7.40 

161.71 

46 

45 G 1 Cc 

45G01Cd 

73°03'14.88" 

25°48'48.84" 

JETPUR 

Older Alluvium 

D/W 

16.90 

187.00 

47 

45 G1 la 

45G01Ob 

73 °12'29.19" 

25°49'23.9" 

KHARDA Kl DHANI (P) 

Erinpura Granite 

P/z 

30.00 

215.00 

48 

45 G 13 He 

45C13Nd 

72°59'24.21" 

25°52'52.48" 

NERDA 

Younger Alluvium 

D/W 

13.15 

187.00 

49 

45 G 13 Ha 

45C13Nb 

72°57'28.95" 

25°53'49.85" 

PHENKARIA 

Younger Alluvium 

D/W 

12.40 

173.00 

50 

45 G 13 Ha 

45C13Nb 

72°57'24" 

25°53'30" 

PHENKARIA 

Younger Alluvium 

D/W 

9.40 

167.00 

51 

45 G 1 Fc 

45G01 He 

73°06'48.35" 

25°47'23.42" 

SUKARLAI (P) 

Older Alluvium 

P/z 

54.00 

197.47 

52 

45 G 9 Ic 

45G09Ob 

73°41'33.71" 

25°49'46.77" 

BHEISANA 

Phyllite & Schist 

D/W 

37.70 

287.00 

53 

45 G 9 Ed 

45G09Gd 

73°36'19.54" 

25°49'51.85" 

MAMMAWAS 

Phyllite & Schist 

D/W 

27.20 

269.00 

Sub Basin: Guhiya [ 

i 

45 K1 Ca 

45K01 Dc 

74°02'28.63" 

25°48'34.26" 

ARNALI RUP. 

Phyllite & Schist 

D/W 

18.80 

527.56 

2 

45 K1 He 

45K01Nd 

74 °13-40.47" 

25°53'57.62" 

BADKOCHRAN 

Gneisses(B.G.C.) 

D/W 

18.50 

528.67 

3 

45 K1 Ca 

45K01Cb 

74 °01'11.82" 

25°49'2.85" 

BAMANHEDA 

Phyllite & Schist 

D/W 

18.70 

522.01 

4 

45 J13 Id 

45G13Pd 

73°59'48.4" 

25°45'25.75" 

BARAKHAN 

Phyllite & Schist 

D/W 

13.65 

504.17 

5 

45 K1 Cb 

45K01 Da 

74 °01'48.98" 

25°47'26.6" 

BARAKHERA 

Phyllite & Schist 

D/W 

17.65 

506.54 

6 

45 K1 Eb 

45K01 Db 

74°00'43.41" 

25°46'42.43" 

GADAPA 

Phyllite & Schist 

D/W 

18.00 

500.23 

7 

45 K1 Gb 

45K01Na 

74°12'2.68" 

25°56'14.62" 

JAWAJA 

Phyllite & Schist 

D/W 

17.65 

482.42 

8 

45 K1 Ca 

45K01Cd 

74°02'31.08" 

25°49'58.7" 

KHODMAL 

Phyllite & Schist 

D/W 

18.70 

541.36 

9 

NA 

45K01 Ic 

74°10'21.05" 

25°59'43.59" 

KUNDAL 

Gneisses 

D/W 

10.40 

431.48 

10 

45 K1 Ga 

45K01 Ic 

74°10'25.71" 

25°59'6.26" 

NAIKALAN 

Gneisses 

D/W 

14.05 

454.36 

11 

45 K1 Ga 

45K01 Ic 

74 °11 '2.84" 

25°59'0.15" 

PUNWARIA 

Gneisses 

D/W 

15.65 

479.38 

12 

45 K1 Ha 

45K01Jd 

74°10'42.3" 

25°54'9.24" 

SURAJPURA 

Phyllite & Schist 

D/W 

12.80 

505.38 

13 

45 K1 Ec 

45K01Jb 

74°08'48.73" 

25°52'39.4" 

TARAGARH 

Phyllite & Schist 

D/W 

21.50 

534.83 

14 

45 K1 Ec 

45K01Jb 

74°08'54.66" 

25°52'30.89" 

TARAGARH Pz 

Phyllite & Schist 

P/z 

50.00 

534.85 

15 

45F16Bb 

45F16Ca 

73°45'13.91" 

26°06'37.89" 

BARNA 

Bilara Limestone 

D.C.B 

31+60 m 

267.20 

16 

45F12EC 

45F12Jb 

73°38'30.29" 

26°09'1.78" 

BIJASNI 

Bilara Limestone 

D/W 

25.40 

247.72 
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17 

45F12Ad 

45F12Na 

73°42'43.32" 

26 °10'5.61" 

BILARA 

Bilara Limestone 

D/W 

28.40 

240.00 

18 

45 FI 6 Ad 

45F16Ba 

73°46'5.1" 

26 °10'41.93" 

BINJWARIA 

Bilara Limestone 

D.C.B 

1.60+100 

246.00 

19 

45F12AC 

45F12Fb 

73°34'53.37" 

26°08'00.95" 

GUJRAWAS 

Older Alluvium 

D/W 

12.70 

236.60 

20 

45F16Ba 

45F12Nd 

73°44'57.41" 

26°09'5.13" 

HARSH 

Bilara Limestone 

D/W 

38.00 

250.00 

21 

45F8Hc 

45F08Nd 

73 °28'43.4" 

26°08'58.66" 

HOLPUR KALLA 

Older Alluvium 

D/W 

7.90 

234.70 

22 

45F12Ed 

45F12KC 

73°40'2.36" 

26°06'7.74" 

JETIWAS 

Bilara Limestone 

D/W 

30.85 

260.00 

23 

45 P 16 Ha 

45F16Jd 

73°55'11.06" 

26°09'15.81" 

AGEWA 

Older Alluvium 

D/W 

54.00 

304.00 

24 

45 P 16 Ha 

45F16Jd 

73°55'521" 

26°08'183" 

AGEWA 

Older Alluvium 

D/W 

45.45 

303.69 

25 

45 P 16 Hal 

45F16Jd 

73°55'436" 

26°08'33" 

AGEWA (P) 

Older Alluvium 

D/W 

48.90 

304.00 

26 

45 F 16 Ad2 

45F16BC 

73°48'577" 

26 °10'649" 

JANJANWAS 

Bilara Limestone 

D/W 

28.60 

294.00 

27 

45 F 16 Adi 

45F16BC 

73°48'34.67" 

26°10'39.12" 

JANJANWAS(P) 

Bilara Limestone 

P/z 

45.50 

280.00 

28 

45 F 16 Be 

45F16Fb 

73°49'37.71" 

26°08'15.65" 

PATWA 

Bilara Limestone 

D/W 

30.80 

299.00 

29 

45 G 5 Hd 

45G05Od 

73 °28'19.76" 

25°50'3.31" 

JADAN (P) 

Phyllite & Schist 

P/z 

30.00 

232.00 

30 

45 G 5 Eua 

45G05Gb 

73°20'27.41" 

25°49'44.28" 

BHALA LAO 

Erinpura Granite 

D/W 

14.20 

244.00 

31 

45 G 5 Ed 

45G05Kd 

73 °24'36.44" 

25°50'4.51" 

KHETAWAS 

Phyllite & Schist 

D/W 

21.30 

233.00 

32 

45 G 5 Hb 

45G05Kd 

73 °25'8.33" 

25°50'28.38" 

SAN PA 

Phyllite & Schist 

D/W 

12.50 

228.00 

33 

NA 

45F16Lb 

73°53'37.99" 

26°00'53.81" 

BANSIYA 

Phyllite & Schist 

D/W 

33.30 

306.00 

34 

45 F 16 Cc 

45F16Ha 

73°49'35.48" 

26°03'44.62" 

DEOLI 

Phyllite & Schist 

D/W 

38.45 

307.00 

35 

45 J 4 Cc 

45J04Db 

74°01 '43.71" 

26°00'53.67" 

HARIPUR RLY. St. 

Gneisses 

D/W 

24.50 

344.00 

36 

45 J 4 Pc 

45J04Kb 

74°09'15.22" 

26°04'25.64" 

JHALA Kl CHOWKI 

Gneisses 

D/W 

16.90 

365.00 

37 

45 F 16 Id 

45F16PC 

73°59'07" 

26°02'17" 

JOONTHA 

Erinpura Granite 

D/W 

48.30 

352.00 

38 

45 F 16 Id 

45F16PC 

73°58'622" 

26°02'650" 

JOONTHA 

Erinpura Granite 

D/W 

48.30 

330.00 

39 

45J 4 Ca 

45J04Da 

74°00'317" 

26°03'393" 

KALI KANKAR 

Erinpura Granite 

D/W 

22.30 

330.00 

40 

45 K 1 Bd 

45K01Ga 

74°04'18.41" 

25°51'6.42" 

KOT KIRANA 

Phyllite & Schist 

D/W 

18.40 

523.00 

41 

45 F 16 Hb 

45F160b 

73°57'281" 

26°05'595" 

KUSALPURA 

Erinpura Granite 

D/W 

49.00 

317.00 

42 

45 P 16 Hoi 

45F160b 

73°57'16.78" 

26°05'35.77" 

KUSHALPURA(P) ADP 

Erinpura Granite 

P/z 

63.00 

319.00 

43 

45 J 4 Bd 

45J04Cb 

74°00'10.72" 

26°04'53.96" 

LEELAMBA 

Erinpura Granite 

D/W 

50.00 

341.00 

44 

45 j 4 Bbl 

45J04Cb 

74 W12.34" 

26°04'51.32" 

LEELAMBA(P) ADP 

Erinpura Granite 

P/W 

56.00 

340.00 

45 

45 F 16 Ed 

45F16Kb 

73°53'7.67" 

26°04'55.6" 

NOKH 

Phyllite & Schist 

D/W 

48.30 

332.00 

46 

45 F 16 Ed 

45F16Ka 

73°53'607" 

26°05'660" 

NOKH 

Phyllite & Schist 

D/W 

59.80 

324.00 

47 

45 F 16 Ed 

45F16Ka 

73°53'122" 

26°07'924" 

NOKH 

Phyllite & Schist 

P/W 

70.00 

316.00 

48 

45 F 16 lb 

45F16Ld 

73°56'3.21" 

26 °01'20.92" 

PEEPALIAKALLAN 

Erinpura Granite 

P/z 

60.00 

330.00 

49 

45 F 16 lb 

45F16Pb 

73°56'51.04" 

26 °01'43.36" 

PEEPALIAKALLAN 

Erinpura Granite 

D/W 

42.00 

321.00 

50 

45 J 4 Cc 

45J04Da 

74 oqi - 44.33" 

26°03'16.41" 

RAIPUR 

Gneisses 

P/W 

66.00 

350.00 

51 

45 P 16 Pc 

45F16La 

73°52'48.46" 

26°03'36.23" 

RAMPURA 

Phyllite & Schist 

D/W 

45.75 

304.10 

52 

45 FI 6 Cc 

45F16Kb 

73°53'53" 

26°04'28" 

RAMPURA (P) 

Phyllite & Schist 

P/W 

50.00 

295.00 

53 

45 G 13 Gc 

45G13MC 

73°59'262" 

25°58'912" 

SABALPURA 

Gneisses 

D/W 

16.10 

369.00 

54 

45 G 13 Gc 

45G13MC 

73°59'578" 

25°58'885" 

SABALPURA (P) 

Gneisses 

P/z 

61.00 

391.00 

55 

45 G 1 Gc 

45G01 Na 

73 °13'05" 

25°55'56" 

ARATIYA 

Phyllite & Schist 

D/W 

17.00 

199.00 

56 

45 G1 Ha 

45G01 Nb 

73 °11-042" 

25°53'20" 

BANDAI (P) 

Erinpura Granite 

P/z 

96.00 

205.00 

57 

45 G 5 Aa 

45G05Aa 

73 °16'27.89" 

25°58'10.9" 

BHAKHAR WALA GAON 

Phyllite & Schist 

D/W 

20.50 

208.00 

58 

45 Ga Eb 

45G01 Ka 

73°07'31.52" 

25°52'02.30" 

BITHU 

Younger Alluvium 

D/W 

11.00 

202.00 

59 

45 G 5 Ac 

45G05Ea 

73 °19'28.68" 

25°58'7.68" 

JHEETRA 

Phyllite & Schist 

D/W 

11.30 

232.00 

60 

45 G1 Hb 

45G01Oa 

73 °11'30.24" 

25°51 '1.41" 

KERLA RLY. St. 

Erinpura Granite 

D/W 

23.80 

243.00 

61 

45 G 1 Hd 

45G01OC 

73 °13'58.16" 

25°52'6.36" 

KHARDA 

Erinpura Granite 

D/W 

16.55 

219.00 

62 

45 G 1 Dd 

45G01 lb 

73°08'57.27" 

25°56'33.6" 

ROHIT 

Younger Alluvium 

D/W 

7.50 

186.00 

63 

45 E 4 Id 

45F04Pd 

73 °14'0.92" 

26°0"39.24" 

SAW ALTA KHUNT 

Younger Alluvium 

D/W 

9.10 

206.00 

64 

45 G 1 Ea 

45G01 Fc 

73°05'58.66" 

25°55'2.23" 

SINGHARI(P) 

Younger Alluvium 

P/z 

55.00 

185.00 

65 

45 G 1 Be 

45G01 Fb 

73°04'12.22" 

25°53'19.22" 

SONAI LAKHA (P) ADP 

Younger Alluvium 

P/z 

42.00 

191.00 

66 

45 G 9 Ad 

45G09Fa 

73°34'267" 

25°55'703" 

AJITPURA 

Phyllite & Schist 

D/W 

27.50 

253.07 

67 

45 G 9 Ad 

45G09Fa 

73°34'15.88" 

25°55'42.35" 

AJITPURA (P) 

Phyllite & Schist 

P/z 

65.00 

240.00 

68 

45 F 12 Ic 

45F120d 

73°44'315" 

26°04'378" 

ATPADA 

Bilara Limestone 

D/W 

48.70 

305.00 

69 

45 F 12 Ic 

45F120d 

73°44'19.06" 

26°04'22.77" 

ATPADA (P) 

Bilara Limestone 

D/W 

100.00 

284.27 

70 

45 G 13 Ba 

45G09Ga 

73°33'45.35" 

25°52'26.76" 

BAGAWAS (P) 

Phyllite & Schist 

P/z 

24.00 

255.00 

71 

45 G 13 Ba 

45G13Bd 

73°47'359" 

25°53'750" 

BAGRI (P) 

Phyllite & Schist 

P/z 

62.00 

310.00 

72 

45 G 13 Ba 

45G13Bd 

73°47'21.16" 

25°53'45.17" 

BAGRI RLY. St. 

Phyllite & Schist 

D/W 

27.55 

294.60 

73 

45 G 9 Dc 

45G09Ed 

73°36'25.45" 

25°56'47.00" 

BILAWAS 

Phyllite & Schist 

D/W 

21.00 

270.00 

74 

45 G 9 Dc 

45G09Ed 

73°36'426" 

25°56'772" 

BILAWAS 

Phyllite & Schist 

D/W 

27.20 

256.74 

75 

45 F 12 Fb, 

45F12Hd 

73°36'50.56" 

26°00'1.41" 

BUNTELAO 

Older Alluvium 

D/W 

15.00 

251.00 

76 

45 F 16 Fb, 

45F16Hd 

73°50'634" 

26°00'257" 

CHANDAWAL 

Erinpura Granite 

D/W 

34.20 

295.00 

77 

45 F 16 Ca 

45F16Cd 

73°46'57.39" 

26°03'46.36" 

CHITTARIA 

Bilara Limestone 

D/W 

29.00 

282.24 

78 

45 G 5 Da 

45F08Hd 

73°20'751" 

26°00'846" 

CHUNDLAI ROAD 

Phyllite & Schist 

D/W 

9.75 

228.00 

79 

45 F 12 Ca 

45F12Da 

73°31 '1.32" 

26°02'53.16" 

DANGARWAS 

Phyllite & Schist 

D/W 

10.50 

235.01 

80 

45 F 8 Fb, 

45F08Ha 

73°20'32.3" 

26°02'39.61" 

DURASANI 

Older Alluvium 

D/W 

14.00 

229.00 

81 

45 G 13 Fc 

45G13Kb 

73°52'726" 

25°48'799" 

GUDABHADAWAT 

Erinpura Granite 

D/W 

20.10 

335.00 

82 

45 G 13 Ha 

45G13Jd 

73°55'57.7" 

25°54'17.9" 

GUDABINAJAJI 

Erinpura Granite 

D/W 

23.80 

355.00 

83 

45 F 8 Id 

45F08Pd 

73 °28'44.62" 

26°00'40.63" 

JUMPELAO 

Phyllite & Schist 

D/W 

15.15 

228.00 

84 

45 F 12 Fd 

45F12Lb 

73°37'47.93" 

26°01 '21.97" 

KHARIANEEV (P) 

Bilara Limestone 

D/W 

100.00 

254.00 

85 

45 G 9 Da 

45G09Ed 

73°37'10.75" 

25°58'1.13" 

LUND AW AS 

Phyllite & Schist 

D/W 

23.00 

254.00 

86 

45 F 9 Gc 

45G09Md 

73°43'40.35" 

25°57'31.23" 

MAN D LA 

Bilara Limestone 

D.C.B 

30.00+20 

272.47 
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87 

45 F 9 Gc 

45G09Md 

73°43'671" 

25°57'514" 

MANDLA (P) 

Bilara Limestone 

P/z 

70.00 

291.00 

88 

45 G 5 Gc 

45G05Md 

73 °28'30.76" 

25°57'45.59" 

MODAWAS 

Phyllite & Schist 

D/W 

15.20 

231.00 

89 

45G13 Dc 

45G13Ed 

73°50'58.91" 

25°57'46.86" 

MURDAWA 

Phyllite & Schist 

D/W 

18.70 

291.00 

90 

45 G 9 Hb 

45G09KC 

73°40'908" 

25°51'477" 

RENDRI 

Phyllite & Schist 

D/W 

28.50 

280.00 

91 

45 G 9 Hbl 

45G09KC 

73°40'31.83" 

25°51'19.72" 

RENDRI (P) 

Phyllite & Schist 

D/W 

40.00 

272.11 

92 

45 F 12 Cd 

45F12Hb 

73°35'10.25" 

26°00'25.94" 

ROOPAWAS 

Phyllite & Schist 

D/W 

14.40 

245.89 

93 

45 P 12 Id 

45F12PC 

73°43'13.54" 

26°02'12.18" 

RUNDIA 

Bilara Limestone 

D/W 

53.00 

297.81 

94 

NA 

45F12PC 

73°43'333" 

26°01'056" 

RUNDIA (P) 

Bilara Limestone 

P/z 

70.00 

317.00 

95 

45 G 13 Ac 

45G13AC 

73°47'543" 

25°59'272" 

SANDIYA (P) 

Phyllite & Schist 

P/z 

61.00 

290.00 

96 

45 G 13 Eb 

45G13GC 

73 °51'32.81" 

25°51'5.15" 

SARANGWAS 

Erinpura Granite 

D/W 

25.58 

322.00 

97 

45 G 5 Dc 

45G05lb 

73 °22'45.43" 

25°57'39.65" 

SARDARSAMAND (P) 

Phyllite & Schist 

D/W 

70.00 

220.00 

98 

45 G 13 Bb 

45G09JC 

73°39'55.37" 

25°55'11.78" 

SOJAT CITY 

Phyllite & Schist 

P/z 

58.00 

273.00 

99 

45 G 13 Bb 

45G13Ca 

73°45'654" 

25°52'336" 

SOJAT ROAD 

Phyllite & Schist 

D/W 

50.50 

300.00 

100 

45 G 13 Bb 

45G09OC 

73°44'544" 

25°52'18" 

SOJAT ROAD (PZ) 

Phyllite & Schist 

P/z 

85.00 

292.00 

101 

45 G4 Ab 

45G09Ba 

73°31 '3.76" 

25°55'22.5" 

SURAYATA(P) 

Phyllite & Schist 

D/W 

47.00 

228.00 

102 

NA 

45K05Ba 

74°15'10.49" 

25°55'47.31" 

BHARTWA 

Phyllite & Schist 

D/W 

19.50 

520.00 

103 

NA 

45K01 Gb 

74°05'7.94" 

25°50'6.96" 

JASSA KHERA 

Phyllite & Schist 

P/z 

50.00 

541.00 

104 

NA 

45K01Kb 

74°07'31.8" 

25°50'11.68" 

KOOKRA 

Phyllite & Schist 

D/W 

15.90 

600.00 

105 

NA 

45K01 Gb 

74°05'20.56" 

25°48'54.12" 

MOBAKA TALAB 

Phyllite & Schist 

D/W 

13.70 

571.51 

106 

NA 

45K01Nc 

74°14'52.82" 

25°55'14.12" 

SAROTH 

Gneisses(B.G.C.) 

P/z 

56.00 

552.00 

Sub Basin: Jawai | 

i 

45C15 Be 

45C15Cc 

72°47'44.57" 

25°22'2.19" 

AHORE 

Younger Alluvium 

D.C.B 

49.00 

186.00 

2 

45 Cl 5 Be 

45C15Cc 

72°47'43.57" 

25°22'1.19" 

AHORE P/z 

Younger Alluvium 

P/z 

81.00 

184.00 

3 

45 Cl 5 Ba 

45C15Ca 

72°45'2.15" 

25°22'3.97" 

BHAINSWARA 

Younger Alluvium 

T/W 

50.00 

184.00 

4 

45 Cl 5 Cc 

45C15Ha 

72°48'48.22" 

25 °17'41.2" 

CHAWARCHA 

Younger Alluvium 

D/W 

20.40 

204.00 

5 

45 Cl 5 Ca 

45C15Cd 

72°47'20.28" 

25°19'39.86" 

CHIPARWARA 

Younger Alluvium 

D.C.B 

43.00 

191.00 

6 

45 Cl 5 Eb 

45C15GC 

72°51 '6.56" 

25 °21'30.98" 

DAYALPURA T/W 

Older Alluvium 

D/W 

50.00 

196.00 

7 

45 Cl 5 Fc 

45C15La 

72°53'19.15" 

25 °17'59.77" 

DODIYALI 

Younger Alluvium 

D.C.B 

38.00 

209.00 

8 

45 Cl 4 Cdl 

45C15La 

72°53'19.31" 

25 °17'59.31" 

DUDIA 

Younger Alluvium 

D/W 

19.60 

177.00 

9 

45 Cl 5 Eb 

45C15Ka 

72°52'43.1" 

25°20'55.39" 

GUDA BALOTAN 

Younger Alluvium 

D.C.B 

73.00 

220.00 

10 

45 Cl 5 Eb2 

45C15Ka 

72°52'41.24" 

25°20'54.47" 

GUDA BALOTAN P/z 

Younger Alluvium 

P/z 

76.00 

221.00 

11 

45 Cl 5 lb 

45C15Pb 

72°56'45.3" 

25 °16'38.3" 

PAOTA 

Older Alluvium 

P/z 

110.00 

232.00 

12 

45 Cl 5 Fa 

45C15Gb 

72°50'32.23" 

25°19'11.94" 

THANWLA 

Younger Alluvium 

D.C.B 

54.90 

200.29 

13 

45 Cl 5 Fa 

45C15Ha 

72°50'12.45" 

25°18'28.65" 

THANWLA P/Z 

Younger Alluvium 

P/z 

69.00 

196.00 

14 

45 Cl 5 Bb 

45C15Ca 

72°46'15.59" 

25°20'55.94" 

BHAGLI PUROHITAN 

Younger Alluvium 

D/W 

23.50 

207.00 

15 

45 Cl 1 Dd 

45C11 Fc 

72°36'06.91" 

25°26'10.46" 

BOKRA 

Older Alluvium 

D.C.B 

59.50 

161.00 

16 

45 Cl 1 Hd 

45C110a 

72°42'32.9" 

25 °21'54.77" 

GODAN 

Younger Alluvium 

D.C.B 

57.00 

192.00 

17 

45 Cl 1 Ed 

45C11 Kb 

72°37'50.25" 

25°20'4.62" 

JALORE-I 

Older Alluvium 

D/W 

26.20 

182.00 

18 

NA 

45C11 Fd 

72°35'29.83" 

25°23'51.9" 

JALORE-II 

Younger Alluvium 

D.C.B 

86.20 

206.00 

19 

45 Cl Ea 

45C11Fb 

72°37'29.8" 

25°23'51.1" 

JALORE-II 

Younger Alluvium 

D.C.B 

44.80 

155.00 

20 

45 Cl Hb 

45C11 Kc 

72°40'0.26" 

25°20'46.47" 

LETA 

Younger Alluvium 

D/W 

14.80 

156.00 

21 

45 Cl 5 Cc 

45C15Db 

72°45'39.8" 

25°15'45.77" 

MEDA UPARLA 

Older Alluvium 

D.C.B 

50.90 

247.00 

22 

45C15Db 

45C15Db 

72°45'47.12" 

25 °16'22.97" 

MEDA UPARLA 

Older Alluvium 

P/z 

110.00 

242.00 

23 

45 Cl 1 Ec 

45C11 Kc 

72°39'36.91" 

25°22'25.41" 

MESHPURA 

Younger Alluvium 

D.C.B 

53.50 

183.00 

24 

45 Cl 1 Ad 

45C11Ja 

72°38'22.5" 

25°24'52.77" 

NAWA KHEDA 

Younger Alluvium 

D.C.B 

8.9+Borin 

138.00 

25 

45 Cl 1 Ec 

45C11 Pc 

72°43'14.56" 

25°18'27.2" 

RAJANWADI 

Older Alluvium 

D.C.B 

38.40 

209.00 

26 

45 Cl 1 Ec 

45C11 Pa 

72°42'50.77" 

25°18'05.20" 

RAJANWADI T/W 

Older Alluvium 

T/W 

74.00 

205.68 

27 

45 Cl 1 Hb 

45C110a 

72 °41'46.45" 

25°20'59.97" 

SAKARNA (P/z) 

Younger Alluvium 

P/z 

18.60 

171.00 

28 

45 Cl 1 Ec 

45C11Jb 

72°37'49.61" 

25°23'29.11" 

SAWANTIPURA 

Younger Alluvium 

D.C.B 

37.45 

159.00 

29 

45 Cl 1 Ha 

45C11Na 

72°42'28.4" 

25°24'42.8" 

WADANWADI 

Younger Alluvium 

D.C.B 

101.80 

171.00 

30 

45 Cl 1 Ha 

45C11Na 

72°42'32.97" 

25°24'31.94" 

WADANWADI P/z 

Younger Alluvium 

P/z 

95.00 

171.00 

31 

45 Cl 1 Ab 

45C11Aa 

72°30'5.31" 

25°29'10.27" 

ANVLOJ 

Older Alluvium 

D.C.B 

41.20 

141.00 

32 

45 Cl 1 Ac 

45C11Ac 

72°32'6.74" 

25°29'25.7" 

BALWARA P/z 

Older Alluvium 

P/z 

122.50 

148.00 

33 

45 C7 lb 

45C11Eb 

72°35'22.88" 

25°26'22.78" 

BISHANGARH 

Older Alluvium 

D.C.B 

3.40+Borir 

150.00 

34 

45 C7 He 

45C07Nb 

72°27'40.3" 

25°23'56.49" 

ELANA 

Younger Alluvium 

D.C.B 

88.00 

134.11 

35 

45 C7 Hcl 

45C07Nb 

72°27'39.9" 

25°23'51.2" 

ELANA T/W 

Younger Alluvium 

T/W 

163.00 

132.96 

36 

45 C7 Hbl 

45C07Nb 

72°26'43.85" 

25°22'31.2" 

GOL(Ummedabad) 

Younger Alluvium 

D.C.B 

50.30 

125.00 

37 

45 C7 He 

45C11Ba 

72°30'25.5" 

25°25'58.3" 

KESHWANA 

Older Alluvium 

D.C.B 

49.70 

136.00 

38 

45 C7 Ha 

45C11Bb 

72°30'25.48" 

25°23'58.27" 

KESHWANA P/Z 

Younger Alluvium 

P/z 

80.00 

142.00 

39 

45 C3 Ed 

45C07Jb 

72°22'43.23" 

25°23'26.12" 

KUABER 

Older Alluvium 

D/W 

28.90 

148.00 

40 

45C11Ba 

45C11Ba 

72°30'32.78" 

25°24'53.91" 

MANDAVLA P/Z 

Younger Alluvium 

P/z 

60.00 

151.00 

41 

45 C7 Ed 

45C07Ka 

72°23'56.26" 

25°20'59.73" 

OTWARA 

Younger Alluvium 

D.C.B 

43.00 

130.00 

42 

45 Cl 1 Ad 

45C11 Fa 

72°34'44.4" 

25°25'11.87" 

PAHARPURA 

Younger Alluvium 

D.C.B 

3.00+Borir 

150.00 

43 

45 C7 Gd 

45C07Nc 

72°28'57.73" 

25°26'8.83" 

RATUNJA 

Younger Alluvium 

D.C.B 

44.30 

134.00 

44 

45 Cl 1 Ba 

45C11Bd 

72°32'50.77" 

25°23'48.88" 

SANPHADA 

Younger Alluvium 

D.C.B 

34.00 

145.00 

45 

45 C3 Ea 

45C07JC 

72°24'43.75" 

25°24'42.57" 

TEJA Kl BERI 

Older Alluvium 

D.C.B 

68.50 

177.98 

46 

45 H 1 Ed 

45H01Ka 

73°07'34.83" 

24°50'46.16" 

AMALIYA 

Erinpura Granite 

D/W 

16.10 

414.30 

47 

45 H 1 Ga 

45G04Ld 

73 °10'8.68" 

25°00'33.67" 

BERA 

Erinpura Granite 

D/W 

22.85 

330.00 

48 

45 H 1 Ic 

45H01Ob 

73 °12'46.7" 

24°50'3.67" 

BHIMANA 

Erinpura Granite 

D/W 

16.50 

459.00 

49 

45 G 8 Ca 

45G08Da 

73 °16'21.36" 

25°02'17.99" 

BIJAPUR 

Erinpura Granite 

D/W 

24.30 

344.00 
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50 

45 G 4 Hb 

45G04KC 

73 °10'19.74" 

25°06'52.92" 

BISALPUR 

Erinpura Granite 

D/W 

16.00 

303.63 

51 

45 H 1 Ad 

45H01Eb 

73°04'31.64" 

24°56'21.16" 

CHIMANPURA 

Erinpura Granite 

D/W 

12.10 

352.04 

52 

45 HS Aa 

45H05Ad 

73 °17'13.99" 

24°57'29.98" 

DANWARLI 

Erinpura Granite 

D/W 

9.05 

485.00 

53 

45 H 5Ad 

45H05Eb 

73 °19'828" 

24°56'703" 

GORIYA 

Erinpura Granite 

D/W 

10.70 

530.00 

54 

45 HI Gdl 

45H05Ba 

73 °15'23.17" 

24°54'42.2" 

KHETARLI(P) ADP 

Erinpura Granite 

P/z 

70.00 

477.00 

55 

45 HI BC 

45H01Fb 

73°05'4.04" 

24°54'9.19" 

MALNU 

Erinpura Granite 

D/W 

23.70 

388.00 

56 

45 G4 Fd 

45G04La 

73°08'8.17" 

25°02'4.67" 

MORI RLYSt. 

Erinpura Granite 

D/W 

22.30 

326.00 

57 

45 HI Db 

45H01Fd 

73°07'30.12" 

24°54'13.69" 

NANA 

Erinpura Granite 

D/W 

19.75 

357.00 

58 

45 HI Db 

45H01Fd 

73°07'23.59" 

24°53'59.9" 

NANA (P) 

Erinpura Granite 

P/z 

60.00 

368.00 

59 

45 G 16 Gd 

45C16Md 

72°58'23.12" 

25°12'32.9" 

BHARUNDA (P) 

Older Alluvium 

P/z 

34.00 

240.00 

60 

45 G 4 Ac 

45G04AC 

73°03'42.44" 

25°13'27.66" 

KHIWANDI 

Phyllite & Schist 

D/W 

21.00 

258.00 

61 

45 G 16 Gd 

45C16Na 

72°57'49.96" 

25 °10'24.2" 

KORTA 

Older Alluvium 

D/W 

21.50 

245.00 

62 

45 G 4 Db 

45G04Ed 

73°06'38.32" 

25°12'2.99" 

NETRA 

Phyllite & Schist 

D/W 

25.50 

270.00 

63 

45 G 16 Gc 

45C16Ma 

72°56'58.96" 

25°13'52.32" 

NOVI 

Older Alluvium 

D.C.B 

8.60+20.' 

234.00 

64 

45 G 4 Ba 

45G04Bb 

73°00'835" 

25°08'014" 

PALRI 

Older Alluvium 

D/W 

18.40 

254.00 

65 

45 G 4 Ad 

45G04Ad 

73°03'32.96" 

25 °11'27.15" 

POMAWA 

Phyllite & Schist 

D/W 

26.35 

261.00 

66 

45 G 4 Ad 

45G04Ad 

73°03'556" 

25 °11 '444" 

POMAWA 

Phyllite & Schist 

D/W 

21.10 

258.85 

67 

45 G 4 Ea 

45G04Fa 

73°05'2.72" 

25 °10'05.90" 

SUMERPUR 

Phyllite & Schist 

D/W 

19.20 

267.12 

68 

45 G 4 Ea 

45G04Ed 

73°05'044" 

25 °10'082" 

SUMERPUR (P) 

Phyllite & Schist 

P/z 

60.00 

270.00 

Sub Basin: Jojri j 

i 

45 j 14 Dd 

45J09Pb 

74°42'47.31" 

26°45'4.27" 

KARKERI 

Phyllite & Schist 

D/W 

46.00 

451.67 

2 

45F11Ea 

45F11 Ma 

73 °41'26.99" 

26°29'28.17" 

CHOKRI KALLAN 

Vindhyan Sandstone 

D/W 

46.10 

253.20 

3 

45F15la 

45F15Aa 

73°45'45.29" 

26°29'26.56" 

GORAWAT 

Vindhyan Sandstone 

D/W 

61.20 

259.00 

4 

45F1OCb 

45F1ODb 

73°31'15.31" 

26°30'36.44" 

KAGAL 

Jalore Granite 

D.C.B 

48.30 

337.70 

5 

45F10FC 

45F10La 

73°37'44.67" 

26°32'20.51" 

KHANGTA 

Jalore Granite 

D/W 

36.30 

257.77 

6 

45F1OEd 

45F10KC 

73°39'36.58" 

26°36'38.73" 

KHARIA KHANGAR 

Vindhyan Sandstone 

D/W 

19.60 

312.37 

7 

45F1OJdl 

45F1OPd 

73°43'56.25" 

26°31'4.37" 

KHAWASPURA 

Vindhyan Sandstone 

D.C.B 

19.60+96 r 

251.00 

8 

45F7Fc 

45F07Gd 

73 °22'8.37" 

26°19'42.92" 

KUR 

Jalore Granite 

D/W 

17.70 

228.81 

9 

45F10la 

45F10Pa 

73°42'4.41" 

26°32'52.99" 

MADPURIA 

Vindhyan Sandstone 

D.C.B 

.00+30.00 

285.00 

10 

45F10la 

45F10Pa 

73°42'40.18" 

26°33'35.87" 

PALRISIDHA 

Vindhyan Sandstone 

D.C.B 

.90+15.00 

248.00 

11 

45F7Fc 

45F07Ka 

73 °23'24.17" 

26°22'11.32" 

RAMRAWAS KALLA 

Jalore Granite 

D/W 

25.20 

228.95 

12 

45F1OCc 

45F10Ha 

73°33'52.45" 

26°32'45.5" 

RATKUDIA 

Jalore Granite 

D/W 

65.20 

250.95 

13 

45F7Gb 

45F07Mb 

73°26'25.87" 

26°27'25.59" 

SALWA KHURD 

Jalore Granite 

D/W 

38.85 

250.40 

14 

45F11 Acl 

45F11Eb 

73°34'25.99" 

26°27'16.64" 

SATHIN 

Jalore Granite 

D/W 

27.70 

257.90 

15 

45F11 Ed 

45F11 Ka 

73°38'3.17" 

26 °21'25.82" 

ANAWAS 

Jalore Granite 

D/W 

22.55 

253.85 

16 

45F11 Eb 

45F11Bb 

73°30'5.7" 

26°25'41.21" 

BAGARKI 

Jalore Granite 

D/W 

31.40 

238.50 

17 

45F7Hb 

45F07Kd 

73 °25'27.05" 

26°19'03.11" 

BENAN 

Jalore Granite 

D/W 

17.70 

229.20 

18 

45F4Ed 

45F07La 

73 °22'31.24" 

26 °17'10.06" 

BINAWAS 

Jalore Granite 

D/W 

32.00 

229.25 

19 

45F15AC 

45F15Ad 

73°48'8.5" 

26°28'5.49" 

BORUNDA 

Bilara Limestone 

D/W 

52.00 

250.00 

20 

45F15AC 

45F15Ad 

73°48'8.5" 

26°28'5.49" 

BORUNDA1 

Bilara Limestone 

D/W 

47.00 

250.00 

21 

45F1 ICa 

45F11 Da 

73°31'18.92" 

26 °17'35.68" 

BOYAL 

Jalore Granite 

D/W 

20.20 

238.90 

22 

45F7Hb 

45F07Oa 

73°27'25.89" 

26°21'5.75" 

BUCHAKALLA 

Jalore Granite 

D/W 

32.50 

207.32 

23 

45F7Fc 

45F07La 

73 °24'0" 

26°18'30" 

CHANDAWAS 

Jalore Granite 

D/W 

18.80 

227.98 

24 

NA 

45F08la 

73 °23'30.84" 

26°14'56.49" 

CHANDELAO 

Jalore Granite 

D/W 

21.00 

232.82 

25 

45F11Eb 

45F11GC 

73°35'49.45" 

26°21'15.55" 

CHIRDHANI 

Jalore Granite 

D/W 

28.60 

244.10 

26 

45F11 Ed 

45F11 Md 

73°43'54.53" 

26°26'30.47" 

GHARSURIA 

Vindhyan Sandstone 

D/W 

32.20 

280.80 

27 

45F11Ea 

45F11Fb 

73°35'28.32" 

26°24'1.39" 

JHALIWARA KALLA 

Jalore Granite 

D/W 

30.85 

241.55 

28 

45F7ld 

45F07Pd 

73 °29'40.05" 

26 °16'48.96" 

KAPARDA 

Older Alluvium 

D/W 

15.55 

235.08 

29 

45F11Ja 

45F11 Kd 

73°40'52.72" 

26°19'55.83" 

KHEJERLA 

Jalore Granite 

D/W 

27.00 

263.80 

30 

45F11 Gb 

45F111d 

73°40'30" 

26°27'30" 

LAWARI 

Vindhyan Sandstone 

D/W 

39.00 

263.17 

31 

NA 

45F11Ja 

73°38'46.45" 

26°25'4.79" 

MALAWAS 

Jalore Granite 

D/W 

41.20 

276.15 

32 

NA 

45F11Fb 

73°34'42.67" 

26°23'54.4" 

NANAN 

Jalore Granite 

D/W 

18.00 

256.68 

33 

45F15Db 

45F15Fa 

73°50'27.8" 

26°25'46.22" 

PATEL NAGAR 

Bilara Limestone 

D/W 

62.10 

300.00 

34 

45F11Ba 

45F11Bd 

73°32'37.67" 

26°22'46.88" 

PIPARCITY 

Jalore Granite 

D/W 

42.80 

227.07 

35 

45F11Ec 

45F11Jb 

73°39'19.5" 

26°23'25.56" 

RAWNIANA 

Jalore Granite 

D/W 

24.20 

264.20 

36 

45F7Hc 

45F07Nd 

73 °29'52.36" 

26°23'18.77" 

RIAN 

Jalore Granite 

D/W 

34.36 

216.00 

37 

45F11 He 

45F11 Nd 

73°43'40" 

26°24'0" 

SONIYA 

Vindhyan Sandstone 

NA 

NA 

280.80 

38 

45F11 Fa 

45F11 He 

73°36'4.5" 

26 °17'25.68" 

TILWASNI 

Jalore Granite 

D/W 

26.00 

245.16 

39 

45F4Gb 

45F04Mb 

73 °12'5.79" 

26°11'47.87" 

KAKELAO 

Older Alluvium 

D/W 

12.00 

200.00 

40 

45F7Ga 

45F07Da 

73 °15'10" 

26°18'15" 

BABRLA 

Jalore Granite 

D/W 

28.35 

230.00 

41 

45F8Da 

45F08Ea 

73 °19'18.57" 

26°14'58.94" 

BISALPUR 

Jalore Granite 

D/W 

13.80 

220.00 

42 

45F7Fb 

45F07Hb 

73°20'3.76" 

26 °16'35.9" 

DANTIWARA 

Jalore Granite 

D/W 

15.17 

225.00 

43 

45F7Cb 

45F07Db 

73 °15'59.59" 

26°15'2.71" 

JATIYAWAS 

Jalore Granite 

D/W 

16.52 

225.00 

44 

45 J 6 Ac 

45J05Dd 

74°18'22.49" 

26°45'21.68" 

Achojai 

Older Alluvium 

D/W 

32.00 

364.00 

45 

45 J1 Gel 

45J01Ob 

74°11'25.95" 

26°50'35.39" 

Antroli Kalian 

Older Alluvium 

D/W 

27.10 

312.00 

46 

45 J1 Gc2 

45J01 Md 

74°13'48.64" 

26°57'54.92" 

Bamna Jagir 

Older Alluvium 

D/W 

45.80 

334.00 

47 

45 J5 Ad 

45J05Fa 

74°19'58.59" 

26°55'16.78" 

Chandaroon 

Older Alluvium 

D/W 

38.30 

330.00 

48 

45 J1 Ebl 

45J01Ga 

74°04'27.19" 

26°51'40.13" 

Choliyas 

Tertiary Sandstone 

D/W 

48.50 

314.00 

49 

45 J 8 Aa 

45J01 Ma 

74 oi 2 'i. 4 " 

26°58'27.55" 

Chosli 

Older Alluvium 

D/W 

45.00 

329.00 

50 

45 J 8 Aa 

45J01 Ma 

74°12'28.68" 

26°58'32.63" 

Chosli 

Older Alluvium 

P/z 

105.00 

329.00 
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51 

45 J5 Bd 

45J05Ga 

74°19'33" 

26°52'02" 

Degana 

Older Alluvium 

D/W 

50.00 

338.00 

52 

45 J5 Bd 

45J05Ga 

74°19'33" 

26°52'02" 

Degana 

Older Alluvium 

P/z 

64.00 

338.00 

53 

45 J1 Gd 

45J01NC 

74°14'56.45" 

26°55'40.52" 

Gundisar 

Older Alluvium 

D/W 

46.65 

326.00 

54 

45 J5 Aa 

45J05Aa 

74°15'33.96" 

26°58'23.63" 

Habchar 

Older Alluvium 

D/W 

43.90 

337.00 

55 

45 J5 cb 

45J05Da 

74°15'35.07" 

26°47'19.87" 

Idwa 

Older Alluvium 

D/W 

36.00 

333.00 

56 

45 J5 cb 

45J05Da 

74°15'54.12" 

26°47'34.65" 

Idwa 

Older Alluvium 

P/z 

100.00 

333.00 

57 

45 J6 Ea 

45J06Fb 

74°20'9.75" 

26°39'10.5" 

Itawara 

Older Alluvium 

D/W 

28.10 

362.00 

58 

45 J6 Ea 

45J06Fb 

74°20'1.6" 

26°39'14.65" 

Itawara 

Older Alluvium 

P/z 

96.00 

362.00 

59 

45 J6 Ca 

45J01OC 

74°13'55.33" 

26°51 '38.85" 

Jalsoo Nanak 

Older Alluvium 

D/W 

42.70 

327.00 

60 

45 J5 Ec2 

45J05Ka 

74°23'6.11" 

26°50'55.15" 

Jawa 

Older Alluvium 

D/W 

38.30 

364.00 

61 

45 18 Ca 

45I08DC 

74 °17'47.45" 

27°02'42.96" 

Kawal 

Older Alluvium 

P/z 

100.00 

352.00 

62 

45 J1 Eel 

45J01Jb 

74°08'15.69" 

26°54'15.59" 

Khuri Kalian 

Tertiary Sandstone 

P/z 

100.00 

313.00 

63 

45 J1 Eel 

45J01Ja 

74°07'55.23" 

26°54'35.94" 

Khuri Kalian 

Tertiary Sandstone 

D/W 

42.00 

313.00 

64 

45 J5 Ac 

45l08Hb 

74°18'49.63" 

27°00'22.12" 

Kiroda 

Older Alluvium 

D/W 

52.00 

345.00 

65 

45 J5 Eel 

45J05Ka 

74°22'43.86" 

26°52'22.36" 

Kitalsar 

Older Alluvium 

D/W 

66.00 

346.00 

66 

45 J1 Ec2 

45J01Jd 

74°10'37.41" 

26°53'23.34" 

Mogas 

Older Alluvium 

D/W 

40.10 

312.00 

67 

45 J1 Fe 

45J01 Kb 

74°07'41.45" 

26°49'0.63" 

Nimbola Khurd 

Older Alluvium 

D/W 

37.90 

314.00 

68 

45 J6 Dd 

45J06Ed 

74°22'19.4" 

26°42'4.67" 

Pacharanda 

Phyllite & Schist 

P/z 

102.00 

374.00 

69 

45 J6 Dd 

45J06Ed 

74°22'22" 

26°42'12" 

Pacharanda 

Phyllite & Schist 

D/W 

42.00 

374.00 

70 

45 J5 Fa 

45J05HC 

74°22'18.73" 

26°47'5.89" 

Pundlota 

Older Alluvium 

D/W 

39.95 

353.00 

71 

45116Ea 

45116Eb 

74°49'38.69" 

27 °11 '46.38" 

Annandpura 

Older Alluvium 

P/z 

70.00 

389.00 

72 

45116Ea 

45116Fa 

74°50'6.21" 

27°09'34.78" 

Kuchaman 

Older Alluvium 

D/W 

37.00 

390.00 

73 

45116Gc 

45116Mc 

74°59'10.92" 

27°13'51.69" 

Kukanwali 

Older Alluvium 

D/W 

28.00 

431.00 

74 

45116Gc 

45116Mc 

74°59'13.93" 

27°13'53.49" 

Kukanwali 

Older Alluvium 

P/z 

86.00 

431.00 

75 

45M3Cd 

45M03Hb 

75°04'15.07" 

27 °16'13.51" 

Lamba 

Older Alluvium 

D/W 

55.00 

475.00 

76 

45M3Cb 

45M03Dd 

75°02'20.65" 

27 °15'37.93" 

Nelot 

Older Alluvium 

D/W 

38.80 

453.00 

77 

45M3Cb 

45M03Dd 

75°02'13.26" 

27°15'41.46" 

Nelot 

Older Alluvium 

P/z 

120.00 

453.00 

78 

45J16BC 

45116Bd 

74°47'59.71" 

27°09'6.85" 

Rooppura 

Older Alluvium 

D/W 

45.00 

397.00 

79 

45M3Cd 

45M03Cd 

75°02'6.88" 

27°19'10.89" 

Todawas 

Older Alluvium 

D/W 

51.65 

430.00 

80 

45116Bd 

45116Bb 

74°45'35.69" 

27°07'53.99" 

Barwali 

Older Alluvium 

D/W 

65.40 

399.00 

81 

45J9AC 

45J09AC 

74°33'28.59" 

26°59'53.72" 

Besroli 

Older Alluvium 

D/W 

52.10 

354.00 

82 

45J5Dd 

45J05lb 

74°23'19.58" 

26°58'4.15" 

Bhaiya Kalian 

Older Alluvium 

D/W 

38.50 

345.00 

83 

45J9Dd 

45J09lb 

74°39'0.47" 

26°56'24.61" 

Billo 

Older Alluvium 

D/W 

60.12 

432.00 

84 

451121b 

45112Ld 

74°40'23.72" 

27°01 '48.26" 

Borawar 

Phyllite & Schist 

D/W 

62.60 

398.00 

85 

45J9Dd 

45J05Mb 

74°27'9.3" 

26°57'1.73" 

Gachhipura 

Older Alluvium 

P/z 

100.00 

356.00 

86 

45J9Dd 

45J05Mb 

74°27'10" 

26°57'03" 

Gachhipura 

Older Alluvium 

D/W 

45.20 

356.00 

87 

45J9AC 

45J09Aa 

74°30'53.81" 

26°59'46.5" 

Gedha 

Older Alluvium 

D/W 

58.75 

367.00 

88 

451121a 

451120b 

74°41 '27.69" 

27°04'52.24" 

Jakhli 

Older Alluvium 

D/W 

55.00 

395.00 

89 

45181b 

45l08Pa 

74°27'26.94" 

27°02'25.21" 

Jaswantpura 

Older Alluvium 

D/W 

48.50 

349.00 

90 

45112Fb 

45I12HC 

74°37'18.1" 

27°02'27.93" 

Kalwa 

Phyllite & Schist 

P/z 

61.00 

386.00 

91 

45112Fb 

45I12HC 

74°37'1.14" 

27°02'44.8" 

Kalwa 

Phyllite & Schist 

D/W 

58.60 

386.00 

92 

45181a 

45I08PC 

74°28'46.6" 

27°02'52.61" 

Kalyanpura 

Phyllite & Schist 

D/W 

60.25 

353.00 

93 

45181a 

45l08Od 

74°28'21.45" 

27°04'48.78" 

Kalyanpura 

Phyllite & Schist 

P/z 

67.00 

353.00 

94 

45J5Ha 

45J05Nb 

74°27'45.85" 

26°53'50.74" 

Kheri Sila 

Older Alluvium 

D/W 

59.00 

366.00 

95 

45112ld 

45112Pc 

74°44'1.78" 

27°02'15.52" 

Makrana 

Older Alluvium 

D/W 

44.00 

426.00 

96 

45112Ec 

45112Gb 

74°34'26.49" 

27°04'43.61" 

Manana 

Phyllite & Schist 

D/W 

30.10 

362.00 

97 

45J9Ad 

45J09Eb 

74°35'2.13" 

26°57'45.35" 

Nandoli Mertiya 

Older Alluvium 

D/W 

59.25 

390.00 

98 

45J9Ad 

45J09Eb 

74°35'1.09" 

26°57'46.41" 

Nandoli Mertiya 

Older Alluvium 

P/z 

122.00 

390.00 

99 

45l8Fb 

45l08Hd 

74°21'58.19" 

27°01 '24.96" 

Nosariya 

Older Alluvium 

D/W 

42.00 

347.00 

100 

45l8Hb 

45l08Kd 

74°25'23.54" 

27°05'20.11" 

Rani Gaon 

Phyllite & Schist 

D/W 

38.50 

353.00 

101 

45l8Hb 

45l08Kd 

74°25'38.93" 

27°05'30.14" 

Rani Gaon 

Phyllite & Schist 

P/z 

72.00 

353.00 

102 

45J5Ha 

45l08Pd 

74°29'21.6" 

27°00'30.92" 

Shivrasi 

Older Alluvium 

D/W 

47.00 

350.00 

103 

45112Ed 

45112Jd 

74°39'55.95" 

27°08'38.8" 

Suratpura 

Older Alluvium 

D/W 

40.20 

362.00 

104 

45F14BC 

45F14Fa 

73°49'16.09" 

26°39'26.86" 

Bakaliawas 

Vindhyan Sandstone 

P/z 

480.00 

318.00 

105 

45F14BC 

45F14Fa 

73°49'16" 

26°39'27" 

Bakaliawas 

Vindhyan Sandstone 

D/W 

42.70 

318.00 

106 

45F14Fb 

45F14Hb 

73°49'54" 

26°30'13" 

Beetan 

Bilara Limestone 

D/W 

80.15 

308.00 

107 

45F14Fb 

45F14Hb 

73°49'54.06" 

26°30'13.51" 

Beetan 

Bilara Limestone 

D/W 

150.00 

308.00 

108 

45F10FC 

45F10PC 

73°44'43.7" 

26°33'44.66" 

Dhanapa 

Bilara Limestone 

D/W 

200.00 

299.00 

109 

45F10FC 

45F1 OOd 

73°44'42.7" 

26°33'56.32" 

Dhanapa 

Bilara Limestone 

D/W 

51.05 

299.00 

110 

45F14Ed 

45F14Ka 

73°52'33.94" 

26°36'5.59" 

Ganthiya 

Tertiary Sandstone 

D/W 

43.65 

296.00 

111 

45F10FHa 

45F10NC 

73°43'41.29" 

26°39'22.73" 

Gotan 

Bilara Limestone 

D/W 

65.80 

324.00 

112 

45F10Ha 

45F10Na 

73°42'53.57" 

26°39'47.18" 

Gotan 

Bilara Limestone 

D/W 

175.00 

324.00 

113 

45F14ld 

45F14Pd 

73°58'56.12" 

26 °31'46.48" 

Khakharki 

Tertiary Sandstone 

D/W 

60.00 

311.00 

114 

45JICh 

45F13Pd 

73°58'40.46" 

26°45'56.99" 

Kheduli 

Older Alluvium 

D/W 

25.00 

305.00 

115 

45JICh 

45F13LC 

73°56'9.32" 

26°47'12.11" 

Kheduli (Jaroda) 

Older Alluvium 

P/z 

136.00 

308.00 

116 

45F14Fd 

45F14Ld 

73°54'27.57" 

26°30'50.54" 

Luniyas 

Tertiary Sandstone 

D/W 

85.00 

305.00 

117 

45F13Fd 

45F14Ka 

73°53'51" 

26°36'49" 

Marwar Chapri 

Tertiary Sandstone 

D/W 

46.90 

319.00 

118 

45F13Fd 

45F13Lb 

73°53'52.04" 

26°46'48.76" 

Marwar Chapri 

Tertiary Sandstone 

P/z 

75.00 

319.00 

119 

45J2Ba 

45J02Bb 

74°01 '2.61" 

26°38'19.14" 

Merta City 

Older Alluvium 

D/W 

24.60 

304.00 

120 

45F14Ga 

45F14IC 

73°55'28.57" 

26°43'30.92" 

Merta Road 

Tertiary Sandstone 

P/z 

119.00 

318.00 
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121 

45F14Ga 

45F14IC 

73°55'29" 

26°43'31" 

Merta Road 

Tertiary Sandstone 

D/W 

63.20 

318.00 

122 

45F14Ha 

45F14Kb 

73°53'41" 

26°35'26" 

Mokala 

Tertiary Sandstone 

D/W 

26.60 

309.00 

123 

45F14Ha 

45F14Kb 

73°53'41" 

26°35'26" 

Mokala 

Tertiary Sandstone 

P/z 

162.00 

309.00 

124 

45F14Ha 

45F14Nb 

73°56'16.26" 

26°37'52.42" 

Mokala 

Tertiary Sandstone 

P/z 

90.00 

309.00 

125 

45F13Cb2 

45F13Db 

73°46'16.32" 

26°45'28.32" 

Nokha Chandawata 

Vindhyan Sandstone 

P/z 

150.00 

353.00 

126 

45F13Cb2 

45F13Db 

73°46'14.73" 

26°45'31.87" 

Nokha Chandawata 

Vindhyan Sandstone 

D/W 

37.50 

353.00 

127 

45F14Cc2 

45F14DC 

73°48'31.43" 

26°32'38.4" 

Pundloo 

Bilara Limestone 

D/W 

44.60 

291.00 

128 

45F14Cc2 

45F14Ha 

73°49'8.56" 

26°32'50.57" 

Pundloo 

Bilara Limestone 

D/W 

150.00 

291.00 

129 

45J1 Fb 

45J01 Ha 

74°05'21.73" 

26°48'37.89" 

Ren 

Older Alluvium 

D/W 

25.95 

313.00 

130 

45J1Fb 

45J01 Ha 

74°05'22" 

26°48'38" 

Ren 

Older Alluvium 

P/z 

105.00 

313.00 

131 

45F14Db 

45F14Eb 

73°50'11.28" 

26°41 '58.52" 

Riyan Shyam Das 

Vindhyan Sandstone 

D/W 

65.00 

323.00 

132 

45F13Ta 

45F130b 

73°57'44.09" 

26°48'59.4" 

Sirsala 

Tertiary Sandstone 

D/W 

56.35 

313.00 

133 

45F10Hc2 

45F10OC 

73°43'15.79" 

26°36'19.36" 

Talanpur 

Bilara Limestone 

D/W 

150.00 

304.00 

134 

45F10Hc2 

45F10OC 

73°43'15.24" 

26°36'40.25" 

Talanpur 

Bilara Limestone 

D/W 

49.20 

304.00 

135 

45F9IC 

45F09PC 

73°44'12.44" 

26°48'13.69" 

Dhawa 

Vindhyan Sandstone 

P/z 

140.00 

362.00 

136 

45F9IC 

45F09PC 

73°44'13" 

26°48'14" 

Dhawa 

Vindhyan Sandstone 

D/W 

120.00 

362.00 

137 

45J5la 

45J05Pa 

74°26'16.79" 

26°48'28.98" 

Antroli Sanga 

Older Alluvium 

D/W 

61.10 

375.00 

138 

45J9Fa 

45J09Ha 

74°35'30.03" 

26°48'43.74" 

Bagot 

Older Alluvium 

D/W 

46.30 

422.00 

139 

45J9Ea 

45J09Fb 

74°35'01" 

26°53'57" 

Baru 

Older Alluvium 

D/W 

42.50 

426.00 

140 

45J9Ea 

45J09Fd 

74°36'0.36" 

26°53'56.74" 

Baru 

Older Alluvium 

P/z 

91.00 

426.00 

141 

45J1 OHal 

45J10JC 

74°39'45" 

26°40'33" 

Bhadsiya 

Older Alluvium 

D/W 

37.50 

468.00 

142 

45J1 OHal 

45J10JC 

74°39'45.51" 

26°40'33.14" 

Bhadsiya 

Older Alluvium 

P/z 

135.00 

468.00 

143 

45J9Eb 

45J09Fd 

74°37'7.45" 

26°52'35.83" 

Bhadwa 

Older Alluvium 

D/W 

56.00 

385.00 

144 

45J9Bb 

45J09Db 

74°30'26.89" 

26°46'17.96" 

Bhakri 

Older Alluvium 

D/W 

43.75 

389.00 

145 

45J9Bb 

45J09Ca 

74°30'2.21" 

26°51 '37.63" 

Gular 

Older Alluvium 

D/W 

62.60 

433.00 

146 

45J9EC 

45J09Jb 

74°39'15.9" 

26°53'29.8" 

Hurdhani 

Older Alluvium 

D/W 

50.50 

435.00 

147 

45J9FC 

45J09Kb 

74°37'52.88" 

26°49'14.42" 

Kanwlad 

Older Alluvium 

D/W 

40.00 

446.00 

148 

45J10Bb 

45J10Ad 

74°33'39.33" 

26°41 '54.4" 

Netiyas 

Phyllite & Schist 

P/z 

80.00 

439.00 

149 

45J10Db2 

45J101b 

74°37'37.2" 

26°41 '41.69" 

Peelwa 

Phyllite & Schist 

D/W 

29.70 

462.00 

150 

45J9Fd 

45J09Hd 

74°37'29.78" 

26°46'45.85" 

Rabriyad 

Older Alluvium 

D/W 

25.90 

426.00 

151 

45J10Bb 

45J10Ad 

74°32'30.97" 

26°41 '54.65" 

Rid 

Phyllite & Schist 

D/W 

31.00 

425.00 

152 

45J2Cb 

45J02DC 

74°01 '57.54" 

26 °31'52.91" 

Akeli 

Older Alluvium 

P/z 

146.00 

309.00 

153 

45J2Cb 

45J02Da 

74°01 '37.29" 

26°32'8.95" 

Akeli 

Older Alluvium 

D/W 

46.00 

309.00 

154 

45J2Jd 

45J02Md 

74°13'45.28" 

26°42'0.18" 

Bagar 

Older Alluvium 

D/W 

37.00 

337.00 

155 

45J6Ha 

45J06Jd 

74°24'51" 

26°38'51" 

Bherunda 

Phyllite & Schist 

D/W 

16.75 

410.00 

156 

45J2Ha 

45J02Nb 

74 °11 '42.53" 

26°38'26.27" 

Lampolai 

Older Alluvium 

D/W 

14.00 

336.00 

157 

45l6Bd 

45J06Ca 

74°15'50.86" 

26°36'44.52" 

Padoo Kalian 

Older Alluvium 

D/W 

45.00 

354.00 

158 

45l6Bd 

45J06Ca 

74°15'53.49" 

26°37'21.43" 

Padoo Kalian 

Older Alluvium 

P/z 

124.00 

354.00 

159 

45J6ld 

45J02PC 

74°14'15" 

26°32'12" 

Riyan Badi 

Older Alluvium 

D/W 

39.00 

350.00 

160 

45J6ld 

45J02Od 

74°14'19" 

26°34'37" 

Riyan Badi 

Older Alluvium 

P/z 

86.00 

350.00 

161 

45J2lc 

45J02Od 

74°14'15.46" 

26°34'35.68" 

Sensra 

Older Alluvium 

D/W 

55.00 

362.00 

Sub Basin: Khari | 

i 

45 C8 Be 

45C08Jb 

72°23'52.19" 

25°07'39.98" 

BHIMPURA 

Older Alluvium 

D/W 

37.00 

151.00 

2 

45 Cl 2 Ec 

45C1 IGd 

72°36'23.2" 

25°19'25.59" 

ADWARA 

Older Alluvium 

D.C.B 

30.65 

171.00 

3 

45 Cl 2 Ea 

45C12FC 

72°35'48.02" 

25°09'41.49" 

AKOLI 

Younger Alluvium 

D.C.B 

54.00 

160.00 

4 

45 Cl 2 Db 

45C12Eb 

72°35'30.87" 

25 °11 '43.1" 

BAGRA 

Older Alluvium 

P/z 

94.00 

154.00 

5 

45 Cl 1 Fa 

45C11Hb 

72°35'30.82" 

25 °16'42.19" 

BHAGLI SIDHLAN 

Older Alluvium 

D.C.B 

53.20 

186.00 

6 

45C12Na 

45C12Na 

72°42'44.24" 

25 °10'28.23" 

BHETALA 

Older Alluvium 

P/z 

101.00 

215.00 

7 

45 Cl 2 Gb 

45C12Na 

72°42'13.32" 

25 °10'29.56" 

BHETALA 

Older Alluvium 

D/W 

26.70 

217.00 

8 

45 Cl 2 Da 

45C12Ja 

72°38'16.43" 

25°10'12.32" 

DEGAON 

Younger Alluvium 

D.C.B 

83.00 

166.00 

9 

45 Cl 2 Cc 

45C12Cc 

72°33'7.05" 

25°07'24.76" 

DELDARI 

Older Alluvium 

D.C.B 

86.25 

180.00 

10 

45 Cl 2 Eb 

45C12Kb 

72°38'38.19" 

25°04'35.34" 

DEWARA 

Older Alluvium 

D/W 

26.70 

204.00 

11 

45 Cl 2 Da 

45C12EC 

72°35'55.32" 

25°13'48.37" 

DHANPUR 

Older Alluvium 

D.C.B 

47.60 

152.00 

12 

45 Cl 1 Fb 

45C11Ld 

72°40'0.77" 

25 °16'12.52" 

DHAVLA 

Older Alluvium 

D.C.B 

T50+Borir 

204.07 

13 

45 Cl 2 Db 

45C12Ja 

72°37'37.3" 

25 °10'22.7" 

DUDSI 

Older Alluvium 

D.C.B 

3.10+Borir 

168.42 

14 

NA 

45C12Ja 

72°37'37.37" 

25 °10'22.94" 

DUDSI P/Z 

Older Alluvium 

P/z 

56.10 

179.00 

15 

45 Cl 2 Fib 

45C120b 

72°41 '20.9" 

25°04'59.3" 

KANDHAR 

Older Alluvium 

D/W 

28.00 

204.00 

16 

45 Cl 2 Gd 

45C12Mb 

72°42'41.15" 

25°11'35.31" 

MAYLAWAS 

Older Alluvium 

D/W 

18.60 

233.00 

17 

45 Cl 2 Ba 

45C12Ba 

72°30'30.74" 

25°10'18.73" 

NUN P/z 

Younger Alluvium 

P/z 

59.60 

144.29 

18 

NA 

45C11 He 

72°37'3.12" 

25°18'16.43" 

RANCHOD NAGAR 

Older Alluvium 

P/z 

108.40 

209.42 

19 

45 Cl 1 Cd 

45C11Dd 

72°33'35.08" 

25 °16'15.5" 

REWAT 

Older Alluvium 

P/z 

109.00 

168.00 

20 

45 Cl 2 Ab 

45C12BC 

72°32'46.14" 

25 °11'13.22" 

SANTHU 

Older Alluvium 

D.C.B 

90.00 

148.00 

21 

45 Cl 2 Fc 

45C12La 

72°38'34.0" 

25°03'38.8" 

SAWNA 

Older Alluvium 

D/W 

23.30 

209.00 

22 

45 Cl 2 Ha 

45C12Jd 

72°40'33.45" 

25°08'44.2" 

SI YANA 

Younger Alluvium 

D.C.B 

28.00 

173.00 

23 

45C12Ha 

45C12Ha 

72°35'31.64" 

25°03'26.38" 

SUMERGARH 

Older Alluvium 

D/W 

38.60 

192.58 

24 

45D9Ad 

45D09Ad 

72°32'7.42" 

24°57'46.9" 

BITAN 

Jalore Granite 

D/W 

31.10 

237.00 

25 

45 D5 Gc 

45D09Ab 

72°30'10.56" 

24°58'0.41" 

BUGAON 

Jalore Granite 

D/W 

21.60 

196.00 

26 

45 C8 Dc 

45C08la 

72°24'8.27" 

25 °137.77" 

DHANSA 

Older Alluvium 

P/z 

107.00 

125.00 

27 

45 Cl 2 Fb 

45C12Hd 

72°36'17.7" 

25°01'6.27" 

JHAK 

Older Alluvium 

D/W 

46.80 

212.00 

28 

45 D5 Ha 

45D05MC 

72°29'52.73" 

24°59'50.16" 

KOLAR 

Jalore Granite 

D/W 

27.80 

214.00 
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29 

45 Cl 2 Cd 

45C12Ha 

72°34'44.6" 

25°02'44.17" 

MANDOLI 

Older Alluvium 

D.C.B 

56.45 

206.00 

30 

45 C8 Ad 

45C08Mb 

72°26'33.44" 

25°11'24.81" 

MODRAN 

Older Alluvium 

D.C.B 

51.10 

140.00 

31 

45 C8 Ed 

45C08Pd 

72°28'20.77" 

25°01'19.77" 

MURTHALASILLI 

Older Alluvium 

D/W 

29.00 

190.00 

32 

45 D15 Da 

45D09Ea 

72°35'27.84" 

24°59'21.48" 

PUNAK KALLAN 

Jalore Granite 

D/W 

14.40 

221.00 

33 

45 Cl 2 Cd 

45C12Dd 

72°32'30.14" 

25°00'23.83" 

RAMSEEN 

Older Alluvium 

D.C.B 

33+Borinc 

235.00 

34 

45 C8 Ed 

45C08PC 

72°28'23.62" 

25°02'54.15" 

SOMTA 

Older Alluvium 

D/W 

48.70 

188.00 

35 

45 Cl 3 Ba 

45C12Bb 

72°31 '6.41" 

25°08'13.22" 

TATOL 

Older Alluvium 

D/W 

50.00 

150.00 

36 

45 D5 Ga 

45D05Ma 

72°26'34.24" 

24°59'37.51" 

THUR 

Jalore Granite 

D/W 

26.20 

222.00 

37 

45 C7 Hb 

45C07Oa 

72°27'3.46" 

25°20'40.32" 

ALASAN 

Older Alluvium 

P/z 

110.00 

131.00 

38 

45 D13 Cal 

45D13Da 

72°45'13.02" 

24°48'25.11" 

WADELI 

Erinpura Granite 

D/W 

22.55 

319.00 

Sub Basin: Khari (Hemawas) ( 

i 

NA 

45G11 Jb 

73°38'47.82" 

25°22'50.64" 

BAGOL 

Erinpura Granite 

D/W 

32.50 

370.00 

2 

45 Gil- Db 

45G11FC 

73°36'49.74" 

25°25'34.99" 

GUDA JET A WAT 

Erinpura Granite 

D/W 

23.50 

368.00 

3 

45 G 11 Ec 

45G11JC 

73°39'30.34" 

25°24'22.43" 

MAGAR TALAB 

Erinpura Granite 

D/W 

30.50 

374.00 

4 

45 G 11 Dc 

45G11 lb 

73°39'13.46" 

25°28'2.75" 

MEVI KALLAN 

Erinpura Granite 

D/W 

25.00 

333.00 

5 

45 G 11 Gb 

45G111d 

73°40'54.7" 

25°27'33.34" 

PANOTA 

Erinpura Granite 

D/W 

17.80 

360.00 

6 

45 G 11 Gb 

45G111d 

73°40'54.7" 

25°27'33.34" 

PANOTA (P) 

Erinpura Granite 

NA 

60.00 

355.00 

7 

45 G 11 Fa 

45G1 IGd 

73°37'4.63" 

25°20'4.84" 

SUMER 

Erinpura Granite 

D/W 

26.35 

389.93 

8 

45 G 10 Bb 

45G1OCc 

73 °31'54.72" 

25°36'36.00" 

BANTA RLY. St. 

Erinpura Granite 

D/W 

32.00 

263.00 

9 

45 G 10 Bbl 

45G10Ca 

73°31'47.09" 

25°36'5.76" 

BANTA RLY. St.(P) 

Erinpura Granite 

P/z 

30.00 

262.00 

10 

45 G 10 Fd 

45G10LC 

73°39'48.15" 

25°32'17.63" 

DHANLA 

Erinpura Granite 

D/W 

30.00 

306.00 

11 

45 G 10 Ba 

45G06Nd 

73 °29'512" 

25°39'070" 

HINGLAKHURD 

Erinpura Granite 

D/W 

17.20 

251.00 

12 

45 G 10 Cb 

45G10DC 

73°31'55.12" 

25°32'22.48" 

PANCHETIA 

Erinpura Granite 

D/W 

28.00 

276.00 

13 

45 G 6 Gd 

45G06Na 

73°27'13.43" 

25°40'40.24" 

KHERWA 

Erinpura Granite 

D/W 

14.70 

247.00 

14 

45 G 6 Ac 

45G06Ea 

73 °19'29.01" 

25°43'54.53" 

MANDLI KHURD 

Phyllite & Schist 

D/W 

8.20 

217.01 

15 

NA 

45G06Ea 

73 °19'482" 

25°43'506" 

MANDLI KHURD (P/z) 

Phyllite & Schist 

NA 

60.00 

228.00 

16 

45 G 6 De 

45G05Lb 

73 °23'988" 

25°45'122" 

SADAWAS 

Phyllite & Schist 

D/W 

7.15 

227.00 

17 

45 G 6 Ed 

45G06Ka 

73 °22'58.25" 

25°37'22.2" 

SODAWAS 

Erinpura Granite 

D/W 

27.00 

250.00 

18 

45 G 6 Ec 

45G06FC 

73 °22'6.15" 

25°40'27.54" 

SONAI MAJI 

Erinpura Granite 

D/W 

20.60 

230.00 

19 

45 G 6 la 

45G06Pa 

73°27'42.5" 

25°33'6.97" 

BUSI 

Erinpura Granite 

D/W 

29.00 

264.00 

20 

45 G 11 Ad 

45G11 Fa 

73°34'42.82" 

25°25'45.21" 

KERLI 

Erinpura Granite 

D/W 

38.00 

324.00 

21 

45 G 11 Da 

45G11EC 

73°35'51.99" 

25°29'28.36" 

KHINWARA 

Erinpura Granite 

D/W 

28.70 

314.00 

22 

45 G 11 Da 

45G10Hd 

73°36'27.85" 

25°30'9.59" 

KHINWARA 

Erinpura Granite 

P/z 

61.00 

323.00 

23 

45 G 11 Ba 

45G1ODb 

73°31'656" 

25°33'799" 

NIPAL 

Erinpura Granite 

D/W 

24.00 

272.59 

24 

45 G 11 Ac 

45G11Ac 

73°32'292" 

25°29'029" 

PILOWANI 

Erinpura Granite 

D/W 

26.00 

315.00 

25 

45 G 10 Cb 

45G1ODd 

73°32'7.24" 

25°30'37.7" 

RAIPURIYA 

Erinpura Granite 

D/W 

29.00 

293.00 

26 

45 G 10 Id 

45G06Pd 

73 °28'45.74" 

25°30'31.49" 

SEPTAWA 

Erinpura Granite 

D/W 

18.15 

279.00 

27 

45 G 11 Ael 

45G11 Fa 

73°34'711" 

25°25'756" 

SIWAS 

Erinpura Granite 

D/W 

18.46 

324.00 

28 

NA 

45G11Ea 

73°34'15.16" 

25°28'42.12" 

SIWAS 

Erinpura Granite 

P/z 

58.00 

307.00 

29 

45 G 6 lb 

45G06Pb 

73°27'18.81" 

25 °31'25.61" 

SOMESAR 

Erinpura Granite 

P/z 

60.00 

272.00 

30 

45 G 6 lb 

45G06Pb 

73°27'312" 

25°31'427" 

SOMESAR 

Erinpura Granite 

D/W 

25.00 

272.00 

Sub Basin: Luni | 

i 

45 J8 Fb 

45J08HC 

74°20'58.47" 

26°02'21.4" 

BAILA 

Phyllite & Schist 

D/W 

21.50 

479.34 

2 

45 J8 Fa 

45J08Gb 

74°20'37.18" 

26°04'39.76" 

BALAD 

Phyllite & Schist 

D/W 

15.50 

457.39 

3 

45 J8 Bd 

45J08Ga 

74°19'26.77" 

26°06'17.85" 

BEAWAR 

Phyllite & Schist 

D/W 

20.95 

443.72 

4 

45 J8 Bd 

45J08Ga 

74°18'45.37" 

26°06'3.81" 

BEAWAR Pz 

Phyllite & Schist 

P/z 

50.00 

455.81 

5 

45 J8 Be 

45J08Fa 

74°19'48.62" 

26°09'38.99" 

BEAWARKHAS 

Gneisses 

D/W 

24.30 

421.78 

6 

45 K1 Gc 

45K01 Md 

74°13'47.53" 

25°57'45.22" 

BHAMBIPURA 

Phyllite & Schist 

D/W 

23.45 

500.37 

7 

45 18 Eb 

45J08GC 

74 °21'37.65" 

26°07'12.87" 

DELWARA 

Phyllite & Schist 

D/W 

16.50 

520.42 

8 

45 J8 Id 

45J04Pd 

74°13'11.6" 

26°01 '17.9" 

KOTRA 

Gneisses 

D/W 

19.90 

488.67 

9 

45 J8C 

45J08DC 

74 °17'36.72" 

26°03'0.6" 

NARBADKHERA 

Phyllite & Schist 

D/W 

24.15 

472.68 

10 

45 J8 Bg 

45J08BC 

74 °17'13.43" 

26°09'39.46" 

ROOPNAGAR 

Gneisses 

D/W 

23.50 

458.37 

11 

45 J8 Cb 

45J08DC 

74°16'53.06" 

26 °01'59.59" 

SANWA 

Phyllite & Schist 

D/W 

22.00 

466.36 

12 

45 J8 Db 

45J08FC 

74°21 '44.7" 

26°10'28.14" 

SARGAON 

Phyllite & Schist 

D/W 

17.50 

442.37 

13 

45 K5 Aa 

45K05AC 

74 °17'35.26" 

25°59'29.97" 

SHAHPURA 

Gneisses(B.G.C.) 

D/W 

11.55 

488.58 

14 

45 J8 Ca 

45J08Cb 

74°15'31.68" 

26°04'9.21" 

SOWANIA MALIPURA 

Gneisses 

D/W 

24.20 

460.78 

15 

45 18 Ec 

45J08Jb 

74°23'51.11" 

26°07'33.34" 

SUHAWA 

Phyllite & Schist 

D/W 

16.15 

478.85 

16 

45 J8 Ed 

45J08Ka 

74°23'9.31" 

26°05'38.49" 

ANDHERIDEORI 

Phyllite & Schist 

D/W 

23.00 

458.67 

17 

45 18 lal 

45J08KC 

74°25'5.35" 

26°07'1.11" 

GUWARDI 

Phyllite & Schist 

D/W 

20.30 

481.73 

18 

45 J8 Gb 

45J08ld 

74°26'0.81" 

26 °11 '34" 

KHARWA 

Phyllite & Schist 

D/W 

19.60 

450.01 

19 

45 J8 Dd 

45J08Ja 

74°23'0.34" 

26 °10'2.87" 

PIPLAJ 

Phyllite & Schist 

D/W 

23.95 

440.93 

20 

45 18 Gc 

45J08Mb 

74°27'59.13" 

26 °11 '28.5" 

RAMPURA 

Phyllite & Schist 

D/W 

26.50 

452.72 

21 

45 JIOCc 

45J10Ha 

74°34'30.55" 

26°33'2.91" 

AGKUNDIA 

Older Alluvium 

D/W 

19.45 

402.11 

22 

NA 

45J07ld 

74°24'44.42" 

26°26'54.27" 

AKHEPURA 

Older Alluvium 

D/W 

30.00 

400.04 

23 

NA 

45J07Mb 

74°27'55.2" 

26°26'56.52" 

BHAGWANPURA 

Older Alluvium 

D/W 

18.50 

430.70 

24 

45 J11 Bb 

45J1 ICa 

74°30'36.28" 

26°22'15.12" 

BHAONTA 

Older Alluvium 

D/W 

30.00 

435.20 

25 

45 J11 Fc 

45J11 Hb 

74°34'46.11" 

26 °16'13.61" 

BHEEMPURA 

Phyllite & Schist 

D/W 

32.20 

461.34 

26 

45 J7 Ha 

45J07Jd 

74°26'7.55" 

26°22'44.35" 

BUDHWARA 

Older Alluvium 

D/W 

30.00 

415.31 

27 

45 J7 ha 

45J11 Aa 

74°30'5.12" 

26°29'53.66" 

GANAHEDA Pz 

Older Alluvium 

P/z 

36.00 

429.17 
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28 

45 J7 ha 

45J11 Aa 

74°31 '27.03" 

26°28'56.21" 

GANAHERA 

Older Alluvium 

D/W 

17.20 

438.53 

29 

45 J8 Da 

45J08la 

74°23'38.1" 

26°13'54.69" 

GOLA 

Phyllite & Schist 

D/W 

26.15 

440.76 

30 

45 J7 Dd 

45J07lb 

74°22'58" 

26°26'56" 

GOVINDGARH 

Phyllite & Schist 

D/W 

18.90 

398.41 

31 

45 J7 Dd 

45J07lb 

74°23'16" 

26°27'18.61" 

GOVINDGARH Pz 

Phyllite & Schist 

P/z 

70.00 

392.05 

32 

NA 

45J07Ka 

74°24'1.04" 

26°22'23.68" 

HANUWANTPURA 

Phyllite & Schist 

D/W 

18.20 

402.92 

33 

45 111 Eb2 

45J11 Ka 

74°38'57.78" 

26°21 '41.25" 

HATOONDI 

Phyllite & Schist 

D/W 

26.00 

483.56 

34 

45 17 Id 

45J07Pa 

74°27'55.54" 

26 °17'5.5" 

JETHANA 

Phyllite & Schist 

D/W 

27.00 

431.37 

35 

45 J7 Hb 

45J07Kd 

74°25'19.33" 

26°20'34.11" 

KALESARA 

Phyllite & Schist 

D/W 

17.00 

410.45 

36 

NA 

45J10Hb 

74°35'16.07" 

26 °31'33.11" 

KANAS 

Older Alluvium 

D/W 

12.30 

509.69 

37 

45 J10 Eb 

45J10Ga 

74°35'29.11" 

26°35'38.53" 

KANWALAI 

Phyllite & Schist 

D/W 

35.00 

490.14 

38 

45 17 Cd 

45J07DC 

74 °17'6.17" 

26 °16'55.43" 

KARNOS 

Phyllite & Schist 

D/W 

18.35 

397.83 

39 

45 J7 Ad 

45J07Gb 

74°19'21.46" 

26°20'7.5" 

KESARPURA 

Phyllite & Schist 

D/W 

27.00 

410.21 

40 

45 111 Ec 

45J11Jb 

74°38'10.59" 

26°24'18.27" 

KHANPURA 

Phyllite & Schist 

D/W 

22.40 

475.19 

41 

45 J8 Gc 

45J08MC 

74°28'36.05" 

26°14'12.98" 

LAMANA 

Phyllite & Schist 

D/W 

25.00 

450.83 

42 

45 J7 Ga 

45J07IC 

74°25'33.58" 

26°28'19.13" 

LESWA 

Older Alluvium 

D/W 

27.00 

392.70 

43 

45 J11 Cb 

45J11 Db 

74°30'40.04" 

26 °16'28.97" 

MANGLIAWAS 

Phyllite & Schist 

D/W 

22.10 

443.94 

44 

45 J11 Cb 

45J11 Db 

74°30'28.91" 

26 °16'36.74" 

MANGLIAWAS Pz 

Phyllite & Schist 

P/z 

50.00 

440.61 

45 

45 J11 Aa 

45 J11 Ab 

74°30'54.79" 

26°28'2.69" 

MOTISAR 

Older Alluvium 

D/W 

21.00 

455.33 

46 

45 J7 Ed 

45J07Ka 

74°22'51.85" 

26 °21'22.35" 

NAD 

Phyllite & Schist 

D/W 

13.65 

407.57 

47 

45 J7 Fd 

45J07La 

74°23'39.82" 

26 °177.22" 

NAG E LAO 

Phyllite & Schist 

D/W 

28.00 

422.50 

48 

45 J7 Gc 

45J07MC 

74°28'16.74" 

26°28'43.92" 

NAND 

Older Alluvium 

D/W 

15.30 

420.66 

49 

45 J7 He 

45J07NC 

74°28'10.24" 

26°24'27.43" 

PICHOLIA 

Older Alluvium 

D/W 

21.30 

440.19 

50 

45 J7 He 

45J07NC 

74°28'25.38" 

26°25'8.31" 

PICHOLIA Pz 

Older Alluvium 

P/z 

42.00 

445.31 

51 

45 17 Ea 

45J07Jb 

74°22'52.47" 

26°24'3.97" 

PISANGAN 

Phyllite & Schist 

D/W 

25.00 

395.91 

52 

45 J11 Ac 

45J11 Ea 

74°33'51.15" 

26°29'11.35" 

PUSHKAR 

Older Alluvium 

D/W 

12.05 

481.63 

53 

45 J11 Ac 

45 J11 Ac 

74°32'34.22" 

26°29'14.92" 

PUSKAR Pz 

Older Alluvium 

P/z 

70.00 

479.34 

54 

45 J7 Ad 

45J07BC 

74°18'44.43" 

26°24'55.65" 

RICHMALIA 

Phyllite & Schist 

D/W 

26.50 

383.29 

55 

45 J11 Eb 

45J1 IGa 

74°35'18.66" 

26°21'9.44" 

SARADHANA 

Phyllite & Schist 

D/W 

37.50 

460.30 

56 

45 J7 la 

45J07Kd 

74°25'38.76" 

26°19'29.28" 

SARSARI 

Phyllite & Schist 

D/W 

12.40 

421.71 

57 

45 J11 Ebl 

45J11GC 

74°36'26.24" 

26 °21'48.62" 

TABIJEE 

Phyllite & Schist 

D/W 

23.30 

456.02 

58 

45 110 Cb 

45J10DC 

74°32'2.37" 

26 °31'59.34" 

TILORA 

Phyllite & Schist 

D/W 

24.80 

438.79 

59 

45 J11 Be 

45J11 Fa 

74°34'8.89" 

26°25'31.63" 

AJESAR 

Phyllite & Schist 

D/W 

10.45 

538.31 

60 

45 J11 Eb 

45J11 Eb 

74°34'58.11" 

26°26'25.23" 

KAJIPURA 

Phyllite & Schist 

D/W 

18.00 

508.12 

61 

45 J11 Fc 

45J11 Na 

74°41 '28.39" 

26°24'27.58" 

PARBATPURA 

Phyllite & Schist 

D/W 

18.70 

435.97 

62 

45 B12 Ab 

45B12HC 

72°37'10.7" 

26°02'22.29" 

ARABA 

Older Alluvium 

D/W 

27.20 

150.57 

63 

45 C2 Gc 

45C01Pb 

72°12'808" 

25°45'268" 

ASARA 

Younger Alluvium 

D/W 

32.00 

150.27 

64 

45 C2 Gel 

45C02MC 

72°13'27.76" 

25°44'59.88" 

ASARA (Pz) 

Younger Alluvium 

P/z 

29.00 

150.88 

65 

45 03 Cd 

45C05Dd 

72 °17'43.25" 

25°45'49.28" 

ASOTRA 

Younger Alluvium 

D/W 

29.00 

121.62 

66 

45 03 Cdl 

45C05Hb 

72°19'28.2" 

25°46'0.22" 

ASOTRA (Pz) 

Younger Alluvium 

P/z 

50.00 

121.01 

67 

45 B7 Id 

45B07PC 

72°28'12.99" 

26 °17'3.59" 

BALAU 

Older Alluvium 

T/W 

27.26 

213.36 

68 

45 C5 Ca 

45C01Od 

72°14'25.70" 

25°49'09.97" 

Balotra 

Younger Alluvium 

T/W 

25.00 

131.37 

69 

45 05 Ca 

45C05Da 

72°15'06.62" 

25°47'42.61" 

BALOTRA (Pz) 

Younger Alluvium 

P/z 

60.00 

128.32 

70 

45 C2 Gd 

45B08Ad 

72 °17'42.27" 

26°12'59.57" 

BARNAWA 

Older Alluvium 

T/W 

37.32 

173.43 

71 

45 C5 Cel 

45C05DC 

72°18'1.43" 

25°47'14.88" 

BITHUJA (Pz) 

Younger Alluvium 

P/z 

55.00 

112.78 

72 

45 C2 Gd 

45C02Mb 

72°11 '45.04" 

25°42'1.5" 

BURIWARA 

Older Alluvium 

D/W 

40.00 

120.40 

73 

45 C2 Cdl 

45C02Na 

72°12'2.8" 

25°40'44.44" 

BURIWARA (Pz) 

Older Alluvium 

P/z 

63.00 

118.87 

74 

40 B13 Ob 

40013Jb 

71 °52'58.33" 

25°53'54.13" 

CHANDESRA 

Older Alluvium 

D/W 

28.50 

148.74 

75 

45 B12 Hb 

45B12Da 

72°31 '22.16" 

26°02'41.79" 

CHARLAI 

Older Alluvium 

D/W 

25.50 

149.66 

76 

NA 

45B12Bd 

72°33'2.96" 

26°07'47.34" 

DERIYA(Pz) 

Older Alluvium 

P/z 

60.00 

165.51 

77 

45 B2 Fb 

45B12Kd 

72°40'3.82" 

26°04'11.54" 

DOLI 

Older Alluvium 

T/W 

29.20 

157.28 

78 

45 C2 Ha 

45C02JC 

72°10'36.82" 

25°39'46.7" 

JAGSA 

Older Alluvium 

D/W 

40.00 

111.25 

79 

45 C2 Hal 

45C02JC 

72°10'41.48" 

25°39'58.96" 

JAGSA (Pz) 

Older Alluvium 

P/z 

46.00 

113.08 

80 

45 Cl Db 

45C01 Lc 

72°10'49.41" 

25°48'0.92" 

JASOL 

Younger Alluvium 

T/W 

20.00 

135.03 

81 

45 C2 He 

45C02Ad 

72°03'27.47" 

25°42'40.42" 

KALURI (K/W) 

Older Alluvium 

D/W 

27.00 

30.78 

82 

45 C2 Hcl 

45C02Ad 

72°03'35.06" 

25°42'47.93" 

KALURI (Pz) 

Older Alluvium 

P/z 

48.00 

100.89 

83 

45 B12 Fb 

45B12Hb 

72°34'54.62" 

26°01'37.7" 

KALYANPURA 

Older Alluvium 

D/W 

30.00 

146.61 

84 

45 C5 Dc 

45C05La 

72°23'33.21" 

25°47'51.89" 

KANANA (KORNA) 

Younger Alluvium 

D/W 

30.00 

132.59 

85 

45 C5 Ac 

400131b 

71 °54'14.37" 

25°56'49.24" 

KHATTU 

Rhyolite 

D/W 

46.50 

153.31 

86 

45 C5 Ac 

40013ld 

71 °54'38.37" 

25°56'48.37" 

KHATTU (P/z) 

Rhyolite 

P/z 

60.00 

154.53 

87 

45 C5 Bb 

45C05Hd 

72°21'18.61" 

25°46'36.91" 

KITNOD 

Older Alluvium 

D/W 

40.00 

276.15 

88 

NA 

45B08DC 

72 °17'40.06" 

26°02'54.42" 

KODUKA (Pz) 

Rhyolite 

P/z 

60.00 

143.56 

89 

45 C5 Ab 

45C05FC 

72°22'2.24" 

25°56'11.91" 

KURI 

Older Alluvium 

D/W 

13.00 

131.37 

90 

45 Cl Ed 

45C01 La 

72°09'6.3" 

25°47'37.39" 

MEWA NAGAR 

Older Alluvium 

D/W 

30.10 

154.53 

91 

45 B12 Ba 

45B12Bd 

72°31 '56.36" 

26°07'57.84" 

NAGONA 

Older Alluvium 

T/W 

45.00 

174.96 

92 

45 B8 la 

45B08Od 

72°29'56.06" 

26°04'46.86" 

NEVRI 

Older Alluvium 

T/W 

53.00 

180.75 

93 

45 C9 Db 

45C05Kd 

72°25'56.71" 

25°49'10.2" 

PARLU 

Younger Alluvium 

D/W 

26.00 

119.48 

94 

45 C5 Dd 

45C05lb 

72°23'24.95" 

25°57'19.92" 

PATAU 

Older Alluvium 

D/W 

13.45 

132.59 

95 

45 B8 Bb 

45B08Cb 

72 °16'13.38" 

26°05'7.59" 

PATODI 

Older Alluvium 

D/W 

8.85 

142.65 

96 

NA 

45B08Da 

72°15'14.64" 

26°02'2.41" 

RICHHOLI (p/z) 

Rhyolite 

P/z 

100.00 

141.12 

97 

45 C5 Fa 

45C05HC 

72°21 '54.75" 

25°48'16.54" 

SARANA 

Younger Alluvium 

D/W 

25.00 

115.82 
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98 

45 C5 Na 

45B08Pd 

72°28'52.42" 

26°00'19.42" 

SARWARI 

Older Alluvium 

D/W 

19.20 

135.94 

99 

45 C2 Da 

45C02Jc 

72 °107.72" 

25°40'35.25" 

TAPRA (Pz) 

Older Alluvium 

P/z 

60.00 

106.38 

100 

45 B8 He 

45B08La 

72°22'58.53" 

26°03'13.9" 

THOB 

Rhyolite 

D/W 

41.85 

157.58 

101 

45 B8 Cd 

45B08Md 

72°29'8.37" 

26°13'5.9" 

THUMBLI 

Older Alluvium 

T/W 

28.20 

195.99 

102 

45 B8 cd2 

45B08MC 

72°29'59.26" 

26°13'53.59" 

THUMBLI(Pz) 

Older Alluvium 

P/z 

100.00 

194.77 

103 

45 C7 Fa 

45C01 He 

72°06'28.14" 

25°48'5.82" 

VARIYA 

Older Alluvium 

T/W 

25.25 

140.82 

104 

40 02 Ea 

40007FC 

71 °20'47.4" 

25°24'53.79" 

BACHHRAU (K/W) 

Older Alluvium 

D/W 

59.40 

128.32 

105 

40 02Ea1 

40007FC 

71 °20'51.6" 

25°25'2.58" 

BACHHRAU (pz) 

Older Alluvium 

P/z 

204.00 

128.63 

106 

40 06 Dc 

400061a 

71 °23'12.60" 

25°44'48.22" 

BARMER 

Rhyolite 

D/W 

40.00 

200.86 

107 

40 01 He 

40001 Nc 

71 °14'34.26" 

25°54'25.95" 

BESALA 

Rhyolite 

D/W 

25.50 

226.47 

108 

40 07 Gb 

40007Mb 

71 °27'30.85" 

25°26'57.76" 

BOOTH 

Older Alluvium 

D/W 

100.00 

100.28 

109 

40 06 Id 

40006LC 

71 °24'23.67" 

25°32'31.9" 

DUNGERO KA TALA 

Older Alluvium 

T/W 

58.75 

146.91 

110 

40 02 Eb 

40002Ka 

71 °07'45.6" 

25°36'12.59" 

GANGALA 

Older Alluvium 

D/W 

70.00 

210.62 

111 

40 06 Hd 

400060d 

71 °29'10.64" 

25°34'48.44" 

GARAL 

Older Alluvium 

D/W 

54.70 

143.00 

112 

NA 

40005HC 

71 °21 '16.45" 

25°47'15.9" 

GEHUN(Pz) 

Rhyolite 

P/z 

65.00 

244.75 

113 

40 02 Gc 

40002Md 

71 °14'8.96" 

25°42'40.11" 

JASAI 

Rhyolite 

D/W 

25.00 

246.89 

114 

40 07 Ab 

40007Ad 

71 °17'33.41" 

25°26'34.45" 

LILASAR (P) 

Older Alluvium 

P/z 

105.00 

160.02 

115 

40 01 Id 

40006ld 

71 °24'35.66" 

25°42'17.93" 

MAHABAR -1 

Rhyolite 

D/W 

18.65 

181.97 

116 

40 06 Ha 

40006ld 

71 °24'37.46" 

25°42'17.37" 

MAHABAR-II 

Rhyolite 

D/W 

70.23 

197.21 

117 

NA 

40006AC 

71 °17'43.71" 

25°44'3.33" 

MARUDI 

Rhyolite 

P/z 

60.00 

215.80 

118 

40 06 Hd 

400060c 

71 °28'59.77" 

25°36'0.59" 

MITHRA 

Older Alluvium 

D/W 

60.70 

190.00 

119 

40 02 Hd 

400060c 

71 °16'54.29" 

25°36'51.83" 

NIMRI 

Rhyolite 

D/W 

36.65 

205.13 

120 

40 06 Bb 

40006HC 

71 °217.3" 

25°32'22.48" 

RAMDERIYA 

Older Alluvium 

D/W 

57.00 

153.31 

121 

40 06 Bd 

40006Ga 

71 °19'17.57" 

25°36'28.85" 

RAN IG AON 

Rhyolite 

T/W 

36.00 

154.53 

122 

40 06 Bdl 

40006Ga 

71 °19'18.65" 

25°36'47.37" 

RAN IGAON (Pz) 

Rhyolite 

P/z 

60.00 

154.84 

123 

40 02 Ed 

40002Lb 

71 W10.61" 

25°31 '30.3" 

SANAU (F) 

Older Alluvium 

T/W 

58.50 

174.35 

124 

40 02 Ea2 

40002Lb 

71 °09'8.28" 

25 °31'29.69" 

SANAU (S) 

Older Alluvium 

D/W 

60.00 

173.13 

125 

40 07 Dc 

400071a 

71 °24'12.94" 

25°29'24.36" 

SANAWRA 

Older Alluvium 

D/W 

50.00 

148.44 

126 

40 06 Dc 

400061b 

71 °23'38.72" 

25 °41'22.55" 

SANSIYON KA BERA 

Rhyolite 

T/W 

25.00 

174.35 

127 

40 07 Ad 

400060b 

71 °15'9.88" 

25°35'23.13" 

SAWLORE 

Rhyolite 

T/W 

38.50 

189.89 

128 

40 01 Dd 

40001 Ja 

71 °09'9.36" 

25°55'42.11" 

SURA 

Rhyolite 

D/W 

25.25 

246.58 

129 

40 06 Fa 

40006Fd 

71 °21 '3.02" 

25°37'46.3" 

UNDKA 

Rhyolite 

D/W 

20.00 

159.41 

130 

40 0 13 Ac 

40013Ea 

71 °49'12.97" 

25°58'31.19" 

AKDARA 

Rhyolite 

D/W 

53.00 

172.21 

131 

40 0 13 Dd 

40013Bb 

71 °45'23.54" 

25°53'25.98" 

BAETU 

Tertiary Sandstone 

D/W 

35.65 

154.00 

132 

40 N 12 Fc 

40N12Gd 

71 °37'27.26" 

26°04'21.27" 

BATTADU 

Tertiary Sandstone 

D/W 

22.50 

136.25 

133 

40 N 12 Fc 

40N12Gd 

71 °37'5.08" 

26°04'4.42" 

BATTADU (Pz) 

Tertiary Sandstone 

P/z 

135.00 

138.07 

134 

40 0 5 Ab 

40N08Hd 

71 °21 '56.3" 

26°00'47.45" 

BHADKA (Pz) 

Tertiary Sandstone 

P/z 

120.00 

196.00 

135 

40 0 5 Da 

40N08Kd 

71 °24'31.99" 

26°04'7.57" 

BHADKA (Pz)(Kumharon Ki Dhani) 

Tertiary Sandstone 

P/z 

150.00 

210.31 

136 

40 N 12 Cc 

40N12DC 

71 °33'34.97" 

26°03'12.76" 

BHIMDA (Pz) 

Tertiary Sandstone 

P/z 

101.00 

195.00 

137 

40 0 5 Be 

40005EC 

71 °21 '48.08" 

25°58'32.99" 

BOTHIA (Pz) 

Tertiary Sandstone 

P/z 

100.00 

183.98 

138 

40 H 8 Ga 

40005Ma 

71 °27'22.17" 

25°58'42.48" 

CHOKHALA 

Tertiary Sandstone 

D/W 

75.98 

196.29 

139 

40 H 8 Ga 

40005Ma 

71 °27'24.76" 

25°58'43.68" 

CHOKHALA (P/z) 

Tertiary Sandstone 

P/z 

100.00 

194.46 

140 

40 N 16 Ha 

40N16Nb 

71 °58'4.29" 

26°08'11.37" 

GIDA 

Rhyolite 

D/W 

12.45 

167.03 

141 

40 N 12 Be 

40N12Fa 

71 °34'51.97" 

26°09'55.15" 

JHAK 

Tertiary Sandstone 

D/W 

70.00 

214.27 

142 

40 0 9 Ab 

40009Ab 

71 °31 '40.59" 

25°57'7.49" 

JOGASARIA (Pz) 

Tertiary Sandstone 

P/z 

95.00 

180.75 

143 

40 N 16 Bb 

40N16Cd 

71 °47'5.11" 

26°05'2.26" 

KANOD 

Rhyolite 

D/W 

28.80 

175.56 

144 

40 0 9 Be 

40009BC 

71 °33'23.5" 

25°54'58.42" 

KAU-KHERA (Pz) 

Tertiary Sandstone 

P/z 

248.00 

165.44 

145 

40 05 H 

40009AC 

71 °32'9.89" 

25°58'50.63" 

KHAN Jl KA TALA (Pz) 

Tertiary Sandstone 

P/z 

250.00 

192.02 

146 

40 0 9 Fb 

40013Fb 

71 °49'38.61" 

25°54'19.35" 

MADHASAR 

Tertiary Sandstone 

D/W 

39.95 

159.72 

147 

40 0 9 Fd 

40009HC 

71 °36'38.64" 

25°47'34.62" 

MATAS ARIA 

Tertiary Sandstone 

D/W 

46.31 

157.89 

148 

40 0 5 Hb 

40009Ba 

71 °30'48.77" 

25°55'32.48" 

NAGONA KA TALA (Pz) 

Tertiary Sandstone 

P/z 

100.00 

181.05 

149 

40 N 11 Idl 

40N11Pb 

71 °41 '16.45" 

26°15'45.37" 

PATALI-NADI (P) (RATEU) 

Jurassic Sandstone 

P/z 

100.00 

209.70 

150 

40 N 11 Id 

40N11 Pd 

71 °43'41.86" 

26°15'48.14" 

RATEU (P) 

Jurassic Sandstone 

P/z 

90.00 

206.96 

151 

40 N 16 Id 

40N16Pb 

71 °57'27.57" 

26°01'16.99" 

SANTRA 

Older Alluvium 

D/W 

7.80 

143.56 

152 

40 0 16 Dc 

40N16Eb 

71 °49'35.53" 

26 °11 '43" 

SAU PADAMSINGH 

Tertiary Sandstone 

D/W 

33.00 

198.42 

153 

40 03 Fb 

40003Gd 

71 °05'47.7" 

25°19'48.14" 

ALAMSAR 

Older Alluvium 

D/W 

69.00 

143.56 

154 

40 03 Fbl 

40003Gd 

71 °05'57.34" 

25°19'34.75" 

ALAMSAR (Pz) 

Older Alluvium 

P/z 

100.00 

140.21 

155 

40 PI Ed 

40P01Kc 

71 °09'24.25" 

24 °51'39.73" 

ARTA 

Older Alluvium 

D/W 

14.00 

36.00 

156 

40 P6 Da 

40P01Hd 

71 °06'49.89" 

24°45'42.35" 

BAKHASAR 

Older Alluvium 

D/W 

5.72 

33.83 

157 

NA 

40K15Oa 

70°56'27.24" 

25 °21'30.27" 

BAORI (P/z) 

Older Alluvium 

P/z 

120.00 

175.87 

158 

40 K15 Fd 

40K16IC 

70°54'490" 

25°14'692" 

BINZASAR (Pz) 

Older Alluvium 

P/z 

127.00 

156.36 

159 

40 04 Ab 

40004BC 

71 °02'42.61" 

25 °10'23.32" 

BOHRAM KA TALA (Pz) 

Older Alluvium 

P/z 

79.00 

119.79 

160 

40 04 Ed 

40004Pa 

71 °11 '45.61" 

25°02'26.21" 

CHICHRASAR (Pz) 

Older Alluvium 

P/z 

92.00 

86.26 

161 

40 03 Aa 

40002Hd 

71 °06'8.24" 

25°30'42.26" 

CHIPALNADI (Pz) 

Older Alluvium 

P/z 

100.00 

154.84 

162 

40 03 Ad 

40003Ea 

71 °04'25.24" 

25°28'37.45" 

CHOHTAN (Pz) 

Older Alluvium 

P/z 

69.00 

205.13 

163 

40 04 Del 

400041a 

71 °08'5.37" 

25°14'18.77" 

DHANAU 

Older Alluvium 

D/W 

NA 

109.38 

164 

40 04 Dc 

400041a 

71 °08'4.39" 

25°14'29.96" 

DHANAU (Pz) 

Older Alluvium 

P/z 

82.00 

120.40 

165 

NA 

40P01 Cc 

71 °02'8.65" 

24 °51'28.42" 

EKAL (Pz) 

Older Alluvium 

P/z 

80.00 

48.98 

166 

40 K15 Ab 

40K15Na 

70°57'58.16" 

25°24'29.64" 

KALIYATALA 

Older Alluvium 

D/W 

84.90 

210.92 

167 

40 03 Adi 

40003Fa 

71 °04'7.2" 

25°26'11.15" 

KAPRAU 

Older Alluvium 

D/W 

80.00 

184.40 
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168 

40 03 Bd 

40003Cc 

71 °02'46.41" 

25°22'11.5" 

KONRA(Pz) 

Older Alluvium 

D/W 

100.00 

163.37 

169 

40 04 Ed 

40004Jb 

71 °09'1.37" 

25°07'54.26" 

KUNDANPURA 

Older Alluvium 

D/W 

50.00 

81.47 

170 

40 04 Edl 

40004Ka 

71 °09'13.78" 

25°07'22.27" 

KUNDANPURA(Pz) 

Older Alluvium 

P/z 

100.00 

83.56 

171 

40 04 Fd 

40004Ld 

71 °09'33.09" 

25°00'36.36" 

PERU KATALA 

Older Alluvium 

D/W 

70.00 

84.43 

172 

40 04 Ba 

40004Bd 

71 °02'24.96" 

25°07'56.82" 

PUNJASAR 

Older Alluvium 

D/W 

51.50 

142.34 

173 

40 04 Ab 

40004Aa 

71 °00'32.87" 

25°13'42.31" 

RABASAR 

Older Alluvium 

D/W 

NA 

123.07 

174 

40K15 Ba 

40004Gd 

71 °06'21.9" 

25°04'23.94" 

SALARIYA (Pz) 

Older Alluvium 

P/z 

73.00 

92.96 

175 

40 K16 Da 

40K161b 

70°52'52.26" 

25°12'2.33" 

SAROOP KA TALA (Pz) 

Older Alluvium 

P/z 

222.00 

150.27 

176 

40 PI Fc 

40P01Kd 

71 °09'44.29" 

24°49'16.79" 

SATA 

Older Alluvium 

D/W 

8.45 

35.97 

177 

40 PI Fcl 

40P01Kd 

71 °09'38.45" 

24°49'10.5" 

SATA (Pz) 

Older Alluvium 

P/z 

71.00 

34.44 

178 

40 04 Da 

40004FC 

71 °06'8.46" 

25 °11'1.18" 

SAWA 

Older Alluvium 

D/W 

NA 

106.88 

179 

40 04 Ed 

40004Kd 

71 °09'25.64" 

25°05'8.74" 

SEDWA(Pz) 

Older Alluvium 

P/z 

71.00 

100.28 

180 

40 PI Dc 

40P01Ja 

71 °08'48.04" 

24°55'30.65" 

SIHANA (Pz) 

Older Alluvium 

P/z 

70.00 

57.00 

181 

40 PI Hd 

40P010b 

71 °13'2.46" 

24°50'36.58" 

TARLA 

Older Alluvium 

D/W 

7.82 

46.63 

182 

40 D12 Cd 

40012Na 

71 °42'3.62" 

25°10'41.15" 

AALPURA 

Younger Alluvium 

D/W 

11.00 

52.73 

183 

40 08 Fc 

40008Gd 

71 °21 '29.39" 

25°04'1.98" 

BAMARLA 

Older Alluvium 

D/W 

26.30 

68.88 

184 

40 07 Cc 

40007Ha 

71 °18'55.14" 

25°18'37.99" 

BAMNOR (Pz) 

Older Alluvium 

P/z 

93.80 

149.35 

185 

40 016 Ab 

40016Ba 

71 °46'19.51" 

25 °10'3.44" 

BHAKHARPURA 

Younger Alluvium 

D/W 

10.00 

56.69 

186 

40 012 Aa 

40012Ea 

71 °35'22.07" 

25°14'58.38" 

BHALIKHAL (Pz) 

Younger Alluvium 

P/z 

7.00 

58.83 

187 

40 015 Ab 

40015Lb 

71 °53'59.23" 

25 °16'38.93" 

BHEDANA 

Younger Alluvium 

T/W 

10.00 

56.69 

188 

40 03 lb 

40003LC 

71 o 10'22.11" 

25°18'2.65" 

BISARNIYA 

Older Alluvium 

P/z 

98.31 

134.11 

189 

40 D12 Bd 

40012Ga 

71 °34'2.88" 

25°06'0.92" 

BORE 

Younger Alluvium 

D/W 

26.30 

50.29 

190 

40 08 Gb 

40008ld 

71 °26'10.52" 

25 °127.32" 

DHORIMANNA (Pz) 

Older Alluvium 

P/z 

87.00 

77.42 

191 

40 012 Ic 

400120b 

71 °42'35.55" 

25°04'23.71" 

GADEVI (Pz) 

Younger Alluvium 

P/z 

9.35 

83.21 

192 

40 012 Gd 

40012Md 

71 °43'13.17" 

25°11'34.74" 

GURHA MALANI 

Younger Alluvium 

D/W 

8.00 

46.63 

193 

40 010 Aa 

40008Ad 

71 °17'42.25" 

25°12'22.85" 

JALBERI (Pz) 

Older Alluvium 

P/z 

90.00 

85.48 

194 

40 012 Ab 

40008Na 

71 °27'20.75" 

25°09'56.39" 

KATERLA 

Older Alluvium 

D/W 

17.90 

55.78 

195 

40 08 Hb 

40008Ka 

71 °23'48.58" 

25°06'16" 

KHARI 

Older Alluvium 

D/W 

35.80 

57.01 

196 

NA 

40007La 

71 °24'14.7" 

25°18'17.29" 

KHATRIYON Kl BERI (P/z) 

Older Alluvium 

P/z 

100.00 

94.79 

197 

40 04 Gb 

40004Mb 

71 °11'31.15" 

25°12'40.65" 

KITNORIYA (Pz) 

Older Alluvium 

P/z 

85.00 

98.45 

198 

40 08 Db 

40008Eb 

71 °20'9.55" 

25°12'38.37" 

KOJAN (Pz) 

Older Alluvium 

P/z 

85.00 

116.74 

199 

40 Cl 2 Be 

40012Ca 

71 °31 '25.33" 

25°07'0.5" 

KOTHALA 

Younger Alluvium 

D/W 

5.35 

60.35 

200 

40 012 Ad 

40012Aa 

71 °31 '44.86" 

25°13'46.81" 

LUHARWA 

Older Alluvium 

D/W 

16.48 

74.07 

201 

40 016 Da 

40016Ec 

71 °51 '45.95" 

25°14'1.42" 

LUNWA JAGIR 

Younger Alluvium 

D/W 

7.00 

58.83 

202 

40 07 Ed 

40007Ka 

71 °23'17.72" 

25°22'9.86" 

MANGTA 

Older Alluvium 

P/z 

59.50 

110.95 

203 

40 07 Edl 

40007Jd 

71 °25'54.99" 

25°22'51.13" 

MANGTA (Pz) 

Older Alluvium 

P/z 

125.00 

113.08 

204 

40 012 Be 

400080c 

71 °29'24" 

25°07'28.88" 

MITHI 

Older Alluvium 

D/W 

15.20 

88.70 

205 

40 016 Cb 

40011 Pd 

71 °44'31.55" 

25°15'17.78" 

NAGAR 

Younger Alluvium 

D/W 

9.35 

83.21 

206 

40 016 Cbl 

40012Mc 

71 °43'15.71" 

25°14'25.65" 

NAGAR (Pz) 

Younger Alluvium 

P/z 

86.00 

82.30 

207 

40 012 Ea 

40012Fd 

71 °36'20.07" 

25°07'40.98" 

PIPRALI 

Younger Alluvium 

D/W 

12.00 

53.04 

208 

40 010 Ad 

40008BC 

71 °17'27.78" 

25 °11 '4.95" 

RANASAR (Pz) 

Older Alluvium 

P/z 

96.50 

79.25 

209 

40 016 Aa 

40016Ab 

71 °46'10.9" 

25°12'8.99" 

RATANPURA 

Younger Alluvium 

D/W 

86.00 

82.30 

210 

40 Nil Ac 

40N11Ad 

71 °32'38.71" 

26°28'1.78" 

ARANG 

Jurassic Sandstone 

D/W 

23.86 

294.44 

211 

40 Nil Ec 

40N11KC 

71 °40'59.24" 

26°22'6.27" 

BAIYA RAM Kl DHANI(P) 

Jurassic Sandstone 

P/z 

100.00 

257.86 

212 

40 N4 Eb 

40N04GC 

71 °06'45.03" 

26°06'29.47" 

BALASAR (Pz) 

Tertiary Sandstone 

P/z 

88.00 

269.89 

213 

40 N4 Aa 

40N04lb 

71 °08'11.72" 

26°11'58.52" 

BHENSKA (Pz) 

Tertiary Sandstone 

P/z 

150.00 

268.22 

214 

40 N7 lei 

40N07PC 

71 °29'54.98" 

26°18'42.35" 

BHIYAR 

Jurassic Sandstone 

D/W 

NA 

232.92 

215 

40 N2 Ic 

40N070b 

71 °27'38.03" 

26°19'4.48" 

BHIYAR (Pz) 

Jurassic Sandstone 

P/z 

103.00 

247.50 

216 

40 N7 Eb 

40N07Jb 

71 °23'26.66" 

26°22'53.69" 

BHIYAR DHARVI (Pz) 

Jurassic Sandstone 

P/z 

141.70 

275.23 

217 

40 N7 Cd 

40N07Dd 

71 °17'11.66" 

26 °157.86" 

BISSU (Pz) 

Tertiary Sandstone 

P/z 

170.00 

237.46 

218 

40 N7 Ga 

40N07NC 

71 °29'49.49" 

26°26'12.44" 

CHOCHRA (O/W) 

Jurassic Sandstone 

D/W 

28.05 

302.67 

219 

40 N7 Gal 

40N07Md 

71 °29'58.25" 

26°26'19.71" 

CHOCHRA (Pz) 

Jurassic Sandstone 

P/z 

47.00 

301.75 

220 

40 N3 Ic 

40N030a 

71 °12'43.82" 

26°21'9.32" 

DEVLA (Pz) 

Tertiary Sandstone 

P/z 

NA 

294.13 

221 

NA 

40N04MC 

71 °13'58.84" 

26°14'50.49" 

GUNGA (Pz) 

Tertiary Sandstone 

P/z 

336.00 

270.66 

222 

40 N4 Gd 

40N04Na 

71 °1 V 17.49" 

26 °10'47.58" 

HATHI SINGH Kl 

Tertiary Sandstone 

P/z 

187.00 

235.61 

223 

40 N4 Db 

40N04Ed 

71 °07'0.02" 

26°11 '47.65" 

JHANPLI KALLAN 

Tertiary Sandstone 

D/W 

98.00 

265.11 

224 

40 Nil Fa 

40N11Cd 

71 °32'14.84" 

26°19'43.19" 

KANASAR (Pz) 

Jurassic Sandstone 

P/z 

70.00 

254.51 

225 

40 Nil Fb 

40N11Hd 

71 °36'5.37" 

26°15'51.75" 

KASHMIR (Pz) 

Jurassic Sandstone 

P/z 

101.00 

229.51 

226 

40 J12Cb 

40N030C 

71 °13'57.05" 

26°20'43.46" 

MANIHARI PHANTA (Pz) 

Jurassic Sandstone 

P/z 

NA 

167.64 

227 

40 N8 Ec 

40N08Jd 

71 °24'28.08" 

26°09'20.36" 

NAGURDA (Pz) 

Tertiary Sandstone 

P/z 

127.00 

207.26 

228 

40 N8 Ea 

40N08Gb 

71 °20'1.66" 

26°03'57.53" 

NEEMLA (Pz) 

Tertiary Sandstone 

P/z 

141.00 

216.41 

229 

40 N8 Ed 

40N08Gd 

71 °22'7.27" 

26°04'14.27" 

NEEMLA DHANI (Pz) 

Tertiary Sandstone 

P/z 

200.00 

225.55 

230 

40 N3 Fa 

40N08Jd 

71 °24'28.08" 

26°09'20.36" 

NEGARDA (Pz) 

Tertiary Sandstone 

P/z 

269.00 

208.13 

231 

40 N8 Be 

40N08Nd 

71 °29'45.43" 

26°08'13.51" 

POSAL (P) 

Tertiary Sandstone 

P/z 

183.00 

222.81 

232 

40 N3 Hd 

40N030C 

71 °14'28.56" 

26°20'59.56" 

RAJDAL (Pz) 

Jurassic Sandstone 

P/z 

100.00 

279.50 

233 

40 Nil la 

40N11OC 

71 °44'34.29" 

26°21'16.59" 

RAJKA BERA 

Jurassic Sandstone 

D/W 

100.00 

242.93 

234 

40 Nil Cd 

40N11Cb 

71 °30'58.89" 

26°18'50.82" 

RATRI 

Jurassic Sandstone 

D/W 

58.00 

229.53 

235 

40 Nil Fc 

40N11Kd 

71 °40'10.32" 

26°19'45.64" 

UNDU (Pz) 

Jurassic Sandstone 

P/z 

98.00 

252.37 

236 

40 015 Be 

40015Fb 

71 °49'34.02" 

25°23'53.32" 

BHATALA 

Younger Alluvium 

D/W 

18.80 

64.01 

237 

40 013 Cc 

40015Mc 

71 °59'708" 

25°29'8.17" 

CHADON Kl DHANI (Pz) 

Younger Alluvium 

P/z 

150.00 

89.61 
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238 

40 010 Dc 

400101c 

71 °39'58.15" 

25°44'41.94" 

CHAWA 

Tertiary Sandstone 

D/W 

50.80 

135.03 

239 

45 C2 Ea 

45C02GC 

72°06'6.92" 

25°37'2.87" 

DAKHAN (Pz) 

Older Alluvium 

P/z 

55.00 

101.50 

240 

45 C2 Fa 

45C02Hc 

72°07'9.94" 

25°33'1.41" 

DHANWA 

Older Alluvium 

D/W 

36.50 

128.63 

241 

45 C2 Fal 

45C02HC 

72°06'6.78" 

25°33'9.28" 

DHANWA (Pz) 

Older Alluvium 

P/z 

120.00 

127.71 

242 

40 010 Hd 

40014Ca 

71 °45'31.11" 

25°36'35.64" 

HODLI (Pz) 

Older Alluvium 

P/z 

100.00 

104.55 

243 

40 010 Cb 

40007MC 

71 °29'29.69" 

25°29'33.7" 

KAGAU 

Older Alluvium 

D/W 

40.90 

106.38 

244 

40 015 Ba 

40015Cc 

71 °48'36.65" 

25 °21'59.44" 

KHUDALA 

Younger Alluvium 

D/W 

16.20 

62.79 

245 

40 011 Cb 

4001 ODc 

71 °32'54.7" 

25°32'10.26" 

KHUDASA 

Older Alluvium 

D/W 

45.50 

103.02 

246 

40 015 Ao 

40015Aa 

71 °46'5.08" 

25°29'16.94" 

KOSLU 

Older Alluvium 

D/W 

31.50 

89.31 

247 

40 015 Eb 

40015Ga 

71 °50'0.72" 

25°22'19.58" 

LOLAWA 

Younger Alluvium 

D/W 

8.30 

63.09 

248 

45 C2 Kb 

45C02Lb 

72°07'30.49" 

25°30'55.12" 

MEETHAJUNA 

Older Alluvium 

D/W 

48.95 

130.45 

249 

40 011 Da 

40011 Ec 

71 °37'2.06" 

25°28'31.59" 

NOKHRA 

Older Alluvium 

D/W 

40.00 

81.99 

250 

40 011 Da 

40011 Ec 

71 °37'4.09" 

25°28'27.96" 

NOKHRA (Pz) 

Older Alluvium 

P/z 

85.30 

83.21 

251 

40 010 Gc 

40010Mb 

71 °41 '38.89" 

25 °41'50.77" 

OKATIYA 

Tertiary Sandstone 

D/W 

51.60 

138.68 

252 

40 015 Da 

40015ld 

71 °54'40.06" 

25°27'37.86" 

PAELA KHURD 

Younger Alluvium 

D/W 

26.20 

96.32 

253 

40 010 Ab 

4001 OEc 

71 °37'9.89" 

25°44'0.73" 

RAWATSAR (Pz) 

Tertiary Sandstone 

P/z 

NA 

144.17 

254 

40 010 Fe 

40010Kb 

71 °39'19.25" 

25°34'6.49" 

SANJTA 

Older Alluvium 

D/W 

41.50 

103.94 

255 

40 010 Fb 

4001 OGd 

71 °36'13.58" 

25°35'13.11" 

SARLI 

Older Alluvium 

D/W 

59.30 

115.82 

256 

40 011 Ab 

40014Ba 

71 °46'15.29" 

25°40'46.34" 

SARNU 

Rhyolite 

T/W 

30.00 

147.22 

257 

40 014 la 

40014Kd 

71 °55'9.43" 

25°33'45.32" 

SINDHARI 

Younger Alluvium 

D/W 

16.00 

86.26 

258 

45 C9 Ab 

45C09KC 

72°40'51.45" 

25°51'28.12" 

AJIT 

Younger Alluvium 

D/W 

25.00 

149.35 

259 

45 C9 Cd 

45C09DC 

72°32'38.27" 

25°47'26.24" 

BAMSEEN 

Younger Alluvium 

T/W 

20.00 

156.97 

260 

45 C9 Cdl 

45C09DC 

72°33'0.21" 

25°47'6.44" 

BAMSEEN (Pz) 

Younger Alluvium 

P/z 

50.00 

155.75 

261 

45 C9 Gb 

45C09Kb 

72°38'2.23" 

25°50'21.16" 

BANAWAS 

Younger Alluvium 

D/W 

39.00 

163.07 

262 

45 C9 Ha 

45C09Ka 

72°38'47.41" 

25°50'51.27" 

BHALRON KA BERA 

Younger Alluvium 

D/W 

25.00 

134.11 

263 

45 C6 Hb 

45C06lb 

72°23'45.47" 

25°42'15.47" 

BHIMGODA 

Older Alluvium 

D/W 

60.00 

170.99 

264 

45 C6 Ha 

45C06Na 

72°28'3.6" 

25°39'24.49" 

DEVENDI 

Older Alluvium 

T/W 

70.00 

187.76 

265 

45 C6 Dc 

45C10Aa 

72°30'33.95" 

25°43'34.19" 

DEVRA 

Older Alluvium 

T/W 

70.00 

171.30 

266 

45 C6 Ab 

45C06Ga 

72°19'462" 

25°37'115" 

GUDANAL 

Older Alluvium 

D/W 

90.00 

178.92 

267 

45 C6 la 

45C05PC 

72°28'43.81" 

25°47'49.54" 

JETHANTRI 

Younger Alluvium 

D/W 

24.60 

131.98 

268 

45 C9 Ca 

45C09Ha 

72°35'15.21" 

25°47'4.43" 

KARMAWAS 

Younger Alluvium 

D/W 

15.60 

156.97 

269 

45 CIO Fc 

45C10Db 

72°30'48.47" 

25 °31'27.44" 

KATHARI 

Older Alluvium 

T/W 

60.00 

178.31 

270 

45 C6 Dd 

45C06lb 

72°23'44.75" 

25°42'1.17" 

KUSHAP 

Older Alluvium 

T/W 

100.00 

163.98 

271 

45 CIO Ab 

45C10Bb 

72°31 '43.05" 

25°38'52.15" 

LUDARDA 

Older Alluvium 

D/W 

50.00 

192.94 

272 

45 CIO Ba 

45C10Ca 

72°31 '5.27" 

25°37'24.67" 

MAHILAWAS (Pz) 

Older Alluvium 

P/z 

75.00 

174.96 

273 

45 C6 Hcl 

45C06Nb 

72°27'38.98" 

25°37'55.61" 

MAURI 

Older Alluvium 

D/W 

80.00 

192.94 

274 

45 C6 Hal 

45C06Nb 

72°27'37.09" 

25°37'46.12" 

MAURI (Pz) 

Older Alluvium 

P/z 

100.00 

194.77 

275 

45 C2 la 

45C02LC 

72°10'13.37" 

25°32'56.22" 

MITHURA (Pz) 

Older Alluvium 

P/z 

60.00 

136.25 

276 

45 CIO Bb 

45C10Ca 

72°30'31.18" 

25°36'6.68" 

MOKALSAR 

Older Alluvium 

D/W 

60.00 

181.36 

277 

45 CIO Bb 

45C10Ca 

72°30'23.19" 

25°35'41" 

MOKALSAR(Pz) 

Older Alluvium 

P/z 

100.00 

183.79 

278 

45 C6 Db 

45C06Ab 

72°16'50.91" 

25 °41'47.45" 

MUTHLI 

Older Alluvium 

D/W 

100.00 

141.73 

279 

45 C6 Ab 

45C06Ad 

72 °16'57.39" 

25 °41'44.33" 

PADRU 

Older Alluvium 

D/W 

NA 

136.48 

280 

45 C2 Ib2 

45C02Pb 

72°12'8.84" 

25°30'19.54" 

PADRU (Pz) 

Older Alluvium 

P/z 

30.00 

180.14 

281 

45 C2 Ic 

45C09Oa 

72°42'65.31" 

25°51 '9.51" 

PATARWARA 

Younger Alluvium 

D/W 

30.00 

150.88 

282 

45 C3 Gd 

45C02Pb 

72°12'13.59" 

25 °31'20.69" 

PAU 

Older Alluvium 

D/W 

22.10 

171.60 

283 

45 C6 Ab 

45C10Ad 

72°32'3.6" 

25°42'50.29" 

PHULAN 

Older Alluvium 

D/W 

43.20 

202.08 

284 

45 CIO Ab 

45C10Fa 

72°35'20.61" 

25°40'51.81" 

RAKHI (RS) 

Older Alluvium 

D/W 

30.00 

197.51 

285 

45 CIO Ca 

45C10Da 

72°30'19.32" 

25°33'31.44" 

RAMAN IYA 

Older Alluvium 

D/W 

16.85 

168.55 

286 

45 CIO Bb 

45C13Bb 

72°46'50.16" 

25°52'30.2" 

RAMPURA 

Younger Alluvium 

D/W 

11.50 

151.79 

287 

45 C9 Fc 

45C09Gd 

72°36'20.11" 

25°49'41.33" 

RANIDESPURA 

Younger Alluvium 

T/W 

100.00 

152.40 

288 

45 C9 Fa 

45C09Gb 

72°35'11.63" 

25°49'48.88" 

SAMDARI 

Younger Alluvium 

D/W 

31.70 

147.83 

289 

45 C9 Fal 

45C09Gb 

72°34'57.33" 

25°49'51.75" 

SAMDARI (P) 

Younger Alluvium 

P/z 

100.00 

150.27 

290 

45 C9 Fb 

45C09Da 

72°30'37.49" 

25°48'13.59" 

SILOR 

Younger Alluvium 

D/W 

29.50 

145.08 

291 

45 C9 Fbl 

45C09Da 

72°30'49.29" 

25°48'43.74" 

SILOR (Pz) 

Younger Alluvium 

P/z 

40.00 

146.00 

292 

45 C6 Ab 

45C06Ca 

72°15'52.48" 

25°36'26.97" 

SINER 

Older Alluvium 

T/W 

24.00 

169.16 

293 

45 C6 Ha 

45C06Jd 

72°25'7.37" 

25°38'57.95" 

SIWANA 

Older Alluvium 

D/W 

115.00 

192.02 

294 

45 C6 Dd 

45C06Bc 

72 °17'54.35" 

25°40'50.85" 

THAPAN 

Older Alluvium 

D/W 

35.10 

140.82 

295 

40 J 7 

40N07IC 

70°33'31.82" 

27°04'47.61" 

MITHRAU (P/Z) 

Jalore Granite 

P/z 

175.00 

78.00 

296 

40 N 15 

40N15AC 

70°33'31.82" 

27°04'47.61" 

BALAR (P/Z) 

Rhyolite 

P/z 

60.00 

236.19 

297 

40 N 4 

40N15AC 

70°33'31.82" 

27°04'47.61" 

BALU SINGH Kl DHANI 

Rhyolite 

D/W 

24.70 

248.32 

298 

40 N 15 

40N14JC 

70°33'31.82" 

27°04'47.61" 

BARLI 

Rhyolite 

D/W 

27.00 

249.69 

299 

40 B2 

40N10Ka 

70°33'31.82" 

27°04'47.61" 

BHAKHARI 

Jalore Granite 

D/W 

60.00 

264.03 

300 

40 N 15 

40N14Fd 

70°33'31.82" 

27°04'47.61" 

BHIKORAI-JUNI 

Rhyolite 

D/W 

28.00 

246.69 

301 

40 N 13 

40N15AC 

70°33'31.82" 

27°04'47.61" 

BIRAMDEORA 

Rhyolite 

P/z 

70.00 

233.19 

302 

40 M 13 

40N1ODb 

70°33'31.82" 

27°04'47.61" 

CHACHA 

Jurassic Sandstone 

P/z 

64.00 

222.19 

303 

40 N 10 

40N14La 

70°33'31.82" 

27°04'47.61" 

DUDIA 

Rhyolite 

D/W 

36.00 

273.12 

304 

40 M 14 

40N1OKd 

70°33'31.82" 

27°04'47.61" 

HAMNUMAN KUA 

Rhyolite 

D/W 

36.00 

251.22 

305 

40 N 10 

45B02Ga 

70°33'31.82" 

27°04'47.61" 

JHALORA JALLA 

Vindhyan Sandstone 

D/W 

22.50 

279.00 

306 

40 N 10 

40N1OGb 

70°33'31.82" 

27°04'47.61" 

KHURA 

Jurassic Sandstone 

D/W 

27.00 

291.06 

307 

40 N 7 

40N07MC 

70°33'31.82" 

27°04'47.61" 

OLA-I 

Jurassic Sandstone 

D/W 

16.00 

291.93 





s 

No 

Well Code 

Coordinate 

Village 

Hydrogeological 

Unit 

Type 

of 

Well 

Total 

Depth 

(m bgl) 

Reduced 1 * 1 
Ground 
Level 
(m amsl) 

RGWD 

TAHAL 

Longitude 

Latitude 

(as per Survey 
of India Grid) 



308 

40 B2 

40N07MC 

70°33'31.82" 

27°04'47.61" 

PADRODA 

Jurassic Sandstone 

D/W 

42.00 

235.80 

309 

40 N 10 

45B02Bb 

70°33'31.82" 

27°04'47.61" 

PANJI KA BERA 

Vindhyan Sandstone 

D/W 

22.90 

249.00 

310 

40 N 13 

40N15Jd 

70°33'31.82" 

27°04'47.61" 

POKARAN (P/Z) 

Tertiary Sandstone 

P/z 

70.00 

231.00 

311 

40 N 10 

40N10Da 

70°33'31.82" 

27°04'47.61" 

RAJMATHAI (P/Z) 

Jurassic Sandstone 

P/z 

126.00 

250.63 

312 

40 N 11 

40N11 Mb 

70°33'31.82" 

27°04'47.61" 

RAMPURIYA (P/z) 

Jurassic Sandstone 

P/z 

110.00 

270.94 

313 

40 B2 

40N1OHd 

70°33'31.82" 

27°04'47.61" 

R ATARI A 

Jurassic Sandstone 

D/W 

34.00 

241.95 

314 

40 B2 

45B02CC 

70°33'31.82" 

27°04'47.61" 

RATARIA-PAD( P/Z) 

Vindhyan Sandstone 

P/z 

95.00 

263.00 

315 

40 N 6 

45B02Bd 

70°33'31.82" 

27°04'47.61" 

SANGRAMSKI DHANI 

Vindhyan Sandstone 

D/W 

52.00 

255.66 

316 

40 N 10 

45B02CC 

70°33'31.82" 

27°04'47.61" 

SANKRA 

Vindhyan Sandstone 

D/W 

20.30 

291.20 

317 

45 Cl 4 Bb 

45C14Ca 

72°46'42.67" 

25°36'30.85" 

BALA 

Older Alluvium 

D.C.B 

68.40 

150.00 

318 

45 Cl 4 Eb 

45C14Fb 

72°49'40.01" 

25°38'7.71" 

RAMA 

Older Alluvium 

P/z 

155.00 

185.00 

319 

45 CIO lb 

45C10Ld 

72°41 '2.23" 

25°30'47.82" 

SARANA(P) 

Older Alluvium 

P/z 

19.70 

167.00 

320 

45 C 14 Edl 

45C11 Ma 

72°41 '31.21" 

25°29'43.37" 

VERIA 

Older Alluvium 

D/W 

24.10 

161.00 

321 

40 016 Ga 

40016Mb 

71 °56'49.5" 

25°12'8.66" 

BATERA P/z 

Younger Alluvium 

P/z 

227.40 

71.00 

322 

40 015 Hbl 

40015Kc 

71 °56'7.8" 

25°20'39.68" 

CHAJJALA 

Older Alluvium 

D/W 

38.10 

103.00 

323 

45 C3 Ca 

45C03Da 

72°01 '35.09" 

25°18'31.38" 

JESAWASP/z 

Older Alluvium 

P/z 

103.90 

82.00 

324 

40 015 Id 

40015Pa 

71 °58'1.52" 

25 °16'55.15" 

NANDIA P/Z 

Older Alluvium 

P/z 

140.00 

70.00 

325 

40016Mb 

40016ld 

71 °56'0.26" 

25°11'33.76" 

PATA Kl DHANI 

Younger Alluvium 

T/W 

169.00 

61.77 

326 

45 C3 Ba 

40015Nd 

71 °59'58.16" 

25°23'3.96" 

RANGALA P/Z 

Older Alluvium 

P/z 

92.00 

81.00 

327 

40 016 Ga 

40016Mb 

71 °56'49.44" 

25°12'8.73" 

RAUT (JUNA) 

Younger Alluvium 

T/W 

55.00 

68.00 

328 

45 Cl 1 Gb 

45C11Na 

72°41 '33.07" 

25°26'4.33" 

MITHRI 

Older Alluvium 

D/W 

40.70 

166.00 

329 

45 D1 Ba 

45D01Bd 

72°02'7.93" 

24°53'35.44" 

DEGAON 

Older Alluvium 

D/W 

48.00 

144.00 

330 

40 P9 Ab 

40P09Ad 

71 °32'32.19" 

24°57'4.19" 

AGADWA 

Older Alluvium 

D/W 

18.50 

49.00 

331 

40P131b 

40P131b 

71 °52'59.4" 

24°56'59.54" 

BHADAMA 

Older Alluvium 

T/W 

185.00 

61.72 

332 

40 PI 3 Dc 

40P13Mb 

71 °56'38.36" 

24°57'1.77" 

BINJROL 

Older Alluvium 

D/W 

21.40 

71.00 

333 

40 PI 3 Dc 

40P13ld 

71 °54'53.55" 

24°57'44.64" 

BINJROL GOLIA P/z 

Older Alluvium 

P/z 

285.00 

67.00 

334 

40 PI 2 Fb 

40012Lb 

71 °37'50.24" 

25°00'13.91" 

BIRAWA 

Older Alluvium 

D/W 

9.50 

35.00 

335 

40P5Md 

40P05NC 

71 °29'40.02" 

24°55'53.98" 

CHIMDAWAS 

Older Alluvium 

D/W 

16.20 

47.00 

336 

40 P9 Ec 

40P09Ja 

71 °38'3.16" 

24°54'59.54" 

CHITALWANA P/z 

Older Alluvium 

P/z 

52.00 

37.00 

337 

40 D16 Cd 

40016Db 

71 °46'46.85" 

25°00'18.61" 

DOKIYON Kl DHANI 

Older Alluvium 

T/W 

140.00 

40.00 

338 

40 P5 Ga 

40P05lb 

71 °24'15.7" 

24°56'26.75" 

DOONGRI 

Older Alluvium 

D/W 

25.15 

33.00 

339 

40 P9 Hb 

40P090a 

71 °41'18.35" 

24°52'26.57" 

SANGADWA 

Older Alluvium 

D/W 

4.65 

38.00 

340 

40 P9 Ed 

40P09NC 

71 °44'32.1" 

24°55'14.87" 

SIWARA 

Older Alluvium 

D/W 

10.00 

49.00 

341 

40 P9 Hd 

40P050C 

71 °28'20.89" 

24 °51'42.25" 

TAPI P/Z 

Older Alluvium 

P/z 

40.00 

25.00 

342 

40 PI 3 Pa 

40P13Aa 

71 °45'56.35" 

24°58'59.31" 

TETROL 

Older Alluvium 

D/W 

8.00 

42.00 

343 

45 C3 Fc 

45C03Kb 

72°08'29.93" 

25°19'33.22" 

AKAWA 

Older Alluvium 

D.C.B 

33.10 

120.00 

344 

45 C3 Fa 

45C03Gd 

72°06'23.2" 

25°19'25.59" 

ALWARA (P/z) 

Older Alluvium 

P/z 

288.80 

96.00 

345 

45 C3 Ad 

45C03OC 

72°14'29.14" 

25°21'12.98" 

BAUTRA 

Older Alluvium 

P/z 

140.00 

133.00 

346 

45 C3 Ad 

45C03Ad 

72°01 '54.69" 

25°26'29.93" 

CHOCHWA Kl DHANI P/z 

Older Alluvium 

P/z 

86.10 

87.00 

347 

45 C3 Fa 

45C03Jb 

72°07'53.47" 

25°24'13.47" 

DAHIWA 

Older Alluvium 

D.C.B 

72.80 

119.00 

348 

45 C3 Fa 

45C03Jb 

72°07'56.48" 

25°24'12.76" 

DAHIWAOBS. WELL 

Older Alluvium 

D/W 

240.00 

112.00 

349 

45 C3 Ed 

45C03KC 

72°09'29.12" 

25°22'17.91" 

JIWANA 

Older Alluvium 

D.C.B 

1.10+Borir 

125.00 

350 

45 C3 Fa 

45C03Ha 

72°05'31.01" 

25°18'22.51" 

KHETLAWA 

Older Alluvium 

D/W 

21.80 

95.00 

351 

45 C3 Id 

45C03Pa 

72°12'27.87" 

25°18'29.11" 

MEGHALWA P/z 

Older Alluvium 

P/z 

73.00 

110.00 

352 

45 C3 Ad 

45C03Bc 

72°03'4.25" 

25°25'18.85" 

SIRANA 

Older Alluvium 

D.C.B 

3.00+Borir 

98.00 

353 

45B7c 

45B11Bb 

72°30'13.63" 

26°22'50.37" 

BALESAR SATTA 

Vindhyan Sandstone 

D/W 

25.00 

228.00 

354 

45B1OFb 

45B10Ha 

72°35'18.58" 

26°32'16.99" 

BASTWA 

Vindhyan Sandstone 

D/W 

31.70 

247.92 

355 

45B11Hdl 

45B110C 

72°44'25.49" 

26 °21'25.36" 

BAWARLI 

Older Alluvium 

D/W 

18.55 

211.10 

356 

45B11Ad 

45B11Eb 

72°33'49" 

26°26'43" 

BELWA 

Vindhyan Sandstone 

D/W 

15.00 

286.00 

357 

45B6Fc 

45B06Od 

72°29'11.87" 

26°34'29.6" 

BHALU-RAJWA 

Vindhyan Sandstone 

D/W 

22.30 

225.50 

358 

45B1 IGa 

45B11 la 

72°39'17.1" 

26°28'30.22" 

BIRAI 

Vindhyan Sandstone 

D.C.B 

10 .boring r 

246.54 

359 

45B11GC 

45B11 Na 

72°41 '31.76" 

26°26'0.44" 

CHACHALWA 

Vindhyan Sandstone 

D/W 

23.00 

226.85 

360 

45B10Ea 

45B1OFd 

72°36'3.63" 

26°39'06.90" 

CHAMU 

Vindhyan Sandstone 

D/W 

54.00 

243.70 

361 

45B10LA 

45B10Pa 

72°42'20.21" 

26°33'30.42" 

CHIRWAI 

Vindhyan Sandstone 

D.C.B 

80+Borinc 

246.84 

362 

45B6Ec 

45B06JC 

72°25'57.54" 

26°39'24.92" 

DEDACHAK 

Vindhyan Sandstone 

D/W 

49.20 

255.30 

363 

45B6Cc 

45B10Gb 

72°34'20.61" 

26°35'7.62" 

DERA 

Vindhyan Sandstone 

D/W 

NA 

253.50 

364 

45B1OCc 

45B10Gb 

72°34'18.54" 

26°35'6.67" 

DERIYA 

Vindhyan Sandstone 

D/W 

38.10 

255.80 

365 

45B6GC 

45B10AC 

72°32'0" 

26°44'45" 

DEWANIAYA 

Vindhyan Sandstone 

D/W 

45.00 

243.21 

366 

45B6Hc 

45B06Nb 

72°27'37.53" 

26°38'41.15" 

DEWATOO 

Vindhyan Sandstone 

D/W 

36.80 

247.60 

367 

45B11 Cc 

45B11 Ha 

72°33'51.46" 

26°18'13.61" 

DHANDHANIA 

Older Alluvium 

D/W 

26.05 

182.77 

368 

45B6Eb 

45B06Ma 

72°26'30" 

26°44'50" 

GILAKOR 

Vindhyan Sandstone 

D.C.B 

15.00+40 r 

268.10 

369 

45B11Db 

45B11Jb 

72°38'34.92" 

26°23'22.61" 

GU DIALA 

Vindhyan Sandstone 

D/W 

29.80 

227.83 

370 

45B11 Be 

45B11Fb 

72°33'47.69" 

26°23'7.62" 

JUDIA 

Vindhyan Sandstone 

D/W 

18.30 

218.63 

371 

45B6Da 

45B06lb 

72°23'5.39" 

26°41'42.77" 

KANODIA 

Vindhyan Sandstone 

D/W 

120.00 

242.50 

372 

45B61B 

45B06Ld 

72°25'43.35" 

26 °31'00.80" 

KETU KALLA 

Vindhyan Sandstone 

D.C.B 

.BORING 

234.83 

373 

45B11Bb 

45B1 ICa 

72°30'59.52" 

26 °21'38.35" 

KHARI-BERI 

Vindhyan Sandstone 

D/W 

18.10 

216.86 

374 

45B1OFb 

45B1OPb 

72°41'18.23" 

26°31'13.81" 

KHUDIYALA 

Vindhyan Sandstone 

D/W 

25.00 

255.62 

375 

45B7Gd 

45B07NC 

72°28'43.07" 

26°25'38.2" 

KUI JODHA 

Vindhyan Sandstone 

D/W 

16.45 

238.93 

376 

45B6EA 

45B06Ja 

72°22'40.91" 

26°39'29.28" 

LAWARAN 

Vindhyan Sandstone 

D/W 

56.38 

247.92 

377 

45B6Ga 

45B06Ma 

72°26'33.85" 

26°43'9.45" 

LORTA 

Vindhyan Sandstone 

D/W 

34.50 

269.15 
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378 

45B9Cb 

45B09Db 

72°30'24.15" 

26°46'13.42" 

NATHRAU 

Vindhyan Sandstone 

D/W 

42.40 

248.00 

379 

45B1ODb 

45B1OEb 

72°34'15.97" 

26°41 '53.98" 

PANDIT KA BAS 

Vindhyan Sandstone 

D/W 

38.85 

241.15 

380 

45B6Fd 

45B06Lb 

72°23'50" 

26°25'15" 

SHEKHALA 

Vindhyan Sandstone 

D/W 

45.00 

243.93 

381 

45F6la 

45F06LC 

73 °24'36.8" 

26°32'23.79" 

ARTIA KALLAN 

Vindhyan Sandstone 

P/z 

NA 

238.87 

382 

NA 

45F09Ha 

73°34'0.52" 

26°47'22.48" 

ASOP (P/z) 

Bilara Limestone 

P/z 

90.00 

314.57 

383 

NA 

45F09Ha 

73°34'0.52" 

OO 

c\i 

CM 

F- 

jf- 

CD 

CM 

ASOP[ 

Bilara Limestone 

D/W 

NA 

314.57 

384 

45F6Fd 

45F06OC 

73 °29'15.64" 

26°36'6.98" 

BAGORIYA 

Vindhyan Sandstone 

D/W 

34.90 

266.50 

385 

45F6Fa2 

45F06Gd 

73 °22'29.9" 

26°34'3.89" 

BANDRA 

Vindhyan Sandstone 

D/W 

35.00 

266.10 

386 

NA 

45F06Nd 

73 °29'49.6" 

26°38'46.4" 

BHOPALGARH 

Vindhyan Sandstone 

D/W 

27.50 

291.93 

387 

45F6Hb1 

45F06Nd 

73 °29'44.73" 

26°39'5.29" 

BHOPALGARH (P/z) 

Vindhyan Sandstone 

P/z 

65.00 

273.25 

388 

45F6Fb 

45F07EC 

73 °21'36.99" 

26°29'58.11" 

BURKIYA 

Jalore Granite 

D/W 

37.00 

240.50 

389 

45F10FC 

45F1OJb 

73°38'24.34" 

26°38'31.4" 

CHAPLA 

Vindhyan Sandstone 

D/W 

46.10 

299.82 

390 

45F9lb 

45F10la 

73°38'28.66" 

26°44'24.73" 

DARMI 

Bilara Limestone 

D/W 

88.70 

260.50 

391 

45F5Ed 

45F05Kb 

73 °23'10" 

26°50'10" 

DHANDURA 

Bilara Limestone 

D/W 

64.90 

286.70 

392 

45F6Gb 

45F06la 

73°24'11.45" 

26°43'55.44" 

GADERI II 

Vindhyan Sandstone 

D/W 

28.95 

290.22 

393 

45F6Gb 

45F06ld 

73 °24'30" 

26°42'15" 

GADERO 

Vindhyan Sandstone 

D/W 

25.00 

300.00 

394 

45F9Fd 

45F09Lb 

73°38'23.01" 

26°46'32.53" 

GERASNI 

Bilara Limestone 

D/W 

80.00 

261.00 

395 

45F6GC 

45F06MC 

73 °28'9.89" 

26°43'18.23" 

HINGOLI 

Vindhyan Sandstone 

D/W 

37.00 

290.40 

396 

45F6GC 

45F06Jb 

73 °23'33.67" 

26°37'43.81" 

HIRADESAR 

Vindhyan Sandstone 

D.C.B 

0.05 

245.40 

397 

45F6lb 

45F06Ld 

73 °24'45.89" 

26 °31'35.81" 

JHALAMALIA 

Jalore Granite 

D/W 

33.90 

253.15 

398 

45F6Bd 

45F06Ga 

73 °19'3.81" 

26°36'0.61" 

KALAWAS 

Vindhyan Sandstone 

D/W 

62.00 

263.64 

399 

45F7Bd 

45F07Ed 

73 °21'30.52" 

26°26'26.13" 

KFIERI SALWA 

Jalore Granite 

D/W 

36.30 

231.90 

400 

45F9Cd 

45F10AC 

73°32'36.28" 

26°44'26.24" 

KUMHARA 

Vindhyan Sandstone 

D.C.B 

19.60+35 r 

275.35 

401 

45F6Dd 

45F06FC 

73°21 '56.71" 

26°41'13.5" 

MINDOLI 

Vindhyan Sandstone 

D.C.B 

.90+40.00 

281.00 

402 

45F10AC 

45F10BC 

73°32'48.52" 

26°40'47.42" 

NADSAR 

Vindhyan Sandstone 

D.C.B 

3.00+borir 

275.70 

403 

45F5Eb 

45F05Ld 

73 °25'22.03" 

26°45'48.19" 

PALRIRANAWATA 

Bilara Limestone 

D/W 

.00+80.00 

289.20 

404 

45F10DC 

45F10FC 

73°37'24.09" 

26°40'55.68" 

RAJALANI 

Vindhyan Sandstone 

D/W 

28.80 

296.62 

405 

45F9Ba 

45F09Da 

73°30'9.83" 

26°46'52.35" 

RAROD 

Bilara Limestone 

D/W 

44.10 

300.70 

406 

45F6Ea 

45F06Fd 

73 °22'13.46" 

26°38'42.3" 

RUDIA 

Vindhyan Sandstone 

D/W 

27.00 

285.82 

407 

45F6Cd 

45F06Ja 

73 °23'33.6" 

26°40'41.11" 

USTRAN 

Vindhyan Sandstone 

D/W 

35.10 

290.85 

408 

45F12Fb 

45F12BC 

73°32'41.81" 

26°10'15.31" 

BALA 

Older Alluvium 

D/W 

11.90 

232.90 

409 

45F11IC 

45F11 Pc 

73°44'0.97" 

26 °17'51.21" 

BHAGASNI 

Bilara Limestone 

D.C.B 

13.30+85 r 

250.00 

410 

45F12Da 

45F12la 

73°37'36.57" 

26°13'13.59" 

BHAWI 

Jalore Granite 

D/W 

22.60 

238.00 

411 

45F11 lb 

45F11Ld 

73°40'51.62" 

26 °16'24.29" 

BIRAWAS 

Older Alluvium 

D/W 

29.10 

253.50 

412 

45F15BC 

45F15Bb 

73°46'26.1" 

26°24'13.43" 

HARIADHANA 

Bilara Limestone 

D/W 

12.70 

320.00 

413 

45F15Cb 

45F15Db 

73°46'43.82" 

26 °16'32.76" 

JAK 

Bilara Limestone 

D/W 

32.00 

237.00 

414 

45F12DC 

45F121b 

73°38'53.9" 

26°12'52.76" 

JHURLY 

Older Alluvium 

D.C.B 

7.50+30 r 

240.00 

415 

45F11 Ed 

45F16Ab 

73°46'1.48" 

26°12'45.18" 

KHARIYAMITHAPUR 

Bilara Limestone 

D.C.B 

3.50+180' 

270.00 

416 

NA 

45F12FC 

73°36'27.75" 

26°09'28.77" 

MALKOSNI 

Older Alluvium 

D.C.B 

100+60'm 

254.64 

417 

45F15Bd 

45F15Cb 

73°45'5" 

26°19'10" 

MURKASNI 

Bilara Limestone 

D/W 

55.00 

300.00 

418 

45F8Gb 

45F08Na 

73°26'45.79" 

26 °10'57.94" 

OLVI 

Jalore Granite 

D/W 

17.30 

235.30 

419 

45F12Gd 

45F12ld 

73°40'50.54" 

26°12'54.67" 

PICHYAK 

Bilara Limestone 

D/W 

21.00 

260.00 

420 

45F8Db 

45F08lb 

73 °23'40.57" 

26°12'53.89" 

RAMASNI 

Older Alluvium 

D/W 

24.70 

228.02 

421 

45F15Bd 

45F11 Pd 

73°43'46.55" 

26°16'51.28" 

RAMPURIA 

Bilara Limestone 

D/W 

32.85'm 

253.00 

422 

45F15Bd 

45F15Ca 

73°45'10.66" 

26 °21'48.52" 

RANSIGAON 

Bilara Limestone 

D.C.B 

3.50+55' r 

300.00 

423 

45F11IC 

45F1 lOd 

73°44'48.58" 

26°19'57.58" 

SAMBARIA 

Bilara Limestone 

D/W 

40.80 

300.00 

424 

NA 

45F11 Nd 

73°44'36.51" 

26°24'11.39" 

SOWANIA 

Bilara Limestone 

D/W 

52.00 

306.39 

425 

45C13DC 

45B16FC 

72°51'30" 

26°54'50" 

BACHARNA 

Older Alluvium 

D/W 

NA 

190.00 

426 

45B16BC 

45B16Bd 

72°48'21.82" 

26°08'47.95" 

BE VTA 

Rhyolite 

D/W 

NA 

180.00 

427 

45C13DC 

45F08Cd 

73 °17'24.53" 

26°05'3.81" 

BHATINDA 

Older Alluvium 

D/W 

10.50 

160.00 

428 

45B16Gb 

45F04Ad 

73°03'8.58" 

26°11'35.23" 

BORANADA 

Older Alluvium 

D/W 

39.25 

210.00 

429 

45B12IC 

45B12PC 

72°44'33.59" 

26°03'44.86" 

DHAWA 

Older Alluvium 

D/W 

29.50 

200.00 

430 

45B16Db 

45C13AC 

72°48'15" 

25°59'0" 

DHUNDHARA 

Older Alluvium 

D/W 

20.00 

170.00 

431 

NA 

45C13Bd 

72°48'22.98" 

25°52'41.81" 

DHUNDHARA P/Z 

Older Alluvium 

P/z 

43.00 

156.29 

432 

45B16Db 

45B16Ja 

72°52'45" 

26°19'45" 

DOLI 

Older Alluvium 

D/W 

47.60 

200.00 

433 

45B16Db 

45C13Ja 

72°54'22.4" 

25°55'42.71" 

DOODIYA 

Older Alluvium 

D/W 

10.50 

160.00 

434 

45B16Ga 

45B16IC 

72°55'55" 

26°13'45" 

GANGANA 

Older Alluvium 

D/W 

80.00 

230.00 

435 

45F4Bc 

45F04FC 

73°05'55.14" 

26 °10'37.65" 

GUDA KALLAN 

Older Alluvium 

D/W 

20.00 

160.00 

436 

45B16Bb 

45B16Ed 

72°51'58" 

26 °11 '55" 

JHANWAR 

Older Alluvium 

D/W 

61.00 

200.00 

437 

NA 

45B16Ed 

72°50'59.63" 

26°11'58.52" 

JHANWAR P/Z 

Older Alluvium 

P/z 

70.00 

198.89 

438 

45F4Cc 

45F04CC 

73°03'38.84" 

26°06'19.12" 

KANKANI-I 

Rhyolite 

D/W 

14.00 

200.00 

439 

45F4Cc 

45F04Cd 

73°03'43.61" 

26°04'5.52" 

KAN KAN 1-II 

Rhyolite 

D/W 

NA 

200.00 

440 

45B8Ab 

45F08FC 

73°20'38.25" 

26°09'43.24" 

KHARI KALLA 

Older Alluvium 

D/W 

10.00 

200.00 

441 

45B16Fd 

45B16Fd 

72°50'48.96" 

26°08'55.13" 

KHUDALA 

Older Alluvium 

D/W 

39.50 

180.00 

442 

45F4Ad 

45F04Ad 

73°03'8.75" 

26°11 '35.35" 

KURI 

Older Alluvium 

D/W 

13.50 

215.00 

443 

45F4Cb 

45F04Db 

73°00'7.65" 

26°00'32.17" 

LUNI 

Older Alluvium 

D/W 

12.00 

200.00 

444 

45F4Bc 

45F04Bd 

73°03'14.98" 

26°07'37.81" 

MOGRA KALLAN 

Rhyolite 

D/W 

17.50 

180.00 

445 

45B12HC 

45B16Bb 

72°45'10" 

26°9'0" 

PADHARO Kl DHANI 

Older Alluvium 

D/W 

32.60 

180.00 

446 

NA 

45B16Mb 

72°57'20.87" 

26°13'5.49" 

PAL 

Older Alluvium 

D/W 

65.00 

221.40 

447 

45B16Ga 

45B16Ma 

72°57'30" 

26°13'40" 

PAL (P/z) 

Older Alluvium 

P/z 

NA 

225.00 
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448 

45B16Fd 

45B16Lb 

72°54'21.18" 

26°01 '17.71" 

PHEENCH 

Older Alluvium 

D/W 

27.90 

165.00 

449 

45C13Ad 

45C13Ad 

72°47'42.15" 

25°56'38.2" 

ROHICHA KHURD 

Older Alluvium 

D/W 

22.80 

180.00 

450 

45F4Hd 

45B16EC 

72°50'40" 

26°14'35" 

SAJJARA 

Older Alluvium 

D/W 

5.50 

160.00 

451 

45B15SC 

45B160C 

72°59'34.85" 

26°07'18.58" 

SALAWAS 

Rhyolite 

D/W 

23.30 

180.00 

452 

45B12ld 

45B12Pb 

72°42'55" 

26 °1 '30" 

SALI 

Older Alluvium 

D/W 

33.75 

200.00 

453 

45B161b 

45B16Pb 

72°56'29.84" 

26 °01'48.24" 

SAR 

Older Alluvium 

D/W 

37.00 

160.00 

454 

45B16IC 

45B16PC 

72°58'20.92" 

26°03'33.29" 

SARECHA 

Older Alluvium 

D/W 

15.70 

180.00 

455 

45F4Cb 

45F04DC 

73°02'15.11" 

26°02'4.93" 

SIKARPURA 

Older Alluvium 

D/W 

13.20 

170.00 

456 

45F8Bb 

45F08Ca 

73 °16'5" 

26°7'30" 

SINGASNI 

Older Alluvium 

D/W 

NA 

180.00 

457 

45F7Bb 

45F07Ca 

73 °15'49.64" 

26°20'49.45" 

AKHTHALI 

Jalore Granite 

D/W 

38.85 

240.00 

458 

45D15Db 

45B15Fd 

72°51'20.65" 

26°23'06.63" 

BAIRU 

Vindhyan Sandstone 

D/W 

27.45 

265.00 

459 

45B11IC 

45B1 lOd 

72°43'29.73" 

26°19'30.03" 

BAMBOR 

Rhyolite 

D/W 

24.65 

210.00 

460 

45F3FC 

45F03Kb 

73°08'40.37" 

26°19'34.21" 

BANAR 

Jalore Granite 

D/W 

11.10 

220.00 

461 

45B15FC 

45B150b 

72°56'22.59" 

26°20'13.73" 

BARLI KANKAR 

Vindhyan Sandstone 

D/W 

32.05 

250.00 

462 

45F3Gd 

45F03Md 

73 °13'50.5" 

26°27'19.83" 

DAI KARA-1 

Jalore Granite 

D/W 

24.30 

240.00 

463 

45F3Gd 

45F03Md 

73 °13'36.64" 

26°27'29.28" 

DAI KARA-II 

Jalore Granite 

D/W 

22.70 

240.00 

464 

45B15Db 

45B15ld 

72°54'40.06" 

26°26'18.99" 

INDROKA 

Vindhyan Sandstone 

D/W 

22.10 

260.00 

465 

45F3Hc 

45F03Jd 

73 °10'O" 

26°23'55" 

JAJIWAL 

Jalore Granite 

D/W 

20.20 

220.00 

466 

45F3lb 

45F03Ld 

73 °11'39.82" 

26°15'11.66" 

JALELI CHAMPAWATA 

Jalore Granite 

D/W 

20.50 

220.00 

467 

45B16Cd 

45B15Hb 

72°49'25.63" 

26°15'23.75" 

KARAN 1 

Rhyolite 

D/W 

50.10 

205.00 

468 

45F3Db 

45F03Eb 

73°05'9.07" 

26°26'24.86" 

KARWAR 

Vindhyan Sandstone 

D/W 

18.80 

240.00 

469 

45B15Eb 

45B15Kb 

72°52'45.55" 

26°18'59.16" 

KERU 

Vindhyan Sandstone 

D/W 

20.77 

240.00 

470 

45B15Gb 

45B15Mb 

72°57'40.12" 

26°26'59.38" 

MANAI (P/z) 

Vindhyan Sandstone 

D.C.B 

185+104 

245.00 

471 

45F3Ab 

45F03Ab 

73°00'36.76" 

26°26'36.91" 

MANAKLAO 

Vindhyan Sandstone 

D/W 

14.30 

240.00 

472 

45B15Fb 

45B15HC 

72°52'25" 

26 °17'15" 

MOKLAWAS 

Vindhyan Sandstone 

D/W 

28.40 

248.97 

473 

45F3Fa 

45F03HC 

73°07'6.04" 

26°18'33.81" 

NANDRI 

Jalore Granite 

D/W 

13.26 

215.00 

474 

45B15Ha 

45B15Nb 

72°56'20.48" 

26°24'01.08" 

NARWA 

Vindhyan Sandstone 

D/W 

20.53 

250.00 

475 

45F3Ba 

45B15Nd 

72°59'46.3" 

26°22'59.32" 

PALRI MANGLIAN 

Vindhyan Sandstone 

D/W 

38.90 

250.00 

476 

45B15CC 

45B15Gb 

72°50'9.72" 

26°19'51.6" 

RAJWA 

Vindhyan Sandstone 

D/W 

32.10 

230.00 

477 

45B16Ba 

45B16EC 

72°52'30" 

26°14'17" 

ROHICHA KALLAN 

Older Alluvium 

D/W 

34.90 

240.00 

478 

45B15Ad 

45B15Fa 

72°49'59.16" 

26°24'45.52" 

SALODI 

Older Alluvium 

D/W 

21.90 

260.00 

479 

45F1Ab 

45F07Ab 

73 °16'34.19" 

26°26'55.87" 

SALWA KALLA 

Jalore Granite 

D/W 

36.15 

240.00 

480 

45F2Dd 

45F02Ja 

73°08'36.26" 

26°39'50.69" 

ANWANA 

Vindhyan Sandstone 

D/W 

NA 

244.10 

481 

45B15DC 

45B15la 

72°53'24.61" 

26°29'22.95" 

BALARWA 

Vindhyan Sandstone 

D/W 

NA 

233.85 

482 

45F1 Cd 

45F02Jd 

73 °10'l 6.78" 

26°37'39.17" 

BAORI 

Vindhyan Sandstone 

D/W 

NA 

239.66 

483 

NA 

45F01Hb 

73°04'40.76" 

26°45'52.26" 

BARA KALLA 

Vindhyan Sandstone 

D/W 

30.50 

275.87 

484 

45B14Cd 

45B14Hb 

72°49'32.38" 

26°30'17.00" 

BAREN KOTECHA 

Vindhyan Sandstone 

D.C.B 

24+36 m 

256.05 

485 

45B14Bd 

45B14Ga 

72°50'10.4" 

26°36'33.25" 

BARLA 

Vindhyan Sandstone 

D.C.B 

).40+borg 

280.00 

486 

NA 

45F01Fb 

73°04'58.24" 

26°53'26.67" 

BARSALU KALLA 

Vindhyan Sandstone 

D/W 

67.25 

289.29 

487 

45B13HC 

45B130d 

72°58'33.42" 

26°50'16.97" 

BETWASIA Bhando.k.d 

Vindhyan Sandstone 

D/W 

72.00 

253.15 

488 

45B14IC 

45B140b 

72°57'25" 

26°34'40" 

BHAINSAR CHAUNDIYALI 

Vindhyan Sandstone 

D/W 

NA 

217.10 

489 

45F2Bb1 

45B140d 

72°59'6.92" 

26°34'48.58" 

BHAINSAR CHAUNDIYALI 

Vindhyan Sandstone 

D/W 

NA 

276.00 

490 

45B9Bb 

45B09Ga 

72°34'14.29" 

26°50'37.75" 

BHER 

Vindhyan Sandstone 

D.C.B 

0.16+bor r 

228.46 

491 

45B1 OGd 

45B10MC 

72°44'25" 

26°44'10" 

BHERDON KA BAS 

Vindhyan Sandstone 

D/W 

34.35 

280.00 

492 

45B1 Cc 

45B13DC 

72°47'43.15" 

26°47'21.68" 

BHIKAMKHOR 

Vindhyan Sandstone 

D/W 

50.27 

294.56 

493 

45B15Ga 

45B15la 

72°53'28.92" 

26°29'11.69" 

BINJWARIA 

Vindhyan Sandstone 

D.C.B 

8.90+bor r 

215.24 

494 

45F6Cd 

45F06Dd 

73 °17'52.05" 

26°31 '36.17" 

BUCHETI 

Jalore Granite 

D/W 

24.00 

243.85 

495 

45B10Gb 

45B10Na 

72°42'5.34" 

26°40'58.71" 

CHIRAI 

Vindhyan Sandstone 

D/W 

42.70 

266.20 

496 

45B13Cb 

45B09Pd 

72°44'53.69" 

26°45'14.89" 

DABRI 

Vindhyan Sandstone 

D/W 

52.20 

258.80 

497 

45F2Dc 

45F02Ed 

73°05'40.52" 

26°42'52.78" 

DANWARA 

Vindhyan Sandstone 

D/W 

29.05 

245.80 

498 

45B9Fd 

45B10IC 

72°40'46.79" 

26°44'52.31" 

EKALKHARI 

Vindhyan Sandstone 

D/W 

77.50 

242.70 

499 

45B14Ba 

45B14Cd 

72°47'35.68" 

26°35'5.95" 

GHEVRA 

Vindhyan Sandstone 

D.C.B 

,00+borinc 

252.35 

500 

45F2Ha 

45F02Mb 

73 °11'44.83" 

26°42'54.79" 

HARDHANI 

Vindhyan Sandstone 

D/W 

40.50 

259.00 

501 

45F1Hh 

45F01 Kd 

73°09'49.26" 

26°50'37.17" 

HATUNDI 

Vindhyan Sandstone 

D/W 

35.95 

275.60 

502 

45B15Cb 

45B14Da 

72°45'47.41" 

26°32'05.01" 

JELLU 

Vindhyan Sandstone 

D/W 

24.20 

270.00 

503 

45F2Ca 

45F02Cd 

73°02'36.18" 

26°34'38.12" 

JUD 

Vindhyan Sandstone 

D/W 

22.00 

236.00 

504 

45B1 Ad 

45F01 Ad 

73°03'44.78" 

26°56'15.44" 

KAPURIA 

Vindhyan Sandstone 

D/W 

77.80 

231.32 

505 

45F2Fc 

45F02Od 

73 °13'48.26" 

26°34'13.66" 

KASTIYA 

Vindhyan Sandstone 

D/W 

NA 

257.68 

506 

45F2Ba 

45F02Bb 

73 °1 '30" 

26°37'47" 

KHARDA 

Vindhyan Sandstone 

D/W 

40.10 

250.40 

507 

45F2Fa 

45F02Ha 

73°04'42.86" 

26°33'26.65" 

KHARI KHURD 

Vindhyan Sandstone 

D/W 

14.10 

235.26 

508 

45B14Ea 

45B14Fa 

72°49'55" 

26°40'55" 

KHELASAR 

Vindhyan Sandstone 

D/W 

55.50 

256.70 

509 

45F1Bd 

45F01Bd 

73°03'13.63" 

26°52'39.81" 

KHINDRAKHOR 

Vindhyan Sandstone 

D/W 

77.75 

240.89 

510 

45F6Ab1 

45F06Ab 

73 °16'10" 

26°41'20" 

LAVERA KHURD 

Vindhyan Sandstone 

D/W 

32.00 

268.19 

511 

45F5Bc 

45F05Cd 

73 °18'16.81" 

26°50'31.13" 

MORANWARA 

Vindhyan Sandstone 

D/W 

26.00 

281.69 

512 

45F1 lb 

45F01Pb 

73 °11'24.95" 

26°46'7.46" 

NADIA KALLAN 

Vindhyan Sandstone 

D.C.B 

170+70.0 

291.13 

513 

45F1 la 

45F01Pb 

73 °11'24.95" 

26°46'7.46" 

NADIA KHURD 

Vindhyan Sandstone 

D/W 

32.90 

277.38 

514 

45F2FC 

45F02Kb 

73°09'19.35" 

26°34'20.00" 

NETRA 

Vindhyan Sandstone 

D/W 

20.30 

234.50 

515 

45F141b 

45B15Ad 

72°46'55.65" 

26°26'33.65" 

NEVRA 

Vindhyan Sandstone 

D/W 

35.25 

271.84 

516 

45B13Fd 

45B14la 

72°53'51.67" 

26°44'55.6" 

OSIAN 

Vindhyan Sandstone 

D/W 

21.49 

299.75 

517 

45B1OHb 

45B10Oa 

72 °41'48.37" 

26°36'42.53" 

PANCHLA 

Vindhyan Sandstone 

D.C.B 

24.37 

260.00 




s 

No 

Well Code 

Coordinate 

Village 

Hydrogeological 

Unit 

Type 

of 

Well 

Total 

Depth 

(m bgl) 

Reduced 1 * 1 
Ground 
Level 
(m amsl) 

RGWD 

TAHAL 

Longitude 

Latitude 

(as per Survey 
of India Grid) 



518 

45F1Ba 

45F01Bb 

73°00'19.54" 

26°53'39.15" 

RAILMALWARA 

Vindhyan Sandstone 

D/W 

81.80 

228.05 

519 

NA 

45B14Nb 

72°57'47.52" 

26°38'22.91" 

RAMPURIA 

Vindhyan Sandstone 

D/W 

NA 

274.70 

520 

45B14Hb 

45B14KC 

72°55'6.69" 

26°36'42.44" 

RENIYA 

Vindhyan Sandstone 

D.C.B 

9.40+20 r 

244.98 

521 

45B9IC 

45B09Gd 

72°37'7.12" 

26°49'35.47" 

SAMRAU 

Vindhyan Sandstone 

D/W 

84.00 

241.30 

522 

45B15Ab 

45B11 Md 

72°44'57.94" 

26°26'32.56" 

SANTORA KALLA 

Vindhyan Sandstone 

D/W 

29.30 

260.70 

523 

NA 

45B14Gd 

72°52'28.26" 

26°33'50.16" 

TINWARI 

Vindhyan Sandstone 

D/W 

22.30 

279.28 

524 

45F3Ac 

45F03AC 

73°03'26.85" 

26°29'51.67" 

UJALLIA 

Vindhyan Sandstone 

D/W 

45.63 

218.00 

525 

NA 

45F02Cb 

73°00'52.56" 

26°33'49.74" 

UMMED NAGAR 

Vindhyan Sandstone 

P/z 

100.00 

250.32 

526 

45B6Ab 

45B06Ab 

72°15'39.33" 

26°42'14.77" 

ASARLAI 

Vindhyan Sandstone 

D/W 

39.00 

260.20 

527 

45B7lc 

45B07Ob 

72°31'13.31" 

26°19'53.41" 

BHANDU JATI 

Older Alluvium 

D/W 

34.76 

192.90 

528 

45B4Ec 

45B07Jb 

72°24'16.27" 

26°23'21.88" 

BHOJA KA BAS 

Vindhyan Sandstone 

D/W 

37.80 

228.88 

529 

45B3Ea 

45B03Fd 

72°05'42.54" 

26°22'37.34" 

BHOMSAGAR 

Older Alluvium 

D/W 

36.75 

214.12 

530 

45B7Ab 

45B07Ad 

72 °16'56.83" 

26°26'20.57" 

BHUNGRA 

Older Alluvium 

D/W 

50.00 

198.10 

531 

45B2Dc 

45B02ld 

72°09'54.27" 

26°43'01.26" 

BURKIA 

Vindhyan Sandstone 

D/W 

35.80 

235.70 

532 

45B2Ed 

45B03Ka 

72°08'35.45" 

26 °21'20.44" 

CHABA 

Older Alluvium 

D/W 

35.00 

207.12 

533 

45B7lb 

45B07LC 

72°24'24.78" 

26 °17'21.47" 

CHAKDAR 

Older Alluvium 

D/W 

52.45 

216.44 

534 

45B1 lb 

45B02IC 

72 °10'55" 

26°44'15" 

CHANDSAMA 

Vindhyan Sandstone 

D/W 

30.80 

233.06 

535 

45B2Fc 

45B02Gd 

72°07'1.48" 

26°34'18.84" 

DASANI A 

Vindhyan Sandstone 

D/W 

25.30 

231.05 

536 

45B2Ha 

45B02OC 

72°14'28.78" 

26°35'37.53" 

JETSAR 

Vindhyan Sandstone 

D/W 

47.00 

254.00 

537 

45B2Ea 

45B02FC 

72°06'25.75" 

26°40'05.75" 

KALAU 

Vindhyan Sandstone 

D.C.B 

7.10+80 r 

235.00 

538 

NA 

45B06Gb 

72°19'13.92" 

26°34'20.93" 

KHANODI 

Older Alluvium 

D/W 

70.00 

275.18 

539 

45B7Dd 

45B07FC 

72°22'23.34" 

26°24'59.81" 

KHIRJAN 

Vindhyan Sandstone 

D/W 

34.00 

234.15 

540 

45B6Bc 

45B06Fa 

72°19'5" 

26°39'35" 

KHIYASARIA 

Vindhyan Sandstone 

D/W 

40.00 

240.85 

541 

45B7Bc 

45B07Fb 

72°20'10" 

26°23'5" 

KUNTALIA BERA 

Older Alluvium 

D/W 

53.70 

229.10 

542 

45B2Hb 

45B02KC 

72°10'0" 

26°36'30" 

PUNGLIA 

Vindhyan Sandstone 

D/W 

25.30 

234.04 

543 

45B7Ac 

45B07Ea 

72°18'49.88" 

26°29'2.34" 

RAISAR 

Older Alluvium 

D/W 

45.00 

213.43 

544 

45B8Aa 

45B08AC 

72°18'0.9" 

26°14'12.98" 

SABARIA BERA 

Older Alluvium 

D/W 

52.00 

153.04 

545 

45B2Cb 

45B07Da 

72 °16'22.94" 

26 °17'14.56" 

SAI 

Older Alluvium 

D/W 

46.80 

210.15 

546 

45B2Dc 

45B02EC 

72°7'0" 

26°43'28" 

SANWALON Kl DHANI 

Vindhyan Sandstone 

D/W 

26.20 

245.16 

547 

45B6Bd 

45B06Ga 

72°19'35" 

26°36'50" 

SETRAWA 

Vindhyan Sandstone 

D/W 

46.00 

263.00 

548 

NA 

45B07Cd 

72 °17'26.14" 

26°19'43.41" 

SHERGARH 

Older Alluvium 

D/W 

52.00 

227.11 

549 

45B7Cc 

45B07Cd 

72 °17'45.48" 

26°19'41.46" 

SHERGARH 

Older Alluvium 

P/z 

100.00 

213.90 

550 

45B7Fd 

45B07Lb 

72°23'10.22" 

26 °16'02.34" 

SOINTRA 

Older Alluvium 

D/W 

50.40 

214.20 

551 

45B6Cb 

45B06Da 

72°16'18.56" 

26°32'3.76" 

SOLANKIYA TALA 

Older Alluvium 

D/W 

38.30 

233.98 

552 

45B2la 

45B02Kd 

72°10'13.09" 

26°34'15.37" 

SOMESAR 

Vindhyan Sandstone 

D/W 

40.00 

237.03 

553 

45B3Gd 

45B03Mb 

72°12'38.42" 

26°27'2.36" 

SUWALIA 

Older Alluvium 

D/W 

55.00 

225.02 

554 

45B7Ba 

45B07Fb 

72°20'6.56" 

26°23'11.19" 

TENA 

Vindhyan Sandstone 

D/W 

38.30 

245.63 

555 

45B9Ed 

45B07GC 

72°22'17.67" 

26 °21'42.76" 

TIMBRI 

Vindhyan Sandstone 

D/W 

33.20 

272.90 

556 

45B9lb 

45B01Pb 

72°12'11.33" 

26°45'12.75" 

UNTWALIA 

Vindhyan Sandstone 

D/W 

35.00 

243.85 

557 

45 J5 Dc 

45J10Ka 

74°37'37.94" 

26°36'3.76" 

Nimbri Kalian 

Older Alluvium 

D/W 

50.00 

371.00 

558 

45F10Ga 

45F10Mb 

73°42'33.28" 

26°42'25.45" 

Flarsolao 

Vindhyan Sandstone 

P/z 

156.00 

332.00 

559 

45F10Ga 

45F10Mb 

73°42'45.34" 

26°42'59.85" 

Flarsolao 

Vindhyan Sandstone 

D/W 

38.95 

332.00 

560 

45F15Dd 

45F151b 

73°54'8.33" 

26°26'48.96" 

Kurdaya 

Bilara Limestone 

D/W 

52.60 

318.00 

561 

45E12Fa 

45F05Fb 

73 °19'51.19" 

26°52'41.86" 

Bhakrod 

Vindhyan Sandstone 

D/W 

63.70 

320.00 

562 

45E12Fa 

45F05Fb 

73 °19'51.19" 

26°52'41.86" 

Bhakrod 

Vindhyan Sandstone 

P/z 

150.00 

320.00 

563 

45F5Bc 

45F05Fb 

73 °19'57" 

26°53'06" 

Khundala 

Vindhyan Sandstone 

D/W 

49.00 

219.00 

564 

45F5Bc 

45F05Fb 

73 °19'57" 

26°53'06" 

Khundala 

Vindhyan Sandstone 

D/W 

475.00 

219.00 

565 

45J10Eb 

45J10Ka 

74°37'37" 

26°36'00" 

Bassi 

Older Alluvium 

D/W 

28.00 

477.00 

566 

45J10Ca 

45J1 OCb 

74°30'44" 

26°35'15" 

Ragunathpura 

Phyllite & Schist 

D/W 

26.40 

460.00 

567 

45J6Bd 

45J07Aa 

74°15'11.75" 

26°29'16.73" 

Akhawas 

Older Alluvium 

D/W 

30.20 

353.00 

568 

45J6Bd 

45J06Hb 

74°18'57.83" 

26°30'58.00" 

Alniyawas 

Phyllite & Schist 

D/W 

24.00 

361.00 

569 

45J3De1 

45J03IC 

74°09'27.67" 

26°29'56.13" 

Badayali 

Older Alluvium 

D/W 

13.00 

314.00 

570 

45J3Da 

45J03EC 

74°06'14.33" 

26°28'43.33" 

Bhanwal 

Older Alluvium 

D/W 

12.30 

332.00 

571 

45J3Da 

45J03EC 

74°06'23.57" 

26°29'17.61" 

Bhanwal 

Older Alluvium 

P/z 

80.00 

332.00 

572 

45J6Fa1 

45J06Gd 

74°21 '41.86" 

26°35'25.71" 

Dodiyana 

Phyllite & Schist 

D/W 

32.50 

392.00 

573 

45J6Fd 

45J06Ha 

74°19'18.67" 

26°32'28.29" 

Kodiya 

Phyllite & Schist 

D/W 

30.30 

362.00 

574 

45F15Gd 

45F15Mb 

73°57'13.78" 

26°27'52.31" 

Mugdara 

Older Alluvium 

D/W 

56.85 

303.00 

575 

45J6Hb 

45J06Jd 

74°25'52" 

26°37'34" 

Shahapura 

Phyllite & Schist 

D/W 

28.20 

418.00 

576 

45J6Fe 

45J06Kb 

74°23'28" 

26°34'02" 

Tehla 

Phyllite & Schist 

D/W 

18.70 

400.00 

577 

45J6lc 

45J06Ob 

74°27'49.46" 

26°33'56.68" 

Thanwala 

Phyllite & Schist 

D/W 

28.35 

438.00 

578 

NA 

45J03GC 

74°07'4.8" 

26°22'3.46" 

AMARPURA 

Older Alluvium 

NA 

NA 

344.00 

579 

45 P 15 la 

45F150b 

73°56'426" 

26°18'848" 

BALUNDA 

Older Alluvium 

D/W 

16.80 

292.61 

580 

45 F 15 Id 

45F15Ld 

73°56'99" 

26 °15'156" 

BANJA KURI(P) 

Older Alluvium 

P/z 

35.00 

292.98 

581 

45J 3 lb 

45J03Pb 

74 °11 '44.82" 

26°15'11.98" 

BHIMGARH (P) . 

Gneisses 

P/z 

49.00 

389.00 

582 

45 J 3 Ec 

45J03Jb 

74°07'48.6" 

26°23'52.52" 

BHUMALIYA 

Older Alluvium 

D/W 

23.50 

330.43 

583 

45 J 3 EC1 

45J03Jb 

74°07'45.2" 

26°23'39.82" 

BHUMALIYA (P) 

Older Alluvium 

P/z 

46.00 

345.00 

584 

NA 

45F15Ld 

73°54'42.71" 

26°15'41.67" 

BIROL 

Younger Alluvium 

D/W 

25.50 

291.44 

585 

45 F 15 Fdl 

45F15Ld 

73°54'713" 

26°15'691" 

BIROL (P) 

Younger Alluvium 

P/z 

50.00 

301.00 

586 

45 F 15 Ea 

45F15Jb 

73°52'38.39" 

26°24'9.45" 

DIGARNA 

Bilara Limestone 

D/W 

50.00 

317.00 

587 

45 P 15 Eal 

45F15Fd 

73°52'094" 

26°24'340" 

DIGARNA (P)ADP 

Bilara Limestone 

P/z 

90.00 

323.00 
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588 

45 F 15Ha1 

45F15Jd 

73°56'085" 

26°23'403" 

FALKA (P) ADP 

Older Alluvium 

P/z 

82.00 

297.00 

589 

45 F 16 Db 

45F16Ed 

73°51'19.47" 

26°12'13.59" 

GARNIA 

Bilara Limestone 

D/W 

46.25 

296.14 

590 

45 J 3 Cb 

45J03Da 

74°00'58.01" 

26 °17'18.16" 

GORAWAR 

Older Alluvium 

D/W 

16.60 

305.00 

591 

45F16 Ga 

45F16Mb 

73°56'44.98" 

26°12'12.89" 

JAITARAN 

Older Alluvium 

P/z 

NA 

377.00 

592 

45F16 Ga 

45F16ld 

73°55'977" 

26°12'554" 

JAITARAN 

Older Alluvium 

D/W 

25.00 

297.85 

593 

45 F 15 Hd 

45J03Ca 

74°00'14.49" 

26°20'59.25" 

KALU 

Older Alluvium 

D/W 

15.50 

303.99 

594 

45 J4 Bal 

45J04Ca 

74°01 '9.04" 

26°06'58.11" 

KHERA DEOGARH(P) 

Older Alluvium 

P/z 

65.00 

323.00 

595 

45 J3 Gd 

45J03NC 

74°14'844" 

26°26'225" 

KURKI 

Gneisses 

D/W 

21.55 

367.00 

596 

45 J 3 Gdl 

45J03Md 

74°14'38.62" 

26°26'20.71" 

KURKI(P) 

Gneisses 

P/z 

70.00 

362.00 

597 

45 J 3 BC 

45J03Bd 

74°03'27.33" 

26°23'52.68" 

LAMBIYA 

Older Alluvium 

D/W 

22.78 

314.89 

598 

NA 

45F15Hb 

73°50'376" 

26 °16'397" 

LATOTI 

Bilara Limestone 

NA 

85.00 

282.00 

599 

45 F 15 Fb, 

45F15Hb 

73°50'22.77" 

26 °16'24.3" 

LATOTI 

Bilara Limestone 

D/W 

33.50 

281.67 

600 

45J 4 Ad 

45J04BC 

74°02'959" 

26 °10'088" 

MORAI 

Younger Alluvium 

D/W 

32.00 

323.00 

601 

45 J 4 Bal 

45F16NC 

73°59'49.47" 

26°09'54.00" 

NIMBAJ (P) 

Older Alluvium 

P/z 

90.00 

311.00 

602 

45 F 15 Fa 

45J04Bb 

74°00'22.91" 

26°09'09.00" 

NIMBOL 

Older Alluvium 

D/W 

30.20 

289.14 

603 

45 F 15 Fa 

45F15HC 

73°50'55.91" 

26°18'15.46" 

NIMBOL 

Bilara Limestone 

D/W 

42.00 

289.65 

604 

45 F 15 Pal 

45F15Ha 

73°50'250" 

26 °17'553" 

NIMBOL (P) 

Bilara Limestone 

P/z 

86.00 

276.00 

605 

45 F 16 Ad 

45F16Eb 

73°49'9.32" 

26°12'6.19" 

PRITHVIPURA(P) ADP 

Bilara Limestone 

P/z 

175.00 

291.00 

606 

45 J 3 Fa 

45J03Gd 

74°06'27.34" 

26°19'05.60" 

RABRIAWAS(P) 

Older Alluvium 

P/z 

65.05 

348.00 

607 

45 F 15 Fd 

45F15Lb 

73°52'36.14" 

26°15'39.1" 

RAMAWAS (P) 

Older Alluvium 

D/W 

50.00 

298.00 

608 

45 J 3 la 

45J03Pa 

74°11 '31.24" 

26°18'17.35" 

RAS (P) 

Gneisses 

P/z 

50.00 

378.00 

609 

45 J 3 Hd 

45J03OC 

74°14'11.89" 

26°20'50.4" 

SEWARIA 

Gneisses 

D/W 

17.15 

396.00 

610 

45P16GC 

45F16MC 

73°58'25.4" 

26°14'14.45" 

TALKIYA 

Younger Alluvium 

D/W 

27.80 

308.00 

611 

45 P 15 lb 

45F15Ld 

73°56'9.35" 

26°15'3.73" 

THAKARWAS 

Younger Alluvium 

D/W 

30.30 

294.94 

612 

45 P 15 Ibl 

45F15Ld 

73°56'153" 

26°15'053" 

THAKARWAS (P) ADP 

Younger Alluvium 

P/z 

70.00 

305.00 

613 

45 J 4 Gc 

45J08Aa 

74°15'14.98" 

26°14'11.73" 

BABRA 

Gneisses 

D/W 

14.45 

385.00 

614 

45 J 4 Fa 

45J04Gd 

74°05'53.35" 

26°04'38.24" 

BAR (P) 

Gneisses 

P/z 

65.00 

365.00 

615 

45 J 4 HC 

45J04Oa 

74°13'4.13" 

26°07'27.62" 

CHITAR 

Gneisses 

D/W 

15.95 

424.00 

616 

45 J 4 Dd 

45J04Ja 

74°09'372" 

26 °10724" 

GIRI 

Gneisses 

D/W 

70.00 

400.00 

617 

45J 4 Ea 

45J04Fd 

74°05'57.75" 

26°08'50.9" 

HAJIWAS 

Gneisses 

D/W 

17.00 

333.00 

618 

45 j 4 Hb 

45J04Ob 

74°11'38.11" 

26°04'44.66" 

SENDRA 

Gneisses 

D/W 

18.80 

420.57 

619 

45 J 4 Hbl 

45J04Ob 

74 °11 '629" 

26°04'740" 

SENDRA (P)ADP 

Gneisses 

P/W 

64.00 

437.00 

620 

45 J 8 Da 

45J08Ea 

74°20'16.8" 

26°13'34.23" 

SUMEL 

Gneisses 

D/W 

15.80 

424.00 

621 

NA 

45J08Ea 

74°19'57.9" 

26°13'26.41" 

SUMEL(P) 

Gneisses 

P/z 

70.00 

424.00 

622 

45 G 13 1a 

45C130b 

72°56'28.04" 

25°50'10.96" 

MAN DAW AS 

Older Alluvium 

D/W 

17.10 

167.51 

623 

45 P 4 Fa 

45G01 Ec 

73°05'41.1" 

25°59'39.3" 

NIMBLI BRAHMANAN 

Older Alluvium 

D/W 

16.45 

188.00 

624 

45 F 8 Ec 

45F08Jb 

73 °23'21.33" 

26°08'3.59" 

BHANIA 

Older Alluvium 

D/W 

8.00 

245.00 

625 

NA 

45K05AC 

74 °17'55.49" 

25°58'48.6" 

LAGET KHERA 

Gneisses(B.G.C.) 

D/W 

15.00 

503.00 

626 

NA 

45K05AC 

74 °17'50.79" 

25°58'53.42" 

LAGET KHERA 

Phyllite & Schist 

P/z 

50.00 

505.00 

Sub Basin: Mithari [ 

i 

45 Cl 5 la 

45C150b 

72°56'28.49" 

25°19'8.64" 

BEDANA 

Older Alluvium 

D.C.B 

39.00 

213.00 

2 

45 Cl 2 Ia2 

45C150b 

72°56'26.26" 

25°19'10.77" 

BEDANA (NAWA) P/Z 

Older Alluvium 

P/z 

70.00 

212.00 

3 

45 Cl Ab 

45G03Ab 

73°01 '9.06" 

25°27'29.8" 

BHUTI 

Older Alluvium 

D/W 

16.90 

213.00 

4 

45 Cl 5 Edl 

45C15Ka 

72°53'42.74" 

25 °21'56.85" 

BITHURA 

Older Alluvium 

D.C.B 

48.00 

197.00 

5 

NA 

45C14Cd 

72°48'40.2" 

25°34'56.46" 

GOLIA (BHADRAJUN) 

Older Alluvium 

D/W 

31.00 

206.00 

6 

45 Cl 3 Ad 

45C15Ja 

72°53'4.38" 

25°25'19.19" 

GUDIA (GUDA INDERPURA) 

Older Alluvium 

D/W 

32.20 

227.00 

7 

45 Cl 5 Ac 

45C15Eb 

72°49'47.79" 

25°27'58.24" 

JETPURA 

Older Alluvium 

D.C.B 

51.00 

178.00 

8 

45 Cl 3 Cd2 

45C15Bc 

72°47'41.59" 

25°25'57.81" 

KAMBA 

Older Alluvium 

D.C.B 

61.00 

208.00 

9 

45C15 Gd 

45C15ld 

72°55'22.11" 

25°26'46.21" 

MANPURA 

Older Alluvium 

D.C.B 

54.20 

199.00 

10 

45 Cl 4 Fa 

45C14HC 

72°52'6.64" 

25°33'8.24" 

NIMBLA 

Older Alluvium 

D/W 

23.40 

179.00 

11 

45 Cl 3 Ab 

45C15Nb 

72°57'32.61" 

25°23'6.31" 

PADARLI 

Older Alluvium 

D/W 

15.70 

205.00 

12 

45 Cl 3 Ab 

45G03Ba 

73°01'33.63" 

25°25'44.72" 

ROD LA 

Older Alluvium 

D.C.B 

41.00 

247.00 

13 

45 Cl 5 Dc 

45C15lb 

72°53'1.63" 

25°27'41.43" 

SANKHWALI 

Older Alluvium 

D.C.B 

56.60 

185.00 

14 

45 Cl 5 Fc 

45C15Kd 

72°54'46.21" 

25°19'26.76" 

UMMEDPUR 

Younger Alluvium 

T/W 

50.00 

207.00 

15 

45 G 8 Ab 

45G08Ad 

73 °17'2.91" 

25 °11 '21.54" 

BALI 

Erinpura Granite 

D/W 

26.15 

300.05 

16 

45 G 8 Abl 

45G08Ad 

73 °17'1.96" 

25 °11 '31.46" 

BALI (P)ADP 

Erinpura Granite 

P/z 

48.65 

305.00 

17 

NA 

45G08CC 

73 °18'100" 

25°05'926" 

BOYA 

Erinpura Granite 

D/W 

32.70 

372.00 

18 

45 G 8 Ba 

45G08CC 

73 °18'100" 

25°05'926" 

BOYA 

Erinpura Granite 

D/W 

25.30 

311.39 

19 

45 GB Bal 

45G08Ba 

73 °16'19.94" 

25°09'31.66" 

BOYA (P) ADP 

Erinpura Granite 

P/z 

60.00 

308.93 

20 

45 G3 Idl 

45G04MC 

73 °14'47.77" 

25°13'53.83" 

FALNA(P) 

Erinpura Granite 

P/z 

50.30 

277.00 

21 

45 GB Cal 

45G08Cd 

73 °17'11.03" 

25°04'15.78" 

GUDACHOTA 

Erinpura Granite 

D/W 

32.85 

372.00 

22 

45 G3 Hb 

45G08AC 

73 °17'46.87" 

25°14'19.52" 

KAGRI (P) 

Erinpura Granite 

D/W 

61.00 

311.00 

23 

NA 

45G08CC 

73 °17'22.32" 

25°19'1.32" 

KHIMEL 

Erinpura Granite 

D/W 

36.50 

276.00 

24 

45 GB Ad 

45G08Fa 

73 °19'53.97" 

25°11’11.62" 

KOT 

Erinpura Granite 

D/W 

30.50 

314.73 

25 

45 G 8 Ec 

45G08Jb 

73°23'11.74" 

25°08'47.69" 

LATADA 

Older Alluvium 

D/W 

34.50 

359.24 

26 

45 GB Dd 

45G08lb 

73 °23'5.59" 

25°11'36.39" 

MUNDARA 

Erinpura Granite 

D/W 

43.80 

338.00 

27 

45 GB Dd 

45G08lb 

73 °23'6.07" 

25°11'34.82" 

MUNDARA (P) 

Erinpura Granite 

P/z 

61.00 

337.00 

28 

45 G 8 Bd 

45G08CC 

73 °18'6.43" 

25°05'55.81" 

SEWARI 

Older Alluvium 

D/W 

39.50 

370.00 

29 

. 45 GB Ha 

45G08JC 

73 °25'3.7" 

25°09'22.53" 

JUNA 

Erinpura Granite 

D/W 

38.00 

365.00 

30 

45 G 8 Dc 

45G08la 

73 °24'123" 

25°13'579" 

MORKHA 

Erinpura Granite 

D/W 

22.65 

328.52 





s 

No 

Well Code 

Coordinate 

Village 

Hydrogeological 

Unit 

Type 

of 

Well 

Total 

Depth 

(m bgl) 

Reduced 1 * 1 
Ground 
Level 
(m amsl) 

RGWD 

TAHAL 

Longitude 

Latitude 

(as per Survey 
of India Grid) 



31 

45 G 8 Dc 

45G08la 

73 °24'123" 

25°13'579" 

MORKHA 

Erinpura Granite 

D/W 

29.30 

328.52 

32 

45 G 3 Ec 

45G03Jb 

73°07'56.2" 

25°24'3.87" 

BABAGAON 

Older Alluvium 

D/W 

27.00 

233.00 

33 

45G3C 

45G03DC 

73°03'21.06" 

25 °17'57.61" 

BALANA 

Older Alluvium 

D/W 

13.34 

232.22 

34 

45G3C 

45G03DC 

73°03'21.07" 

25 °17'57.62" 

BALANA 

Older Alluvium 

D/W 

24.40 

237.00 

35 

45 G 3 Eb, 

45G03Db 

73°00'36.99" 

25 °16'33.21" 

BITIYAN 

Older Alluvium 

D/W 

33.10 

247.00 

36 

45 G 3 Id 

45G03PC 

73 °13'28.8" 

25 °177.15" 

DEOTRA 

Phyllite & Schist 

D/W 

29.40 

282.00 

37 

45 G 3 Id 

45G03PC 

73 °13'482" 

25 °17'114" 

DEOTRA 

Phyllite & Schist 

D/W 

17.85 

271.07 

38 

45 G 3 lb 

45G03HC 

73°07'14.59" 

25 °17'21.75" 

DUJANA 

Phyllite & Schist 

D/W 

28.50 

248.00 

39 

45 G 3 Ed 

45G03Ca 

73°00'51.56" 

25°21 '36.17" 

GOGRA 

Older Alluvium 

D/W 

17.95 

221.00 

40 

45 G 3 Ed 

45G03Ca 

73°00'857" 

25°21 '601" 

GOGRA 

Older Alluvium 

D/W 

15.17 

215.64 

41 

45 G 3 Ed 

45G03Ka 

73°08'15.37" 

25°22'11.17" 

KOSELAO 

Older Alluvium 

D/W 

34.85 

247.00 

42 

45 G 3 Ed 

45G03Ka 

73°08'258" 

25°22'184" 

KOSELAO 

Older Alluvium 

D/W 

23.80 

241.96 

43 

45 G 3 Adi 

45G03Fa 

73°04'59.42" 

25°25'22.63" 

PAWA 

Older Alluvium 

D/W 

34.50 

224.00 

44 

45 G 3 Ad 

45G03Fa 

73°04'50" 

25°25'15.00" 

PAWA (P) 

Older Alluvium 

P/z 

35.00 

220.00 

45 

45 G 3 la 

45G03LC 

73 °10'9.99" 

25°18'18.95" 

SANDERAO 

Phyllite & Schist 

D/W 

24.50 

272.00 

46 

45 G 3 Fd 

45G03Ld 

73°09'27.7" 

25 °16'2.79" 

SINDRU 

Phyllite & Schist 

D/W 

18.55 

266.87 

47 

45 G 3 Ca 

45G03Da 

73°00'9.18" 

25°18'20.86" 

TAKATGARH 

Older Alluvium 

D/W 

21.50 

183.00 

48 

45G3 Dd 

45G03Da 

73°00'55.02" 

25°18'31.91" 

TAKATGARH (P) 

Older Alluvium 

D/W 

63.00 

228.00 

Sub Basin: Sagi ( 

i 

45 C4 Ca 

45C04DC 

72°02'0.43" 

25°03'3.31" 

BHADVI 

Younger Alluvium 

P/z 

NA 

93.27 

2 

45 C4 Idl 

45C04Pd 

72°13'28.19" 

25°00'58.13" 

BHAGAL BHIM 

Older Alluvium 

D/W 

65.00 

136.00 

3 

45 D5 Aa 

45C08Dd 

72 °17'19.31" 

25°00'10.55" 

BHINMAL 

Older Alluvium 

D/W 

70.00 

166.00 

4 

45 C8 lb 

45C04PC 

72°13'10.87" 

25°02'20.32" 

BHINMAL T/W 

Older Alluvium 

T/W 

16.70 

148.81 

5 

45 C4 Bbl 

45C04Ca 

72°00'3.95" 

25°06'9.76" 

DUNGARWA 

Older Alluvium 

P/z 

170.00 

88.00 

6 

45 C4 Fa 

45C04Gd 

72°07'21.18" 

25°04'01.50" 

JERAN P/Z 

Older Alluvium 

P/z 

53.00 

93.00 

7 

45 C4 la 

45C04LC 

72°09'44.71" 

25°03'4.93" 

JHUNJHANI 

Older Alluvium 

P/z 

150.00 

138.00 

8 

45 D1 Dc 

45D01 la 

72°08'51.02" 

24°59'59.81" 

NIMBAWAS (P/z) 

Younger Alluvium 

P/z 

NA 

121.00 

9 

45 D1 Da 

45D01Ec 

72°06'53.26" 

24°59'30.75" 

NOHRA 

Younger Alluvium 

P/z 

NA 

128.00 

10 

45 Cl Ab 

45C04Dd 

72°02'0.26" 

25°00'15.69" 

PHAGOTRA 

Older Alluvium 

P/z 

166.00 

120.00 

11 

45 D1 Ac 

45D01Ac 

72°03'22.09" 

24°59'58.54" 

PUNASA 

Older Alluvium 

D/W 

46.00 

98.00 

12 

40 016 Id 

40016Pd 

71 °58'19.04" 

25°01 '27.16" 

THOBAU P/z 

Older Alluvium 

P/z 

127.00 

74.45 

13 

45 D5 Ea 

45D05Fa 

72°20'3.2" 

24°54'27.22" 

KARLU 

Jalore Granite 

D.C.B 

44.50 

213.00 

14 

45 D5 Ed 

45D05Kb 

72°23'41.13" 

24°50'26.71" 

KEBLA 

Jalore Granite 

D.C.B 

3.50+Borir 

261.00 

15 

45 D5 Ac 

45D05Ed 

72°20'55.22" 

24°57'26.72" 

MANDHAR 

Jalore Granite 

D/W 

25.00 

202.00 

16 

45 D6 Cc 

45D05Gb 

72°19'8.27" 

24°49'19.62" 

PANSERI 

Younger Alluvium 

D/W 

26.00 

247.00 

17 

45 D5 Db 

45D05FC 

72°20'46.1" 

24°56'11.5" 

PAOLI 

Jalore Granite 

D.C.B 

62.00 

184.00 

18 

NA 

45D05FC 

72°20'46.16" 

24°56'11.58" 

PAOLI T/W 

Jalore Granite 

T/W 

27.00 

203.98 

19 

45 D5 Cd 

45D05Ha 

72°18'46.92" 

24°47'34.42" 

PURAN 

Younger Alluvium 

P/z 

95.00 

280.00 

20 

45 D5 Ed 

45D05Ga 

72°20'16.65" 

24 °51'34.62" 

RAJPURA 

Younger Alluvium 

D/W 

17.50 

260.00 

21 

45 D5 Ab3 

45D05Ab 

72 °16'12.74" 

24°56'20.14" 

ALRI 

Younger Alluvium 

D.C.B 

1.70+Borir 

196.00 

22 

45 D1 He 

45D01Nb 

72°13'3.15" 

24°53'53.76" 

BARETHA 

Jalore Granite 

D/W 

21.30 

171.00 

23 

45 D1 Dd 

45D01 Ja 

72°08'49.87" 

24°55'30.38" 

CHATWARA 

Rhyolite 

D/W 

12.60 

162.00 

24 

45 D5 Bbl 

45D05Cb 

72 °16'10.5" 

24°50'21.2" 

DADOKI 

Jalore Granite 

D/W 

18.20 

221.00 

25 

NA 

45D05Cb 

72 °16'10.75" 

24°50'21.19" 

DADOKI P/z 

Jalore Granite 

P/z 

50.00 

221.00 

26 

45 D6 Cb 

45D05Da 

72°16'33.63" 

24°47'16.12" 

FATEHPUR 

Older Alluvium 

P/z 

101.00 

251.00 

27 

45 D1 la 

45D01Kd 

72°10'51.57" 

24°49'58.39" 

GOLWARA 

Jalore Granite 

D/W 

16.10 

205.00 

28 

45 D6 Bb4 

45D05Ca 

72 °16'34.56" 

24°50'44.98" 

KAGMALA P/z 

Jalore Granite 

P/z 

57.00 

225.00 

29 

45 D1 Ba 

45D01 Fd 

72°06'24.4" 

24°53'47.9" 

KARDA 

Rhyolite 

D/W 

62.55 

146.00 

30 

NA 

45D01 Fd 

72°06'24.32" 

24°53'48.61" 

KARDA 

Older Alluvium 

P/z 

62.55 

146.00 

31 

45 D1 Ab 

45D01 Ad 

72°02'12.71" 

24°56'46.22" 

KORKA 

Older Alluvium 

D/W 

42.55 

95.15 

32 

45 D1 Ec 

45D01 Jd 

72°09'54.55" 

24°52'50.65" 

LAKHAWAS 

Rhyolite 

D/W 

17.90 

188.00 

33 

45 D1 la 

45D01Pa 

72°11 '49.09" 

24°48'33.98" 

MEDA 

Jalore Granite 

D.C.B 

81.00 

218.00 

34 

45 D1 Gd 

45D01 Mb 

72°12'40.49" 

24°56'22.23" 

ROOPSI 

Younger Alluvium 

P/z 

120.00 

155.00 

35 

45 D1 Hd 

45D01OC 

72°13'13.21" 

24 °51'28.57" 

SILASON 

Jalore Granite 

D/W 

17.20 

187.00 

36 

45 D1 Gbl 

45D01JC 

72 °10'46.44" 

24°55'22.95" 

VANDHAR 

Rhyolite 

D/W 

22.10 

157.00 

37 

45 D6 Ba 

45D05Bd 

72°18'18.27" 

24°53'24.17" 

VARA BHOJAN 

Younger Alluvium 

D/W 

20.00 

215.00 

38 

40 016 Fb 

40016Kb 

71 °52'51" 

25°4'30" 

ANKHOL 

Older Alluvium 

P/z 

NA 

64.00 

39 

40 016 Ed 

40016Kb 

71 °54'9.43" 

25°05'5.28" 

JODHAWAS 

Older Alluvium 

D/W 

5.90 

58.00 

Sub Basin: Sukri | 

i 

45 CIO Fcl 

45C14Ed 

72°52'20.35" 

25°42'41.55" 

BANKLI 

Older Alluvium 

D/W 

8.30 

168.00 

2 

45 Cl 4 Eb 

45C14Ka 

72°53'24.47" 

25°36'7.68" 

BHADRAJUN 

Older Alluvium 

D/W 

32.00 

193.00 

3 

45 Cl 3 Cdl 

45C13Hb 

72°49'26.74" 

25°45'29.75" 

GHANA-1 

Older Alluvium 

D/W 

15.60 

165.00 

4 

45 Cl 2 Aa 

45G03Aa 

73°01'47.07" 

25°29'41.22" 

KANOLA 

Older Alluvium 

D/W 

18.30 

211.00 

5 

45 Cl 4 Idl 

45C14Pd 

72°59'30.2" 

25 °31'39.45" 

RUND-MAL-KI DHANI 

Older Alluvium 

D/W 

13.70 

194.00 

6 

NA 

45G07DC 

73 °17'054" 

25 °11 '359" 

BALI 

Erinpura Granite 

D/W 

32.50 

306.00 

7 

45 G4 GC 

45G07Dd 

73 °18'100" 

25°15'926" 

FALNA 

Erinpura Granite 

D/W 

31.40 

289.11 

8 

45 G7 Fb 

45G07HC 

73°20'45.08" 

25 °16'54.22" 

GUDALAS 

Erinpura Granite 

D/W 

36.40 

315.00 

9 

45 G3 Hb 

45G08AC 

73 °18'0.38" 

25°14'24.9" 

KAGRI 

Erinpura Granite 

D/W 

27.00 

297.70 

10 

45 G7 Ca 

45G07Cd 

73 °18'100" 

25°05'926" 

KHIMEL 

Erinpura Granite 

D/W 

28.40 

272.53 
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11 

46 G7 CO-4 

45G07Da 

73 °16'34.85" 

25°18'28.88" 

KHIMEL(P) 

Erinpura Granite 

P/z 

55.00 

271.00 

12 

45G11 Ea 

45G11 Fb 

73°35'36.4" 

25°23'51.7" 

DAILANA KALLAN 

Erinpura Granite 

D/W 

20.00 

334.23 

13 

45G11 Cd 

45G11Hb 

73°34'58.4" 

25 °16'20.49" 

DESURI 

Erinpura Granite 

P/z 

50.00 

407.00 

14 

45G11 Cd 

45G11Hb 

73°34'56.52" 

25 °16'19.95" 

DESURI 

Erinpura Granite 

D/W 

12.50 

382.93 

15 

45 G7 la 

45G07Pa 

73°26'41.83" 

25°18'30.48" 

DHALOP 

Erinpura Granite 

D/W 

23.70 

322.00 

16 

45G12 Aa 

45G12AC 

73°31'58.15" 

25°14'1.47" 

GHANEERAO 

Erinpura Granite 

D/W 

21.15 

388.00 

17 

45G11 Be 

45G11 Bd 

73°33'16.22" 

25°23'8.25" 

KESULI 

Erinpura Granite 

D/W 

28.10 

338.00 

18 

45 G 7 Hb 

45G07Ob 

73°26'58.36" 

25°20'31.69" 

KOTRI 

Erinpura Granite 

D/W 

30.00 

314.00 

19 

45 G 8 Dc 

45G08Nd 

73 °14'28.43" 

25°8"8.85" 

MORKHA (P) 

Erinpura Granite 

P/z 

52.00 

331.00 

20 

45 G 7 Hbl 

45G07Oa 

73°27'2.08" 

25°22'29.25" 

NADOL 

Erinpura Granite 

D/W 

27.00 

316.00 

21 

45 G 7 Hbl 

45G07Oa 

73°27'9.33" 

25°22'23.42" 

NADOL (P)ADP 

Erinpura Granite 

P/z 

60.00 

318.00 

22 

45 G 11 Ca 

45G1 ICb 

73°31'20.91" 

25°19'15.83" 

NARLAI 

Erinpura Granite 

D/W 

15.50 

351.64 

23 

45 G 11 Ca 

45G1 ICb 

73 °31'27.08" 

25°19'16.24" 

NARLAI 

Erinpura Granite 

P/z 

60.00 

369.00 

24 

45 G 7 Id 

45G07Pb 

73°27'642" 

25 °16'436" 

PATION KAGUDA 

Erinpura Granite 

D/W 

27.00 

337.00 

25 

45 G 8 Hd 

45G08OC 

73 °28'18.58" 

25°06'55.99" 

RANAKPUR 

Erinpura Granite 

D/W 

27.15 

434.00 

26 

45 G 8 Gb 

45G08Mb 

73°27'55.51" 

25°11'48.86" 

SADRI 

Erinpura Granite 

D/W 

27.00 

359.81 

27 

45 G 8 Ga 

45G08IC 

73°26'33.05" 

25 °17'27.36" 

SINDARLI 

Erinpura Granite 

D/W 

26.75 

332.00 

28 

45 G 8 Ga 

45G07Pa 

73 °25'128" 

25°14'816" 

SINDARLI 

Erinpura Granite 

D/W 

16.00 

325.01 

29 

45 G 2 Db 

45G02Eb 

73°04'30.15" 

25°42'7.38" 

BHANWARI 

Older Alluvium 

D/W 

17.90 

187.00 

30 

45 G 2 Dc 

45G02IC 

73 °10'0.43" 

25°43'53.57" 

DAYALPURA. 

Older Alluvium 

D/W 

20.00 

198.00 

31 

45 G 2 He 

45G02Nd 

73 °14'26.67" 

25°39'5.18" 

DENDA 

Phyllite & Schist 

D/W 

16.65 

215.00 

32 

45 G 2 Db 

45G02CC 

73°02'27.46" 

25°36'55.73" 

DIRRI 

Older Alluvium 

D/W 

20.00 

208.00 

33 

45 G 2 Id 

45G02Pd 

73 °13'24.9" 

25°30'27.48" 

GUDA ENDLA 

Older Alluvium 

D/W 

21.20 

231.10 

34 

45 G 2 Id 

45G02Pd 

73 °13'507" 

25°30'578" 

GUDA ENDLA 

Older Alluvium 

D/W 

25.40 

254.00 

35 

45 G 2 Ed 

45G02Ka 

73°08'36.17" 

25°36'23.88" 

GUDA PRATAPSINGH 

Phyllite & Schist 

D/W 

20.45 

249.00 

36 

45 G 2 Ed 

45G02Ka 

73°08'601" 

25°36'395" 

GUDA PRATAPSINGH 

Phyllite & Schist 

D/W 

19.45 

220.26 

37 

45 G 6 Bd 

45G06CC 

73 °18'19.71" 

25°36'26.51" 

GUNDOJ 

Phyllite & Schist 

D/W 

22.00 

229.00 

38 

45 G 2 Gc 

45G02Nd 

73 °14'475" 

25°39'082" 

GURDAI 

Phyllite & Schist 

D/W 

14.85 

257.00 

39 

45 G6 Db 

45G06Eb 

73 °19'57.02" 

25°42'32.92" 

HEMAWAS 

Phyllite & Schist 

D/W 

10.40 

223.04 

40 

45 G6 Db 

45G06Eb 

73 °19'932" 

25°42'565" 

HEMAWAS 

Phyllite & Schist 

D/W 

17.45 

227.00 

41 

45 G 2 Ic 

45G02PC 

73 °14'922" 

25°32'845" 

JUNI ENDLA 

Older Alluvium 

D/W 

10.35 

231.00 

42 

45 G 2 Gd 

45G02Na 

73 °12'39.22" 

25°40'43.11" 

MADRI 

Phyllite & Schist 

D/W 

16.05 

228.00 

43 

45 G 2 Db 

45G02FC 

73°07'4.8" 

25°39'59.13" 

MANIHARI 

Older Alluvium 

D/W 

28.50 

204.00 

44 

45 G 6 Ael 

45G06Eb 

73 °19'6.77" 

25 °41'39.86" 

RAM ASIA 

Phyllite & Schist 

D/W 

7.85 

225.00 

45 

45 G 1 1b 

45G01 Ld 

73 °10'21.67" 

25°45'17.52" 

ROOPAWAS 

Older Alluvium 

D/W 

9.60 

241.00 

46 

45 G 1 1b 

45G01 Ld 

73 °10'357" 

25°45'296" 

ROOPAWAS 

Older Alluvium 

D/W 

19.50 

202.00 

47 

45 G 3 Gc 

45G03MC 

73 °13'59.78" 

25°28'15.79" 

BALRAI 

Older Alluvium 

D/W 

27.00 

255.00 

48 

45 G 7 Eb 

45G07Fb 

73 °19'23.5" 

25°23'52.56" 

BHAGWANPURA 

Phyllite & Schist 

D/W 

32.55 

282.00 

49 

45 G 7 Eb 

45G07Ga 

73°20'6.35" 

25°21'5.88" 

BIJOWA 

Phyllite & Schist 

D/W 

16.90 

289.00 

50 

45 G 7 Eb 

45G07Ga 

73°20'410" 

25°21 '176" 

BIJOWA 

Phyllite & Schist 

D/W 

32.50 

282.30 

51 

45 G 7 Ed 

45G07Ka 

73 °23'12.65" 

25°21 '59.16" 

BINGARLA 

Phyllite & Schist 

D/W 

19.80 

292.06 

52 

45 G 7 Ed 

45G07Ka 

73°23'211" 

25°21 '981" 

BINGARLA (P) 

Phyllite & Schist 

P/z 

61.00 

297.00 

53 

45 G 7 Ad 

45G07Ad 

73 °17'32.47" 

25°26'31.82" 

CHANCHORI 

Phyllite & Schist 

D/W 

26.00 

256.00 

54 

45 G 7 Adi 

45G07Ad 

73 °17'543" 

25°26'529" 

CHANCHORI (P) ADP 

Phyllite & Schist 

P/z 

50.00 

261.00 

55 

45 G 7 Gd 

45G07Md 

73 °28'8.88" 

25°27'20.86" 

DEOLI PABUJI 

Erinpura Granite 

D/W 

36.00 

313.00 

56 

45 G7 Dc 

45G07la 

73 °23'31.57" 

25°28'47.85" 

JAWALI 

Phyllite & Schist 

D/W 

34.80 

278.00 

57 

45 G 7 Aa 

45G07Aa 

73 °15'19.17" 

25°29'45.89" 

KEERWA 

Older Alluvium 

D/W 

14.00 

241.22 

58 

45 G6 Pb 

45G06Hb 

73 °19'57.16" 

25°31'46.8" 

KHOD (PART) . 

Phyllite & Schist 

D/W 

29.00 

252.00 

59 

45 G 7 Bd 

45G07Ca 

73 °16'32.44" 

25°22'12.23" 

RANI GAON 

Phyllite & Schist 

D/W 

45.80 

270.00 

60 

45 G 6 Fd 

45G06Lb 

73 °23'37.52" 

25 °31'33.62" 

SADRIYA 

Erinpura Granite 

D/W 

21.85 

264.00 

61 

45 G 7 Ebl 

45G07GC 

73°21 '172" 

25°20'666" 

VARKANA 

Phyllite & Schist 

D/W 

23.40 

301.00 

62 

45 G 11 Ad 

45C14JC 

72°56'12.8" 

25°40'54.61" 

DHINGANA 

Older Alluvium 

D/W 

23.00 

177.00 

63 

45 G 14 Hb 

45C14Na 

72°57'924" 

25°39'556" 

KULTHANA(P) 

Older Alluvium 

P/z 

32.00 

197.00 

64 

45 G 14 Gc 

45C14MC 

72°58'55.14" 

25°44'24.11" 

VAYAD 

Older Alluvium 

D/W 

17.80 

200.00 

65 

45 G 14 Gc 

45C14MC 

72°58'919" 

25°44'346" 

VAYAD 

Older Alluvium 

D/W 

17.30 

200.00 

66 

45 G 2 Dd 

45G03lb 

73°08'940" 

25°27'324" 

BADGAORA 

Older Alluvium 

D/W 

23.50 

219.00 

67 

45 G 2 Fd 

45G02Lb 

73°07'42.17" 

25 °31'37.86" 

CHANOD 

Older Alluvium 

D/W 

10.60 

215.00 

68 

45 G 3 Gd 

45G03NC 

73 °13'21.04" 

25°26'11.79" 

DHOLA 

Older Alluvium 

D/W 

36.00 

264.00 

69 

45 G 3 Gdl 

45G03NC 

73 °13'30.71" 

25°25'59.52" 

DHOLA (P) 

Older Alluvium 

D/W 

51.00 

248.00 

70 

45 G 3 He 

45G03Na 

73 °12'56.9" 

25°24'28.52" 

KENPURA 

Older Alluvium 

D/W 

21.10 

258.00 

71 

NA 

45G12Fb 

73°34'15.73" 

25°07'49.93" 

ARET Kl BHAGAL 

Phyllite & Schist 

D/W 

17.00 

950.00 

72 

NA 

45G12Jb 

73°37'29.19" 

25°07'55.68" 

MAJERA 

Phyllite & Schist 

P/z 

50.00 

834.00 

Sub Basin: Sukri (Sayla) [ 

i 

45 C4 Edl 

45C04KC 

72°09'24.36" 

25°05'41.67" 

BAGAWAS 

Older Alluvium 

P/z 

170.00 

101.00 

2 

NA 

45C04Ab 

72°01'11.18" 

25°13'2.89" 

BAGODA (P/z) 

Younger Alluvium 

P/z 

45.00 

80.00 

3 

45 C8 Ebl 

45C08GC 

72°21 '6.62" 

25°06'47.14" 

BORTA 

Older Alluvium 

D/W 

20.00 

162.00 

4 

45 C4 Hcl 

45C04NC 

72°14'34.73" 

25 °10'5.25" 

DASPA 

Younger Alluvium 

D/W 

38.50 

116.00 

5 

45 C8 Ca 

45C04NC 

72°14'34.78" 

25 °10'5.21" 

DASPA P/z 

Younger Alluvium 

P/z 

197.00 

119.00 

6 

45C4Gc 

45C04Ga 

72°05'34.94" 

25°07'7.87" 

RAH 

Older Alluvium 

P/z 

160.20 

78.00 

7 

40 PI 6 la 

40016La 

71 °54'85" 

25°3'00" 

NIMBAU P/z 

Older Alluvium 

P/z 

105.00 

61.93 
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8 

45 C4 Ga 

45C04Mb 

72°12'44.61" 

25°11'54.47" 

BISHALA P/z 

Older Alluvium 

P/z 

88.20 

105.00 

9 

45 C7 Ca 

45C07Dc 

72 °17'45.63" 

25 °17'39.77" 

CHORAU 

Younger Alluvium 

D.C.B 

65.40 

117.00 

10 

45 C7 Ga 

45C07DC 

72 °17'36.8" 

25 °17'30.7" 

CHORAU T/W 

Younger Alluvium 

T/W 

100.00 

109.02 

11 

45 C4 Ga 

45C04IC 

72°9'45" 

25°13'30" 

DETA KALLA 

Younger Alluvium 

D/W 

15.20 

113.00 

12 

45 C4 Ga 

45C04ld 

72°09'50.75" 

25°13'4.65" 

DETTA KALLANP/z 

Younger Alluvium 

P/z 

66.30 

113.00 

13 

45 C3 lb 

45C03Pb 

72 °12'21.19" 

25 °16'37.35" 

GOLIA(Detta Khurd) 

Younger Alluvium 

D.C.B 

40.40 

90.00 

14 

45 C4 Da 

45C04EC 

72°06'5.33" 

25°13'46.3" 

HARMU 

Younger Alluvium 

D.C.B 

57.30 

84.00 

15 

45 C8 Da 

45C08Ea 

72°20'32.44" 

25°14'29.19" 

LODRAU P/z 

Older Alluvium 

P/z 

52.75 

117.56 

16 

45 C7 Bb 

45C07Ca 

72 °16'20.06" 

25°20'51.76" 

MOKNI KHEDA 

Older Alluvium 

P/z 

125.00 

133.00 

17 

45 C8 Ab 

45C08Ab 

72 °16'12.08" 

25°12'1.61" 

PANTHERI 

Older Alluvium 

D/W 

27.55 

125.00 

18 

45 Cl 3 Id 

45C03Pb 

72°12'45" 

25 °16'00" 

POSANA 

Younger Alluvium 

D.C.B 

62.30 

111.00 

19 

45 C3 Id 

45C03Pb 

72°12'58.8" 

25 °16'47.23" 

POSANA 

Younger Alluvium 

P/z 

75.00 

135.00 

20 

45 C7 Fa 

45C07Gd 

72°21 '36.33" 

25°19'26.22" 

SAYLA P/Z 

Younger Alluvium 

P/z 

107.00 

122.00 

21 

45 C4 Dc 

45C04la 

72°08'14.79" 

25°14'34.21" 

SURANA P/Z 

Younger Alluvium 

P/z 

53.80 

87.39 

22 

45 C4 Da 

45C04Ed 

72°05'48.69" 

25°13'5.47" 

TILORA 

Younger Alluvium 

D/W 

24.00 

83.00 

23 

45 C4 Gc 

45C08Aa 

72°15'9.63" 

25°13'49.54" 

UNRI (P/z) 

Older Alluvium 

P/z 

130.00 

105.00 

Basin: Mahi 

Sub Basin: Anas 

i 

NA 

46l03Jd 

74°10'17.13" 

23 °22'39.85" 

Bhaler 

Phyllite & Schist 

D/W 

8.00 

210.37 

2 

NA 

46I03FC 

74°06'32.7" 

23 °25'10.69" 

Borwania 

Phyllite & Schist 

P/z 

70.00 

68.00 

3 

NA 

46I03FC 

74°06'34.29" 

23 °25'24.96" 

Borwania 

Phyllite & Schist 

D/W 

7.10 

161.00 

4 

NA 

46l03Ed 

74°06'33.44" 

23°26'45.24" 

Chandarwara 

Phyllite & Schist 

D/W 

9.30 

392.81 

5 

NA 

46I03BC 

74°03'31.64" 

23 °25'31.28" 

Chhaja 

Phyllite & Schist 

P/z 

48.00 

386.63 

6 

NA 

46l03Jd 

74°09'49.13" 

23 °23'13.2" 

Chordi 

Phyllite & Schist 

D/W 

3.35 

165.00 

7 

NA 

46l03La 

74°07'43.33" 

23 °18'20.18" 

Junitimbi 

Deccan Traps 

D/W 

7.00 

440.00 

8 

NA 

46l03Na 

74°12'15.26" 

23°25'11.73" 

Thapra 

Phyllite & Schist 

D/W 

8.30 

183.67 

9 

NA 

46I03JC 

74°10'39.73" 

23 °24'47.5" 

Udaipur Bada 

Phyllite & Schist 

P/z 

50.00 

68.00 

10 

NA 

46l07Ba 

74°16'8.38" 

23 °24'24.42" 

Bagidora 

Phyllite & Schist 

D/W 

12.70 

215.87 

11 

NA 

46l07Ba 

74 °16'52" 

23°26'0.71" 

Balawada 

Phyllite & Schist 

D/W 

11.70 

200.00 

12 

NA 

46l07Bd 

74 °17'37.98" 

23 °23'18" 

Barlipada 

Phyllite & Schist 

D/W 

10.00 

219.85 

13 

NA 

46l07Ga 

74°19'27.32" 

23 °22'26.69" 

Bhoen 

Phyllite & Schist 

D/W 

6.80 

246.92 

14 

NA 

46l07Aa 

74 °16'41.67" 

23 °28'15.18" 

Bodigama 

Phyllite & Schist 

D/W 

17.10 

215.21 

15 

NA 

46103Kb 

74°09'20.36" 

23 °19'17.7" 

Dabri Chhoti 

Deccan Traps 

D/W 

8.20 

260.00 

16 

NA 

46l04Na 

74°11 '38.87" 

23 °11'1.72" 

Gamana 

Phyllite & Schist 

D/W 

13.50 

200.00 

17 

NA 

46l03Ld 

74°10'l 1.33" 

23 °15'26.44" 

Gangar Talai 

Phyllite & Schist 

D/W 

9.80 

526.30 

18 

NA 

46l04Ma 

74°11 '31.11" 

23 °14'15.9" 

Jambudi 

Phyllite & Schist 

D/W 

8.00 

509.99 

19 

NA 

46I07CC 

74°18'36.82" 

23°21 '1.4" 

Kalinjara 

Phyllite & Schist 

D/W 

11.00 

209.00 

20 

NA 

46l03Md 

74°13'48.96" 

23°27'52.74" 

Khokharwa 

Phyllite & Schist 

D/W 

9.00 

210.00 

21 

NA 

461041b 

74°08'3.95" 

23 °11'40.15" 

Khoonta Galia 

Phyllite & Schist 

D/W 

13.00 

532.86 

22 

NA 

46l03Lb 

74°09'9.05" 

23 °16'28.31" 

Moti timbi 

Deccan Traps 

D/W 

8.10 

569.48 

23 

NA 

46l07Bd 

74°17'50.86" 

23 °23'2.45" 

Nagawada 

Phyllite & Schist 

D/W 

11.70 

219.00 

24 

NA 

46l07Ab 

74°15'42.23" 

23°26'19.8" 

Naugama 

Phyllite & Schist 

D/W 

8.50 

187.69 

25 

NA 

461041a 

74°08'56.65" 

23 °14'41.8" 

Ram Ka Munna 

Deccan Traps 

D/W 

10.00 

532.82 

26 

NA 

46I03LC 

74°10'50.18" 

23 °18'3.93" 

RohanWari 

Phyllite & Schist 

D/W 

16.00 

529.63 

27 

NA 

46l03Nd 

74°14'35.88" 

23 °23'50.47" 

Sagdungri 

Phyllite & Schist 

D/W 

8.15 

183.92 

28 

NA 

46I03KC 

74 °10'28.98" 

23°20'52.58" 

Salia 

Phyllite & Schist 

D/W 

8.30 

230.00 

29 

NA 

46I04JC 

74°09'45.22" 

23 °10'45.35" 

Sallopat 

Phyllite & Schist 

D/W 

12.65 

540.53 

30 

NA 

46l03Kd 

74°10'18.3" 

23°20'31.51" 

Shergarh 

Phyllite & Schist 

D/W 

6.10 

529.15 

31 

NA 

46I03NC 

74°14'23.58" 

23 °24'45.98" 

Umedgarh 

Phyllite & Schist 

P/z 

20.00 

193.27 

32 

NA 

46I07BC 

74 °17'29.1" 

23 °25'29.42" 

Wansla 

Phyllite & Schist 

D/W 

13.80 

198.38 

33 

NA 

46l03Eb 

74°04'11.27" 

23°27'41.46" 

Kotra 

Phyllite & Schist 

P/z 

70.00 

68.00 

34 

NA 

46l03Eb 

74°04'10.81" 

23°27'46.37" 

Kotra 

Phyllite & Schist 

D/W 

12.10 

145.00 

35 

NA 

46l07Lb 

74°23'39.42" 

23 °16'6.88" 

Ambapada 

Phyllite & Schist 

D/W 

13.10 

280.79 

36 

NA 

461081c 

74°24'29.55" 

23 °13'33.68" 

Barwas Chhoti 

Phyllite & Schist 

D/W 

10.00 

260.00 

37 

NA 

461080a 

74°27'35.4" 

23°07'13.98" 

Bhamarkot 

Deccan Traps 

D/W 

6.00 

320.00 

38 

NA 

46l08Na 

74°26'31.73" 

23 °10'37.66" 

Bharatgarh 

Deccan Traps 

D/W 

7.60 

280.00 

39 

NA 

46I08MC 

74°29'18.38" 

23 °14'43.64" 

Bhimpura 

Deccan Traps 

D/W 

11.65 

340.00 

40 

NA 

46107Kb 

74°23'4.76" 

23 °18'58.73" 

Charakni 

Deccan Traps 

D/W 

8.20 

256.15 

41 

NA 

46l08Md 

74°29'24.88" 

23 °12'26.98" 

Ghoda Dara 

Deccan Traps 

D/W 

7.50 

320.00 

42 

NA 

46108Mb 

74°26'59" 

23 °11'26.77" 

Kushalgarh 

Deccan Traps 

P/z 

55.30 

166.00 

43 

NA 

46108Mb 

74°26'20.05" 

23 °12'14.67" 

Kushalgarh 

Deccan Traps 

D/W 

10.20 

287.44 

44 

NA 

46l08Ma 

74°27'1.09" 

23 °13'38.63" 

Mundri 

Deccan Traps 

D/W 

9.40 

300.00 

45 

NA 

46I08NC 

74°28'40.06" 

23°09'40.61" 

Nagdabari 

Deccan Traps 

D/W 

6.80 

315.00 

46 

NA 

46l08Nb 

74°26'29.9" 

23°07'39.47" 

Padla 

Deccan Traps 

D/W 

9.00 

310.00 

47 

NA 

46l07Ld 

74°25'31.73" 

23 °16'47.18" 

Saran 

Deccan Traps 

D/W 

6.30 

250.00 

48 

NA 

461081b 

74°24'0.39" 

23 °11'47.69" 

Thumat 

Deccan Traps 

D/W 

10.50 

260.00 

49 

NA 

461081b 

74°23'27.93" 

23 °11 '51.7" 

Thumat 

Deccan Traps 

P/z 

58.00 

166.00 

50 

NA 

46112Ca 

74°317.23" 

23°06'46.95" 

Wagaicha 

Deccan Traps 

D/W 

9.00 

373.99 

51 

NA 

46112Ca 

74°30'54.61" 

F- 

CD 

00 

CD 

P 

00 

CM 

Wagaicha 

Deccan Traps 

P/z 

70.00 

166.00 
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52 

NA 

46l07Lb 

74°23'30.51" 

23 °15'0.22" 

Wakaner 

Phyllite & Schist 

D/W 

12.20 

260.00 

53 

NA 

46l08Jd 

74°25'42.01" 

23°08'19.67" 

Wasuni 

Deccan Traps 

D/W 

8.00 

310.00 

54 

NA 

46l07Db 

74°15'50.03" 

23 °16'0.45" 

Amlipada 

Phyllite & Schist 

D/W 

13.80 

226.60 

55 

NA 

46l08Fb 

74°19'34.9" 

23°08'16.66" 

Badhamuska 

Deccan Traps 

D/W 

9.60 

166.00 

56 

NA 

46l07Db 

74 °16'49.22" 

23 °16'46.98" 

Bheelkuan 

Phyllite & Schist 

D/W 

10.30 

235.00 

57 

NA 

46l07Da 

74 °16'42.2" 

23 °16'59.53" 

Bheelkuan 

Phyllite & Schist 

P/z 

70.00 

68.00 

58 

NA 

46I08AC 

74°18'9.8" 

23 °13'29.84" 

Bhura Kuan 

Phyllite & Schist 

D/W 

7.10 

257.27 

59 

NA 

46l07Gd 

74°21 '47.31" 

23 °19'32.93" 

Bilari 

Phyllite & Schist 

D/W 

8.00 

241.17 

60 

NA 

46107Gb 

74°18'46.06" 

23°20'20.24" 

Channawala 

Phyllite & Schist 

D/W 

8.20 

214.49 

61 

NA 

46l08Eb 

74°20'52" 

23 °10'54" 

Chhotaloharia 

Deccan Traps 

P/z 

70.00 

166.00 

62 

NA 

461081b 

74°20'32.05" 

23 °11'52.15" 

Chhotaloharia 

Deccan Traps 

D/W 

7.10 

285.00 

63 

NA 

46108Gb 

74°19'39.84" 

23°04'31.97" 

Chora 

Phyllite & Schist 

D/W 

12.50 

260.00 

64 

NA 

46I08EC 

74°21 '46.81" 

23 °14'43.15" 

Chowki Doongri 

Deccan Traps 

D/W 

5.30 

280.79 

65 

NA 

46l08Fa 

74°19'28.55" 

23°10'31.51" 

Doongra Chhota 

Phyllite & Schist 

P/z 

50.00 

255.37 

66 

NA 

46l08Cd 

74°18'19.96" 

23°05'33.53" 

Gundi 

Phyllite & Schist 

D/W 

15.00 

265.00 

67 

NA 

46I08GC 

74°20'58.9" 

23°07'09.89" 

Flimmatgarh 

Deccan Traps 

D/W 

7.65 

280.00 

68 

NA 

46I04NC 

74°14'56.73" 

23 °10'30.84" 

Jalampura 

Phyllite & Schist 

D/W 

8.00 

220.00 

69 

NA 

46l04Md 

74°14'13.52" 

23 °12'17.8" 

Jhalkia 

Phyllite & Schist 

P/z 

40.00 

68.00 

70 

NA 

46l04Md 

74°14'16.2" 

23 °12'20.13" 

Jhalkia 

Phyllite & Schist 

D/W 

8.00 

218.00 

71 

NA 

46l08Ga 

74°19'53.38" 

23°06'52.81" 

Kasarwadi 

Deccan Traps 

P/z 

50.00 

166.00 

72 

NA 

46l08Ga 

74°19'40.93" 

23°07'9.89" 

Kasarwadi 

Deccan Traps 

D/W 

8.00 

265.00 

73 

NA 

46l08Aa 

74°15'15.17" 

23 °14'9.57" 

Khundnihala 

Phyllite & Schist 

D/W 

8.00 

220.00 

74 

NA 

46l07Ha 

74°20'11.73" 

23 °17'30.8" 

Molan 

Phyllite & Schist 

D/W 

13.00 

242.98 

75 

NA 

46l07Ha 

74°19'53.49" 

23 °18'12.49" 

Molan 

Phyllite & Schist 

P/z 

50.00 

68.00 

76 

NA 

46107Gb 

74°19'50.91" 

23 °19'24.79" 

Padlakatara 

Phyllite & Schist 

D/W 

9.54 

223.04 

77 

NA 

46l07Dd 

74 °17'22.31" 

23 °15'24.68" 

Sajjangarh 

Phyllite & Schist 

P/Z 

70.00 

68.00 

78 

NA 

46l07Dd 

74 °17'15.52" 

23 °15'25.59" 

Sajjangarh 

Phyllite & Schist 

D/W 

10.00 

234.14 

79 

NA 

46l07Hd 

74°20'49.26" 

23 °15'42.52" 

Tambesara 

Phyllite & Schist 

P/z 

50.00 

68.00 

Sub Basin: Bhadar | 

i 

NA 

46E14BC 

73°48'4.38" 

23°40'29.69" 

PAGARAN 

Phyllite & Schist 

D/W 

7.70 

280.00 

2 

NA 

46E14Ga 

73°50'9.02" 

23°35'52.61" 

BANSIYA 

Phyllite & Schist 

D/W 

9.35 

240.00 

3 

NA 

46E11 Me 

73°44'15.47" 

23 °28'43.71" 

BHACHARIYA 

Phyllite & Schist 

D/W 

17.50 

200.00 

4 

NA 

46E14Gb 

73°49'22.09" 

23°33'45.35" 

BORAMALI 

Ultra Basics 

P/z 

50.00 

240.00 

5 

NA 

46E14Gb 

73°49'14.75" 

23°33'48.21" 

BORAMALI 

Ultra Basics 

D/W 

13.10 

240.00 

6 

NA 

46E14Hd 

73°51 '31.27" 

23°31'4.18" 

DARIYATI 

Phyllite & Schist 

D/W 

12.15 

220.00 

7 

NA 

46E14Hd 

73°51 '23.06" 

23°31'12.67" 

DARIYATI 

Phyllite & Schist 

P/z 

70.00 

225.00 

8 

NA 

46E11 Me 

73°44'1.86" 

23 °28'36.2" 

DECHRA 

Phyllite & Schist 

P/z 

70.00 

202.00 

9 

NA 

46E11 Me 

73°43'51.49" 

23 °28'10.89" 

DECHRA 

Phyllite & Schist 

D/W 

16.20 

200.00 

10 

NA 

46E11 Md 

73°43'22.78" 

23°27'10.9" 

DOONKA 

Phyllite & Schist 

D/W 

12.95 

200.00 

11 

NA 

46E15Eb 

73°49'54.06" 

23°27'36.91" 

GHANTIGALA 

Ultra Basics 

D/W 

15.45 

195.00 

12 

NA 

46E11NC 

73°43'46" 

23°26'15" 

IZZATPURA 

Phyllite & Schist 

D/W 

18.03 

200.00 

13 

NA 

46E11 Mb 

73°41 '31.66" 

23°27'51.94" 

IZZATPURA 

Phyllite & Schist 

P/z 

70.00 

200.00 

14 

NA 

46E14Hb 

73°50'15.56" 

23°31 '31.99" 

MALAKHOLRA 

Ultra Basics 

D/W 

11.55 

220.00 

15 

NA 

46E14Db 

73°46'4.27" 

23°31'17.38" 

PEETH 

Phyllite & Schist 

D/W 

12.00 

220.00 

16 

NA 

46E14Db 

73°45'23.07" 

23°31 '3.29" 

PEETH 

Phyllite & Schist 

Obs.Wel 

70.45 

215.00 

17 

NA 

46E15Ad 

73°47'37.11" 

23°27'14.51" 

PUNAWARA 

Phyllite & Schist 

D/W 

12.05 

200.00 

18 

NA 

46E14Da 

73°45'30.94" 

23°32'51.45" 

RAJPUR 

Phyllite & Schist 

D/W 

12.80 

220.00 

19 

NA 

46E15Aa 

73°46'47.47" 

23 °28'27.15" 

RAMSOR BARA 

Phyllite & Schist 

D/W 

15.25 

200.00 

20 

NA 

46E15Aa 

73°46'50.83" 

23 °28'45.22" 

RAMSOR BARA 

Phyllite & Schist 

P/z 

70.00 

200.00 

21 

NA 

46E11 la 

73°38'32.05" 

23 °28'26.21" 

SARTHOONA 

Phyllite & Schist 

D/W 

16.15 

232.11 

22 

NA 

46E11 la 

73°38'38.54" 

23 °28'29.69" 

SARTHOONA 

Phyllite & Schist 

P/z 

50.00 

232.00 

23 

NA 

46E14Fb 

73°49'40.08" 

23°37'58.67" 

VEDSA 

Phyllite & Schist 

D/W 

20.20 

240.00 

Sub Basin: Jakham j 

i 

NA 

45L07Kb 

74°23'25.39" 

24°19'10.24" 

BANSI 

Gneisses(B.G.C.) 

P/z 

84.00 

509.94 

2 

45L7Fc 

45L07Kb 

74°23'13.64" 

24°19'41.37" 

BANSI 

Gneisses(B.G.C.) 

D/W 

17.80 

501.51 

3 

NA 

46l05Ad 

74 °17'8.23" 

23°56'23.66" 

HARBAR 

Phyllite & Schist 

D/W 

13.90 

180.00 

4 

NA 

46I05BC 

74 °17'30.24" 

23°55'25.79" 

NITHAUWA 

Phyllite & Schist 

D/W 

13.10 

200.00 

5 

45L11 Ha 

45L11JC 

74°41 '3.27" 

24°24'23.28" 

ACHALPURA 

Deccan Traps 

D/W 

21.80 

497.12 

6 

45L111c 

45L11 Pc 

74°43'57.42" 

24°18'0.95" 

BAROL 

Shale 

D/W 

11.30 

467.42 

7 

45L11 Cc 

45L11 Gb 

74034-44.4" 

24°19'28.97" 

BHAIRVI 

Phyllite & Schist 

D/W 

17.80 

452.36 

8 

45L11 Hd 

45L110C 

74°43'56.53" 

24°20'59.48" 

CHAUHAN KHERA 

Deccan Traps 

D/W 

21.00 

495.85 

9 

45L11 Ha 

45L11 Nb 

74°42'7.28" 

24°23'9.6" 

CHHOTI SADRI 

Shale 

D/W 

25.20 

486.16 

10 

45L11 Ha 

45L11 Nb 

74042-15- 

24°23'11" 

CHHOTI SADRI 

Shale 

D/W 

24.30 

490.63 

11 

45L11Eb 

45L11GC 

74°35'56" 

24°21'57" 

DEOLI 

Shale 

D/W 

13.60 

480.84 

12 

45L11 lb 

45L11Ld 

74°40'54.85" 

24°15'46.37" 

DHAULA PANI 

Gneisses(B.G.C.) 

D/W 

7.50 

413.23 

13 

45L11Eb 

45L11 Ka 

74°38'29.23" 

24°22'24.2" 

GANESHPURA 

Shale 

D/W 

20.70 

472.20 

14 

45L11 He 

45L11 Nd 

74°43'43.99" 

24°23'41.35" 

MALAWADA 

Deccan Traps 

P/z 

126.00 

495.69 

15 

45L11 He 

45L11 Nd 

74°43'58" 

24°23'48" 

MALAWADA 

Deccan Traps 

D/W 

10.00 

494.16 

16 

45L11Fd 

45L11Ld 

74°39'42.69" 

24 °16'27.75" 

NAWANKHERI 

Phyllite & Schist 

D/W 

22.20 

421.76 
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17 

45L11 Ec 

45L11Jb 

74°38'12.28" 

24°23'39.7" 

PEETHAL BARI KALAN 

Shale 

D/W 

19.60 

474.66 

18 

45L11Ec 

45L11Jb 

74°38'13.94" 

24°23'56.16" 

PEETHAL BARI KALAN 

Shale 

P/z 

60.00 

474.66 

19 

45L15Bb 

45L15Ca 

74°46'13.01" 

24°20'52.65" 

REORA 

Shale 

D/W 

10.80 

484.30 

20 

45L11 Be 

45L11Bd 

74°33'13.86" 

24°23'14.11" 

SATOLA 

Shale 

D/W 

15.80 

502.61 

21 

45L111d 

45L12Ma 

74°42'51.01" 

24°14'51.15" 

SIYA KHERI 

Gneisses(B.G.C.) 

D/W 

11.80 

431.92 

22 

45L111d 

45L11Pb 

74°42'58.75" 

24°15'0.94" 

SIYA KHERI 

Gneisses(B.G.C.) 

P/z 

60.00 

431.92 

23 

45L11 Bd 

45L11 Gb 

74°34'10.92" 

24°20'34.29" 

UNDA BELA 

Phyllite & Schist 

D/W 

16.00 

480.00 

24 

45 L 8 Ea 

45L08Fb 

74°20'3.34" 

24°07'55.11" 

Bhanawata 

Gneisses(B.G.C.) 

D/W 

9.70 

248.00 

25 

46 L 8 Ea 

45L08Fb 

74°-| g'40 42" 

24°07'55.82" 

Bhanawata 

Gneisses(B.G.C.) 

D/W 

70.00 

249.00 

26 

45 L 8 Hb 

45L08Kb 

74°23'59.5" 

24°04'33.97" 

Bhatwara 

Gneisses(B.G.C.) 

D/W 

10.30 

212.00 

27 

45 L 8 Ha2 

45L08Nb 

74°26'57.71" 

24°08'2.74" 

Dabiya Khera 

Gneisses(B.G.C.) 

D/W 

6.30 

238.00 

28 

45 L 8 Cd 

46I05AC 

74 °17'45.67" 

23°59'52.7" 

Deola 

Limestone 

D/W 

9.00 

259.83 

29 

NA 

45L08Oa 

74°26'30.84" 

24°06'10.68" 

Dhariyawad 

Gneisses(B.G.C.) 

D/W 

11.00 

233.35 

30 

46 L8 Hdl 

45L08KC 

74°25'52.88" 

24°06'20.35" 

Dhariyawad 

Gneisses(B.G.C.) 

D/W 

50.00 

225.00 

31 

NA 

45L08Od 

74°29'2.99" 

24°05'25.59" 

Jawahar Nagar 

Gneisses(B.G.C.) 

D/W 

8.50 

237.00 

32 

45 L 8 Hal 

45L08Jd 

74°24'31.31" 

24°07'44.98" 

Jaya Khera 

Gneisses(B.G.C.) 

D/W 

17.50 

255.00 

33 

45 L 12 Bd 

45L12Cb 

74°31 '50.21" 

24°04'58.36" 

Jelda 

Gneisses(B.G.C.) 

D/W 

10.75 

249.22 

34 

45 L 8 Ed 

45L08GC 

74°21'13.53" 

24°05'40.17" 

Keshariyawad 

Gneisses(B.G.C.) 

D/W 

10.95 

225.00 

35 

45 L 8 Id 

45L08Pa 

74°27'0.48" 

24°02'34.31" 

Khoonta 

Gneisses(B.G.C.) 

D/W 

9.00 

228.00 

36 

45 1 5 Db 

461051b 

74°23'36.67" 

23°57'22.45" 

Parsola 

Gneisses(B.G.C.) 

D/W 

12.50 

212.09 

37 

45L16Ca 

45L16Cb 

74°45'38.27" 

24°04'4.89" 

BAMOTAR 

Deccan Traps 

D/W 

7.50 

508.34 

38 

45L16Ca 

45L16Cb 

74°45'45" 

24°4'14" 

BAMOTAR 

Deccan Traps 

D/W 

12.00 

500.00 

39 

45L12HC 

45L12Nd 

74°43'38.01" 

24°09'21.74" 

BAORIKHERA 

Deccan Traps 

D/W 

7.00 

488.79 

40 

45L12Gd 

45L12Na 

74°42'7.87" 

24 °11 '0.91" 

BARAWARDA 

Gneisses(B.G.C.) 

D/W 

8.30 

398.62 

41 

45L12Fa 

45L12HC 

74°36'18.1" 

24°03'20.19" 

CHIKLAD 

Deccan Traps 

D/W 

9.80 

405.00 

42 

4512Fa 

45L12HC 

74°36'28.31" 

24°03'32.59" 

CHIKLAD 

Deccan Traps 

P/z 

58.00 

405.00 

43 

45L12Fd 

45L12LC 

74°40'26.06" 

24°02'1.6" 

DEOGARH 

Deccan Traps 

D/W 

7.30 

550.00 

44 

45L12Hd 

45L120C 

74°44'49.26" 

24°06'42.78" 

KULMIPURA 

Deccan Traps 

D/W 

18.50 

500.00 

45 

45L12DC 

45L12ld 

74°39'45.37" 

24°12'18.82" 

MADHURATALAB 

Gneisses(B.G.C.) 

D/W 

9.00 

385.65 

46 

45L12CC 

45L12Gb 

74°34'10" 

24°4'14" 

PHUNGATALAB 

Gneisses(B.G.C.) 

D/W 

13.10 

321.00 

47 

45L12Ad 

45L121b 

74°38'9.11" 

24°12'18.96" 

UNTAKHERA 

Deccan Traps 

D/W 

11.00 

384.35 

48 

45L12Gb 

45L12Mb 

74°42'35.77" 

24 °11'23.19" 

VAGRAGAON 

Gneisses(B.G.C.) 

D/W 

9.00 

400.00 

49 

45 L 4 Id 

45L04Pd 

74°14'13.12" 

24°00'45.91" 

Manpur 

Phyllite & Schist 

D/W 

8.00 

218.00 

Sub Basin: Mahi | 

i 

NA 

46l03Cd 

74°02'49.29" 

23 °19'44.94" 

Bareth 

Phyllite & Schist 

D/W 

14.00 

507.21 

2 

NA 

46l03Cd 

74°02'52.81" 

23 °19'46.14" 

Bareth 

Phyllite & Schist 

P/z 

70.00 

68.00 

3 

NA 

46l03Bb 

74 °01'24.33" 

23 °23'10.55" 

Bhukia 

Phyllite & Schist 

D/W 

9.00 

150.00 

4 

NA 

46l03Ga 

74°05'2.36" 

23 °22'23.18" 

Mundri 

Phyllite & Schist 

D/W 

11.15 

140.00 

5 

NA 

46l03Ga 

74°05'0.16" 

23 °22'29.41" 

Mundri 

Phyllite & Schist 

P/z 

70.00 

68.00 

6 

NA 

46l03Ca 

74 °01'47.76" 

23 °21'11.48" 

Obla 

Phyllite & Schist 

D/W 

10.60 

180.00 

7 

NA 

46I03HC 

74°05'48.32" 

23 °18'41.65" 

Phalwa 

Phyllite & Schist 

D/W 

8.90 

449.82 

8 

NA 

46l03Bd 

74°02'31.43" 

23 °22'34.45" 

Ramela 

Phyllite & Schist 

D/W 

9.45 

524.33 

9 

NA 

46l07Ka 

74°23'22.48" 

23 °22'13.87" 

Barigama 

Phyllite & Schist 

D/W 

8.60 

268.07 

10 

NA 

46l07Ka 

74°22'59.18" 

23 °22'19.67" 

Barigama 

Phyllite & Schist 

P/z 

70.00 

68.00 

11 

NA 

46I07FC 

74°20'59.3" 

23 °25'37.22" 

Barodia 

Phyllite & Schist 

D/W 

13.70 

230.14 

12 

NA 

46l07Eb 

74°18'52.1" 

23 °28'3.89" 

Chhinch 

Phyllite & Schist 

D/W 

8.00 

205.90 

13 

NA 

46l07Jb 

74°23'9.62" 

23 °23'41.69" 

Dair 

Phyllite & Schist 

P/z 

50.00 

68.00 

14 

NA 

46l07Jb 

74°23'14.56" 

23 °24'2.74" 

Karji 

Phyllite & Schist 

P/z 

50.00 

68.00 

15 

NA 

46l07Fd 

74°22'29" 

23 °23'16.6" 

Seona 

Phyllite & Schist 

D/W 

12.00 

235.00 

16 

NA 

46l07Jb 

74°22'30.58" 

23 °23'19.81" 

Seona 

Phyllite & Schist 

P/z 

70.00 

68.00 

17 

NA 

4611 OHd 

74°36'9.14" 

23 °31'35.65" 

Aribeth 

Deccan Traps 

D/W 

9.00 

320.00 

18 

NA 

46l10Ha 

74°35'5.55" 

23°32'47.16" 

Bari 

Deccan Traps 

D/W 

5.00 

330.00 

19 

NA 

46114Cb 

74°45'1.32" 

23°34'7.3" 

Chayan 

Deccan Traps 

D/W 

10.00 

360.00 

20 

NA 

4611 OLb 

74°38'49.74" 

23°31'19.37" 

Chhoti Sarwan 

Deccan Traps 

P/z 

50.00 

166.00 

21 

NA 

4611 OLb 

74°38'22.59" 

23 °31'40.43" 

Chhoti Sarwan 

Deccan Traps 

D/W 

11.40 

333.00 

22 

NA 

4611 OPb 

74°43'4.28" 

23°30'46" 

Danpur 

Deccan Traps 

D/W 

8.50 

367.38 

23 

NA 

461100b 

74°42'52.58" 

23°34'21.3" 

Hiriagarhi 

Deccan Traps 

P/z 

50.00 

166.00 

24 

NA 

4611 OHc 

74°37'7.37" 

23°32'12.47" 

Katumbi 

Deccan Traps 

P/z 

50.00 

166.00 

25 

NA 

461111a 

74°39'6.64" 

23 °29'33.18" 

Phepher 

Deccan Traps 

D/W 

10.80 

166.00 

26 

NA 

4611 OLd 

74°39'59.61" 

23°30'44.68" 

Saliabari 

Deccan Traps 

P/z 

70.00 

166.00 

27 

NA 

4611 OLd 

74°39'25.33" 

23°31 '1.79" 

Saliabari 

Deccan Traps 

D/W 

14.10 

166.00 

28 

NA 

4611 OJd 

74°39'32.42" 

23°37'48.24" 

Tejpur 

Deccan Traps 

P/z 

50.00 

166.00 

29 

NA 

4611 OJd 

74°40'30" 

23°38'40" 

Tejpur 

Deccan Traps 

D/W 

15.20 

315.00 

30 

NA 

46l02Ja 

74°09'1.43" 

23°39'27.27" 

Agarpura 

Gneisses(B.G.C.) 

D/W 

8.80 

161.00 

31 

NA 

46l02Ha 

74°04'52.56" 

23 °31'54.89" 

Anjana 

Phyllite & Schist 

D/W 

9.50 

146.20 

32 

NA 

46l02Hd 

74°05'45.9" 

23°30'1.48" 

Arthuna 

Phyllite & Schist 

P/z 

20.00 

155.46 

33 

NA 

46l02Ma 

74°11'33.67" 

23°43'22.45" 

Asoda 

Phyllite & Schist 

P/z 

20.00 

178.00 

34 

NA 

46I02NC 

74°13'40.02" 

23°39'42.84" 

Bari Sareri 

Phyllite & Schist 

P/z 

20.00 

68.00 

35 

NA 

46l06Ab 

74°15'35.85" 

23°42'42.19" 

Bhimpur 

Phyllite & Schist 

D/W 

11.00 

166.54 

36 

NA 

46l02Gd 

74°06'39.32" 

23°34'20.86" 

Bori 

Phyllite & Schist 

P/z 

20.00 

140.00 
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37 

NA 

46l06Cb 

74°15'4.63" 

23°34'20.11" 

Cheebaratalai 

Phyllite & Schist 

D/W 

7.00 

150.00 

38 

NA 

46l02Ka 

74°08'4.76" 

23°36'20.13" 

Chopasag 

Phyllite & Schist 

D/W 

14.00 

138.00 

39 

NA 

46l02Od 

74°13'10.87" 

23°34'12.66" 

Garha Gopi Nath 

Phyllite & Schist 

D/W 

13.50 

160.00 

40 

NA 

46102Kb 

74°08'57.67" 

23°35'29.69" 

Garhi 

Phyllite & Schist 

P/z 

20.00 

136.00 

41 

NA 

46l03Ma 

74 °11 '56.42" 

23 °29'33.39" 

Jolana 

Phyllite & Schist 

P/z 

70.00 

68.00 

42 

NA 

46l03Ma 

74 °11 '42" 

23 °29'40" 

Jolana 

Phyllite & Schist 

D/W 

5.70 

190.00 

43 

NA 

46l02Nb 

74°12'40.85" 

23°37'46.39" 

Khera 

Phyllite & Schist 

D/W 

9.40 

162.00 

44 

NA 

46I02JC 

74°09'28.36" 

23°40'42.95" 

Khodan 

Gneisses(B.G.C.) 

P/z 

20.00 

157.81 

45 

NA 

46l02Ka 

74°08'53.23" 

23°36'59.42" 

Khum Ji Ka Parda 

Phyllite & Schist 

D/W 

13.00 

138.00 

46 

NA 

46l02Dd 

74°02'43.72" 

23°30'16.76" 

Kushalkot 

Phyllite & Schist 

D/W 

11.90 

134.00 

47 

NA 

46101 Lc 

74°10'6.95" 

23°47'6.7" 

Lasara 

Phyllite & Schist 

P/z 

20.00 

143.97 

48 

NA 

46101 Pd 

74°13'23.58" 

23°45'50.3" 

Loharia 

Phyllite & Schist 

D/W 

9.90 

158.08 

49 

NA 

46l02ld 

74 °107.66" 

23°42'55.61" 

Metwala 

Gneisses(B.G.C.) 

P/z 

20.00 

154.63 

50 

NA 

46l02Dd 

74°03'22.84" 

23°31'9.82" 

Motibasi 

Phyllite & Schist 

D/W 

13.80 

142.00 

51 

NA 

461020a 

74°11 '43.28" 

23°37'13.94" 

Nawa Gaon 

Phyllite & Schist 

D/W 

7.00 

140.00 

52 

NA 

46101 Pb 

74°11 '31.28" 

23°46'13.28" 

Ora 

Phyllite & Schist 

P/z 

20.00 

160.00 

53 

NA 

46l02Kd 

74°09'54.96" 

23°35'27.75" 

Pratapur 

Phyllite & Schist 

D/W 

12.70 

138.00 

54 

NA 

46l02Ld 

74°10'38.95" 

23°30'52.91" 

Raiyana 

Phyllite & Schist 

D/W 

6.80 

189.28 

55 

NA 

46l02ld 

74°09'24.17" 

23°41 '58.16" 

Sujaji Ka Gara 

Gneisses(B.G.C.) 

D/W 

10.50 

149.01 

56 

NA 

46I06BC 

74°18'23.54" 

23°41 '4.27" 

Sundni 

Phyllite & Schist 

D/W 

11.30 

176.23 

57 

NA 

46l03Ma 

74°12'26.31" 

23 °28'56.77" 

Tamtia Rathore 

Phyllite & Schist 

D/W 

11.70 

189.54 

58 

NA 

46l06Ca 

74 °16'16.66" 

23°37'6.66" 

Wajwana 

Phyllite & Schist 

D/W 

9.60 

196.80 

59 

NA 

46I06GC 

74°21 '52.51" 

23°37'12.43" 

Badlia 

Phyllite & Schist 

D/W 

9.50 

170.00 

60 

NA 

46l05Hb 

74°20'4.59" 

23°46'5.83" 

Bamanpada 

Gneisses(B.G.C.) 

D/W 

9.10 

215.38 

61 

NA 

46l05Hb 

74°20'14.88" 

23°46'10.12" 

Bamanpada 

Gneisses(B.G.C.) 

P/z 

70.00 

458.00 

62 

NA 

461061a 

74°23'16.38" 

23°44'30.64" 

Banicha 

Gneisses(B.G.C.) 

D/W 

11.40 

201.32 

63 

NA 

4611 OAb 

74°30'40.88" 

23°42'53" 

Bargun 

Gneisses(B.G.C.) 

D/W 

8.70 

230.00 

64 

NA 

46l05Ld 

74°25'2.58" 

23°46'49.65" 

Baripadal 

Gneisses(B.G.C.) 

D/W 

7.25 

206.22 

65 

NA 

4611 OAb 

74°30'59.22" 

23 °41'22.94" 

Bhungra 

Gneisses(B.G.C.) 

D/W 

9.90 

240.00 

66 

NA 

46l05Dd 

74 °17'55.52" 

23°46'33.21" 

Borda 

Gneisses(B.G.C.) 

D/W 

9.00 

186.05 

67 

NA 

46l06Fa 

74°20'1.95" 

23°40'14.59" 

Chanduji Ka Gara 

Gneisses(B.G.C.) 

P/z 

20.00 

169.00 

68 

NA 

46l06ld 

74°25'32.62" 

23°42'43.43" 

Charla 

Gneisses(B.G.C.) 

D/W 

5.10 

224.18 

69 

NA 

46l05Jb 

74°24'19.72" 

23°53'10.4" 

Charna Bhundwai 

Phyllite & Schist 

P/z 

70.00 

68.00 

70 

NA 

46l05Jb 

74°23'57.13" 

23°53'19.26" 

Charna Bhundwai 

Phyllite & Schist 

D/W 

6.70 

192.00 

71 

NA 

46I05LC 

74°26'2.49" 

23°47'24.99" 

Chhoti Padal 

Phyllite & Schist 

D/W 

12.50 

226.37 

72 

NA 

46l05Ha 

74°20'28.18" 

23°48'42.38" 

Daduka 

Phyllite & Schist 

D/W 

9.40 

187.15 

73 

NA 

46105Kb 

74°23'20.22" 

23°49'41.79" 

Delwara 

Phyllite & Schist 

D/W 

10.10 

237.00 

74 

NA 

46l06Ed 

74°22'17.07" 

23°43'5.81" 

Dewada 

Gneisses(B.G.C.) 

P/z 

20.00 

186.81 

75 

NA 

461050a 

74°27'24.42" 

23 °51'54.85" 

Dungria 

Phyllite & Schist 

D/W 

7.30 

194.88 

76 

NA 

461050a 

74°26'52.4" 

23 °51'19.62" 

Gangaji Ka Khera 

Phyllite & Schist 

D/W 

8.85 

209.36 

77 

NA 

46101 Pd 

74°14'59.25" 

23°45'51.35" 

Ganoda 

Phyllite & Schist 

P/z 

12.30 

170.62 

78 

NA 

46l05Ld 

74°25'9.32" 

23°45'37.36" 

Ghatol 

Gneisses(B.G.C.) 

D/W 

8.30 

210.41 

79 

NA 

46l06Ma 

74°27'19.74" 

23°44'37.92" 

Guliawada 

Phyllite & Schist 

D/W 

11.50 

244.57 

80 

NA 

46l06Fb 

74°19'25.69" 

23°38'45.6" 

Isarwala 

Gneisses(B.G.C.) 

D/W 

12.60 

170.42 

81 

NA 

46I05GC 

74°20'50.43" 

23 °51'59.28" 

Jagpura 

Phyllite & Schist 

D/W 

12.70 

176.51 

82 

NA 

46l09Ca 

74°30'29.5" 

23°50'47.57" 

Jetpura 

Gneisses(B.G.C.) 

D/W 

14.30 

207.19 

83 

NA 

46l09Ca 

74°30'22.76" 

23°50'47.68" 

Jetpura 

Gneisses(B.G.C.) 

P/z 

70.00 

458.00 

84 

NA 

46l05Pa 

74°27'43.06" 

23°47'18.93" 

Khamera 

Gneisses(B.G.C.) 

D/W 

9.60 

232.98 

85 

NA 

46l06Jb 

74°24'18.29" 

23°39'21.83" 

Konia 

Gneisses(B.G.C.) 

D/W 

9.00 

205.07 

86 

NA 

46l05Ga 

74°19'27.05" 

23°50'38.48" 

Mandela 

Phyllite & Schist 

D/W 

7.20 

174.13 

87 

NA 

46101 Pc 

74°14'33.65" 

23°47'15.3" 

Mota Tanda 

Phyllite & Schist 

P/z 

20.00 

168.00 

88 

NA 

46l05Da 

74°15'6.09" 

23°48'5.13" 

Motagaon 

Phyllite & Schist 

D/W 

15.00 

161.00 

89 

NA 

46l06Fa 

74°19'3.35" 

23°40'37.46" 

Mungana 

Gneisses(B.G.C.) 

D/W 

12.40 

173.88 

90 

NA 

46I09DC 

74°32'0.8" 

23°47'53.69" 

Murasel 

Gneisses(B.G.C.) 

D/W 

9.00 

220.00 

91 

NA 

46I09DC 

74°32'24.6" 

23°48'0.22" 

Murasel 

Gneisses(B.G.C.) 

P/z 

70.00 

458.00 

92 

NA 

46l05Nb 

74°26'30.16" 

23°53'45.91" 

Narwali 

Gneisses(B.G.C.) 

D/W 

10.30 

189.19 

93 

NA 

46l05La 

74°23'18.34" 

23°48'20.83" 

Odwal 

Phyllite & Schist 

D/W 

6.20 

238.00 

94 

NA 

46l06Ed 

74°21 '20.5" 

23°42'25.39" 

Rathoron ki Padoli 

Gneisses(B.G.C.) 

D/W 

9.50 

175.00 

95 

NA 

461050a 

74°26'52.38" 

23°50'39.67" 

Rawatpura 

Phyllite & Schist 

D/W 

11.80 

281.02 

96 

NA 

46l05La 

74°23'14.49" 

23°47'46.22" 

Runjia 

Phyllite & Schist 

D/W 

8.40 

212.78 

97 

NA 

46I05NC 

74°28'29.58" 

23°54'41.56" 

Sarodia 

Gneisses(B.G.C.) 

D/W 

10.10 

196.36 

98 

NA 

4611 OBb 

74°30'21.58" 

23°39'1.17" 

Sompura 

Gneisses(B.G.C.) 

P/z 

50.00 

458.00 

99 

NA 

46l05Cb 

74 °16'20.14" 

23°49'18.88" 

Takat Ji Ka Tanda 

Phyllite & Schist 

D/W 

9.45 

162.00 

100 

NA 

46l06Fd 

74°22'19.25" 

23°38'8.16" 

Timbagamri 

Phyllite & Schist 

D/W 

11.10 

180.00 

101 

NA 

46l06Jb 

74°23'17.69" 

23°38'54.53" 

Udpura 

Phyllite & Schist 

D/W 

11.80 

187.72 

102 

NA 

4611 OAa 

74°30'1.33" 

23°44'57.86" 

Undavela 

Phyllite & Schist 

D/W 

3.70 

260.87 

103 

NA 

46I06AC 

74°18'27.27" 

23°44'8.96" 

Wasiada 

Gneisses(B.G.C.) 

P/z 

70.00 

458.00 

104 

NA 

46I06AC 

74°18'28.03" 

23°44'11.3" 

Wasiada 

Gneisses(B.G.C.) 

D/W 

13.00 

220.00 

105 

NA 

46111 Dd 

74°32'1.3" 

23 °15'1.27" 

Bijori Kalan 

Deccan Traps 

D/W 

6.30 

320.00 

106 

NA 

46112Ad 

74°33'43.99" 

23 °11'42.37" 

Bolia Pada 

Deccan Traps 

D/W 

8.50 

408.33 
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107 

NA 

46111 Da 

74°30'22.39" 

23 °17'53.97" 

Kotra 

Deccan Traps 

D/W 

11.00 

393.41 

108 

NA 

46112Bc 

74°33'38.94" 

23°09'44.62" 

Mokhampura 

Deccan Traps 

D/W 

9.00 

420.00 

109 

NA 

46112Bc 

74°33'36.85" 

23°09'58.88" 

Mokhampura 

Deccan Traps 

P/z 

50.00 

166.00 

110 

NA 

461121c 

74°39'34.76" 

23 °14'23.27" 

Patan 

Deccan Traps 

P/z 

39.00 

395.72 

111 

NA 

46112ld 

74°41'12.19" 

23 °12'19.18" 

Sarwa Kalan 

Deccan Traps 

P/z 

40.00 

166.00 

112 

NA 

46112ld 

74°41 '5.44" 

23 °12'35.52" 

Sarwa Kalan 

Deccan Traps 

D/W 

10.80 

399.18 

113 

NA 

46l12Eb 

74°34'46.08" 

23 °13'6.95" 

Sarwachhoti 

Deccan Traps 

P/z 

70.00 

166.00 

114 

NA 

46112Ea 

74°35'19.37" 

23 °13'23.62" 

Sarwachhoti 

Deccan Traps 

D/W 

5.80 

404.61 

115 

NA 

46112Ed 

74°35'42.31" 

23 °13'5.35" 

Udaipuria 

Deccan Traps 

D/W 

9.50 

420.00 

116 

NA 

46111 Db 

74°30'26.49" 

23 °15'48.57" 

Umarjokha 

Deccan Traps 

D/W 

9.60 

360.00 

117 

NA 

NA 

74°23'43.65" 

23°35'28.68" 

Badgaon 

Gneisses(B.G.C.) 

D/W 

11.40 

193.44 

118 

NA 

NA 

74°27'41.6" 

23°32'52.69" 

Banswara 

Gneisses(B.G.C.) 

D/W 

8.25 

225.58 

119 

NA 

NA 

74°26'38.23" 

23°33'15.23" 

Banswara (PW) 

Gneisses(B.G.C.) 

D/W 

11.10 

222.00 

120 

NA 

NA 

74°30'41.73" 

23°27'4.97" 

Bari Badrel 

Deccan Traps 

D/W 

9.50 

166.00 

121 

NA 

NA 

74°30'40.59" 

23°27'9.67" 

Bari Badrel 

Deccan Traps 

P/z 

50.00 

166.00 

122 

NA 

NA 

74°24'1.22" 

23°38'35.6" 

Bhagatpura 

Gneisses(B.G.C.) 

D/W 

10.00 

203.66 

123 

NA 

NA 

74°30'8.49" 

23 °23'17.66" 

Bhartalia 

Deccan Traps 

D/W 

9.20 

291.85 

124 

NA 

NA 

74°22'52.34" 

23 °29'48.89" 

Bodla 

Gneisses(B.G.C.) 

D/W 

12.00 

201.89 

125 

NA 

NA 

74°21 '22.66" 

23°30'0.51" 

Borkhedi 

Gneisses(B.G.C.) 

D/W 

12.00 

194.84 

126 

NA 

NA 

74°22'48.92" 

23°30'40.26" 

Borwat 

Gneisses(B.G.C.) 

D/W 

10.00 

199.33 

127 

NA 

NA 

74°30'7.83" 

23°36'38.75" 

Cheeb 

Gneisses(B.G.C.) 

D/W 

6.20 

265.49 

128 

NA 

NA 

74°22'39.29" 

23°36'27.41" 

Chiriwasa 

Gneisses(B.G.C.) 

D/W 

9.50 

182.85 

129 

NA 

NA 

74°20'42.03" 

23°34'43.56" 

Deolia 

Gneisses(B.G.C.) 

D/W 

12.00 

182.86 

130 

NA 

NA 

74°28'9.31" 

23°27'9.34" 

Ganau 

Gneisses(B.G.C.) 

D/W 

7.50 

458.00 

131 

NA 

NA 

74°27'27.54" 

23°27'7.28" 

Ganau 

Gneisses(B.G.C.) 

P/z 

70.00 

458.00 

132 

NA 

NA 

74°31'12.73" 

23°26'38.68" 

Jaswantpura 

Deccan Traps 

D/W 

15.50 

294.00 

133 

NA 

NA 

74°31'19.13" 

23 °25'56.74" 

Jaswantpura 

Deccan Traps 

P/z 

58.00 

166.00 

134 

NA 

NA 

74°26'31.18" 

23°21 '29.6" 

Khedavarli Pada 

Deccan Traps 

D/W 

9.80 

250.00 

135 

NA 

NA 

74°18'47.54" 

23°37'31.46" 

Kohala 

Limestone 

D/W 

10.80 

170.02 

136 

NA 

NA 

74°23'37.4" 

23°33'29.82" 

Kupra 

Gneisses(B.G.C.) 

D/W 

10.10 

201.00 

137 

NA 

NA 

74 °16'52.3" 

23°35'26.15" 

Kushalpura 

Limestone 

D/W 

10.70 

184.19 

138 

NA 

NA 

74°24'30.69" 

23°33'14.64" 

Lodha 

Gneisses(B.G.C.) 

D/W 

10.50 

211.35 

139 

NA 

NA 

74°31'14.07" 

23°20'39.87" 

Maheshpura 

Deccan Traps 

P/z 

50.00 

166.00 

140 

NA 

NA 

74°29'3.72" 

23°20'17.86" 

Maheshpura 

Deccan Traps 

D/W 

8.55 

342.00 

141 

NA 

NA 

74°19'49.75" 

23°35'36.72" 

Masatia 

Limestone 

D/W 

10.10 

175.18 

142 

NA 

NA 

74°28'49.47" 

23°27'25.72" 

Nal 

Gneisses(B.G.C.) 

D/W 

8.90 

280.61 

143 

NA 

NA 

74°30'25.83" 

23 °23'35.33" 

Nalada 

Deccan Traps 

D/W 

7.80 

318.26 

144 

NA 

NA 

74°26'54.69" 

23°37'18.29" 

Nal rang hawa 

Gneisses(B.G.C.) 

D/W 

5.16 

232.93 

145 

NA 

NA 

74°25'45.98" 

23 °29'1.39" 

Nawagaon 

Gneisses(B.G.C.) 

D/W 

9.35 

227.31 

146 

NA 

NA 

74°30'34.29" 

23°30'11.93" 

Padla 

Gneisses(B.G.C.) 

D/W 

10.05 

300.00 

147 

NA 

NA 

74°21 '31.2" 

23°27'01.00" 

Pari Bari 

Limestone 

D/W 

11.85 

206.00 

148 

NA 

NA 

74°26'18.79" 

23°34'21.86" 

Peeplod 

Gneisses(B.G.C.) 

D/W 

8.20 

209.90 

149 

NA 

NA 

74°32'50.77" 

23°27'0.93" 

Rooppura 

Deccan Traps 

D/W 

8.00 

280.67 

150 

NA 

NA 

74°24'51.51" 

23°26'15.44" 

Saga 

Gneisses(B.G.C.) 

D/W 

11.35 

244.34 

151 

NA 

NA 

74°21 '49.82" 

23 °28'47.88" 

Sag rod 

Limestone 

D/W 

11.95 

205.19 

152 

NA 

NA 

74°25'7.75" 

23 °28'25.4" 

Sagwaria 

Gneisses(B.G.C.) 

D/W 

9.45 

313.44 

153 

NA 

NA 

74°23'27.61" 

23 °29'2.12" 

Saipur 

Gneisses(B.G.C.) 

D/W 

7.45 

204.00 

154 

NA 

NA 

74°23'20" 

23°27'47" 

Salia 

Limestone 

D/W 

12.80 

208.47 

155 

NA 

NA 

74°32'35.63" 

23 °24'24.54" 

Sangesri 

Deccan Traps 

D/W 

8.85 

240.00 

156 

NA 

NA 

74°32'33.28" 

23 °24'28.35" 

Sangesri 

Deccan Traps 

P/z 

50.00 

166.00 

157 

NA 

NA 

74°22'12.39" 

23°33'32.14" 

Shivpura 

Gneisses(B.G.C.) 

D/W 

10.45 

193.33 

158 

NA 

NA 

74°24'0.32" 

23°37'42.82" 

Surpur 

Gneisses(B.G.C.) 

D/W 

10.30 

191.36 

159 

NA 

NA 

74°22'23.51" 

23°26'20.23" 

Surwania 

Limestone 

D/W 

7.50 

213.51 

160 

NA 

NA 

74°19'24.8" 

23°34'8.45" 

Talwara 

Limestone 

P/z 

20.00 

181.93 

161 

NA 

NA 

74°25'34.61" 

23°36'31.54" 

Tejpur 

Gneisses(B.G.C.) 

D/W 

6.70 

206.00 

162 

NA 

NA 

74°24'38.55" 

23 °31'12.22" 

Thikria 

Gneisses(B.G.C.) 

D/W 

10.45 

217.06 

163 

NA 

NA 

74°19'18.25" 

23 °31'59.44" 

Umrai 

Limestone 

P/z 

28.00 

197.81 

164 

NA 

NA 

74°28'56.46" 

23 °24'43.21" 

Umrianala 

Deccan Traps 

D/W 

11.00 

382.72 

165 

NA 

NA 

74°31 '39.47" 

23 °25'8.69" 

Veerpur 

Deccan Traps 

D/W 

14.00 

298.06 

166 

NA 

46E130d 

73°59'25.64" 

23°49'21.93" 

BANKORA 

Phyllite & Schist 

P/z 

70.00 

217.00 

167 

NA 

46E130d 

73°59'25.44" 

23°49'10.79" 

BANKORA 

Phyllite & Schist 

D/W 

8.30 

215.00 

168 

NA 

46101 Be 

74°03'33.47" 

23°54'34.88" 

BARODA 

Phyllite & Schist 

D/W 

9.25 

188.10 

169 

NA 

46101 Gd 

74°06'45.89" 

23°49'52.74" 

BORIGAMA CHOTTA 

Phyllite & Schist 

D/W 

10.23 

160.00 

170 

NA 

46l05Fb 

74°20'15.32" 

23°53'31.63" 

DEOPURA 

Phyllite & Schist 

D/W 

11.00 

180.00 

171 

NA 

46101 Da 

74°00'49.99" 

23°48'21.91" 

GALIYANA 

Phyllite & Schist 

D/W 

13.50 

200.00 

172 

NA 

46E130C 

73°59'13.32" 

23°51'2.86" 

GARA KUMHARIYA 

Gneisses(B.G.C.) 

P/z 

70.00 

225.00 

173 

NA 

46E130C 

73°59'9.87" 

23°50'45.99" 

GARA KUMHARIYA 

Gneisses(B.G.C.) 

D/W 

6.10 

225.14 

174 

NA 

46101Kb 

74°08'16" 

23°48'50.46" 

JOGIWARA 

Phyllite & Schist 

D/W 

11.70 

160.00 

175 

NA 

46101 Ga 

74°04'28.09" 

23 °51'12.35" 

KABJA 

Phyllite & Schist 

D/W 

15.10 

170.00 

176 

NA 

46101 Ga 

74°04'16.62" 

23°51'10.66" 

KABJA 

Phyllite & Schist 

P/z 

50.00 

175.00 
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177 

NA 

46101 Cd 

74°02'11.71" 

23°49'14.89" 

KATISOR 

Phyllite & Schist 

D/W 

13.50 

197.14 

178 

NA 

46E130C 

73°58'44.21" 

23°51'37.15" 

KHALEEL 

Gneisses(B.G.C.) 

D/W 

10.80 

215.00 

179 

NA 

46E130C 

73°58'25.24" 

23°52'3.75" 

KHALEEL 

Gneisses(B.G.C.) 

P/z 

70.00 

225.00 

180 

NA 

46I05CC 

74 °17'52.42" 

23°52'29" 

KHANAN 

Phyllite & Schist 

D/W 

7.40 

180.00 

181 

NA 

46101 Fb 

74°05'11.07" 

23°53'41.56" 

PACHLASA CHOTTA 

Phyllite & Schist 

D/W 

11.93 

180.00 

182 

NA 

46E13Nb 

73°57'44.68" 

23°53'50.45" 

PARDA THOOR 

Gneisses(B.G.C.) 

P/z 

60.00 

243.00 

183 

NA 

46E13Nb 

73°57'43.29" 

23°53'54.53" 

PARDA THOOR 

Gneisses(B.G.C.) 

D/W 

11.40 

240.00 

184 

NA 

46101 Cc 

74°01 '54.16" 

23 °51'40.76" 

PUNJPUR 

Phyllite & Schist 

D/W 

9.84 

200.00 

185 

NA 

46l05Bb 

74°15'54.21" 

23°52'46.67" 

REENCHA 

Gneisses(B.G.C.) 

Obs.Wel 

34.00 

180.00 

186 

NA 

46l05Bb 

74°15'44" 

23 °52'43" 

REENCHA 

Gneisses(B.G.C.) 

D/W 

10.60 

180.00 

187 

NA 

46l05Fa 

74°19'1.76" 

23°54'33.68" 

SOLANJ 

Phyllite & Schist 

Obs.Wel 

60.00 

182.00 

188 

NA 

46l05Fa 

74°18'59.66" 

23°54'39.6" 

SOLANJ 

Phyllite & Schist 

D/W 

12.60 

180.00 

189 

NA 

46101 Ka 

74°08'50.48" 

23°50'56.42" 

TALORA 

Phyllite & Schist 

D/W 

14.80 

190.00 

190 

NA 

46E13KC 

73°55'53.06" 

23°52'21.63" 

GADA MORAIYA 

Phyllite & Schist 

P/z 

60.00 

305.00 

191 

NA 

46E13PC 

73°58'38.71" 

23°47'5.97" 

BHASOR 

Phyllite & Schist 

D/W 

10.60 

200.00 

192 

NA 

46l02Fb 

74°04'43.81" 

23°37'51.97" 

BHEELORA 

Phyllite & Schist 

D/W 

17.20 

140.00 

193 

NA 

46l02Ab 

74°00'5.42" 

23°42'21.55" 

BHEEMDARI 

Phyllite & Schist 

D/W 

8.80 

216.69 

194 

NA 

46I02EC 

74°06'49.79" 

23°43'58.57" 

BHUWASA 

Phyllite & Schist 

D/W 

9.60 

180.00 

195 

NA 

46l02Ed 

74°06'56.66" 

23 °41'45.95" 

CHIBOORA 

Gneisses(B.G.C.) 

D/W 

11.50 

140.00 

196 

NA 

46E14Kd 

73°55'9.42" 

23°35'18.73" 

GHATA KA GAON 

Phyllite & Schist 

D/W 

21.00 

170.00 

197 

NA 

46l02Bd 

74°03'36.34" 

23°38'20.72" 

JETHANA 

Phyllite & Schist 

D/W 

18.30 

160.00 

198 

NA 

46101 He 

74°05'54.03" 

23°47'30.67" 

KARIYANA 

Phyllite & Schist 

D/W 

11.13 

160.00 

199 

NA 

46I02FC 

74°05'42.63" 

23°40'42.33" 

LEEMBORBARI 

Gneisses(B.G.C.) 

D/W 

11.60 

175.00 

200 

NA 

46l02Ad 

74°02'46.93" 

23°42'58.29" 

NAVAGAON 

Phyllite & Schist 

D/W 

17.60 

217.80 

201 

NA 

46l02Ad 

74°02'48.9" 

23°43'4.14" 

NAVAGAON 

Phyllite & Schist 

P/z 

50.00 

220.00 

202 

NA 

46101 Hd 

74°06'40.16" 

23°45'57.49" 

PADARDI BARI 

Phyllite & Schist 

D/W 

13.70 

160.00 

203 

NA 

46101 Db 

74°01 '1.05" 

23°46'22.2" 

PARWA 

Phyllite & Schist 

D/W 

13.80 

200.00 

204 

NA 

46I02AC 

74°03'20.14" 

23°44'18.61" 

SAMLIYA 

Phyllite & Schist 

D/W 

13.50 

200.00 

205 

NA 

46101 Hb 

74°04'53.36" 

23°45'45.4" 

SARODA 

Phyllite & Schist 

D/W 

14.20 

180.00 

206 

NA 

46E13Pa 

73°57'29.45" 

23°47'16.2" 

SURELA 

Phyllite & Schist 

Obs.Wel 

60.00 

240.00 

207 

NA 

46101 La 

74°09'5.8" 

23°48'10.61" 

VAMASA 

Phyllite & Schist 

D/W 

21.50 

160.00 

208 

NA 

46l02Fd 

74°06'42.31" 

23°37'41.98" 

WAGERI 

Gneisses(B.G.C.) 

D/W 

12.20 

150.00 

209 

NA 

46E14LC 

73°55'22.83" 

23°33'31.91" 

BHEMAI 

Phyllite & Schist 

P/z 

70.00 

180.00 

210 

NA 

46E14LC 

73°55'37.08" 

23°33'41.79" 

BHEMAI 

Phyllite & Schist 

D/W 

21.50 

180.00 

211 

NA 

46E14PC 

73°59'02" 

23°33'35" 

CHEEKHLI 

Phyllite & Schist 

D/W 

14.70 

140.00 

212 

NA 

46E15Mb 

73°57'17.66" 

23°26'17.94" 

CHEEKHLI 

Phyllite & Schist 

P/z 

50.00 

140.00 

213 

NA 

46E14PC 

73°59'9.65" 

23°33'13.83" 

CHEENTRI 

Phyllite & Schist 

D/W 

22.70 

150.00 

214 

NA 

46E15ld 

73°55'55.88" 

23°27'32.83" 

DHANGOAN 

Phyllite & Schist 

D/W 

20.75 

160.00 

215 

NA 

46E15ld 

73°56'3.89" 

23°27'40.7" 

DHANGOAN 

Phyllite & Schist 

P/z 

50.00 

160.00 

216 

NA 

46E15Ed 

73°50'37.93" 

23°27'16.52" 

DOONGAR SARAN 

Ultra Basics 

D/W 

4.97 

190.00 

217 

NA 

46l02Da 

74°017.52" 

23°31'55.12" 

GALIYAKOT 

Phyllite & Schist 

D/W 

20.65 

140.00 

218 

NA 

46E15Md 

73°58'43.3" 

23°27'38.27" 

JASELA 

Phyllite & Schist 

D/W 

50.00 

140.00 

219 

NA 

46E14LC 

73°54'38.31" 

23°32'32.62" 

JHOSAWA 

Phyllite & Schist 

P/z 

70.00 

182.00 

220 

NA 

46E151b 

73°54'10.09" 

23°27'58.35" 

KUWAN 

Phyllite & Schist 

D/W 

7.25 

171.15 

221 

NA 

46E15Ma 

73°57'46.46" 

23 °29'45.25" 

NADIYA 

Phyllite & Schist 

D/W 

8.99 

140.00 

222 

NA 

46E15JC 

73°55'28.59" 

23 °24'33.43" 

PIYOLA 

Phyllite & Schist 

D/W 

50.00 

170.00 

223 

NA 

46E15MC 

73°59'55.57" 

23 °29'22.64" 

UBLI 

Phyllite & Schist 

P/z 

70.00 

140.00 

224 

46l13Ba 

46113Bd 

74°47'19.32" 

23°52'36.23" 

GAUTMESHWAR 

Deccan Traps 

D/W 

7.90 

498.02 

225 

46114Ab 

46114Ab 

74°46'30.83" 

23°41'41.18" 

SALAMGARH 

Deccan Traps 

D/W 

9.10 

531.80 

226 

46113Cd 

46113Hb 

74°48'52.61" 

23°45'16.21" 

UKALA 

Deccan Traps 

D/W 

10.00 

501.97 

227 

NA 

46I05NC 

74°29'28.64" 

23°55'29.12" 

Gothara 

Gneisses(B.G.C.) 

D/W 

12.35 

192.00 

228 

NA 

46I05NC 

74°29'27.78" 

23°55'32.7" 

Gothara 

Gneisses(B.G.C.) 

D/W 

65.00 

195.00 

229 

45 1 5 Gc 

46105Mb 

74°26'45.49" 

23°57'43.19" 

Mungana 

Gneisses(B.G.C.) 

D/W 

11.80 

200.70 

230 

45 1 5 Gb 

46I05JC 

74°26'0.78" 

23°55'15.39" 

Nimberwara 

Gneisses(B.G.C.) 

D/W 

11.70 

188.00 

231 

NA 

46l09Lb 

74°37'45.95" 

23°45'3.84" 

Bakhtor 

Gneisses(B.G.C.) 

D/W 

6.55 

320.00 

232 

NA 

46l09Lb 

74°37'30.77" 

23°45'6.59" 

Bakhtor 

Gneisses(B.G.C.) 

P/z 

70.00 

321.21 

233 

NA 

461101c 

74°40'59.83" 

23°44'32.74" 

Dungarwani 

Deccan Traps 

D/W 

8.60 

326.00 

234 

NA 

46l09Lb 

74°39'4.34" 

23°46'7.37" 

Ghantali 

Gneisses(B.G.C.) 

D/W 

11.00 

310.00 

235 

NA 

46I09CC 

74°33'3.6" 

23°51 '1.99" 

Jetlia 

Gneisses(B.G.C.) 

D/W 

7.50 

200.00 

236 

NA 

46I09KC 

74°40'0.42" 

23 °51'40.43" 

Kataron Ka Kheda 

Deccan Traps 

D/W 

8.00 

366.00 

237 

NA 

4611 OEb 

74°34'33.1" 

23°42'36.86" 

Kelamela 

Gneisses(B.G.C.) 

D/W 

8.00 

254.80 

238 

NA 

46l09Ka 

74°38'53.92" 

23°50'38.71" 

Lambadabra 

Deccan Traps 

P/z 

29.00 

376.48 

239 

NA 

46l09Ha 

74°35'9.72" 

23°47'44.8" 

Navatapra 

Gneisses(B.G.C.) 

D/W 

12.00 

210.00 

240 

NA 

46l09La 

74°39'21.06" 

23°47'12.11" 

Panthol 

Deccan Traps 

D/W 

9.50 

321.00 

241 

NA 

46l09Ha 

74°34'5.94" 

23°48'41.91" 

Peepalkhoont 

Gneisses(B.G.C.) 

D/W 

8.00 

202.00 

242 

NA 

461101a 

74°37'47.21" 

23°44'24.51" 

Renchri 

Gneisses(B.G.C.) 

D/W 

10.50 

300.00 

243 

NA 

46l09Nb 

74°41 '17.1" 

23°52'44.4" 

Semlia 

Deccan Traps 

D/W 

10.40 

360.70 

244 

NA 

46l09Kd 

74°41 '5.51" 

23°49'7.68" 

Sodalpur 

Deccan Traps 

D/W 

11.00 

365.00 

245 

NA 

46l09Kd 

74°40'58.36" 

23°49'13.87" 

Sodalpur 

Deccan Traps 

P/z 

55.00 

343.64 

246 

46113Ad 

46113Ad 

74°48'25.46" 

23°57'20.67" 

KHEROT 

Deccan Traps 

D/W 

18.50 

520.00 
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247 

46l9Ab 

46I09BC 

74°32'11" 

23°55'14" 

PAN DAW A 

Gneisses(B.G.C.) 

D/W 

12.00 

290.00 

248 

45L16Cb 

45L16Dd 

74°47'19.28" 

24°01 '36.21" 

PRATAPGARH 

Deccan Traps 

P/z 

60.00 

500.00 

249 

45L16Cb 

45L16Dd 

74°47'18.81" 

24°01 '37.86" 

PRATAPGARH 

Deccan Traps 

D/W 

16.60 

500.00 

250 

46l9Gd 

46l09Na 

74°42'21" 

23°55'11" 

SOHAGPURA 

Deccan Traps 

D/W 

11.80 

382.00 

Sub Basin: Moran [ 

i 

NA 

46E1 Old 

73°40'40.06" 

23°42'29.47" 

UNTIA 

Phyllite & Schist 

D/W 

13.85 

290.00 

2 

NA 

46E10Ma 

73°42'5.43" 

23°43'41.9" 

VIKASNAGAR 

Phyllite & Schist 

D/W 

14.00 

300.00 

3 

NA 

46E13HC 

73°50'52.13" 

23°47'50.8" 

DHAWARI 

Phyllite & Schist 

D/W 

13.50 

240.00 

4 

NA 

46E13Dd 

73°47'44.8" 

23°46'32.93" 

HATHAI 

Phyllite & Schist 

D/W 

8.15 

250.00 

5 

NA 

46E13Dd 

73°47'56.14" 

23°46'25.65" 

HEERATAN 

Phyllite & Schist 

P/z 

50.00 

300.00 

6 

NA 

46E13LC 

73°55'24.27" 

23°48'30" 

JHONTHRI 

Phyllite & Schist 

D/W 

11.60 

285.00 

7 

NA 

46E09Od 

73°44'18.52" 

23°49'9.28" 

KHEDA KACHWASA 

Phyllite & Schist 

D/W 

8.95 

280.00 

8 

NA 

46E14Ea 

73°50'7.97" 

23°44'1.96" 

MANDWA 

Phyllite & Schist 

P/z 

50.00 

300.00 

9 

NA 

46E09Od 

73°44'7.24" 

23°49'26.92" 

MANDWA 

Phyllite & Schist 

D/W 

15.20 

300.00 

10 

NA 

46E14Ea 

73°50'10.45" 

23°44'23.23" 

PAL DOZA 

Phyllite & Schist 

P/z 

50.00 

220.00 

11 

NA 

46E14Ea 

73°50'23.11" 

23°44'50.18" 

PAL DOZA 

Phyllite & Schist 

D/W 

14.75 

220.00 

12 

NA 

46E13La 

73°54'15.41" 

23°48'27.61" 

PAL MAN DAW 

Phyllite & Schist 

D/W 

6.70 

240.00 

13 

NA 

46E13La 

73°54'8.87" 

23°48'27.8" 

PAL MAN DAW 

Phyllite & Schist 

P/z 

70.00 

240.00 

14 

NA 

46E10MC 

73°44'19.66" 

23°43'17.79" 

SANSARPUR 

Phyllite & Schist 

P/z 

50.00 

280.00 

15 

NA 

46E1 OMd 

73°44'20.6" 

23°42'50.91" 

SANSARPUR 

Phyllite & Schist 

D/W 

10.60 

280.00 

16 

NA 

46E14Ad 

73°48'24.36" 

23°42'8.84" 

SURATA 

Phyllite & Schist 

P/z 

50.00 

280.00 

17 

NA 

46E13Hd 

73°50'41" 

23°45'52.77" 

TALAIYAN 

Phyllite & Schist 

D/W 

12.50 

220.00 

18 

NA 

46E13Hb 

73°49'27.67" 

23°45'25.19" 

THAIYATA 

Phyllite & Schist 

P/z 

40.00 

235.00 

19 

NA 

46E13Hb 

73°49'22.29" 

23°45'21.88" 

THAIYATA 

Phyllite & Schist 

D/W 

9.37 

234.68 

20 

NA 

46E14KC 

73°56'15.08" 

23°36'44.47" 

AMBARA 

Phyllite & Schist 

D/W 

11.00 

160.00 

21 

NA 

46E14Ed 

73°52'26.13" 

23°41 '31.55" 

BARGAMA 

Phyllite & Schist 

D/W 

8.90 

220.00 

22 

NA 

46E14la 

73°53'47.63" 

23°43'48.65" 

DHANI UPLI 

Phyllite & Schist 

P/z 

50.00 

200.00 

23 

NA 

46E14la 

73°53'40.82" 

23°43'48.72" 

DHANI UPLI 

Phyllite & Schist 

D/W 

17.30 

200.00 

24 

NA 

46l02Cb 

74°01 '2.24" 

23°35'29.98" 

DIBRA CHOTA 

Phyllite & Schist 

D/W 

16.65 

158.00 

25 

NA 

46I02CC 

74°02'42.66" 

23°35'50.5" 

DIBRABARA 

Gneisses(B.G.C.) 

P/z 

40.00 

140.00 

26 

NA 

46I02CC 

74°02'50.27" 

23°35'46.36" 

DIBRABARA 

Gneisses(B.G.C.) 

D/W 

20.50 

140.00 

27 

NA 

46l02Ca 

74°00'27.25" 

23°37'26.48" 

GHOTAD 

Phyllite & Schist 

D/W 

14.25 

160.00 

28 

NA 

46E140C 

73°59'11.72" 

23°37'20.14" 

KHARAGDA 

Phyllite & Schist 

D/W 

11.95 

153.12 

29 

NA 

46E13Pd 

73°58'39.54" 

23°45'16.12" 

KOKAPUR 

Phyllite & Schist 

D/W 

17.60 

260.00 

30 

NA 

46E14Na 

73°57'24.1" 

23°40'54.31" 

NANDOR 

Phyllite & Schist 

P/z 

12.00 

180.00 

31 

NA 

46E14Na 

73°57'28.19" 

23°40'50.79" 

NANDOR 

Phyllite & Schist 

P/z 

50.00 

180.00 

32 

NA 

46E13Lb 

73°52'48.8" 

23°45'35.97" 

NOKHANA 

Phyllite & Schist 

D/W 

12.75 

240.00 

33 

NA 

46E14Jb 

73°53'48.75" 

23°39'21.78" 

OBRI 

Phyllite & Schist 

Obs.Wel 

68.00 

200.00 

34 

NA 

46E14Jb 

73°53'48.84" 

23°39'10.42" 

OBRI 

Phyllite & Schist 

D/W 

16.50 

200.00 

35 

NA 

46E14Mb 

73°56'18.17" 

23°41 '31.54" 

PAD LA HANDLIYA 

Phyllite & Schist 

D/W 

16.50 

180.00 

36 

NA 

46E14IC 

73°55'20.21" 

23°44'33.42" 

RANOLI 

Phyllite & Schist 

D/W 

11.45 

200.00 

37 

NA 

46l02Ba 

74°017.66" 

23°39'56.11" 

SAGWARA 

Phyllite & Schist 

D/W 

14.80 

180.00 

38 

NA 

46l02Ba 

74°01 '35.39" 

23°40'5.78" 

SAGWARA 

Phyllite & Schist 

P/z 

50.00 

182.00 

Sub Basin: Som j 

i 

45L7Eb 

45L07GC 

74°21 '47.32" 

24°21 '9.68" 

MAHURA 

Gneisses(B.G.C.) 

D/W 

25.75 

494.26 

2 

45L7Ab 

45L07Ab 

74°15'20.66" 

24°27'24.87" 

GHORON KA KHERA 

Gneisses(B.G.C.) 

D/W 

19.50 

485.44 

3 

45L6Ab 

45L07Ab 

74°15'56.12" 

24°27'31.52" 

GHORON KA KHERA 

Gneisses(B.G.C.) 

P/z 

50.00 

485.44 

4 

NA 

46101 Ad 

74°02'12.21" 

23°57'31.88" 

AMARTIYA 

Phyllite & Schist 

D/W 

11.85 

210.00 

5 

NA 

46101 Eb 

74°04'34.95" 

23°57'23.61" 

ASPUR 

Phyllite & Schist 

P/z 

50.00 

210.00 

6 

NA 

46101 Eb 

74°04'36.08" 

23°57'20.85" 

ASPUR 

Phyllite & Schist 

D/W 

19.82 

210.00 

7 

NA 

46101 Na 

74°11 '52.63" 

23°55'18.22" 

BANWASA 

Gneisses(B.G.C.) 

D/W 

6.95 

180.00 

8 

NA 

46E13JC 

73°55'2.01" 

23°56'1.19" 

GANESHPUR 

Phyllite & Schist 

D/W 

17.22 

230.00 

9 

NA 

461011a 

74°07'49.25" 

23°59'21.54" 

GARA NATHJI 

Gneisses(B.G.C.) 

D/W 

12.30 

180.00 

10 

NA 

46101 Id 

74°10'18.01" 

23°56'22.6" 

KHARODIA 

Gneisses(B.G.C.) 

P/z 

50.00 

200.00 

11 

NA 

46101 Id 

74°10'15.32" 

23°56'21.35" 

KHARODIA 

Gneisses(B.G.C.) 

D/W 

10.00 

200.00 

12 

NA 

46101 Nd 

74°14'58.39" 

23°52'38.44" 

LEMBATA 

Gneisses(B.G.C.) 

D/W 

7.60 

200.00 

13 

NA 

46101 Nb 

74°12'0.32" 

23°53'35.15" 

LODAWAL 

Gneisses(B.G.C.) 

D/W 

12.50 

180.00 

14 

NA 

46101 Ja 

74°09'15.36" 

23°55'34.68" 

NANDLI AHARA 

Gneisses(B.G.C.) 

D/W 

10.20 

220.00 

15 

NA 

46101 Ja 

74°08'49.7" 

23°55'32.67" 

NANDLI AHARA 

Gneisses(B.G.C.) 

P/z 

70.00 

224.00 

16 

NA 

461011a 

74°08'45.92" 

23°58'26.18" 

PARDA INTIWAR 

Gneisses(B.G.C.) 

D/W 

5.80 

195.00 

17 

NA 

46101 Ab 

74°qi-14.34" 

23°57'30.33" 

PARDA SAKANI 

Gneisses(B.G.C.) 

P/z 

50.00 

200.00 

18 

NA 

46101 Fc 

74°07'16.98" 

23°55'22.57" 

RAIKI 

Phyllite & Schist 

D/W 

10.80 

211.08 

19 

NA 

46101 Ja 

74007-34.46" 

23°55'37.14" 

RAIKI 

Phyllite & Schist 

P/z 

70.00 

224.00 

20 

NA 

46E13Na 

73°57'42.91" 

23°55'26" 

RAMGARH 

Gneisses(B.G.C.) 

D/W 

17.50 

230.00 

21 

NA 

46101 Kc 

74°10'30.7" 

23°50'58.75" 

SABLA 

Phyllite & Schist 

D/W 

9.35 

170.00 

22 

NA 

46101 Od 

74°13'41.65" 

23°50'28.45" 

SAGOT 

Gneisses(B.G.C.) 

D/W 

8.85 

170.00 

23 

NA 

46E13Md 

73°59'57.15" 

23°56'53.83" 

SAKANI 

Phyllite & Schist 

D/W 

16.30 

220.00 

24 

NA 

46101 Id 

74°09'39.76" 

23°57'19.21" 

SARA 

Gneisses(B.G.C.) 

D/W 

8.80 

185.00 

25 

NA 

46E09Ca 

73°31 '41" 

23051-44" 

AMZARA 

Phyllite & Schist 

D/W 

10.80 

336.10 
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26 

NA 

46E09Ca 

73°31 '45.73" 

23°52'13.22" 

AMZARA 

Phyllite & Schist 

P/z 

55.00 

350.00 

27 

NA 

46E09KC 

73°40'57.28" 

23 °51'49.43" 

ANDER KHET 

Phyllite & Schist 

D/W 

18.80 

280.00 

28 

NA 

46E09DC 

73°33'39.41" 

23°48'27.49" 

BALDIYA 

Phyllite & Schist 

P/z 

50.00 

320.00 

29 

NA 

46E09DC 

73°33'31.29" 

23°48'23.7" 

BALDIYA 

Phyllite & Schist 

D/W 

11.30 

320.00 

30 

NA 

46E09Gd 

73°37'17.47" 

23°49'45.66" 

BALWARA 

Phyllite & Schist 

D/W 

16.45 

320.49 

31 

NA 

46E09Kb 

73°37'43.16" 

23°49'41.34" 

BALWARA 

Phyllite & Schist 

P/z 

70.00 

300.00 

32 

NA 

46E09Cb 

73 °31'22.38" 

23°50'11.53" 

BAROTI 

Phyllite & Schist 

D/W 

16.30 

400.00 

33 

NA 

46E09Gb 

73°34'24.08" 

23°48'53.87" 

BICHHIWARA 

Phyllite & Schist 

D/W 

8.60 

320.00 

34 

NA 

46E09Da 

73°31 '27.7" 

23°47'24.42" 

BICHHIWARA 

Phyllite & Schist 

P/z 

70.00 

320.00 

35 

NA 

46E09Bd 

73°32'19.71" 

23°53'9.29" 

BOKHLA 

Phyllite & Schist 

D/W 

10.80 

320.00 

36 

NA 

46E09Ja 

73°38'24.88" 

23°55'30.9" 

DEVAL KHAS 

Phyllite & Schist 

D/W 

14.40 

300.00 

37 

NA 

46E09Hd 

73°37'8.98" 

23°45'57.67" 

GAMRI AHARA 

Phyllite & Schist 

D/W 

11.75 

320.00 

38 

NA 

46E09FC 

73°35'49.33" 

23°55'20.13" 

GAMRI DEVAL 

Phyllite & Schist 

D/W 

9.60 

340.00 

39 

NA 

46E09Gb 

73°34'7.75" 

23°48'47.81" 

KAN BA 

Phyllite & Schist 

D/W 

11.25 

300.00 

40 

NA 

46E09Gb 

73°34'19.82" 

23°49'22.76" 

KAN BA 

Phyllite & Schist 

P/z 

70.00 

300.00 

41 

NA 

46E09Gd 

73°36'00" 

23°49'50" 

KARAULI 

Phyllite & Schist 

D/W 

9.00 

303.93 

42 

NA 

46E09Gd 

73°36'16.9" 

23°49'55.67" 

KARAULI 

Phyllite & Schist 

P/z 

70.00 

300.00 

43 

NA 

46E09Ob 

73°41 '51.97" 

23°50'11.79" 

NAWAGAON 

Phyllite & Schist 

P/z 

50.00 

280.00 

44 

NA 

46E09Ob 

73°42'6.58" 

23°50'34.7" 

NAWAGAON 

Phyllite & Schist 

D/W 

14.20 

280.00 

45 

NA 

46E10EC 

73°36'11.09" 

23°43'33.29" 

RAM SAG DA 

Phyllite & Schist 

P/z 

50.00 

342.00 

46 

NA 

46E09Jd 

73°40'6.74" 

23°52'55.65" 

RAMPUR 

Phyllite & Schist 

D/W 

13.70 

280.00 

47 

NA 

46E09Mb 

73°42'7.86" 

23°56'34.63" 

ROHANWARA 

Phyllite & Schist 

D/W 

12.60 

280.00 

48 

NA 

46E09Mb 

73°42'19.06" 

23°56'51.91" 

ROHANWARA 

Phyllite & Schist 

P/z 

70.00 

280.00 

49 

NA 

46E09Ga 

73°34'56.86" 

23 °51'48.59" 

SABLI 

Phyllite & Schist 

D/W 

6.85 

300.00 

50 

NA 

46E09Cd 

73°33'22.21" 

23°50'24.97" 

SANCHIYA 

Phyllite & Schist 

D/W 

9.15 

360.00 

51 

NA 

46E09BC 

73°33'31.61" 

23°55'0.61" 

SHISHOD 

Phyllite & Schist 

D/W 

8.90 

360.00 

52 

NA 

46E09BC 

73°33'42.7" 

23°55'3.58" 

SHISHOD 

Phyllite & Schist 

P/z 

50.00 

360.00 

53 

NA 

46E09Kd 

73°39'26.41" 

23°49'44.43" 

THANA 

Phyllite & Schist 

D/W 

10.10 

300.00 

54 

NA 

46E09OC 

73°44'2.37" 

23°50'47.57" 

ANTRI 

Phyllite & Schist 

D/W 

8.13 

230.00 

55 

NA 

46E13FC 

73°51'36.7" 

23°54'52.44" 

BEELRI 

Phyllite & Schist 

D/W 

8.50 

300.00 

56 

NA 

46E13GC 

73°51'7.23" 

23°50'41.18" 

BERNIA 

Phyllite & Schist 

P/z 

50.00 

252.00 

57 

NA 

46E13Ed 

73 °51'43.64" 

23°56'21.41" 

DAMDI 

Phyllite & Schist 

D/W 

9.40 

280.00 

58 

NA 

46E13Fa 

73°49'50.87" 

23°55'43.21" 

DEOSOMNATH 

Phyllite & Schist 

D/W 

10.80 

240.00 

59 

NA 

46E13GC 

73°50'55.11" 

23 °51'26.67" 

DOLWAR UPLI 

Phyllite & Schist 

D/W 

10.55 

260.00 

60 

NA 

46E13Ba 

73°46'23.01" 

23°55'10.47" 

DOWRA 

Phyllite & Schist 

D/W 

13.00 

260.00 

61 

NA 

46E13Ba 

73°46'28.19" 

23°54'57.74" 

GADA MORAIYA 

Phyllite & Schist 

D/W 

5.70 

300.00 

62 

NA 

46E13Jb 

73°53'45.3" 

23°53'57.51" 

GENHUWADA 

Phyllite & Schist 

P/z 

68.00 

290.00 

63 

NA 

46E13Jb 

73°53'41.2" 

23°53'59.8" 

HATHAI 

Phyllite & Schist 

P/z 

70.00 

250.00 

64 

NA 

46E09NC 

73°44'46.06" 

23°55'1.83" 

HEERATAN 

Phyllite & Schist 

D/W 

5.70 

300.00 

65 

NA 

46E13CC 

73°47'27.85" 

23°51'9.23" 

JOGIWARA 

Phyllite & Schist 

D/W 

19.60 

250.00 

66 

NA 

46E09Nd 

73°43'33.07" 

23°53'11.37" 

MATHUGAMDA KHAS 

Phyllite & Schist 

D/W 

10.30 

360.00 

67 

NA 

46E09Na 

73°42'49.99" 

23°54'55.77" 

METALI 

Phyllite & Schist 

P/z 

50.00 

252.00 

68 

NA 

46E09Na 

73°41 '50.1" 

23°55'16.76" 

METALI 

Phyllite & Schist 

D/W 

8.70 

250.00 

69 

NA 

46E13FC 

73°51 '8.16" 

23°54'52.62" 

ODWARIYA 

Phyllite & Schist 

D/W 

18.10 

250.00 

70 

NA 

46E13Bd 

73°48'14.31" 

23°53'22.73" 

PAL BASSI 

Phyllite & Schist 

P/z 

70.00 

250.00 

71 

NA 

46E13Bd 

73°48'14.13" 

23°53'19.94" 

PAL BASSI 

Phyllite & Schist 

D/W 

17.05 

250.00 

72 

NA 

46E13KC 

73°54'46.23" 

23°51'36" 

PATLI 

Phyllite & Schist 

D/W 

7.79 

300.00 

73 

NA 

46E09Md 

73°44'59.48" 

23°56'36.99" 

PEEPLADA 

Phyllite & Schist 

P/z 

70.00 

322.00 

74 

NA 

46E09Md 

73°44'39.27" 

23°56'17.12" 

PEEPLADA 

Phyllite & Schist 

D/W 

11.50 

320.00 

75 

NA 

46E13GC 

73°51 '41.86" 

23°52'22.78" 

PHALOJ 

Phyllite & Schist 

D/W 

10.50 

260.00 

76 

NA 

46E13Kd 

73°54'39.32" 

23°50'35.91" 

PUNALI 

Phyllite & Schist 

D/W 

8.75 

305.42 

77 

NA 

46E13Ka 

73°54'19.86" 

23°51 '8.99" 

PUNALI 

Phyllite & Schist 

Obs.Wel 

50.00 

305.00 

78 

NA 

46E131b 

73°54'1.49" 

23°57'21.88" 

RATANPURA 

Phyllite & Schist 

D/W 

12.00 

250.00 

79 

NA 

46E13Ja 

73°54'8.97" 

23°54'48.86" 

SATTO 

Phyllite & Schist 

D/W 

10.00 

245.00 

80 

NA 

46E13Ca 

73°45'37.37" 

23°50'55.73" 

TEEJWAR 

Phyllite & Schist 

P/z 

55.00 

320.00 

81 

NA 

46E13Ca 

73°45'23.17" 

23°50'59.58" 

TEEJWAR 

Phyllite & Schist 

D/W 

10.00 

300.00 

82 

45 L 2 lb 

45L02Ld 

74°10'55.37" 

24 °31'24.89" 

Bhinder 

Gneisses(B.G.C.) 

D/W 

32.70 

491.03 

83 

46 L 2 lb 

45L02Ld 

74°10'55.37" 

24 °31'24.89" 

Bhinder 

Gneisses(B.G.C.) 

P/z 

28.00 

489.00 

84 

45 H 14 la 

45H14LC 

73°55'16.48" 

24°33'7.64" 

Hariyao 

Gneisses(B.G.C.) 

D/W 

19.85 

525.00 

85 

46 L 7 Ab 

45L07Ba 

74 °16'6.94" 

24°25'47.83" 

Kanor 

Gneisses(B.G.C.) 

P/z 

78.00 

479.94 

86 

45 L 7 Ab 

45L07Ab 

74°15'51.49" 

24°26'21.32" 

Kanor 

Gneisses(B.G.C.) 

D/W 

12.25 

478.94 

87 

45 L 2 Fc 

45L02Hd 

74°07'1.42" 

24 °31'43.94" 

Kunthwas 

Gneisses(B.G.C.) 

D/W 

25.50 

490.00 

88 

46 L 7 Cc 

45L07Fb 

74°19'22.86" 

24°23'12.65" 

Loonada 

Gneisses(B.G.C.) 

P/z 

48.00 

463.00 

89 

45 L 7 Cc 

45L07Fb 

74°19'26.32" 

24°23'19.21" 

Loonada 

Gneisses(B.G.C.) 

D/W 

17.20 

463.66 

90 

45 L 3 Ad 

45L03Eb 

74°05'35.66" 

24°27'2.24" 

Mand kalan 

Gneisses(B.G.C.) 

D/W 

20.50 

375.00 

91 

45 L 2 Cb 

45L02Da 

74°01'26.9" 

24°32'59.82" 

Maseegpura 

Gneisses(B.G.C.) 

D/W 

20.50 

496.00 

92 

45 L 12 Cc 

45L02Cb 

74°00'43.11" 

24°34'36.94" 

Mavli dangiyan 

Gneisses(B.G.C.) 

D/W 

11.80 

504.00 

93 

45 L 2 Bb 

45H140d 

73°58'17.86" 

24°35'9.47" 

Modi 

Gneisses(B.G.C.) 

D/W 

31.50 

508.00 

94 

45 L 2 Fd 

45L02Lb 

74°08'8.23" 

24 °31'42.79" 

Neemri 

Gneisses(B.G.C.) 

D/W 

16.00 

492.00 

95 

45 L 3 Ed 

45L03GC 

74°07'0.61" 

24°21 '21" 

Panoond 

Gneisses(B.G.C.) 

D/W 

12.05 

318.00 
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96 

45 L 3 H a 

45L03IC 

74°11 '9.33" 

24°28'11.88" 

Varnoda 

Gneisses(B.G.C.) 

D/W 

14.25 

455.00 

97 

45 H 10 lb 

45H1OLd 

73°39'47.45" 

24°30'41.27" 

Baleecha 

Phyllite & Schist 

D/W 

19.20 

644.00 

98 

46 L 3 Be 

45L03Bd 

74°02'42.4" 

24°23'11.35" 

Bambora 

Gneisses(B.G.C.) 

P/z 

50.00 

340.00 

99 

45 L 3 Be 

45L03Bd 

74°02'53.9" 

24°23'31.85" 

Bambora 

Gneisses(B.G.C.) 

D/W 

18.50 

359.64 

100 

45 H 11 Ec 

45H11Ja 

73°37'49.07" 

24°24'49.32" 

Barapal 

Phyllite & Schist 

D/W 

10.50 

490.00 

101 

46 L 3 Ba 

45H15NC 

73°59'55.89" 

24°24'46.47" 

Gudli 

Gneisses(B.G.C.) 

P/z 

75.00 

341.00 

102 

45 L 3 Ba 

45H15NC 

73°59'52.38" 

24°24'54.79" 

Gudli 

Gneisses(B.G.C.) 

D/W 

11.50 

340.00 

103 

45 H 15 Hb 

45H15Ka 

73°53'42" 

24°22'22" 

Jagat 

Gneisses(B.G.C.) 

D/W 

18.90 

358.00 

104 

45 H 15 Da 

45H15EC 

73°50'44.49" 

24°29'21.28" 

Jhamarkotra 

Phyllite & Schist 

D/W 

26.60 

527.17 

105 

45 H 11 Gb 

45H11 lb 

73°39'16.87" 

24°27'15.41" 

Kaya 

Phyllite & Schist 

D/W 

14.50 

501.12 

106 

46 H 11 Gb 

45H11 lb 

73°39'15.31" 

24°27'21.87" 

Kaya 

Phyllite & Schist 

P/z 

50.00 

500.00 

107 

45 L 3 Ab 

45H15Md 

73°58'22.88" 

24°27'15.26" 

Kurabar 

Gneisses(B.G.C.) 

D/W 

18.80 

369.97 

108 

45 H 11 lb 

45H11LC 

73°40'39" 

24 °17'11" 

Padoona 

Phyllite & Schist 

D/W 

10.50 

460.00 

109 

45 L 3 Ed 

45H15MC 

73°58'11.43" 

24°28'20.52" 

Panunda 

Gneisses(B.G.C.) 

D/W 

16.75 

352.00 

110 

45 L 3 Bd 

45L03CC 

7403-27" 

24°22'5" 

Pheela (b) 

Gneisses(B.G.C.) 

D/W 

12.90 

338.00 

111 

45 H 14 Id 

45H14Pa 

73°56'26.39" 

24°32'2.95" 

Sheeshvi 

Gneisses(B.G.C.) 

D/W 

21.00 

478.00 

112 

45 H 11 Hb 

45H11Kd 

73°39'51.17" 

24°20'10.44" 

Teeri 

Phyllite & Schist 

D/W 

9.50 

442.30 

113 

45 H 14 Cd 

45H14Db 

73°46'33.3" 

24 °31'33.71" 

Umra 

Limestone 

D/W 

33.50 

573.00 

114 

46 H 14 Cd 

45H14Db 

73°46'34.13" 

24 °31'37.84" 

Umra 

Limestone 

P/z 

50.00 

596.00 

115 

45 H 15 He 

45H15Na 

73°56'17.29" 

24°24'40.55" 

Wali 

Gneisses(B.G.C.) 

D/W 

20.50 

338.00 

116 

46 H 8 Db 

45H08Fa 

73°20'28.42" 

24 °10'56.33" 

Som 

Phyllite & Schist 

P/z 

50.00 

518.50 

117 

45 H 8 Db 

45H08Fa 

73°20'30.93" 

24 °10'59.33" 

Som 

Phyllite & Schist 

D/W 

11.00 

517.85 

118 

46 E 5 Gc 

46E05Ma 

73°27'16.61" 

23°59'4.39" 

Banjarwara 

Phyllite & Schist 

D/W 

10.00 

458.00 

119 

45 H 8 Hd 

45H08Od 

73 °28'15.79" 

24°05'17.62" 

Bawalwara 

Phyllite & Schist 

D/W 

14.10 

387.96 

120 

46 H 8 Hd 

45H08Ob 

73°27'52.09" 

24°05'23.25" 

Bawalwara 

Phyllite & Schist 

P/z 

50.00 

392.00 

121 

46 E 9 Aa 

45H12Db 

73°30'34.73" 

24°00'24.12" 

Bhanda 

Phyllite & Schist 

D/W 

13.90 

415.00 

122 

45 H 12 Ed 

45H12Ka 

73°38'25.3" 

24°06'4.67" 

Bhoodar 

Phyllite & Schist 

D/W 

9.55 

338.00 

123 

46 E 9 Ad 

46E09Ad 

73°31 '59.26" 

23°57'26.22" 

Chhani 

Phyllite & Schist 

D/W 

13.60 

395.00 

124 

45 H 8 Ed 

45H08KC 

73 °24'39.15" 

24°06'39.7" 

Dheekwas 

Phyllite & Schist 

D/W 

7.50 

406.00 

125 

46 E 9 Cc 

46E09MC 

73°43'15.53" 

23°58'45.12" 

Dhelana 

Phyllite & Schist 

D/W 

15.90 

275.00 

126 

45 H 12 Id 

45H12Pa 

73°42'35.62" 

24°02'41.74" 

Garnala Kotra 

Phyllite & Schist 

D/W 

10.35 

352.00 

127 

46 E 9 Ga 

46E09ld 

73°40'48.6" 

23°58'0.17" 

Ghodi 

Phyllite & Schist 

D/W 

16.00 

285.00 

128 

45 H 12 Hd 

45H120a 

73°42'29.58" 

24°05'39.65" 

Godawat Gorimba 

Phyllite & Schist 

D/W 

10.80 

338.00 

129 

45 H 12 Cc 

45H12DC 

73°33'18.57" 

24°02'59.55" 

Jawas 

Phyllite & Schist 

D/W 

12.50 

328.78 

130 

46 E 13 Aa2 

45H16Db 

73°45'19.92" 

24 W11.51" 

Kalyanpura 

Phyllite & Schist 

D/W 

10.30 

275.00 

131 

46 E 9 Ba 

46E05NC 

73 °29'28.09" 

23°54'29.9" 

Kanwai 

Phyllite & Schist 

D/W 

11.85 

395.06 

132 

47 E 9 Da 

46E09EC 

73°35'48.37" 

23°59'2.36" 

Kherwara 

Phyllite & Schist 

P/z 

50.00 

335.00 

133 

46 E 9 Da 

46E09EC 

73°35'38.28" 

23°59'50.22" 

Kherwara 

Phyllite & Schist 

D/W 

15.00 

321.10 

134 

46 E 9 Aa2 

46E05MC 

73 °29'58.6" 

23°58'41.72" 

Nayagaon 

Phyllite & Schist 

D/W 

13.27 

402.81 

135 

47 E 9 Aa2 

46E05MC 

73 °29'50.31" 

23°58'48.53" 

Nayagaon 

Phyllite & Schist 

P/z 

70.00 

403.81 

136 

45 H 12 He 

45H12Nb 

73°41 '26.53" 

24°08'38.68" 

Peepli 'B' 

Phyllite & Schist 

D/W 

10.55 

368.67 

137 

47 E 13 Aa 

45H120b 

73 °41-40.44" 

24°04'27" 

Rikhabdeo 

Phyllite & Schist 

P/z 

50.00 

312.00 

138 

46 E 13 Aa 

45H120b 

73°41 '28.77" 

24°04'33.69" 

Rikhabdeo 

Phyllite & Schist 

D/W 

11.90 

310.11 

139 

45 H 12 Ic 

46E09MC 

73°44'51.3" 

23°59'47.5" 

Rikhabdeo Road 

Phyllite & Schist 

D/W 

11.25 

270.45 

140 

45 H 12 Cb 

45H08PC 

73 °29'42.18" 

24°02'7.91" 

Sulai 

Phyllite & Schist 

D/W 

9.40 

380.00 

141 

45 L 4 Ga 

45L04IC 

74°10'39.64" 

24°14'53.73" 

Agar 

Gneisses(B.G.C.) 

D/W 

10.00 

412.00 

142 

46 L 4 Ga 

45L04IC 

74°10'l 7.59" 

24°14'56.67" 

Agar 

Gneisses(B.G.C.) 

P/z 

50.00 

422.00 

143 

NA 

45L04la 

74°09'13.04" 

24°14'55.59" 

Anjani 

Gneisses(B.G.C.) 

D/W 

15.00 

430.00 

144 

45 L 3 la 

45L03Kd 

74°09'47.97" 

24°19'34.47" 

Arniya 

Gneisses(B.G.C.) 

D/W 

13.45 

376.00 

145 

45 L 3 Hd 

45L03OC 

74°14'25.44" 

24 °21'22.56" 

Baleecha 

Gneisses(B.G.C.) 

D/W 

20.00 

439.14 

146 

45 L 7 Cc 

45L07Cd 

74°18'14.48" 

24°19'37.22" 

Kalibheet 

Gneisses(B.G.C.) 

D/W 

19.00 

438.00 

147 

NA 

45L03Od 

74°13'22.06" 

24°19'4.98" 

Kun 

Gneisses(B.G.C.) 

D/W 

16.00 

416.00 

148 

46 L 3 Ic 

45L03Od 

74°13'14.1" 

24°19'5.31" 

Kun 

Gneisses(B.G.C.) 

P/z 

50.00 

422.00 

149 

45 L 7 Cb 

45L03Pd 

74°14'25.5" 

24°15'48.38" 

Lasadiya 

Gneisses(B.G.C.) 

D/W 

9.30 

446.72 

150 

46 1 1 Gc 

46101 Me 

74°13'8.63" 

23°58'26.14" 

Amlawa 

Phyllite & Schist 

D/W 

13.00 

195.00 

151 

45 L 4 Ea 

45L04Fb 

74°03'51.82" 

24°09'2.72" 

Banora 

Gneisses(B.G.C.) 

D/W 

16.30 

250.00 

152 

46 H 16 Ic 

45H16PC 

73°59'43.95" 

24°03'7.89" 

Baroda 

Phyllite & Schist 

P/z 

50.00 

228.00 

153 

45 H 16 Ic 

45H16PC 

73°59'37.37" 

24°03'35.62" 

Baroda 

Phyllite & Schist 

D/W 

9.50 

218.00 

154 

45 L 4 Ab2 

45H16NC 

73°58'59.3" 

24°10'13.32" 

Baseetar Singawat 

Phyllite & Schist 

D/W 

13.50 

242.00 

155 

46 1 1 Ga 

461011c 

74°10'16.14" 

23°59'9.16" 

Bhawarana 

Gneisses(B.G.C.) 

D/W 

22.50 

194.00 

156 

45 H 16 Id2 

45H16Pd 

73°58'30.98" 

24°00'51.35" 

Dagar 

Phyllite & Schist 

D/W 

16.00 

215.00 

157 

45 L 4 Bb 

45L04Cb 

74°00'47.7" 

24°05'35.46" 

Dharod 

Phyllite & Schist 

D/W 

19.50 

238.00 

158 

NA 

45L03Gb 

74°04'44.85" 

24°19'34.59" 

Edana 

Gneisses(B.G.C.) 

D/W 

12.80 

311.00 

159 

45 L 4 Ad 

45L04Ad 

74°02'57.81" 

24°12'26.15" 

Gaonra Pal 

Gneisses(B.G.C.) 

D/W 

16.85 

295.00 

160 

45 L 3 Cd 

45L03DC 

74 °01'52.95" 

24 °17'59.55" 

Gingla 

Gneisses(B.G.C.) 

D/W 

15.20 

298.00 

161 

45 L 3 Bb 

45L03Cd 

74°01 '57.7" 

24°20'15.14" 

Gurel 

Gneisses(B.G.C.) 

D/W 

11.20 

315.00 

162 

45 1 1 Da 

46101 Ea 

74°04'57.36" 

23°59'17.22" 

Jaitana 

Phyllite & Schist 

D/W 

14.00 

201.00 

163 

NA 

45L04Ha 

74°05'24.71" 

24°02'36.57" 

Jhallara 

Gneisses(B.G.C.) 

D/W 

13.80 

196.00 

164 

45 L 4 Fd 

45L04Hd 

74°07'16.6" 

24°01'6.15" 

Kalyana Kalan 

Gneisses(B.G.C.) 

D/W 

12.50 

188.00 

165 

45 L 4 Da 

45L04Ea 

74°04'9.55" 

24°14'0.54" 

Karawali 

Gneisses(B.G.C.) 

D/W 

17.00 

312.82 
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166 

45 L 3 Fb 

45L03Ha 

74°04'14.41" 

24 °17'30.13" 

Kharka 

Gneisses(B.G.C.) 

D/W 

13.00 

308.63 

167 

45 L 4 Abl 

45L04Ab 

74°00'6.01" 

24°12'34.73" 

Kherad 

Gneisses(B.G.C.) 

D/W 

11.50 

290.00 

168 

45 L 4 Bb 

45L04Cd 

74°03'26.53" 

24°04'43.52" 

Kholri 

Gneisses(B.G.C.) 

D/W 

12.00 

236.00 

169 

45 L 4 Ec 

45L04Fd 

74°07'8.05" 

24°08'42.85" 

Malpur 

Gneisses(B.G.C.) 

D/W 

9.10 

258.00 

170 

NA 

45L04Ld 

74°10'26.66" 

24°01 '9.73" 

Matasula 

Phyllite & Schist 

D/W 

9.80 

204.00 

171 

46 L 3 Fc 

45L03HC 

74°06'8.59" 

24 °17'8.21" 

Modpura 

Gneisses(B.G.C.) 

D/W 

12.50 

335.00 

172 

46 L 4 Be 

45L04Bd 

74°02'7.87" 

24°08'10.89" 

Salumbar 

Phyllite & Schist 

P/z 

50.00 

245.00 

173 

45 L 4 Be 

45L04Bd 

74°02'48.64" 

24°08'14.69" 

Salumbar 

Phyllite & Schist 

D/W 

13.50 

242.92 

174 

45 L 4 Cd 

45L04Dd 

74°02'40.2" 

24 °01'37.76" 

Samora 

Phyllite & Schist 

D/W 

12.50 

218.00 

175 

45 L 4 Fa 

45L04Ha 

74°05'22.74" 

24°03'35.33" 

Sheshpur 

Gneisses(B.G.C.) 

D/W 

13.55 

215.00 

176 

45 L 16 Ha 

45H16Jd 

73°54'48.61" 

24°08'41.63" 

Tharoda 

Gneisses(B.G.C.) 

D/W 

14.50 

218.00 

177 

NA 

45H150d 

73°59'54.03" 

24°20'23.34" 

Utharda 

Gneisses(B.G.C.) 

D/W 

15.00 

321.00 

178 

NA 

45H16Jb 

73°54'2.79" 

24°09'6.75" 

Bana khurd 

Gneisses(B.G.C.) 

D/W 

10.50 

225.00 

179 

46 E 13 Dc 

46E13la 

73°52'51.49" 

23°58'36.26" 

Bhorai 

Phyllite & Schist 

D/W 

9.90 

272.00 

180 

46 H 16 Db 

45H16BC 

73°48'43.13" 

24°10'41.19" 

Chawand 

Gneisses(B.G.C.) 

P/z 

50.00 

298.00 

181 

45 H 16 Db 

45H16Ad 

73°48'27.35" 

24 °11'15.79" 

Chawand 

Gneisses(B.G.C.) 

D/W 

14.50 

295.00 

182 

45 H 15 Cel 

45H15DC 

73°47'47.4" 

24°18'12.21" 

Deopura 

Gneisses(B.G.C.) 

D/W 

14.00 

335.00 

183 

45 H 16 Dc 

45H16EC 

73 °51'29.76" 

24 °13'11.12" 

Dingri 

Gneisses(B.G.C.) 

D/W 

16.90 

295.00 

184 

45 H 16 Idl 

45H16Ld 

73°55'50.41" 

24°00'30.58" 

Intali 

Phyllite & Schist 

D/W 

17.00 

218.00 

185 

45 H 15 1a 

45H15Kb 

73°54'5.88" 

24°18'57.12" 

Jawad 

Gneisses(B.G.C.) 

D/W 

10.80 

318.00 

186 

45 H 16 Ga 

45H16la 

73°53'31.56" 

24°13'29.98" 

Jhadol 

Phyllite & Schist 

D/W 

14.00 

264.55 

187 

45 H 15 Ic 

45H15LC 

73°55'16.71" 

24 °17'38.29" 

Juni Jhar 

Gneisses(B.G.C.) 

D/W 

4.50 

298.00 

188 

45 H 15 Ab 

45H15Ba 

73°46'15.19" 

24°24'45.28" 

Keora Kalan 

Phyllite & Schist 

D/W 

7.77 

405.83 

189 

45 H 16 Fbl 

45H16Hb 

73°48'45.92" 

24°01'14.75" 

Kunda 

Phyllite & Schist 

D/W 

11.00 

318.00 

190 

NA 

45H15Kd 

73°55'33.85" 

24°19'18.75" 

Nai Jhar 

Gneisses(B.G.C.) 

D/W 

16.80 

308.00 

191 

45 H 16 Ac 

45H16AC 

73°48'35.02" 

24°14'5.62" 

Nathara 

Phyllite & Schist 

D/W 

11.00 

325.00 

192 

45 H 15 Cc2 

45H15Cb 

73°45'59.9" 

24°19'0.55" 

Padla 

Phyllite & Schist 

D/W 

11.70 

312.00 

193 

45 H 15 Cel 

45H15Ha 

73°50'3.1" 

24 °17'52.17" 

Palodra 

Phyllite & Schist 

D/W 

10.00 

311.21 

194 

46 H 15 Cel 

45H15Ha 

73°49'40.3" 

24°18'33.85" 

Palodra 

Phyllite & Schist 

P/z 

50.00 

305.00 

195 

46 H 12 Gd 

45H12Mb 

73°42'19.96" 

24°11 '50.65" 

Parsad 

Phyllite & Schist 

P/z 

50.00 

379.50 

196 

45 H 12 Gd 

45H12Mb 

73°42'27.55" 

24°11 '53.47" 

Parsad 

Phyllite & Schist 

D/W 

13.80 

393.04 

197 

45 H 15 Fd 

45H15Hd 

73 °51'45.51" 

24 °16'34.84" 

Peeladhar 

Gneisses(B.G.C.) 

D/W 

19.50 

295.34 

198 

45 H 16 Dd 

45H16FC 

73 °51'20.67" 

24°09'52.54" 

Sagatara 

Gneisses(B.G.C.) 

D/W 

16.20 

255.00 

199 

45 H 16 Gb 

45H16JC 

73°54'51.72" 

24 °10'25.92" 

Sahara 

Phyllite & Schist 

D/W 

9.50 

250.00 

200 

45 H 16 Ea 

45H16Fb 

73°49'28.59" 

24°08'49.1" 

Sarada 

Gneisses(B.G.C.) 

D/W 

9.20 

288.54 

201 

45 H 16 Fc 

45H16HC 

73 °51'33.54" 

24°03'31.24" 

Semari 

Phyllite & Schist 

D/W 

11.80 

248.00 

202 

46 H 16 Fc 

45H16HC 

73 °51'32.84" 

24°03'31.68" 

Semari 

Phyllite & Schist 

P/z 

50.00 

250.00 

203 

45 H 16 Ed 

45H16Ka 

73°53'0.63" 

24°06'36.65" 

Soorkhand Khera 

Gneisses(B.G.C.) 

D/W 

11.85 

242.00 

204 

46 E 13 Ac 

46E13AC 

73°48'42.66" 

23°58'56.69" 

Tokar 

Phyllite & Schist 

D/W 

13.50 

272.00 

205 

45 H 16 Gc 

45H16Ma 

73°56'52.15" 

24°13'57.77" 

Veerpura 

Gneisses(B.G.C.) 

D/W 

11.10 

271.70 

Basin: Other Nallahs of Jalore 

Sub Basin: Other Nallahs of Jalore 

i 

45 D2 G1 

45D02Ma 

72°13'00" 

24°44'30" 

AJODAR 

Younger Alluvium 

D.C.B 

38.10 

216.00 

2 

45 D6 Aa 

45D06Ab 

72°15'48.96" 

24 °41'59.41" 

BADGAON P/z 

Younger Alluvium 

P/z 

39.00 

225.00 

3 

45 D2 Bel 

45D06Bd 

72 °17'00" 

24°38'30" 

BAMANWARA 

Younger Alluvium 

D.C.B 

26.30 

248.00 

4 

45 D2 Be 

45D06Fb 

72°18'56.6" 

24°37'36.13" 

BAMANWARA P/z 

Younger Alluvium 

P/z 

60.50 

256.75 

5 

45 D6 Ba 

45D06Bb 

72°15'24.78" 

24°38'44.4" 

DHAMSIN 

Younger Alluvium 

P/z 

95.00 

241.00 

6 

45 D1 Da 

45D02EC 

72°07'1.91" 

24°44'41.54" 

GANG 

Older Alluvium 

D/W 

37.50 

185.00 

7 

45 D2 Db 

45D02JC 

72°09'47.21" 

24°40'52.17" 

JAKHRI 

Younger Alluvium 

P/z 

34.00 

183.48 

8 

45 D2 Dd 

45D06BC 

72 °16'57.58" 

24°40'01.30" 

JAKHRI (P/z) 

Younger Alluvium 

P/z 

41.00 

198.00 

9 

45 D6 Ba 

45D06BC 

72 °16'58" 

24°40'01" 

JETPURA 

Younger Alluvium 

D/W 

30.00 

179.00 

10 

45 D1 Bb 

45D01Cc 

72°02'18.59" 

24°50'52.72" 

KORKA 

Older Alluvium 

P/z 

56.00 

104.00 

11 

45 D1 Bb 

45D01Cc 

72°02'18.5" 

24°50'52.8" 

KOTRA P/Z 

Older Alluvium 

P/z 

76.00 

134.00 

12 

45D2Ea 

45D02Eb 

72°04'13.21" 

24°42'45.67" 

KUDA (P/z) 

Older Alluvium 

P/z 

77.00 

176.00 

13 

45 D1 Fbl 

45D01Hd 

72°06'18.03" 

24°46'13.7" 

PAL 

Older Alluvium 

D/W 

32.35 

196.00 

14 

45 D6 A 

45D06Ad 

72 °17'31.21" 

24 °41'50.31" 

RAMPURA 

Younger Alluvium 

D.C.B 

.00+Borin 

235.00 

15 

45 D1 Id 

45D01Pd 

72°13'47.74" 

24°46'39.98" 

RANIWARA 

Older Alluvium 

P/z 

43.00 

222.00 

16 

45 D2 Dd 

45D02JC 

72°09'43.85" 

24°40'49.57" 

RATANPUR 

Younger Alluvium 

D.C.B 

36.50 

175.00 

17 

45 D6 Ac 

45D06AC 

72 °17'50.14" 

24°43'20.62" 

RODA 

Younger Alluvium 

D.C.B 

27.70 

250.00 

18 

45 D6 Ac 

45D06AC 

72 °17'36.2" 

24°43'22.9" 

RODA 

Younger Alluvium 

P/z 

90.00 

258.00 

19 

40 P10 Dd 

40P10FC 

71 °37'30" 

24°41'00" 

ACHALPUR 

Older Alluvium 

D/W 

12.20 

37.00 

20 

40 PI 3 Ed 

40P13Ka 

71 °53'41.91" 

24°51'57.11" 

ARNAI 

Older Alluvium 

D/W 

33.30 

79.00 

21 

40 P9 Fd 

40P09Ld 

71 °39'37.45" 

24°46'0.67" 

BAWARLA 

Older Alluvium 

D/W 

6.00 

38.00 

22 

40 PI 3 Bb 

40P13Cb 

71 °46'27.88" 

24°48'45.28" 

DAMANA 

Older Alluvium 

D/W 

16.40 

41.00 

23 

40 PI 3 Bb 

40P090C 

71 °44'45" 

24°52'15" 

DEDUA 

Older Alluvium 

D/W 

10.40 

48.00 

24 

40 PI 3 Fa 

40P13Kb 

71 °52'39.22" 

24°48'48.47" 

DHANTA 

Older Alluvium 

D/W 

24.90 

64.00 

25 

40 P4 Ha 

40P14JC 

71 °56'15" 

24°40'00" 

DUGAWA 

Older Alluvium 

D/W 

20.60 

119.00 

26 

40 PI 4 Ab 

40P1 OMd 

71 °45'00" 

24°42'00" 

GARDALI 

Older Alluvium 

D.C.B 

42.90 

55.00 

27 

40P10Na 

40P10Mb 

71 °43'5.15" 

24 °41'38.69" 

GOLASAN 

Older Alluvium 

D/W 

15.10 

46.00 
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28 

40 PI 3 Fb2 

40P13Hb 

71 °50'14.97" 

24°46'7.14" 

HADETAR 

Older Alluvium 

D.C.B 

32.23 

68.00 

29 

40 PI 3 He 

40P13Nd 

71 °59'0.92" 

24°52'42.17" 

KHARA 

Older Alluvium 

D/W 

48.25 

100.00 

30 

45D1Db 

45D02Ab 

72°00'24.69" 

24°42'53.88" 

LACHIWARA 

Older Alluvium 

D/W 

65.00 

139.00 

31 

40 PI 0 Gb 

40P10JC 

71 °41'3.4" 

24°41 '2.35" 

LALPUR 

Older Alluvium 

D/W 

14.30 

43.00 

32 

40 P14 Ga 

40P14FC 

71 °50'44.93" 

24°41 '6.88" 

LUNIYASAR 

Older Alluvium 

D/W 

32.90 

194.00 

33 

40P13Hb 

40P14Ea 

71 °50'7.9" 

24°44'53.67" 

MEDA JAGIR 

Older Alluvium 

D/W 

24.20 

74.00 

34 

40 PI 4 Ad2 

40P14Ad 

71 °48'45.14" 

24°41 '16.72" 

PLADER 

Older Alluvium 

D/W 

29.55 

60.00 

35 

40 PI 3 Cd 

40P13Dd 

71 °47'36.12" 

24°46'28.67" 

SANCHORE(Golia) 

Older Alluvium 

P/z 

55.15 

57.00 

36 

40 PI 3 Id 

40P13Pd 

71 °59'51.34" 

24°45'40.86" 

SANKAD 

Older Alluvium 

P/z 

132.00 

119.00 

37 

40 PI 3 lb 

40P13Pa 

71 °56'22.55" 

24°46'55.11" 

SARNAU 

Older Alluvium 

D/W 

72.90 

104.00 

38 

40P13Od 

40P13PC 

71 °58'39.95" 

24°48'31.7" 

SEDIA 

Older Alluvium 

D/W 

50.00 

115.00 

39 

40 PI 3 Ic 

40P10Ja 

71 °39'18.65" 

24°39'34.54" 

SHILU 

Older Alluvium 

D/W 

22.80 

57.00 

40 

40 P14 Gd 

40P14Na 

71 °57'40.69" 

24°40'15.39" 

SURAWA P/Z 

Older Alluvium 

P/z 

104.00 

135.00 

41 

40 PI 4 Ea3 

40P14Fb 

71 °50'31.56" 

24°38'23.96" 

VIROL (BADI) 

Older Alluvium 

D/W 

32.50 

93.00 

Basin: Outside 

Sub Basin: Fragmented 

i 

44D10EC 

44D1OEb 

72°35'29.1" 

28°41 '45.41" 

KHAJUWALA 

Older Alluvium 

P/z 

240 

139.00 

2 

44H2Fb 

44H03EC 

73°06'38.75" 

28°29'4.68" 

MOTIGARH 

Older Alluvium 

D/W 

56.5 

183.00 

3 

44H2Bd 

44H02Gb 

73°04'9.56" 

28°35'28.47" 

SATTASAR 

Older Alluvium 

D/W 

60.4 

204.00 

4 

44G9Ad1 

44G09Eb 

73°35'27.28" 

29°57'18.41" 

1 V 

Younger Alluvium 

D/W 

16.10 

173.71 

5 

44G5Gd 

44G05Mb 

73 o 27 ' 28 " 

29° 56' 52" 

2X 

Younger Alluvium 

D/W 

12.10 

168.08 

6 

44G5Gd2 

44G05Md 

73 °28'20.66" 

29°57'0.68" 

3X 

Younger Alluvium 

D/W 

12.20 

171.28 

7 

44G9Dc 

44G05Md 

73 °29'33.7" 

29°56'53.48" 

6 V 

Younger Alluvium 

D/W 

11.65 

168.05 

8 

44G9Eb 

44G09GC 

73°36'9.54" 

29°51 '31.87" 

ARAYAN 

Younger Alluvium 

D/W 

15.20 

169.91 

9 

44G5Ed 

44G05Ka 

73 °23'46.1" 

29°50'46.85" 

BHUTIWALA 

Younger Alluvium 

D/W 

9.60 

170.01 

10 

44G5Ha 

44G05Nb 

73°26'42.87" 

29°53'26.81" 

BURAJWALA 

Younger Alluvium 

P/Z 

70.00 

163.34 

11 

44G9Ab 

44G09Ab 

73°31 '0.32" 

29°57'26.83" 

DHANUR 

Younger Alluvium 

D/W 

8.70 

169.11 

12 

44G9Ea 

44G09Fd 

73°36'5.88" 

29°53'26.75" 

GULABEWALA 

Younger Alluvium 

P/Z 

55.00 

171.79 

13 

44G9Aa 

44G09Fa 

73°34'8.64" 

29°55'24.2" 

GURUSAR 

Younger Alluvium 

D/W 

11.20 

171.28 

14 

44G9Da 

44G09Fb 

73°35'12.74" 

29°53'34.43" 

JAGTEWALA 

Younger Alluvium 

D/W 

12.10 

170.04 

15 

44G5Hb 

44G05Oa 

73°27'7.52" 

29°50'40.86" 

KARANPUR 

Younger Alluvium 

D/W 

17.57 

168.18 

16 

44G9Db 

44G09lb 

73°37'33.87" 

29°56'25.16" 

KESHRISINGHPUR 

Younger Alluvium 

D/W 

12.20 

174.44 

17 

44G9Ad 

44G09Eb 

73°34'21.24" 

29°56'40.23" 

KOTLI 

Younger Alluvium 

D/W 

16.00 

173.19 

18 

44G9Db 

44G09Eb 

73°35'28.5" 

29°56'31.51" 

KUBEWALA 

Younger Alluvium 

D/W 

10.70 

173.78 

19 

44G12Da 

44G09EC 

73°36'34.62" 

29°59'55.75" 

MALKHANA KHURD 

Younger Alluvium 

P/Z 

50.00 

173.42 

20 

44G9Hb2 

44G05Od 

73 °28'17.06" 

29°50'17.75" 

MODAN 

Younger Alluvium 

D/W 

12.20 

169.78 

21 

44G5Hc 

44G05Hd 

73° 22- 06 " 

29° 45' 34" 

MUKAN 

Younger Alluvium 

D/W 

25.00 

165.00 

22 

44G15EC 

44G05JC 

73 °24'33.31" 

29°54'30.36" 

NAGGI 

Younger Alluvium 

D/W 

10.15 

168.30 

23 

44G5Aa 

44G05La 

73° 22' 35" 

29° 48' 38" 

RADEWALA 

Younger Alluvium 

D/W 

11.00 

170.41 

24 

44G9Ha 

44F12Ld 

73°39'54.67" 

30°01 '46.8" 

SUNDERPURA 

Younger Alluvium 

P/Z 

50.00 

174.20 

Sub Basin: Sub 1 [ 

i 

44K2Fb 

44K02GC 

74°06'2.67" 

29°36'16.18" 

ALAIKI 

Younger Alluvium 

D/W 

50.50 

178.31 

2 

44K5Bc 

44K05Kd 

74°24'58.16" 

29°49'59.58" 

BOLANWALI 

Younger Alluvium 

D/W 

45.00 

181.21 

3 

44K5Ba 

44K05GC 

74°21 '20.79" 

29 °51'29.72" 

CHAKHIRAN SINGH 

Younger Alluvium 

P/z 

75.00 

187.31 

4 

44K5Cb 

44K05Db 

74 °16'18.79" 

29°45'12.36" 

DHOLIPAL 

Younger Alluvium 

D/W 

46.45 

181.21 

5 

44K2Bc 

44K02Bd 

74°03'0.56" 

29°37'45.16" 

GOLUWALA 

Younger Alluvium 

D/W 

49.70 

178.40 

6 

44K5Aa 

44K05NC 

74°28'45.24" 

29°55'25.19" 

HARIPURA 

Younger Alluvium 

D/W 

40.00 

198.00 

7 

44K6Aa 

44K02Md 

74°14'35.12" 

29°42'17.67" 

HIRANWALI 

Younger Alluvium 

D/W 

37.90 

182.22 

8 

44K5Ca 

44K05Da 

74°15'51.31" 

29°48'6.74" 

INDERPURA 

Younger Alluvium 

D/W 

45.10 

184.54 

9 

44K5Ca 

44K05Da 

74 °16'2.17" 

29°47'55.45" 

INDERPURA 

Younger Alluvium 

P/z 

120.00 

184.44 

10 

44K5Eb2 

44K05Gd 

74°20'58.78" 

29°49'59.29" 

JHANDAWALA 

Younger Alluvium 

D/W 

32.10 

184.28 

11 

44K5Ba 

44K05Bd 

74 °17'29.82" 

29°53'23.92" 

KISHANPURA N-ll 

Younger Alluvium 

D/W 

39.40 

183.35 

12 

44K7Ac 

44K05Bd 

74 °17'29.13" 

29°53'36.71" 

KISHANPURA S-1 

Younger Alluvium 

D/W 

32.80 

184.79 

13 

44K3Aa 

44K02Db 

74°00'9.37" 

29°30'14.33" 

LIKHMISAR 

Younger Alluvium 

P/z 

66.00 

193.32 

14 

44K6Gb 

44K06ld 

74°25'49.54" 

29 °41'43.79" 

NAGRANA 

Younger Alluvium 

D/W 

42.10 

189.88 

15 

44K2Dd 

44K02Fd 

74°06'10.59" 

29°38'30.38" 

PACCA BHADUA 

Younger Alluvium 

D/W 

44.70 

180.91 

16 

44K2Bc 

44K02JC 

74°09'45.36" 

29°40'53.47" 

PACCA SARNONKA 

Younger Alluvium 

P/z 

130.00 

180.81 

17 

44K2Bc 

44K02JC 

74°09'50.31" 

29°40'41.16" 

PACCA SARNONKA 

Younger Alluvium 

D/W 

39.78 

180.81 

18 

44K6lb 

44K02lb 

74°09'20.39" 

29 °41'30.66" 

PADAMPURA (LIL) 

Younger Alluvium 

D/W 

42.20 

185.77 

19 

44K5Ba 

44K05Fa 

74°18'45.61" 

29°54'43.48" 

RASUWALA 

Younger Alluvium 

P/z 

75.00 

188.30 

20 

44K5ld 

44K05Pb 

74°27'41.14" 

29°45'49.91" 

RATANPURA 

Younger Alluvium 

D/W 

48.90 

188.83 

21 

44K6Gd 

44K06Md 

74°29'41.66" 

29°41'54.19" 

SALLIWALA 

Younger Alluvium 

D/W 

35.50 

191.31 

22 

44K5IC 

44K05Pa 

74°27'48.85" 

29°47'44.4" 

SANGARIA 

Younger Alluvium 

D/W 

48.05 

188.45 

23 

44K5Ec 

44K05Jd 

74°25'4.5" 

29°54'2.51" 

SANTPURA 

Younger Alluvium 

P/z 

70.00 

190.08 

24 

44G14Ha 

44G14Nb 

73°56'48.62" 

29°37'59.71" 

SURANWALI 

Younger Alluvium 

D/W 

41.86 

175.49 

25 

44G9Dc 

44G09ld 

73°39'54.1" 

29°57'57.83" 

MALKHANA KALAN 

Younger Alluvium 

D/W 

17.10 

173.10 

26 

44F12Fb 

44F12Ld 

73°40'2.72" 

30°00'12.7" 

MOHALAN 

Younger Alluvium 

D/W 

20.22 

174.18 

27 

44G9Ed 

44G09Jd 

73°39'47.49" 

29°54'0.41" 

PHUSEWALA 

Younger Alluvium 

D/W 

22.15 

172.00 

28 

44G14AC 

44G06Md 

73 °29'51.57" 

29 °41'35.51" 

2 BB 

Younger Alluvium 

D/W 

25.40 

169.39 
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29 

44G6Gd 

44G06NC 

73 °29'14.46" 

29°40'13.47" 

35 BB 

Younger Alluvium 

D/W 

17.40 

165.19 

30 

44G6Hc 

44G06NC 

73 °29'58.03" 

29°39'28.96" 

36 BB 

Younger Alluvium 

D/W 

21.90 

165.43 

31 

44G10DC 

44G10la 

73°37'55.41" 

29°44'54.47" 

6 NN 

Younger Alluvium 

D/W 

33.90 

169.10 

32 

44G14Ba 

44G14Bd 

73° 46' 53" 

29° 38' 42" 

BINJBAYLA 

Younger Alluvium 

D/W 

30.60 

177.24 

33 

44G10AC 

44G1 OAb 

73°30'42.63" 

29 °41'26.65" 

BUTASAR 

Younger Alluvium 

D/W 

20.10 

164.12 

34 

44G14Ba 

44G10Ea 

73°34'53.04" 

29°43'43.59" 

DELWAN 

Younger Alluvium 

D/W 

25.00 

167.64 

35 

44G11 Ha 

44G06JC 

73°26'12.01" 

29°39'39.6" 

GAJSINGHPUR 

Younger Alluvium 

D/W 

18.78 

165.28 

36 

44G1OBd 

44G1OGd 

73°36'47.85" 

29°35'13.81" 

GANGUWALA 

Younger Alluvium 

D/W 

30.95 

166.12 

37 

44G9Ed 

44G14Ba 

73° 46' 15" 

29° 40' 19" 

GHAMOORWALI 

Younger Alluvium 

D/W 

22.33 

175.45 

38 

44G9Ed 

44G09LC 

73°39'40.63" 

29°47'44.65" 

GUDUWALA 

Younger Alluvium 

D/W 

23.45 

171.25 

39 

44G9Ed 

44G10AC 

73°32'49.95" 

29°43'57.71" 

GULABEWALA 

Younger Alluvium 

D/W 

15.00 

167.34 

40 

44G14DC 

44G14Ja 

73° 53' 02" 

29° 40' 14" 

NARSINGH PURA 

Younger Alluvium 

P/Z 

75.00 

170.74 

41 

44G14DC 

44G14FC 

73° 51'36" 

29° 40' 27" 

NARSINGH PURA 

Younger Alluvium 

D/W 

36.13 

171.14 

42 

44G9Cd 

44G101b 

73°37'57.75" 

29°42'24.9" 

PADAMPUR 

Younger Alluvium 

D/W 

32.50 

171.40 

43 

44G9Ed 

44G09Pd 

73°43'52.5" 

29°45'32.19" 

RATTEWALA 

Younger Alluvium 

D/W 

23.95 

169.73 

44 

44G9Ac 

44G1 OOd 

73°44'4.14" 

29°33'50.21" 

RIDMALSAR 

Younger Alluvium 

P/Z 

56.00 

176.62 

45 

44G1 OEd 

44G10Ka 

73°37'29.79" 

29°36'29.27" 

TAMKOT 

Younger Alluvium 

D/W 

31.30 

170.25 

46 

44G10EC 

44G10GC 

73°37'45.46" 

29°36'30.96" 

TAMKOT 

Younger Alluvium 

P/Z 

55.00 

170.25 

47 

44G9ld2 

44G09PC 

73°43'55.16" 

29°47'25.18" 

TATRASAR 

Younger Alluvium 

D/W 

38.10 

171.40 

48 

44G1OCd 

44G1 OKd 

73°39'58.7" 

29°34'90.89" 

13 PS 

Younger Alluvium 

P/Z 

50.00 

167.32 

49 

44G10la 

44G1 OOb 

73°42'3.02" 

29°34'07.00" 

14 ML 

Younger Alluvium 

D/W 

68.00 

161.46 

50 

44G10Fc2 

44G10Gb 

73°35'25.95" 

29°33'46.13" 

15 PS 

Younger Alluvium 

D/W 

32.10 

166.82 

51 

44G10Ca3 

44G10Ha 

73°34'32.8" 

29°33'11.23" 

16 PS 

Younger Alluvium 

D/W 

21.90 

166.00 

52 

44G10Ca3 

44G10Ha 

73°34'34.22" 

29°33'10.19" 

16PS 

Younger Alluvium 

P/Z 

55.00 

166.92 

53 

44G10Ca 

44G10DC 

73°32'3.61" 

29°32'41.57" 

19PS 

Younger Alluvium 

D/W 

27.90 

164.64 

54 

44G6la 

44G06Pa 

73°27'28.31" 

29°32'27.5" 

22 PS 

Younger Alluvium 

D/W 

45.15 

164.00 

55 

44G10FC 

44G10Kb 

73°38'31.02" 

29°34'10.98" 

3 PS 

Younger Alluvium 

D/W 

27.00 

169.21 

56 

44G6 

44G06Kd 

73 °25'21.18" 

29°34'8.45" 

81 RB 

Younger Alluvium 

P/Z 

150.00 

162.97 

57 

44G6la 

44G06LC 

CD 

CM 

CO 

N- 

29° 33' 45" 

BHADUWALA 

Younger Alluvium 

D/W 

22.50 

164.16 

58 

44G11 Da 

44G11EC 

73° 37' 28" 

29° 29' 20" 

DABLA 

Younger Alluvium 

D/W 

34.23 

164.33 

59 

44G6Hc 

44G06lb 

73 °22'49.66" 

29°43'3.27" 

HARNOLI 

Younger Alluvium 

D/W 

18.00 

164.35 

60 

44G11 Be 

44G1OCb 

73 °31'44.83" 

29°35'15.18" 

KIKARWALI 

Younger Alluvium 

D/W 

18.80 

168.10 

61 

44G6Cc2 

44G06Gb 

73 °19'48.21" 

29°34'35.16" 

LAKHAHAKAM 

Younger Alluvium 

D/W 

17.30 

162.33 

62 

44G6Hc1 

44G06Mb 

73°27'36.93" 

29 °41'47.35" 

LUHARA 

Younger Alluvium 

D/W 

23.55 

164.65 

63 

44G6Fb 

44G06Hd 

73 °21'33.65" 

29°31'24.3" 

LU NEW ALA 

Younger Alluvium 

D/W 

25.70 

162.97 

64 

44G1OCd 

44G1OHb 

73°34'46.67" 

29°31'8.19" 

MUKLAWA 

Younger Alluvium 

D/W 

32.50 

168.33 

65 

44G6Hb 

44G06Oa 

CO 

CM 

CO 

N- 

29° 35' 54" 

PUSEWALA 

Younger Alluvium 

D/W 

25.15 

164.78 

66 

44G6lb1 

44G06LC 

73° 25' 50" 

29° 32' 17 

RAISINGH NAGAR 

Younger Alluvium 

P/Z 

75.00 

164.74 

67 

44G6lb2 

44G06Pa 

73°26'51.62" 

29°32'35.65" 

RAISINGH NAGAR 

Younger Alluvium 

D/W 

30.90 

164.70 

68 

44G6Fc 

44G06GC 

73 °21'43.93" 

29°36'35.89" 

SANGARANA 

Younger Alluvium 

D/W 

16.10 

161.30 

69 

44G7Ac 

44G07IC 

73 °25'35.2" 

29 °29'48.47" 

THAKREE 

Younger Alluvium 

D/W 

33.80 

164.70 

70 

44G13Ga 

44G13Md 

73°59'4.94" 

29°57'30.11" 

BHAGSAR 

Younger Alluvium 

D/W 

28.40 

178.10 

71 

44K1Ea 

44K01Fc 

74°05'57.24" 

29°54'56.17" 

BUDHARWALI 

Younger Alluvium 

D/W 

39.30 

180.85 

72 

44G14DC 

44G14la 

73°54'3.88" 

29°44'50.78" 

GANESHGARH 

Younger Alluvium 

D/W 

37.48 

175.50 

73 

44K1Db 

44K01Eb 

74°04'0.98" 

29°56'17.68" 

HAKMABAD 

Younger Alluvium 

P/Z 

65.00 

181.00 

74 

44K1Db 

44K01Eb 

74°04'14.82" 

29°56'25.7" 

HAKMABAD 

Younger Alluvium 

D/W 

26.97 

181.68 

75 

44K1He 

44K01Nb 

74°12'37.71" 

29°53'2.78" 

HATH 1 YAW ALA 

Younger Alluvium 

P/Z 

70.00 

183.29 

76 

44K1Hd 

44K01OC 

74°14'9.55" 

29°51'42.8" 

KHERUWALA 

Younger Alluvium 

D/W 

46.00 

183.22 

77 

44K1Bd 

44K01 Cb 

74°01'6.5" 

29°50'36.14" 

LALGARH JATAN 

Younger Alluvium 

D/W 

40.93 

175.63 

78 

44K1Be 

44K01 Kb 

74°08'15.89" 

29°48'48.65" 

MANIYANWALI 

Younger Alluvium 

D/W 

40.00 

181.00 

79 

44K1Cd 

44K01Hb 

74°04'20.15" 

29°45'43.47" 

MORJANDA 

Younger Alluvium 

D/W 

39.80 

177.86 

80 

44K1Ha 

44K01Jd 

74°09'58.54" 

29°54'19.83" 

SADULSHAHAR 

Younger Alluvium 

D/W 

35.95 

176.94 

81 

44K1Ha 

44K01Jc 

74°10'27.41" 

29°54'58.22" 

SADULSHAHAR 

Younger Alluvium 

P/Z 

150.00 

185.81 

82 

44K1Fa 

44K01Ha 

74°05'21.68" 

29°47'55.85" 

SUNDERPURA 

Younger Alluvium 

D/W 

45.00 

178.44 

83 

44G13BC 

44G13Bb 

73° 45' 19" 

29° 53' 15" 

15 Z 

Younger Alluvium 

D/W 

20.70 

174.77 

84 

44G130b 

44G13Eb 

73°48'59.18" 

29°56'44.16" 

3B(CHHOTI) 

Younger Alluvium 

D/W 

18.90 

173.67 

85 

45F16Ca 

44F16Da 

73°45'59.79" 

30°02'59.23" 

5 H BARA 

Younger Alluvium 

D/W 

19.70 

175.88 

86 

45F16Ca 

44F16Da 

73°46'2.02" 

30°03'5.71" 

5 H BARA 

Younger Alluvium 

P/Z 

50.00 

175.86 

87 

44G13EC 

44G13Ka 

73° 53' 13" 

29° 52'01" 

CHHOTINAIWALA 

Younger Alluvium 

D/W 

28.90 

175.78 

88 

45G9Ha 

44G09Od 

73°43'45.73" 

29°49'39.41" 

CHUNAWAD 

Younger Alluvium 

D/W 

32.70 

171.06 

89 

44F12ld 

44F12Pd 

73°44'17.65" 

30 °01'35.61" 

DAULATPURA 

Younger Alluvium 

D/W 

8.60 

174.81 

90 

44F12ld 

44F12Pd 

73°44'15.97" 

30°01'36.13" 

DAULATPURA 

Younger Alluvium 

P/Z 

50.00 

176.00 

91 

45F16Eb 

44F16GC 

73°52'22.13" 

30°05'19.42" 

DULLAPUR KERI 

Younger Alluvium 

P/Z 

75.00 

175.96 

92 

45F16Eb 

44F16Gd 

73°52'26.22" 

30°05'38.48" 

DULLAPUR KERI 

Younger Alluvium 

D/W 

10.70 

177.96 

93 

45F16Fa 

44F16HC 

73°51'32.3" 

30°03'25.45" 

FATUHI 

Younger Alluvium 

D/W 

10.75 

178.42 

94 

44G13Ea 

44G13FC 

73°52'13.98" 

29°56'14.25" 

GANGA NAGAR 

Younger Alluvium 

P/Z 

75.00 

178.50 

95 

45F16Ec2 

44F16Jd 

73°54'58.62" 

30°08'45.95" 

HINDUMALKOT 

Younger Alluvium 

D/W 

23.30 

178.43 

96 

44G9la 

44G09Kd 

73°40'3.49" 

29°49'17.72" 

JODHEWALA 

Younger Alluvium 

D/W 

23.70 

172.50 

97 

44F16Cd 

44F16Hb 

73°48'55.45" 

30°01'18.59" 

KONI 

Younger Alluvium 

D/W 

21.00 

174.46 

98 

44G13Fa 

44G13HC 

73 °51'47.44" 

29°48'11.99" 

MAHIYANWALI 

Younger Alluvium 

D/W 

20.15 

176.38 
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99 

44G9GC 

44G09MC 

73°44'57.32" 

29°58'33.12" 

MIRZEWALA 

Younger Alluvium 

D/W 

18.55 

173.88 

100 

44G9Gb 

44G09Na 

73°42'21.37" 

29°56'2.24" 

MITILRATHAN 

Younger Alluvium 

D/W 

18.40 

172.68 

101 

44G13AC 

44G13Ea 

73°49'32.67" 

29°58'12.52" 

MOHANPURA 

Younger Alluvium 

D/W 

14.20 

176.18 

102 

44F16C4 

44F16DC 

73°47'57.6" 

30°02'37.37" 

ROHIRANWALI 

Younger Alluvium 

D/W 

18.80 

176.11 

103 

44G13Db 

44G13la 

73°54'19.69" 

29°58'13.8" 

SADHUWALI 

Younger Alluvium 

P/Z 

75.00 

177.93 

104 

44G14Fa 

44G14HC 

73 °51'26.02" 

29°33'13.31" 

BHAGWANGARH 

Younger Alluvium 

P/Z 

41.03 

173.00 

105 

44G14Fa 

44G14HC 

73 °51'24.99" 

29°33'15.41" 

BHAGWANGARH 

Younger Alluvium 

P/Z 

55.00 

173.16 

106 

44G14FC 

44G14HC 

73 °51'34.57" 

29°32'33.26" 

DHABAN JALAR 

Younger Alluvium 

D/W 

49.10 

180.38 

Sub Basin: Sub 2 j 

i 

44 FI 2 Ad 

44H02FC 

73°07'22.72" 

28°40'23.53" 

CHATTARGARH 

Older Alluvium 

D/W 

56.3 

266.00 

2 

44L3Aa 

44L03Aa 

74°00'6.52" 

28°28'53.88" 

CHHATTASAR 

Tertiary Sandstone 

D/W 

75 

236.00 

3 

44L3Ab 

44L03Ab 

74°00'44.33" 

28°26'35.32" 

GARBDESAR 

Tertiary Sandstone 

D/W 

66.2 

237.00 

4 

44H14Da 

44H14KC 

73°56'6.56" 

28°36'37.17" 

GOPLAN 

Tertiary Sandstone 

D/W 

59.95 

205.00 

5 

44H14Da1 

44H14KC 

73°55'52.93" 

28°36'37.72" 

GOPLAN 

Tertiary Sandstone 

P/z 

96 

203.00 

6 

44H11Dd 

44H11 lb 

73°38'30.65" 

28°26'23.18" 

HANSERA 

Vindhyan Sandstone 

P/z 

90 

210.00 

7 

44H14Eb 

44H14Ga 

73°49'22.91" 

28°36'23.87" 

HARIYASAR 

Vindhyan Sandstone 

D/W 

57.7 

200.00 

8 

44H11Cb 

44H15Aa 

73°46'27.27" 

28°29'26.73" 

KALWAS 

Tertiary Sandstone 

D/W 

63 

199.00 

9 

44H14Ha 

44H14Jd 

73°55'24.95" 

28°38'34.4" 

KAPURISAR 

Tertiary Sandstone 

D/W 

54.1 

202.00 

10 

44H14ld 

44L02Da 

74°01'2.19" 

28°32'24.74" 

KARNISAR RAJA 

Tertiary Sandstone 

D/W 

70.4 

211.00 

11 

44H14ld1 

44L02Da 

74 °01'28.48" 

28°32'41.38" 

KARNISAR RAJA 

Tertiary Sandstone 

P/z 

103 

211.00 

12 

44H11Ab 

44H1OHb 

73°33'45.73" 

28 °31'40.53" 

KHINYERA LALERA 

Vindhyan Sandstone 

P/z 

156 

214.00 

13 

44H1OCc 

44H14Lb 

73°53'33.73" 

28°30'46.89" 

KISHNASAR 

Tertiary Sandstone 

D/W 

65.7 

200.00 

14 

44L3Ba 

44L03Bb 

74°00'12.29" 

28°22'44.79" 

KUBIA 

Older Alluvium 

D/W 

63.35 

250.00 

15 

44H11GC 

44H15Aa 

73°45'14.69" 

28°29'4.84" 

LUNKARANSAR 

Tertiary Sandstone 

D/W 

63 

194.00 

16 

44H11 Gel 

44H11 Me 

73°44'3.06" 

28°29'29.92" 

LUNKARANSAR 

Tertiary Sandstone 

P/z 

NA 

190.00 

17 

44 H 6 Ac 

44H06Ad 

73 °18'10.57" 

28°42'27.28" 

MAHADEVWALI 

Older Alluvium 

D/W 

64.9 

210.00 

18 

44H13Fb 

44H13Ha 

73°50'18.29" 

28°47'3.22" 

MAHAJAN 

Older Alluvium 

D/W 

58.85 

197.00 

19 

45E6la 

44H06LC 

73 °25'57" 

28°32'22 

NA 

Vindhyan Sandstone 

D/W 

79.75 

306.00 

20 

45E6Ca 

44H06DC 

73 °17'33" 

28°33'30 

NA 

Vindhyan Sandstone 

D/W 

129.2 

309.00 

21 

45E10Ca 

44H1OCd 

73°33'18" 

28°34'29 

NA 

Vindhyan Sandstone 

P/z 

150 

301.00 

22 

45E10Ca 

44H1OCc 

73°32'24" 

28°36'28 

NA 

Vindhyan Sandstone 

D/W 

78.7 

301.00 

23 

45E14Bb 

44H14Ga 

73°48'50" 

28°37'20 

NA 

Vindhyan Sandstone 

D/W 

91.6 

312.00 

24 

45E6Cb 

44H06Mb 

73°27'18" 

28 °42'52 

NA 

Tertiary Sandstone 

D/W 

91.5 

278.00 

25 

45E6Cb 

44H06Mb 

73°27'19" 

28 °42'53 

NA 

Tertiary Sandstone 

P/z 

150 

278.00 

26 

45E1OCc 

44H10MC 

73°44'15" 

28 °44'48 

NA 

Vindhyan Sandstone 

P/z 

193.61 

299.00 

27 

45E5Fb 

44H05Hd 

73°21'04" 

28°45'04 

NA 

Tertiary Sandstone 

D/W 

85.2 

270.00 

28 

45E5Fb 

44H05Hd 

73°21'04" 

28°45'04 

NA 

Tertiary Sandstone 

P/z 

175 

270.00 

29 

45E13Ca 

44H09Pa 

73°42'08" 

28°47'48 

NA 

Tertiary Sandstone 

D/W 

99.5 

298.00 

30 

45E13Ca 

44H09Pa 

73°42'09" 

28°47'49 

NA 

Tertiary Sandstone 

P/z 

150 

298.00 

31 

45E5lc 

44H05PC 

73 °29'28" 

28°47'48 

NA 

Tertiary Sandstone 

D/W 

105 

275.00 

32 

44H14Eb 

44H14Ld 

73°55'2.26" 

28°30'59.51" 

RAJPURA HUDAN 

Tertiary Sandstone 

D/W 

67.9 

203.00 

33 

44H5Ab 

44H05Bd 

73 °17'2.29" 

28°53'5.89" 

RANER 

Older Alluvium 

D/W 

42.75 

187.00 

34 

44H14Hd1 

44H140C 

73°58'26.63" 

28°36'16.84" 

SEKHSAR 

Tertiary Sandstone 

P/z 

100 

203.00 

35 

44H14Hd 

44H140C 

73°58'51.84" 

28°36'19.18" 

SEKHSAR 

Tertiary Sandstone 

D/W 

59.3 

207.00 

36 

44H11Gb 

44H11 Mb 

73 °41'45.55" 

28°26'53.11" 

SURNANA 

Vindhyan Sandstone 

D/W 

69.65 

204.00 

37 

44L3GC 

44L03Md 

74°13'9.96" 

28°27'41.54" 

KARANSAR 

Younger Alluvium 

D/W 

65.80 

246.13 

38 

44L3Da 

44L03Eb 

74°05'36.9" 

28°27'29.17" 

KAUNLASAR 

Younger Alluvium 

D/W 

64.80 

214.00 

39 

44L3Hb 

44L03KC 

74°10'53.02" 

28 °21'39.71" 

PATAMDESAR 

Younger Alluvium 

D/W 

59.95 

255.46 

40 

44L3Bc 

44L03Fb 

74°04'5.41" 

28°23'13.58" 

SOMASAR 

Younger Alluvium 

D/W 

61.60 

240.20 

41 

44H1 Aa 

44H01Ac 

73°03'14.42" 

28°58'55.67" 

GHARSANA 

Younger Alluvium 

P/Z 

75.00 

146.10 

42 

44G8la 

44G08LC 

73°26'13.25" 

29°02'33.18" 

GOMAWALI 

Younger Alluvium 

D/W 

36.40 

157.81 

43 

44G8Ca 

44G08Da 

73 °16'49.2" 

29°03'25.68" 

NARANWALI 

Younger Alluvium 

D/W 

38.35 

153.80 

44 

44D13EC 

44D13Ka 

72°53'9.75" 

28°50'54.37" 

RAW LA 

Younger Alluvium 

P/Z 

75.00 

149.10 

45 

44H1Ca 

44H01Ha 

73°04'29.36" 

28°48'18.21" 

ROJRI 

Younger Alluvium 

D/W 

35.80 

145.69 

46 

44H1Fa 

44H01Na 

73 °12'27.24" 

28°54'34.24" 

ZORAWARPURA 

Younger Alluvium 

P/Z 

150.00 

150.10 

47 

44G12Ea 

44G12HC 

73°35'53.73" 

29°03'25.18" 

HINJRASAR 

Younger Alluvium 

D/W 

42.60 

178.81 

Sub Basin: Sub 3 | 

1 

44L2Bd 

44L02CC 

74°03'25.72" 

28°35'46.18" 

AMARPURA 

Tertiary Sandstone 

D/W 

68.75 

211.00 

2 

44L2Bd1 

44L02CC 

74°03'21.34" 

28°35'47.14" 

AMARPURA 

Tertiary Sandstone 

P/z 

107 

212.99 

3 

44H13Db 

44H13FC 

73°52'11.41" 

28°55'54.27" 

ARJANSAR 

Older Alluvium 

D/W 

41.55 

190.00 

4 

44L2Bb 

44L02Gb 

74°03'53.4" 

28°34'41.49" 

DHANI PANDUSAR 

Tertiary Sandstone 

D/W 

74.25 

212.00 

5 

44H13FC 

44H13Gd 

73 °51'55.23" 

28°48'46.36" 

GHESURA 

Older Alluvium 

D/W 

49.4 

190.00 

6 

44L1Be 

44L01Fb 

74°03'50.7" 

28°52'33.92" 

JAITPUR 

Older Alluvium 

D/W 

53.4 

202.00 

7 

44L2Aa 

44L02la 

74°08'4.72" 

28°43'26.48" 

KARNANA 

Older Alluvium 

D/W 

52.8 

210.00 

8 

44L2Eb1 

44L02Bd 

74°02'47.42" 

28°38'9.45" 

KHODALA 

Tertiary Sandstone 

P/z 

114 

218.00 

9 

44L2Eb 

44L02Bd 

74°03'17.55" 

28°38'19" 

KHODALA 

Tertiary Sandstone 

D/W 

70.15 

208.00 

10 

44H13Ed 

44H13Ka 

73°53'51.42" 

28°51 '1.21" 

RAMBAGH 

Older Alluvium 

D/W 

47.25 

199.00 

11 

44H13Ed 

44H13Na 

73°56'42.87" 

28°54'27.93" 

RANISAR 

Older Alluvium 

D/W 

55.2 

189.00 

12 

44H13Ed1 

44H13Na 

73°56'49.81" 

28°54'32.95" 

RANISAR 

Older Alluvium 

P/z 

100 

190.00 
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13 

44L1Bal 

44L01Bb 

74 *017.01" 

28°54'2.42" 

SIPLIYON Kl DHANI 

Older Alluvium 

P/z 

91 

188.00 

14 

44L1Ba 

44L01Bb 

74°00'58.96" 

28°54'7.19" 

SIPLIYON Kl DHANI 

Older Alluvium 

D/W 

55.55 

203.00 

15 

44L15Dd 

44L151b 

74°53'54.04" 

28°27'8.61" 

ASALKHERI 

Older Alluvium 

D/W 

34.15 

291.75 

16 

44P3Cd 

44L15Cd 

74°47'30" 

28°20'30" 

BALRASAR TANINRAM 

Older Alluvium 

D/W 

41.12 

297.49 

17 

NA 

44L15Hd 

74°52'0.17" 

28°15'38.13" 

BEENASAR 

Older Alluvium 

P/Z 

15.00 

294.43 

18 

44L15Fb 

44L16la 

74°52'42" 

28°15' 

BINASAR 

Older Alluvium 

D/W 

36.75 

292.77 

19 

NA 

44P03La 

75°08'26.54" 

28°18'33.38" 

DANDOO 

Older Alluvium 

P/Z 

NA 

290.29 

20 

44P3Fc1 

44P03La 

75°8'34" 

28°18'35" 

DANDOO 

Older Alluvium 

P/Z 

84.35 

278.60 

21 

44L11 Hd 

44L1 lOd 

74°44'50.42" 

28°20'36.55" 

DHADARIA CHARNAN 

Older Alluvium 

D/W 

48.24 

291.30 

22 

44L11 lb 

44L11Ld 

74°40'46.78" 

28°15'16.47" 

DHIRASAR CHARNAN 

Older Alluvium 

D/W 

40.05 

290.21 

23 

44L15Ed 

44L15Ka 

74°54'21.25" 

28 °21'25.77" 

GHANTEL 

Older Alluvium 

D/W 

38.90 

286.60 

24 

44P3Ab 

44P03Ab 

75 °1' 

28°26'48" 

GUNDRITAL 

Older Alluvium 

D/W 

28.30 

282.70 

25 

44L15Hd 

44L150C 

74°58'55.5" 

28°21 '41.63" 

KADWASAR 

Older Alluvium 

D/W 

33.34 

281.85 

26 

44L15Aa 

44L15Ad 

74°47'10.51" 

28°28'5.56" 

KHANDWA 

Older Alluvium 

D/W 

33.85 

283.85 

27 

44L15Ba 

44L15Bb 

74°46'16.3" 

28°22'59.62" 

KUNSISAR 

Older Alluvium 

D/W 

34.86 

298.96 

28 

NA 

44P03Ga 

75°05'2.87" 

28 °21'29.34" 

LAKHAU 

Older Alluvium 

P/Z 

NA 

280.50 

29 

44P3Eb1 

44P03Ga 

75°5'15" 

28°21'30" 

LAKHAU 

Older Alluvium 

P/Z 

69.00 

272.44 

30 

44P3Ad 

44P03CC 

75°2'43" 

28°21'30" 

LALSAR 

Older Alluvium 

D/W 

27.00 

283.94 

31 

NA 

44L11 Na 

74°42'51.85" 

28°26'5.51" 

MEGHASAR 

Older Alluvium 

P/Z 

NA 

261.99 

32 

44L16Dd 

44L16ld 

74°54'47.55" 

28°12'3.87" 

MEGHSAR 

Older Alluvium 

D/W 

NA 

298.20 

33 

44L16Dd1 

44L16ld 

74°54'30" 

28°12'30" 

MEGHSAR 

Older Alluvium 

P/Z 

75.20 

301.22 

34 

44L11 Gd 

44L11 Md 

74°43'13" 

28°26'35 

MEHRAWANSAR 

Older Alluvium 

D/W 

34.10 

383.50 

35 

44L15CC 

44L15DC 

74°47'42.66" 

28°18'11.66" 

RAMDEVRA 

Older Alluvium 

D/W 

41.25 

296.00 

36 

44L15ld 

44L15Pd 

74°58'32.86" 

28°15'34.56" 

RAMSARA 

Older Alluvium 

D/W 

32.10 

291.82 

37 

44P3Fb 

44P03Ha 

75°05'6.98" 

28 °16'52.65" 

RANASAR 

Older Alluvium 

D/W 

37.37 

295.85 

38 

NA 

44L16Mb 

74°57'3.48" 

28°12'14.2" 

RATAN NAGAR 

Older Alluvium 

P/Z 

NA 

302.25 

39 

44 LI 6 Ac 

44 LI 6 Ad 

74°48'11.42" 

28°12'59.95" 

SATRA 

Older Alluvium 

D/W 

46.36 

301.28 

40 

44L15HC 

44L15Nb 

74°57'58.77" 

28°22'46.25" 

SEHJEISAR 

Older Alluvium 

D/W 

39.80 

280.95 

41 

44L16Db 

44L16FC 

74°51'33.13" 

28 °10'26.41" 

SEHNALI CHHOTI 

Older Alluvium 

D/W 

41.60 

303.50 

42 

44P4Aa 

44P04Aa 

75°01'17.79" 

28°14'8.78" 

UTUOALIA 

Older Alluvium 

D/W 

33.27 

287.40 

43 

44P2lc 

44P02Od 

75°13'34.66" 

28°33'50.27" 

AMARPURA 

Older Alluvium 

D/W 

34.15 

260.58 

44 

44P6Fd 

44P06La 

75°22'40.32" 

28 °31'52.83" 

BAIRASAR CHHOTA -1 

Older Alluvium 

D/W 

37.10 

251.05 

45 

44P1OCd 

44P1ODd 

75°33'0.28" 

28 °31'35.88" 

BANGARWAS 

Older Alluvium 

D/W 

47.94 

254.98 

46 

NA 

44P1ODd 

75°33'0.28" 

28 °31'35.88" 

BANGARWAS 

Older Alluvium 

P/Z 

NA 

262.27 

47 

44P6Aa 

44P06Aa 

75 °16'21.44" 

28°43'44.48" 

BUNGI 

Older Alluvium 

D/W 

29.30 

247.56 

48 

44P5Cc 

44P05Gb 

75°18'57.81" 

28°49'2.4" 

CHENPURA BARA 

Older Alluvium 

P/Z 

56.00 

225.25 

49 

44P2Gd 

44P02NC 

75°14' 

28°40'40" 

DADREWA 

Older Alluvium 

D/W 

19.80 

223.32 

50 

44P11Ba2 

44P11Bb 

75°30'45" 

28°23'10" 

DEEGLI 

Older Alluvium 

P/Z 

72.50 

298.15 

51 

NA 

44P11Bb 

75°30'47.28" 

28°23'24.64" 

DEEGLI 

Older Alluvium 

D/W 

NA 

285.16 

52 

NA 

44P02NC 

75°14'5.4" 

28°40'29.48" 

DEEGLI 

Older Alluvium 

P/Z 

NA 

228.11 

53 

44P5Ed 

44P05Kb 

75°23'4.06" 

28°50'21.39" 

DHIGARLA 

Older Alluvium 

D/W 

29.30 

228.56 

54 

NA 

44P05Db 

75°16'50.51" 

28°46'12.25" 

GHANAU 

Older Alluvium 

D/W 

NA 

221.12 

55 

44P5Cb 

44P05Dd 

75 °1 7'15" 

28°46'17" 

GHANAU 

Older Alluvium 

D/W 

30.50 

246.54 

56 

44P9Cb 

44P09Db 

75°31 '2.96" 

28°45'42.12" 

GOTHA BARI 

Older Alluvium 

D/W 

31.78 

236.39 

57 

44P10Aa 

44P10AC 

75°32'6.99" 

28°43'31.71" 

GOTHARI CHHOTI 

Older Alluvium 

D/W 

39.30 

242.35 

58 

44P6Gb 

44P06ld 

75°25'12.96" 

28°42'2.87" 

GULPURA 

Older Alluvium 

D/W 

42.35 

234.69 

59 

44P6lb 

44P06Pd 

75°28'52.42" 

28°30'10.61" 

HAMERWAS 

Older Alluvium 

D/W 

NA 

259.91 

60 

44P6lb1 

44P06Pb 

75°26'32" 

28°30'26" 

HAMERWAS 

Older Alluvium 

P/Z 

90.50 

270.19 

61 

44P6la 

44P06Pa 

75°27'1.5" 

28°33'26.7" 

HARPLOO 

Older Alluvium 

D/W 

40.00 

241.17 

62 

44P1OCc 

44P1OCd 

75°32'49.37" 

28°35'29.37" 

KAMAN- 1 

Older Alluvium 

D/W 

54.40 

248.50 

63 

44P6Hd 

44P06Oa 

75°28'0.41" 

28°35'44.91" 

KANDRAM 

Older Alluvium 

D/W 

43.95 

239.77 

64 

NA 

44P06EC 

75°20'37.75" 

28°44'8.75" 

KISHANPURA 

Older Alluvium 

NA 

NA 

225.36 

65 

44P6Da 

44P06Ea 

75°20'10" 

28°44'14" 

KISHANPURA 

Older Alluvium 

D/W 

29.73 

245.01 

66 

44P6Fa 

44P06HC 

75°22'13.86" 

28°33'40.85" 

LAMBOR BARI 

Older Alluvium 

D/W 

35.15 

245.80 

67 

44P6Gd 

44P06Mb 

75°27'51.77" 

28 °41'47.83" 

LUTANA POORAN 

Older Alluvium 

D/W 

38.65 

228.34 

68 

44P5IC 

44P05Od 

75°29'50.61" 

28°49'8.54" 

NANGAL CHHOTI 

Older Alluvium 

D/W 

38.60 

236.64 

69 

44P11 Ac 

44P11 Ac 

75°32'49.24" 

28°28'29.29" 

NUA 

Older Alluvium 

D/W 

46.92 

270.35 

70 

44P7Ed 

44P07Ka 

75°22'38.59" 

28 °21'20.67" 

RABURI 

Older Alluvium 

D/W 

36.10 

288.64 

71 

44P6Ec 

44P06Fd 

75°22'29.43" 

28°38'26.98" 

RAJGARH 

Older Alluvium 

D/W 

24.17 

230.00 

72 

NA 

44P07Fd 

75 °21'27.67" 

28°22'47.78" 

RASATSAR KOONJIA 

Older Alluvium 

P/Z 

33.40 

282.79 

73 

44P7Ea 

44P07GC 

75°21'15" 

28°22'15" 

RAW ATS AR KUNIJLA 

Older Alluvium 

D/W 

46.17 

275.04 

74 

44P7Dd1 

44P07FC 

75°20'48.64" 

28°25'40.67" 

SANKHU - 1 

Older Alluvium 

D/W 

38.90 

290.07 

75 

44P7Ha1 

44P07Nb 

75°26'34" 

28°24'20" 

SULKHANIA BARA 

Older Alluvium 

P/Z 

71.25 

276.60 

76 

NA 

44P07Jd 

75°26'7.67" 

28°24'1.42" 

SULKHANIYA BARA 

Older Alluvium 

P/Z 

NA 

280.55 

77 

44P11Bal 

44P11Bd 

75°32'20" 

28°24'3" 

THIRPALI BARI 

Older Alluvium 

P/Z 

102.50 

274.10 

78 

NA 

44P11Bd 

75°32'13.61" 

28°24'9.42" 

THIRPALI BARI 

Older Alluvium 

P/Z 

NA 

285.41 

79 

44L16Bb 

44L16Ca 

74°46'7.29" 

28°05'43.9" 

BACHHRARA 

Older Alluvium 

D/W 

45.80 

321.10 

80 

44L16Cc1 

44L12Pa 

74°42'44.43" 

28°02'35.22" 

BEERAMSAR 

Older Alluvium 

P/Z 

87.20 

352.11 

81 

44L12Db 

44L12Eb 

74°35'34.7" 

28 °11 '33.8" 

CHAINPURA 

Older Alluvium 

D/W 

49.60 

312.40 

82 

44L12Gb 

44L12ld 

74°41'14.78" 

28°11'36.94" 

DAUDSAR 

Older Alluvium 

D/W 

41.10 

311.74 
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83 

44L12Hd 

44L120C 

74°43'16.09" 

28°05'40.19" 

GHUMANDA 

Older Alluvium 

D/W 

42.65 

318.56 

84 

NA 

44L121b 

74°38'13.23" 

28°12'47.91" 

KANGAR 

Older Alluvium 

P/Z 

NA 

289.47 

85 

NA 

44L121b 

74°38'16.73" 

28°12'58.79" 

KANGAR 

Older Alluvium 

P/Z 

NA 

290.54 

86 

44L12DC 

44L12la 

74°38'36" 

28°13'13" 

KANGAR 

Older Alluvium 

D/W 

40.95 

317.29 

87 

44L12AC 

44L12Ea 

74°34'36.77" 

28°14'26.81" 

MALASAR 

Older Alluvium 

D/W 

39.50 

312.00 

88 

44L12Aa 

44L12Ad 

74°32'7.39" 

28°12'35.65" 

MELOOSAR 

Older Alluvium 

D/W 

48.72 

308.90 

89 

44L11Fb 

44L11 Da 

74°30'16.52" 

28 °17'3.99" 

ASALSAR 

Older Alluvium 

D/W 

44.55 

279.78 

90 

44L10Ca 

44L1 OCb 

74°30'15.81" 

28°34'36.71" 

ASPALSAR 

Vindhyan Sandstone 

D/W 

57.10 

261.20 

91 

44L6Ga 

44L06Mb 

74°26'15.46" 

28°42'48.75" 

BARJANGSAR 

Vindhyan Sandstone 

D/W 

61.90 

245.84 

92 

44L2Ga 

44L02Ma 

74°11 '41.81" 

28°44'24.55" 

BHATWALA 

Younger Alluvium 

D/W 

57.60 

202.00 

93 

44L6la 

44L06LC 

74°26'14.33" 

28°32'53.63" 

BHOJRASAR 

Younger Alluvium 

D/W 

60.00 

225.00 

94 

44L10Ga 

44L10IC 

74°40'35.62" 

28°43'41.49" 

BILLYOO 

Vindhyan Sandstone 

D/W 

54.30 

261.85 

95 

44L7lb 

44L07Pa 

74°27'16.7" 

28 °17'17.95" 

DEGAN 

Vindhyan Sandstone 

D/W 

96.97 

274.40 

96 

44L10Fa 

44L1 OGd 

74°36'50.37" 

28°34'21.37" 

DHANI PANCHERAN 

Vindhyan Sandstone 

D/W 

50.84 

259.35 

97 

44L7Ec 

44L07Jb 

74°22'33.07" 

28°22'47.92" 

GAMTIA 

Younger Alluvium 

D/W 

96.97 

274.34 

98 

44L6Ec 

44L06Fd 

74°22'26.77" 

28°39'4.94" 

HARDESAR 

Younger Alluvium 

D/W 

63.95 

213.00 

99 

44L7GC 

44L07MC 

74°28'41.78" 

28°29'49.52" 

HARIASAR 

Vindhyan Sandstone 

D/W 

51.75 

249.45 

100 

44L11 Dd 

44L11 lb 

74°38'22.94" 

28°27'15.61" 

JAISINGHSAR 

Older Alluvium 

D/W 

36.68 

270.29 

101 

44L5lb 

44L05Pb 

74°27'0.78" 

28°45'41.22" 

JAITSISAR 

Vindhyan Sandstone 

D/W 

58.87 

259.89 

102 

44L7Hd 

44L07OC 

74°28'26.78" 

28°21 '41.82" 

KALYANPUR PUROHITAN 

Vindhyan Sandstone 

D/W 

65.90 

280.69 

103 

NA 

44L11 Cc 

74°32'21.25" 

28°22'13.83" 

MEHRASAR CHACHERAN 

Older Alluvium 

P/Z 

NA 

267.63 

104 

44L11 Bb 

44L11 Cc 

74°32'20 

28°22'16" 

MEHRASAR CHACHERAN 

Older Alluvium 

D/W 

48.00 

275.85 

105 

44L10HC 

44L1 ONb 

74°42'32.64" 

28°38'32.75" 

MEHRI 

Vindhyan Sandstone 

D/W 

34.80 

257.50 

106 

44L1 Old 

44L1OPd 

74°43'58.64" 

28°30'7.29" 

MELUSAR 

Older Alluvium 

D/W 

31.19 

252.83 

107 

44L7Ea 

44L07FC 

74°20'55.96" 

28°24'36.16" 

MITASAR 

Younger Alluvium 

D/W 

69.00 

258.40 

108 

44L6Cc 

44L06DC 

74 °17'48.26" 

28°33'8.21" 

MOLAKSAR 

Younger Alluvium 

D/W 

68.92 

238.14 

109 

44L2lc 

44L02PC 

74°14'13.08" 

28°33'24.71" 

NAHARSAR 

Younger Alluvium 

D/W 

6.40 

242.88 

110 

44L11Ea 

44L07FC 

74°21 '36.26" 

28°24'41" 

PULASAR 

Younger Alluvium 

D/W 

43.47 

266.94 

111 

44L9Ca 

44L09Da 

74°31 '16.55" 

28°48'32.68" 

RAIPURA 

Vindhyan Sandstone 

D/W 

46.95 

237.84 

112 

44L10IC 

44L10PC 

74°43'19.02" 

28°33'38.46" 

RAJAS 

Older Alluvium 

D/W 

41.12 

247.10 

113 

44L7Bc 

44L07Bd 

74 °17'54.67" 

28°23'36" 

RAJASAR BIKAN 

Younger Alluvium 

D/W 

59.20 

253.50 

114 

44L2Hd 

44L02OC 

74°13'50.02" 

28°37'8.16" 

RAJASAR PANWRAN 

Younger Alluvium 

D/W 

65.83 

235.43 

115 

44L7Da 

44L07EC 

74°21 '16.33" 

28°28'43.66" 

RAMSISAR 

Younger Alluvium 

D/W 

75.65 

263.23 

116 

44L11 Cc 

44L11 Cd 

74°32'39.24" 

28°19'37.43" 

RANASAR BIKAN 

Older Alluvium 

D/W 

42.05 

276.66 

117 

44L5Cc 

44L05Ha 

74°19'2.55" 

28°48'24.35" 

RANASAR PANWARN 

Younger Alluvium 

D/W 

65.83 

230.90 

118 

44L6Ba 

44L06Ba 

74 °16'47.28" 

28°39'34.92" 

RANSISAR 

Younger Alluvium 

D/W 

76.70 

243.31 

119 

44L1IA 

44L01Pa 

74°12'45.55" 

28°47'2.25" 

ROLASAR 

Younger Alluvium 

D/W 

57.95 

234.48 

120 

44L7Ha 

44L07Nb 

74°26'24.88" 

28°24'22.22" 

SAWAI CHOTI 

Older Alluvium 

D/W 

53.80 

260.10 

121 

44L5Fb1 

44L05Hb 

74°20'25.95" 

28°45'56.64" 

SAWAR 

Younger Alluvium 

P/Z 

100.00 

207.54 

122 

44L1 OAd 

44L1OEb 

74°34'10.73" 

28°41 '38.83" 

SIMLA 

Vindhyan Sandstone 

D/W 

57.10 

263.40 

123 

44L1 Id2 

44L01Pd 

74°14'28.7" 

28°45'30.39" 

TOLASAR 

Younger Alluvium 

P/Z 

140.50 

238.67 

124 

44L11 Hb 

44L110a 

74041-24" 

28°22'30" 

UDASAR BIDAWTAN 

Older Alluvium 

D/W 

41.03 

280.30 

125 

NA 

44L11 Ad 

74°33'34.66" 

28°27'45.37" 

UDSAR 

Older Alluvium 

P/Z 

NA 

256.37 

126 

44L11 Ac 

44L11 Ad 

74°33'35" 

28°27'47 

UDSAR 

Older Alluvium 

D/W 

41.40 

253.61 

127 

45113Bb 

45113Cb 

74045-47- 

27°50'34" 

SANDON 

Younger Alluvium 

D/W 

39.55 

328.61 

128 

44L14Ca 

44L14DC 

74°47'8.86" 

28°32'34.94" 

BHALERI 

Older Alluvium 

D/W 

31.20 

315.13 

129 

44L14Ed 

44L14Ka 

74°53'24.04" 

28°36'41.61" 

BUCHAWAS 

Older Alluvium 

D/W 

33.15 

258.56 

130 

44P2Cd 

44P02Dd 

75°02'53.64" 

28°31'20.14" 

JOANIPURA 

Older Alluvium 

D/W 

30.55 

271.12 

131 

44P1Cd 

44P01 Db 

75°01 '35.27" 

28°46'25.57" 

PANDREU TIBBA 

Older Alluvium 

D/W 

26.55 

274.39 

132 

44L14Ad 

44L14Eb 

74°49'57.18" 

28 °41'28.33" 

PUNRAWAS 

Older Alluvium 

D/W 

31.00 

300.04 

133 

44P2Fd 

44P02La 

75°08'14.16" 

28°32'11.31" 

RAJPURA 

Older Alluvium 

D/W 

24.55 

261.88 

134 

44L13Cd 

44L13DC 

74°48'14.72" 

28°47'8.82" 

RIYATUNDA 

Older Alluvium 

D/W 

41.15 

221.15 

135 

44L13Eb 

44L13GC 

74°50'41.92" 

28°52'25.95" 

SAHWA 

Older Alluvium 

D/W 

36.29 

204.98 

136 

NA 

44P02HC 

75°06'30.01" 

28°33'40.19" 

SATYOON 

Older Alluvium 

P/Z 

NA 

248.11 

137 

44P2Fa 

44P02HC 

75 °7' 

28°32'42" 

SATYUN 

Older Alluvium 

P/Z 

74.65 

256.15 

138 

44P2Ab 

44P02BC 

75°02'24.18" 

28°40'10.62" 

TARANAGAR 

Older Alluvium 

D/W 

15.27 

234.15 

139 

4405Ed 

44O08Dd 

75°18'34.41" 

29°00'48.67" 

AJEETPURA 

Younger Alluvium 

D/W 

22.20 

198.19 

140 

4404Ha 

44O08Dd 

75°18'36.58" 

29°01 '5.51" 

AJEETPURA 

Younger Alluvium 

P/z 

55.00 

200.20 

141 

44P1 Gd 

44P01 Mb 

75°12'29.63" 

28°57'20.18" 

ANUPSAHAR 

Younger Alluvium 

D/W 

20.80 

199.09 

142 

4401 Ac 

44P01 Md 

75°14'15" 

28°57'38.77" 

ANUPSAHAR 

Younger Alluvium 

P/z 

55.00 

200.01 

143 

4408Ab 

44O07Dd 

75 °17'3.27" 

29 °15'5.62" 

BAMBAL BAS 

Younger Alluvium 

D/W 

26.14 

209.91 

144 

4408GC 

44O07Dd 

75 °17'2.37" 

29 °15'5.67" 

BAMBAL BAS 

Younger Alluvium 

P/z 

56.00 

210.90 

145 

44G4Hb1 

44O04KC 

75°09'48.24" 

29°06'4.16" 

BHADRA 1 

Younger Alluvium 

D/W 

29.57 

202.13 

146 

44D4Ea 

44O04KC 

75°10'18.7" 

29°06'23.2" 

BHADRA 2 

Younger Alluvium 

P/z 

190.00 

195.66 

147 

4404Gb 

44P05FC 

75°21 '9.44" 

28°55'22.76" 

BHANGARH 

Younger Alluvium 

P/z 

55.00 

200.09 

148 

4408Ga 

44O08Gd 

75°22'7.01" 

29°04'30.17" 

BHIRANI 

Younger Alluvium 

P/z 

200.00 

204.00 

149 

4404Fa 

44O04JC 

75°10'47.78" 

29°09'45.68" 

BHOJASAR 

Younger Alluvium 

P/z 

60.00 

201.00 

150 

4408Ab2 

44O08Fa 

75°18'47.03" 

29 °10'49.28" 

CHANIBARI 

Younger Alluvium 

D/W 

25.53 

203.98 

151 

4408AC 1 

44O08Fa 

75°19'22.63" 

29 °11 '2.23" 

CHANIBARI 

Younger Alluvium 

P/z 

185.00 

203.98 

152 

4408Fc 

44O08LC 

75°24'42.47" 

29°02'47.81" 

DABRI 

Younger Alluvium 

D/W 

29.35 

207.99 
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153 

4404Fb1 

44O04Hd 

75°06'3.05" 

29°00'45.83" 

DUNGARANA 

Younger Alluvium 

D/W 

29.15 

204.07 

154 

4404Ga 

44O04Jd 

75°10'47.65" 

29°09'7.79" 

DUNGARBAS 

Younger Alluvium 

P/z 

170.00 

199.84 

155 

4408Dd 

440081b 

75°23'11.73" 

29 °11'38.81" 

JHANSAL 

Younger Alluvium 

D/W 

27.82 

204.01 

156 

4404Eb 

44O04GC 

75°05'38.18" 

29°06'1.48" 

KARANPURA 

Younger Alluvium 

D/W 

23.10 

195.96 

157 

44P11 Aa 

44P01 Aa 

75°01'18.64" 

28°58'17.14" 

MALSISAR 

Younger Alluvium 

D/W 

17.42 

199.04 

158 

44P1 Abl 

44P01 Aa 

75°01 '36.5" 

28°58'18.4" 

MALSISAR 

Younger Alluvium 

P/z 

145.00 

199.39 

159 

4408Ab 

44O08Ba 

75 °16'12.18" 

29 °10'21.66" 

NINAN 

Younger Alluvium 

D/W 

26.17 

202.61 

160 

4404 

44O04AC 

75°01'54.13" 

29 °13'45.32" 

NITHRANA 

Younger Alluvium 

P/z 

230.00 

195.84 

161 

4404Bc 

44O04Fb 

75°03'56.57" 

29°08'21.54" 

SARDARGADIA 

Younger Alluvium 

D/W 

17.20 

198.33 

162 

4404Ga3 

440041c 

75°10'41.26" 

29 °13'46.26" 

SARDARPURABAS 

Younger Alluvium 

D/W 

23.32 

199.09 

163 

44P5GC2 

44P05MC 

75°29'39.23" 

28°58'39.26" 

SHERERA 

Younger Alluvium 

D/W 

32.00 

207.67 

164 

44K11Bb 

44K07OC 

74°29'46.95" 

29°20'47.96" 

MIRJEWALI MAIR 

Younger Alluvium 

P/z 

55.00 

194.87 

165 

44G15Ha 

44K08Ga 

74°19'42.13" 

29°7'23.46" 

RAMPURA 

Younger Alluvium 

D/W 

8.50 

174.78 

166 

44K16Bb2 

44K16Ca 

74°45'60" 

29°05'37.52" 

APPUWALA 

Younger Alluvium 

P/z 

66.00 

193.59 

167 

44K16Bb2 

44K16Ca 

74°46'18.68" 

29°05'42.45" 

APPUWALA 

Younger Alluvium 

D/W 

26.15 

192.90 

168 

44K9Dc 

44L09la 

74°38'28.89" 

28°59'34.8" 

BACHUSAR 

Younger Alluvium 

D/W 

37.10 

203.56 

169 

44K8Ca 

44K08Cd 

74°18'10.13" 

29°04'34.86" 

BARAMSAR 

Younger Alluvium 

P/z 

70.00 

177.16 

170 

44K12Fa 

44K11Ld 

74°39'51.6" 

29 °16'15.17" 

BHAGWAN 

Younger Alluvium 

P/z 

70.00 

189.93 

171 

44K12Fa 

44K12Gd 

74°37'19.75" 

29°04'15.58" 

BHAGWANSAR 

Younger Alluvium 

D/W 

25.43 

188.56 

172 

44L5B 

44L05Da 

74°16'6.68" 

28°48'25.49" 

BINJASAR 

Younger Alluvium 

P/z 

135.00 

199.76 

173 

44K12Ea 

44K12Fd 

74°35'38.57" 

29°08'17.26" 

BIRKALI 

Younger Alluvium 

D/W 

30.75 

187.86 

174 

44K12Ea 

44K12Fd 

74°35'48.11" 

29°08'23.53" 

BIRKALI 

Younger Alluvium 

P/z 

66.00 

188.99 

175 

44L5Bb 

44L05Ca 

74°15'53.58" 

28°51'55.19" 

BISRASAR 

Younger Alluvium 

D/W 

51.28 

196.67 

176 

44K7ld 

44K07Pd 

74°28'53.31" 

29 °16'42.4" 

CHAIYA 

Younger Alluvium 

D/W 

23.75 

187.45 

177 

44K16Ca 

44K16Cd 

74°46'55.49" 

29°04'25.44" 

DALPATPURA 

Younger Alluvium 

D/W 

23.90 

191.11 

178 

44K4Ca 

44K08Fa 

74°20'14.39" 

29 °11'14.74" 

DHANNASAR 

Younger Alluvium 

P/z 

60.00 

180.29 

179 

44K16Cd 

44K16Hb 

74°48'51.86" 

29 °01'24.38" 

DURJANA 

Younger Alluvium 

D/W 

21.60 

190.11 

180 

4404Ba 

44O04Ba 

75 °01'45.03" 

29°09'32.89" 

GOGAMEDI 

Younger Alluvium 

D/W 

23.70 

197.27 

181 

4404Ba 

44O04Ba 

75 °01'50.91" 

29 °10'12.6" 

GOGAMEDI 

Younger Alluvium 

P/z 

180.00 

197.20 

182 

44K4Hc 

44K08Bb 

74 °16'15.64" 

29°09'9.37" 

HARDASWALI 

Younger Alluvium 

D/W 

32.20 

185.00 

183 

44L5GC 

44L05Cd 

74°18'19.04" 

28°49'59.67" 

KELNIA 

Younger Alluvium 

D/W 

50.30 

200.00 

184 

44L12Db 

44L13Ed 

74°50'47.39" 

28°57'16.49" 

KHOPRA 

Older Alluvium 

D/W 

18.00 

190.77 

185 

44L5Ac 

44L05AC 

74 °17'12.09" 

28°58'28.74" 

LAKHERA 

Younger Alluvium 

D/W 

41.10 

185.10 

186 

44K12Eb 

44K12Fb 

74°33'48.57" 

29°09'9.55" 

MUNDSARI 

Younger Alluvium 

P/z 

65.00 

185.43 

187 

44K1Ab 

44K16Ba 

74°46'23.87" 

29 °10'53.56" 

NOHAR 

Younger Alluvium 

D/W 

28.50 

194.45 

188 

44G4Dc 

44L01 Na 

74°12'27.9" 

28°55'55.45" 

PALLU 

Younger Alluvium 

D/W 

49.40 

193.27 

189 

44L16DC 

44K16la 

74°53'59.94" 

29 °13'23.51" 

PARLIKA 

Younger Alluvium 

D/W 

28.35 

196.22 

190 

44K15Aa 

44K15Kb 

74°53'53.43" 

29°20'31.92" 

PHEPHANA 

Younger Alluvium 

D/W 

70.00 

199.77 

191 

44K16Eb 

44K08Jb 

74°22'33.22" 

29°09'4.69" 

POHRKA 

Younger Alluvium 

D/W 

35.65 

182.46 

192 

44K8Cb 

44K08Dd 

74 °177.17" 

29 °01'38.49" 

PURABSAR 

Younger Alluvium 

D/W 

39.70 

184.62 

193 

44K8EB 

44K08Kb 

74°22'35.63" 

29°05'29.61" 

RAMKAN 

Younger Alluvium 

P/z 

80.00 

179.22 

194 

44K15Cd2 

44K15Hb 

74°49'28.29" 

29 °14'68.63" 

RAMSARA 

Younger Alluvium 

D/W 

31.60 

193.26 

195 

44K15Ba 

44K15Cd 

74°48'29.52" 

29°20'0.56" 

RATANPURA 

Younger Alluvium 

D/W 

14.50 

192.46 

196 

44K4Bb 

44K07Lb 

74°24'11.76" 

29°15'55.53" 

RAWATSAR 

Younger Alluvium 

D/W 

31.75 

178.77 

197 

44K12Bd 

44K12Na 

74°42'2.87" 

29 °10'32.61" 

SONEDI 

Younger Alluvium 

P/z 

80.00 

192.46 

198 

44K12Bd 

44K12Na 

74 °41'58.98" 

29 °10'56.65" 

SONEDI 

Younger Alluvium 

D/W 

27.90 

187.81 

199 

44K12Cb 

44K04Ha 

74°30' 51" 

29° 02' 05" 

THIRANA 

Younger Alluvium 

D/W 

26.80 

182.91 

200 

44F6Ed 

44G160d 

73°58'45.26" 

29°05'2.97" 

BHOJUSAR 

Younger Alluvium 

D/W 

48.25 

171.00 

201 

44G16IC 

44G16Pa 

73°58'0.84" 

29°02'34.99" 

DAIDASPURA 

Younger Alluvium 

D/W 

48.45 

188.11 

202 

44G12Fc2 

44G12La 

73°39'2.95" 

29°03'22.97" 

GOPALSAR 

Younger Alluvium 

D/W 

54.00 

185.18 

203 

44G12Ba 

44G16Gd 

73°50'37.72" 

29°04'50.51" 

HARISINGHPURA 

Younger Alluvium 

D/W 

46.60 

180.85 

204 

44G12Ga 

44G16Bd 

73°47'24.26" 

29°07'44.63" 

HARISINGHPURA 

Younger Alluvium 

P/Z 

100.00 

182.68 

205 

44G12Hd 

44G120a 

73°42'37.1" 

29°05'54.45" 

LALGARHIA 

Younger Alluvium 

D/W 

54.40 

181.28 

206 

44G12Cd 

44G16Cd 

73°46'55.58" 

29°05'12.89" 

MALER 

Younger Alluvium 

P/Z 

75.00 

183.05 

207 

44G16Ha 

44H13la 

73°54'0.61" 

28°59'49.55" 

MOKALSAR 

Younger Alluvium 

P/Z 

80.00 

195.47 

208 

44G16Fa 

44G16HC 

o 

LO 

CO 

N- 

29° 03' 09" 

PIMPASAR 

Younger Alluvium 

D/W 

59.96 

185.00 

209 

44G16Gb 

44G16Na 

73°56'55.08" 

29 °10'55.55" 

RAIYAWALI 

Younger Alluvium 

D/W 

42.15 

171.28 

210 

44G16GC 

44G160C 

73°59'21.04" 

29°05'56.24" 

SINGRASAR 

Younger Alluvium 

P/Z 

90.00 

176.94 

211 

44k4aD 

44K04Ad 

74°03'32.67" 

29 °11'40.11" 

SOMASAR 

Younger Alluvium 

D/W 

40.80 

182.32 

212 

44K4Bc 

44K04Bd 

74°02'32.24" 

29°08'37.68" 

THUKRANA 

Younger Alluvium 

D/W 

46.65 

187.33 

213 

44P7Ca2 

44P07DC 

75 °17'19.7" 

28°18'33.84" 

ALSISAR Pz. 

Older Alluvium 

P/z 

60.50 

285.47 

214 

44P4GB 

44P04ld 

75°11'2.4" 

28 °11 '41.54" 

BIRMI Pz. 

Older Alluvium 

D/W 

39.00 

306.69 

215 

44P4Ac1 

44P04Ea 

75°04'23.41" 

28°14'22.49" 

BISSAU 

Older Alluvium 

D/W 

38.00 

298.93 

216 

44P3Fd 

44P03Lb 

75°09'6.61" 

28°15'55.63" 

GANGIASAR (pz) 

Older Alluvium 

P/z 

70.00 

296.71 

217 

44P3Gd2 

44P03NC 

75°14'34.01" 

28°25'6.44" 

JAWAHARPURA 

Older Alluvium 

D/W 

28.70 

269.51 

218 

44P8Aa 

44P04Md 

75°14'43.57" 

28°12'41.87" 

LOOTOO Pz. 

Older Alluvium 

P/z 

81.00 

304.44 

219 

44P4Ad2 

44P04Ad 

75°02'59.19" 

28°12'5.52" 

MAHANSAR (Pz) 

Older Alluvium 

P/z 

70.68 

299.08 

220 

44P7Bd2 

44P07CC 

75°17'45.66" 

28°21 '0.49" 

MALSISAR Pz. 

Older Alluvium 

P/z 

58.50 

290.09 

221 

44P3ld2 

44P03Pa 

75°13'0.46" 

28°18'2.52" 

NIRADHANU 

Older Alluvium 

D/W 

39.70 

293.07 

222 

44P7Cd2 

44P07Hb 

75°18'51.87" 

28°15'52.99" 

RAMPURA Pz. 

Older Alluvium 

P/z 

66.00 

295.20 
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223 

44P4Hc2 

44P07Ab 

75°15'20.58" 

28°26'16.45" 

TAMKOR Pz. 

Older Alluvium 

P/z 

50.00 

265.80 

224 

44P16Da2 

44P16EC 

75°50'57.52" 

28°14'10.43" 

BADBAR Pz. 

Older Alluvium 

P/z 

84.00 

295.00 

225 

44P16Db 

44P16FC 

75°51 '9.23" 

28 °10'l 6.83" 

KALAKHARI 

Older Alluvium 

D/W 

52.00 

311.62 

226 

44P15ld2 

44P15Pb 

75°57'24.49" 

28°15'44.32" 

KUHARWAS Pz. 

Older Alluvium 

P/z 

75.00 

311.99 

227 

44P12Dd 

44P12lb 

75°37'55.43" 

28°11'30.31" 

ARDAWTA Pz. 

Older Alluvium 

P/z 

93.00 

323.38 

228 

44P12Fb 

44P12HC 

75°36'39.41" 

28°03'35.99" 

BHUKANA 

Older Alluvium 

D/W 

37.75 

359.85 

229 

44P12DC 

44P11 Lb 

75°38'32.52" 

28°15'49.27" 

CHIRAWA 

Older Alluvium 

P/z 

58.00 

310.00 

230 

44P12Ea2 

44P12Fd 

75°37'9.34" 

28°08'13.2" 

SULTANA 

Older Alluvium 

P/z 

91.26 

335.60 

231 

44P12Rb 

44P08NC 

75°29'54.76" 

28 °117.82" 

BAGGAR 

Older Alluvium 

D/W 

58.10 

327.07 

232 

44P4lb2 

44P04Pb 

75°12'11.67" 

28°00'57.33" 

BHADARWAS Pz. 

Older Alluvium 

P/z 

69.70 

342.39 

233 

44P8Fb2 

44P08Hd 

75°21'17.57" 

28°01'18.8" 

BIBASAR Pz. 

Older Alluvium 

P/z 

81.00 

356.04 

234 

44P8Fc1 

44P08HC 

75°21'19.84" 

28°02'36.11" 

HANUMANPURA-II 

Older Alluvium 

D/W 

43.80 

360.62 

235 

44P4lc2 

44P04PC 

75°14'42.87" 

28°03'7.72" 

JAISINGHPURA Pz. 

Older Alluvium 

P/z 

81.00 

337.13 

236 

44P8Fc2 

44P08Ka 

75°23'8.57" 

28°06'59.18" 

JHUNJHUNUN Pz. 

Older Alluvium 

P/z 

67.36 

354.18 

237 

44P4Fc2 

44P04La 

75°09'4.76" 

28°02'32.17" 

MAN DAW A Pz. 

Older Alluvium 

P/z 

70.00 

331.70 

238 

44P8Ca 

44P08Da 

75°15'57.93" 

28°02'32.53" 

NOOAN Pz. 

Older Alluvium 

P/z 

69.00 

341.03 

239 

44P4Hb2 

44P04Oa 

75°12'16.37" 

28°06'13.79" 

SEEGRA 

Older Alluvium 

D/W 

39.80 

324.01 

240 

44P4Hc2 

44P04Nd 

75°13'58.27" 

28°08'44.26" 

SEKHSAR Pz. 

Older Alluvium 

P/z 

70.50 

318.87 

241 

44P4Ec 

44P04Ka 

75°08'58.17" 

28°07'4.38" 

TODARWAS 

Older Alluvium 

D/W 

40.60 

319.67 

242 

45M5Cd2 

45M05Hb 

75°19'45.82" 

27°46'23.96" 

BASAWA Pz. 

Older Alluvium 

P/z 

61.00 

427.53 

243 

45M5Dc2 

45M06ld 

75°24'49.34" 

27°42'22.22" 

CHIRANA Pz. 

Quartzite 

P/z 

75.00 

458.54 

244 

44P8Cc 

44P08Ha 

75°19'29.44" 

28°02'37.84" 

DHIGAL Pz. 

Older Alluvium 

P/z 

68.00 

349.40 

245 

45M5Ha2 

45M05Na 

75°26'18.34" 

27°54'44.5" 

JAKHAL Pz. 

Older Alluvium 

P/z 

72.00 

391.36 

246 

45M5Cb2 

45M05Dd 

75 °17'34.24" 

27°45'6.79" 

KHIROR l/W 

Quartzite 

D/W 

50.00 

435.98 

247 

45M5Db2 

45M05Eb 

75°20'75.81" 

27°56'37.95" 

KHUMAS Pz. 

Older Alluvium 

P/z 

75.00 

375.00 

248 

45M5Aa 

45M05Aa 

75°15'58.4" 

27°59'24.33" 

MANDASI Pz. 

Older Alluvium 

P/z 

110.14 

352.60 

249 

46M1 Gd2 

45M01 Md 

75°13'21.22" 

27°57'43.6" 

MUKANDGARH Pz. 

Older Alluvium 

P/z 

85.00 

354.44 

250 

45M5Fc2 

45M05La 

75°23'10.02" 

27°47'19.55" 

PARASRAMPURA Pz. 

Older Alluvium 

P/z 

61.00 

426.68 

251 

44P15Fb3 

44P15Ha 

75°50'30.61" 

28 °17'14.32" 

BERLA Pz. 

Older Alluvium 

P/z 

81.00 

286.51 

252 

44P15Cc2 

44P16Ab 

75°45'6.18" 

28 °127.67" 

BISHANPURA Pz. 

Older Alluvium 

P/z 

86.00 

316.10 

253 

44P11Ga2 

44P11IC 

75°40'8.57" 

28°28'58.58" 

CHHAPRA 

Older Alluvium 

P/z 

71.00 

266.08 

254 

44P11 Ha2 

44P11Na 

75 °41'28.65" 

28°24'28.91" 

DULANIYA Pz. 

Older Alluvium 

P/z 

85.00 

281.21 

255 

44P11 Dd 

44P11Ja 

75°39'18.53" 

28°25'47.54" 

GADOLI 

Older Alluvium 

D/W 

47.40 

280.20 

256 

44P11 la 

44P11 Kd 

75°40'14.13" 

28°19'52.91" 

JEENI Pz. 

Older Alluvium 

P/z 

72.00 

293.95 

257 

44P15Eb2 

44P15GC 

75°50'41.6" 

28°22'15.47" 

KULOT KHURD Pz. 

Older Alluvium 

P/z 

80.10 

281.00 

258 

44P15Cd2 

44P15DC 

75°47'8.99" 

28 °17'20.36" 

LOTIYA Pz. 

Older Alluvium 

P/z 

74.00 

297.42 

259 

44P15Ba 

44P15Ba 

75°45'16.12" 

28°25'38.59" 

PEEPLI Pz. 

Older Alluvium 

P/z 

106.00 

271.80 

260 

44P11 Eb2 

44P1 IGa 

75°35'5.92" 

28 °21'29.24" 

PILANI Pz. 

Older Alluvium 

P/z 

69.69 

299.05 

261 

44P12Cb2 

44P12Db 

75°30'30.25" 

28°01 '41.97" 

BARAGAON Pz. 

Older Alluvium 

P/z 

107.30 

358.04 

262 

45M5Hd2 

45M05Oa 

75°28'2.01" 

27°52'0.23" 

BHOORKI Pz. 

Older Alluvium 

P/z 

73.60 

417.50 

263 

45M9Bd2 

45M05Od 

75°29'52.81" 

27°50'19.59" 

POSANA Pz. 

Older Alluvium 

P/z 

72.00 

444.90 

264 

NA 

45M02IC 

75°09'46.42" 

27°44'51.51" 

KUDAN 

Older Alluvium 

D/W 

43.20 

407.05 

265 

NA 

45M01 Eb 

75°4'45" 

27°57'15" 

ALAPSAR 

Older Alluvium 

D/W 

41.65 

338.83 

266 

45 Ml Be 

44P04BC 

75°3'15" 

28 °10'45" 

BAIRAS Pz. 

Older Alluvium 

P/z 

65.00 

305.23 

267 

NA 

45M01 Fc 

75°7'30" 

27°54'30" 

BALARAN 

Older Alluvium 

D/W 

41.50 

357.15 

268 

45 Ml Dbl 

45M01 Fc 

75°7'30" 

27°54'30" 

BALARAN Pz. 

Older Alluvium 

P/z 

85.96 

357.15 

269 

NA 

44P04DC 

75°3'15" 

28°2'15" 

BALOD 

Older Alluvium 

D/W 

39.05 

325.60 

270 

44 P4 Cdl 

44P04DC 

75°3'15" 

28°2'15" 

BALOD Pz. 

Older Alluvium 

P/z 

98.20 

325.60 

271 

NA 

44P04DC 

75°3'30" 

28°2'15" 

BALODI CHHOTI 

Older Alluvium 

D/W 

38.90 

326.63 

272 

NA 

45113Eb 

74°50'30" 

27°56'45" 

BIRANIA 

Older Alluvium 

D/W 

37.95 

329.91 

273 

NA 

45113Eb 

74°50'30" 

27°56'45" 

BIRANIA 

Older Alluvium 

D/W 

44.00 

329.91 

274 

45 113 Db 

45113Eb 

74°50'30" 

27°56'45" 

BIRANIA Pz. 

Older Alluvium 

P/z 

76.00 

329.91 

275 

45 M3 Bd 

45113Cc 

74°48'15" 

27°52'15" 

DANTRU 

Older Alluvium 

D/W 

50.00 

331.95 

276 

45 LI 6 la 

44L16LC 

74°56'15" 

28°3'15" 

DEWAS 

Older Alluvium 

D/W 

37.90 

315.38 

277 

44 LI 6 Eb 

44L16Gd 

74°51'30" 

28°5'30" 

DHANDHAN 

Older Alluvium 

D/W 

37.30 

307.72 

278 

45 113 Ga 

45113Md 

74°58'30" 

27°57'45" 

FATEHPUR 

Older Alluvium 

D/W 

54.50 

330.18 

279 

45 113 Gc 

45113Mc 

74°58'15" 

27°58'30" 

FATEHPUR Pz. 

Older Alluvium 

P/z 

75.00 

338.37 

280 

45 113 Ca 

45113Md 

74°58'30" 

27°57'45" 

FATEHPUR Pz.(C) 

Older Alluvium 

P/z 

82.15 

330.18 

281 

45 LI 6 Fd 

44L16Lb 

74°54'15" 

28 °1 '45" 

GOVINDPURA 

Older Alluvium 

D/W 

44.62 

327.24 

282 

45 LI 6 Fdl 

44L16Ld 

74°55' 

28°1'15" 

HARDYALPURA 

Older Alluvium 

D/W 

42.45 

326.87 

283 

NA 

45l13Nd 

74°59'15" 

27°53' 

HARSHWA 

Older Alluvium 

D/W 

43.00 

342.55 

284 

44 LI 6 Hbl 

44L160b 

74°57'15" 

28°5'30" 

HODSAR 

Older Alluvium 

D/W 

33.90 

312.16 

285 

44 LI 6 Cc 

44L16Ha 

74°49'15" 

28°2'30" 

KALAYANPURA 

Older Alluvium 

D/W 

41.65 

311.00 

286 

NA 

45113Fc 

74°52'15" 

27°55'30" 

KARANGA CHHOTI 

Older Alluvium 

D/W 

39.70 

326.98 

287 

45 LI 6 Hbl 

44L160a 

74°56'45" 

28°6'30" 

KHOTIA 

Older Alluvium 

D/W 

35.50 

320.74 

288 

NA 

44L160a 

74°56'45" 

28°6'30" 

KHOTIA 

Older Alluvium 

D/W 

34.35 

320.74 

289 

NA 

451131c 

74°55'15" 

27°58'15" 

KHURI 

Older Alluvium 

D/W 

38.80 

328.89 

290 

NA 

44L16NC 

74°59' 

28 °1 O' 

RAMGARH 

Older Alluvium 

D/W 

28.92 

301.24 

291 

44 LI 6 Cel 

44L16Gb 

74°49'30" 

28°4'45" 

RAMSISAR 

Older Alluvium 

D/W 

38.00 

314.92 

292 

NA 

44L16HC 

74°52' 

28°2'30" 

ROLSABSAR 

Older Alluvium 

D/W 

36.60 

315.16 
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293 

45 LI 6 Hcl 

44L16HC 

74°52' 

28°2'30" 

ROLSABSAR Pz. 

Older Alluvium 

P/z 

NA 

315.16 

294 

45 113 Ed 

45113Kd 

74°54'30" 

27°50'15" 

RORUBARI 

Older Alluvium 

D/W 

44.80 

343.57 

295 

NA 

44L16Nd 

74°58'15" 

28°8'45" 

RUKANSAR 

Older Alluvium 

D/W 

30.20 

307.97 

296 

44 LI 6 Hcl 

44L16Nd 

74°58'15" 

28°8'45" 

RUKANSAR Pz. 

Older Alluvium 

P/z 

81.04 

307.97 

297 

NA 

45113Gc 

74°51'45" 

27°52' 

SEKHIWAS 

Older Alluvium 

D/W 

44.90 

335.73 

298 

44 P4 Bdl 

44P04Cd 

75°3'45" 

28°5'30" 

TIHAY 

Older Alluvium 

D/W 

38.10 

319.76 

299 

NA 

45M01 Ad 

75°2'30" 

27°57'30" 

UDANSAR Pz. 

Older Alluvium 

P/z 

76.00 

344.39 

300 

45 Ml Fa2 

45M01 He 

75°06'47.01" 

27°47'37.57" 

BAO Pz. 

Older Alluvium 

P/z 

62.68 

379.04 

301 

NA 

45M01 He 

75°6'30" 

27°47'45" 

BAU 

Older Alluvium 

D/W 

62.68 

381.16 

302 

NA 

45M01 Kc 

75 °10'45" 

27°50'45" 

BIDASAR 

Older Alluvium 

D/W 

46.25 

378.03 

303 

45 Ml Hb2 

45M01 Kc 

75°10'41.09" 

27°52'14.53" 

BIDASAR Pz. 

Older Alluvium 

P/z 

67.50 

368.64 

304 

45 Ml Db2 

45M01Ca 

75°00'3.72" 

27°52'16.8" 

CHICHAS Pz. 

Older Alluvium 

P/z 

NA 

348.30 

305 

45 113 Bd2 

45I13HC 

74°52'10.22" 

27°47'29.71" 

JAJOD Pz. 

Older Alluvium 

P/z 

91.12 

346.31 

306 

NA 

45M01 Cd 

75°2'45" 

27°49'15" 

LAXMANGARH 

Older Alluvium 

D/W 

50.00 

358.75 

307 

45 Ml Ca2 

45M01 Dc 

75°02'15.69" 

27°48'0.95" 

LAXMANGARH Pz. 

Older Alluvium 

P/z 

78.06 

365.23 

308 

NA 

45M05Da 

75°15'27.26" 

27°47'28.14" 

BERI Pz. 

Older Alluvium 

P/z 

90.00 

410.44 

309 

NA 

45M05Da 

75°15'11.74" 

27°48'37.46" 

BHAJANGARH Pz. 

Older Alluvium 

P/z 

91.00 

399.18 

310 

NA 

45M02MC 

75°13'53.2" 

27°44'52.79" 

DADIYA Pz. 

Older Alluvium 

P/z 

91.00 

423.32 

311 

NA 

45M06BC 

75 °17'27.29" 

27°41 '6.11" 

GUNGARA Pz. 

Older Alluvium 

P/z 

81.00 

479.40 

312 

NA 

45M02JC 

75°11' 

27°41'15" 

KATRATHAL 

Older Alluvium 

D/W 

52.23 

435.07 

313 

45 M2 Gb2 

45M02Na 

75 °11 '35.11" 

27°40'54.51" 

KATRATHAL Pz. 

Older Alluvium 

P/z 

NA 

442.62 

314 

45 Ml Ia2 

45M01 Pa 

75°12'13.59" 

27°47'40.49" 

KOLIRA Pz. 

Older Alluvium 

P/z 

75.75 

401.20 

315 

45 M6 Ad 

45M06BC 

75°18'38.72" 

27°40'50.19" 

KUSHALPURA 

Quartzite 

D/W 

54.99 

501.53 

316 

NA 

45M02Md 

75°13'32.39" 

27°41 '35.68" 

LAXMANAKABAS Pz. 

Older Alluvium 

P/z 

91.00 

445.00 

317 

45 M6 Be 

45M06Fa 

75°20'15" 

27°40'15" 

RAGHUNATHGARH 

Quartzite 

D/W 

40.50 

496.60 

318 

NA 

45M06Fa 

75°20'20.94" 

27°40'18.32" 

RAGHUNATHGARH 

Quartzite 

D/W 

42.65 

494.17 

319 

NA 

45M02NC 

75°14'47.06" 

27°40'10.45" 

SINGHASAN Pz. 

Older Alluvium 

P/z 

81.30 

465.20 

320 

NA 

45M06Aa 

75°15'19.04" 

27°44'14.2" 

TARPURA Pz. 

Older Alluvium 

P/z 

91.25 

437.87 

Sub Basin: Sub 4 j 

i 

45E5Ea 

45E05Fd 

73°20'38.93" 

27°52'58.59" 

AMBASAR 

Tertiary Sandstone 

D/W 

93 

251.00 

2 

45E5Ea 

45E05Fb 

73°20'32.04" 

27°53'8.46" 

AMBASAR 

Tertiary Sandstone 

P/Z 

175 

251.00 

3 

45E1 Gd 

45E01 Mb 

73 °11'22.59" 

27°57'1.93" 

BACHHASAR 

Tertiary Sandstone 

P/Z 

NA 

213.00 

4 

45E1 Gd 

45E01 Mb 

73 °11'22.09" 

27°57'23.7" 

BACHHASAR 

Tertiary Sandstone 

D/W 

64.95 

217.21 

5 

44H4Gd 

44H04JC 

73 °10'42.59" 

28 °10'46.36" 

BADRASAR 

Tertiary Sandstone 

P/Z 

300 

194.00 

6 

44D7Dd 

44D07Jb 

72°22'55.97" 

28°23'42.27" 

BALLAR 

Older Alluvium 

D/W 

28.4 

117.00 

7 

44H12Bb 

44H12Ca 

73°31 '1.52" 

28°07'4.67" 

BAMBLU 

Tertiary Sandstone 

P/Z 

139 

219.35 

8 

44H12Bb 

44H12Ca 

73°30'45.77" 

28°07'5.57" 

BAMBLU 

Tertiary Sandstone 

D/W 

72.45 

214.00 

9 

44H11 Be 

44H11Gb 

73°33'55.67" 

28°20'32.99" 

BANDHA 

Tertiary Sandstone 

P/z 

190 

182.00 

10 

44H8Ba 

44H08Ca 

73 °15'47.44" 

28°06'36.29" 

BARI KUMARO Kl DHANI 

Tertiary Sandstone 

D/W 

70.35 

210.00 

11 

44E1lc 

45E01Ob 

73 °11'57.09" 

27°49'4.47" 

BARSINGHSAR 

Tertiary Sandstone 

D/W 

118.45 

260.00 

12 

44H8Eb 

44H08Gd 

73°21'14.72" 

28°05'22.81" 

BEECHWAL 

Tertiary Sandstone 

D/W 

86.55 

224.00 

13 

44H8Eb 

44H08GC 

73 °21'54.47" 

28°06'39.92" 

BEECHWAL 

Tertiary Sandstone 

P/Z 

NA 

225.50 

14 

44H12Fb 

45E09la 

73°37'34.17" 

27°59'90.71" 

BELASAR 

Tertiary Sandstone 

P/Z 

140 

260.00 

15 

44H12Fb 

45E09la 

73°37'54.84" 

27°59'32.17" 

BELASAR 

Tertiary Sandstone 

D/W 

NA 

238.19 

16 

44H8Cd 

45E05Ad 

73 °18'5.24" 

27°57'45.23" 

BHINASAR 

Tertiary Sandstone 

P/Z 

120 

260.00 

17 

44H8Bd 

45E05Ad 

73 °18'5.27" 

27°57'45.76" 

BIKANER 

Tertiary Sandstone 

P/Z 

176 

229.00 

18 

44H8Bd 

44H08Ha 

73 °19'24.6" 

28 °01'57.78" 

BIKANER-1 

Tertiary Sandstone 

P/Z 

142 

229.00 

19 

44H8Bd1 

44H08Hd 

73 °22'15.27" 

28°01'15.82" 

BIKANER-II 

Tertiary Sandstone 

P/Z 

142.71 

266.00 

20 

NA 

44H08Bd 

73 °17'0.79" 

28°07'45.34" 

CHHOTI KUMARON Kl DHANI 

Tertiary Sandstone 

P/Z 

68 

201.70 

21 

44D11Ab 

44D11Ab 

72°30'2.33" 

28°26'29.51" 

DATTOR 

Older Alluvium 

D/W 

21.05 

124.00 

22 

44D11Db 

44D11 La 

72°39'20.94" 

28°18'36.22" 

DELI 

Older Alluvium 

D/W 

38.1 

181.00 

23 

45E5Fa 

45E05HC 

73°20'49.62" 

27°47'10.38" 

DESHNOK 

Tertiary Sandstone 

D/W 

104.5 

266.00 

24 

45E5Fa 

45E05HC 

73°21 '0.76" 

27°47'50.94" 

DESHNOK 

Tertiary Sandstone 

P/Z 

148 

266.00 

25 

NA 

44H07Hb 

73 °19'4.4" 

28 °16'4.21" 

DHOLERA 

Tertiary Sandstone 

P/Z 

136.92 

193.89 

26 

45E5Ga 

45E05Mb 

73°27'30.94" 

27°57'14.51" 

GADHWALA 

Tertiary Sandstone 

P/Z 

150 

228.00 

27 

45E5Ga 

45E05Mb 

73°27'18.55" 

27°57'40.98" 

GADHWALA 

Tertiary Sandstone 

D/W 

79.55 

230.16 

28 

44D1 IGa 

44D11IC 

72°40'49.87" 

28°29'13.39" 

GANGAJALI 

Older Alluvium 

D/W 

27.6 

171.00 

29 

44H8Ha 

44H08Nb 

73°27'19.96" 

28°09'21.8" 

GERSAR 

Tertiary Sandstone 

D/W 

70.05 

210.00 

30 

45E5Ed 

45E05Ka 

73 °23'44.21" 

27°51 '1.44" 

GIGASAR 

Tertiary Sandstone 

P/Z 

NA 

264.64 

31 

45E5Ed 

45E05Ka 

73 °23'43.07" 

27°51'51.19" 

GIGASAR 

Tertiary Sandstone 

D/W 

84.85 

265.00 

32 

44H12GC 

44H12La 

73°38'6.46" 

28°03'44.66" 

GUSAINSAR 

Tertiary Sandstone 

P/Z 

NA 

247.97 

33 

44H12GC 

44H12Kb 

73°38'56.27" 

28°04'9.94" 

GUSAINSAR 

Tertiary Sandstone 

D/W 

86.15 

239.00 

34 

44H8ld 

44H08Pb 

73°27'46.68" 

28°01 '0.65" 

HIMTASAR 

Tertiary Sandstone 

P/Z 

114 

206.87 

35 

44H8ld 

44H08Pb 

73°27'47.54" 

28°01'18.56" 

HIMTASAR 

Tertiary Sandstone 

D/W 

58.96 

206.00 

36 

44h4bD 

44H04CC 

73°02'16.06" 

28°06'45.92" 

JAIMALSAR 

Vindhyan Sandstone 

D/W 

57.95 

184.00 

37 

44H3lb 

44H03Ld 

73 °10'29.99" 

28 °16'14.14" 

JALWALI 

Older Alluvium 

D/W 

50 

189.00 

38 

44H7Fb 

44H07Lb 

73 °23'59.83" 

28°15'0.69" 

JAMSAR 

Tertiary Sandstone 

D/W 

49 

189.00 

39 

44H8Hc 

44H08Bd 

73 °18'25.76" 

28°08'3.31" 

KANASAR 

Tertiary Sandstone 

D/W 

74.45 

209.00 

40 

44H8Hc 

44H08Ad 

73 °18'6.99" 

28°11 '34.45" 

KANASAR 

Tertiary Sandstone 

P/Z 

150 

209.00 

41 

44H3Bd 

44H03Cd 

73°03'19.52" 

28°20'25.45" 

KARNISAR BHATIYA 

Older Alluvium 

D/W 

52.3 

189.00 




s 

No 

Well Code 

Coordinate 

Village 

Hydrogeological 

Unit 

Type 

of 

Well 

Total 

Depth 

(m bgl) 

Reduced 1 * 1 
Ground 
Level 
(m amsl) 

RGWD 

TAHAL 

Longitude 

Latitude 

(as per Survey 
of India Grid) 



42 

44H11 Fa 

44H11Hb 

73°35'16.46" 

28 °16'34.45" 

KARNISAR BIKA 

Tertiary Sandstone 

D/W 

68.3 

210.00 

43 

44H4Fc 

44H04Fd 

73°05'52.05" 

28°08'52.16" 

KAWANI 

Vindhyan Sandstone 

D/W 

54.3 

180.00 

44 

45E5IC 

45E05OC 

73 °29'4.62" 

27°51 '31.59" 

KESARDESAR JATAN 

Tertiary Sandstone 

D/W 

105.45 

269.00 

45 

44H8Dc1 

44H08lb 

73 °23'8.83" 

28°11'47.84" 

KHARA 

Tertiary Sandstone 

P/Z 

NA 

195.00 

46 

44H8Dc 

44H08lb 

73 °23'48.18" 

28°11'52.52" 

KHARA 

Tertiary Sandstone 

D/W 

65.48 

195.00 

47 

45E5Gd 

45E05NC 

73 °28'16.12" 

27°55'5.43" 

KILCHU 

Tertiary Sandstone 

D/W 

81.77 

239.00 

48 

45E5Gd 

45E05Na 

73 °28'7.36" 

27°55'9.85" 

KILCHU 

Tertiary Sandstone 

P/Z 

NA 

252.13 

49 

44H12Aa 

44H12Aa 

73°30'45.55" 

28°13'9.9" 

LADERA 

Tertiary Sandstone 

D/W 

69.6 

203.00 

50 

44H3Dc 

44H03Ob 

73 °11'29.77" 

28°19'39.57" 

LAKHUSAR 

Older Alluvium 

D/W 

65 

205.00 

51 

44E1 la 

45E01Lc 

73 °10'34.69" 

27°47'18.55" 

LALAMDESAR 

Tertiary Sandstone 

P/Z 

NA 

266.35 

52 

44E1 la 

45E01Lc 

73 °10'l 7.25" 

27°47'26.47" 

LALAMDESAR 

Tertiary Sandstone 

D/W 

123.08 

273.00 

53 

44H12Aa 

44H12Aa 

73°30'18.55" 

28°13'44.97" 

MALASAR 

Tertiary Sandstone 

D/W 

66.07 

202.00 

54 

44H12Bd 

44H11Hb 

73°34'18.32" 

28°15'34.81" 

MOLANIYA 

Tertiary Sandstone 

D/W 

66.85 

201.00 

55 

44E9Dd 

45E09Ja 

73°38'57" 

27°55'38.17" 

MUNDSAR 

Tertiary Sandstone 

D/W 

89.95 

274.00 

56 

44E9Dd 

45E09Ja 

73°38'8.52" 

27°56'10.24" 

MUNDSAR 

Tertiary Sandstone 

P/Z 

NA 

262.47 

57 

44H8Cd 

44H08Jd 

73 °25'46.18" 

28°07'54.38" 

NAGASAR 

Tertiary Sandstone 

D/W 

70.15 

208.00 

58 

44H4Dd 

44H04Pb 

73 °11'23.18" 

28 °01'11.22" 

NAL 

Tertiary Sandstone 

P/Z 

102.5 

215.00 

59 

44H4Dd 

44H04Pa 

73 °11'53.74" 

28°02'34.36" 

NALBARI 

Tertiary Sandstone 

D/W 

70 

215.00 

60 

44E9Aa 

45E09Ea 

73°34'0.65" 

27°58'17.27" 

NAPASAR 

Tertiary Sandstone 

D/W 

82.55 

254.00 

61 

44E9Aa 

45E09AC 

73°33'40.86" 

27°58'53.95" 

NAPASAR 

Tertiary Sandstone 

P/Z 

NA 

231.79 

62 

44H12Bd 

44H12Cd 

73°32'47.53" 

28°04'27.14" 

NAURANGDESAR 

Tertiary Sandstone 

P/Z 

132 

227.00 

63 

44H12Bd1 

44H12Cd 

73°32'26.19" 

28°04'39.91" 

NAURANGDESAR 

Tertiary Sandstone 

D/W 

150 

227.00 

64 

44E5Ga 

45E05Ca 

73 °15'53.06" 

27°50'47.95" 

PALANA 

Tertiary Sandstone 

D/W 

104.36 

260.00 

65 

44E5Ga 

45E05Ca 

73 °16'3.36" 

27°50'57.98" 

PALANA 

Tertiary Sandstone 

P/Z 

NA 

260.93 

66 

44E5Ga 

45E05Ca 

73 °15'29.36" 

27°51'2.37" 

PALANA 

Tertiary Sandstone 

P/Z 

NA 

260.50 

67 

44H8Fc 

44H08Kd 

73 °24'57.77" 

28°04'35.83" 

PEMASAR 

Tertiary Sandstone 

D/W 

75.45 

217.00 

68 

44D14Cd 

44D14Hb 

72°48'48.74" 

28°30'47.69" 

PUGAL 

Older Alluvium 

D/W 

40.8 

152.00 

69 

44H8IC 

44H08PC 

73 °28'53.57" 

28°03'0.16" 

RAISAR 

Tertiary Sandstone 

D/W 

79.65 

227.00 

70 

44H8IC 

44H08PC 

73 °28'43.91" 

28°03'9.53" 

RAISAR 

Tertiary Sandstone 

P/Z 

164 

227.00 

71 

44D11 Ed 

44D11KC 

72°39'46.7" 

28 °21'45.98" 

RAMRA 

Older Alluvium 

D/W 

38.7 

160.00 

72 

44H12BC 

44H12Fb 

73°34'3.85" 

28°08'38.93" 

RANISAR 

Tertiary Sandstone 

D/W 

72.44 

215.00 

73 

44H8Fc 

44H08Lb 

73 °23'52.88" 

28°00'59.19" 

RIDMALSAR 

Tertiary Sandstone 

D/W 

65.4 

210.00 

74 

44H12Db 

44H12lb 

73°38'18.39" 

28°13'3.92" 

RUNIA BARABAS 

Tertiary Sandstone 

D/W 

75.41 

212.00 

75 

44H8Db1 

45E05EC 

73°21'19.9" 

27°59'52.26" 

SHIVBARI 

Tertiary Sandstone 

P/Z 

150 

214.00 

76 

44H8Db 

44H08Hd 

73 °21'22.36" 

28°00'0.73" 

SHIVBARI 

Tertiary Sandstone 

D/W 

80.05 

214.00 

77 

NA 

44H04OC 

73 °14'1.95" 

28°06'49.39" 

SHOBHASAR 

Tertiary Sandstone 

P/Z 

NA 

205.17 

78 

45E9Ac 

45E09EC 

73°36'3.77" 

27°58'32.16" 

SINTHAL 

Tertiary Sandstone 

P/Z 

274 

258.00 

79 

45E5Cb 

45E05JC 

73 °25'45.41" 

27°54'56.93" 

SURDHANA 

Tertiary Sandstone 

D/W 

75.1 

235.00 

80 

44H12Fd 

44H12Ld 

73°39'50.51" 

28 °01'40.78" 

TEJRASAR 

Tertiary Sandstone 

D/W 

64.66 

172.00 

81 

44H12Fd 

44H12Ld 

73°39'48.15" 

28 °01'43.35" 

TEJRASAR 

Tertiary Sandstone 

P/Z 

131.38 

232.84 

82 

44H8Fc 

45E05Ad 

73 °17'22.53" 

27°56'40.14" 

UDASAR 

Tertiary Sandstone 

D/W 

91.65 

228.00 

83 

45E5Ad1 

45E05Ad 

73 °18'5.47" 

27°56'15.35" 

UDRAMSAR 

Tertiary Sandstone 

P/Z 

120 

227.00 

84 

45E5Ad 

45E05Ad 

73 °18'14.89" 

27°56'55.54" 

UDRAMSAR 

Tertiary Sandstone 

D/W 

76.95 

227.00 

85 

45E1Ea 

45E01Fd 

73°06'16.33" 

27°52'48.66" 

AKASAR 

Tertiary Sandstone 

D.C.B 

96.5 

237.00 

86 

45E1Eal 

45E01Ka 

73°07'45.08" 

27°51'37.65" 

AKASAR (PZ) 

Tertiary Sandstone 

P/z 

126 

248.00 

87 

45A9Db 

45A09Ba 

72°30'39.5" 

27°56'2.85" 

BAJJU 

Tertiary Sandstone 

D/W 

46.5 

166.00 

88 

44D4Gb 

44D04NC 

72°14'43.86" 

28 °11 '1.9" 

BARSALPUR 

Older Alluvium 

D/W 

32 

119.00 

89 

44D4Gb1 

44D04NC 

72°14'37.71" 

28 °11 '6.57" 

BARSALPUR(PZ) 

Older Alluvium 

P/z 

80 

132.00 

90 

45A10 Gd 

45 A14 Ac 

72°48'40.14" 

27°44'16.36" 

BHANE KA GAON 

Tertiary Sandstone 

D/W 

114.05 

230.00 

91 

45A10 Gdl 

45 A14 Ac 

72°48'15.52" 

27°43'56.75" 

BHANE KA GAON(PZ) 

Tertiary Sandstone 

P/z 

174 

262.00 

92 

45E1Ed 

45E01Ka 

73°07'53.13" 

27°51 '23.43" 

BHOLASAR 

Tertiary Sandstone 

D.C.B 

115 

250.00 

93 

45E1Edl 

45E01 Gc 

73°07'23.38" 

27°51 '6.67" 

BHOLASAR(PZ) 

Tertiary Sandstone 

P/z 

175 

268.00 

94 

45A9Hd 

45A09OC 

72°43'20.05" 

27°51 '31.87" 

BITHNOK 

Tertiary Sandstone 

D/W 

58.4 

201.00 

95 

45E1Dd 

45E01Eb 

73°03'52.74" 

27°56'16.93" 

CHANDASAR 

Tertiary Sandstone 

D/W 

63 

213.00 

96 

45E1 Bb 

45E01Bb 

73°00'24.6" 

27°52'39.57" 

CHANI 

Tertiary Sandstone 

D.C.B 

74.2 

223.00 

97 

45E1 Bbl 

45E01Bb 

73°00'54.28" 

27°52'31" 

CHANI(PZ) 

Tertiary Sandstone 

P/z 

150 

238.00 

98 

45A13 Gd 

45A13Ha 

72°48'52.16" 

27°47'1.9" 

DIYATARA 

Tertiary Sandstone 

D/W 

99.4 

242.00 

99 

45A13 DA 

45A13ld 

72°54'49.21" 

27°57'39.99" 

GANGAPURA 

Tertiary Sandstone 

D/W 

79.25 

233.00 

100 

45 A9 Fb 

45A09Hb 

72°35'9.02" 

27°45'39.47" 

GARIYALA 

Tertiary Sandstone 

D.C.B 

67.75 

193.00 

101 

45 A5 Aa 

45A05Aa 

72°15'44.25" 

27°59'40.27" 

GODOO 

Older Alluvium 

D/W 

45.7 

140.00 

102 

45A13 Ea 

45A13Fd 

72 °51'44.88" 

27°52'57.61" 

GUDA 

Tertiary Sandstone 

D/W 

90 

252.00 

103 

45E1 cb 

45E01 Cd 

73°02'27.7" 

27°48'47.82" 

HADLA RAWLOTAN 

Tertiary Sandstone 

D/W 

115.5 

258.00 

104 

45E1 cbl 

45E01 Cd 

73°02'28.23" 

27°48'51.77" 

HADLA RAWLOTAN(PZ) 

Tertiary Sandstone 

P/z 

174 

266.00 

105 

44D7Hb 

44D07LC 

72°26'7.74" 

28°18'35.72" 

JAGGASAR(PZ) 

Older Alluvium 

P/z 

40 

125.00 

106 

45A12 Id 

45A13Pd 

72°59'45.67" 

27°46'11.4" 

JHAJHOO 

Tertiary Sandstone 

D.C.B 

130 

272.00 

107 

45A12 Idl 

45A13PC 

72°59'47.5" 

27°47'0.34" 

JHAJHOO(PZ) 

Tertiary Sandstone 

P/z 

175.5 

266.00 

108 

45F1Dd 

45E01Fc 

73°06'44.57" 

27°56'0.66" 

KOLASAR -1 

Tertiary Sandstone 

D/W 

76 

186.00 

109 

45A13 Hb 

45A130a 

72°58'5.11" 

27°50'40.71" 

KOLAYAT(PZ) 

Tertiary Sandstone 

P/z 

255 

248.00 

110 

45A13 Bb 

45A13Ca 

72°45'30.48" 

27°51'7.33" 

MADHOGARH 

Tertiary Sandstone 

D/W 

46.9 

202.00 

111 

44 D8Dd 

44D08PC 

72°28'31.48" 

28°02'32.7" 

MANKASAR 

Older Alluvium 

D/W 

38.5 

155.00 
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112 

45F1 Dd 

45E01Fc 

73°06'57.06" 

27°56'5.59" 

MEGHASAR 

Tertiary Sandstone 

D/W 

72.6 

219.00 

113 

45F1 Ddl 

45E01Fc 

73°07'0.39" 

27°55'25.96" 

MEGHASAR(PZ) 

Tertiary Sandstone 

P/z 

120 

238.00 

114 

45A5 Gb 

45A05ld 

72°25'28.52" 

27°57'35.75" 

MODAYAT 

Older Alluvium 

D/W 

31.6 

155.00 

115 

45E1cd 

45E01Dd 

73°03'8.23" 

27°46'2.78" 

MOKHA 

Tertiary Sandstone 

D/W 

137.9 

291.00 

116 

45A13 Hb 

45A13KC 

72°55'53.74" 

27 °51'25.86" 

MUD 

Tertiary Sandstone 

D/W 

111.4 

244.00 

117 

45E1Da 

45E01Ed 

73°06'57.22" 

27°57'56.67" 

NAION Kl BASTI 

Tertiary Sandstone 

D.C.B 

59.1 

201.00 

118 

45E1Dal 

45E01Ed 

73°06'58.78" 

27°57'56" 

NAION Kl BASTI(PZ) 

Tertiary Sandstone 

P/z 

120 

208.00 

119 

44D4ld 

44D04Hd 

72°07'28.59" 

28°01'2.13" 

RANJEETPURA 

Older Alluvium 

D/W 

34.4 

131.00 

120 

44D4ld1 

44D04Lb 

72°07'46.39" 

28°01 '7.21" 

RANJEETPURA(PZ) 

Older Alluvium 

D/W 

40 

149.00 

121 

44D15CC 

44D16Gb 

72°48'54.1" 

28°04'11.91" 

SURGARA 

Older Alluvium 

D/W 

68.2 

184.00 

122 

44D15Cc1 

44D16Gb 

72°48'54.94" 

28°04'7.54" 

SURGARA(PZ) 

Older Alluvium 

P/z 

200 

204.00 

123 

44D7Db 

44D07Lb 

72°23'34.15" 

28 °16'1.72" 

TANWARWALA (PZ) 

Older Alluvium 

P/z 

80 

127.00 

124 

45H15Ea 

44H15Kb 

73°53'39" 

28°19'20.54" 

ADSAR 

Older Alluvium 

D/W 

62.75 

213.00 

125 

44H7Hc 

44H1ICa 

73°31 '2.06" 

28°21'49.14" 

BAMANWALI 

Vindhyan Sandstone 

P/z 

NA 

207.00 

126 

44H11 Be 

44H11 Fa 

73°35'28.61" 

28°24'32.85" 

DHIRERA 

Vindhyan Sandstone 

D/W 

68.85 

198.00 

127 

44H15BC 

44H15GC 

73°52'3.9" 

28°22'26.25" 

KALU 

Tertiary Sandstone 

D/W 

52 

208.00 

128 

44H15Bc1 

44H15Jb 

73°53'7.14" 

28°23'21.52" 

KALU 

Tertiary Sandstone 

P/z 

85 

203.00 

129 

44H11 Fd 

44H11 Kb 

73°38'13.56" 

28°20'20.61" 

KHARI 

Tertiary Sandstone 

D/W 

54.75 

189.00 

130 

44H7Hd1 

44H07Od 

73 °29'0.41" 

28°19'51.11" 

KISTURIA 

Tertiary Sandstone 

P/z 

120 

188.00 

131 

44H7Hd 

44H07Od 

73 °29'1.3" 

28°19'53.22" 

KISTURIA 

Tertiary Sandstone 

D/W 

43.8 

188.00 

132 

44H1Hd 

44H110a 

73°41 '22.69" 

28°20'56.23" 

KUJATI 

Tertiary Sandstone 

D/W 

56.9 

201.00 

133 

44H1Hdl 

44H110a 

73°41 '38.83" 

28°20'57.27" 

KUJATI 

Tertiary Sandstone 

P/z 

102 

184.00 

134 

45E7Cb 

44H07Db 

73 °16'40" 

28°15'25 

NA 

Vindhyan Sandstone 

D/W 

93.6 

295.00 

135 

45E7Cb 

44H07Db 

73 °16'40" 

28°15'25 

NA 

Vindhyan Sandstone 

P/z 

148 

295.00 

136 

45E7Bd 

44H07Fa 

73 °19'48" 

28°25'10 

NA 

Vindhyan Sandstone 

D/W 

94 

323.00 

137 

44L3Bb 

44L03Ca 

74°017.08" 

28 °21'20.79" 

NAKODESAR 

Older Alluvium 

D/W 

69.07 

251.00 

138 

44H15Ha 

44H15Nb 

73°56'33.65" 

28°22'50.18" 

NATHUSAR 

Tertiary Sandstone 

D/W 

61 

213.00 

139 

44H15Ha1 

44H15Nb 

73°56'48.53" 

28°22'53.88" 

NATHUSAR 

Tertiary Sandstone 

P/z 

118 

208.00 

140 

44H15Hb 

44H150a 

73°57'7.34" 

28°21'7.63" 

RAWASAR 

Older Alluvium 

D/W 

68 

232.00 

141 

44H15Hb1 

44H150a 

73°56'54.28" 

28°21 '11.51" 

RAWASAR 

Older Alluvium 

P/z 

150 

230.00 

142 

44H15Ba 

44H110C 

73°44'27.18" 

28°20'43.5" 

SEHJRASAR NAYA 

Tertiary Sandstone 

D/W 

56.8 

204.00 

143 

44H11Bd 

44H1IGa 

73°33'56.69" 

28°20'57.89" 

UTTAMDESAR 

Tertiary Sandstone 

D/W 

49.7 

183.00 

144 

45E9Hb 

45E09KC 

73°39'49" 

27°51'10 

(New Well) 

Tertiary Sandstone 

D/W 

NA 

375.00 

145 

45E13Bb 

45E13Ab 

73°45'55.03" 

27°56'21.41" 

BADHNU 

Tertiary Sandstone 

D/W 

88.73 

284.00 

146 

45E13Bb 

45E13Ab 

73°45'55.59" 

27°56'21.57" 

BADHNU 

Tertiary Sandstone 

P/z 

175 

284.00 

147 

45B10Da 

45E10EC 

73°36'26.53" 

27°43'23.72" 

BERASAR 

Tertiary Sandstone 

D/W 

93.6 

298.00 

148 

45E6Ea 

45E06FC 

73 °21'36.89" 

27°40'0.32" 

BHAMATSAR 

Vindhyan Sandstone 

D/W 

90.5 

285.00 

149 

45E6Dc 

45E06Fb 

73 °18'54" 

27°38'40 

DESALSAR 

Vindhyan Sandstone 

D/W 

97.4 

292.00 

150 

45E6Ca 

45E09Cb 

73°31 '21.27" 

27°49'28.37" 

GAJRUPDESAR 

Tertiary Sandstone 

D/W 

109 

288.00 

151 

45E6Ca 

45E14Fb 

73°49'38.25" 

27°37'58.63" 

GAJSUKHDESAR 

Vindhyan Sandstone 

D/W 

110 

310.00 

152 

45E14Cd 

45E14Fb 

73°49'10.88" 

27°38'12.58" 

GAJSUKHDESAR 

Vindhyan Sandstone 

P/z 

251 

310.00 

153 

45E14Cd 

45E1OFd 

73°37'10.07" 

27°37'55.81" 

HIMATASAR 

Vindhyan Sandstone 

D/W 

81.02 

301.00 

154 

45E6Eb 

45E06Fd 

73°21'16.44" 

27°37'36.79" 

HIYADESAR 

Vindhyan Sandstone 

P/z 

203 

303.00 

155 

45E2Dd 

45E02ld 

73°09'59.81" 

27°42'43" 

JAISINGHDESAR 

Vindhyan Sandstone 

D/W 

108 

298.00 

156 

45E2Gd 

45E02NC 

73 °14'32.53" 

27°40'32.76" 

JANGLU 

Vindhyan Sandstone 

D/W 

97 

294.00 

157 

45E14Ab 

45E14Ad 

73°48'37.25" 

27°42'30.72" 

JASRASAR 

Vindhyan Sandstone 

D/W 

82.6 

301.00 

158 

45E14Ab 

45E14Ad 

73°48'36.18" 

27°42'45.69" 

JASRASAR 

Vindhyan Sandstone 

P/z 

NA 

301.00 

159 

45E6Ad 

45E06Ad 

73 °18'36.78" 

27°42'36.78" 

JEGLA 

Vindhyan Sandstone 

D/W 

93.95 

271.00 

160 

45E14Ab 

45E14Ba 

73°45'7.05" 

27°39'39.21" 

JHARELI 

Vindhyan Sandstone 

D/W 

113 

314.00 

161 

45E10Gb 

45E10JC 

73°39'43.95" 

27°39'52.53" 

KAKRA 

Vindhyan Sandstone 

P/z 

NA 

316.00 

162 

45E10Gb 

45E10JC 

73°40'5.45" 

27°40'16.9" 

KAKRA 

Vindhyan Sandstone 

D/W 

77.25 

316.00 

163 

45E9Hb 

45E09KC 

73°40'29.55" 

27°51 '8.55" 

KUCHOR Athuni 

Tertiary Sandstone 

D/W 

98.6 

375.00 

164 

45E9Hb 

45E09KC 

73°40'47.85" 

27°51'12.2" 

KUCHOR Athuni 

Tertiary Sandstone 

P/z 

150 

375.00 

165 

45E13Ca 

45E13Cd 

73°47'23.51" 

27°49'49.64" 

LALEMDESAR Bara 

Tertiary Sandstone 

D/W 

97.6 

295.00 

166 

45E13Bd 

45E13Ca 

73°45'32.65" 

27 °51'29.25" 

LALEMDESAR Chota 

Tertiary Sandstone 

D/W 

109.99 

285.00 

167 

45E9Dd 

45E13Ha 

73°49'49.14" 

27°48'37.56" 

MASURI 

Tertiary Sandstone 

P/z 

144 

299.00 

168 

45E9Dd 

45E13Ha 

73°49'34.3" 

27°48'38.38" 

MASURI (New P/Z) 

Tertiary Sandstone 

P/z 

155.82 

299.00 

169 

45E9Cd 

45E09Dd 

73°32'34.96" 

27°45'11.84" 

MORKHANA 

Tertiary Sandstone 

P/z 

150 

292.00 

170 

45E9Cd 

45E09Dd 

73°33'12.02" 

27°45'22.45" 

MORKHANA 

Tertiary Sandstone 

D/W 

104 

292.00 

171 

45E10Ea 

45E1OFd 

73°37'7.18" 

27°37'33.74" 

MUKAM 

Vindhyan Sandstone 

P/z 

150 

301.00 

172 

45E10Ea 

45E1OFd 

73°37'8.16" 

27°37'35.32" 

MUKAM 

Vindhyan Sandstone 

D/W 

72.15 

301.00 

173 

45E6Hb 

45E06Kd 

73 °25'47.82" 

27°35'28.27" 

NOKHA GAON 

Vindhyan Sandstone 

D/W 

120 

313.00 

174 

45E7Bc 

45E06Ob 

73°27'50.89" 

27°34'3.34" 

NOKHA MANDI 

Vindhyan Sandstone 

P/z 

150 

313.00 

175 

45E6Db 

45E06Ed 

73 °22'25.43" 

27°42'16.15" 

PARWA 

Tertiary Sandstone 

D/W 

83.65 

278.00 

176 

45E5Fb 

45E06EC 

73 °22'24.48" 

27°44'26.7" 

RASISAR 

Tertiary Sandstone 

P/z 

175 

270.00 

177 

45E5Fb 

45E05Lb 

73 °22'31.23" 

27°45'0.86" 

RASISAR 

Tertiary Sandstone 

D/W 

85.2 

270.00 

178 

45E13Ca 

45E13Dd 

73°46'53.89" 

27°46'48.59" 

SADASAR 

Tertiary Sandstone 

P/z 

150 

298.00 

179 

45E13Ca 

45E13Da 

73°46'34.15" 

27°47'37.4" 

SADASAR 

Tertiary Sandstone 

D/W 

99.5 

298.00 

180 

45E1OCc 

45E10MC 

73°44'7.8" 

27°44'4.24" 

SAJANWASI 

Vindhyan Sandstone 

P/z 

193.61 

299.00 

181 

45E10Ca 

45E1OCb 

73°31'8.26" 

27°34'52.6" 

SOMALSAR 

Vindhyan Sandstone 

D/W 

78.7 

301.00 
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182 

45E10Ca 

45E1OCb 

73°31'25.19" 

27°34'59.66" 

SOMALSAR 

Vindhyan Sandstone 

P/z 

150 

301.00 

183 

45E5lc 

45E05PC 

73°29'11.08" 

27°48'0.86" 

SOWA 

Tertiary Sandstone 

D/W 

105 

275.00 

184 

45E6Cb 

45E06Mb 

73°26'52.33" 

27°42'20.71" 

SURPURA 

Tertiary Sandstone 

D/W 

91.5 

278.00 

185 

45E6Cb 

45E06Mb 

73°26'55.94" 

27°42'56.89" 

SURPURA 

Tertiary Sandstone 

P/z 

150 

278.00 

186 

45E14Bb 

45E14Ca 

73°45'7.21" 

27°37'28.29" 

THAWARIYA 

Vindhyan Sandstone 

D/W 

91.6 

312.00 

187 

44L4Ga 

44L04Ma 

74°11 '20.92" 

28°14'58.76" 

Adsar purhiton 

Older Alluvium 

D/W 

24.25 

236.00 

188 

44L4Ga1 

44L04IC 

74°iri2.1 M 

28°14'44.91" 

Adsar purhiton -1 

Older Alluvium 

P/z 

38.4 

236.00 

189 

44L4Ga2 

44L04IC 

74°11 '10.29" 

28°14'43.68" 

Adsar purhiton -II 

Older Alluvium 

P/z 

38.25 

236.00 

190 

45l5Ab 

45101 Ma 

74°12'58.4" 

27°58'45.34" 

Amritwasi 

Vindhyan Sandstone 

D/W 

78.2 

283.00 

191 

4511 Aal 

45101 Ac 

74°02'8.25" 

27°58'38.54" 

Bana 

Tertiary Sandstone 

P/z 

175.67 

291.00 

192 

4511 Aa 

45101 Ac 

74°02'15.13" 

27°58'38.6" 

Bana 

Tertiary Sandstone 

D/W 

117.15 

291.00 

193 

45E13Hd 

45E130b 

73°57'44.27" 

27°50'31.71" 

Bapeu 

Tertiary Sandstone 

D/W 

89.95 

307.00 

194 

45E13Hd1 

45E130a 

73°57'54.21" 

27°51'5.74" 

Bapeu 

Tertiary Sandstone 

P/z 

130.94 

307.00 

195 

44L4la 

44L04Pa 

74°12'20.29" 

28°02'35.9" 

Beegawas(ramsara) 

Vindhyan Sandstone 

D/W 

92.7 

286.00 

196 

44L4Fc 

44L04La 

74°08'44.43" 

28°03'28.36" 

Bigga 

Older Alluvium 

D/W 

54.5 

294.00 

197 

44L3Eb 

44L03Ha 

74°05'37.03" 

28 °17'31.73" 

Biramsar 

Older Alluvium 

P/z 

150.72 

230.00 

198 

44L4Hd 

44L04OC 

74°13'41.9" 

28°07'7.78" 

Dheerdesar chotiyan 

Vindhyan Sandstone 

D/W 

86.25 

281.00 

199 

44L4Ga3 

44L04IC 

74°09'25.26" 

28°14'24.93" 

Dheerdesar Purhiton 1 

Older Alluvium 

P/z 

50.13 

248.00 

200 

44L4Ga4 

44L04IC 

74°09'26.07" 

28°14'25.8" 

Dheerdesar Purhiton 2 

Older Alluvium 

P/z 

49.43 

248.00 

201 

44L4Ab 

44L04Ab 

74 °01'26.29" 

28°12'18.4" 

Dholiya 

Older Alluvium 

D/W 

44.54 

230.00 

202 

44L4Bb 

44L04Cb 

74°00'31.93" 

28°05'3.16" 

Dungargarh 

Older Alluvium 

D/W 

64.98 

271.49 

203 

44L4Cc 

44L04Cd 

74 °01'59.34" 

28°05'28.12" 

Dungargarh -1 

Older Alluvium 

P/z 

85.07 

265.00 

204 

44L4Cc1 

44L04Cd 

74°01'55.18" 

28°05'28.2" 

Dungargarh -2 

Older Alluvium 

P/z 

64.38 

264.00 

205 

44L4Cc2 

44L04Cd 

74 °01'59.39" 

28°05'27.95" 

Dungargarh -3 

Older Alluvium 

P/z 

69.2 

265.00 

206 

44H16Ga 

44H15Pb 

73°56'31.92" 

28°15'09.00" 

Gusainsar 

Older Alluvium 

D/W 

88.7 

231.00 

207 

44L4lc 

44L04Od 

74° 13 '44.96" 

28°04'44.12" 

Kitasar Bhatiyan 

Vindhyan Sandstone 

D/W 

78.74 

289.00 

208 

45E13Da 

45E13EC 

73 °51'34.34" 

27°59'13.99" 

Kotasar 

Tertiary Sandstone 

D/W 

82.8 

270.23 

209 

45E13Da1 

45E13EC 

73°51'10.35" 

27°59'18.13" 

Kotasar 

Tertiary Sandstone 

P/z 

119.9 

260.00 

210 

4511 Cc 

45101 Ha 

74°03'59.66" 

27°48'23.75" 

Kunpalsar 

Vindhyan Sandstone 

D/W 

90.05 

327.00 

211 

44L4Ha 

44L04Oa 

74°11 '41.38" 

28°07'25.15" 

Kuntasar 

Tertiary Sandstone 

D/W 

79.55 

278.30 

212 

44L4Ha1 

44L04Oa 

74°11 '30.8" 

28°07'29.32" 

Kuntasar 

Tertiary Sandstone 

P/z 

179 

281.00 

213 

44L3Ca 

44H15Ld 

73°54'27.38" 

28 °16'35.21" 

Ladhariya 

Older Alluvium 

D/W 

83.37 

247.00 

214 

44H16Eb 

44H16GC 

73°52'11.43" 

28°05'55.6" 

Lakhasar 

Older Alluvium 

D/W 

41.3 

235.00 

215 

45E13EC 

45E13Jb 

73°52'34.95" 

27°53'29.93" 

Likhmisar Utrada 

Tertiary Sandstone 

P/z 

128.92 

301.00 

216 

44H16Da 

44H16Ed 

73 °51'45.44" 

28°13'2.44" 

Manakrasar 

Older Alluvium 

D/W 

80.2 

223.00 

217 

44H16Da1 

44H16EC 

73 °51'47.98" 

28°13'19.55" 

Manakrasar 

Older Alluvium 

P/z 

200 

230.99 

218 

4511 Eel 

45101 Jb 

74°09'15.59" 

27°54'3.96" 

Mingsariya 

Vindhyan Sandstone 

P/z 

150 

327.00 

219 

4511 Ec 

45101 Jb 

74°09'13.62" 

27°54'5.39" 

Mingsariya 

Vindhyan Sandstone 

D/W 

105.4 

327.00 

220 

44L8Aa 

44L08Ad 

74 °17'22.42" 

28°12'37.43" 

Momasar 

Tertiary Sandstone 

D/W 

86.2 

267.53 

221 

44L8Aa1 

44L08Ab 

74 °16'47.28" 

28°12'38.57" 

Momasar 

Tertiary Sandstone 

P/z 

160.96 

266.00 

222 

4411 Ba 

45101 Ba 

74°00'6.96" 

27°55'11.38" 

Naya Kalyansar 

Tertiary Sandstone 

D/W 

NA 

313.68 

223 

4411 Bal 

45101 Ba 

74°00'1.21" 

27°55'16.19" 

Naya Kalyansar 

Tertiary Sandstone 

P/z 

160 

311.00 

224 

44H16Aa1 

44H16Ad 

73°47'33.91" 

28°12'32.34" 

Punrasar 

Older Alluvium 

P/z 

2 

209.00 

225 

44H16Aa 

44H16Ad 

73°47'14.26" 

28°12'34.23" 

Punrasar 

Older Alluvium 

D/W 

83.18 

223.67 

226 

45E13la 

45E13Kd 

73°55'44.13" 

27°49'26.99" 

Rajedoo 

Tertiary Sandstone 

D/W 

91.5 

308.22 

227 

45E13la1 

45E13Kd 

73°55'34.74" 

27°49'32.13" 

Rajedoo 

Tertiary Sandstone 

P/z 

134.35 

306.00 

228 

4511 Db 

45101 Ed 

74°05'52.56" 

27°56'20.49" 

Riri 

Tertiary Sandstone 

D/W 

NA 

308.36 

229 

4511 Dbl 

45101 Ed 

74°05'51.49" 

27°56'21.37" 

Riri 

Tertiary Sandstone 

P/z 

141.3 

309.00 

230 

44L4Cb1 

44L04Da 

74°00'19.48" 

28°02'15.8" 

Salasar 

Tertiary Sandstone 

P/z 

129.76 

275.00 

231 

44L4Cb 

44L04Da 

74°00'2.89" 

28°02'19.94" 

Salasar 

Tertiary Sandstone 

D/W 

89.33 

284.18 

232 

44H16Db 

44H16FC 

73°50'45.2" 

28°09'51.47" 

Samandsar 

Older Alluvium 

P/z 

119.3 

232.00 

233 

45E13Ad 

45E13Eb 

73°49'17.38" 

27°56'49.17" 

Sanwatsar 

Tertiary Sandstone 

D/W 

85 

278.36 

234 

45E13Ad1 

45E13Eb 

73°48'57.48" 

27°57'1.39" 

Sanwatsar 

Tertiary Sandstone 

P/z 

153 

264.00 

235 

45L4Gd 

44L04Mb 

74°13'4.24" 

28°11'34.73" 

Sattasar 

Older Alluvium 

D/W 

59.64 

266.00 

236 

45L4Gd1 

44L04Mb 

74°13'2.02" 

28°11'17.32" 

Sattasar(new well) 

Older Alluvium 

D/W 

74.57 

275.14 

237 

44H12IC 

44H120d 

73°43'38.66" 

28°04'39.83" 

Sheruna 

Tertiary Sandstone 

D/W 

85 

235.21 

238 

44H12lc1 

44H120d 

73°43'34.36" 

28°05'3.11" 

Sheruna 

Tertiary Sandstone 

P/z 

95.75 

230.00 

239 

44L4Db 

44L04FC 

74°06'35.41" 

28 °10'40.99" 

Thukariyasar 

Older Alluvium 

D/W 

48.7 

260.40 

240 

44L4Db1 

44L04FC 

74°06'44.89" 

28 °10'53.72" 

Thukariyasar 

Older Alluvium 

P/z 

85.6 

240.00 

241 

44L3Fb 

44L03Hb 

74°05'33.94" 

28°15'54.9" 

Udrasar 

Older Alluvium 

D/W 

54.7 

216.00 

242 

45E13Gd 

45E13Md 

73°58'13.38" 

27°57'0.66" 

Upni 

Tertiary Sandstone 

D/W 

100 

298.00 

243 

45E13Gd1 

45E13Md 

73°58'52.94" 

27°57'2.36" 

Upni 

Tertiary Sandstone 

P/z 

150.06 

291.00 

244 

44L8Hd 

44L08OC 

74°29'30" 

28 °6' 

ABADSAR 

Older Alluvium 

D/W 

44.75 

332.42 

245 

45l9Da 

45I09EC 

74°35'42.17" 

27°58'18.92" 

BHOJASAR 

Older Alluvium 

D/W 

43.66 

224.55 

246 

44L8Gd 

44L08Na 

74°28'3.01" 

28 °11 '2.73" 

HAMOOSAR 

Vindhyan Sandstone 

D/W 

55.90 

307.40 

247 

45I5DC 

451051c 

74°24'40" 

27°58'45" 

JOGANIA BIDAWTAN 

Vindhyan Sandstone 

D/W 

55.90 

317.50 

248 

44L8Pa 

44L08HC 

74°22'05" 

28°03'45" 

JORAWARPURA 

Vindhyan Sandstone 

D/W 

74.20 

318.29 

249 

NA 

44L08Gd 

74 °21'52.09" 

28°03'47.96" 

JORAWARPURA 

Vindhyan Sandstone 

P/Z 

NA 

300.67 

250 

45I9GC 

45l09Md 

74°43'32.62" 

27°57'58.43" 

KUSHUMDESAR 

Older Alluvium 

D/W 

38.80 

379.70 

251 

44L8Eb 

44L08GC 

74°21 '6.56" 

28°06'11.76" 

LACHHARSAR 

Vindhyan Sandstone 

D/W 

81.60 

321.46 
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252 

44L12Hb 

44L12KC 

74°40'26" 

28°6'44" 

MALPURA 

Older Alluvium 

D/W 

41.10 

311.81 

253 

4519Gb 

45I09JC 

74°41 '9.21" 

27°55'42.81" 

MANASAR 

Older Alluvium 

D/W 

33.60 

332.00 

254 

45l9Ad 

45I09BC 

74°33'40.55" 

27°55'28.35" 

PARIHARA 

Older Alluvium 

D/W 

28.70 

314.41 

255 

44L8ld 

44L08PC 

74°28'39.35" 

28°02'22.95" 

RAJALDESAR 

Older Alluvium 

D/W 

38.40 

318.13 

256 

NA 

44L12Gd 

74°36'33.27" 

28°04'33.14" 

RATANGARH 

Older Alluvium 

P/Z 

NA 

312.62 

257 

44L12Fa 

44L12Gd 

74°36'35" 

28°04'56" 

RATANGARH 

Older Alluvium 

D/W 

41.30 

309.74 

258 

44L8Ha 

44L08Nb 

74°27'12.16" 

28°09'7.34" 

SIKRALI 

Vindhyan Sandstone 

D/W 

59.95 

313.40 

259 

44L3IC1 

44L03PC 

74°13'56.54" 

28 °17'24.63" 

ASASAR 

Younger Alluvium 

P/Z 

118.72 

250.10 

260 

44L7Cc 

44L07HC 

74°20'45" 

28 °17'55" 

BHADASAR 

Vindhyan Sandstone 

D/W 

55.45 

260.23 

261 

NA 

44L07DC 

74°18'23.21" 

28 °17'40.16" 

BHADASAR DIKHANDA 

Older Alluvium 

P/Z 

NA 

252.97 

262 

44L7Fa 

44L07HC 

74°21 '40.93" 

28°18'16" 

BHOJOOSAR UPADHIYAN 

Vindhyan Sandstone 

D/W 

83.85 

269.06 

263 

44L7Fb 

44L07Hd 

74°22'14" 

28°15'57.56" 

PATLISAR BARA 

Vindhyan Sandstone 

D/W 

98.90 

280.29 

264 

4511 Fd 

45101 Lb 

74°07'50.05" 

27°46'1.77" 

BAIRASAR 

Vindhyan Sandstone 

D/W 

63.10 

321.19 

265 

45l9Ed 

45l09Ka 

74°39' 

27°51'15" 

BARNLAN 1A 

Younger Alluvium 

D/W 

33.85 

332.50 

266 

45l5Eb 

45I05GC 

74°21 '52.44" 

27°50'51.99" 

BENATHA 

Phyllite & Schist 

D/W 

30.75 

311.38 

267 

4511 ODd 

451101b 

74°38'40.9" 

27°41 '30.96" 

BHIMSAR 

Phyllite & Schist 

D/W 

29.30 

327.30 

268 

45I5CC 

45105Gb 

74°19'3.37" 

27°49'51.44" 

BIDASAR 

Phyllite & Schist 

D/W 

63.10 

310.10 

269 

45l5Bd 

45l05Cd 

74°18'17.03" 

27°50'10.95" 

BIDASAR - 2 

Vindhyan Sandstone 

D/W 

88.50 

311.10 

270 

45l5Da1 

45l05Eb 

74°20'28" 

27°57'55" 

DHADREU 

Bilara Limestone 

D/W 

75.70 

343.30 

271 

45l6Db 

45l06Ed 

74°21 '30.54" 

27°41 '45.59" 

GANORA 

Phyllite & Schist 

D/W 

28.50 

339.11 

272 

45l6Ga 

45l06Ma 

74°27'27.47" 

27°44'38.57" 

GULERIAN 

Phyllite & Schist 

D/W 

14.00 

320.10 

273 

45l9Cb 

45l09Dd 

74°32'10" 

27°45'50" 

JINDRASAR 

Phyllite & Schist 

D/W 

25.30 

339.87 

274 

4515Gb 

45l05Na 

74°26'34.39" 

27°55'47.5" 

JOGLIA 

Phyllite & Schist 

D/W 

46.10 

338.53 

275 

4516 Ac 

45I06AC 

74°18'21.98" 

27°44'30.99" 

KODASAR 

Phyllite & Schist 

D/W 

34.35 

344.85 

276 

45l9Fd 

45l09Lb 

74°38'30.89" 

27°45'7.9" 

KOLASAR 

Phyllite & Schist 

D/W 

35.80 

328.52 

277 

45I5BC 

45l05Fa 

74°20' 

27 °54'45 

KUMHARON Kl DHANI 

Bilara Limestone 

D/W 

75.08 

349.23 

278 

45l9Ba 

45l09Bb 

74°30'20.02" 

27°52'55.2" 

RANDHISAR 

Phyllite & Schist 

D/W 

34.95 

328.16 

279 

4511 OGc 

4511 OMc 

74°43'36" 

27°43'45" 

SALASAR 

Younger Alluvium 

D/W 

44.15 

342.21 

280 

45l9ld 

45l09Pd 

74°43'20.84" 

27°46'20.37" 

SOBHASAR 

Younger Alluvium 

D/W 

31.46 

337.56 

281 

45l6Gd 

45106Mb 

74°27'39.85" 

27°41 '45.74" 

SUJANGARH 

Phyllite & Schist 

D/W 

14.30 

324.25 

282 

45 111 Gc 

45111 Me 

74°44'5. 71 " 

27°29'01.40" 

Dayalpura 

Older Alluvium 

D/W 

21.85 

355.00 

283 

45l6Fe 

45l06Kd 

74°26'14.88" 

27°34'20.74" 

Bakaliya 

Vindhyan Sandstone 

D/W 

32.05 

328.00 

284 

4511 OEd 

4511 OHb 

74°33'48.71" 

27°31 '28.26" 

Bhidasari 

Older Alluvium 

D/W 

43.90 

328.00 

285 

4511 OFa 

4511 OLa 

74°37'50.81" 

27°32'18.76" 

Dhawa 

Phyllite & Schist 

D/W 

53.55 

328.00 

286 

4511 OEd 

4511 OCd 

74°33'20.32" 

27°35'15.52" 

Dholiya 

Phyllite & Schist 

D/W 

26.45 

327.00 

287 

45l6Gd 

45l06Pa 

74°27'10.56" 

27°32'7.76" 

Gunpaliya 

Vindhyan Sandstone 

D/W 

36.35 

328.00 

288 

45l6Ha2 

4511 OBb 

74°30'13.49" 

27°38'23.77" 

Kasumbi 

Phyllite & Schist 

D/W 

8.70 

317.00 

289 

45I6EC 

45l06Ka 

74°23'49.5" 

27°37'22.32" 

Ladnu 

Vindhyan Sandstone 

D/W 

57.30 

325.00 

290 

45I6EC 

45l06Jb 

74°24'21" 

27°38'31.77" 

Ladnu 

Vindhyan Sandstone 

P/z 

100.00 

325.00 

291 

45l6Hd 

451060c 

74°29'52.66" 

27°36'3.89" 

Ledi 

Phyllite & Schist 

D/W 

33.10 

316.00 

292 

45l6Ed 

45l06Ka 

74°24'17.92" 

27°36'39.85" 

Mangalpura 

Vindhyan Sandstone 

D/W 

30.80 

313.00 

293 

451101a 

4511 OPc 

74°44'7.08" 

27°33'37.52" 

Phirwasi 

Phyllite & Schist 

D/W 

70.60 

346.00 

294 

4511 OFd 

4511 OKa 

74°39'17.51" 

27°36'18.67" 

Reengan 

Phyllite & Schist 

D/W 

42.65 

328.00 

295 

4511 OBd 

4511 OGa 

74°35'13.43" 

27°36'38.64" 

Rodu 

Older Alluvium 

D/W 

20.00 

323.00 

296 

4511 OEc 

4511 ODc 

74°33'4.44" 

27°32'56.18" 

Sardi 

Phyllite & Schist 

D/W 

25.50 

330.00 

297 

45l6la2 

451060b 

74°27'52.25" 

27°34'55.15" 

Shyampura 

Phyllite & Schist 

D/W 

20.50 

219.00 

298 

45 M3 Cd3 

45M07Ab 

75 °16'48.46" 

27°26'27.82" 

BAR Kl DHANI 

Older Alluvium 

D/W 

53.70 

463.99 

299 

45 M3 Ha 

45M03Nb 

75°12'59.64" 

27°23'5.38" 

DUDWA 

Quartzite 

D/W 

45.50 

467.15 

300 

45 M3 Gb 

45M03Mb 

75°11 '51.59" 

27°26'40.44" 

MATAJIKA BAS 

Quartzite 

D/W 

28.65 

464.32 

301 

45 M3 Gc 

45M03Mb 

75°12'44.69" 

27°28'3.97" 

NIMERA 

Quartzite 

D/W 

14.35 

443.61 

302 

45 M3 Ha 

45M03KC 

75°10'50.13" 

27°22'19.23" 

ROOPGARH 

Quartzite 

D/W 

48.85 

484.65 

303 

45 M3 Hb2 

45M03Oa 

75°12'8.87" 

27°22'18.73" 

THET 

Quartzite 

D/W 

48.30 

469.10 

304 

NA 

45114Pb 

74°56'29.55" 

27°30'1.44" 

ANOKHU Pz. 

Older Alluvium 

P/z 

90.90 

407.13 

305 

NA 

45M03Eb 

75 °5' 

27°27'45" 

BADALWAS 

Older Alluvium 

D/W 

46.05 

469.21 

306 

NA 

45M03lb 

75°08'30.54" 

27°26'28.11" 

BIDOLI 

Older Alluvium 

D/W 

64.00 

508.01 

307 

45 114 lb 

45114Ld 

74°54'41.74" 

27°31 '28.97" 

BINJYSI Pz 

Older Alluvium 

P/z 

NA 

393.88 

308 

NA 

45115Mb 

74°56'22.57" 

27°26'36.72" 

BOSANA Pz. 

Older Alluvium 

P/z 

91.00 

421.21 

309 

45 M3 Da 

45M03ld 

75°9'45" 

27°28' 

CHOKHAKAWAS Pz. 

Older Alluvium 

P/z 

80.00 

505.84 

310 

NA 

45114Ld 

74°54'45" 

27°30'30" 

DHOD 

Older Alluvium 

D/W 

42.37 

401.54 

311 

45 115 Gc 

45114Ld 

74°54'45" 

27°30'30" 

DHOD Pz. 

Older Alluvium 

P/z 

NA 

401.54 

312 

NA 

45M02Ca 

75°0'45" 

27°37'30" 

FAGALWA 

Older Alluvium 

D/W 

38.80 

392.61 

313 

NA 

45l14Hd 

74°51' 

27°30'15" 

FATEHPURA 

Older Alluvium 

D/W 

52.00 

392.25 

314 

45 114 Fbl 

45l14Hd 

75°51' 

27°30'15" 

FATEHPURA Pz. 

Older Alluvium 

P/z 

86.80 

487.07 

315 

45 M2 Ba 

45M03EC 

75°7'30" 

27°30' 

KADAMKABAS Pz. 

Older Alluvium 

P/z 

86.36 

483.57 

316 

NA 

45M03EC 

75°7'30" 

27°30' 

KADMAKABAS 

Older Alluvium 

D/W 

58.79 

483.57 

317 

NA 

45M02DC 

75°03'31.9" 

27°33'3.23" 

KANSLI 

Older Alluvium 

D/W 

48.30 

438.05 

318 

NA 

45M03Eb 

75 °5' 

27°26'45" 

KANWARPURA 

Older Alluvium 

D/W 

42.57 

471.70 

319 

NA 

45M03Eb 

75 °5' 

27°26'45" 

KANWARPURA 

Older Alluvium 

D/W 

57.00 

471.70 

320 

45 M3 Dd4 

45M03Eb 

75 °5' 

27°26'45" 

KAWARPURA Pz. 

Older Alluvium 

P/z 

84.05 

471.70 

321 

45 M2 lb 

45M02Ld 

75°10'15" 

27°30'30" 

MANDWAWARA 

Older Alluvium 

D/W 

51.85 

486.48 
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322 

45 M3 Db 

45M02Ca 

75°00'05" 

27°36'45" 

NAGAKIDHANI 

Older Alluvium 

D/W 

69.60 

398.94 

323 

45 114 Hb 

45M02Ca 

75°0'45" 

27°37'30" 

PHAGALWA Pz. 

Older Alluvium 

P/z 

82.80 

392.61 

324 

45 M2 Da 

45M02Eb 

75°4'15" 

27°42'30" 

RASHIDPURA Pz. 

Older Alluvium 

P/z 

81.00 

392.29 

325 

NA 

45114Dd 

74°47'15" 

27°30'15" 

SAHAPURA 

Older Alluvium 

D/W 

43.90 

363.85 

326 

NA 

45114Md 

74°59'30" 

27°41'30" 

SANWALODA PUR. 

Older Alluvium 

D/W 

40.35 

378.47 

327 

45 M2 Db 

45114Md 

74°59'30" 

27°41'30" 

SAWALODA PUR.Pz 

Older Alluvium 

P/z 

59.60 

378.47 

328 

NA 

45114Nd 

75°0'0" 

27°37'45" 

SEWADBARI Pz. 

Older Alluvium 

P/z 

70.24 

391.73 

329 

45 114 Ba 

45114Dd 

74°47' 

27°30'15" 

SHAHPURA Pz. 

Older Alluvium 

P/z 

NA 

370.21 

330 

NA 

45M06Pa 

75°27'15" 

27°32'15" 

BAMANWAS Pz. 

Quartzite 

P/z 

42.50 

501.51 

331 

45 M6 Ic 

45M06Ob 

75°27'15" 

27°34'45" 

GOKALKABAS 

Quartzite 

D/W 

35.50 

494.92 

332 

NA 

451141c 

74°55'53.44" 

27°44'59.91" 

ALAKHPURA 

Older Alluvium 

D/W 

45.85 

358.16 

333 

45 110 Ha 

4511 ONd 

74°43'32.24" 

27°38'6.48" 

GANERI 

Older Alluvium 

D/W 

33.15 

344.85 

334 

45 114 Cb 

45114Db 

74°45'44.4" 

27°30'34.69" 

JAITPURA 

Older Alluvium 

D/W 

38.90 

362.50 

335 

NA 

45114Ec 

74°51'30" 

27°44'30" 

JAJOD 

Older Alluvium 

D/W 

44.60 

350.09 

336 

45 114 Fc 

4511 ONc 

75°03'55" 

27°39'58.12" 

KIRDOLI CHHOTI 

Older Alluvium 

D/W 

28.70 

400.80 

337 

NA 

45113Dd 

74°47'15" 

27°45'15" 

MANGLOONA 

Older Alluvium 

D/W 

40.50 

340.55 

338 

45 114 Cb3 

45l13Db 

74°46'52.21" 

27°45'23.11" 

MANGLOONA Pz. 

Older Alluvium 

P/z 

72.76 

340.55 

339 

45 114 Ca 

451100c 

74°43'14.26" 

27°36'23.36" 

NAGAL 

Older Alluvium 

D/W 

34.30 

345.54 

340 

NA 

45114Ca 

74°45'45" 

27°36'45" 

NECHWA 

Older Alluvium 

D/W 

41.40 

354.13 

341 

45 114 Bd2 

45114Ca 

74°46'21.54" 

27°36'53" 

NECHWA Pz. 

Older Alluvium 

P/z 

NA 

359.00 

342 

45 114 Ga 

451141c 

74°55'38.86" 

27°43'11.69" 

PATODA Pz. 

Older Alluvium 

P/z 

89.15 

362.00 

343 

NA 

45l14Ha 

74°50'27.37" 

27°32'53.11" 

RULYANI 

Older Alluvium 

D/W 

51.70 

379.35 

344 

NA 

45114Dc 

74°47'53.21" 

27°32'13.74" 

SEWADARA Pz. 

Older Alluvium 

P/z 

61.00 

369.25 

345 

NA 

45114Dc 

74°48'30" 

27°33'45" 

TUNWA 

Older Alluvium 

D/W 

46.30 

364.73 

346 

NA 

45M06LC 

75°24'41.93" 

27°32'40.71" 

ABHAIPURA Pz. 

Older Alluvium 

P/z 

80.80 

486.48 

347 

NA 

45M02PC 

75°14'45" 

27°33'15" 

BAJOR 

Older Alluvium 

D/W 

10.40 

443.48 

348 

NA 

45M02PC 

75°14'45" 

27°33'15" 

BAJOR 

Older Alluvium 

D/W 

7.74 

443.48 

349 

NA 

45M02PC 

75°14'6.72" 

27°33'28.75" 

BAJOR Pz. 

Older Alluvium 

P/z 

41.00 

450.98 

350 

NA 

45M02Nd 

75°13'39.49" 

27°37'35.62" 

CHANDPURA Pz. 

Older Alluvium 

P/z 

90.80 

467.88 

351 

NA 

45M02Kb 

75°07'52.2" 

27°34'16.2" 

CHHAINPURA Pz. 

Older Alluvium 

P/z 

90.85 

453.00 

352 

45 M2 Ia2 

45M02Ob 

75 °11'18.57" 

27°34'34.57" 

GOKULPURA Pz. 

Older Alluvium 

P/z 

NA 

450.61 

353 

NA 

45M06Ca 

75°15'45" 

27°35'45" 

GORIAN 

Older Alluvium 

D/W 

8.60 

487.05 

354 

45 M6 Ga 

45M06Ca 

75°15'45" 

27°35'45" 

GORIAN 

Older Alluvium 

D/W 

4.80 

487.05 

355 

NA 

45M06Da 

75°15'58.09" 

27°32'43.98" 

GORIAN Pz. 

Older Alluvium 

P/z 

83.00 

447.71 

356 

45 M6 Eel 

45M06GC 

75°22'30.21" 

27°35'37.68" 

GUDHA KALAN 

Quartzite 

D/W 

29.80 

509.44 

357 

NA 

45M06Gb 

75°19'34.33" 

27°34'7.39" 

HARIPURA Pz. 

Older Alluvium 

P/z 

78.00 

498.01 

358 

NA 

45M02Jb 

75°08'30.92" 

27°39'8.66" 

JAGMALPURA Pz. 

Older Alluvium 

P/z 

75.96 

426.61 

359 

45 M6 Fa 

45M06HC 

75 °21'49.81" 

27°32'21.55" 

JORATHRA 

Quartzite 

D/W 

33.15 

468.18 

360 

NA 

45M06Cd 

75 °17'57.49" 

27°34'19.16" 

KHOKHARO Kl DHANI Pz. 

Older Alluvium 

P/z 

90.30 

472.27 

361 

NA 

45M02Jd 

75°10'55.28" 

27°38'59.4" 

KUDU Pz. 

Older Alluvium 

P/z 

90.50 

442.33 

362 

NA 

45M02GC 

75°05'53.89" 

27°37'4.67" 

NANI Pz. 

Older Alluvium 

P/z 

130.00 

418.54 

363 

NA 

45M06Bb 

75°15'5.08" 

27°38'57.27" 

PIPRALI 

Older Alluvium 

D/W 

43.70 

482.08 

364 

45 M6 Ba2 

45M02Nd 

75°14'38.89" 

27°38'52.97" 

PIPRALI Pz. 

Older Alluvium 

P/z 

76.85 

475.07 

365 

NA 

45M07AC 

75°16'48.51" 

27°29'23.53" 

RAIPURA Pz. 

Older Alluvium 

P/z 

66.00 

456.07 

366 

NA 

45M06Dd 

75°18'30" 

27°31'45" 

RANOLI 

Older Alluvium 

D/W 

28.60 

454.93 

367 

45 M6 Cd 

45M06Dd 

75°18'14.51" 

27°30'51.83" 

RANOLI Pz. 

Older Alluvium 

P/z 

75.00 

466.97 

368 

45 M2 Gc 

45M02PC 

75°14'55.38" 

27°32'18.69" 

REWASA 

Older Alluvium 

D/W 

11.70 

441.69 

369 

NA 

45M06Dd 

75°17'30.29" 

27°31 '33.92" 

SHISHU Pz. 

Older Alluvium 

P/z 

86.00 

450.51 

370 

45 M6 Ec2 

45M06KC 

75°24'52.36" 

27°36'12.39" 

SHYAMGARH 

Quartzite 

D/W 

39.10 

517.80 

371 

NA 

45M06Cb 

75 °157.93" 

27°35'0.31" 

SHYAMPURA 

Older Alluvium 

D/W 

24.60 

465.31 

372 

NA 

45M02Kb 

75°07'49.89" 

27°34'47.8" 

SIKAR Fatehpur R Pz. 

Older Alluvium 

P/z 

54.00 

447.68 

373 

45 M2 Fa2 

45M02Ga 

75 °5' 

27°37'15" 

SIKAR Shastri N Pz. 

Older Alluvium 

P/z 

65.00 

413.26 

374 

NA 

45M02Nb 

75 °11 '30" 

27°38'45" 

SIKAR SheoS.P Pz. 

Older Alluvium 

P/z 

68.50 

453.13 

375 

NA 

45M06DC 

75 °17'16.45" 

27°33'42.48" 

TODI-MADHOPUR 

Older Alluvium 

D/W 

12.75 

468.33 

376 

45 M6 Ca 

45M06DC 

75 °17'16.45" 

27°33'42.48" 

TODI-MADHOPUR 

Older Alluvium 

D/W 

17.45 

468.33 

Sub Basin: Sub 5 | 

1 

45A15 Gb 

45A15Mb 

72°56'24.56" 

27°27'33.64" 

BHELOO 

Vindhyan Sandstone 

D/W 

83.9 

271.00 

2 

45 A1 1 B 

45A02la 

72°08'38.92" 

27°44'29.27" 

BIKAMPUR 

Older Alluvium 

D/W 

22.6 

145.00 

3 

45 A1 Hb 

45A01 Kc 

72°09'34.14" 

27°51 '6.97" 

CHARANWALA 

Older Alluvium 

D/W 

44.05 

136.00 

4 

45A15 Dc 

45A15la 

72°52'38.56" 

27°28'39.39" 

DASOORI 

Vindhyan Sandstone 

D.C.B 

83.8 

278.00 

5 

45A10 Aa 

45 A10Ac 

72°32'35.78" 

27°43'39.23" 

GIRAJSAR 

Tertiary Sandstone 

D/W 

61.5 

208.00 

6 

45 A14 Ea 

45A14Jb 

72°52'56.59" 

27°38'22.53" 

HADAN 

Vindhyan Sandstone 

D/W 

100.65 

260.00 

7 

45 A14 Eal 

45A14Jb 

72°52'31.83" 

27°38'33.54" 

HADAN(PZ) 

Vindhyan Sandstone 

P/z 

250 

289.00 

8 

45 A15ca 

45A15IC 

72°55'57.37" 

27°29'23.69" 

KHAJORA 

Vindhyan Sandstone 

D/W 

120 or 89 

266.00 

9 

45A131 

45A14JC 

72°54'53.87" 

27°39'25.39" 

KHAKHUSAR 

Vindhyan Sandstone 

D/W 

110.4 

272.00 

10 

45A14Fd 

45A14Ld 

72°54'58.45" 

27°30'51.68" 

KHINDASAR 

Vindhyan Sandstone 

D/W 

81.4 

269.00 

11 

45A6 Ca 

45A06EC 

72°20'43.89" 

27°44'25.29" 

KOLASAR-2(Nr.pabusar) 

Older Alluvium 

D/W 

52 

207.00 

12 

45A14Hb 

45A140b 

72°57'37.95" 

27°35'21.36" 

LAMBANA BHATIYAN 

Vindhyan Sandstone 

D/W 

111.8 

268.00 

13 

45A14Hb1 

45A140b 

72°56'17.46" 

27°35'27" 

LAMBANA BHATIYAN(PZ) 

Vindhyan Sandstone 

P/z 

150 

264.00 

14 

45A14 Fa 

45A14Pb 

72°57'37.65" 

27°30'52.16" 

NANDRA 

Vindhyan Sandstone 

D/W 

85.65 

269.00 
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15 

45A10EC 

45A1 OJb 

72°38'52.07" 

27°38'9.8" 

NOKHRA 

Vindhyan Sandstone 

D/W 

92.4 

243.00 

16 

45A1 OEcI 

45A1 OJb 

72°39'5.52" 

27°38'10.64" 

NOKHRA(PZ) 

Vindhyan Sandstone 

P/z 

275 

236.00 

17 

45A6Da 

45A06EC 

72°20'43.89" 

27°44'25.29" 

PABUSAR(PZ) 

Older Alluvium 

P/z 

300 

207.00 

18 

45A6Fa 

45A06Hb 

72°18'55.26" 

27°31 '50.69" 

SEORA(PZ) 

Older Alluvium 

P/z 

250 

171.00 

19 

NA 

45A10NC 

72°44'19.26" 

27°40'6.36" 

TOKLA(PZ) 

Vindhyan Sandstone 

P/z 

132.82 

268.00 

20 

44D10 Ic 

45A10PC 

72°44'16.81" 

27°33'27.16" 

UDAT 

Vindhyan Sandstone 

D/W 

71.45 

219.00 

21 

45E7Fa 

45E07MC 

73 °29'16" 

27°29'01 

(New Well) 

Vindhyan Sandstone 

T/W 

175 

321.53 

22 

45E2Fb 

45E02Ha 

73°03'55" 

27°32'40 

(New Well) 

Vindhyan Sandstone 

D/W 

NA 

290.80 

23 

45E3Hb 

45E03KC 

73 °11 '5.84" 

27°21 '2.42" 

BHADLA 

Vindhyan Sandstone 

D/W 

63.25 

306.00 

24 

45E7Fa 

45E07MC 

73 °28'58.9" 

27°29'0.72" 

CHARKHARA 

Vindhyan Sandstone 

D/W 

68.3 

305.00 

25 

45E7Bd 

45E07Hb 

73 °18'52.74" 

27°15'46.14" 

CHITANA 

Bilara Limestone 

D/W 

112 

307.00 

26 

45E2Fb 

45E02DC 

73°03'40.21" 

27°32'39.82" 

DHARNOK 

Vindhyan Sandstone 

D/W 

98 

281.00 

27 

45E2Ha 

45E02Kd 

73 °10'30.23" 

27°35'18.3" 

DHINGSARI 

Vindhyan Sandstone 

D/W 

119 

305.00 

28 

45E10 Ic 

45E10Pa 

73°42'17.05" 

27°33'32.95" 

JAISALSAR 

Older Alluvium 

D/W 

47 

302.00 

29 

45E7Ea 

45E07Fd 

73 022'16" 

27°24'14 

KAKKU 

Vindhyan Sandstone 

D/W 

55 

308.00 

30 

45E6ld 

45E06Pb 

73°26'22.92" 

27°30'42.78" 

KANVLISAR 

Vindhyan Sandstone 

P/z 

255 

305.00 

31 

45E7Ga 

45E07Oa 

73°27'54.02" 

27°20'44.69" 

KEDLI 

Bilara Limestone 

D/W 

86.1 

295.00 

32 

45E6Fa 

45E06HC 

73°20'44.35" 

27°32'51.29" 

KUDSU 

Vindhyan Sandstone 

D/W 

110.15 

308.00 

33 

45E2Fa 

45E02HC 

73°06'27.03" 

27°32'7.27" 

KUMBHASARIYA 

Vindhyan Sandstone 

D/W 

97.6 

293.00 

34 

45E14Cd 

45E14Ha 

73°48'50.94" 

27°32'12.55" 

MAINSAR 

Older Alluvium 

D/W 

38.7 

303.00 

35 

45E14Cd 

45E14Ha 

73°48'46.31" 

27°32'26.47" 

MAINSAR 

Older Alluvium 

P/z 

130 

303.00 

36 

45F1ODb 

45E14HC 

73°51'12.72" 

27°33'38.23" 

MUNDAR 

Older Alluvium 

D/W 

40.85 

317.00 

37 

45E2Ab 

45E02Fd 

73°06'52.46" 

27°39'12.23" 

MUNJASAR 

Vindhyan Sandstone 

P/z 

156 

300.00 

38 

45E2Fb 

45E02Hd 

73°06'13.79" 

27°30'26.99" 

NATHUSAR 

Vindhyan Sandstone 

D/W 

100.5 

294.00 

39 

45E7Bc 

45E06PC 

73 °28'59.05" 

27°32'49.67" 

NOKHA MANDI 

Vindhyan Sandstone 

P/z 

NA 

313.00 

40 

45E2ld 

45E03Ma 

73 °12'16.42" 

27°29'49.63" 

PANCHU 

Vindhyan Sandstone 

D/W 

124.75 

298.00 

41 

45E1OCd 

45E1OHb 

73°33'46.71" 

27°31 '23.28" 

RAISAR 

Vindhyan Sandstone 

D/W 

67.5 

302.00 

42 

45E6la 

45E06Pa 

73°26'50.56" 

27°32'31.74" 

RORA 

Vindhyan Sandstone 

D/W 

79.75 

306.00 

43 

45E7Bd 

45E07Ga 

73 °19'15.19" 

27°20'41.66" 

SADHUNA 

Vindhyan Sandstone 

D/W 

94 

323.00 

44 

45E7Cb 

45E07Db 

73 °16'39.79" 

27°15'43.16" 

SARUNDA 

Bilara Limestone 

D/W 

93.6 

295.00 

45 

45E7Cb 

45E07Dd 

73 °17'6.84" 

27°15'52.63" 

SARUNDA 

Bilara Limestone 

P/z 

148 

295.00 

46 

45E6Ca 

45E06DC 

73 °17'20.21" 

27°33'42.54" 

UDASAR 

Vindhyan Sandstone 

D/W 

129.2 

309.00 

47 

4511 Sb 

45101 Db 

74°01 '36.26" 

27°46'30.53" 

Soniyasar godaran 

Vindhyan Sandstone 

D/W 

55.94 

316.00 

48 

4511 Sbl 

45101 Dd 

74°02'15.22" 

27°46'14.19" 

Soniyasar mithiya 

Vindhyan Sandstone 

D/W 

68.28 

316.00 

49 

45I2BC 

45l02Bd 

74°03'15.02" 

27°37'49.45" 

ASRASAR 

Bilara Limestone 

D/W 

54.95 

356.99 

50 

45l2Da 

45I02EC 

74°06'45.27" 

27°43'54.35" 

BAMBOO 

Bilara Limestone 

D/W 

75.10 

325.85 

51 

45l2Ed 

45102Kb 

74°08'6.52" 

27°35'3.64" 

GEDAP 

Bilara Limestone 

D/W 

64.05 

336.60 

52 

45l2Ad 

45l02Fa 

74°04'11.68" 

27°41 '5.39" 

INYARA 

Bilara Limestone 

D/W 

63.45 

311.16 

53 

45l2Hd 

45I02CC 

74°03'0.27" 

27°36'48.27" 

JILLA 

Vindhyan Sandstone 

D/W 

89.47 

348.43 

54 

45E14IC 

45E14PC 

73°59'1.61" 

27°32'18.93" 

JOGALSAR 

Bilara Limestone 

D/W 

42.65 

349.25 

55 

45I3DC 

441031a 

74°09'0.93" 

27°28'29.54" 

KANOOTA 

Bilara Limestone 

D/W 

54.50 

325.50 

56 

45I2CC 

45l02Ha 

74°04'39.53" 

27°33'43.63" 

KARJERA 

Bilara Limestone 

D/W 

43.60 

340.10 

57 

45E14Ga 

45E14ld 

73°55'39.34" 

27°41 '34.73" 

KATAR 

Vindhyan Sandstone 

D/W 

48.90 

308.50 

58 

45l2Hd 

45l02Od 

74°13'32.12" 

27°35'3.23" 

LAKHMANSAR 

Vindhyan Sandstone 

D/W 

79.85 

343.85 

59 

45E14Fd 

45E14Lb 

73°54'18.83" 

27°31 '25.76" 

LALGARH 

Vindhyan Sandstone 

D/W 

40.70 

336.12 

60 

4512Gb 

44l03ld 

74 °10'54.94" 

27°26'54.56" 

MAGRASAR 

Older Alluvium 

D/W 

49.87 

319.75 

61 

45E14Ad 

45E140d 

73°58'25.88" 

27°35'35.24" 

NODIYA 

Vindhyan Sandstone 

D/W 

47.00 

360.49 

62 

45l2Dd 

45l02Ja 

74°9'15" 

27°40'41" 

PAREWARA 

Bilara Limestone 

D/W 

61.05 

312.45 

63 

45l6Ab 

45l06Ba 

74°15'49.31" 

27°40'14.63" 

SAROTIA 

Phyllite & Schist 

D/W 

60.15 

359.17 

64 

45E14HC 

45E14Nd 

73°59'26.33" 

27°38'18.24" 

SARU BARI 

Vindhyan Sandstone 

D/W 

43.40 

342.24 

65 

44E14Gd1 

45E14Md 

73°58'56" 

27042- 

TEHINDESAR 

Vindhyan Sandstone 

D/W 

55.40 

313.58 

66 

NA 

45E14Mb 

73°58'4.21" 

27°41 '59.64" 

TENDESAR 

Vindhyan Sandstone 

P/Z 

315.24 

311.19 

67 

40 M 11 

40M11 Pb 

71 °42'20.43" 

27°15'43.31" 

AJASAR 

Jurassic Sandstone 

D/W 

51.00 

202.51 

68 

40 N 5 

40N01 Cd 

71 °03'11.99" 

26°49'13.4" 

AKAL 

Jurassic Sandstone 

P/z 

150.00 

267.00 

69 

40 111 

40115Jc 

70°55'6.33" 

27°24'45.74" 

ARJANA (P/Z) 

Tertiary Sandstone 

P/z 

80.00 

128.00 

70 

40 M 11 

40M11OC 

71 °44'41.33" 

27°22'5.41" 

ASKANDRA 

Tertiary Sandstone 

D/W 

42.80 

197.40 

71 

40 M 11 

40M11OC 

71 °44'36.53" 

27°21 '56.7" 

ASKENDRA (P/z) 

Tertiary Sandstone 

P/z 

100.00 

197.40 

72 

NA 

40N01Ka 

71 °08'6.72" 

26°51'12.17" 

ASSAYCH 

Jurassic Sandstone 

D/W 

NA 

257.00 

73 

40 M 14 

40M14Hb 

71 °49'55.26" 

27°30'57.96" 

AWAI 

Younger Alluvium 

D/W 

25.00 

152.57 

74 

40 N 1 

40N01Kc 

71 °10'22.9" 

26 °51'48.33" 

BADORA GAON 

Jurassic Sandstone 

D/W 

71.80 

219.67 

75 

NA 

40116Lb 

70°53'43.2" 

27°01'28.86" 

BAISAKHI 

Jurassic Sandstone 

D/W 

NA 

161.50 

76 

NA 

40116Lb 

70°53'36.08" 

27°01'34.55" 

BAISAKHI 

Jurassic Sandstone 

D/W 

NA 

161.50 

77 

40 N 1 

40N01 Id 

71 °10'58.7" 

26°56'50.8" 

BAMBOR Kl DHANI 

Jurassic Sandstone 

P/z 

200.00 

250.00 

78 

NA 

40J 131b 

70°53'6.76" 

26°57'21.26" 

BARABAGH 

Jurassic Sandstone 

D/W 

NA 

267.37 

79 

40 J 16 

40116Lb 

70°53'26.2" 

27°00'44.91" 

BARAMSAR (P/Z) 

Jurassic Sandstone 

P/z 

35.00 

175.77 

80 

NA 

40N01Fa 

71 °05'15.48" 

26°55'15.45" 

BASANPIR 

Jurassic Sandstone 

D/W 

NA 

209.74 

81 

40 M 14 

40M080C 

71 °33'20.83" 

27°06'11" 

BHADRIYA 

Jurassic Sandstone 

D/W 

10.00 

159.00 

82 

40 N 1 

40N01Jc 

71 °10'44.58" 

26°54'37.33" 

BHAGU KA GOAN 

Jurassic Sandstone 

D/W 

100.00 

243.00 

83 

40 N 5 

40N05Ba 

71 °16'33.39" 

26°54'58.52" 

BHAIRWA (P/Z) 

Jurassic Sandstone 

P/z 

71.00 

190.38 

84 

40 N 5 

40N05Ad 

71 °17'44.5" 

26°57'35.75" 

BHAIRWA (P/Z) 

Jurassic Sandstone 

P/z 

242.00 

190.38 
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85 

40 M 4 

40M04Lb 

71 °08'53.44" 

27°01'45.54" 

BHOJASAR 

Jurassic Sandstone 

D/W 

48.10 

168.00 

86 

40 N 1 

40N01 Md 

71 °13'59.9" 

26°57'49.13" 

BHOJKA (P/z) 

Jurassic Sandstone 

P/z 

150.00 

192.00 

87 

42 N 1 

40J14ld 

70°55'51.27" 

26°42'29.94" 

BHOPA (P/z) 

Jurassic Sandstone 

P/z 

150.00 

269.00 

88 

40 M 5 

40115Pb 

70°57'41.21" 

27°15'23.26" 

BOA 

Jurassic Sandstone 

D/W 

53.80 

144.87 

89 

40 N 5 

40N05Ea 

71 °18'55.77" 

26°59'19.36" 

CHANDAN 

Jurassic Sandstone 

P/z 

125.00 

178.94 

90 

40 N 5 

40N05Ea 

71 °19'4.69" 

26°59'19.49" 

CHANDAN (P/Z) 

Jurassic Sandstone 

P/z 

90.00 

178.94 

91 

40 1 16 

40116Kc 

70°55'15.85" 

27°06'51.3" 

CHOUDHARIYA (K/w) 

Jurassic Sandstone 

D/W 

39.00 

187.00 

92 

40 1 16 

40116Kd 

70°55'28.39" 

27°05'35.8" 

CHOUDHARIYA (P/z) 

Jurassic Sandstone 

P/z 

100.00 

186.81 

93 

40 N 1 

40N01Ca 

71 °00'54.89" 

26°50'52.72" 

DABLA (P/Z) 

Jurassic Sandstone 

P/z 

110.00 

245.00 

94 

40 M 4 

40M04Fa 

71 °04'27.89" 

27°10'14.86" 

DAISAR 

Jurassic Sandstone 

D/W 

41.00 

156.00 

95 

NA 

40N05ld 

71 °25'42.12" 

26°57'52.74" 

DELASAR 

Jurassic Sandstone 

D/W 

NA 

224.80 

96 

40 1 16 

40I16NC 

70°59'51.55" 

27°11 '12.89" 

DEWA 

Jurassic Sandstone 

P/z 

100.00 

145.00 

97 

40 N 5 

40N05Fd 

71 °21 '27.98" 

26°54'16.96" 

DHAISAR (P/z) 

Jurassic Sandstone 

P/z 

120.00 

183.30 

98 

NA 

40J13GC 

70°52'10.36" 

26°50'49.56" 

DHAUWA 

Jurassic Sandstone 

D/W 

NA 

245.00 

99 

40 M 11 

40M1 lOd 

71 °43'20.37" 

27°20'29.23" 

DIDHU (P/z) 

Tertiary Sandstone 

P/z 

100.00 

193.81 

100 

40 111 

40M03Ba 

71 °00'9.76" 

27°24'39.49" 

DIGA (P/Z) 

Tertiary Sandstone 

P/z 

100.00 

132.10 

101 

NA 

40J14EC 

70°51 '53.5" 

26°44'16.38" 

GORERA 

Jurassic Sandstone 

D/W 

NA 

197.00 

102 

40 M 4 

40N01Ea 

71 °04'42.92" 

26°59'56.58" 

HAMIRA 

Jurassic Sandstone 

D/W 

60.00 

199.95 

103 

40 J 13 

40J13JC 

70°55'5.64" 

26°54'36.23" 

JAISALMER 

Jurassic Sandstone 

D/W 

80.00 

244.93 

104 

40 J 13 

40J13Jd 

70°55'55.81" 

26°54'6.19" 

JAISALMER CAD 

Jurassic Sandstone 

P/z 

180.00 

244.93 

105 

NA 

40J13Cb 

70°44'21.12" 

26°50'33.16" 

JAJIA 

Jurassic Sandstone 

D/W 

NA 

221.00 

106 

40 M 4 

40M04Kb 

71 °08'27.33" 

27°04'11.79" 

JESURANA 

Jurassic Sandstone 

D/W 

70.00 

194.24 

107 

NA 

40N01Da 

71 °01 '46.2" 

26°47'47.8" 

JODHA 

Jurassic Sandstone 

D/W 

NA 

270.00 

108 

40 N 10 

40116Kd 

70°54'56.86" 

27°04'21.23" 

JOSHIA (P/Z) 

Jurassic Sandstone 

P/z 

96.00 

165.00 

109 

NA 

40M08Hd 

71 °21 '25.38" 

27°00'41.39" 

KARMO Kl DHANI 

Jurassic Sandstone 

D/W 

NA 

205.00 

110 

40 1 16 

40116Ka 

70°54'7.84" 

27°07'11.6" 

KATHODI 

Jurassic Sandstone 

D/W 

58.00 

184.48 

111 

40 M 15 

40115Cd 

70°48'34.09" 

27°19'23.77" 

KHINYA (P/Z) 

Tertiary Sandstone 

P/z 

125.00 

178.50 

112 

NA 

40N02AC 

71 °02'37.69" 

26°43'23.37" 

KITA 

Jurassic Sandstone 

D/W 

NA 

276.35 

113 

40 N 10 

40N02AC 

71 °02'7.32" 

26°43'16.83" 

KITA (p/z) 

Jurassic Sandstone 

P/z 

150.00 

276.35 

114 

40 J 13 

40J13Ca 

70°46'39.7" 

26°52'27.46" 

KULDHARA (P/z) 

Jurassic Sandstone 

P/z 

115.00 

230.00 

115 

40 1 16 

40116Gb 

70°49'6.97" 

27°04'47.29" 

LANELA (P/Z) 

Jurassic Sandstone 

P/z 

204.00 

172.00 

116 

NA 

40J13AC 

70°48'24.98" 

26°59'3.9" 

LODHARWA 

Jurassic Sandstone 

D/W 

NA 

167.00 

117 

40 M3 

40M03PC 

71 °14'16.18" 

27 °17'24.66" 

MOHANGARH 

Tertiary Sandstone 

D/W 

70.00 

161.00 

118 

40 J 11 

40l12Na 

70°42'9.05" 

27 °11 '43.5" 

MOKAL Kl DHANI (P/Z) 

Jurassic Sandstone 

P/z 

250.00 

198.67 

119 

40 J 13 

40J13Fa 

70°50'37.14" 

26°54'42.25" 

MOOLSAGAR (P/Z) 

Jurassic Sandstone 

P/z 

201.00 

270.00 

120 

40 M 14 

40M1 OPd 

71 °43'23.52" 

27°30'29.55" 

NACHNA 

Younger Alluvium 

D/W 

20.00 

146.50 

121 

40 A6 Ca2 

45A06Da 

72 °17'3.67" 

27°33'1.56" 

NOKH (P/Z) 

Younger Alluvium 

P/z 

357.00 

198.70 

122 

40 M3 

40M03La 

71 °09'12.73" 

27°18'22.79" 

O-Head I.G.N.P. 

Tertiary Sandstone 

P/z 

80.00 

153.00 

123 

40 J 11 

40111 Pd 

70°44'28.79" 

27°15'50.29" 

PAREWAR (PZ) 

Jurassic Sandstone 

P/z 

235.00 

180.44 

124 

40 M3 

40114Kd 

70°54'27.39" 

27°35'33.66" 

PITHEWALA 

Tertiary Sandstone 

P/z 

125.00 

140.00 

125 

NA 

40J13EC 

70°50'37.84" 

26°59'28.25" 

RAMKUNDA 

Jurassic Sandstone 

D/W 

NA 

164.00 

126 

40 N 1 

40N01 la 

71 °08'23.98" 

26°58'25.34" 

RIDHWA 

Jurassic Sandstone 

D/W 

53.00 

270.50 

127 

40 M 14 

40M11 Ma 

71 °41 '21.39" 

27°29'14.7" 

SAKARIA-I 

Younger Alluvium 

D/W 

20.00 

186.00 

128 

40 M 14 

40M11 Ma 

71 °41 '21.58" 

27°29'14.7" 

SAKARIA-II 

Younger Alluvium 

D/W 

20.00 

186.00 

129 

NA 

40N01 Me 

71 °13'55.7" 

26°58'52.11" 

SANWALA 

Jurassic Sandstone 

D/W 

34.00 

183.80 

130 

40 M 11 

40M11 Ja 

71 °39'13.99" 

27°25'9.44" 

SATYAYA 

Tertiary Sandstone 

D/W 

22.60 

163.48 

131 

40 M 11 

40M11JC 

71 °39'32.21" 

27°25'12.12" 

SATYAYA (P/Z) 

Tertiary Sandstone 

P/z 

188.50 

163.48 

132 

40 M 13 

40M08LC 

71 °24'40.81" 

27°02'18.52" 

SODAKOR (P/z) 

Jurassic Sandstone 

P/z 

245.00 

205.50 

133 

40 111 

40115Fd 

70°51'13.54" 

27°22'59.6" 

SULTANA (P/z) 

Tertiary Sandstone 

P/z 

70.00 

140.40 

134 

40 M3 

40M02La 

71 °08'31.31" 

27°32'30.75" 

SUTHARWALA (MD) 

Tertiary Sandstone 

P/z 

70.00 

195.00 

135 

40 m 11 

40M11GC 

71 °37'27.57" 

27°22'86.53" 

TODANA 

Tertiary Sandstone 

D/W 

150.00 

157.50 

136 

40 M 8 

40M16Aa 

71 °45'1.49" 

27°14'50.53" 

TOTA 

Jurassic Sandstone 

P/z 

110.00 

207.36 

137 

40 J 9 

40J09Nd 

70°43'37.42" 

26°55'23.23" 

DAMODARA 

Jurassic Sandstone 

D/W 

43.50 

195.10 

138 

40 J 10 

40J090b 

70°42'44.84" 

26°49'17.67" 

DEDHA 

Jurassic Sandstone 

D/W 

35.40 

221.00 

139 

40 N 2 

40N02Mb 

71 °11 '57.3" 

26°41'38.74" 

DEVIKOT (P/Z) 

Jurassic Sandstone 

P/z 

146.00 

264.85 

140 

40 J 9 

40J090b 

70°42'17.96" 

26°48'52.3" 

KHABHA (P/Z) 

Jurassic Sandstone 

P/z 

230.00 

220.00 

141 

NA 

40J14FC 

70°50'54.06" 

26°41 '14.39" 

KOTRI 

Jurassic Sandstone 

D/W 

83.80 

218.88 

142 

70 12 

40N06IC 

70°33'31.82" 

27°04'47.61" 

LONGEWALA (P/Z) 

Jurassic Sandstone 

P/z 

125.00 

95.33 

143 

40 N 7 

40N06Ja 

70°33'31.82" 

27°04'47.61" 

MEHRERI 

Jurassic Sandstone 

D/W 

29.60 

298.50 

144 

40 J 7 

40N05La 

70°33'31.82" 

27°04'47.61" 

PHULIA (P/Z) 

Jurassic Sandstone 

P/z 

243.00 

131.00 

145 

40 N 6 

40N05DC 

70°33'31.82" 

27°04'47.61" 

RASLA 

Jurassic Sandstone 

D/W 

44.80 

283.76 

146 

40 12 

40N06Ad 

70°33'31.82" 

27°04'47.61" 

SADEWALA 

Jurassic Sandstone 

D/W 

42.20 

94.95 

147 

40 N 5 

40N01He 

70°33'31.82" 

27°04'47.61" 

SANGER (P/Z) 

Jurassic Sandstone 

P/z 

263.00 

268.91 

148 

40 15 

401121a 

70°33'31.82" 

27°04'47.61" 

TANOT 

Jurassic Sandstone 

D/W 

37.93 

138.00 

149 

40 N 13 

40N13KC 

70°33'31.82" 

27°04'47.61" 

BELIA (P/z) 

Rhyolite 

P/z 

105.40 

254.13 

150 

40 N 6 

40N13Ja 

70°33'31.82" 

27°04'47.61" 

BETINA 

Rhyolite 

D/W 

30.00 

311.19 

151 

40 N 6 

40N10Ca 

70°33'31.82" 

27°04'47.61" 

BHAINSARA 

Jurassic Sandstone 

D/W 

28.55 

230.29 

152 

40 N 14 

45B02Ea 

70°33'31.82" 

27°04'47.61" 

BHANIYANA 

Vindhyan Sandstone 

D/W 

47.70 

237.14 

153 

40 N 10 

40N13Ma 

70°33'31.82" 

27°04'47.61" 

BONARA 

Vindhyan Sandstone 

D/W 

19.32 

297.98 

154 

40 M 15 

40N09MC 

70°33'31.82" 

27°04'47.61" 

CHANDSAR (P/z) 

Vindhyan Sandstone 

P/z 

125.00 

219.30 
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155 

40 M 15 

40M12Mb 

70°33'31.82" 

27°04'47.61" 

CHHAYAN 

Jurassic Sandstone 

D/W 

62.00 

222.02 

156 

40 M 15 

40M15Hb 

70°33'31.82" 

27°04'47.61" 

CHHAYAN (P/z) 

Vindhyan Sandstone 

P/z 

205.00 

222.02 

157 

40 N 10 

40M16AC 

70°33'31.82" 

27°04'47.61" 

CHOCK 

Vindhyan Sandstone 

D/W 

12.60 

267.06 

158 

40 N 10 

40N09LC 

70°33'31.82" 

27°04'47.61" 

DALPATPURA 

Jalore Granite 

D/W 

17.75 

273.12 

159 

40 N 15 

40N10Mb 

70°33'31.82" 

27°04'47.61" 

DANTAL (P/z) 

Jalore Granite 

P/z 

70.00 

224.00 

160 

40 N 13 

40N10NC 

70°33'31.82" 

27°04'47.61" 

EKAN (P/z) 

Jalore Granite 

P/z 

NA 

256.57 

161 

40 N 13 

40N13Ma 

70°33'31.82" 

27°04'47.61" 

GOMATH 

Vindhyan Sandstone 

D/W 

36.00 

224.14 

162 

40 N 13 

40N13ld 

70°33'31.82" 

27°04'47.61" 

GOMATHI (P/Z) 

Vindhyan Sandstone 

P/z 

75.00 

224.14 

163 

40 N 13 

40N13lb 

70°33'31.82" 

27°04'47.61" 

GUDI KA TALA 

Vindhyan Sandstone 

D/W 

15.00 

275.82 

164 

40 N 13 

40N09Lb 

70°33'31.82" 

27°04'47.61" 

GUNDALA 

Rhyolite 

D/W 

24.90 

246.00 

165 

40 B2 

45B02Ad 

70°33'31.82" 

27°04'47.61" 

JHABRA 

Vindhyan Sandstone 

D/W 

39.00 

248.30 

166 

40 M 9 

40N1ONd 

70°33'31.82" 

27°04'47.61" 

KARALIYA 

Rhyolite 

P/z 

83.10 

234.24 

167 

40 N 13 

40N05NC 

70°33'31.82" 

27°04'47.61" 

KELAWA 

Jurassic Sandstone 

D/W 

36.30 

242.35 

168 

40 N 10 

40N13Bd 

70°33'31.82" 

27°04'47.61" 

KHENANA 

Rhyolite 

D/W 

52.00 

291.84 

169 

NA 

40N10Aa 

70°33'31.82" 

27°04'47.61" 

LAKHASAR 

Jalore Granite 

D/W 

NA 

309.00 

170 

40 M 12 

40N06IC 

70°33'31.82" 

27°04'47.61" 

LATHI (P/Z) 

Jurassic Sandstone 

P/z 

137.00 

194.52 

171 

40 B 1 

40M12Da 

70°33'31.82" 

27°04'47.61" 

LAWAN 

Jurassic Sandstone 

D/W 

28.75 

240.33 

172 

40 M 16 

45B01 Cc 

70°33'31.82" 

27°04'47.61" 

LOHARKI 

Rhyolite 

D/W 

82.00 

237.83 

173 

40 N 10 

40M16Bb 

70°33'31.82" 

27°04'47.61" 

LUNA KALLAN 

Vindhyan Sandstone 

D/W 

35.00 

297.83 

174 

40 N 10 

40N10Fa 

70°33'31.82" 

27°04'47.61" 

LUNA KHURD 

Jalore Granite 

D/W 

17.80 

298.23 

175 

40 N 5 

40N10Fa 

70°33'31.82" 

27°04'47.61" 

MADASAR 

Jalore Granite 

D/W 

24.00 

282.12 

176 

40 N 13 

40N09Db 

70°33'31.82" 

27°04'47.61" 

MADWA 

Jalore Granite 

D/W 

16.00 

231.51 

177 

NA 

40N14la 

70°33'31.82" 

27°04'47.61" 

NERAN 

Rhyolite 

D/W 

NA 

286.00 

178 

40 M 9 

40N05PC 

70°33'31.82" 

27°04'47.61" 

ODHANIA 

Jalore Granite 

D/W 

19.00 

226.33 

179 

40 N 7 

40N09Md 

70°33'31.82" 

27°04'47.61" 

OLA (P/z) 

Vindhyan Sandstone 

P/z 

40.00 

292.90 

180 

40 N 15 

40N14lb 

70°33'31.82" 

27°04'47.61" 

PHALSUND 

Rhyolite 

D/W 

10.00 

177.94 

181 

40 N 10 

40N13JC 

70°33'31.82" 

27°04'47.61" 

RAJGARH 

Rhyolite 

D/W 

27.60 

306.57 

182 

40 B2 

40N10Ca 

70°33'31.82" 

27°04'47.61" 

SANKARIA (P/Z) 

Jurassic Sandstone 

P/z 

60.00 

256.00 

183 

40 N 10 

40N10Ea 

70°33'31.82" 

27°04'47.61" 

SANKRA (P/Z) 

Jalore Granite 

P/z 

60.00 

291.20 

184 

40 N 9 

40N10Ea 

70°33'31.82" 

27°04'47.61" 

SANWARA 

Jalore Granite 

D/W 

25.80 

264.15 

185 

40 N 13 

40N09Ga 

70°33'31.82" 

27°04'47.61" 

SELVI 

Jalore Granite 

D/W 

35.00 

249.96 

186 

40 M 12 

40N13Eb 

70°33'31.82" 

27°04'47.61" 

SRI BHADARIA 

Rhyolite 

D/W 

47.70 

204.91 

187 

40 N 13 

40M12CC 

70°33'31.82" 

27°04'47.61" 

UZLAN 

Jurassic Sandstone 

D/W 

NA 

258.00 

188 

40 N 13 

40N13Ob 

70°33'31.82" 

27°04'47.61" 

UZLAN (P/Z) 

Rhyolite 

P/z 

31.00 

256.74 

189 

45E3Ca 

45E03DC 

73°01 '56.7" 

27°18'25.94" 

AJASAR 1 

Vindhyan Sandstone 

D/W 

140.10 

215.70 

190 

45E3Ca1 

45E03Da 

73°01'48.01" 

27°18'18.33" 

AJASAR-II 

Vindhyan Sandstone 

D/W 

119.00 

208.10 

191 

45A8Aa 

45A07Ga 

72°19'45" 

27°20'55" 

BAORI KALLA 

Vindhyan Sandstone 

D/W 

NA 

233.00 

192 

45A7Bd 

45A07Gb 

72°19'10.83" 

27°20'34.84" 

BARI DHANI 

Bilara Limestone 

D/W 

20.30 

190.55 

193 

45M14DC 

40M15Ka 

71 °53'15.48" 

27°21'58.12" 

BARU 

Bilara Limestone 

D/W 

39.70 

162.40 

194 

45E3Eb 

45E03GC 

73°06'13.63" 

27°21'12.2" 

BUNGARI 

Vindhyan Sandstone 

D/W 

73.70 

247.30 

195 

45A15Ba 

45A15BC 

72°46'57.62" 

27°24'22.96" 

CHAKU 

Vindhyan Sandstone 

D/W 

74.90 

186.63 

196 

45 A11 Eb 

45A11Cd 

72°33'40" 

27°19'30" 

CHIDI 

Bilara Limestone 

D/W 

68.55 

219.94 

197 

45A15Ea 

45A15Fd 

72°50'54.66" 

27°24'14.26" 

CHIMANA 

Vindhyan Sandstone 

D/W 

78.85 

201.39 

198 

NA 

40M16MC 

71 °58'54.63" 

27°13'37.15" 

DURGANI 

Vindhyan Sandstone 

D/W 

NA 

250.23 

199 

45A7Db 

45A07FC 

72°21'53.19" 

27°25'11.12" 

GADNA 

Bilara Limestone 

D/W 

27.25 

183.19 

200 

NA 

45A15Gd 

72°50'45.49" 

27°20'10.11" 

GANTIALI 

Vindhyan Sandstone 

D/W 

73.30 

254.61 

201 

45A15EB1 

45A15Gd 

72°50'47" 

27°20'9" 

GHANTIALI 

Vindhyan Sandstone 

D/W 

94.35 

196.15 

202 

45A15la 

45A150b 

72°56'30" 

27°20'0" 

JAISLAN 

Vindhyan Sandstone 

D/W 

93.60 

208.67 

203 

45M16Ga 

40M16ld 

71 °54'15" 

27 °11'19" 

JETI Kl DHANI 

Bilara Limestone 

D/W 

65.75 

159.25 

204 

45A11 Ca 

45 A11 Dc 

72°32'5.82" 

27°18'30.86" 

JHAMBA 

Bilara Limestone 

D/W 

45.70 

172.69 

205 

45A7GA 

45A07MC 

72°28'43.56" 

27°29'18.96" 

KALYAN SINGH Kl SID 

Bilara Limestone 

D/W 

27.70 

226.90 

206 

45A8Gd 

45A08Md 

72°29'9.2" 

27 °11 '21.63" 

KANASARIA 

Bilara Limestone 

D/W 

59.40 

196.33 

207 

45A15Hb 

45A15KC 

72°56'1.22" 

27°20'49.58" 

KELANSAR 

Vindhyan Sandstone 

D/W 

104.80 

194.43 

208 

45A8Dc 

45A08lb 

72°22'50.05" 

27 °11 '51.59" 

MALAR 

Bilara Limestone 

D/W 

30.00 

204.90 

209 

45E3Cb 

45E03Db 

73 °01'39.28" 

27 °157.65" 

MANEWARA 

Bilara Limestone 

D/W 

101.50 

199.95 

210 

45E3Cb1 

45E03Db 

73 °01'45.46" 

27°15'25.33" 

MANEWARA-II 

Bilara Limestone 

D/W 

112.10 

200.10 

211 

45A3Ca 

45A03Cd 

72°2'35" 

27°19'30" 

MODKIYA 

Bilara Limestone 

D/W 

63.70 

109.60 

212 

45A8Ea 

45A08FC 

72°21'13.86" 

27°09'32.79" 

MOHRAN 

Bilara Limestone 

D/W 

41.10 

221.30 

213 

45E8Gc 

45A08Md 

72°28'55.13" 

27°13'2.46" 

NANEU 

Bilara Limestone 

D/W 

54.00 

248.69 

214 

45A16Ga 

45A15Ld 

72°55'25.16" 

27°15'3.74" 

NOKHRA BHATIYA 

Bilara Limestone 

D/W 

92.80 

134.31 

215 

45A16BC 

45A16la 

72°53'31.53" 

27°13'57.11" 

NOKHRA CHARNA 

Bilara Limestone 

D/W 

107.05 

159.32 

216 

45A4Ad 

45A04BC 

72°02'54.71" 

27°10'38.99" 

SIRDHA 

Bilara Limestone 

D/W 

73.85 

176.15 

217 

45A1 OCb 

45 A11 Eb 

72°34'24.35" 

27°27'57.2" 

SODADHRA 

Bilara Limestone 

D/W 

50.15 

165.22 

218 

45M16Bb 

40M16Mb 

71 °57'23.95" 

27°11 '30.84" 

TEKRA 

Bilara Limestone 

D/W 

97.30 

158.90 

219 

45A3Cb 

45A03Db 

72°01 '11.84" 

27 °16'16.15" 

TEPU 

Bilara Limestone 

D/W 

110.70 

155.30 

220 

45F9Ca 

45F09Cd 

73°32'15" 

26°49'10" 

BASNIHARISINGH 

Bilara Limestone 

D/W 

67.00 

266.00 

221 

45F15Hb 

45F05KC 

73 °25'4.33" 

26°52'03.80" 

MANGERIA 

Bilara Limestone 

D/W 

30.00 

288.80 

222 

45B13GC 

45B13MC 

72°59'16.26" 

26°59'40.56" 

BAPINI 

Vindhyan Sandstone 

D/W 

91.00 

223.08 

223 

45A11 a 

45A16HC 

72°51'18.41" 

27°03'14.57" 

BEDEO 

Vindhyan Sandstone 

D/W 

105.00 

226.70 

224 

45B13Cd 

45B13Ha 

72°50'0" 

26°48'10" 

BHIKAMKHOR (Bhiyaro ki Dhani) 

Vindhyan Sandstone 

D/W 

73.25 

252.00 
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225 

45B9Hd 

45B09OC 

72°43'15.71" 

26°51 '49.9" 

HARLAI 

Vindhyan Sandstone 

D.C.B 

)0.15+bor 

238.51 

226 

45F1 Ac 

45F01Ea 

73°04'6.41" 

26°59'49.2" 

JHAKAN 

Bilara Limestone 

D/W 

86.80 

226.70 

227 

45B13DC 

45B131b 

72°52'33.56" 

26°57'57.95" 

MATORA* 

Vindhyan Sandstone 

D/W 

83.95 

215.72 

228 

45B13Bc2 

45B13Bd 

72°48'38.94" 

26°54'18.65" 

NOSAR 

Vindhyan Sandstone 

D/W 

99.55 

218.19 

229 

45B13Ba 

45B13Fa 

72°49'24.08" 

26°56'3.11" 

NOSAR (Bhando Ka Bera) 

Vindhyan Sandstone 

D/W 

106.20 

216.31 

230 

45B9Gc 

45B09Mb 

72°42'47.48" 

26°57'35.86" 

PALLI 

Vindhyan Sandstone 

D/W 

110.76 

210.34 

231 

45B13E 

45B13Jb 

72°53'6.84" 

26°53'14.33" 

PARASLA 

Vindhyan Sandstone 

D/W 

88.85 

232.50 

232 

45E4la 

45E04Dd 

73°02'27.04" 

27°00'49.97" 

PUNASAR 

Bilara Limestone 

D/W 

75.40 

234.60 

233 

45B9Gb 

45A16Dd 

72°46'58.5" 

27°01 '16.6" 

UNWARA 

Vindhyan Sandstone 

D/W 

96.00 

209.99 

234 

45A16Da 

45A16Ed 

72°51 '10.8" 

27 °11 '45.11" 

AAU 

Bilara Limestone 

D/W 

80.05 

146.29 

235 

45A8IC 

45A08OC 

72°29'15" 

27°6'30" 

AMLA 

Bilara Limestone 

D/W 

114.00 

166.07 

236 

45B1Ha 

45B01Na 

72°11'50.13" 

26°54'32.43" 

BAMNU 

Vindhyan Sandstone 

D/W 

45.90 

232.14 

237 

45A4Ha 

45A04Jd 

72°11 '9.38" 

27°09'9.61" 

BENGTI KALLA 

Bilara Limestone 

D/W 

87.60 

250.00 

238 

45A12GC 

45 A16Aa 

72°46'30" 

27°13'45" 

BHINYASAR 

Bilara Limestone 

D/W 

73.12 

203.90 

239 

45 A16 Ad 

45 A16 Ac 

72°48'20.75" 

27°13'39.87" 

BHOJASAR 

Bilara Limestone 

D/W 

78.13 

200.00 

240 

45A4Fd 

45A04Dd 

72°2'15" 

27 °1 '20" 

BHOPE Kl DHANI 

Vindhyan Sandstone 

D/W 

88.60 

235.00 

241 

45E4Bc 

45E04Bd 

73°03'18.02" 

27°08'31.39" 

CHADI 

Bilara Limestone 

D/W 

77.30 

274.00 

242 

45A8IC 

45A08PC 

72°28'17.45" 

27°02'47.71" 

CHILLA 

Vindhyan Sandstone 

D/W 

97.60 

213.06 

243 

45A16HC 

45A16NC 

72°59'59.59" 

27°09'54.32" 

CHOTINA 

Bilara Limestone 

D/W 

79.25 

215.71 

244 

45A8IC 

45A12Ha 

72°35'6.05" 

27°03'23.00" 

DABAR 

Vindhyan Sandstone 

D/W 

89.35 

211.33 

245 

45B15Ha 

45B05Jd 

72°25'45" 

26°54'5" 

DAYAKOR 

Vindhyan Sandstone 

D/W 

45.60 

257.10 

246 

45A12Hb 

45A12Nd 

72°43'7.93" 

27°08'46.2" 

DENOK 

Bilara Limestone 

D/W 

78.80 

196.59 

247 

45B1Dd 

45B01Ja 

72°08'11.24" 

26°55'5.14" 

DHADHU 

Vindhyan Sandstone 

D.C.B 

55+35 m 

234.80 

248 

45B9Db 

45B09Ed 

72°35'39.39" 

26°56'51.4" 

DHELANA 

Vindhyan Sandstone 

D/W 

58.70 

273.20 

249 

45B9Dd 

45B09lb 

72°38'55" 

26°56'25" 

DHELANA RLY STN. 

Vindhyan Sandstone 

D/W 

94.90 

320.00 

250 

45A12DC 

45A12Ba 

72°30'39.96" 

27°11 '10.4" 

DHOULASAR 

Bilara Limestone 

D/W 

73.75 

190.81 

251 

45B5Dc 

45B05IC 

72°24'35" 

26°59'40" 

JALORA 

Vindhyan Sandstone 

D/W 

98.45 

193.30 

252 

45A8Ha 

45A08Jd 

72°24'58" 

27°8'0" 

KHICHAN 

Bilara Limestone 

D/W 

69.98 

200.71 

253 

NA 

45A08Jd 

72°25'4.8" 

27°07'59.56" 

KHICHAN( P/z) 

Bilara Limestone 

P/z 

90.35 

230.13 

254 

45B5Ad 

45B05BC 

72°18'6.57" 

26°54'59.23" 

KOLU PABUJI new p/z const. 

Vindhyan Sandstone 

P/z 

150.00 

230.83 

255 

45A8Bb 

45A08Ca 

72°15'33.47" 

27°06'30.64" 

KUNDAL 

Bilara Limestone 

D/W 

81.70 

184.20 

256 

45B5Ec 

45B05Jb 

72°22'52.94" 

26°53'46.82" 

KUSHLAWA 

Vindhyan Sandstone 

D/W 

48.25 

237.18 

257 

45B9Da 

45B09Ea 

72°35'0.59" 

26°58'54.48" 

LOHAWAT 

Vindhyan Sandstone 

D.C.B 

105.00 

208.05 

258 

45A8Fb 

45A08Kb 

72°23'51.45" 

27°03'55.37" 

LORDIYA 

Vindhyan Sandstone 

D/W 

86.60 

195.51 

259 

45D1Hd 

45B01Oa 

72°12'55" 

26°51 '5" 

MAN D LA 

Vindhyan Sandstone 

D/W 

55.50 

234.00 

260 

45A8Cc 

45A08Cd 

72°18'42.48" 

27°04'3.77" 

MOKHERI 

Vindhyan Sandstone 

D/W 

88.40 

181.85 

261 

45A12Bd 

45A12Jd 

72°40'41" 

27°8'15" 

MUNJASAR 

Bilara Limestone 

D/W 

72.10 

188.85 

262 

45A8ld 

45A12Hb 

72°34'7" 

27°1 '16" 

PACHHMI DHANI 

Vindhyan Sandstone 

D/W 

97.00 

194.81 

263 

45A12GC 

45A12MC 

72°43'15" 

27°14'25" 

PADIHAR 

Bilara Limestone 

D/W 

70.00 

272.00 

264 

45A8Eb 

45A08Fd 

72°21 '40.99" 

27°07'41.33" 

PHALODI TOWN 

Bilara Limestone 

D/W 

73.90 

203.75 

265 

45B15Hb 

45B05Oa 

72°26'30" 

26°50'55" 

PILWA 

Vindhyan Sandstone 

D/W 

44.90 

263.10 

266 

45A4Fd 

45A04Ga 

72°4'6" 

27°5'50" 

RAYADA 

Bilara Limestone 

D/W 

68.70 

176.40 

267 

45B1 Gd 

45B01 Md 

72°13'30" 

26°58'5" 

SANWREES 

Vindhyan Sandstone 

D/W 

37.35 

229.45 

268 

45A16Ed 

45 A16Ka 

72°53'57.26" 

27°06'59.68" 

SUWAP 

Bilara Limestone 

D/W 

99.70 

199.61 

269 

45G1Dc 

45B01Ed 

72°05'59.78" 

26°57'58.72" 

UGRAS 

Vindhyan Sandstone 

D.C.B 

,90+borinc 

217.04 

270 

45A12FC 

45A12HC 

72°35'59.28" 

27°02'21.48" 

UTTRI DHANI 

Vindhyan Sandstone 

D.C.B 

3.60+100 1 

199.77 

271 

45B4Fb 

45B05Hb 

72°19'37.28" 

26°46'20.93" 

DECHU 

Vindhyan Sandstone 

D/W 

65.00 

253.45 

272 

45B1Cb 

45B01Hb 

72°04'0.99" 

26°45'27.33" 

LALPURA 

Vindhyan Sandstone 

D/W 

41.10 

235.35 

273 

45B5Cb 

45B05DC 

72 °17'29.24" 

26°47'08.85" 

SAGRAN 

Vindhyan Sandstone 

D/W 

42.20 

279.68 

274 

45 FI 3 He 

45F13Nd 

73°59'9.28" 

26°53'51.24" 

Butati 

Tertiary Sandstone 

D/W 

50.10 

302.00 

275 

45 FI 3 Ha 

45F13JC 

73°55'34.13" 

26°55'25.48" 

Nimbri Chandawata 

Tertiary Sandstone 

P/z 

140.00 

320.00 

276 

45 FI 3 Ha 

45F13JC 

73°55'55.28" 

26°55'30.89" 

Nimbri Chandawata 

Tertiary Sandstone 

D/W 

65.00 

320.00 

277 

45 J1 Ba2 

45J01Bd 

74°02'17.74" 

26°53'12.34" 

Puniyas 

Tertiary Sandstone 

D/W 

51.00 

324.00 

278 

45 18 Cd 

45l08Md 

74°29'10.35" 

27°12'26.14" 

Bagatpura 

Older Alluvium 

D/W 

42.00 

350.00 

279 

45 115 Ad 

45115Dd 

74°48'15.64" 

27 °157.88" 

Bansa 

Older Alluvium 

D/W 

65.00 

394.00 

280 

45 17 Fd 

45l07Hb 

74°20'34.07" 

27 °16'13.44" 

Banthadi 

Older Alluvium 

D/W 

53.80 

312.00 

281 

45 18 Bd 

45I08EC 

74°21 '8.07" 

27°14'40.58" 

Beechawa 

Older Alluvium 

D/W 

79.10 

314.00 

282 

45 18 Gd 

45112Md 

74°43'37.79" 

27°12'54.12" 

Bhadaliya 

Older Alluvium 

D/W 

42.70 

380.00 

283 

45 18 Ha 

45l08Jd 

74°25'57.68" 

27°08'54.63" 

Bhawad 

Older Alluvium 

D/W 

39.90 

346.00 

284 

45 111 Dc 

45111 Kd 

74°40'54.94" 

27°20'36.11" 

Chhapri kalian 

Older Alluvium 

D/W 

33.40 

371.00 

285 

45 115 Cal 

45115Cb 

74°45'23.82" 

27°18'46.91" 

Dabra 

Older Alluvium 

D/W 

39.10 

376.00 

286 

45 115 Cal 

45115Cb 

74°46'7.77" 

27°19'54.89" 

Dabra 

Older Alluvium 

P/z 

100.00 

378.00 

287 

45 112 Ac 

45111 Hb 

74°34'27.8" 

27°15'25.41" 

Dasana 

Older Alluvium 

D/W 

38.00 

342.00 

288 

45 111 Ec 

4511 Ub 

74°38'20.92" 

27°22'44.55" 

Daulatpur 

Older Alluvium 

D/W 

35.20 

352.00 

289 

45 111 Be 

45111 Fb 

74°33'56.43" 

27°24'13.94" 

Didwana 

Phyllite & Schist 

D/W 

39.10 

344.00 

290 

45 17 Fa 

45l07La 

74°23'17.46" 

27 °17'48.56" 

Kairap 

Older Alluvium 

D/W 

48.50 

327.00 

291 

45 112 Aa 

45112Ac 

74°32'35.15" 

27°13'56.81" 

Khojas 

Older Alluvium 

P/z 

105.00 

354.00 

292 

45 17 ID 

45l07Pd 

74°29'33.77" 

27 °16'42.45" 

Khunkhuna 

Older Alluvium 

D/W 

42.70 

343.00 

293 

45 18 Ea 

45l08Jb 

74°23'14.37" 

27°07'31.6" 

Khuri Kalian 

Older Alluvium 

D/W 

20.30 

333.00 

294 

45 18 Ea 

45l08Jb 

74°23'15.84" 

27°07'50.18" 

Khuri Kalian 

Older Alluvium 

P/z 

120.00 

333.00 
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295 

45 17 Hd 

451070c 

74°28'36" 

27°21'07" 

Koliya 

Phyllite & Schist 

D/W 

28.50 

332.00 

296 

45 17 Hd 

451070c 

74°29'2.23" 

27°21'13.84" 

Koliya 

Phyllite & Schist 

P/z 

56.00 

332.00 

297 

45 111 Ca 

4511 IMa 

74°41 '55.61" 

27°28'27.19" 

Lalasari 

Older Alluvium 

D/W 

21.67 

351.00 

298 

45 18 Dc 

45l07Lb 

74°24'12.39" 

27°15'12.48" 

Laroli Kalian 

Older Alluvium 

D/W 

36.30 

328.00 

299 

45 115 Gc 

45115Aa 

74°46'50.64" 

27°28'43.29" 

Mawa 

Older Alluvium 

D/W 

33.00 

376.00 

300 

45 111 Ic 

45111 Pa 

74°42'24" 

27°18'43" 

Molasar 

Older Alluvium 

D/W 

52.00 

367.00 

301 

45 111 Ic 

45111 Pa 

74°42'23.73" 

27°18'43.42" 

Molasar 

Older Alluvium 

P/z 

87.00 

367.00 

302 

45 111 Fa 

45111Kb 

74°37'46.34" 

27°20'19.47" 

Nimbi Choti 

Older Alluvium 

P/z 

100.00 

351.00 

303 

45 111 Fa 

4511 IGd 

74°37'26.62" 

27°20'27.56" 

Nimbli Choti 

Older Alluvium 

D/W 

36.30 

351.00 

304 

45 116 Aa 

45116Ac 

74°47'1.41" 

27°14'47.84" 

Nimod 

Older Alluvium 

D/W 

55.00 

385.00 

305 

45 116 Aa 

45116Ac 

74°47'5.16" 

27°14'58.6" 

Nimod 

Older Alluvium 

P/z 

65.00 

385.00 

306 

45 17 Fd 

45l07La 

74°22'40.65" 

27 °17'39.4" 

Ransisar 

Older Alluvium 

D/W 

39.00 

315.00 

307 

45 17 Be 

45l07Md 

74°29'57.4" 

27°28'2.46" 

Singhana 

Phyllite & Schist 

D/W 

44.02 

336.00 

308 

45 115 Ad 

45115Fa 

74°50'33.58" 

27°25'47.19" 

Sudrasan 

Older Alluvium 

D/W 

54.00 

394.00 

309 

45 111 Dd 

451111b 

74°38'51.57" 

27°26'44.5" 

Supka 

Phyllite & Schist 

D/W 

27.70 

345.00 

310 

45 14 Ca 

45l04Da 

74 °01'22.78" 

27°03'39.68" 

Arwar 

Tertiary Sandstone 

D/W 

34.00 

300.00 

311 

45 18 Ab 

45l08Ab 

74 °16'24.6" 

27 °11 '22.7" 

Barnel 

Bilara Limestone 

D/W 

69.90 

313.00 

312 

45 14 Fd 

45J01EC 

74°06'6.99" 

26°59'23.56" 

Bhawla 

Tertiary Sandstone 

P/z 

200.00 

305.00 

313 

45 El 6 Id 

45E160b 

73°57'53.46" 

27°04'31.00" 

Borwa 

Bilara Limestone 

D/W 

40.90 

310.00 

314 

45 El 5 lb 

45E14Hd 

73°52'11.44" 

27°30'22.71" 

Boseri 

Vindhyan Sandstone 

D/W 

37.80 

297.00 

315 

45 1 He 

45I04NC 

74°14'6.78" 

27°09'40.23" 

Chhajoli 

Vindhyan Sandstone 

D/W 

80.00 

325.00 

316 

45 13 Ca 

44l03Cb 

74 °01'42.98" 

27°19'30.11" 

Chhapra 

Bilara Limestone 

D/W 

40.30 

289.00 

317 

45 El 5 Ic 

45E15LC 

73°54'25" 

27°18'10" 

Deh 

Bilara Limestone 

D/W 

34.20 

291.00 

318 

45 El 5 Ic 

45E15LC 

73°54'28.09" 

27°18'12.16" 

Deh 

Bilara Limestone 

P/z 

100.00 

291.00 

319 

45 1 Ca 

44I03KC 

74°10'20.73" 

27°21 '51.89" 

Dugoli 

Older Alluvium 

D/W 

43.00 

293.00 

320 

45 13 Gob 

44l03Md 

74°13'45.79" 

27°26'27.54" 

Gorau 

Older Alluvium 

D/W 

62.50 

304.00 

321 

45 14 Gb 

45l04ld 

74 on- 4 " 

27°13'07" 

Jayal 

Vindhyan Sandstone 

D/W 

45.30 

311.00 

322 

45 14 Gb 

45l04ld 

74°11 '4.05" 

27 °137.14" 

Jayal 

Vindhyan Sandstone 

P/z 

80.00 

311.00 

323 

45 13 Ba 

44l03Bb 

74°01 '5.91" 

27°23'42.00" 

Jhareli 

Bilara Limestone 

D/W 

42.40 

297.00 

324 

45 El 6 Iv 

45E16LC 

73°56'9.46" 

27°01 '55.56" 

Jhunjhala 

Tertiary Sandstone 

D/W 

39.40 

311.00 

325 

45 14 Fd 

45l04Lb 

74°08'2.29" 

27°00'57.52" 

Kalvi 

Tertiary Sandstone 

D/W 

52.30 

309.00 

326 

45 18 Cb 

45l07Dd 

74 °17'22.44" 

27°15'11.32" 

Kathoti 

Bilara Limestone 

D/W 

51.10 

310.00 

327 

45 13 Bb 

44l03Ed 

74°05'38.54" 

27°27'0.24" 

Khabariyana 

Older Alluvium 

D/W 

41.00 

305.00 

328 

45 El 6 Ge 

45E16Na 

73°56'58.4" 

27°11'13.28" 

Khanwar 

Bilara Limestone 

P/z 

100.00 

298.00 

329 

45 El 6 Ge 

45E16Mb 

73°56'46.07" 

27°11'18.74" 

Khanwar 

Bilara Limestone 

D/W 

30.00 

298.00 

330 

45 18 Db 

45l08Fb 

74°19'12.7" 

27°07'30.66" 

Khatu Kalian 

Vindhyan Sandstone 

P/z 

160.00 

351.00 

331 

45 18 Db 

45l08Fb 

74°19'12.71" 

27°07'31.17" 

Khatu Kalian 

Vindhyan Sandstone 

D/W 

83.30 

351.00 

332 

45 14 Ac2 

44l03Dd 

74°03'8.61" 

27°15'2.13" 

Manglod 

Bilara Limestone 

D/W 

30.00 

295.00 

333 

45 14 Fd 

45I04HC 

74°06'16.42" 

27°02'52.48" 

Mundi 

Tertiary Sandstone 

D/W 

49.80 

395.00 

334 

45 14 Be 

45l04Fb 

74°03'53.18" 

27°08'20.77" 

Phardod 

Bilara Limestone 

D/W 

42.00 

302.00 

335 

45 14 la 

45I04PC 

74°13'34.09" 

27°03'36.74" 

Pindia 

Vindhyan Sandstone 

P/z 

116.00 

334.00 

336 

45 14 la 

45I04PC 

74°13'34" 

27°03'37" 

Pindia 

Vindhyan Sandstone 

D/W 

59.55 

334.00 

337 

45 El 6 Ha 

45E16JC 

73°55'51.26" 

27°09'56.77" 

Rol 

Bilara Limestone 

D/W 

36.00 

296.00 

338 

45 El 5 Id 

45E15Pd 

73°59'16.51" 

27 °16'9.64" 

Soneli 

Bilara Limestone 

D/W 

23.00 

288.00 

339 

45 13 Acl 

44I03AC 

74°02'46.97" 

27°28'9.16" 

Surpaliya 

Older Alluvium 

D/W 

49.40 

305.00 

340 

45 13 Ac2 

44l03Aa 

74 °01'36.97" 

27°29'42.91" 

Talnau 

Older Alluvium 

D/W 

49.80 

304.00 

341 

45 14 Ic 

45l04Jb 

74°07'43.51" 

27°07'58.89" 

Tarnau 

Older Alluvium 

D/W 

33.00 

298.00 

342 

45 14 Ic 

45l04Fd 

74°07'17.37" 

27°08'34.32" 

Tarnau 

Older Alluvium 

P/z 

120.00 

298.00 

343 

451151a 

451150b 

74°57'4.56" 

27°19'30.78" 

Chawandia 

Older Alluvium 

P/z 

100.00 

425.00 

344 

451151a 

451150b 

74°57'13.34" 

27°19'34.43" 

Chawandia 

Older Alluvium 

D/W 

34.45 

425.00 

345 

45M3Bd2 

45M03Ga 

75°04'50.03" 

27°21'54.95" 

Hudeel 

Older Alluvium 

D/W 

62.40 

467.00 

346 

45M3Bd3 

45M03Ga 

75°04'43.48" 

27°22'6.26" 

Hudeel 

Older Alluvium 

P/z 

94.00 

467.00 

347 

NA 

45l07Fb 

74°19'49.35" 

27°22'36.87" 

Durilla 

Bilara Limestone 

P/z 

125.00 

304.00 

348 

45l7Da 

45I07EC 

74 °21'26.74" 

27°28'21.67" 

Genana 

Vindhyan Sandstone 

D/W 

61.10 

323.00 

349 

45111 Da 

45111 Ec 

74°35'57.47" 

27°29'1.17" 

Gheeroda Mitha 

Phyllite & Schist 

D/W 

31.30 

334.00 

350 

45l6Bd 

45I06CC 

74 °17'15.02" 

27°36'52.35" 

Hirawati 

Vindhyan Sandstone 

D/W 

51.20 

327.00 

351 

45I6B2 

45l06Db 

74 °16'28.79" 

27°30'11.97" 

Jhardiya 

Vindhyan Sandstone 

D/W 

50.52 

320.00 

352 

45l7Ea 

45l07Cb 

74 °16'27.23" 

27°19'8.18" 

Khangar 

Bilara Limestone 

D/W 

53.10 

303.00 

353 

45l6Ea 

45l06Ha 

74°19'28.47" 

27°33'22.99" 

Lukas 

Vindhyan Sandstone 

D/W 

45.25 

332.00 

354 

45l6Ea 

45l06Ha 

74°19'30.12" 

27°33'27.58" 

Lukas 

Vindhyan Sandstone 

P/z 

70.00 

332.00 

355 

45l6Fa 

45l06Da 

74°16'31.56" 

27°32'5.71" 

Manu 

Vindhyan Sandstone 

D/W 

43.80 

318.00 

356 

45l6Fa 

45l06Da 

74 °167.24" 

27°32'12.81" 

Manu 

Vindhyan Sandstone 

P/z 

90.00 

318.00 

357 

45l6Fb 

45l06Ha 

74°20'33.2" 

27°32'15.13" 

Nimbi Jodha 

Vindhyan Sandstone 

D/W 

48.00 

341.00 

358 

45l7Ea 

45l07Fb 

74°20'34.73" 

27°24'17.24" 

Ratau 

Bilara Limestone 

D/W 

65.00 

319.00 

359 

45l13Ha 

44l03Nd 

74°14-13.64" 

27°23'25.49" 

Roja 

Bilara Limestone 

P/z 

165.00 

300.00 

360 

45l13Ha 

44l03Nd 

74°14'14" 

27°23'27" 

Roja 

Bilara Limestone 

D/W 

77.45 

300.00 

361 

45l7Bd 

45l07Ca 

74°15'36.97" 

27°20'52.25" 

Silanwad 

Bilara Limestone 

D/W 

52.85 

304.00 

362 

45112Ga 

45112Bd 

74°32'54.97" 

27°09'6.95" 

Dhandanwa 

Older Alluvium 

P/z 

58.50 

362.00 

363 

45112Ga 

45112Bd 

74°33'9.75" 

27°09'8.52" 

Dhandanwa 

Older Alluvium 

D/W 

63.00 

362.00 

364 

45112Dd 

451121b 

74°39'15.89" 

27°13'6.12" 

Ladpura 

Older Alluvium 

D/W 

45.00 

357.00 
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365 

45F13Ed 

45F13Ka 

73°53'2.53" 

26°51 '6.22" 

Deshwal 

Vindhyan Sandstone 

D/W 

67.00 

331.00 

366 

45E8Fa 

45E04La 

73°08'44.18" 

27°02'52.4" 

Berathal 

Bilara Limestone 

D/W 

84.00 

295.00 

367 

45E16Fa 

45E16HC 

73°51'48.13" 

27°03'13.95" 

Bhadana 

Vindhyan Sandstone 

D/W 

51.30 

330.00 

368 

45E16Fa 

45E16HC 

73°51 '34.98" 

27°03'29.31" 

Bhadana 

Vindhyan Sandstone 

P/z 

155.00 

330.00 

369 

45F1Dc 

45F01 lb 

73°08'39" 

26°58'07" 

Birloka 

Vindhyan Sandstone 

D/W 

70.20 

295.00 

370 

45F1Dc 

45F01 la 

73°08'38.57" 

26°58'7.42" 

Birloka 

Vindhyan Sandstone 

D/W 

170.00 

295.00 

371 

45E16BC 

45E16Ga 

73°49'40.99" 

27°07'24.74" 

Inana 

Vindhyan Sandstone 

P/z 

100.00 

316.00 

372 

45E16BC 

45E16Ga 

73 049.41 " 

27°07'25" 

Inana 

Vindhyan Sandstone 

D/W 

31.40 

316.00 

373 

45F13Bd 

45F13Ga 

73°48'58.04" 

26 °51'28.89" 

Indokhali 

Vindhyan Sandstone 

D/W 

48.30 

342.00 

374 

45F13Fa 

45F13Fa 

73°50'18" 

26°55'13" 

Khajwana 

Vindhyan Sandstone 

D/W 

68.30 

331.00 

375 

45F13Fa 

45F13Fa 

73°50'17.89" 

26°55'13.5" 

Khajwana 

Vindhyan Sandstone 

P/z 

148.00 

331.00 

376 

45E12IC 

45E12Kb 

73°38'23" 

27°05'06" 

Kharnal 

Bilara Limestone 

D/W 

41.65 

306.00 

377 

45E12IC 

45E12Kb 

73°38'23" 

27°05'06" 

Kharnal 

Bilara Limestone 

P/z 

150.00 

306.00 

378 

45F5Dc 

45F05IC 

73 °25'14" 

26°58'42" 

Khinwsar 

Bilara Limestone 

D/W 

48.20 

316.00 

379 

45F5Dc 

45F05IC 

73 °25'54.8" 

26°58'47.52" 

Khinwsar 

Bilara Limestone 

P/z 

70.00 

316.00 

380 

45F9Gb2 

45F09Mb 

73°42'28.07" 

26°57'38.77" 

Khudkuda 

Vindhyan Sandstone 

D/W 

29.40 

324.00 

381 

45F13GC 

45F13Ma 

73°58'5.25" 

26°59'28.28" 

Kuchera 

Tertiary Sandstone 

P/z 

92.00 

308.00 

382 

45F13GC 

45F13Ma 

73°57'46.7" 

26°59'58.56" 

Kuchera 

Tertiary Sandstone 

D/W 

47.80 

308.00 

383 

45E8Fd 

45E08Ga 

73 °19'09" 

27°06'25" 

Madpura 

Bilara Limestone 

D/W 

50.00 

293.00 

384 

45F16Ce 

45E16Ha 

73°49'18.29" 

27°03'2.81" 

Mundwa 

Vindhyan Sandstone 

D/W 

46.90 

337.00 

385 

45F16Ce 

45E16Gb 

73°49'50.75" 

27°04'33.36" 

Mundwa 

Vindhyan Sandstone 

P/z 

150.00 

337.00 

386 

45F5Hc 

45F05Ja 

73 °22'42" 

26°54'42" 

Nagri 

Vindhyan Sandstone 

D/W 

62.60 

300.00 

387 

45F5Hc 

45F05Ja 

73 °22'42" 

26°54'42" 

Nagri 

Vindhyan Sandstone 

D/W 

180.00 

300.00 




Annex GW-2 - Data of Exploratory wells/Piezometers wells of CGWB-RGWD for Basins in State 



Type 
of Well 


Coordinate 

Latitude 

Longitude 


Total Depth 
Drilled 
(m bgl) 


Static 
Water 
Level 
(m bgl) 


Discharge Drawdown 

(Ips) (m) 


Specific 

Capacity Specific Transmi- Storage 
(Discharge - Yield ssivity Coeffcient 
Drawdown) (Sy) (T) (S) 

Ips/m 


Chemical Quality 

EC 

p/cm at 
25 °C 

Cl' 1 

(mg/I) 

F 1 

(mg/I) 


Hydrogeological Unit 


River Basin: 


Sub Basin: 


Banas 


Banas 


AJMER 

Kekri 

GHATIYALI 

EXP LO RATO RY_W ELL 

25.7842 

75.2692 

45.00 

AJMER 

Kekri 

SAWAR 

PIEZOMETER 

25.7525 

75.2017 

40.00 

BHILWARA 

Jahazpur 

Jahajpur 

PW 

25.6217 

75.2750 

187.60 

BHILWARA 

Jahazpur 

JAHAZPUR 

PIEZOMETER 

25.6138 

75.2803 

56.00 

BHILWARA 

Jahazpur 

KHAJOORI 

EXP LO RATO RY_W ELL 

25.4973 

75.2262 

200.00 

BHILWARA 

Jahazpur 

MANOHARPURA 

PIEZOMETER 

25.4732 

75.1438 

81.00 

BHILWARA 

Jahazpur 

PANDER 

PIEZOMETER 

25.6409 

75.1887 

60.00 

BHILWARA 

Jahazpur 

Tapriya Khera 

EW 

25.5464 

75.1977 

174.00 

BHILWARA 

Jahazpur 

TASWARIYA BAORI 

PIEZOMETER 

25.6360 

75.0922 

60.00 

BHILWARA 

Jahazpur 

UNCHA 

PIEZOMETER 

25.7525 

75.3692 

73.00 

BHILWARA 

Kotri 

CHAPPREL 

PIEZOMETER 

25.4807 

75.0074 

75.00 

BHILWARA 

Kotri 

DANTRA 

PIEZOMETER 

25.5207 

75.0418 

60.00 

BHILWARA 

Kotri 

DANTRA 

PIEZOMETER 

25.5207 

75.0418 

70.00 

BHILWARA 

Kotri 

HAJIYAS 

EXPLORATORYWELL 

25.4336 

75.0319 

200.00 

BHILWARA 

Kotri 

HAZIYAS 

PIEZOMETER 

25.4342 

75.0303 

80.00 

BHILWARA 

Kotri 

KOTRI 

PIEZOMETER 

25.4022 

74.9022 

40.00 

BHILWARA 

Kotri 

UDLIYAS 

PIEZOMETER 

25.3972 

74.8045 

70.00 

BHILWARA 

Mandalgarh 

BIGOD 

PIEZOMETER 

25.2658 

75.0244 

55.00 

BHILWARA 

Mandalgarh 

KACHOLA 

PIEZOMETER 

25.3949 

75.1279 

70.00 

BHILWARA 

Mandalgarh 

MANPURA 

PIEZOMETER 

25.2856 

75.1133 

40.00 

BHILWARA 

Sahara 

GEORIYA 

PIEZOMETER 

25.1836 

74.1197 

70.00 

BHILWARA 

Sahara 

SARGAON 

PIEZOMETER 

25.0965 

74.2607 

40.00 

BHILWARA 

Suwana 

BALIA KALAN 

PIEZOMETER 

25.2283 

74.6258 

40.00 

BHILWARA 

Suwana 

Belia Kalan 

EW 

25.2332 

74.6238 

134.00 

BHILWARA 

Suwana 

MANDPHIYA 

PIEZOMETER 

25.2725 

74.6459 

50.00 

BHILWARA 

Suwana 

Mangrop 

EW 

25.2408 

74.6789 

200.85 

BHILWARA 

Suwana 

PUR (MUJRAS) 

PIEZOMETER 

25.2833 

74.5386 

40.00 

BUNDI 

Nainwa 

BAMBOOLI 

PIEZOMETER 

25.8142 

75.9264 

75.00 

BUNDI 

Nainwa 

BHANAKPURA 

EXP LO RATO RY_W ELL 

25.8422 

75.9500 

146.00 

BUNDI 

Nainwa 

SAMIDHI 

PIEZOMETER 

25.8214 

76.0314 

75.00 

BUNDI 

Nainwa 

SUNTHALI 

PIEZOMETER 

25.8494 

75.8346 

50.00 

BUNDI 

Nainwa 

UGEN 

PIEZOMETER 

25.8091 

75.7785 

75.00 

CHITTAURGARH 

Rashmi 

RASHMI 

PIEZOMETER 

25.0610 

74.3556 

54.00 

CHITTAURGARH 

Rashmi 

Rewara 

EW 

25.1333 

74.3667 

141.90 

CHITTAURGARH 

Rashmi 

Rewara 

OW 

25.1333 

74.3667 

138.80 

RAJSAMAND 

Amet 

Agariya(Ew) 

EW 

25.2644 

73.9367 

190.70 

RAJSAMAND 

Amet 

Agariya(Ew) 

EW 

25.2644 

73.9367 

190.70 

RAJSAMAND 

Amet 

AIDANA 

PIEZOMETER 

25.2503 

73.8919 

60.00 

RAJSAMAND 

Amet 

AMET 

PIEZOMETER 

25.3025 

73.9373 

45.00 

RAJSAMAND 

Amet 

Amet(Ew) 

EW 

25.3038 

73.9325 

202.90 

RAJSAMAND 

Amet 

Amet(Ew) 

EW 

25.3038 

73.9325 

202.90 

RAJSAMAND 

Amet 

Asan 

EW 

25.3086 

73.9138 

200.00 

RAJSAMAND 

Amet 

Bhikawas 

PZ 

25.3056 

73.8694 

151.00 

RAJSAMAND 

Amet 

Ghosundji 

EW 

25.2667 

73.9667 

200.00 

RAJSAMAND 

Amet 

JAITPURA 

PIEZOMETER 

25.1839 

73.9336 

78.00 

RAJSAMAND 

Amet 

OLNA KA KHERA 

PIEZOMETER 

25.2378 

74.0351 

56.00 

RAJSAMAND 

Amet 

SARDARGARH 

EXP LO RATO RY_W ELL 

25.2336 

73.9844 

114.00 


610 

57.0 

1070 

227.0 

4900 

1419.0 



1.08|Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


0.83 Older Alluvium 


Phyllite & Schist 


0.14 Phyllite & Schist 


0.56 Phyllite & Schist 


2.201 Phyllite & Schist 


Phyllite & Schist 


9.25 Phyllite & Schist 


0.26 Phyllite & Schist 


1.88 Gneisses(B.G.C.) 


2.42 Phyllite & Schist 


0.88 Phyllite & Schist 


0.80 Gneisses(B.G.C.) 


0.14 Gneisses(B.G.C.) 


1.34 Gneisses(B.G.C.) 


3.68 Gneisses(B.G.C.) 


0.99 Phyllite & Schist 


1.60 Phyllite & Schist 


0.80 Phyllite & Schist 


1.16 Gneisses(B.G.C.) 


2.40 Phyllite & Schist 


1.01 Gneisses(B.G.C.) 


0.69 Gneisses(B.G.C.) 


2.32 Gneisses(B.G.C.) 


0.40 Gneisses(B.G.C.) 


0.791 Phyllite & Schist 


Phyllite & Schist 


536.001 Phyllite & Schist 


Phyllite & Schist 


1.601 Phyllite & Schist 


Phyllite & Schist 


2.14 Phyllite & Schist 


1.02 Phyllite & Schist 


0.43 Phyllite & Schist 


1.11 Gneisses(B.G.C.) 


1.11 Gneisses(B.G.C.) 


1.5o|Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


0.50 Gneisses(B.G.C.) 


0.50 Gneisses(B.G.C.) 


0.39 Gneisses(B.G.C.) 


2.5o|Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


0.58 Gneisses(B.G.C.) 


1.42 Gneisses(B.G.C.) 


1.39|Gneisses(B.G.C.) 



















































































































































































































































































































































































































































































































































































































































District 


Village 

Type 
of Well 

Coordinate 

Total Depth 
Drilled 
(m bgl) 


Block 

Latitude 

Longitude 

RAJSAMAND 

Amet 

SARDARGARH 

PIEZOMETER 

25.2336 

73.9844 

96.00 

RAJSAMAND 

Amet 

Sardargarh 

EW 

25.2333 

73.9833 

185.00 

RAJSAMAND 

Amet 

SIYANA 

PIEZOMETER 

25.2078 

73.8902 

50.00 

RAJSAMAND 

Khamnor 

GUNJOL 

EXP LO RATO RY_W ELL 

24.9504 

73.8324 

115.00 

RAJSAMAND 

Khamnor 

KESULI 

EXP LO RATO RY_W ELL 

24.8437 

73.7429 

130.00 

RAJSAMAND 

Khamnor 

KHAMNOR 

PIEZOMETER 

24.9189 

73.7282 

50.00 

RAJSAMAND 

Khamnor 

KOSHIWARA 

PIEZOMETER 

24.9686 

73.6847 

50.00 

RAJSAMAND 

Khamnor 

MOLELA 

EXP LO RATO RY_W ELL 

24.9336 

73.7358 

161.00 

RAJSAMAND 

Khamnor 

Nathdwara 

PZ 

24.9292 

73.8292 

199.00 

RAJSAMAND 

Khamnor 

NATHWARA 

PIEZOMETER 

24.9353 

73.8279 

41.00 

RAJSAMAND 

Khamnor 

RABCHA 

PIEZOMETER 

24.8853 

73.7842 

100.00 

RAJSAMAND 

Khamnor 

SANGROON 

PIEZOMETER 

24.8842 

73.6692 

70.00 

RAJSAMAND 

Khamnor 

SISHODA 

PIEZOMETER 

25.0087 

73.7326 

50.00 

RAJSAMAND 

Khamnor 

UNWAS 

EXP LO RATO RY_W ELL 

24.8810 

73.7225 

91.00 

RAJSAMAND 

Khamnor 

UNWAS 

OBSERVATION WELL 

24.8810 

73.7225 

70.00 

RAJSAMAND 

Kumbhalgarh 

AMARTIYA 

PIEZOMETER 

25.2873 

73.7963 

50.00 

RAJSAMAND 

Kumbhalgarh 

Bhopji Ka Bhagal 

PZ 

25.2696 

73.7203 

129.70 

RAJSAMAND 

Kumbhalgarh 

DHANEEN 

PIEZOMETER 

25.2534 

73.8097 

96.00 

RAJSAMAND 

Kumbhalgarh 

Dhola Ka Od 

PZ 

25.1878 

73.6894 

111.40 

RAJSAMAND 

Kumbhalgarh 

DHORAN 

PIEZOMETER 

25.0582 

73.6302 

72.00 

RAJSAMAND 

Kumbhalgarh 

DOWAS 

EXP LO RATO RY_W ELL 

25.0400 

73.5577 

120.00 

RAJSAMAND 

Kumbhalgarh 

Gadbor(Ew) 

EW 

25.2558 

73.7040 

203.00 

RAJSAMAND 

Kumbhalgarh 

GADBORE 

PIEZOMETER 

25.2525 

73.7031 

60.00 

RAJSAMAND 

Kumbhalgarh 

GHATA(GAJPURA) 

PIEZOMETER 

25.1293 

73.7030 

50.00 

RAJSAMAND 

Kumbhalgarh 

JASSA KHERA 

PIEZOMETER 

25.2616 

73.7716 

50.00 

RAJSAMAND 

Kumbhalgarh 

Jhilwara(Ew) 

EW 

25.2292 

73.6821 

144.90 

RAJSAMAND 

Kumbhalgarh 

KUCHOOLI 

PIEZOMETER 

24.9621 

73.5342 

50.00 

RAJSAMAND 

Kumbhalgarh 

Lambodi 

EW 

25.3094 

73.7998 

198.80 

RAJSAMAND 

Kumbhalgarh 

MAJHERA 

PIEZOMETER 

25.1351 

73.6381 

50.00 

RAJSAMAND 

Kumbhalgarh 

Majhera 

EW 

25.1400 

73.6413 

196.80 

RAJSAMAND 

Kumbhalgarh 

MEWARIYA 

PIEZOMETER 

25.2289 

73.7007 

72.00 

RAJSAMAND 

Kumbhalgarh 

Thurawad 

EW 

25.1933 

73.6771 

199.80 

RAJSAMAND 

Rai 

magra 

Andariai 

EW 

25.0259 

74.0160 

190.70 

RAJSAMAND 

Rai 

magra 

Bamania Kalan-li 

EW 

25.0409 

74.1503 

11.00 

RAJSAMAND 

Rai 

magra 

Bamania Kalan-I 

EW 

25.0435 

74.1532 

19.00 

RAJSAMAND 

Rai 

magra 

Bamania Kalan-I 

EW 

25.0435 

74.1532 

19.00 

RAJSAMAND 

Rai 

magra 

Bamania Kalan-I 

EW 

25.0435 

74.1532 

11.00 

RAJSAMAND 

Rai 

magra 

Berakhera 

EW 

24.9834 

74.1142 

132.85 

RAJSAMAND 

Rai 

magra 

Berakhera 

EW 

24.9834 

74.1142 

132.85 

RAJSAMAND 

Rai 

magra 

BETHUMBI 

EXP LO RATO RY_W ELL 

25.0544 

74.1756 

120.00 

RAJSAMAND 

Rai 

magra 

GILUND 

EXP LO RATO RY_W ELL 

25.0342 

74.2681 

130.00 

RAJSAMAND 

Rai 

magra 

Jawakhera 

EW 

25.0333 

74.0333 

59.40 

RAJSAMAND 

Rai 

magra 

Jawakhera 

EW 

25.0333 

74.0333 

59.40 

RAJSAMAND 

Rai 

magra 

KURAJ 

PIEZOMETER 

25.0678 

74.0858 

50.00 

RAJSAMAND 

Rai 

magra 

Kuraj-I 

EW 

25.0805 

74.0847 

8.00 

RAJSAMAND 

Rai 

magra 

Kuraj-I 

EW 

25.0805 

74.0847 

8.00 

RAJSAMAND 

Rai 

magra 

Kuraj-li 

EW 

25.0849 

74.0859 

13.70 

RAJSAMAND 

Rai 

magra 

Kuraj-li 

EW 

25.0849 

74.0859 

13.70 

RAJSAMAND 

Rai 

magra 

Mandara 

EW 

25.0432 

74.0840 

15.50 

RAJSAMAND 

Rai 

magra 

Mandara 

EW 

25.0432 

74.0840 

15.50 

RAJSAMAND 

Rai 

magra 

Mow 

EW 

25.0613 

74.0812 

14.50 


Static 
Water 
Level 
(m bgl) 


Discharge Drawdown 

dps) (m) 


Specific 

Capacity Specific Transmi- Storage 
(Discharge - Yield ssivity Coeffcient 
Drawdown) (Sy) (T) (S) 

Ips/m 


Chemical Quality 

EC 

p/cm at 
25 °C 

cr 1 

(mg/l) 

F 1 

(mg/l) 


Hydrogeological Unit 



525 

41.0 

525 

41.0 

470 

24.0 



Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


































































































































































































































































































































































































































































































































































































































































































District 

Block 

Village 

Type 
of Well 

Coordinate 

Latitude 

Longitude 

RAJSAMAND 

Railmagra 

Mow 

EW 

25.0613 

74.0812 

RAJSAMAND 

Railmagra 

PACHAMTA 

PIEZOMETER 

25.0175 

74.1839 

RAJSAMAND 

Railmagra 

RAILMAGRA 

EXP LO RATO RY_W ELL 

25.0182 

74.1001 

RAJSAMAND 

Railmagra 

RAILMAGRA 

OBSERVATION WELL 

25.0182 

74.1001 

RAJSAMAND 

Railmagra 

SADRI 

PIEZOMETER 

25.0003 

74.0672 

RAJSAMAND 

Railmagra 

Shakrawas 

EW 

25.0500 

74.0609 

RAJSAMAND 

Railmagra 

Shakrawas 

EW 

25.0500 

74.0609 

RAJSAMAND 

Rajsamand 

AMLOI 

PIEZOMETER 

25.0105 

73.9516 

RAJSAMAND 

Rajsamand 

Baman Tunkda 

PZ 

25.1925 

73.8637 

RAJSAMAND 

Rajsamand 

BHANA 

EXP LO RATO RY_W ELL 

25.1012 

73.9122 

RAJSAMAND 

Rajsamand 

JODHPURA 

EXP LO RATO RY_W ELL 

25.1556 

74.0174 

RAJSAMAND 

Rajsamand 

Kali Bawadi 

EW 

25.0511 

73.8760 

RAJSAMAND 

Rajsamand 

KELWA 

PIEZOMETER 

25.1518 

73.8496 

RAJSAMAND 

Rajsamand 

KHATAMLA 

PIEZOMETER 

25.1407 

73.9012 

RAJSAMAND 

Rajsamand 

KUWARIA 

PIEZOMETER 

25.1011 

74.0378 

RAJSAMAND 

Rajsamand 

Maija 

EW 

24.9956 

73.8189 

RAJSAMAND 

Rajsamand 

Maija 

EW 

24.9956 

73.8189 

RAJSAMAND 

Rajsamand 

Maza 

OW 

24.9955 

73.8186 

RAJSAMAND 

Rajsamand 

Maza 

EW 

24.9955 

73.8186 

RAJSAMAND 

Rajsamand 

Padasali 

EW 

25.2176 

73.8069 

RAJSAMAND 

Rajsamand 

Padasali 

EW 

25.2176 

73.8069 

RAJSAMAND 

Rajsamand 

PEEPARDA 

PIEZOMETER 

25.0181 

73.8514 

RAJSAMAND 

Rajsamand 

PEEPLI-AHIRAN 

PIEZOMETER 

25.0520 

73.9861 

RAJSAMAND 

Rajsamand 

PHARARA 

PIEZOMETER 

25.0161 

73.8027 

RAJSAMAND 

Rajsamand 

Polie Line Rajnagar 

EW 

25.0725 

73.8579 

RAJSAMAND 

Rajsamand 

RAJSAMAND 

PIEZOMETER 

25.0522 

73.8667 

RAJSAMAND 

Rajsamand 

Rajsamand 

EW 

25.0716 

73.8657 

RAJSAMAND 

Rajsamand 

Sakroda 

EW 

25.0667 

73.8000 

RAJSAMAND 

Rajsamand 

Sakroda 

EW 

25.0667 

73.8000 

RAJSAMAND 

Rajsamand 

SARKODA 

PIEZOMETER 

25.0525 

73.7850 

SAWAI MADHOPUR 

Khandar 

BASO KALAN 

EXP LO RATO RY_W ELL 

26.1639 

76.5528 

SAWAI MADHOPUR 

Khandar 

Basu Khurd 

EW 

26.1658 

76.5575 

SAWAI MADHOPUR 

Khandar 

Basu Khurd 

EW 

26.1658 

76.5575 

SAWAI MADHOPUR 

Khandar 

Khajla Barnada 

SH 

26.0575 

76.5602 

SAWAI MADHOPUR 

Khandar 

KHANDAR 

EXP LO RATO RY_W ELL 

26.0127 

76.6242 

SAWAI MADHOPUR 

Khandar 

Khandar 

EW 

26.0139 

76.6056 

SAWAI MADHOPUR 

Khandar 

Khandar 

OW 

26.0139 

76.6056 

SAWAI MADHOPUR 

Khandar 

PADRI 

EXP LO RATO RY_W ELL 

25.9519 

76.6636 

SAWAI MADHOPUR 

Sawai Madhopur 

Ajnoti 

EW 

26.1457 

76.3431 

SAWAI MADHOPUR 

Sawai Madhopur 

Badeda 

EW 

26.0376 

76.3656 

SAWAI MADHOPUR 

Sawai Madhopur 

Bhadola 

PZ 

26.0894 

76.1621 

SAWAI MADHOPUR 

Sawai Madhopur 

BHAGWATGARH 

PIEZOMETER 

26.1500 

76.2333 

SAWAI MADHOPUR 

Sawai Madhopur 

CHAINPURA 

EXP LO RATO RY_W ELL 

26.0525 

76.1259 

SAWAI MADHOPUR 

Sawai Madhopur 

Chakeri 

EW 

26.1525 

76.4540 

SAWAI MADHOPUR 

Sawai Madhopur 

Chauth Ka Barwara 

EW 

26.0488 

76.1568 

SAWAI MADHOPUR 

Sawai Madhopur 

Chauth Kabarwara 

EW 

26.0509 

76.1604 

SAWAI MADHOPUR 

Sawai Madhopur 

DUBBI 

EXP LO RATO RY_W ELL 

26.1613 

76.3508 

SAWAI MADHOPUR 

Sawai Madhopur 

KHERLI MEENA 

EXP LO RATO RY_W ELL 

26.0250 

76.2958 

SAWAI MADHOPUR 

Sawai Madhopur 

Kundera 

EW 

26.1251 

76.4527 

SAWAI MADHOPUR 

Sawai Madhopur 

KUSTALA 

PIEZOMETER 

25.9625 

76.2917 

SAWAI MADHOPUR 

Sawai Madhopur 

KUSTALA 

EXP LO RATO RY_W ELL 

25.9625 

76.2917 


Total Depth 
Drilled 
(m bgl) 


Static 

Water Discharge Drawdown 

Level (Ips) (m) 

(m bgl) 


Specific 

Capacity Specific Transmi- Storage 
(Discharge - Yield ssivity Coeffcient 
Drawdown) (Sy) (T) (S) 

Ips/m 


Chemical Quality 

EC 

|j/cm at 
25 °C 

cr 1 

(mg/l) 

F 1 

(mg/l) 


Hydrogeological Unit 



Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Limestone 


Limestone 


Limestone 


Quartzite 


Shale 


Shale 


Shale 


Limestone 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Limestone 


Older Alluvium 


Older Alluvium 






































































































































































































































































































































































































































































































































































































































































































District 

Block 

Village 

Type 
of Well 

Coordinate 

Latitude 

Longitude 

SAWAI MADHOPUR 

Sawai Madhopur 

Malarna Dungar 

EW 

26.1219 

76.3228 

SAWAI MADHOPUR 

Sawai Madhopur 

Malarna Dungar 

EW 

26.1219 

76.3228 

SAWAI MADHOPUR 

Sawai Madhopur 

Malarna Dungar 

SH 

26.1219 

76.3228 

SAWAI MADHOPUR 

Sawai Madhopur 

Malarna Dungar 

EW 

26.1219 

76.3228 

SAWAI MADHOPUR 

Sawai Madhopur 

Mampura 

EW 

26.1209 

76.3583 

SAWAI MADHOPUR 

Sawai Madhopur 

PADANA 

PIEZOMETER 

26.1909 

76.4378 

SAWAI MADHOPUR 

Sawai Madhopur 

S.Madhopur (Bajaria) 

EW 

26.0183 

76.3483 

SAWAI MADHOPUR 

Sawai Madhopur 

S.Madhopur(Gg Quarters) 

EW 

26.0333 

76.3483 

SAWAI MADHOPUR 

Sawai Madhopur 

S.Mahopur (Dushera Ground) 

EW 

26.0050 

76.3367 

SAWAI MADHOPUR 

Sawai Madhopur 

SAWAI MADHOPUR 

PIEZOMETER 

26.0179 

76.3283 

SAWAI MADHOPUR 

Sawai Madhopur 

Sawaimadhopur 

EW 

26.0132 

76.3284 

SAWAI MADHOPUR 

Sawai Madhopur 

SHERPUR 

PIEZOMETER 

26.0572 

76.4249 

SAWAI MADHOPUR 

Sawai Madhopur 

SHERPUR 

EXP LO RATO RY_W ELL 

26.0572 

76.4249 

SAWAI MADHOPUR 

Sawai Madhopur 

SHYAMPURA 

PIEZOMETER 

26.1438 

76.5162 

SAWAI MADHOPUR 

Sawai Madhopur 

SINOLI 

PIEZOMETER 

26.1151 

76.3063 

TONK 

Deoli 

CHANDWAD 

EXP LO RATO RY_W ELL 

25.8432 

75.7107 

TONK 

Deoli 

DABAR KALAN 

EXP LO RATO RY_W ELL 

25.8524 

75.3450 

TONK 

Deoli 

DEOLI 

PIEZOMETER 

25.7866 

75.3748 

TONK 

Deoli 

DEORABAS 

EXP LO RATO RY_W ELL 

25.9469 

75.5870 

TONK 

Deoli 

DHANDHOLI 

EXP LO RATO RY_W ELL 

25.8439 

75.5026 

TONK 

Deoli 

Dooni 

EW 

25.8694 

75.6042 

TONK 

Deoli 

DUNI 

PIEZOMETER 

25.8676 

75.6004 

TONK 

Deoli 

GAONRI 

PIEZOMETER 

25.8403 

75.4532 

TONK 

Deoli 

GHAD 

PIEZOMETER 

25.8730 

75.6823 

TONK 

Deoli 

Kolsya 

EW 

25.8625 

75.3789 

TONK 

Deoli 

MANPURA 

PIEZOMETER 

25.9417 

75.3090 

TONK 

Deoli 

NAGAR 

PIEZOMETER 

25.9002 

75.8255 

TONK 

Deoli 

NAGAR 

PIEZOMETER 

25.9002 

75.8255 

TONK 

Deoli 

PANWAR 

EXP LO RATO RY_W ELL 

25.7848 

75.4438 

TONK 

Deoli 

SANWATGARH 

PIEZOMETER 

25.7588 

75.4509 

TONK 

Deoli 

SANWATGARH 

EXP LO RATO RY_W ELL 

25.7588 

75.4509 

TONK 

Deoli 

THAOLA 

EXP LO RATO RY_W ELL 

25.9166 

75.3423 

TONK 

Niwai 

NATWARA 

EXP LO RATO RY_W ELL 

26.2140 

75.9713 

TONK 

Todaraisingh 

BAGRI 

EXP LO RATO RY_W ELL 

25.9916 

75.4924 

TONK 

Todaraisingh 

BAGRI 

EXP LO RATO RY_W ELL 

25.9916 

75.4924 

TONK 

Todaraisingh 

BAORI 

EXP LO RATO RY_W ELL 

26.1042 

75.5194 

TONK 

Todaraisingh 

BARWAS 

PIEZOMETER 

26.0940 

75.6305 

TONK 

Todaraisingh 

BOTUNDA 

EXP LO RATO RY_W ELL 

25.9237 

75.4871 

TONK 

Todaraisingh 

THATA 

PIEZOMETER 

25.9982 

75.5473 

TONK 

Tonk 

AHAMADPURA 

EXP LO RATO RY_W ELL 

26.1563 

75.7021 

TONK 

Tonk 

Chatarbuj Talat, Tonk li 

EW 

26.1856 

75.7917 

TONK 

Tonk 

Chatarbuj Telat, Tonk 1 

EW 

26.1839 

75.7906 

TONK 

Tonk 

DABIGH 

EXP LO RATO RY_W ELL 

26.0500 

75.7667 

TONK 

Tonk 

GHAS 

EXP LO RATO RY_W ELL 

26.0733 

75.8730 

TONK 

Tonk 

Kali Paltan, Tonk lii 

EW 

26.1689 

75.7911 

TONK 

Tonk 

Mandwas 

SH 

26.0771 

75.7155 

TONK 

Tonk 

Mehgaon 

PZ 

26.1905 

75.8406 

TONK 

Tonk 

Nimola 

EW 

26.0332 

75.7806 

TONK 

Tonk 

PALRA 

EXP LO RATO RY_W ELL 

26.1344 

75.7389 

TONK 

Tonk 

RAVINDRA MANCH 

PIEZOMETER 

26.0958 

75.8250 

TONK 

Tonk 

Saidabad 

EW 

26.1833 

75.8000 


Total Depth 
Drilled 
(m bgl) 


Static 
Water 
Level 
(m bgl) 


Discharge Drawdown 

dps) (m) 


Specific 

Capacity Specific 
(Discharge - Yield 

Drawdown) (Sy) 

Ips/m 


Transmi- Storage 


Chemical Quality 

EC 

|j/cm at 
25 °C 

cr 1 

(mg/l) 

F 1 

(mg/l) 


Hydrogeological Unit 



1565 

170.0 

1550 

199.0 

1000 

138.0 

1180 

107.0 

940 

185.0 

890 

99.0 

965 

78.0 

1475 

191.0 

990 

149.0 

1090 

170.0 

510 

13.0 

165 

213.0 

520 

36.0 

440 

35.0 

1200 

170.0 

1250 

71.0 



1710 

1.4 

2000 

361.0 

494 

32.0 

360 

57.0 

3000 

390.0 

1800 

269.0 

1170 

177.0 

830 

99.0 

3500 

496.0 

1280 

128.0 

880 

71.0 

2480 

474.0 

1010 

142.0 

4700 

127.0 

756 

85.0 

920 

46.9 

2020 

180.0 

1400 

92.0 

1510 

135.0 

1450 

191.0 

974 

131.0 

4308 

581.0 

5000 

1409.0 

930 

121.0 

910 

107.0 

13500 

4524.0 

1188 

195.0 

4380 

951.0 

2480 

330.0 

Saline 


2150 


890 

157.0 

470 

85.0 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Limestone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Limestone 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


I Phyllite & Schist 


| Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


| Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


| Phyllite & Schist 


Phyllite & Schist 


| Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


| Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


| Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 





































































































































































































































































































































































































































































































































































































































































































































Coordinate 


Chemical Quality 


District 

Block 

Village 

Type 
of Well 

Coordinate 

Total Depth 
Drilled 
(m bgl) 

Static 
Water 
Level 
(m bgl) 

Discharge 

dps) 

Drawdown 

(m) 

Specific 
Capacity 
(Discharge - 
Drawdown) 
Ips/m 

Specific 

Yield 

(Sy) 

Transmi¬ 

ssivity 

(T) 

Storage 

Coeffcient 

(S) 

Chemical Quality 

Hydrogeological Unit 

Latitude 

Longitude 

EC 

p/cm at 
25 °C 

Cl' 1 

(mg/I) 

F' 1 

(mg/I) 

TONK 

Tonk 

SOHELA 

PIEZOMETER 

26.2361 

75.8533 

50.00 

10.70 

3.15 






2100 

433.0 

0.50 

Phyllite & Schist 

TONK 

Tonk 

TONK 

EXP LO RATO RY_W ELL 

26.1657 

75.7959 

32.00 

14.00 

6.30 






1822 

85.0 

1.00 

Older Alluvium 

TONK 

Tonk 

UCHAKPURA 

OBSERVATIONWELL 

26.1703 

75.7508 

30.00 

9.00 

7.56 






1205 

99.0 

1.52 

Older Alluvium 

TONK 

Tonk 

Uchakpura 

SH 

26.1693 

75.7492 

18.50 

10.60 

1.67 






1900 

355.0 

0.28 

Older Alluvium 

TONK 

Tonk 

UM 

PIEZOMETER 

26.0086 

75.8201 

50.00 

8.95 

3.78 






2300 

277.0 

2.57 

Phyllite & Schist 

TONK 

Uniara 

ALIGARH-I 

EXP LO RATO RY_W ELL 

25.9682 

76.0860 

51.00 

3.00 

1.51 






1674 

69.0 

1.00 

Gneisses(B.G.C.) 

TONK 

Uniara 

ALIGARH-II 

EXP LO RATO RY_W ELL 

25.9648 

76.0866 

70.00 

4.00 

3.15 






1296 

56.0 

1.00 

Gneisses(B.G.C.) 

TONK 

Uniara 

BANETHA 

PIEZOMETER 

26.0722 

75.9875 

50.00 

8.70 

2.52 






490 

64.0 

2.00 

Phyllite & Schist 

TONK 

Uniara 

BANETHA 

EXP LO RATO RY_W ELL 

26.0722 

75.9875 

80.00 

8.00 







734 

80.0 

2.00 

Phyllite & Schist 

TONK 

Uniara 

BANETHA 

EXP LO RATO RY_W ELL 

26.0722 

75.9875 

55.00 

3.25 

6.30 






2000 

319.0 


Phyllite & Schist 

TONK 

Uniara 

BHANPUR 

EXP LO RATO RY_W ELL 

25.9550 

75.9404 

116.00 

6.00 

1.89 






2000 

71.0 

3.20 

Older Alluvium 

TONK 

Uniara 

Choru 

SH 

25.9556 

76.1586 

40.00 











Older Alluvium 

TONK 

Uniara 

Dhikoliya 

SH 

25.9667 

75.9667 

22.14 











Older Alluvium 

TONK 

Uniara 

Kakod 1 (Hm) 

EW 

26.0349 

75.9182 

138.00 

14.88 

2.08 

48.94 

0.04 




1790 

238.0 

2.27 

Phyllite & Schist 

TONK 

Uniara 

Kakod li (Bm) 

EW 

26.0319 

75.9132 

159.00 

12.05 

1.67 

52.00 

0.03 




1100 

138.0 

1.14 

Phyllite & Schist 

TONK 

Uniara 

KAKOR 

PIEZOMETER 

26.0253 

75.9225 

45.00 

5.70 







1700 

163.3 

3.60 

Phyllite & Schist 

TONK 

Uniara 

KHARLI-II 

OBSERVATIONWELL 

25.8930 

75.8903 

30.00 

3.00 

2.52 






972 

40.0 

1.00 

Gneisses(B.G.C.) 

TONK 

Uniara 

KHERLI NAGAR 

EXP LO RATO RY_W ELL 

25.8904 

75.8942 

55.00 

3.50 

6.30 






2370 

199.0 


Gneisses(B.G.C.) 

TONK 

Uniara 

KHERLI-I 

EXP LO RATO RY_W ELL 

25.8917 

75.8890 

70.00 

3.50 

3.15 






1080 

56.0 

1.00 

Gneisses(B.G.C.) 

TONK 

Uniara 

PALAI 

EXP LO RATO RY_W ELL 

25.8885 

75.9591 

70.00 

12.00 

2.52 






2322 

80.0 

1.00 

Gneisses(B.G.C.) 

TONK 

Uniara 

RANIPURA 

PIEZOMETER 

25.8681 

75.8875 

45.00 

8.10 

1.26 






3000 

408.0 

1.60 

Gneisses(B.G.C.) 

TONK 

Uniara 

UMARPURA 

EXP LO RATO RY_W ELL 

25.9481 

76.0737 

70.00 

10.00 

1.26 






1620 

161.0 

1.00 

Older Alluvium 

TONK 

Uniara 

Uniara 

SH 

25.9167 

76.0333 

22.98 











Older Alluvium 

UDAIPUR 

Bargaon 

Losing 

EW 

24.8000 

73.6333 

147.10 

0.20 

1.33 

47.05 

0.03 




4040 

1200.0 

Tr 

Phyllite & Schist 

UDAIPUR 

Bargaon 

Sangath 

EW 

24.8292 

73.6450 

193.00 

34.35 

2.17 

36.80 

0.06 




640 


0.38 

Phyllite & Schist 

UDAIPUR 

Gogunda 

BARWARA 

PIEZOMETER 

24.8982 

73.5511 

67.00 

7.00 

3.78 






1810 

429.0 

1.32 

Phyllite & Schist 

UDAIPUR 

Gogunda 

Brahmano Ka Kalwana 

PZ 

24.9833 

73.4361 

198.00 

12.20 

1.00 

55.00 

0.02 




750 


0.52 

Phyllite & Schist 

UDAIPUR 

Gogunda 

GOGUNDA 

PIEZOMETER 

24.7517 

73.5186 

50.00 

13.00 

2.24 






660 

57.0 

1.20 

Phyllite & Schist 

UDAIPUR 

Gogunda 

GOGUNDA 

EXP LO RATO RY_W ELL 

24.7517 

73.5186 

66.00 

6.50 

1.26 






500 

74.0 

1.03 

Phyllite & Schist 

UDAIPUR 

Gogunda 

Gogunda 

EW 

24.7580 

73.5262 

91.00 

5.15 

1.17 

40.10 

0.03 




1305 

255.0 

0.12 

Phyllite & Schist 

UDAIPUR 

Gogunda 

JASWANT GARH 

EXP LO RATO RY_W ELL 

24.7935 

73.4717 

154.00 

3.80 

0.25 






570 

21.0 

0.68 

Phyllite & Schist 

UDAIPUR 

Gogunda 

KAMOL (PUNAWALLI) 

PIEZOMETER 

24.9105 

73.4142 

50.00 

11.00 

0.14 






810 

135.0 

0.60 

Phyllite & Schist 

UDAIPUR 

Gogunda 

KARDA 

PIEZOMETER 

24.9019 

73.5022 

70.00 

20.00 

1.01 






1110 

120.0 

0.14 

Phyllite & Schist 

UDAIPUR 

Gogunda 

NANDESHMA 

EXP LO RATO RY_W ELL 

24.8317 

73.4685 

24.00 

2.00 

2.52 









Phyllite & Schist 

UDAIPUR 

Gogunda 

RAWALIYA KHURD 

PIEZOMETER 

24.8181 

73.5177 

75.00 

40.00 

0.31 






535 

28.0 

0.86 

Phyllite & Schist 

UDAIPUR 

Gogunda 

SAYRA 

EXP LO RATO RY_W ELL 

24.9849 

73.4129 

120.00 

30.00 

1.51 






1180 

131.0 

0.90 

Phyllite & Schist 

UDAIPUR 

Kotra 

TARPAL 

PIEZOMETER 

24.8019 

73.4192 

50.00 

14.00 

0.38 






1430 

156.0 

1.36 

Phyllite & Schist 

Sub Basin: Berach | 

BHILWARA 

Kotri 

BARLIYAS 

PIEZOMETER 

25.2166 

74.8943 

40.00 

5.00 

8.40 






410 

28.0 

0.71 

Phyllite & Schist 

BHILWARA 

Mandalgarh 

AMARTIA 

EXP LO RATO RY_W ELL 

25.1470 

75.1058 

192.00 

1.90 

15.12 

3.96 

3.82 




600 

46.0 

0.28 

Limestone 

BHILWARA 

Mandalgarh 

JOJWA 

PIEZOMETER 

25.2261 

74.9981 

78.00 

32.45 

1.26 






790 

64.0 

0.72 

Phyllite & Schist 

BHILWARA 

Mandalgarh 

Sarana 

EW 

25.1833 

75.0333 

153.00 

4.14 

11.00 

23.87 

0.46 


50.00 


880 

89.0 

0.70 

Phyllite & Schist 

BHILWARA 

Suwana 

TAKHATPURA 

PIEZOMETER 

25.1601 

74.6180 

40.00 

15.00 

1.40 






650 

177.0 

2.60 

Phyllite & Schist 

CHITTAURGARH 

Bari Sadri 

BARI SADRI 

PIEZOMETER 

24.4084 

74.4680 

50.00 

12.50 

2.80 






440 

28.0 

0.24 

Phyllite & Schist 

CHITTAURGARH 

Bari Sadri 

Bohera 

EW 

24.3833 

74.3790 

105.40 

43.10 

3.30 

19.16 

0.17 







Gneisses(B.G.C.) 

CHITTAURGARH 

Bari Sadri 

Bohera 

OW 

24.3833 

74.3790 

104.90 

25.00 

6.67 









Gneisses(B.G.C.) 

CHITTAURGARH 

Bari Sadri 

PARSOLI 

EXP LO RATO RY_W ELL 

24.3623 

74.4667 

154.00 

11.20 

0.50 






560 

28.0 

0.28 

Phyllite & Schist 

CHITTAURGARH 

Bari Sadri 

PARSOLI 

PIEZOMETER 

24.3623 

74.4667 

70.00 

10.00 

2.52 






430 

14.0 

0.67 

Phyllite & Schist 

CHITTAURGARH 

Begun 

DUGAR 

PIEZOMETER 

25.1147 

74.8399 

50.00 

6.00 

0.56 






710 

79.0 

0.82 

Gneisses(B.G.C.) 

CHITTAURGARH 

Begun 

KATUNDA 

PIEZOMETER 

25.0456 

75.0206 

40.00 

10.00 

0.17 






750 

78.0 

1.20 

Shale 

CHITTAURGARH 

Begun 

Parsoli 

EW 

25.1167 

74.8895 

143.02 

1.40 


43.70 





600 

85.0 

0.12 

Shale 
























































































































































































































































































































































































































































































































































































































































































District 

Block 

Village 

Type 
of Well 

Coordinate 

Latitude 

Longitude 

CHITTAURGARH 

Begun 

Samaria Kalan 

EW 

25.0917 

75.0821 

CHITTAURGARH 

Begun 

SAMARIYA KALAN 

PIEZOMETER 

25.0969 

75.0919 

CHITTAURGARH 

Bhadesar 

Akiya 

EW 

24.6833 

74.4500 

CHITTAURGARH 

Bhadesar 

BANSEN 

PIEZOMETER 

24.7336 

74.4490 

CHITTAURGARH 

Bhadesar 

BHADSORA 

PIEZOMETER 

24.7167 

74.3675 

CHITTAURGARH 

Bhadesar 

KANNOJ 

PIEZOMETER 

24.7525 

74.5353 

CHITTAURGARH 

Bhadesar 

Nanana 

EW 

24.6167 

74.5500 

CHITTAURGARH 

Bhadesar 

SUKHWARA 

EXP LO RATO RY_W ELL 

24.7793 

74.5259 

CHITTAURGARH 

Bhopalsagar 

AKOLA 

PIEZOMETER 

24.7511 

74.2003 

CHITTAURGARH 

Bhopalsagar 

BHOOPAL SAGAR 

PIEZOMETER 

24.8503 

74.2017 

CHITTAURGARH 

Bhopalsagar 

JASHMA 

PIEZOMETER 

24.9362 

74.2263 

CHITTAURGARH 

Chittaurgarh 

Barodia 

EW 

24.9655 

74.5824 

CHITTAURGARH 

Chittaurgarh 

BAROLIYA 

PIEZOMETER 

24.9663 

74.5834 

CHITTAURGARH 

Chittaurgarh 

BASSI 

PIEZOMETER 

24.9993 

74.7729 

CHITTAURGARH 

Chittaurgarh 

BIJAIPUR 

PIEZOMETER 

24.8930 

74.8122 

CHITTAURGARH 

Chittaurgarh 

CHITTAURGARH 

PIEZOMETER 

24.8514 

74.6022 

CHITTAURGARH 

Chittaurgarh 

GHOSUNDA 

PIEZOMETER 

24.8596 

74.5356 

CHITTAURGARH 

Chittaurgarh 

Jogini 

EW 

24.7667 

74.5687 

CHITTAURGARH 

Chittaurgarh 

Netwal Maharaj 

EW 

24.8742 

74.4667 

CHITTAURGARH 

Chittaurgarh 

SAWA 

PIEZOMETER 

24.7658 

74.5919 

CHITTAURGARH 

Chittaurgarh 

SHAMBHUPURA 

PIEZOMETER 

24.7659 

74.6391 

CHITTAURGARH 

Dungla 

DUNGLA 

PIEZOMETER 

24.5068 

74.3363 

CHITTAURGARH 

Gangrar 

Bood 

EW 

25.0870 

74.5317 

CHITTAURGARH 

Gangrar 

Bood 

OW 

25.0870 

74.5317 

CHITTAURGARH 

Kapasan 

Dholiji Ka Khera 

EW 

24.8865 

74.4252 

CHITTAURGARH 

Kapasan 

Dholiji Ka Khera 

OW 

24.8865 

74.4252 

CHITTAURGARH 

Kapasan 

HATH 1 YANA 

PIEZOMETER 

24.8069 

74.3714 

CHITTAURGARH 

Kapasan 

KAPASAN 

PIEZOMETER 

24.8692 

74.3017 

CHITTAURGARH 

Nimbahera 

MANGROL 

PIEZOMETER 

24.6951 

74.6630 

RAJSAMAND 

Khamnor 

DELWARA 

PIEZOMETER 

24.7902 

73.7376 

RAJSAMAND 

Khamnor 

JHARSADRI 

PIEZOMETER 

24.8550 

73.7971 

RAJSAMAND 

Khamnor 

MANDIANA 

PIEZOMETER 

24.9006 

73.9022 

RAJSAMAND 

Khamnor 

MOGANA 

EXP LO RATO RY_W ELL 

24.8689 

73.9350 

RAJSAMAND 

Khamnor 

PAKHAND 

PIEZOMETER 

24.9344 

73.9508 

RAJSAMAND 

Khamnor 

UTHNOL 

PIEZOMETER 

24.9019 

73.8856 

RAJSAMAND 

Railmagra 

DHANERIA 

PIEZOMETER 

24.8847 

74.1014 

RAJSAMAND 

Railmagra 

Sansera 

EW 

24.9506 

74.0384 

RAJSAMAND 

Railmagra 

Sansera 

EW 

24.9506 

74.0384 

RAJSAMAND 

Rajsamand 

SATHANA 

EXP LO RATO RY_W ELL 

24.9696 

73.9701 

UDAIPUR 

Bargaon 

BADGAON 

PIEZOMETER 

24.6263 

73.6856 

UDAIPUR 

Bargaon 

BADI 

PIEZOMETER 

24.6130 

73.6616 

UDAIPUR 

Bargaon 

Brahmano Ki Hundar 

EW 

24.6722 

73.6250 

UDAIPUR 

Bargaon 

Chirawa 

EW 

24.7063 

73.7465 

UDAIPUR 

Bargaon 

CHIRWA 

EXP LO RATO RY_W ELL 

24.7031 

73.7447 

UDAIPUR 

Bargaon 

LAKHAWALI 

EXP LO RATO RY_W ELL 

24.6689 

73.6847 

UDAIPUR 

Bargaon 

Loyara 

EW 

24.6503 

73.6655 

UDAIPUR 

Bargaon 

MORWANIYA 

PIEZOMETER 

24.6196 

73.6107 

UDAIPUR 

Bargaon 

Navaratna Complex, Udaipur 

EW 

24.6042 

73.7083 

UDAIPUR 

Bargaon 

SUKHER 

PIEZOMETER 

24.6361 

73.7311 

UDAIPUR 

Bargaon 

THOOR 

PIEZOMETER 

24.6647 

73.6484 

UDAIPUR 

Bhindar 

BHATEWAR 

EXP LO RATO RY_W ELL 

24.6019 

74.0014 


Total Depth 
Drilled 
(m bgl) 


Static 
Water 
Level 
(m bgl) 


Discharge Drawdown 

dps) (m) 


Specific 

Capacity Specific Transmi- Storage 
(Discharge - Yield ssivity Coeffcient 
Drawdown) (Sy) (T) (S) 

Ips/m 


Chemical Quality 

EC 

|j/cm at 
25 °C 

cr 1 

(mg/l) 

F 1 

(mg/l) 


Hydrogeological Unit 



840 

35.0 

720 

35.0 


810 

64.0 

1200 

149.0 

520 

35.0 

1120 

50.0 

940 

67.0 

400 

18.0 

1310 

184.0 

2300 

383.0 


410 

50.0 

580 

46.0 

1010 

156.0 

400 

14.0 

1370 

167.0 



1240 

184.0 

1150 

106.0 

700 

43.0 

780 

78.0 

4320 

1326.0 

950 

43.0 

790 

46.0 

1510 

209.0 

960 

89.0 

3300 

560.0 



Limestone 


Limestone 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Shale 


Shale 


Shale 


Phyllite & Schist 


Phyllite & Schist 


| Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Shale 


Bhander Sandstone 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Shale 


Gneisses(B.G.C.) 


Shale 


Limestone 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


| Phyllite & Schist 


Limestone 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


|Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 







































































































































































































































































































































































































































































































































































































































































































Coordinate 


Chemical Quality 


District 

Block 

Village 

Type 
of Well 

Coordinate 

Total Depth 
Drilled 
(m bgl) 

Static 
Water 
Level 
(m bgl) 

Discharge 

dps) 

Drawdown 

(m) 

Specific 
Capacity 
(Discharge - 
Drawdown) 
Ips/m 

Specific 

Yield 

(Sy) 

Transmi¬ 

ssivity 

(T) 

Storage 

Coeffcient 

(S) 

Chemical Quality 

Hydrogeological Unit 

Latitude 

Longitude 

EC 

p/cm at 
25 °C 

Cl' 1 

(mg/I) 

F' 1 

(mg/I) 

UDAIPUR 

Bhindar 

Bhatewar 

EW 

24.6168 

74.0082 

145.30 

2.73 

0.92 

59.10 

0.02 




1580 

156.0 

1.90 

Gneisses(B.G.C.) 

UDAIPUR 

Bhindar 

Bhutpura-I 

EW 

24.5919 

73.9893 

172.40 

6.94 

3.00 

48.34 

0.06 




16235 

376.0 

1.67 

Gneisses(B.G.C.) 

UDAIPUR 

Bhindar 

Bhutpura-I 

OW 

24.5919 

73.9893 

77.60 

7.45 

1.25 

24.38 

0.05 




1240 

50.0 

4.30 

Gneisses(B.G.C.) 

UDAIPUR 

Bhindar 

Bhutpura-li 

EW 

24.5927 

73.9876 

70.00 

7.20 

7.50 

37.64 

0.20 




1240 

50.0 

4.30 

Gneisses(B.G.C.) 

UDAIPUR 

Bhindar 

Hinta 

EW 

24.5629 

74.1962 

152.00 

12.80 

2.23 






2090 

341.0 

1.70 

Gneisses(B.G.C.) 

UDAIPUR 

Bhindar 

KARANPUR 

EXP LO RATO RY_W ELL 

24.6527 

73.9508 

120.00 

2.00 

1.02 






320 

21.0 

0.14 

Gneisses(B.G.C.) 

UDAIPUR 

Bhindar 

Karanpur 

EW 

24.6588 

73.9489 

96.90 

12.19 

2.52 









Gneisses(B.G.C.) 

UDAIPUR 

Bhindar 

Khairoda 

EW 

24.5833 

74.0667 

125.66 

14.20 

1.67 

28.19 

0.06 




1155 

92.0 

4.50 

Gneisses(B.G.C.) 

UDAIPUR 

Bhindar 

MENAR 

PIEZOMETER 

24.6022 

74.1183 

31.00 

10.00 

0.63 






720 

57.0 

1.97 

Gneisses(B.G.C.) 

UDAIPUR 

Bhindar 

NAWANIYA 

PIEZOMETER 

24.6336 

74.0525 

75.00 

35.00 

0.63 






4800 

1035.0 

2.04 

Gneisses(B.G.C.) 

UDAIPUR 

Bhindar 

PURIYA KHERI 

PIEZOMETER 

24.7017 

73.9869 

70.00 

15.00 

0.50 






1280 

144.0 

2.20 

Gneisses(B.G.C.) 

UDAIPUR 

Bhindar 

Rundera 

EW 

24.6494 

74.0986 

200.80 

11.19 

2.83 






7830 


1.15 

Gneisses(B.G.C.) 

UDAIPUR 

Bhindar 

Vallabhanagar 

EW 

24.6667 

74.0000 

194.00 

4.63 

0.42 






2135 

447.0 

2.07 

Gneisses(B.G.C.) 

UDAIPUR 

Bhindar 

VALLABHNAGAR 

PIEZOMETER 

24.6725 

74.0020 

37.00 

1.00 

7.56 






2500 

422.0 

2.54 

Gneisses(B.G.C.) 

UDAIPUR 

Bhindar 

WARNI 

PIEZOMETER 

24.5686 

74.2261 

73.00 

36.00 

0.63 






1790 

213.0 

1.16 

Gneisses(B.G.C.) 

UDAIPUR 

Girwa 

Ashok Nagar 

EW 

24.5833 

73.7000 

93.50 

2.08 

7.50 

34.37 

0.22 




203 

354.0 

0.32 

Phyllite & Schist 

UDAIPUR 

Girwa 

Ashok Nagar 

OW 

24.5833 

73.7000 

94.70 

2.08 

7.50 

11.12 

0.67 




1770 

340.0 

0.10 

Phyllite & Schist 

UDAIPUR 

Girwa 

BHESRA KALAN 

PIEZOMETER 

24.6561 

73.8040 

73.00 

30.00 

0.63 






780 

82.0 

1.32 

Gneisses(B.G.C.) 

UDAIPUR 

Girwa 

Manva Khera 

EW 

24.5531 

73.7381 

135.90 

2.60 

6.05 

32.45 

0.19 




1260 

241.0 

0.63 

Phyllite & Schist 

UDAIPUR 

Girwa 

Manva Khera 

OW 

24.5531 

73.7381 

135.90 

2.83 

2.33 

40.12 

0.06 




1115 

227.0 

0.40 

Phyllite & Schist 

UDAIPUR 

Girwa 

Nai 

EW 

24.5500 

73.6333 

148.00 

11.00 










Phyllite & Schist 

UDAIPUR 

Girwa 

NORA 

PIEZOMETER 

24.5188 

73.6395 

50.00 

14.00 

1.68 






900 

71.0 

0.60 

Phyllite & Schist 

UDAIPUR 

Girwa 

Sisarma 

EW 

24.5356 

73.6579 

150.80 

22.92 

2.50 






1230 

156.0 

0.70 

Phyllite & Schist 

UDAIPUR 

Girwa 

Suroka Phala (Transport Nagar) 

EW 

24.5333 

73.6997 

148.00 

2.90 

6.92 

36.12 

0.19 




590 

71.0 

0.52 

Phyllite & Schist 

UDAIPUR 

Girwa 

UDAIPUR (PRATAPNAGAR) 

EXP LO RATO RY_W ELL 

24.5847 

73.7336 

254.00 

53.00 

0.63 






920 

106.0 

1.80 

Phyllite & Schist 

UDAIPUR 

Girwa 

UDAIPUR CITY 

PIEZOMETER 

24.5839 

73.7000 

46.00 

5.00 

8.40 






1390 

191.0 

0.44 

Phyllite & Schist 

UDAIPUR 

Mavli 

Barori 

PZ 

24.8278 

73.8889 

199.80 

25.85 

Negligible 






1395 


0.76 

Gneisses(B.G.C.) 

UDAIPUR 

Mavli 

BEKA KHEDAII ND 

PIEZOMETER 

24.7622 

74.0710 

27.50 

16.50 

1.26 






900 

113.0 

1.22 

Gneisses(B.G.C.) 

UDAIPUR 

Mavli 

BIKAKHEDA 1 ST 

PIEZOMETER 

24.7620 

74.0675 

34.00 

29.00 

MEAGER 


MEAGER 




900 

113.0 

1.48 

Gneisses(B.G.C.) 

UDAIPUR 

Mavli 

Dabok 

EW 

24.6233 

73.8656 

104.35 

14.66 

2.67 

1.52 

1.75 







Gneisses(B.G.C.) 

UDAIPUR 

Mavli 

DHUNDHIYA (KIR Kl CHAUKI) 

PIEZOMETER 

24.6473 

74.1895 

50.00 

14.00 

0.25 






1020 

43.0 

6.92 

Gneisses(B.G.C.) 

UDAIPUR 

Mavli 

Gadoli 

EW 

24.7058 

73.8360 

116.52 

9.77 







1240 

57.0 

2.35 

Phyllite & Schist 

UDAIPUR 

Mavli 

GHASA 

PIEZOMETER 

24.7682 

73.8326 

60.00 

11.00 

0.42 






1450 

184.0 

0.36 

Phyllite & Schist 

UDAIPUR 

Mavli 

Jawanji Ka Khera 

EW 

24.7776 

73.9699 

199.80 

22.50 

5.17 






2290 


0.81 

Gneisses(B.G.C.) 

UDAIPUR 

Mavli 

Mangthala 

EW 

24.7826 

73.8008 

199.80 

10.55 

2.33 






3530 


0.35 

Phyllite & Schist 

UDAIPUR 

Mavli 

MAVLI 

PIEZOMETER 

24.7839 

73.9785 

50.00 

15.00 

1.13 






650 

28.0 

2.40 

Gneisses(B.G.C.) 

UDAIPUR 

Mavli 

MERTA 

EXP LO RATO RY_W ELL 

24.6561 

73.8610 

154.00 

3.00 

0.63 






1390 

206.0 


Phyllite & Schist 

UDAIPUR 

Mavli 

NAMRI 

PIEZOMETER 

24.6644 

73.9228 

65.00 

25.00 

1.01 






1685 

369.0 

1.76 

Gneisses(B.G.C.) 

UDAIPUR 

Mavli 

SANKRODA 

PIEZOMETER 

24.8500 

73.9689 

70.00 

35.00 

0.70 






1270 

113.0 

1.02 

Gneisses(B.G.C.) 

UDAIPUR 

Mavli 

Thamla 

EW 

24.8667 

73.9000 

147.90 

14.29 

0.67 

50.00 

0.01 




2010 

262.0 

0.45 

Gneisses(B.G.C.) 

Sub Basin: Dain ] 

AJMER 

Arain 

AJGARA TANK NO-3 

EXP LO RATO RY_W ELL 

26.0036 

75.0937 

50.00 

6.00 

1.89 






555 

32.0 

1.76 

Gneisses(B.G.C.) 

AJMER 

Arain 

CHANDOLAI 

PIEZOMETER 

26.1673 

75.0975 

40.00 

3.50 

2.52 






800 

28.0 

2.01 

Gneisses(B.G.C.) 

AJMER 

Arain 

DHAN DHON KA KHERA 

PIEZOMETER 

25.9833 

75.0167 

60.00 

14.00 

1.89 






2200 

376.0 

3052.00 

Gneisses(B.G.C.) 

AJMER 

Arain 

HINGONIA 

EXP LO RATO RY_W ELL 

26.0683 

75.1172 

100.00 

4.50 

0.06 






1910 

340.0 

4.00 

Gneisses(B.G.C.) 

AJMER 

Bhinay 

BANDANWARA 

PIEZOMETER 

26.1181 

74.7019 

40.00 

8.00 

1.89 









Gneisses(B.G.C.) 

AJMER 

Bhinay 

BHINAI 

PIEZOMETER 

26.0506 

74.7669 

50.00 

21.00 

0.13 









Gneisses(B.G.C.) 

AJMER 

Bhinay 

BILLIYA KALAN 

EXP LO RATO RY_W ELL 

25.9869 

74.9240 

40.00 

7.50 

0.25 






4600 

1092.0 

5.95 

Gneisses(B.G.C.) 

AJMER 

Bhinay 

CHAWANDIA 

PIEZOMETER 

26.0119 

74.7326 

21.00 

15.00 

0.63 






1900 

539.0 

1.09 

Gneisses(B.G.C.) 

AJMER 

Bhinay 

DABRELA 

PIEZOMETER 

26.2221 

75.0102 

40.00 

5.00 

5.04 






970 

128.0 

2.46 

Gneisses(B.G.C.) 

AJMER 

Bhinay 

Dhanao 

SH 

25.9790 

74.8759 

13.64 








1510 

128.0 

2.00 

Gneisses(B.G.C.) 




































































































































































































































































































































































































































































































































































































































































































Coordinate 


Chemical Quality 


District 

Block 

Village 

Type 
of Well 

Coordinate 

Total Depth 
Drilled 
(m bgl) 

Static 
Water 
Level 
(m bgl) 

Discharge 

dps) 

Drawdown 

(m) 

Specific 
Capacity 
(Discharge - 
Drawdown) 
Ips/m 

Specific 

Yield 

(Sy) 

Transmi¬ 

ssivity 

(T) 

Storage 

Coeffcient 

(S) 

Chemical Quality 

Hydrogeological Unit 

Latitude 

Longitude 

EC 

p/cm at 
25 °C 

Cl' 1 

(mg/I) 

F' 1 

(mg/I) 

AJMER 

Bhinay 

GOYALA 

PIEZOMETER 

26.1181 

74.9347 

105.00 

7.00 

0.25 






900 

71.0 

2.69 

Gneisses(B.G.C.) 

AJMER 

Bhinay 

SHERGARH 

PIEZOMETER 

26.1667 

74.9689 

50.00 

8.00 

0.25 






1140 

145.0 

2.51 

Gneisses(B.G.C.) 

AJMER 

Kekri 

BAGHERA 

PIEZOMETER 

26.0167 

75.3181 

40.00 

7.00 

0.63 






510 

35.0 

0.74 

Gneisses(B.G.C.) 

AJMER 

Kekri 

JUNIYA 

PIEZOMETER 

26.0847 

75.1853 

50.00 

3.50 

0.63 






4300 

631.0 

8.70 

Gneisses(B.G.C.) 

AJMER 

Kekri 

KEKRI 

PIEZOMETER 

25.9833 

75.1500 

60.00 

15.00 

0.25 






970 

57.0 

2032.00 

Gneisses(B.G.C.) 

AJMER 

Kekri 

KERONJ 

PIEZOMETER 

26.0667 

75.2669 

50.00 

15.00 

0.13 






2000 

266.0 

0.88 

Gneisses(B.G.C.) 

AJMER 

Masuda 

JAMOLA 

PIEZOMETER 

26.1274 

74.5835 

45.00 

8.50 

2.52 






680 

50.0 

0.69 

Gneisses(B.G.C.) 

AJMER 

Peesangan 

AGKUNDIA 

PIEZOMETER 

26.2453 

74.6450 

41.00 

16.00 

2.52 









Gneisses(B.G.C.) 

AJMER 

Peesangan 

BAGSURI 

PIEZOMETER 

26.2183 

74.6519 

50.00 

5.00 

0.25 









Gneisses(B.G.C.) 

AJMER 

Peesangan 

BITHUR 

PIEZOMETER 

26.2671 

74.6351 

60.00 

18.00 

0.06 






500 

149.0 

1.44 

Phyllite & Schist 

AJMER 

Peesangan 

NASIRABAD 

EXP LO RATO RY_W ELL 

26.2833 

74.7339 

50.00 

10.00 

1.26 






6500 

1910.0 

0.80 

Gneisses(B.G.C.) 

AJMER 

Srinagar 

JATIA 

PIEZOMETER 

26.3521 

74.7196 

60.00 

18.00 

0.25 






3680 

869.0 


Gneisses(B.G.C.) 

AJMER 

Srinagar 

MORAJARI 

PIEZOMETER 

26.3017 

74.9333 

50.00 

15.00 

0.13 






21000 

212.0 

2.70 

Gneisses(B.G.C.) 

AJMER 

Srinagar 

SRIAGAR 

PIEZOMETER 

26.4189 

74.7847 

45.00 

20.00 

0.06 






1190 

248.0 

0.78 

Gneisses(B.G.C.) 

AJMER 

Srinagar 

TIHARI 

PIEZOMETER 

26.3966 

74.9015 

102.00 

17.00 

1.26 






420 

43.0 

1.81 

Gneisses(B.G.C.) 

TONK 

Todaraisingh 

Bhansu 

EW 

26.0212 

75.4288 

162.00 

22.00 

0.83 

45.00 

0.02 




21500 

8419.0 

1.62 

Phyllite & Schist 

TONK 

Todaraisingh 

KUHARA 

EXP LO RATO RY_W ELL 

26.1056 

75.2319 

123.00 

6.70 

0.88 






3300 

738.0 

2.40 

Gneisses(B.G.C.) 

TONK 

Todaraisingh 

Nareda Mundia Kalan 1 (School) 

EW 

26.0821 

75.3271 


6.62 







2120 

341.0 

7.30 

Gneisses(B.G.C.) 

TONK 

Todaraisingh 

Nareda Mundia Kalan li (Nala) 1 

EW 

26.0821 

75.3271 


6.60 







26000 

5822.0 

1.20 

Gneisses(B.G.C.) 

TONK 

Todaraisingh 

UNIARA KHURD 

PIEZOMETER 

26.1522 

75.2250 

50.00 

11.00 

1.26 






1080 

106.0 

2.40 

Gneisses(B.G.C.) 

Sub Basin: Gudia 1 

SAWAI MADHOPUR 

Bonli 

Hindupura 

EW 

26.2530 

76.2594 

104.95 

15.30 

2.92 






2030 

341.0 

5.02 

Phyllite & Schist 

SAWAI MADHOPUR 

Bonli 

Jatoti 

EW 

26.2355 

76.2464 

34.43 

4.76 

1.83 

15.22 

0.12 




1800 

85.0 

5.70 

Phyllite & Schist 

SAWAI MADHOPUR 

Bonli 

Jolunda 

EW 

26.2260 

76.3129 

159.60 

33.00 

0.83 






573 

57.0 

0.69 

Phyllite & Schist 

SAWAI MADHOPUR 

Sawai Madhopur 

SARSOP 

EXP LO RATO RY_W ELL 

26.1775 

76.0722 

75.00 

15.40 

6.83 

11.00 

0.62 




520 

359.0 

1.20 

Phyllite & Schist 

SAWAI MADHOPUR 

Sawai Madhopur 

SHIWAD 

EW 

26.2000 

76.0333 

123.80 

12.50 

0.33 






32800 


1.88 

Phyllite & Schist 

SAWAI MADHOPUR 

Sawai Madhopur 

Shiwad 

EW 

26.2000 

76.0333 

127.75 

11.25 

3.33 






930 

78.0 

1.08 

Phyllite & Schist 

TONK 

Niwai 

GUNSI 

PIEZOMETER 

26.4694 

75.9430 

50.00 

4.70 

0.63 




29.00 


1800 

3234.0 

0.68 

Phyllite & Schist 

TONK 

Niwai 

JAMDOLI 

PIEZOMETER 

26.2944 

76.1181 

50.00 

15.50 

2.52 






1720 

121.0 

1.60 

Phyllite & Schist 

TONK 

Niwai 

JHILAI 

PIEZOMETER 

26.3508 

76.0176 

50.00 

10.85 

3.15 






2300 

440.0 

2.30 

Phyllite & Schist 

TONK 

Niwai 

Kareda 

EW 

26.4823 

76.0504 


5.00 







1830 

415.0 

1.08 

Phyllite & Schist 

TONK 

Niwai 

NIWAI 

PIEZOMETER 

26.3662 

75.9198 

50.00 

3.85 

2.27 




38.00 


1600 

85.0 

9.62 

Older Alluvium 

TONK 

Niwai 

Niwai-I 

EW 

26.3667 

75.9167 

201.00 

8.93 

2.33 

54.27 

0.04 







Older Alluvium 

TONK 

Niwai 

Niwai-li 

EW 

26.3667 

75.9167 

166.40 

21.15 

1.00 

54.20 

0.02 







Older Alluvium 

Sub Basin: Kalisil | 

KARAULI 

Karauli 

ATEWA 

PIEZOMETER 

26.3833 

76.9339 

75.00 

33.00 

1.01 






2900 

170.0 

4.32 

Bhander Sandstone 

KARAULI 

Karauli 

KAILA DEVI 

EXP LO RATO RY_W ELL 

26.3333 

76.9033 

201.00 

23.00 

1.51 

7.00 

0.22 




950 

135.0 

0.58 

Bhander Sandstone 

KARAULI 

Karauli 

MAHOLI 

EXP LO RATO RY_W ELL 

26.4197 

76.8938 

208.00 

10.00 

3.50 

20.00 

0.18 




920 

128.0 

0.80 

Older Alluvium 

KARAULI 

Sapotra 

SAPOTRA 

PIEZOMETER 

26.2833 

76.7500 

60.00 

23.45 

1.26 






680 

28.0 

1.28 

Bhander Sandstone 

Sub Basin: Khari | 

AJMER 

Arain 

SAMPLA 

PIEZOMETER 

25.9333 

75.0167 

55.00 

3.50 

0.25 






1270 

124.0 

8.08 

Gneisses(B.G.C.) 

AJMER 

Bhinay 

DEVALIYA KALAN 

PIEZOMETER 

25.9022 

74.7692 

80.00 

6.00 

2.52 






860 

1899.0 

1.00 

Gneisses(B.G.C.) 

AJMER 

Bhinay 

JETPURA 

PIEZOMETER 

25.9181 

74.9514 

50.00 

8.00 

1.26 






1910 

284.0 

20.00 

Gneisses(B.G.C.) 

AJMER 

Bhinay 

NANDSI 

PIEZOMETER 

25.9329 

74.8840 

50.00 

10.00 

0.13 






750 

50.0 

1.72 

Gneisses(B.G.C.) 

AJMER 

Bhinay 

SINGAWAL 

PIEZOMETER 

26.0316 

74.6830 

60.00 

15.00 

0.13 






1445 

206.0 

2.38 

Gneisses(B.G.C.) 

AJMER 

Kekri 

BHANDAWAS 

PIEZOMETER 

25.8597 

75.2315 

95.00 

3.00 

0.06 






2200 

234.0 

8.00 

Older Alluvium 

AJMER 

Kekri 

Kadera 

SH 

25.8102 

75.0580 

13.20 








5545 

1385.0 

2.30 

Gneisses(B.G.C.) 

AJMER 

Kekri 

PARA 

PIEZOMETER 

25.8669 

75.1839 

60.00 

18.00 

0.13 






8350 

1844.0 

3068.00 

Gneisses(B.G.C.) 

AJMER 

Masuda 

BARAL 

PIEZOMETER 

25.9172 

74.6511 

45.00 

4.50 

1.26 






540 

78.0 

0.80 

Gneisses(B.G.C.) 

AJMER 

Masuda 

BEGLIWAS 

PIEZOMETER 

26.0839 

74.5836 

50.00 

29.00 

0.06 






1890 

319.0 

1.44 

Gneisses(B.G.C.) 

AJMER 

Masuda 

JALIYA-II 

PIEZOMETER 

25.9274 

74.5584 

50.00 

4.00 

0.25 






2300 

468.0 

6.75 

Gneisses(B.G.C.) 





































































































































































































































































































































































































































































































































































































































































District 

Block 

Village 

Type 
of Well 

Coordinate 

Latitude 

Longitude 

AJMER 

Masuda 

LODIYANA 

PIEZOMETER 

25.9667 

74.5833 

AJMER 

Masuda 

MASUDA 

EXP LO RATO RY_W ELL 

26.0850 

74.5000 

AJMER 

Masuda 

SHIV NAGAR(RAMGARH) 

PIEZOMETER 

25.9477 

74.4501 

BANSWARA 

Ghatol 

JETPURA 

PIEZOMETER 

23.8436 

74.5178 

BHILWARA 

Asind 

ANTALI 

PIEZOMETER 

25.8675 

74.4786 

BHILWARA 

Asind 

ASIND 

PIEZOMETER 

25.7278 

74.3357 

BHILWARA 

Asind 

ASIND 

PIEZOMETER 

25.7278 

74.3357 

BHILWARA 

Asind 

BADNOR 

PIEZOMETER 

25.8342 

74.2897 

BHILWARA 

Asind 

Badnor 

PW 

25.8268 

74.3025 

BHILWARA 

Asind 

KALIYAS 

PIEZOMETER 

25.6747 

74.5023 

BHILWARA 

Asind 

Mothi 

PW 

25.8570 

74.3585 

BHILWARA 

Asind 

NIMBAHEDA MODKA 

PIEZOMETER 

25.5886 

74.4878 

BHILWARA 

Asind 

PARASOLI 

PIEZOMETER 

25.7844 

74.3458 

BHILWARA 

Asind 

Patan 

PW 

25.8802 

74.3779 

BHILWARA 

Asind 

Patan 

EW 

25.8802 

74.3779 

BHILWARA 

Banera 

BABRANA 

PIEZOMETER 

25.5172 

74.6561 

BHILWARA 

Banera 

BALDAR KHAN 

PIEZOMETER 

25.5189 

74.6578 

BHILWARA 

Banera 

BANERA 

PIEZOMETER 

25.5017 

74.6767 

BHILWARA 

Banera 

Lambia Kalan 

EW 

25.5885 

74.5974 

BHILWARA 

Banera 

RAILA 

PIEZOMETER 

25.6383 

74.5978 

BHILWARA 

Banera 

SULTANGARH 

PIEZOMETER 

25.5178 

74.6567 

BHILWARA 

Hurda 

AGUCHA 

PIEZOMETER 

25.8222 

74.7290 

BHILWARA 

Hurda 

GAGEDA 

PIEZOMETER 

25.8669 

74.5447 

BHILWARA 

Hurda 

Gulab Pura-I 

EW 

25.8953 

74.6317 

BHILWARA 

Hurda 

Gulab Pura-li 

EW 

25.8006 

74.6242 

BHILWARA 

Hurda 

GULABPURA 

PIEZOMETER 

25.9104 

74.6583 

BHILWARA 

Hurda 

KANWALIYAS 

PIEZOMETER 

25.7472 

74.6300 

BHILWARA 

Hurda 

Khari Kalamba 

EW 

25.8904 

74.6094 

BHILWARA 

Mandal 

AMDALA 

PIEZOMETER 

25.5489 

74.2640 

BHILWARA 

Mandal 

BHAGWANPURA 

PIEZOMETER 

25.5396 

74.4462 

BHILWARA 

Mandal 

BHIMDIYAS 

PIEZOMETER 

25.5156 

74.4665 

BHILWARA 

Mandal 

GYANGARH 

PIEZOMETER 

25.6508 

74.1536 

BHILWARA 

Mandal 

KAREDA 

PIEZOMETER 

25.5003 

74.2336 

BHILWARA 

Mandal 

SHIVPUR 

PIEZOMETER 

25.6922 

74.1262 

BHILWARA 

Shahpura 

Amlikalan 

PW 

25.6367 

75.0183 

BHILWARA 

Shahpura 

Baori 

EW 

25.8658 

74.8591 

BHILWARA 

Shahpura 

BHAGTHALLA-I 

EW 

25.8676 

74.8296 

BHILWARA 

Shahpura 

Bhagthalla-li 

EW 

25.8676 

74.8296 

BHILWARA 

Shahpura 

Ganpatia Khera 

EW 

25.8561 

74.9660 

BHILWARA 

Shahpura 

KANECHAN KALAN 

PIEZOMETER 

25.7517 

74.9017 

BHILWARA 

Shahpura 

KHAMOR 

KHAMOR 

25.7722 

74.8006 

BHILWARA 

Shahpura 

PHOOLIA KALAN 

PIEZOMETER 

25.8183 

74.9746 

BHILWARA 

Shahpura 

Phulia 

EW 

25.8283 

74.9666 

BHILWARA 

Shahpura 

RAGHUNATHPURA 

PIEZOMETER 

25.6350 

74.9183 

BHILWARA 

Shahpura 

Rampura 

EW 

25.8309 

74.9898 

BHILWARA 

Shahpura 

Rampura 

EW 

25.8309 

74.9898 

BHILWARA 

Shahpura 

Rampura 

OW 

25.8309 

74.9898 

BHILWARA 

Shahpura 

Rampura 

PZ 

25.8309 

74.9898 

BHILWARA 

Shahpura 

Rampura 

EW 

25.8309 

74.9898 

BHILWARA 

Shahpura 

Rampura 

EW 

25.8309 

74.9898 

BHILWARA 

Shahpura 

Sanoaria 

EW 

25.8502 

74.8671 


Total Depth 
Drilled 
(m bgl) 


Static 

Water Discharge 

Level (Ips) 

(m bgl) 


Drawdown 

(m) 


Specific 

Capacity Specific Transmi- Storage 
(Discharge - Yield ssivity Coeffcient 
Drawdown) (Sy) (T) (S) 

Ips/m 


Chemical Quality 

EC 

|j/cm at 
25 °C 

cr 1 

(mg/l) 

F 1 

(mg/l) 


Hydrogeological Unit 



2500 

546.0 

1910 

394.0 

2400 

489.0 

450 

14.0 

350 

18.0 

1610 

241.0 

1610 

6.8 

1010 

131.0 

1980 

256.0 

1150 

128.0 

1380 

220.0 


1215 

195.0 

1270 

167.0 

1620 

121.0 

3530 

741.0 

495 

43.0 

650 

28.0 

870 

50.0 

1460 

177.0 

945 

99.0 

520 

39.0 

1740 

362.0 

5640 

1420.0 



4300 581.0 


18300 6276.0 



1340 206.0 


700 



884 

91.0 

1840 

314.0 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


|Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


|Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


|Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Gneisses(B.G.C.) 































































































































































































































































































































































































































































































































































































































































































































Coordinate 


Chemical Quality 


District 

Block 

Village 

Type 
of Well 

Coordinate 

Total Depth 
Drilled 
(m bgl) 

Static 
Water 
Level 
(m bgl) 

Discharge 

dps) 

Drawdown 

(m) 

Specific 
Capacity 
(Discharge - 
Drawdown) 
Ips/m 

Specific 

Yield 

(Sy) 

Transmi¬ 

ssivity 

(T) 

Storage 

Coeffcient 

(S) 

Chemical Quality 

Hydrogeological Unit 

Latitude 

Longitude 

EC 

p/cm at 
25 °C 

cr 1 

(mg/l) 

F 1 

(mg/l) 

BHILWARA 

Shahpura 

SHAHPURA 

PIEZOMETER 

25.6342 

74.9231 

36.00 

2.30 

1.89 






2200 

184.0 

1.34 

Phyllite & Schist 

BHILWARA 

Shahpura 

Shibji Ka Baag 

EW 

25.8338 

74.8126 

14.69 

7.90 

22.87 

1.43 

15.99 


2581.00 


1440 

213.0 

3.40 

Gneisses(B.G.C.) 

RAJSAMAND 

Bhim 

BAGGER 

PIEZOMETER 

25.5839 

73.9019 

50.00 

21.00 

0.14 






1210 

152.0 

1.05 

Phyllite & Schist 

RAJSAMAND 

Bhim 

BARAR 

EXP LO RATO RY_W ELL 

25.6599 

74.0018 

110.00 

6.00 

1.89 






1920 

301.0 

0.22 

Phyllite & Schist 

RAJSAMAND 

Bhim 

BARAR 

EXP LO RATO RY_W ELL 

25.6599 

74.0018 

70.00 

8.00 

0.17 






1210 

4.6 

2.04 

Phyllite & Schist 

RAJSAMAND 

Bhim 

BHIM 

PIEZOMETER 

25.7354 

74.0654 

45.00 

12.00 

0.38 






1965 

312.0 

1.00 

Phyllite & Schist 

RAJSAMAND 

Bhim 

HEMANTON-KI-GAUR 

EXP LO RATO RY_W ELL 

25.9751 

74.3154 

114.00 

3.85 

15.12 






920 

89.0 

0.42 

Gneisses(B.G.C.) 

RAJSAMAND 

Bhim 

Jetgarh 

EW 

25.8247 

74.3642 

200.00 

15.00 

0.50 









Gneisses(B.G.C.) 

RAJSAMAND 

Bhim 

LAGET KHERA 

PIEZOMETER 

25.9695 

74.3021 

50.00 

26.00 

0.22 






6100 

1400.0 

0.75 

Gneisses(B.G.C.) 

RAJSAMAND 

Deogarh 

DEOGARH 

EXP LO RATO RY_W ELL 

25.5336 

73.9000 

120.00 

17.00 

0.63 






1120 

121.0 

4.44 

Phyllite & Schist 

RAJSAMAND 

Deogarh 

Devgarh 

EW 

25.5313 

73.8986 

196.80 

7.00 

2.50 






830 


1.86 

Phyllite & Schist 

RAJSAMAND 

Deogarh 

Devgarh-l(Ew) 

EW 

25.5277 

73.9122 

62.60 

39.30 

0.50 






990 

78.0 

1.94 

Phyllite & Schist 

RAJSAMAND 

Deogarh 

Devgarh-l(Ew) 

EW 

25.5277 

73.9122 

62.60 

39.30 

0.50 






990 

78.0 

1.94 

Phyllite & Schist 

RAJSAMAND 

Deogarh 

Devgarh-li(Ew) 

EW 

25.5286 

73.9110 

180.00 

39.00 

0.17 






1525 

290.0 

2.17 

Phyllite & Schist 

RAJSAMAND 

Deogarh 

Devgarh-li(Ew) 

EW 

25.5286 

73.9110 

180.00 

39.00 

0.17 






1525 

290.0 

2.17 

Phyllite & Schist 

RAJSAMAND 

Deogarh 

ISHARMAND 

EXP LO RATO RY_W ELL 

25.5827 

74.0358 

120.00 

9.00 

1.40 






1020 

117.0 

2.07 

Gneisses(B.G.C.) 

RAJSAMAND 

Deogarh 

KALALONKI ANTI 

PIEZOMETER 

25.5603 

73.9663 

50.00 

18.00 

0.22 






3900 

787.0 

0.48 

Gneisses(B.G.C.) 

RAJSAMAND 

Deogarh 

Kambal 

EW 

25.5457 

73.8816 

123.83 

28.50 










Phyllite & Schist 

RAJSAMAND 

Deogarh 

Kambal 

EW 

25.5457 

73.8816 

123.83 

28.50 










Phyllite & Schist 

RAJSAMAND 

Deogarh 

MIYALA 

EXP LO RATO RY_W ELL 

25.6178 

73.9519 

120.00 

5.90 

0.42 






2400 

364.0 

0.90 

Phyllite & Schist 

RAJSAMAND 

Deogarh 

TAL 

PIEZOMETER 

25.6392 

74.0558 

80.00 

30.00 

0.14 






4320 


2.20 

Gneisses(B.G.C.) 

RAJSAMAND 

Deogarh 

Tal 

EW 

25.6437 

74.0534 

111.55 

1.00 

0.25 

49.84 

0.01 




1035 

106.0 

2.07 

Gneisses(B.G.C.) 

RAJSAMAND 

Deogarh 

Tal 

EW 

25.6437 

74.0534 

111.55 

1.00 

0.25 

49.84 

0.01 




1035 

106.0 

2.07 

Gneisses(B.G.C.) 

Sub Basin: Kothari 1 

BHILWARA 

Kotri 

SAWAIPUR 

PIEZOMETER 

25.3097 

74.8623 

60.00 

5.50 

1.26 






2200 

390.0 

0.47 

Gneisses(B.G.C.) 

BHILWARA 

Mandal 

BAGORE 

PIEZOMETER 

25.3525 

74.3858 

62.00 

7.75 

2.77 






515 

28.0 

0.72 

Phyllite & Schist 

BHILWARA 

Mandal 

BANKLI 

PIEZOMETER 

25.4489 

74.3669 

60.00 

2.00 

0.63 






1900 

291.0 

1.41 

Phyllite & Schist 

BHILWARA 

Mandal 

MANDAL 

PIEZOMETER 

25.4487 

74.5524 

50.00 

1.00 

0.07 






15500 

4020.0 

4.70 

Phyllite & Schist 

BHILWARA 

Raipur 

ASPUR 

OBSERVATIONWELL 

25.4036 

74.2711 

70.00 

20.00 

0.50 






1220 

170.0 

1.44 

Gneisses(B.G.C.) 

BHILWARA 

Raipur 

BHEETA 

PIEZOMETER 

25.4690 

74.0981 

70.00 

18.05 

0.88 






1945 

305.0 

1.20 

Gneisses(B.G.C.) 

BHILWARA 

Raipur 

JHADOL 

PIEZOMETER 

25.2511 

74.0872 

40.00 

16.00 

0.03 






750 

35.0 

0.34 

Gneisses(B.G.C.) 

BHILWARA 

Raipur 

MOKHUNDA 

PIEZOMETER 

25.3027 

74.0918 

70.00 

21.40 

0.88 






1660 

347.0 

1.34 

Gneisses(B.G.C.) 

BHILWARA 

Raipur 

NARAYAN KHEDA 

OBSERVATIONWELL 

25.3593 

74.2634 

70.00 

20.00 

0.63 






3200 

805.0 

2.04 

Gneisses(B.G.C.) 

BHILWARA 

Raipur 

RAMA 

PIEZOMETER 

25.3897 

74.1046 

60.00 

27.00 

0.03 






3000 

461.0 

0.34 

Gneisses(B.G.C.) 

BHILWARA 

Raipur 

Suras 

EW 

25.4456 

74.1698 

178.50 

32.00 

NEGL. 









Gneisses(B.G.C.) 

BHILWARA 

Sahara 

JHOOMPURA 

PIEZOMETER 

25.2831 

74.3064 

78.00 

31.90 

0.19 






1340 

199.0 

1.16 

Phyllite & Schist 

BHILWARA 

Sahara 

KOSHITHAL 

PIEZOMETER 

25.3121 

74.1812 

73.00 

20.85 

0.63 






1055 

99.0 

0.72 

Gneisses(B.G.C.) 

BHILWARA 

Suwana 

AGARPURA 

PIEZOMETER 

25.3400 

74.7277 

45.00 

5.00 

3.78 






980 

48.0 

2.16 

Gneisses(B.G.C.) 

BHILWARA 

Suwana 

Agarpura 

EW 

25.3458 

74.7333 

179.00 

14.25 

3.05 

28.65 

0.11 


8.08 


1100 

99.0 

2.76 

Gneisses(B.G.C.) 

BHILWARA 

Suwana 

BHILWARA 

PIEZOMETER 

25.3331 

74.6115 

60.00 

6.50 

0.63 






1320 

177.0 

1.62 

Gneisses(B.G.C.) 

BHILWARA 

Suwana 

BHILWARA CITY 

PIEZOMETER 

25.3356 

74.6106 

50.00 

18.00 

0.38 









Gneisses(B.G.C.) 

BHILWARA 

Suwana 

Kirtipura 

EW 

25.3558 

74.6213 

172.30 

2.15 

3.33 

19.12 

0.17 




985 

149.0 

1.18 

Phyllite & Schist 

BHILWARA 

Suwana 

Pansal 

EW 

25.3556 

74.5764 

178.50 

16.87 

DRY 









Phyllite & Schist 

BHILWARA 

Suwana 

V.S.P.N.Bhilwara 

EW 

25.3583 

74.6500 

132.00 

10.95 

8.07 

26.55 

0.30 


15.61 


5430 

1498.0 

0.68 

Phyllite & Schist 

RAJSAMAND 

Amet 

Khakaramal 

EW 

25.3884 

73.8918 

123.85 











Gneisses(B.G.C.) 

RAJSAMAND 

Amet 

Khakaramal 

EW 

25.3884 

73.8918 

123.85 











Gneisses(B.G.C.) 

RAJSAMAND 

Amet 

Tikar 

EW 

25.3825 

73.9178 

199.80 

1.70 

0.83 

20.00 

0.04 




1150 

178.0 

0.68 

Gneisses(B.G.C.) 

RAJSAMAND 

Bhim 

DEWAIR 

PIEZOMETER 

25.4338 

73.8233 

50.00 

23.00 

0.13 






1270 

149.0 

1.22 

Gneisses 

RAJSAMAND 

Bhim 

Dewair 

EW 

25.4303 

73.8217 

129.70 

6.47 

3.00 






810 


0.78 

Gneisses 

RAJSAMAND 

Deogarh 

Bherughati-I 

EW 

25.5119 

73.9751 

156.00 

11.85 

16.67 

98.00 

0.17 




1870 

412.0 

0.77 

Gneisses(B.G.C.) 

RAJSAMAND 

Deogarh 

Bherughati-li 

OW 

25.5119 

73.9751 

160.00 

15.00 

12.50 









Gneisses(B.G.C.) 


















































































































































































































































































































































































































































































































































































































































































Coordinate 


Chemical Quality 


District 

Block 

Village 

Type 
of Well 

Coordinate 

Total Depth 
Drilled 
(m bgl) 

Static 
Water 
Level 
(m bgl) 

Discharge 

dps) 

Drawdown 

(m) 

Specific 
Capacity 
(Discharge - 
Drawdown) 
Ips/m 

Specific 

Yield 

(Sy) 

Transmi¬ 

ssivity 

(T) 

Storage 

Coeffcient 

(S) 

Chemical Quality 

Hydrogeological Unit 

Latitude 

Longitude 

EC 

p/cm at 
25 °C 

Cl' 1 

(mg/I) 

F' 1 

(mg/I) 

RAJSAMAND 

Deogarh 

Bheruguda 

PZ 

25.5156 

73.9725 

87.00 

2.30 

7.50 






665 


1.48 

Gneisses(B.G.C.) 

RAJSAMAND 

Deogarh 

KALESARIYA 

EXP LO RATO RY_W ELL 

25.5176 

74.0832 

120.00 

3.00 

0.25 






1650 

273.0 

1.60 

Gneisses(B.G.C.) 

RAJSAMAND 

Deogarh 

KAMERI 

PIEZOMETER 

25.3647 

73.9359 

96.00 

45.00 

0.13 






800 


1.84 

Gneisses(B.G.C.) 

RAJSAMAND 

Deogarh 

KUWATHAL 

PIEZOMETER 

25.4155 

73.9167 

50.00 

1.50 

1.26 






1240 

106.0 

2.60 

Gneisses(B.G.C.) 

RAJSAMAND 

Deogarh 

Madia 

EW 

25.5327 

73.9951 

181.60 

2.10 

2.67 






920 


0.94 

Gneisses(B.G.C.) 

RAJSAMAND 

Deogarh 

SALIYA-KA-KHERA 

PIEZOMETER 

25.4936 

73.9680 

50.00 

15.00 

0.14 






2200 

443.0 

4.00 

Gneisses(B.G.C.) 

RAJSAMAND 

Deogarh 

SOLANKIYO KA GURHA 

PIEZOMETER 

25.4474 

73.9150 

73.20 

7.20 

0.11 






570 

0.8 

3.52 

Gneisses(B.G.C.) 

Sub Basin: Mashi | 

AJMER 

Arain 

ARAIN 

PIEZOMETER 

26.4515 

75.0466 

50.00 

26.00 

12.60 









Gneisses(B.G.C.) 

AJMER 

Kishangarh 

KISHANGARH 

PIEZOMETER 

26.5681 

74.8683 

40.00 

24.50 

0.25 






1670 

220.0 

3.74 

Gneisses(B.G.C.) 

AJMER 

Kishangarh 

MUNDOTI 

PIEZOMETER 

26.6500 

75.0500 

50.00 

10.00 

0.13 






1460 

220.0 

4.68 

Gneisses(B.G.C.) 

AJMER 

Kishangarh 

PATAN 

PIEZOMETER 

26.6093 

74.9840 

102.00 

15.00 

1.39 






2700 

277.0 

10.40 

Gneisses(B.G.C.) 

AJMER 

Kishangarh 

TILONIA 

PIEZOMETER 

26.6570 

74.9306 

55.00 

17.00 

0.19 






1100 

142.0 

6.10 

Gneisses(B.G.C.) 

JAIPUR 

Amber 

Chaump 

PZ 

27.1028 

75.8252 

78.00 


6.10 

2.72 

2.24 




630 

7.0 

1.05 

Younger Alluvium 

JAIPUR 

Amber 

Jairampura 

EW 

27.0667 

75.6833 

105.60 

9.80 

14.50 

6.37 

2.28 


849.00 


620 

32.0 

0.30 

Younger Alluvium 

JAIPUR 

Amber 

Jaitpura-LI 

PZ 

27.0555 

75.6411 

65.90 


13.70 

0.90 

15.22 







Younger Alluvium 

JAIPUR 

Amber 

Nangal Purohitan 

PZ 

27.0619 

75.7709 

81.00 

19.11 

7.33 

2.75 

2.67 




830 

64.0 

0.22 

Younger Alluvium 

JAIPUR 

Amber 

Risani 

EW 

27.1250 

75.7897 

82.00 

21.10 

5.50 

8.80 

0.63 




610 

32.0 

1.34 

Younger Alluvium 

JAIPUR 

Amber 

Risani 

OW 

27.1250 

75.7897 

82.00 

21.04 

5.83 

3.26 

1.79 




700 

32.0 

0.86 

Younger Alluvium 

JAIPUR 

Amber 

Rundal-I 

EW 

27.2280 

75.8676 

19.90 











Younger Alluvium 

JAIPUR 

Amber 

Rundal-li 

EW 

27.2261 

75.8682 

75.20 











Younger Alluvium 

JAIPUR 

Dudu 

Bobas 

EW 

26.9139 

75.4681 

58.06 

10.53 

8.33 

6.50 

1.28 







Older Alluvium 

JAIPUR 

Dudu 

CHORU 

EXP LO RATO RY_W ELL 

26.5833 

75.3000 

138.00 

18.00 

0.50 






1250 

146.0 

3.20 

Gneisses(B.G.C.) 

JAIPUR 

Dudu 

Dhani Boraj 

EW 

26.9000 

75.3667 

42.15 

24.30 

1.30 

4.65 

0.28 




680 

36.0 

0.50 

Older Alluvium 

JAIPUR 

Dudu 

Dudu 1 (Malpura Road) 

EW 

26.6857 

75.2410 

146.00 

30.15 

1.67 

35.00 

0.05 







Gneisses(B.G.C.) 

JAIPUR 

Dudu 

Dudu li (Sukli Talai) 

EW 

26.6856 

75.2250 

108.70 

15.00 

Meagre 









Gneisses(B.G.C.) 

JAIPUR 

Dudu 

KAJIPURA 

PIEZOMETER 

26.8333 

75.2500 

68.00 

15.00 

0.63 






2100 

369.0 

2.80 

Older Alluvium 

JAIPUR 

Dudu 

MEHLA 

PIEZOMETER 

26.8000 

75.4708 

70.00 

19.50 

1.26 






4500 

1163.0 

0.52 

Older Alluvium 

JAIPUR 

Dudu 

RAMPURA 

EXP LO RATO RY_W ELL 

26.8000 

75.2333 

161.00 

8.00 

2.27 

29.66 

0.08 


8.55 


16000 

5143.0 

0.40 

Phyllite & Schist 

JAIPUR 

Dudu 

Savarda 

EW 

26.7424 

75.2928 

76.80 

22.00 

1.67 

15.00 

0.11 







Gneisses(B.G.C.) 

JAIPUR 

Dudu 

UGARIAWAS 

EXP LO RATO RY_W ELL 

26.7833 

75.3333 

100.00 

10.50 

1.01 

14.00 

0.07 


2.18 


4000 

923.0 

3.70 

Gneisses(B.G.C.) 

JAIPUR 

Dudu 

Ugriyawas 

EW 

26.8561 

75.4014 

135.00 

23.00 

1.67 









Older Alluvium 

JAIPUR 

Jhotwara 

Dhankiya 

PZ 

26.9166 

75.5908 

79.53 

35.61 

5.50 

8.61 

0.64 




1080 

131.0 

0.60 

Younger Alluvium 

JAIPUR 

Jhotwara 

Govindpura 

EW 

26.9479 

75.6976 

120.73 

42.62 

1.87 

10.65 

0.18 







Younger Alluvium 

JAIPUR 

Jhotwara 

HEERAPURA (DHAWAS) 

PIEZOMETER 

26.9167 

75.7167 

81.00 

46.40 

1.89 






840 

78.0 

0.75 

Younger Alluvium 

JAIPUR 

Jhotwara 

HIRAPURA 

PIEZOMETER 

26.9167 

75.7167 

60.00 

29.00 

3.78 






530 

41.0 


Younger Alluvium 

JAIPUR 

Jhotwara 

Jhotwara 

PZ 

26.9825 

75.7618 

85.04 

34.50 

9.17 






540 

18.0 

0.25 

Younger Alluvium 

JAIPUR 

Jhotwara 

KANAKPURA (GOKULPURA) 

PIEZOMETER 

26.9208 

75.6875 

78.00 

49.00 

1.13 






630 

28.0 

1.05 

Younger Alluvium 

JAIPUR 

Jhotwara 

KESHALA (KANADPUR) 

PIEZOMETER 

26.9042 

75.5833 

82.00 

54.00 

1.26 






2200 

454.0 

1.20 

Younger Alluvium 

JAIPUR 

Jhotwara 

Nangal Jeisa 

EW 

26.9670 

75.7369 

77.51 

17.57 

10.35 

5.70 

1.82 


45.00 

1.25E-004 

645 

53.0 

0.06 

Younger Alluvium 

JAIPUR 

Jhotwara 

NIWAROO 

PIEZOMETER 

26.9667 

75.7417 

60.00 

25.00 

1.76 






600 

35.0 

0.50 

Younger Alluvium 

JAIPUR 

Jhotwara 

SANCHOTI 

PIEZOMETER 

27.0000 

75.6167 

50.00 

12.45 

6.16 

5.00 

1.23 




580 

17.0 

1.60 

Younger Alluvium 

JAIPUR 

Jhotwara 

Sirisi 

PZ 

26.9167 

75.6833 

84.04 

32.24 

6.67 

12.20 

0.55 




800 

46.0 

1.55 

Younger Alluvium 

JAIPUR 

Phagi 

Bhojpura 

PZ 

26.6161 

75.6181 

62.26 

24.40 

5.00 

8.60 

0.58 




1360 

57.0 

3.10 

Gneisses(B.G.C.) 

JAIPUR 

Phagi 

Gulabpura-Bhimpura 

EW 

26.7317 

75.5603 

165.19 

27.00 

1.67 









Older Alluvium 

JAIPUR 

Phagi 

JHAG 

EXP LO RATO RY_W ELL 

26.7333 

75.4833 

85.00 

3.00 

0.63 






22000 

296.0 


Gneisses(B.G.C.) 

JAIPUR 

Phagi 

MADHARAJPURA 

PIEZOMETER 

26.5847 

75.6500 

70.00 








900 

28.0 


Gneisses(B.G.C.) 

JAIPUR 

Phagi 

MANPUR GATTI 

EXP LO RATO RY_W ELL 

26.6667 

75.7333 

130.00 

8.00 

1.26 

30.60 

0.04 


0.68 


7200 

2474.0 


Older Alluvium 

JAIPUR 

Phagi 

Renwal 

PZ 

26.6921 

75.6730 

80.00 

25.45 

9.17 

3.28 

2.79 




980 

36.0 

0.80 

Older Alluvium 

JAIPUR 

Phagi 

Tilawara 

PZ 

26.7000 

75.6667 

36.20 

20.58 

Negligible 






1490 

103.0 

2.40 

Older Alluvium 

JAIPUR 

Sambhar 

Bassi Nangal 

PZ 

26.9861 

75.5097 

72.00 

41.80 

1.67 






885 

71.0 

0.66 

Older Alluvium 

































































































































































































































































































































































































































































































































































































































































































Coordinate 


Chemical Quality 


District 

Block 

Village 

Type 
of Well 

Coordinate 

Total Depth 
Drilled 
(m bgl) 

Static 
Water 
Level 
(m bgl) 

Discharge 

dps) 

Drawdown 

(m) 

Specific 
Capacity 
(Discharge - 
Drawdown) 
Ips/m 

Specific 

Yield 

(Sy) 

Transmi¬ 

ssivity 

(T) 

Storage 

Coeffcient 

(S) 

Chemical Quality 

Hydrogeological Unit 

Latitude 

Longitude 

EC 

p/cm at 
25 °C 

Cl' 1 

(mg/I) 

F' 1 

(mg/I) 

JAIPUR 

Sambhar 

Hingonia 

PZ 

27.0333 

75.4667 

78.00 








1320 

43.0 

1.21 

Older Alluvium 

JAIPUR 

Sanganer 

BAGRU BAZAR 

PIEZOMETER 

26.7667 

75.5000 

62.00 

19.00 

0.88 






620 

57.0 

0.91 

Older Alluvium 

JAIPUR 

Sanganer 

BAR KA BALAJI 

PIEZOMETER 

26.7667 

75.6333 

55.00 

43.00 

1.13 






890 

78.0 

0.75 

Older Alluvium 

JAIPUR 

Sanganer 

BAR KE BALAJI 

PIEZOMETER 

26.7667 

75.6333 

51.00 

27.30 

1.64 






380 

35.0 

0.40 

Older Alluvium 

JAIPUR 

Sanganer 

Chirota 

PZ 

26.7982 

75.5794 

30.50 

14.50 

0.10 






2590 

291.0 

1.95 

Older Alluvium 

JAIPUR 

Sanganer 

Dahmi Kalan 

PZ 

26.8301 

75.5680 

59.00 

12.40 

11.00 






860 

74.0 

2.00 

Older Alluvium 

JAIPUR 

Sanganer 

DURGAPURA 

PIEZOMETER 

26.7667 

75.7667 

71.00 

17.00 

6.30 

6.00 

1.05 




640 

67.0 

0.40 

Older Alluvium 

JAIPUR 

Sanganer 

KALWARA 

EXP LO RATO RY_W ELL 

26.8000 

75.5833 

62.00 

18.00 







16000 

1362.0 

1.20 

Older Alluvium 

JAIPUR 

Sanganer 

MANSAHDVAR 

PIEZOMETER 

26.8333 

75.7500 

63.00 

18.15 

3.78 






780 

35.0 

0.90 

Older Alluvium 

JAIPUR 

Sanganer 

Mohana 

EW 

26.7833 

75.7167 

65.60 

12.65 

6.00 

8.94 

0.67 


112.00 

2.10E-003 

865 

32.0 

1.50 

Older Alluvium 

JAIPUR 

Sanganer 

Mohana 

PZ 

26.7833 

75.7167 

63.01 

22.65 

3.67 






995 

64.0 

2.05 

Older Alluvium 

JAIPUR 

Sanganer 

Nowata 

PZ 

26.7925 

75.7199 

48.00 

9.39 

0.88 

9.63 

0.09 




1290 

85.0 

4.70 

Older Alluvium 

JAIPUR 

Shahpura 

DHAWLI 

EXP LO RATO RY_W ELL 

27.2333 

75.8333 

51.00 

23.00 

0.76 

10.00 

0.08 




2200 

581.0 

0.80 

Younger Alluvium 

JAIPUR 

Shahpura 

Mahar Khurd 

EW 

27.2436 

75.8250 

120.32 

51.68 

1.10 

8.19 

0.13 







Younger Alluvium 

TONK 

Malpura 

BAMBORE 

EXP LO RATO RY_W ELL 

26.4233 

75.5511 

146.00 

6.20 

1.51 

17.95 

0.08 




3600 

639.0 

1.49 

Phyllite & Schist 

TONK 

Malpura 

DEVAL 

EXP LO RATO RY_W ELL 

26.4403 

75.2222 

162.00 

8.70 

1.26 

11.00 

0.11 




2100 

170.0 

7.38 

Gneisses(B.G.C.) 

TONK 

Malpura 

HANUTIA 

EXP LO RATO RY_W ELL 

26.4403 

75.3292 

140.00 

9.20 

1.89 

12.50 

0.15 




14500 

3878.0 

2.18 

Gneisses(B.G.C.) 

TONK 

Malpura 

PACHEWAR 

PIEZOMETER 

26.4778 

75.3153 

51.00 

10.05 

1.76 






3600 

957.0 

3.00 

Gneisses(B.G.C.) 

TONK 

Niwai 

BANSATALI 

PIEZOMETER 

26.4067 

75.8620 

45.00 

10.80 

3.78 






1200 

126.7 


Older Alluvium 

TONK 

Niwai 

Sunari 

SH 

26.4667 

75.8333 

29.70 


0.67 






1145 

36.0 

0.90 

Older Alluvium 

TONK 

Tonk 

Bagri 

EW 

26.3048 

75.7958 


14.00 







500 

46.0 

1.35 

Phyllite & Schist 

TONK 

Tonk 

Bagri-I 

EW 

26.3100 

75.7920 

101.90 

16.00 

2.50 






960 


3.34 

Phyllite & Schist 

TONK 

Tonk 

Bagri-LI 

OW 

26.3100 

75.7920 

155.45 

16.50 

5.00 









Phyllite & Schist 

TONK 

Tonk 

Darda Turki 

EW 

26.2451 

75.7567 


7.70 







1600 

256.0 

3.70 

Phyllite & Schist 

TONK 

Tonk 

GHALOD 

EXP LO RATO RY_W ELL 

26.2077 

75.7565 

70.00 








2322 

563.0 

0.40 

Older Alluvium 

TONK 

Tonk 

JHIRANA 

PIEZOMETER 

26.2778 

75.6417 

50.00 

11.10 

0.63 






1920 

397.0 

1.20 

Phyllite & Schist 

TONK 

Tonk 

NATHRI 

PIEZOMETER 

26.2628 

75.7296 

57.00 

7.90 

3.15 






3300 

603.0 

0.40 

Phyllite & Schist 

TONK 

Tonk 

PEETHAWAS 

PIEZOMETER 

26.3083 

75.8083 

52.00 

13.70 

0.19 









Phyllite & Schist 

TONK 

Tonk 

Piplu Ki Dhani (Pardosh Nagar) 

EW 

26.3158 

75.7170 

62.90 

5.70 

25.00 






2850 


0.87 

Older Alluvium 

TONK 

Tonk 

Piplu Ki Dhani (Pardosh Nagar) 

OW-I 

26.3158 

75.7170 

102.30 

5.38 

9.00 






1800 


0.89 

Older Alluvium 

TONK 

Tonk 

Piplu Ki Dhani (Pardosh Nagar) 

OW-II 

26.3158 

75.7170 

62.90 

5.77 

4.17 









Older Alluvium 

TONK 

Tonk 

Piplu 

EW 

26.3168 

75.7194 

76.83 

9.80 

7.50 

20.00 

0.38 




3360 

809.0 

3.41 

Older Alluvium 

TONK 

Tonk 

RANOLI 

PIEZOMETER 

26.4244 

75.6713 

54.00 

12.80 

1.89 






820 

99.0 

1.00 

Phyllite & Schist 

TONK 

Tonk 

SAINDERA FARM 

EXP LO RATO RY_W ELL 

26.3370 

75.6879 

147.00 

3.25 

1.89 

20.00 

0.09 




5300 

204.0 

525.00 

Older Alluvium 

Sub Basin: Morel 1 

DAUSA 

Dausa 

Aluda 

EW 

26.8167 

76.3833 

29.00 











Older Alluvium 

DAUSA 

Dausa 

BANYANA 

PIEZOMETER 

26.8089 

76.3000 

74.00 

12.00 

1.26 






10200 

2801.0 

2.40 

Older Alluvium 

DAUSA 

Dausa 

CHHAREDA 

PIEZOMETER 

26.7510 

76.3833 

48.00 

24.00 

1.26 






820 

21.0 

0.60 

Older Alluvium 

DAUSA 

Dausa 

LAWAN 

PIEZOMETER 

26.7731 

76.2127 

76.00 

21.00 

3.15 






3500 

816.0 

1.12 

Older Alluvium 

DAUSA 

Dausa 

Lawana 

PZ 

26.7833 

76.2167 

44.00 


2.40 

0.59 

4.07 




5370 

1051.0 

0.85 

Older Alluvium 

DAUSA 

Dausa 

Prahladpur 

PZ 

26.7094 

76.2000 

62.82 


5.50 

0.32 

17.19 




1460 

128.0 

0.79 

Older Alluvium 

DAUSA 

Dausa 

Re h was 

EW 

26.7829 

76.3569 

67.62 

10.26 

8.38 

3.72 

2.25 


37.00 





Older Alluvium 

DAUSA 

Lalsot 

BHAIRONWAS 

PIEZOMETER 

26.4991 

76.3425 

69.00 

26.50 

5.04 






590 

43.0 


Older Alluvium 

DAUSA 

Lalsot 

BIDARKHA 

EXP LO RATO RY_W ELL 

26.6582 

76.1964 

56.00 

12.70 

5.04 






2300 

411.0 

0.80 

Older Alluvium 

DAUSA 

Lalsot 

Bilona Kalan 

PZ 

26.4851 

76.3711 

38.10 

23.50 

Negligible 






3495 

554.0 

0.90 

Older Alluvium 

DAUSA 

Lalsot 

Didwana 

PZ 

26.5833 

76.3333 

63.00 

13.84 

12.17 

16.53 

0.74 




450 

7.0 

0.50 

Older Alluvium 

DAUSA 

Lalsot 

DIGGO 

EXP LO RATO RY_W ELL 

26.5898 

76.3821 

66.00 

9.00 

10.08 






520 

50.0 

0.30 

Older Alluvium 

DAUSA 

Lalsot 

DUNGARPUR 

PIEZOMETER 

26.6596 

76.3190 

66.00 

23.80 

3.78 






700 

21.0 


Younger Alluvium 

DAUSA 

Lalsot 

Hodayali 

PZ 

26.5305 

76.1883 

43.00 

21.60 

Negligible 






1050 

50.0 

1.90 

Older Alluvium 

DAUSA 

Lalsot 

Kalyanpur 

SH 

26.6845 

76.3062 

31.80 

4.68 

9.08 

1.14 

7.97 




1500 

71.0 


Younger Alluvium 

DAUSA 

Lalsot 

Kalyanpur 

EW 

26.6845 

76.3062 

115.00 

0.91 


60.00 





860 

92.0 

0.88 

Younger Alluvium 































































































































































































































































































































































































































































































































































































































































































District 

Block 

Village 

Type 
of Well 

Coordinate 

Latitude 

Longitude 

DAUSA 

Lalsot 

LALSOT 

PIEZOMETER 

26.5466 

76.3127 

DAUSA 

Lalsot 

Maharia 

EW 

26.4565 

76.4073 

DAUSA 

Lalsot 

RAMGARH PACHWARA 

PIEZOMETER 

26.6262 

76.2582 

DAUSA 

Lalsot 

Ramgarh Pachwara 

EW 

26.6167 

76.2500 

DAUSA 

Lalsot 

SARIYA 

PIEZOMETER 

26.5917 

76.2522 

DAUSA 

Lalsot 

SHIV SINGH PURA 

PIEZOMETER 

26.5272 

76.2256 

DAUSA 

Lalsot 

Shivsinghpura 

EW 

26.5253 

76.2232 

DAUSA 

Lalsot 

Shivsinghpura 

EW 

26.5253 

76.2232 

JAIPUR 

Amber 

Dhand 

EW 

27.0674 

75.9385 

JAIPUR 

Amber 

Jakhrana 

EW 

26.9990 

75.9041 

JAIPUR 

Amber 

Nangal Susawatana 

EW 

26.9990 

75.9055 

JAIPUR 

Amber 

Nangal Susawatana 

OW 

26.9990 

75.9055 

JAIPUR 

Amber 

UDAK P.S. JHOTWARA 

PIEZOMETER 

27.0250 

75.8042 

JAIPUR 

Bassi 

Banshko 

EW 

26.8276 

76.1583 

JAIPUR 

Bassi 

Banskho 

EW 

26.8306 

76.1667 

JAIPUR 

Bassi 

Bassi 

EW 

26.8167 

76.0500 

JAIPUR 

Bassi 

Bassi 

EW 

26.8167 

76.0500 

JAIPUR 

Bassi 

Bassi 

PZ 

26.8167 

76.0500 

JAIPUR 

Bassi 

Deogaon 

PZ 

26.8167 

76.0667 

JAIPUR 

Bassi 

DUDHALI 

EXP LO RATO RY_W ELL 

26.7750 

76.1153 

JAIPUR 

Bassi 

GONER 

EXP LO RATO RY_W ELL 

26.7667 

75.9500 

JAIPUR 

Bassi 

JATWARA 

PIEZOMETER 

26.8917 

76.1833 

JAIPUR 

Bassi 

Jatwara 

EW 

26.8818 

76.1874 

JAIPUR 

Bassi 

Jatwara 

OW 

26.8818 

76.1874 

JAIPUR 

Bassi 

Jatwara* 

PZ 

26.8818 

76.1874 

JAIPUR 

Bassi 

KANOTA 

PIEZOMETER 

26.8750 

75.9639 

JAIPUR 

Bassi 

RAJPURA (BANSKHO) 

PIEZOMETER 

26.7958 

76.1681 

JAIPUR 

Bassi 

ROOP PURA 

EXP LO RATO RY_W ELL 

26.7644 

75.9839 

JAIPUR 

Bassi 

Tunga 

EW 

26.7407 

76.1421 

JAIPUR 

Bassi 

Tunga 

EW 

26.7407 

76.1421 

JAIPUR 

Chaksu 

Chandlai 

EW 

26.6832 

75.8784 

JAIPUR 

Chaksu 

Chandlai 

EW 

26.6832 

75.8784 

JAIPUR 

Chaksu 

GARUDWASI 

PIEZOMETER 

26.5833 

76.0333 

JAIPUR 

Chaksu 

Kot Kavda 

EW 

26.6333 

76.0833 

JAIPUR 

Chaksu 

ROOPAHEDI Kl DHANI 

PIEZOMETER 

26.6069 

75.9597 

JAIPUR 

Chaksu 

Shivdaspura 

SH 

26.7108 

75.8977 

JAIPUR 

Chaksu 

Udaipura Mod (Chimanpura) 

PZ 

26.6616 

75.8858 

JAIPUR 

Jamwa Ramgarh 

Basna 

EW 

27.1028 

75.9936 

JAIPUR 

Jamwa Ramgarh 

Bhanpur Kalan 

EW 

27.0686 

75.9694 

JAIPUR 

Jamwa Ramgarh 

Bhanpur Kalan 

PZ 

27.0686 

75.9694 

JAIPUR 

Jamwa Ramgarh 

Dhund River, Indargarh 

EW 

27.0097 

75.9687 

JAIPUR 

Jamwa Ramgarh 

KUKAS 

PIEZOMETER 

27.0208 

75.9000 

JAIPUR 

Jamwa Ramgarh 

Malawala 

PZ 

26.9994 

75.9758 

JAIPUR 

Jamwa Ramgarh 

Nay la 

EW 

26.9311 

75.9681 

JAIPUR 

Jhotwara 

Ambabari 

EW 

26.9391 

75.7674 

JAIPUR 

Jhotwara 

Bajajnagar 

EW 

26.8667 

75.8000 

JAIPUR 

Jhotwara 

Jaipur Cgwb Campus 

EW 

26.8764 

75.8144 

JAIPUR 

Jhotwara 

JAIPUR CITY 

PIEZOMETER 

26.9333 

75.7833 

JAIPUR 

Jhotwara 

Jaipur Mes 

PZ 

26.9500 

75.7833 

JAIPUR 

Jhotwara 

Jaipur-L 

PZ 

26.9000 

75.8167 

JAIPUR 

Jhotwara 

Jaipur-LI 

PZ 

26.9000 

75.8167 


Total Depth 
Drilled 
(m bgl) 


Static 

Water Discharge 

Level (Ips) 

(m bgl) 


Drawdown 

(m) 


Specific 

Capacity Specific 
(Discharge - Yield 

Drawdown) (Sy) 

Ips/m 


Transmi- Storage 

ssivity Coeffcient 

(T) (S) 


Chemical Quality 

EC 

p/cm at 
25 °C 

cr 1 

(mg/l) 

F 1 

(mg/l) 


Hydrogeological Unit 



470 

34.0 

5450 

646.0 

800 

28.0 

800 

14.0 

470 

28.0 



490 

21.0 

580 

28.0 

590 

2.8 

1030 

50.0 

910 

28.0 

1270 

50.0 

1660 

185.0 

10390 

2024.0 



1600 

188.0 

1700 

70.0 

1870 

206.0 

2670 

497.0 

2340 

401.0 

1930 

284.0 

2800 

667.0 

820 

36.0 

1620 

213.0 

515 

45.0 

710 

64.0 

1767 

14.0 

765 


1400 

172.0 

590 

39.0 

1710 

113.0 



940 248.0 


1230 89.0 


390 

11.0 

640 

36.0 

400 

28.0 

520 

35.0 

640 

86.0 

550 

28.0 

1000 

96.0 


i Older Alluvium 


i Older Alluvium 


i Younger Alluvium 


[Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


i Older Alluvium 


'[younger Alluvium 


Younger Alluvium 


Younger Alluvium 


'[younger Alluvium 


Younger Alluvium 


: Older Alluvium 


i Older Alluvium 


i Older Alluvium 


: Older Alluvium 


i Older Alluvium 


Older Alluvium 


Quartzite 


i Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


i Older Alluvium 


i Younger Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


i Older Alluvium 


Older Alluvium 


i Older Alluvium 


i Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


^Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


'[younger Alluvium 


Younger Alluvium 


Younger Alluvium 


i Older Alluvium 


i Older Alluvium 


Younger Alluvium 


'[Younger Alluvium 


Older Alluvium 


Older Alluvium 























































































































































































































































































































































































































































































































































































































































































































District 

Block 

Village 

Type 
of Well 

Coordinate 

Latitude 

Longitude 

JAIPUR 

Jhotwara 

Kanota 

EW 

26.8833 

75.9333 

JAIPUR 

Jhotwara 

Vidhyadhar Nagar 

PZ 

26.9333 

75.7667 

JAIPUR 

Sanganer 

Belwa 

EW 

26.7500 

75.8500 

JAIPUR 

Sanganer 

Goner 

EW 

26.7833 

75.9000 

JAIPUR 

Sanganer 

Jamroli 

EW 

26.8833 

75.8833 

JAIPUR 

Sanganer 

Jawahar Nagar 

EW 

26.8333 

75.8000 

JAIPUR 

Sanganer 

Luniawas 

EW 

26.8708 

75.8903 

JAIPUR 

Sanganer 

Mansarovar 

PZ 

26.8528 

75.7667 

JAIPUR 

Sanganer 

Sanganer 

EW 

26.8167 

75.7833 

JAIPUR 

Sanganer 

Sanganer 

PZ 

26.8167 

75.7833 

JAIPUR 

Sanganer 

Sirmandi 

EW 

26.7889 

75.8556 

JAIPUR 

Sanganer 

Sukhpuriya 

PZ 

26.7833 

75.8167 

JAIPUR 

Sanganer 

Surya Nagar 

PZ 

26.8803 

75.7787 

KARAULI 

Nadoti 

Bamori 

SH 

26.6369 

76.6684 

KARAULI 

Nadoti 

GARHMORAH 

EXP LO RATO RY_W ELL 

26.7135 

76.5417 

KARAULI 

Nadoti 

GARHMORAN 

OBSERVATIONWELL 

26.7305 

76.5298 

KARAULI 

Nadoti 

GUDLI 

EXP LO RATO RY_W ELL 

26.6291 

76.6797 

KARAULI 

Nadoti 

Raesna 

SH 

26.6823 

76.5789 

KARAULI 

Nadoti 

SAHAR 

EXP LO RATO RY_W ELL 

26.6185 

76.7270 

KARAULI 

Sapotra 

Kurgaon 

EW 

26.4500 

76.8500 

KARAULI 

Sapotra 

Tuma 

EW 

26.4309 

76.7978 

SAWAI MADHOPUR 

Bamanwas 

BAIRARA 

PIEZOMETER 

26.4389 

76.5333 

SAWAI MADHOPUR 

Bamanwas 

BAMANWAS 

PIEZOMETER 

26.5792 

76.6744 

SAWAI MADHOPUR 

Bamanwas 

Dabur 

EW 

26.4909 

76.4889 

SAWAI MADHOPUR 

Bamanwas 

KHEDLI 

PIEZOMETER 

26.4972 

76.5167 

SAWAI MADHOPUR 

Bamanwas 

Lewali 

EW 

26.5608 

76.4893 

SAWAI MADHOPUR 

Bamanwas 

Phulwara 

EW 

26.4157 

76.5353 

SAWAI MADHOPUR 

Bamanwas 

PIPLAI 

PIEZOMETER 

26.4917 

76.5361 

SAWAI MADHOPUR 

Bamanwas 

Shyampura 

EW 

26.5999 

76.5390 

SAWAI MADHOPUR 

Bamanwas 

Toda 

EW 

26.6339 

76.5685 

SAWAI MADHOPUR 

Bonli 

Bolni 

EW 

26.3258 

76.2275 

SAWAI MADHOPUR 

Bonli 

BONLI 

PIEZOMETER 

26.3194 

76.2306 

SAWAI MADHOPUR 

Bonli 

Chakchainpur 

EW 

26.3377 

76.3729 

SAWAI MADHOPUR 

Bonli 

Chakchainpur 

OW 

26.3377 

76.3729 

SAWAI MADHOPUR 

Bonli 

GHATA 

PIEZOMETER 

26.4222 

76.2600 

SAWAI MADHOPUR 

Bonli 

Jastana-I 

EW 

26.3833 

76.3833 

SAWAI MADHOPUR 

Bonli 

Jastana-li 

EW 

26.3833 

76.3833 

SAWAI MADHOPUR 

Bonli 

MALARNA 

PIEZOMETER 

26.2815 

76.4876 

SAWAI MADHOPUR 

Bonli 

MALARNA DOONGAR 

PIEZOMETER 

26.2917 

76.4750 

SAWAI MADHOPUR 

Bonli 

Malarnachor 

EW 

26.3167 

76.3667 

SAWAI MADHOPUR 

Bonli 

Nimoda 

SH 

26.3579 

76.4174 

SAWAI MADHOPUR 

Bonli 

SESA 

EW 

26.2450 

76.4183 

SAWAI MADHOPUR 

Bonli 

SESA 

OW 

26.2450 

76.4183 

SAWAI MADHOPUR 

Bonli 

Sesa 

EW 

26.2450 

76.4183 

SAWAI MADHOPUR 

Bonli 

SHESHA 

PIEZOMETER 

26.2500 

76.4161 

SAWAI MADHOPUR 

Bonli 

Sreepura 

EW 

26.2940 

76.4174 

SAWAI MADHOPUR 

Bonli 

Taranpur 

EW 

26.2833 

76.3950 

SAWAI MADHOPUR 

Gangapur 

Ahmadpur (Aligani) 

EW 

26.5205 

76.6899 

SAWAI MADHOPUR 

Gangapur 

BAD MALIYAN 

PIEZOMETER 

26.4749 

76.7547 

SAWAI MADHOPUR 

Gangapur 

BADI UDAI 

PIEZOMETER 

26.5292 

76.7333 

SAWAI MADHOPUR 

Gangapur 

Chowki Amargarh 

EW 

26.4326 

76.6529 


Total Depth 
Drilled 
(m bgl) 


Static 

Water Discharge 

Level (Ips) 

(m bgl) 


Drawdown 

(m) 


Specific 

Capacity Specific Transmi- Storage 
(Discharge - Yield ssivity Coeffcient 
Drawdown) (Sy) (T) (S) 

Ips/m 


Chemical Quality 

EC 

p/cm at 
25 °C 

Cl' 1 

(mg/I) 

F' 1 

(mg/I) 


Hydrogeological Unit 




9.70 

2.52 

6.00 

1.01 

5.50 

10.00 


81.00 1.60E-003 


74.00 


306.00 3.14E-003 


2330 323.0 



595 

17.0 

1.41 

660 

57.0 

0.75 

445 

18.0 

3.35 

2500 

504.0 

2.08 

1480 

85.0 

2.30 

420 

14.0 

0.25 

4450 

347.0 

1.70 

1600 

262.0 

1.60 



25450 

5818.0 

730 

89.0 

52000 

27940.0 

680 

32.0 

750 

21.0 

3600 

1702.0 

4800 

1347.0 


2000 

383.0 

465 

7.0 

1495 

128.0 

17500 

4445.0 

560 

28.0 

1080 

60.0 

785 

107.0 

690 

43.0 

1360 

181.0 

1285 

163.0 

420 

35.0 


44840 1259.0 


1380 199.0 


213.0 



1130 138.0 


1300 


1490 

135.0 

1.52 

1800 

213.0 

2.00 

1950 

156.0 

1.58 

3400 

92.0 

1.02 

385 

7.0 

0.60 

4460 

759.0 

3.00 

30000 

1081.0 

2.00 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Limestone 


Limestone 


Older Alluvium 


Older Alluvium 


Limestone 


Limestone 


Limestone 


Limestone 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 




















































































































































































































































































































































































































































































































































































































































































































Coordinate 


Chemical Quality 


District 

Block 

Village 

Type 
of Well 

Coordinate 

Total Depth 
Drilled 
(m bgl) 

Static 
Water 
Level 
(m bgl) 

Discharge 

dps) 

Drawdown 

(m) 

Specific 
Capacity 
(Discharge - 
Drawdown) 
Ips/m 

Specific 

Yield 

(Sy) 

Transmi¬ 

ssivity 

(T) 

Storage 

Coeffcient 

(S) 

Chemical Quality 

Hydrogeological Unit 

Latitude 

Longitude 

EC 

p/cm at 
25 °C 

Cl' 1 

(mg/I) 

F' 1 

(mg/I) 

SAWAI MADHOPUR 

Gangapur 

DUDUPURA 

PIEZOMETER 

26.4848 

76.6239 

47.00 

6.70 

0.39 

8.00 

0.05 




10400 

1512.0 

1.99 

Older Alluvium 

SAWAI MADHOPUR 

Gangapur 

Gaonri 

EW 

26.5504 

76.6929 

30.70 

8.76 

8.83 






900 

57.0 

0.95 

Older Alluvium 

SAWAI MADHOPUR 

Gangapur 

Mahukalan 

SH 

26.4667 

76.7337 

60.45 











Older Alluvium 

SAWAI MADHOPUR 

Gangapur 

Meenapara 1 

PZ 

26.4053 

76.6232 

26.00 

8.47 

1.30 

12.00 

0.11 




150 

146.0 

3.30 

Older Alluvium 

SAWAI MADHOPUR 

Gangapur 

SALARPUR 

PIEZOMETER 

26.4566 

76.6880 

50.00 

13.00 

2.52 

6.00 

0.42 




590 

28.0 

0.50 

Older Alluvium 

SAWAI MADHOPUR 

Gangapur 

Seba 

SH 

26.5167 

76.8333 

54.70 








3188 

156.0 

3.30 

Older Alluvium 

TONK 

Niwai 

DATWAS 

EXPLORATORY, 

WELL 

26.4847 

76.1292 

100.00 

3.00 

12.60 

7.40 

1.70 




2500 

11.0 

3.95 

Phyllite & Schist 

TONK 

Niwai 

KEREDA BUJURG 

PIEZOMETER 

26.5194 

76.0292 

57.00 

9.00 

2.52 






2700 

340.0 

0.80 

Older Alluvium 

Sub Basin: Sodra 1 

AJMER 

Arain 

DHASUK 

PIEZOMETER 

26.3413 

75.1050 

50.00 

3.00 







2200 

383.0 

1.60 

Gneisses(B.G.C.) 

AJMER 

Arain 

JHIROTA 

PIEZOMETER 

26.3191 

75.0662 

100.00 

2.00 

0.63 






920 

78.0 

1.19 

Gneisses(B.G.C.) 

AJMER 

Arain 

JORAWARPURA 

PIEZOMETER 

26.3011 

75.0500 

40.00 

12.00 

0.88 






1370 

163.0 

1.77 

Gneisses(B.G.C.) 

TONK 

Malpura 

AW 1 KANAGAR 

EXPLORATORY, 

WELL 

26.3153 

75.4278 

178.00 

22.85 

3.78 






560 

35.0 

0.40 

Phyllite & Schist 

TONK 

Malpura 

Bajawa 

EW 

26.2917 

75.3417 

125.00 

46.55 

9.53 

5.04 

1.89 


182.90 


1815 

277.0 

2.90 

Gneisses(B.G.C.) 

TONK 

Malpura 

DIGGI 

PIEZOMETER 

26.3768 

75.4421 

51.00 

12.20 

1.26 






1900 

206.0 

4.40 

Phyllite & Schist 

TONK 

Malpura 

DIGGI 

EXPLORATORY, 

WELL 

26.3768 

75.4421 

94.00 

6.95 

0.50 






2400 

562.0 

2.40 

Phyllite & Schist 

TONK 

Malpura 

GANWAR 

PIEZOMETER 

26.3639 

75.3333 

48.00 

18.60 

0.63 






5800 

1532.0 

3.60 

Gneisses(B.G.C.) 

TONK 

Malpura 

GULGAON 

PIEZOMETER 

26.2653 

75.1403 

50.00 

5.75 

1.26 






3200 

425.0 

4.65 

Gneisses(B.G.C.) 

TONK 

Malpura 

JHONPRA 

EXPLORATORY, 

WELL 

26.2909 

75.2550 

60.00 

10.50 

3.78 






876 

39.0 

0.40 

Gneisses(B.G.C.) 

TONK 

Malpura 

JHONPRA 

PIEZOMETER 

26.2909 

75.2550 

40.00 

10.50 

3.78 






876 

39.0 

0.40 

Gneisses(B.G.C.) 

TONK 

Malpura 

MAHAPURA 

PIEZOMETER 

26.2222 

75.5613 

35.00 

23.60 

0.38 






600 

55.0 

0.40 

Phyllite & Schist 

TONK 

Malpura 

MALPURA 

PIEZOMETER 

26.2944 

75.3792 

50.00 

3.85 

0.63 




29.00 


3000 

355.0 

1.54 

Phyllite & Schist 

TONK 

Todaraisingh 

HAMEERPUR 

PIEZOMETER 

26.1636 

75.5530 

45.00 

6.60 

1.89 






1800 

312.4 


Phyllite & Schist 

TONK 

Todaraisingh 

MOR 

PIEZOMETER 

26.1337 

75.4341 

51.00 

16.20 

2.52 






680 

50.0 

1.00 

Phyllite & Schist 

TONK 

Todaraisingh 

PUNWALA 

EXPLORATORY, 

WELL 

26.1408 

75.3790 

60.93 

3.00 

1.89 






2200 

186.0 


Phyllite & Schist 

River Basin: Bangang 

a 

Sub Basin: Banganga 1 

ALWAR 

Kathumar 

BARKHA-I 

PIEZOMETER 

27.3014 

77.1361 

90.00 

21.50 

3.78 






1590 

105.0 

0.72 

Older Alluvium 

ALWAR 

Kathumar 

BARKHA-II 

PIEZOMETER 

27.3014 

77.1361 

70.00 

21.00 

5.49 






1710 

81.0 

1.44 

Older Alluvium 

ALWAR 

Kathumar 

BARODA KAN 

PIEZOMETER 

27.3632 

76.9654 

136.00 

15.00 

5.67 









Older Alluvium 

ALWAR 

Kathumar 

BHAISDAWAT 

PIEZOMETER 

27.3778 

77.0833 

102.00 

8.00 

6.30 

5.50 

1.15 




9300 

2508.0 

1.08 

Older Alluvium 

ALWAR 

Kathumar 

GANI KHERLI 

PIEZOMETER 

27.2000 

77.0167 

45.00 

10.60 

0.98 






10800 

2014.0 

1.80 

Older Alluvium 

ALWAR 

Kathumar 

Kathumbar 

EW 

27.3167 

77.0833 

100.00 

5.80 

13.00 




32.00 


3040 

674.0 


Older Alluvium 

ALWAR 

Kathumar 

KHERALI 

PIEZOMETER 

27.2236 

77.0417 

60.00 

8.00 

3.78 

6.00 

0.63 




2700 

306.0 

3.64 

Older Alluvium 

ALWAR 

Kathumar 

Kherli 

EW 

27.1993 

77.0331 

122.25 

1.92 

5.00 




38.00 


7990 



Older Alluvium 

ALWAR 

Kathumar 

Kherli 

SH 

27.1993 

77.0331 

52.50 








6225 

1413.0 

1.20 

Older Alluvium 

ALWAR 

Kathumar 

MASARI 

PIEZOMETER 

27.1833 

77.0028 

50.00 

20.00 

1.89 






1100 

72.0 

1.00 

Older Alluvium 

ALWAR 

Kathumar 

NATOJ 

PIEZOMETER 

27.2306 

77.0097 

122.00 

10.00 

4.41 






2910 

634.0 

1.44 

Older Alluvium 

ALWAR 

Kathumar 

Sahari 

EW 

27.3049 

76.9338 

83.16 

6.37 

1.50 

39.03 

0.04 




22240 

6887.0 

2.70 

Older Alluvium 

ALWAR 

Kathumar 

Sahari 

EW 

27.3049 

76.9338 

123.33 








22240 

6887.0 

2.70 

Older Alluvium 

ALWAR 

Kathumar 

SONK 

PIEZOMETER 

27.2147 

77.0202 

70.00 

12.00 

2.52 






720 

66.0 

0.80 

Older Alluvium 

ALWAR 

Kathumar 

SONKHAR 

PIEZOMETER 

27.2142 

77.0223 

102.00 











Older Alluvium 

ALWAR 

Kathumar 

SONKHARI 

PIEZOMETER 

27.2417 

77.0222 

60.00 

15.50 

2.52 






810 

50.0 

1.80 

Older Alluvium 

ALWAR 

Kathumar 

TASAI 

PIEZOMETER 

27.3633 

77.0760 

91.00 

15.00 

1.13 









Older Alluvium 

ALWAR 

Kathumar 

TASAI 1 

PIEZOMETER 

27.3633 

77.0760 

122.00 

10.00 

4.41 






870 

106.0 

1.60 

Older Alluvium 

ALWAR 

Kathumar 

TASAI(T/W III) 

PIEZOMETER 

27.3633 

77.0760 

105.00 

10.00 

4.41 






10200 



Older Alluvium 

ALWAR 

Kathumar 

TASAI-IV 

PIEZOMETER 

27.3610 

77.0685 

115.00 

10.00 

4.41 






1880 

265.0 

1.60 

Older Alluvium 

ALWAR 

Kathumar 

TESAI-II 

PIEZOMETER 

27.3610 

77.0685 

111.00 

10.00 

4.41 






2130 

444.0 

2.60 

Older Alluvium 

ALWAR 

Kathumar 

Titpuri 

EW 

27.3510 

77.0126 

107.85 

9.64 

16.72 

7.35 

2.27 




10660 

2910.0 

0.90 

Older Alluvium 

ALWAR 

Kathumar 

Titpuri 

PZ 

27.3510 

77.0126 

96.75 

6.97 

8.07 

6.95 

1.16 




10110 

3408.0 

1.50 

Older Alluvium 

ALWAR 

Lachhmangarh 

BARKA 

PIEZOMETER 

27.4465 

76.8926 

72.00 

21.00 

2.52 

10.00 

0.25 




2130 

289.0 

1.60 

Older Alluvium 








































































































































































































































































































































































































































































































































































































































































District 

Block 

Village 

Type 
of Well 

Coordinate 

Latitude 

Longitude 

ALWAR 

Lachhmangarh 

BARODAMEO 

PIEZOMETER 

27.4611 

77.0028 

ALWAR 

Lachhmangarh 

DHAND 

PIEZOMETER 

27.4528 

76.8583 

ALWAR 

Lachhmangarh 

DUNGARI SALARPUR 

PIEZOMETER 

27.4750 

77.0405 

ALWAR 

Lachhmangarh 

ETERA 

PIEZOMETER 

27.4208 

76.9422 

ALWAR 

Lachhmangarh 

GANDURA 

PIEZOMETER 

27.4216 

76.8677 

ALWAR 

Lachhmangarh 

GOVINDGARH 

PIEZOMETER 

27.3167 

76.8444 

ALWAR 

Lachhmangarh 

JHALATALA 

PIEZOMETER 

27.2500 

76.8333 

ALWAR 

Lachhmangarh 

KANWADA 

PIEZOMETER 

27.3778 

76.9028 

ALWAR 

Lachhmangarh 

KANWARA 

PIEZOMETER 

27.3783 

76.8831 

ALWAR 

Lachhmangarh 

KARARIYA 

PIEZOMETER 

27.1889 

76.8306 

ALWAR 

Lachhmangarh 

KHERA MANGAL SINGH 

PIEZOMETER 

27.3639 

76.8639 

ALWAR 

Lachhmangarh 

KHERA MANGAL SINGH 

PIEZOMETER 

27.3639 

76.8639 

ALWAR 

Lachhmangarh 

Laxmangarh 

EW 

27.3638 

76.8666 

ALWAR 

Lachhmangarh 

Laxmangarh 

PZ 

27.3638 

76.8666 

ALWAR 

Lachhmangarh 

Laxmangarh 

EW 

27.3638 

76.8666 

ALWAR 

Lachhmangarh 

LILI 

PIEZOMETER 

27.3559 

76.8839 

ALWAR 

Lachhmangarh 

LILI 

PIEZOMETER 

27.3559 

76.8839 

ALWAR 

Rajgarh 

BASETH 

PIEZOMETER 

27.2861 

76.4389 

ALWAR 

Rajgarh 

BASETH 

OBSERVATIONWELL 

27.2861 

76.4389 

ALWAR 

Rajgarh 

BIGHOTA 

PIEZOMETER 

27.1278 

76.4694 

ALWAR 

Rajgarh 

GOLA KA BAS 

PIEZOMETER 

27.0917 

76.3125 

ALWAR 

Rajgarh 

NARAYANPUR 

PIEZOMETER 

27.1292 

76.5148 

ALWAR 

Rajgarh 

Narayanpur 

PZ 

27.1314 

76.5145 

ALWAR 

Rajgarh 

SURER 

PIEZOMETER 

27.2417 

76.4111 

ALWAR 

Rajgarh 

Surer 

EW 

27.1742 

76.6283 

ALWAR 

Rajgarh 

TALAB 

PIEZOMETER 

27.2236 

76.4639 

ALWAR 

Rajgarh 

Talab 

EW 

27.2236 

76.4581 

ALWAR 

Rajgarh 

Tehla 

EW 

27.2444 

76.4142 

ALWAR 

Reni 

BABALI 

PIEZOMETER 

27.1583 

76.7889 

ALWAR 

Reni 

BABALI 

EXP LO RATO RY_W ELL 

27.1583 

76.7889 

ALWAR 

Reni 

Dalalpuri 

PZ 

27.2723 

76.6624 

ALWAR 

Reni 

DERA 

PIEZOMETER 

27.1564 

76.7000 

ALWAR 

Reni 

GARHI SAWAI RAM 

PIEZOMETER 

27.2218 

76.8216 

ALWAR 

Reni 

GHARI SAWAI RAM 

PIEZOMETER 

27.2218 

76.8216 

ALWAR 

Reni 

KELPUR KHERA 

PIEZOMETER 

27.1333 

76.6917 

ALWAR 

Reni 

MACHERI 

PIEZOMETER 

27.3083 

76.6972 

ALWAR 

Reni 

PINAN 

PIEZOMETER 

27.1250 

76.7778 

ALWAR 

Reni 

Reni 

EW 

27.1667 

76.7333 

ALWAR 

Thanagazi 

BIDHARA 

EXP LO RATO RY_W ELL 

27.2833 

76.1833 

ALWAR 

Thanagazi 

GYANPURA 

PIEZOMETER 

27.2917 

76.1917 

ALWAR 

Thanagazi 

Jhiri 

EW 

27.2294 

76.2197 

ALWAR 

Thanagazi 

JODIYA 

PIEZOMETER 

27.2917 

76.2750 

ALWAR 

Thanagazi 

Piplai 

EW 

27.2200 

76.2456 

ALWAR 

Thanagazi 

Piplai 

SH 

27.2200 

76.2456 

ALWAR 

Thanagazi 

PRATAPGARH 

PIEZOMETER 

27.2453 

76.1795 

ALWAR 

Thanagazi 

Pratapgarh 

EW 

27.2507 

76.1788 

BHARATPUR 

Bayana 

FARSSO 

PIEZOMETER 

27.0365 

77.3214 

BHARATPUR 

Bayana 

KHERLI GARASIYA 

PIEZOMETER 

27.0698 

77.2648 

BHARATPUR 

Bayana 

KHERLI GARASIYA 

PIEZOMETER 

27.0698 

77.2648 

BHARATPUR 

Deeg 

JANUTHAR 

PIEZOMETER 

27.3820 

77.2283 

BHARATPUR 

Deeg 

JANUTHAR 

PIEZOMETER 

27.3820 

77.2283 


Total Depth 
Drilled 
(m bgl) 


Static 
Water 
Level 
(m bgl) 


Discharge Drawdown 

dps) (m) 


Specific 

Capacity Specific Transmi- Storage 
(Discharge - Yield ssivity Coeffcient 
Drawdown) (Sy) (T) (S) 

Ips/m 


Chemical Quality 

EC 

|j/cm at 
25 °C 

cr 1 

(mg/l) 

F 1 

(mg/l) 


Hydrogeological Unit 




3.70 

1.26 

8.61 

4.17 

3.00 

0.42 

6.00 

5.67 

6.00 

0.63 

10.00 

3.78 

10.00 

3.78 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Limestone 


Quartzite 


Limestone 


Limestone 


Limestone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 





































































































































































































































































































































































































































































































































































































































































































District 

Block 

Village 

Type 
of Well 

Coordinate 

Latitude 

Longitude 

BHARATPUR 

Deeg 

JATHOLI THUN 

PIEZOMETER 

27.3790 

77.1755 

BHARATPUR 

Deeg 

Mabai 

EW 

27.3994 

77.1989 

BHARATPUR 

Deeg 

Narain Katta 

EW 

27.4408 

77.2772 

BHARATPUR 

Deeg 

Panhori 

PZ 

27.4450 

77.2500 

BHARATPUR 

Deeg 

Sinsini 

EW 

27.3667 

77.3167 

BHARATPUR 

Kumher 

ASTHAWAN 

PIEZOMETER 

27.2944 

77.2972 

BHARATPUR 

Kumher 

DEHRA 

PIEZOMETER 

27.2994 

77.4388 

BHARATPUR 

Kumher 

Gunsara 

SH 

27.3709 

77.4828 

BHARATPUR 

Kumher 

KUMHER 

PIEZOMETER 

27.3125 

77.3743 

BHARATPUR 

Kumher 

Kumher 

EW 

27.3167 

77.3833 

BHARATPUR 

Kumher 

Kumher-I 

SH 

27.3167 

77.3833 

BHARATPUR 

Kumher 

Kumher-li 

SH 

27.3167 

77.3833 

BHARATPUR 

Kumher 

Kumher-lii 

SH 

27.3167 

77.3833 

BHARATPUR 

Kumher 

LAKHAN-I 

PIEZOMETER 

27.3292 

77.4097 

BHARATPUR 

Kumher 

LAKHAN-II 

PIEZOMETER 

27.3292 

77.4097 

BHARATPUR 

Kumher 

LAKHANKA 

PIEZOMETER 

27.3300 

77.4096 

BHARATPUR 

Kumher 

Rara 

EW 

27.3193 

77.5665 

BHARATPUR 

Kumher 

RARAH 

PIEZOMETER 

27.3208 

77.5611 

BHARATPUR 

Kumher 

Rarahl (Deep) 

PZ 

27.3207 

77.5665 

BHARATPUR 

Kumher 

Rarahll (Shallow) 

PZ 

27.3199 

77.5666 

BHARATPUR 

Kumher 

Sabora 

PZ 

27.3167 

77.2500 

BHARATPUR 

Kumher 

Tamrer 

EW 

27.3667 

77.3833 

BHARATPUR 

Nadbai 

AKHAYGARH 

PIEZOMETER 

27.2255 

77.0562 

BHARATPUR 

Nadbai 

BACHHAMDI 

PIEZOMETER 

27.1189 

77.3500 

BHARATPUR 

Nadbai 

BAHRAMDA 

PIEZOMETER 

27.2815 

77.2160 

BHARATPUR 

Nadbai 

Barauli Char 

PZ 

27.2250 

77.0917 

BHARATPUR 

Nadbai 

Gangrauli 

EW 

27.2500 

77.2500 

BHARATPUR 

Nadbai 

GAUDHAULI 

PIEZOMETER 

27.1795 

77.2877 

BHARATPUR 

Nadbai 

KHANGRI 

PIEZOMETER 

27.1882 

77.1909 

BHARATPUR 

Nadbai 

KHERI DEVI SINGH 

PIEZOMETER 

27.1847 

77.2242 

BHARATPUR 

Nadbai 

LAKHANPUR 

PIEZOMETER 

27.1125 

77.3083 

BHARATPUR 

Nadbai 

Lulhara 

PZ 

27.1667 

77.3000 

BHARATPUR 

Nadbai 

Lulhara 

PZ 

27.1667 

77.3000 

BHARATPUR 

Nadbai 

NADBAI 

PIEZOMETER 

27.2085 

77.1952 

BHARATPUR 

Nadbai 

NADBAI PANCHAYAT SAMITI 

PIEZOMETER 

27.2141 

77.1984 

BHARATPUR 

Nadbai 

Nadbai 

EW 

27.2167 

77.1833 

BHARATPUR 

Nadbai 

Nadbai 

PZ 

27.2167 

77.1833 

BHARATPUR 

Nadbai 

NAM KHERA 

PIEZOMETER 

27.1849 

77.2226 

BHARATPUR 

Nadbai 

RONIJA 

PIEZOMETER 

27.3056 

77.1578 

BHARATPUR 

Nadbai 

RONIJA 

PIEZOMETER 

27.3056 

77.1578 

BHARATPUR 

Pahari 

BHANPUR 

PIEZOMETER 

27.4236 

77.1361 

BHARATPUR 

Pahari 

CHIRAWAL MALI 

PIEZOMETER 

27.4436 

77.0986 

BHARATPUR 

Pahari 

JALUKI 

PIEZOMETER 

27.4583 

76.9583 

BHARATPUR 

Pahari 

KHAKHAWALI 

PIEZOMETER 

27.4222 

77.0428 

BHARATPUR 

Pahari 

MANOTA 

PIEZOMETER 

27.4466 

76.9778 

BHARATPUR 

Pahari 

Manuta Kalan 

OW 

27.4449 

76.9861 

BHARATPUR 

Pahari 

Nagar 

PZ 

27.4167 

77.1000 

BHARATPUR 

Pahari 

PUNCHRI 

PIEZOMETER 

27.4472 

77.1837 

BHARATPUR 

Pahari 

RANOTA 

PIEZOMETER 

27.4422 

77.0000 

BHARATPUR 

Pahari 

RANOTA 

PIEZOMETER 

27.4422 

77.0000 

BHARATPUR 

Pahari 

RANOTA 

PIEZOMETER 

27.4422 

77.0000 


Total Depth 
Drilled 
(m bgl) 


Static 
Water 
Level 
(m bgl) 


Discharge 

dps) 


Drawdown 

(m) 


Specific 

Capacity Specific 
(Discharge - Yield 

Drawdown) (Sy) 

Ips/m 


Transmi- Storage 


Chemical Quality 


EC 

|j/cm at 
25 °C 

Cl' 1 

(mg/I) 

10200 

4190.0 

4550 

944.0 

9330 

3266.0 

31540 

10224.0 

485 

32.0 

25500 

7730.0 



11690 

3404.0 

24000 

8617.0 

13248 

4325.0 



Hydrogeological Unit 



50.00 

12.00 

1.89 

207.28 

1.71 

28.55 



Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 








































































































































































































































































































































































































































































































































































































































































































District 

Block 

Village 

Type 
of Well 

Coordinate 

Latitude 

Longitude 

BHARATPUR 

Pahari 

Rasia 

EW 

27.4333 

77.1717 

BHARATPUR 

Pahari 

SUNDRAWALI 

PIEZOMETER 

27.4138 

77.1417 

BHARATPUR 

Pahari 

THOON 

PIEZOMETER 

27.3755 

77.1197 

BHARATPUR 

Pahari 

THOON 

PIEZOMETER 

27.3755 

77.1197 

BHARATPUR 

Rupbas 

Gehnoli Mod 

PZ 

27.0500 

77.5000 

BHARATPUR 

Rupbas 

JAICHOLI 

PIEZOMETER 

27.1318 

77.4103 

BHARATPUR 

Rupbas 

MANDAULI(III) 

PIEZOMETER 

27.1346 

77.3776 

BHARATPUR 

Rupbas 

MANDAULI(IV) 

PIEZOMETER 

27.1313 

77.3742 

BHARATPUR 

Rupbas 

MANDOLI-I 

PIEZOMETER 

27.1330 

77.3768 

BHARATPUR 

Rupbas 

MANDOLI-II 

PIEZOMETER 

27.1344 

77.3745 

BHARATPUR 

Rupbas 

Pitchuna 

EW 

27.0667 

77.4333 

BHARATPUR 

Rupbas 

Ucchain 

PZ 

27.1000 

77.4167 

BHARATPUR 

Rupbas 

Ucchain 

PZ 

27.1000 

77.4167 

BHARATPUR 

Rupbas 

UCHAIN 

PIEZOMETER 

27.0882 

77.4112 

BHARATPUR 

Rupbas 

Uchain 

EW 

27.0833 

77.4167 

BHARATPUR 

Sewar 

BANSI KHURD 

PIEZOMETER 

27.1722 

77.3528 

BHARATPUR 

Sewar 

BANSIKHURD-II 

PIEZOMETER 

27.1722 

77.3528 

BHARATPUR 

Sewar 

Bhanera 

EW 

27.1500 

77.5667 

BHARATPUR 

Sewar 

BHANNERA 

EXP LO RATO RY_W ELL 

27.1575 

77.5627 

BHARATPUR 

Sewar 

BHARATPUR 

PIEZOMETER 

27.2444 

77.5062 

BHARATPUR 

Sewar 

BHARATPUR (INDUSTRIAL AREA) 

PIEZOMETER 

27.2055 

77.5090 

BHARATPUR 

Sewar 

BHARATPUR (N.J.S COLLEGE) 

PIEZOMETER 

27.2091 

77.4942 

BHARATPUR 

Sewar 

Bharatpur 

PZ 

27.2333 

77.5000 

BHARATPUR 

Sewar 

BHARATPUR(CIMMCO FACTORY) 1 

PIEZOMETER 

27.2058 

77.5113 

BHARATPUR 

Sewar 

BHARATPUR(RANJEET NAGAR) 

PIEZOMETER 

27.2311 

77.4806 

BHARATPUR 

Sewar 

Chaksana 

EW 

27.1830 

77.6508 

BHARATPUR 

Sewar 

Chaksana 

PZ 

27.1830 

77.6508 

BHARATPUR 

Sewar 

CHIKSANA 

PIEZOMETER 

27.1848 

77.6550 

BHARATPUR 

Sewar 

CIMMCO FACTORY II 

PIEZOMETER 

27.2017 

77.4795 

BHARATPUR 

Sewar 

HEERADAPURA 

PIEZOMETER 

27.2250 

77.4917 

BHARATPUR 

Sewar 

IKRAN 

PIEZOMETER 

27.2115 

77.6076 

BHARATPUR 

Sewar 

JAGINA 

EXP LO RATO RY_W ELL 

27.2633 

77.5301 

BHARATPUR 

Sewar 

Jheel Mandir 

PZ 

27.1939 

77.4683 

BHARATPUR 

Sewar 

Kanjoli Lines 

SH 

27.2377 

77.4628 

BHARATPUR 

Sewar 

KAWALA KEO NATIONAL BIRD SANCTUARY(BHA 

PIEZOMETER 

27.1682 

77.5211 

BHARATPUR 

Sewar 

KUMA 

PIEZOMETER 

27.1576 

77.4620 

BHARATPUR 

Sewar 

Ludhawai 

EW 

27.1829 

77.4063 

BHARATPUR 

Sewar 

LUDHAWAT 

PIEZOMETER 

27.1738 

77.4036 

BHARATPUR 

Sewar 

MALLAH 

PIEZOMETER 

27.1820 

77.4807 

BHARATPUR 

Sewar 

MALLAH 

PIEZOMETER 

27.1820 

77.4807 

BHARATPUR 

Sewar 

MALLAH 

PIEZOMETER 

27.1820 

77.4807 

BHARATPUR 

Sewar 

MALLAH 

PIEZOMETER 

27.1820 

77.4807 

BHARATPUR 

Sewar 

MALLAH 

PIEZOMETER 

27.1820 

77.4807 

BHARATPUR 

Sewar 

MALLAH 

PIEZOMETER 

27.1820 

77.4807 

BHARATPUR 

Sewar 

MALLAH 

PIEZOMETER 

27.1820 

77.4807 

BHARATPUR 

Sewar 

MALLAH 

PIEZOMETER 

27.1820 

77.4807 

BHARATPUR 

Sewar 

MALLAH 

PIEZOMETER 

27.1820 

77.4807 

BHARATPUR 

Sewar 

MALLAH 

PIEZOMETER 

27.1820 

77.4807 

BHARATPUR 

Sewar 

MALLAH 

PIEZOMETER 

27.1820 

77.4807 

BHARATPUR 

Sewar 

Mallah 

EW 

27.1833 

77.4831 

BHARATPUR 

Sewar 

Mundota 

EW 

27.2015 

77.4014 


Total Depth 
Drilled 
(m bgl) 


Static 
Water 
Level 
(m bgl) 


Discharge 

dps) 


Drawdown 

(m) 


Specific 

Capacity 

Specific 

Transmi¬ 

Storage 

(Discharge - 

Yield 

ssivity 

Coeffcient 

Drawdown) 

(Sy) 

(T) 

(S) 

Ips/m 





Chemical Quality 


u/cm at 

25 <C ( m 9/l) (mg/I) 


Hydrogeological Unit 



Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 




















































































































































































































































































































































































































































































































































































































































































































District 

Block 

Village 

Type 
of Well 

Coordinate 

Latitude 

Longitude 

BHARATPUR 

Sewar 

Mundota 

EW 

27.2015 

77.4014 

BHARATPUR 

Sewar 

Mundota 

OW 

27.2015 

77.4014 

BHARATPUR 

Sewar 

PHULWARA 

PIEZOMETER 

27.2367 

77.6223 

BHARATPUR 

Sewar 

Pipla 

EW 

27.2500 

77.6000 

BHARATPUR 

Sewar 

RAM NAGAR-I 

PIEZOMETER 

27.1583 

77.4923 

BHARATPUR 

Sewar 

RAM NAGAR-I 1 

PIEZOMETER 

27.1557 

77.4913 

BHARATPUR 

Sewar 

SUKHAWALI 

PIEZOMETER 

27.1625 

77.4367 

BHARATPUR 

Sewar 

SUKHAWALI 

PIEZOMETER 

27.1625 

77.4367 

BHARATPUR 

Sewar 

TONGYA 

PIEZOMETER 

27.2478 

77.5123 

BHARATPUR 

Weir 

BARAOLI 

PIEZOMETER 

27.0454 

77.0944 

BHARATPUR 

Weir 

Beri 

EW 

27.1248 

77.2002 

BHARATPUR 

Weir 

Beri 

EW 

27.1248 

77.2002 

BHARATPUR 

Weir 

BHUSAWAR 

PIEZOMETER 

27.0281 

77.0561 

BHARATPUR 

Weir 

BHUSAWAR 

PIEZOMETER 

27.0281 

77.0561 

BHARATPUR 

Weir 

CHEHTAULI 

PIEZOMETER 

27.0755 

77.0665 

BHARATPUR 

Weir 

CHOKARWARA 

PIEZOMETER 

27.1057 

77.0676 

BHARATPUR 

Weir 

Chokarwara 

PZ 

27.0983 

77.0688 

BHARATPUR 

Weir 

DEEWALI 

PIEZOMETER 

27.0547 

77.0174 

BHARATPUR 

Weir 

HALENA 

PIEZOMETER 

27.1101 

77.1489 

BHARATPUR 

Weir 

Halena 

EW 

27.1000 

77.1500 

BHARATPUR 

Weir 

Halena 

PZ 

27.1000 

77.1500 

BHARATPUR 

Weir 

Hathodi 

EW 

26.9917 

77.1083 

BHARATPUR 

Weir 

HATORI 

PIEZOMETER 

26.9960 

77.1103 

BHARATPUR 

Weir 

Hingota 

EW 

27.1005 

77.0318 

BHARATPUR 

Weir 

JAGJEAVAN PURA 

PIEZOMETER 

27.0333 

77.1333 

BHARATPUR 

Weir 

Jaipur 

EW 

27.0170 

77.1262 

BHARATPUR 

Weir 

Kamlapura 

EW 

27.0721 

76.9873 

BHARATPUR 

Weir 

KARWA 

PIEZOMETER 

27.0034 

77.0583 

BHARATPUR 

Weir 

KARWA 

PIEZOMETER 

27.0034 

77.0583 

BHARATPUR 

Weir 

KARWA 

PIEZOMETER 

27.0034 

77.0583 

BHARATPUR 

Weir 

KHADRAYAYA 

PIEZOMETER 

27.1413 

77.0422 

BHARATPUR 

Weir 

MUKHENA 

OPENWELL 

27.1465 

77.0976 

BHARATPUR 

Weir 

MUKHENA 

OBSERVATIONWELL 

27.1465 

77.0976 

BHARATPUR 

Weir 

RAMASPUR 

PIEZOMETER 

27.0789 

77.1668 

BHARATPUR 

Weir 

RANDHIRGARH 

PIEZOMETER 

27.0167 

77.0083 

BHARATPUR 

Weir 

RAWASPUR 

PIEZOMETER 

27.0778 

77.1722 

BHARATPUR 

Weir 

SANDHLI 

PIEZOMETER 

27.0176 

77.0178 

BHARATPUR 

Weir 

Siras 

EW 

27.0333 

77.1167 

BHARATPUR 

Weir 

Tilchivi [Halena) 

EW 

27.1040 

77.1353 

BHARATPUR 

Weir 

UNAPUR 

PIEZOMETER 

27.0506 

77.2068 

BHARATPUR 

Weir 

Weir 

PZ 

27.0167 

77.1667 

BHARATPUR 

Weir 

Weir-I 

EW 

27.0167 

77.1667 

BHARATPUR 

Weir 

Weir-li 

EW 

27.0193 

77.1698 

DAUSA 

Bandikui 

ABHANERI 

PIEZOMETER 

27.0028 

76.6083 

DAUSA 

Bandikui 

Bandikui 

EW 

27.0473 

76.5792 

DAUSA 

Bandikui 

Bandikui 

PZ 

27.0473 

76.5792 

DAUSA 

Bandikui 

BASWA 

PIEZOMETER 

27.1458 

76.5750 

DAUSA 

Bandikui 

Baswa 

EW 

27.1415 

76.5843 

DAUSA 

Bandikui 

Baswa 

EW 

27.1415 

76.5843 

DAUSA 

Bandikui 

Baswa 

PZ 

27.1415 

76.5843 

DAUSA 

Bandikui 

Bedhadi Gujron 

PZ 

27.0743 

76.6493 


Total Depth 
Drilled 
(m bgl) 


Static 

Water Discharge 

Level (Ips) 

(m bgl) 


Drawdown 

(m) 


Specific 

Capacity Specific Transmi- Storage 
(Discharge - Yield ssivity Coeffcient 
Drawdown) (Sy) (T) (S) 

Ips/m 


Chemical Quality 


EC 

|j/cm at 
25 °C 

cr 1 

(mg/l) 

430 

11.0 



11800 

3550.0 

4065 

961.0 

3200 

667.0 

3200 

709.0 

2700 

404.0 

2400 

325.0 

14000 

6434.0 

1770 

303.0 

2380 

174.0 



Hydrogeological Unit 


1.14 x 10E-4 



1800 

199.0 

3900 

744.0 

3200 

362.0 

990 

27.0 

2775 

298.0 

2100 

241.0 

3700 

525.0 

23300 

7516.0 



4480 

1069.0 

1795 

85.0 

1410 

135.0 

3800 

610.0 



1347 

32.0 

630 

35.0 


1420 

113.0 

1200 

135.0 

2070 

234.0 



1610 

277.0 

1110 

85.0 


1.60 ' 


1.60 ' 


1.20 ' 


8810 1887.0 


10900 2376.0 


495 | 


0.00 19115 6275.0 


1480 

142.0 

0.90 

4270 


0.81 

460 


0.28 

3100 

742.0 

1.44 

1810 

114.0 

2.20 




Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Quartzite 

Quartzite 

Older Al 

uvium 

Older Al 

uvium 

Quartzite 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Younger Alluvium 

Older Al 

uvium 

Older Al 

uvium 

Gneisses(B.G.C.) 

Gneisses(B.G.C.) 

Gneisses(B.G.C.) 

Gneisses(B.G.C.) 

Older Alluvium 



























































































































































































































































































































































































































































































































































































































































































District 

Block 

Village 

Type 
of Well 

Coordinate 

Latitude 

Longitude 

DAUSA 

Bandikui 

FULELA 

PIEZOMETER 

27.1133 

76.5486 

DAUSA 

Bandikui 

Guda Ka Tala 

EW 

27.0556 

76.4884 

DAUSA 

Bandikui 

Kiratpur 

EW 

27.0170 

76.5262 

DAUSA 

Bandikui 

Kolwa 

PZ 

26.9850 

76.4694 

DAUSA 

Bandikui 

MALWAS 

EXP LO RATO RY_W ELL 

27.0956 

76.7299 

DAUSA 

Bandikui 

MORODI 

PIEZOMETER 

26.9923 

76.5480 

DAUSA 

Bandikui 

Picnpur Kalan 

EW 

26.9873 

76.5737 

DAUSA 

Bandikui 

Tigari 

EW 

27.1000 

76.7667 

DAUSA 

Dausa 

Bapi 

EW 

26.9750 

76.2917 

DAUSA 

Dausa 

Bhanarej 

EW 

26.8963 

76.4267 

DAUSA 

Dausa 

Bhandana 

EW 

26.8833 

76.2500 

DAUSA 

Dausa 

Bhandarej 

EW 

26.9121 

76.4369 

DAUSA 

Dausa 

Bhandarej 

EW 

26.9121 

76.4369 

DAUSA 

Dausa 

Bhandarej* 

EW 

26.9121 

76.4369 

DAUSA 

Dausa 

Chandrana 

EW 

26.9667 

76.2500 

DAUSA 

Dausa 

Chandrana 

OW 

26.9667 

76.2500 

DAUSA 

Dausa 

DAUSA 

PIEZOMETER 

26.8944 

76.3458 

DAUSA 

Dausa 

Dausa 

PZ 

26.8883 

76.3279 

DAUSA 

Dausa 

Jasuta 

PZ 

26.9712 

76.3178 

DAUSA 

Dausa 

JEEROTA 

EXP LO RATO RY_W ELL 

26.8912 

76.2787 

DAUSA 

Dausa 

KALI PAHARI (HODAYLI) 

PIEZOMETER 

26.9811 

76.3861 

DAUSA 

Dausa 

KALWAR 

PIEZOMETER 

27.0000 

76.4167 

DAUSA 

Dausa 

Khuri Khurd 

PZ 

26.9606 

76.2984 

DAUSA 

Dausa 

MALARNA 

PIEZOMETER 

26.8557 

76.2648 

DAUSA 

Dausa 

NANGAL BERSI 

PIEZOMETER 

26.9390 

76.2440 

DAUSA 

Dausa 

Paparda 

EW 

26.7792 

76.4417 

DAUSA 

Dausa 

Sainthal 

EW 

27.0408 

76.3028 

DAUSA 

Dausa 

Sainthal 

EW 

27.0408 

76.3028 

DAUSA 

Dausa 

Sedulai 

EW 

27.0031 

76.4061 

DAUSA 

Mahwa 

GAZHIPUR 

PIEZOMETER 

26.9779 

76.9537 

DAUSA 

Mahwa 

Ghazipur 

PZ 

26.9799 

76.9553 

DAUSA 

Mahwa 

HUDLA 

EXP LO RATO RY_W ELL 

27.0456 

76.8718 

DAUSA 

Mahwa 

HUDLA 

OBSERVATIONWELL 

27.0456 

76.8718 

DAUSA 

Mahwa 

Khadeo Khedli 

SH 

27.0508 

76.9864 

DAUSA 

Mahwa 

Kholana 

EW 

27.0991 

76.9650 

DAUSA 

Mahwa 

Mahua 

EW 

27.0439 

76.9318 

DAUSA 

Mahwa 

Mahwa 

PZ 

27.0442 

76.9333 

DAUSA 

Mahwa 

MANDAWAR 

EXP LO RATO RY_W ELL 

27.1636 

76.8475 

DAUSA 

Mahwa 

MANDAWAR 

PIEZOMETER 

27.1636 

76.8475 

DAUSA 

Mahwa 

Mandawar 

EW 

27.1653 

76.8568 

DAUSA 

Mahwa 

Mandawar 

EW 

27.1653 

76.8568 

DAUSA 

Mahwa 

Mandawar 

SH 

27.1653 

76.8568 

DAUSA 

Mahwa 

Paota 

EW 

26.9660 

76.9319 

DAUSA 

Mahwa 

SANTHA MOHANPURA 

EXP LO RATO RY_W ELL 

26.9991 

76.9754 

DAUSA 

Mahwa 

Ukrund 

PZ 

27.1178 

76.8733 

DAUSA 

Sikrai 

Achalpura 

PZ 

26.8958 

76.5838 

DAUSA 

Sikrai 

BOOJ 

EXP LO RATO RY_W ELL 

26.9167 

76.6833 

DAUSA 

Sikrai 

Dubbi 

PZ 

26.9196 

76.5326 

DAUSA 

Sikrai 

Garh Ranoli 

PZ 

26.8000 

76.5000 

DAUSA 

Sikrai 

Garh 

EW 

26.8216 

76.4999 

DAUSA 

Sikrai 

Garh 

EW 

26.8216 

76.4999 


Total Depth 
Drilled 
(m bgl) 


Static 

Water Discharge 

Level (Ips) 

(m bgl) 


Drawdown 

(m) 


Specific 

Capacity 

Specific 

Transmi¬ 

Storage 

(Discharge - 

Yield 

ssivity 

Coeffcient 

Drawdown) 

(Sy) 

(T) 

(S) 

Ips/m 





Chemical Quality 

EC 

p/cm at 
25 °C 

Cl' 1 

(mg/I) 

F' 1 

(mg/I) 


Hydrogeological Unit 



5.30 

3.33 

7.60 

1.00 

12.00 

1.26 

9.29 

1.67 

19.40 

0.83 

15.10 

3.78 

9.95 

2.52 

16.00 

5.04 

5.90 

0.08 

22.00 

4.41 

29.00 

3.78 

16.90 

2.53 

11.63 

0.50 

4.83 

2.57 

10.22 

4.35 

14.00 

1.51 

8.50 

0.50 

13.85 

7.56 

10.25 

6.72 


22.94 


3.95 


10.33 


8.00 


15.00 


4.15 


46.551 Negligible 



5.00 

2.15 

2.33 

0.35 

26.87 

0.01 


1060 

78.0 

850 

85.0 

1030 

121.0 

1155 

92.0 

977 

21.0 



1.3x10E-3-2.7x1 OE-3 


1198 46.0 


1.3 x 10E-3 to2.7 x 10E-3 


725 107.0 0.75 


2460 

37.0 

0.46 

2090 

75.0 

0.54 

1010 

92.0 

3.80 




1070 

121.0 

2260 

295.0 

2600 

305.0 

1040 

142.0 

1377 

145.0 



7520 

1590.0 

152 


1360 

213.0 

12675 

2812.0 

720 

14.0 

600 

64.0 

2390 

624.0 

500 

28.0 

755 

28.0 


Quartzite 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Quartzite 


Phyllite & Schist 


Phyllite & Schist 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Quartzite 


i Older Alluvium 


Older Alluvium 


i Older Alluvium 


Older Alluvium 


i Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


i Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


i Older Alluvium 


Older Alluvium 


i Older Alluvium 


i Older Alluvium 


'Younger Alluvium 


i Younger Alluvium 


Younger Alluvium 


i Older Alluvium 


Younger Alluvium 


Younger Alluvium 










































































































































































































































































































































































































































































































































































































































































































Coordinate 


Chemical Quality 


District 

Block 

Village 

Type 
of Well 

Coordinate 

Total Depth 
Drilled 
(m bgl) 

Static 
Water 
Level 
(m bgl) 

Discharge 

dps) 

Drawdown 

(m) 

Specific 
Capacity 
(Discharge - 
Drawdown) 
Ips/m 

Specific 

Yield 

(Sy) 

Transmi¬ 

ssivity 

(T) 

Storage 

Coeffcient 

(S) 

Chemical Quality 

Hydrogeological Unit 

Latitude 

Longitude 

EC 

p/cm at 
25 °C 

Cl' 1 

(mg/I) 

F' 1 

(mg/I) 

DAUSA 

Sikrai 

GEEJGARH 

PIEZOMETER 

26.8817 

76.6393 

62.00 

18.85 

2.52 

3.18 

0.79 




170 

41.0 

2.00 

Younger Alluvium 

DAUSA 

Sikrai 

Ghumana-I 

EW 

26.8578 

76.6642 

19.60 











Quartzite 

DAUSA 

Sikrai 

Ghumana-li 

EW 

26.8574 

76.6640 

74.20 

23.00 

6.00 






900 


0.94 

Quartzite 

DAUSA 

Sikrai 

Gijgarh 

EW 

26.8828 

76.6504 

58.85 

5.82 

16.98 




262.00 

3.9 x 10E-4 tc 

1280 

106.0 


Younger Alluvium 

DAUSA 

Sikrai 

Kalakho 

EW 

26.8100 

76.6368 

202.82 

35.15 

3.30 






2010 


0.47 

Quartzite 

DAUSA 

Sikrai 

Langra Balaji 

PZ 

26.9760 

76.6929 

75.00 

16.61 

4.00 

18.40 

0.22 




1455 

206.0 

Tr 

Younger Alluvium 

DAUSA 

Sikrai 

Manpur 

EW 

26.9721 

76.6821 

61.78 

0.95 

8.33 

8.77 

0.95 


60.00 

1.70E-003 

3630 

759.0 


Younger Alluvium 

DAUSA 

Sikrai 

Manpur 

PZ 

26.9721 

76.6821 

60.72 

11.32 

6.10 

26.60 

0.23 


177.00 


1860 

291.0 

1.20 

Younger Alluvium 

DAUSA 

Sikrai 

Nahar Khora 

EW 

26.8811 

76.7477 

114.10 











Quartzite 

DAUSA 

Sikrai 

PILLORI 

PIEZOMETER 

26.9653 

76.7189 

60.00 

15.00 

3.78 






1950 

269.0 

0.57 

Younger Alluvium 

DAUSA 

Sikrai 

RAMNAGAR(RAMPURA) 

PIEZOMETER 

26.9102 

76.6140 

46.00 

24.00 

1.51 






3200 

411.0 

2.00 

Younger Alluvium 

DAUSA 

Sikrai 

Sikandra 

EW 

26.9624 

76.5872 

48.16 

2.62 

2.83 

9.75 

0.29 


11.00 



32.0 


Younger Alluvium 

DAUSA 

Sikrai 

SIKRAI 

PIEZOMETER 

26.9194 

76.6917 

64.00 

22.00 

3.15 






1510 

213.0 

0.80 

Younger Alluvium 

DAUSA 

Sikrai 

Sikrai 

EW 

26.9167 

76.6833 

70.90 

2.75 

8.38 

9.80 

0.86 


1688.00 

3.70E-003 

1318 

191.0 


Younger Alluvium 

DAUSA 

Sikrai 

TORDA 

EXP LO RATO RY_W ELL 

26.8285 

76.5659 

139.00 

12.20 

1.11 









Quartzite 

JAIPUR 

Amber 

Achrol 

EW 

27.1333 

75.9500 

58.45 

22.94 

4.87 

1.96 

2.48 


576.00 

3.11 E-003 

660 

43.0 


Quartzite 

JAIPUR 

Amber 

Chandwazi 

EW 

27.2167 

75.9419 

160.20 

28.76 

6.82 

18.00 

0.38 


60.00 


2410 

419.0 

2.00 

Younger Alluvium 

JAIPUR 

Amber 

Harmara 

EW 

27.2366 

75.9288 

169.40 

34.90 

0.33 




7.00 


675 

67.0 

1.05 

Quartzite 

JAIPUR 

Amber 

Hermada 

EW 

27.2538 

75.9272 

55.55 

24.46 

1.33 

3.59 

0.37 


23.00 


1925 

199.0 


Younger Alluvium 

JAIPUR 

Jamwa Ramgarh 

Anantpur 

PZ 

27.1338 

76.1526 

92.65 

35.89 

5.00 






570 

28.0 

0.58 

Phyllite & Schist 

JAIPUR 

Jamwa Ramgarh 

Andhi 

EW 

27.0500 

76.1500 

58.00 

16.95 

12.20 

15.79 

0.77 




2460 

263.0 

3.20 

Phyllite & Schist 

JAIPUR 

Jamwa Ramgarh 

Andhi 

OW 

27.0500 

76.1500 

65.00 

16.87 

20.00 






2600 

256.0 

2.80 

Phyllite & Schist 

JAIPUR 

Jamwa Ramgarh 

Booj 

EW 

26.9301 

76.1038 

154.20 

21.36 

Negligible 









Older Alluvium 

JAIPUR 

Jamwa Ramgarh 

Dangarwara 

EW 

27.0333 

76.2000 

20.28 











Phyllite & Schist 

JAIPUR 

Jamwa Ramgarh 

Dangarwara 

EW 

27.0333 

76.2000 

123.80 

4.72 

6.30 

29.46 

0.21 


7.30 


950 

92.0 

1.20 

Phyllite & Schist 

JAIPUR 

Jamwa Ramgarh 

Dangarwara 

OW 

27.0333 

76.2000 

123.60 

5.84 

2.75 






880 

21.0 

1.87 

Phyllite & Schist 

JAIPUR 

Jamwa Ramgarh 

Datala Gujron 

PZ 

27.1750 

76.0585 

57.00 


3.67 

0.79 

4.64 




575 

14.0 

0.57 

Phyllite & Schist 

JAIPUR 

Jamwa Ramgarh 

Gathwarimeena 

PZ 

27.2625 

76.0250 

40.36 


1.22 

5.17 

0.24 




700 

28.0 

1.90 

Younger Alluvium 

JAIPUR 

Jamwa Ramgarh 

Roda River, Ramgarh 

EW 

27.0250 

76.0103 












Younger Alluvium 

JAIPUR 

Jamwa Ramgarh 

Tholai 

EW 

27.0225 

76.1146 

106.60 

6.95 

9.50 

20.95 

0.45 




2715 

458.0 

1.10 

Phyllite & Schist 

JAIPUR 

Jamwa Ramgarh 

Tholai 

OW 

27.0225 

76.1146 

95.80 

5.76 

2.50 






2570 

312.0 

1.00 

Phyllite & Schist 

JAIPUR 

Shahpura 

Amarsar 

EW 

27.3772 

75.8269 

155.13 

39.07 

3.33 

8.30 

0.40 







Younger Alluvium 

JAIPUR 

Shahpura 

Bishangarh 

EW 

27.3208 

75.8831 

105.82 

16.04 

10.83 









Younger Alluvium 

JAIPUR 

Shahpura 

Manohpura 

EW 

27.3000 

75.9500 

70.06 

19.32 

3.60 




73.00 


360 

21.0 


Younger Alluvium 

JAIPUR 

Shahpura 

NATHWALA 

PIEZOMETER 

27.3667 

75.8667 

46.00 

29.00 

0.63 






170 

29.0 


Younger Alluvium 

JAIPUR 

Shahpura 

Nayan 

EW 

27.3557 

75.8532 

43.80 

5.20 

6.30 

9.17 

0.69 


285.00 


420 

14.0 

0.40 

Younger Alluvium 

JAIPUR 

Viratnagar 

Mairh 

EW 

27.3667 

76.1333 

32.00 

4.52 

3.92 

9.01 

0.43 


207.00 


485 

57.0 

0.65 

Quartzite 

KARAULI 

Todabhim 

Azizpur 

PZ 

26.9179 

76.8515 

65.00 

17.56 


6.00 





2785 

383.0 

0.80 

Older Alluvium 

KARAULI 

Todabhim 

BEROJ 

PIEZOMETER 

26.8510 

76.7606 

95.00 

59.00 

1.89 






2200 

333.0 

3.24 

Older Alluvium 

KARAULI 

Todabhim 

MANNOJ 

PIEZOMETER 

26.8865 

76.8153 

80.00 

29.00 

1.26 






410 

21.0 


Older Alluvium 

KARAULI 

Todabhim 

NANGAL LAT 

PIEZOMETER 

26.9317 

76.8583 

50.00 

15.00 

3.18 

8.00 

0.40 




1380 

176.0 

1.22 

Older Alluvium 

KARAULI 

Todabhim 

Patodi 

EW 

26.9843 

76.8188 

76.28 

1.59 

8.38 

7.32 

1.15 


724.00 

1.00E-003 

57 



Older Alluvium 

KARAULI 

Todabhim 

Toda Bhim 

EW 

26.9214 

76.8170 

162.00 

2.45 

14.33 

24.39 

0.59 


413.00 

0.02 

1318 

177.0 


Older Alluvium 

River Basin: Chambal 

Sub Basin: Chakan 

BUNDI 

Keshoraipatan 

DARA MATAJI 

EXP LO RATO RY_W ELL 

25.7386 

76.1757 

107.00 

1.07 

12.60 

35.43 

0.36 




680 

1.6 

0.43 

Limestone 

BUNDI 

Keshoraipatan 

INDERGARH 

PIEZOMETER 

25.7274 

76.2020 

40.00 

3.00 

12.60 






630 

1.6 

0.50 

Shale 

BUNDI 

Keshoraipatan 

LALPURA 

PIEZOMETER 

25.7697 

76.2469 

45.00 

8.50 

2.52 






810 

67.0 

0.60 

Shale 

BUNDI 

Keshoraipatan 

NAVALPURA 

EXP LO RATO RY_W ELL 

25.7329 

76.2905 

131.00 

9.05 

18.90 

12.78 

1.48 




810 

1.0 

0.74 

Shale 

BUNDI 

Keshoraipatan 

NAVALPURA 

PIEZOMETER 

25.7329 

76.2905 

40.00 

13.50 

0.13 






760 

43.0 

0.68 

Shale 

BUNDI 

Nainwa 

KANAKPURA 

PIEZOMETER 

25.7094 

76.1651 

75.00 

20.80 

2.52 









Limestone 



































































































































































































































































































































































































































































































































































































































































































Coordinate 


Chemical Quality 


District 

Block 

Village 

Type 
of Well 

Coordinate 

Total Depth 
Drilled 
(m bgl) 

Static 
Water 
Level 
(m bgl) 

Discharge 

dps) 

Drawdown 

(m) 

Specific 
Capacity 
(Discharge - 
Drawdown) 
Ips/m 

Specific 

Yield 

(Sy) 

Transmi¬ 

ssivity 

(T) 

Storage 

Coeffcient 

(S) 

Chemical Quality 

Hydrogeological Unit 

Latitude 

Longitude 

EC 

p/cm at 
25 °C 

cr 1 

(mg/l) 

F 1 

(mg/l) 

BUNDI 

Nainwa 

KARWAR 

PIEZOMETER 

25.7184 

76.1128 

40.00 

13.00 

3.78 






780 

2.3 

0.68 

Limestone 

BUNDI 

Nainwa 

KETHUDA 

PIEZOMETER 

25.7609 

76.0859 

75.00 

6.40 










Phyllite & Schist 

TONK 

Uniara 

KOTRI 

PIEZOMETER 

25.8511 

76.2190 

57.00 

7.40 

3.15 






1100 

0.5 

61.23 

Phyllite & Schist 

TONK 

Uniara 

PATOLI 

EXP LO RATO RY_W ELL 

25.9311 

76.1189 

146.00 

21.00 

3.78 

12.40 

0.30 




5200 

16.0 

525.00 

Older Alluvium 

TONK 

Uniara 

SOP 

EXP LO RATO RY_W ELL 

25.8917 

76.1918 

55.00 

2.75 

8.19 






950 

33.0 


Phyllite & Schist 

TONK 

Uniara 

SOP 

PIEZOMETER 

25.8917 

76.1918 

50.00 

5.70 

2.52 




69.00 


1600 

106.0 

1.16 

Phyllite & Schist 

Sub Basin: Chambal Downstream | 

BUNDI 

Keshoraipatan 

Ajenda 

SH 

25.4667 

76.1500 

47.60 











Older Alluvium 

BUNDI 

Keshoraipatan 

CHANDNA KHURD 

EXP LO RATO RY_W ELL 

25.7166 

76.3403 

150.00 

17.78 

2.52 

32.71 

0.08 




1560 

7.6 

0.24 

Older Alluvium 

BUNDI 

Keshoraipatan 

KAPREN 

EXP LO RATO RY_W ELL 

25.4083 

76.0717 

150.00 

2.00 

10.08 






4300 

11.8 

1.76 

Older Alluvium 

BUNDI 

Keshoraipatan 

T KAPREN (RLY STATION) 

PIEZOMETER 

25.4083 

76.0717 

35.00 

2.00 

12.60 






5100 

532.0 

2.48 

Older Alluvium 

DHAULPUR 

Bari 

BASAI DANG 

PIEZOMETER 

26.5679 

77.7572 

101.00 

30.00 

12.60 






5400 

894.0 


Bhander Sandstone 

DHAULPUR 

Dhaulpur 

Dholpur 

PZ 

26.6833 

77.8833 

31.32 

12.10 

0.60 






665 

43.0 

0.48 

Bhander Sandstone 

DHAULPUR 

Dhaulpur 

MOROLI 

PIEZOMETER 

26.6256 

77.8621 

154.00 

35.40 

1.26 






2600 

170.0 

1.10 

Older Alluvium 

DHAULPUR 

Dhaulpur 

SAGERPURA 

PIEZOMETER 

26.6658 

77.8848 

101.00 

20.00 

3.78 






1600 

218.0 


Bhander Sandstone 

DHAULPUR 

Rajakhera 

BHAINSAKH 

PIEZOMETER 

26.7139 

77.9472 

135.00 

40.00 

0.63 






4000 

327.0 

1.90 

Older Alluvium 

DHAULPUR 

Rajakhera 

Farakpur 

PZ 

26.7489 

77.9721 

126.70 

37.27 

5.00 

3.04 

1.64 




3440 

437.0 

1.60 

Older Alluvium 

DHAULPUR 

Rajakhera 

GUNPUR 

PIEZOMETER 

26.7101 

78.0353 

120.00 

15.00 

8.82 






1400 

99.0 

0.30 

Older Alluvium 

DHAULPUR 

Rajakhera 

LUHARI 

PIEZOMETER 

26.7375 

77.9292 

90.00 

24.00 

0.63 






1430 

41.0 

1.60 

Older Alluvium 

DHAULPUR 

Rajakhera 

MARENA 

PIEZOMETER 

26.8090 

78.0402 

24.00 

13.05 










Older Alluvium 

DHAULPUR 

Rajakhera 

PURA SAWALIA 

PIEZOMETER 

26.8401 

78.0999 

88.00 

15.00 

3.78 






1500 

149.0 

1.20 

Older Alluvium 

DHAULPUR 

Rajakhera 

SAMAUNA 

PIEZOMETER 

26.8417 

78.1917 

60.00 

31.00 

1.13 






1120 

42.0 

1.45 

Older Alluvium 

DHAULPUR 

Rajakhera 

SAN DA 

PIEZOMETER 

26.7306 

77.9083 

132.00 

10.50 

1.26 






6600 

1085.0 

1.50 

Older Alluvium 

KARAULI 

Sapotra 

MANDRAYAL 

EXP LO RATO RY_W ELL 

26.3091 

77.2412 

85.00 

20.00 

7.56 

5.04 

1.50 




2000 

142.0 

0.57 

Older Alluvium 

KARAULI 

Sapotra 

RODHEE 

PIEZOMETER 

26.2500 

77.1625 

55.00 

28.85 

2.24 

8.00 

0.28 




1550 

57.0 

0.49 

Bhander Sandstone 

KOTA 

Itawa 

Ganta 

EW 

25.5833 

76.3167 

58.50 

12.46 

2.37 

15.51 

0.15 


69.00 

0.01 

1015 

21.0 

0.90 

Older Alluvium 

KOTA 

Itawa 

GENTA 

PIEZOMETER 

25.5696 

76.3219 

208.00 

18.00 

1.89 






1288 

1.3 


Older Alluvium 

KOTA 

Ladpura 

CABLE NAGAR 

PIEZOMETER 

25.0160 

75.9085 

78.00 

2.00 

21.00 






340 

21.0 

0.40 

Bhander Sandstone 

KOTA 

Ladpura 

KAITUN 

PIEZOMETER 

25.1341 

75.9896 

16.00 

15.75 







900 

156.0 

0.20 

Bhander Sandstone 

KOTA 

Ladpura 

KASAR 

PIEZOMETER 

24.9876 

75.9319 

108.00 

3.00 

5.04 






450 

28.0 

0.40 

Bhander Sandstone 

KOTA 

Ladpura 

NAGAJIKABUGH 

PIEZOMETER 

25.1755 

75.8512 

33.00 

5.90 

1.26 






520 



Bhander Sandstone 

KOTA 

Ladpura 

RANPUR 

PIEZOMETER 

25.0422 

75.8302 

90.00 

7.00 

3.15 






700 

85.0 

1.20 

Bhander Sandstone 

KOTA 

Ladpura 

REL 

PIEZOMETER 

24.9489 

75.8404 

50.00 











Bhander Sandstone 

KOTA 

Sultanpura 

Budati 

SH 

25.3815 

76.2501 

32.40 








1440 

90.0 

1.20 

Older Alluvium 

KOTA 

Sultanpura 

DARBIJI 

PIEZOMETER 

25.2195 

76.1615 

87.00 

2.00 

5.04 






6600 

312.0 

0.60 

Bhander Sandstone 

KOTA 

Sultanpura 

KASIMPURA 

PIEZOMETER 

25.2181 

76.0542 

101.00 

7.00 

25.20 






1140 

43.0 

0.80 

Limestone 

KOTA 

Sultanpura 

NIMODA 

PIEZOMETER 

25.3194 

76.0870 

102.00 

11.00 

18.90 






3160 

450.0 

1.00 

Older Alluvium 

KOTA 

Sultanpura 

UMEDPURA BANETHIA 

PIEZOMETER 

25.2465 

76.1105 

125.00 

3.00 

18.90 






4900 

475.0 

0.76 

Older Alluvium 

SAWAI MADHOPUR 

Khandar 

BISHPURI 

EXP LO RATO RY_W ELL 

26.0434 

76.7712 

58.00 

23.50 

1.39 






770 

54.0 


Older Alluvium 

SAWAI MADHOPUR 

Khandar 

Dauiatpura 

SH 

25.8803 

76.5217 

29.45 











Shale 

SAWAI MADHOPUR 

Khandar 

Gothra 

EW 

25.9417 

76.6250 

76.55 

21.55 

17.92 

6.60 

2.71 




1230 

43.0 

0.20 

Limestone 

SAWAI MADHOPUR 

Khandar 

Gothra 

OW 

25.9417 

76.6250 

74.55 

21.02 

20.83 

5.66 

3.68 




1210 

43.0 

0.15 

Limestone 

SAWAI MADHOPUR 

Khandar 

JAISINGHPURA 

EXP LO RATO RY_W ELL 

25.9813 

76.6034 

80.00 

20.10 

7.56 









Shale 

SAWAI MADHOPUR 

Khandar 

JAISINGHPURA 

OBSERVATIONWELL 

25.9813 

76.6034 

40.00 

20.10 










Shale 

SAWAI MADHOPUR 

Khandar 

JAITPURA 

PIEZOMETER 

25.9129 

76.4507 

85.00 

17.30 

0.13 






395 

28.0 


Shale 

SAWAI MADHOPUR 

Khandar 

KOSARA WITH CHHORETA P.S. KHANDAR 

EXP LO RATO RY_W ELL 

26.0339 

76.7611 

95.00 

26.10 

6.30 






980 

92.0 

0.68 

Older Alluvium 

SAWAI MADHOPUR 

Khandar 

LEHSODA 

EXP LO RATO RY_W ELL 

25.8250 

76.4264 

146.00 

3.00 










Shale 

SAWAI MADHOPUR 

Khandar 

MEI KALAN 

EXP LO RATO RY_W ELL 

25.9433 

76.5442 

138.00 

18.95 

25.20 






860 

64.0 

1.34 

Shale 

SAWAI MADHOPUR 

Khandar 

MEI KALAN 

PIEZOMETER 

25.9433 

76.5442 

65.00 

45.00 

0.13 






450 

28.0 


Shale 

SAWAI MADHOPUR 

Khandar 

PALI 

PIEZOMETER 

25.8492 

76.5551 

60.00 

12.50 

3.15 






1070 

106.0 

0.72 

Limestone 

SAWAI MADHOPUR 

Khandar 

PALIGHAT 

EXP LO RATO RY_W ELL 

25.8623 

76.5443 

60.00 

16.70 

5.04 






1760 

83.0 


Shale 







































































































































































































































































































































































































































































































































































































































































Coordinate 


Chemical Quality 


District 

Block 

Village 

Type 
of Well 

Coordinate 

Total Depth 
Drilled 
(m bgl) 

Static 
Water 
Level 
(m bgl) 

Discharge 

dps) 

Drawdown 

(m) 

Specific 
Capacity 
(Discharge - 
Drawdown) 
Ips/m 

Specific 

Yield 

(Sy) 

Transmi¬ 

ssivity 

(T) 

Storage 

Coeffcient 

(S) 

Chemical Quality 

Hydrogeological Unit 

Latitude 

Longitude 

EC 

p/cm at 
25 °C 

Cl' 1 

(mg/I) 

F' 1 

(mg/I) 

SAWAI MADHOPUR 

Khandar 

PALIGHAT 

OBSERVATIONWELL 

25.8623 

76.5443 

40.00 

16.70 










Shale 

SAWAI MADHOPUR 

Khandar 

PHARIYA 

EXP LO RATO RY_W ELL 

25.9176 

76.5231 

70.00 

7.05 

1.89 






855 

54.0 


Shale 

SAWAI MADHOPUR 

Khandar 

RODAWAT 

EXP LO RATO RY_W ELL 

25.9986 

76.7519 

83.00 

41.00 

12.60 






82 

43.0 

0.63 

Older Alluvium 

SAWAI MADHOPUR 

Khandar 

Sukhwas 

EW 

25.9004 

76.4858 



6.92 









Shale 

SAWAI MADHOPUR 

Khandar 

Sukhwas 

OW 

25.9004 

76.4858 

152.80 


6.67 









Shale 

Sub Basin: Chambal Upstream | 

BHILWARA 

Mandalgarh 

AROLI 

PIEZOMETER 

25.0669 

75.2253 

49.00 

35.00 

0.03 






710 

106.0 

1.04 

Bhander Sandstone 

BHILWARA 

Mandalgarh 

JALERI(RASADPURA) 

EXP LO RATO RY_W ELL 

25.0669 

75.2253 

271.00 

10.00 

3.78 






700 

57.0 

0.43 

Bhander Sandstone 

BHILWARA 

Mandalgarh 

Tilaswa 

EW 

25.0722 

75.3250 

124.00 

4.16 

20.37 

6.33 

3.22 


229.00 


585 

57.0 

0.65 

Bhander Sandstone 

CHITTAURGARH 

Begun 

BEGUN 

PIEZOMETER 

24.9841 

75.0102 

60.00 

20.00 

3.78 






820 

60.0 

0.68 

Bhander Sandstone 

CHITTAURGARH 

Begun 

Chechi 

EW 

24.9654 

75.0891 

123.00 

5.05 

7.87 

5.22 

1.51 




760 

57.0 

0.21 

Shale 

CHITTAURGARH 

Begun 

Chechi 

OW 

24.9654 

75.0891 

123.65 

3.35 

15.00 






750 

64.0 

0.25 

Shale 

CHITTAURGARH 

Begun 

Torkhari 

EW 

25.0000 

75.1333 

135.80 

9.90 

0.67 

52.10 

0.01 







Shale 

CHITTAURGARH 

Bhainsrorgarh 

Bhainsrorgarh 

EW 

24.9674 

75.5669 

121.60 

10.07 

1.00 









Shale 

CHITTAURGARH 

Bhainsrorgarh 

BORAO 

PIEZOMETER 

24.9557 

75.3739 

30.00 

20.00 

3.92 






1070 

89.0 

0.74 

Shale 

CHITTAURGARH 

Bhainsrorgarh 

DEOPURA 

EXP LO RATO RY_W ELL 

24.7350 

75.3189 

170.00 

15.00 

0.13 






1800 

369.0 

0.53 

Bhander Sandstone 

CHITTAURGARH 

Bhainsrorgarh 

JAWAHAR NAGAR (KUA KHERA) 

PIEZOMETER 

24.7172 

75.4634 

108.00 

90.00 

0.25 






320 

28.0 

0.52 

Bhander Sandstone 

CHITTAURGARH 

Nimbahera 

KANERA 

PIEZOMETER 

24.7003 

74.9000 

78.00 

5.50 

0.25 






870 

106.0 

0.69 

Bhander Sandstone 

CHITTAURGARH 

Nimbahera 

NEENOR 

PIEZOMETER 

24.7085 

74.9763 

50.00 

10.00 

0.38 






800 

121.0 

0.77 

Bhander Sandstone 

JHALAWAR 

Dag 

DAG 

PIEZOMETER 

23.9319 

75.8387 

115.00 











Deccan Traps 

JHALAWAR 

Dag 

GANGDHAR 

PIEZOMETER 

23.9477 

75.6415 

84.00 

5.00 

0.50 






1510 

193.0 

0.80 

Deccan Traps 

JHALAWAR 

Dag 

KACHNARA 

PIEZOMETER 

23.8594 

75.6959 

35.00 

8.00 

0.25 









Deccan Traps 

JHALAWAR 

Dag 

KAGRIYA 

PIEZOMETER 

23.8517 

75.6296 

38.00 

13.00 

0.63 









Deccan Traps 

JHALAWAR 

Dag 

KUNDLA 

PIEZOMETER 

23.9499 

75.5107 

50.00 

18.00 










Deccan Traps 

JHALAWAR 

Dag 

UNHEL 

PIEZOMETER 

23.8270 

75.5928 

200.00 

10.00 

7.56 









Deccan Traps 

KOTA 

Ladpura 

DAULATGANJ (NAYAGAON) 

PIEZOMETER 

25.1150 

75.7689 

108.00 

3.00 

6.30 






395 

35.0 

0.40 

Bhander Sandstone 

KOTA 

Ladpura 

KOLIPURA 

PIEZOMETER 

24.9677 

75.6743 

154.00 

20.00 

1.01 






1060 

50.0 

0.80 

Bhander Sandstone 

KOTA 

Ladpura 

RATKANKRA 

PIEZOMETER 

25.0655 

75.7430 

144.00 

14.00 

3.15 






203 

0.5 

0.40 

Bhander Sandstone 

PRATAPGARH 

Arnod 

ARNOD 

PIEZOMETER 

23.8806 

74.8124 

60.00 

2.90 

0.22 






670 

99.0 


Deccan Traps 

PRATAPGARH 

Arnod 

Kotri 

EW 

23.7639 

74.9181 

92.05 

3.75 

0.67 









Deccan Traps 

PRATAPGARH 

Arnod 

Kotri 

EW 

23.7639 

74.9181 

70.60 

28.90 

2.20 

4.08 

0.54 


444.00 


865 

81.0 


Deccan Traps 

PRATAPGARH 

Pratapgarh 

Kuni 

EW 

24.0333 

74.9500 

71.45 

10.54 

2.50 









Deccan Traps 

Sub Basin: Kali Sindl 


BARAN 

Antah 

Anta-I 

EW 

25.1478 

76.3049 

52.00 

4.69 

7.25 

7.48 

0.97 


117.00 

1.60E-003 

2065 

28.0 


Limestone 

BARAN 

Antah 

Anta-li 

EW 

25.1474 

76.3044 

25.50 

3.10 

4.10 

6.12 

0.67 


403.00 

4.92E-004 

885 

28.0 


Limestone 

BARAN 

Antah 

BIJORA 

PIEZOMETER 

25.1414 

76.3927 

50.00 

24.00 

8.40 






2000 

305.0 

0.65 

Limestone 

BARAN 

Antah 

BIJORA 

PIEZOMETER 

25.1414 

76.3927 

50.00 

24.00 

8.40 






2000 

305.0 

0.65 

Limestone 

BARAN 

Antah 

GOPALPURA 

PIEZOMETER 

25.1209 

76.2402 

140.00 











Bhander Sandstone 

BARAN 

Antah 

HARSALI 

PIEZOMETER 

25.2246 

76.4486 

93.00 

19.00 

12.60 






1090 


0.40 

Older Alluvium 

BARAN 

Antah 

KEORA 

PIEZOMETER 

25.0646 

76.3218 

42.00 

19.00 

5.60 






600 

21.0 

0.62 

Bhander Sandstone 

BARAN 

Antah 

KHARKHARA 

PIEZOMETER 

25.0236 

76.2705 

50.00 

14.00 

0.62 






840 

28.0 


Bhander Sandstone 

BARAN 

Antah 

SISWALI 

PIEZOMETER 

25.3453 

76.3583 

125.00 











Limestone 

BARAN 

Atru 

JEEROD 

PIEZOMETER 

24.9378 

76.5372 

51.00 

12.85 

0.64 






600 

50.0 

0.57 

Limestone 

BARAN 

Atru 

MOSAI GUJRAN 

PIEZOMETER 

24.7242 

76.6966 

150.00 

7.00 

12.60 






600 

1.0 

0.41 

Bhander Sandstone 

BARAN 

Atru 

NIMODA 

PIEZOMETER 

24.9080 

76.5683 

100.00 

13.50 

1.26 









Limestone 

BARAN 

Atru 

SAKATPURA 

PIEZOMETER 

24.8307 

76.5221 

44.00 

1.50 

18.90 









Bhander Sandstone 

BARAN 

Baran 

TULSAN 

PIEZOMETER 

25.0137 

76.4403 

77.00 

8.00 







610 

1.5 

0.80 

Limestone 

BARAN 

Chhipabarod 

BHAOPURA 

PIEZOMETER 

24.5049 

76.6091 

132.00 

6.00 

12.60 






500 

0.4 

0.38 

Deccan Traps 

BARAN 

Chhipabarod 

HARNAWADASHAHJI 

PIEZOMETER 

24.4486 

76.7007 

125.00 

6.00 

6.30 






860 

HE 


Deccan Traps 

JHALAWAR 

Bakani 

AMRAT KHERI 

PIEZOMETER 

24.3616 

76.5229 

35.00 

8.00 

1.26 









Deccan Traps 

JHALAWAR 

Bakani 

ASALPUR 

PIEZOMETER 

24.2716 

76.5047 

30.00 

11.50 

1.26 









Deccan Traps 































































































































































































































































































































































































































































































































































































































District 

Block 

Village 

Type 
of Well 

Coordinate 

Latitude 

Longitude 

JHALAWAR 

Bakani 

BAKANI 

PIEZOMETER 

24.2885 

76.2386 

JHALAWAR 

Bakani 

Bhakani 

EW 

24.2832 

76.2449 

JHALAWAR 

Bakani 

BHALTA 

PIEZOMETER 

24.2693 

76.4382 

JHALAWAR 

Bakani 

Bhalta 

EW 

24.2729 

76.4327 

JHALAWAR 

Bakani 

BORKHERI GOOJARAN 

PIEZOMETER 

24.2530 

76.4706 

JHALAWAR 

Bakani 

BORKHERI GOOJRAN 

PIEZOMETER 

24.2556 

76.4704 

JHALAWAR 

Bakani 

DHAIKHEDA 

PIEZOMETER 

24.3698 

76.5925 

JHALAWAR 

Bakani 

KUSHALPURA 

PIEZOMETER 

24.2959 

76.4803 

JHALAWAR 

Bakani 

NASIRABAD 

PIEZOMETER 

24.4163 

76.2335 

JHALAWAR 

Bakani 

RATLAI 

PIEZOMETER 

24.3766 

76.3123 

JHALAWAR 

Bakani 

RICHAWA 

PIEZOMETER 

24.4605 

76.2459 

JHALAWAR 

Bakani 

SALAWAD (1) 

PIEZOMETER 

24.3805 

76.2379 

JHALAWAR 

Bakani 

SARDA 

PIEZOMETER 

24.2420 

76.5462 

JHALAWAR 

Dag 

DOBRA 

PIEZOMETER 

23.9106 

75.8982 

JHALAWAR 

Dag 

PAGARIYA 

PIEZOMETER 

24.1322 

75.8622 

JHALAWAR 

Dag 

PARASLI 

EXP LO RATO RY_W ELL 

23.9573 

75.9421 

JHALAWAR 

Dag 

SILAHGARH 

PIEZOMETER 

24.2388 

75.8443 

JHALAWAR 

Jhalrapatan 

ARNIYA 

PIEZOMETER 

24.2643 

75.8244 

JHALAWAR 

Jhalrapatan 

ASNAWAR 

PIEZOMETER 

24.4835 

76.3365 

JHALAWAR 

Jhalrapatan 

BARODIYA 

PIEZOMETER 

24.4379 

76.3418 

JHALAWAR 

Jhalrapatan 

BHAWANI MANDI 

PIEZOMETER 

24.4094 

75.8456 

JHALAWAR 

Jhalrapatan 

BHILWARI 

PIEZOMETER 

24.5449 

76.0549 

JHALAWAR 

Jhalrapatan 

DOONGARGAON 

PIEZOMETER 

24.4357 

76.3629 

JHALAWAR 

Jhalrapatan 

GAGRON 

PIEZOMETER 

24.6392 

76.1777 

JHALAWAR 

Jhalrapatan 

JHALARA PATAN 

PIEZOMETER 

24.5418 

76.1670 

JHALAWAR 

Jhalrapatan 

Jhalarapatan 

SH 

24.5333 

76.1667 

JHALAWAR 

Jhalrapatan 

KANWARA 

PIEZOMETER 

24.4767 

76.0370 

JHALAWAR 

Jhalrapatan 

KHANPURIYA 

PIEZOMETER 

24.5508 

76.1191 

JHALAWAR 

Jhalrapatan 

MISROLI 

PIEZOMETER 

24.2884 

75.8447 

JHALAWAR 

Jhalrapatan 

NAHARDI 

PIEZOMETER 

24.4575 

76.1943 

JHALAWAR 

Jhalrapatan 

PACH PAHAR 

PIEZOMETER 

24.3969 

75.8102 

JHALAWAR 

Jhalrapatan 

PANWASA 

EXP LO RATO RY_W ELL 

24.5052 

76.3061 

JHALAWAR 

Jhalrapatan 

SAROD 

PIEZOMETER 

24.3296 

75.7968 

JHALAWAR 

Jhalrapatan 

SHRI CHHATARPURA 

PIEZOMETER 

24.5371 

75.9352 

JHALAWAR 

Jhalrapatan 

Sri Chattarpur 

SH 

24.5333 

75.9333 

JHALAWAR 

Jhalrapatan 

TEETARWASA 

PIEZOMETER 

24.4686 

76.1165 

JHALAWAR 

Khanpur 

GOLANA 

PIEZOMETER 

24.6877 

76.3390 

JHALAWAR 

Khanpur 

HARIGARH 

PIEZOMETER 

24.6537 

76.2727 

JHALAWAR 

Khanpur 

Harigarh 

EW 

24.6393 

76.2773 

JHALAWAR 

Khanpur 

Khanpur 

EW 

24.7141 

76.3940 

JHALAWAR 

Khanpur 

LUKAT 

PIEZOMETER 

24.6651 

76.3364 

JHALAWAR 

Khanpur 

SAROLLA KALAN 

PIEZOMETER 

24.6092 

76.4278 

JHALAWAR 

Khanpur 

TARAJ 

PIEZOMETER 

24.5174 

76.4887 

JHALAWAR 

Manohar Thana 

AKLERA 

EXPLORATORYWEL 

24.4123 

76.5828 

JHALAWAR 

Manohar Thana 

Aklera 

SH 

24.4166 

76.5815 

JHALAWAR 

Manohar Thana 

AMETHA 

PIEZOMETER 

24.4061 

76.4273 

JHALAWAR 

Manohar Thana 

KHATA KHERI 

PIEZOMETER 

24.1956 

76.8128 

JHALAWAR 

Manohar Thana 

LAHAS 

EXP LO RATO RY_W ELL 

24.3849 

76.6349 

JHALAWAR 

Manohar Thana 

MANOHAR THANA 

PIEZOMETER 

24.2370 

76.8041 

JHALAWAR 

Pirawa 

AZAMPURTHEEKRIYA 

PIEZOMETER 

24.3754 

76.1006 

JHALAWAR 

Pirawa 

DEOCHI 

PIEZOMETER 

24.1442 

76.1169 


Total Depth 
Drilled 
(m bgl) 


Static 
Water 
Level 
(m bgl) 


Discharge 

dps) 


Drawdown 

(m) 


Specific 

Capacity Specifi 
(Discharge - Yield 

Drawdown) (Sy) 

Ips/m 


Specific Transmi- Storage 

Yield ssivity Coeffcient 

(Sy) (T) (S) 


Chemical Quality 

EC 

|j/cm at 
25 °C 

cr 1 

(mg/l) 

F 1 

(mg/l) 


Hydrogeological Unit 



Deccan Traps 


0.341 Deccan Traps 


Deccan Traps 


1.001 Deccan Traps 


Deccan Traps 


Deccan Traps 


0.801 Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


0.801 Deccan Traps 


Deccan Traps 


0.80 Limestone 


Limestone 


0.83 Limestone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


0.251 Deccan Traps 


Deccan Traps 


1.60 Bhander Sandstone 


Bhander Sandstone 


0.34 Bhander Sandstone 


Bhander Sandstone 


0.80 Bhander Sandstone 


0.56 Bhander Sandstone 


Bhander Sandstone 


Deccan Traps 


1.301 Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 



















































































































































































































































































































































































































































































































































































Coordinate 


Chemical Quality 


District 

Block 

Village 

Type 
of Well 

Coordinate 

Total Depth 
Drilled 
(m bgl) 

Static 
Water 
Level 
(m bgl) 

Discharge 

dps) 

Drawdown 

(m) 

Specific 
Capacity 
(Discharge - 
Drawdown) 
Ips/m 

Specific 

Yield 

(Sy) 

Transmi¬ 

ssivity 

(T) 

Storage 

Coeffcient 

(S) 

Chemical Quality 

Hydrogeological Unit 

Latitude 

Longitude 

EC 

p/cm at 
25 °C 

Cl' 1 

(mg/I) 

F' 1 

(mg/I) 

JHALAWAR 

Pirawa 

DOLA 

PIEZOMETER 

24.2058 

76.0073 

110.00 

15.00 

3.78 









Deccan Traps 

JHALAWAR 

Pirawa 

HEMRA 

PIEZOMETER 

24.2583 

75.9922 

37.00 

12.00 

0.63 









Deccan Traps 

JHALAWAR 

Pirawa 

PIRAWA 

PIEZOMETER 

24.1521 

76.0420 

190.00 











Deccan Traps 

JHALAWAR 

Pirawa 

Pirawa 

EW 

24.1537 

76.0403 

86.00 

29.06 

1.28 






1200 

273.0 

2.00 

Deccan Traps 

JHALAWAR 

Pirawa 

RAIPUR 

EXP LO RATO RY_W ELL 

24.3689 

76.1769 

154.00 

0.50 

6.30 









Deccan Traps 

JHALAWAR 

Pirawa 

Raipur 

EW 

24.3643 

76.1743 

48.50 

13.20 

3.15 

2.74 

1.15 


249.00 


510 

14.0 

0.58 

Deccan Traps 

JHALAWAR 

Pirawa 

Raipur 

PZ 

24.3643 

76.1743 

55.54 

23.13 

2.20 

11.05 

0.20 


33.12 


1000 

313.0 

1.20 

Deccan Traps 

JHALAWAR 

Pirawa 

RUPAREL 

OBSERVATIONWELL 

24.2831 

76.1000 

88.00 

3.60 

0.40 






730 

64.0 

0.80 

Deccan Traps 

JHALAWAR 

Pirawa 

SEMLIA 

PIEZOMETER 

24.3137 

75.9633 

110.00 

7.60 

0.76 









Deccan Traps 

JHALAWAR 

Pirawa 

SUNEL 

EXP LO RATO RY_W ELL 

24.3711 

75.9585 

138.00 

8.00 

1.89 









Deccan Traps 

KOTA 

Itawa 

JALODA KHATIAN 

PIEZOMETER 

25.4017 

76.3856 

154.00 

2.00 

4.20 






950 

64.0 

0.40 

Limestone 

KOTA 

Khairabad 

AMZAR 

PIEZOMETER 

24.7905 

75.9806 

165.00 











Bhander Sandstone 

KOTA 

Khairabad 

CHECHAT 

PIEZOMETER 

24.7568 

75.8973 

72.00 

2.60 

2.33 






1080 

6.2 

0.80 

Limestone 

KOTA 

Khairabad 

Chechat 

EW 

24.7486 

75.9026 

90.00 

7.93 

0.67 




46.00 


535 

32.0 


Limestone 

KOTA 

Khairabad 

GOVINDA (CHECHAT) 

PIEZOMETER 

24.6433 

75.8711 

100.00 

15.00 

0.03 









Limestone 

KOTA 

Khairabad 

GUNDI (CHECHAT) 

PIEZOMETER 

24.6874 

75.9354 

78.00 

2.50 

0.63 






693 

1.8 

0.80 

Limestone 

KOTA 

Khairabad 

KHUMBKHOR (CHECHAT) 

PIEZOMETER 

24.6147 

75.9968 

42.00 

3.00 

3.40 






460 

0.6 


Limestone 

KOTA 

Khairabad 

MODAK 

PIEZOMETER 

24.7268 

75.9569 

95.00 

20.00 

2.52 






795 

56.0 

0.26 

Limestone 

KOTA 

Khairabad 

Ramganji Mandi 

EW 

24.6445 

75.9331 

90.00 

6.90 

0.17 




3.40 


1180 

74.0 


Limestone 

KOTA 

Khairabad 

SATHAL KHERI 

PIEZOMETER 

24.6532 

76.0063 

261.00 

16.00 

1.01 






1150 

177.0 

0.80 

Limestone 

KOTA 

Khairabad 

SUKET 

PIEZOMETER 

24.6431 

76.0393 

130.00 

8.00 

0.28 






760 

129.0 

1.50 

Limestone 

KOTA 

Khairabad 

SUKET 

PIEZOMETER 

24.6431 

76.0393 

95.00 

15.00 

2.52 






760 

129.0 

1.50 

Limestone 

KOTA 

Ladpura 

ARAND KHERA 

PIEZOMETER 

25.0400 

76.0455 

105.00 

3.00 

12.60 






800 

71.0 

0.48 

Bhander Sandstone 

KOTA 

Ladpura 

Darah 

EW 

24.8431 

75.9830 

57.00 

8.12 

1.00 






205 

18.0 

0.20 

Bhander Sandstone 

KOTA 

Ladpura 

RAUNTHA 

PIEZOMETER 

24.8727 

75.9181 

40.00 











Bhander Sandstone 

KOTA 

Sangod 

Anwa 

EW 

24.9280 

76.1006 

55.00 

3.11 





39.00 


960 

71.0 

0.65 

Bhander Sandstone 

KOTA 

Sangod 

DHOTI 

PIEZOMETER 

25.0487 

76.1447 

80.00 

7.00 

6.30 






855 

43.0 

0.70 

Limestone 

KOTA 

Sangod 

DHOTI 

PIEZOMETER 

25.0487 

76.1447 

60.00 

7.00 

6.30 






740 

27.0 

0.85 

Limestone 

KOTA 

Sangod 

DHULET 

PIEZOMETER 

24.8181 

76.2113 

70.00 

10.00 

5.04 






480 

23.0 

0.39 

Bhander Sandstone 

KOTA 

Sangod 

DIGOD 

PIEZOMETER 

24.8976 

76.3440 

154.00 

8.00 

0.13 









Shale 

KOTA 

Sangod 

DIGOD 

PIEZOMETER 

24.8976 

76.3440 

108.00 








1700 

42.0 

0.72 

Shale 

KOTA 

Sangod 

KANWAS 

PIEZOMETER 

24.8566 

76.1377 

102.00 

8.00 

6.30 






300 

35.0 


Bhander Sandstone 

KOTA 

Sangod 

KHAJURI 

PIEZOMETER 

25.0119 

76.0950 

54.00 

1.00 

2.52 






630 

21.0 

0.91 

Bhander Sandstone 

KOTA 

Sangod 

KHAJURI 

PIEZOMETER 

25.0119 

76.0950 

45.00 

2.00 

1.26 






630 

21.0 

0.91 

Bhander Sandstone 

KOTA 

Sangod 

LATOORI 

PIEZOMETER 

24.8909 

76.4128 

44.00 

5.00 

0.08 






300 

28.0 


Bhander Sandstone 

KOTA 

Sangod 

LATOORI 

EXP LO RATO RY_W ELL 

24.8909 

76.4128 

123.00 

7.00 







300 

28.0 


Bhander Sandstone 

KOTA 

Sangod 

RAJGARH 

PIEZOMETER 

25.0974 

76.2060 

110.00 

9.00 

0.63 









Limestone 

KOTA 

Sangod 

ROOPAHERA 

PIEZOMETER 

24.9214 

76.1858 

111.00 

20.00 

3.15 






650 

28.0 

1.20 

Bhander Sandstone 

KOTA 

Sangod 

Sagod 

EW 

24.9177 

76.2996 

57.00 

12.23 

6.00 




1138.00 


1090 

78.0 

0.42 

Shale 

KOTA 

Sangod 

Sagod 

OW 

24.9177 

76.2996 

56.00 

12.32 

4.05 









Shale 

KOTA 

Sangod 

Sagod 

PZ 

24.9177 

76.2996 

56.00 

13.04 

2.57 









Shale 

KOTA 

Sangod 

Suket 

EW 

25.0085 

76.2650 

90.00 

6.85 





6.00 


605 

35.0 


Bhander Sandstone 

KOTA 

Sangod 

THEDOLI 

PIEZOMETER 

25.0263 

76.2100 

85.00 

8.00 

6.30 






2860 

90.0 

0.70 

Bhander Sandstone 

KOTA 

Sangod 

THEDOLI 

PIEZOMETER 

25.0263 

76.2100 

60.00 

8.00 

6.30 






2860 

90.0 

0.70 

Bhander Sandstone 

KOTA 

Sangod 

THOOMRA 

PIEZOMETER 

25.0843 

76.0581 

50.00 

18.00 

1.26 






670 

18.0 


Limestone 

KOTA 

Sultanpura 

KAKRAWADA 

PIEZOMETER 

25.1848 

76.2298 

200.00 

18.50 

0.42 









Limestone 

Sub Basin: Kunu 1 

BARAN 

Shahbad 

AGAR 

PIEZOMETER 

25.1196 

77.3540 

101.00 

7.50 

1.26 






600 

45.0 

0.32 

Shale 

BARAN 

Shahbad 

DEORI 

PIEZOMETER 

25.3079 

77.3027 

85.00 

8.00 

1.82 






440 

10.0 

0.39 

Shale 

BARAN 

Shahbad 

DEVRI 

PIEZOMETER 

25.2985 

77.3016 

72.00 

3.00 

3.64 






440 

10.0 

0.39 

Shale 

BARAN 

Shahbad 

KASRA THANA 

PIEZOMETER 

25.2281 

77.3474 

321.00 

1.00 

0.56 






1320 

8.8 

0.40 

Shale 

















































































































































































































































































































































































































































































































































































































































Coordinate 


Chemical Quality 


District 

Block 

Village 

Type 
of Well 

Coordinate 

Total Depth 
Drilled 
(m bgl) 

Static 
Water 
Level 
(m bgl) 

Discharge 

dps) 

Drawdown 

(m) 

Specific 
Capacity 
(Discharge - 
Drawdown) 
Ips/m 

Specific 

Yield 

(Sy) 

Transmi¬ 

ssivity 

(T) 

Storage 

Coeffcient 

(S) 

Chemical Quality 

Hydrogeological Unit 

Latitude 

Longitude 

EC 

p/cm at 
25 °C 

Cl' 1 

(mg/I) 

F' 1 

(mg/I) 

BARAN 

Shahbad 

MAHU TONK 

PIEZOMETER 

25.3145 

77.1142 

140.00 

9.00 

18.90 






11000 

62.4 

0.22 

Bhander Sandstone 

BARAN 

Shahbad 

RAJPUR 

PIEZOMETER 

25.2807 

77.1165 

200.00 

33.00 

1.96 






680 

1.2 

0.70 

Bhander Sandstone 

Sub Basin: Mej 1 

BHILWARA 

Jahazpur 

TITODA 

PIEZOMETER 

25.3839 

75.2478 

72.00 

15.00 

0.63 






725 

71.0 

0.56 

Phyllite & Schist 

BHILWARA 

Mandalgarh 

BARODIA 

PIEZOMETER 

25.2811 

75.3397 

72.00 

15.00 

0.50 






1000 

57.0 

0.88 

Phyllite & Schist 

BHILWARA 

Mandalgarh 

BIJOLIYA 

EXP LO RATO RY_W ELL 

25.1519 

75.3242 

315.00 

2.00 

2.27 






1010 

160.0 

0.42 

Bhander Sandstone 

BHILWARA 

Mandalgarh 

Jalindri-I 

EW 

25.3000 

75.3667 

14.00 

6.20 

7.75 









Bhander Sandstone 

BHILWARA 

Mandalgarh 

Jalindri-li 

EW 

25.3000 

75.3667 

58.00 

5.51 

20.38 

6.79 

3.00 


230.00 


1900 

149.0 

0.22 

Bhander Sandstone 

BHILWARA 

Mandalgarh 

Kama 

EW 

25.1333 

75.3667 

178.00 

8.64 

NEGL. 









Bhander Sandstone 

BUNDI 

Bundi 

BEEBANWA 

EXP LO RATO RY_W ELL 

25.4123 

75.6679 

156.00 

16.90 

10.22 






940 

156.0 

0.20 

Limestone 

BUNDI 

Bundi 

GUNWAR 

PIEZOMETER 

25.2399 

75.5307 

45.00 

9.50 

6.30 






730 

99.0 

0.38 

Bhander Sandstone 

BUNDI 

Bundi 

HATTIPURA 

PIEZOMETER 

25.4086 

75.5949 

75.00 











Limestone 

BUNDI 

Bundi 

KHATKAR 

PIEZOMETER 

25.5110 

75.8481 

45.00 

7.00 

1.01 






476 

43.0 

0.74 

Limestone 

BUNDI 

Bundi 

MEGHA RAWAT Kl JHOPRIA 

EXP LO RATO RY_W ELL 

25.3031 

75.4504 

36.00 

3.50 

18.90 






540 

1.2 

1.69 

Bhander Sandstone 

BUNDI 

Bundi 

PEEPLIA 

PIEZOMETER 

25.4283 

75.8465 

50.00 

6.00 

3.78 






780 

85.0 

0.68 

Older Alluvium 

BUNDI 

Bundi 

RAITHAL 

EXP LO RATO RY_W ELL 

25.4389 

75.8250 

150.00 

20.00 

0.63 






1830 

170.0 

2.20 

Older Alluvium 

BUNDI 

Hindoli 

ALOD 

PIEZOMETER 

25.5408 

75.5850 

45.00 

8.00 

2.52 






2000 

9.6 

0.71 

Phyllite & Schist 

BUNDI 

Hindoli 

ALOD (DABLANA) 

EXP LO RATO RY_W ELL 

25.5433 

75.5864 

162.00 

7.90 

6.30 

43.05 

0.15 




1900 

9.5 

0.76 

Phyllite & Schist 

BUNDI 

Hindoli 

BAL 

PIEZOMETER 

25.6308 

75.6992 

50.00 

13.00 

6.30 






1060 

4.1 

0.76 

Phyllite & Schist 

BUNDI 

Hindoli 

BANDH-KA-KHERA 

PIEZOMETER 

25.4114 

75.3281 

40.00 

3.00 

2.27 






970 

5.0 

0.14 

Phyllite & Schist 

BUNDI 

Hindoli 

BARODIA 

PIEZOMETER 

25.4902 

75.5779 

50.00 

4.50 

1.26 






518 

21.0 

0.24 

Phyllite & Schist 

BUNDI 

Hindoli 

BASNI 

PIEZOMETER 

25.6896 

75.4401 

40.00 

7.20 

1.51 






2500 

11.4 

0.80 

Phyllite & Schist 

BUNDI 

Hindoli 

BASOLI 

EXP LO RATO RY_W ELL 

25.4333 

75.3939 

150.00 

9.96 

0.63 

28.08 

0.02 




990 

2.6 

0.48 

Phyllite & Schist 

BUNDI 

Hindoli 

DABETA 

PIEZOMETER 

25.5903 

75.7605 

75.00 

18.00 

1.26 









Phyllite & Schist 

BUNDI 

Hindoli 

DHANAO 

PIEZOMETER 

25.5229 

75.6170 

70.00 

5.40 

1.51 









Phyllite & Schist 

BUNDI 

Hindoli 

GOTHARA 

PIEZOMETER 

25.6481 

75.6257 

75.00 

15.80 

2.52 









Phyllite & Schist 

BUNDI 

Hindoli 

KHEENIA 

PIEZOMETER 

25.3360 

75.3742 

50.00 

11.00 

3.78 






452 

28.0 


Phyllite & Schist 

BUNDI 

Hindoli 

KHERKHATA 

PIEZOMETER 

25.4144 

75.3564 

50.00 

4.60 










Phyllite & Schist 

BUNDI 

Hindoli 

PAGARA 

EXP LO RATO RY_W ELL 

25.6982 

75.5111 

150.00 

8.50 

1.26 






980 

156.0 

0.20 

Phyllite & Schist 

BUNDI 

Hindoli 

PENCH Kl BAORI 

EXP LO RATO RY_W ELL 

25.6323 

75.4501 

154.00 

18.00 

0.63 






1030 

110.0 

0.36 

Phyllite & Schist 

BUNDI 

Hindoli 

SATHOOR 

PIEZOMETER 

25.4623 

75.5170 

75.00 

20.00 

1.26 









Phyllite & Schist 

BUNDI 

Hindoli 

SUKHPURA 

PIEZOMETER 

25.6313 

75.6013 

75.00 

23.40 










Phyllite & Schist 

BUNDI 

Hindoli 

THANA 

PIEZOMETER 

25.5308 

75.4092 

40.00 

12.00 

0.63 






620 

57.0 

0.20 

Phyllite & Schist 

BUNDI 

Keshoraipatan 

ARNETHA 

EXP LO RATO RY_W ELL 

25.3719 

75.9997 

42.00 

3.50 

0.38 









Older Alluvium 

BUNDI 

Keshoraipatan 

Hastinapur 

SH 

25.3345 

75.9619 

40.25 











Older Alluvium 

BUNDI 

Keshoraipatan 

Kapren 

EW 

25.4167 

76.0667 

41.30 

2.72 

5.50 

12.04 

0.46 


59.89 


3220 

795.0 

0.18 

Older Alluvium 

BUNDI 

Keshoraipatan 

Kapren 

OW 

25.4167 

76.0667 

35.50 


2.50 









Older Alluvium 

BUNDI 

Keshoraipatan 

Kapren 

SH 

25.4167 

76.0667 

40.50 











Older Alluvium 

BUNDI 

Keshoraipatan 

KESHORAI PATAN 

PIEZOMETER 

25.3021 

75.9320 

30.00 

2.00 

1.01 






1260 

135.0 

1.48 

Older Alluvium 

BUNDI 

Keshoraipatan 

Keshoraipalan 

EW 

25.3000 

75.9500 

35.50 

4.45 

2.20 

15.37 

0.14 


13.72 

5E-05 

710 

28.0 

2.40 

Older Alluvium 

BUNDI 

Keshoraipatan 

Keshoraipalan 

OW 

25.3000 

75.9500 

32.70 

3.61 

2.20 

13.78 

0.16 


62.39 





Older Alluvium 

BUNDI 

Keshoraipatan 

LABAN 

EXP LO RATO RY_W ELL 

25.5494 

76.2232 

150.00 

9.00 

12.60 






1560 

2.3 

1.45 

Older Alluvium 

BUNDI 

Keshoraipatan 

Laban 

SH 

25.5500 

76.2167 

47.00 











Older Alluvium 

BUNDI 

Keshoraipatan 

LAKHERI 

PIEZOMETER 

25.6340 

76.1791 

40.00 

14.00 

0.13 






638 

43.0 

0.48 

Shale 

BUNDI 

Keshoraipatan 

LAXMIPURA (REBARPURA) 

EXP LO RATO RY_W ELL 

25.5551 

76.1393 

70.00 

3.00 

12.60 






1390 

46.0 

1.52 

Older Alluvium 

BUNDI 

Keshoraipatan 

Lesard 

EW 

25.3385 

75.9101 

34.00 

2.92 

2.58 

0.74 

3.49 




1170 

28.0 

6.00 

Older Alluvium 

BUNDI 

Keshoraipatan 

Lesard 

OW 

25.3385 

75.9101 

34.00 

0.50 

10.00 

0.76 

13.16 




1120 

28.0 

4.20 

Older Alluvium 

BUNDI 

Keshoraipatan 

Maiza 

SH 

25.3927 

75.8932 

29.80 








6575 

866.0 


Older Alluvium 

BUNDI 

Keshoraipatan 

UTRANA 

PIEZOMETER 

25.6140 

76.1228 

40.00 

6.00 

0.63 






500 

0.6 

0.40 

Limestone 

BUNDI 

Nainwa 

ANTARDA (DABI) 

EXP LO RATO RY_W ELL 

25.6704 

76.0942 

150.00 

21.35 

6.30 

15.68 

0.40 




400 

1.4 

0.27 

Phyllite & Schist 

BUNDI 

Nainwa 

ANTERDA 

PIEZOMETER 

25.6698 

76.0932 

75.00 

18.80 

2.52 









Phyllite & Schist 






























































































































































































































































































































































































































































































































































































































































District 

Block 

Village 

Type 
of Well 

Coordinate 

Total Depth 
Drilled 
(m bgl) 

Static 
Water 
Level 
(m bgl) 

Discharge 

dps) 

Drawdown 

(m) 

Specific 
Capacity 
(Discharge - 
Drawdown) 
Ips/m 

Specific 

Yield 

(Sy) 

Transmi¬ 

ssivity 

(T) 

Storage 

Coeffcient 

(S) 

Chemical Quality 

Hydrogeological Unit 

Latitude 

Longitude 

EC 

p/cm at 
25 °C 

cr 1 

(mg/l) 

F 1 

(mg/l) 

BUNDI 

Nainwa 

BAMANGAON 

PIEZOMETER 

25.7911 

75.9603 

50.00 

24.50 

2.52 






430 

14.0 


Phyllite & Schist 

BUNDI 

Nainwa 

BANSI 

PIEZOMETER 

25.6494 

75.8206 

70.00 

4.40 










Phyllite & Schist 

BUNDI 

Nainwa 

DEI 

PIEZOMETER 

25.6781 

75.9364 

50.00 

17.00 

0.63 






720 

3.0 

0.58 

Phyllite & Schist 

BUNDI 

Nainwa 

DOKOON 

PIEZOMETER 

25.6500 

75.8964 

50.00 

15.00 

0.63 









Phyllite & Schist 

BUNDI 

Nainwa 

GUDHA DEOJI 

PIEZOMETER 

25.7304 

75.9435 

50.00 

34.00 

0.63 









Phyllite & Schist 

BUNDI 

Nainwa 

JAJAWAR 

EXP LO RATO RY_W ELL 

25.7187 

75.7315 

154.00 

19.00 

2.52 






550 

1.0 

0.84 

Phyllite & Schist 

BUNDI 

Nainwa 

JHARKHODA 

PIEZOMETER 

25.7375 

76.0250 

75.00 

36.20 










Phyllite & Schist 

BUNDI 

Nainwa 

NAINWA 

PIEZOMETER 

25.7705 

75.8601 

40.00 

14.00 

1.26 






1010 

5.0 

0.12 

Phyllite & Schist 

BUNDI 

Talera 

CHHAPAWADA 

EXP LO RATO RY_W ELL 

25.3183 

75.7970 

132.00 

3.15 

18.20 

2.61 

6.97 




1230 

2.3 

0.83 

Older Alluvium 

BUNDI 

Talera 

JAMEETPURA 

PIEZOMETER 

25.3113 

75.7557 

45.00 

1.00 

6.30 






1170 

1.4 

2.99 

Older Alluvium 

BUNDI 

Talera 

KHADIPUR 

PIEZOMETER 

25.1228 

75.6617 

57.00 

30.00 

1.26 






330 

35.0 

19.00 

Bhander Sandstone 

BUNDI 

Talera 

LAXMIPURA 

PIEZOMETER 

25.2522 

75.6617 

45.00 

10.00 

0.63 






540 

1.4 

0.77 

Bhander Sandstone 

BUNDI 

Talera 

TALERA 

PIEZOMETER 

25.3124 

75.7411 

40.00 

6.00 

4.41 






590 

1.0 

0.42 

Older Alluvium 

KOTA 

Ladpura 

SHAMBHOOPURA 

EXP LO RATO RY_W ELL 

25.1750 

75.7518 

154.00 

6.00 

10.08 






380 

28.0 

0.40 

Bhander Sandstone 

TONK 

Deoli 

ANWA 

EXP LO RATO RY_W ELL 

25.7959 

75.5977 

117.00 











Phyllite & Schist 

TONK 

Deoli 

NAYAGAON 

EXP LO RATO RY_W ELL 

25.7525 

75.5598 

57.00 

5.00 

5.04 






2484 

266.0 

4.76 

Phyllite & Schist 

TONK 

Deoli 

NAYAGAON 

OBSERVATIONWELL 

25.7525 

75.5598 

40.00 











Phyllite & Schist 

TONK 

Deoli 

NAYAGAON 

EXP LO RATO RY_W ELL 

25.7525 

75.5598 

200.00 

16.00 

1.26 






2450 

402.0 

2.00 

Phyllite & Schist 

Sub Basin: Parwati 1 

BARAN 

Antah 

Bheronda 

EW 

25.4056 

76.5250 

108.70 

53.90 

8.33 

1.28 

6.51 




3260 

305.0 

1.74 

Limestone 

BARAN 

Antah 

KASHIPURA 

PIEZOMETER 

25.3993 

76.5586 

23.00 

2.00 

5.04 






700 

43.0 

0.63 

Limestone 

BARAN 

Antah 

MAU 

PIEZOMETER 

25.3706 

76.5260 

60.00 

8.00 

25.20 






5100 

12.8 

1.60 

Bhander Sandstone 

BARAN 

Antah 

MUDIYAR(ET) 

PIEZOMETER 

25.3140 

76.5606 

147.00 

27.00 

6.30 






310 



Bhander Sandstone 

BARAN 

Atru 

CHHAJAWA 

EXP LO RATO RY_W ELL 

24.9709 

76.5839 

49.00 

9.70 

2.24 









Bhander Sandstone 

BARAN 

Atru 

CHHAJWA 

PIEZOMETER 

24.9762 

76.5839 

37.00 

9.70 

0.56 









Bhander Sandstone 

BARAN 

Baran 

Baran 

EW 

25.1000 

76.5000 

55.00 

2.83 

7.55 

18.86 

0.40 


78.00 


2290 

227.0 

0.54 

Older Alluvium 

BARAN 

Baran 

KALMANDA 

PIEZOMETER 

25.0527 

76.4795 

50.00 

23.00 

1.26 






900 

99.0 

0.63 

Older Alluvium 

BARAN 

Baran 

KOYALA 

PIEZOMETER 

25.1795 

76.5662 

101.00 

16.00 

12.60 






1450 

6.4 

0.40 

Older Alluvium 

BARAN 

Baran 

PHOONSRA 

PIEZOMETER 

25.0741 

76.4414 

77.00 

11.00 

14.00 









Limestone 

BARAN 

Chhabra 

BAM LA 

PIEZOMETER 

24.4721 

76.9790 

150.00 

12.00 

2.52 






660 

2.0 

2.60 

Deccan Traps 

BARAN 

Chhabra 

CHACHODA 

PIEZOMETER 

24.6626 

76.8885 

150.00 

1.80 

10.08 






550 



Deccan Traps 

BARAN 

Chhabra 

CHHABRA 

PIEZOMETER 

24.6706 

76.8560 

60.00 











Bhander Sandstone 

BARAN 

Chhabra 

CHHABRA 

PIEZOMETER 

24.6706 

76.8560 

70.00 

10.00 

7.56 






625 

23.0 

0.28 

Bhander Sandstone 

BARAN 

Chhabra 

GUGOR 

PIEZOMETER 

24.7318 

76.8508 

75.00 

12.00 

2.33 






625 

32.0 


Bhander Sandstone 

BARAN 

Chhabra 

KHOPER 

PIEZOMETER 

24.6991 

76.7886 

36.00 

7.00 

3.78 






800 

63.0 

0.45 

Bhander Sandstone 

BARAN 

Chhabra 

NIPANIYA 

PIEZOMETER 

24.6191 

76.8726 

42.00 

20.00 

3.50 






635 

27.0 


Deccan Traps 

BARAN 

Chhipabarod 

CHAUKI-MOTIPURA 

PIEZOMETER 

24.5363 

76.7178 

154.00 

16.50 

4.41 






850 

Kl 

0.04 

Deccan Traps 

BARAN 

Chhipabarod 

CHHIPA BAROD 

PIEZOMETER 

24.6173 

76.7070 

50.00 

10.55 

0.64 






1200 

121.0 

0.66 

Deccan Traps 

BARAN 

Chhipabarod 

DHOLAN 

PIEZOMETER 

24.6694 

76.6673 

85.00 

12.00 

7.56 






600 

0.6 

0.40 

Bhander Sandstone 

BARAN 

Chhipabarod 

MANDOLA 

PIEZOMETER 

24.5398 

76.7751 

50.00 

29.25 

25.20 






1100 

43.0 

0.67 

Deccan Traps 

BARAN 

Chhipabarod 

NIYANA 

PIEZOMETER 

24.6346 

76.7793 

46.00 

19.00 







600 

92.0 


Deccan Traps 

BARAN 

Chhipabarod 

TANCHA 

PIEZOMETER 

24.6802 

76.7276 

100.00 

2.45 

5.04 






610 


0.04 

Bhander Sandstone 

BARAN 

Kishanganj 

BASANTHUNI 

PIEZOMETER 

25.0770 

76.7053 

40.00 

5.60 

8.40 






550 

28.0 

0.59 

Bhander Sandstone 

BARAN 

Kishanganj 

CHINOD 

PIEZOMETER 

25.1780 

76.6640 

80.00 

3.00 

18.90 






920 


0.32 

Bhander Sandstone 

BARAN 

Kishanganj 

DHIKONIA 

PIEZOMETER 

25.0648 

76.7795 

132.00 

6.00 

8.40 






400 

0.8 


Bhander Sandstone 

BARAN 

Kishanganj 

HEERAPUR 

PIEZOMETER 

25.1073 

76.6897 

200.00 

7.00 







2700 

7.5 

2.00 

Bhander Sandstone 

BARAN 

Kishanganj 

LAKARIYA 

PIEZOMETER 

24.8646 

76.8505 

50.00 

18.00 

2.52 






500 

21.0 

0.54 

Bhander Sandstone 

BARAN 

Kishanganj 

NEHRUPURA(NAHARGARH) 

PIEZOMETER 

24.9814 

76.7852 

160.00 

15.00 

2.52 






400 

1.2 

0.29 

Bhander Sandstone 

BARAN 

Kishanganj 

RAMPUR TODIYA 

PIEZOMETER 

25.2727 

76.7839 

36.00 

6.00 

0.76 






1100 

149.0 

0.55 

Bhander Sandstone 

BARAN 

Kishanganj 

SUNDABAD (NEAR KARWALA) 

PIEZOMETER 

25.2169 

76.6811 

207.00 

15.00 

0.13 






490 

1.2 

0.40 

Bhander Sandstone 

BARAN 

Shahbad 

KELWARA 

PIEZOMETER 

25.1392 

76.8814 

40.00 

3.00 

6.30 






420 

13.0 

0.11 

Bhander Sandstone 


BARAN 
























































































































































































































































































































































































































































































































































































































































Coordinate 


Chemical Quality 


District 

Block 

Village 

Type 
of Well 

Coordinate 

Total Depth 
Drilled 
(m bgl) 

Static 
Water 
Level 
(m bgl) 

Discharge 

dps) 

Drawdown 

(m) 

Specific 
Capacity 
(Discharge - 
Drawdown) 
Ips/m 

Specific 

Yield 

(Sy) 

Transmi¬ 

ssivity 

(T) 

Storage 

Coeffcient 

(S) 

Chemical Quality 

Hydrogeological Unit 

Latitude 

Longitude 

EC 

p/cm at 
25 °C 

Cl' 1 

(mg/I) 

F' 1 

(mg/I) 

KOTA 

Itawa 

AYANA 

PIEZOMETER 

25.4414 

76.4539 

150.00 











Older Alluvium 

KOTA 

Itawa 

Chhan 

EW 

25.4139 

76.4611 

174.20 

58.40 

1.67 

24.03 

0.07 




950 

92.0 

0.66 

Limestone 

KOTA 

Itawa 

Fatehpura 

OW 

25.5653 

76.3806 

135.00 

20.50 

6.67 






915 


1.50 

Older Alluvium 

KOTA 

Itawa 

Fatehpura 

EW 

25.5653 

76.3806 

100.00 

28.67 

4.67 

4.93 

0.95 







Older Alluvium 

KOTA 

Itawa 

KATHODA 

PIEZOMETER 

25.8230 

76.5315 

132.00 

25.00 

15.12 






7400 

44.4 

0.80 

Older Alluvium 

KOTA 

Itawa 

KHATOLI 

PIEZOMETER 

25.6772 

76.4791 

90.00 

18.00 

25.20 






1300 

128.0 

1.60 

Older Alluvium 

KOTA 

Itawa 

Khatoli 

EW 

25.6833 

76.4667 

24.40 

6.80 

9.38 

3.36 

2.79 




1535 

32.0 

3.20 

Older Alluvium 

KOTA 

Itawa 

NONERA 

PIEZOMETER 

25.5256 

76.3392 

114.00 

7.00 

25.20 






1230 

39.0 

1.04 

Older Alluvium 

River Basin: Gambhir 

Sub Basin: Gambhir 

BHARATPUR 

Bayana 

BANDBARETHA 

PIEZOMETER 

26.9167 

77.3809 

55.00 

3.00 

12.60 






820 

42.0 

0.54 

Older Alluvium 

BHARATPUR 

Bayana 

BAYANA 

PIEZOMETER 

26.9903 

77.2917 

62.00 

14.00 

2.52 






2550 

67.0 


Older Alluvium 

BHARATPUR 

Bayana 

BAYANA 

PIEZOMETER 

26.9903 

77.2917 

70.00 

9.00 

10.08 






1210 

163.0 


Older Alluvium 

BHARATPUR 

Bayana 

Bayana 

PZ 

26.9080 

77.2997 

77.50 

6.73 







565 

78.0 

0.32 

Older Alluvium 

BHARATPUR 

Bayana 

Bhimnagar 

PZ 

27.0259 

77.3526 

184.60 

84.70 

0.25 









Older Alluvium 

BHARATPUR 

Bayana 

Bidiyari 

EW 

26.9602 

77.2869 

77.16 

3.38 

1.67 

18.00 

0.09 


14.00 

1e-005 

780 

64.0 

0.64 

Older Alluvium 

BHARATPUR 

Bayana 

BRAHAMBAD 

PIEZOMETER 

26.9243 

77.3221 

65.00 

14.00 

1.01 






1680 

228.0 

0.40 

Older Alluvium 

BHARATPUR 

Bayana 

JAISORA 

PIEZOMETER 

26.7593 

77.4202 

50.00 

15.00 

0.13 









Bhander Sandstone 

BHARATPUR 

Bayana 

Kalsada 

EW 

26.8667 

77.0833 

60.00 

9.35 

1.33 

14.39 

0.09 


18.00 

0.00 

3595 

809.0 

0.88 

Older Alluvium 

BHARATPUR 

Bayana 

KAMAN 

PIEZOMETER 

27.0106 

77.2667 

72.00 

7.00 

3.15 

9.00 

0.35 




7600 

744.0 

2.80 

Older Alluvium 

BHARATPUR 

Bayana 

KAMAN 

PIEZOMETER 

27.0106 

77.2667 

45.00 

9.00 

2.27 






11600 

4893.0 


Older Alluvium 

BHARATPUR 

Bayana 

Karwan 

EW 

26.9614 

77.2654 

63.40 

17.20 

0.50 




17.00 

0.10 

480 

36.0 


Older Alluvium 

BHARATPUR 

Bayana 

KOT 

PIEZOMETER 

26.8028 

77.4333 

108.00 

22.00 

0.63 






9000 

135.0 

1.20 

Bhander Sandstone 

BHARATPUR 

Bayana 

Kot 

EW 

26.7740 

77.4170 

159.55 

19.33 

0.17 






775 

92.0 

0.60 

Bhander Sandstone 

BHARATPUR 

Bayana 

Mohammadpur 

EW 

26.9130 

77.3484 

92.00 








1060 

60.0 

2.40 

Older Alluvium 

BHARATPUR 

Bayana 

Narauli 

EW 

26.9499 

77.3655 

90.00 

7.12 

4.00 

17.60 

0.23 




1040 

107.0 

1.28 

Older Alluvium 

BHARATPUR 

Bayana 

Samogar 

EW 

26.8533 

77.2284 

77.80 

9.34 

23.60 

8.60 

2.74 


327.00 

4.13E002 to 1 

890 

71.0 

0.12 

Older Alluvium 

BHARATPUR 

Bayana 

SUPA 

PIEZOMETER 

26.9399 

77.3699 

136.00 

3.00 

10.08 






1650 

184.0 

105.00 

Older Alluvium 

BHARATPUR 

Rupbas 

Bakholi 

EW 

27.0168 

77.5511 

145.90 

13.20 

3.67 






147 

170.0 

0.97 

Older Alluvium 

BHARATPUR 

Rupbas 

BASAI PAHARRPER 

PIEZOMETER 

26.9117 

77.5014 

154.00 

12.00 

10.08 






1600 

234.0 

1.20 

Bhander Sandstone 

BHARATPUR 

Rupbas 

Ghatoli 

EW 

26.9750 

77.6611 

159.55 

15.87 

10.00 






638 

1988.0 

0.87 

Older Alluvium 

BHARATPUR 

Rupbas 

Ibrahimpur 

SH 

26.9849 

77.6814 

65.30 











Older Alluvium 

BHARATPUR 

Rupbas 

KHAN SURAJPURA 

PIEZOMETER 

26.9726 

77.6373 

152.00 

4.60 

0.63 






9900 

2588.0 


Older Alluvium 

BHARATPUR 

Rupbas 

KHANDOLI 

PIEZOMETER 

27.0208 

77.5208 

62.00 

6.00 

3.78 






2300 

177.0 

0.33 

Older Alluvium 

BHARATPUR 

Rupbas 

KHANWA 

PIEZOMETER 

27.0335 

77.5451 

75.00 

10.00 

6.05 






670 

43.0 

0.80 

Older Alluvium 

BHARATPUR 

Rupbas 

KHANWA 

PIEZOMETER 

27.0335 

77.5451 

65.00 

6.00 

2.52 






4100 

424.0 

0.80 

Older Alluvium 

BHARATPUR 

Rupbas 

KHATIPURA 

PIEZOMETER 

26.9911 

77.3764 

51.00 

10.00 

0.82 






5080 

1186.0 

0.70 

Older Alluvium 

BHARATPUR 

Rupbas 

Mahalpur Kachhi 

F.W 

26.9979 

77.5009 

127.70 

19.40 

2.00 






238 

241.0 

1.16 

Bhander Sandstone 

BHARATPUR 

Rupbas 

ROOPWAS 

PIEZOMETER 

26.9926 

77.5917 

120.00 

6.50 

10.08 









Bhander Sandstone 

BHARATPUR 

Rupbas 

ROOPWAS 

PIEZOMETER 

26.9926 

77.5917 

90.00 

17.00 

0.81 






4200 

823.0 

0.33 

Bhander Sandstone 

BHARATPUR 

Rupbas 

RUDAWAL 

PIEZOMETER 

26.9628 

77.4221 

87.00 

3.00 

10.08 






1260 

136.0 

0.36 

Older Alluvium 

BHARATPUR 

Rupbas 

Rundal 

PZ 

26.9667 

77.4333 

96.50 

4.94 

0.67 

10.31 

0.06 




5890 

1051.0 

0.27 

Older Alluvium 

BHARATPUR 

Rupbas 

SINGHAWALI 

PIEZOMETER 

27.0128 

77.6106 

73.00 

3.05 

15.12 






3300 

818.0 

0.80 

Bhander Sandstone 

BHARATPUR 

Weir 

JAHAJ 

PIEZOMETER 

26.9652 

77.1297 

60.00 

12.00 

10.08 









Quartzite 

BHARATPUR 

Weir 

Jahaj (Devi Mandir) 

EW 

26.9667 

77.1250 

159.50 

25.20 

1.17 






600 

28.0 

0.30 

Quartzite 

BHARATPUR 

Weir 

NITHAR 

PIEZOMETER 

26.9666 

77.0388 

73.00 

35.00 

1.26 









Older Alluvium 

BHARATPUR 

Weir 

Nithar 

EW 

26.9583 

77.0417 

160.20 

83.00 

5.00 






935 


0.98 

Older Alluvium 

BHARATPUR 

Weir 

Teohari (Umrein) 

EW 

26.9564 

77.2519 

147.09 

12.50 

3.67 






1390 


1.75 

Older Alluvium 

BHARATPUR 

Weir 

VALLABGARH 

PIEZOMETER 

26.9686 

77.0830 

117.00 

18.00 

10.46 









Older Alluvium 

DAUSA 

Mahwa 

KHEDLA 

PIEZOMETER 

26.9093 

76.9779 

57.00 

2.50 

1.96 






640 

43.0 

0.32 

Older Alluvium 

DAUSA 

Mahwa 

Talchidi 

PZ 

26.9167 

77.0167 

72.20 

26.41 

0.25 






6450 


15.00 

Older Alluvium 






































































































































































































































































































































































































































































































































































































































































District 

Block 

Village 

Type 
of Well 

Coordinate 

Latitude 

Longitude 

DAUSA 

Sikrai 

Lanka-I 

EW 

26.7786 

76.5701 

DAUSA 

Sikrai 

Lanka-li 

EW 

26.7786 

76.5701 

DHAULPUR 

Dhaulpur 

Baretha Kalan 

PZ 

26.8918 

77.9327 

DHAULPUR 

Dhaulpur 

BASI NAWAB 

PIEZOMETER 

26.8991 

77.8126 

DHAULPUR 

Dhaulpur 

MALONI 

PIEZOMETER 

26.9050 

77.7402 

DHAULPUR 

Dhaulpur 

MANIA 

PIEZOMETER 

26.8194 

77.9194 

DHAULPUR 

Dhaulpur 

Mania 

SH 

26.8333 

77.9167 

DHAULPUR 

Dhaulpur 

Mania 

PZ 

26.8333 

77.9167 

DHAULPUR 

Dhaulpur 

Pipehara 

PZ 

26.8917 

77.7750 

DHAULPUR 

Dhaulpur 

Piphera 

SH 

26.8833 

77.7667 

DHAULPUR 

Dhaulpur 

Rajora Kalan 

EW 

26.8428 

77.7604 

DHAULPUR 

Dhaulpur 

Shalakapura 

SH 

26.9000 

77.9167 

DHAULPUR 

Rajakhera 

KHERLI 

PIEZOMETER 

26.8216 

77.9943 

DHAULPUR 

Rajakhera 

MANGROL 

PIEZOMETER 

26.8100 

77.9622 

DHAULPUR 

Rajakhera 

Maraina 

PZ 

26.8099 

78.0343 

DHAULPUR 

Rajakhera 

NADAULI 

PIEZOMETER 

26.8639 

78.0806 

DHAULPUR 

Rajakhera 

RAJAKHERA 

PIEZOMETER 

26.9019 

78.1495 

DHAULPUR 

Rajakhera 

Rajakhera 

EW 

26.9000 

78.1667 

DHAULPUR 

Rajakhera 

Rajakhera 

PZ 

26.9000 

78.1667 

DHAULPUR 

Rajakhera 

RANCHORPURA 

PIEZOMETER 

26.8694 

78.1986 

DHAULPUR 

Rajakhera 

Sikronda 

PZ 

26.9333 

78.1375 

DHAULPUR 

Rajakhera 

VIDHYAPURA 

PIEZOMETER 

26.8219 

78.0160 

KARAULI 

Hindaun 

CHINAITA 

EXP LO RATO RY_W ELL 

26.7445 

77.1494 

KARAULI 

Hindaun 

DEDROLI 

PIEZOMETER 

26.6564 

77.0347 

KARAULI 

Hindaun 

Hindaun 

PZ 

26.7004 

77.0342 

KARAULI 

Hindaun 

JAT NANGLA 

PIEZOMETER 

26.7667 

77.0919 

KARAULI 

Hindaun 

KATKAR 

PIEZOMETER 

26.6361 

76.9750 

KARAULI 

Hindaun 

KOTRA 

PIEZOMETER 

26.6013 

77.0724 

KARAULI 

Hindaun 

KYARDA 

PIEZOMETER 

26.8160 

77.0261 

KARAULI 

Hindaun 

MAHU IBRAHIMPUR 

PIEZOMETER 

26.8146 

77.0039 

KARAULI 

Hindaun 

PATAUNDA 

PIEZOMETER 

26.6875 

76.9783 

KARAULI 

Hindaun 

Sanet 

EW 

26.6672 

76.9587 

KARAULI 

Hindaun 

Shri Mahavirji 

EW 

26.6925 

76.9155 

KARAULI 

Hindaun 

Shri Mahavirji 

PZ 

26.6925 

76.9155 

KARAULI 

Hindaun 

SIKRAUDA MEENA 

PIEZOMETER 

26.7173 

76.9960 

KARAULI 

Hindaun 

Suroth 

EW 

26.8167 

77.1500 

KARAULI 

Hindaun 

Suroth 

PZ 

26.8167 

77.1500 

KARAULI 

Hindaun 

Tibara 

PZ 

26.8361 

77.0083 

KARAULI 

Karauli 

BINEGA 

EXP LO RATO RY_W ELL 

26.5269 

77.1037 

KARAULI 

Karauli 

KARAULI 

PIEZOMETER 

26.5000 

77.0333 

KARAULI 

Karauli 

KONDAR 

PIEZOMETER 

26.5503 

77.0940 

KARAULI 

Karauli 

Mahu 

SH 

26.4426 

77.1095 

KARAULI 

Karauli 

MASALPUR 

PIEZOMETER 

26.6417 

77.2333 

KARAULI 

Karauli 

RAMPURA 

EXP LO RATO RY_W ELL 

26.6211 

77.1339 

KARAULI 

Nadoti 

AMLIPURA 

PIEZOMETER 

26.7626 

76.7141 

KARAULI 

Nadoti 

ANDHIYA KHERA 

EXP LO RATO RY_W ELL 

26.7663 

76.7397 

KARAULI 

Nadoti 

BARDALA 

EXP LO RATO RY_W ELL 

26.6741 

76.6830 

KARAULI 

Nadoti 

BARDALI 

PIEZOMETER 

26.6681 

76.6839 

KARAULI 

Nadoti 

GARH KHERA 

PIEZOMETER 

26.6835 

76.6021 

KARAULI 

Nadoti 

GARHKHERA 

EXP LO RATO RY_W ELL 

26.6786 

76.6089 

KARAULI 

Nadoti 

GOTHIA-KA-PURA 

PIEZOMETER 

26.7402 

76.7000 


Total Depth 
Drilled 
(m bgl) 


Static 
Water 
Level 
(m bgl) 


Discharge 

dps) 


Drawdown 

(m) 


Specific 

Capacity 

Specific 

Transmi¬ 

Storage 

(Discharge - 

Yield 

ssivity 

Coeffcient 

Drawdown) 

(Sy) 

(T) 

(S) 

Ips/m 





Chemical Quality 


u/cm at 

25 <C ( m 9/l) (mg/I) 


Hydrogeological Unit 





5.40 

1.26 

34.50 

18.90 

17.22 

0.14 

7.30 

6.30 

12.00 

1.01 

14.00 

1.01 

15.00 

3.15 

12.30 

1.01 

19.80 

1.26 


940 

36.0 

2165 

426.0 

30000 

8627.0 

1415 

234.0 


950 

28.0 

240 

21.0 

1230 

121.0 

460 

21.0 

1150 

43.0 

480 

35.0 

1220 

106.0 

4900 

1071.0 

1500 

142.0 

985 

82.0 

2505 

440.0 

1620 

78.0 

5600 

1347.0 

1110 

57.0 

1170 

50.0 

11560 

2485.0 

830 

128.0 

580 

35.0 

1460 

99.0 

4045 

607.0 

530 

36.0 

720 

28.0 

740 

85.0 


Quartzite 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


15000 

2679.0 

2.40 

2100 

291.0 

4.28 

1350 

206.0 

1.08 


loider Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 





































































































































































































































































































































































































































































































































































































































































































































Coordinate 


Chemical Quality 


District 

Block 

Village 

Type 
of Well 

Coordinate 

Total Depth 
Drilled 
(m bgl) 

Static 
Water 
Level 
(m bgl) 

Discharge 

dps) 

Drawdown 

(m) 

Specific 
Capacity 
(Discharge - 
Drawdown) 
Ips/m 

Specific 

Yield 

(Sy) 

Transmi¬ 

ssivity 

(T) 

Storage 

Coeffcient 

(S) 

Chemical Quality 

Hydrogeological Unit 

Latitude 

Longitude 

EC 

p/cm at 
25 °C 

Cl' 1 

(mg/I) 

F' 1 

(mg/I) 

KARAULI 

Nadoti 

KEMLA 

EXP LO RATO RY_W ELL 

26.6680 

76.8418 

50.00 

18.00 

3.15 






2760 

284.0 


Older Alluvium 

KARAULI 

Nadoti 

KEMLA 

OBSERVATIONWELL 

26.6680 

76.8418 

30.00 

18.00 







3220 

232.0 


Older Alluvium 

KARAULI 

Nadoti 

KEMRI 

EXP LO RATO RY_W ELL 

26.7103 

76.7684 

100.00 

8.10 

0.88 






7680 

2020.0 

2.00 

Older Alluvium 

KARAULI 

Nadoti 

LALSAR 

EXP LO RATO RY_W ELL 

26.7627 

76.6028 

70.00 

11.75 

10.00 









Quartzite 

KARAULI 

Nadoti 

Nandoli 

EW 

26.7000 

76.7000 

36.15 

4.96 

0.05 






11120 

1879.0 


Older Alluvium 

KARAULI 

Nadoti 

Nandoli 

PZ 

26.7000 

76.7000 

31.70 

5.07 

0.33 

18.43 

0.02 




3790 

501.0 

4.00 

Older Alluvium 

KARAULI 

Nadoti 

RALAYATA 

EXP LO RATO RY_W ELL 

26.7252 

76.8262 

85.00 

16.10 

0.13 









Older Alluvium 

KARAULI 

Nadoti 

SALAVAD 

EXP LO RATO RY_W ELL 

26.6847 

76.6385 

100.00 

5.00 

3.13 






4485 

348.0 


Older Alluvium 

KARAULI 

Nadoti 

SALAVAD 

OBSERVATIONWELL 

26.6847 

76.6385 

45.00 

5.00 










Older Alluvium 

KARAULI 

Nadoti 

SOP 

OBSERVATIONWELL 

26.6299 

76.7595 

46.00 

8.10 

0.38 






8300 

8657.0 


Older Alluvium 

KARAULI 

Nadoti 

SOP 

EXP LO RATO RY_W ELL 

26.6299 

76.7595 

125.00 

8.00 

2.52 






4600 

608.0 


Older Alluvium 

KARAULI 

Nadoti 

Sop 

EW 

26.6374 

76.7560 

45.43 

14.62 

0.05 






10150 

4425.0 


Older Alluvium 

KARAULI 

Nadoti 

TIMAWA GHATOLI 

EXP LO RATO RY_W ELL 

26.7866 

76.7155 

70.00 

12.00 

3.78 






1322 

85.0 


Older Alluvium 

KARAULI 

Sapotra 

BHANKRI 

PIEZOMETER 

26.4531 

77.1443 

90.00 

15.10 

1.01 






330 

21.0 

0.48 

Bhander Sandstone 

KARAULI 

Sapotra 

KURGAON 

PIEZOMETER 

26.4583 

76.8556 

50.00 

7.00 

0.13 

10.00 

0.01 




1700 

71.0 

0.26 

Older Alluvium 

KARAULI 

Sapotra 

LANGRA 

PIEZOMETER 

26.4014 

77.1343 

80.00 

35.00 

1.01 






250 

14.0 

0.64 

Bhander Sandstone 

KARAULI 

Sapotra 

LANGRA 

EXP LO RATO RY_W ELL 

26.3938 

77.1388 

201.00 

12.30 

1.26 

8.00 

0.16 




830 

121.0 

0.62 

Bhander Sandstone 

KARAULI 

Todabhim 

LAP AO LI 

PIEZOMETER 

26.8007 

76.9086 

70.00 

20.40 

2.52 






2000 

128.0 

5.92 

Older Alluvium 

KARAULI 

Todabhim 

Mundia 

EW 

26.8333 

76.9167 

67.70 


6.00 






10585 

2698.0 

1.20 

Older Alluvium 

KARAULI 

Todabhim 

Nangal Pahari 

PZ 

26.7995 

76.8599 

40.65 

12.82 

2.50 

19.20 

0.13 




16500 

4012.0 

0.50 

Older Alluvium 

SAWAI MADHOPUR 

Gangapur 

KUSHAW 

PIEZOMETER 

26.5908 

76.9250 

40.25 

20.00 

0.25 

8.00 

0.03 




1700 

128.0 

2.02 

Older Alluvium 

SAWAI MADHOPUR 

Gangapur 

SEWA 

PIEZOMETER 

26.5233 

76.8420 

65.00 

8.00 

0.76 






4150 

681.0 

0.80 

Older Alluvium 

SAWAI MADHOPUR 

Gangapur 

WAZIRPUR 

PIEZOMETER 

26.5708 

76.8833 

52.00 

24.00 

0.63 






1880 

106.0 

1.40 

Older Alluvium 

River Basin: Ghaggar 

Sub Basin: Ghaggar 

GANGANAGAR 

Anupgarh 

Anupgarh 

EW 

29.2000 

73.2167 

168.00 

18.67 

4.25 

12.68 

0.34 


535.00 

0.00 

671 

17.0 

0.10 

Younger Alluvium 

GANGANAGAR 

Anupgarh 

Anupgarh 

SH 

29.2000 

73.2167 

543.00 








10625 

3900.0 


Younger Alluvium 

GANGANAGAR 

Anupgarh 

ANUPSHAHAR 

OBSERVATIONWELL 

29.1878 

73.2475 

55.00 

16.00 

3.15 






2000 

9.0 

0.60 

Younger Alluvium 

GANGANAGAR 

Anupgarh 

BIJAYNAGAR 

PIEZOMETER 

29.2422 

73.5256 

75.00 

13.00 

1.51 






26300 

11080.0 

2.40 

Younger Alluvium 

GANGANAGAR 

Anupgarh 

Sri Vijaynagar 

EW 

29.2418 

73.5158 

124.00 

18.55 

20.00 

5.41 

3.70 


555.00 

0.01 

5548 

1328.0 

0.10 

Younger Alluvium 

GANGANAGAR 

Raisinghnagar 

Kharwali 

EW 

29.4614 

73.5556 

153.00 











Younger Alluvium 

GANGANAGAR 

Suratgarh 

Hanumanji Khejri 

PZ 

29.3333 

73.9000 

38.00 

26.34 







26776 

8396.0 


Younger Alluvium 

GANGANAGAR 

Suratgarh 

HARISINGHPURA 

PIEZOMETER 

29.3611 

73.7722 

100.00 

21.00 

3.78 









Younger Alluvium 

GANGANAGAR 

Suratgarh 

Kishanpura 

PZ 

29.2389 

73.9670 

149.32 

37.02 







21924 

5887.0 

3.00 

Younger Alluvium 

GANGANAGAR 

Suratgarh 

Manaktheri 

SH 

29.3050 

73.8153 

153.00 











Younger Alluvium 

GANGANAGAR 

Suratgarh 

Rangmahal-I 

PZ 

29.3042 

73.9659 

35.00 

2.95 







18033 

4899.0 


Younger Alluvium 

GANGANAGAR 

Suratgarh 

SURATGARH 

PIEZOMETER 

29.3206 

73.9089 

75.00 

7.00 

1.51 






15750 

6495.0 

1.60 

Younger Alluvium 

GANGANAGAR 

Suratgarh 

Suratgarh 

EW 

29.3173 

73.9174 

195.38 








14875 

4800.0 


Younger Alluvium 

GANGANAGAR 

Suratgarh 

Suratgarh 

EW 

29.3173 

73.9174 

217.32 








16984 

5750.0 


Younger Alluvium 

GANGANAGAR 

Suratgarh 

Suratgarh 

SH 

29.3173 

73.9174 

40.00 








30501 

90.7 

3.10 

Younger Alluvium 

GANGANAGAR 

Suratgarh 

Suratgarh 

PZ 

29.3173 

73.9174 

90.11 

26.00 







31570 

10878.0 


Younger Alluvium 

GANGANAGAR 

Suratgarh 

Ursar 

EW 

29.2105 

73.7110 

150.00 

27.18 

7.22 

3.79 

1.90 


723.00 

0.02 

13403 

3774.0 

1.93 

Younger Alluvium 

HANUMANGARH 

Hanumangarh 

2 Pbn 

EW 

29.5430 

74.1537 

180.70 

25.43 

4.17 

3.84 

1.09 




760 

21.0 

1.85 

Younger Alluvium 

HANUMANGARH 

Hanumangarh 

2 Pbn 

EW 

29.5430 

74.1537 

180.70 

25.43 

4.17 

3.84 

1.09 




760 

21.0 

1.85 

Younger Alluvium 

HANUMANGARH 

Hanumangarh 

Dabli 

EW 

29.5600 

74.1867 

199.00 

18.50 

2.08 

4.25 

0.49 




2790 

518.0 

0.86 

Younger Alluvium 

HANUMANGARH 

Hanumangarh 

HANUMANGARH TOWN 

PIEZOMETER 

29.6073 

74.2892 

70.00 

12.00 

3.78 






4360 

34.4 

4.40 

Younger Alluvium 

HANUMANGARH 

Hanumangarh 

Hanumangarh Town (Ow) 

OW 

29.6092 

74.2893 

123.00 

17.50 

6.67 









Younger Alluvium 

HANUMANGARH 

Hanumangarh 

Hanumangarh Town 

EW 

29.5806 

74.3361 

189.30 

16.98 

18.33 

2.12 

8.65 




1240 

114.0 

0.26 

Younger Alluvium 

HANUMANGARH 

Hanumangarh 

Hanumangarh 

EW 

29.5833 

74.3167 

120.00 

10.32 

2.90 

7.23 

0.40 


1557.00 

0.00 

880 

54.0 

0.24 

Younger Alluvium 

HANUMANGARH 

Hanumangarh 

Housing Board, Hanumangarh 

EW 

29.6111 

74.2722 

192.60 

20.22 

11.67 

2.66 

4.39 




1590 

270.0 

0.85 

Younger Alluvium 

HANUMANGARH 

Hanumangarh 

Kalibanga 

PZ 

29.4676 

74.1325 

201.00 

21.28 

2.67 






16820 


0.48 

Younger Alluvium 





































































































































































































































































































































































































































































































































































































































































Coordinate 


Chemical Quality 


District 

Block 

Village 

Type 
of Well 

Coordinate 

Total Depth 
Drilled 
(m bgl) 

Static 
Water 
Level 
(m bgl) 

Discharge 

dps) 

Drawdown 

(m) 

Specific 
Capacity 
(Discharge - 
Drawdown) 
Ips/m 

Specific 

Yield 

(Sy) 

Transmi¬ 

ssivity 

(T) 

Storage 

Coeffcient 

(S) 

Chemical Quality 

Hydrogeological Unit 

Latitude 

Longitude 

EC 

p/cm at 
25 °C 

cr 1 

(mg/l) 

F 1 

(mg/l) 

HANUMANGARH 

Hanumangarh 

Kohla 

SH 

29.5516 

74.3260 












Younger Alluvium 

HANUMANGARH 

Hanumangarh 

NAURANGDASER 

OBSERVATIONWELL 

29.3942 

74.3713 

50.00 

5.00 

3.15 






20000 

156.6 


Younger Alluvium 

HANUMANGARH 

Hanumangarh 

Naurangdesar 

PZ 

29.4000 

74.3667 

120.00 

17.95 










Younger Alluvium 

HANUMANGARH 

Hanumangarh 

NAWAN 

OBSERVATIONWELL 

29.6514 

74.3471 

66.00 

17.00 

3.78 






4600 

26.6 

1.64 

Younger Alluvium 

HANUMANGARH 

Hanumangarh 

R.A.U. Sub-Station, Hanumangarh 

PZ 

29.6122 

74.2986 

186.70 

16.24 

15.00 






14170 

5325.0 

0.56 

Younger Alluvium 

HANUMANGARH 

Hanumangarh 

Roorawali 

EW 

29.6629 

74.3056 

199.40 

18.40 

16.67 

1.60 

10.42 




1640 

241.0 

1.09 

Younger Alluvium 

HANUMANGARH 

Hanumangarh 

Satipura 

EW 

29.6250 

74.3250 

199.00 

13.41 

10.83 

6.67 

1.62 




1100 

128.0 

0.65 

Younger Alluvium 

HANUMANGARH 

Hanumangarh 

Satipura 

SH 

29.6250 

74.3250 












Younger Alluvium 

HANUMANGARH 

Hanumangarh 

Sawan Colony, Hanumangarh 

EW 

29.6139 

74.3083 

199.40 

18.08 

13.33 

2.81 

4.74 




840 

21.0 

0.36 

Younger Alluvium 

HANUMANGARH 

Pilibanga 

23 Stg 

EW 

29.4944 

74.1194 

199.10 

22.42 

1.67 

1.98 

0.84 




880 

75.0 

0.40 

Younger Alluvium 

HANUMANGARH 

Pilibanga 

23 Stg 

EW 

29.4944 

74.1194 

199.11 

22.42 

1.67 

1.98 

0.84 




880 

75.0 

0.40 

Younger Alluvium 

HANUMANGARH 

Pilibanga 

Amarpura Rathan 

EW 

29.4046 

73.9841 

180.00 

12.80 

6.67 






720 

36.0 

1.18 

Younger Alluvium 

HANUMANGARH 

Pilibanga 

Amarpura Rathan 

EW 

29.4046 

73.9841 

180.00 

4.00 










Younger Alluvium 

HANUMANGARH 

Pilibanga 

Baropal 

EW 

29.5056 

74.0465 

155.00 

6.13 

33.33 

4.86 

6.86 


1392.00 

2.8E-09 

26131 

9504.0 

0.68 

Younger Alluvium 

HANUMANGARH 

Pilibanga 

Baropal 

PZ 

29.5056 

74.0465 

135.00 











Younger Alluvium 

HANUMANGARH 

Pilibanga 

Chakhli 

EW 

29.4676 

74.0500 

190.50 

43.52 

4.80 

6.63 

0.72 




18781 

6000.0 


Younger Alluvium 

HANUMANGARH 

Pilibanga 

Chakhli 

EW 

29.4676 

74.0500 

205.43 








21328 

6100.0 


Younger Alluvium 

HANUMANGARH 

Pilibanga 

Jhakranwali 

EW 

29.3378 

74.2159 

91.44 








49219 

12000.0 


Younger Alluvium 

HANUMANGARH 

Pilibanga 

Pilibanga 

EW 

29.4833 

74.0667 

250.67 

21.28 

2.02 

7.36 

0.27 


1580.00 

0.02 

3040 

639.0 

0.24 

Younger Alluvium 

HANUMANGARH 

Pilibanga 

PREMPURA 

OBSERVATIONWELL 

29.4694 

74.0125 

50.00 

13.00 

5.04 






2500 

8.6 

5.76 

Younger Alluvium 

HANUMANGARH 

Pilibanga 

Shivpura-I 

EW 

29.4500 

73.9500 

198.42 

36.88 

7.45 

5.94 

1.25 




17656 

6400.0 


Younger Alluvium 

HANUMANGARH 

Pilibanga 

Shivpura-li 

EW 

29.4500 

73.9500 

85.39 











Younger Alluvium 

HANUMANGARH 

Tibi 

BASEER 

PIEZOMETER 

29.6585 

74.5029 

120.00 

3.00 

9.45 






8300 

980.0 


Younger Alluvium 

HANUMANGARH 

Tibi 

Basheer 

EW 

29.6687 

74.4864 

190.10 

11.09 

14.67 

3.92 

3.74 




1170 

2.0 

1.08 

Younger Alluvium 

HANUMANGARH 

Tibi 

Daulatpura 

EW 

29.6500 

74.4642 

200.00 

16.40 

10.00 






1035 


1.42 

Younger Alluvium 

HANUMANGARH 

Tibi 

Daulatpura 

OW 

29.6500 

74.4642 

200.00 

16.40 

10.00 






1035 


1.42 

Younger Alluvium 

HANUMANGARH 

Tibi 

Naiwala 

EW 

29.6116 

74.5691 

187.10 

13.20 

14.17 

5.57 

2.54 




2800 

327.0 

0.42 

Younger Alluvium 

HANUMANGARH 

Tibi 

Naiwala 

PZ 

29.6116 

74.5691 

185.80 

13.20 

13.75 






745 


0.64 

Younger Alluvium 

HANUMANGARH 

Tibi 

Panniwali (Ow) 

OW 

29.6000 

74.4333 

87.00 

14.15 

13.75 









Younger Alluvium 

HANUMANGARH 

Tibi 

Panniwali 

EW 

29.6000 

74.4333 

199.40 

13.07 

7.33 






2510 

362.0 

0.71 

Younger Alluvium 

HANUMANGARH 

Tibi 

Panniwali 

EW 

29.6000 

74.4333 

199.40 

4.40 










Younger Alluvium 

HANUMANGARH 

Tibi 

Panniwali 

OW 

29.6000 

74.4333 

199.40 

8.25 










Younger Alluvium 

HANUMANGARH 

Tibi 

Pir Kamaria 

EW 

29.5188 

74.4472 

200.00 

13.60 

25.00 






1520 


0.42 

Younger Alluvium 

HANUMANGARH 

Tibi 

Pir Kamaria 

OW 

29.5188 

74.4472 

200.00 

14.30 

5.00 






1300 


0.61 

Younger Alluvium 

HANUMANGARH 

Tibi 

Suresala 

EW 

29.5927 

74.5463 

256.40 

3.33 

30.00 

14.60 

2.05 


1116.00 


1287 

73.0 

1.17 

Younger Alluvium 

HANUMANGARH 

Tibi 

TIBBI 

OBSERVATIONWELL 

29.5562 

74.5044 

60.00 

10.00 

5.04 






1050 

3.0 

5.20 

Younger Alluvium 

HANUMANGARH 

Tibi 

Tibbi 

EW 

29.5701 

74.5000 

192.40 

14.50 

18.33 






1190 

50.0 

0.59 

Younger Alluvium 

HANUMANGARH 

Tibi 

Tibbi 

EW 

29.5701 

74.5000 

192.40 

11.00 










Younger Alluvium 

HANUMANGARH 

Tibi 

Tibbi 

PZ 

29.5701 

74.5000 

141.20 

10.15 

20.00 






1210 

163.0 

0.56 

Younger Alluvium 

River Basin: Luni 

Sub Basin: Bandi 

JALORE 

Bhinmal 

DASPA 

PIEZOMETER 

25.1298 

72.2417 

102.00 

40.00 

5.04 









Younger Alluvium 

JALORE 

Bhinmal 

LEDERMAR 

PIEZOMETER 

25.0672 

72.3561 

53.50 











Older Alluvium 

JALORE 

Bhinmal 

NARTA 

PIEZOMETER 

25.0902 

72.2623 

76.00 











Older Alluvium 

JALORE 

Bhinmal 

NARTA 

PIEZOMETER 

25.0902 

72.2623 

90.00 











Older Alluvium 

JALORE 

Bhinmal 

NARTA (BHAGAL SEPTA) 

PIEZOMETER 

25.0893 

72.2575 

90.00 











Older Alluvium 

JALORE 

Jaswantpura 

GOLANA 

PIEZOMETER 

24.8406 

72.4578 

57.00 

7.00 

0.25 






900 

330.0 

2.80 

Jalore Granite 

JALORE 

Jaswantpura 

KHANPUR-I 

PIEZOMETER 

25.0245 

72.3388 

57.00 

8.00 

0.04 






5000 

1478.0 

1.08 

Jalore Granite 

JALORE 

Jaswantpura 

KHANPUR-II 

PIEZOMETER 

25.0301 

72.3396 

105.00 











Jalore Granite 

JALORE 

Jaswantpura 

KHANPUR-II 

PIEZOMETER 

25.0301 

72.3396 

24.00 

10.00 

1.26 






5000 

1448.0 

1.08 

Jalore Granite 

SIROHI 

Sirohi 

KAKENDRA 

PIEZOMETER 

24.8025 

72.5974 

80.00 

5.00 

0.38 






660 

99.0 

1.10 

Jalore Granite 































































































































































































































































































































































































































































































































































































































Coordinate 


Chemical Quality 


District 

Block 

Village 

Type 
of Well 

Coordinate 

Total Depth 
Drilled 
(m bgl) 

Static 
Water 
Level 
(m bgl) 

Discharge 

dps) 

Drawdown 

(m) 

Specific 
Capacity 
(Discharge - 
Drawdown) 
Ips/m 

Specific 

Yield 

(Sy) 

Transmi¬ 

ssivity 

(T) 

Storage 

Coeffcient 

(S) 

Chemical Quality 

Hydrogeological Unit 

Latitude 

Longitude 

EC 

p/cm at 
25 °C 

Cl' 1 

(mg/I) 

F' 1 

(mg/I) 

SIROHI 

Sirohi 

MADIA 

PIEZOMETER 

24.8739 

72.5418 

65.00 

4.00 

5.67 






700 

77.0 

1.20 

Jalore Granite 

SIROHI 

Sirohi 

POSINTRA 

PIEZOMETER 

24.8169 

72.5782 

26.00 

11.28 

0.38 






1950 

445.0 


Jalore Granite 

SIROHI 

Sirohi 

SILDAR 

PIEZOMETER 

24.7972 

72.5000 

39.00 

19.00 

0.13 






1170 

172.0 

2.40 

Jalore Granite 

SIROHI 

Sirohi 

SILDHAR 

PIEZOMETER 

24.7963 

72.4996 

50.00 

4.00 

4.20 






1060 

177.0 

2.80 

Jalore Granite 

Sub Basin: Bandi (Hemawas) 1 

PALI 

Marwar Junction 

AANGDOSH 

PIEZOMETER 

25.6417 

73.6750 

40.00 

21.29 

5.04 






1350 

135.0 

2.00 

Phyllite & Schist 

PALI 

Marwar Junction 

BALI 

PIEZOMETER 

25.7682 

73.6952 

30.00 

19.00 

0.56 






3045 

1106.0 

0.40 

Phyllite & Schist 

PALI 

Marwar Junction 

BARSA 

PIEZOMETER 

25.6768 

73.5479 

20.87 

1.80 








1319.0 

■H 

Erinpura Granite 

PALI 

Marwar Junction 

KANTALIA 

EXP LO RATO RY_W ELL 

25.7895 

73.8334 

60.00 

11.91 

0.63 







397.0 

0.56 

Erinpura Granite 

PALI 

Marwar Junction 

KHARCHI 

PIEZOMETER 

25.7285 

73.5931 

61.00 

23.36 

0.13 







1830.0 

1.68 

Phyllite & Schist 

PALI 

Marwar Junction 

KHARCHI-I 

PIEZOMETER 

25.7326 

73.5924 

50.00 

12.00 

4.76 






1500 

140.0 

5.20 

Phyllite & Schist 

PALI 

Marwar Junction 

KHARCHI-II 

OBSERVATIONWELL 

25.7344 

73.5930 

30.00 

12.00 

0.42 






1500 

140.0 

5.20 

Phyllite & Schist 

PALI 

Marwar Junction 

KHARDI 

PIEZOMETER 

25.7875 

73.5288 

45.00 

10.00 

3.78 






4900 

1404.0 

4.40 

Phyllite & Schist 

PALI 

Marwar Junction 

KHARDI 

OBSERVATIONWELL 

25.7875 

73.5288 

45.00 

10.00 

3.78 






4900 

1404.0 

4.40 

Phyllite & Schist 

PALI 

Marwar Junction 

MANDA 

PIEZOMETER 

25.7594 

73.7453 

70.00 

35.14 

0.13 







461.0 

2.80 

Older Alluvium 

PALI 

Marwar Junction 

MARWAR JUNCTION-1 

PIEZOMETER 

25.7229 

73.6070 

50.00 

9.00 

4.76 






3850 

214.0 

108.00 

Phyllite & Schist 

PALI 

Marwar Junction 

MARWAR JUNCTION-1 1 

OBSERVATIONWELL 

25.7213 

73.6061 

31.55 

9.00 

1.26 






3850 

214.0 

108.00 

Phyllite & Schist 

PALI 

Marwar Junction 

NIMLI-I 

PIEZOMETER 

25.7170 

73.7520 

62.00 

10.20 

3.15 






1440 

146.0 

10.90 

Older Alluvium 

PALI 

Marwar Junction 

PHULAD 

OBSERVATIONWELL 

25.6357 

73.8117 

32.00 

4.60 

1.13 






770 

37.0 

1.60 

Erinpura Granite 

PALI 

Marwar Junction 

Rad was-1 

EW 

25.6426 

73.6934 

36.00 











Phyllite & Schist 

PALI 

Marwar Junction 

Radwas-li 

EW 

25.6407 

73.6954 

153.00 

14.25 

1.67 









Phyllite & Schist 

PALI 

Marwar Junction 

RANAWAS 

PIEZOMETER 

25.6677 

73.7249 

52.00 

24.20 







3000 

898.0 

10.40 

Older Alluvium 

PALI 

Marwar Junction 

RANAWAS 

PIEZOMETER 

25.6677 

73.7249 

67.00 

29.56 

0.13 







85.0 

0.88 

Older Alluvium 

PALI 

Pali 

PALI 

PIEZOMETER 

25.7791 

73.3232 

65.00 

12.84 

0.25 







390.0 

2.08 

Phyllite & Schist 

PALI 

Rohat 

DHARMADHARI 

PIEZOMETER 

25.8250 

73.1958 

30.00 

23.00 

1.26 









Erinpura Granite 

PALI 

Rohat 

JETPUR 

PIEZOMETER 

25.7958 

73.0482 

43.00 

5.00 

2.33 






1230 

197.0 

1.68 

Older Alluvium 

PALI 

Rohat 

KHARDA Kl DHANI 

PIEZOMETER 

25.8361 

73.2139 

66.00 

11.20 

2.52 






2670 

581.0 

4.80 

Erinpura Granite 

Sub Basin: Guhiya 1 

AJMER 

Jawaja 

JAWAJA 

PIEZOMETER 

25.9236 

74.1915 

100.00 

2.00 

3.78 






3800 

1010.0 

1.20 

Phyllite & Schist 

AJMER 

Jawaja 

JAWAJA 

PIEZOMETER 

25.9236 

74.1915 

60.00 

12.00 

3.78 






3200 

674.0 

1.90 

Phyllite & Schist 

AJMER 

Jawaja 

KHODMAL 

PIEZOMETER 

25.8317 

74.0444 

50.00 

25.00 

0.13 






1160 

103.0 

1.44 

Phyllite & Schist 

AJMER 

Jawaja 

TARAGARH 

PIEZOMETER 

25.8675 

74.1511 

50.00 

7.00 

1.89 






670 

43.0 

1.95 

Phyllite & Schist 

JODHPUR 

Bilara 

BARNA 

PIEZOMETER 

26.1197 

73.7724 

105.00 

70.00 

3.78 






6200 

1730.0 

1.12 

Bilara Limestone 

JODHPUR 

Bilara 

BINJWARIA 

PIEZOMETER 

26.1819 

73.7764 

100.00 

33.00 

12.60 






3700 


1.30 

Bilara Limestone 

JODHPUR 

Bilara 

HARIARA 

PIEZOMETER 

26.1108 

73.4936 

54.00 

30.00 

2.52 






18750 

6807.0 

7.20 

Older Alluvium 

JODHPUR 

Bilara 

HARSH. 

PIEZOMETER 

26.1491 

73.7498 

110.00 

80.00 







4909 

1135.0 

3.20 

Bilara Limestone 

JODHPUR 

Bilara 

Jeti 

SH 

26.0807 

73.6737 

91.44 








4460 



Bilara Limestone 

PALI 

Jaitaran 

AGEWA 

PIEZOMETER 

26.1542 

73.9283 

52.00 

29.00 







2000 

244.0 

7.60 

Older Alluvium 

PALI 

Jaitaran 

JANJANWAS 

PIEZOMETER 

26.1778 

73.8125 

52.00 

31.00 







4300 

920.0 

720.00 

Bilara Limestone 

PALI 

Marwar Junction 

Dadia 

EW 

25.8806 

73.7778 

190.00 

29.83 

1.08 

31.45 

0.03 




1190 

99.0 

0.80 

Phyllite & Schist 

PALI 

Marwar Junction 

JADAN-I 

PIEZOMETER 

25.8441 

73.4975 

22.00 

2.00 

6.30 






2550 

517.0 

1.03 

Phyllite & Schist 

PALI 

Marwar Junction 

JADAN-I 

OBSERVATIONWELL 

25.8441 

73.4975 

22.00 

2.00 

6.30 






2550 

517.0 

1.03 

Phyllite & Schist 

PALI 

Marwar Junction 

JADAN-II 

PIEZOMETER 

25.8466 

73.5074 

30.00 

2.00 

7.00 






1500 

133.0 

5.20 

Phyllite & Schist 

PALI 

Marwar Junction 

JADAN-I 11 

PIEZOMETER 

25.8470 

73.5000 

35.00 

1.90 

7.84 






1500 

133.0 

5.20 

Phyllite & Schist 

PALI 

Pali 

Sawania 

EW 

25.8592 

73.4337 

142.00 


0.13 






8530 

2450.0 

1.90 

Phyllite & Schist 

PALI 

Raipur 

BANSIA -1 

PIEZOMETER 

26.0260 

73.8982 

81.00 

12.00 

3.36 






2310 


0.64 

Phyllite & Schist 

PALI 

Raipur 

BANSIA-II 

OBSERVATIONWELL 

26.0256 

73.9081 

40.00 

13.00 

4.75 






3100 

354.0 

1.32 

Erinpura Granite 

PALI 

Raipur 

JUNTHA 

PIEZOMETER 

26.0281 

73.9824 

47.00 

9.00 

0.13 









Erinpura Granite 

PALI 

Raipur 

Kashalpura 

EW 

26.1000 

73.9500 

47.20 

35.27 

0.20 

3.50 

0.06 




1260 

50.0 


Erinpura Granite 

PALI 

Raipur 

KUSHALPURA 

PIEZOMETER 

26.0912 

73.9644 

63.00 

38.00 

0.50 






680 

50.0 

1.60 

Erinpura Granite 

PALI 

Raipur 

LEELAMBA 

PIEZOMETER 

26.0801 

73.9978 

56.00 

20.50 

3.64 






1000 

135.0 

2.80 

Erinpura Granite 


























































































































































































































































































































































































































































































































































































































































Coordinate 


Chemical Quality 


District 

Block 

Village 

Type 
of Well 

Coordinate 

Total Depth 
Drilled 
(m bgl) 

Static 
Water 
Level 
(m bgl) 

Discharge 

dps) 

Drawdown 

(m) 

Specific 
Capacity 
(Discharge - 
Drawdown) 
Ips/m 

Specific 

Yield 

(Sy) 

Transmi¬ 

ssivity 

(T) 

Storage 

Coeffcient 

(S) 

Chemical Quality 

Hydrogeological Unit 

Latitude 

Longitude 

EC 

p/cm at 
25 °C 

cr 1 

(mg/l) 

F 1 

(mg/l) 

PALI 

Raipur 

NOK 

PIEZOMETER 

26.0916 

73.8900 

139.00 

33.68 

15.96 






2500 

404.0 

0.80 

Phyllite & Schist 

PALI 

Raipur 

NOKH 

PIEZOMETER 

26.0909 

73.8941 

70.00 

58.80 

0.13 







369.0 

0.70 

Phyllite & Schist 

PALI 

Raipur 

PI PALI A KALLA 

PIEZOMETER 

26.0261 

73.9384 

60.00 

30.99 

0.25 







993.0 

0.40 

Erinpura Granite 

PALI 

Raipur 

RAIPUR 

PIEZOMETER 

26.0564 

74.0285 

66.00 

7.18 

0.25 







461.0 

17.20 

Gneisses 

PALI 

Raipur 

Rampura Kalan 

EW 

26.0551 

73.8749 

190.10 

25.15 

3.00 

13.30 

0.23 


279.90 


1960 

213.0 

2.39 

Phyllite & Schist 

PALI 

Raipur 

Rampura Kalan 

OW 

26.0551 

73.8749 

170.00 

25.50 

5.83 









Phyllite & Schist 

PALI 

Raipur 

SABALPURA 

PIEZOMETER 

25.9780 

73.9844 

61.00 

14.64 

0.25 







964.0 

1.92 

Gneisses 

PALI 

Rohat 

BANDAI 

PIEZOMETER 

25.8906 

73.1913 

96.00 

17.00 







22300 

10353.0 

7.00 

Erinpura Granite 

PALI 

Rohat 

Bhakriwala Gaon 

EW 

25.9772 

73.2786 

154.00 

7.40 

5.50 

11.44 

0.48 




4920 

1377.0 

5.11 

Phyllite & Schist 

PALI 

Rohat 

DHANASANI 

PIEZOMETER 

25.9167 

73.1333 

39.20 

2.87 







29100 



Younger Alluvium 

PALI 

Rohat 

DHANASANI 

PIEZOMETER 

25.9167 

73.1333 

39.20 

2.87 







5900 

1507.0 


Younger Alluvium 

PALI 

Rohat 

PADARLA 

PIEZOMETER 

25.8400 

73.2741 

50.00 

12.40 










Erinpura Granite 

PALI 

Rohat 

Rohit 

PZ 

25.9500 

73.1333 

28.80 

2.99 

1.67 






46940 

15812.0 


Younger Alluvium 

PALI 

Rohat 

SINGARI 

PIEZOMETER 

25.9490 

73.1270 

55.00 

3.00 

7.56 









Younger Alluvium 

PALI 

Rohat 

SONAI LAKHA 

PIEZOMETER 

25.8879 

73.0349 

42.00 

3.40 

1.89 






19200 

9361.0 


Younger Alluvium 

PALI 

Sojat 

AJITPURA 

PIEZOMETER 

25.9328 

73.5727 

65.00 

42.23 

0.63 







2142.0 

0.56 

Phyllite & Schist 

PALI 

Sojat 

AJITPURA 

PIEZOMETER 

25.9328 

73.5727 

65.00 

42.23 

0.63 







2142.0 

0.56 

Phyllite & Schist 

PALI 

Sojat 

BAGRI 

PIEZOMETER 

25.8990 

73.7965 

47.00 

10.50 

1.26 






550 

41.0 

1.32 

Phyllite & Schist 

PALI 

Sojat 

BAGRI 

PIEZOMETER 

25.8990 

73.7965 

62.00 

42.01 

0.25 







326.0 

4.00 

Phyllite & Schist 

PALI 

Sojat 

BEELAWAS 

OBSERVATIONWELL 

25.9455 

73.6115 

33.00 

3.15 

5.60 






360 

33.0 

0.32 

Phyllite & Schist 

PALI 

Sojat 

Bilawas 

EW 

25.9462 

73.6162 

157.00 

19.00 

3.67 

17.75 

0.21 




1270 

121.0 

8.89 

Phyllite & Schist 

PALI 

Sojat 

Bilawas 

OW 

25.9462 

73.6162 

140.00 

3.00 

1.00 






1020 

35.0 

8.84 

Phyllite & Schist 

PALI 

Sojat 

Chandawal 

EW 

26.0167 

73.8333 

28.35 











Phyllite & Schist 

PALI 

Sojat 

JUNPELAO 

PIEZOMETER 

26.0063 

73.4921 

68.00 

5.00 

5.04 






6250 

1773.0 

7.20 

Phyllite & Schist 

PALI 

Sojat 

JUNPELAO 

OBSERVATIONWELL 

26.0063 

73.4921 

68.00 

5.00 

5.04 






6250 

1773.0 

7.20 

Phyllite & Schist 

PALI 

Sojat 

KHARI NEEV 

OBSERVATIONWELL 

26.0383 

73.6777 

100.00 

12.00 

6.16 






10000 

413.0 

6.80 

Bilara Limestone 

PALI 

Sojat 

LADPURA 

PIEZOMETER 

25.9044 

73.9314 

47.00 

10.00 

0.19 









Erinpura Granite 

PALI 

Sojat 

MANDLA 

OBSERVATIONWELL 

25.9870 

73.7234 

40.00 

19.54 

5.04 






4700 

1300.0 

2.64 

Bilara Limestone 

PALI 

Sojat 

MANDLA 

PIEZOMETER 

25.9870 

73.7234 

70.00 

40.98 

0.19 







163.0 

2.68 

Bilara Limestone 

PALI 

Sojat 

NAYA GAON 

PIEZOMETER 

26.0696 

73.4709 

60.00 

4.60 

10.08 






5100 

1182.0 

2.64 

Older Alluvium 

PALI 

Sojat 

Rai Ko Ki Dhani 

EW 

25.9078 

73.8092 

93.00 


0.67 

32.65 

0.02 




2390 

327.0 

3.40 

Phyllite & Schist 

PALI 

Sojat 

RENDRI-I 

OBSERVATIONWELL 

25.8638 

73.6609 

62.50 

8.50 

3.15 






1800 

146.0 

4.00 

Phyllite & Schist 

PALI 

Sojat 

ROONDIA 

PIEZOMETER 

26.0334 

73.7240 

49.00 











Bilara Limestone 

PALI 

Sojat 

SANDIA 

PIEZOMETER 

25.9873 

73.8094 

61.00 

22.77 

0.63 







2695.0 

0.32 

Phyllite & Schist 

PALI 

Sojat 

Sardar Pura 

EW 

25.9502 

73.7301 

68.00 

31.65 

6.87 

3.47 

1.98 


834.28 


4570 

1065.0 

2.70 

Phyllite & Schist 

PALI 

Sojat 

Sardar Samand 

EW 

25.9465 

73.3900 

9.45 











Phyllite & Schist 

PALI 

Sojat 

SARDARSAMAND 

PIEZOMETER 

25.9751 

73.3841 

70.00 

3.00 

0.07 






14500 

4290.0 

5.70 

Phyllite & Schist 

PALI 

Sojat 

SOJAT ROAD 

PIEZOMETER 

25.8643 

73.7497 

50.00 

29.10 

5.04 






1600 

255.0 

1.20 

Phyllite & Schist 

PALI 

Sojat 

SOJAT ROAD 

PIEZOMETER 

25.8643 

73.7497 

85.00 

31.92 

0.13 







156.0 

0.96 

Phyllite & Schist 

PALI 

Sojat 

Suryata-I 

PW 

25.9250 

73.5261 

132.00 

35.10 

3.67 






6200 

1938.0 

2.09 

Phyllite & Schist 

PALI 

Sojat 

Suryata-li 

PW 

25.9250 

73.5261 

81.00 

29.30 

7.50 






1610 

280.0 

2.56 

Phyllite & Schist 

RAJSAMAND 

Bhim 

SAROTH 

PIEZOMETER 

25.9192 

74.2339 

56.00 

35.94 

0.08 






2300 

425.0 

1.33 

Phyllite & Schist 

Sub Basin: Jawai 1 

ALWAR 

Tijara 

KHANPUR 

PIEZOMETER 

28.1796 

76.8147 

35.00 

10.50 

6.02 






870 

77.0 


Older Alluvium 

ALWAR 

Tijara 

KHANPUR 

PIEZOMETER 

28.1796 

76.8147 

53.00 

10.50 

6.02 






840 

77.0 


Older Alluvium 

JALORE 

Ahore 

AGAWARI 

PIEZOMETER 

25.3345 

72.8885 

64.00 











Younger Alluvium 

JALORE 

Ahore 

AGWARI (JONA) 

PIEZOMETER 

25.3345 

72.8885 

80.00 

40.00 

1.89 






1950 

425.0 

1.92 

Younger Alluvium 

JALORE 

Ahore 

AHORE 

PIEZOMETER 

25.3826 

72.7973 

71.00 











Older Alluvium 

JALORE 

Ahore 

AHORE 

PIEZOMETER 

25.3826 

72.7973 

70.00 

30.00 

2.52 









Older Alluvium 

JALORE 

Ahore 

AHORE-T/W NO. II 

PIEZOMETER 

25.3826 

72.7973 

75.00 











Older Alluvium 

JALORE 

Ahore 

Ahore-I 

SH 

25.3668 

72.7820 

89.31 








2144 

350.0 


Younger Alluvium 










































































































































































































































































































































































































































































































































































































































Coordinate 


District 

Block 

Village 

Type 
of Well 

Latitude 

Longitude 

JALORE 

Ahore 

Ahore-li 

SH 

25.3802 

72.7890 

JALORE 

Ahore 

Ahore-lii 

EW 

25.3729 

72.7858 

JALORE 

Ahore 

BHAINSWARA 

PIEZOMETER 

25.3569 

72.7617 

JALORE 

Ahore 

GUDA BALOTAN 

PIEZOMETER 

25.3576 

72.8758 

JALORE 

Ahore 

HARJI 

PIEZOMETER 

25.2678 

72.8722 

JALORE 

Ahore 

HARJI Kl DHANI (PAMANA) 

PIEZOMETER 

25.2678 

72.8737 

JALORE 

Ahore 

MADRI 

PIEZOMETER 

25.3334 

72.8324 

JALORE 

Ahore 

PANCHAWANA 

PIEZOMETER 

25.3001 

72.9034 

JALORE 

Ahore 

RASIYAWAS 

PIEZOMETER 

25.2653 

72.9603 

JALORE 

Ahore 

SANWARA 

PIEZOMETER 

25.3459 

72.8059 

JALORE 

Ahore 

THANVLA 

PIEZOMETER 

25.3089 

72.8313 

JALORE 

Jalore 

BHAGLI PUROHITAN 

PIEZOMETER 

25.3383 

72.7710 

JALORE 

Jalore 

CHAINPURIA 

PIEZOMETER 

25.3458 

72.5920 

JALORE 

Jalore 

KHEDA SARDAR GARH 

PIEZOMETER 

25.4057 

72.6216 

JALORE 

Jalore 

RAJANWADI-I 

PIEZOMETER 

25.3130 

72.7140 

JALORE 

Jalore 

RAJANWADI-II (OBSERVATION WELL) 

OBSERVATIONWELL 

25.3106 

72.7136 

JALORE 

Jalore 

RANCHOD NAGAR 

PIEZOMETER 

25.3623 

72.6390 

JALORE 

Jalore 

RANCHOD NAGAR 

PIEZOMETER 

25.3623 

72.6390 

JALORE 

Jalore 

RANCHOD NAGAR 

PIEZOMETER 

25.3623 

72.6390 

JALORE 

Jalore 

SONPURA (NAWA KHEDA) 

PIEZOMETER 

25.3810 

72.6171 

JALORE 

Jalore 

UN 

PIEZOMETER 

25.3404 

72.7408 

JALORE 

Jalore 

WADANWADI 

PIEZOMETER 

25.4006 

72.6975 

JALORE 

Jalore 

WADANWADI 

PIEZOMETER 

25.4006 

72.6975 

JALORE 

Sayla 

BASAN 

PIEZOMETER 

25.4925 

72.5244 

JALORE 

Sayla 

BASAN 

PIEZOMETER 

25.4925 

72.5244 

JALORE 

Sayla 

BASAN 

PIEZOMETER 

25.4925 

72.5244 

JALORE 

Sayla 

Dangra 

SH 

25.4167 

72.4833 

JALORE 

Sayla 

Dangra-li 

SH 

25.4201 

72.4698 

JALORE 

Sayla 

Dangra-lii 

SH 

25.4207 

72.4733 

JALORE 

Sayla 

Dangra-lv 

SH 

25.4167 

72.4667 

JALORE 

Sayla 

Dangra-V 

EW 

25.4167 

72.4833 

JALORE 

Sayla 

Elana 

EW 

25.4015 

72.4498 

JALORE 

Sayla 

GOL (UMMADABAD) 

PIEZOMETER 

25.3678 

72.4374 

JALORE 

Sayla 

GOL (UMMEDABAD) 

PIEZOMETER 

25.3642 

72.4426 

JALORE 

Sayla 

KESHWANA 

PIEZOMETER 

25.3635 

72.5019 

JALORE 

Sayla 

KESHWANA 

PIEZOMETER 

25.3635 

72.5019 

JALORE 

Sayla 

KHANPUR 

PIEZOMETER 

25.3818 

72.5805 

JALORE 

Sayla 

KHARAL 

PIEZOMETER 

25.3510 

72.4155 

JALORE 

Sayla 

KHARAL (ALASAN) 

PIEZOMETER 

25.3507 

72.4172 

JALORE 

Sayla 

KUABER 

PIEZOMETER 

25.4053 

72.3562 

JALORE 

Sayla 

KUABER 

PIEZOMETER 

25.4053 

72.3562 

JALORE 

Sayla 

KUABER 

PIEZOMETER 

25.4053 

72.3562 

JALORE 

Sayla 

KUABER - II 

PIEZOMETER 

25.4042 

72.3819 

JALORE 

Sayla 

KUABER - III 

PIEZOMETER 

25.4042 

72.3819 

JALORE 

Sayla 

KUABER IVTH 

PIEZOMETER 

25.4042 

72.3819 

JALORE 

Sayla 

KUABER VTH 

PIEZOMETER 

25.4042 

72.3819 

JALORE 

Sayla 

Mandavala 

PZ 

25.4227 

72.5210 

JALORE 

Sayla 

MANDAVLA 

PIEZOMETER 

25.4178 

72.5171 

JALORE 

Sayla 

MANDAVLA 

PIEZOMETER 

25.4178 

72.5171 

JALORE 

Sayla 

MAN DW ALA 

PIEZOMETER 

25.4227 

72.5208 

JALORE 

Sayla 

NIMBLANA 

PIEZOMETER 

25.4428 

72.4619 


Total Depth 
Drilled 
(m bgl) 


Static 
Water 
Level 
(m bgl) 


Discharge 

dps) 


Drawdown 

(m) 


Specific 

Capacity Specific Transmi- Storage 
(Discharge - Yield ssivity Coeffcient 
Drawdown) (Sy) (T) (S) 

Ips/m 


Chemical Quality 

EC 

|j/cm at 
25 °C 

Cl' 1 

(mg/I) 

F' 1 

(mg/I) 


Hydrogeological Unit 



531 

50.0 

578 

55.0 

2200 

85.0 

520 

35.0 

890 

149.0 

3700 

752.0 


813 

130.0 

550 

45.0 

2834 

570.0 

5406 

1000.0 


Younger Alluvium 


Younger Alluvium 


2.16 Younger Alluvium 


0.92 Older Alluvium 


0.92 Younger Alluvium 


1.08|Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


1.16|Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


1.52 Older Alluvium 


Younger Alluvium 


7.00 Older Alluvium 


6.80 Older Alluvium 


Younger Alluvium 


1.60 Younger Alluvium 


1.92|Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


2.92|Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


4.48|Younger Alluvium 


Older Alluvium 


316.00 Older Alluvium 


Older Alluvium 


Younger Alluvium 


1.08 Younger Alluvium 


0.88 Older Alluvium 


1.20 Older Alluvium 


0.72 Older Alluvium 


0.88 Older Alluvium 


1.20 Older Alluvium 


1.20 Older Alluvium 


2.16 Older Alluvium 


Younger Alluvium 


5.40 Younger Alluvium 


2.52|Younger Alluvium 


Younger Alluvium 


Older Alluvium 




































































































































































































































































































































































































































































































































































































Coordinate 


Chemical Quality 


District 

Block 

Village 

Type 
of Well 

Coordinate 

Total Depth 
Drilled 
(m bgl) 

Static 
Water 
Level 
(m bgl) 

Discharge 

dps) 

Drawdown 

(m) 

Specific 
Capacity 
(Discharge - 
Drawdown) 
Ips/m 

Specific 

Yield 

(Sy) 

Transmi¬ 

ssivity 

(T) 

Storage 

Coeffcient 

(S) 

Chemical Quality 

Hydrogeological Unit 

Latitude 

Longitude 

EC 

p/cm at 
25 °C 

Cl' 1 

(mg/I) 

F' 1 

(mg/I) 

JALORE 

Sayla 

NIMBLANA 

PIEZOMETER 

25.4428 

72.4619 

82.00 

19.00 

7.38 






1470 

199.0 

1.20 

Older Alluvium 

JALORE 

Sayla 

Saila 

PZ 

25.3167 

72.3667 

125.00 

11.15 

26.67 

4.65 

5.73 




1330 

170.0 

1.05 

Younger Alluvium 

JALORE 

Sayla 

SANPHADA 

PIEZOMETER 

25.3831 

72.5410 

87.00 








3700 

922.0 

1.16 

Older Alluvium 

JALORE 

Sayla 

SANPHADA 

PIEZOMETER 

25.3831 

72.5410 

71.00 











Older Alluvium 

JALORE 

Sayla 

SANPHADA 

PIEZOMETER 

25.3831 

72.5410 

85.00 











Older Alluvium 

JALORE 

Sayla 

TIKHI 

PIEZOMETER 

25.4127 

72.5623 

83.00 

35.00 

1.89 









Younger Alluvium 

JALORE 

Sayla 

UMMEDPUR 

PIEZOMETER 

25.3749 

72.4445 

69.00 











Younger Alluvium 

PALI 

Bali 

NANA 

PIEZOMETER 

24.9167 

73.1374 

60.00 

11.95 

0.25 







418.0 

1.20 

Erinpura Granite 

PALI 

Sumerpur 

BANKLI-I 

PIEZOMETER 

25.2260 

73.0228 

32.00 

14.55 

2.52 






1290 

129.0 

2.00 

Older Alluvium 

PALI 

Sumerpur 

BANKLI-II 

OBSERVATIONWELL 

25.2238 

73.0239 

25.00 

14.00 

2.77 






1290 

129.0 

2.00 

Older Alluvium 

PALI 

Sumerpur 

BHARUNDA-I 

PIEZOMETER 

25.1924 

72.9930 

53.00 

10.80 

6.93 









Older Alluvium 

PALI 

Sumerpur 

BHARUNDA-II 

OBSERVATIONWELL 

25.1947 

72.9963 

34.00 

11.70 

3.78 









Older Alluvium 

PALI 

Sumerpur 

BHARUNDA-L 

PIEZOMETER 

25.1961 

73.0013 

53.00 

10.80 

6.93 









Older Alluvium 

PALI 

Sumerpur 

BHARUNDA-LL 

PIEZOMETER 

25.1983 

73.0002 

34.00 

11.70 

3.78 









Older Alluvium 

PALI 

Sumerpur 

SUMERPUR 

PIEZOMETER 

25.1466 

73.0806 

60.00 

11.31 

0.63 







177.0 

0.72 

Phyllite & Schist 

SIROHI 

Sheoganj 

ALPA 

PIEZOMETER 

25.1444 

72.9333 

33.00 

7.00 

5.04 






1300 

206.0 

2.80 

Younger Alluvium 

SIROHI 

Sheoganj 

ARATHWARA 

PIEZOMETER 

25.0785 

72.9494 

60.00 

16.00 

28.35 






11 

153.0 

1.20 

Younger Alluvium 

SIROHI 

Sheoganj 

BADGAON 

PIEZOMETER 

25.1196 

73.0783 

34.00 

8.00 

0.70 






1200 

184.0 

4.40 

Erinpura Granite 

SIROHI 

Sheoganj 

BIRWARA 

PIEZOMETER 

24.9656 

72.9628 

63.00 

9.00 

0.63 






380 

28.0 

0.40 

Phyllite & Schist 

SIROHI 

Sheoganj 

BITHURA 

PIEZOMETER 

25.2196 

72.8591 

100.00 








1950 

168.0 

1.60 

Younger Alluvium 

SIROHI 

Sheoganj 

BITHURA 

PIEZOMETER 

25.2196 

72.8591 

50.00 

5.50 

7.56 






1060 

129.0 

1.60 

Younger Alluvium 

SIROHI 

Sheoganj 

GOLA 

PIEZOMETER 

25.1662 

72.9261 

41.00 

5.00 

3.22 






7450 

1768.0 

52.00 

Younger Alluvium 

SIROHI 

Sheoganj 

GOL-I 

PIEZOMETER 

25.1655 

72.9350 

17.00 

10.00 

6.30 









Younger Alluvium 

SIROHI 

Sheoganj 

GOL-II 

PIEZOMETER 

25.1656 

72.9261 

32.00 

13.40 

3.15 






2130 

257.0 

4.80 

Younger Alluvium 

SIROHI 

Sheoganj 

POSALIYA 

PIEZOMETER 

25.0834 

72.9858 

60.00 








275 

28.0 

2.40 

Younger Alluvium 

SIROHI 

Sheoganj 

RADBAR 

PIEZOMETER 

25.0285 

72.9931 

60.00 

10.00 

5.04 






380 

14.0 

0.72 

Erinpura Granite 

SIROHI 

Sheoganj 

SHEOGANJ 

PIEZOMETER 

25.1375 

73.0635 

61.00 

28.00 

0.25 






5100 

801.0 

9.76 

Erinpura Granite 

Sub Basin: Jojri 1 

AJMER 

Kishangarh 

Karkeri 

EW 

26.7500 

74.7167 

50.00 

20.10 

5.50 

1.48 

3.72 


- 

data 

1260 

135.0 

2.00 

Phyllite & Schist 

JODHPUR 

Bhopalgarh 

Devnagar 

EW 

26.5987 

73.6164 

182.35 

78.45 

1.50 






1090 

185.0 

3.30 

Vindhyan Sandstone 

JODHPUR 

Bhopalgarh 

Khawaspura 

EW 

26.5167 

73.7333 

93.00 

60.00 

Negligible 






2110 

2.0 

0.84 

Vindhyan Sandstone 

JODHPUR 

Bhopalgarh 

Ratkuria 

EW 

26.5993 

73.5728 

147.70 

- 

Dry 









Vindhyan Sandstone 

JODHPUR 

Bhopalgarh 

Salwa Khurd 

EW 

26.4542 

73.4458 

205.10 

44.45 

1.00 






7358 

2095.0 

0.34 

Jalore Granite 

JODHPUR 

Bhopalgarh 

Sathin 

EW 

26.4425 

73.5714 

203.10 

12.90 

1.00 






8220 


1.72 

Jalore Granite 

JODHPUR 

Bilara 

ANAWAS 

PIEZOMETER 

26.3482 

73.6328 

45.00 

6.00 

2.84 









Jalore Granite 

JODHPUR 

Bilara 

BORUNDA 

PIEZOMETER 

26.4750 

73.8000 

90.00 

55.00 







2470 

581.0 

1.60 

Bilara Limestone 

JODHPUR 

Bilara 

Borunda 

EW 

26.4500 

73.8167 

112.17 

39.26 

1.27 

4.96 

0.26 




1969 



Bilara Limestone 

JODHPUR 

Bilara 

Boyal 

EW 

26.2950 

73.5233 

136.00 

12.25 

16.00 

15.55 

1.03 




4050 


2.25 

Jalore Granite 

JODHPUR 

Bilara 

Boyal 

OW 

26.2950 

73.5233 

136.00 

13.50 

0.13 

74.80 

0.01 







Jalore Granite 

JODHPUR 

Bilara 

BUCHKALLA 

PIEZOMETER 

26.3164 

73.4538 

65.00 

14.00 

0.57 









Jalore Granite 

JODHPUR 

Bilara 

Khejrala 

EW 

26.3367 

73.6833 

203.10 

14.45 

1.00 






895 


0.39 

Jalore Granite 

JODHPUR 

Bilara 

Patel Nagar 

EW 

26.4167 

73.8333 

79.86 

54.87 

69.38 

3.72 

18.65 




8018 

2225.0 


Bilara Limestone 

JODHPUR 

Bilara 

PIPARCITY 

PIEZOMETER 

26.3578 

73.5372 

71.00 

27.00 

0.13 






4700 

1347.0 

1.30 

Jalore Granite 

JODHPUR 

Bilara 

RIAN. 

PIEZOMETER 

26.3852 

73.4899 

50.00 

90.00 

0.70 






4025 

840.0 

2.40 

Jalore Granite 

JODHPUR 

Luni 

Kalao 

EW 

26.2000 

73.2000 


14.83 

10.00 

11.88 

0.84 




1230 



Older Alluvium 

JODHPUR 

Mandor 

ASARNADA 

PIEZOMETER 

26.3252 

73.2838 

81.00 

34.20 

1.26 






18800 

178.0 

3.52 

Jalore Granite 

JODHPUR 

Mandor 

BISALPUR 

PIEZOMETER 

26.2257 

73.2885 

50.00 

9.00 

0.63 






1800 

51.0 

32.00 

Jalore Granite 

JODHPUR 

Mandor 

BISALPUR. 

PIEZOMETER 

26.2247 

73.2899 

72.00 

21.60 

0.70 






6200 

1489.0 

8.08 

Jalore Granite 

NAGAUR 

Degana 

ANTROLI KALLAN 

EXP LO RATO RY_W ELL 

26.8369 

74.1862 

186.00 

41.00 







54 

1383.0 

1.60 

Older Alluvium 

NAGAUR 

Degana 

Bamna 

SH 

26.9559 

74.2427 

67.71 

45.11 







4775 

1175.0 


Older Alluvium 

NAGAUR 

Degana 

BHARLI 

EXP LO RATO RY_W ELL 

26.9295 

74.1747 

185.00 

42.00 

4.76 









Tertiary Sandstone 













































































































































































































































































































































































































































































































































































































































Type 
of Well 


Coordinate 

Latitude 

Longitude 


Total Depth 
Drilled 
(m bgl) 


Static 
Water 
Level 
(m bgl) 


Discharge 

dps) 


Drawdown 

(m) 


Specific 

Capacity Specific Transmi- Storage 
(Discharge - Yield ssivity Coeffcient 
Drawdown) (Sy) (T) (S) 

Ips/m 


Chemical Quality 

EC 

p/cm at 
25 °C 

Cl' 1 

(mg/I) 

F' 1 

(mg/I) 


Hydrogeological Unit 


NAGAUR 

Degana 

CHANDARUN 

EXP LO RATO RY_W ELL 

26.9333 

74.3333 

NAGAUR 

Degana 

CHOSALI 

PIEZOMETER 

26.9797 

74.2066 

NAGAUR 

Degana 

DEGANA 

PIEZOMETER 

26.8560 

74.3376 

NAGAUR 

Degana 

HABCHAR 

EXP LO RATO RY_W ELL 

26.9765 

74.2752 

NAGAUR 

Degana 

IDWA 

PIEZOMETER 

26.7969 

74.2826 

NAGAUR 

Degana 

ITAWARA 

PIEZOMETER 

26.6349 

74.3245 

NAGAUR 

Degana 

KAWAL 

PIEZOMETER 

27.0447 

74.3000 

NAGAUR 

Degana 

Kitalsar 

SH 

26.8776 

74.3849 

NAGAUR 

Degana 

Langora 

EW 

26.9060 

74.3055 

NAGAUR 

Degana 

Luniwas 

SH 

26.7500 

74.4500 

NAGAUR 

Degana 

LUNIYAS 

EXP LO RATO RY_W ELL 

26.7554 

74.4465 

NAGAUR 

Degana 

NIMBRI 

EXP LO RATO RY_W ELL 

26.7615 

74.3949 

NAGAUR 

Degana 

PACHRANDA 

PIEZOMETER 

26.6916 

74.3888 

NAGAUR 

Degana 

PACHRANDA 

EXP LO RATO RY_W ELL 

26.6916 

74.3888 

NAGAUR 

Degana 

PUNDLOTA 

EXP LO RATO RY_W ELL 

26.8206 

74.3655 

NAGAUR 

Degana 

RAJOD 

EXP LO RATO RY_W ELL 

26.8500 

74.0167 

NAGAUR 

Degana 

SIRASANA 

EXP LO RATO RY_W ELL 

26.7667 

74.1833 

NAGAUR 

Degana 

Tamroli 

SH 

26.8608 

74.2972 

NAGAUR 

Jayal 

NEEMNAGAR 

EXP LO RATO RY_W ELL 

27.0889 

74.3189 

NAGAUR 

Kuchaman City 

Anandpur 

EW 

27.2000 

74.8333 

NAGAUR 

Kuchaman City 

Anandpur 

EW 

27.2000 

74.8333 

NAGAUR 

Kuchaman City 

Anandpura 

PZ 

27.2000 

74.8333 

NAGAUR 

Kuchaman City 

KUCHAMAN-IV 

EXP LO RATO RY_W ELL 

27.1667 

74.8667 

NAGAUR 

Kuchaman City 

KUKANWALI 

PIEZOMETER 

27.2273 

74.9843 

NAGAUR 

Kuchaman City 

LAM BA 

OBSERVATIONWELL 

27.2463 

75.0686 

NAGAUR 

Kuchaman City 

NELOT 

PIEZOMETER 

27.2665 

75.0453 

NAGAUR 

Kuchaman City 

RANWA 

EXP LO RATO RY_W ELL 

27.1661 

74.7819 

NAGAUR 

Kuchaman City 

Sardarpur 

EW 

27.2303 

74.9609 

NAGAUR 

Makrana 

BARWALI 

EXP LO RATO RY_W ELL 

27.1211 

74.7699 

NAGAUR 

Makrana 

BUPUTSU 

EXP LO RATO RY_W ELL 

27.1344 

74.7211 

NAGAUR 

Makrana 

CHAWANDIYA 

PIEZOMETER 

27.0624 

74.6770 

NAGAUR 

Makrana 

GACHIPURA 

EXP LO RATO RY_W ELL 

26.9503 

74.4523 

NAGAUR 

Makrana 

INDOKHA 

PIEZOMETER 

27.1017 

74.5005 

NAGAUR 

Makrana 

JUSRI 

EXP LO RATO RY_W ELL 

27.0667 

74.7667 

NAGAUR 

Makrana 

KALWA 

PIEZOMETER 

27.0576 

74.6219 

NAGAUR 

Makrana 

KALWA 

EXP LO RATO RY_W ELL 

27.0576 

74.6219 

NAGAUR 

Makrana 

NANDOLI MERTIYA 

PIEZOMETER 

26.9540 

74.5854 

NAGAUR 

Makrana 

NAWAD 

EXP LO RATO RY_W ELL 

27.1341 

74.5102 

NAGAUR 

Makrana 

RANIGAON 

PIEZOMETER 

27.0814 

74.4113 

NAGAUR 

Merta 

BAKALIYAWAS 

PIEZOMETER 

26.6359 

73.8128 

NAGAUR 

Merta 

BEETAN 

PIEZOMETER 

26.4894 

73.8461 

NAGAUR 

Merta 

BHANWAL 

PIEZOMETER 

26.7214 

73.9765 

NAGAUR 

Merta 

BHANWAL 

PIEZOMETER 

26.7214 

73.9765 

NAGAUR 

Merta 

Bhramana Ka Nada 

OW 

26.7214 

74.0423 

NAGAUR 

Merta 

CHHOTI CHHAPRI 

EXP LO RATO RY_W ELL 

26.7561 

73.8639 

NAGAUR 

Merta 

CHHOTI CHHAPRI 

EXP LO RATO RY_W ELL 

26.7561 

73.8639 

NAGAUR 

Merta 

DANGAWAS 

EXP LO RATO RY_W ELL 

26.6500 

74.0667 

NAGAUR 

Merta 

Dangawas 

EW 

26.6454 

74.0696 

NAGAUR 

Merta 

Dangawas 

SH 

26.6454 

74.0696 

NAGAUR 

Merta 

DANGAWAS-II 

EXP LO RATO RY_W ELL 

26.6000 

74.0667 

NAGAUR 

Merta 

DHANNAPPA 

PIEZOMETER 

26.5626 

73.7440 


133.50 34.18 


105.00 45.00 



7050 

610.0 

7800 

1645.0 

9000 

2836.0 

12400 

3226.0 

25000 

6311.0 

1380 

120.0 

9639 

2750.0 

2647 

350.0 


680 

85.0 

10500 

3405.0 

7100 

1840.0 

3000 

376.0 

4770 

875.0 

3774 

515.0 

6200 

2860.0 


10210 2600.0 


6000 1549.0 


1830 225.0 


2151 


114.0 



1795 

234.0 

1380 

116.0 

1370 

66.0 

2460 

360.0 



1980 271.0 


1980 271.0 



238.35 


143.25 39.74 


200.00 80.00 


940 

110.0 

3200 

470.0 

3000 

652.0 


Older Alluvium 


i Older Alluvium 


i Older Alluvium 


i Older Alluvium 


: Older Alluvium 


i Older Alluvium 


i Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


i Older Alluvium 


i Older Alluvium 


'Phyllite & Schist 


1 1 Phyllite & Schist 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 


Older Alluvium 


i Older Alluvium 


Older Alluvium 


Older Alluvium 


i Older Alluvium 


Older Alluvium 


: Older Alluvium 


Older Alluvium 


Older Alluvium 


i Older Alluvium 


Older Alluvium 


i Older Alluvium 


Older Alluvium 


i Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


i Phyllite & Schist 


i Phyllite & Schist 


Older Alluvium 


i Older Alluvium 


i Phyllite & Schist 


i Vindhyan Sandstone 


i Bilara Limestone 


i Tertiary Sandstone 


iMertiary Sandstone 


Tertiary Sandstone 


i Vindhyan Sandstone 


'Ivindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


: Bilara Limestone 



























































































































































































































































































































































































































































































































































































































































Coordinate 


Chemical Quality 


District 

Block 

Village 

Type 
of Well 

Coordinate 

Total Depth 
Drilled 
(m bgl) 

Static 
Water 
Level 
(m bgl) 

Discharge 

dps) 

Drawdown 

(m) 

Specific 
Capacity 
(Discharge - 
Drawdown) 
Ips/m 

Specific 

Yield 

(Sy) 

Transmi¬ 

ssivity 

(T) 

Storage 

Coeffcient 

(S) 

Chemical Quality 

Hydrogeological Unit 

Latitude 

Longitude 

EC 

p/cm at 
25 °C 

Cl' 1 

(mg/I) 

F' 1 

(mg/I) 

NAGAUR 

Merta 

GACHHIPURA 

PIEZOMETER 

26.6042 

74.0886 

100.00 

43.00 

4.03 






5500 

1035.0 

0.40 

Older Alluvium 

NAGAUR 

Merta 

GAGUDA 

EXP LO RATO RY_W ELL 

26.5687 

73.8812 

140.00 

52.00 

10.08 






700 

108.0 

0.40 

Tertiary Sandstone 

NAGAUR 

Merta 

GOTAN 

PIEZOMETER 

26.6313 

73.7231 

120.00 

77.00 










Bilara Limestone 

NAGAUR 

Merta 

GOTAN 

PIEZOMETER 

26.6313 

73.7231 

175.00 

100.00 

2.52 






2010 

269.0 

1.04 

Bilara Limestone 

NAGAUR 

Merta 

Indawar 

PZ 

26.5667 

73.9333 

90.00 

39.11 

15.80 






7650 

1219.0 


Tertiary Sandstone 

NAGAUR 

Merta 

JARODA 

PIEZOMETER 

26.7673 

73.9347 

136.00 

65.00 

3.65 






4100 

879.0 

1.44 

Older Alluvium 

NAGAUR 

Merta 

KHEDULI 

EXP LO RATO RY_W ELL 

26.7165 

74.0013 

315.00 

19.00 

8.82 






12450 

4043.0 

3.60 

Tertiary Sandstone 

NAGAUR 

Merta 

Lai-I 

SH 

26.7167 

73.9500 

357.23 








10210 

3350.0 


Tertiary Sandstone 

NAGAUR 

Merta 

Lai-li 

SH 

26.7167 

73.9500 

442.86 











Tertiary Sandstone 

NAGAUR 

Merta 

MARWAR CHHAPRI 

PIEZOMETER 

26.7664 

73.8947 

75.00 

45.00 

0.63 






4400 

944.0 

3.60 

Tertiary Sandstone 

NAGAUR 

Merta 

MERTA CITY 

EXP LO RATO RY_W ELL 

26.6026 

73.7830 

227.99 








2679 



Bilara Limestone 

NAGAUR 

Merta 

Merta City 

SH 

26.6495 

74.0413 

421.20 








28496 

8800.0 


Older Alluvium 

NAGAUR 

Merta 

Merta City 

PZ 

26.6495 

74.0413 

87.00 

22.72 

0.37 

31.96 

0.01 




9670 

2450.0 

1.90 

Older Alluvium 

NAGAUR 

Merta 

MERTA ROAD 

PIEZOMETER 

26.7063 

73.9310 

119.00 

64.65 

3.78 






3000 

60.0 

1.92 

Tertiary Sandstone 

NAGAUR 

Merta 

MOKALA 

PIEZOMETER 

26.6121 

73.9217 

90.00 

22.40 

2.54 






7000 

1149.0 

2.70 

Tertiary Sandstone 

NAGAUR 

Merta 

MOKALA 

PIEZOMETER 

26.6121 

73.9217 

162.00 

72.50 

7.56 






14200 

4530.0 

0.88 

Tertiary Sandstone 

NAGAUR 

Merta 

Mokala 

EW 

26.6000 

73.9167 

91.44 

31.36 

5.25 

11.04 

0.48 







Tertiary Sandstone 

NAGAUR 

Merta 

Mokala 

EW 

26.6000 

73.9167 

247.00 

44.05 

9.16 






19810 

5254.0 


Tertiary Sandstone 

NAGAUR 

Merta 

MYDAND 

EXP LO RATO RY_W ELL 

26.7932 

73.9944 

156.00 

46.00 

3.81 






6600 

1890.0 

1.40 

Older Alluvium 

NAGAUR 

Merta 

NOKH CHANDAWATA 

PIEZOMETER 

26.7499 

73.7729 

150.00 

75.00 

3.78 






2800 

575.0 

0.44 

Vindhyan Sandstone 

NAGAUR 

Merta 

Oladana 

SH 

26.8158 

73.8558 

327.35 








1554 

275.0 


Vindhyan Sandstone 

NAGAUR 

Merta 

Pundlo 

SH 

26.5437 

73.8137 

217.02 

16.05 

34.95 

5.27 

6.63 







Bilara Limestone 

NAGAUR 

Merta 

PUNDLOO 

PIEZOMETER 

26.5275 

73.7982 

150.00 

75.00 

6.30 






3700 

688.0 

0.32 

Bilara Limestone 

NAGAUR 

Merta 

REN 

PIEZOMETER 

26.7626 

74.0960 

105.00 

56.00 

5.04 






4000 

580.0 

6.84 

Older Alluvium 

NAGAUR 

Merta 

TALANPUR 

PIEZOMETER 

26.5912 

73.7186 

105.00 

57.00 

1.26 






1320 

181.0 

1.20 

Bilara Limestone 

NAGAUR 

Merta 

TALANPUR 

PIEZOMETER 

26.5912 

73.7186 

150.00 

65.00 

4.41 






1450 

44.0 

0.44 

Bilara Limestone 

NAGAUR 

Mundwa 

DHAWA 

PIEZOMETER 

26.8074 

73.7538 

140.00 

75.00 

3.78 






1200 

100.0 

0.60 

Vindhyan Sandstone 

NAGAUR 

Parbatsar 

Antroli 

SH 

26.8000 

74.4333 

82.00 

26.49 







1099 

170.0 


Older Alluvium 

NAGAUR 

Parbatsar 

Bagot 

SH 

26.8000 

74.5833 

32.00 

28.68 







2165 

410.0 


Older Alluvium 

NAGAUR 

Parbatsar 

Bamil 

SH 

26.8812 

74.4806 

86.01 

42.85 







1520 

50.0 


Older Alluvium 

NAGAUR 

Parbatsar 

BARU 

PIEZOMETER 

26.6559 

74.6394 

91.00 

51.00 

1.26 






1700 

57.0 

0.84 

Phyllite & Schist 

NAGAUR 

Parbatsar 

BHADSIYA 

PIEZOMETER 

26.6759 

74.6587 

135.00 

35.00 

1.89 






2300 

106.0 

0.72 

Older Alluvium 

NAGAUR 

Parbatsar 

HARNAWA 

EXP LO RATO RY_W ELL 

26.9052 

74.5314 

127.00 

52.00 

0.34 






2390 

361.0 

0.40 

Older Alluvium 

NAGAUR 

Parbatsar 

NETALAWAS 

EXP LO RATO RY_W ELL 

26.7005 

74.5633 

100.00 

27.00 

0.45 






3400 

572.0 

0.40 

Phyllite & Schist 

NAGAUR 

Parbatsar 

NIWAN 

EXP LO RATO RY_W ELL 

26.7323 

74.5586 

106.08 











Phyllite & Schist 

NAGAUR 

Riyan 

AAKELI 

PIEZOMETER 

26.5074 

74.0187 

146.00 

84.00 

0.38 






2900 

700.0 

2.48 

Older Alluvium 

NAGAUR 

Riyan 

Anials 

SH 

26.6480 

74.1845 

82.60 

16.76 







4930 

875.0 


Older Alluvium 

NAGAUR 

Riyan 

Bhainsara 

SH 

26.5333 

74.1333 

81.12 








4204 

900.0 


Older Alluvium 

NAGAUR 

Riyan 

Chodian 

SH 

26.5758 

74.0946 

208.48 








3485 

779.0 


Older Alluvium 

NAGAUR 

Riyan 

DHANDLAS 

EXP LO RATO RY_W ELL 

26.6992 

74.1687 

65.00 











Older Alluvium 

NAGAUR 

Riyan 

DHANDLAS 

EXP LO RATO RY_W ELL 

26.6992 

74.1687 

73.00 

30.00 










Older Alluvium 

NAGAUR 

Riyan 

Dholerao Kalan 

OW 

26.6799 

74.1328 

61.00 

35.95 










Older Alluvium 

NAGAUR 

Riyan 

JAISAS 

EXP LO RATO RY_W ELL 

26.6036 

74.1824 

59.28 











Older Alluvium 

NAGAUR 

Riyan 

JALWANA 

EXP LO RATO RY_W ELL 

26.7000 

74.1833 

65.33 











Older Alluvium 

NAGAUR 

Riyan 

Padu Kalan 

EW 

26.6167 

74.2667 

72.23 

27.34 


15.64 



50.00 


1907 

380.0 


Older Alluvium 

NAGAUR 

Riyan 

PADU KALLAN 

PIEZOMETER 

26.6173 

74.2687 

124.00 

58.00 

1.01 






2000 

305.0 

1.84 

Older Alluvium 

NAGAUR 

Riyan 

SIAS 

EXP LO RATO RY_W ELL 

26.5663 

74.0707 

74.98 











Older Alluvium 

Sub Basin: Khari | 

DUNGARPUR 

Dungarpur 

MANDWA 

PIEZOMETER 

23.8156 

73.7378 

50.00 

13.50 

0.63 






710 

50.0 

0.42 

Phyllite & Schist 

JALORE 

Jalore 

BAGRA (T/W NO. 6) 

PIEZOMETER 

25.2073 

72.5888 

41.00 











Older Alluvium 

JALORE 

Jalore 

BAGRA T/W NO. 4 

PIEZOMETER 

25.2073 

72.5888 

45.00 











Older Alluvium 


















































































































































































































































































































































































































































































































































































































District 

Block 

Village 

Type 
of Well 

Coordinate 

Latitude 

Longitude 

JALORE 

Jalore 

BAGRA TUBEWELL NO. 3 

PIEZOMETER 

25.2073 

72.5888 

JALORE 

Jalore 

Bagra 

PZ 

25.2092 

72.6011 

JALORE 

Jalore 

BAGRA-5 

PIEZOMETER 

25.2073 

72.5888 

JALORE 

Jalore 

BAGRA-I 

PIEZOMETER 

25.1917 

72.5975 

JALORE 

Jalore 

Batera 

SH 

25.2078 

72.7043 

JALORE 

Jalore 

BHAGLI 

PIEZOMETER 

25.2739 

72.5761 

JALORE 

Jalore 

BHAGLI SHINDHLAN 

PIEZOMETER 

25.2684 

72.5808 

JALORE 

Jalore 

BHAGLI SIDHLAN 

PIEZOMETER 

25.2684 

72.5808 

JALORE 

Jalore 

CHURA 

PIEZOMETER 

25.2086 

72.5191 

JALORE 

Jalore 

DELDARI 

PIEZOMETER 

25.1278 

72.5565 

JALORE 

Jalore 

DELDARI 

PIEZOMETER 

25.1278 

72.5565 

JALORE 

Jalore 

DEWARA 

PIEZOMETER 

25.1007 

72.6342 

JALORE 

Jalore 

DHAVALA 

PIEZOMETER 

25.2837 

72.6810 

JALORE 

Jalore 

DHAVALA 

PIEZOMETER 

25.2837 

72.6810 

JALORE 

Jalore 

DHAVALA 

PIEZOMETER 

25.2837 

72.6810 

JALORE 

Jalore 

DUDSI 

PIEZOMETER 

25.1805 

72.6074 

JALORE 

Jalore 

INDUSTRIAL AREA, PHASE PHASE-III, RIICO, JAL 

PIEZOMETER 

25.3234 

72.5861 

JALORE 

Jalore 

INDUSTRIAL AREA, PHASE PHASE-III, RIICO, JAL 

PIEZOMETER 

25.3234 

72.5861 

JALORE 

Jalore 

MUDGAON 

PIEZOMETER 

25.2172 

72.4708 

JALORE 

Jalore 

NARNAWAS 

PIEZOMETER 

25.2428 

72.6554 

JALORE 

Jalore 

NARPADA 

PIEZOMETER 

25.1790 

72.4684 

JALORE 

Jalore 

NOON 

PIEZOMETER 

25.1730 

72.5059 

JALORE 

Jalore 

RANIWARA 

PIEZOMETER 

25.2090 

72.4521 

JALORE 

Jalore 

RANIWARA 

PIEZOMETER 

25.2090 

72.4521 

JALORE 

Jalore 

RANIWARA 

PIEZOMETER 

25.2090 

72.4521 

JALORE 

Jalore 

RANIWARA 

PIEZOMETER 

25.2090 

72.4521 

JALORE 

Jalore 

RIICO INDUSTRIAL AREA, JALORE 

PIEZOMETER 

25.3106 

72.5780 

JALORE 

Jalore 

SANTHU 

PIEZOMETER 

25.1861 

72.5250 

JALORE 

Jalore 

SARAT 

PIEZOMETER 

25.1923 

72.4943 

JALORE 

Jalore 

SIANA - 1 

PIEZOMETER 

25.1439 

72.6770 

JALORE 

Jaswantpura 

KOLAR 

PIEZOMETER 

25.0003 

72.4940 

JALORE 

Jaswantpura 

LOOR 

PIEZOMETER 

25.0601 

72.4077 

JALORE 

Jaswantpura 

MALPURA 

PIEZOMETER 

25.0417 

72.4924 

JALORE 

Jaswantpura 

MALPURA 

PIEZOMETER 

25.0417 

72.4924 

JALORE 

Jaswantpura 

MALPURA 

PIEZOMETER 

25.0417 

72.4924 

JALORE 

Jaswantpura 

MANDOLI 

PIEZOMETER 

25.0484 

72.5668 

JALORE 

Jaswantpura 

MODRAN 

PIEZOMETER 

25.1848 

72.4389 

JALORE 

Jaswantpura 

SIKWARA 

PIEZOMETER 

25.0665 

72.5203 

JALORE 

Jaswantpura 

SIKWARA 

PIEZOMETER 

25.0665 

72.5203 

JALORE 

Jaswantpura 

SIKWARA 

PIEZOMETER 

25.0665 

72.5203 

JALORE 

Sayla 

ALASAN 

PIEZOMETER 

25.3243 

72.4572 

JALORE 

Sayla 

BAIRATH 

PIEZOMETER 

25.2648 

72.4961 

JALORE 

Sayla 

BAIRATH (II) 

PIEZOMETER 

25.2648 

72.4961 

JALORE 

Sayla 

BAIRATH (KALAPURA) 

PIEZOMETER 

25.2648 

72.4961 

JALORE 

Sayla 

BAIRATH (KALAPURA) 

PIEZOMETER 

25.2648 

72.4961 

JALORE 

Sayla 

BAKRA 

PIEZOMETER 

25.2731 

72.4652 

JALORE 

Sayla 

REVATRA 

PIEZOMETER 

25.2989 

72.4332 

SIROHI 

Sheoganj 

BAGSIN 

PIEZOMETER 

25.0414 

72.9184 

SIROHI 

Sheoganj 

BERAVILPUR 

PIEZOMETER 

24.9755 

72.9012 

SIROHI 

Sheoganj 

KAILASH NAGAR (LAS) 

PIEZOMETER 

25.1111 

72.8153 

SIROHI 

Sheoganj 

NARADARA 

PIEZOMETER 

25.0729 

72.7641 


Total Depth 
Drilled 
(m bgl) 


Static 

Water Discharge Drawdown 

Level (Ips) (m) 

(m bgl) 


Specific 

Capacity Specific Transmi- Storage 
(Discharge - Yield ssivity Coeffcient 
Drawdown) (Sy) (T) (S) 

Ips/m 


Chemical Quality 

EC 

|j/cm at 
25 °C 

cr 1 

(mg/l) 

F 1 

(mg/l) 


Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Younger Alluvium 

Younger Alluvium 

Younger Alluvium 

Younger Alluvium 

Younger Alluvium 

Younger Alluvium 

Older Alluvium 

Younger Alluvium 

Younger Alluvium 

Younger Alluvium 

Jalore Granite 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Younger Alluvium 

Phyllite & Schist 

Younger Alluvium 

Younger Alluvium 



120.00 

36.00 

3.78 

155.00 

40.00 

4.20 


45.00 

2.52 

30.00 

4.48 

4.20 

12.92 

20.00 

1.89 

35.00 

3.78 

42.00 

2.52 


3400 

887.0 

7950 

2150.0 

980 

113.0 

570 

50.0 

570 

50.0 



1300 

248.0 

5.40 

4000 

1191.0 

1.20 






































































































































































































































































































































































































































































































































































Coordinate 


Chemical Quality 


District 

Block 

Village 

Type 
of Well 

Coordinate 

Total Depth 
Drilled 
(m bgl) 

Static 
Water 
Level 
(m bgl) 

Discharge 

dps) 

Drawdown 

(m) 

Specific 
Capacity 
(Discharge - 
Drawdown) 
Ips/m 

Specific 

Yield 

(Sy) 

Transmi¬ 

ssivity 

(T) 

Storage 

Coeffcient 

(S) 

Chemical Quality 

Hydrogeological Unit 

Latitude 

Longitude 

EC 

p/cm at 
25 °C 

Cl' 1 

(mg/I) 

F' 1 

(mg/I) 

SIROHI 

Sheoganj 

PALRI 

PIEZOMETER 

25.0144 

72.9340 

22.00 











Phyllite & Schist 

SIROHI 

Sheoganj 

SUGALIA 

PIEZOMETER 

25.0418 

72.8868 

54.00 

18.07 

0.21 






1060 

85.0 

10.80 

Younger Alluvium 

SIROHI 

Sheoganj 

UMMEDGARH 

PIEZOMETER 

25.1014 

72.7212 

60.00 

18.00 

0.63 






2150 

511.0 

2.70 

Younger Alluvium 

SIROHI 

Sheoganj 

UTHMAN 

PIEZOMETER 

25.0449 

72.9571 

100.00 

30.00 

5.04 






790 

128.0 

0.80 

Phyllite & Schist 

SIROHI 

Sirohi 

ANGOR 

PIEZOMETER 

24.8875 

72.7744 

43.00 

2.00 

0.48 






610 

43.0 

1.20 

Phyllite & Schist 

SIROHI 

Sirohi 

BARLOOT 

PIEZOMETER 

24.9926 

72.7104 

96.00 

6.00 

1.12 






1040 

213.0 

1.60 

Younger Alluvium 

SIROHI 

Sirohi 

BARLOOT1 

PIEZOMETER 

24.9848 

72.7106 

26.00 











Younger Alluvium 

SIROHI 

Sirohi 

BARLOOT-II 

PIEZOMETER 

24.9944 

72.7130 

26.00 

10.75 

5.04 






2800 

806.0 

0.40 

Younger Alluvium 

SIROHI 

Sirohi 

BELANGIRE 

PIEZOMETER 

24.8204 

72.7262 

80.00 

8.00 

0.42 






900 

92.0 

2.40 

Erinpura Granite 

SIROHI 

Sirohi 

DODUA 

PIEZOMETER 

24.8897 

72.7453 

60.00 

6.00 

2.87 






670 

71.0 

5.20 

Phyllite & Schist 

SIROHI 

Sirohi 

GOELI 

PIEZOMETER 

24.8997 

72.8246 

55.00 

15.50 







1550 

248.0 

200.00 

Phyllite & Schist 

SIROHI 

Sirohi 

GOL 

PIEZOMETER 

24.9972 

72.7972 

154.00 

14.00 

0.28 






2600 

347.0 

5.20 

Younger Alluvium 

SIROHI 

Sirohi 

JAILA 

PIEZOMETER 

24.8748 

72.5844 

60.00 

12.00 

0.11 






2600 

539.0 

7.20 

Jalore Granite 

SIROHI 

Sirohi 

JAWAL 

PIEZOMETER 

24.9917 

72.7500 

95.00 

59.00 

0.63 






1280 

149.0 

2.92 

Younger Alluvium 

SIROHI 

Sirohi 

KALENDRI 

PIEZOMETER 

24.9238 

72.6931 

60.00 

14.00 

1.89 






9100 

2740.0 

2.80 

Jalore Granite 

SIROHI 

Sirohi 

KHAMBAL 

PIEZOMETER 

24.8804 

72.7851 

50.00 

4.51 

0.50 






1100 

92.0 

3.20 

Phyllite & Schist 

SIROHI 

Sirohi 

KRISHANGANJ 

PIEZOMETER 

24.7654 

72.7275 

26.00 

0.50 

0.25 






1350 

201.0 

0.80 

Phyllite & Schist 

SIROHI 

Sirohi 

MAKRA KISHANGANJ 

PIEZOMETER 

24.7596 

72.7354 

55.00 

17.00 

3.15 









Phyllite & Schist 

SIROHI 

Sirohi 

MANDWA 

PIEZOMETER 

24.9236 

72.8500 

50.00 

6.00 

1.96 






1600 

241.0 

2.40 

Phyllite & Schist 

SIROHI 

Sirohi 

MANDWA 

PIEZOMETER 

24.9236 

72.8500 

154.00 

7.00 

1.64 






1630 

255.0 

2.80 

Phyllite & Schist 

SIROHI 

Sirohi 

MANDWARA 

PIEZOMETER 

24.9540 

72.7678 

83.00 

8.00 

6.93 






1350 

184.0 

4.00 

Younger Alluvium 

SIROHI 

Sirohi 

MOHABAT NAGAR 

PIEZOMETER 

24.9324 

72.6294 

95.00 

2.75 

1.89 









Jalore Granite 

SIROHI 

Sirohi 

PADEEV 

PIEZOMETER 

24.9347 

72.7833 

80.40 

13.40 

4.41 






3400 

257.0 

4.00 

Phyllite & Schist 

SIROHI 

Sirohi 

SIDRATH 

PIEZOMETER 

24.8319 

72.7944 

60.00 

15.00 

0.38 






1480 

333.0 

1.40 

Phyllite & Schist 

SIROHI 

Sirohi 

SIROHI 

PIEZOMETER 

24.8764 

72.8722 

82.00 

2.00 

1.51 






1360 

255.0 

2.40 

Erinpura Granite 

SIROHI 

Sirohi 

TAWRI 

PIEZOMETER 

24.8919 

72.6158 

61.00 

15.00 

0.14 






1670 

199.0 

2.80 

Jalore Granite 

SIROHI 

Sirohi 

UDD 

PIEZOMETER 

24.9521 

72.7655 

90.00 

8.00 







780 

71.0 

2.40 

Younger Alluvium 

SIROHI 

Sirohi 

VARARA 

PIEZOMETER 

25.0253 

72.6843 

38.00 

11.50 

2.77 






6800 

1744.0 

1.60 

Younger Alluvium 

SIROHI 

Sirohi 

WADELI 

PIEZOMETER 

24.8417 

72.7542 

60.00 

7.40 

0.32 






2100 

376.0 

4.00 

Phyllite & Schist 

Sub Basin: Khari (Hemawas) | 

PALI 

Rani 

KHINWADA 

PIEZOMETER 

25.4917 

73.5939 

33.25 

10.56 










Erinpura Granite 

PALI 

Rani 

KHINWARA 

PIEZOMETER 

25.4886 

73.5997 

61.00 

28.38 

0.13 







43.0 

1.44 

Erinpura Granite 

RAJSAMAND 

Bhim 

CHAPPLI 

PIEZOMETER 

25.4564 

73.8228 

74.30 

45.00 

0.11 






650 

1.4 

0.56 

Gneisses 

RAJSAMAND 

Bhim 

Chhapali (Ew) 

EW 

25.4523 

73.8212 

199.30 

3.70 

1.67 






720 

50.0 

0.75 

Gneisses 

RAJSAMAND 

Bhim 

Chhapali (Ew) 

EW 

25.4523 

73.8212 

199.30 

3.70 

1.67 






720 

50.0 

0.75 

Gneisses 

Sub Basin: Luni 1 

AJMER 

Jawaja 

BEAWAR 

PIEZOMETER 

26.1014 

74.3169 

56.00 

15.00 

0.63 






2800 

489.0 

0.90 

Phyllite & Schist 

AJMER 

Jawaja 

RAJ 1 WAS 

EXP LO RATO RY_W ELL 

26.0121 

74.2858 

45.00 

12.00 

0.13 






660 

74.0 

0.88 

Phyllite & Schist 

AJMER 

Jawaja 

SURAJPURA 

PIEZOMETER 

25.9798 

74.2453 

70.00 

19.00 

0.63 






2400 

434.0 

1.20 

Phyllite & Schist 

AJMER 

Peesangan 

AJMER CITY 

PIEZOMETER 

26.4339 

74.6678 

50.00 

6.00 

3.78 






4800 

787.0 

0.68 

Phyllite & Schist 

AJMER 

Peesangan 

BHAGWANPURA 

PIEZOMETER 

26.4511 

74.5017 

50.00 

22.18 

0.38 









Older Alluvium 

AJMER 

Peesangan 

GANHEDA 

PIEZOMETER 

26.4850 

74.5350 

35.00 

16.00 

1.89 






420 

28.0 

0.74 

Older Alluvium 

AJMER 

Peesangan 

GOVINDGARH 

PIEZOMETER 

26.4333 

74.3689 

70.00 

17.00 

0.13 









Phyllite & Schist 

AJMER 

Peesangan 

GOVINDGARH 

PIEZOMETER 

26.4333 

74.3689 

15.00 

12.00 







410 

35.0 

4.40 

Phyllite & Schist 

AJMER 

Peesangan 

KADEL 

PIEZOMETER 

26.5753 

74.5715 

86.00 

15.00 

2.27 









Older Alluvium 

AJMER 

Peesangan 

KANWLAI 

PIEZOMETER 

26.5949 

74.5963 

60.00 

18.00 

0.25 






810 

35.0 

0.72 

Phyllite & Schist 

AJMER 

Peesangan 

KARNOS 

PIEZOMETER 

26.2839 

74.2836 

60.00 

48.00 

0.38 






1140 

184.0 

1.62 

Gneisses 

AJMER 

Peesangan 

MADAR 

PIEZOMETER 

26.4526 

74.6776 

60.00 

15.00 

0.63 






830 

46.0 

3068.00 

Phyllite & Schist 

AJMER 

Peesangan 

MANGLIAWAS 

PIEZOMETER 

26.2678 

74.5006 

50.00 

18.00 

0.13 






4000 

829.0 

1.48 

Phyllite & Schist 

AJMER 

Peesangan 

NAGELAO 

PIEZOMETER 

26.2839 

74.3853 

150.00 

22.00 

6.30 







383.0 

1.68 

Phyllite & Schist 

AJMER 

Peesangan 

NAGELAO 

PIEZOMETER 

26.2839 

74.3853 

46.00 

2.00 

0.88 






8400 


2.40 

Phyllite & Schist 





















































































































































































































































































































































































































































































































































































































































Coordinate 


District 

Block 

Village 

Type 
of Well 

Latitude 

Longitude 

AJMER 

Peesangan 

PARBATPURA 

PIEZOMETER 

26.4247 

74.6571 

AJMER 

Peesangan 

PICHOLIA 

PIEZOMETER 

26.4167 

74.4667 

AJMER 

Peesangan 

Pushkar 

EW 

26.5000 

74.5667 

AJMER 

Srinagar 

AJAYSAR 

PIEZOMETER 

26.4189 

74.5599 

ALWAR 

Behror 

KALYANPURA 

PIEZOMETER 

27.8944 

76.3139 

BARMER 

Balotra 

Astora 

EW 

25.7545 

72.2563 

BARMER 

Balotra 

Balotra-I 

EW 

25.8259 

72.2329 

BARMER 

Balotra 

Balotra-li 

EW 

25.8263 

72.2344 

BARMER 

Balotra 

BAYTOO 

PIEZOMETER 

25.9667 

71.9181 

BARMER 

Balotra 

Janiyana 

EW 

25.8167 

72.3500 

BARMER 

Balotra 

Kaluri 


25.7124 

72.0700 

BARMER 

Balotra 

KALYANPURA 

PIEZOMETER 

26.0333 

72.5833 

BARMER 

Balotra 

Kitnod 

EW 

25.7579 

72.3413 

BARMER 

Balotra 

Kitnod 

PZ 

25.7579 

72.3413 

BARMER 

Balotra 

PACHPADRA 

PIEZOMETER 

25.9167 

72.4167 

BARMER 

Balotra 

Parlu 

EW 

25.8301 

72.4250 

BARMER 

Balotra 

PATODI 

PIEZOMETER 

26.0833 

72.2667 

BARMER 

Balotra 

PATODI 

EXP LO RATO RY_W ELL 

26.0833 

72.2667 

BARMER 

Balotra 

Sorpora 

EW 

25.8960 

72.5628 

BARMER 

Balotra 

Tiwara 

EW 

25.8434 

72.0861 

BARMER 

Barmer 

Bachhro 

EW 

25.4067 

71.2798 

BARMER 

Barmer 

Bhadras 

EW 

25.8409 

71.3184 

BARMER 

Barmer 

BOOTH IYA-1II 

PIEZOMETER 

25.8333 

71.3500 

BARMER 

Barmer 

JALIPA 

EXP LO RATO RY_W ELL 

25.8353 

71.3836 

BARMER 

Barmer 

Jalipa 

EW 

25.8078 

71.3972 

BARMER 

Barmer 

MAHAWAR 

EXP LO RATO RY_W ELL 

25.7000 

71.4167 

BARMER 

Barmer 

MAHAWAR-III 

PIEZOMETER 

25.7000 

71.4167 

BARMER 

Barmer 

Rawatsar 

PZ 

25.7167 

71.3500 

BARMER 

Barmer 

SANAWRA 

EXP LO RATO RY_W ELL 

25.6333 

71.3500 

BARMER 

Barmer 

Sonari 

EW 

25.9844 

71.2974 

BARMER 

Barmer 

UNDKHA 

PIEZOMETER 

25.6333 

71.3500 

BARMER 

Baytoo 

Bandra 

EW 

25.8143 

71.4313 

BARMER 

Baytoo 

Bhadka 

SH 

26.0056 

71.3600 

BARMER 

Baytoo 

Bhadka-I 

EW 

26.0159 

71.3695 

BARMER 

Baytoo 

Bhadka-li 

EW 

26.0072 

71.3621 

BARMER 

Baytoo 

Bhadka-lii 

PW 

26.0000 

71.3667 

BARMER 

Baytoo 

BHIMDA 

EXP LO RATO RY_W ELL 

26.0333 

71.5500 

BARMER 

Baytoo 

Bhotia 

EW 

25.9016 

71.3634 

BARMER 

Baytoo 

Bhotia 

EW 

25.9016 

71.3634 

BARMER 

Baytoo 

Bhotia 

EW 

25.9016 

71.3634 

BARMER 

Baytoo 

Bhotia-I 

EW 

25.9010 

71.3616 

BARMER 

Baytoo 

Bhotia-li 

EW 

25.9004 

71.3577 

BARMER 

Baytoo 

Bothia 

PZ 

25.9189 

71.3719 

BARMER 

Baytoo 

Chokhali 

EW 

25.9333 

71.3500 

BARMER 

Baytoo 

CHOKHLA 

EXP LO RATO RY_W ELL 

25.9833 

71.4500 

BARMER 

Baytoo 

Kangalpura Ki Chani 

EW 

25.9167 

71.5586 

BARMER 

Baytoo 

KASUA KA PANA 

PIEZOMETER 

26.3333 

71.8167 

BARMER 

Baytoo 

Nera Bhadka 

EW 

26.0167 

71.3500 

BARMER 

Baytoo 

Ratau 

PZ 

26.2618 

71.7171 

BARMER 

Chohtan 

ALAMSAR 

PIEZOMETER 

25.3333 

71.0833 

BARMER 

Chohtan 

ALAMSAR 

PIEZOMETER 

25.3333 

71.0833 


BARMER 


25.3333 


71.0833 


Total Depth 
Drilled 
(m bgl) 


Static 
Water 
Level 
(m bgl) 


Discharge 

dps) 


Drawdown 

(m) 


Specific 

Capacity Specific 
(Discharge - Yield 

Drawdown) (Sy) 

Ips/m 


Transmi- Storage 

ssivity Coeffcient 

(T) (S) 


Chemical Quality 

EC 

|j/cm at 
25 °C 

cr 1 

(mg/l) 

F 1 

(mg/l) 


Hydrogeological Unit 


277.0 



203.30 

79.22 

15.02 

3.56 

4.22 

153.60 

74.76 

15.20 

2.16 

7.04 

156.00 

79.10 

4.17 

1.80 

2.31 



2940 620.0 


1.331 Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


220.00 Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Rhyolite 


Younger Alluvium 


0.90 Older Alluvium 


Older Alluvium 


Older Alluvium 


1.13 Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Rhyolite 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Rhyolite 


Rhyolite 


Rhyolite 


Rhyolite 


Tertiary Sandstone 


Rhyolite 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


2.5o|Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


0.90 Tertiary Sandstone 


1.00|Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


2.20 Jurassic Sandstone 


Older Alluvium 


0.16 Older Alluvium 























































































































































































































































































































































































































































































































































































District 

Block 

Village 

Type 
of Well 

Coordinate 

Latitude 

Longitude 

BARMER 

Chohtan 

Chotalitada 

PZ 

25.2555 

71.0116 

BARMER 

Chohtan 

Chotan 

EW 

25.4661 

71.0709 

BARMER 

Chohtan 

Kundanpur 

PZ 

25.0951 

71.1702 

BARMER 

Chohtan 

KUNDANPURA 

PIEZOMETER 

25.2500 

70.9667 

BARMER 

Chohtan 

KUNDANPURA 

PIEZOMETER 

25.2500 

70.9667 

BARMER 

Chohtan 

Mitha Ka Tala 

EW 

25.2491 

70.9604 

BARMER 

Chohtan 

SANAU 

PIEZOMETER 

25.5167 

71.1333 

BARMER 

Dhorimanna 

Bamnor 

EW 

25.2799 

71.3004 

BARMER 

Dhorimanna 

Bamnor 

EW 

25.2799 

71.3004 

BARMER 

Dhorimanna 

Berigaon 

PZ 

25.0585 

71.6314 

BARMER 

Dhorimanna 

Bhakarpura 

EW 

25.2025 

71.7833 

BARMER 

Dhorimanna 

Bhedana 

EW 

25.2875 

71.8983 

BARMER 

Dhorimanna 

Bhedana 

OW 

25.2875 

71.8983 

BARMER 

Dhorimanna 

Bisamiya 

EW 

25.2854 

71.1828 

BARMER 

Dhorimanna 

Dhimri 

OW 

25.1564 

71.6833 

BARMER 

Dhorimanna 

Jalberi 

PZ 

25.2000 

71.2833 

BARMER 

Dhorimanna 

Katarla 

PZ 

25.2167 

71.4833 

BARMER 

Dhorimanna 

Piprali 

PZ 

25.1397 

71.6131 

BARMER 

Dhorimanna 

Piprali 

EW 

25.1397 

71.6131 

BARMER 

Sheo 

2/5 M/S Sheo Gadra Road 

EW 

26.1333 

71.1500 

BARMER 

Sheo 

AALMSAR 

PIEZOMETER 

26.0833 

71.3000 

BARMER 

Sheo 

Adarsh Basti 

EW 

26.0374 

71.1622 

BARMER 

Sheo 

Adarsh Basti 

OW 

26.0374 

71.1622 

BARMER 

Sheo 

AGERIA 

EXP LO RATO RY_W ELL 

26.0833 

71.3000 

BARMER 

Sheo 

AGORIA 

PIEZOMETER 

26.1000 

71.3000 

BARMER 

Sheo 

Agoria 

EW 

26.1178 

71.3115 

BARMER 

Sheo 

ARABA 

PIEZOMETER 

26.0833 

71.3000 

BARMER 

Sheo 

ASADA 

PIEZOMETER 

26.0833 

71.3000 

BARMER 

Sheo 

ASOTRA 

PIEZOMETER 

26.0833 

71.3000 

BARMER 

Sheo 

ASOTRA 

PIEZOMETER 

26.0833 

71.3000 

BARMER 

Sheo 

BALASAR 

PIEZOMETER 

26.1000 

71.1167 

BARMER 

Sheo 

BALASAR 

PIEZOMETER 

26.1000 

71.1167 

BARMER 

Sheo 

BALOTRA(M) 

PIEZOMETER 

26.0833 

71.3000 

BARMER 

Sheo 

BAMNOR 

PIEZOMETER 

26.0833 

71.3000 

BARMER 

Sheo 

BAMNOR 

PIEZOMETER 

26.0833 

71.3000 

BARMER 

Sheo 

BAMSIN 

PIEZOMETER 

26.0833 

71.3000 

BARMER 

Sheo 

Baria 

EW 

26.4377 

71.2436 

BARMER 

Sheo 

Bariada (Opposite) M/S53 

EW 

26.4167 

71.2000 

BARMER 

Sheo 

Bariyada 

PZ 

26.4528 

71.2465 

BARMER 

Sheo 

BATADU 

PIEZOMETER 

26.0833 

71.3000 

BARMER 

Sheo 

BATADU 

PIEZOMETER 

26.0833 

71.3000 

BARMER 

Sheo 

BHADKA 

EXP LO RATO RY_W ELL 

26.3333 

71.3667 

BARMER 

Sheo 

BHADKA (PZ) 

PIEZOMETER 

26.0833 

71.3000 

BARMER 

Sheo 

BHADKA-II 

EXP LO RATO RY_W ELL 

26.1000 

71.3667 

BARMER 

Sheo 

BHADKA-II 

PIEZOMETER 

26.0833 

71.3000 

BARMER 

Sheo 

BHALORON 

PIEZOMETER 

26.0833 

71.3000 

BARMER 

Sheo 

BHAWALO Kl DHANI 

EXP LO RATO RY_W ELL 

26.0833 

71.3000 

BARMER 

Sheo 

Bhiyar 

EW 

26.3648 

71.4329 

BARMER 

Sheo 

Bhiyar 

SH 

26.3648 

71.4329 

BARMER 

Sheo 

BHIYARAM Kl DHANI 

PIEZOMETER 

26.0833 

71.3000 

BARMER 

Sheo 

BHIYARAM Kl DHANTI 

PIEZOMETER 

26.0833 

71.3000 


Total Depth 
Drilled 
(m bgl) 


Static 
Water 
Level 
(m bgl) 

Discharge 

dps) 

Drawdown 

(m) 

Specific 
Capacity 
(Discharge - 
Drawdown) 
Ips/m 

58.27 

0.83 

7.21 

0.12 

50.00 

2.43 

4.50 

0.54 

34.10 

8.33 

7.05 

1.18 



Chemical Quality 

EC 

p/cm at 
25 °C 

Cl' 1 

(mg/I) 

F' 1 

(mg/I) 


Hydrogeological Unit 


2.79 

3.50 

4.47 

25.00 

63.59 

2.00 

6.75 

6.00 

40.82 

9.00 

13.60 

20.00 

12.20 

20.00 

43.30 

8.80 



62.30 

0.63 

72.12 

6.67 

72.20 

6.67 



2600 

35.0 

3300 

823.0 


Older Alluvium 


Older Alluvium 


i Older Alluvium 


Older Alluvium 


i Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


i Older Alluvium 


'[younger Alluvium 


Younger Alluvium 


[younger Alluvium 


Younger Alluvium 


: Older Alluvium 


i Younger Alluvium 


i Older Alluvium 


Older Alluvium 


i Younger Alluvium 


[younger Alluvium 


Tertiary Sandstone 


'Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Tertiary Sandstone 


Jalore Granite 


i Jalore Granite 


i Jalore Granite 


i Jalore Granite 


Tertiary Sandstone 


i Tertiary Sandstone 


i Jalore Granite 


i Jalore Granite 


Jalore Granite 


i Jalore Granite 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


i Jalore Granite 


i Jalore Granite 


Jurassic Sandstone 


i Jalore Granite 


Tertiary Sandstone 


Jalore Granite 


i Jalore Granite 


Jalore Granite 


Jurassic Sandstone 


Jurassic Sandstone 


i Jalore Granite 


Jalore Granite 




















































































































































































































































































































































































































































































































































































































































District 

Block 

Village 

Type 
of Well 

Coordinate 

Latitude 

Longitude 

BARMER 

Sheo 

BHIYAR-DHARVI SECTION 

EXP LO RATO RY_W ELL 

26.0833 

71.3000 

BARMER 

Sheo 

BHIYAR-DHARVI SECTION 

EXP LO RATO RY_W ELL 

26.0833 

71.3000 

BARMER 

Sheo 

BHOJARIYA 

PIEZOMETER 

26.0833 

71.3000 

BARMER 

Sheo 

BINJASAR 

PIEZOMETER 

26.0833 

71.3000 

BARMER 

Sheo 

BINJASAR 

PIEZOMETER 

26.0833 

71.3000 

BARMER 

Sheo 

BISARNIYA 

PIEZOMETER 

26.0833 

71.3000 

BARMER 

Sheo 

BISOO KALAN 

EXP LO RATO RY_W ELL 

26.3500 

71.6667 

BARMER 

Sheo 

BISSUE 

PIEZOMETER 

26.0833 

71.3000 

BARMER 

Sheo 

BITHUJA 

PIEZOMETER 

26.0833 

71.3000 

BARMER 

Sheo 

BITHUJA 

PIEZOMETER 

26.0833 

71.3000 

BARMER 

Sheo 

BITHUJA 

PIEZOMETER 

26.0833 

71.3000 

BARMER 

Sheo 

BITHUJA 

PIEZOMETER 

26.0833 

71.3000 

BARMER 

Sheo 

BITHUJA 

PIEZOMETER 

26.0833 

71.3000 

BARMER 

Sheo 

BITHUJA 

PIEZOMETER 

26.0833 

71.3000 

BARMER 

Sheo 

BITHUJA (A.D.P) 

PIEZOMETER 

26.0833 

71.3000 

BARMER 

Sheo 

BOTHIA-I 

EXP LO RATO RY_W ELL 

26.0833 

71.3000 

BARMER 

Sheo 

BURHAN KA TALA (PIZ) 

PIEZOMETER 

26.0833 

71.3000 

BARMER 

Sheo 

BURIWARA 

PIEZOMETER 

26.0833 

71.3000 

BARMER 

Sheo 

CHADO Kl DHANI 

PIEZOMETER 

26.0833 

71.3000 

BARMER 

Sheo 

CHICHRASAR (KARTIYA) 

PIEZOMETER 

26.0833 

71.3000 

BARMER 

Sheo 

CHLIIAR KA PAR 

PIEZOMETER 

26.0833 

71.3000 

BARMER 

Sheo 

CHOCHRA 

PIEZOMETER 

26.0833 

71.3000 

BARMER 

Sheo 

CHOCHRA 

PIEZOMETER 

26.0833 

71.3000 

BARMER 

Sheo 

CHOHTAN 

EXP LO RATO RY_W ELL 

26.0833 

71.3000 

BARMER 

Sheo 

DAKHA 

PIEZOMETER 

26.0833 

71.3000 

BARMER 

Sheo 

DHANAU (AIZ) 

PIEZOMETER 

26.0833 

71.3000 

BARMER 

Sheo 

DHANWA 1 

PIEZOMETER 

26.0833 

71.3000 

BARMER 

Sheo 

DHANWA II 

PIEZOMETER 

26.0833 

71.3000 

BARMER 

Sheo 

DHORIMANNA 

PIEZOMETER 

26.0833 

71.3000 

BARMER 

Sheo 

DHORIMANNA 

PIEZOMETER 

26.0833 

71.3000 

BARMER 

Sheo 

GADEVI (DANGARIYA) 

EXP LO RATO RY_W ELL 

26.0833 

71.3000 

BARMER 

Sheo 

GADRAROAD 

PIEZOMETER 

26.0833 

71.3000 

BARMER 

Sheo 

GIRAB (PIZ) 

PIEZOMETER 

26.0833 

71.3000 

BARMER 

Sheo 

Giral 

EW 

26.0832 

71.2684 

BARMER 

Sheo 

Gujro Ka Bera 

PZ 

26.3046 

71.5114 

BARMER 

Sheo 

GUNGA 

PIEZOMETER 

26.0833 

71.3000 

BARMER 

Sheo 

HAATHI SINGH Kl DHANI 

PIEZOMETER 

26.0833 

71.3000 

BARMER 

Sheo 

HATHE Kl DHANI 

PIEZOMETER 

26.0833 

71.3000 

BARMER 

Sheo 

HODU 

EXP LO RATO RY_W ELL 

26.0833 

71.3000 

BARMER 

Sheo 

JAGSA 

PIEZOMETER 

26.0833 

71.3000 

BARMER 

Sheo 

JHAWAR 

EXP LO RATO RY_W ELL 

26.2000 

71.2167 

BARMER 

Sheo 

JOGASARIYA 

PIEZOMETER 

26.0833 

71.3000 

BARMER 

Sheo 

JOGASARIYA MADPURA SECTION 

EXP LO RATO RY_W ELL 

26.0833 

71.3000 

BARMER 

Sheo 

JUNA LABU KA TALA (RAJEEV NAGAR) 

EXP LO RATO RY_W ELL 

26.0833 

71.3000 

BARMER 

Sheo 

JUNA MOTISARA 

PIEZOMETER 

26.0833 

71.3000 

BARMER 

Sheo 

Junejon Ki Basti 

EW 

26.0584 

71.1339 

BARMER 

Sheo 

Junejon Ki Basti 

OW 

26.0584 

71.1339 

BARMER 

Sheo 

KANASAR 

PIEZOMETER 

26.3333 

71.5833 

BARMER 

Sheo 

Kanasar 

SH 

26.3709 

71.5278 

BARMER 

Sheo 

KASHMIR 

PIEZOMETER 

26.0833 

71.3000 

BARMER 

Sheo 

KATERI(RAMANIA) 

PIEZOMETER 

26.0833 

71.3000 


Total Depth 
Drilled 
(m bgl) 


Static 
Water 
Level 
(m bgl) 


Discharge Drawdown 

dps) (m) 


Specific 

Capacity Specific Transmi- Storage 
(Discharge - Yield ssivity Coeffcient 
Drawdown) (Sy) (T) (S) 

Ips/m 


Chemical Quality 

EC 

|j/cm at 
25 °C 

Cl' 1 

(mg/I) 

F' 1 

(mg/I) 


Hydrogeological Unit 



92.01 

1.89 

12.40 

5.67 

13.65 

6.79 

12.50 

4.41 

13.05 

6.79 

12.60 

6.79 

14.80 

6.79 

180.00 

5.04 



8200 

2365.0 

1.00 

1560 

374.0 

0.80 

1560 

377.0 

0.80 

4600 

1140.0 

0.40 

1410 

317.0 

0.40 

2100 

512.0 

0.80 



800 156.0 


1130.0 


3030 655.0 1.04 


8000 1626.0 15.00 


19000 3523.0 3.20 


3380 823.0 1.20 



1200 

184.0 

1700 

182.0 

7600 

1801.0 

2750 

623.0 

9900 

769.0 

9900 

2780.0 


5470 

1418.0 

14400 

4042.0 

3200 

667.0 

2020 

367.0 

7095 

1418.0 

2460 

426.0 

24300 

7836.0 

13000 

3263.0 

3900 

769.0 

11000 

3794.0 

2700 

626.0 



1600 355.0 1.60 


18500 6915.0 


3830 833.0 


4085 


3626 


2174 260.0 



5000 1418.0 2.10 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jurassic Sandstone 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jurassic Sandstone 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Tertiary Sandstone 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jurassic Sandstone 


Jurassic Sandstone 


Jalore Granite 


Jalore Granite 


















































































































































































































































































































































































































































































































































































































































District 


BARMER 

BARMER 

BARMER 

BARMER 

BARMER 

BARMER 

BARMER 

BARMER 

BARMER 

BARMER 

BARMER 

BARMER 

BARMER 

BARMER 

BARMER 

BARMER 

BARMER 

BARMER 

BARMER 

BARMER 

BARMER 

BARMER 

BARMER 

BARMER 

BARMER 

BARMER 

BARMER 

BARMER 

BARMER 

BARMER 

BARMER 

BARMER 

BARMER 

BARMER 

BARMER 

BARMER 

BARMER 

BARMER 

BARMER 

BARMER 

BARMER 

BARMER 

BARMER 

BARMER 

BARMER 

BARMER 

BARMER 

BARMER 

BARMER 

BARMER 


Sheo 

Sheo 

Sheo 

Sheo 

Sheo 

Sheo 

Sheo 

Sheo 

Sheo 

Sheo 

Sheo 

Sheo 

Sheo 

Sheo 

Sheo 

Sheo 

Sheo 

Sheo 

Sheo 

Sheo 

Sheo 

Sheo 

Sheo 

Sheo 

Sheo 

Sheo 

Sheo 

Sheo 

Sheo 

Sheo 

Sheo 

Sheo 

Sheo 

Sheo 

Sheo 

Sheo 

Sheo 

Sheo 

Sheo 

Sheo 

Sheo 

Sheo 

Sheo 

Sheo 

Sheo 

Sheo 

Sheo 

Sheo 

Sheo 

Sheo 

Sheo 


Block 


Village 


KITNORIA 
KITNORIA (PIZ) 

KODUKA 

KOJAN 

KOJAN ( BHILO Kl DHANI ) 

KONARA 

Kotra 

LILSAR 

MAH I LAW AS 

MANAKIYA TALA 

MAURI 

MITHE KA TALA 

MITHURA 

MITHURA 

MOKALSAR 

Mokhab 

NAGONA KA TALA 
NAGURDA 
NAGURDA 
NAGURDA 
Near Gunga 
NEAR UTTARLAL 
NEEMLA 
NEEMLA (PLZ) 

NETRAD 

Nimla 

PADRU 

PAN I LA 

Posai 

Rajbera 

RAJDAL 

RANASAR 

RANASAR 

RANIGAON 

REHMAN Kl DHANI 

REWARA 

ROHIRI 

SALARIYA 

SAMDARI 

SATA 

SAWA 

Sheo 

SHEO-GADARIA ROAD 

SILOR 

SIWANA 

SIWANA 

SOUTH OFGIRAB 

SOUTH OF GIRAB (BHILON Kl DHANI) 
SUWALA BALASAR 
SWAMI GAON JHAPLI SECTION 
SWAMI GAON JHAPLI SECTION 


Type 
of Well 


PIEZOMETER 

PIEZOMETER 

EXP LO RATO RY_W ELL 

PIEZOMETER 

PIEZOMETER 

PIEZOMETER 

EW 

PIEZOMETER 

PIEZOMETER 

EXP LO RATO RY_W ELL 

PIEZOMETER 

PIEZOMETER 

PIEZOMETER 

PIEZOMETER 

PIEZOMETER 

SH 

PIEZOMETER 

PIEZOMETER 

PIEZOMETER 

PIEZOMETER 

EW 

EXP LO RATO RY_W ELL 

PIEZOMETER 

PIEZOMETER 

PIEZOMETER 

EW 

PIEZOMETER 

EXP LO RATO RY_W ELL 

EW 

PZ 

PIEZOMETER 

PIEZOMETER 

PIEZOMETER 

PIEZOMETER 

EXP LO RATO RY_W ELL 

PIEZOMETER 

PIEZOMETER 

PIEZOMETER 

PIEZOMETER 

PIEZOMETER 

PIEZOMETER 

EW 

EXP LO RATO RY_W ELL 

PIEZOMETER 

PIEZOMETER 

PIEZOMETER 

PIEZOMETER 

PIEZOMETER 

EXP LO RATO RY_W ELL 

EXP LO RATO RY_W ELL 

EXP LO RATO RY_W ELL 


Coordinate 


Latitude 


Longitude 


Total Depth 
Drilled 
(m bgl) 


Static 
Water 
Level 
(m bgl) 


Discharge 

dps) 


Drawdown 

(m) 


Specific 
Capacity 
(Discharge - 
Drawdown) 
Ips/m 


Specific 

Yield 

(Sy) 


Transmi¬ 

ssivity 

(T) 


Storage 

Coeffcient 

(S) 


Chemical Quality 


EC 

p/cm at 
25 °C 


cr 

(mg/l) 


F 1 

(mg/l) 


Hydrogeological Unit 


26.0833 


71.3000 


189.00 


45.00 


2900 


288.0 


1.40 


Jalore Granite 


26.0833 


71.3000 


90.00 


45.00 


1.53 


2690 


60.0 


158.00 


Jalore Granite 


26.0833 


71.3000 


150.00 


3.00 


2.27 


2900 


624.0 


0.79 


Jalore Granite 


26.0833 


71.3000 


150.00 


35.00 


6.30 


4150 


1010.0 


Jalore Granite 


26.0833 


71.3000 


125.00 


54.00 


226.80 


5130 


0.80 


Jalore Granite 


26.0833 


71.3000 


150.00 


73.00 


1.40 


2429 


540.0 


Jalore Granite 


26.1541 


71.2004 


347.00 


71.18 


0.92 


2.84 


0.32 


6680 


2.80 


Tertiary Sandstone 


26.0833 


71.3000 


110.00 


71.44 


0.25 


3000 


631.0 


1.20 


Jalore Granite 


26.0833 


71.3000 


60.00 


22.00 


0.84 


1100 


163.0 


1.60 


Jalore Granite 


26.0833 


71.3000 


250.00 


70.50 


8.82 


1400 


262.0 


1.30 


Jalore Granite 


26.0833 


71.3000 


100.00 


35.00 


5.04 


1000 


142.0 


1.80 


Jalore Granite 


26.0833 


71.3000 


207.00 


71.00 


1.51 


2400 


593.0 


2.00 


Jalore Granite 


26.0833 


71.3000 


70.00 


12.80 


3.15 


999 


115.0 


0.80 


Jalore Granite 


26.0833 


71.3000 


30.00 


9.38 


5.04 


2670 


343.0 


1.10 


Jalore Granite 


26.0833 


71.3000 


85.00 


24.80 


3.15 


470 


41.0 


0.40 


Jalore Granite 


26.2500 


71.5000 


351.00 


Tertiary Sandstone 


26.0833 


71.3000 


126.00 


54.00 


3.78 


3800 


851.0 


2.00 


Jalore Granite 


26.0833 


71.3000 


132.00 


94.50 


0.62 


2040 


408.0 


1.12 


Jalore Granite 


26.0833 


71.3000 


135.00 


95.00 


3.15 


1410 


1.36 


Jalore Granite 


26.0833 


71.3000 


271.00 


93.70 


8.82 


2100 


439.0 


132.00 


Jalore Granite 


26.3500 


71.2167 


281.03 


2320 


Tertiary Sandstone 


26.0833 


71.3000 


337.00 


56.00 


15.00 


9700 


3006.0 


7.20 


Jalore Granite 


26.0500 


71.3000 


253.00 


110.0 


Tertiary Sandstone 


26.0833 


71.3000 


99.00 


93.10 


0.37 


940 


94.0 


0.44 


Jalore Granite 


26.0833 


71.3000 


105.00 


67.00 


2.52 


1870 


353.0 


2.08 


Jalore Granite 


26.1349 


71.4161 


253.90 


91.88 


13.87 


5.09 


2.72 


758.20 


805 


98.0 


Tertiary Sandstone 


26.0833 


71.3000 


30.00 


7.45 


3.78 


2760 


393.0 


1.04 


Jalore Granite 


26.0833 


71.3000 


350.00 


80.00 


3.78 


8050 


2439.0 


2.00 


Jalore Granite 


26.1351 


71.4740 


304.00 


110.95 


1.08 


0.90 


1.20 


6620 


1.42 


Tertiary Sandstone 


26.3753 


71.6462 


170.00 


60.96 


4.67 


1.44 


3.24 


4890 


1179.0 


0.21 


Jurassic Sandstone 


26.0833 


71.3000 


100.00 


50.00 


0.25 


1900 


433.0 


2.40 


Jalore Granite 


26.0833 


71.3000 


110.64 


Jalore Granite 


26.0833 


71.3000 


100.00 


39.20 


5.04 


3600 


851.0 


1.30 


Jalore Granite 


26.0833 


71.3000 


60.00 


15.00 


1.71 


1500 


283.0 


120.00 


Jalore Granite 


26.0833 


71.3000 


240.00 


32.00 


3.78 


5600 


1701.0 


0.80 


Jalore Granite 


26.0833 


71.3000 


250.00 


90.00 


5.73 


8110 


2420.0 


2.36 


Jalore Granite 


26.0833 


71.3000 


322.00 


16.10 


7.56 


6900 


2156.0 


2.00 


Jalore Granite 


26.0833 


71.3000 


75.00 


36.60 


3.78 


3600 


773.0 


0.40 


Jalore Granite 


26.0833 


71.3000 


100.00 


22.00 


0.50 


6900 


1772.0 


0.74 


Jalore Granite 


26.0833 


71.3000 


71.00 


10.00 


5.67 


11820 


3085.0 


3.60 


Jalore Granite 


26.0833 


71.3000 


135.00 


53.00 


1.01 


2400 


408.0 


1.60 


Jalore Granite 


26.2145 


71.2344 


244.75 


Tertiary Sandstone 


26.0833 


71.3000 


243.84 


Jalore Granite 


26.0833 


71.3000 


60.00 


15.30 


2.77 


5410 


1432.0 


1.20 


Jalore Granite 


26.0833 


71.3000 


90.50 


27.00 


5.67 


585 


51.0 


0.80 


Jalore Granite 


26.0833 


71.3000 


30.00 


15.70 


1.01 


1020 


104.0 


0.16 


Jalore Granite 


26.0833 


71.3000 


200.00 


101.00 


5.04 


5000 


1280.0 


0.90 


Jalore Granite 


26.0833 


71.3000 


293.00 


101.58 


3.78 


3600 


824.0 


2.68 


Jalore Granite 


26.0833 


71.3000 


242.00 


71.00 


11.34 


2800 


425.0 


1.35 


Jalore Granite 


26.0833 


71.3000 


218.00 


85.00 


1.51 


6500 


2127.0 


0.83 


Jalore Granite 


26.0833 


71.3000 


132.00 


117.00 


0.88 


2800 


510.0 


1.39 


Jalore Granite 


BARMER 





















































































































































































































































































































































































































































































































































































































































































District 

Block 

Village 

Type 
of Well 

Coordinate 

Latitude 

Longitude 

BARMER 

Sheo 

UNDOO 

EXP LO RATO RY_W ELL 

26.3333 

71.6667 

BARMER 

Sheo 

UNDU (PIZ) 

PIEZOMETER 

26.0833 

71.3000 

BARMER 

Sheo 

VARIA 

PIEZOMETER 

26.0833 

71.3000 

BARMER 

Sheo 

Vishukalan 

EW 

26.1500 

71.3000 

BARMER 

Sindhari 

Adel 

PZ 

25.4429 

71.7027 

BARMER 

Sindhari 

Amiyali 

PZ 

25.4667 

72.0167 

BARMER 

Sindhari 

Bhuka 

PZ 

25.6177 

71.7048 

BARMER 

Sindhari 

CHAWA 

EXP LO RATO RY_W ELL 

25.7500 

71.6833 

BARMER 

Sindhari 

Jalikhera 

PZ 

25.3443 

71.7980 

BARMER 

Sindhari 

Saihlo 

EW 

25.8356 

71.8247 

BARMER 

Sindhari 

Shobhala Jaitmel 

OW 

25.3500 

71.4833 

BARMER 

Sindhari 

Sindhari 

PZ 

25.5667 

71.9167 

BARMER 

Sindhari 

SINDRI 

EXP LO RATO RY_W ELL 

25.5833 

71.9167 

BARMER 

Siwana 

Ajit 

EW 

25.8703 

72.6774 

BARMER 

Siwana 

Bamsin 

EW 

25.7841 

72.5423 

BARMER 

Siwana 

Karmawas 

PZ 

25.7833 

72.5833 

BARMER 

Siwana 

Kathri 

EW 

25.5323 

72.5163 

BARMER 

Siwana 

Padru 

EW 

25.5307 

72.1763 

BARMER 

Siwana 

Siwana 

PZ 

25.6667 

72.4167 

JAISALMER 

Sam 

Devaka 

PZ 

26.3833 

71.1833 

JAISALMER 

Sankra 

BALAR 

PIEZOMETER 

26.4829 

71.7866 

JAISALMER 

Sankra 

Kanoji Ki Dhani 

SH 

26.4833 

71.6667 

JAISALMER 

Sankra 

KOJAI 

PIEZOMETER 

26.3667 

71.8833 

JAISALMER 

Sankra 

SANKARIA 

PIEZOMETER 

26.6224 

72.0552 

JAISALMER 

Sankra 

SARDAR SINGH KI DHANI 

PIEZOMETER 

26.6490 

71.8031 

JALORE 

Ahore 

RAMA 

PIEZOMETER 

25.6373 

72.8194 

JALORE 

Ahore 

RAMA 

PIEZOMETER 

25.6373 

72.8194 

JALORE 

Ahore 

RAMA 

PIEZOMETER 

25.6373 

72.8194 

JALORE 

Ahore 

RAMA 

PIEZOMETER 

25.6373 

72.8194 

JALORE 

Ahore 

RAMA 

PIEZOMETER 

25.6373 

72.8194 

JALORE 

Ahore 

RAMA (T/W NO. 4) 

PIEZOMETER 

25.6373 

72.8194 

JALORE 

Ahore 

RAMA-II 

PIEZOMETER 

25.6373 

72.8194 

JALORE 

Ahore 

RAMNIA 

PIEZOMETER 

25.5906 

72.6062 

JALORE 

Ahore 

RATHAL 

PIEZOMETER 

25.5673 

72.5868 

JALORE 

Bhinmal 

BAGODA (FOREST NURSERY) 

PIEZOMETER 

25.2422 

72.0139 

JALORE 

Bhinmal 

Bagora 

PZ 

25.2335 

72.0164 

JALORE 

Bhinmal 

BATERA 

PIEZOMETER 

25.2171 

71.9146 

JALORE 

Bhinmal 

CHAJJALA 

PIEZOMETER 

25.3440 

71.9507 

JALORE 

Bhinmal 

CHHAJALLA 

EXP LO RATO RY_W ELL 

25.3355 

71.9513 

JALORE 

Bhinmal 

DAVDA KA GOLIAN IIND 

PIEZOMETER 

25.2095 

71.8917 

JALORE 

Bhinmal 

JAISAWAS 

PIEZOMETER 

25.3066 

72.0249 

JALORE 

Bhinmal 

Khokagao 

PZ 

25.3618 

72.0354 

JALORE 

Bhinmal 

KORITA 

PIEZOMETER 

25.3255 

72.0109 

JALORE 

Bhinmal 

KUDA 

PIEZOMETER 

25.2699 

72.0491 

JALORE 

Bhinmal 

KUDA 

PIEZOMETER 

25.2699 

72.0491 

JALORE 

Bhinmal 

KUDA 

PIEZOMETER 

25.2699 

72.0491 

JALORE 

Bhinmal 

NAI BALI 

PIEZOMETER 

25.1239 

71.8626 

JALORE 

Bhinmal 

NANDIYA 

PIEZOMETER 

25.2817 

71.9694 

JALORE 

Bhinmal 

NAVAPURA (DASPA) 

PIEZOMETER 

25.2702 

71.9318 

JALORE 

Bhinmal 

RANGALA 

PIEZOMETER 

25.3864 

71.9981 

JALORE 

Bhinmal 

RAUTA (JUNA) 

PIEZOMETER 

25.2197 

71.9469 


Total Depth 
Drilled 
(m bgl) 


Static 
Water 
Level 
(m bgl) 


Discharge 

dps) 


Drawdown 

(m) 


Specific 

Capacity Specific Transmi- Storage 
(Discharge - Yield ssivity Coeffcient 
Drawdown) (Sy) (T) (S) 

Ips/m 


Chemical Quality 

EC 

|j/cm at 
25 °C 

Cl' 1 

(mg/I) 

F' 1 

(mg/I) 


Hydrogeological Unit 


832.0 


3670 923.0 



5020 1347.0 


1850 383.0 


Jurassic Sandstone 


1.64 Jalore Granite 


1.45 Jalore Granite 


Tertiary Sandstone 


1.20 Older Alluvium 


1.17|younger Alluvium 


Rhyolite 


Tertiary Sandstone 


0.67|younger Alluvium 


Tertiary Sandstone 


1.20 Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


1.4o|Younger Alluvium 


Older Alluvium 


Older Alluvium 


0.53 Older Alluvium 


Tertiary Sandstone 


2.161 Rhyolite 


Jurassic Sandstone 


Tertiary Sandstone 


1.68 Vindhyan Sandstone 


0.401 Rhyolite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


2.25|younger Alluvium 


Younger Alluvium 


2.00 Older Alluvium 


Older Alluvium 


1.16 Younger Alluvium 


1.60 Older Alluvium 


1.52 Older Alluvium 


7.60 Older Alluvium 


1.24 Older Alluvium 


0.84 Older Alluvium 


0.08 Older Alluvium 


0.2o|Younger Alluvium 


Older Alluvium 


Younger Alluvium 


1.36 Older Alluvium 


1.16|Younger Alluvium 












































































































































































































































































































































































































































































































































































































District 

Block 

Village 

Type 
of Well 

Coordinate 

Latitude 

Longitude 

JALORE 

Bhinmal 

Surawa 

EW 

25.2333 

71.9667 

JALORE 

Bhinmal 

Surawa 

SH 

25.2333 

71.9667 

JALORE 

Chitalwana 

AKOLI (BAGRA-I) 

PIEZOMETER 

24.9373 

71.7806 

JALORE 

Chitalwana 

AKOLI-BAGRA-TUBEWELL NO. 2 

PIEZOMETER 

24.9352 

71.7749 

JALORE 

Chitalwana 

BALERA 

PIEZOMETER 

24.7306 

71.4687 

JALORE 

Chitalwana 

BORLI 

PIEZOMETER 

25.0027 

71.8093 

JALORE 

Chitalwana 

DUKIYON Kl DHANI 

PIEZOMETER 

25.0020 

71.7796 

JALORE 

Chitalwana 

KARAWADI 

PIEZOMETER 

24.9126 

71.8301 

JALORE 

Chitalwana 

KARAWADI 

PIEZOMETER 

24.9126 

71.8301 

JALORE 

Chitalwana 

Kheriya 

PZ 

24.9499 

71.6435 

JALORE 

Chitalwana 

KHIRODI 

PIEZOMETER 

24.9417 

71.8124 

JALORE 

Chitalwana 

KHIRODI 

PIEZOMETER 

24.9417 

71.8124 

JALORE 

Chitalwana 

Padardi 

EW 

24.9609 

71.7480 

JALORE 

Chitalwana 

RAIPURIA 

PIEZOMETER 

24.8095 

71.3297 

JALORE 

Chitalwana 

RAJPURIA 

PIEZOMETER 

24.8204 

71.3378 

JALORE 

Chitalwana 

RANODAR 

PIEZOMETER 

24.9754 

71.7055 

JALORE 

Jalore 

DEVKI 

PIEZOMETER 

25.4557 

72.6922 

JALORE 

Jalore 

MEETRI 

PIEZOMETER 

25.4417 

72.7174 

JALORE 

Jalore 

SEDRIA 

PIEZOMETER 

25.4341 

72.7393 

JALORE 

Raniwara 

DEGAON (BHANDAR NADI) 

PIEZOMETER 

24.8977 

72.0353 

JALORE 

Raniwara 

DEGAON (THALAI KA BERA) 

PIEZOMETER 

24.8980 

72.0390 

JALORE 

Sanchore 

BHADARANA 

PIEZOMETER 

24.9344 

71.8542 

JALORE 

Sanchore 

Bhadarma Ki Dhani 

EW 

24.9340 

71.8476 

JALORE 

Sanchore 

BHADARNA 

PIEZOMETER 

24.9344 

71.8549 

JALORE 

Sanchore 

BHADARNA (MAMA Jl KA DHORA) 

PIEZOMETER 

24.9380 

71.8551 

JALORE 

Sanchore 

BIJROL KA GOLIA 

EXP LO RATO RY_W ELL 

24.9361 

71.9072 

JALORE 

Sanchore 

BINJROL KA GOLIA 

PIEZOMETER 

24.9418 

71.9125 

JALORE 

Sanchore 

BINJROL KHEDA 

PIEZOMETER 

24.9522 

71.9400 

JALORE 

Sanchore 

GOCHRI NADI (BHADARNA) 

PIEZOMETER 

24.9320 

71.8516 

JALORE 

Sanchore 

PAMANA 

PIEZOMETER 

24.9378 

71.9802 

JALORE 

Sayla 

ALWARA 

EXP LO RATO RY_W ELL 

25.3260 

72.0974 

JALORE 

Sayla 

ALWARA 

PIEZOMETER 

25.3260 

72.0974 

JALORE 

Sayla 

ALWARA 

PIEZOMETER 

25.3260 

72.0974 

JALORE 

Sayla 

BABATRA 

PIEZOMETER 

25.3574 

72.2415 

JALORE 

Sayla 

BABATRA 

PIEZOMETER 

25.3574 

72.2415 

JALORE 

Sayla 

BABATRA 

PIEZOMETER 

25.3574 

72.2415 

JALORE 

Sayla 

BABATRA-II 

PIEZOMETER 

25.3574 

72.2415 

JALORE 

Sayla 

BABATRA-III 

PIEZOMETER 

25.3574 

72.2415 

JALORE 

Sayla 

BALWARA 

PIEZOMETER 

25.4898 

72.5533 

JALORE 

Sayla 

BAUTARA-I 

PIEZOMETER 

25.3500 

72.2333 

JALORE 

Sayla 

BAUTARA-II (OBSERVATION WELL) 

OBSERVATIONWELL 

25.3500 

72.2333 

JALORE 

Sayla 

BHAIWA-II 

PIEZOMETER 

25.3871 

72.1274 

JALORE 

Sayla 

DABLI NADI ( SIRANA) 

PIEZOMETER 

25.4228 

72.0744 

JALORE 

Sayla 

Dadhal-I 

EW 

25.2293 

72.0491 

JALORE 

Sayla 

Dadhal-li 

SH 

25.2312 

72.0500 

JALORE 

Sayla 

Dadhal-lv 

SH 

25.2333 

72.0500 

JALORE 

Sayla 

DAHIWA 

PIEZOMETER 

25.4089 

72.1349 

JALORE 

Sayla 

DAHIWA (IIND) 

EXP LO RATO RY_W ELL 

25.4047 

72.1420 

JALORE 

Sayla 

DHAIWA-I 

PIEZOMETER 

25.4257 

72.1427 

JALORE 

Sayla 

JALAMPURA (VARALIA NADA) 

PIEZOMETER 

25.3884 

72.2185 

JALORE 

Sayla 

JEEWANA 

PIEZOMETER 

25.3792 

72.1667 


Total Depth 
Drilled 
(m bgl) 


Static 
Water 
Level 
(m bgl) 


Discharge Drawdown 

dps) (m) 


Specific 

Capacity Specific Transmi- Storage 
(Discharge - Yield ssivity Coeffcient 
Drawdown) (Sy) (T) (S) 

Ips/m 


Chemical Quality 

EC 

|j/cm at 
25 °C 

Cl' 1 

(mg/I) 

F' 1 

(mg/I) 


Hydrogeological Unit 





6000 

1518.0 

0.04 

5600 

1489.0 

1.60 

10730 

4255.0 

0.44 

1900 

312.0 

2.60 

2500 

418.0 

3.84 

NA 

NA 

NA 


90.00 

32.00 

2.52 

94.50 

33.00 

3.50 


42.00 

3.78 

48.00 

3.78 

30.00 

3.75 

9.76 

3.00 

25.00 

5.04 


13.50 

18.90 

40.00 

6.72 

25.00 

0.84 


140.00 

25.00 

5.04 

300.00 

10.35 

1.01 


1080 

184.0 

2.20 

8255 

2705.0 

2.27 


6600 

1688.0 

2.28 

4800 

1475.0 

0.04 



Younger Alluvium 

Younger Alluvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Younger Alluvium 

Younger Alluvium 

Younger Alluvium 

Older Alluvium 

Older Alluvium 

Older Alluvium 

Older Alluvium 

Older Alluvium 



























































































































































































































































































































































































































































































































































































































District 

Block 

Village 

Type 
of Well 

Coordinate 

Latitude 

Longitude 

JALORE 

Sayla 

JEEWANA 

PIEZOMETER 

25.3792 

72.1667 

JALORE 

Sayla 

JIWANA 

PIEZOMETER 

25.4009 

72.2030 

JALORE 

Sayla 

Jiwana 

PZ 

25.3740 

72.1685 

JALORE 

Sayla 

Jiwana 

EW 

25.3740 

72.1685 

JALORE 

Sayla 

KHETLAWA 

PIEZOMETER 

25.3185 

72.0812 

JALORE 

Sayla 

LUMBA Kl DHANI 

PIEZOMETER 

25.3800 

72.0522 

JALORE 

Sayla 

SEDRIA Kl DHANI (SIRANA) 

PIEZOMETER 

25.4387 

72.0889 

JALORE 

Sayla 

TEJA Kl BERI 

PIEZOMETER 

25.3970 

72.0860 

JODHPUR 

Balesar 

AGOLAI 

PIEZOMETER 

26.2889 

72.6158 

JODHPUR 

Balesar 

Agolai-I 

EW 

26.2906 

72.6333 

JODHPUR 

Balesar 

Agolai-li 

EW 

26.2833 

72.6333 

JODHPUR 

Balesar 

BAORI 

PIEZOMETER 

26.5131 

72.3383 

JODHPUR 

Balesar 

BASNI MANNA 

PIEZOMETER 

26.4211 

72.7276 

JODHPUR 

Balesar 

BHLESAR BERA 

PIEZOMETER 

26.3930 

72.4827 

JODHPUR 

Balesar 

CHAMU 

PIEZOMETER 

26.6290 

72.5805 

JODHPUR 

Balesar 

HAPASAR 

PIEZOMETER 

26.6235 

72.4094 

JODHPUR 

Balesar 

KANASAR 

PIEZOMETER 

26.4808 

72.6487 

JODHPUR 

Balesar 

KHARI BERI 

PIEZOMETER 

26.3736 

72.5249 

JODHPUR 

Balesar 

KUI INDA. 

PIEZOMETER 

26.4616 

72.4945 

JODHPUR 

Balesar 

LORTA ACHALAWATA 

PIEZOMETER 

26.7059 

72.4488 

JODHPUR 

Balesar 

SUCH MANDLA 

PIEZOMETER 

26.8054 

72.4902 

JODHPUR 

Balesar 

TOLESAR 

PIEZOMETER 

26.3351 

72.6958 

JODHPUR 

Bawari 

BHAWAD 

PIEZOMETER 

26.5334 

73.0982 

JODHPUR 

Bawari 

BUCHETI 

PIEZOMETER 

26.5246 

73.3071 

JODHPUR 

Bawari 

KHERAPA. 

PIEZOMETER 

26.7037 

73.2983 

JODHPUR 

Bawari 

LEVERA 

PIEZOMETER 

26.7252 

73.2554 

JODHPUR 

Bawari 

SOYLA 

EXP LO RATO RY_W ELL 

26.8297 

73.3453 

JODHPUR 

Bawari 

Udalia 

PZ 

26.4965 

73.0672 

JODHPUR 

Bhopalgarh 

ASOP 

PIEZOMETER 

26.8022 

73.5735 

JODHPUR 

Bhopalgarh 

BANDRA 

PIEZOMETER 

26.5655 

73.3626 

JODHPUR 

Bhopalgarh 

Banor 

EW 

26.5833 

73.5500 

JODHPUR 

Bhopalgarh 

BHOPALGRH 

PIEZOMETER 

26.6488 

73.5051 

JODHPUR 

Bhopalgarh 

DADANI 

PIEZOMETER 

26.7322 

73.6419 

JODHPUR 

Bhopalgarh 

HEERADESAR 

PIEZOMETER 

26.6231 

73.3941 

JODHPUR 

Bhopalgarh 

Kumara 

PZ 

26.7375 

73.5375 

JODHPUR 

Bhopalgarh 

MINDOLI 

PIEZOMETER 

26.6893 

73.3619 

JODHPUR 

Bhopalgarh 

PALRI RANWAT 

PIEZOMETER 

26.7678 

73.4181 

JODHPUR 

Bilara 

BALA MALKOSNI 

PIEZOMETER 

26.1747 

73.5330 

JODHPUR 

Bilara 

BHAGASNI 

PIEZOMETER 

26.2901 

73.7296 

JODHPUR 

Bilara 

BILARA 

PIEZOMETER 

26.1833 

73.7083 

JODHPUR 

Bilara 

Chaupasan Road 

SH 

26.3500 

73.7667 

JODHPUR 

Bilara 

Haria Dhani Bilara 

PZ 

26.3887 

73.7636 

JODHPUR 

Bilara 

Jhak 

EW 

26.2869 

73.7854 

JODHPUR 

Bilara 

KHARIA MITHPUR 

PIEZOMETER 

26.2048 

73.7667 

JODHPUR 

Bilara 

Olivi 

PZ 

26.2017 

73.4563 

JODHPUR 

Bilara 

Pichak 

EW 

26.2207 

73.6645 

JODHPUR 

Bilara 

Rampuria 

EW 

26.2634 

73.7172 

JODHPUR 

Bilara 

RANSIGAON 

PIEZOMETER 

26.3589 

73.7503 

JODHPUR 

Bilara 

Ransigaon 

SH 

26.3611 

73.7413 

JODHPUR 

Luni 

Boranada 

PZ 

26.1848 

72.9417 

JODHPUR 

Luni 

Bornada 

SH 

26.1848 

72.9417 


Total Depth 
Drilled 
(m bgl) 


Static 
Water 
Level 
(m bgl) 

Discharge 

dps) 

35.00 

7.50 



26.47 

13.33 

6.29 

4.00 

22.00 

4.20 

30.00 

4.20 



Specific 

Capacity Specific Transmi- Storage 
(Discharge - Yield ssivity Coeffcient 
Drawdown) (Sy) (T) (S) 

Ips/m 


Chemical Quality 

EC 

|j/cm at 
25 °C 

Cl' 1 

(mg/I) 

F' 1 

(mg/I) 



24.00 

0.14 

23.00 

0.52 

23.00 

1.38 

23.00 

1.26 

20.00 

12.88 

45.00 

6.30 

41.30 

2.52 

35.00 

0.01 

36.00 

5.04 

11.00 

5.67 

19.20 

6.30 

34.00 

5.04 

45.00 

2.52 


30.00 


20.00 


70.00 


18.00 


38.00 


95.00 Meager 


45.00 


77.00 


3.74 


26.00 


55.00 


61.20 


41.9o|Meager 



203.10 144.00 Meager 


51.21 12.05 


70.00 12.00 


203.1 o| 47.80 Meager 


9.10 


103.94 13.42 


99.00 50.00 


283.77 56.08 


68.50 42.05 


2100 

449.0 

2.40 

1860 

312.0 

3.28 

920 

71.0 

1.92 

1110 

87.0 

2.80 

2180 

340.0 

1.30 

3300 

667.0 

1.92 


4600 

1163.0 

1.52 

1760 

255.0 

1.00 

8900 

274.9 

2.00 

3400 

773.0 

2.00 

1330 

269.0 

2.08 


Hydrogeological Unit 


Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Vindhyan Sandstone 
Vindhyan Sandstone 
Vindhyan Sandstone 
Vindhyan Sandstone 
Vindhyan Sandstone 
Vindhyan Sandstone 
Vindhyan Sandstone 
Vindhyan Sandstone 
Vindhyan Sandstone 
Older Alluvium 
Vindhyan Sandstone 

Jalore Granite _ 

Vindhyan Sandstone 
Vindhyan Sandstone 
Vindhyan Sandstone 
Vindhyan Sandstone 
Bilara Limestone 

Jalore Granite _ 

Jalore Granite _ 

Vindhyan Sandstone 
Bilara Limestone 
Vindhyan Sandstone 
Vindhyan Sandstone 
Vindhyan Sandstone 
Bilara Limestone 
Older Alluvium 
Bilara Limestone 
Bilara Limestone 
Bilara Limestone 
Bilara Limestone 
Bilara Limestone 
Bilara Limestone 

Jalore Granite _ 

Older Alluvium 
Bilara Limestone 
Bilara Limestone 
Bilara Limestone 
Older Alluvium 
Older Alluvium 







































































































































































































































































































































































































































































































































































































































































District 

Block 

Village 

Type 
of Well 

Coordinate 

Latitude 

Longitude 

JODHPUR 

Luni 

BUJAWAR 

PIEZOMETER 

26.2229 

72.9044 

JODHPUR 

Luni 

Doli-I 

EW 

26.1863 

72.8952 

JODHPUR 

Luni 

Doli-li 

EW 

26.1839 

72.8972 

JODHPUR 

Luni 

DUNDARA 

PIEZOMETER 

25.8867 

72.7989 

JODHPUR 

Luni 

Jhanwar 

PZ 

26.1966 

72.8660 

JODHPUR 

Luni 

Jhanwar-I 

SH 

26.2042 

72.8279 

JODHPUR 

Luni 

Jhanwar-li 

SH 

26.2000 

72.8500 

JODHPUR 

Luni 

Jhanwar-I ii 

SH 

26.2000 

72.8500 

JODHPUR 

Luni 

LOONAWAS KHARA 

PIEZOMETER 

26.1637 

72.8133 

JODHPUR 

Luni 

Lunawas Charna 

PZ 

26.1016 

72.8149 

JODHPUR 

Luni 

Narnadi 

PZ 

26.1505 

72.9101 

JODHPUR 

Luni 

PAL 

PIEZOMETER 

26.2161 

72.9639 

JODHPUR 

Luni 

Pal 

EW 

26.2167 

72.9667 

JODHPUR 

Luni 

Ranja Ki Dhani 

SH 

26.1843 

72.9473 

JODHPUR 

Luni 

Sajjara 

PZ 

26.1170 

73.2363 

JODHPUR 

Luni 

Sangaria Ki Dhani 

SH 

26.1989 

73.0192 

JODHPUR 

Luni 

SATLANA 

PIEZOMETER 

25.9738 

72.9357 

JODHPUR 

Mandor 

Army Area 

PZ 

26.3152 

73.0591 

JODHPUR 

Mandor 

BHATIYA NADI 

PIEZOMETER 

26.3685 

72.8213 

JODHPUR 

Mandor 

Ghantaghar 

EW 

26.2456 

73.0295 

JODHPUR 

Mandor 

GHANTIALA. 

PIEZOMETER 

26.3755 

72.7755 

JODHPUR 

Mandor 

Indroka 

PZ 

26.4500 

72.9167 

JODHPUR 

Mandor 

Jinavonki Dhani 

EW 

26.2833 

73.0000 

JODHPUR 

Mandor 

JODHPUR 

PIEZOMETER 

26.3044 

73.0015 

JODHPUR 

Mandor 

JODHPUR CITY 

PIEZOMETER 

26.3035 

72.9937 

JODHPUR 

Mandor 

Jodhpur 

PZ 

26.2522 

73.0067 

JODHPUR 

Mandor 

KERU 

PIEZOMETER 

26.3444 

72.8722 

JODHPUR 

Mandor 

Old Campus Uni. 

EW 

26.2288 

73.0316 

JODHPUR 

Mandor 

RAJWA 

PIEZOMETER 

26.3325 

72.8225 

JODHPUR 

Mandor 

Sobawaton Ki Dhani 

SH 

26.2333 

72.9833 

JODHPUR 

Mandor 

SOLODI 

PIEZOMETER 

26.3721 

72.8031 

JODHPUR 

Mandor 

Thorion Ki Dhani 

PZ 

26.2500 

72.9333 

JODHPUR 

Mandor 

TUBE WELL NO. 1 

PIEZOMETER 

26.3146 

72.9912 

JODHPUR 

Mandor 

TUBE WELL NO. 2 

PIEZOMETER 

26.3083 

73.0040 

JODHPUR 

Osian 

Binjaria Baori(Pz) 

PZ 

26.5559 

72.7882 

JODHPUR 

Osian 

GAGADI 

PIEZOMETER 

26.5709 

72.7451 

JODHPUR 

Osian 

KAPURIA 

PIEZOMETER 

26.9347 

73.0667 

JODHPUR 

Osian 

KELWA 

PIEZOMETER 

26.8397 

72.7624 

JODHPUR 

Osian 

KELWA 

PIEZOMETER 

26.8397 

72.7624 

JODHPUR 

Osian 

Kotwali Behensar 

EW 

26.5833 

72.9133 

JODHPUR 

Osian 

MATHANIA 

PIEZOMETER 

26.5200 

73.0058 

JODHPUR 

Osian 

MATHANIA 

PIEZOMETER 

26.5200 

73.0058 

JODHPUR 

Osian 

Nevra 

EW 

26.6820 

72.9976 

JODHPUR 

Osian 

RAMCHOWKI. 

PIEZOMETER 

26.7338 

72.7660 

JODHPUR 

Osian 

Samru 

EW 

26.7958 

72.6333 

JODHPUR 

Osian 

SANTORA KHURD. 

PIEZOMETER 

26.4619 

72.7546 

JODHPUR 

Osian 

Teori 

PZ 

26.5333 

72.8833 

JODHPUR 

Osian 

TINWARI 

PIEZOMETER 

26.5324 

72.8839 

JODHPUR 

Shergarh 

Balesar-I 

EW 

26.3500 

72.3167 

JODHPUR 

Shergarh 

Balesar-li 

EW 

26.3500 

72.3167 

JODHPUR 

Shergarh 

BHIYAR 

PIEZOMETER 

26.3333 

72.3333 


Total Depth 
Drilled 
(m bgl) 


Static 

Water Discharge Drawdown 

Level (Ips) (m) 

(m bgl) 


Specific 

Capacity Specific Transmi- Storage 
(Discharge - Yield ssivity Coeffcient 
Drawdown) (Sy) (T) (S) 

Ips/m 


Chemical Quality 

EC 

|j/cm at 
25 °C 

cr 1 

(mg/l) 

F 1 

(mg/l) 


Hydrogeological Unit 



945 

129.0 

1110 

170.0 

2770 

646.0 

1550 

312.0 

1850 

220.0 

4300 

674.0 

505 

35.0 

1480 

176.0 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Rhyolite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 





























































































































































































































































































































































































































































































































































































































































District 

Block 

Village 

Type 
of Well 

Coordinate 

Latitude 

Longitude 

JODHPUR 

Shergarh 

BHIYAR 

PIEZOMETER 

26.3333 

72.3333 

JODHPUR 

Shergarh 

DECHU. 

PIEZOMETER 

26.7480 

72.3129 

JODHPUR 

Shergarh 

Jethnia 

EW 

26.6503 

72.1923 

JODHPUR 

Shergarh 

KALAU 

PIEZOMETER 

26.6549 

72.1153 

JODHPUR 

Shergarh 

RAJSAR 

PIEZOMETER 

26.4841 

72.3149 

JODHPUR 

Shergarh 

SHERGARH 

PIEZOMETER 

26.3276 

72.2935 

NAGAUR 

Merta 

HARSOLAO 

PIEZOMETER 

26.7051 

73.7055 

NAGAUR 

Merta 

KURDAYA 

EXP LO RATO RY_W ELL 

26.4460 

73.8951 

NAGAUR 

Mundwa 

ASHAWRI 

EXP LO RATO RY_W ELL 

26.8066 

73.6920 

NAGAUR 

Mundwa 

KHUNDALA 

PIEZOMETER 

26.8812 

73.3152 

NAGAUR 

Mundwa 

KHUNDALA 

EXP LO RATO RY_W ELL 

26.8812 

73.3152 

NAGAUR 

Riyan 

Badauli 

EW 

26.4833 

74.1500 

NAGAUR 

Riyan 

Badauli 

SH 

26.4833 

74.1500 

NAGAUR 

Riyan 

Badayali 

PZ 

26.4833 

74.1333 

NAGAUR 

Riyan 

Berwa 

EW 

26.4833 

74.1333 

NAGAUR 

Riyan 

BHAWAL 

PIEZOMETER 

26.4727 

74.1067 

NAGAUR 

Riyan 

DEOGARH 

PIEZOMETER 

26.5420 

74.4792 

NAGAUR 

Riyan 

Gamliawas 

EW 

26.4731 

74.0333 

NAGAUR 

Riyan 

Gamliawas 

OW 

26.4731 

74.0333 

NAGAUR 

Riyan 

Gamliawas 

OW-I 

26.4731 

74.0333 

NAGAUR 

Riyan 

Gamliawas 

OW-II 

26.4731 

74.0333 

NAGAUR 

Riyan 

JHINTIYAN - II 

PIEZOMETER 

26.5101 

74.1755 

NAGAUR 

Riyan 

JHINTIYAN 1 

PIEZOMETER 

26.5061 

74.1798 

NAGAUR 

Riyan 

JHINTIYAN -1 

PIEZOMETER 

26.5083 

74.1829 

NAGAUR 

Riyan 

KALYANPURA 

PIEZOMETER 

26.5993 

74.4879 

NAGAUR 

Riyan 

MUGDARA (1) 

PIEZOMETER 

26.4500 

73.9500 

NAGAUR 

Riyan 

MUGDARA-II 

PIEZOMETER 

26.4500 

73.9500 

NAGAUR 

Riyan 

MUGDARA-II 

PIEZOMETER 

26.4500 

73.9500 

NAGAUR 

Riyan 

RIYAN BADI 

PIEZOMETER 

26.5109 

74.2198 

PALI 

Jaitaran 

Amarpura 

EW 

26.3667 

74.1167 

PALI 

Jaitaran 

Banja Kuri 

EW 

26.2856 

73.9466 

PALI 

Jaitaran 

Berkalanji 

EW 

26.2431 

73.8153 

PALI 

Jaitaran 

Berkalan-I 

EW 

26.2472 

73.8139 

PALI 

Jaitaran 

BHIMGARH 

OBSERVATIONWELL 

26.2519 

74.1988 

PALI 

Jaitaran 

BHOOMLIA 

PIEZOMETER 

26.3917 

74.1333 

PALI 

Jaitaran 

BIROL 

PIEZOMETER 

26.2610 

73.9094 

PALI 

Jaitaran 

Dhanneri 

SH 

26.4167 

74.1833 

PALI 

Jaitaran 

DIGARANA 

PIEZOMETER 

26.3975 

73.8750 

PALI 

Jaitaran 

DIGARANA 

PIEZOMETER 

26.3975 

73.8750 

PALI 

Jaitaran 

FALKA 

PIEZOMETER 

26.3958 

73.9347 

PALI 

Jaitaran 

JAITARAN 

PIEZOMETER 

26.2125 

73.9296 

PALI 

Jaitaran 

JETARAN 

PIEZOMETER 

26.2124 

73.9162 

PALI 

Jaitaran 

Kanawas 

EW 

26.3084 

73.9147 

PALI 

Jaitaran 

KAUNLIA 

PIEZOMETER 

26.2396 

73.9136 

PALI 

Jaitaran 

Kekind 

SH 

26.4499 

74.1173 

PALI 

Jaitaran 

Kharadi 

EW 

26.3500 

73.9000 

PALI 

Jaitaran 

KHEDA DEOGARH 

PIEZOMETER 

26.1263 

74.0282 

PALI 

Jaitaran 

NIMBOL 

PIEZOMETER 

26.3140 

73.8496 

PALI 

Jaitaran 

NIMBOL 

OBSERVATIONWELL 

26.3140 

73.8496 

PALI 

Jaitaran 

Nimbol 

EW 

26.3000 

73.8500 

PALI 

Jaitaran 

Pimpara 

OW 

26.4119 

73.9319 


Total Depth 
Drilled 
(m bgl) 


Static 
Water 
Level 
(m bgl) 



Specific 

Capacity 

Specific 

Transmi¬ 

Storage 

(Discharge - 

Yield 

ssivity 

Coeffcient 

Drawdown) 

(Sy) 

(T) 

(S) 

Ips/m 





Chemical Quality 

EC 

p/cm at 
25 °C 

Cl' 1 

(mg/I) 

F' 1 

(mg/I) 




1420 192.0 


3800 950.0 


1247.0 


1380 220.01 2.801 


6600 1637.0 12.26 


2800 596.0 1.60 


2000 280.0 


5600 1440.0 1.20 



2800 

277.0 

3600 

442.0 

2465 

530.0 



3675 

888.0 

0.30 

2130 

256.0 

5.00 

2000 

294.0 

2.50 



1270 

185.0 

1710 

289.0 

1710 

389.0 

6700 

851.0 

5040 

2353.0 

2200 

410.0 

2200 

410.0 

1260 

141.0 

3615 

901.0 



57 

43.0 

3221 

820.0 

7380 

2170.0 

5700 

1446.0 

2100 

553.0 



1554 

145.0 

2965 

581.0 

1140 

224.0 

1200 

19.0 

1200 

19.0 

1358 

250.0 


Hydrogeological Unit 


Older Alluvium 
Vindhyan Sandstone 
Vindhyan Sandstone 
Vindhyan Sandstone 
Older Alluvium 
Older Alluvium 
Vindhyan Sandstone 
Bilara Limestone 
Vindhyan Sandstone 
Vindhyan Sandstone 
Vindhyan Sandstone 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Phyllite & Schist 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Phyllite & Schist 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Bilara Limestone 
Bilara Limestone 

Gneisses _ 

Older Alluvium 
Younger Alluvium 
Older Alluvium 
Bilara Limestone 
Bilara Limestone 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Bilara Limestone 
Bilara Limestone 
Bilara Limestone 
Older Alluvium 























































































































































































































































































































































































































































































































































































































































Coordinate 


Chemical Quality 


District 

Block 

Village 

Type 
of Well 

Coordinate 

Total Depth 
Drilled 
(m bgl) 

Static 
Water 
Level 
(m bgl) 

Discharge 

dps) 

Drawdown 

(m) 

Specific 
Capacity 
(Discharge - 
Drawdown) 
Ips/m 

Specific 

Yield 

(Sy) 

Transmi¬ 

ssivity 

(T) 

Storage 

Coeffcient 

(S) 

Chemical Quality 

Hydrogeological Unit 

Latitude 

Longitude 

EC 

p/cm at 
25 °C 

Cl' 1 

(mg/I) 

F' 1 

(mg/I) 

PALI 

Jaitaran 

Pimpara 

EW 

26.4119 

73.9319 

312.70 

31.55 

22.33 

7.05 

3.17 


441.29 


2620 

440.0 


Older Alluvium 

PALI 

Jaitaran 

PRITHVIPURA 

PIEZOMETER 

26.2000 

73.8194 

178.00 

43.00 

0.42 






3800 

1801.0 

0.80 

Bilara Limestone 

PALI 

Jaitaran 

RABRIAWAS 

PIEZOMETER 

26.3212 

74.1094 

66.00 

20.50 

0.38 






590 

60.0 


Older Alluvium 

PALI 

Jaitaran 

RABRIAWAS 

PIEZOMETER 

26.3212 

74.1094 

66.00 

20.50 

0.38 






2700 

583.0 


Older Alluvium 

PALI 

Jaitaran 

Ramanwas Kalen 

EW 

26.2716 

73.8670 

165.90 

27.58 


6.21 



235.00 


525 

57.0 


Older Alluvium 

PALI 

Jaitaran 

RAS 

PIEZOMETER 

26.2980 

74.1844 

50.00 

15.00 

0.63 






4200 

638.0 

400.00 

Gneisses 

PALI 

Jaitaran 

RAS 

OBSERVATIONWELL 

26.2980 

74.1844 

50.00 

15.00 

0.63 






4200 

638.0 

400.00 

Gneisses 

PALI 

Jaitaran 

Sarsop 

EW 

26.1806 

74.0667 

141.40 

36.52 

0.73 






690 

64.0 

0.99 

Older Alluvium 

PALI 

Raipur 

BAR 

PIEZOMETER 

26.0813 

74.1018 

65.00 

32.91 

0.13 







738.0 

0.72 

Gneisses 

PALI 

Raipur 

Bootiwas 

EW 

26.2311 

74.1650 

200.00 

3.30 

3.83 

22.00 

0.17 


10.69 


1850 

426.0 

3.70 

Gneisses 

PALI 

Raipur 

RAMAWAS 

PIEZOMETER 

26.2164 

74.1782 

52.00 

24.20 







3000 

898.0 

10.40 

Gneisses 

PALI 

Raipur 

SENDRA 

PIEZOMETER 

26.0785 

74.1915 

64.00 

8.00 

3.83 






700 

50.0 

1.20 

Gneisses 

SIKAR 

Khandela 

BAORI 

PIEZOMETER 

27.4023 

75.5201 

90.00 

18.00 










Older Alluvium 

Sub Basin: Mithari | 

JALORE 

Ahore 

BEDANA 

PIEZOMETER 

25.3215 

72.9435 

70.00 











Older Alluvium 

JALORE 

Ahore 

BEDANA 

PIEZOMETER 

25.3215 

72.9435 

67.00 











Older Alluvium 

JALORE 

Ahore 

BHUTI 

PIEZOMETER 

25.4624 

73.0119 

101.00 

16.00 

2.02 









Older Alluvium 

JALORE 

Ahore 

BHUTI 

PIEZOMETER 

25.4624 

73.0119 

80.00 

16.00 

0.50 









Older Alluvium 

JALORE 

Ahore 

GUDAINDERPURA 

PIEZOMETER 

25.4243 

73.0468 

80.00 

28.00 

3.78 






3660 

1050.0 

0.58 

Older Alluvium 

JALORE 

Ahore 

JAITPURA (JOGANI) 

PIEZOMETER 

25.4500 

72.8333 

77.00 

7.60 

12.88 






10700 

2423.0 

2.40 

Older Alluvium 

JALORE 

Ahore 

JAITPURA-II (JOGANI) 

PIEZOMETER 

25.4500 

72.8333 

30.00 

8.75 

6.16 






9900 

2351.0 

2.80 

Older Alluvium 

JALORE 

Ahore 

JORA 

PIEZOMETER 

25.3611 

72.9161 

69.00 








1890 

376.0 

1.84 

Older Alluvium 

JALORE 

Ahore 

KERAL (NARWANA) 

PIEZOMETER 

25.4413 

73.0122 

57.00 

30.00 

0.62 









Older Alluvium 

JALORE 

Ahore 

KORANA 

PIEZOMETER 

25.5717 

72.8131 

75.00 











Older Alluvium 

JALORE 

Ahore 

MULEWA 

PIEZOMETER 

25.5191 

72.9559 

72.00 

25.00 

0.25 









Older Alluvium 

JALORE 

Ahore 

NARWANA 

PIEZOMETER 

25.4233 

72.9925 

136.00 











Older Alluvium 

JALORE 

Ahore 

NARWANA 

PIEZOMETER 

25.4233 

72.9925 

58.00 

30.00 

3.78 






3800 

808.0 

1.60 

Older Alluvium 

JALORE 

Ahore 

ROD LA 

PIEZOMETER 

25.4169 

73.0148 

52.00 











Older Alluvium 

PALI 

Bali 

BOYA 

PIEZOMETER 

25.1388 

73.2686 

60.00 

19.00 

1.54 






1850 

128.0 


Erinpura Granite 

PALI 

Bali 

FALNA 

PIEZOMETER 

25.2588 

73.2380 

51.00 

4.80 

0.06 






2280 

429.0 

7.68 

Erinpura Granite 

PALI 

Bali 

KAGRI 

PIEZOMETER 

25.2322 

73.2920 

61.00 

25.12 

0.25 







71.0 

5.28 

Erinpura Granite 

PALI 

Bali 

Katallyan 

EW 

25.1875 

73.3444 

173.00 

20.85 

0.17 






1760 

227.0 

0.80 

Erinpura Granite 

PALI 

Bali 

Khudala 

EW 

25.2373 

73.2358 

200.00 

19.90 

8.00 






250 

18.0 

0.90 

Erinpura Granite 

PALI 

Bali 

LATARA-I 

PIEZOMETER 

25.1354 

73.3727 

61.00 

10.80 

6.33 






1560 


1.36 

Older Alluvium 

PALI 

Bali 

LATA R A-II 

PIEZOMETER 

25.1346 

73.3741 

40.00 

10.80 

3.78 






1770 

325.0 

0.96 

Older Alluvium 

PALI 

Bali 

MURDARA 

PIEZOMETER 

25.1889 

73.3810 

61.00 

49.53 

0.32 







128.0 

2.32 

Erinpura Granite 

PALI 

Bali 

Sesli 

EW 

25.1498 

73.3090 

199.60 

25.83 

6.67 

8.05 

0.83 


10.69 


710 

85.0 

2.10 

Erinpura Granite 

PALI 

Bali 

Sesli 

OW 

25.1498 

73.3090 

200.00 

14.97 

0.83 






1040 

213.0 

2.00 

Erinpura Granite 

PALI 

Sumerpur 

AKDARA 

PIEZOMETER 

25.3285 

73.1993 

45.00 

4.50 

1.89 






3500 

666.0 


Phyllite & Schist 

PALI 

Sumerpur 

Devatara 

EW 

25.2889 

73.2292 

194.70 

11.42 

2.00 






5200 

1470.0 

5.30 

Phyllite & Schist 

PALI 

Sumerpur 

DUJANA-I 

PIEZOMETER 

25.2876 

73.1174 

36.00 

3.50 

3.78 






1395 

139.0 

5.00 

Phyllite & Schist 

PALI 

Sumerpur 

DUJANA-II 

PIEZOMETER 

25.2909 

73.1118 

30.00 

3.50 

1.96 






1410 

146.0 


Phyllite & Schist 

PALI 

Sumerpur 

DUJANA-III 

OBSERVATIONWELL 

25.2910 

73.1162 

20.00 

3.50 

2.24 






1395 

139.0 

5.00 

Phyllite & Schist 

PALI 

Sumerpur 

Khiwandi Mordu 

PW 

25.2529 

73.0721 

140.00 

33.00 

2.50 






1370 

185.0 

33.00 

Phyllite & Schist 

PALI 

Sumerpur 

PAWA-I 

PIEZOMETER 

25.4187 

73.0752 

46.00 

6.50 

10.36 






490 

59.0 

1.20 

Older Alluvium 

PALI 

Sumerpur 

PAW A-II 

PIEZOMETER 

25.4167 

73.0779 

34.50 

6.50 

6.30 






480 

7.0 

71.00 

Older Alluvium 

PALI 

Sumerpur 

TAKHATGARH 

PIEZOMETER 

25.3109 

73.0114 

51.00 

2.50 

4.76 






2985 

217.0 

5.20 

Older Alluvium 

PALI 

Sumerpur 

TAKHATGARH 

PIEZOMETER 

25.3109 

73.0114 

51.00 

2.50 

4.76 






2985 

217.0 

5.20 

Older Alluvium 

PALI 

Sumerpur 

Sanderao 

EW 

25.2847 

73.1694 

185.00 

10.40 

0.08 






750 

67.0 

2.30 

Phyllite & Schist 

Sub Basin: Sagi | 

JALORE 

Bhinmal 

HAPPU Kl DHANI 

PIEZOMETER 

25.0993 

71.9379 

185.00 

10.00 

7.56 






5160 

1447.0 

1.08 

Older Alluvium 













































































































































































































































































































































































































































































































































































































































District 

Block 

Village 

Type 
of Well 

Coordinate 

Total Depth 
Drilled 
(m bgl) 

Latitude 

Longitude 

JALORE 

Bhinmal 

KIRWALA 

PIEZOMETER 

24.9703 

72.1269 

200.00 

JALORE 

Bhinmal 

NIMBAWAS 

PIEZOMETER 

25.0110 

72.1473 

205.00 

JALORE 

Bhinmal 

NIMBAWAS 

PIEZOMETER 

25.0110 

72.1473 

99.00 

JALORE 

Bhinmal 

NIMBORA 

PIEZOMETER 

24.9859 

72.1731 

130.00 

JALORE 

Bhinmal 

NIMBORA-II 

PIEZOMETER 

24.9829 

72.1746 

145.00 

JALORE 

Bhinmal 

PUNASA 

PIEZOMETER 

25.0120 

72.0789 

115.00 

JALORE 

Bhinmal 

PUNASA 

PIEZOMETER 

25.0120 

72.0789 

200.00 

JALORE 

Bhinmal 

PUNASA 

PIEZOMETER 

25.0120 

72.0789 

200.00 

JALORE 

Bhinmal 

PUNASA 

PIEZOMETER 

25.0120 

72.0789 

204.00 

JALORE 

Bhinmal 

PUNASA 

PIEZOMETER 

25.0120 

72.0789 

300.00 

JALORE 

Bhinmal 

VADA BHADVI 

PIEZOMETER 

25.0724 

72.0287 

180.00 

JALORE 

Bhinmal 

VIYOKA GOLIA 

PIEZOMETER 

25.0438 

72.1112 

82.00 

JALORE 

Chitalwana 

JODHAWAS 

PIEZOMETER 

25.0708 

71.9057 

215.00 

JALORE 

Jaswantpura 

BHINMAL 

PIEZOMETER 

25.0036 

72.2730 

116.00 

JALORE 

Jaswantpura 

BHINMAL 

PIEZOMETER 

25.0036 

72.2730 

60.00 

JALORE 

Jaswantpura 

Khanda Dewal 

EW 

24.9420 

72.2911 

38.20 

JALORE 

Jaswantpura 

KORAN (BHINMAL) 

PIEZOMETER 

25.0059 

72.3076 

86.00 

JALORE 

Jaswantpura 

PAULI 

PIEZOMETER 

24.9403 

72.3543 

27.00 

JALORE 

Raniwara 

Alri 

EW 

24.9384 

72.2612 

160.00 

JALORE 

Raniwara 

Charpatiya 

EW 

24.8505 

72.2490 

180.00 

JALORE 

Raniwara 

CHATWARA 

EXP LO RATO RY_W ELL 

24.9347 

72.1287 

47.00 

JALORE 

Raniwara 

Chitrodi 

EW 

24.8833 

72.2667 

172.10 

JALORE 

Raniwara 

DHANWARA 

PIEZOMETER 

24.9668 

72.1927 

16.00 

JALORE 

Raniwara 

DHANWARA 

PIEZOMETER 

24.9668 

72.1927 

70.00 

JALORE 

Raniwara 

Dhanwara 

PZ 

24.9669 

72.1978 

71.00 

JALORE 

Raniwara 

Kagmala 

EW 

24.8446 

72.2859 

160.00 

JALORE 

Raniwara 

Kagmala(Ow-l) 

OW 

24.8426 

72.2868 

160.20 

JALORE 

Raniwara 

Kagmala(Ow-li) 

OW 

24.8333 

72.2667 

160.20 

JALORE 

Raniwara 

Lakhawas 

EW 

24.8810 

72.1674 

190.70 

JALORE 

Raniwara 

Raniwara 

PZ 

24.7890 

72.1930 

35.00 

JALORE 

Raniwara 

ROPSI 

PIEZOMETER 

24.9466 

72.2212 

50.00 

JALORE 

Raniwara 

Silasan 

EW 

24.8834 

72.2080 

105.30 

Sub Basin: Sukri 

BARMER 

Siwana 

SIALI 

EXP LO RATO RY_W ELL 

25.8167 

72.6667 

65.53 

JALORE 

Ahore 

BHADRAJUN 

PIEZOMETER 

25.6015 

72.8979 

76.00 

JALORE 

Ahore 

BHADRAJUN,(THUMBA HATODA NADA) 

PIEZOMETER 

25.5944 

72.8988 

125.00 

JALORE 

Ahore 

GOLIA (BHADRAJUN) 

PIEZOMETER 

25.5953 

72.9176 

125.00 

JALORE 

Ahore 

GOLIA (BHADRAJUN) 

PIEZOMETER 

25.5953 

72.9176 

125.00 

JALORE 

Ahore 

HATODA NADA GOLIA (BHADRAJUN) 

PIEZOMETER 

25.6078 

72.9039 

84.86 

JALORE 

Ahore 

KISHANGARH 

PIEZOMETER 

25.5319 

72.9255 

61.00 

PALI 

Bali 

Khinmel 

EW 

25.3115 

73.2834 

178.00 

PALI 

Desuri 

DESURI 

PIEZOMETER 

25.2711 

73.5807 

50.00 

PALI 

Desuri 

Desuri-I 

EW 

25.2439 

73.5653 


PALI 

Desuri 

Desuri-li 

PW 

25.2435 

73.5711 

81.80 

PALI 

Desuri 

DHALOP 

OBSERVATIONWELL 

25.3100 

73.4420 

62.00 

PALI 

Desuri 

NADOL 

PIEZOMETER 

25.3744 

73.4540 

60.00 

PALI 

Desuri 

NARLAI 

PIEZOMETER 

25.3125 

73.5278 

65.00 

PALI 

Desuri 

NARLAI 

PIEZOMETER 

25.3125 

73.5278 

60.00 

PALI 

Desuri 

NARLAI (PRODUCTION WELL) 

PIEZOMETER 

25.3052 

73.5242 

65.00 

PALI 

Desuri 

RAMPURA 

PIEZOMETER 

25.3746 

73.5366 

80.00 

PALI 

Pali 

GUDA PRATAP SINGH 

PIEZOMETER 

25.6102 

73.1327 

40.00 


Static 
Water 
Level 
(m bgl) 


Discharge Drawdown 

dps) (m) 


Specific 

Capacity Specific Transmi- Storage 
(Discharge - Yield ssivity Coeffcient 
Drawdown) (Sy) (T) (S) 

Ips/m 


Chemical Quality 

EC 

p/cm at 
25 °C 

Cl' 1 

(mg/I) 

F' 1 

(mg/I) 


Hydrogeological Unit 


1340 184.0 


920 113.0 



1350 220.0 


4090 766.0 


2980 411.0 


1.36 Younger Alluvium 


1.56|younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


0.32 Younger Alluvium 


3.00 Younger Alluvium 


1.69 Older Alluvium 


Younger Alluvium 


0.88 Older Alluvium 


Older Alluvium 


1.96 Older Alluvium 


Jalore Granite 


Jalore Granite 


7.00 Jalore Granite 


7.35 Younger Alluvium 


5.47 Jalore Granite 


1.20 Rhyolite 


3.63 Jalore Granite 


Younger Alluvium 


Younger Alluvium 


8.00 Younger Alluvium 


4.20 Jalore Granite 


4.06 Jalore Granite 


4.16 Older Alluvium 


2.74 Rhyolite 


1.75 Older Alluvium 


Younger Alluvium 


3.36 Jalore Granite 


Younger Alluvium 


Older Alluvium 


3.00 Older Alluvium 


Older Alluvium 


Older Alluvium 


0.56 Older Alluvium 


Older Alluvium 


Erinpura Granite 


0.64|Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


4.68 Erinpura Granite 


0.40 Erinpura Granite 


4.00 Erinpura Granite 


3.64 Erinpura Granite 


4.00 Erinpura Granite 


1.60 Erinpura Granite 


2.801 Phyllite & Schist 








































































































































































































































































































































































































































































































































































































District 

Block 

Village 

Type 
of Well 

Coordinate 

Total Depth 
Drilled 
(m bgl) 

Static 

Latitude 

Longitude 

Water 
Level 
(m bgl) 

PALI 

Rani 

BIJOWA 

OBSERVATIONWELL 

25.3601 

73.3365 

62.00 

20.50 

PALI 

Rani 

BINJARLA 

PIEZOMETER 

25.3626 

73.3778 

61.00 

30.50 

PALI 

Rani 

CHANCHORI 

PIEZOMETER 

25.4389 

73.2961 

50.00 

16.95 

PALI 

Rani 

DEOLI 

PIEZOMETER 

25.4525 

73.4571 

60.00 

24.93 

PALI 

Rani 

DEOLI-I 

PIEZOMETER 

25.4525 

73.4571 

39.00 

4.90 

PALI 

Rani 

JAWALI 

PIEZOMETER 

25.4713 

73.3759 

75.00 

19.10 

PALI 

Rani 

JAWALI 

OBSERVATIONWELL 

25.4713 

73.3759 

75.00 

19.10 

PALI 

Rani 

KHOD 

PIEZOMETER 

25.5417 

73.3533 

37.50 

20.00 

PALI 

Rani 

RANI VILLAGE 

PIEZOMETER 

25.3614 

73.2956 

64.00 

35.00 

PALI 

Rani 

SOMESAR 

PIEZOMETER 

25.5154 

73.4437 

32.50 

6.50 

PALI 

Rani 

SOMESAR 

PIEZOMETER 

25.5154 

73.4437 

61.00 

29.98 

PALI 

Rani 

SOMESAR 

PIEZOMETER 

25.5154 

73.4437 

61.00 

29.98 

PALI 

Rani 

SOMESAR-II 

PIEZOMETER 

25.5132 

73.4432 

26.00 

6.50 

PALI 

Rohat 

DEWAN 

PIEZOMETER 

25.6130 

73.0025 

85.00 

14.50 

PALI 

Rohat 

KULTHANA-I 

PIEZOMETER 

25.6746 

72.9642 

60.60 

6.35 

PALI 

Rohat 

KULTHANA-II 

PIEZOMETER 

25.6625 

72.9667 

60.60 

6.35 

PALI 

Rohat 

KULTHANA-I 1 

PIEZOMETER 

25.6625 

72.9667 

25.00 

6.35 

PALI 

Rohat 

KULTHANA-II (OBSERVATION WELL) 

OBSERVATIONWELL 

25.6792 

72.9741 

25.00 

6.35 

PALI 

Rohat 

SUKARLAI 

PIEZOMETER 

25.7766 

73.1143 

54.00 

11.49 

PALI 

Sumerpur 

DHOLA 

PIEZOMETER 

25.4356 

73.2236 

55.00 

20.00 

RAJSAMAND 

Kumbhalgarh 

Richer (Pz) 

PZ 

25.1671 

73.6680 

196.90 

21.00 

RAJSAMAND 

Kumbhalgarh 

Richer(Ew) 

EW 

25.1669 

73.6680 

111.40 

21.00 


Discharge 

dps) 


Drawdown 

(m) 


Specific 

Capacity Specific Transmi- Storage 
(Discharge - Yield ssivity Coeffcient 
Drawdown) (Sy) (T) (S) 

Ips/m 


Chemical Quality 

EC 

p/cm at 
25 °C 

Cl' 1 

(mg/I) 

F' 1 

(mg/I) 


Hydrogeological Unit 



Sub Basin: Sukri (Sayla) 


JALORE 

Bhinmal 

ARNU 

PIEZOMETER 

25.0891 

72.1699 

200.00 

JALORE 

Bhinmal 

BHALNI 

PIEZOMETER 

25.1261 

71.9470 

201.00 

JALORE 

Bhinmal 

Dadhal-lii 

SH 

25.1833 

72.0833 

167.26 

JALORE 

Bhinmal 

Dadhal-V 

SH 

25.1833 

72.0833 

85.04 

JALORE 

Bhinmal 

DHUMARIA 

PIEZOMETER 

25.1377 

72.0194 

52.00 

JALORE 

Bhinmal 

DHUMARIA 

PIEZOMETER 

25.1377 

72.0194 

88.00 

JALORE 

Bhinmal 

Dumaria 

SH 

25.1500 

72.0167 

198.51 

JALORE 

Bhinmal 

Jhunjhani 

PZ 

25.0583 

72.1917 

117.00 

JALORE 

Bhinmal 

Junibali 

SH 

25.1000 

71.8667 

305.40 

JALORE 

Bhinmal 

M IN DAW AS 

PIEZOMETER 

25.1099 

72.1217 

192.00 

JALORE 

Bhinmal 

Mindawas 

EW 

25.1167 

72.1167 

197.84 

JALORE 

Bhinmal 

NARSANA 

PIEZOMETER 

25.1218 

72.0517 

185.00 

JALORE 

Bhinmal 

RAH 

PIEZOMETER 

25.1268 

72.0921 

170.00 

JALORE 

Chitalwana 

AMBA KA GOLIAN 

PIEZOMETER 

25.0274 

71.8838 

188.00 

JALORE 

Chitalwana 

Ankhol 

EW 

25.0603 

71.8622 

204.30 

JALORE 

Chitalwana 

Ankhol 

OW-I 

25.0603 

71.8622 

201.00 

JALORE 

Chitalwana 

Ankhol 

OW-II 

25.0603 

71.8622 

150.00 

JALORE 

Chitalwana 

DHARNAWAS 

PIEZOMETER 

25.0177 

71.7967 

160.00 

JALORE 

Chitalwana 

ITADA 

PIEZOMETER 

25.0481 

71.8195 

150.00 

JALORE 

Chitalwana 

Jhab 

EW 

25.0167 

71.8500 

362.80 

JALORE 

Jaswantpura 

DHANSA 

PIEZOMETER 

25.2096 

72.3833 

110.00 

JALORE 

Sayla 

CHORAU (ASANA) 

PIEZOMETER 

25.3012 

72.2896 

60.00 

JALORE 

Sayla 

DADAL 

PIEZOMETER 

25.2235 

72.0514 

115.00 

JALORE 

Sayla 

DADAL 

PIEZOMETER 

25.2235 

72.0514 

111.00 

JALORE 

Sayla 

DETA KALLA 

PIEZOMETER 

25.2212 

72.1717 

110.00 

JALORE 

Sayla 

DETA KALLA 

PIEZOMETER 

25.2212 

72.1717 

108.00 

JALORE 

Sayla 

DETA KALLA 

PIEZOMETER 

25.2212 

72.1717 

80.00 

JALORE 

Sayla 

DHANANI 

PIEZOMETER 

25.2531 

72.3757 

90.00 


2355 

395.0 

18000 

4397.0 

5900 

1507.0 

5900 

1507.0 

5900 

1507.0 

5900 

1507.0 



3000 610.0 



5052 

1500.0 

5052 

1500.0 


575 50.0 


0.92 Phyllite & Schist 


1,84|Phyllite & Schist 


Phyllite & Schist 


3.64 Erinpura Granite 


1.00 Erinpura Granite 


1.60 Phyllite & Schist 


1.601 Phyllite & Schist 


Phyllite & Schist 


1.20 Phyllite & Schist 


5.36 Erinpura Granite 


12.08 Erinpura Granite 


12.08 Erinpura Granite 


5.36 Erinpura Granite 


5.20 Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


5.12 Older Alluvium 


1.60 Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


1.36 Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


1.30 Older Alluvium 


Older Alluvium 


1.52 Older Alluvium 


2.92 Older Alluvium 


Older Alluvium 


1.68 Older Alluvium 


Older Alluvium 


1.84 Older Alluvium 


1.87 Older Alluvium 


1.25 Older Alluvium 


1.12 Older Alluvium 


1.32|Younger Alluvium 


Older Alluvium 


Older Alluvium 


1.12|Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


2.16 Younger Alluvium 


2.16|Younger Alluvium 


Younger Alluvium 


1.08|Younger Alluvium 













































































































































































































































































































































































































































































































































































































Coordinate 


Chemical Quality 


District 

Block 

Village 

Type 
of Well 

Coordinate 

Total Depth 
Drilled 
(m bgl) 

Static 
Water 
Level 
(m bgl) 

Discharge 

dps) 

Drawdown 

(m) 

Specific 
Capacity 
(Discharge - 
Drawdown) 
Ips/m 

Specific 

Yield 

(Sy) 

Transmi¬ 

ssivity 

(T) 

Storage 

Coeffcient 

(S) 

Chemical Quality 

Hydrogeological Unit 

Latitude 

Longitude 

EC 

p/cm at 
25 °C 

cr 1 

(mg/l) 

F 1 

(mg/l) 

JALORE 

Sayla 

POSANA (FOR PANTHERI W.S.S.) 

PIEZOMETER 

25.2539 

72.2353 

80.00 








94 

234.0 

0.32 

Older Alluvium 

JALORE 

Sayla 

POSANA T/W NO.-2 

PIEZOMETER 

25.2539 

72.2353 

80.00 

20.00 

7.06 






940 

234.0 

0.32 

Older Alluvium 

JALORE 

Sayla 

Posana 

PZ 

25.2500 

72.2333 

102.00 

19.15 

13.33 

12.31 

1.08 




2540 

426.0 

1.00 

Older Alluvium 

JALORE 

Sayla 

Posana-I 

SH 

25.2656 

72.2285 

182.90 








1391 

130.0 


Younger Alluvium 

JALORE 

Sayla 

Posana-li 

SH 

25.2667 

72.2333 

181.49 








1544 

190.0 


Younger Alluvium 

JALORE 

Sayla 

Posana-lii 

SH 

25.2552 

72.2317 

171.46 








813 

130.0 


Younger Alluvium 

JALORE 

Sayla 

Posana-lv 

SH 

25.2551 

72.2191 

158.38 








2303 

220.0 


Younger Alluvium 

JALORE 

Sayla 

Posana-V 

SH 

25.2649 

72.2369 

162.03 








4875 

1225.0 


Younger Alluvium 

JALORE 

Sayla 

Posana-Vi 

EW 

25.2647 

72.2306 


5.33 

30.28 

12.96 

2.34 




1820 

200.0 


Younger Alluvium 

JALORE 

Sayla 

Posana-Vii 

SH 

25.2560 

72.2488 

106.20 








9934 

2725.0 


Older Alluvium 

JALORE 

Sayla 

SAYLA 

PIEZOMETER 

25.3192 

72.3485 

85.00 

27.00 

4.20 









Younger Alluvium 

JALORE 

Sayla 

SAYLA-II (OBSERVATION WELL) 

OBSERVATIONWELL 

25.3192 

72.3485 

80.00 

9.00 

10.36 






1320 

229.0 

1.60 

Younger Alluvium 

JALORE 

Sayla 

TILORA 

PIEZOMETER 

25.2193 

72.0935 

85.00 

20.00 

3.78 







240.0 

1.74 

Younger Alluvium 

JALORE 

Sayla 

Tura 

SH 

25.2667 

72.3500 

53.17 








8453 

2950.0 


Younger Alluvium 

River Basin: Mahi 

Sub Basin: Anas 

BANSWARA 

Anandpuri 

BORWANIA 

PIEZOMETER 

23.4118 

74.1163 

57.35 

11.00 

0.13 






870 

67.0 

0.99 

Phyllite & Schist 

BANSWARA 

Anandpuri 

CHHAJA 

PIEZOMETER 

23.4279 

74.0627 

48.00 

6.20 

1.54 






300 

25.0 

0.46 

Phyllite & Schist 

BANSWARA 

Anandpuri 

Chhaja 

EW 

23.4273 

74.0637 

113.50 

7.16 

0.50 

25.68 

0.02 


6.52 


470 

21.0 

0.52 

Phyllite & Schist 

BANSWARA 

Anandpuri 

UDAIPURA BADA 

PIEZOMETER 

23.4110 

74.1745 

50.00 

21.00 

0.63 






565 

60.0 

0.66 

Phyllite & Schist 

BANSWARA 

Bagidora 

Bagi Dhora 

EW 

23.4000 

74.2667 

129.70 

2.30 

0.16 

30.00 

0.01 




715 

78.0 

1.24 

Phyllite & Schist 

BANSWARA 

Bagidora 

Bari 

EW 

23.3506 

74.3253 

65.00 

3.60 

0.08 




0.30 


560 

28.0 

1.80 

Phyllite & Schist 

BANSWARA 

Bagidora 

GANGAR TALAI 

EXP LO RATO RY_W ELL 

23.2513 

74.1629 

150.00 

2.50 

0.34 






2500 

542.0 

1.60 

Phyllite & Schist 

BANSWARA 

Bagidora 

Kalinjara 

EW 

23.3433 

74.3011 

126.30 

6.40 

1.00 

20.00 

0.05 




1475 

284.0 

2.25 

Phyllite & Schist 

BANSWARA 

Bagidora 

SALLOPAT 

EXP LO RATO RY_W ELL 

23.1832 

74.1619 

80.00 

3.90 

1.01 

30.28 

0.03 




560 

27.0 

0.35 

Phyllite & Schist 

BANSWARA 

Bagidora 

SALLOPAT 

OBSERVATIONWELL 

23.1832 

74.1619 

40.00 

3.90 


0.39 





560 

27.0 

0.35 

Phyllite & Schist 

BANSWARA 

Bagidora 

Sallopat 

EW 

23.1920 

74.1659 

116.50 

1.60 

2.17 

15.00 

0.14 


68.60 


415 

14.0 

14.00 

Phyllite & Schist 

BANSWARA 

Bagidora 

Timbi Moti 

EW 

23.2833 

74.1333 

101.35 

11.47 










Deccan Traps 

BANSWARA 

Garhi 

KOTRA 

PIEZOMETER 

23.4594 

74.0719 

70.00 

8.00 

0.63 






555 

25.0 

0.72 

Phyllite & Schist 

BANSWARA 

Kushalgarh 

KUSHALGARH 

PIEZOMETER 

23.1941 

74.4494 

55.30 

8.40 

0.70 






510 

35.0 

0.66 

Deccan Traps 

BANSWARA 

Kushalgarh 

KUSHALGARH 

EXP LO RATO RY_W ELL 

23.1941 

74.4494 

51.00 








2190 

388.0 

3.38 

Deccan Traps 

BANSWARA 

Kushalgarh 

Kushalgarh 

EW 

23.1981 

74.4405 

108.50 

2.76 

1.67 

16.65 

0.10 


3.00 


625 

71.0 

0.64 

Deccan Traps 

BANSWARA 

Kushalgarh 

NAGDA BARI 

EXP LO RATO RY_W ELL 

23.1672 

74.4908 

150.00 

5.00 

0.31 






540 

35.0 

0.54 

Deccan Traps 

BANSWARA 

Kushalgarh 

THUMAT 

PIEZOMETER 

23.2091 

74.4018 

58.00 

28.00 

0.25 






1000 

138.0 

2.78 

Deccan Traps 

BANSWARA 

Kushalgarh 

WAGAICHA 

PIEZOMETER 

23.1095 

74.5133 

70.00 

35.00 

0.25 






390 

18.0 

0.44 

Deccan Traps 

BANSWARA 

Sajjangarh 

BHEELKUA 

PIEZOMETER 

23.2773 

74.2806 

70.00 

1.00 

3.78 






490 

35.0 

1.62 

Phyllite & Schist 

BANSWARA 

Sajjangarh 

CHHOTA LOHARIA 

PIEZOMETER 

23.2022 

74.3510 

70.00 

50.00 

0.25 






305 

14.0 

0.58 

Deccan Traps 

BANSWARA 

Sajjangarh 

CHOTTA DUNGRA 

PIEZOMETER 

23.1743 

74.3153 

50.00 

6.00 

0.25 






430 

35.0 

0.18 

Phyllite & Schist 

BANSWARA 

Sajjangarh 

JHALKIA 

PIEZOMETER 

23.2029 

74.2505 

40.00 

36.00 

0.03 






430 

14.0 

0.80 

Phyllite & Schist 

BANSWARA 

Sajjangarh 

KASAR WADI 

PIEZOMETER 

23.1228 

74.3236 

50.00 

11.00 

0.04 






330 

25.0 

0.86 

Deccan Traps 

BANSWARA 

Sajjangarh 

MAGARDA 

EXP LO RATO RY_W ELL 

23.2564 

74.3810 

71.00 

2.57 


0.17 





650 

26.0 

1.03 

Phyllite & Schist 

BANSWARA 

Sajjangarh 

MAGARDA 

EXP LO RATO RY_W ELL 

23.2564 

74.3810 

62.00 

2.60 

3.78 

5.41 

0.70 




645 

34.0 

1.00 

Phyllite & Schist 

BANSWARA 

Sajjangarh 

MOLAN (MACCHA) 

PIEZOMETER 

23.2994 

74.3328 

50.00 

12.00 

0.13 






600 

18.0 

0.60 

Phyllite & Schist 

BANSWARA 

Sajjangarh 

SAJJANGARH 

PIEZOMETER 

23.2584 

74.2917 

70.00 

6.00 

0.50 






960 

103.0 

2.32 

Phyllite & Schist 

BANSWARA 

Sajjangarh 

Sajjangarh 

EW 

23.2574 

74.2989 

103.00 

3.34 





0.01 





Phyllite & Schist 

BANSWARA 

Sajjangarh 

TAMBESARA 

PIEZOMETER 

23.2473 

74.3579 

50.00 

3.00 

0.19 






1020 

74.0 

2.00 

Deccan Traps 

BANSWARA 

Sajjangarh 

Tamesara 

EW 

23.2488 

74.3602 

102.00 

3.60 

0.80 




0.26 


860 

42.0 


Deccan Traps 

BANSWARA 

Sajjangarh 

TANDA MANGLA 

EXP LO RATO RY_W ELL 

23.2605 

74.2873 

82.00 

4.85 

0.63 

25.18 

0.03 




770 

56.0 

0.45 

Phyllite & Schist 

BANSWARA 

Sajjangarh 

TANDA MANGLA 

OBSERVATIONWELL 

23.2605 

74.2873 

40.00 











Phyllite & Schist 

Sub Basin: Bhandar | 

DUNGARPUR 

Simalwara 

Badamil 

EW 

23.5500 

73.8333 

138.60 

12.13 

0.80 

12.90 

0.06 




440 

21.0 


Ultra Basics 


























































































































































































































































































































































































































































































































































































































































Coordinate 


Chemical Quality 


District 

Block 

Village 

Type 
of Well 

Coordinate 

Total Depth 
Drilled 
(m bgl) 

Static 
Water 
Level 
(m bgl) 

Discharge 

dps) 

Drawdown 

(m) 

Specific 
Capacity 
(Discharge - 
Drawdown) 
Ips/m 

Specific 

Yield 

(Sy) 

Transmi¬ 

ssivity 

(T) 

Storage 

Coeffcient 

(S) 

Chemical Quality 

Hydrogeological Unit 

Latitude 

Longitude 

EC 

p/cm at 
25 °C 

Cl' 1 

(mg/I) 

F' 1 

(mg/I) 

DUNGARPUR 

Simalwara 

BORAMLI 

PIEZOMETER 

23.5619 

73.8211 

50.00 

17.00 

0.13 






1140 

71.0 


Ultra Basics 

DUNGARPUR 

Simalwara 

DARIYATI 

PIEZOMETER 

23.5200 

73.8589 

70.00 

15.00 

1.01 






600 

25.0 

0.86 

Phyllite & Schist 

DUNGARPUR 

Simalwara 

DECHARA 

PIEZOMETER 

23.4736 

73.7310 

70.00 

25.00 

0.63 






1010 

174.0 

1.72 

Phyllite & Schist 

DUNGARPUR 

Simalwara 

LALPURA 

PIEZOMETER 

23.4400 

73.7272 

70.00 

15.00 

1.89 






910 

199.0 

0.56 

Phyllite & Schist 

DUNGARPUR 

Simalwara 

Peeth 

EW 

23.5266 

73.7658 

135.60 

2.02 

0.83 

39.60 

0.02 




2350 

531.0 


Phyllite & Schist 

DUNGARPUR 

Simalwara 

RAMSOR BARA 

PIEZOMETER 

23.4781 

73.7881 

70.00 

9.00 

3.78 






1035 

177.0 

1.16 

Phyllite & Schist 

DUNGARPUR 

Simalwara 

SARTHOONA 

PIEZOMETER 

23.4742 

73.6436 

50.00 

17.00 

0.13 






1275 

170.0 


Phyllite & Schist 

DUNGARPUR 

Simalwara 

Sarthuna 

EW 

23.4666 

73.6569 

80.60 

7.68 

3.52 

19.91 

0.18 


10.00 


1575 

277.0 


Phyllite & Schist 

DUNGARPUR 

Simalwara 

Sarthuna 

EW 

23.4666 

73.6569 

80.60 

5.30 

4.60 

24.00 

0.19 




1275 

199.0 


Phyllite & Schist 

Sub Basin: Jakham | 

PRATAPGARH 

Dhariawad 

BHANAWATA 

PIEZOMETER 

24.1334 

74.3320 

70.00 

25.00 

0.56 






1140 

121.0 

0.72 

Gneisses(B.G.C.) 

PRATAPGARH 

Dhariawad 

Dhariawad (CT) 

PIEZOMETER 

24.1189 

74.4492 

50.00 

18.00 

1.89 






980 

106.0 


Gneisses(B.G.C.) 

PRATAPGARH 

Dhariawad 

Dhariyawad 

EW 

24.1000 

74.4500 

113.95 

2.46 

4.75 

10.50 

0.45 




615 

57.0 

0.35 

Gneisses(B.G.C.) 

PRATAPGARH 

Dhariawad 

Dhariyawad 

OW 

24.1000 

74.4500 

43.35 

2.48 

6.66 

11.95 

0.56 




540 

50.0 

0.25 

Gneisses(B.G.C.) 

Sub Basin: Mahi | 

BANSWARA 

Anandpuri 

ANANDPURI 

EXP LO RATO RY_W ELL 

23.3768 

74.0363 

71.00 

10.30 

2.56 

13.92 

0.18 




590 

32.0 

0.52 

Phyllite & Schist 

BANSWARA 

Anandpuri 

ANANDPURI 

OBSERVATIONWELL 

23.3768 

74.0363 

40.00 

10.50 


1.06 





590 

32.0 

0.52 

Phyllite & Schist 

BANSWARA 

Anandpuri 

Anandpuri 

EW 

23.3767 

74.0368 

95.25 

1.64 

2.91 

15.05 

0.19 


115.00 


660 

57.0 

0.52 

Phyllite & Schist 

BANSWARA 

Anandpuri 

BARETH 

PIEZOMETER 

23.3305 

74.0451 

70.00 

16.00 

0.63 






855 

11.0 

1.16 

Phyllite & Schist 

BANSWARA 

Anandpuri 

Khunta 

EW 

23.3500 

74.0667 

107.40 

2.20 

1.67 

29.65 

0.06 


26.40 


520 

26.0 

0.60 

Phyllite & Schist 

BANSWARA 

Anandpuri 

Khunta 

EW 

23.3500 

74.0667 

104.55 

5.68 

12.50 

9.06 

1.38 




435 

43.0 

0.25 

Phyllite & Schist 

BANSWARA 

Anandpuri 

MUNDRI 

PIEZOMETER 

23.3722 

74.0809 

70.00 

13.00 

0.44 






555 

50.0 

0.72 

Phyllite & Schist 

BANSWARA 

Anandpuri 

PHALWA 

EXP LO RATO RY_W ELL 

23.3172 

74.1008 

150.00 

2.50 

1.89 






640 

35.0 

2.14 

Phyllite & Schist 

BANSWARA 

Bagidora 

BARIGAMA 

PIEZOMETER 

23.3728 

74.3900 

70.00 

12.00 

0.44 






428 

18.0 

0.58 

Phyllite & Schist 

BANSWARA 

Bagidora 

BUDWA 

EXP LO RATO RY_W ELL 

23.3833 

74.3500 

150.00 

1.80 

1.06 






960 

57.0 

2.40 

Phyllite & Schist 

BANSWARA 

Bagidora 

Burwa 

EW 

23.3766 

74.3563 

93.50 

4.15 

3.92 

1.45 

2.70 


150.00 


1390 

64.0 

3.10 

Phyllite & Schist 

BANSWARA 

Bagidora 

DAIR (BOJAPADA) 

PIEZOMETER 

23.3933 

74.3989 

50.00 

31.00 

0.25 






840 

32.0 

1.74 

Phyllite & Schist 

BANSWARA 

Bagidora 

Itawa 

EW 

23.4000 

74.3667 

96.20 

2.79 

1.17 

25.61 

0.05 


0.90 


930 

78.0 

0.82 

Phyllite & Schist 

BANSWARA 

Bagidora 

KARJI 

PIEZOMETER 

23.3969 

74.3813 

50.00 

14.00 

0.76 






680 

64.0 

0.66 

Phyllite & Schist 

BANSWARA 

Bagidora 

SEONA 

PIEZOMETER 

23.3905 

74.3749 

70.00 

10.00 

0.63 






980 

60.0 

0.14 

Phyllite & Schist 

BANSWARA 

Banswara 

Abapura 

EW 

23.4520 

74.5402 

68.50 

43.18 










Deccan Traps 

BANSWARA 

Banswara 

BADRIAL 

PIEZOMETER 

23.4511 

74.5019 

50.00 

3.00 

1.01 






710 

57.0 

1.14 

Deccan Traps 

BANSWARA 

Banswara 

Banswar 

EW 

23.5499 

74.4515 

47.00 

7.42 

0.33 

11.20 

0.03 


2.00 


745 

71.0 

0.82 

Gneisses(B.G.C.) 

BANSWARA 

Banswara 

Banswara 

EW 

23.5500 

74.4500 

100.00 

2.63 

3.33 

7.75 

0.43 


31.00 


660 

36.0 

1.24 

Gneisses(B.G.C.) 

BANSWARA 

Banswara 

GANAU 

PIEZOMETER 

23.4559 

74.4559 

70.00 

4.60 

3.78 






490 

25.0 

1.44 

Gneisses(B.G.C.) 

BANSWARA 

Banswara 

JASWANTPURA(AMBAPURA) 

PIEZOMETER 

23.4447 

74.5166 

58.00 

10.00 

1.01 






715 

117.0 

1.16 

Deccan Traps 

BANSWARA 

Banswara 

Lahariya 

EW 

23.4804 

74.4292 

90.00 

1.95 

1.33 

4.57 

0.29 


92.00 


770 

78.0 

1.80 

Gneisses(B.G.C.) 

BANSWARA 

Banswara 

MAHESHPURA (BHELIA TALAB) 

PIEZOMETER 

23.3455 

74.5191 

50.00 

24.50 

0.22 






570 

110.0 

2.40 

Deccan Traps 

BANSWARA 

Banswara 

NALDA 

EXP LO RATO RY_W ELL 

23.3937 

74.5032 

150.00 

2.45 

0.20 






850 

106.0 

0.92 

Deccan Traps 

BANSWARA 

Banswara 

Navgavan 

EW 

23.4791 

74.4300 

100.50 

1.17 

1.16 

37.35 

0.03 




5000 

15.6 


Gneisses(B.G.C.) 

BANSWARA 

Banswara 

SANGESRI 

PIEZOMETER 

23.4064 

74.5543 

50.00 

15.00 

0.42 









Deccan Traps 

BANSWARA 

Banswara 

Shivpura 

PZ 

23.5561 

74.3772 

93.00 

62.50 

2.00 









Gneisses(B.G.C.) 

BANSWARA 

Banswara 

Taj pur 

EW 

23.6006 

74.4263 

114.30 

2.30 

7.70 

12.52 

0.62 


304.00 


600 

32.0 

1.90 

Gneisses(B.G.C.) 

BANSWARA 

Banswara 

Talwara 

EW 

23.5733 

74.3383 

101.30 

4.80 

7.00 

3.25 

2.15 


67.00 


670 

50.0 

1.00 

Gneisses(B.G.C.) 

BANSWARA 

Banswara 

Talwara 

EW 

23.5733 

74.3383 

178.85 

11.92 

16.67 






1205 

390.0 

1.32 

Gneisses(B.G.C.) 

BANSWARA 

Banswara 

Wirpur 

EW 

23.4216 

74.5144 

56.30 

4.25 

8.33 

12.67 

0.66 


41.00 


1445 

135.0 

0.92 

Deccan Traps 

BANSWARA 

Chhoti Sarwan 

Choti Sarwan 

EW 

23.5256 

74.6369 

113.55 

2.62 

6.82 

10.56 

0.65 


36.00 

1.00E-003 

510 

14.0 

0.20 

Deccan Traps 

BANSWARA 

Chhoti Sarwan 

Choti Sarwan 

OW 

23.5256 

74.6369 

92.20 

3.00 

6.82 

0.85 

8.02 


256.00 


440 

21.0 

0.20 

Deccan Traps 

BANSWARA 

Chhoti Sarwan 

CHOTTI SARWAN 

PIEZOMETER 

23.5227 

74.6393 

50.00 

7.00 

0.14 






510 

28.0 

1.22 

Deccan Traps 

BANSWARA 

Chhoti Sarwan 

HIRIA GARHI 

PIEZOMETER 

23.5612 

74.7081 

50.00 

24.00 

0.28 









Deccan Traps 

BANSWARA 

Chhoti Sarwan 

KATUMBI 

PIEZOMETER 

23.5547 

74.6274 

50.00 

10.00 

0.70 









Deccan Traps 






















































































































































































































































































































































































































































































































































































































































































































District 

Block 

Village 

Type 
of Well 

Coordinate 

Total Depth 
Drilled 
(m bgl) 

Latitude 

Longitude 

BANSWARA 

Chhoti Sarwan 

PEPHER 

PIEZOMETER 

23.4897 

74.6492 

50.00 

BANSWARA 

Chhoti Sarwan 

SALIA BARI 

PIEZOMETER 

23.5167 

74.6612 

70.00 

BANSWARA 

Chhoti Sarwan 

Sarwa Choti 

EW 

23.5248 

74.6367 

123.20 

BANSWARA 

Chhoti Sarwan 

TEJPUR 

PIEZOMETER 

23.6437 

74.6749 

50.00 

BANSWARA 

Garhi 

Arthuna 

EW 

23.4916 

74.0807 

140.00 

BANSWARA 

Garhi 

Bari Sareri 

EW 

23.6667 

74.2333 

104.35 

BANSWARA 

Garhi 

Garhi 

EW 

23.5829 

74.1346 

144.70 

BANSWARA 

Garhi 

JOLANA 

PIEZOMETER 

23.4946 

74.1949 

70.00 

BANSWARA 

Garhi 

Khodan 

EW 

23.6769 

74.1456 

107.45 

BANSWARA 

Garhi 

Kushalkot 

EW 

23.5000 

74.0333 

119.55 

BANSWARA 

Garhi 

Metwala 

EW 

23.7167 

74.1667 

70.90 

BANSWARA 

Ghatol 

BAMANPADA 

PIEZOMETER 

23.7747 

74.3413 

70.00 

BANSWARA 

Ghatol 

BASSI ADA 

PIEZOMETER 

23.7351 

74.3051 

70.00 

BANSWARA 

Ghatol 

Bhongra 

EW 

23.6854 

74.5063 

68.50 

BANSWARA 

Ghatol 

Chandu Ji Ka Gurha 

EW 

23.6643 

74.3339 

86.20 

BANSWARA 

Ghatol 

CHARNA BHUNDWAI 

PIEZOMETER 

23.8954 

74.4002 

70.00 

BANSWARA 

Ghatol 

Ganora 

EW 

23.7592 

74.2528 

138.00 

BANSWARA 

Ghatol 

Ganora 

OW 

23.7592 

74.2528 

87.00 

BANSWARA 

Ghatol 

Ghatol 

EW 

23.7587 

74.4135 

163.10 

BANSWARA 

Ghatol 

Ghatol 

OW 

23.7587 

74.4135 

154.40 

BANSWARA 

Ghatol 

Kalimagri 

EW 

23.8845 

74.4749 

68.50 

BANSWARA 

Ghatol 

MURASEL 

PIEZOMETER 

23.7952 

74.5342 

70.00 

BANSWARA 

Ghatol 

Narwali 

EW 

23.9040 

74.4386 

147.10 

BANSWARA 

Ghatol 

SOMPURA 

PIEZOMETER 

23.6470 

74.5064 

50.00 

BANSWARA 

Kushalgarh 

CHHOTI SARWA 

PIEZOMETER 

23.2231 

74.5855 

70.00 

BANSWARA 

Kushalgarh 

MOHKAM PURA 

PIEZOMETER 

23.1660 

74.5612 

50.00 

BANSWARA 

Kushalgarh 

Mokampura 

EW 

23.1650 

74.5535 

110.50 

BANSWARA 

Kushalgarh 

Panda 

EW 

23.2159 

74.6583 

100.00 

BANSWARA 

Kushalgarh 

PATAN 

PIEZOMETER 

23.2452 

74.6603 

39.00 

BANSWARA 

Kushalgarh 

SARWA BARI 

EXP LO RATO RY_W ELL 

23.2038 

74.6751 

162.00 

BANSWARA 

Kushalgarh 

SARWABARI 

PIEZOMETER 

23.2033 

74.6749 

40.00 

BANSWARA 

Kushalgarh 

SARWACHOTTI 

EXP LO RATO RY_W ELL 

23.2233 

74.5852 

215.00 

BANSWARA 

Kushalgarh 

SARWACHOTTI 

OBSERVATIONWELL 

23.2233 

74.5852 

60.00 

DUNGARPUR 

Aspur 

BANKORA 

PIEZOMETER 

23.8183 

73.9931 

70.00 

DUNGARPUR 

Aspur 

BORIGAMA CHHOTA 

EXP LO RATO RY_W ELL 

23.8319 

74.1011 

150.00 

DUNGARPUR 

Aspur 

GARA-KUMHARIYA 

PIEZOMETER 

23.8469 

73.9858 

70.00 

DUNGARPUR 

Aspur 

KABJA 

PIEZOMETER 

23.8506 

74.0700 

50.00 

DUNGARPUR 

Aspur 

Kabja 

EW 

23.8500 

74.0833 

92.10 

DUNGARPUR 

Aspur 

KATISOR 

EXP LO RATO RY_W ELL 

23.8268 

74.0365 

150.00 

DUNGARPUR 

Aspur 

KHALEEL 

PIEZOMETER 

23.8669 

73.9744 

70.00 

DUNGARPUR 

Aspur 

PARDA THOOR 

PIEZOMETER 

23.8956 

73.9628 

60.00 

DUNGARPUR 

Aspur 

PINDAWAL 

EXP LO RATO RY_W ELL 

23.8242 

74.1592 

150.00 

DUNGARPUR 

Aspur 

Punjpur 

EW 

23.8667 

74.0333 

116.60 

DUNGARPUR 

Aspur 

REENCHA 

EXP LO RATO RY_W ELL 

23.8783 

74.2583 

50.00 

DUNGARPUR 

Aspur 

REENCHA 

OBSERVATIONWELL 

23.8783 

74.2583 

34.00 

DUNGARPUR 

Aspur 

Richa 

EW 

23.8870 

74.2649 

94.00 

DUNGARPUR 

Aspur 

SOLANG 

EXP LO RATO RY_W ELL 

23.9140 

74.3095 

59.45 

DUNGARPUR 

Aspur 

SOLANG 

OBSERVATIONWEL 

23.9140 

74.3095 

60.00 

DUNGARPUR 

Dungarpur 

GEHUWARA 

PIEZOMETER 

23.8725 

73.9358 

68.00 

DUNGARPUR 

Sagwara 

Biluda 

EW 

23.6167 

74.0833 

114.15 

DUNGARPUR 

Sagwara 

Karada 

EW 

23.7744 

74.0466 

116.00 


Static 

Water Discharge Drawdown 

Level (Ips) (m) 

(m bgl) 


Specific 

Capacity Specific 
(Discharge - Yield 

Drawdown) (Sy) 

Ips/m 


Transmi- Storage 

ssivity Coeffcient 

(T) (S) 


Chemical Quality 

EC 

p/cm at 
25 °C 

cr 1 

(mg/l) 

F 1 

(mg/l) 


Hydrogeological Unit 



595 

106.0 

610 

383.0 

430 

21.0 

340 

57.0 

440 

28.0 

360 

50.0 

450 

57.0 

390 

21.0 

410 

14.0 

2560 

422.0 

13300 

3900.0 

580 

28.0 

4110 

766.0 



560 

35.0 

1280 

199.0 

690 

43.0 

5600 

830.0 



880 

61.0 

1015 

126.0 

350 

21.0 

1015 

126.0 

850 

67.0 

880 

71.0 

860 

135.0 

1530 

170.0 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


|Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


| Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


| Phyllite & Schist 


Phyllite & Schist 


|Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


|Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


| Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 















































































































































































































































































































































































































































































































































































































































































































































Coordinate 


Chemical Quality 


District 

Block 

Village 

Type 
of Well 

Coordinate 

Total Depth 
Drilled 
(m bgl) 

Static 
Water 
Level 
(m bgl) 

Discharge 

dps) 

Drawdown 

(m) 

Specific 
Capacity 
(Discharge - 
Drawdown) 
Ips/m 

Specific 

Yield 

(Sy) 

Transmi¬ 

ssivity 

(T) 

Storage 

Coeffcient 

(S) 

Chemical Quality 

Hydrogeological Unit 

Latitude 

Longitude 

EC 

p/cm at 
25 °C 

Cl' 1 

(mg/I) 

F' 1 

(mg/I) 

DUNGARPUR 

Sagwara 

KARIYANA 

EXP LO RATO RY_W ELL 

23.7949 

74.0978 

90.00 








6600 

1103.0 

1.22 

Phyllite & Schist 

DUNGARPUR 

Sagwara 

NAWAGAON 

PIEZOMETER 

23.7161 

74.0466 

50.00 

3.00 

1.26 






545 

50.0 

1.30 

Phyllite & Schist 

DUNGARPUR 

Sagwara 

NAWAGAON 

PIEZOMETER 

23.7161 

74.0466 

50.00 

13.00 

0.15 






1930 

365.0 

1.88 

Phyllite & Schist 

DUNGARPUR 

Sagwara 

SURELA 

EXP LO RATO RY_W ELL 

23.7873 

73.9447 

75.00 











Phyllite & Schist 

DUNGARPUR 

Sagwara 

SURELA 

OBSERVATIONWELL 

23.7873 

73.9447 

60.00 

6.00 


4.22 





950 

84.0 

0.46 

Phyllite & Schist 

DUNGARPUR 

Simalwara 

BHEMAI 

PIEZOMETER 

23.5606 

73.9242 

70.00 

12.00 

0.50 






920 

64.0 

2.34 

Phyllite & Schist 

DUNGARPUR 

Simalwara 

CHIKHLI 

PIEZOMETER 

23.4329 

73.9558 

50.00 

15.00 

3.78 






620 

92.0 

1.70 

Phyllite & Schist 

DUNGARPUR 

Simalwara 

Chikhli 

EW 

23.4329 

73.9585 

117.25 

9.01 

1.87 

22.96 

0.08 


2.00 


1935 

390.0 


Phyllite & Schist 

DUNGARPUR 

Simalwara 

Chitri 

EW 

23.5607 

73.9828 

86.70 

8.16 










Phyllite & Schist 

DUNGARPUR 

Simalwara 

DHANGAON 

PIEZOMETER 

23.4421 

73.9465 

50.00 

4.50 

1.26 






635 

64.0 

1.30 

Phyllite & Schist 

DUNGARPUR 

Simalwara 

Galiakot 

EW 

23.5225 

74.0215 

116.60 

3.77 

2.83 

9.08 

0.31 


7.00 


1020 

163.0 


Phyllite & Schist 

DUNGARPUR 

Simalwara 

JASELA 

PIEZOMETER 

23.4589 

73.9781 

50.00 

5.00 

0.25 






630 

32.0 

0.80 

Phyllite & Schist 

DUNGARPUR 

Simalwara 

JHOSAWA 

PIEZOMETER 

23.5422 

73.9108 

70.00 

11.00 

1.13 






1015 

92.0 

0.44 

Phyllite & Schist 

DUNGARPUR 

Simalwara 

PIYOLA 

PIEZOMETER 

23.4130 

73.8707 

50.00 

8.00 

1.26 






445 

18.0 

1.30 

Phyllite & Schist 

DUNGARPUR 

Simalwara 

UBLI 

PIEZOMETER 

23.4900 

73.9986 

70.00 

11.00 

1.89 






615 

21.0 

0.44 

Phyllite & Schist 

PRATAPGARH 

Dhariawad 

GOTHRA 

PIEZOMETER 

23.9514 

74.4944 

65.00 

20.00 

1.26 






750 

35.0 

1.02 

Gneisses(B.G.C.) 

PRATAPGARH 

Peepalkhoont 

BAKHTOR 

PIEZOMETER 

23.7466 

74.6320 

70.00 

2.00 

0.76 






515 

25.0 

0.28 

Gneisses(B.G.C.) 

PRATAPGARH 

Peepalkhoont 

GHANTALI 

EXP LO RATO RY_W ELL 

23.7785 

74.6360 

53.00 

4.23 

0.62 

23.95 

0.03 




490 

56.0 

0.16 

Gneisses(B.G.C.) 

PRATAPGARH 

Peepalkhoont 

GHANTALI 

OBSERVATIONWELL 

23.7785 

74.6360 

40.00 

4.56 


0.04 





575 

41.0 


Gneisses(B.G.C.) 

PRATAPGARH 

Peepalkhoont 

KELA MELA 

EXP LO RATO RY_W ELL 

23.6967 

74.5696 

55.00 

2.54 

2.52 

1.46 

1.73 




480 

21.0 

0.68 

Gneisses(B.G.C.) 

PRATAPGARH 

Peepalkhoont 

KELA MELA 

OBSERVATIONWELL 

23.6967 

74.5696 

40.00 

1.64 


0.69 





515 

30.0 

1.50 

Gneisses(B.G.C.) 

PRATAPGARH 

Peepalkhoont 

LAMBADABRA 

PIEZOMETER 

23.8405 

74.6437 

29.00 

4.00 

7.00 






230 

18.0 

0.26 

Deccan Traps 

PRATAPGARH 

Peepalkhoont 

PIPAL KHUNT 

EXP LO RATO RY_W ELL 

23.8033 

74.5677 

136.00 

7.00 

0.50 






560 

25.0 

0.56 

Gneisses(B.G.C.) 

PRATAPGARH 

Peepalkhoont 

Pipalkhunt 

EW 

23.7948 

74.5716 

108.00 

5.33 

8.07 

7.97 

1.01 


85.00 


530 

28.0 

0.52 

Gneisses(B.G.C.) 

PRATAPGARH 

Peepalkhoont 

SEMLIYA 

EXP LO RATO RY_W ELL 

23.8847 

74.6847 

124.00 

5.50 

0.87 






620 

71.0 

1.49 

Deccan Traps 

PRATAPGARH 

Peepalkhoont 

SODALPUR 

PIEZOMETER 

23.8105 

74.6805 

55.00 

13.50 

0.13 






680 

64.0 

3.17 

Deccan Traps 

PRATAPGARH 

Pratapgarh 

PRATAPGARH 

PIEZOMETER 

24.0267 

74.7918 

60.00 

3.00 

0.20 






2700 

773.0 

3.46 

Deccan Traps 

PRATAPGARH 

Pratapgarh 

Suhagpura 

EW 

23.9189 

74.7055 

80.25 

7.92 

0.12 






625 

128.0 


Deccan Traps 

Sub Basin: Moran 1 

DUNGARPUR 

Dungarpur 

Antri 

EW 

23.7324 

73.8334 

95.20 

2.13 

0.10 






670 

92.0 


Phyllite & Schist 

DUNGARPUR 

Dungarpur 

DOJA 

PIEZOMETER 

23.7472 

73.8369 

50.00 

12.00 

0.13 






500 

32.0 

2.06 

Phyllite & Schist 

DUNGARPUR 

Dungarpur 

HEERATA 

PIEZOMETER 

23.7873 

73.8011 

50.00 

6.00 

0.13 






1970 

496.0 

1.46 

Phyllite & Schist 

DUNGARPUR 

Dungarpur 

PAL MAN DAW 

PIEZOMETER 

23.8075 

73.8779 

70.00 

11.00 

0.50 






875 

67.0 

5.80 

Phyllite & Schist 

DUNGARPUR 

Dungarpur 

Punali 

EW 

23.8329 

73.8926 

70.85 

1.97 

4.33 

8.15 

0.53 


129.00 


540 

35.0 


Phyllite & Schist 

DUNGARPUR 

Dungarpur 

Punali 

OW 

23.8329 

73.8926 

70.85 

0.80 

2.50 






535 

28.0 


Phyllite & Schist 

DUNGARPUR 

Dungarpur 

SANSARPUR 

PIEZOMETER 

23.7100 

73.7591 

50.00 

17.00 

0.25 






650 

64.0 

0.80 

Phyllite & Schist 

DUNGARPUR 

Dungarpur 

SURATA 

PIEZOMETER 

23.7025 

73.8078 

50.00 


2.52 






620 

67.0 

0.80 

Phyllite & Schist 

DUNGARPUR 

Dungarpur 

THAIYATA 

PIEZOMETER 

23.7567 

73.8256 

40.00 

12.00 

0.76 






1080 

152.0 

1.25 

Phyllite & Schist 

DUNGARPUR 

Sagwara 

DHANI-UPLI 

PIEZOMETER 

23.7281 

73.8889 

50.00 

7.00 

0.63 






510 

35.0 

1.56 

Phyllite & Schist 

DUNGARPUR 

Sagwara 

DIBRA BARA 

PIEZOMETER 

23.5874 

74.0211 

40.00 

18.50 

0.63 






695 

28.0 


Phyllite & Schist 

DUNGARPUR 

Sagwara 

Gamra 

EW 

23.6605 

73.9659 

105.05 

0.99 

1.75 

13.88 

0.13 


4.00 


560 

78.0 


Phyllite & Schist 

DUNGARPUR 

Sagwara 

Mandev 

EW 

23.7667 

73.9167 

119.65 

1.72 

4.75 

9.05 

0.52 


125.00 


1320 

135.0 


Phyllite & Schist 

DUNGARPUR 

Sagwara 

Mandev 

OW 

23.7667 

73.9167 

61.65 

0.78 

4.10 

14.07 

0.29 




1020 

120.0 


Phyllite & Schist 

DUNGARPUR 

Sagwara 

NANDOR 

PIEZOMETER 

23.6800 

73.9575 

50.00 

9.00 

1.89 






1530 

213.0 

1.08 

Phyllite & Schist 

DUNGARPUR 

Sagwara 

OBRI 

EXP LO RATO RY_W ELL 

23.6524 

73.8993 

90.00 

7.99 

2.84 

3.04 

0.93 


174.50 


882 

84.0 

1.22 

Phyllite & Schist 

DUNGARPUR 

Sagwara 

OBRI 

OBSERVATIONWELL 

23.6524 

73.8993 

68.00 

7.44 


0.95 





840 

76.0 

0.80 

Phyllite & Schist 

DUNGARPUR 

Sagwara 

SAGWARA (CIBURA) 

PIEZOMETER 

23.6667 

74.0231 

45.00 

7.00 

1.26 






1010 

92.0 

0.64 

Phyllite & Schist 

DUNGARPUR 

Sagwara 

Thakarda 

EW 

23.7000 

73.9500 

101.00 

2.17 

4.58 

0.33 

13.89 




790 

85.0 


Phyllite & Schist 

DUNGARPUR 

Sagwara 

Thakarda 

OW 

23.7000 

73.9500 

101.35 

1.02 

11.00 

0.94 

11.70 




740 

57.0 


Phyllite & Schist 

Sub Basin: Som | 

CHITTAURGARH 

Dungla 

GHORON KA KHERA (RAWATPURA) 

PIEZOMETER 

24.4583 

74.2560 

50.00 

6.90 

0.25 






750 

35.0 

2.70 

Gneisses(B.G.C.) 
































































































































































































































































































































































































































































































































































































































































































District 

Block 

Village 

Type 
of Well 

Coordinate 

Latitude 

Longitude 

DUNGARPUR 

Aspur 

ASPUR 

PIEZOMETER 

23.9558 

74.0736 

DUNGARPUR 

Aspur 

KHARODIA 

PIEZOMETER 

23.9370 

74.1733 

DUNGARPUR 

Aspur 

Munger 

EW 

23.8790 

74.1548 

DUNGARPUR 

Aspur 

Munger 

OW 

23.8790 

74.1548 

DUNGARPUR 

Aspur 

PARDA SAKANI 

PIEZOMETER 

23.9602 

74.0192 

DUNGARPUR 

Aspur 

RAIKI 

PIEZOMETER 

23.9333 

74.1221 

DUNGARPUR 

Bichhiwara 

AMJHARA 

PIEZOMETER 

23.8626 

73.5213 

DUNGARPUR 

Bichhiwara 

ANDERKHET 

PIEZOMETER 

23.8598 

73.6687 

DUNGARPUR 

Bichhiwara 

BALODIA 

PIEZOMETER 

23.8044 

73.5597 

DUNGARPUR 

Bichhiwara 

BALWARA 

PIEZOMETER 

23.8264 

73.6328 

DUNGARPUR 

Bichhiwara 

BICHHIWARA 

PIEZOMETER 

23.7886 

73.5242 

DUNGARPUR 

Bichhiwara 

Bichiwara 

EW 

23.7834 

73.5264 

DUNGARPUR 

Bichhiwara 

Bichiwara 

OW 

23.7834 

73.5264 

DUNGARPUR 

Bichhiwara 

BOKHLA 

EXP LO RATO RY_W ELL 

23.8761 

73.5630 

DUNGARPUR 

Bichhiwara 

CHAPI 

EXP LO RATO RY_W ELL 

23.7902 

73.5429 

DUNGARPUR 

Bichhiwara 

CHAPI 

OBSERVATIONWELL 

23.7902 

73.5429 

DUNGARPUR 

Bichhiwara 

Devalkhas 

EW 

23.9167 

73.6167 

DUNGARPUR 

Bichhiwara 

Devalkhas 

OW 

23.9167 

73.6167 

DUNGARPUR 

Bichhiwara 

Dungarpur 

EW 

23.8500 

73.7167 

DUNGARPUR 

Bichhiwara 

GAMRI AHARA 

EXP LO RATO RY_W ELL 

23.7663 

73.6179 

DUNGARPUR 

Bichhiwara 

KAN BA 

PIEZOMETER 

23.8211 

73.5731 

DUNGARPUR 

Bichhiwara 

KARAULI 

PIEZOMETER 

23.8311 

73.6056 

DUNGARPUR 

Bichhiwara 

Navalshyam 

EW 

23.8333 

73.5667 

DUNGARPUR 

Bichhiwara 

RAMSAGDA 

PIEZOMETER 

23.7314 

73.6064 

DUNGARPUR 

Bichhiwara 

ROHANWARA 

PIEZOMETER 

23.9522 

73.7011 

DUNGARPUR 

Bichhiwara 

SHISHOD 

PIEZOMETER 

23.9181 

73.5628 

DUNGARPUR 

Dungarpur 

BERNIA 

PIEZOMETER 

23.8878 

73.8520 

DUNGARPUR 

Dungarpur 

Chundwara 

EW 

23.8167 

73.8167 

DUNGARPUR 

Dungarpur 

Damri 

EW 

23.8451 

73.8498 

DUNGARPUR 

Dungarpur 

DHAWARI 

EXP LO RATO RY_W ELL 

23.9325 

73.8308 

DUNGARPUR 

Dungarpur 

GARA MORAIYA 

PIEZOMETER 

23.9112 

73.7556 

DUNGARPUR 

Dungarpur 

HATHAI 

PIEZOMETER 

23.9008 

73.8936 

DUNGARPUR 

Dungarpur 

METALI 

PIEZOMETER 

23.9147 

73.7128 

DUNGARPUR 

Dungarpur 

PAL BASSI 

PIEZOMETER 

23.8972 

73.8106 

DUNGARPUR 

Dungarpur 

PEEPLADA 

PIEZOMETER 

23.9375 

73.7461 

DUNGARPUR 

Dungarpur 

PUNALI 

OBSERVATIONWELL 

23.8436 

73.9043 

DUNGARPUR 

Dungarpur 

PUNALI 

EXP LO RATO RY_W ELL 

23.8436 

73.9043 

DUNGARPUR 

Dungarpur 

TEEJWAR 

PIEZOMETER 

23.8603 

73.7635 

DUNGARPUR 

Dungarpur 

TEEJWAR 

PIEZOMETER 

23.8603 

73.7635 

UDAIPUR 

Bhindar 

BHINDER 

PIEZOMETER 

24.5008 

74.1856 

UDAIPUR 

Bhindar 

KANOR 

PIEZOMETER 

24.4302 

74.2642 

UDAIPUR 

Bhindar 

KHERODA 

PIEZOMETER 

24.5689 

74.0672 

UDAIPUR 

Bhindar 

LOONANDA 

PIEZOMETER 

24.3989 

74.3287 

UDAIPUR 

Bhindar 

MODI 

EXP LO RATO RY_W ELL 

24.5839 

73.9669 

UDAIPUR 

Bhindar 

Modi 

EW 

24.5839 

73.9767 

UDAIPUR 

Girwa 

BAGDARA 

EXP LO RATO RY_W ELL 

24.5344 

73.8022 

UDAIPUR 

Girwa 

BAMBORA 

PIEZOMETER 

24.3914 

74.0492 

UDAIPUR 

Girwa 

Chanawada 

EW 

24.2667 

73.7000 

UDAIPUR 

Girwa 

GUDLI 

PIEZOMETER 

24.3988 

74.0002 

UDAIPUR 

Girwa 

JAGAT 

EXP LO RATO RY_W ELL 

24.3751 

73.8905 

UDAIPUR 

Girwa 

Jag at 

EW 

24.3938 

73.8752 


Total Depth 
Drilled 
(m bgl) 


Static 
Water 
Level 
(m bgl) 


Discharge Drawdown 

dps) (m) 


Specific 

Capacity Specific Transmi- Storage 
(Discharge - Yield ssivity Coeffcient 
Drawdown) (Sy) (T) (S) 

Ips/m 


Chemical Quality 

EC 

|j/cm at 
25 °C 

cr 1 

(mg/l) 

F 1 

(mg/l) 


Hydrogeological Unit 



2500 

351.0 

620 

78.0 

1760 

440.0 

1130 

156.0 

1480 

234.0 

620 

32.0 

680 

53.0 

13400 

4240.0 

1000 

227.0 

435 

28.0 

1610 

310.0 

4250 

170.0 

1900 

432.0 

760 

50.0 

805 

106.0 

1455 

275.0 

1205 

106.0 

1340 

142.0 

1020 

184.0 

1970 

482.0 

540 

43.0 

815 

135.0 

555 

64.0 

600 

113.0 

800 

71.0 

820 

103.0 

600 

43.0 

1930 

425.0 

995 

85.0 

930 

117.0 

680 

35.0 

4200 

684.0 

1200 

135.0 

550 

25.0 

735 

57.0 

1080 

102.0 

1080 

102.0 

720 

170.0 

670 

43.0 

3900 

752.0 

2620 

539.0 

990 

85.0 

940 

78.0 

1300 

128.0 

1750 

391.0 

3200 

610.0 

650 

35.0 

1055 

71.0 

1910 

447.0 

750 

46.0 

640 

21.0 


Phyllite & Schist 


|Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


|Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 






























































































































































































































































































































































































































































































































































































































































































































District 

Block 

Village 

Type 
of Well 

Coordinate 

Latitude 

Longitude 

UDAIPUR 

Girwa 

KAYA 

PIEZOMETER 

24.4567 

73.6592 

UDAIPUR 

Girwa 

Kewra 

EW 

24.4333 

73.7667 

UDAIPUR 

Girwa 

Maton 

EW 

24.5405 

73.7931 

UDAIPUR 

Girwa 

Maton 

EW 

24.5405 

73.7931 

UDAIPUR 

Girwa 

TIDI 

EXP LO RATO RY_W ELL 

24.3338 

73.6705 

UDAIPUR 

Girwa 

UMARA 

PIEZOMETER 

24.5120 

73.7764 

UDAIPUR 

Jhadol 

SOM 

PIEZOMETER 

24.1822 

73.3454 

UDAIPUR 

Kherwara 

Banda 

EW 

23.9979 

73.5160 

UDAIPUR 

Kherwara 

BAWALWARA 

PIEZOMETER 

24.0841 

73.4768 

UDAIPUR 

Kherwara 

Bawalwara 

EW 

24.0823 

73.4834 

UDAIPUR 

Kherwara 

Chhani 

EW 

23.9563 

73.5195 

UDAIPUR 

Kherwara 

Chhani 

OW 

23.9563 

73.5195 

UDAIPUR 

Kherwara 

Karawara 

EW 

23.9690 

73.4491 

UDAIPUR 

Kherwara 

Karawara 

OW 

23.9690 

73.4491 

UDAIPUR 

Kherwara 

KHERWARA 

PIEZOMETER 

23.9880 

73.5991 

UDAIPUR 

Kherwara 

Kherwara 

EW 

23.9899 

73.5977 

UDAIPUR 

Kherwara 

Kherwara 

EW 

23.9899 

73.5977 

UDAIPUR 

Kherwara 

NAYAGAON 

PIEZOMETER 

23.9720 

73.4880 

UDAIPUR 

Lasadiya 

AGAR 

PIEZOMETER 

24.2517 

74.1831 

UDAIPUR 

Lasadiya 

Agar 

EW 

24.2500 

74.1833 

UDAIPUR 

Lasadiya 

Agar 

OW 

24.2500 

74.1833 

UDAIPUR 

Lasadiya 

Balicha 

EW 

24.3607 

74.2412 

UDAIPUR 

Lasadiya 

Balicha 

OW 

24.3607 

74.2412 

UDAIPUR 

Lasadiya 

KUN 

PIEZOMETER 

24.3129 

74.2256 

UDAIPUR 

Lasadiya 

Lasaria 

EW 

24.2596 

74.2444 

UDAIPUR 

Rishabhdeo 

Bhudar 

EW 

24.1015 

73.6468 

UDAIPUR 

Rishabhdeo 

Bhudar 

EW 

24.1015 

73.6468 

UDAIPUR 

Rishabhdeo 

Rikhabdev 

EW 

24.0667 

73.6833 

UDAIPUR 

Rishabhdeo 

RISHABDEO (KESHARIYA Jl) 

PIEZOMETER 

24.0672 

73.6844 

UDAIPUR 

Rishabhdeo 

Suveri 

EW 

24.0834 

73.5686 

UDAIPUR 

Salumbar 

BARODA 

PIEZOMETER 

24.0520 

73.9993 

UDAIPUR 

Salumbar 

Devgaon 

EW 

24.0847 

74.0516 

UDAIPUR 

Salumbar 

Gamra Pal 

EW 

24.1811 

74.0577 

UDAIPUR 

Salumbar 

Gamra Pal 

OW 

24.1811 

74.0577 

UDAIPUR 

Salumbar 

Idana 

EW 

24.3333 

74.0833 

UDAIPUR 

Salumbar 

Intali Khera 

EW 

23.9958 

73.9500 

UDAIPUR 

Salumbar 

Karakala 

EW 

23.9833 

74.0500 

UDAIPUR 

Salumbar 

Orwaria 1 

EW 

24.2667 

74.0833 

UDAIPUR 

Salumbar 

Pyara 

EW 

24.0374 

74.1315 

UDAIPUR 

Salumbar 

Pyara 

OW 

24.0374 

74.1315 

UDAIPUR 

Salumbar 

Ranawatwara 

EW 

24.0778 

73.9944 

UDAIPUR 

Salumbar 

SALUMBER 

PIEZOMETER 

24.1365 

74.0407 

UDAIPUR 

Salumbar 

Salumber 1 (Near School) 

EW 

24.1333 

74.0422 

UDAIPUR 

Salumbar 

Salumber li (Sarwas) 

EW 

24.1400 

74.0497 

UDAIPUR 

Salumbar 

Seriya 

EW 

24.1138 

73.9522 

UDAIPUR 

Sarada 

Barothi 

EW 

24.2121 

73.6939 

UDAIPUR 

Sarada 

CHAWAND 

PIEZOMETER 

24.1834 

73.8268 

UDAIPUR 

Sarada 

Chawand 

EW 

24.1847 

73.8140 

UDAIPUR 

Sarada 

Devpura 

EW 

24.3000 

73.7833 

UDAIPUR 

Sarada 

JHADOL 

PIEZOMETER 

24.2172 

73.8839 

UDAIPUR 

Sarada 

JHADOL 

EXP LO RATO RY_W ELL 

24.2172 

73.8839 


Total Depth 
Drilled 
(m bgl) 


Static 

Water Discharge Drawdown 

Level (Ips) (m) 

(m bgl) 


Specific 

Capacity Specific Transmi- Storage 
(Discharge - Yield ssivity Coeffcient 
Drawdown) (Sy) (T) (S) 

Ips/m 


Chemical Quality 

EC 

|j/cm at 
25 °C 

Cl' 1 

(mg/I) 

F' 1 

(mg/I) 


Hydrogeological Unit 



870 

64.0 

980 

92.0 

620 

50.0 

1510 

213.0 

710 

78.0 

575 

85.0 

1730 

418.0 

1600 

347.0 

990 

135.0 


740 

56.0 

660 

36.0 

1550 

405.0 

1150 

131.0 

777 

1418.0 

875 

64.0 

955 

71.0 

965 

71.0 

1070 

78.0 



535 

28.0 

925 

77.0 

845 

114.0 

990 

92.0 

680 

50.0 

800 

142.0 

750 

85.0 

645 

78.0 

600 

85.0 

1810 

291.0 

3030 

713.0 

745 

50.0 

1020 

177.0 

1120 

124.0 


1.10 


0.75 


0.46 


0.81 


0.52 


0.42 


0.36 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 
















































































































































































































































































































































































































































































































































































































































































































Coordinate 


Chemical Quality 


District 

Block 

Village 

Type 
of Well 

Coordinate 

Total Depth 
Drilled 
(m bgl) 

Static 
Water 
Level 
(m bgl) 

Discharge 

dps) 

Drawdown 

(m) 

Specific 
Capacity 
(Discharge - 
Drawdown) 
Ips/m 

Specific 

Yield 

(Sy) 

Transmi¬ 

ssivity 

(T) 

Storage 

Coeffcient 

(S) 

Chemical Quality 

Hydrogeological Unit 

Latitude 

Longitude 

EC 

p/cm at 
25 °C 

cr 1 

(mg/l) 

F 1 

(mg/l) 

UDAIPUR 

Sarada 

JHADOL 

OBSERVATIONWELL 

24.2172 

73.8839 

40.00 

7.00 

1.26 






1330 

191.0 

0.82 

Phyllite & Schist 

UDAIPUR 

Sarada 

PALODRA 

PIEZOMETER 

24.3136 

73.8281 

50.00 

15.00 

0.13 






1300 

113.0 

0.98 

Phyllite & Schist 

UDAIPUR 

Sarada 

Pal-Sarada 

EW 

24.0981 

73.8031 

159.50 


0.67 






570 

35.0 

3.94 

Phyllite & Schist 

UDAIPUR 

Sarada 

PARSAD 

PIEZOMETER 

24.1954 

73.7078 

50.00 

13.00 

1.26 






2600 

461.0 

0.64 

Phyllite & Schist 

UDAIPUR 

Sarada 

P rashad 

EW 

24.1955 

73.7084 

145.90 

16.50 

1.68 






1210 

121.0 

2.00 

Phyllite & Schist 

UDAIPUR 

Sarada 

SEMARI 

PIEZOMETER 

24.0511 

73.8632 

50.00 


1.26 






1600 

191.0 

6.04 

Phyllite & Schist 

UDAIPUR 

Sarada 

Surkhand Khera 

EW 

24.1125 

73.8764 

116.65 

0.90 

5.66 

3.18 

1.78 




1700 

242.0 

4.00 

Gneisses(B.G.C.) 

UDAIPUR 

Sarada 

Surkhand Khera 

OW 

24.1125 

73.8764 

110.50 

1.54 

1.00 






1580 

241.0 

6.20 

Gneisses(B.G.C.) 

UDAIPUR 

Sarada 

Tokar 

EW 

23.9822 

73.8168 

121.00 

1.02 


105.00 





1143 

91.0 

2.00 

Phyllite & Schist 

UDAIPUR 

Sarada 

Veerpura 

EW 

24.2281 

73.9550 

113.95 

1.57 

4.06 

7.13 

0.57 




590 

50.0 

0.60 

Gneisses(B.G.C.) 

River Basin: Other Nallahs of Jalore 

Sub Basin: Other Nallahs of Jalore 

JALORE 

Chitalwana 

JANVI 

PIEZOMETER 

24.7953 

71.5618 

300.00 











Older Alluvium 

JALORE 

Chitalwana 

JANWI 

PIEZOMETER 

24.7931 

71.5639 

300.00 











Older Alluvium 

JALORE 

Raniwara 

Dahipura 

EW 

24.7374 

72.1509 

154.10 

29.20 

2.50 






2140 

312.0 

2.19 

Older Alluvium 

JALORE 

Raniwara 

DUNGARI 

PIEZOMETER 

24.7439 

72.2540 

100.00 

25.00 

2.30 







23180.0 

3.20 

Younger Alluvium 

JALORE 

Raniwara 

FOREST NURSERY, RANIWARA 

PIEZOMETER 

24.7540 

72.2124 

55.00 











Younger Alluvium 

JALORE 

Raniwara 

JHAKARI 

EXP LO RATO RY_W ELL 

24.6772 

72.1647 

50.00 











Younger Alluvium 

JALORE 

Raniwara 

JHAKHRI 

PIEZOMETER 

24.6701 

72.1625 

40.00 











Younger Alluvium 

JALORE 

Raniwara 

KAWARADA 

PIEZOMETER 

24.8342 

72.0781 

46.00 











Older Alluvium 

JALORE 

Raniwara 

Kura 

PZ 

24.7680 

72.0792 

109.25 

27.19 

5.00 

16.61 

0.30 




1070 

85.0 

0.75 

Older Alluvium 

JALORE 

Raniwara 

MALWARA 

PIEZOMETER 

24.7574 

72.2926 

63.00 











Younger Alluvium 

JALORE 

Raniwara 

MALWARA-II 

PIEZOMETER 

24.7554 

72.2898 

48.00 











Younger Alluvium 

JALORE 

Raniwara 

MARUWARA 

PIEZOMETER 

24.6526 

72.1344 

180.00 

36.00 

6.30 






1190 

206.0 

1.92 

Younger Alluvium 

JALORE 

Raniwara 

RAMPURA 

PIEZOMETER 

24.7039 

72.3030 

165.00 

9.00 

6.30 






5450 

1574.0 

0.56 

Younger Alluvium 

JALORE 

Raniwara 

RANIWARA-II (OBSERVATION WELL) 

OBSERVATIONWELL 

24.7500 

72.2167 

30.00 

7.50 

7.94 






1050 

108.0 

0.40 

Younger Alluvium 

JALORE 

Raniwara 

RATANPUR 

PIEZOMETER 

24.6820 

72.1277 

125.00 

32.00 

3.78 






690 

85.0 

1.92 

Younger Alluvium 

JALORE 

Sanchore 

BALIKHEDA (BANDEV) 

PIEZOMETER 

24.7118 

71.9418 

130.00 

35.00 

7.56 






2200 

347.0 

0.82 

Older Alluvium 

JALORE 

Sanchore 

BAMAL 

PIEZOMETER 

24.7092 

71.6689 

170.00 

28.00 

4.48 






3700 

739.0 

1.68 

Older Alluvium 

JALORE 

Sanchore 

BARI VIROL 

PIEZOMETER 

24.6567 

71.8477 

190.00 

25.00 

7.56 









Older Alluvium 

JALORE 

Sanchore 

Bawarla 

EW 

24.7140 

71.6632 

351.50 











Older Alluvium 

JALORE 

Sanchore 

CHOTI VIROL 

PIEZOMETER 

24.6491 

71.8336 

86.00 








4700 

1078.0 

1.68 

Older Alluvium 

JALORE 

Sanchore 

DANGRA 

PIEZOMETER 

24.8327 

71.8152 

120.00 








3080 

638.0 

260.00 

Older Alluvium 

JALORE 

Sanchore 

DHANTA 

PIEZOMETER 

24.8136 

71.8578 

50.00 

22.00 

2.52 






4160 

1021.0 

0.48 

Older Alluvium 

JALORE 

Sanchore 

GUNDAU 

PIEZOMETER 

24.8140 

72.0079 

150.00 











Older Alluvium 

JALORE 

Sanchore 

JAJUSAN 

PIEZOMETER 

24.7460 

71.8031 

70.00 

27.00 

3.78 






2000 

312.0 

3.20 

Older Alluvium 

JALORE 

Sanchore 

KILUPIA 

PIEZOMETER 

24.7848 

71.8699 

170.00 

26.00 

3.78 






5700 

1532.0 

1.20 

Older Alluvium 

JALORE 

Sanchore 

LACHIWARA GOLIA 

PIEZOMETER 

24.7138 

72.0301 

210.00 

65.00 

7.56 









Older Alluvium 

JALORE 

Sanchore 

Lalpur 

PZ 

24.6837 

71.6844 

80.70 

45.11 

5.00 









Older Alluvium 

JALORE 

Sanchore 

Luniasar 

EW 

24.6931 

71.8506 

167.55 

11.43 

10.00 

8.31 

1.20 




3715 

801.0 

2.35 

Older Alluvium 

JALORE 

Sanchore 

LUNNIYASAR 

PIEZOMETER 

24.7036 

71.8532 

221.00 

35.00 

2.52 









Older Alluvium 

JALORE 

Sanchore 

MELAWAS 

PIEZOMETER 

24.7466 

71.8638 

140.00 








5800 

1716.0 

1.40 

Older Alluvium 

JALORE 

Sanchore 

PAHARPURA 

PIEZOMETER 

24.7212 

71.7437 

80.00 











Older Alluvium 

JALORE 

Sanchore 

PAHARPURA 

PIEZOMETER 

24.7212 

71.7437 

82.00 











Older Alluvium 

JALORE 

Sanchore 

PAHARPURA 

PIEZOMETER 

24.7212 

71.7437 

78.00 

32.00 

1.89 






1440 

291.0 

0.48 

Older Alluvium 

JALORE 

Sanchore 

Panchhla 

EW 

24.7164 

71.9237 

304.75 

14.29 

15.75 

1.28 

12.30 




4405 

865.0 


Older Alluvium 

JALORE 

Sanchore 

PATHMEDA 

PIEZOMETER 

24.7190 

71.8464 

175.00 

30.00 

5.04 






4400 

1206.0 

0.68 

Older Alluvium 

JALORE 

Sanchore 

PLADE-II 

EXP LO RATO RY_W ELL 

24.6915 

71.8226 

300.00 








5400 

1300.0 

2.00 

Older Alluvium 

JALORE 

Sanchore 

Sanchore 

PZ 

24.7500 

71.7833 

122.00 

14.95 

13.33 

11.80 

1.13 




13800 

3793.0 

3.00 

Older Alluvium 

JALORE 

Sanchore 

SANKAD 

PIEZOMETER 

24.7557 

71.9749 

105.00 











Older Alluvium 

JALORE 

Sanchore 

SANKAD 

PIEZOMETER 

24.7557 

71.9749 

170.00 

50.00 

5.04 






2800 

482.0 

2.16 

Older Alluvium 











































































































































































































































































































































































































































































































































































































Coordinate 


Chemical Quality 


District 

Block 

Village 

Type 
of Well 

Coordinate 

Total Depth 
Drilled 
(m bgl) 

Static 
Water 
Level 
(m bgl) 

Discharge 

dps) 

Drawdown 

(m) 

Specific 
Capacity 
(Discharge - 
Drawdown) 
Ips/m 

Specific 

Yield 

(Sy) 

Transmi¬ 

ssivity 

(T) 

Storage 

Coeffcient 

(S) 

Chemical Quality 

Hydrogeological Unit 

Latitude 

Longitude 

EC 

p/cm at 
25 °C 

Cl' 1 

(mg/I) 

F' 1 

(mg/I) 

JALORE 

Sanchore 

SANKAD 

PIEZOMETER 

24.7557 

71.9749 

121.00 

32.00 

6.30 






2440 

564.0 

0.88 

Older Alluvium 

JALORE 

Sanchore 

SANKAD 

PIEZOMETER 

24.7557 

71.9749 

135.00 

32.00 

6.30 









Older Alluvium 

JALORE 

Sanchore 

SANKAD (T/W NO. 4) 

PIEZOMETER 

24.7612 

71.9862 

150.00 

35.00 

6.30 






3600 

1007.0 

0.36 

Older Alluvium 

JALORE 

Sanchore 

SANKAD T/W NO. 3 

PIEZOMETER 

24.7612 

71.9862 

148.00 

32.00 

6.30 









Older Alluvium 

JALORE 

Sanchore 

Sarao 

EW 

24.7899 

71.9298 

56.69 

5.20 

19.30 

3.52 

5.48 







Older Alluvium 

JALORE 

Sanchore 

SEDIA 

PIEZOMETER 

24.8149 

71.9667 

133.00 

45.00 

3.40 






1420 

284.0 

1.24 

Older Alluvium 

JALORE 

Sanchore 

SURAWA 

PIEZOMETER 

24.6689 

71.9612 

225.00 








1160 

184.0 

0.48 

Older Alluvium 

JALORE 

Sanchore 

TETROL 

PIEZOMETER 

24.7002 

71.9147 

154.00 

20.00 

6.30 






4500 

1220.0 

2.28 

Older Alluvium 

SIROHI 

Reodar 

BANT 

PIEZOMETER 

24.5833 

72.2792 

50.00 








620 

57.0 

1.20 

Younger Alluvium 

SIROHI 

Reodar 

BANT 

PIEZOMETER 

24.5833 

72.2792 

60.00 

18.00 

7.56 






690 

71.0 

0.72 

Younger Alluvium 

SIROHI 

Reodar 

MOHHABATGARH 

PIEZOMETER 

24.5728 

72.2747 

24.00 

0.40 

0.13 






1350 

229.0 

0.80 

Younger Alluvium 

SIROHI 

Reodar 

MORWADA 

PIEZOMETER 

24.6000 

72.3500 

70.00 

8.00 

2.52 






440 

50.0 


Younger Alluvium 

SIROHI 

Reodar 

RAIPUR 

PIEZOMETER 

24.6792 

72.3500 

60.00 

3.00 

6.30 






380 

28.0 

0.40 

Younger Alluvium 

River Basin: Outside 

Sub Basin: Fragmented 

BIKANER 

Khajuwala 

6Pb 

PZ 

28.6694 

72.7500 

164.50 

21.30 

7.50 

2.10 

3.57 




9520 

2840.0 

0.89 

Older Alluvium 

BIKANER 

Khajuwala 

Chattargarh 

EW 

28.6500 

73.1167 

153.01 











Older Alluvium 

BIKANER 

Khajuwala 

KHAJUWALA 

PIEZOMETER 

28.7040 

72.6038 

240.00 

27.00 

12.60 






1200 

170.0 

0.36 

Older Alluvium 

BIKANER 

Khajuwala 

Lunkha 

PZ 

28.6722 

72.9458 

203.12 

21.60 

9.17 

1.80 

5.09 




NA 

NA 

NA 

Older Alluvium 

BIKANER 

Khajuwala 

Motigarh 

PZ 

28.4833 

73.1000 

150.00 

49.10 

13.33 

12.12 

1.10 




3485 

817.0 

3.90 

Older Alluvium 

BIKANER 

Lunkaransar 

Rajasar-I 

PZ 

28.4917 

73.3500 

186.29 

68.00 

0.83 






NA 

NA 

NA 

Vindhyan Sandstone 

GANGANAGAR 

Karanpur 

BURAJWALA 

PIEZOMETER 

29.8903 

73.4417 

70.00 

6.00 

3.15 






18700 

104.0 

5.60 

Younger Alluvium 

GANGANAGAR 

Karanpur 

Karanpura 

SH 

29.8380 

73.4527 

415.88 











Younger Alluvium 

GANGANAGAR 

Karanpur 

Karanpura 

PZ 

29.8380 

73.4527 

59.00 

11.20 

7.33 






4660 

525.0 

1.50 

Younger Alluvium 

GANGANAGAR 

Karanpur 

Karanpura 

PZ 

29.8380 

73.4527 

96.16 

48.35 

1.00 

6.60 

0.15 




740 

60.0 

0.80 

Younger Alluvium 

Sub Basin: Sub 1 | 

GANGANAGAR 

Ganganagar 

5H BARA 

PIEZOMETER 

30.0515 

73.7704 

50.00 

6.60 

3.15 






9200 

1700.0 

0.80 

Younger Alluvium 

GANGANAGAR 

Ganganagar 

DAULATPURA 

PIEZOMETER 

30.0250 

73.7369 

50.00 

7.00 

2.52 






23100 

5960.0 

2.00 

Younger Alluvium 

GANGANAGAR 

Ganganagar 

DULLAPUR KERI 

PIEZOMETER 

30.0893 

73.8769 

75.00 

5.10 

3.15 






23100 

5960.0 

2.00 

Younger Alluvium 

GANGANAGAR 

Ganganagar 

Kalian 

PZ 

29.9877 

73.8207 

200.56 

6.50 







6418 

1300.0 

1.80 

Younger Alluvium 

GANGANAGAR 

Ganganagar 

SADHU WALA 

PIEZOMETER 

29.9653 

73.9002 

75.00 

6.90 

1.26 






7500 

1020.0 

3.20 

Younger Alluvium 

GANGANAGAR 

Ganganagar 

SRI GANGANAGAR 

PIEZOMETER 

29.9258 

73.8644 

75.00 

5.55 

1.89 






430 

28.0 


Younger Alluvium 

GANGANAGAR 

Karanpur 

MALKHANA KHURD 

OBSERVATIONWELL 

30.0045 

73.6682 

50.00 

9.00 

1.89 






19000 

130.0 

1.92 

Younger Alluvium 

GANGANAGAR 

Karanpur 

SUNDERPURA 

PIEZOMETER 

30.0152 

73.6733 

50.00 

8.00 

2.52 






6500 

539.0 

1.60 

Younger Alluvium 

GANGANAGAR 

Padampur 

Gajsinghpura 

PZ 

29.6574 

73.4473 

158.36 

16.25 










Younger Alluvium 

GANGANAGAR 

Padampur 

GULABEWALA 

OBSERVATIONWELL 

29.7459 

73.6077 


10.00 

1.89 






22000 

144.0 

2.08 

Younger Alluvium 

GANGANAGAR 

Padampur 

NARSINGHPURA 

PIEZOMETER 

29.6810 

73.8541 

75.00 

25.00 

1.89 






20500 

4960.0 

1.60 

Younger Alluvium 

GANGANAGAR 

Padampur 

Nathewala-I 

PZ 

29.6516 

73.8702 

27.00 

15.99 










Younger Alluvium 

GANGANAGAR 

Padampur 

Nathewala-li 

PZ 

29.6498 

73.8706 

27.00 

15.80 










Younger Alluvium 

GANGANAGAR 

Padampur 

Ratewala 

EW 

29.7667 

73.7333 

202.00 

22.20 

3.00 

6.25 

0.48 


375.00 

0.01 

7235 

894.0 

1.84 

Younger Alluvium 

GANGANAGAR 

Padampur 

Ratewala-I 

PZ 

29.7667 

73.7333 

30.00 











Younger Alluvium 

GANGANAGAR 

Padampur 

Ratewala-li 

PZ 

29.7667 

73.7333 

27.00 











Younger Alluvium 

GANGANAGAR 

Padampur 

RIDMALSAR 

OBSERVATIONWELL 

29.6334 

73.8182 

55.00 

15.00 

1.89 






21000 

151.2 

1.92 

Younger Alluvium 

GANGANAGAR 

Padampur 

TAMKOT 

OBSERVATIONWELL 

29.5847 

73.6375 

55.00 

16.00 

0.63 






23000 

173.8 

1.08 

Younger Alluvium 

GANGANAGAR 

Raisinghnagar 

13PS 

OBSERVATIONWELL 

29.5683 

73.6672 

55.00 

14.00 

1.89 






22000 

162.0 

1.16 

Younger Alluvium 

GANGANAGAR 

Raisinghnagar 

16 PS 

OBSERVATIONWELL 

29.5542 

73.5789 

55.00 

17.00 

6.30 






1200 

6.8 


Younger Alluvium 

GANGANAGAR 

Raisinghnagar 

CHAK81 R.B. 

PIEZOMETER 

29.5775 

73.3935 

150.00 

15.00 

0.34 






22900 



Younger Alluvium 

GANGANAGAR 

Raisinghnagar 

Raisanghnagar 

PZ 

29.5333 

73.4500 

248.00 

16.46 







2677 

344.0 


Younger Alluvium 

GANGANAGAR 

Sadulshahar 

HAKMABAD 

OBSERVATIONWELL 

29.9331 

74.0622 

65.00 

16.00 

2.27 






16300 

120.6 

2.20 

Younger Alluvium 

GANGANAGAR 

Sadulshahar 

HATHIWALA 

OBSERVATIONWELL 

29.8611 

74.2276 

70.00 

26.00 

1.89 






22000 

162.0 

0.80 

Younger Alluvium 

GANGANAGAR 

Sadulshahar 

LALGARH 

PIEZOMETER 

29.8246 

74.0187 

150.00 

32.00 







11750 

3197.0 

5.60 

Younger Alluvium 



































































































































































































































































































































































































































































































































































































































Coordinate 


Chemical Quality 


District 

Block 

Village 

Type 
of Well 

Coordinate 

Total Depth 
Drilled 
(m bgl) 

Static 
Water 
Level 
(m bgl) 

Discharge 

dps) 

Drawdown 

(m) 

Specific 
Capacity 
(Discharge - 
Drawdown) 
Ips/m 

Specific 

Yield 

(Sy) 

Transmi¬ 

ssivity 

(T) 

Storage 

Coeffcient 

(S) 

Chemical Quality 

Hydrogeological Unit 

Latitude 

Longitude 

EC 

p/cm at 
25 °C 

Cl' 1 

(mg/I) 

F' 1 

(mg/I) 

GANGANAGAR 

Sadulshahar 

Morjand 

PZ 

29.7667 

74.0833 

223.00 

42.00 










Younger Alluvium 

GANGANAGAR 

Sadulshahar 

SADULSHAHAR 

PIEZOMETER 

29.9000 

74.1625 

150.00 

25.00 

3.15 






5500 

1280.0 

4.00 

Younger Alluvium 

GANGANAGAR 

Sadulshahar 

Sarusar 

EW 

29.9183 

74.1070 

229.82 








14922 

3600.0 


Younger Alluvium 

GANGANAGAR 

Suratgarh 

BHAGWANGARH 

OBSERVATIONWELL 

29.5282 

73.8662 

55.00 

16.00 

0.88 






17500 

108.0 


Younger Alluvium 

HANUMANGARH 

Hanumangarh 

6-8 Llw 

EW 

29.7028 

74.3500 

193.40 

16.00 

10.00 

3.50 

2.86 




6470 

781.0 

14.30 

Younger Alluvium 

HANUMANGARH 

Hanumangarh 

Chak Sampatnagar (Shallow) 

PZ 

29.6972 

74.2944 

70.40 

18.50 

11.67 

3.95 

2.95 




15000 

3545.0 

1.37 

Younger Alluvium 

HANUMANGARH 

Hanumangarh 

Chak Sampatnagar 

PZ 

29.6972 

74.2944 

198.90 

18.49 

11.00 






14870 

3545.0 

1.74 

Younger Alluvium 

HANUMANGARH 

Hanumangarh 

Chistian-I 

EW 

29.6636 

74.2421 

200.00 

31.82 

12.90 

4.33 

2.98 


604.00 

0.07 

1498 

119.0 

1.30 

Younger Alluvium 

HANUMANGARH 

Hanumangarh 

Chistian-li 

EW 

29.6646 

74.2427 


31.93 

5.75 

13.50 

0.43 


80.00 

0.01 

4006 



Younger Alluvium 

HANUMANGARH 

Hanumangarh 

INDERPURA 

PIEZOMETER 

29.7971 

74.2649 

120.00 

29.00 

1.96 






14400 

2434.0 


Younger Alluvium 

HANUMANGARH 

Hanumangarh 

PACCA SARNO KA 

PIEZOMETER 

29.6808 

74.1572 

130.00 

26.00 

1.40 






9000 

2434.0 


Younger Alluvium 

HANUMANGARH 

Hanumangarh 

Saharani 

EW 

29.6834 

74.1591 

187.10 

9.50 

18.33 

4.08 

4.49 




2210 

25.0 

0.89 

Younger Alluvium 

HANUMANGARH 

Pilibanga 

LIKHMISAR 

OBSERVATIONWELL 

29.5256 

73.9966 

66.00 

18.00 

5.04 






2900 

16.2 

1.12 

Younger Alluvium 

HANUMANGARH 

Pilibanga 

Longwala 

EW 

29.5161 

74.1017 

200.00 

20.00 

10.00 






1300 


0.81 

Younger Alluvium 

HANUMANGARH 

Sangaria 

Bhagatpura 

PZ 

29.8416 

74.4640 

62.00 

16.30 

3.33 






17540 


1.80 

Younger Alluvium 

HANUMANGARH 

Sangaria 

CHAK HIRASINGHWALA 

OBSERVATIONWELL 

29.8616 

74.3701 

75.00 

22.00 

4.03 






10800 

70.2 


Younger Alluvium 

HANUMANGARH 

Sangaria 

DHANSIA 

EXP LO RATO RY_W ELL 

29.8681 

74.5219 

100.00 

34.60 

1.01 






5700 

1314.0 


Younger Alluvium 

HANUMANGARH 

Sangaria 

DHANSIA 

EXP LO RATO RY_W ELL 

29.8681 

74.5219 

102.00 

34.60 

1.00 






5700 

1314.0 


Younger Alluvium 

HANUMANGARH 

Sangaria 

Nagrana 

PZ 

29.7000 

74.4333 

189.00 

24.46 







12192 

2541.0 


Younger Alluvium 

HANUMANGARH 

Sangaria 

RASUWALA 

OBSERVATIONWELL 

29.9148 

74.3069 

75.00 

22.00 

4.03 






14000 

115.2 


Younger Alluvium 

HANUMANGARH 

Sangaria 

SANGRIA 

PIEZOMETER 

29.7948 

74.4635 

60.00 

21.00 

1.01 






510 

38.0 


Younger Alluvium 

HANUMANGARH 

Sangaria 

SANTPURA 

PIEZOMETER 

29.8968 

74.4122 

70.00 

20.00 

3.78 






3400 

7.6 

2.60 

Younger Alluvium 

HANUMANGARH 

Sangaria 

Shergarh 

EW 

29.6809 

74.4134 

200.00 

18.30 

9.17 






1640 


1.61 

Younger Alluvium 

HANUMANGARH 

Sangaria 

Shergarh 

EW 

29.6809 

74.4134 

144.87 

43.79 

10.00 

18.44 

0.54 







Younger Alluvium 

HANUMANGARH 

Sangaria 

Shergarh 

PZ 

29.6809 

74.4134 

91.30 








1388 


0.72 

Younger Alluvium 

HANUMANGARH 

Tibi 

Khara Khera 

EW 

29.6999 

74.5471 

186.30 

5.35 

7.00 






990 


0.19 

Younger Alluvium 

Sub Basin: Sub 2 1 

BIKANER 

Khajuwala 

Khajuwala 

PZ 

28.7000 

72.5833 

336.00 

29.03 

16.67 

1.36 

12.25 




80290 

27512.0 

2.00 

Older Alluvium 

BIKANER 

Khajuwala 

Kundal 

PZ 

28.7583 

72.7306 

196.80 

18.50 

7.50 

2.80 

2.68 




44740 

15.4 

1.43 

Older Alluvium 

BIKANER 

Lunkaransar 

Bhopalpura 

EW 

28.8833 

73.3500 

171.60 








4875 

900.0 


Older Alluvium 

BIKANER 

Lunkaransar 

Bhpalgarh 

EW 

28.6500 

73.5000 

177.75 

60.00 

1.50 









Vindhyan Sandstone 

BIKANER 

Lunkaransar 

GOPLAN 

PIEZOMETER 

28.6178 

73.9078 

96.00 

55.00 







4200 



Tertiary Sandstone 

BIKANER 

Lunkaransar 

Gorab Desar 

EW 

28.4333 

74.0083 

110.00 

65.74 

2.20 






2450 

298.0 

1.90 

Tertiary Sandstone 

BIKANER 

Lunkaransar 

HANSERA 

PIEZOMETER 

28.4389 

73.6417 

90.00 

56.00 

1.26 






8500 

2550.0 

2.04 

Vindhyan Sandstone 

BIKANER 

Lunkaransar 

Kamisar 

PZ 

28.5417 

74.0167 

220.00 

66.00 

1.83 

5.44 

0.34 




5395 

1548.0 

1.30 

Tertiary Sandstone 

BIKANER 

Lunkaransar 

Kankarwa Mod 

PZ 

28.6196 

73.7642 

73.50 

5.94 

1.50 






5560 


3.30 

Vindhyan Sandstone 

BIKANER 

Lunkaransar 

KHIYERANLALERAN 

PIEZOMETER 

28.4774 

73.5600 

156.00 

70.00 

2.52 






10200 

2996.0 

2.00 

Vindhyan Sandstone 

BIKANER 

Lunkaransar 

KISHNASAR 

PIEZOMETER 

28.5096 

73.8561 

249.00 

65.00 

3.15 






4300 

1068.7 

1.36 

Tertiary Sandstone 

BIKANER 

Lunkaransar 

Lalara 

PZ 

28.5333 

73.5625 

NA 

NA 

NA 

NA 



NA 

NA 

NA 

NA 

NA 

Vindhyan Sandstone 

BIKANER 

Lunkaransar 

Lalera 

PZ 

28.5254 

73.5736 

110.70 

32.35 

0.83 






1260 


2.10 

Vindhyan Sandstone 

BIKANER 

Lunkaransar 

Lunkaransar 

PZ 

28.5000 

73.7333 

129.00 

51.65 

1.67 

26.10 

0.06 




11760 

2876.0 

1.65 

Tertiary Sandstone 

BIKANER 

Lunkaransar 

Mahajan 

PZ 

28.7645 

73.8162 

67.50 

40.00 

0.33 






5030 


1.51 

Tertiary Sandstone 

BIKANER 

Lunkaransar 

Rajasar-li 

PZ 

28.5196 

74.0302 

72.50 

21.00 

0.17 






NA 

NA 

NA 

Tertiary Sandstone 

BIKANER 

Lunkaransar 

Rekh Meghana 

PZ 

28.6362 

73.6130 

134.50 

18.00 

0.33 









Vindhyan Sandstone 

BIKANER 

Lunkaransar 

Sadola 

PZ 

28.6139 

73.2700 

162.50 

52.10 

7.50 

0.40 

18.75 




NA 

NA 

NA 

Tertiary Sandstone 

BIKANER 

Lunkaransar 

Sangrew 

PZ 

28.7000 

73.8833 

153.00 

38.77 

3.67 






5040 


7.50 

Tertiary Sandstone 

BIKANER 

Lunkaransar 

Seikhsar 

PZ 

28.6028 

73.9833 

171.40 

61.50 

4.17 






NA 

NA 

NA 

Tertiary Sandstone 

BIKANER 

Lunkaransar 

SHEKHSAR 

PIEZOMETER 

28.6056 

73.9730 

100.00 

58.40 







4200 



Tertiary Sandstone 

BIKANER 

Lunkaransar 

Sonergaon 

EW 

28.6666 

73.6723 

184.71 











Vindhyan Sandstone 

CHURU 

Sardarshahar 

Amrasar 

EW 

28.3667 

74.2500 

200.23 

46.56 

2.08 

25.50 

0.08 




8390 

1846.0 

0.82 

Younger Alluvium 

CHURU 

Sardarshahar 

Amrasar 

OW 

28.3667 

74.2500 

145.00 











Younger Alluvium 









































































































































































































































































































































































































































































































































































































































































Coordinate 


Chemical Quality 


District 

Block 

Village 

Type 
of Well 

Coordinate 

Total Depth 
Drilled 
(m bgl) 

Static 
Water 
Level 
(m bgl) 

Discharge 

dps) 

Drawdown 

(m) 

Specific 
Capacity 
(Discharge - 
Drawdown) 
Ips/m 

Specific 

Yield 

(Sy) 

Transmi¬ 

ssivity 

(T) 

Storage 

Coeffcient 

(S) 

Chemical Quality 

Hydrogeological Unit 

Latitude 

Longitude 

EC 

p/cm at 
25 °C 

Cl' 1 

(mg/I) 

F' 1 

(mg/I) 

CHURU 

Sardarshahar 

Arsisar 

EW 

28.4099 

74.1165 

232.52 

75.39 

3.33 

5.86 

0.57 




15860 

4930.0 

0.46 

Younger Alluvium 

CHURU 

Sardarshahar 

Arsisar 

SH 

28.4099 

74.1165 

232.52 











Younger Alluvium 

CHURU 

Sardarshahar 

Karansar 

EW 

28.4667 

74.2333 

242.60 

80.12 

3.33 

5.17 

0.64 




6620 

1867.0 


Younger Alluvium 

CHURU 

Sardarshahar 

Karansar 

OW 

28.4667 

74.2333 

250.00 











Younger Alluvium 

CHURU 

Sardarshahar 

Pampalia-I 

EW 

28.3836 

74.1139 

208.20 

74.30 

2.33 

1.75 

1.33 


0.84 


17430 

5875.0 

0.80 

Younger Alluvium 

CHURU 

Sardarshahar 

Pampalia-li 

SH 

28.3833 

74.1119 

80.20 

54.27 

Negligible 






3690 

895.0 

1.40 

Younger Alluvium 

CHURU 

Sardarshahar 

Patamdeshar 

EW 

28.3500 

74.1667 

232.10 

56.33 

1.83 

14.67 

0.12 


237.15 


7480 

2041.0 


Younger Alluvium 

CHURU 

Sardarshahar 

Somasar 

EW 

28.3833 

74.0667 

261.00 

80.60 

2.90 

2.70 

1.07 


1112.00 


11940 

3160.0 

1.10 

Younger Alluvium 

GANGANAGAR 

Gharsana 

GHARSHANA 

PIEZOMETER 

29.0221 

73.0730 

75.00 

16.00 

2.52 






55300 

21274.0 

1.20 

Younger Alluvium 

GANGANAGAR 

Gharsana 

PATRODA 

PIEZOMETER 

29.0996 

73.1553 

60.00 

24.00 

0.56 






3800 

380.0 


Younger Alluvium 

GANGANAGAR 

Gharsana 

Ramsare-I 

EW 

28.9759 

73.2373 

226.16 











Younger Alluvium 

GANGANAGAR 

Gharsana 

Ramsare-li 

EW 

28.9745 

73.2384 

229.51 

47.18 

4.63 

1.89 

2.45 




21175 

6030.0 


Younger Alluvium 

GANGANAGAR 

Gharsana 

RAW LA 

PIEZOMETER 

28.8702 

72.8327 

75.00 

25.50 

2.52 






6100 

1020.0 

7.20 

Younger Alluvium 

GANGANAGAR 

Gharsana 

ZORAWARPURA 

PIEZOMETER 

28.8809 

73.1132 

150.00 

25.00 

1.26 






24000 

7728.0 


Younger Alluvium 

Sub Basin: Sub 3 1 

ALWAR 

Mandawar 

RAMGARH 

PIEZOMETER 

27.8250 

76.5944 

72.00 

7.00 

7.56 

5.00 

1.51 




5000 

715.0 

1.44 

Older Alluvium 

ALWAR 

Mandawar 

RAMGARH 

PIEZOMETER 

27.8250 

76.5944 

73.00 

15.00 

10.08 









Older Alluvium 

ALWAR 

Reni 

RAMPURA 

PIEZOMETER 

27.1229 

76.7812 

85.00 

17.00 

3.78 






430 

23.0 

0.36 

Older Alluvium 

BIKANER 

Lunkaransar 

Dhani Chilon-li 

PZ 

28.7458 

73.9730 

15.00 

4.00 

0.67 

0.50 

1.33 




NA 

NA 

NA 

Older Alluvium 

BIKANER 

Lunkaransar 

Dhani Chilon-LI 

PZ 

28.7483 

73.9797 

48.20 

34.66 

Negl. 

11.30 





NA 

NA 

NA 

Older Alluvium 

BIKANER 

Lunkaransar 

Jaitpur 

PZ 

28.8750 

74.0625 

151.00 

51.00 

0.83 






6940 

1903.0 

0.30 

Older Alluvium 

BIKANER 

Lunkaransar 

KHODALA 

PIEZOMETER 

28.6352 

74.0574 

125.00 

60.78 







24000 



Tertiary Sandstone 

BIKANER 

Lunkaransar 

Khodala 

EW 

28.6425 

74.0652 

183.00 

62.00 

2.67 

8.93 

0.30 




2650 

816.0 

1.40 

Tertiary Sandstone 

BIKANER 

Lunkaransar 

Khodala 

OW 

28.6425 

74.0652 

108.00 

62.19 

2.50 






2580 

579.0 

1.32 

Tertiary Sandstone 

BIKANER 

Lunkaransar 

Phuleji 

PZ 

28.9547 

73.7737 

183.90 

50.00 







8610 

2627.0 

1.20 

Older Alluvium 

BIKANER 

Lunkaransar 

RAMSARA KA BAS 

PIEZOMETER 

28.9177 

73.7899 

141.00 

69.00 

5.04 

13.50 

0.37 




1411 

173.0 

2.24 

Older Alluvium 

BIKANER 

Lunkaransar 

SIPALIYON Kl DHANI 

PIEZOMETER 

28.9021 

74.0191 

90.00 

48.88 







36000 



Older Alluvium 

BIKANER 

Lunkaransar 

SUI 

PIEZOMETER 

28.7426 

74.0836 

228.00 

43.00 

5.04 






4900 

1280.0 

1.04 

Older Alluvium 

CHURU 

Churu 

Aslu 

EW 

28.3588 

75.0662 

100.10 

27.25 

4.43 

0.35 

12.67 




4155 

781.0 

2.30 

Older Alluvium 

CHURU 

Churu 

Aslu 

OW 

28.3588 

75.0662 

58.70 

27.30 

4.00 

0.44 

9.09 




3810 

731.0 


Older Alluvium 

CHURU 

Churu 

Balrasar Athuna 

EW 

28.3500 

74.7833 

78.50 

34.20 

5.00 






4165 

1136.0 

0.10 

Older Alluvium 

CHURU 

Churu 

Balrasar Athuna 

OW 

28.3500 

74.7833 

110.00 

30.90 

4.50 

0.66 

6.82 




5050 

1406.0 


Older Alluvium 

CHURU 

Churu 

Balrasar Tanwaran 

PZ 

28.2665 

75.0563 

83.00 

32.86 

4.63 

2.08 

2.23 




6360 


1.18 

Older Alluvium 

CHURU 

Churu 

BIRAMSAR 2 

PIEZOMETER 

28.2972 

74.9319 

200.00 

54.00 

1.89 






4100 

626.0 

2.96 

Older Alluvium 

CHURU 

Churu 

CHURU 

PIEZOMETER 

28.3000 

74.9833 

100.00 

29.50 

3.78 






5500 

960.0 

2.40 

Older Alluvium 

CHURU 

Churu 

CHURU 1 

PIEZOMETER 

28.2856 

74.9600 

64.00 

29.00 







1280 

121.0 

0.64 

Older Alluvium 

CHURU 

Churu 

CHURU 1 (RSEB) 

PIEZOMETER 

28.2917 

74.9833 

95.46 

29.58 

7.56 

2.74 

2.76 




6950 

1241.0 

1.48 

Older Alluvium 

CHURU 

Churu 

CHURU2 

PIEZOMETER 

28.2903 

74.9869 

65.00 

33.40 







1520 

141.0 

0.16 

Older Alluvium 

CHURU 

Churu 

CHURU4 

PIEZOMETER 

28.2883 

74.9906 

45.00 

33.00 







3400 

445.0 

1.48 

Older Alluvium 

CHURU 

Churu 

CHURU,INDIRA COLONY 

PIEZOMETER 

28.3167 

74.9833 

100.00 

39.00 

3.15 









Older Alluvium 

CHURU 

Churu 

CHURU,SAINIC BASTI-I 

PIEZOMETER 

28.3000 

74.9500 

120.00 

32.00 

1.89 









Older Alluvium 

CHURU 

Churu 

CHURU,SAINIC BASTI-I 1 

PIEZOMETER 

28.3000 

74.9500 

115.00 

32.00 

1.89 









Older Alluvium 

CHURU 

Churu 

CHURU-2 (PHED) 

PIEZOMETER 

28.2917 

74.9833 

104.31 

34.13 

8.95 

4.88 

1.83 




3990 

579.0 

0.40 

Older Alluvium 

CHURU 

Churu 

CHURU-3 (PHED) 

PIEZOMETER 

28.3000 

74.9833 

109.79 

29.41 

4.54 

15.42 

0.29 




3670 

518.0 

1.64 

Older Alluvium 

CHURU 

Churu 

CHURU-4 

PIEZOMETER 

28.3000 

74.9833 

105.16 

31.40 

9.45 

5.49 

1.72 




3490 

397.0 

■19 

Older Alluvium 

CHURU 

Churu 

CHURU-5 

PIEZOMETER 

28.3000 

74.9833 

94.55 

35.76 

4.55 

3.68 

1.24 




4530 

729.0 

0.84 

Older Alluvium 

CHURU 

Churu 

CHURU-6 

PIEZOMETER 

28.3000 

74.9833 

100.65 

31.70 

6.16 

11.30 

0.55 




3920 

532.0 

1.56 

Older Alluvium 

CHURU 

Churu 

CHURU-7 

PIEZOMETER 

28.3000 

74.9833 

94.55 

34.74 

5.67 

3.65 

1.55 




3150 

456.0 

0.32 

Older Alluvium 

CHURU 

Churu 

CHURU-8 

PIEZOMETER 

28.2903 

74.9886 

45.00 

33.95 







2205 

286.0 

0.16 

Older Alluvium 

CHURU 

Churu 

CHURU-GADULYA LOHAR COLONY 

PIEZOMETER 

28.3167 

74.9667 

125.00 

37.00 

3.15 









Older Alluvium 

CHURU 

Churu 

CHURU-RAMNAGAR 

PIEZOMETER 

28.2833 

74.9833 

120.00 

37.00 

4.06 






4200 

682.0 

2.80 

Older Alluvium 































































































































































































































































































































































































































































































































































































































































































District 

Block 

Village 

Type 
of Well 

Coordinate 

Latitude 

Longitude 

CHURU 

Churu 

CHURU-VIII 

PIEZOMETER 

28.3000 

74.9833 

CHURU 

Churu 

DHANI ISARDAS 

PIEZOMETER 

28.4557 

75.0723 

CHURU 

Churu 

DHEERASAR CHARMAN(T.W. NO.-II) 

PIEZOMETER 

28.2556 

74.6667 

CHURU 

Churu 

DHEERSAR 

PIEZOMETER 

28.2521 

74.6709 

CHURU 

Churu 

DHEERSAR 

PIEZOMETER 

28.2521 

74.6709 

CHURU 

Churu 

DHIRASAR 

PIEZOMETER 

28.2542 

74.6750 

CHURU 

Churu 

DHIRDESAR 1 

PIEZOMETER 

28.2552 

74.6739 

CHURU 

Churu 

DHIRDESAR 2 

PIEZOMETER 

28.2579 

74.6833 

CHURU 

Churu 

Dudwa Khara 

PZ 

28.4671 

75.1004 

CHURU 

Churu 

GANGHU 

PIEZOMETER 

28.3292 

75.1125 

CHURU 

Churu 

GATHRO-2 

PIEZOMETER 

28.2167 

74.8000 

CHURU 

Churu 

GHANTALI 

PIEZOMETER 

28.3483 

74.8919 

CHURU 

Churu 

Gujaro Ki Dhani 

PZ 

28.2993 

74.9455 

CHURU 

Churu 

Jasarasar 

SH 

28.2852 

74.8156 

CHURU 

Churu 

JASRASAR 1 

PIEZOMETER 

28.3000 

74.7833 

CHURU 

Churu 

JASRASAR-2 

PIEZOMETER 

28.3000 

74.7833 

CHURU 

Churu 

JASRASAR-3 

PIEZOMETER 

28.3000 

74.7833 

CHURU 

Churu 

KHANDWA 

PIEZOMETER 

28.4667 

74.7833 

CHURU 

Churu 

KHASOLI 

EXP LO RATO RY_W ELL 

28.2667 

75.0167 

CHURU 

Churu 

KHASOLI 1 

PIEZOMETER 

28.2769 

75.0111 

CHURU 

Churu 

KHASOLI 2 

PIEZOMETER 

28.2772 

75.0011 

CHURU 

Churu 

KHASOLI-2 

PIEZOMETER 

28.2667 

75.0167 

CHURU 

Churu 

KHASOLI-3 

PIEZOMETER 

28.2667 

75.0333 

CHURU 

Churu 

KHASOLI-4 

PIEZOMETER 

28.2667 

75.0333 

CHURU 

Churu 

KHASOLI-V 

PIEZOMETER 

28.2792 

75.0083 

CHURU 

Churu 

KHASOTI-VII 

PIEZOMETER 

28.2778 

75.0125 

CHURU 

Churu 

KHASOTI-VIII 

PIEZOMETER 

28.2972 

75.0042 

CHURU 

Churu 

Momasar 

EW 

28.1845 

74.8305 

CHURU 

Churu 

Momasar 

OW 

28.1845 

74.8305 

CHURU 

Churu 

Nakrasar 

PZ 

28.2880 

74.7488 

CHURU 

Churu 

SATIRA-I 

PIEZOMETER 

28.2162 

74.8112 

CHURU 

Churu 

SATRA-III 

PIEZOMETER 

28.2118 

74.8155 

CHURU 

Churu 

SEHNALI CHHOTI 

PIEZOMETER 

28.1750 

74.8667 

CHURU 

Churu 

Sonali Choti 

EW 

28.1667 

74.8667 

CHURU 

Rajgarh 

Bhakran 

PZ 

28.6173 

75.5535 

CHURU 

Rajgarh 

CHAINPURA BARA 

PIEZOMETER 

28.8221 

75.3110 

CHURU 

Rajgarh 

Chainpura Chhota 

PZ 

28.7947 

75.3498 

CHURU 

Rajgarh 

CHANDGOTHI - IV 

PIEZOMETER 

28.4250 

75.5083 

CHURU 

Rajgarh 

CHANDGOTHI 1 

PIEZOMETER 

28.4328 

75.5233 

CHURU 

Rajgarh 

CHANDGOTHI 2 

PIEZOMETER 

28.4342 

75.5197 

CHURU 

Rajgarh 

CHANDGOTHI 3 

PIEZOMETER 

28.4353 

75.5172 

CHURU 

Rajgarh 

CHANDGOTHI-I 

EXP LO RATO RY_W ELL 

28.4333 

75.5167 

CHURU 

Rajgarh 

CHANDGOTHI-II 

EXP LO RATO RY_W ELL 

28.4333 

75.5167 

CHURU 

Rajgarh 

CHANDGOTHI-III 

EXP LO RATO RY_W ELL 

28.4333 

75.5167 

CHURU 

Rajgarh 

CHANDGOTHI-IV 

EXP LO RATO RY_W ELL 

28.4170 

75.4974 

CHURU 

Rajgarh 

CHANDGOTHI-IV 

PIEZOMETER 

28.4170 

75.4974 

CHURU 

Rajgarh 

CHANDGOTHI-IX 

PIEZOMETER 

28.4250 

75.5083 

CHURU 

Rajgarh 

CHANDGOTHI-V 

EXP LO RATO RY_W ELL 

28.4333 

75.5167 

CHURU 

Rajgarh 

CHANDGOTHI-VII 

PIEZOMETER 

28.4250 

75.5083 

CHURU 

Rajgarh 

CHANDGOTHI-VIII 

PIEZOMETER 

28.4250 

75.5083 

CHURU 

Rajgarh 

Chandgoti 

EW 

28.4222 

75.5111 


Total Depth 
Drilled 
(m bgl) 


Static 
Water 
Level 
(m bgl) 


Discharge Drawdown 

dps) (m) 


Specific 

Capacity Specific Transmi- 
(Discharge - Yield ssivity 
Drawdown) (Sy) (T) 

Ips/m 


Storage 

Coeffcient 


Chemical Quality 


EC 


Miuieiu — q|-i p-i 

(S) "SKf ("’s 71 ) ("’a 71 ) 


Hydrogeological Unit 



117.12 

36.57 

6.31 

9.00 

0.70 

113.00 

37.48 

3.78 

9.90 

0.38 

124.44 

37.50 

3.82 

12.20 

0.31 

119.25 

40.55 

8.89 

10.55 

0.84 


14.00 

0.54 

6.09 

1.67 




4707 

546.0 

960 

37.0 

2630 

265.0 

4300 

523.0 

3568 

262.0 

4110 

494.0 

4220 

667.0 

3900 

496.0 



1800 

227.0 

2670 

422.0 

6590 

1704.0 

4200 

886.0 

7100 

1540.0 

5900 

981.0 

6110 

1207.0 

12530 

3343.0 

32000 

10667.0 

30900 

11650.0 

3000 

626.0 

1980 

243.0 

2210 

472.0 

2420 


3350 

730.0 

2420 

440.0 


521.0 

2770 

606.0 

3100 

550.0 

2240 

393.0 

2970 

589.0 

3915 

1046.0 

3410 

890.0 

2635 

483.0 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


















































































































































































































































































































































































































































































































































































































































































































District 

Block 

Village 

Type 
of Well 

Coordinate 

Latitude 

Longitude 

CHURU 

Rajgarh 

CHANDGOTI-VI 

PIEZOMETER 

28.4167 

75.5167 

CHURU 

Rajgarh 

CHHOTI TIRPALI-1 

PIEZOMETER 

28.4208 

75.5208 

CHURU 

Rajgarh 

CHHOTI TIRPALI-III 

PIEZOMETER 

28.4114 

75.5420 

CHURU 

Rajgarh 

Dadrewa 

EW 

28.6333 

75.2333 

CHURU 

Rajgarh 

Dingali 

EW 

28.3805 

75.5029 

CHURU 

Rajgarh 

Dingali 

OW 

28.3805 

75.5029 

CHURU 

Rajgarh 

Dokuwa 

EW 

28.5833 

75.3000 

CHURU 

Rajgarh 

Harpalu Kushala 

EW 

28.5500 

75.4500 

CHURU 

Rajgarh 

Indpalsar 

EW 

28.7638 

75.4933 

CHURU 

Rajgarh 

Kirtan 

EW 

28.5333 

75.6083 

CHURU 

Rajgarh 

Kirtan 

OW 

28.5333 

75.6083 

CHURU 

Rajgarh 

Kirtan 

EW 

28.5333 

75.6083 

CHURU 

Rajgarh 

Laseri 

EW 

28.7000 

75.4833 

CHURU 

Rajgarh 

LEELAWATI-I 

PIEZOMETER 

28.4486 

75.3972 

CHURU 

Rajgarh 

LEELAWATI-II 

PIEZOMETER 

28.4514 

75.3958 

CHURU 

Rajgarh 

NASAL 

PIEZOMETER 

28.4000 

75.4000 

CHURU 

Rajgarh 

Nasal Bari 

EW 

28.6750 

75.4111 

CHURU 

Rajgarh 

Naurangpura 

EW 

28.3731 

75.4584 

CHURU 

Rajgarh 

NAWA-II 

PIEZOMETER 

28.4667 

75.5500 

CHURU 

Rajgarh 

NAWAN 

PIEZOMETER 

28.4708 

75.5444 

CHURU 

Rajgarh 

Neema 

EW 

28.4501 

75.5025 

CHURU 

Rajgarh 

Neema 

OW 

28.4501 

75.5025 

CHURU 

Rajgarh 

Neema 

PZ 

28.4501 

75.5025 

CHURU 

Rajgarh 

Nuwa 

PZ 

28.4750 

75.5500 

CHURU 

Rajgarh 

RAMPURA 

PIEZOMETER 

28.5186 

75.6400 

CHURU 

Rajgarh 

RAMPURA-I 

PIEZOMETER 

28.5193 

75.6455 

CHURU 

Rajgarh 

RAMPURA-II 

PIEZOMETER 

28.5167 

75.6417 

CHURU 

Rajgarh 

Rarwa 

EW 

28.6000 

75.4000 

CHURU 

Rajgarh 

Ratanpura 

PZ 

28.5282 

75.2576 

CHURU 

Rajgarh 

Ratanpura 

EW 

28.5282 

75.2576 

CHURU 

Rajgarh 

Sakhan Tal 

EW 

28.3707 

75.3960 

CHURU 

Rajgarh 

Sankhu 

PZ 

28.4225 

75.3648 

CHURU 

Rajgarh 

THIRPALI BAR 

PIEZOMETER 

28.4066 

75.5483 

CHURU 

Rajgarh 

Thirpali 

PZ 

28.3936 

75.5332 

CHURU 

Ratangarh 

Biramsar 

EW 

28.0455 

74.7905 

CHURU 

Ratangarh 

Biramsar 

SH 

28.0455 

74.7905 

CHURU 

Ratangarh 

Bukhredi 

EW 

27.9383 

74.8166 

CHURU 

Ratangarh 

DAUDSAR 

PIEZOMETER 

28.1917 

74.6833 

CHURU 

Ratangarh 

GAURISAR 

PIEZOMETER 

28.1579 

74.7009 

CHURU 

Ratangarh 

GOGASAR 

PIEZOMETER 

28.2047 

74.5909 

CHURU 

Ratangarh 

Gorisar 

PZ 

28.1498 

74.6942 

CHURU 

Ratangarh 

MALSAR 

PIEZOMETER 

28.2522 

74.5880 

CHURU 

Ratangarh 

Melusar 

PZ 

28.2093 

74.5514 

CHURU 

Ratangarh 

Sheila 

EW 

28.1917 

74.7625 

CHURU 

Ratangarh 

SHELA 

PIEZOMETER 

28.1828 

74.7597 

CHURU 

Ratangarh 

SHELA 

PIEZOMETER 

28.1828 

74.7597 

CHURU 

Ratangarh 

SHELA-II 

PIEZOMETER 

28.1873 

74.7614 

CHURU 

Ratangarh 

SULKHANIA 

PIEZOMETER 

27.9167 

74.8083 

CHURU 

Ratangarh 

SULKHANIA 1 

PIEZOMETER 

27.9203 

74.8124 

CHURU 

Ratangarh 

Tidiyasar 

PZ 

28.0500 

74.7500 

CHURU 

Sardarshahar 

Ajitsar 

EW 

28.2667 

74.6472 


Total Depth 
Drilled 
(m bgl) 


Static 
Water 
Level 
(m bgl) 


Discharge Drawdown 

dps) (m) 


Specific 

Capacity Specific Transmi- Storage 
(Discharge - Yield ssivity Coeffcient 
Drawdown) (Sy) (T) (S) 

Ips/m 


Chemical Quality 


EC Cl- 1 F- 1 
11 /cm at 

25 <C ( m 9 /l) (mg/I) 


Hydrogeological Unit 



46.70 

3.33 

46.70 

4.33 

27.95 

4.17 

38.93 

2.08 

75.30 

2.17 

51.17 

4.50 

46.70 

4.33 

56.00 

1.33 

34.89 

2.67 

32.00 

1.89 

32.00 

1.89 


39.83 

1.67 

48.59 

1.67 



46.50 

15.12 

37.10 

0.75 

25.21 

3.33 

5.78 

4.58 

37.62 

3.33 

30.77 

3.33 

46.00 

2.52 

49.33 

6.33 




3.80 

1.99 

3.50 

3.24 


34.70 

6.93 

39.37 

3.67 

39.80 

10.22 


2390 

426.0 

0.55 

2480 

440.0 

0.70 

23290 

7952.0 

2.00 

13080 

3340.0 

0.90 

3650 

959.0 

0.20 

2120 

497.0 

1.15 

2480 

440.0 

0.70 

1710 

241.0 

4.30 

20830 

7065.0 

1.20 

5000 

957.0 

4.80 

12150 

2760.0 

3.60 

4870 

1120.0 

3.52 



7920 

2277.0 

4340 

1051.0 

2070 

310.0 

1740 

225.0 

2130 

306.0 

10495 

2592.0 

25600 

7455.0 

500 

21.0 

4150 

710.0 

9690 

1722.0 

1860 

291.0 

1610 

220.0 



4970 1348.0 


1750 249.0 




2110 

154.0 

4.48 

3600 

666.0 

2.42 

3400 

509.0 

5.20 

1960 

191.0 

5.48 

5610 

1383.0 

2.76 

30500 


2.70 

2570 

540.0 

1.60 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 







































































































































































































































































































































































































































































































































































































































































































District 

Block 

Village 

Type 
of Well 

Coordinate 

Latitude 

Longitude 

CHURU 

Sardarshahar 

Aspalsar 

PZ 

28.5783 

74.5056 

CHURU 

Sardarshahar 

Bari Sawai 

EW 

28.3723 

74.4012 

CHURU 

Sardarshahar 

Bari Sawai 

OW 

28.3723 

74.4012 

CHURU 

Sardarshahar 

Bhanipur 

SH 

28.6167 

74.3667 

CHURU 

Sardarshahar 

Bhatwala 

EW 

28.7455 

74.1813 

CHURU 

Sardarshahar 

Bhojasar Bara 

EW 

28.6833 

74.2000 

CHURU 

Sardarshahar 

Bhojrasar 

EW 

28.5432 

74.4500 

CHURU 

Sardarshahar 

BILLUN 1 

PIEZOMETER 

28.7000 

74.6833 

CHURU 

Sardarshahar 

BILLUN-II 

EXP LO RATO RY_W ELL 

28.7000 

74.6833 

CHURU 

Sardarshahar 

BILLUN-III 

PIEZOMETER 

28.7000 

74.6833 

CHURU 

Sardarshahar 

BILLYOO - V 

PIEZOMETER 

28.6888 

74.6554 

CHURU 

Sardarshahar 

BILLYOO IV 

PIEZOMETER 

28.6909 

74.6534 

CHURU 

Sardarshahar 

Dulrasar 

EW 

28.3000 

74.5000 

CHURU 

Sardarshahar 

HARDESAR 

PIEZOMETER 

28.6583 

74.3750 

CHURU 

Sardarshahar 

HARDESAR-II 

PIEZOMETER 

28.6583 

74.3708 

CHURU 

Sardarshahar 

Jaisingh Nagar 

EW 

28.4646 

74.6271 

CHURU 

Sardarshahar 

JAISINGSAR 1 

PIEZOMETER 

28.4576 

74.6386 

CHURU 

Sardarshahar 

Jaitsisar-I 

EW 

28.7620 

74.4384 

CHURU 

Sardarshahar 

Jaitsisar-li 

EW 

28.7534 

74.4391 

CHURU 

Sardarshahar 

KALYANPURA 

PIEZOMETER 

28.3338 

74.4738 

CHURU 

Sardarshahar 

KALYANPURA PUROHITAN 

PIEZOMETER 

28.3329 

74.4745 

CHURU 

Sardarshahar 

Khejra 

SH 

28.6126 

74.5154 

CHURU 

Sardarshahar 

Lunasar 

EW 

28.6006 

74.2813 

CHURU 

Sardarshahar 

Lunasar 

OW 

28.6006 

74.2813 

CHURU 

Sardarshahar 

Lunasar 

EW 

28.6006 

74.2813 

CHURU 

Sardarshahar 

MEHRI 

PIEZOMETER 

28.6355 

74.6997 

CHURU 

Sardarshahar 

NAHATRSARA 

PIEZOMETER 

28.5544 

74.2333 

CHURU 

Sardarshahar 

PHOGABHARATORI 

EXP LO RATO RY_W ELL 

28.5409 

74.6416 

CHURU 

Sardarshahar 

Pulasar 

EW 

28.4000 

74.6000 

CHURU 

Sardarshahar 

PUNUSAR 

PIEZOMETER 

28.5008 

74.5600 

CHURU 

Sardarshahar 

Raikon Ki Dhani 

EW 

28.5833 

74.2333 

CHURU 

Sardarshahar 

RAJASAR 

PIEZOMETER 

28.4000 

74.2917 

CHURU 

Sardarshahar 

RAMSISAR 

PIEZOMETER 

28.4805 

74.3470 

CHURU 

Sardarshahar 

RANASAR BIKAN 

PIEZOMETER 

28.3332 

74.5637 

CHURU 

Sardarshahar 

RANASAR PAN WEAN 

PIEZOMETER 

28.8087 

74.3190 

CHURU 

Sardarshahar 

SADASAR-II 

PIEZOMETER 

28.4271 

74.5035 

CHURU 

Sardarshahar 

SAMERIYA 

PIEZOMETER 

28.6917 

74.1847 

CHURU 

Sardarshahar 

Sardar Shahar 

PZ 

28.4333 

74.4833 

CHURU 

Sardarshahar 

SARDARSAHAR- X 

PIEZOMETER 

28.4333 

74.5000 

CHURU 

Sardarshahar 

SARDARSAHAR-IX 

PIEZOMETER 

28.4333 

74.5000 

CHURU 

Sardarshahar 

SARDARSAHAR-VI11 

PIEZOMETER 

28.4333 

74.5000 

CHURU 

Sardarshahar 

SARDARSHAHAR (NAVODAY VIDHYALAYA) 

PIEZOMETER 

28.4333 

74.4833 

CHURU 

Sardarshahar 

SARDARSHAHAR1 

PIEZOMETER 

28.4447 

74.5008 

CHURU 

Sardarshahar 

SARDARSHAHAR 2 

PIEZOMETER 

28.4272 

74.5236 

CHURU 

Sardarshahar 

SARDARSHAHAR 3 

EXP LO RATO RY_W ELL 

28.4292 

74.5247 

CHURU 

Sardarshahar 

SARDARSHAHAR PIEZ. IV 

PIEZOMETER 

28.4167 

74.4833 

CHURU 

Sardarshahar 

SARDARSHAHAR-5 

PIEZOMETER 

28.4333 

74.5000 

CHURU 

Sardarshahar 

SARDARSHAHAR-6 

PIEZOMETER 

28.4333 

74.5000 

CHURU 

Sardarshahar 

SARDARSHAHAR-7 

EXP LO RATO RY_W ELL 

28.4564 

74.5134 

CHURU 

Sardarshahar 

SARDARSHAHAR-I 

EXP LO RATO RY_W ELL 

28.4333 

74.5000 

CHURU 

Sardarshahar 

Sardarshahar-I 

EW 

28.4500 

74.4833 


Total Depth 
Drilled 
(m bgl) 


Static 

Water Discharge 

Level (Ips) 

(m bgl) 


Drawdown 

(m) 


Specific 

Capacity Specific Transmi- Storage 
(Discharge - Yield ssivity Coeffcient 
Drawdown) (Sy) (T) (S) 

Ips/m 


Chemical Quality 

EC 

|j/cm at 
25 °C 

Cl' 1 

(mg/I) 

F' 1 

(mg/I) 


Hydrogeological Unit 



89.35 

41.46 

5.67 

7.31 

0.78 

130.65 

42.06 

9.45 

3.65 

2.59 

112.55 

42.36 

7.56 

3.65 

2.07 

76.21 

38.10 

10.19 

4.00 

2.55 


6600 

1711.0 

1950 

344.0 

2055 

383.0 

5598 

1820.0 

3930 

909.0 

2895 

724.0 

8135 

2158.0 


4230 

1050.0 

5880 

1626.0 

2000 

285.0 

6000 

1630.0 



6369 1464.0 


4740 1314.0 


6250 1737.0 


7420 2059.0 



6700 1882.0 


4400 764.0 


4150 1037.0 


1660 238.0 


1245 131.0 


2900 556.0 


5330 1370.0 


7250 2098.0 



2320 348.0 


2400 365.0 


2360 313.0 



2400 

78.0 

1560 

323.0 

1050 

94.0 

3900 

418.0 

2410 

467.0 

2370 

387.0 

2879 

443.0 

2650 

459.0 


i Younger Alluvium 


i Older Alluvium 


Older Alluvium 


Younger Alluvium 


i Younger Alluvium 


'[Younger Alluvium 


Younger Alluvium 


Vindhyan Sandstone 


i| Vindhyan Sandstone 


Vindhyan Sandstone 


i Vindhyan Sandstone 


1 1Vindhyan Sandstone 


Vindhyan Sandstone 


Younger Alluvium 


i Younger Alluvium 


i Older Alluvium 


i Older Alluvium 


1 1Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


1 1Vindhyan Sandstone 


Vindhyan Sandstone 


[Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Vindhyan Sandstone 


Younger Alluvium 


Older Alluvium 


i Older Alluvium 


i Vindhyan Sandstone 


Younger Alluvium 


i Younger Alluvium 


i Younger Alluvium 


i Older Alluvium 


i Younger Alluvium 


i Older Alluvium 


Younger Alluvium 


Older Alluvium 


i Older Alluvium 


i Older Alluvium 


i Older Alluvium 


Older Alluvium 


i Older Alluvium 


i Older Alluvium 


: Older Alluvium 


i Older Alluvium 


Older Alluvium 


i Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 











































































































































































































































































































































































































































































































































































































































































Coordinate 


Chemical Quality 


District 


Block 


Village 


CHURU 

CHURU 

CHURU 

CHURU 

CHURU 

CHURU 

CHURU 

CHURU 

CHURU 

CHURU 

CHURU 

CHURU 

CHURU 

CHURU 

CHURU 

CHURU 

CHURU 

GANGANAGAR 

GANGANAGAR 

GANGANAGAR 

GANGANAGAR 

GANGANAGAR 

GANGANAGAR 

HANUMANGARH 

HANUMANGARH 

HANUMANGARH 

HANUMANGARH 

HANUMANGARH 

HANUMANGARH 

HANUMANGARH 

HANUMANGARH 

HANUMANGARH 

HANUMANGARH 

HANUMANGARH 

HANUMANGARH 

HANUMANGARH 

HANUMANGARH 

HANUMANGARH 

HANUMANGARH 

JHUNJHUNUN 

JHUNJHUNUN 

JHUNJHUNUN 

JHUNJHUNUN 

JHUNJHUNUN 

JHUNJHUNUN 

JHUNJHUNUN 

JHUNJHUNUN 

JHUNJHUNUN 

JHUNJHUNUN 

JHUNJHUNUN 

JHUNJHUNUN 


Sardarshahar 

Sardarshahar 

Sardarshahar 

Sardarshahar 

Sardarshahar 

Sardarshahar 

Sardarshahar 

Sardarshahar 

Sardarshahar 

Sardarshahar 

Sujangarh 

Taranagar 

Taranagar 

Taranagar 

Taranagar 

Taranagar 

Taranagar 

Suratgarh 

Suratgarh 

Suratgarh 

Suratgarh 

Suratgarh 

Suratgarh 

Bhadra 

Bhadra 

Bhadra 

Bhadra 

Nohar 

Nohar 

Nohar 

Nohar 

Nohar 

Nohar 

Rawatsar 

Rawatsar 

Rawatsar 

Rawatsar 

Rawatsar 

Tibi 

Alsisar 

Alsisar 

Alsisar 

Alsisar 

Alsisar 

Alsisar 

Alsisar 

Alsisar 

Alsisar 

Alsisar 

Alsisar 

Alsisar 


SARDARSHAHAR-II 

Sardarshahar-li 

SARDARSHAHAR-111 

SARDARSHAHAR-IV 

SARDARSHAHAR-XI. 

SARDARSHSHAR (WARD NO. 30) 

Sarsar 

Thukariasar 

TOLASAR 

UDSAR 

Niyama 

Bharatia Hospital, Churu 

DHIRWAS-2 

DHIRWAS-I 

Meghsar 

SAHWA 

TARANAGAR 

Birdhwal 

MALER 

MOKALSAR 

SINGRASAR 

SINGRASAR 

SINGRASAR 

AJEETPURA 

BAM B ALB AS 

BHANGARH 

BHOJASAR 

APPUWALA 

BHAGWAN 

Bhukarka 

KANSAR-NEEMLA 

MUNSARY 

SONEDI 

BIRKALI 

Chaiya 

DHANASAR 

MIRZEWALI MAIR 

RAMKA 

Dholipal 

ALSISAR 

Bhimsari Ka Bas 

Birmi 

Bissau 

Churella 

Dennri 

GANGIYASAR 

GANGLASAR 

Hansasari 

JHATAWA KALAN 

Kamalsar 

MALSISAR 


Type 
of Well 


PIEZOMETER 

EW 

EXP LO RATO RY_W ELL 

EXP LO RATO RY_W ELL 

PIEZOMETER 

PIEZOMETER 

EW 

PZ 

PIEZOMETER 

PIEZOMETER 

PZ 

EW 

PIEZOMETER 

EXP LO RATO RY_W ELL 

PZ 

EXP LO RATO RY_W ELL 

PIEZOMETER 

EW 

OBSERVATIONWELL 

OBSERVATIONWELL 

EXP LO RATO RY_W ELL 

PIEZOMETER 

PIEZOMETER 

OBSERVATIONWELL 

OBSERVATIONWELL 

OBSERVATIONWELL 

PIEZOMETER 

OBSERVATIONWELL 

PIEZOMETER 

PZ 

PIEZOMETER 

OBSERVATIONWELL 

PIEZOMETER 

OBSERVATIONWELL 

SH 

OBSERVATIONWELL 

OBSERVATIONWELL 

PIEZOMETER 

EW 

PIEZOMETER 

EW 

EW 

EW 

PZ 

EW 

PIEZOMETER 

EXP LO RATO RY_W ELL 

EW 

PIEZOMETER 

EW 

PIEZOMETER 


Latitude 


Longitude 


Total Depth 
Drilled 
(m bgl) 


Static 
Water 
Level 
(m bgl) 


Discharge 

dps) 


Drawdown 

(m) 


Specific 
Capacity 
(Discharge - 
Drawdown) 
Ips/m 


Specific 

Yield 

(Sy) 


Transmi¬ 

ssivity 

(T) 


Storage 

Coeffcient 

(S) 


EC 

p/cm at 
25 °C 


cr 

(mg/l) 


F 1 

(mg/l) 


Hydrogeological Unit 


28.4333 


74.5000 


84.75 


38.40 


10.19 


3.65 


2.79 


2220 


371.0 


Older Alluvium 


28.4500 


74.4833 


77.72 


36.58 


17.02 


4.57 


3.72 


2148 


358.0 


Older Alluvium 


28.4333 


74.5000 


84.73 


38.10 


10.11 


2.50 


4.04 


2630 


431.0 


Older Alluvium 


28.4333 


74.5000 


91.50 


37.55 


10.11 


2.50 


4.04 


2370 


396.0 


Older Alluvium 


28.4333 


74.5000 


93.00 


39.00 


3.78 


2500 


354.0 


1.60 


Older Alluvium 


28.4500 


74.4833 


100.00 


40.00 


3.92 


1.70 


2.31 


2400 


191.0 


8.04 


Older Alluvium 


28.3333 


74.6667 


96.50 


36.58 


5.50 


1.02 


5.39 


6340 


1633.0 


1.00 


Older Alluvium 


28.5343 


74.5233 


235.75 


56.45 


Negligible 


3100 


674.0 


2.80 


Vindhyan Sandstone 


28.7500 


74.2455 


165.00 


54.00 


5.04 


3900 


997.0 


0.96 


Younger Alluvium 


28.4598 


74.5876 


80.75 


3600 


585.0 


2.30 


Older Alluvium 


27.8113 


74.7876 


80.90 


38.14 


5.10 


2.90 


1.76 


4477 


12.65 


Older Alluvium 


28.7518 


74.9736 


121.50 


34.85 


5.00 


3.50 


1.43 


4280 


653.0 


3.20 


Older Alluvium 


28.8576 


74.9333 


197.17 


Older Alluvium 


28.8500 


74.9167 


100.75 


Older Alluvium 


28.7958 


74.9403 


84.00 


NA 


NA 


NA 


15970 


2.97 


Older Alluvium 


28.8667 


74.8500 


183.20 


Older Alluvium 


28.6684 


75.0289 


65.00 


12.62 


35000 


12570.0 


4.80 


Older Alluvium 


29.1000 


73.9037 


163.98 


14141 


4200.0 


Younger Alluvium 


29.0561 


73.7952 


75.00 


37.00 


1.89 


21000 


190.0 


3.12 


Younger Alluvium 


29.0168 


74.0074 


80.00 


48.00 


1.89 


1200 


7.0 


1.44 


Older Alluvium 


29.0317 


74.0790 


150.00 


49.00 


0.38 


4300 


1140.0 


Younger Alluvium 


29.0317 


74.0790 


90.00 


49.00 


2.72 


10500 


2275.0 


Younger Alluvium 


29.0317 


74.0790 


140.00 


49.00 


0.67 


12300 


96.3 


Younger Alluvium 


29.0167 


75.2997 


55.00 


14.00 


2.27 


38000 


360.0 


Younger Alluvium 


29.2633 


75.3134 


56.00 


12.00 


2.52 


29000 


275.0 


Younger Alluvium 


28.9314 


75.3636 


55.00 


15.00 


2.52 


35000 


340.0 


Younger Alluvium 


29.1677 


75.1775 


60.00 


16.00 


3.78 


10500 


80.0 


4.10 


Younger Alluvium 


29.0967 


74.7688 


66.00 


23.00 


2.77 


41000 


325.8 


Younger Alluvium 


29.2749 


74.6556 


70.00 


25.00 


1.26 


Younger Alluvium 


29.2333 


74.7500 


188.92 


30.98 


11904 


1775.0 


1.80 


Younger Alluvium 


28.9696 


74.4401 


76.00 


38.00 


Younger Alluvium 


29.0940 


74.5639 


65.00 


26.00 


2.52 


31000 


290.0 


Younger Alluvium 


29.1937 


74.6824 


80.00 


25.00 


3.78 


35000 


370.0 


1.50 


Younger Alluvium 


29.1410 


74.5931 


66.00 


23.00 


2.84 


3600 


19.8 


Younger Alluvium 


29.2500 


74.4833 


Younger Alluvium 


29.1806 


74.3402 


60.00 


14.00 


2.52 


30000 


290.0 


Younger Alluvium 


29.3029 


74.5322 


55.00 


6.00 


3.15 


24000 


221.0 


Younger Alluvium 


29.0944 


74.3745 


80.00 


31.10 


3.78 


32900 


326.0 


1.20 


Younger Alluvium 


29.4397 


74.5153 


177.80 


19.62 


5.00 


3.48 


1.44 


510 


28.0 


0.95 


Younger Alluvium 


28.3011 


75.2848 


70.00 


28.50 


3.15 


7245 


931.0 


2.00 


Older Alluvium 


28.1925 


75.2486 


92.98 


39.42 


7.83 


134.70 


1.08E-3 


1800 


195.0 


1.80 


Older Alluvium 


28.1963 


75.1798 


97.05 


37.34 


4.00 


6500 


2308.0 


2.07 


Older Alluvium 


28.2422 


75.0673 


94.50 


36.66 


11.80 


1037.20 


3245 


391.0 


2.10 


Older Alluvium 


28.1667 


75.2500 


100.18 


36.44 


6.60 


1600 


220.0 


2.00 


Older Alluvium 


28.2211 


75.3479 


Older Alluvium 


28.2667 


75.1631 


70.00 


44.10 


2.52 


4500 


702.0 


2.00 


Older Alluvium 


28.2667 


75.1631 


101.12 


40.15 


6.16 


7.00 


0.88 


2638 


179.0 


3.48 


Older Alluvium 


28.1923 


75.3170 


Older Alluvium 


28.3268 


75.2406 


61.00 


34.20 


1.40 


11400 


2766.0 


Older Alluvium 


28.1471 


75.1791 


120.22 


41.00 


2.50 


3610 


568.0 


1.30 


Older Alluvium 


28.3563 


75.2942 


90.00 


35.00 


3.78 


5.00 


0.76 


2254 


148.0 


3.60 


Older Alluvium 









































































































































































































































































































































































































































































































































































































































































District 

Block 

Village 

Type 
of Well 

Coordinate 

Latitude 

Longitude 

JHUNJHUNUN 

Alsisar 

Nadipur 

EW 

28.1577 

75.2850 

JHUNJHUNUN 

Alsisar 

PITHUSAR 

PIEZOMETER 

28.3667 

75.2458 

JHUNJHUNUN 

Alsisar 

Sonasar 

PZ 

28.2000 

75.3833 

JHUNJHUNUN 

Alsisar 

TAMKOR 

PIEZOMETER 

28.4519 

75.2488 

JHUNJHUNUN 

Alsisar 

Tamkore 

EW 

28.4338 

75.2516 

JHUNJHUNUN 

Buhana 

BADBAR 

PIEZOMETER 

28.2322 

75.8637 

JHUNJHUNUN 

Buhana 

Basawntwa Khurd 

PZ 

28.1167 

75.7542 

JHUNJHUNUN 

Buhana 

Bhansawata-I 

EW 

28.1328 

75.7814 

JHUNJHUNUN 

Buhana 

Bhansawata-li 

EW 

28.1331 

75.7770 

JHUNJHUNUN 

Buhana 

BUHANA 

PIEZOMETER 

28.2083 

75.8750 

JHUNJHUNUN 

Buhana 

Dhadot 

EW 

28.1580 

75.7239 

JHUNJHUNUN 

Buhana 

Galdana Khurd 

PZ 

28.1057 

75.6996 

JHUNJHUNUN 

Buhana 

GARDHANA KALLAN 

EXP LO RATO RY_W ELL 

28.1314 

75.7145 

JHUNJHUNUN 

Buhana 

Goda Khera 

EW 

28.1167 

75.7500 

JHUNJHUNUN 

Buhana 

Moi Bharu 

EW 

28.1199 

75.7731 

JHUNJHUNUN 

Buhana 

Palota 

EW 

28.1862 

75.8345 

JHUNJHUNUN 

Buhana 

PUHANIA 

OBSERVATIONWELL 

28.1553 

75.7922 

JHUNJHUNUN 

Buhana 

Singhana-li 

EW 

28.0989 

75.8522 

JHUNJHUNUN 

Chirawa 

Ardavat 

EW 

28.1958 

75.6278 

JHUNJHUNUN 

Chirawa 

ARDAWATA 

EXP LO RATO RY_W ELL 

28.1841 

75.6307 

JHUNJHUNUN 

Chirawa 

ARDAWATA 

OBSERVATIONWELL 

28.1841 

75.6307 

JHUNJHUNUN 

Chirawa 

CHIRAWA 

PIEZOMETER 

28.2439 

75.6414 

JHUNJHUNUN 

Chirawa 

Chlrasan 

EW 

28.0778 

75.6389 

JHUNJHUNUN 

Chirawa 

Chorwa-I 

EW 

28.2345 

75.6442 

JHUNJHUNUN 

Chirawa 

Chorwa-li 

EW 

28.2412 

75.6433 

JHUNJHUNUN 

Chirawa 

LAM BA GOTHRA 

PIEZOMETER 

28.2423 

75.5678 

JHUNJHUNUN 

Chirawa 

Mandrela 

EW 

28.3054 

75.4324 

JHUNJHUNUN 

Chirawa 

Mandrela 

PZ 

28.3054 

75.4324 

JHUNJHUNUN 

Chirawa 

Narh 

EW 

28.3000 

75.6000 

JHUNJHUNUN 

Chirawa 

NARHAR 

PIEZOMETER 

28.3079 

75.5872 

JHUNJHUNUN 

Chirawa 

Sultana 

PZ 

28.1333 

75.6167 

JHUNJHUNUN 

Chirawa 

TIGIYAS 

PIEZOMETER 

28.3498 

75.4335 

JHUNJHUNUN 

Jhunjhunun 

Bagar 

EW 

28.1857 

75.4918 

JHUNJHUNUN 

Jhunjhunun 

Bagar 

EW 

28.1857 

75.4918 

JHUNJHUNUN 

Jhunjhunun 

Bagar 

EW 

28.1857 

75.4918 

JHUNJHUNUN 

Jhunjhunun 

BEEBASAR 

PIEZOMETER 

28.0274 

75.3612 

JHUNJHUNUN 

Jhunjhunun 

BHADARWAS 

PIEZOMETER 

28.0151 

75.2072 

JHUNJHUNUN 

Jhunjhunun 

BHARU 

PIEZOMETER 

28.0935 

75.2581 

JHUNJHUNUN 

Jhunjhunun 

BHARU 

PIEZOMETER 

28.0935 

75.2581 

JHUNJHUNUN 

Jhunjhunun 

BHARU 

PIEZOMETER 

28.0935 

75.2581 

JHUNJHUNUN 

Jhunjhunun 

BHARU 

OBSERVATIONWELL 

28.0935 

75.2581 

JHUNJHUNUN 

Jhunjhunun 

Bidasar 

EW 

28.0500 

75.4000 

JHUNJHUNUN 

Jhunjhunun 

BISANPURA 

EXP LO RATO RY_W ELL 

28.0055 

75.4616 

JHUNJHUNUN 

Jhunjhunun 

BISHANPURA 

PIEZOMETER 

28.0055 

75.4616 

JHUNJHUNUN 

Jhunjhunun 

DEORASAR 

EXP LO RATO RY_W ELL 

28.0518 

75.5026 

JHUNJHUNUN 

Jhunjhunun 

DEORASAR 

OBSERVATIONWELL 

28.0518 

75.5026 

JHUNJHUNUN 

Jhunjhunun 

Hansumanura 

EW 

28.0373 

75.2045 

JHUNJHUNUN 

Jhunjhunun 

ISLAMPUR 

EXP LO RATO RY_W ELL 

28.1448 

75.5315 

JHUNJHUNUN 

Jhunjhunun 

Jaisinghpur 

PZ 

28.0667 

75.2667 

JHUNJHUNUN 

Jhunjhunun 

JHUNJHUNU BEER 

PIEZOMETER 

28.1005 

75.3960 

JHUNJHUNUN 

Jhunjhunun 

JHUNJHUNU BEER-1 

PIEZOMETER 

28.1065 

75.3960 


Total Depth 
Drilled 
(m bgl) 


Static 
Water 
Level 
(m bgl) 



Drawdown 

(m) 

Specific 
Capacity 
(Discharge - 
Drawdown) 
Ips/m 

3.40 

1.96 

10.21 

0.62 



Chemical Quality 


EC Cl- 1 F- 1 
11 /cm at 

25 <C ( m 9 /l) (mg/I) 


Hydrogeological Unit 



100.00 32.05 


100.00 33.00 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 







































































































































































































































































































































































































































































































































































































































































































District 

Block 

Village 

Type 
of Well 

Coordinate 

Latitude 

Longitude 

JHUNJHUNUN 

Jhunjhunun 

Jhunjhunu 

EW 

28.1079 

75.4017 

JHUNJHUNUN 

Jhunjhunun 

JHUNJHUNUN 

PIEZOMETER 

28.1271 

75.4032 

JHUNJHUNUN 

Jhunjhunun 

JHUNJHUNUN 

EXP LO RATO RY_W ELL 

28.1271 

75.4032 

JHUNJHUNUN 

Jhunjhunun 

Kasimpura 

EW 

28.2168 

75.4678 

JHUNJHUNUN 

Jhunjhunun 

Mandawa 

EW 

28.0500 

75.1333 

JHUNJHUNUN 

Jhunjhunun 

Math 

PZ 

28.1687 

75.4597 

JHUNJHUNUN 

Jhunjhunun 

NARSINGHPURA 

EXP LO RATO RY_W ELL 

28.0582 

75.4654 

JHUNJHUNUN 

Jhunjhunun 

NOOAN (NUA) 

PIEZOMETER 

28.0500 

75.2908 

JHUNJHUNUN 

Jhunjhunun 

Puraki Dhani 

EW 

28.0333 

75.3667 

JHUNJHUNUN 

Jhunjhunun 

SHEKHSAR 

EXP LO RATO RY_W ELL 

28.1368 

75.2382 

JHUNJHUNUN 

Jhunjhunun 

SHEKHSAR 

OBSERVATIONWELL 

28.1368 

75.2382 

JHUNJHUNUN 

Jhunjhunun 

SHISHIAN 

EXP LO RATO RY_W ELL 

28.0178 

75.3974 

JHUNJHUNUN 

Jhunjhunun 

SHISHIAN 

OBSERVATIONWELL 

28.0178 

75.3974 

JHUNJHUNUN 

Jhunjhunun 

Siduram Ki Dhani 

EW 

28.1000 

75.4500 

JHUNJHUNUN 

Jhunjhunun 

Wahidpura 

EW 

28.0667 

75.2500 

JHUNJHUNUN 

Nawalgarh 

BAI 

PIEZOMETER 

27.8488 

75.3379 

JHUNJHUNUN 

Nawalgarh 

Bugala 

EW 

27.9417 

75.4500 

JHUNJHUNUN 

Nawalgarh 

CHIRANA 

PIEZOMETER 

27.7142 

75.4075 

JHUNJHUNUN 

Nawalgarh 

Dabri 

EW 

28.0000 

75.2750 

JHUNJHUNUN 

Nawalgarh 

Dabri 

EW 

28.0000 

75.2750 

JHUNJHUNUN 

Nawalgarh 

Dabri-Baloda 

EW 

28.0056 

75.3708 

JHUNJHUNUN 

Nawalgarh 

Dhund Lod 

EW 

27.8982 

75.2348 

JHUNJHUNUN 

Nawalgarh 

Dighal 

PZ 

28.0458 

75.3167 

JHUNJHUNUN 

Nawalgarh 

Dundlod 

EW 

27.9020 

75.2291 

JHUNJHUNUN 

Nawalgarh 

Dundlod 

EW 

27.9020 

75.2291 

JHUNJHUNUN 

Nawalgarh 

GOLYANA 

EXP LO RATO RY_W ELL 

27.7009 

75.3619 

JHUNJHUNUN 

Nawalgarh 

JAKHAL 

EXP LO RATO RY_W ELL 

27.9102 

75.4595 

JHUNJHUNUN 

Nawalgarh 

JAKHAL 

PIEZOMETER 

27.9102 

75.4595 

JHUNJHUNUN 

Nawalgarh 

Jejusar 

EW 

27.9958 

75.3361 

JHUNJHUNUN 

Nawalgarh 

Jhajhar 

PZ 

27.7994 

75.3118 

JHUNJHUNUN 

Nawalgarh 

Jhakhal 

EW 

27.9124 

75.4631 

JHUNJHUNUN 

Nawalgarh 

Jhakhal 

OW 

27.9124 

75.4631 

JHUNJHUNUN 

Nawalgarh 

JOBNER 

PIEZOMETER 

27.9667 

75.3667 

JHUNJHUNUN 

Nawalgarh 

KHURI CHOTTI 

PIEZOMETER 

27.9195 

75.2066 

JHUNJHUNUN 

Nawalgarh 

KUMAWAS 

PIEZOMETER 

27.9485 

75.3446 

JHUNJHUNUN 

Nawalgarh 

Mukundgarh 

EW 

27.9497 

75.2312 

JHUNJHUNUN 

Nawalgarh 

Mukundgarh 

PZ 

27.9497 

75.2312 

JHUNJHUNUN 

Nawalgarh 

Nawaldi 

EW 

27.9008 

75.3183 

JHUNJHUNUN 

Nawalgarh 

Nawaldi 

OW 

27.9008 

75.3183 

JHUNJHUNUN 

Nawalgarh 

NAWALGARH 

PIEZOMETER 

27.8441 

75.2613 

JHUNJHUNUN 

Nawalgarh 

NAWALGARH 

EXP LO RATO RY_W ELL 

27.8441 

75.2613 

JHUNJHUNUN 

Nawalgarh 

Pabbana 

EW 

27.9305 

75.2427 

JHUNJHUNUN 

Nawalgarh 

Para Sarampur 

EW 

27.7971 

75.4017 

JHUNJHUNUN 

Nawalgarh 

PARASRAMPURA 

PIEZOMETER 

27.7979 

75.3985 

JHUNJHUNUN 

Nawalgarh 

RAMPURA 

EXP LO RATO RY_W ELL 

27.7004 

75.3698 

JHUNJHUNUN 

Nawalgarh 

RAMPURA 

PIEZOMETER 

27.7004 

75.3698 

JHUNJHUNUN 

Nawalgarh 

Ranasar 

EW 

27.9917 

75.4056 

JHUNJHUNUN 

Nawalgarh 

Ranasar 

SH 

27.9917 

75.4056 

JHUNJHUNUN 

Nawalgarh 

Sandasi Mandasi 

PZ 

28.0000 

75.2667 

JHUNJHUNUN 

Surajgarh 

BALODAN 

EXP LO RATO RY_W ELL 

28.3221 

75.9150 

JHUNJHUNUN 

Surajgarh 

BERLA 

PIEZOMETER 

28.2986 

75.8388 


Total Depth 
Drilled 
(m bgl) 


Static 
Water 
Level 
(m bgl) 


Discharge Drawdown 

dps) (m) 


Specific 

Capacity Specific Transmi- Storage 
(Discharge - Yield ssivity Coeffcient 
Drawdown) (Sy) (T) (S) 

Ips/m 


Chemical Quality 


EC Cl- 1 F- 1 
11 /cm at 

25 <C ( m 9 /l) (mg/I) 


Hydrogeological Unit 




3.78 

14.17 

22.98 

3.78 

31.90 

6.30 

34.55 

3.15 

38.41 

7.70 


41.92 

6.00 

29.00 

5.60 

44.50 

1.68 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 













































































































































































































































































































































































































































































































































































































































































































District 

Block 

Village 

Type 
of Well 

Coordinate 

Latitude 

Longitude 

JHUNJHUNUN 

Surajgarh 

CHHAPRA 

PIEZOMETER 

28.4906 

75.6723 

JHUNJHUNUN 

Surajgarh 

Devroad 

PZ 

28.3028 

75.6250 

JHUNJHUNUN 

Surajgarh 

Dulania 

EW 

28.3981 

75.6967 

JHUNJHUNUN 

Surajgarh 

DULANIYA 

PIEZOMETER 

28.4035 

75.6896 

JHUNJHUNUN 

Surajgarh 

Ghumansar 

EW 

28.3393 

75.5441 

JHUNJHUNUN 

Surajgarh 

JINNI 

PIEZOMETER 

28.3185 

75.6944 

JHUNJHUNUN 

Surajgarh 

Kidwana 

EW 

28.2001 

75.7375 

JHUNJHUNUN 

Surajgarh 

Lakhu 

PZ 

28.2165 

75.6958 

JHUNJHUNUN 

Surajgarh 

Likhwa 

PZ 

28.4492 

75.6842 

JHUNJHUNUN 

Surajgarh 

LOTIYA (FATEHPURA) 

PIEZOMETER 

28.2992 

75.7792 

JHUNJHUNUN 

Surajgarh 

Morba 

PZ 

28.3958 

75.6667 

JHUNJHUNUN 

Surajgarh 

PILANI 

EXP LO RATO RY_W ELL 

28.3723 

75.6067 

JHUNJHUNUN 

Surajgarh 

Pilani-I 

EW 

28.3500 

75.6167 

JHUNJHUNUN 

Surajgarh 

Pilani-li 

EW 

28.3500 

75.6167 

JHUNJHUNUN 

Surajgarh 

Pilani-lii 

EW 

28.3500 

75.6167 

JHUNJHUNUN 

Surajgarh 

Pilani-lv 

EW 

28.3500 

75.6167 

JHUNJHUNUN 

Surajgarh 

Pipli 

PZ 

28.4167 

75.7500 

JHUNJHUNUN 

Surajgarh 

SEHI KALAN 

PIEZOMETER 

28.2556 

75.6792 

JHUNJHUNUN 

Surajgarh 

SOLANA 

EXP LO RATO RY_W ELL 

28.4779 

75.7102 

JHUNJHUNUN 

Surajgarh 

SURAJGARH 

PIEZOMETER 

28.3031 

75.7254 

JHUNJHUNUN 

Surajgarh 

Surajgarh 

EW 

28.3043 

75.7152 

JHUNJHUNUN 

Surajgarh 

Swanisehi 

EW 

28.2500 

75.7278 

JHUNJHUNUN 

Udaipurwati 

Badagaon 

PZ 

28.0257 

75.5037 

JHUNJHUNUN 

Udaipurwati 

Paosana 

PZ 

27.8417 

75.5000 

JHUNJHUNUN 

Udaipurwati 

Raghunathpura 

PZ 

27.8167 

75.4833 

JHUNJHUNUN 

Udaipurwati 

Raghunathpura 

PZ 

27.8167 

75.4833 

JHUNJHUNUN 

Udaipurwati 

Titanwad 

PZ 

27.9256 

75.5004 

JHUNJHUNUN 

Udaipurwati 

UDAIPURWATI 

PIEZOMETER 

27.7371 

75.4827 

JHUNJHUNUN 

Udaipurwati 

UDAIPURWATI 

EXP LO RATO RY_W ELL 

27.7371 

75.4827 

JHUNJHUNUN 

Udaipurwati 

Udaipurwati-I 

EW 

27.7501 

75.4804 

JHUNJHUNUN 

Udaipurwati 

Udaipurwati-li 

EW 

27.7496 

75.4855 

SIKAR 

Danta Ramgarh 

BAI 

PIEZOMETER 

27.3050 

75.3024 

SIKAR 

Dhond 

FAGARIO Kl DHANI 

PIEZOMETER 

27.7675 

75.1917 

SIKAR 

Dhond 

KOODAN 

PIEZOMETER 

27.7514 

75.1847 

SIKAR 

Dhond 

KUDAN 

PIEZOMETER 

27.7665 

75.1625 

SIKAR 

Fatehpur 

BAIRAS 

EXP LO RATO RY_W ELL 

27.8816 

75.0544 

SIKAR 

Fatehpur 

BAIRAS 

OBSERVATIONWELL 

27.8816 

75.0544 

SIKAR 

Fatehpur 

Balaran 

EW 

27.9226 

75.1278 

SIKAR 

Fatehpur 

Balaran 

PZ 

27.9226 

75.1278 

SIKAR 

Fatehpur 

BALOD 

EXP LO RATO RY_W ELL 

28.0333 

75.0582 

SIKAR 

Fatehpur 

Balod 

PZ 

28.0333 

75.0333 

SIKAR 

Fatehpur 

BATRANAU 

PIEZOMETER 

27.8434 

74.8210 

SIKAR 

Fatehpur 

BESWA 

PIEZOMETER 

27.9813 

75.1404 

SIKAR 

Fatehpur 

Bhinchori 

EW 

27.9525 

75.1667 

SIKAR 

Fatehpur 

BIBIPUR BARA 

PIEZOMETER 

27.8816 

74.9327 

SIKAR 

Fatehpur 

BIBIPUR BARA 

EXP LO RATO RY_W ELL 

27.8816 

74.9327 

SIKAR 

Fatehpur 

BIRANIA 

OBSERVATIONWELL 

27.9449 

74.8408 

SIKAR 

Fatehpur 

BIRANIA 

EXP LO RATO RY_W ELL 

27.9449 

74.8408 

SIKAR 

Fatehpur 

BIRANIA 

OBSERVATIONWELL 

27.9449 

74.8408 

SIKAR 

Fatehpur 

BIRANIYA 

PIEZOMETER 

27.9464 

74.8433 

SIKAR 

Fatehpur 

CHUGINAKA 

PIEZOMETER 

28.0037 

74.9536 


Total Depth 
Drilled 
(m bgl) 


Static 
Water 
Level 
(m bgl) 


Discharge Drawdown 

dps) (m) 


Specific 

Capacity 

Specific 

Transmi¬ 

Storage 

(Discharge - 

Yield 

ssivity 

Coeffcient 

Drawdown) 

(Sy) 

(T) 

(S) 

Ips/m 





Chemical Quality 


EC Cl- 1 F- 1 
11 /cm at 

25 <C ( m 9 /l) (mg/I) 


Hydrogeological Unit 



Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 
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Older All 


Older All 


Older All 


Older All 
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District 

Block 

Village 

Type 
of Well 

Coordinate 

Latitude 

Longitude 

SIKAR 

Fatehpur 

CHURI MIYAN 

PIEZOMETER 

27.9292 

75.1673 

SIKAR 

Fatehpur 

DANTRU 

PIEZOMETER 

27.8668 

74.8173 

SIKAR 

Fatehpur 

DANTRU 

EXP LO RATO RY_W ELL 

27.8668 

74.8173 

SIKAR 

Fatehpur 

DANTRU 

PIEZOMETER 

27.8668 

74.8173 

SIKAR 

Fatehpur 

DAULTABAD 

PIEZOMETER 

28.0349 

74.9692 

SIKAR 

Fatehpur 

DEWAS 

EXP LO RATO RY_W ELL 

28.0575 

74.9457 

SIKAR 

Fatehpur 

DHANDHAN 

EXP LO RATO RY_W ELL 

28.0742 

74.8497 

SIKAR 

Fatehpur 

DINARPUR 

PIEZOMETER 

27.9831 

74.8487 

SIKAR 

Fatehpur 

FATEHPUR 

PIEZOMETER 

28.0104 

74.9442 

SIKAR 

Fatehpur 

FATEHPUR 

OBSERVATIONWELL 

28.0104 

74.9442 

SIKAR 

Fatehpur 

Fatehpur Shekhawar 

EW 

28.0000 

74.9333 

SIKAR 

Fatehpur 

Fatehpur Shekhawar 

PZ 

28.0000 

74.9333 

SIKAR 

Fatehpur 

FATEHPURA 

PIEZOMETER 

28.0020 

74.9405 

SIKAR 

Fatehpur 

FATEHPURA 

PIEZOMETER 

28.0020 

74.9405 

SIKAR 

Fatehpur 

Fatepur 

EW 

28.0096 

74.9534 

SIKAR 

Fatehpur 

Gangyasar 

EW 

27.9900 

75.0267 

SIKAR 

Fatehpur 

Gorinda 

EW 

27.9244 

75.0156 

SIKAR 

Fatehpur 

Gudarwas 

EW 

28.1902 

75.0205 

SIKAR 

Fatehpur 

HETAMSAR 

PIEZOMETER 

28.0772 

74.9767 

SIKAR 

Fatehpur 

KARANGA-CHHOTA 

EXP LO RATO RY_W ELL 

27.9203 

74.8807 

SIKAR 

Fatehpur 

Khotia 

EW 

28.1083 

74.9375 

SIKAR 

Fatehpur 

Khotia 

EW 

28.1083 

74.9375 

SIKAR 

Fatehpur 

KHOTIYA-I 

PIEZOMETER 

28.1168 

74.9337 

SIKAR 

Fatehpur 

KHOTIYA-II 

PIEZOMETER 

28.1097 

74.9408 

SIKAR 

Fatehpur 

Khur 

PZ 

27.9741 

74.9229 

SIKAR 

Fatehpur 

LAW AN DA 

PIEZOMETER 

28.1187 

75.0378 

SIKAR 

Fatehpur 

RAMGARH-SETAN 

PIEZOMETER 

28.1789 

74.9825 

SIKAR 

Fatehpur 

Rgarh Shekhawati 

EW 

28.1667 

74.9833 

SIKAR 

Fatehpur 

Rohalsahabsar 

PZ 

28.0500 

74.8667 

SIKAR 

Fatehpur 

Rolsabsar 

EW 

28.0500 

74.8667 

SIKAR 

Fatehpur 

Rolsahabsar 

EW 

28.0500 

74.8667 

SIKAR 

Fatehpur 

Rookansar 

PZ 

28.1425 

74.9639 

SIKAR 

Fatehpur 

SARDARPURA 

PIEZOMETER 

27.9750 

74.9004 

SIKAR 

Fatehpur 

SETHO Kl DHAN 

PIEZOMETER 

27.8105 

74.8621 

SIKAR 

Fatehpur 

SETHO Kl DHANI II 

PIEZOMETER 

27.8059 

74.8535 

SIKAR 

Fatehpur 

SETHO Kl DHANI ROAD 

PIEZOMETER 

27.8110 

74.8554 

SIKAR 

Fatehpur 

SETHO-KI DHANI 

PIEZOMETER 

27.8113 

74.8628 

SIKAR 

Fatehpur 

SETHON Kl DHANI 

EXP LO RATO RY_W ELL 

27.8082 

74.8589 

SIKAR 

Fatehpur 

Shekisar 1 

EW 

28.0139 

74.8322 

SIKAR 

Fatehpur 

Shekisar li 

OW 

28.0139 

74.8322 

SIKAR 

Fatehpur 

TAKHALSAR 

PIEZOMETER 

28.1481 

75.0115 

SIKAR 

Fatehpur 

TASSAR BARI KHAJAROLNAN 

PIEZOMETER 

28.0352 

75.0171 

SIKAR 

Fatehpur 

Thethalia 

EW 

27.9933 

74.8056 

SIKAR 

Fatehpur 

THIYA 

PIEZOMETER 

28.0990 

75.0590 

SIKAR 

Lachhmangarh 

Bau 

PZ 

27.8043 

75.1084 

SIKAR 

Lachhmangarh 

BEED 

PIEZOMETER 

27.8834 

75.2039 

SIKAR 

Lachhmangarh 

Bhoombara 

EW 

27.7832 

74.9396 

SIKAR 

Lachhmangarh 

BIDASAR 

EXP LO RATO RY_W ELL 

27.8515 

75.1978 

SIKAR 

Lachhmangarh 

BIDASAR 

OBSERVATIONWELL 

27.8515 

75.1978 

SIKAR 

Lachhmangarh 

DAKATAN Kl MOHALLA 

PIEZOMETER 

27.8295 

75.0283 

SIKAR 

Lachhmangarh 

Dantujala 

PZ 

27.7910 

74.9769 


Total Depth 
Drilled 
(m bgl) 


Static 



Specific 




Chemical Quality 

Water 
Level 
(m bgl) 

Discharge 

dps) 

Drawdown 

(m) 

Capacity 
(Discharge - 
Drawdown) 
Ips/m 

Specific 

Yield 

(Sy) 

Transmi¬ 

ssivity 

(T) 

Storage 

Coeffcient 

(S) 

EC 

p/cm at 
25 °C 

Cl' 1 

(mg/I) 

F' 1 

(mg/I) 


Hydrogeological Unit 



Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 














































































































































































































































































































































































































































































































































































































































District 

Block 

Village 

Type 
of Well 

Coordinate 

Latitude 

Longitude 

SIKAR 

Lachhmangarh 

FADANPURA 

PIEZOMETER 

27.8528 

75.1098 

SIKAR 

Lachhmangarh 

FOREST TUBE WELL (SIKAR) 

PIEZOMETER 

27.8318 

75.0421 

SIKAR 

Lachhmangarh 

HUSANGANG 

PIEZOMETER 

27.8313 

75.0179 

SIKAR 

Lachhmangarh 

ISLAMPUR 

PIEZOMETER 

27.8128 

75.0134 

SIKAR 

Lachhmangarh 

JAJOD 

PIEZOMETER 

27.7823 

74.8625 

SIKAR 

Lachhmangarh 

Jajod 

PZ 

27.7908 

74.8666 

SIKAR 

Lachhmangarh 

KHERI DOOKIYA 

PIEZOMETER 

27.7978 

74.9588 

SIKAR 

Lachhmangarh 

KHERI RADAN 

PIEZOMETER 

27.8900 

75.1627 

SIKAR 

Lachhmangarh 

KHURI BARI 

PIEZOMETER 

27.7411 

75.0770 

SIKAR 

Lachhmangarh 

Lachmangarg 

EW 

27.8471 

75.0302 

SIKAR 

Lachhmangarh 

LACHMANGARH 

PIEZOMETER 

27.8290 

75.0129 

SIKAR 

Lachhmangarh 

LACHMANGARH 

PIEZOMETER 

27.8290 

75.0129 

SIKAR 

Lachhmangarh 

LASMANGARH 

PIEZOMETER 

27.8339 

75.0219 

SIKAR 

Lachhmangarh 

LAXMANGARH CITH 

OPENWELL 

27.8214 

75.0265 

SIKAR 

Lachhmangarh 

LAXMANGARH CITY 

PIEZOMETER 

27.8253 

75.0321 

SIKAR 

Lachhmangarh 

LAXMANGARH CITY 

PIEZOMETER 

27.8253 

75.0321 

SIKAR 

Lachhmangarh 

LAXMANGARH-II 

PIEZOMETER 

27.8228 

75.0324 

SIKAR 

Lachhmangarh 

NARODARA 

PIEZOMETER 

27.7980 

75.0565 

SIKAR 

Lachhmangarh 

PALRI 

PIEZOMETER 

27.7981 

75.1616 

SIKAR 

Lachhmangarh 

Palri 

EW 

27.8048 

75.1622 

SIKAR 

Lachhmangarh 

RAMLILA MAI DAN 

PIEZOMETER 

27.8266 

75.0161 

SIKAR 

Lachhmangarh 

SANWALI 

EXP LO RATO RY_W ELL 

27.8227 

74.9899 

SIKAR 

Lachhmangarh 

SANWALI 

PIEZOMETER 

27.8227 

74.9899 

SIKAR 

Lachhmangarh 

SANWALI 

PIEZOMETER 

27.8227 

74.9899 

SIKAR 

Lachhmangarh 

SINWALI 

PIEZOMETER 

27.8171 

74.9886 

SIKAR 

Lachhmangarh 

TALAB 

PIEZOMETER 

27.8275 

75.0324 

SIKAR 

Lachhmangarh 

YALSAR 

PIEZOMETER 

27.7858 

75.1345 

SIKAR 

Piprali 

BERI 

PIEZOMETER 

27.7908 

75.2643 

SIKAR 

Piprali 

BERI 

PIEZOMETER 

27.7908 

75.2643 

SIKAR 

Piprali 

BERI 

PIEZOMETER 

27.7908 

75.2643 

SIKAR 

Piprali 

BERI 

PIEZOMETER 

27.7908 

75.2643 

SIKAR 

Piprali 

BERI (BALAJI KANADA) 

PIEZOMETER 

27.7908 

75.2643 

SIKAR 

Piprali 

Beri Bhojana 

OW 

27.7909 

75.2644 

SIKAR 

Piprali 

Beri Bhojana 

EW 

27.7909 

75.2644 

SIKAR 

Piprali 

Beri Bhojana 

OW 

27.7909 

75.2644 

SIKAR 

Piprali 

BHAJANGARH 

PIEZOMETER 

27.8103 

75.2531 

SIKAR 

Piprali 

Dadhia 

EW 

27.7199 

75.2251 

SIKAR 

Piprali 

DADIA 

PIEZOMETER 

27.7334 

75.2251 

SIKAR 

Piprali 

DADIYA 

PIEZOMETER 

27.7319 

75.2275 

SIKAR 

Piprali 

DAULATPURA 

PIEZOMETER 

27.7074 

75.2093 

SIKAR 

Piprali 

DINARPURA 

PIEZOMETER 

27.7025 

75.1781 

SIKAR 

Piprali 

GUDHA KALLAN 

PIEZOMETER 

27.6604 

75.2822 

SIKAR 

Piprali 

GUGARAN 

PIEZOMETER 

27.6982 

75.2867 

SIKAR 

Piprali 

Gungarah 

EW 

27.6956 

75.2780 

SIKAR 

Piprali 

HATHITIBA 

PIEZOMETER 

27.6196 

75.4038 

SIKAR 

Piprali 

HATI TIBA 

PIEZOMETER 

27.6117 

75.4018 

SIKAR 

Piprali 

Katrathai 

EW 

27.6875 

75.2000 

SIKAR 

Piprali 

Kolida 

EW 

27.7807 

75.2011 

SIKAR 

Piprali 

Kolida 

OW 

27.7807 

75.2011 

SIKAR 

Piprali 

KOLIRA 

PIEZOMETER 

27.7849 

75.2192 

SIKAR 

Piprali 

LAXMANA KA BAS 

PIEZOMETER 

27.6931 

75.2256 


Total Depth 
Drilled 
(m bgl) 


Static 



Specific 




Chemical Quality 

Water 
Level 
(m bgl) 

Discharge 

dps) 

Drawdown 

(m) 

Capacity 
(Discharge - 
Drawdown) 
Ips/m 

Specific 

Yield 

(Sy) 

Transmi¬ 

ssivity 

(T) 

Storage 

Coeffcient 

(S) 

EC 

p/cm at 
25 °C 

cr 1 

(mg/l) 

F 1 

(mg/l) 


Hydrogeological Unit 



660 

43.0 

0.33 

655 

78.0 

0.85 


620 

76.0 

530 

43.0 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


0.50 Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


1.60 Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


1.52 Older Alluvium 


Older Alluvium 


0.80 Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


0.60 Older Alluvium 


Older Alluvium 


0.40 Older Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


0.33 Older Alluvium 


0.85 Older Alluvium 


Older Alluvium 


0.40 Older Alluvium 


Older Alluvium 























































































































































































































































































































































































































































































































































Coordinate 


Chemical Quality 


District 

Block 

Village 

Type 
of Well 

Coordinate 

Total Depth 
Drilled 
(m bgl) 

Static 
Water 
Level 
(m bgl) 

Discharge 

dps) 

Drawdown 

(m) 

Specific 
Capacity 
(Discharge - 
Drawdown) 
Ips/m 

Specific 

Yield 

(Sy) 

Transmi¬ 

ssivity 

(T) 

Storage 

Coeffcient 

(S) 

Chemical Quality 

Hydrogeological Unit 

Latitude 

Longitude 

EC 

p/cm at 
25 °C 

Cl' 1 

(mg/I) 

F' 1 

(mg/I) 

SIKAR 

Piprali 

Nawalgarh 

EW 

27.7942 

75.2666 

121.01 











Older Alluvium 

SIKAR 

Piprali 

Nawalgarh 

EW 

27.7942 

75.2666 

138.00 

56.40 

4.00 

4.45 

0.90 




1370 

213.0 

1.14 

Older Alluvium 

SIKAR 

Piprali 

PILIO KA DHAR TAN GUNGARA 

PIEZOMETER 

27.6873 

75.2864 

110.00 

52.00 










Older Alluvium 

SIKAR 

Piprali 

RAMGARH 

PIEZOMETER 

27.7087 

75.2662 

84.00 

30.00 










Older Alluvium 

SIKAR 

Piprali 

RAMGARH 

PIEZOMETER 

27.7087 

75.2662 

76.00 











Older Alluvium 

SIKAR 

Piprali 

RAMGARH SETHAN 

PIEZOMETER 

27.7058 

75.2596 

98.00 

32.00 










Older Alluvium 

SIKAR 

Piprali 

RAMGARH SETHAN 

PIEZOMETER 

27.7058 

75.2596 












Older Alluvium 

SIKAR 

Piprali 

RAMU KABAS 

PIEZOMETER 

27.6648 

75.2808 


48.00 










Older Alluvium 

SIKAR 

Piprali 

SINGHASAN 

PIEZOMETER 

27.6675 

75.2460 

80.00 

46.53 

2.38 






440 

28.0 


Older Alluvium 

SIKAR 

Piprali 

TARPURA 

PIEZOMETER 

27.7322 

75.2560 

90.00 

54.78 

2.52 






700 

57.0 


Older Alluvium 

SIKAR 

Piprali 

TARPURA 

PIEZOMETER 

27.7322 

75.2560 

110.00 

56.50 










Older Alluvium 

SIKAR 

Piprali 

TARPURA 

PIEZOMETER 

27.7322 

75.2560 

114.00 











Older Alluvium 

SIKAR 

Piprali 

TARPURA II 

PIEZOMETER 

27.7322 

75.2560 

113.00 

62.00 










Older Alluvium 

Sub Basin: Sub 4 | 

BHARATPUR 

Weir 

RAMNAGAR 

PIEZOMETER 

26.9012 

77.0703 

115.00 

7.00 

10.08 

30.00 

0.34 




3000 

610.0 

1.20 

Older Alluvium 

BIKANER 

Bikaner 

AMBASAR 

PIEZOMETER 

27.9001 

73.3655 

175.00 

83.00 

3.40 






1620 

262.0 

9.00 

Tertiary Sandstone 

BIKANER 

Bikaner 

Aseran 

PZ 

28.1740 

73.6304 

178.00 

71.35 

4.00 

0.83 

4.82 




890 

85.0 

0.80 

Tertiary Sandstone 

BIKANER 

Bikaner 

BACHHASAR 

PIEZOMETER 

27.9599 

73.1913 

150.00 

67.53 

1.96 






1110 

149.0 

0.72 

Tertiary Sandstone 

BIKANER 

Bikaner 

BADRASAR 

PIEZOMETER 

28.1830 

73.1879 

300.00 

54.00 

1.26 






4300 

950.0 

0.80 

Tertiary Sandstone 

BIKANER 

Bikaner 

BAMBLU 

PIEZOMETER 

28.1417 

73.5207 

150.00 

74.00 







2300 



Tertiary Sandstone 

BIKANER 

Bikaner 

BANDHA 

PIEZOMETER 

28.3329 

73.5463 

130.00 

41.00 

5.67 






5300 

1350.0 

3.40 

Tertiary Sandstone 

BIKANER 

Bikaner 

BANDHA 

PIEZOMETER 

28.3329 

73.5463 

100.00 

41.00 

6.30 






5300 

1350.0 

3.40 

Tertiary Sandstone 

BIKANER 

Bikaner 

Banjarawali 

PZ 

28.1333 

73.4500 

157.00 

48.10 

3.67 

38.80 

0.09 




19170 

5503.0 

1.67 

Tertiary Sandstone 

BIKANER 

Bikaner 

Barabas 

EW 

28.2167 

73.6333 

288.00 

71.25 

6.83 

3.30 

2.07 


370.60 


1575 

213.0 


Tertiary Sandstone 

BIKANER 

Bikaner 

Barabas 

OW 

28.2167 

73.6333 

105.00 

72.42 

1.67 






1505 

220.0 


Tertiary Sandstone 

BIKANER 

Bikaner 

Bhalasar 

EW 

27.9637 

73.6574 












Tertiary Sandstone 

BIKANER 

Bikaner 

Bhalasar 

PZ 

27.9637 

73.6574 

NA 

NA 

NA 

NA 



NA 

NA 

NA 

NA 

NA 

Tertiary Sandstone 

BIKANER 

Bikaner 

BHINASAR 

PIEZOMETER 

27.9632 

73.2924 

120.00 

62.50 

1.51 






1000 

0.6 


Tertiary Sandstone 

BIKANER 

Bikaner 

BHINASAR 

PIEZOMETER 

27.9632 

73.2924 

210.00 

62.00 

3.78 






1110 

143.0 

0.72 

Tertiary Sandstone 

BIKANER 

Bikaner 

BICHHWAL 

PIEZOMETER 

28.0943 

73.3413 

150.00 

90.00 

7.56 






4000 

28.0 

0.80 

Tertiary Sandstone 

BIKANER 

Bikaner 

Bichwal Fram-I 

EW 

28.0645 

73.3553 

209.40 











Tertiary Sandstone 

BIKANER 

Bikaner 

Bichwal Fram-li 

EW 

28.0667 

73.2667 

112.70 











Tertiary Sandstone 

BIKANER 

Bikaner 

Bikaner 

PZ 

28.0500 

73.3500 

132.00 








1950 

369.0 


Tertiary Sandstone 

BIKANER 

Bikaner 

BIKANER-II 

PIEZOMETER 

28.0203 

73.3611 

150.00 

84.46 

2.52 






2400 

457.0 


Tertiary Sandstone 

BIKANER 

Bikaner 

BIKANER-III 

PIEZOMETER 

28.0169 

73.3139 

150.00 

85.80 

2.52 






2550 

610.0 


Tertiary Sandstone 

BIKANER 

Bikaner 

DESHNOK 

PIEZOMETER 

27.7917 

73.3472 

175.00 

103.00 

3.40 






1440 

291.0 

0.40 

Tertiary Sandstone 

BIKANER 

Bikaner 

Deshnok 

PZ 

27.8000 

73.3500 

205.00 

109.40 

6.67 

5.80 

1.15 







Tertiary Sandstone 

BIKANER 

Bikaner 

Deshnokh 

EW 

27.7917 

73.3472 

199.00 

100.82 

3.58 

1.78 

2.01 




1380 

305.0 

1.50 

Tertiary Sandstone 

BIKANER 

Bikaner 

Dhirera 

PZ 

28.2167 

73.6333 

75.00 

49.65 

0.67 






2730 


4.92 

Tertiary Sandstone 

BIKANER 

Bikaner 

DHOLARAN 

EXP LO RATO RY_W ELL 

28.2750 

73.3111 

90.00 











Vindhyan Sandstone 

BIKANER 

Bikaner 

DHOLERAN 

PIEZOMETER 

28.2735 

73.3106 

250.00 

70.00 

10.08 






12700 

4010.0 


Vindhyan Sandstone 

BIKANER 

Bikaner 

Gadwala-I 

EW 

27.9668 

73.4855 

530.04 

70.09 

12.62 

39.26 

0.32 


36.00 


2107 

515.0 


Tertiary Sandstone 

BIKANER 

Bikaner 

Gadwala-li 

EW 

27.9668 

73.4823 

418.49 

75.13 

15.78 

14.82 

1.07 


99.30 


800 

115.0 


Tertiary Sandstone 

BIKANER 

Bikaner 

GARHWALA 

PIEZOMETER 

27.9809 

73.4680 

150.00 

80.00 

0.63 






730 

Kl 

1.00 

Tertiary Sandstone 

BIKANER 

Bikaner 

GIGASAR 

PIEZOMETER 

27.8509 

73.4102 

142.00 

82.00 







950 



Tertiary Sandstone 

BIKANER 

Bikaner 

GIGASAR 

PIEZOMETER 

27.8509 

73.4102 

142.00 

82.00 







950 



Tertiary Sandstone 

BIKANER 

Bikaner 

GIGASAR 

PIEZOMETER 

27.8509 

73.4102 

142.00 

82.00 










Tertiary Sandstone 

BIKANER 

Bikaner 

HIMTASAR 

PIEZOMETER 

28.0311 

73.4828 

120.00 

57.45 

5.04 






1980 

10.0 

0.60 

Tertiary Sandstone 

BIKANER 

Bikaner 

JAIMALSAR 

PIEZOMETER 

28.0961 

73.0269 

250.00 

55.00 

1.51 






15000 

4470.0 

4.00 

Tertiary Sandstone 

BIKANER 

Bikaner 

Kalyansar 

PZ 

27.9349 

73.5630 

148.00 

72.53 

3.13 






650 

71.0 


Tertiary Sandstone 

BIKANER 

Bikaner 

KANASAR 

PIEZOMETER 

28.1873 

73.2957 

150.00 

47.30 

6.30 






2800 

605.0 


Tertiary Sandstone 


























































































































































































































































































































































































































































































































































































































District 

Block 

Village 

Type 
of Well 

Coordinate 

Latitude 

Longitude 

BIKANER 

Bikaner 

Karmisar 

EW 

28.0000 

73.2500 

BIKANER 

Bikaner 

Karmisar 

SH 

28.0000 

73.2500 

BIKANER 

Bikaner 

KARNISAR RAJA 

PIEZOMETER 

27.9530 

73.2399 

BIKANER 

Bikaner 

KHARA 

PIEZOMETER 

28.2332 

73.4090 

BIKANER 

Bikaner 

KILCHU 

PIEZOMETER 

27.9261 

73.4839 

BIKANER 

Bikaner 

KILCHU 

PIEZOMETER 

27.9261 

73.4839 

BIKANER 

Bikaner 

Kolasar 

SH 

27.9385 

73.1707 

BIKANER 

Bikaner 

LALAMDESAR MAGRA 

PIEZOMETER 

27.8033 

73.1716 

BIKANER 

Bikaner 

Malasar-I 

EW 

28.2167 

73.5000 

BIKANER 

Bikaner 

Malasar-li 

EW 

28.2167 

73.5000 

BIKANER 

Bikaner 

MEGHASAR 

PIEZOMETER 

27.9229 

73.1481 

BIKANER 

Bikaner 

MUNDSAR 

PIEZOMETER 

27.9311 

73.6481 

BIKANER 

Bikaner 

NAL 

PIEZOMETER 

28.0331 

73.1889 

BIKANER 

Bikaner 

NAPASAR 

PIEZOMETER 

27.9603 

73.5449 

BIKANER 

Bikaner 

NAURANGDESAR 

PIEZOMETER 

28.0763 

73.5428 

BIKANER 

Bikaner 

PALANA 

PIEZOMETER 

27.8643 

73.2656 

BIKANER 

Bikaner 

Palana 

EW 

27.8500 

73.2500 

BIKANER 

Bikaner 

Palana 

PZ 

27.8500 

73.2500 

BIKANER 

Bikaner 

RAISAR 

EXP LO RATO RY_W ELL 

28.0497 

73.4809 

BIKANER 

Bikaner 

RAISAR 

OBSERVATIONWELL 

28.0497 

73.4809 

BIKANER 

Bikaner 

RANISAR 

PIEZOMETER 

28.1455 

73.5917 

BIKANER 

Bikaner 

SHIVBARI 

PIEZOMETER 

28.0517 

73.2966 

BIKANER 

Bikaner 

Shobhasar 

PZ 

28.1167 

73.2333 

BIKANER 

Bikaner 

SINTHAL 

PIEZOMETER 

27.9649 

73.6101 

BIKANER 

Bikaner 

SINTHAL 

PIEZOMETER 

27.9649 

73.6101 

BIKANER 

Bikaner 

Sinthol 

EW 

27.9676 

73.6169 

BIKANER 

Bikaner 

Surdhana 

PZ 

27.9100 

73.4222 

BIKANER 

Bikaner 

TEJRASAR 

PIEZOMETER 

28.0218 

73.6715 

BIKANER 

Bikaner 

UDAIRAMSAR 

PIEZOMETER 

27.9307 

73.3089 

BIKANER 

Dungargarh 

AMRITWASI 

PIEZOMETER 

27.9801 

74.2324 

BIKANER 

Dungargarh 

BAPEU 

PIEZOMETER 

27.8645 

73.9638 

BIKANER 

Dungargarh 

Bigga 

EW 

28.0823 

74.1644 

BIKANER 

Dungargarh 

Bigga 

OW 

28.0823 

74.1644 

BIKANER 

Dungargarh 

DUNGARGARH-VIII 

PIEZOMETER 

28.1110 

73.9913 

BIKANER 

Dungargarh 

GUSAINSAR 

PIEZOMETER 

28.2128 

73.9499 

BIKANER 

Dungargarh 

INDAPALSAR 

PIEZOMETER 

27.9391 

74.2225 

BIKANER 

Dungargarh 

JHAJHU 

PIEZOMETER 

28.0842 

73.7962 

BIKANER 

Dungargarh 

JHAKASAR 

PIEZOMETER 

27.8643 

74.0473 

BIKANER 

Dungargarh 

KEU 

PIEZOMETER 

27.8949 

74.0789 

BIKANER 

Dungargarh 

Kitasar-I 

SH 

28.0782 

74.2684 

BIKANER 

Dungargarh 

Kitasar-li 

SH 

28.0767 

74.2738 

BIKANER 

Dungargarh 

KOTASAR 

PIEZOMETER 

27.9776 

73.8788 

BIKANER 

Dungargarh 

Lakhansar 

SH 

28.3069 

74.1730 

BIKANER 

Dungargarh 

LIKANISAR 

PIEZOMETER 

28.1798 

74.1861 

BIKANER 

Dungargarh 

LIKHMISAR 

PIEZOMETER 

27.9060 

73.8995 

BIKANER 

Dungargarh 

MOMASAR II 

PIEZOMETER 

28.1998 

74.3056 

BIKANER 

Dungargarh 

MOMASAR-II 

PIEZOMETER 

28.1935 

74.3131 

BIKANER 

Dungargarh 

NAYA KALYANSAR 

PIEZOMETER 

27.9209 

74.0073 

BIKANER 

Dungargarh 

PUNDALSAR 

PIEZOMETER 

28.0178 

73.9841 

BIKANER 

Dungargarh 

PUNRASAR 

PIEZOMETER 

28.1957 

73.7861 

BIKANER 

Dungargarh 

RAJERU 

PIEZOMETER 

27.8172 

73.9243 


Total Depth 
Drilled 
(m bgl) 


Static 

Water Discharge Drawdown 

Level (Ips) (m) 

(m bgl) 


Specific 

Capacity Specific Transmi- Storage 
(Discharge - Yield ssivity Coeffcient 
Drawdown) (Sy) (T) (S) 

Ips/m 


Chemical Quality 

EC 

|j/cm at 
25 °C 

cr 1 

(mg/l) 

F 1 

(mg/l) 


Hydrogeological Unit 


2698 535.0 



785 

67.0 

1106 

219.0 

2210 

256.0 

1646 

312.0 

1450 

206.0 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


1.36|Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


0.7o|Tertiary Sandstone 


Tertiary Sandstone 


0.74 Tertiary Sandstone 


1.20 Tertiary Sandstone 


1.04|Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


0.80 Tertiary Sandstone 


0.72 Tertiary Sandstone 


1.68|Tertiary Sandstone 


Tertiary Sandstone 


1.20 Tertiary Sandstone 


0.60 Tertiary Sandstone 


0.72 Tertiary Sandstone 


0.72|Tertiary Sandstone 


Tertiary Sandstone 


0.6o|Tertiary Sandstone 


Tertiary Sandstone 


1.68 Tertiary Sandstone 


1.28 Vindhyan Sandstone 


0.28 Tertiary Sandstone 


0.6o|Tertiary Sandstone 


Tertiary Sandstone 


1.52 Older Alluvium 


Older Alluvium 


0.801Vindhyan Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


0.76|Tertiary Sandstone 


Younger Alluvium 


1.00 Older Alluvium 


0.64|Tertiary Sandstone 


Tertiary Sandstone 


0.80 Tertiary Sandstone 


1.01 Tertiary Sandstone 


0.6o|Tertiary Sandstone 


Older Alluvium 


0.12|Tertiary Sandstone 























































































































































































































































































































































































































































































































































































































District 

Block 

Village 

Type 
of Well 

Coordinate 

Latitude 

Longitude 

BIKANER 

Dungargarh 

RIRRI- II 

PIEZOMETER 

27.9520 

74.0891 

BIKANER 

Dungargarh 

RIRRI-I 

PIEZOMETER 

27.9597 

74.0914 

BIKANER 

Dungargarh 

RIRRI-III 

PIEZOMETER 

27.9604 

74.0934 

BIKANER 

Dungargarh 

RIRRI-IV 

PIEZOMETER 

27.9656 

74.0962 

BIKANER 

Dungargarh 

SAMANDSAR 

EXP LO RATO RY_W ELL 

28.1575 

73.8599 

BIKANER 

Dungargarh 

SANIASAR MEETHIYA 

PIEZOMETER 

27.7806 

74.0716 

BIKANER 

Dungargarh 

SAUNTHSAR 

PIEZOMETER 

27.9795 

73.7868 

BIKANER 

Dungargarh 

SERUNA III 

PIEZOMETER 

28.1045 

73.7264 

BIKANER 

Dungargarh 

Soodsar 

EW 

27.9940 

73.7846 

BIKANER 

Dungargarh 

Soodsar 

OW 

27.9940 

73.7846 

BIKANER 

Dungargarh 

SRI DURGARGARH 1 

PIEZOMETER 

28.1070 

73.9996 

BIKANER 

Dungargarh 

SRI DURGARGARH 2 

PIEZOMETER 

28.1045 

74.0000 

BIKANER 

Dungargarh 

SRI DURGARGARH 3 

PIEZOMETER 

28.0961 

73.9914 

BIKANER 

Dungargarh 

THAKURIASAR 

PIEZOMETER 

28.1991 

74.0962 

BIKANER 

Dungargarh 

THUKARIASAR 

PIEZOMETER 

28.2004 

74.1142 

BIKANER 

Dungargarh 

TOLIYASAR 

PIEZOMETER 

28.1405 

74.1054 

BIKANER 

Dungargarh 

TOLIYASAR 

PIEZOMETER 

28.1405 

74.1054 

BIKANER 

Dungargarh 

UPNI 

PIEZOMETER 

27.9588 

73.9953 

BIKANER 

Dungargarh 

UPNI-KALAYANSAR 

PIEZOMETER 

27.9155 

73.9537 

BIKANER 

Khajuwala 

AMARPURA 

PIEZOMETER 

28.2098 

72.7965 

BIKANER 

Khajuwala 

Deli Talai (Pz) 

PZ 

28.3212 

72.6671 

BIKANER 

Khajuwala 

PUGAL 

PIEZOMETER 

28.4953 

72.7916 

BIKANER 

Kolayat 

AKKASAR 

PIEZOMETER 

27.8870 

73.1087 

BIKANER 

Kolayat 

ANTIAWALA 

PIEZOMETER 

28.2695 

72.1182 

BIKANER 

Kolayat 

BHANE KA GAON 

PIEZOMETER 

27.7227 

72.8039 

BIKANER 

Kolayat 

BHOLASAR 

PIEZOMETER 

27.8533 

73.1225 

BIKANER 

Kolayat 

BITHNOK 

PIEZOMETER 

27.8794 

72.7439 

BIKANER 

Kolayat 

Bithnok 

PZ 

27.8615 

72.7165 

BIKANER 

Kolayat 

CHAK-BITHMOK 

PIEZOMETER 

27.8147 

72.7558 

BIKANER 

Kolayat 

CHANDI 

PIEZOMETER 

27.8736 

73.0131 

BIKANER 

Kolayat 

CHANDI 

PIEZOMETER 

27.8736 

73.0131 

BIKANER 

Kolayat 

Deatra 

EW 

27.7667 

72.8000 

BIKANER 

Kolayat 

Diyatra 

PZ 

27.7956 

72.8311 

BIKANER 

Kolayat 

Gajner 

PZ 

27.9736 

73.0472 

BIKANER 

Kolayat 

Gariyala 

PZ 

27.7571 

72.6182 

BIKANER 

Kolayat 

GIRAJSAR 

PIEZOMETER 

27.7156 

72.5892 

BIKANER 

Kolayat 

Goganpura 

EW 

27.9502 

72.9397 

BIKANER 

Kolayat 

Golari 

EW 

27.9500 

73.0000 

BIKANER 

Kolayat 

Govindsar 

EW 

27.8082 

72.6837 

BIKANER 

Kolayat 

Govindsar 

OW 

27.8082 

72.6837 

BIKANER 

Kolayat 

HADLA RAWLOTAN 

PIEZOMETER 

27.8225 

73.0646 

BIKANER 

Kolayat 

Jhajhu 

PZ 

27.7500 

73.0000 

BIKANER 

Kolayat 

KHETOLAI BURJ 

EXP LO RATO RY_W ELL 

27.7564 

72.8887 

BIKANER 

Kolayat 

KOLAYAT 

PIEZOMETER 

27.8380 

72.9561 

BIKANER 

Kolayat 

KOLAYAT 

PIEZOMETER 

27.8380 

72.9561 

BIKANER 

Kolayat 

Kolayat 

EW 

27.8408 

72.9500 

BIKANER 

Kolayat 

Kolayat 

EW 

27.8408 

72.9500 

BIKANER 

Kolayat 

Kolayat 

PZ 

27.8408 

72.9500 

BIKANER 

Kolayat 

Lohiya 

EW 

27.7141 

72.8808 

BIKANER 

Kolayat 

Mudh 

EW 

27.8667 

72.9000 

BIKANER 

Kolayat 

NAION Kl BASTI 

PIEZOMETER 

27.9683 

73.0981 


Total Depth 
Drilled 
(m bgl) 


Static 
Water 
Level 
(m bgl) 


Discharge 

dps) 


Drawdown 

(m) 


Specific 

Capacity Specific Transmi- Storage 
(Discharge - Yield ssivity Coeffcient 
Drawdown) (Sy) (T) (S) 

Ips/m 


Chemical Quality 

EC 

|j/cm at 
25 °C 

Cl' 1 

(mg/I) 

F' 1 

(mg/I) 


Hydrogeological Unit 



Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 






















































































































































































































































































































































































































































































































































































































































District 

Block 

Village 

Type 
of Well 

Coordinate 

Latitude 

Longitude 

BIKANER 

Kolayat 

Raneri 

EW 

27.7333 

72.7333 

BIKANER 

Kolayat 

SALASAR 

PIEZOMETER 

27.9841 

73.1572 

BIKANER 

Kolayat 

Sui 

PZ 

27.7442 

73.0997 

BIKANER 

Kolayat 

SURJADA 

PIEZOMETER 

28.0443 

72.8220 

BIKANER 

Kolayat 

SURJADAII 

PIEZOMETER 

28.0450 

72.8263 

BIKANER 

Lunkaransar 

ADSAR 

PIEZOMETER 

28.3172 

73.8998 

BIKANER 

Lunkaransar 

ADSAR 

EXP LO RATO RY_W ELL 

28.3257 

73.8951 

BIKANER 

Lunkaransar 

ADSAR-1 

PIEZOMETER 

28.3184 

73.8959 

BIKANER 

Lunkaransar 

ADSAR-2 

PIEZOMETER 

28.3203 

73.9021 

BIKANER 

Lunkaransar 

Badaniwali 

PZ 

28.3667 

73.5167 

BIKANER 

Lunkaransar 

KALU 

PIEZOMETER 

28.3957 

73.8917 

BIKANER 

Lunkaransar 

Kalu 

EW 

28.3969 

73.8634 

BIKANER 

Lunkaransar 

KASTURIYA 

PIEZOMETER 

28.3313 

73.4807 

BIKANER 

Lunkaransar 

KUJATI 

PIEZOMETER 

28.3454 

73.6964 

BIKANER 

Lunkaransar 

NATHUSAR 

PIEZOMETER 

28.3752 

73.9396 

BIKANER 

Lunkaransar 

RAWASAR 

PIEZOMETER 

28.3440 

73.9356 

BIKANER 

Lunkaransar 

Shejrasar 

EW 

28.3500 

73.7333 

BIKANER 

Nokha 

ANKHISAR 

PIEZOMETER 

27.6604 

73.5730 

BIKANER 

Nokha 

BADHNU 

PIEZOMETER 

27.9389 

73.7678 

BIKANER 

Nokha 

BELASAR 

PIEZOMETER 

27.8250 

73.6350 

BIKANER 

Nokha 

Bhamatsar 

EW 

27.6680 

73.3742 

BIKANER 

Nokha 

Bhamatsar 

SH 

27.6680 

73.3742 

BIKANER 

Nokha 

GAJSUKHDESAR 

PIEZOMETER 

27.6482 

73.8168 

BIKANER 

Nokha 

GAJSUKHDESAR 

PIEZOMETER 

27.6482 

73.8168 

BIKANER 

Nokha 

Hariyasar 

PZ 

27.6033 

73.3665 

BIKANER 

Nokha 

Jasrasar 

EW 

27.7000 

73.8000 

BIKANER 

Nokha 

Jasrasar 

PZ 

27.7000 

73.8000 

BIKANER 

Nokha 

Kakara 

PZ 

27.6667 

73.6667 

BIKANER 

Nokha 

KUCHOR ATHUNI 

PIEZOMETER 

27.8482 

73.6757 

BIKANER 

Nokha 

Kuchor Authoni 

EW 

27.8542 

73.6792 

BIKANER 

Nokha 

Kuchor 

PZ 

27.8934 

73.6946 

BIKANER 

Nokha 

MASURI 

PIEZOMETER 

27.8172 

73.8483 

BIKANER 

Nokha 

MORKHANA 

PIEZOMETER 

27.7895 

73.5479 

BIKANER 

Nokha 

MUKAM 

PIEZOMETER 

27.6224 

73.6176 

BIKANER 

Nokha 

Pithrasar 

PZ 

27.7000 

73.1667 

BIKANER 

Nokha 

RASISAR 

PIEZOMETER 

27.7504 

73.3565 

BIKANER 

Nokha 

SADASAR 

PIEZOMETER 

27.7895 

73.7689 

BIKANER 

Nokha 

Sadasar 

PZ 

27.7889 

73.7722 

BIKANER 

Nokha 

Sindhu 

PZ 

27.7417 

73.5667 

BIKANER 

Nokha 

Sinjguru 

EW 

27.7222 

73.4896 

BIKANER 

Nokha 

Soa 

EW 

27.7946 

73.4530 

BIKANER 

Nokha 

SOMALSAR 

PIEZOMETER 

27.5974 

73.5398 

BIKANER 

Nokha 

SURPURA 

PIEZOMETER 

27.7377 

73.4685 

BIKANER 

Nokha 

UTMAMDESAR(NAYAGAON) 

PIEZOMETER 

27.8263 

73.7475 

CHURU 

Ratangarh 

ALSAR 

PIEZOMETER 

27.9917 

74.3417 

CHURU 

Ratangarh 

BANDNAU 

PIEZOMETER 

28.0375 

74.3750 

CHURU 

Ratangarh 

BATANGARH III 

PIEZOMETER 

28.0979 

74.6408 

CHURU 

Ratangarh 

GOLSAR 

PIEZOMETER 

28.1542 

74.5486 

CHURU 

Ratangarh 

JALEU 

OPEN WELL 

28.1181 

74.6672 

CHURU 

Ratangarh 

JALEU-I 

PIEZOMETER 

28.1246 

74.6501 

CHURU 

Ratangarh 

JALEU-II 

PIEZOMETER 

28.1224 

74.6532 


Total Depth 
Drilled 
(m bgl) 


Static 
Water 
Level 
(m bgl) 


Discharge 

dps) 


Drawdown 

(m) 


Specific 

Capacity Specific 
(Discharge - Yield 

Drawdown) (Sy) 

Ips/m 


Transmi- Storage 

ssivity Coeffcient 

(T) (S) 


Chemical Quality 

EC 

|j/cm at 
25 °C 

Cl' 1 

(mg/I) 

F' 1 

(mg/I) 


Hydrogeological Unit 


2302 475.0 


2000 


NA 


8200 2189.0 


8200 2189.0 



79.24 

40.53 

2.27 

11.27 

0.20 

79.85 

42.67 

4.54 

3.65 

1.24 



2860 517.0 


2030 333.0 


2650 457.0 


3200 599.0 


Tertiary Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


3.04 Older Alluvium 


3.04 Older Alluvium 


0.72 Older Alluvium 


Older Alluvium 


0.20 Older Alluvium 


0.40 Older Alluvium 


1,47|vindhyan Sandstone 


Tertiary Sandstone 


1.67 Tertiary Sandstone 


9.0o|Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


1.20 Older Alluvium 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


0.4o|Tertiary Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


1.04 Vindhyan Sandstone 


1.36 Vindhyan Sandstone 


2.301Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


0.751Vindhyan Sandstone 


Tertiary Sandstone 


0.95 Tertiary Sandstone 


0.8o|Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


1.60 Vindhyan Sandstone 


0.801Vindhyan Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


0.30 Tertiary Sandstone 


0.70 Tertiary Sandstone 


1.45|Tertiary Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


0.4o|Tertiary Sandstone 


Vindhyan Sandstone 


0.961Vindhyan Sandstone 


Older Alluvium 


2.80 Older Alluvium 


2.20 Older Alluvium 


1.08 Older Alluvium 


1.20 Older Alluvium 















































































































































































































































































































































































































































































































































































































































































District 

Block 

Village 

Type 
of Well 

Coordinate 

Latitude 

Longitude 

CHURU 

Ratangarh 

JALEU-III 

PIEZOMETER 

28.1250 

74.6542 

CHURU 

Ratangarh 

JALEU-IV 

PIEZOMETER 

28.1292 

74.6542 

CHURU 

Ratangarh 

KALYANSAR PURANA 

PIEZOMETER 

27.9556 

74.6292 

CHURU 

Ratangarh 

Kanwari 

PZ 

27.9167 

74.6833 

CHURU 

Ratangarh 

LACHHARSAR 

PIEZOMETER 

28.1000 

74.3500 

CHURU 

Ratangarh 

Loha-I 

PZ 

28.0083 

74.6250 

CHURU 

Ratangarh 

Loha-li 

PZ 

28.0083 

74.6250 

CHURU 

Ratangarh 

LUNASAR-I 

PIEZOMETER 

28.0116 

74.4963 

CHURU 

Ratangarh 

LUNASAR-II 

PIEZOMETER 

28.0090 

74.5015 

CHURU 

Ratangarh 

Parihara 

EW 

27.9328 

74.5552 

CHURU 

Ratangarh 

Rajal Desar 

PZ 

28.0333 

74.4667 

CHURU 

Ratangarh 

RAJALDESAR 

PIEZOMETER 

28.0500 

74.4481 

CHURU 

Ratangarh 

RATANGARH 

PIEZOMETER 

28.0708 

74.6292 

CHURU 

Ratangarh 

Ratangarh 

EW 

28.0565 

74.6137 

CHURU 

Ratangarh 

Ratangarh 

SH 

28.0565 

74.6137 

CHURU 

Ratangarh 

Ratangarh 

EW 

28.0565 

74.6137 

CHURU 

Ratangarh 

RISHIKUL ASHRAM (RATANGARH) 

PIEZOMETER 

28.0833 

74.6250 

CHURU 

Ratangarh 

Sangasar 

PZ 

28.0000 

74.6667 

CHURU 

Ratangarh 

SIKRALI 

PIEZOMETER 

28.1542 

74.4542 

CHURU 

Ratangarh 

SULKHANIA-II 

PIEZOMETER 

28.1289 

74.4414 

CHURU 

Sardarshahar 

Bandhau 

EW 

28.3374 

74.3630 

CHURU 

Sardarshahar 

Bandhau 

SH 

28.3374 

74.3630 

CHURU 

Sardarshahar 

Bhadasar 

EW 

28.2958 

74.3111 

CHURU 

Sardarshahar 

BHOJUSAR 

PIEZOMETER 

28.3108 

74.3671 

CHURU 

Sardarshahar 

Binjasar 

EW 

28.3228 

74.2349 

CHURU 

Sardarshahar 

PATLISKAR BARA 

PIEZOMETER 

28.2934 

74.4019 

CHURU 

Sujangarh 

BIDASAR 

PIEZOMETER 

27.8389 

74.3153 

CHURU 

Sujangarh 

DHADERU 

PIEZOMETER 

27.9545 

74.2592 

CHURU 

Sujangarh 

Dhan 

PZ 

27.7134 

74.6224 

CHURU 

Sujangarh 

DHOLPALIYA DHER 

PIEZOMETER 

27.8736 

74.2258 

CHURU 

Sujangarh 

GIRWERSAR 

PIEZOMETER 

27.7647 

73.9161 

CHURU 

Sujangarh 

Khuri 

PZ 

27.8319 

74.7000 

CHURU 

Sujangarh 

NAURANGSAR 

PIEZOMETER 

27.6799 

74.6861 

CHURU 

Sujangarh 

SANDWA 1 

PIEZOMETER 

27.7739 

74.1925 

CHURU 

Sujangarh 

Udrasar 

EW 

27.8567 

74.4663 

CHURU 

Sujangarh 

Udrasar 

PZ 

27.8567 

74.4663 

JAISALMER 

Sam 

BANDHA 

PIEZOMETER 

27.1373 

70.3153 

KOTA 

Sultanpura 

MANDAWARA 

PIEZOMETER 

25.3785 

76.1814 

NAGAUR 

Didwana 

DAYALPURA 

EXP LO RATO RY_W ELL 

27.4833 

74.7333 

NAGAUR 

Didwana 

Kanwai 

EW 

27.5000 

74.6667 

NAGAUR 

Ladnu 

DUJAR 

EXP LO RATO RY_W ELL 

27.5972 

74.3987 

NAGAUR 

Ladnu 

LADNU 

EXP LO RATO RY_W ELL 

27.6584 

74.4023 

NAGAUR 

Ladnu 

LADNU-II (CHHAPAR W.S.S.) 

PIEZOMETER 

27.6303 

74.3839 

NAGAUR 

Ladnu 

LADNU-III 

PIEZOMETER 

27.6362 

74.3881 

NAGAUR 

Ladnu 

LADNUN 

EXP LO RATO RY_W ELL 

27.6332 

74.3866 

NAGAUR 

Ladnu 

LADNUN-II 

EXP LO RATO RY_W ELL 

27.6500 

74.4000 

NAGAUR 

Ladnu 

LADNUN-III 

EXP LO RATO RY_W ELL 

27.6639 

74.3998 

NAGAUR 

Ladnu 

LERI 

EXP LO RATO RY_W ELL 

27.6113 

74.4931 

NAGAUR 

Ladnu 

Nambijoda 

EW 

27.5635 

74.3523 

NAGAUR 

Ladnu 

Roru 

EW 

27.6000 

74.5833 

SIKAR 

Danta Ramgarh 

KOCHHOR 

PIEZOMETER 

27.4458 

75.2618 


Total Depth 
Drilled 
(m bgl) 


Static 

Water Discharge Drawdown 

Level (Ips) (m) 

(m bgl) 


Specific 

Capacity Specific Transmi- Storage 
(Discharge - Yield ssivity Coeffcient 
Drawdown) (Sy) (T) (S) 

Ips/m 


Chemical Quality 

EC 

|j/cm at 
25 °C 

cr 1 

(mg/l) 

F 1 

(mg/l) 


Hydrogeological Unit 


2000 368.0 


4920 1490.0 


780 204.0 


9140 



0.60 Older Alluvium 


1.04 Older Alluvium 


1.60 Older Alluvium 


8.52 Older Alluvium 


1,48|vindhyan Sandstone 


Older Alluvium 


5.20 Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


1.8o|vindhyan Sandstone 


Vindhyan Sandstone 


1.60 Older Alluvium 


Older Alluvium 


Older Alluvium 


1.97 Older Alluvium 


Older Alluvium 


3.03 Older Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


1.56 Older Alluvium 


Vindhyan Sandstone 


1.60 Younger Alluvium 


0.401Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


6.351 Phyllite & Schist 


Vindhyan Sandstone 


0.80 Vindhyan Sandstone 


1.07 Younger Alluvium 


0.901 Phyllite & Schist 


Vindhyan Sandstone 


2.10 Phyllite & Schist 


0.14|Phyllite & Schist 


Tertiary Sandstone 


1.60 Older Alluvium 


Older Alluvium 


3.10 Phyllite & Schist 


2.80 Vindhyan Sandstone 


2.00 Phyllite & Schist 


1.321Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Phyllite & Schist 


22.00 Phyllite & Schist 


0.40 Vindhyan Sandstone 


8.00 Older Alluvium 


Older Alluvium 





























































































































































































































































































































































































































































































































































































































District 

Block 

Village 

Type 
of Well 

Coordinate 

Latitude 

Longitude 

SIKAR 

Danta Ramgarh 

MANDHOLI 

PIEZOMETER 

27.4474 

75.1793 

SIKAR 

Danta Ramgarh 

MANDOLI 

PIEZOMETER 

27.4478 

75.1826 

SIKAR 

Danta Ramgarh 

MANDOLI 

PIEZOMETER 

27.4478 

75.1826 

SIKAR 

Danta Ramgarh 

MANDOLI 

PIEZOMETER 

27.4478 

75.1826 

SIKAR 

Danta Ramgarh 

MANDOLI 

PIEZOMETER 

27.4478 

75.1826 

SIKAR 

Danta Ramgarh 

RAIWASA 

PIEZOMETER 

27.5168 

75.2302 

SIKAR 

Danta Ramgarh 

RALAWATA 

PIEZOMETER 

27.4434 

75.2008 

SIKAR 

Danta Ramgarh 

SAWAIPURA 

PIEZOMETER 

27.4615 

75.2646 

SIKAR 

Danta Ramgarh 

UDAIPURA 

EXP LO RATO RY_W ELL 

27.3938 

75.1848 

SIKAR 

Danta Ramgarh 

UDAIPURA 

PIEZOMETER 

27.3938 

75.1848 

SIKAR 

Dhond 

ANOKHOO 

PIEZOMETER 

27.5004 

74.9326 

SIKAR 

Dhond 

ANOKHU 

EXP LO RATO RY_W ELL 

27.4967 

74.9277 

SIKAR 

Dhond 

Binjyasi 

PZ 

27.5252 

74.9021 

SIKAR 

Dhond 

BOSANA 

PIEZOMETER 

27.4533 

74.9451 

SIKAR 

Dhond 

CHOKHA KA BAS 

EXP LO RATO RY_W ELL 

27.4748 

75.1432 

SIKAR 

Dhond 

CHOKHA KA BAS 

PIEZOMETER 

27.4748 

75.1432 

SIKAR 

Dhond 

DHOD 

PIEZOMETER 

27.4997 

74.9824 

SIKAR 

Dhond 

DHOD 

PIEZOMETER 

27.4997 

74.9824 

SIKAR 

Dhond 

Dhod 

EW 

27.4833 

74.9833 

SIKAR 

Dhond 

Dhod 

PZ 

27.4833 

74.9833 

SIKAR 

Dhond 

DUJOD 

PIEZOMETER 

27.5359 

75.1456 

SIKAR 

Dhond 

DUJOD 

PIEZOMETER 

27.5359 

75.1456 

SIKAR 

Dhond 

JAIPUR ROAD 

PIEZOMETER 

27.4947 

74.9883 

SIKAR 

Dhond 

JAIPUR ROAD 

PIEZOMETER 

27.4947 

74.9883 

SIKAR 

Dhond 

Jhigar Chhoti 

EW 

27.6822 

75.1518 

SIKAR 

Dhond 

JHIGAR CHOTI 

PIEZOMETER 

27.6793 

75.1570 

SIKAR 

Dhond 

KADMA KA BAS 

PIEZOMETER 

27.4939 

75.1337 

SIKAR 

Dhond 

KADMA KA BAS 

PIEZOMETER 

27.4939 

75.1337 

SIKAR 

Dhond 

KASLI 

PIEZOMETER 

27.5382 

75.0693 

SIKAR 

Dhond 

KAWARPURA 

PIEZOMETER 

27.5834 

75.0815 

SIKAR 

Dhond 

KAWARPURA 

PIEZOMETER 

27.5834 

75.0815 

SIKAR 

Dhond 

LEGA Kl DHANI 

PIEZOMETER 

27.4911 

75.0008 

SIKAR 

Dhond 

MANDAWARA 

PIEZOMETER 

27.5192 

75.1454 

SIKAR 

Dhond 

MANDAWARA 

PIEZOMETER 

27.5192 

75.1454 

SIKAR 

Dhond 

Mataji Ka Bas 

EW 

27.4770 

75.2000 

SIKAR 

Dhond 

NAGWA 

PIEZOMETER 

27.5032 

75.0419 

SIKAR 

Dhond 

PEWA 

PIEZOMETER 

27.4657 

75.0011 

SIKAR 

Dhond 

PHAGALWA 

PIEZOMETER 

27.6272 

74.9797 

SIKAR 

Dhond 

Phagalwa 

EW 

27.6293 

74.9797 

SIKAR 

Dhond 

Phagalwa 

OW 

27.6293 

74.9797 

SIKAR 

Dhond 

Phagawa 

EW 

27.6258 

74.9702 

SIKAR 

Dhond 

Phagawa 

OW 

27.6258 

74.9702 

SIKAR 

Dhond 

RASHIDPURA 

PIEZOMETER 

27.7059 

75.0807 

SIKAR 

Dhond 

SABALPURA 

PIEZOMETER 

27.6422 

75.0999 

SIKAR 

Dhond 

SABALPURA 

PIEZOMETER 

27.6422 

75.0999 

SIKAR 

Dhond 

Sabalpura 

PZ 

27.6419 

75.1168 

SIKAR 

Dhond 

SANWALODA PUROHITAN 

EXP LO RATO RY_W ELL 

27.6948 

74.9989 

SIKAR 

Dhond 

SANWALODA PUROHITAN 

PIEZOMETER 

27.6948 

74.9989 

SIKAR 

Dhond 

Setalao 

EW 

27.5333 

75.0333 

SIKAR 

Dhond 

SEWAD BADI 

EXP LO RATO RY_W ELL 

27.5919 

74.9450 

SIKAR 

Dhond 

SEWAD BADI 

OBSERVATIONWELL 

27.5919 

74.9450 


Total Depth 
Drilled 
(m bgl) 


Static 



Specific 




Chemical Quality 

Water 
Level 
(m bgl) 

Discharge 

dps) 

Drawdown 

(m) 

Capacity 
(Discharge - 
Drawdown) 
Ips/m 

Specific 

Yield 

(Sy) 

Transmi¬ 

ssivity 

(T) 

Storage 

Coeffcient 

(S) 

EC 

p/cm at 
25 °C 

Cl' 1 

(mg/I) 

F' 1 

(mg/I) 


Hydrogeological Unit 



900 

106.0 

1.20 

1070 

142.0 

0.81 


977 

163.0 

1451 

163.0 

1290 

163.0 

715 

80.0 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


0.40 Older Alluvium 


1.20 Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


2.80 Older Alluvium 


1.40 Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


0.78 Older Alluvium 


Older Alluvium 


1.58 Older Alluvium 


Older Alluvium 


Older Alluvium 


0.23 Older Alluvium 


Older Alluvium 


Older Alluvium 


0.88 Older Alluvium 


Older Alluvium 


Older Alluvium 


1.74 Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


0.30 Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


0.23 Older Alluvium 


3.26 Older Alluvium 


3.20 Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 
































































































































































































































































































































































































































































































































































































District 

Block 

Village 

Type 
of Well 

Coordinate 

Latitude 

Longitude 

SIKAR 

Dhond 

Sobalpura 

EW 

27.6504 

75.1096 

SIKAR 

Dhond 

TATANWA 

EXP LO RATO RY_W ELL 

27.5530 

74.9633 

SIKAR 

Fatehpur 

CHACHIWAD BARA 

PIEZOMETER 

27.8809 

74.7639 

SIKAR 

Khandela 

BAHADURPURA 

PIEZOMETER 

27.5323 

75.4373 

SIKAR 

Khandela 

BAMANWAS 

PIEZOMETER 

27.5350 

75.4640 

SIKAR 

Khandela 

BAMANWAS 

PIEZOMETER 

27.5350 

75.4640 

SIKAR 

Khandela 

DUDWALON KA BAS 

PIEZOMETER 

27.5323 

75.4373 

SIKAR 

Khandela 

GOKUL KA BAS 

EXP LO RATO RY_W ELL 

27.5621 

75.4695 

SIKAR 

Lachhmangarh 

CHOTA BHUMA 

PIEZOMETER 

27.7769 

74.9383 

SIKAR 

Lachhmangarh 

CHOTA BHUMA 

PIEZOMETER 

27.7769 

74.9383 

SIKAR 

Lachhmangarh 

DALMAS 

PIEZOMETER 

27.7284 

74.9792 

SIKAR 

Lachhmangarh 

Dhanani 

EW 

27.7792 

74.8152 

SIKAR 

Lachhmangarh 

DHANNANI 

EXP LO RATO RY_W ELL 

27.7871 

74.8231 

SIKAR 

Lachhmangarh 

DIWAN Jl KA BAS 

EXP LO RATO RY_W ELL 

27.7616 

74.8287 

SIKAR 

Lachhmangarh 

DUNGARWAS 

EXP LO RATO RY_W ELL 

27.6662 

74.7000 

SIKAR 

Lachhmangarh 

Gadoda 

PZ 

27.6997 

74.8100 

SIKAR 

Lachhmangarh 

GANERI 

PIEZOMETER 

27.6353 

74.7332 

SIKAR 

Lachhmangarh 

GARODA 

PIEZOMETER 

27.7013 

74.8144 

SIKAR 

Lachhmangarh 

Ghana 

PZ 

27.6667 

74.9167 

SIKAR 

Lachhmangarh 

Gunari 

EW 

27.6319 

74.7419 

SIKAR 

Lachhmangarh 

HAMIRPURA 

PIEZOMETER 

27.7720 

75.0155 

SIKAR 

Lachhmangarh 

JHAJHAR 

EXP LO RATO RY_W ELL 

27.5705 

74.7840 

SIKAR 

Lachhmangarh 

KACHAWA,SIKAR 

PIEZOMETER 

27.6057 

74.8451 

SIKAR 

Lachhmangarh 

KACHHWA 

PIEZOMETER 

27.6081 

74.8491 

SIKAR 

Lachhmangarh 

KHURI CHOTTI ( HARIZON BASTTI) 

PIEZOMETER 

27.7237 

75.0733 

SIKAR 

Lachhmangarh 

KIRPARAM Kl DHANI 

PIEZOMETER 

27.6748 

74.7920 

SIKAR 

Lachhmangarh 

KIRPARAM Kl DHANI 

PIEZOMETER 

27.6748 

74.7920 

SIKAR 

Lachhmangarh 

MADHOPURA 

PIEZOMETER 

27.7256 

74.7553 

SIKAR 

Lachhmangarh 

MADHOPURA 

PIEZOMETER 

27.7256 

74.7553 

SIKAR 

Lachhmangarh 

MANGLONA 

PIEZOMETER 

27.7418 

74.8071 

SIKAR 

Lachhmangarh 

MANGLOONA 

PIEZOMETER 

27.7398 

74.7815 

SIKAR 

Lachhmangarh 

MANGLOONA 

PIEZOMETER 

27.7398 

74.7815 

SIKAR 

Lachhmangarh 

MANGLOONA 

PIEZOMETER 

27.7398 

74.7815 

SIKAR 

Lachhmangarh 

MANGLOONA 

PIEZOMETER 

27.7398 

74.7815 

SIKAR 

Lachhmangarh 

MANGLOONA 

PIEZOMETER 

27.7398 

74.7815 

SIKAR 

Lachhmangarh 

MANGLOONA 

PIEZOMETER 

27.7398 

74.7815 

SIKAR 

Lachhmangarh 

MANGLOONA-IV 

PIEZOMETER 

27.7494 

74.7882 

SIKAR 

Lachhmangarh 

MANGLUNA 

OBSERVATIONWELL 

27.7504 

74.7956 

SIKAR 

Lachhmangarh 

NECHAWA 

PIEZOMETER 

27.6098 

74.7607 

SIKAR 

Lachhmangarh 

NECHAWA 

PIEZOMETER 

27.6098 

74.7607 

SIKAR 

Lachhmangarh 

Nechwa 

PZ 

27.6167 

74.7667 

SIKAR 

Lachhmangarh 

PATODA 

PIEZOMETER 

27.7252 

74.9286 

SIKAR 

Lachhmangarh 

Patoda 

EW 

27.7317 

74.9329 

SIKAR 

Lachhmangarh 

RAMNAGAR 

PIEZOMETER 

27.6119 

74.8166 

SIKAR 

Lachhmangarh 

RULYANI 

PIEZOMETER 

27.5519 

74.8446 

SIKAR 

Lachhmangarh 

SAWADARA 

PIEZOMETER 

27.5504 

74.8097 

SIKAR 

Lachhmangarh 

Sewadra 

EW 

27.5467 

74.8001 

SIKAR 

Lachhmangarh 

SEWDARA 

PIEZOMETER 

27.5542 

74.8085 

SIKAR 

Lachhmangarh 

Talab Ki Dhani 

EW 

27.7500 

74.7667 

SIKAR 

Piprali 

ABHAIPURA 

PIEZOMETER 

27.5562 

75.4080 

SIKAR 

Piprali 

Ajpura 

EW 

27.5561 

75.3480 


Total Depth 
Drilled 
(m bgl) 


Static 
Water 
Level 
(m bgl) 


Discharge 

dps) 


Drawdown 

(m) 

Specific 

Specific 

Yield 

(Sy) 

Transmi¬ 

ssivity 

(T) 

Storage 

Coeffcient 

(S) 

Chemical Quality 

Capacity 
(Discharge - 
Drawdown) 
Ips/m 

EC 

p/cm at 
25 °C 

Cl' 1 

(mg/I) 

F' 1 

(mg/I) 

2.71 

2.69 


748.00 


740 

57.0 

0.40 


Hydrogeological Unit 



2450 

309.0 

2100 

234.0 

3445 

390.0 

730 

106.0 


0.40 Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


2.70 Older Alluvium 


Older Alluvium 


Older Alluvium 


15.001 Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


2.05 Older Alluvium 


1.00 Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


0.80 Older Alluvium 


Older Alluvium 


Older Alluvium 


0.50 Older Alluvium 


1.30 Older Alluvium 


1.50 Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


2.00 Older Alluvium 


1.20 Older Alluvium 


Younger Alluvium 


0.45 Older Al 


Older Al 














































































































































































































































































































































































































































































































































































District 

Block 

Village 

Type 
of Well 

Coordinate 

Latitude 

Longitude 

SIKAR 

Piprali 

AKBARI MASZID,SIKAR 

PIEZOMETER 

27.6115 

75.1440 

SIKAR 

Piprali 

AKHEPURA 

EXP LO RATO RY_W ELL 

27.5078 

75.3238 

SIKAR 

Piprali 

ANAND NAGAR 

PIEZOMETER 

27.6468 

75.2772 

SIKAR 

Piprali 

BAJOR 

PIEZOMETER 

27.5693 

75.2518 

SIKAR 

Piprali 

BARAL 

PIEZOMETER 

27.5832 

75.3612 

SIKAR 

Piprali 

BASANT BIHAR 

PIEZOMETER 

27.5923 

75.1567 

SIKAR 

Piprali 

BHAWAR COLONY 

PIEZOMETER 

27.6059 

75.1548 

SIKAR 

Piprali 

BHOYA 

PIEZOMETER 

27.5232 

75.2094 

SIKAR 

Piprali 

CHANDPURA 

PIEZOMETER 

27.5664 

75.1354 

SIKAR 

Piprali 

CHANDPURA 

PIEZOMETER 

27.5664 

75.1354 

SIKAR 

Piprali 

CHANDPURA 

PIEZOMETER 

27.5664 

75.1354 

SIKAR 

Piprali 

CHANDPURA 

PIEZOMETER 

27.5664 

75.1354 

SIKAR 

Piprali 

CIRCUT HOUSE 

PIEZOMETER 

27.6094 

75.1480 

SIKAR 

Piprali 

DOLIOKABAS 

PIEZOMETER 

27.6094 

75.1480 

SIKAR 

Piprali 

FATEHPUR ROAD 

PIEZOMETER 

27.5998 

75.1367 

SIKAR 

Piprali 

G.S.S CAMPUS, SIKAR 

PIEZOMETER 

27.6094 

75.1480 

SIKAR 

Piprali 

GANESHPURA ROAD,SIKAR 

PIEZOMETER 

27.6094 

75.1480 

SIKAR 

Piprali 

Gokulpura 

EW 

27.5875 

75.1833 

SIKAR 

Piprali 

Gokulpura 

PZ 

27.5875 

75.1833 

SIKAR 

Piprali 

Gorian 

EW 

27.5574 

75.2620 

SIKAR 

Piprali 

Goriya 

PZ 

27.5551 

75.2632 

SIKAR 

Piprali 

Gudakalan 

EW 

27.6013 

75.3877 

SIKAR 

Piprali 

Gudakalan 

OW 

27.6013 

75.3877 

SIKAR 

Piprali 

HANI BEED (NEHRU PARK SIKAR). 

EXP LO RATO RY_W ELL 

27.6145 

75.1356 

SIKAR 

Piprali 

Haripur 

EW 

27.5709 

75.3422 

SIKAR 

Piprali 

HARSH 

PIEZOMETER 

27.5246 

75.1991 

SIKAR 

Piprali 

Harsh 

EW 

27.5167 

75.2000 

SIKAR 

Piprali 

HATYAJ 

EXP LO RATO RY_W ELL 

27.6099 

75.4006 

SIKAR 

Piprali 

JAGMALPURA 

PIEZOMETER 

27.6483 

75.1427 

SIKAR 

Piprali 

JEEWAN NAGAR 

PIEZOMETER 

27.6094 

75.1480 

SIKAR 

Piprali 

JURATHARA 

PIEZOMETER 

27.5405 

75.3767 

SIKAR 

Piprali 

Kanawat 

EW 

27.5833 

75.2000 

SIKAR 

Piprali 

KARIGAROKA MOHALLA 

PIEZOMETER 

27.6094 

75.1482 

SIKAR 

Piprali 

KATRATHAL 

PIEZOMETER 

27.6648 

75.1996 

SIKAR 

Piprali 

Katrathal 

PZ 

27.6803 

75.2006 

SIKAR 

Piprali 

KHOKHARO Kl DHANI 

PIEZOMETER 

27.4719 

75.2992 

SIKAR 

Piprali 

KISHAN COLONEY,RIICO AREA 

PIEZOMETER 

27.6029 

75.1461 

SIKAR 

Piprali 

KISHAN COLONY 

EXP LO RATO RY_W ELL 

27.6183 

75.1515 

SIKAR 

Piprali 

KUDU 

PIEZOMETER 

27.6408 

75.1904 

SIKAR 

Piprali 

Kudli 

PZ 

27.6434 

75.1980 

SIKAR 

Piprali 

KUMAWAT NAGAR 

PIEZOMETER 

27.6094 

75.1480 

SIKAR 

Piprali 

MAGLOONA 

PIEZOMETER 

27.6094 

75.1480 

SIKAR 

Piprali 

MAGLOONA 

PIEZOMETER 

27.6094 

75.1480 

SIKAR 

Piprali 

MAGLOONA 

PIEZOMETER 

27.6094 

75.1480 

SIKAR 

Piprali 

MAGLOONA 

OBSERVATIONWELL 

27.6094 

75.1480 

SIKAR 

Piprali 

MALION Kl DHANI 

PIEZOMETER 

27.6027 

75.1580 

SIKAR 

Piprali 

MALKHERA 

PIEZOMETER 

27.5664 

75.2257 

SIKAR 

Piprali 

MANLOONA 

PIEZOMETER 

27.6094 

75.1480 

SIKAR 

Piprali 

MUNDO Kl THANI(BERI) 

PIEZOMETER 

27.5998 

75.1724 

SIKAR 

Piprali 

NANI 

PIEZOMETER 

27.6102 

75.1035 

SIKAR 

Piprali 

Nani 

PZ 

27.6167 

75.1000 


Total Depth 
Drilled 
(m bgl) 


Static 



Specific 




Chemical Quality 

Water 
Level 
(m bgl) 

Discharge 

dps) 

Drawdown 

(m) 

Capacity 
(Discharge - 
Drawdown) 
Ips/m 

Specific 

Yield 

(Sy) 

Transmi¬ 

ssivity 

(T) 

Storage 

Coeffcient 

(S) 

EC 

p/cm at 
25 °C 

Cl' 1 

(mg/I) 

F' 1 

(mg/I) 


Hydrogeological Unit 



41.75 

5.00 

35.39 

7.33 

1.60 

7.58 

9.62 

11.00 

23.56 

5.00 

25.65 

6.50 

29.30 

15.63 

32.60 

1.50 


1150 

178.0 

1170 

163.0 

577 

20.0 

510 

21.0 

450 

43.0 

520 

18.0 



Older Aik 


Older Alii 


Older Alii 


0.40 Older Aik 


Quartzite 


Older Aik 


Older Aik 


Older Aik 


Older Aik 


Older Aik 


0.60 Older Aik 


Older Aik 


Older Aik 


Older Aik 


Older Aik 


Older Aik 


Older Aik 


0.45 Older Aik 


0.85 Older Aik 


Older Aik 


0.90 Older Aik 


0.60 Quartzite 


0.75 Quartzite 


Older Aik 


1.35 Older Aik 


Older Aik 


0.50 Older Aik 


Quartzite 


0.60 Older Aik 


Older Aik 


Quartzite 


1.30 Older Aik 


Older Aik 


Older Aik 


0.40 Older Aik 


0.40 Older Aik 


Older Aik 


Older Aik 


0.40 Older Aik 


0.40 Older Aik 


Older Aik 


Older Aik 


Older Aik 


Older Aik 


Older Aik 


Older Aik 


Older Aik 


Older Aik 


Older Aik 


Older Aik 


Older Aik 



















































































































































































































































































































































































































































































































































































District 

Block 

Village 

Type 
of Well 

Coordinate 

Latitude 

Longitude 

SIKAR 

Piprali 

NEW JANTA COLONY 

PIEZOMETER 

27.6066 

75.1462 

SIKAR 

Piprali 

PALASARA P.S. 

PIEZOMETER 

27.5818 

75.3334 

SIKAR 

Piprali 

PIPRALI 

PIEZOMETER 

27.6384 

75.2590 

SIKAR 

Piprali 

PIPRALI 

PIEZOMETER 

27.6384 

75.2590 

SIKAR 

Piprali 

PIPRALI 

PIEZOMETER 

27.6384 

75.2590 

SIKAR 

Piprali 

RADHAKRISHNAPURA 

PIEZOMETER 

27.6046 

75.1587 

SIKAR 

Piprali 

RADHAKRISHNAPURA 

PIEZOMETER 

27.6046 

75.1587 

SIKAR 

Piprali 

RAIPURA 

PIEZOMETER 

27.4783 

75.2988 

SIKAR 

Piprali 

RANOLI 

EXP LO RATO RY_W ELL 

27.5416 

75.2989 

SIKAR 

Piprali 

RANOLI 

PIEZOMETER 

27.5416 

75.2989 

SIKAR 

Piprali 

Ranoli 

EW 

27.5456 

75.3026 

SIKAR 

Piprali 

Ranoli 

EW 

27.5456 

75.3026 

SIKAR 

Piprali 

RIICO OFFICE CAMPUS 

PIEZOMETER 

27.6173 

75.1261 

SIKAR 

Piprali 

SALAMSINGH Kl DHANI 

PIEZOMETER 

27.5894 

75.1796 

SIKAR 

Piprali 

SANGARWA 

PIEZOMETER 

27.5808 

75.3040 

SIKAR 

Piprali 

SAWALI 

PIEZOMETER 

27.6094 

75.1480 

SIKAR 

Piprali 

SAWALI ROAD 

PIEZOMETER 

27.6079 

75.1463 

SIKAR 

Piprali 

SAWALI ROAD 

PIEZOMETER 

27.6079 

75.1463 

SIKAR 

Piprali 

SAWALI ROAD 

PIEZOMETER 

27.6079 

75.1463 

SIKAR 

Piprali 

SHANTI NAGAR, SIKAR 

PIEZOMETER 

27.6094 

75.1480 

SIKAR 

Piprali 

SHEESHYOO 

PIEZOMETER 

27.5410 

75.3233 

SIKAR 

Piprali 

SHEOSINGHPURA 

PIEZOMETER 

27.6094 

75.1480 

SIKAR 

Piprali 

SHEOSINGHPURA 

PIEZOMETER 

27.6094 

75.1480 

SIKAR 

Piprali 

SHISHU 

PIEZOMETER 

27.6094 

75.1480 

SIKAR 

Piprali 

SHISHU 

PIEZOMETER 

27.6094 

75.1480 

SIKAR 

Piprali 

SHYAMPURA EAST 

PIEZOMETER 

27.5833 

75.2519 

SIKAR 

Piprali 

SIKAR 

PIEZOMETER 

27.5938 

75.1467 

SIKAR 

Piprali 

SIKAR 

PIEZOMETER 

27.5938 

75.1467 

SIKAR 

Piprali 

SIKAR 

PIEZOMETER 

27.5938 

75.1467 

SIKAR 

Piprali 

SIKAR 

PIEZOMETER 

27.5938 

75.1467 

SIKAR 

Piprali 

SIKAR 

PIEZOMETER 

27.5938 

75.1467 

SIKAR 

Piprali 

SIKAR 

PIEZOMETER 

27.5938 

75.1467 

SIKAR 

Piprali 

SIKAR 

PIEZOMETER 

27.5938 

75.1467 

SIKAR 

Piprali 

SIKAR 

PIEZOMETER 

27.5938 

75.1467 

SIKAR 

Piprali 

SIKAR 

PIEZOMETER 

27.5938 

75.1467 

SIKAR 

Piprali 

SIKAR 

PIEZOMETER 

27.5938 

75.1467 

SIKAR 

Piprali 

SIKAR 

PIEZOMETER 

27.5938 

75.1467 

SIKAR 

Piprali 

SIKAR 

PIEZOMETER 

27.5938 

75.1467 

SIKAR 

Piprali 

SIKAR 

PIEZOMETER 

27.5938 

75.1467 

SIKAR 

Piprali 

SIKAR 

PIEZOMETER 

27.5938 

75.1467 

SIKAR 

Piprali 

SIKAR 

PIEZOMETER 

27.5938 

75.1467 

SIKAR 

Piprali 

SIKAR 

PIEZOMETER 

27.5938 

75.1467 

SIKAR 

Piprali 

SIKAR 

PIEZOMETER 

27.5938 

75.1467 

SIKAR 

Piprali 

SIKAR 

PIEZOMETER 

27.5938 

75.1467 

SIKAR 

Piprali 

SIKAR 

PIEZOMETER 

27.5938 

75.1467 

SIKAR 

Piprali 

SIKAR 

PIEZOMETER 

27.5938 

75.1467 

SIKAR 

Piprali 

SIKAR 

PIEZOMETER 

27.5938 

75.1467 

SIKAR 

Piprali 

SIKAR 

PIEZOMETER 

27.5938 

75.1467 

SIKAR 

Piprali 

SIKAR 

PIEZOMETER 

27.5938 

75.1467 

SIKAR 

Piprali 

SIKAR 

PIEZOMETER 

27.5938 

75.1467 

SIKAR 

Piprali 

SIKAR 

PIEZOMETER 

27.5938 

75.1467 


Total Depth 
Drilled 
(m bgl) 


Static 
Water 
Level 
(m bgl) 




Specific 




Chemical Quality 

Drawdown 

(m) 

Capacity 
(Discharge - 
Drawdown) 
Ips/m 

Specific 

Yield 

(Sy) 

Transmi¬ 

ssivity 

(T) 

Storage 

Coeffcient 

(S) 

EC 

p/cm at 
25 °C 

Cl' 1 

(mg/I) 

F' 1 

(mg/I) 


Hydrogeological Unit 


Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

























































































































































































































































































































































































































































































































District 

Block 

Village 

Type 
of Well 

Coordinate 

Latitude 

Longitude 

SIKAR 

Piprali 

SIKAR 

PIEZOMETER 

27.5938 

75.1467 

SIKAR 

Piprali 

SIKAR 

PIEZOMETER 

27.5938 

75.1467 

SIKAR 

Piprali 

SIKAR 

PIEZOMETER 

27.5938 

75.1467 

SIKAR 

Piprali 

SIKAR 

PIEZOMETER 

27.5938 

75.1467 

SIKAR 

Piprali 

SIKAR 

PIEZOMETER 

27.5938 

75.1467 

SIKAR 

Piprali 

SIKAR (MANSH COLONY) 

PIEZOMETER 

27.6094 

75.1480 

SIKAR 

Piprali 

SIKAR (MOHALLA ISMAILAN) 

PIEZOMETER 

27.6094 

75.1480 

SIKAR 

Piprali 

SIKAR CHUNGI CHAUKI FATEHPUR ROAD 

PIEZOMETER 

27.6094 

75.1480 

SIKAR 

Piprali 

Sikar 

EW 

27.6162 

75.1387 

SIKAR 

Piprali 

Sikar 

EW 

27.6162 

75.1387 

SIKAR 

Piprali 

SIKAR(AMBEDKAR NAGAR) 

PIEZOMETER 

27.6094 

75.1480 

SIKAR 

Piprali 

SIKAR(CHARANSIGH COLONY) 

PIEZOMETER 

27.6094 

75.1480 

SIKAR 

Piprali 

SIKAR(ITI SIKAR) 

PIEZOMETER 

27.6094 

75.1480 

SIKAR 

Piprali 

SIKAR(JANTA COLONEY) 

PIEZOMETER 

27.6094 

75.1480 

SIKAR 

Piprali 

SIKAR(KRISHI UPAJ MANDI) 

PIEZOMETER 

27.5936 

75.1359 

SIKAR 

Piprali 

SIKAR, S.K HOSPITAL 

EXP LO RATO RY_W ELL 

27.6094 

75.1480 

SIKAR 

Piprali 

SIKAT 

PIEZOMETER 

27.6001 

75.1385 

SIKAR 

Piprali 

SITALA CHOCK WARD NO 19, SIKAR 

PIEZOMETER 

27.6094 

75.1480 

SIKAR 

Piprali 

SURYA NAGAR 

PIEZOMETER 

27.6041 

75.1392 

SIKAR 

Piprali 

TEJA COLONEY 

PIEZOMETER 

27.6002 

75.1462 

SIKAR 

Piprali 

TODI NAGAR II 

PIEZOMETER 

27.6021 

75.1502 

SIKAR 

Piprali 

TODINAGAR-IV 

PIEZOMETER 

27.6030 

75.1477 

SIKAR 

Piprali 

TOLA RAM HARIJAN 

PIEZOMETER 

27.6134 

75.1557 

SIKAR 

Piprali 

VALMIKI BASTI SIKAR 

PIEZOMETER 

27.6057 

75.1480 

SIKAR 

Piprali 

VIR TEJA COLONY 

PIEZOMETER 

27.6040 

75.1528 

SIKAR 

Piprali 

VIVAK COLONY, WARD NO-41 

PIEZOMETER 

27.5958 

75.1606 

SIKAR 

Sri Madhopur 

RATANGARH 

PIEZOMETER 

27.4280 

75.7187 


Total Depth 
Drilled 
(m bgl) 


Static 
Water 
Level 
(m bgl) 


Discharge Drawdown 

dps) (m) 


Specific 

Capacity Specific Transmi- Storage 
(Discharge - Yield ssivity Coeffcient 
Drawdown) (Sy) (T) (S) 

Ips/m 


Chemical Quality 

EC 

|j/cm at 
25 °C 

Cl' 1 

(mg/I) 

F' 1 

(mg/I) 


Hydrogeological Unit 




Sub Basin: 


96.00 


Sub 5 


BIKANER 

Dungargarh 

SONIYASAR-IV 

PIEZOMETER 

27.7835 

74.0533 

192.00 

BIKANER 

Kolayat 

HADDA 

EXP LO RATO RY_W ELL 

27.6415 

72.8728 

250.00 

BIKANER 

Kolayat 

LABANA BHATIYAN 

PIEZOMETER 

27.5996 

72.9483 

150.00 

BIKANER 

Kolayat 

Modiya 

EW 

27.5833 

72.6444 

305.00 

BIKANER 

Kolayat 

Modiya 

OW 

27.5833 

72.6444 

136.00 

BIKANER 

Kolayat 

NOKHRA 

PIEZOMETER 

27.6372 

72.6759 

275.00 

BIKANER 

Kolayat 

NOKHRA 

PIEZOMETER 

27.6372 

72.6759 

205.00 

BIKANER 

Kolayat 

PABUSAR 

PIEZOMETER 

27.7654 

72.3436 

300.00 

BIKANER 

Kolayat 

PANCHPITH Kl DHANI 

EXP LO RATO RY_W ELL 

27.7561 

72.5050 

250.00 

BIKANER 

Kolayat 

SEVERA 

PIEZOMETER 

27.5271 

72.3093 

250.00 

BIKANER 

Kolayat 

TOKLA 

PIEZOMETER 

27.6350 

72.7229 

144.00 

BIKANER 

Nokha 

GUNDUSAR 

EXP LO RATO RY_W ELL 

27.5817 

73.7414 

250.00 

BIKANER 

Nokha 

HIYADESAR 

EXP LO RATO RY_W ELL 

27.5013 

73.3298 

250.00 

BIKANER 

Nokha 

HIYADESAR 

OBSERVATIONWELL 

27.5013 

73.3298 

107.00 

BIKANER 

Nokha 

HIYADESAR 

OBSERVATIONWELL 

27.5013 

73.3298 

203.00 

BIKANER 

Nokha 

JESALSAR 

PIEZOMETER 

27.5739 

73.7082 

250.00 

BIKANER 

Nokha 

KANWALISAR 

PIEZOMETER 

27.5176 

73.4194 

255.00 

BIKANER 

Nokha 

KAYARA BAS 

EXP LO RATO RY_W ELL 

27.3089 

73.3633 

115.00 

BIKANER 

Nokha 

Kisnasar 

PZ 

27.6000 

73.2500 

250.65 

BIKANER 

Nokha 

MAINSAR 

PIEZOMETER 

27.5344 

73.8016 

85.00 

BIKANER 

Nokha 

MAINSAR 

PIEZOMETER 

27.5344 

73.8016 

110.00 

BIKANER 

Nokha 

MANJUSAR 

PIEZOMETER 

27.6736 

73.1103 

156.00 

BIKANER 

Nokha 

MANJUSAR II 

PIEZOMETER 

27.6720 

73.1108 

265.00 


4.42 

5.80 

0.76 

5.50 

3.12 

1.76 


70.0 


1290 256.0 




1260 

182.0 

4012 

28.6 

5000 


13260 

4402.0 

9940 

3017.0 

10200 

3070.0 

10200 

3070.0 

10550 

2695.0 

7800 

1713.0 

8000 

61.0 



2400 

255.0 

1650 

327.0 


1650 

327.0 

2200 

337.0 

2850 

325.0 



4800 


3000 279.0 


3250 756.0 


3250 756.0 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


0.13 Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


2.00|Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


1.98 Vindhyan Sandstone 


3.80 Vindhyan Sandstone 


3.68 Vindhyan Sandstone 


3.681Vindhyan Sandstone 


Older Alluvium 


Tertiary Sandstone 


0.90 Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


1,04|vindhyan Sandstone 


Vindhyan Sandstone 


1.04 Vindhyan Sandstone 


1.36 Older Alluvium 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


0.72 Vindhyan Sandstone 


0.721Vindhyan Sandstone 









































































































































































































































































































































































































































































































































































District 

Block 

Village 

Type 
of Well 

Coordinate 

Latitude 

Longitude 

BIKANER 

Nokha 

NOKHA 

PIEZOMETER 

27.5598 

73.5004 

BIKANER 

Nokha 

Nokha 

EW 

27.5491 

73.4828 

BIKANER 

Nokha 

Nokha 

PZ 

27.5491 

73.4828 

BIKANER 

Nokha 

Raisar 

EW 

27.5269 

73.5500 

BIKANER 

Nokha 

Raisar 

PZ 

27.5269 

73.5500 

BIKANER 

Nokha 

Raisar 

PZ 

27.5269 

73.5500 

BIKANER 

Nokha 

Rampur 

EW 

27.5647 

73.7585 

BIKANER 

Nokha 

Rampur 

EW 

27.5647 

73.7585 

BIKANER 

Nokha 

SANGHAL KA DHORA 

PIEZOMETER 

27.4183 

73.2689 

BIKANER 

Nokha 

SARUNA 

PIEZOMETER 

27.2561 

73.2907 

BIKANER 

Nokha 

SARUNDA 

PIEZOMETER 

27.2579 

73.2786 

BIKANER 

Nokha 

SARUNDA 

PIEZOMETER 

27.2579 

73.2786 

CHURU 

Sujangarh 

ASRASAR 

PIEZOMETER 

27.6250 

74.0500 

CHURU 

Sujangarh 

KANOTA 

PIEZOMETER 

27.4764 

74.1830 

CHURU 

Sujangarh 

SAJANSAR 

PIEZOMETER 

27.7500 

73.9514 

CHURU 

Sujangarh 

SANDWA 

PIEZOMETER 

27.7399 

74.1853 

CHURU 

Sujangarh 

SANDWA 2 

PIEZOMETER 

27.7588 

74.1737 

CHURU 

Sujangarh 

SANDWA-II 

PIEZOMETER 

27.7596 

74.1793 

CHURU 

Sujangarh 

SANDWA-III 

PIEZOMETER 

27.7596 

74.1776 

CHURU 

Sujangarh 

SANDWA-IV 

PIEZOMETER 

27.7585 

74.1761 

CHURU 

Sujangarh 

TEHINDESAR 

PIEZOMETER 

27.6992 

73.9892 

CHURU 

Sujangarh 

TEHINDESAR 

PIEZOMETER 

27.6992 

73.9892 

CHURU 

Sujangarh 

TEHINDESAR 

PIEZOMETER 

27.6992 

73.9892 

JAISALMER 

Jaisalmer 

144/4/M/S/ From Jodhpur Jaisalmer Road 

EW 

27.0713 

71.2518 

JAISALMER 

Jaisalmer 

34/4 M/S From Jodhpur Jaisalmer Road 

EW 

27.0663 

71.4577 

JAISALMER 

Jaisalmer 

Ajasar 

EW 

27.2641 

71.7204 

JAISALMER 

Jaisalmer 

Ajasar 

PZ 

27.2641 

71.7204 

JAISALMER 

Jaisalmer 

Akal 

SH 

26.7881 

71.0771 

JAISALMER 

Jaisalmer 

Akal 

PZ 

26.7881 

71.0771 

JAISALMER 

Jaisalmer 

Asayach 

EW 

26.8458 

71.1292 

JAISALMER 

Jaisalmer 

Badgaon 

EW 

26.8333 

71.1667 

JAISALMER 

Jaisalmer 

Badgaon 

EW 

26.8333 

71.1667 

JAISALMER 

Jaisalmer 

Badgaon 

EW 

26.8333 

71.1667 

JAISALMER 

Jaisalmer 

Badgaon 

OW 

26.8333 

71.1667 

JAISALMER 

Jaisalmer 

Baisakhi 

PZ 

27.0333 

70.9000 

JAISALMER 

Jaisalmer 

BASANPIR 

PIEZOMETER 

26.9184 

71.1050 

JAISALMER 

Jaisalmer 

Basinpur 

EW 

26.9232 

71.1079 

JAISALMER 

Jaisalmer 

Bhadesar 

EW 

27.0973 

70.7900 

JAISALMER 

Jaisalmer 

BHAGU KA GAON 

PIEZOMETER 

26.9419 

71.1674 

JAISALMER 

Jaisalmer 

Bhairwa 

EW 

26.9167 

71.2667 

JAISALMER 

Jaisalmer 

Bhairwa 

EW 

26.9167 

71.2667 

JAISALMER 

Jaisalmer 

Bhatiya Kharin 

SH 

27.0372 

70.7751 

JAISALMER 

Jaisalmer 

Bhojak 

EW 

26.9500 

71.2000 

JAISALMER 

Jaisalmer 

Bhojaka 

PZ 

26.9542 

71.2247 

JAISALMER 

Jaisalmer 

BHOJKA-3 

PIEZOMETER 

26.9509 

71.2180 

JAISALMER 

Jaisalmer 

Bhopa 

EW 

26.7000 

70.9250 

JAISALMER 

Jaisalmer 

Bhopa 

SH 

26.7000 

70.9250 

JAISALMER 

Jaisalmer 

Borana 

ow 

27.6333 

72.1167 

JAISALMER 

Jaisalmer 

BRAHMPURI 

EXP LO RATO RY_W ELL 

26.8167 

70.8000 

JAISALMER 

Jaisalmer 

Chandan 

EW 

27.0524 

71.3160 

JAISALMER 

Jaisalmer 

Chandan 

PZ 

27.0524 

71.3160 


Total Depth 
Drilled 
(m bgl) 


Static 
Water 
Level 
(m bgl) 


Discharge Drawdown 

dps) (m) 


Specific 

Capacity Specific Transmi- Storage 
(Discharge - Yield ssivity Coeffcient 
Drawdown) (Sy) (T) (S) 

Ips/m 


Chemical Quality 

EC 

|j/cm at 
25 °C 

cr 1 

(mg/l) 

F 1 

(mg/l) 


Hydrogeological Unit 


337.0 



255.12 

39.62 

44.65 

5.78 

7.72 

245.06 


50.45 

6.42 

7.86 

177.62 

62.18 

31.23 

5.21 

5.99 


266.39 

42.67 

3.15 

4.27 

0.74 

248.05 

44.20 

35.33 

5.45 

6.48 


3051 705.0 


2880 



8500 

596.0 

1328 

185.0 



1450 

260.0 

3820 

859.0 

3000 

567.0 

2130 

312.0 



115 89.0 


373 


1835 405.0 


Vindhyan Sandstone 


Vindhyan Sandstone 


0.37|vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


0.651Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


0.96 Bilara Limestone 


0.92 Bilara Limestone 


Bilara Limestone 


4.20 Vindhyan Sandstone 


0.48 Bilara Limestone 


0.56 Vindhyan Sandstone 


0.10 Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


0.88 Vindhyan Sandstone 


0.12|vindhyan Sandstone 


Vindhyan Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


1.47 Jurassic Sandstone 


Jurassic Sandstone 


1.33 Jurassic Sandstone 


2.20 Jurassic Sandstone 


Jurassic Sandstone 


1.35 Jurassic Sandstone 


Jurassic Sandstone 


0.80 Jurassic Sandstone 


Jurassic Sandstone 


4.56 Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


5.40 Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


5.70 Jurassic Sandstone 


2.31 Jurassic Sandstone 


2.50 Jurassic Sandstone 


Jurassic Sandstone 


Younger Alluvium 


0.40 Jurassic Sandstone 


Jurassic Sandstone 


1.96 Jurassic Sandstone 
































































































































































































































































































































































































































































































































































































































































District 

Block 

Village 

Type 
of Well 

Coordinate 

Latitude 

Longitude 

JAISALMER 

Jaisalmer 

Chirwa 

EW 

26.9500 

71.3667 

JAISALMER 

Jaisalmer 

Choudhariya 

ow 

27.1000 

70.9167 

JAISALMER 

Jaisalmer 

DABLA 

PIEZOMETER 

26.8466 

71.0172 

JAISALMER 

Jaisalmer 

DABLA (RAJWAI) 

PIEZOMETER 

26.8466 

71.0172 

JAISALMER 

Jaisalmer 

Dabla 1 

EW 

26.8482 

71.0177 

JAISALMER 

Jaisalmer 

Dabla li 

EW 

26.8482 

71.0177 

JAISALMER 

Jaisalmer 

Dabla 

EW 

26.8434 

71.0001 

JAISALMER 

Jaisalmer 

DHAISAR 

PIEZOMETER 

26.9062 

71.3944 

JAISALMER 

Jaisalmer 

Dhaisar 

EW 

26.9167 

71.3500 

JAISALMER 

Jaisalmer 

Dhawa 

EW 

26.8506 

70.8779 

JAISALMER 

Jaisalmer 

Diggari 

EW 

27.5333 

71.0888 

JAISALMER 

Jaisalmer 

Dilasar 

EW 

26.9690 

71.4226 

JAISALMER 

Jaisalmer 

East Of Chandan 

EW 

27.0421 

71.3531 

JAISALMER 

Jaisalmer 

Goreda 

EW 

26.7379 

70.8620 

JAISALMER 

Jaisalmer 

HAM IRA 

PIEZOMETER 

26.9958 

71.0629 

JAISALMER 

Jaisalmer 

Hansua 

EW 

26.7833 

70.8750 

JAISALMER 

Jaisalmer 

JAISALMER 

PIEZOMETER 

26.9017 

70.9306 

JAISALMER 

Jaisalmer 

JAISALMER 

PIEZOMETER 

26.9017 

70.9306 

JAISALMER 

Jaisalmer 

JAISALMER 

PIEZOMETER 

26.9017 

70.9306 

JAISALMER 

Jaisalmer 

Jaisalmer 

EW 

26.8833 

70.8833 

JAISALMER 

Jaisalmer 

Jaisalmer 

EW 

26.8833 

70.8833 

JAISALMER 

Jaisalmer 

Jaluwaia 

OW-1 

27.8289 

71.8967 

JAISALMER 

Jaisalmer 

Jaluwala 

EW 

27.8315 

71.8906 

JAISALMER 

Jaisalmer 

Jaluwaia 

OW-2 

27.8315 

71.8906 

JAISALMER 

Jaisalmer 

Jesurama 

EW 

27.0508 

71.1758 

JAISALMER 

Jaisalmer 

JETHA 

PIEZOMETER 

27.0418 

71.2691 

JAISALMER 

Jaisalmer 

Jetha 

EW 

26.9794 

70.9690 

JAISALMER 

Jaisalmer 

Jetha 

SH 

26.9794 

70.9690 

JAISALMER 

Jaisalmer 

Khararann 

EW 

27.7729 

71.9655 

JAISALMER 

Jaisalmer 

Khinyan 

EW 

27.3085 

70.8654 

JAISALMER 

Jaisalmer 

KITTA 

PIEZOMETER 

26.7186 

71.0451 

JAISALMER 

Jaisalmer 

Lachman Tibba 

SH 

27.0667 

70.8667 

JAISALMER 

Jaisalmer 

Lanela 

PZ 

27.0747 

70.8175 

JAISALMER 

Jaisalmer 

Ludarwa. 

EW 

26.9660 

70.7909 

JAISALMER 

Jaisalmer 

Mitha Ka Gaon 

ow 

27.4833 

72.1903 

JAISALMER 

Jaisalmer 

Moklat 

SH 

26.9167 

71.0500 

JAISALMER 

Jaisalmer 

Parewar 

EW 

27.2500 

70.7333 

JAISALMER 

Jaisalmer 

Pohara 

ow 

27.0556 

70.9525 

JAISALMER 

Jaisalmer 

Raichandwala 

EW 

27.8767 

71.8150 

JAISALMER 

Jaisalmer 

Rajwai 

EW 

26.9669 

71.1183 

JAISALMER 

Jaisalmer 

Rajwai 

EW 

26.9669 

71.1183 

JAISALMER 

Jaisalmer 

Ramkunda 

EW 

26.9741 

70.8401 

JAISALMER 

Jaisalmer 

Shekhowala 

PZ 

27.5484 

71.6533 

JAISALMER 

Jaisalmer 

Sodakar 

EW 

27.0298 

71.4486 

JAISALMER 

Jaisalmer 

SODAKOR-3 

PIEZOMETER 

27.0267 

71.4148 

JAISALMER 

Jaisalmer 

Sri. Mohangarh 

EW 

27.2500 

71.2333 

JAISALMER 

Jaisalmer 

Sujio 

SH 

27.1176 

71.4129 

JAISALMER 

Jaisalmer 

Tamri Mata Ka Mandir 

EW 

26.7389 

70.9111 

JAISALMER 

Jaisalmer 

TOTA 

PIEZOMETER 

27.2638 

71.7574 

JAISALMER 

Sam 

Bhilani 

EW 

26.5583 

71.2167 

JAISALMER 

Sam 

Chhor 

EW 

26.7500 

71.1667 


Total Depth 
Drilled 
(m bgl) 


Static 
Water 
Level 
(m bgl) 


Discharge Drawdown 

dps) (m) 


Specific 

Capacity Specific Transmi- Storage 
(Discharge - Yield ssivity Coeffcient 
Drawdown) (Sy) (T) (S) 

Ips/m 


Chemical Quality 

EC 

p/cm at 
25 °C 

cr 1 

(mg/l) 

F 1 

(mg/l) 


Hydrogeological Unit 




32.17 

6.00 

5.36 

2.50 

25.49 

0.10 

4.17 



32.03 

5.58 

5.74 

6.30 

6.00 

1.05 



2070 

383.0 

1140 

170.0 



Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Younger Alluvium 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Younger Alluvium 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Younger Alluvium 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Younger Alluvium 


Jurassic Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 






































































































































































































































































































































































































































































































































































































































District 

Block 

Village 

Type 
of Well 

Coordinate 

Latitude 

Longitude 

JAISALMER 

Sam 

Chore(A) 

EW 

26.7576 

71.1499 

JAISALMER 

Sam 

Chore(B) 

EW 

26.7653 

71.1767 

JAISALMER 

Sam 

Chore(C) 

EW 

26.7882 

71.1556 

JAISALMER 

Sam 

Damodara 

SH 

26.9000 

70.7167 

JAISALMER 

Sam 

DEVIKOT 

PIEZOMETER 

26.7026 

71.2062 

JAISALMER 

Sam 

Devikot 

EW 

26.7333 

71.1833 

JAISALMER 

Sam 

Dujasar 

SH 

26.9500 

70.6667 

JAISALMER 

Sam 

Duwara 

EW 

26.8320 

71.3976 

JAISALMER 

Sam 

Duwara 

SH 

26.8320 

71.3976 

JAISALMER 

Sam 

Haboor 

EW 

27.1216 

70.6601 

JAISALMER 

Sam 

HABUR 

PIEZOMETER 

27.1178 

70.6396 

JAISALMER 

Sam 

HABUR-3 

PIEZOMETER 

27.1178 

70.6396 

JAISALMER 

Sam 

KOTRI 

PIEZOMETER 

26.6936 

70.8445 

JAISALMER 

Sam 

Sankarana 

EW 

26.7833 

71.1167 

JAISALMER 

Sam 

Sanu 

EW 

27.2187 

70.6648 

JAISALMER 

Sam 

Sanu 

EW 

27.2187 

70.6648 

JAISALMER 

Sam 

Sanwata Par 

EW 

26.6697 

71.3164 

JAISALMER 

Sam 

Sirwa 

SH 

26.6500 

71.1167 

JAISALMER 

Sam 

Sirwa 

PZ 

26.6500 

71.1167 

JAISALMER 

Sam 

Sobhai Nadi 

EW 

26.6576 

70.8786 

JAISALMER 

Sankra 

BAMBARA 

PIEZOMETER 

27.0284 

71.5730 

JAISALMER 

Sankra 

BHAINSARA-I 

PIEZOMETER 

26.6188 

71.4930 

JAISALMER 

Sankra 

BHAINSARA-II 

PIEZOMETER 

26.6188 

71.4930 

JAISALMER 

Sankra 

BHAKHRI 

PIEZOMETER 

26.7339 

72.0636 

JAISALMER 

Sankra 

BIRAMDEORA 

PIEZOMETER 

27.0107 

71.9485 

JAISALMER 

Sankra 

CHACHA 

PIEZOMETER 

26.9928 

71.7593 

JAISALMER 

Sankra 

DHOLIA 

PIEZOMETER 

27.0125 

71.6029 

JAISALMER 

Sankra 

Dholia 

EW 

27.0024 

71.5899 

JAISALMER 

Sankra 

LATHI 

PIEZOMETER 

27.0274 

71.5130 

JAISALMER 

Sankra 

Lathi 

EW 

27.0238 

71.5006 

JAISALMER 

Sankra 

LAVA 

PIEZOMETER 

26.8519 

72.0659 

JAISALMER 

Sankra 

Near Lathi 

EW 

27.0088 

71.4967 

JAISALMER 

Sankra 

Nnw Of Ladthi 

EW 

27.0533 

71.4968 

JAISALMER 

Sankra 

RAMDEORA-2 

PIEZOMETER 

27.0106 

71.9325 

JAISALMER 

Sankra 

UZLA 

PIEZOMETER 

26.8114 

71.9614 

JODHPUR 

Bap 

AJASAR 

PIEZOMETER 

27.2957 

73.0139 

JODHPUR 

Bap 

BALASAR 

PIEZOMETER 

27.3227 

72.6968 

JODHPUR 

Bap 

BAMANWAS 

EXP LO RATO RY_W ELL 

27.2760 

73.0379 

JODHPUR 

Bap 

BAMANWAS 

EXP LO RATO RY_W ELL 

27.2760 

73.0379 

JODHPUR 

Bap 

Bap 

EW 

27.3708 

72.3771 

JODHPUR 

Bap 

BARU 

PIEZOMETER 

27.3557 

71.8561 

JODHPUR 

Bap 

Bhaolo 

EW 

27.3707 

71.9304 

JODHPUR 

Bap 

DHOLIA 

PIEZOMETER 

27.2892 

71.9362 

JODHPUR 

Bap 

DHOLIYA 

PIEZOMETER 

27.2986 

71.9400 

JODHPUR 

Bap 

Ghatour 

EW-I 

27.4167 

72.2333 

JODHPUR 

Bap 

Ghatour 

EW-II 

27.4167 

72.2333 

JODHPUR 

Bap 

JAMBA 

PIEZOMETER 

27.3248 

72.5678 

JODHPUR 

Bap 

Jemla 

EW-I 

27.4625 

72.1667 

JODHPUR 

Bap 

Khetosar 

PZ 

27.3357 

72.0397 

JODHPUR 

Bap 

KHIDRATH 

PIEZOMETER 

27.5811 

72.5591 

JODHPUR 

Bap 

Malar 

SH 

27.2000 

72.4000 


Total Depth 
Drilled 
(m bgl) 


Static 
Water 
Level 
(m bgl) 


Discharge Drawdown 

dps) (m) 


Specific 

Capacity Specific Transmi- Storage 
(Discharge - Yield ssivity Coeffcient 
Drawdown) (Sy) (T) (S) 

Ips/m 


Chemical Quality 

EC 

|j/cm at 
25 °C 

cr 1 

(mg/l) 

F 1 

(mg/l) 


Hydrogeological Unit 



Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jalore Granite 


Jalore Granite 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Rhyolite 


Jurassic Sandstone 


Jurassic Sandstone 


Vindhyan Sandstone 


Rhyolite 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Younger Alluvium 


Younger Alluvium 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 






















































































































































































































































































































































































































































































































































































































































Coordinate 


District 

Block 

Village 

Type 
of Well 

Latitude 

Longitude 

JODHPUR 

Bap 

Manchitia 

EW 

27.4932 

72.3345 

JODHPUR 

Bap 

MANDLI 

EXP LO RATO RY_W ELL 

27.4622 

72.2297 

JODHPUR 

Bap 

MAYAKOR 

EXP LO RATO RY_W ELL 

27.5500 

72.8090 

JODHPUR 

Bap 

RANERI 

EXP LO RATO RY_W ELL 

27.2992 

72.1442 

JODHPUR 

Bap 

Rawara 

SH 

27.4014 

72.1831 

JODHPUR 

Bap 

SIRDHA 

PIEZOMETER 

27.4592 

72.5772 

JODHPUR 

Bap 

SODADARA 

PIEZOMETER 

27.4812 

72.6300 

JODHPUR 

Bap 

UDDAT 

EXP LO RATO RY_W ELL 

27.5336 

72.7140 

JODHPUR 

Bhopalgarh 

MANGERIA 

PIEZOMETER 

26.8678 

73.4203 

JODHPUR 

Osian 

Bhakri 

EW 

26.8970 

72.5993 

JODHPUR 

Osian 

PUNASAR. 

PIEZOMETER 

27.0777 

73.0546 

JODHPUR 

Phalodi 

AAU 

EXP LO RATO RY_W ELL 

27.1502 

72.8834 

JODHPUR 

Phalodi 

Banasar 

EW 

27.1500 

72.6167 

JODHPUR 

Phalodi 

BENGTHIKALLAN 

PIEZOMETER 

27.1544 

72.1888 

JODHPUR 

Phalodi 

BENGTI KALLAN. 

PIEZOMETER 

27.1449 

72.1965 

JODHPUR 

Phalodi 

CHADI. 

PIEZOMETER 

27.1185 

73.0445 

JODHPUR 

Phalodi 

CHOTINA. 

PIEZOMETER 

27.1404 

73.0518 

JODHPUR 

Phalodi 

Denok 

EW 

27.1250 

72.6980 

JODHPUR 

Phalodi 

DHADHOO. 

PIEZOMETER 

26.9337 

72.1596 

JODHPUR 

Phalodi 

DHELANA 

EXP LO RATO RY_W ELL 

26.9427 

72.6162 

JODHPUR 

Phalodi 

KHARA RAYDA. 

PIEZOMETER 

27.0386 

72.1684 

JODHPUR 

Phalodi 

Khara 

EW 

27.0641 

72.1673 

JODHPUR 

Phalodi 

Khichan 

EW 

27.1408 

72.4533 

JODHPUR 

Phalodi 

KHIGHAN 

PIEZOMETER 

27.1488 

72.4471 

JODHPUR 

Phalodi 

Kolu 

PZ 

26.9183 

72.3245 

JODHPUR 

Phalodi 

KUSHALAWA 

PIEZOMETER 

26.8530 

72.3713 

JODHPUR 

Phalodi 

LOHAWAT. 

PIEZOMETER 

26.9900 

72.5666 

JODHPUR 

Phalodi 

Mandla Kalan 

EW 

26.8293 

72.2002 

JODHPUR 

Phalodi 

MORIYA 

PIEZOMETER 

27.1591 

72.6569 

JODHPUR 

Phalodi 

Pilwa 

EW 

26.8540 

72.4681 

JODHPUR 

Phalodi 

UGRAS. 

PIEZOMETER 

26.9847 

72.1169 

JODHPUR 

Shergarh 

LALPURA 

PIEZOMETER 

26.7840 

72.0684 

KARAULI 

Sapotra 

DABRA 

PIEZOMETER 

26.3865 

76.7623 

NAGAUR 

Degana 

BACHWARI 

EXP LO RATO RY_W ELL 

26.9514 

74.0811 

NAGAUR 

Degana 

BUTATI 

EXP LO RATO RY_W ELL 

26.8933 

73.9769 

NAGAUR 

Degana 

SANJU 

EXP LO RATO RY_W ELL 

27.0060 

74.1585 

NAGAUR 

Degana 

Sindhlas 

EW 

26.9333 

74.0000 

NAGAUR 

Didwana 

Ass Ki Dhani 

EW 

27.4326 

74.6396 

NAGAUR 

Didwana 

Bari Chhapri 

SH 

27.3454 

74.6846 

NAGAUR 

Didwana 

BICHAWA 

EXP LO RATO RY_W ELL 

27.2500 

74.3500 

NAGAUR 

Didwana 

CHHOTI BERI 

EXP LO RATO RY_W ELL 

27.3802 

74.7572 

NAGAUR 

Didwana 

DABRA 

PIEZOMETER 

27.3247 

74.7660 

NAGAUR 

Didwana 

Dhanakoli 

SH 

27.3167 

74.8167 

NAGAUR 

Didwana 

Dhankoli 

EW 

27.3273 

74.8166 

NAGAUR 

Didwana 

KAIRAP 

EXP LO RATO RY_W ELL 

27.3000 

74.3833 

NAGAUR 

Didwana 

KHOJAS 

EXP LO RATO RY_W ELL 

27.2262 

74.5501 

NAGAUR 

Didwana 

KHUNKHUNA 

EXP LO RATO RY_W ELL 

27.3000 

74.4833 

NAGAUR 

Didwana 

KHUNKHUNA 

EXP LO RATO RY_W ELL 

27.3000 

74.4833 

NAGAUR 

Didwana 

KHURI 

PIEZOMETER 

27.1228 

74.3880 

NAGAUR 

Didwana 

KHURI 

EXP LO RATO RY_W ELL 

27.1228 

74.3880 

NAGAUR 

Didwana 

KHURI 

EXP LO RATO RY_W ELL 

27.1228 

74.3880 


Total Depth 
Drilled 
(m bgl) 


Static 
Water 
Level 
(m bgl) 



Specific 

Capacity Specific Transmi- Storage 
(Discharge - Yield ssivity Coeffcient 
Drawdown) (Sy) (T) (S) 

Ips/m 


Chemical Quality 

EC 

|j/cm at 
25 °C 

cr 1 

(mg/l) 

F 1 

(mg/l) 


8640 1846.0 1.04 


6300 


580 2766.0 1.30 


5000 1276.0 8.40 



1080 

90.0 

5882 

1225.0 



4080 

630.0 

4584 

1160.0 

6500 

1503.0 

4600 

1020.0 

4600 

1023.0 



Hydrogeological Unit 


Younger Alluvium 
Younger Alluvium 
Vindhyan Sandstone 
Bilara Limestone 
Vindhyan Sandstone 
Bilara Limestone 
Vindhyan Sandstone 
Vindhyan Sandstone 
Bilara Limestone 
Vindhyan Sandstone 
Bilara Limestone 
Bilara Limestone 
Bilara Limestone 
Bilara Limestone 
Bilara Limestone 
Bilara Limestone 
Bilara Limestone 
Vindhyan Sandstone 
Vindhyan Sandstone 
Vindhyan Sandstone 
Vindhyan Sandstone 
Vindhyan Sandstone 
Bilara Limestone 
Bilara Limestone 
Vindhyan Sandstone 
Vindhyan Sandstone 
Vindhyan Sandstone 
Vindhyan Sandstone 
Bilara Limestone 
Vindhyan Sandstone 
Vindhyan Sandstone 
Vindhyan Sandstone 
Older Alluvium 
Tertiary Sandstone 
Tertiary Sandstone 
Tertiary Sandstone 
Tertiary Sandstone 
Phyllite & Schist 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 








































































































































































































































































































































































































































































































































































































































































Coordinate 


District 

Block 

Village 

Type 
of Well 

Latitude 

Longitude 

NAGAUR 

Didwana 

Kichak 

PZ 

27.3349 

74.7117 

NAGAUR 

Didwana 

KOLIA 

EXP LO RATO RY_W ELL 

27.3500 

74.4833 

NAGAUR 

Didwana 

KOLIYA 

PIEZOMETER 

27.3589 

74.4678 

NAGAUR 

Didwana 

KURLI 

EXP LO RATO RY_W ELL 

27.2992 

74.6435 

NAGAUR 

Didwana 

Laoroli Kalan 

EW 

27.2499 

74.4177 

NAGAUR 

Didwana 

MANDUPURA 

EXP LO RATO RY_W ELL 

27.1788 

74.4480 

NAGAUR 

Didwana 

Maulasar 

EW 

27.3174 

74.7342 

NAGAUR 

Didwana 

MOLASAR 

PIEZOMETER 

27.3137 

74.7375 

NAGAUR 

Didwana 

NIBI KHURD 

PIEZOMETER 

27.3375 

74.6144 

NAGAUR 

Didwana 

NIMOD 

PIEZOMETER 

27.2387 

74.7765 

NAGAUR 

Didwana 

Nimod 

EW 

27.2361 

74.7695 

NAGAUR 

Didwana 

Parli 

EW 

27.4333 

74.8000 

NAGAUR 

Didwana 

PHOGRI 

EXP LO RATO RY_W ELL 

27.3775 

74.6962 

NAGAUR 

Didwana 

PIRWA 

EXP LO RATO RY_W ELL 

27.2151 

74.4504 

NAGAUR 

Didwana 

RANISAR JODHA 

EXP LO RATO RY_W ELL 

27.2978 

74.3579 

NAGAUR 

Didwana 

Ransisar Chama 

EW 

27.2833 

74.3667 

NAGAUR 

Didwana 

Rashidpur 

EW 

27.2743 

74.7666 

NAGAUR 

Didwana 

SUPKA 

EXP LO RATO RY_W ELL 

27.4409 

74.6570 

NAGAUR 

Jayal 

Bamel 

EW 

27.1833 

74.2667 

NAGAUR 

Jayal 

Bamel 

EW 

27.1833 

74.2667 

NAGAUR 

Jayal 

BHAWALA 

EXP LO RATO RY_W ELL 

26.9962 

74.0937 

NAGAUR 

Jayal 

BOSURI 

EXP LO RATO RY_W ELL 

27.5000 

73.8668 

NAGAUR 

Jayal 

BURRI 

EXP LO RATO RY_W ELL 

27.3745 

73.9780 

NAGAUR 

Jayal 

CHHAJOLI 

EXP LO RATO RY_W ELL 

27.1542 

74.2173 

NAGAUR 

Jayal 

CHHAPRA 

EXP LO RATO RY_W ELL 

27.3309 

74.0324 

NAGAUR 

Jayal 

DEH 

PIEZOMETER 

27.3146 

73.9157 

NAGAUR 

Jayal 

DEROLI 

EXP LO RATO RY_W ELL 

27.1010 

74.1343 

NAGAUR 

Jayal 

JAYAL 

PIEZOMETER 

27.2078 

74.1910 

NAGAUR 

Jayal 

KALWI 

EXP LO RATO RY_W ELL 

27.0039 

74.1278 

NAGAUR 

Jayal 

KASNAU 

EXP LO RATO RY_W ELL 

27.0550 

74.0673 

NAGAUR 

Jayal 

KHANWAR 

PIEZOMETER 

27.2030 

73.9648 

NAGAUR 

Jayal 

KHATU KALLAN 

PIEZOMETER 

27.1197 

74.2919 

NAGAUR 

Jayal 

Khinyala 

EW 

27.3006 

74.2096 

NAGAUR 

Jayal 

MANGLOD 

EXP LO RATO RY_W ELL 

27.2717 

74.0644 

NAGAUR 

Jayal 

Mangold 

EW 

27.2500 

74.0796 

NAGAUR 

Jayal 

Nokha Jodha 

EW 

27.2833 

74.2500 

NAGAUR 

Jayal 

Pharod 

EW 

27.1333 

74.0450 

NAGAUR 

Jayal 

PINDIA 

EXP LO RATO RY_W ELL 

27.0803 

74.1886 

NAGAUR 

Jayal 

PINDIYA 

PIEZOMETER 

27.0845 

74.2035 

NAGAUR 

Jayal 

ROL 

EXP LO RATO RY_W ELL 

27.1667 

73.9500 

NAGAUR 

Jayal 

Rol 

EW 

27.1667 

73.9333 

NAGAUR 

Jayal 

TARNAU 

PIEZOMETER 

27.1333 

74.1287 

NAGAUR 

Kuchaman City 

HUDEEL 

PIEZOMETER 

27.3603 

75.0604 

NAGAUR 

Ladnu 

BHARANWA 

EXP LO RATO RY_W ELL 

27.5088 

74.2694 

NAGAUR 

Ladnu 

DAULATPURA 

EXP LO RATO RY_W ELL 

27.4833 

74.5000 

NAGAUR 

Ladnu 

DHURILA 

EXP LO RATO RY_W ELL 

27.3665 

74.3309 

NAGAUR 

Ladnu 

LUKAS 

PIEZOMETER 

27.5636 

74.3299 

NAGAUR 

Ladnu 

MANU 

EXP LO RATO RY_W ELL 

27.5364 

74.2650 

NAGAUR 

Ladnu 

ROJA 

PIEZOMETER 

27.3928 

74.2351 

NAGAUR 

Ladnu 

Sanward 

EW 

27.5000 

74.4833 

NAGAUR 

Makrana 

DHANANWAN 

PIEZOMETER 

27.1673 

74.5610 


Total Depth 
Drilled 
(m bgl) 


Static 
Water 
Level 
(m bgl) 

Discharge 

dps) 

45.08 

0.75 



34.00 

0.63 

38.00 

12.71 

23.20 

5.83 

32.00 

0.22 

39.50 

2.50 

46.10 

2.52 

30.00 

2.52 

40.00 

0.63 



Specific 

Capacity Specific Transmi- Storage 
(Discharge - Yield ssivity Coeffcient 
Drawdown) (Sy) (T) (S) 

Ips/m 


Chemical Quality 

EC 

|j/cm at 
25 °C 

cr 1 

(mg/l) 

F 1 

(mg/l) 



33.64 

0.45 

27.00 

7.14 

32.00 

4.20 

32.00 

7.42 

38.50 

3.66 

37.86 

2.50 

7.00 

0.25 


59.85 

1.30 

28.00 

3.92 

30.00 

10.08 

40.00 

13.61 

60.00 

10.08 

32.00 

8.40 

23.00 

3.78 

28.50 

6.30 

36.00 

0.63 

35.00 

10.08 

26.82 

33.31 

33.00 

3.78 

80.00 

5.04 



1490 

96.0 

1520 

216.0 

8530 

195.0 

6020 

1600.0 

1171 

117.0 

1400 

128.0 

5000 

854.0 

1210 

74.0 

1008 

41.0 

1950 

133.0 

3200 

318.0 

1750 

121.0 

4700 

1028.0 

4495 

971.0 

900 

180.0 

13050 

3727.0 

3525 

886.0 

1870 

284.0 

6100 

1630.0 

7600 

2110.0 

9100 

2376.0 

790 

61.0 

7700 

1810.0 

3700 

812.0 

7500 

2146.0 

1490 

156.0 

5000 

1283.0 

7143 

1850.0 

5000 

943.0 

2100 

191.0 



9750 

2163.0 

26622 

11000.0 



6900 

1663.0 

1700 

440.0 

7650 

2134.0 

3702 

425.0 

6600 

1899.0 

1600 

259.0 

6500 

1440.0 

64700 

1518.0 

5915 

164.0 

4700 

865.0 


Hydrogeological Unit 


Older Alluvium 
Older Alluvium 
Phyllite & Schist 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Phyllite & Schist 
Bilara Limestone 
Bilara Limestone 
Tertiary Sandstone 
Vindhyan Sandstone 
Bilara Limestone 
Vindhyan Sandstone 
Bilara Limestone 
Bilara Limestone 
Older Alluvium 
Vindhyan Sandstone 
Tertiary Sandstone 
Tertiary Sandstone 
Bilara Limestone 
Vindhyan Sandstone 
Bilara Limestone 
Bilara Limestone 
Bilara Limestone 
Bilara Limestone 
Bilara Limestone 
Vindhyan Sandstone 
Vindhyan Sandstone 
Bilara Limestone 
Bilara Limestone 
Older Alluvium 
Older Alluvium 
Vindhyan Sandstone 
Phyllite & Schist 
Bilara Limestone 
Vindhyan Sandstone 
Vindhyan Sandstone 
Bilara Limestone 
Phyllite & Schist 
Older Alluvium 

























































































































































































































































































































































































































































































































































































































































































Type 
of Well 


Coordinate 

Latitude 

Longitude 


Total Depth 
Drilled 
(m bgl) 


Static 
Water 
Level 
(m bgl) 


Discharge Drawdown 

dps) (m) 


Specific 

Capacity Specific Transmi- Storage 
(Discharge - Yield ssivity Coeffcient 
Drawdown) (Sy) (T) (S) 

Ips/m 


Chemical Quality 

EC 

p/cm at 
25 °C 

cr 1 

(mg/l) 

F 1 

(mg/l) 


Hydrogeological Unit 


NAGAUR 

Mundwa 

BALAYA 

EXP LO RATO RY_W ELL 

27.0457 

73.6637 

201.00 

NAGAUR 

Mundwa 

BALAYA 

EXP LO RATO RY_W ELL 

27.0457 

73.6637 

70.00 

NAGAUR 

Mundwa 

BHADANA 

PIEZOMETER 

27.0554 

73.8726 

155.00 

NAGAUR 

Mundwa 

BHAKROD 

PIEZOMETER 

27.0529 

73.5826 

150.00 

NAGAUR 

Mundwa 

BIRLOKA 

PIEZOMETER 

26.9716 

73.1365 

170.00 

NAGAUR 

Mundwa 

Gauj 

EW 

26.9667 

73.9000 

200.90 

NAGAUR 

Mundwa 

GOLASANI 

EXP LO RATO RY_W ELL 

26.9108 

73.7091 

180.00 

NAGAUR 

Mundwa 

INANA 

PIEZOMETER 

27.1339 

73.8314 

100.00 

NAGAUR 

Mundwa 

Indokali 

EW 

26.8804 

73.8172 

207.80 

NAGAUR 

Mundwa 

Khain 

EW 

27.0964 

73.7997 

197.80 

NAGAUR 

Mundwa 

KHAJWANA 

PIEZOMETER 

26.9145 

73.8449 

148.00 

NAGAUR 

Mundwa 

KHARNAL 

PIEZOMETER 

27.0839 

73.6402 

150.00 

NAGAUR 

Mundwa 

KHINWSAR 

PIEZOMETER 

26.9777 

73.3943 

70.00 

NAGAUR 

Mundwa 

KUCHERA 

PIEZOMETER 

26.9705 

73.9839 

100.00 

NAGAUR 

Mundwa 

KUCHERA 

EXP LO RATO RY_W ELL 

26.9705 

73.9839 

210.31 

NAGAUR 

Mundwa 

Kuchera 

PZ 

26.9667 

73.9667 

118.00 

NAGAUR 

Mundwa 

MUNDWA 

PIEZOMETER 

27.0505 

73.8159 

90.00 

NAGAUR 

Mundwa 

MUNDWA 

PIEZOMETER 

27.0505 

73.8159 

150.00 

NAGAUR 

Mundwa 

NAGRI 

PIEZOMETER 

26.9029 

73.3686 

180.00 

NAGAUR 

Mundwa 

SOTIKA 

EXP LO RATO RY_W ELL 

27.0192 

73.1841 

211.00 

NAGAUR 

Mundwa 

UNDWA 

EXP LO RATO RY_W ELL 

27.0408 

73.8259 

150.00 

NAGAUR 

Nagaur 

ALAI 

PIEZOMETER 

27.3145 

73.5516 

270.00 

NAGAUR 

Nagaur 

BASNI 

EXP LO RATO RY_W ELL 

27.1925 

73.7134 

153.01 

NAGAUR 

Nagaur 

Baswani 

EW 

27.1308 

73.5710 

99.15 

NAGAUR 

Nagaur 

CHELLO 

PIEZOMETER 

27.4560 

73.6072 

93.00 

NAGAUR 

Nagaur 

DHOLIADHAR 

EXP LO RATO RY_W ELL 

27.2737 

73.1485 

211.00 

NAGAUR 

Nagaur 

GODHAN 

EXP LO RATO RY_W ELL 

27.1513 

73.4541 

122.00 

NAGAUR 

Nagaur 

Golan 

EW 

27.3890 

73.8582 

168.00 

NAGAUR 

Nagaur 

GORERA 

EXP LO RATO RY_W ELL 

27.4367 

73.7682 

212.00 

NAGAUR 

Nagaur 

GUDA BHAGWANDAS 

EXP LO RATO RY_W ELL 

27.2302 

73.4872 

180.00 

NAGAUR 

Nagaur 

Jhareli 

PZ 

27.3039 

73.2124 

91.55 

NAGAUR 

Nagaur 

Jodhyasi 

SH 

27.4000 

73.8000 

275.23 

NAGAUR 

Nagaur 

KARNOO 

PIEZOMETER 

27.1946 

73.1321 

150.00 

NAGAUR 

Nagaur 

KHARI KARASOTA 

EXP LO RATO RY_W ELL 

27.2497 

73.5265 

146.00 

NAGAUR 

Nagaur 

Manasar 

SH 

27.1828 

73.7155 

398.00 

NAGAUR 

Nagaur 

NAGAUR 

PIEZOMETER 

27.2135 

73.7321 

70.00 

NAGAUR 

Nagaur 

NAGAUR 

EXP LO RATO RY_W ELL 

27.2135 

73.7321 

326.00 

NAGAUR 

Nagaur 

Nagaur 

PZ 

27.2000 

73.7500 

152.00 

NAGAUR 

Nagaur 

SHRI BALAJI 

PIEZOMETER 

27.2127 

73.7365 

60.00 

NAGAUR 

Nagaur 

SURJANIAWAS 

EXP LO RATO RY_W ELL 

27.3770 

73.6190 

85.00 

NAGAUR 

Nagaur 

TANKLA 

EXP LO RATO RY_W ELL 

27.0648 

73.5082 

128.50 

NAGAUR 

Nagaur 

Tausar 

EW 

27.1633 

73.7366 

69.49 

SIKAR 

Danta Ramgarh 

Banuda 

EW 

27.4050 

75.1162 

116.20 

SIKAR 

Danta Ramgarh 

BANURA 

PIEZOMETER 

27.4097 

75.1153 

114.00 

SIKAR 

Danta Ramgarh 

BHAGATPURA 

PIEZOMETER 

27.3884 

75.0294 

91.00 

SIKAR 

Danta Ramgarh 

BHIMAPURA 

EXP LO RATO RY_W ELL 

27.3547 

74.9323 

110.00 

SIKAR 

Danta Ramgarh 

Chhinchhas 

PZ 

27.4167 

75.0000 

88.90 

SIKAR 

Danta Ramgarh 

CHIRASARA 

PIEZOMETER 

27.3687 

74.9686 

85.00 

SIKAR 

Danta Ramgarh 

JANNA 

PIEZOMETER 

27.3430 

74.8966 

80.00 

SIKAR 

Danta Ramgarh 

KHICHRO KA BAS 

PIEZOMETER 

27.3972 

75.0393 

101.00 

SIKAR 

Danta Ramgarh 

KHOOD 

PIEZOMETER 

27.4171 

75.0579 

90.00 



Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 

























































































































































































































































































































































































































































































































































































































































Coordinate 


Chemical Quality 


District 

Block 

Village 

Type 
of Well 

Coordinate 

Total Depth 
Drilled 
(m bgl) 

Static 
Water 
Level 
(m bgl) 

Discharge 

dps) 

Drawdown 

(m) 

Specific 
Capacity 
(Discharge - 
Drawdown) 
Ips/m 

Specific 

Yield 

(Sy) 

Transmi¬ 

ssivity 

(T) 

Storage 

Coeffcient 

(S) 

Chemical Quality 

Hydrogeological Unit 

Latitude 

Longitude 

EC 

p/cm at 
25 °C 

cr 1 

(mg/l) 

F 1 

(mg/l) 

SIKAR 

Danta Ramgarh 

KHOOR 

PIEZOMETER 

27.4140 

75.0651 

100.00 

50.00 










Older Alluvium 

SIKAR 

Danta Ramgarh 

Khoor 

EW 

27.4177 

75.0615 

83.50 

14.57 

6.82 

9.85 

0.69 


174.00 

0.00 

710 

32.0 

0.46 

Older Alluvium 

SIKAR 

Danta Ramgarh 

KHUR 

PIEZOMETER 

27.4130 

75.0659 

93.00 











Older Alluvium 

SIKAR 

Danta Ramgarh 

Losal 

SH 

27.3833 

74.9500 

92.35 

33.50 







1588 

160.0 


Older Alluvium 

SIKAR 

Danta Ramgarh 

Losal 

PZ 

27.3833 

74.9500 

97.66 

38.80 

11.67 






980 

107.0 

1.00 

Older Alluvium 

SIKAR 

Danta Ramgarh 

SAAMI 

PIEZOMETER 

27.4392 

75.0275 

71.00 

38.00 










Older Alluvium 

SIKAR 

Danta Ramgarh 

SAMI 

PIEZOMETER 

27.4361 

75.0262 

73.00 

45.00 










Older Alluvium 

SIKAR 

Danta Ramgarh 

SAMI 

PIEZOMETER 

27.4361 

75.0262 

74.00 

39.00 










Older Alluvium 

SIKAR 

Danta Ramgarh 

SANGALYA 

PIEZOMETER 

27.3821 

75.0023 

100.00 











Older Alluvium 

SIKAR 

Dhond 

BIDOLI 

PIEZOMETER 

27.4321 

75.1582 

120.00 

66.00 










Older Alluvium 

SIKAR 

Dhond 

KAWAHPURA 

EXP LO RATO RY_W ELL 

27.4388 

75.0777 












Older Alluvium 

SIKAR 

Dhond 

LOSAL 

PIEZOMETER 

27.3816 

74.8834 

95.00 

42.00 










Older Alluvium 

SIKAR 

Dhond 

LOSAL 

PIEZOMETER 

27.3816 

74.8834 

87.00 

46.00 










Older Alluvium 

SIKAR 

Dhond 

LOSAL 

PIEZOMETER 

27.3816 

74.8834 

114.00 











Older Alluvium 

SIKAR 

Dhond 

SINGERAVAT 

PIEZOMETER 

27.4350 

74.8769 

76.00 

37.50 

0.98 









Older Alluvium 

SIKAR 

Dhond 

SINGHRAWAT 

PIEZOMETER 

27.4280 

74.8789 

85.00 











Older Alluvium 

SIKAR 

Dhond 

SINGRAWAT 

EXP LO RATO RY_W ELL 

27.4251 

74.8770 

85.00 

30.80 

4.41 






1400 

102.0 

0.40 

Older Alluvium 

SIKAR 

Fatehpur 

KHURI 

EXP LO RATO RY_W ELL 

27.9688 

74.9170 

98.80 

37.00 

3.78 

7.60 

0.50 




3738 

418.0 

3.60 

Older Alluvium 

Sub Basin: Sub 6 1 

BARMER 

Barmer 

Gagria 

EW 

25.7137 

70.8277 

18.00 

14.50 

Negligible 






2780 



Rhyolite 

BARMER 

Barmer 

Kharian-I 

EW 

25.6824 

70.9455 

37.94 

29.87 

0.15 

4.26 

0.04 




1583 



Rhyolite 

BARMER 

Barmer 

Kharian-li 

EW 

25.6817 

70.9491 

76.95 

17.22 

0.10 

5.04 

0.02 




29290 

9768.0 


Rhyolite 

BARMER 

Barmer 

Ramsar 

EW 

25.7128 

70.9184 

28.15 

20.50 

0.33 

1.20 

0.28 




6448 

1723.0 


Rhyolite 

BARMER 

Chohtan 

Ghonia 

PZ 

25.4429 

70.9316 

114.00 


0.83 

40.25 

0.02 




4025 


1.42 

Older Alluvium 

BARMER 

Sheo 

Antra 

SH 

26.2167 

71.0500 

66.30 











Tertiary Sandstone 

BARMER 

Sheo 

Balasar 

EW 

26.2000 

71.0833 

150.27 

80.95 


2.89 





5625 



Tertiary Sandstone 

BARMER 

Sheo 

GADRA ROAD 

PIEZOMETER 

25.7500 

70.6500 

289.62 











Jurassic Sandstone 

BARMER 

Sheo 

TURBI 

EXP LO RATO RY_W ELL 

25.9500 

70.7167 

71.30 











Jurassic Sandstone 

JAISALMER 

Sam 

ASOLAI 

PIEZOMETER 

26.6214 

70.8459 

200.00 

147.00 

0.63 






2100 

248.0 

1.92 

Jurassic Sandstone 

JAISALMER 

Sam 

ASUTAR 

PIEZOMETER 

27.2158 

70.1394 

125.00 

61.00 

8.51 

6.00 

1.42 




2000 

305.0 

0.88 

Younger Alluvium 

JAISALMER 

Sam 

Asutar 

EW 

27.2000 

70.1667 

125.00 

58.70 

3.33 

4.60 

0.72 




12170 

4225.0 

0.83 

Younger Alluvium 

JAISALMER 

Sam 

BAIYA 

PIEZOMETER 

26.2512 

70.7468 

180.00 

90.00 

3.78 









Jurassic Sandstone 

JAISALMER 

Sam 

Bhinyasar 

EW 

26.4514 

71.1659 

171.40 

101.00 

3.33 






5210 

1619.0 

2.12 

Jurassic Sandstone 

JAISALMER 

Sam 

Binjota 

SH 

26.5404 

70.9439 

245.00 











Jurassic Sandstone 

JAISALMER 

Sam 

Chepak Phanta 

EW 

26.5085 

70.9325 

193.20 

97.10 

2.50 






5720 

1917.0 

1.80 

Jurassic Sandstone 

JAISALMER 

Sam 

CHHATANGARH (ALA -JODHA) 

PIEZOMETER 

26.4611 

70.7584 

178.00 

90.00 

6.30 

5.00 

1.26 




4500 

1177.0 

1.68 

Jurassic Sandstone 

JAISALMER 

Sam 

Dandana 

EW 

26.7167 

70.2000 












Younger Alluvium 

JAISALMER 

Sam 

Deora 

EW 

26.3625 

70.9111 

178.00 

76.04 

5.83 






5000 

1576.0 

2.27 

Jurassic Sandstone 

JAISALMER 

Sam 

Dhobha 

PZ 

26.6167 

70.7333 

201.40 


3.33 






7430 


2.30 

Jurassic Sandstone 

JAISALMER 

Sam 

Fatehgarh 

EW 

26.5167 

71.2167 

302.97 

93.75 

25.35 

3.44 

7.37 







Jurassic Sandstone 

JAISALMER 

Sam 

Fatehgarh 

EW 

26.5167 

71.2167 

177.90 

94.25 

5.00 

2.85 

1.75 




4890 

1392.0 

2.90 

Jurassic Sandstone 

JAISALMER 

Sam 

Fatehgarh 

SH 

26.5167 

71.2167 

356.08 








4406 

1285.0 


Jurassic Sandstone 

JAISALMER 

Sam 

Gaje Singh Ka Tar 

EW 

27.6917 

70.2875 

131.00 

35.33 

3.33 






5320 

1640.0 

0.90 

Younger Alluvium 

JAISALMER 

Sam 

GAMNEWALA 

PIEZOMETER 

27.4609 

70.2899 

120.00 











Younger Alluvium 

JAISALMER 

Sam 

Gamnewala 

EW 

27.4553 

70.2706 

142.50 

62.22 

1.00 






9360 

2840.0 

1.60 

Younger Alluvium 

JAISALMER 

Sam 

GANGA-II 

PIEZOMETER 

26.7793 

70.5754 

261.00 

131.00 

4.41 






5000 

1347.0 

0.99 

Jurassic Sandstone 

JAISALMER 

Sam 

Ghantlyall 

EW 

27.7528 

70.4042 

130.00 

38.10 

3.67 






3060 

731.0 

1.30 

Younger Alluvium 

JAISALMER 

Sam 

GHOTARU 

PIEZOMETER 

27.3047 

70.0490 

133.00 

38.00 

5.04 






2500 

581.0 

0.92 

Younger Alluvium 

JAISALMER 

Sam 

Ghotaru 

EW 

27.3125 

70.0500 

120.00 

42.89 

4.00 

10.00 

0.40 




1330 

213.0 

0.41 

Younger Alluvium 

JAISALMER 

Sam 

Ghotaru 

OW 

27.3125 

70.0500 

137.50 

43.15 

3.67 






1510 

240.0 

0.40 

Younger Alluvium 

JAISALMER 

Sam 

Gurha 

EW 

26.2245 

70.7831 

187.30 

8.00 

3.67 

7.80 

0.47 




3550 

930.0 

1.20 

Jurassic Sandstone 

















































































































































































































































































































































































































































































































































































































Coordinate 


Chemical Quality 


District 

Block 

Village 

Type 
of Well 

Coordinate 

Total Depth 
Drilled 
(m bgl) 

Static 
Water 
Level 
(m bgl) 

Discharge 

dps) 

Drawdown 

(m) 

Specific 
Capacity 
(Discharge - 
Drawdown) 
Ips/m 

Specific 

Yield 

(Sy) 

Transmi¬ 

ssivity 

(T) 

Storage 

Coeffcient 

(S) 

Chemical Quality 

Hydrogeological Unit 

Latitude 

Longitude 

EC 

p/cm at 
25 °C 

cr 1 

(mg/l) 

F 1 

(mg/l) 

JAISALMER 

Sam 

Gurha 

EW 

26.2245 

70.7831 

144.90 

18.54 

5.42 

26.94 

0.20 




790 

92.0 

0.54 

Jurassic Sandstone 

JAISALMER 

Sam 

Harba 

SH 

26.3833 

71.0333 

607.47 








8119 

2170.0 


Jurassic Sandstone 

JAISALMER 

Sam 

Jhinjinyali 

EW 

26.2003 

70.8045 

234.08 

106.92 

6.30 

2.50 

2.52 







Jurassic Sandstone 

JAISALMER 

Sam 

KALAUI 

PIEZOMETER 

26.6965 

69.8467 

170.00 

25.00 

12.60 






3000 

433.0 

1.68 

Younger Alluvium 

JAISALMER 

Sam 

Kanoi 

EW 

26.8667 

70.5833 

302.97 











Jurassic Sandstone 

JAISALMER 

Sam 

Karthal 

EW 

27.7292 

70.4222 

125.30 

42.00 

3.67 






3390 

639.0 

2.20 

Younger Alluvium 

JAISALMER 

Sam 

KHARIA 

PIEZOMETER 

27.5321 

70.1566 

198.00 











Younger Alluvium 

JAISALMER 

Sam 

Kharin 

EW 

26.9550 

69.6114 

86.54 

2.84 

4.00 

28.00 

0.14 







Younger Alluvium 

JAISALMER 

Sam 

Kharin 

OW 

26.9550 

69.6114 

74.00 

2.84 










Younger Alluvium 

JAISALMER 

Sam 

Khuiala 

EW 

27.1420 

70.4943 

305.10 











Tertiary Sandstone 

JAISALMER 

Sam 

KISHANGARH 

PIEZOMETER 

27.8576 

70.5303 

125.00 

35.00 

6.30 






2200 

369.0 

0.92 

Younger Alluvium 

JAISALMER 

Sam 

Kishangarh 

EW 

27.8750 

70.5583 

156.00 

30.50 

16.67 

3.70 

4.50 




1970 

412.0 

1.00 

Younger Alluvium 

JAISALMER 

Sam 

Kishangarh 

OW-I 

27.8750 

70.5583 

106.90 

30.60 

15.00 






2210 

568.0 

1.26 

Younger Alluvium 

JAISALMER 

Sam 

Kishangarh 

OW-I 

27.8750 

70.5583 

106.40 

60.60 

15.00 






2070 

504.0 

1.01 

Younger Alluvium 

JAISALMER 

Sam 

Koda 

EW 

26.5388 

71.0844 

195.30 

124.00 

1.83 

5.00 

0.37 




4100 

1008.0 

2.16 

Jurassic Sandstone 

JAISALMER 

Sam 

Kodiyasar 

EW 

26.5419 

71.3319 

201.60 

103.00 

6.67 






2770 


3.70 

Jurassic Sandstone 

JAISALMER 

Sam 

Kodiyasar 

OW 

26.5419 

71.3319 

200.00 

103.21 

8.80 

3.95 

2.23 




2780 


3.54 

Jurassic Sandstone 

JAISALMER 

Sam 

KORIA-8 

PIEZOMETER 

26.5811 

70.5008 

183.00 

108.00 

3.78 






3500 

1050.0 

0.72 

Jurassic Sandstone 

JAISALMER 

Sam 

Kurla Beri 

EW 

27.8524 

70.5333 

121.50 

35.30 

10.83 






2480 

625.0 

0.60 

Younger Alluvium 

JAISALMER 

Sam 

Laxmansar 

EW 

26.5428 

71.3449 

167.00 








1630 

263.0 

2.30 

Jurassic Sandstone 

JAISALMER 

Sam 

Longewala-I 

EW 

27.5167 

70.1833 

116.40 

47.15 

2.92 






2930 

873.0 

1.00 

Younger Alluvium 

JAISALMER 

Sam 

Longewala-li 

EW 

27.5167 

70.2167 

138.50 

51.10 

1.83 






6500 

2009.0 

1.40 

Younger Alluvium 

JAISALMER 

Sam 

Longewala-lii 

EW 

27.5208 

70.1233 

151.10 

51.25 










Younger Alluvium 

JAISALMER 

Sam 

Longewala-lv 

EW 

27.5341 

70.1373 

137.00 

55.50 

2.33 

2.34 

1.00 




5370 

1512.0 

0.27 

Younger Alluvium 

JAISALMER 

Sam 

LUNAR 

PIEZOMETER 

26.5715 

70.2512 

200.00 

90.00 

3.78 






10500 

2200.0 

2.59 

Younger Alluvium 

JAISALMER 

Sam 

MITHRAU 

PIEZOMETER 

26.1633 

70.1594 

150.00 

60.00 

5.67 






7600 

2804.0 

2.73 

Younger Alluvium 

JAISALMER 

Sam 

MIYAJLAR (SATTO) 

PIEZOMETER 

26.2555 

70.3245 

123.00 

62.00 

3.15 






3000 

709.0 

1.28 

Jurassic Sandstone 

JAISALMER 

Sam 

Moda 

EW 

26.2961 

70.9719 

151.65 

88.60 

1.83 

6.80 

0.27 




5240 

1.8 


Jurassic Sandstone 

JAISALMER 

Sam 

Natu Ka Bera 

EW 

27.8111 

70.4153 

120.05 

31.70 

3.67 

2.40 

1.53 




4410 

996.0 

0.60 

Younger Alluvium 

JAISALMER 

Sam 

NIMBLI 

PIEZOMETER 

26.1532 

70.8390 

252.00 

137.00 

3.78 






4850 

1234.0 

1.36 

Jurassic Sandstone 

JAISALMER 

Sam 

Nlhal Khan Ki Dhani 

EW 

27.3917 

70.1083 

131.20 

43.50 

2.50 






9500 

2875.0 

1.00 

Younger Alluvium 

JAISALMER 

Sam 

POCHINA 

PIEZOMETER 

26.3337 

70.2283 

170.00 

89.50 

0.50 






9600 

2748.0 

0.72 

Younger Alluvium 

JAISALMER 

Sam 

Rama 

EW 

26.5500 

71.0500 

255.42 

120.40 

18.92 

5.95 

3.18 


993.00 


2660 

640.0 


Jurassic Sandstone 

JAISALMER 

Sam 

Rama* 

PZ 

26.5500 

71.0500 

162.00 

101.00 










Jurassic Sandstone 

JAISALMER 

Sam 

Ranau (4 Km)-Ramgarh Road 

EW 

27.6250 

70.4458 

151.00 

64.85 

1.00 

3.00 

0.33 




3400 

1008.0 

0.64 

Younger Alluvium 

JAISALMER 

Sam 

Ranau 

EW 

27.6530 

70.4504 

125.60 

38.10 

0.80 






1210 

234.0 

0.90 

Younger Alluvium 

JAISALMER 

Sam 

Ranau 

OW 

27.6530 

70.4504 

125.00 

64.10 

3.33 









Younger Alluvium 

JAISALMER 

Sam 

Ranau-7 Km. Tanot Road 

EW 

27.6586 

70.4438 

129.00 








7300 

1597.0 

1.48 

Younger Alluvium 

JAISALMER 

Sam 

Ranau-LI 

EW 

27.6407 

70.4411 

102.00 

19.00 

5.00 

0.27 

18.52 




1570 

192.0 

4.00 

Younger Alluvium 

JAISALMER 

Sam 

Ranau-LI 

SH 

27.6407 

70.4411 

199.95 











Younger Alluvium 

JAISALMER 

Sam 

SADEWALA 

PIEZOMETER 

27.6392 

70.1772 

125.00 

42.00 

1.89 









Younger Alluvium 

JAISALMER 

Sam 

Sajit 

EW 

26.4000 

71.1000 

200.00 

90.35 

6.67 






5720 

1789.0 

44.00 

Jurassic Sandstone 

JAISALMER 

Sam 

Sam 

EW 

26.8208 

70.5345 

315.77 











Jurassic Sandstone 

JAISALMER 

Sam 

Shobh 

EW 

26.5958 

70.8967 

204.00 

103.50 

4.17 






4910 

1434.0 

2.02 

Jurassic Sandstone 

JAISALMER 

Sam 

Sihar 

SH 

26.8639 

69.8973 

160.57 








2578 

620.0 


Younger Alluvium 

JAISALMER 

Sam 

Sitorai 

EW 

26.6000 

71.0208 

187.80 

121.15 

3.33 






3250 

888.0 

2.57 

Jurassic Sandstone 

JAISALMER 

Sam 

Siyalo Ki Basti 

EW 

26.9917 

70.5250 

200.40 

104.00 

4.83 

21.69 

0.22 




11080 


1.91 

Jurassic Sandstone 

River Basin: Parbati 

Sub Basin: Parbati 

DHAULPUR 

Bari 

BARI 

PIEZOMETER 

26.6447 

77.6194 

70.00 

5.00 

10.08 






50 

92.0 

1.14 

Older Alluvium 

DHAULPUR 

Bari 

CHILLACHOND 

PIEZOMETER 

26.5948 

77.5071 

115.00 

8.50 

0.50 






1100 

156.0 

0.40 

Bhander Sandstone 


















































































































































































































































































































































































































































































































































































































































Coordinate 


Chemical Quality 


District 

Block 

Village 

Type 
of Well 

Coordinate 

Total Depth 
Drilled 
(m bgl) 

Static 
Water 
Level 
(m bgl) 

Discharge 

dps) 

Drawdown 

(m) 

Specific 
Capacity 
(Discharge - 
Drawdown) 
Ips/m 

Specific 

Yield 

(Sy) 

Transmi¬ 

ssivity 

(T) 

Storage 

Coeffcient 

(S) 

Chemical Quality 

Hydrogeological Unit 

Latitude 

Longitude 

EC 

p/cm at 
25 °C 

Cl' 1 

(mg/I) 

F' 1 

(mg/I) 

DHAULPUR 

Bari 

GAJPURA 

PIEZOMETER 

26.5985 

77.6974 

123.00 

DRY 










Bhander Sandstone 

DHAULPUR 

Bari 

GUJARPURA 

PIEZOMETER 

26.7622 

77.7169 

39.00 

9.45 

3.78 






530 

28.0 

0.50 

Older Alluvium 

DHAULPUR 

Bari 

JAPAWALI 

PIEZOMETER 

26.7275 

77.7308 

50.00 

10.70 

6.30 









Older Alluvium 

DHAULPUR 

Bari 

Kanchanpur 

EW 

26.7156 

77.6828 

48.80 

8.28 

7.33 






620 

21.0 

0.32 

Older Alluvium 

DHAULPUR 

Bari 

KHANPUR 

PIEZOMETER 

26.6239 

77.6500 

154.00 

8.00 

1.01 






2400 

404.0 

0.40 

Bhander Sandstone 

DHAULPUR 

Bari 

KHANPUR 

PIEZOMETER 

26.6239 

77.6500 

101.00 

2.00 

NEGLIGIBLE 


NEGLIGIBLE 







Bhander Sandstone 

DHAULPUR 

Bari 

NOHRA 

PIEZOMETER 

26.7508 

77.6446 

50.00 

18.00 










Older Alluvium 

DHAULPUR 

Bari 

SOHNA 

PIEZOMETER 

26.7176 

77.6908 

85.00 

15.00 

3.78 






1270 

44.0 

0.80 

Older Alluvium 

DHAULPUR 

Bari 

SOHNA 

OPENWELL 

26.7176 

77.6908 

85.00 

15.00 

4.41 






1010 

41.0 

0.40 

Older Alluvium 

DHAULPUR 

Bari 

SONA KA GURJA 

PIEZOMETER 

26.6363 

77.5685 

130.00 

3.00 

0.76 






1020 

99.0 

0.74 

Bhander Sandstone 

DHAULPUR 

Bari 

SUNIPUR 

PIEZOMETER 

26.6366 

77.5680 

44.00 

12.00 

4.20 






550 

35.0 

1.20 

Bhander Sandstone 

DHAULPUR 

Baseri 

ANGAI 

PIEZOMETER 

26.6021 

77.4763 

62.00 

17.00 

5.04 






420 

32.0 

0.40 

Bhander Sandstone 

DHAULPUR 

Baseri 

Balempur 

PZ 

26.7500 

77.6000 

28.50 

6.42 

2.43 






1040 

36.0 

1.30 

Older Alluvium 

DHAULPUR 

Baseri 

CHANDPUR 

PIEZOMETER 

26.5250 

77.2639 

108.00 

2.00 

NEGLIGIBLE 


NEGLIGIBLE 







Bhander Sandstone 

DHAULPUR 

Baseri 

MOHARI 

PIEZOMETER 

26.7165 

77.5397 

70.00 

9.25 

0.25 






510 

61.0 

0.40 

Bhander Sandstone 

DHAULPUR 

Baseri 

Pura Ka Sad 

PZ 

26.8083 

77.6750 

28.14 

3.50 

8.33 

9.97 

0.84 




1240 

28.0 

2.40 

Older Alluvium 

DHAULPUR 

Baseri 

RAHRAI 

PIEZOMETER 

26.5784 

77.4539 

100.00 

9.00 

NEGLIGIBLE 


NEGLIGIBLE 







Bhander Sandstone 

DHAULPUR 

Baseri 

SIRMATHURA 

PIEZOMETER 

26.5125 

77.3792 

60.00 

30.00 

0.63 






730 

89.0 


Bhander Sandstone 

DHAULPUR 

Dhaulpur 

BISNODA 

PIEZOMETER 

26.6611 

77.8028 

150.00 


DRY 


DRY 







Bhander Sandstone 

DHAULPUR 

Dhaulpur 

DARIYAPUR 

PIEZOMETER 

26.7384 

77.8962 

80.00 

25.00 

0.13 






1310 

68.0 

1.60 

Older Alluvium 

DHAULPUR 

Dhaulpur 

KAREEMPUR 

PIEZOMETER 

26.7500 

77.8139 

55.00 

12.30 

3.15 






990 

71.0 

0.50 

Older Alluvium 

DHAULPUR 

Dhaulpur 

KAREEMPUR 

PIEZOMETER 

26.7500 

77.8139 

60.00 

15.00 

3.86 






1600 

85.0 


Older Alluvium 

DHAULPUR 

Dhaulpur 

Karimpur 

SH 

26.7500 

77.8167 

73.70 


2.00 






1710 

92.0 

0.96 

Older Alluvium 

DHAULPUR 

Dhaulpur 

Raj pur 

PZ 

26.8167 

77.8333 

65.80 

8.70 

5.83 






1550 

64.0 

2.15 

Older Alluvium 

DHAULPUR 

Dhaulpur 

SAIPU 

PIEZOMETER 

26.8149 

77.7459 

53.00 

8.00 

2.52 






1400 

50.0 

0.40 

Older Alluvium 

DHAULPUR 

Dhaulpur 

SUKHWARA 

PIEZOMETER 

26.8417 

77.8583 

46.00 

15.00 

1.89 






8500 

2177.0 

1.20 

Older Alluvium 

DHAULPUR 

Dhaulpur 

TASEEMO 

PIEZOMETER 

26.7961 

77.7835 

47.00 

10.85 

3.15 






3100 

596.0 

0.53 

Older Alluvium 

DHAULPUR 

Dhaulpur 

VIRAMPURA 

PIEZOMETER 

26.7799 

77.7909 

154.00 

27.00 

0.13 






1300 

71.0 

0.40 

Older Alluvium 

JHALAWAR 

Khanpur 

KHANPUR 

PIEZOMETER 

24.7172 

76.3938 

68.00 

3.00 

4.75 






2780 

39.0 


Bhander Sandstone 

KARAULI 

Karauli 

KHERA BHAVPURA 

PIEZOMETER 

26.5347 

77.1833 

60.00 

16.50 

0.88 






5100 

1240.0 

0.71 

Bhander Sandstone 

River Basin: Ruparail 

Sub Basin: Ruparail 

ALWAR 

Kishangarh Bas 

Bolni(Garh) 

PZ 

27.8689 

76.7971 

142.04 

8.50 

14.67 

11.81 

1.24 




4660 

1101.0 

0.02 

Older Alluvium 

ALWAR 

Kishangarh Bas 

Chikani 

EW 

27.6667 

76.7000 

58.50 

7.32 

6.57 

24.36 

0.27 


74.00 


1260 

99.0 


Older Alluvium 

ALWAR 

Kishangarh Bas 

GAJUKA 

PIEZOMETER 

27.6155 

76.6492 

78.00 


N/A 


N/A 







Older Alluvium 

ALWAR 

Kishangarh Bas 

GAJUKI (II) 

PIEZOMETER 

27.6167 

76.6639 

71.00 

19.00 

3.78 









Older Alluvium 

ALWAR 

Kishangarh Bas 

GHASOLI 

PIEZOMETER 

27.7431 

76.7450 

64.50 

7.00 

3.78 






1170 

228.0 

0.72 

Older Alluvium 

ALWAR 

Kishangarh Bas 

Jajore 

EW 

27.6896 

76.6948 

12.80 











Older Alluvium 

ALWAR 

Kishangarh Bas 

Jajore 

PZ 

27.6896 

76.6948 

105.20 


0.42 






1130 

257.0 

0.41 

Older Alluvium 

ALWAR 

Kishangarh Bas 

JOHAR KHERA 

PIEZOMETER 

27.6409 

76.6301 

71.00 

22.00 

3.78 









Older Alluvium 

ALWAR 

Kishangarh Bas 

KAROLI 

PIEZOMETER 

27.6750 

76.6500 

65.00 

14.00 

3.78 






2250 

428.0 

0.36 

Older Alluvium 

ALWAR 

Kishangarh Bas 

KAROLI 

PIEZOMETER 

27.6750 

76.6500 

100.00 

28.00 

1.26 






2300 

596.0 


Older Alluvium 

ALWAR 

Kishangarh Bas 

MATHUKA 

PIEZOMETER 

27.8153 

76.7828 

99.00 

17.00 

4.41 






2010 

340.0 


Older Alluvium 

ALWAR 

Kishangarh Bas 

Motuka 

PZ 

27.8127 

76.7872 

95.00 

5.98 

2.22 

19.32 

0.11 




970 

142.0 

1.00 

Older Alluvium 

ALWAR 

Lachhmangarh 

BARODA MEV 

PIEZOMETER 

27.4811 

76.8694 

108.00 

7.00 

10.08 

3.00 

3.36 




2430 

319.0 

1.13 

Older Alluvium 

ALWAR 

Lachhmangarh 

BARODAMEV 

PIEZOMETER 

27.4811 

76.8694 

50.00 

7.10 

3.78 






2730 


1.13 

Older Alluvium 

ALWAR 

Lachhmangarh 

Chiwai 

PZ 

27.5587 

76.8830 

93.55 

8.61 

3.83 

9.29 

0.41 




4050 

593.0 

3.80 

Older Alluvium 

ALWAR 

Lachhmangarh 

DAROLI 

PIEZOMETER 

27.5592 

77.0123 

60.00 

18.00 

3.15 

10.00 

0.32 




1140 

89.0 

0.40 

Older Alluvium 

ALWAR 

Lachhmangarh 

DATIYA 

PIEZOMETER 

27.5592 

77.0123 

50.00 

8.00 

3.78 

7.00 

0.54 




4600 

1219.0 


Older Alluvium 

ALWAR 

Lachhmangarh 

Govindgarh 

PZ 

27.5083 

77.0083 

99.85 

4.59 

2.35 

14.44 

0.16 




6150 

1420.0 

0.62 

Older Alluvium 

ALWAR 

Lachhmangarh 

Govindgarh 

PZ 

27.5083 

77.0083 

65.72 

3.91 

14.60 






970 

78.0 

0.90 

Older Alluvium 































































































































































































































































































































































































































































































































































































































































District 

Block 

Village 

Type 
of Well 

Coordinate 

Latitude 

Longitude 

ALWAR 

Lachhmangarh 

HARSOLI 

PIEZOMETER 

27.5383 

76.9535 

ALWAR 

Lachhmangarh 

KACHROTI-I 

PIEZOMETER 

27.5081 

76.9722 

ALWAR 

Lachhmangarh 

KACHROTI-II 

PIEZOMETER 

27.5081 

76.9722 

ALWAR 

Lachhmangarh 

TALDA 

PIEZOMETER 

27.4819 

76.9675 

ALWAR 

Rajgarh 

DHAMRED 

PIEZOMETER 

27.2333 

76.5222 

ALWAR 

Rajgarh 

KAROT 

PIEZOMETER 

27.2500 

76.6139 

ALWAR 

Rajgarh 

PRATAPUR 

PIEZOMETER 

27.3178 

76.5482 

ALWAR 

Rajgarh 

RAJGARH 

PIEZOMETER 

27.2361 

76.6167 

ALWAR 

Rajgarh 

Rajgarh 

EW 

27.2282 

76.6376 

ALWAR 

Rajgarh 

RAJGARH(BANDAN KA BAS) 

PIEZOMETER 

27.2472 

76.6139 

ALWAR 

Ramgarh 

ALAWADA 

PIEZOMETER 

27.5791 

76.8840 

ALWAR 

Ramgarh 

BEHRIPUR 

PIEZOMETER 

27.5264 

76.7417 

ALWAR 

Ramgarh 

CHOROTI ISTMURAR 

PIEZOMETER 

27.5694 

76.8111 

ALWAR 

Ramgarh 

CHOROTI NASOPUR II 

PIEZOMETER 

27.4711 

76.7854 

ALWAR 

Ramgarh 

CHOROTI NASOPUR-I 

PIEZOMETER 

27.4711 

76.7854 

ALWAR 

Ramgarh 

DAULI 

PIEZOMETER 

27.5500 

76.8000 

ALWAR 

Ramgarh 

DAULI II 

PIEZOMETER 

27.5500 

76.8000 

ALWAR 

Ramgarh 

MILAKPUR 

PIEZOMETER 

27.6944 

76.8528 

ALWAR 

Ramgarh 

MILAKPUR 

PIEZOMETER 

27.6944 

76.8528 

ALWAR 

Ramgarh 

MILKPUR 

PIEZOMETER 

27.5486 

76.8670 

ALWAR 

Ramgarh 

Mubarakpur 

SH 

27.6884 

76.8511 

ALWAR 

Ramgarh 

Nakhnoi 

PZ 

27.7266 

76.8044 

ALWAR 

Ramgarh 

Nakhnol 

EW 

27.7266 

76.8044 

ALWAR 

Ramgarh 

NASOPUR 

PIEZOMETER 

27.4861 

76.7889 

ALWAR 

Ramgarh 

NAUGAON 

PIEZOMETER 

27.5750 

76.8917 

ALWAR 

Ramgarh 

Ramgarh 

EW 

27.5996 

76.8200 

ALWAR 

Ramgarh 

Ramgarh 

PZ 

27.5996 

76.8200 

ALWAR 

Ramgarh 

Ramgarh 

EW 

27.5996 

76.8200 

ALWAR 

Ramgarh 

Ramgarh 

EW 

27.5996 

76.8200 

ALWAR 

Ramgarh 

Tikri 

SH 

27.6089 

76.9157 

ALWAR 

Thanagazi 

Thana Gazi 

EW 

27.3872 

76.3233 

ALWAR 

Tijara 

BHINDAUSI-I 

PIEZOMETER 

27.8947 

76.8000 

ALWAR 

Tijara 

BHINDOSI II 

PIEZOMETER 

27.8947 

76.8000 

ALWAR 

Tijara 

HASANPUR-II 

PIEZOMETER 

27.8967 

76.8819 

ALWAR 

Tijara 

HASANPUR-III 

PIEZOMETER 

27.8967 

76.8819 

ALWAR 

Tijara 

SHAHBAD 

PIEZOMETER 

27.9227 

76.8054 

ALWAR 

Umren 

AKBERPUR 

PIEZOMETER 

27.4458 

76.5281 

ALWAR 

Umren 

ALWAR 

PIEZOMETER 

27.5556 

76.6056 

ALWAR 

Umren 

ALWAR 

PIEZOMETER 

27.5556 

76.6056 

ALWAR 

Umren 

ALWAR 

PIEZOMETER 

27.5556 

76.6056 

ALWAR 

Umren 

ALWAR 

PIEZOMETER 

27.5556 

76.6056 

ALWAR 

Umren 

ALWAR 

PIEZOMETER 

27.5556 

76.6056 

ALWAR 

Umren 

ALWAR 

PIEZOMETER 

27.5556 

76.6056 

ALWAR 

Umren 

ALWAR 

PIEZOMETER 

27.5556 

76.6056 

ALWAR 

Umren 

ALWAR 

PIEZOMETER 

27.5556 

76.6056 

ALWAR 

Umren 

ALWAR 

PIEZOMETER 

27.5556 

76.6056 

ALWAR 

Umren 

ALWAR 

PIEZOMETER 

27.5556 

76.6056 

ALWAR 

Umren 

ALWAR 

PIEZOMETER 

27.5556 

76.6056 

ALWAR 

Umren 

ALWAR 

PIEZOMETER 

27.5556 

76.6056 

ALWAR 

Umren 

ALWAR 

PIEZOMETER 

27.5556 

76.6056 

ALWAR 

Umren 

ALWAR (AKHEY PURA) 

PIEZOMETER 

27.5556 

76.6028 


Total Depth 
Drilled 
(m bgl) 


Static 

Water Discharge Drawdown 

Level (Ips) (m) 

(m bgl) 


Specific 

Capacity 

Specific 

Transmi¬ 

Storage 

(Discharge - 

Yield 

ssivity 

Coeffcient 

Drawdown) 

(Sy) 

(T) 

(S) 

Ips/m 





Chemical Quality 

EC 

p/cm at 
25 °C 

cr 1 

(mg/l) 

F 1 

(mg/l) 


Hydrogeological Unit 



2.40 

6.30 

15.00 

0.76 

9.51 

5.04 

9.30 

7.00 

5.35 

7.33 

32.50 

1.42 

30.20 

5.33 

15.00 

6.30 

14.00 

4.20 

11.37 

1.46 

8.17 

1.17 

2.91 

7.70 

1.92 

3.90 



Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Limestone 


Older Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 
















































































































































































































































































































































































































































































































































































































































































Coordinate 


District 

Block 

Village 

Type 
of Well 

Latitude 

Longitude 

ALWAR 

Umren 

ALWAR (AZAD NAGAR) 

PIEZOMETER 

27.5556 

76.6028 

ALWAR 

Umren 

ALWAR (BHIKAM SAIYAD MOHALLA) 

PIEZOMETER 

27.5556 

76.6028 

ALWAR 

Umren 

ALWAR (DELHI DARWAJA)) 

PIEZOMETER 

27.5556 

76.6028 

ALWAR 

Umren 

ALWAR (JANTA COLONY) 

PIEZOMETER 

27.5569 

76.6167 

ALWAR 

Umren 

ALWAR (JANTA COLONY,U.l.T.) 

PIEZOMETER 

27.5569 

76.6167 

ALWAR 

Umren 

ALWAR (MARETHIAWAS) 

PIEZOMETER 

27.5556 

76.6028 

ALWAR 

Umren 

ALWAR (N.E.B.) 

PIEZOMETER 

27.5556 

76.6028 

ALWAR 

Umren 

ALWAR (NAGA BABA BAGICHI) 

PIEZOMETER 

27.5556 

76.6028 

ALWAR 

Umren 

ALWAR (NARAYAN VILLAS) 

PIEZOMETER 

27.5556 

76.6028 

ALWAR 

Umren 

ALWAR (NEAR ARTS COLLEGE 

PIEZOMETER 

27.5957 

76.6046 

ALWAR 

Umren 

ALWAR (NEAR ASHOL CINEMA) (TUBE NO.2) 

PIEZOMETER 

27.5556 

76.6028 

ALWAR 

Umren 

ALWAR (NEB SCH. U.l.T.) 

PIEZOMETER 

27.5625 

76.6222 

ALWAR 

Umren 

ALWAR (POLICE LINE) 

PIEZOMETER 

27.5694 

76.6139 

ALWAR 

Umren 

ALWAR (SHIVAJI PARK. U.l.T.) T/W NO. II 

PIEZOMETER 

27.5708 

76.6042 

ALWAR 

Umren 

ALWAR (TEMPO STAND) 

PIEZOMETER 

27.5556 

76.6028 

ALWAR 

Umren 

ALWAR (UIT STADIUM) 

PIEZOMETER 

27.5708 

76.6042 

ALWAR 

Umren 

ALWAR (VIVEKA NAGAR) 

PIEZOMETER 

27.5556 

76.6028 

ALWAR 

Umren 

Alwar 

PZ 

27.5960 

76.5719 

ALWAR 

Umren 

ALWAR(M.E.S CAMPUS) 

PIEZOMETER 

27.5556 

76.6028 

ALWAR 

Umren 

ALWAR(NEHRU PARK) 

PIEZOMETER 

27.5708 

76.6042 

ALWAR 

Umren 

ALWAR(SHIVAJI PARK) 

PIEZOMETER 

27.5556 

76.6028 

ALWAR 

Umren 

ALWAR(SHIVAJI PARK) 

PIEZOMETER 

27.5556 

76.6028 

ALWAR 

Umren 

ALWAR(SHIVAJI PARK,U.I.T)T/W-III 

PIEZOMETER 

27.5708 

76.6042 

ALWAR 

Umren 

ALWAR(SHIVAJI PARK/COLONY,U.l.T.,ALWAR) 

PIEZOMETER 

27.5708 

76.6042 

ALWAR 

Umren 

BANSUR 

PIEZOMETER 

27.3542 

76.6917 

ALWAR 

Umren 

BANSUR 

PIEZOMETER 

27.3542 

76.6917 

ALWAR 

Umren 

BARKHERA 

PIEZOMETER 

27.3667 

76.6569 

ALWAR 

Umren 

BARKHERA 

PIEZOMETER 

27.3667 

76.6569 

ALWAR 

Umren 

BIJWAR 

PIEZOMETER 

27.4014 

76.5897 

ALWAR 

Umren 

BIJWAR 

PIEZOMETER 

27.4014 

76.5897 

ALWAR 

Umren 

BIJWAR 

PIEZOMETER 

27.4014 

76.5897 

ALWAR 

Umren 

BURJA 

PIEZOMETER 

27.4944 

76.6028 

ALWAR 

Umren 

GAJIKA T/W NO.1 

PIEZOMETER 

27.6472 

76.6139 

ALWAR 

Umren 

GAJUKI T/W II 

PIEZOMETER 

27.6472 

76.6139 

ALWAR 

Umren 

HALDINA 

PIEZOMETER 

27.4333 

76.6722 

ALWAR 

Umren 

HALDINA 

PIEZOMETER 

27.4333 

76.6722 

ALWAR 

Umren 

HASAN KHA MEWATI NAGAR 

PIEZOMETER 

27.5861 

76.6250 

ALWAR 

Umren 

HASAN KHA MEWATI NAGAR 

PIEZOMETER 

27.5861 

76.6250 

ALWAR 

Umren 

HASAN KHA MEWATI NAGAR, (ALWAR) 

PIEZOMETER 

27.5957 

76.6046 

ALWAR 

Umren 

JANATA COLONY 

PIEZOMETER 

27.5957 

76.6046 

ALWAR 

Umren 

Jatiyana 

EW 

27.6167 

76.6167 

ALWAR 

Umren 

JINDOLY 

PIEZOMETER ON BANK OF N4 

27.7051 

76.6166 

ALWAR 

Umren 

KAIRWAWAR 

PIEZOMETER 

27.3778 

76.5806 

ALWAR 

Umren 

KALSADA 

PIEZOMETER 

27.4227 

76.6236 

ALWAR 

Umren 

KARAMCHARI COLONY ALWAR 

PIEZOMETER 

27.5957 

76.6046 

ALWAR 

Umren 

KHADUKI (III) 

PIEZOMETER 

27.5556 

76.6028 

ALWAR 

Umren 

KRISH UPAZ MANDI 

PIEZOMETER 

27.5957 

76.6046 

ALWAR 

Umren 

KUSHALGARH 

PIEZOMETER 

27.4292 

76.4389 

ALWAR 

Umren 

MAHUA DADAR 

PIEZOMETER 

27.4861 

76.6083 

ALWAR 

Umren 

MAHUWA-DADAR 

PIEZOMETER 

27.4634 

76.6144 

ALWAR 

Umren 

MAHWA KALAN 

PIEZOMETER 

27.4607 

76.5996 


Total Depth 
Drilled 
(m bgl) 


Static 
Water 
Level 
(m bgl) 

Discharge 

dps) 

12.00 

3.78 

27.00 

3.15 



8.00 

6.30 

5.50 

9.20 

32.00 

3.15 

12.00 

3.36 

30.00 

3.78 

20.00 

5.67 



Specific 

Capacity 

Specific 

Transmi¬ 

Storage 

(Discharge - 

Yield 

ssivity 

Coeffcient 

Drawdown) 

(Sy) 

(T) 

(S) 

Ips/m 





Chemical Quality 


u/cm at 

25oQ (mg/I) (mg/I) 


Hydrogeological Unit 



28.00 

2.52 

9.00 

5.67 

28.00 

2.27 

9.50 

4.79 

27.00 

4.41 

9.50 

3.78 

25.00 

3.78 

7.62 

5.50 



17.60 

3.78 

11.00 

2.27 

17.00 

2.52 

6.00 

2.52 

5.50 

6.30 

8.00 

10.46 

20.00 

10.08 

10.00 

3.78 

22.20 

0.63 

21.50 

5.04 

29.00 

3.78 

28.00 

0.38 

13.00 

4.41 

10.00 

6.30 

10.00 

6.30 

8.60 

18.20 

8.60 

12.60 

15.00 

2.52 

18.00 

0.95 

13.70 

2.90 

13.00 

3.40 

13.90 

16.72 

11.00 

5.04 

18.00 

5.67 

15.00 

2.69 

14.00 

3.15 

3.00 

5.04 

12.00 

5.04 

12.00 

0.25 

12.00 

3.78 

6.00 

4.48 

9.00 

3.15 


1770 

265.0 

1560 

190.0 

1740 

223.0 

3000 

587.0 


480 

24.0 

1470 

126.0 


800 

80.0 

1350 

114.0 

580 

109.0 

1470 

194.0 


960 

61.0 

1.80 

1030 

113.0 

0.04 

975 

50.0 

0.48 

1380 

97.0 

0.40 

1400 

136.0 

0.36 

2220 

213.0 

1.20 

1770 

201.0 

3.60 

1740 

116.0 

1.08 

2980 

285.0 

1.08 

690 

34.0 

0.36 



880 

21.0 

1.44 

820 

34.0 

0.40 

1020 

128.0 

0.55 



690 

89.0 

550 

75.0 

1005 

133.0 

2580 

495.0 

1800 

188.0 

2700 

546.0 

1085 

158.0 

2080 

462.0 

590 

50.0 

410 

50.0 


730 43.0 


2170 



3690 

808.0 

3100 

664.0 


Older Aik 


Older Alii 


Older Alii 


Older Aik 


Older Aik 


Older Aik 


Older Alii 


Older Aik 


Older Aik 


Older Aik 


Older Aik 


Older Alii 


Older Aik 


Older Aik 


Older Aik 


Older Aik 


Older Alii 


Quartzite 


Older Aik 


Older Aik 


Older Aik 


Older Alii 


Older Aik 


Older Aik 


Older Aik 


Older Aik 


Older Alii 


Older Aik 


Older Aik 


Older Aik 


Older Aik 


Older Alii 


Older Aik 


Older Aik 


Older Aik 


Older Aik 


Older Alii 


Older Aik 


Older Aik 


Older Aik 


Older Aik 


Older Alii 


Older Aik 


Older Aik 


Older Aik 


Older Aik 


Older Alii 


Limeston 


Older Aik 


Older Aik 


Older AIIl 





















































































































































































































































































































































































































































































































































































































































































District 

Block 

Village 

Type 
of Well 

Coordinate 

Total Depth 
Drilled 
(m bgl) 

Latitude 

Longitude 

ALWAR 

Umren 

MALAKHERA 

PIEZOMETER 

27.3889 

76.5556 

50.00 

ALWAR 

Umren 

MALAKHERA 

PIEZOMETER 

27.3889 

76.5556 

68.00 

ALWAR 

Umren 

Malakhera 

PZ 

27.3833 

76.6167 

66.34 

ALWAR 

Umren 

MALVIYA NAGAR 

PIEZOMETER 

27.5957 

76.6046 

70.00 

ALWAR 

Umren 

Mayur Vihar-I 

EW 

27.5538 

76.6061 

88.00 

ALWAR 

Umren 

Mayur Vihar-li 

EW 

27.5538 

76.6044 

128.60 

ALWAR 

Umren 

PANCHAYAT SAMIT-UMARAIN 

PIEZOMETER 

27.5044 

76.5662 

40.00 

ALWAR 

Umren 

PUNKHER 

PIEZOMETER 

27.3417 

76.6278 

50.00 

ALWAR 

Umren 

RAIBKA 

PIEZOMETER 

27.6875 

76.6000 

80.00 

ALWAR 

Umren 

RAIBKA 

PIEZOMETER 

27.6875 

76.6000 

66.38 

ALWAR 

Umren 

ROOPWAS 

PIEZOMETER 

27.5700 

76.4878 

71.00 

ALWAR 

Umren 

Roopwas 

EW 

27.4480 

76.5937 

66.36 

ALWAR 

Umren 

Roopwas 

EW 

27.4480 

76.5937 

159.55 

ALWAR 

Umren 

Roopwas 

EW 

27.4480 

76.5937 

199.90 

ALWAR 

Umren 

SHAHPUR 

PIEZOMETER 

27.4167 

76.6000 

45.00 

ALWAR 

Umren 

SUMEL (SUMER) 

PIEZOMETER 

27.3594 

76.6372 

77.00 

ALWAR 

Umren 

TULERA 

PIEZOMETER 

27.5903 

76.6583 

75.00 

ALWAR 

Umren 

TULERA 

PIEZOMETER 

27.5903 

76.6583 

75.00 

ALWAR 

Umren 

TULERA 

PIEZOMETER 

27.5903 

76.6583 

80.00 

ALWAR 

Umren 

VIJAI MANDIRTNO. II 

PIEZOMETER 

27.5957 

76.6046 

46.00 

ALWAR 

Umren 

VIJAYMANDIR 

PIEZOMETER 

27.5957 

76.6046 

45.00 

BHARATPUR 

Bayana 

MILAKPUR 

PIEZOMETER 

27.0216 

77.3838 

50.00 

BHARATPUR 

Deeg 

Bahai 

EW 

27.4667 

77.3833 

137.11 

BHARATPUR 

Deeg 

BHAG 

PIEZOMETER 

27.4722 

77.3750 

125.00 

BHARATPUR 

Deeg 

Deeg 

PZ 

27.4826 

77.3153 

129.20 

BHARATPUR 

Deeg 

Kagarika 

EW 

27.5565 

77.2337 

30.33 

BHARATPUR 

Deeg 

KHORI 

PIEZOMETER 

27.4354 

77.2905 

50.00 

BHARATPUR 

Deeg 

Manilla Kalan 

EW 

27.4630 

77.2127 

42.00 

BHARATPUR 

Deeg 

Nigohi 

PZ 

27.4842 

77.2403 

112.50 

BHARATPUR 

Deeg 

PANHORI 

PIEZOMETER 

27.4473 

77.2528 

40.00 

BHARATPUR 

Deeg 

PASOPA 

PIEZOMETER 

27.5667 

77.2278 

68.00 

BHARATPUR 

Deeg 

PASOPA III 

PIEZOMETER 

27.5649 

77.2167 

75.00 

BHARATPUR 

Deeg 

PASOPA T/W NO. II 

PIEZOMETER 

27.5667 

77.2278 

65.00 

BHARATPUR 

Deeg 

Pasta 

PZ 

27.5553 

77.3168 

153.00 

BHARATPUR 

Deeg 

Sau 

EW 

27.5731 

77.2796 

100.55 

BHARATPUR 

Deeg 

Sau 

OW 

27.5731 

77.2796 

70.00 

BHARATPUR 

Deeg 

SHEOPURA 

PIEZOMETER 

27.4708 

77.2974 

89.00 

BHARATPUR 

Deeg 

TANKOLI 

PIEZOMETER 

27.5196 

77.2891 

152.00 

BHARATPUR 

Kaman 

BOLKHEDA-I 

OBSERVATIONWELL 

27.6540 

77.1872 

124.00 

BHARATPUR 

Kaman 

BOLKHEDA-II 

PIEZOMETER 

27.6537 

77.1872 

95.00 

BHARATPUR 

Kaman 

BOLKHERA 

PIEZOMETER 

27.6543 

77.1873 

105.00 

BHARATPUR 

Kaman 

BOLKHERA 

PIEZOMETER 

27.6543 

77.1873 

100.00 

BHARATPUR 

Kaman 

BOLKHERA 

PIEZOMETER 

27.6543 

77.1873 

70.00 

BHARATPUR 

Kaman 

BOLLKHEDA 

PIEZOMETER 

27.6539 

77.1876 

102.00 

BHARATPUR 

Kaman 

DHILAWATI 

PIEZOMETER 

27.6864 

77.3318 

50.00 

BHARATPUR 

Kaman 

Ghatmikal (Deep) 

PZ 

27.7754 

77.0873 

140.15 

BHARATPUR 

Kaman 

Ghatmikall (Shallow) 

PZ 

27.7742 

77.0864 

40.95 

BHARATPUR 

Kaman 

GURERA 

PIEZOMETER 

27.7339 

77.2438 

175.00 

BHARATPUR 

Kaman 

INDROLI 

PIEZOMETER 

27.6189 

77.2867 

125.00 

BHARATPUR 

Kaman 

Kaman 

EW 

27.6667 

77.2833 

106.20 

BHARATPUR 

Kaman 

KARMUKA 

PIEZOMETER 

27.6264 

77.2542 

65.00 


Static 

Water Discharge Drawdown 

Level (Ips) (m) 

(m bgl) 


Specific 

Capacity 

Specific 

Transmi¬ 

Storage 

(Discharge - 

Yield 

ssivity 

Coeffcient 

Drawdown) 

(Sy) 

(T) 

(S) 

Ips/m 





Chemical Quality 

EC 

p/cm at 
25 °C 

Cl' 1 

(mg/I) 

F' 1 

(mg/I) 


Hydrogeological Unit 





0.17 

37.17 

0.01 

1.05 

5.58 

0.19 

2.78 



3.53 

12.00 

0.29 

3.15 

10.86 

0.29 

5.04 

4.50 

1.12 


Older Aik 


Older Alii 


Older Aik 


Older Aik 


Older Aik 


Older Aik 


Older Aik 


Older Aik 


Older Aik 


Older Aik 


Limeston 


Older Aik 


Older Aik 


Older Aik 


Older Aik 


Older Aik 


Older Aik 


Older Aik 


Older Aik 


Older Aik 


Older Aik 


Older Aik 


Older Aik 


Older Aik 


Older Aik 


Older Aik 


Older Aik 


Older Aik 


Older Aik 


Older Aik 


Older Aik 


Older Aik 


Older Aik 


Older Aik 


Older Aik 


Older Aik 


Older Aik 


Older Aik 


Older Aik 


Older Aik 


Older Aik 


Older Aik 


Older Aik 


Older Aik 


Older Aik 


Older Aik 


Older Aik 


Older Aik 


Older Aik 


Older Aik 


Older Aik 






























































































































































































































































































































































































































































































































































































































































































Coordinate 


Chemical Quality 


District 

Block 

Village 

Type 
of Well 

Coordinate 

Total Depth 
Drilled 
(m bgl) 

Static 
Water 
Level 
(m bgl) 

Discharge 

dps) 

Drawdown 

(m) 

Specific 
Capacity 
(Discharge - 
Drawdown) 
Ips/m 

Specific 

Yield 

(Sy) 

Transmi¬ 

ssivity 

(T) 

Storage 

Coeffcient 

(S) 

Chemical Quality 

Hydrogeological Unit 

Latitude 

Longitude 

EC 

p/cm at 
25 °C 

Cl' 1 

(mg/I) 

F' 1 

(mg/I) 

BHARATPUR 

Kaman 

KATHOL 

PIEZOMETER 

27.7403 

77.1278 

120.00 

4.85 

8.40 






1230 

142.0 

0.72 

Older Alluvium 

BHARATPUR 

Kaman 

NAGLA GHATA 

PIEZOMETER 

27.5878 

77.2816 

60.00 

9.00 

2.52 






3200 

701.0 

1.44 

Older Alluvium 

BHARATPUR 

Kaman 

Oulanda 

EW 

27.5833 

77.1731 

123.15 

13.79 

4.50 






1045 

50.0 

0.56 

Older Alluvium 

BHARATPUR 

Kaman 

Palla 

EW 

27.5833 

77.2783 

86.75 

49.12 

12.00 






1140 

270.0 

0.52 

Older Alluvium 

BHARATPUR 

Kaman 

Sahsin 

EW 

27.7333 

77.1667 

136.96 

10.20 

3.30 






16660 

4360.0 


Older Alluvium 

BHARATPUR 

Kaman 

SATWARI 

PIEZOMETER 

27.6749 

77.1251 

50.00 

8.00 

6.30 

10.00 

0.63 







Older Alluvium 

BHARATPUR 

Kaman 

SATWARI 

PIEZOMETER 

27.6749 

77.1251 

40.00 

10.00 

3.78 









Older Alluvium 

BHARATPUR 

Kaman 

SATWARI 

PIEZOMETER 

27.6749 

77.1251 

78.00 

8.00 

8.82 

3.00 

2.94 




1110 

126.0 

0.36 

Older Alluvium 

BHARATPUR 

Kaman 

SATWARI-II 

PIEZOMETER 

27.6798 

77.1347 

50.00 

8.00 

6.30 

8.00 

0.79 




1110 

121.0 

5.20 

Older Alluvium 

BHARATPUR 

Kaman 

SATWARI-III 

EXP LO RATO RY_W ELL 

27.6743 

77.1223 

50.00 

8.00 

6.30 

8.00 

0.79 




5900 

150.0 


Older Alluvium 

BHARATPUR 

Kaman 

Satwas 

PZ 

27.7183 

77.2800 

158.00 

6.03 

11.00 

4.37 

2.52 




17100 

4836.0 

0.70 

Older Alluvium 

BHARATPUR 

Kaman 

SUNOKHAR 

PIEZOMETER 

27.7028 

77.1250 

60.00 

5.00 

1.26 









Older Alluvium 

BHARATPUR 

Kaman 

TILAKPURI (AMRUKA) 

PIEZOMETER 

27.6529 

77.1411 

50.00 

16.00 

1.13 






5200 

1507.0 

0.80 

Older Alluvium 

BHARATPUR 

Pahari 

GOPALGARH 

PIEZOMETER 

27.6520 

77.0654 

50.00 

8.00 

1.26 






9410 

2993.0 

0.40 

Older Alluvium 

BHARATPUR 

Pahari 

Gopalgarh 

EW 

27.6628 

77.0502 

104.75 

6.53 

2.00 

10.62 

0.19 




3870 

893.0 

3.40 

Older Alluvium 

BHARATPUR 

Pahari 

GULPARA 

PIEZOMETER 

27.5306 

77.1333 

130.00 

4.75 

12.60 






24600 

10447.0 

1.08 

Older Alluvium 

BHARATPUR 

Pahari 

Husiapur 

EW 

27.5507 

77.0817 

138.20 

11.40 

8.20 

6.24 

1.31 


112.81 

3.40E-04 

3400 

568.0 

2.60 

Older Alluvium 

BHARATPUR 

Pahari 

Jaisri 

PZ 

27.5250 

77.0722 

121.65 

2.70 

1.07 

26.65 

0.04 




21130 

7100.0 

1.20 

Older Alluvium 

BHARATPUR 

Pahari 

KAITHWADA 

PIEZOMETER 

27.5908 

77.1344 

107.00 

8.60 

0.84 






16240 

4254.0 

0.40 

Older Alluvium 

BHARATPUR 

Pahari 

LAHARWARA 

PIEZOMETER 

27.5458 

76.9958 









2970 

434.0 

0.72 

Older Alluvium 

BHARATPUR 

Pahari 

Nakatpura 

PZ 

27.6270 

77.0604 

106.48 

4.50 

2.20 

39.70 

0.06 




27310 

10597.0 

2.05 

Older Alluvium 

BHARATPUR 

Pahari 

NORTH A 

PIEZOMETER 

27.6048 

77.0246 

60.00 

10.00 

2.27 






2100 

338.0 


Older Alluvium 

BHARATPUR 

Pahari 

NOTHA 

PIEZOMETER 

27.6056 

77.0194 

94.00 

10.00 

2.87 






2200 

376.0 


Older Alluvium 

BHARATPUR 

Pahari 

Ramp 

EW 

27.6306 

77.1459 

130.81 

4.40 

7.33 

5.50 

1.33 


83.00 


790 

50.0 

0.67 

Older Alluvium 

BHARATPUR 

Pahari 

Ramp 

PZ 

27.6306 

77.1459 

125.00 

2.35 

6.25 

7.55 

0.83 




13590 

3926.0 

1.20 

Older Alluvium 

BHARATPUR 

Pahari 

UDPURI 

PIEZOMETER 

27.5111 

76.9125 

110.00 

10.00 

2.52 






2600 

415.0 

0.80 

Older Alluvium 

River Basin: Sabarmati 

Sub Basin: Sabarmati 

SIROHI 

Abu Road 

MIN TALETI 

PIEZOMETER 

24.3537 

72.9092 

82.00 

10.00 

0.52 






1150 

170.0 

440.00 

Gneisses 

UDAIPUR 

Kotra 

KAGWAS 

PIEZOMETER 

24.4930 

73.1399 

46.50 

8.00 

3.15 






630 

35.0 

0.87 

Erinpura Granite 

UDAIPUR 

Kotra 

SULAO 

PIEZOMETER 

24.5570 

73.2105 

60.00 

10.00 

1.40 






580 

28.0 

0.76 

Erinpura Granite 

Sub Basin: Sei ! 

UDAIPUR 

Kotra 

MALWA KA CHORA 

PIEZOMETER 

24.7511 

73.3014 

50.00 

9.60 

0.76 






430 

21.0 

1.40 

Erinpura Granite 

Sub Basin: Vatrak 1 

DUNGARPUR 

Bichhiwara 

JHALAN (MAL-MATHA) 

PIEZOMETER 

23.7308 

73.5075 

50.00 

25.00 

1.01 






765 

89.0 

0.52 

Phyllite & Schist 

DUNGARPUR 

Bichhiwara 

LAXMANPURA 

PIEZOMETER 

23.6775 

73.5911 

70.00 

10.00 

0.95 






1320 

316.0 

0.56 

Phyllite & Schist 

DUNGARPUR 

Bichhiwara 

LEHNA 

PIEZOMETER 

23.7552 

73.4814 

70.00 

9.00 

5.04 






580 

67.0 

0.44 

Phyllite & Schist 

DUNGARPUR 

Bichhiwara 

MEWARA 

EXP LO RATO RY_W ELL 

23.6627 

73.5313 

86.40 

10.08 

0.85 

6.62 

0.13 




1455 

275.0 

0.52 

Phyllite & Schist 

DUNGARPUR 

Bichhiwara 

MEWARA 

OBSERVATIONWELL 

23.6627 

73.5313 

39.00 

11.60 


0.85 





805 

119.0 

0.55 

Phyllite & Schist 

DUNGARPUR 

Bichhiwara 

MODAR 

EXP LO RATO RY_W ELL 

23.8036 

73.4583 

160.00 

11.00 

0.76 






3200 

741.0 

0.53 

Phyllite & Schist 

DUNGARPUR 

Bichhiwara 

Rasta 

EW 

23.6167 

73.6667 

139.10 

5.45 

3.17 

7.93 

0.40 


18.00 


1550 

64.0 


Phyllite & Schist 

DUNGARPUR 

Bichhiwara 

RATANPUR 

EXP LO RATO RY_W ELL 

23.7569 

73.4411 

161.00 

13.10 

3.78 






820 

113.0 

0.50 

Phyllite & Schist 

DUNGARPUR 

Dungarpur 

Jhontri 

EW 

23.6902 

73.7513 

123.35 

9.61 

1.13 

28.36 

0.04 


2.00 


620 

128.0 


Phyllite & Schist 

DUNGARPUR 

Dungarpur 

POHARI 

PIEZOMETER 

23.6531 

73.7484 

70.00 

9.00 

2.52 






660 

43.0 

0.56 

Phyllite & Schist 

DUNGARPUR 

Simalwara 

BHAINSLA 

PIEZOMETER 

23.5392 

73.6569 

50.00 

4.00 

0.32 






1570 

223.0 

0.40 

Phyllite & Schist 

DUNGARPUR 

Simalwara 

Jhalap 

EW 

23.5360 

73.6998 

77.70 

1.98 

1.50 

15.00 

0.10 




740 



Phyllite & Schist 

DUNGARPUR 

Simalwara 

Karwara 

EW 

23.6167 

73.7500 

151.00 

3.57 

3.33 

38.60 

0.09 


5.00 


800 

78.0 


Phyllite & Schist 

DUNGARPUR 

Simalwara 

Karwara 

OW 

23.6167 

73.7500 

151.11 

4.60 

4.60 

25.00 

0.18 


5.00 


1460 

71.0 


Phyllite & Schist 

DUNGARPUR 

Simalwara 

NANODA 

EXP LO RATO RY_W ELL 

23.6058 

73.7597 

139.00 

2.65 

1.39 

16.62 

0.08 


25.00 


990 

138.0 

0.80 

Phyllite & Schist 

DUNGARPUR 

Simalwara 

SADARIYA 

PIEZOMETER 

23.5381 

73.7144 

70.00 

15.00 

0.63 






3580 

1042.0 

0.28 

Phyllite & Schist 

DUNGARPUR 

Simalwara 

SEEMALWARA 

PIEZOMETER 

23.5601 

73.7404 

50.00 

25.00 

0.13 






970 

135.0 

0.44 

Phyllite & Schist 























































































































































































































































































































































































































































































































































































































































































Coordinate 


Chemical Quality 


District 

Block 

Village 

Type 
of Well 

Coordinate 

Total Depth 
Drilled 
(m bgl) 

Static 
Water 
Level 
(m bgl) 

Discharge 

dps) 

Drawdown 

(m) 

Specific 
Capacity 
(Discharge - 
Drawdown) 
Ips/m 

Specific 

Yield 

(Sy) 

Transmi¬ 

ssivity 

(T) 

Storage 

Coeffcient 

(S) 

Chemical Quality 

Hydrogeological Unit 

Latitude 

Longitude 

EC 

p/cm at 
25 °C 

Cl' 1 

(mg/I) 

F' 1 

(mg/I) 

Sub Basin: Wakal 

UDAIPUR 

Girwa 

Pai 

EW 

24.4349 

73.5680 

150.00 

17.40 

5.00 






520 

57.0 

0.36 

Phyllite & Schist 

UDAIPUR 

Jhadol 

JHAROL II 

EXP LO RATO RY_W ELL 

24.4110 

73.4947 

100.00 

7.00 

1.26 






1330 

191.0 

0.82 

Phyllite & Schist 

UDAIPUR 

Jhadol 

Jharol 

EW 

24.4130 

73.4973 

155.15 

1.31 

0.17 






790 

149.0 

1.82 

Phyllite & Schist 

UDAIPUR 

Jhadol 

KOLIYARI 

PIEZOMETER 

24.3386 

73.3626 

50.00 

7.00 

0.50 






3000 

475.0 

0.42 

Phyllite & Schist 

UDAIPUR 

Jhadol 

Koliyari 

EW 

24.3371 

73.3592 

125.00 

0.90 

2.20 

44.50 

0.05 




610 

92.0 

0.17 

Phyllite & Schist 

UDAIPUR 

Jhadol 

MAKRADEO 

PIEZOMETER 

24.3339 

73.5131 

70.00 

28.00 

0.38 






815 

103.0 

0.38 

Phyllite & Schist 

UDAIPUR 

Jhadol 

MOHAMMAD PHALASIYA 

PIEZOMETER 

24.4503 

73.4350 

58.00 

10.00 

0.14 






850 

121.0 

0.52 

Phyllite & Schist 

UDAIPUR 

Jhadol 

NANDBEL 

PIEZOMETER 

24.5290 

73.4999 

70.00 

9.00 

1.26 






1705 

379.0 

0.12 

Phyllite & Schist 

UDAIPUR 

Jhadol 

OGANA 

EXP LO RATO RY_W ELL 

24.5239 

73.3659 

96.00 

7.89 

8.96 

1.59 

5.64 




1160 

135.0 

0.45 

Phyllite & Schist 

UDAIPUR 

Jhadol 

PHALASIYA 

EXP LO RATO RY_W ELL 

24.2383 

73.3860 

100.00 








610 

78.0 

68.00 

Phyllite & Schist 

River Basin: Sabi 

Sub Basin: Sabi 

ALWAR 

Bansur 

Alanpur 

PZ 

27.8116 

76.4444 

93.60 

20.27 

3.67 






800 

15.0 

1.08 

Older Alluvium 

ALWAR 

Bansur 

Alanpur 

EW 

27.8116 

76.4444 

159.60 

43.00 

0.67 






615 

99.0 

0.48 

Older Alluvium 

ALWAR 

Bansur 

BABARIYA 

PIEZOMETER 

27.7750 

76.3917 

50.00 

20.00 

1.89 






710 

85.0 


Older Alluvium 

ALWAR 

Bansur 

BABARIYA 

PIEZOMETER 

27.7750 

76.3917 

75.00 

16.00 

2.52 






24000 

299.0 

0.80 

Older Alluvium 

ALWAR 

Bansur 

Bansur 

PZ 

27.6833 

76.3500 

65.54 

10.90 

6.92 

20.65 

0.33 


130.00 


1310 

50.0 

1.10 

Older Alluvium 

ALWAR 

Bansur 

BHUPSEDA 

PIEZOMETER 

27.5333 

76.2417 

50.00 

27.00 

1.26 






920 

71.0 

0.40 

Older Alluvium 

ALWAR 

Bansur 

BUTERI 

PIEZOMETER 

27.7198 

76.2670 

80.00 

15.00 

3.78 






570 

44.0 

0.80 

Older Alluvium 

ALWAR 

Bansur 

Chatarpura 

PZ 

27.5763 

76.2990 

80.64 

15.85 

14.67 

13.75 

1.07 




540 

14.0 

0.45 

Older Alluvium 

ALWAR 

Bansur 

Fatehpur 

EW 

27.7250 

76.3889 

201.40 

19.05 

10.00 






1000 


0.95 

Older Alluvium 

ALWAR 

Bansur 

Fatehpur 

97 

27.7250 

76.3889 

204.00 

96.15 

5.00 

- 





3900 


4.02 

Older Alluvium 

ALWAR 

Bansur 

Fatehpur 

EW 

27.7250 

76.3889 









1500 

36.0 

5.16 

Older Alluvium 

ALWAR 

Bansur 

FATHEPUR 

PIEZOMETER 

27.7250 

76.2917 

61.00 

24.00 

1.88 






870 

77.0 

0.40 

Older Alluvium 

ALWAR 

Bansur 

Hameerpur 

EW 

27.7137 

76.4895 

150.00 

13.43 

3.75 






455 

21.0 

1.04 

Quartzite 

ALWAR 

Bansur 

HARSORA 

PIEZOMETER 

27.7792 

76.4500 

55.00 

18.00 

1.89 






500 

45.0 


Older Alluvium 

ALWAR 

Bansur 

HOLAWAS 

PIEZOMETER 

27.6167 

76.2833 

50.00 

17.00 

0.84 






730 

35.0 

0.40 

Older Alluvium 

ALWAR 

Bansur 

NEEMUCHANA 

PIEZOMETER 

27.5986 

76.2783 

60.00 

5.00 

5.67 






445 

23.0 

0.40 

Older Alluvium 

ALWAR 

Bansur 

SHYAMPURA 

PIEZOMETER 

27.6500 

76.4333 

50.00 

7.95 

8.19 






980 

57.0 

0.57 

Older Alluvium 

ALWAR 

Behror 

Baraud 

PZ 

27.8902 

76.3507 

88.70 

42.00 

0.83 






1400 

12.0 

1.40 

Older Alluvium 

ALWAR 

Behror 

BEHROR 

PIEZOMETER 

27.8841 

76.2878 

50.00 

25.00 

700.00 






3400 

531.0 

4.00 

Older Alluvium 

ALWAR 

Behror 

BEHROR 

PIEZOMETER 

27.8841 

76.2878 

117.00 

30.00 

7.56 






840 

103.0 

1.20 

Older Alluvium 

ALWAR 

Behror 

BEHROR 

PIEZOMETER 

27.8841 

76.2878 

120.00 

35.00 

7.56 






920 

103.0 


Older Alluvium 

ALWAR 

Behror 

BEHROR 

PIEZOMETER 

27.8841 

76.2878 

92.00 

16.00 

1.89 









Older Alluvium 

ALWAR 

Behror 

BEHROR (JAGUAWAS) PHED 

PIEZOMETER 

27.8894 

76.2778 

102.00 

15.00 

10.46 






920 

89.0 

1.44 

Older Alluvium 

ALWAR 

Behror 

BEHROR (SABALPUR) PHED 

PIEZOMETER 

27.8894 

76.2778 

89.00 

15.00 

6.30 






730 

41.0 

0.72 

Older Alluvium 

ALWAR 

Behror 

GANDALA 

PIEZOMETER 

27.8556 

76.2556 

60.00 

32.00 

1.26 






2100 

48.0 

4.40 

Older Alluvium 

ALWAR 

Behror 

GUNTI 

PIEZOMETER 

27.8556 

76.2556 

51.50 

24.00 

0.84 






1080 

28.0 

4.80 

Older Alluvium 

ALWAR 

Behror 

HAMJAPUR 

PIEZOMETER 

27.9270 

76.3308 

75.00 

48.00 

0.13 






850 

64.0 

0.40 

Slate 

ALWAR 

Behror 

JAGUWAS 

PIEZOMETER 

27.8250 

76.2750 

60.00 

20.00 

0.88 






1330 

163.0 

0.40 

Older Alluvium 

ALWAR 

Behror 

Jaguwas 

EW 

27.8767 

76.3230 

101.50 

25.88 

8.33 






790 

26.0 

1.80 

Older Alluvium 

ALWAR 

Behror 

Jaguwas 

OW 

27.8767 

76.3230 

101.50 

27.50 

9.08 






2710 

17.0 

1.10 

Older Alluvium 

ALWAR 

Behror 

Karora(Sodawas) 

EW 

27.8816 

76.4020 

76.00 


11.58 

4.10 

2.83 



0.0014X1OE-3 



Older Alluvium 

ALWAR 

Behror 

MUGALPUR 

PIEZOMETER 

27.9167 

76.3861 

50.00 

15.00 

1.13 






840 

64.0 

0.04 

Older Alluvium 

ALWAR 

Behror 

NAGLA RUNDH 

PIEZOMETER 

27.9041 

76.3395 

105.00 

20.00 

3.78 






2800 

503.0 

1.60 

Older Alluvium 

ALWAR 

Behror 

TASING 

PIEZOMETER 

27.8868 

76.2091 

92.50 

20.00 

6.30 

5.00 

1.26 




2220 

340.0 


Older Alluvium 

ALWAR 

Kishangarh Bas 

Almadeeka 

EW 

27.8663 

76.6894 

62.10 

7.77 

7.70 

12.90 

0.60 


122.00 


3230 

348.0 


Older Alluvium 

ALWAR 

Kishangarh Bas 

BAGHERI KALLAN 

PIEZOMETER 

27.9083 

76.6833 

50.00 

11.00 

2.27 






1720 

35.0 

1.40 

Older Alluvium 

ALWAR 

Kishangarh Bas 

BAMBORA 

PIEZOMETER 

27.7917 

76.7444 

55.00 

7.00 

3.15 

12.00 

0.26 




2280 

218.0 

1.44 

Older Alluvium 

ALWAR 

Kishangarh Bas 

Bhageri.Kalan 

EW 

27.8691 

76.6785 

84.30 

10.36 

7.25 

10.89 

0.67 


88.00 


865 

11.0 


Older Alluvium 















































































































































































































































































































































































































































































































































































































































































District 

Block 

Village 

Type 
of Well 

Coordinate 

Latitude 

Longitude 

ALWAR 

Kishangarh Bas 

CHIKANI 

PIEZOMETER 

27.7917 

76.6639 

ALWAR 

Kishangarh Bas 

DADARHEDA 

PIEZOMETER 

27.7931 

76.6639 

ALWAR 

Kishangarh Bas 

Ganj 

EW 

27.8073 

76.7247 

ALWAR 

Kishangarh Bas 

ISMAILPUR 

PIEZOMETER 

27.8417 

76.7500 

ALWAR 

Kishangarh Bas 

KHAIRATHAL 

PIEZOMETER 

27.8053 

76.6431 

ALWAR 

Kishangarh Bas 

KHAIRTHAL 

PIEZOMETER 

27.8000 

76.6444 

ALWAR 

Kishangarh Bas 

KHAIRTHAL 

PIEZOMETER 

27.8000 

76.6444 

ALWAR 

Kishangarh Bas 

KHAIRTHAL (PHED) T/W-1 

PIEZOMETER 

27.7933 

76.6356 

ALWAR 

Kishangarh Bas 

KISHANGARH (P.H.E.D.) 

PIEZOMETER 

27.8208 

76.7289 

ALWAR 

Kishangarh Bas 

Kishangari.Bas 

PZ 

27.8141 

76.7403 

ALWAR 

Kishangarh Bas 

MACHRAULI 

PIEZOMETER 

27.8823 

76.7066 

ALWAR 

Kishangarh Bas 

TARAWARA 

PIEZOMETER 

27.8417 

76.6889 

ALWAR 

Kotkasim 

AKOLI 

PIEZOMETER 

28.1145 

76.7291 

ALWAR 

Kotkasim 

AKOLI (EXPLORATORY TUBE WELL) 

PIEZOMETER 

28.1194 

76.7278 

ALWAR 

Kotkasim 

BHOKAR 

PIEZOMETER 

28.0694 

76.6889 

ALWAR 

Kotkasim 

GAJU Kl (ALWAR) 

PIEZOMETER 

27.9500 

76.6639 

ALWAR 

Kotkasim 

Harsoli 

PZ 

27.8667 

76.6167 

ALWAR 

Kotkasim 

Ikrotiya(Bibirani) 

EW 

27.9337 

76.7304 

ALWAR 

Kotkasim 

JHANUAWAS 

PIEZOMETER 

27.9278 

76.7125 

ALWAR 

Kotkasim 

KOTKASIM 

PIEZOMETER 

28.0215 

76.7217 

ALWAR 

Kotkasim 

KOTKASIM 

PIEZOMETER 

28.0215 

76.7217 

ALWAR 

Kotkasim 

NAGLA SALIA 

PIEZOMETER 

27.9375 

76.6472 

ALWAR 

Kotkasim 

Narwas 

OW 

28.0689 

76.7013 

ALWAR 

Kotkasim 

Narwas 

EW 

28.0689 

76.7013 

ALWAR 

Kotkasim 

NIMLAKA 

PIEZOMETER 

27.9662 

76.7375 

ALWAR 

Kotkasim 

PATLIA-I 

PIEZOMETER 

27.8575 

76.5892 

ALWAR 

Kotkasim 

PATLIA-II 

PIEZOMETER 

27.8575 

76.5892 

ALWAR 

Kotkasim 

Pur 

PZ 

27.9704 

76.7265 

ALWAR 

Kotkasim 

Silpita 

EW 

28.0662 

76.7215 

ALWAR 

Mandawar 

BAHROJ 

PIEZOMETER 

27.7359 

76.5255 

ALWAR 

Mandawar 

Bhungra Ahir 

EW 

27.9335 

76.4167 

ALWAR 

Mandawar 

Darbarpur 

EW 

27.9509 

76.5792 

ALWAR 

Mandawar 

Darbarpura 

PZ 

27.9500 

76.5778 

ALWAR 

Mandawar 

Gangwali Dhani 

PZ 

27.7833 

76.5000 

ALWAR 

Mandawar 

JAKHRANA 

PIEZOMETER 

27.8472 

76.3500 

ALWAR 

Mandawar 

Jalabas 

EW 

27.9513 

76.4604 

ALWAR 

Mandawar 

JATBAHRODE 

PIEZOMETER 

27.9528 

76.4306 

ALWAR 

Mandawar 

Josai 

PZ 

27.9270 

76.4994 

ALWAR 

Mandawar 

KHAIRTHAL (PHED) T/W-ll 

PIEZOMETER 

27.7942 

76.6342 

ALWAR 

Mandawar 

Khanpur Ahir 

EW 

27.9075 

76.5868 

ALWAR 

Mandawar 

MUNDAWAR 

PIEZOMETER 

27.8583 

76.5222 

ALWAR 

Mandawar 

NAREHRI 

PIEZOMETER 

27.7765 

76.5666 

ALWAR 

Mandawar 

Palawa 

EW 

27.9833 

76.5000 

ALWAR 

Mandawar 

PIPLI 

PIEZOMETER 

27.8167 

76.4250 

ALWAR 

Mandawar 

SODAWAS 

PIEZOMETER 

27.8500 

76.4167 

ALWAR 

Mandawar 

Sodawas 

PZ 

27.8618 

76.4206 

ALWAR 

Mandawar 

TATARPUR 

PIEZOMETER 

27.7870 

76.5090 

ALWAR 

Mandawar 

TINKUROORI 

EW 

27.8783 

76.5893 

ALWAR 

Neemrana 

BASAI 

PIEZOMETER 

27.9792 

76.4125 

ALWAR 

Neemrana 

BASAI 

PIEZOMETER 

27.9792 

76.4125 

ALWAR 

Neemrana 

FAULADPUR 

PIEZOMETER 

28.0017 

76.4306 


Total Depth 
Drilled 
(m bgl) 


Static 
Water 
Level 
(m bgl) 


Discharge Drawdown 

dps) (m) 


Specific 

Capacity 

Specific 

Transmi¬ 

Storage 

(Discharge - 

Yield 

ssivity 

Coeffcient 

Drawdown) 

(Sy) 

(T) 

(S) 

Ips/m 





Chemical Quality 


EC Cl- 1 F- 1 
11 /cm at 

25 <C ( m 9 /l) (mg/I) 


Hydrogeological Unit 



Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 















































































































































































































































































































































































































































































































































































































































































































District 

Block 

Village 

Type 
of Well 

Coordinate 

Latitude 

Longitude 

ALWAR 

Neemrana 

SHAHJAHANPUR 

PIEZOMETER 

27.9955 

76.4368 

ALWAR 

Neemrana 

Shajahanpur 

PZ 

27.9971 

76.4436 

ALWAR 

Thanagazi 

AJABPURA 

PIEZOMETER 

27.5379 

76.3515 

ALWAR 

Thanagazi 

AJABPURA 

PIEZOMETER 

27.5379 

76.3515 

ALWAR 

Thanagazi 

BIHARISAR 

PIEZOMETER 

27.4191 

76.2943 

ALWAR 

Thanagazi 

DWARAPURA 

PIEZOMETER 

27.4332 

76.2897 

ALWAR 

Thanagazi 

Dwarapura 

EW 

27.4342 

76.2867 

ALWAR 

Thanagazi 

Garh Basal 

EW 

27.3917 

76.2467 

ALWAR 

Thanagazi 

KOLAHEDA 

PIEZOMETER 

27.5228 

76.3305 

ALWAR 

Thanagazi 

Narainpur 

EW 

27.5200 

76.3000 

ALWAR 

Tijara 

Bhaonkar 

EW 

28.0407 

76.8331 

ALWAR 

Tijara 

BHIWADI 

PIEZOMETER 

28.2083 

76.8417 

ALWAR 

Tijara 

BHIWADI 

PIEZOMETER 

28.2083 

76.8417 

ALWAR 

Tijara 

BHIWADI 

PIEZOMETER 

28.2083 

76.8417 

ALWAR 

Tijara 

BHIWADI 

PIEZOMETER 

28.2083 

76.8417 

ALWAR 

Tijara 

BHIWADI 

PIEZOMETER 

28.2083 

76.8417 

ALWAR 

Tijara 

BHIWADI 

PIEZOMETER 

28.2083 

76.8417 

ALWAR 

Tijara 

BHIWADI 

PIEZOMETER 

28.2083 

76.8417 

ALWAR 

Tijara 

BHIWADI 

PIEZOMETER 

28.2083 

76.8417 

ALWAR 

Tijara 

BHIWADI (II) 

PIEZOMETER 

28.2042 

76.8417 

ALWAR 

Tijara 

BHIWADI (III) 

PIEZOMETER 

28.2042 

76.8417 

ALWAR 

Tijara 

BHIWADI (VI) 

PIEZOMETER 

28.2042 

76.8417 

ALWAR 

Tijara 

BIWADI 

PIEZOMETER 

28.2042 

76.8417 

ALWAR 

Tijara 

BUDI WAWAL 

PIEZOMETER 

28.1117 

76.7875 

ALWAR 

Tijara 

Chaondi Khurd 

SH 

28.0341 

76.8377 

ALWAR 

Tijara 

HASANPUR1 

PIEZOMETER 

28.0615 

76.8280 

ALWAR 

Tijara 

Jagmal Hari 

PZ 

28.0409 

76.8334 

ALWAR 

Tijara 

Jhiwanla 

EW 

28.1500 

76.8500 

ALWAR 

Tijara 

Jhiwanla 

OW 

28.1500 

76.8500 

ALWAR 

Tijara 

Kahrani-I 

EW 

28.1676 

76.8684 

ALWAR 

Tijara 

Kahrani-li 

EW 

28.1676 

76.8684 

ALWAR 

Tijara 

KHAYURIAWAS 

PIEZOMETER 

28.1302 

76.8539 

ALWAR 

Tijara 

KHORI KALAN 

PIEZOMETER 

28.1111 

76.8694 

ALWAR 

Tijara 

LUHADERA 

PIEZOMETER 

27.9611 

76.8333 

ALWAR 

Tijara 

Palasali Mod 

EW 

27.8922 

76.9174 

ALWAR 

Tijara 

Shahabad 

SH 

27.9333 

76.8000 

ALWAR 

Tijara 

Tapukada 

SH 

28.1058 

76.8306 

ALWAR 

Tijara 

Tapukara 

PZ 

28.1083 

76.8292 

ALWAR 

Tijara 

TIJARA 

PIEZOMETER 

27.9333 

76.8583 

ALWAR 

Tijara 

TIJARA 

PIEZOMETER 

27.9333 

76.8583 

ALWAR 

Tijara 

TIJARA 

PIEZOMETER 

27.9333 

76.8583 

ALWAR 

Tijara 

Tijara 

EW 

27.9333 

76.8500 

ALWAR 

Tijara 

Tijara 

EW 

27.9333 

76.8500 

ALWAR 

Tijara 

Tijara 

PZ 

27.9333 

76.8500 

JAIPUR 

Kotputli 

Banethi 

EW 

27.8000 

76.1167 

JAIPUR 

Kotputli 

Bhainslana 

EW 

27.6500 

76.0859 

JAIPUR 

Kotputli 

Gonera 

PZ 

27.7981 

76.1931 

JAIPUR 

Kotputli 

Gopalpura 

PZ 

27.7777 

76.1773 

JAIPUR 

Kotputli 

Keshwana 

PZ 

27.8214 

76.2325 

JAIPUR 

Kotputli 

KOTPUTLI 

PIEZOMETER 

27.7168 

76.2082 

JAIPUR 

Kotputli 

Kotputli 

EW 

27.6999 

76.2054 


Total Depth 
Drilled 
(m bgl) 


Static 
Water 
Level 
(m bgl) 


Discharge 

dps) 


Drawdown 

(m) 


Specific 

Capacity Specific 
(Discharge - Yield 

Drawdown) (Sy) 

Ips/m 


Transmi- Storage 


Chemical Quality 

EC 

|j/cm at 
25 °C 

cr 1 

(mg/l) 

F 1 

(mg/l) 


Hydrogeological Unit 





5.04 

8.00 

0.63 

4.83 

15.83 

0.31 


1475 

220.0 

700 

28.0 

750 

128.0 

1100 

231.0 

2000 

398.0 

1130 

169.0 

1130 

206.0 

1160 

184.0 

1200 

163.0 

1200 

172.0 

2000 

406.0 

1410 

192.0 

1230 

59.0 

1060 

129.0 

1000 

71.0 

1580 

270.0 

700 

27.0 

700 

21.0 

680 

25.0 

680 

25.0 



500 

36.0 

750 

35.0 

1390 

234.0 

950 

34.0 

580 

14.0 



1530 

209.0 

540 

28.0 

460 

27.0 

570 

12.0 

800 

35.0 

590 

25.0 

1015 

71.0 

720 

106.0 

4330 

1044.0 

840 

93.0 

600 

39.0 

600 

20.0 

325 

4.0 

1300 

108.0 

740 

71.0 


0.53 < 


Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Quartzite 

Older Al 

uvium 

Older Al 

uvium 

Quartzite 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Younger Alluvium 

Younger Alluvium 

Younger Alluvium 

Younger Alluvium 

Younger Alluvium 

Younger Alluvium 

Younger Alluvium 


















































































































































































































































































































































































































































































































































































































































































































Coordinate 


Chemical Quality 


District 

Block 

Village 

Type 
of Well 

Coordinate 

Total Depth 
Drilled 
(m bgl) 

Static 
Water 
Level 
(m bgl) 

Discharge 

dps) 

Drawdown 

(m) 

Specific 
Capacity 
(Discharge - 
Drawdown) 
Ips/m 

Specific 

Yield 

(Sy) 

Transmi¬ 

ssivity 

(T) 

Storage 

Coeffcient 

(S) 

Chemical Quality 

Hydrogeological Unit 

Latitude 

Longitude 

EC 

p/cm at 
25 °C 

Cl' 1 

(mg/I) 

F' 1 

(mg/I) 

JAIPUR 

Kotputli 

Molahera 

PZ 

27.7418 

76.2391 

64.28 

15.64 

3.67 

24.20 

0.15 




1750 

241.0 

0.95 

Younger Alluvium 

JAIPUR 

Kotputli 

NANGAL PANDITPURA 

PIEZOMETER 

27.6628 

76.2211 

65.00 

8.00 

10.08 






1440 

156.0 

0.82 

Younger Alluvium 

JAIPUR 

Kotputli 

Narera 

EW 

27.7333 

76.1000 

52.30 

11.70 

14.18 

8.11 

1.75 


660.00 


520 

60.0 

1.40 

Quartzite 

JAIPUR 

Kotputli 

PANIYALA 

PIEZOMETER 

27.7806 

76.2250 

65.00 

24.00 

3.78 






1760 

411.0 

0.80 

Younger Alluvium 

JAIPUR 

Kotputli 

PUWALA RAJPUT P.G. 

PIEZOMETER 

27.7500 

76.1500 

48.00 

30.00 

1.02 

5.00 

0.20 




3400 

674.0 

1.39 

Younger Alluvium 

JAIPUR 

Kotputli 

RAGBJNATHPURA 

PIEZOMETER 

27.6458 

76.1375 

70.00 

12.00 

10.08 






1160 

142.0 


Younger Alluvium 

JAIPUR 

Kotputli 

Raikaranpura 

EW 

27.7933 

76.1453 

74.55 


1.50 

15.95 

0.09 




1000 

50.0 

2.80 

Younger Alluvium 

JAIPUR 

Kotputli 

Rajnauta 

EW 

27.5940 

76.1839 

73.50 

12.44 

0.30 

10.85 

0.03 


201.00 

1.32E-004 

2690 

496.0 

1.20 

Younger Alluvium 

JAIPUR 

Kotputli 

Renwal (Mohanpura Balaji) 

PZ 

27.6556 

75.9968 

75.00 

52.44 

0.83 






6610 

1250.0 

4.43 

Quartzite 

JAIPUR 

Kotputli 

SARUND 

EXP LO RATO RY_W ELL 

27.7333 

76.1500 

92.00 

17.25 

3.02 




146.12 


1400 

170.0 

2.50 

Younger Alluvium 

JAIPUR 

Kotputli 

Sarund 

PZ 

27.7333 

76.1000 

25.00 

12.00 

1.33 






495 

39.0 

0.55 

Quartzite 

JAIPUR 

Kotputli 

Taskola 

EW 

27.5908 

76.0250 

154.10 

7.25 

5.00 

17.75 

0.28 


41.64 


1010 

106.0 

3.50 

Younger Alluvium 

JAIPUR 

Shahpura 

Jhajhe Kalan 

EW 

27.4069 

75.9894 

159.14 

24.60 

2.33 

6.65 

0.35 







Younger Alluvium 

JAIPUR 

Shahpura 

Khori 

EW 

27.3708 

75.9214 

140.53 

30.74 

1.67 









Younger Alluvium 

JAIPUR 

Shahpura 

Nathala 

EW 

27.3999 

75.9083 

48.25 

1.85 

12.50 

3.04 

4.11 




459 

10.0 


Younger Alluvium 

JAIPUR 

Shahpura 

Rankada Ki Dhani 

EW 

27.3599 

75.9659 

29.40 

6.73 

1.93 




0.76 


665 

35.0 


Younger Alluvium 

JAIPUR 

Shahpura 

Shahpura 

EW 

27.3933 

75.9535 

56.30 

15.40 

11.80 

1.68 

7.02 


193.00 

3.9 x 10E-4 

860 

46.0 

0.40 

Younger Alluvium 

JAIPUR 

Shahpura 

Shahpura 

PZ 

27.3933 

75.9535 

52.50 

36.19 

1.30 






1160 

142.0 

0.50 

Younger Alluvium 

JAIPUR 

Shahpura 

Shahpura 

PZ 

27.3935 

75.9619 

65.00 

28.98 

1.67 

10.43 

0.16 




2330 

305.0 

120.00 

Quartzite 

JAIPUR 

Shahpura 

Surpura 

PZ 

27.3936 

75.9548 

38.87 

31.00 

0.17 






550 

24.0 

1.00 

Younger Alluvium 

JAIPUR 

Viratnagar 

ANTELLA (DHANI BAGAWAS AHIR) 

PIEZOMETER 

27.4986 

76.0542 

55.00 

23.00 

3.78 






350 

14.0 

0.21 

Younger Alluvium 

JAIPUR 

Viratnagar 

Badnagar 

EW 

27.5569 

76.1139 

120.00 

23.00 

6.17 









Younger Alluvium 

JAIPUR 

Viratnagar 

Bagawas Ahiran 

EW 

27.5347 

76.0806 

56.04 

7.85 

17.00 

4.10 

4.15 







Younger Alluvium 

JAIPUR 

Viratnagar 

BAIRATH 

PIEZOMETER 

27.4167 

76.0347 

65.00 

13.70 

6.30 






900 

28.0 


Younger Alluvium 

JAIPUR 

Viratnagar 

BAIRATH 

PIEZOMETER 

27.4434 

76.1832 

52.00 

24.30 

1.01 

10.00 

0.10 




600 



Younger Alluvium 

JAIPUR 

Viratnagar 

Bhabhru 

EW 

27.4665 

76.0416 

99.00 

8.25 

2.50 









Younger Alluvium 

JAIPUR 

Viratnagar 

Bhabru 

EW 

27.4603 

76.0154 

82.35 

0.59 

7.77 

6.68 

1.16 


3144.00 

1.50E-003 

566 

18.0 


Younger Alluvium 

JAIPUR 

Viratnagar 

Bhabru 

PZ 

27.4603 

76.0154 

44.96 

5.26 

11.00 

13.10 

0.84 




475 

28.0 

Tr 

Younger Alluvium 

JAIPUR 

Viratnagar 

Bhankri 

EW 

27.5667 

76.1333 

58.30 

19.25 

3.85 

7.43 

0.52 


431.00 

1.3 x 10E-4 

780 

64.0 

0.64 

Younger Alluvium 

JAIPUR 

Viratnagar 

Bhankri 

OW-I 

27.5667 

76.1333 

56.50 


8.50 









Younger Alluvium 

JAIPUR 

Viratnagar 

Bhankri 

OW-II 

27.5667 

76.1333 

46.50 


1.00 









Younger Alluvium 

JAIPUR 

Viratnagar 

Jawanpura 

EW 

27.4250 

76.0750 

80.00 

17.15 

10.83 






550 

21.0 

0.46 

Younger Alluvium 

JAIPUR 

Viratnagar 

Jawanpura 

OW 

27.4250 

76.0750 

77.00 

16.90 

10.83 

1.76 

6.16 




490 

14.0 

0.32 

Younger Alluvium 

JAIPUR 

Viratnagar 

JODHPURA 

PIEZOMETER 

27.5333 

76.1667 

51.00 

7.00 

3.78 






920 

121.0 

0.65 

Younger Alluvium 

JAIPUR 

Viratnagar 

Mandha 

PZ 

27.5805 

76.1743 

60.27 

28.00 

3.33 

9.96 

0.33 




665 

36.0 

0.55 

Younger Alluvium 

JAIPUR 

Viratnagar 

Mandha 

PZ 

27.5805 

76.1743 

53.30 

25.70 

1.67 

2.75 

0.61 




775 

28.0 

10.00 

Younger Alluvium 

JAIPUR 

Viratnagar 

POWTA 

PIEZOMETER 

27.5870 

76.0676 

50.50 

17.00 

2.52 

10.00 

0.25 




780 

62.0 

0.86 

Younger Alluvium 

JAIPUR 

Viratnagar 

Pragpura 

EW 

27.6123 

76.0876 

63.00 


23.45 

2.87 

8.17 


1936.00 

1.50E-004 

1690 

277.0 

1.00 

Younger Alluvium 

JAIPUR 

Viratnagar 

Raisar 

EW 

27.5269 

76.1057 

93.10 

19.27 

10.22 

8.94 

1.14 


404.00 


840 

57.0 

0.88 

Younger Alluvium 

JAIPUR 

Viratnagar 

Raisar 

OW 

27.5269 

76.1057 

56.60 

19.27 

8.75 




7.30 


815 

43.0 

1.04 

Younger Alluvium 

SIKAR 

Khandela 

JHANJHI KALLAN 

PIEZOMETER 

27.4833 

75.8167 

62.00 

26.00 

0.70 






850 

92.0 

1.15 

Older Alluvium 

SIKAR 

Neem Ka Thana 

Raipur (Bala Ji Ka Jhoda) 

EW 

27.4642 

75.9084 

102.00 

58.85 

3.67 






910 


0.19 

Younger Alluvium 

SIKAR 

Neem Ka Thana 

Raipur (Bala Ji Ka Jhoda) 

OW 

27.4642 

75.9084 

101.50 

60.00 

2.83 






910 


0.19 

Younger Alluvium 

SIKAR 

Sri Madhopur 

AGITGARH 

PIEZOMETER 

27.4142 

75.8226 

97.50 

28.00 










Older Alluvium 

SIKAR 

Sri Madhopur 

AJITGARH 

PIEZOMETER 

27.4128 

75.8308 

55.00 

30.00 










Older Alluvium 

SIKAR 

Sri Madhopur 

AJITGARH 

PIEZOMETER 

27.4128 

75.8308 

181.00 

24.00 










Older Alluvium 

SIKAR 

Sri Madhopur 

AJITGARH 

PIEZOMETER 

27.4128 

75.8308 

56.00 

30.00 










Older Alluvium 

SIKAR 

Sri Madhopur 

Ajitgarh 

EW 

27.4195 

75.8170 

92.90 

15.45 










Older Alluvium 

SIKAR 

Sri Madhopur 

Ajitgarh 

PZ 

27.4195 

75.8170 

56.10 

24.42 

6.67 






420 


0.25 

Older Alluvium 

River Basin: Shekhawati 

Sub Basin: Dohan 





























































































































































































































































































































































































































































































































































































































































































District 

Block 

Village 

Type 
of Well 

Coordinate 

Latitude 

Longitude 

ALWAR 

Behror 

AJARKA 

PIEZOMETER 

27.8944 

76.2833 

ALWAR 

Behror 

AJARKA 

PIEZOMETER 

27.8944 

76.2833 

ALWAR 

Behror 

Ananatpura 

PZ 

27.9506 

76.2082 

ALWAR 

Behror 

Behror 

PZ 

27.8894 

76.2944 

ALWAR 

Behror 

Bhitera 

PZ 

27.9486 

76.2866 

ALWAR 

Behror 

BUDWAL 

PIEZOMETER 

27.9569 

76.2750 

ALWAR 

Behror 

DHIS 

PIEZOMETER 

27.9667 

76.3000 

ALWAR 

Behror 

Gandala 

EW 

27.9667 

76.3000 

ALWAR 

Behror 

HAMIDPUR 

PIEZOMETER 

27.8992 

76.2546 

ALWAR 

Behror 

KANKARDEEPA 

PIEZOMETER 

27.9389 

76.1944 

ALWAR 

Behror 

KATHUWAS 

PIEZOMETER 

27.9813 

76.2805 

ALWAR 

Behror 

KHOKHAR 

PIEZOMETER 

27.9944 

76.2583 

ALWAR 

Behror 

KHOKHAR 

PIEZOMETER 

27.9944 

76.2583 

ALWAR 

Behror 

NAGAL KHODIYA 

PIEZOMETER 

27.9462 

76.2460 

ALWAR 

Mandawar 

MANKA 

PIEZOMETER 

28.0168 

76.5266 

ALWAR 

Neemrana 

BARROD 

PIEZOMETER 

27.9806 

76.3722 

ALWAR 

Neemrana 

Doomroli 

PZ 

28.0266 

76.2303 

ALWAR 

Neemrana 

Ghilot 

EW 

28.0500 

76.4000 

ALWAR 

Neemrana 

Huria Kalan 

EW 

28.1667 

76.3333 

ALWAR 

Neemrana 

KAYS A 

PIEZOMETER 

28.0389 

76.2611 

ALWAR 

Neemrana 

Khanhawas 

PZ 

28.0475 

76.3612 

ALWAR 

Neemrana 

MAJARI KALAN 

PIEZOMETER 

27.9917 

76.3250 

ALWAR 

Neemrana 

Majhari Kalan 

PZ 

27.9978 

76.3227 

ALWAR 

Neemrana 

MAJRA 

PIEZOMETER 

28.0403 

76.3597 

ALWAR 

Neemrana 

Majri Khurd 

PZ 

28.0107 

76.3165 

ALWAR 

Neemrana 

MANDAN 

PIEZOMETER 

28.1000 

76.3833 

ALWAR 

Neemrana 

NAISARANA 

PIEZOMETER 

28.0194 

76.2092 

ALWAR 

Neemrana 

NEEMRAN 

PIEZOMETER 

27.9865 

76.3784 

ALWAR 

Neemrana 

Neemrana 

PZ 

27.9851 

76.3860 

ALWAR 

Neemrana 

Sakatpura Bawad 

EW 

28.0167 

76.3333 

ALWAR 

Neemrana 

Salarpur 

EW 

28.0141 

76.3670 

JHUNJHUNUN 

Buhana 

Bamanwas 

EW 

28.1978 

75.9774 

JHUNJHUNUN 

Buhana 

Bamanwas 

EW 

28.1978 

75.9774 

JHUNJHUNUN 

Buhana 

BHIR 

EXP LO RATO RY_W ELL 

28.1778 

75.9252 

JHUNJHUNUN 

Buhana 

DHAKA MANDI 

PIEZOMETER 

28.2300 

75.9208 

JHUNJHUNUN 

Buhana 

Doomali-I 

EW 

28.1134 

75.9123 

JHUNJHUNUN 

Buhana 

Doomali-li 

EW 

28.1137 

75.9076 

JHUNJHUNUN 

Buhana 

GUNTI 

EXP LO RATO RY_W ELL 

28.1338 

75.9868 

JHUNJHUNUN 

Buhana 

Gunti 

EW 

28.1392 

75.9859 

JHUNJHUNUN 

Buhana 

Jhanjha 

PZ 

28.2069 

75.9222 

JHUNJHUNUN 

Buhana 

Kakana 

PZ 

28.1791 

76.0611 

JHUNJHUNUN 

Buhana 

Kalakot 

EW 

28.2140 

76.0108 

JHUNJHUNUN 

Buhana 

KHANDWA 

EXP LO RATO RY_W ELL 

28.2077 

75.9337 

JHUNJHUNUN 

Buhana 

KUHARWAS 

PIEZOMETER 

28.2666 

75.9940 

JHUNJHUNUN 

Buhana 

Kushalpura 

EW 

28.1984 

76.0286 

JHUNJHUNUN 

Buhana 

Kushalpura 

EW 

28.1984 

76.0286 

JHUNJHUNUN 

Buhana 

Kushalpura 

OW 

28.1984 

76.0286 

JHUNJHUNUN 

Buhana 

Meghpur 

PZ 

28.1736 

75.9917 

JHUNJHUNUN 

Buhana 

Pacheri Kalan 

EW 

28.1431 

75.9454 

JHUNJHUNUN 

Buhana 

PACHERI KHURD 

EXP LO RATO RY_W ELL 

28.1366 

75.9222 

JHUNJHUNUN 

Buhana 

SANTOR 

PIEZOMETER 

28.1875 

75.9633 


Total Depth 
Drilled 
(m bgl) 


Static 
Water 
Level 
(m bgl) 


Discharge Drawdown 

dps) (m) 


Specific 

Capacity 

Specific 

Transmi¬ 

Storage 

(Discharge - 

Yield 

ssivity 

Coeffcient 

Drawdown) 

(Sy) 

(T) 

(S) 

Ips/m 





Chemical Quality 


EC Cl- 1 F- 1 
11 /cm at 

25 <C ( m 9 /l) (mg/I) 


Hydrogeological Unit 



111.00 45.00 


86.00 58.00 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Slate 


Slate 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 





























































































































































































































































































































































































































































































































































































































































































































Coordinate 


Chemical Quality 


District 

Block 

Village 

Type 
of Well 

Coordinate 

Total Depth 
Drilled 
(m bgl) 

Static 
Water 
Level 
(m bgl) 

Discharge 

dps) 

Drawdown 

(m) 

Specific 
Capacity 
(Discharge - 
Drawdown) 
Ips/m 

Specific 

Yield 

(Sy) 

Transmi¬ 

ssivity 

(T) 

Storage 

Coeffcient 

(S) 

Chemical Quality 

Hydrogeological Unit 

Latitude 

Longitude 

EC 

p/cm at 
25 °C 

Cl' 1 

(mg/I) 

F' 1 

(mg/I) 

JHUNJHUNUN 

Buhana 

Singhana 

EW 

28.0959 

75.8535 

34.67 

16.24 

12.93 




2303.00 

1.22E-3 to2.9 

509 



Older Alluvium 

JHUNJHUNUN 

Buhana 

Singhana 

EW 

28.0959 

75.8535 

36.73 

1.00 

21.30 









Older Alluvium 

JHUNJHUNUN 

Buhana 

Singhana 

EW 

28.0959 

75.8535 

38.70 

5.90 










Older Alluvium 

JHUNJHUNUN 

Buhana 

Singhana 

EW 

28.0959 

75.8535 












Older Alluvium 

JHUNJHUNUN 

Buhana 

Singhana 

EW 

28.0959 

75.8535 












Older Alluvium 

JHUNJHUNUN 

Buhana 

Singhana 

EW 

28.0959 

75.8535 












Older Alluvium 

JHUNJHUNUN 

Buhana 

Singhana-I 

EW 

28.0956 

75.8483 

32.61 

5.18 

18.92 









Older Alluvium 

JHUNJHUNUN 

Buhana 

Singhana-lii 

EW 

28.0986 

75.8552 

27.74 


3.78 









Older Alluvium 

JHUNJHUNUN 

Khetri 

BABAI 

PIEZOMETER 

27.8818 

75.7675 

60.00 

37.50 

1.26 






2600 

570.0 

0.40 

Quartzite 

JHUNJHUNUN 

Khetri 

DADA 

PIEZOMETER 

27.9991 

75.8665 

80.00 

24.00 

0.56 






990 

92.0 

1.00 

Quartzite 

JHUNJHUNUN 

Khetri 

GORIR 

PIEZOMETER 

28.0318 

75.9390 

60.00 

39.00 

0.38 






1000 

220.0 

1.20 

Quartzite 

JHUNJHUNUN 

Khetri 

MEHADA JATOOWAS 

PIEZOMETER 

27.9862 

75.9410 

60.00 

35.40 

0.38 






2200 

447.0 

0.32 

Quartzite 

JHUNJHUNUN 

Khetri 

MEHARA JATUWAS 

EXP LO RATO RY_W ELL 

27.9862 

75.9441 

131.00 

18.00 










Younger Alluvium 

JHUNJHUNUN 

Khetri 

Simli 

EW 

28.0704 

75.9570 

52.42 











Quartzite 

JHUNJHUNUN 

Khetri 

TIBA BASAI 

EXP LO RATO RY_W ELL 

27.9767 

75.9727 

38.00 

8.00 

4.20 

4.00 

1.05 




1660 

319.0 


Younger Alluvium 

JHUNJHUNUN 

Khetri 

TIBA BASAI 

PIEZOMETER 

27.9767 

75.9727 

30.00 

7.00 

2.80 

4.50 

0.62 




639 

71.0 


Younger Alluvium 

SIKAR 

Neem Ka Thana 

Dadhla 

EW 

27.7722 

75.9854 

134.26 











Quartzite 

SIKAR 

Neem Ka Thana 

MAW AN DA KALAN 

PIEZOMETER 

27.7951 

75.8540 

70.00 

18.15 

0.63 






1970 

269.0 

0.40 

Quartzite 

SIKAR 

Neem Ka Thana 

PATAN 

EXP LO RATO RY_W ELL 

27.7897 

75.9628 

50.00 

10.00 

1.51 









Quartzite 

Sub Basin: Kantli | 

CHURU 

Rajgarh 

BUDAS 

PIEZOMETER 

28.3520 

75.4628 

100.00 

35.00 

3.78 

4.00 

0.95 




1800 

122.0 

4.28 

Older Alluvium 

JHUNJHUNUN 

Chirawa 

Alipur 

EW 

28.2250 

75.5333 

92.00 

45.35 

5.00 

3.60 

1.39 




760 

57.0 

2.10 

Younger Alluvium 

JHUNJHUNUN 

Chirawa 

BAKHTAWAR PURA 

PIEZOMETER 

28.2032 

75.5542 

60.00 

43.85 

2.52 






760 

71.0 

0.80 

Older Alluvium 

JHUNJHUNUN 

Chirawa 

Bhaktawarpur 

EW 

28.2010 

75.5662 

104.24 











Older Alluvium 

JHUNJHUNUN 

Chirawa 

Dhattarwala 

EW 

28.2833 

75.5125 

124.20 

45.22 

8.33 




318.40 

3.4E-3 

910 

39.0 

4.00 

Older Alluvium 

JHUNJHUNUN 

Chirawa 

GOVALA 

EXP LO RATO RY_W ELL 

28.0496 

75.5712 

106.00 

18.00 

5.60 






575 

43.0 

0.40 

Younger Alluvium 

JHUNJHUNUN 

Chirawa 

GOVALA 

PIEZOMETER 

28.0496 

75.5712 

70.00 

18.00 







499 

39.0 


Younger Alluvium 

JHUNJHUNUN 

Chirawa 

JAKHODA 

PIEZOMETER 

28.2901 

75.4951 

65.00 

39.00 

2.52 






1350 

145.0 

0.80 

Older Alluvium 

JHUNJHUNUN 

Chirawa 

Khudana 

PZ 

28.1877 

75.5286 

94.50 

52.67 

1.67 






455 

21.0 

2.03 

Older Alluvium 

JHUNJHUNUN 

Khetri 

KALOTA 

EXP LO RATO RY_W ELL 

27.9173 

75.7262 

108.00 

36.00 

3.15 

8.00 

0.39 


217.34 


770 

35.0 

0.73 

Quartzite 

JHUNJHUNUN 

Khetri 

Kalotkalan 

EW 

27.9263 

75.7156 

125.85 

37.34 

10.07 




256.40 

6.9E-4 

1090 

82.0 

1.00 

Older Alluvium 

JHUNJHUNUN 

Khetri 

KANKRIA 

PIEZOMETER 

27.8251 

75.6766 

90.00 

26.13 

0.25 






1490 

234.0 

2.60 

Quartzite 

JHUNJHUNUN 

Khetri 

Rasoolpur Ahiran 

PZ 

27.9305 

75.6862 

52.70 

37.15 

Meagre 









Older Alluvium 

JHUNJHUNUN 

Udaipurwati 

Bagoli-I 

EW 

27.7782 

75.6752 

37.19 

7.83 

24.15 









Quartzite 

JHUNJHUNUN 

Udaipurwati 

Bagoli-li 

EW 

27.7758 

75.6803 

34.75 

2.13 

37.58 









Quartzite 

JHUNJHUNUN 

Udaipurwati 

BAGORA 

PIEZOMETER 

27.7114 

75.5058 

80.00 

25.65 

0.13 






720 

92.0 

3.60 

Quartzite 

JHUNJHUNUN 

Udaipurwati 

Chaonara 

EW 

27.9432 

75.5298 

41.76 

3.73 

45.42 




1915.00 

3.02E-4 

1334 

125.0 


Older Alluvium 

JHUNJHUNUN 

Udaipurwati 

Chaonara 

EW 

27.9432 

75.5298 

45.87 

2.21 

45.42 




1723.00 

3.71 E-4 


152.0 


Older Alluvium 

JHUNJHUNUN 

Udaipurwati 

Chawra 

PZ 

27.8833 

75.6250 

66.65 


12.00 









Younger Alluvium 

JHUNJHUNUN 

Udaipurwati 

CHHAUSARI 

PIEZOMETER 

27.9695 

75.5459 

61.34 








1140 

142.0 

1.20 

Younger Alluvium 

JHUNJHUNUN 

Udaipurwati 

GURHA GODJI 

EXP LO RATO RY_W ELL 

27.8592 

75.5557 

85.00 

6.60 

4.48 

4.90 

0.91 




368 

20.0 

0.40 

Older Alluvium 

JHUNJHUNUN 

Udaipurwati 

Jodhpura 

EW 

27.7954 

75.6914 

31.70 

3.91 

45.72 






731 

43.0 


Quartzite 

JHUNJHUNUN 

Udaipurwati 

Jodhpura 

EW 

27.7954 

75.6914 

48.32 

7.82 

24.17 




1540.00 

3.2E-4 


43.0 


Quartzite 

JHUNJHUNUN 

Udaipurwati 

Jodhpura 

EW 

27.7954 

75.6914 

36.88 

3.91 

45.00 




3158.00 

1.8E-4 


148.0 


Quartzite 

JHUNJHUNUN 

Udaipurwati 

Jodhpura 

EW 

27.7954 

75.6914 

35.28 

1.92 

37.98 




7766.00 

1.56E-4 


175.0 


Quartzite 

JHUNJHUNUN 

Udaipurwati 

Kemariya Jodha 

PZ 

27.8500 

75.6333 

62.80 

44.40 

0.33 






700 


0.23 

Quartzite 

JHUNJHUNUN 

Udaipurwati 

MANDAWARA 

PIEZOMETER 

27.7333 

75.6167 

80.00 

19.65 

0.56 






1200 

121.0 

2.00 

Quartzite 

JHUNJHUNUN 

Udaipurwati 

PAPRA 

PIEZOMETER 

27.7412 

75.6919 

60.00 

26.90 

0.25 






1200 

199.0 

2.40 

Quartzite 

JHUNJHUNUN 

Udaipurwati 

Ponk 

EW 

27.8234 

75.6089 

109.56 

16.99 

10.23 

7.63 

1.34 


231.10 


1000 

85.0 

0.36 

Quartzite 

JHUNJHUNUN 

Udaipurwati 

POSANA 

PIEZOMETER 

27.8373 

75.5072 

70.00 

44.00 

1.40 






480 

35.0 


Older Alluvium 

JHUNJHUNUN 

Udaipurwati 

Sarai 

EW 

27.7783 

75.7083 

160.20 

10.21 

4.33 

33.91 

0.13 




1460 

256.0 

0.68 

Quartzite 















































































































































































































































































































































































































































































































































































































































District 

Block 

Village 

Type 
of Well 

Coordinate 

Latitude 

Longitude 

JHUNJHUNUN 

Udaipurwati 

Sithal 

PZ 

28.0000 

75.5333 

SIKAR 

Khandela 

AAGLAI 

PIEZOMETER 

27.5495 

75.5101 

SIKAR 

Khandela 

BHOJPURA 

EXP LO RATO RY_W ELL 

27.5384 

75.5588 

SIKAR 

Khandela 

BIHARIPUR 

EXP LO RATO RY_W ELL 

27.5541 

75.5623 

SIKAR 

Khandela 

CHAUKRI 

PIEZOMETER 

27.6348 

75.6183 

SIKAR 

Khandela 

Chaukri 

EW 

27.6333 

75.6333 

SIKAR 

Khandela 

Chaukri 

OW 

27.6333 

75.6333 

SIKAR 

Khandela 

CHHAJANA 

PIEZOMETER 

27.6047 

75.5418 

SIKAR 

Khandela 

DULEHAPURA 

PIEZOMETER 

27.5638 

75.5836 

SIKAR 

Khandela 

Ghansinghpura-I 

EW 

27.5837 

75.6840 

SIKAR 

Khandela 

Ghansinghpura-I 

EW 

27.5837 

75.6840 

SIKAR 

Khandela 

GUMAN SINGH Kl DHONI 

PIEZOMETER 

27.6766 

75.5760 

SIKAR 

Khandela 

Kadka 

EW 

27.5500 

75.7667 

SIKAR 

Khandela 

KALIAWAS (KAWAT) 

PIEZOMETER 

27.5773 

75.6916 

SIKAR 

Khandela 

Kanwat 

EW 

27.5878 

75.7021 

SIKAR 

Khandela 

KERPURA 

EXP LO RATO RY_W ELL 

27.6617 

75.5639 

SIKAR 

Khandela 

KHANDELA 

EXP LO RATO RY_W ELL 

27.5905 

75.5063 

SIKAR 

Khandela 

KHANDELA 

PIEZOMETER 

27.5905 

75.5063 

SIKAR 

Khandela 

Khandela 

EW 

27.6000 

75.5000 

SIKAR 

Khandela 

Khandela 

OW 

27.6000 

75.5000 

SIKAR 

Khandela 

NIMAKI 

PIEZOMETER 

27.6005 

75.5875 

SIKAR 

Khandela 

Paniarwas 

EW 

27.6786 

75.4996 

SIKAR 

Khandela 

Ram Narain Ki Dhani 

EW 

27.5696 

75.7597 

SIKAR 

Khandela 

RAYAL 

PIEZOMETER 

27.5436 

75.4797 

SIKAR 

Khandela 

ROOPURA-UDALWAS 

PIEZOMETER 

27.5398 

75.7902 

SIKAR 

Khandela 

SALWARI 

PIEZOMETER 

27.6595 

75.5956 

SIKAR 

Khandela 

SAMRATHPURA 

EXP LO RATO RY_W ELL 

27.5579 

75.5998 

SIKAR 

Khandela 

Sewali 

EW 

27.6454 

75.4537 

SIKAR 

Khandela 

Shilpura 

EW 

27.5566 

75.7231 

SIKAR 

Khandela 

Shilpura 

EW 

27.5566 

75.7231 

SIKAR 

Khandela 

Silkibara 

PZ 

27.5904 

75.5491 

SIKAR 

Khandela 

THOI (BARI DHANI) 

PIEZOMETER 

27.5446 

75.7420 

SIKAR 

Khandela 

Thoi 

EW 

27.5352 

75.7498 

SIKAR 

Neem Ka Thana 

BHAGOTH 

PIEZOMETER 

27.6630 

75.7168 

SIKAR 

Neem Ka Thana 

CHALA 

EXP LO RATO RY_W ELL 

27.6587 

75.6565 

SIKAR 

Neem Ka Thana 

CHALA 

PIEZOMETER 

27.6587 

75.6565 

SIKAR 

Neem Ka Thana 

DEORALIA 

PIEZOMETER 

27.7027 

75.7180 

SIKAR 

Neem Ka Thana 

GANESHWAR 

PIEZOMETER 

27.6596 

75.8307 

SIKAR 

Neem Ka Thana 

GANWARI 

PIEZOMETER 

27.6966 

75.8589 

SIKAR 

Neem Ka Thana 

GAUR 

PIEZOMETER 

27.6495 

75.8571 

SIKAR 

Neem Ka Thana 

GOMAWALI( SIHORI) 

PIEZOMETER 

27.7085 

75.7187 

SIKAR 

Neem Ka Thana 

GRAMPANCHAYAT BHUDOLI (DHANI HARISINGh 

PIEZOMETER 

27.6779 

75.7665 

SIKAR 

Neem Ka Thana 

Gwala-I 

EW 

27.6833 

75.6333 

SIKAR 

Neem Ka Thana 

Gwala-I 

EW 

27.6833 

75.6333 

SIKAR 

Neem Ka Thana 

HARJANPURA 

PIEZOMETER 

27.6328 

75.7146 

SIKAR 

Neem Ka Thana 

MUKANGARH 

PIEZOMETER 

27.6369 

75.6989 

SIKAR 

Neem Ka Thana 

Narpura 

EW 

27.6977 

75.5942 

SIKAR 

Neem Ka Thana 

NAYABAS 

PIEZOMETER 

27.7617 

75.7335 

SIKAR 

Neem Ka Thana 

NAYABAS 

PIEZOMETER 

27.7617 

75.7335 

SIKAR 

Neem Ka Thana 

PRITAMPURI 

PIEZOMETER 

27.5890 

75.7523 

SIKAR 

Neem Ka Thana 

Pritampuri 

EW 

27.6000 

75.7533 


Total Depth 
Drilled 
(m bgl) 


Static 


Water 

Discharge 

Level 

(Ips) 

(m bgl) 


18.27 

18.32 

42.00 

1.51 


Drawdown 

(m) 


Specific 

Capacity 

Specific 

Transmi¬ 

Storage 

(Discharge - 

Yield 

ssivity 

Coeffcient 

Drawdown) 

(Sy) 

(T) 

(S) 

Ips/m 





Chemical Quality 

EC 

p/cm at 
25 °C 

Cl' 1 

(mg/I) 

F' 1 

(mg/I) 


Hydrogeological Unit 



159.0 



628 

41.0 

0.80 

617 

35.0 

0.60 


0.70 Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


4.00 Quartzite 


3.90 Quartzite 


Quartzite 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


2.67 Quartzite 


Quartzite 


Quartzite 


0.65 Quartzite 


0.65 Quartzite 


Quartzite 


1.60 Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


1.20 Quartzite 


Older Alluvium 


1.15 Quartzite 


Older Alluvium 


Older Alluvium 


3.40 Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


0.80 Older Alluvium 


0.60 Older Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


0.30 Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Older Alluvium 





































































































































































































































































































































































































































































































































































































































Coordinate 


Chemical Quality 


District 

Block 

Village 

Type 
of Well 

Coordinate 

Total Depth 
Drilled 
(m bgl) 

Static 
Water 
Level 
(m bgl) 

Discharge 

dps) 

Drawdown 

(m) 

Specific 
Capacity 
(Discharge - 
Drawdown) 
Ips/m 

Specific 

Yield 

(Sy) 

Transmi¬ 

ssivity 

(T) 

Storage 

Coeffcient 

(S) 

Chemical Quality 

Hydrogeological Unit 

Latitude 

Longitude 

EC 

p/cm at 
25 °C 

Cl' 1 

(mg/I) 

F' 1 

(mg/I) 

SIKAR 

Neem Ka Thana 

SIROHI 

PIEZOMETER 

27.7119 

75.7351 

80.00 

35.73 

0.56 






520 

85.0 

0.80 

Older Alluvium 

SIKAR 

Sri Madhopur 

JORAWARNAGAR 

PIEZOMETER 

27.5478 

75.6502 

63.50 

42.00 










Older Alluvium 

TONK 

Niwai 

SIROHI 

PIEZOMETER 

26.3944 

76.0750 

60.00 

22.20 

2.52 






1360 

177.0 

0.40 

Older Alluvium 

Sub Basin: Mendha | 

AJMER 

Kishangarh 

DHANI-RATHORAN 

PIEZOMETER 

26.5856 

74.8027 

45.00 

13.00 

0.25 






1000 

145.0 

7.40 

Phyllite & Schist 

AJMER 

Kishangarh 

Jajota 

EW 

26.8333 

74.8667 

45.06 

8.47 

7.83 

10.98 

0.71 


- 

data 

2020 

554.0 

1.20 

Phyllite & Schist 

AJMER 

Kishangarh 

KHATOLI 

PIEZOMETER 

26.6667 

74.8333 

60.00 

41.00 

0.06 






1860 

170.0 

3052.00 

Phyllite & Schist 

AJMER 

Kishangarh 

KUCHIL 

PIEZOMETER 

26.6506 

74.7667 

60.00 

18.00 

0.63 






1500 

312.0 

1.76 

Phyllite & Schist 

AJMER 

Kishangarh 

PANER 

PIEZOMETER 

26.8477 

74.8271 

40.00 

13.00 

0.98 






500 

78.0 

1.20 

Phyllite & Schist 

AJMER 

Kishangarh 

Rupangarh 

EW 

26.8000 

74.8667 

31.00 

8.45 

1.67 






2480 

610.0 

6.40 

Phyllite & Schist 

AJMER 

Kishangarh 

SALEMABAD 

PIEZOMETER 

26.7199 

74.8213 

92.00 

15.00 

0.50 






1610 

240.0 

1.34 

Phyllite & Schist 

AJMER 

Kishangarh 

SANODIA 

PIEZOMETER 

26.8850 

74.9339 

50.00 

15.06 

0.50 









Phyllite & Schist 

AJMER 

Kishangarh 

SINGARA 

PIEZOMETER 

26.7355 

74.8015 

105.00 

8.00 

4.41 







92.0 

4.32 

Phyllite & Schist 

AJMER 

Kishangarh 

SINGARA 

EW 

26.7490 

74.8064 

40.70 

16.85 

0.33 






690 

99.0 

0.56 

Phyllite & Schist 

AJMER 

Kishangarh 

SURSURA 

PIEZOMETER 

26.7347 

74.8784 

50.00 

13.86 

0.32 









Phyllite & Schist 

AJMER 

Srinagar 

AJMER 

PIEZOMETER 

26.5038 

74.6521 

50.00 

3.43 

0.50 









Phyllite & Schist 

AJMER 

Srinagar 

ARARKA 

PIEZOMETER 

26.6350 

74.7344 

42.00 

10.00 

0.13 






4900 

1140.0 

1.00 

Phyllite & Schist 

AJMER 

Srinagar 

BUBANI 

PIEZOMETER 

26.5167 

74.8022 

50.00 

13.00 

0.13 






1200 

184.0 

1.22 

Gneisses(B.G.C.) 

AJMER 

Srinagar 

CHACHIAWAS 

PIEZOMETER 

26.5672 

74.6833 

50.00 

14.00 

0.25 






830 

53.0 

0.88 

Gneisses 

AJMER 

Srinagar 

MAKADWALI 

PIEZOMETER 

26.5356 

74.6356 

45.00 

10.00 

0.13 






3900 

681.0 

1.34 

Gneisses 

JAIPUR 

Amber 

PRATAPPURA 

PIEZOMETER 

27.1314 

75.5681 

90.00 

25.00 

9.10 






890 

50.0 

1.41 

Younger Alluvium 

JAIPUR 

Amber 

Punana 

EW 

27.0833 

75.5333 

72.50 

10.16 

12.43 

9.26 

1.34 


525.00 


1190 

64.0 

2.05 

Younger Alluvium 

JAIPUR 

Dudu 

HIRNODA 

OBSERVATIONWELL 

26.8694 

75.2458 

124.00 








1030 

113.0 


Older Alluvium 

JAIPUR 

Dudu 

Phulera 

PZ 

26.8684 

75.2373 

41.60 

13.30 

1.10 

15.02 

0.07 




1035 

43.0 

3.35 

Older Alluvium 

JAIPUR 

Govindgarh 

Asti Kalan 

EW 

27.2583 

75.5250 

68.00 

17.84 

4.58 

18.26 

0.25 




1120 

107.0 

1.62 

Younger Alluvium 

JAIPUR 

Govindgarh 

Chomu 

EW 

27.1667 

75.7167 

99.17 

49.83 

6.87 

5.94 

1.16 


213.00 


750 

71.0 

0.15 

Younger Alluvium 

JAIPUR 

Govindgarh 

Chomu 

PZ 

27.1667 

75.7167 

99.10 

47.75 

5.00 

17.34 

0.29 




540 

50.0 

0.27 

Younger Alluvium 

JAIPUR 

Govindgarh 

Dhodhsar 

EW 

27.2915 

75.6242 

81.00 

18.80 

10.00 






1700 

305.0 

0.85 

Younger Alluvium 

JAIPUR 

Govindgarh 

Dhodsar 

PZ 

27.2833 

75.6333 

86.56 

13.89 

20.00 

15.18 

1.32 




950 

50.0 

0.50 

Younger Alluvium 

JAIPUR 

Govindgarh 

GOVINDGARH 

PIEZOMETER 

27.2500 

75.6500 

60.00 

21.00 

1.89 






1090 

85.0 

1.20 

Younger Alluvium 

JAIPUR 

Govindgarh 

Hastera 

EW 

27.2333 

75.5333 

57.32 

9.29 

13.25 

3.66 

3.62 


839.00 


825 

57.0 

3.50 

Younger Alluvium 

JAIPUR 

Govindgarh 

Hastera 

PZ 

27.2333 

75.5333 

60.00 








4950 

1477.0 

1.18 

Younger Alluvium 

JAIPUR 

Govindgarh 

HEERA KA BAS 

PIEZOMETER 

27.2722 

75.5556 

70.00 

15.00 

3.78 









Older Alluvium 

JAIPUR 

Govindgarh 

HEERA KA BAS 

EXP LO RATO RY_W ELL 

27.2722 

75.5556 

70.00 

15.00 

3.78 






850 

106.0 

1.20 

Older Alluvium 

JAIPUR 

Govindgarh 

ITAWA BHOPJI 

PIEZOMETER 

27.2492 

75.7250 

70.00 

29.00 

3.78 






1010 

99.0 

0.96 

Younger Alluvium 

JAIPUR 

Govindgarh 

Itawa Bhopji 

EW 

27.2569 

75.7306 

86.21 

38.65 

1.83 

5.55 

0.33 







Younger Alluvium 

JAIPUR 

Govindgarh 

Kaladera 

EW 

27.1833 

75.6333 

63.00 

11.25 

16.83 

8.87 

1.90 


271.00 

6.2 x 10E-4 

770 

36.0 

1.30 

Younger Alluvium 

JAIPUR 

Govindgarh 

Kaladera 

OW 

27.1833 

75.6333 

61.00 

8.95 

14.00 









Younger Alluvium 

JAIPUR 

Govindgarh 

Kaladera 

PZ 

27.1833 

75.6333 

70.40 

24.73 

6.67 






915 

57.0 

1.87 

Younger Alluvium 

JAIPUR 

Govindgarh 

KHEJRAULI 

PIEZOMETER 

27.3349 

75.6903 

45.00 

18.00 

3.15 

9.00 

0.35 




860 

70.0 


Younger Alluvium 

JAIPUR 

Govindgarh 

Khejrauli 

PZ 

27.3333 

75.7139 

87.60 

39.85 

2.25 






1080 


2.00 

Younger Alluvium 

JAIPUR 

Govindgarh 

Kisan Manpora 

PZ 

27.3000 

75.5167 

101.28 

25.30 

19.00 

8.53 

2.23 




1140 

89.0 

0.30 

Older Alluvium 

JAIPUR 

Govindgarh 

Kishan Vlanpura 

EW 

27.2958 

75.5375 

86.00 

35.32 

3.67 

3.13 

1.17 




660 

14.0 

1.01 

Older Alluvium 

JAIPUR 

Govindgarh 

Nainda Ki Dhani 

PZ 

27.2333 

75.7167 

81.60 

36.64 

3.67 






940 


0.87 

Younger Alluvium 

JAIPUR 

Govindgarh 

Nangal Bharra 

EW 

27.2320 

75.7572 

98.78 

39.16 

10.22 

8.29 

1.23 


170.00 


500 

14.0 

0.20 

Younger Alluvium 

JAIPUR 

Govindgarh 

Purohiton Ki Dhani 

PZ 

27.1667 

75.5167 

58.12 

5.99 

13.75 

0.84 

16.37 




2060 

348.0 

1.05 

Younger Alluvium 

JAIPUR 

Govindgarh 

Singod Kalan 

EW 

27.3167 

75.6649 

90.00 

19.05 

11.67 

7.95 

1.47 







Younger Alluvium 

JAIPUR 

Govindgarh 

Singod Khurd 

EW 

27.3133 

75.6678 

80.00 

8.66 

8.50 

9.71 

0.88 


111.00 

1.58 x 10E-3 

930 

64.0 

1.50 

Younger Alluvium 

JAIPUR 

Govindgarh 

Singod Khurd 

OW 

27.3133 

75.6678 

70.00 

6.32 

12.20 









Younger Alluvium 

JAIPUR 

Govindgarh 

Singod Khurd 

EW 

27.3133 

75.6678 

102.00 

21.10 

12.00 

6.80 

1.76 







Younger Alluvium 

JAIPUR 

Govindgarh 

Tankarda 

EW 

27.1765 

75.6904 

83.50 

34.09 

3.67 

8.39 

0.44 




1740 

341.0 

0.69 

Younger Alluvium 











































































































































































































































































































































































































































































































































































































































































































Coordinate 


District 

Block 

Village 

Type 
of Well 

Latitude 

Longitude 

JAIPUR 

Sambhar 

Badhal Dev Ka Bas 

EW 

27.2611 

75.4417 

JAIPUR 

Sambhar 

Badhal 

EW 

27.2616 

75.4487 

JAIPUR 

Sambhar 

Badhal 

PZ 

27.2616 

75.4487 

JAIPUR 

Sambhar 

BAGAWAS 

EXP LO RATO RY_W ELL 

27.1819 

75.4556 

JAIPUR 

Sambhar 

Bagawas 

EW 

27.1798 

75.4510 

JAIPUR 

Sambhar 

Bagawas 

EW 

27.1798 

75.4510 

JAIPUR 

Sambhar 

Bhaislana 

PZ 

27.0583 

75.3000 

JAIPUR 

Sambhar 

Bhojipura 

OW 

27.0324 

75.3829 

JAIPUR 

Sambhar 

Bhojipura 

EW 

27.0324 

75.3829 

JAIPUR 

Sambhar 

Bhojipura 

OW 

27.0324 

75.3829 

JAIPUR 

Sambhar 

DEVALIYA 

PIEZOMETER 

27.1667 

75.4833 

JAIPUR 

Shahpura 

AMARSAR 

EXP LO RATO RY_W ELL 

27.3333 

75.7500 

JAIPUR 

Shahpura 

Dhanauta 

EW 

27.3138 

75.7834 

JAIPUR 

Shahpura 

Dhanauta 

OW 

27.3138 

75.7834 

JAIPUR 

Shahpura 

Kariri 

EW 

27.3833 

75.7500 

JAIPUR 

Shahpura 

Kariri 

EW 

27.3833 

75.7500 

JALORE 

Jalore 

MITHRI 

PIEZOMETER 

25.4417 

72.7174 

JALORE 

Jalore 

MITHRI 

PIEZOMETER 

25.4417 

72.7174 

JALORE 

Jalore 

MITHRI 

PIEZOMETER 

25.4417 

72.7174 

NAGAUR 

Kuchaman City 

BURSU-II 

EXP LO RATO RY_W ELL 

27.1241 

75.0477 

NAGAUR 

Kuchaman City 

BURSU-III 

EXP LO RATO RY_W ELL 

27.1212 

75.0517 

NAGAUR 

Kuchaman City 

JINWAR 

EXP LO RATO RY_W ELL 

27.1194 

75.1244 

NAGAUR 

Kuchaman City 

KASARI 

EXP LO RATO RY_W ELL 

27.0275 

74.8164 

NAGAUR 

Kuchaman City 

KUCHAMAN-I 

EXP LO RATO RY_W ELL 

27.1537 

74.8495 

NAGAUR 

Kuchaman City 

KUCHAMAN-II 

EXP LO RATO RY_W ELL 

27.1534 

74.8541 

NAGAUR 

Kuchaman City 

KUCHAMAN-III 

EXP LO RATO RY_W ELL 

27.1512 

74.8514 

NAGAUR 

Kuchaman City 

KUCHHAMAN 

PIEZOMETER 

27.1463 

74.8666 

NAGAUR 

Kuchaman City 

MITHRI 

PIEZOMETER 

27.0627 

74.9276 

NAGAUR 

Kuchaman City 

NAWA 

EXP LO RATO RY_W ELL 

27.0350 

75.0181 

NAGAUR 

Kuchaman City 

NAWA-II 

EXP LO RATO RY_W ELL 

27.0167 

75.0167 

NAGAUR 

Kuchaman City 

NAWA-III 

EXP LO RATO RY_W ELL 

27.0167 

75.0167 

NAGAUR 

Kuchaman City 

PALRI 

EXP LO RATO RY_W ELL 

27.0400 

74.8801 

NAGAUR 

Kuchaman City 

THIKARIYA KHURD 

EXP LO RATO RY_W ELL 

27.0989 

75.3425 

SIKAR 

Danta Ramgarh 

AH IRKA BAS 

PIEZOMETER 

27.2496 

75.1578 

SIKAR 

Danta Ramgarh 

AMANIPURA 

PIEZOMETER 

27.1875 

75.2202 

SIKAR 

Danta Ramgarh 

AMANIPURA 

PIEZOMETER 

27.1875 

75.2202 

SIKAR 

Danta Ramgarh 

BAI 

EXP LO RATO RY_W ELL 

27.3050 

75.3024 

SIKAR 

Danta Ramgarh 

Bai 

PZ 

27.3155 

75.2921 

SIKAR 

Danta Ramgarh 

BAJIAWAS 

PIEZOMETER 

27.3163 

75.2648 

SIKAR 

Danta Ramgarh 

BAY 

PIEZOMETER 

27.3079 

75.3046 

SIKAR 

Danta Ramgarh 

Bay 

EW 

27.3098 

75.3008 

SIKAR 

Danta Ramgarh 

BHIRANA 

PIEZOMETER 

27.1703 

75.1568 

SIKAR 

Danta Ramgarh 

BHOORDON KA BAS 

PIEZOMETER 

27.2139 

75.2368 

SIKAR 

Danta Ramgarh 

BIRWAS 

PIEZOMETER 

27.3071 

75.2677 

SIKAR 

Danta Ramgarh 

BIRWAS 

PIEZOMETER 

27.3071 

75.2677 

SIKAR 

Danta Ramgarh 

CHAINPURA 

PIEZOMETER 

27.2069 

75.3137 

SIKAR 

Danta Ramgarh 

CHAINPURA 

PIEZOMETER 

27.2069 

75.3137 

SIKAR 

Danta Ramgarh 

CHUKMITAI (BHARIJA) 

PIEZOMETER 

27.2098 

75.1688 

SIKAR 

Danta Ramgarh 

DANSROLI 

PIEZOMETER 

27.1611 

75.2220 

SIKAR 

Danta Ramgarh 

DANSROLI 

OBSERVATIONWELL 

27.1611 

75.2220 

SIKAR 

Danta Ramgarh 

Dant Ramgarh 

EW 

27.2587 

75.1834 


Total Depth 
Drilled 
(m bgl) 


Static 
Water 
Level 
(m bgl) 


Discharge 

dps) 


Drawdown 

(m) 


Specific 

Capacity Specific 
(Discharge - Yield 

Drawdown) (Sy) 

Ips/m 


Transmi- Storage 

ssivity Coeffcient 

(T) (S) 


Chemical Quality 

EC 

|j/cm at 
25 °C 

cr 1 

(mg/l) 

F 1 

(mg/l) 


Hydrogeological Unit 



70.00 5.62 * 10E-4T 1350 89.0 


Older Alluvium 


1.05 Older Alluvium 


1.22 Older Alluvium 


Younger Alluvium 


Younger Alluvium 


1.80 Younger Alluvium 


1.72 Older Alluvium 


Older Alluvium 


3.10 Older Alluvium 


Older Alluvium 


1.66|Younger Alluvium 


Younger Alluvium 


0.1o|Younger Alluvium 


Younger Alluvium 


0.3o|Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


0.951 Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


1.30 Older Alluvium 


0.84 Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


6.10 Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


7.80 Older Alluvium 


























































































































































































































































































































































































































































































































































































































District 

Block 

Village 

Type 
of Well 

Coordinate 

Latitude 

Longitude 

SIKAR 

Danta Ramgarh 

Danta Ramgarh 

PZ 

27.2500 

75.1833 

SIKAR 

Danta Ramgarh 

Danta 

EW 

27.2987 

75.1838 

SIKAR 

Danta Ramgarh 

DANTALA 

PIEZOMETER 

27.3662 

75.2550 

SIKAR 

Danta Ramgarh 

DANTARAMGARH 

PIEZOMETER 

27.2902 

75.1775 

SIKAR 

Danta Ramgarh 

DUDWALA KA BAS 

PIEZOMETER 

27.1875 

75.2202 

SIKAR 

Danta Ramgarh 

GODIAWAS 

PIEZOMETER 

27.3599 

75.1315 

SIKAR 

Danta Ramgarh 

GOGAWAS 

PIEZOMETER 

27.2633 

75.2601 

SIKAR 

Danta Ramgarh 

GOGAWAS 

PIEZOMETER 

27.2633 

75.2601 

SIKAR 

Danta Ramgarh 

GOKAL KA BAS 

PIEZOMETER 

27.1875 

75.2202 

SIKAR 

Danta Ramgarh 

Gowati 

EW 

27.4428 

75.3341 

SIKAR 

Danta Ramgarh 

HARIPURA 

PIEZOMETER 

27.1305 

75.2548 

SIKAR 

Danta Ramgarh 

HIRWAS 

PIEZOMETER 

27.3244 

75.2411 

SIKAR 

Danta Ramgarh 

KANTIA 

PIEZOMETER 

27.3573 

75.2449 

SIKAR 

Danta Ramgarh 

KARAD 

PIEZOMETER 

27.1506 

75.2847 

SIKAR 

Danta Ramgarh 

KHACHARIAWAS 

PIEZOMETER 

27.2319 

75.1835 

SIKAR 

Danta Ramgarh 

KHACHARIYAWAS 

PIEZOMETER 

27.2294 

75.3061 

SIKAR 

Danta Ramgarh 

Khachariyawas 

EW 

27.2333 

75.2833 

SIKAR 

Danta Ramgarh 

KHATOO 

PIEZOMETER 

27.3589 

75.4105 

SIKAR 

Danta Ramgarh 

KHATU SHYAMJI 

EXP LO RATO RY_W ELL 

27.3561 

75.4158 

SIKAR 

Danta Ramgarh 

Khatu Shyamji 

EW 

27.3667 

75.4000 

SIKAR 

Danta Ramgarh 

Khatu Shyamji 

PZ 

27.3667 

75.4000 

SIKAR 

Danta Ramgarh 

LADPURA 

PIEZOMETER 

27.3454 

75.3687 

SIKAR 

Danta Ramgarh 

MALIO Kl DHANI 

PIEZOMETER 

27.2903 

75.1876 

SIKAR 

Danta Ramgarh 

MANPUR MACHERI 

EXP LO RATO RY_W ELL 

27.2167 

75.3000 

SIKAR 

Danta Ramgarh 

MEI 

PIEZOMETER 

27.2138 

75.2189 

SIKAR 

Danta Ramgarh 

MOTLAWAS 

PIEZOMETER 

27.2725 

75.2464 

SIKAR 

Danta Ramgarh 

MOTLAWAS 

PIEZOMETER 

27.2725 

75.2464 

SIKAR 

Danta Ramgarh 

MOTLAWAS 

PIEZOMETER 

27.2725 

75.2464 

SIKAR 

Danta Ramgarh 

Nosal 

PZ 

27.1499 

75.2425 

SIKAR 

Danta Ramgarh 

PACHAR 

EXP LO RATO RY_W ELL 

27.2516 

75.3602 

SIKAR 

Danta Ramgarh 

PREMPURA-NADA 

OBSERVATIONWELL 

27.1746 

75.2439 

SIKAR 

Danta Ramgarh 

Premsing Ki Dhani 

EW 

27.1759 

75.2411 

SIKAR 

Danta Ramgarh 

RAJPURA 

PIEZOMETER 

27.1523 

75.2540 

SIKAR 

Danta Ramgarh 

RAJPURA 

EXP LO RATO RY_W ELL 

27.1523 

75.2540 

SIKAR 

Danta Ramgarh 

SAJANPURA 

PIEZOMETER 

27.2966 

75.2417 

SIKAR 

Danta Ramgarh 

Sanwalpura 

EW 

27.4146 

75.3769 

SIKAR 

Danta Ramgarh 

Sanwalpura 

EW 

27.4146 

75.3769 

SIKAR 

Danta Ramgarh 

SULIAWAS 

PIEZOMETER 

27.3446 

75.1300 

SIKAR 

Danta Ramgarh 

SULIAWAS 

OBSERVATIONWELL 

27.3446 

75.1300 

SIKAR 

Danta Ramgarh 

SURERA 

PIEZOMETER 

27.1860 

75.1398 

SIKAR 

Danta Ramgarh 

Surera 

EW 

27.1833 

75.1333 

SIKAR 

Khandela 

BASSI 

PIEZOMETER 

27.4807 

75.5755 

SIKAR 

Khandela 

BAWARI 

PIEZOMETER 

27.4064 

75.5174 

SIKAR 

Khandela 

BAWARI 

PIEZOMETER 

27.4064 

75.5174 

SIKAR 

Khandela 

Dhaliawas 

PZ 

27.4860 

75.5513 

SIKAR 

Khandela 

Doodh Walon Ka Bas 

PZ 

27.5143 

75.4596 

SIKAR 

Khandela 

DOODWALO-KA-BA 

EXP LO RATO RY_W ELL 

27.5188 

75.4548 

SIKAR 

Khandela 

KHERI 

PIEZOMETER 

27.4735 

75.5384 

SIKAR 

Khandela 

LAKHAN 1 

PIEZOMETER 

27.3845 

75.5139 

SIKAR 

Khandela 

NIMERA 

PIEZOMETER 

27.5147 

75.5341 

SIKAR 

Khandela 

RALAOTA 

PIEZOMETER 

27.5143 

75.5690 


Total Depth 
Drilled 
(m bgl) 


Static 
Water 
Level 
(m bgl) 


Discharge Drawdown 

dps) (m) 


Specific 

Capacity 

Specific 

Transmi¬ 

Storage 

(Discharge - 

Yield 

ssivity 

Coeffcient 

Drawdown) 

(Sy) 

(T) 

(S) 

Ips/m 





Chemical Quality 


EC Cl- 1 F- 1 
11 /cm at 

25 <C ( m 9 /l) (mg/I) 


Hydrogeological Unit 



Older Aik 


Older Alii 


Quartzite 


Older Alii 


Older Aik 


Older Aik 


Older Aik 


Older Alii 


Older Aik 


Quartzite 


Older Aik 


Older Aik 


Quartzite 


Older Alii 


Older Aik 


Older Aik 


Older Aik 


Older Aik 


Older Alii 


Older Aik 


Older Aik 


Older Aik 


Older Aik 


Older Alii 


Older Aik 


Older Aik 


Older Aik 


Older Aik 


Older Alii 


Younger, 


Older Aik 


Older Aik 


Older Aik 


Older Alii 


Older Aik 


Older Aik 


Older Aik 


Older Aik 


Older Alii 


Older Aik 


Older Aik 


Older Aik 


Older Aik 


Older Alii 


Older Aik 


Older Aik 


Older Aik 


Older Aik 


Older Alii 


Older Aik 


Older AIIl 


uvium 


uvium 


uvium 


uvium 


uvium 


uvium 


uvium 


uvium 


uvium 


uvium 


uvium 


uvium 


uvium 


uvium 


uvium 


uvium 


Alluvium 


uvium 


uvium 


uvium 


uvium 


uvium 


uvium 


uvium 


uvium 


uvium 


uvium 


uvium 


uvium 


uvium 


uvium 


uvium 


uvium 


uvium 


uvium 


uvium 


uvium 


uvium 













































































































































































































































































































































































































































































































































































































District 

Block 

Village 

Type 
of Well 

Coordinate 

Latitude 

Longitude 

SIKAR 

Khandela 

Sola 

EW 

27.5175 

75.5088 

SIKAR 

Khandela 

SOTHALIA 

PIEZOMETER 

27.4204 

75.5473 

SIKAR 

Piprali 

BARSINGHPURA 

PIEZOMETER 

27.4548 

75.3610 

SIKAR 

Piprali 

BIJARNIO Kl DHANI 

PIEZOMETER 

27.4779 

75.4092 

SIKAR 

Piprali 

PALSANA 

PIEZOMETER 

27.4904 

75.3835 

SIKAR 

Piprali 

PALSANA 

PIEZOMETER 

27.4904 

75.3835 

SIKAR 

Piprali 

PALSANA 

PIEZOMETER 

27.4904 

75.3835 

SIKAR 

Piprali 

Palsana 

EW 

27.4767 

75.3835 

SIKAR 

Piprali 

Palsana 

PZ 

27.4767 

75.3835 

SIKAR 

Piprali 

SUNDARPURA 

PIEZOMETER 

27.4754 

75.4237 

SIKAR 

Sri Madhopur 

ASPURA 

PIEZOMETER 

27.4366 

75.7565 

SIKAR 

Sri Madhopur 

ASSUPUR 

PIEZOMETER 

27.4341 

75.7595 

SIKAR 

Sri Madhopur 

ASSUPURA 

PIEZOMETER 

27.4310 

75.7550 

SIKAR 

Sri Madhopur 

Bhanipura Ki Dhani 

EW 

27.4167 

75.6000 

SIKAR 

Sri Madhopur 

Bharni 

EW 

27.4175 

75.5960 

SIKAR 

Sri Madhopur 

BHOPATPURA 

PIEZOMETER 

27.3890 

75.5550 

SIKAR 

Sri Madhopur 

Bhopatpura 

PZ 

27.3900 

75.5504 

SIKAR 

Sri Madhopur 

DEVIPURA 

EXP LO RATO RY_W ELL 

27.3514 

75.5034 

SIKAR 

Sri Madhopur 

DEVIPURABEED 

PIEZOMETER 

27.3488 

75.5011 

SIKAR 

Sri Madhopur 

DHABAWALI DHANI 

PIEZOMETER 

27.4768 

75.6894 

SIKAR 

Sri Madhopur 

DHANI MALAKALLI 

PIEZOMETER 

27.4056 

75.5664 

SIKAR 

Sri Madhopur 

GUDA 

PIEZOMETER 

27.3726 

75.5731 

SIKAR 

Sri Madhopur 

JALPALI 

PIEZOMETER 

27.4374 

75.5961 

SIKAR 

Sri Madhopur 

JALPALI 

PIEZOMETER 

27.4374 

75.5961 

SIKAR 

Sri Madhopur 

JALPALI 

OBSERVATIONWELL 

27.4374 

75.5961 

SIKAR 

Sri Madhopur 

JETUSAR 

PIEZOMETER 

27.3809 

75.5711 

SIKAR 

Sri Madhopur 

Kachera 

EW 

27.5333 

75.6333 

SIKAR 

Sri Madhopur 

KALYANPURA 

EXP LO RATO RY_W ELL 

27.4854 

75.5908 

SIKAR 

Sri Madhopur 

KALYANPURA 

EXP LO RATO RY_W ELL 

27.4854 

75.5908 

SIKAR 

Sri Madhopur 

LISARIA 

EW 

27.3880 

75.7219 

SIKAR 

Sri Madhopur 

Lumpwa 

PZ 

27.3750 

75.4875 

SIKAR 

Sri Madhopur 

Maharoli 

PZ 

27.3780 

75.6085 

SIKAR 

Sri Madhopur 

MAHROLI 

PIEZOMETER 

27.3900 

75.5971 

SIKAR 

Sri Madhopur 

Mundru 

PZ 

27.4028 

75.6908 

SIKAR 

Sri Madhopur 

NAGAL 

PIEZOMETER 

27.4583 

75.7099 

SIKAR 

Sri Madhopur 

NAGAL 

OBSERVATIONWELL 

27.4583 

75.7099 

SIKAR 

Sri Madhopur 

NATHUSAR 

PIEZOMETER 

27.4275 

75.6764 

SIKAR 

Sri Madhopur 

Nathusar 

PZ 

27.4250 

75.6792 

SIKAR 

Sri Madhopur 

NORALGARH ROAD 

PIEZOMETER 

27.3900 

75.5971 

SIKAR 

Sri Madhopur 

PORHIT Kl DHANI 

PIEZOMETER 

27.3900 

75.5971 

SIKAR 

Sri Madhopur 

PUROHIT Jl KI-DAHNI 

PIEZOMETER 

27.3900 

75.5971 

SIKAR 

Sri Madhopur 

PUROHIT KA BAS 

PIEZOMETER 

27.3291 

75.4872 

SIKAR 

Sri Madhopur 

PUROHIT KA BAS 

PIEZOMETER 

27.3291 

75.4872 

SIKAR 

Sri Madhopur 

PUROHIT KA BAS 

OBSERVATIONWELL 

27.3291 

75.4872 

SIKAR 

Sri Madhopur 

PUROHIT KA BAS 

PIEZOMETER 

27.3291 

75.4872 

SIKAR 

Sri Madhopur 

PUROHIT Kl DHANI 

PIEZOMETER 

27.3900 

75.5971 

SIKAR 

Sri Madhopur 

PUROHIT Kl DHANI 

PIEZOMETER 

27.3900 

75.5971 

SIKAR 

Sri Madhopur 

PUROHIT Kl DHANI 

PIEZOMETER 

27.3900 

75.5971 

SIKAR 

Sri Madhopur 

Riguas 

EW 

27.3661 

75.5633 

SIKAR 

Sri Madhopur 

RINGIN 

PIEZOMETER 

27.4854 

75.5908 

SIKAR 

Sri Madhopur 

RINGUS 

PIEZOMETER 

27.3519 

75.5769 


Total Depth 
Drilled 
(m bgl) 


Static 
Water 
Level 
(m bgl) 


Discharge 

dps) 


Drawdown 

(m) 


Specific 

Capacity Specific Transmi- Storage 
(Discharge - Yield ssivity Coeffcient 
Drawdown) (Sy) (T) (S) 

Ips/m 


Chemical Quality 


EC Cl- 1 F- 1 
11 /cm at 

25 <C ( m 9 /l) (mg/I) 


Hydrogeological Unit 


142.0 



2.40 Older Alluvium 


Older Alluvium 


2.80 Older Alluvium 


1.60 Older Alluvium 


1.00 Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


0.80 Older Alluvium 


1.00 Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


1.43 Older Alluvium 


Older Alluvium 


Older Alluvium 


2.20 Older Alluvium 


0.80 Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


3.20 Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


0.40 Older Alluvium 


Older Alluvium 


2.45 Older Alluvium 


2.68|Younger Alluvium 


Older Alluvium 


Older Alluvium 


3.60 Older Alluvium 


2.60 Older Alluvium 


Younger Alluvium 


0.76|younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 



















































































































































































































































































































































































































































































































































































Coordinate 


Chemical Quality 


District 

Block 

Village 

Type 
of Well 

Coordinate 

Total Depth 
Drilled 
(m bgl) 

Static 
Water 
Level 
(m bgl) 

Discharge 

dps) 

Drawdown 

(m) 

Specific 
Capacity 
(Discharge - 
Drawdown) 
Ips/m 

Specific 

Yield 

(Sy) 

Transmi¬ 

ssivity 

(T) 

Storage 

Coeffcient 

(S) 

Chemical Quality 

Hydrogeological Unit 

Latitude 

Longitude 

EC 

p/cm at 
25 °C 

cr 1 

(mg/l) 

F 1 

(mg/l) 

SIKAR 

Sri Madhopur 

RINGUS 

EXP LO RATO RY_W ELL 

27.3519 

75.5769 

74.00 

5.00 

10.08 

3.00 

3.36 




1930 

191.0 

2.80 

Older Alluvium 

SIKAR 

Sri Madhopur 

SARGOTH 

PIEZOMETER 

27.3114 

75.6089 

84.00 

40.00 










Younger Alluvium 

SIKAR 

Sri Madhopur 

SHERSINGH PURA ( S.T.C.COLLEGE) 

PIEZOMETER 

27.3900 

75.5971 

130.00 











Older Alluvium 

SIKAR 

Sri Madhopur 

SHIRMADHOPUR 

PIEZOMETER 

27.4400 

75.5936 

95.00 











Older Alluvium 

SIKAR 

Sri Madhopur 

SHRI MADHOPUR 

PIEZOMETER 

27.4660 

75.5974 

80.00 











Older Alluvium 

SIKAR 

Sri Madhopur 

THIMOLI 

PIEZOMETER 

27.4854 

75.5908 

100.00 

37.50 










Older Alluvium 

SIKAR 

Sri Madhopur 

TILOKPURA 

PIEZOMETER 

27.4612 

75.7379 

70.00 

24.00 

3.36 






690 

35.0 

0.40 

Older Alluvium 

SIKAR 

Sri Madhopur 

Trilokpura 

EW 

27.4749 

75.7360 

59.40 

4.00 

4.80 

4.67 

1.03 


329.00 

3.60E-03 

633 

54.0 


Older Alluvium 

SIKAR 

Sri Madhopur 

Trilokpura 

SH 

27.4749 

75.7360 

82.90 

11.43 










Older Alluvium 

River Basin: Sukli 

Sub Basin: Sukli 

BHILWARA 

Sahara 

AMLI 

PIEZOMETER 

25.2944 

74.3172 

40.00 

13.00 

1.40 






1080 

78.0 

1.03 

Phyllite & Schist 

SIROHI 

Reodar 

ANADARA 

PIEZOMETER 

24.6299 

72.6399 

60.00 

21.00 

0.25 






2000 

390.0 

1.50 

Phyllite & Schist 

SIROHI 

Reodar 

ANADRA 

PIEZOMETER 

24.6287 

72.6449 

26.00 

0.50 

0.25 






930 

139.0 

1.20 

Phyllite & Schist 

SIROHI 

Reodar 

ANADRA 

PIEZOMETER 

24.6287 

72.6449 

26.00 

12.53 

0.25 






750 

69.0 

1.20 

Phyllite & Schist 

SIROHI 

Reodar 

ASAWA 

PIEZOMETER 

24.7113 

72.7067 

30.00 

0.80 

0.06 






850 

132.0 

1.60 

Erinpura Granite 

SIROHI 

Reodar 

BADECHI 

PIEZOMETER 

24.5167 

72.4625 

61.00 

11.00 

0.25 






850 

71.0 

1.20 

Phyllite & Schist 

SIROHI 

Reodar 

BHATTANA 

PIEZOMETER 

24.5173 

72.5105 

50.00 

5.00 

16.38 






830 

78.0 

0.80 

Phyllite & Schist 

SIROHI 

Reodar 

BOKI DERLI 

PIEZOMETER 

24.5144 

72.4618 

20.00 

0.70 

0.25 






275 

31.0 

0.40 

Phyllite & Schist 

SIROHI 

Reodar 

DABANI 

PIEZOMETER 

24.6190 

72.6123 

60.00 

8.25 

0.25 






1110 

142.0 

1.80 

Phyllite & Schist 

SIROHI 

Reodar 

DANGARLI 

PIEZOMETER 

24.7137 

72.5779 

19.00 

0.40 

0.38 






950 

125.0 

4.80 

Phyllite & Schist 

SIROHI 

Reodar 

DEBANI 

PIEZOMETER 

24.6146 

72.6105 

25.00 

0.50 

0.76 






990 

160.0 

1.20 

Phyllite & Schist 

SIROHI 

Reodar 

DHIBRI 

PIEZOMETER 

24.4551 

72.4705 

61.00 

15.00 

0.07 






780 

64.0 

1.60 

Phyllite & Schist 

SIROHI 

Reodar 

GULABGANJ 

PIEZOMETER 

24.6661 

72.6705 

26.00 

0.50 

0.38 






1380 

174.0 

0.80 

Phyllite & Schist 

SIROHI 

Reodar 

GULABGANJ 

PIEZOMETER 

24.6661 

72.6705 

20.00 

0.55 

0.13 






1830 

479.0 

0.80 

Phyllite & Schist 

SIROHI 

Reodar 

HATHAL 

PIEZOMETER 

24.6568 

72.6205 

20.00 

0.35 

0.63 






1170 

208.0 

2.40 

Phyllite & Schist 

SIROHI 

Reodar 

HATHAL 

PIEZOMETER 

24.6568 

72.6205 

17.00 

7.27 

0.50 






2610 

649.0 

1.20 

Phyllite & Schist 

SIROHI 

Reodar 

1 DARLA 

PIEZOMETER 

24.7251 

72.5684 

26.00 

0.40 

0.25 






910 

122.0 

2.80 

Phyllite & Schist 

SIROHI 

Reodar 

JOLPUR 

PIEZOMETER 

24.6667 

72.5625 

30.00 

0.50 

0.25 






600 

56.0 

1.60 

Phyllite & Schist 

SIROHI 

Reodar 

JOLPUR 

PIEZOMETER 

24.6667 

72.5625 

50.00 

12.00 

1.89 






540 

50.0 

1.20 

Phyllite & Schist 

SIROHI 

Reodar 

LUNOL 

PIEZOMETER 

24.6113 

72.5831 

20.00 

0.35 

0.38 






975 

208.0 

1.20 

Phyllite & Schist 

SIROHI 

Reodar 

MALGAON 

PIEZOMETER 

24.6665 

72.6458 

30.00 

8.30 

3.78 






990 

184.0 

0.40 

Phyllite & Schist 

SIROHI 

Reodar 

MITAN 

PIEZOMETER 

24.5893 

72.5280 

60.00 

13.00 

2.52 






1820 

319.0 

1.80 

Phyllite & Schist 

SIROHI 

Reodar 

NAGANI 

PIEZOMETER 

24.7176 

72.6026 

40.00 











Phyllite & Schist 

SIROHI 

Reodar 

PAMERA 

PIEZOMETER 

24.7091 

72.6417 

26.00 

13.18 







1140 

160.0 

0.80 

Erinpura Granite 

SIROHI 

Reodar 

PITHAPURA 

PIEZOMETER 

24.6945 

72.6971 

18.00 

1.00 

0.63 






730 

24.0 

1.60 

Erinpura Granite 

SIROHI 

Reodar 

PITHAPURA 

PIEZOMETER 

24.6945 

72.6971 

24.00 

0.50 

0.13 






710 

55.0 

1.20 

Erinpura Granite 

SIROHI 

Reodar 

REODAR 

PIEZOMETER 

24.6153 

72.5278 

60.00 

17.00 

0.25 






1120 

191.0 

1.00 

Phyllite & Schist 

SIROHI 

Reodar 

SANPUR 

PIEZOMETER 

24.6667 

72.5597 

50.00 

6.00 

0.56 






590 

64.0 

4.00 

Phyllite & Schist 

SIROHI 

Reodar 

SIRODI 

PIEZOMETER 

24.7051 

72.6628 

39.00 

12.10 










Erinpura Granite 

SIROHI 

Reodar 

THAL 

PIEZOMETER 

24.5886 

72.6125 

80.00 

12.00 

4.22 






960 

142.0 

0.80 

Phyllite & Schist 

SIROHI 

Reodar 

TOKRA 

PIEZOMETER 

24.6858 

72.7057 

30.00 

0.40 

0.38 






540 

42.0 

255.00 

Phyllite & Schist 

SIROHI 

Reodar 

UDWARIA 

PIEZOMETER 

24.7131 

72.7232 

28.00 

0.60 










Erinpura Granite 

SIROHI 

Sirohi 

AMLI 

PIEZOMETER 

24.7637 

72.6786 

50.00 

2.25 







1600 

241.0 

2.40 

Phyllite & Schist 

SIROHI 

Sirohi 

AMLI 

PIEZOMETER 

24.7637 

72.6786 

78.00 

5.00 

0.70 






2100 

206.0 

1.20 

Phyllite & Schist 

SIROHI 

Sirohi 

RANADA 

PIEZOMETER 

24.7547 

72.6490 

18.00 

12.50 

0.13 






990 

184.0 

0.40 

Phyllite & Schist 

River Basin: West Banas 

Sub Basin: West Banas 

RAJSAMAND 

Railmagra 

RAJPURA 

PIEZOMETER 

24.9693 

74.1314 

50.00 

36.00 

0.13 






1710 

177.0 

2.46 

Phyllite & Schist 

SIROHI 

Abu Road 

Akarbheta 

EW 

24.4999 

72.7902 

131.75 

9.87 

Negligebl e 









Erinpura Granite 

SIROHI 

Abu Road 

AKRABHATTA 

PIEZOMETER 

24.5036 

72.7928 

54.00 

18.00 

0.62 






1920 

355.0 

1.68 

Erinpura Granite 

























































































































































































































































































































































































































































































































































































































District 

Block 

Village 

Type 
of Well 

Coordinate 

Total Depth 
Drilled 
(m bgl) 

Static 

Discharge 

dps) 

Latitude 

Longitude 

Water 
Level 
(m bgl) 

SIROHI 

Abu Road 

AMTHALA 

PIEZOMETER 

24.5436 

72.8194 

60.00 

7.25 

0.32 

SIROHI 

Abu Road 

AMTHALLA 

PIEZOMETER 

24.5492 

72.8219 

96.00 

5.00 

0.63 

SIROHI 

Abu Road 

AWAL 

PIEZOMETER 

24.4663 

72.6950 

90.00 

4.00 

0.76 

SIROHI 

Abu Road 

CHANDRAVATI 

PIEZOMETER 

24.4417 

72.7436 

60.00 

12.00 

3.78 

SIROHI 

Abu Road 

Chandrawati 

EW 

24.4471 

72.7488 

117.25 

10.00 

8.33 

SIROHI 

Abu Road 

GIRWAR 

PIEZOMETER 

24.5024 

72.6610 

36.00 

7.00 

0.25 

SIROHI 

Abu Road 

GIRWAR 

PIEZOMETER 

24.5024 

72.6610 

85.00 

6.00 

0.76 

SIROHI 

Abu Road 

Girwar 

EW 

24.5000 

72.6667 

125.00 

3.33 

3.33 

SIROHI 

Abu Road 

KIVERLI 

PIEZOMETER 

24.5360 

72.8355 

53.00 

8.10 

2.52 

SIROHI 

Abu Road 

KIVERLI 

PIEZOMETER 

24.5360 

72.8355 

21.00 

8.00 

0.38 

SIROHI 

Abu Road 

Kiverli 

EW 

24.5336 

72.8358 

97.70 

6.10 

7.50 

SIROHI 

Abu Road 

MANPURA (ABU ROAD) 

PIEZOMETER 

24.4793 

72.7780 

53.00 

10.00 

0.42 

SIROHI 

Abu Road 

MAWAL 

PIEZOMETER 

24.4500 

72.7074 

78.00 

13.00 

1.12 

SIROHI 

Abu Road 

MORTHALLA 

PIEZOMETER 

24.5161 

72.7975 

77.00 

7.00 

1.12 

SIROHI 

Abu Road 

MUDARLA 

PIEZOMETER 

24.5598 

72.8278 

60.00 

6.00 

5.04 

SIROHI 

Abu Road 

MUNGTHALLA 

PIEZOMETER 

24.5006 

72.7055 

39.00 

6.00 

0.50 

SIROHI 

Abu Road 

NICHLAGARH 

PIEZOMETER 

24.4757 

72.8723 

80.00 

2.00 

0.84 

SIROHI 

Abu Road 

SANTPUR 

PIEZOMETER 

24.4700 

72.7592 

60.00 

10.00 

2.52 

SIROHI 

Abu Road 

Santpur 

EW 

24.4666 

72.7558 

101.00 

11.20 

4.00 

SIROHI 

Abu Road 

WASRA 

PIEZOMETER 

24.4375 

72.6958 

65.00 

10.00 

0.87 

SIROHI 

Pindwara 

AJARI 

PIEZOMETER 

24.7571 

73.0439 

60.00 

4.13 

0.38 

SIROHI 

Pindwara 

BANAS 

PIEZOMETER 

24.7134 

72.9835 

50.00 

5.00 

3.64 

SIROHI 

Pindwara 

BANAS 

PIEZOMETER 

24.7134 

72.9835 

112.00 

9.00 

4.20 

SIROHI 

Pindwara 

BHARJA 

PIEZOMETER 

24.5583 

72.8833 

60.00 

7.30 

0.25 

SIROHI 

Pindwara 

BHARJA 

PIEZOMETER 

24.5583 

72.8833 

101.00 

10.50 

1.40 

SIROHI 

Pindwara 

JHADOLI 

PIEZOMETER 

24.8236 

73.0268 

60.00 

4.00 

2.27 

SIROHI 

Pindwara 

Jhankar 

EW 

24.7978 

73.0163 

93.10 

14.36 

4.42 

SIROHI 

Pindwara 

KOJRA 

PIEZOMETER 

24.7500 

73.0000 

75.00 

8.60 

3.15 

SIROHI 

Pindwara 

KOJRA 

PIEZOMETER 

24.7500 

73.0000 

60.00 

8.20 

0.32 

SIROHI 

Pindwara 

MITHAURA 

PIEZOMETER 

24.6936 

72.8967 

60.00 

8.00 

1.26 

SIROHI 

Pindwara 

NANDIA 

PIEZOMETER 

24.7856 

72.9502 

61.00 

30.00 

0.25 

SIROHI 

Pindwara 

Peshwa-I 

EW 

24.7193 

72.9704 

138.70 

9.96 

0.60 

SIROHI 

Pindwara 

Peshwa-li 

EW 

24.7242 

72.9672 

126.35 

2.20 

9.11 

SIROHI 

Pindwara 

PINDWARA 

PIEZOMETER 

24.7985 

73.0433 

61.00 

10.00 

3.91 

SIROHI 

Pindwara 

ROHIDA 

PIEZOMETER 

24.6167 

72.9783 

51.00 

16.00 

0.25 

SIROHI 

Pindwara 

ROHIRA 

PIEZOMETER 

24.6197 

72.9606 

101.00 

4.36 

18.90 

SIROHI 

Pindwara 

SANWADA (ROHIDA SANWADA) 

PIEZOMETER 

24.5937 

72.9704 

50.00 

6.00 

5.04 

SIROHI 

Pindwara 

SANWARA 

PIEZOMETER 

24.5907 

72.9647 

60.00 

6.70 

0.32 

SIROHI 

Pindwara 

SANWARA 

PIEZOMETER 

24.5907 

72.9647 

26.00 

12.84 

0.25 

SIROHI 

Pindwara 

SANWARA 

PIEZOMETER 

24.5907 

72.9647 

26.00 

0.80 

0.63 

SIROHI 

Pindwara 

SWAROOPGANJ 

PIEZOMETER 

24.6538 

72.9313 

49.00 

7.60 

2.52 

SIROHI 

Sirohi 

RAJPURA 

PIEZOMETER 

24.8764 

72.9278 

60.00 

8.00 

3.78 


Drawdown 

(m) 


Specific 

Capacity Specific Transmi- Storage 
(Discharge - Yield ssivity Coeffcient 
Drawdown) (Sy) (T) (S) 

Ips/m 


Chemical Quality 

EC 

p/cm at 
25 °C 

Cl' 1 

(mg/I) 

F' 1 

(mg/I) 


Hydrogeological Unit 



Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Gneisses 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Gneisses 


Gneisses 


Gneisses 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Gneisses 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Gneisses 


Gneisses 


Gneisses 


Gneisses 


Gneisses 


Erinpura Granite 


Gneisses 


Gneisses 


Gneisses 


Erinpura Granite 


Erinpura Granite 


Gneisses 


Gneisses 


Gneisses 


Gneisses 


Gneisses 


Gneisses 


Gneisses 


Gneisses 


Gneisses 


Gneisses 


Phyllite & Schist 




























































































































































































































































































































































































































































































































































































Annex GW-3: GW Level Data 1984 - 2010 of observation wells (CGWB) in State 


SNo 

Well Code 

Village 

1984 

1985 

1986 

1987 

1988 

1989 

1990 

1991 




Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 


Basin: Banas 


Sub Basin: Banas 


450-2B4 

AMARWASI 

450-2B3 

BORANI 

450-2A2 

GULABPURA 

450-2B1A 

JAHAJPUR 

450-2A1 

PAROLI 

45K-3D2 

KOTARI 

45K-3B1 

GURLA 

450-4A2 

BIGOD 

45K-4B4 

GANGAPUR 

45K-4B3 

LAKOLA 

45K-4C2 

HAMIRGARH 

45K-3C3 

MANDAPIA RS 

45K-4B5 

Gangapur 

45K-3D5 

Kotri 

450-2A3 

Pander 

45K-3D4 

Sawaipur 

45K-4B1A 

RASH Ml 

45G-3D3 

CHATTARPUR 

45G-4D3 

GUGLI 

45G-4D2 

NADIAWALA 

45H-1C1 

KHAMNOR 

45H-1D1 

ODAN 

45G-4C4 

DOWAS 

45G-4C1 

JHILWARA 

45H-1B2 

KALWANA 

45H-1C6 

KANCHOLI 

45G-4C2 

KELWARA 

45G-3D4 

KITELA 

45G-4D5 

MANSINGH KAGURA 

45H-1C2 

SANGET 

45K-4A2 

KHANDEL 

45K-4A3 

ODA 

45K-4A1A 

RAILMAGRA 

45G-4D1 

MOKAMPURA 

45G-4D4 

RAJSAMAND 

45G-4C5 

Gajpura 

54B-4C1 

KHANDAR 

54C-1C2 

PADRI TOPKHANA 

54B-4B2 

DUBBI 

54C-1B1 

KUSHTALA 

54B-4B3 

SURWAL 

450-1C1 

BANTHOLI 

450-1B4 

NEGRIA 

450-1B3 

SIROHI 

45N-4B1 

TODARAISINGH 

45N-4D4 

ARNIYALMAL 

450-1C2 

MAHUVA 

45N-4C1 

MANDIAWAS 

45N-4D3 

SOHELA 

45N-4D1A 

TONK 

54C-1A1 

ALIGARH 

54C-1A4 

BEGAMPURA 

450-1D1 

DIKOLIYA 

45N-4D2 

NAYAGAON 

45H-1C4 

KATHAR 

45H-1C5 

GOGUNDA 




17.60 

6.88 

16.90 

14.50 

11.02 

14.00 

14.55 

14.11 

14.15 

15.92 

6.86 

12.57 

8.45 

1.96 

12.72 

11.09 

0.73 

6.46 

16.53 

8.40 

15.93 


16.70 | 

| 15.80 





4.55 

1.33 

5.10 

14.24 

13.61 

11.30 

14.04 

7.45 

14.30 

16.40 

6.80 

14.69 

6.07 

4.42 

5.53 


4.86 

11.80 

7.50 

11.80 

3.50 

6.20 

9.34 

11.35 

10.40 

11.63 

7.73 

9.92 


12.47 

19.44 

20.94 

24.10 

27.26 

27.05 

4.78 

7.27 

8.30 

10.16 

8.92 

9.74 

11.35 

10.86 

8.96 

11.41 

4.64 

12.50 



9.80 

4.26 

15.97 

8.12 

10.92 

7.40 

9.52 

5.72 

4.01 

2.22 

21.20 

15.57 

















































































































































































































































































































































































































































































































































Annex 2(c): GW Level Data 1984 - 2010 of observation wells (CGWB) in State 


S No Well Code 


1992 

1993 

1994 

1995 

1996 

1997 

1998 

1999 

2000 

2001 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 


Basin: Banas 


ummmm 

1 

450-2B4 

2 

450-2B3 

3 

450-2A2 

4 

450-2B1A 

5 

450-2A1 

6 

45K-3D2 

7 

45K-3B1 

8 

450-4A2 

9 

45K-4B4 

10 

45K-4B3 

11 

45K-4C2 

12 

45K-3C3 

13 

45K-4B5 

14 

45K-3D5 

15 

450-2A3 

16 

45K-3D4 

17 

45K-4B1A 

18 

45G-3D3 

19 

45G-4D3 

20 

45G-4D2 

21 

45H-1C1 

22 

45H-1D1 

23 

45G-4C4 

24 

45G-4C1 

25 

45H-1B2 

26 

45H-1C6 

27 

45G-4C2 

28 

45G-3D4 

29 

45G-4D5 

30 

45H-1C2 

31 

45K-4A2 

32 

45K-4A3 

33 

45K-4A1A 

34 

45G-4D1 

35 

45G-4D4 

36 

45G-4C5 

37 

54B-4C1 

38 

54C-1C2 

39 

54B-4B2 

40 

54C-1B1 

41 

54B-4B3 

42 

450-1C1 

43 

450-1B4 

44 

450-1B3 

45 

45N-4B1 

46 

45N-4D4 

47 

450-1C2 

48 

45N-4C1 

49 

45N-4D3 

50 

45N-4D1A 

51 

54C-1A1 

52 

54C-1A4 

53 

450-1D1 

54 

45N-4D2 

55 

45H-1C4 

56 

45H-1C5 




3.17 

6.43 

4.37 

15.27 

7.05 

10.89 

6.55 

9.36 

2.66 

5.67 

7.24 

10.62 

9.72 

9.72 

1.26 

8.69 

16.94 

20.39 

8.04 

8.39 

2.90 

4.14 

6.72 

8.65 



6.64 

1.75 

6.85 

6.63 

20.36 

8.74 

11.00 

5.44 

5.95 

1.76 

15.60 

6.85 




7.20 

1.18 

3.60 

4.68 

4.34 

4.03 

7.60 

4.98 

6.50 

10.66 

7.69 

5.75 

9.20 

8.52 

17.82 

4.53 

20.54 

10.15 

10.50 

5.84 

6.85 

5.31 

6.88 

7.32 

7.50 

1.02 

4.10 

4.72 

4.53 

4.43 

12.10 

6.29 

9.75 

9.35 

11.19 

9.45 

17.20 

11.98 

14.02 

15.70 

16.96 

17.60 

9.95 

1.69 

7.78 

1.26 

8.97 

13.73 

17.30 

6.28 

15.80 


18.06 

16.77 

6.55 

4.05 

5.68 

5.79 

6.77 

7.39 

7.50 

3.32 

5.78 

4.36 

9.01 

9.87 

11.20 

6.54 

8.15 

7.10 

9.02 

8.09 





10.79 

19.52 

6.75 

23.68 

26.65 

15.92 

25.72 

26.41 

24.87 

6.04 


3.95 

5.48 

8.15 

3.84 

9.52 

10.04 

8.74 

11.14 


10.21 

10.10 

11.52 

7.84 

5.77 

10.99 

3.77 

4.82 

10.94 

4.35 

8.14 

9.64 

8.24 

15.72 

15.14 

15.46 

4.84 

9.03 

3.92 

12.12 

13.27 

12.12 

8.12 

12.78 

5.61 

10.89 

16.74 

7.10 

10.46 

12.37 

10.65 

5.80 

7.17 

5.05 

2.50 

4.25 

1.58 

12.42 

16.63 

2.64 



7.52 

11.58 

6.80 

12.73 

10.21 

21.16 

23.69 

17.69 

21.71 

20.74 

24.87 

24.81 

24.75 

25.73 

25.78 

6.05 

9.40 

5.85 

8.16 

6.76 

5.45 

5.73 

4.24 

7.81 

6.20 

8.97 

9.60 

9.04 

9.66 

8.89 

9.94 

6.18 

7.00 

5.17 

10.02 

6.40 

8.55 

7.35 

9.45 

6.98 

3.15 

14.15 

3.71 

13.60 

4.50 

3.05 

3.77 

3.56 

3.95 

4.32 

5.20 

6.02 

6.13 

6.62 

4.40 

15.10 

15.26 

15.23 

15.44 

15.67 

2.30 

4.95 

3.66 

7.35 

5.42 

7.71 

8.33 

6.31 

8.10 

8.28 

5.34 

11.56 

7.07 

13.04 

6.59 

8.23 

20.28 

10.20 

14.95 

11.02 

7.55 

12.65 

11.65 

13.91 

9.86 

3.10 

5.37 

3.80 

7.75 

5.37 

1.75 

3.00 

2.40 

3.78 

2.00 

22.17 

27.74 

19.80 

28.00 

28.86 


13.50 

5.87 

21.95 

16.28 

14.50 

9.21 

17.57 

9.66 



7.90 


1.78 

13.60 


















































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































Annex 2(c): GW Level Data 1984 - 2010 of observation wells (CGWB) in State 


S No Well Code 


2002 

2003 

2004 

2005 

2006 

2007 

2008 

2009 

2010 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 


Basin: Banas 



1 

450-2B4 

2 

450-2B3 

3 

450-2A2 

4 

450-2B1A 

5 

450-2A1 

6 

45K-3D2 

7 

45K-3B1 

8 

450-4A2 

9 

45K-4B4 

10 

45K-4B3 

11 

45K-4C2 

12 

45K-3C3 

13 

45K-4B5 

14 

45K-3D5 

15 

450-2A3 

16 

45K-3D4 

17 

45K-4B1A 

18 

45G-3D3 

19 

45G-4D3 

20 

45G-4D2 

21 

45H-1C1 

22 

45H-1D1 

23 

45G-4C4 

24 

45G-4C1 

25 

45H-1B2 

26 

45H-1C6 

27 

45G-4C2 

28 

45G-3D4 

29 

45G-4D5 

30 

45H-1C2 

31 

45K-4A2 

32 

45K-4A3 

33 

45K-4A1A 

34 

45G-4D1 

35 

45G-4D4 

36 

45G-4C5 

37 

54B-4C1 

38 

54C-1C2 

39 

54B-4B2 

40 

54C-1B1 

41 

54B-4B3 

42 

450-1C1 

43 

450-1B4 

44 

450-1B3 

45 

45N-4B1 

46 

45N-4D4 

47 

450-1C2 

48 

45N-4C1 

49 

45N-4D3 

50 

45N-4D1A 

51 

54C-1A1 

52 

54C-1A4 

53 

450-1D1 

54 

45N-4D2 

55 

45H-1C4 

56 

45H-1C5 


2.65 

5.23 

1.49 

11.06 

14.20 

12.69 

12.93 

9.40 

5.00 

8.51 

11.40 

5.70 

4.10 

6.26 

1.60 

10.80 

15.67 

5.07 



5.09 

2.59 

4.94 

7.07 

12.50 

12.24 

7.25 

7.55 



7.40 

9.27 

1.78 

11.90 

1.50 

14.88 

23.06 

9.08 

23.21 

7.64 

3.20 

12.38 

3.94 

8.14 

2.83 

10.99 

13.87 

10.44 

14.15 

6.05 

15.60 

12.53 

9.95 

12.56 

6.75 



4.39 

5.84 

4.21 

5.64 

5.31 

8.05 

3.19 

8.89 

11.08 

10.84 

12.14 

12.41 

17.22 

12.79 

10.73 

10.76 

14.69 

17.39 

13.54 

21.85 

9.80 

8.72 

9.99 

8.82 

13.75 

11.96 

16.15 

7.60 

3.57 

4.03 

3.98 

5.40 

4.59 

8.00 

1.50 

8.94 

9.27 

8.25 

10.17 

11.41 

14.32 

8.97 


1.15 

10.20 

1.10 

10.55 

5.13 

13.00 

12.72 

21.53 

25.78 

19.74 

11.65 

10.14 

12.68 

13.65 

11.15 

14.34 

6.53 

12.92 

16.84 

11.87 

9.70 

15.65 

10.87 

8.15 

12.53 





12.28 

10.56 

9.72 

5.55 

12.65 

12.22 

9.04 

9.90 

8.88 

19.71 

8.85 

17.69 

13.68 

13.16 

15.01 

15.12 

6.23 

6.49 

3.26 

9.97 

13.67 

14.32 

9.14 

10.70 

10.05 

2.85 

5.66 

5.44 

16.81 

13.30 

7.14 

8.89 

14.74 

17.84 

10.06 

7.99 

12.35 

1.86 

































































































































































































































































































































































































































































































































































































































































































































































































































































































































SNo 

Well Code 

Village 

57 

45H-1B1 

JASWANTGARH 

58 

45H-1B3 

PUNAWALI 

Sub Basin: Berach 

1 

450-4A1 

MANDALGARH 

2 

45L-3B2 

BARISADRI 

3 

450-4A3 

MENAL 

4 

45K-4D1 

PARSOLI 

5 

45L-2B2 

AKOLA 

6 

45L-2C2 

BANSEN 

7 

45L-2B1 

NAPANIA 

8 

45L-1C3 

MANPURA 

9 

45L-1C6 

NAGARI 

10 

45L-1C4 

PUROHITOKASAVAT 

11 

45L-1C2 

Shambhupura 

12 

45K-4C1 

GANGRAR 

13 

45K-4B2 

KHARKHANDA 

14 

45L-1B2 

KAPASAN 

15 

45L-1B3 

MUNGANA 

16 

45L-1B1 

SINGHPUR 

17 

45L-3B6 

Bari Sadri 

18 

45K-4D4 

Dugar 

19 

45L-1A3 

Jasma 

20 

45K-4D3 

KathuNda Mod 

21 

45H-1D3 

DHANA 

22 

45L-1A2 

GAVERDI 

23 

45H-2C1A 

Bhuwana 

24 

45H-2C4A 

KEWRA 

25 

45H-1C3 

SRIMALI Kl KARIA 

26 

45L-2A3A 

BHINDER 

27 

45L-2A2A 

KHERODA 

28 

45H-2D3 

BICHRI 

29 

45H-2D2 

KANPUR 

30 

45H-2B2 

NAI 

31 

45H-2C3 

SAVINA 

32 

45H-2C2 

Sisarma 

33 

45H-3C3 

UNDRI 

34 

45L-2A1 

BHATEWAR 

35 

45H-2D1A 

BHOYANA 

36 

45H-2D6 

BHUTPURA 

37 

45H-3D7 

CHIRWA 

38 

45L-1A1 

FATEH N AGAR 

39 

45H-2D7 

GADOLI 

40 

45H-1D2 

MAVU 

41 

45L-2A6 

Bhinder 

42 

45H-2C5 

Ramgiri(badagaon) 

Sub Basin: Dain 

1 

45N-4A3 

BARORA 

2 

45J-3D1 

KANPUR 

3 

45J-4C1 

BANDANWARA 

4 

45N-4A6 

AJAGARA 

5 

45J-4D3 

GOELO 

6 

45N-4A1 

JOONIA 

7 

45J-4D1 

KALYANPURA 

8 

450-1A1 

KEKRI 

9 

45N-4A4 

SARWAD 

10 

45J-3D3 

Morajhar 

11 

45J-3C3 

NASIRABAD 

12 

45J-3D2 

RAMSAR 


Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 


1990 

1991 

Pre 

Post 

Pre 

Post 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

9.23 

7.00 

7.67 

6.27 




5.00 



5.87 

9.76 

10.57 

13.53 




4.30 

5.08 

4.00 

4.66 

3.66 

3.28 

9.20 

3.27 

9.28 

6.03 


16.59 

3.33 

8.76 

2.55 

8.11 

14.15 

8.64 

13.35 

7.88 

14.41 





Sub Basin: Gudia 


45N-3D1A NIWAI 


Sub Basin: Kalisil 




3.98 

9.10 

5.00 

8.05 

9.89 

13.00 



11.15 

10.41 

9.10 

6.86 

9.90 

5.18 

4.20 

1.75 

5.40 

3.37 























































































































































































































































































































































































































































































































S No Well Code 


45H-1B1 


45H-1B3 


Basin: Bera 


450-4A1 


45L-3B2 


450-4A3 


45K-4D1 


45L-2B2 


45L-2C2 


45L-2B1 


45L-1C3 


45L-1C6 


45L-1C4 


45L-1C2 


45K-4C1 


45K-4B2 


45L-1B2 


45L-1B3 


45L-1B1 


45L-3B6 


45K-4D4 


45L-1A3 


45K-4D3 


45H-1D3 


45L-1A2 


45H-2C1A 


45H-2C4A 


45H-1C3 


45L-2A3A 


45L-2A2A 


45H-2D3 


45H-2D2 


45H-2B2 


45H-2C3 


45H-2C2 


45H-3C3 


45L-2A1 


45H-2D1A 


45H-2D6 


45H-3D7 


45L-1A1 


45H-2D7 


45H-1D2 


45L-2A6 


45H-2C5 


Basin: Dain 


45N-4A3 


45J-3D1 


45J-4C1 


45N-4A6 


45J-4D3 


45N-4A1 


45J-4D1 


450-1A1 


45N-4A4 


45J-3D3 


45J-3C3 


45J-3D2 


Basin: Gudi 


45N-3D1A 


Basin: Kalis 


Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 



































































































































































































































































































































































































































































































































































































































































































































































































































































































































































Well Code 

2002 

2003 

2004 

2005 


Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 


Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

45H-1B1 

13.67 

5.20 

8.80 

9.05 

11.90 

12.05 

13.07 

10.20 

45H-1B3 

11.81 

11.97 

12.93 

7.60 

11.87 

9.97 

10.88 

4.50 


Basin: Bera 


1 

450-4A1 

2 

45L-3B2 

3 

450-4A3 

4 

45K-4D1 

5 

45L-2B2 

6 

45L-2C2 

7 

45L-2B1 

8 

45L-1C3 

9 

45L-1C6 

10 

45L-1C4 

11 

45L-1C2 

12 

45K-4C1 

13 

45K-4B2 

14 

45L-1B2 

15 

45L-1B3 

16 

45L-1B1 

17 

45L-3B6 

18 

45K-4D4 

19 

45L-1A3 

20 

45K-4D3 

21 

45H-1D3 

22 

45L-1A2 

23 

45H-2C1A 

24 

45H-2C4A 

25 

45H-1C3 

26 

45L-2A3A 

27 

45L-2A2A 

28 

45H-2D3 

29 

45H-2D2 

30 

45H-2B2 

31 

45H-2C3 

32 

45H-2C2 

33 

45H-3C3 

34 

45L-2A1 

35 

45H-2D1A 

36 

45H-2D6 

37 

45H-3D7 

38 

45L-1A1 

39 

45H-2D7 

40 

45H-1D2 

41 

45L-2A6 

42 

45H-2C5 




Basin: Dain 


1 

45N-4A3 

2 

45J-3D1 

3 

45J-4C1 

4 

45N-4A6 

5 

45J-4D3 

6 

45N-4A1 

7 

45J-4D1 

8 

450-1A1 

9 

45N-4A4 

10 

45J-3D3 

11 

45J-3C3 

12 

45J-3D2 

Sub Basin: Gudi 

1 

45N-3D1A 



3.46 

15.20 

24.50 

25.60 

10.11 

12.07 

12.94 




14.60 

19.50 

6.97 

10.77 

1.55 

2.32 

4.65 


11.60 

15.10 

2.55 

14.63 

10.00 

23.54 

5.97 

12.67 

3.55 

17.65 

8.98 

30.26 

10.45 

6.31 

13.50 

13.70 

3.91 


13.85 

14.65 

19.52 

19.36 

5.90 

16.29 


11.50 

13.75 

11.46 

12.75 

8.62 

20.15 

22.67 

20.34 


18.95 






6.92 

18.38 

7.55 

8.12 

0.66 

12.85 

14.57 

11.19 

14.87 

6.80 

23.68 

24.40 

29.40 

31.01 

30.50 


9.40 

7.66 

10.14 

6.83 

8.88 

2.26 


7.52 

24.25 

8.95 

11.51 

6.58 

13.76 

4.80 

8.18 


16.85 

1.30 

13.00 

11.35 

12.85 

8.15 

10.77 

4.93 

9.88 

7.78 

9.30 

10.13 

10.52 

3.05 

13.06 

7.13 

9.14 

1.77 

3.76 

5.34 

10.09 

8.05 

10.75 

4.04 

5.62 

2.93 


10.97 

11.84 

10.53 

12.59 

11.01 

12.16 

11.61 

3.39 

6.07 

2.40 

3.09 

1.54 

3.34 

2.70 

5.66 

6.28 

5.88 

6.02 

3.40 

5.16 

4.18 


Basin: Kalis 


2007 _2008_ 2009 

Pre Post Pre Post Pre Post 

Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 

8.40 6.25 ~ 10.21 10.50 12.00 14.48 

9.27 6.54 10.46 7.87 10.12 12.87 





7.71 _ 11.43 _8 1 26_814_539_ SA2_ 

8.05 _930_ 10.34 _933_639_730 

6.13 _937_930_739_937 

6.63 _731_432_637_534 

837 1035 939 _ 1732 _833_ 

1237 ~ 1136 11.78 ~ 1138 10.16 9.42 

4.94 _134_439_330_439_ 332 

5.71 _539_437_233_635_ 4.18 

_936_ SA1 _ 10.17 

5.13 _337_436_135_ 230 

832 635 8.72 731 938 736 

I I I I I I I 8.93 


1137 _ 836 

936 _ 2.44 

7.48 _ 330 

1332 _ 11.30 

1730 _ 

12.17 5.44 


1236 _ 931 

332 _ 232 

3.13 _4£1 

_ 5.44 

5.55 _ 3A0_ 

10.40 6.76 


6.78 

9.96 

4.66 

8.97 

11.32 

8.10 

11.48 

14.80 

11.30 

6.12 

8.82 

3.37 


8.68 


7.32 

15.38 

1535 

833 

9.93 


2010 


Pre 

Post 

Monsoon 

Monsoon 

14.58 

4.69 

11.70 

2.62 


2006 


Pre 

Post 

Monsoon 

Monsoon 


2.91 

9.61 

2.30 































































































































































































































































































































































































































































































































































































































































































































































































































































































































Well Code 

Village 

54B-3D6 

KARSAI 

54B-3D2 

KELADEVI 

54B-3D5 

SAPOTRA 


Basin: Khari 


Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 


1 

45K-1C3 

LUDIYANA 

2 

450-1A3 

BOG LA 

3 

450-1A2 

SANPLA 

4 

45J-4C3 

JHOPADIYAN 

5 

45J-4C2 

MASUDA 

6 

45K-1B2A 

Ramgarh 

7 

45K-1B1 

BADNOR 

8 

45K-1B3 

BARASNI 

9 

45K-2B3 

TILOLI 

10 

45K-2C3 

BANERAMATAJI 

11 

45K-2C1 

RAILA ROAD 

12 

45K-1C2 

GAGEDA 

13 

45K-1C1 

GULABPURA 

14 

45K-2C4 

KANWALIAWAS 

15 

45K-2C5 

JIWANLIYAN 

16 

45K-2D3 

KANCHAN-KALA 

17 

45K-1D1 

PHULIA 

18 

45K-2D2 

SOPURA 

19 

45K-2D1 

Taswaria Khurd 

20 

45K-1C4 

Gageda 

21 

45K-2B1 

Karera 

22 

45K-2C6 

Raila 

23 

45G-2D2 

BAGHANA 

24 

45K-2A2 

BARAR 

25 

45K-2A1 

BHIM 

26 

45K-1A6 

GHATO 

27 

45G-2D1 

THIKARWAS 

28 

45G-2D3 

Bagar 

29 

450-1B2 

RAMTHALA 

Sub Basin: Kothari 

1 

45K-3D1 

SAWAIPUR 

2 

45K-3A3 

NANGPURA 

3 

45K-3A2 

PITAKHERA 

4 

45K-3A1 

DEVARIA 

5 

45K-3C1A 

Bhilwara 

6 

45K-3D3 

KODUKOTA 

7 

45K-3C2 

SUWANA 

8 

45G-3D1 

DEWAIR 

Sub Basin: Mashi 

1 

45N-3A1 

ARIAN 

2 

45N-3A2 

DASUK 

3 

45J-2D1 

KISHANGARH 

4 

45J-2D2 

Tiloniya 

5 

45M-4D6 

CHAUMP 

6 

45M-4C7 

JAITPURA II 

7 

45M-4C2A 

N.PUROHITAN 

8 

45N-2D5 

THALLI 

9 

45N-2A1 

DUDU 

10 

45N-2B2 

MANGARWARA 

11 

45N-2B1 

MOZMABAD 

12 

45N-1B1 

NASNOTA 

13 

45N-2A2 

PADASOLI 

14 

45N-2B3 

PALLUKHURD 

15 

45M-4D8 

Anantpura 

16 

45M-4C5A 

CHOMU 

17 

45N-1C7 

BAD KA BALAJI 

18 

45N-1C1A 

DHANKIYA 

19 

45N-1D19 

HIRAPURA 


9.80 | 

1 10.70 






12.29 

13.50 

13.20 

5.07 

11.35 

10.35 




9.60 

19.32 

5.03 

4.69 

8.75 

9.10 

13.33 

9.48 


1991 

Pre 

Post 

Monsoon 

Monsoon 

16.48 

15.78 

8.40 

6.17 

17.20 

17.80 




1.97 

9.20 

3.69 

9.80 



10.26 

9.73 

9.60 

9.60 

9.98 


10.20 

16.68 

11.08 

15.43 

9.82 

13.30 

11.54 

14.40 

14.45 

13.02 

15.00 

14.20 

15.90 

14.06 

16.70 
























































































































































































































































































































































































































































































































SNo 

Well Code 

1992 

1993 

1994 

1995 



Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 



Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

1 

54B-3D6 

16.90 

11.07 

11.55 

10.91 

2.70 

12.27 

12.93 

8.22 

2 

54B-3D2 

10.73 

2.97 

7.29 

5.60 

9.66 

5.76 

10.40 

5.58 

3 

54B-3D5 

17.77 

7.81 

14.58 

13.95 

16.30 

15.09 

16.19 

10.51 

Sub Basin: Khai 

1 

45K-1C3 

11.86 

8.80 

9.79 

14.10 

12.67 


9.90 

9.69 

2 

450-1A3 


4.88 

6.09 


6.56 

2.70 

5.35 

4.09 

3 

450-1A2 

8.90 

7.61 

8.87 

8.17 

9.53 

6.46 

9.00 

8.05 

4 

45J-4C3 

13.45 

16.53 

19.44 

14.56 

16.87 

8.83 

11.80 

11.38 

5 

45J-4C2 

14.37 

4.18 

13.62 

8.60 

13.20 

2.73 

9.50 

4.47 

6 

45K-1B2A 









7 

45K-1B1 

7.31 

6.47 

7.13 

6.73 

11.45 

4.40 

6.17 

4.38 

8 

45K-1B3 

15.06 

7.59 

14.04 

10.85 

16.34 

7.24 

7.05 

3.40 

9 

45K-2B3 

7.61 

1.26 

5.39 

5.65 

15.22 

2.32 

6.02 

2.58 

10 

45K-2C3 

13.55 

10.83 

13.82 

14.08 

17.55 

5.89 

12.22 

12.73 

11 

45K-2C1 

12.37 

8.19 

12.02 

11.86 

14.85 

8.14 

12.50 

11.60 

12 

45K-1C2 

9.67 

4.97 

11.24 

10.10 

12.80 

6.85 


4.72 

13 

45K-1C1 


5.56 

7.08 

11.98 

15.37 

8.75 

6.70 

6.91 

14 

45K-2C4 

5.34 

4.77 

6.42 

8.97 

9.30 

4.02 

4.05 

3.65 

15 

45K-2C5 

7.74 

5.94 

6.57 

6.11 

8.10 

5.26 

6.40 

5.05 

16 

45K-2D3 


2.58 

3.75 


6.90 

1.90 

8.80 

3.22 

17 

45K-1D1 

9.96 

8.40 

10.59 

9.22 

11.40 

7.90 

5.80 

8.85 

18 

45K-2D2 

14.55 

6.44 

6.10 

12.29 

7.80 

2.23 

5.05 

4.80 

19 

45K-2D1 

13.80 

7.57 

14.35 

11.00 

18.34 

5.96 

12.50 

9.52 

20 

45K-1C4 









21 

45K-2B1 









22 

45K-2C6 









23 

45G-2D2 

9.49 

2.26 

7.85 

15.00 

18.62 

2.09 

8.70 

3.54 

24 

45K-2A2 

12.02 

3.23 

9.52 

8.61 

13.17 

5.42 

11.15 

6.85 

25 

45K-2A1 

9.73 

5.66 

4.34 

9.03 

14.14 

5.02 

11.30 

6.88 

26 

45K-1A6 

9.96 

2.92 

6.15 

4.98 

14.30 

3.41 


3.88 

27 

45G-2D1 

5.55 

1.85 

3.00 

4.16 

13.13 

3.25 

3.70 

3.44 

28 

45G-2D3 









29 

450-1B2 

4.35 

3.10 

4.77 

4.20 


3.55 

4.50 

4.17 


Sub Basin: Koth 


1 

45K-3D1 


12.67 

15.55 

13.76 

20.82 

10.21 

12.60 

13.95 

2 

45K-3A3 


10.85 


12.74 


11.87 

14.25 

12.10 

3 

45K-3A2 

12.37 

5.89 


11.88 

16.80 

10.83 

12.50 

10.75 

4 

45K-3A1 

16.09 

14.88 

17.67 

17.58 

17.86 

16.84 

17.30 


5 

45K-3C1A 

6.42 

6.81 

9.12 

9.00 



7.25 

7.19 

6 

45K-3D3 

5.59 

4.47 

7.43 

4.06 

8.94 

2.08 

8.05 

6.35 

7 

45K-3C2 

10.73 

3.88 

6.97 

7.77 

9.58 

5.78 

9.40 

4.90 

8 

45G-3D1 

13.32 

5.09 

12.05 

12.80 


5.26 

12.40 

7.90 


Sub Basin: Masl 


_ 2 _ 

_3_ 

_4_ 

_5_ 

_ 6 _ 

_7_ 

_ 8 _ 

_9_ 

10 

11 

11 

11 

14 

15 


45N-3A1 

45N-3A2 

45J-2D1 

45J-2D2 

45M-4D6 

45M-4C7 

45M-4C2A 

45N-2D5 

45N-2A1 

45N-2B2 

45N-2B1 

45N-1B1 

45N-2A2 

45N-2B3 

45M-4D8 


7.76 

13.51 

12.02 


4.10 

5.64 

6.00 


_ 3.32 

11.62 _^96 

11.20 9.05 


4.96 

13.57 

13.10 


2.54 

5.04 

9.20 


4.50 

9.20 

12.10 


2.58 

4.62 

3.96 


9.08 

18.91 

4.37 

8.47 

10.72 

10.85 

10.93 


8.95 

15.07 

3.73 

7.30 

9.13 

13.41 

4.90 


11.03 

18.50 


5.89 

9.38 

11.41 

7.16 


9.91 

16.62 

3.14 

6.19 

12.83 

9.54 

6.57 


21.15 

12.46 

19.95 

3.60 

6.74 

10.78 

7.00 

7.40 


20.76 

11.68 

13.67 

3.13 

6.70 

10.38 

8.24 

7.08 


21.70 

13.19 

18.24 

2.82 

7.30 

12.97 


19.97 

5.71 

6.68 

4.37 
4.11 

10.37 
5.46 
3.95 


16 

17 

18 
19 


45M-4C5A 

45N-1C7 

45N-1C1A 

45N-1D19 


49.42 


50.67 


50.70 


51.79 


Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

6.53 

9.05 

10.25 

12.77 

9.16 

15.69 

10.18 

12.35 

12.45 

14.56 

4.55 

9.05 

4.03 

6.44 

2.98 

7.78 

4.35 

2.10 

5.52 

4.92 

7.60 

13.94 

12.39 

15.60 

10.69 

13.73 

13.28 

15.53 

9.21 

15.76 


2001 


Post 

Monsoon 


14.80 


4.70 


16.41 


5.86 

6.64 

4.98 

6.30 

6.38 

10.31 

10.03 

12.75 

12.09 

13.69 

2.69 

5.03 

2.84 

4.66 

3.91 

5.45 

5.36 

7.67 

5.53 

7.85 

6.63 

7.93 

7.17 

8.07 

6.83 

8.72 

8.93 

10.45 

10.09 

9.90 

4.63 

11.22 

9.68 

21.62 

15.82 

15.80 

17.05 

20.28 

18.43 

20.11 

2.33 

7.07 

1.89 

7.07 

3.37 

12.40 

10.49 

20.94 

12.44 

20.24 


5.43 

6.67 

2.52 

5.16 

5.25 


3.76 

4.61 

8.40 

6.42 

1.58 

2.70 

1.69 

3.07 

1.96 

6.83 

13.04 

9.62 

16.45 

13.86 

8.42 

12.62 

7.99 

12.22 

11.78 

5.93 

6.22 

3.57 

10.11 

8.06 

7.13 

8.78 

11.80 

9.97 

5.94 

2.40 

4.06 

4.48 

6.62 

5.76 

4.75 

6.24 

7.43 

8.66 

8.12 

1.09 

3.63 

2.60 

4.76 

3.27 

7.95 

9.28 

8.12 

9.25 

11.11 

1.60 

4.04 

7.77 

4.47 

5.05 

6.56 

11.37 

5.76 

12.63 

5.28 




10.00 

7.00 


5.00 

15.60 

12.10 

20.33 

7.21 

13.80 

13.70 

14.96 

6.90 

19.79 

13.22 

7.25 

16.15 

21.28 

15.49 

18.47 

9.47 

12.83 

9.26 

13.01 

10.51 

20.71 

15.52 

20.94 

8.30 



6.36 

8.78 

7.95 

9.55 

3.55 

18.38 

10.58 

19.36 



3.22 

8.12 

2.12 

8.66 

12.00 

14.20 

12.78 

15.72 

15.42 

17.59 

11.53 

6.10 

21.37 

3.16 

9.01 

2.60 

9.03 

5.38 

12.53 

9.90 

14.55 

4.60 

6.37 

9.33 

5.79 

9.51 

7.30 

14.07 

6.78 

6.90 

11.75 

12.64 

6.11 

2.86 

7.29 

2.42 

5.13 

2.96 

11.09 

5.05 

10.40 

12.14 

11.48 

10.45 

3.18 

2.83 

1.92 

2.69 

3.54 

5.10 

3.69 

6.30 

12.87 

15.80 

11.59 



1.67 

2.66 

2.18 

2.63 

2.56 

3.90 

6.08 

13.13 

5.92 

8.89 

9.07 

4.98 

4.87 

9.85 

12.09 

10.47 

9.51 

12.57 

15.52 

13.73 

13.82 

13.50 

4.17 

5.74 

2.96 

7.09 

3.87 

10.08 

7.38 

19.70 

9.27 

10.09 

6.83 



38.81 

39.66 

38.95 

40.52 

40.42 

42.79 

42.29 

43.60 

44.94 

45.13 

28.78 

28.82 

28.52 

29.72 

29.40 

31.71 

31.03 

32.13 

33.04 
































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































Well Code 

2002 

2003 

2004 

2005 


Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 


Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

54B-3D6 

14.80 

15.67 


16.65 

15.96 

15.48 

15.08 

15.24 

54B-3D2 

3.33 

4.20 

6.05 

2.48 

3.23 

2.49 

4.39 

2.44 

54B-3D5 

16.26 

16.96 

16.63 

14.74 

16.96 

14.14 

15.46 

13.59 


Basin: Khai 


1 

45K-1C3 

2 

450-1A3 

3 

450-1A2 

4 

45J-4C3 

5 

45J-4C2 

6 

45K-1B2A 

7 

45K-1B1 

8 

45K-1B3 

9 

45K-2B3 

10 

45K-2C3 

11 

45K-2C1 

12 

45K-1C2 

13 

45K-1C1 

14 

45K-2C4 

15 

45K-2C5 

16 

45K-2D3 

17 

45K-1D1 

18 

45K-2D2 

19 

45K-2D1 

20 

45K-1C4 

21 

45K-2B1 

22 

45K-2C6 

23 

45G-2D2 

24 

45K-2A2 

25 

45K-2A1 

26 

45K-1A6 

27 

45G-2D1 

28 

45G-2D3 

29 

450-1B2 


Basin: Koth 


1 

45K-3D1 

2 

45K-3A3 

3 

45K-3A2 

4 

45K-3A1 

5 

45K-3C1A 

6 

45K-3D3 

7 

45K-3C2 

8 

45G-3D1 

Sub Basin: Masl 

1 

45N-3A1 

2 

45N-3A2 

3 

45J-2D1 

4 

45J-2D2 

5 

45M-4D6 

6 

45M-4C7 

7 

45M-4C2A 

8 

45N-2D5 

9 

45N-2A1 

10 

45N-2B2 

11 

45N-2B1 

12 

45N-1B1 

13 

45N-2A2 

14 

45N-2B3 

15 

45M-4D8 

16 

45M-4C5A 

17 

45N-1C7 

18 

45N-1C1A 

19 

45N-1D19 


11.79 

13.65 

7.82 

9.20 

8.45 

11.78 

14.30 

19.20 

15.97 

20.57 




8.75 

9.25 

8.56 


2.30 

7.20 

6.20 

9.80 

12.26 

4.55 

7.70 

-0.20 

5.39 

3.44 


7.67 

9.56 

7.18 


10.28 

4.07 

3.44 

18.52 

19.85 

8.95 

15.35 

11.55 

13.65 

11.52 




13.26 

16.43 

6.20 

19.95 


16.91 

18.47 

17.04 



9.42 

14.45 

20.48 

24.48 

12.60 

15.28 

17.10 

17.18 

5.14 


1.95 

12.79 

4.40 

12.50 

11.50 

14.20 



8.87 

8.57 

8.46 

10.25 

12.37 

11.78 

12.40 

13.68 

4.64 



15.58 

47.18 

48.32 

49.18 


28.71 

29.45 

30.10 

31.60 

31.61 

33.70 

33.46 

13.86 


14.20 

15.72 

12.50 

14.71 

13.16 


6.03 

6.79 

5.43 

6.36 

5.16 

5.78 

5.43 

9.43 

11.24 

10.77 

12.49 

10.47 

10.44 

10.52 

12.48 

12.04 

10.83 

12.03 

10.93 

6.83 

10.83 



Pre 

Monsoon 


16.27 


5.63 


15.06 


Post 

Monsoon 


17.10 


3.65 


14.11 


Monsoon Monsoon 


Pre 

Monsoon 



Post 

Monsoon 


15.50 


1.63 


14.41 


Pre 

Monsoon 


15.25 


3.73 


Post 

Monsoon 


17.13 


2.28 


Pre 

Monsoon 


14.38 

9.86 

14.63 

9.57 

9.48 

8.86 

7.64 

9.47 

8.97 

9.00 

8.78 

7.37 

7.39 

7.58 

7.32 

11.93 

3.59 

8.65 

4.17 

8.22 

12.95 

3.72 

14.27 

13.53 

13.96 

17.25 

13.20 

25.37 

23.00 

25.90 

12.03 

9.40 

13.27 







14.30 

7.52 

12.55 

13.74 

16.28 

9.60 

5.05 

0.52 

3.07 

2.04 

3.70 

7.85 

12.60 

6.14 

18.26 

13.66 

4.52 

17.90 

16.48 

17.04 

17.05 

15.88 

16.75 

7.11 

10.16 

11.75 

17.77 

12.88 

20.30 

10.84 

12.69 

3.09 

10.09 

8.69 

17.33 

11.68 

14.34 

13.63 

20.05 

13.01 

13.66 

16.51 

10.38 

14.01 

20.16 

16.91 



Post 

Monsoon 


1.11 


0.27 


12.92 



13.15 

9.23 

12.55 

9.15 

19.22 

13.69 

17.29 

8.02 

14.77 

14.39 

21.07 

9.07 

29.60 

26.50 

31.67 

23.14 



5.97 

1.97 

4.88 

9.73 

5.79 

5.20 

8.88 

8.95 

10.88 

6.93 

5.85 

8.30 

14.55 

9.85 

16.44 

14.83 

16.12 

15.99 

18.85 

11.21 



13.60 

2.22 

7.22 

5.97 

13.57 

13.66 

10.50 

13.57 

15.20 

20.65 

8.01 

10.72 

14.12 

16.67 

16.06 

16.15 

12.43 

22.82 



7.75 

8.21 

12.91 

9.02 

9.17 

4.20 

4.72 

5.19 

7.19 

5.07 

11.50 

6.61 

6.68 

10.40 

13.01 

11.22 

11.63 

12.16 

14.62 

9.25 

10.10 

6.45 

11.56 

3.55 

6.59 

4.65 

5.70 

7.83 

13.20 

3.40 

18.36 

22.53 

30.19 

16.10 

26.81 

25.58 

23.20 

27.55 

23.76 

7.60 

50.50 



53.10 

59.40 

58.31 

60.00 

57.80 


59.99 



35.00 

33.48 

35.75 

36.80 

9.42 

37.90 

40.40 

39.80 

39.30 

13.49 

15.45 

16.25 

15.90 

16.85 

13.38 

14.45 

13.95 

15.53 

6.65 
















































































































































































































































































































































































































































































































































































































































































































































































































































































































































SNo 

Well Code 

Village 

20 

45N-1D6A 

JHOTWARA 

21 

45N-1C6A 

KALWAD 

22 

45N-1B3 

Mehla 

23 

45N-1C10 

Niwaroo 

24 

45N-1C8 

SANCHOTI 

25 

45N-1C2A 

SIRSI 

26 

45N-2D4 

DAWACH 

27 

45N-2D4A 

DAWACH 

28 

45N-2C4 

JHARNA KHURD 

29 

45N-2C1 

PHAGI 

30 

45N-1C3 

Bassi Nagal 

31 

45M-4B2A 

BHOJPURA 

32 

45M-4B3 

Hingonia 

33 

45N-1B2 

JOBNER 

34 

45N-1A2 

SIROHIKHURD 

35 

45N-1C5 

Chi rota 

36 

45N-1C4A 

MOHANA 

37 

45N-1C9 

NEWATA 

38 

45N-2C2A 

TILAWALA 

39 

45N-2D7 

WATIKA 

40 

45N-3B2 

JAISINGHPUR 


Basin: Morel 


1984 

1985 

1986 

1987 

1988 

1989 

1990 

1991 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 


6.57 10.50 7.47 


9.90 11.26 


11.38 10.90 11.98 11.35 12.30 15.30 13.40 


21.40 

22.77 

4.62 

6.58 


1 

54B-1B7 

Aluda 

2 

54B-1B3A 

BIGAWAS MOD 

3 

54B-1A5 

LAWAN 

4 

54B-2B5 

N.R'AWATAN 

5 

54B-3B3 

BAGRI-BILONA 

6 

54B-3B8 

BILONA KALAN 

7 

54B-2B2A 

DIDWANA 

8 

54B-2A4 

HODAYLI 

9 

54B-2B1A 

LALSOT 

10 

54B-2B1B 

LALSOT 

11 

54B-2C5 

MANDAWARI 

12 

54B-2B3 

NAYAWAS 

13 

54B-2A5 

PRAHLADPURA 

14 

54B-2A6 

Shiv Singhpura 

15 

45N-1D2 

AMBER 

16 

45M-4D5 

BHANPURKALAN 

17 

45M-4D7 

Kukas 

18 

45N-1D7 

PURANAGHAT 

19 

45N-1D24 

BAGRANA 

20 

54B-1A3A 

BASSI 

21 

54B-1A8 

Jatwara 

22 

54B-1A4 

JATWARA RLY STA 

23 

54B-1A1B 

JHIR 

24 

45N-1D8 

Kanota 

25 

54B-1A7 

Rajpura Patalwas 

26 

54B-2A1 

TUNGA 

27 

54B-2A3 

BIBI KA BARH 

28 

45N-2D1 

CHAKSU 

29 

45N-2D3 

KOTHUN 

30 

54B-2A2 

RUPARI KALAN 

31 

45N-2D2 

SHIVDASPURA 

32 

45N-1D15A 

MALAWALA 

33 

45N-1D21 

SAIPURA 

34 

45N-1D14 

JAIPUR JALEBICH 

35 

45N-1D17 

MES JAIPUR 

36 

45N-1D26 

Rotary Club 

37 

45N-1D18 

DURGAPURA 

38 

45N-2D6 

GONER 

39 

45N-1D27 

Gopalpura Bypass 

40 

45N-1D4 

JAIPUR PZO 1 


10.11 10.12 10.58 


12.76 9.57 12.61 7.57 11.78 11.74 11.82 11.74 12.75 12.03 12.74 11.29 12.10 11.90 12.60 9.44 




24.79 25.10 25.66 26.34 26.98 27.65 28.09 28.71 29.15 















































































































































































































































































































































































S No Well Code 


45N-1D6A 


45N-1C6A 


45N-1B3 


45N-1C10 


45N-1C8 


45N-1C2A 


45N-2D4 


45N-2D4A 


45N-2C4 


45N-2C1 


45N-1C3 


45M-4B2A 


45M-4B3 


45N-1B2 


45N-1A2 


45N-1C5 


45N-1C4A 


45N-1C9 


45N-2C2A 


45N-2D7 


45N-3B2 


Basin: More 


54B-1B7 


54B-1B3A 


54B-1A5 


54B-2B5 


54B-3B3 


54B-3B8 


54B-2B2A 


54B-2A4 


54B-2B1A 


54B-2B1B 


54B-2C5 


54B-2B3 


54B-2A5 


54B-2A6 


45N-1D2 


45M-4D5 


45M-4D7 


45N-1D7 


45N-1D24 


54B-1A3A 


54B-1A8 


54B-1A4 


54B-1A1B 


45N-1D8 


54B-1A7 


54B-2A1 


54B-2A3 


45N-2D1 


45N-2D3 


54B-2A2 


45N-2D2 


45N-1D15A 


45N-1D21 


45N-1D14 


45N-1D17 


45N-1D26 


45N-1D18 


45N-2D6 


45N-1D27 


45N-1D4 


Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 


















































































































































































































































































































































































































































































































































































































































































































































































































































S No Well Code 


45N-1D6A 


45N-1C6A 


45N-1B3 


45N-1C10 


45N-1C8 


45N-1C2A 


45N-2D4 


45N-2D4A 


45N-2C4 


45N-2C1 


45N-1C3 


45M-4B2A 


45M-4B3 


45N-1B2 


45N-1A2 


45N-1C5 


45N-1C4A 


45N-1C9 


45N-2C2A 


45N-2D7 


45N-3B2 


Basin: More 


54B-1B7 


54B-1B3A 


54B-1A5 


54B-2B5 


54B-3B3 


54B-3B8 


54B-2B2A 


54B-2A4 


54B-2B1A 


54B-2B1B 


54B-2C5 


54B-2B3 


54B-2A5 


54B-2A6 


45N-1D2 


45M-4D5 


45M-4D7 


45N-1D7 


45N-1D24 


54B-1A3A 


54B-1A8 


54B-1A4 


54B-1A1B 


45N-1D8 


54B-1A7 


54B-2A1 


54B-2A3 


45N-2D1 


45N-2D3 


54B-2A2 


45N-2D2 


45N-1D15A 


45N-1D21 


45N-1D14 


45N-1D17 


45N-1D26 


45N-1D18 


45N-2D6 


45N-1D27 


45N-1D4 


2002 

2003 

2004 

2005 

2006 

2007 

2008 

2009 

2010 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 













































































































































































































































































































































































































































































































































































































































































































































































































SNo 

Well Code 

Village 

41 

45N-1D20 

MANSAROVAR 

42 

45N-1D16 

Mansarovar Cgwb 

43 

45N-1D22 

SUKHPURIA 

44 

45N-1D23 

SURYANAGAR 

45 

54B-2C3 

SAHAR 

46 

54B-3D4 

DEKOLI 

47 

54B-3C3 

NAROLI DANG 

48 

54B-2C4 

BAMNAWAS 

49 

54B-3C2A 

MEENAPARA 

50 

54B-3B6 

MORAL TIWARA 

51 

54B-2C2 

PIPLAI 

52 

54B-3B2A 

BEHTAR 

53 

54B-4B5 

BHADOTI 

54 

54B-3B4 

BONALI 

55 

54B-3B5 

JASTANA 

56 

54B-3B1 

MALARNACHOR 

57 

54B-3B7 

MALARNADUNGAR 

58 

54B-3B9 

TOND 

59 

54B-3C1A 

GANGAPUR 

60 

54B-3A2 

Bolni 

Sub Basin: Sodra 

1 

45N-4A5 

DEWAL 

2 

45N-3B1 

MALPURA 

3 

45N-4B2 

TORDI 

4 

45N-4C2 

HAMIRPUR 

5 

45N-3C1 

JHARANA 


1984 

1985 

1986 

1987 

1988 

1989 

1990 

1991 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 


Basin: Banganga 


1 

54A-3D2 

LACHMANGARH 

2 

54A-3D2A 

LAXMANGARH 

3 

54E-3A2 

KATHUMAR 

4 

54E-3A4 

TITPURI 

5 

54E-3A4A 

TITPURI 

6 

54A-4B1 

TEH LA 

7 

54A-4D3 

GADI SWAIRAM 

8 

54A-3D3 

JHALADALA 

9 

54A-4B3 

GHATA MORDI 

10 

54A-3A2 

PARTAPGARH 

11 

54A-4B2 

TORIKABAS 

12 

54A-1D4 

TIJARA 

13 

53D4D3 

Nakhol 

14 

54E-3B4 

MANDHERA 

15 

54E-3A3 

PANHORI 

16 

54E-3A3A 

PANHORI 

17 

54E-3B3 

KUMHER 

18 

54E-3B5 

SABORA 

19 

54E-4A6 

BAONLI CHAN 

20 

54E-4B2A 

LULHARA 

21 

54E-4B2B 

LULHARA 

22 

54E-4B2C 

LULHARA 

23 

54E-4A2 

NADBAI 

24 

54A-3D4 

BHURAKA 

25 

54E-3A1A 

NAGAR 

26 

54E-4C5 

GENOLI MOD 

27 

54E-4B3 

UCHAIN 

28 

54E-4B3A 

UCHAIN 

29 

54E-4B3B 

UCHAIN 

30 

54E-4B1 

Bharatpur 

31 

54E-4C2A 

CHIKSANA 

32 

54E-4C2B 

CHIKSANA 

33 

54E-4C4 

KALYANPURA 

34 

54E-3C1A 

RARAH PZI 


9.83 10.30 10.92 11.27 12.12 11.98 


10.50 

10.38 

32.95 

32.89 



8.17 

6.40 

10.00 

8.30 


9.42 10.00 9.12 10.36 7.60 


14.38 15.20 13.04 



7.57 

9.60 

8.83 

10.10 

9.12 

10.80 

8.45 

7.39 

8.46 

8.50 

9.67 

7.06 

8.76 

8.56 



10.48 10.60 10.37 


11.76 

11.88 

15.11 

13.29 


























































































































































































































































































































































































































S No Well Code 


Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 



41 45N-1D20 


42 45N-1D16 


43 45N-1D22 


44 45N-1D23 


45 54B-2C3 


46 54B-3D4 


47 54B-3C3 


48 54B-2C4 


49 54B-3C2A 


50 54B-3B6 


51 54B-2C2 


52 54B-3B2A 


53 54B-4B5 


54 54B-3B4 


55 54B-3B5 


56 54B-3B1 


57 54B-3B7 


58 54B-3B9 


59 54B-3C1A 


60 54B-3A2 


Sub Basin: Sodi 


45N-4A5 


45N-3B1 


45N-4B2 


45N-4C2 


45N-3C1 


Basin: Bangang 


Sub Basin: Banc 


1 54A-3D2 


2 54A-3D2A 


3 54E-3A2 


54E-3A4 


5 54E-3A4A 


6 54A-4B1 


7 54A-4D3 


8 54A-3D3 


9 54A-4B3 


10 54A-3A2 


11 54A-4B2 


12 54A-1D4 


13 53D4D3 


14 54E-3B4 


15 54E-3A3 


16 54E-3A3A 


17 54E-3B3 


18 54E-3B5 


19 54E-4A6 


20 54E-4B2A 


21 54E-4B2B 


22 54E-4B2C 


23 54E-4A2 


24 54A-3D4 


25 54E-3A1A 


26 54E-4C5 


27 54E-4B3 


28 54E-4B3A 


29 54E-4B3B 


30 54E-4B1 


31 54E-4C2A 


32 54E-4C2B 


33 54E-4C4 


34 54E-3C1A 

































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































S No Well Code 


Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 



41 45N-1D20 


42 45N-1D16 


43 45N-1D22 


44 45N-1D23 


45 54B-2C3 


46 54B-3D4 


47 54B-3C3 


48 54B-2C4 


49 54B-3C2A 


50 54B-3B6 


51 54B-2C2 


52 54B-3B2A 


53 54B-4B5 


54 54B-3B4 


55 54B-3B5 


56 54B-3B1 


57 54B-3B7 


58 54B-3B9 


59 54B-3C1A 


60 54B-3A2 


Sub Basin: Sodi 


45N-4A5 


45N-3B1 


45N-4B2 


45N-4C2 


45N-3C1 


Basin: Bangang 


Sub Basin: Banc 


1 54A-3D2 


2 54A-3D2A 


3 54E-3A2 


54E-3A4 


5 54E-3A4A 


6 54A-4B1 


7 54A-4D3 


8 54A-3D3 


9 54A-4B3 


10 54A-3A2 


11 54A-4B2 


12 54A-1D4 


13 53D4D3 


14 54E-3B4 


15 54E-3A3 


16 54E-3A3A 


17 54E-3B3 


18 54E-3B5 


19 54E-4A6 


20 54E-4B2A 


21 54E-4B2B 


22 54E-4B2C 


23 54E-4A2 


24 54A-3D4 


25 54E-3A1A 


26 54E-4C5 


27 54E-4B3 


28 54E-4B3A 


29 54E-4B3B 


30 54E-4B1 


31 54E-4C2A 


32 54E-4C2B 


33 54E-4C4 


34 54E-3C1A 




19.62 10.87 10.55 10.00 22.95 10.15 






















































































































































































































































































































































































































































































































































































































































































































































































































































SNo 

Well Code 

Village 

35 

54E-3C1B 

RARAH PZII 

36 

54E-4A3 

HALENA 

37 

54E-4A5 

SADPURA 

38 

54E-4A4 

WEIR 

39 

54E-4A8 

Akhegarh 

40 

54E-4A7 

Jagjeevanpura 

41 

54A-4C6 

Abhaneri 

42 

54A-4C4 

B GURJRAN 

43 

54A-4C5 

Baswa 

44 

54B-1B5 

KOLWA 

45 

54B-1B4 

BAPI 

46 

54B-1B4A 

Bapi 

47 

54B-1B1A 

BHANDAREJ 

48 

54B-1B2 

DAUSA 

49 

54B-1B9 

Dausa 

50 

54B-1B8 

Kalipahari 

51 

54B-1D7 

Ghazipur 

52 

54A-4D2 

MAHUWA 

53 

54A-4D1 

PIPALKHEDA 

54 

54A-4D5 

RASHIDPURA 

55 

54A-4D4 

UKRUND 

56 

54B-1C8 

ACHALPURA 

57 

54B-1C3A 

DUBBI 

58 

54B-1B6 

GARH RANOLI 

59 

54B-1C2A 

GIJGARH 

60 

54B-1C4 

GUMANPURA 

61 

54B-1D5A 

LANGRA BALAJI 

62 

54B-1C1A 

MANPURA 

63 

54B-1C7 

SIKANDARA 

64 

54A-4A2 

ANDHI 

65 

54A-4A4 

DATAL GURJRAN 

66 

54A-3A3 

DHOLA 

67 

54A-4A1A 

HASTAL KA BAS 

68 

54A-4A3 

RASALA 

69 

54B-1A6 

Bhuj 

70 

54B-1D1A 

AZIZPUR 


Basin: Chambal 


Sub Basin: Chakan 



1984 

1985 

1986 

1987 

1988 

1989 

1990 

1991 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 



54C-1A5 

Kotri 

54C-1A3 

JAINAGAR 

54C-1A2 

SOP 

54C-1A2A 

Sop 


Sub Basin: Chambal Downstream 


54C-3A3 

KAPREN 

54C-3A3A 

Kapren 

54F-2D1 

Dhaulpur 

54F-2D5 

FARAKPURA 

54J-1A1 

MARAINA 

54J-1A1A 

MARAINA 

54F-3A2 

MANDRAL 

54C-3A1 

MANDAVRA 

54C-2B1 

GAINTA 

450-4D8 

ALANIA 

450-3D4 

GUDLI 

450-4D1 

KOTA 

450-4D3 

RAIPUR 

450-4D5 

KHERARASULPUR 

54C-3A4 

DIGOD 

54C-4A2 

GADEPAN 

54C-3A2 

SULTAN PUR 

54C-1B5 

CHANN 

54C-1C1 

PHARIYA 



27.01 

28.13 

27.45 

28.40 

28.80 

29.47 

12.05 

10.91 

10.19 

11.95 

12.75 

12.65 

14.21 

19.11 

18.33 

19.50 

20.50 

20.60 


1.51 

1.20 

7.57 

6.28 

5.65 

2.76 

6.03 

2.95 


13.10 

12.46 

11.80 

12.06 



12.60 

8.74 

10.29 

6.37 





















































































































































































































































































































































































































































SNo 

Well Code 

35 

54E-3C1B 

36 

54E-4A3 

37 

54E-4A5 

38 

54E-4A4 

39 

54E-4A8 

40 

54E-4A7 

41 

54A-4C6 

42 

54A-4C4 

43 

54A-4C5 

44 

54B-1B5 

45 

54B-1B4 

46 

54B-1B4A 

47 

54B-1B1A 

48 

54B-1B2 

49 

54B-1B9 

50 

54B-1B8 

51 

54B-1D7 

52 

54A-4D2 

53 

54A-4D1 

54 

54A-4D5 

55 

54A-4D4 

56 

54B-1C8 

57 

54B-1C3A 

58 

54B-1B6 

59 

54B-1C2A 

60 

54B-1C4 

61 

54B-1D5A 

62 

54B-1C1A 

63 

54B-1C7 

64 

54A-4A2 

65 

54A-4A4 

66 

54A-3A3 

67 

54A-4A1A 

68 

54A-4A3 

69 

54B-1A6 

70 

54B-1D1A 

Basir 

i: Chambal 


Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 



Pre 

Monsoon 


8.86 


6.47 


12.60 


14.10 


Post 

Monsoon 


7.72 


6.58 


14.82 


15.80 


Pre 

Monsoon 


10.61 


7.31 


13.10 


15.47 


Post 

Monsoon 


8.61 


6.29 


13.90 


15.17 



Sub Basin: Chat 


1 54C-1A5 


2 54C-1A3 


3 54C-1A2 


54C-1A2A 


Sub Basin: Chai 


1 54C-3A3 


2 54C-3A3A 


3 54F-2D1 


54F-2D5 


5 54J-1A1 


6 54J-1A1A 


7 54F-3A2 


8 54C-3A1 


9 54C-2B1 


10 450-4D8 


11 450-3D4 


12 450-4D1 


13 450-4D3 


14 450-4D5 


15 54C-3A4 


16 54C-4A2 


17 54C-3A2 


18 54C-1B5 


19 54C-1C1 











































































































































































































































































































































































































































































































































































































































































































































































































































































SNo 

Well Code 

35 

54E-3C1B 

36 

54E-4A3 

37 

54E-4A5 

38 

54E-4A4 

39 

54E-4A8 

40 

54E-4A7 

41 

54A-4C6 

42 

54A-4C4 

43 

54A-4C5 

44 

54B-1B5 

45 

54B-1B4 

46 

54B-1B4A 

47 

54B-1B1A 

48 

54B-1B2 

49 

54B-1B9 

50 

54B-1B8 

51 

54B-1D7 

52 

54A-4D2 

53 

54A-4D1 

54 

54A-4D5 

55 

54A-4D4 

56 

54B-1C8 

57 

54B-1C3A 

58 

54B-1B6 

59 

54B-1C2A 

60 

54B-1C4 

61 

54B-1D5A 

62 

54B-1C1A 

63 

54B-1C7 

64 

54A-4A2 

65 

54A-4A4 

66 

54A-3A3 

67 

54A-4A1A 

68 

54A-4A3 

69 

54B-1A6 

70 

54B-1D1A 

Basir 

i: Chambal 


Pre 

Monsoon 


10.12 


9.71 


15.70 


16.59 


Sub Basin: Chat 


1 54C-1A5 


2 54C-1A3 


3 54C-1A2 


54C-1A2A 


Sub Basin: Chai 


1 54C-3A3 


2 54C-3A3A 


3 54F-2D1 


54F-2D5 


5 54J-1A1 


6 54J-1A1A 


7 54F-3A2 


8 54C-3A1 


9 54C-2B1 


10 450-4D8 


11 450-3D4 


12 450-4D1 


13 450-4D3 


14 450-4D5 


15 54C-3A4 


16 54C-4A2 


17 54C-3A2 


18 54C-1B5 


19 54C-1C1 


Post 

Monsoon 


8.59 


9.60 


15.43 


16.82 


Pre 

Monsoon 


Post 

Monsoon 










Pre 

Monsoon 


















Post 

Monsoon 










Pre 

Monsoon 






Post 

Monsoon 










Pre 

Monsoon 






Post 

Monsoon 




Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 




























































































































































































































































































































































































































































































































































































































































































































































































































































SNo 

Well Code 

Village 

20 

54C-1B2 

BODAL 

21 

54C-1B3 

HINDWAR 

22 

54B-4B4 

RANTHAMBOR 

23 

54C-1C3 

Pali Ghat 


Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 



Basin: Chambal Upstream 


1 

450-4B2 

SALAWATIA 

2 

46I-1D1 

Arnod 

3 

46I-1D2 

MOHADA 

4 

46I-2D1 

NINOR 

5 

45P-1C2 

BHAINSROADGARH 

6 

45P-1C1 

RAWATBHATA 

7 

45L-4D2 

RAJPURIA 

8 

46I-2B2A 

Arnod 

9 

45L-4D3 

Mokhampura 

10 

46I-2D1A 

Ninor 

11 

46M-1D1 

DAG 

12 

46M-1C1 

GANGDHAR 

13 

46M-1C2 

GWALAT 

14 

450-4C1 

BORAWAS 


Basin: Kali Sindh 


1 

54C-4B1 

ANTA 

2 

54C-3B2 

URPURIA 

3 

54D-1B2A 

BAM LA 

4 

54D-3C6 

HARNAUDA 

5 

54D-3C3 

SARTHAL 

6 

54D-3C5 

ASALPUR 

7 

45P-4D1 

GAURADIYA KALAN 

8 

54D-3B2 

AKTASA 

9 

45P-3D3 

ANVUKALAN 

10 

54D-2A4 

BHILWARA 

11 

54D-3A2 

BINDA 

12 

54D-3B1 

DOONGARGAON 

13 

54D-2A5 

GAGRON 

14 

45P-3D2 

GANESHPURA 

15 

45P-3D6 

GUNAVI 

16 

45P-3D4 

GURARIYA JOGA 

17 

54D-2A1 

JHALAWAR 

18 

54D-2A2 

JHALRAPATAN 

19 

54D-3A1 

Krishanpura Chow 

20 

54D-2A6 

MANDAWAR 

21 

45P-3D1 

MISHROLI 

22 

54D-2B2 

SAROLA 

23 

54D-1B3 

SUMAR 

24 

54D-3C1 

AKLERA 

25 

54D-3D1 

GAJWARA 

26 

54D-3C4 

JHIRI 

27 

54D-4D1 

MANOHARTHANA 

28 

54D-3C2 

SAREDI 

29 

45P-3D5 

JASWANTPURA 

30 

45P-4D2A 

KARVAN KALA 

31 

54D-2B3 

Khanpur 

32 

54D-3A4 

Nahardi 

33 

45P-1D1 

MANDANA 

34 

45P-1D2 

NAYAROAD 

35 

54D-2A3 

ANTRALIA 

36 

45P-1D3 

DARA 

37 

54C-4A3 

KAGANIA 

38 

54C-4A1 

RAJGARH 

39 

54C-3B4 

RATTANPURA 


3.29 

6.00 

2.77 

4.07 

5.47 

4.28 

3.77 

6.23 

2.63 




14.90 

15.83 

15.15 

15.68 



Basin: Kunu 


1991 

Pre 

Post 

Monsoon 

Monsoon 

11.03 

4.37 

17.39 

13.16 

12.73 

8.88 





8.98 

15.10 

11.77 

15.85 

4.98 

15.95 

9.69 

10.10 

11.00 

9.06 

12.24 

7.48 

11.20 

8.23 



10.25 

5.74 

6.00 

8.51 

6.79 

4.66 

9.74 

3.16 




7.00 

3.14 

18.20 

14.02 

15.20 

14.12 

17.22 

11.04 


2.76 

10.03 

2.02 

8.90 

2.28 

7.43 

12.45 

4.44 

10.70 

5.87 

0.77 

7.38 

2.14 

4.94 

2.34 


7.80 

7.18 

18.94 

18.52 


1 

54G-4B1 

Kasba Thana 














4.63 

6.30 

5.44 

2 

54G-3B1 

PAYAL TORI 
















4.72 




























































































































































































































































































































































































































































































































SNo 

Well Code 

20 

54C-1B2 

21 

54C-1B3 

22 

54B-4B4 

23 

54C-1C3 


1992 

1993 

1994 

1995 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

8.47 

3.05 

8.14 

7.12 

8.78 

4.33 

8.05 

4.21 

15.37 

14.09 

16.00 

12.70 

17.66 

10.52 

11.45 

8.49 

10.79 

7.93 

9.72 

8.70 

10.18 

7.69 

9.29 

6.94 


Basin: Chat 


1 

450-4B2 

2 

46I-1D1 

3 

46I-1D2 

4 

46I-2D1 

5 

45P-1C2 

6 

45P-1C1 

7 

45L-4D2 

8 

46I-2B2A 

9 

45L-4D3 

10 

46I-2D1A 

11 

46M-1D1 

12 

46M-1C1 

13 

46M-1C2 

14 

450-4C1 


Pre 

Monsoon 


7.44 


11.34 


9.01 



Basin: Kali 


1 

54C-4B1 

2 

54C-3B2 

3 

54D-1B2A 

4 

54D-3C6 

5 

54D-3C3 

6 

54D-3C5 

7 

45P-4D1 

8 

54D-3B2 

9 

45P-3D3 

10 

54D-2A4 

11 

54D-3A2 

12 

54D-3B1 

13 

54D-2A5 

14 

45P-3D2 

15 

45P-3D6 

16 

45P-3D4 

17 

54D-2A1 

18 

54D-2A2 

19 

54D-3A1 

20 

54D-2A6 

21 

45P-3D1 

22 

54D-2B2 

23 

54D-1B3 

24 

54D-3C1 

25 

54D-3D1 

26 

54D-3C4 

27 

54D-4D1 

28 

54D-3C2 

29 

45P-3D5 

30 

45P-4D2A 

31 

54D-2B3 

32 

54D-3A4 

33 

45P-1D1 

34 

45P-1D2 

35 

54D-2A3 

36 

45P-1D3 

37 

54C-4A3 

38 

54C-4A1 

39 

54C-3B4 

Sub Basin: Kuni 

1 

54G-4B1 

2 

54G-3B1 


12.87 

15.96 

10.65 

16.05 

9.12 

15.06 

8.86 

15.20 

11.24 

11.94 

9.97 

12.18 

9.17 

10.72 

9.10 

11.20 


9.87 

3.78 

9.74 

4.08 

9.35 

4.20 

9.73 

2.70 

5.66 

2.95 

5.50 

2.48 

2.64 

1.75 

4.71 



5.49 

4.28 

5.40 

4.45 

2.91 

1.60 


1.84 

8.33 

5.89 

7.23 

6.55 

6.42 

4.08 

5.87 

4.10 

3.04 

1.86 

3.12 

1.98 


6.60 

9.55 

7.00 

10.88 

7.17 

9.90 

7.33 

7.90 

5.18 

8.00 

6.28 

12.35 

6.16 

9.15 

6.98 

7.42 

7.82 

10.05 

8.25 

7.58 

3.80 

6.86 

7.30 

6.66 

4.13 

7.20 

8.32 

16.20 

3.37 

16.05 

3.51 

12.69 

6.23 

9.47 

7.75 

15.24 

7.30 

13.05 

7.46 

11.78 

5.12 

10.90 

9.78 

27.10 

15.70 

25.94 

16.07 

6.08 

4.60 

5.73 

4.61 

4.79 

4.92 

8.67 

10.92 


6.59 

2.51 

8.61 

6.10 

8.58 

5.17 

8.78 

5.10 

7.68 

7.40 

8.47 

5.30 

7.16 

2.50 

7.76 

3.13 

17.78 

6.66 

15.45 

13.70 

15.94 

13.50 

14.83 

12.42 

13.31 

12.00 


9.34 


10.65 

12.05 

9.30 





1.90 

5.12 

2.33 

5.53 

2.54 

3.57 

2.57 

3.65 

11.96 

11.34 

13.21 

11.90 

6.78 

10.15 

6.95 

9.90 

18.46 

18.61 

18.30 

18.57 


4.86 

6.83 

2.49 

9.34 


1997 


1998 


1999 


2000 


2001 


Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 




































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































SNo 

Well Code 

20 

54C-1B2 

21 

54C-1B3 

22 

54B-4B4 

23 

54C-1C3 


Basin: Chat 


1 

450-4B2 

2 

46I-1D1 

3 

46I-1D2 

4 

46I-2D1 

5 

45P-1C2 

6 

45P-1C1 

7 

45L-4D2 

8 

46I-2B2A 

9 

45L-4D3 

10 

46I-2D1A 

11 

46M-1D1 

12 

46M-1C1 

13 

46M-1C2 

14 

450-4C1 


Basin: Kali 


1 

54C-4B1 

2 

54C-3B2 

3 

54D-1B2A 

4 

54D-3C6 

5 

54D-3C3 

6 

54D-3C5 

7 

45P-4D1 

8 

54D-3B2 

9 

45P-3D3 

10 

54D-2A4 

11 

54D-3A2 

12 

54D-3B1 

13 

54D-2A5 

14 

45P-3D2 

15 

45P-3D6 

16 

45P-3D4 

17 

54D-2A1 

18 

54D-2A2 

19 

54D-3A1 

20 

54D-2A6 

21 

45P-3D1 

22 

54D-2B2 

23 

54D-1B3 

24 

54D-3C1 

25 

54D-3D1 

26 

54D-3C4 

27 

54D-4D1 

28 

54D-3C2 

29 

45P-3D5 

30 

45P-4D2A 

31 

54D-2B3 

32 

54D-3A4 

33 

45P-1D1 

34 

45P-1D2 

35 

54D-2A3 

36 

45P-1D3 

37 

54C-4A3 

38 

54C-4A1 

39 

54C-3B4 


Basin: Kuni 


Pre 

Monsoon 


6.29 


12.50 


9.13 


Post 

Monsoon 


8.04 


14.88 


9.99 


Pre 

Monsoon 


8.69 


Post 

Monsoon 



2004 

2005 

Pre 

Post 

Pre 

Post 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

7.44 

7.55 

9.39 

7.68 


13.67 


16.34 

12.15 

10.15 

11.79 

7.93 

22.48 

21.60 

21.40 

21.03 


24.20 

11.20 

6.32 

8.04 

8.95 

4.98 

4.16 

2.34 

23.55 

4.35 

0.89 

0.73 


19.08 




14.31 

22.59 

7.51 

10.67 

12.44 

10.10 

13.34 

8.86 

5.55 

10.50 

6.38 

10.36 

2.73 

2.86 

3.46 

-0.72 

3.91 

0.58 



1 

54G-4B1 

2 

54G-3B1 



4.50 

7.87 

7.10 

10.82 

5.54 

2.23 

8.46 

4.43 

3.61 

3.94 


2006 


2007 


2008 


2009 


2010 


Pre Post Pre Post Pre Post Pre Post Pre Post 

Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 

9.57 6.49 ~ 9.75 6.09 2.16 4.78 9.39 ~ 9.27 ' 10.02 ~ 1.81 

_ 17.70 _ 16.14 _ 16.05 _ 13.41 

12.70 _ 12.00 _ 11.81 _ 12.20 _ 10.65 _8 1 25_ 10.05 _935_ 12.82 _ 9.82 

21.30 20.00 19.77 20.50 19.30 22.21 13.40 

18.70 16.20 28.59 21.87 19.50 23.40 21.35 22.27 22.70 1.50 

_ 10.74 _836_ 10.71 _832_ 15.92 _632_ 6.79 

10.91 _130_ 11.30 _ SAS _^48_^40_ 1030 _ 6.22 

336 _090_135_130_339_335_430_135_4J3_ 2.99 

15.20 _044_ 17.24 _ 19.00 _ 30.90 _ 19.94 _ 54.00 _ 2739 

030 _033_049_032_026_015_063_024_050_ 0.41 

_043_ 12.32 _836_ 1235 _ 10.98 _ 11.06 _ 20.94 _ 1436 

10.98 _4 1 40_830_330_040_090_ 1136 _830_ 1136 _ 1039 

18.08 _434_ 1830 _040_ 1936 _ 18.00 _ 1830 _036_ 19.60 _ 930 

11.18 _139_090_537_ 1038 _ 1030 _ 12.40 _433_ 1333 _ 631 

20.93 _733_ 18.01 _013_004_ 

12.30 _005_ 11.65 _839_ 11.40 _050_ 11.06 _ 12.61 _ 10.97 _ 936 

10.05 _134_735_339_042_530_938_334_932_ 234 

2.97 0.30 335 5.94 3.60 035 436 5.45 5.90 531 

4.14 5.41 432 

530 _139_437_332_ 

5.11 _433_045_539_430_530_534_035_ 537 

6.34 _060_532_436_737_017_045_019_639_ 338 

_2J3_333_020_Oil_030_ 334 

1330 _068_ 11.60 _835_ 1235 _ 10.62 _931_ 10.69 _ 1237 

10.08 _006_932_044_733_933_834_934_ 431 

839 _238_063_731_9J3_636_739_015_839_ 633 

1134 _438_733_019_019_934_ 1332 _ 12.41 _ 14.34 _ 12.31 

11.44 _042_ 10.13 _ 10.12 _ 10.09 _931_ 1038 _ 

1137 _232_732_034_537_632_ 4A5 _930_ 5.01 

6.82 _4 1 48_530_538_633_046_530_432_028_ 731 

_138_ 14.48 _ 12.16 _538_ 15.08 _934_ 12.86 

1837 _024_ 1133 _ 10.22 _931_ 1132 _ 15.20 _ 1333 _ 17.22 _ 1034 

14.15 _023_ 1332 _633_ 13.02 _ 11.05 _ 13.17 _733_ 14.46 _ 5.89 

_439_ 10.89 _ 1039 _ 16.03 _ 19.47 _937_ 1439 _ 1537 _ 1535 

23.17 _ 1237 _ 2035 _ 1533 _ 1632 _ 1037 _ 1537 _731_ 14.99 _ 12.06 

_430_730_639_437_437_ 430 

_234_735_535_046_731_535_733_ 438 

1035 _033_837_234_933_016_ 1037 _233_ 234 

1031 _139_040_085_933_041_ 10.47 _637_ 1039 _ 931 

_4^41_839_ 11.00 _ 1335 _ 

_534_937_ 

9.80 _333_738_431_005_530_936_432_ 10.00 _ 5.08 

1335 _4J3_ 11.83 _045_ 1335 _ 13.88 _ 1336 _ 1130 _ 20.11 _ 1537 

733 _137_070_049_085_439_019_237_735_ 138 

16.86 _ 13.80 _ 1434 _ 16.16 _ 1533 _ 14.46 _ 1630 _082_ 1432 _ 1332 

_ 1636 

_836_ 20.18 _736_ 21.50 _ 2231 _ 1732 _ 23.50 _ 2037 

_837_ 12.17 _ 1138 _ 14.48 _ 1438 _ 1534 _051_ 1532 _ 1235 

1130 _7J3_ 1232 _088_ 1535 _ 1230 _ 22.83 _ 13.86 _ 1335 _ 1239 

7.40 _137_731_735_535_012_538_ 3.84 

10.49 _238_430_235_239_232_335_012_532_ 233 

1.47 ~ 230 233 ~ 2.10 

833 _138_731_098_009_130_ 9839 _234_060_ 633 

11.63 7.97 ~ 11.05 12.40 1034 1132 ~ 12.68 1331 ~ 1331 ~ 

| | | | | | 11.94 

7.40 535 7.95 6.44 9.04 435 6.05 536 735 436 

8.65 4.25 3.85 9.61 11.23 11.70 6.24 


















































































































































































































































































































































































































































































































































































































































































































































































































































































































































































SNo 

Well Code 

Village 

3 

54G-4A2 

SHAHABAD 


Sub Basin: Mej 


Sub Basin: Parwati 


Basin: Gambhir 


Sub Basin: Gambhir 


1988 

1989 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

8.25 

4.86 

6.64 

4.97 


1 

450-4B1 

BIJOLIA 

2 

450-2C1 

CHHATARGANJ 

3 

450-2B2 

DEVAKHERA 

4 

450-3C4 

SATUR 

5 

54C-2A2 

Dahi Khera 

6 

450-2D1 

GAINDOLI 

7 

450-3D3 

KESHORAIPATAN 

8 

54C-2A1A 

LAKHERI 

9 

450-3D6 

MAIJA 

10 

450-2D2 

DEI 

11 

450-2D3 

MOTIPURA 

12 

450-1D2 

NENWA 

13 

450-3D1 

BALLOP 

14 

450-3C3 

Bundi 

15 

450-3D5 

DELUNDA 

16 

450-3C2 

Namana Road 

17 

450-3D2 

RAJ WAS 

18 

450-3C1 

RAMNAGAR 

19 

450-4D7 

GIRDHARPURA 


1 

54C-4C3 

BOTH 

2 

54C-3C1 

MANGROL 

3 

54D-1C1 

ATRU 

4 

54D-1C2 

KANWAI 

5 

54D-1C3 

CHAJWA 

6 

54D-2D1 

CHABRA 

7 

54D-2C1 

CHHIPA BAROD 

8 

54C-4D1 

BHANWARGARH 

9 

54C-4C2 

KISHANGANJ 

10 

54C-4D2 

KELWARA 

11 

54G-4A3 

MAMONI 

12 

54G-4A1 

SAMRANIA 

13 

54C-4C4 

Banthoni 

14 

54C-4C5 

Baran 

15 

54D-1C3A 

Chajwa 

16 

54C-4B2 

Kalmanda 

17 

54C-4D3 

Khandela 

18 

54C-3B3 

AYANA 

19 

54C-3B1 

GANESHGANJ 

20 

54C-2B3 

KESHAVPURA 

21 

54C-2B2 

KHATOLI 


1 

54F-1B6 

BANDH BARETA 

2 

54F-1B7 

BAWARI BARODA 

3 

54F-1B2 

BAYANA 

4 

54F-1B5 

BHAGORI 

5 

54F-1B1 

Bhimnagar 

6 

54E-4B4 

BIRAITHA 

7 

54F-1B10 

Jheel Mandir 

8 

54F-1B4 

KOT 

9 

54F-1B8 

SALABAD 

10 

54F-1B9 

DAHINAGAON 

11 

54F-1C3 

KHAN SURJAPUR 

12 

54E-4C1 

KHANUA 

13 

54F-1B3 

RUDHAWAL 

14 

54F-1B3A 

RUDHAWAL 

15 

54F-IC6 

Roopwas 

16 

54F-1A2 

DHAND 


5.22 

4.07 

5.13 

4.67 

5.46 

6.38 

5.17 

6.40 

5.24 

6.73 


1991 

Pre 

Post 

Monsoon 

Monsoon 

8.10 

5.91 





8.54 1 

1 9-16 | 

1 8.90 1 

i 9.28 | 

I 9.70 1 

i 10.20 | 

| 10.11 



2.78 

3.29 

3.37 

4.48 

3.72 

3.37 




6.53 

4.28 

5.10 

5.02 

5.94 

5.98 







































































































































































































































































































































































































































































































SNo 

Well Code 

3 

54G-4A2 

Sub Basin: Mej 

1 

450-4B1 

2 

450-2C1 

3 

450-2B2 

4 

450-3C4 

5 

54C-2A2 

6 

450-2D1 

7 

450-3D3 

8 

54C-2A1A 

9 

450-3D6 

10 

450-2D2 

11 

450-2D3 

12 

450-1D2 

13 

450-3D1 

14 

450-3C3 

15 

450-3D5 

16 

450-3C2 

17 

450-3D2 

18 

450-3C1 

19 

450-4D7 

Sub Basin: Parw 

1 

54C-4C3 

2 

54C-3C1 

3 

54D-1C1 

4 

54D-1C2 

5 

54D-1C3 

6 

54D-2D1 

7 

54D-2C1 

8 

54C-4D1 

9 

54C-4C2 

10 

54C-4D2 

11 

54G-4A3 

12 

54G-4A1 

13 

54C-4C4 

14 

54C-4C5 

15 

54D-1C3A 

16 

54C-4B2 

17 

54C-4D3 

18 

54C-3B3 

19 

54C-3B1 

20 

54C-2B3 

21 

54C-2B2 


1992 

1993 

1994 

1995 

1996 

1997 

1998 

1999 

2000 

2001 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

7.26 

4.51 

6.37 

4.97 

6.36 

4.70 

5.60 

4.86 

5.65 

4.77 

5.75 

5.50 

5.77 

4.76 

6.03 

4.80 

6.67 

4.94 

6.13 

3.58 




Basin: Gambhir 


Sub Basin: Gam 


1 54F-1B6 


2 54F-1B7 


3 54F-1B2 


54F-1B5 


5 54F-1B1 


6 54E-4B4 


7 54F-1B10 


8 54F-1B4 


9 54F-1B8 


10 54F-1B9 


11 54F-1C3 


12 54E-4C1 


13 54F-1B3 


14 54F-1B3A 


15 54F-IC6 


16 54F-1A2 


8.75 

4.78 

12.10 

4.58 

4.09 

2.13 

8.79 

2.00 

12.33 

11.15 

13.70 

12.17 

12.65 

6.25 

14.22 

4.97 

4.65 

3.32 

5.63 

3.12 

5.86 

2.90 

6.10 

3.05 

2.74 

2.01 

2.95 

1.47 

3.32 

2.72 

4.08 

2.42 

3.05 

1.56 

3.36 

1.38 

15.54 

4.62 

16.03 

4.88 

9.65 

7.80 

9.61 

8.57 

16.31 

10.55 

16.95 

11.76 

1.55 


2.34 

1.39 

20.86 

14.82 

27.10 

13.93 

13.96 

12.42 

13.60 

12.12 

8.82 

6.51 

8.42 

6.19 

5.69 

4.11 

6.88 

3.30 

7.18 

6.88 

9.72 

6.41 

5.51 

3.14 

4.90 

2.76 


5.79 

7.94 

6.66 

3.81 

4.83 

4.25 

2.17 

9.35 

3.65 

4.89 

6.61 

5.40 

6.32 

12.94 

8.94 

10.77 

13.27 

10.57 

9.60 

10.92 

6.81 

2.05 

5.21 

2.55 

7.44 

11.76 

10.42 

1.99 

4.98 

2.50 

6.60 

9.33 

6.95 

2.15 

3.82 

2.32 




4.25 

11.07 

4.87 

10.64 

5.78 

12.04 

5.68 

11.80 

11.98 

3.78 

13.70 

6.68 

13.10 

8.46 

12.65 

8.05 

14.43 

11.33 

3.39 

4.53 

3.07 

3.99 

2.89 

4.06 

2.93 

3.56 

6.24 

7.85 

9.10 

8.10 

9.52 

8.42 

9.83 

8.82 

9.11 

11.91 



10.56 

6.30 

8.50 

4.92 

8.78 

8.12 

9.41 

8.95 

4.52 

4.31 

3.91 

4.33 

3.46 

5.06 

6.89 

3.55 

4.53 

3.11 

4.44 

3.48 

4.39 

8.04 

3.45 

6.22 

2.76 

5.78 

3.38 

6.46 

5.84 

3.54 

4.47 

2.64 

4.18 

3.47 

4.56 

7.04 

4.87 

5.99 

3.40 

6.92 

5.64 

5.59 





3.06 

2.86 

2.92 

3.11 

3.26 

3.15 

2.91 

3.32 

2.99 

3.32 

3.02 

3.57 

3.36 

3.57 

2.38 

4.77 

3.77 

2.53 

2.53 

2.65 

2.34 

1.34 

2.93 

2.05 

2.41 

1.94 

3.86 

4.35 

6.23 

5.18 



5.40 

9.23 

8.72 

10.78 

6.27 

8.94 

5.11 

6.43 

7.18 

4.70 

3.42 

4.39 

6.52 

6.15 

4.86 

2.86 

6.12 

4.13 

7.25 

3.85 

3.31 

4.70 

4.34 

5.58 

4.12 

3.07 

7.13 

7.95 

8.07 

6.87 

4.46 

5.36 

5.57 

5.88 

7.65 
























































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































S No Well Code 


3 54G-4A2 


Sub Basin: Mej 


1 450-4B1 


2 450-2C1 


3 450-2B2 


450-3C4 


5 54C-2A2 


6 450-2D1 


7 450-3D3 


8 54C-2A1A 


9 450-3D6 


10 450-2D2 


11 450-2D3 


12 450-1D2 


13 450-3D1 


14 450-3C3 


15 450-3D5 


16 450-3C2 


17 450-3D2 


18 450-3C1 


19 450-4D7 


Sub Basin: Pan/t 


1 54C-4C3 


2 54C-3C1 


3 54D-1C1 


54D-1C2 


5 54D-1C3 


6 54D-2D1 


7 54D-2C1 


8 54C-4D1 


9 54C-4C2 


10 54C-4D2 


11 54G-4A3 


12 54G-4A1 


13 54C-4C4 


14 54C-4C5 


15 54D-1C3A 


16 54C-4B2 


17 54C-4D3 


18 54C-3B3 


19 54C-3B1 


20 54C-2B3 


21 54C-2B2 


Basin: Gambhir 


Sub Basin: Gam 


1 54F-1B6 


2 54F-1B7 


3 54F-1B2 


54F-1B5 


5 54F-1B1 


6 54E-4B4 


7 54F-1B10 


8 54F-1B4 


9 54F-1B8 


10 54F-1B9 


11 54F-1C3 


12 54E-4C1 


13 54F-1B3 


14 54F-1B3A 


15 54F-IC6 


16 54F-1A2 


Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

7.27 


3.43 

8.04 

4.29 



17.09 

17.39 

14.37 

16.78 

10.95 

15.87 

5.10 

5.75 

5.30 


0.74 

4.57 


9.16 

8.50 

5.12 

6.16 

6.99 

12.58 

4.03 

7.99 

4.53 

6.85 

3.88 

5.18 


16.50 

13.51 

8.19 

6.98 

12.48 

12.47 

12.95 

12.70 


3.63 

3.48 

7.18 

5.72 

12.19 

12.58 

3.32 

15.29 


7.69 


7.01 

9.04 

6.21 

8.90 

6.19 

7.65 

7.97 

6.70 

6.77 

7.67 

6.72 

7.68 

11.75 

7.48 

7.30 

7.92 

7.05 

10.30 

5.58 

9.33 

3.27 

8.20 

5.49 

6.27 

5.84 

4.42 

5.99 

7.15 

3.48 

6.32 

2.69 

8.32 

1.88 

6.80 

5.67 



6.38 

6.48 

6.87 


2006 


2007 


2008 


2009 


2010 

























































































































































































































































































































































































































































































































































































































































































































































































































SNo 

Well Code 

Village 

17 

54B-1D4 

KHERLA 

18 

54F-1A3 

Talchidi 

19 

54F-2C2 

BASERI 

20 

54F-1D4 

PIPEHARA 

21 

54F-1D3 

BARETHA KALAN 

22 

54F-1C4 

KANTHRI 

23 

54F-1D1A 

MANIA 

24 

54J-1A4 

SAWALIAPURA 

25 

54J-1A5 

SIKRONDA 

26 

54F-1D2A 

Basai Nawab 

27 

54F-1D6 

Mangraul 

28 

54B-2D3A 

KHERA 

29 

54B-2D1A 

SRIMAHAVIRJI 

30 

54B-1D6 

TIBARA 

31 

54B-2B7 

ISLAMPUR 

32 

54B-3D1A 

BARKHERA 

33 

54F-2A3 

BHAUAPURA 

34 

54F-2A2A 

GURLA 

35 

54F-3A3 

SANKRA 

36 

54B-2D5 

BADH KAMLA 

37 

54B-1C5 

GUDA CHANDERJI 

38 

54B-2C1 

NADAUTI 

39 

54B-2C1A 

NADAUTI 

40 

54B-3D3 

BIJALPUR 

41 

54F-3A1 

LANGRA 

42 

54B-1D3A 

KARANPURA 

43 

54B-1D2A 

NANGAL PAHARI 

44 

54B-2D2A 

RAIPUR 

45 

54B-2D4 

SEWA 


Basin: Ghaggar 


Basin: Luni 


Sub Basin: Bandi 


Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 


9.50 


1 

44G-3C3 

22GBCHAK 

2 

44G-4A1 

ANUPGARH 

3 

44G-3A1 

BANDA COLONY 

4 

44G-3C2 

JAITSAR 

5 

44G-4B2 

RAMSINGHPURA 

6 

44G-4C4 

SRIVIJAYNAGAR 

7 

44G-3C1 

DABLA 

8 

44G-4C3 

BIRMANA 

9 

44G-3D6 

PADAMPURA 

10 

44G-4D1 

PIPERAN 

11 

44G-4D4 

SANGITA 

12 

44G-3D5 

SURATGARH 

13 

44G-3C4 

Jaitsar 

14 

44K-2C5 

CHANDURWALA 

15 

44K-3B2 

CHOHLINYAWALI 

16 

44K-2B8 

KOHLA 

17 

44K-3C1 

MASITANWALI 

18 

44K-3B6 

MUNDA 

19 

44K-3A3 

PANDITAWALI 

20 

44K-2B6 

PANNIWALI 

21 

44K-2B5 

SATIPURA 

22 

44K-2C4 

Tibbi 

23 

4K-2B11 

Hanumangarh Rau 

24 

44K-2A6A 

Jakharawali 

25 

44G-3D2 

RAMSARA 

26 

44K-2C2 

SUREWALA 


17.60 

18.16 

14.80 

19.90 

20.80 

18.78 


13.90 

13.49 

13.73 

13.10 


12.76 

13.53 

12.24 

11.89 

13.07 

13.64 

13.29 

12.89 

4.30 

2.58 

2.38 

2.41 




1991 

Pre 

Post 

Monsoon 

Monsoon 

7.69 

6.25 



18.73 19.38 19.70 


12.20 

12.24 

4.41 

3.81 



22.74 

25.42 

27.30 

27.40 

30.44 

30.50 

32.83 

32.10 

35.49 

33.62 

11.81 

11.23 

13.02 

10.27 

12.41 

11.46 

14.09 

8.88 

11.38 

10.09 


19.00 

18.53 

17.97 

17.74 

17.25 

3.87 

4.24 

4.53 

4.73 

3.82 




11.32 

7.11 

10.40 

10.23 

13.05 

13.23 

12.80 

12.83 

2.30 

2.18 

2.00 

2.36 




45G-2C1 


45G-1B2 


MARWAR 


GUMTI 


11.80 

18.37 

14.64 

6.08 

8.05 

8.52 

















































































































































































































































































































































































































































































































































SNo 

Well Code 

17 

54B-1D4 

18 

54F-1A3 

19 

54F-2C2 

20 

54F-1D4 

21 

54F-1D3 

22 

54F-1C4 

23 

54F-1D1A 

24 

54J-1A4 

25 

54J-1A5 

26 

54F-1D2A 

27 

54F-1D6 

28 

54B-2D3A 

29 

54B-2D1A 

30 

54B-1D6 

31 

54B-2B7 

32 

54B-3D1A 

33 

54F-2A3 

34 

54F-2A2A 

35 

54F-3A3 

36 

54B-2D5 

37 

54B-1C5 

38 

54B-2C1 

39 

54B-2C1A 

40 

54B-3D3 

41 

54F-3A1 

42 

54B-1D3A 

43 

54B-1D2A 

44 

54B-2D2A 

45 

54B-2D4 


1992 

1993 

1994 

1995 

1996 

1997 

1998 

1999 

2000 

2001 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 


Basin: Ghaggar 


Sub Basin: Ghat 


1 44G-3C3 


2 44G-4A1 


3 44G-3A1 


44G-3C2 


5 44G-4B2 


6 44G-4C4 


7 44G-3C1 


8 44G-4C3 


9 44G-3D6 


10 44G-4D1 


11 44G-4D4 


12 44G-3D5 


13 44G-3C4 


14 44K-2C5 


15 44K-3B2 


16 44K-2B8 


17 44K-3C1 


18 44K-3B6 


19 44K-3A3 


20 44K-2B6 


21 44K-2B5 


22 44K-2C4 


23 4K-2B11 


24 44K-2A6A 


25 44G-3D2 


26 44K-2C2 


Basin: Luni 


Sub Basin: Ban( 


1 45G-2C1 


2 45G-1B2 




6.48 

6.24 

1.55 

5.55 

2.17 

1.80 


12.64 

12.84 

1.82 

1.68 

5.56 

5.29 

11.50 

11.54 

8.62 

7.69 

13.80 

10.99 

4.47 

3.89 



6.74 

1.65 

1.84 

2.29 

2.20 

2.25 

12.16 

12.73 

12.80 

1.07 

2.58 

2.00 

5.00 

4.93 

5.93 

8.03 

8.44 

7.95 

9.90 

10.42 

11.45 

15.22 

15.48 

15.87 

4.96 

5.81 

5.92 


17.86 

6.60 

8.33 

4.83 






















































































































































































































































































































































































































































































































































































































































































































































































































































































































































SNo 

Well Code 

17 

54B-1D4 

18 

54F-1A3 

19 

54F-2C2 

20 

54F-1D4 

21 

54F-1D3 

22 

54F-1C4 

23 

54F-1D1A 

24 

54J-1A4 

25 

54J-1A5 

26 

54F-1D2A 

27 

54F-1D6 

28 

54B-2D3A 

29 

54B-2D1A 

30 

54B-1D6 

31 

54B-2B7 

32 

54B-3D1A 

33 

54F-2A3 

34 

54F-2A2A 

35 

54F-3A3 

36 

54B-2D5 

37 

54B-1C5 

38 

54B-2C1 

39 

54B-2C1A 

40 

54B-3D3 

41 

54F-3A1 

42 

54B-1D3A 

43 

54B-1D2A 

44 

54B-2D2A 

45 

54B-2D4 


1 

44G-3C3 

2 

44G-4A1 

3 

44G-3A1 

4 

44G-3C2 

5 

44G-4B2 

6 

44G-4C4 

7 

44G-3C1 

8 

44G-4C3 

9 

44G-3D6 

10 

44G-4D1 

11 

44G-4D4 

12 

44G-3D5 

13 

44G-3C4 

14 

44K-2C5 

15 

44K-3B2 

16 

44K-2B8 

17 

44K-3C1 

18 

44K-3B6 

19 

44K-3A3 

20 

44K-2B6 

21 

44K-2B5 

22 

44K-2C4 

23 

4K-2B11 

24 

44K-2A6A 

25 

44G-3D2 

26 

44K-2C2 


Pre 

Monsoon 


Basin: Ghaggar 


Sub Basin: Gha< 


Basin: Luni 


Sub Basin: Banc 


Post 

Monsoon 


8.32 


2003 

2004 

2005 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

10.04 

4.15 

7.33 

7.35 

9.88 

3.29 


13.37 

12.79 

12.66 

9.70 

12.96 

12.60 

13.30 

9.26 

13.44 

7.85 


4.01 

16.86 

8.32 

14.92 

17.40 

20.02 

17.07 

19.20 


27.77 

30.42 

30.45 

13.05 

14.18 

9.26 

12.00 

12.35 

13.77 

9.72 

10.31 

8.63 

28.10 

33.20 

33.10 


31.64 

32.85 

35.70 

34.47 

6.23 

2.75 

5.98 

5.31 


11.59 

11.46 

11.26 

11.17 

6.26 

6.57 

6.28 

5.97 

5.11 

4.28 

4.07 

3.83 

7.57 

5.53 

5.56 

5.74 

1.52 

1.32 

1.02 

1.20 

6.24 

5.43 

5.52 

5.74 


5.18 

5.47 

4.78 

4.72 

6.97 

7.22 

2.71 

7.40 

12.78 

13.03 

13.72 

13.78 

14.96 

15.41 

15.17 

15.38 


13.62 

13.87 

10.06 

9.98 

9.02 

8.85 

16.61 

15.64 



11.10 

10.89 

5.97 

6.23 

3.41 

3.23 

6.11 

6.10 

1.02 

1.00 

6.15 

6.32 


1 

45G-2C1 

18.22 

2 

45G-1B2 

9.57 


2006 


2007 


2008 


2009 


2010 


Pre Post Pre Post Pre Post Pre Post Pre Post 


Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 

6^43 8^93 10.47 13.18 15.68 12.88 ’ 



13.15 13.50 10.22 10.97 13.10 16.01 12.60 11.34 9.85 7.99 


16.93 _ 14.06 _ 16.63 _ 15.46 _ 11.96 _7 1 26_8^_ 12.96 _ 835 _ 15.78 

20.72 _ 20.00 _ 20.60 _ 19.73 _ 20.30 _ 16.14 _ 14.80 _ 16.12 _ 14.69 _ 15.40 

_ 10.80 _ 10.80 _ 5A9 _ 0.76 

11.16 _ 10.50 _ 11.29 _ 11.15 _ 14.40 _ 938 _ 10.45 _ 11.04 _ 11.50 _ 9.94 

11.70 _ 10.80 _ 12.41 _ 10.80 _ 12.50 _ 11.23 _ 13.80 _ 

11.35 _L79_L83_L75_L05_L10_ 16.89 _ 5A8 _ 17.25 _ 1.14 

33.38 34.38 ~ 35.35 ' 30.88 ' 26.18 ~ 35.02 ~ 35.58 34.18 

11.56 _ 13.76 _ 12.50 _ 13.36 _ 11.06 _ 10.06 _ 12.06 _ 11.46 _ 

13.37 _ 14.08 _ 14.02 _ 14.08 _ 14.58 _ 14.25 _ 14.40 _ 16.27 _ 17.25 _ 

36.13 37.95 ~ 39.59 ' 37.95 ' ~ 39.15 ~ 50.80 49.90 4538 

6.94 6.75 7.62 7.43 6.03 11.18 6.53 5.28 6.83 2.03 



17.32 


10.28 


11.98 


10.46 


18.11 


10.70 


10.85 


11.53 


15.94 

9.78 

8.78 
15.67 
11.58 
10.75 
6.16 
2.85 
6.17 
1.05 


13.93 

9.79 


13.90 

10.88 

8.70 

15.44 


15.97 

9.50 

8.60 

15.67 


16.07 

9.80 

8.72 

15.47 


13.87 

9.60 

8.38 

15.31 


14.05 

9.53 

8.28 

15.24 


14.05 

9.83 

8.34 

15.23 


15.46 


10.81 

5.81 

2.89 

6.33 

0.79 

6.67 
8.42 
11.82 
737 
14.80 

1.67 
6.04 
7.57 
16.14 
16.93 
12.25 
15.78 


10.70 
5.67 

2.39 
6.35 
0.91 

6.70 
8.33 
11.95 
7.28 
15.05 
1.55 
4.77 
7.64 
15.84 
16.91 

12.39 
15.37 


10.17 

5.70 


10.49 
6.40 
2.16 
6.50 
0.78 
7.04 
8.09 

15.80 

5.49 
15.72 

1.80 
5.45 
7.82 
6.78 
17.47 
17.30 
16.68 


10.43 
5.63 
1.67 
6.25 
0.66 
6.91 
6.82 

13.44 
7.29 
15.86 
1.65 
4.81 
7.84 
17.66 
17.57 


10.34 

5.48 

1.84 

6.53 

0.66 

7.02 

7.30 

13.54 

7.41 

16.20 

1.82 

5.23 

7.88 


10.52 

5.87 
2.42 

6.72 
0.95 
7.19 
7.83 

14.87 

7.72 
16.93 
2.82 
6.88 


8.32 

1.03 

7.80 

7.76 

12.35 
6.69 
15.25 
1.85 
5.01 

7.35 
13.98 
17.05 
12.30 
16.15 


11.23 

6.74 

14.53 

1.84 

5.33 

7.95 

15.15 

16.59 

10.39 

15.52 


17.60 


18.31 

14.18 

18.17 


16.97 


3.67 














































































































































































































































































































































































































































































































































































































































































































































































































































SNo 

Well Code 

Village 

3 

45G-1B1 

PALI 

4 

45G-1A2 

JAITPURA 

5 

45G-1C3 

Binjliawas 


Basin: Guhiya 


45K-1A5 

BAG LIAS 

45K-1A2 

JAWAJA 

45K-1A3 

TARAGARH 

45F-4D4A 

KUSHALPURA 

45J-4A2 

NIMAJ 

45J-4A4 

RAIPUR-I 

45J-4A5 

RAIPUR-II 

45G-1A1 

ROHAT 

45F-4D1 

CHANDAWAL 

45G-1B4 

KANAWAS 

45G-1C2 

KARIASODA 

45G-1B3A 

SARDARSAMAD 

45G-1C1 

SOJAT 

45K-1A4 

BALI 

45K-1A1 

Sheron Ka Bala 


Basin: Jawai 


45C-3C2A 

GODHAN 

45C-3B6 

ELANA 

45C-3C4 

MADAVALA 

45G-4A5 

BERA 

45G-4A6 

BALWANA 

45G-4A1 

SUMERPUR 


Basin: Jojri 


45F-3B3 

RAM RA WAS 

45F-3B2 

BENAN 

45F-3D1A 

BORUNDA 

45F-4C1 

KAPARDA 

45F-3C1 

PIPARCITY 

45F-3B1 

DANGIWAS 

45J-1A3 

CHAKDHANI 

45J-1B1A 

DEGANAJN. 

45J-1B2 

KITALSAR 

45J-1A2 

CHOSLI 

45I-4D7A 

ANANDPURA 

45I-4C1A 

MAKRANA 

45J-2A7 

B.KA NADA 

45J-2A6 

BHOORIYASAM 

45J-2A2 

GAWARDI 

45F-2D4 

KALRU 

45J-2A1A 

MERTACITY 

45F-2D5 

MOKALA 

45J-1A1 

REN 

45F-2C3 

SANGWA Kl DHANI 

45F-1D3 

INOKALI 

45J-2B1 

HARSOR 

45J-2A5 

ARNIALA 

45J-2A8 

DHOLERA KALAN 

45J-2A4 

KATYAS Nl 

45J-2B3 

PADUKALAN 

45J-1C3 

Bagot 


Basin: Khari 


45C-4C3A 

BAGRA 

45C-3C1 

JALORE 

45D-1C5 

PUNAK KALAN 

45C-4C2 

RAMSEEN 


Sub Basin: Luni 


45J-4B1 


1985 

Pre 

Monsoon 

Post 

Monsoon 

10.75 

11.36 


Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 




1989 

Pre 

Monsoon 

Post 

Monsoon 

8.63 

6.53 

11.64 

11.69 


3.76 

4.69 

3.14 

3.75 

9.74 

19.05 

18.34 

19.92 

10.19 

11.84 

15.65 

14.40 

14.02 

15.88 

14.51 

16.17 



18.47 

18.31 

18.90 

18.18 

15.00 

9.04 

17.55 

8.93 




11.20 11.64 12.57 12.47 12.78 12.85 


38.27 38.30 38.20 38.19 38.00 37.97 37.95 37.96 38.02 



16.87 

17.07 

31.33 

31.67 


16.08 14.92 16.68 12.59 15.72 15.17 16.72 18.04 20.15 


11.38 13.21 


1991 

Pre 

Monsoon 

Post 

Monsoon 

10.98 

5.28 

6.95 

7.37 



8.75 | 

1 7.70 | 

1 2.05 | 

1 5.20 




2.26 

3.23 

16.81 

10.01 

5.12 

7.25 

12.71 

9.12 



9.09 

9.77 

3.86 

3.95 

11.25 

11.83 


18.67 

22.73 

10.12 

15.41 


32.74 

33.74 

32.20 

36.00 

33.02 

32.30 

33.90 

32.92 

33.20 

33.13 

39.99 

40.23 

39.67 

39.87 

39.71 

39.60 

39.50 

39.33 

39.88 

39.99 




36.46 

44.71 

44.67 

54.02 

54.10 

54.20 


10.41 

5.88 

9.77 

6.41 

11.76 

5.92 

16.05 

16.02 

16.12 

15.30 

17.62 

17.56 


17.16 

19.96 

15.73 

21.09 

8.13 

10.23 

11.79 

8.77 

10.66 

9.56 

11.44 

5.72 

6.36 

8.04 

8.44 

10.28 

9.13 

10.78 

4.46 

7.35 

8.22 


15.85 15.00 16.75 7.85 19.00 18.26 19.38 18.90 20.60 
























































































































































































































































































































































































































































































































































































SNo 

Well Code 

1992 

1993 

1994 

1995 

1996 

1997 

1998 

1999 

2000 

2001 



Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 



Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

3 

45G-1B1 

11.51 

4.48 

6.13 

6.75 


3.20 

8.09 

4.13 

9.99 

6.10 

8.55 

3.55 

4.50 

8.07 

11.95 

7.00 

12.00 

11.30 

11.66 

7.49 

4 

45G-1A2 

7.81 

6.65 

13.15 

7.27 

7.02 

6.20 

6.81 

7.16 

6.57 

8.20 

6.63 

8.08 

6.60 

6.62 

7.50 

7.10 

8.80 

7.25 

6.68 

6.68 


5 45G-1C3 


Sub Basin: Guhi 


1 45K-1A5 


2 45K-1A2 


3 45K-1A3 


45F-4D4A 


5 45J-4A2 


6 45J-4A4 


7 45J-4A5 


8 45G-1A1 


9 45F-4D1 


10 45G-1B4 


11 45G-1C2 


12 45G-1B3A 


13 45G-1C1 


14 45K-1A4 


15 45K-1A1 


Sub Basin: Jaw 


1 45C-3C2A 


2 45C-3B6 


3 45C-3C4 


45G-4A5 


5 45G-4A6 


6 45G-4A1 


Sub Basin: Jojri 


1 45F-3B3 


2 45F-3B2 


3 45F-3D1A 


45F-4C1 


5 45F-3C1 


6 45F-3B1 


7 45J-1A3 


8 45J-1B1A 


9 45J-1B2 


10 45J-1A2 


11 45I-4D7A 


12 45I-4C1A 


13 45J-2A7 


14 45J-2A6 


15 45J-2A2 


16 45F-2D4 


17 45J-2A1A 


18 45F-2D5 


19 45J-1A1 


20 45F-2C3 


21 45F-1D3 


22 45J-2B1 


23 45J-2A5 


24 45J-2A8 


25 45J-2A4 


26 45J-2B3 


27 45J-1C3 


Sub Basin: Khai 


1 45C-4C3A 


2 45C-3C1 


3 45D-1C5 


45C-4C2 


Sub Basin: Luni 


1 45J-4B1 



3.65 

4.78 

2.02 

4.01 

3.48 

3.80 

4.59 

8.40 

4.52 

6.85 

2.84 

5.75 

2.24 

6.20 

1.63 

7.68 

1.91 

4.23 

19.35 

24.22 

26.35 

24.30 

19.85 

24.55 

32.60 

33.64 

32.37 

33.50 

31.55 

32.20 

1.57 

2.52 

1.32 

4.55 

1.20 

1.72 

2.70 

3.25 

1.60 

5.18 

3.95 

2.98 

2.56 

3.28 

2.42 

2.83 

2.02 

6.10 

5.21 

13.38 

7.49 

13.06 

3.59 

9.58 

7.35 

6.73 

6.60 

9.43 

3.60 

4.56 

7.38 

11.30 

6.97 

9.13 

7.10 

8.24 




2.80 

9.07 

4.88 

7.88 

4.90 

11.21 

5.04 

13.85 

7.36 

0.90 

4.37 

3.33 

4.62 

3.40 

4.47 

3.31 

5.20 

3.80 

7.84 

9.23 

8.14 

10.84 

11.40 

10.22 

9.87 

10.90 

10.32 



17.31 

31.60 

10.04 

10.80 


33.91 

33.43 

40.31 

40.73 

25.50 

25.90 




17.26 

15.25 

16.41 

16.40 

16.10 

12.51 

9.46 

11.48 

11.54 

15.84 



33.68 

34.15 

33.00 

32.50 

41.06 

40.33 

40.02 

40.10 

26.50 

27.82 

27.01 

33.30 


52.25 

52.27 

52.21 

17.35 

16.40 

17.30 

10.80 

10.35 

9.84 

8.32 

4.68 

4.69 

20.67 

21.32 

19.60 



14.92 

20.30 

18.65 

20.49 

7.30 

7.94 

36.48 

35.60 

23.63 

24.00 

32.62 

32.40 

41.98 

40.69 

28.92 

29.73 

28.03 

28.53 

54.62 

55.30 

19.12 

19.75 

11.96 

12.40 

7.30 

10.65 

19.83 

20.82 

54.97 

57.50 



27.05 

29.12 

7.31 

13.33 

8.92 

3.22 

14.96 

10.54 




25.07 

21.96 

20.97 

18.35 

12.18 

7.51 

15.36 

6.05 










































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































S No Well Code 


45G-1B1 


45G-1A2 


45G-1C3 


Basin: Guhi 


45K-1A5 


45K-1A2 


45K-1A3 


45F-4D4A 


45J-4A2 


45J-4A4 


45J-4A5 


45G-1A1 


45F-4D1 


45G-1B4 


45G-1C2 


45G-1B3A 


45G-1C1 


45K-1A4 


45K-1A1 


Basin: Jaw 


45C-3C2A 


45C-3B6 


45C-3C4 


45G-4A5 


45G-4A6 


45G-4A1 


Basin: Jojri 


45F-3B3 


45F-3B2 


45F-3D1A 


45F-4C1 


45F-3C1 


45F-3B1 


45J-1A3 


45J-1B1A 


45J-1B2 


45J-1A2 


45I-4D7A 


45I-4C1A 


45J-2A7 


45J-2A6 


45J-2A2 


45F-2D4 


45J-2A1A 


45F-2D5 


45J-1A1 


45F-2C3 


45F-1D3 


45J-2B1 


45J-2A5 


45J-2A8 


45J-2A4 


45J-2B3 


45J-1C3 


Basin: Khai 


Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 


Monsoon Monsoon 


7.99 


2006 

2007 

2008 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

13.39 

4.79 

8.84 

3.69 

6.74 

10.67 

12.77 

7.82 

7.01 

6.52 

6.52 

7.42 

12.80 

10.69 

12.35 

10.00 

10.80 

12.50 


Monsoon Monsoon 


Pre 

Monsoon 



9.66 

9.72 

10.27 

9.92 

10.32 

10.80 

34.52 

34.14 

35.09 

35.19 

35.29 

34.96 

24.76 

24.16 

24.42 

24.56 

24.51 

25.10 

35.28 

35.08 

36.38 

35.58 

36.08 

35.96 

42.17 

40.22 

39.82 

39.52 

39.87 

42.94 


28.20 

30.20 

30.50 

58.74 

57.10 

57.12 


1 

45C-4C3A 

24.90 

26.00 

2 

45C-3C1 

26.31 

20.41 

3 

45D-1C5 

10.54 

11.14 

4 

45C-4C2 

9.65 

11.45 



28.52 

30.50 

17.86 

22.61 

5.34 

4.59 

5.58 

7.35 


Post 

Monsoon 


5.97 


6.82 


10.40 





Sub Basin: Luni 


1 45J-4B1 

































































































































































































































































































































































































































































































































































































































































































































SNo 

Well Code 

Village 

2 

45J-4B5 

MAI DAYABADAYA 

3 

45J-4B4 

PAKHRIAWAS 

4 

45J-3C4 

ARJUNPURA 

5 

45J-3B2 

KALESRA 

6 

45J-2C1 

KAREL 

7 

45J-4B3 

LAMANA 

8 

45J-4B2 

NARBADKHERA 

9 

45J-3C1 

TABU 1 

10 

45J-2C2 

TILORA 

11 

40O-1D1 

BAITU 

12 

40N-4C2 

BATARU 

13 

40N-4C3 

JHAK 

14 

40N-3C4A 

KASHMIR 

15 

40O-1C1 

KAWAS 

16 

40O-1C2 

MATASAR 

17 

40N-4D2 

PANAVADA 

18 

40N-3C5 

RATAU 

19 

40N-4D1 

SAUPADAMSINGH 

20 

40O-2B1 

BARMER 

21 

40O-1A2 

BISALA 

22 

40O-2B5 

HATHITALA 

23 

40O-2B6 

JASAI 

24 

40O-2B2 

NIMRI (RADEWA) 

25 

40O-3B2 

PADMANIYON 

26 

40O-2A4 

PATRASAR 

27 

40O-2B7 

RAWATSAR 

28 

40O-3B1 

SANAWARA 

29 

40O-2B4 

SASION-KA-KUA 

30 

40O-2A6 

Alamsar 

31 

40O-3A2 

ALAMSAR 

32 

40P-1A2 

BHAKASAR 

33 

40O-3A5 

Chipal nadi 

34 

40O-3A1 

Chohtan 

35 

40O-3A4 

CHOTA ITADA 

36 

40O-4A2 

DHANAU 

37 

40O-3A3 

DHOK 

38 

40O-4A1A 

KUNDANPUR 

39 

40O-2A2 

SAN LOR 

40 

40P-1A1 

SIHANIYA 

41 

40O-3B3 

SOBHAL JAITMAL 

42 

40P-1A3 

TARLA 

43 

40O-3C1A 

ADEL 

44 

40O-4C7 

BERIGAON 

45 

40O-3D2 

DHANDHLAWAS 

46 

40O-4B1A 

DHORIMANNA 

47 

40O-4C1 

GUDA 

48 

40O-4B3 

JALBERI 

49 

40O-4B2 

KATERIA 

50 

40O-4C3 

KOTHOLA 

51 

40O-4C4 

PIPARLI 

52 

40O-4C6 

PIPARLI GAON 

53 

40O-4C2 

RAMJI KAGOL 

54 

40P-1A4 

SATA 

55 

45C-1B3 

ASOTRA 

56 

45C-1B2 

BALOTRA 

57 

45B-4C1 

DOLI 

58 

45B-4C2 

KALYANPURA 

59 

40O-4B4 

KITNOD 

60 

45C-1B1 

KURI 

61 

45B-4B2 

SARAWADI 

62 

45B-4B1 

THOB 

63 

40N-3A2 

BARIYARA 

64 

40N-3B1 

BISUKALAN 


1984 

1985 

1986 

1987 

1988 

1989 

1990 

1991 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 




























































































































































































































































































































































































































































































































































































S No Well Code 


45J-4B5 


Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 


45J-4B4 


45J-3C4 


45J-3B2 


45J-2C1 


45J-4B3 


45J-4B2 


45J-3C1 


45J-2C2 


40O-1D1 


40N-4C2 


40N-4C3 


40N-3C4A 


40O-1C1 


40O-1C2 


40N-4D2 


40N-3C5 


40N-4D1 


40O-2B1 


40O-1A2 


40O-2B5 


40O-2B6 


40O-2B2 


40O-3B2 


40O-2A4 


40O-2B7 


40O-3B1 


40O-2B4 


40O-2A6 


40O-3A2 


40P-1A2 


40O-3A5 


40O-3A1 


40O-3A4 


40O-4A2 


40O-3A3 


40O-4A1A 


40O-2A2 


40P-1A1 


40O-3B3 


40P-1A3 


40O-3C1A 


40O-4C7 


40O-3D2 


40O-4B1A 


40O-4C1 


40O-4B3 


40O-4B2 


40O-4C3 


40O-4C4 


40O-4C6 


40O-4C2 


40P-1A4 


45C-1B3 


45C-1B2 


45B-4C1 


45B-4C2 


40O-4B4 


45C-1B1 


45B-4B2 


45B-4B1 


40N-3A2 


40N-3B1 



1997 


1998 


1999 


2000 


2001 


Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 
















































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































2005 

Pre 

Post 

Monsoon 

Monsoon 

5.01 

1.75 

5.30 

4.00 

29.46 

33.90 


_ 13.61 

18.80 _ 11.75 

16.43 11.28 


50.54 

51.77 

48.08 

48.49 

8.01 

8.23 

35.45 

35.59 

29.53 

29.23 


25.74 

26.71 

33.42 

30.07 

17.62 

17.58 

51.51 

50.49 


9.87 

10.06 

58.69 

58.51 

13.68 

14.10 

63.53 

63.62 

44.79 

44.81 

21.01 

20.70 

63.03 

62.97 


6.74 

6.67 

25.67 

25.67 

49.93 

50.93 


53.54 



65.47 

41.05 

41.05 

27.46 

27.24 

26.74 

26.59 


5.67 _ 

23.14 _ 23.26 

10.07 9.88 



23.65 _ 30.90 

21.65 _ 21.55 

36.70 _ 

8.97 _ 8.17 

14.35 _ 14.30 

23.29 _ 9.14 

34.25 34.08 


2007 


2008 


2009 


2010 


Post Pre Post Pre Post Pre Post Pre Post 

Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 

2.72 5.98 ~ 7.37 11.63 9.96 9.09 4.69 ~ 9.79 2.77 

10.90 _ 530 _ 12.66 _ 11.90 _ 19.95 _ 19.23 _ 12.90 

28.89 30.85 29.58 28.10 21.48 28.90 30.46 30.60 22.90 



_ 52.24 _ 52.79 _ 52.54 _ 68.11 _ 55.29 

49.15 50.11 49.67 50.11 50.39 50.89 51.49 52.38 51.89 



23.61 _ 23.61 _ 23.98 _ 24.68 _ 23.81 _ 24.11 _ 23.91 _ 26.20 _ 23.03 

29.75 _ 25.62 _ 26.08 _ 27.10 _ 28.35 _ 26.25 _ 29.75 _ 36.03 

16.73 _ 14.78 _ 16.07 _ 18.13 _ 16.21 _ 16.20 _ 16.25 _ 16.30 _ 15.85 

50.50 _ 50.22 _ 50.47 _ 49.92 _ 50.90 _ 49.85 _ 49.90 _ 49.64 

8.09 _8 1 60_ 10.44 _ 12.89 _ 14.69 _ 16.74 _ 17.79 _ 19.19 _ 13.09 

3.43 _ 639 _ 733 _ 9A3 _8.87_ 9A3 _ 10.23 _ 10.07 _ 6.63 

57.71 _ 58.96 _ 59.11 _ 59.11 _ 59.11 _ 59.61 _ 59.51 _ 59.21 _ 59.21 

5.95 _7J>3_ 8J7_ _ 9AS _ 11.00 _ 823 _ 9.15 

63.44 _ 70.63 _ 66.70 _ 63.50 _ 63.90 _ 63.70 _ 63.80 _ 64.70 _ 63.50 

43.81 _ 45.20 _ 44.89 _ 44.91 _ 44.61 _ 44.64 _ 43.93 

16.45 _ 16.10 _ 15.78 _ 21.75 _ 17.81 _ 18.50 _ 20.25 _ 19.45 

66.71 _ 63.53 _ 62.90 _ 63.55 _ 65.56 _ 

5.99 61)0 439 439 634 836 5.85 


_ 25.49 _ 2535 _ 2530 _ 25.50 _ 25.50 _ 25.50 _ 25.44 _ 

44.11 _ 5133 _ 47.69 _ 50.15 _ 52.15 _ 48.29 _ 46.65 

~ _ i " ~ I 64.20 58.90 59.24 



4130 _ 

13.40 _ 2931 _ 28.50 _ 2730 _ 2735 _ 27.15 _ 2732 _ 26.80 

29.00 26.80 26.40 25.70 29.50 26.70 23.40 27.65 27.30 


3.60 _331_336_435_439_430_435_438_ 430 

22.90 22.42 25.37 25.70 27.50 24.08 26.29 23.68 



14.02 _ 14.62 _ 14.68 _ 15.85 _ 1637 _ 1532 _ 15.10 _ 1532 

3.50 4.20 4.55 ’ ~ " 


6.80 _836_9J3_935_830_ 10.89 _730_930_730 

4.50 4.70 4.74 4.90 4.70 5.10 5.30 4.70 4.55 



28.48 _ 30.05 _ 27.60 _ 25.00 _ 24.70 _ 28.60 _ 28.40 _ 30.40 _ 

21.47 _ 2235 _ 24.75 _ 2135 _ 2135 _ 2135 _ 21.45 _ 2135 _ 2135 

_ 38.00 _ 36.67 _ 35.80 _ 36.40 _ 41.00 _ 

7.45 _832_835_832_837_937_ 10.07 _ 1237 _ 737 

1432 _ 14.20 _ 14.05 _ 14.20 _ 14.06 _ 14.20 _ 19.45 _ 16.20 _ 1430 

1432 _ 19.71 _ 2234 _ 1634 _ 16.04 _ 2734 _ 1039 

_ 113.20 112.90 113.09 113.09 113.28 _ 

34.00 34.00 34.33 34.39 34.40 30.40 34.30 


















































































































































































































































































































































































































































































































































































































































































































































































































































































SNo 

Well Code 

Village 

65 

40N-3A3 

DEVAKA 

66 

40N-3C6 

GUJRO KABERA 

67 

40N-3C1 

KANASAR 

68 

40N-4C1 

MOKHAB 

69 

40N-4B1 

NAGARDA 

70 

40O-3C6 

RAJ BERA 

71 

40N-3B6 

SARON-KA-TALA 

72 

40N-4A1 

SHEO 

73 

40N-3C2 

UNDU 

74 

40O-3D3 

JALIKHERA 

75 

45C-3A2A 

ARNIYALI 

76 

40O-3D1 

BHATALA 

77 

45C-2A5 

BHUKHA 

78 

40O-2C1 

CHAWA 

79 

40O-2D1A 

SINDARI 

80 

45C-2C1 

DEVRA 

81 

45C-1C1 

KARMAWAS 

82 

45C-2C2 

SAMDARI 

83 

45C-2B1A 

SIWANA 

84 

40N-4C4 

Bataru 

85 

40O-1B1 

Bhadka 

86 

40N-2C6 

Bhimda 

87 

40O-4A5 

Dhanau 

88 

40O-4B5 

Dhorimanna 

89 

40P-1A5 

Sata 

90 

40O-4A6 

Sedwa 

91 

40N-2B2 

BHAINSARA 

92 

40N-3D2 

PHALSUND 

93 

40N-1D1 

POKRAN 

94 

40N-2C1 

SANKRA 

95 

40I-4A2 

Asutar 

96 

40N-1D4 

Gomath 

97 

40I-4C3 

Parwar 

98 

40I-3B5 

Ramgarh 

99 

40P-1B1 

DOONGRI 

100 

45C-3A3B 

KHOKAGAON 

101 

45C-3A4A 

JIWANA 

102 

45C-2B3 

Bawatra 

103 

45C-3A7 

Chochwa Ki Dhani 

104 

45B-3B4 

BALESAR 

105 

45B-3B1 

KETU KI DHANI 

106 

45F-2B2 

DEVATRA 

107 

45F-2C1 

DHARMI 

108 

45F-2C2 

KUMBHARIYA 

109 

45F-1B2 

PALRI 

110 

45F-1B4 

RAROD 

111 

45F-4C3 

BHAWI 

112 

45F-4C2 

BILARA 

113 

45B-4D17 

BORNADA 

114 

45B-4D5 

BUJAWAR 

115 

45F-3A5 

CAZRI 

116 

45B-4C3 

DHAWA 

117 

45B-4D13 

JATYASANI 

118 

45B-4D11A 

KHUDALA 

119 

45F-4A2A 

KURI 

120 

45B-4D10 

LUNAWAS KHERA 

121 

45F-4A1 

MOGRA 

122 

45B-4D20 

NANDWAN 

123 

45B-4D3 

NARAN KI DHANI 

124 

45B-4D18 

NARNADI 

125 

45B-3D3 

PHALSIA 

126 

45B-4D7 

RARON KI DHANI 

127 

45F-4A4 

SAJJARA 


1984 

1985 

1986 

1987 

1988 

1989 

1990 

1991 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 


54.35 54.41 



62.02 58.37 54.86 58.00 58.95 46.80 46.00 46.30 



48.47 48.42 47.24 47.33 47.94 48.30 49.30 47.94 















































































































































































































































































































































































































































































































































































S No Well Code 


40N-3A3 


40N-3C6 


40N-3C1 


40N-4C1 


40N-4B1 


40O-3C6 


40N-3B6 


40N-4A1 


40N-3C2 


40O-3D3 


45C-3A2A 


40O-3D1 


45C-2A5 


40O-2C1 


40O-2D1A 


45C-2C1 


45C-1C1 


45C-2C2 


45C-2B1A 


40N-4C4 


40O-1B1 


40N-2C6 


40O-4A5 


40O-4B5 


40P-1A5 


40O-4A6 


40N-2B2 


40N-3D2 


40N-1D1 


40N-2C1 


40I-4A2 


40N-1D4 


40I-4C3 


40I-3B5 


40P-1B1 


45C-3A3B 


45C-3A4A 


45C-2B3 


45C-3A7 


45B-3B4 


45B-3B1 


45F-2B2 


45F-2C1 


45F-2C2 


45F-1B2 


45F-1B4 


45F-4C3 


45F-4C2 


45B-4D17 


45B-4D5 


45F-3A5 


45B-4C3 


45B-4D13 


45B-4D11A 


45F-4A2A 


45B-4D10 


45F-4A1 


45B-4D20 


45B-4D3 


45B-4D18 


45B-3D3 


45B-4D7 


45F-4A4 


1992 

1993 

1994 

1995 

1996 

1997 

1998 

1999 

2000 

2001 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 
































































































































































































































































































































































































































































































































































































































































































































































































S No Well Code 


40N-3A3 


40N-3C6 


40N-3C1 


40N-4C1 


40N-4B1 


40O-3C6 


40N-3B6 


40N-4A1 


40N-3C2 


40O-3D3 


45C-3A2A 


40O-3D1 


45C-2A5 


40O-2C1 


40O-2D1A 


45C-2C1 


45C-1C1 


45C-2C2 


45C-2B1A 


40N-4C4 


40O-1B1 


40N-2C6 


40O-4A5 


40O-4B5 


Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 



40P-1A5 


40O-4A6 


45C-2B3 


45C-3A7 


45B-3B4 


45B-3B1 


45F-2B2 


45F-2C1 


45F-2C2 


45F-1B2 


45F-1B4 


45F-4C3 


45F-4C2 


45B-4D17 


45B-4D5 


45F-3A5 


45B-4C3 


45B-4D13 


45B-4D11A 


45F-4A2A 


45B-4D10 


45F-4A1 


45B-4D20 


45B-4D3 


45B-4D18 


45B-3D3 


45B-4D7 


45F-4A4 


56.75 57.40 57.60 67.20 67.99 56.30 





















































































































































































































































































































































































































































































































































































































































































































































SNo 

Well Code 

128 

45B-4D15 

129 

45B-4D16 

130 

45B-3C1 

131 

45B-2D2A 

132 

45B-3D10 

133 

45F-3A7 

134 

45B-3D7 

135 

45F-3A3 

136 

45B-3D1 

137 

45B-3D4 

138 

45B-3D8 

139 

45B-3D9A 

140 

45F-3A4 

141 

45F-3A2 

142 

45B-4D2 

143 

45B-3D11 

144 

45F-2A3 

145 

45B-1D1 

146 

45B-2C1 

147 

45F-2A2A 

148 

45F-1A2 

149 

45B-2D1 

150 

45B-2D1A 

151 

45B-3B3 

152 

45B-3B2A 

153 

45F-2B3 

154 

45F-1C2 

155 

45B-2D6 

156 

45F-3A8 

157 

45B-4D21 

158 

45F-1B5 

159 

45F-1D2A 

160 

45J-3A2 

161 

45J-3A1 

162 

45J-2A3 

163 

45J-3A4 

164 

45J-3A3 

165 

45F-4D2A 

166 

45F-4D3 

167 

45J-4A1A 

168 

45J-4A14 

169 

45F-3D4A 


Village 


45B-4D15 SALAWAS 


45B-4D16 THORION Kl DHANI 


BAMBORE 


45B-2D2A CHAUPASNI 


45B-3D10 CHOPASNI NATH 


DEWALIA 


INDORKA 


45F-3A3 JODHPUR 


KAIRU 


KARAN I 


LORDI 


MAKALAO 


MANAKALAO 


MANDORE 


ROHILKALAN 


BALARWA 


BAORI 


BHIMKAM KAUR 


45B-2C1 CHIRAI 


45F-2A2A JUD 


KAPURIA 


45B-2D1 OSIAN 


45B-2D1A OSIAN 


KUMARO Kl DHANI 


45B-3B2A SHERGARH 


45F-2B3 Arifa Kalian 


45F-1C2 Asop 


45B-2D6 Gnewara 


45F-3A8 |Jodhpur Jnvu 


Lunawas Khara 


Palari 


KUCHERA 


BADAYALI 


KEKIND 


RIAN 


45J-3A4 AMARPURA 


BASSI 


45F-4D2A JAITARAN 


PRITHIPURA 


BARR _ 

HAJIWAS _ 

BANJAKURI _ 

Sub Basin: Mithari 



45C-3D1 


45C-2D1 


45C-2D2A 


45G-4B2 


45G-4A4 


45G-4B5 


45G-4A3 


45G-3A2 


HARYALI 


NIMLA 


SHANKHWALI 


KHUDALA 


PERWA 


RADAWAS 


NIMBORNATH 


SANDERAO 


Basin: Sagi 



Pre 

Monsoon 


45C-4B1 

BHINMAL 

45C-4A5 

JERAN 

45D-1B1 

KORI 

45D-1A5 

DHANWARA 

45C-4A7 

Junjani 

45D-2B4 

Kagmala(kundanpura) 


Basin: Sukri 


45C-2D3 

BHADRAJAN DHANI 

45G-4C3A 

GHANERAO 

45G-4B4 

RANAKPUR 


Post 

Monsoon 


1985 


Pre 

Monsoon 


Post 

Monsoon 


Pre 

Monsoon 


8.26 


Post 

Monsoon 


8.90 


1987 

Pre 

Monsoon 

Post 

Monsoon 

10.99 

9.87 

55.30 

56.24 


1988 


Pre 

Monsoon 


11.23 


58.69 


Post 

Monsoon 


10.94 


1989 


Pre 

Monsoon 


11.38 


64.90 


Post 

Monsoon 


10.34 


59.30 


Pre 

Monsoon 


10.20 


61.60 


Post 

Monsoon 


5.31 


62.20 




6.78 

5.82 










10.99 

9.62 

9.84 

10.60 

11.99 

10.58 








25.54 1 

| 21.60 1 

I 18.98 1 

1 16.83 



1991 

Pre 

Post 

Monsoon 

Monsoon 

5.82 

5.88 

61.06 

60.60 

6.46 

10.65 



16.33 

13.90 

14.44 

7.32 

8.60 

16.10 

17.56 

17.31 

15.03 

15.73 

24.05 

24.67 

25.55 

25.03 

26.02 

30.10 

27.72 

30.74 

20.05 

21.60 

33.19 

33.36 

33.40 

32.81 

32.76 

49.00 

41.70 


41.45 

42.28 

29.77 

30.12 

30.60 

29.92 

31.60 









12.54 

13.20 

7.86 

8.58 

7.28 







23.40 

22.73 

16.45 

20.70 

18.00 

14.24 

15.95 

6.85 

9.35 

10.10 


15.39 

21.09 

18.88 

5.97 

9.17 

7.86 































































































































































































































































































































































































































































































































































































S No Well Code 


45B-4D15 


45B-4D16 


45B-3C1 


45B-2D2A 


45B-3D10 


45F-3A7 


45B-3D7 


45F-3A3 


45B-3D1 


45B-3D4 


45B-3D8 


45B-3D9A 


45F-3A4 


45F-3A2 


45B-4D2 


45B-3D11 


45F-2A3 


45B-1D1 


45B-2C1 


45F-2A2A 


45F-1A2 


45B-2D1 


45B-2D1A 


45B-3B3 


45B-3B2A 


45F-2B3 


45F-1C2 


45B-2D6 


45F-3A8 


45B-4D21 


45F-1B5 


45F-1D2A 


45J-3A2 


45J-3A1 


45J-2A3 


45J-3A4 


45J-3A3 


45F-4D2A 


45F-4D3 


45J-4A1A 


45J-4A14 


45F-3D4A 


Basin: Mith 


45C-3D1 


45C-2D1 


45C-2D2A 


45G-4B2 


45G-4A4 


45G-4B5 


45G-4A3 


45G-3A2 


Basin: Sagi 


45C-4B1 


45C-4A5 


45D-1B1 


45D-1A5 


45C-4A7 


45D-2B4 


Basin: Sukr 


45C-2D3 


45G-4C3A 


45G-4B4 


1992 

1993 

1994 

1995 

1996 

1997 

1998 

1999 

2000 

2001 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 















































































































































































































































































































































































































































































































































































































































































































































































































































































SNo 

Well Code 

128 

45B-4D15 

129 

45B-4D16 

130 

45B-3C1 

131 

45B-2D2A 

132 

45B-3D10 

133 

45F-3A7 

134 

45B-3D7 

135 

45F-3A3 

136 

45B-3D1 

137 

45B-3D4 

138 

45B-3D8 

139 

45B-3D9A 

140 

45F-3A4 

141 

45F-3A2 

142 

45B-4D2 

143 

45B-3D11 

144 

45F-2A3 

145 

45B-1D1 

146 

45B-2C1 

147 

45F-2A2A 

148 

45F-1A2 

149 

45B-2D1 

150 

45B-2D1A 

151 

45B-3B3 

152 

45B-3B2A 

153 

45F-2B3 

154 

45F-1C2 

155 

45B-2D6 

156 

45F-3A8 

157 

45B-4D21 

158 

45F-1B5 

159 

45F-1D2A 

160 

45J-3A2 

161 

45J-3A1 

162 

45J-2A3 

163 

45J-3A4 

164 

45J-3A3 

165 

45F-4D2A 

166 

45F-4D3 

167 

45J-4A1A 

168 

45J-4A14 

169 

45F-3D4A 

Sub Basin: Mith; 

1 

45C-3D1 

2 

45C-2D1 

3 

45C-2D2A 

4 

45G-4B2 

5 

45G-4A4 

6 

45G-4B5 

7 

45G-4A3 

8 

45G-3A2 

Sub Basin: Sagi 

1 

45C-4B1 

2 

45C-4A5 

3 

45D-1B1 

4 

45D-1A5 

5 

45C-4A7 

6 

45D-2B4 

Sub Basin: Sukr 

1 

45C-2D3 

2 

45G-4C3A 

3 

45G-4B4 


Pre 

Monsoon 


4.07 


Post 

Monsoon 


4.39 






Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 


2010 

Pre 

Post 

Monsoon 

Monsoon 

4.30 

3.30 




13.10 

5.65 

10.22 

10.05 

11.05 

20.70 

20.01 

20.62 

19.78 

20.67 

21.95 

21.17 

22.30 

22.02 

22.15 


26.87 

29.22 

28.77 

6.63 

11.75 

8.69 

27.50 

13.02 

16.72 

2.36 

4.34 

6.08 

7.22 

8.15 

8.14 



9.00 

4.35 

4.50 

69.61 

46.29 

70.10 


42.79 

37.65 

34.65 

76.81 

77.70 

77.30 

26.65 

28.13 

20.35 


24.88 

29.38 

25.90 


13.70 

12.41 

18.97 

19.49 

24.10 

24.30 



18.14 

20.24 

18.99 

21.90 

16.10 

15.95 








































































































































































































































































































































































































































































































































































































































































































SNo 

Well Code 

Village 

4 

45G-4B3 

SADRI 

5 

45G-3A1 

BIRAMI 

6 

45G-2B1 

GUNDOJ 

7 

45G-3B1 

KIRWA 

8 

45C-1D1 

VAED 

9 

45G-2A1 

DHOLA 

10 

45G-2A2 

Dhola 

11 

45G-2B2 

Ramasiya 


Pre 

Monsoon 


Post 

Monsoon 


1985 


Pre 

Monsoon 


Post 

Monsoon 


Pre 

Monsoon 


Post 

Monsoon 






Pre 

Monsoon 


Post 

Monsoon 


21.58 


16.75 



1988 

Pre 

Monsoon 

Post 

Monsoon 

20.00 

15.33 

17.08 

17.05 


13.26 

9.15 

17.93 

11.37 

28.17 

25.79 


1989 

1990 

1991 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 


15.63 

19.70 

9.60 

10.38 

9.66 

15.84 

16.49 

16.00 

16.91 

12.89 

15.47 

8.42 

6.67 


4.27 

6.10 

5.77 


8.86 

12.72 

7.46 

8.13 

9.78 

13.07 

9.58 

12.40 

6.51 

8.60 

9.25 

27.95 

25.60 

26.99 

21.03 

22.99 

22.09 


Sub Basin: Sukri (Sayla) 



45C-4A6A 

BAGORA 

















45C-3A6A 

POSANA 

















45C-3B3 

SAYALA 

















45C-4A3A 

SURANA 

















45C-2B2 

Mokhan Khera 

















45C-4A10 

Surana 


















Basin: Mahi 


Sub Basin: Anas 


46I-3B4 

Bagidora 

46I-3B5 

KALINJRA 

46I-3B3 

NAUGAMA 

46I-3B2 

RAKHO 

46I-4B1 

KUSALGARH 

46I-4B3 

LOHARIYA 

46I-3B1 

BHILKUA 

46I-4B2 

CHOTADUNGRA 

46I-4B5 

Bhura Kua 

46I-3A3 

Chhaja 

46I-3B8 

Chichi 

46I-3A4 

Kotra 

46I-4B4 

Kusalgarh 

46I-3B10 

Macha 



5.50 

1.33 

6.79 

6.35 

6.47 

7.69 

2.46 

2.09 

3.92 

8.95 

6.86 

7.87 

6.09 

4.04 

6.71 




Sub Basin: Bhandar 


46E-2D3 PEETH 


Sub Basin: Jakham 


45L-3C1 

Choti Sadri 

45L-3B3 

KALAKHET 

45L-4C1 

BARAWARDA 

45L-4C2 

Punga Talab 

45L-3C3 

Dholapani 

45L-3B4 

ARAMPURA 

46I-1B5 

DEOLA 

45L-4B3 

DHARIAWAD 

45L-4B2 

JAWAHAR NAGAR 

45L-4B1 

KHUNTA 


Sub Basin: Mahi 


46I-3A1 

ARTHUNA 

46I-2A3 

GARHI PARTAPURA 

46I-2B4 

WAJWANA 

46I-2B5 

CHANDUJIKAGUDA 

46I-1B1 

DUNGARIA 

46I-1B2 

GANORA 

46I-1B6B 

NARWALI 

46I-1B3 

SAWANIA 

46I-2B2 

SENWASA 

46I-4C1 

MOKAMPURA 

46I-2C2 

BHUNGRA 

46I-2C3A 

BOROTALAB 

46I-1C3 

JHATIA BARI 

46I-1C1 

LAMBA DABRA 

46I-1C2 

PIPAL KHUNT 

46I-2B1 

Banswara 



9.42 

6.90 

5.20 

7.10 

5.80 

7.25 



3.68 

4.37 

3.70 

4.35 

2.66 

4.22 

3.45 

4.23 

3.00 

8.09 

8.66 

7.05 

9.00 

8.05 

8.95 

6.58 

9.16 

8.60 



































































































































































































































































































































































































































































































































































SNo 

Well Code 

4 

45G-4B3 

5 

45G-3A1 

6 

45G-2B1 

7 

45G-3B1 

8 

45C-1D1 

9 

45G-2A1 

10 

45G-2A2 

11 

45G-2B2 


1992 


Pre 

Monsoon 


11.13 


20.00 


8.12 


19.89 


9.88 


24.51 


Post 

Monsoon 


8.30 


14.81 


3.38 


5.79 


5.00 


15.64 


1993 


Pre 

Monsoon 


12.67 


13.11 


6.35 


7.40 



Post 

Monsoon 


9.53 


14.17 


5.16 


4.56 


7.49 


20.81 


Pre 

Monsoon 


Post 

Monsoon 


10.95 


11.30 


2.50 


7.95 


5.55 


16.90 


1995 

1996 

1997 

1998 

1999 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

9.59 

8.30 

9.18 

9.18 

11.00 

7.99 

4.10 

13.40 

12.47 

13.67 

10.10 

15.21 

13.87 

11.20 

12.12 

15.05 

8.00 

13.10 

8.30 

17.77 

6.47 

5.93 

7.10 

6.20 

6.88 

4.63 

3.80 

5.52 

14.20 

5.24 

9.00 

7.52 

10.40 

4.40 

12.56 

6.48 

4.80 

5.58 

10.45 

6.49 

8.15 

5.59 

9.36 

6.54 

8.17 

14.46 

7.20 

6.15 

9.60 

7.37 


Pre 

Monsoon 


17.63 


17.00 


10.10 


13.00 


10.40 


29.40 


Post 

Monsoon 



Pre 

Monsoon 


20.15 


19.80 


9.34 


10.95 


9.57 


28.14 


Post 

Monsoon 


Sub Basin: Sukr 


1 

45C-4A6A 

2 

45C-3A6A 

3 

45C-3B3 

4 

45C-4A3A 

5 

45C-2B2 

6 

45C-4A10 



13.20 

14.10 

27.30 

27.83 

21.60 

21.64 

21.00 

22.35 



Basin: Mahi 


Sub Basin: Ana* 


1 46I-3B4 


2 46I-3B5 


3 46I-3B3 


46I-3B2 


5 46I-4B1 


6 46I-4B3 


7 46I-3B1 


8 46I-4B2 


9 46I-4B5 


10 46I-3A3 


11 46I-3B8 


12 46I-3A4 


13 46I-4B4 


14 46I-3B10 


Sub Basin: Bhai 


1 46E-2D3 


Sub Basin: Jakh 


45L-3C1 


45L-3B3 


45L-4C1 


45L-4C2 


45L-3C3 


45L-3B4 


46I-1B5 


45L-4B3 


45L-4B2 


45L-4B1 


Sub Basin: Mahi 


1 46I-3A1 


2 46I-2A3 


3 46I-2B4 


46I-2B5 


5 46I-1B1 


6 46I-1B2 


7 46I-1B6B 


8 46I-1B3 


9 46I-2B2 


10 46I-4C1 


11 46I-2C2 


12 46I-2C3A 


13 46I-1C3 


14 46I-1C1 


15 46I-1C2 


16 46I-2B1 





3.40 

3.95 

4.55 

4.86 

3.70 

3.00 

6.10 

3.39 

5.70 

5.71 

1.39 

2.62 

2.20 

1.49 

2.79 

2.59 

5.58 

1.50 

5.80 

4.39 

4.07 

5.99 

3.19 

5.54 

5.12 

3.49 

8.19 

1.90 

7.77 

7.43 

3.18 

10.50 

2.47 

7.02 

8.32 

2.93 

9.98 

2.94 

10.20 

4.94 




24.59 

9.82 

20.68 

14.34 

10.97 

1.35 

9.72 

4.70 





24.19 

5.36 

17.44 

5.36 

12.61 

11.81 

24.53 

21.12 

15.78 

21.27 

15.78 

20.07 

19.38 

20.65 

12.95 

1.61 

11.75 

1.61 

9.23 

2.00 

7.51 

10.21 

4.99 

10.12 

4.99 

9.96 

5.00 

9.54 



1.00 

3.86 

1.43 

3.97 

2.76 

2.66 

3.50 

2.45 

3.58 

2.60 

4.64 

8.25 

5.29 

8.27 

2.67 

3.77 

5.09 

6.70 

4.68 

8.20 

2.95 

3.99 

3.03 

3.74 

2.58 





6.97 

5.74 

7.16 

6.05 

3.22 

6.62 

8.82 

4.42 

8.51 

2.22 

3.36 

2.25 

7.26 

5.94 

6.08 

4.20 

2.13 

3.20 


2.45 

5.55 

4.90 

2.80 

5.00 

1.20 

1.08 

5.49 

2.30 

4.78 

6.53 

1.40 




2.20 

3.53 

3.57 

11.00 

7.74 

9.08 

2.72 

5.85 

5.08 

6.68 

7.40 

6.94 

6.25 

8.92 

9.35 

1.50 

5.11 

2.45 




2.50 

7.49 

3.95 

5.80 

7.08 

6.38 































































































































































































































































































































































































































































































































































































































































































































































































































































































Well Code 

2002 

2003 

2004 

2005 


Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 


45G-4B3 


5 45G-3A1 


6 45G-2B1 


7 45G-3B1 


8 45C-1D1 


9 45G-2A1 


10 45G-2A2 


11 45G-2B2 


Sub Basin: Sukr 




45C-4A3A 


5 45C-2B2 


6 45C-4A10 


Basin: Mahi 


Sub Basin: Ana* 


1 

46I-3B4 

2 

46I-3B5 

3 

46I-3B3 

4 

46I-3B2 

5 

46I3B1 

6 

46I3B3 

7 

46I-3B1 

8 

46I3B2 

9 

46I3B5 

10 

46I-3A3 

11 

46I-3B8 

12 

46I-3A4 

13 

46I3B4 

14 

46I-3B10 


Sub Basin: Bhai 


1 46E-2D3 


Sub Basin: Jakh 


1 

45L-3C1 

2 

45L-3B3 

3 

45L-4C1 

4 

45L-4C2 

5 

45L-3C3 

6 

45L-3B4 

7 

46I-1B5 

8 

45L-4B3 

9 

45L-4B2 

10 

45L-4B1 

Sub Basin: Mahi 

1 

46I-3A1 

2 

46I-2A3 

3 

46I-2B4 

4 

46I-2B5 

5 

46I-1B1 

6 

46I-1B2 

7 

46I-1B6B 

8 

46I-1B3 

9 

46I-2B2 

10 

46I-4C1 

11 

46I-2C2 

12 

46I-2C3A 

13 

46I-1C3 

14 

46I-1C1 

15 

46I-1C2 

16 

46I-2B1 


14.40 

15.50 

17.33 

16.49 

9.85 

7.70 

9.35 

6.93 

18.00 

15.76 

16.70 

6.40 

13.09 

9.29 

12.18 

10.89 



45C-4A6A 

13.00 

15.35 

15.10 

19.47 

16.30 

16.56 

17.34 

17.69 

45C-3A6A 

29.20 

29.20 

30.80 

31.19 

32.60 

33.68 

37.31 

39.63 

45C-3B3 

19.50 

24.90 


22.75 

29.60 

30.07 

35.42 

38.32 


40.30 

43.56 

46.03 

25.20 

25.90 

27.58 



13.40 


2.74 

5.95 

3.94 

2.51 

3.83 

3.57 

7.92 

1.33 

4.85 

3.57 

4.50 

3.84 




8.97 

9.27 

8.12 

8.99 

7.55 


4.30 

8.88 

7.05 

8.22 

6.28 

7.10 



5.67 

2.46 

5.46 

2.19 

3.18 

2.26 


1.73 

1.90 

2.26 

2.61 

2.62 

14.81 

10.24 

13.99 

10.77 

10.18 

5.17 

9.50 

5.25 

7.65 

5.40 

5.72 

5.70 


2006 


2007 


2008 


2009 


2010 


Pre Post Pre Post Pre Post Pre Post Pre Post 

Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 

17.86 ~ 11.95 10.21 14.50 12.68 16.00 ~ 18.25 ' 18.60 ~ 14.93 ~ 

14.05 _ 11.30 _8J25_ 7AS _733_733_735_833_832_ 737 

20.10 _ 20.10 _ 17.50 _ 24.00 _ 18.40 _ 17.70 _ 25.90 _ 8.32 

12.09 _739_839_837_834_634_ 12.04 _ 1034 _ 1234 _ 934 

24.26 7.06 ~ 19.51 13.02 23.26 28.01 — ■ - ^234 ~ 

8.50 530 I ~~ ’ " = "" I 



18.15 

40.70 

40.95 


17.15 

39.70 

27.90 


18.12 

41.97 

32.81 


19.35 

40.90 

37.70 


50.50 

49.30 


55.50 


5730 

44.65 


57.20 


63.08 


48.56 


46.51 


51.67 


50.23 


53.32 


61.70 


64.50 


70.60 



6.27 


4.83 


5.01 


2.22 

1.77 

130 

2.05 

4.18 

2.11 

3.23 


3.73 

734 

6.57 

9.10 


5.76 

5.58 

7.23 


332 

5.04 


2.54 

2.22 

1.98 


2.66 

2.35 

9.95 
0.63 

7.96 
335 
9.33 


438 

12.26 

1.76 

10.97 

7.23 

10.84 


6.75 

13.25 

1.60 

11.23 

9.10 


9.90 

13.09 

4.10 

13.57 

8.48 


7.35 
0.58 
3.25 
3.15 

8.35 


2.07 3.73 6.03 3.88 



2337 

19.75 

339 

2.64 

3.30 

3.70 

3.00 


22.96 

17.92 

3.90 

232 

2.58 

2.67 

2.04 


4.74 

6.35 

3.16 


4.11 

2.88 


335 

2.79 


4.10 


3.58 


22.65 

20.75 

13.40 


432 

14.08 

1.35 

2.12 

132 

0.50 

1.98 


6.60 _532_635_137_539_430_730_333_739_ 5.38 

834 ~ 733 ' ' 631 ~ 7.23 ~ 10.73 4.63 8.65 6.04 

131 _237_339_330_131_139_077_ 239 

535 _238_430_230_431_330_738_630_ 6.37 

436 _131_234_ 331 _331_ 336 _434_036_339_ 232 

1132 _132_533_135_435_235_730_235_535_434 

_135_237_137_239_237_ 

8.77 _832_137_637_839_637_835_832_839_ 836 

732 636 ~ 635 ' 4.92 ' 632 ~ 635 ~ 735 6.23 736 630 

636 ~ ~ 5.76 " 436 ~ 532 4.26 631 131 533 

638 _331_530_432_736_530_636_335_639_435 

_077_ 1137 _099_095_ 1237 _ 1132 _ 

7.49 4.72 9.58 5.73 7.13 6.90 8.05 5.90 7.31 6.33 



































































































































































































































































































































































































































































































































































































































































































































































































































































SNo 

Well Code 

Village 

17 

46I-3B7 

BARODIA 

18 

46I-2B3 

SHIVPURA 

19 

46I-3A2 

Anandpuri 

20 

46I-3A2A 

Arthuna 

21 

46I-2A6 

Borigoan 

22 

46I-2B6 

Chand Ji Ka Guda 

23 

46I-2C6 

Chhoti Sarwan 

24 

46I-1B7 

Khamera 

25 

46I-2C8 

Khera Dahar 

26 

46I-2A9 

Khudan 

27 

46I-2C5 

Kupra 

28 

46I-2C7 

Kutumbi 

29 

46I-4C2 

Mokampura 

30 

46I-2A8 

Odwara 

31 

46I-3B9 

Sera Pada Sandoh 

32 

46I-2B7 

Shivpura (charan) 

33 

46I-2C4 

Sompura 

34 

46I-2B8 

TALWARA 

35 

46I-2B10 

Tejpur 

36 

46I-2B9 

Wajwana 

37 

45L-4D1 

PARTAPGARH 

38 

46I-1C4 

Suhagpura 

39 

46I-1A5 

KABJA 

40 

46I-1A4 

NAYAGAON 

41 

46I-1A3 

SAB LA 

42 

46I-1A2 

BARODA 

43 

46I-2A1 

BHILURA 

44 

46I-2A2 

BADKI 

45 

46E-3D2 

KUA 

46 

46E-3D3 

Jasala 

47 

46I-1B4 

MUNGANA 

Sub Basin: Moran 

1 

46E-2D1 

Anteree 

2 

46E-2C1 

GORADA 

3 

46E-2D4 

NANTHODA 

4 

46I-2A5 

Sagwara 

Sub Basin: Som 

1 

45L-3B5A 

MAHOODA 

2 

46I-1A1 

ASPUR 

3 

46E-1C3 

KANABA 

4 

46E-1C5 

NAVAL SHYAM 

5 

46E-1C2 

Dungarpur 

6 

46E-1D1 

HATAI 

7 

46E-1D2 

MANPUR 

8 

46E-1C1 

NAYADERA 

9 

46E-1A1 

Aspur 

10 

46E-1C7 

Beechiwara 

11 

46E-2D5 

Chhitri 

12 

46E-1D4 

Ramgarh 

13 

45H-2D4 

HARIYAB 

14 

45L-3B1 

KANOD 

15 

45L-3A4 

ODWARIYA 

16 

45H-3C1 

BARAPAL 

17 

45H-3D1 

KURABAR 

18 

45H-3C2 

PADUNA 

19 

45H-4C2 

PARSHAD 

20 

45H-4B5 

BAWALWARA 

21 

46E-1C6 

BHANDA 

22 

45H-4B3 

SOM 

23 

45H-4D5 

KALAYANPURA 

24 

46E-1C4 

KHERWARA 

25 

45H-4D4 

BASSI 


Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 



10.10 3.62 


7.62 

8.21 

5.26 

8.40 

3.50 

5.67 

3.90 

10.98 

4.38 

8.07 

4.64 

9.19 

2.31 

12.77 

5.77 

8.50 


2.74 | 

| 1.90 | 

I 3.20 | 

[ 1.89 | 

1 2.65 | 

1 0.62 


10.84 7.63 10.50 9.23 


11.39 4.94 10.30 6.85 








1991 

Pre 

Post 

Monsoon 

Monsoon 

5.53 

3.52 

2.08 




8.66 

5.82 

5.79 

4.73 

4.65 

3.32 

7.45 

5.00 

11.03 

5.62 

5.26 

4.74 



2.36 

4.38 

2.18 

7.01 

1.69 

4.54 




3.62 

8.27 

2.76 

7.63 

4.77 

3.19 

7.92 

2.56 

7.49 

5.20 


15.50 

10.87 

16.53 

8.05 

14.13 

6.14 

9.39 

5.82 

14.02 

5.50 

8.45 

5.77 

4.06 

1.95 

4.49 

5.80 

4.97 

2.18 

3.55 

1.29 

3.73 

1.10 

4.25 

3.07 




5.90 

5.80 

3.76 

5.96 

4.30 

8.45 

12.28 

7.52 

11.49 

8.45 

2.59 

4.85 

2.48 

4.42 

3.17 

4.63 

5.50 

3.99 

5.28 

4.28 


6.77 

10.43 

9.03 

4.38 

4.38 

4.21 

2.88 

5.80 

4.11 

1.87 

4.33 

2.51 








































































































































































































































































































































































































































































S No Well Code 


1992 

1993 

1994 

1995 

1996 

1997 

1998 

1999 

2000 

2001 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 


17 46I-3B7 


18 46I-2B3 


19 46I-3A2 


20 46I-3A2A 


21 46I-2A6 


22 46I-2B6 


23 46I-2C6 


24 46I-1B7 


25 46I-2C8 


26 46I-2A9 


27 46I-2C5 


28 46I-2C7 


29 46I-4C2 


30 46I-2A8 


31 46I-3B9 


32 46I-2B7 


33 46I-2C4 


34 46I-2B8 


35 46I-2B10 


36 46I-2B9 


37 45L-4D1 


38 46I-1C4 


39 46I-1A5 


40 46I-1A4 


41 46I-1A3 


42 46I-1A2 


43 46I-2A1 


44 46I-2A2 


45 46E-3D2 


46 46E-3D3 


47 46I-1B4 


Sub Basin: More 


1 46E-2D1 


2 46E-2C1 


3 46E-2D4 


46I-2A5 


Sub Basin: Som 


1 45L-3B5A 


2 46I-1A1 


3 46E-1C3 


46E-1C5 


5 46E-1C2 


6 46E-1D1 


7 46E-1D2 


8 46E-1C1 


9 46E-1A1 


10 46E-1C7 


11 46E-2D5 


12 46E-1D4 


13 45H-2D4 


14 45L-3B1 


15 45L-3A4 


16 45H-3C1 


17 45H-3D1 


18 45H-3C2 


19 45H-4C2 


20 45H-4B5 


21 46E-1C6 


22 45H-4B3 


23 45H-4D5 


24 46E-1C4 


25 45H-4D4 

































































































































































































































































































































































































































































































































































































































































































































































































SNo 

Well Code 

17 

46I-3B7 

18 

46I-2B3 

19 

46I-3A2 

20 

46I-3A2A 

21 

46I-2A6 

22 

46I-2B6 

23 

46I-2C6 

24 

46I-1B7 

25 

46I-2C8 

26 

46I-2A9 

27 

46I-2C5 

28 

46I-2C7 

29 

46I-4C2 

30 

46I-2A8 

31 

46I-3B9 

32 

46I-2B7 

33 

46I-2C4 

34 

46I-2B8 

35 

46I-2B10 

36 

46I-2B9 

37 

45L-4D1 

38 

46I-1C4 

39 

46I-1A5 

40 

46I-1A4 

41 

46I-1A3 

42 

46I-1A2 

43 

46I-2A1 

44 

46I-2A2 

45 

46E-3D2 

46 

46E-3D3 

47 

46I-1B4 

Sub Basin: More 

1 

46E-2D1 

2 

46E-2C1 

3 

46E-2D4 

4 

46I-2A5 

Sub Basin: Som 

1 

45L-3B5A 

2 

46I-1A1 

3 

46E-1C3 

4 

46E-1C5 

5 

46E-1C2 

6 

46E-1D1 

7 

46E-1D2 

8 

46E-1C1 

9 

46E-1A1 

10 

46E-1C7 

11 

46E-2D5 

12 

46E-1D4 

13 

45H-2D4 

14 

45L-3B1 

15 

45L-3A4 

16 

45H-3C1 

17 

45H-3D1 

18 

45H-3C2 

19 

45H-4C2 

20 

45H-4B5 

21 

46E-1C6 

22 

45H-4B3 

23 

45H-4D5 

24 

46E-1C4 

25 

45H-4D4 


2002 

2003 

2004 

2005 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

5.59 

4.60 

7.02 

2.60 

3.97 

2.36 

2.89 

2.45 

3.21 

2.35 

3.81 

1.32 

2.96 

1.33 

1.66 

0.66 


8.09 

1.59 

3.21 

3.00 

3.18 

1.62 

10.34 

5.70 

11.08 

13.80 

7.56 

8.72 


4.12 

4.57 

3.47 

5.36 

5.00 

11.24 

6.90 

6.82 

3.32 

3.89 

1.78 

9.44 

6.35 

8.75 

3.21 

5.54 

10.86 

13.35 

7.63 

10.16 

4.04 

4.14 

3.96 

5.14 

6.11 

24.00 

3.71 

7.72 

6.65 

10.27 

8.60 

9.42 


5.52 

5.37 

2.31 

3.68 


2.58 

4.91 

1.53 

1.86 

3.48 

8.23 

4.19 

5.15 

4.75 

10.83 

3.30 

5.42 

7.90 

11.76 

6.43 

7.51 


19.03 

18.95 

18.81 

7.50 

14.94 

10.47 


12.63 

5.47 

6.27 


1.89 

2.60 

1.71 

8.92 

10.79 

6.87 

3.00 

4.27 

1.52 

4.43 

7.41 

3.88 

2.69 

3.15 

1.79 

3.90 

4.64 


9.46 

10.24 

6.78 

6.64 

4.59 

4.34 

4.11 

6.66 

3.58 

1.48 

1.50 

0.36 


2006 


2007 


2008 


2009 


2010 


Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 













































































































































































































































































































































































































































































































































































































































































































































































































































































































































































SNo 

Well Code 

Village 

26 

45L-3A1 

GUREL 

27 

45L-4A2 

KHAIRKA 

28 

45L-4A3 

KHOLRI 

29 

45H-4C1 

RIKHABDEV 

30 

45L-4A1 

SALUMBER 

31 

45H-4D1 

DINGRI 

32 

46E-1D3 

INTALIKHARA 

33 

45H-4D2 

SARADA 

34 

45H-4D3 

SEMRI 

35 

45L-4A4 

Devgaon 


Pre 

Monsoon 


Post 

Monsoon 


1985 


Pre 

Monsoon 


Post 

Monsoon 


Pre 

Monsoon 


Post 

Monsoon 


Pre 

Monsoon 


Post 

Monsoon 


1988 


Pre 

Monsoon 


Post 

Monsoon 


1989 


Pre 

Monsoon 



Post 

Monsoon 


2.37 


2.44 


7.76 


7.06 


9.35 


1.65 


1990 

1991 

Pre 

Post 

Pre 

Post 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

7.63 

2.31 

6.69 

2.74 

6.30 

2.00 

3.57 

2.66 

8.02 

6.06 

8.55 

6.42 

12.05 

6.59 

12.12 

10.07 

10.93 

7.20 

6.62 

5.37 

6.02 

1.88 

3.25 

1.58 


Basin: Other Nallahs of Jalore 


Sub Basin: Other Nallahs of Jalore 




45D-1A3 

KURA 

45D-1A2A 

RANIWARA 

40P-1D4 

NAGOLARI 

40P-1D3 

SARNAU 

40P-1C2 

Chitalwana 


Basin: Outside 


Sub Basin: Fragmented 


44H-3A3 


MOTIGARH 


2 

44H-3B6A 

RAJASAR 

3 

44H-3B6B 

RAJASAR 

4 

44H-2A4 

SATTASAR 

5 

44D-2D2 

THARUSAR 

6 

44D-2D3 

LUNKHA 

7 

44H-2D6 

6 PB 

8 

44G-1B1 

KARANPUR 

Sub Basin: Sub 1 

1 

44G-1C6 

CHUNAWAD 

2 

44G-2D2 

GANESHGARH 

3 

44G-1C10 

TATARSAR 

4 

44G-1C1 

KHARLA 

5 

44G-1B2 

RUPANAGAR 

6 

44G-2D4 

BINJBALIA 

7 

44G-2C1 

DELWAN 

8 

44G-2C5 

GANGUWALA 

9 

44G-2D3A 

NARSINGHPUR 

10 

44G-2B2 

GAJSINGHPURA 

11 

44G-2C9 

JAGATSINGHWALA 

12 

44G-2C6 

MUKLAWA 

13 

44G-2B1 

RAISINGHNAGAR 

14 

44K-1A9 

KHERUWALA 

15 

44K-1A3 

LALGAARH JATAN 

16 

44K-1A11 

MORJHAND KHERI 

17 

44G-1D6 

MAHIYANWALI 

18 

44G-2D5 

SURANWALI 

19 

44K-3A4 

SARDARPURA 

20 

44G-4D11 

Lalgarh 

21 

44K-1B4 

BOLANWALI 

22 

44K-1B10 

DHOUPAL 

23 

44K-2A3 

GOLUWALA 

24 

44G-2D6 

LAKHASAR 

25 

44K-2A1 

PAKKASARNA 

24 

44K-1B11 

RATANPURA 

25 

44K-2B2 

SALEWALI 

26 

44K-2B9 

Chak Sampatnagarl 

27 

44K-2B10 

Chak Sampatnagar2 

Sub Basin: Sub 2 

1 

44L-2A1 

KARNISAR 

2 

44D-2C1 

KHAJUWALA 

3 

44H-2A2 

KHAKLI 




18.76 

18.59 

18.46 

18.28 

18.15 

18.45 

18.68 

18.36 

18.28 

18.32 

18.14 

23.82 

25.72 

23.56 

23.12 

23.34 

23.05 

23.03 

22.93 

22.84 

22.84 

22.53 

18.78 

18.64 

18.49 

18.49 

18.34 

18.35 

18.19 

18.26 

18.07 

18.11 

17.91 





18.98 

18.81 

19.63 

18.58 

18.41 

18.30 

18.12 

17.95 

17.81 

17.73 

17.37 

17.56 

20.55 

20.48 

20.23 

20.30 

20.13 

19.90 

19.60 

19.69 

19.36 

19.23 

19.00 

19.02 



28.00 

27.43 

28.50 

28.09 

27.76 

27.40 

26.17 

26.04 

26.27 

29.61 

29.30 

28.87 

21.31 

20.87 

20.47 

16.97 

17.29 

20.95 































































































































































































































































































































































































































































































































































































SNo 

Well Code 

26 

45L-3A1 

27 

45L-4A2 

28 

45L-4A3 

29 

45H-4C1 

30 

45L-4A1 

31 

45H-4D1 

32 

46E-1D3 

33 

45H-4D2 

34 

45H-4D3 

35 

45L-4A4 

Basir 

i: Other Na 

Sub Basin: Othe 

1 

45D-1A3 

2 

45D-1A2A 

3 

40P-1D4 

4 

40P-1D3 

5 

40P-1C2 


1992 


Pre 

Monsoon 


7.22 


4.40 


7.40 


12.10 


11.12 


5.33 


Post 

Monsoon 


2.72 


2.45 


7.60 


6.88 


5.87 


1.64 


1993 


Pre 

Monsoon 


7.10 



Post 

Monsoon 


2.37 


2.50 


8.20 


10.38 


8.60 


0.80 


1994 

1995 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

6.72 

2.27 

6.31 

7.95 

4.39 

2.54 

3.68 

4.10 

9.58 

6.05 

6.60 

9.30 

12.53 

6.21 

11.47 

9.45 

10.35 

4.74 

7.43 

7.05 

6.20 

1.55 

2.60 

2.25 



3.69 

4.25 

11.26 

6.24 

9.29 

9.25 

4.04 

1.62 

3.29 

3.40 






Pre 

Monsoon 



Post 

Monsoon 


2.38 


2.50 


5.08 


7.20 


6.93 


3.75 


2.08 


10.99 


1997 


Pre 

Monsoon 


5.50 


4.25 


10.50 


12.00 


9.00 


6.50 


8.40 


11.55 _ 

4.83 


Post 

Monsoon 


5.21 


3.30 


7.01 


7.26 


9.20 


2.79 


Pre 

Monsoon 


8.55 


5.25 


12.27 


9.97 


12.35 


6.05 


Post 

Monsoon 


5.25 


3.36 


11.15 


6.53 


9.80 


5.50 




10.47 


5.37 


1999 


Pre 

Monsoon 


7.80 


5.32 


13.10 


4.78 


12.70 


6.67 




12.42 


9.90 


Post 

Monsoon 


7.06 


4.60 


Pre 

Monsoon 


Post 

Monsoon 


7.35 


5.64 


Basin: Outside 


1 

44H-3A3 

2 

44H-3B6A 

3 

44H-3B6B 

4 

44H-2A4 

5 

44D-2D2 

6 

44D-2D3 

7 

44H-2D6 

8 

44G-1B1 

Sub Basin: Sub 

1 

44G-1C6 

2 

44G-2D2 

3 

44G-1C10 

4 

44G-1C1 

5 

44G-1B2 

6 

44G-2D4 

7 

44G-2C1 

8 

44G-2C5 

9 

44G-2D3A 

10 

44G-2B2 

11 

44G-2C9 

12 

44G-2C6 

13 

44G-2B1 

14 

44K-1A9 

15 

44K-1A3 

16 

44K-1A11 

17 

44G-1D6 

18 

44G-2D5 

19 

44K-3A4 

20 

44G-4D11 

21 

44K-1B4 

22 

44K-1B10 

23 

44K-2A3 

24 

44G-2D6 

25 

44K-2A1 

24 

44K-1B11 

25 

44K-2B2 

26 

44K-2B9 

27 

44K-2B10 

Sub Basin: Sub 

1 

44L-2A1 

2 

44D-2C1 

3 

44H-2A2 


18.04 

17.68 

21.12 

20.92 

17.42 

17.30 

14.64 

15.31 

9.99 

10.10 




27.98 

27.92 

18.01 

18.97 

10.50 

10.05 


13.10 

13.15 

19.04 

18.70 

21.10 

19.83 

18.19 

17.95 

31.77 

31.20 

28.06 

27.75 

32.62 

31.80 

22.00 

18.80 

26.65 

28.30 

3.87 

4.39 



24.75 

24.05 

25.32 

25.10 

25.40 

25.04 


23.20 

27.58 

27.29 

18.70 

14.58 





17.66 

17.23 

16.69 

20.35 

20.27 

19.88 

17.15 

13.80 

16.69 

13.10 

13.15 

11.81 

9.80 

9.78 

9.37 



12.25 

12.60 

12.53 

17.73 

17.40 

17.35 

18.85 

18.53 

18.48 

17.06 

16.96 

17.02 

29.30 

30.28 

29.90 

27.24 

26.88 

26.13 

30.96 

30.18 

29.07 

18.49 

18.16 

17.98 

27.30 

26.96 

25.67 





2001 

Pre 

Monsoon 

Post 

Monsoon 

10.35 

3.51 

7.20 

4.12 



34.71 

34.40 

27.50 

33.45 

33.90 

29.41 

21.26 

22.95 

21.70 



16.20 

16.47 

19.15 

18.85 

16.02 

16.37 

12.02 

12.05 

8.95 

9.21 

14.98 

15.47 

15.15 

15.23 

14.15 

15.74 

21.25 

23.17 

12.18 

12.44 

15.45 

15.47 

16.70 

16.52 

15.20 

17.08 

28.55 

28.36 

25.68 

25.80 

27.68 

27.78 




22.85 

23.03 

22.51 

22.42 

21.43 

21.23 

20.82 

20.64 

20.27 

21.98 

24.00 

23.62 

19.45 

19.40 

24.33 

25.04 

23.43 

23.28 

23.45 

22.70 

23.75 

24.55 

22.90 

22.75 

22.35 

22.11 

16.00 

21.66 

21.44 

20.11 

22.04 

20.91 

20.99 

20.61 

20.62 

19.73 

20.06 

19.80 

19.45 

14.82 

26.40 

26.35 

26.02 

26.08 

25.44 

25.23 

25.07 

25.14 

24.98 

22.57 

16.90 


16.50 

15.78 

11.47 

15.24 

15.02 

14.90 

13.64 

13.85 

7.60 

7.35 

7.09 

6.60 

6.08 

5.62 

4.40 

6.02 

6.66 

6.80 


28.58 

28.37 

28.29 

28.10 

27.95 

27.77 

27.70 

27.40 

29.07 

27.50 

30.28 

25.54 

24.95 

24.34 

38.85 

27.56 

21.83 

21.21 

20.74 

20.54 


































































































































































































































































































































































































































































































































































































































































































































































































































































































SNo 

Well Code 

26 

45L-3A1 

27 

45L-4A2 

28 

45L-4A3 

29 

45H-4C1 

30 

45L-4A1 

31 

45H-4D1 

32 

46E-1D3 

33 

45H-4D2 

34 

45H-4D3 

35 

45L-4A4 


Pre 

Monsoon 


8.14 


6.56 


14.38 


Post 

Monsoon 


6.84 



2003 

Pre 

Monsoon 

Post 

Monsoon 


8.94 

5.77 

6.12 

14.80 

13.65 


7.76 

14.11 

8.72 

8.68 

7.18 

12.21 

5.35 

14.65 

14.56 

9.20 

13.78 




Pre 

Monsoon 



Post 

Monsoon 


1.94 


1.78 


8.06 


8.16 


8.38 


1.13 


1.95 


14.88 

2.95 


Basin: Other Na 
Sub Basin: Othe 


1 

45D-1A3 

2 

45D-1A2A 

3 

40P-1D4 

4 

40P-1D3 

5 

40P-1C2 


Basin: Outside 


1 

44H-3A3 

2 

44H-3B6A 

3 

44H-3B6B 

4 

44H-2A4 

5 

44D-2D2 

6 

44D-2D3 

7 

44H-2D6 

8 

44G-1B1 

Sub E 

Jasin: Sub 

1 

44G-1C6 

2 

44G-2D2 

3 

44G-1C10 

4 

44G-1C1 

5 

44G-1B2 

6 

44G-2D4 

7 

44G-2C1 

8 

44G-2C5 

9 

44G-2D3A 

10 

44G-2B2 

11 

44G-2C9 

12 

44G-2C6 

13 

44G-2B1 

14 

44K-1A9 

15 

44K-1A3 

16 

44K-1A11 

17 

44G-1D6 

18 

44G-2D5 

19 

44K-3A4 

20 

44G-4D11 

21 

44K-1B4 

22 

44K-1B10 

23 

44K-2A3 

24 

44G-2D6 

25 

44K-2A1 

24 

44K-1B11 

25 

44K-2B2 

26 

44K-2B9 

27 

44K-2B10 


15.07 

15.35 

15.28 

17.88 

17.95 

18.02 

15.24 

15.08 

14.98 

10.99 

10.98 

10.75 

8.39 

8.36 

8.14 

15.12 

14.87 

14.73 

13.49 

13.48 

13.31 

15.28 

15.05 

14.09 

18.63 

18.44 

18.58 

10.97 

10.78 

10.62 

12.95 

12.79 

13.05 

14.18 

13.96 

13.81 

14.09 

14.11 

13.70 

26.47 

26.34 

25.98 

22.37 

22.23 

22.43 

26.03 

26.12 

26.17 

8.25 

7.90 

6.09 

21.25 

20.84 

20.72 

2.59 

2.68 

2.65 


18.98 

18.82 

18.66 

18.35 

21.52 

20.33 

19.95 

20.23 

20.13 

20.08 

20.12 

20.05 

17.54 

17.46 

5.11 

17.36 

22.80 

22.76 

22.91 

22.84 

12.98 

12.65 

12.37 

12.25 

4.44 

6.04 

5.76 

6.15 


Basin: Sub 


1 

44L-2A1 

2 

44D-2C1 

3 

44H-2A2 


2005 

Pre 

Post 

Monsoon 

Monsoon 

2.35 

1.97 

2.38 

1.50 

7.92 

6.47 

10.51 

6.63 

7.83 

5.83 

1.27 

0.98 

2.69 

1.40 




25.62 

25.55 

25.38 

25.38 

52.48 

18.15 

18.44 

18.12 


Pre 

Post 

Pre 

Post 

Pre 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

6.69 


6.24 

5.26 

7.02 

3.26 

1.57 

3.10 

1.27 

3.69 

6.67 

0.73 

3.96 

1.62 

9.62 


2008 


Post 

Monsoon 


13.94 


3.04 


Pre 

Monsoon 


Post 

Monsoon 


15.86 


3.77 


3.10 


Pre 

Monsoon 


Post 

Monsoon 


6.74 


3.04 


9.52 


14.36 

5.25 

8.35 

6.08 

11.71 

1.55 

5.75 

1.80 

12.40 

3.71 

0.39 

3.15 

1.16 

5.02 

5.30 

7.24 

6.00 

7.90 


0.75 

1.30 

0.34 

2.67 

0.92 

4.02 

3.10 

5.18 


68.02 68.17 75.40 


65.17 

65.20 

65.10 

65.10 

65.22 


33.75 

31.51 

31.14 

36.73 

31.38 

30.88 

28.29 

26.94 

26.94 

26.34 

26.41 

26.61 

19.31 

19.35 

19.24 

19.10 

20.17 

19.22 

19.70 

19.59 

19.48 

19.35 

20.23 

19.87 

6.83 

6.55 

6.51 

6.03 

6.37 

5.93 


18.80 

18.77 

18.75 

18.83 

18.80 

18.76 

5.83 

6.32 

6.15 


15.51 

15.42 

15.35 

15.17 

13.47 

14.99 

14.77 

12.75 

14.85 

17.16 

17.51 

16.90 

16.72 

16.72 

17.43 

17.27 

16.93 

17.35 

14.80 

14.88 

14.86 

14.75 

14.69 

14.62 

14.53 

14.48 

14.40 

10.32 

10.19 

10.29 

9.10 

9.90 

10.77 

9.62 

9.61 

9.64 

7.93 

7.64 

7.56 


7.29 

7.05 

7.06 

4.88 

7.20 

14.05 

15.11 

15.05 

14.40 

13.93 

14.38 

14.93 

14.48 

14.64 

12.73 

12.91 

12.72 

12.65 

11.23 

12.49 

12.33 

12.28 

12.28 

14.64 

14.68 

14.68 

9.20 

14.45 

13.45 

13.08 

14.30 

12.64 


10.46 

10.21 

10.04 

10.30 

12.57 

12.59 

12.48 

12.23 

13.33 

13.37 

13.15 

13.08 

13.61 

13.09 

13.16 

12.93 

25.04 

25.00 

24.73 

25.01 

21.44 


18.20 

21.42 

25.68 

26.03 

25.68 

25.36 

1.23 



1.22 



19.84 

16.28 


3.59 

3.64 

3.68 

3.56 

19.35 

19.37 

19.17 

19.35 

18.44 

17.68 

17.52 

18.45 

20.45 

19.51 

18.58 

19.43 

20.40 

20.53 

20.53 

20.80 

17.66 

16.05 

17.56 

17.60 

22.32 

23.16 

23.22 

23.36 

12.72 

11.31 

11.68 

12.70 

5.26 

4.96 

6.26 

5.25 

18.54 

18.63 

18.38 

19.10 

18.49 

18.59 

18.48 

18.62 


10.00 

10.32 

12.08 

12.13 

12.53 

13.14 

12.47 

13.33 

23.89 

23.23 

20.41 

20.33 

26.30 

25.23 

0.98 

0.93 

19.08 

19.13 

4.70 

5.83 

18.60 

18.47 

16.73 

18.59 

19.84 

19.98 

20.85 

24.10 

15.90 

18.40 

25.09 

25.04 

14.25 

12.20 

7.75 

8.30 


19.52 























































































































































































































































































































































































































































































































































































































































































































































































































































































SNo 

Well Code 

Village 

4 

44H-1B1 

KHARBARO 

5 

44H-1B2 

LAKHANSAR 

6 

44H-2C1 

LALERA 

7 

44H-1B3 

RANER 

8 

44H-2D3 

BADERAN 

9 

44H-3B5 

BINJAWARI 

10 

44H-2A1 

CHHATARGARH 

11 

44L-3A3 

GORABDESAR 

12 

44H-2D1 

HARIASAR 

13 

44H-3D1A 

LUNKARANSAR 

14 

44H-1D2 

MAHAJAN 

15 

44H-2D2 

MALKISAR 

16 

44H-1D3 

MANARIA 

17 

44H-2B1 

SADOLAI 

18 

44H-2D4 

SHEIKHASAR 

19 

444H-1C1 

Kankarwa Mod 

20 

44H-2C2 

Rekh Meghana 

21 

44H-2D5 

Sangrew 

22 

44H-2D7 

Sheikhsar 

23 

44L-3A2 

GHARSISAR 

24 

44L-3B5 

KHUNDIA 

25 

44L-3A1 

SOMASAR 

26 

44G-4B1 

GOMANWALI 

27 

44G-4B3 

KHAL 

28 

44G-4B4 

NARANWALI 

29 

44H-1A1 

ROJARI 

30 

44G-4C1 

BHOPALPURA 


Basin: Sub 


1988 

1989 

1990 

1991 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 


1 

44H-1D1 

ARJANSAR 

2 

44H-2D6A 

DHANI CHILLON 

3 

44H-2D6B 

DHANI CHILLON 

4 

44L-1A3 

JAITPUR 

5 

44G-4D9 

PHULEJI 

6 

45E-2A2 

SUI 

7 

44L-3D15 

BINASAR 

8 

44P-3A3 

DHADUR 

9 

44L-3D11 

DUDWA 

10 

44P-3A2A 

DUDWA KHARA 

11 

44L-3D9 

GHANTEL 

12 

44L-3D14A 

GUJRON Kl DHANI 

13 

44L-3D6 

RAMPURA 

14 

44P-3A1 

SIRSALA 

15 

44P-2C1 

BHAKRA 

16 

44P-2A2 

DADREWA 

17 

44P-2B3 

HARPALU KHUSALA 

18 

44P-2B7 

LASERI 

19 

44P-2B2 

NANGLI 

20 

44P-3B2 

NEEMA 

21 

44P-2B1 

RAJGARH 

22 

44P-2B5A 

RATANPURA 

23 

44P-3B3 

SANKHU 

24 

44L-4D1 

BIRAMSAR 

25 

44L-4C8A 

GORISAR 

26 

44L-4C1 

MALASAR 

27 

44L-4C3A 

MELUSAR 

28 

44L-3C2 

NAINASAR 

29 

44L-4D3 

SHELLA 

30 

44I-4C14A 

TIDIYASAR 

31 

44L-4C14 

TODIASAR 

32 

44L-2C2 

ASPALSAR 

33 

44L-3B3 

BANDHANAU 

34 

44L-3B2 

CHOTI SAWAI 


34.84 

34.80 

34.93 

35.04 

38.30 

37.93 

37.15 

36.65 

35.36 

35.30 

35.65 

35.44 


22.55 

22.67 

22.55 

33.62 

32.80 

31.86 


32.12 

31.84 

31.85 

31.87 

31.88 

32.14 

31.76 

31.84 

31.80 

31.94 

31.85 

31.88 

31.80 

41.88 

41.42 

41.84 

41.82 

41.90 

42.55 

41.80 

44.60 

41.83 

41.98 

41.90 

42.00 

44.34 


79.28 

78.20 

49.90 

49.62 




































































































































































































































































































































































































































































































































































































S No Well Code 


44H-1B1 


44H-1B2 


44H-2C1 


44H-1B3 


44H-2D3 


44H-3B5 


44H-2A1 


44L-3A3 


44H-2D1 


44H-3D1A 


44H-1D2 


44H-2D2 


44H-1D3 


44H-2B1 


44H-2D4 


444H-1C1 


44H-2C2 


44H-2D5 


44H-2D7 


44L-3A2 


44L-3B5 


44L-3A1 


44G-4B1 


44G-4B3 


Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 


































































































































































































































































































































































































































































































































































































































































































































































































































































S No Well Code 


44H-1B1 


44H-1B2 


44H-2C1 


44H-1B3 


44H-2D3 


44H-3B5 


44H-2A1 


44L-3A3 


44H-2D1 


44H-3D1A 


44H-1D2 


44H-2D2 


44H-1D3 


44H-2B1 


44H-2D4 


444H-1C1 


44H-2C2 


44H-2D5 


44H-2D7 


44L-3A2 


44L-3B5 


44L-3A1 


44G-4B1 


44G-4B3 


Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 



































































































































































































































































































































































































































































































































































































































































































































































































































































































SNo 

Well Code 

Village 

35 

44L-2B3 

HARDESAR 

36 

44L-3C5 

JEEVANDESAR 

37 

44L-3C7 

MEHRASAR 

38 

44L-2C11 

MELUSAR 

39 

44L-3B4 

MITTASAR 

40 

44L-3C10 

RANASAR 

41 

44L-2B1 

SADASAR 

42 

44L-3B1A 

SARDARSHAHAR 

43 

44L-1B2 

SAWAR 

44 

44L-3C1A 

UDASAR 

45 

45I-2D1 

Niyama 

46 

44P-1A2 

BHALAUTIBBA 

47 

44L-1D2 

DHIRAWAS 

48 

44L-1D1 

SHAWA 

49 

44P-2A1 

TARANAGAR 

50 

44L-2D10 

BHALERI 

51 

44L-2D1 

BUCHAWAS 

52 

44P-2B4 

Dokuwa 

53 

44G-4D6 

Birdhwal 

54 

44G-4D8 

HARISINGHPURA 

55 

44G-4C2 

LALGARIYA 

56 

44G-4D3 

PIPASAR 

57 

44G-4D5 

RAYANWALI 

58 

44H-1D4 

Mokalsar 

59 

44G-4D10 

Rajiyasar 

60 

440-4B1 

CHHANI BARI 

61 

440-4A3 

DUNGRANA 

62 

44P-1A1 

MALSISAR 

63 

440-4A4 

MUNSARI 

64 

44K-3C3 

CHAUWALI 

65 

44K-2A2 

CHISTIAN 

66 

44K-4C1 

BHUKARKA 

67 

44K-4C2 

BHUKARKA 

68 

44K-4B1 

BIRAMSAR 

69 

44L-1B1 

BISRASAR 

70 

44K-4B4 

DHANASAR 

71 

44L-1A2 

DUDHAL 

72 

44K-4C3 

GANDEHALI 

73 

44K-4B5 

KHODA 

74 

44K-4C4 

LAKHASAR 

75 

44L-1B3 

LAKHERAN 

76 

44K-4D1 

NOHAR 

77 

44L-1A1 

PALLU 

78 

44K-4B3 

PURABSAR 

79 

44K-4D2 

RAMSARA 

80 

44K-3B1 

RAWATSAR 

81 

440-4A5 

Bhadra 

82 

44P-4B8 

BASADI 

83 

44P-4A1 

BIRMI 

84 

44P-4A1A 

Birmi 

85 

44P-4A4 

BISSAU 

86 

44P-4B6A 

CHURELA 

87 

44P-3B1 

MALSISAR 

88 

44P-3A4 

NIRDHANU 

89 

44P-4D8 

POHANIA 

90 

44P-4D5 

SAHAR 

91 

44P-4D13 

BHASAWATA KALAN 

92 

44P-4D13A 

BHASAWATA KALAN 

93 

44P-4C2 

CHIRAWA 

94 

44P-4C2A 

CHIRAWA 

95 

44P-4C5 

GALDANAKHURD 

96 

44P-3C4 

LAMBAGOTHRA 

97 

44P-4C7A 

BADAGAON 


Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 


1989 

1990 

1991 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 




















































































































































































































































































































































































































































































































































































































































































S No Well Code 


44L-2B3 


Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 


44L-3C5 


44L-3C7 


44L-2C11 


44L-3B4 


44L-3C10 


44L-2B1 


44L-3B1A 


44L-1B2 


44L-3C1A 


45I-2D1 


44P-1A2 


44L-1D2 


44L-1D1 


44P-2A1 


44L-2D10 


44L-2D1 


44P-2B4 


44G-4D6 


44G-4D8 


44G-4C2 


44G-4D3 


44G-4D5 


44H-1D4 


44G-4D10 


440-4B1 


440-4A3 


44P-1A1 


440-4A4 


44K-3C3 


44K-2A2 


44K-4C1 


44K-4C2 


44K-4B1 


44L-1B1 


44K-4B4 


44L-1A2 


44K-4C3 


44K-4B5 


44K-4C4 


44L-1B3 


44K-4D1 


44L-1A1 


44K-4B3 


44K-4D2 


44K-3B1 


440-4A5 


44P-4B8 


44P-4A1 


44P-4A1A 


44P-4A4 


44P-4B6A 


44P-3B1 


44P-3A4 


44P-4D8 


44P-4D5 


44P-4D13 


44P-4D13A 


44P-4C2 


44P-4C2A 


44P-4C5 


44P-3C4 


44P-4C7A 




48.33 


48.80 

25.60 


48.95 

25.90 


49.83 

26.40 


1997 


1998 


1999 


2000 


2001 


Pre Post Pre Post Pre Post Pre Post Pre Post 

Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 

61.70 63.13 " 61.33 ~ 61.48 61.34 61.30 65.90 61.31 61.70 58.94 

44.10 _ 44.67 _ 44.25 _ 44.04 _ 

47.27 _ 48.35 _ 47.94 _ 47.77 _ 47.75 _ 47.05 _ 46.09 

26.40 _ 26.33 _ 26.52 _ 26.75 _ 26.40 _ 27.75 _ 26.83 _ 26.55 _ 23.40 

54.20 _ 54.15 _ 54.59 _ 51.22 _ 54.20 _ 55.00 _ 54.90 _ 54.92 _ 55.30 _ 53.18 

39.19 _ 39.70 _ 39.45 _ 39.40 _ 40.20 _ 39.28 _ 40.52 _ 40.55 _ 37.68 

59.90 61.55 61.46 61.85 61.59 61.42 62.26 61.74 61.52 59.62 



16.25 _ 16.68 _ 16.65 _ 16.20 _ 14.31 _ 16.26 _ 16.20 _ 16.32 _ 15.97 _ 13.96 

10.80 _ 9J9 _ 10.50 _9J53_ 10.37 _ 11.22 _ 10.42 _ 10.70 _ 10.45 _ 8.15 

17.45 _ 16.43 _ 16.46 _ 15.88 _ 15.44 _ 16.18 _ 16.70 _ 16.23 _ 15.90 _ 13.85 

11.85 _ 11.45 _ 11.61 _ 10.98 _ 10.28 _ 11.43 _ 11.60 _ 11.80 _ 11.80 _ 9.48 

28.38 _ 28.33 _ 28.45 _ 29.29 _ 28.26 _ 28.22 _ 26.39 _ 28.16 _ 28.15 _ 27.11 

29.68 _ 29.45 _ 29.52 _ 29.98 _ 28.50 _ 29.45 _ 29.31 _ 29.38 _ 29.43 _ 27.04 

48.00 ~ 48.22 ' 48.00 ~ 48.60 ~ 47.58 46.69 47.07 46.25 ~ 46.05 

31.70 _ 31.89 _ 30.55 _ 30.15 _ 29.70 _ 29.32 _ 28.82 _ 28.47 _ 27.99 _ 25.90 

33.30 _ 33.45 _ 33.36 _ 30.35 _ 31.48 _ 31.25 _ 31.47 _ 30.85 _ 30.30 _ 29.60 

43.90 _ 43.92 _ 43.32 _ 43.75 _ 43.12 _ 42.57 _ 42.64 _ 42.87 _ 41.70 _ 40.48 

30.00 26.98 29.41 28.91 29.22 29.26 28.85 28.90 28.55 25.88 



13.45 _ 12.31 _ 12.24 _ 11.09 _ 11.91 _ 14.36 _ 10.45 _ 14.10 _ 13.50 

20.38 _ 21.84 _ 21.94 _ 22.23 _ 19.76 _ 19.90 _ 21.15 _ 19.85 _ 19.81 _ 19.65 

13.46 15.10 13.23 13.12 14.66 13.64 14.80 14.69 13.70 14.80 


_ 15.41 _ 15.05 _ 15.16 

_L77_234_233_ 2.45 

_ 22.65 _ 22.77 _ 23.32 

28.67 _ 23.35 _ 25.70 _ 24.28 _ 25.93 _ 26.54 _ 26.70 _ 25.84 _ 25.45 _ 

26.95 _ 27.05 _ 28.33 _ 27.99 _ 28.09 _ 27.85 _ 28.00 _ 28.04 _ 27.77 _ 22.37 

31.60 _ 30.71 _ 31.20 _ 31.00 _ 30.80 _ 30.50 _ 30.31 _ 30.24 _ 29.78 _ 29.50 

46.50 _ 47.44 _ 45.40 _ 47.54 _ 47.37 _ 47.76 _ 47.21 _ 47.27 _ 

12.08 _ 12.54 _ 11.44 _ 10.97 _ 10.23 _ 10.37 _ 11.00 _ 10.85 

49.80 _ 49.83 _ 54.35 _ 52.03 _ 50.89 _ 50.03 _ 50.12 _ 49.98 _ 49.70 _ 49.50 

_L19_Z14_084_ 137 _ 230 _L10_ 1.02 

9.75 _017_738_739_073_ 

22.04 _ 18.38 _ 17.02 _ 17.46 _ 20.62 _ 16.48 _ 17.95 _ 19.39 

40.70 _ 40.85 _ 41.85 _ 42.85 _ 40.00 _ 41.12 _ 39.86 _ 39.89 _ 39.76 _ 39.65 

21.24 _ 20.82 _ 20.47 _ 20.27 _ 20.36 _ 20.50 _ 20.77 _ 20.74 _ 20.45 

45.50 _ 45.12 _ 45.32 _ 45.18 _ 46.21 _ 45.60 _ 46.65 _ 45.24 _ 45.32 _ 43.50 

35.90 _ 35.52 _ 36.22 _ 44.81 _ 35.48 _ 34.80 _ 34.65 _ 34.82 _ 34.65 _ 34.07 

21.70 _ 21.19 _ 21.38 _ 23.48 _ 20.53 _ 25.71 _ 21.54 _ 20.60 _ 20.59 _ 

3.90 3.70 2.01 3.30 3.64 3.80 3.65 2.92 3.17 3.58 


37.71 37.24 37.82 37.90 38.08 38.33 38.68 38.78 39.03 37.77 



36.15 _ 35.92 _ 36.16 _ 35.74 _ 35.80 _ 36.05 _ 35.64 _ 36.40 _ 36.65 _ 34.50 

40.18 _ 39.82 _ 38.56 _ 38.80 _ 39.19 _ 39.30 _ 39.67 _ 38.48 

37.98 _ 37.23 _ 37.54 _ 37.42 _ 37.64 _ 37.76 _ 39.01 _ 36.90 _ 38.20 _ 36.18 

31.91 31.84 31.89 31.83 32.00 32.07 32.00 31.53 32.03 30.95 



_ 58.98 _ 57.76 _ 56.10 

53.43 _ 50.49 _ 51.81 _ 52.45 _ 53.20 _ 54.00 _ 54.50 _ 56.80 _ 

~ I 50.56 51.03 


53.20 

50.44 

53.42 

51.30 

51.68 

52.40 

53.08 

54.09 

56.00 


28.63 

26.99 

27.50 

27.77 

28.60 

29.22 

30.60 

30.80 

31.73 

33.02 

















































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































S No Well Code 


44L-2B3 


Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 


44L-3C5 


44L-3C7 


44L-2C11 


44L-3B4 


44L-3C10 


44L-2B1 


44L-3B1A 


44L-1B2 


44L-3C1A 


45I-2D1 


44P-1A2 


44L-1D2 


44L-1D1 


44P-2A1 


44L-2D10 


44L-2D1 


44P-2B4 


44G-4D6 


44G-4D8 


44G-4C2 


44G-4D3 


44G-4D5 


44H-1D4 


44G-4D10 


440-4B1 


440-4A3 


44P-1A1 


440-4A4 


44K-3C3 


44K-2A2 


44K-4C1 


44K-4C2 


44K-4B1 


44L-1B1 


44K-4B4 


44L-1A2 


44K-4C3 


44K-4B5 


44K-4C4 


44L-1B3 


44K-4D1 


44L-1A1 


44K-4B3 


44K-4D2 


44K-3B1 


440-4A5 


44P-4B8 


44P-4A1 


44P-4A1A 


44P-4A4 


44P-4B6A 


44P-3B1 


44P-3A4 


44P-4D8 


44P-4D5 


44P-4D13 


44P-4D13A 


44P-4C2 


44P-4C2A 


44P-4C5 


44P-3C4 


44P-4C7A 






































































































































































































































































































































































































































































































































































































































































































































































































































































SNo 

Well Code 

Village 

98 

44P-4B20 

JAISINGHPURA 

99 

44P-4B1 

JHUNJHUNU 

100 

45M-1B2A 

MANDASI SANGASI 

101 

44P-4A2 

MANDAWA 

102 

44P-4A2A 

Mandawa 

103 

44P-4B7 

NARSINGHPURA 

104 

44P-4C6A 

JASRAPURA 

105 

44P-4D10 

MAKRO 

106 

44P-4B2 

DIGHAL 

107 

44P-1B5 

JHAJHAR 

108 

45M-1A4A 

MUKUNDGARH 

109 

45M-1B4A 

TITANWAR 

110 

44P-3C1 

PILANI 

111 

44P-3D1 

PIPLI 

112 

44P-3C3A 

SURAJGARH 

113 

45M-1B3A 

RAGHUNATHPURA 

114 

45M-2B5 

UDAIPUR WATI 

115 

44P-3C5 

Devroad 

116 

44P-3C8 

Dulania 

117 

44P-4C8 

Khudana 

118 

44P-4C9 

Lakhu 

119 

44P-3C7 

Likua 

120 

44P-4B3 

Math 

121 

44P-3C6 

Morwa 

122 

45M-1B1 

Nawalgarh 

123 

44P-4A10A 

BALODH 

124 

44L-4D16 

DEWAS 

125 

45I-1D2 

FATEHPUR 

126 

44L-4D9 

ROHALSOBHSAR 

127 

44L-4D2A 

ROOKANSAR 

128 

44P-4A3 

TAJSIR 

129 

45M-1A8 

ALAKHPURA 

130 

45M-1A7A 

BALARAN 

131 

45M-1A9 

CHINCHAS 

132 

45I-1D18A 

JAJOD 

133 

45M-1A2A 

Lachhmangarh 

134 

45M-2A8A 

KATRATHAL 

135 

45M-1A10 

Bau 

136 

45I-1D3 

Datunjala 

Sub Basin: Sub 4 

1 

44H-4D8 

ASERAN 

2 

44D-3B1 

BALLAR 

3 

44H-4B5 

BEECHWAL 

4 

44D-3C1 

DANTOR 

5 

45E-1B1A 

DESHNOKH 

6 

44D-3C5 

GANESHWALI 

7 

44H-4C3 

GUSAISAR 

8 

44H-3A2 

JALWALI 

9 

45E-1B3 

KALYANSAR 

10 

44H-4B3 

KARMISAR 

11 

44H-3A4 

KARNISAR 

12 

44H-3B1 

KASTURIA 

13 

44H-4B1 

KHARA 

14 

44H-4A4 

KODAMDESAR 

15 

44H-3A1 

LAKHUSAR 

16 

45E-1CI 

NAPASAR 

17 

45E-1B4A 

PALANA 

18 

44D-2D1 

PUGAL 

19 

44H-4B6 

RAISAR 

20 

44D-3C4 

RAMARA 

21 

44H-4A5 

SOBHASAR 

22 

45E-1B5 

UDAIRAMSAR 



1988 

1989 

1990 

1991 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 


41.11 41.17 42.00 41.33 41.38 41.50 41.80 41.80 42.03 


44.50 


43.84 43.70 44.40 44.25 44.18 44.29 44.52 44.77 44.43 44.65 44.85 44.82 44.97 






19.10 

19.43 

82.25 

84.90 

20.21 

20.06 


83.84 

84.24 

86.20 

83.34 

48.27 

48.22 

48.26 

48.36 

72.05 

71.90 

72.10 

71.88 



50.39 

50.10 

49.70 

41.24 

41.15 

41.25 

61.36 

61.00 

61.10 


47.23 

47.21 

47.20 

47.14 

80.80 

78.86 

87.92 

80.42 




84.18 

84.20 

48.00 

48.10 



47.02 

46.95 

79.50 

80.00 




























































































































































































































































































































































































































































































S No Well Code 


44P-4B20 


44P-4B1 


45M-1B2A 


44P-4A2 


44P-4A2A 


44P-4B7 


44P-4C6A 


44P-4D10 


44P-4B2 


44P-1B5 


45M-1A4A 


45M-1B4A 


44P-3C1 


44P-3D1 


44P-3C3A 


45M-1B3A 


45M-2B5 


44P-3C5 


44P-3C8 


44P-4C8 


44P-4C9 


44P-3C7 


44P-4B3 


44P-3C6 


45M-1B1 


44P-4A10A 


44L-4D16 


45I-1D2 


44L-4D9 


44L-4D2A 


44P-4A3 


45M-1A8 


45M-1A7A 


45M-1A9 


45I-1D18A 


45M-1A2A 


45M-2A8A 


45M-1A10 


45I-1D3 


Basin: Sub 


Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 








































































































































































































































































































































































































































































































































































































































































































































































































S No Well Code 2002 2003 2004 2005 2006 2007 2008 2009 2010 


Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post 

Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 


98 44P-4B20 41.87 41.82 42.25 41.95 42.42 42.65 42.99 43.26 43.52 43.70 43.95 44.25 44.43 44.55 46.25 45.90 46.65 45.85 


99 44P-4B1 55.52 55.15 55.45 58.08 56.17 56.60 62.20 57.70 57.87 58.15 59.28 59.55 61.97 60.25 62.85 61.55 62.95 62.85 


100 45M-1B2A 47.19 47.50 47.67 47.88 48.17 48.43 48.86 49.06 49.47 49.75 50.15 50.38 50.71 50.93 51.32 51.70 52.39 52.44 


101 44P-4A2 


102 44P-4A2A 40.15 39.60 39.70 40.81 41.27 40.32 40.02 40.34 40.80 40.68 42.01 42.10 42.05 41.40 41.48 42.07 


103 44P-4B7 


104 44P-4C6A 38.92 38.69 39.49 38.60 39.05 39.25 39.77 39.69 42.09 


105 44P-4D10 


106 44P-4B2 46.39 46.37 46.57 46.59 46.87 46.98 47.24 47.51 47.97 48.24 48.71 48.95 49.26 49.17 62.87 50.34 50.60 50.67 


107 44P-1B5 


108 45M-1A4A 44.01 44.24 45.00 45.02 45.30 45.72 46.05 46.28 48.00 46.75 47.05 47.23 47.42 47.86 48.05 48.43 


109 45M-1B4A 


110 44P-3C1 57.16 58.51 60.76 58.08 58.36 60.53 59.16 59.75 59.01 60.30 60.41 60.76 61.36 62.76 68.00 66.51 65.98 62.06 


111 44P-3D1 53.00 53.50 55.50 55.12 55.96 57.13 58.09 58.83 58.20 60.06 60.70 61.34 62.02 62.58 63.90 63.23 66.59 64.50 


112 44P-3C3A 48.16 48.91 51.48 49.96 50.80 51.42 52.26 53.36 60.11 57.82 


113 45M-1B3A 


114 45M-2B5 34.45 35.25 


115 44P-3C5 _ 60.83 _ 62.64 _ 63.63 _ 64.16 _ 66.36 _ 65.62 _ 66.65 _ 67.50 


116 44P-3C8 65.48 67.83 67.50 


117 44P-4C8 51.13 54.97 51.13 57.29 58.25 58.96 59.12 60.85 61.93 62.30 


118 44P-4C9 _ 56.59 _ 56.90 _ 56.59 _ 58.07 _ 59.12 _ 59.70 _ 60.54 _ 61.65 _ 62.50 _ 62.93 _ 64.63 _ 70.45 


119 44P-3C7 59.14 60.79 61.85 62.21 65.23 63.05 65.05 65.00 


120 44P-4B3 _ 45.35 _ 46.87 _ 52.14 _ 47.12 _ 47.52 _ 43.93 _ 48.10 _ 48.20 


121 44P-3C6 _ 63.93 _ 65.68 _ 66.51 _ 67.19 _ 70.54 _ 67.76 _ 70.75 _ 70.60 


122 45M-1B1 53.90 55.42 59.24 58.73 61.00 62.80 


123 44P-4A10A 39.17 38.82 38.86 38.92 39.00 39.04 39.09 39.16 39.20 39.30 39.34 39.42 39.43 39.49 37.50 39.59 39.65 52.00 


124 44L-4D16 


125 45I-1D2 38.39 37.77 38.27 38.30 39.45 40.75 39.32 40.17 42.53 43.20 42.77 44.92 44.95 42.37 48.69 49.56 47.29 


126 44L-4D9 35.29 35.02 35.10 34.80 34.92 35.01 35.06 36.00 35.18 35.33 35.28 35.30 39.30 35.57 35.47 35.56 35.45 


127 44L-4D2A 28.98 28.36 28.41 28.92 28.53 28.63 28.71 28.76 28.86 28.96 29.07 29.37 29.26 29.94 29.43 30.03 31.18 29.69 


128 44P-4A3 


129 45M-1A8 


130 45M-1A7A 41.74 41.97 42.37 42.60 42.97 43.24 47.61 43.83 44.87 44.52 44.90 45.23 45.75 46.08 46.52 47.00 48.73 56.87 


131 45M-1A9 46.15 45.93 45.98 46.18 41.30 46.28 46.50 46.59 46.73 46.85 47.03 47.15 47.34 47.47 47.67 48.18 48.79 47.99 


132 45I-1D18A 47.94 48.18 48.45 48.43 48.67 48.80 48.96 49.07 49.41 49.26 49.47 49.55 49.70 49.83 49.13 50.32 50.52 50.28 


133 45M-1A2A 50.33 55.47 53.50 51.40 52.15 52.33 54.32 54.47 55.10 55.62 56.02 56.87 57.98 56.80 58.56 59.08 


134 45M-2A8A 56.05 58.04 58.68 59.76 60.44 61.48 62.24 62.84 63.32 64.08 64.92 66.18 66.32 72.41 71.50 74.56 68.56 


135 45M-1A10 55.12 49.70 56.33 57.12 57.70 59.26 59.96 60.85 61.44 62.28 62.63 


136 |45I-1D3 I I I I I I I III 48.38 49.60 50.03 50.20 50.80 50.78 51.13 51.22 


Sub Basin: Sub 


1 44H-4D8 


2 44D-3B1 


3 44H-4B5 82.65 82.44 82.69 82.44 82.42 82.45 81.60 82.33 82.31 


44D-3C1 14.88 14.95 14.37 14.26 14.16 14.95 13.84 13.73 13.55 13.43 13.18 15.02 13.16 13.80 12.75 12.90 12.82 


5 45E-1B1A 110.20 109.20 109.38 109.40 109.55 109.97 109.68 109.75 110.20 110.10 110.43 110.59 111.89 111.22 110.77 110.80 111.00 111.20 


6 44D-3C5 


7 44H-4C3 


8 44H-3A2 46.71 45.14 44.86 45.34 44.90 46.02 


9 45E-1B3 86.75 84.35 87.97 86.50 88.34 89.03 89.50 90.60 90.83 90.90 92.10 92.89 93.23 93.55 94.51 98.60 95.75 95.75 


10 44H-4B3 77.50 77.38 70.48 76.16 72.12 72.27 70.92 71.70 70.98 70.64 71.28 71.21 70.36 69.68 70.11 69.28 68.73 


11 44H-3A4 47.87 74.71 


12 44H-3B1 27.15 34.77 34.63 34.47 35.08 34.15 34.64 34.00 34.10 34.20 24.17 33.90 34.30 33.76 33.67 33.70 34.35 34.30 


13 44H-4B1 53.63 52.42 11.24 52.72 52.74 52.21 52.11 52.17 52.07 52.09 51.92 52.27 52.63 51.67 51.67 51.55 51.57 51.57 


14 44H-4A4 75.66 75.63 76.30 75.77 75.69 75.70 76.54 75.75 75.90 75.88 75.75 75.73 76.10 78.00 75.65 78.76 75.70 75.73 


15 44H-3A1 45.27 44.29 44.20 44.15 44.02 43.92 43.68 43.79 43.84 43.65 43.55 43.53 45.66 43.72 39.23 45.70 


16 45E-1CI 80.40 78.11 78.11 78.16 79.76 77.85 82.14 77.29 79.11 77.01 76.99 78.41 77.41 78.26 78.61 76.81 79.01 79.06 


17 45E-1B4A 106.07 105.60 107.61 106.17 106.71 105.99 104.14 70.82 


18 44D-2D1 


19 44H-4B6 75.11 74.07 74.03 73.88 74.50 74.04 73.54 74.05 74.00 74.43 74.13 74.18 74.90 74.83 74.38 74.23 74.65 74.50 


20 44D-3C4 


21 44H-4A5 63.70 62.64 62.65 58.68 62.58 62.87 62.56 62.43 62.41 63.60 62.65 61.90 59.12 38.86 24.04 30.20 24.00 23.57 


22 45E-1B5 84.70 85.07 84.30 85.30 















































































































































































































































































































































































































































































































































































































































































































































































































SNo 

Well Code 

Village 

23 

44L-4A2 

ADASAR 

24 

45I-1A1 

BANA 

25 

44L-4A1 

DUNGARGARH 

26 

44H-4D4 

GUSAISAR 

27 

44H-4D5 

JODHASAR 

28 

44H-4D1 

LAKHASAR 

29 

44H-3D3 

LODERA 

30 

44H-4C2 

SERUNA 

31 

44L-4A3A 

THUKRIAWAS 

32 

44L-4A10 

KITALSAR 

33 

44D-3D1 

AMARPURA 

34 

45A-1C1 

BAJJU 

35 

45E-1A3 

BHOLASAR 

36 

45A-1C2 

BITHNOK 

37 

45A-1D1 

DIYATRA 

38 

45A-1D5 

DIYATRA 

39 

45E-1A2 

GAJNER 

40 

45A-1C4 

GARIYALA 

41 

45A-1C4A 

Gariyala 

42 

45A-1B2 

GODU 

43 

45A-1D4 

GOLERI 

44 

44D-3B3A 

JAGGASAR 

45 

45A-1D2A 

KOLAYAT 

46 

45A-1D3 

MADHOGARH 

47 

44D-4B1 

MANKASAR 

48 

45A-1B1 

MODAYAT 

49 

45E-2A1 

PITHRASAR 

50 

44D-4A1 

RANJITPURA 

51 

44D-3B2 

TANWAR WALA 

52 

44H-3B4 

BHAMANWALI 

53 

44H-3C2 

DHIRERA 

54 

44H-3D2 

KALU 

55 

45E-2B2 

BHAMATSAR 

56 

45E-2D2 

JASRASAR 

57 

45E-2C1A 

KAKRA 

58 

45E-2B1A 

NOKHA 

59 

45E-1B2 

RASISAR 

60 

45E-1D1 

SADHSAR 

61 

45E-2C4 

SINDHU 

62 

45E-1B6 

SURDHANA 

63 

45E-1B7 

Ambasar 

64 

45A-1C3 

Bajju (tejpuraO 

65 

45A-1C2A 

Bithnok 

66 

44D-3C3 

Devli Talai 

67 

44H-2C2A 

Dhirera 

68 

45A-1D6 

Jhajhu 

69 

44H-3D2A 

Kalu 

70 

44H-1D2A 

Mahajan 

71 

45A-1C5 

Manju Ki Dhani 

72 

44D-4A1A 

Ranjitpura 

73 

45I-1C2 

BHOJASAR 

74 

45I-1C4 

KANWARI 

75 

44L-4C23 

LOHA 

76 

44L-4C23A 

Loha 

77 

44L-4C16 

PAYALI 

78 

45I-1C1 

PERIHARA 

79 

44L-4B1A 

RAJALDESAR 

80 

44L-4C2 

RATANGARH 

81 

44L-4C2A 

Ratangarh 

82 

44L-4C5 

Sangasar 

83 

44L-3B6 

BHADASAR 

84 

44L-2B2 

BHOJRASAR 

85 

45I-2C3 

BHIMSERKI PEAU 


Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 



59.14 

59.24 

59.51 

38.48 

37.10 

38.70 




59.17 

59.02 

37.75 

38.85 




74.96 

75.05 

74.92 

74.83 

74.82 

37.43 

33.60 

32.15 

31.50 

30.10 

40.63 

40.85 

40.82 

40.05 

42.40 


55.54 

54.82 

55.19 

55.90 

55.44 

55.00 

55.15 

55.10 

55.26 

96.67 

96.65 

97.12 

96.88 

97.45 

96.95 

97.17 

97.12 

97.88 



34.78 

35.45 

83.05 

82.46 



30.86 

31.65 

23.47 

23.40 




38.67 

38.89 

38.70 

38.88 

38.79 

39.06 

38.70 

39.05 

38.95 

38.94 

38.77 

40.08 

40.26 

22.67 

22.89 

22.88 

22.84 

22.92 

21.19 

22.82 

21.80 

22.92 

23.05 

23.10 

22.99 

21.79 



53.44 

53.42 

57.10 

58.05 

19.40 

19.66 










































































































































































































































































































































































































































































































































S No Well Code 


44L-4A2 


Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 


45I-1A1 


44L-4A1 


44H-4D4 


44H-4D5 


44H-4D1 


44H-3D3 


44H-4C2 


44L-4A3A 


44L-4A10 


44D-3D1 


45A-1C1 


45E-1A3 


45A-1C2 


45A-1D1 


45A-1D5 


45E-1A2 


45A-1C4 


45A-1C4A 


45A-1B2 


45A-1D4 


44D-3B3A 


45A-1D2A 


45A-1D3 


44D-4B1 


45A-1B1 


45E-2A1 


44D-4A1 


44D-3B2 


44H-3B4 


44H-3C2 


44H-3D2 


45E-2B2 


45E-2D2 


45E-2C1A 


45E-2B1A 


45E-1B2 


45E-1D1 


45E-2C4 


45E-1B6 


45E-1B7 


45A-1C3 


45A-1C2A 


44D-3C3 


44H-2C2A 


45A-1D6 


44H-3D2A 


44H-1D2A 


45A-1C5 


44D-4A1A 




































































































































































































































































































































































































































































































































































































































































































































































































S No Well Code 


44L-4A2 


Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 


45I-1A1 


44L-4A1 


44H-4D4 


44H-4D5 


44H-4D1 


44H-3D3 


44H-4C2 


44L-4A3A 


44L-4A10 


44D-3D1 


45A-1C1 


45E-1A3 


45A-1C2 


45A-1D1 


45A-1D5 


45E-1A2 


45A-1C4 


45A-1C4A 


45A-1B2 


45A-1D4 


44D-3B3A 


45A-1D2A 


45A-1D3 


44D-4B1 


45A-1B1 


45E-2A1 


44D-4A1 


44D-3B2 


44H-3B4 


44H-3C2 


44H-3D2 


45E-2B2 


45E-2D2 


45E-2C1A 


45E-2B1A 


45E-1B2 


45E-1D1 


45E-2C4 


45E-1B6 


45E-1B7 


45A-1C3 


45A-1C2A 


44D-3C3 


44H-2C2A 


45A-1D6 

















































































































































































































































































































































































































































































































































































































































































































































































SNo 

Well Code 

Village 

86 

45I-1B2 

BIDASAR 

87 

45I-1B1 

CHAPAR 

88 

45I-2C4 

Dhan 

89 

44L-2B4 

GULERIYA 

90 

45I-1C3 

Khuri 

91 

45I-2C1 

SALASAR 

92 

45I-2B2 

SUJANGARH 

93 

45I-2B17 

BAN KALI A 

94 

45I-2B1 

LADNU 

95 

45F-2D1 

BHAKALIAWAS 

96 

45M-2A6A 

BAJOR 

97 

45I-2D7 

BINJYASI 

98 

45M-2A4A 

DHOD 

99 

45M-2A3A 

RASHIDPURA 

100 

45I-2D16A 

SEWAD BARI 

101 

45I-2D9 

SHAHPURA 

102 

45I-2D8 

GHANA 

103 

45I-2D1B 

NECHWA 

104 

45M-2A7A 

GOKALPURA 

105 

45M-2A5 

KUDU 

106 

45M-2B6A 

PIPRALI 

107 

45M-2B7 

Dhudhwalo Ka Bas 

108 

45I-2D3 

Garoda 

109 

45M-2B8 

Goriya 

110 

45M-2A9 

Nani 

111 

45M-2A10 

Sabalpura 


Basin: Sub 


Pre 

Monsoon 


1 

45A-1A1 

CHARANWALA 

2 

45A-2C1 

NOKHRA 

3 

45A-2A1 

BHIKAMPUR 

4 

45E-3B1 

DHORAWAS 

5 

45E-3B2 

KAKKU 

6 

45E-2B3 

Kanwalisar 

7 

45I-2A1 

BAMBOO 

8 

45E-2D1 

KATAR BARI 

9 

45I-1A2 

SONIASAR 

10 

40M-3C4 

AJASAR 

11 

40M-2D2 

AWAI 

12 

40I-4D5 

BAISHAKHI 

13 

40I-4D2 

BARAMSAR 

14 

40N-1A4 

BARORA GAON 

15 

40N-1A3 

BASINPUR 

16 

40M-3D1 

BHADRIAS 

17 

40N-1A2 

BHADUREGAON 

18 

45A-2A3 

BITHE KA GAON 

19 

40I-3D2 

BOA 

20 

45A-3A1 

BORANA 

21 

40N-1B1A 

CHANDAN 

22 

40I-4D6 

CHODHARIYA 

23 

40I-4D1 

DEVA 

24 

40N-1B5 

DHAISAR 

25 

40M-3C3 

DIDU 

26 

40N-1B4 

DILASAR 

27 

40I-3B1 

GAMNEWALI 

28 

40J-1D1 

JAISALMER 

29 

40M-2D1 

KUI 

30 

40I-4D7 

LANELA 

31 

40I-1D2 

MOOLSAGAR 

32 

40M-3C1 

NACHNA 

33 

40I-3D1 

NEDAI 

34 

45A-2A2 

NEWEATA 

35 

45A-2B1 

NOKH 


Post 

Monsoon 


1985 


Pre 

Monsoon 


Post 

Monsoon 


Pre 

Monsoon 


Post 

Monsoon 


Pre 

Monsoon 


Post 

Monsoon 






1988 

1989 

1990 

1991 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 




77.55 

77.55 

77.66 

77.70 

77.50 

43.12 

44.51 

41.12 

44.80 

41.88 


42.22 

44.47 

42.32 

52.51 

51.60 

51.12 

48.50 

48.37 

48.09 





40.07 

40.00 

22.59 

22.10 


3.29 

4.42 

70.97 

72.09 

54.87 

54.96 

10.46 

9.96 

68.36 

68.32 


31.92 

31.93 

62.53 

62.45 

34.97 

35.03 

54.77 

54.76 

64.10 

63.95 

41.30 

41.49 

19.40 

19.12 

















































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































S No Well Code 


45I-1B2 


45I-1B1 


45I-2C4 


44L-2B4 


45I-1C3 


45I-2C1 


45I-2B2 


45I-2B17 


45I-2B1 


45F-2D1 


45M-2A6A 


45I-2D7 


45M-2A4A 


45M-2A3A 


45I-2D16A 


45I-2D9 


45I-2D8 


45I-2D1B 


45M-2A7A 


45M-2A5 


45M-2B6A 


45M-2B7 


45I-2D3 


45M-2B8 


45M-2A9 


45M-2A10 


Basin: Sub 


45A-1A1 


45A-2C1 


45A-2A1 


45E-3B1 


45E-3B2 


45E-2B3 


45I-2A1 


45E-2D1 


45I-1A2 


40M-3C4 


40M-2D2 


40I-4D5 


40I-4D2 


40N-1A4 


40N-1A3 


40M-3D1 


40N-1A2 


45A-2A3 


40I-3D2 


45A-3A1 


40N-1B1A 


40I-4D6 


40I-4D1 


40N-1B5 


40M-3C3 


40N-1B4 


40I-3B1 


40J-1D1 


40M-2D1 


40I-4D7 


40I-1D2 


40M-3C1 


40I-3D1 


45A-2A2 


45A-2B1 


2002 

2003 

2004 

2005 

2006 

2007 

2008 

2009 

2010 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 


12.68 13.87 


10.71 9.77 


41.80 31.26 


7.05 


14.19 15.90 


10.07 9.74 


12.62 12.60 


10.43 10.06 


14.44 13.74 


16.82 10.86 


31.24 31.13 


5.66 


31.83 31.50 


5.08 















































































































































































































































































































































































































































































































































































































































































































































































SNo 

Well Code 

Village 

36 

40M-3B1 

PINODH 

37 

40N-1A7 

SAGON Kl DHANI 

38 

40N-1A1 

SANWALA 

39 

40M-3C2 

SATAYA 

40 

40M-4B1A 

SODAKAR 

41 

40J-1C2 

DAMODRA 

42 

40J-2A1 

DHANANA 

43 

40I-1B5 

KHARA TOBA 

44 

40I-2A2 

LONGEWALA 

45 

40J-3B1 

MIAZLER 

46 

40I-1B1 

TANOT 

47 

40N-1D2 

CHACHA 

48 

40N-1C1 

GUDI KATALA 

49 

40N-1D3 

KALEWA 

50 

40M-4C1A 

LATHI 

51 

45B-1A1 

LAWAN 

52 

40M-4D1 

LOHARKI 

53 

40N-2C4 

LUNA KALAN 

54 

40N-2C3 

MADASAR 

55 

40N-3B2 

OLA 

56 

40N-2C5 

RAJGARH 

57 

40M-4C4 

SRIBHADRIA 

58 

40N-3D5 

THERAN Kl DHANI 

59 

40N-1A8 

Bhojka 

60 

40M-4D2 

Chandsar 

61 

40N-2D2 

Dantal 

62 

40I-1B6 

Khariakua 

63 

40J-3B3 

Maizalar 

64 

45A-2B2 

Nokh 

65 

40N-3B7 

Ola 

66 

40J-3B4 

Phulia 

67 

40M-2C5 

Sataya 

68 

45A-3B2 

BAP 

69 

45A-3B3 

BARI DHANI 

70 

45A-4B5 

GHATOR 

71 

45A-3B1 

KANGIKSIRDI 

72 

45A-4B6 

MANCHITA 

73 

45A-4D1 

ALU 

74 

45A-4A1 

KALPAN 

75 

45A-4B3 

KHICHAN 

76 

45B-1B1 

KOLU 

77 

45A-4B2 

MOKHERI 

78 

45A-4C1 

MORIYA 

79 

45A-4B1 

PHALODI 

80 

45B-1B3 

PILWA 

81 

45I-3B18 

BANTHRI 

82 

45I-3C10 

BARI CHHABRI 

83 

45I-4B2 

CHHOTI KHATU 

84 

45I-3C6 

DAULATPURA 

85 

45I-3C1 

DIDWANA 

86 

45I-3B1 

KERAP 

87 

45I-3C8 

KICHAK 

88 

45I-3B13 

KOLIA 

89 

45I-3D2A 

NIMOD 

90 

45I-3C4 

PADMANIWAS 

91 

45I-3C5 

RAGHUNATHPURA 

92 

45I-3C3 

SINGHANA 

93 

45E-3D2 

DEH 

94 

45I-4A4 

JAYAL 

95 

45I-4B1 

KATOTI 

96 

45I-4A2 

PHAROD 

97 

45E-4D2 

ROL 

98 

45I-3A2 

SONELI 


Pre 

Monsoon 


Post 

Monsoon 


1985 


Pre 

Monsoon 


Post 

Monsoon 


Pre 

Monsoon 


Post 

Monsoon 


Pre 

Monsoon 


Post 

Monsoon 


1988 


Pre 

Monsoon 


Post 

Monsoon 


1989 


Pre 

Monsoon 


Post 

Monsoon 










Pre 

Monsoon 


Post 

Monsoon 










1991 


Pre 

Monsoon 



Post 

Monsoon 


53.69 


66.14 


34.73 

































































































































































































































































































































































































































































































































































































































































S No Well Code 


40M-3B1 


40N-1A7 


40N-1A1 


40M-3C2 


40M-4B1A 


40J-1C2 


40J-2A1 


40I-1B5 


40I-2A2 


40J-3B1 


40I-1B1 


40N-1D2 


40N-1C1 


40N-1D3 


40M-4C1A 


45B-1A1 


40M-4D1 


40N-2C4 


40N-2C3 


40N-3B2 


40N-2C5 


40M-4C4 


40N-3D5 


40N-1A8 


40M-4D2 


40N-2D2 


40I-1B6 


40J-3B3 


45A-2B2 


40N-3B7 


40J-3B4 


40M-2C5 


45A-3B2 


45A-3B3 


45A-4B5 


45A-3B1 


45A-4B6 


45A-4D1 


45A-4A1 


45A-4B3 


45B-1B1 


45A-4B2 


45A-4C1 


45A-4B1 


45B-1B3 


Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 




45I-4A4 


45I-4B1 


45I-4A2 


45E-4D2 


45I-3A2 























































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































SNo 

Well Code 

Village 

99 

45I-4A5 

TARNU 

100 

45I-2C2 

SANWARD 

101 

45F-1A1 

BIRLOKHA 

102 

45F-1B1 

KHIMSAR 

103 

45E-4B3 

MADPURA 

104 

45E-4D1 

MUNDWA 

105 

45F-1B3 

NAGARI 

106 

45F-1D1 

RUN 

107 

45E-4D3 

AMARPURA 

108 

45E-3C1 

BARANI 

109 

45E-3C2 

CHILO 

110 

45E-4B2 

DEU 

111 

45E-4B1 

GURHA 

112 

45E-3D1 

HARIMA 

113 

45E-4D5 

NAGAUR 

114 

45E-4A2 

PANCHORI 

115 

45I-2B3 

Kolia 

116 

45E-4D6 

Nagaur 

117 

45M-3A1A 

KARANPURA 

118 

45I-3D1A 

LOSAL 

Sub Basin: Sub 5 

1 

40K-2D2 

BACHHBAR 

2 

40K-1D2 

BALEWA 

3 

40O-1A1 

DERASAR 

4 

40O-2A3 

KHARIN 

5 

40O-1A3 

NAND 

6 

40K-2D3 

RAMSAR 

7 

40K-2D1 

SELAU 

8 

40O-1A4 

SIHANI 

9 

40O-1A5 

SUTHARON Kl DHA 

10 

40K-3D2A 

GHONIA 

11 

40K-3D3 

SIYAGA TALA 

12 

40J-4A1A 

SUNDRA 

13 

40J-4C1 

BHUKAPUR 

14 

40K-2C1 

GADRA ROAD 

15 

40J-4D1 

JAWANSINGHKIBER 

16 

40N-4A2 

MUNGERIA 

17 

40K-1B1 

NAPAT 

18 

40K-1A1 

PANCHLA 

19 

40K-1D1 

REDANA 

20 

40K-1C1 

SAILON 

21 

40M-4A1 

HAMIRA 

22 

40N-3A1 

FATEHGARH 

23 

40I-2B2 

GAJESINGH KATAR 

24 

40I-3B1A 

GAMANEWALA 

25 

40I-1B2 

GHANTIYALI 

26 

40I-1B2A 

GHANTIYALI 

27 

40I-3A1 

GOTARU 

28 

40I-4C1 

HABOOR 

29 

40J-4D2 

JHINJHINIYALI 

30 

40I-2B3 

KARTHAI 

31 

40J-2C1 

KHURI 

32 

40I-4B1 

KHUYIALA 

33 

40I-1C1 

KISHANGARH 

34 

40I-4C2 

KUCHERI 

35 

40I-1B3 

KURIA 

36 

40N-2B1 

LAKHASAR 

37 

40I-2A2A 

LONGEWALA 

38 

40I-2A2B 

LONGEWALA 

39 

40N-2B7 

MERAJA 

40 

40I-2B6 

NATHU KA BERA 

41 

40I-3A2 

NIHALKHAN Kl DHANI 


1984 

1985 

1986 

1987 

1988 

1989 

1990 

1991 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 




80.05 


105.20 



80.10 

80.05 

80.03 

80.05 

105.35 

105.25 

105.48 

103.40 

16.54 

16.68 

17.25 

16.93 

25.99 

23.08 


19.70 

72.87 

72.86 

72.80 

72.85 

45.67 

45.70 

43.78 

45.70 



101.80 

101.84 

44.72 

44.70 




16.80 

16.75 

17.66 

16.60 

16.58 

22.97 

27.55 

26.27 

25.41 

24.33 


33.82 


105.25 


33.80 


105.18 


80.10 


106.26 




16.50 

16.40 

16.47 

24.45 

26.31 

27.21 

33.79 

33.77 

35.85 

105.80 


105.53 

36.84 

36.70 

36.90 

41.56 

41.82 

42.06 




































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































S No Well Code 


45I-4A5 


45I-2C2 


45F-1A1 


45F-1B1 


45E-4B3 


45E-4D1 


45F-1B3 


45F-1D1 


45E-4D3 


45E-3C1 


45E-3C2 


45E-4B2 


45E-4B1 


45E-3D1 


45E-4D5 


45E-4A2 


45I-2B3 


45E-4D6 


45M-3A1A 


45I-3D1A 


Basin: Sub 


40K-2D2 


40K-1D2 


40O-1A1 


40O-2A3 


40O-1A3 


40K-2D3 


40K-2D1 


40O-1A4 


40O-1A5 


40K-3D2A 


40K-3D3 


40J-4A1A 


40J-4C1 


40K-2C1 


40J-4D1 


40N-4A2 


40K-1B1 


40K-1A1 


40K-1D1 


40K-1C1 


40M-4A1 


40N-3A1 


40I-2B2 


40I-3B1A 


40I-1B2 


40I-1B2A 


40I-3A1 


40I-4C1 


40J-4D2 


40I-2B3 


40J-2C1 


40I-4B1 


40I-1C1 


40I-4C2 


40I-1B3 


40N-2B1 


40I-2A2A 


40I-2A2B 


40N-2B7 


40I-2B6 


40I-3A2 


2002 

2003 

2004 

2005 

2006 

2007 

2008 

2009 

2010 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 


26.47 27.07 26.87 28.37 27.90 26.38 27.77 28.72 28.97 28.17 29.02 30.47 30.67 



































































































































































































































































































































































































































































































































































































































































































































































































SNo 

Well Code 

Village 

42 

40J-3B2 

PHULIA 

43 

40I-2B1 

RANAU 

44 

40I-2B1A 

RANAU 

45 

40I-2B1B 

RANAU 

46 

40I-2A1 

SADEWALA 

47 

40I-1B4 

SAKHAKI KATOBA 

48 

40J-1C1 

SAM 

49 

40I-3C1 

SANU 

50 

40N-2B3 

SANWATA 

51 

40N-3D1 

BALAR 

52 

40N-1B7 

Bhairwa 

53 

40J-2C2 

Khuri 

54 

40N-2A3A 

Kita 

55 

40J-1D2 

Moolsagar 

56 

40N-2C7 

Rajmathai 

57 

40I-2B4 

Ranau 

58 

40I-1C2 

Sanu 



1987 

1988 

1989 

1990 

1991 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

76.85 

76.67 

76.65 

76.77 

76.70 

76.67 

76.34 

76.80 

76.62 

76.72 


Basin: Parbati 


Sub Basin: Parbati 



25.60 


105.97 


39.77 


23.44 


26.10 


105.52 


35.52 


23.39 


27.58 


111.85 


37.06 


23.46 


27.40 


105.95 


35.70 


22.57 


28.16 


105.75 


35.24 


23.71 


27.90 


105.50 



105.87 


35.43 


24.45 


28.00 

28.20 

28.09 

28.05 

28.60 

105.80 

105.98 

105.89 

105.92 

105.90 

35.52 

35.48 

35.29 

35.33 

35.75 


54F-2C1 

BARI 

54F-2C3 

GAJPURA 

54F-2B2 

ANGAI 

54F-2B1 

NAKATPURA 

54F-1C5 

PURA KA SAD 

54F-2C4 

SALEMPUR 

54F-2D3 

AITHMEEL 

54F-2D2 

Dhaulpur 

54F-1D5 

RAJPUR 

54F-1C1 

SEPAU 


8.58 11.28 8.50 


4.88 

15.40 

8.82 

14.20 

11.40 

11.85 

12.13 

13.35 


42.79 

47.88 

37.70 

36.74 



13.66 

12.43 

12.06 

5.48 

7.96 

2.52 

8.58 

22.60 

9.38 

3.86 

6.92 

2.10 


12.68 

7.49 

12.60 

12.96 


Basin: Ruparail 


1 

54A-3D1 

BARODAMEV 

2 

54A-2C6 

CHIRWAI 

3 

54E-2A6 

GOVINDGARH 

4 

54A-2D3 

GHANSOLI KURI 

5 

54A-4C2 

RAJGARH 

6 

54A-2D4 

BAGAR 

7 

54A-2D2 

NOGAONWA 

8 

54A-2D1 

RAMGARH 

9 

54A-2D1A 

RAMGARH 

10 

54A-3D5 

SAHAJPUR 

11 

54A-1C8 

BHINDUSI 

12 

54A-1D5 

MOTUKA 

13 

54A-1D3 

NIMLI 

14 

54A-3C2A 

Baran 

15 

54A-2C5 

DALALPUR 

16 

54A-2C4 

VIJAYMANDIR 

17 

54A-2C1 

Alwar 

18 

54A-2C2 

Alwar 

19 

54A-2D5 

Nogawa 

20 

54E-3B2 

DEEG 

21 

54E-3B2A 

Deeg 

22 

54E-3B1 

Nigohi 

23 

54F-2B4 

Pasta 

24 

54E-1A2 

GHATMIKA 

25 

54E-1A1 

JURAHRA 

26 

54E-2B1 

KAMAN 

27 

54E-2A8 

RAMPH 

28 

54E-2A5 

SAHSIN 

29 

54E-2B3 

SATWAS 

30 

54E-2B2 

SIHORA 





8.96 

8.58 

7.20 

8.05 

8.06 

10.73 

6.31 

6.88 

6.81 

7.10 

7.17 

8.25 



8.38 

8.59 

8.40 

8.13 


6.03 


6.80 


4.71 









































































































































































































































































































































































































































































































SNo 

Well Code 

42 

40J-3B2 

43 

40I-2B1 

44 

40I-2B1A 

45 

40I-2B1B 

46 

40I-2A1 

47 

40I-1B4 

48 

40J-1C1 

49 

40I-3C1 

50 

40N-2B3 

51 

40N-3D1 

52 

40N-1B7 

53 

40J-2C2 

54 

40N-2A3A 

55 

40J-1D2 

56 

40N-2C7 

57 

40I-2B4 

58 

40I-1C2 


1992 

1993 

1994 

1995 

1996 

1997 

1998 

1999 

2000 

2001 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

76.64 

76.12 

76.73 

80.10 

80.26 

76.60 

76.63 

75.68 

76.73 

76.54 

76.00 

73.80 

76.56 

76.61 

73.60 

76.60 

78.30 

73.50 

76.84 

73.29 




32.80 

31.13 

31.38 

34.00 

32.09 

20.80 

35.63 

20.63 

21.00 

20.43 


42.68 


36.59 


10.20 


105.87 


32.10 


50.14 

50.08 

48.90 

48.92 

42.73 

42.66 

36.60 

36.59 

14.83 

22.60 

105.82 

106.06 

31.70 

31.75 

20.30 

20.96 


Basin: Parbati 


Sub Basin: Parb 



1 

54A-3D1 

2 

54A-2C6 

3 

54E-2A6 

4 

54A-2D3 

5 

54A-4C2 

6 

54A-2D4 

7 

54A-2D2 

8 

54A-2D1 

9 

54A-2D1A 

10 

54A-3D5 

11 

54A-1C8 

12 

54A-1D5 

13 

54A-1D3 

14 

54A-3C2A 

15 

54A-2C5 

16 

54A-2C4 

17 

54A-2C1 

18 

54A-2C2 

19 

54A-2D5 

20 

54E-3B2 

21 

54E-3B2A 

22 

54E-3B1 

23 

54F-2B4 

24 

54E-1A2 

25 

54E-1A1 

26 

54E-2B1 

27 

54E-2A8 

28 

54E-2A5 

29 

54E-2B3 

30 

54E-2B2 


4.14 

6.14 

6.14 

6.84 

5.03 

6.44 

6.56 

3.29 

4.33 

3.40 

5.09 

3.96 

5.44 

5.52 

3.18 

4.05 

3.23 

4.36 

3.50 

4.61 

4.95 

3.29 

4.05 

1.84 

8.30 

4.91 

8.56 

4.32 

5.98 

6.88 

6.75 

7.76 

6.90 

7.98 

7.83 

7.98 

9.95 

9.07 

9.57 

7.18 

9.09 

8.95 



6.04 

7.60 

4.01 

5.20 

2.47 

4.70 

9.37 

10.56 

9.01 

9.36 

3.86 

5.88 




48.15 


41.36 


35.93 


21.65 


105.86 


30.77 



7.65 

8.22 

8.49 

9.17 

8.38 

3.05 

8.26 

3.82 

8.44 

3.82 

5.72 

13.40 

8.59 

13.98 

5.00 

3.78 

9.00 

4.32 

5.58 

3.70 

8.18 

7.80 

9.05 


10.44 

9.12 

11.39 

12.48 

12.81 

12.51 

4.41 

10.98 

9.34 

19.16 

6.88 

7.37 

13.85 

12.83 

12.78 

15.29 

10.27 

11.35 

11.90 

13.36 

13.15 

12.24 

9.97 

10.30 

11.66 

9.81 


12.44 

13.85 

9.31 

10.07 

6.58 

5.68 

15.95 

17.04 



8.73 

6.85 

9.05 

9.35 

9.23 

5.12 

6.58 

8.18 



11.00 

12.90 

9.58 

11.70 

4.40 

4.33 

11.90 

11.89 

10.83 

11.10 

11.72 

15.09 

11.27 

13.55 

19.46 

20.67 



6.00 

5.85 

6.85 

5.54 

7.54 

7.14 

















































































































































































































































































































































































































































































































































































































































































































































































SNo 

Well Code 

42 

40J-3B2 

43 

40I-2B1 

44 

40I-2B1A 

45 

40I-2B1B 

46 

40I-2A1 

47 

40I-1B4 

48 

40J-1C1 

49 

40I-3C1 

50 

40N-2B3 

51 

40N-3D1 

52 

40N-1B7 

53 

40J-2C2 

54 

40N-2A3A 

55 

40J-1D2 

56 

40N-2C7 

57 

40I-2B4 

58 

40I-1C2 


2002 

2003 

2004 

2005 

2006 

2007 

2008 

2009 

2010 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 



30.75 

31.65 

31.65 

31.70 

31.91 

31.65 

31.60 

31.65 

31.03 

31.04 

32.30 

32.03 

32.15 

32.95 

22.32 

22.52 

17.27 

17.47 

19.78 

16.47 

16.72 

16.82 

16.41 

16.45 

17.17 

17.37 

17.67 

14.97 



Basin: Parbati 


Sub Basin: Parb 



54F-2C1 

9.53 

9.73 

11.40 

12.02 

11.47 

54F-2C3 

10.50 

7.43 

10.77 

3.10 

9.74 

54F-2B2 

14.36 

11.06 

15.47 

7.88 

16.63 

54F-2B1 

13.10 

15.27 

15.95 

3.88 

15.22 

54F-1C5 

9.01 

10.52 

12.25 

12.13 

7.11 

54F-2C4 

12.25 

11.94 

13.03 

13.52 

11.47 

54F-2D3 

17.21 

8.05 

18.72 

8.24 

17.27 

54F-2D2 

14.02 

14.30 

16.10 

16.26 

17.65 

54F-1D5 

14.19 

14.31 

14.80 

14.78 

15.47 

54F-1C1 

9.25 

9.94 

11.35 

11.98 

8.12 



Basin: Ruparail 



1 

54A-3D1 

2 

54A-2C6 

3 

54E-2A6 

4 

54A-2D3 

5 

54A-4C2 

6 

54A-2D4 

7 

54A-2D2 

8 

54A-2D1 

9 

54A-2D1A 

10 

54A-3D5 

11 

54A-1C8 

12 

54A-1D5 

13 

54A-1D3 

14 

54A-3C2A 

15 

54A-2C5 

16 

54A-2C4 

17 

54A-2C1 

18 

54A-2C2 

19 

54A-2D5 

20 

54E-3B2 

21 

54E-3B2A 

22 

54E-3B1 

23 

54F-2B4 

24 

54E-1A2 

25 

54E-1A1 

26 

54E-2B1 

27 

54E-2A8 

28 

54E-2A5 

29 

54E-2B3 

30 

54E-2B2 


9.74 

10.15 

26.55 

27.40 



13.97 

13.27 

20.36 

20.70 


6.50 

6.15 

16.87 

13.15 

12.02 

13.95 

27.16 

27.40 

31.80 



25.29 

32.77 

33.45 

36.27 

37.47 

13.31 

12.20 

12.47 

13.45 

14.06 

3.85 

5.16 

6.46 

6.21 

7.78 


5.27 

5.03 

5.17 

5.37 

5.47 

8.22 

8.07 

8.22 

7.29 

4.45 

4.17 

4.68 

11.11 

10.47 

11.83 




16.47 

16.00 

18.74 

6.71 

5.46 

8.36 



6.51 

5.94 

4.62 

3.47 

7.41 

7.24 

9.66 

6.04 

10.15 

10.24 

8.90 

10.45 



12.15 

13.10 

14.22 

5.65 

6.30 

5.72 




































































































































































































































































































































































































































































































































































































































































































































SNo 

Well Code 

Village 

31 

54E-2A2 

GULPURA 

32 

54E-2A7 

JAISARI 

33 

54E-2A3 

JHANTLI 

34 

54E-2A4 

NAKATPURA 

35 

54E-2A1 

PAHARI 


1988 

1989 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 






Basin: Sabarmati 


Sub Basin: Vatrak 


Sub Basin: Wakal 



45H-3B1 

JHAROL 

45H-3B2 

LUNIYARA 

45H-3C4 

PAI 

45H-4B1 

AMALIA 

45H-4B2 

MANPURA 

45H-2B1 

PADAWALI 

45H-3B3 

Koliyari 


4.97 

7.49 

8.82 

3.25 

6.62 

6.06 

4.74 

6.55 

4.84 


Basin: Sabi 


Sub Basin: Sabi 


54A-1B10 

Baraud 

54A-1B4A 

BEHROR 

54A-1B9 

Gunti 

54A-2B1A 

BANSUR 

54A-2B3A 

CHATTARPURA 

54A-2B4 

Holawas 

54A-2B2A 

NARAINPUR 

54A-1B13 

Alanpur 

54A-1B14 

Bardoth 

54A-1C6 

BAS KIRPALNAGAR 

54A-1C7 

KIRAKJI 

54A-1C9 

KISHANGARH BAS 

53D-4C2A 

BOLNI 

54A-1C2A 

HARSAULI 

54A-1C5 

KADIYAN 

53D-4C1 

KOTKASIM 

54A-1C4A 

PUR 

54A-1C10 

DARBARPUR 

54A-1B7 

GANGWALI DHANI 

54A-2C3 

JINDOLI 

54A-1B8 

JOSAI 

54A-1C3A 

MANDAWAR 

54A-1B2A 

SODAWAS 

54A-1B3 

SODAWAS 

54A-1C1 

TATARPUR 

54A-1B11 

Majri Khurd 

54A-1D2 

HASANPURA 

53D-4D2 

JAGMAL HERI 

53D-4D1A 

TAPUKARA 

54A-3A1A 

BAIRATH 

45A-1A3 

Gonera 

54A-1A3 

Keshwana 

54A-2A1 

Kotputli 

54A-2A1A 

KOTPUTLI 

54A-2A4 

MOLAHEDA 

54A-2A2A 

PAOTA 

54A-3A5 

SARUND 

54A-3A6 

Surpura 

54A-3A4 

BHABRU 

54A-2A3 

MANDA 

45M-3D2A 

SHAHPURA 

45M-3D3 

Ajitgarh 


14.23 13.81 



8.57 

9.43 

8.50 

10.15 

26.93 

27.62 

23.60 

29.30 


1991 

Pre 

Monsoon 

Post 

Monsoon 

8.87 

8.75 



1 

46E-1B1 

RATANPPUR 









11.30 

7.98 

9.88 

7.52 

10.12 

5.86 

9.29 

7.74 

2 

46E-2D2 

KARAWARA 













8.20 

4.50 

9.60 

4.52 


9.47 

8.43 

5.96 

4.82 





15.00 

15.96 

15.25 

15.69 

8.80 

8.49 

9.62 

10.13 



13.42 11.60 13.55 13.50 14.00 13.86 14.96 15.70 

























































































































































































































































































































































































SNo 

Well Code 

31 

54E-2A2 

32 

54E-2A7 

33 

54E-2A3 

34 

54E-2A4 

35 

54E-2A1 


1 

46E-1B1 

2 

46E-2D2 

Sub Basin: Wak; 

1 

45H-3B1 

2 

45H-3B2 

3 

45H-3C4 

4 

45H-4B1 

5 

45H-4B2 

6 

45H-2B1 

7 

45H-3B3 

Basir 

i: Sabi 

Sub Basin: Sabi 

1 

54A-1B10 

2 

54A-1B4A 

3 

54A-1B9 

4 

54A-2B1A 

5 

54A-2B3A 

6 

54A-2B4 

7 

54A-2B2A 

8 

54A-1B13 

9 

54A-1B14 

10 

54A-1C6 

11 

54A-1C7 

12 

54A-1C9 

13 

53D-4C2A 

14 

54A-1C2A 

15 

54A-1C5 

16 

53D-4C1 

17 

54A-1C4A 

18 

54A-1C10 

19 

54A-1B7 

20 

54A-2C3 

21 

54A-1B8 

22 

54A-1C3A 

23 

54A-1B2A 

24 

54A-1B3 

25 

54A-1C1 

26 

54A-1B11 

27 

54A-1D2 

28 

53D-4D2 

29 

53D-4D1A 

30 

54A-3A1A 

31 

45A-1A3 

32 

54A-1A3 

33 

54A-2A1 

34 

54A-2A1A 

35 

54A-2A4 

36 

54A-2A2A 

37 

54A-3A5 

38 

54A-3A6 

39 

54A-3A4 

40 

54A-2A3 

41 

45M-3D2A 

42 

45M-3D3 


Monsoon Monsoon 


Basin: Sabarma 


Sub Basin: Vatr 



1993 


Pre 

Monsoon 


7.44 


Post 

Monsoon 


9.45 


Pre 

Monsoon 


Post 

Monsoon 


5.34 


10.07 

11.80 

11.90 

6.38 

11.04 

10.90 


20.14 

22.20 

16.77 

17.30 

10.66 

11.03 

30.53 

32.43 


1995 

1996 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

5.96 

3.14 

4.59 

1.16 


1997 


Pre 

Monsoon 


5.40 


Post 

Monsoon 


Pre 

Monsoon 


4.80 


Post 

Monsoon 


3.64 


1999 


Pre 

Monsoon 


5.59 


Post 

Monsoon 


4.62 


Pre 

Monsoon 


5.40 


Post 

Monsoon 


4.95 


8.76 

12.08 

3.80 

9.19 

3.80 

8.88 

6.15 

6.47 

3.60 

10.65 


6.24 

14.88 

15.60 

21.37 

21.45 

21.01 

9.97 

11.66 

10.49 

16.22 

15.74 

15.13 

5.75 

6.53 

5.48 

12.87 

13.61 

13.70 

3.29 

6.33 

3.63 



17.65 

13.54 

14.53 

14.67 

14.22 

13.72 

15.94 

16.65 

18.37 

13.36 

12.50 

11.70 

12.10 

11.08 

10.23 

11.57 

12.43 

13.25 

22.20 

21.66 

21.27 

20.56 

19.89 

20.04 

20.20 

21.37 

23.01 

17.20 


15.57 

14.59 

15.10 

14.28 

15.34 

15.93 

17.03 

10.75 

8.17 

8.99 

7.84 

9.59 

7.65 

8.84 

9.16 

10.19 

31.80 

29.62 

29.83 

29.27 

29.37 

29.10 

30.56 

29.83 

31.75 


13.23 

11.96 

24.10 

19.70 


2001 

Pre 

Post 

Monsoon 

Monsoon 

8.07 

8.10 

5.39 

5.48 

7.90 

5.40 

5.58 

4.45 

7.18 

4.57 


9.40 

12.74 

7.62 

6.05 

10.90 

1.69 


13.50 

16.49 

12.30 

6.82 

7.94 

7.62 

7.87 

7.73 

9.05 

10.85 

10.73 

11.50 

12.59 

11.15 

17.30 

15.46 

16.30 

12.82 

14.33 

14.70 

14.38 

13.65 

14.00 

14.65 

15.66 

16.19 

16.84 

16.25 



21.69 

21.14 

21.82 

20.83 

12.35 

12.32 

13.58 

14.21 

15.62 

16.42 

17.02 

16.54 



15.64 

14.56 

16.19 

16.98 

16.59 

17.12 

28.77 

28.58 

30.16 

12.93 

12.74 

13.77 

11.35 

11.71 

13.45 



5.05 

6.30 

5.34 

6.56 

6.47 

7.57 

8.25 

9.01 

8.85 

9.86 

15.03 



14.19 

13.84 

14.97 

15.63 

16.40 

17.35 

17.70 

39.79 

40.45 

40.33 

40.37 

40.60 

41.58 

42.57 

42.13 

42.46 

43.04 


































































































































































































































































































































































































































































































































































































































































































































































































SNo 

Well Code 

31 

54E-2A2 

32 

54E-2A7 

33 

54E-2A3 

34 

54E-2A4 

35 

54E-2A1 


Basin: Sabarma 


Sub Basin: Vatr 


1 

46E-1B1 

2 

46E-2D2 

Sub Basin: Wak; 

1 

45H-3B1 

2 

45H-3B2 

3 

45H-3C4 

4 

45H-4B1 

5 

45H-4B2 

6 

45H-2B1 

7 

45H-3B3 

Basir 

i: Sabi 

Sub Basin: Sabi 

1 

54A-1B10 

2 

54A-1B4A 

3 

54A-1B9 

4 

54A-2B1A 

5 

54A-2B3A 

6 

54A-2B4 

7 

54A-2B2A 

8 

54A-1B13 

9 

54A-1B14 

10 

54A-1C6 

11 

54A-1C7 

12 

54A-1C9 

13 

53D-4C2A 

14 

54A-1C2A 

15 

54A-1C5 

16 

53D-4C1 

17 

54A-1C4A 

18 

54A-1C10 

19 

54A-1B7 

20 

54A-2C3 

21 

54A-1B8 

22 

54A-1C3A 

23 

54A-1B2A 

24 

54A-1B3 

25 

54A-1C1 

26 

54A-1B11 

27 

54A-1D2 

28 

53D-4D2 

29 

53D-4D1A 

30 

54A-3A1A 

31 

45A-1A3 

32 

54A-1A3 

33 

54A-2A1 

34 

54A-2A1A 

35 

54A-2A4 

36 

54A-2A2A 

37 

54A-3A5 

38 

54A-3A6 

39 

54A-3A4 

40 

54A-2A3 

41 

45M-3D2A 

42 

45M-3D3 


Pre 

Monsoon 


8.71 


6.45 


7.46 


5.98 


5.43 


Post 

Monsoon 


8.50 



2003 

2004 

2005 

2006 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

9.60 

8.42 

7.90 

7.45 

9.00 

10.19 

8.70 

7.32 

6.50 

5.90 

5.04 

4.57 

5.27 

6.32 

5.00 

4.91 

7.10 

2.29 

5.04 

4.31 

5.83 

3.17 

8.70 

4.88 

5.65 

3.43 

4.52 

4.20 

4.97 

5.05 

4.60 

4.51 

5.78 

3.00 

5.17 

2.99 

4.57 

2.97 

4.88 

4.30 


Pre 

Monsoon 


Post 

Monsoon 


5.92 



2008 

2009 

Pre 

Post 

Pre 

Post 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

6.29 

6.70 

6.55 

9.35 

8.66 

6.42 

6.15 

7.00 

6.97 

5.45 

7.05 

5.40 

6.27 

5.30 

6.55 

7.55 

6.27 

4.22 

7.83 

5.81 



6.65 

10.81 

7.71 

8.76 

6.96 

12.20 

4.27 

7.63 

4.99 

8.25 

7.99 

1.70 

4.48 

1.69 

2.14 

1.61 

5.68 

0.76 

3.33 

1.58 

1.17 

3.33 


13.69 

17.02 

14.34 

10.96 

3.56 

10.99 

7.30 

19.53 

8.90 

4.25 

8.80 

5.42 

5.12 

7.41 

6.08 

5.15 

6.43 

5.05 

2.80 

5.71 

3.23 



27.56 

28.67 

29.84 

43.82 

48.15 

46.66 

30.58 

32.15 

32.57 

13.93 

14.00 

14.59 

18.63 

19.20 

19.14 

14.98 

15.08 

15.33 



15.84 

16.12 

11.79 

12.12 



16.69 

16.90 

21.47 

18.78 



28.32 

33.40 

44.33 

54.65 

31.22 

38.10 

14.22 

16.69 

19.31 

23.00 

16.11 

16.70 




17.95 

18.33 

33.20 

51.45 

52.13 

57.95 

39.65 

37.91 


18.67 

19.03 

23.05 

25.40 

25.97 

26.80 

19.11 

19.91 

20.85 


18.59 

21.82 

22.32 

23.82 

24.60 

24.81 

19.85 

21.30 

21.32 

21.16 

21.24 

21.72 

11.97 

13.70 

14.27 

15.40 

13.59 

14.12 


Pre 

Monsoon 


8.90 


7.54 


58.77 

59.67 

43.80 

42.78 

20.81 

21.05 

29.92 

27.25 

22.80 

21.82 



Post 

Monsoon 





29.82 

28.87 

31.04 

29.57 

21.84 

21.68 

21.50 

20.50 

14.10 

14.67 

18.28 

20.35 


19.40 

19.57 

15.03 

15.11 










































































































































































































































































































































































































































































































































































































































































































SNo 

Well Code 

Village 

1984 

1985 

1986 

1987 

1988 

1989 

1990 




Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 


Basin: Shekhawati 


Sub Basin: Dohan 


1 

54A-1A1A 

ANANTPURA 

2 

54A-1B12 

Bhitura 

3 

54A-1B6A 

Neemrana 

4 

53D-4B3 

KAN HAW AS 

5 

54A-1B5 

MAJRIKALAN 

6 

54A-1B6 

NIMRANA 

7 

44P-4D6 

BHIRR 

8 

45M-1D3A 

BASAI ASHRAM 

9 

44P-4D9 

BHODAN 

10 

44P-4D12 

GOTHRA 

11 

44P-4D2 

KHETRI 

12 

44P-4D11 

MURADPUR 

13 

45M-1D5 

PAPORANA 

14 

44P-4D1 

SINGHANA 

15 

44P-4D7 

SINGHANADHANA 

16 

44P-4D14 

Jhanjha 

17 

53D-4A1 

Kakra 

18 

44P-4D15 

Meghpur 

19 

45M-1D4 

Bherala Mod 

20 

45M-1D1 

PATAN 

Sub Basin: Kantli 

1 

44P-3B4 

JHAKADA 

2 

44P-3B3A 

MANDRELA 

3 

45M-1C2 

CHOWARA 

4 

45M-1D2A 

DHABAI Kl DHANI 

5 

45M-1C1 

GURHA 

6 

45M-2C1 

KANWAT 

7 

45M-2C4 

KANWAT OH 

8 

45M-2C2 

KHANDELA 

9 

45M-2C3A 

GUHALA 

10 

45M-2D1 

NEEM KATHANA 

Sub Basin: Mendha 

1 

45J-1D2A 

MANPURA 

2 

45J-1D3 

Paner 

3 

45J-2C3 

GHUGRA 

4 

45J-2C4 

SRINAGAR 

5 

45M-4C9 

Jalsu 

6 

45M-4C11 

Pratapura Kalan 

7 

45N-3C3 

DHODSAR 

8 

45M-4C12 

Govindgarh 

9 

45M-4C1 

HASTERA 

10 

45M-4C1A 

Hastera 

11 

45M-3C6 

Hira Ka Bas 

12 

45M-4C8 

ITWA BHOPJI 

13 

45M-4C3 

Kaladera 

14 

45N-3C4 

KHEJROLI 

15 

45N-3C4A 

Khej'roli 

16 

45N-4C10 

Manda Bhida 

17 

45M-4C6A 

PURO Kl DHANI 

18 

45M-3D4 

TIGARIA 

19 

45M-3C1 

BADHAL 

20 

54A-4B5 

BHAISALANA 

21 

45M-4B4 

Devliya 

22 

45N-1B2A 

Jobner 

23 

45M-4B5 

Mohanpur Balaji 

24 

45N-1A1A 

PHULERA(PIPU K 

25 

45M-4B1 

PRATAPPURA 

26 

45M-4A1 

MAROTH 

27 

45I-4D8 

MITHRI 




17.18 

17.55 

36.71 

37.06 

40.92 

41.72 



17.54 

18.17 

18.00 

18.23 

19.18 

16.00 

17.80 

16.20 

17.65 

18.33 


3.34 

4.89 

2.85 

10.22 

11.77 

9.65 



7.16 

7.95 

6.77 

7.40 

7.62 

8.06 

8.30 

9.05 

7.21 

8.32 

7.88 

8.21 

8.03 

8.30 

7.92 

8.32 


7.46 1 

1 7.43 i 

1 7.90 1 

1 7.50 1 

| 8.38 1 

1 8.56 1 

I 9.49 1 

1 7.51 1 

1 8.15 1 

1 8.86 1 

1 9-73 1 

| 8.42 



35.96 

36.38 

37.74 

36.94 

38.83 

36.80 

38.38 

38.45 

38.89 

38.48 

8.42 

9.18 

9.84 

10.23 

10.90 

10.94 

11.40 

11.66 

12.02 

11.77 








































































































































































































































































































































































































































































SNo 

Well Code 

1992 

1993 

1994 

1995 

1996 

1997 



Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 


Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 


Basin: Shekhaw 


Sub Basin: Doh 


1 

54A-1A1A 

2 

54A-1B12 

3 

54A-1B6A 

4 

53D-4B3 

5 

54A-1B5 

6 

54A-1B6 

7 

44P-4D6 

8 

45M-1D3A 

9 

44P-4D9 

10 

44P-4D12 

11 

44P-4D2 

12 

44P-4D11 

13 

45M-1D5 

14 

44P-4D1 

15 

44P-4D7 

16 

44P-4D14 

17 

53D-4A1 

18 

44P-4D15 

19 

45M-1D4 

20 

45M-1D1 

Sub Basin: Kanl 

1 

44P-3B4 

2 

44P-3B3A 

3 

45M-1C2 

4 

45M-1D2A 

5 

45M-1C1 

6 

45M-2C1 

7 

45M-2C4 

8 

45M-2C2 

9 

45M-2C3A 

10 

45M-2D1 

Sub Basin: Mem 

1 

45J-1D2A 

2 

45J-1D3 

3 

45J-2C3 

4 

45J-2C4 

5 

45M-4C9 

6 

45M-4C11 

7 

45N-3C3 

8 

45M-4C12 

9 

45M-4C1 

10 

45M-4C1A 

11 

45M-3C6 

12 

45M-4C8 

13 

45M-4C3 

14 

45N-3C4 

15 

45N-3C4A 

16 

45N-4C10 

17 

45M-4C6A 

18 

45M-3D4 

19 

45M-3C1 

20 

54A-4B5 

21 

45M-4B4 

22 

45N-1B2A 

23 

45M-4B5 

24 

45N-1A1A 

25 

45M-4B1 

26 

45M-4A1 

27 

45I-4D8 




29.30 

29.43 

29.03 

29.36 

29.08 

29.40 

28.89 

29.73 

31.23 

30.93 

18.22 

18.50 

17.77 

17.17 

17.03 

17.13 

16.93 

17.08 

17.33 

17.85 

37.06 

37.31 

37.69 

36.98 

36.49 

37.06 

36.94 

37.67 

38.04 

39.02 

31.40 

33.23 

32.52 

33.85 




48.59 

51.30 

52.75 

19.90 

20.10 

12.16 

22.11 

11.26 

11.25 

11.82 

12.48 

13.78 

16.82 

28.48 

27.80 

22.53 

22.72 

20.39 

21.75 

19.64 

21.28 

22.00 

23.15 

9.95 

11.18 

7.52 

9.06 

8.28 

9.59 

8.35 

10.52 

10.76 

12.18 

7.38 

6.92 

5.42 

6.02 

6.55 

7.60 

6.85 

13.40 

13.18 

19.08 

36.15 

36.68 

31.16 

30.80 

31.80 

32.14 

31.06 

34.55 

34.45 

36.05 

7.70 

12.81 

4.56 

7.52 

5.45 

10.27 

15.27 

16.99 

17.74 

20.06 

14.20 

16.60 

11.42 

14.83 

14.42 

12.64 

14.55 

18.23 

18.67 

20.10 

15.77 

15.74 

10.22 

11.20 

11.02 

12.00 

12.49 

16.26 

16.49 

23.75 




2.81 

7.75 

11.67 

11.07 



2.46 

4.79 

9.03 

8.70 



8.08 

5.96 

12.76 

13.56 

21.80 

16.00 

2.76 

8.80 

12.71 

13.93 

20.10 

17.68 


24.60 18.32 


19.25 


17.56 17.39 




6.90 

7.23 

8.14 

6.44 

8.07 

4.92 

5.91 

5.92 

7.27 

7.30 

8.42 

9.42 

8.94 

10.63 

11.35 

10.50 

11.80 

11.75 

12.80 

11.86 

12.92 

11.19 

12.30 

12.34 

13.35 

12.23 

14.00 

14.53 

15.86 

16.21 

17.37 

18.06 


19.05 

18.85 

18.60 

39.35 

40.32 

38.33 



12.90 

14.25 

12.38 

13.66 

13.45 

14.25 

13.95 

15.06 

15.77 

17.25 


16.92 

17.01 

16.61 

17.74 

17.20 

18.16 

19.06 

35.21 

37.17 

36.39 

34.54 

34.50 

36.97 

36.35 

37.76 

38.68 

12.95 

13.54 

12.02 

13.43 

11.90 

12.75 

12.77 

13.62 

14.57 














































































































































































































































































































































































































































































































































































































































































































































SNo 

Well Code 

2002 

2003 

2004 



Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 


Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 


Basin: Shekhaw 


Sub Basin: Doh; 

1 

54A-1A1A 

2 

54A-1B12 

3 

54A-1B6A 

4 

53D-4B3 

5 

54A-1B5 

6 

54A-1B6 

7 

44P-4D6 

8 

45M-1D3A 

9 

44P-4D9 

10 

44P-4D12 

11 

44P-4D2 

12 

44P-4D11 

13 

45M-1D5 

14 

44P-4D1 

15 

44P-4D7 

16 

44P-4D14 

17 

53D-4A1 

18 

44P-4D15 

19 

45M-1D4 

20 

45M-1D1 

Sub Basin: Kanl 

1 

44P-3B4 

2 

44P-3B3A 

3 

45M-1C2 

4 

45M-1D2A 

5 

45M-1C1 

6 

45M-2C1 

7 

45M-2C4 

8 

45M-2C2 

9 

45M-2C3A 

10 

45M-2D1 

Sub Basin: Mem 

1 

45J-1D2A 

2 

45J-1D3 

3 

45J-2C3 

4 

45J-2C4 

5 

45M-4C9 

6 

45M-4C11 

7 

45N-3C3 

8 

45M-4C12 

9 

45M-4C1 

10 

45M-4C1A 

11 

45M-3C6 

12 

45M-4C8 

13 

45M-4C3 

14 

45N-3C4 

15 

45N-3C4A 

16 

45N-4C10 

17 

45M-4C6A 

18 

45M-3D4 

19 

45M-3C1 

20 

54A-4B5 

21 

45M-4B4 

22 

45N-1B2A 

23 

45M-4B5 

24 

45N-1A1A 

25 

45M-4B1 

26 

45M-4A1 

27 

45I-4D8 




34.61 34.13 


21.25 21.23 


42.43 

41.90 

20.95 

21.02 





61.85 

63.85 

66.40 

64.84 

68.30 

69.41 

73.29 

74.20 

73.29 

75.67 

81.00 

82.34 

58.45 

59.10 

58.45 

59.46 

62.40 

63.45 

4.98 

2.70 

4.83 

2.56 

5.89 

4.92 

14.74 

12.69 

15.72 

12.51 

14.82 

14.13 



73.44 

81.75 

80.70 

85.33 

84.71 

98.85 

96.55 

93.00 

68.78 

77.28 

74.58 

75.78 





24.12 

24.70 

26.10 

26.55 

27.94 

24.35 

24.97 

26.72 

27.23 

28.57 

23.04 

23.35 

25.40 

25.41 

26.28 


27.85 

29.70 

25.20 

10.75 


11.80 

12.44 

12.85 

13.97 

14.35 

15.95 

16.85 

19.34 

19.95 

21.57 

23.02 

22.69 

24.26 

25.22 



29.66 

30.02 

30.20 

30.47 

54.20 

54.65 

56.33 

62.07 

26.60 

26.04 

25.93 

26.33 




38.46 

48.74 

49.87 

50.34 

50.97 

51.25 

51.56 

52.35 

52.11 

23.60 

24.96 

25.34 

26.10 

26.58 

25.36 

27.98 

32.90 

30.26 



33.22 

33.50 

35.30 

31.46 

20.60 

33.00 



34.13 

38.60 

42.00 

41.55 

41.30 

33.37 

23.20 

35.65 

35.00 

36.10 

30.92 

32.40 

33.92 

32.58 

29.80 



30.49 

30.90 

32.90 

31.62 

27.90 

51.99 

51.90 

55.50 

56.70 

56.37 

29.52 

30.90 

29.30 

31.00 

25.90 






































































































































































































































































































































































































































































































































































































SNo 

Well Code 

Village 

28 

45I-4D3 

MANGALANA 

29 

45J-1D1 

PARBATSAR 

30 

45J-1C2 

PIPLAD 

31 

45M-3A2A 

AHIR KA BAS 

32 

45M-3B4 

BAI 

33 

45M-3B3 

KHATU SHAMJI 

34 

45M-4A3 

NOSAL 

35 

45M-2B1 

ANKHEYPURA 

36 

45M-3B1A 

PALSANA 

37 

45M-3B2A 

MANDHA 

38 

45M-3C1A 

REENGUS 

39 

45M-3C7 

Dhadhliawas 

40 

45M-3B3A 

Khatu Shyamji 

41 

45M-3B5 

Lampura 

42 

45M-3B2B 

Mandha 

43 

45M-3C9 

Mehroli 

44 

45M-3C8 

Nathusar 


Basin: Sukli 


Sub Basin: Sukli 


45D-2C8 Sandwara 


Basin: West Banas 


Sub Basin: West Banas 


Pre 

Monsoon 


Post 

Monsoon 


4.96 


10.57 



1985 

1986 

Pre 

Post 

Pre 

Post 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

5.46 

5.18 

5.77 

5.71 

12.10 

12.43 

13.68 

13.75 


Pre 

Monsoon 


Post 

Monsoon 






1988 

Pre 

Monsoon 

Post 

Monsoon 






1989 


Pre 

Monsoon 


Post 

Monsoon 


6.98 


1990 

Pre 

Monsoon 

Post 

Monsoon 

7.86 

7.84 


45D-2D2 

ABU ROAD 

45D-2C4 

DHAMSARA 

45D-2D3 

KIWARLI 

45D-2C1 

MOUNT ABU 

45D-3D1 

SIYANA 

45H-2A1 

MALERA 

45D-2D1 

SARUPGANJ 

45D-1D2A 

VIRWARA 

45D-2C5 

GULABGANJ 

45D-2B3 

JIRAWAL 

45D-2C3 

KARAUNTI 

45D-2B1 

MANDAR 

45D-2C2 

PALRI 

45D-2B2 

WARMAN 

45C-4D1 

SEWRA 

45D-1D3 

AMBESHWARJI 

45D-1C3 

BARLOT 

45D-1C4 

DUDWA 

45D-1C2 

KALANDRI 

45D-1C1 

MERA KISHANGANJ 

45D-1D1 

SIROHI 

45D-2C9 

Anadara 

45D-2D7 

Chandrawati 

45D-1C6 

Doduwa 

45D-2D5 

Girwar 

45H-1A2 

Jhadoli 

45D-2D4 

Kiwarli 

45D-2D6 

Manpur 

45D-2C6 

Mungthalla 

45H-1A1 

Pindwara 

45C-4D2 

Posaliya 

45D-2C7 

Reodar 


10.42 9.02 


8.13 14.02 


10.50 11.40 


10.82 14.15 


14.62 

18.16 

15.43 

12.55 

13.72 

12.35 

12.02 

7.27 

12.31 

14.42 

15.26 

14.35 


1991 

Pre 

Monsoon 

Post 

Monsoon 


8.12 






14.03 

14.95 

6.71 

8.04 

7.53 

8.82 

20.37 

21.73 

8.13 

10.89 











































































































































































































































































































































































































































S No Well Code _1992_1993_1994_1995_1996_1997_1998_1999_2000_ 2001 

Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post 

Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 

28 45T-4D3 ~ 9.16 7.08 ~ 6.85 ~ 6.54 8.07 7.02 8.10 6.41 735 6.00 ~ 5.32 " 5.30 ~ 4.63 7.11 6.80 9.25 9.30 11.07 9.31 

29 45J-1D1 _ 14.23 _ 13.46 _ 14.34 _ 10.41 _ 13.35 _ 11.20 _934_730_931_937_ 12.30 _ 13.00 _ 13.45 _ 13.35 _ 13.75 _ 13.96 

30 45J-1C2 _ 22.04 _ 15.92 _ 22.10 _ 22.44 _ 24.90 _ 23.58 _ 18.34 _ 23.64 _ 13.51 _ 19.00 _ 17.00 _ 21.57 _ 23.06 _ 25.60 _ 24.42 _ 24.60 _ 

31 45M-3A2A _ 16.82 _ 14.60 _ 17.29 _ 16.54 _ 18.23 _ 18.37 _ 19.05 _ 17.25 _ 19.00 _ 17.00 _ 17.55 _ 17.02 _ 17.06 _ 16.72 _ 17.83 _ 18.60 _ 19.92 _ 20.30 _ 21.55 _ 21.81 

32 45M-3B4 _731_435_530_437_537_539_730_738_834_836_930_ 8.60 

33 45M-3B3 _833_730_831_835_935_838_930_734_938_534_735_636_739_737_830_ 

34 45M-4A3 _ 21.81 _ 2434 _ 21.99 _ 20.47 _ 2130 _ 20.76 _ 2230 _ 23.67 _ 24.42 _ 24.72 _ 2535 _ 1430 

35 45M-2B1 _ 4535 _ 4430 _ 4535 _ 4636 _ 45.84 _ 4537 _ 45.63 _ 4430 _ 4533 _ 43.79 _ 44.78 _ 42.87 _ 45.79 _ 45.47 _ 4533 _ 4532 _ 43.72 _ 4436 _ 45.65 _ 43.76 

36 45M-3B1A _ 21.44 _ 2138 _ 21.64 _ 2230 _ 2233 _ 2237 _ 22.88 _ 2337 _ 2330 _ 20.73 _ 20.93 _ 2135 _ 20.87 _ 2135 _ 2236 _ 

37 45M-3B2A _732_833_931_935_933_830_ 1039 _535_739_838_837_935_ 1034 _ 11.13 _ 19.10 _ 21.43 _ 

38 45M-3C1A _ 2536 _ 25.70 _ 2634 _ 26.64 _ 2737 _ 28.17 _ 30.70 _ 3130 _ 3132 _ 29.68 _ 3036 _ 3032 _ 3130 _ 3234 _ 33.74 _ 34.64 _ 3638 _ 3631 _ 3730 _ 

39 45M-3C7 _ 

40 45M-3B3A _ 

41 45M-3B5 _ 

42 45M-3B2B _ 

43 45M-3C9 _ 

44 [45M-3C8 I I I I I I I I I I I I I ~ I I I I I I 

Basin: Sukli _ 

Sub Basin: Sukl ___________________ 

1 |45D-2C8 I I I I I I I I I I I I I ~ I I I I I I 

Basin: West Bar _ 

Sub Basin: Wes ___________________ 

1 I 45D-2D2 637 3.00 4.84 3.84 7.15 130 4.06 432 7.08 6.95 8.78 2.15 5.10 5.12 732 730 I I I I 654 

2 45D-2C4 _530_236_437_4J3_530_077_439_433_637_430_ 14.96 _236_530_330_930_ 11.74 _ 537 

3 45D-2D3 _ 1333 _835_ 1030 _ 11.42 _ 13.12 _636_935_ 10.96 _ 1438 _ 1330 _ 16.43 _ 14.99 _ 1530 _ 1635 _ 16.65 _ 1730 _ 1830 _ 2130 _ 19.90 _ 2034 

4 45D-2C1 _831_043_530_430_838_635_430_630_430_939_438_530_531_048_433_730_830_ 4.13 

5 45D-3D1 _833_232_730_042_830_239_635_530_043_830_ 1030 _932_045_830_ 1138 _ 1330 _ 1435 _ 1036 _ 13.83 

6 45H-2A1 _ 10.43 _049_630_4J3_930_015_013_630_ 11.20 _834_ 18.20 _020_ 10.10 _ 1033 _ 1030 _ 2030 _ 1336 _ 17.45 

7 45D-2D1 _ 11.40 _005_132_432_836_136_538_331_ 1133 _930_ 18.64 _ 1235 _ 14.45 _ 1330 _ 2130 _ 21.63 _ 2230 _ 1630 _ 20.69 _ 1838 

8 45D-1D2A _ 1332 _336_ 1130 _932_ 1538 _335_ 1338 _530_ 14.86 _ 11.80 _ 14.87 _336_ 1330 _438_ 1230 _ 1432 _ 1730 _ 1530 _ 1732 _ 13.99 

9 45D-2C5 _ 12.26 _336_530_539_938_040_539_532_ 10.86 _630_ 1236 _335_630_432_730_ 1236 _ 19.80 _ 1530 _ 15.86 _ 14.49 

10 45D-2B3 _ 22.93 _ 1730 _ 13.45 _ 20.99 _ 1530 _ 2439 _ 24.80 _ 16.92 _ 2331 _ 31.92 _ 2430 _ 32.40 _ 31.97 _ 3031 

11 45D-2C3 _ 18.82 _ 1034 _ 1435 _ 1335 _ 1730 _931_ 1237 _ 12.66 _ 1735 _ 1530 _ 1933 _ 12.37 _ 1630 _ 1431 _ 17.48 _ 19.46 _ 21.50 _ 1130 _ 21.35 _ 1536 

12 45D-2B1 _ 12.92 _936_ 1635 _832_ 1130 _730_933_937_ 1039 _ 1030 _ 11.88 _ 10.36 _ 1135 _ 10.81 _ 19.30 _ 1230 _ 1532 

13 45D-2C2 _ 14.46 _534_837_735_ 11.48 _330_730_632_ 12.80 _ 1330 _ 15.80 _639_ 11.35 _ 1135 _ 1430 _ 19.83 _435_ 18.85 _ 1239 

14 45D-2B2 _ 1434 _ 10.94 _ 1438 _ 12.32 _ 1337 _ 1530 _ 1230 _ 1238 _ 1336 _ 1339 _ 12.73 _ 15.40 _ 

15 45C-4D1 _ 14.96 _ 1536 _ 1330 _ 16.83 _ 11.95 _ 15.45 _ 15.38 _ 16.73 _ 1630 _ 16.83 _ 1838 _ 16.40 _ 12.93 _ 2133 _ 1933 _ 2830 _ 20.70 _ 2230 _ 

16 45D-1D3 _936_937_836_837_432_737_330_ 14.39 _730_730_534_ 1038 _ 10.95 _ 1730 _ 1130 _ 1135 _ 6.87 

17 45D-1C3 _ 1935 _830_ 1334 _ 17.30 _ 1435 _ 15.40 _ 2034 _ 19.80 _ 2330 _ 17.83 _ 2130 _ 2232 _ 2531 _ 

18 45D-1C4 _831_433_732_630_934_430_735_637_ 10.95 _ 1130 _ 1236 _933_ 1130 _ 1132 _ 1430 _ 15.50 _ 1830 _ 1630 _ 13.86 

19 45D-1C2 _ 12.94 _537_ 1034 _630_834_335_ 1039 _930_ 10.93 _ 10.40 _934_ 1031 _730_737_ 10.50 _ 11.11 _ 14.30 _ 16.50 _ 1638 _ 9.15 

20 45D-1C1 _ 2338 _ 1038 _ 2230 _ 20.38 _236_ 2137 _ 20.58 _ 2034 _ 1530 _ 1938 _ 21.30 _ 2136 _535_ 20.50 _ 12.50 _ 1734 _ 1530 

21 45D-1D1 _ 25.38 _339_634_ 1031 _130_937_5J3_ 12.32 _ 13.10 _ 19.44 _732_ 1630 _935_ 16.40 _ 2030 _ 21.30 _ 17.40 _ 1030 _ 10.36 

22 45D-2C9 _ 

23 45D-2D7 _ 

24 45D-1C6 _ 

25 45D-2D5 _ 

26 45H-1A2 _ 

27 45D-2D4 _ 

28 45D-2D6 _ 

29 45D-2C6 _ 

30 45H-1A1 _ 

31 45C-4D2 _ 

32 45D-2C7 




































































































































































































































































































































































































































































































































































































































































































































SNo 

Well Code 

28 

45I-4D3 

29 

45J-1D1 

30 

45J-1C2 

31 

45M-3A2A 

32 

45M-3B4 

33 

45M-3B3 

34 

45M-4A3 

35 

45M-2B1 

36 

45M-3B1A 

37 

45M-3B2A 

38 

45M-3C1A 

39 

45M-3C7 

40 

45M-3B3A 

41 

45M-3B5 

42 

45M-3B2B 

43 

45M-3C9 

44 

45M-3C8 


Pre 

Monsoon 


9.95 


14.45 


Post 

Monsoon 


10.90 


2003 

2004 

2005 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 


9.00 

9.46 

9.60 


9.40 


Basin: Sukli 


Sub Basin: Sukl 


1 45D-2C8 


Basin: West Bar 


Sub Basin: Wes 


1 

45D-2D2 

2 

45D-2C4 

3 

45D-2D3 

4 

45D-2C1 

5 

45D-3D1 

6 

45H-2A1 

7 

45D-2D1 

8 

45D-1D2A 

9 

45D-2C5 

10 

45D-2B3 

11 

45D-2C3 

12 

45D-2B1 

13 

45D-2C2 

14 

45D-2B2 

15 

45C-4D1 

16 

45D-1D3 

17 

45D-1C3 

18 

45D-1C4 

19 

45D-1C2 

20 

45D-1C1 

21 

45D-1D1 

22 

45D-2C9 

23 

45D-2D7 

24 

45D-1C6 

25 

45D-2D5 

26 

45H-1A2 

27 

45D-2D4 

28 

45D-2D6 

29 

45D-2C6 

30 

45H-1A1 

31 

45C-4D2 

32 

45D-2C7 


23.40 

22.10 

11.35 

7.98 

12.62 

4.57 


23.48 

23.15 

10.30 

15.93 

10.26 

15.07 

14.74 

25.80 

15.91 

21.39 


15.07 

14.72 


45.47 


50.01 

16.85 

9.58 

11.71 

11.50 

8.48 

11.76 

39.90 

32.46 

35.29 


2006 _2007_2008_2009_ 2010 

Pre Post Pre Post Pre Post Pre Post Pre Post 

Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 



13.37 _ 12.51 _ 12.88 _ 14.14 _ 13.57 _ 13.89 _ 15.44 _ 14.66 _ 15.16 _ 15.62 

12.45 12.83 I ~~ 1 t " 


39.19 38.82 40.59 41.28 41.66 41.37 43.62 42.12 43.20 



30.96 _ 35.27 _ 46.86 _ 36.88 _ 38.14 _ 

_ 14.90 _ 15.83 _ 16.20 _ 19.40 _ 17.95 _ 19.26 _ 19.58 

36.00 _ 36.50 _ 37.68 _ 38.27 _ 39.65 _ 40.25 _ 41.80 _ 

_ 32.82 _ 33.92 _ 34.63 _ 37.16 _ 38.13 _ 39.34 _ 

32.63 _ 32.80 _ 34.18 _ 34.53 _ 35.48 _ 35.86 _ 37.23 _ 37.50 _ 38.64 _ 3.80 

13.20 17.64 19.13 20.39 22.67 


6.15 1.15 5.15 4.20 6.78 8.02 8.57 10.20 10.20 


6.81 0.61 4.42 2.46 5.01 5.31 7.56 4.31 4.65 



7.49 _ -036 _ 632 _ 539 _ SA7 _4J58_ S3A _ 636 _7.29_439 

10.73 5.69 3.68 7.63 5.88 8.24 8.43 9.93 7.38 


22.08 _088_003_088_738_ 17.02 _ 17.18 _ 10.48 _ 1938 _ 9.20 

4.15 _838_075_ 16.45 _094_ 17.55 _ 11.15 _ 1735 _ 1.65 

10.59 _L09_537_029_734_832_ 14.59 _ 1539 _ 17.53 _ 1032 

23.51 _ 19.16 _ 15.96 _ 12.16 _ 19.46 _ 16.16 _ 2736 _ 23.66 _ 25.71 _ 17.96 

20.19 16.64 10.84 19.14 17.43 21.94 


933 _ 11.17 _ 

13.47 0.67 10.67 3.82 8.67 17.57 18.72 21.39 



8.78 _ 1730 _013_ 1238 _ 1338 _ 1238 _ 1438 _ 10.58 _433 

9.97 2.66 5.87 10.26 


14.96 _Oil_071_051_831_091_ 17.41 _ 15.71 _ 1831 _ 1035 

20.00 1.10 12.55 9.10 17.10 17.50 20.40 20.95 21.65 17.14 



530 2.65 


_057_ 10.49 _077_ 10.69 _ 11.77 _ 

1934 _007_ 1030 _ 11.17 _007_ 12.29 _ 12.67 

11.75 _076_060_430_730_735_ 11.15 _ 13.05 _ 16.00 _ 13.68 

8.61 _434_335_020_730_ 11.50 _ 3.69 

27.57 _130_ 19.22 _027_ 22.90 _ 22.65 _ 21.20 

19.50 10.40 17.41 13.63 18.16 17.65 19.80 19.95 21.40 80.54 









































































































































































































































































































































































































































































































































































































Annex GW-4 - Time-series of Hydrochemical Data of Various Basins in State (RGWD and CGWB) 


Annex 3(a): Time-series of Y 



Chloride, mg/I 

1 

Location 

j 1984 | 

] 1985 | 

| 1986 | 

| 1987 i 

j 1988 | 

| 1989 | 

| 1990 | 

| 1991 | 

I 1992 | 

| 1993 | 

j 1994 | 

| 1995 | 

| 1996 | 

19 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 


Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

River Basin: Banas 

Sub Basin: Banas 

ABDULPUR B. 

NA 

160.94 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

159.88 

NA 

182.92 


| 40.411 


NA 

NA 

52.82 

368.68 

27.30 

24.82 

NA 

28.36 

■B 

219.79 

113.44 

AGARIYA 

96.07 

40.06 

42.54 

NA 

36.16 

32.97 

16.66 

NA 

245.67 

35.10 

105.64 

39.70 

21.27 

NA 


70.90 

14.18 

17.73 

NA 

21.27 

170.16 

375.77 

28.36 

28.36 

39.00 

39.00 

28.36 

AIDANA 

321.53 

266.58 

260.91 

0.00 

73.03 

178.67 

102.10 

550.18 

226.88 

439.58 

406.61 

62.75 

343.87 

361.59 

382.86 

375.77 

421.86 

425.40 

517.57 

489.21 

467.94 

333.23 

1162.76 

1162.76 

1049.32 

950.06 

772.81 

AKOLA 

99.26 

76.93 

35.45 

79.41 

112.02 

124.08 

187.53 

NA 

77.28 

119.47 

61.33 

69.13 

85.08 

NA 

24.82 

70.90 

63.81 

70.90 

99.26 

81.54 

56.72 

95.72 

31.91 

24.82 

95.72 

74.45 

116.99 

ALIGARH 

NA 

67.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

41.48 

NA 

48.57 

85.08 

40.41 

NA 

NA 

NA 

63.10 

63.81 

47.50 

56.72 

NA 

63.81 

NA 

63.81 

63.81 

AMARTIYA 

185.40 

168.39 

200.29 

0.00 

469.71 

292.11 

264.81 

0.00 

0.00 

595.92 

389.95 

595.91 

170.16 

556.57 

297.78 

450.22 

258.79 

684.19 

382.86 

0.00 

233.97 

368.68 

340.32 

368.68 

404.13 

565.78 

329.69 

AMET 

348.83 

343.87 

388.89 

0.00 

311.25 

156.34 

295.65 

233.97 

352.37 

138.61 

433.20 

543.80 

560.11 

404.13 

599.11 

375.77 

581.38 

553.02 

439.58 

368.68 

411.22 

375.77 

368.68 

347.41 

361.59 

340.32 

304.87 

ARDKIYA 

418.67 

413.35 

319.76 

NA 

278.99 

NA 

244.96 

319.76 

346.70 

319.76 

246.73 

753.67 

503.39 

694.82 

506.94 

NA 

354.50 

751.54 

567.20 

482.12 

269.42 

705.46 

329.69 

432.49 

623.92 

1829.22 

377.90 

ARNI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

ARNIAMAL 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

30.49 

70.90 

30.84 

160.94 

NA 

NA 

37.58 

21.27 

47.50 

46.09 

NA 

184.34 

NA 

106.35 

170.16 

ASOB 

645.19 

NA 

730.27 

NA 

867.82 

657.24 

797.27 

NA 

645.90 

638.81 

173.71 

98.91 

77.99 

NA 

950.06 

840.17 

818.90 

801.17 

NA 

1332.92 

935.88 

382.86 

1198.21 

1276.20 

723.18 

1152.13 

1354.19 

ATMA 

98.55 

92.88 

99.26 

0.00 

106.71 

83.31 

97.13 

99.62 

107.77 

99.61 

218.02 

336.42 

106.35 

148.89 

120.53 

127.62 

155.98 

244.61 

155.98 

116.99 

155.98 

219.79 

113.44 

145.35 

102.81 

102.81 

99.26 

ATOON 

974.17 

995.08 

638.10 

737.71 

553.02 

656.53 

515.80 

NA 

193.20 

645.90 

458.01 

591.31 

751.54 

1382.55 

1233.66 

1914.30 

1042.23 

1602.34 

1403.82 

1538.53 

1651.97 

1985.20 

1531.44 

2141.18 

1102.50 

2871.45 

1212.39 

BAGOODAR 

90.04 

90.40 

85.08 

101.39 

NA 

204.90 

716.80 

NA 

133.29 

196.39 

673.90 

517.57 

120.53 

141.80 

88.63 

446.67 

116.99 

350.96 

NA 

NA 

141.80 

170.16 

223.34 

194.98 

184.34 

226.88 

209.16 

BALICHA 

156.69 

138.96 

144.64 

NA 

163.07 

NA 

156.34 

166.62 

120.18 

186.82 

102.81 

186.82 

141.80 

63.81 

148.89 

155.98 

166.62 

92.17 

141.80 

148.89 

155.98 

163.07 

148.89 

95.72 

159.53 

152.44 

170.16 

BALOONDA 

NA 

205.61 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

138.96 

NA 

103.51 

177.25 

134.71 

152.79 

NA 

284.66 

226.53 

NA 

170.16 

269.42 

NA 

120.53 

297.78 

319.05 

212.70 

BAMANHERA 

NA 

NA 

NA 

NA 

161.65 

NA 

111.67 

NA 

85.79 

89.69 

742.68 

92.52 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BAMBOOLI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

129.75 

152.44 

63.81 

269.42 

63.81 

63.81 

67.36 

56.72 

63.81 

49.63 

63.81 

506.94 

326.14 

46.09 

233.97 

BAMBOR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


NA 


28.36 

33.68 

31.91 

NA 

NA 


42.54 

27.30 

21.27 

NA 

129.75 

NA 

460.85 

28.36 

BAN.CHARAN 

NA 

248.15 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


NA 


85.08 

77.28 

160.94 

NA 

NA 

60.27 

276.51 

74.80 

219.79 

NA 

276.51 

92.17 

42.54 

1113.13 

BANETHA Pz. 

NA 

NA 

NA 

NA 

NA 

NA 

272.97 

NA 

NA 

NA 


NA 


85.08 

108.83 

31.91 

NA 

NA 

42.19 

35.45 

34.03 

219.79 

NA 

42.54 

NA 

304.87 

42.54 

BANTHALI 

NA 

93.94 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


NA 


85.08 

53.88 

NA 

NA 

65.58 

75.51 

132.58 

122.66 

177.25 

NA 

85.08 


106.35 

70.90 

BAORI* 

NA 

1179.07 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

215.18 

NA 

201.00 

255.24 

198.52 

201.00 

NA 

NA 

407.68 

269.42 

258.79 

336.78 

NA 

1758.32 

354.50 

NA 

255.24 

BARABHANUJA 

336.78 

224.04 

271.19 

NA 

297.78 

NA 

NA 

481.41 

NA 

481.41 

551.25 

447.73 

623.92 

432.49 

418.31 

297.78 

418.31 

358.05 

326.14 

290.69 

361.59 

411.22 

311.96 

269.42 

432.49 

340.32 

471.49 

BARDOD 

1022.73 

1236.14 

1247.84 

1569.37 

1134.40 

1184.74 

1098.95 

NA 

1035.49 

1172.33 

875.62 

361.24 

1006.78 

1049.32 

1020.96 

56.72 

1247.84 

0.00 

1127.31 

1120.22 

1354.19 

1205.30 

1098.95 

1262.02 

1169.85 

1637.79 

1233.66 

BARNAODA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

36.87 

NA 

338.90 

70.19 

24.82 

47.86 

NA 

233.97 

NA 

49.63 

NA 

NA 

BAROD 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BARONI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

110.96 

NA 

103.51 

127.62 

110.96 

160.94 

NA 

NA 

151.02 

155.98 

136.13 

170.16 

NA 

205.61 

141.80 

205.61 

155.98 

BARWARA 

98.55 

98.20 

111.67 

99.26 

116.99 

113.44 

108.12 

NA 

NA 

96.42 

23.40 

101.03 

NA 

21.27 

28.36 

28.36 

28.36 

28.36 

24.82 

28.36 

46.09 

14.18 

28.36 

21.27 


21.27 

31.91 

BASERA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

67.00 

269.42 

53.88 

48.21 

NA 

NA 

45.02 

120.53 

81.54 

53.18 

NA 

127.62 


659.37 

85.08 

BEEKAWAS 

21.62 

26.94 

28.36 

28.36 

14.18 

47.50 

30.13 

NA 

35.10 

49.28 

132.58 

26.23 

49.63 

49.63 

63.81 

56.72 

28.36 

53.18 

24.82 

39.00 

21.27 

60.27 

39.00 

53.18 

31.91 

81.54 

42.54 

BEEKAWAS 

180.44 

160.23 

127.98 

0.00 

0.00 

56.72 

138.96 

134.00 

130.81 

170.16 

90.04 

59.20 

131.17 

155.98 

106.35 

113.44 

184.34 

202.07 

241.06 

262.33 

163.07 

233.97 

241.06 

163.07 

241.06 

241.06 

233.97 

BEHRAONDA KALAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

66.29 

101.39 

198.52 

47.86 

NA 

70.90 

NA 

134.71 

0.00 

0.00 

BETHUMBI 

864.27 

NA 

NA 

489.92 

467.94 

NA 

435.68 

NA 

444.54 

357.69 

425.40 

416.89 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHAGWATGARH 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

169.45 

NA 

99.26 

NA 

NA 

77.99 

NA 

467.94 

NA 

NA 

BHALOTAN-KI- KHERI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHANA 

2655.21 

3137.33 

1208.85 

0.00 

4161.83 

NA 

4119.29 

4059.03 

4647.50 

4059.03 

4558.87 

3732.89 

3828.60 

2871.45 

3615.90 

3474.10 

4431.25 

3686.80 

4183.10 

1588.16 

1389.64 

1325.83 

290.69 

1191.12 

177.25 

779.90 

1148.58 

BHANPURA 

63.10 

73.38 

63.81 

NA 

104.93 

92.88 

49.98 

NA 

NA 

101.39 

66.65 

99.26 

58.14 

35.45 

46.09 

28.36 

63.81 

28.36 

28.36 

21.27 

24.82 

21.27 

21.27 

21.27 

28.36 

17.73 

21.27 

BHARNI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

215.18 

NA 

164.49 

155.98 

292.82 

965.66 

NA 

NA 

400.23 

347.41 

292.82 

950.06 

NA 

475.03 

NA 

794.08 

432.49 

BHATOLI 

199.23 

293.53 

96.07 

158.11 

503.75 

NA 

633.14 

442.42 

772.81 

196.04 

379.32 

196.04 

457.31 

343.87 

921.70 

740.91 

1084.77 

964.24 

567.20 

1091.86 

1191.12 

560.11 

407.68 

354.50 

475.03 

588.47 

1389.64 

BHAWA 

162.36 

3137.33 

139.67 

257.01 

142.51 

103.16 

457.66 

605.49 

875.62 

689.15 

377.54 

689.15 

698.37 

645.19 

184.34 

53.18 

92.17 

248.15 

113.44 

191.43 

163.07 

631.01 

311.96 

262.33 

475.03 

311.96 

184.34 

BHEDULA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHOLI 

582.80 

696.95 

563.66 

650.86 

553.02 

889.44 

586.34 

NA 

631.72 

870.30 

552.31 

663.62 

560.11 

NA 

659.37 

21.27 

623.92 

748.00 

584.93 

542.39 

577.84 

326.14 

148.89 

311.96 

233.97 

1091.86 

311.96 

BHOOTALA 

NA 

100.32 

178.31 

59.56 

104.93 

NA 

NA 

NA 

91.46 

117.69 

49.98 

54.95 

180.80 

42.54 

56.72 

NA 

NA 

NA 

49.63 

92.17 

99.26 

106.35 

56.72 

290.69 

56.72 

106.35 

53.18 

BHUNAS 

409.45 

405.19 

453.76 

392.08 

446.67 

427.53 

435.68 

NA 

210.57 

421.15 

442.42 

639.52 

744.45 

744.45 

818.90 

751.54 

804.72 

744.45 

850.80 

833.08 

868.53 

737.36 

822.44 

744.45 

258.79 

528.21 

67.36 

BIGOD 

92.88 

177.60 

116.99 

163.07 

141.80 

357.69 

194.27 

NA 

98.20 

350.96 

91.82 

102.10 

106.35 

205.61 

NA 

170.16 

148.89 

177.25 

184.34 

177.25 

131.17 

308.42 

301.33 

194.98 

230.43 

350.96 

269.42 

BILIA KALAN 

90.04 

NA 

63.81 

NA 

NA 

NA 

NA 

NA 

NA 

119.47 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

60.27 

NA 

NA 

BILIA KHURD 

NA 

NA 

NA 

86.85 

106.35 

118.05 

110.60 

NA 

70.19 

NA 

67.36 

89.33 

77.99 

70.90 

77.99 

297.78 

85.08 

99.26 

77.99 

81.54 

81.54 

70.90 

77.99 

70.90 

NA 

74.45 

53.18 

BILOLI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

73.03 

NA 

NA 

NA 

517.22 

NA 

226.17 

140.38 

164.84 

NA 

241.06 

NA 

198.52 

NA 

NA 

BILOPA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

48.57 

NA 

NA 

NA 

493.82 

NA 

NA 

85.79 

106.35 

444.54 

NA 

148.89 

NA 

120.53 

NA 

NA 

BIRDHOL 

960.70 

113.79 

1432.18 

36.16 

112.02 

168.03 

127.27 

NA 

1277.62 

175.48 

1531.44 

1928.83 

1829.22 

2098.64 

2552.40 

2641.03 

2481.50 

2410.60 

2570.13 

2747.38 

1949.75 

2357.43 

2428.33 

2321.98 

2215.63 

2339.70 

2587.85 

BOOTI 

893.34 

NA 

1091.86 

130.10 

1012.45 

1489.61 

408.74 

NA 

24.46 

1438.92 

316.57 

339.61 

1347.10 

NA 

535.30 

116.99 

524.66 

NA 

471.49 

421.86 

400.59 

336.78 

382.86 

662.92 

262.33 

818.90 

538.84 

BOTUNDA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

576.42 

NA 

664.33 

716.09 

582.44 

643.77 

NA 

NA 

747.29 

56.72 

626.05 

85.08 

NA 

248.15 

NA 

1113.13 

1013.87 

CHAINPURA 

148.89 

92.17 

120.53 

49.63 

42.54 

184.34 

524.66 

56.72 

85.08 

70.90 

NA 

NA 

812.87 

NA 

184.34 

155.98 

184.34 

262.33 

319.05 

241.06 

241.06 

336.78 

397.04 

262.33 

365.14 

251.70 

258.79 

CHANDLAI 

NA 


NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

159.53 

NA 

182.92 

148.89 

490.98 

241.42 

NA 

NA 

211.28 

205.61 

401.29 

241.06 

NA 


NA 

418.31 

212.70 

CHAPPREL 

308.42 


14.18 

21.62 

32.61 

29.07 

26.94 

NA 

28.01 

28.01 

44.31 

29.78 

35.45 

35.45 

31.91 

21.27 

31.91 

24.82 

28.36 

21.27 

35.45 

39.00 

60.27 


46.09 

21.27 

28.36 

CHATIYA KHEDI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

49.99 

NA 

46.09 

106.35 

77.99 

127.62 

155.98 

99.26 

70.90 

NA 

85.08 

92.17 

99.26 

113.44 

81.54 

CHAUTH KA BARWARA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

CHEEKELWAS 

88.63 

77.28 

132.94 

57.78 

59.56 

228.65 

51.40 

62.04 

201.00 

62.04 

56.72 

65.94 

106.35 

581.38 

95.72 

70.90 

63.81 

124.08 

92.17 

63.81 

56.72 

92.17 

85.08 

67.36 

67.36 

67.36 

63.81 

CHHAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

375.06 

NA 

280.41 

419.02 

141.45 

249.21 

NA 

NA 

196.39 

191.43 

183.63 

155.98 

NA 

148.89 

NA 

205.61 

99.26 

CHITOLA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

255.95 

30.49 

NA 

NA 

NA 

0.00 

66.29 

54.59 

99.26 

27.30 

NA 

92.17 

NA 

56.72 

0.00 

0.00 

CHOKRI Kl BHAGAL 

195.68 

NA 

25.17 

NA 

131.17 

NA 

154.56 

151.37 

154.92 

262.68 

265.88 

NA 

NA 

177.25 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

191.43 

CHORU 

NA 

154.21 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

173.71 

NA 

170.52 

70.90 

40.41 

160.94 

NA 

NA 

49.28 

92.17 

68.06 

170.16 

NA 

143.93 

NA 

141.80 

141.80 

CHOSLA 

467.94 

198.52 

361.59 

315.51 

375.77 

NA 

304.87 

389.95 

113.44 

106.35 

113.44 

99.26 

127.62 



46.09 

99.26 

212.70 

106.35 

63.81 

297.78 

46.09 

77.99 

67.36 

124.08 

85.08 

77.99 

DAMODARPURA 

1266.27 

63.81 

191.79 

NA 

758.63 

NA 

1102.50 

1031.60 

712.19 

1031.60 

755.44 

835.56 

935.88 

907.52 

85.08 

NA 

893.34 

829.53 

737.36 

595.56 

560.11 

935.88 

1056.41 

950.06 

971.33 

1201.76 

1308.11 

DANTRA (BARA) 

156.69 

998.27 

1254.93 

3688.22 

1612.62 

812.87 

1192.54 

NA 

224.75 

417.60 

183.63 

56.01 

163.07 

NA 

NA 

63.81 

NA 

1198.21 

53.18 

1542.08 

1825.68 

NA 

315.51 

NA 

NA 

NA 

NA 

DARDAHIND 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

41.48 

NA 

48.57 

42.54 

572.52 

31.91 

NA 

NA 

271.55 

42.54 

585.99 

141.80 

NA 

70.90 

NA 

510.48 

134.71 

DELANA 

139.67 

117.34 

184.34 

87.21 

120.53 

133.29 

107.06 

NA 

63.10 


98.55 

158.11 

205.61 

170.16 

106.35 

177.25 

113.44 

124.08 

106.35 

92.17 

109.90 

198.52 

120.53 

120.53 

131.17 

283.60 

184.34 

DEOLI 

NA 

415.47 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

771.04 

NA 

548.77 

801.17 

868.88 

1029.82 

NA 

671.78 

1208.14 

935.88 

1109.59 

248.15 

NA 

1708.69 

212.70 

85.08 

560.11 

DEORAWAS 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

76.22 

NA 

79.05 

99.26 

91.11 

152.79 

NA 

95.01 

105.64 

67.36 

68.06 

233.97 

NA 

233.97 

170.16 

446.67 

77.99 





























































































































































































































































































































































































































































































iydrochemical Data of Basin's in State (RGWD and CGWB) 


Annex 3(a): Time-series of Hydrochemical Data of Basin's in State (RGWD and CGWB) 



Chloride, mg/I 

I Chloride, mg/I | 

Location 

97 

| 1998 | 

| 1999 | 

| 2000 ! 

| 2001 | 

| 2002 | 

| 2003 | 

| 2004 | 

| 2005 | 

| 2006 | 

| 2007 | 

| 2008 | 

| 2009 | 

| 2010 | 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 


Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

River Basin: Banas 

Sub Basin: Banas 

ABDULPUR B. 

35.45 

85.08 

49.63 


63.81 

70.90 

49.63 


56.721 

63.81 

70.90 

77.99 

70.90 

70.90 

56.72 

35.45 

42.54 

49.63 

35.45 

42.54 

49.63 

49.63 

70.90 

NA 

70.90 

56.72 

49.63 

AGARIYA 

131.17 

35.45 

24.82 

21.27 

17.73 

17.73 

177.25 

NA 


77.99 

42.54 

21.27 

NA 

53.18 

148.89 

109.90 

35.45 

127.62 

113.44 

49.63 

209.16 

67.36 

124.08 

NA 

42.54 

269.42 

255.24 

AIDANA 

779.90 

730.27 

698.37 

751.54 

1113.13 

482.12 

765.72 

928.79 

1290.38 

1418.00 

439.58 

411.22 

NA 

560.11 

560.11 

106.35 

56.72 

567.20 

772.81 

1254.93 

602.65 

723.18 

262.33 

NA 

694.82 

113.44 

716.09 

AKOLA 

102.81 

120.53 

81.54 

49.63 

35.45 

21.27 

88.63 

70.90 

63.81 

92.17 

21.27 

14.18 

10.64 

14.18 

24.82 

21.27 

14.18 

21.27 

28.36 

99.26 

39.00 

14.18 

17.73 

NA 

14.18 

21.27 

418.31 

ALIGARH 

70.90 

49.63 

92.17 

85.08 

70.90 

56.72 

77.99 

63.81 

85.08 

77.99 

63.81 

70.90 

850.80 

63.81 

63.81 

85.08 

56.72 

70.90 

63.81 

205.61 

77.99 

92.17 

63.81 

NA 

85.08 

163.07 

127.62 

AMARTIYA 

283.60 

407.68 

244.61 

209.16 

280.06 

237.52 

304.87 

553.02 

606.20 

88.63 

382.86 

709.00 

489.21 

517.57 

467.94 

17.73 

1467.63 

1247.84 

786.99 

1049.32 

680.64 

779.90 

1013.87 

NA 

900.43 

70.90 

1382.55 

AMET 

283.60 

326.14 

294.24 

326.14 

308.42 

581.38 

425.40 

1141.49 

354.50 

354.50 

425.40 

1035.14 

425.40 

545.93 

1375.46 

602.65 

733.82 

1162.76 

503.39 

475.03 

496.30 

510.48 

283.60 

NA 

389.95 

886.25 

432.49 

ARDKIYA 

482.12 

687.73 

NA 

560.11 

514.03 

531.75 

464.40 

496.30 

701.91 

425.40 

336.78 

524.66 

411.22 

467.94 

233.97 

39.00 

21.27 

1063.50 

425.40 

1318.74 

1304.56 

854.35 

1418.00 

NA 

850.80 

659.37 

957.15 

ARNI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

106.00 

NA 

ARNIAMAL 

113.44 

49.63 

21.27 

35.45 

63.81 

35.45 

35.45 

21.27 

21.27 

21.27 

35.45 

35.45 

177.25 

28.36 

49.63 

42.54 

42.54 

28.36 

35.45 

42.54 

42.54 

42.54 

49.63 

NA 

42.54 

92.17 

70.90 

ASOB 

1169.85 

1031.60 

748.00 

56.72 

28.36 

46.09 

719.64 

216.25 

24.82 

233.97 

35.45 

49.63 

49.63 

46.09 

584.93 

397.04 

31.91 

46.09 

42.54 

53.18 

53.18 

42.54 

31.91 

NA 

311.96 

184.34 

85.08 

ATMA 

124.08 

102.81 

92.17 

255.24 

99.26 

297.78 

297.78 

290.69 

138.26 

134.71 

166.62 

241.06 

425.40 

141.80 

99.26 

180.80 

258.79 

159.53 

226.88 

166.62 

205.61 

163.07 

467.94 

NA 

219.79 

510.48 

212.70 

ATOON 

1630.70 

1173.40 

567.20 

1010.33 

2034.83 

1013.87 

1407.37 

1134.40 

1850.49 

1857.58 

1184.03 

907.52 

1148.58 

1134.40 

2977.80 

173.71 

538.84 

1793.77 

191.43 

2499.23 

3155.05 

1765.41 

NA 

NA 

808.26 

1488.90 

3615.90 

BAGOODAR 

56.72 

198.52 

113.44 

77.99 

70.90 

77.99 

70.90 

92.17 

74.45 

56.72 

42.54 

170.16 

53.18 

53.18 

63.81 

42.54 

28.36 

63.81 

553.02 

88.63 

758.63 

67.36 

226.88 

NA 

216.25 

138.26 

70.90 

BALICHA 

191.43 

155.98 

NA 

145.35 

148.89 

155.98 

145.35 

155.98 

148.89 

148.89 

148.89 

148.89 

NA 

155.98 

155.98 

141.80 

198.52 

184.34 

155.98 

102.81 

716.09 

163.07 

35.45 

NA 

148.89 

432.49 

170.16 

BALOONDA 

106.35 

35.45 

77.99 

212.70 

354.50 

113.44 

297.78 

170.16 

191.43 

141.80 

141.80 

177.25 

319.05 

155.98 

120.53 

1453.45 

145.35 

163.07 

148.89 

106.35 

28.36 

233.97 

226.88 

NA 

35.45 

99.26 

184.34 

BAMANHERA 

NA 

283.60 

184.34 

77.99 

290.69 

138.26 

116.99 

631.01 

35.45 

336.78 

56.72 

177.25 

262.33 

124.08 

333.23 

492.76 

230.43 

109.90 

368.68 

276.51 

255.24 

297.78 

308.42 

NA 

99.26 

432.49 

489.21 

BAMBOOLI 

489.21 

63.81 

56.72 

329.69 

49.63 

NA 

42.54 

326.14 

49.63 

226.88 

184.34 

620.38 

35.45 

92.17 

21.27 

28.36 

31.91 

28.36 

31.91 

159.53 

31.91 

152.44 

NA 

NA 

NA 

NA 

14.18 

BAMBOR 

49.63 

354.50 

NA 

NA 

28.36 

42.54 

99.26 

70.90 

35.45 

21.27 

35.45 

70.90 

49.63 

28.36 

28.36 

42.54 

42.54 

49.63 


42.54 

42.54 

63.81 


NA 

77.99 

439.58 

276.51 

BAN.CHARAN 

49.63 

382.86 

113.44 

70.90 

28.36 

70.90 

92.17 

56.72 

106.35 

311.96 

638.10 

NA 

92.17 

NA 

28.36 

49.63 

1503.08 

49.63 


92.17 

77.99 

134.71 

wmm 

NA 

311.96 

212.70 

99.26 

BANETHA Pz. 

42.54 

49.63 

191.43 

NA 

42.54 

49.63 

49.63 

134.71 

28.36 

375.77 

49.63 

56.72 

42.54 

63.81 

56.72 

63.81 

361.59 

64.17 

77.99 

106.35 

28.36 

42.54 

77.99 

NA 

148.89 

49.63 

NA 

BANTHALI 

120.53 

446.67 

113.44 

56.72 

155.98 

70.90 

63.81 

42.54 

49.63 

92.17 

106.35 

56.72 

106.35 

35.45 

113.44 

67.36 

106.35 

56.72 

77.99 

77.99 

77.99 

737.36 

723.18 

NA 

701.91 

779.90 

361.59 

BAORI* 

262.33 

283.60 

2509.86 

99.26 

723.18 

85.08 

439.58 

212.70 

248.15 

120.53 

241.06 

489.21 

219.79 

460.85 

404.13 

42.54 

262.33 

354.50 

326.14 

283.60 

255.24 

127.62 

666.46 

NA 

127.62 

340.32 

290.69 

BARABHANUJA 

365.14 

517.57 

304.87 

475.03 

411.22 

340.32 

361.59 

531.75 

921.70 

772.81 

794.08 

1113.13 

1233.66 

1290.38 

1659.06 

170.16 

1807.95 

1368.37 

978.42 

964.24 

602.65 

446.67 

641.65 

NA 

411.22 

709.00 

595.56 

BARDOD 

1630.70 

1616.52 

148.89 

1531.44 

2098.64 

1070.59 

1520.81 

1077.68 

1222.67 

1262.02 

786.99 

1084.77 

978.42 

1460.54 

882.71 

1162.76 

184.34 

272.97 

1744.14 

191.43 

14.18 

329.69 

NA 

NA 

397.04 

1148.58 

879.16 

BARNAODA 

42.54 

35.45 

49.63 

NA 

NA 

42.54 

NA 

56.72 

NA 

56.72 

NA 

354.50 

60.27 

63.81 

70.90 

102.81 

49.63 

99.26 

49.63 

85.08 

42.54 

49.63 

49.63 

NA 

56.72 

70.90 

NA 

BAROD 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

39.00 

NA 

BARONI 

163.07 

163.07 

212.70 

184.34 

170.16 

155.98 

155.98 

155.98 

155.98 

92.17 

148.89 

141.80 

177.25 

241.06 

198.52 

163.07 

184.34 

170.16 

155.98 

163.07 

163.07 

198.52 

219.79 

NA 

262.33 

177.25 

233.97 

BARWARA 

17.73 

42.54 

49.63 

49.63 

17.73 

56.72 

21.27 

411.22 

12762.00 

77.99 

85.08 

687.73 

141.80 

99.26 

113.44 

248.15 

375.77 

216.25 

361.59 

109.90 

102.81 

319.05 

343.87 

NA 

336.78 

49.63 

343.87 

BASERA 

85.08 

106.35 

NA 

113.44 

124.08 

99.26 

70.90 

63.81 

63.81 

304.87 

134.71 

545.93 

134.71 

191.43 

120.53 

63.81 

77.99 

70.90 

77.99 

120.53 

63.81 

99.26 

106.35 

NA 

99.26 

85.08 

77.99 

BEEKAWAS 

63.81 

42.54 

56.72 

35.45 

77.99 

39.00 

63.81 

42.54 

88.63 

56.72 

42.54 

46.09 

184.34 

28.36 

148.89 

o 

CD 

o 

r>. 

145.35 

56.72 

283.60 

124.08 

49.63 

53.18 

NA 

NA 

77.99 

134.71 

113.44 

BEEKAWAS 

255.24 

212.70 

NA 

233.97 

205.61 

255.24 

248.15 

159.53 

219.79 

120.53 

163.07 

226.88 

191.43 

553.02 

652.28 

31.91 

109.90 

166.62 

411.22 

124.08 

170.16 

177.25 

166.62 

NA 

134.71 

304.87 

155.98 

BEHRAONDA KALAN 

NA 

NA 

28.36 

NA 

NA 

56.72 

NA 

63.81 

NA 

49.63 

NA 

49.63 

56.72 

85.08 

35.45 

74.45 

85.08 

56.72 

NA 

NA 

NA 

56.72 

NA 

NA 

NA 

NA 

28.36 

BETHUMBI 

NA 

641.65 

875.62 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

92.17 

2169.54 

BHAGWATGARH 

113.44 

212.70 

368.68 

106.35 

205.61 

NA 

NA 

NA 

382.86 

92.17 

NA 

148.89 

106.35 

141.80 

113.44 

106.35 

NA 

92.17 

276.51 

340.32 

63.81 

113.44 

42.54 

NA 

42.54 

49.63 

56.72 

BHALOTAN-KI- KHERI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

99.00 

NA 

BHANA 

744.45 

1035.14 

1857.58 

985.51 

333.23 

957.15 

1042.23 

407.68 

443.13 

850.80 

347.41 

35.45 

212.70 

687.73 

1219.48 

35.45 

333.23 

1800.86 

2836.00 

3243.68 

1077.68 



NA 

2240.44 

155.98 

2183.72 

BHANPURA 

21.27 

21.27 

17.73 

21.27 

17.73 

21.27 

21.27 

28.36 

28.36 

28.36 

35.45 

42.54 

31.91 

28.36 

35.45 

35.45 

39.00 

17.73 

28.36 

35.45 

28.36 



NA 

28.36 

28.36 

21.27 

BHARNI 

765.72 

567.20 

893.34 

411.22 

1134.40 

496.30 

545.93 

290.69 

319.05 

262.33 

42.54 

1191.12 

304.87 

538.84 

311.96 

NA 

NA 

NA 

425.40 

602.65 

290.69 

730.27 

1488.90 

NA 

304.87 

843.71 

510.48 

BHATOLI 

563.66 

950.06 

811.81 

1262.02 

645.19 

999.69 

425.40 

63.81 

241.06 

553.02 

453.76 

411.22 

801.17 

141.80 

397.04 

287.15 

549.48 

1006.78 

850.80 

1524.35 

999.69 

262.33 

588.47 

NA 

219.79 

872.07 

56.72 

BHAWA 

446.67 

155.98 

361.59 

319.05 

794.08 

92.17 

113.44 

255.24 

794.08 

850.80 

148.89 

304.87 

638.10 

436.04 

659.37 

471.49 

1325.83 

212.70 

439.58 

251.70 

177.25 

187.89 

226.88 

NA 

212.70 

155.98 

255.24 

BHEDULA 

56.72 

127.62 

NA 

NA 

NA 

141.80 

35.45 

NA 

155.98 

NA 

NA 

70.90 

NA 

191.43 

NA 

81.54 

85.08 

NA 

NA 

283.60 

134.71 

NA 

NA 

NA 

120.53 

49.63 

106.35 

BHOLI 

581.38 

283.60 

184.34 

280.06 

113.44 

187.89 

81.54 

228.65 

276.51 

1850.49 

411.22 

113.44 

2041.92 

255.24 

191.43 

209.16 

499.85 

198.52 

3147.96 

1361.28 

NA 

1187.58 

NA 

NA 

1361.28 

1176.94 

1276.20 

BHOOTALA 

120.53 

77.99 

116.99 

63.81 

127.62 

81.54 

113.44 

106.35 

155.98 

56.72 

74.45 

56.72 

170.16 

74.45 

163.07 

113.44 

269.42 

77.99 

198.52 

70.90 

141.80 

116.99 

99.26 

NA 

120.53 

85.08 

202.07 

BHUNAS 

786.99 

758.63 

556.57 

85.08 

329.69 

287.15 

53.18 

NA 

326.14 

524.66 

531.75 

549.48 

645.19 

599.11 

631.01 

606.20 

354.50 

350.96 

723.18 

248.15 

258.79 

872.07 

NA 

NA 

223.34 

1793.77 

49.63 

BIGOD 

124.08 

272.97 

212.70 

148.89 

152.44 

205.61 

216.25 

21.27 

184.34 

148.89 

106.35 

138.26 

85.08 

63.81 

113.44 

177.25 

109.90 

202.07 

255.24 

269.42 

244.61 

262.33 

NA 

NA 

248.15 

241.06 

28.36 

BILIA KALAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BILIA KHURD 

56.72 

85.08 

116.99 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BILOLI 

886.25 

340.32 

92.17 

92.17 

212.70 

92.17 

NA 

NA 

77.99 

NA 

NA 

NA 

187.89 

1212.39 

134.71 

17.73 

49.63 

212.70 

170.16 

163.07 

49.63 

113.44 

92.17 

NA 

42.54 

49.63 

170.16 

BILOPA 

290.69 

99.26 

42.54 

517.57 

219.79 

NA 

NA 

NA 

148.89 

NA 

NA 

NA 

187.89 

205.61 

170.16 

157.75 

NA 

85.08 

42.54 

138.26 

35.45 

141.80 

NA 

NA 


42.54 

163.07 

BIRDHOL 

2729.65 

2375.15 

2304.25 

2233.35 

1914.30 

829.53 

1715.78 

446.67 

1875.31 

1914.30 

28.36 

177.25 

464.40 

1644.88 

375.77 

336.78 

241.06 

230.43 

63.81 

389.95 

393.50 

134.71 

425.40 

NA 

368.68 

652.28 

517.57 

BOOTI 

712.55 

304.87 

453.76 

290.69 

333.23 

42.54 

155.98 

248.15 

134.71 

155.98 

120.53 

198.52 

106.35 

173.71 

553.02 

131.17 

155.98 

109.90 

113.44 

42.54 

1176.94 

354.50 

581.38 

NA 

368.68 

177.25 

120.53 

BOTUNDA 

42.54 

368.68 

56.72 

914.61 

120.53 

673.55 

616.83 

680.64 

1028.05 

609.74 

567.20 

439.58 

531.75 

652.28 

1488.90 

631.01 

652.28 

163.07 

184.34 

49.63 

2169.54 

49.63 

56.72 

NA 

311.96 

56.72 

92.17 

CHAINPURA 

106.35 

42.54 

219.79 

116.99 

308.42 

109.90 

21.27 

21.27 

319.05 

106.35 

42.54 

155.98 

99.26 

35.45 

180.80 

748.00 

177.25 

124.08 

343.87 

159.53 

138.26 

106.35 

NA 

NA 

NA 

106.35 

226.88 

CHANDLAI 

233.97 

262.33 

616.83 

297.78 

333.23 

262.33 

226.88 

290.69 

489.21 

283.60 

141.80 

191.43 

744.45 

425.40 

248.15 

333.23 

567.20 

460.85 

432.49 

248.15 

524.66 

77.99 

191.43 

NA 

311.96 

389.95 

311.96 

CHAPPREL 

28.36 

35.45 

106.35 

35.45 

14.18 

35.45 

17.73 

21.27 

14.18 

35.45 

28.36 

28.36 

14.18 

31.91 

14.18 

17.73 

10.64 

17.73 

2127.00 

21.27 

21.27 

35.45 

35.45 

NA 

31.91 

35.45 

879.16 

CHATIYA KHEDI 

109.90 

81.54 

77.99 

70.90 

92.17 

70.90 

88.63 

113.44 

106.35 

99.26 

109.90 

99.26 

102.81 

148.89 

145.35 

95.72 

NA 

177.25 

255.24 

124.08 

255.24 

155.98 

191.43 

NA 

177.25 

177.25 

248.15 

CHAUTH KA BARWARA 

NA 

177.25 

NA 

NA 

NA 

o 

CD 

d 

141.80 

NA 

209.16 

177.25 

NA 

177.25 

NA 

35.45 

NA 

152.44 

198.52 

NA 

NA 

163.07 

42.54 

NA 

NA 

NA 

106.35 

77.99 

248.15 

CHEEKELWAS 

63.81 

77.99 

74.45 

198.52 

230.43 

272.97 

212.70 

248.15 

219.79 

163.07 

212.70 

191.43 

255.24 

219.79 

99.26 

230.43 

248.15 

205.61 

283.60 

262.33 

198.52 

148.89 

145.35 

NA 

134.71 

212.70 

184.34 

CHHAN 

28.36 

77.99 

127.62 

191.43 

127.62 

134.71 

92.17 

233.97 

134.71 

340.32 

503.39 

467.94 

368.68 

397.04 

333.23 

333.23 

404.13 

453.76 

482.12 

510.48 

482.12 

864.98 

248.15 

NA 

269.42 

326.14 

1155.67 

CHITOLA 

42.54 

NA 

319.05 

NA 

NA 

212.70 

NA 

35.45 

35.45 

21.27 

NA 

70.90 

70.90 

63.81 

70.90 

21.27 

28.36 

92.17 

56.72 

63.81 

35.45 

42.54 

NA 

NA 

99.26 

120.53 

63.81 

CHOKRI Kl BHAGAL 

63.81 

191.43 

184.34 

170.16 

170.16 

166.62 

124.08 

134.71 

241.06 

184.34 

148.89 

85.08 

297.78 

233.97 

233.97 

131.17 

155.98 

134.71 

184.34 

184.34 

212.70 

368.68 

333.23 

NA 

198.52 

226.88 

233.97 

CHORU 

134.71 

106.35 

113.44 

56.72 

106.35 


63.81 

163.07 

166.62 

141.80 

184.34 

56.72 

70.90 

77.99 

35.45 

42.54 

49.63 

63.81 

70.90 

85.08 

77.99 

113.44 

63.81 

NA 

35.45 

70.90 

163.07 

CHOSLA 

53.18 

77.99 

60.27 

77.99 

77.99 

92.17 

70.90 

77.99 

31.91 

407.68 

358.05 

10.64 

17.73 

NA 

NA 

NA 

482.12 

NA 

517.57 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DAMODARPURA 

1127.31 

1184.03 

950.06 

1176.94 

1031.60 

999.69 

879.16 

1020.96 

609.74 

829.53 

723.18 

716.09 

694.82 

60.27 

659.37 

134.71 

772.81 

925.25 

1276.20 

1439.27 

1744.14 

1921.39 

1602.34 

NA 

659.37 

177.25 

1283.29 

DANTRA (BARA) 

NA 

85.08 

67.36 

NA 

NA 

NA 

134.71 

NA 

63.81 

42.54 

49.63 

85.08 

248.15 

163.07 

524.66 

39.00 

35.45 

49.63 

56.72 

53.18 

NA 

148.89 

31.91 

NA 

191.43 

251.70 

134.71 

DARDAHIND 

70.90 

70.90 

170.16 

NA 

70.90 

35.45 

106.35 

248.15 

99.26 

127.62 

219.79 

99.26 

127.62 

191.43 

170.16 

269.42 

163.07 

163.07 

177.25 

191.43 

276.51 

141.80 

170.16 

NA 

148.89 

141.80 

588.47 

DELANA 

226.88 

113.44 

134.71 



116.99 

81.54 

99.26 

85.08 

85.08 

77.99 

106.35 

70.90 

63.81 

60.27 

141.80 

152.44 

223.34 

368.68 

233.97 

202.07 

39.00 

NA 

NA 

95.72 

92.17 

99.26 

DEOLI 

70.90 

49.63 

560.11 

177.25 

187.89 

1162.76 

467.94 

35.45 

■SB 

155.98 

155.98 

120.53 

35.45 

609.74 

567.20 

379.32 

311.96 

127.62 

389.95 

283.60 

304.87 

248.15 

290.69 

NA 

333.23 

1070.59 

957.15 

DEORAWAS 

NA 

198.52 

113.44 

219.79 

177.25 

106.35 

63.81 

56.72 

MSI 

63.81 

63.81 

85.08 

106.35 

77.99 

170.16 

113.44 

141.80 

113.44 

99.26 

85.08 

35.45 

262.33 

63.81 

NA 

70.90 

127.62 

99.26 






























































































































































































































































































































































































































































































1984 


1985 


1986 


1987 


Chloride, mg/I 


Location 


1988 


1989 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 



Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

DEORIYA 

62.04 

964.95 

42.54 

79.41 

54.24 

104.22 

80.47 

NA 

52.82 

80.83 

47.50 

118.76 

DHANEEN 

44.31 

30.84 

NA 

NA 

32.26 

34.39 

30.84 

29.07 

NA 

29.07 

51.40 

57.07 

DHANUGAON 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DHANWAL 

51.05 

29.07 

0.00 

23.75 

87.56 


78.34 

87.56 

77.28 

97.13 

134.71 

97.13 

DHELANA 

43.25 

50.34 

85.79 

NA 

37.58 


48.21 

48.21 

48.21 

69.13 

43.25 

57.78 

DHIKOLIYA 

NA 

53.53 

NA 

NA 

NA 

NA 

58.85 

NA 

NA 

NA 

69.48 

NA 

DHOINDA 

343.87 

351.66 

446.32 

NA 

434.97 

NA 

489.92 

522.53 

740.91 

1025.21 

748.00 

1025.21 

DHORAN 

39.00 

38.64 

38.64 

39.00 

34.03 

49.98 

46.44 

209.86 

41.12 

47.15 

59.56 

47.15 

DINGROL 

268.71 

286.08 

373.64 

NA 

425.40 

230.43 

340.32 

325.79 

154.92 

154.92 

293.17 

260.56 

DIYAN 

27.30 

25.17 

31.91 

NA 

29.07 

34.39 

34.39 

NA 


37.93 

38.29 

31.91 

DOWAS 

95.36 

85.08 

77.28 

80.12 

NA 


77.28 

NA 


89.33 

76.22 

110.96 

DUBBI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DUNI Pz. 

NA 

678.51 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

409.80 

NA 

GADBORE 

40.77 

63.46 

62.39 

149.60 

NA 



79.05 

70.55 

107.77 

76.57 

85.79 

GALODIYA 

21.62 

23.40 

21.27 

23.40 

21.27 

24.11 


NA 

31.55 

28.01 

23.75 

105.64 

GALWA 

859.31 

828.82 

797.98 

NA 

908.94 

1705.85 

770.33 

722.12 

756.50 

646.61 

679.93 

662.56 

GAMBHEERA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GANETI 

NA 

375.77 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

173.71 

NA 

GANGAPUR 

NA 

NA 

425.40 

308.06 

326.14 

342.09 

368.68 

NA 

368.68 

330.04 

343.87 

266.94 

GAONGURA 

114.15 

152.44 

154.92 

197.46 

210.93 

228.65 

175.48 

165.20 

208.80 

174.77 

219.79 

173.35 

GAOURI 

NA 

467.94 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

97.13 

NA 

GARDWAJ 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GEERIYA 

564.36 

459.08 

467.94 

425.40 

397.04 

1094.70 

763.95 

NA 

744.10 

1059.96 

1106.04 

42.89 

GHAD 

NA 

100.32 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

110.96 

NA 

GHAS 

NA 

168.74 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

166.62 

NA 

GILUND 

21.98 

23.04 

28.71 

NA 

NA 

NA 

23.75 

29.07 

NA 

29.07 

68.06 

81.54 

GOGATHALA 

NA 

1290.38 

183.63 

NA 

NA 

NA 

NA 

NA 

NA 

98.91 

112.38 

88.63 

GOGUNDA 

NA 

129.39 

144.64 

NA 

121.95 

113.44 

130.81 

NA 

NA 

127.27 

191.43 

168.39 

GOOGLI 

1519.74 

397.04 

292.82 

360.17 

0.00 

1705.85 

0.00 

0.00 

211.28 

272.61 

314.80 

224.04 

GOSUNDI 

88.63 

73.38 

0.00 

0.00 

40.77 

42.89 

94.65 

92.88 

113.44 

35.45 

136.48 

32.61 

GOWAL 

260.56 

235.74 

383.92 

NA 

255.24 

NA 

214.83 

269.77 

288.92 

493.46 

154.92 

281.12 

GUDHA 

49.63 

NA 

NA 

50.69 

49.63 

159.88 

43.60 

NA 

35.10 

NA 

40.77 

42.89 

GUGLI 

NA 

NA 

NA 

360.17 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GURLA 

37.22 

53.53 

49.63 

72.32 

85.08 

59.20 

83.66 

NA 

91.11 

56.01 

60.62 

66.65 

HADIKALA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1452.03 

NA 

HAJIWAS 

86.85 

1215.94 

56.72 

123.01 

105.64 

281.47 

147.47 

NA 

449.15 

273.67 

112.38 

30.84 

HAMEERGARH 

291.40 

355.21 

343.87 

321.89 

269.42 

250.28 

284.66 

NA 

301.68 

245.67 

330.04 

388.53 

HARDUTTPURA 

NA 

NA 

NA 

NA 

NA 

NA 

65.58 

NA 

NA 

NA 

479.28 

NA 

HASTRA 

86.85 

405.19 

42.54 

115.57 

313.02 

632.43 

107.06 

NA 

308.77 

561.53 

40.77 

105.64 

ISARDA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JAHAZPUR 

111.67 

113.79 

163.07 

148.18 

NA 

131.87 

150.66 

NA 

154.56 

126.20 

176.90 

46.09 

JANAWAD 

104.58 

138.96 

0.00 

134.36 

0.00 

60.27 

190.72 

0.00 

27.65 

26.23 

27.30 

26.23 

JASWANTGARH 

NA 

NA 

119.47 

NA 

132.23 

125.49 

NA 

NA 

NA 

129.04 

58.49 

294.59 

JATWARAKALAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JAWAL 

105.29 

140.74 

127.62 

119.47 

108.83 

135.42 

127.27 

NA 

115.92 

126.20 

170.16 

144.99 

JE ETA WAS 

97.13 

1209.55 

82.60 

93.59 

44.31 

NA 

105.64 

79.05 

80.83 

79.05 

80.12 

115.57 

JETPURA 

240.00 

227.94 

188.59 

0.00 

166.62 

0.00 

116.99 

174.41 

123.72 

151.37 

159.88 

296.72 

JHADOLI 

NA 

227.94 

45.38 

NA 

54.95 

56.72 

54.95 

NA 

NA 

58.49 

246.73 

53.88 

JHEELWARA 

86.85 

123.72 

57.07 

NA 

NA 

70.55 

NA 

48.21 

NA 

48.21 

63.10 

80.83 

JHONPRA 

NA 

319.05 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JHOR 

112.38 

185.40 

158.11 

NA 

251.70 

101.39 

137.55 

139.32 

NA 

154.92 

123.01 

217.66 

JHUTAGUDA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

26.59 

16.31 

JODHPURA 

NA 

NA 

NA 

NA 

NA 

NA 

421.86 

467.23 

474.68 

421.86 

452.70 

421.86 

KADMAL 

59.56 

38.64 

67.36 

29.07 

NA 

NA 

58.49 

37.93 

NA 

13.12 

26.59 

30.84 

KAIROD 

NA 

NA 

NA 

NA 

NA 

NA 

52.47 

NA 

NA 

NA 

53.88 

NA 

KAKALWAS 

NA 

205.61 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KAKOR 

NA 

40.06 

NA 

NA 

NA 

NA 

52.47 

NA 

NA 

NA 

26.94 

NA 

KALODA 

NA 

69.48 


NA 


NA 

96.42 

85.79 

89.33 

65.94 


65.23 

KAMOL 

NA 

19.50 


NA 


22.33 

NA 

NA 

24.46 

24.11 

■EXS 

16.66 

KANPURA (DOLPURA) 

55.66 

113.44 

120.53 

72.32 

127.62 

79.76 

134.00 

NA 

852.93 

77.28 

148.18 

113.44 

KARAS 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KARDA 

NA 

115.92 

148.18 

75.86 

165.20 

170.16 

191.08 

NA 

NA 

75.51 

171.58 

117.69 

KARERIYA 

NA 

56.72 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

25.17 

NA 

KAROI 

576.77 

NA 

347.41 

520.76 

NA 

694.82 

509.06 

NA 

119.47 

659.72 

107.77 

653.34 

KATHAR 

129.39 

69.48 

114.50 

88.63 

129.04 

NA 

171.93 

127.27 

137.55 

69.13 

1017.42 

852.93 

KELWA 

63.10 

56.01 

70.55 

0.00 

0.00 

39.35 

46.09 

0.00 


46.09 


46.09 

KELWARA 

44.31 

48.21 

NA 

NA 

NA 

41.12 

82.60 

72.32 


57.78 


57.78 

KESULI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KHAJOORI 

49.63 

30.13 

60.27 

57.78 

63.81 

52.11 

60.27 

NA 

73.74 

42.19 

57.78 

49.63 

KHAKHLA 

517.92 

586.34 

531.75 

428.95 

NA 

448.09 

375.06 

NA 

378.96 

435.33 

489.92 

1074.84 

KHAMNOR 

54.59 

85.08 

0.00 

98.91 

0.00 

97.84 

0.00 

0.00 

101.03 

158.11 

113.44 

158.11 

KHANDAR 

NA 

NA 

NA 

NA 

NA 

NA 

288.56 

NA 

NA 

NA 

292.46 

255.95 

KHANDEL 

27.30 

162.36 

28.72 

20.56 

NA 

NA 

34.03 

36.16 

23.04 

19.85 

68.06 

187.18 

KHARNOTA 

136.13 

142.86 

126.20 

NA 

74.80 

NA 

65.23 

NA 

108.12 

140.03 

61.33 

151.73 


Monsoon Monsoon 



[ 39.00 

35.45 

| NA 

177.25 

141.80 


56.72 

63.81 

56.72 

67.36 

i 829.53 

411.22 

| 46.09 

49.63 

| 311.96 

439.58 

28.36 

85.08 

NA 

NA 

NA 

NA 

503.39 

400.94 

85.08 

88.63 

28.36 

21.27 

808.26 

942.97 

290.69 

85.08 

170.16 

175.12 

397.04 

436.04 

| 163.07 

166.62 

113.44 

235.74 

NA 

NA 

i NA 

1474.72 

127.62 

191.79 

262.33 

NA 

70.90 

NA 

| 141.80 

NA 

99.26 

141.80 

276.51 

265.88 

141.80 

194.98 

| 443.13 

304.87 

NA 

56.72 

NA 

NA 

| 63.81 

42.54 

1262.02 

1377.23 

NA 

148.89 

524.66 

482.12 

460.85 

464.75 

i NA 

56.72 

NA 

NA 

NA 

NA 

24.82 

28.36 

152.44 

148.89 

NA 

NA 

113.44 

88.63 

170.16 

99.26 

187.89 

155.98 

53.18 

63.81 

113.44 

155.98 

113.44 

101.03 

202.07 

184.34 

35.45 

21.27 

NA 

NA 

35.45 

NA 

85.08 

53.88 

NA 

NA 

21.27 

30.13 

74.45 

92.17 

| 14.18 

42.54 

NA 

92.17 

NA 

NA 

141.80 

244.61 

141.80 

NA 

602.65 

226.88 

368.68 

138.26 

49.63 

56.72 

42.54 

53.18 

NA 

NA 

42.54 

63.81 

1042.23 

907.52 

106.35 

116.99 

NA 

NA 

233.97 

223.34 

177.25 

95.72 


Post 

Monsoon 

Pre 

Monsoon 

70.90 

116.99 

28.36 

42.54 

63.81 

56.72 

0.00 

99.26 

70.90 

63.81 

40.06 

NA 

623.92 

421.86 

85.08 

155.98 

269.42 

407.68 

31.91 

42.54 

NA 

NA 

117.69 

NA 

498.78 

NA 

56.72 

77.99 

14.18 

14.18 

882.71 

1049.32 

99.26 

152.44 

257.37 

NA 

347.41 

404.13 

180.80 

177.25 

48.21 

NA 

NA 

NA 

1744.14 

1396.73 

289.63 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

194.98 

141.80 

276.51 

248.15 

63.81 

163.07 

418.31 

467.94 

49.63 

39.00 

NA 

NA 

74.45 

120.53 

1047.55 

NA 

NA 

116.99 

769.27 

606.20 

498.78 

NA 

241.06 

347.41 

NA 

NA 

NA 

NA 

28.36 

28.36 

145.35 

170.16 

36.87 

NA 

116.99 

95.72 

NA 

85.08 

205.61 

170.16 

67.36 

63.81 

102.81 

102.81 

707.94 

NA 

336.78 

155.98 

24.82 

NA 

503.39 

358.05 

NA 

NA 

56.01 

NA 

NA 

NA 

15.95 

NA 

NA 

NA 

28.36 

42.54 

230.43 

131.17 

NA 

NA 

159.53 

49.63 

257.37 

NA 

63.81 

159.53 

NA 

NA 

985.51 

1091.86 

35.45 

42.54 

NA 

NA 

85.08 

53.18 

1091.86 

811.81 

106.35 

120.53 

427.53 

NA 

269.42 

127.62 

127.62 

113.44 


1992 

_ f Post 


49.63 

77.99 

77.99 

67.36 

163.07 

92.17 

56.72 

77.99 

NA 

540.61 

822.44 

276.51 

77.99 

49.63 

308.42 

368.68 

28.36 

39.00 

NA 

NA 

80.83 

NA 

657.24 

558.69 

77.99 

77.99 

17.73 

21.27 

99.26 

1091.86 

226.88 

365.14 

NA 

233.97 

372.23 

109.90 

138.26 

120.53 

160.59 

151.02 

NA 

NA 

1715.78 

1198.21 

430.72 

302.03 

NA 

317.28 

NA 

NA 

NA 

NA 

177.25 

145.35 

358.05 

354.50 

223.34 

276.51 

499.85 

471.49 

53.18 

46.09 

NA 

NA 

92.17 

113.44 

NA 

1209.20 

NA 

NA 

843.71 

599.11 

NA 

512.25 

496.30 

379.32 

NA 

NA 

NA 

NA 

31.91 

42.54 

127.62 

141.80 

58.85 

109.19 

113.44 

109.90 

106.35 

85.08 

287.15 

272.97 

70.90 

63.81 

116.99 

92.17 

87.56 

158.46 

191.43 

120.53 

NA 

NA 

NA 

NA 

NA 

35.45 

NA 


NA 

NA 

NA 

28.29 

NA 

99.26 

21.27 

49.63 

106.35 

134.71 

NA 

NA 

155.98 

219.79 

| NA 

0.00 

379.32 

209.16 

NA 

315.51 

875.62 

836.62 

28.36 

39.00 

NA 

NA 

63.81 

53.18 

1067.05 

751.54 

| 102.81 

113.44 

54.59 

491.34 

131.17 

113.44 

226.88 

262.33 


Post 

Monsoon 

Pre 

Monsoon 

81.54 

92.17 

60.27 

56.72 

60.27 

74.45 

99.26 

99.26 

85.08 

63.81 

99.26 

68.06 

801.17 

545.93 

60.27 

56.72 

432.49 

283.60 

28.36 

35.45 

NA 

NA 

92.17 

97.13 

NA 

633.14 

70.90 

92.17 

17.73 

21.27 

921.70 

879.16 

319.05 

38286.00 

170.16 

244.96 

326.14 

NA 

170.16 

NA 

70.19 

217.66 

NA 

NA 

1488.90 

NA 

204.19 

278.99 

155.98 

204.19 

NA 

NA 

NA 

NA 

198.52 

120.53 

326.14 

85.08 

77.99 

85.08 

432.49 

297.78 

177.25 

39.00 

NA 

NA 

141.80 

70.90 

1318.74 

1286.48 

141.80 

173.71 

460.85 

358.05 

510.48 

517.22 

510.48 

404.13 

NA 

NA 

NA 

131.17 

39.00 

49.63 

120.53 

141.80 

358.05 

NA 

95.72 

99.26 

99.26 

70.90 

255.24 

163.07 

70.90 

77.99 

88.63 

106.35 

85.79 

88.63 

141.80 

198.52 

NA 

NA 

NA 

NA 

21.27 

28.36 

35.45 

47.50 

NA 

NA 

14.18 

NA 

85.08 

99.26 

21.27 

28.36 

53.18 

NA 

NA 

NA 

219.79 

297.78 

191.43 

231.49 

248.15 

194.98 

389.95 

397.04 

786.99 

49.63 

42.54 

49.63 

NA 

NA 

31.91 

46.09 

694.82 

542.39 

113.44 

106.35 

92.17 

68.77 

127.62 

106.35 

191.43 

191.43 


Post 

Monsoon 

Pre 

Monsoon 

166.62 

127.62 

21.27 

63.81 

70.90 


0.00 

102.81 

67.36 

63.81 

63.81 

NA 

NA 

233.97 

42.54 

56.72 

155.98 

411.22 

21.27 

28.36 

NA 

NA 

NA 

120.53 

638.10 

NA 

70.90 

92.17 

42.54 

24.82 

85.08 

964.24 

347.41 

354.50 

49.63 

NA 

333.23 

38286.00 

120.53 

113.44 

134.71 

NA 

NA 

NA 

1772.50 

1347.10 

155.98 

NA 

155.98 

NA 

NA 

NA 

NA 

NA 

NA 

141.80 

350.96 

319.05 

67.36 

120.53 

506.94 

538.84 

92.17 

74.45 

NA 

NA 

85.08 

141.80 

1162.76 

NA 

202.07 

258.79 

595.56 

687.73 

935.88 

NA 

535.30 

425.40 

NA 

NA 

NA 

NA 

63.81 

56.72 

127.62 

120.53 

NA 

127.62 

124.08 

106.35 

99.26 

92.17 

198.52 

304.87 

63.81 

63.81 

53.18 

102.81 

120.53 

NA 

198.52 

138.26 

NA 

NA 

NA 

NA 

21.27 

35.45 

56.72 

NA 

NA 

NA 

21.27 

NA 

77.99 

00 

o 

LO 

00 

10.64 

39.00 

120.53 

67.36 

NA 

NA 

109.90 

187.89 

219.79 

NA 

276.51 

163.07 

219.79 

393.50 

1098.95 

595.56 

35.45 

39.00 

NA 

NA 

106.35 

63.81 

744.45 

648.74 

113.44 

95.72 

NA 

595.56 

134.71 

106.35 

155.98 

219.79 


1995 

H Post 


Monsoon Monsoon 



7 


85.08 

333.23 


46.09 

436.04 


14.18 

NA 


_NA 

723.18 


74.45 

17.73 


85.08 

354.50 


361.59 

354.50 


141.80 

248.15 


_NA 

1609.43 


226.88 

226.88 


_NA 

NA 


184.34 

269.42 


77.99 

467.94 


_19 

Pre 

Monsoon 

365.14 


31.91 

92.17 


13.44 

95.72 

63.81 

56.72 



24.82 

31.91 

NA 

NA 



85.08 

70.9 

43.13 

63.8 


70.90 

102.81 

NA 

NA 



170.16 
177.25 " 


_NA 

na" 


_NA 

269.42 " 


_NA 

na" 


177.25 
354.50 " 


70.90 
397.04" 


120.53 

na" 


99.26 
1063.50" 


NA 

361.59 

109.90 

92.17 



191.43 

333.23 


_NA 

1389.64 


63.81 

283.60 


134.71 

340.32 


205.61 

311.96 


63.81 

NA 


141.80 

2027.74 


446.67 

255.24 

76.22 

NA 


NA 

NA 

NA 

NA 


35.45 

42.54 

13.44 

95.72 



NA 

NA 

NA 

244.61 



j 81.54 

102.81 

70.90 

241.06 

NA 

NA 

NA 

NA 

120.53 

99.26 

148.89 

180.80 

92.17 

NA 

198.52 

148.89 

219.79 

262.33 

496.30 

56.72 

226.88 

290.69 

425.40 

173.71 

i 744.45 

652.28 

620.38 

340.32 

35.45 

35.45 

31.91 

42.54 

NA 

NA 

NA 

141.80 

56.72 

56.72 

92.17 

67.36 

928.79 

716.09 

1184.03 

205.61 

113.44 

0.00 

120.53 

106.35 

NA 

446.67 

NA 

NA 

95.72 

106.35 

315.51 

244.61 

! 113.44 

198.52 

177.25 

216.25 
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Chloride, mg/I 


2000 


2001 


2002 


1998 


1999 


Location 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 


Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

DEORIYA 

191.43 

49.63 

74.45 

127.62 

542.39 

35.45 

244.61 

191.43 

NA 

21.27 

92.17 

14.18 

DHANEEN 

28.36 

31.91 

24.82 

46.09 

42.54 

77.99 

173.71 

258.79 

24.82 

44.31 

141.80 

120.53 

DHANUGAON 

106.35 

212.70 

113.44 

49.63 

187.89 

106.35 

21.27 

127.62 

113.44 

145.35 

163.07 

28.36 

DHANWAL 

138.26 

88.63 

148.89 

127.62 

212.70 

148.89 

155.98 

191.43 

322.60 

283.60 

226.88 

404.13 

DHELANA 

46.09 

60.27 

35.45 

49.63 

46.09 

63.81 

35.45 

42.54 

21.27 

35.45 

70.90 

56.72 

DHIKOLIYA 

127.62 

63.81 

56.72 

70.90 

56.72 

49.63 

56.72 

56.72 

70.90 

42.54 

63.81 

49.63 

DHOINDA 

960.70 

538.84 

850.80 

599.11 

1375.46 

1017.42 

1120.22 

1254.93 

1148.58 

1361.28 

1446.36 

737.36 

DHORAN 

49.63 

67.36 

74.45 

198.52 

219.79 

297.78 

276.51 

340.32 

88.63 

85.08 

102.81 

56.72 

DINGROL 

202.07 

265.88 

56.72 

262.33 

152.44 

155.98 

134.71 

113.44 

397.04 

212.70 

155.98 

446.67 

DIYAN 

21.27 

28.36 

31.91 

28.36 

28.36 

81.54 

28.36 

35.45 

21.27 

35.45 

35.45 

35.45 

DOWAS 

NA 

63.81 

53.18 

49.63 

56.72 

56.72 

113.44 

60.27 

56.72 

56.72 

63.81 

49.63 

DUBBI 

85.08 

141.80 

134.71 

56.72 

63.81 

NA 

NA 

NA 

49.63 

49.63 

NA 

70.90 

DUNI Pz. 

475.03 

1162.76 

NA 

85.08 

631.01 

1056.41 

255.24 

42.54 

NA 

NA 

NA 

NA 

GADBORE 

63.81 

77.99 

NA 

85.08 

102.81 

102.81 

85.08 

74.45 

81.54 

70.90 

70.90 

63.81 

GALODIYA 

24.82 


31.91 

24.82 

31.91 

116.99 

42.54 


35.45 

191.43 

113.44 

92.17 

GALWA 

74.45 

88.63 

NA 

113.44 

864.98 

935.88 

886.25 

942.97 

907.52 

652.28 

659.37 

709.00 

GAMBHEERA 

262.33 

584.93 

389.95 

570.75 

361.59 

56.72 

49.63 

127.62 

39.00 

35.45 

464.40 

67.36 

GANETI 

425.40 

397.04 

42.54 

99.26 

276.51 

205.61 

92.17 

85.08 

170.16 

85.08 

70.90 

148.89 

GANGAPUR 

343.87 

85.08 

326.14 

304.87 

340.32 

354.50 

350.96 

NA 

510.48 

319.05 

340.32 

116.99 

GAONGURA 

155.98 

191.43 

194.98 

290.69 

280.06 

304.87 

336.78 

694.82 

524.66 

638.10 

496.30 

694.82 

GAOURI 

850.80 

645.19 

460.85 

701.91 

NA 

496.30 

425.40 

35.45 

354.50 

35.45 

687.73 

42.54 

GARDWAJ 

42.54 

155.98 

NA 

NA 

NA 

127.62 

106.35 

NA 

148.89 

255.24 

NA 

106.35 

GEERIYA 

NA 

1276.20 

1382.55 

918.16 

1573.98 

1045.78 

1488.90 

1013.87 

1829.22 

1297.47 

1262.02 

109.90 

GHAD 

489.21 

127.62 

177.25 

177.25 

212.70 

85.08 

127.62 

113.44 

191.43 

56.72 

99.26 

141.80 

GHAS 

212.70 

283.60 

326.14 

319.05 

290.69 

290.69 

248.15 

283.60 

283.60 

198.52 

276.51 

255.24 

GILUND 

198.52 

99.26 

81.54 

95.72 

106.35 

85.08 

67.36 

63.81 

81.54 

63.81 

77.99 

63.81 

GOGATHALA 

88.63 

85.08 

NA 

106.35 

113.44 

106.35 

113.44 

109.90 

35.45 

92.17 

77.99 

77.99 

GOGUNDA 

194.98 

113.44 

205.61 

141.80 

141.80 

294.24 

60.27 

155.98 

131.17 

141.80 

170.16 

166.62 

GOOGLI 

389.95 

411.22 

340.32 

276.51 

340.32 

389.95 

375.77 

347.41 

475.03 

411.22 

453.76 

460.85 

GOSUNDI 

92.17 

163.07 

262.33 

92.17 

28.36 

145.35 

24.82 

198.52 

56.72 

141.80 

21.27 

106.35 

GOWAL 

567.20 

354.50 

NA 

283.60 

301.33 

315.51 

329.69 

347.41 

446.67 

276.51 

248.15 

361.59 

GUDHA 

134.71 

99.26 

49.63 

49.63 

85.08 

56.72 

53.18 

53.18 

63.81 

77.99 

56.72 

46.09 

GUGLI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GURLA 

141.80 

148.89 

106.35 

155.98 

85.08 

113.44 

77.99 

879.16 

269.42 

241.06 

467.94 

964.24 

HADIKALA 

1375.46 

868.53 

212.70 

1666.15 

361.59 

1269.11 

1375.46 

1212.39 

1304.56 

1091.86 

1127.31 

1247.84 

HAJIWAS 

258.79 

226.88 

212.70 

NA 

NA 

NA 

173.71 

166.62 

170.16 

233.97 

375.77 

148.89 

HAMEERGARH 

744.45 

283.60 

262.33 

269.42 

39.00 

194.98 

159.53 

NA 

124.08 

141.80 

205.61 

134.71 

HARDUTTPURA 

361.59 

49.63 

333.23 

0.00 

425.40 

567.20 

361.59 

510.48 

319.05 

425.40 

319.05 

460.85 

HASTRA 

358.05 

127.62 

829.53 

120.53 

737.36 

NA 

666.46 

159.53 

311.96 

567.20 

120.53 

56.72 

ISARDA 

219.79 

63.81 

NA 

NA 

NA 

56.72 

56.72 

NA 

77.99 

56.72 

NA 

70.90 

JAHAZPUR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JANAWAD 

35.45 

46.09 

14.18 

39.00 

28.36 

35.45 

31.91 

39.00 

21.27 

8.15 

17.73 

14.18 

JASWANTGARH 

102.81 

102.81 

77.99 

77.99 

70.90 

35.45 

106.35 

70.90 

155.98 

63.81 

198.52 

163.07 

JATWARAKALAN 

489.21 

354.50 

418.31 

333.23 

191.43 

NA 

NA 

NA 

"arc 

49.63 

NA 

106.35 

JAWAL 

131.17 

127.62 

127.62 

92.17 

88.63 

NA 

NA 

NA 

amm 

42.54 

42.54 

120.53 

JE ETA WAS 

120.53 

77.99 

99.26 

60.27 

49.63 

46.09 

46.09 

42.54 

53.18 

53.18 

42.54 

779.90 

JETPURA 

269.42 

216.25 

198.52 

340.32 

255.24 

0.00 

276.51 

106.35 

262.33 

35.45 

269.42 

177.25 

JHADOLI 

53.18 

67.36 

56.72 

60.27 

53.18 


NA 

70.90 

63.81 

70.90 

70.90 

35.45 

JHEELWARA 

63.81 

92.17 

NA 

95.72 

113.44 



35.45 

70.90 

85.08 

77.99 

120.53 

JHONPRA 

35.45 

92.17 

63.81 

56.72 

21.27 

77.99 

NA 

141.80 

148.89 

99.26 

113.44 

70.90 

JHOR 

184.34 

187.89 

166.62 

177.25 

180.80 

35.45 

116.99 

120.53 

148.89 

99.26 


99.26 

JHUTAGUDA 

28.36 

28.36 

NA 

35.45 

17.73 

21.27 

17.73 

35.45 

28.36 

35.45 

21.27 

56.72 

JODHPURA 

368.68 

187.89 

198.52 

209.16 

219.79 

272.97 

251.70 

393.50 

276.51 

319.05 

70.90 

85.08 

KADMAL 

28.36 

28.36 

21.27 

24.82 

31.91 

53.18 

21.27 

28.36 


28.36 

21.27 

39.00 

KAIROD 

49.63 

92.17 

333.23 

77.99 

134.71 

42.54 

70.90 

56.72 


99.26 

49.63 

460.85 

KAKALWAS 

NA 

NA 

NA 

NA 

NA 

NA 

911.07 

NA 

779.90 

NA 

616.83 

560.11 

KAKOR 

42.54 

35.45 

375.77 

NA 

28.36 

28.36 

42.54 

21.27 

46.09 

63.81 

70.90 

113.44 

KALODA 

74.45 

88.63 

56.72 

70.90 

77.99 

85.08 

67.36 

77.99 

70.90 

77.99 

56.72 

74.45 

KAMOL 

21.27 

35.45 

14.18 

31.91 

14.18 

28.36 

21.27 

21.27 

10.64 

35.45 

21.27 

21.27 

KANPURA (DOLPURA) 

102.81 

170.16 

163.07 

NA 

106.35 

NA 

67.36 

NA 

854.35 

779.90 

290.69 

808.26 

KARAS 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KARDA 

106.35 

170.16 

209.16 

219.79 

194.98 

226.88 

219.79 

42.54 

248.15 

170.16 

170.16 

333.23 

KARERIYA 

248.15 

42.54 

NA 

NA 

233.97 

233.97 

NA 

404.13 

35.45 

21.27 

248.15 

319.05 

KAROI 

60.27 

212.70 

42.54 

340.32 

35.45 

382.86 

414.77 

255.24 

446.67 

262.33 

333.23 

319.05 

KATHAR 

315.51 

177.25 

170.16 

184.34 

191.43 

219.79 

184.34 

205.61 

524.66 

290.69 

63.81 

283.60 

KELWA 

350.96 

319.05 

361.59 

411.22 

354.50 

382.86 

382.86 

432.49 

304.87 

439.58 

524.66 

772.81 

KELWARA 

56.72 

39.00 

NA 

31.91 

31.91 

216.25 

148.89 

212.70 

42.54 

70.90 

39.00 

35.45 

KESULI 

109.90 

102.81 

NA 

67.36 

81.54 

70.90 

53.18 

74.45 


32.61 

85.08 

85.08 

KHAJOORI 

63.81 

56.72 

74.45 

60.27 

56.72 

56.72 

49.63 

49.63 


42.54 

56.72 

49.63 

KHAKHLA 

779.90 

694.82 

645.19 

233.97 

386.41 

269.42 

276.51 

21.27 

694.82 

248.15 

134.71 

127.62 

KHAMNOR 

134.71 

191.43 

NA 

131.17 

145.35 

124.08 

124.08 

141.80 

141.80 

48.57 

170.16 

361.59 

KHANDAR 

255.24 

63.81 

49.63 

297.78 

311.96 

155.98 

NA 

241.06 

304.87 

333.23 

NA 

219.79 

KHANDEL 

283.60 

116.99 

NA 

102.81 

92.17 

106.35 

85.08 

95.72 

77.99 

85.08 

56.72 

92.17 

KHARNOTA 

166.62 

127.62 

85.08 

840.17 

88.63 

92.17 

85.08 

63.81 

191.43 

92.17 

102.81 

56.72 


03_ 

Post 

Monsoon 

14.18 


Chloride, mg/I 


2004 i 

j 2005 | 

| 2006 | 

| 2007 | 

| 2008 j 

! 2009 | 

| 2010 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

14.18 

10.64 

14.18 

95.72 

10.64 

623.92 

NA 

24.82 

56.72 

NA 

NA 

53.18 

542.39 

70.90 
















































































































































































































































































































































































































































































































































KHERLI-I 

KHERLI-II 


KOSHIWARA _ 

KOTHAJ 


KOTHARIYA _ 

KOTRI 


KUCHALWARA KALAN 
KUMARIYA KHEDA 


KUNDERA _ 

KUNTHWA 


KURAJ _ 

KUSAYATHA 


KUSHALIPURA 

LAKHAMANIYAS 


LAKHOLA _ 

LAKM KAGUDA 


MAINPURA 

MAJERA 


MANDFIA _ 

MANDIAWAS 


MANDWARA _ 

MANGROP 


MANOHARPURA 
MANSINGH KAGUDA 


MENDWAS _ 

MENIYA 


MEWARIYA _ 

MEWARMA 


MIYARI MADRI _ 

MOHI 


MORRA 

MOTIALA 


NAN PSA 
NAPAKHERA 


PADAMPURA 

PADASALI 


_ Chloride, mg/I _ 

1984 1985 1986 1987 1988 1989 1990 1991 1992 1993 1994 1995 1996 

Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post 

Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 


_19 

Pre 

Monsoon 

113.44 


KHATAMALA 

197.46 

133.29 

505.16 

NA 

491.69 

NA 

219.44 

NA 

69.13 

288.56 

299.55 

31.20 

446.67 

141.80 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

379.32 

KHATOLI 

NA 

26.94 

NA 

NA 

NA 

NA 

52.47 

NA 

NA 

NA 

101.03 

NA 

88.63 

340.32 

94.30 

NA 

NA 

NA 

70.19 

56.72 

NA 

77.99 

NA 

92.17 

NA 

49.63 

248.15 


2070.28 

92.17' 


KOONCHOLI 

246.73 

258.79 

NA 

NA 

261.98 

NA 

299.20 

299.20 

275.09 

299.20 

85.08 

267.65 

301.33 

496.30 

432.49 

503.39 

499.85 

567.20 

503.39 

418.31 

602.65 

NA 

716.09 

120.53 

106.35 

134.71 

141.80 

KOONCHOLI 

91.82 

88.98 

97.13 

NA 

102.10 

NA 

97.84 

109.90 

109.90 

112.02 

142.86 

112.02 

106.35 

70.90 

67.36 

49.63 

56.72 

NA 

63.81 

63.81 

63.81 

49.63 

63.81 

70.90 

67.36 

60.27 

74.45 


554.44 
150.66 " 


168.03 

1236.14" 


26.94 

189.30" 


_NA 

274.38 " 


146.41 

139.67 

1204.24 

1290.38 



97.84 
173.71" 


_NA 

1229.76 " 


45.02 

na" 


! 81.54 



NA 




NA 

NA 

NA 

118.76 



392.08 
175.48 " 


107.77 

1130.15" 


42.19 

170.16" 


_NA 

101.03 " 


219.79 

452.70' 


85.08 

2773.61' 


NA 

145.35 ' 


NA 

125.85' 


79.05 
263.75 ' 


215.89 

1101.08' 


82.60 
204.55 ' 


_NA 

101.03 ' 


375.77 
368.68" 


319.05 
1063.50" 


92.17 
159.53 " 


89.69 
163.07" 


652.28 
163.07 " 


467.94 
1077.68 " 


28.36 
187.89 " 


_NA 

131.17" 



_NA 

194.98 " 


255.24 
1056.41 " 


42.54 
134.71" 


169.45 
99.26 " 



127.62 

340.32 

28.36 

NA 


99.26 

62.39 

120.53 

290.69 




116.99 

269.42 

198.52 

280.06 



KUNWARIYA 

37.58 

75.15 

85.79 

NA 

135.77 

39.35 

102.10 

123.72 

119.47 

98.91 

91.82 

98.91 

63.81 

170.16 

102.81 

138.26 

134.71 

124.08 

148.89 

85.08 

163.07 

148.89 

187.89 

NA 

230.43 

294.24 

170.16 

KURADIA 

229.36 

187.53 

NA 

198.87 

42.54 

208.45 

271.19 

NA 

273.67 

199.94 

257.37 

253.82 

233.97 

170.16 

216.25 

191.43 

194.98 

184.34 

205.61 

134.71 

198.52 

219.79 

212.70 

184.34 

244.61 

304.87 

276.51 


2187.27 

na' 


NA 

751.54' 


NA 

79.05 ' 


1218.06 
70.90 ' 


_NA 

47.15 ' 


_NA 

na' 



1100.37 

na' 


_NA 

na' 


_NA 

87.56 ' 


1100.37 

42.54" 


NA 

NA 

154.56 

64.52 


1082.29 
35.45 ' 


_NA 

13.12' 


257.01 
44.31' 


1375.46 
56.72 " 


NA 

49.63 " 


269.42 
56.72 " 


1304.56 
322.60 " 


_NA 

na" 


290.69 
49.63 " 


1985.20 

56.72' 


NA 
49.63 ' 


248.15 

92.17' 


1559.80 
60.27" 


NA 

42.54" 


233.97 
85.08" 


1311.65 
39.00 " 


_NA 

53.18 " 


212.70 
46.09 " 


1318.74 
70.90' 


NA 
49.63 ' 


NA 
63.81' 


1176.94 

116.99" 


NA 

46.09 " 


NA 

63.81" 


1488.90 
35.45 " 


_NA 

35.45 " 


_NA 

42.54 " 


1425.09 

113.44' 


NA 

46.09 ' 


177.25 

56.72' 


1630.70 
60.27 ' 


_NA 

42.54' 


170.16 

42.54' 


1659.06 
145.35 " 


NA 

63.81" 


1205.30 
60.27" 


2197.90 
88.63 " 


_NA 

106.35 " 


173.71 
46.09 " 


LASADIYA-KALAN 

NA 

MACHIND 

64.52 


MALI KHERA 

114.15 

MANAT KAGUDA 

34.03 



NA 

NA 

66.29 

90.04 


NA 

83.31 

NA 

NA 


006.43 

20.21 

67.00 

67.36 


20.56 

24.1 

75.86 

70.9 



NA 

NA 

418.67 

316.57 


MOLELA 

387.82 

MORCHA 

105.64 



MOTUKA 

NA 

MURDA 

25.52 



141.09 

NA 

645.19 

808.26 


_NA 

na" 


_NA 

56.72 " 


_NA 

1145.04 " 


93.94 

na" 


32.61 
79.76 " 


45.02 
1145.04" 


_NA 

na" 


275.09 

na" 


67.00 
0.00 " 


_NA 

na" 


_NA 

765.72 " 


_NA 

109.90 " 



NA 

NA 

63.81 

70.90 


170.16 

154.92 

| 446.67 

322.60 


407.68 

NA 


_NA 

283.60 


113.44 

354.50 


_NA 

1006.78 


141.45 

106.35 



NA 

NA 

1013.87 

1212.39 


_NA 

53.18 " 


280.06 
88.63 " 


70.90 
39.00 " 


202.07 

na" 


92.17 
81.54" 


46.09 
155.98 " 


_NA 

471.49 " 


418.31 

na" 


_NA 

216.25 " 


202.07 
63.81" 


_NA 

1070.59 " 


_NA 

67.36 


163.78 

70.90 


95.72 

35.45 


248.15 

NA 


42.5 

70.9 


42.54 

163.07 


161.30 

358.05 


475.03 

NA 


_NA 

198.52 


134.71 

120.53 


_NA 

1198.21 


70.19 

42.54 



99.26 

382.86 

42.54 

191.43 


49.63 

42.54 

74.45 

74.45 


i 155.98 

142.86 

343.87 

241.06 


304.87 

na" 


NA 

233.97" 


56.72 
198.52 " 


NA 

1045.78" 


74.80 

28.36" 


_NA 

81.54 


177.25 

63.81 


99.26 

35.45 


443.13 

NA 


53.18 

70.90 


56.72 

120.53 


_NA 

304.87 


436.04 

NA 


_NA 

241.06 


109.90 

127.62 


_NA 

1077.68 


_NA 

42.54 


NA 

NA 

180.80 

180.80 


368.68 

na' 


_NA 

0.00 ' 


163.07 
56.72 ' 


_NA 

1020.96 ' 


56.72 
56.72 ' 


NAMANA 

532.46 

NANDESHAMA 

93.59 



PACHALA 

NA 

PACHHMATA 

1320.16 


PADRADA 

NA 

PADRI 

NA 


234.33 
1359.86 " 


26.94 
138.96 " 


_NA 

na" 


_NA 

1104.62 


31.91 

144.64 


35.45 

NA 


| NA 

NA 

NA 

NA 




| 85.08 

80.83 

63.81 

NA 


NA 

73.38 

60.97 

54.59 



.82 

17.73 

.00 

42.54 


2233.35 

134.71 


_NA 

85.08 


265.88 

42.54 


LAMBODI 

83.31 

150.66 

99.26 

52.82 

68.06 

89.33 

47.50 

62.04 

82.60 

46.09 

83.31 

54.24 

49.63 

49.63 

46.09 

35.45 

35.45 

39.00 

70.90 

31.91 

63.81 

42.54 

70.90 

49.63 

70.90 

53.18 

60.27 

LASADIYA KHURD 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 



88.63 

56.72 

24.08 

85.08 



NA 

NA 

184.34 

212.70 



20.53 

70.9 

85.08 

42.5 


NAGAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

67.36 

NA 

NA 

NA 

67.36 

128.68 

NA 

547.70 

NA 

109.19 

108.83 

184.34 

NA 

35.45 

113.44 

198.52 

141.80 

NAIPUR 

NA 

NA 

NA 

NA 

NA 

NA 

183.63 

NA 

NA 

NA 

109.54 

194.98 

NA 

NA 

NA 

66.29 

NA 

117.69 

194.98 

177.25 

54.95 

NA 

92.17 

NA 

446.67 

NA 

NA 


194.98 

159.53 

92.17 

88.63 


NASIRDA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

40.41 

NA 

36.51 

28.36 

70.90 

168.74 

NA 

306.64 

98.20 

31.55 

34.03 

92.17 

NA 

106.35 

609.74 

70.90 

113.44 

NATHDWARA 

175.48 

NA 

NA 

NA 

NA 

NA 

182.21 

176.90 

NA 

102.10 

116.99 

102.10 

127.62 

180.80 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

92.17 


NATH U WAS 

210.93 

168.03 

NA 

183.63 

178.67 

316.21 

197.46 

214.83 

208.80 

197.81 

241.77 

201.00 

191.43 

198.52 

198.52 

NA 

170.16 

152.44 

163.07 

148.89 

141.80 

145.35 

163.07 

NA 

163.07 

177.25 

177.25 

NATWARA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

761.11 

NA 

774.23 

680.64 

902.56 

NA 

NA 

NA 

158.46 

248.15 

198.17 

482.12 

NA 

560.11 

NA 

70.90 

42.54 


NAUGAWA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NAVALPURA(KABRA) 

2.48 

NA 

106.35 

56.72 

28.36 

127.97 

207.74 

NA 

35.10 

126.20 

115.57 

36.16 

49.63 

NA 

92.17 

77.99 

49.63 

53.18 

53.18 

39.00 

46.09 

63.81 

63.81 

81.54 

60.27 

70.90 

56.72 

NAYAGAON 

NA 

241.06 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

168.39 

NA 

170.52 

191.43 

141.45 

273.32 

NA 

NA 

231.49 

184.34 

NA 

262.33 

NA 

531.75 

NA 

595.56 

127.62 

NEGRIA 

NA 

33.32 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

47.15 

NA 

36.51 

70.90 

50.34 

80.47 

NA 

51.05 

68.06 

54.59 

34.03 

92.17 

NA 

NA 

42.54 

70.90 

70.90 


OJAGARH 

NA 

241.06 

173.71 

177.25 

170.16 

312.67 

NA 

NA 

308.77 

301.68 

249.21 

41.12 

319.05 

NA 

347.41 

283.60 

287.15 

290.69 

262.33 

280.06 

301.33 

241.06 

138.26 

262.33 

272.97 

276.51 

216.25 

OLNA KA KHERA 

509.42 

395.98 

29.42 

NA 

236.45 

99.26 

392.08 

431.43 

416.18 

1173.40 

673.55 

1173.40 

613.29 

950.06 

907.52 

786.99 

687.73 

666.46 

1517.26 

560.11 

531.75 

602.65 

460.85 

340.32 

49.63 

950.06 

404.13 



85.08 

70.90 

NA 

NA 


PAHOONA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PA LAI 

NA 

NA 

NA 

NA 

NA 

NA 

170.52 

NA 

NA 

NA 

781.32 

NA 

627.82 

971.33 

316.57 

160.94 

NA 

NA 

982.67 

1219.48 

NA 

1517.26 

NA 

42.54 

NA 

141.80 

673.55 




































































































































































































































































































































































































































































































































Chloride, mg/I 


KHERLI-I 

KHERLI-II 


KUCHALWARA KALAN 
KUMARIYA KHEDA 


KUNWARIYA 

KURADIA 


KUSHALIPURA 
LAKH AM AN IYAS 


LAKHOLA _ 

LAKM KAGUDA 


LAMBODI _ 

LASADIYA KHURD 


LASADIYA-KALAN 

MACHIND 


MAINPURA 

MAJERA 


MANDWARA _ 

MANGROP 


MANOHARPURA 
MANSINGH KAGUDA 


MENDWAS _ 

MENIYA 


MORRA 

MOTIALA 


NAGAR 

NAIPUR 


NAN PSA 
NAPAKHERA 


NASIRDA 

NATHDWARA 


NAUGAWA _ 

NAVALPURA(KABRA) 


NAYAGAON _ 

NEGRIA 


PACHALA 

PACHHMATA 


PADAMPURA 

PADASALI 


PAHOONA 
PA LA I 


PALRA 


Chloride, mg/I 
2007 


Location 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

KHAROI 

141.80 

28.36 

141.80 

21.27 

1488.90 

99.26 

1538.53 

170.16 

2112.82 

184.34 

148.89 

226.88 

921.70 

233.97 

1559.80 

265.88 

1396.73 

666.46 

1368.37 

730.27 

113.44 

375.77 

326.14 

NA 

170.16 

155.98 

1439.27 


KHATAMALA 

106.35 

382.86 

262.33 

361.59 

184.34 

63.81 

39.00 

60.27 

60.27 

120.53 

42.54 

56.72 

92.17 

684.19 

900.43 

496.30 

439.58 

244.61 

85.08 

255.24 

276.51 

343.87 

170.16 

NA 

184.34 

290.69 

141.80 

KHATOLI 

35.45 

70.90 

333.23 

106.35 

974.88 

63.81 

49.63 

28.36 

28.36 

134.71 

241.06 

49.63 

418.31 

63.81 

63.81 

63.81 

42.54 

63.81 

42.54 

63.81 

148.89 

92.17 

212.70 

NA 

333.23 

205.61 

28.36 


42.54 

35.45 

141.80 

354.50 


KOONCHOLI 

109.90 

822.44 

NA 

950.06 

1035.14 

978.42 

1028.05 

992.60 

1084.77 

311.96 

1233.66 

1084.77 

NA 

1074.14 

1127.31 

1098.95 

985.51 

1347.10 

2112.82 

2049.01 

1517.26 

1297.47 

560.11 

NA 

762.18 

1049.32 

1914.30 

KOONCHOLI 

85.08 

102.81 

900.43 

102.81 

49.63 

109.90 

113.44 

241.06 

166.62 

177.25 

180.80 

304.87 

127.62 

138.26 

134.71 

134.71 

113.44 

109.90 

127.62 

88.63 

134.71 

205.61 

194.98 

NA 

198.52 

553.02 

574.29 


KOSHIWARA 

386.41 

382.86 

705.46 

485.67 

354.50 

528.21 

272.97 

237.52 

432.49 

482.12 

212.70 

85.08 

163.07 

81.54 

389.95 

475.03 

198.52 

4 

9.63 

723.18 

460.85 

255.24 

340.32 

613.29 

NA 

283.60 


70.90 

49.63 

KOTHAJ 

258.79 

677.10 

563.66 

864.98 

514.03 

99.26 

616.83 

680.64 

382.86 

588.47 

35.45 

49.63 

56.72 

46.09 

794.08 

46.09 

35.45 

4 

6.09 

56.72 

49.63 

53.18 

85.08 

39.00 

NA 

113.44 

_1 

38.26 

99.26 


KOTHARIYA 

386.41 

265.88 

NA 

326.14 

265.88 

70.90 

184.34 

191.43 

432.49 

638.10 

436.04 

489.21 

NA 

439.58 

482.12 

606.20 

602.65 

531.75 

574.29 

475.03 

425.40 

340.32 

464.40 

NA 

673.55 

92.17 

623.92 

KOTRI 

187.89 

269.42 

191.43 

248.15 

226.88 

226.88 

NA 

NA 

248.15 

219.79 

28.36 

258.79 

255.24 

53.18 

14.18 

389.95 

372.23 

1357.74 

595.56 

49.63 

343.87 

248.15 

776.36 

NA 

116.99 

272.97 

361.59 


KUNDERA 

361.59 

KUNTHWA 

198.52 



NA 

49.63 

NA 

219.79 



35.45 

77.99 

70.16 

92.17 


KURAJ 

2098.64 

1758.32 

NA 

928.79 

857.89 

872.07 

751.54 

4863.74 

1176.94 

2268.80 

1127.31 

2332.61 

3474.10 

2711.93 

3084.15 

2481.50 

2658.75 

2729.65 

2800.55 

3527.28 

2339.70 

209.16 

1318.74 

NA 

1169.85 

148.89 

4821.20 

KUSAYATHA 

81.54 

148.89 

134.71 

347.41 

177.25 

NA 

276.51 

70.90 

233.97 

226.88 

290.69 

205.61 

368.68 

191.43 

276.51 

159.53 

1035.14 

173.71 

155.98 

159.53 

166.62 

141.80 

NA 

NA 

NA 

NA 

170.16 


MALI KHERA 

81.54 

MANAT KAGUDA 

49.63 



170.16 

212.70 

46.09 

35.45 



70.90 

120.53 

35.45 

21.27 



i NA 

241.06 

49.63 

46.09 


NA 

NA 

184.34 

92.17 




41.80 

53 

56.72 

85 


92.17 

88.63 

53.18 

28.36 


1524.35 

na" 


_NA 

113.44' 


134.71 
56.72 ' 


85.08 
56.72 ' 



74.45 

70.90 

| 368.68 

28.36 


77.99 

63.81 

70.90 

102.81 


NA 

NA 

138.26 

63.81 


77.99 

92 

67.36 

85 



| 148.89 

141.80 

304.87 

35.45 


620.00 

NA 

198.52 

77.99 



MANDFIA 

928.79 

808.26 

786.99 

NA 

14.18 

42.54 

24.82 

NA 

141.80 

340.32 

262.33 

840.17 

397.04 

152.44 

56.72 

368.68 

230.43 

389.95 

70.90 

184.34 

301.33 

606.20 

NA 

NA 

655.83 

1290.38 

397.04 

MANDIAWAS 

NA 

NA 

NA 

NA 

NA 

106.35 

141.80 

106.35 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 



56.72 

56.72 

106.35 

120.53 


31.91 

67.36 

92.17 

88.63 


1141.49 

NA 



.41 

92.17 

.90 

70.90 


MEWARIYA 

397.04 

414.77 

386.41 

354.50 

411.22 

311.96 

272.97 

237.52 

205.61 

219.79 

155.98 

354.50 

106.35 

127.62 

63.81 

35.45 

393.50 

372.23 

432.49 

478.58 

368.68 

262.33 

574.29 

NA 

248.15 

49.63 

283.60 

MEWARMA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

71.00 

NA 


MIYARI MADRI 

NA 

MOHI 

177.25 


NA 

1020.96' 


_NA 

1063.50" 


NA 

1091.86" 


MOLELA 

77.99 

113.44 

17.73 


77.99 

92.17 

251.70 

99.26 

404.13 

113.44 

404.13 

127.62 

113.44 

99.26 

588.47 

106.35 

549.48 

77.99 

297.78 

70.90 

219.79 

205.61 

198.52 

99.26 

NA 

212.70 

1 

27.62 

70.9 

3 

MORCHA 

49.63 

99.26 

NA 

_1 

38.26 

77.99 

131.17 

127.62 

124.08 

70.90 

63.81 

124.08 

226.88 

99.26 

223.34 

212.70 

155.98 

81.54 

223.34 

77.99 

226.88 

120.53 

436.04 

209.16 

NA 

212.70 

_4 

25.40 

70.9 

1 


1566.89 
850.80 ' 


1893.03 
503.39 ' 


595.56 
1347.10' 


1028.05 

297.78' 


1269.11 

652.28' 


588.47 

1361.28' 


248.15 
1354.19 ' 


MOTUKA 

1042.23 

496.30 

354.50 

602.65 

446.67 

467.94 

446.67 

482.12 

439.58 

467.94 

531.75 

538.84 

567.20 

822.44 

758.63 

950.06 

737.36 

631.01 

1297.47 

1290.38 

928.79 

1488.90 

645.19 

NA 

964.24 

942.97 

786.99 

MURDA 

49.63 

39.00 

28.36 

28.36 

120.53 

14.18 

21.27 

28.36 

230.43 

35.45 

56.72 

226.88 

49.63 

31.91 

92.17 

191.43 

269.42 

141.80 

311.96 

99.26 

184.34 

77.99 

170.16 

NA 

85.08 

70.90 

141.80 


NAMANA 

163.07 

106.35 

NA 

230.43 

354.50 

368.68 

411.22 

343.87 

460.85 

113.44 

361.59 

950.06 

NA 

489.21 

425.40 

421.86 

609.74 

280.06 

347.41 

127.62 

184.34 

340.32 

155.98 

NA 

475.03 

581.38 

489.21 

NANDESHAMA 

92.17 

92.17 

24.82 

99.26 

81.54 

85.08 

92.17 

92.17 

102.81 

120.53 

116.99 

113.44 

134.71 

141.80 

141.80 

138.26 

145.35 

155.98 

155.98 

148.89 

155.98 

148.89 

152.44 

NA 

141.80 

148.89 

134.71 



262.33 

127.62' 


56.72 

1120 . 22 ' 


333.23 
379.32 ' 


63.81 

1332.92' 


85.08 

63.8 

48.74 

70.9 


85.08 

70.90 

304.87 

191.43 


106.35 

219.79 

786.99 

418.31 


NATH U WAS 

177.25 

134.71 

116.99 

131.17 

155.98 

194.98 

173.71 

248.15 

219.79 

241.06 

56.72 

28.36 

212.70 

109.90 

212.70 

184.34 

134.71 

148.89 

155.98 

226.88 

163.07 

127.62 

145.35 

NA 

113.44 

184.34 

113.44 

NATWARA 

49.63 

106.35 

326.14 

701.91 

659.37 

645.19 

879.16 

106.35 

631.01 

581.38 

340.32 

113.44 

155.98 

134.71 

326.14 

368.68 

184.34 

311.96 

233.97 

269.42 

801.17 

226.88 

163.07 

NA 

155.98 

198.52 

106.35 



| 70.90 

21.27 

I 35.45 

60.27 


187.89 

109.90 

28.36 

28.36 



06.35 

60.27 

28.36 

28.36 


90 

85.08 

27 

21.27 


63.07 

42.5 

49.63 

21.2 


1297.47 
21.27" 


113.44 
49.63 " 


28.36 

70.9 

21.27 

21.2 


PADRADA 

113.44 

PADRI 

NA 




24.82 

21.27 

233.97 

53.18 

42.54 

49.63 

113.44 

NA 

NA 

NA 

70.90 

432.49 

496.30 

42.54 



NA 

NA 

113.44 

113.44 



1446.36 

49.63 


70.90 

404.13 


OJAGARH 

187.89 

81.54 

280.06 

276.51 

248.15 

241.06 

202.07 

290.69 

106.35 

269.42 

297.78 

255.24 

421.86 

56.72 

389.95 

63.81 

432.49 

482.12 

333.23 

230.43 

92.17 

198.52 

NA 

NA 

322.60 

794.08 

56.72 

OLNA KA KHERA 

407.68 

524.66 

414.77 

680.64 

545.93 

496.30 

439.58 

467.94 

92.17 

510.48 

496.30 

517.57 

574.29 

716.09 

517.57 

1191.12 

237.52 

631.01 

829.53 

765.72 

1595.25 

765.72 

946.52 

NA 

1517.26 

538.84 

NA 

















































































































































































































































































































































































































































































































































1984 


1985 


1986 


1987 


Chloride, mg/I 


Location 


1988 


1989 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 



Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

PANDER 

52.82 

40.06 

49.63 

72.32 

NA 

65.94 

411.93 

NA 

70.19 

63.10 

61.33 

92.17 

PANER 

37.58 

NA 

79.05 

NA 

37.93 

36.16 

46.44 

NA 

45.38 

37.93 

43.25 

47.15 

PARLI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PASAOOND 

536.00 

421.15 

894.05 

NA 

34.39 

NA 

NA 

NA 

NA 

705.46 

878.10 

32.97 

PEEPARDA 

343.87 

355.56 

363.72 

0.00 

352.37 

429.65 

325.08 

340.32 

333.23 

340.32 

435.68 

430.01 

PEEPLA 

151.37 

73.38 

195.33 

0.00 

197.46 

NA 

176.90 

194.27 

187.53 

84.02 

233.97 

84.02 

PEEPLI AHEERAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PHALASER 

139.67 

NA 

141.80 

1312.71 

49.63 

1757.97 

140.74 

NA 

73.74 

1691.67 

61.33 

52.82 

PHALASIYA 

201.71 

338.19 

56.72 

115.57 

NA 

521.12 

90.40 

NA 

322.95 

498.43 

489.92 

148.54 

PHARARA 

280.41 

403.78 

20.21 

325.08 

72.32 

316.21 

NA 

NA 

48.92 

426.82 

156.69 

426.82 

PHIYAWARI 

NA 

NA 

NA 

NA 

111.67 

NA 

112.38 

NA 

110.96 

441.71 

156.69 

441.71 

PICHORIYA KHERA 

226.53 

210.93 

205.61 

740.20 

226.88 

451.63 

368.68 

NA 

154.56 

428.24 

251.70 

435.33 

PIPLOOND 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PONDERA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

146.05 

POOTHOL 

107.41 

141.09 

129.75 

NA 

311.25 

NA 

NA 

NA 

NA 

289.98 

263.75 

289.98 

POT LA 

117.69 

124.08 

148.89 

143.93 

241.06 

157.40 

120.53 

NA 

35.10 

147.47 

119.11 

123.01 

PUNAWALI 

321.53 

193.20 

316.57 

313.02 

355.21 

295.65 

NA 

NA 

190.37 

338.55 

326.49 

282.89 

PUR 

NA 

790.54 

758.63 

860.73 

992.60 

1493.86 

1641.69 

NA 

1635.31 

1418.00 

727.43 

1474.01 

RABCHA 

95.36 

313.02 

35.45 

246.73 

0.00 

0.00 

159.88 

723.18 

106.71 

82.60 

320.82 

82.60 

RAILMAGARA 

435.33 

166.26 

NA 

188.95 

NA 

NA 

NA 

NA 

43.60 

98.91 

163.43 

86.85 

RAIN AGAR 

326.14 

311.96 

304.87 

262.33 

425.40 

446.67 

439.58 

404.13 

446.67 

404.13 

382.86 

517.57 

RAJ MAHAL 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

75.86 

NA 

RAJ N AGAR 

125.85 

129.39 

132.94 

NA 

146.05 

165.20 

175.12 

192.49 

207.03 

199.58 

204.19 

252.05 

RAJ OLA 

117.69 

83.66 

148.89 

137.55 

184.34 

38.29 

130.81 

NA 

158.11 

42.19 

121.24 

121.24 

RAJ WAS 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

80.12 

NA 

RAJYAWAS 

148.18 

138.96 

175.12 

NA 

158.11 

NA 

159.88 

139.32 

134.71 

156.69 

207.74 

100.68 

RAMPURA 

160.94 

231.13 

56.72 

216.95 

NA 

434.26 

147.47 

NA 

168.39 

428.24 

176.90 

689.15 

RANIPURA* 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

32.26 

NA 

RANTHAMBHOR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

48.57 

RASH Ml 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RATANPURA 

74.45 

120.53 

56.72 

180.80 

92.17 

173.71 

60.27 

NA 

56.01 

168.39 

60.62 

87.92 

RATBAI 

NA 

884.48 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

812.87 

NA 

RAWALIA KHURD 

180.44 

185.05 

213.76 

NA 

199.58 

182.21 

153.14 

NA 

144.64 

154.56 

166.62 

181.86 

REECHHER 

85.08 

79.05 

NA 

95.36 

88.63 

82.60 

88.63 

80.83 

125.49 

80.83 

77.99 

74.09 

REWARA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

ROPA 

310.19 

224.40 

393.50 

394.20 

NA 

326.49 

328.27 

NA 

91.11 

336.78 

497.01 

214.47 

SADRI 

261.98 

227.94 

124.43 

NA 

246.73 

NA 

238.22 

221.92 

NA 

221.92 

210.93 

199.23 

SAGROON 

187.18 

212.35 

170.16 

NA 

173.71 

NA 

151.37 

155.27 

198.52 

215.54 

191.43 

215.54 

SAHARA 

NA 

57.07 

70.90 

16.66 

42.54 

68.42 

80.47 

NA 

84.37 

66.65 

98.55 

75.86 

SAIDABAD 

NA 

40.06 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

25.52 

NA 

SAKRODA 

34.03 


0.00 

28.72 

35.81 

2268.80 

53.18 

51.40 

41.12 

70.55 

46.79 

237.52 

SAKRODA 

119.11 

206.67 

NA 

NA 

92.88 

127.27 

74.80 

44.67 

42.19 

31.20 

NA 

31.20 

SALERA 

278.99 

304.87 

198.52 

NA 

241.06 

232.55 

274.74 

NA 

189.66 

217.66 

159.88 

217.66 

SAMEECHA 

29.07 

23.04 

23.40 

25.52 

32.26 

27.65 

27.30 

25.88 

25.88 

25.88 

37.58 

65.94 

SAMEEDHI 

297.78 

304.87 

205.61 

219.79 

233.97 

212.70 

205.61 

205.61 

198.52 

191.43 

NA 

NA 

SANDILLA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SAPOL 

30.49 

32.97 

NA 

NA 

NA 

127.27 

34.03 

41.12 

53.88 

41.12 

85.08 

151.73 

SARDARGARH 

1129.79 

1711.53 

NA 

NA 

3864.05 

2268.80 

2853.73 

2956.53 

NA 

425.40 

356.63 

425.40 

SARGAON 

28.01 

30.13 

49.63 

NA 

70.90 

27.30 

53.53 

NA 

56.01 

28.01 

23.75 

17.73 

SAROLI 

NA 

NA 

NA 

NA 

NA 

NA 

321.18 

NA 

NA 

NA 

154.56 

NA 

SARSIA 

74.45 

87.21 

63.81 

18.08 

NA 

211.99 

244.61 

NA 

35.10 

NA 

381.09 

214.47 

SARWARABAD 

NA 

368.68 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

25.52 

NA 

SATWARA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SAWAIMADHOPUR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SAWANTRI 

153.14 

133.29 

67.36 

NA 

NA 

226.88 

296.01 

285.37 

343.87 

285.37 

330.04 

41.12 

SAWAR 

148.89 

127.62 

113.44 

99.26 

99.26 

127.62 

113.44 

106.35 

106.35 

92.17 

99.26 

92.17 

SAYAKA KHERA 

310.54 

258.79 

84.02 

352.37 

NA 

NA 

245.67 

237.16 

244.25 

349.54 

333.23 

271.19 

SAYRA 

32.26 

38.64 

35.45 

NA 

42.89 

51.40 

42.89 

NA 

40.41 

34.39 

30.13 

47.15 

SEMA 

83.31 

100.32 

116.28 

0.00 

102.10 

292.11 

85.79 

92.88 

141.45 

158.11 

67.36 

158.11 

SEMAL 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SEMAR 

NA 

30.84 

33.68 

NA 

37.93 

41.12 

34.39 

NA 

31.91 

34.39 

53.18 

36.87 

SEMTAL 

NA 

183.28 

202.07 

NA 

204.55 

202.77 

NA 

NA 

222.27 

209.86 

189.66 

198.52 

SHERPUR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SHISHODA KALAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

286.08 

356.98 

370.45 

356.98 

SHIVRATI 

NA 

254.53 

475.03 

201.00 

375.77 

406.97 

636.68 

NA 

315.86 

393.14 

398.10 

326.49 

SHYAMPURA 

NA 

NA 

NA 

NA 

NA 

NA 

78.70 

NA 

NA 

NA 

NA 

NA 

SHYAMPURA 

NA 

NA 

NA 

NA 

NA 

NA 

911.42 

NA 

NA 

NA 

270.84 

NA 

SINDESAR KALAN 

NA 

239.64 

323.30 

NA 

NA 

NA 

NA 

NA 

291.40 

247.09 

277.22 

224.04 

SINGOR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SINOLI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SIROHI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

283.60 

NA 

SIYANA 

110.60 

102.10 

102.81 

NA 

85.08 

NA 

91.11 

96.42 

99.61 

80.83 

56.72 

85.79 

SIYAR 

300.97 

348.47 

333.23 

332.52 

304.87 

350.96 

264.81 

NA 

210.57 

322.95 

141.45 

263.04 

SODIYAS 

148.89 

147.47 

751.54 

173.71 

148.89 

924.18 

201.00 

NA 

312.31 

877.39 

289.27 

184.69 









1 

1 







1990 | 

| 1991 | 

1 1992 | 

| 1993 | 

| 1994 | 

| 1995 | 

| 1996 | 

19 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 


Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 

70.90 99.26 63.81 74.45 56.72 634.56 63.81 70.90 81.54 92.17 67.36 131.17 127.62 163.07 155.98 
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Chloride, mg/I 


2000 


2001 


2002 


1998 


1999 


Location 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 


Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

PANDER 

163.07 

106.35 

141.80 

85.08 

134.71 

77.99 

106.35 

77.99 

163.07 

56.72 

56.72 

53.18 

PANER 

14.18 

24.82 

17.73 

21.27 

14.18 

17.73 

21.27 

28.36 

17.73 

21.27 

42.54 

28.36 

PARLI 

106.35 

42.54 

262.33 

212.70 

NA 

106.35 

127.62 

99.26 

99.26 

517.57 

106.35 

56.72 

PASAOOND 

1971.02 

1247.84 

1460.54 

1276.20 

1340.01 

1758.32 

1846.95 

407.68 

272.97 

503.39 

524.66 

382.86 

PEEPARDA 

194.98 

382.86 

322.60 

510.48 

485.67 

499.85 

372.23 

496.30 

517.57 

553.02 

404.13 

432.49 

PEEPLA 

170.16 

155.98 

NA 

138.26 

113.44 

148.89 

113.44 

138.26 

102.81 

163.07 

56.72 

92.17 

PEEPLI AHEERAN 

NA 

NA 

3282.67 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PHALASER 

77.99 

255.24 

49.63 

276.51 

63.81 

386.41 

81.54 

255.24 

63.81 

382.86 

241.06 

173.71 

PHALASIYA 

49.63 

577.84 

368.68 

308.42 

343.87 

283.60 

283.60 

NA 

233.97 

77.99 

269.42 

241.06 

PHARARA 

170.16 

216.25 

155.98 

198.52 

216.25 

226.88 

276.51 

205.61 

212.70 

191.43 

191.43 

226.88 

PHIYAWARI 

241.06 

120.53 

116.99 

127.62 

106.35 

109.90 

95.72 

432.49 

124.08 

127.62 

166.62 

581.38 

PICHORIYA KHERA 

744.45 

404.13 

287.15 

173.71 

163.07 

NA 

152.44 

NA 

170.16 

233.97 

127.62 

1992.29 

PIPLOOND 

212.70 

42.54 

124.08 

53.18 

46.09 

NA 

120.53 

184.34 

280.06 

35.45 

120.53 

326.14 

PONDERA 

77.99 

NA 

NA 

276.51 

NA 

170.16 

NA 

NA 

191.43 

850.80 

NA 

177.25 

POOTHOL 

248.15 

155.98 

280.06 

269.42 

496.30 

545.93 

365.14 

2949.44 

701.91 

460.85 

191.43 

666.46 

POT LA 

538.84 

42.54 

109.90 

88.63 

21.27 

NA 

17.73 

NA 

21.27 

28.36 

56.72 

1885.94 

PUNAWALI 

92.17 

67.36 

74.45 

70.90 

63.81 

67.36 

77.99 

70.90 

70.90 

85.08 

77.99 

141.80 

PUR 

843.71 

1098.95 

1134.40 

1304.56 

1023.80 

70.90 

67.36 

NA 

49.63 

56.72 

70.90 

56.72 

RABCHA 

88.63 

127.62 

NA 

92.17 

70.90 


49.63 

74.45 

141.80 

50.34 

106.35 

198.52 

RAILMAGARA 

85.08 

56.72 

63.81 

39.00 

42.54 

42.54 

42.54 

35.45 

42.54 

35.45 

28.36 

42.54 

RAIN AGAR 

283.60 

361.59 

723.18 

46.09 

372.23 

758.63 

283.60 

77.99 

42.54 

63.81 

56.72 

191.43 

RAJ MAHAL 

99.26 

70.90 

85.08 

106.35 

109.90 

70.90 

85.08 

70.90 

92.17 

63.81 

49.63 

106.35 

RAJ N AGAR 

489.21 

368.68 

216.25 

375.77 

205.61 

251.70 

226.88 

269.42 

194.98 

219.79 

216.25 

92.17 

RAJ OLA 

31.91 

49.63 

95.72 

127.62 

31.91 

173.71 

155.98 

177.25 

49.63 

148.89 

70.90 

3084.15 

RAJ WAS 

255.24 

141.80 

155.98 

70.90 

191.43 

99.26 

354.50 

92.17 

28.36 

49.63 

70.90 

56.72 

RAJYAWAS 

131.17 

219.79 

127.62 

148.89 

148.89 

159.53 

347.41 

397.04 

152.44 

170.16 

170.16 

333.23 

RAMPURA 

333.23 

290.69 

294.24 

194.98 

265.88 

138.26 

808.26 

233.97 

627.47 

411.22 

397.04 

194.98 

RANIPURA* 

21.27 

63.81 

113.44 

127.62 

0.00 

NA 

42.54 

347.41 

311.96 

347.41 

255.24 

35.45 

RANTHAMBHOR 

49.63 

170.16 

56.72 

56.72 

191.43 

NA 

NA 

NA 

42.54 

134.71 

NA 

28.36 

RASH Ml 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RATANPURA 

141.80 

212.70 

99.26 

67.36 

173.71 

95.72 

212.70 

92.17 

184.34 

212.70 

134.71 

26.59 

RATBAI 

957.15 

737.36 

744.45 

588.47 

56.72 

141.80 

92.17 

411.22 

85.08 

326.14 

1999.38 

382.86 

RAWALIA KHURD 

77.99 

88.63 

77.99 

116.99 

63.81 

131.17 

134.71 

177.25 

194.98 

163.07 

49.63 

237.52 

REECHHER 

67.36 

67.36 

56.72 

56.72 

60.27 

49.63 

265.88 

53.18 

70.90 

56.72 

63.81 

85.08 

REWARA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

ROPA 

173.71 

506.94 

911.07 

127.62 

198.52 

131.17 

127.62 

127.62 

138.26 

141.80 

127.62 

35.45 

SADRI 

375.77 

326.14 

453.76 

304.87 

326.14 

265.88 

269.42 

297.78 

241.06 

148.89 

233.97 

198.52 

SAGROON 

361.59 

216.25 

NA 

219.79 

148.89 

184.34 

248.15 

258.79 

439.58 

82.60 

226.88 

411.22 

SAHARA 

NA 

850.80 

886.25 

680.64 

733.82 

588.47 

893.34 

NA 

776.36 

772.81 

1786.68 

921.70 

SAIDABAD 

35.45 

35.45 

35.45 

106.35 

■KEB 

28.36 

106.35 

219.79 

28.36 

42.54 

35.45 

35.45 

SAKRODA 

49.63 

49.63 

31.91 

42.54 


205.61 

35.45 

155.98 

226.88 

35.45 

120.53 

28.36 

SAKRODA 

35.45 

28.36 

28.36 

49.63 

70.90 

39.00 

134.71 

70.90 

49.63 

49.63 

35.45 

1006.78 

SALERA 

595.56 

882.71 

1084.77 

730.27 

1028.05 

673.55 

882.71 

NA 

992.60 

NA 

77.99 

70.90 

SAMEECHA 

70.90 

70.90 

NA 

131.17 

28.36 

60.27 

46.09 

46.09 

49.63 

42.54 

177.25 

63.81 

SAMEEDHI 

163.07 

120.53 

141.80 

74.45 

106.35 

42.54 

70.90 

39.00 

106.35 

70.90 

63.81 

56.72 

SANDILLA 

127.62 

35.45 

127.62 

102.81 

67.36 

106.35 

70.90 

67.36 

67.36 

39.00 

21.27 

56.72 

SAPOL 

85.08 

95.72 

95.72 

155.98 

120.53 

127.62 

113.44 

127.62 

92.17 

148.89 

124.08 

290.69 

SARDARGARH 

212.70 

209.16 

205.61 

191.43 

219.79 

794.08 

375.77 

942.97 

177.25 

198.52 

212.70 

219.79 

SARGAON 

3.55 

28.36 

21.27 

24.82 

21.27 

28.36 

17.73 

467.94 

14.18 

35.45 

21.27 

60.27 

SAROLI 

35.45 

815.35 

148.89 

191.43 

163.07 

141.80 

106.35 

184.34 

212.70 

893.34 

0.00 

439.58 

SARSIA 

166.62 

163.07 

127.62 

120.53 

148.89 

127.62 

127.62 

99.26 

88.63 

85.08 

347.41 

39.00 

SARWARABAD 

NA 

354.50 

NA 

354.50 

49.63 

70.90 

70.90 

28.36 

99.26 

21.27 

1921.39 

35.45 

SATWARA 

99.26 

276.51 

56.72 

42.54 

92.17 

28.36 

56.72 

517.57 

85.08 

141.80 

21.27 

35.45 

SAWAIMADHOPUR 

205.61 

205.61 

219.79 

276.51 

212.70 

NA 

NA 

NA 

NA 

63.81 

NA 

28.36 

SAWANTRI 

148.89 

170.16 

NA 

21.27 

134.71 

152.44 

49.63 

35.45 

24.82 

42.54 

42.54 

42.54 

SAWAR 

134.71 

134.71 

148.89 

145.35 

166.62 

113.44 

92.17 

134.71 

85.08 

106.35 

138.26 

283.60 

SAYAKA KHERA 

287.15 

354.50 

347.41 

389.95 

432.49 

467.94 

485.67 

524.66 

631.01 

723.18 

786.99 

850.80 

SAYRA 

24.82 

28.36 

21.27 

31.91 

77.99 

31.91 

35.45 

14.18 

31.91 

21.27 

92.17 

39.00 

SEMA 

NA 

308.42 

226.88 

333.23 

163.07 

134.71 

170.16 


35.45 

482.12 

49.63 

141.80 

SEMAL 

109.90 

77.99 

NA 

74.45 

106.35 

49.63 

106.35 

99.26 

155.98 


141.80 

120.53 

SEMAR 

10.64 

14.18 

17.73 

17.73 

21.27 

14.18 

14.18 

14.18 

14.18 


NA 

31.91 

SEMTAL 

212.70 

241.06 

297.78 

88.63 

148.89 

14.18 

173.71 

42.54 

177.25 

333.23 

421.86 

287.15 

SHERPUR 

53.18 

49.63 

148.89 

49.63 

233.97 

131.17 

NA 

NA 

63.81 

42.54 

NA 

28.36 

SHISHODA KALAN 

301.33 

375.77 

418.31 

336.78 

361.59 

375.77 

333.23 

372.23 

574.29 

404.13 

340.32 

191.43 

SHIVRATI 

808.26 

496.30 

262.33 

372.23 

212.70 

694.82 

833.08 

NA 

744.45 

645.19 

389.95 

49.63 

SHYAMPURA 

28.36 

340.32 

361.59 

70.90 

283.60 

NA 

NA 

NA 

269.42 

70.90 

NA 

35.45 

SHYAMPURA 

567.20 

226.88 

389.95 

35.45 

0.00 

1403.82 

496.30 

645.19 

631.01 

1191.12 

1375.46 

1347.10 

SINDESAR KALAN 

145.35 

170.16 

NA 

131.17 

127.62 

131.17 

148.89 

170.16 

120.53 

730.27 

677.10 

652.28 

SINGOR 

205.61 

35.45 

361.59 

49.63 

49.63 

70.90 

NA 

35.45 

120.53 

113.44 

NA 

212.70 

SINOLI 

170.16 

85.08 

226.88 

106.35 

219.79 

NA 

NA 

NA 

148.89 

177.25 

NA 

170.16 

SIROHI 

1141.49 

382.86 

NA 

375.77 

545.93 

694.82 

836.62 

517.57 

70.90 

319.05 

177.25 

361.59 

SIYANA 

194.98 

180.80 

163.07 

219.79 

198.52 

226.88 

226.88 

531.75 

148.89 

319.05 

290.69 

581.38 

SIYAR 

574.29 

577.84 

460.85 

350.96 

489.21 

382.86 

560.11 

482.12 

450.22 

418.31 

382.86 

386.41 

SODIYAS 

400.59 

436.04 

248.15 

425.40 

382.86 

99.26 

272.97 

276.51 

340.32 

113.44 

226.88 

368.68 



Chloride, mg/I 
2007 


Post 

Monsoon 

60.27 


21.27 

283.60 


517.57 

404.13 


70.90 

NA 


120.53 

294.24 


184.34 

538.84 


148.89 

372.23 


_NA 

517.57 


14.18 

77.99 


60.27 

127.62 


63.81 

56.72 


170.16 

241.06 


39.00 

77.99 


248.15 

1176.94 


42.54 

56.72 


_NA 

138.26 


99.26 

145.35 


106.35 

NA 


116.99 

248.15 


397.04 

1120.22 


42.54 

92.17 


283.60 

145.35 


_O0 

70.9 


177.25 

127.62 


418.31 

17.73 


411.22 

77.99 


_NA 

35.45 


1286.84 

446.67 


191.43 

1077.68 


31.91 

184.34 


198.52 

35.45 


170.16 

24.82 


241.06 

918.16 


120.53 

1205.30 


5317.50 

70.90 


70.90 

2339.70 


_NA 

418.31 




Pre 

Post 

Monsoon 

Monsoon 

46.09 

145.35 

21.27 

42.54 

127.62 

63.81 

39.00 

794.08 

109.90 

375.77 

166.62 

163.07 

NA 

NA 

88.63 

166.62 

308.42 

230.43 

212.70 

233.97 

319.05 

70.90 

120.53 

326.14 

35.45 

31.91 

212.70 

NA 

418.31 

35.45 

42.54 

14.18 

77.99 

99.26 

163.07 

120.53 

163.07 

99.26 

35.45 

35.45 

63.81 

432.49 

70.90 

70.90 

170.16 

226.88 

2782.83 

212.70 

49.63 

77.99 

60.27 

198.52 

198.52 

1552.71 


NA 



NA 

NA 

223.34 

287.15 

347.41 

113.44 

28.36 

166.62 

319.05 

127.62 

NA 

NA 

63.81 

28.36 

262.33 

49.63 

290.69 

134.71 

638.10 

1538.53 

28.36 

42.54 

170.16 

127.62 

163.07 

106.35 

67.36 

216.25 

53.18 

21.27 

NA 

35.45 

35.45 

70.90 

230.43 

NA 

60.27 

737.36 

24.82 

7.09 

361.59 

475.03 

85.08 

24.82 

70.90 

503.39 

106.35 

49.63 

467.94 

205.61 

202.07 

453.76 


Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

389.95 

56.72 

528.21 

283.60 

1687.42 

301.33 

627.47 

560.11 

42.54 

17.73 

17.73 

21.27 


24.82 

60.27 

39.00 

56.72 

163.07 

85.08 

432.49 



148.89 


116.99 

1332.92 

397.04 

333.23 

1932.03 

1106.04 

1219.48 

1276.20 

460.85 

141.80 

56.72 

212.70 

375.77 

233.97 

379.32 

106.35 

194.98 

95.72 

187.89 

184.34 

216.25 

191.43 

233.97 

202.07 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

343.87 

148.89 

297.78 

155.98 

372.23 

113.44 

290.69 

113.44 

496.30 

255.24 

180.80 

NA 

1120.22 

464.40 

907.52 

347.41 

251.70 

340.32 

276.51 

531.75 

262.33 

283.60 

226.88 

269.42 

42.54 

230.43 

698.37 

319.05 

425.40 

467.94 

379.32 

194.98 

233.97 

148.89 

134.71 

709.00 

326.14 

248.15 

70.90 

NA 

24.82 

21.27 

46.09 

70.90 

56.72 

24.82 

205.61 

77.99 

35.45 

113.44 

NA 

NA 

127.62 

42.54 

NA 

NA 

92.17 

24.82 

850.80 

1878.85 

538.84 

432.49 

606.20 

49.63 

17.73 

17.73 

24.82 

1992.29 

28.36 

666.46 

609.74 

NA 

77.99 

106.35 

127.62 

141.80 

141.80 

127.62 

131.17 

141.80 

56.72 

358.05 

42.54 

148.89 

24.82 

148.89 

31.91 

NA 

159.53 

184.34 

528.21 

290.69 

652.28 

397.04 

248.15 

209.16 

46.09 

49.63 

67.36 

77.99 

74.45 

70.90 

67.36 

77.99 

63.81 

60.27 

673.55 

70.90 

92.17 

81.54 

60.27 

NA 

53.18 

28.36 

106.35 

127.62 

63.81 

35.45 

319.05 

56.72 

276.51 

145.35 

283.60 

170.16 

361.59 

191.43 

1332.92 

496.30 

1836.31 

88.63 

1850.49 

446.67 

276.51 

560.11 

1056.41 

NA 

53.18 

49.63 

198.52 

49.63 

70.90 

148.89 

701.91 

56.72 

70.90 

280.06 

432.49 

311.96 

354.50 

255.24 

964.24 

297.78 

428.95 

932.34 

276.51 

42.54 

400.59 

308.42 

31.91 

39.00 


_NA 

1556.26 " 


31.91 

31.91 

63.07 

56.72 


425.40 
49.63 " 


_NA 

212.70 " 


382.86 
127.62 " 


141.80 

na" 


932.34 
662.92 " 


212.70 
574.29 " 


49.63 

893.34" 


148.89 
60.27 " 


163.07 
46.09 " 


63.81 
609.74" 


737.36 
17.73 " 


319.05 
56.72 " 


489.21 

42.54" 


216.25 
545.93 " 


113.44 
1598.80 " 


219.79 

113.44 

17.73 

31.91 

42.54 

425.40 

1403.82 

638.10 

503.39 

464.40 

63.81 

35.45 

113.44 

113.44 

368.68 

2559.49 

666.46 

680.64 

386.41 

960.70 

322.60 

496.30 


570.75 

NA 


_NA 

226.88 


283.60 

39.00 


77.99 

NA 


1038.69 

42.54 


283.60 

1205.30 


35.45 

205.61 


248.15 

180.80 


269.42 

39.00 


_ 92.: 

56. 


510.48 

21.27 


372.23 

46.09 


489.21 

35.45 


_NA 

553.02 


120.53 

1793.77 


.27 

31.91 

.45 

375.77 




248.15 

106.35 

28.36 

NA 

1049.32 

42.54 

680.64 

716.09 

46.09 

NA 

1020.96 

120.53 

482.12 

269.42 

443.13 

21.27 

49.63 

NA 

319.05 

326.14 

471.49 

74.45 

716.09 

701.91 

389.95 

347.41 


77.99 

127.62 

42.54 

21.27 

NA 

NA 

131.17 

99.26 

354.50 

347.41 

158.11 

177.25 

134.71 

99.26 

NA 

NA 

1148.58 

141.80 

592.02 

1985.20 

453.76 

141.80 

163.07 

340.32 

42.54 

99.26 

287.15 

120.53 

106.35 

170.16 

124.08 

170.16 

31.91 

42.54 

21.27 

70.90 

31.91 

70.90 

446.67 

326.14 

436.04 

531.75 

21.27 

113.44 

269.42 

297.78 

92.17 

56.72 

467.94 

NA 

35.45 

28.36 

163.07 

35.45 

655.83 

326.14 

180.80 

85.08 

1049.32 

1013.87 

17.73 

49.63 

141.80 

184.34 

184.34 

248.15 

49.63 

35.45 

354.50 

163.07 

198.52 

42.54 

560.11 

545.93 

751.54 

652.28 

106.35 

99.26 

992.60 

127.62 

595.56 

602.65 

49.63 

99.26 

42.54 

42.54 

304.87 

2637.48 

198.52 

99.26 

NA 

198.52 

198.52 

283.60 


827.80 

42.54 

35.45 

35.45 


46.67 

85. 

21.27 

35. 


.18 

21.27 

.90 

85.08 


Monsoon Monsoon Monsoon Monsoon 
NA 496.30 8720.70 347.41 


_NA 24.82 _1 

NA 113.44 7 


_NA 1503.08 326.14 1418.00 

NA 389.95 517.57 219.79 


_NA 70.90 170.16 170.16 

NA NA NA NA 


NA 53.18 202.07 155.98 


NA 70191.00 



202.07 
1003.24' 


226.88 

382.86' 


NA 

NA 

NA 

NA 

NA 

NA 

106.35 

152.44 

NA 

NA 

NA 

287.15 

170.16 

489.21 

191.43 

1864.67 

NA 

184.34 

166.62 

180.80 

184.34 

184.34 

NA 

163.07 

99.26 

85.08 

109.90 

116.99 

NA 

77.99 

NA 

NA 

NA 

NA 

NA 

NA 

1467.63 

673.55 

939.43 

443.13 

NA 

521.12 

786.99 

1091.86 

836.62 

1460.54 

NA 

886.25 

322.60 

475.03 

241.06 

577.84 

NA 

425.40 

269.42 

329.69 

347.41 

NA 

NA 

109.90 

99.26 

28.36 

730.27 

28.36 

NA 

49.63 

287.15 

141.80 

35.45 

155.98 

NA 

248.15 

99.26 

92.17 

191.43 

109.90 

NA 

42.54 

226.88 

223.34 

152.44 

NA 

NA 

106.35 

63.81 

297.78 

283.60 

120.53 

NA 

92.17 

39.00 

248.15 

92.17 

NA 

NA 

NA 

17.73 

NA 

63.81 

NA 

NA 

NA 

272.97 

255.24 

567.20 

308.42 

NA 

574.29 

326.14 

482.12 

581.38 

209.16 

NA 

333.23 

24.82 

21.27 

42.54 

NA 

NA 

10.64 

248.15 

134.71 

432.49 

439.58 

NA 

326.14 

1106.04 

145.35 

116.99 

99.26 

NA 

95.72 

404.13 

616.83 

49.63 

198.52 

NA 

170.16 

49.63 

21.27 

489.21 

14.18 

NA 

49.63 

226.88 

127.62 

21.27 

49.63 

NA 

120.53 

343.87 

92.17 

53.18 

35.45 

NA 

56.72 

340.32 

116.99 

145.35 

NA 

NA 

NA 

981.97 

1013.87 

886.25 

822.44 

NA 

730.27 

39.00 

42.54 

56.72 

35.45 

NA 

31.91 

106.35 

184.34 

191.43 

163.07 

NA 

326.14 

148.89 

148.89 

184.34 

141.80 

NA 

219.79 

17.73 

28.36 

39.00 

31.91 

NA 

53.18 

202.07 

177.25 

95.72 

60.27 

NA 

56.72 

63.81 

63.81 

21.27 

21.27 

NA 

106.35 

680.64 

666.46 

709.00 

786.99 

NA 

907.52 

499.85 

496.30 

772.81 

NA 

NA 

786.99 

134.71 

113.44 

141.80 

538.84 

NA 

49.63 

985.51 

21.27 

269.42 

56.72 

NA 

460.85 

638.10 

425.40 

407.68 

567.20 

NA 

545.93 

63.81 

56.72 

49.63 

70.90 

NA 

49.63 

NA 

92.17 

794.08 

56.72 

NA 

134.71 

255.24 

184.34 

723.18 

439.58 

NA 

347.41 

177.25 

467.94 

333.23 

233.97 

NA 

326.14 

836.62 

255.24 

294.24 

NA 

NA 

379.32 

290.69 

134.71 

42.54 

372.23 

NA 

60.27 


1418.00 

219.79 


170.16 

NA 


155.98 

347.41 


354.50 

326.14 


63.81 

85.08 

464.40 

255.24 



2.54 

1488.90 

2.54 

NA 


368.68 

418.31 


283.60 

35.45 


567.20 

1687.42 


63.8: 

21.2 


_NA 

NA 


283.60 

159.53 


120.53 

35.45 

262.00 

NA 


138.26 
673.55 ' 


198.52 

42.54' 


49.63 

212.70' 


304.87 
2680.02 ' 


411.22 

35 

397.04 

35 


42.54 

233.97' 


382.86 
35.45 ' 


255.24 

7781.28' 


1.91 

85.08 

7.25 

42.54 


56.72 

14.18 


120.53 

1304.56 


42.54 

39.00 

283.60 

319.05 

290.69 

255.24 

28.36 

28.36 

77.99 

17.73 

92.17 

77.99 

751.54 

638.10 

404.13 

1120.22 

85.08 

56.72 

28.36 

389.95 

687.73 

389.95 

120.53 

70.90 

NA 

92.17 

347.41 

950.06 

503.39 

567.20 

184.34 

673.55 

531.75 

28.36 

















































































































































































































































































































































































































































































































































1984 


1985 


1986 


1987 


Chloride, mg/I 


Location 


SOHELA _ 

SOMI _ 

SONWA _ 

SOORWAL _ 

SORAN _ 

SRINAGAR _ 

SUNTHARA 

SUNTHELLI 

SURAJPURA 

TAKHOLI _ 

TALAORA _ 

TAPRIYA KHERA 

TARPAL _ 

Taswariya (Baori) 
TEEKAR 

THATA PZ. _ 

THAWLA _ 

TONK _ 

UDLIYAS _ 

UGEN _ 

ULELA _ 

UM Pz. _ 

UMARWAS 

UNCHA _ 

UNCHA _ 

UNIARA Pz. 

VAGOL _ 

WANI _ 

Sub Basin: Berach 


Pre 

Monsoon 


Post 

Monsoon 


Pre 

Monsoon 


Post 

Monsoon 


Pre 

Monsoon 


Post 

Monsoon 


Pre 

Monsoon 


Post 

Monsoon 


1988 


Pre 

Monsoon 


Post 

Monsoon 


19 


Pre 

Monsoon 


NA 


33.32 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


109.54 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


25.52 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


176.90 


NA 


269.42 


NA 


NA 


NA 


NA 


58.85 


NA 


NA 


NA 


NA 


638.10 


496.30 


595.56 


NA 


99.26 


109.90 


116.99 


113.44 


106.35 


99.26 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


148.89 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


18.08 


595.56 


576.06 


609.74 


405.19 


446.67 


171.22 


321.53 


NA 


406.97 


168.39 


483.18 


NA 


46.44 


63.81 


53.88 


208.80 


51.40 


NA 


NA 


90.75 


367.97 


83.31 


NA 


NA 


184.34 


65.23 


NA 


52.11 


67.00 


NA 


98.20 


56.01 


81.54 


179.73 


210.93 


NA 


184.34 


NA 


350.96 


284.66 


NA 


70.19 


343.87 


166.62 


NA 


631.01 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


1985.20 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


393.50 


NA 


891.21 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


77.28 


626.76 


NA 


155.98 


806.49 


333.23 


1198.56 


787.34 


NA 


480.70 


1123.06 


531.04 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


61.33 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


1728.90 


57.78 


50.34 


57.07 


NA 


NA 


116.99 


NA 


NA 


49.98 


112.02 


251.70 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


51.05 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


100.32 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


50.34 


52.11 


60.62 


60.27 


56.72 


54.95 


NA 


60.62 


54.95 


61.68 


ACHALPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

AKCLAGARH 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

AKODRA 

248.15 

NA 

62.39 

NA 

NA 

NA 

243.90 

NA 

224.04 

240.35 

193.91 

AKOLA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

AMBERI 

NA 

117.69 

87.56 

NA 

97.84 

NA 

91.11 

118.76 

94.65 

131.17 

103.16 

ARNODS 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

ASAWARA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BABRANA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BADGAON 

NA 

90.04 

77.64 

NA 

89.33 

NA 

118.76 

151.37 

108.12 

63.81 

113.09 

BADGAON 

30.49 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BALARDA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BALDERKHA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BALEECHA 

37.58 

117.69 

73.38 

NA 

111.67 

104.93 

87.56 

NA 

NA 

82.60 

159.88 

BAMANIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BAMBORI 

NA 

107.06 

83.77 

101.39 

64.52 

107.41 

NA 

NA 

36.87 

140.38 

116.63 

BANAKIYA KALAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BANEDIYA 

NA 

NA 

NA 

350.60 

330.04 

NA 

381.09 

NA 

380.38 

NA 

557.98 

BANSLIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

428.95 

B AO LAS 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BARAWALI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BARDA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BARGAON 

NA 

34.74 

33.68 

NA 

32.26 

39.35 

51.05 

32.61 

32.61 

NA 

41.48 

BARI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BARI 

NA 

69.48 

57.43 

NA 

58.49 

NA 

56.72 

67.00 

NA 

63.81 

41.83 

BARI SADRI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BARLIYAS 

145.70 

180.80 

28.36 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BAROLI GATHA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BASERA 

NA 

30.13 

30.13 

36.16 

28.71 

39.35 

23.40 

33.68 

33.68 

49.28 

26.59 

BATAWARA KALAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BEDLA 

NA 

235.74 

215.54 

NA 

220.14 

NA 

221.92 

211.64 

213.05 

139.67 

181.50 

BHADESAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHADVI KAGUDA 

NA 

NA 

53.88 

NA 

67.00 

46.44 

67.00 

NA 

NA 

53.18 

54.95 

BHAGWANPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHANSOL 

30.49 

NA 

38.64 

35.80 

30.49 

NA 

32.26 

NA 

36.87 

42.89 

25.52 

BHAOSORA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHATEWAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

209.16 

45.02 

BHATEWER 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHESRA KALLAN 

NA 

NA 

NA 

NA 

NA 

214.83 

188.95 

NA 

NA 

199.58 

21.62 

BHIM KHAND 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHIMGARH 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHOPALSAGAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHUWANA 

NA 

NA 

208.80 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BICHHOR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BICHHRI 

139.67 

183.28 

168.39 

NA 

238.93 

156.33 

226.88 

NA 

355.92 

250.99 

266.58 

BIKARNI 

592.02 

NA 

104.22 

139.67 

166.62 

NA 

102.10 

NA 

62.39 

144.99 

83.31 



CD 

OO 

1990 | 

| 1991 | 

| 1992 | 

| 1993 | 

| 1994 | 

f 1995 “l 

| 1996 j 

19 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

NA 

152.44 

77.99 

53.88 

80.47 

NA 

NA 

112.38 

56.72 

124.08 

553.02 

NA 

113.44 

NA 

297.78 

680.64 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

24.11 

21.27 

26.94 

176.90 

NA 

NA 

42.19 

42.54 

47.50 

42.54 

NA 

49.63 

NA 

148.89 

70.90 

NA 

NA 

NA 

NA 

NA 

NA 

154.56 

179.38 

198.52 

187.53 

NA 

333.23 

NA 

382.86 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

65.94 

56.72 

NA 

70.90 

226.88 

85.08 

290.69 

88.63 

67.36 

56.72 

155.98 

109.90 

272.97 

56.72 

276.51 

77.99 

NA 

42.54 


40.41 

185.05 

NA 

NA 

91.11 

56.72 

NA 

NA 

NA 

85.08 

NA 

49.63 

92.17 

NA 

249.92 

248.15 

81.54 

205.61 

202.07 

10.64 

446.67 

85.08 

42.54 

35.45 

63.81 

35.45 

35.45 

31.91 

35.45 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


63.81 

67.36 

168.74 

NA 

635.26 

70.19 

49.63 

68.06 

77.99 

NA 

120.53 

NA 

63.81 

141.80 



NA 

NA 

66.29 

NA 

51.40 

54.59 

475.03 

47.86 

NA 

177.25 

NA 

127.62 

NA 

NA 

275.45 

560.11 

602.65 

779.90 

691.28 

864.98 

535.30 

825.99 

627.47 

769.27 

545.93 

553.02 

524.66 

616.83 

496.30 

141.80 

143.22 

99.97 

145.35 

109.90 

106.35 

95.72 

77.99 

85.08 

70.90 

70.90 

85.08 

70.90 

70.90 

141.80 

70.90 

70.90 

75.86 

92.17 

NA 

85.08 

81.54 

85.08 

81.54 

95.72 

92.17 

106.35 

106.35 

113.44 

NA 

NA 

NA 

NA 

115.57 

70.90 

285.73 

230.43 

389.95 

265.88 

308.42 

265.88 

418.31 

233.97 

627.47 

237.52 

748.00 

411.22 

843.71 

570.75 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

396.33 

460.85 

424.34 

514.73 

NA 

NA 

NA 

350.96 

435.68 

418.31 

NA 

361.59 

340.32 

482.12 

425.40 

NA 

73.03 

85.08 

74.09 

201.00 

NA 

NA 

105.29 

134.71 

136.13 

134.71 

NA 

148.89 

NA 

198.52 

113.44 

896.89 

964.24 

1191.12 

1247.84 

1602.34 

1481.81 

1552.71 

1361.28 

1332.92 

1091.86 

1226.57 

1552.71 

1825.68 

1113.13 

1478.27 

1503.08 

NA 

29.78 

67.36 

134.71 

42.54 


14.18 

21.27 

17.73 

21.27 


14.18 

31.91 

21.27 

21.27 

21.27 


77.99 

92.17 

134.71 

134.71 


92.17 

49.63 

81.54 

42.54 



205.61 

70.90 

226.88 

92.17 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

212.70 

102.81 

113.44 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

102.81 

92.17 

63.81 

NA 

62.04 

262.33 

102.81 

138.26 

106.35 

170.16 

95.72 

155.98 

127.62 

134.71 

134.71 

177.25 

170.16 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

414.41 

432.49 

356.98 

820.67 

NA 

NA 

814.29 

85.79 

NA 

NA 

NA 

957.15 

NA 

850.80 

850.80 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

120.53 

69.13 

58.14 

70.90 

70.90 

70.90 

77.99 

42.54 

49.63 

49.63 

60.27 

NA 

49.63 

60.27 

56.72 

56.72 

60.27 


NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

461.20 

432.49 

482.12 

297.78 

623.92 

290.69 

563.66 

439.58 

538.84 

382.86 

NA 

694.82 

567.20 

655.83 

822.44 

712.55 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

178.67 

113.44 

219.79 

134.71 

166.62 

81.54 

198.52 

134.71 

120.53 

134.71 

148.89 

141.80 

134.71 

127.62 

152.44 

148.89 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

113.44 

74.45 

152.44 

95.72 

NA 

NA 

134.71 

85.08 

21.27 

113.44 

70.90 

70.90 

74.45 

49.63 

63.81 

92.17 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

74.09 

36.51 

134.71 

56.72 

120.53 

70.90 

85.08 

85.08 

92.17 

92.17 

106.35 

77.99 

28.36 

120.53 

99.26 

70.90 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

113.44 

127.62 

177.25 

127.62 

163.07 

NA 

152.44 

99.26 

120.53 

113.44 

141.80 

NA 

116.99 

NA 

173.71 

131.17 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

712.90 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

336.42 

460.85 

NA 

514.03 

467.94 

297.78 

NA 

531.75 

538.84 

602.65 

NA 

553.02 

623.92 

471.49 

354.50 

443.13 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

23.40 

26.59 

42.54 

42.54 

42.54 

28.36 

42.54 

28.36 

NA 

NA 

999.69 

301.33 

354.50 

241.06 

283.60 

397.04 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

62.04 

63.81 

85.08 

74.45 

99.26 

109.90 

70.90 

70.90 

88.63 

85.08 

77.99 

67.36 

74.45 

70.90 

70.90 

70.90 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

92.17 

524.66 

230.43 

393.50 

202.07 

414.77 

230.43 

336.78 

198.52 

492.76 

343.87 

230.43 

187.89 

457.31 

233.97 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

34.39 

28.36 

63.81 

42.54 

42.54 

35.45 

49.63 

35.45 

28.36 

28.36 

46.09 

42.54 

31.91 

NA 

70.90 

42.54 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

130.81 

191.43 

397.04 

287.15 

NA 

272.97 

354.50 

545.93 

574.29 

NA 

382.86 

592.02 

255.24 

NA 

418.31 

428.95 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

74.09 

59.20 

92.17 

49.63 

56.72 

70.90 

21.27 

70.90 

77.99 

85.08 

120.53 

70.90 

85.08 

95.72 

99.26 

99.26 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

37.58 

28.36 

77.99 

49.63 

NA 

42.54 

63.81 

35.45 

42.54 

42.54 

NA 

35.45 

49.63 

35.45 

53.18 

35.45 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

448.09 

829.53 

659.37 

1091.86 

836.62 

NA 

935.88 

588.47 

1758.32 

42.54 


680.64 

148.89 

1006.78 

907.52 

250.99 

26.59 

109.90 

77.99 

340.32 

56.72 

141.80 

77.99 

404.13 

28.36 

99.26 


170.16 

397.04 

177.25 

177.25 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

222.27 

166.62 

354.50 

163.07 

333.23 

361.59 

184.34 

255.24 

290.69 

297.78 

375.77 

219.79 

297.78 

347.41 

347.41 

397.04 

121.24 

219.79 

198.52 

233.97 

216.25 

141.80 

198.52 

290.69 

198.52 

134.71 

NA 

269.42 

177.25 

109.90 

166.62 

241.06 
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Chloride, mg/I 


2000 


2001 


2002 


Location 


SOHELA _ 

SOMI _ 

SONWA _ 

SOORWAL _ 

SORAN _ 

SRINAGAR _ 

SUNTHARA 

SUNTHELLI 

SURAJPURA 

TAKHOLI _ 

TALAORA _ 

TAPRIYA KHERA 

TARPAL _ 

Taswariya (Baori) 
TEEKAR 

THATA PZ. _ 

THAWLA _ 

TONK _ 

UDLIYAS _ 

UGEN _ 

ULELA _ 

UM Pz. _ 

UMARWAS 

UNCHA _ 

UNCHA _ 

UNIARA Pz. 

VAGOL _ 

WANI _ 

Sub Basin: Berach 


Post 

Monsoon 


1998 


Pre 

Monsoon 


Post 

Monsoon 


1999 


Pre 

Monsoon 


Post 

Monsoon 


Pre 

Monsoon 


Post 

Monsoon 


Pre 

Monsoon 


Post 

Monsoon 


Pre 

Monsoon 


Post 

Monsoon 


Pre 

Monsoon 


588.47 


680.64 


389.95 


779.90 


978.42 


779.90 


829.53 


822.44 


701.91 


687.73 


786.99 


723.18 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


113.44 


63.81 


70.90 


28.36 


35.45 


NA 


56.72 


177.25 


368.68 


659.37 


35.45 


42.54 


219.79 


212.70 


276.51 


212.70 


177.25 


NA 


NA 


NA 


226.88 


99.26 


NA 


184.34 


NA 


NA 


NA 


NA 


NA 


NA 


404.13 


NA 


510.48 


NA 


NA 


191.43 


205.61 


74.45 


63.81 


56.72 


205.61 


166.62 


56.72 


49.63 


127.62 


49.63 


77.99 


106.35 


56.72 


70.90 


290.69 


35.45 


NA 


42.54 


49.63 


35.45 


63.81 


49.63 


49.63 


63.81 


131.17 


35.45 


39.00 


31.91 


124.08 


1871.76 


70.90 


35.45 


35.45 


14.18 


212.70 


478.58 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


106.35 


503.39 


21.27 


170.16 


70.90 


283.60 


155.98 


177.25 


28.36 


226.88 


475.03 


283.60 


106.35 


56.72 


77.99 


92.17 


63.81 


85.08 


NA 


49.63 


28.36 


70.90 


NA 


177.25 


467.94 


567.20 


379.32 


499.85 


694.82 


510.48 


400.59 


NA 


361.59 


35.45 


134.71 


60.27 


85.08 


92.17 


63.81 


77.99 


70.90 


241.06 


81.54 


77.99 


85.08 


85.08 


74.45 


77.99 


NA 


207.38 


173.71 


NA 


NA 


NA 


113.44 


NA 


155.98 


120.53 


127.62 


120.53 


815.35 


496.30 


620.38 


400.59 


577.84 


432.49 


517.57 


368.68 


411.22 


453.76 


347.41 


251.70 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


822.44 


35.45 


425.40 


255.24 


421.86 


397.04 


496.30 


475.03 


709.00 


453.76 


418.31 


340.32 


127.62 


155.98 


361.59 


219.79 


191.43 


177.25 


148.89 


340.32 


35.45 


148.89 


616.83 


248.15 


1708.69 


77.99 


1254.93 


92.17 


1205.30 


1079.10 


1070.59 


1035.14 


1148.58 


290.69 


382.86 


326.14 


127.62 


21.27 


212.70 


365.14 


106.35 


31.91 


21.27 


14.18 


17.73 


60.27 


134.71 


116.99 


148.89 


67.36 


39.00 


70.90 


60.27 


42.54 


39.00 


35.45 


116.99 


49.63 


49.63 


35.45 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


70.90 


92.17 


NA 


70.90 


70.90 


74.45 


60.27 


77.99 


46.09 


63.81 


63.81 


170.16 


166.62 


148.89 


131.17 


70.90 


95.72 


141.80 


187.89 


141.80 


170.16 


148.89 


233.97 


191.43 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


893.34 


886.25 


914.61 


850.80 


0.00 


737.36 


666.46 


191.43 


545.93 


354.50 


418.31 


496.30 


134.71 


138.26 


NA 


131.17 


127.62 


311.96 


248.15 


244.61 


219.79 


163.07 


120.53 


382.86 


46.09 


56.72 


60.27 


60.27 


49.63 


60.27 


173.71 


85.08 


85.08 


60.27 


92.17 


77.99 


ACHALPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

AKCLAGARH 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

AKODRA 

974.88 

553.02 

567.20 

432.49 

786.99 

389.95 

326.14 

120.53 

907.52 

1010.33 

914.61 

113.44 

AKOLA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

AMBERI 

134.71 

209.16 

63.81 

134.71 

212.70 

127.62 

152.44 

113.44 

262.33 

141.80 

124.08 

155.98 

ARNODS 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

ASAWARA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BABRANA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BADGAON 

70.90 

99.26 

92.17 

85.08 

85.08 

194.98 

209.16 

191.43 

70.90 

92.17 

92.17 

379.32 

BADGAON 

NA 

NA 

NA 

NA 

NA 

173.71 

163.07 

163.07 

155.98 

NA 

194.98 

241.06 

BALARDA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BALDERKHA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BALEECHA 

99.26 

113.44 

99.26 

88.63 

92.17 

120.53 

99.26 

35.45 

81.54 

77.99 

70.90 

70.90 

BAMANIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BAMBORI 

134.71 

NA 

NA 

NA 

17.73 

NA 

NA 

NA 

70.90 

88.63 

63.81 

127.62 

BANAKIYA KALAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BANEDIYA 

NA 

489.21 

393.50 

503.39 

503.39 

616.83 

510.48 

39.00 

386.41 

70.90 

553.02 

42.54 

BANSLIYA 

308.42 

372.23 

425.40 

NA 

450.22 

471.49 

464.40 

311.96 

425.40 

836.62 

648.74 

560.11 

B AO LAS 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BARAWALI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BARDA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BARGAON 

343.87 

340.32 

262.33 

223.34 

241.06 

194.98 

163.07 

155.98 

241.06 

241.06 

226.88 

10.28 

BARI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BARI 

88.63 

70.90 

70.90 

60.27 

60.27 

106.35 

77.99 

NA 

56.72 

63.81 

74.45 

70.90 

BARI SADRI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BARLIYAS 

443.13 

241.06 

187.89 

170.16 

258.79 

163.07 

233.97 

219.79 

233.97 

255.24 

141.80 

177.25 

BAROLI GATHA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BASERA 

53.18 

28.36 

NA 

NA 

49.63 

70.90 

NA 

NA 

35.45 

35.45 

39.00 

53.18 

BATAWARA KALAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BEDLA 

407.68 

418.31 

393.50 

528.21 

485.67 

503.39 

77.99 

478.58 

127.62 

283.60 

386.41 

131.17 

BHADESAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHADVI KAGUDA 

70.90 

56.72 

77.99 

77.99 

42.54 

67.36 

49.63 

127.62 

92.17 

63.81 

74.45 

134.71 

BHAGWANPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHANSOL 

39.00 

35.45 

35.45 

49.63 

35.45 

138.26 

138.26 

148.89 

77.99 

49.63 

46.09 

46.09 

BHAOSORA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHATEWAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHATEWER 

893.34 

1035.14 

744.45 

1070.59 

992.60 

861.44 

758.63 

914.61 

39.00 

950.06 

1006.78 

39.00 

BHESRA KALLAN 

127.62 

116.99 

99.26 

131.17 

120.53 

35.45 

152.44 

35.45 


56.72 

35.45 

74.45 

BHIM KHAND 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHIMGARH 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHOPALSAGAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHUWANA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BICHHOR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BICHHRI 

567.20 

400.59 

492.76 

414.77 

489.21 

372.23 

634.56 

326.14 

283.60 

333.23 

297.78 

184.34 

BIKARNI 

191.43 

148.89 

219.79 

315.51 

184.34 

85.08 

109.90 

70.90 

322.60 

113.44 

70.90 

145.35 



Pre 

Monsoon 

Post 

Monsoon 

716.09 

652.28 

NA 

NA 

35.45 

56.72 

134.71 

141.80 

361.59 

460.85 

138.26 

545.93 

i 49.63 

70.90 

184.34 

184.34 

NA 

NA 

141.80 

127.62 

28.36 

35.45 

| 77.99 

347.41 

155.98 

177.25 

I 106.35 

148.89 

| 177.25 

670.01 

NA 

NA 

99.26 

737.36 

276.51 

290.69 

21.27 

301.33 

39.00 

14.18 

42.54 

184.34 

NA 

NA 

67.36 

99.26 

163.07 

145.35 

NA 

NA 

42.54 

638.10 

| 166.62 

326.14 


Monsoon Monsoon 


_NA 

NA 


113.44 

NA 


411.22 

NA 


_NA 

NA 


49.63 

326.14 


_NA 

NA 


74.45 

NA 


28.36 

NA 


70.90 

510.48 


_NA 

NA 


_NA 

35.45 


_NA 

4005.85 


_NA 

269.42 


_NA 

67.36 


_NA 

311.96 


_NA 

106.35 


_NA 

39.00 


_NA 

NA 


1006.78 

77.99 


_NA 

NA 


_NA 

NA 


_NA 

212.70 





| NA 

NA 

NA 

NA 

113.44 

1109.59 

NA 

NA 

574.29 

411.22 

NA 

NA 

NA 

NA 

NA 

NA 

70.90 

67.36 

| 322.60 

343.87 

NA 

NA 

NA 

NA 

60.27 

145.35 

NA 

NA 

| 49.63 

42.54 

NA 

NA 

46.09 

NA 

517.57 

553.02 

NA 

NA 

NA 

NA 

NA 

NA 

184.34 

382.86 

NA 

NA 

63.81 

46.09 

NA 

NA 

170.16 

439.58 

NA 

NA 

49.63 

NA 

NA 

NA 

| 255.24 

489.21 

NA 

NA 

212.70 

368.68 

NA 

NA 

| 113.44 

70.90 

NA 

NA 

NA 

NA 

202.07 

49.63 

t 81.54 

340.32 

NA 

NA 

NA 

NA 

NA 

NA 

i NA 

NA 

NA 

NA 

790.54 

719.64 

116.99 

434.26 


Pre 

Monsoon 

Post 

Monsoon 

765.72 

NA 

NA 

NA 

21.27 

21.27 

| 311.96 

297.78 

460.85 

418.31 

| 99.26 

184.34 

28.36 

56.72 

42.54 

184.34 

NA 

NA 

120.53 

63.81 

226.88 

56.72 

99.26 

1673.24 

159.53 

248.15 

124.08 

106.35 

170.16 

343.87 

NA 

NA 

113.44 

148.89 

425.40 

340.32 

248.15 

141.80 

17.73 

14.18 

53.18 

99.26 

NA 

NA 

450.22 

42.54 

233.97 

255.24 

NA 

NA 

680.64 

361.59 

187.89 

297.78 


Chloride, mg/I 
2007 


Pre Post 

Monsoon Monsoon 
942.97 63.81 


_NA_NA 

28.36 21.27 



_NA 

na' 


106.35 

na' 


205.61 

na' 


_NA 

na' 


99.26 

301.33' 


_NA 

na' 


7.09 

na' 


134.71 

na' 


857.89 
655.83 ' 


_NA 

na' 


_NA 

467.94 ' 


_NA 

70.90 ' 


_NA 

230.43 ' 


_NA 

49.63 ' 


_NA 

241.06' 


_NA 

53.18' 


_NA 

63.81' 


_NA 

na' 


1091.86 
95.72 ' 


_NA 

na' 


_NA 

na' 


_NA 

872.07 ' 


251.70 


NA 

na" 


1297.47 

na" 


432.49 

na" 


NA 

na" 


70.90 
265.88" 


NA 

na" 


336.78 

na" 


63.81 

na" 


265.88 
372.23 " 


NA 

na" 


NA 

304.87 " 


NA 

159.53 " 


NA 

443.13" 


NA 

35.45 " 


NA 

209.16" 


NA 

361.59 " 


NA 

63.81" 


NA 

na" 


1262.02 
553.02 " 


NA 

na" 


NA 

na" 


NA 

666.46 " 


354.50 



_NA 

na" 


886.25 

na" 


372.23 

na" 


_NA 

na" 


127.62 
382.86 " 


_NA 

na" 


184.34 

na" 


77.99 

na" 


673.55 
467.94 " 


_NA 

na" 


_NA 

131.17" 


_NA 

31.9l" 


_NA 

74.45 " 


_NA 

49.63 " 


_NA 

418.31" 


_NA 

74.45 " 


_NA 

49.63 " 


_NA 

na" 


1028.05 
49.63 " 


_NA 

na" 


_NA 

na" 


_NA 

751.54 " 


496.30 


_NA 

NA 


1949.75 

NA 


304.87 

NA 


_NA 

NA 


99.26 

212.70 


_NA 

NA 


127.62 

NA 


141.80 

NA 


489.21 

666.46 


_NA 

NA 


_NA 

397.04 


_NA 

92.17 


_NA 

49.63 


_NA 

92.17 


_NA 

163.07 


_NA 

219.79 


_NA 

63.81 


_NA 

NA 


63.81 

106.35 


_NA 

NA 


_NA 

NA 


_NA 

808.26 


226.88 


Pre 

Monsoon 

Post 

Monsoon 

262.33 

264.46 

NA 

NA 

49.63 

28.36 

| 205.61 

141.80 

368.68 

42.54 

| 116.99 

NA 

148.89 

70.90 

446.67 

NA 

NA 

NA 

| 85.08 

1425.09 

56.72 

70.90 

740.91 

NA 

329.69 

237.52 

180.80 

159.53 

| 524.66 

386.41 

NA 

NA 

857.89 

49.63 

155.98 

418.31 

974.88 

67.36 

482.12 

NA 

56.72 

53.18 

NA 

NA 

I 95.72 

116.99 

67.36 

35.45 

NA 

NA 

581.38 

311.96 

I 326.14 

155.98 


NA 

NA 

NA 

NA 

914.61 

63.81 

NA 

NA 

| 301.33 

304.87 

NA 

NA 

NA 

NA 

NA 

NA 

99.26 

120.53 

439.58 

70.90 

NA 

NA 

1 NA 

NA 

| 141.80 

95.72 

NA 

NA 

| 733.82 

77.99 

NA 

NA 

978.42 

907.52 

! 340.32 

42.54 

| NA 

NA 

NA 

NA 

NA 

NA 

631.01 

521.12 

NA 

NA 

56.72 

92.17 

NA 

NA 

21.27 

237.52 

NA 

NA 

70.90 

77.99 

NA 

NA 

216.25 

404.13 

NA 

NA 

88.63 

124.08 

NA 

NA 

49.63 

49.63 

NA 

NA 

! NA 

NA 

1247.84 

1389.64 

120.53 

180.80 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1382.55 

957.15 

| 503.39 

127.62 


_NA 

na" 


521.12 

na" 


457.31 

na" 


_NA 

na" 


81.54 
301.33 " 


_NA 

na" 


141.80 

na" 


109.90 

na" 


847.26 
439.58 " 


_NA 

na" 


_NA 

336.78 " 


_NA 

77.99 " 


_NA 

77.99 " 


_NA 

131.17" 


_NA 

414.77 " 


_NA 

1049.32 " 


_NA 

53.18" 


_NA 

na" 


1141.49 
60.27 " 


_NA 

na" 


_NA 

na" 


_NA 

1269.11 " 


262.33 


Pre 

Monsoon 

Post 

Monsoon 

NA 

233.97 

NA 

NA 

NA 

92.17 

NA 

134.71 

NA 

148.89 

NA 

124.08 

NA 

77.99 

NA 

NA 

NA 

NA 

NA 

77.99 

NA 


NA 

4413.53 

NA 

141.80 

NA 

177.25 

NA 

311.96 

NA 

NA 

NA 

127.62 

NA 

829.53 

NA 

92.17 

NA 

NA 

NA 

49.63 

NA 

NA 

NA 

53.18 

NA 

358.05 

NA 

NA 

NA 

560.11 

NA 

184.34 

NA 

56.72 


_NA 

NA 


850.80 

NA 


272.97 

NA 


_NA 

NA 


92.17 

276.51 


_NA 

NA 


145.35 

NA 


77.99 

NA 


733.82 

60.27 


_NA 

NA 


_NA 

382.86 


_NA 

95.72 


_NA 

216.25 


_NA 

42.54 


_NA 

421.86 


_NA 

56.72 


_NA 

542.39 


_NA 

NA 


191.43 

191.43 


_NA 

NA 


_NA 

NA 


_NA 

1081.23 


460.85 


NA 

NA 

NA 

NA 

NA 

822.44 

NA 

NA 

NA 

304.87 

NA 

NA 

NA 

NA 

| NA 

NA 

NA 

85.08 

NA 

315.51 

NA 

NA 

NA 

NA 

| NA 

233.97 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

723.18 

NA 

347.41 

NA 

NA 

NA 

NA 

NA 

NA 

! NA 

304.87 

NA 

NA 

NA 

77.99 

NA 

NA 

NA 

56.72 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

99.26 

NA 

NA 

NA 

77.99 

NA 

NA 

NA 

53.18 

NA 

NA 

NA 

NA 

NA 

599.11 

NA 

102.81 

NA 

NA 

NA 

NA 

[ NA 

NA 

NA 

NA 

NA 

NA 

NA 

1432.18 

NA 

251.70 


Pre 

Monsoon 

Post 

Monsoon 

248.15 

212.70 

507.00 

NA 

77.99 

42.54 

106.35 

85.08 

375.77 

524.66 

28.36 

85.08 

42.54 

42.54 

269.42 

21.27 

301.00 

NA 

42.54 

389.95 

35.45 

28.36 

311.96 

191.43 

248.15 

56.72 

102.81 

354.50 

138.26 

496.30 

NA 

NA 

70.90 

482.12 

673.55 

163.07 

223.34 

77.99 

56.72 

14.18 

46.09 

241.06 

NA 

NA 

340.32 

70.90 

138.26 

177.25 

25.00 

NA 

326.14 

205.61 

148.89 

255.24 

70.90 

56.72 


89.00 

NA 

110.00 

NA 

645.19 

1152.13 

46.00 

NA 

248.15 

283.60 

167.00 

NA 

35.00 

NA 

177.00 

NA 

77.99 

85.08 

382.86 

404.13 

872.00 

NA 

184.00 

NA 

141.80 

198.52 

124.00 

NA 

174.00 

NA 

209.00 

NA 

425.40 

673.55 

347.41 

389.95 


NA 


NA 

60.00 

NA 

304.87 

506.94 

43.00 

NA 

56.72 

116.99 

43.00 

NA 

120.53 

42.54 

124.00 

NA 

39.00 

NA 

266.00 

NA 

276.51 

425.40 


NA 




NA 

77.99 

60.27 

152.00 

NA 

1701.60 

471.49 

NA 

NA 

49.63 

248.15 

124.00 

NA 

21.00 

NA 

1447.00 

NA 

NA 

NA 

98.00 

NA 

1630.70 

1602.34 

99.26 

308.42 






































































































































































































































































































































































































































































































































1984 


1985 


1986 


1987 


Chloride, mg/I 


Location 


1988 


1989 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 



Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

BILODA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BINOTA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BOHERA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BOYANA 

491.69 

NA 

547.35 

NA 

557.98 

NA 

604.07 

NA 

589.18 

844.06 

537.42 

515.09 

BUAJPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

CHAINPURIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

CHANIDRA KHERI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

CHARPOTIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

CHEEPI KHERA 

114.15 

NA 

74.09 

NA 

NA 

NA 

90.04 

NA 

58.85 

121.95 

57.78 

50.34 

CHEERWA 

NA 

46.44 

33.68 

56.01 

39.70 

NA 

63.46 

44.67 

41.12 

47.15 

58.49 

79.05 

CHHAPRI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

CHHITORGARH 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

CHIKARADA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

CHUNDAWAT KHERI 

282.54 

NA 

NA 

347.06 

323.30 

NA 

522.53 

NA 

345.28 

797.98 

655.83 

461.20 

DABOK 

333.58 

NA 

NA 

NA 

348.83 

NA 

NA 

NA 

NA 

345.99 

521.12 

NA 

DAROLI 

NA 

104.22 

63.81 

NA 

241.77 

409.09 

348.83 

345.64 

306.64 

NA 

83.31 

373.64 

DAULATPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DEBARI 

108.83 

119.82 

84.02 

NA 

91.11 

106.70 

80.83 

NA 

79.05 

94.65 

63.46 

79.05 

DELAWAS 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DELWARA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DEODA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DEWAI KHERI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DHAMANA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DHANERIYA 

289.27 

0.00 

82.60 

0.00 

122.66 

NA 

119.11 

202.77 

390.66 

202.77 

694.11 

1058.89 

DHANERIYA 

56.37 

NA 

47.15 

NA 

40.77 

NA 

37.58 

NA 

36.87 

212.70 

51.05 

141.45 

DHINKLI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DHOOL Kl PATI 

137.19 

129.39 

132.94 

NA 

159.88 

116.99 

104.93 

NA 

261.27 

111.67 

69.84 

116.28 

DHUNDHIYA 

NA 

NA 

NA 

NA 

153.14 

NA 

146.41 

NA 

149.95 

165.20 

166.62 

159.88 

DINDOLI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DJGAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DUNGLA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

FATEH NAGAR 

57.78 

NA 

50.34 

34.03 

32.26 

NA 

30.49 

NA 

173.35 

204.55 

219.79 

158.11 

FATEHNAGAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GANGRAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GATIAWALI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GAWARDI 

209.51 

305.23 

197.81 

NA 

197.46 

NA 

176.90 

159.88 

180.09 

159.88 

193.91 

319.76 

GHASA 

190.72 

NA 

141.45 

103.87 

183.63 

NA 

142.86 

NA 

107.77 

112.02 

255.24 

89.33 

GHOGAWARI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GHOSUNDA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GODACH 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GOONPRI 

NA 

NA 

NA 

NA 

510.48 

446.67 

NA 

NA 

NA 

NA 

NA 

NA 

GOPALPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GOTIYA 

NA 

30.84 

NA 

NA 

46.09 

37.93 

52.82 

44.67 

NA 

NA 

54.95 

232.91 

GUNDLI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

HATHLAYANA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

HINGORYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

HODA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

INDORA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

ISWAL 

NA 

100.32 

80.83 

NA 

89.33 

NA 

79.05 

53.18 

79.05 

31.20 

53.18 

48.21 

JAISINGHPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JALIYA 

46.44 

36.87 

63.81 

127.62 

77.99 

87.56 

127.27 

NA 

84.37 

91.11 

54.59 

210.93 

JALIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JALODA JAGEER 

NA 

110.60 

70.19 

90.40 

71.61 

78.70 

53.53 

57.07 

53.53 

66.65 

56.72 

62.04 

JASHMA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JAWALIYA KHERA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JAWANJI KA KHERA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JEEWANA 

340.32 

NA 

1549.17 

NA 

NA 

NA 

NA 

NA 

762.88 

159.88 

687.38 

414.06 

JHEETIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JOJWA 

145.70 

197.81 

226.88 

219.79 

7.09 

226.53 

214.47 

NA 

287.85 

231.49 

227.94 

210.93 

JOYRA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KADIA 

NA 

50.34 

57.43 

61.33 

62.04 

NA 

62.04 

70.55 

68.77 

88.98 

156.33 

NA 

KAILASHPURI 

NA 

77.28 

80.83 

NA 

89.33 

NA 

79.05 

96.42 

92.88 

151.73 

86.50 

130.81 

KANKARWA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KANNOJ 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KANPUR 

179.38 

467.23 

698.72 

NA 

825.28 

183.99 

527.85 

NA 

68.77 

500.20 

76.57 

358.75 

KANTHARIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KAPASAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KARJALI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KARJOO 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KARJOO 

NA 

90.40 

33.32 

108.48 

35.80 

132.58 

36.87 

67.00 

67.00 

112.38 

90.04 

86.14 

KARKARA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KAROONDA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KARUNDA 

NA 

NA 

204.19 

231.49 

57.43 

254.18 

174.06 

67.00 

204.19 

280.76 

240.00 

316.21 

KASAYA KHURD 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


_1990_1991_1992_1993_1994_1995_1996_19 
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Chloride, mg/I 


2000 


2001 


2002 


1998 


1999 


Location 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 


Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

BILODA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BINOTA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BOHERA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BOYANA 

1184.03 

950.06 

942.97 

950.06 

942.97 

1013.87 

914.61 

864.98 

1276.20 

1020.96 

1038.69 

921.70 

BUAJPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

CHAINPURIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

CHANIDRA KHERI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

CHARPOTIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

CHEEPI KHERA 

92.17 

92.17 

70.90 

77.99 

63.81 

99.26 

67.36 

70.90 

88.63 

77.99 

67.36 

49.63 

CHEERWA 

46.09 

NA 

42.54 

35.45 

35.45 

35.45 

35.45 

NA 

42.54 

30.13 

39.00 

60.27 

CHHAPRI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

CHHITORGARH 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

CHIKARADA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

CHUNDAWAT KHERI 

400.59 

439.58 

276.51 

336.78 

304.87 

446.67 

400.59 

375.77 

276.51 

705.46 

67.36 

446.67 

DABOK 

847.26 

347.41 

347.41 

304.87 

361.59 

375.77 

NA 

652.28 

287.15 

358.05 

854.35 

1304.56 

DAROLI 

730.27 

609.74 

432.49 

NA 

471.49 

510.48 

570.75 

482.12 

609.74 

602.65 

740.91 

709.00 

DAULATPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DEBARI 

113.44 

85.08 

141.80 

92.17 

120.53 

85.08 

446.67 

77.99 

116.99 

56.72 

81.54 

120.53 

DELAWAS 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DELWARA 

155.98 

212.70 

NA 

209.16 

170.16 

184.34 

141.80 

340.32 

255.24 

177.25 

155.98 

170.16 

DEODA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DEWAI KHERI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DHAMANA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DHANERIYA 

623.92 

14.18 

372.23 

560.11 

450.22 

659.37 

340.32 

538.84 

478.58 

489.21 

460.85 

411.22 

DHANERIYA 

56.72 

63.81 

141.80 

49.63 

148.89 

49.63 

95.72 

63.81 

81.54 

70.90 

53.18 

39.00 

DHINKLI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

77.99 

283.60 

70.90 

NA 

81.54 

DHOOL Kl PATI 

233.97 

184.34 

482.12 

510.48 

262.33 

687.73 

127.62 

276.51 

184.34 

198.52 

212.70 

177.25 

DHUNDHIYA 

269.42 

163.07 

155.98 

163.07 

113.44 

141.80 

134.71 

226.88 

166.62 

212.70 

276.51 

216.25 

DINDOLI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DJGAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DUNGLA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

FATEH NAGAR 

283.60 

304.87 

42.54 

297.78 

226.88 

226.88 

184.34 

205.61 

194.98 

311.96 

255.24 

297.78 

FATEHNAGAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GANGRAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GATIAWALI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GAWARDI 

248.15 

347.41 

NA 

382.86 

230.43 

269.42 

216.25 

177.25 

152.44 

276.51 

297.78 

56.72 

GHASA 

184.34 

297.78 

198.52 

248.15 

163.07 

326.14 

205.61 

248.15 

177.25 

212.70 

148.89 

241.06 

GHOGAWARI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GHOSUNDA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GODACH 

219.79 

163.07 

NA 

159.53 

446.67 

297.78 

269.42 

294.24 

248.15 

439.58 

319.05 

319.05 

GOONPRI 

1290.38 

921.70 

935.88 

822.44 

719.64 

1233.66 

1063.50 

70.90 

510.48 

524.66 

212.70 

709.00 

GOPALPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GOTIYA 

21.27 

70.90 

35.45 

53.18 

31.91 

35.45 

24.82 

28.36 

70.90 

106.35 

81.54 

99.26 

GUNDLI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

HATHLAYANA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

HINGORYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

HODA 

NA 

NA 

NA 

NA 

NA 

81.54 

NA 

NA 

120.53 

163.07 

148.89 

141.80 

INDORA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

ISWAL 

67.36 

67.36 

56.72 

28.36 

70.90 

70.90 

63.81 

49.63 

77.99 

63.81 

74.45 

70.90 

JAISINGHPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JALIYA 

81.54 

77.99 

35.45 

92.17 

219.79 

88.63 

216.25 

NA 

85.08 

85.08 

77.99 

81.54 

JALIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JALODA JAGEER 

102.81 

127.62 

NA 

NA 

102.81 

77.99 

106.35 

NA 

92.17 

120.53 

127.62 

95.72 

JASHMA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JAWALIYA KHERA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JAWANJI KA KHERA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JEEWANA 

1503.08 

1481.81 

751.54 

709.00 

602.65 

492.76 

453.76 

475.03 

248.15 

294.24 

248.15 

446.67 

JHEETIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JOJWA 

336.78 

397.04 

77.99 

343.87 

319.05 

310.54 

294.24 

NA 

276.51 

184.34 

241.06 

475.03 

JOYRA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KADIA 

148.89 

134.71 

141.80 

155.98 

102.81 

106.35 

92.17 

99.26 

120.53 

241.06 

418.31 

205.61 

KAILASHPURI 

138.26 

116.99 

120.53 

134.71 

134.71 

102.81 

255.24 

155.98 

155.98 

311.96 

148.89 

116.99 

KANKARWA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KANNOJ 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KANPUR 

319.05 

106.35 

152.44 

116.99 

148.89 

106.35 

120.53 

177.25 

77.99 

77.99 

81.54 

77.99 

KANTHARIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KAPASAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KARJALI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KARJOO 

NA 

NA 

NA 

56.72 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KARJOO 

92.17 

60.27 

NA 

NA 

226.88 

85.08 

42.54 

77.99 

70.90 

81.54 

70.90 

145.35 

KARKARA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KAROONDA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KARUNDA 

375.77 

53.18 

24.82 

NA 

28.36 

17.73 

35.45 

NA 

21.27 

49.63 

28.36 

39.00 

KASAYA KHURD 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


03_ 

Post 

Monsoon 

NA 


Chloride, mg/I 


2004 i 

j 2005 | 

| 2006 | 

| 2007 | 

| 2008 j 

! 2009 | 

| 2010 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

170.00 

NA 


















































































































































































































































































































































































































































































































































Chloride, mg/I 



1984 

1985 

1986 

1987 

1988 

19 

Location 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 


Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

KASHMOR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KATI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KELI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KELJHAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KESUNDA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KESUNDA 

NA 

NA 

46.79 

68.77 

49.98 

64.52 

46.79 

214.47 

36.87 

59.56 

53.18 

KHARMALYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KHEMLI 

410.16 

NA 

321.53 

NA 

302.74 

NA 

384.63 

NA 

NA 

144.99 

62.04 

KHEMPUR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KHERODA 

NA 

119.82 

62.39 

NA 

139.67 

116.99 

151.37 

135.77 

147.83 

NA 

133.29 

KHOKHARWAS 

NA 

567.91 

85.79 

NA 

803.30 

984.80 

712.90 

372.93 

703.33 

NA 

544.87 

KOTRI 

377.90 

293.53 

387.11 

353.79 

319.76 

NA 

333.59 

307.71 

NA 

307.71 

221.21 

LADANI (B) 

292.82 

NA 

208.80 

352.37 

201.36 

NA 

265.52 

NA 

NA 

187.89 

207.38 

LADAPACHA 

57.78 

59.91 

79.05 

61.33 

68.06 

NA 

71.61 

67.00 

70.55 

67.00 

62.39 

LAKARWAS 

91.82 

96.42 

92.52 

NA 

94.65 

94.65 

92.88 

NA 

106.70 

101.39 

96.78 

LALPURA 

NA 

69.48 

69.13 

NA 

57.78 

58.49 

57.78 

58.49 

62.04 

NA 

263.39 

LUHARIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MADAR 

NA 

65.58 

64.16 

88.63 

72.32 

NA 

67.00 

91.11 

68.77 

88.98 

54.95 

MAJAM 

NA 

119.82 

173.35 

141.45 

197.81 

196.04 

165.20 

NA 

134.71 

154.56 

154.92 

MANDALGARH 

65.23 

46.79 

56.72 

35.45 

NA 

215.54 

234.68 

NA 

115.92 

217.66 

81.54 

MANDANGULFAROSHAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MANDAWALI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MANDERIYA 

NA 

26.94 

58.85 

NA 

69.84 

36.16 

71.61 

42.89 

73.74 

NA 

101.74 

MANDIPIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MANDIPYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MANDIYANA 

35.81 

34.74 

35.45 

32.26 

46.09 

NA 

62.04 

34.39 

35.45 

57.08 

49.63 

MANDLA CHARAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MANGLAWAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MANGROL 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MANKHAND 

275.80 

NA 

348.47 

226.17 

NA 

NA 

227.94 

NA 

58.85 

65.58 

63.10 

MANPURA 

434.26 

428.95 

255.24 

340.32 

127.62 

941.91 

268.00 

NA 

199.94 

856.47 

105.64 

MANSINGH Jl KHERA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

Manwa Ka Khera 

136.13 

142.86 

137.90 

NA 

149.60 

165.20 

146.05 

NA 

146.05 

151.37 

158.11 

MARNA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MAVU 

506.94 

NA 

836.97 

NA 

823.86 

NA 

595.56 

NA 

183.63 

112.02 

182.57 

MENAL 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MENAR 

NA 

129.39 

137.90 

NA 

119.11 

106.70 

90.04 

80.83 

109.90 

NA 

90.04 

MENDURIYA 

136.13 

123.72 

132.94 

NA 

122.66 

NA 

119.11 

120.18 

126.20 

138.61 

120.89 

MERTA 

319.76 

NA 

104.22 

425.40 

350.60 

NA 

323.30 

NA 

333.23 

476.45 

308.42 

ME WAD A 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MOGANA 

183.63 

98.55 

58.85 

83.31 

91.82 

0.00 

96.42 

106.71 

96.42 

84.02 

106.35 

MORATH 

493.46 

NA 

NA 

NA 

466.17 

NA 

NA 

NA 

467.94 

542.39 

355.56 

MORWAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MORWANIYA 

152.44 

216.25 

138.26 

NA 

182.21 

NA 

250.99 

242.48 

202.77 

144.99 

121.59 

MOTLIYAS 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MUNGANA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MURLIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NAGR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NAHAR MAGRA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

860.37 

NA 

684.19 

NAI 

64.52 

61.68 

53.88 

NA 

54.95 

42.89 

70.55 

NA 

79.05 

53.18 

206.32 

NALKHERI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NAMRI (B) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NANDWAI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NANESH NAGAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

napawali 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NARBADIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

Nawaniya 

NA 

378.61 

NA 

NA 

2587.85 

2577.22 

3027.43 

2853.73 

2715.47 

NA 

1999.38 

NEEMODA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NEGDIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NIBAHERA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NIKOOM 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NORA 

238.22 

258.79 

225.46 

NA 

244.25 

235.39 

220.14 

NA 

225.11 

214.83 

235.03 

OCHHARI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

ODOOND 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PAKHAND 

188.95 

189.30 

166.62 

175.48 

175.12 

NA 

171.93 

183.99 

137.55 

233.97 

131.17 

PALANA KALAN 

142.86 

NA 

159.88 

NA 

105.64 

NA 

277.22 

NA 

237.52 

136.84 

49.63 

PANDOLI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PARSOLI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PATOLIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PEENDKALAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PHALODI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PIPALWAS 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PIRANA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PITHALPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 
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97 


Chloride, mg/I 


2000 


2001 


2002 


Location 


1998 


1999 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 



Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

KASHMOR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KATI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KELI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KELJHAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KESUNDA 

NA 

NA 

NA 

39.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KESUNDA 

53.18 

46.09 

NA 

NA 

42.54 

35.45 

35.45 

42.54 

35.45 

35.45 

31.91 

KHARMALYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KHEMLI 

198.52 

248.15 

191.43 

184.34 

184.34 

230.43 

173.71 

177.25 

124.08 


46.09 

KHEMPUR 

NA 

NA 

NA 

NA 

NA 

17.73 

14.18 

21.27 

14.18 

17.73 

17.73 

KHERODA 

113.44 

102.81 

88.63 

99.26 

92.17 

42.54 

56.72 

134.71 

81.54 

70.90 

56.72 

KHOKHARWAS 

2041.92 

1623.61 

2233.35 

1786.68 

2084.46 

1630.70 

1290.38 

1432.18 

14.18 

1857.58 

1744.14 

KOTRI 

2002.93 

1226.57 

NA 

1566.89 

1797.32 

2020.65 

1084.77 

1971.02 

786.99 

283.60 

148.89 

LADANI (B) 

155.98 

184.34 

155.98 

155.98 

170.16 

219.79 

255.24 

77.99 

NA 

219.79 

304.87 

LADAPACHA 

124.08 

113.44 

99.26 

120.53 

102.81 

92.17 

77.99 

81.54 

81.54 

70.90 

85.08 

LAKARWAS 

482.12 

517.57 

492.76 

432.49 

425.40 

492.76 

389.95 

418.31 

492.76 

205.61 

457.31 

LALPURA 

134.71 

99.26 

99.26 

120.53 

109.90 

141.80 

85.08 

106.35 

141.80 

226.88 

113.44 

LUHARIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MADAR 

116.99 

216.25 

166.62 

205.61 

290.69 

233.97 

145.35 

304.87 

248.15 

219.79 

138.26 

MAJAM 

127.62 

205.61 

184.34 

191.43 

219.79 

70.90 

191.43 

205.61 

166.62 

241.06 

184.34 

MANDALGARH 

127.62 

159.53 

99.26 

42.54 

70.90 

70.90 

74.45 

NA 

2.84 

99.26 

63.81 

MANDANGULFAROSHAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MANDAWALI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MANDERIYA 

42.54 

92.17 

49.63 

63.81 

56.72 

88.63 

67.36 

92.17 

120.53 

141.80 

116.99 

MANDIPIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MANDIPYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MANDIYANA 

49.63 

46.09 

39.00 

49.63 

39.00 

35.45 

60.27 

99.26 

106.35 

170.16 

113.44 

MANDLA CHARAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MANGLAWAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MANGROL 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MANKHAND 

120.53 

85.08 

155.98 

85.08 

170.16 

70.90 

77.99 

70.90 

77.99 

99.26 

67.36 

MANPURA 

361.59 

237.52 

315.51 

241.06 

170.16 

202.07 

311.96 

56.72 

460.85 

56.72 

49.63 

MANSINGH Jl KHERA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

Manwa Ka Khera 

311.96 

191.43 

343.87 

258.79 

304.87 

347.41 

347.41 

389.95 

382.86 

545.93 

432.49 

MARNA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MAVU 

163.07 

262.33 

191.43 

262.33 

170.16 

226.88 

191.43 

212.70 

319.05 

393.50 

290.69 

MENAL 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MENAR 

131.17 

198.52 

134.71 

184.34 

134.71 

187.89 

166.62 

148.89 

106.35 

85.08 

120.53 

MENDURIYA 

177.25 

134.71 

177.25 

99.26 

127.62 

120.53 

77.99 

102.81 

127.62 

106.35 

95.72 

MERTA 

709.00 

623.92 

574.29 

230.43 

893.34 

322.60 

1162.76 

304.87 

333.23 

2127.00 

287.15 

ME WAD A 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MOGANA 

92.17 

106.35 

99.26 

99.26 

106.35 

443.13 

308.42 

354.50 

212.70 

191.43 

148.89 

MORATH 

1247.84 

1219.48 

847.26 

1141.49 

1148.58 

1325.83 

1205.30 

921.70 

475.03 

1219.48 

1226.57 

MORWAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MORWANIYA 

109.90 

92.17 

95.72 

88.63 

113.44 

106.35 

63.81 

106.35 

63.81 

85.08 

70.90 

MOTLIYAS 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MUNGANA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MURLIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NAGR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NAHAR MAGRA 

701.91 

687.73 

967.79 

496.30 

NA 

921.70 

971.33 

1028.05 

694.82 

687.73 

1527.90 

NAI 

319.05 

233.97 

283.60 

233.97 

283.60 

205.61 

283.60 

141.80 

322.60 

205.61 

379.32 

NALKHERI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NAMRI (B) 

70.90 

141.80 

77.99 

49.63 

375.77 

1233.66 

74.45 

106.35 

127.62 

354.50 

138.26 

NANDWAI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NANESH NAGAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NAPAWALI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NARBADIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

Nawaniya 

326.14 

1290.38 

319.05 

992.60 

833.08 

829.53 

1425.09 

1042.23 

304.87 

1233.66 

751.54 

NEEMODA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NEGDIYA 

496.30 

1148.58 

NA 

673.55 

489.21 

613.29 

524.66 

489.21 

283.60 

118.05 

723.18 

NIBAHERA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NIKOOM 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NORA 

404.13 

311.96 

418.31 

319.05 

290.69 

297.78 

280.06 

311.96 

258.79 

304.87 

294.24 

OCHHARI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

ODOOND 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PAKHAND 

127.62 

99.26 

109.90 

99.26 

106.35 

85.08 

74.45 

67.36 

106.35 

85.08 

120.53 

PALANA KALAN 

304.87 

308.42 

297.78 

354.50 

340.32 

368.68 

230.43 

163.07 

616.83 

393.50 

450.22 

PANDOLI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PARSOLI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PATOLIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PEENDKALAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PHALODI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PIPALWAS 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PIRANA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PITHALPURA 

NA 

NA 

NA 

NA 

NA 

31.91 

42.54 

163.07 

70.90 

31.91 

35.45 


_2003_ 

Pre Post 

Monsoon Monsoon 
NA NA 


Chloride, mg/I 


2004 i 

j 2005 | 

| 2006 | 

| 2007 | 

| 2008 j 

! 2009 | 

| 2010 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

121.00 

NA 




















































































































































































































































































































































































































































































































































1984 


1985 


1986 


1987 


Chloride, mg/I 


Location 


1988 


1989 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 



Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

POOTHLI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PRATAPPURA 

NA 

NA 

NA 

NA 

NA 

NA 

46.79 

33.68 

46.79 

28.01 

43.25 

27.65 

PURIYA KHERI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PUROHITAN SAWANTA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RAJPURA 

226.53 

322.60 

141.45 

NA 

214.47 

NA 

246.73 

269.77 

271.19 

269.77 

NA 

336.78 

RAMA 

NA 

73.38 

60.62 

NA 

46.44 

NA 

58.49 

60.27 

49.98 

60.97 

43.25 

39.70 

RATIYA KHERA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RAWARDA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

ROOD 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

ROODRI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

ROOPA KHERI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RUNDERA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SAKRODA 

NA 

57.78 

79.05 

136.13 

125.49 

123.72 

115.21 

NA 

137.55 

127.27 

106.70 

151.37 

SAKRODA 

195.68 

NA 

171.58 

NA 

139.67 

NA 

NA 

NA 

50.34 

238.93 

661.14 

616.12 

SALARIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SALERA KHURD 

17.02 

NA 

26.94 

NA 

NA 

NA 

25.52 

NA 

25.17 

16.31 

23.75 

13.47 

SAMRIYAN KALAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SANGESARA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SANGWA 

42.54 

NA 

33.68 

NA 

40.77 

NA 

35.80 

NA 

31.91 

49.28 

37.58 

50.34 

sathaana 

132.58 

92.88 

144.64 

110.60 

109.90 

0.00 

234.68 

0.00 

0.00 

102.10 

93.59 

121.95 

SAWA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SEENGOLI 

NA 

113.79 

17.73 

NA 

28.36 

32.97 

26.94 

NA 

38.64 

35.10 

23.75 

29.78 

SEGWA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SEMARTHALI 

NA 

NA 

150.66 

187.89 

161.30 

200.65 

201.00 

53.53 

164.13 

182.57 

166.62 

192.49 

SONIYANA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SONIYANA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SUKHER 

NA 

271.19 

198.87 

244.96 

NA 

NA 

852.93 

713.61 

NA 

697.30 

103.16 

208.80 

SUMRI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SURERA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SURKHAND 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SURPUR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SUWANIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

TAKHATPURA 

68.06 

80.47 

NA 

72.32 

99.26 

97.13 

67.00 

NA 

70.19 

98.20 

67.36 

NA 

TANA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

TARAWAT 

NA 

353.44 

264.46 

NA 

348.83 

337.13 

376.12 

376.48 

249.21 

NA 

304.87 

259.14 

TEETARDI 

88.63 

86.85 

60.62 

107.06 

79.05 

96.42 

56.72 

NA 

72.32 

70.55 

69.84 

87.56 

TEJPUR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

THAMLA 

224.75 

NA 

112.73 

NA 

NA 

NA 

144.64 

NA 

139.67 

92.88 

281.83 

612.93 

THOOR 

83.31 

85.08 

84.37 

NA 

146.05 

NA 

271.55 

225.11 

297.43 

80.83 

36.51 

27.65 

TILA KHERA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

TITARDA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

TUMDIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

UDAIPUR 

NA 

NA 

175.12 

258.79 

176.90 

NA 

173.71 

NA 

192.49 

173.71 

NA 

211.99 

UMAND 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

UMEDPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

USAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

USRO 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

UTHNOL 

265.52 

253.11 

53.88 

NA 

209.16 

NA 

206.32 

228.65 

249.21 

225.46 

187.89 

225.46 

VALLABHNAGAR 

399.88 

473.26 

404.13 

NA 

474.68 

376.48 

326.85 

380.38 

364.43 

NA 

121.59 

484.96 

WARNI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

Sub Basin: Dain 

AHEDAN 

NA 

NA 

NA 

NA 

NA 

NA 

1403.82 

NA 

786.99 

1233.66 

631.01 

1035.14 

AJAGARA 

NA 

NA 

NA 

290.69 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

AJGARA 

886.25 

1127.31 

NA 

1262.02 

1276.20 

1758.32 

NA 

NA 

1304.56 

758.63 

971.33 

843.71 

Arnia 

70.90 

56.72 

NA 

56.72 

35.45 

56.72 

NA 

NA 

35.45 

35.45 

56.72 

35.45 

ARWAR 

NA 

NA 

NA 

NA 

NA 

NA 

77.99 

NA 

77.99 

113.44 

70.90 

99.26 

BALWANTA 

212.70 

333.23 

177.25 

290.69 

258.79 

198.52 

NA 

NA 

262.33 

223.34 

212.70 

191.43 

BANDANWARA 

148.89 

120.53 

NA 

177.25 

155.98 

77.99 

NA 

63.81 

205.61 

155.98 

77.99 

92.17 

BAORI 

NA 

NA 

NA 

NA 

NA 

NA 

801.17 

NA 

751.54 

786.99 

602.65 

808.26 

BARGAON 

432.49 

333.23 

NA 

297.78 

205.61 

191.43 

NA 

NA 

NA 

170.16 

NA 

NA 

BEER 

28.36 

92.17 

155.98 

77.99 

184.34 

63.81 

NA 

141.80 

219.79 

102.81 

148.89 

170.16 

BHASOO 

NA 

703.33 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

159.53 

NA 

BHAWANIKHERA 

290.69 

311.96 

1332.92 

1297.47 

1013.87 

NA 

893.34 

893.34 

921.70 

1056.41 

1304.56 

978.42 

BHINAI 

127.62 

155.98 

NA 

170.16 

205.61 

120.53 

148.89 

99.26 

127.62 

99.26 

70.90 

63.81 

BISUNDANI 

NA 

NA 

NA 

155.98 

NA 

NA 

177.25 

NA 

19.50 

NA 

76.22 

170.16 

BORADA 

NA 

NA 

NA 

1570.44 

NA 

NA 

836.62 

NA 

361.59 

574.29 

538.84 

886.25 

CHHABARIYA 

680.64 

694.82 

460.85 

613.29 

411.22 

638.10 

432.49 

638.10 

496.30 

595.56 

581.38 

921.70 

DABARDUMBA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

277.93 

NA 

DEOGAON 

1276.20 

1418.00 

1134.40 

1276.20 

1155.67 

1772.50 

1602.34 

1737.05 

1318.74 

1701.60 

1630.70 

1191.12 

DEOMAGRI 

NA 

NA 

NA 

NA 

489.21 

NA 

482.12 

NA 

475.03 

638.10 

758.63 

744.45 

DEVALIA 

NA 

NA 

NA 

120.53 

NA 

NA 

NA 

NA 

NA 

NA 

1336.47 

3013.25 

DEVRIA 

NA 

NA 

NA 

NA 

NA 

NA 

148.89 

NA 

134.71 

NA 

120.53 

134.71 

DHAL 

NA 

NA 

NA 

70.90 

177.25 

NA 

92.17 

NA 

106.35 

77.99 

99.26 

70.90 

DHIGARIA KALAN 

NA 

NA 

NA 

NA 

NA 

NA 

283.60 

NA 

NA 

NA 

NA 

NA 


1990 | 

| 1991 | 

1 1992 | 

| 1993 | 

| 1994 | 

| 1995 | 

| 1996 | 

19 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

49.63 

46.09 

134.71 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

70.90 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

35.45 

92.17 

77.99 

92.17 

70.90 

63.81 

74.45 

85.08 

70.90 

102.81 

77.99 

106.35 

77.99 

85.08 

63.81 

NA 

35.45 

31.91 

28.36 

28.36 

28.36 

28.36 

28.36 

28.36 

31.91 

24.82 

28.36 

28.36 

28.36 

28.36 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

176.54 

106.35 

106.35 

170.16 

99.26 

99.26 

134.71 

205.61 

187.89 

262.33 

226.88 

290.69 

202.07 

290.69 

120.53 

63.81 

230.43 

67.36 

70.90 

120.53 

113.44 

446.67 

106.35 

85.08 

NA 

85.08 

92.17 

152.44 

63.81 

85.08 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

28.36 

NA 

24.82 

NA 

35.45 

21.27 

42.54 

28.36 

28.36 

NA 

24.82 

28.36 

24.82 

21.27 

28.36 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

49.63 

145.35 

49.63 

49.63 

35.45 

77.99 

70.90 

77.99 

42.54 

NA 

77.99 

85.08 

63.81 

56.72 

63.81 

116.99 

159.53 

375.77 

0.00 

102.81 

106.35 

141.80 

77.99 

85.08 

88.63 

95.72 

102.81 

74.45 

81.54 

56.72 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

21.27 

49.63 

39.00 

49.63 

28.36 

46.09 

31.91 

31.91 

24.82 

333.23 

39.00 

46.09 

39.00 

39.00 

35.45 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

141.80 

202.07 

155.98 

205.61 

166.62 

202.07 

184.34 

180.80 

NA 

198.52 

148.89 

177.25 

NA 

202.07 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

77.99 

269.42 

198.52 

202.07 

233.97 

241.06 

304.87 

241.06 

198.52 

301.33 

241.06 

248.15 

194.98 

205.61 

212.70 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

85.08 

99.26 

92.17 

127.62 

102.81 

138.26 

127.62 

120.53 

92.17 

155.98 

187.89 

152.44 

106.35 

184.34 

124.08 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

479.99 

389.95 

17.73 

42.54 

538.84 

319.05 

524.66 

21.27 

347.41 

574.29 

623.92 

553.02 

524.66 

425.40 

21.27 

64.87 

1843.40 

141.80 

113.44 

99.26 

70.90 

109.90 

NA 

106.35 

92.17 

102.81 

85.08 

99.26 

85.08 

92.17 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

99.26 

889.80 

407.68 

414.77 

262.33 

163.07 

212.70 

262.33 

163.07 

NA 

496.30 

428.95 

241.06 

723.18 

595.56 

21.27 

28.36 

24.82 

28.36 

21.27 

28.36 

141.80 

28.36 

28.36 

21.27 

21.27 

28.36 

31.91 

28.36 

28.36 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

127.62 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

170.16 

212.70 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

155.98 

433.20 

843.71 

730.27 

765.72 

907.52 

NA 

35.45 

496.30 

719.64 

801.17 

1120.22 

709.00 

893.34 

638.10 

652.28 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


836.62 

1219.48 

1262.02 

1148.58 

1751.23 

1708.69 

1588.16 

1191.12 

1772.50 

1517.26 

1985.20 

1219.48 

2446.05 

1893.03 

2144.73 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1205.30 

716.09 

439.58 

1630.70 

1247.84 

1999.38 

1815.04 

2112.82 

1708.69 

1644.88 

1503.08 

3686.80 

1432.18 

1545.62 

1488.90 

1049.32 

49.63 

NA 

53.18 

49.63 

46.09 

42.54 

31.91 

42.54 

74.45 

127.62 

85.08 

70.90 

226.88 

184.34 

63.81 

155.98 

77.99 

56.72 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

205.61 

407.68 

255.24 

340.32 

166.62 

244.61 

187.89 

198.52 

308.42 

439.58 

248.15 

538.84 

191.43 

638.10 

219.79 

139.67 

134.71 

70.90 

106.35 

77.99 

120.53 

NA 

116.99 

77.99 

99.26 

21.27 

92.17 

85.08 

155.98 

177.25 

964.24 

99.26 

779.90 

723.18 

698.37 

138.26 

978.42 

198.52 

953.61 

1230.12 

1460.54 

1616.52 

1020.96 

2463.78 

1779.59 

136.48 

304.87 

283.60 

347.41 

294.24 

315.51 

326.14 

326.14 

241.06 

326.14 

365.14 

333.23 

248.15 

670.01 

680.64 

276.51 

63.81 

265.88 

255.24 

269.42 

187.89 

322.60 

207.74 

482.12 

191.43 

574.29 

283.60 

453.76 

219.79 

241.06 

140.03 

155.98 

161.65 

NA 

NA 

NA 

181.15 

170.16 

163.43 

127.62 

NA 

744.45 

NA 

155.98 

404.13 

1063.50 

1932.03 

2197.90 

1900.12 

1623.61 

1573.98 

1538.53 

1836.31 

1446.36 

1644.88 

1194.67 

1737.05 

1403.82 

1928.48 

3942.04 

255.24 

127.62 

127.62 

212.70 

145.35 

124.08 

120.53 

92.17 

212.70 

113.44 

134.71 

102.81 

113.44 

102.81 

180.80 

212.70 

308.42 

248.15 

411.22 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

572.87 

1006.78 

864.98 

1432.18 

1538.53 

1566.89 

191.43 

584.93 

861.44 

946.52 

1056.41 

1286.84 

1283.29 

581.38 

698.37 

666.46 

623.92 

836.62 

524.66 

872.07 

822.44 

623.92 

815.35 

1113.13 

545.93 

772.81 

893.34 

879.16 

701.91 

879.16 

268.00 

297.78 

148.18 

192.85 

NA 

NA 

475.74 

389.95 

54.59 

92.17 

NA 

219.79 

NA 

241.06 

510.48 

1276.20 

1240.75 

1630.70 

1719.33 

1985.20 

1215.94 

1737.05 

1772.50 

1967.48 

2002.93 

1382.55 

1488.90 

1205.30 

1825.68 

691.28 

772.81 

1013.87 

577.84 

648.74 

467.94 

730.27 

46.09 

723.18 

510.48 

NA 

478.58 

797.63 

613.29 

1049.32 

432.49 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

694.82 

574.29 

177.25 

191.43 

177.25 

184.34 

141.80 

170.16 

145.35 

163.07 

148.89 

155.98 

177.25 

258.79 

205.61 

106.35 

116.99 

99.26 

95.72 

95.72 

109.90 

120.53 

81.54 

88.63 

85.08 

81.54 

124.08 

77.99 

70.90 

148.89 

326.50 

241.06 

241.06 

219.79 

269.42 

226.88 

333.23 

233.97 

329.69 

180.80 

354.50 

202.07 

347.41 

209.16 

319.05 






























































































































































































































































































































































































































































































































Chloride, mg/I 


PUROHITAN SAWANTA 
RAJPURA 


RAWARDA 

ROOD 


SALERA KHURD 
SAMRIYAN KALAN 


SANGESARA 

SANGWA 


SATHAANA _ 

SAWA 


SEMARTHALI 

SONIYANA 


SUMRI 

SURERA 


SUWANIYA 

TAKHATPURA 


TEETARDI 

TEJPUR 


UTHNOL _ 

VALLABHNAGAR 


WARNI _ 

Sub Basin: Dain 


AJGARA _ 

Arnia 


ARWAR _ 

BALWANTA 


BANDANWARA 

BAORI 


BHASOO _ 

BHAWANIKHERA 


BORADA 

CHHABARIYA 


DEOMAGRI 

DEVALIA 


DEVRIA _ 

DHAL 


DHIGARIA KALAN 


Chloride, mg/I 
2007 


Location 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

POOTHLI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

184.00 

NA 


PRATAPPURA 

NA 

NA 

NA 

NA 

NA 

77.99 

77.99 

NA 

49.63 

35.45 

42.54 

53.18 

35.45 

53.18 

88.63 

60.27 

56.72 

1 

20.53 

92.17 

49.63 

102.81 

67.36 

173.71 

NA 

NA 

28.00 

NA 

PURIYA KHERI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

77.99 

63.81 

92.17 

56.72 

28.36 

563.66 

276.51 

77.99 

226.88 

49.63 


63.81 

99.26 

370.10 

138.26 

187.89 

329.69 

NA 

113.44 

219.79 

148.89 


RAMA 

70.90 

RATIYA KHERA 

35.45 



67.36 

42.5 

35.45 

39.0 


.54 

70.9 

.18 

39.0 


77.99 

77.99 

NA 

39.00 



120.53 

397.04 

28.36 

28.36 



170.16 

251.70 

21.27 

24.82 



ROODRI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

191.00 

NA 

ROOPA KHERI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

149.00 

NA 


RUNDERA 

NA 

NA 

NA 

NA 

NA 

1106.04 

1301.02 

1304.56 

63.81 

67.36 

39.00 

49.63 

35.45 

1432.18 

3190.50 

2871.45 

2357.43 

46.09 

2623.30 

1758.32 

1715.78 

1900.12 

1967.48 

NA 

1878.85 

1815.04 

2041.92 

SAKRODA 

287.15 

134.71 

233.97 

138.26 

131.17 

148.89 

159.53 

28.36 

177.25 

269.42 

265.88 

120.53 

414.77 

389.95 

269.42 

311.96 

141.80 

397.04 

496.30 

347.41 

379.32 

109.90 

329.69 

NA 

308.42 

354.50 

209.16 


SAKRODA 

70.90 

120.53 

70.90 

70.90 

70.90 

77.99 

120.53 

56.72 

63.81 

74.45 

95.72 

106.35 

70.90 

120.53 

67.36 

205.61 

241.06 

85.08 

453.76 

911.07 

350.96 

134.71 

694.82 

NA 

120.53 

152.44 

599.11 

SALARIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

255.00 

NA 


SEENGOLI 

42.54 

SEGWA 

NA 



NA 

NA 

255.24 

46.09 


| 21.27 

28.36 

NA 

NA 


16417.00 

NA 

304.87 

152.44 


SONIYANA 

NA 

SUKHER 

212.70 




24.82 

42.54 

NA 

NA 


21.27 

14.18 

64.00 

NA 


NA 

NA 

219.79 

276.51 



SURKHAND 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

163.00 

NA 

SURPUR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1021.00 

NA 


TANA 

NA 

TARAWAT 

28.36 



THAMLA 

588.47 

638.10 

510.48 

475.03 

280.06 

464.40 

311.96 

439.58 

687.73 

297.78 

88.63 

244.61 

538.84 

216.25 

907.52 

21.27 

957.15 

549.48 

872.07 

719.64 

850.80 

478.58 

535.30 

NA 

446.67 

673.55 

971.33 

THOOR 

42.54 

24.82 

35.45 

21.27 

21.27 

24.82 

28.36 

49.63 

49.63 

21.27 

255.24 

60.27 

138.26 

28.36 

49.63 

297.78 

63.81 

39.00 

35.45 

35.45 

31.91 

276.51 

28.36 

NA 

24.82 

333.23 

99.26 


TILA KHERA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

43.00 

NA 

TITARDA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

170.00 

NA 


TUMDIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

128.00 

NA 

UDAIPUR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


UMAND 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

805.00 

NA 

UMEDPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

699.00 

NA 


USAN 

56.72 

131.17 

NA 

102.81 

99.26 

109.90 

35.45 

145.35 

49.63 

17.02 

85.08 

163.07 

70.90 

120.53 

77.99 

226.88 

265.88 

340.32 

120.53 

244.61 

134.71 

212.70 

216.25 

NA 

99.26 

276.51 

77.99 

USRO 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

78.00 

NA 


141.80 

517.57" 


1375.46 


106.35 
730.27 ' 


1644.88 


361.59 
765.72 " 


2109.28 


163.07 
1006.78 " 


1474.72 


127.62 

311.96" 


2212.08 


138.26 
1145.04' 


237.52 


! 99.26 

219.79 

779.90 

740.91 


1361.28 
737.36 ' 


88.63 


496.30 

1758.32 


319.05 


56.72 

482.12 

1425.09 

1460.54 


297.78 

1116.68" 


127.62 


290.69 

1233.66" 


85.08 


265.88 
1184.03 ' 


145.35 


255.24 

1233.66" 


255.24 


1340.01 
127.62 " 


NA 

457.31" 


184.34 
2389.33 " 


1205.30 
124.08 " 


_NA 

276.51 " 


226.88 
1439.27 " 


1191.12 
63.81" 


NA 

326.14" 


219.79 
1297.47" 


1262.02 
63.81" 


_NA 

170.16" 


_NA 

652.28" 


1127.31 
46.09 " 


NA 

304.87" 


NA 

1127.31" 


1208.85 
39.00 " 


127.62 

1091.86" 


_NA 

935.88 " 


893.34 

361.59 


138.26 

822.44 


212.70 

1205.30 


106.35 

NA 

21.27 

NA 



1006.78 
333.23 " 


42.54 
992.60" 


627.47 
1850.49 " 


_NA 

343.87 " 


42.54 
85.08 " 


290.69 
2254.62 " 


623.92 

319.05 


77.99 

202.07 


485.67 

4183.10 


; 46.09 

3 

574.29 



574.29 

1921.39" 


3119.60 
49.63 " 


301.33 

na" 


755.09 

1212.39" 


921.70 

248.15" 


269.42 
177.25 " 


567.20 
1020.96" 


521.12 
496.30" 


120.53 
726.73 " 


503.39 

1219.48" 


219.79 

24.82 


148.89 

680.64 


450.22 

1559.80 



NA 

NA 

NA 

397.04 


340.32 

1971.02" 


304.87 

1205.30" 


297.78 
1403.82 " 


432.49 

1152.13" 


517.57 
2027.74" 


1176.94 
720.70" 


1425.09 
730.27 " 


1446.36 
939.43 " 


1616.52 
329.69 " 


1517.26 
141.80" 


1042.23 

155.98" 


389.95 

1371.92" 


1715.78 

na" 


850.80 

1113.13" 


574.29 

1233.66" 



NA 

NA 

85.08 

70.90 




124.08 

134.71 

42.54 

NA 




70.90 

92.17 

85.08 

127.62 


283.60 

2694.20 


106.35 


AHEDAN 

1205.30 

1971.02 

1038.69 

NA 

1318.74 

3864.05 

2694.20 

1885.94 

1815.04 

1715.78 

3006.16 

2995.53 

2977.80 

4059.03 

1807.95 

3474.10 

2091.55 

3704.53 

2977.80 

3332.30 

3598.18 

4750.30 

NA 

NA 

NA 

NA 

1375.46 

AJAGARA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


319.05 

70.90 


155.98 

2098.64 


_NA 

850.80 


BARGAON 

645.19 

538.84 

453.76 

NA 

NA 

NA 

NA 

198.52 

418.31 

368.68 

202.07 

116.99 

219.79 

141.80 

262.33 

280.06 

361.59 

283.60 

283.60 

304.87 

379.32 

492.76 

NA 

NA 

NA 

NA 

148.89 

BEER 

155.98 

553.02 

99.26 

428.95 

762.18 

NA 

155.98 

92.17 

NA 

191.43 

88.63 

67.36 

77.99 

28.36 

92.17 

92.17 

0.00 

95.72 

85.08 

85.08 

120.53 

141.80 

99.26 

NA 

219.79 

191.43 

347.41 


BHINAI 

102.81 

124.08 

46.09 

159.53 

134.71 

113.44 

70.90 

141.80 

95.72 

400.59 

187.89 

485.67 

77.99 

88.63 

85.08 

102.81 

141.80 

127.62 

148.89 

92.17 

127.62 

166.62 

NA 

NA 

NA 

NA 

1595.25 

BISUNDANI 

NA 

NA 

NA 

NA 

NA 

191.43 

173.71 

347.41 

NA 

400.59 

329.69 

280.06 

276.51 

315.51 

NA 

638.10 

861.44 

613.29 

992.60 

723.18 

677.10 

400.59 

NA 

NA 

NA 

NA 

283.60 


DABARDUMBA 

347.41 

354.50 

170.16 

212.70 

163.07 

397.04 

141.80 

127.62 

106.35 

77.99 

666.46 

163.07 

127.62 

113.44 

212.70 

432.49 

425.40 

134.71 

872.07 

467.94 

304.87 

900.43 

42.54 

NA 

49.63 

815.35 

368.68 

DEOGAON 

180.80 

1219.48 

226.88 

978.42 

496.30 

1375.46 

836.62 

1396.73 

1595.25 

1325.83 

1240.75 

1020.96 

1148.58 

879.16 

NA 

99.26 

1176.94 

145.35 

1942.66 

751.54 

1612.98 

1790.23 

NA 

NA 

NA 

NA 

1914.30 


NA 

NA 

538.84 

42.54 


































































































































































































































































































































































































































































































































1984 


1985 


1986 


1987 


Chloride, mg/I 


Location 


1988 


1989 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 



Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

DHUNWALI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DILWARI 

2141.18 

2155.36 

2282.98 

2552.40 

2665.84 

NA 

0.00 

3048.70 

4076.75 

2871.45 

106.35 

70.90 

FATEHGARH 

645.19 

730.27 

NA 

857.89 

1056.41 

1737.05 

NA 

1276.20 

1134.40 

1304.56 

1148.58 

1900.12 

GODIANA 

NA 

241.06 

NA 

212.70 

233.97 

205.61 

233.97 

198.52 

NA 

184.34 

163.07 

191.43 

GOELA 

NA 

NA 

NA 

NA 

NA 

NA 

304.87 

NA 

NA 

NA 

NA 

NA 

GOLIYARA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GOTHIANA 

NA 

NA 

NA 

177.25 

NA 

NA 

205.61 

NA 

241.06 

170.16 

249.92 

184.34 

GOVLIA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

HEERAPURA 

NA 

NA 

NA 

NA 

NA 

NA 

56.72 

NA 

92.17 

NA 

107.77 

99.26 

HINGTARA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

418.31 

NA 

1219.48 

NA 

HISAMPUR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JADANA 

NA 

NA 

NA 

1148.58 

NA 

NA 

1247.84 

666.46 

829.53 

687.73 

712.55 

510.48 

JAOLA 

1446.36 

1439.27 

NA 

1566.89 

1885.94 

2041.92 

2282.98 

1985.20 

2212.08 

NA 

2020.65 

2183.72 

JHAROL 

NA 

NA 

NA 

92.17 

NA 

NA 

297.78 

NA 

141.80 

77.99 

NA 

77.99 

JHARWASA 

439.58 

411.22 

283.60 

354.50 

308.42 

531.75 

326.14 

262.33 

283.60 

262.33 

269.42 

333.23 

KANPURA 

694.82 

786.99 

694.82 

666.46 

687.73 

701.91 

829.53 

822.44 

935.88 

1035.14 

1205.30 

1134.40 

KEBANIYA 

NA 

NA 

NA 

NA 

NA 

NA 

1091.86 

NA 

1020.96 

NA 

1162.76 

1162.76 

KERONJ 

NA 

NA 

NA 

1545.62 

NA 

NA 

1914.30 

NA 

1332.92 

NA 

1191.12 

1077.68 

KESARPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KESARPURA 

2127.00 

2197.90 

NA 

1701.60 

1446.36 

NA 

1503.08 

1347.10 

1375.46 

1077.68 

1205.30 

1063.50 

KHERA LAXMIPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

347.41 

NA 

KIRAP 

496.30 

418.31 

NA 

772.81 

957.15 

751.54 

964.24 

574.29 

666.46 

354.50 

808.26 

623.92 

KITAO 

NA 

NA 

NA 

NA 

NA 

NA 

439.58 

NA 

446.67 

NA 

475.03 

262.33 

KOTRI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KURARI 

992.60 

950.06 

872.07 

886.25 

794.08 

765.72 

NA 

751.54 

779.90 

942.97 

850.80 

772.81 

LACHMIPURA 

NA 

205.61 

NA 

NA 

NA 

NA 

1768.96 

NA 

NA 

NA 

404.13 

NA 

LOHARWARA 

397.04 

439.58 

212.70 

446.67 

233.97 

269.42 

219.79 

155.98 

205.61 

152.44 

127.62 

106.35 

MANDAWARIA 

NA 

NA 

NA 

467.94 

NA 

NA 

482.12 

NA 

432.49 

779.90 

432.49 

382.86 

MEVDA KALAN 

NA 

NA 

NA 

49.63 

NA 

NA 

56.72 

NA 

134.71 

NA 

106.35 

92.17 

MIYA 

NA 

NA 

NA 

914.61 

NA 

NA 

269.42 

NA 

765.72 

701.91 

670.01 

694.82 

MORAJHARI 

163.07 

92.17 

106.35 

77.99 

63.81 

77.99 

NA 

70.90 

113.44 

88.63 

99.26 

92.17 

MOTIPURA 

3686.80 

3332.30 

NA 

3970.40 

4271.73 

4289.45 

NA 

5033.90 

6239.20 

4821.20 

5473.48 

3970.40 

MUNDLAV 

NA 

NA 

NA 

212.70 

NA 

NA 

148.89 

NA 

148.89 

NA 

198.52 

120.53 

NABAB 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NAGOLA 

NA 

NA 

NA 

NA 

NA 

NA 

49.63 

42.54 

42.54 

NA 

NA 

85.08 

NAIKI 

148.89 

148.89 

155.98 

141.80 

170.16 

177.25 

255.24 

155.98 

241.06 

120.53 

148.89 

127.62 

NASIRABAD 

1630.70 

1375.46 

1013.87 

1588.16 

1737.05 

1985.20 

1276.20 

1609.43 

1758.32 

1453.45 

1304.56 

1375.46 

NASUN 

847.26 

921.70 

NA 

801.17 

772.81 

517.57 

NA 

631.01 

709.00 

485.67 

581.38 

389.95 

NAYAGAON 

439.58 

4041.30 

4254.00 

3757.70 

4750.30 

4608.50 

269.42 

4608.50 

290.69 

4112.20 

4679.40 

822.44 

RAMSAR 

510.48 

411.22 

1283.29 

857.89 

1602.34 

1127.31 

NA 

2127.00 

2084.46 

2392.88 

2800.55 

3013.25 

RICHMALIA 

NA 

NA 

NA 

NA 

NA 

NA 

212.70 

NA 

177.25 

NA 

141.80 

99.26 

SAMPRODA 

NA 

NA 

NA 

NA 

NA 

NA 

907.52 

NA 

NA 

NA 

NA 

NA 

SANOD 

1162.76 

1318.74 

935.88 

1091.86 

592.02 

NA 

NA 

886.25 

694.82 

1106.04 

592.02 

886.25 

SANTOLA 

609.74 

475.03 

NA 

368.68 

262.33 

NA 

340.32 

283.60 

283.60 

NA 

287.15 

255.24 

SARANA 

155.98 

152.44 

NA 

120.53 

113.44 

NA 

127.62 

191.43 

113.44 

113.44 

102.81 

106.35 

SARSUNDA 

NA 

NA 

NA 

439.58 

NA 

NA 

524.66 

NA 

545.93 

475.03 

478.58 

517.57 

SARWAR 

NA 

NA 

NA 

NA 

3225.95 

2587.85 

70.90 

2623.30 

3651.35 

3048.70 

3350.03 

42.54 

SATAWARIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SHOKLIA 

42.54 

49.63 

NA 

106.35 

70.90 

35.45 

70.90 

49.63 

99.26 

85.08 

56.72 

21.27 

SHYAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SRINAGAR 

106.35 

453.76 

77.99 

99.26 

198.52 

145.35 

70.90 

70.90 

92.17 

148.89 

92.17 

77.99 

SUL 

NA 

NA 

NA 

NA 

NA 

NA 

127.62 

134.71 

134.71 

NA 

113.44 

113.44 

SUNARIA 

NA 

NA 

NA 

1233.66 

NA 

NA 

NA 

1403.82 

1772.50 

2197.90 

2020.65 

1985.20 

TANTOTI 

439.58 

382.86 

NA 

432.49 

NA 

326.14 

262.33 

141.80 

276.51 

155.98 

191.43 

170.16 

THAROLI 

NA 

233.97 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

90.04 

NA 

TIHARI 

NA 

NA 

NA 

283.60 

233.97 

NA 

219.79 

NA 

198.52 

223.34 

219.79 

311.96 

TODARAISINGH 

NA 

107.06 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

19.14 

NA 

UNIARA KHU. 

NA 

1843.40 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

638.46 

NA 

Sub Basin: Gudia 

BARAGAON 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BARAGAON 

NA 

NA 

NA 

NA 

NA 

NA 

404.13 

NA 

NA 

NA 

69.48 

NA 

BARTHAL 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

90.04 

NA 

BASRA BANE SINGH 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BASSI 

NA 

85.08 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHANWATI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DEHLOD 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

208.45 

NA 

DIDWARI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GANGWARA 

NA 

NA 

NA 

NA 

NA 

NA 

39.35 

NA 

NA 

NA 

NA 

121.95 

GUNSI 

NA 

288.21 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

215.18 

NA 

JAMDOLI Pz. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

118.05 

NA 

J HI LAI 

NA 

1306.33 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1361.64 

NA 

KARERIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KOTHUN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MEHDRA KALAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 
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Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre 

Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 

NA NA NA NA NA NA NA NA NA NA NA NA NA NA NA 



























































































































































































































































































































































































































































































































Chloride, mg/I 


GOLIYARA 

GOTHIANA 


MANDAWARIA 
MEVDA KALAN 


NAIKI 

NASIRABAD 


SUL 

SUNARIA 


TANTOTI 

THAROLI 


UNIARA KHU. 

Sub Basin: Gudia 


Chloride, mg/I 
2007 


Location 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

DHUNWALI 

NA 

NA 

NA 

NA 

NA 

248.15 

272.97 

248.15 

NA 

226.88 

283.60 

194.98 

276.51 

241.06 

191.43 

NA 

404.13 

340.32 

418.31 

446.67 

354.50 

283.60 

NA 

NA 

NA 

NA 

340.32 


DILWARI 

44.67 

67.36 

28.36 

113.44 

1949.75 

106.35 

163.07 

297.78 

NA 

212.70 

272.97 

489.21 

1772.50 

1488.90 

1673.24 

1251.39 

1807.95 

836.62 

779.90 

755.09 

815.35 

723.18 

567.20 

NA 

0.00 

361.59 

595.56 

FATEHGARH 

2119.91 

1744.14 

1786.68 

1467.63 

2410.60 

1290.38 

1666.15 

1162.76 

2417.69 

2109.28 

2516.95 

2800.55 

2609.12 

1276.20 

2906.90 

1013.87 

1311.65 

964.24 

2127.00 

2446.05 

2109.28 

2268.80 

NA 

NA 

NA 

NA 

2836.00 


GODIANA 

180.80 

212.70 

209.16 

155.98 

170.16 

184.34 

219.79 

141.80 

148.89 

131.17 

127.62 

145.35 

124.08 

109.90 

120.53 

106.35 

81.54 

109.90 

106.35 

109.90 

88.63 

170.16 

155.98 

NA 

134.71 

113.44 

77.99 

GOELA 

3077.06 

1956.84 

1644.88 

928.79 

1311.65 

964.24 

730.27 

NA 

NA 

1418.00 

907.52 

NA 

NA 

574.29 

NA 

NA 

NA 

NA 

NA 

NA 

1180.49 

1382.55 

NA 

NA 

NA 

NA 

NA 


1 NA 

70.90 


85.08 


NA 

113.44 

177.25 

163.07 


1070.59 

na" 


GOVLIA 

39.00 

46.09 

39.00 

49.63 

53.18 

88.63 

42.54 

106.35 

964.24 

28.36 

92.17 

354.50 

1191.12 

60. 

27 

1205.30 

1063.50 

829.53 

666.46 

751.54 

726.73 

46.09 53 

.18 

NA 

NA 

NA 

NA 

NA 

HEERAPURA 

127.62 

106.35 

127.62 

56.72 

28.36 

35.45 

49.63 

28.36 

42.54 

21.27 

21.27 

49.63 

49.63 

31. 

91 

53.18 

2318.43 

39.00 

28.36 

219.79 

361.59 

163.07 81 

.54 

NA 

NA 

NA 

NA 

432.49 


HINGTARA 

1992.29 

1744.14 

1538.53 

1198.21 

1176.94 

1219.48 

1106.04 

1176.94 

1042.23 

1127.31 

1205.30 

255.24 

1176.94 

113.44 

361.59 

290.69 

223.34 

42.54 

1169.85 

723.18 

209.16 

595.56 

NA 

NA 

NA 

NA 

255.24 

HISAMPUR 

NA 

NA 

NA 

NA 

NA 

NA 

35.45 

NA 

28.36 

28.36 

70.90 

35.45 

21.27 

35.45 

49.63 

389.95 

49.63 

155.98 

85.08 

92.17 

42.54 

375.77 

648.74 

NA 

42.54 

106.35 

28.36 


JADANA 

1070.59 

1460.54 

1403.82 

719.64 

1254.93 

843.71 

1091.86 

907.52 

524.66 

836.62 

786.99 

1113.13 

921.70 

765.72 

694.82 

163.07 

1098.95 

14924.45 

2594.94 

1049.32 

886.25 

914.61 

NA 

NA 

NA 

NA 

1120.22 

JAOLA 

1701.60 

2438.96 

2268.80 

2389.33 

2360.97 

109.90 

NA 

1843.40 

1176.94 

2570.13 

2658.75 

1566.89 

3757.70 

NA 

5760.63 

1864.67 

NA 

226.88 

NA 

1020.96 

815.35 

1205.30 

NA 

NA 

NA 

NA 

226.88 


JHAROL 

NA 

NA 

NA 

NA 

NA 

372.23 

287.15 

237.52 

NA 

241.06 

241.06 

304.87 

198.52 

67.36 

219.79 

226.88 

120.53 

187.89 

134.71 

152.44 

138.26 

170.16 

NA 

NA 

NA 

NA 

77.99 

JHARWASA 

NA 

740.91 

730.27 

553.02 

NA 

NA 

NA 

301.33 

262.33 

280.06 

304.87 

187.89 

233.97 

262.33 

233.97 

255.24 

241.06 

255.24 

545.93 

432.49 

599.11 

439.58 

418.31 

NA 

574.29 

510.48 

212.70 


KANPURA 

2474.41 

2587.85 

2658.75 

2180.18 

2162.45 

2552.40 

2056.10 

1701.60 

NA 

1708.69 

1836.31 

1992.29 

2006.47 

1857.58 

1885.94 

1332.92 

2889.18 

1332.92 

1403.82 

1503.08 

1531.44 

1737.05 

NA 

NA 

NA 

NA 

2056.10 

KEBANIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

28.36 

NA 

24.82 

NA 

21.27 

NA 

893.34 

638.10 

439.58 

581.38 

652.28 

375.77 

496.30 

39.00 

39.00 

NA 

NA 

NA 

NA 

106.35 


KERONJ 

3651.35 

4254.00 

3580.45 

3970.40 

3739.98 

4480.88 

2694.20 

1949.75 

2765.10 

1134.40 

1914.30 

1006.78 

907.52 

1006.78 

152.44 

2481.50 

2112.82 

2357.43 

2268.80 

2304.25 

2002.93 

1708.69 

NA 

NA 

NA 

NA 

935.88 

KESARPURA 

NA 

NA 

NA 

NA 

NA 

1403.82 

NA 

28.36 

NA 

21.27 

0.00 

942.97 

92.17 

687.73 

24.82 

1081.23 

14.18 

779.90 

35.45 

311.96 

24.82 

35.45 

NA 

NA 

NA 

NA 

NA 


KESARPURA 

1311.65 

1967.48 

120.53 

1488.90 

333.23 

NA 

3438.65 

1488.90 

1474.72 

1488.90 

1453.45 

1297.47 

1340.01 

1729.96 

577.84 

6700.05 

1637.79 

1907.21 

2197.90 

7160.90 

233.97 

2694.20 

NA 

NA 

NA 

NA 

NA 

KHERA LAXMIPURA 

670.01 

680.64 

634.56 

NA 

1871.76 

684.19 

623.92 

631.01 

248.15 

99.26 

NA 

457.31 

159.53 

191.43 

NA 

163.07 

141.80 

347.41 

141.80 

141.80 

85.08 

85.08 

NA 

NA 

NA 

NA 

354.50 


KIRAP 

613.29 

957.15 

1020.96 

1028.05 

978.42 

1134.40 

978.42 

850.80 

1049.32 

1141.49 

372.23 

1020.96 

634.56 

921.70 

3155.05 

879.16 

1368.37 

971.33 

822.44 

836.62 

1141.49 

751.54 

992.60 

NA 

354.50 

404.13 

595.56 

KITAO 

981.97 

1084.77 

1538.53 

1418.00 

1304.56 

964.24 

779.90 

1056.41 

439.58 

485.67 

NA 

340.32 

631.01 

368.68 

155.98 

272.97 

198.52 

698.37 

198.52 

886.25 

1084.77 

1106.04 

NA 

NA 

NA 

NA 

248.15 


NA 

1361.28" 


LACHMIPURA 

531.75 

LOHARWARA 

528.21 


MIYA 

1517.26 

MORAJHARI 

290.69 


_NA 

1162.76 " 


49.63 
244.61 " 


255.24 

113.44" 


1127.31 
492.76 " 


_NA 

1219.48 


212.70 

226.88 


248.15 

63.81 


1070.59 

389.95 


| 375.77 

1063.50 

333.23 

397.04 


42.54 

42.54 

358.05 

389.95 


_NA 

836.62 


1233.66 

127.62 


260.20 

163.07 


63.81 

NA 



NA 

NA 

1067.05 

701.91 


56.72 

81.54 

340.32 

NA 




NA 

NA 

864.98 

733.82 



_NA 

1219.48" 


56.72 
382.86 " 


28.36 
301.33 " 


35.45 
333.23 " 


_NA 

1106.04 


290.69 

212.70 


_NA 

NA 


_NA 

NA 


NA 

NA 

NA 

985.51 



56.72 
2438.96 " 


829.53 
77.99 " 


_NA 

na" 


_NA 

na" 


MOTIPURA 

NA 

3420.93 

3757.70 

NA 

712.55 

3247.22 

2800.55 

3261.40 

2481.50 

2935.26 

2942.35 

553.02 

3296.85 

NA 

294.24 

2836.00 

1971.02 

1729.96 

638.10 

1488.90 

1467.63 

2233.35 

1772.50 

NA 

864.98 

1630.70 

NA 

MUNDLAV 

340.32 

283.60 

244.61 

326.14 

290.69 

347.41 

NA 

393.50 

276.51 

354.50 

602.65 

81.54 

NA 

465.10 

616.83 

1432.18 

1332.92 

1396.73 

460.85 

563.66 

485.67 

560.11 

361.59 

NA 

638.10 

304.87 

411.22 


NABAB 

258.79 

382.86 

241.06 

347.41 

531.75 

957.15 

914.61 

765.72 

NA 

276.51 

1035.14 

1077.68 

971.33 

666.46 

510.48 

652.28 

694.82 

453.76 

283.60 

170.16 

187.89 

141.80 

262.33 

NA 

638.10 

358.05 

NA 

NAGOLA 

81.54 

109.90 

81.54 

67.36 

109.90 

60.27 

85.08 

70.90 

92.17 

35.45 

31.91 

42.54 

148.89 

74.45 

85.08 

77.99 

74.45 

95.72 

99.26 

77.99 

131.17 

148.89 

NA 

NA 

NA 

NA 

177.25 


244.61 
1460.54" 


216.25 

1751.23" 


233.97 
1850.49 " 


212.70 
1488.90 " 


184.34 
1488.90" 


233.97 
1006.78 ' 


163.07 

1120 . 22 " 


166.62 
1106.04 " 


191.43 
1148.58 ' 


152.44 

1283.29" 


177.25 

28.36 

1091.86 

1013.87 


134.71 
1042.23 ' 


141.80 

NA 

677.10 

719.64 


NASUN 

421.86 

450.22 

446.67 

NA 

655.83 

453.76 

503.39 

116.99 

42.54 

120.53 

716.09 

85.08 

297.78 

510.48 

63.81 

861.44 

365.14 

439.58 

354.50 

811.81 

645.19 

652.28 

425.40 

NA 

56.72 

829.53 

205.61 

NAYAGAON 

3686.80 

2821.82 

3403.20 

4200.83 

3562.73 

3296.85 

3155.05 

3084.15 

3633.63 

3757.70 

3952.68 

4062.57 

3495.37 

4431.25 

808.26 

1418.00 

226.88 

4395.80 

141.80 

290.69 

148.89 

322.60 

NA 

NA 

NA 

NA 

NA 


RAMSAR 

1836.31 

2446.05 

2002.93 

2694.20 

3314.58 

3282.67 

3169.23 

3243.68 

NA 

3520.19 

3041.61 

3651.35 

3456.38 

3615.90 

1517.26 

3474.10 

3137.33 

3403.20 

3190.50 

3296.85 

3190.50 

538.84 

3119.60 

NA 

1985.20 

1418.00 

1843.40 

RICHMALIA 

159.53 

148.89 

106.35 

109.90 

113.44 

63.81 

85.08 

60.27 

152.44 

134.71 

99.26 

56.72 

120.53 

88.63 

109.90 

63.81 

85.08 

53.18 

120.53 

77.99 

163.07 

60.27 

NA 

NA 

NA 

NA 

NA 


SAMPRODA 

1262.02 

SANOD 

2516.95 


1559.80 
2800.55 ' 


1474.72 

2516.95" 


163.07 
2339.70 " 


1375.46 
1878.85 ' 


1276.20 
2084.46 ' 


NA 

2878.54" 


981.97 
3669.08 " 


219.79 

141.80 

42.54 

14.18 


638.10 
2658.75 " 


124.08 
2676.48 ' 


290.69 
3208.23 " 


141.80 
2073.83 " 


194.98 
1495.99 ' 


159.53 
1609.43 ' 


375.77 

1815.04" 


_NA 

2623.30" 


205.61 
2428.33 ' 


634.56 
4041.30' 


NA 

4112.20" 


NA 

1290.38" 


_NA 

3686.80" 


SHYAR 

28.36 

SRINAGAR 

141.80 


102.81 

3580.45 


677.10 
283.60' 


70.90 
95.72 ' 


109.90 
3240.13 ' 


514.03 

42.54' 


42.54 

106.35 


99.26 

1293.93 


350.96 

35.45 


| 60.27 

21.27 

124.08 

287.15 


95.72 
2871.45 " 


418.31 
779.90 " 


106.35 
3048.70' 


255.24 
35.45 ' 


35.45 
184.34' 


2463.78 

2889.18' 


280.06 
319.05 ' 


42.54 

219.79" 


290.69 

3474.10" 


397.04 
553.02 " 


42.54 

255.24" 


109.90 

2765.10" 


24.82 

879.16" 


106.35 

na" 


88.63 
2765.10" 


294.24 
28.36" 


67.36 

233.97' 


99.26 
2747.38 ' 


237.52 
70.90 ' 


70.9 

39.0 


113.44 

3013.25 


198.52 

99.26 



| 99.26 

88.63 

311.96 

233.97 


85.08 
319.05 ' 


95.72 
2481.50 ' 


80.80 
63.81' 


77.99 

311.96" 


113.44 
2694.20" 


28.72 
35.45 " 


_NA 

308.42 " 


102.81 

2889.18" 


237.52 

42.54" 


28.36 
436.04" 


95.72 

2818.28" 


191.43 
35.45 " 


39.00 
588.47 ' 


134.71 
3137.33 ' 


212.70 
574.29 ' 



BARAGAON 

k m 

BARAGAON 

■n 

BARTHAL 

134.71 

BASRA BANE SINGH 

202.07 

BASSI 

NA 

BHANWATI 

772.81 

DEHLOD 

241.06 

DIDWARI 

180.80 

GANGWARA 

141.80 

GUNSI 

77.99 

JAMDOLI Pz. 

141.80 

J HI LAI 

70.90 

KARERIYA 

163.07 

KOTHUN 

829.53 

MEHDRA KALAN 

NA 


77.99 

141.80 

49.63 

141.80 

141.80 

134.71 

226.88 

297.78 

NA 

NA 

212.70 

524.66 

304.87 

163.07 

219.79 

148.89 

106.35 

177.25 

141.80 

120.53 

127.62 

141.80 

1474.72 

567.20 

269.42 

85.08 

NA 

134.71 

NA 

NA 


77.99 

191.43 

155.98 

42.54 

127.62 

120.53 

163.07 

198.52 

NA 

NA 

70.90 

205.61 

134.71 

248.15 

184.34 

141.80 

113.44 

141.80 

70.90 

28.36 

276.51 

134.71 

120.53 

202.07 

184.34 

NA 

482.12 

333.23 

NA 

NA 


56.72 

NA 

35.45 

42.54 

99.26 

77.99 

163.07 

NA 

NA 

404.13 

14.18 

368.68 

170.16 

233.97 

212.70 

NA 

319.05 

NA 

269.42 

120.53 

120.53 

141.80 

1113.13 

56.72 

141.80 

148.89 

368.68 

340.32 

NA 

35.45 



184.34 

NA 

28.36 

42.54 

49.63 

42.54 

163.07 

NA 

NA 

63.81 

333.23 

382.86 

77.99 

226.88 

NA 

NA 

NA 

NA 

233.97 

141.80 

113.44 

141.80 

127.62 

163.07 

92.17 

106.35 

63.81 

219.79 

NA 

35.45 


NA 

460.85 

49.63 

28.36 

70.90 

63.81 

NA 

173.71 

63.81 

198.52 

432.49 

198.52 

70.90 

92.17 

NA 

127.62 

NA 

177.25 

545.93 

70.90 

155.98 

113.44 

404.13 

205.61 

134.71 

113.44 

226.88 

297.78 

42.54 

21.27 


63.81 

70.90 

06.35 

49.63 



70.90 

85 

08| 

56.72 

85. 

m\ 


120.53 

205.61 


106.35 

1311.65 





134.71 

49.63 

35.45 

35.45 

53.18 

49.63 

NA 

56.72 

35.45 

141.80 

| 361.59 

340.32 

74.45 

134.71 

116.99 

99.26 

60.27 

177.25 

49.63 

28.36 

106.35 

63.81 

113.44 

141.80 

113.44 

85.08 

NA 

304.87 

21.27 

35.45 


49.63 

70.90 

92.17 

35.45 

77.99 

92.17 

42.54 

77.99 

127.62 

198.52 

425.40 

77.99 

63.81 

77.99 

283.60 

233.97 

49.63 

70.90 

28.36 

99.26 

106.35 

99.26 

28.36 

77.99 

85.08 

85.08 

226.88 

155.98 

35.45 

28.36 


347.41 

127.62 

63.81 

42.54 

120.53 

148.89 

63.81 

49.63 

177.25 

425.40 

326.14 

NA 

70.90 

127.62 

177.25 

134.71 

148.89 

49.63 

170.16 

56.72 

56.72 

148.89 

155.98 

645.19 

NA 

127.62 

262.33 

283.60 

49.63 

155.98 



92.17 

85. 

27.62 

35. 



_NA 

2197.90 


SANTOLA 

574.29 

744.45 

737.36 

453.76 

560.11 

482.12 

723.18 

701.91 

790.54 

850.80 

942.97 

1049.32 

1063.50 

783.45 

1269.11 

1418.00 

1389.64 

1176.94 

155.98 

1106.04 

233.97 

893.34 

NA 

NA 

NA 

NA 

510.48 

SARANA 

262.33 

191.43 

205.61 

177.25 

209.16 

198.52 

184.34 

152.44 

209.16 

173.71 

170.16 

134.71 

145.35 

134.71 

283.60 

219.79 

219.79 

88.63 

290.69 

198.52 

212.70 

194.98 

NA 

NA 

NA 

NA 

368.68 


SARSUNDA 

545.93 

457.31 

460.85 

482.12 

496.30 

496.30 

460.85 

464.40 

460.85 

517.57 

482.12 

524.66 

290.69 

379.32 

269.42 

248.15 

319.05 

407.68 

659.37 

400.59 

698.37 

368.68 

NA 

NA 

NA 

NA 

NA 

SARWAR 

1453.45 

1304.56 

1176.94 

592.02 

1744.14 

864.98 

1871.76 

1113.13 

786.99 

382.86 

1531.44 

528.21 

893.34 

680.64 

553.02 

485.67 

1106.04 

389.95 

992.60 

556.57 

680.64 

304.87 

NA 

NA 

NA 

NA 

NA 


SATAWARIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1474.72 

NA 

1956.84 

2027.74 

1822.13 

2502.77 

2531.13 

1276.20 

758.63 

2772.19 

2056.10 

3048.70 

3261.40 

2853.73 

1588.16 

3119.60 

NA 

1187.58 

NA 

2041.92 

SHOKLIA 

106.35 

120.53 

81.54 

95.72 

99.26 

88.63 

70.90 

77.99 

42.54 

77.99 

67.36 

56.72 

56.72 

53.18 

42.54 

63.81 

53.18 

60.27 

106.35 

63.81 

63.81 

56.72 

NA 

NA 

NA 

NA 

35.45 


_NA 

333.23 


106.35 

1829.22 


_NA 

237.52 


TIHARI 

i 574.29 

709.00 

389.95 

361.59 

343.87 

560.11 

588.47 

1347.10 

NA 

1432.18 

421.86 

467.94 

510.48 

886.25 

709.00 

879.16 

453.76 

825.99 

531.75 

964.24 

666.46 

1559.80 

723.18 

NA 

1701.60 

1885.94 

1815.04 

TODARAISINGH 

35.45 

35.45 

35.45 

85.08 

28.36 

35.45 

467.94 

35.45 

595.56 

28.36 

42.54 

21.27 

21.27 

35.45 

28.36 

21.27 

28.36 

28.36 

28.36 

389.95 

255.24 

205.61 

42.54 

NA 

219.79 

77.99 

219.79 


35.45 

35.45 

28.36 

205.61 

85.08 


35.45 

00 

q 

LO 

00 

99.26 

28.36 

212.70 

354.50 

212.70 

120.53 

248.15 

70.90 

21.27 

262.33 

134.71 

49.63 

99.26 

92.17 

85.08 

255.24 

99.26 

85.08 

297.78 

1077.68 

28.36 

35.45 

































































































































































































































































































































































































































































































































MOONDIYA 


PAHARI 

PARANA* 


TAPUR _ 

Sub Basin: Kalisil 


Sub Basin: Khari 

AGOOCHA 


ALOLI 

AMARPURA 


ARNIA GHORA 
ASAN 


ASIND _ 

BABRANA 


BADLI _ 

BADNOR 


BAGAR _ 

BALACHARAT 


BALDERKHA 

BAMNIA 


BARANTHIA 

BARAR 


BOG LA 

CHAMPANERI 


CHITAMBA 

DABLA 


DAULATPURA (BALAPURA) 
DEOGARH 


DHOLA DANTA 
DHUNDHRI 


EKALSINGHA 


_ Chloride, mg/I _ 

1984 1985 1986 1987 1988 1989 1990 1991 1992 1993 1994 1995 1996 

Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post 

Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 


_19 

Pre 

Monsoon 

212.70 


NEWAI 

NA 

53.53 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

215.54 

NA 

NA 

106.35 

NA 

NA 

NA 

NA 

NA 

113.44 

142.86 

134.71 

NA 

191.43 

NA 

NA 

NA 

NIWAI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

115.57 

NA 

101.03 

96.42 

NA 

NA 

52.82 

NA 

NA 

NA 

NA 

NA 

NA 

63.81 

63.81 


PIPALWARA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

110.60 

88.63 

34.03 

39.00 

106.71 

NA 

NA 

765.72 

NA 

489.21 

NA 

NA 

SIRAS 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


SIROHI Pz. 

NA 

381.80 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

908.94 

NA 

268.00 

120.53 

NA 

152.79 

NA 

NA 

181.15 

141.80 

176.90 

134.71 

NA 

177.25 

163.07 

163.07 

191.43 

SIWAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


KAILADEVI 

NA 

SAPOTRA 

NA 


NA 

NA 

NA 

NA 


NA 

NA 

NA 

NA 


NA 

NA 

NA 

NA 


j 524.66 

240.71 

425.40 

41.48 


NA 

311.96 

NA 

255.24 


1488.90 

155.98" 


1871.76 

155.98' 


1949.75 

na" 


570.75 

1106.04" 


2339.70 
49.63 " 


2127.00 

na" 


ANTALI 

28.01 

ARJUNGARH 

170.16 


25.17 

NA 

NA 

51.05 



29.78 

35.45 

639.87 

67.36 


| 14.18 

21.27 

NA 

113.44 


712.19 

666.46 

88.98 

99.26 


49.28 

47.50 

56.01 

54.59 


_NA 

1008.91" 


102.10 
120.53 " 


36.16 
46.09 " 



NA 

21.27" 


21.27 

311.96" 


1035.14 

319.05" 


942.97 

907.52 

42.54 

134.71 



_NA 

31.91" 


17.73 
237.52 " 


1145.04 
191.43 " 


368.68 
109.90 " 


432.49 

81.54" 


17.73 

24.82 

418.31 

223.34 


1609.43 

875.62 

120.53 

109.90 


77.99 

85.08 

134.71 

113.44 



_NA 

56.72 " 


14.18 
623.92 " 


1049.32 
191.43 " 


925.25 

102.81" 


815.35 
67.36 " 


_NA 

35.45 


21.27 

184.34 


1056.41 

198.52 


496.30 

99.26 


673.55 

141.80 


106.35 

85.08 

180.80 

134.71 


1003.24 
141.80" 


1084.77 
159.53 ' 


1120.22 

92.17' 


BEEJWAR 

NA 

BEGLIAWAS 

170.16 


NA 

NA 

134.71 

77.99 


1126.60 

NA 

361.59 

145.35 


116.99 

1361.28 

191.43 

81.54 


1347.10 
152.44 ' 


BHEELKHEDA 

32.26 

BHIM 

775.65 


NA 

73.03 

801.52 

190.72 


43.25 

1021.67" 



_NA 

382.86 " 


31.91 
1031.60 " 



189.30 

170.16 

124.43 

152.44 


1297.47 
63.81" 


NA 


1070.59 
35.45 " 


NA 


1347.10 
35.45 " 


74.45 



AKARSADA 

NA 

NA 

99.26 

53.53 

NA 

71.96 

73.74 

NA 

94.65 

63.10 

74.80 

75.86 

77.99 

92.17 

56.72 

35.45 

49.63 

53.18 

NA 

39.00 

46.09 

109.90 

46.09 

21.27 

46.09 

53.18 

49.63 

AKROL 

NA 

NA 

NA 

NA 

1822.13 

NA 

1885.94 

NA 

1630.70 

1460.54 

1659.06 

723.18 

1152.13 

542.39 

1091.86 

645.19 

1751.23 

584.93 

1467.63 

709.00 

1687.42 

726.73 

808.26 

1106.04 

1120.22 

701.91 

801.17 


2587.85 

517.57' 


AMBESAR 

384.63 

469.00 

368.68 

311.61 

NA 

366.20 

308.06 

NA 

305.22 

358.05 

272.26 

362.65 

290.69 

496.30 

496.30 

581.38 

372.23 

411.22 

379.32 

368.68 

347.41 

595.56 

606.20 

783.45 

361.59 

581.38 

397.04 

AMDALA 

NA 

NA 

NA 

524.66 

NA 

686.31 

601.94 

NA 

231.49 

680.99 

612.58 

845.84 

836.62 

NA 

950.06 

673.55 

347.41 

811.81 

638.10 

581.38 

NA 

730.27 

758.63 

609.74 

818.90 

1861.13 

1375.46 


10.64 

21.27 

418.31 

209.16 


623.92 

659.37 

127.62 

138.26 



53.18 

46. 

56.72 

46. 


BANERA 

431.07 

180.80 

772.81 

303.81 

318.34 

266.94 

308.06 

NA 

298.49 

252.76 

309.83 

534.23 

453.76 

446.67 

382.86 

28.36 

340.32 

290.69 

365.14 

322.60 

276.51 

1244.30 

287.15 

506.94 

404.13 

216.25 

219.79 

BARAL 

NA 

49.63 

NA 

99.26 

127.62 

NA 

NA 

106.35 

978.42 

829.53 

NA 

262.33 

28.36 

386.41 

21.27 

482.12 

450.22 

400.59 

521.12 

418.31 

1219.48 

184.34 

382.86 

432.49 

492.76 

354.50 

588.47 


1088.32 
70.90 ' 


1042.23 

53.18 


BARJAL 

144.64 

154.56 

48.92 

131.17 

91.82 

247.44 

79.05 

92.88 

82.60 

74.09 

71.61 

82.24 

95.72 

95.72 

70.90 

120.53 

56.72 

113.44 

77.99 

56.72 

85.08 

127.62 

85.08 

138.26 

85 

08 113.44 

81.54 

BARLA 

NA 

NA 

255.24 

238.58 

274.74 

249.57 

254.53 

NA 

287.85 

238.58 

289.27 

65.23 

49.63 

255.24 

287.15 

21.27 

265.88 

209.16 

248.15 

226.88 

248.15 

276.51 

283.60 

248.15 

39. 

00 272.97 

255.24 


BARLA 

NA 

NA 

56.72 

79.41 

43.25 

51.05 

47.86 

NA 

1017.77 

49.28 

44.31 

237.16 

269.42 

NA 

56.72 

329.69 

85.08 

237.52 

88.63 

131.17 

88.63 

361.59 

17.73 

386.41 

NA 

205.61 

184.34 

BARSANI 

NA 

NA 

779.90 

690.21 

NA 

1046.84 

924.54 

NA 

1165.24 

989.76 

1054.99 

1071.30 

1035.14 

1517.26 

1449.91 

262.33 

1396.73 

1425.09 

333.23 

326.14 

1035.14 

638.10 

1602.34 

2765.10 

397.04 

577.84 

528.21 


BEMALI 

NA 

NA 

998.27 

829.53 

NA 

1204.95 

957.86 

NA 

694.82 

1217.71 

816.77 

1017.77 

701.91 

999.69 

1318.74 

893.34 

333.23 

1013.87 

1283.29 

907.52 

1120.22 

1106.04 

1198.21 

879.16 

1049.32 

1233.66 

1247.84 

BERAN 

105.29 

NA 

113.44 

90.40 

NA 

34.39 

NA 

NA 

56.01 

28.01 

37.58 

59.20 

49.63 

92.17 

53.18 

85.08 

56.72 

35.45 

42.54 

42.54 

39.00 

56.72 

74.45 

88.63 

92.17 

244.61 

106.35 


BHADOO 

NA 

NA 

378.61 

439.58 

NA 

76.57 

NA 

NA 

245.67 

80.83 

136.13 

192.49 

382.86 

205.61 

311.96 

212.70 

NA 

145.35 

467.94 

233.97 

535.30 

148.89 

496.30 

70.90 

333.23 

127.62 

283.60 

BHAGHANA 

200.65 

173.71 

82.24 

NA 

NA 

NA 

142.51 

NA 

192.49 

233.97 

240.00 

162.36 

219.79 

311.96 

283.60 

262.33 

404.13 

311.96 

368.68 

382.86 

319.05 

361.59 

439.58 

467.94 

510.48 

460.85 

503.39 


BHAGWANPURA 

NA 

NA 

168.39 

177.25 

NA 

175.12 

143.57 

NA 

175.48 

175.48 

156.69 

223.69 

184.34 

198.52 

244.61 

127.62 

248.15 

191.43 

262.33 

88.63 

205.61 

475.03 

102.81 

141.80 

205.61 

163.07 

145.35 

BHARAI 

205.61 

49.63 

205.61 

141.80 

170.16 

56.72 

595.56 

219.79 

382.86 

347.41 

404.13 

368.68 

456.60 

595.56 

467.94 

365.14 

421.86 

446.67 

645.19 

343.87 

354.50 

340.32 

652.28 

340.32 

354.50 

457.31 

581.38 


BHIMDIYAS 

NA 

NA 

131.17 

127.62 

NA 

102.10 

123.01 

NA 

123.01 

105.29 

105.64 

130.81 

113.44 

255.24 

194.98 

212.70 

148.89 

148.89 

145.35 

127.62 

134.71 

NA 

216.25 

230.43 

258.79 

315.51 

276.51 

BHIMLAT 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

85.08 

NA 

63.81 

NA 

56.72 

42.54 

63.81 

28.36 

NA 

31.91 

60.27 

347.41 

116.99 

NA 

99.26 

340.32 

102.81 


BHIMRAWAS 

2056.10 

1758.32 

1577.53 

1481.81 

1247.84 

2020.65 

1304.56 

1375.46 

694.82 

1106.04 

1077.68 

1985.20 

NA 

1914.30 

2516.95 

705.46 

2375.15 

NA 

2304.25 

2254.62 

1779.59 

2488.59 

2304.25 

2215.63 

2162.45 

2694.20 

2836.00 

BIJAYNAGAR 

283.60 

255.24 

276.51 

354.50 

404.13 

361.59 

NA 

NA 

822.44 

850.80 

857.89 

1006.78 

1020.96 

1049.32 

1091.86 

964.24 

1028.05 

1120.22 

1070.59 

1049.32 

1113.13 

1396.73 

1418.00 

1758.32 

2144.73 

1573.98 

1432.18 


_NA 

659.37 " 


148.89 
1155.67 " 


DANTRA 

NA 

NA 

1786.68 

1916.43 

NA 

1635.31 

1447.07 

NA 

2035.54 

1466.92 

1034.43 

1533.57 

1403.82 

1545.62 

1914.30 

2268.80 

1666.15 

3190.50 

2357.43 

2463.78 

1308.11 

163.07 

2410.60 

368.68 

145.35 

287.15 

2977.80 

DARAWAT 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


DAULATGARH 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

34.03 

26.23 

35.45 

28.36 

35.45 

28.36 

31.91 

21.27 

31.91 

42.54 

46.09 

35.45 

81.54 

31.91 

63.81 

28.36 

70.90 

DAULATPURA 

NA 

NA 

NA 

NA 

NA 

NA 

347.41 

NA 

389.95 

NA 

269.42 

113.44 

2339.70 

510.48 

2587.85 

191.43 

1410.91 

2818.28 

255.24 

2765.10 

2658.75 

2782.83 

3438.65 

2995.53 

2977.80 

3013.25 

3066.43 


DEOLIA KALAN 

NA 

333.23 

NA 

397.04 

510.48 

333.23 

460.85 

397.04 

347.41 

106.35 

443.13 

NA 

1517.26 

2329.07 

1318.74 

354.50 

425.40 

191.43 

528.21 

389.95 

467.94 

272.97 

482.12 

404.13 

389.95 

375.77 

354.50 

DHANOP 

NA 

NA 

510.48 

575.00 

422.92 

698.01 

NA 

NA 

147.47 

652.63 

173.71 

367.97 

248.15 

694.82 

311.96 

258.79 

478.58 

457.31 

432.49 

389.95 

428.95 

553.02 

432.49 

216.25 

436.04 

290.69 

443.13 


DHEEKOLA 

NA 

NA 

397.04 

820.67 

730.27 

779.90 

NA 

NA 

242.12 

744.10 

NA 

880.22 

1006.78 

1247.84 

1106.04 

592.02 

1176.94 

336.78 

769.27 

262.33 

1262.02 

1807.95 

2091.55 

283.60 

2286.53 

155.98 

1205.30 

DHOHRIYA 

NA 

NA 

1233.66 

979.84 

2408.12 

821.02 

NA 

NA 

49.28 

786.28 

432.14 

474.68 

950.06 

964.24 

496.30 

1205.30 

801.17 

1283.29 

818.90 

1191.12 

528.21 

347.41 

343.87 

1134.40 

652.28 

1737.05 

418.31 


1006.78 

21.27 


92.17 
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Chloride, mg/I 


2000 


2001 


2002 


1998 


1999 


Location 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 


Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

MOONDIYA 

42.54 

141.80 

148.89 

28.36 

49.63 

113.44 

NA 

248.15 

42.54 

113.44 

35.45 

397.04 

NEWAI 

1020.96 

NA 

NA 

70.90 

127.62 

127.62 

85.08 

85.08 

255.24 

56.72 

241.06 

198.52 

NIWAI 

NA 

283.60 

170.16 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PAHARI 

418.31 

361.59 

255.24 

248.15 

113.44 

NA 

283.60 

347.41 

340.32 

283.60 

297.78 

319.05 

PARANA* 

49.63 

77.99 

28.36 

14.18 

35.45 

638.10 

56.72 

49.63 

21.27 

28.36 

28.36 

56.72 

PIPALWARA 

368.68 

212.70 

120.53 

170.16 

85.08 

56.72 

NA 

NA 

1659.06 

NA 

NA 

NA 

SIRAS 

NA 

NA 

NA 

NA 

NA 

NA 

297.78 

NA 

276.51 

NA 

262.33 

489.21 

SIROHI Pz. 

148.89 

212.70 

148.89 

354.50 

340.32 

170.16 

49.63 

233.97 

134.71 

184.34 

170.16 

113.44 

SIWAR 

163.07 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

TAPUR 

141.80 

148.89 

NA 

NA 

NA 

56.72 

276.51 

NA 

241.06 

70.90 

NA 

389.95 

Sub Basin: Kalisil 

KAILADEVI 

375.77 

283.60 

241.06 

241.06 

NA 

NA 

NA 

248.15 

35.45 

NA 

255.24 

63.81 

SAPOTRA 

283.60 

56.72 

354.50 

311.96 

NA 

NA 

NA 

297.78 

290.69 

NA 

70.90 

35.45 

Sub Basin: Khari 

AGOOCHA 

843.71 

854.35 

999.69 

751.54 

588.47 

751.54 

1868.22 

NA 

######## 

545.93 

3353.57 

2463.78 

AKARSADA 

42.54 

49.63 

53.18 

49.63 

53.18 

63.81 

31.91 

NA 

35.45 

56.72 

49.63 

138.26 

AKROL 

638.10 

1304.56 

1297.47 

NA 

432.49 

1772.50 

NA 

815.35 

709.00 

116.99 

1524.35 

1687.42 

ALOLI 

556.57 

627.47 

382.86 

893.34 

957.15 

730.27 

701.91 

609.74 

680.64 

645.19 

10.64 

209.16 

AMARPURA 

439.58 

432.49 

NA 

358.05 

524.66 

1247.84 

903.98 

49.63 

1098.95 

1531.44 

524.66 

786.99 

AMBESAR 

467.94 

241.06 

319.05 

124.08 

393.50 

248.15 

308.42 

NA 

382.86 

269.42 

269.42 

258.79 

AMDALA 

921.70 

1042.23 

857.89 

1198.21 

354.50 

NA 

850.80 

NA 

283.60 

985.51 

283.60 

1198.21 

AMU 

NA 

NA 

NA 

NA 

NA 

63.81 

953.61 

127.62 

NA 

49.63 


67.36 

ANJNA 

28.36 

31.91 

21.27 

35.45 

35.45 

35.45 

28.36 

39.00 

42.54 

28.36 


42.54 

ANTALI 

14.18 

35.45 

28.36 

31.91 

31.91 

21.27 

17.73 

NA 

14.18 

70.90 

28.36 

290.69 

ARJUNGARH 

212.70 

163.07 

152.44 

155.98 

170.16 


95.72 

400.59 

354.50 

155.98 

113.44 

155.98 

ARNIA GHORA 

460.85 

184.34 

1070.59 

602.65 

538.84 

631.01 

694.82 

NA 

354.50 

1134.40 

631.01 

1056.41 

ASAN 

191.43 

131.17 

155.98 

241.06 

191.43 

283.60 

244.61 

368.68 

205.61 

287.15 

106.35 

198.52 

ASIND 

857.89 

613.29 

794.08 

1162.76 

1262.02 

NA 

1471.18 

496.30 

1857.58 

212.70 

1573.98 

1354.19 

BABRANA 

106.35 

148.89 

134.71 

99.26 

95.72 

99.26 

88.63 

NA 

248.15 

248.15 

319.05 

134.71 

BAD LI 

992.60 

694.82 

262.33 

595.56 

687.73 

258.79 

141.80 

191.43 

1006.78 

584.93 

524.66 

180.80 

BADNOR 

113.44 

372.23 

230.43 

191.43 

70.90 

131.17 

77.99 

53.18 

63.81 

283.60 

205.61 

212.70 

BAGAR 

145.35 

74.45 

70.90 

106.35 

102.81 

141.80 

134.71 

141.80 

155.98 

148.89 

141.80 

170.16 

BALACHARAT 

226.88 

180.80 

152.44 

124.08 

145.35 

106.35 

120.53 

95.72 

60.27 

116.99 

602.65 

85.08 

BALDERKHA 

42.54 

56.72 

42.54 

46.09 

46.09 

53.18 

31.91 

46.09 

39.00 

35.45 

42.54 

46.09 

BAMNIA 

42.54 

56.72 

42.54 

49.63 

49.63 

56.72 

46.09 

56.72 

49.63 

56.72 

56.72 

81.54 

BANERA 

283.60 

180.80 

687.73 

248.15 

163.07 

NA 

138.26 

634.56 

1056.41 

730.27 

148.89 

896.89 

BARAL 

545.93 

638.10 

588.47 

NA 

1354.19 

758.63 

389.95 

478.58 

319.05 

545.93 

432.49 

822.44 

BARANTHIA 

935.88 

1020.96 

716.09 

1063.50 

748.00 

1020.96 

709.00 

985.51 

652.28 

701.91 

1063.50 


BARAR 

124.08 

70.90 

77.99 

85.08 

63.81 

74.45 

49.63 

35.45 

63.81 

42.54 

28.36 


BARJAL 

113.44 

85.08 

NA 

NA 

77.99 

49.63 

60.27 

70.90 

85.08 

42.54 

42.54 

85.08 

BARLA 

248.15 

219.79 

170.16 

148.89 

216.25 

45.73 

131.17 

141.80 

127.62 

141.80 

141.80 

85.08 

BAR LA 

191.43 

198.52 

92.17 

326.14 

191.43 

425.40 

155.98 

418.31 

248.15 

354.50 

49.63 

751.54 

BARSANI 

503.39 

467.94 

1194.67 

397.04 

382.86 

319.05 

457.31 

471.49 

375.77 

333.23 

460.85 

439.58 

BEEJWAR 

233.97 

1184.03 

21.27 

155.98 

255.24 

340.32 

907.52 

382.86 

35.45 

304.87 

290.69 

35.45 

BEGLIAWAS 

350.96 

276.51 

280.06 

NA 

191.43 

219.79 

389.95 

428.95 

124.08 

272.97 

39.00 

290.69 

BEMALI 

850.80 

1045.78 

1063.50 

918.16 

687.73 

584.93 

326.14 


70.90 

21.27 

49.63 

141.80 

BERAN 

109.90 

92.17 

85.08 

77.99 

56.72 

49.63 

49.63 

NA 

99.26 

85.08 

163.07 

99.26 

BHADOO 

205.61 

361.59 

311.96 

70.90 

70.90 

411.22 

42.54 

358.05 

60.27 

49.63 

425.40 

198.52 

BHAGHANA 

389.95 

432.49 

NA 

404.13 

382.86 

301.33 

290.69 

326.14 

269.42 

319.05 

255.24 

241.06 

BHAGWANPURA 

106.35 

209.16 

113.44 

209.16 

475.03 

NA 

194.98 

127.62 

134.71 

134.71 

255.24 

389.95 

BHARAI 

439.58 

485.67 

375.77 

382.86 

340.32 

432.49 

354.50 

361.59 

255.24 

290.69 

315.51 

400.59 

BHEELKHEDA 

173.71 

70.90 

35.45 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHIM 

124.08 

131.17 

NA 

163.07 

216.25 

187.89 

155.98 

141.80 

39.00 

340.32 

290.69 

794.08 

BHIMDIYAS 

287.15 

272.97 

233.97 

226.88 

226.88 

NA 

202.07 

NA 

184.34 

191.43 

35.45 

99.26 

BHIMLAT 

63.81 

56.72 

NA 

56.72 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHIMRAWAS 

3332.30 

2889.18 

2942.35 

3225.95 

3155.05 

1559.80 

2410.60 

2155.36 

2623.30 

2446.05 

2428.33 

836.62 

BIJAYNAGAR 

1673.24 

1531.44 

1595.25 

NA 

1637.79 

3403.20 

1885.94 

4218.55 

2073.83 

1971.02 

1510.17 

1815.04 

BOG LA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

CHAMPANERI 

815.35 

1013.87 

999.69 

825.99 

748.00 

921.70 

531.75 

779.90 

570.75 

864.98 

698.37 

219.79 

CHITAMBA 

166.62 

428.95 

163.07 

290.69 

425.40 

255.24 

272.97 

177.25 

475.03 

177.25 

524.66 

290.69 

DABLA 

872.07 

641.65 

850.80 

510.48 

439.58 

588.47 

730.27 

666.46 

879.16 

326.14 

354.50 

475.03 

DANTRA 

81.54 

2375.15 

3069.97 

1460.54 

49.63 

272.97 

NA 

46.09 

1084.77 

1297.47 

1332.92 

1403.82 

DARAWAT 

NA 

NA 

NA 

NA 

NA 

521.12 

248.15 

NA 

152.44 

701.91 

304.87 

868.53 

DAULATGARH 

28.36 

63.81 

28.36 

85.08 

60.27 

39.00 

70.90 

99.26 

42.54 

106.35 

106.35 

109.90 

DAULATPURA 

3332.30 

NA 

2836.00 

NA 

1616.52 

2162.45 

1701.60 

1673.24 

1595.25 

2382.24 

2534.68 

2516.95 

DAULATPURA (BALAPURA) 

340.32 

120.53 

280.06 

290.69 

368.68 

297.78 

17.73 

382.86 

205.61 

248.15 

283.60 

326.14 

DEOGARH 

262.33 

233.97 

237.52 

141.80 

155.98 

205.61 

386.41 

226.88 

219.79 

212.70 

148.89 

276.51 

DEOLIA KALAN 

347.41 

389.95 

347.41 

652.28 

581.38 

737.36 

524.66 

606.20 

829.53 

804.72 

950.06 

531.75 

DHANOP 

241.06 

595.56 

418.31 

560.11 

577.84 

141.80 

106.35 

124.08 

233.97 

389.95 

425.40 

524.66 

DHEEKOLA 

485.67 

673.55 

53.18 

1701.60 

2020.65 

1120.22 

28.36 

NA 

709.00 

297.78 

524.66 

127.62 

DHOHRIYA 

1439.27 

283.60 

460.85 

744.45 

921.70 

918.16 

21.27 

978.42 

1573.98 

92.17 

77.99 

319.05 

DHOLA DANTA 

687.73 

1006.78 

765.72 

NA 

1985.20 

1219.48 

92.17 

471.49 

134.71 

677.10 

769.27 

467.94 

DHUNDHRI 

42.54 

31.91 

28.36 

46.09 

35.45 

21.27 

49.63 

74.45 

53.18 

67.36 

53.18 

88.63 

EKALSINGHA 

148.89 

134.71 

77.99 

85.08 

77.99 

NA 

99.26 

39.00 

106.35 

49.63 

35.45 

49.63 


03_ 

Post 

Monsoon 

92.17 


Chloride, mg/I 


2004 i 

j 2005 | 

| 2006 | 

| 2007 | 

| 2008 j 

! 2009 | 

| 2010 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

42.54 

42.54 

28.36 

35.45 

21.27 

42.54 

198.52 

113.44 

35.45 

42.54 

NA 

28.36 

35.45 

35.45 






















































































































































































































































































































































































































































































































1984 


1985 


1986 


1987 


Chloride, mg/I 


Location 


1988 


1989 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 



Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

FARKIYA 

425.40 

NA 

NA 

NA 

2580.76 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GAGEDA 

749.41 

1078.74 

1517.26 

477.16 

NA 

1060.66 

110.60 

NA 

NA 

989.76 

1054.99 

1684.94 

GANG LAS 

722.83 

673.20 

134.71 

1192.54 

NA 

1121.99 

1279.75 

NA 

245.67 

1067.05 

1327.25 

1305.62 

GARARIA 

NA 

194.27 

157.40 

155.98 

NA 

153.50 

130.10 

NA 

624.63 

154.56 

139.67 

196.04 

GARWARMATA 

NA 

NA 

NA 

NA 

1488.90 

NA 

1276.20 

NA 

928.79 

NA 

1063.50 

1297.47 

GHARTA 

NA 

NA 

737.36 

806.49 

773.87 

916.74 

941.20 

NA 

786.28 

835.20 

626.05 

797.98 

GULABPURA 

2729.65 

NA 

3757.70 

2957.95 

2437.19 

3455.31 

1567.95 

NA 

330.04 

1979.53 

3199.01 

1781.36 

GULGAON 

432.49 

453.76 

524.66 

553.02 

744.45 

737.36 

723.18 

822.44 

588.47 

638.10 

992.60 

694.82 

GURHA KALAN 

42.54 

21.27 

NA 

28.36 

NA 

106.35 

35.45 

35.45 

28.36 

35.45 

31.91 

28.36 

GYANGARH 

NA 

NA 

244.61 

113.44 

NA 

270.13 

177.96 

NA 

301.68 

266.58 

149.60 

134.00 

HAMENTO Kl GAUR 

47.50 

42.19 

36.87 

0.00 

39.00 

44.67 

48.21 

37.93 

37.93 

34.74 

63.46 

62.75 

HANUTIYA 

673.55 

964.24 

631.01 

567.20 

496.30 

765.72 

907.52 

737.36 

567.20 

549.48 

907.52 

538.84 

HAZIYAS 

NA 

NA 

333.23 

307.35 

NA 

352.37 

351.66 

NA 

NA 

336.78 

336.78 

371.87 

HURDA 

NA 

NA 

70.90 

75.86 

144.64 

85.43 

80.47 

NA 

101.74 

77.28 

30.49 

30.84 

JALAMPURA 

NA 

NA 

276.51 

325.43 

NA 

211.99 

261.27 

NA 

322.95 

203.48 

217.66 

147.83 

JALIA 

113.44 

131.17 

NA 

120.53 

155.98 

131.17 

NA 

99.26 

148.89 

92.17 

NA 

106.35 

JIWANA 

63.81 

56.72 

NA 

28.36 

39.00 

56.72 

35.45 

28.36 

28.36 

31.91 

28.36 

49.63 

JUJPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KADERA 

397.04 

311.96 

326.14 

347.41 

467.94 

223.34 

290.69 

297.78 

496.30 

446.67 

503.39 

311.96 

KAIROT 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KAKROD 

459.43 

451.99 

112.73 

414.06 

403.42 

206.32 

450.57 

484.96 

529.62 

646.61 

449.86 

646.61 

KALALO Kl ANTI 

NA 

NA 

NA 

NA 

139.67 

94.65 

NA 

NA 

NA 

NA 

NA 

272.61 

KALERA 

631.01 

411.22 

545.93 

404.13 

531.75 

581.38 

524.66 

503.39 

35.45 

375.77 

397.04 

42.54 

KALIYAS 

911.77 

921.35 

382.86 

361.94 

NA 

191.43 

325.08 

NA 

361.59 

182.57 

NA 

65.94 

KALYANPURA 

NA 

NA 

NA 

NA 

212.70 

NA 

283.60 

NA 

290.69 

297.78 

NA 

290.69 

KANECHAN KALAN 

58.85 

NA 

219.79 

267.65 

180.80 

242.83 

160.94 

NA 

91.11 

224.75 

102.10 

109.90 

KANIYA 

NA 

NA 

NA 

NA 

2552.40 

NA 

2680.02 

NA 

2765.10 

2481.50 

2658.75 

2552.40 

KANWALIYAS 

NA 

NA 

716.09 

556.92 

NA 

437.81 

660.08 

NA 

312.31 

428.24 

408.38 

605.13 

KAREDA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KARERA 

NA 

368.68 

670.01 

701.91 

NA 

438.16 

451.63 

323.30 

1024.86 

428.24 

384.63 

406.97 

KARMANDAWAS 

NA 

NA 

255.24 

256.66 

318.34 

338.55 

NA 

NA 

224.75 

322.95 

518.63 

216.60 

KASORIA 

NA 

NA 

2304.25 

361.59 

318.34 

321.53 

177.60 

NA 

266.58 

315.51 

316.57 

27.65 

KATAR 

NA 

NA 

77.99 

93.94 

NA 

157.40 

150.66 

NA 

66.65 

147.47 

NA 

54.95 

KEKRI 

595.56 

595.56 

531.75 

475.03 

460.85 

531.75 

687.73 

581.38 

517.57 

524.66 

503.39 

545.93 

KERIA 

NA 

NA 

455.53 

NA 

NA 

730.27 

711.48 

405.90 

473.97 

716.09 

503.74 

NA 

KHAMOR 

46.44 

40.06 

49.63 

39.70 

57.78 

41.12 

61.68 

NA 

56.01 

42.19 

74.09 

48.21 

KHARI KA LAM BA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KHAWAS 

3545.00 

4324.90 

3020.34 

2754.47 

3119.60 

NA 

2765.10 

2587.85 

2396.42 

2481.50 

2268.80 

2587.85 

KHERIKA KHERA 

202.42 

187.18 

70.55 

NA 

57.78 

44.67 

53.18 

44.67 

67.00 

126.20 

116.63 

126.20 

KHERLIA 

NA 

NA 

63.81 

65.23 

43.25 

34.39 

36.87 

NA 

35.10 

35.10 

23.75 


KIDIMAL 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KISHANPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KOTHIYAN 

NA 

NA 

NA 

72.32 

93.94 

61.68 

331.81 

NA 

98.20 

56.01 

175.12 

103.16 

KOTRA 

NA 

730.27 

928.79 

481.06 

NA 

951.12 

549.48 

NA 

568.62 

849.38 

NA 

320.11 

KOTRI MEENA 

NA 

NA 

1020.96 

719.64 

1186.16 

1067.40 

NA 

NA 

315.86 

1017.77 

1643.46 

1406.30 

KUKAR KHEDA 

NA 

NA 

313.02 

NA 

80.12 

NA 

NA 

NA 

NA 

NA 

63.46 

88.98 

KUNDIA KHURD 

NA 

NA 

262.33 

538.84 

282.18 

342.09 

150.66 

NA 

273.67 

322.95 

278.99 

144.99 

KUSHALPURA 

NA 

NA 

517.57 

527.85 

NA 

465.10 

448.80 

NA 

512.25 

428.24 

435.68 

422.92 

LACCHURA 

133.29 

160.94 

163.07 

133.65 

NA 

222.27 

180.80 

NA 

199.94 

210.57 

NA 

177.96 

LAGETKHERA 

40.77 

293.53 

70.55 

89.33 

64.52 

32.61 

51.40 

39.70 

51.40 

21.98 

45.02 

46.09 

LAM BA 

NA 

NA 

319.05 

166.26 

180.80 

157.40 

NA 

NA 

147.47 

147.47 

163.42 

141.80 

LAMBIA KALAN 

NA 

NA 

NA 

83.31 

90.40 

44.31 

70.19 

NA 

63.10 

42.19 

57.78 

59.20 

LANDI 

180.80 

248.15 

NA 

184.34 

205.61 

198.52 

241.06 

191.43 

198.52 

414.77 

148.89 

127.62 

LASADIA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

347.06 

355.92 

LASANI 

156.69 

96.42 

129.75 

0.00 

214.47 

228.65 

237.16 

247.44 

213.06 

330.04 

179.73 

330.04 

LODIYANA 

1247.84 

1418.00 

NA 

1446.36 

1120.22 

978.42 

NA 

NA 

1403.82 

NA 

950.06 

1219.48 

LORDI 

NA 

NA 

NA 

NA 

NA 

NA 

1205.30 

NA 

1049.32 

1106.04 

510.48 

602.65 

LRAS 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MADERA 

NA 

NA 

134.71 

108.48 

NA 

133.29 

147.47 

NA 

161.30 

126.20 

163.42 

144.28 

MAHUWA KALAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MALASERI 

NA 

NA 

170.16 

187.89 

NA 

164.13 

167.68 

NA 

291.40 

154.56 

NA 

171.58 

MALERA 

NA 

26.94 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

20.21 

NA 

MALKOT 

357.34 

291.40 

36.87 

NA 

687.38 

550.18 

649.80 

899.01 

856.47 

696.95 

516.51 

696.95 

MASUDA 

319.05 

155.98 

NA 

1347.10 

1531.44 

1247.84 

NA 

1403.82 

850.80 

1403.82 

921.70 

978.42 

MEHRUNKALAN 

155.98 

99.26 

113.44 

106.35 

148.89 

92.17 

198.52 

170.16 

63.81 

99.26 

21.27 

439.58 

MENGHRAS 

NA 

NA 

311.96 

246.02 

300.26 

205.26 

244.61 

NA 

214.12 

196.39 

142.86 

82.60 

MIYALA 

91.82 

26.94 

77.28 

0.00 

83.31 

123.72 

79.05 

82.60 

65.23 

84.02 

59.91 

84.02 

MUHALA 

NA 

308.06 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

303.10 

NA 

MUSHI 

NA 

NA 

588.47 

238.58 

694.11 

554.08 

589.53 

NA 

579.25 

533.52 

694.11 

60.27 

NAIARWAR 

NA 

NA 

340.32 

817.12 

235.03 

211.99 

NA 

NA 

224.75 

217.66 

289.63 

230.43 

NALOI LALPURA 

47.50 

49.63 

47.15 

33.68 

47.50 

34.39 

34.39 

24.11 

30.84 

90.75 

40.06 

90.75 

NANDSI 

NA 

NA 

NA 

NA 

NA 

NA 

99.26 

NA 

42.54 

NA 

49.63 

o 

CD 

o 

NANDWARA 

63.81 

35.45 

NA 

56.72 

63.81 

60.27 

113.44 

28.36 

70.90 

NA 

42.54 

21.27 

NEGRIA ASHRAM 

NA 

NA 

1708.69 

1290.38 

NA 

824.57 

770.68 

NA 

589.53 

793.02 

NA 

435.33 


Monsoon Monsoon 
3686.80 3615.90 


1233.66 

1332.92 


184.34 

1325.83 


538.84 

1460.54 


921.70 

36.51 


205.61 

49.63 


950.06 

340.32 


361.59 

205.61 


63.10 

28.36 


_NA 

389.95 


2339.70 

489.21 


_NA 

35.45 


262.33 

276.51 


127.62 

2729.65 


77.99 

333.23 


_NA 

545.93 


297.78 

77.99 


475.03 

737.36 


70.90 

1006.78 


2481.50 

35.45 


35.45 

28.36 


_NA 

14.18 


347.41 

1644.88 


85.08 

NA 


467.94 

290.69 


226.88 

170.16 


63.81 

148.89 


503.39 

92.17 


1276.20 

879.16 


63.81 

233.97 


42.54 

205.61 


36.51 

389.95 


1304.56 

28.36 


191.43 

49.63 


276.51 

680.64 


255.24 

53.18 


43.25 

28.36 


432.49 


Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 


3615.90 

354.50 

3864.05 

3952.68 

4055.48 

3403.20 

2623.30 

2605.58 

2605.58 

3048.70 

3367.75 

2456.69 

794.08 

2173.09 

0.00 

2233.35 

134.71 

1701.60 

4750.30 

3296.85 

NA 

1708.69 

1744.14 

1878.85 

1602.34 

1471.18 

1680.33 

1623.61 

1779.59 

269.42 

503.39 

397.04 

521.12 

102.81 

478.58 

418.31 

361.59 

NA 

538.84 

450.22 

1283.29 

1623.61 

1701.60 

1148.58 

1123.77 

1212.39 

1425.09 

921.70 

1524.35 

1517.26 

NA 

467.94 

645.19 

418.31 

499.85 

375.77 

287.15 

145.35 

709.00 

389.95 

2658.75 

3474.10 

3190.50 

3208.23 

1744.14 

4448.98 

4519.88 

2410.60 

2729.65 

46.09 

297.78 

361.59 

712.55 

2428.33 

574.29 

1006.78 

641.65 

634.56 

620.38 

1985.20 

42.54 

21.27 

39.00 

31.91 

39.00 

772.81 

31.91 

42.54 

42.54 

35.45 

283.60 

290.69 

248.15 

166.62 

545.93 

414.77 

439.58 

648.74 

460.85 

382.86 

42.54 

42.54 

63.81 

60.27 

56.72 

56.72 

63.81 

63.81 

63.81 

70.90 

1063.50 

1226.57 

1141.49 

1644.88 

1644.88 

1588.16 

1680.33 

489.21 

2251.08 

1347.10 

NA 

350.96 

205.61 

372.23 

202.07 

170.16 

163.07 

375.77 

354.50 

209.16 

567.20 

77.99 

92.17 

53.18 

53.18 

70.90 

63.81 

248.15 

49.63 

88.63 

NA 

219.79 

248.15 

219.79 

209.16 

276.51 

216.25 

272.97 

113.44 

248.15 

106.35 

92.17 

99.26 

109.90 

134.71 

148.89 

92.17 

NA 

180.80 

170.16 

42.54 

49.63 

49.63 

39.00 

56.72 

39.00 

35.45 

39.00 

39.00 

28.36 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

184.34 

241.06 

212.70 

269.42 

294.24 

319.05 

283.60 

404.13 

209.16 

290.69 

510.48 

361.59 

63.81 

170.16 

92.17 

70.90 

77.99 

131.17 

269.42 

127.62 

709.00 

801.17 

NA 

808.26 

588.47 

666.46 

758.63 

737.36 

964.24 

815.35 

NA 

NA 

294.24 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

35.45 

35.45 

652.28 

485.67 

308.42 

35.45 

521.12 

446.67 

623.92 

560.11 

NA 

308.42 

NA 

343.87 

205.61 

386.41 

404.13 

319.05 

113.44 

311.96 

290.69 

311.96 

315.51 

386.41 

358.05 

432.49 

368.68 

428.95 

311.96 

432.49 

99.26 

106.35 

85.08 

134.71 

393.50 

102.81 

113.44 

NA 

NA 

NA 

2587.85 

2977.80 

2711.93 

2960.08 

3048.70 

3066.43 

3013.25 

3243.68 

3101.88 

3367.75 

893.34 

411.22 

113.44 

1148.58 

985.51 

1336.47 

1701.60 

1226.57 

1184.03 

1425.09 

262.33 

226.88 

319.05 

900.43 

0.00 

145.35 

56.72 

237.52 

287.15 

216.25 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

418.31 

425.40 

411.22 

602.65 

613.29 

584.93 

340.32 

336.78 

283.60 

542.39 

NA 

241.06 

404.13 

535.30 

1269.11 

514.03 

545.93 

77.99 

638.10 

NA 

NA 

152.44 

319.05 

92.17 

336.78 

170.16 

85.08 

74.45 

538.84 

106.35 

517.57 

666.46 

868.53 

900.43 

914.61 

1098.95 

1006.78 

985.51 

914.61 

1361.28 

177.25 

942.97 

999.69 

NA 

0.00 

822.44 

425.40 

620.38 

592.02 

1113.13 

NA 

63.81 

81.54 

85.08 

63.81 

88.63 

92.17 

92.17 

92.17 

88.63 

1 1488.90 

1418.00 

212.70 

1396.73 

1354.19 

163.07 

99.26 

255.24 

134.71 

1595.25 

1 2906.90 

2658.75 

2711.93 

3279.13 

3172.78 

4183.10 

3686.80 

4378.08 

3917.23 

496.30 

» 28.36 

116.99 

35.45 

109.90 

42.54 

163.07 

120.53 

155.98 

31.91 

141.80 

» NA 

49.63 



46.09 

49.63 

39.00 

39.00 

35.45 

56.72 

IHiEB 

49.63 


46.09 

155.98 

1506.63 

92.17 

63.81 

592.02 

49.63 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

99.26 

134.71 

63.81 

124.08 

77.99 

173.71 

102.81 

NA 

205.61 

198.52 

893.34 

450.22 

815.35 

751.54 

801.17 

659.37 

666.46 

588.47 

432.49 

35.45 

NA 

1772.50 

935.88 

1999.38 

NA 

NA 

521.12 

2091.55 

1304.56 

354.50 

99.26 

77.99 

NA 

67.36 

NA 

NA 

NA 

NA 

NA 

NA 

397.04 

319.05 

389.95 

343.87 

443.13 

354.50 

372.23 

382.86 

496.30 

560.11 

NA 

354.50 

602.65 

428.95 

428.95 

450.22 

439.58 

592.02 

453.76 

489.21 

950.06 

219.79 

155.98 

276.51 

141.80 

202.07 

223.34 

354.50 

198.52 

294.24 

21.27 

70.90 

24.82 

1276.20 

1006.78 

1659.06 

1460.54 

1134.40 

1028.05 

1659.06 

177.25 

191.43 

56.72 

198.52 

205.61 

209.16 

134.71 

159.53 

106.35 

180.80 

120.53 

67.36 

35.45 

244.61 

116.99 

70.90 

70.90 

56.72 

92.17 

88.63 

251.70 

180.80 

205.61 

205.61 

272.97 

141.80 

141.80 

113.44 

251.70 

205.61 

NA 

457.31 

2481.50 

705.46 

0.00 

NA 

42.54 

NA 

460.85 

NA 

347.41 

127.62 

131.17 

109.90 

304.87 

141.80 

198.52 

141.80 

287.15 

155.98 

1531.44 

1566.89 

1488.90 

1354.19 

1102.50 

1049.32 

872.07 

744.45 

517.57 

171.93 

769.27 

592.02 

794.08 

NA 

726.73 

850.80 

765.72 

1474.72 

1049.32 

1815.04 

NA 

NA 

NA 

NA 

NA 

63.81 

60.27 

56.72 

85.08 

49.63 

127.62 

219.79 

177.25 

233.97 

145.35 

212.70 

202.07 

120.53 

191.43 

120.53 

NA 

56.72 

81.54 

NA 

NA 

NA 

NA 

74.45 

NA 

NA 

233.97 

216.25 

744.45 

184.34 

187.89 

202.07 

152.44 

226.88 

304.87 

301.33 

77.99 

13.47 

31.91 

NA 

58.49 

30.13 

31.55 

34.03 

148.89 

NA 

475.03 

294.24 

NA 

343.87 

NA 

205.61 

155.98 

492.76 

333.23 

216.25 

1531.44 

1205.30 

1049.32 

1439.27 1729.96 

28.36 

1481.81 

3013.25 

1921.39 

1878.85 

49.63 

28.36 

88.63 

49.63 77.99 

24.82 

92.17 

42.54 

60.27 

1077.68 

170.16 

269.42 

184.34 

276.51 

109.90 

212.70 

159.53 

244.61 

138.26 

411.22 

67.36 

0.00 

0.00 

113.44 

120.53 

120.53 

120.53 

106.35 

124.08 

113.44 

NA 

262.33 

251.70 

255.24 

226.88 

241.06 

237.52 

280.06 

212.70 

237.52 

198.52 

1226.57 

28.36 

719.64 

0.00 

63.81 

758.63 

46.09 

17.73 

56.72 

297.78 

304.87 

475.03 

226.88 

209.16 

219.79 

297.78 

269.42 

21.27 

216.25 

56.72 

56.72 

NA 

67.36 

56.72 

63.81 

NA 

NA 

NA 

NA 



92.17 

42.5 

16.99 

39.0 




Post 

Monsoon 

Pre 

Monsoon 

2871.45 

2765.10 

106.35 

875.62 

237.52 

276.51 

577.84 

411.22 

1332.92 

1410.91 

553.02 

343.87 

1084.77 

818.90 

1233.66 

868.53 

35.45 

31.91 

219.79 

372.23 

77.99 

67.36 

1474.72 

3438.65 

141.80 

223.34 

70.90 

645.19 

205.61 

237.52 

202.07 

170.16 

31.91 

31.91 

NA 

NA 

283.60 

326.14 

155.98 

134.71 

786.99 

723.18 

NA 

NA 

524.66 

425.40 

382.86 

361.59 

542.39 

595.56 

NA 

NA 

3225.95 

3509.55 

21.27 

118.76 

340.32 

411.22 

NA 

NA 

311.96 

159.53 

538.84 

60.27 

141.80 

152.44 

1134.40 

1006.78 

120.53 

712.55 

63.81 

113.44 

326.14 

432.49 

4271.73 

4413.53 

77.99 

77.99 

49.63 

70.90 

120.53 

77.99 

NA 

NA 

283.60 

163.07 

524.66 

744.45 

382.86 

262.33 

NA 

NA 

460.85 

304.87 

528.21 

503.39 

191.43 

265.88 

1233.66 

1737.05 

138.26 

170.16 

88.63 

56.72 

219.79 

251.70 

911.07 

1031.60 

248.15 

255.24 

1375.46 

1049.32 

1857.58 

2119.91 

NA 

39.00 

134.71 

219.79 

56.72 

92.17 

343.87 

283.60 

70.90 

843.71 

233.97 

297.78 

2127.00 

1559.80 

14.18 

24.82 

106.35 

205.61 

106.35 

92.17 

212.70 

244.61 

24.82 

120.53 

28.36 

248.15 

NA 

NA 

49.63 

49.63 

31.91 

70.90 

1715.78 

2428.33 


Post 

Monsoon 

Pre 

Monsoon 

3261.40 

3084.15 

28.36 

191.43 

276.51 

379.32 

701.91 

216.25 

1793.77 

1573.98 

670.01 

389.95 

28.36 

1573.98 

1481.81 

1680.33 

46.09 

35.45 

411.22 

726.73 

70.90 

70.90 

2853.73 

3119.60 

180.80 

265.88 

194.98 

53.18 

1191.12 

219.79 

248.15 

212.70 

60.27 

60.27 

NA 

NA 

184.34 

311.96 

460.85 

191.43 

677.10 

808.26 

NA 

319.05 

545.93 

499.85 

116.99 

350.96 

358.05 

478.58 

NA 

NA 

3438.65 

4076.75 

NA 

974.88 

219.79 

170.16 

NA 

NA 

1737.05 

553.02 

163.07 

269.42 

166.62 

255.24 

1247.84 

2304.25 

404.13 

538.84 

63.81 

131.17 

776.36 

567.20 

4005.85 

5104.80 

81.54 

173.71 

49.63 

74.45 

58.85 

1254.93 

NA 

NA 

258.79 

216.25 

63.81 

538.84 

1332.92 

560.11 

NA 

NA 

439.58 

528.21 

347.41 

553.02 

191.43 

361.59 

1013.87 

1503.08 

290.69 

166.62 

77.99 

56.72 

223.34 

202.07 

549.48 

1038.69 

258.79 

148.89 

921.70 

1176.94 

1474.72 

2375.15 

81.54 

NA 

194.98 

230.43 

99.26 

120.53 

347.41 

407.68 

70.90 

49.63 

216.25 

233.97 

2020.65 

1510.17 

56.72 

35.45 


31.91 

74.45 

63.81 

255.24 

241.06 

177.25 

166.62 

198.52 

170.16 

NA 

63.81 

81.54 


49.63 


1956.84 

2800.55| 
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Chloride, mg/I 


2000 


2001 


2002 


1998 


1999 


Location 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 


Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

FARKIYA 

2658.75 

2800.55 

2197.90 

NA 

NA 

NA 

NA 

2212.08 

2357.43 

2148.27 

2304.25 

2127.00 

GAGEDA 

258.79 

163.07 

2676.48 

148.89 

187.89 

134.71 

166.62 

120.53 

198.52 

120.53 

106.35 

131.17 

GANG LAS 

382.86 

460.85 

443.13 

120.53 

24.82 

421.86 

439.58 

599.11 

595.56 

716.09 

248.15 

1127.31 

GARARIA 

790.54 

499.85 

606.20 

464.40 

460.85 

347.41 

436.04 

340.32 

712.55 

368.68 

389.95 

343.87 

GARWARMATA 

1488.90 

1495.99 

1446.36 

NA 

935.88 

893.34 

992.60 

964.24 

1233.66 

1276.20 

1347.10 

1318.74 

GHARTA 

574.29 

382.86 

365.14 

248.15 

198.52 

404.13 

503.39 

347.41 

1063.50 

347.41 

304.87 

701.91 

GULABPURA 

1602.34 

1779.59 

808.26 

1020.96 

1134.40 

1198.21 

1191.12 

1269.11 

1315.20 

170.16 

957.15 

1205.30 

GULGAON 

1488.90 

1340.01 

1297.47 

1070.59 

1056.41 

1141.49 

1262.02 

1233.66 

1754.78 

1198.21 

1425.09 

1283.29 

GURHA KALAN 

31.91 

31.91 

39.00 

85.08 

92.17 

109.90 

NA 

85.08 

35.45 

42.54 

1148.58 

92.17 

GYANGARH 

145.35 

205.61 

439.58 

443.13 

407.68 

173.71 

506.94 

219.79 

63.81 

567.20 

191.43 

350.96 

HAMENTO Kl GAUR 

70.90 

63.81 

NA 

63.81 

56.72 

56.72 

53.18 

53.18 

35.45 

49.63 

49.63 

56.72 

HANUTIYA 

NA 

1907.21 

2889.18 

4271.73 

4573.05 

5317.50 

2481.50 

NA 

1914.30 

155.98 

4360.35 

5264.33 

HAZIYAS 

202.07 

233.97 

301.33 

290.69 

180.80 

166.62 

226.88 

340.32 

205.61 

389.95 

453.76 

389.95 

HURDA 

42.54 

53.18 

99.26 

421.86 

184.34 

NA 

159.53 

NA 

56.72 

134.71 

340.32 

2481.50 

JALAMPURA 

163.07 

276.51 

127.62 

262.33 

304.87 

343.87 

354.50 

404.13 

106.35 

212.70 

226.88 

258.79 

JALIA 

184.34 

141.80 

120.53 

283.60 

99.26 

92.17 

730.27 

106.35 

290.69 

152.44 

163.07 

198.52 

JIWANA 

70.90 

81.54 

70.90 

49.63 

42.54 

28.36 

28.36 

35.45 

31.91 

24.82 

21.27 

24.82 

JUJPURA 

NA 

148.89 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KADERA 

219.79 

276.51 

258.79 

411.22 

393.50 

375.77 

205.61 

322.60 

226.88 

319.05 

400.59 

460.85 

KAIROT 

163.07 

95.72 

106.35 

3509.55 

99.26 

92.17 

141.80 

687.73 

219.79 

127.62 

230.43 

NA 

KAKROD 

563.66 

872.07 

NA 

716.09 

911.07 

680.64 

960.70 

772.81 

1304.56 

1162.76 

907.52 

382.86 

KALALO Kl ANTI 

336.78 

347.41 

NA 

361.59 

421.86 

581.38 

545.93 

588.47 

545.93 

928.79 

425.40 

389.95 

KALERA 

730.27 

623.92 

847.26 

528.21 

592.02 

517.57 

460.85 

368.68 

361.59 

287.15 

180.80 

248.15 

KALIYAS 

141.80 

584.93 

301.33 

340.32 

343.87 

148.89 

542.39 

333.23 

170.16 

425.40 

439.58 

496.30 

KALYANPURA 

439.58 

425.40 

326.14 

492.76 

315.51 

475.03 

283.60 

425.40 

294.24 

1963.93 

2410.60 

233.97 

KANECHAN KALAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KANIYA 

4431.25 

NA 

4431.25 

4395.80 

92.17 

3828.60 

3438.65 

3509.55 

368.68 

3686.80 

3952.68 

3562.73 

KANWALIYAS 

24.82 

134.71 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KAREDA 

138.26 

404.13 

350.96 

NA 

283.60 

NA 

209.16 

NA 

70.90 

148.89 

1772.50 

152.44 

KARERA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KARMANDAWAS 

262.33 

202.07 

163.07 

163.07 

397.04 

443.13 

758.63 

652.28 

269.42 

354.50 

170.16 

251.70 

KASORIA 

155.98 

35.45 

276.51 

241.06 

212.70 

241.06 

233.97 

NA 

99.26 

191.43 

28.36 

21.27 

KATAR 

198.52 

365.14 

131.17 

127.62 

205.61 

127.62 

131.17 

163.07 

177.25 

709.00 

482.12 

134.71 

KEKRI 

2112.82 

2162.45 

1715.78 

1354.19 

1176.94 

1013.87 

NA 

1602.34 

1219.48 

1276.20 

864.98 

1020.96 

KERIA 

354.50 

482.12 

322.60 

397.04 

1134.40 

662.92 

535.30 

726.73 

662.92 

737.36 

701.91 

631.01 

KHAMOR 

70.90 

340.32 

77.99 

92.17 

53.18 

102.81 

159.53 

173.71 

77.99 

198.52 

155.98 

99.26 

KHARI KA LAM BA 

453.76 

574.29 

450.22 

563.66 

475.03 

521.12 

109.90 

411.22 

241.06 

524.66 

467.94 

375.77 

KHAWAS 

4324.90 

5193.43 

3438.65 

4608.50 

14.18 

4289.45 

219.79 

3899.50 

NA 

5884.70 

1488.90 

NA 

KHERIKA KHERA 

109.90 

191.43 

63.81 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KHERLIA 

280.06 

113.44 


99.62 

70.90 

60.27 

39.00 

120.53 

21.27 

106.35 

113.44 

148.89 

KIDIMAL 

70.90 

60.27 


35.45 

184.34 

31.91 

212.70 

NA 

219.79 

652.28 

460.85 

166.62 

KISHANPURA 

NA 

NA 

NA 

NA 

NA 

978.42 

74.45 

893.34 

NA 

1233.66 

999.69 

1233.66 

KOTHIYAN 

184.34 

198.52 

205.61 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

212.70 

70.90 

KOTRA 

439.58 

365.14 

343.87 

453.76 

641.65 

861.44 

659.37 

489.21 

262.33 

631.01 

680.64 

361.59 

KOTRI MEENA 

517.57 

475.03 

283.60 

248.15 

510.48 

368.68 

358.05 

290.69 

1290.38 

545.93 

226.88 

2268.80 

KUKAR KHEDA 

NA 

63.81 

88.63 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KUNDIA KHURD 

354.50 

382.86 

361.59 

389.95 

311.96 

322.60 

329.69 

184.34 

85.08 

226.88 

184.34 

155.98 

KUSHALPURA 

737.36 

489.21 

510.48 

478.58 

446.67 

432.49 

425.40 

482.12 

489.21 

446.67 

446.67 

198.52 

LACCHURA 

241.06 

301.33 

223.34 

311.96 

223.34 

411.22 

290.69 

453.76 

453.76 

425.40 

407.68 

453.76 

LAGETKHERA 

939.43 

1325.83 

NA 

1361.28 

907.52 

283.60 

42.54 

56.72 

191.43 

1035.14 

1084.77 

765.72 

LAM BA 

148.89 

62.04 

212.70 

177.25 

148.89 

141.80 

124.08 

134.71 

113.44 

106.35 

99.26 

113.44 

LAMBIA KALAN 

63.81 

70.90 

56.72 

63.81 

49.63 

77.99 

70.90 

53.18 

49.63 

49.63 

42.54 

42.54 

LANDI 

216.25 

226.88 

319.05 

241.06 

209.16 

248.15 

148.89 

241.06 

99.26 

92.17 

■SB 

127.62 

LASADIA 

113.44 

102.81 

113.44 

311.96 

336.78 

304.87 

88.63 

70.90 

120.53 

63.81 

70.90 

70.90 

LASANI 

304.87 

191.43 

NA 

191.43 

280.06 

230.43 

244.61 

205.61 

326.14 

198.52 

198.52 

241.06 

LODIYANA 

524.66 

1347.10 

492.76 

NA 

1031.60 

1127.31 

709.00 

567.20 

393.50 

1020.96 

290.69 

375.77 

LORDI 

1963.93 

2212.08 

2141.18 

NA 

NA 

2389.33 

2056.10 

NA 

528.21 

758.63 

329.69 

460.85 

LRAS 

56.72 

49.63 

28.36 

NA 

NA 

NA 

42.54 

NA 

53.18 

42.54 

35.45 

209.16 

MADERA 

159.53 

219.79 

109.90 

255.24 

230.43 

NA 

198.52 

NA 


255.24 

467.94 

70.90 

MAHUWA KALAN 

85.08 

145.35 

556.57 

77.99 

63.81 

177.25 

70.90 

39.00 

28.36 

85.08 

70.90 

436.04 

MALASERI 

460.85 

439.58 

287.15 

311.96 

319.05 

276.51 

163.07 

NA 

85.08 

467.94 

545.93 

489.21 

MALERA 

42.54 

7.09 

49.63 

14.18 

56.72 

49.63 

70.90 

21.27 

1403.82 

28.36 

141.80 

205.61 

MALKOT 

226.88 

187.89 

NA 

311.96 

319.05 

322.60 

287.15 

375.77 

418.31 

340.32 

304.87 

304.87 

MASUDA 

1921.39 

1843.40 

1758.32 

NA 

1644.88 

1800.86 

1829.22 

1843.40 

1389.64 

1418.00 

1857.58 

1361.28 

MEHRUNKALAN 

56.72 

56.72 

35.45 

99.26 

14.18 

28.36 

42.54 

46.09 

21.27 

24.82 

17.73 

63.81 

MENGHRAS 

99.26 

24.82 

70.90 

127.62 

39.00 

95.72 

24.82 


28.36 

28.36 

141.80 

184.34 

MIYALA 

85.08 

67.36 

56.72 

77.99 

81.54 

85.08 

67.36 

70.90 

85.08 

85.08 

70.90 

99.26 

MUHALA 

233.97 

297.78 

248.15 

262.33 

230.43 

212.70 

205.61 

205.61 

148.89 

177.25 

652.28 

209.16 

MUSHI 

148.89 

184.34 

NA 

163.07 

187.89 

127.62 

131.17 

92.17 

255.24 

517.57 

35.45 

74.45 

NAIARWAR 

177.25 

141.80 

163.07 

283.60 

354.50 

528.21 

829.53 

631.01 

386.41 

999.69 

886.25 

659.37 

NALOI LALPURA 

70.90 

81.54 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NANDSI 

81.54 

60.27 

46.09 

39.00 

31.91 

31.91 

28.36 

42.54 

21.27 

28.36 

24.82 

35.45 

NANDWARA 

109.90 

106.35 


NA 

74.45 

92.17 

56.72 

297.78 

46.09 

85.08 

92.17 

63.81 

NEGRIA ASHRAM 

3013.25 

655.83 

1 3988.131 

4395.80 

290.69 

616.83 

432.49 

NA 

1609.43 

517.57 

510.48 

602.65 



Chloride, mg/I 
2007 


Post 

Monsoon 

2155.36 


141.80 

822.44 


467.94 

1545.62 


1141.49 

1510.17 


1077.68 

49.63 


63.8 

70.9 


4183.10 

205.61 


184.34 

141.80 


92.17 

24.82 


_NA 

531.75 


145.35 

1999.38 


453.76 

283.60 


276.51 

194.98 


_NA 

3314.58 


_NA 

2127.00 


_NA 

81.54 


219.79 

106.35 


1226.57 

99.26 


63.81 

262.33 


_NA 

35.45 


134.71 

418.31 


1233.66 

634.56 


616.83 

677.10 


_NA 

42.54 


467.94 

588.47 


815.35 

113.44 


42.54 

99.26 


127.62 

113.44 


347.41 

319.05 


21.27 

191.43 


39.00 

368.68 


326.14 

397.04 


1269.11 

35.45 


21.27 

120.53 


212.70 

28.36 


581.38 

42.54 


_35 

35 




Monsoon Monsoon 


2141.18 


113.44 
1240.75 " 


290.69 

na" 


1545.62 
1006.78 " 


1106.04 
1059.96 " 


31.91 
46.09 " 


5388.40 
283.60 " 


180.80 

na" 


205.61 

21.27" 


_NA 

595.56 " 


77.99 
1545.62 " 


393.50 
269.42 " 


340.32 
269.42 " 


_NA 

3724.38 " 


_NA 

233.97 " 


21.27 
56.72 " 


1084.77 
599.11 " 


106.35 
258.79 " 


645.19 


1102.50 

1081.23 


627.47 

NA 


758.63 

10.64 


1042.23 

914.61 


70.90 

99.26 


368.68 

219.79 


209.16 

187.89 


223.34 

1566.89 


_NA 

446.67 


241.06 

1070.59 


460.85 

2066.74 


265.88 

4254.00 


_NA 

35.45 


18.74 

53 

35.45 

35 


124.08 

28.36 

510.48 

567.20 

999.69 

95.72 

499.85 

194.98 

85.08 

542.39 

499.85 

2534.68 

NA 

NA 

109.90 

24.82 

166.62 

294.24 

173.71 

379.32 

698.37 

1148.58 

106.35 

148.89 

31.91 

42.54 

170.16 

233.97 

443.13 

131.17 

294.24 

375.77 

276.51 

3864.05 

1531.44 

63.81 

31.91 

74.45 

726.73 

187.89 

358.05 

63.81 

116.99 

531.75 

170.16 

106.35 

244.61 

226.88 

14.18 

134.71 

35.45 

255.24 

85.08 

14.18 

81.54 

70.90 

184.34 

269.42 

77.99 

375.77 

893.34 

7.09 

28.36 

49.63 

39.00 

85.08 

467.94 

2747.38 

588.47 

209.16 


Pre 

Monsoon 

Post 

Monsoon 

2995.53 

2410.60 

99.26 

230.43 

31.91 

1283.29 

418.31 

545.93 

28.36 

1829.22 

31.91 

765.72 

1098.95 

1985.20 

1914.30 

1368.37 

1488.90 

49.63 

31.91 

77.99 

95.72 

49.63 

134.71 

4236.28 

382.86 

163.07 

166.62 

209.16 

205.61 

265.88 

177.25 

198.52 

28.36 

35.45 

NA 

NA 

524.66 

620.38 

269.42 

184.34 

1212.39 

850.80 

230.43 

191.43 

258.79 

272.97 

524.66 

460.85 

478.58 

39.00 

NA 

NA 

1595.25 

3385.48 

NA 

NA 

304.87 

21.27 

NA 

NA 

326.14 

269.42 

173.71 

209.16 

17.73 

24.82 

60.27 

928.79 

684.19 

701.91 

290.69 

56.72 

248.15 

99.26 

1900.12 

4448.98 

124.08 

49.63 

56.72 

113.44 

354.50 

602.65 

1616.52 

1708.69 

42.54 

389.95 

627.47 

648.74 

538.84 

14.18 

138.26 

145.35 

35.45 

1318.74 

124.08 

74.45 

567.20 

432.49 

1120.22 

1442.82 

389.95 

95.72 

28.36 


92.17 


730.27 

159.53 

106.35 

467.94 


Pre 

Monsoon 

Post 

Monsoon 

2446.05 

2694.20 

92.17 

241.06 

634.56 

1276.20 

428.95 

3204.68 

1460.54 

1900.12 

63.81 

964.24 

517.57 

70.90 

1410.91 

1758.32 

85.08 

NA 

106.35 

92.17 

39.00 

56.72 

4803.48 

3545.00 

549.48 

120.53 

166.62 

134.71 

148.89 

85.08 

276.51 

170.16 

24.82 

77.99 

NA 

NA 

673.55 

368.68 

978.42 

NA 

1219.48 

709.00 

514.03 

595.56 

269.42 

276.51 

393.50 

177.25 

567.20 

992.60 

NA 

NA 

3669.08 

3403.20 

NA 

NA 

31.91 

0.00 

NA 

NA 

446.67 

545.93 

290.69 

248.15 

35.45 

NA 

85.08 

49.63 

716.09 

673.55 

70.90 

113.44 

506.94 

375.77 

5228.88 

4963.00 

131.17 

70.90 

46.09 

35.45 

531.75 

1205.30 

1900.12 

NA 

152.44 

163.07 

563.66 

63.81 

868.53 

900.43 



496.30 
120.53 " 


35.45 
202.07 " 


31.91 
538.84" 


_NA 

230.43 " 


3545.00 
39.00 " 


2.54 
0.90 " 


180.80 
35.45 " 


553.02 
46.09 " 


70.90 
58.49 " 


471.49 


538.84 

1106.04 


28.36 

170.16 


46.09 

701.91 


_NA 

340.32 


2524.04 

39.00 


116.99 

127.62 


336.78 

145.35 


581.38 

35.45 


42.54 

116.99 


294.24 


Pre 

Monsoon 

Post 

Monsoon 

2339.70 

2268.80 

134.71 

159.53 

1262.02 

60.27 

NA 

1176.94 

1573.98 

1453.45 

1815.04 

981.97 

2410.60 

81.54 

2105.73 

1566.89 

42.54 

17.73 

170.16 

563.66 

187.89 

99.26 

2906.90 

2889.18 

280.06 

180.80 

116.99 

131.17 

116.99 

NA 

368.68 

180.80 

35.45 

28.36 

NA 

NA 

765.72 

379.32 

400.59 

187.89 

829.53 

872.07 


88.63 

155.98' 


1843.40 

595.56' 


1020.96 

613.29' 


241.06 

49.63 


177.25 

177.25 


1616.52 

241.06 


53.18 

77.99 

141.80 

269.42 

81.54 

794.08 

333.23 

574.29 

368.68 

907.52 

1581.07 

1176.94 

31.91 

NA 

563.66 

163.07 

00 

d 

LO 

85.08 


99.26 

35.45 

NA 

233.97 

226.88 

1907.21 

2254.62 

24.82 

49.63 

56.72 

163.07 

131.17 

106.35 

329.69 

269.42 

63.81 

42.54 

184.34 

907.52 

46.09 

63.81 

35.45 

35.45 

127.62 

148.89 

528.21 

340.32 


599.11 
269.42 " 


602.65 

482.12" 


_NA 

3545.00 " 


_NA 

31.91" 


_NA 

570.75 " 


326.14 
35.45 " 


127.62 
939.43 " 


159.53 

311.96" 


3530.82 
294.24" 


99.26 
496.30" 


2041.92 

116.99" 


35.45 

992.60" 


_NA 

102.81" 


109.90 
786.99 " 


1230.12 

219.79" 


177.25 
163.07 " 


127.62 

255.24" 


1361.28 

2056.10" 


_NA 

127.62 " 


49.63 
294.24" 


35.45 

272.97" 


2729.65 

21.27" 


134.71 
163.07 " 


187.89 

219.79" 


517.57 
74.45 " 


28.36 
52.44" 


450.22 


581.38 

187.89 


623.92 

563.66 


_NA 

3420.93 


_NA 

404.13 


_NA 

964.24 


223.34 

39.00 


155.98 

709.00 


70.90 

NA 


3474.10 

163.07 


102.81 

602.65 


1807.95 

407.68 


251.70 

1127.31 


_NA 

35.45 


95.72 

670.01 


1857.58 

226.88 


67.36 

134.71 


372.23 

276.51 


1666.15 

836.62 


_NA 

194.98 


301.33 

421.86 


35.45 

191.43 


2747.38 

21.27 


152.44 

170.16 


258.79 

464.40 


31.91 

77.99 


28.36 

77.99 


453.76 


Pre 

Monsoon 

Post 

Monsoon 

2623.30 

NA 

106.35 

NA 

1357.74 

35.45 

786.99 

1098.95 

1354.19 

354.50 

960.70 

2169.54 

1446.36 

3084.15 

1971.02 

NA 

70.90 

NA 

226.88 

159.53 

63.81 

56.72 

3545.00 

5672.00 

421.86 

1049.32 

1446.36 

205.61 

290.69 

255.24 

397.04 

NA 

35.45 

99.26 

NA 

NA 

836.62 

NA 

1233.66 

NA 

1063.50 

1049.32 

517.57 

623.92 

255.24 

NA 

627.47 

577.84 

758.63 

567.20 

NA 

NA 

4395.80 

4112.20 

NA 

NA 

453.76 

NA 

NA 

NA 

418.31 

NA 

120.53 

283.60 

46.09 

39.00 

102.81 

NA 

797.63 

NA 

116.99 

NA 

762.18 

1020.96 

233.97 

NA 

70.90 

49.63 

180.80 

106.35 

613.29 

NA 

1063.50 

NA 

1141.49 

NA 

450.22 

1311.65 

577.84 

NA 

NA 

NA 

191.43 

290.69 

2006.47 

737.36 

599.11 

556.57 

794.08 

1616.52 

446.67 

233.97 

63.81 


85.08 


480.35 

NA 

269.42 

159.53 

1318.74 

NA 

1347.10 

638.10 

NA 

NA 

1666.15 

2814.73 

152.44 

NA 

177.25 

496.30 

134.71 

85.08 

219.79 

219.79 

2438.96 

4254.00 

31.91 

NA 

340.32 

248.15 

85.08 

138.26 

184.34 

NA 

382.86 

92.17 


Pre 

Monsoon 

Post 

Monsoon 

NA 

NA 

NA 

542.39 

NA 

39.00 

NA 

751.54 

NA 

1070.59 

NA 

2127.00 

NA 

95.72 

NA 

NA 

NA 

NA 

NA 

53.18 

NA 

42.54 

NA 

5104.80 

NA 

85.08 

NA 

2304.25 

NA 

287.15 

NA 

NA 

NA 

106.35 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

716.09 

NA 

439.58 

NA 

NA 

NA 

560.11 

NA 

219.79 

NA 

NA 

NA 

3686.80 

NA 

NA 

NA 

53.18 

NA 

NA 

NA 

464.40 

NA 


NA 


NA 

NA 

NA 

914.61 

NA 

152.44 

NA 

517.57 

NA 

NA 

NA 

35.45 

NA 

42.54 

NA 

453.76 

NA 

NA 

NA 

2382.24 

NA 

521.12 

NA 

790.54 

NA 

NA 

NA 

49.63 

NA 

553.02 

NA 

627.47 

NA 

857.89 

NA 

187.89 

NA 

56.72 

NA 

141.80 

NA 

836.62 

NA 

276.51 


843.71 
70.90 ' 


39.00 
1063.50' 


545.93 


_NA 

1999.38 


28.36 

262.33 


28.36 

244.61 


184.34 

177.25 


1205.30 

NA 


322.60 

77.99 


265.88 

272.97 


748.00 

63.81 


_NA 

42.54 


287.15 


Pre 

Monsoon 

Post 

Monsoon 

NA 

3190.50 

88.63 

233.97 

49.63 

1914.30 

475.03 

517.57 

NA 

1233.66 

1141.49 

815.35 

2782.83 

2793.46 

NA 

2056.10 

NA 

NA 

127.62 

467.94 

56.72 

120.53 

5033.90 

2481.50 

531.75 

148.89 

2836.00 

347.41 

212.70 

241.06 

NA 

NA 

155.98 

63.81 

NA 

NA 

NA 

319.05 

NA 

NA 

836.62 

751.54 

737.36 

928.79 

NA 

233.97 

212.70 

563.66 

290.69 

439.58 

NA 

NA 

425.40 

3545.00 

NA 

NA 

340.32 

375.77 

NA 

NA 

241.06 

489.21 

42.54 


35.45 


NA 

382.86 

631.01 

623.92 

1049.32 

134.71 

347.41 

645.19 

NA 

2410.60 

42.54 

42.54 

205.61 

106.35 

524.66 

524.66 

NA 

NA 

198.52 

716.09 

375.77 

900.43 

978.42 

63.81 

99.26 

56.72 

340.32 

141.80 

212.70 

503.39 

85.08 

687.73 

645.19 

1169.85 

255.24 

233.97 

60.27 

56.72 

212.70 

248.15 

1432.18 

106.35 

319.05 

49.63 

NA 

1418.00 

1148.58 

1418.00 

NA 

NA 

53.18 

333.23 

170.16 

510.48 

556.57 

177.25 

496.30 

56.72 

184.34 

205.61 

1914.30 

1701.60 

NA 

28.36 

478.58 

42.54 

70.90 

134.71 

333.23 

304.87 

1070.59 

85.08 

326.14 

1162.76 

106.35 

63.81 

NA 

49.63 

70.90 

NA 

478.58 

425.40 















































































































































































































































































































































































































































































































































1984 


1985 


1986 


1987 


Chloride, mg/I 


Location 


1988 


1989 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 



Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

NIMBAHEDA KHURD 

NA 

NA 

NA 

155.63 

202.42 

184.69 

201.00 

NA 

161.30 

175.48 

129.39 

144.99 

NIMBAHERAMODKA 

NA 

NA 

191.43 

198.87 

NA 

160.94 

194.27 

NA 

252.76 

154.56 

NA 

227.59 

NIMERA 

NA 

NA 

NA 

NA 

NA 

NA 

205.61 

NA 

148.89 

NA 

127.62 

134.71 

OJIYANA 

NA 

NA 

138.26 

32.61 

NA 

58.14 

73.74 

NA 

63.10 

49.28 

NA 

220.85 

PADMELA 

23.75 

26.94 

35.45 

26.94 

25.52 

91.11 

24.11 

58.49 


28.72 

43.25 

29.78 

PALRI 

359.82 

315.15 

446.67 

455.53 

NA 

482.47 

562.95 

NA 

393.14 

463.33 

336.78 

385.70 

PARA 

758.63 

680.64 

595.56 

567.20 

879.16 

808.26 

673.55 

893.34 

850.80 

709.00 

659.37 

638.10 

PARASOLI 

NA 

NA 

602.65 

NA 

NA 

520.05 

549.48 

NA 

435.33 

470.42 

357.34 

332.88 

PHOOLIYA KALAN 

216.95 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PHOOLIYA KALAN 

NA 

NA 

134.71 

126.56 

459.08 

242.83 

NA 

NA 

252.76 

238.58 

53.88 

347.06 

PHOOLIYA KHURD 

NA 

NA 

723.18 

647.32 

853.28 

937.30 

656.89 

NA 

NA 

NA 

NA 

608.32 

RAGUNATHPURA 

NA 

NA 

70.90 

755.79 

NA 

325.08 

398.81 

NA 

547.35 

308.77 

445.96 

293.53 

RAHAD 

NA 

NA 


32.61 

50.69 

47.86 

NA 

NA 

35.10 

45.73 

26.94 

41.12 

RAILA 

632.78 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RAJ OR 

178.67 

96.42 

527.14 

158.46 

0.00 

NA 

326.50 

103.16 

173.71 

57.08 

381.44 

57.07 

RAJWA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

73.38 

75.86 

RAMGARH 

180.80 

177.25 

NA 

170.16 

145.35 

141.80 

NA 

148.89 

170.16 

134.71 

155.98 

106.35 

RAMTHALA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

599.46 

NA 

RATAKOT 

NA 

NA 

NA 

NA 

NA 

NA 

319.05 

NA 

NA 

NA 

296.01 

404.13 

RAYLA 

NA 

174.06 

538.84 

115.57 

155.63 

591.66 

214.47 

NA 

91.11 

575.71 

98.55 

95.72 

REECHRA 

285.37 

96.78 

460.85 

267.65 

255.24 

371.87 

194.27 

NA 

161.30 

358.05 

141.45 

221.21 

ROOPAHALI KALAN 

NA 

NA 

NA 

NA 

NA 

622.50 

NA 

NA 

898.30 

582.44 

653.34 

601.94 

SALRIA KALAN 

NA 

NA 

56.72 

47.15 

57.78 

51.40 

46.79 

NA 

94.65 

49.28 

57.78 

34.39 

SAMPLA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SANGRIYA 

NA 

NA 

836.62 

802.59 

788.41 

930.56 

1129.08 

NA 

968.49 

877.39 

1077.68 

1478.62 

SARERI 

NA 

NA 

297.78 

253.11 

253.11 

47.86 

160.94 

NA 

168.39 

42.19 

207.74 

240.71 

SARERI BRAHMANO Kl 

210.93 

60.27 

56.72 

54.24 

NA 

222.27 

NA 

NA 

186.11 

217.66 

146.41 

92.17 

SATHANA 

42.54 

49.63 

NA 

77.99 

134.71 

NA 

163.07 

85.08 

MEED 

109.90 

191.43 

70.90 

SAWADRI 


69.48 

42.19 

0.00 

64.52 

433.20 

60.27 

60.27 

62.04 

53.88 

53.18 

53.88 

SEDAS 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

204.55 

SHAHPURA 

201.71 

160.94 

269.42 

202.42 

209.86 

157.40 

150.66 

NA 

266.58 

147.47 

222.27 

165.20 

SHAMBHOOGARH 

607.61 

100.68 

49.63 

97.49 

NA 

51.40 

67.00 

NA 

168.39 

49.28 

64.52 

131.87 

SHERGARH 

1673.24 

1800.86 

NA 

1503.08 

1354.19 

1928.48 

1446.36 

1460.54 

1233.66 

1418.00 

1148.58 

1559.80 

SHIVPURA THANA 

NA 

NA 

1594.54 

NA 

NA 

1011.39 

927.02 

NA 

975.58 

968.49 

986.93 

1007.13 

SHOKIAKHERA 

NA 

NA 

NA 

NA 

NA 

NA 

347.41 

NA 

297.78 

NA 

375.77 

148.89 

SHYAMPURA 

3119.60 

3403.20 

NA 

3261.40 

3119.60 

3580.45 

NA 

2906.90 

2552.40 

2942.35 

2800.55 

2906.90 

SHYOPURA AS 

156.69 

291.40 

52.11 

148.18 

139.67 

70.55 

123.72 

113.44 

118.76 

113.44 

130.10 

115.21 

SINGAWAL 

184.34 

170.16 

NA 

120.53 

141.80 

148.89 

276.51 

205.61 

NA 

194.98 

NA 

212.70 

SODAR 

NA 

NA 

NA 

636.33 

NA 

629.59 

603.00 

NA 

597.33 

617.54 

432.14 

560.46 

SOHANGARH 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SULTANGARH 

NA 

NA 

28.36 

NA 

25.17 

34.39 

20.21 

NA 

20.92 

35.10 

23.75 

23.04 

SURAJ 

NA 

NA 

85.08 

72.32 

NA 

92.52 

251.34 

NA 

38.64 

84.37 

47.50 

72.67 

SURAT SIGH KA KHERA 

NA 

NA 

NA 

307.35 

499.14 

571.45 

448.09 

NA 

389.60 

554.44 

363.72 

419.37 

TADGARH 

42.54 

42.54 

NA 

35.45 

35.45 

35.45 

49.63 

NA 

28.36 

35.45 

NA 

NA 

TAHNAL 

NA 

NA 

177.25 

39.70 

130.10 

246.38 

106.00 

NA 

294.94 

238.58 

153.14 

371.52 

TAL 

466.17 

425.05 

339.97 

0.00 

333.58 

295.65 

295.65 

313.02 

467.94 

186.82 

299.91 

186.82 

TANKAWAS 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

TASWARIYA 

158.11 

NA 

NA 


NA 

58.14 

103.87 

NA 

133.29 

56.01 

122.30 

144.28 

TASWARIYA BANSA 

NA 

NA 

NA 

61.33 

75.86 

123.01 

NA 

NA 

77.28 

112.38 

67.36 

58.49 

TASWARIYA KHURD 

NA 

NA 

NA 

257.72 

195.33 

249.57 

174.41 

NA 

129.75 

238.58 

134.71 

192.49 

TEEKARWAS KALAN 

210.93 

208.80 

47.15 

74.09 

74.80 

77.28 

194.27 

NA 

106.71 

235.74 

86.50 

65.94 

THIKARWAS 

NA 

NA 

47.15 

74.09 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

TITARIA 

163.07 

269.42 

219.79 

248.15 

191.43 

297.78 

205.61 

255.24 

170.16 

233.97 

184.34 

219.79 

TOGI 

105.64 

305.23 

94.30 

63.81 

61.33 

94.65 

75.51 

79.05 

0.00 

0.00 

86.50 

102.10 

TONKARWAR 

NA 

NA 

NA 

1030.53 

NA 

827.76 

807.20 

NA 

716.09 

800.11 

864.27 

1024.86 

UPREDA 

322.60 

NA 

368.68 

310.90 

296.36 

372.93 

304.87 

NA 

273.67 

358.05 

224.75 

322.95 

VIJAY PURA 

418.31 

392.08 

202.07 

NA 

391.37 

295.65 

297.43 

261.27 

259.49 

208.80 

236.45 

208.80 

Sub Basin: Kothari 

AGARPURA 

635.97 

526.08 

326.14 

267.65 

404.13 

455.18 

415.47 

NA 

371.87 

442.06 

464.75 

447.02 

AMLI 

NA 

NA 

673.55 

737.01 

1212.39 

1091.15 

830.95 

NA 

716.09 

1059.96 

1803.70 

92.17 

ANOPPURA 

90.04 

98.20 

57.08 

NA 

NA 

201.00 

80.83 

84.37 

84.37 

69.13 

53.18 

69.13 

ARGIA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

33.68 

138.61 

ATAWARA 

NA 

NA 

638.10 

606.20 

404.13 

715.03 

643.06 

NA 

463.33 

701.91 

816.77 

596.62 

BADHOO 

NA 

NA 

1453.80 

92.17 

NA 

430.72 

503.04 

NA 

NA 

435.33 

61.33 

68.77 

BAGATPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BAGOLIYA 

NA 

NA 

180.80 

262.33 

NA 

NA 

201.00 

NA 

179.02 

161.30 

57.78 

56.01 

BAG OR 

NA 

492.40 

134.00 

99.26 

NA 

65.58 

75.15 

NA 

154.56 

66.65 

180.44 

62.04 

BAKAN 

NA 

NA 

459.08 

361.59 

NA 

NA 

415.47 

NA 

151.02 

624.63 

265.52 

1002.17 

BAN KA KHERA 

NA 

110.60 

42.54 

50.69 

NA 

73.03 

120.53 

NA 

77.28 

77.28 

108.83 

85.79 

BANKLI 

NA 

NA 

268.00 

361.59 

NA 

722.83 

379.67 

NA 

294.94 

737.01 

353.79 

670.71 

BAORI 

NA 

NA 

988.35 

786.99 

NA 

1986.26 

1587.45 

NA 

947.58 

1930.25 

557.98 

1925.64 

BHATEWAR 

NA 

NA 

670.01 

772.81 

694.82 

1402.05 

971.68 

NA 

761.47 

1333.63 

1037.98 

982.32 

BHAWANA 

NA 

NA 

670.01 

319.05 

NA 

1230.47 

383.21 

NA 

196.39 

1130.15 

438.87 

1189.70 

BHEETA 

96.07 

113.79 

93.94 

77.99 

NA 

87.56 

83.66 

NA 

126.20 

84.37 

64.52 

29.78 


_1990_1991_1992_1993_1994_1995_1996_19 

Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre 

Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 

NA NA 311.96 482.12 70.90 233.97 219.79 209.16 216.25 329.69 379.32 361.59 248.15 687.73 492.76 
























































































































































































































































































































































































































































































































NIMBAHEDA KHURD 


97_ 

Post 

Monsoon 

492.76 


NIMBAHERAMODKA 

134.71 

NIMERA 

141.80 

OJIYANA 

49.63 

PADMELA 

39.00 

PALRI 

241.06 

PARA 

1020.96 

PARASOLI 

836.62 

PHOOLIYA KALAN 

NA 

PHOOLIYA KALAN 

49.63 

PHOOLIYA KHURD 

297.78 

RAGUNATHPURA 

216.25 

RAHAD 

35.45 

RAILA 

NA 

RAJ OR 

283.60 

RAJWA 

99.26 

RAMGARH 

113.44 

RAMTHALA 

751.54 

RATAKOT 

NA 

RAYLA 

184.34 

REECHRA 

244.61 

ROOPAHALI KALAN 

563.66 

SALRIA KALAN 

35.45 

SAMPLA 

443.13 

SANGRIYA 

1205.30 

SARERI 

28.36 

SARERI BRAHMANO Kl 

163.07 

SATHANA 

35.45 

SAWADRI 

60.27 

SEDAS 

216.25 

SHAHPURA 

148.89 

SHAMBHOOGARH 

124.08 

SHERGARH 

2779.28 

SHIVPURA THANA 

730.27 

SHOKIAKHERA 

368.68 

SHYAMPURA 

921.70 

SHYOPURA AS 

237.52 

SINGAWAL 

233.97 

SODAR 

241.06 

SOHANGARH 

NA 

SULTANGARH 

35.45 

SURAJ 

184.34 

SURAT SIGH KA KHERA 

1900.12 

TADGARH 

24.82 

TAHNAL 

127.62 

TAL 

673.55 

TANKAWAS 

NA 

TASWARIYA 

255.24 

TASWARIYA BANSA 

28.36 

TASWARIYA KHURD 

276.51 

TEEKARWAS KALAN 

35.45 

THIKARWAS 

NA 

TITARIA 

730.27 

TOGI 

99.26 

TONKARWAR 

1254.93 

UPREDA 

485.67 

VIJAY PURA 

152.44 


Sub Basin: Kothari 

AGARPURA 


ARGIA _ 

ATAWARA 


BADHOO 

BAGATPURA 


BAGOLIYA 
BAG OR 


BAKAN _ 

BAN KAKHERA 


BANKLI _ 

BAORI 


| 1998 | 

Pre 

Post 

Monsoon 

Monsoon 

467.94 

386.41 

102.81 

NA 

170.16 

155.98 

194.98 

99.26 

31.91 

NA 

482.12 

205.61 

935.88 

1063.50 

811.81 

75508.50 

NA 

NA 

120.53 

248.15 

333.23 

319.05 

141.80 

NA 

60.27 

42.54 

NA 

NA 

187.89 

NA 

92.17 

NA 

280.06 

219.79 

850.80 

886.25 

NA 

NA 

347.41 

255.24 

333.23 

198.52 

482.12 

152.44 

63.81 

46.09 

592.02 

404.13 

1297.47 

1134.40 

28.36 

31.91 

180.80 

116.99 

120.53 

56.72 

49.63 

42.54 

255.24 

141.80 

187.89 

205.61 

365.14 

109.90 

2623.30 

2924.63 

758.63 

411.22 

276.51 

280.06 

4431.25 

4892.10 

216.25 

202.07 

333.23 

311.96 

857.89 

251.70 

680.64 

NA 

42.54 

31.91 

102.81 

127.62 

319.05 

290.69 

42.54 

35.45 

95.72 


1219.48 

NA 

NA 

NA 

42.54 

74.45 

35.45 

99.26 

223.34 

141.80 

42.54 

NA 

NA 

NA 

503.39 

730.27 

106.35 

NA 

1453.45 

779.90 

535.30 

446.67 

269.42 

177.25 


Chloride, mg/I 


1999 | 

Pre 

Post 

Monsoon 

Monsoon 

212.70 

184.34 

191.43 

NA 

152.44 

177.25 

106.35 

77.99 

28.36 

28.36 

269.42 

269.42 

907.52 

1028.05 

723.18 

737.36 

NA 

NA 

326.14 

280.06 

418.31 

319.05 

248.15 

283.60 

77.99 

28.36 

NA 

NA 

198.52 

219.79 

77.99 

56.72 

NA 

744.45 

42.54 

276.51 

NA 

NA 

276.51 

226.88 

198.52 

184.34 

503.39 

453.76 

31.91 

31.91 

382.86 

343.87 

1120.22 

1237.21 

418.31 

28.36 

155.98 

155.98 

NA 

42.54 

42.54 

42.54 

319.05 

205.61 

262.33 

241.06 

276.51 

85.08 

NA 

NA 

99.26 

1020.96 

NA 

453.76 

4643.95 

4643.95 

148.89 

184.34 

315.51 

283.60 

216.25 

645.19 

407.68 

634.56 

NA 

17.73 

99.26 

209.16 

404.13 

340.32 

42.54 

24.82 

319.05 

81.54 

216.25 

567.20 

NA 

NA 

127.62 

109.90 

17.73 

21.27 

212.70 

95.72 

42.54 

39.00 

NA 

NA 

NA 

432.49 

77.99 

88.63 

684.19 

1566.89 

389.95 

322.60 

283.60 

226.88 


2000 | 

Pre 

Monsoon 

Post 

Monsoon 

155.98 

42.54 

226.88 

NA 

198.52 

92.17 

NA 

53.18 

31.91 

24.82 

475.03 

194.98 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

148.89 

460.85 

290.69 

NA 

NA 

42.54 

39.00 

NA 

NA 

202.07 

177.25 

60.27 

39.00 

659.37 

319.05 

900.43 

77.99 

163.07 

148.89 

223.34 

113.44 

191.43 

21.27 

414.77 

24.82 

28.36 

53.18 

333.23 

212.70 

1304.56 

1488.90 

31.91 

28.36 

141.80 

159.53 

226.88 

127.62 

46.09 

35.45 

173.71 

163.07 

269.42 

237.52 

NA 

60.27 

1276.20 

1276.20 

60.27 

942.97 

921.70 

269.42 

3491.83 

1573.98 

170.16 

205.61 

198.52 

148.89 

684.19 

553.02 

109.90 

329.69 

NA 

NA 

63.81 

109.90 

386.41 

425.40 

39.00 

28.36 

102.81 

567.20 

896.89 

893.34 

77.99 

49.63 

209.16 

127.62 

NA 

56.72 

NA 

134.71 

42.54 

39.00 

NA 

NA 

269.42 

411.22 

85.08 

85.08 

1084.77 

1059.96 

336.78 

88.63 

400.59 

421.86 


! 2001 | 

Pre 

Monsoon 

Post 

Monsoon 

NA 

120.53 

NA 

308.42 

NA 

67.36 

NA 

49.63 

35.45 

28.36 

354.50 

290.69 

524.66 

680.64 

NA 

942.97 

NA 

NA 

1091.86 

560.11 

418.31 

304.87 

NA 

209.16 

35.45 

14.18 

NA 

NA 

269.42 

141.80 

35.45 

127.62 

NA 

379.32 

283.60 

56.72 

191.43 

NA 

NA 

134.71 

216.25 

262.33 

485.67 

648.74 

28.36 

42.54 

276.51 

56.72 

1503.08 

1510.17 

21.27 

21.27 

NA 

120.53 

226.88 

99.26 

42.54 

42.54 

141.80 

205.61 

372.23 

163.07 

NA 

131.17 

1446.36 

2410.60 

NA 

60.27 

155.98 

304.87 

3864.05 

3030.98 

155.98 

233.97 

283.60 

155.98 

609.74 

645.19 

269.42 

967.79 

NA 

17.73 

46.09 

70.90 

404.13 

283.60 

63.81 

21.27 

269.42 

205.61 

553.02 

1091.86 

85.08 

NA 

127.62 

81.54 

28.36 

14.18 

155.98 

108.48 

42.54 

35.45 

NA 

NA 

425.40 

531.75 

177.25 

113.44 

953.61 

921.70 

340.32 

964.24 

471.49 

467.94 


| 2002 | 

Pre 

Monsoon 

Post 

Monsoon 

70.90 

49.63 

212.70 

453.76 

NA 

NA 

56.72 

155.98 

28.36 

28.36 

517.57 

602.65 

638.10 

425.40 

765.72 

1800.86 

NA 

NA 

503.39 

553.02 

368.68 

382.86 

248.15 

106.35 

42.54 

42.54 

NA 

NA 

382.86 

354.50 

42.54 

56.72 

251.70 

319.05 

155.98 

900.43 

173.71 

120.53 

333.23 

163.07 

28.36 

21.27 

141.80 

666.46 

198.52 

35.45 

272.97 

124.08 

1786.68 

907.52 

35.45 

17.73 

198.52 

294.24 

528.21 

127.62 

42.54 

85.08 

170.16 

148.89 

99.26 

85.08 

113.44 

389.95 

1098.95 

170.16 

49.63 

42.54 

233.97 

159.53 

3030.98 

3722.25 

177.25 

163.07 

241.06 

74.45 

467.94 

950.06 

432.49 

283.60 

35.45 

42.54 

28.36 

28.36 

326.14 

375.77 

NA 

28.36 

219.79 

148.89 

170.16 

141.80 

67.36 

113.44 

666.46 

198.52 

28.36 

28.36 

127.62 

304.87 

35.45 

63.81 

NA 

NA 

283.60 

262.33 

92.17 

70.90 

177.25 

106.35 

85.08 

92.17 

545.93 

524.66 


Monsoon Monsoon Monsoon Monsoon 


311.96 


531.75 

na" 


56.72 
56.72 " 


276.51 
304.87" 


1098.95 

na" 


935.88 

645.19" 


269.42 
31.91" 


NA 

609.74" 


21.27 

248.15 


198.52 

311.96 

226.88 

141.80 

152.44 

347.41 

21.27 

141.80 

475.03 

560.11 

77.99 

42.54 

113.44 

31.91 

1687.42 

2038.38 

120.53 

35.45 

113.44 

219.79 

191.43 

70.90 

42.54 

77.99 

99.26 

113.44 

290.69 

265.88 

233.97 

155.98 

216.25 

1815.04 

262.33 

35.45 

191.43 

219.79 

3491.83 

3243.68 

170.16 

141.80 

99.26 

60.27 

574.29 

627.47 

283.60 

283.60 

138.26 

49.63 

28.36 

35.45 

531.75 

258.79 

35.45 

28.36 

184.34 

166.62 

850.80 

148.89 

152.44 

63.81 

779.90 

570.75 

49.63 

14.18 

489.21 

287.15 

85.08 

70.90 

NA 

NA 

237.52 

241.06 

120.53 

70.90 

794.08 

847.26 

414.77 

467.94 

595.56 

581.38 


49.63 


329.69 

na" 


141.80 
14.18 " 


290.69 
471.49 " 


822.44 

na" 


1315.20 
428.95 " 


134.71 
28.36 " 


_NA 

1729.96 " 


60.27 

62.33 


198.52 

na" 


49.63 
24.82 " 


553.02 
42.54" 


184.34 
1687.42 " 


39.00 
304.87 " 


70.90 
56.72 " 


116.99 
63.81" 


191.43 
439.58 " 


173.71 

131.17" 


2268.80 
280.06 " 


212.70 
414.77 " 


241.06 
39.00 " 


31.91 

219.79" 


35.45 
155.98 " 


439.58 
67.36 " 


202.07 
14.18 " 


99.26 
49.63 " 


_NA 

375.77 " 


88.63 
950.06 " 


106.35 
538.84" 


113.44 

85.08 


439.58 

14.18 


709.00 

49.63 


35.45 

170.16 


39.00 

131.17 


1623.61 

42.54 


180.80 

503.39 


81.54 

1013.87 


39.00 

3279.13 


1949.75 

134.71 


113.44 

1141.49 


382.86 

53.18 


46.09 

106.35 


_NA 

1361.28 


694.82 

1013.87 


127.62 

14.18 


460.85 

49.63 


_NA 

159.53 


99.26 

1006.78 


1396.73 

482.12 


" 2005 1 

Pre 

Monsoon 

Post 

Monsoon 

92.17 

60.27 

397.04 

358.05 

155.98 

127.62 

623.92 

56.72 

17.73 

49.63 

283.60 

1233.66 

3488.28 

957.15 

553.02 

634.56 

NA 

NA 

2226.26 

2977.80 

485.67 

386.41 

255.24 

297.78 

28.36 

28.36 

NA 

NA 

432.49 

212.70 

102.81 

85.08 

177.25 

148.89 

NA 

NA 

120.53 

258.79 

42.54 

134.71 

21.27 

315.51 

726.73 

694.82 

67.36 

53.18 

63.81 

60.27 

1602.34 

1510.17 

31.91 

21.27 

155.98 

21.27 

42.54 

17.73 

85.08 

63.81 

155.98 

145.35 

184.34 

219.79 

319.05 

95.72 

1208.85 

2318.43 

237.52 

31.91 

212.70 

319.05 

2711.93 

3934.95 

145.35 

148.89 

230.43 

81.54 

833.08 

942.97 

205.61 

1056.41 

31.91 

39.00 

53.18 

21.27 

563.66 

482.12 

28.36 

49.63 

304.87 

950.06 

99.26 

1162.76 

737.36 

63.81 

77.99 

17.73 

31.91 

14.18 

148.89 

170.16 

283.60 

35.45 

NA 

NA 

269.42 

350.96 

77.99 

99.26 

928.79 

141.80 

1233.66 

63.81 

510.48 

432.49 


2006 | 

Pre 

Post 

Monsoon 

Monsoon 

67.36 

70.90 

262.33 

198.52 

645.19 

106.35 


70.90 



315.51 

1737.05 

872.07 

1176.94 

95.72 

808.26 

NA 

NA 

1325.83 

1488.90 

219.79 

354.50 

382.86 

414.77 

31.91 

70.90 

NA 

NA 

464.40 

99.26 

92.17 

219.79 

92.17 

141.80 

NA 

NA 

779.90 

212.70 

372.23 

389.95 

315.51 

397.04 

709.00 

886.25 

28.36 

127.62 

95.72 

0.00 

1666.15 

2084.46 

24.82 

21.27 

173.71 

NA 

42.54 

21.27 

42.54 

14.18 

173.71 

226.88 

53.18 

1262.02 

350.96 

141.80 

946.52 

0.00 

496.30 

1418.00 

276.51 

375.77 

6551.16 

3757.70 

148.89 

148.89 

NA 

92.17 

538.84 

4821.20 

421.86 

687.73 

28.36 

56.72 

670.01 

106.35 

233.97 

439.58 

35.45 

35.45 

120.53 

2580.76 

269.42 

2339.70 

191.43 

56.72 

545.93 

907.52 

262.33 

127.62 

42.54 

510.48 

42.54 

113.44 

NA 

NA 

297.78 

340.32 

102.81 

177.25 

553.02 

2339.70 

85.08 

70.90 

418.31 

404.13 


Chloride, mg/I 


2007 | 

Pre 

Monsoon 

Post 

Monsoon 

297.78 

81.54 

1361.28 

127.62 

109.90 

NA 

925.25 

432.49 

21.27 

42.54 

1354.19 

521.12 

1049.32 

1074.14 

99.26 

60.27 

NA 

NA 

2446.05 

42.54 

453.76 

368.68 

673.55 

361.59 

35.45 

31.91 

NA 

NA 

304.87 

233.97 

141.80 

141.80 

233.97 

244.61 

NA 

NA 

393.50 

329.69 

NA 

382.86 

241.06 

287.15 

857.89 

1070.59 

106.35 

145.35 

155.98 

152.44 

1588.16 

1666.15 

31.91 

24.82 

1318.74 

163.07 

42.54 

453.76 

70.90 

63.81 

233.97 

145.35 

219.79 

163.07 

329.69 

56.72 

NA 

1971.02 

698.37 

1332.92 

290.69 

276.51 

4254.00 

3474.10 

177.25 

155.98 

198.52 

152.44 

120.53 

63.81 

542.39 

482.12 

42.54 

226.88 

173.71 

88.63 

70.90 

99.26 

42.54 

28.36 

209.16 

1985.20 

2516.95 

2240.44 

230.43 

35.45 

205.61 

17.73 

24.82 

14.18 

81.54 

99.26 

35.45 

77.99 

NA 

NA 

382.86 

368.68 

88.63 

163.07 

124.08 

386.41 

251.70 

414.77 

365.14 

694.82 


j 2008 ! 

Pre 

Monsoon 

Post 

Monsoon 

138.26 

63.81 

322.60 

304.87 

134.71 

NA 

755.09 

1233.66 

28.36 

24.82 

92.17 

748.00 

NA 

NA 

450.22 

67.36 

NA 

NA 

99.26 

NA 

425.40 

NA 

333.23 

14548.68 

28.36 

NA 

NA 

NA 

829.53 

262.33 

99.26 

99.26 

109.90 

148.89 

NA 

NA 

244.61 

NA 

482.12 

358.05 

265.88 

NA 

829.53 

825.99 

432.49 

120.53 

131.17 

NA 

177.25 

NA 

88.63 


99.26 

00 

o 

LO 

00 

120.53 

85.08 

56.72 

187.89 

184.34 

NA 

109.90 

NA 

74.45 

NA 

1169.85 

1276.20 

748.00 

NA 

255.24 

NA 

3420.93 

NA 

212.70 

187.89 

241.06 

NA 

1028.05 

1091.86 

446.67 

368.68 

35.45 

31.91 

56.72 

56.72 

1340.01 

NA 

56.72 

NA 

1425.09 

NA 

411.22 

499.85 

56.72 

NA 

205.61 

NA 

24.82 

NA 

244.61 

NA 

35.45 

35.45 

NA 

NA 

127.62 

NA 

42.54 

85.08 

1531.44 

1744.14 

283.60 

67.36 

368.68 

425.40 


2009 | 

Pre 

Monsoon 

Post 

Monsoon 

NA 

53.18 

NA 

223.34 

NA 

NA 

NA 

301.33 

NA 

28.36 

NA 

1403.82 

NA 

NA 

NA 

896.89 

NA 

NA 

NA 

205.61 

NA 

365.14 

NA 

350.96 

NA 

39.00 

NA 

NA 

NA 

425.40 

NA 

49.63 

NA 

184.34 

NA 

NA 

NA 

NA 

NA 

811.81 

NA 

287.15 

NA 

857.89 

NA 

21.27 

NA 

NA 

NA 

1659.06 

NA 

35.45 

NA 

191.43 

NA 

120.53 

NA 

63.81 

NA 

131.17 

NA 

202.07 

NA 

251.70 

NA 

1006.78 

NA 

443.13 

NA 

NA 

NA 

NA 

NA 

163.07 

NA 

NA 

NA 

1003.24 

NA 

347.41 

NA 

31.91 

NA 

67.36 

NA 

627.47 

NA 

NA 

NA 

233.97 

NA 

397.04 

NA 

NA 

NA 

280.06 

NA 

10.64 

NA 

170.16 

NA 

35.45 

NA 

NA 

NA 

NA 

NA 

248.15 

NA 

173.71 

NA 

684.19 

NA 

418.31 


Pre 

Monsoon 

Post 

Monsoon 

74.45 

63.81 

269.42 

531.75 

NA 

21.27 

173.71 

893.34 

21.27 

49.63 

106.35 

170.16 

NA 

354.50 

63.81 

467.94 

NA 

NA 

155.98 

35.45 

680.64 

375.77 

368.68 

418.31 

42.54 

49.63 

NA 

NA 

77.99 

191.43 

70.90 

85.08 

233.97 

446.67 

524.66 

397.04 

NA 

226.88 

141.80 

42.54 

226.88 

297.78 

141.80 

829.53 

21.27 

21.27 

NA 

92.17 

319.05 

2339.70 

641.65 

1020.96 

283.60 

191.43 

673.55 

56.72 

70.90 

77.99 

170.16 

120.53 

574.29 

567.20 

329.69 

609.74 

1332.92 

155.98 

283.60 

375.77 

NA 

248.15 

NA 

2197.90 

177.25 

163.07 

NA 

141.80 

843.71 

1191.12 

467.94 

482.12 

1049.32 

35.45 

77.99 

35.45 

467.94 

389.95 

NA 

56.72 



354.50 

1971.02 

NA 

56.72 

184.34 

241.06 

56.72 

14.18 

475.03 

304.87 

49.63 

28.36 

NA 

NA 

NA 

595.56 

248.15 

226.88 

49.63 

1233.66 

241.06 

106.35 

382.86 

397.04 


AMLI 

1893.03 

1992.29 

2041.92 

1311.65 

1446.36 

152.44 

978.42 

NA 

1084.77 

921.70 

248.15 

673.55 

531.75 

514.03 

524.66 

613.29 

535.30 

1194.67 

2063.19 

1985.20 

2144.73 

1885.94 

NA 

NA 

811.81 

49.63 

1864.67 

ANOPPURA 

99.26 

53.18 

95.72 

56.72 

70.90 

49.63 

46.09 

53.18 

70.90 

70.90 

99.26 

63.81 

241.06 

42.54 

49.63 

116.99 

138.26 

85.08 

77.99 

70.90 

70.90 

92.17 

67.36 

NA 

70.90 

92.17 

99.26 


163.07 

389.95 


102.81 

652.28 


28.36 

56.72 


1878.85 

60.27 


592.02 

2410.60 


116.99 

542.39 

592.02 

542.39 


531.75 
308.42 ' 


1315.20 
106.35 ' 


549.48 
46.09 ' 



88.63 

63.81 

560.11 

471.49 



NA 

77.99 

141.80 

127.62 


2112.82 

39.00 


340.32 

570.75 


3190.50 

354.50 

148.89 

70.90 


1262.02 

113.44" 


74.45 
389.95 " 


46.09 
191.43 " 


13.44 

92.17" 


127.62 
297.78 " 


145.35 

49.63 

141.80 

326.14 


563.66 

872.07 

99.26 

46.09 


333.23 
2034.83 " 


1488.90 

138.26" 


_NA 

216.25" 


712.55 
46.09 " 


219.79 
205.61" 


116.99 

811.81" 


NA 

1552.71 " 


67.36 
343.87" 


786.99 

1074.14" 


1037.62 
21.27" 


31.91 

751.54" 


818.90 
907.52 ' 


287.15 
173.71' 


63.81 
35.45 ' 


1059.96 
198.52 ' 


191.43 
8791.60 ' 


1474.72 

2212.08" 


1134.40 

170.16" 


NA 
49.63 " 


1091.86 

56.72" 


538.84 
850.80" 


631.01 
950.06 " 


106.35 

1013.87" 


730.27 

92.17" 


49.63 

92.17" 


950.06 

531.75" 


1155.67 
992.60" 


155.98 
120.53 " 


808.26 
67.36" 


70.9 

70.9 


482.12 
361.59 " 


_NA 

NA 


187.89 

620.38 


_NA 

1616.52 


_NA 

70.90 


14.18 

1297.47 


3775.43 

755.09 


77.99 

489.21 


935.88 

439.58 


1815.04 
467.94' 


1332.92 

1262.02 


535.30 

120.53 

467.94 

326.14 


NA 

443.13 

NA 

88.63 


985.51 
1460.54' 


0.00 
85.08 ' 


202.07 
446.67 ' 


1134.40 

496.30 


219.79 

56.72 


517.57 

106.35 


BHATEWAR 

1737.05 

1418.00 

1453.45 

1265.57 

1503.08 

1215.94 

1035.14 

NA 

1219.48 

1056.41 

921.70 

918.16 

14.18 

801.17 

861.44 

28.36 

24.82 

31.91 

2127.00 

67.36 

######## 

131.17 

NA 

NA 

109.90 

70.90 

1290.38 

BHAWANA 

251.70 

503.39 

397.04 

553.02 

489.21 

248.15 

588.47 

336.78 

44.31 

446.67 

248.15 

251.70 

184.34 

251.70 

131.17 

106.35 

113.44 

35.45 

1843.40 

1176.94 

31.91 

14.18 

35.45 

NA 

776.36 

1503.08 

85.08 


































































































































































































































































































































































































































































































































BORIYAPURA 

CHANDRAS 


DEORIYA 

DHUWALA 


GORKHIA 

HALED 


JHOOMPURA 

JOGRANS 


KHEMANA 

KOCHARIYA 


KUATHAL 

KUNDWA 


MADARIYA 

MANDAL 


NANANA 

NANDRAI 


NAVALPURA KA KHERA 
NIMBAHEDA JATAN 


RACHHETIKAKHERA 

RAIPUR 


RAISINGHPURA 

RAMA 


TOONGACH 

Sub Basin: Mashi 


ARAIN 
BACHERA 


BAGRU RAWAN Pz. 
BALAPURA 


BANDARSINDRI 

Bandhbalaji 


BANWARA 
BARKABALAJI Pz. 


BEGUS _ 

BHAMOLAV 


BHANKROTA 

BHOGADIT 


_ Chloride, mg/I _ 

1984 1985 1986 1987 1988 1989 1990 1991 1992 1993 1994 1995 1996 

Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post 

Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 


_19 

Pre 

Monsoon 

46.09 


BIYANA 

796.21 

633.85 

35.45 

0.00 

0.00 

493.46 

586.34 

691.28 

794.44 

316.57 

574.65 

316.57 

464.40 

319.05 

673.55 

553.02 

740.91 

467.94 

106.35 

70 

90 

148.89 

1 

06.35 

95.72 

81.54 

116.99 

77.99 

148.89 

BORANA 

NA 

NA 

127.27 

106.35 

141.80 

98.55 

127.27 

NA 

105.29 

98.20 

85.08 

52.82 

85.08 

42.54 

63.81 

106.35 

88.63 

95.72 

99.26 

70 

.90 

134.71 


63.81 

95.72 

49.63 

102.81 

81.54 

92.17 


1608.01 
234.68' 


2318.43 
241.06 ' 


1715.78 

na" 


1438.92 
259.85 ' 


1715.78 
255.24" 


1120.22 
262.33 ' 


1673.24 

262.33" 


1013.87 

255.24' 


1340.01 

276.51" 


1127.31 

226.88' 


1013.87 
194.98 ' 


1389.64 
258.79 " 


1347.10 
127.62 " 


1552.71 

na" 


68.68 

63.8 

67.36 

70.9 


1063.50 

92.17' 


1325.83 

92.17" 


1354.19 

92.17" 


1269.11 
63.81' 


1240.75 

113.44' 


1311.65 
70.90" 


1368.37 
60.27 " 


1127.31 
63.81' 


1403.82 

262.33" 


MEJA 

NA 

MOKHANDA 

NA 


66.26 

74. 

70.19 

67. 



NA 

NA 

475.03 

538.84 


2268.80 

653.34" 



426.46 

NA 

NA 

631.72 



77.99 

411.22' 


311.96 

1262.02' 


404.13 
794.08' 


99.26 
347.41' 


411.22 

1347.10' 


198.52 
836.62 ' 



425.40 

287.15 

NA 

694.82 



297.78 

361.59 

701.91 

56.72 



2.84 

31.9 

0.53 

39.0 


NA 

NA 

276.51 

241.06 


NA 

NA 

NA 

203.48 


63.81 

77.99 

343.87 

297.78 


AKODIA 

NA 

ALMAS 

NA 


2765.10 

na' 


_NA 

na" 


2233.35 
319.05 " 


NA 

NA 

4254.00 

NA 


2268.80 

na" 


1956.84 

na' 


_NA 

na" 


1985.20 

na" 


NA 

3601.72" 


NA 

na" 


_NA 

3722.25 


2020.65 

NA 


NA 

660.08 

3509.55 

3474.10 


2552.40 

na' 


2747.38 

701.56 


_NA 

3013.25" 


2729.65 

na" 


380.02 

3432.27 


531.75 

865.69 


194.98 

683.48 

3580.45 

3545.00 


724.24 
3722.25 " 


2587.85 
1383.97 " 


NA 

3775.43 " 


NA 

na" 


_NA 

3367.75 " 


1978.11 
2957.59 " 


75.51 

3988.13 


2073.83 

3239.07 


545.93 

102.10 

1134.40 

4324.90 


2162.45 
2979.22 ' 


2765.10 

3961.18' 


428.95 
4041.30' 


2960.08 

3130.24' 


_NA 

4750.30 


3615.90 

NA 


| 28.36 

120.53 

NA 

5742.90 


3934.95 

155.98" 


4289.45 
3934.95 ' 


_NA 

1382.55 " 



NA 

NA 

616.83 

NA 


77.99 

na" 


_NA 

na" 


_NA 

99.26" 


_NA 

1807.95 " 


92.17 

NA 


_NA 

NA 


_NA 

NA 


_NA 

3084.15 



NA 

NA 

1191.12 

2509.86 


35.45 

NA 


_NA 

NA 


_NA 

524.66 


_NA 

2516.95 



NA 

110.96 

NA 

NA 


_NA 

418.31" 


_NA 

1247.84 " 


NA 
503.39 " 


NA 

2339.70" 


NA 
424.69 ' 


96.78 
1460.54' 


49.63 
32.97 " 


120.53 

na" 


_NA 

375.77 " 


_NA 

1290.38 " 


42.54 

47.15 


97.84 

NA 


_NA 

397.04 


_NA 

2127.00 



! 120.53 

NA 

NA 

54.59 


_NA 

347.41" 


_NA 

1325.83 " 


NA 

404.13" 


68.06 
1240.75 " 


70.19 

368.68 


46.79 

1276.20 


81.54 

41.83 


88.63 

56.72 


69.48 

362.30 


63.81 

2321.98 


NA 

35.45 

70.90 

2091.55 


1418.00 

269.42 


DANGRI 

NA 

NA 

170.87 

226.88 

184.34 

620.73 

241.06 

NA 

305.22 

617.54 

34.03 

161.65 

134.71 

NA 

124.08 

163.07 

333.23 

443.13 

155.98 3 

33.23 

35 

ESI 

503.39 

333.23 

56.72 

283.60 

581.38 

333.23 

DARIBA 

NA 

NA 

28.36 

36.16 

14.18 

59.20 

30.13 

NA 

24.46 

56.01 

26.94 

44.67 

35.45 

77.99 

70.90 

92.17 

74.45 

70.90 

63.81 

60.27 

53 

iHB 

63.81 

63.81 

77.99 

39.00 

120.53 

39.00 


DIDWANA 

154.92 

158.46 

298.14 

NA 

73.03 

261.27 

419.73 

113.44 

340.32 

168.39 

73.38 

57.78 

85.08 

35.45 

70.90 

42.54 

113.44 

24.82 

99.26 

70.90 

177.25 

28.36 

88.63 

60.27 

99.26 

28.36 

77.99 

GALYAWADI 

NA 

NA 

867.82 

NA 

1573.98 

NA 

1125.54 

NA 

1252.80 

737.01 

1037.98 

804.36 

794.08 

1226.57 

106.35 

531.75 

1084.77 

NA 

1091.86 

1063.50 

1123.77 

1276.20 

1949.75 

2215.63 

1666.15 

1651.97 

1240.75 


JAKRA 

108.83 

86.85 

420.79 

NA 

49.28 

116.99 

125.49 

127.27 

123.72 

124.43 

119.82 

124.43 

138.26 

21.27 

102.81 

NA 

113.44 

77.99 

134.71 

148.89 

148.89 

116.99 

145.35 

166.62 

180.80 

124.08 

113.44 

JHAROL 

NA 

120.53 

93.94 

127.62 

NA 

58.49 

90.40 

NA 

91.11 

56.01 

88.63 

88.98 

85.08 

85.08 

99.26 

319.05 

88.63 

88.63 

85.08 

67.36 

74.45 

85.08 

77.99 

70.90 

116.99 

705.46 

39.00 


1255.29 
864.98 ' 


KALESARIYA 

221.21 

235.74 

85.79 

NA 

146.41 

254.53 

171.93 

165.20 

168.39 

272.61 

193.20 

299.55 

99.26 

191.43 

145.35 

NA 

184.34 

326.14 

184.34 

255.24 

191.43 

127.62 

308.42 

354.50 

276.51 

343.87 

347.41 

KAMERI 

105.64 

61.68 

18.43 

25.17 

NA 

254.53 

142.51 

37.93 

NA 

117.69 

76.57 

117.69 

233.97 

163.07 

212.70 

NA 

180.80 

223.34 

120.53 

106.35 

170.16 

184.34 

138.26 

191.43 

148.89 

205.61 

152.44 


1120.22 

209.16' 


KODUKOTA 

241.77 

258.08 

233.97 

205.96 

212.70 

243.19 

227.94 

NA 

147.47 

238.58 

154.92 

302.74 

198.52 

262.33 

177.25 

269.42 

343.87 

311.96 

297.78 

350.96 

138.26 

375.77 

389.95 

74.45 

166.62 

436.04 

372.23 

KOSITHAL 

244.96 

268.00 

304.87 

361.94 

354.50 

201.36 

271.19 

NA 

330.04 

189.66 

153.14 

108.83 

326.14 

354.50 

269.42 

255.24 

319.05 

191.43 

241.06 

276.51 

329.69 

340.32 

63.81 

308.42 

138.26 

287.15 

368.68 


LADOOWAS 

37.22 

NA 

244.61 

226.88 

NA 

270.13 

219.08 

522.53 

224.75 

273.67 

268.71 

238.58 

248.15 

255.24 

67.36 

361.59 

379.32 

485.67 

276.51 

280.06 

287.15 

NA 

368.68 

365.14 

329.69 

411.22 

326.14 

LUHARIYA 

NA 

NA 

83.66 

134.71 

NA 

204.55 

102.81 

NA 

123.01 

196.39 

108.83 

71.96 

120.53 

70.90 

106.35 

85.08 

124.08 

85.08 

124.08 

85.08 

120.53 

198.52 

141.80 

95.72 

152.44 

85.08 

173.71 


517.57 

329.69 

198.52 

205.61 


NARAYAN KHERA 

I 154.92 

197.81 

210.93 

148.89 

212.70 

339.61 

244.61 

NA 

129.75 

330.04 

156.69 

29.78 

170.16 

170.16 

184.34 

205.61 

202.07 

216.25 

248.15 

177.25 

297.78 

184.34 

255.24 

205.61 

311.96 

202.07 

212.70 

NARDAS KAGURA 

71.61 

85.08 

23.40 

NA 

68.06 

48.21 

92.88 

89.33 

85.79 

84.02 

97.84 

107.77 

56.72 

95.72 

102.81 

NA 

92.17 

81.54 

70.90 

113.44 

85.08 

56.72 

63.81 

106.35 

99.26 

116.99 

106.35 


PANSAL 

NA 

NA 

666.46 

79.41 

99.26 

97.13 

107.06 

NA 

119.47 

98.20 

80.83 

158.11 

134.71 

191.43 

134.71 

233.97 

148.89 

212.70 

134.71 

163.07 

180.80 

482.12 

177.25 

226.88 

152.44 

319.05 

166.62 

PARDI 

61.33 

275.45 

55.66 

0.00 

44.31 

62.04 

51.40 

36.16 

37.93 

38.64 

59.91 

38.64 

39.00 

49.63 

53.18 

0.00 

70.90 

46.09 

63.81 

77.99 

49.63 

42.54 

49.63 

49.63 

63.81 

46.09 

49.63 



RERWAS 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

54.59 

82.60 

77.99 

NA 

NA 

106.35 

92.17 

120.53 

95.72 

88.63 

77.99 

102.81 

102.81 

99.26 

74.451 1 

20.53 

99.26 

SANGREV 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1174.10 

1305.62 

1077.68 

NA 

1453.45 

1644.88 

1368.37 

319.05 

NA 

1836.31 

1432.18 

2516.95 

1790.23 

2587.85 

e mssm 

97.59 

49.63 


SAWAIPUR 

NA 

130.81 

85.08 

151.73 

155.98 

211.99 

160.94 

NA 

158.11 

175.48 

173.71 

207.74 

191.43 

226.88 

148.89 

262.33 

230.43 

255.24 

248.15 

226.88 

262.33 

255.24 

212.70 

184.34 

170.16 

301.33 

191.43 

SOLANKIO KAGURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

21.27 


TASWARIYA 

173.71 

NA 

NA 

621.79 

531.75 

833.78 

676.74 

NA 

449.15 

828.11 

511.90 

835.20 

684.19 

1035.14 

730.27 

28.36 

889.80 

1038.69 

NA 

680.64 

418.31 

1198.21 

875.62 

2041.92 

560.11 

1109.59 

1758.32 

TEEKAR 

0.00 

231.84 

0.00 

23.40 

34.03 

221.92 

49.99 

39.35 

6.03 

50.34 

46.79 

46.09 

49.63 

134.71 

95.72 

70.90 

56.72 

56.72 

85.08 

63.81 

56.72 

74.45 

77.99 

70.90 

77.99 

77.99 

63.81 


212.70 
5459.30' 


3828.60 

226.88' 


106.35 

6026.50 


3509.55 

957.15 


BAGRI* 

NA 

241.06 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

3028.85 

NA 

60.97 

NA 

80.83 

0.00 

NA 

NA 

211.28 

21.27 

122.66 

92.17 

NA 

1240.75 

NA 

276.51 

35.45 

BAGRU 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

496.66 

NA 

466.52 

NA 

40.77 

NA 

116.99 

NA 

1120.22 

NA 

517.57 

NA 

155.98 

170.16 

141.80 


652.28 

1198.21' 


BAMORIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

161.30 

NA 

NA 

NA 

408.38 

NA 

39.00 

NA 

120.53 

NA 

NA 

NA 

NA 

56.72 

170.16 

BANASTHALI 

NA 

2505.96 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

774.23 

NA 

NA 

152.79 

NA 

NA 

NA 

113.44 

129.39 

35.45 

NA 

155.98 

113.44 

120.53 

77.99 


148.89 

219.79 

49.63 

42.54 


NA 

248.15 

1481.81 

2073.83 


BICHUN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

213.41 

263.75 

222.27 

NA 

142.86 

NA 

170.52 

192.49 

166.62 

NA 

163.07 

NA 

1687.42 

35.45 

283.60 

BINDAYAKA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

60.97 

32.97 

NA 

NA 

40.77 

NA 

31.20 

31.20 

76.57 

NA 

42.54 

NA 

85.08 

49.63 

42.54 


BORKHANDI 

NA 

241.06 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

236.10 

NA 

243.90 

269.42 

538.84 

836.62 

NA 

NA 

584.93 

340.32 

415.12 

517.57 

NA 

49.63 

NA 

652.28 

652.28 

CHAKWARA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

60.62 

NA 

115.57 

NA 

54.59 

309.48 

42.54 

NA 

42.54 

NA 

56.72 

99.26 

35.45 

























































































































































































































































































































































































































































































































Chloride, mg/I 


Location 

97 

| 1998 I 

| 1999 | 

| 2000 

| 2001 | 

| 2002 | 

| 2003 | 

| 2004 i 

j 2005 | 

| 2006 | 

| 2007 | 

| 2008 j 

| 2009 | 

| 2010 | 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 


Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

BHILWARA 

85.08 

63.81 

74.45 

53.18 

106.35 

1155.67 

790.54 

74.45 

226.88 

1169.85 

864.98 

212.70 

290.69 

92.17 

726.73 

31.91 

77.99 

99.26 

56.72 

39.00 

31.91 

124.08 

NA 

NA 

56.72 

77.99 

70.90 

BIYANA 

60.27 

124.08 

116.99 

191.43 

163.07 

226.88 

248.15 

358.05 

106.35 

248.15 

319.05 

269.42 

269.42 

251.70 

226.88 

241.06 

63.81 

60.27 

283.60 

389.95 

191.43 

248.15 

191.43 

NA 

219.79 

248.15 

184.34 

BORANA 

49.63 

102.81 

92.17 

92.17 

56.72 

NA 

99.26 

NA 

17.73 

113.44 

127.62 

102.81 

113.44 

70.90 

120.53 

428.95 

230.43 

141.80 

113.44 

340.32 

230.43 

102.81 

NA 

NA 

272.97 

155.98 

70.90 

BORIYAPURA 

1573.98 

1687.42 

1361.28 

1205.30 

255.24 

1446.36 

NA 

1262.02 

436.04 

1098.95 

1098.95 

748.00 

1120.22 

730.27 

475.03 

928.79 

350.96 

1538.53 

1545.62 

978.42 

957.15 

2889.18 

NA 

NA 

790.54 

1070.59 

2056.10 

CHANDRAS 

233.97 

255.24 

255.24 

219.79 

212.70 

230.43 

230.43 

155.98 

152.44 

184.34 

141.80 

155.98 

163.07 

205.61 

294.24 

319.05 

400.59 

230.43 

283.60 

340.32 

368.68 

315.51 

304.87 

NA 

212.70 

120.53 

134.71 

DANGRI 

684.19 

478.58 

148.89 

311.96 

397.04 

297.78 

233.97 

NA 

439.58 

1999.38 

2127.00 

2428.33 

283.60 

329.69 

276.51 


56.72 

602.65 

106.35 

1020.96 

120.53 

42.54 

NA 

NA 


56.72 


DARIBA 

60.27 

85.08 

70.90 

63.81 

63.81 

49.63 

56.72 

NA 

35.45 

524.66 

70.90 

127.62 

113.44 

1109.59 

95.72 

70.90 

0.00 

336.78 

113.44 

116.99 

106.35 


NA 

NA 


120.53 


DEORIYA 

499.85 

432.49 

503.39 

439.58 

255.24 

24.82 

517.57 

148.89 

375.77 

28.36 

14.18 

92.17 

42.54 

99.26 

14.18 

113.44 

10.64 

659.37 

28.36 

39.00 

35.45 

46.09 


NA 

358.05 

77.99 

517.57 

DHUWALA 

475.03 

116.99 

77.99 

180.80 

28.36 

56.72 

265.88 

70.90 

191.43 

49.63 

42.54 

35.45 

475.03 

56.72 

389.95 

262.33 

163.07 

63.81 

886.25 

655.83 

687.73 

92.17 


NA 

85.08 

99.26 

283.60 

DIDWANA 

42.54 

74.45 

28.36 

92.17 

35.45 

184.34 

106.35 

134.71 

28.36 

113.44 

56.72 

134.71 

49.63 

329.69 

106.35 

194.98 


102.81 

77.99 

85.08 

63.81 

141.80 

106.35 

NA 

99.26 

85.08 

63.81 

GALYAWADI 

1340.01 

187.89 

1247.84 

276.51 

1432.18 

404.13 

538.84 

191.43 

496.30 

609.74 

1219.48 

1410.91 

113.44 

216.25 

1758.32 

223.34 

39.00 

14.18 

1503.08 

386.41 

131.17 

1446.36 

NA 

NA 

120.53 

957.15 

588.47 

GORKHIA 

102.81 

81.54 

77.99 

67.36 

95.72 

109.90 

102.81 

155.98 

77.99 

42.54 

63.81 

70.90 

NA 

432.49 

219.79 

24.82 

14.18 

46.09 

49.63 

106.35 

209.16 

28.36 

NA 

NA 

131.17 

49.63 

85.08 

HALED 

NA 

NA 

NA 

NA 

NA 

755.09 

758.63 

343.87 

31.91 

######## 

141.80 

2765.10 

4094.48 

3970.40 

4236.28 

4360.35 

301.33 

198.52 

3261.40 

946.52 

320.82 

574.29 

NA 

NA 

1673.24 


HS 

JAKRA 

124.08 

194.98 

127.62 

191.43 

198.52 

198.52 

124.08 

155.98 

56.72 

184.34 

170.16 

141.80 

155.98 

24.82 

85.08 

85.08 

212.70 

28.36 

127.62 

237.52 

191.43 

262.33 

191.43 

NA 

141.80 

283.60 

177.25 

JHAROL 

290.69 

308.42 

248.15 

233.97 

382.86 

248.15 

265.88 

389.95 

404.13 

198.52 

219.79 

311.96 

226.88 

389.95 

322.60 

393.50 

599.11 

248.15 

155.98 

14.18 

124.08 

230.43 

NA 

NA 

350.96 

56.72 

85.08 

JHOOMPURA 

382.86 

319.05 

283.60 

180.80 

311.96 

152.44 

287.15 

184.34 

290.69 

283.60 

262.33 

88.63 

397.04 

216.25 

262.33 

503.39 

262.33 

276.51 

1318.74 

354.50 

297.78 

322.60 

NA 

NA 

333.23 

99.26 

283.60 

JOGRANS 

326.14 

804.72 

595.56 

709.00 

496.30 

545.93 

648.74 

NA 

730.27 

588.47 

1106.04 

56.72 

14.18 

35.45 

584.93 

28.36 

563.66 

528.21 

92.17 

53.18 

786.99 

691.28 

NA 

NA 

563.66 

503.39 

531.75 

KALESARIYA 

375.77 

379.32 

NA 

340.32 

333.23 

301.33 

212.70 

205.61 

304.87 

212.70 

205.61 

212.70 

63.81 

180.80 

155.98 

212.70 

446.67 

205.61 

290.69 

265.88 

517.57 

290.69 

400.59 

NA 

538.84 

283.60 

673.55 

KAMERI 

155.98 

127.62 

NA 

134.71 

198.52 

226.88 

28.36 

141.80 

269.42 

155.98 

198.52 

42.54 

49.63 

49.63 

42.54 

85.08 

56.72 

21.27 

588.47 

99.26 

70.90 

709.00 

202.07 

NA 

517.57 

134.71 

425.40 

KHEMANA 

1169.85 

1056.41 

989.06 

850.80 

666.46 

691.28 

645.19 

NA 

822.44 

744.45 

673.55 

1162.76 

1134.40 

1155.67 

620.38 

67.36 

1694.51 

808.26 

1588.16 

28.36 

567.20 

35.45 

NA 

NA 


28.36 

460.85 

KOCHARIYA 

365.14 

212.70 

216.25 

46.09 

56.72 

46.09 

159.53 

NA 

95.72 

99.26 

106.35 

120.53 

21.27 

49.63 

10.64 

124.08 

281.83 

180.80 

290.69 

21.27 

272.97 

191.43 

NA 

NA 


255.24 

21.27 

KODUKOTA 

404.13 

315.51 

166.62 

NA 

202.07 

NA 

NA 

NA 

106.35 

212.70 

70.90 

28.36 

21.27 

21.27 

42.54 

14.18 

14.18 

14.18 

212.70 

49.63 

39.00 

21.27 

NA 

NA 

31.91 

42.54 

21.27 

KOSITHAL 

209.16 

31.91 

63.81 

106.35 

77.99 

NA 

NA 

NA 

120.53 

113.44 

319.05 

418.31 

638.10 

375.77 

212.70 

53.18 

106.35 

173.71 

361.59 

116.99 

42.54 

272.97 

NA 

NA 

120.53 

361.59 

170.16 

KUATHAL 

673.55 

375.77 

NA 

482.12 

521.12 

389.95 

170.16 

425.40 

368.68 

361.59 

364.43 

28.36 

241.06 

241.06 

35.45 

262.33 

21.27 

42.54 

368.68 

350.96 

404.13 

609.74 

450.22 

NA 

602.65 

609.74 

475.03 

KUNDWA 

230.43 

248.15 

NA 

262.33 

499.85 

485.67 

453.76 

496.30 

241.06 

120.53 

56.72 

354.50 

326.14 

148.89 

326.14 

283.60 

517.57 

499.85 

389.95 

248.15 

411.22 

453.76 

102.81 

NA 

602.65 

92.17 

436.04 

LADOOWAS 

326.14 

322.60 

297.78 

283.60 

269.42 

1020.96 

361.59 

NA 

581.38 

460.85 

886.25 

510.48 

85.08 

592.02 

24.82 

482.12 

297.78 

577.84 

56.72 

652.28 

31.91 

365.14 

NA 

NA 

304.87 

475.03 

14.18 

LUHARIYA 

152.44 

198.52 

191.43 

184.34 

141.80 

170.16 

134.71 

145.35 

127.62 

545.93 

290.69 

333.23 

85.08 

88.63 

85.08 

116.99 

106.35 

202.07 

170.16 

NA 

255.24 

187.89 

NA 

NA 

155.98 

319.05 

382.86 

MADARIYA 

202.07 

350.96 

NA 

163.07 

198.52 

155.98 

241.06 

120.53 

177.25 

226.88 

262.33 

127.62 

70.90 

95.72 

70.90 

70.90 

134.71 

138.26 

297.78 

187.89 

198.52 

120.53 

198.52 

NA 

141.80 

297.78 

510.48 

MANDAL 

77.99 

56.72 

NA 

NA 

NA 

NA 

NA 

NA 

326.14 

49.63 

49.63 

971.33 

14.18 

2070.28 

63.81 

49.63 

28.36 

198.52 

170.16 

88.63 

56.72 

1169.85 

NA 

NA 

70.90 

248.15 

35.45 

MEJA 

464.40 

148.89 

340.32 

205.61 

340.32 

304.87 

379.32 

531.75 

439.58 

446.67 

475.03 

673.55 

418.31 

570.75 

609.74 

60.27 

535.30 

528.21 

14.18 

4750.30 

535.30 

496.30 

NA 

NA 

570.75 

538.84 

623.92 

MOKHANDA 

556.57 

808.26 

272.97 

709.00 

113.44 

329.69 

95.72 

NA 

85.08 

212.70 

77.99 

70.90 

70.90 

290.69 

49.63 

134.71 

70.90 

42.54 

226.88 

53.18 

49.63 

42.54 

NA 

NA 

60.27 

290.69 

35.45 

NANANA 

230.43 

198.52 

NA 

184.34 

226.88 

233.97 

198.52 

233.97 

99.26 

120.53 

77.99 

141.80 

77.99 

92.17 

85.08 

187.89 

56.72 

28.36 

177.25 

205.61 

198.52 

262.33 

265.88 

NA 

283.60 

262.33 

170.16 

NANDRAI 

244.61 

631.01 

244.61 

184.34 

170.16 

694.82 

28.36 

648.74 

85.08 

765.72 

28.36 

163.07 

92.17 

404.13 

70.90 

67.36 

67.36 

776.36 

652.28 

506.94 

226.88 

106.35 

39.00 

NA 

588.47 

233.97 

85.08 

NARAYAN KHERA 

198.52 

248.15 

113.44 

244.61 

184.34 

311.96 

244.61 

432.49 

170.16 

432.49 

283.60 

407.68 

241.06 

563.66 

166.62 

531.75 

70.90 

443.13 

141.80 

368.68 

95.72 

531.75 

NA 

NA 


361.59 

212.70 

NARDAS KAGURA 

92.17 

95.72 

99.26 

113.44 

131.17 

113.44 

113.44 

106.35 

113.44 

92.17 

99.26 

92.17 

141.80 

85.08 

77.99 

46.09 

155.98 

202.07 

113.44 

148.89 

141.80 

127.62 

166.62 

NA 


134.71 

170.16 

NAVALPURA KA KHERA 

63.81 

56.72 

NA 

28.36 

21.27 

24.82 

272.97 

21.27 

21.27 

517.57 

397.04 

14.18 

205.61 

53.18 

1304.56 

382.86 

124.08 

159.53 

382.86 

148.89 

287.15 

290.69 

NA 

NA 

212.70 

184.34 

1205.30 

NIMBAHEDA JATAN 

404.13 

255.24 

138.26 

NA 

163.07 

NA 

205.61 

NA 

152.44 

155.98 

177.25 

120.53 

794.08 

407.68 

49.63 

70.90 

375.77 

248.15 

1219.48 

152.44 

248.15 

857.89 

NA 

NA 

460.85 

872.07 

623.92 

PANSAL 

241.06 

202.07 

212.70 

191.43 

251.70 

212.70 

219.79 

191.43 

262.33 

219.79 

212.70 

28.36 

283.60 

340.32 

453.76 

322.60 

106.35 

418.31 

354.50 

361.59 

343.87 

28.36 

NA 

NA 

17.73 

340.32 

319.05 

PARDI 

35.45 

56.72 

NA 

49.63 

42.54 

63.81 

31.91 

56.72 

35.45 

70.90 

35.45 

28.36 

127.62 

24.82 

28.36 

31.91 

42.54 

46.09 

70.90 

81.54 

92.17 

113.44 

155.98 

NA 


77.99 

49.63 

RACHHETIKAKHERA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RAIPUR 

304.87 

308.42 

198.52 

134.71 

184.34 

102.81 

85.08 

NA 

233.97 

120.53 

148.89 

173.71 

262.33 

230.43 

42.54 

202.07 

358.05 

1198.21 

262.33 

340.32 

308.42 

581.38 

NA 

NA 

365.14 

567.20 

489.21 

RAISINGHPURA 

56.72 

67.36 

42.54 

81.54 

113.44 

NA 

60.27 

NA 

92.17 

574.29 

35.45 

836.62 

850.80 

751.54 

198.52 

545.93 

124.08 

425.40 

141.80 

226.88 

389.95 

49.63 

46.09 

NA 

241.06 

106.35 

49.63 

RAMA 

269.42 

248.15 

336.78 

347.41 

538.84 

432.49 

382.86 

382.86 

460.85 

155.98 

163.07 

180.80 

1106.04 

1102.50 

223.34 

216.25 

21.27 

49.63 

1488.90 

680.64 

368.68 

762.18 

NA 

NA 

340.32 

801.17 

751.54 

RERWAS 

99.26 

77.99 

70.90 

56.72 

49.63 

49.63 

42.54 

42.54 

49.63 

49.63 

77.99 

35.45 

42.54 

31.91 

74.45 

88.63 

77.99 

63.81 

35.45 

106.35 

85.08 

42.54 

49.63 

NA 

124.08 

166.62 

134.71 

SANGREV 

1751.23 

95.72 

1815.04 

1637.79 

2446.05 

21.27 

24.82 

NA 

843.71 

56.72 

77.99 

60.27 

28.36 


17.73 

191.43 

1577.53 

719.64 

1347.10 

1715.78 

1503.08 

1949.75 

NA 

NA 

1659.06 

1418.00 

1744.14 

SAWAIPUR 

347.41 

205.61 

70.90 

194.98 

354.50 

2360.97 

1325.83 

248.15 

1985.20 

92.17 

42.54 


35.45 

145.35 

436.04 


17.73 

343.87 

70.90 

60.27 

99.26 

258.79 

262.33 

NA 

241.06 

85.08 

411.22 

SOLANKIO KAGURA 

42.54 

42.54 

NA 

28.36 

31.91 

31.91 

21.27 

35.45 

28.36 

21.27 

28.36 

14.18 

56.72 

17.73 

28.36 

21.27 

42.54 

35.45 

49.63 

42.54 

42.54 

49.63 

251.70 

NA 

35.45 

42.54 

35.45 

TASWARIYA 

1570.44 

1857.58 

1446.36 

489.21 

1481.81 

482.12 

428.95 

538.84 

1059.96 

709.00 

503.39 

49.63 

1042.23 

145.35 

248.15 

102.81 

NA 

35.45 

198.52 

24.82 

NA 

39.00 

255.24 

NA 

24.82 

35.45 

1276.20 

TEEKAR 

46.09 

70.90 

49.63 

35.45 

42.54 

46.09 

42.54 

42.54 

35.45 

28.36 

42.54 

148.89 

63.81 

113.44 

99.26 

74.45 

173.71 

63.81 

127.62 

152.44 

113.44 

99.26 

106.35 

NA 


148.89 

85.08 

TOONGACH 

613.29 

432.49 

42.54 

209.16 

482.12 

241.06 

244.61 

120.53 

290.69 

255.24 

134.71 

113.44 

184.34 

148.89 

191.43 

191.43 

1269.11 

389.95 

1403.82 

1077.68 

907.52 

241.06 

NA 

NA 

| 400.59| 

418.31 

652.28 

|Sub Basin: Mashi | 

AKODIA 

205.61 

446.67 

219.79 

198.52 

418.31 

233.97 

276.51 

262.33 

354.50 

148.89 

297.78 

347.41 

170.16 

319.05 

170.16 

173.71 

170.16 

248.15 

482.12 

255.24 

92.17 

63.81 

NA 

NA 

35.45 

219.79 

255.24 

ALMAS 

5317.50 

5299.78 

4147.65 

4732.58 

4697.13 

4732.58 

857.89 

3934.95 

4714.85 

4672.31 

4690.04 

49.63 

4502.15 

3917.23 

3509.55 

3736.43 

3580.45 

35.45 

42.54 

3952.68 

2215.63 

2694.20 

NA 

NA 

NA 

NA 

3119.60 

ARAIN 

3155.05 

3314.58 

2853.73 

2587.85 

2446.05 

2481.50 

2446.05 

2446.05 

NA 

2765.10 

2694.20 

127.62 

2694.20 

1244.30 

2446.05 

NA 

NA 

NA 

NA 

907.52 

3775.43 

1914.30 

NA 

NA 

NA 

NA 

198.52 

BACHERA 

262.33 

446.67 

411.22 

4360.35 

836.62 

864.98 

1205.30 

1120.22 

219.79 

751.54 

638.10 

517.57 

475.03 

446.67 

524.66 

443.13 

382.86 

432.49 

354.50 

418.31 

503.39 

262.33 

652.28 

NA 

404.13 

404.13 

964.24 

BAGRI* 

49.63 

120.53 

212.70 

226.88 

127.62 

248.15 

134.71 

397.04 

141.80 

99.26 

49.63 

446.67 

99.26 

283.60 

177.25 

49.63 

134.71 

198.52 

116.99 

85.08 

77.99 

574.29 

205.61 

NA 

276.51 

248.15 

177.25 

BAGRU 

141.80 

NA 

794.08 

297.78 

28.36 

99.26 

134.71 

205.61 

113.44 

184.34 

198.52 

99.26 

131.17 

56.72 

184.34 

141.80 

290.69 

49.63 

120.53 

92.17 

163.07 

191.43 

262.33 

NA 

375.77 

198.52 

92.17 

BAGRU RAWAN Pz. 

63.81 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BALAPURA 

868.53 

1077.68 

1325.83 

1091.86 

829.53 

1056.41 

921.70 

1063.50 

354.50 

404.13 

439.58 

797.63 

134.71 

499.85 

524.66 

755.09 

740.91 

1074.14 

978.42 

829.53 

1176.94 

425.40 

283.60 

NA 

609.74 

361.59 

326.14 

BAMORIYA 

85.08 

NA 

106.35 

49.63 

155.98 

49.63 

134.71 

35.45 

56.72 

808.26 

106.35 

49.63 

92.17 

155.98 

77.99 

70.90 

439.58 

63.81 

77.99 

56.72 

120.53 

77.99 

92.17 

NA 

99.26 

127.62 

354.50 

BANASTHALI 

219.79 

283.60 

28.36 

70.90 

170.16 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

141.80 

NA 

NA 

NA 

NA 

85.08 

BANDARSINDRI 

77.99 

60.27 

85.08 

70.90 

85.08 

49.63 


74.45 

56.72 

42.54 

39.00 

70.90 

56.72 

74.45 

53.18 

56.72 

53.18 

63.81 

85.08 

74.45 

46.09 

81.54 

113.44 

NA 


70.90 

85.08 

Bandhbalaji 

42.54 

NA 

00 

q 

LO 

00 

70.90 

00 

q 

LO 

00 

177.25 

42.54 


56.72 

35.45 

141.80 

85.08 

460.85 


99.26 

NA 

■SB 

134.71 

49.63 

113.44 

347.41 

425.40 

276.51 

NA 


63.81 

155.98 

BANWARA 

127.62 

77.99 

113.44 

141.80 

99.26 

99.26 

85.08 

42.54 

53.18 

56.72 

148.89 

106.35 

77.99 

o 

cn 

o 

63.81 

56.72 

49.63 

35.45 

42.54 

85.08 

49.63 

42.54 

HS 

NA 

56.72 

63.81 

56.72 

BARKABALAJI Pz. 

56.72 

NA 

70.90 

35.45 

163.07 

233.97 

49.63 

49.63 

49.63 

70.90 

63.81 

42.54 

106.35 

70.90 

77.99 

77.99 

77.99 

70.90 

77.99 

304.87 

56.72 

63.81 

85.08 

NA 

NA 

77.99 

113.44 

BEGUS 

56.72 

NA 

106.35 

42.54 

241.06 

120.53 

113.44 

77.99 

70.90 

85.08 

63.81 

106.35 

258.79 

92.17 

177.25 

85.08 

141.80 

99.26 

1822.13 

35.45 

49.63 

942.97 

28.36 

NA 

42.54 

134.71 

35.45 

BHAMOLAV 

450.22 

563.66 

652.28 

584.93 

517.57 

496.30 

382.86 

3615.90 

272.97 

315.51 

308.42 

336.78 

319.05 

333.23 

269.42 

2091.55 

1559.80 

251.70 

241.06 

226.88 

209.16 

216.25 

NA 

NA 

NA 

NA 

120.53 

BHANKROTA 

35.45 

NA 

56.72 

49.63 

70.90 

35.45 

56.72 

49.63 

212.70 

35.45 

56.72 

49.63 

92.17 

35.45 

163.07 

85.08 

489.21 

35.45 

49.63 

113.44 

NA 

56.72 

70.90 

NA 

70.90 

42.54 

56.72 

BHOGADIT 

1538.53 

2587.85 

2587.85 

3509.55 

3279.13 

3438.65 

3580.45 

375.77 

2960.08 

2960.08 

6700.05 

2431.87 

3403.20 

3545.00 

2836.00 

2481.50 

2463.78 

2148.27 

1772.50 

4218.55 

2836.00 

2995.53 

NA 

NA 

NA 

NA 

2623.30 

BICHUN 

42.54 

NA 

177.25 


49.63 

815.35 

127.62 

1219.48 

177.25 

219.79 

1503.08 

184.34 

957.15 

106.35 

134.71 

NA 

262.33 

1942.66 

113.44 

262.33 

212.70 

233.97 

212.70 

NA 

432.49 

815.35 

42.54 

BINDAYAKA 

120.53 

NA 

106.35 

21.27 

35.45 

56.72 

70.90 

28.36 

63.81 

56.72 

56.72 

85.08 

354.50 

92.17 

70.90 

56.72 

49.63 

63.81 

42.54 

56.72 

42.54 

212.70 

85.08 

NA 

56.72 

63.81 

42.54 

BORKHANDI 

531.75 

517.57 

872.07 

524.66 

843.71 

659.37 

482.12 

560.11 

482.12 

411.22 

439.58 

453.76 

120.53 

545.93 

283.60 

538.84 

489.21 

439.58 

460.85 

631.01 

290.69 

368.68 

56.72 

NA 

475.03 

609.74 

191.43 

CHAKWARA 

623.92 

NA 

49.63 

21.27 

2063.19 

779.90 

262.33 

0.00 

432.49 

63.81 

857.89 

155.98 

85.08 

517.57 

56.72 

42.54 

42.54 

659.37 

134.71 

723.18 

4424.16 

701.91 

63.81 

NA 

42.54 

723.18 

772.81 

CHANDANA 

850.80 

NA 

77.99 

354.50 

2049.01 

765.72 

510.48 

1219.48 

170.16 

113.44 

148.89 

269.42 

42.54 

2552.40 

92.17 

269.42 

248.15 

4643.95 

276.51 

262.33 

2552.40 

999.69 

106.35 

NA 

829.53 

49.63 

269.42 


Chloride, mg/I 































































































































































































































































































































































































































































































































Location 

19 

Pre 

Monsoon 

CHHOTA LAMBA 

35.45 

CHHOTA NARENA 

NA 

CHITTORA 

NA 

CHOGAI 

NA 

CHOMU 

NA 

CHORU 

NA 

CHOSLA Pz. 

NA 

CHUNDARI 

319.05 

DABICH 

NA 

DADIA 

NA 

DAHMI KALAN Pz. 

NA 

DANG 

NA 

DANGARTHAL 

NA 

DANTRI 

NA 

DHAMANA 

NA 

DHANKYA 

NA 

DHAVLI 

NA 

DHOLI* 

NA 

DIDWATA 

NA 

DUDU 

NA 

DURGAPURA Pz. 

NA 

GADOTA 

NA 

GAHLOD 

NA 

GANESHPURA 

NA 

GHATYALI 

NA 

GOLI 

NA 

HARMARA 

460.85 

HINGONIA 

NA 

HINGONIYA 

NA 

JAHOTA 

NA 

JOBNER 

NA 

KACHARIYA 

NA 

KACHNARIA 

NA 

KADA 

NA 

KADERA 

NA 

KANAKPURA 

NA 

KANSEL 

NA 

KATHMANA 

NA 

KATSURA 

NA 

KESHALA 

NA 

KHANDACH 

588.47 

KISHANGARH 

2240.44 

KUHARA 

NA 

KURTHAL* 

NA 

LADANA 

NA 

LASARIYA 

NA 

LAWA Pz. 

NA 

MADHORAJPUR 

NA 

MALA 

NA 

MANSAROVAR Pz. 

NA 

MEHLA 

NA 

MOHANPURA 

NA 

MOZMABAD 

NA 

MUHANA 

NA 

MUNDOTI 

NA 

NAGAR 

NA 

NANGAL PUR,PZ. 

NA 

NARAINA 

NA 

NATHARI 

NA 

NATHRI PZ. 

NA 

NAYAGAON 

NA 

NEMEDA 

NA 

NEVTA* 

NA 

NIWAROO 

NA 

PACHAR 

NA 

PACHEWAR Pz. 

NA 

PARLI 

NA 

PARUN 

NA 

PEEPLOO 

NA 

PHAGI 

NA 

RAHOLI 

NA 

RAJAWAS 

NA 

RANOLI 

NA 

RENWAL 

NA 


Chloride, mg/I 


Post 

Monsoon 

Pre 

Monsoon 

42.54 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

33.32 

NA 

439.58 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1159.22 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

460.85 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

560.11 

NA 

2892.72 

NA 

NA 

NA 

137.19 

NA 

NA 

NA 

NA 

NA 

87.21 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

301.33 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

2170.96 

NA 

53.53 

NA 

NA 

NA 

167.32 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


Post 

Monsoon 

Pre 

Monsoon 

63.81 

283.60 

368.68 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

361.59 

283.60 

NA 

NA 

950.06 

NA 

NA 

NA 

347.41 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

992.60 

NA 

446.67 

425.40 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

205.61 

NA 

1715.78 

1829.22 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

269.42 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

163.07 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


Post 

Monsoon 

Pre 

Monsoon 

283.60 

NA 

NA 

389.95 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

294.24 

262.33 

NA 

NA 

NA 

893.34 

NA 

NA 

NA 

333.23 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

826.34 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

595.56 

NA 

NA 

NA 

NA 

439.58 

475.03 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

744.45 

389.95 

2446.05 

2878.54 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

226.88 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


Post 

Monsoon 

Pre 

Monsoon 

NA 

262.33 

NA 

602.65 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

248.15 

283.60 

NA 

NA 

NA 

886.25 

NA 

NA 

NA 

333.23 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

680.64 

NA 

NA 

NA 

1091.86 

404.13 

397.04 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

404.13 

425.40 

NA 

2729.65 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

205.61 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


Post 

Monsoon 

Pre 

Monsoon 

219.79 

219.79 

NA 

425.40 

NA 

NA 

NA 

722.47 

NA 

NA 

NA 

NA 

NA 

27.65 

241.06 

219.79 

NA 

NA 

631.01 

879.16 

NA 

NA 

92.17 

113.44 

NA 

27.65 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

764.30 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

164.84 

NA 

NA 

1375.46 

1020.96 

368.68 

414.77 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

740.91 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1219.48 

950.06 

2197.90 

2729.65 

NA 

NA 

NA 

154.92 

NA 

NA 

NA 

NA 

NA 

47.15 

NA 

NA 

233.97 

193.20 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1872.47 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

383.92 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

4041.30 

NA 

154.92 

NA 

NA 

NA 

3030.98 

NA 

NA 

NA 

229.01 

NA 

NA 

NA 

60.62 

NA 

NA 


1989 

nr Post 



_NA 

NA 


_NA 

NA 


_NA 

NA 


_NA 

NA 


_NA 

NA 


148.89 

NA 


1148.58 

304.87 





879.16 


2481.50 

NA 










1 

1 







1990 | 

| 1991 | 

1 1992 | 

| 1993 | 

| 1994 | 

| 1995 | 

| 1996 | 

19 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 


Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 

213.06 517.57 226.88 205.61 365.14 NA 166.62 638.10 NA 109.90 81.54 70.90 56.72 70.90 67.36 
































































































































































































































































































































































































































































































































97 


Chloride, mg/I 


2000 


2001 


2002 


Location 


1998 


1999 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 



Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

CHHOTA LAMBA 

152.44 

450.22 

226.88 

538.84 

517.57 

503.39 

503.39 

531.75 

460.85 

446.67 

453.76 

CHHOTA NARENA 

1077.68 

1028.05 

1304.56 

854.35 

1272.66 

730.27 

1290.38 

1006.78 

1155.67 

1347.10 

1453.45 

CHITTORA 

42.54 

NA 

389.95 

70.90 

113.44 

737.36 

567.20 

28.36 

666.46 

319.05 

361.59 

CHOGAI 

772.81 

921.70 

290.69 

602.65 

843.71 

560.11 

574.29 

489.21 

545.93 

496.30 

531.75 

CHOMU 

85.08 

NA 

127.62 

70.90 

49.63 

155.98 

77.99 

233.97 

99.26 

56.72 

283.60 

CHORU 

907.52 

NA 

106.35 

460.85 

127.62 

2481.50 

2552.40 

1389.64 

56.72 


70.90 

CHOSLA Pz. 

191.43 

177.25 

106.35 

248.15 

49.63 

42.54 

219.79 

70.90 

191.43 

106.35 

77.99 

CHUNDARI 

432.49 

475.03 

382.86 

322.60 

226.88 

276.51 

347.41 

113.44 

148.89 

219.79 

187.89 

DABICH 

1049.32 

NA 

85.08 

283.60 

70.90 

70.90 

134.71 

1254.93 

772.81 

241.06 

141.80 

DADIA 

1410.91 

NA 

1155.67 

1382.55 

1276.20 

1340.01 

1361.28 

1361.28 

1155.67 

1141.49 

1063.50 

DAHMI KALAN Pz. 

70.90 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DANG 

85.08 

102.81 

99.26 

109.90 

99.26 

102.81 

99.26 

92.17 

56.72 

67.36 

70.90 

DANGARTHAL 

205.61 

255.24 

141.80 

92.17 

170.16 

99.26 

148.89 

113.44 

425.40 

70.90 

92.17 

DANTRI 

127.62 

NA 

701.91 

NA 

510.48 

709.00 

1191.12 

1141.49 

1325.83 

141.80 

269.42 

DHAMANA 

1297.47 

NA 

1772.50 

1900.12 

311.96 

659.37 

921.70 

992.60 

517.57 

418.31 

397.04 

DHANKYA 

35.45 

NA 

28.36 

85.08 

21.27 

92.17 

106.35 

92.17 

63.81 

63.81 

63.81 

DHAVLI 

63.81 

NA 

226.88 

35.45 

28.36 

56.72 

77.99 

269.42 

85.08 

49.63 

28.36 

DHOLI* 

184.34 

354.50 

148.89 

375.77 

475.03 

283.60 

184.34 

198.52 

531.75 

42.54 

170.16 

DIDWATA 

1985.20 

NA 

652.28 

70.90 

35.45 

786.99 

425.40 

141.80 

49.63 

638.10 

63.81 

DUDU 

652.28 

NA 

779.90 

1453.45 

1134.40 

1340.01 

1184.03 

694.82 

453.76 

645.19 

815.35 

DURGAPURA Pz. 

106.35 

NA 

35.45 

49.63 

49.63 

319.05 

92.17 

85.08 

28.36 

99.26 

92.17 

GADOTA 

99.26 

NA 

1566.89 

1035.14 

92.17 

127.62 

99.26 

914.61 

2382.24 

1907.21 

3062.88 

GAHLOD 

NA 

NA 

NA 

NA 

NA 

NA 

1807.95 

NA 

49.63 

NA 

85.08 

GANESHPURA 

NA 

NA 

NA 

NA 

NA 

21.27 

24.82 

248.15 

NA 

39.00 

28.36 

GHATYALI 

1013.87 

NA 

49.63 

999.69 

765.72 

2765.10 

524.66 

2942.35 

42.54 

63.81 

177.25 

GOLI 

1152.13 

1318.74 

1538.53 

1651.97 

1680.33 

1715.78 

1616.52 

1545.62 

1488.90 

1460.54 

1403.82 

HARMARA 

577.84 

772.81 

496.30 

496.30 

439.58 

425.40 

319.05 

354.50 

251.70 

315.51 

645.19 

HINGONIA 

NA 

NA 

808.26 

35.45 

191.43 

283.60 

155.98 

276.51 

49.63 

3282.67 

560.11 

HINGONIYA 

170.16 

NA 

21.27 

NA 

NA 

42.54 

226.88 

35.45 

28.36 

127.62 

276.51 

JAHOTA 

63.81 

NA 

63.81 

49.63 

134.71 

63.81 

120.53 

155.98 

77.99 

63.81 

127.62 

JOBNER 

184.34 

NA 

163.07 

184.34 

35.45 

56.72 

120.53 

35.45 

233.97 

141.80 

248.15 

KACHARIYA 

368.68 

163.07 

106.35 

645.19 

85.08 

49.63 

134.71 

418.31 

155.98 

134.71 

155.98 

KACHNARIA 

942.97 

NA 

35.45 

333.23 

389.95 

2006.47 

3778.97 

1673.24 

1737.05 

141.80 

248.15 

KADA 

NA 

NA 

NA 

NA 

NA 

258.79 

276.51 

148.89 

NA 

294.24 

276.51 

KADERA 

120.53 

NA 

311.96 

35.45 

21.27 

42.54 

333.23 

836.62 

1942.66 

765.72 

709.00 

KANAKPURA 

35.45 

NA 

35.45 

35.45 

35.45 

56.72 

49.63 

120.53 

70.90 

56.72 

85.08 

KANSEL 

NA 

NA 

NA 

850.80 

2353.88 

1049.32 

70.90 

77.99 

1829.22 

1985.20 

63.81 

KATHMANA 

NA 

NA 

NA 

NA 

NA 

NA 

198.52 

NA 

1347.10 

NA 

1425.09 

KATSURA 

1084.77 

1361.28 

1474.72 

1503.08 

1446.36 

1311.65 

1403.82 

1765.41 

1481.81 

1666.15 

1630.70 

KESHALA 

56.72 

NA 

49.63 

49.63 

92.17 

60.27 

226.88 

49.63 

35.45 

56.72 

113.44 

KHANDACH 

971.33 

1042.23 

1020.96 

1247.84 

1244.30 

1396.73 

1304.56 

1283.29 

1247.84 

1347.10 

1368.37 

KISHANGARH 

3562.73 

3651.35 

4023.58 

3491.83 

4803.48 

5352.95 

4431.25 

4466.70 

4147.65 

655.83 

5672.00 

KUHARA 

779.90 

NA 

971.33 

241.06 

88.63 

49.63 

241.06 

99.26 

141.80 

794.08 

63.81 

KURTHAL* 

49.63 

233.97 

1098.95 

354.50 

226.88 

226.88 

184.34 

148.89 

77.99 

134.71 

120.53 

LADANA 

368.68 

NA 

361.59 

319.05 

631.01 

709.00 

1474.72 

35.45 

361.59 

2098.64 

2651.66 

LASARIYA 

134.71 

NA 

49.63 

127.62 

2346.79 

794.08 

262.33 

92.17 

63.81 

35.45 

184.34 

LAWA Pz. 

21.27 

92.17 

63.81 

14.18 

60.27 

NA 

0.00 

49.63 

241.06 

85.08 

70.90 

MADHORAJPUR 

3062.88 

NA 

127.62 

283.60 

226.88 

42.54 

496.30 

1829.22 

198.52 

375.77 

152.44 

MALA 

NA 

NA 

NA 

NA 

NA 

184.34 

131.17 

152.44 

NA 

131.17 

113.44 

MANSAROVAR Pz. 

70.90 

NA 

NA 

28.36 

63.81 

NA 

NA 

NA 

NA 

NA 

NA 

MEHLA 

354.50 

NA 

NA 

35.45 

361.59 

155.98 

1106.04 

985.51 

1737.05 

1971.02 

1793.77 

MOHANPURA 

255.24 

NA 

106.35 

42.54 

425.40 

709.00 

467.94 

531.75 

198.52 

893.34 

389.95 

MOZMABAD 

389.95 

NA 

425.40 

1900.12 

304.87 

1205.30 

914.61 

1907.21 

1049.32 

340.32 

283.60 

MUHANA 

42.54 

NA 

49.63 

248.15 

28.36 

49.63 

42.54 

28.36 

77.99 

35.45 

212.70 

MUNDOTI 

21.27 

24.82 

599.11 

1198.21 

177.25 

NA 

NA 

35.45 

85.08 

198.52 

67.36 

NAGAR 

255.24 

35.45 

81.54 

4360.35 

99.26 

141.80 

106.35 

148.89 

141.80 

99.26 

92.17 

NANGAL PUR,PZ. 

NA 

NA 

113.44 

106.35 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NARAINA 

283.60 

NA 

301.33 

276.51 

1510.17 

1205.30 

957.15 

808.26 

1290.38 

517.57 

113.44 

NATHARI 

482.12 

531.75 

680.64 

NA 

425.40 

1028.05 

1290.38 

503.39 

446.67 

1651.97 

177.25 

NATHRI PZ. 

NA 

NA 

NA 

389.95 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NAYAGAON 

744.45 

NA 

1205.30 

1871.76 

1396.73 

567.20 

900.43 

70.90 

42.54 

28.36 

1488.90 

NEMEDA 

475.03 

NA 

751.54 

184.34 

758.63 

482.12 

808.26 

489.21 

928.79 

191.43 

120.53 

NEVTA* 

63.81 

NA 

85.08 

92.17 

56.72 

70.90 

155.98 

106.35 

70.90 

106.35 

35.45 

NIWAROO 

49.63 

NA 


56.72 

28.36 

39.00 

21.27 

42.54 

28.36 

63.81 

35.45 

PACHAR 

397.04 

NA 


49.63 

85.08 

106.35 

219.79 

35.45 

49.63 

56.72 

42.54 

PACHEWAR Pz. 

63.81 

177.25 

42.54 

4339.08 

120.53 

141.80 

709.00 

177.25 

127.62 

531.75 

524.66 

PARLI 

56.72 

21.27 

63.81 

198.52 

102.10 

191.43 

155.98 

361.59 

553.02 

35.45 

304.87 

PARUN 

432.49 

NA 

35.45 

NA 

NA 

2552.40 

184.34 

85.08 

63.81 

113.44 

786.99 

PEEPLOO 

1098.95 

3048.70 

475.03 

1120.22 

645.19 

645.19 

758.63 

1134.40 

1389.64 

886.25 

389.95 

PHAGI 

843.71 

NA 

638.10 

1325.83 

638.10 

503.39 

3296.85 

NA 

148.89 

2460.23 

389.95 

RAHOLI 

212.70 

921.70 

879.16 

106.35 

467.94 

723.18 

1410.91 

42.54 

928.79 

1403.82 

198.52 

RAJAWAS 

35.45 

NA 

28.36 

35.45 

35.45 

141.80 

35.45 

233.97 

42.54 

49.63 

42.54 

RANOLI 

1063.50 

35.45 

106.35 

425.40 

NA 

42.54 

49.63 

77.99 

42.54 

42.54 

42.54 

RENWAL 

NA 

NA 

NA 

829.53 

418.31 

659.37 

1361.28 

510.48 

538.84 

340.32 

779.90 


2003 


Pre Post 

Monsoon Monsoon 
957.15 400.59 


Chloride, mg/I 


Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

425.40 

283.60 

319.05 

280.06 

280.06 

276.51 

297.78 

290.69 

361.59 

NA 

NA 

NA 

NA 

191.43 

















































































































































































































































































































































































































































































































































1984 


1985 


1986 


1987 


Chloride, mg/I 


Location 


1988 


1989 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 



Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

SAKHUN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SALI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SAMOD 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SANDOLIA 

NA 

NA 

NA 

255.24 

NA 

NA 

NA 

NA 

NA 

63.81 

77.99 

63.81 

SANS 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SANSOTI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SARGAON 

2056.10 

1758.32 

NA 

2127.00 

3126.69 

85.08 

2864.36 

1715.78 

5282.05 

3899.50 

4785.75 

3048.70 

SAWARDA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SEWA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SILORA 

1134.40 

1059.96 

NA 

1176.94 

116.99 

581.38 

NA 

NA 

205.61 

290.69 

623.92 

723.18 

SIRANI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SIRSI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SITAPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SITARAMPURA 

NA 

92.17 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

528.91 

NA 

SOSHINGPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SUNARA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

77.28 

NA 

SURYANAGAR Pz. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

TICKEL 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

TILONIYA 

85.08 

77.99 

NA 

99.26 

85.08 

88.63 

85.08 

85.08 

85.08 

77.99 

99.26 

63.81 

TITRIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

TUNTOLI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

UNTI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

WATIKA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

Sub Basin: Morel 

AKORIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

ALIGANJ 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

ALOODA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

AMER 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

B.kalan 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BACHHOCH 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BADH KOYLA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BAG OR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

327.20 

NA 

91.46 

585.28 

BAGRI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BAINARA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BAIRARA KHURD 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BALLUPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

225.46 

NA 

BAMANWAS 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BANSKHO 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BARKHEDA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BARNALA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BARODAJAT 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BARWA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BASSI PZ. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BATODA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHADOTI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHAIRONWAS 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHANPURKALAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BIDARKHA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BILONA KALAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BILWA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BINEGA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

CHAKSU 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

CHANDLAI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

CHHAREDA PZ. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

CHOR MALARANA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

CHORAGAON 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

36.51 

170.52 

CHOTI UDAI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

CHOWKI AMARGARH 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DABAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DABRA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

30.49 

85.08 

DATTWAS 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

555.86 

NA 

DAULATPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DEHLALA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DEOGAON PZ. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DHOOLWAS 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

59.56 

60.97 

DIDWANA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DUNGARPUR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GALTAJI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GANDAL 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GANGAPUR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GANGARAMPUR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GARH 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GARHMORAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

59.91 

NA 

NA 

NA 

GARUDWASIT/W 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 









1 

1 







1990 | 

| 1991 | 

1 1992 | 

| 1993 | 

| 1994 | 

| 1995 | 

| 1996 | 

19 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 


Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 

676.74 26.23 26.94 NA 20.56 NA 647.32 206.32 90.40 NA 836.62 NA 602.65 70.90 42.54 
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Chloride, mg/I 


2000 


2001 


2002 


Location 


SAKHUN _ 

SALI _ 

SAMOD _ 

SANDOLIA 

SANS _ 

SANSOTI _ 

SARGAON 

SAWARDA 

SEWA _ 

SILORA _ 

SIRANI _ 

SIRSI _ 

SITAPURA 

SITARAMPURA 

SOSHINGPURA 

SUNARA _ 

SURYANAGAR Pz. 

TICKEL _ 

TILONIYA _ 

TITRIYA _ 

TUNTOLI _ 

UNTI _ 

WATIKA _ 

Sub Basin: Morel 


Post 

Monsoon 


1998 


Pre 

Monsoon 


Post 

Monsoon 


1999 


Pre 

Monsoon 


Post 

Monsoon 


Pre 

Monsoon 


Post 

Monsoon 


Pre 

Monsoon 


Post 

Monsoon 


Pre 

Monsoon 


Post 

Monsoon 


Pre 

Monsoon 


574.29 


NA 


1191.12 


1588.16 


1495.99 


574.29 


0.00 


638.10 


233.97 


957.15 


836.62 


779.90 


1205.30 


NA 


1800.86 


1609.43 


1510.17 


2034.83 


872.07 


857.89 


304.87 


701.91 


389.95 


496.30 


70.90 


NA 


28.36 


35.45 


49.63 


14.18 


99.26 


49.63 


21.27 


28.36 


21.27 


21.27 


1329.38 


723.18 


666.46 


407.68 


244.61 


326.14 


191.43 


155.98 


361.59 


379.32 


354.50 


49.63 


42.54 


21.27 


99.26 


35.45 


116.99 


42.90 


56.72 


85.08 


42.54 


35.45 


56.72 


70.90 


49.63 


NA 


56.72 


163.07 


92.17 


28.36 


92.17 


120.53 


99.26 


106.35 


35.45 


35.45 


1049.32 


1651.97 


950.06 


1800.86 


2056.10 


4395.80 


4466.70 


4484.43 


NA 


460.85 


1184.03 


1106.04 


1176.94 


NA 


1272.66 


765.72 


375.77 


992.60 


950.06 


872.07 


1389.64 


673.55 


248.15 


1191.12 


191.43 


NA 


489.21 


333.23 


389.95 


815.35 


3750.61 


957.15 


1262.02 


134.71 


1701.60 


1176.94 


772.81 


570.75 


315.51 


205.61 


262.33 


432.49 


155.98 


464.40 


NA 


120.53 


304.87 


56.72 


70.90 


NA 


56.72 


21.27 


120.53 


56.72 


170.16 


148.89 


106.35 


56.72 


276.51 


361.59 


35.45 


NA 


NA 


7.09 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


1503.08 


NA 


1474.72 


NA 


1233.66 


1524.35 


219.79 


49.63 


1134.40 


361.59 


272.97 


63.81 


155.98 


63.81 


42.54 


1176.94 


1269.11 


106.35 


397.04 


NA 


177.25 


134.71 


56.72 


730.27 


42.54 


1219.48 


2346.79 


155.98 


141.80 


850.80 


NA 


148.89 


226.88 


241.06 


191.43 


49.63 


255.24 


170.16 


134.71 


85.08 


120.53 


42.54 


49.63 


NA 


NA 


56.72 


35.45 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


276.51 


NA 


1262.02 


389.95 


120.53 


1013.87 


141.80 


2304.25 


723.18 


2467.32 


120.53 


99.26 


163.07 


148.89 


131.17 


116.99 


127.62 


205.61 


198.52 


209.16 


NA 


184.34 


198.52 


159.53 


205.61 


NA 


1035.14 


2006.47 


311.96 


1162.76 


1134.40 


141.80 


170.16 


602.65 


148.89 


276.51 


106.35 


NA 


1382.55 


900.43 


723.18 


1347.10 


1141.49 


524.66 


177.25 


77.99 


1262.02 


99.26 


283.60 


NA 


35.45 


35.45 


113.44 


297.78 


49.63 


49.63 


134.71 


241.06 


70.90 


99.26 


92.17 


NA 


35.45 


141.80 


42.54 


425.40 


127.62 


113.44 


155.98 


248.15 


198.52 


290.69 


AKORIYA 

226.88 

NA 

262.33 

127.62 

158.11 

191.43 

411.22 

836.62 

148.89 

304.87 

616.83 

723.18 

ALIGANJ 

113.44 

141.80 

14.18 

113.44 

127.62 

2857.27 

NA 

106.35 

113.44 

NA 

NA 

276.51 

ALOODA 

NA 

1538.53 

1524.35 

1240.75 

1205.30 

1524.35 

815.35 

56.72 

992.60 

914.61 

992.60 

1042.23 

AMER 

56.72 

NA 

99.26 

106.35 

141.80 

77.99 

81.54 

92.17 

113.44 

155.98 

99.26 

85.08 

B.kalan 

42.54 

NA 

198.52 

99.26 

28.36 

638.10 

NA 

184.34 

205.61 

NA 

NA 

92.17 

BACHHOCH 

350.96 

283.60 

212.70 

NA 

NA 

368.68 

NA 

389.95 

397.04 

326.14 

NA 

63.81 

BADH KOYLA 

NA 

NA 

198.52 

NA 

NA 

163.07 

NA 

503.39 

113.44 

758.63 

NA 

205.61 

BAG OR 

28.36 

425.40 

92.17 

276.51 

NA 

NA 

NA 

248.15 

545.93 

NA 

226.88 

1262.02 

BAGRI 

NA 

531.75 

496.30 

510.48 

503.39 

311.96 

42.54 

70.90 

673.55 

70.90 

531.75 

49.63 

BAINARA 

49.63 

NA 

35.45 

113.44 

283.60 

70.90 

56.72 

148.89 

99.26 

85.08 

77.99 

283.60 

BAIRARA KHURD 

2651.66 

212.70 

1971.02 

1609.43 

1503.08 

1552.71 

NA 

276.51 

1687.42 

631.01 

NA 

155.98 

BALLUPURA 

60.27 

56.72 

35.45 

56.72 

NA 

NA 

NA 

42.54 

42.54 

NA 

49.63 

35.45 

BAMANWAS 

1028.05 

794.08 

864.98 

758.63 

623.92 

2006.47 

NA 

1701.60 

907.52 

35.45 

NA 

2127.00 

BANSKHO 

56.72 

NA 

63.81 

56.72 

49.63 

99.26 

248.15 

28.36 

42.54 

148.89 

113.44 

99.26 

BARKHEDA 

148.89 

35.45 

49.63 

49.63 

113.44 

35.45 

NA 

21.27 

28.36 

170.16 

NA 

NA 

BARNALA 

106.35 

141.80 

141.80 

NA 

141.80 

134.71 

NA 

NA 

127.62 

205.61 

NA 

141.80 

BARODAJAT 

2364.52 

255.24 

NA 

361.59 

35.45 

709.00 

NA 

1148.58 

531.75 

361.59 

NA 

99.26 

BARWA 

212.70 

NA 

602.65 

361.59 

226.88 

418.31 

28.36 

70.90 

35.45 

28.36 

35.45 

141.80 

BASSI PZ. 

148.89 

NA 

475.03 

531.75 

NA 

290.69 

453.76 

333.23 

545.93 

928.79 

638.10 

751.54 

BATODA 

92.17 

262.33 

687.73 

283.60 

148.89 

212.70 

NA 

226.88 

170.16 

NA 

NA 

198.52 

BHADOTI 

120.53 

NA 

155.98 

177.25 

786.99 

567.20 

NA 

NA 

985.51 

666.46 

NA 

NA 

BHAIRONWAS 

NA 

70.90 

56.72 

49.63 

42.54 

42.54 


35.45 

70.90 

63.81 

28.36 

42.54 

BHANPURKALAN 

NA 

NA 

NA 

NA 

NA 

NA 


184.34 

106.35 

120.53 

49.63 

49.63 

BIDARKHA 

NA 

92.17 

99.26 

85.08 

92.17 

70.90 

77.99 

70.90 

141.80 

77.99 

77.99 

56.72 

BILONA KALAN 

NA 

134.71 

113.44 

113.44 

120.53 

106.35 

56.72 

205.61 

106.35 

184.34 

191.43 

56.72 

BILWA 

1347.10 

NA 

1254.93 

1283.29 

56.72 

496.30 

56.72 

425.40 

233.97 

1531.44 

964.24 

482.12 

BINEGA 

294.24 

382.86 

347.41 

411.22 

354.50 

NA 

NA 

319.05 

340.32 

304.87 

NA 

439.58 

CHAKSU 

191.43 

NA 

63.81 

1028.05 

28.36 

283.60 

311.96 

999.69 

1148.58 

616.83 

155.98 

141.80 

CHANDLAI 

56.72 

NA 

198.52 

460.85 

992.60 

928.79 

148.89 

163.07 

141.80 

1651.97 

205.61 

1276.20 

CHHAREDA PZ. 

NA 

NA 

NA 

NA 

NA 

NA 

35.45 

NA 

NA 

NA 

NA 

NA 

CHOR MALARANA 

99.26 

77.99 

99.26 

163.07 

170.16 

319.05 

NA 

NA 

475.03 

212.70 

NA 

NA 

CHORAGAON 

56.72 

42.54 

170.16 

28.36 

NA 

NA 

NA 

92.17 

219.79 

NA 

127.62 

28.36 

CHOTI UDAI 

992.60 

460.85 

538.84 


177.25 

319.05 

NA 

99.26 

113.44 

311.96 

NA 

496.30 

CHOWKI AMARGARH 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

21.27 

28.36 

14.18 

NA 

35.45 

DABAR 

NA 

NA 

NA 

NA 

NA 

63.81 

NA 

482.12 

NA 

319.05 

NA 

NA 

DABRA 

35.45 

85.08 

397.04 

28.36 

NA 

NA 

NA 

42.54 

NA 

NA 

35.45 

28.36 

DATTWAS 

567.20 

574.29 

553.02 

616.83 

744.45 

673.55 

822.44 

106.35 

694.82 

489.21 

425.40 

489.21 

DAULATPURA 

NA 

70.90 

63.81 

56.72 

56.72 

70.90 

49.63 

56.72 

106.35 

o 

cn 

o 

56.72 

120.53 

DEHLALA 

900.43 

NA 

886.25 

482.12 

155.98 

198.52 

219.79 

28.36 

489.21 

730.27 

63.81 

70.90 

DEOGAON PZ. 

NA 

NA 

35.45 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DHOOLWAS 

21.27 


70.90 

297.78 

NA 

NA 

NA 

1864.67 

297.78 

NA 

28.36 

21.27 

DIDWANA 

NA 

212.70 

212.70 

170.16 

177.25 

170.16 

177.25 

155.98 

166.62 

148.89 

155.98 

85.08 

DUNGARPUR 

NA 

35.45 

70.90 

35.45 

49.63 

56.72 

42.54 

35.45 

70.90 

42.54 

21.27 

35.45 

GALTAJI 

92.17 

NA 

42.54 

21.27 

49.63 

85.08 

35.45 

28.36 

1169.85 

35.45 

63.81 

49.63 

GANDAL 

NA 

NA 

NA 

NA 

NA 

602.65 

NA 

NA 

NA 

NA 

NA 

NA 

GANGAPUR 

77.99 

460.85 

269.42 

354.50 

354.50 

248.15 

NA 

297.78 

290.69 

219.79 

NA 

177.25 

GANGARAMPUR 

311.96 

NA 

35.45 

14.18 

42.54 

28.36 

255.24 

623.92 

744.45 

NA 

148.89 

163.07 

GARH 

92.17 

NA 

35.45 

28.36 

148.89 

77.99 

124.08 

28.36 

42.54 

28.36 

354.50 

836.62 

GARHMORAN 

581.38 


99.26 

326.14 

NA 

NA 

NA 

106.35 

113.44 

NA 

191.43 

106.35 

GARUDWASIT/W 

42.54 

NA 

NA 

NA 

63.81 

524.66 

425.40 

545.93 

545.93 

347.41 

212.70 

354.50 


Chloride, mg/I 


03 

| 2004 i 

j 2005 | 

| 2006 | 

| 2007 | 

| 2008 j 

| 2009 | 

| 2010 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

1488.90 

1215.94 

786.99 

496.30 

141.80 

1914.30 

723.18 

928.79 

113.44 

141.80 

1893.03 

NA 

1673.24 

893.34 

326.14 

921.70 

205.61 

765.72 

1233.66 

581.38 

666.46 

233.97 

326.14 

1354.19 

113.44 

184.34 

NA 

1687.42 

170.16 

191.43 

28.36 

42.54 

21.27 

28.36 

14.18 

28.36 

28.36 

56.72 

56.72 

56.72 

42.54 

NA 

113.44 

170.16 

49.63 

1630.70 

92.17 

141.80 

212.70 


■=d- 

1.0 

00 

7.09 

170.16 

102.81 

202.07 

NA 

NA 

NA 

NA 

425.40 

42.54 

35.45 

35.45 

39.00 

35.45 

I heeeq 

28.36 

77.99 

21.27 

77.99 

28.36 

NA 

42.54 

262.33 

276.51 

77.99 

42.54 

85.08 

49.63 

42.54 

35.45 

63.81 

49.63 

49.63 

113.44 

77.99 

NA 

184.34 

92.17 

70.90 

131.17 

159.53 

102.81 

248.15 

63.81 

99.26 

992.60 

1425.09 

1283.29 

70.90 

1857.58 

NA 

900.43 

1602.34 

99.26 

1375.46 

106.35 

1644.88 

191.43 

1418.00 

475.03 

1793.77 

35.45 

347.41 

233.97 

595.56 

NA 

389.95 

836.62 

822.44 

680.64 

779.90 

92.17 

921.70 

978.42 

2339.70 

2105.73 

70.90 

141.80 

85.08 

276.51 

NA 

63.81 

99.26 

3346.48 

212.70 

138.26 

81.54 

70.90 

372.23 

109.90 

92.17 

127.62 

623.92 

212.70 

NA 

NA 

375.77 

191.43 

148.89 

248.15 

70.90 

85.08 

35.45 

77.99 

1368.37 

985.51 

85.08 

723.18 

879.16 

85.08 

NA 

49.63 

85.08 

70.90 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

829.53 

233.97 

992.60 

1304.56 

1006.78 

1219.48 

942.97 

170.16 

616.83 

1084.77 

730.27 

NA 

35.45 

63.81 

368.68 

28.36 

333.23 

42.54 

84.02 

368.68 

843.71 

1616.52 

141.80 

645.19 

368.68 

453.76 

NA 

1113.13 

184.34 

524.66 

1020.96 

1566.89 

2743.83 

NA 

1829.22 

1184.03 

120.53 

645.19 

230.43 

595.56 

85.08 

NA 

701.91 

163.07 

538.84 

NA 

163.07 

184.34 

21.27 

184.34 

155.98 

467.94 

148.89 

155.98 

49.63 

141.80 

NA 

340.32 

241.06 

134.71 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

709.00 

1531.44 

77.99 

304.87 

UZBEKS 

382.86 

170.16 

177.25 

510.48 

365.14 

56.72 

NA 

276.51 

127.62 

794.08 

418.31 

198.52 

145.35 

116.99 


113.44 

347.41 

358.05 

120.53 

141.80 

92.17 

NA 

255.24 

191.43 

77.99 

311.96 

49.63 

311.96 

NA 

801.17 

772.81 

1382.55 

297.78 

2070.28 

233.97 

340.32 

NA 

829.53 


77.99 

815.35 

106.35 

1091.86 

NA 

1113.13 

326.14 

680.64 

709.00 

1368.37 

744.45 

1134.40 

NA 

935.88 


70.90 

226.88 

77.99 

900.43 

148.89 

163.07 

879.16 

113.44 

42.54 

971.33 

35.45 

588.47 

NA 

382.86 

70.90 

340.32 

177.25 

134.71 

340.32 

276.51 

290.69 

326.14 

815.35 

49.63 

297.78 

21.27 

283.60 

NA 

382.86 

304.87 

297.78 


































































































































































































































































































































































































































































































































GONER 

NA 

GURWASA 

NA 

HEERAPURA 

NA 

JAHARA 

NA 

JASTANA 

NA 

JASTANA 

NA 

JATWARA 

NA 

KANOTA 

NA 

KANOTA PZ. 

NA 

KARERA BUJ Pz. 

NA 

KEERATPURA 

NA 

KHIRNI 

NA 

KHORI 

NA 

KODIYAI 

NA 

KOHLYA 

NA 

KOTKHAWDA 

NA 

KUKAS 

NA 

KUKAS,PZ. 

NA 

KUNKUTA 

NA 

LAKHANPUR 

NA 

Lalgarh 

NA 

LALSOT 

NA 

LAWAN 

NA 

UWAU 

NA 

MADHOGARH 

NA 

MAHARAJPURA 

NA 

MAHEL 

NA 

MALARANADUNGAR 

NA 

MALARANA STATION 

NA 

MALARNA 

NA 

MALAWALA 

NA 

MALWAS 

NA 

MAMDOLI 

NA 

MANDAWARI 

NA 

MITRAPURA 

NA 

NAILA 

NA 

NANGAL RAJ.PZ. 

NA 

NAROLI 

NA 

NAROLI 

NA 

NIMOD 

NA 

PARASOLI 

NA 

PHULWARA 

NA 

PIPALDA 

NA 

RAMGARH 

NA 

RAM NAGAR PZ. 

NA 

RATANPURA 

NA 

ROJWARI 

NA 

Rupaheri 

NA 

SAHAR 

NA 

SAIPURA 

NA 

SALIMPUR 

NA 

SALODA 

NA 

SANWASA(SANWALIA) 

NA 

SHAHAR 

NA 

SHEODASPURA 

NA 

SHESHA 

NA 

SITOR 

NA 

SONKHIPURA 

NA 

SUKHPURIA 

NA 

TAJPUR 

NA 

TO DA 

NA 

TUNGA 

NA 

TURKIYA 

NA 

ZHAR PZ. 

NA 


Sub Basin: Sodra 

BAGRI 



CHABRANA 

NA 

CHANDSEN 

NA 

DEVEL 

NA 

DIGGI Pz. 

NA 

GANWAR* 

NA 

HAMEERPUR 

NA 

INDOLI 

NA 


294.94 


321.53 
134.00 ' 


1889.49 
335.00 ' 


770.33 


NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 



NA 

736.30 

NA 

229.01 

NA 

583.51 

NA 

90.04 

NA 

917.09 

NA 

166.62 

NA 

819.60 



_1990_1991_1992_1993_1994_1995_1996_19 

Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre 

Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 

NA NA NA NA 27.30 87.56 30.13 13.47 404.13 120.53 NA 233.97 255.24 NA 212.70 

















































































































































































































































































































































































































































































































97_ 

Post 

Monsoon 

NA 


GONER 

35.45 

GURWASA 

NA 

HEERAPURA 

35.45 

JAHARA 

205.61 

JASTANA 

187.89 

JASTANA 

NA 

JATWARA 

42.54 

KANOTA 

NA 

KANOTA PZ. 

148.89 

KARERA BUJ Pz. 

241.06 

KEERATPURA 

NA 

KHIRNI 

272.97 

KHORI 

113.44 

KODIYAI 

404.13 

KOHLYA 

106.35 

KOTKHAWDA 

389.95 

KUKAS 

70.90 

KUKAS,PZ. 

NA 

KUNKUTA 

35.45 

LAKHANPUR 

NA 

Lalgarh 

226.88 

LALSOT 

NA 

LAWAN 

NA 

UWAU 

77.99 

MADHOGARH 

35.45 

MAHARAJPURA 

276.51 

MAHEL 

99.26 

MALARANADUNGAR 

496.30 

MALARANA STATION 

42.54 

MALARNA 

NA 

MALAWALA 

163.07 

MALWAS 

NA 

MAMDOLI 

404.13 

MANDAWARI 

NA 

MITRAPURA 

134.71 

NAILA 

56.72 

NANGAL RAJ.PZ. 

NA 

NAROLI 

120.53 

NAROLI 

326.14 

NIMOD 

460.85 

PARASOLI 

42.54 

PHULWARA 

1758.32 

PIPALDA 

85.08 

RAMGARH 

NA 

RAM NAGAR PZ. 

NA 

RATANPURA 

NA 

ROJWARI 

113.44 

Rupaheri 

361.59 

SAHAR 

NA 

SAIPURA 

177.25 

SALIMPUR 

106.35 

SALODA 

1212.39 

SANWASA(SANWALIA) 

942.97 

SHAHAR 

1113.13 

SHEODASPURA 

262.33 

SHESHA 

177.25 

SITOR 

56.72 

SONKHIPURA 

304.87 

SUKHPURIA 

70.90 

TAJPUR 

815.35 

TO DA 

1659.06 

TUNGA 

21.27 

TURKIYA 

63.81 

ZHAR PZ. 

49.63 


Sub Basin: Sodra 

BAGRI 


| 1998 | 

Pre 

Monsoon 

Post 

Monsoon 

42.54 

198.52 

NA 

141.80 

NA 

1992.29 

NA 

56.72 



120.53 

134.71 

NA 

NA 

NA 

42.54 

NA 

NA 

NA 

NA 

290.69 

148.89 

56.72 

141.80 

304.87 

290.69 

NA 

35.45 

319.05 

297.78 

NA 

184.34 

NA 

631.01 

NA 

99.26 

NA 

NA 

28.36 

49.63 

879.16 

1020.96 

NA 

241.06 

49.63 

49.63 

233.97 

99.26 

1148.58 

850.80 

NA 

56.72 

NA 


NA 

85.08 

85.08 

70.90 

219.79 

191.43 

99.26 

127.62 

NA 

148.89 

28.36 

28.36 

141.80 

191.43 

NA 

NA 

42.54 

205.61 

NA 

368.68 

35.45 

35.45 

70.90 

170.16 

212.70 

212.70 

850.80 

425.40 

NA 

148.89 

63.81 

2594.94 

99.26 

120.53 

35.45 

21.27 

NA 

NA 

35.45 

21.27 

NA 

56.72 

NA 

304.87 

NA 

NA 

NA 

248.15 

28.36 

70.90 

120.53 

1290.38 

NA 

28.36 

1205.30 

1382.55 

NA 

673.55 

276.51 

290.69 

2602.03 

411.22 

241.06 

1212.39 

NA 

NA 

70.90 

241.06 

212.70 

418.31 

NA 

28.36 

531.75 

510.48 

NA 

35.45 


Chloride, mg/I 


1999 | 

Pre 

Monsoon 

Post 

Monsoon 

198.52 

233.97 

482.12 

42.54 

1644.88 

134.71 

49.63 

70.90 

177.25 

184.34 

NA 

177.25 

NA 

NA 

92.17 

49.63 

NA 

NA 

NA 

21.27 

290.69 

244.61 

496.30 

NA 

262.33 

269.42 

2516.95 

28.36 

595.56 

701.91 

531.75 

155.98 

99.26 

616.83 

NA 

106.35 

212.70 

NA 

170.16 

99.26 

864.98 

1070.59 

28.36 

35.45 

120.53 

99.26 

35.45 

99.26 

744.45 

631.01 

49.63 

49.63 

21.27 

297.78 

56.72 

106.35 

92.17 

85.08 

92.17 

92.17 

496.30 

113.44 

NA 

NA 

35.45 

42.54 

163.07 

184.34 

92.17 

49.63 

212.70 

148.89 

77.99 

56.72 

70.90 

56.72 

35.45 

NA 

212.70 

212.70 

333.23 

382.86 

141.80 

382.86 

212.70 

404.13 

113.44 

113.44 

141.80 

28.36 

NA 

NA 

49.63 

49.63 

63.81 

70.90 

113.44 

113.44 

NA 

NA 

191.43 

NA 

85.08 

14.18 

368.68 

1276.20 

35.45 

248.15 

730.27 

NA 

106.35 

928.79 

148.89 

177.25 

2892.72 

886.25 

99.26 

127.62 

NA 

56.72 

77.99 

964.24 

127.62 

212.70 

28.36 

28.36 

716.09 

623.92 

35.45 

NA 


| 2000 j 

Pre 

Monsoon 

Post 

Monsoon 

290.69 

170.16 

333.23 

262.33 

194.98 

333.23 

35.45 

63.81 

978.42 

NA 

127.62 

NA 

NA 

NA 

70.90 

28.36 

NA 

NA 

638.10 

436.04 

269.42 

276.51 

971.33 

NA 

163.07 

NA 

319.05 

92.17 

319.05 

NA 

1169.85 

219.79 

389.95 

319.05 

85.08 

67.36 

NA 

NA 

77.99 

NA 

957.15 

1006.78 

42.54 

70.90 

56.72 

155.98 

106.35 

212.70 

1992.29 

NA 

120.53 

35.45 

28.36 

244.61 

177.25 

77.99 

70.90 

NA 

77.99 

NA 

113.44 

NA 

NA 

0.00 

70.90 

42.54 

35.45 

NA 

212.70 

382.86 

21.27 

NA 

106.35 

375.77 

56.72 

42.54 

NA 

NA 

950.06 

NA 

14.18 

NA 

155.98 

39.00 

864.98 

NA 

340.32 

NA 

35.45 

28.36 

NA 

NA 

35.45 

35.45 

70.90 

70.90 

297.78 

1233.66 

NA 

NA 

NA 

248.15 

70.90 

NA 

1269.11 

NA 

340.32 

1247.84 

NA 

NA 

886.25 

1602.34 

581.38 

NA 

801.17 

NA 

971.33 

NA 

NA 

NA 

971.33 

NA 

985.51 

NA 

35.45 

28.36 

531.75 

772.81 

NA 

NA 


Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 


| 304.87 

233.97 

49.63 

694.82 



28.36 

35.45 

134.71 

141.80 


1205.30 

NA 


21.27 

893.34 


99.26 

NA 


_NA 

602.65 


35.45 

42.5 

28.36 

141.8 


.81 

NA 

.45 

42.54 


1659.06 
99.26" 


42.54 

113.44" 


70.90 
134.71" 


155.98 
1829.22 " 


49.63 
49.63 " 


113.44 

na" 


NA 

70.9 

Ell 

35.45 

70.9 

Ell 


141.80 
397.04" 


_NA 

290.69 " 


70.90 
666.46 " 


957.15 
1056.41" 


524.66 

na" 


NA 



NA 




NA 

538.84" 


NA 

42.54" 


1382.55 

na" 


666.46 

56.72 

673.55 

623.92 

56.72 

56.72 

347.41 

187.89 

NA 

326.14 

NA 

NA 

120.53 

148.89 

NA 

NA 

453.76 

432.49 

311.96 

42.54 

347.41 

223.34 

NA 

432.49 

42.54 

354.50 

NA 

340.32 

1418.00 

701.91 

56.72 

184.34 

106.35 

113.44 

NA 

NA 

35.45 

184.34 

864.98 

732.04 

56.72 

56.72 

49.63 

77.99 

446.67 

453.76 

NA 

389.95 

177.25 

28.36 

42.54 

141.80 

49.63 

684.19 

NA 

233.97 

NA 

198.88 

857.89 

63.81 

63.81 

70.90 

35.45 

28.36 

NA 

280.06 

85.08 

77.99 

NA 


42.54 


28.36 

35.45 

28.36 

28.36 

NA 

209.16 

NA 

138.26 

127.62 

141.80 

191.43 

269.42 

NA 

116.99 

14.18 

0.00 

NA 

NA 

56.72 

63.81 

106.35 

77.99 

1006.78 

354.50 

NA 

NA 

198.52 

205.61 

35.45 

233.97 

248.15 

2269.51 

354.50 

375.77 

1254.93 

538.84 

460.85 

290.69 

NA 

209.16 

219.79 

198.52 

290.69 

58.49 

NA 

NA 

205.61 

269.42 

340.32 

138.26 

49.63 

63.81 

212.70 

765.72 

NA 

NA 


269.42 


1056.41 
198.52 ' 


85.08 
475.03 ' 


141.80 

na' 


70.90 

na' 


28.36 
248.15 ' 


361.59 
205.61' 


77.99 
283.60 ' 


70.90 
1325.83 ' 


141.80 

na' 


248.15 
836.62 ' 


510.48 
56.72 ' 


496.30 
141.80 ' 


35.45 

91.12' 


49.63 
184.34' 


198.52 
262.33 ' 


283.60 

42.54' 


241.06 


198.52 

113.44 


92.17 

2765.10 


141.80 

NA 


397.04 

NA 


35.45 

638.10 


255.24 

248.15 


928.79 

134.71 


425.40 

914.61 


141.80 

NA 


524.66 

872.07 


42.54 

77.99 


503.39 

333.23 


21.27 

35.45 


56.72 

148.89 


205.61 

262.33 


0.00 

28.36 


91.43 

77.9 

92.17 

85.0 


99.26 
70.90 " 


35.45 
177.25 " 


35.45 
198.52 " 


226.88 
106.35 " 


85.08 

21.27" 


_NA 

35.45 " 


70.90 
1297.47 " 


NA 

NA 

524.66 

127.62 

659.37 

35.45 

85.08 

411.22 

1311.65 

28.36 

1332.92 

1403.82 

446.67 

205.61 

63.81 

184.34 

368.68 

283.60 

49.63 

283.60 

NA 

NA 

467.94 

723.18 

439.58 

177.25 

49.63 

21.27 

744.45 

701.91 

NA 

NA 


f 2005 i 

Pre 

Monsoon 

Post 

Monsoon 

163.07 

56.72 

163.07 

779.90 

NA 

935.88 

77.99 

28.36 

216.25 

226.88 

124.08 

127.62 

NA 

NA 

NA 

134.71 

NA 

NA 

NA 

NA 

39.00 

269.42 

1822.13 

191.43 

152.44 

333.23 

297.78 

545.93 

67.36 

134.71 

NA 

361.59 

NA 

1049.32 

NA 

NA 

NA 

NA 

17.73 

21.27 

886.25 

833.08 

35.45 

460.85 

77.99 

85.08 

439.58 

389.95 

24.82 

659.37 

NA 

49.63 

NA 

42.54 

42.54 

35.45 

145.35 

134.71 

180.80 

170.16 

276.51 

556.57 

NA 

NA 

42.54 

39.00 

113.44 

70.90 

92.17 

81.54 

92.17 

92.17 

397.04 

517.57 

42.54 

42.54 

113.44 

113.44 

545.93 

77.99 

99.26 

333.23 

NA 

829.53 

53.18 

85.08 

81.54 

63.81 

42.54 

21.27 

NA 

NA 

21.27 

56.72 

NA 

794.08 

NA 

63.81 

NA 

NA 

NA 

NA 

31.91 

35.45 

1240.75 

1382.55 

NA 

304.87 

1198.21 

1006.78 

NA 

397.04 

141.80 

35.45 

297.78 

921.70 

39.00 

42.54 

NA 

NA 

691.28 

694.82 

226.88 

248.15 

NA 

21.27 

680.64 

560.11 

NA 

NA 


2006 | 

Pre 

Monsoon 

Post 

Monsoon 

148.89 

141.80 

900.43 

460.85 

368.68 

290.69 

35.45 

49.63 

255.24 

63.81 

141.80 

127.62 

NA 

NA 

120.53 

106.35 

NA 

NA 

439.58 

170.16 

290.69 

304.87 

2694.20 

2077.37 

333.23 

134.71 

900.43 

333.23 

538.84 

77.99 

155.98 

226.88 

226.88 

28.36 

233.97 

127.62 

NA 

NA 

21.27 

NA 

1077.68 

850.80 

226.88 

49.63 

70.90 

177.25 

560.11 

645.19 

233.97 

35.45 

35.45 

106.35 

297.78 

233.97 

35.45 

56.72 

134.71 

737.36 

141.80 

56.72 

290.69 

319.05 

99.26 

63.8 

Q 

42.54 

70.9 

El 

28.36 

99.26 

70.90 

70.90 

99.26 

49.63 

503.39 

63.81 

49.63 

70.9 

a 

92.17 

70.9 

a 

864.98 

311.96 

290.69 

333.23 

659.37 

120.53 

85.08 

77.99 

92.17 

00 

o 

LO 

00 

21.27 

35.4 

a 

NA 

NA 

42.54 

35.45 

77.99 

106.35 

262.33 

35.45 

NA 

NA 

28.36 

219.79 

99.26 

NA 

1467.63 

NA 

42.54 

35.45 

1077.68 

971.33 

127.62 

382.86 

63.81 

233.97 

1176.94 

283.60 

14.18 

49.63 

NA 

NA 

709.00 

NA 

21.27 

99.26 

56.72 

21.27 

489.21 

184.34 

NA 

NA 


Chloride, mg/I 


| 2007 | 

Pre 

Monsoon 

Post 

Monsoon 

163.07 

141.80 

21.27 

120.53 

276.51 

120.53 

21.27 

42.54 

1935.57 

28.36 

155.98 

418.31 

NA 

NA 

28.36 

63.81 

NA 

NA 

276.51 

475.03 

666.46 

77.99 

2637.48 

127.62 

127.62 

219.79 

134.71 

42.54 

191.43 

85.08 

233.97 

382.86 

63.81 

255.24 

411.22 

467.94 

NA 

NA 

28.36 

42.54 

872.07 

808.26 

857.89 

92.17 

205.61 

56.72 

326.14 

397.04 

751.54 

35.45 

42.54 

42.54 

77.99 

35.45 

113.44 

NA 

219.79 

42.54 

106.35 

35.45 

241.06 

283.60 

134.71 

163.07 

49.63 

35.45 

843.71 

262.33 

99.26 

106.35 

106.35 

340.32 

63.81 

42.54 

56.72 

56.72 

42.54 

28.36 

262.33 

127.62 

1581.07 

432.49 

297.78 

163.07 

205.61 

127.62 

85.08 

326.14 

49.63 

35.45 

NA 

NA 

21.27 

35.45 

134.71 

106.35 

70.90 

28.36 

NA 

NA 

NA 

NA 

42.54 

127.62 

872.07 

219.79 

304.87 

205.61 

779.90 

1389.64 

219.79 

602.65 

35.45 

503.39 

1176.94 

127.62 

942.97 

2474.41 

NA 

NA 

687.73 

489.21 

241.06 

304.87 

432.49 

35.45 

758.63 

397.04 

NA 

NA 


I 2008 1 

Pre 

Post 

Monsoon 

Monsoon 

148.89 

155.98 

42.54 

609.74 

283.60 

340.32 

35.45 

120.53 

63.81 

233.97 

389.95 

NA 

NA 

262.33 

241.06 

148.89 

NA 

NA 

1460.54 

155.98 

389.95 

233.97 

340.32 

1219.48 

262.33 

262.33 

205.61 

134.71 

184.34 

297.78 

248.15 

233.97 

1169.85 

63.81 

375.77 

524.66 

NA 

NA 

35.45 

21.27 

524.66 

496.30 

850.80 

35.45 

85.08 

63.81 

588.47 

638.10 

42.54 

28.36 

588.47 

35.45 

92.17 

42.54 

404.13 

290.69 

148.89 

56.72 

141.80 

70.90 

283.60 

290.69 

28.36 

531.75 

70.90 

56.72 

205.61 

127.62 

255.24 

163.07 

35.45 

NA 

850.80 

35.45 

56.72 

49.63 

49.63 

28.36 

49.63 

297.78 

184.34 

609.74 

233.97 

276.51 

56.72 

113.44 

113.44 

283.60 

42.54 

49.63 

NA 

NA 

42.54 

35.45 

42.54 

205.61 

42.54 

49.63 

NA 

NA 

49.63 

56.72 

28.36 

751.54 

765.72 

801.17 

241.06 

304.87 

560.11 

801.17 

319.05 

184.34 

134.71 

49.63 

241.06 

1191.12 

602.65 

198.52 

NA 

NA 

659.37 

269.42 

205.61 

49.63 

49.63 

35.45 

581.38 

404.13 

NA 

NA 


Monsoon Monsoon Monsoon Monsoon 


77.99 


106.35 
77.99 " 


70.90 

801.17" 


63.81 

na" 


148.89 

na" 


347.41 
262.33 " 


1623.61 
205.61" 


49.63 
106.35 " 


NA 212.70 
NA NA 


56.72 


333.23 
241.06 ' 


42.54 

255.24' 


127.62 

na' 


276.51 

na' 


106.35 
290.69 ' 


1786.68 

219.79' 


276.51 

233.97' 


219.79 
1184.03 ' 


92.17 


1148.58 

1673.24 


1340.01 

744.45 


205.61 

NA 


233.97 

248.15 


_NA 

269.42 


219.79 

177.25 


155.98 

233.97 


907.52 

148.89 


70.90 

404.13 

NA 

NA 

35.45 

28.36 

496.30 

425.40 

70.90 

21.27 

85.08 

141.80 

723.18 

815.35 

609.74 

63.81 

85.08 

155.98 

35.45 

255.24 

42.54 

545.93 

212.70 

219.79 

170.16 

191.43 

283.60 

70.90 

NA 

NA 

70.90 

70.90 

233.97 

177.25 

241.06 

184.34 

276.51 

85.08 

42.54 

170.16 

77.99 

85.08 

191.43 

28.36 

28.36 

198.52 

191.43 

545.93 

269.42 

801.17 

113.44 

92.17 

233.97 

85.08 

35.45 

42.54 

NA 

NA 

35.45 

35.45 

113.44 

28.36 

794.08 

276.51 

NA 

NA 

NA 

NA 

56.72 

35.45 

NA 

475.03 

198.52 

425.40 

701.91 

652.28 

290.69 

262.33 

42.54 

191.43 

524.66 

2148.27 

1184.03 

70.90 

NA 

NA 

418.31 

49.63 

1573.98 

28.36 

35.45 

49.63 

297.78 

63.81 

NA 

NA 


CHABRANA 

63.81 

361.59 

1148.58 

241.06 

290.69 

127.62 

184.34 

92.17 

70.90 

106.35 

113.44 

70.90 

35.45 

42.54 

482.12 

63.81 

14.18 

92.17 

14.18 

42.54 

28.36 

21.27 

226.88 

NA 

198.52 

106.35 

21.27 

CHANDSEN 

21.27 

233.97 

212.70 

304.87 

212.70 

219.79 

226.88 

148.89 

148.89 

170.16 

163.07 

198.52 

148.89 

241.06 

397.04 

212.70 

241.06 

233.97 

184.34 

255.24 

475.03 

28.36 

354.50 

NA 

1006.78 

801.17 

290.69 


DEVEL 
DIGGI Pz. 


368.68 

1106.04" 


_NA 

4083.84" 


GANWAR* 

2942.35 

134.71 

3020.34 

2368.06 

141.80 

843.71 

382.86 

560.11 

659.37 

411.22 

638.10 

1531.44 

1573.98 

879.16 

744.45 

833.08 

489.21 

1276.20 

382.86 

950.06 

56.72 

510.48 

645.19 

NA 

56.72 

772.81 

92.17 

HAMEERPUR 

517.57 

531.75 

560.11 

496.30 

482.12 

290.69 

283.60 

368.68 

425.40 

326.14 

411.22 

170.16 

808.26 

779.90 

439.58 

4899.19 

425.40 

155.98 

184.34 

141.80 

432.49 

411.22 

375.77 

NA 

1729.96 

3637.17 

425.40 



























































































































































































































































































































































































































































































































1984 


1985 


1986 


1987 


Chloride, mg/I 


Location 


1988 


1989 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 



Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

JHARANA 

NA 

670.01 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

619.67 

NA 

JHARLI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

229.01 

NA 

JORAWARPURA 

226.88 

248.15 

NA 

219.79 

280.06 

177.25 

NA 

354.50 

106.35 

113.44 

106.35 

106.35 

KACHOLIYA 

NA 

NA 

NA 

NA 

NA 

NA 

52.47 

NA 

NA 

NA 

124.08 

NA 

KAKALWARA 

NA 

NA 

NA 

106.35 

NA 

NA 


NA 

63.81 

70.90 

62.04 

77.99 

L.HARISINGH 

NA 

603.01 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

646.61 

NA 

MAHAPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

53.88 

NA 

MALPURA 

NA 

194.27 

NA 

NA 

NA 

NA 

118.05 

NA 

NA 

NA 

229.01 

NA 

MANDOLAI 

NA 

1162.76 

NA 

NA 

NA 

NA 

365.49 

NA 

NA 

NA 

397.40 

NA 

MANOHARPURA 

NA 

NA 

NA 

694.82 

NA 

NA 

779.90 

NA 

1630.70 

730.27 

2800.55 

42.54 

MOR 

NA 

87.21 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

74.09 

NA 

MORLA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

922.76 

NA 

MUNDOTI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

155.98 

PANDARWARA 

NA 

NA 

NA 

411.22 

NA 

NA 

439.58 

NA 

319.05 

269.42 

333.23 

NA 

PUNWALAI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

67.36 

NA 

RINDLIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

ROOPAYALI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

412.99 

NA 

SUWARIYA 

NA 

60.27 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

TORDI 

NA 

545.93 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

393.50 

NA 

River Basin: Banganga 

Sub Basin: Banganga 

ABHANERI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

AGAR Kl DHANI 

NA 

NA 

NA 

NA 

170.16 

163.07 

133.65 

136.13 

144.28 

113.44 

127.98 

NA 

AJABGARH 

NA 

NA 

NA 

NA 

503.39 

475.03 

430.36 

349.18 

328.98 

255.24 

268.36 

NA 

AJAU 

308.06 

277.93 

NA 

NA 

418.31 

138.26 

390.66 

337.48 

0.00 

0.00 

NA 

391.72 

AKHEGARH 

131.17 

115.57 

NA 

NA 

127.62 

141.80 

112.38 

118.40 

109.90 

113.44 

NA 

133.65 

ALIPUR 

370.81 

461.56 

NA 

NA 

503.39 

510.48 

80.83 

355.21 

311.96 

317.63 

NA 

NA 

AMARSAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

ANATPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

Andhi 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

ASTAWAN 

937.30 

970.62 

NA 

NA 

1545.62 

1630.70 

1184.03 

1107.10 

NA 

NA 

NA 

1405.59 

AWAR 

222.63 

152.08 

NA 

NA 

248.15 

262.33 

378.96 

355.21 

658.66 

658.66 

NA 

299.55 

BABEKHAR 

NA 

NA 

NA 

NA 

NA 

NA 

392.79 

497.36 

415.83 

476.45 

NA 

599.11 

BABELI 

62.75 

57.78 

NA 

NA 

35.45 

63.81 

58.14 

53.18 

40.41 

51.05 

42.54 

NA 

BACHAMDI 

NA 

NA 

NA 

NA 

NA 

NA 

202.42 

201.36 

161.65 

198.52 

NA 

156.69 

BADYALKALAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BAHLERA KALAN 

NA 

NA 

NA 

NA 

NA 

NA 

572.16 

568.26 

NA 

515.80 

NA 

235.03 

BAIRAONDA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BALAHEDA Pz. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BALAHEDI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

Balesar 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BAMANPURA 

62.75 

47.15 

NA 

NA 

56.72 

63.81 

219.44 

325.43 

566.14 

453.76 

60.62 

NA 

BANDIKUI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BANSI KALAN 

NA 

NA 

NA 

NA 

NA 

NA 

843.71 

1012.45 

1011.03 

550.18 

NA 

1451.68 

BARA BADKOL 

188.24 

194.27 

NA 

NA 

297.78 

283.60 

209.16 

219.08 

90.04 

225.11 

336.78 

NA 

BARAMAFI 

NA 

NA 

NA 

NA 

NA 

NA 

2831.39 

3137.68 

2686.76 

272.26 

NA 

3571.59 

BARAONDA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BARODA KAN 

1798.02 

1783.84 

NA 

NA 

1375.46 

1765.41 

1509.46 

1499.89 

1767.89 

2212.08 

104.93 

NA 

BAROLICHHAR 

NA 

NA 

NA 

NA 

NA 

NA 

335.00 

444.19 

364.07 

357.34 

NA 

622.15 

BASERI 

NA 

NA 

NA 

NA 

NA 

NA 

155.98 

343.51 

317.63 

368.68 

NA 

760.40 

BASETH 

154.21 

156.34 

NA 

NA 

311.96 

163.07 

167.68 

116.28 

132.58 

113.44 

110.60 

NA 

BASWA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHADIRA PZ. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

707.94 

NA 

BHADURPUR 

257.37 

230.78 

NA 

NA 

283.60 

276.51 

245.31 

236.81 

219.44 

209.86 

231.84 

NA 

BHAINSA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1390.00 

BHANDAREJ 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHANOKHAR 

399.52 

367.26 

NA 

NA 

482.12 

475.03 

464.40 

383.57 

410.16 

380.02 

403.42 

NA 

BHARATPUR 

405.19 

393.50 

NA 

NA 

467.94 

496.30 

414.41 

426.11 

410.16 

459.43 

NA 

829.53 

BHAUT 

40.06 

74.80 

NA 

NA 

141.80 

163.07 

461.91 

148.18 

109.54 

799.75 

NA 

NA 

BHENSDAWAT PZ 

490.98 

46687.65 

NA 

NA 

709.00 

723.18 

657.95 

721.05 

NA 

NA 

545.93 

NA 

BHOSINGA 

NA 

NA 

NA 

NA 

NA 

NA 

410.16 

515.09 

444.90 

470.78 

NA 

529.98 

Bhuj 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHULERI 

102.81 

99.62 

NA 

NA 

148.89 

127.62 

90.40 

100.68 

92.17 

96.42 

97.49 

NA 

BHUSAWAR PZ 

216.95 

188.95 

NA 

NA 

283.60 

290.69 

243.90 

207.38 

179.02 

204.19 

NA 

368.68 

BICHGAON 

68.42 

73.38 

NA 

NA 

106.35 

99.26 

103.16 

85.08 

98.20 

96.42 

142.86 

NA 

BORAI 

707.58 

550.89 

NA 

NA 

850.80 

1006.78 

1574.69 

2509.86 

2715.83 

2977.80 

1824.97 

3410.29 

CHAK BANSI 

NA 

NA 

NA 

NA 

NA 

NA 

2230.51 

2338.64 

2172.38 

2183.72 

NA 

2373.38 

CHANDRANA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

CHANDWAJI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

CHHOKHARWARA 

NA 

NA 

NA 

NA 

NA 

NA 

1386.80 

1515.49 

1583.20 

907.52 

NA 

2073.83 

CHIKSANA 

1050.03 

1241.46 

NA 

NA 

1361.28 

475.03 

1882.75 

1918.20 

2253.56 

918.86 

NA 

2373.38 

CHOKARWARA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DARAPURKALAN 

NA 

NA 

NA 

NA 

NA 

NA 

254.18 

888.02 

300.26 

272.26 

NA 

622.15 

DAUSA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 









1 

1 







1990 | 

| 1991 | 

1 1992 | 

| 1993 | 

| 1994 | 

| 1995 | 

| 1996 | 

19 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 


Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 

579.25 616.83 276.16 901.14 NA NA 772.10 751.54 619.31 609.74 NA 85.08 NA 779.90 864.98 

























































































































































































































































































































































































































































































































Chloride, mg/I 
2007 


Location 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

JHARANA 

467.94 

77.99 

1063.50 

815.35 

1013.87 

815.35 

751.54 

545.93 

659.37 

333.23 

503.39 

368.68 

453.76 

531.75 

92.17 

453.76 

482.12 

397.04 

35.45 

226.88 

184.34 

432.49 

56.72 

NA 

340.32 

262.33 

489.21 


JHARLI 

389.95 

14 

8.89 

85.08 

389.95 

397.04 

425.40 

439.58 

354.50 

340.32 

340.32 

319.05 

432.49 

304.87 

425.40 

716.09 

315.51 

276.51 

354.50 

297.78 

382.86 

397.04 

319.05 

737.36 

NA 

482.12 

368.68 

524.66 

JORAWARPURA 

170.16 

14 

8.89 

99.26 

88.63 

77.99 

77.99 

70.90 

53.18 

85.08 

63.81 

42.54 

106.35 

127.62 

46.09 

198.52 

120.53 

77.99 

53.18 

77.99 

49.63 

60.27 

85.08 

NA 

NA 

NA 

NA 

219.79 


KACHOLIYA 

460.85 

219.79 

127.62 

340.32 

28.36 

212.70 

NA 

375.77 

184.34 

170.16 

212.70 

226.88 

262.33 

269.42 

255.24 

258.79 

170.16 

354.50 

269.42 

389.95 

184.34 

o 

CD 

o 

304.87 

NA 

155.98 

269.42 

283.60 

KAKALWARA 

NA 

NA 

NA 

NA 

NA 

99.26 

92.17 

109.90 

NA 

134.71 

106.35 

92.17 

85.08 

99.26 

81.54 

92.17 

NA 

85.08 

77.99 

53.18 

70.90 

74.45 

NA 

NA 

NA 

NA 

99.26 

L.HARISINGH 

77.99 

141.80 

77.99 

489.21 

801.17 

893.34 

744.45 

1184.03 

42.54 

92.17 

1375.46 

453.76 

1028.05 

134.71 

928.79 

77.99 

70.90 

56.72 

1710.46 

198.52 

1474.72 

616.83 

319.05 

NA 

397.04 

333.23 

205.61 

MAHAPURA 

28.36 

49.63 

35.45 

170.16 

42.54 

42.54 

85.08 

63.81 

241.06 

49.63 

42.54 

35.45 

56.72 

42.54 

35.45 

31.91 

219.79 

42.54 

134.71 

163.07 

35.45 

35.45 

134.71 

NA 

35.45 

35.45 

42.54 

MALPURA 

467.94 

35.45 

219.79 

248.15 

166.62 

815.35 

14.18 

28.36 

42.54 

85.08 

21.27 

28.36 

35.45 

28.36 

28.36 

24.82 

21.27 

21.27 

21.27 

49.63 

28.36 

163.07 

28.36 

NA 

567.20 

56.72 

28.36 

MANDOLAI 

290.69 

113.44 

42.54 

475.03 

205.61 

241.06 

163.07 

375.77 

439.58 

113.44 

212.70 

141.80 

319.05 

219.79 

467.94 

184.34 

191.43 

170.16 

730.27 

NA 

304.87 

900.43 

49.63 

NA 

226.88 

148.89 

241.06 

MANOHARPURA 

191.43 

205.61 

106.35 

226.88 

155.98 

233.97 

1389.64 

35.45 

53.18 

56.72 

35.45 

88.63 

489.21 

35.45 

49.63 

63.81 

49.63 

155.98 

290.69 

39.00 

1088.32 

631.01 

NA 

NA 

NA 

NA 

42.54 

MOR 

42.54 

113.44 

35.45 

56.72 

21.27 

49.63 

70.90 

1659.06 

28.36 

35.45 

106.35 

106.35 

28.36 

56.72 

205.61 

212.70 

21.27 

113.44 

42.54 

35.45 

28.36 

120.53 

283.60 

NA 

35.45 

35.45 

35.45 

MORLA 

4005.85 

127.62 

3084.15 

212.70 

226.88 

730.27 

NA 

248.15 

170.16 

70.90 

56.72 

NA 

28.36 

638.10 

304.87 

194.98 

198.52 

326.14 

99.26 

460.85 

42.54 

886.25 

56.72 

NA 

56.72 

311.96 

49.63 

MUNDOTI 

304.87 

262.33 

287.15 

233.97 

241.06 

223.34 

NA 

237.52 

549.48 

NA 

NA 

NA 

NA 

NA 

70.90 

1368.37 

70.90 

177.25 

49.63 

NA 

NA 

184.34 

NA 

NA 

NA 

NA 

NA 

PANDARWARA 

1120.22 

932.34 

1176.94 

545.93 

978.42 

393.50 

446.67 

471.49 

1212.39 

460.85 

361.59 

276.51 

262.33 

453.76 

1623.61 

510.48 

726.73 

475.03 

77.99 

99.26 

790.54 

446.67 

NA 

NA 

NA 

NA 

1559.80 

PUNWALAI 

744.45 

730.27 

212.70 

496.30 

496.30 

113.44 

77.99 

233.97 

1648.43 

184.34 

184.34 

212.70 

758.63 

283.60 

205.61 

248.15 

155.98 

375.77 

744.45 

42.54 

397.04 

262.33 

42.54 

NA 

28.36 

857.89 

184.34 

RINDLIYA 

NA 

NA 

NA 

NA 

NA 

NA 

269.42 

NA 

77.99 

NA 

141.80 

453.76 

56.72 

148.89 

2063.19 

177.25 

99.26 

326.14 

503.39 

453.76 

63.81 

155.98 

255.24 

NA 

333.23 

1247.84 

177.25 

ROOPAYALI 

985.51 

333.23 

NA 

212.70 

109.90 

56.72 

304.87 

524.66 

411.22 

411.22 

283.60 

354.50 

241.06 

368.68 

638.10 

180.80 

49.63 

397.04 

63.81 

155.98 

134.71 

1134.40 

304.87 

NA 

276.51 

255.24 

404.13 

SUWARIYA 

255.24 

453.76 

389.95 

680.64 

432.49 

779.90 

779.90 

872.07 

1276.20 

1049.32 

723.18 

815.35 

857.89 

1106.04 

638.10 

1304.56 

1006.78 

1269.11 

942.97 

1219.48 

836.62 

701.91 

702.97 

NA 

985.51 

460.85 

340.32 

TORDI 

276.51 

730.27 

42.54 

595.56 

1006.78 

42.54 

1240.75 

1488.90 

21.27 

NA 

326.14 

56.72 

467.94 

347.41 

1914.30 

691.28 

21.27 

453.76 

191.43 

99.26 

70.90 

255.24 

141.80 

NA 

233.97 

155.98 

248.15 


River Basin: Banganga 


ABHANERI 

NA 

283.60 

170.16 

198.52 

241.06 

354.50 

333.23 

241.06 

141.80 

233.97 

184.34 

113.44 

21.27 

177.25 

184.34 

389.95 

276.51 

191.43 

120.53 

92.17 

233.97 

77.99 

241.06 

NA 

191.43 

120.53 

496.30 

AGAR Kl DHANI 

177.25 

205.61 

141.80 

212.70 

191.43 

237.52 

233.97 

184.34 

184.34 

205.61 

155.98 

155.98 

141.80 

198.52 

177.25 

248.15 

74.45 

248.15 

262.33 

184.34 

524.66 

0.00 

56.72 

NA 

49.63 

63.81 

NA 


AJABGARH 

AJAU 


AMARSAR 

ANATPURA 


Andhi _ 

ASTAWAN 


AWAR 

BABEKHAR 


BADYALKALAN 
BAHLERA KALAN 


BALAHEDI 

Balesar 


BAMANPURA 

BANDIKUI 


BARAMAFI 

BARAONDA 


BASERI 

BASETH 


BHANDAREJ 

BHANOKHAR 


BHUSAWAR PZ 
BICHGAON 


CHANDRANA 

CHANDWAJI 


751.54 

1942.66" 


783.45 
2084.46 ' 


666.46 

1581.07" 


673.55 
1637.79 " 


411.22 
1495.99 " 


333.23 

1999.38' 


404.13 
1020.96 ' 


631.01 
3580.45 " 


304.87 
1070.59 ' 


333.23 
1020.96" 


326.14 

1176.94" 


77.99 
1467.63 ' 


AKHEGARH 

432.49 

425.40 

492.76 

418.31 

503.39 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

319.05 

233.97 

985.51 

141.80 

4608.50 

319.05 

340.32 

375.77 

290.69 

1389.64 

283.60 

NA 

NA 

170.16 

NA 

ALIPUR 

957.15 

1162.76 

850.80 

NA 

1176.94 

NA 

1297.47 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

779.90 

NA 

NA 

NA 

2339.70 

1347.10 

0.00 

1325.83 

NA 

NA 

NA 

1347.10 


28.36 

na" 


191.43 
2162.45 " 


765.72 
794.08" 


BABELI 

49.63 

BACHAMDI 

255.24 


_NA 

na" 


_NA 

2736.74 " 


815.35 
765.72 " 


42.54 

326.14" 


70.90 
439.58 " 


35.45 

NA 


198.52 

2382.24 


503.39 

567.20 


56.72 

496.30 


1985.20 

517.57 


163.07 

na" 


290.69 
2609.12 " 


698.37 

na" 


28.36 

326.14 


255.24 

2552.40 


730.27 

928.79 


276.51 

269.42 

NA 

2885.63 


| 49.63 

42.54 

NA 

340.32 



42.54 
63.81" 


85.08 
2403.51" 


1276.20 

517.57" 


77.99 

255.24" 


_NA 

538.84" 


77.99 

63.81 


255.24 

2155.36 


1332.92 

694.82 


63.81 

553.02 


70.90 

198.52 


21.27 

716.09 

1588.16 

1659.06 


389.95 

na" 


NA 

1240.75 " 


170.16 

297.78" 


35.45 

581.38" 


241.06 
1325.83 " 


914.61 

na" 


_NA 

248.15 " 


134.71 
602.65 " 


28.36 
28.36" 


471.49 

1722.87" 


1162.76 

na" 


NA 

794.08 " 


354.50 
432.49 " 


42.54 
35.45 " 


28.36 
1573.98 " 


1439.27 

na" 


_NA 

517.57 " 


404.13 
425.40 " 


14.18 

70.90 


340.32 

2155.36 


1396.73 

NA 


_NA 

765.72 


262.33 

460.85 


21.27 

21.27" 


645.19 
194.98 " 


1651.97 
709.00 " 


49.63 

21.27 


184.34 
2623.30" 


4112.20 

na" 


35.45 

42.5 

28.36 

42.5 


42.54 

28.36 

i 638.10 

1134.40 


184.34 
2694.20" 


2127.00 

na" 


28.36 
304.87 " 


233.97 
822.44" 


191.43 

2807.64 


4126.38 

NA 


14.18 

1850.49 


127.62 

475.03 


70.90 

219.79" 


276.51 
2325.52 " 


1963.93 
999.69 " 


21.27 

716.09 


219.79 
2516.95 " 


4183.10 

na" 


42.54 

432.49 

404.13 

425.40 


262.33 
1169.85 ' 


91.43 
56.72 ' 


673.55 

3162.14' 


205.61 

na' 


63.81 
1169.85 ' 


283.60 
709.00 ' 


28.36 

35.45 


170.16 

2290.07 


5884.70 

NA 


42.54 

382.86 


49.63 

NA 



758.63 

659.37 

3530.82 

2197.90 


4098.02 

na' 


28.36 
524.66 ' 


92.17 
950.06 ' 



53.76 

70.9 

84.34 

42.5 



3559.18 

na" 


4041.30 

113.44 


NA 

120.53 

92.17 

63.81 


1240.75 

28.36 


4658.13 

765.72 

49.63 

42.54 


1503.08 
24.82 ' 


NA 

77.99 

NA 

177.25 


_NA 

1098.95 " 


NA 

1035.14" 


836.62 

1290.38' 


758.63 

1311.65' 


744.45 

496.30 

77.99 

99.26 


CHHOKHARWARA 

2268.80 

CHIKSANA 

2127.00 


77.99 

na' 


2446.05 
2729.65 ' 


42.54 

170.16 


2212.08 

1949.75 


NA 

2233.35 

NA 

2204.99 


155.98 

336.78" 


2538.22 
2495.68" 


70.90 
439.58 " 


2013.56 
2204.99 " 


63.81 
319.05 ' 


1581.07 
2127.00 ' 


205.61 

418.31" 


NA 

1935.57" 


77.99 
297.78 " 


_NA 

2538.22 " 


42.54 
184.34" 


NA 

2290.07" 


49.63 
283.60 " 


_NA 

2580.76 " 


35.45 

311.96 


_NA 

2524.04 


957.15 

170.16 

2368.06 

1737.05 


56.72 
297.78 " 


_NA 

2382.24" 


63.81 

311.96" 


NA 

2864.36" 


255.24 
737.36 " 


148.89 
2127.00 " 


56.72 
652.28" 


184.34 
2056.10" 


283.60 
375.77 ' 


531.75 
2375.15 ' 


155.98 

850.80 


_NA 

2977.80 



155.98 

NA 


106.35 

11698.50 


120.53 

794.08 


BAIRAONDA 

NA 

NA 

148.89 

56.72 

70.90 

212.70 

NA 

NA 

56.72 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

49.63 

70.90 

42.54 

56.72 

63.81 

35.45 

NA 

63.81 

63.81 

70.90 

BALAHEDA Pz. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

262.33 

NA 

354.50 

35.45 

730.27 

418.31 

595.56 

574.29 

574.29 

655.83 

531.75 

1262.02 

297.78 

496.30 

595.56 

389.95 

NA 

864.98 

609.74 

517.57 


631.01 

49.63 


2056.10 

120.53 


BANSI KALAN 

397.04 

737.36 

609.74 

NA 

950.06 

NA 

1446.36 

1566.89 

205.61 

1708.69 

283.60 

2070.28 

1212.39 

1581.07 

886.25 

1198.21 

567.20 

1006.78 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BARA BADKOL 

226.88 

226.88 

184.34 

209.16 

170.16 

198.52 

NA 

177.25 

205.61 

131.17 

205.61 

NA 

NA 

NA 

NA 

170.16 

219.79 

205.61 

113.44 

212.70 

NA 

106.35 

141.80 

NA 

92.17 

170.16 

148.89 


BARODA KAN 

2105.73 

1921.39 

2325.52 

NA 

2460.23 

NA 

1822.13 

2041.92 

2134.09 

1659.06 

2438.96 

2063.19 

2304.25 

2339.70 

2566.58 

2066.74 

1843.40 

1354.19 

347.41 

319.05 

3162.14 

2488.59 

1531.44 

NA 

276.51 

5331.68 

460.85 

BAROLICHHAR 

616.83 

177.25 

879.16 

1071.30 

942.97 

NA 

794.08 

659.37 

425.40 

652.28 

744.45 

NA 

425.40 

NA 

NA 

70.90 

205.61 

347.41 

269.42 

141.80 

70.90 

290.69 

NA 

NA 

NA 

326.14 

368.68 


_NA 

1042.23 " 


BASWA 

NA 

141.80 

70.90 

141.80 

70.90 

70.90 

163.07 

70.90 

1134.40 

155.98 

155.98 

163.07 

304.87 

113.44 

184.34 

361.59 

109.90 

127.62 

177.25 

141.80 

276.51 

319.05 

326.14 

NA 

297.78 

226.88 

85.08 

BHADIRA PZ. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

0.00 

NA 

NA 


BHADURPUR 

297.78 

354.50 

276.51 

269.42 

241.06 

297.78 

255.24 

957.15 

233.97 

NA 

NA 

NA 

NA 

NA 

NA 

212.70 

230.43 

233.97 

1148.58 

177.25 

63.81 

248.15 

269.42 

NA 

42.54 

411.22 

354.50 

BHAINSA 

NA 

99.26 

1765.41 

184.34 

NA 

NA 

NA 

496.30 

155.98 

NA 

70.90 

134.71 

49.63 

148.89 

70.90 

155.98 

35.45 

209.16 

404.13 

574.29 

482.12 

63.81 

56.72 

NA 

177.25 

226.88 

28.36 


1106.04 

na' 


BHARATPUR 

1247.84 

1237.21 

237.52 

NA 

744.45 

NA 

595.56 

709.00 

1389.64 

716.09 

815.35 

1035.14 

2687.11 

3289.76 

1375.46 

1524.35 

1595.25 

1375.46 

1843.40 

1765.41 

2063.19 

2552.40 

2779.28 

NA 

NA 

2268.80 

2233.35 

BHAUT 

595.56 

631.01 

2573.67 

NA 

602.65 

NA 

751.54 

1425.09 

1290.38 

1531.44 

1644.88 

1935.57 

368.68 

588.47 

354.50 

NA 

92.17 

595.56 

354.50 

1573.98 

106.35 

2878.54 

70.90 

NA 

NA 

2127.00 

503.39 


BHENSDAWAT PZ 

198.52 

205.61 

219.79 

205.61 

141.80 

134.71 

127.62 

120.53 

1978.11 

1893.03 

106.35 

70.90 

2077.37 

85.08 

1992.29 

1403.82 

2073.83 

2538.22 

2141.18 

2148.27 

1524.35 

1729.96 

368.68 

NA 

879.16 

531.75 

1517.26 

BHOSINGA 

1020.96 

269.42 

808.26 

290.69 

340.32 

NA 

1311.65 

382.86 

120.53 

297.78 

333.23 

269.42 

418.31 

375.77 

1134.40 

382.86 

1254.93 

382.86 

638.10 

921.70 

1148.58 

1276.20 

1028.05 

NA 

0.00 

737.36 

482.12 


Bhuj 

205.61 

NA 

113.44 

212.70 

120.53 

255.24 

28.36 

42.54 

127.62 

49.631 

397.04 

255.24 

177.25 

35.45 

122.30 

35.45 

21.27 4 

39.58 

28.36 

155.98 

134.71 

49.63 

120.53 

NA 

382.86 

106.35 

1836.31 

BHULERI 

70.90 

85.08 

92.17 

120.53 

85.08 

106.35 

42.54 

70.90 

99.26 


NA 

NA 

NA 

NA 

NA 

99.26 

67.36 

85.08 

63.81 

113.44 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


638.10 

638.10 

99.26 

77.99 


BORAI 

1091.86 

857.89 

106.35 

631.01 

737.36 

NA 

779.90 

1304.56 

1120.22 

1573.98 

1524.35 

1566.89 

1169.85 

1651.97 

1375.46 

1609.43 

1559.80 

2084.46 

4204.37 

1949.75 

4183.10 

2871.45 

2963.62 

NA 

NA 

6671.69 

163.07 

CHAK BANSI 

NA 

NA 

290.69 

NA 

311.96 

NA 

3679.71 

241.06 

155.98 

219.79 

1205.30 

255.24 

446.67 

262.33 

404.13 

326.14 

326.14 

297.78 

382.86 

411.22 

283.60 

425.40 

NA 

NA 

0.00 

375.77 

425.40 


290.69 

28.36' 


1063.50 
2339.70 ' 


CHOKARWARA 

NA 

70.90 

63.81 

35.45 

42.54 

56.72 

NA 

49.63 

354.50 

382.86 

28.36 

92.17 

47.15 

63.81 

70.90 

205.61 

191.43 

163.07 

184.34 

141.80 

319.05 

99.26 

191.43 

NA 

35.45 

113.44 

120.53 

DARAPURKALAN 

460.85 

446.67 

510.48 

NA 

616.83 

NA 

545.93 

489.21 

503.39 

397.04 

404.13 

375.77 

347.41 

375.77 

475.03 

326.14 

397.04 

283.60 

262.33 

241.06 

283.60 

205.61 

184.34 

NA 

NA 

177.25 

184.34 




































































































































































































































































































































































































































































































































DERA 

DEWRA 


DHANWARA 

DHARSONI 


DOROLI 

DUBBI 


FULELLA 
GADAULI PZ. 


GANDRAO 

GANGROLI 


GAZIPUR 

GAZIPUR 


GHOSRANA 
GOLA KA BAS 


HADOLI 

HADYAROHAT 


HARSANA 
HATYORI PZ. 


INDUKA 

JAGHEENA 


JALUKI _ 

JANGI NAGLA 


JATOLI 

JHAKRA 


KALAKHO 
KALIPAHARI PZ. 


KANWARA 

KAREELI 


KASOT 

KATHUMAR 


KH.LADKHANI 

KHAIRORA 


KHATIPURA PZ. _ 

KHERA MANGALSINGH 


_ Chloride, mg/I _ 

1984 1985 1986 1987 1988 1989 1990 1991 1992 1993 1994 1995 1996 

Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post 

Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 


_19 

Pre 

Monsoon 

2197.90 


DENDABASERI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

129.39 

NA 

120.89 

68.06 

205.61 

262.33 

NA 1 

4.18 

496.30 

NA 

389.95 

DEORI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

244.96 

29.07 

52.82 

81.54 

49.63 

56.72 

NA 4 

2.54 

134.71 

NA 

56.72 


90 

86.50 

48 

51.76 


48 

42.5 

03 

36.5 


198.52 

3190.50' 


DHAND 

199.94 

225.46 

NA 

NA 

297.78 

283.60 

270.84 

273.32 

196.39 

179.02 

183.63 

NA 

289.63 

264.10 

249.57 

NA 

592.02 

NA 

361.59 

269.42 

265.52 

226.88 

248.15 

1510.17 

255.24 

248.15 

NA 

DHANOTA 

884.83 

1080.52 

NA 

NA 

1715.78 

2098.64 

1953.65 

1486.06 

1964.64 

1962.51 

NA 

2396.42 

3091.95 

3181.64 

3428.72 

NA 

2926.75 

3369.17 

NA 

NA 

NA 

3686.80 

NA 

3693.89 

NA 

1758.32 

2871.45 


1421.55 
72.67' 


1337.88 
59.20' 


1236.50 
46.09 " 


1393.54 
83.31" 


4594.32 
68.06 ' 


1211.68 
187.53 ' 


5664.91 
127.62 ' 


Dhola 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

60.97 

138.26 

NA 

NA 

646.61 

NA 

155.98 

27.65 

312.67 

NA 

113.44 

NA 

113.44 

120.53 

212.70 

DHURMUI 

NA 

NA 

NA 

NA 

NA 

NA 

1617.94 

1562.99 

1675.72 

3292.60 

NA 

1774.27 

1997.61 

1501.66 

1799.09 

NA 

3403.20 

1061.73 

NA 

NA 

2306.73 

2162.45 

2091.55 

1637.79 

NA 

3913.68 

2091.55 


108.48 

na" 


NA 

142.86" 


NA 

1609.43 " 


135.07 

na" 


_NA 

168.03 " 


_NA 

1416.58 " 


134.71 

na" 


NA 

354.50" 


NA 

1942.66" 


113.44 

na" 


_NA 

567.20" 


_NA 

2580.76 " 


70.90 

NA 


_NA 

260.56 


_NA 

2516.24 


NA 

NA 

213.06 

288.92 


_NA 

1906.15 ' 


NA 

2340.41" 


_NA 

na" 


_NA 

391.37 " 


_NA 

2053.26 " 


127.98 

na' 


NA 

1882.04' 


NA 

na' 


_NA 

na' 


_NA 

875.62 ' 


_NA 

2834.23 ' 


127.98 

na" 


NA 

1038.69 " 


NA 

3148.32 " 


97.13 

na" 


_NA 

916.03 " 


_NA 

3132.01" 


112.73 

NA 


_NA 

582.44 


_NA 

3760.54 


NA 

102.10 

316.92 

1211.68 


_NA 

2543.89 ' 


71.61 

2722.56 


_NA 

774.23 " 


124.08 
1048.26 " 


29.07 
4798.51 " 


! 122.30 

99.26 

NA 

905.39 


77.99 
2858.69 " 


99.26 
1134.40 " 


85.08 
2765.10" 


134.71 

na' 


NA 

na' 


NA 

2651.66' 


120.53 

42.54' 


141.80 
560.11' 


85.08 
3233.04' 


_NA 

na" 


_NA 

510.48 " 


_NA 

1659.06 " 


1053.93 
52.11' 


1669.34 
59.20' 


1086.19 
17.02 " 


1106.04 
64.52 ' 


1014.23 

105.64" 


1865.03 

na" 


GUDHA KATLA 

NA 

GUNSARA 

1552.71 


341.03 
94.30" 


_NA 

1458.41" 


393.50 

na" 


517.57 
148.89 " 


NA 

2282.98" 


588.47 

na" 


496.30 
262.33 " 


_NA 

2297.16 " 


602.65 

na" 


419.37 

116.28 


_NA 

1799.80 


681.00 

NA 


NA 

NA 

1822.84 

1802.99 


414.06 
79.41" 


_NA 

1849.07 " 


79.41 

na" 


NA 

NA 

2281.21 

2468.03 


458.72 
104.22 " 


_NA 

2492.14" 


400.59 

na" 


466.88 

72.32' 


NA 

2728.23 ' 


324.37 

na' 


190.01 
51.05 " 


NA 

2586.43 " 


408.38 

na" 


_NA 

na" 


_NA 

2722.56 " 


95.36 

na" 


142.86 

92.17 

| NA 

6806.40 


_NA 

155.98 " 


134.71 
2587.85 " 


333.23 
177.25 " 


NA 

163.07' 


NA 

2169.54' 


127.62 
378.25 ' 


_NA 

184.34' 


99.26 

2212.08' 


85.08 
141.80 ' 


1162.76 

na' 


1297.47 
127.62 ' 


1098.95 

na" 


2147.56 
737.36 ' 


188.59 
1104.62 " 


199.23 
1695.93 ' 


204.19 

1454.16" 


475.03 
1878.85 " 


177.25 

1176.94' 


255.24 

3871.14' 


1107.81 

na" 


1134.40 

na' 


1120.22 

na' 


2408.47 
228.30" 


5069.35 
354.50" 


4321.71 

296.72' 


4381.62 
255.95 ' 


5078.57 

na' 


4431.25 

316.57" 


4738.60 

361.24" 


5472.06 
305.93 ' 


5051.63 

na' 


1293.22 

na" 


6159.79 

363.01" 


2871.45 
340.32 " 


2559.49 

333.23' 


4913.37 
283.60 ' 


1543.85 

na' 


4029.96 

na" 


1407.72 

na" 


1364.12 

15.95' 


1415.87 

na' 


2063.19 
35.45 ' 


56.01 
113.44" 


1311.65 


_NA 

113.44" 


1354.19 


177.25 

na' 


1116.68 


276.51 
283.60 ' 


1162.76 


233.97 

432.49 


1488.90 


_NA 

297.78 


248.15 

496.30 


70.90 

2623.30 


GANGROLI 

NA 

NA 

NA 

NA 

NA 

NA 

398.81 

307.71 

346.70 

385.70 

NA 

506.94 

708.65 

663.62 

361.24 

NA 

40.77 

604.07 

NA 

NA 

159.88 

120.53 

134.71 

155.98 

NA 

63.8 

1 

163.07 

GARHI SAWAIRAM 

216.95 

229.72 

NA 

NA 

276.51 

276.51 

NA 

NA 

NA 

NA 

18.43 

NA 

20.21 

118.05 

15.95 

95.72 

30.13 

NA 

56.72 

42.54 

81.54 

28.36 

21.27 

42.54 

35.45 

49.6 

3 _ 

NA 


538.84 
1063.50" 


1949.75 

368.68 


GEEJGARH 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

289.27 

168.03 

151.02 

54.24 

77.9 

3 

120.53 

NA 

205.61 

212.70 

NA 

163.07 

GHATA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

73.03 

48.57 

NA 

NA 

95.72 

NA 

51.40 

46.79 

42.54 

55.3 

El 

NA 

63.81 

NA 

290.69 

0.00 

0.00 


_NA 

NA 


106.35 

1843.40 


191.43 

85.08 


HALENA 

268.36 

272.97 

NA 

NA 

404.13 

397.04 

613.29 

651.22 

479.28 

453.76 

NA 

882.71 

1163.82 

1044.36 

NA 

NA 

1061.73 

2043.34 

NA 

NA 

632.43 

1276.20 

1396.73 

1850.49 

NA 

1361.28 

1524.35 

HANTRA 

245.31 

241.42 

NA 

NA 

375.77 

439.58 

497.36 

479.64 

997.56 

1383.97 

NA 

1843.40 

1528.60 

1629.99 

1651.62 

1570.44 

1119.51 

1565.47 

NA 

NA 

1014.23 

1169.85 

1148.58 

1850.49 

NA 

1559.80 

1843.40 


1113.13 
191.43 " 


HINGOTA 

NA 

NA 

NA 

NA 

NA 

NA 

404.49 

402.71 

300.26 

351.66 

NA 

414.77 

97.13 

356.98 

29.42 

361.24 

258.79 

286.79 

NA 

NA 

361.24 

744.45 

290.69 

914.61 

NA 

326.14 

389.95 

IKRAN PZ 

NA 

NA 

NA 

NA 

4750.30 

NA 

3759.47 

3907.30 

3755.93 

3601.72 

NA 

4470.25 

4672.67 

4307.18 

5014.05 

NA 

3096.91 

2875.70 

NA 

NA 

4029.96 

4062.57 

786.99 

3601.72 

NA 

3913.68 

1162.76 


_NA 

2438.96 " 


JAGJEEVANPURA 

593.43 

NA 

NA 

NA 

744.45 

730.27 

606.55 

568.26 

NA 

NA 

NA 

1474.72 

1944.43 

1212.39 

1415.87 

1622.19 

1184.39 

1404.53 

NA 

NA 

1347.81 

1453.45 

1630.70 

1425.09 

NA 

1460.54 

1240.75 

JAISINGHPURA 

97.13 

84.02 

NA 

NA 

120.53 

99.26 

84.02 

70.90 

45.73 

164.49 

60.97 

NA 

67.36 

62.39 

72.32 

36.87 

102.10 

NA 

NA 

113.44 

202.42 

49.63 

141.80 

113.44 

134.71 

120.53 

NA 


JANGRU 

102.81 

120.53 

NA 

NA 

290.69 

297.78 

148.54 

482.48 

2446.05 

96.42 

160.23 

NA 

639.87 

166.62 

676.03 

NA 

205.97 

NA 

496.30 

120.53 

286.44 

85.08 

170.16 

49.63 

49.63 

49.63 

NA 

JANUTHAR 

342.45 

293.88 

NA 

NA 

517.57 

545.93 

485.31 

473.61 

525.72 

571.81 

NA 

829.53 

1219.48 

1020.25 

1213.45 

NA 

1102.50 

3001.55 

NA 

NA 

1116.32 

NA 

1283.29 

950.06 

NA 

NA 

361.59 


JHALATALA 

325.43 

335.71 

NA 

NA 

418.31 

348.83 

548.41 

470.78 

664.33 

654.41 

275.45 

NA 

NA 

146.05 

1577.17 

NA 

NA 

NA 

918.16 

673.55 

NA 

567.20 

NA 

482.12 

829.53 

588.47 

NA 

JHALATALA 

NA 

NA 

NA 

NA 

NA 

NA 

69.48 

70.90 

57.78 

73.74 

NA 

73.74 

97.13 

74.09 

81.18 

88.63 

149.60 

143.57 

NA 

NA 

104.22 

177.25 

184.34 

276.51 

NA 

241.06 

198.52 


K.SUMERSINGH 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

195.68 

88.27 

134.71 

163.07 

NA 

262.33 

319.05 

NA 

283.60 

KABLESHWAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

61.33 

51.05 

67.71 

40.77 

77.99 

85.08 

531.75 

92.17 

134.71 

NA 

141.80 


KALYANPUR 

405.19 

435.33 

NA 

NA 

489.21 

510.48 

562.59 

580.32 

641.29 

550.18 

NA 

244.25 

875.62 

740.91 

987.99 

1047.19 

912.13 

1737.05 

NA 

NA 

562.95 

262.33 

92.17 

446.67 

NA 

560.11 

701.91 

KANJOLI 

421.86 

3698.85 

NA 

NA 

5352.95 

503.39 

4529.09 

4558.52 

4391.55 

3970.40 

NA 

5046.31 

5767.01 

5388.40 

6415.03 

NA 

3811.58 

4530.51 

NA 

NA 

548.77 

5069.35 

4360.35 

6239.20 

NA 

233.97 

1070.59 


KARIRIYA 

741.97 

918.86 

NA 

NA 

1077.68 

1063.50 

990.47 

790.54 

762.53 

774.23 

724.95 

NA 

956.44 

903.27 

NA 

NA 

884.83 

NA 

1077.68 

942.97 

1236.14 

1283.29 

NA 

382.86 

921.70 

694.82 

NA 

KARIRIYA PZ 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1077.68 

NA 

NA 

NA 

NA 


2516.95 

NA 


KAWAI 

473.61 

314.80 

NA 

NA 

290.69 

269.42 

592.02 

1030.18 

0.00 

0.00 

NA 

1820.36 

2536.09 

NA 

1054.28 

81.18 

3062.88 

394.91 

NA 

NA 

381.09 

2268.80 

2332.61 

1127.31 

NA 

694.82 

673.55 

KEOLADEO PARK 

57.08 

73.38 

NA 

NA 

148.89 

134.71 

177.61 

118.40 

126.91 

215.54 

NA 

483.89 

621.79 

134.71 

199.23 

NA 

74.80 

24.46 

NA 

NA 

55.66 

28.36 

56.72 

49.63 

NA 

623.92 

49.63 


KHAKHAWALI 

730.63 

624.28 

NA 

NA 

687.73 

673.55 

562.59 

745.87 

508.35 

623.92 

NA 

645.19 

625.34 

559.05 

744.81 

722.47 

1225.15 

326.85 

NA 

NA 

136.13 

3899.50 

219.79 

127.62 

NA 

276.51 

397.04 

KHANGRI 

NA 

NA 

NA 

NA 

NA 

NA 

121.24 

106.71 

NA 

NA 

NA 

101.39 

118.05 

50.34 

132.62 

147.47 

40.77 

190.72 

NA 

NA 

176.90 

191.43 

NA 

99.26 

NA 

170.16 

141.80 


1503.08 
49.63 " 


1772.50 

NA 


KHERLI GANJ 

262.69 

262.33 

NA 

NA 

226.88 

319.05 

225.82 

238.22 

184.70 

136.13 

110.60 

NA 

80.83 

83.31 

104.58 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KHERLI GARASIYA 

NA 

NA 

NA 

NA 

NA 

NA 

410.16 

384.99 

358.40 

369.74 

420.44 

506.94 

593.43 

552.31 

595.56 

589.89 

551.25 

508.71 

277.93 

NA 

435.68 

1169.85 

475.03 

453.76 

NA 

NA 

184.34 


__NA 

368.68 


1474.72 
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Chloride, mg/I 


2000 


2001 


2002 


1998 


1999 


Location 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 


Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

DEEWLI PZ. 

290.69 

304.87 

177.25 

NA 

269.42 

NA 

276.51 

NA 

NA 

NA 

NA 

NA 

DENDABASERI 

NA 

333.23 

42.54 

106.35 

347.41 

297.78 

NA 

163.07 

170.16 

70.90 

113.44 

77.99 

DEORI 

NA 

92.17 

85.08 

70.90 

70.90 

70.90 

NA 

NA 

70.90 

779.90 

42.54 

99.26 

DERA 

184.34 

283.60 

163.07 

148.89 

134.71 

127.62 

127.62 

99.26 

70.90 

77.99 

63.81 

106.35 

DEWRA 

92.17 

49.63 

92.17 

99.26 

70.90 

99.26 

85.08 

63.81 

42.54 

382.86 

49.63 

42.54 

DHAND 

212.70 

NA 

272.61 

269.42 

276.51 

283.60 

290.69 

248.15 

233.97 

NA 

NA 

NA 

DHANOTA 

2800.55 

3438.65 

1871.76 

NA 

3396.11 

NA 

3318.12 

2913.99 

716.09 

2743.83 

397.04 

1269.11 

DHANWARA 

645.19 

1949.75 

531.75 

1024.51 

1127.31 

NA 

985.51 

2141.18 

1340.01 

1035.14 

1403.82 

595.56 

DHARSONI 

170.16 

106.35 

99.26 

NA 

92.17 

NA 

77.99 

77.99 

77.99 

56.72 

63.81 

92.17 

Dhola 

141.80 

NA 

191.43 

326.14 

198.52 

602.65 

212.70 

212.70 

184.34 

113.44 

255.24 

354.50 

DHURMUI 

2020.65 

2169.54 

1942.66 

NA 

2275.89 

NA 

1247.84 

2127.00 

2063.19 

1815.04 

1793.77 

2084.46 

DOROLI 

170.16 

127.62 

120.53 

141.80 

120.53 

NA 

141.80 

NA 

NA 

NA 

NA 

NA 

DUBBI 

NA 

170.16 

155.98 

70.90 

248.15 

276.51 

NA 

361.59 

304.87 

354.50 

340.32 

397.04 

FULELLA 

NA 

184.34 

177.25 

255.24 

170.16 

148.89 

191.43 

212.70 

354.50 

163.07 

155.98 

170.16 

GADAULI PZ. 

467.94 

425.40 

382.86 

304.87 

269.42 

NA 

375.77 

489.21 

1127.31 

NA 

NA 

NA 

GANDRAO 

NA 

70.90 

92.17 

70.90 

70.90 

77.99 

NA 

141.80 

170.16 

35.45 

42.54 

92.17 

GANGROLI 

99.26 

3637.17 

411.22 

3091.24 

652.28 

NA 

1169.85 

2885.63 

1247.84 

2800.55 

311.96 

3311.03 

GANGROLI 

184.34 

670.01 

602.65 

NA 

219.79 

NA 

1106.04 

77.99 

985.51 

1020.96 

1035.14 

NA 

GARHI SAWAIRAM 

63.81 

42.54 

42.54 

42.54 

28.36 

28.36 

35.45 

21.27 

42.54 

35.45 

35.45 

28.36 

GAZIPUR 

2162.45 

2084.46 

1520.81 

1701.60 

1155.67 

NA 

2077.37 

652.28 

354.50 

1673.24 

680.64 

340.32 

GAZIPUR 

191.43 

177.25 

99.26 

NA 

893.34 

NA 

99.26 

49.63 

439.58 

134.71 

1772.50 

120.53 

GEEJGARH 

NA 

177.25 

141.80 

134.71 

177.25 

134.71 

NA 

163.07 

141.80 

148.89 

184.34 

127.62 

GHATA 

NA 

2204.99 

49.63 

63.81 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GHOSRANA 

297.78 

283.60 

319.05 

NA 

233.97 

NA 

730.27 

446.67 

347.41 

290.69 

NA 

NA 

GOLA KA BAS 

177.25 

163.07 

184.34 

148.89 

134.71 

113.44 

106.35 

92.17 

106.35 

NA 

NA 

NA 

GUDHA KATLA 

NA 

127.62 

99.26 

106.35 

92.17 

99.26 

99.26 

85.08 

205.61 

106.35 

35.45 

63.81 

GUNSARA 

1666.15 

1928.48 

1864.67 

2024.20 

2070.28 

NA 

2410.60 

2453.14 

2290.07 

2226.26 

1971.02 

2169.54 

HADOLI 

453.76 

538.84 

609.74 

NA 

730.27 

NA 

829.53 

687.73 

645.19 

1091.86 

1205.30 

NA 

HADYAROHAT 

NA 

99.26 

106.35 

106.35 

106.35 

92.17 

205.61 

70.90 

283.60 

354.50 

106.35 

723.18 

HALENA 

1524.35 

1722.87 

1510.17 

NA 

1623.61 

NA 

1545.62 

1325.83 

106.35 

1113.13 

1992.29 

1510.17 

HANTRA 

1737.05 

1751.23 

1875.31 

56.72 

2027.74 

NA 

1134.40 

2169.54 

2651.66 

2836.00 

3332.30 

3367.75 

HARSANA 

1169.85 

1127.31 

1056.41 

1205.30 

1134.40 

1176.94 

999.69 

971.33 

907.52 

794.08 

857.89 

907.52 

HATYORI PZ. 

184.34 

191.43 

141.80 

NA 

85.08 

NA 

56.72 

NA 

NA 

NA 

NA 

NA 

HINGOTA 

411.22 

645.19 

581.38 

NA 

531.75 

NA 

49.63 

680.64 

815.35 

503.39 

560.11 

701.91 

IKRAN PZ 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

INDUKA 

687.73 

446.67 

219.79 

304.87 

496.30 

NA 

375.77 

276.51 

1807.95 

361.59 

375.77 

404.13 

JAGHEENA 

574.29 

1446.36 

900.43 

NA 

999.69 

NA 

439.58 

751.54 

1446.36 

1148.58 

4821.20 

1694.51 

JAGJEEVANPURA 

198.52 

3225.95 

1538.53 

NA 

1708.69 

NA 

1935.57 

1595.25 

1666.15 

1495.99 

1545.62 

1744.14 

JAISINGHPURA 

42.54 

155.98 

184.34 

155.98 

141.80 

198.52 

99.26 

170.16 

148.89 

113.44 

106.35 

120.53 

JALUKI 

659.37 

560.11 

666.46 

NA 

531.75 

NA 

375.77 

397.04 

574.29 

333.23 

453.76 

524.66 

JANGI NAGLA 

545.93 

595.56 

716.09 

NA 

779.90 

NA 

609.74 

NA 

NA 

NA 

NA 

NA 

JANGRU 

63.81 

127.62 

35.45 

NA 

42.54 

NA 

134.71 

368.68 

85.08 

120.53 

1510.17 

NA 

JANUTHAR 

737.36 

705.46 

467.94 

694.82 

928.79 

NA 

1028.05 

1418.00 

354.50 

1120.22 

907.52 

978.42 

JATOLI 

595.56 

1056.41 

269.42 

NA 

517.57 

NA 

914.61 

1070.59 

964.24 

1120.22 

NA 

524.66 

JHAKRA 

106.35 

106.35 

113.44 

113.44 

92.17 

99.26 

92.17 

NA 

NA 

NA 

NA 

NA 

JHALATALA 

1488.90 

1744.14 

1141.49 

1588.16 

1262.02 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JHALATALA 

248.15 

127.62 

148.89 

NA 

276.51 

NA 

85.08 

56.72 

56.72 

113.44 

49.63 

NA 

JHIRI 

368.68 

283.60 

340.32 

177.25 

184.34 

200.29 

170.16 

155.98 

155.98 

85.08 

127.62 

184.34 

JOPRA 

NA 

77.99 

77.99 

70.90 

70.90 

70.90 

49.63 

70.90 

106.35 

63.81 

70.90 

77.99 

K.SUMERSINGH 

NA 

269.42 

276.51 

248.15 

283.60 

177.25 

290.69 

418.31 

283.60 

248.15 

233.97 

226.88 

KABLESHWAR 

NA 

148.89 

170.16 

155.98 

141.80 

92.17 

155.98 

106.35 

141.80 

127.62 

134.71 

49.63 

KALAKHO 

NA 

212.70 

56.72 

191.43 

155.98 

127.62 

NA 

134.71 

148.89 

106.35 

148.89 

148.89 

KALIPAHARI PZ. 

NA 

NA 

NA 

NA 

NA 

NA 

35.45 

NA 

NA 

NA 

NA 

NA 

KALYANPUR 

113.44 

141.80 

216.25 

NA 

2282.98 

NA 

248.15 

2162.45 

219.79 

1184.03 

113.44 

1297.47 

KANJOLI 

1772.50 

1992.29 

35.45 

NA 

56.72 

NA 

1893.03 

56.72 

581.38 

2119.91 

368.68 

3091.24 

KANWARA 

70.90 

70.90 

92.17 

63.81 

70.90 

63.81 

92.17 

77.99 

85.08 

113.44 

85.08 

NA 

KAREELI 

184.34 

198.52 

315.51 

219.79 

248.15 

NA 

255.24 

340.32 

290.69 

212.70 

311.96 

269.42 

KARIRIYA 

1262.02 

1520.81 

1581.07 

1616.52 

1481.81 

1063.50 

1297.47 

1332.92 

1283.29 

1084.77 

NA 

NA 

KARIRIYA PZ 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KASOT 

1914.30 

1815.04 

418.31 

2112.82 

1864.67 

NA 

2793.46 

1205.30 

2559.49 

3984.58 

3807.33 

4580.14 

KATHUMAR 

311.96 

319.05 

389.95 

NA 

389.95 

NA 

425.40 

397.04 

453.76 

347.41 

460.85 

623.92 

KAWAI 

687.73 

893.34 

226.88 

730.27 

808.26 

NA 

864.98 

2006.47 

2488.59 

1616.52 

2389.33 

2694.20 

KEOLADEO PARK 

56.72 

120.53 

368.68 

NA 

184.34 

NA 

35.45 

652.28 

70.90 

131.17 

141.80 

177.25 

KH.LADKHANI 

56.72 

NA 

92.17 


70.90 

141.80 

77.99 

311.96 

21.27 

177.25 

42.54 

177.25 

KHAIRORA 

106.35 

92.17 

42.54 

NA 

35.45 

NA 

177.25 

131.17 

28.36 

42.54 

NA 

70.90 

KHAKHAWALI 

283.60 

333.23 

421.86 

NA 

297.78 

NA 

418.31 

411.22 

411.22 

453.76 

623.92 

744.45 

KHANGRI 

141.80 

155.98 

148.89 

120.53 

134.71 

NA 

340.32 

106.35 

177.25 

127.62 

106.35 

127.62 

KHATIPURA PZ. 

2197.90 

2070.28 

2410.60 

NA 

2332.61 

NA 

2538.22 

1864.67 

1793.77 

2119.91 

42.54 

NA 

KHERA MANGALSINGH 

63.81 

35.45 

28.36 

21.27 

35.45 

42.54 

35.45 

63.81 

35.45 

63.81 

77.99 

NA 

KHERLI GANJ 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KHERLI GARASIYA 

609.74 

638.10 

744.45 

652.28 

631.01 

NA 

595.56 

581.38 

595.56 

524.66 

NA 

531.75 

KHOH 

368.68 

389.95 

382.86 

347.41 

333.23 

319.05 

269.42 

63.81 

241.06 

205.61 

198.52 

191.43 

KHURI 

NA 

397.04 

361.59 

602.65 

475.03 

673.55 

744.45 

NA 

141.80 

283.60 

588.47 

560.11 

KIRTI NANGLA 

NA 

1701.60 

1503.08 

NA 

1609.43 

219.79 

1758.32 

163.07 

1878.85 

439.58 

1446.36 

1779.59 



Post 

Monsoon 

155.98 


106.35 

47.15 


56.72 

77.99 


_NA 

801.17 


1488.90 

77.99 


56.72 

1722.87 


_NA 

413.35 


311.96 

NA 


94.30 

2509.86 


_NA 

28.36 


886.25 

NA 


141.80 

NA 


397.04 

163.07 


35.45 

1070.59 


836.62 

113.44 


1673.24 

2956.53 


765.72 

35.45 


_NA 

829.53 


411.22 

1035.14 


1191.12 

141.80 


517.57 

NA 


35.45 

269.42 


141.80 

NA 


_NA 

NA 


134.71 

63.81 


200.65 

63.81 


106.35 

NA 


70.90 

113.44 


77.99 

155.98 


_NA 

NA 


3077.06 

772.81 


2112.82 

233.97 


63.8: 

21.2: 


340.32 

113.44 


1063.50 

77.99 


_NA 

566.49 


205.61 

638.10 


1746.98 


Pre 

Post 

Monsoon 

Monsoon 

212.70 

368.68 

262.33 

184.34 

70.90 

63.81 

| 70.90 

77.99 

42.54 

49.63 

NA 

NA 

1205.30 

907.52 

1240.75 

1354.19 

77.99 

63.81 

21.27 

333.23 

1949.75 

1751.23 

NA 

NA 

425.40 

389.95 

113.44 

177.25 

NA 

NA 

35.45 

28.36 

1651.97 

921.70 

NA 

NA 

28.36 

70.90 

63.81 

333.23 

NA 

NA 

134.71 

134.71 

i NA 

NA 

NA 

NA 

NA 

212.70 

28.36 

92.17 

1382.55 

1488.90 

1418.00 

985.51 

127.62 

432.49 

1687.42 

1715.78 

2899.81 

453.76 

907.52 

850.80 

42.54 

70.90 

NA 

NA 

2573.67 

2800.55 

l 262.33 

326.14 

1758.32 

1609.43 

1467.63 

1155.67 

113.44 

134.71 

446.67 

631.01 

NA 

NA 

1148.58 

28.36 

| 347.41 

397.04 

219.79 

170.16 

NA 

NA 

NA 

NA 

NA 

NA 

141.80 

99.26 

63.81 

77.99 

219.79 

127.62 

56.72 

63.81 

106.35 

28.36 

NA 

NA 

262.33 

262.33 

! NA 

NA 

77.99 

63.81 

1503.08 

453.76 

NA 

NA 

| NA 

NA 

3750.61 

0.00 

730.27 

NA 

1347.10 

1609.43 

389.95 

333.23 

127.62 

21.27 

28.36 

28.36 

631.01 

233.97 

113.44 

155.98 

1552.71 

1212.39 

NA 

NA 

NA 

NA 

652.28 

638.10 

155.98 

226.88 

645.19 

517.57 

531.75 

354.50 


Monsoon Monsoon 
709.00 212.7C 


198.52 159.53 
49.63 70.9C 


56.72 67.36 

35.45 88.63 


99.26 333.23 

1028.05 1020.96 


5246.60 517.57 

70.90 106.35 


49.63 326.14 

1829.22 1581.07 


99.26 42.5 

92.17 109.9 


311.96 92.17 

496.30 460.85 


92.17 28.36 

1389.64 290.69 


836.62 205.61 

56.72 49.63 


99.26 425.4C 

1006.78 673.55 


148.89 131.17 

NA NA 


283.60 280.06 

99.26 241.06 


92.17 81.54 

1999.38 1616.52 


1595.25 864.98 
375.77 74.45 


1843.40 1233.66 

460.85 425.4C 


857.89 1081.23 

49.63 63.81 


2.54 

35. 

0.00 

950. 


226.88 
1098.95 ' 


1566.89 
120.53 ' 


673.55 
269.42 ' 


301.33 
446.67 ' 


248.15 
70.90 ' 


326.14 
77.99 ' 


13.44 
85.08 ' 


191.43 
120.53 ' 


70.90 

NA" 


1262.02 
673.55 ' 


223.34 
389.95 ' 


106.35 

NA" 


567.20 
673.55 ' 


1198.21 
389.95 ' 


85.08 
85.08 ' 


553.02 
134.71' 


1049.32 
74.45 ' 


485.67 
673.55 ' 


_NA 

354.50 ' 


2942.35 


Pre 

Monsoon 

Post 

Monsoon 

148.89 

198.52 

191.43 

184.34 

70.90 

177.25 

l 56.72 

77.99 

106.35 

42.54 

319.05 

347.41 

1595.25 

872.07 

1999.38 

1517.26 

77.99 

70.90 

304.87 

248.15 

1737.05 

1687.42 

85.08 

134.71 

311.96 

276.51 

226.88 

141.80 

0.00 

NA 

184.34 

85.08 

638.10 

1559.80 

503.39 

NA 

49.63 

28.36 

184.34 

0.00 

NA 

NA 

148.89 

212.70 

NA 

NA 

368.68 

1219.48 

85.08 

205.61 

35.45 

99.26 

2112.82 

1687.42 

42.54 

42.54 

70.90 

1538.53 

1191.12 

1290.38 

588.47 

758.63 

957.15 

1070.59 

35.45 

56.72 

35.45 

NA 

950.06 

900.43 

319.05 

503.39 

1276.20 

1325.83 

1524.35 

1659.06 

141.80 

99.26 

510.48 

595.56 

NA 

NA 

120.53 

70.90 

77.99 

127.62 

148.89 

177.25 

49.63 

70.90 

1028.05 

269.42 

NA 

NA 

85.08 

70.90 

92.17 

92.17 

42.54 

148.89 

163.07 

106.35 

70.90 

85.08 

NA 

NA 

283.60 

928.79 

NA 

NA 

77.99 

155.98 

NA 

389.95 

311.96 

347.41 

NA 

NA 

170.16 

1800.86 

815.35 

829.53 

836.62 

751.54 

255.24 

269.42 

361.59 

49.63 

106.35 

56.72 

1460.54 

744.45 

475.03 

191.43 

1382.55 

786.99 

85.08 

155.98 

794.08 

510.48 

687.73 

701.91 

184.34 

163.07 

354.50 

815.35 

545.93 

1006.78 


Chloride, mg/I 
2007 


Pre Post 

Monsoon Monsoon 
170.16 219.79 


163.07 141.8C 
92.17 205.61 


63.81 70.9 

49.63 70.9 


319.05 319.05 

680.64 808.26 


602.65 2552.4C 

63.81 92.17 


219.79 42.54 

1694.51 1609.43 


_NA_NA 

226.88 524.66 


134.71 141.8C 

NA NA 


70.90 92.17 

2410.60 2077.37 


_NA_NA 

35.45 42.54 


850.80 _NA 

NA NA 


148.89 184.34 

NA NA 


0.00 _NA 

148.89 248.15 


85.08 35.45 

2935.26 1595.25 


602.34 70.9C 

99.26 99.26 


1673.24 1347.1C 

2906.90 248.15 


1028.05 1524.35 

49.63 56.72 


42.54 _NA 

850.80 886.25 


779.90 510.48 

1098.95 2587.85 


1659.06 1262.02 

92.17 77.99 


467.94 709.0C 

482.12 524.66 


_NA_NA 

120.53 425.4C 


141.80 _NA 

NA NA 


297.78 779.9C 

NA NA 


77.99 49.63 

70.90 85.08 


63.81 56.72 

49.63 99.26 


70.90 63.81 

NA NA 


1595.25 1765.41 

NA NA 


5884.70 _NA 

397.04 1127.31 


354.50 106.35 

NA NA 


1269.11 106.35 
638.10 616.83 


631.01 560.11 
248.15 226.88 


928.79 
177.25 ' 


1212.39 
184.34' 


638.10 
319.05 ' 


155.98 
241.06 ' 


538.84 


Pre 

Monsoon 

Post 

Monsoon 

212.70 

148.89 

| 106.35 

127.62 

| 177.25 

233.97 

[ 56.72 

141.80 

85.08 

85.08 

NA 

304.87 

928.79 

3545.00 

1687.42 

864.98 

| 333.23 

70.90 

| 475.03 

49.63 

1276.20 

2027.74 

NA 

NA 

602.65 

567.20 

70.90 

99.26 

| NA 

NA 

70.90 

85.08 

957.15 

1921.39 

NA 

NA 

56.72 

42.54 

1885.94 

1446.36 

NA 

NA 

248.15 

205.61 

NA 

NA 

NA 

NA 

177.25 

226.88 

92.17 

56.72 

3169.23 

503.39 

| 49.63 

56.72 

70.90 

70.90 

| 850.80 

1091.86 

j 354.50 

326.14 

460.85 

460.85 

85.08 

106.35 

56.72 

35.45 

978.42 

921.70 

| 496.30 

567.20 

1956.84 

1134.40 

404.13 

248.15 

475.03 

113.44 

1219.48 

620.38 

1425.09 

751.54 

NA 

NA 

311.96 

1985.20 

3381.93 

779.90 

NA 

NA 

70.90 

70.90 

NA 

NA 

113.44 

77.99 

99.26 

113.44 

134.71 

141.80 

| 184.34 

63.81 

70.90 

141.80 

NA 

NA 

1042.23 

1559.80 

| NA 

NA 

2134.09 

4041.30 

503.39 

581.38 

425.40 

397.04 

| NA 

NA 

226.88 

177.25 

177.25 

198.52 

0.00 

340.32 

I 255.24 

212.70 

35.45 

148.89 

63.81 

49.63 

942.97 

1488.90 

| 560.11 

113.44 

1588.16 

1049.32 

262.33 

141.80 

801.17 

503.39 

602.65 

645.19 

304.87 

212.70 

198.52 

2665.84 

645.19 

354.50 


Monsoon Monsoon 



Pre 

Monsoon 

Post 

Monsoon 

170.16 

191.43 

170.16 

163.07 

99.26 

99.26 

70.90 

935.88 

70.90 

134.71 

| 304.87 

297.78 

957.15 

730.27 

5615.28 

333.23 

389.95 

304.87 

NA 

92.17 

992.60 

1098.95 

NA 

NA 

928.79 

978.42 

113.44 

588.47 

NA 

NA 

77.99 

77.99 

389.95 

5352.95 

NA 

NA 

49.63 

141.80 

1205.30 

1169.85 

NA 

NA 

496.30 

326.14 

56.72 

92.17 

NA 

NA 

205.61 

340.32 

42.54 

113.44 

8394.56 

3332.30 

63.81 

99.26 

219.79 

212.70 

1311.65 

460.85 

| 531.75 

631.01 

226.88 

425.40 

85.08 

219.79 

42.54 

70.90 

! 992.60 

1375.46 

503.39 

92.17 

2559.49 

3048.70 

1311.65 

737.36 

361.59 

113.44 

751.54 

1893.03 

531.75 

NA 

NA 

NA 

2694.20 

2552.40 

524.66 

1737.05 

NA 

NA 

191.43 

77.99 

NA 

NA 

148.89 

42.54 

177.25 

120.53 

63.81 

127.62 

70.90 

92.17 

141.80 

113.44 

NA 

NA 

262.33 

219.79 

NA 

NA 

6381.00 

6813.49 

389.95 

1488.90 

411.22 

389.95 

NA 

NA 

248.15 

7090.00 

127.62 

113.44 

1524.35 

1290.38 

659.37 

815.35 

35.45 

113.44 

106.35 

70.90 

425.40 

212.70 

567.20 

588.47 

1169.85 

1715.78 

269.42 

70.90 

92.17 

113.44 

680.64 

687.73 

212.70 

248.15 

432.49 

609.74 

475.03 

723.18 




















































































































































































































































































































































































































































































































































KUNDAL 

L.BALAJI 


LOTWARA 

LUDHAWAI 


MABAI 

MACHERI 


MAI _ 

MANDAWAR 


MANDEVRU 

MANDHERA 


MANOHARPURA 

MANPUR 


MAURER 

MIRZAPUR 


MOUZPUR 

MUHARI 


NAGAR _ 

NAGLASEWAKURWAR 


NARHARPUR 

NAUGANWA 


PAKHAR 

PALI 


PANSODA 

PAOTA 


PARTAPGARH 

PATAN 


PEEPALKHERA 

PEEPLA 


RADAWAS 
RAJ PUR 


Rasala 

RASIDPUR 


SABORA 

SAHRAI 


SAIDPURA 


_ Chloride, mg/I _ 

1984 1985 1986 1987 1988 1989 1990 1991 1992 1993 1994 1995 1996 

Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post 

Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 


_19 

Pre 

Monsoon 

141.80 


KUMA 

525.02 

488.50 

NA 

NA 

1006.78 

886.25 

917.80 

1041.88 

912.84 

964.24 

NA 

1543.85 

1459.12 

NA 

1629.64 

140.03 

1238.62 

1555.55 

NA 

NA 

1466.21 

1772.50 

56.72 

1722.87 

NA 

531.75 

269.42 

KUMHER 

428.24 

262.33 

NA 

NA 

418.31 

432.49 

532.81 

846.55 

1143.97 

397.04 

NA 

106.00 

941.55 

638.10 

958.57 

877.39 

734.52 

789.47 

NA 

NA 

952.90 

1028.05 

1098.95 

985.51 

NA 

NA 

1134.40 


LAXMANGARH 

416.54 

398.81 

NA 

NA 

489.21 

517.57 

419.37 

508.00 

254.53 

323.30 

296.01 

NA 

599.46 

389.24 

442.42 

NA 

646.61 

NA 

517.57 

503.39 

377.19 

595.56 

581.38 

531.75 

652.28 

411.22 

NA 

□ LONG 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

40.77 

73.03 

NA 

278.99 

63.81 

85.08 

NA 

35.45 

63.81 

NA 

106.35 


NA 

1290.38" 


_NA 

1091.86" 


NA 

1142.55" 


1005.72 
24.11" 


1028.05 

42.54" 


308.06 

NA 


_NA 

1375.46 


_NA 

NA 



545.93 

NA 


_NA 

1191.12 


_NA 

NA 



NA 

NA 

1077.68 

994.73 


1932.03 

na" 


NA 

1231.18" 


404.13 

na" 


516.15 

na" 


316.92 
1637.08 " 


_NA 

na" 


306.29 

na" 


NA 

1143.26" 


102.10 
20.56" 


584.93 

na" 


_NA 

1116.32" 


_NA 

153.50 " 



453.76 
134.71" 


_NA 

1311.65" 


_NA 

347.41" 


489.21 
425.40 " 


_NA 

1666.15" 


_NA 

319.05 " 


1056.06 
34.39 ' 


1044.00 

26.23' 


1361.28 
49.63 ' 


1418.00 
63.81' 


1338.59 

75.15" 


1058.18 
106.71" 


1003.59 

97.13" 


1162.05 
15.95 ' 


1641.69 

103.16" 


1007.49 

115.57" 


1120.22 

na" 


1233.66 

141.80" 


1106.04 
290.69 " 


1290.38 

na" 


1432.18 

na' 


1326.19 

57.78" 


1207.78 
65.23 " 


1063.50 

na' 


489.21 
1403.82 ' 


29.04 

85. 

34.71 

34. 


1756.19 

151.02' 


1098.95 

42.54' 


1098.95 

212.70" 


_NA 

1002.88 " 


NA 

1347.81" 


822.44 
1076.97" 


1176.94 

701.91' 


155.98 
1141.49 " 


1311.65 

na" 


1974.57 

na" 


142.86 


2587.85 

na" 


233.97 


2127.00 

na' 


212.70 


2545.67 
2767.23 " 


136.13 


2723.27 
82.95 " 


65.23 


2715.83 

127.27 


63.46 


2580.76 

2571.19 





2603.80 
3225.95 " 


152.08 


3213.19 
2838.84" 


270.84 


3467.01 
2791.69 ' 


242.48 


3576.20 
2614.44" 


353.79 


3502.46 
2802.32 " 


NA 


2722.56 

1211.68 


183.63 


3375.90 

1136.53 




3267.07 
54.59 ' 


1150.35 



3119.60 
283.60 ' 


602.65 


3055.79 

2509.86 


737.36 


3410.29 

2963.62 





326.14 

1354.19 


LUHASA 

724.95 

828.82 

NA 

NA 

964.24 

829.53 

502.68 

1018.12 

618.25 

612.58 

NA 

1198.21 

1389.64 

1266.27 

847.96 

929.15 

NA 

NA 

NA 

NA 

945.10 

1240.75 

1063.50 

1474.72 

NA 

1418.00 

418.31 

LULEHRA 

1192.54 

1238.27 

NA 

NA 

2183.72 

NA 

302.03 

118.76 

NA 

NA 

NA 

852.57 

1632.83 

1912.88 

NA 

2838.84 

3811.58 

2137.28 

NA 

NA 

3675.46 

2587.85 

NA 

1573.98 

NA 

1276.20 

1737.05 


1276.20 

NA 


MACHRI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

253.47 

NA 

NA 

243.19 

24.11 

NA 

NA 

405.55 

NA 

NA 

NA 

131.17 

NA 

NA 

NA 

NA 

269.42 

0.00 

0.00 

MAHUA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

68.06 

238.22 

191.43 

226.88 

NA 

184.34 

425.40 

NA 

85.08 


425.40 

155.98 


_NA 

1524.35 


63.81 

389.95 


MASARI 

17.02 

26.23 

NA 

NA 

70.90 

77.99 

70.90 

69.84 

80.83 

51.05 

66.29 

NA 

94.30 

83.31 

112.73 

NA 

156.69 

NA 

283.60 

NA 

195.68 

340.32 

177.25 

233.97 

233.97 

NA 

NA 

MASARI PZ 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

170.16 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


MOONDOTI 

NA 

NA 

NA 

NA 

NA 

NA 

1675.72 

1692.03 

1502.37 

930.21 

NA 

2073.83 

1980.24 

2182.30 

2728.23 

2359.55 

952.90 

687.38 

NA 

NA 

2280.14 

411.22 

1900.12 

3062.88 

NA 

2297.16 

2516.95 

MOROLI KHURD 

2848.05 

2728.23 

NA 

NA 

1517.26 

2630.39 

3019.99 

2569.42 

2686.76 

90.75 

NA 

161.30 

2848.76 

127.98 

3613.06 

236.10 

1429.34 

113.09 

NA 

NA 

2327.65 

120.53 

503.39 

560.11 

NA 

1035.14 

1772.50 


MUNDIYAKHERA 

314.09 

267.65 

NA 

NA 

418.31 

425.40 

296.72 

267.29 

259.85 

453.76 

244.96 

NA 

282.89 

298.84 

273.67 

NA 

244.96 

NA 

177.25 

304.87 

593.43 

141.80 

297.78 

368.68 

NA 

475.03 

NA 

NADBAI 

257.01 

341.03 

NA 

NA 

680.64 

850.80 

562.59 

337.48 

473.97 

499.14 

NA 

806.49 

861.44 

653.34 

936.59 

825.99 

210.93 

306.29 

NA 

NA 

NA 

NA 

NA 

475.03 

NA 

709.00 

106.35 


1744.14 

na' 


1630.70 

92.17 


NANDKALAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

36.51 

NA 

NA 

NA 

383.22 

NA 

NA 

109.19 

120.53 

NA 

NA| 42.541 

NA 

42.54 

NA 

NA 

NARAYANI 

34.39 

26.23 

NA 

NA 

42.54 

42.54 

38.64 

41.48 

47.15 

39.70 

30.49 

NA 

40.41 

34.74 

48.21 

81.18 

52.82 

NA 

NA 

49.63 

216.60 


35.45 

49.63 

191.43 

NA 


NEKPUR 

NA 

NA 

NA 

NA 

NA 

NA 

161.65 

148.18 

126.91 

119.11 

NA 

106.00 

NA 

397.40 

147.47 

169.45 

27.30 

510.48 

NA 

NA 

129.39 

120.53 

163.07 

106.35 

NA 

148.89 

170.16 

PACHORA 

NA 

NA 

NA 

NA 

NA 

NA 

1259.89 

1314.49 

1537.11 

743.03 

425.76 

1843.40 

2180.88 

2238.67 

3060.04 

383.57 

4558.87 

NA 

NA 

NA 

3573.36 

NA 

1226.57 

588.47 

NA 

NA 

NA 


PALRI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

59.20 

6.74 

NA 

NA 

NA 

148.18 

68.77 

27.65 

NA 

35.45 

NA 

70.90 

70.90 

70.90 

PANHORI 

856.12 

891.92 

NA 

NA 

1035.14 

1106.04 

1006.43 

1018.12 

1375.46 

1282.58 

NA 

3133.78 

NA 

NA 

1408.07 

NA 

NA 

1614.39 

NA 

NA 

2109.98 

2304.25 

2261.71 

1836.31 

NA 

NA 

2516.95 


PAPARDA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

2144.02 

95.01 

75.51 

54.24 

70.90 

92.17 

28.36 

333.23 

70.90 

NA 

NA 

PAPRERA 

NA 

NA 

NA 

NA 

NA 

NA 

1860.42 

2024.55 

1560.16 

845.13 

NA 

1907.21 

2283.69 

2070.28 

2322.68 

2580.76 

2858.69 

544.51 

NA 

NA 

1919.26 

531.75 

453.76 

1106.04 

NA 

NA 

957.15 


PATHENA 

131.17 

125.85 

NA 

NA 

212.70 

212.70 

155.98 

165.91 

153.14 

153.14 

NA 

198.17 

312.67 

218.73 

250.63 

265.52 

NA 

NA 

NA 

NA 

257.01 

163.07 

226.88 

233.97 

NA 

297.78 

155.98 

PATOU 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

127.98 

73.03 

0.00 

NA 

NA 

73.74 

NA 

NA 

NA 

205.61 

NA 

NA 

361.59 

NA 

120.53 

NA 

0.00 


_NA 

2396.42 " 


1488.90 

964.24 


PHEDAWATI 

182.57 

168.03 

NA 

NA 

241.06 

241.06 

206.32 

145.35 

161.65 


NA 

208.80 

194.62 

160.94 

NA 

163.43 

NA 

233.97 

205.61 

90.75 

212.70 

248.15 

248.15 

269.42 

311.96 

NA 

PICHUMAR 

NA 

NA 

NA 

NA 

NA 

NA 

994.02 

1036.20 

2288.30 


806.49 

2645.28 

976.65 

4903.44 

73.74 

4083.84 

68.06 

NA 

NA 

3096.91 

333.23 

1545.62 

4232.73 

NA 

NA 

2658.75 


PINAN 

241.06 

272.97 

NA 

NA 

233.97 

255.24 

180.09 

180.09 

NA 

NA 

188.95 

NA 

NA 

NA 

176.90 

995.44 

211.28 

NA 

219.79 

191.43 

27.30 

155.98 

141.80 

304.87 

255.24 

297.78 

NA 

PINGORA 

1370.50 

592.72 

NA 

NA 

1432.18 

1559.80 

633.49 

544.51 

589.53 

584.22 

NA 

898.66 

889.44 

841.94 

700.49 

825.99 

387.82 

844.07 

NA 

NA 

850.80 

148.89 

191.43 

765.72 

NA 

964.24 

191.43 


PIPRAU 

NA 

NA 

NA 

NA 

NA 

NA 

92.53 

70.90 

52.11 

56.72 

NA 

55.30 

69.48 

67.36 

95.72 

147.47 

95.36 

1007.49 

NA 

NA 

1878.50 

NA 

276.51 

772.81 

NA 

1205.30 

NA 

PRATAPPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

122.30 

43.96 

113.44 

40.77 

106.35 

354.50 

NA 

510.48 

375.77 

NA 

85.08 


RAM NAGAR 

NA 

NA 

NA 

NA 

NA 

NA 

3553.86 

3641.07 

3495.73 

3374.84 

5806.71 

4009.40 

3925.73 

3266.72 

4461.03 

3244.38 

3267.07 

NA 

NA 

NA 

2466.61 

2906.90 

3339.39 

3183.41 

NA 

2609.12 

3509.55 

RAMPUR 

NA 

NA 

NA 

NA 

NA 

NA 

109.90 

911.77 

1132.27 

1009.62 

NA 

1382.55 

1764.70 

1205.30 

1622.19 

1828.51 

367.62 

1283.65 

NA 

NA 

1695.22 

2020.65 

2134.09 

3615.90 

NA 

3303.94 

3367.75 


RAMPURA 

856.47 

771.39 

NA 

NA 

77.99 

92.17 

98.91 

76.93 

80.83 

107.77 

359.82 

NA 

NA 

59.20 

418.31 

66.29 

468.30 

NA 

NA 

375.77 

360.88 

368.68 

1084.77 

233.97 

368.68 

411.22 

NA 

RANOLI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

54.59 

NA 

68.06 

136.13 

70.90 

106.35 

NA 

70.90 

70.90 

NA 

0.00 


RAN OTA 

NA 

NA 

NA 

NA 

NA 

NA 

103.87 

100.68 

80.83 

107.77 

NA 

124.43 

111.31 

117.69 

147.47 

147.47 

122.66 

170.16 

NA 

NA 

170.16 

3296.85 

269.42 

347.41 

NA 

340.32 

148.89 

RARAH 

371.16 

209.86 

NA 

NA 

319.05 

233.97 

390.66 

195.33 

248.51 

192.85 

NA 

179.73 

593.08 

NA 

486.37 

486.73 

204.19 

190.72 

NA 

NA 

224.75 

248.15 

638.10 

432.49 

NA 

NA 

276.51 


RASIYA 

57 

08 

823.86 

NA 

NA 

1113.13 

1091.86 

1160.28 

1127.31 

629.59 

1383.97 

NA 

1843.40 

1146.45 

2080.92 

2286.53 

2470.16 

1808.31 

4475.21 

NA 

NA 

2933.49 

212.70 

3133.78 

1786.68 

NA 

751.54 

1737.05 

RENI 

40. 


41.83 

NA 

NA 

70.90 

63.81 

40.77 

41.48 

40.41 

44.67 

36.51 

NA 

53.88 

326.50 

80.47 

191.79 

68.06 

NA 

85.08 

77.99 

88.63 

779.90 

255.24 

120.53 

120.53 

113.44 

NA 


_NA 

na" 


1077.68 


3155.05 

1262.02 


772.81 




































































































































































































































































































































































































































































































































LUHASA 

LULEHRA 


MANOHARPURA 

MANPUR 


MAURER 

MIRZAPUR 


MOUZPUR 

MUHARI 


NAGAR _ 

NAGLASEWAKURWAR 


NANDKALAN _ 

NARAYANI 


PAKHAR 

PALI 


PAPARDA 

PAPRERA 


PIPRAU 

PRATAPPURA 


RAM NAGAR 
RAMPUR 


Rasala 

RASIDPUR 


RASIYA 

RENI 


Chloride, mg/I 


Chloride, mg/I 
2007 


Location 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

KOLWA 

NA 

163.07 

148.89 

340.32 

127.62 

141.80 

177.25 

170.16 

106.35 

127.62 

134.71 

106.35 

113.44 

113.44 

106.35 

120.53 

106.35 

177.25 

141.80 

120.53 

106.35 

120.53 

127.62 

NA 

92.17 

177.25 

155.98 


KUMA 

475.03 

NA 

709.00 

NA 

1020.96 

NA 

1226.57 

1488.90 

1573.98 

1382.55 

1396.73 

1609.43 

2127.00 

1772.50 

1510.17 

1644.88 

198.52 

801.17 

1098.95 

389.95 

602.65 

1495.99 

2375.15 

NA 

0.00 

3077.06 

2056.10 

KUMHER 

1191.12 

1184.03 

1162.76 

957.15 

1113.13 

NA 

985.51 

1254.93 

1524.35 

1006.78 

1297.47 

1765.41 

1290.38 

1134.40 

999.69 

836.62 

1715.78 

694.82 

879.16 

517.57 

985.51 

1262.02 

1737.05 

NA 

NA 

1028.05 

1786.68 


KUNDAL 

NA 

148.89 

177.25 

163.07 

113.44 

106.35 

191.43 

92.17 

184.34 

283.60 

134.71 

113.44 

99.26 

99.26 

35.45 

134.71 

124.08 

56.72 

85.08 

1 

48.89 

35.45 

120.53 

177.25 

NA| 35.45 

56.72 

141.80 

L.BALAJI 

NA 

77.99 

92.17 

21.27 

92.17 

77.99 

NA 

63.81 

70.90 

70.90 

63.81 

92.17 

82.60 

70.90 

63.81 

63.81 

49.63 

70.90 

77.99 


70.90 

70.90 

85.08 

77.99 


92.17 

92.17 


LAXMANGARH 

553.02 

581.38 

453.76 

567.20 

205.61 

439.58 

623.92 

730.27 

701.91 

631.01 

1042.23 

248.15 

815.35 

758.63 

701.91 

740.91 

950.06 

311.96 

248.15 

850.80 

822.44 

1616.52 

1042.23 

NA 

942.97 

971.33 

751.54 

LILONG 

NA 

49.63 

70.90 

56.72 

42.54 

56.72 

77.99 

134.71 

340.32 

177.25 

120.53 

92.17 

35.45 

141.80 

148.89 

205.61 

209.16 

113.44 

NA 

184.34 

106.35 

134.71 

489.21 

NA 

233.97 

106.35 

340.32 


LOTWARA 

NA 

354.50 

489.21 

460.85 

411.22 

248.15 

77.99 

148.89 

141.80 

106.35 

141.80 

141.80 

230.43 

70.90 

77.99 

99.26 

116.99 

163.07 

134.71 

99.26 

120.53 

262.33 

141.80 

NA 

333.23 

92.17 

70.90 

LUDHAWAI 

248.15 

326.14 

212.70 

NA 

226.88 

NA 

248.15 

319.05 

333.23 

347.41 

453.76 

397.04 

354.50 

304.87 

333.23 

354.50 

389.95 

389.95 

489.21 

389.95 

602.65 

482.12 

460.85 

NA 

NA 

638.10 

418.31 


1056.41 
2119.91' 


1701.60 
1857.58" 


_NA 

1942.66 " 


1701.60 

2112.82" 


1283.29 

2219.17" 


1084.77 
2573.67 " 


1410.91 

652.28' 


1169.85 

2587.85 ' 


1304.56 
2598.49 " 


1240.75 

3332.30" 


1332.92 

801.17" 


1446.36 
2495.68 ' 


1283.29 
3048.70" 


1453.45 

3615.90" 


1453.45 

1900.12" 


1347.10 
3743.52 ' 


1389.64 
765.72 " 


1311.65 
709.00 " 


1375.46 
1914.30" 


1559.80 
709.00 ' 


1488.90 

3332.30" 


1609.43 

4197.28' 


MACHRI 

NA 

MAHUA 

NA 


2233.35 
134.71' 


106.35 

283.60 

155.98 

365.84 


290.69 

1070.59 

283.60 

244.61 


NA 

1361.28 

NA 

92.17 


_NA 

1091.86" 


248.15 

1155.67" 


226.88 
1098.95 ' 


85.08 
1063.50 ' 


241.06 

1106.04" 


872.07 
1070.59 " 


602.65 
1290.38 ' 


581.38 
1609.43 ' 


1325.83 

205.61' 


1233.66 
106.35 ' 


1311.65 

397.04" 


1176.94 

NA" 


1020.96 

141.80" 


1049.32 

255.24" 


1035.14 
148.89 " 


1010.33 

198.52' 


1141.49 
248.15 ' 


1297.47 
113.44" 


NA 

35.45 " 


2162.45 
85.08 ' 


70.90 

42.54' 


2304.25 
106.35 " 


92.17 

42.54" 


1800.86 
120.53 " 


NA 

42.54" 


2977.80 

113.44" 


_NA 

49.63 


2616.21 
127.62 ' 


1914.30 
141.80" 


3417.38 
184.34' 


1091.86 

177.25 


35.45 

35 

35.45 

35 



63.81 

1205.30 

35.45 

42.54 


1340.01 

NA" 


205.61 

21.27' 


2977.80 
70.90 " 


49.63 
56.72 " 


42.54 

70.9 

35.45 

63.8 


NEKPUR 

120.53 

PACHORA 

1488.90 


219.79 

2112.82' 


127.62 

212.70' 


120.53 

1659.06" 


99.26 

212.70" 


205.61 
2346.79 " 


184.34 

163.07" 


177.25 

1162.76" 


77.99 

127.62" 


212.70 
1148.58 " 


63.81 
184.34" 


255.24 

2027.74 


141.80 

226.88 



432.49 

3821.51" 


92.17 
148.89 " 


319.05 
1460.54" 


129.75 
148.89 " 


510.48 
1956.84' 


482.12 
134.71' 


503.39 

2148.27" 


113.44 

141.80" 


226.88 

2261.71" 


120.53 
141.80 " 


673.55 

2219.17' 


907.52 
148.89 ' 


893.34 

1354.19" 


127.62 

na" 


283.60 
2417.69 " 


106.35 
134.71" 


2516.95 
283.60 ' 


184.34 
163.07 ' 


2304.25 

319.05 


141.80 

141.80 



77.99 

1517.26" 


77.99 
1495.99 " 


70.90 
2389.33 " 


56.72 
2446.05 " 


56.72 
2736.74" 


63.81 

2176.63' 


28.36 
2495.68 ' 


56.72 
1049.32 " 


70.90 
2949.44" 


63.81 

2516.95' 


85.08 
1418.00 ' 


56.72 
1907.21' 


49.63 
2924.63 ' 


70.90 
2942.35 ' 


56.72 

3332.30" 


1155.67 

na" 


PHEDAWATI 

276.51 

PICHUMAR 

311.96 


297.78 
3764.79 ' 


319.05 
2070.28" 


269.42 
4374.53 ' 


283.60 
2325.52 " 


290.69 

4736.12" 


262.33 
4034.21' 


276.51 

1666.15' 


_NA 

1680.33 " 


_NA 

6104.49 " 


NA 

2722.56" 


_NA 

5749.99 " 


NA 

2651.66" 


49.63 
5388.40" 


464.40 

4211.46" 


404.13 
1971.02 ' 


28.36 
4239.82 " 


148.89 
5147.34" 


NA 

4296.54" 


NA 

4083.84" 


3615.90 
3438.65 " 


_NA 

3545.00 " 


3452.83 
3545.00" 


3452.83 

3956.22' 


3949.13 

4168.92" 


1942.66 

3729.34" 


3672.62 
3332.30" 


2538.22 
3523.73 ' 


2878.54 

1921.39" 


_NA 

4367.44" 


_NA 

3949.13 " 


1035.14 
4005.85 " 


1184.03 
992.60" 


446.67 
4254.00 ' 


NA 

4147.65 " 


RAN OTA 

141.80 

RARAH 

319.05 


141.80 

na' 


1517.26 

170.16 


134.71 
354.50" 


_NA 

85.08 " 


1885.94 
148.89 " 


155.98 
290.69 " 


NA 

70.90" 


1375.46 

170.16" 


184.34 
808.26" 


276.51 
70.90" 


1467.63 

113.44" 


99.26 

297.78" 


680.64 
77.99 " 


1545.62 

113.44" 


72.32 

411.22" 


56.72 
241.06 " 


1708.69 
106.35 " 


120.53 
794.08" 


326.14 
106.35 " 


1963.93 

113.44" 


77.99 
368.68 ' 


177.25 

92.17' 


1680.33 
127.62 ' 


92.17 
304.87" 


219.79 
85.08" 


1885.94 
106.35 " 


141.80 

425.40 


191.43 

141.80 


2275.89 

106.35 


35.45 

411.22 

92.17 

106.35 


2573.67 

113.44' 


2701.29 

134.71 


177.25 
439.58 " 


28.36 
134.71" 


2694.20 
127.62 " 


233.97 
283.60" 


1056.41 
120.53 " 


2892.72 
166.62 " 


170.16 

567.20' 


99.26 
127.62 ' 


2821.82 
177.25 ' 


255.24 

382.86" 


106.35 

141.80" 


2857.27 
148.89 " 


248.15 

418.31" 


49.63 
120.53 " 


2481.50 
70.90 " 


106.35 
460.85 ' 


233.97 
120.53 ' 


2545.31 

198.52' 


70.90 

411.22' 


77.99 
177.25 ' 


3374.84 
198.52 ' 


70.90 

375.77 


99.26 

148.89 


2906.90 

191.43 



1722.87 

3190.50 


MABAI 

127.62 

1 

035.14 

56.72 4 

89.21 

92.17 

NA 

1418.00 

1290.38 

63.81 

687.73 

517.57 

212.70 

205.61 

1063.50 

1091.86 

1751.23 

489.21 

1162.76 

148.89 

1098.95 

1056.41 

694.82 

1120.22 

NA 

0.00 

212.70 

163.07 

MACHERI 

49.63 


35.45 

42.54 

21.27 

42.54 

75.15 

42.54 

NA 

NA 

NA 

NA 

NA 

35.45 

NA 

NA 

85.08 

46.09 

56.72 

42.54 

49.63 

163.07 

49.63 

35.45 

NA 

106.35 

42.54 

106.35 


MAI 

397.04 

492.76 

382.86 

517.57 

439.58 

NA 

411.22 

389.95 

446.67 

375.77 

425.40 

545.93 

482.12 

538.84 

506.94 

538.84 

553.02 

553.02 

553.02 

496.30 

531.75 

709.00 

1162.76 

NA 

0.00 

354.50 

1857.58 

MANDAWAR 

NA 

155.98 

212.70 

276.51 

269.42 

70.90 

347.41 

389.95 

411.22 

311.96 

319.05 

42.54 

59.56 

56.72 

35.45 

49.63 

42.54 

56.72 

148.89 

56.72 

141.80 

148.89 

70.90 

NA 

1233.66 

127.62 

120.53 


MANDEVRU 

NA 

574.29 

397.04 

127.62 

NA 

NA 

NA 

85.08 

NA 

NA 

269.42 

120.53 

85.08 

141.80 

56.72 

432.49 

170.16 

482.12 

148.89 

538.84 

545.93 

49.63 

49.63 

NA 

219.79 

63.81 

35.45 

MANDHERA 

1673.24 

1651.97 

1772.50 

1659.06 

2084.46 

NA 

1474.72 

2119.91 

2197.90 

2155.36 

1176.94 

1446.36 

1857.58 

2141.18 

2112.82 

2169.54 

1815.04 

2091.55 

2396.42 

2162.45 

2197.90 

2538.22 

2446.05 

NA 

NA 

NA 

354.50 


MASARI 

191.43 

212.70 

134.71 

NA 

163.07 

NA 

141.80 

85.08 

177.25 

1013.87 

170.16 

NA 

NA 

NA 

NA 

85.08 

152.44 

127.62 

127.62 

106.35 

77.99 

92.17 

106.35 

NA 

226.88 

120.53 

269.42 

MASARI PZ 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


MOONDOTI 

2212.08 

2353.88 

2382.24 

NA 

2013.56 

NA 

1772.50 

1304.56 

1687.42 

1708.69 

1701.60 

1680.33 

1963.93 

1552.71 

1701.60 

1651.97 

2070.28 

652.28 

2056.10 

1602.34 

1701.60 

2204.99 

2268.80 

NA 

NA 

1822.13 

503.39 

MOROLI KHURD 

1807.95 

3672.62 

92.17 

NA 

652.28 

NA 

1368.37 

1077.68 

347.41 

588.47 

99.26 

1240.75 

645.19 

1198.21 

375.77 

666.46 

864.98 

921.70 

1602.34 

595.56 

2219.17 

1744.14 

1885.94 

NA 

NA 

1283.29 

1779.59 


MUNDIYAKHERA 

382.86 

354.50 

517.57 

382.86 

418.31 

425.40 

475.03 

411.22 

418.31 

560.11 

NA 

NA 

219.79 

205.61 

226.88 

237.52 

315.51 

262.33 

248.15 

191.43 

NA 

389.95 

198.52 

NA 

645.19 

NA 

418.31 

NADBAI 

985.51 

1056.41 

1077.68 

1020.96 

1304.56 

NA 

1205.30 

1113.13 

1070.59 

NA 

NA 

NA 

NA 

NA 

NA 

340.32 

262.33 

2127.00 

NA 

NA 

NA 

602.65 

248.15 

NA 

NA 

NA 

NA 


198.52 

1311.65 

49.63 

56.72 


NARHARPUR 

701.91 

772.81 

574.29 

NA 

680.64 

NA 

723.18 

602.65 

212.70 

531.75 

631.01 

716.09 

709.00 

1184.03 

1113.13 

2127.00 

779.90 

1219.48 

1978.11 

219.79 

737.36 

992.60 

992.60 

NA 

NA 

602.65 

893.34 

NAUGANWA 

716.09 

638.10 

900.43 

NA 

893.34 

NA 

1254.93 

99.26 

205.61 

467.94 

581.38 

290.69 

269.42 

368.68 

446.67 

517.57 

241.06 

992.60 

567.20 

730.27 

765.72 

1070.59 

829.53 

NA 

NA 

1347.10 

786.99 


2963.62 

333.23 

496.30 

1758.32 


PALRI 

70.90 

NA 

77.99 

70.90 

70.90 


42.54 

35.45 

368.68 

198.52 

49.63 

21.27 

297.78 

77.99 

NA 

NA 

1935.57 

14.18 

28.36 

56.72 

35.45 

28.36 

NA 

42.54 

28.36 

113.44 

PANHORI 

2353.88 

2758.01 

2484.34 

2275.89 

2793.46 


2680.02 

3374.84 

2545.31 

4098.02 

120.53 

4183.10 

NA 

NA 

1793.77 

1829.22 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


PANSODA 

1418.00 

563.66 

1375.46 

NA 

531.75 

NA 

616.83 

666.46 

553.02 

NA 

475.03 

857.89 

127.62 

659.37 

233.97 

950.06 

1113.13 

1971.02 

375.77 

1602.34 

198.52 

212.70 

212.70 

NA 

NA 

127.62 

319.05 

PAOTA 

191.43 

177.25 

198.52 

205.61 

184.34 

226.88 

205.61 

63.81 

134.71 

35.45 

113.44 

113.44 

77.99 

85.08 

49.63 

92.17 

99.26 

92.17 

77.99 

77.99 

49.63 

77.99 

56.72 

NA 

42.54 

70.90 

70.90 


49.63 
2977.80 ' 


56.72 

2127.00 


PARTAPGARH 

609.74 

496.30 

716.09 

361.59 

475.03 

226.88 

248.15 

163.07 

219.79 

148.89 

113.44 

NA 

28.36 

NA 

NA 

35.45 

187.89 

177.25 

120.53 

134.71 

63.81 

35.45 

56.72 

NA 

49.63 

92.17 

49.63 

PATAN 

85.08 

85.08 

NA 

92.17 

85.08 

99.26 

92.17 

56.72 

106.35 

77.99 

85.08 

77.99 

70.90 

56.72 

70.90 

56.72 

60.27 

63.81 

56.72 

106.35 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


PATHENA 

347.41 

262.33 

368.68 

NA 

241.06 

NA 

304.87 

248.15 

219.79 

191.43 

NA 

NA 

NA 

NA 

NA 

70.90 

333.23 

184.34 

NA 

184.34 

106.35 

141.80 

127.62 

na| o.oo| 

106.35 

248.15 

PATOLI 

NA 

588.47 

198.52 

141.80 

NA 

NA 

NA 

127.62 

NA 

NA 

99.26 

155.98 

269.42 

198.52 

49.63 

92.17 

567.20 

191.43 

99.26 

262.33 

42.54 

49.63 

113.44 

in 

553.02 

NA 


PEEPALKHERA 

NA 

1559.80 

3190.50 

187.89 

1304.56 

255.24 

283.60 

1176.94 

1028.05 

177.25 

3871.14 

3793.15 

3942.75 

233.97 

907.52 

262.33 

248.15 

425.40 

304.87 

319.05 

411.22 

1340.01 

375.77 

NA 

482.12 

482.12 

602.65 

PEEPLA 

531.75 

758.63 

418.31 

NA 

446.67 

NA 

510.48 

744.45 

886.25 

709.00 

361.59 

680.64 

311.96 

418.31 

404.13 

460.85 

212.70 

290.69 

382.86 

233.97 

248.15 

524.66 

347.41 

NA 

NA 

4594.32 

623.92 


NA 

NA 

1347.10 

85.08 


PINAN 

297.78 

241.06 

319.05 

301.33 

233.97 

233.97 

212.70 

198.52 

148.89 

120.53 

NA 

NA 

134.71 

NA 

NA 

141.80 

141.80 

163.07 

141.80 

148.89 

2084.46 

99.26 

177.25 

NA 

177.25 

326.14 

198.52 

PINGORA 

212.70 

1623.61 

1233.66 

1375.46 

2268.80 

NA 

1276.20 

1644.88 

857.89 

397.04 

921.70 

134.71 

829.53 

1020.96 

921.70 

850.80 

857.89 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


RADAWAS 

35.45 

NA 

28.36 

35.45 

21.27 

822.44 

21.27 

28.36 

744.45 

28.36 

63.81 

21.27 

77.99 

35.45 

14.18 

28.36 

489.21 

177.25 

304.87 

304.87 

35.45 

205.61 

28.36 

NA 

NA 

28.36 

113.44 

RAJ PUR 

106.35 

99.26 

233.97 

85.08 

198.52 

35.45 

49.63 

42.54 

212.70 

49.63 

NA 

NA 

99.26 

NA 

NA 

347.41 

148.89 

283.60 

184.34 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


RAMPURA 

475.03 

304.87 

354.50 

244.61 

226.88 

350.96 

319.05 

1304.56 

1588.16 

77.99 

1340.01 

NA 

1304.56 

1935.57 

1517.26 

77.99 

1900.12 


.90 

1680.33 

77.99 

28.36 

106.35 

1347.10 

NA 

148.89 

63.81 

2410.60 

RANOLI 

NA 

70.90 

99.26 

99.26 

77.99 

70.90 

77.99 

70.90 

70.90 

482.12 

77.99 

77.99 

59.20 

99.26 

56.72 

70.90 

70.90 

77 

.99 

70.90 

248.15 

63.81 

212.70 

63.81 

NA 

212.70 

233.97 

226.88 


1169.85 

553.02 


794.08 

212.70 


3048.70 

333.23 


SABORA 

3403.20 

3871.14 

3892.41 

4289.45 

2502.77 

NA 

4906.28 

4998.45 

2332.61 

4303.63 

4672.31 

5331.68 

4594.32 

4303.63 

3686.80 

3899.50 

921.70 

3545.00 

3573.36 

1028.05 

3155.05 

2268.80 

3190.50 

NA 

0.00 

1318.74 

255.24 

SAHRAI 

2169.54 

2332.61 

2587.85 

2219.17 

2736.74 

NA 

1850.49 

2183.72 

1028.05 

1871.76 

3190.50 

3651.35 

28.36 

4324.90 

3722.25 

5672.00 

3268.49 

4395.80 

6785.13 

6239.20 

5657.82 

0.00 

6409.36 

NA 

NA 

NA 

368.68 















































































































































































































































































































































































































































































































































SAMOCHI 

SANTHA 


SENDHLI 

SEWAR 


SINSINI 

SISWARA 


TALPHARA 

TASAI 


THERAWAR 

THOON 


TODABHIM 

TOYLA 


UDAIPURA 

UHLUPURA 


WEIR _ 

River Basin: Chambal 


Sub Basin: Chakan 

AMU 


DAULATPURA 

DEOLI* 


KETHODA 

KOLASPURA 


_ Chloride, mg/I _ 

1984 1985 1986 1987 1988 1989 1990 1991 1992 1993 1994 1995 1996 

Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post 

Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 


_19 

Pre 

Monsoon 

1418.00 


SAINTHAL 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

68.06 

80.47 

48.92 

40.77 

106.35 

163.07 

63.81 

120.53 

106.35 

NA 

106.35 

SAMAI 

799.04 

708.29 

NA 

NA 

1262.02 

1233.66 

40.41 

1107.10 

1109.59 

1016.71 

NA 

1382.55 

1701.74 

1481.81 

1625.38 

656.18 

NA 

NA 

NA 

NA 

1803.70 

2963.62 

219.79 

2127.00 

NA 

NA 

3970.40 


1098.95 
279.35 ' 


1049.32 
95.01' 


1243.23 

na" 


1205.30 
184.34' 


1205.30 

na' 


1056.41 

99.26' 


SARSENA 

594.85 

454.82 

NA 

NA 

801.17 

900.43 

808.97 

745.87 

762.53 

533.17 

NA 

944.74 

882.35 

552.31 

759.34 

744.45 

1102.50 

NA 

NA 

NA 

555.86 

1311.65 

NA 

1063.50 

NA 

553.02 

567.20 

SEMLA KHURD 

NA 

NA 

NA 

NA 

NA 

NA 

86.85 

100.68 

98.20 

141.80 

NA 

142.86 

138.96 

198.88 

228.65 

250.63 

47.50 

272.26 

NA 

NA 

224.75 

1488.90 

219.79 

248.15 

NA 

219.79 

248.15 


5447.25 

652.64' 


2616.21 

na' 


1630.70 
283.60 ' 


SHAHPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

735.59 

NA 

976.65 

930.92 

1102.50 

NA 

966.37 

NA 

1483.58 

1184.03 

1445.65 

1262.02 

1247.84 

1269.11 

1410.91 

1418.00 

NA 

SIKANDRA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

54.59 

NA 

NA 

68.06 

70.90 

1091.86 

NA 

581.38 

35.45 

NA 

0.00 


3947.71 
394.91' 


1279.75 

81.54' 


1418.00 
269.42 ' 


1262.02 

404.13' 


1857.58 
673.55 ' 


SOGAR 

782.03 

618.96 

NA 

NA 

992.60 

354.50 

585.99 

822.80 

1999.38 

476.45 

NA 

714.32 

1529.67 

922.76 

862.85 

656.18 

NA 

898.30 

NA 

NA 

NA 

4431.25 

163.07 

134.71 

NA 

NA 

2977.80 

SONKHARI 

1712.24 

1752.29 

NA 

NA 

1403.82 

1878.85 

1903.31 

NA 

NA 

NA 

304.16 

NA 

363.72 

375.06 

386.41 

NA 

394.91 

NA 

432.49 

389.95 

398.10 

368.68 

308.42 

361.59 

425.40 

404.13 

NA 


NA 

1497.41" 


Tala 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

158.46 

197.81 

168.39 

NA 

251.70 

NA 

109.19 

54.95 

291.75 

NA 

42.5 

Q 

NA 

NA 

NA 

333.23 

TALAB 

57.08 

115.57 

NA 

NA 

70.90 

77.99 

45.02 

29.78 

47.15 

39.70 

36.51 

NA 

40.41 

236.10 

NA 

36.87 

68.06 

NA 

NA 

148.89 

195.68 

92.17 

70.9 

El 

255.24 

141.80 

269.42 

NA 


3235.88 

187.18' 


2782.47 
174.41' 


4215.01 

132.58' 


1463.38 
119.11' 


1036.91 

na' 


1554.84 
202.07" 


1064.21 
152.79 ' 


1231.53 

193.20' 


1659.06 

na' 


3199.01 

na" 


3607.39 

na' 


2471.93 

na" 


2446.05 

na' 


3800.24 
290.69 " 


1368.37 
269.42 " 


1134.40 
113.44" 


1098.95 
134.71' 


1198.21 
106.00 " 


1120.93 

81.18" 


1170.56 
353.79 ' 


1442.82 
102 . 10 ' 


1082.29 

102 . 10 " 


1630.70 
35.45 ' 


1311.65 

127.62" 


1588.16 
148.89 " 


_NA 

1106.04" 


_NA 

1101.08" 


_NA 

1020.96 " 


316.92 
1146.45 ' 


_NA 

1673.24" 


191.43 

NA 

950.06 

NA 


INDERGARH 

77.99 

KANAKPURA 

NA 


35.45 

70.90 

NA 

NA 


35.45 

70.90 

44.31 

35.45 


| NA 

NA 

NA 

NA 


NA 

NA 

NA 

NA 


| 35.45 

42.54 

85.08 

120.53 


MANI 

NA 

NAVALPURA 

NA 


NA 

NA 

NA 

NA 


NA 

NA 

NA 

NA 


35.45 

35.45 

85.08 

24.82 


35.45 

42.5 

53.18 

42.5 


SUMER GANJ MANDI _ 

Sub Basin: Chambal Downstream 


ALNIYA(PZ) 

AMARPUR 


ANANTPURA 

NA 

ANDWAPURANI 

NA 


ATROU _ 

BABU DEVSTHAN 


BALOD _ 

BAMBOOLIYA KALAN 


BAMROU 


2410.60 

NA 


TEH LA 

285.37 

246.73 

NA 

NA 

347.41 

NA 

296.72 

NA 

248.15 

209.86 

231.84 

NA 

262.69 

104.22 

305.93 

154.92 

437.81 

NA 

510.48 


56.01 

326.14 

645.19 

985.51 

NA 

872.07 

NA 

Thali 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

42.54 

128.33 

619.67 

NA 

149.60 

NA 

834.49 

NA| 48.57 

NA 

42.54 

NA 

106.35 

276.51 

63.81 


2516.95 

262.33 


TIKARI 

588.47 

766.08 

NA 

NA 

1262.02 

1233.66 

993.66 

993.66 

502.68 

924.54 

928.79 

NA 

1138.30 

1111.71 

1158.86 

NA 

NA 

NA 

1297.47 

921.70 

831.30 

886.25 

829.53 

758.63 

957.15 

1056.41 

NA 

TITPURI 

125.49 

146.76 

NA 

NA 

290.69 

290.69 

419.37 

249.92 

577.84 

674.97 

733.82 

NA 

1131.56 

1264.50 

1424.38 

NA 

1408.78 

NA 

964.24 

290.69 

1040.46 

850.80 

1907.21 

3474.10 

2942.35 

1985.20 

NA 


_NA 

1446.36 " 


_NA 

1701.60 


TYONGA 

NA 

NA 

NA 

NA 

NA 

NA 

1710.11 

1373.33 

1357.74 

1985.20 

NA 

3364.21 

NA 

2290.07 

1379.01 

1754.78 

1722.16 

1887.71 

NA 

NA 

2848.76 

1878.85 

2857.27 

3715.16 

NA 

1134.40 

2906.90 

UCHAIN 

228.30 

246.73 

NA 

NA 

687.73 

446.67 

473.61 

503.39 

375.42 

674.97 

NA 

829.53 

955.38 

902.56 

1164.89 

NA 

1565.47 

1735.63 

NA 

NA 

1429.34 

2091.55 

1226.57 

4736.12 

NA 

2155.36 

2410.60 


UKRUND 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

105.64 

299.20 

77.99 

NA 

1103.91 

850.80 

985.51 

NA 

709.00 

UNCH 

NA 

NA 

NA 

NA 

NA 

NA 

69.48 

59.20 

63.46 

62.39 

NA 

59.91 

69.48 

74.09 

110.60 

88.63 

115.57 

619.31 

NA 

NA 

592.02 

616.83 

602.65 

1297.47 

NA 

241.06 

446.67 


UNCHA NAGLA 

724.95 

618.96 

NA 

NA 

751.54 

1091.86 

1351.71 

681.00 

1490.67 

1588.16 

NA 

1497.76 

2327.65 

1650.20 

1717.91 

1681.04 

1722.16 

2174.50 

NA 

NA 

3015.38 

375.77 

1935.57 

2892.72 

NA 

3658.44 

3934.95 

UTARDA 

1598.09 

577.13 

NA 

NA 

751.54 

326.14 

1195.02 

958.92 

791.60 

561.53 

NA 

921.70 

847.61 

812.51 

951.12 

125.49 

571.81 

170.16 

NA 

NA 

360.88 

170.16 

524.66 

397.04 

NA 

NA 

467.94 


BABAI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

123.01 

NA 

141.80 

120.53 

127.62 

77.99 

120.53 

99.26 

155.98 

116.99 

134.71 

141.80 

127.62 

187.89 

134.71 

BATAWADI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

136.48 

159.53 

393.50 

375.77 

92.17 

226.88 

134.71 

184.34 

163.07 

304.87 

131.17 

212.70 

127.62 

205.61 

131.17 


77.99 

81.54 

67.36 

NA 


KARWAR 

70.90 

85.08 

63.81 

70.90 

74.45 

63.81 

77.99 

77.99 

NA 

67.36 

NA 

NA 

49.99 

NA 

70.90 

99.26 

184.34 

134.71 

212.70 

21.27 

134.71 1 

06.35 

74.45 

141.80 

233.97 

170.16 

216.25 

KASHIPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

375.77 

389.95 

425.40 

506.94 

35.45 

212.70 

113.44 

233.97 

42.54 

35.45 

56.72 

35.45 

39.00 

85.08 

56.72 


95.72 

74 

09.90 

53 


KOTRI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

LALPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

59.91 

63.81 

56.72 

77.99 

63.81 

77.99 

67.36 

56.72 

49.63 

70.90 

85.08 

92.17 

74.45 

92.17 

77.99 


PHALODI 

NA 

NA 

NA 

NA 

NA 

NA 

52.47 

NA 

NA 

NA 

NA 

48.57 

NA 

NA 

NA 

29.42 

NA 

58.85 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RASOOLPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

64.52 

NA 

60.97 

106.35 

67.36 

174.41 

NA 

NA 

98.20 

106.35 

NA 

49.63 

NA 

141.80 

NA 

70.90 

28.36 


RAWAJANACHOR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

121.95 

NA 

NA 

NA 

51.40 

NA 


265.88 

62.39 

NA 

92.17 

NA 

77.99 

NA 

NA 

SOP 

NA 

2224.49 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

57.78 

NA 

60.97 

99.26 

60.62 

249.21 

NA 


92.17 

NA 

NA 

NA 

406.26 

NA 

120.53 

148.89 


AJANDA 

304.87 

304.87 

418.31 

361.59 

283.60 

428.95 

134.71 

198.52 

170.16 

184.34 

NA 

NA 

139.67 

163.07 

184.34 

212.70 

145.35 

205.61 

241.06 

358.05 

326.14 

290.69 

241.06 

262.33 

202.07 

407.68 

219.79 

ALNIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

17.73 

NA 

NA 

NA 



134.71 

120.53 

49.63 

92.17 


BALEETHA 

92.17 

92.17 

70.90 

99.26 

92.17 

74.45 

92.17 

49.63 

106.35 

63.81 

NA 

NA 

23.04 

28.36 

21.27 

28.36 

28.36 

28.36 

141.80 

24.82 

28.36 

31.91 

6 

mu 

85.08 

35.45 

81.54 

42.54 

BALER 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

48.57 

NA 

NA 

NA 

NA 

51.40 

NA 

147.47 

23.40 

386.41 

34.39 

NA 

4 

MB 

NA 

28.36 

NA 

NA 
































































































































































































































































































































































































































































































Chloride, mg/I 


SARSENA 
SEMLA KHURD 


SOGAR 

SONKHARI 


TALPHARA 

TASAI 


WEIR _ 

River Basin: Chambal 


Sub Basin: Chakan 

AMU 


DAULATPURA 

DEOLI* 


INDERGARH 

KANAKPURA 


KARWAR 

KASHIPURA 


KOTRI 

LALPURA 


Chloride, mg/I 
2007 


Location 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

SAINT 

1559.80 

1226.57 

1928.48 

1403.82 

1800.86 

NA 

1595.25 

1205.30 

1588.16 

1148.58 

1510.17 

1304.56 

2204.99 

1375.46 

645.19 

673.55 

779.90 

673.55 

765.72 

801.17 

850.80 

1347.10 

864.98 

NA 

NA 

1595.25 

2013.56 


SAINTHAL 

NA 

SAMAI 

141.80 


106.35 
3835.69 ' 


99.26 

2304.25 


56.72 

56.72 

3147.96 

2282.98 


134.71 

4431.25 


70.90 

70.90 

1368.37 

1559.80 


127.62 
2786.37 ' 


141.80 
2949.44' 


113.44 
3240.13 ' 


163.07 
3190.50" 


163.07 
3708.07 ' 


106.35 

3516.64" 


141.80 
3644.26 " 


152.44 
3672.62 " 


106.35 

3856.96" 


113.44 
3757.70 " 


85.08 
3828.60" 


155.98 
3417.38 ' 


134.71 

3913.68" 


1006.78 
163.07 ' 


2190.81 
389.95 ' 


2091.55 
290.69 " 


3722.25 
432.49 ' 


3247.22 
276.51' 


2984.89 

404.13" 


2665.84 

na" 


2375.15 

226.88' 


1843.40 
460.85 " 


2375.15 

113.44" 


1985.20 

1354.19" 


1361.28 

na' 


1885.94 

na" 


2403.51 

na' 


2134.09 
124.08 " 


1538.53 
106.35 " 


1850.49 
1028.05 " 


2438.96 
425.40 ' 


1772.50 

283.60" 


2602.03 

na" 


2127.00 
255.24" 


3495.37 

233.97" 


3027.43 

233.97" 


2183.72 

219.79' 


3105.42 
304.87 ' 


2729.65 

219.79" 


1963.93 

113.44" 


2353.88 

191.43' 


3133.78 

382.86' 


2105.73 
1077.68" 


3374.84 
265.88 " 


2587.85 

276.51' 


3133.78 

276.51' 


2616.21 

255.24" 


3686.80 
262.33 " 


2056.10 
283.60" 


2587.85 
141.80 ' 


2630.39 

113.44" 


TIKARI 

1134.40 

TITPURI 

1914.30 


1148.58 
623.92 ' 


687.73 

1432.18 


NA 

354.50 

NA 

1304.56 


308.42 

1276.20' 


843.71 

1276.20" 


21.27 

1347.10" 


319.05 
1453.45 ' 


177.25 

1481.81" 


219.79 
1559.80 " 


184.34 
1630.70" 


_NA 

1864.67 " 


NA 

1772.50" 


613.29 
1506.63 " 


106.35 

1410.91' 


170.16 
1637.79 ' 


397.04 
1247.84" 


361.59 
2091.55 " 


283.60 
2190.81" 


241.06 
1524.35 " 


NA 

1418.00" 


92.17 

99.26 

85.08 

NA 


31.91 

35.45 

63.07 

99.26 


31.91 

28.36 

63.07 

99.26 


KETHODA 

53.18 

KOLASPURA 

99.26 


MANI 

60.27 

NAVALPURA 

134.71 


PHALODI _ 

RASOOLPURA 


RAWAJANACHOR _ 

SOP 


SUMER GANJ MANDI _ 

Sub Basin: Chambal Downstream 



184.34 

141.80 

39.00 

49.63 




42.54 

109.9 

31.91 

60.2 


20.56 

39 

92.17 

92 


35.45 

109.90 

77.99 

198.52 


| NA 

77.99 

i 35.45 

63.81 


90 

106.35 

91 

39.00 



j 17.73 

17.73 

35.45 

99.26 


4 

9.63 

56.72 

4 

9.63 

28.36 



85.08 

70.9 

El 

63.81 

70.9 

El 


1.27 

39.00 

7.36 

77.99 


42.54 

35 

56.72 

35 


31.91 

35.45 

39.00 

70.90 



AJANDA 

326.14 

ALNIYA 

NA 

ALNIYA(PZ) 

NA 

AMARPUR 

0.00 

ANANTPURA 

173.71 

ANDWAPURANI 

85.08 

ATROU 

92.17 

BABU DEVSTHAN 

NA 

BALEETHA 

113.44 

BALER 

205.61 

BALOD 

49.63 

BAMBOOLIYA KALAN 

NA 

BAMROLI 

134.71 


230.43 

272.97 

NA 

NA 

NA 

NA 

NA 

NA 

145.35 

620.38 

92.17 

49.63 

127.62 

127.62 

NA 

113.44 

241.06 

31.91 

35.45 

92.17 

31.91 

39.00 

NA 

NA 

163.07 

28.36 


187.89 

127.62 

NA 

NA 

NA 

NA 

NA 

NA 

124.08 

99.26 

49.63 

42.54 

106.35 

141.80 

92.17 

70.90 

28.36 

28.36 

99.26 

49.63 

28.36 

35.45 

NA 

NA 

35.45 

28.36 


198.52 

106.35 

NA 

NA 

NA 

NA 

NA 

NA 

163.07 

NA 

35.45 

56.72 

198.52 

141.80 

205.61 

85.08 

131.17 

155.98 

56.72 

NA 

134.71 

42.54 

NA 

NA 

35.45 

170.16 


131.17 

255.24 

NA 

NA 



31.91 

99.26 

NA 

NA 

21.27 

35.45 

184.34 

170.16 

92.17 

67.36 

63.81 

77.99 

134.71 

134.71 

85.08 

42.54 

NA 

NA 

28.36 

NA 

28.36 

134.71 

NA 

92.17 

70.90 

28.36 


99.26 

496.30 

70.90 

56.72 


.82 

77.99 

NA 

56.72 



4 

67.94 

42.5 

Q 


49.63 

70.9 

El 




70.90 

262.33 

21.27 

NA 

NA 

42.54 

319.05 

269.42 

67.36 

63.81 

106.35 

NA 

191.43 

NA 

99.26 

NA 

NA 

NA 

88.63 

340.32 

758.63 

NA 

NA 

70.90 

35.45 

NA 


21.27 

24.82 

NA 

NA 


.90 

35. 

.34 

85. 



184.34 

21.27 

177.25 

NA 

NA 

NA 

170.16 

269.42 

70.90 

219.79 

106.35 

134.71 

248.15 

283.60 

85.08 

70.90 

NA 

NA 

35.45 

35.45 

NA 

1176.94 

49.63 

35.45 

35.45 

56.72 


74.45 

NA 

113.44 

42.54 

NA 

NA 

1481.81 

212.70 

194.98 

NA 

NA 

NA 

212.70 

283.60 

85.08 

134.71 

92.17 

NA 

49.63 

134.71 

21.27 

NA 

106.35 

49.63 

42.54 

42.54 


NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

191.43 

NA 

49.63 

NA 

NA 

NA 

85.08 

NA 

NA 

NA 

NA 

NA 

42.54 


92.17 

2836.00 


SAMOCHI 

241.06 

460.85 

382.86 

NA 

907.52 

1013.87 

971.33 

1566.89 

489.21 

1219.48 

404.13 

1538.53 

1708.69 

1630.70 

822.44 

109.90 

1946.21 

283.60 

177.25 

120.53 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SANTHA 

NA 

170.16 

141.80 

155.98 

106.35 

141.80 

368.68 

170.16 

205.61 

141.80 

163.07 

177.25 

106.35 

205.61 

70.90 

411.22 

134.71 

148.89 

148.89 

205.61 

304.87 

290.69 

248.15 

NA 

382.86 

283.60 

354.50 


1176.94 

283.60 


SENDHLI 

1630.70 

1418.00 

985.51 

NA 

879.16 

NA 

2084.46 

751.54 

2240.44 

2020.65 

2105.73 

2545.31 

1985.20 

2743.83 

2041.92 

212.70 

2325.52 

NA 

2694.20 

2609.12 

2183.72 

226.88 

283.60 

NA 

0.00 

212.70 

226.88 

SEWAR 

361.59 

397.04 

347.41 

NA 

482.12 

NA 

492.76 

666.46 

560.11 

879.16 

1020.96 

1439.27 

595.56 

NA 

460.85 

1368.37 

879.16 

1942.66 

397.04 

1630.70 

389.95 

829.53 

375.77 

NA 

NA 

680.64 

404.13 


SHAHPURA 

1254.93 

1212.39 

1325.83 

NA 

1453.45 

NA 

1460.54 

1396.73 

1566.89 

1028.05 

1290.38 

921.70 

950.06 

978.42 

NA 

797.63 

1201.76 

510.48 

531.75 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SIKANDRA 

NA 

70.90 

49.63 

63.81 

418.31 

63.81 

92.17 

77.99 

70.90 

70.90 

85.08 

77.99 

70.90 

77.99 

70.90 

92.17 

205.61 

269.42 

134.71 

77.99 

99.26 

106.35 

85.08 

NA 

212.70 

92.17 

191.43 


SINSINI 

354.50 

248.15 

1729.96 

191.43 

609.74 

NA 

1531.44 

4041.30 

446.67 

340.32 

375.77 

673.55 

2148.27 

361.59 

248.15 

616.83 

0.00 

687.73 

815.35 

815.35 

765.72 

0.00 

900.43 

NA 

NA 

NA 

2268.80 

SISWARA 

744.45 

602.65 

730.27 

489.21 

609.74 

NA 

503.39 

262.33 

311.96 

248.15 

255.24 

1276.20 

205.61 

241.06 

241.06 

219.79 

368.68 

283.60 

397.04 

389.95 

496.30 

1382.55 

1063.50 

NA 

0.00 

NA 

1098.95 


1595.25 
850.80 ' 


1630.70 

808.26 


SURER 

255.24 

205.61 

226.88 

212.70 

191.43 

304.87 

155.98 

NA 

NA 

NA 

NA 

NA 

155.98 

NA 

NA 

21.27 

35.45 

28.36 

28.36 

56.72 

49.63 

212.70 

205.61 

NA 

99.26 

106.35 

70.90 

TAKHA 

49.63 

1077.68 

304.87 

482.12 

623.92 

NA 

716.09 

730.27 

290.69 

687.73 

872.07 

914.61 

425.40 

928.79 

808.26 

553.02 

779.90 

907.52 

836.62 

467.94 

460.85 

0.00 

382.86 

NA 

NA 

602.65 

829.53 


Tala 

63.81 

NA 

319.05 

397.04 

170.16 

205.61 

212.70 

20 

5.61 

56.72 

35.45 

333.23 

42.54 

294.24 

106.35 

347.41 

35.45 

49.63 

297.78 

184.34 

99.26 

42.54 

42.54 

56.72 

NA 

35.45 

673.55 

148.89 

TALAB 

233.97 

262.33 

241.06 

141.80 

127.62 

70.90 

35.45 

4 

9.63 

63.81 

42.54 

35.45 

63.81 

77.99 

49.63 

42.54 

35.45 

184.34 

35.45 

35.45 

35.45 

49.63 

85.08 

602.65 

NA 

212.70 

99.26 

262.33 


4254.00 

411.22' 


TEH LA 

701.91 

964.24 

779.90 

1276.20 

1006.78 

1432.18 

1191.12 

21.27 

716.09 

NA 

NA 

NA 

716.09 

1311.65 

801.17 

950.06 

758.63 

1028.05 

985.51 

928.79 

581.38 

2041.92 

1141.49 

NA 

1290.38 

1751.23 

744.45 

Thali 

134.71 

NA 

510.48 

106.35 

262.33 

928.79 

241.06 

35.45 

744.45 

467.94 

723.18 

184.34 

301.33 

77.99 

347.41 

340.32 

177.25 

85.08 

42.54 

2417.69 

106.35 

957.15 

92.17 

NA 

992.60 

120.53 

276.51 


THERAWAR 

2197.90 

2843.09 

1573.98 

1581.07 

1446.36 

NA 

1127.31 

772.81 

567.20 

716.09 

1283.29 

893.34 

864.98 

928.79 

985.51 

999.69 

1169.85 

1134.40 

1247.84 

1077.68 

1134.40 

1304.56 

666.46 

NA 


1070.59 

574.29 

THOON 

148.89 

205.61 

92.17 

NA 

141.80 

NA 

163.07 

184.34 

0.00 

184.34 

311.96 

255.24 

170.16 

262.33 

NA 

99.26 

120.53 

155.98 

120.53 

198.52 

177.25 

148.89 

85.08 

NA 


2765.10 

106.35 


_NA 

1467.63 " 


_NA 

1410.91 


TODABHIM 

NA 

1297.47 

283.60 

141.80 

NA 

NA 

NA 

645.19 

1765.41 

NA 

744.45 

106.35 

985.51 

NA 

255.24 

35.45 

304.87 

226.88 

170.16 

233.97 

35.45 

35.45 

141.80 

NA 

737.36 

155.98 

21.27 

TOYLA 

659.37 

1758.32 

1439.27 

744.45 

992.60 

NA 

1361.28 

1198.21 

1127.31 

971.33 

914.61 

NA 

NA 

NA 

NA 

1595.25 

1141.49 

2070.28 

5402.58 

1162.76 

1559.80 

1793.77 

1169.85 

NA 

NA 

2056.10 

1637.79 


TYONGA 

2694.20 

3651.35 

1240.75 

NA 

971.33 

NA 

4009.40 

2984.89 

1708.69 

652.28 

NA 

NA 

NA 

NA 

NA 

368.68 

2453.14 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

602.65 

2991.98 

UCHAIN 

2162.45 

2127.00 

1765.41 

NA 

2240.44 

NA 

2049.01 

1545.62 

411.22 

NA 

NA 

NA 

1347.10 

595.56 

77.99 

92.17 

NA 

595.56 

326.14 

70.90 

85.08 

1084.77 

397.04 

NA 

NA 

467.94 

290.69 


UDAIPURA 

NA 

35.45 

49.63 

56.72 

70.90 

42.54 

NA 

70.90 

70.90 

106.35 

77.99 

77.99 

82.60 

56.72 

63.81 

70.90 

60.27 

70.90 

70.90 

85.08 

70.90 

70.90 

56.72 

NA 

63.81 

92.17 

63.81 

UHLUPURA 

928.79 

1091.86 

950.06 

NA 

872.07 

NA 

737.36 

730.27 

673.55 

714.32 

588.47 

553.02 

517.57 

NA 

NA 

NA 

28.36 

191.43 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


UKRUND 

NA 

524.66 

538.84 

538.84 

354.50 

779.90 

524.66 

737.36 

92.17 

645.19 

879.16 

694.82 

1298.53 

631.01 

687.73 

673.55 

1836.31 

269.42 

964.24 

1616.52 

2268.80 

127.62 

2325.52 

NA 

155.98 

2339.70 

744.45 

UNCH 

524.66 

517.57 

421.86 

255.24 

333.23 

NA 

212.70 

368.68 

581.38 

411.22 

510.48 

666.46 

631.01 

772.81 

758.63 

744.45 

872.07 

737.36 

723.18 

531.75 

567.20 

595.56 

850.80 

NA 

0.00 

935.88 

850.80 


UNCHA NAGLA 

3970.40 

4324.90 

3998.76 

NA 

4360.35 

NA 

595.56 

4133.47 

NA 

3750.61 

3708.07 

4984.27 

3920.77 

4920.46 

4828.29 

5672.00 

5785.44 

716.09 

6707.14 

2212.08 

177.25 

588.47 

992.60 

NA 

NA 

666.46 

1198.21 

UTARDA 

2020.65 

1184.03 

1410.91 

1325.83 

538.84 

NA 

1276.20 

971.33 

1134.40 

790.54 

822.44 

928.79 

723.18 

843.71 

737.36 

843.71 

872.07 

864.98 

857.89 

886.25 

786.99 

786.99 

709.00 

NA 

NA 

1453.45 

779.90 


BABAI 

141.80 

148.89 

124.08 

134.71 

NA 

131.17 

42.54 

155.98 

152.44 

31.91 

127.62 

155.98 

163.07 

120.53 

141.80 

120.53 

NA 

127.62 

212.70 

166.62 

255.24 

134.71 

NA 

NA 

NA 

NA 

170.16 

BATAWADI 

212.70 

70.90 

187.89 

134.71 

134.71 

60.27 

127.62 

141.80 

124.08 

49.63 

124.08 

35.45 

85.08 

120.53 

205.61 

102.81 

145.35 

21.27 

56.72 

46.09 

148.89 

42.54 

NA 

NA 

NA 

NA 

63.81 



06.35 

70.90 

28.36 

21.27 



35.45 

49.63 

85.08 

42.54 

NA 

NA 

NA 

92.17 

NA 

92.17 

NA 

NA 

49.63 

163.07 

99.26 

70.90 

NA 

248.15 

106.35 

49.63 

NA 

460.85 

35.45 

496.30 

42.54 

28.36 







































































































































































































































































































































































































































































































Location 

19 

Pre 

Monsoon 

BANETHIYA 

NA 

BASAI 

28.36 

BASAIDANG 

28.36 

BASANKAPURA 

■as 

BEECHHIYA 

a mm 

BEERPUR DANG 

22.69 

BEHRAONDA KHURD 

NA 

BHAINSAKH 

NA 

BHAMPURA 

NA 

BHEEYA 

NA 

BHIM MANDI(KOTA) 

NA 

BICHPURI 

NA 

BODAL 

NA 

BORKHANDI 

NA 

CHANDANA KHURD 

NA 

CHITARA 

NA 

DAD DEVI(ROOPAREL) 

NA 

DAN PZ 

NA 

DARBIJI 

NA 

DAULATPURA 

NA 

DAYRA 

NA 

DHAKARKHERI 

NA 

DHANWA 

NA 

DHAULPUR 

62.75 

DHEEPRI 

NA 

DIGOD 

NA 

FARASPUR 

NA 

GADEPAN 

NA 

GADRAI 

NA 

GALANA 

NA 

GANGAYCHA 

NA 

GARHIJAFFR 

NA 

GENTA 

NA 

GUNPUR 

NA 

JAITPUR 

NA 

JETPURA 

NA 

JHIRI 

NA 

JOGIAPURA 

NA 

KAITHOON 

NA 

KAKRAWADA 

NA 

KAPREN 

2127.00 

KAPREN RLY ST. 

63.81 

KARKAKHERLI 

NA 

KASAR 

NA 

KHAKHTA 

127.62 

KISHANGANJ 

NA 

KODKIA 

262.33 

KOTA 

NA 

KUNADI (KOTA) 

NA 

KURERI 

NA 

LAKHERI KURD 

NA 

LAKHSANEEJA 

NA 

LAXMIPURA 

NA 

MACHARIYA 

NA 

MADHO RAJPURA 

NA 

MANDAWARA 

NA 

MANDRAYAL 

NA 

MARAINA 

51.40 

MARWARACHOWKI(BHIMPURA) 

NA 

MOONDLA 

NA 

MORANA 

NA 

MORPA 

NA 

NAYAPURA 

28.36 

NEEMOLA 

NA 

NIMODA HARJI 

NA 

NOTANA 

NA 

NOTARA 

NA 

PADAMPURA 

305.22 

PADAMPURA 

68.42 

PALI 

NA 

PATEWARI 

22.69 

RAIPUR 

NA 

RAJAI 

NA 

RANGPUR 

NA 


Chloride, mg/I 


Post 


1481.81 


113.44 

na" 


_NA 

163.07 " 


_NA 

368.68 " 


NA 


1914.30 


127.62 

NA 


_NA 

NA 


_NA 

202.07 


NA 



Post 

Monsoon 

Pre 

Monsoon 

NA 

NA 

NA 


NA 


NA 

70.90 

NA 

14.18 

NA 

35.45 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

85.08 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1311.65 

1737.05 

184.34 

88.63 

NA 

NA 

NA 

NA 

141.80 

7.80 

NA 

NA 

205.61 

311.96 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

77.99 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

42.54 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

77.99 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


Post 

Monsoon 

Pre 

Monsoon 

NA 

NA 

42.54 

59.56 

35.45 

NA 

70.90 

53.18 

21.27 

39.70 

28.36 

53.18 

NA 

NA 

NA 

59.56 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

111.31 

NA 

45.02 

NA 

NA 

NA 

NA 

NA 

288.56 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

111.31 

NA 

NA 

NA 

NA 

NA 

NA 

92.17 

152.44 

NA 

NA 

NA 

NA 

NA 

33.32 

NA 

NA 

NA 

39.70 

NA 

NA 

NA 

NA 

NA 

1758.32 

NA 

NA 

NA 

132.58 

NA 

46.09 

NA 

26.23 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

113.44 

184.34 

290.69 

354.50 

NA 

132.58 

NA 

NA 

134.71 

127.62 

NA 

NA 

269.42 

404.13 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

179.02 

NA 

NA 

NA 

NA 

NA 

NA 

92.17 

99.62 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

21.27 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

70.90 

NA 

NA 

144.28 

42.54 

59.56 

NA 

NA 

NA 

79.41 

NA 

NA 


Post 

Monsoon 

Pre 

Monsoon 

NA 

NA 

66.29 

23.04 

165.91 

NA 

53.18 

23.04 

39.70 


66.29 

0.00 

NA 

NA 

46.44 

28.36 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

121.24 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

139.32 

69.48 

NA 

NA 

NA 

NA 

112.73 

69.48 

NA 

NA 

46.44 

23.04 

NA 

NA 

NA 

NA 

198.88 

92.53 

NA 

NA 

65.23 

75.15 

29.78 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

163.07 

163.07 

411.22 

1247.84 

70.90 

63.46 

NA 

NA 

127.62 

127.62 

NA 

NA 

347.41 

319.05 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

94.65 

92.53 

NA 

NA 

NA 

NA 

NA 

NA 

59.20 

63.46 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

132.58 

NA 

NA 

NA 

46.44 

23.04 

NA 

NA 

86.14 

34.74 

NA 

NA 


Post 

Pre 

Monsoon 

Monsoon 

NA 

NA 

40.41 

21.98 

34.74 

NA 

23.04 

21.98 

28.72 

63.10 

0.00 

16.31 

NA 

NA 

40.41 

33.32 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

184.70 

138.26 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

69.13 

66.29 

NA 

NA 

NA 

NA 

57.78 

66.29 

NA 

NA 

40.41 

21.98 

NA 

NA 

NA 

NA 

162.36 

88.27 

NA 

NA 

o 

00 

77.28 

34.39 

16.31 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

163.07 

NA 

482.12 

NA 

74.80 

77.28 

NA 

NA 

42.54 

NA 

NA 

NA 

326.14 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

86.50 

71.61 

NA 

NA 

NA 

NA 

NA 

NA 

80.83 

66.29 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

11.70 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

167.32 

60.97 

NA 

158.46 

57.78 

NA 

NA 

NA 

40.41 

27.65 

NA 

NA 


1989 

nr Post 



_1990_1991_1992_1993_1994_1995_1996_19 

Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre 

Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 

NA NA NA NA NA NA 28.36 NA NA NA NA 77.99 NA NA 81.54 





































































































































































































































































































































































































































































































































Chloride, mg/I 


BHEEYA _ 

BHIM MANDI(KOTA) 


CHITARA _ 

DAD DEVI(ROOPAREL) 


DAN PZ _ 

DARBIJI 


DHAKARKHERI 

DHANWA 


DIGOD 

FARASPUR 


GALANA 

GANGAYCHA 


GUNPUR 

JAITPUR 


JOGIAPURA 

KAITHOON 


KAKRAWADA 

KAPREN 


KOTA _ 

KUNADI (KOTA) 


LAKHSANEEJA 

LAXMIPURA 


Chloride, mg/I 
2007 


Location 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

BANETHIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

28.36 

70.90 

70.90 

70.90 

77.99 

141.80 

92.17 

113.44 

134.71 

NA 

99.26 

85.08 

120.53 

92.17 

NA 

NA 

92.17 

85.08 


BASAI 

NA 

BASAIDANG 

42.54 


| NA 

NA 

49.63 

35.45 


42.54 

177.25 

28.36 

42.54 


35.45 
1304.56 ' 


BASANKAPURA 

269.42 

276.51 

226.88 

212.70 

219.79 

311.96 

127.62 

163.07 

262.33 

255.24 

226.88 

NA 

233.97 

NA 

NA 

418.31 

NA 

148.89 

177.25 

85.08 

879.16 

77.99 

673.55 

NA 

56.72 

560.11 

141.80 

BEECHHIYA 

42.54 

49.63 

77.99 

35.45 

42.54 

42.54 

63.81 

42.54 

42.54 

35.45 

42.54 

NA 

77.99 

NA 

NA 

148.89 

NA 

42.54 

NA 

NA 

NA 

148.89 

NA 

NA 

113.44 

49.63 

35.45 


BEERPUR DANG 

42.54 


42.54 

56.72 

56.72 

49.63 

35.45 

42.54 

56.72 

70.90 

35.45 

35.45 

NA 

35.45 

NA 

NA 

70.90 

NA 

127.62 

155.98 

77.99 

99.26 

70.90 

120.53 

NA 

141.80 

134.71 

248.15 

BEHRAONDA KHURD 

NA 

_1 

06.35 

42.54 

NA 

NA 

113.44 

NA 

92.17 

120.53 

106.35 

NA 

198.52 

177.25 

163.07 

92.17 

276.51 

99.26 

148.89 

49.63 

226.88 

255.24 

85.08 

85.08 

NA 

170.16 

155.98 

113.44 


BHAINSAKH 

92.17 

BHAMPURA 

NA 




375.77 

155.98 

NA 

NA 


985.51 

354.50 

99.26 

85.08 


659.37 

241.06 

205.61 

NA 



NA 

42.54 

NA 

NA 



BICHPURI 

28.36 

35.45 

191.43 

106.35 

56.72 

326.14 

NA 

28.36 

35.45 

35.45 

NA 

163.07 

92.17 

21.27 

56.72 

609.74 

14.18 

63.81 

42.54 

56.72 

233.97 

42.54 

134.71 

NA 

113.44 

120.53 

35.45 

BODAL 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


BORKHANDI 

0 . 0 < 

CHANDANA KHURD 

63.8: 


DAULATPURA 

35.45 

DAYRA 

NA 



_NA 

1038.69 ' 


340.32 

NA" 


120.53 

NA" 


42.54 

NA" 


_NA 

NA" 



41.80 

77.99 

56.72 

77.99 



99.26 

77.99 

! NA 

NA 




49.63 

42.5 

35.45 

63.8 



99.26 
1956.84' 


53.18 
70.90 ' 


35.45 
333.23 ' 


343.87 
148.89 ' 


! 56.72 

70.90 

35.45 

49.63 



92.17 

35.45 

141.80 

NA 


64 

2 

80 

6 


70.90 

56.72 

35.45 

63.81 


326.14 

155.98 

113.44 

85.08 



127.62 

694.82 

56.72 

NA 


DHAULPUR 

127.62 

205.61 

NA 

85.08 

205.61 

163.07 

170.16 

106.35 

311.96 

248.15 

184.34 

NA 

120.53 

NA 

NA 

134.71 

NA 

99.26 

106.35 

219.79 

219.79 

212.70 

141.80 

NA 

212.70 

191.43 

375.77 

DHEEPRI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1829.22 

2098.64 

3949.13 

177.25 

177.25 

49.63 

70.90 

63.81 

180.80 

77.99 

70.90 

113.44 

609.74 

NA 

NA 

35.45 

177.25 


GADEPAN 

0.0 

3 NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1113.13 

1106.04 

184.34 

311.96 

NA 

418.31 

432.49 

1531.44 

70.90 

NA 

233.97 

269.42 

283.60 

439.58 

NA 

NA 

NA 

255.24 

GADRAI 

63.8: 

1 184.34 

77.99 

28.36 

49.63 

389.95 

141.80 

28.36 

21.27 

28.36 

21.27 

NA 

21.27 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


35.45 

42.5 

28.36 

42.5 


48.89 

70.90 

92.17 

21.27 


GARHIJAFFR 

191.43 

148.89 

170.16 

NA 

148.89 

106.35 

21.27 

155.98 


NA 

28.36 

NA 

NA 

148.89 

NA 

177.25 

127.62 

155.98 

198.52 

177.25 

191.43 

NA 

155.98 

354.50 

170.16 

GENTA 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


99.26 

NA 

42.54 

63.81 

28.36 

14.18 

0.00 

56.72 

35.45 

35.45 

70.90 

42.54 

NA 

NA 

0.00 

35.45 


JETPURA 

21.27 

42. 

541 70.90| 1 

55.98 

28.36 

35.45 

NA 

63.81 

NA 

28.36 

NA 

28.36 

127.62 

35.45 

28.36 

17.73 

21.27 

21.27 

21.27 

28.36 

290.69 

28.36 

35.45 

NA 

631.01 

35.45 

56.72 

JHIRI 

NA 


49.63 

85.08 

NA 

155.98 

127.62 

155.98 

113.44 

70.90 

NA 

49.63 

NA 

NA 

NA 

NA 

42.54 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


| NA 

56.72 

NA 

NA 


_NA 

1247.84 



35.45 

35.45 

02.81 

70.90 



KAPREN RLY ST. 

NA 

1006.78 

262.33 

276.51 

248.15 

1074.14 

1070.59 

326.14 

205.61 

719.64 

297.78 

404.13 

297.78 

198.52 

148.89 

141.80 

779.90 

148.89 

148.89 

187.89 

177.25 

212.70 

NA 

NA 

NA 

NA 

28.36 

KARKAKHERLI 

106.35 

134.71 

85.08 

77.99 

99.26 

106.35 

311.96 

120.53 

127.62 

106.35 

127.62 

NA 

113.44 

NA 

NA 

63.81 

NA 

163.07 

212.70 

106.35 

184.34 

NA 

NA 

NA 

NA 

NA 

NA 


KASAR 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

106.35 

35.45 

63.81 

177.25 

148.89 

205.61 

148.89 

191.43 

241.06 

70.90 

92.17 

127.62 

248.15 

NA 

NA 

212.70 

NA 

KHAKHTA 

163.07 

85.08 

148.89 

1410.91 

276.51 

NA 

141.80 

85.08 

120.53 

127.62 

53.18 

155.98 

163.07 

49.63 

120.53 

177.25 

74.45 

120.53 

92.17 

219.79 

106.35 

67.36 

NA 

NA 

NA 

NA 

77.99 


KISHANGANJ 

0.00 

KODKIA 

1581.07 



_NA 

1240.75 ' 


_NA 

NA" 


NA 

NA 

70.90 

49.63 


14.18 

28.36 

63.81 

77.99 


56.72 

42.54 

99.26 

77.99 


KURERI 

42.54 

35.45 

42.54 

42.54 

63.81 

283.60 

NA 

141.80 

28.36 

77.99 

NA 

141.80 

198.52 

63.81 

283.60 

49.63 

56.72 

49.63 

63.81 

49.63 

42.54 

28.36 

NA 

NA 

35.45 

113.44 

56.72 

LAKHERI KURD 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


120.53 

148.89 

21.27 

5672.00 


MACHARIYA 

191.43 

70.90 

49.63 

70.90 

70.90 

63.81 

92.17 

42.54 

56.72 

42.54 

63.81 

NA 

49.63 

NA 

NA 

42.54 

NA 

92.17 

106.35 

134.71 

106.35 

70.90 

120.53 

NA 

49.63 

NA 

70.90 

MADHO RAJPURA 

340.32 

NA 

1474.72 

1673.24 

NA 

106.35 

141.80 

262.33 

276.51 

177.25 

634.56 

311.96 

290.69 

308.42 

251.70 

241.06 

187.89 

70.90 

131.17 

397.04 

283.60 

336.78 

NA 

NA 

NA 

354.50 

404.13 


MANDAWARA _ 

MANDRAYAL 


MARAINA _ 

MARWARACHOWKI(BHIMPURA) 


MOONDLA _ 

MORANA 


MORPA _ 

NAYAPURA 


NEEMOLA _ 

NIMODA HARJI 



134.71 

163.07 

NA 

NA 


NA 

NA 

28.36 

35.45 


NOTANA 

0. 

NOTARA 

0. 




NA 

NA 

49.63 

28.36 


NA 

NA 

NA 

NA 



| 28 

.36 

NA 

42 

.54 

35.45 


1205.30 
77.99 ' 


141.80 
56.72 ' 


1205.30 

NA" 


106.35 

NA" 


56.72 
06.35 ' 


361.59 
70.90 ' 


77.99 
49.63 ' 


70.90 

28.36' 


1063.50 

na' 


42.54 
368.68 ' 



PADAMPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PADAMPURA 

184.34 

170.16 

205.61 

194.98 

56.72 

49.63 

42.54 

106.35 

35.45 

127.62 

NA 

NA 

35.45 

NA 

NA 

NA 

NA 

70.90 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


PALI 

PATEWARI 


RAIPUR 
RAJ AI 


RANGPUR 



21.27 

NA 

53.18 

21.27 

NA 

NA 

56.72 

77.99 

NA 

NA 










































































































































































































































































































































































































































































































































1984 


1985 


1986 


1987 


Chloride, mg/I 


Location 


1988 


1989 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 



Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

RANPUR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RICHERA PZ 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SAGARPURA 

62.75 

47.15 

NA 

NA 

49.63 

56.72 

79.41 

325.43 

69.48 

69.13 

43.96 

41.48 

SAMAUNA PZ. 

NA 

NA 

NA 

NA 

NA 

NA 

39.70 

23.75 

23.04 

132.58 

21.98 

18.43 

SAMOR 

28.36 

15.60 

NA 

NA 

28.36 

21.27 

39.70 

35.45 

23.04 

57.78 

71.61 

36.87 

SANEEJA BAORI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SEEMALYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SHANKARPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SONAKAGURJA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SOONAGAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SULTAN PUR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SUNDERPURA 

NA 

NA 

NA 

NA 

NA 

NA 

172.29 

106.71 

86.85 

80.83 

93.94 

147.47 

SURELA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

TATHER 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

UDPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

UMMEDPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

ZALIMPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

Sub Basin: Chambal Upstream 

AGRA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

AKHEPUR 

NA 

63.81 

35.45 

65.23 

53.88 

107.41 

43.60 

143.93 

46.79 

56.01 

40.06 

54.95 

ANUP PURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

ARNIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

ARNOD 

NA 

150.66 

291.40 

244.61 

368.68 

252.05 

355.21 

344.93 

331.81 

308.77 

373.29 

357.69 

AROUND 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

ASAWATA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

AWLESHWAR 

NA 

NA 

NA 

NA 

NA 

NA 

26.94 

26.94 

30.13 

35.10 

19.85 

24.11 

BAMAN DEORIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BARISAGTHALI 

NA 

147.47 

140.74 

191.08 

123.72 

208.09 

157.40 

140.74 

201.00 

147.47 

199.94 

832.37 

BARISANGTHLI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BARKHERI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BARKHERI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BEGUN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHACHUNDLA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHACHUNDLA 

NA 

33.68 

33.68 

36.87 

32.26 

40.06 

33.68 

40.06 

33.68 

49.28 

31.55 

34.39 

BHAINSROR GARH 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHARKA 40 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHARKA124 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHOLOO 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BORAWAS 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BORBAORI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

CHAINPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

CHOOOPNA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

CHOOPNA 

NA 

53.53 

36.87 

80.47 

39.35 

80.47 

43.60 

60.27 

36.51 

84.37 

40.06 

54.95 

DABI 

184.34 

347.41 

85.08 

177.25 

102.81 

230.43 

77.99 

99.26 

63.81 

60.27 

NA 

NA 

DAG 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DALOT 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DALOT 

NA 

264.81 

201.00 

247.80 

229.01 

259.14 

204.19 

174.06 

180.80 

252.76 

216.60 

213.05 

DEVAD 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DHANGAD-MAUKALAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DORAI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DUDHALIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

FAREDI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

FAREDI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GADOLA 

NA 

177.25 

262.33 

209.86 

336.42 

219.08 

301.68 

207.74 

356.98 

154.56 

306.64 

254.53 

GANDHER 

NA 

NA 

NA 

NA 

NA 

NA 

0.00 

355.21 

274.74 

435.33 

368.68 

386.05 

GHOTARSI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GOPA-PURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GUWALAD 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JAWADA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JAWAHAR- NAGAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KACHHNARA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KAGARIYA PZ 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KAJLI 

NA 

76.93 

63.81 

NA 

NA 

95.01 

NA 

70.19 

70.19 

98.20 

59.91 

116.99 

KANWARPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KARANPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KHERA( KAJALI KA ) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KOLIPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KOONDLA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KOONDLA PZ 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KOTRI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KOTRI 

NA 

NA 

NA 

NA 

NA 

NA 

53.53 

53.53 

46.79 

66.65 

49.98 

62.04 

KUNI 

NA 

30.13 

56.72 

68.77 

64.52 

43.96 

57.07 

100.68 

113.79 

345.99 

106.70 

109.90 

LAMBAKHO 

233.97 

333.23 

70.90 

290.69 

113.44 

304.87 

116.99 

276.51 

92.17 

202.07 

NA 

NA 

MANDAWARA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


_1990_1991_1992_1993_1994_1995_1996_19 

Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre 

Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 

NA NA NA NA NA NA 35.45 NA NA NA NA 24.82 NA NA 42.54 




























































































































































































































































































































































































































































































































Chloride, mg/I 


Chloride, mg/I 
2007 


Location 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

RANPUR 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

63.81 

35.45 

NA 

NA 

42.54 

NA 

35.45 

NA 

70.90 

21.27 

85.08 

28.36 

141.80 

14.18 

NA 

NA 

NA 

35.45 


RICHERA PZ 

NA 

SAGARPURA 

191.43 


SAMAUNA PZ. 
SAMOR 


SANEEJA BAORI 
SEEMALYA 


SHANKARPURA 

SONAKAGURJA 


Sub Basin: Chambal Upstream 

AGRA 


ARNIYA 

ARNOD 


AWLESHWAR 
BAMAN DEORIYA 


BEGUN _ 

BHACHUNDLA 


BHACHUNDLA 
BHAINSROR GARH 


BHOLOO 

BORAWAS 


BORBAORI 

CHAINPURA 


CHOOOPNA 

CHOOPNA 



28.36 

21.27 

| 92.17 

106.35 


NA 

NA 

NA 

NA 



134.71 

NA 

106.35 

134.71 


42.54 

77.9 

m 

99.26 

70.9 

ai 



.90 

425.40 

.90 

77.99 


NA 389.95 
NA 141.80" 



63.81 

56.72 

49.63 

56.72 



SOONAGAR 

77.99 

77.99 

60.27 

63.81 

92.17 

63.81 

42.54 

28.36 

28.36 

46.09 

28.36 

39.00 

56.72 

616.83 

28.36 

733.82 

28.36 

694.82 

237.52 

35.45 

28.36 

49.63 

NA 

NA 

NA 

411.22 

106.35 

SULTAN PUR 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

70.90 

127.62 

2836.00 

148.89 

134.71 

155.98 

63.81 

134.71 

170.16 

NA 

233.97 

177.25 

205.61 

163.07 

NA 

NA 

NA 

NA 


SUNDERPURA 

28.36 

106.35 

35.45 

21.27 

35.45 

21.27 

21.27 

28.36 

28.36 

42.54 

35.45 

NA 

21.27 

NA 

NA 

35.45 

NA 

70.90 

70.90 

42.54 

49.63 

63.81 

70.90 

NA 

49.63 

56.72 

35.45 

SURELA 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

134.71 

170.16 

0.00 

NA 

NA 

99.26 

49.63 

177.25 

155.98 

NA 

510.48 

177.25 

382.86 

155.98 

NA 

NA 

NA 

141.80 


TATHER 

0 

00 

UDPURA 

0 


UMMEDPURA 

NA 

ZALIMPURA 

0.00 



NA 

NA 

NA 

NA 



NA 

NA 

NA 

NA 



70.90 

1028.05 


_NA 

163.07 



141.80 

1176.94' 


_NA 

354.50 ' 



77.99 

NA 

53.18 

177.25 

NA 

NA 

NA 

99.26 


AKHEPUR 

70.90 

39.00 

63.81 

NA 

60.27 

42.54 

56.72 

42.54 

56.72 

46.09 

49.63 

24.82 

39.00 

35.45 

56.72 

70.90 

74.45 

63.81 

120.53 

63.81 

113.44 

95.72 

85.08 

NA 

NA 


NA 

ANUP PURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


NA 


AROUND 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

316.00 

NA 

ASAWATA 

NA 

NA 

NA 

42.54 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

117.00 

NA 


BARISAGTHALI 

294.24 

BARISANGTHLI 

NA 




NA 


NA 


BARKHERI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

128.00 

NA 

BARKHERI 

NA 

NA 

NA 

NA 

276.51 

21.27 

21.27 

56.72 

49.63 

28.36 

42.54 

116.99 

109.90 

NA 

77.99 

425.40 

145.35 

1148.58 

219.79 

102.81 

223.34 

106.35 

191.43 

NA 

NA 

128.00 

NA 



NA 

NA 

NA 

NA 



BHARKA 40 

NA 

24.82 

NA 

21.27 

NA 

28.36 

134.71 

113.44 

28.36 

NA 

NA 

NA 

NA 

141.80 

99.26 

85.08 

475.03 

368.68 

368.68 

425.40 

432.49 63.81 

92.17 

NA 

63.81 

248.15 

35.45 

BHARKA124 

NA 

152.44 

NA 

163.07 

NA 

134.71 

35.45 

92.17 

134.71 

NA 

NA 

113.44 

NA 

49.63 

170.16 

NA 

92.17 

127.62 

127.62 

141.80 

155.98 141.80 

70.90 

NA 

141.80 

205.61 

163.07 



DABI 

49.63 

46.09 

28.36 

49.63 

102.81 

85.08 

70.90 

102.81 

118.40 

148.89 

67.36 

177.25 

148.89 

85.08 

180.80 

17.73 

113.44 

21.27 

148.89 

531.75 

163.07 

148.89 

NA 

NA 

NA 

141.80 

56.72 

DAG 

NA 

205.61 

NA 

233.97 

NA 

304.87 

99.26 

49.63 

304.87 

NA 

NA 

219.79 

NA 

141.80 

255.24 

163.07 

163.07 

319.05 

319.05 

212.70 

170.16 

127.62 

170.16 

NA 

127.62 

56.72 

14.18 


DEVAD 

NA 

NA 

NA 

NA 

NA 

35.45 

28.36 

28.36 

35.45 

28.36 

21.27 

28.36 

49.63 

294.24 

49.63 

46.09 

17.73 

53.18 

35.45 

49.63 

85.08 

63.81 

53.18 

NA 

NA 


NA 

DHANGAD-MAUKALAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


NA 


DORAI 

DUDHALIYA 


FAREDI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

135.00 

NA 

FAREDI 

NA 

NA 

NA 

NA 

NA 

85.08 

85.08 

70.90 

70.90 

70.90 

60.27 

101.03 

77.99 

NA 

106.35 

85.08 

88.63 

49.63 

191.43 

138.26 

194.98 

109.90 

163.07 

NA 

NA 

135.00 

NA 


GADOLA 

NA 

226.88 

255.24 

733.82 

226.88 

319.05 

326.14 

NA 

311.96 

765.72 

209.16 

1134.40 

397.04 

1481.81 

439.58 

592.02 

404.13 

726.73 

432.49 

779.90 

379.32 

170.16 

457.31 

NA 

NA 

404.00 

NA 

GANDHER 

NA 

NA 

NA 

NA 

NA 

21.27 

21.27 

28.36 

56.72 

46.09 

49.63 

28.36 

77.99 

21.27 

28.36 

7.09 

17.73 

21.27 

28.36 

56.72 

24.82 

77.99 

60.27 

NA 

NA 

32.00 

NA 


GHOTARSI 

NA 

NA 

NA 

NA 

NA 

14.18 

21.27 

21.27 

21.27 

24.82 

21.27 

81.54 

21.27 

21.27 

21.27 

31.91 

17.73 

31.91 

35.45 

24.82 

35.45 

31.91 

31.91 

NA 

NA 

NA 

NA 

GOPA-PURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

241.00 

NA 


GUWALAD 

NA 

53.18 

NA 

35.45 

NA 

42.54 

28.36 

35.45 

42.54 

NA 

NA 

28.36 

NA 

63.81 

56.72 

63.81 

42.54 

170.16 

170.16 

49.63 

85.08 

127.62 

155.98 

NA 

127.62 

77.99 

28.36 

JAWADA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

255.00 

NA 


JAWAHAR- NAGAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

32.00 

NA 

KACHHNARA 

NA 

28.36 

NA 

14.18 

NA 

21.27 

NA 

28.36 

21.27 

NA 

NA 

56.72 

NA 

21.27 

56.72 

35.45 

290.69 

248.15 

248.15 

198.52 

148.89 

439.58 

368.68 

NA 

439.58 

389.95 

177.25 


KAGARIYA PZ 

NA 

92.17 

NA 

NA 

NA 

347.41 

106.35 

368.68 

347.41 

NA 

NA 

574.29 

NA 

510.48 

NA 

574.29 

354.50 

446.67 

446.67 

411.22 

375.77| NA| 70.90 

NA 

NA 

304.87 

326.14 

KAJLI 

95.72 

NA 

88.63 

NA 

120.53 

NA 

77.99 

NA 

191.43 

205.61 

301.33 

42.54 

347.41 

42.54 

283.60 

329.69 

49.63 

56.72 

191.43 

265.88 


NA 

NA 

46.00 

NA 


KANWARPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

39.00 

NA 

KARANPURA 

NA 

39.00 

NA 

28.36 

NA 

21.27 

42.54 

28.36 

21.27 

NA 

NA 

21.27 

NA 

70.90 

21.27 

49.63 

35.45 

77.99 

77.99 

70.90 

49.63 

85.08 

92.17 

NA 

85.08 

49.63 

28.36 


KHERA ( KAJALI KA ) 
KOLIPURA 


KOONDLA 

NA 

70.90 

NA 

730.27 


361.59 

893.34 

NA 

NA 

NA 

NA 

14.18 

198.52 

287.15 

233.97 

99.26 

99.26 

233.97 

63.81 

70.90 

141.80 

NA 

70.90 

382.86 

21.27 

KOONDLA PZ 

NA 

202.07 

NA 

56.72 


NA 

NA 

NA 

NA 

347.41 

NA 

241.06 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


OTRI _ 

OTRI 


KUNI _ 

LAMBAKHO 


MANDAWARA 


NA 

NA 

21.27 

21.27 


2 


NA 

2 


NA 




































































































































































































































































































































































































































































































































1984 


1985 


1986 


1987 


Chloride, mg/I 


Location 


1988 


1989 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 



Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

MANDAWARA 

NA 

33.68 

46.79 

36.87 

32.26 

43.96 

30.13 

11.34 

36.87 

NA 

40.06 

41.12 

MANDESARA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MOHEDA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MOHEDA 

NA 

113.79 

NA 

174.06 

39.35 

226.53 

30.13 

113.79 

33.68 

NA 

33.32 

68.77 

MOWAI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MOWAI 

NA 

26.94 

50.34 

32.61 

57.43 

36.51 

53.53 

33.68 

43.60 

28.01 

43.25 

30.84 

NALIKHERA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NAYAGAON (KOTA) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NEENOR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NEENOR 

NA 

57.07 

26.94 

57.78 

75.15 

65.58 

154.21 

127.27 

80.47 

133.29 

130.10 

175.48 

PALTHAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PI LIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RAJENDRAPUR MANDI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RAM N AGAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RAM N AGAR 

NA 

40.06 

274.74 

43.25 

NA 

40.06 

30.13 

53.53 

160.94 

42.19 

30.13 

44.67 

RAMPURIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RATHKANKRA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RAWAT-BHATA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RESUNDA 

83.66 

40.06 

46.09 

28.36 

92.17 

51.05 

33.68 

NA 

63.10 

49.28 

163.42 

52.82 

SAKARIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SHRIPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

TAKARDA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

THAMLAO 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

THUKRAI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

TILASMA 

117.69 

87.21 

NA 

241.06 

269.42 

NA 

NA 

NA 

NA 

NA 

51.05 

171.58 

UNHEL 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

Sub Basin: Kali Sindh 

AKLERA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

ALOD 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

AMETHA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

AMLAWADA KHARAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

AMLI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

Anta 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

ANTANA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

ANWALHERA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

ANWALIKALAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

ASALPUR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

ASNAWAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

ATON 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

AWAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

AYANI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

AZAMPUR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BADORA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BAGHER 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BAIRANGARH 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BAISAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BAKANI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BAKSPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BALAPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

Baldara 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BALDEOPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BAM LA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BAMOOLYA KALAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BAMORI (BADAY) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BANSKHERI LODHAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BANSKHOPRA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BANSYAHERI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BAPAWAR KALAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BARDODIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

Bargaon 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BARKHERA KHURD 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BARLAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BAROD 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BARODIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BARWA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BASYAHERI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BATAWADA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BEGNA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHAIROOPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHAISARA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHAITA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHAWANIMANDI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHILWARA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

Bhojya Kheri 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 









1 

1 







1990 | 

| 1991 | 

1 1992 | 

| 1993 | 

| 1994 | 

| 1995 | 

| 1996 | 

19 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 


Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 

42.54 NA 42.54 28.36 95.72 42.54 120.53 42.54 53.18 56.72 46.09 31.91 46.09 35.45 39.00 

























































































































































































































































































































































































































































































































Chloride, mg/I 


Chloride, mg/I 


Location 

97 

| 1998 I 

| 1999 | 

| 2000 

| 2001 | 

| 2002 | 

| 2003 | 

| 2004 i 

j 2005 | 

| 2006 | 

| 2007 | 

| 2008 j 

| 2009 | 

| 2010 | 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 


Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

MANDAWARA 

24.82 

NA 

31.91 

170.16 

56.72 

49.63 

42.54 

NA 

49.63 

1559.80 

102.81 

65.58 

70.90 

NA 

109.90 

77.99 

131.17 

95.72 

134.71 

248.15 

166.62 

49.63 

241.06 

NA 

NA 

500.00 

NA 

MANDESARA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

43.00 

NA 

MOHEDA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

287.00 

NA 

MOHEDA 

212.70 

42.54 

166.62 

35.45 

219.79 

49.63 

63.81 

262.33 

205.61 

191.43 

148.89 

311.96 

287.15 

NA 

109.90 

28.36 

237.52 

173.71 

560.11 

223.34 

262.33 

531.75 

361.59 

NA 

NA 

287.00 

NA 

MOWAI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

503.00 

NA 

MOWAI 

42.54 

56.72 

56.72 

70.90 

85.08 

35.45 

70.90 

NA 

92.17 

92.17 

85.08 

74.45 

95.72 

NA 

99.26 

2112.82 

113.44 

304.87 

99.26 

131.17 

109.90 

85.08 

184.34 

NA 

NA 

503.00 

NA 

NALIKHERA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

28.00 

NA 

NAYAGAON (KOTA) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

35.45 

28.36 

56.72 

92.17 

49.63 

397.04 

NA 

56.72 

49.63 

21.27 

70.90 

42.54 

21.27 

77.99 

NA 

NA 

49.63 

35.45 

NEENOR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


NA 

NEENOR 

116.99 

35.45 

116.99 

42.54 

141.80 

106.35 

177.25 

NA 

70.90 

70.90 

60.27 

152.44 

134.71 

NA 

106.35 

o 

CD 

o 

60.27 

56.72 

205.61 


106.35 

187.89 

283.60 

NA 

NA 


NA 

PALTHAN 

NA 

NA 

NA 

NA 

NA 

28.36 

35.45 

35.45 

28.36 

39.00 

191.43 

177.25 

886.25 

81.54 

21.27 

70.90 

205.61 

60.27 

141.80 

81.54 

326.14 

74.45 

397.04 

NA 

NA 


NA 

PI LIYA 

21.27 

28.36 

35.45 

42.54 

39.00 

49.63 

35.45 

49.63 

31.91 

42.54 

35.45 

46.09 

56.72 

56.72 

14.18 

35.45 

NA 

28.36 

35.45 

49.63 

35.45 

28.36 

NA 

NA 

NA 

NA 

NA 

RAJENDRAPUR MANDI 

NA 

450.22 

NA 

276.51 

NA 

276.51 

NA 

226.88 

276.51 

NA 

NA 

297.78 

NA 

354.50 

382.86 

209.16 

333.23 

354.50 

354.50 

283.60 

276.51 

397.04 

NA 

NA 

397.04 

319.05 

212.70 

RAM N AGAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


NA 

RAM N AGAR 

95.72 

92.17 

102.81 

109.90 

99.26 

120.53 

99.26 

141.80 

276.51 

418.31 

70.90 

258.79 

88.63 

NA 

216.25 

113.44 

49.63 

258.79 

49.63 

106.35 

35.45 

124.08 

113.44 

NA 

NA 


NA 

RAMPURIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

46.00 

NA 

RATHKANKRA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

35.45 

35.45 

49.63 

70.90 

56.72 

226.88 

42.54 

21.27 

42.54 

63.81 

49.63 

28.36 

28.36 

56.72 

NA 

NA 

85.08 

56.72 

RAWAT-BHATA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

32.00 

NA 

RESUNDA 

31.91 

49.63 

70.90 

116.99 

56.72 

60.27 

7.09 

42.54 

35.45 

49.63 

56.72 

60.27 

70.90 

358.05 

67.36 

85.08 

134.71 

99.26 

134.71 

28.36 

46.09 

28.36 

NA 

NA 

28.36 

163.07 

198.52 

SAKARIYA 

NA 

46.09 

NA 

49.63 

NA 

28.36 

56.72 

63.81 

28.36 

NA 

NA 

49.63 

NA 

141.80 

NA 

116.99 

35.45 

56.72 

56.72 

56.72 

14.18 

70.90 

127.62 

NA 

70.90 

99.26 

63.81 

SHRIPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


NA 

TAKARDA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

234.00 

NA 

THAMLAO 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

234.00 

NA 

THUKRAI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

255.00 

NA 

TILASMA 

269.42 

418.31 

400.59 

77.99 

389.95 

191.43 

67.36 

127.62 

347.41 

63.81 

70.90 

120.53 

92.17 

60.27 

92.17 

63.81 

56.72 

42.54 

141.80 

109.90 

24.82 

28.36 

NA 

NA 

24.82 

163.07 

63.81 

UNHEL 

NA 

53.18 

NA 

49.63 

NA 

56.72 

49.63 

382.86 

56.72 

NA 

NA 

85.08 

NA 

155.98 

184.34 

42.54 

113.44 

212.70 

212.70 

170.16 

77.99 

134.71 

85.08 

NA 

134.71 

141.80 

155.98 

|Sub Basin: Kali Sindh | 

AKLERA 

NA 

67.36 

70.90 

85.08 

NA 

77.99 

99.26 

77.99 

77.99 

NA 

NA 

141.80 

NA 

NA 

113.44 

191.43 

170.16 

170.16 

170.16 

269.42 

269.42 

241.06 

212.70 

NA 

241.06 

241.06 

191.43 

ALOD 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

28.36 

42.54 

85.08 

141.80 

49.63 

21.27 

77.99 

28.36 

35.45 

21.27 

28.36 

113.44 

35.45 

NA 

NA 

63.81 

42.54 

AMETHA 

NA 

53.18 

49.63 

49.63 

NA 

77.99 

42.54 


77.99 

NA 

NA 

10.64 

NA 

85.08 

56.72 


NA 

99.26 

99.26 


70.90 

70.90 

99.26 

NA 

70.90 

35.45 

28.36 

AMLAWADA KHARAN 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


NA 

56.72 

NA 

7.09 

49.63 

42.54 

49.63 

35.45 

85.08 

120.53 

NA 

56.72 

NA 

70.90 

NA 

NA 

163.07 

NA 

AMLI 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

42.54 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

Anta 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

148.89 

99.26 

219.79 

NA 

99.26 

127.62 

212.70 

340.32 

134.71 

205.61 

319.05 

NA 

35.45 

NA 

NA 

NA 

NA 

63.81 

70.90 

ANTANA 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

113.44 

NA 

NA 

NA 

70.90 

NA 

NA 

56.72 

70.90 

70.90 

70.90 

NA 

269.42 

NA 

134.71 

NA 

NA 

77.99 

NA 

ANWALHERA 

NA 

56.72 

42.54 

21.27 

NA 

42.54 

28.36 

NA 

42.54 

NA 

NA 

21.27 

NA 

56.72 

31.20 

49.63 

35.45 

21.27 

21.27 

56.72 

70.90 

99.26 

49.63 

NA 

99.26 

35.45 

70.90 

ANWALIKALAN 

NA 

467.94 

NA 

7.09 

NA 

326.14 

269.42 

248.15 

326.14 

NA 

NA 

85.08 

NA 

56.72 

1035.14 

386.41 

347.41 

872.07 

872.07 

241.06 

517.57 

233.97 

538.84 

NA 

233.97 

70.90 

35.45 

ASALPUR 

NA 

28.36 

NA 

42.54 

NA 

14.18 

56.72 

42.54 

14.18 

NA 

NA 

56.72 

NA 

70.90 

85.08 

77.99 

35.45 

49.63 

49.63 

28.36 

70.90 

99.26 

77.99 

NA 

56.72 

56.72 

49.63 

ASNAWAR 

NA 

88.63 

NA 

77.99 

NA 

70.90 

70.90 

56.72 

70.90 

NA 

NA 

70.90 

NA 

141.80 

141.80 

241.06 

134.71 

304.87 

304.87 

262.33 

212.70 

120.53 

283.60 

NA 

120.53 

141.80 

141.80 

ATON 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

56.72 

NA 

NA 

NA 

63.81 

NA 

NA 

21.27 

28.36 

120.53 

35.45 

NA 

42.54 

NA 

63.81 

NA 

NA 

56.72 

NA 

AWAN 


NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

723.18 

368.68 

311.96 

290.69 

581.38 

460.85 

255.24 

141.80 

85.08 

290.69 

219.79 

92.17 

102.81 

56.72 

NA 

NA 

NA 

389.95 

AYANI 

MEEd 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

170.16 

NA 

92.17 

77.99 

92.17 

NA 

70.90 

92.17 

56.72 

56.72 

56.72 

70.90 

70.90 

NA 

NA 

53.18 

42.54 

AZAMPUR 

NA 

198.52 

219.79 

148.89 

NA 

262.33 

255.24 

276.51 

262.33 

NA 

NA 

99.26 

NA 

35.45 

304.87 

453.76 

233.97 

382.86 

382.86 

340.32 

127.62 

340.32 

311.96 

NA 

340.32 

77.99 

205.61 

BADORA 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

248.15 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BAGHER 

NA 

NA 

21.27 

42.54 

NA 

35.45 

NA 

63.81 

35.45 

NA 

NA 

NA 

NA 

49.63 

70.90 

63.81 

7.09 

28.36 

28.36 

28.36 

49.63 

70.90 

141.80 

NA 

70.90 

77.99 

35.45 

BAIRANGARH 

NA 

56.72 

NA 

35.45 

NA 

56.72 

56.72 



NA 

NA 

70.90 

NA 

106.35 

NA 

NA 


49.63 

49.63 

49.63 

85.08 

177.25 

70.90 

NA 

177.25 

127.62 

77.99 

BAISAR 

NA 

21.27 

21.27 

28.36 

NA 

28.36 

49.63 

49.63 

28.36 

NA 

NA 

NA 

NA 

92.17 

77.99 

155.98 

14.18 

14.18 

14.18 

49.63 

28.36 

85.08 

42.54 

NA 

85.08 

NA 

35.45 

BAKANI 

NA 

116.99 

NA 

134.71 

NA 

113.44 

NA 

177.25 

113.44 

NA 

NA 

219.79 

NA 

276.51 

262.33 

233.97 

219.79 

127.62 

127.62 

70.90 

21.27 

354.50 

340.32 

NA 

127.62 

56.72 

106.35 

BAKSPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

49.63 

63.81 

49.63 

56.72 

70.90 

28.36 

49.63 

42.54 


70.90 

113.44 

141.80 

177.25 


NA 

NA 

99.26 

120.53 

BALAPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

35.45 

49.63 

42.54 

49.63 

28.36 

NA 

21.27 

177.25 

70.90 

70.90 

56.72 

42.54 

70.90 


NA 

NA 

56.72 

35.45 

Baldara 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

56.72 

49.63 

BALDEOPURA 

NA 

141.80 

113.44 

120.53 

NA 

70.90 

141.80 

77.99 

70.90 

NA 

NA 

42.54 

NA 

141.80 

155.98 

113.44 

155.98 

163.07 

163.07 

276.51 

141.80 

70.90 

92.17 

NA 

70.90 

NA 

134.71 

BAM LA 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

666.46 

85.08 

1191.12 

1020.96 

1375.46 

1389.64 

1375.46 

1488.90 

1985.20 

2127.00 

177.25 

NA 


NA 

77.99 

NA 

NA 

120.53 

NA 

BAMOOLYA KALAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

127.62 

NA 

NA 

NA 

155.98 

NA 

148.89 

49.63 

70.90 

241.06 

127.62 

NA 


NA 

NA 

NA 

NA 

NA 

NA 

BAMORI (BADAY) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

120.53 

49.63 

NA 

NA 

290.69 

49.63 

127.62 

56.72 

141.80 

NA 

NA 

NA 

85.08 

NA 

NA 

35.45 

NA 

BANSKHERI LODHAN 

NA 

63.81 

NA 

NA 

NA 

42.54 

113.44 

63.81 

42.54 

NA 

NA 

63.81 

NA 

77.99 

92.17 

42.54 

56.72 

163.07 

163.07 

92.17 

120.53 


42.54 

NA 

85.08 

21.27 

134.71 

BANSKHOPRA 

NA 

17.73 

NA 

21.27 

NA 

42.54 

63.81 

56.72 

42.54 

NA 

NA 

56.72 

NA 

70.90 

70.90 

138.26 

14.18 

49.63 

49.63 

56.72 

70.90 

191.43 

184.34 

NA 

0.00 

127.62 

42.54 

BANSYAHERI 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

28.36 

141.80 

56.72 

21.27 

184.34 

170.16 

35.45 

304.87 

49.63 

170.16 

42.54 

21.27 

85.08 

269.42 

NA 

NA 

163.07 

177.25 

BAPAWAR KALAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

120.53 

184.34 

241.06 

70.90 

226.88 

184.34 

297.78 

311.96 

333.23 

NA 

92.17 

276.51 

340.32 

49.63 

NA 

NA 

645.19 

194.98 

BARDODIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

42.54 

49.63 

42.54 

63.81 

191.43 

21.27 

113.44 

276.51 

56.72 

70.90 

63.81 

212.70 

92.17 

NA 

NA 

88.63 

85.08 

Bargaon 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

106.35 

70.90 

134.71 

70.90 

99.26 

56.72 

63.81 

63.81 

56.72 

85.08 

113.44 

NA 

120.53 

NA 

177.25 

NA 

NA 

77.99 


BARKHERA KHURD 

NA 

49.63 

NA 

42.54 

NA 

35.45 

70.90 

85.08 

35.45 

NA 

NA 

63.81 

NA 

63.81 

141.80 

99.26 

63.81 

99.26 

99.26 

99.26 

77.99 

141.80 

85.08 

NA 

148.89 

21.27 


BARLAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

28.36 

49.63 

106.35 

NA 

46.09 

35.45 

NA 

42.54 

35.45 

28.36 

42.54 

NA 

56.72 

NA 

NA 

NA 

NA 

85.08 

NA 

BAROD 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

49.63 

56.72 

120.53 

NA 

63.81 

70.90 

85.08 

127.62 

163.07 

NA 

49.63 

148.89 

163.07 

198.52 

NA 

NA 

NA 

NA 

BARODIYA 

NA 

49.63 

NA 

70.90 

NA 

85.08 

56.72 

56.72 

85.08 

NA 

NA 

42.54 

NA 

42.54 

49.63 

141.80 

HQ 

56.72 

56.72 

49.63 


120.53 

70.90 

NA 

120.53 

56.72 

28.36 

BARWA 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

170.16 

141.80 

NA 

127.62 

70.90 

NA 

42.54 

205.61 

00 

q 

LO 

00 

127.62 

NA 

NA 


NA 

NA 

NA 

NA 

NA 

NA 

BASYAHERI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

49.63 

92.17 

70.90 

o 

CD 

o 

i--- 

70.90 

NA 

NA 

127.62 

56.72 

35.45 

35.45 


35.45 

NA 

NA 

NA 

NA 

BATAWADA 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

14.18 

63.81 

63.81 

297.78 

0.36 

21.27 

35.45 

28.36 

21.27 

21.27 

177.25 

NA 

28.36 

NA 


NA 

NA 

35.45 

NA 

BEGNA 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

460.85 

70.90 

77.99 

70.90 

262.33 

283.60 

347.41 

70.90 

439.58 

155.98 

333.23 

NA 

382.86 

NA 

141.80 

NA 

NA 

170.16 

NA 

BHAIROOPURA 

NA 

49.63 

35.45 

56.72 

NA 

120.53 

70.90 

77.99 

120.53 

NA 

NA 

NA 

NA 

NA 

70.90 

28.36 

35.45 

56.72 

56.72 

28.36 

49.63 

70.90 

NA 

NA 

70.90 

NA 

56.72 

BHAISARA 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

42.54 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

77.99 

49.63 

NA 

49.63 

NA 

NA 

NA 

NA 

NA 

NA 

BHAITA 

NA 

NA 

NA 

361.59 

NA 

148.89 

283.60 

425.40 

148.89 

NA 

NA 

184.34 

NA 

283.60 

276.51 

283.60 

NA 

141.80 

141.80 

354.50 

283.60 

418.31 

141.80 

NA 

397.04 

NA 

155.98 

BHAWANIMANDI 

NA 

116.99 

NA 

120.53 

NA 

92.17 

134.71 

99.26 

92.17 

NA 

NA 

191.43 

NA 

262.33 

113.44 

170.16 

163.07 

283.60 

283.60 

872.07 

191.43 

248.15 

184.34 

NA 

248.15 

283.60 

205.61 

BHILWARA 

NA 

39.00 

NA 

198.52 

NA 

49.63 

42.54 

42.54 

49.63 

NA 

NA 

56.72 

NA 

56.72 

70.90 

212.70 

35.45 

56.72 

56.72 

70.90 

28.36 

106.35 

70.90 

NA 

106.35 

56.72 

70.90 

Bhojya Kheri 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

70.90 

NA 

NA 

NA 

42.54 

NA 

NA 

56.72 

42.54 

35.45 

42.54 

NA 

21.27 

NA 

404.13 

NA 

NA 

56.72 

NA 
































































































































































































































































































































































































































































































































1984 


1985 


1986 


1987 


Chloride, mg/I 


Location 


1988 


1989 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 



Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Bijora 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BILENDI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BINAYKA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BISHANKHERI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BOLYABARI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BOODHANKHERI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BORDA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BORDA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BORDA (CHAUKI) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BORINA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BORINA KALAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BORKHERI GOOJARAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BUDANI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

CHANDPURA CHAPALARA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

CHAURALIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

CHECHAT 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

CHHAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

CHHITAURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

CHOMAKOT 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

CHORKHERI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

CHURELIYAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DADWARA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DADWARA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DAHIKHERA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DANGIPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DARA (MUKANDRA) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DARA R.S.(MORUKALAN) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DEEPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DEOCHI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DEOLI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DEOLI KALAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DEOLI KHURD 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DEORIDEO 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DHABLAKHEENCHI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DHARONIA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DHOOLET 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DHOTI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DHOTI(PZ) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DHUMEN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DILOD HATHI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DIWALI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DOBRA PZ 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DO LA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DO LA PZ 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DON DA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DOONGARGAON 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DOONGARPUR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DUBALIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

Dugari 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DURGPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

EKLINGPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GADANWALA NOORJI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GADIA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GAGRON 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GANEHSPURA BAROD 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GANESHPURA 

NA 

76.93 

21.27 

70.90 

70.90 

80.47 

53.53 

NA 

154.56 

98.20 

57.78 

49.63 

GANGPURA TUMARIYAKHERI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GARNAWAD 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GEHUN KHERI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GOLANA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GOLANA PZ 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GOONDI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GOPALPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GOVINDPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GOYANDA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

Gulabpura 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GURADIYAJOGA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

HAMAWADA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

HARIGARH 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

HARISHPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

HARNAWADASHAHJI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

HEMRA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

HIMMATGARH 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

HINGONYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


_1990_1991_1992_1993_1994_1995_1996_19 

Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre 

Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 

NA NA NA NA NA NA NA NA NA NA 85.08 NA 74.45 NA NA 
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Chloride, mg/I 


2000 


2001 


2002 


1998 


1999 


Location 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 


Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Bijora 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

113.44 

92.17 

113.44 

49.63 

BILENDI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

92.17 

NA 

70.90 

63.81 

BINAYKA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

368.68 

70.90 

BISHANKHERI 

NA 

49.63 

49.63 

49.63 

NA 

77.99 

70.90 

85.08 

77.99 

NA 

NA 

NA 

BOLYABARI 

NA 

24.82 

56.72 

28.36 

NA 

106.35 

35.45 

56.72 

106.35 

NA 

NA 

63.81 

BOODHANKHERI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

35.45 

35.45 

BORDA 

NA 

39.00 

42.54 

35.45 

NA 

28.36 

NA 

42.54 

28.36 

NA 

NA 

NA 

BORDA 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

475.03 

77.99 

74.45 

BORDA (CHAUKI) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

14.18 

NA 

NA 

NA 

BORINA 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

35.45 

21.27 

70.90 

56.72 

BORINA KALAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

35.45 

49.63 

BORKHERI GOOJARAN 

NA 

NA 

NA 

141.80 

NA 

155.98 

184.34 

120.53 

155.98 

NA 

NA 

134.71 

BUDANI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

155.98 

35.45 

NA 

CHANDPURA CHAPALARA 

NA 

131.17 

35.45 

70.90 

NA 

35.45 

63.81 

63.81 

35.45 

NA 

NA 

NA 

CHAURALIYA 

NA 

42.54 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

CHECHAT 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

63.81 

113.44 

CHHAN 

NA 

155.98 

56.72 

NA 

NA 

106.35 

120.53 

205.61 

106.35 

NA 

NA 

269.42 

CHHITAURA 

NA 

28.36 

21.27 

21.27 

NA 

49.63 

NA 

56.72 

49.63 

NA 

NA 

28.36 

CHOMAKOT 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

28.36 

49.63 

63.81 

CHORKHERI 

NA 

35.45 

NA 

42.54 

NA 

42.54 

NA 

NA 

42.54 

NA 

NA 

28.36 

CHURELIYAN 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


63.81 

85.08 

NA 

DADWARA 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

92.17 

113.44 

170.16 

NA 

DADWARA 

NA 

74.45 

NA 

56.72 

NA 

184.34 

120.53 

NA 

184.34 

NA 

NA 

NA 

DAHIKHERA 

NA 

428.95 

262.33 

354.50 

NA 

85.08 

297.78 

404.13 

375.77 

NA 

NA 

NA 

DANGIPURA 

NA 

17.73 

21.27 

14.18 

NA 

63.81 

14.18 

NA 

63.81 

NA 

NA 

14.18 

DARA (MUKANDRA) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

49.63 

56.72 

DARA R.S.(MORUKALAN) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

35.45 

77.99 

70.90 

DEEPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DEOCHI 

NA 

17.73 

56.72 

14.18 

NA 

21.27 

28.36 

70.90 

21.27 

NA 

NA 

70.90 

DEOLI 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

219.79 

113.44 

DEOLI KALAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

113.44 

99.26 

DEOLI KHURD 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

42.54 

255.24 

DEORIDEO 

NA 

31.91 

21.27 

35.45 

NA 

49.63 

NA 

42.54 

49.63 

NA 

NA 

35.45 

DHABLAKHEENCHI 

NA 

56.72 

42.54 

42.54 

NA 

49.63 

99.26 

127.62 

49.63 

NA 

NA 

14.18 

DHARONIA 

NA 

56.72 

28.36 


NA 

49.63 

49.63 

148.89 

49.63 

NA 

NA 

56.72 

DHOOLET 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

35.45 

49.63 

56.72 

DHOTI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

49.63 

49.63 

49.63 

DHOTI(PZ) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

49.63 

NA 

DHUMEN 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

219.79 

99.26 

70.90 

28.36 

DILOD HATHI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

255.24 

NA 

NA 

NA 

DIWALI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DOBRA PZ 

NA 

28.36 

NA 

28.36 

NA 

28.36 

NA 

NA 

28.36 

NA 

NA 


DO LA 

NA 

63.81 

28.36 

49.63 

NA 

56.72 

NA 

70.90 

56.72 

NA 

NA 


DO LA PZ 

NA 

56.72 

NA 

56.72 

NA 

85.08 

NA 

70.90 


NA 

NA 

NA 

DON DA 

NA 

56.72 

NA 

63.81 

NA 

56.72 

99.26 

56.72 


NA 

NA 

NA 

DOONGARGAON 

NA 

28.36 

NA 

28.36 

NA 

35.45 

439.58 

198.52 

35.45 

NA 

NA 

42.54 

DOONGARPUR 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

177.25 

198.52 

NA 

DUBALIYA 

NA 

70.90 

49.63 

77.99 

NA 

92.17 

NA 

113.44 

92.17 

NA 

NA 

92.17 

Dugari 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

177.25 

226.88 

283.60 

163.07 

DURGPURA 

NA 

56.72 

NA 

63.81 

NA 

63.81 

92.17 

77.99 

63.81 

NA 

NA 

63.81 

EKLINGPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GADANWALA NOORJI 

NA 

99.26 

77.99 

70.90 

NA 

85.08 

106.35 

85.08 

85.08 

NA 

NA 

141.80 

GADIA 

NA 

88.63 

NA 

113.44 

NA 

113.44 

NA 

177.25 

113.44 

NA 

NA 

233.97 

GAGRON 

NA 

499.85 

NA 

900.43 

NA 

262.33 

NA 

241.06 

262.33 

NA 

NA 

NA 

GANEHSPURA BAROD 

NA 

60.27 

77.99 

77.99 

NA 

113.44 

NA 

113.44 

113.44 

NA 

NA 

35.45 

GANESHPURA 

88.63 

56.72 

56.72 

92.17 

106.35 

92.17 

92.17 

49.63 

77.99 

49.63 

56.72 

46.09 

GANGPURA TUMARIYAKHERI 

NA 

46.09 

NA 

28.36 

NA 

NA 

49.63 

28.36 

NA 

NA 

NA 

42.54 

GARNAWAD 

NA 

1049.32 

NA 

701.91 

NA 

574.29 

638.10 

503.39 

574.29 

NA 

NA 

241.06 

GEHUN KHERI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

120.53 

70.90 

233.97 

GOLANA 

NA 

85.08 

170.16 

77.99 

NA 

21.27 

503.39 

77.99 

21.27 

NA 

NA 

113.44 

GOLANA PZ 

NA 

21.27 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

212.70 

GOONDI 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

92.17 

77.99 

GOPALPURA 


NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


687.73 

GOVINDPURA 

NA 

28.36 

NA 

35.45 

NA 

21.27 

49.63 

35.45 

21.27 

NA 

NA 

49.63 

GOYANDA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

432.49 

255.24 

Gulabpura 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

560.11 

262.33 

163.07 

NA 

GURADIYAJOGA 

NA 

109.90 

NA 

503.39 

NA 

751.54 

NA 

NA 

751.54 

NA 

NA 

1744.14 

HAMAWADA 

NA 

24.82 

NA 

21.27 

NA 

14.18 

NA 

28.36 

14.18 

NA 

NA 

42.54 

HARIGARH 

NA 

131.17 

113.44 

85.08 

NA 

85.08 

198.52 

184.34 


NA 

NA 

NA 

HARISHPURA 

NA 

56.72 

NA 

1999.38 

NA 

42.54 

70.90 

99.26 

42.54 

NA 

NA 

1885.94 

HARNAWADASHAHJI 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

106.35 

NA 

NA 

NA 

HEMRA 

NA 

63.81 

NA 

99.26 

NA 

92.17 

70.90 

148.89 

92.17 

NA 

NA 

510.48 

HIMMATGARH 

NA 

386.41 

503.39 

304.87 

NA 

290.69 

255.24 

141.80 

290.69 

NA 

NA 

155.98 

HINGONYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

35.45 

56.72 

56.72 



Chloride, mg/I 
2007 


Post 

Monsoon 

85.08 


63.8: 

134.7: 


_NA 

NA 


21.27 

NA 


70.90 

7.09 


7.09 

21.27 


_NA 

28.36 


_NA 

NA 


77.99 

NA 


_N. 

70.9 


_NA 

17.73 


46.09 

NA 


_NA 

NA 


56.72 

35.45 


_NA 

NA 


113.44 

120.53 


141.80 

NA 


_NA 

NA 


_7 

56 


_NA 

39.00 


85.08 

NA 


_NA 

NA 


_NA 

NA 


_NA 

70.90 


_NA 

290.69 


_NA 

NA 


_NA 

NA 


_NA 

NA 


120.53 

NA 


_NA 

148.89 


_NA 

NA 


49.63 

35.45 


_NA 

74.45 


212.70 

NA 


_NA 

NA 


_NA 

141.80 


_NA 

NA 


28.36 


Monsoon Monsoon Monsoon Monsoon 



49.63 

63.81 

85.08 

77.99 

99.26 

92.17 

49.63 

106.35 

191.43 

85.08 

NA 

63.81 

0.00 

NA 

NA 

NA 

70.90 

49.63 

42.54 

63.81 

184.34 

198.52 

1035.14 

77.99 

184.34 

70.90 

NA 

NA 

141.80 

70.90 

1418.00 

163.07 

992.60 

42.54 

NA 

85.08 

42.54 

56.72 

28.36 

35.45 

NA 

70.90 



63.81 

00 

o 

LO 

00 

35.45 


127.62 

283.60 

28.36 

42.54 

NA 

NA 

56.72 

21.27 

113.44 

42.54 

120.53 

NA 

283.60 

113.44 

56.72 

21.27 

NA 

49.63 

63.81 

35.45 

21.27 

NA 

92.17 

28.36 

NA 

99.26 

28.36 

56.72 

NA 

NA 

NA 

NA 

99.26 

NA 

42.54 

56.72 

NA 

NA 

120.53 

63.81 

70.90 

333.23 

155.98 

212.70 

NA 


113.44 


42.54 

70.90 

NA 

NA 

85.08 

NA 

127.62 

219.79 

368.68 

134.71 

141.80 

134.71 

92.17 

138.26 

63.81 

35.45 

290.69 

191.43 

191.43 

113.44 

163.07 

141.80 

155.98 

NA 

99.26 

148.89 

70.90 

92.17 

49.63 

0.00 

120.53 

70.90 

219.79 

382.86 

1375.46 

NA 

56.72 

35.45 

241.06 

219.79 

70.90 

28.36 

NA 

NA 

219.79 

70.90 

283.60 

616.83 

28.36 

85.08 



Pre 

Post 

Pre 

Post 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

85.08 

113.44 

NA 

212.70 

NA 

77.99 

NA 

77.99 

77.99 

56.72 

92.17 

77.99 

141.80 

141.80 

290.69 

70.90 

141.80 

141.80 

85.08 

354.50 

127.62 

28.36 

120.53 

28.36 

170.16 

170.16 

28.36 

198.52 

NA 

70.90 

56.72 

70.90 

28.36 

42.54 

NA 

NA 


7 

0 

.90 

56.72 

7 

0 

.90 

35.45 



13.44 

70.9 

70.90 

70.9 


NA 

120.53 

56.72 

85.08 


1 212.70 

77.9 

85.08 

70.9 




77.25 

42.5 

42.54 

42.5 


21 

L.27 

31.9 

3 


NA 

63.8: 

3 



NA 

NA 

56.72 

56.72 



43 

92.17 

27 

21.27 


255.24 

191.43 

155.98 

276.51 

226.88 

141.80 

NA 

NA 

106.35 

127.62 

49.63 

49.63 

49.63 

21.27 

574.29 

453.76 

21.27 

545.93 

NA 

950.06 

49.63 

42.54 

170.16 

56.72 

77.99 

70.90 

NA 

NA 

85.08 

49.63 

588.47 

460.85 

28.36 

304.87 


850.80 
148.89 ' 


170.16 

na' 


77.99 
85.08 ' 


9.63 

9.63' 


333.23 
9748.75 ' 


35.45 

35 

56.72 

56 



NA 

NA 

120.53 

134.71 

184.34 

212.70 

134.71 

148.89 

o 

CD 

o 

35.45 

70.90 

42.54 

141.80 

155.98 

28.36 

106.35 

28.36 

42.54 

49.63 

35.45 

NA 

NA 

NA 

127.62 

NA 

42.54 

NA 

113.44 

NA 

NA 

70.90 

70.90 

28.36 

NA 

134.71 

184.34 

56.72 

56.72 

170.16 

311.96 

233.97 

124.08 

NA 

35.45 

NA 

70.90 

NA 

NA 

63.81 

120.53 

148.89 

170.16 

155.98 

184.34 

99.26 

99.26 

77.99 

102.81 

70.90 

49.63 

716.09 

397.04 

155.98 

155.98 

184.34 

70.90 

NA 

NA 

191.43 

446.67 

77.99 

49.63 

85.08 

49.63 

319.05 

155.98 

NA 

354.50 

900.43 

723.18 

63.81 

70.90 

63.81 

99.26 

85.08 

85.08 

NA 

NA 

127.62 

92.17 

134.71 

262.33 

70.90 

42.54 


Monsoon Monsoon 
NA 113.44 


_NA 70.90 

70.90 120.53 


141.80 113.44 
77.99 141.80 


212.70 42.54 

99.26 56.72 


85.08 85.08 

NA 42.54 


_NA 205.61 

77.99 28.36 


212.70 198.52 

99.26 389.95 


439.58 42.54 

NA NA 


120.53 77.99 

645.19 226.88 


1035.14 _NA 

35.45 205.61 


63.81 70.90 

NA NA 


_NA 77.99 

70.90 21.27 


191.43 99.26 

212.70 120.53 


1063.50 _NA 

70.90 42.54 


_NA_NA 

127.62 120.53 


241.06 368.68 
148.89 148.89 


347.41 63.81 

77.99 163.07 


1127.31 155.98 

21.27 63.81 


7 

7 


_NA_NA 

NA 163.07 


_NA_ 

NA 


_NA_NA 

56.72 70.90 


56.72 113.44 

NA NA 


85.08 35.45 

141.80 NA 


127.62 127.62 

NA 241.06 


113.44 63.81 

NA NA 


212.70 42.54 

290.69 205.61 


_NA 163.07 

77.99 127.62 


53.18 113.44 
42.54 42.54 


375.77 659.37 
155.98 141.80 


177.25 233.97 

NA NA 


319.05 35.45 

77.99 70.90 


212.70 99.26 

85.08 283.60 


_NA 49.63 

269.42 1701.60 


70.90 85.08 

56.72 70.90 


1630.70 191.43 

NA NA 


191.43 134.71 

106.35 191.43 


42.54 106.35 


Pre 

Monsoon 

Post 

Monsoon 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

141.80 

NA 

77.99 

NA 

NA 

NA 

99.26 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

326.14 

NA 

NA 

NA 

439.58 

NA 

NA 

NA 

NA 

NA 

645.19 

NA 

1035.14 

NA 

NA 

j NA 

63.81 

NA 

NA 

NA 

NA 

NA 

70.90 

NA 

191.43 

NA 

212.70 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

127.62 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

77.99 

NA 

1127.31 

NA 

21.27 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

56.72 

NA 

56.72 

NA 

NA 

NA 

85.08 

NA 

NA 

NA 

127.62 

NA 

NA 

NA 

113.44 

NA 

NA 

NA 

212.70 

NA 

290.69 

NA 

NA 

NA 

77.99 

NA 

127.62 

NA 

127.62 

NA 

375.77 

NA 

NA 

NA 

177.25 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

63.81 

NA 

NA 

NA 

NA 

NA 

269.42 

NA 

70.90 

NA 


NA 

1630.70 

NA 

NA 

NA 

191.43 

NA 

106.35 

! NA 

NA 


Pre 

Monsoon 

Post 

Monsoon 

361.59 

NA 


NA 

49.63 

141.80 

NA 

531.75 

56.72 

113.44 

42.54 

NA 

NA 

NA 

85.08 

56.72 

113.44 

NA 

49.63 

NA 

35.45 

42.54 

63.81 

304.87 

NA 

425.40 

NA 

21.27 

NA 

NA 

70.90 

49.63 

290.69 

198.52 


42.54 

NA 

42.54 

70.90 

70.90 

92.17 

NA 

92.17 

NA 

35.45 

28.36 

NA 

120.53 

35.45 

28.36 

NA 

NA 

127.62 

85.08 


NA 

49.63 

35.45 

NA 

155.98 

127.62 

581.38 

70.90 

NA 

35.45 

21.27 

1155.67 

163.07 

226.88 

170.16 

35.45 

77.99 

56.72 

77.99 

NA 

NA 

49.63 

NA 

63.81 

NA 

106.35 

NA 

NA 

NA 

418.31 

28.36 

NA 

NA 

NA 

NA 

21.27 

49.63 

113.44 

113.44 

127.62 

191.43 

99.26 

42.54 

70.90 

56.72 

255.00 

NA 

92.17 

77.99 

148.89 

297.78 

NA 

56.72 

70.90 

42.54 

99.26 

113.44 

53.18 

21.27 

304.87 

276.51 

212.70 

170.16 

595.56 

70.90 

NA 

NA 

28.36 

49.63 

99.26 

35.45 

35.45 

21.27 

56.72 

212.70 

212.70 

NA 

70.90 

56.72 

77.99 

49.63 

106.35 

141.80 

354.50 

134.71 

NA 

NA 

170.16 

70.90 

70.90 

113.44 

NA 

NA 














































































































































































































































































































































































































































































































































_ Chloride, mg/I _ 

1984 1985 1986 1987 1988 1989 1990 1991 1992 1993 1994 1995 1996 

Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post 

Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 


IKTASA 


JALODA KHATIYAN(PZ) 
JEEROD 


JH ALA WAR _ 

JH ALA WAR PZ 


JHEEKARIYA 

JHIRI 


KALOTIYA 

KALYAKHERI 


KANWAS 

KARAWAN 


KERWALIA 

KERWALIYA 


KHAIRABAD-II 

KHAJOORI(PZ) 


KHAJOORNA _ 

KHAJOORNA KALAN 


KHANPURIYA PZ 
KHARKHARA ASAN ( 


KHURI _ 

KISHORSAGAR 


KUMBHKOT(PZ) 

KUNDI 


KUNJER _ 

KURAR 


LATOORI(PZ) 

LAXMIPURA 


MAKRAWAD(MANDAP) 

MALANWASA 


_19 

Pre 

Monsoon 

NA 



NA 

NA 

NA 

NA 



NA 

NA 

NA 

NA 



JHALRAPATAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


116.99 

NA 

NA 

NA 

JHEEJHANIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


56.72 

NA 

NA 

NA 


JHIRNIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

2807.64 

1722.87 

NA 

NA 

NA 

JOGARA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

21.27 

NA 

NA 

NA 

NA 

39.00 

NA 

NA 

39.00 


JULMI(PZ) 

NA 

KALITALAI 

NA 



NA 

NA 

NA 

NA 



NA 

NA 

NA 

NA 



KAMALPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

21.27 

NA 

NA 

24.82 

KAMOLAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

141.80 

NA 

NA 

NA 

NA 

113.44 

NA 

NA 

155.98 


KATAWAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA| 49.631 

NA 

53.18 

67.36 

NA 

KATPHALAA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


53.18 

NA 

NA 

NA 


KEWRA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

14.18 

NA 

67.36 

42.54 

NA 

KHAIRABAD 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

0.00 

NA 

NA 

NA 

NA 

106.35 

NA 

NA 

35.45 



NA 

NA 

NA 

NA 



KHANDGAON 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

39.00 

NA 

NA 

31.91 

KHANPUR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

280.06 

517.57 

NA 

NA 

NA 


NA 

NA 

NA 

NA 


KHARKHARA RAMLOTHAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KHATAKHERI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

21.27 

35.45 

NA 

NA 

NA 


KHEEMACH 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

0.00 

NA 

NA 

NA 

NA 

24.82 

NA 

NA 

21.27 

KHOKHARDA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

85.08 

127.62 

NA 

NA 

NA 


KOLI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

99.26 

237.52 

NA 

NA 

NA 

KOLIKHERA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

272.97 

269.42 

NA 

NA 

NA 


KOTRI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

60.27 

24.82 

NA 

NA 

NA 

KUDAILA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


LADANIYA 

NA 

LADPURA BALARAM 

NA 



NA 

NA 

NA 

NA 


| NA 

NA 

NA 

NA 




LAHAS 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

35.45 

46.09 

NA 

NA 

NA 

LALAWATA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

407.68 

489.21 

NA 

NA 

NA 


LAMBAWAR 

NA 

LASUDIA SHAH 

NA 



NA 

NA 

NA 

NA 



31.91 

NA 

NA 

NA 


LAYPHAL 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

361.59 

510.48 

NA 

NA 

NA 

LUKATPZ 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

21.27 

21.27 

NA 

NA 

NA 


MADHOPUR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

0.00 

NA 

NA 

NA 

NA 

684.19 

NA 

NA 

31.91 

MAHARAJAPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

24.82 

53.18 

NA 

NA 

NA 


Mahuwa 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

70.90 

NA 

81.54 

NA 

MAKHAMPURAJHANTALYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


MANDANA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

49.63 

NA 

NA 

NA 

NA 

17.73 

NA 

NA 

56.72 

MANDAWAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

372.23 

262.33 

NA 

NA 

NA 


MANOHARTHANA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

485.67 

389.95 

NA 

NA 

NA 

MANOHARPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

141.80 

NA 

NA 

NA 

NA 

382.86 

NA 

NA 

134.71 


Mirzapur 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

106.35 

NA 

28.36 

39.00 

NA 

MISHROLI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

63.81 

35.45 

NA 

NA 

NA 


MODAK-II 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

191.43 

NA 

NA 

NA 

NA 

265.88 

NA 

NA 

343.87 

MOGRA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

74.45 

74.45 

NA 

NA 

NA 


































































































































































































































































































































































































































































































































Chloride, mg/I 


Chloride, mg/I 
2007 


Location 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

IKTASA 

NA 

92.17 

NA 

70.90 

NA 

85.08 

141.80 

63.81 

85.08 

NA 

NA 

70.90 

NA 

49.63 

63.81 

120.53 

NA 

35.45 

35.45 

85.08 

92.17 

141.80 

92.17 

NA 

141.80 

28.36 

77.99 


JALODA KHATIYAN(PZ) 

NA 

JEEROD 

0.00 


JHEEKARIYA 

JHIRI 


JULMI(PZ) 

KALITALAI 


KAMALPURA 

KAMOLAR 


KANWAS 

KARAWAN 


katawar 

KATPHALAA 


KEWRA 

KHAIRABAD 


KHANPURIYA PZ 
KHARKHARA ASAN ( 


KHEEMACH 

KHOKHARDA 


KUMBHKOT(PZ) 

KUNDI 


LADANIYA _ 

LADPURA BALARAM 


LAMBAWAR 
LASUDIA SHAH 


LAYPHAL _ 

LUKATPZ 


MADHOPUR _ 

MAHARAJAPURA 


Mahuwa _ 

MAKHAMPURAJHANTALYA 


Mirzapur 

MISHROLI 


MODAK-II 

MOGRA 


MOI KALAN 


NA 

NA 

NA 

NA 


NA 

99.26 

49.63 

0.00 


JH ALA WAR 

NA 

148.89 

NA 

418.31 

NA 

134.71 

155.98 

134.71 

134.71 

NA 

NA 

141.80 

NA 

198.52 

134.71 

141.80 

141.80 

120.53 

120.53 

141.80 

163.07 

163.07 

212.70 

NA 

163.07 

127.62 

155.98 

JH ALA WAR PZ 

NA 

343.87 

616.83 

NA 

NA 

120.53 

NA 

NA 

120.53 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


JHALRAPATAN 

NA 

JHEEJHANIYA 

NA 



27.62 

99.26 

35.45 

35.45 



70.90 

35 

28.36 

35 


JHIRNIYA 

NA 

3385.48 

NA 

3438.65 

NA 

2807.64 

2467.32 

3303.94 

2807.64 

NA 

NA 

NA 

NA 

2453.14 

921.70 

NA 

2098.64 

694.82 

694.82 

1737.05 

1361.28 

1758.32 

879.16 

NA 

1758.32 

1907.21 

1098.95 

JOGARA 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

56.72 

28.36 

141.80 

63.81 

0.00 

141.80 

99.26 

63.81 

70.90 

42.54 

56.72 

63.81 

120.53 

56.72 

NA 

NA 

92.17 

70.90 


JOGARI 

0.00 

JOLPA 

NA 



106.35 

113.44' 


1233.66 
85.08 ' 



NA 

NA 

NA 

467.94 


53.76 

35.45 

70.90 

49.63 


KALOTIYA 

NA 

365.14 

482.12 

418.31 

NA 

453.76 

496.30 

538.84 

453.76 

NA 

NA 

283.60 

NA 

326.14 

1091.86 

404.13 

467.94 

758.63 

758.63 

659.37 

553.02 

354.50 

368.68 

NA 

354.50 

524.66 

418.31 

KALYAKHERI 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

106.35 

63.81 

63.81 

70.90 

99.26 

113.44 

85.08 

49.63 

92.17 

170.16 

106.35 

56.72 

113.44 

70.90 

NA 

NA 

49.63 

49.63 



27.62 

35 

41.80 

92 


9.63 

42.54 

2.54 

77.99 



2.54 

42.5 

1.80 

70.9 


28.36 

0.0 

Ell 

NA 

70.9 

Ell 



63.81 

1361.28" 


106.35 

92.17" 


77.99 
70.90 " 


KERWALIA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

113.44 

49.63 

NA 

99.26 

NA 

70.90 

NA 

NA 

49.63 

NA 

KERWALIYA 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

0.00 

NA 

NA 

NA 

28.36 

NA 

NA 

NA 

NA 

106.35 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


KHAIRABAD-II 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

56.72 

106.35 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KHAJOORI(PZ) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

92.17 

85.08 

42.54 

21.27 

NA 

35.45 

127.62 

255.24 

21.27 

141.80 

NA 

141.80 

212.70 

141.80 

NA 

NA 

NA 

184.34 

KHAJOORNA 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

70.90 

35.45 

NA 

170.16 

42.54 

28.36 

262.33 

42.54 

0 

cn 

d 

56.72 

77.99 

56.72 

354.50 

269.42 

NA 

NA 

42.54 

99.26 

KHAJOORNA KALAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

127.62 

NA 

NA 

NA 

141.80 

70.90 

99.26 

49.63 

92.17 

70.90 

148.89 

NA 

127.62 

NA 

134.71 

NA 

NA 

113.44 

NA 


KHANDGAON 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

70.90 

42.54 

24.82 

63.81 

35.45 

99.26 

28.36 

141.80 

4 

2.54 

145.35 

56.72 

56.72 

70.90 

85.08 

NA 

NA 

63.81 

49.63 

KHANPUR 

NA 

131.17 

170.16 

106.35 

NA 

85.08 

205.61 

63.81 

85.08 

NA 

NA 

219.79 

NA 

163.07 

113.44 

184.34 

63.81 

1 

4.18 

14.18 1 

84.34 

35.45 

120.53 

127.62 

NA 

120.53 

NA 

NA 


2630.39 

na' 


2438.96 

na' 


2311.34 

na" 


2438.96 

21.27" 


2375.15 
49.63 " 


1375.46 

42.54" 


2041.92 
35.45 ' 


NA 

NA 

NA 

NA 


KHARKHARA RAMLOTHAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

42.54 

70.90 

92.17 

NA 

0.00 

NA| 49.631 

42.54 

42.54 

35.45 

49.63 

NA 

49.63 

NA 

63.81 

NA 

NA 

49.63 

NA 

KHATAKHERI 

NA 

21.27 

21.27 

35.45 

NA 

35.45 

49.63 

28.36 

35.45 

NA 

NA 

NA 

NA 


63.81 

28.36 

56.72 

56.72 

85.08 

92.17 

63.81 

56.72 

NA 

63.81 

35.45 

21.27 


KHURI 

NA 

60.27 

NA 

99.26 

NA 

56.72 

77.99 

49.63 

56.72 

NA 

NA 

NA 

NA 

113.44 

70.9 

El 

77.99 

77.99 

113.44 

113.44 

85.08 

70.90 

70.90 

283.60 

NA 

49.63 

14.18 

141.80 

KISHORSAGAR 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

28.36 

21.27 

49.63 

49.63 

389.95 

42.5 

Q 

28.36 

63.81 

113.44 

60.27 

141.80 

21.27 

333.23 

35.45 

NA 

NA 

276.51 

21.27 


KOLI 

NA 

237.52 

NA 

NA 

NA 

49.63 

205.61 

0.00 

49.63 

NA 

NA 

77.99 

NA 

170.16 

56.72 

49.63 

21.27 

85.08 

85.08 

70.90 

70.90 

70.90 

49.63 

NA 

120.53 

21.27 

35.45 

KOLIKHERA 

NA 

265.88 

198.52 

226.88 

NA 

212.70 

184.34 

92.17 

212.70 

NA 

NA 

NA 

NA 

NA 

382.86 

NA 

92.17 

283.60 

283.60 

333.23 

623.92 

92.17 

127.62 

NA 

NA 

NA 

248.15 


KOTRI 

NA 

NA 

0.00 

77.99 

NA 

42.54 

0.00 

99.26 

42.54 

NA 

NA 

212.70 

NA 

155.98 

134.71 

170.16 

173.71 

99.26 

99.26 

141.80 

120.53 

212.70 

85.08 

NA 

212.70 

99.26 

106.35 

KUDAILA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

134.71 

NA 

NA 

NA 

134.71 

63.81 

226.88 

85.08 

42.54 

177.25 

148.89 

106.35 

155.98 

NA 

NA 

141.80 

NA 


KUNJER 

0. 

KURAR 

0. 



NA 

NA 

NA 

NA 


LAHAS 

NA 

35.45 

42.54 

49.63 

NA 

77.99 

NA 

127.62 

77.99 

NA 

NA 

269.42 

NA 

326.14 

248.15 

311.96 

198.52 

219.79 

219.79 

297.78 

233.97 

404.13 

191.43 

NA 

404.13 

354.50 

269.42 

LALAWATA 

NA 

421.86 

340.32 

319.05 

NA 

510.48 

432.49 

368.68 

510.48 

NA 

NA 

85.08 

NA 

NA 

467.94 

148.89 

404.13 

482.12 

482.12 

170.16 

170.16 

233.97 

538.84 

NA 

233.97 

NA 

170.16 


LATOORI(PZ) 

NA 

LAXMIPURA 

0.00 


MAKRAWAD(MANDAP) 

NA 

MALANWASA 

NA 



NA 

NA 

212.70 

NA 


MANDANA 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

106.35 

134.71 

120.53 

219.79 

56.72 

85.08 

70.90 

141.80 

35.45 

141.80 

70.90 

28.36 

70.90 

49.63 

NA 

NA 

42.54 

70.90 

MANDAWAR 

NA 

340.32 

NA 

184.34 

NA 

368.68 

56.72 

397.04 

368.68 

NA 

NA 

42.54 

NA 

467.94 

226.88 

326.14 

418.31 

212.70 

212.70 

99.26 

354.50 

170.16 

276.51 

NA 

170.16 

NA 

NA 


MANOHARTHANA 

NA 

460.85 

638.10 

567.20 

NA 

631.01 

638.10 

574.29 

631.01 

NA 

NA 

226.88 

NA 

212.70 

333.23 

NA 

170.16 

1495.99 

1495.99 

319.05 

475.03 

382.86 

545.93 

NA 

382.86 

269.42 

411.22 

MANOHARPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

177.25 

148.89 

170.16 

35.45 

NA 

255.24 

177.25 

141.80 

141.80 

163.07 

283.60 

155.98 

170.16 

NA 

NA 

85.08 

212.70 



NA 

NA 

46.09 

NA 



NA 

NA 

49.63 

35.45 


42.54 

2041.92 


63.81 

35.45 


205.61 



NA 

NA 

NA 

99.26 










































































































































































































































































































































































































































































































































1984 


1985 


1986 


1987 


Chloride, mg/I 


Location 


1988 


1989 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 



Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

MOI KHURD 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MOKHAMPURA (II) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

Molki 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MOONDLA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MUGENA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MUMANA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NAHARDI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NAHARDI PZ 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NALODYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NARAYANKHERA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NAREDA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NASIRABAD 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NAUNERA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NAYAGAON 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NEEMTHOOR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

Niyana 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PAGARIA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PAGARIYA PZ 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

Palaytha 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PARASALI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

Patoonda 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PEEPALDA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PEEPALDA BEERAM 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PEEPALIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PEESAHERA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PIPLAJ 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PIPLOD 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PIRAWA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

POLI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

R.MANDI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RAIPUR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

Raithal 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RAJGARH 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RANWATHA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

Ratariya 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RATAWAD 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RATIAI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RAWALI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

REECHWA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

REENCHHI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

ROLANA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

ROOPAHERA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

ROOPAREL 

341.03 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

ROOPAREL 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SAHROD 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SAKATPUR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SALARI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SALAWAD 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SALAWAD KALAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SALERA KALAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SALERA KHURD 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SALOTIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SAMROL 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SANDPUR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SANGOD 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SANKALI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SARANGAKHERA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SARERI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SAROD 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SAROLA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SAROLAKALAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SAROLAKHURD 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SARTHAL 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SATHALKHEDI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SEEMALKHERI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SEENDHNI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

Seeswali (Kasha) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SEMLA PZ 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SEMLIHAT 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

Shahpura 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SHERGARH 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SHRICHHATARPUR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SILAHGARH 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

Sindpuri 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


_1990_1991_1992_1993_1994_1995_1996_19 

Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre 

Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 

NA NA NA NA NA NA 42.54 NA NA NA NA 138.26 NA NA 209.16 
































































































































































































































































































































































































































































































































97 


Chloride, mg/I 


2000 


2001 


2002 


1998 


1999 


Location 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 


Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

MOI KHURD 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

70.90 

70.90 

70.90 

MOKHAMPURA (II) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

14.18 

NA 

NA 

NA 

Molki 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

120.53 

56.72 

56.72 

56.72 

MOONDLA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

85.08 

NA 

NA 

NA 

MUGENA 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

141.80 

MUMANA 

NA 

102.81 

77.99 

70.90 

NA 

77.99 

99.26 

70.90 

77.99 

NA 

NA 

35.45 

NAHARDI 

NA 

28.36 

NA 

63.81 

NA 

35.45 

35.45 

63.81 

35.45 

NA 

NA 

21.27 

NAHARDI PZ 

NA 

56.72 

63.81 

NA 

NA 

63.81 

63.81 

99.26 

63.81 

NA 

NA 

NA 

NALODYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

92.17 

28.36 

NARAYANKHERA 

NA 

53.18 

NA 

28.36 

NA 

28.36 

42.54 

928.79 

28.36 

NA 

NA 

63.81 

NAREDA 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

0.00 

49.63 

70.90 

NA 

NASIRABAD 

NA 

31.91 

NA 

21.27 

NA 

28.36 

49.63 

28.36 

28.36 

NA 

NA 

56.72 

NAUNERA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

42.54 

120.53 

NAYAGAON 

NA 

134.71 

NA 

63.81 

NA 

127.62 

113.44 

63.81 

127.62 

NA 

NA 

99.26 

NEEMTHOOR 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

35.45 

NA 

NA 

NA 

Niyana 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

35.45 

106.35 

99.26 

49.63 

PAGARIA 

NA 

42.54 

42.54 

NA 

NA 

NA 

77.99 

NA 

NA 

NA 

NA 

92.17 

PAGARIYA PZ 

NA 

NA 

NA 

NA 

NA 

141.80 

141.80 

148.89 

141.80 

NA 

NA 

NA 

Palaytha 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

42.54 

39.00 

49.63 

42.54 

PARASALI 

NA 

35.45 

NA 

35.45 

NA 

42.54 

42.54 

28.36 

42.54 

NA 

NA 

63.81 

Patoonda 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

56.72 

77.99 

77.99 

56.72 

PEEPALDA 

NA 

63.81 

63.81 

63.81 

NA 

77.99 

92.17 

63.81 

77.99 

NA 

NA 

NA 

PEEPALDA BEERAM 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

28.36 

77.99 

NA 

PEEPALIYA 

NA 

81.54 

NA 

42.54 

NA 

92.17 

85.08 

113.44 

92.17 

NA 

NA 

NA 

PEESAHERA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

49.63 

113.44 

NA 

PIPLAJ 

NA 

49.63 

42.54 

42.54 

NA 

63.81 

70.90 

63.81 

63.81 

NA 

NA 

77.99 

PIPLOD 

NA 

NA 

NA 

42.54 

NA 

28.36 

28.36 

49.63 

28.36 

NA 

NA 

35.45 

PIRAWA 

NA 

NA 

113.44 

134.71 

NA 

170.16 

205.61 

0.00 

170.16 

NA 

NA 

283.60 

POLI 

NA 

31.91 

28.36 

28.36 

NA 

14.18 

63.81 

63.81 

14.18 

NA 

NA 

28.36 

R.MANDI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

49.63 

NA 

RAIPUR 

NA 

28.36 

28.36 

21.27 

NA 

21.27 

35.45 

63.81 

21.27 

NA 

NA 

NA 

Raithal 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

127.62 

NA 

NA 

NA 

RAJGARH 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

49.63 

49.63 

85.08 

RANWATHA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

o 

CD 

o 

i--- 

63.81 

49.63 

Ratariya 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

42.54 

70.90 

92.17 

191.43 

RATAWAD 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

170.16 

NA 

NA 

NA 

RATIAI 

NA 

35.45 

NA 

NA 

NA 

28.36 

NA 

NA 

28.36 

NA 

NA 

155.98 

RAWALI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

63.81 

85.08 

REECHWA 

NA 

24.82 

NA 

21.27 

NA 

14.18 

35.45 

35.45 

14.18 

NA 

NA 


REENCHHI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

49.63 

77.99 

ROLANA 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


49.63 

ROOPAHERA 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

21.27 

63.81 

21.27 

ROOPAREL 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

ROOPAREL 

NA 

131.17 

NA 

113.44 

NA 

134.71 

191.43 

141.80 

134.71 

NA 

NA 

77.99 

SAHROD 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SAKATPUR 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


70.90 

56.72 

56.72 

SALARI 

NA 

81.54 

NA 

NA 

NA 

99.26 

99.26 



NA 

NA 

99.26 

SALAWAD 

NA 

28.36 

NA 

184.34 

NA 

70.90 

92.17 

49.63 

70.90 

NA 

NA 

NA 

SALAWAD KALAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

163.07 

177.25 

SALERA KALAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


28.36 

SALERA KHURD 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


NA 

SALOTIYA 

NA 

127.62 

NA 

120.53 

NA 

77.99 

127.62 


77.99 

NA 

NA 

170.16 

SAMROL 

NA 

28.36 

21.27 

35.45 

NA 

28.36 

49.63 

NA 

28.36 

NA 

NA 

21.27 

SANDPUR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

42.54 

49.63 

SANGOD 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

326.14 

198.52 

28.36 

SANKALI 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

70.90 

NA 

NA 

NA 

SARANGAKHERA 

NA 

28.36 

NA 

28.36 

NA 

42.54 

42.54 


42.54 

NA 

NA 

67.36 

SARERI 

NA 

31.91 

28.36 

35.45 

NA 

35.45 

42.54 


35.45 

NA 

NA 


SAROD 

NA 

21.27 

28.36 

NA 

NA 

NA 

28.36 

99.26 

NA 

NA 

NA 

77.99 

SAROLA 

NA 

35.45 

148.89 

NA 

NA 

49.63 

21.27 

35.45 

49.63 

NA 

NA 

NA 

SAROLAKALAN 

NA 

NA 

170.16 

35.45 

NA 

290.69 

191.43 

77.99 

290.69 

NA 

NA 

63.81 

SAROLAKHURD 

NA 

141.80 

NA 

134.71 

NA 

106.35 

141.80 

49.63 

106.35 

NA 

NA 

NA 

SARTHAL 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

269.42 

NA 

NA 

NA 

SATHALKHEDI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

99.26 

113.44 

SEEMALKHERI 

NA 

31.91 

49.63 

28.36 

NA 

21.27 

35.45 

42.54 

21.27 

NA 

NA 

NA 

SEENDHNI 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

21.27 

NA 

NA 

NA 

Seeswali (Kasha) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

418.31 

226.88 

155.98 

NA 

SEMLA PZ 

NA 

NA 

NA 

35.45 

NA 

35.45 

92.17 

49.63 

35.45 

NA 

NA 

NA 

SEMLIHAT 

NA 

NA 

NA 

28.36 

NA 

56.72 

63.81 

49.63 

56.72 

NA 

NA 

42.54 

Shahpura 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

127.62 

134.71 

92.17 

NA 

SHERGARH 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

56.72 

NA 

NA 

NA 

SHRICHHATARPUR 

NA 

233.97 

241.06 

857.89 

NA 

226.88 

283.60 

319.05 

226.88 

NA 

NA 

574.29 

SILAHGARH 

NA 

28.36 

NA 

28.36 

NA 

333.23 

77.99 

70.90 

333.23 

NA 

NA 

92.17 

Sindpuri 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

63.81 

77.99 

77.99 

49.63 


03_ 

Post 

Monsoon 

113.44 


Chloride, mg/I 


2004 i 

j 2005 | 

| 2006 | 

| 2007 | 

| 2008 j 

! 2009 | 

| 2010 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

42.54 

77.99 

28.36 

127.62 

77.99 

21.27 

49.63 

42.54 

85.08 

106.35 

NA 

NA 

106.35 

77.99 











































































































































































































































































































































































































































































































































Chloride, mg/I 


SOORI 

NA 

sorsan 

NA 

SUKET 

NA 

SUKET(PZ) 

NA 

SUNEL 

NA 

SURERA 

NA 

TALCHHI 

NA 

TARAJ 

NA 

TEETARWASA 

NA 

THAMLI 

NA 

THANAWAD 

NA 

THAURAL 

NA 

TOOMRA 

NA 

TULSAN 

NA 

UDPURIA 

NA 

UMARIYA 

NA 

UMMEDPURA 

NA 

UNDWA 

NA 


UNI _ 

Sub Basin: Kunu 


SHAHBAD 

Sub Basin: Mej 


Post 

Monsoon 

Pre 

Monsoon 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


AGAR 

NA 

BAINTA 

NA 

BEELKHERA DANG 

NA 

BHOYAL 

NA 

BUDHANONERA 

NA 

DEORI 

NA 

FAREDUA TALETI 

NA 

HANOTIYA 

NA 

KASBA THANA 

NA 

MUNDIYAR 

NA 

OGAR 

NA 

SAHROL TALETI 

NA 

SANDOKARA 

NA 

SANWARA 

NA 


AKODA 

35.45 

ALFANAGAR 

28.36 

ALOD 

205.61 

ANTARDA 

NA 

ARNETHA 

170.16 

ASTOLI 

NA 

BAL 

77.99 

BALLOP 

42.54 

BAMAN GAON 

70.90 

BANJHARLI 

NA 

BANSI 

NA 

BANSI 

56.72 

BANSOLI 

NA 

BARA NAYAGAON 

63.81 

BARAKHERA 

NA 

BAR-GAON 

NA 

BARODIA 

NA 

BARODIA 

NA 

BARODIYA 

49.63 

BARUN DHAN 

NA 

BARWAS 

NA 

BASOLI 

NA 

BHAJNERI 

NA 

BHANDH-KA-KHERA 

NA 

BHARATBAORI 

NA 

BHAWANIPURA 

NA 

BHOPATPURA 

NA 

BIJOLIYA 

NA 

BUDH-PURA 

NA 

CHITA WA 

63.81 

DABLANA 

70.90 

DAGARIA 

NA 

DAHIKHERA 

NA 

DAIKHERA 

NA 

DAKOON 

NA 

DATOONDA 

NA 

DAULATPURA 

NA 


Post 

Monsoon 

Pre 

Monsoon 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


Post 

Monsoon 

Pre 

Monsoon 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


56.72 


21.27 


198.52 

198.52 

NA 

NA 

170.16 

177.25 

NA 

NA 

85.08 

74.45 

35.45 

35.45 

42.54 

21.27 

NA 

NA 

NA 

NA 

191.43 

60.27 

NA 

NA 

63.81 

56.72 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

53.53 

92.17 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

77.99 

33.68 

35.45 

NA 

NA 

92.17 

85.08 

99.26 

77.99 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


63.81 

28.36 

21.27 

35.45 

198.52 

205.61 

NA 

NA 

35.45 

233.97 

NA 

NA 

| 67.36 

63.81 

35.45 

32.26 

j 28.36 

14.18 

NA 

NA 

NA 

NA 

63.81 

56.72 

j NA 

NA 

63.81 

42.54 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

49.63 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

77.99 

56.72 

28.36 

14.18 

NA 

NA 

77.99 

70.90 

| 99.26 

56.72 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


Post 

Monsoon 

Pre 

Monsoon 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 



Post 

Monsoon 

Pre 

Monsoon 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


35.45 

35.45 

35.45 

21.27 

31.91 

28.36 

28.36 

28.36 

276.51 

241.06 

248.15 

233.97 

NA 

NA 

NA 

NA 

340.32 

382.86 

397.04 

397.04 

NA 

NA 

NA 

NA 

177.25 

77.99 

63.81 

70.90 

35.45 

35.45 

35.45 

35.45 

148.89 

14.18 

49.63 

14.18 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

35.45 

42.54 

35.45 

42.54 

NA 

NA 

NA 

NA 

134.71 

56.72 

49.63 

56.72 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

69.48 

90.40 

NA 

45.73 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


67.00 

NA 

63.10 

36.51 


NA 

24.46 

NA 

NA 

NA 

NA 

70.90 

70.90 

85.08 

49.63 

95.72 

127.62 

92.17 

99.26 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 




70.90 

NA 

21.27 

NA 

248.15 

NA 

NA 

NA 

510.48 

NA 

NA 

NA 

95.72 

NA 

24.82 

NA 

42.54 

NA 

NA 

NA 

NA 

NA 

35.45 

NA 

NA 

NA 

60.27 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

66.65 

88.63 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

126.20 

44.31 

35.10 

23.75 

NA 

NA 

85.08 

NA 

106.35 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 



_1990_1991_1992_1993_1994_1995_1996_19 

Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre 

Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 

NA NA NA NA NA NA NA NA NA NA 35.45 70.90 NA NA NA 


























































































































































































































































































































































































































































































SOOMER 


SOORI 

sorsan 


SUKET 

SUKET(PZ) 


Sub Basin: Kunu 


SHAHBAD 

Sub Basin: Mej 


97_ 

Post 

Monsoon 

NA 


SUNEL 

NA 

SURERA 

NA 

TALCHHI 

0.00 

TARAJ 

NA 

TEETARWASA 

NA 

THAMLI 

0.00 

THANAWAD 

NA 

THAURAL 

NA 

TOOMRA 

NA 

TULSAN 

0.00 

UDPURIA 

NA 

UMARIYA 

NA 

UMMEDPURA 

NA 

UNDWA 

NA 

UNI 

NA 


Chloride, mg/I 


Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 


46.09 

42.54 

49.63 

NA 

35.45 

21.27 

63.81 

35.45 

81.54 

NA 

127.62 

NA 

127.62 

255.24 

35.45 

127.62 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

35.45 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

2261.71 

1176.94 

1758.32 

NA 

113.44 

772.81 

NA 

113.44 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

49.63 

35.45 

NA 

42.54 

70.90 

56.72 

42.54 

NA 

56.72 

63.81 

NA 

63.81 

134.71 

85.08 

63.81 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

49.63 

28.36 

28.36 

35.45 

NA 

42.54 

49.63 

70.90 

42.54 

24.82 

35.45 

21.27 

NA 

28.36 

28.36 

63.81 

28.36 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

49.63 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

39.00 

NA 

42.54 

NA 

63.81 

77.99 

42.54 

63.81 

49.63 

49.63 

42.54 

NA 

56.72 

35.45 

NA 

56.72 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


AGAR 

0.00 

BAINTA 

NA 

BEELKHERA DANG 

0 

oof 

BHOYAL 

0 

B 

BUDHANONERA 

0 

oof 

DEORI 

0 

B 

FAREDUA TALETI 

0 

oof 

HANOTIYA 

0 

B 

KASBA THANA 

0.00 

MUNDIYAR 

NA 

OGAR 

NA 

SAHROL TALETI 

NA 

SANDOKARA 

NA 

SANWARA 

0.00 


NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


AKODA 

49.63 

ALFANAGAR 

63.81 

ALOD 

88.63 

ANTARDA 

77.99 

ARNETHA 

655.83 

ASTOLI 

NA 

BAL 

95.72 

BALLOP 

42.54 

BAMAN GAON 

56.72 

BANJHARLI 

489.21 

BANSI 

212.70 

BANSI 

191.43 

BANSOLI 

63.8 

a 

BARA NAYAGAON 

81.5 

3 

BARAKHERA 

35.45 

BAR-GAON 

152.44 

BARODIA 

NA 

BARODIA 

212.70 

BARODIYA 

85.08 

BARUN DHAN 

63.81 

BARWAS 

67.36 

BASOLI 

24.82 

BHAJNERI 

63.81 

BHANDH-KA-KHERA 

205.61 

BHARATBAORI 

NA 

BHAWANIPURA 

141.80 

BHOPATPURA 

70.9 

a 

BIJOLIYA 

42.5 

3 

BUDH-PURA 

49.63 

CHITA WA 

49.63 

DABLANA 

191.43 

DAGARIA 

56.72 

DAHIKHERA 

NA 

DAIKHERA 

308.42 

DAKOON 

70.90 

DATOONDA 

95.72 

DAULATPURA 

NA 



17.73 

39.00 

411.22 

219.79 



NA 

NA 

NA 

NA 

85.08 

262.33 

NA 


NA 


NA 

NA 

NA 

92.17 

63.81 

35.45 

NA 

NA 

NA 

NA 

NA 

85.08 

NA 

NA 

NA 

NA 

35.45 

49.63 

NA 

NA 

NA 

446.67 

NA 

NA 

NA 

NA 

NA 

49.63 


NA 

NA 

70.90 

NA 

42.54 


63.81 

14.18 

NA 

NA 


2268.80 
120.53 ' 


113.44 

42.54' 


134.71 
77.99 ' 


.54 

NA 

.54 

NA 




4.18 

63.8 

3.44 

70.9 


NA 

56.72 

35.45 

77.99 


56.72 

0.0 

70.90 

21.2 


NA 21.27 


NA 241.06 

7( 



NA 85.08 

56.72 

70.9 

ai 

NA 113.44 

NA 

70.9 

m 


24.82 

21.27 

17.73 

42.54 

77.99 

49.63 

39.00 

35.45 

265.88 

120.53 

251.70 

283.60 

56.72 

212.70 

56.72 

35.45 

NA 

49.63 

226.88 

659.37 

NA 

NA 

NA 

NA 

88.63 

106.35 

85.08 

99.26 

49.63 

35.45 

49.63 

49.63 

60.27 

28.36 

15.60 

53.18 

70.90 

63.81 

155.98 

248.15 

99.26 

106.35 

NA 

148.89 

159.53 

106.35 

49.63 

127.62 

49.63 

99.26 

53.18 

49.63 

77.99 

85.08 

74.45 

120.53 

198.52 

170.16 

35.45 

28.36 

85.08 

77.99 

180.80 

170.16 

NA 

NA 

NA 

NA 

53.18 

141.80 

106.35 

148.89 

53.18 

173.71 

49.63 

223.34 

74.45 

77.99 

63.81 

63.81 

63.81 

70.90 

60.27 

70.90 

28.36 

28.36 

35.45 

28.36 

138.26 

NA 

46.09 

81.54 

21.27 

21.27 

24.82 

NA 

NA 

NA 

NA 

NA 

155.98 

148.89 

72.67 

163.07 

42.54 

42.54 

49.63 

56.72 

39.00 

35.45 

28.36 

39.00 

28.36 

77.99 

49.63 

106.35 

39.00 

56.72 

NA 

49.63 

138.26 

127.62 

120.53 

155.98 

77.99 

56.72 

141.80 

56.72 

NA 

NA 

NA 

NA 

163.07 

127.62 

106.35 

92.17 

233.97 

141.80 

49.63 

63.81 

106.35 

113.44 

92.17 

163.07 

NA 

NA 

NA 

NA 



3959.77 

428.95 

NA 

NA 


38.26 

70.90 

56.72 

49.63 



NA 

NA 

138.26 

262.33 



Chloride, mg/I 


2004 i 

j 2005 | 

| 2006 | 

| 2007 | 

| 2008 j 

| 2009 | 

| 2010 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

NA 

77.99 

NA 

35.45 

35.45 

35.45 

56.72 

56.72 

49.63 

77.99 

NA 

49.63 

28.36 

21.27 

113.44 

134.71 

226.88 

198.52 

113.44 

113.44 

354.50 

226.88 

311.96 

141.80 

NA 

311.96 

177.25 

127.62 

241.06 

177.25 

311.96 

184.34 

NA 

191.43 

NA 

NA 

NA 

NA 

NA 

NA 

163.07 

NA 

70.90 

NA 

226.88 

NA 

NA 

NA 

106.35 

92.17 

NA 

NA 

NA 

NA 

92.17 

177.25 

NA 

77.99 

NA 

163.07 

85.08 

56.72 

NA 

NA 

198.52 

85.08 

NA 

NA 

NA 

NA 

510.48 

439.58 

1588.16 

311.96 

964.24 

964.24 

631.01 

1035.14 

2077.37 

1843.40 

NA 

2077.37 

1311.65 

NA 

148.89 

49.63 

70.90 

49.63 

113.44 

99.26 

106.35 

77.99 

212.70 

127.62 

NA 

NA 

198.52 

NA 

106.35 

113.44 

35.45 

56.72 

63.81 

21.27 

56.72 

28.36 

70.90 

35.45 

NA 

NA 

49.63 

70.90 

70.90 

99.26 

42.54 

35.45 

56.72 

56.72 

21.27 

35.45 

92.17 

70.90 

NA 

92.17 

42.54 

49.63 

NA 

127.62 

120.53 

141.80 

113.44 

113.44 

120.53 

127.62 

177.25 

141.80 

NA 

177.25 

NA 

NA 

NA 

333.23 

219.79 

241.06 

49.63 

205.61 

NA 

42.54 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

35.45 

95.72 

63.81 

o 

CD 

o 

70.90 

77.99 

42.54 

85.08 

70.90 

NA 

85.08 

120.53 

28.36 

77.99 

42.54 

21.27 

NA 

70.90 

70.90 

276.51 

56.72 

141.80 


NA 

141.80 

212.70 

NA 

42.54 

63.81 

28.36 

113.44 

28.36 

14.18 

49.63 

28.36 

63.81 

120.53 

NA 

NA 

NA 

42.54 

NA 

NA 

NA 

NA 

28.36 


NA 

21.27 

NA 

35.45 

NA 

NA 

28.36 

NA 

184.34 

NA 

92.17 

723.18 

177.25 

879.16 

482.12 

219.79 

85.08 

NA 

NA 

NA 

NA 

163.07 

134.71 

35.45 

49.63 

42.54 

49.63 

49.63 

63.81 

35.45 

99.26 

21.27 

NA 

99.26 

99.26 

95.72 

70.90 

191.43 

120.53 

269.42 

42.54 

42.54 

85.08 

170.16 


77.99 

NA 

141.80 

177.25 


85.08 

77.99 

70.90 

63.81 

106.35 

92.17 

106.35 

70.90 


70.90 

NA 

NA 

120.53 


184.34 

141.80 

67.36 

134.71 

141.80 

141.80 

77.99 

184.34 

| 141.80| 

219.79 

NA 

141.80 

NA 

i na 

































































































































































































































































































































































































































































































Location 

19 

Pre 

Monsoon 

DAW ERA 

NA 

DEI 

226.88 

DEOPURA 

NA 

DEROLI 

NA 

DHANAO 

NA 

DHANESHWAR 

127.62 

DHARAWAN 

NA 

DHOR 

37.22 

DHOWARA 

NA 

DORA 

42.54 

GANESHPAL (KOTA) 

NA 

GANPATPURA 

NA 

GARARDA 

NA 

GENDOLI 

28.36 

GOONTHA 

NA 

GOTHRA 

NA 

GUDA NATHAWAT 

NA 

GUDA SADAWARTIYA 

NA 

GUNWAR 

NA 

GURU 

49.63 

HARIPURA 

NA 

HATTIPURA 

NA 

HINDOU 

290.69 

JAITHAL 

NA 

JAITPUR 

NA 

JAJAWAR 

42.54 

JAKHMOOND 

141.80 

JALODA 

70.90 

JAWANPURA 

43.25 

JHAUJI KA BARANA 

NA 

KACHH ALIYA 

NA 

KACHOLA 

NA 

KACHOLA 

28.36 

KAMA 

NA 

KANWARA 

NA 

KANWARPURA 

NA 

KESHORAI PATAN 

28.36 

KHADIPUR 

NA 

KHAJOORA 

85.08 

KHANPURA 

NA 

KHATKHAR 

NA 

KHEENYA 

127.62 

KHERKHATA 

241.06 

KHEROONA 

NA 

KOTKHERA 

NA 

LABAN 

NA 

LAKHERI 

85.08 

LAXMIPURA 

28.36 

LESARDA 

NA 

LOHARI KALAN 

111.67 

LOICHA 

NA 

LUHARIA 

NA 

MARAN 

NA 

MATOONDA 

NA 

MAYZA 

219.79 

MEGHARAWAT JHOM 

NA 

MODSA 

NA 

NAHARGANJ 

35.45 

NAINWA 

42.54 

NAMANA 

NA 

NANTA(KOTA) 

NA 

NARAYAN PURA 

42.54 

NEEM KA KHERA 

NA 

NOTARA 

NA 

PAGARA 

56.72 

PALKA 

NA 

PAPRI 

99.26 

PENCH Kl BAORI 

42.54 

PHOLAI 

163.07 

PHULETA 

NA 

PIPLIYA 

92.17 

RAGHUNATH PURA 

106.35 

RAJ WAS 

NA 

RAM N AGAR 

120.53 


Chloride, mg/I 


Post 

Monsoon 

Pre 

Monsoon 

NA 

NA 

233.97 

198.52 

NA 

NA 

NA 

NA 

NA 

NA 

326.14 

120.53 

NA 

NA 

NA 

35.45 

NA 

NA 

28.36 

42.54 

NA 

NA 

NA 

NA 

NA 

NA 

28.36 

31.91 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

63.81 

42.54 

NA 

NA 

NA 

NA 

311.96 

375.77 

70.90 

63.81 

NA 

NA 

42.54 

49.63 

198.52 

85.08 

92.17 

85.08 

63.81 

56.72 

NA 

NA 

NA 

NA 

NA 

NA 

21.27 

21.27 

NA 

NA 

NA 

NA 

NA 

NA 

28.36 

39.00 

NA 

NA 

106.35 

85.08 

NA 

NA 

NA 

NA 

226.88 

141.80 

510.48 

233.97 

NA 

NA 

NA 

NA 

NA 

NA 

49.63 

53.18 

35.45 

21.27 

NA 

NA 

100.68 

127.62 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

233.97 

226.88 

NA 

NA 

NA 

NA 

49.63 

NA 

35.45 

NA 

NA 

NA 

NA 

NA 

49.63 

56.72 

NA 

NA 

NA 

NA 

63.81 

56.72 

NA 

NA 

113.44 

113.44 

177.25 

184.34 

99.26 

99.26 

NA 

NA 

77.99 

99.26 

49.63 

177.25 

NA 

NA 

212.70 

120.53 


Post 

Monsoon 

Pre 

Monsoon 

NA 

NA 

NA 

233.97 

NA 

NA 

NA 

NA 

NA 

NA 

297.78 

134.71 

NA 

NA 

39.70 

49.63 

NA 

NA 

28.36 

42.54 

NA 

NA 

NA 

NA 

NA 

NA 

21.27 

39.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

42.54 

42.54 

NA 

NA 

NA 

NA 

NA 

230.43 

56.72 

56.72 

NA 

NA 

28.36 

49.63 

262.33 

77.99 

70.90 

77.99 

57.78 

49.63 

NA 

NA 

NA 

NA 

NA 

NA 

120.53 

17.73 

NA 

NA 

NA 

NA 

NA 

NA 

2.84 

35.45 

NA 

NA 

70.90 

70.90 

NA 

NA 

NA 

NA 

99.26 

102.81 

411.22 

223.34 

NA 

NA 

NA 

NA 

NA 

NA 

42.54 

31.91 

28.36 

21.27 

NA 

NA 

83.31 

88.63 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

198.52 

184.34 

NA 

NA 

NA 

NA 

120.53 

70.90 

77.99 

170.16 

NA 

NA 

NA 

NA 

56.72 

46.09 

NA 

NA 

NA 

NA 

60.27 

53.18 

NA 

NA 

99.26 

116.99 

109.90 

141.80 

106.35 

95.72 

NA 

NA 

85.08 

99.26 

NA 

70.90 

NA 

NA 

141.80 

106.35 


Post 

Monsoon 

Pre 

Monsoon 

NA 

NA 

141.80 

85.08 

NA 

NA 

NA 

NA 

NA 

NA 

212.70 

120.53 

NA 

NA 

208.45 

NA 

NA 

NA 

35.45 

56.72 

NA 

NA 

NA 

NA 

NA 

NA 

109.90 

21.27 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

46.09 

42.54 

NA 

NA 

NA 

NA 

301.33 

269.42 

56.72 

77.99 

NA 

NA 

35.45 

28.36 

297.78 

106.35 

92.17 

120.53 

65.94 

33.68 

NA 

NA 

NA 

NA 

NA 

NA 

56.72 

21.27 

NA 

NA 

NA 

NA 

NA 

NA 

28.36 

21.27 

NA 

NA 

102.81 

77.99 

NA 

NA 

NA 

NA 

166.62 

99.26 

694.82 

226.88 

NA 

NA 

NA 

NA 

NA 

NA 

67.36 

77.99 

49.63 

31.91 

NA 

NA 

378.61 

93.94 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

233.97 

226.88 

NA 

NA 

NA 

NA 

166.62 

191.43 

155.98 

177.25 

NA 

NA 

NA 

NA 

53.18 

56.72 

NA 

NA 

NA 

NA 

85.08 

56.72 

NA 

NA 

163.07 

120.53 

180.80 

134.71 

92.17 

120.53 

NA 

NA 

99.26 

113.44 

475.03 

170.16 

NA 

NA 

180.80 

99.26 


Post 

Monsoon 

Pre 

Monsoon 

NA 

NA 

99.26 

70.90 

NA 

NA 

NA 

NA 

NA 

NA 

290.69 

99.26 

NA 

NA 

NA 

28.01 

NA 

NA 

42.54 

77.99 

NA 

NA 

NA 

NA 

NA 

NA 

21.27 

28.36 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

42.54 

35.45 

NA 

NA 

NA 

NA 

219.79 

219.79 

319.05 

70.90 

NA 

NA 

28.36 

28.36 

134.71 

113.44 


92.17 

NA 

24.46 

NA 

NA 

NA 

NA 

NA 

NA 

28.36 

28.36 

NA 

NA 

NA 

NA 

NA 

NA 

28.36 

35.45 

NA 

NA 

77.99 

70.90 

NA 

NA 

NA 

NA 

113.44 

77.99 

333.23 

283.60 

NA 

NA 

NA 

NA 

NA 

NA 

49.63 

63.81 

28.36 

56.72 

NA 

NA 

NA 

140.38 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

219.79 

226.88 

NA 

NA 

NA 

NA 

233.97 

212.70 

148.89 

155.98 

NA 

NA 

NA 

NA 

42.54 

49.63 

NA 

NA 

NA 

NA 

63.81 

70.90 

NA 

NA 

2864.36 

411.22 

134.71 

92.17 

85.08 

177.25 

NA 

NA 

106.35 

99.26 

127.62 

42.54 

NA 

NA 

99.26 

85.08 


Post 

Monsoon 

Pre 

Monsoon 

NA 

NA 

304.87 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

209.16 

NA 

NA 

NA 

196.39 

40.77 

NA 

NA 

28.36 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

21.27 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

42.54 

NA 

NA 

NA 

NA 

NA 

248.15 

NA 

56.72 

NA 

NA 

NA 

28.36 

NA 

191.43 

NA 

92.17 

NA 

63.10 

23.75 

NA 

NA 

NA 

NA 

NA 

NA 

70.90 

NA 

NA 

NA 

NA 

341.38 

NA 

NA 

35.45 

NA 

NA 

NA 

74.45 

NA 

NA 

NA 

NA 

NA 

134.71 

NA 

475.03 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

241.06 

NA 

39.00 

NA 

NA 

NA 

371.87 

122.66 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

233.97 

NA 

NA 

NA 

NA 

NA 

163.07 

NA 

95.72 

NA 

NA 

NA 

NA 

NA 

106.35 

NA 

NA 

NA 

NA 

NA 

77.99 

NA 

NA 

NA 

531.75 

NA 

85.08 

NA 

148.89 

NA 

NA 

NA 

95.72 

NA 

131.17 

NA 

NA 

NA 

81.54 

NA 


1989 

nr Post 










1 

1 







1990 | 

| 1991 | 

1 1992 | 

| 1993 | 

| 1994 | 

| 1995 | 

| 1996 | 

19 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 


Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 

33.32 NA 99.26 77.99 NA 85.08 70.90 NA 28.36 53.18 49.63 138.26 77.99 70.90 63.81 































































































































































































































































































































































































































































































































Chloride, mg/I 


DHANESHWAR 

DHARAWAN 


DHOR _ 

DHOWARA 


HATTIPURA _ 

HINDOLI 


JAITHAL _ 

JAITPUR 


JAJAWAR _ 

JAKHMOOND 


JALODA _ 

JAWANPURA 


JHALIJI KA BARANA 
KACHH ALIYA 


KACHOLA _ 

KACHOLA 


KAMA _ 

KANWARA 


KANWARPURA 
KESHORAI PATAN 


KHADIPUR _ 

KHAJOORA 


KHEROONA 

KOTKHERA 


LABAN 

LAKHERI 


LOHARI KALAN 
LOICHA 


MATOONDA _ 

MAYZA 


MEGHARAWAT JHOM 
MODSA 


NOTARA 

PAGARA 


PALKA 

PAPRI 


PHULETA 

PIPLIYA 


Chloride, mg/I 
2007 


Location 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

DAW ERA 

67.36 

63.81 

67.36 

42.54 

56.72 

28.36 

21.27 

49.63 

63.81 

53.18 

170.16 

70.90 

35.45 

42.54 

35.45 

170.16 

166.62 

28.36 

56.72 

99.26 

113.44 

340.32 

NA 

NA 

NA 

NA 

NA 


DEI 

184.34 

63.81 

233.97 

116.99 

194.98 

74.45 

198.52 

49.63 

NA 

170.16 

70.90 

311.96 

148.89 

21.27 

92.17 

109.90 

28.36 

198.52 

60.27 

95.72 

74.45 

116.99 

NA 

NA 

NA 

219.79 

226.88 

DEOPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

304.87 

NA 


DEROLI 

148.89 

99.26 

120.53 

85.08 

106.35 

NA 

56.72 

53.18 

106.35 

46.09 

56.72 

53.18 

63.81 

42.54 

113.44 

56.72 

187.89 

106.35 

49.63 

244.61 

77.99 

397.04 

NA 

NA 

NA 

28.36 

63.81 

DHANAO 

70.90 

95.72 

77.99 

113.44 

120.53 

77.99 

120.53 

92.17 

106.35 

74.45 

53.18 

70.90 

35.45 

28.36 

56.72 

198.52 

63.81 

170.16 

205.61 

287.15 

219.79 

233.97 

NA 

NA 

NA 

77.99 

170.16 


120.53 

198.52 

148.89 

134.71 



70.90 

85.08 

223.34 

113.44 



70.90 

95.72 

49.63 

49.63 



| 88.63 

42.5 


265.88 

39.0 

Ell 



| NA 

53.18 

NA 

NA 


DORA 

14.18 

39.00 

21.27 

42.54 

14.18 

56.72 

35.45 

30.13 

35.45 

42.54 

46.09 

60.27 

35.45 

46.09 

106.35 


17.73 

170.16 


21.27 

131.17 

24.82 

99.26 

21.27 

NA 

NA 

NA 

56.72 

35.45 

GANESHPAL (KOTA) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

77.99 

28.36 

77.99 

NA 


77.99 

35.45 


42.54 

85.08 

85.08 

106.35 

85.08 

106.35 

NA 

NA 

85.08 

106.35 

GANPATPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

361.59 

NA 

GARARDA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

35.45 

NA 


GENDOLI 

85.08 

49.63 

77.99 

74.45 

60.27 

4 

6.09 

49.63 

141.80 

219.79 

74.45 

42.54 

56.72 

56.72 

95.72 

88.63 

92 

.17 

NA 

1 

16.99 

63.81 

56.72 

134.71 

49.63 

NA 

NA 

NA 

63.81 

28.36 

GOONTHA 

NA 

56.72 

42.54 

95.72 

46.09 

4 

9.63 

42.54 

63.81 

56.72 

53.18 

35.45 

53.18 

70.90 

49.63 

53.18 

35 

.45 

NA 


28.36 

46.09 

39.00 

99.26 

28.36 

NA 

NA 

NA 

35.45 

NA 


GOTHRA 

49.63 

60.27 

46.09 

85.08 

70.90 

NA 

42.54 

63.81 

39.00 

56.72 

77.99 

88.63 

77.99 

63.81 

92.17 

184.34 

70.90 

77.99 

226.88 

95.72 

56.72 

152.44 

NA 

NA 

NA 

184.34 

255.24 

GUDA NATHAWAT 

425.40 

450.22 

538.84 

336.78 

510.48 

77.99 

411.22 

219.79 

496.30 

326.14 

382.86 

49.63 

340.32 

290.69 

308.42 

407.68 

372.23 

63.81 

304.87 

489.21 

304.87 

411.22 

NA 

NA 

NA 

113.44 

255.24 


GUDA SADAWARTIYA 

85.08 

56.72 

127.62 

NA 

163.07 

70.90 

134.71 

81.54 

70.90 

42.54 

70.90 

116.99 

141.80 

106.35 

311.96 

63.81 

290.69 

141.80 

191.43 

150.66 

163.07 

145.35 

NA 

NA 

NA 

NA 

70.90 

GUNWAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

63.81 

NA 


GURLI 

35. 

S 

HARIPURA 

35.- 

IS 


! 53.18 

70.90 

46.09 

28.36 


31.91 

24.82 

155.98 

319.05 




NA 

283.60 

63.81 

70.90 




35.45 

28.36 

__1 

16.99 

67.36 


70.16 

74. 

87.89 

39. 


382.86 

134.71 

24.82 

14.18 


28.36 
70.90 ' 


24.82 

1113.13" 


35.45 
148.89 ' 


31.91 
49.63 ' 



7.73 

35. 

9.63 

39. 




28.36 

28.36 

__1 

06.35 

42.54 



170.16 

283.60 

233.97 

553.02 


6.35 

35.45 

2.54 

42.54 


KHANPURA 

77.99 

92.17 

74.45 

70.90 

63.81 

35.45 

56.72 

24.82 

46.09 

46.09 

39.00 

85.08 

63.81 

21.27 

77.99 

372.23 

46.09 

21.27 

63.81 

74.45 

106.35 

49.63 

NA 

NA 

NA 

85.08 

28.36 

KHATKHAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

191.43 

NA 


KHEENYA 

85.08 

81.54 

77.99 

92.17 

77.99 

92.17 

70.90 

92.17 

241.06 

106.35 

63.81 

95 

.72 

276.51 

81.54 

304.87 

92.17 

74.45 


.27 

319.05 

95.72 

170.16 

99.26 

NA 

NA 

NA 

85.08 

155.98 

KHERKHATA 

531.75 

113.44 

393.50 

333.23 

333.23 

276.51 

212.70 

255.24 

457.31 

304.87 

276.51 

35 

.45 

NA 

198.52 

503.39 

304.87 

450.22 

77 

.99 

535.30 

404.13 

368.68 

503.39 

NA 

NA 

NA 

141.80 

163.07 


LAXMIPURA 

347.41 

LESARDA 

269.42 


LUHARIA 

141.80 

MARAN 

134.71 



35.45 

77.99 

145.35 

159.53 


56.72 
1290.38 " 


152.44 

na" 


99.26 

85. 

87.89 

46. 



_NA 

NA 


56.72 

63.81 


63.81 

1368.37 


170.16 

NA 


255.24 

63.81 


_NA 

155.98 


_NA 

297.78 



106.35 

92.17 

63.81 

191.43 



NA 

NA 

212.70 

219.79 




NA 

NA 

262.33 

244.61 


_NA 

na" 


39.00 
20.53 " 


109.90 
397.04" 


177.25 

na" 


85.08 

209.16" 


_NA 

237.52 " 


_NA 

######## ' 


_NA 

NA 


35.45 

42.54 


113.44 

2233.35 


67.36 

NA 


141.80 

116.99 


_NA 

329.69 


_NA 

31.91 




35.45 

42.5 

□1 


70.90 

63.8 

1 



49.63 

NA 

163.07 

NA 




120.53 

304.87 

120.53 

283.60 


49.63 

NA 

148.89 

106.35 


NAHARGANJ 

113.44 

269.42 

233.97 

99.26 

NA 

102.81 

148.89 

116.99 

127.62 

19.14 

49.63 

53.18 

28.36 

102.81 

134.71 

63.81 

92.17 

17.73 

46.09 

42.54 

56.72 

35.45 

NA 

NA 

NA 

163.07 

184.34 

NAINWA 

255.24 

333.23 

226.88 

241.06 

NA 

265.88 

269.42 

219.79 

372.23 

237.52 

262.33 

60.27 

304.87 

95.72 

428.95 

255.24 

241.06 

205.61 

436.04 

276.51 

404.13 


NA 

NA 

NA 

212.70 

177.25 


NAMANA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

226.88 

NA 

NANTA(KOTA) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

49.63 

70.90 

56.72 

49.63 

42.54 

134.71 

49.63 

63.81 

28.36 

70.90 

63.81 

49.63 

85.08 

70.90 

NA 

NA 

70.90 

77.99 

NARAYAN PURA 

42.54 

39.00 

60.27 

67.36 

49.63 

35.45 

46.09 

42.54 

39.00 

39.00 

63.81 

53.18 

56.72 

21.27 

92.17 

28.36 

42.54 

106.35 

56.72 

42.54 

70.90 

56.72 

NA 

NA 

NA 

49.63 

70.90 

NEEM KA KHERA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

347.41 

NA 


PENCH Kl BAORI 

347.41 

PHOLAI 

56.72 




NA 

NA 

230.43 

NA 


! 343.87 

113.44 

92.17 

85.08 




63.81 

92.17" 


63.81 
1637.79 " 


92.17 

404.13 

49.63 

212.70 


RAGHUNATH PURA 

63.81 

49.63 

46.09 

205.61 

163.07 

85.08 

42.54 

49.63 

496.30 

226.88 

116.99 

49.63 

56.72 

99.26 

53.18 

389.95 

350.96 

152.44 

269.42 

28.36 

70.90 

63.81 

NA 

NA 

NA 

77.99 

49.63 

RAJ WAS 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

241.06 

NA 
















































































































































































































































































































































































































































































































































_ Chloride, mg/I _ 

1984 1985 1986 1987 1988 1989 1990 1991 1992 1993 1994 1995 1996 

Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post 

Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 


RAMPURIYA 


ROONEJA 

ROOPPURA 


ROSHANDA 

SABALPURA 


SALAWALIYA 

SANWATA 


TAKLA 

TALERA 


Sub Basin: Parwati 

ACHOLI 


AKODIYA 

ARDAND 


AYANA 

BADIPURA 


BAORI KHERA 
BARAN 


BICHI 

BILASGARH 


Borda _ 

CHAINPURA 


CHHAJAWA 

CHHATARGANJ 


CHOWKI (MOTIPURA) 
DARA 


DEORIJODH 

DHIKONIYA 


DHOTI 

FATEHPUR 


GANESHGANJ 

GANESHPURA 


GANESHPURA 


_19 

Pre 

Monsoon 

31.91 


RAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

96.42 

198.52 

223.34 

212.70 

131.17 

233.97 

198.52 

NA 

177.25 

173.71 

226.88 

233.97 

NA 

297.78 

191.43 

REBARPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

453.05 

467.94 

411.22 

368.68 

336.78 

241.06 

248.15 

241.06 

141.80 

194.98 

198.52 

198.52 

194.98 

191.43 

184.34 


NA 

NA 

NA 

NA 


NA 

NA 

NA 

NA 



49.63 

42.5 

□1 


70.90 

63.8 

Ql 


56.72 

60.27 

63.81 

31.91 


SADERA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

116.63 

124.08 

113.44 

127.62 

60.27 

77.99 

81.54 1 

27.62 

92.17 

205.61 

141.80 

177.25 

102.81 

205.61 

120.53 

SAHAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

53.18 

77.99 

60.27 

85.08 

NA 

85.08 

60.27 

74.45 

49.63 

77.99 

70.90 

88.63 

77.99 

134.71 

NA 


SATHOOR 

63.8: 

SAWANTGARH 

70.91 



1 67.36 

NA 


NA 


92.17 

77.99 

49.63 

42.54 


SHAKARGARH 

NA 

NA 

NA 

57.78 

NA 

65.94 

53.53 

NA 

56.01 

59.56 

57.78 

52.82 

77.99 

49.63 

56.72 

21.27 

53.18 

46.09 

42.54 

42.54 

49.63 

70.90 

145.35 

46.09 

70.90 

63.81 

124.08 

SORAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

63.10 

85.08 

74.45 

113.44 

131.17 1 

63.07 

24.82 

NA 

141.80 

124.08 

134.71 

148.89 

187.89 

184.34 

163.07 


SUKHPURA 

120.53 

255.24 

134.71 

148.89 

85.08 

354.50 

148.89 

248.15 

106.35 

280.06 

NA 

NA 

103.16 

301.33 

198.52 

304.87 

134.71 

297.78 

141.80 

NA 

106.35 

436.04 

177.25 

184.34 

116.99 

283.60 

148.89 

SUNWASA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

226.53 

NA 

191.43 

184.34 

187.89 

28.36 

113.44 

NA 

255.24 

326.14 

290.69 

368.68 

276.51 

393.50 

361.59 


NA 

NA 

170.16 

56.72 


49.63 

184.34 

NA 

63.81 


TALWAS 

134.71 

113.44 

134.71 

134.71 

63.81 

120.53 

120.53 

106.35 

120.53 

113.44 

NA 

NA 

96.42 

NA 

70.90 

113.44 

113.44 

106.35 

113.44 

95.72 

106.35 

85.08 

49.63 

106.35 

106.35 

92.17 

106.35 

TEETHORA 

21.62 

23.40 

35.45 

NA 

NA 

48.57 

36.87 

NA 

45.73 

49.28 

30.49 

144.99 

63.81 

NA 

NA 

NA 

NA 

NA 

28.36 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


THANA 

21.27 

THEEKARDA 

21.27 

TITODA 

NA 

TONKRA 

28.36 

UMAR 

106.35 

UTRANA 

42.54 



1.27 

17.73 

1.27 

49.63 


85.08 

92.17 

21.27 

28.36 



6.09 

17.73 

NA 

77.99 



AJNAWAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

120.53 

191.43 

92.17 

180.80 

NA 

AJRORA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


ASNAWAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

0.00 

127.62 

276.51 

159.53 

NA 

Atru 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

127.62 

NA 

177.25 

155.98 

NA 


BALDA 

NA 

BAM LA 

NA 


BARANA 

NA 

BARWAT KHERI 

NA 



NA 

NA 

NA 

NA 


NA 

NA 

NA 

NA 


NA 

NA 

NA 

NA 



NA 

NA 

NA 

NA 









NA 

NA 

NA 

NA 


BASTHOONI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


35.45 

24.82 

24.82 

NA 

BHANWARGARH 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


212.70 

60.27 

258.79 

NA 


Bhatwara 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHAUNRA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

63.81 

NA 

NA 

NA 

NA 


BINDARADA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

148.89 

233.97 

99.26 

226.88 

NA 

Bohat 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

63.81 

NA 

67.36 

77.99 

NA 


NA 

9 

NA 

4 


CHANDA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

0.00 

NA 

NA 

NA 

NA 

95.72 

NA 

102.81 

60.27 

CHHABRA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

155.98 

NA 

173.71 

102.81 

NA 


CHHINOD 

NA 

CHHIPABAROD 

NA 



NA 

NA 

NA 

NA 



DAULATPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

496.30 

269.42 

340.32 

202.07 

NA 

DEORI BHAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

42.54 

35.45 

21.27 

21.27 

NA 


DHOLAM 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

49.63 

49.63 

35.45 21 

.27 

NA 

DHOLARA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

141.80 

NA 

131.17 35 

.45 

NA 


FATEHPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

0.00 

NA 

NA 

NA 

NA 

56.72 

NA 

NA 

42.54 

GAJANPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

85.08 

NA 

31.91 

70.90 

NA 

















































































































































































































































































































































































































































































































Location 

97 

Post 

Monsoon 

RAMPURIYA 

17.73 

RAN 

99.26 

REBARPURA 

184.34 

ROONEJA 

319.05 

ROOPPURA 

106.35 

ROSHANDA 

49.63 

SABALPURA 

77.99 

SADERA 

127.62 

SAHAN 

77.99 

SALAWALIYA 

42.54 

SANWATA 

191.43 

SATHOOR 

85.08 

SAWANTGARH 

56.72 

SHAKARGARH 

92.17 

SORAN 

145.35 

SUKHPURA 

212.70 

SUNWASA 

439.58 

TAKLA 

56.72 

TALERA 

99.26 

TALWAS 

70.90 

TEETHORA 

NA 

THANA 

35.45 

THEEKARDA 

106.35 

TITODA 

28.36 

TONKRA 

145.35 

UMAR 

163.07 

UTRANA 

56.72 


Sub Basin: Parwati 

ACHOLI 


| 1998 | 

Pre 

Post 

Monsoon 

Monsoon 

21.27 

17.73 

35.45 

212.70 

212.70 

209.16 

333.23 

194.98 

88.63 

74.45 

63.81 

K3B 

95.72 

KBEB 

60.27 

226.88 

85.08 

88.63 

233.97 

187.89 

148.89 

134.71 

92.17 

81.54 

63.81 

60.27 

138.26 

63.81 

56.72 

244.61 

113.44 

131.17 

400.59 

170.16 

46.09 

49.63 

39.00 

42.54 

99.26 

85.08 

NA 

42.54 

35.45 

28.36 

63.81 

92.17 

39.00 

NA 

216.25 

170.16 

163.07 

184.34 

21.27 

17.73 


Chloride, mg/I 


Monsoon Monsoon Monsoon Monsoon 


AJNAWAR 

0.00 

AJRORA 

NA 

AKODIYA 

NA 

ARDAND 

0.00 

ASNAWAR 

0.00 

Atru 

NA 

AYANA 

0.00 

BADIPURA 

NA 

BALDA 

0 

ooT 

BAM LA 

0 

si 

BAORI KHERA 

0.00 

BARAN 

NA 

BARANA 

0 

ooT 

BARWAT KHERI 

0 

SI 

BASTHOONI 

NA 

BHANWARGARH 

0.00 

Bhatwara 

NA 

BHAUNRA 

0.00 

BICHI 

NA 

BILASGARH 

0.00 

BINDARADA 

0.00 

Bohat 

NA 

Borda 

NA 

CHAINPURA 

0.00 

CHANDA 

0 

ooT 

CHHABRA 

0 

SI 

CHHAJAWA 

0 

ooT 

CHHATARGANJ 

0 

SI 

CHHINOD 

0 

ooT 

CHHIPABAROD 

0 

SI 

CHOWKI (MOTIPURA) 

NA 

DARA 

0.00 

DAULATPURA 



DEORI BHAN 



DEORIJODH 

0 

ooT 

DHIKONIYA 

0 

SI 

DHOLAM 

0 

ooT 

DHOLARA 

0 

SI 

DHOTI 

0 

ooT 

FATEHPUR 

0 

SI 

FATEHPURA 



GAJANPURA 



GANESHGANJ 

0 

ooT 

GANESHPURA 

0 

SI 

GANESHPURA 

0.001 


85.08 

17.73 

297.78 

510.48 

184.34 

60.27 



6.25 

46 

9.63 

92 


49.63 

NA 

NA 

NA 

21.27 

127.62 

131.17 

21.27 

106.35 

141.80 

46.09 

155.98 

120.53 

248.15 


311.96 

46.09 

49.63 

46.09 

NA 

77.99 

49.63 

NA 

42.54 

85.08 

134.71 



159.53 

184.34 

265.88 

379.32 

170.16 

163.07 

39.00 

92.17 

120.53 

85.08 

141.80 

NA 

NA 

NA 

NA 

NA 

92.17 

92.17 

92.17 

NA 

127.62 

63.81 

241.06 

NA 

46.09 

49.63 

56.72 

113.44 

152.44 

184.34 

148.89 

106.35 

28.36 

127.62 

28.36 

163.07 

503.39 

460.85 

63.81 

233.97 

148.89 

NA 

99.26 

46.09 

88.63 

77.99 

70.90 

24.82 




24.82 

42.5 

__1 

98.52 

70.9 


99.26 

116.99 

NA 

NA 


.45 

49.63 

.98 

49.63 


31.91 

24.82 

28.36 

NA 

35.45 

17.73 

152.44 

120.53 

109.90 

92.17 

53.18 

163.07 

131.17 

NA 

124.08 

99.26 

109.90 

177.25 

39.00 

17.73 

28.36 

77.99 

49.63 

17.73 


NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


2002 | 

Pre 

Monsoon 

Post 

Monsoon 

49.63 

46.09 

131.17 

138.26 

148.89 

159.53 

155.98 

244.61 

63.81 

85.08 

42.54 

46.09 

92.17 

102.81 

340.32 

329.69 

24.82 

67.36 

155.98 

120.53 

NA 

NA 

99.26 

109.90 

56.72 

49.63 

99.26 

301.33 

397.04 

333.23 

21.27 

24.82 

67.36 

152.44 

166.62 

106.35 

53.18 

21.27 

120.53 

99.26 

28.36 

21.27 

24.82 

35.45 

21.27 

28.36 

NA 

NA 

180.80 

148.89 

120.53 

152.44 

28.36 

46.09 


NA 

35. 

NA 

0. 


Pre 

Monsoon 

772.81 


99.26 

77.99 


241.06 

56.72 


06 

48 


155.98 

60.27 


120.53 

NA 


85.08 

49.63 


74.45 

35.45 


92.17 

49.63 


28.36 

NA 


53.18 

NA 


212.70 

31.91 


21.27 

106.35 


95.72 

42.54 


NA 

77.99 

NA 

141.80 



63.81 

4 

mi 

NA 

4 



NA 

NA 

NA 

77.99 





NA 

255.24 

NA 

NA 

120.53 

70.90 

NA 

NA 

63.81 

113.44 

106.35 

NA 

NA 

42.54 

NA 

NA 

28.36 

127.62 

113.44 

56.72 

NA 

77.99 

NA 


NA 

NA 

NA 

NA 

56.72 

99.26 

141.80 

120.53 

NA 

56.72 

NA 

NA 

NA 


NA 


0.00 

1_na| 




Chloride, mg/I 
2007 


Post 

Monsoon 

42.54 


42.54 

311.96 


_NA 

28.36 


35.45 

56.72 


148.89 

63.81 


70.90 

NA 


113.44 

42.54 


35.45 

106.35 


205.61 

49.63 


120.53 

28.36 


63.81 

14.18 


14.18 

191.43 


_NA 

92.17 


262.33 

35.45 


Pre 

Monsoon 

Post 

Monsoon 

46.09 

28.36 

85.08 

141.80 

173.71 

233.97 

92.17 

106.35 

77.99 

262.33 

172.29 

42.54 

77.99 

106.35 

148.89 

155.98 

60.27 

42.54 

70.90 

24.82 

NA 

NA 

92.17 

24.82 

155.98 

49.63 

113.44 

138.26 

311.96 

67.36 

88.63 

329.69 

31.91 

42.54 

304.87 

113.44 

60.27 

39.00 


1 6 

0 

.27 

60.27 

2 

4 

.82 

24.82 


212.70 

155.98 

42.54 

28.36 


Pre 

Post 

Pre 

Post 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

| 39.00 

NA 

56.72 

173.71 

248.15 

233.97 

219.79 

620.38 

443.13 

127.62 

24.82 

209.16 

124.08 

379.32 

106.35 

226.88 

31.91 

81.54 

70.90 

315.51 

NA 

56.72 

63.81 

48.21 



85.08 

63.81 

166.62 

127.62 

180.80 

166.62 

53.18 

28.36 

56.72 

28.36 

155.98 

276.51 

116.99 

219.79 

NA 

NA 

NA 

NA 

120.53 

92.17 

106.35 

148.89 

49.63 

49.63 

49.63 

49.63 

127.62 

116.99 

155.98 

155.98 

368.68 

148.89 

56.72 

290.69 

148.89 

184.34 

14.18 

294.24 

56.72 

NA 

106.35 

109.90 

141.80 

74.45 

145.35 

99.26 

152.44 

NA 

134.71 

138.26 


74.45 

70.90 

70.90 

NA 


85.08 

99.26 

31.91 


53.18 

49.63 

NA 


31.91 

21.27 

198.52 

NA 

NA 

NA 

95.72 

134.71 

77.99 

134.71 


NA 

70.90 

152.44 



77.99 

141.80 


Pre 

Monsoon 

Post 

Monsoon 

21.27 

28.36 

212.70 

361.59 

205.61 

28.36 

95.72 

212.70 

35.45 

35.45 

60.27 

191.43 

102.81 

92.17 

187.89 

56.72 

42.54 

42.54 

148.89 

163.07 

NA 

NA 

109.90 

134.71 

46.09 

49.63 

134.71 

148.89 

67.36 

361.59 

i 145.35 

255.24 

120.53 

99.26 

67.36 

92.17 

148.89 

361.59 

56.72 

99.26 

116.99 

173.71 

21.27 

21.27 

17.73 

28.36 

NA 

NA 

88.63 

92.17 

77.99 

28.36 

102.81 

10.64 


Monsoon Monsoon 



Pre 

Monsoon 

Post 

Monsoon 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

[ NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

255.24 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

! NA 

NA 

NA 

NA 

NA 

212.70 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


Monsoon Monsoon 
99.26 21.27 


205.61 439.58 

28.36 567.20 


70.90 389.95 
63.81 49.63 


42.54 70.90 

134.71 191.43 


1191.12 134.71 

21.27 42.54 


99.26 212.70 

NA 28.36 


3.44 56.72 

6.35 56.72 


85.08 354.50 

106.35 311.96 


113.44 418.31 
340.32 99.26 


113.44 63.81 

106.35 113.44 


85.08 56.72 

244.61 716.09 


63.81 127.62 
28.36 35.45 


_NA_NA 

92.17 14.18 


184.34 212.70 
63.81 70.90 


35.45 

49.63 

| 21.27 

106.35 


77.99 

0.00 

248.15 

319.05 


28.36 

70.90 

21.27 

28.36 



14 

.18 

NA 

21 

.27 

28.36 




.54 

127.62 

.45 

NA 


42.54 

21.27 

28.36 

NA 

NA 

NA 

NA 

NA 

56.72 

219.79 

77.99 

163.07 

NA 

113.44 

NA 

155.98 

85.08 

155.98 

56.72 

120.53 

NA 

NA 

NA 

NA 

56.72 

42.54 

NA 

70.90 

NA 

63.81 

NA 

70.90 


NA 

NA 

| NA 

NA 


NA 

1. 

NA 

3 


49.63 

226.88 

i NA 

NA 



53.18 

35.45 

NA 

NA 



56.72 

58 

14.18 

92 





28.36 

28.36 

NA 

NA 

56.72 

21.27 

NA 

35.45 

56.72 

35.45 


56.72 

0.0 

Ell 

! 638.10 

63.8 

Si 



184.34 

70.90 

70.90 

113.44 

134.71 

85.08 

NA 

NA 

155.98 

NA 

NA 

NA 

63.81 

106.35 

49.63 

63.81 

49.63 

99.26 

21.27 

28.36 

42.54 

70.90 

28.36 

70.90 

35.45 

70.90 

NA 

NA 

99.26 

NA 

184.34 

205.61 

77.99 

00 

o 

LO 

00 

694.82 


35.45 

28.36 

28.36 

NA 

63.81 

113.44 



NA 


NA 




NA 

163.07 

NA 

NA 

NA 

56.72 

NA 

418.31 

77.99 

269.42 

NA 

NA 

21.27 

77.99 

NA 

NA 

NA 

99.26 


NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

! NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

j NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

| NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

| NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 









































































































































































































































































































































































































































































































1984 


1985 


1986 


1987 


Chloride, mg/I 


Location 


1988 


1989 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 



Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

GARDA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GHATA KHERI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GHATTA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GHENSUWAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GODIYA CHARAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GOOGOR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GOPALPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GORDHANPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GURADI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

HARIPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

HATWARI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

HIRAPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JALERA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JALWARA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JEPLA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JEPLA(II) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JHARANYAJAGEER 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KACHNARIYA KALAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KADAIYA CHHATRI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KADAIYA HAT 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KALMANDA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KALPAJAGEER 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KAPRI KHERA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KARWARI KALAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

Kashipura 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KAWALDA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KELWARA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KESHOPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KHAKRA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KHANDELA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KHARDA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KHATKA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KHATOLI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KHERALI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KHERLA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KHERLI BORDA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KISHANGANJ 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KISHANGANJ II 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

Kishanpura 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KOLOOKHERA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KOONDI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KOTRI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KOYLA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

LAKRAI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

LAMBA KHERA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

LAXMIPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

LUHAWAD 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MADNA KHERI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MAHRAWTA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

Mai Bamori 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MANDOLA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

Mangrol 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MATHNI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MAU (TONK) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MAWASA (II) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MERMACHAH 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MISAI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MIYADA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MOTIPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MOTIPURA (II) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NAHARGARH 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NARSINGHPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NIMODA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NIPANIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PACHAPRA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PALI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PARANYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PEEPALDA KALAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PEEPALDA KALAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PEEPALHERA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PEEPLADA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PEEPLADA (II) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PEETHPUR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PHOONSRA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


_1990_1991_1992_1993_1994_1995_1996_19 

Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre 

Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 

NA NA NA NA NA NA NA NA NA NA 000 425.40 350.96 428.95 NA 


























































































































































































































































































































































































































































































































97 


Chloride, mg/I 


2000 


2001 


2002 


Location 


1998 


1999 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 



Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

GARDA 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

389.95 

347.41 

354.50 

GHATA KHERI 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

35.45 

NA 

35.45 

GHATTA 


NA 

NA 

NA 

NA 

NA 

NA 

NA 


NA 

70.90 

GHENSUWAN 

HES 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


NA 

NA 

GODIYA CHARAN 

■EES 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


NA 

NA 

GOOGOR 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

35.45 

70.90 

70.90 

GOPALPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

545.93 

425.40 

560.11 

GORDHANPURA 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

42.54 

134.71 

NA 

GURADI 


NA 

NA 

NA 

NA 

NA 

NA 

NA 


49.63 

28.36 

HARIPURA 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

77.99 

HATWARI 


NA 

NA 

NA 

NA 

NA 

NA 

NA 

56.72 

NA 

NA 

HIRAPURA 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


NA 

21.27 

JALERA 


NA 

NA 

NA 

NA 

NA 

NA 

NA 

42.54 

70.90 

85.08 

JALWARA 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

63.81 

NA 

NA 

JEPLA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JEPLA(II) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

42.54 

NA 

NA 

JHARANYAJAGEER 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


56.72 

49.63 

KACHNARIYA KALAN 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

35.45 

63.81 


KADAIYA CHHATRI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


NA 


KADAIYA HAT 


NA 

NA 

NA 

NA 

NA 

NA 

NA 


NA 

21.27 

KALMANDA 

HKEH 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


70.90 

63.81 

KALPAJAGEER 

HEE 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

28.36 

-p* 

i-> 

00 

28.36 

KAPRI KHERA 

■EES 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

148.89 

NA 

99.26 

KARWARI KALAN 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


NA 

70.90 

Kashipura 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


170.16 

581.38 

KAWALDA 


NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

198.52 

KELWARA 

■ffi 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

99.26 

177.25 

262.33 

KESHOPURA 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1304.56 

KHAKRA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

35.45 

NA 

77.99 

KHANDELA 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

35.45 

42.54 

70.90 

KHARDA 


NA 

NA 

NA 

NA 

NA 

NA 

NA 


NA 

0.00 

KHATKA 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

269.42 

63.81 

319.05 

KHATOLI 


NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

340.32 

KHERALI 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

241.06 

28.36 

141.80 

KHERLA 


NA 

NA 

NA 

NA 

NA 

NA 

NA 

42.54 

NA 

35.45 

KHERLI BORDA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

730.27 

KISHANGANJ 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KISHANGANJ II 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

42.54 

NA 

NA 

Kishanpura 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

127.62 

283.60 

NA 

KOLOOKHERA 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

■■EE 

NA 

NA 

KOONDI 


NA 

NA 

NA 

NA 

NA 

NA 

NA 

wmm 

NA 

NA 

KOTRI 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

35.45 

70.90 

0.00 

KOYLA 


NA 

NA 

NA 

NA 

NA 

NA 

NA 


56.72 

70.90 

LAKRAI 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

120.53 

42.54 


LAMBA KHERA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

35.45 

NA 


LAXMIPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

35.45 

LUHAWAD 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

226.88 

MADNA KHERI 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

35.45 

NA 

56.72 

MAHRAWTA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

120.53 

NA 


Mai Bamori 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

404.13 

595.56 

1304.56 

MANDOLA 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

311.96 

92.17 

687.73 

Mangrol 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

113.44 

127.62 

85.08 

MATHNI 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

148.89 

297.78 

NA 

MAU (TONK) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

70.90 

NA 

NA 

MAWASA (II) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


NA 

NA 

MERMACHAH 


NA 

NA 

NA 

NA 

NA 

NA 

NA 

106.35 

219.79 

170.16 

MISAI 

mam 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

233.97 

NA 

99.26 

MIYADA 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

49.63 

28.36 

70.90 

MOTIPURA 


NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MOTIPURA (II) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

35.45 

NA 

NA 

NAHARGARH 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

191.43 

106.35 

198.52 

NARSINGHPURA 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

63.81 

NA 

NA 

NIMODA 


NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

99.26 

70.90 

NIPANIYA 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

141.80 

NA 

127.62 

PACHAPRA 


NA 

NA 

NA 

NA 

NA 

NA 

NA 

42.54 

NA 

NA 

PALI 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


NA 

56.72 

PARANYA 


NA 

NA 

NA 

NA 

NA 

NA 

NA 


56.72 

35.45 

PEEPALDA KALAN 


NA 

NA 

NA 

NA 

NA 

NA 

NA 

56.72 

NA 

92.17 

PEEPALDA KALAN 

■■EE 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

163.07 

PEEPALHERA 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

14.18 

49.63 

35.45 

PEEPLADA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PEEPLADA (II) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

49.63 

NA 

NA 

PEETHPUR 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

106.35 

141.80 

PHOONSRA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

35.45 

85.08 

446.67 


2003 


Pre Post 

Monsoon Monsoon 
333.23 411.22 


Chloride, mg/I 


Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

389.95 

524.66 

460.85 

562.95 

475.03 

496.30 

NA 

77.99 

NA 

531.75 

NA 

NA 

262.33 

283.60 


























































































































































































































































































































































































































































































































1984 


1985 


1986 


1987 


Chloride, mg/I 


Location 


1988 


1989 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 



Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

RADHAPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RAIN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RAJOPA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RAJ PUR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RAMGARH 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RAMPURIYA TODIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RAMPURYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RELAWAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

ROOPAREL 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SALPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SAMRANIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SAMRANIYA (II) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SANALI (BHOPALGANJ) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SHAHGARH 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SHEKHAPUR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SIRSOD KHURD 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SURAJPURA MALKARNI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

TALAB 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

TANCHA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

TISAYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

UCHAWAD 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

ULTHI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

UMARIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

UNEE 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

River Basin: Gambhir 

Sub Basin: Gambhir 

AMBARPUR Pz 

NA 

NA 

NA 

NA 

NA 

NA 

205.61 

192.14 

NA 

NA 

93.94 

101.39 

BADH 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BADRIKA PZ 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BAISORA 

NA 

NA 

NA 

NA 

NA 

NA 

150.31 

94.65 

208.09 

109.54 

44.31 

175.12 

BAJANA 

NA 

NA 

NA 

NA 

NA 

NA 

211.99 

225.46 

103.87 

121.24 

110.60 

134.71 

BANDH BARETA 

22.69 

34.74 

NA 

NA 


120.53 

30.49 

29.78 

34.74 

51.76 

NA 

64.52 

BANSI PAHARPUR 

102.81 


NA 

NA 


o 

CD 

d 

59.20 

23.75 

86.50 

56.72 

NA 

69.13 

BARAGAON 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1347.46 

NA 

BARAHMORI 

165.55 

168.03 

NA 

NA 

205.61 

184.34 

311.61 

298.49 

132.94 

132.58 

126.91 

129.04 

BARWAR 

NA 

NA 

NA 

NA 

NA 

NA 

132.94 

130.10 

126.91 

153.14 

425.76 

179.73 

BASAI NAWAB 

770.33 

640.23 

NA 

NA 

1106.04 

1113.13 

696.24 

623.21 

311.96 

323.30 

658.66 

506.94 

BASERI 

159.88 

168.03 

NA 

NA 

233.97 

184.34 

483.89 

450.92 

248.51 

254.18 

229.01 

221.21 

BAUKOLI 

NA 

NA 

NA 

NA 

NA 

NA 

231.13 

219.08 

202.07 

243.90 

NA 

288.21 

BAURELI 



NA 

NA 

77.99 

92.17 

119.47 

19.85 


69.48 

99.26 

87.56 

BAYANA 

91.46 


NA 

NA 


77.99 

47.50 

23.75 


40.41 

NA 

32.26 

BEEJALPUR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

36.51 

36.51 

BEERWAS 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

164.49 

NA 

BHADIYANA 

NA 

NA 

NA 

NA 

NA 

NA 

145.70 

125.85 

75.15 

98.91 

60.97 

73.74 

BHAGORA 

62.75 

125.85 

NA 

NA 

56.72 

198.52 

132.58 

410.87 

109.90 

34.74 

27.65 

46.09 

BHAGORI 

114.15 

168.03 

NA 

NA 

148.89 

134.71 

82.95 

76.93 

52.11 

40.41 

NA 

82.95 

BHARLI 

NA 

NA 

NA 

NA 

NA 

NA 

377.90 

125.85 

86.85 

75.15 

NA 

59.91 

BHAWANPURA 

NA 

NA 

NA 

NA 

NA 

NA 

543.09 

603.71 

548.77 

NA 

NA 

142.86 

BHEEMNAGAR 

102.81 

64.87 

NA 

NA 

113.44 

92.17 

76.93 

65.23 

63.46 

63.46 

NA 

69.13 

BHOPUR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BIDYARI 

NA 

NA 

NA 

NA 

NA 

NA 

2311.34 

2486.46 

1878.14 

2166.70 

NA 

2580.76 

BIRAMPURA 

2008.95 

NA 

NA 

NA 

3155.05 

2836.00 

684.54 

2368.06 

2455.98 

2311.34 

NA 

2788.14 

BONL 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

CHAHAL 

NA 

NA 

NA 

NA 

NA 

NA 

138.61 

NA 

150.31 

219.44 

NA 

391.72 

CHEKORA 

NA 

NA 

NA 

NA 

NA 

NA 

884.12 

888.02 

733.82 

51.05 

NA 

990.83 

DAHDRAIN 

342.45 

314.80 

NA 

NA 

389.95 

NA 

378.96 

355.21 

317.99 

317.63 

NA 

414.77 

DANALPUR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DANALPUR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DEDROLI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DEDROLI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DHAND 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DHANUPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

60.97 

NA 

DHINDORA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DHINDORA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DHOLAKUA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DHURAIRI 

68.42 

31.20 

NA 

NA 

49.63 

35.45 

29.78 

29.78 

29.07 

51.76 

NA 

133.65 

DONGARPUR 

211.28 

199.23 

NA 

NA 

248.15 

248.15 

510.48 

643.06 

410.16 

190.37 

287.50 

405.55 

EKORASHI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

EKORASHI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

EKTA 

NA 

NA 

NA 

NA 

NA 

NA 

311.61 

947.93 

23.04 

98.20 

110.60 

152.08 

GADOLI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

36.51 

NA 

GARHIKABAS 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

24.11 

NA 

GHATOLI 

114.15 

629.59 

NA 

NA 

779.90 

1020.96 

639.52 

817.12 

444.90 

680.64 

NA 

1152.13 

GOGERA 

NA 

NA 

NA 

NA 

NA 

NA 

23.04 

29.78 

23.04 

226.88 

NA 

46.09 



1990 | 

| 1991 | 

| 1992 | 

| 1993 | 

| 1994 | 

f 1995 “l 

| 1996 j 

19 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

0.00 

70.90 

85.08 

102.81 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

70.90 

70.90 

67.36 

70.90 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

35.45 

NA 

NA 

NA 

NA 

46.09 

NA 

NA 

31.91 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

177.25 

-p* 

[-> 

00 

17.73 

7.09 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

0.00 

70.90 

127.62 

106.35 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

42.54 

60.27 

46.09 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1648.43 

NA 

NA 

42.54 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

35.45 

28.36 

21.27 

21.27 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


NA 

24.82 

28.36 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

141.80 

148.89 

46.09 

116.99 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

0.00 

NA 

NA 

NA 

NA 

21.27 

NA 

NA 

28.36 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

113.44 

NA 

134.71 

56.72 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

141.80 

NA 

28.36 

163.07 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

35.45 

-p* 

i-> 

00 

21.27 


NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


14.18 

35.45 

63.81 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

14.18 

NA 

NA 

NA 

NA 

49.63 

NA 

NA 

127.62 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

28.36 

42.54 

31.91 

49.63 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

49.63 

NA 

46.09 

42.54 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


NA 



NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

120.53 

NA 

63.81 

141.80 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

21.27 

35.45 

49.63 

63.81 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

70.90 

77.99 

NA 

NA 


106.71 

159.88 

104.58 

117.69 

102.10 

113.44 

135.77 

141.80 

59.91 

113.44 

120.53 

35.45 

NA 

NA 

NA 

1735.28 

NA 

NA 

NA 

20.56 

61.33 

23.40 

25.52 

47.86 

NA 

42.54 

NA 

NA 

NA 

56.72 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

170.16 

174.06 

127.98 

NA 

29.42 

190.72 

154.92 

288.21 

NA 

47.50 

397.04 

233.97 

212.70 

NA 

NA 

255.24 

141.80 

138.96 

297.78 

169.45 

156.69 

361.59 

181.15 

177.25 

106.71 

120.53 

141.80 

127.62 

106.35 

141.80 

113.44 

45.02 

43.60 

NA 

66.29 

27.30 

58.85 

52.82 

NA 


35.45 

28.36 

49.63 

NA 

NA 

28.36 

41.83 

43.60 

51.76 

51.76 

342.80 

47.50 

NA 

NA 

tmm 

581.38 

319.05 

42.54 

NA 

92.17 

92.17 

NA 

NA 

NA 

110.60 

NA 

147.47 

280.76 

92.17 

47.86 

NA 

85.08 

NA 

99.26 

NA 

NA 

154.92 

13.83 

185.05 

147.47 

163.43 

503.39 

218.73 

28.36 

40.06 

163.07 

155.98 

219.79 

304.87 

205.61 

170.16 

163.43 

229.01 

199.23 

228.65 

387.82 

238.22 

NA 

NA 

878.10 

113.44 

141.80 

503.39 

NA 

460.85 

3048.70 

453.41 

409.80 

402.36 

33.32 

353.79 

372.58 

543.45 

467.94 

66.65 

311.96 

375.77 

333.23 

411.22 

205.61 

NA 

229.01 

368.33 

289.63 

298.49 

251.70 

343.16 

399.88 

NA 

206.67 

262.33 

340.32 

269.42 

326.14 

368.68 

2509.86 

239.64 

313.02 

NA 

405.55 

251.70 

347.06 

NA 

NA 

258.79 

1488.90 

276.51 

503.39 

NA 

524.66 

553.02 

336.78 

389.24 

386.41 

33.32 

47.50 

445.61 

445.25 

85.08 

140.03 

361.59 

70.90 

92.17 

106.35 

141.80 

NA 

64.52 

37.22 

80.47 

132.58 

88.63 

110.60 

165.91 

NA 

74.80 

92.17 

63.81 

70.90 

NA 

NA 

886.25 

NA 

NA 

NA 

29.42 

0.00 

29.42 

889.09 

63.81 

34.39 

NA 

49.63 

NA 

0.00 

0.00 

0.00 

194.98 

NA 

NA 

187.89 

NA 

74.80 

39.00 

361.59 

412.64 

NA 

248.15 

NA 

311.96 

NA 

NA 

64.52 

69.48 

72.32 

00 

i-> 

00 

156.69 

80.47 

120.53 

99.26 

73.38 

85.08 

77.99 

85.08 

92.17 

99.26 

400.59 

26.94 

62.39 

24.11 

14.89 

20.56 

21.98 

128.33 

56.72 

53.18 

28.36 

42.54 

35.45 

141.80 

113.44 

198.52 

103.51 

104.58 

NA 

125.49 

105.64 

287.50 

196.04 

NA 

163.43 

NA 

148.89 

347.41 

NA 

NA 

404.13 

NA 

69.48 

128.68 

58.85 

88.63 

87.56 

143.22 

49.63 

26.59 

77.99 

99.26 

85.08 

85.08 

77.99 

106.35 

NA 

141.45 

118.05 

118.05 

20.56 

136.13 

NA 

NA 

258.79 

21.27 

170.16 

262.33 

NA 

439.58 

354.50 

96.78 

67.36 

72.32 

81.18 

64.52 

95.72 

97.84 

NA 

74.80 

56.72 

63.81 

77.99 

NA 

NA 

77.99 

90.75 

NA 

NA 

1009.97 

NA 

103.16 

116.99 

106.35 

27.65 

NA 

92.17 

NA 

85.08 

0.00 

0.00 

2826.07 

2970.71 

3500.69 

2027.74 

71.61 

2123.46 

3367.75 

NA 

3675.46 

3438.65 

2190.81 

616.83 

NA 

NA 

1559.80 

2929.23 

2855.85 

3259.27 

58.85 

2756.59 

3023.18 

1848.01 

NA 

3164.98 

2942.35 

226.88 

2864.36 

NA 

NA 

3119.60 

NA 

NA 

NA 

95.72 

NA 

331.81 

85.79 

NA 

76.22 

NA 

127.62 

NA 

127.62 

0.00 

0.00 

232.20 

53.88 

209.16 

294.94 

20.56 

236.10 

131.87 

NA 

163.43 

177.25 

184.34 

113.44 

NA 

NA 

205.61 

847.61 

845.13 

892.28 

1002.88 

891.57 

803.30 

NA 

NA 

748.70 

NA 

616.83 

1651.97 

NA 

1304.56 

1240.75 

322.60 

319.76 

297.78 

368.68 

265.52 

302.39 

135.42 

NA 

285.73 

297.78 

163.07 

233.97 

NA 

NA 

304.87 

NA 

NA 

NA 

95.72 

NA 

NA 

54.59 

49.63 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

40.77 

NA 

NA 

63.81 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

105.64 

88.27 

326.14 

425.40 

NA 

581.38 

623.92 

NA 

411.22 

536.36 

NA 

NA 

73.74 

NA 

27.30 

54.59 

127.62 

47.86 

NA 

63.81 

NA 

63.81 

NA 

NA 

36.51 

NA 

NA 

NA 

61.33 

74.80 

NA 

35.45 

41.12 

NA 

106.35 

NA 

113.44 

0.00 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

######## 

340.32 

319.05 

319.05 

NA 

170.16 

375.77 

NA 

425.40 

58.14 

43.60 

40.41 

44.31 

156.69 

58.85 

24.11 

NA 

217.66 

198.52 

49.63 

212.70 

NA 

NA 

49.63 

580.67 

333.59 

547.35 

140.03 

129.39 

290.69 

120.53 

134.71 

26.59 

99.26 

85.08 

42.54 

70.90 

63.81 

113.44 

731.69 

NA 

NA 

250.63 

224.75 

61.33 

187.18 

205.61 

347.77 

NA 

248.15 

NA 

191.43 

0.00 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

109.54 

152.79 

24.11 

103.16 

115.57 

193.56 

218.73 

233.97 

NA 

163.07 

148.89 

304.87 

333.23 

375.77 

382.86 

505.87 

NA 

NA 

21.98 

NA 

74.80 

54.59 

85.08 

34.39 

NA 

92.17 

NA 

85.08 

0.00 

0.00 

60.97 

NA 

NA 

29.42 

NA 

NA 

NA 

NA 

13.83 

NA 

35.45 

NA 

77.99 

NA 

NA 

528.21 

983.38 

899.72 

1246.07 

939.43 

1184.39 

NA 

NA 

1109.59 

1347.10 

1084.77 

1644.88 

NA 

1332.92 

1283.29 

38.29 

37.22 

51.76 

169.45 

20.56 

60.27 

NA 

NA 

395.98 

NA 

148.89 

233.97 

NA 

99.26 

70.90 







































































































































































































































































































































































































































































































RAJ PUR _ 

RAMGARH 


RAMPURIYA TODIYA 
RAMPURYA 


RELAWAN _ 

ROOPAREL 


TISAYA 

UCHAWAD 


UNEE _ 

River Basin: Gambhir 


Sub Basin: Gambhir 

AMBARPUR Pz 


BAISORA 

BAJANA 


BARAGAON 

BARAHMORI 


BASERI 

BAUKOLI 


BAURELI 

BAYANA 


BEEJALPUR 

BEERWAS 


BHOPUR 

BIDYARI 


GARHIKABAS 

GHATOLI 


GOGERA 


Chloride, mg/I 


Chloride, mg/I 
2007 


Location 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

RADHAPURA 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

56.72 

35.45 

70.90 

NA 

70.90 

28.36 

21.27 

106.35 

77.99 

28.36 

28.36 

NA 

35.45 

NA 

63.81 

NA 

NA 

35.45 

21.27 


RAIN 

0. 

RAJOPA 

0. 



NA 

NA 

NA 

NA 


NA 

49.63 

i NA 

NA 


NA 

NA 

NA 

NA 



63.81 

NA 

63.81 

70.90 


! 28.36 

21.27 

NA 

NA 


NA 

NA 

NA 

NA 



SALPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

56.72 

NA 

NA 

NA 

241.06 

NA 

NA 

NA 

NA 

49.63 

49.63 

NA 

163.07 

NA 

106.35 

NA 

NA 

283.60 

NA 

SAMRANIYA 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

106.35 

NA 

NA 

NA 

28.36 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


SAMRANIYA (II) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

21.27 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SANALI (BHOPALGANJ) 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

28.36 

NA 

70.90 

60.27 

49.63 

35.45 

63.81 

63.81 

NA 

70.90 

35.45 

141.80 

63.81 

NA 

NA 

NA 

NA 

SHAHGARH 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

56.72 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SHEKHAPUR 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

113.44 

70.90 

141.80 

28.36 

35.45 

28.36 

177.25 

226.88 

155.98 

212.70 

170.16 

NA 

113.44 

NA 

163.07 

NA 

NA 

70.90 

77.99 


SIRSOD KHURD 

0. 

SURAJPURA MALKARNI 

0. 


35 

.45 

NA 

35 

.45 

42.54 


TALAB 


NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

56.72 

NA 

70.90 

92.17 

77.99 

56.72 

70.90 

42.54 

63.81 

56.72 

35.45 

70.90 

77.99 

NA 

NA 

56.72 

NA 

TANCHA 


NA 

NA 

NA 

NA 

NA 

NA 

NA 

28.36 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


ULTHI 

0. 

UMARIYA 

0. 


NA 

NA 

NA 

NA 



NA 

NA 

NA 

NA 


56.72 

42.54 

NA 

NA 


NA 

NA 

NA 

35.45 


NA 

NA 

NA 

NA 


BADH 

NA 

389.95 

801.17 

35.45 

588.47 

432.49 

NA 

28.36 

120.53 

21.27 

NA 

467.94 

879.16 

475.03 

141.80 

24.82 

21.27 

28.36 

NA 

42.54 

92.17 

85.08 

120.53 

NA 

28.36 

42.54 

609.74 

BADRIKA PZ 

| 106.35 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

70.90 

177.25 


BANDH BARETA 

42.54 

BANSI PAHARPUR 

99.26 




28.36 

36.16 

__1 

06.35 

70.90 


42.54 

na' 


21.27 

92.17' 


1020.96 

na' 


| 28.36 

42.54 

92.17 

77.99 



I 106.35 

70.90 

113.44 

141.80 


63.81 

42.5 

99.26 

113.4 


1418.00 

155.98 



35.45 

35.45 

538.84 

886.25 


BARWAR 

319.05 

283.60 

326.14 

NA 

326.14 

NA 

631.01 

248.15 

340.32 

205.61 

241.06 

219.79 

241.06 

219.79 

226.88 

212.70 

269.42 

226.88 

241.06 

241.06 

326.14 

326.14 

290.69 

NA 

NA 

1914.30 

319.05 

BASAI NAWAB 

375.77 

397.04 

524.66 

744.45 

354.50 

407.68 

418.31 

432.49 

99.26 

701.91 

418.31 

NA 

560.11 

NA 

NA 

141.80 

NA 

418.31 

411.22 

446.67 

460.85 

446.67 

354.50 

NA 

439.58 

205.61 

567.20 


BHADIYANA 

106.35 

BHAGORA 

5.32 



| 28.36 

NA 

NA 

NA 



NA 

NA 

NA 

NA 


NA 

NA 

NA 

NA 




85.08 

77.99 

__1 

77.25 

67.36 


_NA 

na" 


2290.07 
70.90 " 



NA 

304.87 

42.54 

35.45 


28.36 

35.45 

333.23 

283.60 


2.54 

28.36 

2.70 

42.54 


BHAGORI 

482.12 

333.23 

92.17 

354.50 

340.32 

NA 

141.80 

383.57 

276.51 

308.42 

191.43 

269.42 

325.43 

269.42 

283.60 

233.97 

333.23 

155.98 

287.15 

77.99 

177.25 

42.54 

333.23 

na| o.oo| 

85.08 

354.50 

BHARLI 

5.32 

92.17 

113.44 

70.90 

85.08 

35.45 

198.52 

35.45 

35.45 

202.07 

241.06 

NA 

248.15 

NA 

NA 

99.26 

NA 

70.90 

99.26 

106.35 

92.17 

NA 

NA 


106.35 

70.90 


BHAWANPURA 

361.59 

BHEEMNAGAR 

85.08 


NA 

2991.98" 


425.40 

99.26 


163.07 
1134.40" 


404.13 
1793.77 " 


326.14 
35.45 " 


NA 

1311.65" 


304.87 
106.35 " 


70.90 
1637.79 " 



184.34 

92.17" 


35.45 
2077.37 " 



3403.20 

155.98' 


77.99 
964.24' 


BIRAMPURA 

1403.82 

3147.96 

2587.85 

1857.58 

1141.49 

NA 

2942.35 

2275.89 

1382.55 

2602.03 

623.92 

2892.72 

1783.84 

2765.10 

2616.21 

2949.44 

900.43 

361.59 

3467.01 

1878.85 

836.62 

489.21 

482.12 

NA 

NA 

177.25 

2623.30 

BONL 

NA 

276.51 

35.45 

148.89 

NA 

NA 

NA 

92.17 

134.71 

NA 

1566.89 

49.63 

92.17 

446.67 

134.71 

311.96 

NA 

92.17 

92.17 

333.23 

42.54 

212.70 

63.81 

NA 

170.16 

120.53 

35.45 


CHAHAL 

297.78 

92.17 

290.69 

418.31 

475.03 

NA 

368.68 

319.05 

283.60 

262.33 

389.95 

177.25 

349.54 

177.25 

319.05 

184.34 

354.50 

553.02 

248.15 

141.80 

248.15 

730.27 

531.75 

NA 

0.00 

92.17 

127.62 

CHEKORA 

1276.20 

1098.95 

1396.73 

NA 

1510.17 

NA 

1510.17 

1155.67 

1148.58 

942.97 

801.17 

1098.95 

1145.04 

1120.22 

1155.67 

NA 

1184.03 

1035.14 

1070.59 

914.61 

1035.14 

1042.23 

1006.78 

NA 

NA 

999.69 

184.34 


DAHDRAIN 

i 354.50 

361.59 

616.83 

389.95 

326.14 

NA 

191.43 

460.85 

460.85 

354.50 

382.86 

397.04 

84.37 

155.98 

347.41 

311.96 

198.52 

163.07 

191.43 

77.99 

170.16 

347.41 

155.98 

NA 

0.00 

155.98 

163.07 

DANALPUR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

42.54 

NA 

NA 

233.97 

56.72 

70.90 

49.63 

70.90 

42.54 

85.08 

NA 

85.08 

63.81 

77.99 

35.45 

92.17 

NA 

191.43 

NA 

NA 


DANALPUR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

92.17 

DEDROLI 

77.99 

NA 

NA 

NA 

134.71 

NA 

NA 

28.36 

NA 

NA 

560.11 

106.35 

77.99 

92.17 

226.88 

283.60 

21.27 

NA 

155.98 

134.71 

106.35 

85.08 

92.17 

NA 

92.17 

NA 

NA 


DEDROLI 

NA 

DHAND 

NA 


NA 

1425.09 " 


NA 

1148.58" 


DHANUPURA 

21.27 


35.45 

35.45 

63.81 

NA 

NA 

NA 

63.81 

28.36 

NA 

28.36 

35.45 

77.99 

2.84 

77.99 


28.36 

28.36 

14 

.18 

28.36 

28.36 

106.35 


77.99 

35.45 


28.36 

28.36 

DHINDORA 

163.07 

_1 

77.25 

49.63 

NA 

212.70 

NA 

NA 

127.62 

148.89 

NA 

269.42 

56.72 

283.60 

163.07 

170.16 

_1 

48.89 

28.36 


NA 

21.27 

35.45 

70.90 

_1 

20.53 

63.81 


NA 

NA 


DHINDORA 

NA 

DHOLAKUA 

NA 


NA 

NA 

439.58 

453.76 


NA 

NA 

524.66 

560.11 


_NA 

1013.87" 


NA 

1382.55 " 


687.73 


35.45 

1276.20' 


762.18 


NA 

1439.27" 


42.54 


NA 

1630.70" 


56.72 


_NA 

1488.90 


63.81 


21.27 

63.81 

1538.53 

1885.94 


_NA 

1396.73 " 


70.90 


21.27 
1495.99 " 


49.63 


141.80 

1623.61" 


NA 


198.52 

1531.44" 


NA 


106.35 
1488.90 " 


NA 


70.90 

1538.53 


NA 


| 56.72 

70.90 

1765.41 

1701.60 


49.63 
1779.59 " 





42.54 
1453.45 " 


NA 


49.63 

1588.16" 


NA 


262.33 
1666.15 " 


NA 


14.18 

1559.80 


NA 



1467.63 

219.79 


DHURAIRI 

652.28 

49.63 

92.17 

63.81 

77.99 

NA 

106.35 

92.17 

92.17 

35.45 

49.63 

42.54 

84.37 

319.05 

127.62 

99.26 

269.42 

49.63 

269.42 

99.26 

340.32 

42.54 

163.07 

NA 

0.00 

99.26 

205.61 

DONGARPUR 

241.06 

127.62 

88.63 

70.90 

113.44 

99.26 

70.90 

148.89 

319.05 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


EKORASHI 

347.41 

92.17 

198.52 

NA 

375.77 

NA 

NA 

382.86 

389.95 

NA 

63.81 

21.27 

49.63 

709.00 

709.00 

191.43 

63.81 

NA 

361.59 

177.25 

319.05 

120.53 

63.81 

NA 

49.63 

NA 

NA 

EKORASHI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

92.17 


EKTA 

375.77 

326.14 

319.05 

354.50 

255.24 

248.15 

248.15 

354.50 

311.96 

404.13 

NA 

NA 

467.94 

NA 

NA 

460.85 

NA 

942.97 

340.32 

985.51 

560.11 

531.75 

251.70 

NA 

567.20 

602.65 

326.14 

GADOLI 

NA 

77.99 

70.90 

99.26 

NA 

NA 

NA 

NA 

276.51 

NA 

28.36 

35.45 

971.33 

35.45 

35.45 

63.81 

177.25 

42.54 

127.62 

56.72 

56.72 

106.35 

14.18 

NA 

56.72 

70.90 

42.54 


28.36 
1666.15 " 


NA 


127.62 

1680.33 


NA 











































































































































































































































































































































































































































































































1984 


1985 


1986 


1987 


Chloride, mg/I 


1988 


19 


Location 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 


Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

GURACHANDJI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

488.50 

NA 

NA 

GURLAPAHARI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

24.11 

HANOTA PZ 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1053.93 

514.38 

433.20 

459.08 

HARDAYALPUR 

22.69 

26.23 

NA 

NA 

35.45 

49.63 

59.56 

35.45 

23.04 

69.13 

27.65 

HATWARI 

NA 

NA 

NA 

NA 

NA 

NA 

106.00 

65.23 

57.78 

149.95 

49.63 

HINDON* 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

HINGOTWARI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JAGMADIYAPURA 

94.30 

94.30 

NA 

NA 

77.99 

99.26 

139.32 

82.95 

52.11 

92.17 

88.27 

JARGA 

291.05 

288.56 

NA 

NA 

389.95 

404.13 

729.21 

934.82 

421.86 

346.70 

398.10 

JATMANSI 

NA 

NA 

NA 

NA 

NA 

NA 

739.49 

662.92 

288.92 

431.07 

NA 

JATNAGLA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JATNAGLA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JHAREDA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KACHROLI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KACHROLI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KAILASHPURA 

NA 

NA 

NA 

NA 

NA 

NA 

132.58 

76.93 


o 

°o 

55.30 

KAITHRI 

57.08 

26.23 

NA 

NA 

42.54 

28.36 

53.18 

53.18 


34.39 

21.98 

KAKRAUA 

NA 

NA 

NA 

NA 

NA 

NA 

416.18 

509.06 

351.66 

436.74 

309.83 

KALSADA 

228.30 

188.95 

NA 

NA 

233.97 

283.60 

159.88 

248.51 

132.94 

138.61 

NA 

KARBAD* 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KARERI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KARILPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

252.05 

121.24 

115.57 

121.59 

KARSAI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

73.03 

KATKAR Pz. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KEMA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

202.07 

NA 

NA 

KEMLA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KERABHAOPUR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

79.05 

KHANSURAJPUR 

NA 

NA 

NA 

NA 

NA 

NA 

705.10 

775.65 

560.47 

663.62 

NA 

KHANDIP 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KHARERI 

79.76 

94.30 

NA 

NA 

106.35 

99.26 

124.08 

70.90 

57.78 

86.50 

NA 

KHARETA RAJ. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

255.95 

KHATNAWALI 

NA 

NA 

NA 

NA 

NA 

NA 

109.90 

94.65 

86.85 

103.87 

NA 

KHEDA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

530.33 

KHEDA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KHEDLA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KHEDLA PZ. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KHEEPKAPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KHEEPKAPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KHERA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KHERLI 

NA 

NA 

NA 

NA 

NA 

NA 

377.90 

153.85 

202.42 

184.70 

176.90 

KHERLI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

42.54 

KHERLI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KONDAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

24.11 

KOTPURA PZ 

NA 

NA 

NA 

NA 

NA 

NA 

361.24 

70.90 

167.68 

190.01 

160.23 

KOTRA 

34.39 

26.23 

NA 

NA 

42.54 

49.63 

79.41 

79.41 

40.41 

34.39 

32.97 

KUSAIN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KYARDA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

12.05 

KYARDA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

LALSAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

41.48 

NA 

NA 

LANGRA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

LUHARI 

222.63 

267.65 

NA 

NA 

226.88 

411.22 

431.07 

302.03 

243.90 

346.70 

353.79 

MADPUR 

22.69 

15.60 

NA 

NA 

28.36 

28.36 

29.78 

29.78 

17.37 

17.02 

NA 

MAHALPUR KANCHI 

508.00 

577.13 

NA 

NA 

652.28 

765.72 

580.32 

662.92 

404.49 

380.02 

NA 

MAHESWA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MALONI PAWAR 

NA 

NA 

NA 

NA 

NA 

NA 

318.34 

656.18 

317.99 

213.76 

237.52 

MANDHAULI 

NA 

NA 

NA 

NA 

NA 

NA 

866.75 

793.37 

710.42 

674.97 

NA 

MANGROL 

262.69 

288.56 

NA 

NA 

411.22 

404.13 

802.23 

378.96 

306.29 

352.37 

55.30 

MANIA 

97.13 

36.87 

NA 

NA 

35.45 

35.45 

139.32 

73.03 

NA 

NA 

132.58 

MARAINA PZ. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MERTHA 

1358.44 

1259.18 

NA 

NA 

1602.34 

1531.44 

1326.19 

1166.31 

970.62 

924.54 

NA 

MILAKPUR PZ 

NA 

NA 

NA 

NA 

NA 

NA 

254.18 

254.53 

121.24 

381.09 

807.55 

MILSAWAN 

NA 

NA 

NA 

NA 

NA 

NA 

537.42 

574.29 

433.20 

39.70 

NA 

MOHANPUR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

24.11 

MOHANPUR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MOHMADPUR 

79.76 

141.80 

NA 

NA 

226.88 

311.96 

260.56 

242.83 

283.25 

265.52 

785.22 

MOHMADPUR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

30.49 

MOROLI DANG 

NA 

NA 

NA 

NA 

NA 

NA 

127.27 

53.18 

34.39 

62.39 

NA 

MOTHIYAPUR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MOTHIYAPUR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MUNDIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

60.97 

NADAUTI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NADOTI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

433.20 

NA 

NA 

NAGAR 

NA 

NA 

NA 

NA 

NA 

NA 

59.56 

47.50 

23.04 

40.41 

32.97 

NAGLAHOTA 

NA 

NA 

NA 

NA 

NA 

NA 

167.68 

70.90 

75.15 

51.76 

NA 










1 

1 







CD 

OO 

1990 | 

| 1991 | 

1 1992 | 

| 1993 | 

| 1994 | 

| 1995 | 

| 1996 | 

19 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 


Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 

NA 225.46 NA NA 471.84 NA 545.58 421.15 425.40 347.41 NA 397.04 NA 623.92 NA NA 







































































































































































































































































































































































































































































































































HARDAYALPUR 

HATWARI 


KAKRAUA 

KALSADA 


KARBAD* 

KARERI 


KHEDA _ 

KHEDLA 


KHEDLA PZ. 
KHEEPKAPURA 


KHEEPKAPURA 

KHERA 


KHERLI 

KONDAR 


KUSAIN 

KYARDA 


KYARDA 

LALSAR 


MADPUR _ 

MAHALPUR KANCHI 


MAHESWA _ 

MALONI PAWAR 


MANIA 
MARAINA PZ. 


MILSAWAN 

MOHANPUR 


MOHANPUR 

MOHMADPUR 


Chloride, mg/I 


Chloride, mg/I 
2007 


Location 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

GURACHANDJI 

581.38 

560.11 

354.50 

255.24 

NA 

NA 

NA 

NA 

NA 

NA 

283.60 

141.80 

1184.03 

35.45 

297.78 

70.90 

319.05 

99.26 

283.60 

290.69 

49.63 

77.99 

99.26 

NA 

NA 

56.72 

99.26 


GURLAPAHARI 

63.81 

63.81 

35.45 

42.54 

NA 

NA 

NA 

99.26 

28.36 

NA 

56.72 

191.43 

77.99 

63.81 

35.45 

49.63 

28.36 

49.63 

35.45 

63.81 

70.90 

106.35 

28.36 

NA 

77.99 

191.43 

42.54 

HANOTA PZ 

404.13 

304.87 

347.41 

NA 

NA 

NA 

NA 

NA 

NA 

205.61 

290.69 

NA 

233.97 

NA 

NA 

212.70 

NA 

99.26 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


HINDON* 

88.63 

HINGOTWARI 

NA 



90 

70.9 

53 

63.8 


595.56 

269.42 

! 319.05 

248.15 



63.81 

1106.04" 


411.22 

77.99 

262.33 

35.45 


NA 

na" 


1134.40 

49.63 


_NA 

1219.48" 


34.40 

74 

35.45 

92 



_NA 

1347.10 " 


553.02 
333.23 " 



NA 

NA 

63.81 

2013.56 


JAGMADIYAPURA 

283.60 

616.83 

73.74 

127.62 

219.79 

134.71 

99.26 

141.80 

155.98 

134.71 

99.26 

NA 

92.17 

NA 

NA 

141.80 

NA 

77.99 

106.35 

42.54 

NA 

106.35 

163.07 

NA 

99.26 

35.45 

35.45 

JARGA 

255.24 

269.42 

276.51 

233.97 

163.07 

170.16 

205.61 

219.79 

241.06 

212.70 

283.60 

NA 

248.15 

NA 

NA 

290.69 

NA 

340.32 

NA 

319.05 

NA 

333.23 

166.62 

NA 

290.69 

NA 

290.69 


JATMANSI 

56.72 

NA 

141.80 

NA 

155.98 

NA 

28.36 

404.13 

1169.85 

659.37 

659.37 

567.20 

631.01 

411.22 

751.54 

872.07 

623.92 

319.05 

687.73 

545.93 

645.19 

49.63 

758.63 

NA 

NA 

77.99 

163.07 

JATNAGLA 

216.25 

70.90 

659.37 

375.77 

106.35 

NA 

NA 

319.05 

907.52 

NA 

106.35 

113.44 

602.65 

857.89 

744.45 

850.80 

21.27 

NA 

28.36 

1035.14 

439.58 

290.69 

113.44 

NA 

411.22 

NA 

NA 


JATNAGLA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1418.00 

JHAREDA 

106.35 

NA 

NA 

NA 

NA 

NA 

NA 

397.04 

NA 

NA 

49.63 

28.36 

77.99 

772.81 

850.80 

141.80 

439.58 

NA 

56.72 

NA 

92.17 

134.71 

326.14 

NA 

106.35 

NA 

NA 


KACHROLI 

652.28 

645.19 

212.70 

794.08 

815.35 

NA 

NA 

694.82 

666.46 

NA 

595.56 

397.04 

404.13 

397.04 

453.76 

361.59 

436.04 

NA 

950.06 

432.49 

255.24 

425.40 

375.77 

NA 

304.87 

NA 

NA 

KACHROLI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

326.14 

319.05 


KAILASHPURA 

496.30 

92.17 

127.62 

77.99 

85.08 

70.90 

92.17 

77.99 

63.81 

63.81 

49.63 

NA 

106.35 

NA 

NA 

NA 

NA 

701.91 

70.90 

NA 

709.00 

382.86 

1028.05 

NA 

1453.45 

NA 

815.35 

KAITHRI 

35.45 

63.81 

49.63 

56.72 

63.81 

49.63 

42.54 

28.36 

21.27 

63.81 

35.45 

NA 

49.63 

NA 

NA 

49.63 

NA 

42.54 

127.62 

35.45 

141.80 

42.54 

35.45 

NA 

70.90 

56.72 

77.99 


496.30 

141.80 

[ 659.37 

524.66 



141.80 

311.96 


595.56 

1573.98 



382.86 

106.35 

134.71 

687.73 


_NA 

0.00 


198.52 

1226.57 



KARILPURA 

127.62 

134.71 

134.71 

141.80 

170.16 

113.44 

106.35 

205.61 

170.16 

138.26 

NA 

NA 

NA 

NA 

NA 

99.26 

NA 

NA 

340.32 

120.53 

141.80 

134.71 

205.61 

NA 

155.98 

113.44 

134.71 

KARSAI 

322.60 

340.32 

233.97 

290.69 

NA 

NA 

NA 

226.88 

28.36 

NA 

155.98 

77.99 

184.34 

141.80 

70.90 

85.08 

28.36 

198.52 

163.07 

155.98 

92.17 

170.16 

418.31 

NA 

248.15 

35.45 

21.27 


KATKAR Pz. 

i 77.99 

191.43 

NA 

NA 

70.90 

NA 

NA 

56.72 

545.93 

NA 

106.35 

28.36 

70.90 

70.90 

290.69 

42.54 

170.16 

NA 

35.45 

56.72 

56.72 

70.90 

56.72 

NA 

92.17 

NA 

NA 

KEMA 

485.67 

850.80 

226.88 

723.18 

NA 

NA 

NA 

191.43 

233.97 

NA 

191.43 

35.45 

77.99 

127.62 

219.79 

198.52 

42.54 

212.70 

205.61 

411.22 

205.61 

233.97 

134.71 

NA 

326.14 

163.07 

1573.98 


KEMLA 

726.73 

602.65 

425.40 

NA 

NA 

NA 

NA 

496.30 

723.18 

NA 

489.21 

35.45 

70.90 

567.20 

425.40 

638.10 

1772.50 

638.10 

77.99 

397.04 

439.58 

233.97 

439.58 

NA| 92.17 

63.81 

404.13 

KERABHAOPUR 

120.53 

49.63 

99.26 

35.45 

NA 

NA 

NA 

28.36 

28.36 

NA 

28.36 

35.45 

NA 

28.36 

28.36 

28.36 

120.53 

35.45 

42.54 

63.81 

56.72 

127.62 

319.05 


333.23 

NA 


KHANSURAJPUR 

1148.58 

1056.41 

70.90 

NA 

1070.59 

NA 

1113.13 

964.24 

1006.78 

964.24 

864.98 

1042.23 

1127.31 

1070.59 

1070.59 

1113.13 

1049.32 

900.43 

1035.14 

1134.40 

907.52 

1028.05 

829.53 

NA 

NA 

985.51 

1013.87 

KHANDIP 

113.44 

92.17 

106.35 

120.53 

92.17 

42.54 

NA 

28.36 

63.81 

212.70 

NA 

779.90 

187.89 

35.45 

432.49 

340.32 

49.63 

70.90 

NA 

226.88 

482.12 

28.36 

42.54 

NA 

99.26 

85.08 

49.63 


KHARERI 

141.80 

113.44 

127.62 

113.44 

120.53 

NA 

99.26 

127.62 

141.80 


191.43 

96.42 

63.81 

113.44 

56.72 

191.43 

184.34 

120.53 

106.35 

NA 

92.17 

63.81 

NA 

NA 

63.81 

42.54 

KHARETA RAJ. 

177.25 

35.45 

35.45 

63.81 

28.36 

NA 

NA 

382.86 

255.24 


21.27 

609.74 

141.80 

241.06 

28.36 

1467.63 

NA 

1233.66 

49.63 

70.90 

56.72 

155.98 

NA 

99.26 

NA 

NA 


KHATNAWALI 

241.06 

297.78 

311.96 

177.25 

219.79 

NA 

170.16 

163.07 

155.98 

141.80 

127.62 

NA 

132.58 

NA 

NA 

191.43 

42.54 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KHEDA 

251.70 

730.27 

333.23 

368.68 

340.32 

NA 

NA 

297.78 

283.60 

NA 

255.24 

49.63 

276.51 

595.56 

283.60 

687.73 

567.20 

517.57 

63.81 

NA 

148.89 

602.65 

63.81 

NA 

77.99 

NA 

NA 



NA 

NA 

42.54 

56.72 



NA 

NA 

NA 

56.72 


_NA 

1673.24" 


_NA 

92.17" 


_NA 

na" 


_NA 

1558.38 


_NA 

219.79 


_NA 

NA 



NA 

NA 

NA 

NA 


KHERLI 

262.33 

1098.95 

163.07 

155.98 

198.52 

NA 

NA 

77.99 

70.9 

El 

70.90 

NA 

NA 

NA 

NA 

NA 

85.08 

NA 

155.98 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KHERLI 

42.54 

49.63 

319.05 

942.97 

1205.30 

NA 

NA 

730.27 

42.5 

1 

NA 

35.45 

77.99 

496.30 

701.91 

425.40 

155.98 

99.26 

NA 

290.69 

687.73 

510.48 

248.15 

85.08 

NA 

85.08 

NA 

NA 


KOTPURA PZ 

978.42 

NA 

864.98 

1269.11 

1212.39 

1176.94 

1098.95 

907.52 

772.81 

361.59 

184.34 

NA 

NA 

NA 

NA 

864.98 

NA 

2864.36 

NA 

1035.14 

914.61 

1701.60 

1602.34 

NA 

1325.83 

2623.30 

1169.85 

KOTRA 

120.53 

56.72 

49.63 

70.90 

56.72 

56.72 

70.90 

56.72 

77.99 

106.35 

70.90 

NA 

63.81 

NA 

NA 

120.53 

NA 

56.72 

120.53 

56.72 

127.62 

56.72 

49.63 

NA 

106.35 

56.72 

63.81 


NA 

NA 

56.72 

NA 


446.67 
1070.59 " 


_NA 

241.06 " 



1708.69 

21.27 


_NA 

574.29 


NA 

NA 

85.08 

1361.28 


.32 

49.63 

.71 

99.26 


LANGRA 

35.45 

333.23 

113.44 

205.61 

NA 

NA 

NA 

134.71 

99.26 

NA 

155.98 

163.07 

191.43 

63.81 

63.81 

56.72 

14.18 

42.54 

85.08 

120.53 

28.36 

42.54 

35.45 

NA 

85.08 

28.36 

56.72 

LUHARI 

588.47 

NA 

319.05 

709.00 

NA 

1176.94 

1191.12 

1106.04 

1368.37 

595.56 

638.10 

NA 

673.55 

NA 

NA 

935.88 

NA 

404.13 

1418.00 

276.51 

496.30 

389.95 

418.31 

NA 

432.49 

503.39 

595.56 


21.27 
1098.95 ' 


361.59 
134.71' 


42.54 
1843.40" 


432.49 

198.52" 


28.36 

1113.13 


_NA 

92.17 



21.27 

28.36 

836.62 

843.71 



35.45 

758.63 


1488.90 

NA 



42.54 

35.45 

602.65 

616.83 



MANDHAULI 

163.07 

843.71 

709.00 

NA 

928.79 

NA 

999.69 

921.70 

737.36 

709.00 

1779.59 

1162.76 

283.60 

623.92 

304.87 

744.45 

184.34 

609.74 

687.73 

609.74 

680.64 

609.74 

829.53 

NA 

NA 

779.90 

673.55 

MANGROL 

354.50 

297.78 

432.49 

184.34 

198.52 

304.87 

113.44 

297.78 

453.76 

382.86 

262.69 

NA 

85.08 

NA 

NA 

772.81 

NA 

765.72 

198.52 

772.81 

NA 

964.24 

NA 

NA 

907.52 

467.94 

446.67 


MERTHA 

2127.00 

1283.29 

992.60 

NA 

2233.35 

NA 

2141.18 

35.45 

411.22 

1325.83 

148.89 

985.51 

1453.45 

1595.25 

1495.99 

177.25 

1786.68 

2977.80 

375.77 

99.26 

453.76 

1694.51 

106.35 

NA 

NA 

106.35 

184.34 

MILAKPUR PZ 

510.48 

475.03 

510.48 

347.41 

375.77 

NA 

262.33 

NA 

333.23 

NA 

NA 

NA 

36.16 

35.45 

49.63 

35.45 

815.35 

21.27 

63.81 

42.54 

141.80 

113.44 

35.45 

NA 

NA 

113.44 

99.26 


1098.95 

141.80 


177.25 

276.51 



60.27 

35 

19.79 

35 


NA 

28.36 

311.96 

432.49 



28.36 

21.27 

460.85 

425.40 


42.54 

49.63 

425.40 

283.60 


MOHMADPUR 

NA 

141.80 

77.99 

85.08 

NA 

NA 

NA 

63.81 

439.58 

NA 

241.06 

141.80 

1205.30 

113.44 

304.87 

35.45 

170.16 

283.60 

127.62 

354 

.50 

21.27 

347.41 

155.98 

NA 

219.79 

85.08 

NA 

MOROLI DANG 

141.80 

155.98 

389.95 

NA 

163.07 

NA 

191.43 

141.80 

155.98 

127.62 

283.60 

155.98 

63.81 

92.17 

92.17 

99.26 

70.90 

85.08 

92.17 

70 

.90 

70.90 

70.90 

113.44 

NA 

NA 

35.45 

77.99 


MOTHIYAPUR 

106.35 

120.53 

418.31 

28.36 

NA 

NA 

NA 

77.99 

70.90 

NA 

49.63 

106.35 

248.15 

92.17 

148.89 

850.80 

120.53 

NA 

85.08 

716.09 

42.54 

92.17 

99.26 

NA 

120.53 

NA 

NA 

MOTHIYAPUR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

70.90 

411.22 


MUNDIYA 

NA 

1382.55 

1191.12 

1786.68 

NA 

NA 

NA 

92.17 

127.62 

NA 

2474.41 

35.45 

92.17 

992.60 

141.80 

1106.04 

21.27 

2162.45 

602.65 

531.75 

510.48 

255.24 

21.27 

NA 

1304.56 

219.79 

35.45 

NADAUTI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

262.33 

425.40 


NADOTI 

397.04 

389.95 

297.78 

375.77 

NA 

NA 

NA 

99.26 

304.87 

NA 

467.94 

127.62 

616.83 

127.62 

411.22 

276.51 

737.36 

297.78 

425.40 

382.86 

446.67 

77.99 

1425.09 

NA| 56.72 

NA 

NA 

NAGAR 

283.60 

148.89 

42.54 

141.80 

56.72 

49.63 

56.72 

63.81 

70.90 

56.72 

63.81 

NA 

49.63 

NA 

NA 

42.54 

NA 

56.72 

70.90 

42.54 

NA 

56.72 

42.54 


1524.35 

99.26 
















































































































































































































































































































































































































































































































































1984 


1985 


1986 


1987 


Chloride, mg/I 


Location 


1988 


1989 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 



Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

NAGLATULSI 

136.84 

141.80 

NA 

NA 

180.09 

248.15 

161.65 

142.16 

115.57 

158.82 

NA 

156.69 

NAHARA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NANDOLI PZ. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NIBHERA 

97.13 

84.02 

NA 

NA 

113.44 

170.16 

94.65 

82.95 

80.83 

85.08 

NA 

110.60 

NITHAR 

NA 

NA 

NA 

NA 

NA 

NA 

242.48 

142.16 

NA 

243.90 

NA 

345.64 

PADAMPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

67.00 

182.92 

PAL 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PICHUNA 

NA 

NA 

NA 

NA 

NA 

NA 

121.24 

118.40 

98.20 

102.10 

NA 

64.52 

PILAUDA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PIPRAUNWA 

NA 

NA 

NA 

NA 

NA 

NA 

179.02 

218.73 

98.20 

57.78 

60.62 

64.52 

PURBAI KHERA 

NA 

NA 

NA 

NA 

NA 

NA 

98.20 

88.98 

75.15 

121.24 

NA 

129.04 

RAJAKHERA 

85.79 

52.47 

NA 

NA 

106.35 

99.26 

NA 

NA 

NA 

NA 

121.59 

152.08 

RANCHHORPURA 

17.02 

15.60 

NA 

NA 

24.82 

21.27 

NA 

65.23 

NA 

NA 

32.97 

46.09 

RANDOLI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

69.48 

74.80 

66.29 

NA 

RANOLI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

176.54 

48.57 

ROOPWAS 

443.83 

388.18 

NA 

NA 

992.60 

999.69 

728.14 

722.12 

889.80 

606.90 

2178.76 

645.19 

RUDAWAL 

125.49 

110.25 

NA 

NA 

170.16 

219.79 

171.58 

148.18 

144.28 

175.83 

NA 

483.89 

SAIMARKAPUR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

54.59 

36.51 

SALABAD 

102.81 

45.73 

NA 

NA 

163.07 

198.52 

159.88 

136.13 

115.57 

115.57 

NA 

184.34 

SALEEMPUR 

681.35 

582.44 

NA 

NA 

808.26 

850.80 

167.68 

651.22 

623.92 

686.31 

912.48 

875.62 

SALEEMPUR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SAMOGAR 

428.24 

388.18 

NA 

NA 

503.39 

531.75 

402.71 

384.99 

346.70 

300.26 

NA 

299.55 

SAM RAYA 

68.42 

78.70 

NA 

NA 

134.71 

99.26 

80.83 

82.95 

51.76 

59.20 

NA 

62.04 

SARKAULI 

40.06 

36.87 

NA 

NA 

35.45 

35.45 

NA 

29.78 

NA 

34.39 

NA 

NA 

SASERI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

188.95 

NA 

SAWALIAPURA 

114.15 

104.93 

NA 

NA 

148.89 

148.89 

238.58 

124.43 

115.57 

126.91 

82.95 

101.39 

SEWA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SHERPUR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

54.59 

60.97 

SHERPUR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SIKANDERPUR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

109.54 

NA 

SIKANDRA 

NA 

NA 

NA 

NA 

NA 

NA 

11.70 

23.75 

11.70 

28.72 

NA 

18.43 

SINGAWALI PZ 

45.73 

31.20 

NA 

NA 

42.54 

35.45 

1365.53 

35.45 

30.13 

34.39 

27.65 

36.87 

SINGAWALIKALAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

657.24 

635.62 

635.62 

570.39 

806.49 

SRIMAHAVIRJI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

243.90 

NA 

SRIMAHAVIRJI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SUAKABAG 

1073.07 

1059.96 

NA 

NA 

1098.95 

1276.20 

2081.62 

1915.72 

959.99 

944.39 

956.44 

1267.34 

SULTAN KA NAGLA 

34.39 

36.87 

NA 

NA 

35.45 

28.36 

35.45 

23.75 

23.04 

28.72 

NA 

27.65 

SUPA 

34.39 

31.55 

NA 

NA 

42.54 

35.45 

29.78 

23.75 

16.66 

28.72 

1194.31 

23.04 

SUROTH 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

469.36 

NA 

SUROTH 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

TALCHIRI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

TALEEMPUR 

NA 

NA 

NA 

NA 

NA 

NA 

208.09 

219.08 

242.48 

271.55 

NA 

391.72 

TAN DA PZ 

28.36 

20.92 

NA 

NA 

21.27 

21.27 

26.59 

33.32 

17.37 

23.04 

16.31 

18.43 

TARBEEJPUR 

34.39 

26.23 

NA 

NA 

42.54 

42.54 

35.45 

35.45 

75.15 

57.78 

NA 

46.09 

TARSUMAN 

102.81 

104.93 

NA 

NA 

134.71 

NA 

106.71 

112.38 

98.20 

92.17 

NA 

110.60 

TATWAI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

670.71 

36.51 

TEJNAGAR 

NA 

NA 

NA 

NA 

NA 

NA 

300.62 

319.76 

242.48 

266.58 

NA 

276.51 

THANADANG 

34.39 

36.87 

NA 

NA 

63.81 

56.72 

35.45 

35.45 

40.41 

34.39 

NA 

50.69 

TIMAWA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

48.57 

NA 

TYOHARI 

NA 

NA 

NA 

NA 

NA 

NA 

400.94 

171.58 

277.22 

198.52 

NA 

322.60 

VALLABHGARH 

40.06 

36.87 

NA 

NA 

35.45 

63.81 

70.19 

41.48 

28.72 

39.70 

NA 

41.48 

WAJIRPUR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

River Basin: Ghaggar 

Sub Basin: Ghaggar 

46GB 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

329.69 

580.67 

551.25 

NA 

NA 

65GB 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

467.94 

465.81 

571.45 

NA 

NA 

75GB 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

74.45 

96.42 

68.06 

NA 

NA 

AHAMADPURA 

NA 

NA 

NA 

NA 

NA 

NA 

205.61 

NA 

1914.30 

NA 

NA 

NA 

ANUPGARH 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

230.43 

229.72 

238.22 

NA 

NA 

BANDA 

NA 

NA 

NA 

NA 

NA 

85.08 

NA 

2417.69 

3254.31 

3539.33 

NA 

NA 

BASEER 

NA 

NA 

NA 

NA 

333.59 

NA 

354.50 

436.04 

762.18 

762.18 

NA 

NA 

BHAGWANGARH 

NA 

NA 

NA 

NA 

1973.86 

99.26 

581.38 

101.74 

48.21 

NA 

NA 

NA 

BIRMANA 

NA 

NA 

NA 

NA 

2960.78 

NA 

3406.39 

NA 

3254.31 

NA 

NA 

NA 

BLOOCHIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1439.27 

1544.20 

1715.07 

NA 

NA 

BUGIA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

811.81 

893.34 

2382.24 

NA 

NA 

DABLA 

NA 

NA 

NA 

NA 

251.70 

NA 

340.32 

595.92 

1506.63 

81.54 

NA 

NA 

DHABAN JALAR 

NA 

NA 

NA 

NA 

NA 

NA 

857.89 

NA 

969.91 

NA 

NA 

NA 

DULMANA 

NA 

NA 

NA 

NA 

NA 

NA 

375.77 

NA 

NA 

1089.02 

NA 

NA 

HANUMANGARH J. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

HANUMANGARH T. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

HARDSWALI 

NA 

NA 

NA 

NA 

850.80 

NA 

747.64 

5122.53 

687.02 

NA 

NA 

NA 

JAITSAR 

NA 

NA 

NA 

NA 

258.79 

NA 

233.97 

262.33 

287.15 

435.33 

NA 

NA 

JANKIDASWALI 

NA 

NA 

NA 

NA 

333.59 

NA 

347.41 

NA 

74.80 

NA 

NA 

NA 

JHAMBAR 

NA 

NA 

538.84 

NA 

585.63 

1524.35 

NA 

NA 

NA 

NA 

NA 

NA 


_1990_1991_1992_1993_1994_1995_1996_19 

Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre 

Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 

138.96 141.45 147.47 154.92 108.83 136.13 NA NA 47.50 113.44 113.44 113.44 NA 113.44 141.80 














































































































































































































































































































































































































































































































RAJAKHERA 

RANCHHORPURA 


SALEEMPUR 

SALEEMPUR 


SAMOGAR 
SAM RAYA 


SARKAULI 

SASERI 


SHERPUR 

SHERPUR 


SUROTH 

TALCHIRI 


TARBEEJPUR 

TARSUMAN 


THANADANG _ 

TIMAWA 


TYOHARI _ 

VALLABHGARH 


WAJIRPUR _ 

River Basin: Ghaggar 


Sub Basin: Ghaggar 

46GB 


AHAMADPURA 

ANUPGARH 


BHAGWANGARH 

BIRMANA 


DABLA _ 

DHABAN JALAR 


HANUMANGARH T. 
HARDSWALI 


Chloride, mg/I 


Chloride, mg/I 
2007 


Location 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

NAGLATULSI 

127.62 

141.80 

35.45 

NA 

134.71 

NA 

106.35 

85.08 

99.26 

NA 

NA 

NA 

77.99 

NA 

77.99 

85.08 

99.26 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

248.15 


NAHARA 

NA 

425.40 

248.15 

56.72 

NA 

262.33 

63.81 

28.36 

545.93 

382.86 

205.61 

340.32 

47.15 

163.07 

340.32 

517.57 

138.26 

177.25 

56.72 

56.72 

56.72 

219.79 

120.53 

NA 

836.62 

212.70 

482.12 

NANDOLI PZ. 

106.35 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

163.07 

NA 

28.36 

NA 

354.50 

35.45 

NA 

NA 

NA 

NA 


NIBHERA 

163.07 

205.61 

205.61 

NA 

191.43 

NA 

198.52 

198.52 

212.70 

184.34 

475.03 

262.33 

177.25 

297.78 

212.70 

290.69 

283.60 

397.04 

418.31 

354.50 

340.32 

453.76 

283.60 

NA 

NA 

921.70 

1191.12 

NITHAR 

319.05 

198.52 

170.16 

NA 

297.78 

NA 

375.77 

198.52 

304.87 

308.42 

283.60 

283.60 

283.60 

269.42 

106.35 

354.50 

333.23 

340.32 

347.41 

333.23 

389.95 

354.50 

85.08 

NA 

0.00 

319.05 

411.22 


PADAMPURA 

NA 

85.08 

184.34 

106.35 

NA 

NA 

NA 

248.15 

NA 

NA 

248.15 

42.54 

985.51 

361.59 

1701.60 

70.90 

21.27 

177.25 

141.80 

205.61 

411.22 

49.63 

113.44 

NA 

1226.57 

1 

63.07 

21.27 

PAL 

141.80 

49.63 

276.51 

113.44 

NA 

NA 

NA 

35.45 

49.63 

NA 

283.60 

106.35 

283.60 

70.90 

127.62 

42.54 

397.04 

850.80 

113.44 

28.36 

77.99 

77.99 

1368.37 

NA 

77.99 

_1 

34.71 

28.36 


PICHUNA 

241.06 

113.44 

354.50 

NA 

567.20 

NA 

517.57 

524.66 

595.56 

482.12 

NA 

496.30 

638.10 

758.63 

765.72 

524.66 

524.66 

673.55 

744.45 

623.92 

588.47 

694.82 

758.63 

NA 

NA 

765.72 

815.35 

PILAUDA 

971.33 

85.08 

212.70 

70.90 

92.17 

687.73 

NA 

269.42 

85.08 

56.72 

NA 

1488.90 

2269.51 

49.63 

141.80 

276.51 

35.45 

NA 

NA 

155.98 

347.41 

63.81 

NA 

NA 

70.90 

1347.10 

581.38 


PIPRAUNWA 

NA 

35.45 

42.54 

53.18 

49.63 

28.36 

212.70 

163.07 

198.52 

163.07 

177.25 

NA 

191.43 

NA 

NA 

460.85 

NA 

446.67 

389.95 

730.27 

1538.53 

5 

67.20 

77.99 

NA 

460.85 

503.39 

1446.36 

PURBAI KHERA 

99.26 

85.08 

127.62 

297.78 

779.90 

NA 

241.06 

148.89 

212.70 

134.71 

177.25 

70.90 

168.74 

85.08 

148.89 

113.44 

163.07 

1942.66 

77.99 

63.81 

77.99 

ITS] 

84.77 

42.54 

NA 

NA 

NA 

1049.32 


RANDOLI 

NA 

127.62 

0.00 

120.53 

148.89 

56.72 

63.81 

148.89 

141.80 

163.07 

NA 

NA 

163.07 

NA 

NA 

666.46 

NA 

NA 

283.60 

NA 

NA 

63.81 

NA 

NA 

NA 

NA 

NA 

RANOLI 

NA 

NA 

106.35 

NA 

NA 

NA 

NA 

453.76 

226.88 

NA 

134.71 

205.61 

1198.21 

NA 

212.70 

127.62 

574.29 

35.45 

326.14 

262.33 

347.41 

106.35 

70.90 

NA 

77.99 

92.17 

92.17 


ROOPWAS 

1113.13 

1308.11 

1056.41 

NA 

1134.40 

NA 

1191.12 

311.96 

553.02 

843.71 

850.80 

382.86 

872.07 

NA 

886.25 

276.51 

248.15 

333.23 

411.22 

389.95 

467.94 

397.04 

397.04 

NA 

NA 

375.77 

545.93 

RUDAWAL 

389.95 

411.22 

361.59 

NA 

475.03 

NA 

397.04 

404.13 

595.56 

340.32 

NA 

503.39 

439.58 

404.13 

482.12 

524.66 

496.30 

517.57 

155.98 

503.39 

453.76 

914.61 

574.29 

NA 

NA 

503.39 

815.35 


SAIMARKAPUR 

35.45 

SALABAD 

567.20 



56.72 

NA 

92.17 

794.08 




49.63 

35.45 

155.98 

NA 



99.26 
1056.41' 


815.35 

219.79' 


212.70 
120.53 ' 


NA 
28.36' 


21.27 

1233.66' 


786.99 
191.43 ' 


418.31 

NA" 


_NA 

155.98' 


28.36 
1269.11 " 


.53 
.16 " 


326.14 

na" 


_NA 

14.18 " 


35.45 
1269.11" 


56.72 

28.36" 


361.59 

na" 


NA 

42.54" 


35.45 
1368.37 ' 


276.51 
177.25 ' 


56.72 
70.90 ' 


_NA 

21.27' 


77.99 
1276.20" 


184.34 
131.17" 


361.59 

311.96" 


NA 

684.19" 


35.45 
1921.39 " 


219.79 

170.16" 


56.72 
63.81" 


_NA 

21.27 " 


35.45 

1276.20 


106.35 

35.45 


326.14 

106.35 


_NA 

28.36 


56.72 
1042.23 ' 


177.25 
127.62 ' 


319.05 
120.53 ' 


42.54 
1276.20" 


120.53 
127.62 " 


319.05 
113.44" 


NA 

NA 

35.45 

35.45 


42.54 
1134.40 " 


709.00 
212.70 " 


262.33 
70.90 " 


_NA 

42.54" 


_NA 

1304.56 


595.56 

134.71 


290.69 

127.62 


_NA 

49.63 



99.26 

106.35 

184.34 

177.25 


212.70 

49.63 

56.72 

92.17 



63.81 

92 

28.36 

35 


212.70 

1290.38 


141.80 

56.72 


1850.49 



85.08 
2424.78' 


907.52 
1446.36 " 


114.50 

1481.81' 


0.00 
3190.50" 


1829.22 

3261.40' 


1524.35 

na" 


2410.60 
3296.85 " 


2552.40 

2623.30' 


2424.78 
2999.07 ' 


88.63 
2658.75 " 


_NA 

3130.24" 


NA 

2552.40' 


163.07 

2967.17' 


3030.98 
3030.98" 


177.25 
2871.45 " 


102.81 

3225.95' 


92.17 
3722.25 ' 


99.26 

3013.25" 


99.26 
1325.83 ' 


56.72 
2977.80' 


127.62 
2977.80" 


81.54 
3167.46 " 


74.09 

3233.04' 


35.45 
2694.20" 


74.45 
1070.59 " 


191.43 
1063.50' 


212.70 

1219.48" 


163.07 

1091.86' 


191.43 
1056.41' 


212.70 
1166.31" 


159.53 

1595.25' 


184.34 
2041.92 ' 


226.88 

1581.07" 


223.34 
1049.32 " 


783.45 
1084.77' 


_NA 

2304.25 ' 


382.86 

1595.25" 


297.78 

1035.14' 


297.78 
1106.04' 


177.25 

1120 . 22 " 


208.80 

1448.13' 


389.95 

1006.78 


432.49 

191.43 


347.41 

184.34 


_NA 

49.63 


SAWALIAPURA 

170.16 

163.07 

127.62 

170.16 

163.07 

134.71 

1772.50 

233.97 

191.43 

418.31 

205.61 

NA 

489.21 

NA 

NA 

496.30 

NA 

524.66 

269.42 

397.04 

354.50 

297.78 

354.50 

NA 

269.42 

283.60 

354.50 

SEWA 

418.31 

942.97 

524.66 

311.96 

1020.96 

1049.32 

262.33 

340.32 

1198.21 

645.19 

NA 

680.64 

258.79 

70.90 

836.62 

329.69 

113.44 

1113.13 

NA 

1063.50 

42.54 

141.80 

28.36 

NA 

77.99 

609.74 

496.30 


SIKANDERPUR 

992.60 

340.32 

212.70 

177.25 

163.07 

NA 

NA 


NA 

127.62 

70.90 

397.04 

758.63 

311.96 

290.69 

1091.86 

NA 

389.95 

950.06 

70.90 

978.42 

42.54 

NA 

56.72 

NA 

NA 

SIKANDRA 

42.54 

28.36 

21.27 

35.45 

28.36 

NA 

28.36 


14.18 

35.45 

17.73 

21.27 

21.27 

21.27 

14.18 

28.36 

49.63 

42.54 

35.45 

35.45 

28.36 

28.36 

NA 

NA 

NA 

482.12 


SINGAWALI PZ 

NA 

49.63 

42.54 

56.72 

92.17 

NA 

63.81 

NA 

297.78 

NA 

NA 

NA 

NA 

NA 

NA 

212.70 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SINGAWALIKALAN 

1127.31 

1070.59 

1276.20 

577.84 

1127.31 

NA 

NA 

765.72 

843.71 

709.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


SRIMAHAVIRJI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

85.08 

NA 

NA 

134.71 

63.81 

1084.77 

730.27 

42.54 

701.91 

77.99 

NA 

49.63 

170.16 

184.34 

35.45 

63.81 

NA 

347.41 

NA 

NA 

SRIMAHAVIRJI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

92.17 

163.07 


SUAKABAG 

886.25 

815.35 

1013.87 

957.15 

1127.31 

1077.68 

1332.92 

1354.19 

1800.86 

786.99 

1403.82 

NA 

NA 

NA 

NA 

758.63 

NA 

992.60 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SULTAN KA NAGLA 

56.72 

28.36 

35.45 

35.45 

49.63 

NA 

35.45 

49.63 

148.89 

35.45 

35.45 

35.45 

49.63 

70.90 

35.45 

28.36 

63.81 

NA 

42.54 

92.17 

42.54 

56.72 

35.45 

NA 

NA 

NA 

106.35 


SUPA 

56.72 

63.81 

56.72 

35.45 

42.54 

NA 

28.36 

28.36 

28.36 

28.36 

28.36 

28.36 

21.27 

28.36 

42.54 


28.36 

35.45 

63.81 

35.45 

42.54 

28.36 

63.81 

35.45 

NA 

0.00 

NA 

70.90 

SUROTH 

42.54 

106.35 

177.25 

503.39 

49.63 

NA 

NA 

63.81 

70.90 

NA 

106.35 

35.45 

113.44 

120.53 

148.89 

_1 

06.35 

63.81 

NA 

311.96 

35.45 

77.99 

77.99 

70.90 

NA 

233.97 

NA 

NA 


106.35 

120.53 

921.70 

815.35 


TALEEMPUR 

496.30 

475.03 

779.90 

560.11 

595.56 

NA 

489.21 

354.50 

382.86 

248.15 

262.33 

NA 

255.24 

241.06 

212.70 

262.33 

276.51 

248.15 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

TAN DA PZ 

347.41 

77.99 

92.17 

56.72 

77.99 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

85.08 

35.45 

70.90 

NA 

42.54 

49.63 

63.81 


TATWAI 

106.35 

77.99 

28.36 

28.36 

NA 

NA 

NA 

28.36 

28.36 

NA 

35.45 

134.71 

148.89 

35.45 

28.36 

35.45 

99.26 

28.36 

42.54 

28.36 

21.27 

35.45 

99.26 

NA 

21.27 

49.63 

NA 

TEJNAGAR 

432.49 

432.49 

283.60 

NA 

319.05 

NA 

446.67 

368.68 

446.67 

340.32 

297.78 

NA 

382.86 

NA 

255.24 

333.23 

319.05 

389.95 

3615.90 

319.05 

1120.22 

1666.15 

1382.55 

NA 

NA 

5175.70 

248.15 


NA 

177.25 

212.70 

205.61 


65GB 

NA 

602.65 

NA 

NA 

652.28 

709.00 

709.00 

694.82 

524.66 

638.10 

602.65 

701.91 

882.71 

606.20 

918.16 

921.70 

1049.32 

850.80 

1006.78 

950.06 

999.69 

978.42 

916.03 

NA 

907.52 

858.00 

816.00 

75GB 

NA 

709.00 

NA 

NA 

283.60 

333.23 

NA 

212.70 

95.72 

159.53 

202.07 

152.44 

191.43 

145.35 

102.81 

269.42 

283.60 

148.89 

NA 

198.52 

198.52 

290.69 

202.07 

NA 

63.81 

170.00 

241.00 


BANDA 

NA 

5317.50 

NA 

NA 

4963.00 

4254.00 

4892.10 

5317.50 

4892.10 

6416.45 

1340.01 

5104.80 

2981.35 

223.34 

7196.35 

6381.00 

7444.50 

6877.30 

127.62 

70.90 

113.44 

49.63 

74.09 

NA 

56.72 

43.00 

43.00 

BASEER 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


45.00 

2712.00 


BLOOCHIYA 

NA 

3367.75 

NA 

NA 

2694.20 

3601.72 

3048.70 

3013.25 

2446.05 

3222.41 

1467.63 

2552.40 

1474.72 

1056.41 

974.88 

1347.10 

1191.12 

1134.40 

1091.86 

1191.12 

1205.30 

1020.96 

1070.95 

NA 

2977.80 

964.00 

3156.00 

BUGIA 

NA 

1028.05 

NA 

NA 

1205.30 

106.35 

1418.00 

1495.99 

1595.25 

1651.97 

521.12 

1914.30 

2233.35 

1644.88 

2392.88 

3261.40 

4466.70 

3474.10 

2963.62 

3169.23 

3190.50 

3006.16 

3165.69 

NA 

NA 

2872.00 

2978.00 


DULMANA 

524.66 

460.85 

460.85 

482.12 

503.39 

404.13 

NA 

NA 

918.16 

319.05 

287.15 

709.00 

NA 

744.45 

212.70 

287.15 

212.70 

113.44 

226.88 

212.70 

205.61 

340.32 

215.54 

NA 

141.80 

319.00 

312.00 

HANUMANGARH J. 

NA 

63.81 

92.17 

NA 

NA 

NA 

NA 

NA 

NA 

63.81 

127.62 

70.90 

NA 

280.06 

151.02 

NA 

NA 

70.90 

NA 

63.81 

NA 

106.35 

NA 

NA 

63.81 

177.00 

35.00 


JAITSAR 

NA 

411.22 

NA 

NA 

375.77 

389.95 

333.23 

319.05 

265.88 

471.49 

638.10 

464.40 

1088.32 

574.29 

666.46 

460.85 

850.80 

815.35 

1106.04 

957.15 

957.15 

1162.76 

996.85 

NA 

1233.66 

560.00 

617.00 

JANKIDASWALI 

NA 

801.17 

NA 

404.13 

NA 

900.43 

NA 

772.81 

152.44 

NA 

NA 

99.26 

134.71 

159.53 

797.63 

638.10 

141.80 

NA 

248.15 

170.16 

212.70 

740.55 

0.00 

NA 

744.45 

808.00 

670.00 

























































































































































































































































































































































































































































































































_ Chloride, mg/I _ 

1984 1985 1986 1987 1988 1989 1990 1991 1992 1993 1994 1995 1996 

Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post 

Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 


LAKHUWALI 

MANAKSAR 


NAURANGDESAR 

NAWAN 


RAMPURA 

RANGHMAHAL 


SATIPURA 

SATJANDA 


TIBBI _ 

River Basin: Luni 


Sub Basin: Bandi 

AKUNA 


ANAPURA 

BHARUDI 


GOLANA 
HALI WARA 


KUSHLAPURA 

LEDERMER 


MADIA _ 

NIMBAJ 


PAVTI _ 

SANPUR 


TAWAB _ 

Sub Basin: Bandi (Hemawas) 


BHEISANA _ 

BITHU 


BITHURA KALLAN 
BOMADRA 


BOPARI _ 

CHATELAO 


CHELA WAS 
DEOLI 


DUDHOR _ 

GUDA RAM SINGH 


_19 

Pre 

Monsoon 

NA 


KALIBANGA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

49.63 

63.81 

NA 

49.63 

NA 

NA 

NA 

NA 

56.72 

NA 

NA 

KOHLA 

NA 

NA 

NA 

NA 

639.52 

NA 

716.09 

653.70 

102.10 

721.41 

NA 

NA 

NA 

NA 

NA 

737.36 

NA 

935.88 

NA 

822.44 

NA 

NA 

NA 

NA 

1091.86 

NA 

NA 


446.67 
1269.11' 


8848.32 
2756.24" 


163.07 

1531.44' 


2197.90 
609.74" 


4356.10 
598.75 ' 


2325.52 

751.54' 


3828.60 
709.00" 


MASITAWALI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

269.42 

95.01 

244.96 

NA 

NA 

NA 

NA 

NA 

212.70 

NA 

262.33 

NA 

NA 

NA 

NA 

NA 

NA 

92.17 

NA 

102.81 

MUNDA 

NA 

NA 

NA 

NA 

149.60 

219.79 

NA 

194.98 

210.93 

60.97 

NA 

NA 

NA 

NA 

NA 

226.88 

NA 

333.23 

NA 

333.23 

NA 

NA 

NA 

NA 

219.79 

NA 

226.88 


PADAMPURA 

NA 

NA 

NA 

NA 

340.32 

141.80 

499.85 

20.21 

289.63 

NA 

NA 

NA 

NA 

NA 

567.20 

NA 

439.58 

361.59 

NA 

453.76 

NA 

NA 

NA 

NA 

226.88 

304.87 

241.06 

PADAMPURA (LIL) 

NA 

NA 

NA 

NA 

20.56 

163.07 

NA 

879.16 

210.22 

394.56 

NA 

NA 

NA 

NA 

NA 

375.77 

NA 

503.39 

NA 

765.72 

NA 

NA 

NA 

NA 

70.90 

NA 

81.54 

PILIBANGA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

353.79 

NA 

NA 

NA 

NA 

205.61 

NA 

191.43 

283.60 

NA 

184.34 

NA 

NA 

NA 

NA 

212.70 

NA 

173.71 

PIPERAN 

NA 

NA 

NA 

NA 

NA 

NA 

864.98 

NA 

889.09 

NA 

NA 

NA 

NA 

NA 

226.88 

NA 

141.80 

141.80 

NA 

120.53 

NA 

NA 

NA 

NA 

141.80 

638.10 

81.54 


PREMPURA 

NA 

NA 

NA 

NA 

1495.99 

NA 

1198.21 

NA 

NA 

1320.16 

NA 

NA 

NA 

NA 

1162.76 

1233.66 

177.25 

347.41 

NA 

219.79 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RAM SINGHPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

56.72 

47.50 

54.24 

NA 

NA 

NA 

NA 

48.92 

NA 

106.35 

113.44 

63.81 

NA 

NA 

NA 

NA 

NA 

70.90 

63.81 

NA 


2410.60 

na" 


2197.90 

na' 


RORAWALI 

NA 

NA 

NA 

NA 

74.80 

NA 

NA 

212.70 

204.19 

47.50 

NA 

NA 

NA 

NA 

NA 

219.79 

NA 

241.06 

NA 

212.70 

NA 

NA 

NA 

NA 

248.15 

NA 

194.98 

SARDARGARH 

NA 

NA 

NA 

NA 

NA 

NA 

99.26 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

106.35 

382.86 

NA 

NA 

NA 

NA 

NA 

NA 

290.69 

283.60 

269.42 


NA 

1823.90" 


NA 

2275.89 " 


134.71 
2543.54" 


108.83 

3471.26' 


47.50 
3607.39 ' 


198.52 
8897.95 ' 


_NA 

8366.20" 


122.66 
1265.92 " 


NA 

27.30" 


72.32 
20.56" 


151.37 
1327.25 " 


_NA 

36.16" 


54.95 
29.07 " 


99.26 

1772.50" 


_NA 

NA 


56.72 

NA 



92.17 

1020.96 


1 

1 


99.26 
1410.91" 


_NA 

45.73 " 


42.54 

53.88 

31.20 

138.96 



757.21 

56.72 

111.31 

13.47 


192.14 
2002.57 " 


_NA 

65.94" 


99.26 
158.11 " 


198.52 
2027.74" 


NA 

na" 


99.26 

na" 


113.44 
2084.46 " 


_NA 

49.63 " 


907.52 

na" 


113.44 
2098.64" 


NA 

35.45 " 


864.98 
56.72 " 


141.80 
2127.00 " 


_NA 

56.72 " 


_NA 

99.26 " 


106.35 

2906.90 


_NA 

39.00 


1020.96 

60.27 


163.07 
2478.31" 


113.44 
2339.70" 


NA 

NA 

35.45 

42.54 


141.80 
2339.70 " 


212.70 
49.63 " 


_NA 

49.63 " 


85.08 

2197.90" 


_NA 

49.63 


1106.04 

42.54" 


70.90 

1091.86 


177.25 

NA 


_NA 

NA 


_NA 

980.19 


_NA 

802.94 


_NA 

4526.61 


_NA 

NA 


433.20 

531.75 

1234.37 

4466.70 


168.39 
567.20' 


123.72 
4528.74' 


75.51 
27.30' 


141.80 

na" 


NA 

4466.70 " 


99.26 
35.45 " 


553.02 

1715.78" 


NA 

1290.38" 


NA 

6026.50" 


60.27 
42.54" 


545.93 
155.98 " 


2240.44 
1254.93 " 


_NA 

5175.70 " 


233.97 
28.36 " 


701.91 
5104.80" 


127.62 
1538.53 " 


NA 

4324.90" 


141.80 

42.54" 


687.73 
4608.50" 


97.13 

3474.10" 


375.06 

5317.50" 


_NA 

34.74 " 


680.64 

6522.80 


_NA 

NA 


_NA 

5884.70 


_NA 

63.81 


609.74 

666.82 

269.42 

4356.10 


113.44 
2446.05 " 


_NA 

6522.80 " 


142.86 

1946.56 


_NA 

4662.38 


70.90 

47.5 

35.45 

40.7 


694.11 
183.63 " 


129.04 
1483.58 " 


_NA 

5513.18" 


40.77 
34.03 " 


694.82 

4203.66 


244.96 

1361.64 


_NA 

3952.68 


54.59 

40.77 


689.50 

723.18 

371.16 

297.78 


238.58 
1066.69 " 


_NA 

3413.84" 


66.29 
66.29 " 


347.41 

1070.59 


_NA 

7604.03 


56.72 

35.45 


709.00 
1006.78 " 


262.33 

1361.28" 


_NA 

2906.90 " 


56.72 
35.45 " 


553.02 

4112.20 


297.78 

1347.10 


_NA 

8933.40 


49.63 

28.36 


694.82 
843.71' 


276.51 

1120 . 22 ' 


690.21 

1233.66" 


326.14 
1098.95 " 


NA 

NA 

5920.15 

7153.10 


879.16 
6168.30 " 


361.59 
950.06" 


NA 

8791.60" 


70.90 
49.63 " 


737.36 
489.21' 


411.22 
623.92 ' 


148.89 
8614.35 ' 


85.08 
70.90 ' 


751.54 

4183.10" 


510.48 
709.00" 


NA 

8827.05 " 


49.63 
49.63 " 


737.36 

1347.10" 


808.26 

531.75" 


_NA 

8188.95 " 


77.99 
63.81" 


131.17 

9571.50 


SURATGARH 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

TANDURWALI 

NA 

NA 

NA 

NA 

204.19 

NA 

180.80 

219.79 

231.13 

170.16 

NA 

NA 

NA 

NA 

NA 

241.06 

NA 

170.16 

NA 

184.34 

NA 

NA 

NA 

NA 

191.43 

NA 

244.61 


AMBATRI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

AMLARI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

54.95 

NA 

368.68 

104.58 

120.53 


CHANDUR 

91.82 

NA 

276.51 

113.44 

290.69 

255.24 

290.69 

255.24 

323.30 

NA 

180.44 

120.53 

148.89 

81.18 

134.71 

155.98 

184.34 

177.25 

212.70 

100.32 

269.42 

99 

.26 

233.97 

NA 

290.69 

155.98 

297.78 

DHUMARIA 

81.54 

109.90 

127.62 

205.61 

NA 

269.42 

226.88 

269.42 

556.21 

NA 

333.59 

340.32 

645.19 

66.29 

85.08 

113.44 

155.98 

77.99 

35.45 

31.20 

35.45 

42 

.54 

NA 

NA 

70.90 

85.08 

113.44 


JASWANTPURA 

166.62 

89.33 

42.54 

81.54 

77.99 

53.18 

77.99 

53.18 

94.30 

NA 

124.78 

67.36 

113.44 

79.41 

99.26 

85.08 

113.44 

205.61 

77.99 

69.13 

77.99 

148.89 

155.98 

NA 

233.97 

99.26 

56.72 

KHANPUR 

397.75 

NA 

389.95 

407.68 

404.13 

389.95 

3084.15 

389.95 

208.80 

NA 

NA 

1006.78 

141.80 

1175.52 

808.26 

822.44 

99.26 

872.07 

673.55 

633.49 

645.19 

666.46 

680.64 

290.69 

531.75 

439.58 

347.41 


77.99 

148.89 

49.63 

42.54 


1006.78 

21.27' 


SILDHAR 

61.33 

29.07 

NA 

21.27 

35.45 

35.45 

31.91 

194.62 

192.14 

NA 

262.33 

53.88 

402.36 

59.20 

NA 

NA 

163.07 

255.24 

184.34 

127.62 

163.07 

241.06 

219.79 

233.97 

NA 

361.59 

475.03 

SINDARA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


AJABJI KAGUDA 

NA 

71.96 

NA 

NA 

NA 

NA 

NA 

NA 

1985.20 

NA 

NA 

NA 

NA 

NA 

85.08 

56.72 

113.44 

106.35 

99.26 

63.81 

113.44 

70.90 

85.08 

63.81 

71.61 

70.90 

NA 

ANGDOSH (P) 

NA 

134.00 

53.18 

NA 

NA 

NA 

NA 

180.44 

134.71 

141.80 

142.86 

115.57 

129.04 

92.53 

99.26 

134.71 

127.62 

92.17 

120.53 

120.53 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

AUWA 

NA 

196.04 

233.97 

241.06 

304.87 

113.44 

460.85 

416.89 

361.59 

482.12 

476.45 

462.62 

510.48 

417.60 

460.85 

418.31 

411.22 

375.77 

418.31 

389.95 

411.22 

531.75 

397.04 

397.04 

382.86 

375.77 

NA 

BARSA 

57.78 

41.12 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

361.59 

290.69 

475.03 

347.41 

0.00 

375.77 

1106.04 

467.94 

751.54 

574.29 

1006.78 

354.50 

NA 


595.56 
779.90 ' 


779.90 
467.94' 


_NA 

3864.05 ' 


709.00 

4537.60 


_NA 

NA 


_NA 

10280.50 


_NA 

NA 


DHOLERIA JAGIR 

1497.76 

1120.93 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1524.35 

2127.00 

2279.44 

964.24 

2164.58 

NA 

2023.13 

1737.05 

1772.50 

2729.65 

2127.00 

2268.80 

2197.90 

DIWANDI 

2497.81 

2262.77 

2594.94 

NA 

NA 

1942.66 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

2765.10 

148.89 

205.61 

1744.14 

3953.03 

NA 

5459.30 

978.42 

3615.90 

2836.00 

0.00 

1701.60 

1418.00 


JAITPURA 

NA 

JAORIA 

1660.48 


563.66 

na' 


6223.96 
1423.32 ' 


588.47 

na" 


NA 

2428.33 " 


758.63 

na" 


_NA 

1900.12 " 


950.06 
120.53 " 


NA 

1942.66" 


850.80 

170.16" 


_NA 

1928.48 " 


907.52 

404.13" 


NA 

1786.68" 


778.13 
248.15 " 


_NA 

1988.75 " 


864.98 
42.54" 


NA 

2056.10" 


694.82 

na" 


_NA 

3757.70 " 


830.24 

na" 


NA 

2426.20" 


680.64 

na" 


_NA 

1837.73 " 


802.94 

na" 


41.12 
1897.99 " 


609.74 

na' 


52.82 
3248.28 ' 


797.63 

na" 


28.36 
1524.35 " 


1020.96 

28.36" 


1595.25 
1308.11" 


616.83 

na' 


35.45 

1191.12' 


21.27 

63.8 

978.42 

0.0 


42.54 

63.81 

1573.98 

864.98 


822.44 

na" 


42.54 
1807.95 " 


864.98 

na" 


70.90 
1120.22 " 


652.28 

na' 


56.72 

1361.28' 


JOJAWAR 

NA 

82.24 

85.08 

120.53 

NA 

70.90 

141.80 

138.96 

141.80 

113.44 

108.83 

100.68 

206.32 

171.58 

155.98 

141.80 

141.80 

205.61 

155.98 

127.62 

177.25 

141.80 

148.89 

191.43 

198.52 

141.80 

NA 

KANTALIYA 

NA 

151.02 

148.89 

205.61 

127.62 

212.70 

155.98 

124.78 

99.26 

311.96 

142.86 

258.43 

158.11 

609.74 

283.60 

333.23 

177.25 

432.49 

255.24 

304.87 

233.97 

389.95 

311.96 

333.23 

311.96 

368.68 

NA 


KHARCHIGAON (P) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1063.50 

496.30 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KHARDA Kl DHANI (P) 

NA 

NA 

NA 

NA 

NA 

NA 

581.38 

3474.10 

6310.10 

184.34 

2416.27 

292.46 

243.19 

278.28 

198.52 

113.44 

354.50 

290.69 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KHARDI (P) 

NA 

2972.84 

NA 

NA 

NA 

1403.82 

NA 

1389.64 

NA 

NA 

NA 

NA 

NA 

1086.90 

NA 

1049.32 

NA 

NA 

886.25 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

LAMBIYA 

4424.16 

4539.02 

NA 

NA 

NA 

NA 

NA 

340.32 

NA 

NA 

NA 

NA 

NA 

NA 

1914.30 

1680.33 

2665.84 

1503.08 

2339.70 

1191.12 

363.36 

1715.78 

2410.60 

2013.56 

2977.80 

1531.44 

NA 


MANDA 

NA 

474.32 

602.65 

382.86 

503.39 

425.40 

531.75 

506.94 

NA 

255.24 

435.33 

367.26 

522.53 

293.88 

475.03 

368.68 

467.94 

297.78 

475.03 

503.39 

425.40 

382.86 

524.66 

496.30 

496.30 

241.06 

NA 

NERDA 

NA 

2912.57 

3303.94 

85221.80 

2836.00 

2594.94 

2906.90 

567.20 

2836.00 

2311.34 

2726.81 

2348.21 

2431.87 

3016.09 

NA 

2282.98 

NA 

2836.00 

3482.25 

NA 

3367.75 

3190.50 

3190.50 

3686.80 

NA 

3686.80 

3970.40 






























































































































































































































































































































































































































































































Chloride, mg/I 


Chloride, mg/I 


Location 

97 

| 1998 I 

| 1999 | 

| 2000 

| 2001 | 

| 2002 | 

| 2003 | 

| 2004 i 

j 2005 | 

| 2006 | 

| 2007 | 

| 2008 j 

| 2009 | 

| 2010 | 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 


Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

JORKIYAN 

425.40 

141.80 

283.60 

99.26 

269.42 

425.40 

NA 

NA 

265.88 

177.25 

638.10 

379.32 

NA 

382.86 

632.43 

567.20 

524.66 

482.12 

553.02 

503.39 

680.64 

673.55 

552.31 

NA 

673.55 

765.00 

333.00 

KALIBANGA 

92.17 

99.26 

28.36 

49.63 

28.36 

35.45 

NA 

NA 

159.53 

198.52 

120.53 

230.43 

NA 

216.25 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KOHLA 

1176.94 

1258.48 

1063.50 

709.00 

NA 

808.26 

NA 

NA 

375.77 

379.32 

166.62 

350.96 

NA 

726.73 

1134.40 

510.48 

666.46 

538.84 

106.35 

127.62 

70.90 

70.90 

64.52 

NA 

134.71 

50.00 

43.00 

LAKHUWALI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MANAKSAR 

694.82 

712.55 

709.00 

957.15 

NA 

659.37 

NA 

NA 

602.65 

584.93 

106.35 

609.74 

NA 

106.35 

265.88 

808.26 

737.36 

645.19 

645.19 

517.57 

517.57 

439.58 

538.84 

NA 

425.40 

319.00 

369.00 

MASITAWALI 

92.17 

95.72 

141.80 

248.15 

NA 

262.33 

NA 

NA 

354.50 

432.49 

67.36 

652.28 

NA 

1141.49 

74.45 

106.35 

1432.18 

1169.85 

1169.85 

49.63 

42.54 

35.45 

80.83 

NA 

21.27 

21.00 

o 

q 

00 

CM 

MUNDA 

212.70 

226.88 

106.35 

219.79 

NA 

446.67 

NA 

NA 

670.01 

NA 

159.53 

113.44 

NA 

113.44 

170.16 

155.98 

170.16 

70.90 

70.90 

163.07 

141.80 

120.53 

134.71 

NA 

127.62 

106.00 

99.00 

NAURANGDESAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

329.69 

NA 

230.43 

659.37 

290.69 

127.62 

106.35 

102.81 

99.26 

70.90 

106.35 

87.56 

NA 

77.99 

85.00 

71.00 

NAWAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

326.14 

NA 

893.34 

1072.72 

1949.75 

1418.00 

673.55 

425.40 

581.38 

786.99 

475.03 

532.11 

NA 

432.49 

369.00 

326.00 

PADAMPURA 

NA 

244.61 

NA 

241.06 

NA 

311.96 

354.50 

311.96 

237.52 

457.31 

81.54 

255.24 

319.05 

63.81 

272.97 

198.52 

212.70 

NA 

375.77 

475.03 

198.52 

608.68 

559.05 

NA 

226.88 

NA 

NA 

PADAMPURA (LIL) 

120.53 

141.80 

NA 

134.71 

70.90 

141.80 

NA 

NA 

106.35 

113.09 

120.53 

120.53 

NA 

184.34 

155.98 

311.96 

262.33 

170.16 

184.34 

184.34 

106.35 

106.35 

94.30 

NA 

56.72 

NA 

NA 

PILIBANGA 

177.25 

219.79 

NA 

205.61 

269.42 

191.43 

NA 

NA 

194.98 

198.52 

223.34 

159.53 

NA 

382.86 

308.42 

173.71 

276.51 

347.41 

205.61 

205.61 

184.34 

907.52 

195.33 

NA 

382.86 

NA 

NA 

PIPERAN 

NA 

230.43 

NA 

77.99 

NA 

49.63 

49.63 

70.90 

46.09 

53.18 

425.40 

272.97 

120.53 

265.88 

130.46 

106.35 

99.26 

NA 

120.53 

127.62 

106.35 

119.11 

107.77 

NA 

70.90 

71.00 

64.00 

PREMPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

191.43 

NA 

1173.40 

137.55 

0.00 

280.06 

255.24 

368.68 

382.86 

226.88 

269.42 

242.48 

NA 

170.16 

NA 

NA 

RAM SINGHPURA 

177.25 

141.80 

NA 

35.45 

NA 

109.90 

106.35 

113.44 

116.99 

184.34 

382.86 

49.63 

191.43 

152.44 

NA 

106.35 

198.52 

35.45 

56.72 

226.88 

99.26 

198.52 

255.95 

NA 

212.70 

220.00 

220.00 

RAMPURA 

276.51 

173.71 

NA 

NA 

262.33 

262.33 

NA 

NA 

265.88 

NA 

NA 

77.99 

NA 

95.72 

226.88 

99.26 

99.26 

106.35 

49.63 

63.81 

56.72 

35.45 

89.33 

NA 


NA 

NA 

RANGHMAHAL 

NA 

2130.55 

NA 

340.32 

NA 

233.97 

120.53 

177.25 

127.62 

106.35 

272.97 

283.60 

202.07 

248.15 

280.06 

NA 

709.00 

NA 

248.15 

184.34 

113.44 

37.58 

60.62 

NA 

mma 

305.00 

64.00 

RORAWALI 

42.54 

177.25 

NA 

241.06 

219.79 

106.35 

NA 

NA 

233.97 

219.79 

265.88 

212.70 

NA 

233.97 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SARDARGARH 

NA 

230.43 

NA 

180.80 

NA 

141.80 

163.07 

148.89 

116.99 

NA 

152.44 

138.26 

255.24 

0.00 

198.52 

141.80 

124.08 

NA 

170.16 

113.44 

NA 

169.45 

249.21 

NA 

148.89 

71.00 

89.00 

SATIPURA 

88.63 

141.80 

NA 

70.90 

198.52 

14.18 

NA 

NA 

95.72 

265.88 

584.93 

230.43 

NA 

765.72 

127.62 

0.00 

350.96 

155.98 

177.25 

NA 

170.16 

113.44 

234.33 

NA 

120.53 

85.00 

454.00 

SATJANDA 

NA 

0.00 

NA 

8153.50 

NA 

8508.00 

8508.00 

8295.30 

7444.50 

9330.44 

9571.50 

8543.45 

219.79 

9571.50 

10315.95 

8547.00 

7905.35 

NA 

10280.50 

9748.75 

11840.30 

13678.74 

11888.16 

NA 

11237.65 

11807.00 

11524.00 

SURATGARH 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

138.26 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

TANDURWALI 

269.42 

248.15 

NA 

368.68 

212.70 

411.22 

NA 

NA 

751.54 

730.27 

191.43 

124.08 

NA 

400.59 

467.59 

0.00 

567.20 

574.29 

446.67 

517.57 

NA 

163.07 

508.71 

NA 

666.46 

NA 

NA 

TIBBI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

191.43 

NA 

70.55 

251.70 

120.53 

2552.40 

NA 

92.17 

148.89 

148.89 

276.51 

161.65 

NA 

226.88 

333.00 

206.00 

River Basin: Luni 

Sub Basin: Bandi 

AKUNA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

177.25 

595.56 

467.94 

467.94 

680.64 

404.13 

801.17 

971.33 

1042.23 

808.26 

567.20 

304.87 

439.58 

NA 

326.14 

375.77 

638.10 

AMBATRI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

368.68 

49.63 

453.76 

35.45 

389.95 

347.41 

120.53 

326.14 

226.88 

49.63 

NA 

333.23 

326.14 

467.94 

AMLARI 

35.45 

56.72 

NA 

42.54 

53.18 

42.54 

56.72 

595.56 

3013.25 

652.28 

106.35 

2800.55 

191.43 

1106.04 

1162.76 

2410.60 

794.08 

2623.30 

2162.45 

1446.36 

2162.45 

1148.58 

744.45 

NA 

2623.30 

2141.18 

70.90 

ANAPURA 

120.53 

77.99 

NA 

70.90 

56.72 

2793.46 

226.88 

2041.92 

77.99 

106.35 

28.01 

1559.80 

21.27 

106.35 

14.18 

1467.63 

35.45 

35.45 

28.36 

42.54 

14.18 

1885.94 

21.27 

NA 

1531.44 

1247.84 

77.99 

BHARUDI 

191.43 

233.97 

184.34 

531.75 

NA 

120.53 

141.80 

141.80 

127.62 

113.44 

127.62 

106.35 

148.89 

141.80 

141.80 

113.44 

113.44 

120.53 

191.43 

163.07 

141.80 

120.53 

127.62 

NA 

99.26 

127.62 

113.44 

CHANDUR 

NA 

255.24 

177.25 

255.24 

212.70 

283.60 

163.07 

276.51 

56.72 

177.25 

219.79 

248.15 

70.90 

155.98 

170.16 

219.79 

35.45 

127.62 

92.17 

184.34 

63.81 

389.95 

127.62 

NA 

205.61 

467.94 

56.72 

DHUMARIA 

92.17 

177.25 

113.44 

113.44 

184.34 

184.34 

467.94 

241.06 

269.42 

269.42 

304.87 

333.23 

319.05 

1049.32 

694.82 

NA 

794.08 

1035.14 

1006.78 

1106.04 

1049.32 

1807.95 

1701.60 

NA 

0.00 

411.22 

2481.50 

GOLANA 

163.07 

241.06 

233.97 

248.15 

269.42 

NA 

241.06 

280.06 

177.25 

205.61 

212.70 

241.06 

99.26 

170.16 

148.89 

184.34 

134.71 

70.90 

255.24 

184.34 

155.98 

304.87 

155.98 

NA 

1758.32 

70.90 

63.81 

HALI WARA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

155.98 

177.25 

127.62 

404.13 

404.13 

170.16 

262.33 

219.79 

233.97 

482.12 

326.14 

276.51 

290.69 

304.87 

NA 

347.41 

446.67 

248.15 

JASWANTPURA 

21.27 

205.61 

134.71 

241.06 

99.26 

99.26 

85.08 

92.17 

106.35 

106.35 

106.35 

134.71 

382.86 

241.06 

170.16 

148.89 

241.06 

141.80 

283.60 

283.60 

553.02 

319.05 

389.95 

NA 

333.23 

255.24 

276.51 

KHANPUR 

106.35 

49.63 

120.53 

517.57 

560.11 

141.80 

453.76 

163.07 

67.36 

134.71 

113.44 

141.80 

63.81 

77.99 

113.44 

99.26 

28.36 

99.26 

28.36 

21.27 

63.81 

92.17 

77.99 

NA 

56.72 

63.81 

63.81 

KUSHLAPURA 

99.26 

77.99 

85.08 

106.35 

NA 

92.17 

85.08 

63.81 

92.17 

77.99 

92.17 

85.08 

70.90 

70.90 

92.17 

99.26 

77.99 

70.90 

92.17 

99.26 

106.35 

99.26 

70.90 

NA 

127.62 

120.53 

70.90 

LEDERMER 

503.39 

1290.38 

836.62 

1460.54 

1332.92 

1503.08 

864.98 

567.20 

333.23 

950.06 

177.25 

978.42 

1722.87 

1772.50 

1985.20 

964.24 

978.42 

978.42 

1169.85 

1474.72 

1488.90 

992.60 

1247.84 

NA 

935.88 

893.34 

850.80 

MADIA 

248.15 

170.16 

NA 

NA 

184.34 

467.94 

191.43 

85.08 

184.34 

177.25 

163.07 

198.52 

212.70 

148.89 

120.53 

184.34 

219.79 

170.16 

319.05 

177.25 

177.25 

141.80 

155.98 

NA 

191.43 

226.88 

226.88 

NIMBAJ 

35.45 

42.54 

NA 

35.45 

42.54 

28.36 

42.54 

35.45 

42.54 

42.54 

35.45 

35.45 

42.54 

35.45 

49.63 

49.63 

56.72 

35.45 

63.81 

49.63 

42.54 

42.54 

70.90 

NA 

56.72 

56.72 

63.81 

PAVTI 

1162.76 

85.08 

907.52 

822.44 


92.17 

77.99 

113.44 

106.35 

354.50 

340.32 

361.59 

92.17 

375.77 

609.74 

531.75 

737.36 

411.22 

113.44 

730.27 

361.59 

567.20 

475.03 

NA 

361.59 

NA 

453.76 

SANPUR 

49.63 

56.72 

NA 

28.36 


28.36 

21.27 

49.63 

42.54 

28.36 

21.27 

49.63 

113.44 

77.99 

35.45 

42.54 

205.61 

42.54 

198.52 

106.35 

99.26 

49.63 

56.72 

NA 

92.17 

446.67 

77.99 

SILDHAR 

659.37 

496.30 

NA 

652.28 

730.27 

687.73 

709.00 

723.18 

815.35 

638.10 

652.28 

581.38 

772.81 

623.92 

730.27 

694.82 

652.28 

701.91 

460.85 

517.57 

531.75 

950.06 

886.25 

NA 

1077.68 

1162.76 

531.75 

SINDARA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

113.44 

85.08 

120.53 

92.17 

148.89 

127.62 

127.62 

42.54 

248.15 

56.72 

NA 

241.06 

375.77 

155.98 

TAWAB 

NA 

1304.56 

1304.56 

921.70 

907.52 

950.06 

992.60 

964.24 

1106.04 

1035.14 

1077.68 

1020.96 

1162.76 

1063.50 

1148.58 

1134.40 

1141.49 

1205.30 

1375.46 

1332.92 

1418.00 

1347.10 

1297.47 

NA 

1262.02 

1205.30 

1595.25 

|Sub Basin: Bandi (Hemawas) | 

AJABJI KAGUDA 

326.14 

77.99 

49.63 

92.17 

77.99 

92.17 

70.90 

106.35 

63.81 

49.63 

63.81 

77.99 

42.54 

99.26 

42.54 

77.99 

42.54 

70.90 

63.81 

63.81 

35.45 

120.53 

42.54 

NA 

106.35 


| 63.811 

ANGDOSH (P) 

NA 

NA 

NA 

NA 

99.26 

99.26 

106.35 

124.08 

124.08 

106.35 

113.44 

113.44 

106.35 

106.35 

170.16 

99.26 

92.17 

92.17 

77.99 

77.99 

99.26 

85.08 

77.99 

NA 

106.35 

92.17 


AUWA 

212.70 

382.86 

375.77 

418.31 

496.30 

517.57 

446.67 

475.03 

382.86 

460.85 

453.76 

489.21 

482.12 

489.21 

475.03 

467.94 

467.94 

510.48 

553.02 

482.12 

460.85 

397.04 

354.50 

NA 

382.86 

432.49 

148.89 

BARSA 

382.86 

319.05 

191.43 

1737.05 

524.66 

1999.38 

581.38 

2836.00 

524.66 

0.00 

2162.45 

212.70 

751.54 

2658.75 

77.99 

432.49 

631.01 

2446.05 

510.48 

1106.04 

694.82 

1063.50 

553.02 

NA 

1176.94 

1176.94 

652.28 

BHEISANA 

737.36 

879.16 

850.80 

1020.96 

1134.40 

1219.48 

1304.56 

1293.93 

1361.28 

1347.10 

1616.52 

1176.94 

1219.48 

1233.66 

1375.46 

1233.66 

1176.94 

1191.12 

1162.76 

1290.38 

1247.84 

1006.78 

978.42 

NA 

978.42 

1049.32 

935.88 

BITHU 

1276.20 

311.96 

212.70 

6239.20 

1247.84 

5778.35 

602.65 

2694.20 

368.68 

7090.00 

6416.45 

6948.20 

460.85 

6026.50 

276.51 

5374.22 

460.85 

5033.90 

503.39 

2127.00 

907.52 

2623.30 

475.03 

NA 

1262.02 

5423.85 

319.05 

BITHURA KALLAN 

907.52 

950.06 

1056.41 

950.06 

850.80 

255.24 

NA 

311.96 

184.34 

191.43 

219.79 

241.06 

184.34 

233.97 

191.43 

219.79 

184.34 

276.51 

290.69 

262.33 

177.25 

276.51 

205.61 

NA 

255.24 

283.60 

709.00 

BOMADRA 

524.66 

595.56 

581.38 

581.38 

517.57 

538.84 

538.84 

638.10 

432.49 

751.54 

489.21 

652.28 

496.30 

524.66 

542.39 

538.84 

489.21 

538.84 

439.58 

467.94 

354.50 

340.32 

354.50 

NA 

354.50 

340.32 

333.23 

BOPARI 

NA 

NA 

134.71 

148.89 

NA 

NA 

NA 

170.16 

198.52 

198.52 

184.34 

163.07 

141.80 

113.44 

106.35 

106.35 

85.08 

92.17 

340.32 

241.06 

70.90 

226.88 

262.33 

NA 

198.52 

177.25 

276.51 

CHATELAO 

8897.95 

0.00 

10315.95 

10245.05 

10635.00 

11733.95 

0.00 

11024.95 

0.00 

10989.50 

11556.70 

11060.40 

12903.80 

13010.15 

15172.60 

13471.00 

14995.35 

15101.70 

15917.05 

15420.75 

14924.45 

0.00 

15420.75 

NA 

15420.75 

11521.25 

11840.30 

CHELA WAS 

70.90 

56.72 

85.08 

77.99 


77.99 

70.90 

85.08 

56.72 

63.81 


o 

CD 

o 

r*. 

70.90 

63.81 

106.35 

70.90 

70.90 

77.99 

42.54 

49.63 

49.63 

106.35 

99.26 

NA 

70.90 

120.53 

00 

o 

LO 

00 

DEOLI 

70.90 

49.63 

63.81 

85.08 

63.81 

85.08 

85.08 

106.35 

35.45 

85.08 



35.45 

49.63 

49.63 

49.63 

56.72 

163.07 

35.45 

35.45 

85.08 

283.60 

35.45 

NA 


35.45 

HS 

DHOLERIA JAGIR 

2446.05 

0.00 

2729.65 

NA 

2516.95 

2587.85 

2375.15 

2339.70 

0.00 

2516.95 

2481.50 

3013.25 

3367.75 

2942.35 

2836.00 

2836.00 

3084.15 

3048.70 

3438.65 

1914.30 

2197.90 

1985.20 

1772.50 

NA 

1772.50 

2800.55 

2906.90 

DIWANDI 

1573.98 

0.00 

3190.50 

5140.25 

2339.70 

2304.25 

460.85 

3474.10 

978.42 

1630.70 

1233.66 

2162.45 

9358.80 

10918.60 

3899.50 

6934.02 

2623.30 

4608.50 

1176.94 

2268.80 

85.08 

2871.45 

120.53 

NA 

120.53 

3474.10 

2162.45 

DUDHOR 

723.18 

638.10 

765.72 

893.34 

907.52 

1020.96 

950.06 

1028.05 

928.79 

978.42 

1162.76 

1418.00 

1049.32 

1219.48 

1006.78 

1162.76 

1035.14 

1134.40 

1141.49 

1063.50 

1020.96 

581.38 

808.26 

NA 

1020.96 

1127.31 

709.00 

GUDA RAM SINGH 

NA 

NA 

NA 

NA 

NA 

85.08 

70.90 

70.90 

56.72 

49.63 

42.54 

85.08 

63.81 

56.72 

35.45 

35.45 

35.45 

42.54 

49.63 

21.27 

85.08 

77.99 

28.36 

NA 

99.26 

177.25 

NA 

JAITPURA 

21.27 

28.36 

28.36 

35.45 

70.90 

28.36 

21.27 

49.63 

14.18 

56.72 

21.27 

28.36 

35.45 

134.71 

21.27 

42.54 

35.45 

42.54 

21.27 

28.36 

28.36 

56.72 

21.27 

NA 

28.36 

21.27 

35.45 

JAORIA 

1035.14 

794.08 

921.70 

1843.40 

1659.06 

2339.70 

2906.90 

1446.36 

2119.91 

1134.40 

1559.80 

1630.70 

1949.75 

2587.85 

4466.70 

1829.22 

2552.40 

3899.50 

1829.22 

1772.50 

1418.00 

1382.55 

1191.12 

NA 

1191.12 

1120.22 

1779.59 

JOJAWAR 

191.43 

255.24 

311.96 

375.77 

382.86 

304.87 

389.95 

425.40 

467.94 

283.60 

581.38 

723.18 

652.28 

1191.12 

354.50 

808.26 

765.72 

623.92 

248.15 

560.11 

588.47 

1106.04 

1659.06 

NA 

978.42 

368.68 

397.04 

KANTALIYA 

333.23 

269.42 

276.51 

NA 

290.69 

248.15 

283.60 

134.71 

226.88 

141.80 

141.80 

219.79 

397.04 

609.74 

28.36 

297.78 

56.72 

2942.35 

0.00 

1655.52 

3899.50 

822.44 

3119.60 

NA 

850.80 

1035.14 

141.80 

KHARCHIGAON (P) 

NA 

NA 

NA 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

311.96 

KHARDA Kl DHANI (P) 

NA 

NA 

NA 

NA 

NA 

163.07 

184.34 

205.61 

120.53 

467.94 

248.15 

397.04 

283.60 

283.60 

255.24 

255.24 

184.34 

439.58 

226.88 

496.30 

219.79 

297.78 

177.25 

NA 

248.15 

163.07 

155.98 

KHARDI (P) 

NA 

NA 

NA 

NA 

2375.15 

NA 

446.67 

648.74 

794.08 

475.03 

730.27 

694.82 

666.46 

567.20 

567.20 

666.46 

652.28 

616.83 

666.46 

673.55 

680.64 

595.56 

475.03 

NA 

567.20 

687.73 

680.64 

LAMBIYA 

950.06 

1797.32 

NA 

3367.75 

2410.60 

3474.10 

1205.30 

2836.00 

574.29 

2552.40 

2339.70 

2197.90 

1049.32 

2552.40 

1503.08 

3261.40 

1042.23 

3686.80 

751.54 

3367.75 

425.40 

4360.35 

2658.75 

NA 

4147.65 

4395.80 

99.26 

MANDA 

382.86 

517.57 

340.32 

347.41 

638.10 

290.69 

219.79 

315.51 

283.60 

226.88 

382.86 

155.98 

460.85 

141.80 

106.35 

163.07 

148.89 

198.52 

290.69 

262.33 

319.05 

290.69 

354.50 

NA 

226.88 

205.61 

155.98 

NERDA 

4254.00 

NA 

3828.60 

3686.80 

3722.25 

3899.50 

3615.90 

3686.80 

3615.90 

3474.10 

1949.75 

3793.15 

3757.70 

3722.25 

3828.60 

3459.92 

3403.20 

3367.75 

4041.30 

4785.75 

1403.82 

3367.75 

3190.50 

NA 

3190.50 

3261.40 

3190.50 

PHENKARIA 

NA 

NA 

4537.60 

4608.50 

4750.30 

1985.20 

4395.80 

4395.80 

4360.35 

4147.65 

4431.25 

4714.85 

4963.00 

3686.80 

4395.80 

4608.50 

4750.30 

4466.70 

4466.70 

4466.70 

2694.20 

2375.15 

2020.65 

NA 

2020.65 

3013.25 

3119.60 







































































































































































































































































































































































































































































































1984 


1985 


1986 


1987 


Chloride, mg/I 


Location 


1988 


1989 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 



Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

PHULAD 

NA 

89.33 

63.81 

NA 

NA 

56.72 

NA 

NA 

NA 

NA 

46.09 

54.24 

RADAWAS 

NA 

NA 

NA 

NA 

NA 

28.36 

49.63 

48.57 

NA 

42.54 

88.27 

54.24 

RAJ Kl AW AS 

NA 

2998.36 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RANAWAS 

NA 

54.95 

63.81 

56.72 

35.45 

67.36 

NA 

34.74 

35.45 

NA 

52.82 

60.97 

SEKHAWAS 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


NA 

NA 

NA 

NA 

SI NLA-1 

NA 

1715.07 

1588.16 

1559.80 

1751.23 

1332.92 

1829.22 

| 708.65| 

1907.21 

1488.90 

1660.48 

1581.78 

|Sub Basin: Guhiya 

AJITPURA 

NA 

1946.21 

2013.56 

2424.78 

2240.44 

2410.60 

2268.80 

2297.16 

2410.60 

2141.18 

208.09 

2191.52 

ARATIYA 

4696.42 

4378.08 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

ATPADA 

NA 

1691.67 

1772.50 

177.25 

1921.39 

2084.46 

1999.38 

2098.64 

NA 

2084.46 

2096.87 

2697.04 

BADKOCHRAN 

822.44 

NA 

NA 

NA 

NA 

NA 

NA 

219.79 

NA 

NA 

567.20 

NA 

BAGRI (P) 

NA 

453.76 

446.67 

446.67 

365.14 

397.04 

49.63 

63.81 

602.65 

482.12 

642.35 

626.05 

BAMANHEDA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

99.26 

106.35 

88.63 

127.62 

134.71 

BANSIYA 

568.26 

577.48 

NA 

NA 

NA 

NA 

964.24 

NA 

NA 

NA 

NA 

NA 

BARAKHAN 

127.62 

141.80 

NA 

191.43 

163.07 

NA 

NA 

177.25 

397.04 

88.63 

233.97 

127.62 

BARAKHERA 

NA 

347.41 

NA 

85.08 

106.35 

NA 

NA 

99.26 

35.45 

NA 

NA 

35.45 

BARNA 

1163.82 

1444.23 

NA 

1361.28 

1467.63 

1481.81 

1517.26 

1396.73 

1545.62 

1461.60 

1725.00 

1885.94 

BHAKHAR WALA GAON 

1102.50 

957.15 

989.06 

315.51 

198.52 

1205.30 

1432.18 

1545.62 

1488.90 

2197.90 

1306.69 

1211.33 

BHARTWA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BIJASNI 

NA 

2895.56 

3084.86 

3084.15 

3474.10 

NA 

NA 

3439.36 

3509.55 

3268.49 


0.00 

BILAWAS 

NA 

1175.88 

NA 

NA 

531.75 

524.66 

609.74 

NA 

NA 

375.77 

20.21 

2.84 

BINJWARIA 

NA 

364.43 

471.49 

350.96 

365.14 

375.77 

404.13 

378.61 

382.86 

377.19 

411.93 

446.67 

BUNTELAO 

NA 

8115.21 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

CHANDAWAL 

166.62 

151.02 

127.62 

311.96 

127.62 

99.26 

99.26 

155.98 

184.34 

170.16 

156.34 

251.70 

CHUNDLAI ROAD 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DANGARWAS 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DEOLI 

NA 

23.75 

21.27 

28.36 

28.36 

21.27 

35.45 

28.36 

46.09 

56.72 

88.63 

34.03 

DURASANI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GADAPA 

NA 

NA 

NA 

212.70 

NA 

198.52 

NA 

219.79 

NA 

163.07 

276.51 

361.59 

GUDABHADAWAT 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GUDABINAJAJI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GUJRAWAS 

1756.19 

1856.87 

1791.64 

2928.17 

2226.26 

2219.17 

2566.58 

2543.18 

2538.22 

2141.89 

2549.56 

2836.00 

HARIPUR RLY. ST. 

1395.31 

NA 

932.34 

716.09 

56.72 

489.21 

496.30 

460.85 

524.66 

453.76 

476.45 

476.45 

HARSH 

367.62 

364.43 

316.57 

397.04 

517.57 

570.75 

737.36 

799.04 

989.06 

879.16 

993.66 

1191.12 

HOLPUR KALLA 

4146.59 

4746.76 

5118.98 

4608.50 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JADAN (P) 

NA 

560.47 

NA 

NA 

567.20 

489.21 

NA 

NA 

478.22 

NA 

NA 

NA 

JAWAJA 

524.66 

460.85 

NA 

503.39 

879.16 

659.37 

765.72 

779.90 

153.85 

659.37 

836.62 

779.90 

JETIWAS 

776.00 

3920.77 

2821.82 

2949.44 

3403.20 

3225.95 

3615.90 

3543.58 

2020.65 

1966.77 

1994.42 

2183.72 

JHALA Kl CHOWKI 

204.19 

243.90 

141.80 

148.89 

155.98 

241.06 

326.14 

311.96 

389.95 

262.33 

129.39 

115.57 

JHEETRA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JOONTHA 

NA 

NA 

NA 

NA 

NA 

NA 

1531.44 

NA 

NA 

NA 

NA 

NA 

JUMPELAO 

NA 

1545.98 

1744.14 

1715.78 

1949.75 

1772.50 

2155.36 

2226.26 

2765.10 

2481.50 

3111.09 

NA 

KALI KANKAR 

370.81 

536.36 

538.84 

538.84 

535.30 

574.29 

269.42 

701.91 

730.27 

723.18 

816.77 

768.91 

KANAWAS 

NA 

1251.39 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KHARDA 

23.75 

89.33 

99.26 

63.81 

372.23 

31.91 

85.08 

70.90 

177.25 

42.54 

64.87 

34.03 

KHARIANEEV (P) 

NA 

NA 

3970.40 

NA 

3970.40 

4112.20 

3970.40 

4041.30 

3899.50 

3722.25 

737.36 

3730.05 

KH ETA WAS 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1276.20 

NA 

NA 

NA 

NA 

KHODMAL 

319.05 

935.88 

NA 

496.30 

595.56 

482.12 

NA 

1318.74 

265.17 

347.41 

1871.76 

978.42 

KOOKRA 

326.85 

227.94 

330.04 

414.06 

398.10 

32.61 

520.76 

488.15 

0.00 

269.42 

380.02 

269.42 

KOTKIRANA 

NA 

NA 

NA 

NA 

NA 

NA 

120.53 

56.72 

NA 

NA 

NA 

NA 

KUNDAL 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KUSALPURA 

NA 

39.70 

56.72 

NA 

202.07 

198.52 

85.08 

216.25 

212.70 

212.70 

197.10 

197.10 

KUSHALPURA(P) ADP 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

LEELAMBA 

119.11 

123.72 

102.81 

85.08 

63.81 

56.72 

63.81 

230.43 

70.90 

70.90 

102.10 

102.10 

LUNDAWAS 

NA 

2613.37 

2410.60 

2368.06 

1949.75 

2559.49 

2906.90 

2722.56 

2871.45 

2765.10 

2797.71 

2757.30 

MAM MAW AS 

NA 

109.90 

120.53 

56.72 

60.27 

77.99 

148.89 

NA 

173.71 

106.35 

115.57 

142.86 

MOBAKATALAB 

40.77 

42.19 

48.92 

50.34 

NA 

42.89 

49.98 

44.67 

58.49 

37.22 

43.25 

37.22 

MODAWAS 

NA 

1994.42 

1921.39 

2112.82 

1928.48 

1956.84 

1971.02 

2027.74 

2201.45 

2212.08 

1930.25 

20.92 

MURDAWA 

537.42 

632.43 

NA 

NA 

2190.81 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NAIKALAN 

113.44 

92.17 

NA 

70.90 

184.34 

127.62 

148.89 

148.89 

56.37 

209.16 

141.80 

191.43 

NOKH 

NA 

134.36 

106.35 

191.43 

141.80 

198.52 

163.07 

170.16 

155.98 

155.98 

170.16 

142.86 

PATWA 

NA 

178.67 

205.61 

170.16 

191.43 

205.61 

191.43 

201.36 

184.34 

184.34 

183.63 

176.90 

PEEPALIAKALLAN 

NA 

642.71 

NA 

NA 

NA 

311.96 

411.22 

397.04 

NA 

353.79 

NA 

NA 

PUNWARIA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

35.45 

NA 

RAIPUR 

47.50 

NA 

NA 

NA 

NA 

NA 

375.77 

297.78 

NA 

NA 

NA 

NA 

RAMPURA 

0.00 

288.92 

304.87 

304.87 

645.19 

425.40 

397.04 

460.85 

503.39 

212.70 

537.42 

571.45 

RAMPURA (P) 

NA 

NA 

NA 

NA 

1049.32 

1006.78 

NA 

659.37 

NA 

NA 

NA 

NA 

RENDRI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

ROHAT 

NA 

2967.52 

1999.38 

2456.69 

2162.45 

2623.30 

2694.20 

2906.90 

3261.40 

3615.90 

3981.74 

4526.26 

SABALPURA 

95.36 

92.88 

85.08 

106.35 

109.90 

106.35 

77.99 

92.17 

120.53 

113.44 

115.57 

129.04 

SANPA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SARANGWAS 

NA 

147.83 

148.89 

99.26 

131.17 

134.71 

262.33 

2467.32 

NA 

134.71 

129.04 

129.39 

SARDARSAMAND (P) 

NA 

4487.26 

4821.20 

NA 

3048.70 

2552.40 

2623.30 

NA 

2623.30 

2204.99 

2353.88 

2350.34 

SAROTH 

47.50 

36.87 

6.74 

15.24 

59.56 

130.81 

92.88 

91.11 

151.37 

85.79 

96.78 

98.91 









1 

1 







1990 | 

| 1991 | 

1 1992 | 

| 1993 | 

| 1994 | 

| 1995 | 

| 1996 | 

19 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 


Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 

40.77 92.88 63.81 56.72 63.81 113.44 63.81 77.99 NA 77.99 70.90 77.99 77.99 99.26 NA 




























































































































































































































































































































































































































































































































Chloride, mg/I 


RANAWAS _ 

SEKHAWAS 


SI NLA-1 _ 

Sub Basin: Guhiya 


ATPADA 

BADKOCHRAN 


BAGRI (P) 
BAMANHEDA 


BANSIYA 

BARAKHAN 


BHAKHAR WALA GAON 
BHARTWA 


BIJASNI _ 

BI LA WAS 


BINJWARIA _ 

BUNTELAO 


DANGARWAS 

DEOLI 


HARSH _ 

HOLPUR KALLA 


JAPAN (P) _ 

JAWAJA 


JETIWAS _ 

JHALA Kl CHOWKI 


JUMPELAO 
KALI KANKAR 


KANAWAS 

KHARDA 


KOTKIRANA 

KUNDAL 


MODAWAS 

MURDAWA 


PATWA _ 

PEEPALIAKALLAN 


RAMPURA 
RAMPURA (P) 


SABALPURA 

SANPA 


Chloride, mg/I 
2007 


Location 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

PHULAD 

92.17 

70.90 

70.90 

85.08 

106.35 

85.08 

77.99 

77.99 

77.99 

35.45 

77.99 

49.63 

77.99 

127.62 

70.90 

56.72 

77.99 

42.54 

49.63 

85.08 

99.26 

70.90 

70.90 

NA 

92.17 

127.62 

113.44 


RADAWAS 

63.81 

56.72 

49.63 

49.63 

106.35 

42.54 

49.63 

56.72 

35.45 

85.08 

56.72 

70.90 

77.99 

77.99 

28.36 

77.99 

85.08 

70.90 

42.54 

49.63 

85.08 

56.72 

49.63 

NA 

77.99 

99.26 

35.45 

RAJ Kl AW AS 

3615.90 

NA 

NA 

4183.10 

3899.50 

3757.70 

3509.55 

3615.90 

3155.05 

NA 

3190.50 

2162.45 

3190.50 

2197.90 

3155.05 

2233.35 

1800.86 

2091.55 

NA 

1106.04 

NA 

NA 

NA 

NA 

NA 

NA 

1605.89 


70.90 

na" 


1985.20 


56.72 

na' 


2127.00 


42.54 

113.44' 


2127.00 


49.63 

113.44' 


2020.65 


56.72 

na" 


2304.25 


42.54 

na' 


1786.68 


42.54 

NA 


1942.66 


.90 

.99' 


2084.46 


56.72 

99.26' 


1999.38 


49.63 

141.80' 


2233.35 


56.72 
106.35 ' 


2233.35 


70.90 

113.44' 


2056.10 


85.08 
106.35 " 


2098.64 


70.90 

92.17' 


1900.12 


63.81 

155.98' 


1772.50 


63.81 
77.99 ' 


2446.05 


70.90 

269.42 


1900.12 


70.90 

77.99 

49.63 

184.34 


77.99 

170.16' 


3190.50 


92.17 

432.49 


2197.90 


63.81 

70.90 

106.35 

141.80 


77.99 

92.17 

42.54 

155.98 


AJITPURA 

2098.64 

2623.30 

2552.40 

2127.00 

1900.12 

2141.18 

2481.50 

1949.75 

2013.56 

2977.80 

1772.50 

2056.10 

1460.54 

3296.85 

85.08 

2892.72 

3332.30 

2942.35 

1503.08 

2339.70 

2127.00 

3261.40 

1446.36 

NA 

1531.44 

2197.90 

1503.08 

ARATIYA 

NA 

581.38 

822.44 

1368.37 

1276.20 

1949.75 

1843.40 

4112.20 

2616.21 

2268.80 

2233.35 

2056.10 

2197.90 

2233.35 

2446.05 

2836.00 

1772.50 

3048.70 

2233.35 

3757.70 

3722.25 

1233.66 

694.82 

NA 

1446.36 

4218.55 

1134.40 


0.00 
446.67" 


170.16 
141.80" 


1389.64 
120.53 " 


2942.35 
1205.30' 


177.25 

226.88' 


1134.40 

113.44' 


2765.10 
779.90' 


155.98 
177.25 ' 


NA 
106.35 ' 


2836.00 
946.52 ' 


574.29 
148.89 ' 


1006.78 
106.35 ' 


2836.00 
1006.78" 


283.60 

113.44" 


1106.04 

113.44" 


2694.20 

na' 


333.23 
145.35 ' 


1006.78 
106.35 ' 


2906.90 

1573.98" 


404.13 

155.98" 


1098.95 
1098.95 " 


0.00 

1325.83 " 


1659.06 
134.71" 


1063.50 
85.08 " 


4076.75 
446.67" 


2268.80 
428.95 " 


1120.22 
67.36" 


2942.35 
850.80 ' 


1545.62 

na' 


1120.22 
109.90 ' 


3084.15 

248.15 


1240.75 

241.06 


1063.50 

166.62 


2836.00 

723.18" 


3367.75 
347.41' 


1276.20 

326.14 

209.16 

113.44 


1106.04 
230.43 " 


1091.86 

99.26' 


3119.60 
850.80 ' 


1772.50 
124.08 ' 


1106.04 
173.71' 


3296.85 

584.93 


2091.55 

141.80 


1077.68 

85.08 


3190.50 

1226.57" 


3261.40 
577.84" 


1829.22 

2127.00 

102.81 

276.51 


1106.04 

219.79" 


3261.40 
577.84' 


155.98 

116.99 ' 


1262.02 
163.07 ' 


3403.20 
113.80" 


1446.36 

71.26" 


1077.68 

57.08" 


3261.40 
457.31" 


928.79 
106.35 " 


1332.92 
134.71" 


3155.05 
478.58" 


191.43 

152.44" 


1205.30 
106.35 " 


3793.15 

595.56' 


177.25 

138.26' 


1332.92 

138.26' 


3438.65 

NA 


198.52 

NA 


1077.68 

NA 


NA 

418.31 

NA 

NA 


1063.50 

na" 


2906.90 

na' 


1148.58 

na' 


1077.68 

NA 


1134.40 

21.27 


1460.54 

NA 


1148.58 
202.07 ' 


1162.76 

na" 


0.00 

3367.75 

42.54 

28.36 


1035.14 

1531.44' 


560.11 
1460.54" 


1573.98 

155.98" 


0.00 

28.36" 


1432.18 
1488.90 " 


1559.80 

198.52 


191. 

978. 


553.02 

1531.44 


1276.20 
198.52 ' 


1120.22 



21.27 

2 

m\ 


1020.96 
1488.90 ' 


1020.96 

1559.80 


1701.60 
177.25 " 


2765.10 

113.44" 


1176.94 

1510.17" 


1545.62 
262.33 " 


2765.10 
28.36" 


1176.94 

1471.18" 


1758.32 
155.98 " 


3084.15 
148.89 " 


_NA 

1616.52 " 


2552.40 
134.71" 


0.00 

404.13" 


1120.22 

1588.16" 


_NA 

163.07 " 


3474.10 
1106.04" 


709.00 
1595.25 " 


3403.20 
134.71" 


3190.50 

155.98" 


744.45 
1375.46 " 


2729.65 
106.35 " 


3899.50 
1233.66 " 


_NA 

1474.72 " 


2446.05 

134.71 


3190.50 

567.20 


1914.30 

1829.22 


2658.75 
152.44" 


2765.10 

113.44" 


4254.00 

1176.94 

489.21 

581.38 


2325.52 
1503.08 " 


NA 

1503.08" 


2268.80 
102.81' 


3580.45 

723.18' 


2268.80 
1559.80 ' 


2765.10 

99.26 


_NA 

510.48 


2233.35 

1460.54 


2268.80 
106.35 " 


1836.31 
141.80" 


NA 

2226.26 

808.26 

77.99 


2325.52 

1318.74" 


2339.70 
1120.22 " 


1701.60 

99.26' 


602.65 
404.13 ' 


1871.76 

1035.14' 


1531.44 

113.44" 


NA 
77.99 " 


1928.48 

1332.92" 


2481.50 

113.44" 


NA 

794.08" 


1389.64 

1162.76" 


1063.50 

42.54" 


1701.60 

42.54' 


2304.25 
85.08 " 


1262.02 

42.54' 


2098.64 
49.63 " 


2552.40 
49.63 " 


1418.00 
35.45 " 


2516.95 
70.90 ' 


1120.22 
35.45 ' 


6310.10 
659.37" 


NA 

418.31" 


148.89 

375.77" 


1233.66 

na" 


_NA 

457.31 " 


1035.14 
319.05 " 


1247.84 
7940.80" 


NA 

475.03 " 


1942.66 

198.52" 


992.60 

0 . 00 " 


_NA 

521.12" 


2304.25 

170.16" 


1659.06 
9217.00" 


NA 

535.30" 


850.80 

311.96" 


1432.18 

na' 


1063.50 
570.75 ' 


2552.40 
205.61' 


1219.48 

na" 


1361.28 

531.75" 


NA 

446.67" 


1240.75 

na" 


1127.31 
460.85 " 


_NA 

198.52 " 


1240.75 

na" 


538.84 
407.68" 


NA 

354.50" 


1389.64 

na" 


864.98 
333.23 " 


_NA 

233.97 " 


1332.92 

na" 


1020.96 
1056.41" 


NA 

99.26" 


1148.58 
8685.25 " 


1006.78 

350.96" 


_NA 

56.72 " 


1134.40 
6487.35 " 


262.33 
358.05 " 


NA 

148.89 " 


1673.24 
6381.00 " 


49.63 
379.32 " 


_NA 

70.90 " 


1744.14 

6381.00" 


1120.22 

645.19" 


NA 

297.78" 


_NA 

6026.50" 


1035.14 

na" 


_NA 

92.17" 


NA 

5459.30" 


616.83 
834.85 " 


NA 

85.08" 


1985.20 

na" 


311.96 
907.52 " 


_NA 

70.90 " 


2056.10 

5955.60 


173.71 

1176.94 


_NA 

737.36 


1956.84 

7728.10" 


1020.96 
6026.50" 


326.14 

319.05 

1318.74 

1247.84 


1843.40 

2552.40 " 


531.75 
1446.36 " 


_NA 

120.53 " 


1318.74 
3970.40" 


276.51 

na" 


NA 
148.89 " 


1694.51 

6097.40 


496.30 

NA 


_NA 

49.63 


2339.70 

779.90 


_NA 

49.63 


1878.85 
779.90 ' 


1772.50 

723.18" 


NA 

NA 

49.63 

99.26 


2056.10 
737.36 " 


_NA 

1205.30" 


2127.00 
0 . 00 " 


NA 

na" 


2162.45 
850.80 " 


_NA 

262.33 " 


2127.00 

822.44" 


NA 
63.81" 


2197.90 
978.42 " 


_NA 

184.34" 


2481.50 
882.71" 


NA 

49.63 " 


2658.75 

914.61" 


_NA 

1035.14" 


3225.95 
950.06" 


63.81 

191.43" 


3261.40 
992.60 " 


_NA 

475.03 " 


3084.15 
992.60 " 


NA 

35.45 " 


3261.40 
964.24" 


_NA 

63.81" 


2127.00 
1070.59 " 


NA 
120.53 " 


1885.94 

1219.48" 


_NA 

85.08 " 


2410.60 

1091.86" 


NA 

21.27" 


2127.00 

1091.86" 


_NA 

56.72 " 


1914.30 

1091.86" 


NA 

5175.70" 


2056.10 
1106.04" 


_NA 

6558.25 " 


3119.60 
1134.40" 


NA 

7621.75 " 


2658.75 
1134.40 " 


_NA 

7621.75 " 


2268.80 
1134.40" 


NA 

7019.10" 


2871.45 

1106.04 


_NA 

184.34 


2942.35 

92.17' 


2552.40 
70.90 ' 


2587.85 

42.54" 


2162.45 
63.81' 


2623.30 
21.27" 


2375.15 

42.54' 


2339.70 
77.99 " 


2056.10 
102.81" 


1949.75 
49.63 ' 


2162.45 
70.90 ' 


2268.80 

56.72" 


2304.25 

1361.28" 


3261.40 
35.45 " 


2056.10 
978.42 ' 


2304.25 

21.27" 


1999.38 
17.73 " 


2711.93 

14.18' 


2056.10 
56.72 ' 


2268.80 

42.54" 


2375.15 
538.84" 


3545.00 
21.27" 


2084.46 

482.12' 


2446.05 
425.40" 


2162.45 

418.31' 


3367.75 

531.75 


14.18 

99.26 


1212.39 

92.17 


BARAKHERA 

77.99 

131.17 

28.36 

49.63 

24.82 

35.45 

21.27 

31.91 

35.45 

478.58 

382.86 

358.05 

28.36 

31.91 

49.63 

106.35 

24.82 

49.63 

7.45 

85.08 

35.45 

120.53 

NA 

NA 

NA 

NA 

49.63 

BARNA 

1559.80 

2368.06 

2658.75 

2722.56 

3048.70 

3013.25 

1247.84 

3084.15 

3084.15 

0.00 

1829.22 

4005.85 

2155.36 

1503.08 

1729.96 

NA 

NA 

NA 

NA 

2282.98 

2070.28 

595.56 

2027.74 

NA 

1815.04 

2127.00 

NA 


2942.35 
106.35 " 


_NA 

1375.46 " 


_NA 

1985.20" 


2481.50 

113.44 


_NA 

28.36 


1772.50 

1077.68 


CHANDAWAL 

269.42 

290.69 

304.87 

269.42 

382.86 

333.23 

418.31 

652.28 

453.76 

496.30 

446.67 

290.69 

297.78 

155.98 

354.50 

49.63 

35.45 

21.27 

28.36 

77.99 

63.81 

283.60 

28.36 

NA 

177.25 

241.06 

177.25 

CHUNDLAI ROAD 

NA 

NA 

680.64 

NA 

709.00 

779.90 

978.42 

1191.12 

992.60 

NA 

1091.86 

382.86 

808.26 

538.84 

297.78 

99.26 

106.35 

99.26 

127.62 

141.80 

85.08 

319.05 

77.99 

NA 

155.98 

354.50 

56.72 


992.60 
2091.55 ' 


DURASANI 

NA 

404.13 

347.41 

333.23 

389.95 

411.22 

538.84 

418.31 

326.14 

723.18 

623.92 

652.28 

439.58 

368.68 

425.40 

453.76 

333.23 

311.96 

233.97 

482.12 

262.33 

382.86 

198.52 

NA 

340.32 

503.39 

354.50 

GADAPA 

| 198.52 

212.70 

184.34 

173.71 

134.71 

170.16 

120.53 

198.52 

233.97 

205.61 

163.07 

194.98 

269.42 

187.89 

191.43 

170.16 

233.97 

269.42 

2353.88 

191.43 

255.24 

248.15 

NA 

NA 

NA 

NA 

779.90 


GUDABHADAWAT 

NA 

134.71 

134.71 

99.26 

141.80 

106.35 

92.17 

85.08 

77.99 

63.81 

70.90 

113.44 

70.90 

77.99 

63.81 

99.26 

56.72 

56.72 

56.72 

49.63 

63.81 

63.81 

35.45 

NA 

NA 

NA 

NA 

GUDABINAJAJI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

205.61 

184.34 

184.34 

NA 

85.08 

163.07 

191.43 

205.61 

106.35 

226.88 

219.79 

326.14 

262.33 

361.59 

85.08 

283.60 

NA 

70.90 

184.34 

560.11 


GUJRAWAS 

411.22 

0.00 

3545.00 

0.00 

4821.20 

0.00 

3438.65 

0.00 

0.00 

0.00 

0.00 

4643.95 

4466.70 

4254.00 

3190.50 

4041.30 

4183.10 

5601.10 

4608.50 

3934.95 

NA 

4643.95 

4076.75 

NA 

3686.80 

5104.80 

5033.90 

HARIPUR RLY. ST. 

2481.50 

2431.87 

1857.58 

2658.75 

2446.05 

2658.75 

2446.05 

623.92 

2162.45 

NA 

2233.35 

475.03 

2481.50 

2552.40 

709.00 

1900.12 

1602.34 

482.12 

1403.82 

2765.10 

2729.65 

645.19 

56.72 

NA 

751.54 

638.10 

134.71 


_NA 

5282.05 " 


1488.90 

7160.90 


723.18 

372.23 

NA 

1729.96 


JHEETRA 

NA 

0.00 

2871.45 

4147.65 

6203.75 

0.00 

5707.45 

5636.55 

5636.55 

6168.30 

6132.85 

0.00 

5778.35 

5672.00 

6487.35 

7444.50 

6841.85 

7479.95 

8011.70 

7019.10 

7479.95 

5707.45 

5778.35 

NA 

0.00 

4963.00 

4431.25 

JOONTHA 

NA 

NA 

1006.78 

NA 

NA 

NA 

NA 

978.42 

1035.14 

864.98 

850.80 

765.72 

744.45 

723.18 

829.53 

864.98 

1006.78 

907.52 

893.34 

836.62 

822.44 

687.73 

687.73 

NA 

170.16 

226.88 

716.09 


2765.10 

1074.14' 


3119.60 

1155.67 


NA 

NA 

560.11 

304.87 


KHARIANEEV (P) 

NA 

NA 

NA 

1006.78 

1176.94 

992.60 

808.26 

1205.30 

694.82 

1191.12 

907.52 

1347.10 

964.24 

1538.53 

1602.34 

1616.52 

1148.58 

1488.90 

1389.64 

1807.95 

1432.18 

1347.10 

1453.45 

NA 

1219.48 

1035.14 

829.53 

KH ETA WAS 

5388.40 

3474.10 

NA 

5742.90 

2871.45 

4998.45 

2233.35 

4076.75 

1737.05 

4147.65 

3155.05 

5033.90 

2056.10 

3757.70 

3225.95 

4289.45 

2382.24 

4608.50 

2538.22 

2942.35 

4537.60 

4254.00 

3864.05 

NA 

3474.10 

3438.65 

879.16 


KHODMAL 

1375.46 

2102.19 

652.28 

2924.63 

2134.09 

1481.81 

1488.90 

1659.06 

1410.91 

49.63 

1573.98 

280.06 

148.89 

2212.08 

2162.45 

340.32 

148.89 

489.21 

425.40 

606.20 

400.59 

361.59 

NA 

NA 

NA 

NA 

85.08 

KOOKRA 

226.88 

148.89 

NA 

184.34 

141.80 

141.80 

177.25 

191.43 

155.98 

241.06 

212.70 

297.78 

269.42 

262.33 

368.68 

202.07 

365.14 

404.13 

425.40 

88.63 

120.53 

56.72 

120.53 

NA 

85.08 

56.72 

418.31 


KUSALPURA 

269.42 

262.33 

255.24 

290.69 

333.23 

333.23 

297.78 

290.69 

326.14 

255.24 

311.96 

297.78 

311.96 

276.51 

276.51 

255.24 

255.24 

248.15 

248.15 

233.97 

212.70 

241.06 

262.33 

NA 

226.88 

241.06 

255.24 

KUSHALPURA(P) ADP 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

LEELAMBA 

226.88 

106.35 

99.26 

127.62 

127.62 

255.24 

184.34 

354.50 

255.24 

241.06 

248.15 

283.60 

255.24 

283.60 

226.88 

255.24 

184.34 

205.61 

170.16 

205.61 

184.34 

205.61 

170.16 

NA 

212.70 

241.06 

191.43 

LUNDAWAS 

1630.70 

1020.96 

1176.94 

131.17 

1616.52 

1446.36 

1744.14 

1666.15 

1545.62 

1985.20 

2091.55 

2516.95 

3119.60 

2375.15 

687.73 

3048.70 

2570.13 

3119.60 

2765.10 

2765.10 

2552.40 

2240.44 

2268.80 

NA 

2162.45 

2268.80 

2353.88 


MAM MAW AS 

177.25 

248.15 

212.70 

255.24 

141.80 

262.33 

191.43 

20 

5.61 

77.99 

304.87 

354.50 

2800.55 

1403.82 

1233.66 

907.52 

694.82 

829.53 

3438.65 

1474.72 

2304.25 

794.08 

113.44 

709.00 

NA 

779.90 

205.61 

177.25 

MOBAKATALAB 

81.54 

42.54 

NA 

35.45 

35.45 

31.91 

35.45 

4 

2.54 

28.36 

49.63 

35.45 

42.54 

70.90 

46.09 

49.63 

46.09 

42.54 

46.09 

49.63 

63.81 

49.63 

70.90 

95.72 

NA 

85.08 

85.08 

85.08 


1878.85 
496.30' 


1843.40 

226.88 


NAIKALAN 

145.35 

198.52 

166.62 

350.96 

276.51 

255.24 

333.23 

205.61 

212.70 

319.05 

255.24 

191.43 

368.68 

NA 

446.67 

258.79 

393.50 

319.05 

141.80 

361.59 

414.77 

361.59 

NA 

NA 

NA 

NA 

389.95 

NOKH 

| 106.35 

106.35 

120.53 

NA 

326.14 

304.87 

425.40 

290.69 

226.88 

233.97 

205.61 

248.15 

368.68 

191.43 

155.98 

397.04 

404.13 

226.88 

191.43 

290.69 

311.96 

319.05 

297.78 

NA 

262.33 

283.60 

297.78 


PUNWARIA 

163.07 

74.45 

67.36 

60.27 

53.18 

42.54 

NA 

49.63 

106.35 

35.45 

21.27 

35.45 

28.36 

NA 

60.27 

39.00 

63.81 

49.63 

723.18 

46.09 

53.18 

67.36 

NA 

NA 

NA 

NA 

42.54 

RAIPUR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

6061.95 

NA 

460.85 

NA 

NA 

NA 

NA 

432.49 

446.67 

418.31 

446.67 

205.61 

382.86 

NA 

198.52 

212.70 

233.97 


RENDRI 

177.25 

531.75 

163.07 

212.70 

184.34 

233.97 

212.70 

496.30 

219.79 

283.60 

269.42 

241.06 

226.88 

269.42 

283.60 

226.88 

255.24 

255.24 

354.50 

248.15 

255.24 

255.24 

297.78 

NA 

255.24 

255.24 

92.17 

ROHAT 

NA 

538.84 

3899.50 

4005.85 

6097.40 

NA 

NA 

7090.00 

3367.75 

5849.25 

5601.10 

6310.10 

6841.85 

5991.05 

6274.65 

5849.25 

6203.75 

6239.20 

6381.00 

6416.45 

NA 

12726.55 

5530.20 

NA 

6948.20 

12088.45 

11060.40 


SARANGWAS 

269.42 

SARDARSAMAND (P) 

NA 

SAROTH 

NA 


127.62 
4750.30" 


290.69 

na" 


NA 


106.35 
4324.90 " 


319.05 
4679.40" 


NA 


120.53 

645.19" 


340.32 
4750.30" 


NA 


155.98 
2836.00 " 


304.87 
4963.00 " 


NA 


134.71 

2148.27" 


333.23 
4041.30" 


NA 


170.16 
2942.35 " 


304.87 

5317.50" 


NA 


319.05 

531.75 


347.41 

5920.15 


NA 


524.66 

2516.95' 


744.45 

2375.15" 


304.87 

319.05 

6451.90 

6983.65 



538.84 
2658.75 " 


347.41 
6593.70 " 


NA 


503.39 
1049.32 " 


340.32 
6381.00" 


NA 


694.82 
2304.25 " 


290.69 
6203.75 " 


NA 


1595.25 

2162.45" 


333.23 

56.72" 


NA 


389.95 
1956.84" 


319.05 
5742.90 " 


NA 


524.66 
2056.10" 


319.05 
7409.05 " 


NA 


1460.54 
2197.90 " 


319.05 
7302.70 " 


NA 


1439.27 

2197.90" 


297.78 

na" 


NA 


446.67 
2410.60" 


340.32 
6806.40" 


NA 


411.22 
2587.85 " 


340.32 
6522.80" 


NA 


326.14 
2233.35 " 


347.41 
9252.45 " 


NA 


304.87 

2729.65 


340.32 

8118.05 


NA 


333.23 
2552.40" 


333.23 
9146.10" 


NA 



361.59 
2446.05 " 


425.40 
3084.15 " 


NA 


602.65 

1914.30 


354.50 

3048.70 


NA 




































































































































































































































































































































































































































































































































1984 


1985 


1986 


1987 


Chloride, mg/I 


Location 


1988 


1989 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 



Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

SINGHARI(P) 

NA 

796.21 

7657.20 

NA 

NA 

7586.30 

460.85 

407.68 

NA 

8295.30 

8088.98 

8167.68 

SOJAT CITY 

NA 

591.31 

723.18 

836.62 

836.62 

1020.96 

921.70 

694.82 

794.08 

872.07 

656.18 

748.70 

SOJAT ROAD 

NA 

48.21 

35.45 

35.45 

NA 

NA 

255.24 

248.15 

NA 

NA 

116.99 

74.80 

SURAJPURA 

148.89 

148.89 

NA 

389.95 

354.50 

382.86 

NA 

NA 

269.42 

NA 

NA 

368.68 

SURAYATA(P) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

TARAGARH 

177.25 

77.99 

NA 

113.44 

120.53 

106.35 

77.99 

70.90 

42.54 

46.09 

85.08 

56.72 

|Sub Basin: Jawai 

AHORE 

197.10 

199.23 

205.61 

205.61 

205.61 

205.61 

205.61 

205.61 

205.61 

205.61 

198.52 

229.01 

AHORE P/Z 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

ALPA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

ANVLOJ 

303.45 

275.09 

NA 

687.73 

NA 

NA 

326.14 

304.87 

323.30 

NA 

305.58 

326.49 

ARATHWARA 

57.78 

65.23 

NA 

NA 

63.81 

60.27 

70.90 

65.94 

70.90 

NA 


67.36 

BADGOAN 

166.62 

180.80 

NA 

216.25 

NA 

46.09 

131.17 

128.68 

595.56 

NA 


NA 

BHAGLI PUROHITAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1611.91 

BHAINSWARA 

1483.94 

343.87 

283.60 

319.05 

276.51 

265.88 

276.51 

265.88 

248.15 

255.24 

1474.72 

NA 

BISHANGARH 

3760.54 

3529.40 

3474.10 

3332.30 

3431.56 

0.00 

3431.56 

3247.22 

NA 

NA 

NA 

NA 

BITHURA 

782.74 

2034.83 

NA 

1956.84 

886.25 

1272.66 

691.28 

NA 

173.71 

NA 

163.07 

158.46 

CHAWARCHA 

1199.98 

818.54 

673.55 

3176.32 

120.53 

262.33 

120.53 

49.63 

60.62 

NA 

149.60 

83.31 

CHHIBAGOAN 

NA 

NA 

NA 

340.32 

308.42 

350.96 

269.42 

281.47 

181.86 

NA 

411.22 

350.25 

CHIPARWARA 

3572.30 

4263.93 

3233.04 

1566.89 

NA 

NA 

4466.70 

4168.92 

NA 

NA 

NA 

NA 

DAYALPURAT/W 

268.71 

398.81 

233.97 

202.07 

NA 

NA 

262.33 

233.97 

NA 

NA 

NA 

NA 

DODIYALI 

88.63 

NA 

145.35 

113.44 

141.80 

124.08 

141.80 

124.08 

159.53 

141.80 

155.98 

124.78 

ELANA 

NA 

1210.26 

NA 

1581.07 

1191.12 

1293.93 

1191.12 

1293.93 

437.81 

NA 

NA 

489.92 

GODAN 

2164.58 

2104.31 

2112.82 

2063.19 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GODANA 

462.98 

332.52 

NA 

528.21 

443.13 

428.95 

365.14 

861.44 

131.52 

NA 

198.52 

272.97 

GOL(UMMEDABAD) 

43.25 

44.67 

31.91 

42.54 

NA 

NA 

39.00 

24.82 

47.15 

NA 

NA 

NA 

GOLA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1785.62 

NA 

NA 

2297.16 

NA 

GUDA BALOTAN P/Z 

411.93 

409.09 

368.68 

42.54 

NA 

NA 

326.14 

319.05 

336.78 

NA 

NA 

NA 

GUDIA (GUDA INDERPURA) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

326.50 

1278.33 

JALORE-I 

NA 

116.99 

120.53 

NA 

NA 

NA 

141.80 

138.26 

168.39 

NA 

NA 

NA 

JOGAPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KESHWANA 

473.61 

522.53 

701.91 

453.76 

177.25 

131.17 

567.20 

131.17 

612.93 

NA 

NA 

714.67 

KESHWANA P/Z 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KHEJRIYA 

1102.50 

1164.18 

NA 

939.43 

NA 

840.17 

957.15 

858.25 

656.89 

NA 

1120.22 

1013.87 

KHIWANDI 

565.07 

30.84 

436.04 

326.14 

432.49 

475.03 

531.75 

446.67 

531.75 

382.86 

11.34 

326.85 

KORTA 

636.33 

529.62 

453.76 

432.49 

400.59 

361.59 

333.23 

297.78 

347.41 

290.69 

326.50 

372.23 

KUABER 

560.47 

581.03 

609.74 

NA 

652.28 

655.83 

652.28 

655.83 

1064.21 

NA 

686.67 

585.63 

LETA 

484.25 

378.25 

361.59 

340.32 

645.19 

NA 

645.19 

616.83 

1576.11 

NA 

1834.18 

1573.98 

MANDAVLA P/Z 

NA 

NA 

NA 

NA 

297.78 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MEDA UPARLA 

129.39 

96.07 

NA 

134.71 

NA 

NA 

148.89 

177.25 

134.71 

NA 

122.30 

118.05 

MESHPURA 

1660.83 

NA 

NA 

1474.72 

NA 

1347.10 

1588.16 

1347.10 

1104.62 

NA 

1027.70 

957.15 

MOCHAL 

54.59 

72.32 

NA 

46.09 

46.09 

49.63 

63.81 

NA 

56.72 

NA 

226.88 

53.88 

NAWA KHEDA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NETRA 

125.85 

106.35 

113.44 

134.71 

124.08 

152.08 

106.35 

99.26 

127.62 

106.35 

"arc 

88.63 

NOVI 

40.77 

41.12 

42.54 

46.09 

42.54 

28.36 

35.45 

42.54 

113.44 

35.45 


108.83 

OTWARA 

1591.00 

1609.43 

1630.70 

NA 

1602.34 

1630.70 

1602.34 

1630.70 

1912.88 

NA 

NA 

2136.93 

PAHARPURA 

NA 

48.21 

NA 

NA 

56.72 

63.81 

56.72 

347.41 

80.83 

NA 

83.31 

95.01 

PALRI 

2641.03 

2854.08 

2254.62 

2566.58 

2226.26 

2169.54 

2268.80 

2623.30 

2041.92 

2212.08 

2063.90 

2227.32 

PAOTA 

NA 

990.12 

NA 

914.61 

964.24 

786.99 

964.24 

786.99 

761.11 

NA 

NA 

779.90 

POMAWA 

91.82 

185.40 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

POSALIYA 

265.52 

50.69 

NA 

31.91 

31.91 

28.36 

35.45 

34.74 

39.00 

NA 

28.36 

30.49 

RADBAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RAJANWADI 

74.80 

NA 

NA 

77.99 

63.81 

53.18 

63.81 

53.18 

60.62 

NA 

62.39 

99.26 

RAJANWADI T/W 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RATUNJA 

1204.24 

NA 

NA 

NA 

1602.34 

280.06 

1602.34 

67.36 

1333.63 

NA 

NA 

1309.52 

RUKHARA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RUWARA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SANPHADA 

542.39 

663.62 

NA 

680.64 

99.26 

NA 

99.26 

716.09 

1171.98 

NA 

1708.69 

1674.30 

SAWANTIPURA 

NA 

666.82 

NA 

1056.41 

NA 

1162.76 

NA 

1162.76 

1063.50 

NA 

1903.67 

1928.48 

SHEOGANJ 

183.63 

180.80 

NA 

173.71 

180.80 

180.80 

262.33 

187.53 

249.21 

NA 

524.66 

383.92 

SUMERPUR 

108.83 

92.53 

77.99 

99.26 

99.26 

106.35 

127.62 

113.44 

127.62 

134.71 

163.43 

0.00 

THANWLA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

THANWLA P/Z 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

WADANWADI P/Z 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1084.77 

NA 

NA 

NA 

NA 

WARKA 

0.00 

1171.27 

NA 

NA 

NA 

NA 

NA 

733.11 

900.43 

NA 

NA 

NA 

|Sub Basin: Jojri 

ACHOJAI 

1089.02 

942.97 

1059.96 

950.06 

950.06 

NA 

713.96 

609.74 

538.84 

NA 

623.92 

284.66 

ANANDPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

ANAWAS 

1878.85 

1725.71 

1495.28 

1538.53 

1463.38 

1474.72 

297.78 

1834.18 

2155.36 

2040.86 

1388.58 

1474.72 

ANTROLI KALLAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

115.57 

97.13 

ANTROLI SANGA 

91.82 

87.56 

85.08 

106.35 

81.54 

NA 

37.22 

NA 

1013.87 

99.26 

NA 

69.48 

BABRLA 

NA 

1193.25 

2041.92 

1130.86 

2190.81 

985.51 

2006.47 

1000.40 

2332.61 

1306.69 

2191.52 

875.26 

BAGAR 

96.78 

NA 

NA 

NA 

935.88 

1822.13 

1158.51 

1239.33 

NA 

NA 

NA 

1118.45 

BAGARKI 

551.25 

694.47 

660.08 

453.76 

606.20 

489.21 

645.19 

652.99 

779.90 

569.33 

803.30 

791.24 


_1990_1991_1992_1993_1994_1995_1996_19 

Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre 

Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 

NA 7987.95 8844.78 7763.55 8720.70 8578.90 7686.27 NA 7976.25 7373.60 NA NA NA NA NA 












































































































































































































































































































































































































































































































Chloride, mg/I 


SURAJPURA 

SURAYATA(P) 


TARAGARH 

Sub Basin: Jawai 


Sub Basin: Jojri 

ACHOJAI 


ANTROLI KALLAN 
ANTROLI SANGA 


Chloride, mg/I 
2007 


Location 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

SINGHARI(P) 

NA 

NA 

NA 

NA 

2552.40 

NA 

NA 

3013.25 

3722.25 

3261.40 

3828.60 

6345.55 

5920.15 

6203.75 

7090.00 

2949.44 

2658.75 

3793.15 

553.02 

1531.44 

5991.05 

2020.65 

1630.70 

NA 

2056.10 

5069.35 

4324.90 


SOJAT CITY 

567.20 

623.92 

609.74 

666.46 

524.66 

935.88 

496.30 

1024.51 

1028.05 

1020.96 

1035.14 

1191.12 

1134.40 

1176.94 

1332.92 

1134.40 

786.99 

553.02 

893.34 

836.62 

1020.96 

737.36 

964.24 

NA 

822.44 

1503.08 

1035.14 

SOJAT ROAD 

92.17 

113.44 

106.35 

116.99 

120.53 

99.26 

155.98 

70.90 

106.35 

1297.47 

177.25 

219.79 

155.98 

163.07 

120.53 

49.63 

127.62 

56.72 

63.81 

99.26 

77.99 

120.53 

35.45 

NA 

85.08 

77.99 

120.53 


265.88 
1077.68 ' 


70.90 


1077.68 
560.11' 


63.81 


347.41 
1098.95 ' 


88.63 


205.61 

1162.76" 


56.72 


319.05 
1134.40' 


63.81 


404.13 

35.45 

709.00 

602.65 


1191.12 
432.49 ' 


602.65 


NA 

NA 

1446.36 

389.95 


AHORE 

205.61 

262.33 

262.33 

340.32 

290.69 

347.41 

148.89 

333.23 

241.06 

304.87 

297.78 

347.41 

319.05 

269.42 

269.42 

248.15 

304.87 

354.50 

765.72 

262.33 

205.61 

283.60 

319.05 

NA 

326.14 

283.60 

283.60 

AHORE P/Z 

NA 

17086.90 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

ALPA 

NA 

NA 

NA 

2516.95 

NA 

2318.43 

2375.15 

2382.24 

2509.86 

NA 

2765.10 

2481.50 

2197.90 

2233.35 

2446.05 

2623.30 

3545.00 

2410.60 

2871.45 

2127.00 

3438.65 

2481.50 

2481.50 

NA 

2446.05 

2516.95 

1488.90 

ANVLOJ 

538.84 

595.56 

526.79 

595.56 

581.38 

595.56 

599.11 

659.37 

701.91 

638.10 

496.30 

609.74 

709.00 

822.44 

864.98 

893.34 

1120.22 

1545.62 

1176.94 

1701.60 

1460.54 

2233.35 

1588.16 

NA 

1772.50 

1531.44 

1701.60 

ARATHWARA 

NA 

113.44 

NA 

106.35 

99.26 

92.17 

85.08 

NA 

70.90 

70.90 

92.17 

56.72 

63.81 

63.81 

56.72 

56.72 

92.17 

56.72 

106.35 

120.53 

113.44 

70.90 

99.26 

NA 

70.90 

56.72 

63.81 

BADGOAN 

NA 

304.87 

NA 

311.96 

361.59 

545.93 

141.80 

368.68 

248.15 

233.97 

209.16 

NA 

248.15 

233.97 

290.69 

269.42 

276.51 

248.15 

333.23 

155.98 

205.61 

319.05 

177.25 

NA 

262.33 

233.97 

1276.20 

BHAGLI PUROHITAN 

85.08 

56.72 

70.90 

70.90 

NA 

354.50 

127.62 

212.70 

219.79 

198.52 

1162.76 

241.06 

304.87 

283.60 

361.59 

297.78 

397.04 

453.76 

35.45 

1247.84 

198.52 

1474.72 

1290.38 

NA 

524.66 

638.10 

1524.35 

BHAINSWARA 

475.03 

340.32 

489.21 

439.58 

NA 

446.67 

467.94 

418.31 

467.94 

453.76 

460.85 

489.21 

482.12 

446.67 

581.38 

616.83 

418.31 

517.57 

751.54 

836.62 

460.85 

545.93 

545.93 

NA 

971.33 

581.38 

581.38 

BISHANGARH 

NA 

3580.45 

3545.00 

3580.45 

3633.63 

3545.00 

3332.30 

NA 

4679.40 

3084.15 

2233.35 

2127.00 

2197.90 

2268.80 

4573.05 

3261.40 

3757.70 

2906.90 

3686.80 

3970.40 

3970.40 

4431.25 

5920.15 

NA 

4892.10 

4608.50 

4856.65 

BITHURA 

NA 

120.53 

NA 

113.44 

127.62 

134.71 

155.98 

148.89 

134.71 

134.71 

NA 

148.89 

141.80 

496.30 

120.53 

148.89 

517.57 

148.89 

141.80 

538.84 

148.89 

148.89 

120.53 

NA 

177.25 

319.05 

241.06 

CHAWARCHA 

971.33 

1595.25 

1233.66 

772.81 

1035.14 

921.70 

375.77 

194.98 

49.63 

134.71 

120.53 

170.16 

85.08 

694.82 

616.83 

503.39 

467.94 

581.38 

850.80 

779.90 

1191.12 

510.48 

1134.40 

NA 

694.82 

1191.12 

496.30 

CHHIBAGOAN 

NA 

262.33 

NA 

347.41 

304.87 

304.87 

262.33 

31.91 

233.97 

304.87 

283.60 

340.32 

127.62 

290.69 

262.33 

212.70 

134.71 

269.42 

141.80 

283.60 

148.89 

319.05 

304.87 

NA 

311.96 

397.04 

226.88 

CHIPARWARA 

4998.45 

4395.80 

NA 

70.90 

340.32 

NA 

99.26 

49.63 

723.18 

1120.22 

1106.04 

1091.86 

1006.78 

1205.30 

1602.34 

1304.56 

1701.60 

1364.83 

921.70 

1247.84 

NA 

1531.44 

1290.38 

NA 

1729.96 

1673.24 

1474.72 

DAYALPURAT/W 

482.12 

42.54 

42.54 

1141.49 

28.36 

659.37 

NA 

NA 

53.18 

460.85 

439.58 

106.35 

134.71 

694.82 

694.82 

680.64 

666.46 

694.82 

602.65 

631.01 

638.10 

765.72 

680.64 

NA 

NA 

631.01 

652.28 

DODIYALI 

49.63 

NA 

NA 

3686.80 

141.80 

70.90 

63.81 

63.81 

1772.50 

56.72 

70.90 

56.72 

85.08 

42.54 

49.63 

49.63 

42.54 

49.63 

49.63 

42.54 

63.81 

46.09 

723.18 

NA 

85.08 

56.72 

28.36 

ELANA 

1375.46 

1091.86 

1013.87 

1460.54 

1134.40 

1361.28 

1389.64 

1389.64 

1347.10 

1347.10 

1432.18 

1276.20 

1290.38 

1262.02 

1389.64 

1318.74 

1290.38 

638.10 

1389.64 

1559.80 

1446.36 

808.26 

1233.66 

NA 

1106.04 

1545.62 

1106.04 

GODAN 

2694.20 

2836.00 

2800.55 

3048.70 

NA 

2516.95 

2658.75 

2821.82 

2800.55 

2658.75 

2233.35 

1460.54 

2197.90 

3119.60 

1949.75 

3722.25 

1744.14 

NA 

1758.32 

2481.50 

2027.74 

2127.00 

1531.44 

NA 

1949.75 

1949.75 

2127.00 

GODANA 

NA 

496.30 

NA 

NA 

411.22 

361.59 

347.41 

290.69 

276.51 

311.96 

290.69 

262.33 

255.24 

212.70 

212.70 

205.61 

191.43 

212.70 

262.33 

297.78 

333.23 

297.78 

354.50 

NA 

297.78 

503.39 

524.66 

GOL(UMMEDABAD) 

49.63 

85.08 

50.34 

198.52 

241.06 

226.88 

354.50 

1098.95 

460.85 

113.44 

155.98 

241.06 

304.87 

411.22 

368.68 

446.67 

482.12 

35.45 

581.38 

560.11 

638.10 

638.10 

680.64 

NA 

531.75 

531.75 

496.30 

GOLA 

NA 

21.27 

NA 

751.54 

1538.53 

595.56 

453.76 

333.23 

843.71 

233.97 

155.98 

106.35 

113.44 

85.08 

99.26 

2304.25 

2304.25 

2268.80 

347.41 

170.16 

170.16 

2552.40 

2871.45 

NA 

2197.90 

113.44 

241.06 

GUDA BALOTAN P/Z 

418.31 

354.50 

62.75 

389.95 

NA 

375.77 

354.50 

42.54 

347.41 

368.68 

347.41 

375.77 

333.23 

354.50 

446.67 

921.70 

446.67 

453.76 

446.67 

467.94 

482.12 

453.76 

460.85 

NA 

460.85 

510.48 

NA 

GUDIA (GUDA INDERPURA) 

1843.40 

1673.24 

1807.95 

1737.05 

2020.65 

2020.65 

2304.25 

2070.28 

NA 

2112.82 

2304.25 

1949.75 

1247.84 

1616.52 

1843.40 

2233.35 

2339.70 

2020.65 

1361.28 

2127.00 

1247.84 

2091.55 

1843.40 

NA 

1871.76 

2091.55 

1418.00 

JALORE-I 

99.26 

120.53 

694.82 

85.08 

NA 

212.70 

127.62 

56.72 

205.61 

99.26 

205.61 

205.61 

326.14 

219.79 

368.68 

262.33 

283.60 

226.88 

375.77 

177.25 

340.32 

375.77 

347.41 

NA 

893.34 

425.40 

NA 

JOGAPURA 

NA 

28.36 

NA 

1375.46 

1949.75 

1446.36 

2268.80 

1418.00 

2240.44 

2268.80 

2282.98 

2297.16 

2375.15 

2091.55 

2552.40 

2353.88 

2375.15 

2353.88 

2268.80 

2410.60 

2552.40 

2481.50 

2481.50 

NA 

2410.60 

2339.70 

1311.65 

KESHWANA 

1063.50 

1148.58 

42.54 

1219.48 

1063.50 

645.19 

1503.08 

655.83 

1191.12 

127.62 

262.33 

120.53 

418.31 

411.22 

77.99 

85.08 

85.08 

694.82 

1361.28 

85.08 

134.71 

2020.65 

1644.88 

NA 

127.62 

375.77 

1559.80 

KESHWANA P/Z 

NA 

4785.75 

496.30 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KHEJRIYA 

NA 

2623.30 

NA 

2013.56 

1729.96 

1418.00 

1616.52 

1503.08 

1772.50 

1588.16 

1347.10 

1219.48 

1403.82 

1233.66 

1361.28 

1049.32 

1091.86 

1035.14 

2162.45 

2197.90 

2446.05 

1233.66 

1595.25 

NA 

1035.14 

879.16 

1347.10 

KHIWANDI 

709.00 

779.90 

680.64 

794.08 

836.62 

680.64 

850.80 

829.53 

850.80 

921.70 

864.98 

992.60 

545.93 

694.82 

652.28 

92.17 

638.10 

829.53 

864.98 

1049.32 

1106.04 

1247.84 

1928.48 

NA 

1573.98 

389.95 

262.33 

KORTA 

1120.22 

1120.22 

1035.14 

1006.78 

1176.94 

1205.30 

1120.22 

1198.21 

1205.30 

1290.38 

1198.21 

1148.58 

1063.50 

1262.02 

595.56 

1347.10 

1432.18 

1198.21 

1630.70 

1418.00 

1347.10 

1063.50 

1304.56 

NA 

1191.12 

1120.22 

77.99 

KUABER 

354.50 

NA 

395.27 

340.32 

333.23 

1425.09 

304.87 

311.96 

333.23 

297.78 

283.60 

85.08 

262.33 

290.69 

262.33 

276.51 

262.33 

248.15 

269.42 

262.33 

NA 

NA 

212.70 

NA 

198.52 

NA 

538.84 

LETA 

NA 

5175.70 

5707.45 

5140.25 

NA 

5423.85 

5813.80 

6239.20 

5459.30 

6239.20 

6132.85 

6381.00 

5955.60 

56.72 

7692.65 

9394.25 

1573.98 

1673.24 

2268.80 

2353.88 

1545.62 

1347.10 

514.03 

NA 

942.97 

1616.52 

1098.95 

MANDAVLA P/Z 

NA 

NA 

233.97 

63.81 

63.81 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1276.20 

1403.82 

311.96 

765.72 

1418.00 

978.42 

1772.50 

NA 

NA 

NA 

879.16 

MEDA UPARLA 

155.98 

141.80 

148.89 

134.71 

NA 

106.35 

120.53 

148.89 

170.16 

141.80 

120.53 

106.35 

127.62 

92.17 

850.80 

120.53 

85.08 

99.26 

113.44 

219.79 

184.34 

134.71 

134.71 

NA 

70.90 

113.44 

127.62 

MESHPURA 

1545.62 

1630.70 

1403.82 

1573.98 

NA 

1659.06 

2127.00 

1772.50 

1843.40 

1659.06 

1602.34 

1595.25 

2268.80 

2233.35 

2233.35 

2481.50 

2112.82 

1630.70 

2410.60 

2247.53 

2268.80 

2304.25 

2375.15 

NA 

1843.40 

2552.40 

NA 

MOCHAL 

NA 

63.81 


35.45 

NA 

70.90 

99.26 

49.63 



70.90 

49.63 

85.08 

63.81 

56.72 

49.63 

2658.75 

28.36 

198.52 

241.06 

113.44 

134.71 

148.89 

NA 

226.88 

1106.04 

42.54 

NAWA KHEDA 

49.63 

77.99 

70.90 

92.17 

NA 

77.99 

85.08 

85.08 




99.26 

120.53 

120.53 

134.71 

134.71 

134.71 

120.53 

99.26 

85.08 

70.90 

63.81 

63.81 

NA 

77.99 

99.26 

134.71 

NETRA 

120.53 

106.35 

120.53 

127.62 

113.44 

141.80 

134.71 

106.35 

127.62 

42.54 

106.35 

85.08 

120.53 

106.35 

106.35 

2828.91 

99.26 

92.17 

163.07 

141.80 

141.80 

113.44 

92.17 

NA 

134.71 

163.07 

141.80 

NOVI 

70.90 

106.35 

113.44 

120.53 

170.16 

184.34 

177.25 

241.06 

184.34 

248.15 

297.78 

382.86 

354.50 

467.94 

574.29 

786.99 

354.50 

659.37 

311.96 

475.03 

361.59 

772.81 

645.19 

NA 

829.53 

921.70 

964.24 

OTWARA 

1914.30 

2446.05 

1380.42 

2552.40 

2836.00 

3048.70 

2906.90 

3119.60 

2942.35 

8578.90 

2197.90 

2226.26 

1276.20 

1148.58 

1049.32 

992.60 

1091.86 

1155.67 

1744.14 

1375.46 

1347.10 

1063.50 

1120.22 

NA 

1205.30 

879.16 

NA 

PAHARPURA 

163.07 

219.79 

127.62 

283.60 

283.60 

297.78 

290.69 

276.51 

297.78 

255.24 

326.14 

297.78 

290.69 

241.06 

326.14 

233.97 

524.66 

99.26 

21.27 

35.45 

28.36 

63.81 

1233.66 

NA 

56.72 

1630.70 

177.25 

PALRI 

1985.20 

1843.40 

1495.99 

1276.20 

1418.00 

1233.66 

1134.40 

1240.75 

1162.76 

1134.40 

1233.66 

1106.04 

1191.12 

144.64 

1262.02 

1914.30 

2233.35 

822.44 

1630.70 

822.44 

1843.40 

1049.32 

864.98 

NA 

964.24 

1453.45 

1666.15 

PAOTA 

964.24 

1318.74 

1148.58 

950.06 

815.35 

1389.64 

581.38 

1878.85 

843.71 

2027.74 

1985.20 

1715.78 

2162.45 

382.86 

567.20 

411.22 

389.95 

432.49 

489.21 

467.94 

219.79 

333.23 

333.23 

NA 

631.01 

1361.28 

2729.65 

POMAWA 

276.51 

212.70 

141.80 

163.07 

212.70 

219.79 

517.57 

311.96 

602.65 

70.90 

460.85 

475.03 

418.31 

432.49 

496.30 

574.29 

609.74 

659.37 

971.33 

758.63 

545.93 

467.94 

439.58 

NA 

311.96 

453.76 

602.65 

POSALIYA 

NA 

49.63 

NA 

35.45 

28.36 

28.36 

49.63 

49.63 

77.99 

28.36 

49.63 

42.54 

35.45 

85.08 

28.36 

35.45 

35.45 

28.36 

49.63 

35.45 

49.63 

28.36 

99.26 

NA 

35.45 

35.45 

49.63 

RADBAR 

NA 

49.63 

NA 

35.45 

0.00 

49.63 

21.27 

28.36 

14.18 

21.27 

28.36 

42.54 

28.36 

21.27 

28.36 

35.45 

28.36 

42.54 

191.43 

28.36 

28.36 

35.45 

42.54 

NA 

49.63 

85.08 

49.63 

RAJANWADI 

49.63 

77.99 

194.27 

113.44 

NA 

85.08 

70.90 

56.72 

63.81 

56.72 

49.63 

70.90 

56.72 

63.81 

77.99 

56.72 

42.54 

70.90 

70.90 

56.72 

63.81 

70.90 

77.99 

NA 


56.72 

63.81 

RAJANWADI T/W 

NA 

194.27 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RATUNJA 

808.26 

928.79 

1116.68 

NA 

1049.32 

907.52 

1020.96 

446.67 

453.76 

404.13 

538.84 

460.85 

425.40 

751.54 

467.94 

453.76 

475.03 

595.56 

694.82 

957.15 

935.88 

879.16 

935.88 

NA 

1006.78 

808.26 

1205.30 

RUKHARA 

NA 

283.60 

NA 

297.78 

233.97 

205.61 

248.15 

304.87 

283.60 

290.69 

382.86 

283.60 

304.87 

354.50 

446.67 

482.12 

304.87 

510.48 

425.40 

467.94 

432.49 

283.60 

361.59 

NA 

304.87 

269.42 

255.24 

RUWARA 

NA 

255.24 

NA 

354.50 

382.86 

517.57 

482.12 

475.03 

482.12 

553.02 

659.37 

687.73 

843.71 

808.26 

822.44 

1006.78 

1063.50 

1198.21 

1262.02 

1063.50 

1531.44 

1573.98 

1602.34 

NA 

1534.99 

1559.80 

1772.50 

SANPHADA 

2268.80 

1623.61 

35.45 

1063.50 

1162.76 

1176.94 

2098.64 

1985.20 

1410.91 

1304.56 

1020.96 

1155.67 

1176.94 

1091.86 

1070.59 

921.70 

1687.42 

808.26 

638.10 

2516.95 

1758.32 

964.24 

1715.78 

NA 

744.45 

1006.78 

864.98 

SAWANTIPURA 

NA 

2729.65 

92.17 

3438.65 

NA 

3332.30 

1673.24 

3225.95 

4005.85 

2162.45 

4041.30 

2942.35 

765.72 

3899.50 

4324.90 

4041.30 

3899.50 

4076.75 

5211.15 

5211.15 

1169.85 

4466.70 

4573.05 

NA 

4573.05 

4395.80 

3793.15 

SHEOGANJ 

NA 

255.24 

NA 

311.96 

425.40 

687.73 

659.37 

623.92 

553.02 

453.76 

595.56 

531.75 

638.10 

595.56 

581.38 

524.66 

510.48 

467.94 

1176.94 

751.54 

496.30 

439.58 

432.49 

NA 

524.66 

503.39 

560.11 

SUMERPUR 

92.17 

92.17 

99.26 

113.44 

113.44 

99.26 

113.44 

134.71 

191.43 

127.62 

141.80 

134.71 

177.25 

326.14 

297.78 

198.52 

163.07 

255.24 

432.49 

304.87 

319.05 

460.85 

141.80 

NA 

517.57 

397.04 

361.59 

THANWLA 

35.45 

63.81 

35.45 

70.90 

42.54 

56.72 

49.63 

70.90 

63.81 

42.54 

49.63 

70.90 

35.45 

42.54 

42.54 

99.26 

70.90 

35.45 

42.54 

70.90 

35.45 

53.18 

42.54 

NA 

70.90 

49.63 

35.45 

THANWLA P/Z 

NA 

261.98 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

WADANWADI P/Z 

418.31 

326.14 

354.50 

361.59 

NA 

475.03 

248.15 

354.50 

496.30 

155.98 

297.78 

248.15 

248.15 

347.41 

241.06 

269.42 

255.24 

241.06 

248.15 

248.15 

248.15 

241.06 

184.34 

NA 

255.24 

361.59 

191.43 

WARKA 

NA 

538.84 

NA 

397.04 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

354.50 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


ANANDPURA 

NA 

ANAWAS 

106.35 


1176.94 


_NA 

170.16 " 


141.80 
56.72 " 


829.53 


_NA 

1347.10 


230.43 

1524.35 


NA 

NA 

1914.30 

226.88 


NA 


_NA 

1942.66 " 


_NA 

NA _ 


127.62 

NA 

1637.79 

1637.79 


NA 


_NA 

1971.02 " 


_NA 

70.90 " 


1077.68 


NA 


NA 

NA 

2765.10 

1885.94 


NA 


_NA 

1418.00 


_NA 

NA 


595.56 

NA 

2516.95 

2162.45 


2127.00 


_NA 

2587.85 " 


453.76 

NA _ 


1985.20 


99.26 

2162.45 


496.30 

92.17 


NA 

NA 

1758.32 

1233.66 


2836.00 


482.12 
49.63 ' 


1701.60 

na' 


1070.59 


_NA 

1233.66 


857.89 

NA 


NA 

NA 

NA 

1176.94 


4537.60 


226.88 
850.80 ' 


850.80 
241.06 ' 


879.16 


_NA 

666.46 


1233.66 

92.17 


BABRLA 

1290.38 

2127.00 

NA 

2658.75 

1588.16 

2368.06 

1474.72 

2587.85 

2587.85 

2587.85 

NA 

NA 

347.41 

2424.78 

2339.70 

2127.00 

517.57 

1573.98 

1687.42 

2197.90 

1332.92 

1176.94 

950.06 

NA 

1035.14 

1191.12 

361.59 

BAGAR 

411.22 

3952.68 

531.75 

1084.77 

971.33 

NA 

NA 

638.10 

652.28 

716.09 

921.70 

1304.56 

921.70 

NA 

NA 

1347.10 

NA 

1389.64 

85.08 

NA 

1347.10 

1162.76 

801.17 

NA 

NA 

1063.50 

NA 





















































































































































































































































































































































































































































































































1984 


1985 


1986 


1987 


Chloride, mg/I 


Location 


1988 


1989 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 



Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

BAGOT 

626.05 

NA 

NA 

850.80 

NA 

765.72 

818.90 

790.54 

NA 

928.79 

960.70 

903.27 

BAMNAJAGIR 

755.44 

808.26 

801.17 

886.25 

850.80 

921.70 

589.53 

588.47 

584.93 

NA 

584.93 

NA 

BARWALI 

360.53 

343.51 

NA 

297.78 

311.96 

361.59 

723.18 

308.42 

95.72 

NA 

NA 

NA 

BEETAN 

542.39 

518.63 

NA 

659.37 

606.20 

NA 

NA 

534.94 

659.37 

NA 

625.34 

645.90 

BENAN 

272.26 

1870.34 

235.74 

1765.41 

2701.29 

3176.32 

3828.60 

260.56 

634.56 

1178.71 

942.62 

609.74 

BHADWA 

27.30 

20.21 

17.73 

21.27 

17.73 

21.27 

21.27 

53.53 

42.54 

28.36 

31.91 

24.82 

BHAKRI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

653.34 

NA 

BHANWAL 

1605.53 

1722.87 

2077.37 

1729.96 

1985.20 

1942.66 

1710.82 

174.06 

1683.88 

NA 

NA 

NA 

BILLO 

60.97 

67.36 

63.81 

56.72 

NA 

79.76 

53.18 

NA 

76.57 

NA 

97.13 

97.13 

BINAWAS 

NA 

2310.63 

2532.55 

2531.13 

2658.75 

3332.30 

960.70 

812.87 

918.16 

1027.34 

1537.47 

957.15 

BISALPUR 

NA 

137.55 

191.43 

155.98 

361.59 

205.61 

230.43 

305.23 

NA 

326.85 

496.66 

333.23 

BORAWAR 

34.03 

26.94 

NA 

28.36 

35.45 

37.22 

53.18 

46.79 

NA 

NA 

83.31 

62.39 

BORUNDA 

483.18 

467.59 

444.54 

464.40 

514.03 

531.75 

521.12 

524.66 

404.13 

511.90 

527.50 

567.20 

BOYAL 

1238.62 

1231.18 

1576.11 

1145.04 

1169.85 

992.60 

964.24 

837.33 

872.07 

761.11 

769.27 

872.07 

CHANDAROON 

3130.94 

3071.39 

2648.12 

3105.42 

2977.80 

NA 

996.85 

1185.80 

2658.75 

1120.22 

1137.95 

1062.79 

CHIRDHANI 

776.00 

735.94 

835.20 

854.35 

879.16 

765.72 

645.19 

652.99 

730.27 

612.93 

634.20 

609.74 

CHOSLI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DANTIWARA 

NA 

1475.43 

1609.43 

1630.70 

1715.78 

1822.13 

1878.85 

1733.86 

1793.77 

1838.79 

1783.14 

1861.83 

DEGANA 

1097.18 

464.75 

1098.95 

411.22 

864.98 

779.90 

NA 

641.65 

148.18 

NA 

NA 

NA 

GACHHIPURA 

NA 

1116.68 

NA 

326.14 

801.17 

712.55 

1478.27 

817.48 

107.77 

NA 

1389.64 

840.52 

GEDHA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1022.38 

1208.85 

GHARSURIA 

68.06 

54.95 

60.62 

49.63 

81.54 

56.72 

77.99 

83.31 

92.17 

70.90 

61.33 

42.54 

GOTAN 

260.20 

269.42 

NA 

283.60 

269.42 

265.88 

290.69 

247.80 

269.42 

NA 

215.18 

222.27 

GULAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

108.83 

69.48 

GUNDISAR 

394.56 

758.63 

765.72 

1276.20 

2573.67 

1531.44 

1549.17 

1907.21 

2357.43 

2765.10 

2580.76 

2626.14 

HABCHAR 

1647.01 

1644.88 

1410.91 

1559.80 

1205.30 

170.16 

80.83 

1319.80 

242.48 

198.52 

NA 

173.71 

HURDHANI 

34.03 

47.15 

49.63 

42.54 

49.63 

77.99 

53.18 

53.53 

92.17 

63.81 

67.36 

55.30 

IDWA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

140.74 

NA 

NA 

NA 

NA 

ITAWARA 

160.59 

439.58 

NA 

141.80 

33.68 

NA 

471.49 

113.44 

263.75 

479.28 

263.75 

479.28 

JALELI CHAMPAWATA 

NA 

6942.53 

NA 

3509.55 

5501.84 

5317.50 

5214.70 

3095.49 

NA 

3637.17 

NA 

1959.32 

JALSOO NANAK 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

2299.29 

NA 

JASWANTPURA 

136.13 

148.18 

134.71 

155.98 

829.53 

797.63 

NA 

NA 

161.65 

NA 

NA 

938.01 

JATIYAWAS 

NA 

2777.15 

NA 

2928.17 

3381.93 

3523.73 

2063.19 

986.22 

3233.04 

2680.73 

0.00 

2709.80 

JHALIWARA KALLA 

1817.17 

1753.71 

1687.42 

1701.60 

2127.00 

1992.29 

2417.69 

2084.46 

2063.19 

2946.96 

2294.68 

2311.34 

KAGAL 

NA 

494.88 

489.21 

553.02 

1003.24 

868.53 

397.04 

594.14 

744.45 

841.94 

969.91 

1013.87 

KAKELAO 

5734.04 

0.00 

5884.70 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

KALWA 

197.10 

1063.50 

382.86 

354.50 

386.41 

499.85 

414.77 

448.80 

804.72 

NA 

444.54 

NA 

KALYANPURA 

408.38 

NA 

NA 

425.40 

NA 

350.96 

744.45 

475.74 

NA 

NA 

694.82 

534.94 

KANWLAD 

68.06 

NA 

NA 

212.70 

NA 

60.27 

NA 

73.74 

NA 

NA 

416.89 

458.37 

KAPARDA 

2681.44 

2819.69 

2836.00 

2800.55 

3077.06 

3105.42 

3225.95 

3821.51 

3367.75 

2862.59 

3403.20 

0.00 

KARKERI 

92.17 

70.90 

NA 

77.99 

70.90 

70.90 

77.99 

85.08 

127.62 

92.17 

163.07 

170.16 

KAWAL 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

416.89 

458.37 

KHANGTA 

NA 

577.48 

638.10 

616.83 

709.00 

570.75 

751.54 

743.39 

835.20 

653.34 

629.59 

638.10 

KHARIA KHANGAR 

NA 

79.05 

85.08 

99.26 

106.35 

138.26 

113.44 

93.94 

94.30 

80.83 

142.86 

127.62 

KHAWASPURA 

NA 

292.11 

276.51 

258.79 

414.77 

230.43 

223.34 

198.17 

192.14 

202.07 

469.71 

311.96 

KHERI SILA 

122.30 

242.48 

191.43 

269.42 

NA 

324.37 

244.61 

616.48 

NA 

NA 

236.10 

263.75 

KHURI KALLAN 

47.50 

50.34 

NA 

56.72 

56.72 

70.90 

67.36 

87.21 

138.26 

106.35 

156.33 

97.13 

KIRODA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KITALSAR 

129.04 

363.72 

295.30 

311.96 

333.23 

304.87 

350.25 

308.06 

343.51 

347.41 

381.09 

367.97 

KUKANWALI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

136.13 

90.04 

KUR 

NA 

708.29 

942.97 

755.09 

737.36 

797.63 

946.52 

906.81 

612.93 

653.34 

779.19 

850.80 

LAWARI 

980.19 

1079.81 

935.88 

942.97 

1020.96 

1010.33 

1081.23 

986.57 

2942.35 

670.36 

1054.99 

553.02 

MADPURIA 

NA 

202.77 

163.07 

237.52 

521.12 

NA 

NA 

41.83 

NA 

NA 

NA 

NA 

MAKRANA 

54.24 

123.72 

70.90 

709.00 

92.17 

127.62 

175.48 

120.53 

NA 

NA 

538.13 

521.12 

MANANA 

6.74 

13.47 

35.45 

397.04 

NA 

850.80 

31.91 

777.06 

1173.40 

NA 

41.48 

472.19 

MERTACITY 

1236.50 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

393.50 

1007.49 

MERTA ROAD 

260.20 

1332.92 

NA 

297.78 

1219.48 

1106.04 

1403.82 

978.07 

1520.81 

NA 

375.06 

347.41 

MOKALA 

1012.45 

1042.23 

NA 

1418.00 

1588.16 

2091.55 

120.53 

107.06 

127.97 

NA 

592.02 

180.44 

NANDOLI MERTIYA 

88.27 

NA 

116.99 

NA 

85.08 

NA 

NA 

NA 

NA 

NA 

159.53 

124.78 

NELOT 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NIMBRI KALLAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

110.96 

55.30 

NOKHA CHANDAWATA 

47.15 

47.15 

NA 

56.72 

70.90 

42.54 

343.16 

53.53 

40.41 

NA 

138.96 

62.39 

NOSARIYA 

60.97 

2304.25 

2162.45 

2410.60 

NA 

2339.70 

882.71 

NA 

NA 

NA 

NA 

2834.58 

PALRI 

NA 

47.86 

70.90 

53.18 

63.81 

53.18 

49.63 

73.03 

60.62 

26.94 

71.61 

92.17 

PATEL NAGAR 

NA 

1705.50 

1602.34 

1623.61 

NA 

NA 

2020.65 

1862.19 

1871.76 

1731.02 

548.06 

666.46 

PEELWA 

258.79 

255.95 

393.50 

311.96 

294.24 

92.17 

558.34 

341.74 

262.33 

326.14 

353.79 

263.75 

PUNDLOO 

621.79 

779.90 

NA 

850.80 

914.61 

857.89 

999.69 

857.54 

847.26 

NA 

938.01 

958.57 

PUNDLOTA 

1932.73 

1978.11 

1924.94 

NA 

2481.50 

39.00 

NA 

984.80 

2357.43 

NA 

2424.78 

NA 

RABRIYAD 

142.86 

168.39 

145.35 

99.26 

106.35 

116.99 

324.37 

127.27 

375.77 

163.07 

95.36 

97.13 

RAM RAWAS KALLA 

NA 

2282.98 

2368.06 

NA 

2516.95 

2375.15 

2169.54 

1855.10 

2458.46 

2408.12 

2484.34 

1992.29 

RANI GAON 

1068.46 

815.35 

822.44 

794.08 

804.72 

903.98 

NA 

455.53 

875.62 

NA 

1090.44 

660.08 

RAWNIANA 

1177.65 

206.32 

155.98 

184.34 

163.07 

173.71 

258.79 

253.47 

864.98 

286.44 

707.94 

439.58 

REN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

284.66 

RID 

939.43 

847.26 

NA 

184.34 

687.73 

NA 

132.94 

127.27 

950.06 

517.57 

743.03 

541.68 









1 

1 







1990 | 

| 1991 | 

1 1992 | 

| 1993 | 

| 1994 | 

| 1995 | 

| 1996 | 

19 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 


Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 

959.63 1034.08 1035.14 1013.87 1063.50 1049.32 1134.40 NA 290.69 1006.78 386.41 389.95 496.30 524.66 701.91 










































































































































































































































































































































































































































































































































97 


Chloride, mg/I 


2000 


2001 


2002 


1998 


1999 


Location 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 


Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

BAGOT 

677.10 

595.56 

748.00 

1786.68 

1006.78 

NA 

NA 

85.08 

1659.06 

1843.40 

808.26 

808.26 

BAMNAJAGIR 

843.71 

786.99 

765.72 

389.95 

751.54 

NA 

NA 

843.71 

836.62 

NA 

680.64 

262.33 

BARWALI 

400.59 

365.14 

389.95 

382.86 

404.13 

NA 

NA 

375.77 

425.40 

NA 

382.86 

0.00 

BEETAN 

1566.89 

1644.88 

2268.80 

161.65 

1566.89 

NA 

NA 

1425.09 

1573.98 

1956.84 

1900.12 

0.00 

BENAN 

950.06 

864.98 

893.34 

1134.40 

1106.04 

1219.48 

1077.68 

1098.95 

1098.95 

1559.80 

1978.11 

1928.48 

BHADWA 

28.36 

28.36 

28.36 

77.99 

31.91 

NA 

NA 

42.54 

35.45 

70.90 

56.72 

49.63 

BHAKRI 

63.81 

194.98 

347.41 

567.20 

701.91 

NA 

NA 

673.55 

177.25 

382.86 

205.61 


BHANWAL 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

127.62 

581.38 

NA 

255.24 

113.44 

BILLO 

152.44 

163.07 

173.71 

163.07 

28.36 

NA 

NA 

NA 

205.61 

170.16 

148.89 

0.00 

BINAWAS 

1956.84 

1786.68 

1630.70 

0.00 

1843.40 

2942.35 

1857.58 

673.55 

673.55 

2212.08 

1644.88 

1942.66 

BISALPUR 

921.70 

77.99 

113.44 

226.88 

397.04 

680.64 

NA 

NA 

NA 

NA 

219.79 

368.68 

BORAWAR 

258.79 

248.15 

287.15 

297.78 

311.96 

NA 

NA 

368.68 

304.87 

276.51 

439.58 

NA 

BORUNDA 

567.20 

616.83 

609.74 

453.76 

588.47 

602.65 

609.74 

907.52 

907.52 

850.80 

850.80 

822.44 

BOYAL 

588.47 

0.00 

3332.30 

0.00 

2977.80 

3296.85 

2694.20 

2481.50 

2481.50 

2552.40 

2268.80 

1531.44 

CHANDAROON 

3206.45 

2960.08 

3119.60 

1616.52 

1659.06 

NA 

NA 

2765.10 

7231.80 

NA 

1871.76 

0.00 

CHIRDHANI 

212.70 

319.05 

3545.00 

531.75 

553.02 

581.38 

333.23 

319.05 

319.05 

361.59 

446.67 

0.00 

CHOSLI 

1559.80 

1425.09 

1751.23 

1432.18 

NA 

NA 

NA 

1432.18 

1729.96 

NA 

1715.78 

1517.26 

DANTIWARA 

3381.93 

0.00 

NA 

2339.70 

3615.90 

NA 

0.00 

2368.06 

2368.06 

2368.06 

0.00 

4183.10 

DEGANA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

212.70 

NA 

262.33 

NA 

GACHHIPURA 

1155.67 

786.99 

875.62 

1198.21 

900.43 

NA 

NA 

567.20 

779.90 

822.44 

581.38 

NA 

GEDHA 

1084.77 

1751.23 

1836.31 

1219.48 

1134.40 

NA 

NA 

1013.87 

1304.56 

1184.03 

609.74 

NA 

GHARSURIA 

148.89 

163.07 

177.25 

163.07 

212.70 

177.25 

141.80 

163.07 

163.07 

170.16 

163.07 

191.43 

GOTAN 

205.61 

233.97 

237.52 

283.60 

226.88 

NA 

NA 

276.51 

333.23 

304.87 

226.88 

0.00 

GULAR 

85.08 

88.63 

60.27 

106.35 

120.53 

NA 

NA 

99.26 

163.07 

212.70 

134.71 

NA 

GUNDISAR 

2197.90 

1921.39 

1935.57 

2176.63 

2098.64 

NA 

NA 

2524.04 

1162.76 

NA 

2836.00 

0.00 

HABCHAR 

3261.40 

3066.43 

1786.68 

3474.10 

NA 

NA 

NA 

2722.56 

2977.80 

NA 

1843.40 

3403.20 

HURDHANI 

63.81 

70.90 

67.36 

63.81 

155.98 

NA 

NA 

70.90 

85.08 

77.99 

56.72 

NA 

IDWA 

1566.89 

1524.35 

765.72 

21.27 

NA 

NA 

NA 

1389.64 

NA 

NA 

1871.76 

1091.86 

ITAWARA 

109.90 

106.35 

113.44 

120.53 

NA 

NA 

NA 

92.17 

14.18 

NA 

113.44 

0.00 

JALELI CHAMPAWATA 

652.28 

1347.10 

1191.12 

2765.10 

2836.00 

2765.10 

638.10 

1885.94 

1885.94 

1885.94 

NA 

219.79 

JALSOO NANAK 

141.80 

1304.56 

1198.21 

1588.16 

NA 

NA 

NA 

2169.54 

1403.82 

NA 

2013.56 

3048.70 

JASWANTPURA 

177.25 

223.34 

216.25 

311.96 

226.88 

NA 

NA 

326.14 

262.33 

283.60 

283.60 

283.60 

JATIYAWAS 

794.08 

1106.04 

1247.84 

1049.32 

1233.66 

1120.22 

1205.30 

1262.02 

1262.02 

1262.02 

1878.85 

2623.30 

JHALIWARA KALLA 

3686.80 

0.00 

1573.98 

1800.86 

1914.30 

1928.48 

205.61 

1531.44 

1531.44 

1698.41 

2063.19 

1885.94 

KAGAL 

751.54 

921.70 

999.69 

1191.12 

1006.78 

1162.76 

914.61 

900.43 

489.21 

1206.36 

1531.44 

1999.38 

KAKELAO 

3403.20 

0.00 

2765.10 

2410.60 

2197.90 

1942.66 

2112.82 

1715.78 

1715.78 

2311.34 

1900.12 

531.75 

KALWA 

453.76 

542.39 

478.58 

475.03 

482.12 

NA 

NA 

680.64 

850.80 

446.67 

425.40 

418.31 

KALYANPURA 

521.12 

538.84 

560.11 

581.38 

574.29 

NA 

NA 

560.11 

616.83 

638.10 

638.10 

616.83 

KANWLAD 

NA 

NA 

NA 

113.44 

120.53 

NA 

NA 

141.80 

170.16 

77.99 

77.99 

92.17 

KAPARDA 

6522.80 

0.00 

7869.90 

0.00 

7373.60 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

9110.65 

KARKERI 

109.90 

95.72 

99.26 

NA 

NA 

NA 

163.07 

205.61 

226.88 

290.69 

304.87 

322.60 

KAWAL 

202.07 

187.89 

152.44 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

0.00 

KHANGTA 

709.00 

694.82 

496.30 

921.70 

765.72 

553.02 

467.94 

765.72 

581.38 

785.93 

666.46 

1276.20 

KHARIA KHANGAR 

163.07 

141.80 

148.89 

148.89 

155.98 

155.98 

141.80 

155.98 

184.34 

145.70 

411.22 

311.96 

KHAWASPURA 

226.88 

283.60 

212.70 

141.80 

127.62 

177.25 

127.62 

155.98 

163.07 

182.57 

751.54 

184.34 

KHERI SILA 

31.91 

31.91 

28.36 

NA 

1035.14 

NA 

NA 

765.72 

70.90 

92.17 

120.53 

NA 

KHURI KALLAN 

375.77 

354.50 

397.04 

NA 

319.05 

NA 

NA 

255.24 

297.78 

NA 

226.88 

NA 

KIRODA 

NA 

NA 

NA 

2481.50 

NA 

NA 

NA 

2268.80 

1616.52 

NA 

NA 

2623.30 

KITALSAR 

326.14 

336.78 

397.04 

361.59 

NA 

NA 

NA 

457.31 

439.58 

NA 

453.76 

0.00 

KUKANWALI 

42.54 

88.63 

67.36 

42.54 

63.81 

NA 

NA 

70.90 

297.78 

99.26 

63.81 

56.72 

KUR 

404.13 

1729.96 

1418.00 

1488.90 

1758.32 

2240.44 

942.97 

191.43 

219.79 

210.57 

503.39 

152.44 

LAWARI 

510.48 

935.88 

517.57 

354.50 

28.36 

375.77 

21.27 

510.48 

510.48 

124.08 

35.45 

1233.66 

MADPURIA 

354.50 

219.79 

737.36 

134.71 

262.33 

815.35 

248.15 

NA 

553.02 

364.78 

255.24 

368.68 

MAKRANA 

262.33 

46.09 

276.51 

226.88 

311.96 

NA 

NA 

389.95 

361.59 

205.61 

354.50 

361.59 

MANANA 

152.44 

46.09 

21.27 

999.69 

NA 

NA 

NA 

99.26 

85.08 

56.72 

28.36 

NA 

MERTACITY 

1687.42 

1680.33 

1432.18 

1432.18 

1559.80 

NA 

NA 

1971.02 

4041.30 

1815.04 

3403.20 

0.00 

MERTA ROAD 

397.04 

432.49 

414.77 

446.67 

1098.95 

NA 

NA 

517.57 

560.11 

574.29 

935.88 

545.93 

MOKALA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1042.23 

0.00 

255.24 

170.16 

198.52 

NANDOLI MERTIYA 

85.08 

81.54 

510.48 

134.71 

NA 

NA 

NA 

645.19 

184.34 

411.22 

191.43 

177.25 

NELOT 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

177.25 

163.07 

184.34 

170.16 

148.89 

NIMBRI KALLAN 

28.36 

31.91 

31.91 

NA 

NA 

NA 

NA 

56.72 

56.72 

NA 

85.08 

92.17 

NOKHA CHANDAWATA 

24.82 

24.82 

276.51 

42.54 

356.63 

NA 

NA 

70.90 

106.35 

77.99 

77.99 

63.81 

NOSARIYA 

3048.70 

1276.20 

3474.10 

319.05 

957.15 

NA 

NA 

8011.70 

3048.70 

2552.40 

2694.20 

1843.40 

PALRI 

631.01 

418.31 

418.31 

297.78 

354.50 

503.39 

269.42 

212.70 

886.25 

403.42 

808.26 

283.60 

PATEL NAGAR 

NA 

411.22 

467.94 

NA 

666.46 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PEELWA 

241.06 

716.09 

159.53 

276.51 

233.97 

NA 

NA 

212.70 

241.06 

198.52 

191.43 

NA 

PUNDLOO 

882.71 

861.44 

155.98 

907.52 

872.07 

NA 

NA 

985.51 

1006.78 

1098.95 

1205.30 

765.72 

PUNDLOTA 

NA 

677.10 

134.71 

99.26 

NA 

NA 

NA 

1077.68 

446.67 

NA 

744.45 

765.72 

RABRIYAD 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

489.21 

460.85 

404.13 

574.29 

737.36 

RAM RAWAS KALLA 

1978.11 

2325.52 

NA 

NA 

NA 

NA 

2424.78 

NA 

2141.18 

NA 

3438.65 

1247.84 

RANI GAON 

NA 

343.87 

NA 

276.51 

567.20 

NA 

NA 

666.46 

368.68 

262.33 

333.23 

283.60 

RAWNIANA 

170.16 

127.62 

453.76 

411.22 

326.14 

375.77 

184.34 

382.86 

382.86 

210.57 

NA 

276.51 

REN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

262.33 

241.06 

233.97 

276.51 

191.43 

RID 

804.72 

602.65 

606.20 

517.57 

28.36 

NA 

NA 

233.97 

297.78 

255.24 

77.99 

NA 


03_ 

Post 

Monsoon 

921.70 


Chloride, mg/I 


2004 i 

j 2005 | 

| 2006 | 

| 2007 | 

| 2008 j 

! 2009 | 

| 2010 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

NA 

NA 

134.71 

1077.68 

1091.86 

992.60 

NA 

737.36 

1347.10 

70.90 

NA 

NA 

226.88 

113.44 

















































































































































































































































































































































































































































































































































1984 


1985 


1986 


1987 


Chloride, mg/I 


Location 


1988 


1989 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 



Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

RIYAN BADI 

43.25 

114.50 

147.83 

99.26 

99.26 

42.54 

101.03 

60.27 

80.83 

NA 

74.45 

97.13 

ROOPPURA 

1497.41 

1468.34 

1573.98 

1588.16 

1609.43 

1559.80 

1659.06 

1520.81 

101.03 

269.42 

NA 

1792.35 

SALWA KHURD 

NA 

NA 

517.57 

1758.32 

801.17 

1120.22 

900.43 

889.44 

895.82 

976.65 

NA 

375.77 

SATHIN 

NA 

1485.36 

2098.64 

1517.26 

1786.68 

2063.19 

2566.58 

2404.22 

2519.08 

778.13 

2362.39 

2212.08 

SENSRA 

361.59 

365.14 

NA 

NA 

365.14 

506.94 

296.36 

281.47 

204.19 

NA 

305.58 

298.49 

SHIVRASI 

571.45 

577.84 

638.10 

666.46 

439.58 

723.18 

462.62 

629.59 

577.84 

NA 

652.99 

639.16 

TALANPUR 

0.71 

28.01 

NA 

28.36 

24.82 

223.34 

134.71 

26.94 

33.68 

NA 

55.30 

41.48 

TILWASNI 

1279.75 

1107.10 

1418.00 

1219.48 

1403.82 

1595.25 

1637.79 

1403.47 

737.36 

103.16 

1476.85 

1153.19 

|Sub Basin: Khari 

ADWARA 

779.19 

794.08 

NA 

NA 

NA 

NA 

872.07 

1063.50 

NA 

NA 

NA 

NA 

AKOLI 

217.66 

271.55 

NA 

NA 

NA 

NA 

NA 

NA 

645.19 

NA 

NA 

524.66 

ALASAN 

NA 

NA 

NA 

NA 

2765.10 

2977.80 

NA 

864.98 

956.44 

NA 

NA 

979.84 

ANDORE 

360.88 

361.59 

NA 

297.78 

287.15 

290.69 

301.33 

83.31 

311.96 

NA 

NA 

289.63 

ANGORE P/Z 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BAGRA 

1612.98 

1732.80 

1503.08 

1687.42 

1545.62 

1481.81 

1545.62 

1481.81 

1603.05 

NA 

1620.07 

1659.06 

BAGSIN 

204.19 

202.42 

NA 

230.43 

272.97 

237.52 

187.89 

183.99 

188.59 

NA 

191.43 

178.67 

BAOILI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BARLOOT 

NA 

NA 

NA 

173.71 

209.16 

NA 

304.87 

382.15 

454.82 

NA 

42.54 

542.39 

BELANGARI 

NA 

NA 

NA 

163.07 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BERAVILPUR 

156.69 

130.10 

NA 

138.26 

155.98 

124.08 

138.26 

125.14 

145.35 

NA 

148.89 

131.52 

BHETALA 

93.94 

54.95 

113.44 

1162.76 

113.44 

NA 

113.44 

212.70 

195.33 

NA 

90.40 

290.69 

BHIMPURA 

1327.25 

807.91 

NA 

744.45 

1347.10 

1201.76 

1347.10 

1201.76 

2061.06 

NA 

1756.19 

819.60 

BHOOTGAON 

306.29 

267.65 

NA 

233.97 

255.24 

251.70 

280.06 

272.97 

286.44 

NA 

297.78 

259.49 

BITAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BUGAON 

394.91 

NA 

1545.62 

978.42 

609.74 

599.11 

609.74 

599.11 

808.26 

NA 

611.16 

574.29 

CHADUAL 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DEGAON 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1545.62 

DELDARI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DEWARA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DHANPUR 

4563.12 

5667.75 

5955.60 

1063.50 

460.85 

985.51 

460.85 

985.51 

NA 

NA 

NA 

3475.52 

DHANTA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DODUA 

NA 

NA 

NA 

NA 

NA 

70.90 

NA 

59.20 

57.43 

NA 

49.63 

57.43 

DUDSI 

791.60 

749.41 

907.52 

730.27 

NA 

NA 

NA 

NA 

916.03 

NA 

NA 

716.09 

GOELI 

347.06 

144.64 

NA 

88.63 

131.17 

85.08 

106.35 

97.13 

154.92 

NA 

205.61 

609.74 

GOL 

306.29 

419.37 

NA 

233.97 

262.33 

372.23 

478.58 

618.25 

700.49 

NA 

680.64 

619.67 

GUDA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

ISRA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JAILA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JALORE 

1146.81 

618.96 

NA 

467.94 

397.04 

439.58 

NA 

NA 

NA 

NA 

156.34 

460.85 

JALORE-II 

NA 

NA 

453.76 

NA 

NA 

NA 

397.04 

439.58 

437.81 

NA 

NA 

NA 

JAWAL 

170.16 

173.71 

NA 

163.07 

159.53 

159.53 

166.62 

146.05 

151.73 

NA 

148.89 

144.99 

JHADOLI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JHAK 

1361.28 

1155.32 

1120.22 

1081.23 

1332.92 

1212.39 

1332.92 

1212.39 

700.49 

NA 

807.20 

921.70 

KAILASH NAGAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KALANDARI 

NA 

585.63 

NA 

538.84 

545.93 

567.20 

613.29 

531.40 

522.18 

NA 

553.02 

629.95 

KANDHAR 

209.51 

219.79 

226.88 

241.06 

269.42 

336.78 

269.42 

336.78 

410.87 

NA 

458.37 

425.40 

KHAMBAL 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KOLAR 

166.26 

NA 

184.34 

187.89 

148.89 

138.26 

99.26 

74.45 

208.80 

NA 

97.13 

106.35 

LOTIWARA(BARA) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MADANI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MAKRODA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MANADAR 

340.32 

448.44 

NA 

588.47 

545.93 

723.18 

709.00 

701.91 

506.94 

NA 

900.43 

646.61 

MANDOLI 

173.71 

849.03 

907.52 

903.98 

1020.96 

1106.04 

1020.96 

1099.66 

1198.92 

NA 

1264.50 

1290.38 

MANDWA 

176.90 

180.80 

NA 

202.07 

180.80 

166.62 

170.16 

142.51 

171.93 

NA 

113.44 

114.50 

MAYLAWAS 

61.33 

NA 

NA 

127.62 

85.08 

85.08 

85.08 

85.08 

74.09 

NA 

74.80 

85.08 

MERA KISHANGANJ 

NA 

296.36 

NA 

28.36 

942.97 

28.36 


118.05 

121.24 

NA 

120.53 

111.31 

MIRPUR 

40.77 

50.69 

NA 

35.45 

35.45 

31.91 

46.09 

52.11 

40.41 

NA 

35.45 

47.15 

MODRAN 

372.23 

443.48 

NA 

432.49 

NA 

NA 

NA 

NA 

NA 

NA 

166.62 

354.50 

MOHABAT NAGAR 

1463.38 

NA 

NA 

1673.24 

1623.61 

1013.87 

2084.46 

2591.75 

1751.23 

NA 

1659.06 

1374.04 

MURTHALASILLI 

556.57 

522.53 

524.66 

538.84 

NA 

NA 

581.38 

545.93 

1240.75 

NA 

69.48 

722.47 

NARADARA 

551.25 

387.47 

NA 

737.36 

NA 

779.90 

843.71 

799.04 

797.63 

NA 

652.28 

687.02 

NAWA KHERA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NAWARA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NUN P/Z 

5387.69 

4951.66 

4750.30 

3899.50 

NA 

NA 

4927.55 

5033.90 

NA 

NA 

NA 

NA 

PADIV 

142.86 

151.73 

NA 

326.14 

248.15 

276.51 

173.71 

198.17 

461.56 

NA 

517.57 

242.48 

PADIV P/Z 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PALRI 

47.50 

278.28 

NA 

262.33 

272.97 

280.06 

283.60 

291.75 

269.42 

NA 

241.06 

246.02 

PHUGANI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PUNAK KALLAN 

1771.79 

1897.99 

1878.85 

1878.85 

NA 

NA 

1885.94 

2148.27 

2069.57 

NA 

1058.18 

562.59 

RAMSEEN 

350.25 

NA 

623.92 

765.72 

1063.50 

1978.11 

1063.50 

1978.11 

NA 

NA 

458.37 

134.71 

RE WAT 

1661.90 

NA 

NA 

177.25 

1630.70 

NA 

1630.70 

1751.23 

1252.80 

NA 

861.44 

1120.22 

SANTHU 

1395.67 

NA 

489.21 

1503.08 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SATPURA 

415.12 

354.50 

NA 

599.11 

NA 

NA 

794.08 

486.37 

NA 

NA 

616.83 

495.24 

SAWNA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1472.59 

NA 









1 

1 







1990 | 

| 1991 | 

1 1992 | 

| 1993 | 

| 1994 | 

| 1995 | 

| 1996 | 

19 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 


Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 

17.73 73.03 85.08 77.99 77.99 85.08 70.90 NA 77.99 77.99 NA 184.34 92.17 99.26 99.26 


























































































































































































































































































































































































































































































































TILWASNI _ 

Sub Basin: Khari 


ALASAN 

ANDORE 


ANGORE P/Z 
BAGRA 


BAGSIN 

BAOILI 


BARLOOT 

BELANGARI 


BERAVILPUR 

BHETALA 


BITAN 

BUGAON 


DELDARI 

DEWARA 


DODUA 

DUDSI 


JALORE-II 

JAWAL 


KAILASH NAGAR 
KALANDARI 


KOLAR _ 

LOTIWARA(BARA) 


MANADAR 

MANDOLI 


MERA KISHANGANJ 
MIRPUR 


PADIV P/Z 
PALRI 


PHUGANI 
PUNAK KALLAN 


SANTHU 

SATPURA 


SAWNA 


Chloride, mg/I 


Chloride, mg/I 
2007 


Location 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

RIYAN BADI 

109.90 

120.53 

102.81 

106.35 

131.17 

NA 

NA 

56.72 

191.43 

92.17 

92.17 

NA 

241.06 

NA 

NA 

198.52 

NA 

233.97 

163.07 

NA 

212.70 

375.77 

113.44 

NA 

NA 

127.62 

212.70 


ROOPPURA 

141.80 

63.81 

134.71 

99.26 

127.62 

NA 

NA 

106.35 

NA 

106.35 

99.26 

92.17 

NA 

NA 

NA 

1233.66 

141.80 

921.70 

241.06 

NA 

2148.27 

1581.07 

1418.00 

NA 

1184.03 

1453.45 

1169.85 

SALWA KHURD 

1396.73 

1432.18 

3119.60 

1347.10 

1262.02 

1602.34 

1375.46 

992.60 

1432.18 

1333.63 

1219.48 

1843.40 

1219.48 

1247.84 

1361.28 

1304.56 

1318.74 

1276.20 

1276.20 

1155.67 

1148.58 

1162.76 

1318.74 

NA 

1063.50 

1205.30 

49.63 


SATHIN 

964.24 

1446.36 

1630.70 

893.34 

723.18 

1751.23 

21.27 

1488.90 

545.93 

1291.44 

2020.65 

1332.92 

2020.65 

0.00 

1418.00 

1715.78 

1588.16 

1800.86 

1914.30 

2070.28 

14.18 

92.17 

623.92 

NA 

2162.45 

2268.80 

1804.41 

SENSRA 

198.52 

287.15 

322.60 

NA 

269.42 

NA 

NA 

297.78 

198.52 

226.88 

198.52 

NA 

198.52 

NA 

NA 

283.60 

NA 

340.32 

233.97 

NA 

503.39 

170.16 

425.40 

NA 

NA 

397.04 

56.72 


SHIVRASI 

638.10 

TALANPUR 

205.61 


560.11 
77.99 ' 


1276.20 


517.57 
85.08' 


1758.32 


524.66 
184.34' 


1758.32 


NA 

226.88" 


1503.08 


_NA 

na" 


1481.81 


_NA 

NA 


1077.68 


510.48 

467.94 

99.26 

99.26 


475.03 

42.54' 


1052.87 


.00 

432.49 

.90 

85.08 


_NA 

na" 


1176.94 


NA 

na" 


1091.86 


496.30 

155.98" 


1091.86 


687.73 

na" 


1020.96 


482.12 

99.26' 


1091.86 


425.40 

127.62" 


1013.87 


_NA 

na" 


1240.75 


319.05 
70.90" 


1843.40 


326.14 
95.72 ' 


1134.40 


340.32 

92.17" 


1063.50 


212.70 
425.40" 


1077.68 


283.60 
163.07 ' 


1148.58 


1035.14 

NA 


_NA 

1545.62 


_NA 

205.61 


49.63 

737.36 


_NA 

77.99 


1049.32 

482.12' 


1003.94 

na" 


NA 

NA 

1900.12 

NA 



1347.10 
368.68 " 


_NA 

2127.00 " 


212.70 
290.69 " 


85.08 
368.68 " 


148.89 
77.99 " 


1120.22 

304.87 


_NA 

NA 


198.52 

NA 


85.08 

155.98 


134.71 

NA 


NA 

NA 

2658.75 

2942.35 



_NA 

311.96" 


_NA 

2977.80 " 


177.25 
1453.45 " 


NA 

368.68" 


NA 

2906.90" 


163.07 

141.80" 


1 113.44 

56.72 

283.60 

212.70 


_NA 

269.42 " 


_NA 

2375.15 " 


170.16 
63.81" 


120.53 
191.43 " 


141.80 
35.45 " 


_NA 

283.60 


_NA 

2658.75 


191.43 

56.72 


127.62 

283.60 


148.89 

106.35 


1595.25 
290.69 " 


NA 

NA 

2481.50 

510.48 


[ 141.80 

56.72 

368.68 

319.05 


_NA 

319.05 " 


_NA 

2091.55 " 


198.52 
42.54" 


92.17 
942.97 " 


177.25 
106.35 " 


_NA 

NA 


85.08 

2729.65 


177.25 

28.36 


77.99 

347.41 


184.34 

141.80 


1 77.99 

35.45 

2765.10 

3509.55 



_NA 

382.86 " 


70.90 
3225.95 " 


198.52 
56.72 " 


106.35 

581.38" 


163.07 

113.44" 


NA 

553.02" 


56.72 

3190.50" 


269.42 
77.99 " 


77.99 
503.39 " 


446.67 
35.45 " 


_NA 

510.48 " 


99.26 

3332.30" 


290.69 
127.62 " 


92.17 
850.80" 


219.79 

28.36" 


NA 

510.48" 


92.17 
3048.70" 


389.95 
141.80" 


106.35 
553.02 " 


205.61 
28.36" 


1049.32 
446.67 ' 


92.17 
9358.80 ' 


340.32 

233.97' 


134.71 
623.92 ' 


155.98 
35.45 ' 


NA 

482.12" 


148.89 
3509.55 " 


333.23 
134.71" 


148.89 

652.28" 


170.16 
63.81" 


1871.76 
432.49 " 


77.99 

1659.06" 


276.51 
1503.08" 


113.44 
354.50" 


148.89 

42.54" 


_NA 

1106.04" 


_NA 

1035.14" 


1063.50 
737.36 ' 


446.67 

1836.31" 


1106.04 

na" 


1120.22 

na' 


1176.94 

na' 


1361.28 

na" 


1130.86 

42.54" 


1247.84 

na" 


1148.58 

na" 


1063.50 

na" 


1020.96 

na" 


1106.04 

na" 


964.24 

1091.86' 


928.79 

1035.14" 


1106.04 

1091.86" 


1162.76 
1020.96' 


1332.92 

893.34' 


1978.11 
794.08" 


1800.86 
758.63 " 


1800.86 

716.09' 


1659.06 
645.19 ' 


1070.59 
709.00" 


NA 

1410.91" 


_NA 

1531.44" 


NA 

1616.52 " 


141.80 
1467.63 " 


_NA 

1432.18" 


127.62 
1460.54" 


106.35 
1247.84' 


134.71 
1106.04" 


155.98 

1233.66' 


148.89 
1403.82 ' 


184.34 

1233.66" 


177.25 
1418.00 " 


163.07 

1219.48' 


212.70 

1191.12' 


177.25 

1318.74" 


141.80 

1815.04" 


120.53 
1247.84" 


127.62 

1120 . 22 ' 


120.53 
1184.03 ' 


1616.52 
212.70" 


1155.67 
198.52 ' 


1120.22 
198.52 ' 


1077.68 

92.17' 


1361.28 

113.44" 


1020.96 
148.89 " 


1219.48 
106.35 ' 


2800.55 
177.25 ' 


1949.75 
134.71" 


2127.00 
602.65 " 


1517.26 

163.07' 


1254.93 
177.25 ' 


1928.48 

212.70" 


2070.28 

233.97' 


2020.65 

170.16' 


1701.60 

276.51" 


1432.18 

219.79' 


120.53 
1077.68' 


163.07 

2516.95' 


326.14 
1006.78" 


333.23 
1006.78' 


368.68 
1077.68 ' 


205.61 

1347.10" 


382.86 

1751.23' 


99.26 
1446.36 " 


184.34 
1488.90" 


212.70 

1531.44' 


269.42 
1559.80" 


163.07 
1474.72 " 


219.79 
2098.64" 


1432.18 
1418.00 ' 


1616.52 

1347.10" 


1332.92 
1857.58 " 


1517.26 

1588.16' 


2162.45 
1573.98 ' 


1162.76 

1517.26" 


1318.74 
1503.08 " 


397.04 
1644.88" 


1843.40 
1488.90 ' 


56.72 

1581.07" 


70.90 

2197.90" 


49.63 
2339.70" 


1559.80 
1602.34' 


56.72 
1843.40" 


652.28 

1531.44 


1269.11 
588.47 ' 


1106.04 

567.20" 


1524.35 
694.82 ' 


1162.76 
758.63 ' 


1772.50 
801.17" 


1325.83 
740.91' 


1956.84 
563.66" 


1446.36 
560.11' 


1673.24 

538.84" 


1389.64 
822.44" 


2304.25 
921.70" 


2056.10 

1035.14' 


2070.28 
1006.78" 


1708.69 
1106.04" 


1800.86 

1120 . 22 ' 


1609.43 
950.06 ' 


2233.35 

723.18" 


2942.35 

957.15' 


2304.25 

623.92' 


1800.86 

1347.10' 


2197.90 
1134.40" 


1687.42 
1134.40" 



j NA 

NA 

326.14 

283.60 



NA 

NA 

361.59 

354.50 



NA 

NA 

397.04 

262.33 


85.08 

70.9 

92.17 

63.8 



NA 

NA 

489.21 

184.34 


333.23 
1262.02 ' 


262.33 

11698.50" 


NA 

354.50" 


1290.38 



418.31 
574.29 ' 


1786.68 


510.48 

NA 


1503.08 



581.38 
475.03 ' 


2304.25 


595.56 
460.85 " 


1687.42 


574.29 
404.13 " 


1871.76 


538.84 

510.48" 


1843.40 


531.75 

453.76 ' 


1807.95 


595.56 

531.75" 


1942.66 


489.21 
538.84" 


2020.65 


524.66 
631.01" 


2098.64 


560.11 
475.03 ' 


2254.62 


475.03 
666.46" 


2056.10 


453.76 

638.10" 


2396.42 


524.66 
588.47' 


1687.42 


503.39 
510.48 ' 


1488.90 


588.47 

595.56 


1503.08 


503.39 
567.20" 


1559.80 



432.49 

99.26 


1063.50 


ADWARA 

794.08 

864.98 

935.88 

1006.78 

NA 

1035.14 

935.88 

1247.84 

1024.51 

808.26 

1106.04 

113.44 

1630.70 

1162.76 

1148.58 

1162.76 

1247.84 

1162.76 

2027.74 

1772.50 

1439.27 

1134.40 

1290.38 

NA 

1191.12 

1063.50 

1063.50 

AKOLI 

311.96 

283.60 

212.70 

347.41 

NA 

531.75 

354.50 

404.13 

467.94 

NA 

283.60 

418.31 

375.77 

212.70 

375.77 

333.23 

623.92 

510.48 

191.43 

113.44 

141.80 

333.23 

212.70 

NA 

382.86 

638.10 

538.84 


1602.34 

382.86' 


42.54 
4041.30' 


304.87 

170.16' 


134.71 
304.87 ' 


155.98 

361.59' 


1524.35 

226.88 


35.45 

1630.70 


170.16 

106.35 


85.08 

375.77 


141.80 

85.08 


BHIMPURA 

2056.10 

1588.16 

1878.85 

1687.42 

1347.10 

1035.14 

1729.96 

NA 

1283.29 

1602.34 

1049.32 

1701.60 

496.30 

1304.56 

751.54 

1481.81 

822.44 

1091.86 

850.80 

652.28 

652.28 

4005.85 

3261.40 

NA 

2864.36 

3048.70 

2587.85 

BHOOTGAON 

297.78 

333.23 

NA 

375.77 

375.77 

368.68 

446.67 

361.59 

311.96 

326.14 

340.32 

326.14 

340.32 

319.05 

319.05 

290.69 

283.60 

361.59 

475.03 

425.40 

368.68 

326.14 

375.77 

NA 

311.96 

340.32 

333.23 


CHADUAL 

567.20 

794.08 

NA 

701.91 

765.72 

730.27 

1340.01 

1361.28 

1219.48 

815.35 

950.06 

1049.32 

290.69 

382.86 

496.30 

446.67 

545.93 

893.34 

1098.95 

928.79 

992.60 

794.08 

623.92 

NA 

786.99 

1262.02 

595.56 

DEGAON 

361.59 

375.77 

340.32 

389.95 

NA 

269.42 

1304.56 

184.34 

205.61 

155.98 

191.43 

432.49 

170.16 

77.99 

134.71 

397.04 

411.22 

347.41 

120.53 

141.80 

113.44 

113.44 

198.52 

NA 

NA 

NA 

375.77 


1446.36 
1106.04' 


1772.50 

709.00 


DHANPUR 

1276.20 

1432.18 

1595.25 

1403.82 

NA 

1403.82 

1446.36 

1446.36 

1807.95 

1503.08 

1531.44 

1453.45 

1389.64 

1332.92 

1347.10 

1318.74 

1566.89 

1276.20 

1410.91 

1325.83 

666.46 

1488.90 

1375.46 

NA 

1205.30 

1630.70 

1488.90 

DHANTA 

354.50 

354.50 

NA 

375.77 

255.24 

248.15 

255.24 

304.87 

319.05 

347.41 

311.96 

460.85 

333.23 

361.59 

418.31 

432.49 

368.68 

354.50 

375.77 

517.57 

496.30 

382.86 

404.13 

NA 

382.86 

382.86 

382.86 


127.62 

1318.74 


GOELI 

219.79 

510.48 

NA 

489.21 

368.68 

255.24 

354.50 

623.92 

311.96 

602.65 

333.23 

1276.20 

219.79 

226.88 

233.97 

382.86 

219.79 

1205.30 

843.71 

389.95 

404.13 

1800.86 

368.68 

NA 

1559.80 

1800.86 

1219.48 

GOL 

226.88 

283.60 

NA 

290.69 

290.69 

311.96 

333.23 

414.77 

347.41 

340.32 

368.68 

411.22 

290.69 

269.42 

262.33 

510.48 

276.51 

432.49 

333.23 

411.22 

375.77 

368.68 

297.78 

NA 

319.05 

340.32 

241.06 


.34 

49.63 

.80 

42.54 


JAILA 

70.90 

212.70 

NA 

177.25 

141.80 

219.79 

141.80 

77.99 

77.99 

70.90 

70.90 

77.99 

63.81 

42.54 

85.08 

70.90 

49.63 

56.72 

205.61 

241.06 

262.33 

226.88 

248.15 

NA 

248.15 

297.78 

85.08 

JALORE 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1240.75 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

85.08 

NA 

NA 


1375.46 

170.16' 


JHADOLI 

NA 

311.96 

NA 

304.87 

226.88 

191.43 

233.97 

163.07 

255.24 

255.24 

219.79 

205.61 

255.24 

283.60 

290.69 

226.88 

255.24 

241.06 

191.43 

311.96 

340.32 

233.97 

304.87 

NA 

233.97 

219.79 

262.33 

JHAK 

964.24 

1063.50 

1091.86 

992.60 

NA 

992.60 

163.07 

1042.23 

1297.47 

NA 

NA 

1049.32 

1049.32 

1063.50 

1063.50 

1063.50 

1077.68 

1176.94 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1311.65 


KANDHAR 

694.82 

638.10 

666.46 

659.37 

NA 

496.30 

567.20 

652.28 

595.56 

609.74 

574.29 

489.21 

545.93 

581.38 

560.11 

588.47 

311.96 

531.75 

893.34 

850.80 

786.99 

737.36 

184.34 

NA 

701.91 

588.47 

545.93 

KHAMBAL 

1148.58 

751.54 

NA 

659.37 

623.92 

631.01 

680.64 

673.55 

666.46 

588.47 

595.56 

531.75 

503.39 

524.66 

545.93 

538.84 

645.19 

879.16 

779.90 

1176.94 

602.65 

709.00 

666.46 

NA 

645.19 

588.47 

602.65 


063.50 

56.72 

531.44 

56.72 


MADANI 

NA 

NA 

NA 

1418.00 

758.63 

1545.62 

808.26 

1219.48 

1318.74 

460.85 

588.47 

1396.73 

397.04 

758.63 

574.29 

1659.06 

233.97 

219.79 

297.78 

326.14 

184.34 

368.68 

233.97 

NA 

517.57 

1233.66 

1063.50 

MAKRODA 

241.06 

184.34 

NA 

155.98 

177.25 

NA 

205.61 

219.79 

241.06 

248.15 

297.78 

297.78 

184.34 

212.70 

255.24 

609.74 

354.50 

347.41 

276.51 

184.34 

241.06 

205.61 

198.52 

NA 

198.52 

283.60 

248.15 


1616.52 
1262.02 ' 


2481.50 

1240.75 


MANDWA 

290.69 

184.34 

NA 

297.78 

340.32 

361.59 

375.77 

283.60 

375.77 

304.87 

255.24 

283.60 

304.87 

347.41 

375.77 

1106.04 

411.22 

418.31 

432.49 

453.76 

524.66 

1276.20 

1375.46 

NA 

623.92 

212.70 

248.15 

MAYLAWAS 

106.35 

85.08 

85.08 

113.44 

NA 

92.17 

56.72 

113.44 

148.89 

92.17 

92.17 

99.26 

170.16 

99.26 

106.35 

99.26 

77.99 

70.90 

177.25 

92.17 

198.52 

49.63 

99.26 

NA 

85.08 

35.45 

92.17 


MODRAN 

460.85 

588.47 

524.66 

531.75 

460.85 

467.94 

489.21 

2516.95 

70.90 

418.31 

978.42 

382.86 

496.30 

751.54 

822.44 

779.90 

794.08 

1332.92 

1077.68 

553.02 

694.82 

1726.42 

1120.22 

NA 

NA 

NA 

1488.90 

MOHABAT NAGAR 

1460.54 

1651.97 

NA 

1630.70 

2268.80 

1503.08 

1531.44 

1616.52 

779.90 

1552.71 

1616.52 

1545.62 

425.40 

1311.65 

1276.20 

1262.02 

1162.76 

1184.03 

2127.00 

1687.42 

1488.90 

1148.58 

588.47 

NA 

1318.74 

1361.28 

1106.04 


MURTHALASILLI 

92.17 

63.81 

63.81 

687.73 

56.72 

85.08 

92.17 

77.99 

1091.86 

42.54 

1120.22 

744.45 

538.84 

737.36 

921.70 

1418.00 

921.70 

1290.38 

1106.04 


2 

85.08 

652.28 

595.56 

NA 

538.84 

70.90 

319.05 

NARADARA 

NA 

772.81 

NA 

1063.50 

971.33 

1205.30 

758.63 

957.15 

389.95 

1148.58 

1162.76 

1148.58 

428.95 

616.83 

602.65 

857.89 

35.45 

489.21 

184.34 


8_ 

28.36 

170.16 

1418.00 

NA 

1418.00 

1602.34 

2020.65 


NAWA KHERA 

NA 

1205.30 

NA 

950.06 

751.54 

645.19 

716.09 

694.82 

737.36 

751.54 

751.54 

758.63 

957.15 

1020.96 

1091.86 

950.06 

907.52 

928.79 

1503.08 

1361.28 

1517.26 

1517.26 

1644.88 

NA 

1687.42 

1673.24 

2410.60 

NAWARA 

NA 

NA 

NA 

NA 

NA 

NA 

241.06 

241.06 

NA 

241.06 

241.06 

1205.30 

489.21 

262.33 

1318.74 

340.32 

262.33 

460.85 

262.33 

595.56 

99.26 

1035.14 

333.23 

NA 

1389.64 

921.70 

460.85 


NUN P/Z 

822.44 

964.24 

978.42 

1304.56 

NA 

1446.36 

1559.80 

1474.72 

1602.34 

1418.00 

1503.08 

1517.26 

1503.08 

1559.80 

1644.88 

1878.85 

2098.64 

2098.64 

1900.12 

1744.14 

1885.94 

1942.66 

319.05 

NA 

2056.10 

2162.45 

2162.45 

PADIV 

361.59 

177.25 

NA 

155.98 

170.16 

127.62 

127.62 

113.44 

127.62 

106.35 

148.89 

184.34 

163.07 

170.16 

148.89 

177.25 

205.61 

148.89 

269.42 

226.88 

297.78 

326.14 

311.96 

NA 

311.96 

333.23 

354.50 


269.42 

198.52 

163.07 

3828.60 


RAMSEEN 

879.16 

864.98 

864.98 

836.62 

864.98 

921.70 

950.06 

978.42 

985.51 

1042.23 

1120.22 

1332.92 

1098.95 

1120.22 

1332.92 

1878.85 

191.43 

1276.20 

1120.22 

1020.96 

1049.32 

1219.48 

978.42 

NA 

1077.68 

1191.12 

1311.65 

RE WAT 

765.72 

127.62 

1418.00 

1432.18 

NA 

1375.46 

92.17 

70.90 

85.08 

85.08 

92.17 

77.99 

921.70 

85.08 

1304.56 

99.26 

113.44 

85.08 

70.90 

77.99 

1276.20 

1063.50 

77.99 

NA 

1006.78 

77.99 

1687.42 


475.03 

631.01' 


2020.65 


2233.35 

446.67 


2304.25 



































































































































































































































































































































































































































































































































1984 


1985 


1986 


1987 


Chloride, mg/I 


Location 


1988 


1989 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 



Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

SEUDA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SIDRATH 

353.79 

339.97 

NA 

393.50 

347.41 

350.96 

365.14 

337.13 

299.91 

NA 

411.22 

363.72 

SIROHI 

231.49 

195.33 

NA 

131.17 

173.71 

170.16 

187.89 

166.62 

185.40 

NA 

177.25 

185.40 

SIYANA 

122.30 

NA 

NA 

1106.04 

184.34 

304.87 

184.34 

304.87 

599.46 

NA 

903.27 

893.34 

SOMTA 

361.59 

364.43 

517.57 

602.65 

1176.94 

1290.38 

1176.94 

1290.38 

NA 

NA 

1056.06 

928.79 

SUGALIYA 

210.93 

253.11 

NA 

209.16 

NA 

NA 

77.99 

97.13 

77.99 

NA 

56.72 

57.43 

SUMERGARH 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

TATOL 

1200.34 

1781.36 

2396.42 

2446.05 

304.87 

343.87 

304.87 

343.87 

249.21 

NA 

271.55 

255.24 

TAWARI 

NA 

159.17 

NA 

145.35 

NA 

177.25 

131.17 

183.99 

192.14 

NA 

191.43 

239.29 

THUR 

130.10 

82.24 

NA 

67.36 

99.26 

63.81 

99.26 

NA 

NA 

NA 

69.48 

35.45 

UDD 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

UMMEDGARH 

912.13 

860.73 

NA 

833.08 

NA 

942.97 

978.42 

910.00 

797.63 

NA 

553.02 

808.26 

UTHMAN 

NA 

NA 

NA 

141.80 

106.35 

131.17 

124.08 

104.22 

97.84 

NA 

77.99 

72.32 

VARARA 

210.93 

NA 

NA 

184.34 

187.89 

209.16 

198.52 

204.90 

NA 

NA 

177.25 

202.07 

VERAPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

WADELI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

WAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

Sub Basin: Khari (Hemawas) 

BAGHANA 

NA 

173.71 

117.69 

NA 

NA 

247.44 

142.51 

NA 

192.49 

NA 

NA 

162.36 

BANTA RLY. ST. 

2109.98 

2042.28 

2630.39 

2906.90 

2935.26 

198.52 

2552.40 

2028.80 

2297.16 

2509.86 

2453.14 

2041.92 

BHALA LAO 

NA 

3026.01 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BUSI 

242.48 

NA 

290.69 

290.69 

379.32 

191.43 

283.60 

326.14 

418.31 

85.08 

190.37 

136.13 

CHHAPLI 

40.77 

79.05 

47.15 

50.34 

54.59 

70.55 

53.18 

62.04 

NA 

59.20 

46.79 

39.70 

DEWAIR 

54.59 

46.44 

45.38 

63.81 

NA 

129.04 

44.67 

62.04 

42.90 

47.86 

30.13 

26.23 

DHANLA 

NA 

278.28 

269.42 

255.24 

187.89 

42.54 

191.43 

166.62 

113.44 

304.87 

210.93 

231.13 

HINGLAKHURD 

1497.41 

1677.85 

2311.34 

1800.86 

1893.03 

2807.64 

2509.86 

2987.73 

609.74 

2878.54 

1796.61 

1891.97 

KERLI 

306.29 

309.48 

304.87 

276.51 

283.60 

297.78 

311.96 

354.50 

311.96 

304.87 

299.55 

285.73 

KHERWA 

531.04 

1279.04 

1070.59 

1304.56 

1304.56 

964.24 

751.54 

638.10 

935.88 

744.45 

1617.58 

1064.56 

KHINWARA 

NA 

234.68 

241.06 

92.17 

163.07 

63.81 

77.99 

120.53 

70.90 

49.63 

56.37 

47.50 

PALI 

782.74 

NA 

893.34 

1077.68 

992.60 

1020.96 

935.88 

694.82 

815.35 

879.16 

789.47 

1020.96 

PANCHETIA 

NA 

23.75 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PILOWANI 

NA 

233.97 

276.51 

333.23 

283.60 

297.78 

290.69 

219.79 

262.33 

262.33 

217.66 

217.66 

PIPRELOO 

80.12 

102.10 

80.83 

NA 

85.08 

91.11 

96.42 

89.33 

87.56 

77.28 

96.78 

77.28 

RAIPURIYA 

NA 

24.11 

24.82 

35.45 

28.36 

28.36 

21.27 

21.27 

28.36 

35.45 

20.21 

19.14 

SADAWAS 

2218.82 

973.10 

1524.35 

652.28 

1942.66 

241.06 

283.60 

460.85 

545.93 

177.25 

1195.02 

102.10 

SEPTAWA 

NA 

17.02 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SIWAS 

NA 

196.04 

177.25 

283.60 

173.71 

10.64 

14.18 

14.18 

21.27 

14.18 

34.03 

20.21 

SODAWAS 

57.78 

62.04 

432.49 

219.79 

63.81 

NA 

NA 

283.60 

389.95 

NA 

40.77 

1633.54 

SONAI MAJI 

30.49 

51.40 

56.72 

28.36 

35.45 

10.64 

28.36 

77.99 

127.62 

35.45 

62.04 

30.84 

Sub Basin: Luni 

AALPURA 

418.67 

684.19 

901.85 

545.93 

177.25 

NA 

368.68 

1389.64 

801.17 

1306.69 

1497.41 

1445.30 

ADEL 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

AGKUNDIA 

21.27 

14.18 

21.27 

21.27 

17.73 

28.36 

49.63 

21.27 

21.27 

NA 

35.45 

21.27 

AJESAR 

63.81 

42.54 

49.63 

49.63 

42.54 

53.18 

NA 

NA 

35.45 

39.00 

42.54 

42.54 

AJIT 

343.51 

488.15 

723.18 

397.04 

872.07 

NA 

276.51 

326.14 

549.48 

572.52 

666.82 

97.13 

AKAWA 

NA 

NA 

NA 

NA 

581.38 

NA 

581.38 

556.57 

NA 

NA 

NA 

NA 

AKDARA 

2164.22 

2159.61 

2249.66 

NA 

2233.35 

NA 

2297.16 

2204.99 

2127.00 

1764.70 

2178.05 

1973.86 

AKHAWAS 

289.27 

339.97 

460.85 

411.22 

358.05 

248.15 

NA 

422.21 

567.20 

NA 

563.66 

284.66 

AKHEPURA 

NA 

NA 

NA 

NA 

81.54 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

AKHTHALI 

0.00 

1388.22 

121.59 

1134.40 

1134.40 

1003.24 

999.69 

919.57 

911.07 

262.69 

1020.96 

1083.71 

ALAMSAR 

489.92 

584.57 

NA 

446.67 

1900.12 

723.18 

872.07 

NA 

418.31 

559.05 

585.28 

162.72 

ALNIYAWAS 

289.27 

300.97 

250.28 

269.42 

241.06 

248.15 

202.07 

221.21 

222.27 

NA 

210.93 

243.19 

ALWARA (P/Z) 

NA 

NA 

NA 

NA 

964.24 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

ANDHERIDEORI 

241.06 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

106.35 

NA 

NA 

NA 

ARABA 

NA 

4933.58 

4243.37 

5388.40 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

ARANG 

170.16 

178.67 

184.34 

NA 

191.43 

NA 

198.52 

219.79 

212.70 

140.74 

NA 

204.19 

ARNIYALI 

2947.31 

3204.68 

3119.60 

2339.70 

3190.50 

NA 

NA 

NA 

NA 

NA 

666.82 

4759.16 

ARTA 

NA 

1877.43 

2000.80 

1942.66 

2325.52 

NA 

2070.28 

2197.90 

3155.05 

1926.35 

2382.24 

7760.01 

ASARA 

NA 

1239.33 

734.17 

510.48 

886.25 

NA 

1077.68 

1836.31 

0.00 

1710.82 

1796.61 

1933.09 

ASA R LAI 

557.98 

354.50 

230.43 

255.24 

233.97 

241.06 

241.06 

239.64 

311.96 

NA 

241.06 

243.19 

ASOP 

NA 

474.32 

510.48 

471.49 

531.75 

581.38 

588.47 

507.29 

515.44 

484.96 

336.78 

531.75 

ASOTRA 

4288.03 

4344.40 

269.42 

4750.30 

NA 

503.39 

397.04 

411.22 

609.74 

3670.85 

632.78 

857.54 

BABRA 

238.22 

164.84 

134.71 

NA 

109.90 

127.62 

191.43 

184.34 

155.98 

248.15 

190.72 

190.37 

BACHARNA 

4355.03 

4745.34 

4353.26 

4395.80 

4573.05 

4573.05 

4254.00 

4307.88 

NA 

NA 

4348.30 

NA 

BADAYALI 

130.10 

134.71 

88.98 

141.80 

177.25 

155.98 

168.39 

147.47 

175.12 

NA 

277.93 

472.19 

BAETU 

6228.21 

6258.34 

4215.01 

6026.50 

5317.50 

NA 

0.00 

0.00 

0.00 

NA 

0.00 

6261.89 

Baila 

NA 

NA 

NA 

134.71 

NA 

134.71 

NA 

56.72 

42.54 

NA 


106.35 

BAIRU 

NA 

115.57 

163.07 

148.89 

106.35 

159.53 

83.31 

136.84 

NA 

NA 

NA 

NA 

BAIYA RAM Kl DHANI(P) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

956.44 

NA 

BAKHASAR 

NA 

4566.32 

NA 

8791.60 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BALA 

306.29 

275.09 

297.78 

496.30 

311.96 

301.33 

311.96 

301.33 

336.78 

290.69 

297.78 

277.93 

BALA 

7561.84 

4332.70 

3408.16 

3899.50 

2772.19 

3403.20 

2105.73 

2557.01 

1928.48 

1670.40 

1612.98 

2013.56 

BALAD 

155.98 

106.35 

NA 

127.62 

141.80 

113.44 

NA 

NA 

127.62 

92.17 

131.17 

127.62 

BALAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 
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Chloride, mg/I 


Chloride, mg/I 


Location 

97 

| 1998 I 

| 1999 | 

| 2000 

| 2001 | 

| 2002 | 

| 2003 | 

| 2004 i 

j 2005 | 

| 2006 | 

| 2007 | 

| 2008 j 

| 2009 | 

| 2010 | 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 


Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

SEUDA 

NA 

42.54 

NA 

879.16 

538.84 

510.48 

545.93 

680.64 

652.28 

652.28 

517.57 

574.29 

588.47 

723.18 

716.09 

730.27 

893.34 

538.84 

850.80 

921.70 

1091.86 

935.88 

921.70 

NA 

850.80 

709.00 

141.80 

SIDRATH 

723.18 

652.28 

NA 

553.02 

567.20 

446.67 

467.94 

382.86 

404.13 

531.75 

418.31 

553.02 

375.77 

475.03 

503.39 

687.73 

914.61 

1106.04 

1035.14 

907.52 

340.32 

659.37 

765.72 

NA 

808.26 

779.90 

1205.30 

SIROHI 

148.89 

184.34 

NA 

283.60 

134.71 

304.87 

163.07 

85.08 

113.44 

233.97 

212.70 

297.78 

141.80 

198.52 

163.07 

311.96 

141.80 

510.48 

233.97 

404.13 

517.57 

1347.10 

439.58 

NA 

1418.00 

864.98 

389.95 

SIYANA 

659.37 

652.28 

765.72 

907.52 

NA 

1318.74 

1673.24 

1644.88 

1573.98 

1389.64 

1573.98 

1772.50 

2446.05 

2282.98 

1595.25 

425.40 

1191.12 

2240.44 

1729.96 

1077.68 

779.90 

935.88 

645.19 

NA 

1063.50 

1304.56 

1382.55 

SOMTA 

255.24 

418.31 

418.31 

694.82 

467.94 

836.62 

822.44 

872.07 

829.53 

879.16 

35.45 

992.60 

602.65 

864.98 

779.90 

864.98 

737.36 

737.36 

510.48 

765.72 

850.80 

772.81 

NA 

NA 

822.44 

893.34 

957.15 

SUGALIYA 

NA 

56.72 

NA 

42.54 

56.72 

42.54 

70.90 

56.72 

28.36 

49.63 

42.54 

49.63 

35.45 

35.45 

248.15 

35.45 

28.36 

85.08 

49.63 

42.54 

49.63 

42.54 

42.54 

NA 

56.72 

42.54 

70.90 

SUMERGARH 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

921.70 

NA 

1871.76 

1715.78 

1191.12 

35.45 

992.60 

574.29 

1247.84 

638.10 

NA 

645.19 

694.82 

92.17 

TATOL 

574.29 

1602.34 

1602.34 

113.44 

992.60 

545.93 

609.74 

1262.02 

503.39 

1347.10 

1651.97 

1318.74 

1006.78 

921.70 

1644.88 

1971.02 

368.68 

1474.72 

219.79 

503.39 

531.75 

432.49 

1602.34 

NA 

1432.18 

489.21 

1134.40 

TAWARI 

NA 

NA 

NA 

333.23 

290.69 

333.23 

163.07 

226.88 

290.69 

205.61 

290.69 

311.96 

652.28 

155.98 

134.71 

170.16 

198.52 

184.34 

510.48 

716.09 

786.99 

680.64 

709.00 

NA 

652.28 

347.41 

340.32 

THUR 

70.90 

56.72 

56.72 

56.72 

49.63 

56.72 

35.45 

49.63 

77.99 

49.63 

42.54 

49.63 

77.99 

77.99 

70.90 

85.08 

63.81 

63.81 

120.53 

170.16 

120.53 

NA 

NA 

NA 

92.17 

NA 

99.26 

UDD 

283.60 

141.80 

NA 

141.80 

141.80 

0.00 

155.98 

177.25 

177.25 

170.16 

191.43 

184.34 

226.88 

219.79 

212.70 

241.06 

248.15 

184.34 

425.40 

212.70 

319.05 

127.62 

127.62 

NA 

134.71 

177.25 

141.80 

UMMEDGARH 

NA 

1191.12 

NA 

1077.68 

914.61 

716.09 

737.36 

843.71 

680.64 

765.72 

602.65 

850.80 

531.75 

496.30 

517.57 

545.93 

411.22 

42.54 

425.40 

545.93 

475.03 

716.09 

623.92 

NA 

723.18 

1120.22 

588.47 

UTHMAN 

NA 

120.53 

NA 

134.71 

85.08 

106.35 

92.17 

92.17 

92.17 

92.17 

77.99 

77.99 

85.08 

85.08 

85.08 

77.99 

70.90 

92.17 

99.26 

113.44 

134.71 

77.99 

106.35 

NA 

85.08 

120.53 

85.08 

VARARA 

482.12 

758.63 

NA 

857.89 

957.15 

1070.59 

1077.68 

1070.59 

886.25 

1113.13 

1375.46 

1361.28 

886.25 

1659.06 

1559.80 

1382.55 

1155.67 

1205.30 

1240.75 

1545.62 

928.79 

1815.04 

1800.86 

NA 

1616.52 

1630.70 

1559.80 

VERAPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

148.89 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

WADELI 

1148.58 

1208.85 

NA 

1063.50 

978.42 

1063.50 

886.25 

1098.95 

283.60 

1169.85 

595.56 

935.88 

779.90 

1184.03 

1049.32 

1829.22 

1113.13 

1517.26 

1786.68 

1786.68 

1332.92 

1644.88 

1418.00 

NA 

184.34 

1488.90 

1304.56 

WAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

35.45 

21.27 

42.54 

28.36 

42.54 

35.45 

35.45 

49.63 

49.63 

35.45 

49.63 

56.72 

49.63 

NA 

63.81 

127.62 

49.63 

|Sub Basin: Khari (Hemawas) | 

BAGHANA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BANTA RLY. ST. 

4594.32 

2481.50 

1807.95 

1878.85 

1446.36 

1332.92 

NA 

999.69 

1020.96 

1035.14 

765.72 

567.20 

779.90 

553.02 

680.64 

850.80 

907.52 

1091.86 

1049.32 

1219.48 

1006.78 

879.16 

822.44 

NA 

864.98 

957.15 

808.26 

BHALA LAO 

4183.10 

2765.10 

NA 

2765.10 

2836.00 

2375.15 

2587.85 

2268.80 

0.00 

2481.50 

2410.60 

2446.05 

2729.65 

2481.50 

2658.75 

2318.43 

3048.70 

2481.50 

0.00 

2304.25 

3438.65 

2056.10 

2800.55 

NA 

2233.35 

2197.90 

1949.75 

BUSI 

70.90 

361.59 

375.77 

432.49 

276.51 

375.77 

319.05 

482.12 

148.89 

241.06 

276.51 

418.31 

99.26 

120.53 

120.53 

191.43 

262.33 

177.25 

170.16 

99.26 

70.90 

205.61 

255.24 

NA 

297.78 

148.89 

255.24 

CHHAPLI 

77.99 

63.81 

NA 

70.90 

77.99 

56.72 

56.72 

74.45 

70.90 

56.72 

70.90 

70.90 

106.35 

88.63 

99.26 

39.00 

134.71 

99.26 

99.26 

77.99 

92.17 

85.08 

85.08 

NA 

56.72 

92.17 

92.17 

DEWAIR 

42.54 

42.54 

NA 

28.36 


42.54 

24.82 

35.45 

17.73 

21.27 

28.36 

35.45 

35.45 

17.73 

HQ 

31.91 

21.27 

21.27 

49.63 

53.18 

70.90 

191.43 

49.63 

NA 

14.18 

120.53 

56.72 

DHANLA 

311.96 

212.70 

198.52 

148.89 


77.99 

77.99 

70.90 

191.43 

77.99 

63.81 

148.89 

102.81 

170.16 

00 

o 

LO 

00 

113.44 

70.90 

77.99 

184.34 

127.62 

248.15 

92.17 

106.35 

NA 

■as 

106.35 

106.35 

HINGLAKHURD 

2119.91 

0.00 

1914.30 

NA 

2438.96 

2977.80 

3651.35 

3615.90 

3757.70 

0.00 

3757.70 

3651.35 

3332.30 

4041.30 

4076.75 

3545.00 

3757.70 

3410.29 

3722.25 

3474.10 

3793.15 

2729.65 

2906.90 

NA 

3367.75 

226.88 

1205.30 

KERLI 

588.47 

368.68 

382.86 

347.41 

368.68 

326.14 

311.96 

347.41 

716.09 

467.94 

354.50 

368.68 

701.91 

475.03 

545.93 

531.75 

574.29 

432.49 

829.53 

326.14 

545.93 

389.95 

262.33 

NA 

333.23 

1524.35 

311.96 

KHERWA 

1247.84 

1701.60 

1531.44 

1807.95 

1651.97 

1595.25 

907.52 

1786.68 

1247.84 

751.54 

1559.80 

1134.40 

1113.13 

1375.46 

1340.01 

1410.91 

1191.12 

1410.91 

957.15 

1205.30 

1510.17 

1524.35 

1318.74 

NA 

1559.80 

1432.18 

77.99 

KHINWARA 

70.90 

191.43 

99.26 

127.62 

85.08 

92.17 

77.99 

92.17 

70.90 

70.90 

70.90 

120.53 

99.26 

85.08 

99.26 

106.35 

92.17 

106.35 

106.35 

127.62 

113.44 

170.16 

127.62 

NA 

106.35 

141.80 

85.08 

PALI 

1453.45 

1262.02 

NA 

1120.22 

1162.76 

1120.22 

964.24 

1162.76 

1389.64 

1176.94 

1304.56 

1240.75 

1049.32 

886.25 

964.24 

1191.12 

1106.04 

935.88 

1191.12 

1446.36 

1474.72 

1077.68 

808.26 

NA 

808.26 

1035.14 

992.60 

PANCHETIA 

92.17 

191.43 

113.44 

467.94 

77.99 

553.02 

85.08 

595.56 

56.72 

49.63 

42.54 

177.25 

56.72 

42.54 

56.72 

262.33 

42.54 

106.35 

85.08 

106.35 

92.17 

56.72 

35.45 

NA 

35.45 

56.72 

21.27 

PILOWANI 

120.53 

120.53 

113.44 

85.08 

92.17 

70.90 

70.90 

49.63 

56.72 

35.45 

49.63 

42.54 

63.81 

42.54 

42.54 

42.54 

42.54 

63.81 

56.72 

49.63 

155.98 

56.72 

49.63 

NA 

49.63 

70.90 

141.80 

PIPRELOO 

77.99 

81.54 

NA 

85.08 


67.36 

74.45 

85.08 

63.81 

77.99 

49.63 

71.26 

77.99 

77.99 

77.99 

77.99 

85.08 

99.26 

177.25 

113.44 

120.53 

141.80 

163.07 

NA 

127.62 

120.53 

134.71 

RAIPURIYA 

56.72 

42.54 

35.45 

35.45 

28.36 

35.45 

21.27 

21.27 

28.36 

21.27 

35.45 

21.27 

28.36 

i-> 

00 

28.36 

21.27 

14.18 

28.36 

56.72 

42.54 

99.26 

21.27 

21.27 

NA 


14.18 

35.45 

SADAWAS 

3048.70 

3899.50 

NA 

3474.10 

2041.92 

2694.20 

1616.52 

2456.69 

595.56 

2127.00 

864.98 

1488.90 

446.67 

730.27 

85.08 

666.46 

354.50 

836.62 

28.36 

935.88 

170.16 

56.72 

21.27 

NA 


49.63 

21.27 

SEPTAWA 

42.54 

28.36 

35.45 

49.63 


49.63 

21.27 

42.54 

35.45 

35.45 

21.27 

35.45 

21.27 

35.45 

28.36 

14.18 

14.18 

28.36 

21.27 

35.45 

155.98 

14.18 

14.18 

NA 


56.72 

14.18 

SIWAS 

7.09 

21.27 

21.27 

14.18 


28.36 

14.18 

106.35 

28.36 

21.27 

99.26 

120.53 

21.27 

85.08 

63.81 

92.17 

21.27 

538.84 

709.00 

616.83 

645.19 

21.27 

77.99 

NA 


28.36 


SODAWAS 

134.71 

141.80 

NA 

347.41 

77.99 

120.53 

120.53 

315.51 

148.89 

368.68 

276.51 

531.75 

127.62 

439.58 

233.97 

574.29 

205.61 

560.11 

106.35 

326.14 

56.72 

553.02 

269.42 

NA 

914.61 

467.94 

63.81 

SONAI MAJI 

77.99 

70.90 

NA 

106.35 

42.54 

77.99 

42.54 

92.17 

63.81 

70.90 

134.71 

205.61 

77.99 

347.41 

155.98 

361.59 

92.17 

340.32 

63.81 

1829.22 

35.45 

4502.15 

2091.55 

NA 

226.88 

928.79 

4254.00 

|Sub Basin: Luni | 

AALPURA 

751.54 

NA 

NA 

NA 

737.36 

709.00 

709.00 

836.62 

992.60 

NA 

NA 

NA 

992.60 

1375.46 

NA 

1304.56 

NA 

1304.56 

1644.88 

NA 

2084.46 

2297.16 

2169.54 

NA 

NA 

1786.68 

NA 

ADEL 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

AGKUNDIA 

21.27 

397.04 

31.91 

21.27 

21.27 

28.36 

21.27 

28.36 

24.82 

21.27 

24.82 

28.36 

28.36 

28.36 

14.18 

439.58 

46.09 

28.36 

35.45 

24.82 

24.82 

35.45 

85.08 

NA 

77.99 

255.24 

255.24 

AJESAR 

46.09 

39.00 

49.63 

31.91 

42.54 

42.54 

42.54 

28.36 

NA 

35.45 

35.45 

35.45 

42.54 

35.45 

70.90 

46.09 

NA 

85.08 

106.35 

99.26 

88.63 

198.52 

163.07 

NA 

198.52 

127.62 

63.81 

AJIT 

850.80 

NA 

NA 

NA 

1488.90 

638.10 

1240.75 

NA 

489.21 

545.93 

NA 

567.20 

489.21 

758.63 

779.90 

NA 

NA 

928.79 

1219.48 

1318.74 

921.70 

1318.74 

1205.30 

NA 

1162.76 

NA 

NA 

AKAWA 

794.08 

964.24 

652.28 

836.62 

836.62 

751.54 

850.80 

1091.86 

808.26 

1134.40 

950.06 

1495.99 

701.91 

765.72 

779.90 

822.44 

567.20 

375.77 

418.31 

460.85 

517.57 

921.70 

545.93 

NA 

375.77 

1006.78 

524.66 

AKDARA 

2197.90 

1985.20 

NA 

709.00 

2020.65 

1673.24 

2056.10 

354.50 

1127.31 

1949.75 

NA 

1843.40 

1127.31 

NA 

2127.00 

2268.80 

NA 

2268.80 

3474.10 

2268.80 

2552.40 

1985.20 

2481.50 

NA 

1985.20 

1871.76 

NA 

AKHAWAS 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

914.61 

758.63 

1219.48 

645.19 

673.55 

645.19 

NA 

NA 

673.55 

NA 

538.84 

475.03 

NA 

638.10 

446.67 

375.77 

NA 

NA 

297.78 

304.87 

AKHEPURA 

NA 

NA 

NA 

NA 

NA 

439.58 

308.42 

326.14 

NA 

492.76 

485.67 

92.17 

315.51 

347.41 

471.49 

NA 

499.85 

645.19 

716.09 

833.08 

1003.24 

1106.04 

1474.72 

NA 

1673.24 

1332.92 

1616.52 

AKHTHALI 

794.08 

822.44 

765.72 

709.00 

836.62 

1035.14 

822.44 

1262.02 

1262.02 

1262.02 

935.88 

964.24 

964.24 

992.60 

1602.34 

1418.00 

1091.86 

1134.40 

1701.60 

964.24 

2197.90 

2552.40 

1985.20 

NA 

3048.70 

2552.40 

2481.50 

ALAMSAR 

716.09 

602.65 

NA 

NA 

482.12 

553.02 

567.20 

553.02 

524.66 

553.02 

NA 

567.20 

524.66 

751.54 

680.64 

709.00 

NA 

709.00 

694.82 

NA 

680.64 

701.91 

645.19 

NA 

645.19 

687.73 

NA 

ALNIYAWAS 

567.20 

510.48 

563.66 

460.85 

NA 

NA 

NA 

NA 

517.57 

361.59 

276.51 

340.32 

127.62 

NA 

NA 

212.70 

NA 

184.34 

177.25 

NA 

425.40 

283.60 

397.04 

NA 

NA 

241.06 

404.13 

ALWARA (P/Z) 

NA 

NA 

248.15 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

297.78 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

ANDHERIDEORI 

265.88 

333.23 

216.25 

NA 

205.61 

205.61 

184.34 

148.89 

113.44 

134.71 

127.62 

120.53 

113.44 

116.99 

127.62 

134.71 

70.90 

233.97 

283.60 

241.06 

163.07 

159.53 

198.52 

NA 

219.79 

340.32 

NA 

ARABA 

NA 

NA 

2304.25 

3970.40 

2658.75 

3403.20 

3899.50 

3686.80 

2765.10 

3722.25 

NA 

5033.90 

2765.10 

NA 

3615.90 

4183.10 

NA 

4183.10 

4254.00 

4679.40 

4254.00 

1885.94 

NA 

NA 

3403.20 

4892.10 

NA 

ARANG 

NA 

453.76 

NA 

NA 

269.42 

269.42 

269.42 

269.42 

276.51 

276.51 

NA 

269.42 

276.51 

283.60 

297.78 

NA 

NA 

NA 

1793.77 

319.05 

319.05 

496.30 

382.86 

NA 

418.31 

567.20 

NA 

ARNIYALI 

NA 

NA 

NA 

NA 

NA 

177.25 

NA 

NA 

1602.34 

NA 

NA 

NA 

1602.34 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

ARTA 

NA 

NA 

NA 

879.16 

NA 

NA 

NA 

NA 

NA 

850.80 

NA 

868.53 

NA 

850.80 

822.44 

900.43 

NA 

900.43 

808.26 

1347.10 

1290.38 

879.16 

864.98 

NA 

879.16 

NA 

NA 

ASARA 

NA 

NA 

269.42 

1091.86 

1630.70 

1772.50 

992.60 

1063.50 

NA 

1488.90 

NA 

2056.10 

2765.10 

NA 

1673.24 

1914.30 

NA 

1914.30 

1985.20 

2694.20 

2765.10 

2481.50 

1800.86 

NA 

2977.80 

2056.10 

NA 

ASA R LAI 

241.06 

241.06 

241.06 

233.97 

233.97 

233.97 

326.14 

666.46 

666.46 

340.32 

340.32 

340.32 

333.23 

347.41 

404.13 

333.23 

319.05 

333.23 

326.14 

354.50 

368.68 

NA 

NA 

NA 

NA 

NA 

141.80 

ASOP 

382.86 

794.08 

786.99 

801.17 

836.62 

815.35 

709.00 

829.53 

NA 

NA 

1134.40 

1191.12 

1134.40 

779.90 

1332.92 

1290.38 

NA 

1304.56 

NA 

992.60 

1290.38 

1191.12 

1247.84 

NA 

1446.36 

1332.92 

950.06 

ASOTRA 

NA 

NA 

751.54 

893.34 

921.70 

836.62 

950.06 

1006.78 

1063.50 

1361.28 

NA 

1985.20 

1063.50 

1914.30 

1347.10 

2197.90 

NA 

2197.90 

106.35 

1361.28 

1049.32 

2155.36 

248.15 

NA 

3190.50 

1488.90 

NA 

BABRA 

191.43 

212.70 

NA 

319.05 

354.50 

389.95 

467.94 

340.32 

425.40 

297.78 

319.05 

297.78 

354.50 

191.43 

283.60 

233.97 

716.09 

141.80 

531.75 

631.01 

588.47 

120.53 

113.44 

NA 

106.35 

NA 

NA 

BACHARNA 

3686.80 

NA 

3686.80 

NA 

NA 

NA 

4431.25 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BADAYALI 

698.37 

31.91 

709.00 

893.34 

631.01 

NA 

NA 

NA 

1240.75 

737.36 

964.24 

815.35 

1956.84 

NA 

NA 

1091.86 

NA 

942.97 

779.90 

NA 

716.09 

779.90 

687.73 

NA 

NA 

638.10 

737.36 

BAETU 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

Baila 

205.61 

294.24 

205.61 

166.62 

113.44 

138.26 

170.16 

124.08 

187.89 

145.35 

304.87 

113.44 

120.53 

99.26 

NA 

141.80 

322.60 

116.99 

67.71 

166.62 

113.44 

97.84 

NA 

NA 

NA 

NA 

177.25 

BAIRU 

85.08 

120.53 

184.34 

155.98 

163.07 

155.98 

113.44 

113.44 

113.44 

113.44 

439.58 

NA 

21.27 

184.34 

113.44 

NA 

NA 

109.90 

NA 

205.61 

212.70 

127.62 

10.64 

NA 

382.86 

NA 

177.25 

BAIYA RAM Kl DHANI(P) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1176.94 

NA 

NA 

NA 

NA 

NA 

BAKHASAR 

NA 

NA 

NA 

496.30 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

709.00 

1517.26 

389.95 

304.87 

NA 

1332.92 

822.44 

NA 

BALA 

226.88 

276.51 

276.51 

269.42 

283.60 

283.60 

269.42 

297.78 

269.42 

262.33 

290.69 

283.60 

333.23 

262.33 

255.24 

255.24 

262.33 

333.23 

347.41 

340.32 

446.67 

184.34 

397.04 

NA 

439.58 

467.94 

404.13 

BALA 

3332.30 

0.00 

992.60 

0.00 

3190.50 

3119.60 

2977.80 

3261.40 

3261.40 

0.00 

0.00 

3899.50 

3332.30 

3403.20 

3190.50 

3934.95 

NA 

4183.10 

3864.05 

4679.40 

6381.00 

4005.85 

3367.75 

NA 

4679.40 

NA 

NA 

BALAD 

155.98 

163.07 

109.90 

194.98 

187.89 

290.69 

120.53 

170.16 

77.99 

127.62 

191.43 

489.21 

42.54 

127.62 

49.63 

60.27 

49.63 

124.08 

7.45 

155.98 

113.44 

124.08 

NA 

NA 

NA 

NA 

56.72 

BALAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1247.84 

























































































































































































































































































































































































































































































































BALAR 


BALAR 

BALARWA 


BALAU 

BALESAR 


BALU SINGH Kl DHANI 
BALU SINGH Kl DHANI 


BALWARA P/Z _ 

BAMARLA 


BAMBOR _ 

BAMNOR(PZ) 


BANAWAS 

BANDRA 


BAREN KOTECHA 
BARLA 


BARLI KANKAR 
BARMER 


BATERA P/Z 
BATTADU 


BEAWAR 
BEAWAR PZ 


BERIGAON 

BESALA 


BHAGASNI 

BHAGWANPURA 


BHAKHARPURA 
BHALRON KA BERA 


BHANIA 

BHANIYANA 


BHATALA 

BHATINDA 


BHEEMPURA 

BHER 


BHIMGODA _ 

BHIYAR DHARVI (PZ) 


BHOPALGARH 

BHUNGRA 


BINJROL GOLIA P/Z 
BINJWARIA 


B IRA WAS 
BISARNIYA 


BORANADA 

BORE 


BUDHWARA 


_ Chloride, mg/I _ 

1984 1985 1986 1987 1988 1989 1990 1991 1992 1993 1994 1995 1996 

Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post 

Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 



NA 

NA 

28.36 

31.91 


1084.77 


_NA 

na" 


_NA 

na" 


1262.02 


_NA 

28.36 


155.98 

148.89 



1266.27 


_NA 

64.17 " 


323.30 

na" 


1851.20 


_NA 

34.03 " 


272.26 

na" 


1933.09 


NA 

26.94" 


368.33 

na" 


1949.04 


_NA 

na" 


369.39 

na" 


2297.16 


NA 

62.39" 


326.14 
187.53 " 


2084.46 


_NA 

56.72 " 


141.80 

na" 


2056.10 


_NA 

42.54 


155.98 

NA 


NA 

NA 

56.72 

56.72 


1701.60 


_NA 

42.54" 


_NA 

na" 


1722.87 


_NA 

85.08 " 


248.15 

na" 


1595.25 


_NA 

77.99 " 


283.60 

na" 


1418.00 


NA 

113.44" 


262.33 

na" 


_19 

Pre 

Monsoon 

NA 


_NA 

85.08 


248.15 

NA 


BALESAR SATTA 

163.07 

164.84 

148.89 

152.44 

145.35 

159.53 

NA 

NA 

141.80 

161.65 

NA 

145.70 

145.70 

NA 

NA 

198.52 

191.43 

212.70 

219.79 

219.79 

198.52 

198.52 

198.52 

198.52 

212.70 

194.98 

226.88 

BALOTRA 

697.66 

917.80 

990.12 

850.80 

1361.28 

3793.15 

0.00 

NA 

NA 

NA 

2504.54 

NA 

NA 

2666.90 

NA 

3367.75 

NA 

NA 

NA 

NA 

NA 

NA 

886.25 

NA 

NA 

NA 

NA 


_NA 

na" 


_NA 

436.74 " 


1359.86 

na" 


NA 

822.44" 


NA 

491.69" 


1290.38 

na" 


_NA 

446.67 " 


_NA 

na" 


1254.93 

na" 


NA 

453.76 " 


2942.35 

na" 


886.25 

na" 


NA 

na" 


NA 

2977.80 " 


NA 

na" 


_NA 

496.30 " 


2743.83 
184.34" 


1052.87 

na" 


NA 

na" 


NA 

na" 


1148.58 

na" 


_NA 

na" 


_NA 

3064.65 " 


1118.09 

na" 


NA 

na" 


NA 
0.00 " 


1320.16 

na" 


_NA 

na" 


_NA 

3057.21" 


1389.64 

na" 


NA 

1361.28" 


NA 

3506.01" 


3827.18 

na" 


_NA 

1431.83 " 


_NA 

3048.70 " 


1582.49 

na" 


NA 

1914.30" 


NA 

na" 


935.88 

na" 


_NA 

2027.74 " 


_NA 

3084.15 " 


524.66 

na" 


NA 

2410.60" 


NA 

na" 


2013.56 
680.64" 


_NA 

2481.50" 


_NA 

3793.15 " 


2424.78 

na" 


NA 

2481.50" 


1347.10 

na" 


2112.82 

na" 


_NA 

1460.54 " 


_NA 

na" 


2145.79 

na" 


NA 

na" 


NA 

3651.35 " 


2360.97 

na" 


_NA 

1290.38 " 


_NA 

3048.70 " 


0.00 

na" 


_NA 

510.48 


_NA 

2587.85 


0.00 

NA 


_NA 

1049.32 " 


NA 

1162.76" 


NA 

NA 

NA 

3545.00 


2658.75 

na" 


_NA 

na" 


_NA 

2977.80 " 


2641.03 

na" 


2000.44 
13.47 " 


_NA 

na" 


607.61 
250.99 " 


2119.91 

28.36" 


NA 

107.77 " 


638.10 

195.33" 


2063.19 
17.73 " 


_NA 

na" 


661.14 
127.62 " 


1503.08 
35.45 " 


NA 

109.90" 


538.84 
134.71" 


1999.38 
24.82 " 


NA 

na" 


553.02 
148.89 " 


1375.46 
37.22 " 


NA 

333.23 " 


542.39 

163.07" 


1279.04 
30.49 " 


NA 

127.62" 


442.42 

155.98" 


1431.47 

21.27" 


_NA 

138.96" 


444.54 

578.54 " 


2056.46 
105.64" 


NA 

134.00" 


442.42 

138.96" 


1789.87 
19.85 " 


_NA 

na" 


777.77 
388.53 " 


2268.80 

21.27" 


NA 

138.96" 


794.08 

191.43" 


2729.65 

14.18" 


_NA 

155.98" 


765.72 

219.79" 


1701.60 
290.69 " 


NA 

134.71" 


794.08 
283.60" 


2481.50 

21.27" 


_NA 

163.07 " 


886.25 
148.89 " 


2410.60 

21.27 


_NA 

290.69 


836.62 

212.70 



850.80 

28.36" 


_NA 

177.25 " 


744.45 
1772.50 " 


NA 

2368.42 " 


_NA 

1559.80" 


NA 

2233.35 " 


NA 

1531.44" 


_NA 

1999.38 " 


NA 

1247.84" 


NA 

2280.14" 


_NA 

1480.04 " 


NA 

1806.53 " 


_NA 

1152.13" 


NA 

2197.90" 


1829.22 
2410.60 " 


NA 

1028.05 " 


_NA 

1091.86" 


3545.00 
1184.03 " 


3332.30 

951.48" 


NA 

1020.96" 


_NA 

1162.76" 


1155.67 

na" 


1375.46 

na' 


1389.64 

na" 


1495.99 

na" 


1347.10 

na" 


1091.86 

na" 


1113.13 

na' 


1425.09 

na" 


1020.96 

na" 


1127.31 

na" 


1049.32 

na" 


1226.57 

na' 


1184.03 

na" 


1141.49 

na" 


1155.67 

na" 


_NA 

2096.87 " 


1744.14 

921.70" 


1474.72 
134.71' 


_NA 

1999.38 " 


1276.20 

na" 


1742.72 

na" 


1677.49 

na' 


1864.67 

na" 


2233.35 
70.90" 


2176.63 

na' 


2942.35 

56.72" 


659.37 
1020.96" 


701.91 
1807.95 ' 


1883.81 

na" 


1984.14 
889.09 ' 


2063.19 

1924.94" 


1900.12 
1956.84" 


NA 

1843.40" 


2197.90 
1857.58" 


2509.86 

1815.04" 


NA 

1843.40" 


_NA 

1751.23 " 


NA 

1932.73 " 


1878.50 

na" 


3508.84 

1625.74" 


3892.41 
2916.83 ' 


1602.34 

3190.50" 


3545.00 

1701.60" 


_NA 

2056.10" 


3296.85 

1772.50" 


2792.04 

2056.10" 


3190.50 
1914.30" 


2552.40 

na" 


2942.35 
1666.15 ' 


2836.00 
1595.25 " 


1489.96 

10991.27' 


2613.37 

0 . 00 ' 


2786.37 
1077.68" 


2084.46 

0 . 00 " 


2995.53 

na" 


1871.76 

na" 


1843.40 

0 . 00 " 


1815.04 

na" 


1751.23 

0 . 00 ' 


2139.41 

na" 


2431.87 
0 . 00 " 


1006.78 

0 . 00 " 


1843.40 

na" 


1793.77 

na" 


1786.68 

na" 


1914.30 

0 . 00 ' 


2729.65 

na" 


6381.00 

na" 


3545.00 

na" 


219.79 
1492.45 ' 


NA 

1408.78 " 


797.63 
1446.36 ' 


779.90 
1559.80" 


981.97 
1354.19 " 


1006.78 
1694.51' 


889.80 
1474.72 ' 


NA 

1368.37" 


_NA 

1167.37" 


_NA 

1475.08 " 


NA 

1233.66" 


_NA 

1195.02 " 


NA 

1195.02 " 


666.46 

1195.02" 


241.06 

1176.94" 


723.18 
1247.84" 


238.22 
1205.30" 


404.13 
1304.56 ' 


319.05 

1198.21" 


209.16 
1240.75 " 


255.24 

1162.76" 


4486.20 
35.45 " 


483.18 

1115.97" 


1354.19 

1538.18 


864.98 



_NA 

1077.68 " 


538.84 


NA 

1127.31" 


319.05 


1425.09 
694.82 ' 


191.43 


0.00 

1063.50" 


124.08 


1701.60 
1134.40 ' 


99.26 


0.00 

1205.30" 


85.08 


1701.60 

1317.68" 


127.62 


0.00 

1418.00 


205.61 


1077.68 

1361.28 





49.63 
1659.06 " 


155.98 


2127.00 

1418.00 


141.80 


NA 

1630.70 




_NA 

NA 


_NA 

NA 


2963.62 

NA 


BAMSEEN 

428.59 

594.85 

772.81 

1162.76 

1517.26 

NA 

503.39 

2013.56 

1549.17 

989.06 

850.80 

1737.05 

1055.35 

179.02 

191.43 

460.85 

999.69 

155.98 

226.88 

1067.05 

326.14 

212.70 

475.03 

283.60 

326.14 

NA 

623.92 

BANAR 

NA 

1641.34 

2758.01 

2750.92 

2516.95 

2438.96 

2368.06 

1916.07 

1971.02 

1845.53 

2627.20 

2529.00 

3130.94 

2901.23 

NA 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

5884.70 

5920.15 



BARNAWA 

1803.70 

1897.99 

1670.40 

1701.60 

1871.76 

NA 

2091.55 

2049.01 

2127.00 

2121.68 

2068.86 

2069.57 

2084.46 

1851.55 

1701.60 

1701.60 

1829.22 

2013.56 

2056.10 

NA 

1737.05 

2836.00 

2056.10 

1772.50 

1418.00 

1744.14 

1602.34 

BASTWA 

NA 

64.17 

85.08 

393.50 

421.86 

393.50 

400.59 

382.15 

31.91 

349.54 

NA 

69.48 

90.04 

NA 

350.96 

347.41 

404.13 

382.86 

301.33 

21.27 

127.62 

333.23 

134.71 

120.53 

141.80 

155.98 

127.62 


_NA 

1091.86" 


_NA 

1113.13 


BAUTRA 

617.54 

618.96 

184.34 

184.34 

NA 

NA 

198.52 

219.79 

208.80 

NA 

272.26 

190.37 

219.79 

240.71 

NA 

205.61 

NA 

191.43 

NA 

NA 

212.70 

NA 

NA 

NA 

191.43 

NA 

163.07 

BAWARLI 

782.74 

487.08 

180.80 

269.42 

248.15 

283.60 

308.42 

350.96 

99.26 

343.51 

NA 

208.45 

NA 

NA 

187.53 

177.25 

248.15 

56.72 

1148.58 

141.80 

177.25 

219.79 

202.07 

311.96 

155.98 

428.95 

482.12 


1127.31 

na' 


1006.78 

NA 


BEAWARKHAS 

928.79 

744.45 

NA 

489.21 

482.12 

361.59 

NA 

NA 

361.59 

326.14 

280.06 

290.69 

283.60 

971.33 

719.64 

1247.84 

1297.47 

1836.31 

1453.45 

1488.90 

971.33 

269.42 

209.16 

503.39 

329.69 

567.20 

2428.33 

BELWA 

231.13 

150.31 

159.53 

152.44 

148.89 

155.98 

95.72 

97.13 

102.81 

107.77 

99.26 

159.53 

159.53 

NA 

229.01 

120.53 

80.12 

106.35 

99.26 

99.26 

92.17 

99.26 

99.26 

113.44 

106.35 

99.26 

106.35 


BE VTA 

1095.41 

NA 

10918.60 

1035.14 

1113.13 

1063.50 

1184.03 

1132.63 

1375.46 

1214.87 

1606.24 

0.00 

NA 

0.00 

623.92 

NA 

NA 

NA 

NA 

NA 

581.38 

NA 

NA 

NA 

1233.66 

NA 

623.92 

BHADKA 

NA 

NA 

NA 

NA 

NA 

NA 

2665.84 

NA 

1205.30 

NA 

NA 

754.38 

NA 

1325.83 

815.35 

NA 

1028.05 

NA 

NA 

1426.15 

NA 

670.01 

971.33 

879.16 

850.80 

850.80 

NA 


BHAINSARA 

NA 

NA 

198.52 

NA 

184.34 

NA 

198.52 

191.43 

241.06 

NA 

NA 

NA 

NA 

285.37 

184.34 

141.80 

184.34 

NA 

177.25 

NA 

NA 

NA 

425.40 

74.45 

262.33 

NA 

NA 

BHAINSARA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


4147.65 

na' 


BHAMBIPURA 

21.27 

21.27 

NA 

205.61 

212.70 

233.97 

NA 

NA 

219.79 

81.54 

152.44 

127.62 

127.62 

400.59 

276.51 

389.95 

262.33 

328.98 

223.34 

163.07 

127.62 

138.26 

116.99 

233.97 

255.24 

311.96 

457.31 

BHANDU JATI 

NA 

NA 

46.09 

354.50 

358.05 

375.77 

379.32 

375.06 

294.24 

390.66 

375.77 

395.98 

395.98 

NA 

416.89 

425.40 

439.58 

453.76 

457.31 

453.76 

453.76 

411.22 

453.76 

411.22 

411.22 

379.32 

411.22 


BHANIYANA 

NA 

NA 

652.28 

NA 

545.93 

595.56 

375.77 

404.13 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

4608.50 

NA 

106.35 

NA 

623.92 

NA 

283.60 

NA 

276.51 

581.38 

163.07 

NA 

BHAONTA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

141.80 

184.34 

184.34 

233.97 

202.07 

205.61 

191.43 

219.79 

191.43 

361.59 

265.88 

361.59 

294.24 

379.32 

315.51 


1666.15 

981.97' 


4076.75 

7586.30 


BHAWI 

653.34 

3715.16 

181.86 

4112.20 

0.00 

0.00 

3438.65 

3404.62 

3793.15 

3435.11 

0.00 

0.00 

0.00 

0.00 

0.00 

538.84 

0.00 

3243.68 

0.00 

0.00 

0.00 

NA 

354.50 

NA 

175.48 

389.95 

375.77 

BHEDANA 

2239.38 

2300.71 

2297.16 

NA 

1673.24 

NA 

2438.96 

2240.44 

NA 

NA 

808.26 

806.13 

633.85 

1182.61 

751.54 

779.90 

638.10 

709.00 

723.18 

587.76 

602.65 

1418.00 

588.47 

921.70 

609.74 

638.10 

964.24 


BHIKAMKHOR 

50.69 

101.03 

64.17 

102.81 

74.45 

77.99 

74.45 

67.36 

652.28 

57.43 

1162.76 

55.66 

1125.54 

NA 

62.39 

1262.02 

1212.39 

1290.38 

1155.67 

1127.31 

49.63 

49.63 

46.09 

1240.75 

63.81 

460.85 

56.72 

BHIMDA 

NA 

NA 

595.21 

NA 

623.92 

NA 

744.45 

NA 

NA 

781.32 

773.17 

653.34 

1181.19 

1056.06 

1134.40 

893.34 

1063.50 

NA 

NA 

NA 

NA 

730.27 

1106.04 

1091.86 

NA 

1106.04 

1205.30 


BHOJA KA BAS 

98.55 

NA 

102.81 

60.27 

92.17 

116.99 

81.54 

100.68 

322.60 

219.08 

106.35 

180.80 

140.74 

NA 

159.53 

NA 

134.71 

148.89 

134.71 

70.90 

120.53 

155.98 

127.62 

92.17 

106.35 

67.36 

70.90 

BHOMSAGAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

0.00 

NA 

NA 

NA 

NA 

4768.03 

NA 


326.14 

1233.66' 


262.33 

1176.94 


BILARA 

1320.16 

1354.90 

1293.22 

1290.38 

1311.65 

1375.46 

1396.73 

1271.59 

1304.56 

1239.33 

1259.18 

1361.28 

2000.80 

1352.06 

1573.98 

0.00 

1595.25 

1701.60 

1843.40 

418.31 

1403.82 

1396.73 

311.96 

113.44 

2431.87 

2481.50 

1233.66 

BINJROL 

21.63 

618.60 

701.91 

709.00 

709.00 

701.91 

709.00 

701.91 

808.26 

NA 

938.01 

850.80 

1006.78 

5150.89 

276.51 

368.68 

460.85 

92.17 

241.06 

39.35 

283.60 

184.34 

141.80 

NA 

163.07 

92.17 

28.36 


BIRAI 

993.66 

1059.96 

1006.78 

1215.94 

1116.68 

1169.85 

1084.77 

1132.63 

340.32 

1061.02 

978.42 

1139.36 

974.17 

NA 

1125.54 

1091.86 

1049.32 

1343.56 

1389.64 

1311.65 

1148.58 

1123.77 

1020.96 

964.24 

893.34 

772.81 

879.16 

BIRAWA 

NA 

NA 

NA 

NA 

1559.80 

1247.84 

NA 

NA 

NA 

NA 

NA 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


BOKRA 

1960.39 

412.64 

1985.20 

1106.04 

2353.88 

2304.25 

2353.88 

2304.25 

2424.78 

NA 

2626.85 

2609.12 

2162.45 

3120.31 

3084.15 

475.03 

2843.09 

2977.80 

2807.64 

3011.83 

2722.56 

2694.20 

3545.00 

NA 

2942.35 

2942.35 

2977.80 

BOOTH 

NA 

1478.97 

1616.52 

1616.52 

1701.60 

NA 

NA 

2226.26 

1885.94 

NA 

1796.61 

1769.66 

NA 

NA 

1942.66 

2049.01 

1829.22 

2070.28 

1857.58 

1775.69 

NA 

1843.40 

1744.14 

850.80 

1028.05 

1793.77 

1843.40 
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Chloride, mg/I 


2000 


2001 


2002 


Location 


1998 


1999 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 



Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

BALAR 

NA 

NA 

NA 

709.00 

127.62 

1205.30 

1191.12 

531.75 

0.00 

1205.30 

1020.96 

BALAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BALARWA 

99.26 

106.35 

106.35 

127.62 

63.81 

127.62 

14.18 

106.35 

106.35 

106.35 

63.81 

BALAU 

248.15 

NA 

262.33 

389.95 

319.05 

212.70 

276.51 

226.88 

NA 

184.34 

NA 

BALESAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BALESAR SATTA 

219.79 

205.61 

219.79 

205.61 

205.61 

226.88 

212.70 

241.06 

241.06 

219.79 

212.70 

BALOTRA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BALU SINGH Kl DHANI 

NA 

NA 

1063.50 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BALU SINGH Kl DHANI 

NA 

NA 

NA 

NA 

NA 

3190.50 

950.06 

475.03 

425.40 

595.56 

3899.50 

BALWARA P/Z 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BAMARLA 

4183.10 

NA 

NA 

NA 

1772.50 

1453.45 

2091.55 

2304.25 

2481.50 

3190.50 

NA 

BAMBOR 

3190.50 

0.00 

177.25 

1914.30 

NA 

2375.15 

2375.15 

2516.95 

2516.95 

2516.95 

2906.90 

BAMNOR(PZ) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BAMSEEN 

652.28 

NA 

NA 

NA 

354.50 

212.70 

786.99 

NA 

155.98 

1134.40 

NA 

BANAR 

6097.40 

0.00 

5813.80 

0.00 

5672.00 

0.00 

2481.50 

3296.85 

3296.85 

3296.85 

3686.80 

BANAWAS 

NA 

NA 

NA 

NA 

205.61 

NA 

NA 

NA 

475.03 

602.65 

NA 

BANDRA 

177.25 

347.41 

283.60 

283.60 

283.60 

297.78 

283.60 

326.14 

311.96 

757.92 

368.68 

BAREN KOTECHA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BARLA 

134.71 

233.97 

198.52 

NA 

148.89 

141.80 

141.80 

99.26 

99.26 

99.26 

319.05 

BARLI KANKAR 

638.10 

652.28 

588.47 

616.83 

567.20 

113.44 

517.57 

489.21 

489.21 

489.21 

340.32 

BARMER 

177.25 

386.41 

NA 

0.00 

NA 

NA 

NA 

NA 

113.44 

283.60 

NA 

BARNAWA 

2091.55 

NA 

1595.25 

1878.85 

NA 

NA 

1843.40 

1914.30 

1942.66 

2127.00 

NA 

BASTWA 

127.62 

134.71 

120.53 

127.62 

205.61 

141.80 

127.62 

120.53 

120.53 

134.71 

120.53 

BATERA P/Z 

1389.64 

3545.00 

3332.30 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BATTADU 

1020.96 

971.33 

1020.96 

NA 

822.44 

NA 

NA 

NA 

NA 

864.98 

NA 

BAUTRA 

163.07 

163.07 

297.78 

177.25 

NA 

170.16 

148.89 

138.26 

155.98 

106.35 

92.17 

BAWARLI 

538.84 

623.92 

1106.04 

694.82 

673.55 

772.81 

801.17 

900.43 

900.43 

1042.23 

1063.50 

BEAWAR 

978.42 

861.44 

NA 

907.52 

907.52 

485.67 

836.62 

262.33 

602.65 

567.20 

191.43 

BEAWAR PZ 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

2977.80 

NA 

BEAWARKHAS 

2226.26 

2325.52 

2800.55 

2410.60 

2446.05 

2446.05 

2410.60 

2669.39 

2516.95 

NA 

2960.08 

BELWA 

276.51 

106.35 

106.35 

106.35 

241.06 

106.35 

92.17 

106.35 

106.35 

113.44 

127.62 

BERIGAON 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BESALA 

NA 

NA 

NA 

NA 

1134.40 

NA 

NA 

NA 

NA 

935.88 

NA 

BE VTA 

1262.02 

1176.94 

709.00 

1418.00 

1418.00 

1630.70 

1120.22 

1418.00 

1418.00 

1559.80 

1524.35 

BHADKA 

NA 

822.44 

709.00 

NA 

992.60 

709.00 

609.74 

NA 

850.80 

709.00 

NA 

BHAGASNI 

531.75 

978.42 

879.16 

815.35 

829.53 

857.89 

467.94 

1049.32 

1049.32 

1077.68 

1106.04 

BHAGWANPURA 

NA 

NA 

NA 

NA 

77.99 

248.15 

265.88 

219.79 

NA 

241.06 

205.61 

BHAINSARA 

425.40 

397.04 

NA 

212.70 

233.97 

326.14 

170.16 

170.16 

177.25 

212.70 

NA 

BHAINSARA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHAKHARPURA 

NA 

333.23 

NA 

NA 

1772.50 

NA 

2836.00 

1602.34 

1382.55 

567.20 

NA 

BHALRON KA BERA 

NA 

NA 

NA 

NA 

NA 

NA 

1418.00 

NA 

482.12 

1106.04 

NA 

BHAMBIPURA 

340.32 

272.97 

184.34 

262.33 

99.26 

124.08 

198.52 

202.07 

333.23 

190.01 

141.80 

BHANDU JATI 

354.50 

446.67 

418.31 

432.49 

432.49 

NA 

432.49 

418.31 

418.31 

432.49 

NA 

BHANIA 

NA 

0.00 

3970.40 

5636.55 

0.00 

5991.05 

6451.90 

0.00 

2906.90 

1985.20 

2658.75 

BHANIYANA 

NA 

NA 

389.95 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHANIYANA 

141.80 

528.21 

NA 

425.40 

NA 

496.30 

1176.94 

453.76 

233.97 

453.76 

694.82 

BHAONTA 

333.23 

276.51 

311.96 

329.69 

382.86 

311.96 

389.95 

382.86 

368.68 

354.50 

329.69 

BHATALA 

NA 

3970.40 

NA 

NA 

496.30 

2446.05 

NA 

NA 

28.36 

319.05 

NA 

BHATINDA 

5601.10 

NA 

6522.80 

NA 

850.80 

NA 

NA 

NA 

NA 

NA 

NA 

BHAWI 

2623.30 

127.62 

1077.68 

1418.00 

404.13 

935.88 

531.75 

964.24 

964.24 

779.90 

850.80 

BHEDANA 

843.71 

659.37 

NA 

NA 

709.00 

829.53 

652.28 

602.65 

602.65 

638.10 

NA 

BHEEMPURA 

226.88 

205.61 

134.71 

148.89 

124.08 

134.71 

85.08 

127.62 

120.53 

226.88 

180.80 

BHER 

673.55 

304.87 

652.28 

269.42 

276.51 

262.33 

262.33 

290.69 

290.69 

290.69 

283.60 

BHIKAMKHOR 

148.89 

1262.02 

106.35 

49.63 

70.90 

1347.10 

56.72 

1162.76 

1162.76 

1162.76 

567.20 

BHIMDA 

992.60 

950.06 

1013.87 

935.88 

1091.86 

935.88 

1049.32 

NA 

893.34 

879.16 

NA 

BHIMGODA 

382.86 

425.40 

NA 

NA 

NA 

467.94 

453.76 

NA 

616.83 

595.56 

NA 

BHIYAR DHARVI (PZ) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHOJA KA BAS 

70.90 

35.45 

99.26 

99.26 

120.53 

85.08 

92.17 

113.44 

113.44 

99.26 

290.69 

BHOMSAGAR 

NA 

NA 

NA 

0.00 

5459.30 


0.00 

9252.45 

9252.45 

0.00 

9677.85 

BHOPALGARH 

475.03 

212.70 

432.49 

411.22 

382.86 

333.23 

432.49 

609.74 

326.14 

456.24 

NA 

BHUNGRA 

1318.74 

1247.84 

1247.84 

1106.04 

1382.55 

1091.86 

1006.78 

1226.57 

1226.57 

1091.86 

1191.12 

BILARA 

1020.96 

1020.96 

1191.12 

1176.94 

921.70 

1290.38 

1233.66 

1659.06 

1659.06 

1559.80 

751.54 

BINJROL 

77.99 

155.98 

49.99 

1531.44 

1332.92 

155.98 

701.91 

163.07 

233.97 

1573.98 

1559.80 

BINJROL GOLIA P/Z 

482.12 

1630.70 

4415.30 

NA 

NA 

NA 

NA 

492.76 

1354.19 

2375.15 

1332.92 

BINJWARIA 

283.60 

134.71 

148.89 

127.62 

148.89 

134.71 

134.71 

127.62 

127.62 

127.62 

141.80 

BIRAI 

1020.96 

971.33 

425.40 

446.67 

978.42 

439.58 

347.41 

297.78 

297.78 

269.42 

269.42 

BIRAWA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

B IRA WAS 

354.50 

453.76 

446.67 

496.30 

319.05 

694.82 

439.58 

779.90 

779.90 

524.66 

496.30 

BISARNIYA 

964.24 

779.90 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

595.56 

NA 

BOKRA 

NA 

2871.45 

2765.10 

2836.00 

NA 

2552.40 

2906.90 

3190.50 

2694.20 

1588.16 

NA 

BOOTH 

191.43 

NA 

NA 

1843.40 

964.24 

NA 

NA 

NA 

1843.40 

1815.04 

NA 

BORANADA 

1120.22 

1035.14 

1191.12 

1134.40 

1106.04 

1276.20 

1233.66 

1233.66 

1233.66 

1361.28 

1304.56 

BORE 

1772.50 

2112.82 

NA 

NA 

2587.85 

1949.75 

2268.80 

1786.68 

2091.55 

2127.00 

NA 

BUDHWARA 

233.97 

329.69 

414.77 

301.33 

382.86 

NA 

255.24 

155.98 

141.80 

173.71 

138.26 


2003 


Pre Post 

Monsoon Monsoon 
326.14 1091.86 


Chloride, mg/I 


Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

921.70 

921.70 

616.83 

1701.60 

NA 

0.00 

NA 

503.39 

638.10 

NA 

NA 

709.00 

694.82 

NA 


















































































































































































































































































































































































































































































































































1984 


1985 


1986 


1987 


Chloride, mg/I 


Location 


1988 


1989 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 



Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

BUJAWAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BURIWARA 

952.90 

1182.61 

983.38 

864.98 

893.34 

NA 

794.08 

NA 

NA 

NA 

NA 

NA 

BURKIA 

193.91 

716.09 

808.26 

145.35 

840.17 

343.87 

340.32 

333.59 

301.33 

326.85 

333.23 

354.15 

BURKIYA 

NA 

343.87 

517.57 

382.86 

460.85 

666.46 

1049.32 

1035.14 

NA 

NA 

NA 

NA 

CHABA 

2504.19 

1301.72 

3119.60 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

CHACHALWA 

NA 

1124.12 

1130.86 

1084.77 

981.97 

1028.05 

1106.04 

1017.77 

957.15 

1195.73 

1715.78 

1389.64 

CHAJJALA 

326.50 

388.53 

NA 

411.22 

425.40 

340.32 

425.40 

340.32 

269.42 

NA 

224.40 

278.28 

CHAKDAR 

592.02 

529.98 

510.48 

492.76 

453.76 

446.67 

428.95 

451.63 

907.52 

390.66 

382.86 

416.89 

CHAMU 

1214.87 

143.22 

825.99 

843.71 

847.26 

896.89 

712.55 

906.81 

389.95 

148.18 

170.16 

534.94 

CHANDESRA 

NA 

NA 

4176.01 

4537.60 

4714.85 

NA 

4785.75 

5282.05 

NA 

4479.11 

NA 

4310.01 

CHANDSAMA 

683.83 

831.66 

701.91 

705.46 

712.55 

748.00 

733.82 

726.02 

978.42 

730.98 

737.36 

729.21 

CHAPLA 

NA 

158.11 

248.15 

244.61 

340.32 

361.59 

421.86 

392.43 

484.96 

491.69 

401.65 

652.28 

CHARLAI 

NA 

4731.51 

4243.37 

3686.80 

3545.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

CHAWA 

1769.66 

1595.25 

730.27 

538.84 

733.82 

NA 

872.07 

NA 

NA 

NA 

NA 

1028.05 

CHIRAI 

2024.90 

2183.72 

1919.62 

2141.18 

NA 

737.36 

765.72 

2836.00 

NA 

2552.76 

NA 

729.56 

CHIRWAI 

455.89 

85.79 

77.99 

102.81 

113.44 

216.25 

212.70 

243.19 

223.34 

205.61 

184.34 

201.36 

CHITALWANA 

NA 

NA 

NA 

NA 

1006.78 

609.74 

NA 

NA 

NA 

NA 

NA 

NA 

CHITAR 

NA 

NA 

NA 

NA 

NA 

NA 

120.53 

113.44 

NA 

NA 

NA 

NA 

CHOCHRA (PZ) 

61.33 

65.23 

63.81 

NA 

NA 

NA 

567.20 

63.81 

163.07 

53.88 

60.97 

61.33 

CHOCHWA Kl DHANI P/Z 

NA 

NA 

NA 

NA 

1474.72 

NA 

638.10 

NA 

NA 

NA 

NA 

NA 

CHOHTAN 

NA 

NA 

NA 

NA 

NA 

255.24 

198.52 

NA 

235.74 

NA 

255.24 

NA 

CHOKHALA 

NA 

935.17 

1084.42 

1013.87 

1035.14 

NA 

1120.22 

1035.14 

NA 

924.54 

912.13 

850.80 

DABRI 

209.86 

68.42 

144.99 

276.51 

347.41 

499.85 

411.22 

368.68 

389.95 

320.11 

404.13 

340.32 

DAHIWA 

643.77 

563.66 

NA 

NA 

475.03 

NA 

475.03 

492.76 

471.49 

NA 

656.53 

489.92 

DAHIWAOBS. WELL 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DAI KARA-1 

NA 

542.39 

567.20 

514.03 

623.92 

677.10 

563.66 

182.57 

627.47 

589.53 

598.75 

569.68 

DAI KARA-11 

NA 

NA 

NA 

563.66 

NA 

NA 

NA 

NA 

217.31 

175.12 

734.88 

NA 

DANTAL 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DANTAL 

NA 

NA 

NA 

NA 

NA 

3615.90 

3757.70 

0.00 

NA 

NA 

NA 

NA 

DARMI 

NA 

NA 

NA 

NA 

NA 

NA 

386.41 

NA 

NA 

NA 

418.31 

NA 

DASANI A 

1537.82 

1561.93 

1538.53 

1538.53 

1503.08 

1588.16 

1573.98 

1472.95 

272.97 

1434.66 

1531.44 

1500.60 

DECHU 

347.06 

672.49 

666.46 

NA 

677.10 

698.37 

673.55 

670.36 

1262.02 

639.87 

659.37 

680.64 

DEDACHAK 

683.83 

308.06 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DEGAON 

1836.67 

NA 

1999.38 

1531.44 

NA 

NA 

1446.36 

1194.67 

1441.40 

NA 

1500.24 

1605.18 

DELWARA 

801.17 

957.15 

NA 

786.99 

765.72 

1049.32 

NA 

503.39 

389.95 

1269.11 

467.94 

510.48 

DERA 

415.12 

71.61 

340.32 

329.69 

439.58 

336.78 

336.78 

461.91 

354.50 

139.67 

397.04 

340.32 

DERIYA 

139.32 

100.32 

141.80 

134.71 

145.35 

152.44 

148.89 

152.79 

184.34 

158.46 

155.98 

159.53 

DEVENDI 

NA 

450.22 

404.13 

NA 

375.77 

NA 

439.58 

489.21 

195.33 

458.37 

264.81 

577.48 

DEVRA 

NA 

508.35 

562.24 

538.84 

NA 

NA 

638.10 

645.19 

786.99 

740.91 

1014.23 

2280.14 

DEWATOO 

455.89 

637.39 

701.91 

460.85 

467.94 

475.03 

489.21 

448.09 

155.98 

481.77 

467.94 

493.11 

DHANAU 

NA 

584.57 

682.41 

538.84 

581.38 

NA 

765.72 

758.63 

822.44 

767.85 

544.51 

576.77 

DHANAU (PZ) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DHANDHANIA 

2545.31 

2606.28 

2708.38 

2729.65 

2800.55 

2857.27 

2353.88 

2265.26 

2609.12 

3098.33 

3367.75 

3404.62 

DHANDHLAWAS 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DHANWA 

1238.62 

384.99 

354.50 

248.15 

333.23 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DHARMI 

NA 

391.72 

432.49 

397.04 

368.68 

329.69 

NA 

368.33 

404.13 

421.15 

NA 

425.40 

DHAWA 

1660.48 

969.56 

2006.47 

1637.79 

1091.86 

985.51 

1410.91 

1910.76 

1942.66 

1677.14 

2743.12 

1642.04 

DHORIMANNA 

NA 

NA 

NA 

NA 

1744.14 

NA 

NA 

NA 

1418.00 

NA 

NA 

NA 

DHUNDHARA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DODIYANA 

14.53 

20.21 

238.93 

255.24 

283.60 

329.69 

404.13 

40.06 

53.88 

NA 


708.65 

DOLI 

NA 

555.50 

633.14 

538.84 

NA 

NA 

645.19 

184.34 

737.36 

579.25 


680.64 

DOLI 

159.88 

419.37 

63.81 

NA 

393.50 

414.77 

53.18 

493.46 

475.03 

497.01 

418.67 

817.48 

DOODIYA 

7807.86 

NA 

3842.78 

4821.20 

4147.65 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DUNGERO KA TALA 

2579.70 

2647.76 

425.76 

2594.94 

2637.48 

NA 

2694.20 

2828.91 

2836.00 

2626.85 

527.50 

2620.46 

EKALKHARI 

762.18 

835.20 

579.25 

549.48 

542.39 

563.66 

567.20 

549.48 

567.20 

552.31 

545.93 

562.59 

GANAHERA 

163.07 

141.80 

49.63 

49.63 

NA 

35.45 

56.72 

35.45 

28.36 

31.91 

35.45 

28.36 

GANGALA 

568.26 

548.77 

601.23 

1106.04 

574.29 

588.47 

595.56 

588.47 

822.44 

565.78 

708.29 

NA 

GANGANA 

98.55 

151.37 

191.43 

194.98 

194.98 

191.43 

258.79 

149.25 

120.53 

127.98 

132.58 

124.78 

GARAL 

1197.86 

1239.33 

2899.81 

1361.28 

1403.82 

NA 

1715.78 

1673.24 

1630.70 

1549.17 

1576.46 

1524.35 

GIDA 

NA 

898.30 

2580.76 

3048.70 

3332.30 

NA 

3438.65 

3601.72 

NA 

3468.78 

0.00 

3117.47 

GIRI 

238.22 

343.87 

219.79 

28.36 

248.15 

319.05 

212.70 

148.89 

170.16 

191.43 

217.66 

224.40 

GOLA 

148.89 

134.71 

205.61 

226.88 

269.42 

205.61 

581.38 

120.53 

127.62 

127.62 

191.43 

127.62 

GOVINDGARH 

2552.40 

382.86 

198.52 

155.98 

113.44 

155.98 

155.98 

NA 

163.07 

155.98 

184.34 

241.06 

GUDA KALLAN 

2000.80 

1936.99 

2297.16 

2275.89 

2609.12 

1176.94 

2729.65 

2084.46 

2297.16 

2101.48 

1919.26 

1861.83 

GUDANAL 

NA 

323.30 

336.78 

326.14 

340.32 

NA 

63.81 

361.59 

326.14 

330.04 

334.65 

416.89 

GUDIALA 

993.31 

837.68 

0.00 

NA 

762.18 

365.14 

928.79 

656.53 

212.70 

660.08 

666.46 

583.51 

GUNDALA 

NA 

NA 

NA 

368.68 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GURHAMALANI 

646.61 

1457.70 

652.28 

716.09 

NA 

NA 

574.29 

106.35 

NA 

1198.92 

1793.77 

476.45 

GUWARDI 

631.01 

404.13 

623.92 

418.31 

361.59 

354.50 

NA 

NA 

212.70 

102.81 

304.87 

297.78 

HAJIWAS 

690.92 

453.76 

914.61 

283.60 

574.29 

205.61 

673.55 

772.81 

701.91 

155.98 

717.51 

197.10 

HANUWANTPURA 

NA 

NA 

NA 

NA 

1786.68 

NA 

2070.28 

NA 

1602.34 

1630.70 

1588.16 

1573.98 

HARIADHANA 

531.04 

494.88 

498.43 

517.57 

556.57 

549.48 

553.02 

552.31 

577.84 

572.52 

592.02 

623.92 

HARSOLAO 

180.80 

175.12 

NA 

NA 

248.15 

127.62 

191.43 

180.80 

195.33 

NA 

194.27 

41.48 

HATHITALA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1035.14 

NA 
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Chloride, mg/I 


2000 


2001 


2002 


1998 


1999 


Location 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 


Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

BUJAWAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BURIWARA 

NA 

NA 

NA 

NA 

NA 

NA 

1276.20 

NA 

NA 

NA 

NA 

850.80 

BURKIA 

375.77 

772.81 

354.50 

NA 

2552.40 

333.23 

311.96 

467.94 

467.94 

389.95 

397.04 

680.64 

BURKIYA 

1276.20 

446.67 

1403.82 

446.67 

1673.24 

1758.32 

588.47 

1531.44 

1651.97 

1572.21 

1985.20 

2127.00 

CHABA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

4183.10 

638.10 

CHACHALWA 

489.21 

1120.22 

1063.50 

1106.04 

1120.22 

1028.05 

99.26 

957.15 

957.15 

1361.28 

1361.28 

1311.65 

CHAJJALA 

1247.84 

1049.32 

1020.96 

1205.30 

978.42 

0.00 

354.50 

297.78 

326.14 

1106.04 

375.77 

382.86 

CHAKDAR 

92.17 

531.75 

581.38 

510.48 

496.30 

460.85 

453.76 

425.40 

425.40 

418.31 

510.48 

NA 

CHAMU 

311.96 

319.05 

319.05 

NA 

709.00 

248.15 

212.70 

241.06 

241.06 

241.06 

382.86 

226.88 

CHANDESRA 

4714.85 

NA 

NA 

NA 

5352.95 

NA 

NA 

NA 

NA 

NA 

NA 

4254.00 

CHANDSAMA 

730.27 

723.18 

737.36 

NA 

NA 

737.36 

730.27 

737.36 

737.36 

751.54 

744.45 

779.90 

CHAPLA 

134.71 

127.62 

127.62 

120.53 

127.62 

113.44 

120.53 

113.44 

141.80 

109.90 

120.53 

63.81 

CHARLAI 

NA 

NA 

NA 

NA 

NA 

NA 

1524.35 

NA 

NA 

NA 

NA 

1191.12 

CHAWA 

1020.96 

0.00 

NA 

NA 

NA 

319.05 

NA 

NA 

NA 

2658.75 

NA 

2481.50 

CHIRAI 

NA 

NA 

NA 

NA 

680.64 

NA 

NA 

NA 

NA 

NA 

772.81 

758.63 

CHIRWAI 

141.80 

198.52 

226.88 

262.33 

219.79 

226.88 

155.98 

212.70 

212.70 

219.79 

212.70 

269.42 

CHITALWANA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

CHITAR 

NA 

NA 

NA 

NA 

NA 

85.08 

248.15 

237.52 

155.98 

205.61 

198.52 

226.88 

CHOCHRA (PZ) 

148.89 

113.44 

NA 

NA 

269.42 

141.80 

106.35 

106.35 

92.17 

141.80 

NA 

212.70 

CHOCHWA Kl DHANI P/Z 

NA 

18363.10 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

CHOHTAN 

304.87 

290.69 

NA 

297.78 

311.96 

609.74 

297.78 

283.60 

226.88 

212.70 

NA 

269.42 

CHOKHALA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DABRI 

311.96 

368.68 

354.50 

368.68 

354.50 

347.41 

333.23 

333.23 

333.23 

333.23 

347.41 

333.23 

DAHIWA 

425.40 

475.03 

464.04 

446.67 

514.03 

553.02 

524.66 

567.20 

595.56 

524.66 

496.30 

NA 

DAHIWAOBS. WELL 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DAI KARA-1 

616.83 

694.82 

489.21 

623.92 

723.18 

864.98 

631.01 

1191.12 

1191.12 

1191.12 

538.84 

755.09 

DAI KARA-11 

545.93 

475.03 

687.73 

666.46 

737.36 

560.11 

524.66 

645.19 

645.19 

645.19 

921.70 

347.41 

DANTAL 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DANTAL 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DARMI 

631.01 

701.91 

1120.22 

971.33 

864.98 

638.10 

907.52 

893.34 

914.61 

919.22 

964.24 

935.88 

DASANI A 

1545.62 

1573.98 

1035.14 

1573.98 

907.52 

1063.50 

1573.98 

957.15 

957.15 

1006.78 

652.28 

1588.16 

DECHU 

694.82 

730.27 

730.27 

NA 

744.45 

709.00 

907.52 

942.97 

942.97 

950.06 

957.15 

950.06 

DEDACHAK 

NA 

NA 

NA 

NA 

92.17 

NA 

NA 

NA 

NA 

NA 

NA 

297.78 

DEGAON 

1134.40 

1772.50 

1790.23 

1871.76 

2233.35 

3048.70 

0.00 

2254.62 

2906.90 

921.70 

1588.16 

3367.75 

DELWARA 

584.93 

NA 

942.97 

397.04 

NA 

NA 

NA 

900.43 

1134.40 

521.12 

903.98 

641.65 

DERA 

276.51 

290.69 

262.33 

NA 

170.16 

262.33 

262.33 

248.15 

248.15 

255.24 

255.24 

262.33 

DERIYA 

418.31 

177.25 

482.12 

170.16 

177.25 

184.34 

184.34 

180.80 

180.80 

184.34 

177.25 

177.25 

DEVENDI 

567.20 

496.30 

NA 

NA 

538.84 

531.75 

531.75 

NA 

1063.50 

567.20 

NA 

609.74 

DEVRA 

1304.56 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DEWATOO 

191.43 

496.30 

503.39 

467.94 

510.48 

499.85 

503.39 

453.76 

453.76 

510.48 

503.39 

524.66 

DHANAU 

709.00 

NA 

NA 

808.26 

850.80 

1162.76 

744.45 

744.45 

687.73 

928.79 

NA 

666.46 

DHANAU (PZ) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DHANDHANIA 

0.00 

NA 

3828.60 

NA 

5601.10 

NA 

3261.40 

2800.55 

2800.55 

3367.75 

NA 

3296.85 

DHANDHLAWAS 

NA 

886.25 

NA 

NA 

1907.21 

1737.05 

NA 

1233.66 

NA 

NA 

NA 

NA 

DHANWA 

17.73 

531.75 

NA 

NA 

NA 

NA 

1070.59 

NA 

NA 

666.46 

NA 

453.76 

DHARMI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DHAWA 

489.21 

2155.36 

1120.22 

28.36 

850.80 

1545.62 

723.18 

1361.28 

1361.28 

666.46 

1545.62 

1673.24 

DHORIMANNA 

NA 

NA 

NA 

NA 

92.17 

NA 

NA 

NA 

620.38 

NA 

NA 

1616.52 

DHUNDHARA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DODIYANA 

482.12 

489.21 

634.56 

659.37 

836.62 

NA 

NA 

1077.68 

1063.50 

1042.23 

1205.30 

NA 

DOLI 

453.76 

NA 

524.66 

709.00 

623.92 

709.00 

467.94 

730.27 

283.60 

779.90 

NA 

1148.58 

DOLI 

545.93 

56.72 

935.88 

NA 

907.52 

99.26 

631.01 

42.54 

42.54 

35.45 

1559.80 

1559.80 

DOODIYA 

6735.50 

NA 

NA 

NA 

4768.03 

NA 

NA 

NA 

NA 

NA 

NA 

3757.70 

DUNGERO KA TALA 

2552.40 

2765.10 

NA 

2694.20 

2836.00 

NA 

NA 

NA 

2658.75 

2481.50 

NA 

2694.20 

EKALKHARI 

737.36 

638.10 

602.65 

623.92 

638.10 

638.10 

631.01 

659.37 

659.37 

659.37 

673.55 

482.12 

GANAHERA 

205.61 

205.61 

194.98 

155.98 

177.25 

155.98 

198.52 

177.25 

233.97 

226.88 

233.97 

255.24 

GANGALA 

NA 

638.10 

NA 

567.20 

992.60 

NA 

NA 

NA 

NA 

893.34 

NA 

567.20 

GANGANA 

163.07 

120.53 

106.35 

92.17 

113.44 

113.44 

106.35 

113.44 

113.44 

120.53 

127.62 

141.80 

GARAL 

1488.90 

1233.66 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1304.56 

NA 

1233.66 

GIDA 

1623.61 

1354.19 

NA 

NA 

1403.82 

2268.80 

1418.00 

1205.30 

3261.40 

1488.90 

NA 

1269.11 

GIRI 

262.33 

233.97 

NA 

347.41 

510.48 

1318.74 

503.39 

347.41 

3828.60 

779.90 

1701.60 

1807.95 

GOLA 

212.70 

233.97 

81.54 

453.76 

311.96 

NA 

191.43 

687.73 

262.33 

294.24 

751.54 

343.87 

GOVINDGARH 

489.21 

425.40 

393.50 

265.88 

311.96 

177.25 

205.61 

187.89 

233.97 

315.51 

333.23 

230.43 

GUDA KALLAN 

170.16 

1460.54 

1276.20 

2375.15 

3545.00 

NA 

2708.38 

2836.00 

2836.00 

2162.45 

1233.66 

2977.80 

GUDANAL 

269.42 

241.06 

NA 

NA 

241.06 

248.15 

241.06 

NA 

368.68 

311.96 

NA 

439.58 

GUDIALA 

311.96 

163.07 

269.42 

148.89 

1276.20 

0.00 

184.34 

NA 

NA 

496.30 

524.66 

425.40 

GUNDALA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1205.30 

3225.95 

NA 

NA 

GURHAMALANI 

992.60 

1269.11 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GUWARDI 

280.06 

535.30 

244.61 

382.86 

326.14 

354.50 

155.98 

255.24 

148.89 

411.22 

141.80 

170.16 

HAJIWAS 

588.47 

375.77 

NA 

935.88 

389.95 

1049.32 

347.41 

1077.68 

184.34 

1141.49 

1049.32 

1120.22 

HANUWANTPURA 

NA 

NA 

NA 

NA 

2098.64 

1701.60 

3403.20 

2977.80 

NA 

1290.38 

1581.07 

NA 

HARIADHANA 

1035.14 

673.55 

666.46 

680.64 

886.25 

935.88 

616.83 

1020.96 

1020.96 

1123.06 

1134.40 

1049.32 

HARSOLAO 

212.70 

159.53 

265.88 

120.53 

269.42 

NA 

NA 

191.43 

106.35 

85.08 

70.90 

70.90 

HATHITALA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


03_ 

Post 

Monsoon 

NA 


Chloride, mg/I 


2004 i 

j 2005 | 

| 2006 | 

| 2007 | 

| 2008 j 

! 2009 | 

| 2010 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

NA 

NA 

NA 

NA 

42.54 

NA 

177.25 

255.24 

404.13 

70.90 

NA 

42.54 

NA 

56.72 


















































































































































































































































































































































































































































































































































1984 


1985 


1986 


1987 


Chloride, mg/I 


Location 


1988 


1989 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 



Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

HATOONDI 

49.63 

56.72 

35.45 

28.36 

28.36 

28.36 

28.36 

28.36 

21.27 

17.73 

35.45 

14.18 

HINGOLI 

NA 

226.88 

226.88 

223.34 

244.61 

265.88 

329.69 

371.87 

255.95 

293.17 

248.51 

404.13 

INDROKA 

NA 

166.26 

148.89 

152.44 

163.07 

145.35 

116.99 

NA 

42.54 

47.15 

47.50 

55.30 

JAGS A 

NA 

1664.02 

1292.51 

1460.54 

1460.54 

3438.65 

1503.08 

1744.14 

751.54 

565.78 

1455.22 

755.44 

JAJIWAL 

NA 

954.67 

1439.27 

998.63 

2148.27 

1900.12 

1914.30 

1098.60 

2410.60 

2141.89 

1578.94 

1681.39 

JALBERI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JASAI 

95.36 

144.64 

87.56 

77.99 

77.99 

NA 

99.26 

70.90 

77.99 

208.80 

81.54 

183.63 

JASOL 

NA 

936.24 

1368.37 

659.37 

NA 

NA 

1233.66 

NA 

NA 

2020.65 

1823.90 

2777.15 

JELLU 

61.33 

64.87 

53.88 

53.18 

56.72 

53.18 

56.72 

184.34 

191.43 

53.88 

56.72 

55.30 

JESAWASP/Z 

NA 

1017.77 

935.88 

2084.46 

NA 

NA 

1035.14 

957.15 

NA 

NA 

1388.58 

NA 

JETHANA 

907.52 

808.26 

815.35 

794.08 

723.18 

673.55 

744.45 

709.00 

673.55 

648.74 

779.90 

1120.22 

JETHANTRI 

NA 

1636.73 

450.22 

1588.16 

1503.08 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JETPUR 

2994.82 

3816.90 

4183.10 

3899.50 

4679.40 

6451.90 

4395.80 

106.35 

4183.10 

4183.10 

5274.96 

6670.27 

JETSAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JHABRA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JHABRA 

NA 

NA 

NA 

NA 

NA 

361.59 

368.68 

361.59 

354.50 

249.21 

NA 

NA 

JHABRA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JHAK 

374.35 

453.76 

366.20 

333.23 

389.95 

NA 

482.12 

411.22 

389.95 

372.23 

381.09 

415.12 

JHANPLI KALLAN 

NA 

30.84 

35.45 

NA 

28.36 

NA 

NA 

NA 

709.00 

40.41 

652.28 

83.31 

JHANWAR 

NA 

171.93 

255.24 

304.87 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JIWANA 

NA 

NA 

NA 

NA 

531.75 

NA 

531.75 

503.39 

NA 

NA 

NA 

NA 

JUDIA 

330.04 

658.66 

655.83 

652.28 

634.56 

705.46 

730.27 

694.82 

280.06 

666.82 

1573.98 

708.65 

KAGAU 

NA 

1932.38 

1854.04 

1815.04 

1928.48 

NA 

1942.66 

1503.08 

1744.14 

1926.35 

2052.56 

2084.46 

KAJIPURA 

NA 

NA 

NA 

432.49 

517.57 

NA 

595.56 

425.40 

NA 

354.50 

21.27 

35.45 

KALAU 

986.93 

1417.29 

209.16 

177.25 

223.34 

187.89 

180.80 

204.90 

304.87 

242.48 

177.25 

201.36 

KALAWAS 

NA 

515.80 

560.11 

545.93 

588.47 

510.48 

553.02 

517.57 

559.05 

552.31 

561.53 

574.29 

KALESARA 

1644.88 

1361.28 

2481.50 

1219.48 

1524.35 

1843.40 

567.20 

2949.44 

3190.50 

3190.50 

3438.65 

2977.80 

KALYANPURA 

NA 

2613.37 

820.31 

2694.20 

NA 

NA 

NA 

NA 

0.00 

3300.75 

912.13 

2924.63 

KANANA (KORNA) 

NA 

356.98 

NA 

524.66 

531.75 

NA 

538.84 

588.47 

496.30 

942.97 

NA 

99.26 

KANAS 

NA 

NA 

NA 

NA 

14.18 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KANASAR 

190.37 

213.06 

205.61 

NA 

NA 

NA 

276.51 

269.42 

333.23 

491.69 

253.82 

NA 

KANASAR (PZ) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KANKANI-I 

152.79 

NA 

1559.80 

1098.95 

1247.84 

691.28 

840.17 

795.50 

1020.96 

441.35 

557.98 

NA 

KANKANI-II 

NA 

62.04 

NA 

297.78 

233.97 

28.36 

180.80 

368.33 

NA 

NA 

NA 

458.37 

KANOD 

501.62 

2664.78 

2519.08 

0.00 

2658.75 

NA 

2800.55 

NA 

2836.00 

2694.20 

0.00 

2595.65 

KANWALAI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KAPRAU 

125.85 

134.00 

127.98 

141.80 

148.89 

NA 

134.71 

141.80 

148.89 

154.92 

156.34 

173.71 

KAPURIA 

149.60 

151.73 

188.59 

152.44 

152.44 

159.53 

159.53 

155.98 

166.62 

151.73 

163.07 

159.53 

KARAN 1 

NA 

556.92 

542.39 

53.18 

701.91 

631.01 

673.55 

694.82 

769.27 

805.07 

687.73 

778.13 

KARMAWAS 

299.55 

427.53 

521.12 

269.42 

1134.40 

NA 

NA 

588.47 

1304.56 

60.62 

163.07 

372.23 

KARNOS 

418.31 

389.95 

354.50 

404.13 

297.78 

304.87 

NA 

NA 

141.80 

127.62 

106.35 

120.53 

KARWAR 

NA 

1417.29 

1510.17 

1233.66 

1495.99 

1503.08 

1602.34 

1537.11 

950.06 

1515.49 

1810.43 

1375.46 

KASHMIR 

1157.09 

1107.10 

1134.40 

NA 

1077.68 

NA 

NA 

1347.10 

1389.64 

1104.62 

1102.50 

1042.23 

KATERLA 

NA 

1973.50 

1850.49 

1829.22 

######## 

NA 

1985.20 

1786.68 

2240.44 

2074.53 

2724.69 

3437.23 

KATHARI 

NA 

63.81 

81.54 

85.08 

63.81 

NA 

NA 

NA 

NA 

NA 

54.24 

NA 

KERU 

NA 

57.78 

53.18 

56.72 

63.81 

49.63 

60.27 

NA 

127.62 

235.74 

129.04 

145.70 

KESARPURA 

21.27 

2.13 

21.27 

21.27 

39.00 

21.27 

638.10 

28.36 

56.72 

17.73 

21.27 

21.27 

KHANPURA 

1772.50 

2268.80 

1878.85 

2268.80 

2325.52 

2127.00 

NA 

2155.36 

1999.38 

NA 

NA 

NA 

KHARDA 

551.25 

545.93 

538.84 

428.95 

542.39 

542.39 

545.93 

531.75 

758.63 

545.58 

538.84 

569.68 

KHARI 

NA 

1513.01 

1527.90 

1687.42 

1403.82 

NA 

1573.98 

1545.62 

1573.98 

1454.87 

1456.29 

1522.22 

KHARI KALLA 

4388.71 

4537.60 

241.06 

2913.99 

NA 

NA 

NA 

NA 

NA 

451.28 

NA 

NA 

KHARWA 

2127.00 

2056.10 

NA 

233.97 

425.40 

368.68 

404.13 

347.41 

NA 

397.04 

446.67 

496.30 

KHATTU 

1082.29 

4384.10 

1097.89 

1063.50 

1070.59 

NA 

NA 

NA 

NA 

NA 

80.47 

1463.38 

KHELASAR 

477.16 

506.23 

471.49 

439.58 

393.50 

39.00 

283.60 

436.04 

269.42 

266.23 

645.19 

284.66 

KHENANA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

219.79 

NA 

NA 

NA 

NA 

KHERA DEOGARH(P) 

NA 

NA 

NA 

NA 

276.51 

262.33 

NA 

NA 

NA 

NA 

NA 

NA 

KHERI SALWA 

NA 

1671.11 

1857.58 

1744.14 

1878.85 

1974.57 

2134.09 

2133.03 

2195.06 

2215.98 

2552.40 

2254.62 

KHETLAWA 

1290.74 

1354.90 

1332.92 

1503.08 

NA 

NA 

1403.82 

1382.55 

1306.69 

NA 

1472.59 

1402.05 

KHIRJAN 

640.58 

NA 

425.40 

421.86 

375.77 

545.93 

666.46 

667.17 

655.83 

612.93 

631.01 

639.16 

KHIYASARIA 

428.59 

499.14 

436.04 

425.40 

418.31 

446.67 

354.50 

423.98 

265.88 

542.39 

382.86 

180.44 

KHUDALA 

NA 

NA 

NA 

NA 

NA 

1091.86 

1432.18 

NA 

956.44 

2774.32 

NA 

878.10 

KHUDALA 

NA 

584.57 

1942.66 

577.84 

687.73 

NA 

808.26 

597.69 

659.37 

848.67 

748.70 

764.30 

KHUDASA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KITNOD 

NA 

1219.13 

1225.86 

1240.75 

1056.41 

NA 

1020.96 

460.85 

850.80 

1196.44 

1510.88 

476.45 

KODIYA 

282.18 

276.16 

256.66 

453.76 

290.69 

304.87 

276.16 

254.53 

323.30 

NA 

272.26 

284.66 

KOSLU 

NA 

1423.32 

1382.55 

921.70 

NA 

NA 

1389.64 

1425.09 

NA 

NA 

NA 

NA 

KOTHALA 

NA 

NA 

NA 

NA 

368.68 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KOTRA 

276.51 

219.79 

NA 

233.97 

219.79 

354.50 

NA 

NA 

NA 

283.60 

659.37 

623.92 

KUIJODHA 

26.94 

21.63 

77.99 

42.54 

NA 

46.09 

NA 

55.66 

NA 

80.83 

NA 

48.57 

KUMHARA 

NA 

68.77 

70.90 

70.90 

85.08 

85.08 

88.63 

79.76 

80.83 

80.83 

108.83 

85.08 

KUNDANPURA 

663.62 

691.28 

796.21 

602.65 

744.45 

NA 

616.83 

616.83 

592.72 

3805.56 

585.28 

1279.75 

KURI 

NA 

13.47 

28.36 

28.36 

2.13 

NA 

106.35 

35.45 

28.36 

26.94 

34.03 

47.50 

KURI 

1252.09 

1308.11 

1517.26 

1573.98 

2233.35 

2169.54 

3119.60 

3508.84 

NA 

NA 

NA 

NA 

KURKI 

54.59 

68.77 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 









1 

1 







1990 | 

| 1991 | 

1 1992 | 

| 1993 | 

| 1994 | 

| 1995 | 

| 1996 | 

19 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 


Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 

21.63 39.00 28.36 35.45 28.36 24.82 17.73 24.82 17.73 28.36 31.91 21.27 17.73 113.44 74.45 
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Chloride, mg/I 


2000 


2001 


2002 


1998 


1999 


Location 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 


Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

HATOONDI 

56.72 

42.54 

24.82 

14.18 

28.36 

17.37 

21.27 

NA 

21.27 

14.18 

21.27 

77.99 

HINGOLI 

560.11 

1205.30 

588.47 

567.20 

489.21 

496.30 

524.66 

545.93 

347.41 

536.71 

553.02 

709.00 

INDROKA 

106.35 

127.62 

113.44 

106.35 

134.71 

255.24 

49.63 

163.07 

163.07 

163.07 

184.34 

49.63 

JAGS A 

1418.00 

NA 

1311.65 

1276.20 

1311.65 

1219.48 

NA 

1205.30 

1176.94 

1276.20 

NA 

1630.70 

JAJIWAL 

404.13 

524.66 

737.36 

311.96 

694.82 

786.99 

701.91 

283.60 

283.60 

283.60 

NA 

446.67 

JALBERI 

NA 

673.55 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1276.20 

JASAI 

99.26 

70.90 

NA 

70.90 

70.90 

NA 

NA 

NA 

127.62 

106.35 

NA 

141.80 

JASOL 

893.34 

NA 

1106.04 

850.80 

1595.25 

3261.40 

893.34 

NA 

191.43 

NA 

NA 

184.34 

JELLU 

70.90 

74.45 

177.25 

70.90 

106.35 

70.90 

70.90 

70.90 

70.90 

70.90 

163.07 

49.63 

JESAWASP/Z 

354.50 

1304.56 

1176.94 

361.59 

1134.40 

368.68 

716.09 

900.43 

1020.96 

553.02 

517.57 

1035.14 

JETHANA 

1758.32 

1772.50 

2410.60 

2701.29 

2623.30 

3722.25 

2942.35 

3279.13 

2410.60 

2403.51 

705.46 

2162.45 

JETHANTRI 

1772.50 

NA 

NA 

NA 

538.84 

NA 

524.66 

510.48 

2587.85 

NA 

NA 

779.90 

JETPUR 

8649.80 

0.00 

9394.25 

6522.80 

7550.85 

0.00 

7799.00 

5778.35 

6735.50 

5033.90 

5636.55 

6416.45 

JETSAR 

NA 

NA 

NA 

NA 

694.82 

645.19 

645.19 

652.28 

652.28 

354.50 

354.50 

382.86 

JHABRA 

NA 

NA 

404.13 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JHABRA 

425.40 

248.15 

NA 

NA 

241.06 

446.67 

0.00 

482.12 

439.58 

361.59 

496.30 

432.49 

JHABRA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JHAK 

450.22 

191.43 

212.70 

NA 

425.40 

652.28 

567.20 

283.60 

304.87 

326.14 

NA 

326.14 

JHANPLI KALLAN 

893.34 

NA 

NA 

NA 

935.88 

822.44 

NA 

609.74 

NA 

467.94 

NA 

311.96 

JHANWAR 

382.86 

0.00 

120.53 

1205.30 

1176.94 

106.35 

106.35 

212.70 

212.70 

113.44 

106.35 

127.62 

JIWANA 

801.17 

893.34 

802.94 

730.27 

779.90 

864.98 

779.90 

772.81 

864.98 

744.45 

751.54 

822.44 

JUDIA 

794.08 

723.18 

1559.80 

1517.26 

1701.60 

1460.54 

1488.90 

1595.25 

1595.25 

730.27 

716.09 

744.45 

KAGAU 

1985.20 

1971.02 

NA 

NA 

1013.87 

1949.75 

1985.20 

NA 

1347.10 

2162.45 

NA 

NA 

KAJIPURA 

35.45 

49.63 

49.63 

46.09 

56.72 

53.18 

63.81 

42.54 

NA 

39.00 

35.45 

42.19 

KALAU 

510.48 

184.34 

155.98 

NA 

418.31 

163.07 

148.89 

205.61 

205.61 

311.96 

148.89 

134.71 

KALAWAS 

326.14 

340.32 

723.18 

921.70 

248.15 

687.73 

687.73 

NA 

436.04 

554.44 

687.73 

560.11 

KALESARA 

1219.48 

1332.92 

1907.21 

2960.08 

2836.00 

3403.20 

2906.90 

NA 

184.34 

42.54 

53.18 

102.81 

KALYANPURA 

NA 

NA 

NA 

NA 

NA 

2304.25 

2906.90 

1063.50 

NA 

2020.65 

NA 

NA 

KANANA (KORNA) 

3899.50 

NA 

2587.85 

340.32 

2942.35 

3190.50 

3261.40 

354.50 

NA 

397.04 

NA 

482.12 

KANAS 

NA 

NA 

NA 

NA 

NA 

120.53 

131.17 

134.71 

NA 

14.18 

17.73 

31.91 

KANASAR 

283.60 

304.87 

NA 

NA 

460.85 

531.75 

808.26 

333.23 

304.87 

411.22 

NA 

304.87 

KANASAR (PZ) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KANKANI-I 

106.35 

113.44 

241.06 

2977.80 

35.45 

368.68 

42.54 

2921.08 

2921.08 

21.27 

21.27 

5317.50 

KANKANI-II 

850.80 

1361.28 

1651.97 

NA 

2013.56 

NA 

134.71 

NA 

NA 

2587.85 

1247.84 

NA 

KANOD 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

226.88 

NA 

NA 

709.00 

KANWALAI 

262.33 

131.17 

95.72 

134.71 

106.35 

56.72 

63.81 

35.45 

99.26 

85.08 

170.16 

116.99 

KAPRAU 

141.80 

616.83 

NA 

148.89 

921.70 

141.80 

120.53 

163.07 

155.98 

163.07 

NA 

170.16 

KAPURIA 

155.98 

170.16 

155.98 

170.16 

155.98 

177.25 

184.34 

155.98 

155.98 

155.98 

155.98 

141.80 

KARAN 1 

779.90 

879.16 

751.54 

666.46 

709.00 

638.10 

659.37 

645.19 

645.19 

645.19 

609.74 

609.74 

KARMAWAS 

127.62 

219.79 

NA 

NA 

879.16 

1644.88 

496.30 

269.42 

NA 

850.80 

NA 

NA 

KARNOS 

191.43 

191.43 

219.79 

209.16 

233.97 

262.33 

248.15 

163.07 

205.61 

219.79 

287.15 

272.97 

KARWAR 

1815.04 

2240.44 

1885.94 

2233.35 

1630.70 

2410.60 

2197.90 

2481.50 

2481.50 

2481.50 

1786.68 

1687.42 

KASHMIR 

283.60 

1155.67 

NA 

NA 

1162.76 

1162.76 

1262.02 

1191.12 

1162.76 

1205.30 

NA 

1134.40 

KATERLA 

2481.50 

NA 

NA 

NA 

2658.75 

NA 

2658.75 

2623.30 

2481.50 

2197.90 

NA 

2481.50 

KATHARI 

56.72 

NA 

NA 

NA 

49.63 

56.72 

49.63 

141.80 

113.44 

70.90 

NA 

99.26 

KERU 

248.15 

170.16 

730.27 

262.33 

120.53 

340.32 

120.53 

219.79 

219.79 

219.79 

226.88 

85.08 

KESARPURA 

35.45 

21.27 

21.27 

28.36 

751.54 

92.17 

21.27 

70.90 

21.27 

14.18 

191.43 

219.79 

KHANPURA 

2212.08 

2410.60 

2396.42 

2509.86 

2836.00 

2623.30 

2516.95 

2729.65 

2587.85 

2212.08 

2658.75 

2105.73 

KHARDA 

1013.87 

1247.84 

446.67 

NA 

475.03 

148.89 

1063.50 

1070.59 

1070.59 

1070.59 

NA 

1091.86 

KHARI 

NA 

NA 

NA 

NA 

NA 

NA 

1318.74 

1233.66 

935.88 

1276.20 

NA 

1191.12 

KHARI KALLA 

1800.86 

205.61 

1191.12 

NA 

8933.40 

NA 

NA 

NA 

NA 

NA 

NA 

3757.70 

KHARWA 

276.51 

173.71 

375.77 

428.95 

623.92 

623.92 

687.73 

751.54 

786.99 

886.25 

794.08 

864.98 

KHATTU 

1191.12 

NA 

NA 

NA 

1148.58 

1098.95 

1418.00 

1304.56 

1262.02 

2197.90 

NA 

1418.00 

KHELASAR 

219.79 

475.03 

NA 

1020.96 

163.07 

1162.76 

205.61 

319.05 

319.05 

319.05 

368.68 

382.86 

KHENANA 

NA 

NA 

NA 

NA 

241.06 

311.96 

397.04 

241.06 

1162.76 

56.72 

NA 

737.36 

KHERA DEOGARH(P) 

NA 

NA 

NA 

NA 

NA 

496.30 

333.23 

404.13 

361.59 

439.58 

623.92 

751.54 

KHERI SALWA 

2410.60 

2268.80 

2977.80 

NA 

NA 

NA 

1609.43 

2268.80 

1162.76 

NA 

NA 

2233.35 

KHETLAWA 

1878.85 

1985.20 

1555.90 

2020.65 

1790.23 

1985.20 

2233.35 

1981.66 

666.46 

680.64 

694.82 

772.81 

KHIRJAN 

730.27 

709.00 

709.00 

765.72 

716.09 

744.45 

744.45 

786.99 

786.99 

709.00 

751.54 

794.08 

KHIYASARIA 

184.34 

233.97 

198.52 

NA 

NA 

297.78 

290.69 

191.43 

191.43 

198.52 

191.43 

184.34 

KHUDALA 

NA 

2353.88 

NA 

NA 

2268.80 

2127.00 

2020.65 

NA 

2268.80 

2127.00 

NA 

2339.70 

KHUDALA 

1162.76 

1262.02 

1205.30 

2233.35 

1375.46 

1340.01 

1304.56 

1332.92 

1332.92 

1524.35 

1432.18 

1524.35 

KHUDASA 

2375.15 

2070.28 

NA 

NA 

921.70 

2127.00 

1885.94 

NA 

2056.10 

2127.00 

NA 

2020.65 

KITNOD 

921.70 

NA 

850.80 

992.60 

NA 

879.16 

921.70 

1063.50 

NA 

581.38 

NA 

NA 

KODIYA 

467.94 

343.87 

336.78 

319.05 

297.78 

NA 

NA 

191.43 

248.15 

311.96 

205.61 

NA 

KOSLU 

1524.35 

638.10 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KOTHALA 

NA 

NA 

NA 

NA 

NA 

NA 

2587.85 

1949.75 

709.00 

2056.10 

NA 

2339.70 

KOTRA 

1013.87 

1074.14 

811.81 

765.72 

847.26 

744.45 

815.35 

276.51 

822.44 

709.00 

407.68 

382.86 

KUIJODHA 

NA 

NA 

63.81 

NA 

21.27 

NA 

35.45 

92.17 

92.17 

NA 

NA 

NA 

KUMHARA 

701.91 

77.99 

723.18 

709.00 

553.02 

758.63 

730.27 

694.82 

659.37 

793.02 

730.27 

687.73 

KUNDANPURA 

638.10 

NA 

NA 

645.19 

709.00 

609.74 

666.46 

609.74 

638.10 

638.10 

NA 

666.46 

KURI 

21.27 

NA 

21.27 

730.27 

85.08 

42.54 

NA 

92.17 

56.72 

42.54 

NA 

524.66 

KURI 

2566.58 

0.00 

262.33 

NA 

4821.20 

127.62 

0.00 

0.00 

0.00 

354.50 

85.08 

340.32 

KURKI 

77.99 

155.98 

141.80 

134.71 

134.71 

85.08 

70.90 

63.81 

35.45 

49.63 

70.90 

70.90 


03_ 

Post 

Monsoon 

14.18 


Chloride, mg/I 


2004 i 

j 2005 | 

| 2006 | 

| 2007 | 

| 2008 j 

! 2009 | 

| 2010 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

NA 

35.45 

141.80 

645.19 

NA 

NA 

NA 

460.85 

226.88 

42.54 

NA 

786.99 

184.34 

524.66 


















































































































































































































































































































































































































































































































































LAWARAN 

LESWA 


LUDARDA _ 

LUHARWA 


LUNAWAS KHERA 
LUNI 


LUNWAJAGIR 

MADHASAR 


MANDORE 

MANGTA 


MEGHALWA P/Z 
MEHRERI 


MEHRERI _ 

MEWA NAGAR 


MINDOLI _ 

MITHI 


MOKALSAR 

MOKLAWAS 


NAG E LAO 
NAGONA 


NANDRI _ 

NARBADKHERA 


NEVRA _ 

NEVRI 


NIMBLI BRAHMANAN 
NIMBOL(P) 


NIMLA _ 

NIMRI 


PADRU _ 

PAELA KHURD 


_ Chloride, mg/I _ 

1984 1985 1986 1987 1988 1989 1990 1991 1992 1993 1994 1995 1996 

Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post 

Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 


_19 

Pre 

Monsoon 

907.52 


LAMANA 

148.89 

141.80 

120.53 

141.80 

138.26 

148.89 

134.71 

198.52 

241.06 

180.80 

170.16 

120.53 

127.62 

102.81 

127.62 

145.35 

145.35 

198.52 

180.80 

177.25 

127.62 

141.80 

131.17 

127.62 

109.90 

113.44 

92.17 

LAMBIYA 

609.03 

543.09 

616.83 

545.93 

723.18 

652.28 

808.26 

NA 

723.18 

574.29 

646.61 

476.45 

879.16 

336.07 

808.26 

652.28 

631.01 

453.76 

404.13 

496.30 

822.44 

354.50 

482.12 

482.12 

616.83 

397.04 

NA 


LILASAR (P) 

581.74 

LOLAWA 

NA 


NA 

1126.60' 


NA 

4117.87' 


NA 

NA' 


_NA 

134.71" 


_NA 

na" 


164.84 
990.12 " 


_NA 

1657.29 " 


164.84 
4081.71" 


NA 

63.81' 


51.40 

na' 


120.53 

1148.58" 


NA 

4438.34' 


2509.86 

3839.24' 


_NA 

56.72 ' 


382.86 

na' 


134.71 

992.60' 


_NA 

4892.10' 


155.98 
4324.90 ' 


241.06 
46.09 " 


NA 

na" 


106.35 

na" 


NA 

1098.95 " 


219.79 
3963.31 " 


258.79 
56.72 " 


_NA 

na" 


_NA 

na" 


_NA 

5069.35 " 


_NA 

na" 


311.96 
85.08' 


NA 

2141.18' 


NA 

1800.86' 


NA 

4856.65 ' 


2353.88 
3970.40' 


486.37 
49.63 ' 


_NA 

na' 


106.35 

na" 


_NA 

4551.07 " 


_NA 

4303.63 " 


514.03 

49.63 


_NA 

NA 


120.53 

1850.49 


_NA 

4785.75 


_NA 

0.00 


NA 

442.42 

NA 

NA 


262.69 
1697.35 " 


_NA 

0.00 " 


_NA 

4142.33 " 


946.16 

2122.75 


_NA 

0.00 


_NA 

0.00 


257.01 
49.63 " 


_NA 

na" 


_NA 

2137.28' 


_NA 

0.00 ' 


3339.39 
4246.91' 


249.92 
49.63 " 


NA 

na" 


NA 

1573.63 " 


NA 
0 . 00 " 


3856.25 

4325.26" 


_NA 

60.27 " 


646.25 

na" 


0.00 

na" 


_NA 

0.00 " 


2334.03 
4239.11 " 


263.75 
46.09 ' 


453.76 

1900.12' 


NA 

1659.06' 


NA 
0 . 00 ' 


3155.05 

4821.20' 


673.55 
56.72 ' 


425.40 

na' 


191.43 
1602.34' 


_NA 

0.00 ' 


3899.50 
4431.25 ' 


255.24 
60.27" 


NA 

1630.70" 


177.25 
1559.80" 


NA 
0 . 00 " 


1347.10 
425.40 " 


255.24 
67.36 " 


_NA 

3545.00 " 


198.52 
1878.85 " 


_NA 

0.00 " 


3403.20 
5033.90 " 


255.24 

81.54' 


NA 

na' 


NA 

na" 


NA 
0.00 " 


3474.10 
4537.60" 


248.15 
120.53 " 


_NA 

na" 


241.06 
1709.75 ' 


_NA 

1673.24' 


2698.10 
4076.75 ' 


262.33 

NA 


_NA 

NA 


283.60 

1630.70 


_NA 

0.00 


567.20 

4076.75 


NA 

NA 

1914.30 

NA 


319.05 
1630.70" 


_NA 

0.00 " 


815.35 
4502.15 " 


350.96 

638.10 


_NA 

0.00 


3722.25 

NA 


276.51 
77.99 ' 


_NA 

1843.40' 


_NA 

212.70' 


262.33 

85.08 


_NA 

1729.96 


276.51 

1595.25 


475.03 

496.30 

1914.30 

1800.86 


1304.56 

691.28 

21.27 

1332.92 


184.34 
4608.50" 


1120.22 
4254.00' 


283.60 
1701.60 " 


_NA 

1148.58 " 


_NA 

4431.25 " 


MARUDI 

NA 

MATASAR 

1191.12 


_NA 

605.13 " 


_NA 

1196.79 " 


NA 

421.86" 


NA 

1215.58" 


_NA 

538.84' 


_NA 

1247.84 ' 


NA 

567.20" 


NA 

1176.94" 


_NA 

3828.60 


_NA 

NA 



NA 

NA 

511.90 

551.25 


_NA 

2997.30" 



_NA 

1715.78' 


_NA 

na' 


_NA 

1247.84 


588.47 

NA 



_NA 

1046.13 ' 


_NA 

na' 


_NA 

1630.70 " 


_NA 

na" 


_NA 

1630.70 


_NA 

NA 



NA 

NA 

188.59 

360.53 


NA 

na" 


NA 

305.58 " 


82.95 
1431.47" 


_NA 

na" 


_NA 

na" 


79.41 
1751.23 " 


NA 

na' 


751.54 

255.24' 


NA 

1162.76' 


NA 

na" 


829.53 
177.25 " 


53.18 
1297.47" 


1460.54 

na' 


NA 

829.53' 


NA 

1410.91' 


1488.90 

na' 


_NA 

313.73" 


_NA 

1148.58 " 


_NA 

496.30 


_NA 

1247.84 


| 602.65 

567.20 

| 269.42 

425.40 


_NA 

1134.40 " 


_NA 

2942.35 



MOGRA 

738.42 

MOGRA KALLAN 

NA 


MORAI 

NA 

MOTISAR 

21.27 



l NA 

35.45 

212.70 

248.15 



553.02 

92. 

28.36 

14.: 


87.56 

102. 

lot 

87.56 

136.: 

SI 


NA 

1772.50" 



170.16 

120.53 

106.35 

92.17 


_NA 

1176.94' 


20.53 
87.56 ' 


163.07 
10.64' 


_NA 

1418.00 


92.17 

77.99 


163.07 

21.27 


1084.77 
425.40' 


1127.31 
992.60" 


1176.94 

na" 


1155.67 

1191.12' 


1304.56 

1347.10' 


1375.46 
1758.32 " 


1304.56 

1616.52" 


680.64 

1633.54' 


857.89 

1170.56' 


1042.23 

1667.57' 


1262.02 
1001.11' 


1120.22 61328.50 


1084.77 
921.70" 


1673.24 
765.72 ' 


1162.76 
744.45 " 


1488.90 

615.06" 


1205.30 
652.28" 


1581.07 
602.65 " 


1758.32 

567.20' 


1389.64 
609.74" 


NA 

1893.03 " 


2458.81 
2708.38 " 


1843.40 

na' 


1127.31 

971.33' 


1914.30 
942.97" 


1758.32 
836.62 ' 


2233.35 
1084.77" 


2556.30 

116.28" 


2155.36 

723.18" 


2790.62 

914.61' 


1653.39 
1290.38 ' 


2246.11 
872.07" 


829.53 
1098.95 " 


1531.44 
1293.93 " 


716.09 

1120 . 22 " 


900.43 

1368.37' 


1806.89 
1269.11' 


1885.94 
1106.04 " 


1116.68 

1822.13" 


2453.14 
1247.84' 


1432.18 
1020.96" 


27.30 
506.94 " 


NA 

na" 


1796.61 

1623.61 " 


68.06 
749.41" 


20.56 

na" 


_NA 

1596.31 " 


40.41 
996.85 ' 


NA 

na' 


NA 

1791.64' 


35.45 

985.51' 


_NA 

na' 


_NA 

1644.88 ' 


60.27 
1063.50" 


NA 

na" 


1807.95 

1715.78" 


28.36 
1106.04' 


NA 

na' 


3119.60 
1775.69 ' 


42.54 
1148.58 ' 


_NA 

97.13' 


1786.68 

1914.30' 


106.35 
1616.52 " 


NA 

134.71" 


NA 

1857.58" 


350.25 

713.96" 


_NA 

na" 


_NA 

1751.23 " 


354.50 

1113.13' 


NA 

na' 


898.30 
2055.39 ' 


365.14 
1177.65 ' 


_NA 

489.92 ' 


208.80 
1620.07 ' 


113.44 

451.63" 


NA 

na" 


NA 

1896.22 " 


_NA 

375.77 " 


_NA 

490.27 " 


277.93 

1581.07" 


97.13 
1077.68' 


21.27 
446.67 ' 


NA 

1311.65' 


347.41 
1077.68 ' 


21.27 
439.58 ' 


_NA 

1361.28' 


333.23 

985.51 


21.27 

NA 


1772.50 

1616.52 


418.31 

1035.14" 


7.09 

12.41 

382.86 

NA 


_NA 

1829.22 " 


NA 

1247.84' 


141.80 

779.90 


42.54 

NA 


2197.90 

2587.85 


42.54 

42.54 

i NA 

NA 


226.88 

964.24 


35.45 

NA 


_NA 

1347.10 


PADRODA 

NA 

PADRODA 

NA 


_NA 

na" 


_NA 

2654.50 " 


_NA 

NA 


141.80 

2587.85 


NA 

120.53 

2594.94 

3367.75 


NA 

241.06' 


340.32 
2658.75 ' 


_NA 

241.06 ' 


1659.06 
3048.70' 


NA 

na" 


333.23 

3190.50" 


_NA 

na" 


269.42 
2761.56 " 


_NA 

na' 


138.26 
2987.73 ' 


NA 

224.75 " 


180.09 

3635.04" 


_NA 

232.20" 


3248.28 
253.82 " 


NA 

226.88' 


177.25 

2127.00' 


_NA 

241.06 ' 


1857.58 

3190.50' 


_NA 

NA 


113.44 

2836.00 


127.62 

120.53 

NA 

2552.40 


_NA 

NA 


113.44 

2552.40 


| 120.53 

141.80 

2481.50 

2524.04 


_NA 

241.06' 


127.62 

2623.30' 


_NA 

241.06 


120.53 

2481.50 


_NA 

1347.10 


_NA 

1800.86 


_NA 

4324.90 


MAHABAR -1 

959.63 

942.97 

949.71 

985.51 

964.24 

NA 

1020.96 

NA 

1020.96 

1023.80 

993.66 

122.66 

NA 

NA 

NA 

NA 

999.69 

1091.86 

NA 

NA 

NA 

NA 

992.60 

964.24 

1006.78 

NA 

NA 

MANAI (P/Z) 

NA 

NA 

124.08 

102.81 

92.17 

95.72 

109.90 

126.20 

313.38 

121.24 

136.13 

152.79 

136.13 

32.97 

155.98 

205.61 

145.35 

124.08 

127.62 

112.02 

170.16 

134.71 

141.80 

124.08 

489.21 

319.05 

163.07 

MANAKLAO 

NA 

1188.99 

1184.03 

833.08 

1113.13 

921.70 

857.89 

1277.97 

786.99 

451.28 

394.56 

1333.98 

1649.84 

494.53 

460.85 

680.64 

439.58 

645.19 

609.74 

566.49 

623.92 

336.78 

460.85 

538.84 

389.95 

205.61 

56.72 

MAN DAW AS 

3069.62 

3527.98 

NA 

NA 

NA 

NA 

NA 

NA 

517.57 

NA 

NA 

NA 

NA 

NA 

127.62 

4023.58 

4147.65 

3332.30 

3764.79 

NA 

5211.15 

5459.30 

5459.30 

141.80 

0.00 

7302.70 

6381.00 



MAURI 

81.54 

79.05 

85.08 

NA 

70.90 

NA 

77.99 

77.99 

77.99 

74.09 

184.34 

557.98 

917.09 

79.41 

70.90 

70.90 

248.15 

496.30 

70.90 

56.72 

NA 

70.90 

92.17 

99.26 

42.54 

113.44 

141.80 

MEETHAJUNA 

NA 

202.77 

NA 

191.43 

198.52 

NA 

NA 

NA 

198.52 

NA 

207.38 

291.75 

NA 

875.26 

NA 

NA 

326.14 

NA 

354.50 

NA 

NA 

NA 

347.41 

NA 

567.20 

NA 

NA 


602.65 

NA 

319.05 

283.60 


MITHRA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

319.76 

NA 

NA 

1517.26 

NA 

1559.80 

1744.14 

1588.16 

1568.66 

1616.52 

NA 

1644.88 

1701.60 

1807.95 

1602.34 

NA 

MITHRI 

3525.50 

NA 

NA 

3828.60 

4041.30 

3934.95 

4041.30 

3934.95 

4035.98 

NA 

4083.84 

808.26 

4395.80 

3877.88 

4821.20 

NA 

4821.20 

5246.60 

5388.40 

5207.96 

5813.80 

5211.15 

5104.80 

NA 

NA 

NA 

5636.55 



70.90 

113.44 

85.08 

106.35 


MURKASNI 

5445.12 

412.64 

709.00 

914.61 

960.70 

854.35 

719.64 

715.74 

1141.49 

774.58 

1347.81 

1329.38 

1444.94 

1352.06 

1460.54 

1403.82 

3176.32 

1474.72 

NA 

NA 

NA 

1545.62 

NA 

421.86 

744.45 

1393.19 

1474.72 

MUTHLI 

NA 

185.05 

134.71 

NA 

439.58 

517.57 

NA 

553.02 

652.28 

478.22 

1361.28 

404.13 

562.95 

218.73 

389.95 

411.22 

701.91 

340.32 

694.82 

354.50 

602.65 

638.10 

574.29 

283.60 

616.83 

389.95 

790.54 


NAD 

588.47 

482.12 

503.39 

510.48 

623.92 

616.83 

861.44 

971.33 

1049.32 

531.75 

418.31 

269.42 

283.60 

237.52 

248.15 

237.52 

414.77 

340.32 

581.38 

290.69 

1070.59 

425.40 

748.00 

794.08 

623.92 

592.02 

716.09 

NADSAR 

NA 

120.53 

155.98 

138.26 

152.44 

145.35 

159.53 

166.62 

185.40 

175.12 

NA 

NA 

NA 

125.85 

155.98 

170.16 

255.24 

205.61 

584.93 

402.36 

191.43 

212.70 

NA 

333.23 

2410.60 

283.60 

106.35 


NAGAR 

NA 

1854.04 

789.12 

1340.01 

1162.76 

NA 

1630.70 

1559.80 

1474.72 

NA 

1911.46 

2522.27 

1611.91 

1873.18 

1673.24 

2119.91 

1815.04 

1843.40 

1949.75 

2353.88 

2144.73 

553.02 

1559.80 

372.23 

1531.44 

1878.85 

NA 

NAGARDA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


1063.50 
666.46 " 


1573.98 

794.08 


NAND 

666.46 

723.18 

772.81 

829.53 

779.90 

808.26 

701.91 

886.25 

794.08 

1020.96 

850.80 

1318.74 

850.80 

1446.36 

971.33 

1446.36 

1340.01 

1666.15 

1439.27 

1573.98 

1162.76 

1432.18 

1148.58 

1843.40 

1659.06 

2254.62 

1396.73 

NANDIA P/Z 

1946.56 

1946.21 

1985.20 

2041.92 

NA 

NA 

1800.86 

1467.63 

444.54 

NA 

462.98 

1959.32 

NA 

464.04 

446.67 

453.76 

432.49 

475.03 

439.58 

432.85 

446.67 

446.67 

453.76 

NA 

581.38 

666.46 

1701.60 


_NA 

1772.50" 


701.91 

1169.85 


NARWA 

NA 

50.69 

70.90 

99.26 

113.44 

99.26 

113.44 

66.65 

287.15 

37.22 

68.06 

55.30 

81.54 

46.09 

106.35 

141.80 

170.16 

645.19 

184.34 

216.25 

241.06 

155.98 

297.78 

92.17 

127.62 

74.45 

99.26 

NATHRAU 

NA 

451.28 

499.85 

609.74 

446.67 

393.50 

411.22 

399.52 

641.65 

397.40 

418.31 

514.03 

472.19 

NA 

395.98 

397.04 

397.04 

375.77 

404.13 

411.22 

418.31 

425.40 

425.40 

446.67 

428.95 

404.13 

418.31 


21.27 

21.27 

NA 

NA 


1772.50 

1588.16 


NOKHRA 

1388.58 

4906.64 

1524.35 

1318.74 

NA 

531.75 

1758.32 

1254.93 

1432.18 

1266.27 

2587.85 

1389.64 

2779.28 

123.37 

1985.20 

850.80 

226.88 

NA 

2658.75 

1907.57 

1793.77 

2339.70 

1311.65 

1347.10 

1233.66 

1843.40 

1616.52 

OLA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


OLA 

NA 

NA 

NA 

99.26 

85.08 

NA 

92.17 

106.35 

276.51 

NA 

NA 

NA 

197.46 

59.56 

NA 

NA 

NA 

425.40 

382.86 

70.90 

NA 

120.53 

425.40 

425.40 

NA 

70.90 

NA 

OLA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


OLVI 

3949.13 

4154.03 

3771.88 

3757.70 

3966.86 

4005.85 

4254.00 

4064.70 

4431.25 

4159.35 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

220.50 

808.26 

510.48 

0.00 

553.02 

1052.87 


.00 

4821.20 

OSIAN 

132.58 

133.65 

121.24 

205.61 

155.98 

145.35 

223.34 

222.27 

255.95 

279.70 

205.61 

270.84 

305.58 

NA 

312.67 

354.50 

297.78 

382.86 

397.04 

404.13 

319.05 

311.96 

418.31 

453.76 

233.97 

14 

.18 

411.22 


NA 

106.35 

2906.90 

1630.70 


PALRI MANGLIAN 

NA 

21.63 

39.00 

46.09 

35.45 

24.82 

31.91 

38.64 

40.41 

23.75 

47.50 

27.65 

23.75 

26.23 

NA 

21.27 

28.36 

49.63 

56.72 

25.17 

35.45 

35.45 

35.45 

42.54 

28.36 

42.54 

28.36 

PANCHLA 

347.06 

347.06 

354.15 

329.69 

251.70 

255.24 

262.33 

326.50 

276.51 

350.25 

361.59 

283.25 

357.34 

NA 

20.56 

368.68 

269.42 

425.40 

NA 

389.95 

NA 

609.74 

NA 

340.32 

276.51 

389.95 

219.79 


PANDIT KA BAS 

364.07 

959.63 

382.86 

386.41 

382.86 

386.41 

354.50 

340.32 

549.48 

333.59 

340.32 

298.84 

NA 

NA 

222.27 

347.41 

311.96 

NA 

269.42 

198.52 

NA 

NA 

326.14 

460.85 

184.34 

166.62 

191.43 

PARLU 

1136.53 

774.58 

942.97 

NA 

1382.55 

1169.85 

NA 

NA 

NA 

NA 

1864.67 

NA 

1889.84 

NA 

1474.72 

NA 

3545.00 

2977.80 

3332.30 

2509.86 

NA 

2233.35 

1737.05 

4183.10 

4254.00 

3722.25 

2836.00 


PATARWARA 

NA 

1434.66 

NA 

NA 

1928.48 

NA 

NA 

NA 

NA 

2155.36 

0.00 

2314.89 

2918.24 

775.65 

1815.04 

NA 

2481.50 

2587.85 

NA 

NA 

2368.06 

992.60 

1843.40 

2268.80 

NA 

NA 

NA 

PATAU 

2980.99 

134.71 

2539.64 

850.80 

1503.08 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

2403.51 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

49.63 

NA 

NA 

NA 

NA 

NA 
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Chloride, mg/I 


2000 


2001 


2002 


Location 


1998 


1999 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 



Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

KUSHAP 

56.72 

70.90 

NA 

NA 

35.45 

56.72 

467.94 

85.08 

70.90 

531.75 

NA 

LAMANA 

99.26 

113.44 

NA 

113.44 

70.90 

92.17 

85.08 

81.54 

70.90 

70.90 

70.90 

LAMBIYA 

319.05 

623.92 

560.11 

524.66 

652.28 

1035.14 

595.56 

992.60 

475.03 

893.34 

1006.78 

LAWARAN 

297.78 

269.42 

198.52 

290.69 

262.33 

255.24 

262.33 

255.24 

255.24 

269.42 

255.24 

LESWA 

85.08 

85.08 

74.45 

70.90 

NA 

85.08 

56.72 

74.45 

63.81 

70.90 

70.90 

LILASAR (P) 

NA 

567.20 

NA 

NA 

NA 

NA 

NA 

NA 

439.58 

850.80 

NA 

LOLAWA 

NA 

496.30 

NA 

NA 

2127.00 

2020.65 

1559.80 

NA 

1729.96 

2020.65 

NA 

LUDARDA 

248.15 

304.87 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

77.99 

NA 

LUHARWA 

1843.40 

NA 

NA 

NA 

2020.65 

NA 

NA 

NA 

2056.10 

2127.00 

NA 

LUNAWAS KHERA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

LUNI 

1559.80 

2906.90 

2765.10 

4537.60 

3048.70 

0.00 

0.00 

0.00 

0.00 

0.00 

2942.35 

LUNWAJAGIR 

NA 

NA 

NA 

NA 

1332.92 

NA 

NA 

NA 

NA 

1276.20 

NA 

MADHASAR 

4466.70 

NA 

NA 

NA 

4112.20 

NA 

4147.65 

3367.75 

354.50 

3828.60 

NA 

MAHABAR -1 

NA 

921.70 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MANAI (P/Z) 

120.53 

127.62 

198.52 

113.44 

184.34 

141.80 

127.62 

106.35 

106.35 

106.35 

106.35 

MANAKLAO 

92.17 

857.89 

241.06 

368.68 

233.97 

354.50 

333.23 

425.40 

425.40 

425.40 

NA 

MAN DAW AS 

6629.15 

0.00 

8897.95 

7799.00 

8330.75 

0.00 

7621.75 

6912.75 

6700.05 

6274.65 

6381.00 

MANDORE 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MANGTA 

NA 

NA 

NA 

NA 

623.92 

673.55 

595.56 

609.74 

595.56 

609.74 

NA 

MARUDI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MATASAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MAURI 

155.98 

191.43 

NA 

NA 

77.99 

141.80 

0.00 

NA 

56.72 

92.17 

NA 

MEETHAJUNA 

NA 

496.30 

NA 

NA 

NA 

709.00 

NA 

NA 

510.48 

NA 

NA 

MEGHALWA P/Z 

NA 

52288.75 

1488.90 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MEHRERI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MEHRERI 

631.01 

709.00 

NA 

538.84 

467.94 

567.20 

843.71 

581.38 

0.00 

709.00 

538.84 

MEWA NAGAR 

NA 

NA 

397.04 

70.90 

382.86 

531.75 

304.87 

602.65 

311.96 

517.57 

NA 

MINDOLI 

141.80 

1531.44 

595.56 

1276.20 

836.62 

1106.04 

1049.32 

985.51 

1049.32 

315.86 

1375.46 

MITHI 

992.60 

NA 

NA 

NA 

2056.10 

1448.84 

680.64 

NA 

709.00 

595.56 

NA 

MITHRA 

NA 

1666.15 

NA 

1595.25 

992.60 

NA 

NA 

NA 

1559.80 

1878.85 

NA 

MITHRI 

NA 

NA 

5601.10 

6026.50 

NA 

5636.55 

233.97 

4502.15 

620.38 

6132.85 

5920.15 

MOGRA 

NA 

NA 

NA 

666.46 

1347.10 

NA 

NA 

NA 

NA 

NA 

NA 

MOGRA KALLAN 

1134.40 

1673.24 

2127.00 

NA 

NA 

1800.86 

1460.54 

1857.58 

1857.58 

1701.60 

1701.60 

MOKALSAR 

35.45 

70.90 

NA 

NA 

NA 

141.80 

56.72 

1843.40 

191.43 

141.80 

NA 

MOKLAWAS 

134.71 

127.62 

155.98 

106.35 

134.71 

120.53 

170.16 

56.72 

56.72 

56.72 

134.71 

MORAI 

177.25 

219.79 

212.70 

226.88 

219.79 

212.70 

170.16 

177.25 

163.07 

177.25 

163.07 

MOTISAR 

21.27 

14.18 

21.27 

4218.55 

21.27 

24.11 

21.27 

14.18 

21.27 

14.18 

14.18 

MURKASNI 

709.00 

709.00 

701.91 

1205.30 

1347.10 

595.56 

170.16 

1503.08 

1503.08 

1474.01 

1488.90 

MUTHLI 

737.36 

638.10 

NA 

NA 

638.10 

638.10 

609.74 

666.46 

645.19 

666.46 

NA 

NAD 

475.03 

935.88 

609.74 

1269.11 

389.95 

687.73 

283.60 

510.48 

35.45 

46.09 

53.18 

NADSAR 

397.04 

418.31 

418.31 

375.77 

467.94 

411.22 

425.40 

439.58 

389.95 

378.96 

496.30 

NAGAR 

2375.15 

NA 

NA 

NA 

3013.25 

NA 

2481.50 

1247.84 

3013.25 

1460.54 

NA 

NAGARDA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NAG E LAO 

1467.63 

1907.21 

2169.54 

1907.21 

1793.77 

1446.36 

1531.44 

1885.94 

1985.20 

2020.65 

1325.83 

NAGONA 

709.00 

NA 

623.92 

850.80 

709.00 

NA 

935.88 

1134.40 

1063.50 

779.90 

NA 

NAND 

1403.82 

1176.94 

1226.57 

1311.65 

1262.02 

907.52 

1318.74 

758.63 

NA 

1035.14 

928.79 

NANDIA P/Z 

1148.58 

304.87 

304.87 

340.32 

319.05 

2304.25 

623.92 

361.59 

368.68 

333.23 

354.50 

NANDRI 

772.81 

992.60 

864.98 

1070.59 

0.00 

1361.28 

1191.12 

1885.94 

1885.94 

1885.94 

1573.98 

NARBADKHERA 

1662.61 

1503.08 

1109.59 

1793.77 

1517.26 

1120.22 

1176.94 

999.69 

1077.68 

1013.87 

829.53 

NARWA 

99.26 

99.26 

241.06 

241.06 

723.18 

503.39 

864.98 

241.06 

241.06 

241.06 

297.78 

NATHRAU 

425.40 

411.22 

453.76 

418.31 

418.31 

397.04 

404.13 

418.31 

418.31 

432.49 

432.49 

NEVRA 

77.99 

106.35 

120.53 

113.44 

134.71 

290.69 

482.12 

446.67 

446.67 

446.67 

297.78 

NEVRI 

623.92 

NA 

623.92 

1091.86 

850.80 

751.54 

808.26 

1063.50 

1028.05 

992.60 

NA 

NIMBLI BRAHMANAN 

28.36 

35.45 

28.36 

NA 

28.36 

35.45 

21.27 

31.91 

49.63 

28.36 

42.54 

NIMBOL(P) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NIMLA 

2056.10 

1900.12 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NIMRI 

1488.90 

1914.30 

NA 

2127.00 

1028.05 

NA 

NA 

NA 

2375.15 

2729.65 

NA 

NOKHRA 

1772.50 

1375.46 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

OLA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

OLA 

779.90 

NA 

NA 

177.25 

49.63 

389.95 

56.72 

0.00 

0.00 

233.97 

NA 

OLA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

OLVI 

347.41 

0.00 

5317.50 

0.00 

5175.70 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

OSIAN 

425.40 

432.49 

347.41 

439.58 

467.94 

446.67 

404.13 

397.04 

397.04 

397.04 

283.60 

PADRODA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PADRODA 

NA 

226.88 

NA 

NA 

163.07 

163.07 

212.70 

269.42 

184.34 

NA 

NA 

PADRU 

106.35 

127.62 

NA 

NA 

0.00 

163.07 

170.16 

163.07 

212.70 

127.62 

NA 

PAELA KHURD 

2658.75 

NA 

NA 

NA 

2800.55 

NA 

NA 

NA 

2587.85 

2587.85 

NA 

PALRI MANGLIAN 

659.37 

63.81 

42.54 

1148.58 

1091.86 

1191.12 

730.27 

687.73 

687.73 

687.73 

843.71 

PANCHLA 

347.41 

489.21 

389.95 

NA 

758.63 

467.94 

460.85 

524.66 

524.66 

524.66 

411.22 

PANDIT KA BAS 

219.79 

283.60 

560.11 

NA 

NA 

NA 

751.54 

177.25 

177.25 

311.96 

340.32 

PARLU 

3899.50 

NA 

NA 

5069.35 

NA 

5884.70 

5494.75 

3545.00 

3722.25 

418.31 

NA 

PATARWARA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

2233.35 

NA 

NA 

NA 

PATAU 

NA 

NA 

NA 

NA 

NA 

NA 

70.90 

NA 

NA 

531.75 

NA 

PATODI 

3757.70 

NA 

2127.00 

2233.35 

NA 

NA 

1701.60 

3190.50 

340.32 

1949.75 

NA 


2003 


Pre Post 

Monsoon Monsoon 
49.63 70.90 


Chloride, mg/I 


Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

638.10 

616.83 

588.47 

NA 

588.47 

496.30 

184.34 

645.19 

70.90 

794.08 

NA 

92.17 

63.81 

NA 



















































































































































































































































































































































































































































































































































1984 


1985 


1986 


1987 


Chloride, mg/I 


Location 


1988 


1989 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 



Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

PAU 

NA 

NA 

99.26 

NA 

92.17 

NA 

85.08 

85.08 

99.26 

74.09 

216.60 

138.96 

PERU KATALA 

588.83 

564.01 

NA 

602.65 

779.90 

2282.98 

NA 

NA 

NA 

NA 

802.94 

NA 

PHALSUND 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PHALSUND 

NA 

NA 

1077.68 

1460.54 

1403.82 

NA 

NA 

NA 

2027.74 

NA 

NA 

NA 

PHEENCH 

785.93 

639.52 

1297.47 

1020.96 

652.28 

460.85 

478.58 

2240.44 

3225.95 

1229.41 

973.46 

743.39 

PHULAN 

NA 

292.82 

159.53 

NA 

127.62 

NA 

170.16 

155.98 

148.89 

134.71 

142.86 

258.79 

PICHOLIA 

28.36 

42.54 

28.36 

35.45 

35.45 

35.45 

35.45 

35.45 

28.36 

35.45 

35.45 

28.36 

PICHYAK 

34.03 

213.06 

163.07 

194.98 

244.61 

63.81 

77.99 

79.76 

109.90 

94.30 

146.41 

127.62 

PIPLAJ 

258.79 

233.97 

NA 

283.60 

180.80 

187.89 

NA 

NA 

666.46 

411.22 

482.12 

446.67 

PIPRALI 

NA 

949.00 

1006.78 

950.06 

NA 

NA 

1063.50 

1049.32 

772.81 

1145.04 

887.67 

1064.21 

PISANGAN 

1198.21 

2765.10 

942.97 

1077.68 

829.53 

716.09 

779.90 

921.70 

219.79 

276.51 

269.42 

262.33 

POSAL (P) 

NA 

NA 

NA 

NA 

NA 

NA 

1503.08 

NA 

NA 

NA 

NA 

NA 

PRITHVIPURA(P) ADP 

NA 

NA 

NA 

NA 

893.34 

779.90 

NA 

NA 

NA 

NA 

NA 

NA 

PUNGLIA 

653.34 

592.72 

613.29 

609.74 

NA 

691.28 

662.92 

791.95 

627.47 

626.40 

631.01 

784.86 

PUNJASAR 

NA 

429.65 

NA 

786.99 

475.03 

NA 

453.76 

453.76 

NA 

431.07 

432.49 

472.55 

RABRIAWAS(P) 

867.82 

894.05 

163.07 

NA 

872.07 

99.26 

163.07 

125.49 

141.80 

113.44 

142.86 

163.07 

RAG U NATH PURA 

30.49 

20.21 

21.27 

28.36 

17.73 

17.73 

85.08 

19.85 

921.70 

49.63 

47.50 

20.56 

RAILMALWARA 

NA 

140.74 

NA 

NA 

141.80 

152.44 

148.89 

146.05 

145.35 

144.99 

155.98 

138.96 

RAISAR 

1959.68 

NA 

1644.88 

0.00 

1297.47 

1573.98 

1666.15 

1535.69 

446.67 

1522.22 

2580.76 

1542.43 

RAJGARH 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RAJGARH 

NA 

NA 

1581.07 

1588.16 

1481.81 

NA 

1942.66 

1807.95 

NA 

NA 

NA 

1885.23 

RAJKABERA 

2435.42 

2372.67 

2311.34 

NA 

2573.67 

NA 

2438.96 

2467.32 

2580.76 

2694.20 

NA 

3126.69 

RAJ MATH Al 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RAJ MATH Al 

NA 

NA 

NA 

NA 

NA 

NA 

900.43 

535.30 

NA 

NA 

NA 

NA 

RAJWA 

NA 

14.54 

35.45 

21.27 

21.27 

35.45 

28.36 

20.92 

34.03 

26.94 

26.94 

34.74 

RAMA 

483.18 

247.44 

489.21 

503.39 

489.21 

521.12 

489.21 

521.12 

451.28 

NA 

482.12 

493.11 

RAMAN IYA 

NA 

116.63 

113.44 

NA 

NA 

NA 

106.35 

99.26 

92.17 

114.50 

102.10 

88.63 

RAMASNI 

551.25 

412.64 

772.81 

450.22 

145.35 

482.12 

978.42 

705.10 

857.89 

484.96 

850.80 

680.64 

RAMAWAS (P) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RAMDERIYA 

NA 

NA 

1414.46 

1318.74 

978.42 

NA 

1545.62 

1694.51 

1687.42 

NA 

1551.65 

1510.88 

RAMJI KAGOL 

NA 

NA 

NA 

NA 

1432.18 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RAM PURA 

432.49 

489.21 

NA 

418.31 

375.77 

361.59 

NA 

326.14 

290.69 

372.23 

304.87 

333.23 

RAM PURA 

2531.84 

3135.91 

2559.49 

NA 

99.26 

NA 

1921.39 

2297.16 

3084.15 

956.44 

NA 

NA 

RANGALA P/Z 

3147.96 

3273.45 

3474.10 

3062.88 

NA 

NA 

3615.90 

3828.60 

781.32 

NA 

NA 

NA 

RANIDESPURA 

NA 

NA 

514.03 

NA 

368.68 

NA 

49.63 

432.49 

170.16 

383.92 

408.38 

360.88 

RANIGAON 

551.25 

542.03 

565.78 

638.10 

524.66 

NA 

609.74 

517.57 

631.01 

464.75 

517.22 

NA 

RANSIGAON 

599.11 

570.75 

737.36 

577.84 

620.38 

631.01 

648.74 

604.42 

634.56 

555.86 

571.81 

680.64 

RAROD 

NA 

158.11 

155.98 

148.89 

113.44 

102.81 

191.43 

69.48 

47.15 

74.09 

47.50 

63.81 

RAS (P) 

251.70 

140.74 

155.98 

134.71 

148.89 

141.80 

1063.50 

889.09 

1368.37 

879.16 

1072.72 

1141.49 

RATANPURA 

NA 

5044.54 

4963.00 

3828.60 

5069.35 

NA 

1857.58 

NA 

1576.11 

2559.49 

2556.30 

1402.05 

RATARIA 

NA 

NA 

NA 

NA 

1531.44 

2020.65 

1602.34 

2041.92 

1942.66 

NA 

NA 

NA 

RATEU (P) 

NA 

785.93 

1545.62 

1616.52 

1616.52 

NA 

NA 

1028.05 

1049.32 

1023.80 

1047.90 

1042.23 

RATRI 

125.85 

137.55 

141.80 

NA 

155.98 

NA 

191.43 

262.33 

NA 

269.42 

251.70 

257.01 

RAWATSAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RENIYA 

253.11 

144.64 

380.73 

443.13 

258.79 

283.60 

241.06 

NA 

460.85 

501.97 

439.58 

277.93 

RICHMALIA 

361.59 

248.15 

276.51 

241.06 

194.98 

177.25 

77.99 

134.71 

141.80 

163.07 

141.80 

191.43 

ROOPNAGAR 

120.53 

120.53 

NA 

77.99 

53.18 

14.18 

NA 

56.72 

20.92 

42.54 

56.72 

49.63 

RUDIA 

NA 

NA 

467.94 

499.85 

1410.91 

755.09 

1045.78 

1049.32 

1448.13 

751.19 

1395.31 

1474.72 

SABARIA BERA 

1524.35 

NA 

1488.90 

3325.21 

1488.90 

1581.07 

1563.35 

1507.69 

638.10 

1717.55 

NA 

1724.29 

SAI 

1245.00 

1178.71 

1297.47 

1297.47 

1293.93 

1347.10 

1276.20 

1250.68 

163.07 

1219.13 

1247.84 

1292.15 

SAJJARA 

8660.44 

240.71 

6629.15 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

NA 

NA 

NA 

SALAWAS 

391.37 

0.00 

475.03 

460.85 

478.58 

482.12 

567.20 

486.37 

556.57 

535.65 

571.81 

660.08 

SALI 

517.22 

261.27 

985.51 

276.51 

769.27 

177.25 

1059.96 

1163.82 

1630.70 

323.30 

1629.28 

750.48 

SALODI 

NA 

1706.56 

148.89 

1467.63 

1322.29 

1410.91 

1425.09 

NA 

1201.76 

1249.61 

1075.20 

131.87 

SALWA KALLA 

NA 

130.10 

209.16 

258.79 

521.12 

609.74 

691.28 

849.38 

911.07 

171.93 

1225.15 

180.44 

SAMBARIA 

680.64 

589.53 

638.10 

588.47 

634.56 

620.38 

645.19 

597.69 

319.05 

609.74 

599.11 

598.04 

SAMDARI 

650.15 

618.96 

680.64 

NA 

673.55 

NA 

659.37 

723.18 

687.73 

612.93 

671.78 

510.48 

SAMRAU 

360.88 

321.53 

316.57 

109.90 

326.14 

336.78 

336.78 

326.50 

336.78 

320.11 

319.05 

333.23 

SANAU (F) 

NA 

818.19 

754.38 

886.25 

794.08 

NA 

843.71 

801.17 

907.52 

1077.68 

687.02 

1197.86 

SANAU (S) 

NA 

3721.19 

3906.59 

NA 

NA 

NA 

4076.75 

1545.62 

NA 

NA 

2620.46 

NA 

SANAWARA 

NA 

NA 

NA 

NA 

2268.80 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SANAWRA 

1900.48 

1347.10 

2244.69 

2226.26 

NA 

NA 

2453.14 

2240.44 

2516.95 

1872.47 

2416.27 

638.10 

SANJTA 

NA 

2021.71 

1914.30 

1928.48 

1956.84 

NA 

2084.46 

2127.00 

2197.90 

1549.17 

567.20 

1931.67 

SANSIYON KA BERA 

408.38 

360.17 

432.14 

432.49 

NA 

NA 

545.93 

560.11 

751.54 

570.75 

612.58 

626.05 

SANTORA KALLA 

NA 

1959.68 

1704.08 

1885.94 

1800.86 

1829.22 

1793.77 

1750.88 

265.88 

1933.09 

1758.32 

1876.01 

SANTRA 

NA 

409.09 

599.46 

957.15 

1262.02 

NA 

588.47 

659.37 

NA 

40.41 

439.58 

394.91 

SANWA 

822.44 

538.84 

NA 

680.64 

506.94 

779.90 

489.21 

354.50 

129.04 

436.04 

311.96 

276.51 

SANWALON Kl DHANI 

255.24 

NA 

248.15 

272.97 

265.88 

258.79 

251.70 

239.64 

723.18 

232.55 

581.38 

298.49 

SAR 

43.96 

48.21 

49.63 

56.72 

60.27 

42.54 

74.45 

246.73 

570.75 

202.07 

292.82 

104.22 

SARADHANA 

467.94 

638.10 

872.07 

935.88 

935.88 

950.06 

964.24 

NA 

NA 

NA 

49.63 

35.45 

SARANA 

830.24 

804.36 

765.72 

893.34 

857.89 

NA 

1077.68 

843.71 

1176.94 

956.44 

1007.14 

435.33 

SARECHA 

85.08 

3644.97 

4147.65 

4005.85 

4502.15 

4573.05 

5104.80 


0.00 

NA 

0.00 

NA 

SARGAON 

63.81 

56.72 

NA 

56.72 

106.35 

2658.75 

92.17 

63.81 

3.19 



56.72 

SARLI 

NA 

2505.61 

2311.34 

1297.47 

2375.15 

NA 

2417.69 

2509.86 

NA 

2458.46 

2552.40 

2744.54 









1 

1 







1990 | 

| 1991 | 

1 1992 | 

| 1993 | 

| 1994 | 

| 1995 | 

| 1996 | 

19 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 


Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 

111.31 NA NA 99.26 85.08 85.08 85.08 92.17 127.62 99.26 92.17 85.08 92.17 92.17 127.62 







































































































































































































































































































































































































































































































































97 


Chloride, mg/I 


2000 


2001 


2002 


1998 


1999 


Location 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 


Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

PAU 

106.35 

113.44 

NA 

NA 

106.35 

113.44 

106.35 

163.07 

333.23 

141.80 

NA 

141.80 

PERU KATALA 

311.96 

230.43 

NA 

709.00 

737.36 

737.36 

808.26 

723.18 

723.18 

709.00 

NA 

893.34 

PHALSUND 

NA 

NA 

1347.10 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PHALSUND 

928.79 

914.61 

NA 

638.10 

666.46 

737.36 

496.30 

319.05 

538.84 

177.25 

248.15 

779.90 

PHEENCH 

170.16 

1481.81 

701.91 

2410.60 

2382.24 

0.00 

666.46 

723.18 

723.18 

418.31 

1375.46 

2162.45 

PHULAN 

NA 

319.05 

NA 

NA 

496.30 

NA 

652.28 

609.74 

659.37 

531.75 

NA 

638.10 

PICHOLIA 

42.54 

39.00 

39.00 

35.45 

63.81 

21.27 

42.54 

NA 

51.76 

28.36 

31.91 

14.18 

PICHYAK 

106.35 

517.57 

815.35 

843.71 

553.02 

673.55 

63.81 

716.09 

716.09 

715.74 

772.81 

NA 

PIPLAJ 

389.95 

553.02 

475.03 

NA 

709.00 

687.73 

538.84 

567.20 

453.76 

464.40 

453.76 

95.72 

PIPRALI 

1396.73 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

141.80 

NA 

127.62 

PISANGAN 

212.70 

205.61 

262.33 

241.06 

304.87 

269.42 

311.96 

233.97 

354.50 

258.79 

1098.95 

737.36 

POSAL (P) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PRITHVIPURA(P) ADP 

NA 

NA 

NA 

NA 

1772.50 

NA 

1573.98 

1719.33 

1765.41 

NA 

1432.18 

1517.26 

PUNGLIA 

148.89 

836.62 

730.27 

694.82 

779.90 

737.36 

730.27 

829.53 

829.53 

850.80 

1028.05 

758.63 

PUNJASAR 

709.00 

NA 

NA 

475.03 

496.30 

709.00 

709.00 

595.56 

496.30 

680.64 

NA 

482.12 

RABRIAWAS(P) 

NA 

NA 

NA 

2836.00 

467.94 

751.54 

1729.96 

1049.32 

652.28 

893.34 

928.79 

1035.14 

RAGUNATHPURA 

24.82 

35.45 

31.91 

85.08 

297.78 

NA 

NA 

42.54 

56.72 

85.08 

77.99 

NA 

RAILMALWARA 

226.88 

212.70 

248.15 

177.25 

191.43 

347.41 

191.43 

134.71 

134.71 

134.71 

226.88 

191.43 

RAISAR 

1361.28 

1432.18 

1474.72 

1403.82 

1205.30 

1432.18 

283.60 

1361.28 

1361.28 

1446.36 

1304.56 

1247.84 

RAJGARH 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RAJGARH 

992.60 

7267.25 

NA 

808.26 

1361.28 

1545.62 

1106.04 

1418.00 

808.26 

1559.80 

425.40 

368.68 

RAJKABERA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RAJ MATH Al 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RAJ MATH Al 

NA 

333.23 

NA 

212.70 

333.23 

382.86 

389.95 

389.95 

467.94 

212.70 

NA 

730.27 

RAJWA 

127.62 

35.45 

42.54 

127.62 

63.81 

35.45 

42.54 

49.63 

49.63 

49.63 

77.99 

70.90 

RAMA 

496.30 

517.57 

517.57 

680.64 

652.28 

723.18 

645.19 

631.01 

723.18 

723.18 

765.72 

623.92 

RAMAN IYA 

85.08 

NA 

NA 

NA 

NA 

1091.86 

92.17 

99.26 

NA 

NA 

NA 

NA 

RAMASNI 

375.77 

730.27 

861.08 

1361.28 

1659.06 

1779.59 

1800.86 

1942.66 

1942.66 

1880.98 

1871.76 

2013.56 

RAMAWAS (P) 

NA 

NA 

NA 

NA 

375.77 

248.15 

418.31 

1070.59 

478.58 

7196.35 

7302.70 

6770.95 

RAMDERIYA 

1559.80 

NA 

NA 

1559.80 

1666.15 

NA 

NA 

NA 

NA 

1283.29 

NA 

1503.08 

RAMJI KAGOL 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RAM PURA 

1035.14 

939.43 

1084.77 

NA 

212.70 

567.20 

652.28 

492.76 

638.10 

627.47 

602.65 

113.44 

RAM PURA 

652.28 

1772.50 

NA 

NA 

1006.78 

NA 

NA 

2197.90 

531.75 

NA 

NA 

1276.20 

RANGALA P/Z 

1162.76 

1176.94 

1120.22 

1205.30 

1418.00 

1233.66 

1212.39 

1276.20 

1276.20 

1318.74 

1474.72 

1375.46 

RANIDESPURA 

538.84 

595.56 

NA 

NA 

567.20 

496.30 

545.93 

NA 

666.46 

482.12 

NA 

212.70 

RANIGAON 

354.50 

368.68 

NA 

NA 

992.60 

NA 

NA 

NA 

2375.15 

389.95 

NA 

354.50 

RANSIGAON 

716.09 

808.26 

1389.64 

921.70 

864.98 

900.43 

794.08 

907.52 

907.52 

1151.06 

921.70 

1020.96 

RAROD 

716.09 

255.24 

375.77 

311.96 

829.53 

482.12 

361.59 

503.39 

404.13 

603.36 

716.09 

170.16 

RAS (P) 

NA 

NA 

NA 

NA 

1233.66 

1247.84 

0.00 

1290.38 

1056.41 

141.80 

1304.56 

1205.30 

RATANPURA 

NA 

NA 

NA 

NA 

4218.55 

NA 

3899.50 

1056.41 

2623.30 

1318.74 

NA 

425.40 

RATARIA 

340.32 

191.43 

NA 

163.07 

163.07 

148.89 

70.90 

177.25 

538.84 

141.80 

163.07 

609.74 

RATEU (P) 

NA 

NA 

NA 

1134.40 

NA 

1276.20 

NA 

1198.21 

1091.86 

808.26 

NA 

NA 

RATRI 

212.70 

NA 

NA 

NA 

NA 

241.06 

233.97 

NA 

212.70 

NA 

NA 

NA 

RAWATSAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RENIYA 

666.46 

404.13 

482.12 

NA 

503.39 

326.14 

517.57 

276.51 

276.51 

276.51 

779.90 

311.96 

RICHMALIA 

397.04 

467.94 

230.43 

NA 

280.06 

333.23 

155.98 

237.52 

NA 

386.41 

212.70 

NA 

ROOPNAGAR 

138.26 

194.98 

1134.40 

15243.50 

141.80 

99.26 

1361.28 

134.71 

77.99 

127.62 

95.72 

198.52 

RUDIA 

7664.29 

2254.62 

177.25 

170.16 

1488.90 

411.22 

893.34 

553.02 

957.15 

175.48 

170.16 

233.97 

SABARIA BERA 

744.45 

49.63 

1460.54 

1020.96 

1290.38 

1418.00 

1219.48 

1630.70 

1630.70 

1914.30 

1347.10 

1332.92 

SAI 

553.02 

1290.38 

1134.40 

1318.74 

1403.82 

1070.59 

1091.86 

1205.30 

1205.30 

1134.40 

1332.92 

1106.04 

SAJJARA 

9571.50 

0.00 

9429.70 

0.00 

9217.00 

0.00 

0.00 

NA 

NA 

NA 

NA 

NA 

SALAWAS 

921.70 

893.34 

921.70 

886.25 

794.08 

836.62 

794.08 

857.89 

857.89 

716.09 

850.80 

1141.49 

SALI 

70.90 

1559.80 

184.34 

460.85 

226.88 

786.99 

113.44 

666.46 

666.46 

553.02 

815.35 

NA 

SALODI 

2516.95 

354.50 

1864.67 

1659.06 

453.76 

1878.85 

63.81 

NA 

NA 

NA 

1914.30 

616.83 

SALWA KALLA 

1630.70 

1035.14 

1389.64 

92.17 

907.52 

NA 

999.69 

1573.98 

1573.98 

1573.98 

1666.15 

NA 

SAMBARIA 

758.63 

921.70 

716.09 

751.54 

191.43 

510.48 

85.08 

907.52 

907.52 

926.66 

964.24 

992.60 

SAMDARI 

928.79 

893.34 

NA 

NA 

1063.50 

992.60 

964.24 

935.88 

1772.50 

893.34 

NA 

765.72 

SAMRAU 

347.41 

340.32 

347.41 

368.68 

347.41 

155.98 

319.05 

354.50 

354.50 

354.50 

354.50 

340.32 

SANAU (F) 

709.00 

NA 

NA 

2942.35 

992.60 

NA 

NA 

NA 

496.30 

581.38 

NA 

425.40 

SANAU (S) 

NA 

NA 

NA 

NA 

992.60 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SANAWARA 

NA 

1949.75 

NA 

2127.00 

2162.45 

NA 

NA 

NA 

269.42 

2516.95 

NA 

2410.60 

SANAWRA 

1985.20 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SANJTA 

NA 

2056.10 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

2127.00 

NA 

NA 

SANSIYON KA BERA 

1184.03 

NA 

NA 

907.52 

1262.02 

NA 

NA 

NA 

NA 

1162.76 

NA 

NA 

SANTORA KALLA 

NA 

127.62 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

432.49 

SANTRA 

467.94 

NA 

496.30 

638.10 

726.73 

872.07 

567.20 

850.80 

538.84 

950.06 

NA 

NA 

SANWA 

999.69 

999.69 

1517.26 

833.08 

407.68 

35.45 

971.33 

439.58 

1042.23 

354.50 

343.87 

414.77 

SANWALON Kl DHANI 

964.24 

389.95 

283.60 

233.97 

389.95 

255.24 

262.33 

1063.50 

1063.50 

283.60 

297.78 

276.51 

SAR 

56.72 

262.33 

326.14 

375.77 

397.04 

460.85 

269.42 

163.07 

163.07 

49.63 

49.63 

56.72 

SARADHANA 

35.45 

35.45 

35.45 

42.54 

31.91 

28.36 

28.36 

31.91 

113.44 

28.36 

21.27 

35.45 

SARANA 

NA 

NA 

1205.30 

1191.12 

1205.30 

1169.85 

1418.00 

1772.50 

NA 

1148.58 

NA 

191.43 

SARECHA 

7231.80 

0.00 

241.06 

219.79 

7869.90 

269.42 

0.00 

184.34 

184.34 

99.26 

113.44 

NA 

SARGAON 

63.81 

74.45 

56.72 

56.72 

85.08 

70.90 

56.72 

63.81 

46.09 

70.90 

81.54 

63.81 

SARLI 

2127.00 

NA 

NA 

NA 

1006.78 

NA 

NA 

NA 

NA 

NA 

NA 

1063.50 


03_ 

Post 

Monsoon 

333.23 


Chloride, mg/I 


2004 i 

j 2005 | 

| 2006 | 

| 2007 | 

| 2008 j 

! 2009 | 

| 2010 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

191.43 

92.17 

191.43 

NA 

191.43 

311.96 

241.06 

205.61 

198.52 

0.00 

NA 

NA 

255.24 

NA 



















































































































































































































































































































































































































































































































































SATA _ 

SAU PADAMSINGH 


SETRAWA 

SEWARIA 


SHEKHALA 

SHERGARH 


SIHANIYA 

SIKARPURA 


SILOR 

SINDHARI 


SIWANA _ 

SIWARA 


SOINTRA _ 

SOLANKIYA TALA 


SOMESAR _ 

SOWANIA MALIPURA 


SURA 

SUWALIA 


THAPAN 

THOB 


VERIA _ 

Sub Basin: Mithari 


BEDANA (NAWA) P/Z 
BHUTI 


DEOTRA 

DUJANA 


KOSELAO 

MANPURA 


ROD LA 
SANDERAO 


TAKATGARH 
TAKATGARH (P) 


UMMEDPUR 


BHAGAL BHIM 
CHATWARA 


DADOKI 


_ Chloride, mg/I _ 

1984 1985 1986 1987 1988 1989 1990 1991 1992 1993 1994 1995 1996 

Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post 

Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 


_19 

Pre 

Monsoon 

779.90 


SARSARI 

2977.80 

205.61 

2906.90 

3027.43 

3190.50 

3048.70 

992.60 

2836.00 

2871.45 

2942.35 

2694.20 

2623.30 

2446.05 

2871.45 

2942.35 

3491.83 

3243.68 

3279.13 

3686.80 

3686.80 

3289.76 

3651.35 

4413.53 

4445.43 

1063.50 

4466.70 

4275.27 

SARWARI 

4356.45 

4642.18 

5799.62 

6239.20 

5175.70 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

2836.00 

1212.39 

NA 

NA 

NA 

NA 

2375.15 

4076.75 

NA 

3970.40 

3190.50 

4076.75 

2020.65 


1061.73 

na" 


1070.95 

na' 


3304.65 

na' 


2020.65 

na" 


2587.85 

na" 


2570.83 

na" 


347.41 

1091.86' 


503.39 
1134.40" 


411.22 
1205.30' 


0.00 

1235.79 ' 


510.48 
1701.60" 


460.85 
1396.73 ' 


567.20 

1162.76" 


574.29 
1134.40" 


594.50 
1098.95 " 


422.92 

131.87" 


_NA 

680.64" 


407.68 

1106.04' 


491.69 
928.79 ' 


NA 

857.89 ' 


404.13 

893.34' 


404.13 
886.25 ' 


_NA 

1262.02 ' 


411.22 
471.49 " 


411.22 
3367.75 " 


NA 

na" 


425.40 

1166.31" 


_NA 

528.21 " 


354.50 

na" 


414.77 
499.85 ' 


709.00 
2275.89 ' 


361.59 

na' 


409.80 

na' 


737.36 
1903.67 ' 


_NA 

na' 


394.20 

na" 


687.02 
1481.81" 


458.01 

na" 


479.28 

583.51' 


642.00 
2987.73 ' 


_NA 

na' 


423.63 
1097.53 ' 


779.90 

241.06' 


425.40 

631.01' 


_NA 

1091.86' 


709.00 
1644.88 " 


_NA 

1191.12" 


475.03 

1013.87" 


737.36 

na" 


439.58 
560.11 " 


418.31 
886.25 " 


262.33 
1340.01" 


425.40 

1729.96" 


432.49 
950.06' 


730.27 

1230.12' 


319.05 

1729.96' 


475.03 
694.82 ' 


_NA 

609.74' 


_NA 

1843.40 ' 


418.31 

595.56 


914.61 

1772.50 


326.14 

2268.80 


NA 

NA 

134.71 

489.21 


311.96 
2127.00 " 


1729.96 

1928.48 


453.76 

762.18' 


_NA 

1020.96 ' 


354.50 
2481.50 ' 


418.31 

0.00 


_NA 

1520.81 


_NA 

1772.50 


75.51 

na" 


433.91 
1041.52 " 


600.17 
333.23 " 


_NA 

1729.96 


386.41 

918.16 


648.74 

31.91 



382.86 

na" 


549.48 
1132.63 " 


733.82 
297.78" 


418.31 

na" 


375.77 

1035.14" 


609.74 
414.77 " 


397.04 

NA 


514.03 

1403.82 


599.11 

421.86 


538.84 

538.84 

1134.40 

1113.13 


382.86 

na" 


563.66 
1414.46 " 


723.18 
251.70 " 


425.40 

NA 


567.20 

1116.68 


716.09 

354.50 


503.39 

514.03 

1283.29 

950.06 


599.11 
2307.09 " 


612.93 
2458.81" 


714.67 
2346.79 ' 


779.90 
1368.37 ' 


794.08 
2304.25 " 


_NA 

2375.15 " 


822.44 
2396.42 ' 


850.80 
2300.00 ' 


862.14 

2310.28" 


871.36 
2446.05 ' 


633.14 
2570.83 ' 


1208.85 
2536.09 " 


545.93 
2848.76' 


482.12 

2623.30' 


524.66 

2751.63" 


638.10 
2892.72 " 


992.60 

2127.00' 


439.58 
2410.60" 


1006.78 

na" 


1162.76 
694.82 ' 


1063.50 

na' 


744.45 
2477.96 " 


TEJA Kl BERI 

NA 

TENA 

973.10 



4821.20 
81.54" 


1332.92 
992.60" 


560.11 
1063.50" 


_NA 

70.90 " 


_NA 

1031.60" 


_NA 

na" 


397.04 
107.77 ' 


1332.92 
1003.24' 


NA 

524.66' 


503.39 
53.53 ' 


1290.38 
1014.58 ' 


326.14 
77.99 ' 


439.58 
80.83 " 


NA 

822.44" 


340.32 
1120.22 " 


350.96 
27.65 ' 


NA 

581.38' 


314.09 
1075.20' 


333.59 

76.22' 


_NA 

1014.23 ' 


292.82 
47.50 ' 


291.40 
393.50" 


1400.98 

na" 


_NA 

540.26 " 


255.24 

92.17' 


2084.46 

757.21' 


389.95 
70.90' 


283.60 

99.26' 


1432.18 
1041.88 ' 


425.40 

na' 


297.78 

106.35 


1247.84 

1005.01 


453.76 

425.40 


1077.68 

801.17 

1020.96 

942.97 


_NA 

na' 


828.11 

1091.86' 


397.04 
62.75 ' 


319.05 
109.90 " 


751.54 
1020.96 " 


439.58 

42.54" 


191.43 
141.80 ' 


_NA 

1332.92 ' 


354.50 
70.90 ' 


UNDU 

NA 

UNTWALIA 

479.64 


NA 

184.34' 


1205.30 
506.94' 


NA 

808.26 

478.22 

496.30 


1264.50 

177.25 


1146.81 

744.45 

NA 

458.37 



_NA 

354.50 " 


1020.96 
489.21 " 


1134.40 
81.54' 


721.76 
475.03 ' 


964.24 

NA 

588.47 

NA 


NA 

1318.74" 


772.81 

1318.74' 


638.10 
1630.70" 


1047.19 
1065.27 " 


1361.28 
1932.03 ' 


1020.96 

1233.66' 


864.98 

1162.76" 


1304.56 
2325.52 " 


1219.48 

1942.66' 


1141.85 
1330.08 ' 


1134.40 
1559.80" 


1077.68 
935.88 " 


1020.96 
1020.96' 


1049.32 
1006.78" 


37.58 
1402.05 " 


30.84 
1416.58 " 


28.36 
1758.32 ' 


56.72 
1616.52 ' 


42.54 

1715.78" 


35.45 

1715.78' 


35.45 
2034.83 ' 


28.36 
2323.75 " 


28.36 
2233.35 " 


40.77 

1120 . 22 ' 


27.30 

1389.64' 


69.48 
1503.08" 


66.29 

1454.16" 


21.27 
1354.90' 


35.45 
1354.19 ' 


63.81 
1290.38" 


56.37 
1020.96' 


_NA 

1028.76 ' 


42.54 

1531.44" 


42.54 
1403.82 " 


42.54 
1290.38' 


63.81 
2197.90" 


1102.50 

272.97' 


1083.71 
405.55 ' 


1134.40 
173.71" 


1285.77 
640.23 " 


1276.20 
620.38' 


1262.02 
740.91' 


1176.94 

375.77" 


1481.81 

595.56" 


1460.54 

866.04' 


1606.24 

na' 


1531.44 
709.00" 


1701.60 
950.06 " 


1517.26 
808.26' 


1347.10 
854.35 " 


638.10 

1162.76 


SAWLORE 

752.25 

784.51 

731.69 

723.18 

765.72 

NA 

794.08 

701.91 

NA 

727.43 

726.73 

707.94 

354.15 

660.08 

623.92 

709.00 

645.19 

744.45 

553.02 

639.87 

638.10 

666.46 

638.10 

1347.10 

595.56 

588.47 

638.10 

SEDWA 

734.88 

777.06 

720.70 

751.54 

928.79 

NA 

687.73 

680.64 

737.36 

NA 

883.41 

743.39 

785.22 

759.34 

751.54 

737.36 

748.00 

801.17 

744.45 

740.91 

NA 

765.72 

659.37 

815.35 

744.45 

666.46 

709.00 


SHAHAPURA 

1417.29 

2648.12 

1304.56 

1332.92 

1545.62 

1552.71 

2761.56 

1634.60 

1414.46 

NA 

3637.17 

3605.97 

3518.77 

2850.54 

1545.62 

1545.62 

1318.74 

1545.62 

1715.78 

NA 

1467.63 

1439.27 

1481.81 

1559.80 

1588.16 

1722.87 

2070.28 

SHAHPURA 

1432.18 

1666.15 

NA 

1900.12 

1779.59 

NA 

1503.08 

2070.28 

391.37 

NA 

2070.28 

1403.82 

1744.14 

1049.32 

1262.02 

889.80 

2446.05 

978.42 

1694.51 

935.88 

2084.46 

974.88 

1659.06 

914.61 

1403.82 

595.56 

1715.78 


! 794.08 

NA 

241.06 

2127.00 


319.05 
2304.25 " 


_NA 

1949.75 


SINER 

NA 

116.63 

127.62 

NA 

127.62 

NA 

113.44 

163.07 

NA 

229.01 

122.30 

136.13 

102.10 

165.91 

212.70 

92.17 

177.25 

170.16 

NA 

446.67 

340.32 

170.16 

NA 

177.25 

NA 

177.25 

191.43 

SIRANA 

1916.43 

1444.23 

1488.90 

1460.54 

2197.90 

765.72 

1588.16 

765.72 

1522.22 

NA 

1542.08 

2675.06 

1978.11 

2320.20 

1247.84 

1602.34 

1573.98 

2027.74 

2594.94 

1934.51 

1304.56 

1347.10 

1503.08 

NA 

1421.55 

1630.70 

1815.04 


397.04 

na" 


531.75 
1141.49 " 


3793.15 
354.50" 


1028.05 

NA 


524.66 

1432.18 


822.44 

538.84 


SUHAWA 

269.42 

241.06 

NA 

262.33 

248.15 

262.33 

283.60 

290.69 

3.19 

152.44 

56.72 

42.54 

56.72 

134.71 

92.17 

166.62 

421.86 

212.70 

65.58 

63.81 

42.54 

53.18 

42.54 

92.17 

56.72 

205.61 

77.99 

SUMEL 

231.49 

NA 

241.06 

NA 

319.05 

NA 

319.05 

219.79 

269.42 

163.07 

217.66 

183.63 

215.18 

231.84 

304.87 

297.78 

361.59 

375.77 

361.59 

NA 

347.41 

411.22 

425.40 

418.31 

283.60 

319.05 

340.32 


666.46 
2460.23 " 


1063.50 

2481.50 


TABIJEE 

404.13 

382.86 

1077.68 

1191.12 

1148.58 

1176.94 

1254.93 

1503.08 

1659.06 

1715.78 

1559.80 

1446.36 

1885.94 

744.45 

645.19 

616.83 

1510.17 

514.03 

1623.61 

662.92 

1715.78 

921.70 

1070.59 

921.70 

510.48 

829.53 

1290.38 

TALKIYA 

NA 

NA 

NA 

NA 

198.52 

155.98 

NA 

NA 

NA 

NA 

NA 

NA 

496.66 

821.73 

659.37 

723.18 

503.39 

545.93 

418.31 

375.77 

326.14 

574.29 

574.29 

1056.41 

879.16 

921.70 

NA 



THUMBLI 

NA 

1030.53 

1360.57 

1141.49 

212.70 

NA 

1247.84 

1432.18 

NA 

1320.16 

1347.46 

1415.87 

1306.33 

1211.68 

1276.20 

1276.20 

1290.38 

1361.28 

1056.41 

1125.18 

1396.73 

1325.83 

1418.00 

1176.94 

1488.90 

NA 

1233.66 

TILORA 

63.81 

56.72 

56.72 

49.63 

53.18 

49.63 

49.63 

49.63 

49.63 

63.81 

56.72 

63.81 

404.13 

70.90 

269.42 

81.54 

63.81 

386.41 

397.04 

400.59 

411.22 

347.41 

421.86 

397.04 

198.52 

311.96 

269.42 


USTRAN 

NA 

165.20 

163.07 

170.16 

233.97 

230.43 

262.33 

208.45 

215.54 

256.30 

401.65 

233.97 

241.06 

124.08 

49.63 

49.63 

319.05 

49.63 

77.99 

57.43 

49.63 

49.63 

361.59 

226.88 

NA 

319.05 

56.72 

VARIYA 

NA 

226.88 

272.26 

248.15 

2410.60 

NA 

212.70 

290.69 

301.33 

229.01 

269.42 

1293.22 

264.10 

187.89 

141.80 

482.12 

106.35 

106.35 

425.40 

NA 

382.86 

99.26 

106.35 

99.26 

NA 

99.26 

163.07 


BABAGAON 

1061.73 

103.16 

1531.44 

1340.01 

1999.38 

772.81 

1758.32 

2027.74 

2453.14 

623.92 

1881.33 

1238.62 

2153.94 

1020.96 

822.44 

701.91 

1290.38 

914.61 

991.18 

NA 

964.24 

524.66 

652.28 

786.99 

1290.38 

794.08 

1800.86 

BALANA 

1986.62 

1953.30 

1786.68 

1843.40 

1829.22 

2183.72 

2474.41 

NA 

NA 

NA 

1075.20 

1004.30 

1028.05 

755.44 

1290.38 

1276.20 

1240.75 

992.60 

1305.27 

NA 

NA 

1077.68 

1474.72 

1573.98 

1573.98 

1205.30 

1531.44 


1020.96 
1020.96 " 


957.15 

1035.14 


BITHURA 

976.65 

NA 

999.69 

1056.41 

1006.78 

946.52 

1006.78 

946.52 

1276.20 

893.34 

907.52 

1042.23 

1148.58 

1073.78 

1020.96 

1020.96 

850.80 

992.60 

822.44 

746.58 

935.88 

1106.04 

864.98 

NA 

1035.14 

1063.50 

1035.14 

BITIYAN 

129.39 

106.35 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

230.43 

49.63 

212.70 

120.53 

244.61 

NA 

184.34 

248.15 

198.52 

191.43 

170.16 

163.07 

163.07 


GOGRA 

3335.14 

3318.12 

3403.20 

3360.66 

3296.85 

3509.55 

3899.50 

3757.70 

NA 

3474.10 

3539.33 

3062.88 

3439.36 

423.98 

1293.93 

1013.87 

1038.69 

680.64 

627.47 

NA 

1106.04 

779.90 

765.72 

1666.15 

1701.60 

950.06 

1843.40 

KAMBA 

NA 

5295.52 

NA 

1325.83 

NA 

5040.99 

NA 

5033.90 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


35.45 
1793.77 " 


155.98 

2375.15 


PADARLI 

1531.44 

1485.36 

1729.96 

1573.98 

1446.36 

NA 

1446.36 

1609.43 

NA 

NA 

NA 

NA 

NA 

1087.25 

645.19 

595.56 

581.38 

389.95 

361.59 

275.80 

531.75 

439.58 

453.76 

NA 

276.51 

333.23 

623.92 

PAWA 

309.83 

259.14 

241.06 

194.98 

184.34 

170.16 

155.98 

163.07 

155.98 

134.71 

115.57 

NA 

124.78 

244.96 

375.77 

354.50 

375.77 

553.02 

627.47 

NA 

545.93 

645.19 

588.47 

680.64 

595.56 

581.38 

560.11 


1503.08 
765.72 " 


1389.64 

439.58 


SANKHWALI 

57.78 

47.86 

49.63 

56.72 

42.54 

49.63 

42.54 

49.63 

53.88 

63.81 

127.62 

NA 

NA 

79.41 

92.17 

77.99 

113.44 

92.17 

92.17 

100.32 

99.26 

92.17 

99.26 

NA 

70.90 

85.08 

85.08 

SINDRU 

NA 

171.93 

205.61 

163.07 

141.80 

184.34 

155.98 

141.80 

170.16 

177.25 

151.02 

129.04 

68.77 

247.44 

241.06 

276.51 

180.80 

255.24 

276.16 

NA 

368.68 

304.87 

276.51 

304.87 

170.16 

248.15 

255.24 


517.57 

489.21 

NA 

241.06 



ALRI 

321.18 

460.85 

368.68 

567.20 

694.82 

723.18 

694.82 

723.18 

525.37 

NA 

514.03 

765.72 

567.20 

523.60 

581.38 

631.01 

864.98 

567.20 

744.45 

709.00 

886.25 

794.08 

815.35 

NA 

950.06 

879.16 

893.34 

BARETHA 

372.23 

409.09 

439.58 

304.87 

NA 

159.53 

NA 

159.53 

67.36 

NA 

62.39 

70.90 

49.63 

244.96 

432.49 

574.29 

482.12 

248.15 

489.21 

432.85 

354.50 

311.96 

425.40 

NA 

262.33 

191.43 

155.98 


616.12 

1113.49" 


347.06 


570.75 

1169.14" 


887.31 


NA 

1474.72 ' 


354.50 


524.66 

1361.28' 


475.03 


595.56 

1815.04" 


333.23 


581.38 

1871.76" 


315.51 


595.56 

1815.04' 


333.23 


1871.76 NA 


315.51 336.78 


NA 2605.58 


NA 125.14 


794.08 
2509.86 ' 


134.71 


411.22 
3261.40" 


248.15 


198.88 
1264.15 " 


516.86 


460.85 

1971.02' 


397.04 


567.20 

3615.90' 


418.31 


694.82 
1049.32 " 


276.51 


255.24 
1148.58 " 


297.78 


687.73 

1020.96 


326.14 


709.00 

1191.12 




723.18 

1432.18" 





NA 1176.94 


NA 347.41 


1276.20 1219.48 


233.97 170.16 
















































































































































































































































































































































































































































































































SETRAWA 

SEWARIA 


SHEKHALA 

SHERGARH 


SIHANIYA 

SIKARPURA 


SINER 

SIRANA 


SOINTRA _ 

SOLANKIYA TALA 


SUHAWA 

SUMEL 


TEJA Kl BERI 
TENA 


THUMBLI 

TILORA 


VERIA _ 

Sub Basin: Mithari 


BEDANA (NAWA) P/Z 
BHUTI 


DEOTRA 

DUJANA 


KOSELAO 

MANPURA 


ROD LA _ 

SANDERAO 


SANKHWALI 

SINDRU 


TAKATGARH 
TAKATGARH (P) 


UMMEDPUR 


Chloride, mg/I 


Chloride, mg/I 
2007 


Location 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

SARNU 

354.50 

418.31 

NA 

NA 

1049.32 

779.90 

850.80 

NA 

NA 

666.46 

NA 

762.18 

NA 

553.02 

425.40 

517.57 

NA 

517.57 

368.68 

496.30 

425.40 

496.30 

425.40 

NA 

496.30 

411.22 

NA 


SARSARI 

4431.25 

3491.83 

3350.03 

4076.75 

3474.10 

3828.60 

2169.54 

2183.72 

1432.18 

432.49 

21.27 

187.89 

2325.52 

NA 

NA 

2906.90 

17.73 

120.53 

92.17 

184.34 

453.76 

1020.96 

1871.76 

NA 

262.33 

163.07 

155.98 

SARWARI 

NA 

NA 

2056.10 

3119.60 

2375.15 

1524.35 

5140.25 

3722.25 

NA 

4183.10 

NA 

2410.60 

3722.25 

2552.40 

2587.85 

6735.50 

NA 

6735.50 

NA 

2977.80 

2765.10 

3048.70 

1276.20 

NA 

2836.00 

3403.20 

NA 


SATA 

77.99 

NA 

NA 

822.44 

340.32 

1205.30 

21.27 

70.90 

397.04 

439.58 

NA 

655.12 

397.04 

35.45 

56.72 

950.06 

NA 

950.06 

177.25 

120.53 

113.44 

489.21 

517.57 

NA 

496.30 

496.30 

NA 

SAU PADAMSINGH 

1524.35 

NA 

1134.40 

1276.20 

1871.76 

1418.00 

1276.20 

1347.10 

1276.20 

1169.85 

NA 

1134.40 

226.88 

1191.12 

1134.40 

1134.40 

NA 

1134.40 

1219.48 

290.69 

NA 

638.10 

NA 

NA 

609.74 

709.00 

NA 


SAWLORE 

638.10 

655.83 

NA 

609.74 

992.60 

NA 

NA 

NA 

581.38 

623.92 

NA 

567.20 

581.38 

623.92 

623.92 

709.00 

NA 

709.00 

NA 

595.56 

638.10 

560.11 

602.65 

NA 

581.38 

382.86 

NA 

SEDWA 

779.90 

NA 

NA 

751.54 

765.72 

765.72 

751.54 

659.37 

737.36 

652.28 

NA 

652.28 

737.36 

567.20 

709.00 

659.37 

NA 

659.37 

709.00 

623.92 

616.83 

602.65 

567.20 

NA 

581.38 

737.36 

NA 


1134.40 
574.29 " 


1084.77 

482.12' 


NA 

NA 

233.97 

148.89 


NA 

NA 

262.33 

255.24 


SHAHAPURA 

1949.75 

1708.69 

1999.38 

2084.46 

1963.93 

NA 

NA 

2481.50 

2637.48 

2339.70 

4254.00 

1389.64 

NA 

NA 

NA 

992.60 

NA 

354.50 

354.50 

NA 

92.17 

1531.44 

319.05 

NA 

NA 

NA 

NA 

SHAHPURA 

1084.77 

1609.43 

978.42 

2836.00 

1418.00 

NA 

NA 

1219.48 

872.07 

1729.96 

2672.93 

655.83 

404.13 

NA 

95.72 

517.57 

517.57 

680.64 

652.28 

116.99 

482.12 

1063.50 

NA 

NA 

NA 

NA 

290.69 


425.40 
574.29 " 


921.70 

1106.04" 


411.22 
475.03 " 


_NA 

2261.71 " 


389.95 
680.64" 


879.16 

1971.02" 


397.04 

510.48" 


NA 

2041.92 ' 


418.31 

517.57' 


822.44 

2453.14' 


418.31 
517.57" 


680.64 

2453.14" 


418.31 

772.81' 


NA 

1885.94' 


397.04 

567.20" 


850.80 

1985.20" 


446.67 
758.63 ' 


850.80 

1276.20' 


418.31 
553.02 ' 


751.54 
4076.75 ' 



_NA 

765.72 ' 


779.90 
2446.05 ' 


_NA 

794.08 


751.54 

2623.30 


NA 

NA 

942.97 

779.90 


921.70 
1247.84" 



_NA 

1006.78 " 


765.72 
2197.90 " 


SILOR 

517.57 

581.38 

NA 

NA 

531.75 

460.85 

567.20 

354.50 

510.48 

467.94 

NA 

354.50 

510.48 

723.18 

567.20 

602.65 

NA 

602.65 

950.06 

1120.22 

992.60 

1106.04 

NA 

NA 

1091.86 

1857.58 

NA 

SINDHARI 

2836.00 

NA 

NA 

NA 

2871.45 

2658.75 

2843.09 

NA 

2942.35 

2587.85 

NA 

2552.40 

2942.35 

1914.30 

3899.50 

3474.10 

NA 

3474.10 

4608.50 

3190.50 

4254.00 

560.11 

354.50 

NA 

7019.10 

709.00 

NA 


283.60 

1531.44" 


155.98 
1545.62 " 


_NA 

1934.51 


NA 

49.63 

1630.70 

1389.64 


92.17 

1531.44" 


70.90 

1148.58' 


49.63 
1900.12 ' 


70.90 
1418.00 " 


NA 

1510.17' 


49.63 
1453.45 ' 


63.81 
3190.50" 


70.90 
1134.40 " 


77.99 
2127.00 ' 


NA 

2268.80" 


77.99 
1304.56 " 


85.08 

1176.94' 


212.70 
1049.32 " 


85.08 
1063.50' 


NA 

1049.32 " 


77.99 
1148.58 " 


560.11 

1162.76" 


553.02 
1063.50' 


730.27 

1091.86' 


595.56 

1120 . 22 " 


779.90 
1106.04" 


482.12 

1106.04 


524.66 

524.66 

1120.22 

1120.22 


503.39 
1205.30" 


517.57 
1304.56' 


467.94 

1290.38" 


475.03 
1247.84" 


524.66 

1573.98' 


482.12 
1262.02 ' 


482.12 
1247.84" 


460.85 
1418.00 " 


475.03 

1389.64' 


482.12 

1276.20' 


460.85 
1325.83 " 


482.12 
1503.08 " 


453.76 

1332.92' 


439.58 

1332.92' 


542.39 

2013.56" 


828.11 
1063.50" 


1191.12 

921.70" 


1290.38 

1219.48" 


1347.10 

1219.48" 


730.27 
1006.78 " 


_NA 

1602.34" 


NA 

1091.86' 


_NA 

1006.78 " 


_NA 

1049.32 ' 


_NA 

1169.85 " 


NA 

1077.68" 


1276.20 
297.78" 


1488.90 

255.24' 


1304.56 

382.86" 


1347.10 
141.80 " 


1219.48 

212.70' 


1276.20 

226.88' 


1304.56 

47.15" 


1283.29 

226.88" 


1276.20 
347.41' 


1028.05 

553.02" 


1262.02 

411.22" 


1205.30 
428.95 ' 


1488.90 

NA" 


1488.90 
453.76 " 


1354.19 
446.67' 


1262.02 
510.48 ' 


1361.28 

556.57" 


1276.20 

581.38" 


1361.28 

517.57' 


1191.12 
283.60" 


1091.86 
290.69 " 


1063.50 
921.70" 


1006.78 
843.71' 


879.16 
1063.50" 


822.44 

1091.86" 


964.24 
1630.70" 


850.80 
1949.75 ' 


737.36 

1985.20' 


879.16 
1049.32 " 


893.34 
1737.05 ' 


822.44 
1446.36 ' 


879.16 

1531.44" 


914.61 

1191.12" 


907.52 
2268.80' 


673.55 
1524.35 " 


730.27 
1290.38' 


645.19 
1602.34 " 


407.68 

1219.48" 


553.02 
1020.96' 


77.99 
2268.80" 


177.25 
2375.15 " 


226.88 

2375.15' 


262.33 
2658.75 ' 


269.42 
2729.65 " 


389.95 
3225.95 " 


1488.90 

0 . 00 ' 


1687.42 

3474.10" 


375.77 
3084.15 " 


1169.85 
2977.80' 


1488.90 

2623.30' 


1800.86 
2410.60" 


1503.08 
2410.60 " 


1503.08 

2481.50' 


758.63 
1446.36 ' 


1155.67 

2325.52" 


1871.76 
1949.75 " 


1737.05 

1659.06' 


1857.58 
1949.75 ' 


1106.04 
2375.15 " 


1432.18 
1772.50 " 


1020.96 

2091.55' 


1432.18 
1800.86" 


1985.20 
751.54" 


184.34 

326.14" 


425.40 
141.80" 


389.95 


1006.78 
432.49 " 


70.90 
212.70 " 


567.20 
191.43 " 


432.49 


1595.25 

567.20' 


70.90 

191.43' 


538.84 

113.44' 


432.49 


1389.64 
404.13 ' 


99.26 
177.25 ' 


567.20 
184.34' 


460.85 


1432.18 
446.67" 


70.90 
212.70" 


467.94 
198.52 " 


467.94 


1460.54 
794.08 " 


92.17 
212.70" 


467.94 
191.43 " 


368.68 


1488.90 
779.90' 


70.90 

198.52' 


510.48 
184.34' 


560.11 


1308.11 
368.68 ' 


106.35 
269.42 ' 


666.46 
290.69 ' 


386.41 


1545.62 

347.41 


134.71 

163.07 


450.22 

212.70 


354.50 


1396.73 
467.94" 


1418.00 

397.04' 


85.08 

92.17 

134.71 

134.71 


1233.66 

638.10' 


120.53 
177.25 ' 


382.86 
191.43 ' 


333.23 


1297.47 
347.41" 


127.62 

233.97" 


290.69 

127.62" 


219.79 


1361.28 

219.79" 


127.62 

99.26" 


411.22 
163.07 " 


581.38 


1233.66 
290.69 ' 


99.26 

113.44' 


397.04 

155.98' 


567.20 


1233.66 

155.98' 


77.99 

99.26' 


382.86 
191.43 ' 


347.41 


1290.38 
226.88" 


70.9 

113.4 


411.22 
184.34" 


382.86 


1247.84 

92.17" 


70.90 
177.25 " 


389.95 
191.43 " 


446.67 


1219.48 
354.50' 


63.81 

241.06' 


496.30 

56.72' 


134.71 


1247.84 

226.88' 


106.35 

170.16' 


467.94 
56.72 ' 


262.33 


1184.03 

638.10 


77.99 

255.24 


425.40 

63.81 


269.42 


1091.86 
439.58 " 


77.99 
191.43 " 


1205.30 

276.51' 


70.90 

170.16' 


297.78 

297.78 

92.17 

70.90 


1091.86 

453.76 


92.17 

198.52 


283.60 

85.08 


219.79 


_NA 

1063.50 


SIWANA 

404.13 

485.67 

NA 

NA 

382.86 

354.50 

375.77 

382.86 

191.43 

148.89 

NA 

141.80 

191.43 

70.90 

70.90 

347.41 

NA 

347.41 

49.63 

56.72 

347.41 

375.77 

NA 

NA 

375.77 

85.08 

NA 

SIWARA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


418.31 
1247.84" 


SOMESAR 

751.54 

1084.77 

1418.00 

815.35 

1049.32 

744.45 

794.08 

751.54 

751.54 

1545.62 

1020.96 

1077.68 

1758.32 

772.81 

1148.58 

1503.08 

1148.58 

779.90 

638.10 

1020.96 

829.53 

1134.40 

786.99 

NA 

737.36 

794.08 

567.20 

SOWANIA MALIPURA 

347.41 

NA 

574.29 

549.48 

528.21 

687.73 

219.79 

425.40 

262.33 

141.80 

354.50 

198.52 

375.77 

NA 

276.51 

315.51 

255.24 

326.14 

148.89 

446.67 

407.68 

446.67 

NA 

NA 

NA 

NA 

255.24 


SURA 

1013.87 

NA 

NA 

NA 

723.18 

NA 

NA 

NA 

1091.86 

1382.55 

NA 

638.10 

1091.86 

666.46 

595.56 

744.45 

NA 

744.45 

907.52 

836.62 

921.70 

992.60 

921.70 

NA 

694.82 

1063.50 

NA 

SUWALIA 

673.55 

326.14 

2836.00 

2552.40 

3048.70 

2006.47 

2495.68 

2765.10 

2765.10 

2765.10 

2729.65 

2871.45 

290.69 

2424.78 

2134.09 

2623.30 

2197.90 

2268.80 

2268.80 

2800.55 

2516.95 

3367.75 

2524.04 

NA 

2339.70 

2311.34 

283.60 


TABIJEE 

631.01 

1963.93 

2375.15 

3013.25 

3279.13 

3793.15 

3474.10 

3793.15 

3458.50 

3828.60 

3757.70 

4697.13 

3899.50 

3952.68 

3456.38 

3793.15 

1779.59 

2251.08 

2353.88 

3190.50 

2169.54 

4165.38 

3970.40 

NA 

304.87 

4608.50 

2694.20 

TALKIYA 

723.18 

779.90 

609.74 

666.46 

666.46 

269.42 

879.16 

705.46 

794.08 

581.38 

609.74 

553.02 

638.10 

170.16 

127.62 

155.98 

290.69 

226.88 

205.61 

170.16 

205.61 

269.42 

255.24 

NA 

233.97 

120.53 

389.95 


TARLA 

241.06 

NA 

NA 

850.80 

212.70 

1276.20 

212.70 

248.15 

255.24 

333.23 

NA 

397.04 

255.24 

375.77 

304.87 

262.33 

NA 

262.33 

326.14 

241.06 

588.47 

595.56 

595.56 

NA 

233.97 

567.20 

NA 

TEH LA 

155.98 

138.26 

141.80 

134.71 

155.98 

NA 

NA 

368.68 

347.41 

149.60 

198.52 

120.53 

141.80 

NA 

NA 

141.80 

NA 

70.90 

85.08 

NA 

99.26 

70.90 

70.90 

NA 

NA 

85.08 

70.90 


_NA 

1091.86" 


_NA 

1148.58 


THAPAN 

283.60 

283.60 

NA 

NA 

276.51 

269.42 

262.33 

262.33 

333.23 

283.60 

NA 

319.05 

333.23 

283.60 

602.65 

368.68 

NA 

368.68 

340.32 

347.41 

326.14 

333.23 

326.14 

NA 

319.05 

269.42 

NA 

THOB 

42.54 

NA 

NA 

602.65 

113.44 

928.79 

70.90 

992.60 

85.08 

113.44 

NA 

588.47 

439.58 

680.64 

49.63 

928.79 

NA 

928.79 

42.54 

368.68 

304.87 

411.22 

170.16 

NA 

248.15 

1290.38 

NA 


1223.03 
524.66 " 


TIMBRI 

319.05 

319.05 

184.34 

262.33 

283.60 

269.42 

241.06 

276.51 

276.51 

248.15 

NA 

354.50 

269.42 

248.15 

248.15 

368.68 

77.99 

49.63 

NA 

262.33 

269.42 

375.77 

276.51 

NA 

276.51 

NA 

1233.66 

UNDKA 

127.62 

NA 

NA 

106.35 

1035.14 

NA 

NA 

NA 

134.71 

77.99 

NA 

120.53 

134.71 

42.54 

NA 

NA 

NA 

NA 

177.25 

99.26 

92.17 

106.35 

99.26 

NA 

127.62 

106.35 

NA 


UNDU 

992.60 

723.18 

NA 

NA 

4963.00 

942.97 

1049.32 

709.00 

850.80 

NA 

NA 

850.80 

850.80 

1191.12 

581.38 

829.53 

NA 

829.53 

921.70 

978.42 

978.42 

1035.14 

921.70 

NA 

744.45 

1332.92 

NA 

UNTWALIA 

496.30 

482.12 

439.58 

446.67 

354.50 

425.40 

418.31 

425.40 

425.40 

425.40 

NA 

397.04 

404.13 

397.04 

397.04 

397.04 

404.13 

411.22 

382.86 

290.69 

NA 

NA 

NA 

NA 

NA 

NA 

382.86 


USTRAN 

836.62 

1120.22 

496.30 

687.73 

723.18 

744.45 

758.63 

957.15 

99.26 

891.21 

1063.50 

723.18 

1063.50 

751.54 

106.35 

NA 

106.35 

957.15 

999.69 

1020.96 

1205.30 

911.07 

893.34 

NA 

957.15 

177.25 

233.97 

VARIYA 

567.20 

NA 

354.50 

283.60 

496.30 

475.03 

311.96 

439.58 

439.58 

425.40 

NA 

709.00 

340.32 

389.95 

368.68 

680.64 

NA 

680.64 

730.27 

467.94 

467.94 

517.57 

517.57 

NA 

935.88 

205.61 

NA 


BABAGAON 

850.80 

1418.00 

1701.60 

2197.90 

1290.38 

2304.25 

921.70 

2375.15 

510.48 

496.30 

2481.50 

2623.30 

1219.48 

1559.80 

1481.81 

2197.90 

212.70 

2127.00 

1120.22 

42.54 

723.18 

1843.40 

1446.36 

NA 

212.70 

63.81 

49.63 

BALANA 

1205.30 

1559.80 

1666.15 

1432.18 

850.80 

1616.52 

1290.38 

1198.21 

935.88 

1091.86 

1063.50 

1091.86 

751.54 

1134.40 

907.52 

1162.76 

907.52 

1077.68 

822.44 

1425.09 

1304.56 

1162.76 

1361.28 

NA 

1049.32 

1247.84 

638.10 


645.19 
2162.45 " 


BITHURA 

1148.58 

1219.48 

1233.66 

1410.91 

1162.76 

1418.00 

1744.14 

2098.64 

1552.71 

2268.80 

1878.85 

2729.65 

2304.25 

2233.35 

2162.45 

2800.55 

2368.06 

3545.00 

3545.00 

0.00 

3793.15 

226.88 

3686.80 

NA 

4147.65 

3155.05 

3048.70 

BITIYAN 

155.98 

177.25 

163.07 

191.43 

NA 

212.70 

219.79 

262.33 

191.43 

205.61 

233.97 

262.33 

198.52 

241.06 

134.71 

163.07 

233.97 

127.62 

120.53 

219.79 

141.80 

148.89 

255.24 

NA 

155.98 

226.88 

212.70 


GOGRA 

1020.96 

1878.85 

1701.60 

2233.35 

2197.90 

2162.45 

1758.32 

833.08 

418.31 

248.15 

496.30 

1106.04 

262.33 

212.70 

482.12 

1091.86 

170.16 

205.61 

170.16 

1531.44 

1673.24 

99.26 

85.08 

NA 

141.80 

716.09 

425.40 

KAMBA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

198.52 

879.16 

NA 

1829.22 

1701.60 

2580.76 

127.62 

255.24 

191.43 

2197.90 

1006.78 

NA 

1630.70 

2127.00 

808.26 


1418.00 
1772.50" 


1659.06 

1701.60 


PADARLI 

581.38 

205.61 

205.61 

475.03 

269.42 

531.75 

418.31 

701.91 

389.95 

411.22 

375.77 

964.24 

155.98 

290.69 

248.15 

879.16 

560.11 

864.98 

248.15 

255.24 

184.34 

233.97 

276.51 

NA 

475.03 

701.91 

645.19 

PAWA 

694.82 

638.10 

574.29 

531.75 

496.30 

475.03 

425.40 

467.94 

467.94 

411.22 

397.04 

319.05 

425.40 

425.40 

439.58 

1332.92 

992.60 

1290.38 

553.02 

524.66 

524.66 

432.49 

446.67 

NA 

389.95 

283.60 

779.90 


1063.50 
439.58 " 


1020.96 

283.60 


70.90 

63.81 

191.43 

127.62 


ALRI 

950.06 

205.61 

205.61 

233.97 

935.88 

694.82 

255.24 

311.96 

326.14 

276.51 

645.19 

319.05 

638.10 

354.50 

347.41 

368.68 

361.59 

361.59 

347.41 

361.59 

368.68 

404.13 

659.37 

NA 

340.32 

340.32 

326.14 

BARETHA 

191.43 

127.62 

127.62 

NA 

92.17 

77.99 

70.90 

85.08 

163.07 

49.63 

233.97 

35.45 

56.72 

35.45 

28.36 

70.90 

35.45 

42.54 

106.35 

53.18 

35.45 

255.24 

63.81 

NA 

70.90 

88.63 

35.45 


BHAGAL BHIM 
CHATWARA 


DADOKI 


638.10 
1262.02 " 


92.17 


1042.23 
1630.70 " 


77.99 


886.25 
1630.70' 


119.11 


638.10 
1758.32 ' 


184.34 


439.58 

1949.75 


NA 


106.35 

1800.86 





124.08 
2084.46 ' 


336.78 


163.07 
2127.00" 


262.33 


269.42 
1347.10" 


255.24 


1254.93 
1495.99 ' 


333.23 


879.16 

1985.20' 


170.16 


120.53 
3013.25 " 


70.90 


921.70 
2339.70 " 


63.81 


2020.65 

2297.16' 


170.16 


723.18 
2091.55 ' 


148.89 


680.64 

2141.18" 


35.45 


680.64 
2127.00 " 


127.62 


666.46 
3367.75 ' 


63.81 


609.74 
2127.00 ' 


248.15 


602.65 

1701.60 


262.33 



NA 935.88 


NA 163.07 


765.72 
1063.50" 


425.40 


475.03 

1169.85 


49.63 
























































































































































































































































































































































































































































































































DHANWARA 


GOLWARA 

JERAN 


KAGMALA P/Z 
KARDA 


MEDA _ 

NIMBAWAS (P/Z) 


PHAGOTRA 

PUNASA 


Sub Basin: Sukri 

ARET Kl BHAGAL 


BANKLI 

BHADRAJUN 


BIJOWA 

CHANOD 


DEOLI PABUJI 
DHINGANA 


GHANA-1 

GUDAENDLA 


GURDAI 

HEMAWAS 


KANOLA 

KENPURA 


MANIHARI 

NIPAL 


ROOPAWAS _ 

RUND-MAL-KI DHANI 


Sub Basin: Sukri (Sayla) 

ANKHOL 


BORTA _ 

CHORAU 


CHORAU T/W _ 

DAS PA P/Z 


DETA KALLA _ 

GOLIA(DETTA KHURD) 


HARMU 


_ Chloride, mg/I _ 

1984 1985 1986 1987 1988 1989 1990 1991 1992 1993 1994 1995 1996 

Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post 

Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 


_19 

Pre 

Monsoon 

NA 


DUNGARWA 

1091.86 

NA 

599.11 

709.00 

588.47 

NA 

588.47 

932.34 

1239.33 

NA 

2157.84 

2572.61 

2836.00 

1085.83 

694.82 

NA 

723.18 

524.66 

595.56 

439.23 

375.77 

248.15 

269.42 

NA 

155.98 

1049.32 

1120.22 

FATEHPUR 

68.77 

65.23 

63.81 

56.72 

NA 

NA 

63.81 

56.72 

107.77 

NA 

118.05 

138.96 

134.71 

158.82 

163.07 

148.89 

163.07 

155.98 

148.89 

150.66 

163.07 

155.98 

155.98 

NA 

148.89 

170.16 

170.16 


_NA 

1304.56 ' 


1188.64 

na" 


758.63 
1630.70" 


276.51 
1659.06 ' 


276.51 

1276.20' 


332.52 

1242.17" 


368.68 
1914.30" 


KARLU 

36.16 

KEBLA 

64.52 



! 950.06 

42.54 

85.08 

85.08 


49.99 

56.72 

! 75.15 

77.99 


1946.56 
78.35 ' 


1987.68 
75.51' 


1049.32 
99.26 ' 


NA 

NA 

81.54 

121.24 


PURAN 

NA 

RAJPURA 

29.07 


9.63 

53 

9.63 

35 


31.91 

53 

35.45 

35 


74.14 

26.9 

35.45 

20.2 


42.54 

63.8 

35.45 

42.5 


207.74 

219.79 

79.41 

70.90 


1677.85 
426.11 " 


1559.80 
425.40' 


1542.08 

na' 


2183.72 
386.41" 


4679.40 
428.95 " 


2183.72 
386.41' 


4679.40 
428.95 ' 


1453.45 

382.86" 


1644.88 
439.58 " 


1644.88 

439.58' 


2056.45 
488.15 ' 


1701.60 
439.58" 


2234.41 
494.88 " 


1804.41 

595.56' 


3403.20 
524.66 ' 


2325.52 
446.67" 


2456.69 
467.94" 


2836.00 
560.11' 


3231.27 

520.76' 


2396.42 
460.85 ' 


3084.15 
574.29 ' 


2446.05 
425.40" 


2141.18 

319.05' 


123.72 
7908.90 ' 


198.52 

11645.33 


155.98 
10599.55 ' 


163.07 
13471.00" 


226.88 
7976.25 ' 


212.70 

13812.38" 


233.97 
13860.95 ' 


212.70 
6097.40 ' 


241.06 
18434.00" 


177.25 
9677.85 ' 


NA 

1449.91" 


_NA 

2001.15 " 


NA 

1729.96" 


311.96 
2339.70" 


NA 

2410.60' 


_NA 

2343.25 ' 


NA 

2623.30" 


NA 

2438.96' 


_NA 

1047.90 ' 


NA 

1318.74' 


_NA 

2127.00 ' 


NA 

2825.37" 


262.33 

1317.68' 


177.25 
2977.80" 


177.25 

1318.74" 


205.61 
2304.25 ' 


219.79 

1985.20' 


NA 

6125.76" 


2750.92 
5845.71" 


2311.34 

na' 


3048.70 

na' 


2913.99 

na' 


2323.75 

na" 


2509.86 

na' 


2242.21 

na' 


2519.08 

na' 


NA 

1091.86" 


_NA 

1212.39" 


NA 

1262.02 " 


2650.24 

255.24' 


2871.45 

397.04" 


2906.90 
808.26 " 


_NA 

1106.04' 


2587.85 

1148.58" 


2075.95 
255.60 " 


JAWALI 

173.71 

JUNI ENDLA 

705.10 


2688.53 

1967.12" 


1911.82 
725.31" 


196.04 
780.26 " 


2592.10 
1657.29 " 


2339.70 

na' 


255.24 
1602.34' 


2836.00 

na' 


2197.90 

na' 


241.06 

na' 


2197.90 

na' 


2233.35 

na" 


191.43 
4041.30" 


NA 

na" 


2127.00 

na" 


163.07 
1900.12 " 


_NA 

na" 


2481.50 

na' 


184.34 

1517.26' 


3261.40 

na' 


2339.70 

na' 


177.25 
2410.60 " 


3367.75 

na" 


2481.50 

NA 


219.79 

3686.80 


_NA 

NA 


2162.45 

na' 


2178.05 

na" 


77.99 

176.90 

1375.46 

1170.56 


4076.75 

na" 


2246.11 

na' 


102.10 
1742.37 ' 


3439.36 

na' 


3335.49 

na" 


180.09 
2006.47" 


241.06 

na" 


2587.85 

na" 


82.95 
2055.04" 


251.70 

na" 


5104.80 

1347.10' 


205.61 

1907.21' 


241.06 

2290.07' 


4963.00 
765.72 ' 


1347.10 
1524.35 ' 


219.79 
1793.77 ' 


4360.35 
1106.04 " 


319.05 
4218.55 " 


198.52 
2552.40" 


3828.60 

382.86" 


120.53 
1758.32 " 


694.82 

2382.24" 


4183.10 
432.49 ' 


283.60 

1233.66' 


233.97 
2478.31' 


4342.63 
63.81' 


_NA 

1148.58 ' 


213.41 

na' 


0.00 

184.34 


347.41 

1361.28 


163.07 

2304.25 


3403.20 

751.54" 


3509.55 
63.81' 


226.88 

319.05 

779.90 

737.36 


163.07 
1758.32 " 


NA 

2162.45' 


3615.90 
467.94' 


198.52 

893.34' 


_NA 

1807.95 " 


1342.49 

115.57' 


RAMASIA 

864.27 

RANI GAON 

132.58 


NA 

2702.00' 


900.79 
92.88 " 


_NA 

134.00 " 


4023.22 
2407.06 " 


1332.92 

63.81 


_NA 

163.07 


4041.30 

NA 


1233.66 
63.81" 


1758.32 
49.63 ' 


NA 

NA 

301.33 

155.98 


_NA 

1992.29 " 


1850.49 
127.62 " 


_NA 

113.44" 


255.24 

na" 


1871.76 

56.72' 


NA 

170.16' 


NA 

2375.15" 


1956.84 

92.17" 


_NA 

148.89 ' 


_NA 

2176.63 ' 


2339.70 
56.72 " 


NA 

269.42 " 


NA 

1919.62" 


1956.84 
141.80 " 


_NA 

170.16" 


_NA 

na" 


2144.02 

122.30' 


NA 

129.04' 


NA 

2155.36' 


2109.98 

136.13' 


_NA 

571.45 ' 


_NA 

2258.17' 


2200.74 

97.13 


_NA 

305.58 


_NA 

2127.00 


2861.88 
490.63 " 


2410.60 

361.59' 


NA 

2694.20 

171.93 

241.06 


_NA 

2488.95 " 


588.47 

3190.50" 


35.45 
283.60 " 


2197.90 
191.43 " 


63.81 
3296.85 " 


1885.94 
198.52 " 


1914.30 
226.88" 


1900.12 
3020.34" 


2098.64 
404.13 " 


4183.10 

255.24" 


191.43 

na" 


1857.58 

319.05' 


1630.70 

248.15' 


311.96 
3864.05 ' 


1900.12 

na' 


1722.87 

na' 


645.19 
3294.01' 


1666.15 

170.16" 


1311.65 

248.15" 


2375.15 
3509.55 " 


1786.68 
212.70 " 


2197.90 

219.79" 


1148.58 

3615.90" 


2127.00 

127.62' 


1091.86 

241.06' 


340.32 
3509.55 ' 


1807.95 

233.97' 


1311.65 
184.34' 


751.54 

na' 


2091.55 
177.25 " 


822.44 
255.24" 


1389.64 

na" 


NA 13293.75 


3145.83 

213.06" 


NA 

na" 


NA 

264.10" 


564.01 


3455.67 

223.34" 


_NA 

na" 


_NA 

285.37 " 


457.31 


3899.50 

na' 


NA 

na' 


NA 

283.60' 


531.75 


3545.00 

233.97' 


_NA 

na' 


_NA 

269.42 ' 


609.74 


3899.50 

NA 


_NA 

NA 


_NA 

368.68 


567.20 


3899.50 

241.06' 


2410.60 

na" 


NA 

NA 

NA 

NA 



3828.60 

216.25 


_NA 

NA 


_NA 

397.04 


549.48 


2417.69 
238.58 " 


_NA 

na" 


_NA 

345.99 " 


386.05 


2800.55 

283.60 


_NA 

NA 


_NA 

347.41 


205.61 


2339.70 

276.51' 


1786.68 

297.78" 


NA 

NA 

NA 

NA 



2311.34 
340.32 " 


_NA 

na" 


_NA 

389.95 " 


163.07 


2311.34 

333.23' 


276.51 
1141.49 ' 


NA 

361.59' 


120.53 


1769.31 

319.76' 


269.42 
1097.89 ' 


_NA 

363.72 ' 


112.73 


2722.56 
319.05 " 


NA 

na" 


NA 

375.77" 


148.89 


2906.90 
382.86 " 


_NA 

na" 


_NA 

375.77 " 


184.34 


2516.95 

NA 


326.14 

NA 


_NA 

361.59 


723.18 


2268.80 
382.86" 


NA 

na" 


NA 

368.68" 


241.06 



2446.05 

411.22 


NA 

NA 


NA 

375.77 




170.16 

1942.66 


JHUNJHANI 

54.24 

41.12 

106.35 

99.26 

NA 

NA 

155.98 

400.59 

1185.45 

NA 

333.59 

145.70 

155.98 

39.70 

85.08 

77.99 

134.71 

106.35 

113.44 

75.15 

191.43 

77.99 

241.06 

NA 

815.35 

978.42 

NA 

JODHAWAS 

NA 

NA 

NA 

NA 

1673.24 

1630.70 

NA 

NA 

NA 

NA 

NA 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


_NA 

1035.14 


70.90 

85.08 


KORKA 

NA 

NA 

1510.17 

2063.19 

595.56 

2155.36 

595.56 

2155.36 

942.97 

NA 

2674.70 

1389.64 

609.74 

66.29 

92.17 

148.89 

148.89 

106.35 

233.97 

225.82 

241.06 

290.69 

311.96 

NA 

347.41 

255.24 

460.85 

LAKHAWAS 

108.48 

75.51 

92.17 

95.72 

92.17 

116.99 

92.17 

116.99 

107.77 

NA 

NA 

28.36 

49.63 

258.43 

134.71 

141.80 

141.80 

120.53 

92.17 

93.94 

99.26 

85.08 

88.63 

NA 

77.99 

92.17 

92.17 


PANSERI 

18.08 

20.56 

21.27 

17.73 

42.54 

28.36 

42.54 

28.36 

26.94 

NA 

20.92 

7.09 

21.27 

59.56 

35.45 

35.45 

42.54 

35.45 

56.72 

37.58 

35.45 

28.36 

56.72 

NA 


28.36 

28.36 

PAOLI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

62.39 

NA 

NA 

NA 

92.17 

85.08 

1290.38 

127.62 

991.18 

134.71 

1276.20 

113.44 

NA 

sEElM 

70.90 

63.81 



141.80 

113.44 

56.72 

35.45 


ROOPSI 

1120.93 

704.75 

1155.67 

967.79 

NA 

NA 

1056.41 

847.26 

NA 

NA 

NA 

187.53 

NA 

645.19 

765.72 

567.20 

918.16 

1120.22 

992.60 

966.01 

205.61 

290.69 

326.14 

NA 

723.18 

815.35 

872.07 

SILASON 

NA 

130.46 

92.17 

63.81 

NA 

60.27 

85.08 

60.27 

67.36 

NA 

104.22 

95.01 

113.44 

317.99 

226.88 

155.98 

155.98 

326.14 

212.70 

257.37 

177.25 

340.32 

NA 

NA 

127.62 

155.98 

141.80 


VANDHAR 

339.61 

460.85 

297.78 

283.60 

212.70 

170.16 

212.70 

170.16 

NA 

NA 

138.96 

313.02 

623.92 

1100.37 

1063.50 

1063.50 

1233.66 

1347.10 

NA 

NA 

1559.80 

2410.60 

2020.65 

NA 

2098.64 

2339.70 

233.97 

VARA BHOJAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

56.72 

49.63 

49.63 

NA 

49.63 

125.49 

70.90 

42.54 

56.72 

NA 

70.90 

63.81 

56.72 


BADGAORA 

NA 

NA 

737.36 

545.93 

1418.00 

730.27 

1247.84 

1063.50 

1432.18 

879.16 

1494.57 

762.18 

NA 

523.60 

1233.66 

99.26 

1247.84 

460.85 

1773.92 

NA 

1999.38 

1318.74 

2339.70 

1403.82 

2297.16 

524.66 

2155.36 

BALRAI 

NA 

NA 

NA 

113.44 

NA 

964.24 

248.15 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


2268.80 
439.58 " 


1403.82 

333.23 


BHAGWANPURA 

23.75 

17.02 

163.07 

NA 

81.54 

21.27 

77.99 

14.18 

127.62 

28.36 

54.24 

20.21 

48.57 

26.59 

35.45 

14.18 

113.44 

28.36 

106.35 

NA 

70.90 

28.36 

56.72 

56.72 

49.63 

56.72 

77.99 

BHANWARI 

3933.89 

3851.29 

6381.00 

5530.20 

5955.60 

5175.70 

4821.20 

4963.00 

5388.40 

6274.65 

8337.84 

8576.06 

9078.04 

4308.95 

4431.25 

3970.40 

4573.05 

3545.00 

3048.70 

3190.50 

3722.25 

3013.25 

3013.25 

3190.50 

3438.65 

3190.50 

NA 


92.17 
7940.80" 


574.29 

9429.70 


DAYALPURA. 

2926.75 

2682.15 

3119.60 

3261.40 

3545.00 

NA 

3403.20 

3403.20 

3615.90 

1368.37 

1524.35 

2246.11 

NA 

232.20 

3651.35 

815.35 

864.98 

1091.86 

3615.90 

NA 

3190.50 

3367.75 

3509.55 

3686.80 

NA 

3934.95 

NA 

DENDA 

197.46 

182.21 

191.43 

148.89 

138.26 

56.72 

106.35 

155.98 

63.81 

92.17 

88.27 

96.42 

68.77 

388.89 

297.78 

205.61 

170.16 

340.32 

198.52 

85.08 

127.62 

70.90 

56.72 

85.08 

184.34 

56.72 

NA 


141.80 

1162.76" 


269.42 

2942.35 


DHOLA 

187.18 

178.67 

191.43 

255.24 

163.07 

209.16 

155.98 

134.71 

141.80 

198.52 

190.72 

262.33 

201.36 

271.55 

262.33 

297.78 

297.78 

432.49 

470.42 

NA 

879.16 

42.54 

1332.92 

1758.32 

1928.48 

2623.30 

2906.90 

DIRRI 

2940.22 

3060.40 

3332.30 

NA 

3268.49 

NA 

3828.60 

3615.90 

3403.20 

3651.35 

3811.58 

22081.10 

3438.65 

2111.05 

3190.50 

3509.55 

3133.78 

3651.35 

3013.25 

3112.51 

3403.20 

2942.35 

3261.40 

3084.15 

3190.50 

2729.65 

NA 


_NA 

1077.68 " 


GUDA PRATAPSINGH 

404.84 

395.27 

425.40 

NA 

443.13 

460.85 

496.30 

389.95 

411.22 

233.97 

313.02 

210.93 

247.44 

231.84 

255.24 

1 

34.71 

70.90 

290.69 

269.42 

262.33 

276.51 

304.87 

269.42 

333.23 

301.33 

262.33 

NA 

GUNDOJ 

34.03 

41.12 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

503.39 


49.63 

56.72 

49.63 

56.72 

35.45 

56.72 

56.72 

56.72 

42.54 

63.81 

28.36 

NA 


2871.45 
212.70 " 


226.88 

269.42 

553.02 

NA 


233.97 

1900.12 


KULTHANA(P) 

370.81 

326.50 

602.65 

NA 

666.46 

NA 

453.76 

404.13 

872.07 

248.15 

231.13 

NA 

319.41 

364.43 

489.21 

446.67 

588.47 

645.19 

723.89 

NA 

921.70 

964.24 

964.24 

NA 

NA 

NA 

NA 

MADRI 

1225.15 

1306.69 

978.42 

1035.14 

1162.76 

921.70 

1269.11 

992.60 

1247.84 

864.98 

1372.62 

1416.23 

1379.71 

1216.29 

1382.55 

1276.20 

1304.56 

779.90 

1524.35 

1389.64 

1311.65 

850.80 

1524.35 

1418.00 

1772.50 

1205.30 

NA 


2339.70 

219.79" 


1063.50 
248.15 " 


482.12 
3686.80" 


_NA 

141.80 


_NA 

382.86 


_NA 

4076.75 


SADRIYA 

1129.79 

NA 

NA 

NA 

524.66 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

154.56 

652.28 

368.68 

694.82 

205.61 

893.34 

NA 

935.88 

326.14 

872.07 

588.47 

864.98 

467.94 

510.48 

SOMESAR 

180.44 

NA 

NA 

NA 

659.37 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

304.87 

219.79 

297.78 

205.61 

290.69 

NA 

333.23 

191.43 

319.05 

255.24 

319.05 

226.88 

304.87 


VARKANA 

74.80 

106.35 

155.98 

283.60 

223.34 

145.35 

145.35 

92.17 

138.26 

77.99 

108.83 

74.80 

145.70 

298.14 

163.07 

92.17 

198.52 

226.88 

191.43 

NA 

340.32 

191.43 

170.16 

148.89 

85.08 

92.17 

85.08 

VAYAD 

NA 

2407.06 

3970.40 

2357.43 

602.65 

3615.90 

272.26 

2977.80 

3332.30 

3644.26 

3641.42 

408.38 

722.47 

497.36 

510.48 

553.02 

825.99 

694.82 

526.79 

NA 

581.38 

779.90 

517.57 

652.28 

482.12 

602.65 

1219.48 


BAGAWAS 

1476.85 

1485.36 

NA 

1488.90 

1503.08 

1460.54 

1503.08 

1460.54 

NA 

NA 

NA 

1701.60 

1687.42 

1506.98 

NA 

1715.78 

2056.10 

2438.96 

2027.74 

1945.14 

2197.90 

1914.30 

2127.00 

NA 

1729.96 

1772.50 

1800.86 

BISALA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

740.91 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

92.17 

NA 












































































































































































































































































































































































































































































































KAGMALA P/Z 
KARDA 


KARLU _ 

KEBLA 


Sub Basin: Sukri 

ARET Kl BHAGAL 


BANKLI 

BHADRAJUN 


BIJOWA 

CHANOD 


DEOLI PABUJI 
DHINGANA 


GHANA-1 

GUDAENDLA 


GURDAI 

HEMAWAS 


KANOLA 

KENPURA 


MANIHARI 

NIPAL 


ROOPAWAS _ 

RUND-MAL-KI DHANI 


SADRIYA _ 

SOMESAR 


Sub Basin: Sukri (Sayla) 

ANKHOL 


BORTA 

CHORAU 


Chloride, mg/I 


Chloride, mg/I 
2007 


Location 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

DHANWARA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


DUNGARWA 

1219.48 

510.48 

567.20 

1432.18 

1985.20 

NA 

1871.76 

1829.22 

1985.20 

2623.30 

2623.30 

3332.30 

1914.30 

1432.18 

1715.78 

1878.85 

1815.04 

1786.68 

1985.20 

1786.68 

1843.40 

1843.40 

1701.60 

NA 

2098.64 

1708.69 

2481.50 

FATEHPUR 

141.80 

170.16 

170.16 

163.07 

NA 

141.80 

56.72 

127.62 

163.07 

177.25 

134.71 

198.52 

205.61 

184.34 

155.98 

205.61 

233.97 

255.24 

255.24 

269.42 

283.60 

92.17 

304.87 

NA 

92.17 

81.54 

92.17 


GOLWARA 

49.63 

177.25 

177.25 

77.99 

63.81 

205.61 

56.72 

198.52 

226.88 

163.07 

170.16 

155.98 

205.61 

269.42 

233.97 

248.15 

233.97 

255.24 

262.33 

340.32 

290.69 

297.78 

297.78 

NA 

304.87 

255.24 

283.60 

JERAN 

2339.70 

127.62 

2446.05 

1588.16 

1304.56 

1446.36 

1375.46 

1637.79 

1410.91 

1985.20 

1772.50 

794.08 

836.62 

779.90 

836.62 

978.42 

879.16 

992.60 

978.42 

1063.50 

822.44 

NA 

NA 

NA 

1659.06 

NA 

1077.68 


JHUNJHANI 

864.98 

709.00 

638.10 

723.18 

836.62 

794.08 

553.02 

574.29 

404.13 

347.41 

1276.20 

141.80 

163.07 

127.62 

148.89 

170.16 

219.79 

680.64 

1148.58 

666.46 

864.98 

779.90 

779.90 

NA 

758.63 

879.16 

992.60 

JODHAWAS 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


NA 

1091.86" 


_NA 

1524.35 " 


NA 

1524.35 " 


92.17 

92.17 

70.90 

77.99 


_NA 

1162.76" 


06.35 
77.99 " 


NA 

1985.20" 


99.26 
77.99 " 


_NA 

1999.38 " 


92.17 
70.90 " 


NA 

1191.12" 


120.53 

99.26" 


_NA 

1588.16" 


99.26 
70.90 " 


_NA 

1205.30 


106.35 

70.90 


_NA 

1247.84" 


99.26 

99.26 

| 70.90 

77.99 


_NA 

1332.92 


141.80 

63.81 


NA 

NA 

233.97 

1332.92 


_NA 

1375.46 " 


77.99 
85.08 " 


_NA 

1418.00 


113.44 

92.17 


NA 

NA 

1510.17 

1701.60 


_NA 

1510.17" 


141.80 
106.35 " 


_NA 

1446.36 


120.53 

85.08 


NA 

NA 

2020.65 

1559.80 


_NA 

1446.36 


134.71 

92.17 


NA 

NA 

1503.08 

1488.90 


KORKA 

524.66 

1020.96 

1020.96 

510.48 

1010.33 

538.84 

219.79 

262.33 

319.05 

290.69 

276.51 

290.69 

283.60 

354.50 

460.85 

NA 

964.24 

1084.77 

1077.68 

1091.86 

1120.22 

1063.50 

1035.14 

NA 

1077.68 

1588.16 

1595.25 

LAKHAWAS 

77.99 

92.17 

93.94 

NA 

99.26 

148.89 

134.71 

99.26 

53.18 

1176.94 

92.17 

2481.50 

127.62 

120.53 

127.62 

219.79 

184.34 

163.07 

347.41 

134.71 

99.26 

99.26 

99.26 

NA 

120.53 

NA 

NA 


MEDA 

134.71 

141.80 

144.28 

127.62 

99.26 

92.17 

85.08 

70.90 

70.90 

63.81 


56.72 

92.17 

70.90 

70.90 

56.72 

70.90 

92.17 

255.24 

163.07 

148.89 

92.17 

290.69 

NA 

99.26 

184.34 

241.06 

NIMBAWAS (P/Z) 

127.62 

205.61 

0.00 

212.70 

92.17 

127.62 

177.25 

77.99 

170.16 

85.08 


141.80 

163.07 

120.53 

134.71 

148.89 

226.88 

283.60 

212.70 

276.51 

297.78 

NA 

NA 

NA 

NA 

NA 

389.95 

PANSERI 

35.45 

53.18 

53.18 

35.45 

28.36 

21.27 

21.27 

21.27 

28.36 

21.27 

28.36 

28.36 

28.36 

35.45 

56.72 

35.45 

42.54 

35.45 

35.45 

35.45 

28.36 

28.36 

35.45 

NA 

35.45 

35.45 

56.72 

PAOLI 

NA 

70.90 

539.55 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


PHAGOTRA 

723.18 

723.18 

694.82 

751.54 

709.00 

177.25 

567.20 

262.33 

609.74 

567.20 

581.38 

545.93 

545.93 

524.66 

517.57 

453.76 

475.03 

538.84 

425.40 

411.22 

354.50 

397.04 

467.94 

NA 

425.40 

489.21 

453.76 

PUNASA 

290.69 

276.51 

290.69 

304.87 

319.05 

233.97 

241.06 

219.79 

226.88 

248.15 

276.51 

283.60 

297.78 

361.59 

418.31 

375.77 

319.05 

283.60 

297.78 

276.51 

326.14 

283.60 

297.78 

NA 

616.83 

460.85 

652.28 


PURAN 

148.89 

120.53 

120.53 

120.53 

92.17 

85.08 

92.17 

127.62 

106.35 

155.98 

NA 

35.45 

184.34 

226.88 

226.88 

35.45 

248.15 

155.98 

297.78 

638.10 

46.09 

63.81 

28.36 

NA 


42.54 

49.63 

RAJPURA 

56.72 

42.54 

42.54 

49.63 

63.81 

35.45 

56.72 

56.72 

92.17 

56.72 

170.16 

49.63 

92.17 

70.90 

70.90 

49.63 

56.72 

99.26 

70.90 

63.81 

70.90 

63.81 

56.72 

NA 


70.90 

70.90 

ROOPSI 

765.72 

2339.70 

966.01 

333.23 

453.76 

397.04 

340.32 

506.94 

347.41 

496.30 

368.68 

453.76 

21.27 

588.47 

567.20 

574.29 

347.41 

545.93 

375.77 

35.45 

63.81 

794.08 

864.98 

NA 

680.64 

581.38 

411.22 

SILASON 

219.79 

127.62 

257.37 

141.80 

127.62 

127.62 

113.44 

113.44 

124.08 

134.71 

1176.94 

63.81 

170.16 

148.89 

120.53 

170.16 

134.71 

141.80 

538.84 

241.06 

241.06 

155.98 

184.34 

NA 

155.98 

205.61 

163.07 

VANDHAR 

99.26 

163.07 

1829.22 

205.61 

609.74 

538.84 

120.53 

616.83 

1332.92 

1786.68 

2197.90 

2481.50 

1205.30 

1403.82 

992.60 

1134.40 

978.42 

1134.40 

1467.63 

1035.14 

758.63 

964.24 

808.26 

NA 

964.24 

2197.90 

368.68 

VARA BHOJAN 

49.63 

63.81 

125.49 

63.81 

70.90 

56.72 

63.81 

74.45 

77.99 

56.72 

70.90 

28.36 

92.17 

184.34 

63.81 

63.81 

85.08 

63.81 

99.26 

99.26 

70.90 

85.08 

70.90 

NA 

85.08 

120.53 

141.80 


BADGAORA 

1077.68 

2942.35 

2765.10 

397.04 

NA 

3509.55 

2027.74 

NA 

NA 

1432.18 

4076.75 

1616.52 

1006.78 

907.52 

127.62 

467.94 

3722.25 

4360.35 

3225.95 

3970.40 

1829.22 

1375.46 

340.32 

NA 

652.28 

1545.62 

70.90 

BALRAI 

NA 

333.23 

248.15 

326.14 

219.79 

319.05 

212.70 

333.23 

191.43 

177.25 

191.43 

283.60 

262.33 

212.70 

205.61 

233.97 

326.14 

226.88 

233.97 

283.60 

35.45 

49.63 

276.51 

NA 

42.54 

205.61 

177.25 


1591.71 
418.31' 


1829.22 

326.14' 


1829.22 

233.97" 


1985.20 
191.43 " 


2410.60 

na" 


2197.90 
1134.40 ' 


1091.86 
1304.56" 


1169.85 
1020.96 " 


1162.76 

297.78' 


2233.35 
1701.60 ' 


2268.80 

1162.76" 


3474.10 
1290.38 " 


1176.94 
1375.46" 


2587.85 

893.34' 


2623.30 

751.54" 


2942.35 
1134.40 " 


NA 

1219.48" 


2871.45 
843.71' 


2729.65 

1432.18" 


2977.80 
1134.40" 


3899.50 
1488.90" 


5033.90 
2091.55 ' 


3545.00 

992.60" 


5104.80 
1800.86" 


4254.00 
1545.62 ' 


311.96 
10954.05 ' 


141.80 

9146.10" 


453.76 
3899.50' 


475.03 
14534.50' 


_NA 

13896.40 " 


581.38 

7231.80" 


92.17 
9429.70 ' 


106.35 
9642.40" 


389.95 

6310.10" 


184.34 
3013.25 " 


63.81 
7799.00 ' 


77.99 
7905.35 " 


319.05 
9394.25 ' 


1673.24 
6132.85 " 


304.87 
8933.40' 


496.30 
2446.05 " 


77.99 
7196.35 ' 


56.72 
4608.50" 


NA 10351.40 


233.97 
3828.60" 


226.88 
2587.85 " 


212.70 

3332.30" 


163.07 
3332.30" 


212.70 
3438.65 ' 


177.25 

2516.95" 


241.06 
3509.55 " 


191.43 
1205.30" 


226.88 
3084.15 ' 


241.06 

3332.30" 


212.70 
3438.65 " 


212.70 
1559.80" 


283.60 

3190.50' 


163.07 

3155.05" 


106.35 
2977.80 " 


170.16 
3261.40" 


35.45 

3261.40' 


113.44 
1793.77" 


155.98 

2623.30" 


170.16 
1347.10" 


127.62 

1191.12" 


106.35 
3296.85 ' 


1807.95 

1318.74" 


2694.20 
978.42 ' 


2694.20 

1389.64" 


3403.20 
2481.50" 


2871.45 
0 . 00 " 


3332.30 
4147.65 ' 


NA 

3722.25" 


3403.20 

5211.15" 


3190.50 
5104.80" 


2977.80 
4998.45 ' 


2906.90 

4892.10" 


3757.70 

5601.10" 


3119.60 
5352.95 " 


3296.85 
5352.95 ' 


2942.35 
4927.55 " 


2906.90 
5388.40" 


2800.55 

5211.15' 


_NA 

4573.05 " 


3155.05 
0 . 00 " 


0.00 

3048.70" 


2729.65 
4254.00" 


3013.25 
3864.05 ' 


3155.05 
3545.00" 


3155.05 

482.12' 


3899.50 

113.44' 


2906.90 
106.35 " 


2977.80 

248.15" 


3084.15 
397.04' 


2836.00 

964.24" 


2906.90 

170.16" 


2765.10 
85.08 ' 


2623.30 

652.28" 


2729.65 
1595.25 ' 


2552.40 
1559.80" 


2446.05 
368.68 ' 


2552.40 

1332.92" 


2658.75 

2056.10" 


2339.70 
3225.95 " 


2410.60 

21.27' 


2410.60 

723.18" 


2942.35 
496.30" 


3970.40 
1247.84' 


3899.50 

1588.16" 


3615.90 
1666.15 " 


326.14 
1247.84" 


297.78 
1807.95 ' 


_NA 

2020.65 " 


290.69 

1276.20" 


_NA 

1176.94" 


319.05 

2056.10" 


_NA 

1722.87 " 


326.14 

2197.90' 


NA 

1488.90" 


241.06 
1807.95 " 


397.04 

2056.10' 


411.22 

1262.02" 


397.04 
1077.68" 


382.86 
7515.40' 


864.98 
1807.95 " 


652.28 
1006.78" 


1914.30 
177.25 " 


1666.15 
106.35 ' 


1091.86 
49.63 " 


1347.10 
49.63 " 


1134.40 
56.72 ' 


2197.90 

42.54" 


2084.46 

92.17" 


2297.16 
77.99 ' 


2410.60 
70.90 ' 


2375.15 
63.81" 


2446.05 
127.62 ' 


3190.50 
77.99 " 


2552.40 

92.17' 


2658.75 
106.35 " 


3155.05 
134.71' 


2906.90 
92.17" 


2977.80 
70.90 ' 


2127.00 
106.35 " 


2658.75 

233.97' 


2162.45 
85.08 ' 


2836.00 

113.44" 


1843.40 
92.17" 


1020.96 

NA 


7.09 

191.43 


623.92 
2871.45 ' 


NA 

2871.45 " 


432.49 

574.29 

290.69 

326.14 


1191.12 
3296.85 " 


482.12 
375.77 " 


1531.44 

2729.65 


460.85 

0.00 


2197.90 
2495.68 ' 


2162.45 

2127.00" 


489.21 

177.25 

283.60 

276.51 


2729.65 
2729.65 ' 


482.12 
333.23 ' 


0.00 
2020.65 ' 


226.88 

191.43 


19497.50 
1985.20 ' 


524.66 

255.24' 


2942.35 

2091.55" 


482.12 

255.24" 


2446.05 
2375.15 " 


935.88 
280.06 " 


3013.25 

2587.85 


99.26 

219.79 


3509.55 

na' 


3261.40 
1659.06" 


822.44 

70.90 

276.51 

255.24 


3686.80 
1807.95 " 


638.10 

276.51" 


3261.40 
1403.82 " 


63.81 

219.79" 


4147.65 
1595.25 ' 


382.86 
283.60 ' 


0.00 

2197.90" 


63.81 

148.89 


3934.95 
2268.80 " 


1985.20 
1446.36" 


3296.85 

1878.85 ' 


623.92 

2623.30" 


8.31 

70.90 

5.61 

56.72 


560.11 

155.98 

233.97 

191.43 


4218.55 

1878.85 


63.81 

184.34 


3190.50 
375.77" 


CHORAU T/W 

NA 

DAS PA P/Z 

NA 

DETA KALLA 

NA 

GOLIA(DETTA KHURD) 

418.31 

HARMU 

255.24 


3367.75 

319.76" 


269.42 

na" 


NA 

363.72" 


112.73 


3934.95 

517.57" 


_NA 

na" 


_NA 

425.40 " 


212.70 


3296.85 

NA 


_NA 

NA 


_NA 

850.80 


404.13 


3155.05 

545.93 


NA 

NA 


NA 

418.31 





3615.90 
740.91" 


_NA 

na" 


_NA 

397.04 " 


453.76 


4005.85 
361.59 " 


NA 

na" 


NA 

524.66" 


170.16 


3438.65 
432.49 " 


_NA 

na" 


_NA 

425.40 " 


141.80 


3686.80 

992.60 


_NA 

NA 


_NA 

460.85 


134.71 


4076.75 
1077.68' 


NA 

NA 

NA 

NA 


NA 

NA 

NA 

NA 



304.87 

1233.66 


_NA 

NA 


70.90 

538.84 


226.88 


1737.05 

2410.60 


BHAGWANPURA 

35.45 

56.72 

70.90 

21.27 

42.54 

21.27 

21.27 

70.90 

28.36 

49.63 

283.60 

233.97 

14.18 

85.08 

42.54 

21.27 

28.36 

148.89 

42.54 

304.87 

35.45 

85.08 

14.18 

NA 

14.18 

212.70 

14.18 

BHANWARI 

3864.05 

4112.20 

5282.05 

7196.35 

7267.25 

8011.70 

8791.60 

1531.44 

1134.40 

1595.25 

1701.60 

1772.50 

1488.90 

1488.90 

1453.45 

1878.85 

1956.84 

2268.80 

1077.68 

1729.96 

1687.42 

1878.85 

1290.38 

NA 

2375.15 

2906.90 

1276.20 


85.08 
10989.50 ' 


35.45 

6629.15 


DAYALPURA. 

4005.85 

4147.65 

4005.85 

3899.50 

2481.50 

3899.50 

4147.65 

3934.95 

4041.30 

4147.65 

4254.00 

4112.20 

4466.70 

4324.90 

4608.50 

4714.85 

4183.10 

4537.60 

NA 

5494.75 

4643.95 

4785.75 

4360.35 

NA 

4856.65 

4608.50 

4112.20 

DENDA 

63.81 

81.54 

49.63 

113.44 

35.45 

70.90 

35.45 

49.63 

35.45 

63.81 

56.72 

70.90 

28.36 

56.72 

35.45 

56.72 

35.45 

28.36 

77.99 

163.07 

85.08 

28.36 

63.81 

NA 

99.26 

53.18 

49.63 


191.43 
3155.05 ' 


85.08 

3190.50 


DHOLA 

2197.90 

2594.94 

2906.90 

2942.35 

3048.70 

3757.70 

3367.75 

0.00 

0.00 

3686.80 

3615.90 

2836.00 

2623.30 

2977.80 

2424.78 

3545.00 

1148.58 

1843.40 

2127.00 

3225.95 

950.06 

85.08 

63.81 

NA 

106.35 

46.09 

35.45 

DIRRI 

2977.80 

3225.95 

3615.90 

3545.00 

0.00 

3332.30 

3296.85 

3615.90 

3296.85 

3545.00 

3474.10 

3438.65 

3793.15 

3899.50 

3864.05 

4183.10 

4041.30 

4076.75 

0.00 

3899.50 

4041.30 

3899.50 

3793.15 

NA 

3899.50 

3828.60 

6735.50 


3013.25 
1885.94' 


2729.65 

333.23 


GUDA PRATAPSINGH 

269.42 

255.24 

255.24 

276.51 

283.60 

361.59 

397.04 

414.77 

297.78 

545.93 

382.86 

553.02 

482.12 

340.32 

283.60 

418.31 

354.50 

368.68 

425.40 

439.58 

304.87 

510.48 

361.59 

NA 

475.03 

638.10 

3545.00 

GUNDOJ 

198.52 

148.89 

148.89 

3367.75 

1396.73 

2836.00 

290.69 

3119.60 

63.81 

1488.90 

2056.10 

2410.60 

1531.44 

2091.55 

978.42 

1488.90 

269.42 

397.04 

545.93 

1503.08 

836.62 

2765.10 

1807.95 

NA 

1389.64 

3013.25 

531.75 


4254.00 

1233.66' 


2942.35 

1063.50 


JAWALI 

219.79 

319.05 

205.61 

411.22 

319.05 

368.68 

248.15 

333.23 

205.61 

304.87 

248.15 

255.24 

170.16 

361.59 

163.07 

205.61 

141.80 

276.51 

141.80 

368.68 

191.43 

453.76 

382.86 

NA 

241.06 

382.86 

233.97 

JUNI ENDLA 

751.54 

964.24 

595.56 

1737.05 

1659.06 

1488.90 

751.54 

4892.10 

1559.80 

4431.25 

3261.40 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

4856.65 

574.29 

NA 

2942.35 

6345.55 

2020.65 


616.83 
1106.04' 


KULTHANA(P) 

NA 

NA 

NA 

NA 

730.27 

1049.32 

1644.88 

921.70 

659.37 

907.52 

864.98 

1077.68 

503.39 

1332.92 

935.88 

1020.96 

1077.68 

794.08 

893.34 

737.36 

1701.60 

1807.95 

1389.64 

NA 

666.46 

673.55 

709.00 

MADRI 

1134.40 

1701.60 

NA 

1311.65 

1985.20 

1035.14 

1240.75 

1701.60 

950.06 

1205.30 

1134.40 

2127.00 

992.60 

1134.40 

1169.85 

1410.91 

1049.32 

1311.65 

1389.64 

1347.10 

1205.30 

1418.00 

1382.55 

NA 

1453.45 

1666.15 

1205.30 


1985.20 
141.80 ' 


2091.55 

42.54 


RAMASIA 

i 815.35 

340.32 

NA 

467.94 

439.58 

354.50 

340.32 

701.91 

567.20 

198.52 

340.32 

241.06 

389.95 

496.30 

340.32 

503.39 

397.04 

283.60 

333.23 

801.17 

1453.45 

482.12 

1098.95 

NA 

1176.94 

836.62 

283.60 

RANI GAON 

233.97 

382.86 

489.21 

836.62 

992.60 

70.90 

503.39 

567.20 

503.39 

560.11 

567.20 

574.29 

475.03 

503.39 

545.93 

801.17 

659.37 

588.47 

397.04 

538.84 

425.40 

631.01 

453.76 

NA 

538.84 

574.29 

659.37 


5352.95 
2091.55 ' 


3084.15 

1559.80 


553.02 

35.45 

219.79 

141.80 


VARKANA 

177.25 

70.90 

99.26 

354.50 

0.00 

248.15 

262.33 

297.78 

333.23 

333.23 

347.41 

581.38 

340.32 

304.87 

304.87 

411.22 

255.24 

304.87 

248.15 

106.35 

120.53 

354.50 

368.68 

NA 

439.58 

354.50 

269.42 

VAYAD 

595.56 

602.65 

694.82 

1375.46 

864.98 

609.74 

779.90 

950.06 

985.51 

1020.96 

1120.22 

2233.35 

1347.10 

1049.32 

1538.53 

1545.62 

1276.20 

879.16 

0.00 

517.57 

354.50 

709.00 

411.22 

NA 

893.34 

1503.08 

241.06 


BAGAWAS 

1878.85 

2056.10 

1914.30 

1985.20 

3261.40 

1786.68 

1829.22 

1839.86 

NA 

1850.49 

1878.85 

2056.10 

1878.85 

1843.40 

1772.50 

2091.55 

914.61 

822.44 

276.51 

794.08 

829.53 

1120.22 

978.42 

NA 

893.34 

907.52 

737.36 

BISALA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 





















































































































































































































































































































































































































































































































Chloride, mg/I 


LODRAU P/Z 

NA 

MOKNI KHEDA 

202.42 

PANTHERI 

2227.32 

POSANA 

235.03 

RAH 

NA 

SAYLA P/Z 

NA 

SURANA 

NA 

TILORA 

184.34 


UNRI (P/Z) _ 

River Basin: Mahi 


Sub Basin: Anas 

AMBAPADA 


Post 

Pre 

Monsoon 

Monsoon 

NA 

NA 

NA 

NA 

188.95 

198.52 

1891.26 

1098.95 

236.81 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

192.49 

226.88 

NA 

NA 


AMLIPADA 

47.50 

BADHAMUSKA 

NA 

BAG 1 DORA 

265.52 

BALAWADA 

NA 

BARLIPADA 

20.56 

BARWAS CHHOTI 

NA 

BHALER 

NA 

BHAMARKOT 

NA 

BHARATGARH 

NA 

BHEELKUAN 

NA 

BHIMPURA 

NA 

BHOEN 

25.52 

BHURA KUA 

NA 

BILARI 

NA 

BODIGAMA 

47.50 

BORWANIA 

NA 

CHANDARWARA 

NA 

CHANNAWALA 

NA 

CHARAKNI 

NA 

CHHAJA 

NA 

CHHOTALOHARIA 

NA 

CHORA 

NA 

CHORDI 

NA 

CHOTADUNGRA 

NA 

CHOWKI DOONGRI 

NA 

DABRI CHHOTI 

30.49 

DOONGRACHHOTA 

NA 

GAMANA 

NA 

GANGAR TALAI 

69.84 

GHODA DARA 

NA 

GUNDI 

NA 

HIMMATGARH 

NA 

JALAMPURA 

NA 

JAMBUDI 

NA 

JHALKIA 

NA 

JUNITIMBI 

NA 

KALINJARA 

NA 

KALINJRA 

30.49 

KASARWADI 

NA 

KHOKHARWA 

NA 

KHOONTA GALIA 

NA 

KHUNDNIHALA 

NA 

KOTRA 

NA 

KUSHALGARH 

NA 

MOLAN 

NA 

MOTI TIMBI 

NA 

MUNDRI 

NA 

NAGAWADA 

74.80 

NAGDABARI 

NA 

NAUGAMA 

65.94 

PAD LA 

NA 

PADLAKATARA 

25.52 

RAM KAMUNNA 

236.45 

ROHANWARI 

37.58 

SAGDUNGRI 

40.77 

SAJJANGARH 

520.76 

SALIA 

NA 

SALLOPAT 

23.75 

SARAN 

NA 

SHERGARH 

52.82 

TAMBESARA 

NA 


Post 

Pre 

Monsoon 

Monsoon 

NA 

3864.05 

NA 

NA 

92.17 

241.06 

368.68 

1786.68 

255.24 

241.06 

NA 

NA 

NA 

NA 

NA 

233.97 

404.13 

957.15 

NA 

1942.66 



23.75 

30.8 

21.98 

23.0 




Post 

Pre 

Monsoon 

Monsoon 

3810.88 

NA 

NA 

NA 

NA 

241.06 

581.73 

1786.68 

173.71 

241.06 

NA 

NA 

NA 

NA 

219.79 

233.97 

1013.87 

957.15 

NA 

NA 


Post 

Pre 

Monsoon 

Monsoon 

NA 

NA 

NA 

NA 

191.43 

NA 

2176.63 

2128.42 

173.71 

154.92 

NA 

NA 

NA 

NA 

141.80 

NA 

1013.87 

134.71 

NA 

NA 


Post 

Pre 

Monsoon 

Monsoon 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

2222.72 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

166.62 

NA 

NA 


23.40 

36.16 

41.12 

32.61 

NA 

44.67 

NA 

89.33 

99.61 

84.02 

NA 

109.90 

74.09 

70.55 

65.23 

17.02 

67.00 

87.56 

NA 

NA 

NA 

NA 

NA 

28.01 

80.83 

56.72 

58.49 

NA 

58.49 


NA 

NA 

NA 

61.68 

NA 



21.98 

na' 


50.34 
30.13 ' 


36.87 

26.94' 


16.66 

na' 


_NA 

53.88 ' 


_NA 

2158.91' 


_NA 

31.91' 


_NA 

na' 


_NA 

na' 


21.98 

na' 


_NA 

43.60 ' 


_NA 

na' 







.56 

22.33 

.56 

NA 


.67 

35.1 

.65 

34.7 



27.65 

24.11 

41.12 

NA 


NA 

33.68 

28.71 

63.46 

26.94 

NA 

NA 

NA 

27.30 

17.37 

20.21 

13.83 

NA 

NA 

NA 

NA 



6.66 

13.83 

NA 

65.23 



3 

4 

.39 

25.88 

2 

0 

.56 

22.33 


23.40 

37.93 

38.64 

32.61 

NA 

73.74 

461.20 

1020.96 

NA 

NA 

25.17 

20.56 

NA 

NA 

NA 

89.33 

52.11 

NA 


0.00 


_NA 

NA 


1422.25 

156.33 


_NA 

NA 


_NA 

156.33 


NA 



45.02 

30.84 

38.29 

54.95 


55.66 

6 

31.20 

4 



12.05 

18.79 

NA 

44.67 


1 

7.37 

32.61 


NA 

25.88 



NA 

NA 

272.61 

NA 


NA 

NA 

31.55 

20.56 



NA 

27.65 

7.37 

24.11 



19.14 

29 

ESI 

52.79 

79. 

m 



_1990_1991_1992_1993_1994_1995_1996_19 

Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre 

Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 

NA NA NA NA NA NA NA NA NA NA NA NA NA NA NA 




































































































































































































































































































































































































































































































Chloride, mg/I 


UNRI (P/Z) _ 

River Basin: Mahi 


Sub Basin: Anas 

AMBAPADA 


BAG I DORA 
BALAWADA 


BHALER 

BHAMARKOT 


BHARATGARH 

BHEELKUAN 


BHIMPURA 

BHOEN 


BODIGAMA 

BORWANIA 


CHARAKNI 

CHHAJA 


CHOWKI DOONGRI 
DABRI CHHOTI 


DOONGRACHHOTA 
GAMANA 


GUNDI _ 

HIMMATGARH 


KALINJARA 

KALINJRA 


KASARWADI 

KHOKHARWA 


KHOONTA GALIA 
KHUNDNIHALA 


KOTRA _ 

KUSHALGARH 


MOLAN _ 

MOTI TIMBI 


MUNDRI _ 

NAGAWADA 


NAGDABARI 

NAUGAMA 


PAD LA _ 

PADLAKATARA 


RAM KAMUNNA 
ROHANWARI 


SAGDUNGRI 

SAJJANGARH 


Chloride, mg/I 
2007 


Location 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

JHAB 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


LODRAU P/Z 

NA 

MOKNI KHEDA 

319.05 


| NA 

1148.58 

262.33 

269.42 


! NA 

NA 

241.06 

241.06 


PANTHERI 

893.34 

893.34 

1430.41 

850.80 

935.88 

864.98 

786.99 

794.08 

985.51 

1049.32 

1744.14 

2049.01 

1701.60 

1687.42 

1134.40 

1949.75 

779.90 

1559.80 

893.34 

921.70 

935.88 

921.70 

950.06 

NA 

1815.04 

1006.78 

1020.96 

POSANA 

304.87 

326.14 

288.56 

283.60 

63.81 

354.50 

297.78 

319.05 

283.60 

326.14 

269.42 

276.51 

205.61 

311.96 

283.60 

276.51 

148.89 

269.42 

319.05 

361.59 

198.52 

446.67 

290.69 

NA 

166.62 

418.31 

545.93 


RAH 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1517.26 

NA 

NA 

NA 

1120.22 

1106.04 

1403.82 

NA 

1765.41 

1063.50 

1559.80 

SAYLA P/Z 

NA 

NA 

1016.35 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SURANA 

NA 

5033.90 

198.52 

NA 

NA 

120.53 

92.17 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

TILORA 

446.67 

233.97 

357.34 

340.32 

737.36 

397.04 

311.96 

489.21 

574.29 

319.05 

467.94 

467.94 

354.50 

347.41 

397.04 

460.85 

397.04 

531.75 

432.49 

432.49 

574.29 

467.94 

616.83 

NA 

475.03 

595.56 

765.72 


AMLIPADA 

42.5' 

BADHAMUSKA 

63.8: 


56.72 

46.09 

99.26 

60.27 


BARLIPADA 

35.45 

BARWAS CHHOTI 

56.72 


BHURA KUA 

10.64 

BILARI 

35.45 


CHANDARWARA 

42.1 

CHANNAWALA 

14.: 


CHHOTALOHARIA 

191.43 

CHORA 

35.45 



77.99 

28.36 

70.90 

113.44 


70.90 

56.72 

35.45 

28.36 



42.54 

109.9 

Ell 


63.81 

21.2 

II 


28.36 

28.36 

41.80 

99.26 


2.70 

77.99 

2.54 

56.72 


CHORDI 

24.82 

28.36 

39.00 

21.27 

46.09 

28.36 

35.45 

31.91 

56.72 

24.82 

24.82 

28.36 

28.36 

28.36 

21.27 

17.73 

24.82 

21.27 

24.82 

24.82 

0.00 

31.91 

28.36 

NA 

31.91 

35.45 

35.45 

CHOTADUNGRA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 







,18 

28.36 

.27 

42.54 


GANGAR TALAI 

63.1 

GHODA DARA 

14.: 


06.35 

85.08 

21.27 

21.27 


JALAMPURA 

28.36 

JAMBUDI 

31.91 


JHALKIA 

14.: 

JUNITIMBI 

14.: 


49.63 

42.54 

28.36 

35.45 



SALIA 

NA 

SALLOPAT 

21.27 


















































































































































































































































































































































































































































































































Chloride, mg/I 


Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 


THU MAT 

NA 

UDAIPUR BADA 

NA 

UDAIPURIA 

NA 

UMEDGARH 

34.03 

WAGAICHA 

NA 

WAKANER 

NA 

WANSLA 

44.31 

WASUNI 

NA 


Sub Basin: Bhandar 

BANSIYA 


BHACHARIYA 

BORAMALI 


DECHRA _ 

DOONKA 


IZZATPURA _ 

PAGARAN 


PEETH _ 

PUNAWARA 


RAJ PUR _ 

RAMSOR BARA 


SARTHOONA _ 

VEDSA 


Sub Basin: Jakham 

ACHALPURA 


15.60 

18.79 

18.43 

20.56 

13.83 

24.11 

13.83 

22.33 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

20.56 

38.64 

26.94 

26.94 

27.65 

NA 

30.84 

24.11 

24.11 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

26.94 

35.45 

NA 

41.12 

37.93 

NA 

39.35 

24.46 


15.60 

20.2 

85.08 

38.6 


ACHALPURA 

NA 

BAMOTAR 

NA 

BANSI 

NA 

BAORIKHERA 

NA 

BARAWARDA 

NA 

BAROL 

NA 

BAROL 

NA 

BHAIRVI 

NA 

BHANAWATA 

NA 

BHANAWATA 

NA 

BHATWARA 

NA 

BHATWARA 

NA 

CHAUHAN KHERA 

NA 

CHHOTI SADRI 

NA 

CHHOTI SADRI 

NA 

CHIKLAD 

NA 

DABIYA KHERA 

NA 

Dabiya Khera 

NA 

DEOGARH 

NA 

DEOLA 

NA 

DEOLA 

NA 

DEOLI 

NA 

DHARIAWAD 

34.03 

DHARIYAWAD 

NA 

DHARIYAWAD 

NA 

DHAULA PANI 

NA 

DHAULA PANI 

NA 

GANESHPURA 

NA 

HARBAR 

27.30 

JAWAHAR NAGAR 

NA 

JAWAHAR NAGAR 

NA 

JAYA KHERA 

NA 

JAYA KHERA 

NA 

JELDA 

NA 

KESHARIYAWAD 

NA 

KESHARIYAWAD 

74.80 

KHOONTA 

NA 

KHOONTA 

NA 

KULMIPURA 

NA 

LEM BATA 

81.54 

MADHURATALAB 

NA 

MALAWADA 

NA 

MANPUR 

NA 

NAWANKHERI 

NA 

NITHAUWA 

85.08 

PEETHAL BARI KALAN 

NA 

PHUNGATALAB 

NA 

PUNGA TALAB 

NA 

REORA 

NA 


23.40 

25.88 

NA 

NA 


5.60 

25.88 

4.93 

37.93 


NA 

4 

NA 

1 


56.72 

NA 

17.02 

15.60 



NA 

70.55 

22.33 

27.65 

NA 

NA 

36.51 

37.93 

15.60 

27.65 

50.34 

96.42 

NA 


17.37 




NA 

NA 

| 561.53 

112.73 

NA 

NA 

29.07 

55.66 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

153.14 



42.90 

47.5 

El 

30.84 

0.0 

El 


NA 

316.21 

414.41 

289.27 

268.36 

304.87 

309.83 

357.69 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

49.99 

NA 

58.49 

70.55 

54.59 

71.61 

62.04 

108.12 

53.18 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

36.16 

44.31 

41.12 

44.67 

95.01 

58.49 

0.00 

108.12 

97.84 

108.83 

62.04 

73.74 

73.38 

84.37 



1.27 

23.4 

El 

7.21 

73.7 

El 


27.65 

30 

96.78 

70 



NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

35.80 

37.93 

21.98 

NA 

NA 

NA 

NA 

61.33 

53.88 

64.52 

33.68 

NA 

NA 

NA 

NA 

NA 

29.07 

48.21 

29.07 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

274.03 

39.35 

15.24 

NA 

51.05 

46.44 

13.47 

NA 

NA 

NA 

NA 

NA 

80.12 

65.23 

40.77 

t NA 

NA 

NA 

NA 

) 69.84 

54.59 

82.60 

51.05 

! 68.77 

64.52 

NA 

73.74 

1 0.00 

89.69 

27.65 

59.56 

i 39.70 

35.80 

29.07 

33.68 

1 126.56 

129.04 

182.57 

113.79 

[ NA 

54.95 

NA 

29.07 

^ NA 

NA 

NA 

NA 

5 0.00 

129.04 106.71 

93.59 

; 148.18 

64.52 157.40 

40.06 

^ NA 

NA 

NA 

NA 

1 36.16 

53.88 

36.51 

43.60 

) 43.25 

139.67 

49.98 

23.40 



NA 

64.52 

60.97 

60.27 

53.53 

60.27 

56.01 

36.51 

43.25 

28.71 

28.71 

26.94 

33.68 

33.68 

42.19 

33.32 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

154.21 

53.53 

70.19 

66.65 

103.16 

101.39 

18.08 

29.07 

40.06 

33.68 

53.53 

35.10 

53.18 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

115.57 

32.26 

39.35 

43.60 

33.68 

23.40 

28.01 

46.79 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

46.09 

39.35 

37.58 

NA 

34.39 

36.16 

40.06 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

40.77 

44.31 

37.93 

27.30 

27.65 

18.79 

34.39 

30.13 

159.17 

114.50 

308.06 

107.06 

120.53 

113.79 

193.20 

115.21 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

39.70 

32.26 

46.44 

NA 

40.06 

33.68 

80.83 

36.51 

32.61 

32.26 

NA 

23.40 

63.81 

26.94 

38.64 

33.32 

NA 

34.03 

96.42 

30.49 

25.88 

27.65 

23.04 

18.43 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

| 29.07 

53.88 

29.07 

33.68 

33.68 

36.87 

42.19 

40.06 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 



23.04 

23.40 

91.11 

133.29 

NA 

NA 

NA 

NA 

23.04 

19.85 

NA 

NA 

119.47 

56.72 

NA 

NA 

49.99 

32.26 

NA 

NA 

NA 

NA 

NA 

NA 

23.04 

18.43 

13.12 

19.85 

NA 

NA 

46.09 

41.48 

NA 

NA 

79.05 

43.25 

80.83 

83.31 

36.51 

52.82 

35.10 

26.59 

73.74 

53.18 

52.82 

57.78 

NA 

NA 

96.78 

114.15 

161.30 

93.23 

NA 

NA 

31.55 

49.98 

NA 

23.40 











1 

1 








1990 | 

| 1991 | 

1 1992 | 

| 1993 | 

| 1994 | 

| 1995 | 

| 1996 | 

19 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 


isoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 

18.08 19.85 21.27 28.36 17.73 24.82 21.27 21.27 21.27 17.73 14.18 17.73 21.27 21.27 10.64 31.91 










































































































































































































































































































































































































































































































Location 

97 

Post 

Monsoon 

THAPRA 

14.18 

THU MAT 

21.27 

UDAIPUR BADA 

21.27 

UDAIPURIA 

14.18 

UMEDGARH 

17.73 

WAGAICHA 

10.64 

WAKANER 

77.99 

WANSLA 

106.35 

WASUNI 

21.27 

Sub Basin: Bhandar 

BANSIYA 

53.18 

BHACHARIYA 

17.73 

BORAMALI 

28.36 

DECHRA 

28.36 

DOONKA 

265.88 

IZZATPURA 

NA 

PAGARAN 

14.18 

PEETH 

187.89 

PUNAWARA 

74.45 

RAJ PUR 

53.18 

RAMSOR BARA 

NA 

SARTHOONA 

67.36 

VEDSA 

116.99 


Sub Basin: Jakham 

ACHALPURA 


Chloride, mg/I 


Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 


21.27 

17.73 

21.27 

21.27 

28.36 

21.27 


L7.73 

14. 

18 

L4.18 

14.: 

18 



ACHALPURA 

NA 

BAMOTAR 

42.54 

BANSI 

NA 

BAORIKHERA 

NA 

BARAWARDA 

35.45 

BAROL 

NA 

BAROL 

35.45 

BHAIRVI 

NA 

BHANAWATA 

NA 

BHANAWATA 

42.54 

BHATWARA 

NA 

BHATWARA 

21.27 

CHAUHAN KHERA 

134.71 

CHHOTI SADRI 

NA 

CHHOTI SADRI 

258.79 

CHIKLAD 

28.36 

DABIYA KHERA 

35.45 

Dabiya Khera 

NA 

DEOGARH 

31.91 

DEOLA 

NA 

DEOLA 

21.27 

DEOLI 

120.53 

DHARIAWAD 

NA 

DHARIYAWAD 

NA 

DHARIYAWAD 

21.27 

DHAULA PANI 

NA 

DHAULA PANI 

60.27 

GANESHPURA 

NA 

HARBAR 

46.09 

JAWAHAR NAGAR 

NA 

JAWAHAR NAGAR 

NA 

JAYA KHERA 

NA 

JAYA KHERA 

31.91 

JELDA 

NA 

KESHARIYAWAD 

NA 

KESHARIYAWAD 

53.18 

KHOONTA 

NA 

KHOONTA 

60.27 

KULMIPURA 

95.72 

LEM BATA 

49.63 

MADHURATALAB 

46.09 

MALAWADA 

148.89 

MANPUR 

56.72 

NAWANKHERI 

NA 

NITHAUWA 

127.62 

PEETHAL BARI KALAN 

177.25 

PHUNGATALAB 

31.91 

PUNGA TALAB 

NA 

REORA 

28.36 



21.27 

17.73 

17.73 

21.27 

21.27 

17.73 

35.45 

10.64 

14.18 

17.73 

21.27 

17.73 

67.36 

46.09 


.18 

14.: 

.18 

17.' 


67.36 

92.17 

21.27 

10.64 


99.26 

152 

21.27 

14 



2002 | 

Pre 

Post 

Monsoon 

Monsoon 

10.64 

14.18 

17.73 

14.18 

10.64 

24.82 

17.73 

17.73 

21.27 

21.27 

31.91 

21.27 

56.72 

60.27 

106.35 

127.62 

14.18 

21.27 





67.36 

74 

35.45 

35 


70.90 

67.36 

53.18 

21.27 


354.50 

NA 

319.05 

304.87 

53.18 

63.81 

49.63 

53.18 

49.63 

49.63 

42.54 

42.54 

NA 

NA 

NA 

NA 

53.18 

39.00 

35.45 

28.36 

141.80 

177.25 

173.71 

148.89 


35.45 

39.00 

NA 

NA 




NA 

113.44 

170.16 

NA 

NA 

170.16 

67.36 

28.36 

24.82 

42.54 

NA 

NA 

39.00 

35.45 

NA 

NA 

NA 

NA 

NA 

134.71 

NA 

NA 

NA 

NA 

21.27 

28.36 

42.54 

NA 

NA 

63.81 

NA 

NA 

31.91 

28.36 

56.72 

NA 

NA 

NA 

NA 

NA 

35.45 

28.36 

42.54 

21.27 

NA 

NA 

42.54 

56.72 

NA 

NA 

70.90 

85.08 

109.90 

127.62 

205.61 

67.36 

28.36 

42.54 

NA 

70.90 

56.72 

56.72 

NA 

NA 

145.35 

120.53 

NA 

198.52 

28.36 

NA 

NA 

NA 

NA 

35.45 



21.27 

35.45 

35.45 

42.54 

216.25 

134.71 

42.54 

42.54 

39.00 

28.36 

NA 

42.54 

81.54 

177.25 

99.26 

77.99 


21.27 

35 

42.54 

35 



31.91 

49.63 

NA 

NA 

28.36 

28.36 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

24.82 

28.36 

NA 

NA 

49.63 

63.81 

56.72 

77.99 

28.36 

31.91 

NA 

NA 

NA 

88.63 

NA 

NA 

24.82 

31.91 

42.54 

39.00 

NA 

NA 

42.54 

31.91 

NA 

NA 

67.36 

60.27 

106.35 

113.44 

70.90 

60.27 

28.36 

35.45 

NA 

99.26 

70.90 

56.72 

49.63 

42.54 

141.80 

106.35 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

28.36 



NA 

NA 

NA 

NA 

NA 

NA 

49.63 

35.45 

148.89 

42.54 

49.63 

49.63 

NA 

NA 

NA 

NA 

NA 

NA 

99.26 

56.72 

127.62 

70.90 

141.80 

106.35 

56.72 

49.63 

85.08 

49.63 

67.36 

85.08 

NA 

NA 

NA 

NA 

NA 

NA 


NA 

NA 

NA 

56.72 


35.45 

106.35 

NA 

NA 



NA 

NA 

49.63 

180.80 




03_ 

Post 

Monsoon 

14.18 


Chloride, mg/I 


2004 i 

j 2005 | 

| 2006 | 

| 2007 | 

| 2008 j 

| 2009 | 

| 2010 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

17.37 

17.73 

21.27 

28.36 

17.73 

28.36 

21.27 

NA 

42.54 

21.27 

NA 

24.82 

35.45 

NA 















































































































































































































































































































































































































































































































Chloride, 


SIYA KHERI 

NA 

SIYA KHERI 

NA 

UNDA BELA 

NA 

UNDABELA 

NA 

UNTAKHERA 

NA 

VAGRAGAON 

NA 


Sub Basin: Mahi 

AGARPURA 


Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

NA 

40.06 

54.24 

60.97 

42.89 

73.74 

33.68 

67.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

174.06 

141.09 

182.57 

129.04 

147.47 

187.53 

137.19 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

93.94 

93.94 

80.47 

40.06 

35.45 

39.70 

0.35 

40.06 

33.68 

46.79 

36.87 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


ANJANA 

NA 

ARIBETH 

NA 

ARTHUNA 

NA 

ASODA 

NA 

BADGAON 

59.56 

BADLIA 

NA 

BAKHTOR 

18.79 

BAMANPADA 

NA 

BANICHA 

NA 

BANKORA 

201.00 

BANSWARA 

21.98 

BANSWARA (PW) 

NA 

BARETH 

NA 

BARGUN 

NA 

BARI 

NA 

BARI BADREL 

NA 

BARI SARERI 

NA 

BARIGAMA 

NA 

BARIPADAL 

NA 

BARODA 

51.05 

BARODIA 

531.04 

BHAGATPURA 

37.58 

BHARTALIA 

30.49 

BHASOR 

217.66 

BHEELORA 

125.85 

BHEEMDARI 

40.77 

BHEMAI 

NA 

BHIMPUR 

NA 

BHUKIA 

NA 

BHUNGRA 

NA 

BHUWASA 

NA 

BIJORI KALAN 

NA 

BOD LA 

85.08 

BOLIA PADA 

NA 

BORDA 

NA 

BORI 

NA 

BORIGAMA CHOTTA 

428.95 

BORKHEDI 

105.64 

BORWAT 

40.77 

CHANDUJI KA GARA 

NA 

CHARLA 

NA 

CHARNA BHUNDWAI 

NA 

CHAYAN 

NA 

CHEEB 

35.80 

CHEEKHLI 

40.77 

CHEENTRI 

NA 

CHHINCH 

338.55 

CHHOTI PADAL 

NA 

CHHOTI SARWAN 

NA 

CHIRIWASA 

NA 

CHOPASAG 

NA 

DADUKA 

NA 

DAIR 

NA 

DANPUR 

NA 

DARIYATI 

64.87 

DELWARA 

NA 

DEOLIA 

49.28 

DEOPURA 

40.77 

DEWADA 

NA 

DOONGAR SARAN 

20.56 

DUNGARIA 

NA 

DUNGARWANI 

23.75 

GALIYAKOT 

210.93 

GALIYANA 

NA 

GANAU 

35.80 



72.32 

80.83 

NA 

NA 


19.85 

11.7 

30.46 

40.4 


NA 

NA 

84.02 

34.39 


20.21 

238.93 


18.43 

82.60 


178.67 

156.69 


_NA 

NA 


81.18 

15.24 


58.85 

53.88 


417.60 

43.60 


_NA 

168.39 


131.17 

40.41 


_NA 

3878.23 


20.56 

48.92 


_NA 

23.75 


62.39 

39.35 


26.94 

54.59 


326.50 

89.33 


40.41 

NA 


_NA 

NA 


26.9 

35.8 


47.15 

NA 


366.91 

181.86 


_NA 

15.24 


61.68 

NA 


_NA 

NA 


67.36 

208.80 


_NA 

43.60 


77.28 

213.76 


183.63 

18.43 


42.19 

NA 




80.83 

17.02 

NA 

NA 




NA 

97.49 

NA 

NA 

NA 

42.54 

NA 


NA 

48.57 

NA 


17.02 

NA 

NA 

9.93 

NA 

12.41 

154.92 

211.64 

NA 

78.70 

NA 

NA 

141.09 

NA 

NA 

126.20 

NA 

13.83 

NA 

NA 

NA 

173.71 

34.39 

20.92 

NA 

4.25 

41.12 

54.95 

233.97 

215.18 

NA 

19.50 

NA 

36.16 

204.19 

216.60 

125.49 

161.65 

49.99 

51.40 

NA 

NA 

NA 

27.65 

27.65 

20.56 

NA 

70.19 



NA 

24.11 

NA 

NA 




mg/I | 

1 

1989 | 

1990 | 

| 1991 | 

1 1992 | 

| 1993 | 

| 1994 | 

| 1995 | 

| 1996 | 

19 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 


ion Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 

NA 48.21 92.17 60.27 99.26 49.63 NA NA NA 70.90 NA 49.63 77.99 60.27 NA 56.72 99.26 












































































































































































































































































































































































































































































































97 


Chloride, mg/I 


2000 


2001 


2002 


Location 


SATO LA _ 

SIYA KHERI 
SIYA KHERI 
UNDA BELA 
UNDABELA 
UNTAKHERA 
VAGRAGAON 
Sub Basin: Mahi 


Post 

Monsoon 


1998 


Pre 

Monsoon 


Post 

Monsoon 


1999 


Pre 

Monsoon 


Post 

Monsoon 


Pre 

Monsoon 


Post 

Monsoon 


Pre 

Monsoon 


Post 

Monsoon 


Pre 

Monsoon 


Post 

Monsoon 


Pre 

Monsoon 


70.90 


NA 


NA 


NA 


53.18 


NA 


NA 


NA 


77.99 


63.81 


120.53 


42.54 


NA 


NA 


NA 


106.35 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


134.71 


102.81 


NA 


NA 


120.53 


85.08 


92.17 


148.89 


120.53 


155.98 


81.54 


92.17 


NA 


NA 


NA 


134.71 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


109.90 


138.26 


NA 


NA 


131.17 


127.62 


141.80 


113.44 


134.71 


85.08 


131.17 


120.53 


42.54 


21.27 


28.36 


24.82 


35.45 


42.54 


35.45 


42.54 


35.45 


35.45 


28.36 


39.00 


70.90 


60.27 


74.45 


63.81 


77.99 


63.81 


70.90 


56.72 


70.90 


60.27 


106.35 


63.81 


AGARPURA 

46.09 

24.82 

35.45 

24.82 

35.45 

31.91 

17.73 

28.36 

17.73 

21.27 

14.18 

28.36 

ANJANA 

120.53 

85.08 

99.26 

99.26 

88.63 

28.36 

28.36 

92.17 

28.36 

85.08 

21.27 

39.00 

ARIBETH 

21.27 

24.82 

31.91 

21.27 

17.73 

28.36 

49.63 

35.45 

39.00 

35.45 

113.44 

60.27 

ARTHUNA 

81.54 

42.54 

70.90 

35.45 

39.00 

21.27 

24.82 

70.90 

14.18 

14.18 

17.73 

21.27 

ASODA 

659.37 

517.57 

531.75 

166.62 

109.90 

670.01 

744.45 

56.72 

418.31 

645.19 

116.99 

53.18 

BADGAON 

31.91 

21.27 

39.00 

24.82 

49.63 

39.00 

49.63 

39.00 


31.91 

39.00 

42.54 

BADLIA 

46.09 

39.00 


42.54 

39.00 

49.63 

35.45 

35.45 


39.00 


35.45 

BAKHTOR 

10.64 

14.18 

21.27 

10.64 

31.91 

21.27 

17.73 

21.27 

21.27 

14.18 

21.27 

21.27 

BAMANPADA 

209.16 

39.00 

141.80 

209.16 

127.62 


95.72 

53.18 

304.87 

39.00 

88.63 

14.18 

BANICHA 

21.27 

14.18 

21.27 

17.73 

21.27 

21.27 

14.18 

17.73 

28.36 

21.27 

24.82 

14.18 

BANKORA 

212.70 

319.05 

177.25 

350.96 

304.87 

319.05 

297.78 

272.97 

283.60 

255.24 

219.79 

187.89 

BANSWARA 


17.73 

70.90 

56.72 

77.99 

17.73 

24.82 


14.18 

49.63 

74.45 

63.81 

BANSWARA (PW) 


67.36 

17.73 

NA 

NA 

17.73 

24.82 

msm 


NA 

NA 

NA 

BARETH 

28.36 

92.17 

99.26 

85.08 

92.17 

106.35 

155.98 

184.34 

163.07 

124.08 

124.08 

99.26 

BARGUN 

60.27 

42.54 

106.35 

42.54 

56.72 

42.54 

70.90 

24.82 

70.90 

60.27 

99.26 

60.27 

BARI 

28.36 

17.73 

53.18 

14.18 

35.45 

28.36 

24.82 

14.18 

49.63 

14.18 

39.00 

17.73 

BARI BADREL 

17.73 

10.64 

14.18 

14.18 

127.62 

17.73 

24.82 

14.18 

17.73 

17.73 

17.73 

24.82 

BARI SARERI 

85.08 

67.36 

81.54 

62.04 

109.90 

92.17 

134.71 

255.24 

99.26 

244.61 

216.25 

241.06 

BARIGAMA 

14.18 

17.73 

42.54 

56.72 

14.18 

3.55 

28.36 

21.27 

35.45 

21.27 

17.73 

24.82 

BARIPADAL 

28.36 

24.82 

35.45 

21.27 

35.45 

21.27 

49.63 

42.54 

17.73 

28.36 

28.36 

21.27 

BARODA 

77.99 

63.81 

70.90 

56.72 

63.81 

70.90 

70.90 

85.08 

85.08 

77.99 

92.17 

88.63 

BARODIA 

106.35 

109.90 

113.44 

141.80 

124.08 

134.71 

184.34 


113.44 

92.17 

109.90 

109.90 

BHAGATPURA 

24.82 

14.18 

21.27 

21.27 

19.50 

NA 

21.27 


35.45 

17.73 

17.73 

21.27 

BHARTALIA 

21.27 

28.36 

28.36 

21.27 

21.27 

31.91 

28.36 

28.36 

21.27 

24.82 

24.82 

21.27 

BHASOR 

209.16 

226.88 

166.62 

262.33 

262.33 

326.14 

287.15 

163.07 

205.61 


85.08 

63.81 

BHEELORA 

159.53 

258.79 

219.79 

219.79 

166.62 

262.33 

244.61 

212.70 

361.59 

233.97 

333.23 

191.43 

BHEEMDARI 

56.72 

39.00 

53.18 

35.45 

63.81 

31.91 

24.82 

35.45 

35.45 

42.54 

49.63 

21.27 

BHEMAI 

219.79 

212.70 

226.88 

187.89 

265.88 

233.97 

237.52 

53.18 

311.96 

251.70 

283.60 

233.97 

BHIMPUR 

24.82 

24.82 

31.91 

21.27 

24.82 

35.45 

24.82 

63.81 

21.27 

21.27 

28.36 

24.82 

BHUKIA 

24.82 

21.27 

21.27 

21.27 

21.27 

24.82 

24.82 

28.36 

21.27 

21.27 

28.36 

21.27 

BHUNGRA 

49.63 

28.36 

46.09 

28.36 

35.45 

35.45 

24.82 

53.18 

35.45 

46.09 

35.45 

31.91 

BHUWASA 


49.63 


28.36 

42.54 

31.91 

31.91 

141.80 

21.27 

198.52 

21.27 

272.97 

BIJORI KALAN 


28.36 

14.18 

21.27 

21.27 

35.45 

21.27 

77.99 

35.45 

77.99 

49.63 

88.63 

BOD LA 

28.36 

28.36 

35.45 

24.82 

21.27 

39.00 

17.73 

24.82 

67.36 

35.45 

31.91 

35.45 

BOLIA PADA 

21.27 

21.27 

14.18 

21.27 

21.27 

35.45 

21.27 

4.96 

21.27 

21.27 

24.82 

28.36 

BORDA 

31.91 

31.91 

28.36 

21.27 

28.36 

28.36 

28.36 

31.91 

28.36 

24.82 

24.82 

24.82 

BORI 

60.27 

31.91 

63.81 

35.45 

56.72 

46.09 

134.71 

35.45 

16.31 

42.54 

14.18 

39.00 

BORIGAMA CHOTTA 

280.06 

NA 

276.51 

212.70 

177.25 

180.80 

148.89 

297.78 

382.86 

226.88 

212.70 

262.33 

BORKHEDI 

49.63 

39.00 

63.81 

42.54 

49.63 

35.45 

56.72 

56.72 

70.90 

63.81 

60.27 

56.72 

BORWAT 

42.54 

31.91 

36.87 

35.45 

31.91 

28.36 

56.72 

35.45 

28.36 

35.45 

31.91 

28.36 

CHANDUJI KA GARA 

35.45 

24.82 

63.81 

21.27 

31.91 

21.27 

31.91 

28.36 

31.91 

28.36 

28.36 

28.36 

CHARLA 

17.73 

28.36 

14.18 

14.18 

54.95 

21.27 

17.73 

24.82 

28.36 

14.18 

21.27 

21.27 

CHARNA BHUNDWAI 

24.82 

21.27 

28.36 

24.82 

24.82 

24.82 

21.27 

NA 

28.36 

24.82 

21.27 

21.27 

CHAYAN 

21.27 

31.91 

92.17 

39.00 

24.82 


35.45 

28.36 

28.36 

28.36 

21.27 

28.36 

CHEEB 

21.27 

24.82 

21.27 

31.91 

21.27 

21.27 

21.27 

21.27 

14.18 

14.18 

21.27 

21.27 

CHEEKHLI 

42.54 

56.72 

170.16 

194.98 

46.09 

60.27 

141.80 

77.99 

56.72 

60.27 

56.72 

70.90 

CHEENTRI 

148.89 

170.16 

42.54 

42.54 

177.25 

124.08 

53.18 

152.44 

170.16 

148.89 

127.62 

141.80 

CHHINCH 

216.25 

304.87 

205.61 

241.06 

269.42 

382.86 

280.06 

148.89 

141.80 

134.71 

251.70 

131.17 

CHHOTI PADAL 

NA 

56.72 

42.54 

7.45 

31.91 

31.91 

28.36 

35.45 

24.82 

24.82 

39.00 

46.09 

CHHOTI SARWAN 

56.72 

70.90 

77.99 



63.81 

99.26 

14.18 

56.72 

88.63 

53.18 

53.18 

CHIRIWASA 

17.73 

14.18 

17.73 


17.73 

28.36 

28.36 

35.45 

35.45 

31.91 

31.91 

28.36 

CHOPASAG 

70.90 

92.17 

70.90 

85.08 

56.72 

17.73 

74.45 

92.17 

99.26 

127.62 

95.72 

113.44 

DADUKA 

35.45 

46.09 

35.45 

49.63 

49.63 

39.00 

24.82 

28.36 

46.09 

42.54 

31.91 

53.18 

DAIR 

60.27 

74.45 

49.63 

92.17 

56.72 

49.63 

56.72 

63.81 

63.81 

70.90 

77.99 

81.54 

DANPUR 

7.09 

17.73 

17.73 

21.27 

17.73 

49.63 

21.27 

21.27 

14.18 

148.89 

24.82 

42.54 

DARIYATI 

120.53 

95.72 

113.44 

99.26 

74.45 

31.91 

67.36 

28.36 

56.72 

31.91 

63.81 

42.54 

DELWARA 

712.55 

287.15 

638.10 

553.02 

563.66 

482.12 

361.59 

308.42 

63.81 

39.00 

425.40 

184.34 

DEOLIA 

53.18 

39.00 

39.00 

35.45 

46.09 

35.45 

35.45 

77.99 

70.90 

35.45 

35.45 

35.45 

DEOPURA 

127.62 

56.72 

99.26 

53.18 

60.27 

63.81 

60.27 

56.72 

70.90 

56.72 

70.90 

49.63 

DEWADA 

70.90 

35.45 

63.81 

39.00 

53.18 

39.00 

39.00 

35.45 

375.77 

42.54 

35.45 

31.91 

DOONGAR SARAN 

31.91 

28.36 

42.54 

21.27 

31.91 

17.73 

28.36 

21.27 

49.63 

21.27 

28.36 

21.27 

DUNGARIA 

155.98 

116.99 

155.98 



74.45 


49.63 

148.89 

102.81 

177.25 

92.17 

DUNGARWANI 

21.27 

10.64 

17.73 


17.73 

28.36 


21.27 

NA 

NA 

NA 

NA 

GALIYAKOT 

212.70 

184.34 

202.07 

166.62 

148.89 

148.89 

138.26 

159.53 

148.89 

141.80 

141.80 

145.35 

GALIYANA 

120.53 

120.53 

109.90 

177.25 

159.53 

102.81 

81.54 

95.72 

70.90 

77.99 

85.08 

106.35 

GANAU 

99.26 

141.80 

60.27 

102.81 

63.81 

31.91 

56.72 

42.54 

31.91 

53.18 

24.82 

49.63 



Chloride, mg/I 
2007 


Pre 

Monsoon 

Post 

Monsoon 

120.53 

92.17 

NA 

NA 

99.26 

113.44 

NA 

NA 

155.98 

141.80 

42.54 

49.63 

99.26 

106.35 


28.36 

42.54 

28.36 

155.98 

35.45 

42.54 


Zilill 


Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

63.81 

74.45 

88.63 

49.63 

120.53 

141.80 

60.27 

92.17 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

138.26 

85.08 

67.36 

134.71 

170.16 

74.45 

148.89 

67.36 

NA 

NA 

| NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

74.45 

134.71 

67.36 

141.80 

155.98 

124.08 

177.25 

109.90 

NA 

NA 

! 35.45 

42.54 

28.36 

42.54 

24.82 

28.36 

35.45 

31.91 

NA 

NA 

70.90 

88.63 

81.54 

127.62 

92.17 

85.08 

92.17 

102.81 

NA 

NA 


02.81 

81.5 

35.45 

31.9 


46.09 

124 

63.81 

53 


| 21.27 

49.63 

17.73 

21.27 


262.33 

304.87 

315.51 

319.05 

NA 

315.51 

283.60 

NA 

492.76 

638.10 

NA 

322.60 

31.91 

53.18 

28.36 

304.87 

21.27 

21.27 

21.27 

NA 

14.18 

21.27 

NA 

21.27 

31.91 

31.91 

24.82 

21.27 

63.81 

24.82 

49.63 

NA 28.36 

28.36 

NA 

21.27 

77.99 

102.81 

92.17 

88.63 

81.54 

134.71 

92.17 

113.44 113.44 

99.26 

NA 

120.53 

166.62 

170.16 

177.25 

212.70 

191.43 

233.97 

177.25 

NA 

184.34 

184.34 

NA 

173.71 

24.82 

53.18 

67.36 

39.00 

24.82 

63.81 

35.45 

NA 

28.36 

28.36 

NA 

53.18 

53.18 

60.27 

53.18 

56.72 

63.81 

31.91 

35.45 

NA 

42.54 

39.00 

NA 

42.54 

428.95 

216.25 

265.88 

226.88 

258.79 

209.16 

230.43 

170.16 

226.88 

180.80 

NA 

138.26 

216.25 

421.86 

414.77 

549.48 

446.67 

233.97 

592.02 

368.68 

531.75 

545.93 

NA 

198.52 

35.45 

42.54 

31.91 

39.00 

39.00 

42.54 

49.63 

49.63 

35.45 

42.54 

NA 

39.00 

255.24 

343.87 

262.33 

301.33 

198.52 

304.87 

272.97 

336.78 

276.51 

301.33 

NA 

382.86 

21.27 

35.45 

24.82 

21.27 

31.91 

24.82 

24.82 

NA 

24.82 

31.91 

NA 

21.27 


28.36 

35 

49.63 

35 


.91 

28.36 

,45 

28.36 


39.00 

39.00 

21.27 

28.36 


46.09 

42.5 

21.27 

31.9 


28.36 

31.91 

92.17 

49.63 


28.36 

49.63 

31.91 

28.36 


1.27 

24.82 

1.27 

21.27 


53.18 

31.91 

02.81 

28.36 


1.91 

28.36 

1.91 

24.82 


.82 

28.36 

.27 

17.73 


28.36 

163.07 

24.82 

53.18 


67.36 

53 

17.73 

35 


hi 


Pre 

Monsoon 

Post 

Monsoon 

18.00 

NA 


NA 


NA 

184.00 

NA 

184.00 

NA 


NA 


NA 


35.45 

49.63 

77.99 

141.80 

NA 

NA 

63.81 

92.17 

177.25 

326.14 

49.63 

56.72 

49.63 

56.72 

21.27 

241.06 

42.54 

70.90 

14.18 

28.36 

467.94 

269.42 

28.36 

28.36 

28.36 

49.63 

85.08 

92.17 

42.54 

56.72 

NA 

NA 

21.27 

21.27 

269.42 

233.97 

28.36 

35.45 

21.27 

35.45 

148.89 

116.99 

170.16 

155.98 

21.27 

21.27 

42.54 

49.63 

163.07 

163.07 

567.20 

616.83 

49.63 

53.18 

70.90 

106.35 

28.36 

35.45 

28.36 

42.54 

21.27 

35.45 


035.14 

39.00 

70.90 

49.63 


35.45 

42.5 

20.53 

70.9 


166.62 

155.98 

198.52 

187.89 

NA 

957.15 

74.45 

NA 

77.99 

63.81 

NA 

113.44 


233.97 

248.15 

56.72 

70.90 


,18 

42.54 

.27 

21.27 


63.81 

56.72 

63.81 

49.63 

53.18 

46.09 

53.18 

49.63 

95.72 

70.90 

NA 

60.27 

148.89 

248.15 

212.70 

216.25 

60.27 

290.69 

194.98 

233.97 

184.34 

230.43 

NA 

212.70 

116.99 

138.26 

148.89 

163.07 

209.16 

148.89 

155.98 

NA 

141.80 

155.98 

NA 

177.25 

81.54 

102.81 

35.45 

49.63 

56.72 

95.72 

46.09 

0.00 

31.91 

35.45 

NA 

35.45 

92.17 

95.72 

138.26 

120.53 

116.99 

106.35 

106.35 

0.00 

49.63 

NA 

NA 

124.08 

39.00 

42.54 

35.45 

49.63 

35.45 

35.45 

21.27 

NA 

24.82 

28.36 

NA 

31.91 

1 81.54 


148.89 

202.07 

145.35 

148.89 

159.53 

NA 

209.16 

258.79 

NA 

106.35 

i 46.09 


53.18 

56.72 

17.73 

35.45 

56.72 

0.00 

39.00 

35.45 

NA 

42.54 

5 77.99 

88.63 

74.45 

81.54 

81.54 

131.17 

95.72 

NA 

120.53 

113.44 

NA 

116.99 

! 28.36 

21.27 

31.91 

24.82 

28.36 

21.27 

28.36 

NA 

35.45 

NA 

NA 

28.36 


28.36 

42.54 

184.34 

209.16 

184.34 

198.52 

35.45 

42.54 

NA 

NA 

35.45 

42.54 

226.88 

163.07 

35.45 

63.81 

85.08 

120.53 

NA 

NA 

92.17 

145.35 

49.63 

49.63 

21.27 

35.45 

70.90 

77.99 

49.63 

49.63 

21.27 

28.36 

92.17 

120.53 

28.36 

35.45 

184.34 

141.80 

141.80 

120.53 

28.36 

28.36 






























































































































































































































































































































































































































































































































GANGAJI KA KHERA 


GARHAGOPI NATH 
GARHI 


GHANTALI _ 

GHATA KA GAON 


GULIAWADA 

HIRIAGARHI 


ISARWALA 

JAGPURA 


JOLANA 

KABJA 


KATUMBI 

KELAMELA 


KHANAN _ 

KHEDAVARLI PADA 


KHERA _ 

KHEROT 


_ Chloride, mg/I _ 

1984 1985 1986 1987 1988 1989 1990 1991 1992 1993 1994 1995 1996 

Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post 

Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 


_19 

Pre 

Monsoon 

39.00 


GANODA 

NA 

138.26 

NA 

NA 

173.35 

NA 

NA 

NA 

87.92 

NA 

103.16 

125.14 

59.91 

148.89 

113.44 

134.71 

49.63 

102.81 

92.17 

191.43 

116.99 

191.43 

60.27 

109.90 

74.45 

102.81 

70.90 

GANORA 

NA 

NA 

217.31 

NA 

NA 

NA 

102.10 

NA 

NA 

177.25 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


GAUTMESHWAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GAUTMESHWAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


GHATOL 

NA 

GOTHARA 

NA 


JASELA 

20.56 

JASWANTPURA 

18.79 



21.27 

21.27 

28.36 

35.45 


1.27 

24.82 

NA 

35.45 




21.27 

24.82 

NA 

NA 


24 

.82 

14.18 

31 

.91 

28.36 




35.45 

17.73 

49.63 

46.09 



28.36 

24.82 

39.00 

49.63 


JETHANA 

259.85 

241.77 

259.14 

296.36 

302.74 

276.87 

142.86 

249.21 

230.43 

226.53 

220.15 

240.71 

226.88 

290.69 

521.12 

297.78 

375.77 

354.50 

485.67 

372.23 

563.66 

311.96 

460.85 

326.14 

496.30 

361.59 

414.77 

JETLIA 

25.52 

23.04 

23.40 

NA 

NA 

25.88 

22.33 

24.11 

NA 

NA 

24.11 

21.27 

30.13 

NA 

21.27 

NA 

21.27 

28.36 

21.27 

21.27 

24.82 

NA 

17.73 

21.27 

21.27 

28.36 

21.27 


JETPURA 

NA 

29.42 

23.40 

NA 

32.61 

27.65 

21.98 

NA 

22.33 

27.65 

20.56 

23.04 

21.63 

28.36 

21.27 

24.82 

17.73 

17.73 

17.73 

21.27 

10.64 

17.73 

24.82 

17.73 

17.73 

21.27 

17.73 

JOGIWARA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


241.06 

301.33 

524.66 

478.58 


KARIYANA 

695.88 

493.46 

410.87 

366.91 

436.74 

587.76 

421.86 

491.34 

441.71 

403.07 

103.51 

305.93 

340.32 

155.98 

184.34 

63.81 

361.59 

343.87 

379.32 

301.33 

425.40 

276.51 

382.86 

375.77 

673.55 

542.39 

577.84 

KARJI 

25.52 

NA 

47.15 

42.19 

37.93 

48.21 

NA 

51.40 

20.92 

36.51 

51.40 

41.12 

36.51 

77.99 

63.81 

77.99 

67.36 

63.81 

56.72 

74.45 

49.63 

95.72 

85.08 

70.90 

49.63 

88.63 

39.00 


KATARON KA KHEDA 

17.02 

19.14 

13.47 

NA 

NA 

39.35 

15.60 

17.02 

17.37 

NA 

18.79 

18.08 

13.47 

17.73 

21.27 

17.73 

14.18 

17.73 

14.18 

28.36 

28.36 

28.36 

14.18 

7.09 

17.73 

17.73 

14.18 

KATISOR 

592.02 

1317.32 

705.46 

0.00 

476.09 

768.56 

450.92 

878.10 

643.06 

876.32 

632.78 

233.97 

684.19 

1056.41 

935.88 

928.79 

517.57 

NA 

758.63 

1159.22 

535.30 

811.81 

836.62 

957.15 

599.11 

1361.28 

896.89 


20.53 

35.45 

28.36 

21.27 


KHALEEL 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

47.50 

NA 

42.54 

49.63 

35.45 

56.72 

42.54 

39.00 

49.63 

42.54 

49.63 

39.00 

35.45 

39.00 

42.54 

74.45 

63.81 

KHAMERA 

NA 

93.59 

92.52 

NA 

101.39 

144.28 

120.88 

NA 

110.60 

135.42 

127.27 

123.72 

113.44 

92.17 

106.35 

81.54 

106.35 

127.62 

113.44 

95.72 

109.90 

99.26 

109.90 

124.08 

127.62 

134.71 

148.89 


KHODAN 

NA 

KHUMJI KA PARDA 

NA 

KOHALA 

159.88 

KONIA 

NA 

KOTRA 

NA 

KUPRA 

NA 

KUSHALKOT 

NA 

KUSHALPURA 

40.77 

KUWAN 

40.77 

LAMBA DABRA 

NA 

LASARA 

NA 

LEEMBORBARI 

47.50 

LODHA 

102.10 

LOHARIA 

NA 

MAHESHPURA 

18.79 

MANDELA 

NA 

MASATIA 

56.37 

METWALA 

NA 

MOKAMPURA 

NA 

MOTATANDA 

NA 

MOTAGAON 

NA 

MOTIBASI 

NA 

MUNDRI 

NA 

MUNGANA 

NA 

MUNGANA 

NA 

MUNGANA 

NA 

MURASEL 

NA 

NAL 

15.24 

NALADA 

17.02 

NALRANGHAWA 

NA 

NARWALI 

NA 

NAVAGAON 

46.09 

navatapra 

NA 

NAWA GAON 

NA 

NAWAGAON 

57.78 

NIMBERWARA 

NA 

NIMBERWARA 

NA 

OBLA 

NA 

ODWAL 

NA 




17.73 

27.65 

NA 

NA 


41 

.12 

40.77 

54 

.95 

24.11 



NA 


261.27 




29.07 

37.93 

20.56 

47.50 




NA 

22.33 

20.92 

20.56 

62.39 

NA 

NA 

30.84 

46.79 

39.35 

NA 

20.56 


NA 

68.42 

48.21 

121.59 

17.02 

90.40 

NA 

20.92 

NA 

NA 

18.79 

112.73 

72.32 

NA 

NA 

NA 

39.35 

88.63 

82.60 

53.88 

81.89 

218.73 

NA 

20.56 

20.56 

38.29 

13.83 

NA 

NA 

115.21 

33.32 

114.86 

137.55 

29.42 

27.65 


NA 


23.75 

NA 

44.67 

36.51 

37.93 

NA 

36.16 

62.39 

NA 

NA 

17.02 

NA 

NA 

23.04 

16.66 

17.37 

15.24 

31.20 

48.21 


.90 

70.90 

.82 

24.82 


81.54 

88.63 

27.62 

46.09 


6.09 

10.64 

4.18 

14.18 



70.90 

43.25 

23.04 

40.06 



35.45 

31.91 

| NA 

NA 



53.18 

35 

EB 


92.17 

92 

EH 


3.12 

81.54 

9.63 

14.18 


1.27 

21.27 

1.27 

17.73 





.82 

24.82 

.18 

21.27 




























































































































































































































































































































































































































































































































Chloride, mg/I 


GARHAGOPI NATH 
GARHI 


GULIAWADA 

HIRIAGARHI 


KARIYANA 

KARJI 


KATUMBI 

KELAMELA 


KHODAN _ 

KHUMJI KA PARDA 


KOHALA _ 

KONIA 


KUSHALKOT 

KUSHALPURA 


LASARA _ 

LEEMBORBARI 


Chloride, mg/I 
2007 


Location 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

GANGAJI KA KHERA 

39.00 

39.00 

46.09 

39.00 

39.00 

39.00 

35.45 

39.00 

35.45 

35.45 

31.91 

28.36 

31.91 

31.91 

42.54 

31.91 

31.91 

28.36 

35.45 

28.36 

NA 

35.45 

42.54 

NA 

42.54 

42.54 

99.26 


GANODA 

77.99 

77.99 

99.26 

49.63 

141.80 

95.72 

63.81 

70.90 

269.42 

116.99 

141.80 

134.71 

81.54 

53.18 

244.61 

99.26 

67.36 

35.45 

124.08 

99.26 

0.00 

109.90 

106.35 

NA 

152.44 

120.53 

134.71 

GANORA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


1.27 

31.9: 

1.27 

134.7: 


42.54 

49.63 

170.16 

163.07 


GAUTMESHWAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

106.00 

NA 

GAUTMESHWAR 

NA 

NA 

NA 

NA 

NA 

141.80 

141.80 

NA 

99.26 

70.90 

131.17 

56.72 

120.53 

NA 

333.23 

99.26 

166.62 

99.26 

120.53 

116.99 

95.72 

99.26 

155.98 

NA 

NA 

106.00 

NA 


GHANTALI 

10.64 

24.82 

17.73 

24.82 

17.73 

31.91 

21.27 

NA 

31.91 

53.18 

NA 

42.54 

31.91 

28.36 

31.91 

28.36 

35.45 

39.00 

21.27 

42.54 

NA 

42.54 

NA 

NA 

NA 

28.36 

42.54 

GHATA KA GAON 

198.52 

159.53 

198.52 

163.07 

170.16 

159.53 

177.25 

127.62 

177.25 

127.62 

155.98 

148.89 

212.70 

141.80 

262.33 

138.26 

191.43 

173.71 

177.25 

177.25 

233.97 

216.25 

223.34 

NA 

255.24 

127.62 

184.34 


GHATOL 

28.36 

GOTHARA 

NA 


ISARWALA 

28.36 

JAGPURA 

42.54 


JASELA 

35. 

JASWANTPURA 

46. 



! 1 

7.73 

35.45 

1 

0.64 

21.27 


191.43 

248.15 

NA 

NA 


35.45 

35.45 

28.36 

28.36 


JETHANA 

297.78 

319.05 

269.42 

343.87 

343.87 

340.32 

319.05 

209.16 

297.78 

333.23 

354.50 

141.80 

202.07 

109.90 

347.41 

265.88 

340.32 

237.52 

145.35 

354.50 

333.23 

315.51 

414.77 

NA 

297.78 

276.51 

287.15 

JETLIA 

28.36 

17.73 

21.27 

21.27 

28.36 

28.36 

31.91 

NA 

NA 

31.91 

49.63 

21.27 

28.36 

31.91 

49.63 

28.36 

35.45 

21.27 

42.54 

35.45 

NA 

35.45 

NA 

NA 

NA 

28.36 

35.45 


JETPURA 

14.18 

17.73 

NA 

17.73 

28.36 

24.82 

24.82 

42.54 

28.36 

24.82 

56.72 

21.27 

56.72 

17.73 

265.88 

70.90 

17.73 

155.98 

17.73 

17.73 

NA 

17.73 

17.73 

NA 

14.18 

21.27 

21.27 

JOGIWARA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

170.16 

198.52 

198.52 

187.89 

177.25 

209.16 

294.24 

319.05 

212.70 

269.42 

NA 

280.06 

212.70 

272.97 


JOLANA 

294.24 

198.52 

226.88 

248.15 

244.61 

212.70 

163.07 

141.80 

262.33 

184.34 

209.16 

170.16 

258.79 

138.26 

233.97 

241.06 

116.99 

173.71 

265.88 

251.70 

NA 

177.25 

177.25 

NA 

141.80 

205.61 

184.34 

KABJA 

545.93 

489.21 

457.31 

446.67 

482.12 

925.25 

457.31 

648.74 

581.38 

659.37 

588.47 

765.72 

616.83 

609.74 

680.64 

602.65 

517.57 

457.31 

549.48 

815.35 

758.63 

794.08 

719.64 

NA 

49.63 

744.45 

737.36 


KATARON KA KHEDA 

14.18 

KATISOR 

1006.78 



17.73 

10.64 

744.45 

666.46 


1035.14 
42.54" 


NA 

460.85 " 


155.98 

49.63 


1035.14 
35.45 " 


_NA 

484.25 " 


.82 
.27 " 


1403.82 
60.27" 


NA 

645.19" 


120.53 
99.26" 


1573.98 

21.27" 


_NA 

886.25 " 


42.54 
24.82 " 


1531.44 

53.18" 


NA 

964.24" 


131.17 
63.81" 


1559.80 

31.9l" 


_NA 

914.61" 


28.36 

28.36" 


1389.64 
60.27" 


NA 

833.08" 


106.35 

35.45 


1332.92 
28.36 " 


_NA 

811.81 " 


.82 
.82 " 


875.62 

31.91 


_NA 

1109.59 


60.27 

28.36 



14.18 

NA 

868.53 

1226.57 


KHALEEL 

99.26 

63.81 

88.63 

67.36 

56.72 

63.81 

311.96 

42.54 

106.35 

77.99 

70.90 

134.71 

85.08 

99.26 

155.98 

134.71 

81.54 

102.81 

8 

mt 

163.07 

120.53 

106.35 

106.35 

NA 

106.35 

134.71 

106.35 

KHAMERA 

155.98 

163.07 

191.43 

152.44 

205.61 

194.98 

163.07 

233.97 

255.24 

145.35 

255.24 

116.99 

191.43 

159.53 

315.51 

212.70 

287.15 

21.27 

1 

I3I5E1B 

375.77 

NA 

216.25 

212.70 

NA 

230.43 

198.52 

233.97 


KHANAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

24.82 

42.5 


49.63 

35.45 

35.45 

31.9 

1 NA 


49.63 

31.9 

□ 

KHEDAVARLI PADA 

17.73 

17.73 

21.27 

28.36 

21.27 

NA 

42.54 

70.90 

31.91 

35.45 

21.27 

60.27 

77.99 

67.36 

39.0 


67.36 

NA 

60.27 

63.8: 

1 NA 


56.72 

70.9 

m 


KHERA 

42.5' 

KHEROT 

81.5' 


KOTRA 

14.: 

KUPRA 

35.' 


KUWAN 

56.72 

LAMBA DABRA 

21.27 


LODHA 

85.08 

LOHARIA 


MAHESHPURA 

24.82 

MANDELA 

21.27 

MASATIA 

166.62 

METWALA 

14.18 

MOKAMPURA 


MOTATANDA 


MOTAGAON 

194.98 

MOTIBASI 

230.43 

MUNDRI 

28.36 

MUNGANA 

49.63 

MUNGANA 

NA 

MUNGANA 

28.36 

MURASEL 

141.80 

NAL 

31.91 

NALADA 

35.45 

NALRANGHAWA 

31.91 

NARWALI 

116.99 

NAVAGAON 

56.72 

navatapra 

42.54 

NAWA GAON 

109.90 

NAWAGAON 

35.45 

NIMBERWARA 

NA 

NIMBERWARA 

24.82 

OBLA 

14.18 

ODWAL 

31.91 



77.99 

106.35 

63.81 

56.72 

4 

9.63 

56.72 

1 

4.18 

21.27 

141.80 

319.05 

85.08 

74.45 

290.69 

283.60 

127.62 

155.98 

35.45 

56.72 

28.36 

35.45 

205.61 

219.79 

35.45 

28.36 

99.26 

113.44 

21.27 

49.63 

63.81 

35.45 

127.62 

127.62 

21.27 

14.18 

70.90 

134.71 

4 

9.63 

77.99 

4 

9.63 

77.99 

290.69 

361.59 

35.45 

21.27 

28.36 

56.72 

21.27 

28.36 

77.99 

269.42 

42.54 

77.99 

70.90 

49.63 

155.98 

134.71 

3 

5.45 

42.54 

3 

5.45 


35.45 

21.27 

21.27 

14.18 

42.54 

49.63 








































































































































































































































































































































































































































































































































_ Chloride, mg/I _ 

1984 1985 1986 1987 1988 1989 1990 1991 1992 1993 1994 1995 1996 

Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post 

Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 


PACHLASA CHOTTA 

85.08 

PADARDI BARI 

35.81 


PAD LA _ 

PANDAWA 


PANTHOL _ 

PARDATHOOR 


PARI BARI 
PATAN 


PEEPALKHOONT 

PEEPLOD 


PHALWA _ 

PHEPHER 


PIYOLA _ 

PRATAPGARH 


PRATAPUR 

PUNJPUR 


RAIPUR _ 

RAIPUR 


RAIYANA _ 

RAMELA 


REENCHA 

RENCHRI 


SAGA 
SAG ROD 


SALIABARI _ 

SAMLIYA 


SANGESRI _ 

SANGTHLI KHURD 


SEMLIA 

SEONA 


SOHAGPURA 

SOLANJ 


SUNDNI 

SURPUR 


TEJPUR 

THIKRIA 


UMARJOKHA 

UMRAI 


UMRIANALA 
UN DAVE LA 


VAMASA 

VEERPUR 


WAGERI 

WAJWANA 


WASIADA 


12.38 

72.32 

64.52 

35.45 


.83 

74.80 

.12 

32.26 


j 79.05 

70.9 

44.67 

42.5 


.45 

63.81 

.90 

35.45 


60.27 

141.80 

39.00 

35.45 


_19 

Pre 

Monsoon 

163.07 


177.25 

42.54 


21.27 

NA 


17.73 

180.80 


.34 

70.90 

.82 

14.18 



RATHORON Kl PADOLI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

79.05 

95.72 

76.57 

106.35 

99.26 

95.72 

63.81 

1 

27.62 

92.17 

113.44 

81.54 

102.81 

116.99 

124.08 

120.53 


.71 

99.26 

RAWATPURA 

NA 

34.39 

20.21 

NA 

17.02 

18.79 

18.79 

NA 

17.73 

27.65 

302.39 

28.01 

40.06 

42.54 

63.81 

24.82 

35.45 


28.36 

21.27 

21.27 

14.18 

17.73 

21.27 

17.73 

21.27 


.18 

14.18 


ROOPPURA 

21.98 

RUNJIA 

NA 



! 90.75 

37.93 

NA 

NA 


NA 

56.72 

36.87 

34.39 



35.45 

24.82 

17.73 

17.73 


43.25 

39.35 

34.74 

37.93 



24.82 

24.82 

46.09 

21.27 


SAGTHALI KHURD 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SAGWARIA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

31.20 

36.16 

32.97 

33.32 

49.63 

42.54 

35.45 

21.27 

31.91 

28.36 

24.82 

21.27 

42.54 

24.82 

24.82 

14.18 

28.36 

17.73 


SAIPUR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

40.06 

NA 

37.93 

36.16 

33.32 

42.54 

35.45 

28.36 

28.36 

28.36 

28.36 

28.36 

31.91 

39.00 

21.27 

28.36 

21.27 

28.36 

17.73 

SALAMGARH 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


SALAMGARH 

NA 

57.07 

70.19 

148.18 

85.79 

135.06 

97.13 

167.68 

134.00 

98.20 

143.22 

103.16 

120.53 

159.53 

155.98 

170.16 

141.80 

209.16 

198.52 

148.89 

120.53 

155.98 

134.71 

184.34 

276.51 

155.98 

212.70 

SALIA 

110.60 

88.98 

175.12 

35.80 

182.21 

99.61 

NA 

77.28 

105.29 

NA 

72.32 

56.01 

NA 

46.09 

92.17 

63.81 

106.35 

70.90 

99.26 

56.72 

31.91 

46.09 

74.45 

67.36 

21.27 

28.36 

21.27 



10.64 

14.18 

99.26 

99.26 


17.73 

7. 

24.08 

85. 



10.64 

10.64 

109.90 

74.45 



SARODA 

335.36 

571.81 

393.85 

398.81 

567.20 

598.40 

556.57 

691.28 

687.73 

772.81 

819.96 

698.01 

709.00 

701.91 

631.01 

602.65 

538.84 

670.01 

588.47 

631.01 

538.84 

418.31 

606.20 

549.48 

475.03 

404.13 

269.42 

SARODIA 

NA 

51.76 

57.07 

NA 

53.18 

73.74 

57.78 

NA 

66.65 

60.62 

79.05 

NA 

73.38 

77.99 

70.90 

56.72 

70.90 

42.54 

49.63 

49.63 

67.36 

42.54 

67.36 

46.09 

24.82 

28.36 

31.91 


SARWA KALAN 

NA 

SARWACHHOTI 

NA 


SHIVPURA 

134.36 

SODALPUR 

NA 



31.17 

94.30 

15.60 

18.43 


SOMPURA 

NA 

SUJAJI KA GARA 

NA 


34.39 

31.91 

23.01 

92.88 


SURWANIA 

133.29 

TAKATJI KATANDA 

NA 




18.79 

27.65 

NA 

NA 



1 

63.07 

13 

ES 


23.04 

17 



47.50 

46.79 

68.77 

88.63 


57.43 

48.2: 

NA 

24.1: 


; NA 


NA 





2.54 

31.91 

4.18 

17.73 


NA 

146.76 

26.23 

23.40 



6.09 

17.73 

2.54 

17.73 


.82 

31.91 

.18 

21.27 


17.73 

17.73 

159.53 

155.98 


56.72 

31.91 

49.63 

60.27 





39.00 

17.73 

__1 

66.62 

63.81 


TALORA 

NA 

NA 

NA 

NA 

383.22 

NA 

78.35 

480.35 

343.87 

646.61 

369.39 

NA 

375.77 

730.27 

528.21 

666.46 

482.12 

677.10 

457.31 

886.25 

489.21 

581.38 

602.65 

588.47 

453.76 

779.90 

641.65 

TALWARA 

61.33 

74.80 

62.39 

NA 

51.40 

77.28 

97.13 

NA 

57.07 

79.76 

44.67 

NA 

40.06 

63.81 

56.72 

56.72 

49.63 

46.09 

49.63 

63.81 

53.18 

46.09 

39.00 

46.09 

56.72 

92.17 

60.27 


TAMTIA RATHORE 

NA 

TEJPUR 

NA 


TIMBAGAMRI 

NA 

UDPURA 

NA 



NA 

NA 

NA 

120.18 



21.27 

21.27 

56.72 

63.81 


7.73 

17.73 

6.09 

49.63 


6.09 

35.45 

7.99 

49.63 



35.45 

35. 

42.54 

46. 


UKALA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

UKALA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


| 28.36 

63.8 

ai 

1 21.27 

21.2 

ai 


1.27 

28.36 

7.73 

35.45 



.82 

46.09 

.73 

28.36 


1.27 

17.73 

7.73 

28.36 


NA 

NA 

35.45 

28.36 
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Chloride, mg/I 


2000 


2001 


2002 


1998 


1999 


Location 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 


Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

ORA 

53.18 

49.63 

56.72 

39.00 

39.00 

39.00 

42.54 

28.36 

53.18 

31.91 

46.09 

42.54 

PACHLASA CHOTTA 

138.26 

226.88 

145.35 

163.07 

127.62 

170.16 

120.53 

116.99 

120.53 

148.89 

141.80 

148.89 

PADARDI BARI 

35.45 

42.54 

35.45 

42.54 

31.91 

42.54 

39.00 

28.36 

56.72 

31.91 

35.45 

31.91 

PAD LA 

24.82 

42.54 

28.36 


24.82 

28.36 

28.36 

24.82 

NA 

21.27 

28.36 

28.36 

PANDAWA 

24.82 

17.73 

35.45 



28.36 

141.80 

85.08 

28.36 

21.27 

21.27 

21.27 

PANTHOL 

14.18 

21.27 

21.27 

17.73 

17.73 

28.36 

14.18 

35.45 

NA 

NA 

NA 

NA 

PARDATHOOR 

127.62 

39.00 

81.54 

180.80 

46.09 

265.88 

88.63 


248.15 

42.54 

74.45 

148.89 

PARI BARI 

163.07 

74.45 

127.62 

14.18 

49.63 

39.00 

21.27 

31.91 

63.81 

49.63 

56.72 

31.91 

PATAN 

24.82 

24.82 

28.36 

14.18 

24.82 

21.27 

35.45 

56.72 

35.45 

42.54 

63.81 

17.73 

PEEPALKHOONT 

28.36 

24.82 

39.00 

35.45 

28.36 

42.54 

14.18 

NA 

39.00 

39.00 

49.63 

35.45 

PEEPLOD 

24.82 

21.27 

28.36 

17.73 

17.73 

24.82 

17.73 

8.86 

42.54 

24.82 

3.55 

21.27 

PHALWA 

77.99 

49.63 

42.54 

56.72 

60.27 

42.54 

49.63 

49.63 

46.09 

56.72 

56.72 

60.27 

PHEPHER 

10.64 

10.64 

14.18 

24.82 

14.18 

14.18 

21.27 

35.45 

155.98 

21.27 

141.80 

124.08 

PIYOLA 

14.18 

28.36 

24.82 

17.73 

14.18 

21.27 

14.18 

14.18 

14.18 

14.18 

28.36 

21.27 

PRATAPGARH 

187.89 

223.34 

209.16 

244.61 

262.33 

262.33 

262.33 

163.07 

297.78 

315.51 

194.98 

198.52 

PRATAPUR 

42.54 

81.54 

46.09 

70.90 

60.27 

88.63 

77.99 

49.63 


166.62 

163.07 

148.89 

PUNJPUR 

24.82 

21.27 

31.91 

21.27 

24.82 

49.63 

56.72 

67.36 


56.72 

42.54 

70.90 

RAIPUR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RAIPUR 

67.36 

56.72 

67.36 

42.54 

56.72 

42.54 

42.54 

63.81 

375.77 

248.15 

368.68 

489.21 

RAIYANA 

53.18 

63.81 

60.27 

56.72 

53.18 

NA 

248.15 

56.72 


70.90 

99.26 

92.17 

RAMELA 

21.27 

21.27 

24.82 

17.73 

15.24 

NA 

49.63 

21.27 

14.18 

17.73 

14.18 

17.73 

RATHORON Kl PADOLI 

102.81 

95.72 

95.72 

99.26 

88.63 

99.26 

99.26 

60.27 

77.99 


77.99 

46.09 

RAWATPURA 

21.27 

14.18 

28.36 

14.18 

10.64 

31.91 

170.16 

39.00 

28.36 

14.18 

21.27 

14.18 

REENCHA 

42.54 

42.54 

28.36 

31.91 

31.91 

28.36 

21.27 

28.36 

21.27 

28.36 

35.45 

28.36 

RENCHRI 

21.27 

14.18 

21.27 

21.27 

17.73 

21.27 

14.18 

14.18 

21.27 

21.27 

NA 

24.82 

ROOPPURA 

24.82 

21.27 

14.18 

28.36 

17.73 

21.27 

39.00 

17.73 

21.27 

21.27 

17.73 

21.27 

RUNJIA 

31.91 

6.74 

28.36 

14.18 

24.82 

24.82 

39.00 

17.73 

28.36 

21.27 

28.36 

28.36 

SAGA 

NA 

NA 

NA 

NA 


21.27 


24.82 

21.27 

21.27 

28.36 

24.82 

SAG ROD 

46.09 

42.54 

42.54 

42.54 


46.09 


35.45 

35.45 

42.54 

35.45 

39.00 

SAGTHALI KHURD 

NA 

NA 

NA 

NA 

NA 

453.76 

467.94 

475.03 

290.69 

393.50 

347.41 

361.59 

SAGWARIA 

24.82 

21.27 

21.27 

35.45 

24.82 

28.36 

NA 

31.91 

17.73 

24.82 

24.82 

28.36 

SAIPUR 

24.82 

21.27 

24.82 

17.73 

17.73 

21.27 

24.82 

21.27 

24.82 

24.82 

21.27 

21.27 

SALAMGARH 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SALAMGARH 

205.61 

127.62 

177.25 

116.99 

155.98 

155.98 

198.52 

205.61 

290.69 

216.25 

219.79 

262.33 

SALIA 

31.91 

21.27 

46.09 

21.27 

NA 

70.90 

63.81 

70.90 

NA 

28.36 

28.36 

2.84 

SALIABARI 

10.64 

10.64 

10.64 

14.18 

21.27 

17.73 

24.82 

63.81 

91.11 

21.27 

17.73 

-p* 

00 

SAMLIYA 

113.44 

77.99 

99.26 

95.72 

92.17 

74.45 

92.17 

63.81 

120.53 

85.08 

92.17 

70.90 

SANGESRI 

35.45 

35.45 

39.00 

39.00 

35.45 

42.54 

28.36 

42.54 

53.18 

49.63 

63.81 

35.45 

SANGTHLI KHURD 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SARODA 

333.23 

276.51 

290.69 

372.23 

428.95 

379.32 

425.40 

361.59 

446.67 

368.68 

389.95 


SARODIA 

28.36 

46.09 

28.36 

24.82 

21.27 

28.36 

31.91 

28.36 

35.45 

42.54 

21.27 

21.27 

SARWA KALAN 

21.27 

14.18 

56.72 

14.18 

21.27 

39.00 

28.36 

35.45 

21.27 

42.54 

28.36 

116.99 

SARWACHHOTI 

31.91 

21.27 

35.45 

17.73 

31.91 

24.82 

31.91 

184.34 

46.09 

60.27 

49.63 

77.99 

SEMLIA 


35.45 

17.73 

21.27 

21.27 

99.26 

24.82 

21.27 

NA 

NA 

NA 

NA 

SEONA 


42.54 

42.54 

39.00 

39.00 

42.54 

42.54 

56.72 

53.18 

49.63 

56.72 

53.18 

SHIVPURA 

42.54 

35.45 

35.45 

35.45 

39.00 

31.91 

28.36 

42.54 

24.82 

31.91 

35.45 

35.45 

SODALPUR 

17.73 

17.73 

24.82 

17.73 

21.27 

21.27 

35.45 

NA 

14.18 

NA 

NA 

NA 

SOHAGPURA 

163.07 

187.89 

138.26 

290.69 

155.98 

361.59 

148.89 

382.86 

276.51 

311.96 

350.96 

471.49 

SOLANJ 

63.81 

60.27 

63.81 

67.36 

56.72 

56.72 

63.81 

67.36 

63.81 

63.81 

49.63 

67.36 

SOMPURA 

28.36 

24.82 

21.27 

24.82 

21.27 

35.45 

17.73 

21.27 

21.27 

24.82 

17.73 

14.18 

SUJAJI KA GARA 

155.98 

166.62 

191.43 

166.62 

198.52 

159.53 

202.07 

141.80 

127.62 

177.25 

141.80 

159.53 

SUNDNI 

21.27 

14.18 

60.27 

21.27 

28.36 

24.82 

21.27 

42.54 

28.36 

21.27 

24.82 

28.36 

SURPUR 

35.45 

14.18 

21.27 

17.73 

17.73 

24.82 

24.82 

21.27 

28.36 

24.82 

21.27 

24.82 

SURWANIA 


21.27 

39.00 

28.36 

31.91 

35.45 

28.36 

46.09 

35.45 

35.45 

28.36 

31.91 

TAKATJI KATANDA 

— 

46.09 


49.63 

95.72 

56.72 

31.91 

49.63 

70.90 

42.54 

99.26 

49.63 

TALORA 

716.09 

588.47 

450.22 

560.11 

453.76 

489.21 

577.84 

439.58 

538.84 

482.12 

779.90 

592.02 

TALWARA 

70.90 

81.54 

134.71 

60.27 

209.16 

42.54 

56.72 

35.45 

85.08 

81.54 

95.72 

81.54 

TAMTIA RATHORE 


14.18 

24.82 

17.73 

49.63 

17.73 

21.27 

21.27 

21.27 

21.27 

21.27 

21.27 

TEJPUR 


56.72 

42.54 

53.18 

42.54 

53.18 

56.72 

49.63 

35.45 

56.72 

49.63 

31.91 

TEJPUR 

NA 

NA 

NA 

35.45 

42.54 

35.45 

35.45 

35.45 

53.18 

49.63 

60.27 

56.72 

THIKRIA 

77.99 

42.54 

49.63 

63.81 

92.17 

63.81 

77.99 

109.90 

77.99 

42.54 

39.00 

39.00 

TIMBAGAMRI 

24.82 

31.91 

39.00 

46.09 


28.36 

28.36 

28.36 

35.45 

35.45 

35.45 

28.36 

UDPURA 

46.09 

35.45 

28.36 

28.36 


28.36 

39.00 

49.63 

49.63 

42.54 

49.63 

46.09 

UKALA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

UKALA 

NA 

NA 

NA 

NA 

NA 

35.45 

42.54 

70.90 

56.72 

42.54 

42.54 

24.82 

UMARJOKHA 

10.64 

14.18 

14.18 

14.18 

17.73 

14.18 

17.73 

21.27 

21.27 

21.27 

17.73 

42.54 

UMRAI 

191.43 

184.34 

134.71 

145.35 

7.09 


17.73 

28.36 

177.25 

237.52 

31.91 

42.54 

UMRIANALA 

— 

31.91 

17.73 

46.09 

9.57 

28.36 

24.82 

28.36 

31.91 

49.63 

31.91 

56.72 

UN DAVE LA 


17.73 

21.27 

17.73 

1063.50 

21.27 

14.18 

21.27 

14.18 

14.18 

21.27 

14.18 

VAMASA 

163.07 

177.25 

163.07 

170.16 

148.89 

148.89 

148.89 

95.72 

85.08 

99.26 

106.35 

106.35 

VEERPUR 

17.73 

17.73 

10.64 

14.18 

21.27 

17.73 

17.73 

24.82 

21.27 

35.45 

21.27 

177.25 

WAGERI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

WAJWANA 

187.89 

49.63 

170.16 

NA 

56.72 

46.09 

42.54 

35.45 

49.63 

120.53 

39.00 

28.36 

WASIADA 

35.45 

31.91 

42.54 

42.54 

70.90 

35.45 

53.18 

42.54 

31.91 

63.81 

24.82 

42.54 



Chloride, mg/I 
2007 


Post 

Monsoon 

49.63 


131.17 

28.36 


31.91 

21.27 


_NA 

77.99 


85.08 

56.72 


__39. 

35. 


67.36 

127.62 


56.72 

258.79 


170.16 

46.09 


_NA 

751.54 


138.26 

10.64 


85.08 

17.73 


24.82 

21.27 


24.82 

56.72 


35.45 

42.54 


290.69 

35.45 


21.27 

NA 


283.60 

21.27 


24.82 

155.98 


39.00 

NA 


49.63 

14.18 


49.63 

95.72 


_NA 

56.72 


39.00 

NA 


319.05 

67.36 


14.18 

262.33 


24.82 

24.82 


35.45 

102.81 


1106.04 

138.26 


28.36 

39.00 


74.45 

131.17 


46.09 

49.63 


_NA 

56.72 


24.82 

60.27 


28.36 

14.18 


127.62 

42.54 


_NA 

85.08 




Pre 

Post 

Monsoon 

Monsoon 

46.09 

138.26 

138.26 

173.71 

28.36 

42.54 

31.91 

21.27 

17.73 

315.51 

NA 

NA 

42.54 

439.58 

70.90 

127.62 

67.36 

46.09 

39.00 

28.36 

28.36 

49.63 

17.73 

95.72 

99.26 

106.35 


Monsoon Monsoon 


16.99 

39.0 

28.36 

31.9 





NA 

10.6 

21 

L.27 

70.9 



39.00 

60.27 

NA 

NA 

389.95 

233.97 

63.81 

67.36 

17.73 

17.73 

191.43 

233.97 

42.54 

k asa 

21.27 



28.36 

39.00 


39.00 

60.27 

758.63 

783.45 

88.63 

81.54 

28.36 

148.89 

70.90 

56.72 

77.99 

60.27 

99.26 

177.25 

42.54 


42.54 


NA 

NA 

NA 

49.63 

53.18 

21.27 

74.45 

56.72 


12.54 

49.63 


14.18 

49.63 

99.26 

131.17 

46.09 

42.54 


53.18 

85.08 

1 

19.90 

24.82 

| 49.63 

113.44 


Pre 

Post 

Monsoon 

Monsoon 

35.45 

198.52 

138.26 

120.53 

28.36 

85.08 

28.36 

28.36 

88.63 

28.36 


60.27 

74 

17.73 

92 


31.91 

297.78 


102.81 

49.63 


_NA 

1067.05 


109.90 

24.82 


77.99 

21.27 


4 

2.54 

28.36 

1 

7.73 

21.27 




418.31 

436.04 

21.27 

10.64 

21.27 

24.82 

NA 

NA 

326.14 

191.43 

24.82 

28.36 

17.73 

14.18 

148.89 

233.97 

35.45 

35.45 

NA 

NA 

414.77 

467.94 

35.45 

21.27 

28.36 

31.91 

39.00 

92.17 

NA 

NA 

53.18 

49.63 

49.63 

42.54 

NA 

NA 

382.86 

329.69 

67.36 

205.61 

21.27 

21.27 

255.24 

276.51 

53.18 

56.72 

21.27 

24.82 

17.73 

28.36 

88.63 

127.62 

879.16 

712.55 

67.36 

113.44 

28.36 

35.45 

81.54 

49.63 

o 

CD 

o 

67.36 

74.45 

177.25 

31.91 

70.90 

46.09 

49.63 

NA 

NA 

56.72 

31.91 

53.18 

17.73 

70.90 

184.34 


35.45 


14.18 

131.17 

120.53 

35.45 

35.45 

67.36 

74.45 

202.07 

212.70 

109.90 

70.90 


Pre 

Post 

Pre 

Post 

Pre 

Post 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

70.90 

0.00 

70.90 

109.90 

NA 

134.71 

163.07 

163.07 

382.86 

198.52 

NA 

148.89 

35.45 

35.45 

35.45 

39.00 

NA 

28.36 

31.91 

NA 

28.36 

21.27 

NA 

28.36 

92.17 

28.36 

70.90 

53.18 

NA 

NA 

24.82 

NA 

35.45 

NA 

NA 

NA 

308.42 

226.88 

304.87 

226.88 

NA 

269.42 


Monsoon Monsoon 


a 

42.54 

184.34 

21.27 

0.00 

7 

0 

El 

21.27 

24.82 

56.72 

NA 

1 

4 


31.91 
28.36 " 


56.72 

na" 


21.27 

170.16" 


99.26 
56.72 " 


_NA 

1028.05 " 


28.36 

63.81 


77.9 

85.0 


113.44 

765.72 


113.44 

46.09 


_NA 

1063.50 



31.91 

31.9 

09.90 

39.0 


49.63 

95.72 

85.08 

NA 

24.82 

21.27 

67.36 

340.32 


95.72 

NA 

56.72 

56.72 


148.89 

102.81 

21.27 

28.36 



35.45 

102.81 

17.73 

28.36 


24.82 

39.00 


42.54 

276.51 


49.63 

70.90 

31.91 

24.82 


1003.24 

53.18 


49.63 

53.18 


56.72 

170.16 


95.72 

46.09 


_NA 

35.45 


17.73 

106.35 


17.73 

17.73 


120.53 

28.36 


53.18 

120.53 


24.82 


21.27 

120.53 


1017.42 

95.72 


_3: 

T 


_NA 

63.81 


127.62 

60.27 


_NA 

42.54 


24.82 

102.81 


49.63 

NA 

21.27 

0.00 

138.26 

180.80 

35.45 

NA 

95.72 

134.71 

155.98 

NA 

56.72 

NA 


2 

0 

5.61 

70.9 


4 

2.54 

39.01 




67.36 

60.27 

24.82 

616.83 

NA 

NA 

21.27 

NA 

28.36 

31.91 

NA 

28.36 

21.27 

NA 

21.27 

24.82 

NA 

21.27 

NA 

NA 

NA 

NA 

NA 

NA 

301.33 

230.43 

283.60 

333.23 

NA 

NA 

31.91 

NA 

31.91 

28.36 

NA 

28.36 

21.27 

0.00 

63.81 

NA 

NA 

28.36 

131.17 

102.81 

138.26 

191.43 

NA 

152.44 

42.54 

NA 

28.36 

28.36 

NA 

21.27 

NA 

NA 

NA 

NA 

NA 

NA 

450.22 

177.25 

361.59 

389.95 

NA 

372.23 

28.36 

NA 

24.82 

24.82 

NA 

28.36 



35.45 

31.91 

NA 

31.91 

| 85.08 

127.62 

NA 

138.26 

804.72 

797.63 

NA 

241.06 

81.54 

92.17 

NA 

148.89 



28.36 

21.27 

28.00 

NA 

92.17 

85.08 

141.80 

109.90 

773.00 

NA 

773.00 

NA 

113.44 

141.80 

28.36 

28.36 

106.35 

106.35 

21.27 

28.36 

2 

1.27 

21.27 

2 

1.27 

21.27 

42.54 

35.45 

35.45 

28.36 

4 

2.54 

63.81 

4 

2.54 

28.36 

390.00 

NA 

28.36 

42.54 

28.36 

21.27 

433.00 

NA 

433.00 

NA 

35.45 

28.36 

NA 

NA 

56.72 

148.89 

14.18 

35.45 

390.00 

NA 

517.57 

489.21 

28.36 

28.36 

49.63 

56.72 

120.53 

127.62 

21.27 

21.27 

56.72 

70.90 

42.54 

42.54 

28.36 


6 ( 


NA 

7( 


63.81 

14.18 

21.27 

297.78 

333.23 

49.63 

63.81 

28.36 

28.36 

42.54 

63.81 

35.45 

63.81 

850.80 

914.61 

63.10 

63.81 

2 

1.27 

42.54 

T 

7.99 

77.99 

NA 

NA 

134.71 

155.98 

28.36 

49.63 

35.45 

49.63 

429.00 

NA 

429.00 

NA 

28.36 

28.36 

56.72 

70.90 

77.99 

35.45 

14.18 

21.27 

113.44 

170.16 

21.27 

35.45 

85.08 

77.99 

70.90 

42.54 

70.90 

77.99 





















































































































































































































































































































































































































































































































































1984 


1985 


1986 


1987 


Chloride, mg/I 


Location 


Sub Basin: Moran 


Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 


! 1988 

1989 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 


AMBARA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

40.77 

NA 

ANTRI 

34.03 

51.05 

40.41 

0.00 

54.95 

70.55 

52.82 

67.36 

48.21 

73.38 

42.90 

54.95 

BARGAMA 

NA 

NA 

NA 

NA 

NA 

58.49 

64.52 

NA 

NA 

NA 

62.04 

NA 

GHOTAD 

241.77 

35.81 

31.91 

35.45 

27.65 

32.61 

29.07 

36.16 

27.65 

33.32 

25.52 

24.11 

HEERATAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

66.29 

NA 

JOGIWARA 

68.06 

125.85 

79.05 

0.00 

62.04 

68.77 

56.01 

59.56 

72.32 

71.61 

63.46 

60.27 

KOKAPUR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

343.87 

NA 

MANDWA 

37.22 

44.31 

42.19 

40.41 

54.95 

48.21 

66.29 

36.87 

96.42 

41.48 

39.00 

30.84 

NANDOR 

o 

UD 

LO 

85.08 

63.81 

NA 

56.72 

73.74 

57.78 

73.03 

63.46 

71.61 

54.95 

o 

LO 

NOKHANA 

63.10 

42.54 

60.62 

0.00 

54.95 

96.42 

59.56 

85.08 

68.77 

106.71 

65.23 

70.55 

OBRI 

71.61 

74.80 

74.09 

NA 

75.51 

73.74 

74.80 

77.28 

80.83 

83.31 

79.05 

80.83 

RANOLI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

97.84 

NA 

SAGWARA 

35.81 

44.31 

40.41 

45.38 

32.61 

46.44 

35.81 

37.58 

38.29 

38.29 

37.93 

42.90 

SANSARPUR 

77.99 

39.35 

WKEXSE 

89.33 

109.90 

54.95 

78.35 

30.13 

37.93 

43.25 

74.80 

0.00 

TALAIYAN 

54.24 

39.35 

87.56 

63.81 

NA 

58.49 

57.78 

46.44 


40.06 

37.93 

34.39 

THAIYATA 

NA 

NA 

63.81 

55.66 


NA 

61.33 

52.82 

62.04 

63.46 

NA 

NA 

UNTIA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


Sub Basin: Som 


AGAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

AMARTIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

AMLAWA 

NA 

NA 

119.47 

NA 

132.23 

NA 

114.15 

79.05 

NA 

100.68 

122.66 

69.13 

AMZARA 

146.05 

124.43 

146.41 

0.00 

159.88 

168.39 

159.88 

146.41 

151.37 

186.47 

185.76 

183.99 

ANDER KHET 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

ANJANI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

ARNIYA 

32.26 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

ASPUR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

59.20 

ASPUR 

306.29 

291.05 

447.73 

0.00 

299.20 

307.71 

316.57 

338.55 

347.41 

301.68 

302.74 

316.21 

BALDIYA 

170.16 

176.90 

161.65 

0.00 

163.43 

146.05 

166.62 

148.18 

180.44 

183.28 

202.77 

183.99 

BALEECHA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BALWARA 

180.09 

141.45 

173.35 

175.12 

206.32 

197.46 

214.47 

211.99 

192.49 

180.09 

197.81 

147.83 

BAM BORA 

340.32 

337.84 

345.28 

NA 

333.58 

374.71 

316.21 

NA 

369.74 

426.46 

343.16 

422.56 

BANAKHURD 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BANORA 

NA 

395.98 

198.52 

192.14 

77.28 

NA 

76.57 

40.77 

80.83 

44.31 

316.57 

80.83 

BANWASA 

57.78 

69.84 

55.66 

0.00 

48.21 

63.46 

54.59 

67.00 

60.27 

56.72 

57.78 

41.12 

BARAPAL 

88.63 

90.75 

70.90 

103.87 

121.95 

116.99 

132.23 

NA 

129.04 

99.61 

154.92 

191.78 

BARODA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BAROTI 

54.24 

44.31 

57.08 

0.00 

51.40 

41.12 

42.54 

44.31 

48.21 

66.65 

51.40 

44.67 

BASEETARSINGAWAT 

NA 

NA 

NA 

NA 

121.95 

NA 

NA 

NA 

117.69 

41.12 

102.10 

25.17 

BAWALWARA 

NA 

100.32 

108.83 

110.60 

NA 

NA 

134.36 

139.67 

181.86 

NA 

88.27 

114.50 

BEELRI 

108.83 

117.34 

104.22 

0.00 

99.62 

173.71 

105.64 

125.14 

109.90 

214.83 

137.55 

151.37 

BHANDA 

NA 

119.82 

110.60 

NA 

579.25 

NA 

NA 

NA 

123.01 

NA 

119.11 

99.26 

BHAWARANA 

NA 

224.04 

244.25 

NA 

183.99 

NA 

148.18 

280.06 

168.39 

248.86 

136.13 

244.25 

BHINDER 

52.82 

54.24 

69.13 

NA 

51.05 



46.44 

44.67 

NA 

45.02 

47.15 

BHORAI 

NA 

109.90 

NA 

NA 

94.65 

NA 


101.39 

87.56 

NA 

139.67 

132.94 

BICHHIWARA 

119.11 

107.41 

112.73 

121.24 

96.42 

103.16 

90.04 

85.08 

92.88 

109.90 

99.62 

109.90 

BOKHLA 

129.39 

98.55 

188.59 

NA 

151.37 

124.08 

154.92 

124.08 

139.32 

120.18 

153.14 

82.60 

CHAWAND 

NA 

359.46 

410.87 

NA 

437.45 

NA 

132.58 

357.69 

NA 

NA 

NA 

442.77 

CHHANI 

NA 

52.11 

76.57 

NA 

68.77 

NA 

85.08 

85.08 

82.60 

NA 

88.63 

79.05 

DAGAR 

NA 

32.97 

48.92 

54.59 

115.21 

NA 

103.87 

149.60 

137.90 

194.62 

193.91 

218.73 

DAMDI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

166.62 

NA 

DEOPURA 

NA 

96.42 

123.01 

115.57 

135.77 

NA 

153.14 

232.20 

132.94 

NA 

148.18 

178.67 

DEOSOMNATH 

108.83 

120.89 

102.81 

0.00 

99.62 

135.77 

119.11 

125.85 

106.71 

103.16 

109.90 

108.12 

DEVAL KHAS 

129.39 

74.80 

94.30 

109.54 

108.12 

103.16 

105.64 

97.13 

149.60 

146.76 

127.62 

151.37 

DHAROD 

NA 

515.80 

360.17 

NA 

245.67 

NA 

173.71 

210.93 

213.76 

416.89 

217.66 

272.61 

DHAWARI 

92.17 

73.38 

101.03 

0.00 

116.99 

268.36 

102.10 

204.19 

120.18 

293.17 

137.55 

250.99 

DHEEKWAS 

NA 

77.28 

94.30 

NA 

70.55 

NA 

73.03 

73.03 

80.83 

NA 

78.34 

85.79 

DINGRI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DOWRA 

231.49 

205.97 

244.25 

0.00 

192.49 

115.21 

188.95 

139.67 

213.06 

128.33 

204.55 

342.09 

EDANA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GAMRI AHARA 

74.80 

71.61 

74.09 

0.00 

73.74 

85.79 

78.35 

90.04 

85.79 

93.23 

77.28 

51.40 

GAMRI DEVAL 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

92.17 

NA 

GANESHPUR 

258.43 

314.80 

279.35 

0.00 

237.16 

295.65 

236.45 

237.52 

250.99 

26.59 

275.80 

164.84 

GAONRA PAL 

105.64 

104.22 

85.79 

108.83 

130.81 

NA 

125.85 

90.04 

136.48 

166.62 

139.67 

117.69 

GHORON KA KHERA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GINGLA 

57.78 

88.98 

55.66 

NA 

73.74 

NA 

59.56 

66.29 

481.41 

418.66 

476.45 

530.33 

GORAN 

NA 

204.55 

112.73 

NA 




75.51 

82.60 

NA 

NA 

97.49 

GUDLI 

47.50 

67.36 

18.43 

73.03 

46.44 

72.32 

48.21 

NA 

51.40 

60.27 

49.98 

62.39 

GUREL 

NA 

NA 

NA 

129.39 

92.88 

NA 

97.13 

134.00 

NA 


57.78 

NA 

HARIYAO 

NA 

40.41 

37.22 

NA 

NA 

65.23 

40.77 

32.61 

41.12 

NA 

66.65 

33.68 

HATHAI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

78.35 

NA 

INTALI 

NA 

30.84 

I^K3Ii3 

47.50 

62.04 



60.27 

82.60 

NA 

100.32 

58.85 

JAGAT 

68.06 

65.58 


NA 



67.00 

NA 

72.32 

73.74 

201.71 

203.84 

JAITANA 

NA 

30.84 

31.91 

27.30 

30.84 

NA 

21.98 

18.79 

30.13 

36.16 

20.56 

31.91 
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_ Chloride, mg/I _ 

1998 T 1999 


Chloride, mg/I 
2007 


Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 


Sub Basin: Moran 


AMBARA 

49.63 

ANTRI 

42.54 


BARGAMA 

GHOTAD 


HEERATAN 

JOGIWARA 


KOKAPUR 

MANDWA 


OBRI _ 

RANOLI 


SAGWARA 

SANSARPUR 


UNTIA _ 

Sub Basin: Som 


AMLAWA 

AMZARA 


ARNIYA 

ASPUR 


BALEECHA 

BALWARA 


BANORA _ 

BANWASA 


BARAPAL _ 

BARODA 


BAROTI _ 

BASEETARSINGAWAT 


BHANDA 

BHAWARANA 


DEOPURA 

DEOSOMNATH 


DINGRI _ 

DOWRA 


EDANA _ 

GAMRI AHARA 


GAMRI DEVAL 
GANESHPUR 


GAONRA PAL _ 

GHORON KA KHERA 


INTALI 

JAGAT 


JAITANA 


6.09 

35 

9.63 

53 


53.18 

74.45 

56.72 

49.63 


99.26 

53.18 

49.63 

70.90 




63.81 

42.54 

56.72 

88.63 


NA 


NA 



49.63 

42.54 

63.81 

106.35 


NANDOR 

216.25 

49.63 

99.26 

163.07 

198.52 

145.35 

109.90 

113.44 

226.88 

148.89 

170.16 

148.89 

219.79 

184.34 

202.07 1 

91.43 

63.81 

194.98 

241.06 

219.79 

219.79 

184.34 

202.07 

NA 

241.06 

191.43 

63.8 

□ 

NOKHANA 

109.90 

53.18 

63.81 

60.27 

63.81 

56.72 

49.63 

49.63 

21.27 

46.09 

42.54 

42.54 

46.09 

67.36 

113.44 

42.54 

46.09 

49.63 

127.62 

131.17 

99.26 

60.27 

53.18 

NA 

244.61 

70.90 

63.8 

□1 


TALAIYAN 

28.36 

THAIYATA 

49.63 



35.45 

42.5 

63.81 

70.9 


92.17 

99.26 

120.53 

191.43 



NA 

4 

NA 

4 


85.08 

56.72 

NA 

NA 


AGAR 

NA 

AMARTIYA 

124.08 



124.08 

120.53 

177.25 

177.25 



106.35 

99.26 

205.61 

205.61 



NA 

77.99 

237.52 

202.07 



127.62 

109.90 

191.43 

148.89 



NA 

NA 

141.80 

120.53 


ANDER KHET 

127.62 

166.62 

173.71 

163.07 

166.62 

131.17 

134.71 

124.08 

163.07 

148.89 

141.80 

1074.14 

241.06 

180.80 

311.96 

166.62 

276.51 

216.25 

308.42 

241.06 

230.43 

957.15 

205.61 

NA 

301.33 

574.29 

248.15 

ANJANI 

NA 

NA 

NA 

NA 

NA 

NA 

28.36 

28.36 

14.18 

28.36 

14.18 

21.27 

NA 

28.36 

35.45 

NA 

31.91 

35.45 

35.45 

35.45 

31.91 

39.00 

35.45 

NA 

28.36 

NA 

NA 


ASPUR 

503.75 

489.21 

503.39 

365.14 

375.77 

382.86 

280.06 

329.69 

730.27 

723.18 

609.74 

315.51 

99.26 

340.32 

560.11 

294.24 

567.20 

329.69 

290.69 

531.75 

482.12 

269.42 

379.32 

NA 

368.68 

319.05 

319.05 

BALDIYA 

155.98 

173.71 

209.16 

177.25 

170.16 

159.53 

148.89 

152.44 

184.34 

152.44 

148.89 

145.35 

173.71 

159.53 

198.52 

155.98 

212.70 

145.35 

177.25 

141.80 

163.07 

120.53 

106.35 

NA 

170.16 

141.80 

163.07 


BAM BORA 

319.05 

400.59 

457.31 

354.50 

485.67 

400.59 

347.41 

283.60 

489.21 

432.49 

460.85 

421.86 

535.30 

528.21 

499.85 

450.22 

460.85 

393.50 

241.06 

496.30 

485.67 

563.66 

599.11 

NA 

684.19 

659.37 

623.92 

BANAKHURD 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

113.44 

152.44 

319.05 

145.35 

538.84 

113.44 

237.52 

276.51 

475.03 

319.05 

170.16 

233.97 

113.44 

248.15 

191.43 

237.52 

NA 

194.98 

198.52 

191.43 



134.71 

131.17 

120.53 

70.90 



127.62 

127.62 

NA 

46.09 


56.72 

49.63 

95.72 

53.18 


56.72 

56.72 

102.81 

191.43 


70.90 

NA 

127.62 

116.99 


BAWALWARA 

109.90 

159.53 

155.98 

99.26 

99.26 

134.71 

106.35 

248.15 

120.53 

209.16 

230.43 

141.80 

56.72 

85.08 

70.90 

248.15 

106.35 

138.26 

85.08 

70.90 

63.81 

109.90 

99.26 

NA 

134.71 

212.70 

386.41 

BEELRI 

198.52 

127.62 

226.88 1 

20.53 

99.26 

124.08 

85.08 

81.54 

198.52 

106.35 

177.25 

85.08 

184.34 

99.26 

233.97 

116.99 

223.34 

106.35 

244.61 

155.98 

276.51 

120.53 

127.62 

NA 

311.96 

120.53 

276.51 


BHINDER 

42.54 

BHORAI 

155.98 



127.62 

294.24 


1247.84 

187.89 



63.81 

46.09 

131.17 

106.35 


BICHHIWARA 

113.44 

113.44 

127.62 

109.90 

106.35 

124.08 

109.90 

177.25 

134.71 

159.53 

113.44 

99.26 

127.62 

141.80 

148.89 

141.80 

134.71 

138.26 

141.80 

170.16 

148.89 

141.80 

202.07 

NA 

152.44 

134.71 

152.44 

BOKHLA 

184.34 

198.52 

187.89 

180.80 

127.62 

170.16 

138.26 

116.99 

141.80 

124.08 

113.44 

109.90 

127.62 

120.53 

148.89 

127.62 

141.80 

133.29 

109.90 

177.25 

141.80 

120.53 

141.80 

NA 

170.16 

113.44 

116.99 


CHAWAND 

255.24 

340.32 

216.25 

251.70 

170.16 

978.42 

141.80 

489.21 

251.70 

251.70 

201.36 

358.05 

191.43 

102.81 

301.33 

379.32 

177.25 

141.80 

538.84 

460.85 

496.30 

659.37 

446.67 

NA 

290.69 

510.48 

184.34 

CHHANI 

155.98 

138.26 

141.80 

127.62 

163.07 

187.89 

212.70 

446.67 

152.44 

1141.49 

404.13 

1453.45 

212.70 

276.51 

194.98 

191.43 

216.25 

134.71 

141.80 

155.98 

216.25 

301.33 

262.33 

NA 

283.60 

141.80 

361.59 


DAGAR 

244.61 

60.27 

56.72 

301.33 

184.34 

244.61 

163.07 

347.41 

659.37 

350.96 

1095.41 

92.17 

588.47 

439.58 

762.18 

109.90 

1290.38 

698.37 

1914.30 

1269.11 

1169.85 

198.52 

269.42 

NA 

194.98 

134.71 

230.43 

DAMDI 

233.97 

127.62 

134.71 

127.62 

102.81 

113.44 

99.26 

102.81 

77.99 

77.99 

70.90 

70.90 

85.08 

70.90 

81.54 

70.90 

124.08 

88.63 

99.26 

120.53 

106.35 

77.99 

81.54 

NA 

191.43 

35.45 

92.17 


DEVAL KHAS 

198.52 

109.90 

148.89 

106.35 

106.35 

99.26 

77.99 

88.63 

170.16 

152.44 

148.89 

127.62 

155.98 

155.98 

209.16 

177.25 

202.07 

209.16 

202.07 

226.88 

241.06 

248.15 

255.24 

NA 

184.34 

248.15 

276.51 

DHAROD 

319.05 

124.08 

276.51 

326.14 

297.78 

450.22 

255.24 

283.60 

226.88 

170.16 

599.11 

134.71 

811.81 

946.52 

925.25 

315.51 

354.50 

92.17 

1013.87 

758.63 

553.02 

499.85 

467.94 

NA 

545.93 

560.11 

691.28 


DHAWARI 

723.18 

155.98 

290.69 

109.90 

127.62 

102.81 

92.17 

77.99 

99.26 

85.08 

77.99 

77.99 

159.53 


77.99 

109.9 


95.72 

262.33 

152.44 

233.97 

127.62 

106.35 

NA 

198.52 

141.80 

180.80 

DHEEKWAS 

70.90 

70.90 

63.81 

63.81 

NA 

63.81 

63.81 

70.90 

56.72 

60.27 

152.44 

287.15 

70.90 


60.27 

60.2 


35.45 

77.99 

74.45 

77.99 

67.36 

74.45 

NA 

63.81 

70.90 

49.63 




74.45 

77.99 

| 163.07 

141.80 


.90 

77.99 

.87 

39.00 



67.36 

74.45 

397.04 

450.22 



70.90 

60.27 

42.54 

70.90 


GINGLA 

280.06 

311.96 

205.61 

262.33 

283.60 

290.69 

333.23 

375.77 

521.12 

609.74 

723.18 

602.65 

709.00 

570.75 

627.47 

765.72 

347.41 

638.10 

446.67 

613.29 

659.37 

737.36 

283.60 

NA 

712.55 

680.64 

737.36 

GORAN 

152.44 

92.17 

77.99 

77.99 

63.81 

56.72 

63.81 

63.81 

67.36 

56.72 

56.72 

60.27 

49.63 

42.54 

53.18 

56.72 

39.00 

67.36 

134.71 

85.08 

173.71 

85.08 

109.90 

NA 

81.54 

92.17 

88.63 


63.81 

56.72 

88.63 

85.08 


HARIYAO 

53.18 

63.81 

56.72 

4 

9.63 

46.09 

113.44 

42.54 

42.54 

49.63 

49.63 

31.91 

35.45 

116.99 

99.26 

42.54 

60.27 

67.36 

99.26 

85.08 

53.18 

81.54 

237.52 

35.45 

NA 

159.53 

212.70 

24.82 

HATHAI 

262.33 

88.63 

152.44 


7.99 

77.99 

88.63 

255.24 

141.80 

134.71 

226.88 

248.15 

212.70 

354.50 

365.14 

648.74 

311.96 

347.41 

198.52 

358.05 

326.14 

311.96 

170.16 

187.89 

NA 

297.78 

248.15 

262.33 





















































































































































































































































































































































































































































































































1984 


1985 


1986 


1987 


Chloride, mg/I 


Location 


1988 


1989 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 



Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

JAWAD 

NA 

399.88 

505.16 

112.38 

NA 

NA 

438.87 

343.87 

439.58 

NA 

221.21 

188.59 

JAWAS 

NA 

189.30 

202.07 

NA 

185.76 

NA 

166.62 

168.39 

193.56 

NA 

154.92 

144.64 

JHADOL 

NA 

343.87 

110.96 

147.47 

113.44 

NA 

207.74 

82.60 

336.78 

NA 

234.68 

84.02 

JHAKOL 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JHALLARA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JHAMARKOTRA 

108.83 

106.00 

87.56 

NA 

73.74 

77.28 

77.28 

NA 

82.60 

80.83 

80.12 

101.03 

JUNIJHAR 

253.47 

NA 

NA 

NA 

NA 

NA 

217.66 

173.71 

NA 

144.99 

NA 

NA 

KALIBHEET 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KAN BA 

112.38 

182.21 

117.69 

124.43 

92.88 

147.83 

0.00 

69.84 

142.51 

140.03 

85.08 

137.55 

KANOR 

NA 

131.52 

106.00 

NA 

117.34 

144.28 

265.52 

151.37 

161.65 

NA 

156.69 

171.58 

KARAULI 

102.10 

166.62 

109.54 

0.00 

104.93 

115.21 

98.55 

91.82 

96.42 

185.05 

97.13 

137.55 

KARAWALI 

142.86 

96.42 

151.37 

NA 

130.81 

NA 

139.32 


52.11 

42.89 

56.01 

47.15 

KAYA 

47.50 

57.78 

60.62 

NA 

63.46 

63.46 

70.55 

NA 

85.79 

62.04 

76.57 

65.58 

KEORA KALAN 

129.39 

140.74 

134.71 

NA 

139.32 

NA 

NA 

94.65 

NA 

158.11 

NA 

77.28 

KHARKA 

NA 

140.74 

NA 

NA 

85.79 

NA 

78.34 

98.20 

75.86 

138.61 

85.08 

87.56 

KHARODIA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

40.77 

NA 

KHERAD 

NA 

57.78 

48.92 

NA 

49.98 

NA 

54.59 

51.40 

62.39 

75.86 

61.33 

55.66 

KHERWARA 

NA 

208.80 

83.31 

170.16 

170.16 

NA 

197.46 

280.06 

NA 

NA 

313.02 

296.36 

KHOLRI 

NA 

109.90 

94.30 

91.82 

79.05 

NA 

93.59 

91.11 

75.86 

69.13 

61.33 

96.07 

KUN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KUNDA 

85.08 

86.85 

82.60 

NA 

72.32 

NA 

37.58 

58.49 

84.02 

72.67 

76.57 

69.13 

KUNTHWAS 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

31.20 

28.36 

NA 

KURABAR 

122.66 

150.66 

146.41 

142.86 

147.83 

123.72 

139.32 

NA 

141.09 

129.04 

128.33 

121.24 

LASADIYA 

353.79 

202.77 

276.16 

291.04 

387.82 

146.05 

444.19 

323.30 

464.04 

258.79 

119.82 

437.81 

LODAWAL 

180.44 

304.87 

232.20 

247.80 

250.99 

376.48 

234.68 

288.92 

290.69 

363.36 

265.52 

350.60 

LOONADA 

NA 

NA 

NA 

NA 

91.82 

99.61 

83.31 

NA 

118.76 

NA 

NA 

161.65 

MAHUDA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MALPUR 

NA 

71.25 

80.83 

69.84 


NA 

44.31 

67.00 

42.19 

NA 

NA 

NA 

Mand kalan 

NA 

NA 

NA 

NA 


84.37 

56.01 

58.49 

54.95 

NA 

46.79 

48.92 

Maseegpura 

NA 

42.54 

35.45 

NA 

42.54 

41.12 

35.80 

30.84 

49.98 

NA 

46.79 

30.13 

MATASULA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MAVU DANGIYAN 

NA 

NA 

NA 

NA 

481.41 

674.26 

503.74 

443.48 

NA 

NA 

313.38 

326.49 

METALI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MODI 

NA 

82.95 

84.02 

NA 

86.85 

92.88 

98.55 

79.05 

79.05 

NA 

73.38 

70.55 

MODPURA 

NA 

23.40 

28.71 

23.75 

NA 

NA 

23.75 

37.93 

NA 

32.97 

30.49 

33.68 

NAI JHAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NANDLI AHARA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

54.59 

NA 

NATHARA 

144.64 

115.92 

48.92 

40.77 

48.21 

NA 


54.95 

57.07 

46.09 

56.01 

45.38 

NAYAGAON 

NA 

100.32 

77.28 

85.08 

75.51 

NA 


71.61 

70.55 

NA 

88.63 

119.47 

NEEMRI 

NA 

138.96 

47.15 

NA 

136.13 

30.84 

114.15 

147.83 

156.33 

NA 

101.74 

166.62 

ODWARIYA 

115.57 

132.58 

121.24 

123.01 

108.12 

120.18 

119.11 

119.11 

123.72 

99.97 

112.38 

103.16 

PAD LA 

NA 

108.12 

99.26 

NA 

113.44 

NA 

81.54 


77.28 

49.28 

91.82 

84.02 

PADOONA 

56.37 

50.34 

57.07 

47.50 

62.04 

51.40 

70.55 


67.00 

75.51 

49.98 

53.88 

PALODRA 

64.52 



68.06 

58.49 

NA 

71.25 

73.74 

70.55 

79.05 

69.84 

97.49 

PANOOND 

NA 

30.84 

NA 

NA 

NA 


34.03 

30.84 

46.44 

NA 

26.59 

35.45 

PARDA INTIWAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

323.30 

NA 

PARDASAKANI 

306.29 

486.73 

255.95 

0.00 

257.72 

390.31 

268.71 

305.93 

271.55 

349.89 

317.99 

335.36 

PARSAD 

NA 

NA 

126.20 

NA 

154.56 

NA 

193.91 

235.39 

237.52 

107.06 

278.99 

193.56 

PATLI 

54.24 

37.58 

57.08 

0.00 

49.99 

58.49 

74.80 

71.61 

62.04 

71.61 

62.04 

67.00 

PEELADHAR 

NA 

90.75 

97.49 

NA 

106.70 

NA 

207.74 

154.56 

NA 

153.14 

210.93 

158.11 

PEEPLADA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PHALOJ 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PHEELA(B) 

54.59 

112.02 

62.39 

114.15 

58.49 

103.16 

49.98 

NA 

60.27 

101.39 

54.95 

47.15 

PUNALI 

119.82 

120.89 

110.96 

0.00 

94.65 

116.99 

139.67 

114.15 

147.83 

116.28 

147.83 

111.67 

RAIKI 

153.14 

396.69 

193.56 

210.57 

153.14 

273.32 

183.63 

261.27 

182.21 

271.55 

176.90 

296.72 

RAM SAG DA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

129.39 

NA 

RAMGARH 

54.59 

302.74 

85.79 

69.13 

49.99 

44.67 

44.31 

48.21 

37.93 

46.79 

68.06 

85.79 

RATANPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

ROHANWARA 

37.22 

39.35 

38.64 

0.00 

34.39 

39.35 

40.77 

34.03 

44.67 

41.48 

37.93 

30.84 

SABLA 

81.54 

176.90 

124.43 

94.30 

97.84 

129.04 

108.83 

0.00 

77.28 

140.03 

100.32 

94.65 

SABLI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

134.36 

NA 

SAGATARA 

NA 

175.48 

121.24 

NA 

111.67 

NA 

146.41 

166.62 

186.82 

NA 

175.12 

311.61 

SAGOT 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SAKANI 

34.03 

39.35 

31.91 

0.00 

32.61 

34.39 

21.98 

34.39 

32.61 

36.51 

32.26 

34.39 

SALLARA 

408.38 

378.61 

397.39 

301.33 

249.21 

NA 

136.13 

154.56 

149.95 

37.93 

124.08 

207.03 

SALUMBAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SALUMBER 

NA 

177.60 

191.78 

NA 

213.05 

NA 

217.66 

213.05 

202.07 

261.98 

210.93 

306.29 

SAMORA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

52.82 

78.34 

NA 

SANCHIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

195.68 

NA 

SARA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SARADA 

NA 

NA 

NA 

NA 

240.71 

NA 

243.19 

268.36 

NA 

1271.95 

209.16 

163.42 

SATTO 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SEMARI 

NA 

171.93 

289.63 

NA 

392.08 

NA 

287.50 

165.20 

338.55 

NA 

238.22 

171.58 

SHEESHVI 

112.38 

119.82 

121.24 

NA 

118.40 

144.28 

144.28 

NA 

147.83 

147.83 

183.28 

168.39 



Post 

Monsoon 

Pre 

Monsoon 

212.70 

311.96 

120.53 

127.62 

340.32 

NA 

NA 

NA 

NA 

NA 

116.99 

70.90 

166.62 

233.97 

21.27 

31.91 

180.80 

148.89 

113.44 

85.08 

209.16 

127.62 

212.70 

42.54 

56.72 

67.36 

127.62 

148.89 

226.88 

92.17 

70.90 

35.45 

35.45 

163.07 

42.54 

155.98 

113.44 

74.45 

127.62 

67.36 

124.08 

85.08 

131.17 

35.45 

184.34 

209.16 

265.88 

311.96 

88.63 

191.43 

102.81 

77.99 

NA 

NA 

81.54 

42.54 

67.36 

56.72 

53.18 

NA 

NA 

NA 

698.37 

914.61 

35.45 

NA 

166.62 

113.44 

31.91 

21.27 

NA 

NA 

63.81 

42.54 

49.63 

42.54 

85.08 

88.63 

212.70 

53.18 

184.34 

134.71 

138.26 

134.71 

42.54 

53.18 

70.90 

77.99 

28.36 

24.82 

42.54 

74.45 

443.13 

326.14 

70.90 

127.62 

42.54 

56.72 

NA 

99.26 

42.54 

42.54 

85.08 

85.08 

70.90 

63.81 

113.44 

127.62 

382.86 

223.34 

70.90 

127.62 

77.99 

49.63 

NA 

NA 

49.63 

42.54 

102.81 

77.99 

191.43 

163.07 

191.43 

205.61 

NA 

NA 

63.81 

46.09 

NA 

411.22 

272.97 

216.25 

NA 

NA 

NA 

99.26 

177.25 

202.07 

NA 

NA 

531.75 

400.59 

NA 

NA 

127.62 

386.41 

134.71 

336.78 


1991 
I Post 


Monsoon Monsoon 



Monsoon Monsoon 
389.95 446.67 


134.71 

NA 


Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 


_19 

Pre 

Monsoon 



1.80 

92.: 

9.63 

56.‘ 


49.63 

49.63 

354.50 

311.96 

124.08 

163.07 

42.54 

56.72 

63.81 

397.04 

42.54 

99.26 

92.17 


113.44 


99.26 

106.35 

297.78 

241.06 

116.99 

127.62 

205.61 

127.62 

NA 

NA 

42.54 

NA 

70.90 

81.54 

163.07 

141.80 

226.88 

311.96 

NA 

NA 

39.00 

42.54 

460.85 

177.25 

276.51 

290.69 

NA 

NA 

95.72 

92.17 

191.43 

212.70 

NA 

NA 

673.55 

453.76 

NA 

NA 

205.61 

212.70 

397.04 

347.41 


446.67 

276.51 

NA 

496.30 

496.30 

159.53 

248.15 

131.17 

120.53 

127.62 

NA 

191.43 

191.43 

177.25 

177.25 

184.34 

163.07 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

99.26 

127.62 

113.44 

77.99 

99.26 

60.27 

56.72 

88.63 

219.79 

241.06 

NA 

290.69 

276.51 

269.42 

248.15 

311.96 

63.81 

53.18 

NA 


NA 

28.36 

28.36 

28.36 

88.63 

77.99 




70.90 

109.90 

116.99 

70.90 

205.61 

131.17 

106.35 

106.35 

113.44 

145.35 

106.35 

109.90 

113.44 

248.15 

113.44 

145.35 

99.26 

155.98 

134.71 


! 120.53 

148.89 

177.25 

92.17 




NA 



NA 





102.81 

109.90 

| NA 

NA 



.53 

85. 

m\ 

1 24 

.82 

35. 

ESI 


| 49.63 

56.72 

| 92.17 

92.17 


2.54 

56.72 

6.35 

85.08 


1 

06.35 

85.08 


56.72 

56.72 


__NA 

63.81" 


49.63 

na" 


1084.77 
31.91" 


155.98 

na" 


__NA 

49.63 " 


__NA 

na" 


06.35 
92.17 " 


__NA 

42.54" 


__NA 

28.36 " 


88.63 

365.14" 


__NA 

24.82 " 



63.81 

56.72 

347.41 

205.61 

379.32 

262.33 

NA 

NA 

92.17 

113.44 

216.25 

212.70 

NA 

NA 

709.00 

297.78 

NA 

NA 

184.34 

545.93 

297.78 

70.90 


60.27 

42.54 


53.18 

NA 


1084.77 

NA 


134.71 

28.36 


_NA 

39.00 




42.54 

67.36 


109.90 

106.35 


124.08 

163.07 


99.26 

63.81 


258.79 

85.08 


49.63 

187.89 


31.91 

212.70 


70.90 

NA 


1495.99 

56.72 


35.45 

42.5 

70.90 

63.8 



35.45 

347.41 

85.08 

85.08 



56.72 

120.53 

NA 

NA 

694.82 

411.22 

35.45 

39.00 

134.71 

106.35 

127.62 

21.27 

NA 

NA 

74.45 

49.63 

70.90 

81.54 

106.35 

35.45 

70.90 

70.90 

95.72 

92.17 


9.90 

85.08 

1 ii 

6.99 

49.63 

60.27 

63.81 

63.81 

56.72 

124.08 

141.80 

145.35 

NA 

67.36 

141.80 

39.00 

56.72 

109.90 

63.81 

49.63 

NA 

7 


NA 

7 


35.45 

106.35 

116.99 

386.41 

283.60 

113.44 

127.62 

124.08 

85.08 

NA 

NA 

35.45 

49.63 

81.54 

88.63 

170.16 

170.16 

241.06 

198.52 

NA 

NA 

35.45 

39.00 

194.98 

106.35 

382.86 

354.50 

NA 

NA 

92.17 

70.90 

216.25 

216.25 

NA 

NA 

567.20 

372.23 

NA 

NA 

202.07 

241.06 

326.14 

180.80 


49.63 

70.90 

20.53 

49.63 



92.17 

85 

77.99 

92 


99.26 

85. 

42.54 

46. 



99.26 

77.99 

205.61 

212.70 

NA 

NA 

503.39 

407.68 

NA 

NA 

808.26 

347.41 

347.41 

333.23 
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Chloride, mg/I 


2000 


2001 


2002 


1998 


1999 


Location 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 


Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

JAWAD 

120.53 

102.81 

99.26 

290.69 

92.17 

333.23 

124.08 

992.60 

109.90 

155.98 

1045.78 

265.88 

JAWAS 

184.34 

148.89 

170.16 

134.71 

134.71 

152.44 

212.70 

226.88 

134.71 

134.71 

141.80 

166.62 

JHADOL 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

443.13 

NA 

NA 

JHAKOL 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JHALLARA 

NA 

NA 

NA 

NA 

NA 

NA 

53.18 

63.81 

49.63 

35.45 

28.36 

141.80 

JHAMARKOTRA 

155.98 

70.90 

152.44 

131.17 

106.35 

39.00 

113.44 

35.45 

56.72 

49.63 

42.54 

77.99 

JUNIJHAR 

258.79 

304.87 

216.25 

219.79 

170.16 

191.43 

166.62 

170.16 

134.71 

145.35 

88.63 

148.89 

KALIBHEET 

NA 

NA 

NA 

2.48 

21.27 

21.27 

24.82 

28.36 

46.09 

70.90 

85.08 

28.36 

KAN BA 

109.90 

116.99 

99.26 

63.81 

63.81 

o 

CD 

d 

81.54 

74.45 

00 

q 

LO 

00 

92.17 

70.90 

49.63 

KANOR 

95.72 

127.62 

106.35 

148.89 

148.89 

304.87 

382.86 

290.69 

322.60 

219.79 

425.40 

311.96 

KARAULI 

124.08 

113.44 

116.99 

95.72 

99.26 

116.99 

99.26 

92.17 

148.89 

120.53 

106.35 

99.26 

KARAWALI 

46.09 

35.45 

35.45 

60.27 

42.54 

53.18 

49.63 

42.54 

63.81 

63.81 

53.18 

88.63 

KAYA 

70.90 

74.45 

63.81 

67.36 

77.99 

88.63 

77.99 

290.69 

67.36 

99.26 

63.81 

106.35 

KEORA KALAN 

106.35 

106.35 

113.44 

106.35 

102.81 

28.36 

77.99 

106.35 

155.98 

127.62 

113.44 

70.90 

KHARKA 

102.81 

102.81 

127.62 

88.63 

85.08 

81.54 

56.72 

70.90 

113.44 

63.81 

77.99 

56.72 

KHARODIA 

187.89 

109.90 

109.90 

155.98 

166.62 

163.07 

141.80 

148.89 

248.15 

177.25 

226.88 

163.07 

KHERAD 

124.08 

134.71 

95.72 

77.99 

70.90 

70.90 

56.72 

85.08 

56.72 

88.63 

63.81 

127.62 

KHERWARA 

241.06 

212.70 

290.69 

255.24 

233.97 

202.07 


510.48 

251.70 

241.06 

63.81 

46.09 

KHOLRI 

81.54 

63.81 

67.36 

60.27 

53.18 

67.36 


56.72 

56.72 

63.81 

53.18 

56.72 

KUN 

NA 

NA 

NA 

141.80 

106.35 

375.77 

202.07 

113.44 

67.36 

85.08 

177.25 

113.44 

KUNDA 

113.44 

106.35 

77.99 

131.17 

49.63 

134.71 

77.99 

85.08 

99.26 

131.17 

106.35 

63.81 

KUNTHWAS 

49.63 

85.08 

77.99 

70.90 

67.36 

70.90 

63.81 

56.72 

85.08 

1857.58 

77.99 

141.80 

KURABAR 

152.44 

180.80 

223.34 

184.34 

216.25 

233.97 

230.43 

233.97 

297.78 

297.78 

382.86 

319.05 

LASADIYA 

99.26 

145.35 

124.08 

134.71 

141.80 

191.43 

120.53 

155.98 

116.99 

155.98 

138.26 

237.52 

LODAWAL 

269.42 

223.34 

152.44 

166.62 

290.69 

219.79 

205.61 

99.26 

255.24 

163.07 

283.60 

173.71 

LOONADA 

14.18 

233.97 

184.34 

177.25 

148.89 

2.84 

24.82 

92.17 

28.36 

155.98 

88.63 

56.72 

MAHUDA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MALPUR 

46.09 

56.72 

42.54 

70.90 

42.54 

46.09 

63.81 

28.36 

49.63 

85.08 

53.18 

42.54 

Mand kalan 


56.72 

56.72 

49.63 

92.17 

81.54 

99.26 

148.89 

106.35 

106.35 

113.44 

106.35 

Maseegpura 

53.18 

49.63 

31.91 

42.54 

42.54 

35.45 

31.91 

42.54 

46.09 

35.45 


978.42 

MATASULA 

NA 

NA 

NA 

NA 

NA 

NA 

14.18 

28.36 

39.00 

21.27 


21.27 

MAVU DANGIYAN 

833.08 

716.09 

620.38 

730.27 

460.85 

510.48 

52820.50 

638.10 

375.77 

709.00 

39.00 

39.00 

METALI 

42.54 

31.91 

35.45 

35.45 

28.36 

35.45 

39.00 

599.11 

49.63 

35.45 

28.36 

28.36 

MODI 

131.17 

92.17 

95.72 

92.17 


219.79 

95.72 

92.17 

120.53 

77.99 

67.36 

70.90 

MODPURA 

56.72 

21.27 

24.82 

92.17 


28.36 

28.36 

28.36 

14.18 

28.36 

46.09 

28.36 

NAI JHAR 

NA 

NA 

NA 

NA 

NA 

NA 

53.18 

113.44 

46.09 

63.81 

56.72 

49.63 

NANDLI AHARA 

56.72 

46.09 

53.18 

53.18 

53.18 

56.72 


39.00 

177.25 

219.79 

184.34 

191.43 

NATHARA 

74.45 

113.44 

60.27 

85.08 

70.90 

99.26 

99.26 

85.08 

70.90 

99.26 

56.72 

56.72 

NAYAGAON 

170.16 

141.80 

173.71 

113.44 

106.35 

28.36 

92.17 

21.27 

127.62 

42.54 

24.82 

88.63 

NEEMRI 

77.99 

77.99 

70.90 

74.45 

63.81 

46.09 

92.17 

63.81 

99.26 

106.35 

92.17 

141.80 

ODWARIYA 

99.26 

85.08 

77.99 

77.99 

63.81 

77.99 

88.63 

92.17 

99.26 

106.35 

134.71 

92.17 

PAD LA 

106.35 

99.26 

88.63 

106.35 

99.26 

88.63 

113.44 

70.90 

106.35 

81.54 

113.44 

85.08 

PADOONA 

49.63 

46.09 

42.54 

49.63 

49.63 

49.63 

46.09 

42.54 

39.00 

42.54 

35.45 

148.89 

PALODRA 

63.81 



NA 

77.99 

74.45 

85.08 

63.81 

77.99 

60.27 

74.45 

1-0 

00 

PANOOND 

21.27 


17.73 

24.82 

28.36 

53.18 

49.63 

85.08 

42.54 

42.54 

28.36 

31.91 

PARDA INTIWAR 

170.16 

152.44 

184.34 

191.43 

187.89 

141.80 

170.16 

209.16 

241.06 

116.99 

184.34 

184.34 

PARDASAKANI 

NA 

184.34 

NA 

99.26 

216.25 

180.80 

163.07 

85.08 

106.35 

113.44 

141.80 

92.17 

PARSAD 

134.71 

170.16 

81.54 

163.07 

163.07 

148.89 

184.34 

155.98 

134.71 

170.16 

170.16 

170.16 

PATH 

74.45 

67.36 

56.72 

56.72 

56.72 

106.35 

77.99 

67.36 

56.72 

116.99 

70.90 

81.54 

PEELADHAR 

127.62 

340.32 

106.35 

496.30 

315.51 

411.22 

63.81 

113.44 

152.44 

35.45 

155.98 

106.35 

PEEPLADA 

49.63 

63.81 

42.54 

49.63 

46.09 

46.09 

60.27 

28.36 

56.72 

39.00 

35.45 

39.00 

PHALOJ 

NA 

77.99 

120.53 

70.90 

60.27 

81.54 

70.90 

74.45 

92.17 

85.08 

85.08 

74.45 

PHEELA(B) 

60.27 

60.27 

53.18 

60.27 

46.09 

113.44 

184.34 

120.53 

88.63 

106.35 

88.63 

141.80 

PUNALI 

131.17 

173.71 

124.08 

138.26 

127.62 

155.98 

120.53 

148.89 

155.98 

209.16 

237.52 

67.36 

RAIKI 

333.23 

326.14 

386.41 

290.69 

287.15 

567.20 

506.94 

134.71 

659.37 

155.98 

553.02 

131.17 

RAM SAG DA 

56.72 

127.62 

63.81 

184.34 

127.62 

127.62 

120.53 

99.26 

120.53 

127.62 

113.44 

113.44 

RAMGARH 

63.81 

60.27 

49.63 

85.08 

60.27 

53.18 

53.18 

24.82 

56.72 

99.26 

70.90 

241.06 

RATANPURA 

NA 

88.63 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

ROHANWARA 

31.91 

53.18 

31.91 

35.45 

28.36 

53.18 

24.82 

24.82 

35.45 

42.54 

56.72 

60.27 

SABLA 

120.53 

173.71 

109.90 

116.99 

88.63 

127.62 

141.80 

77.99 

184.34 

141.80 

148.89 

194.98 

SABLI 

134.71 

173.71 

148.89 

177.25 

177.25 

155.98 

166.62 

145.35 

219.79 

159.53 

127.62 

127.62 

SAGATARA 

283.60 

311.96 

340.32 

336.78 

389.95 

428.95 

368.68 

432.49 

389.95 

329.69 

450.22 

368.68 

SAGOT 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SAKANI 

31.91 

42.54 

35.45 

49.63 

35.45 

39.00 

28.36 

49.63 

35.45 

70.90 

85.08 

74.45 

SAHARA 

134.71 

92.17 

276.51 

85.08 

81.54 

85.08 

63.81 

99.26 

70.90 

77.99 

70.90 

446.67 

SALUMBAR 

439.58 

407.68 

340.32 

411.22 

361.59 

113.44 

233.97 

666.46 

499.85 

560.11 

404.13 

765.72 

SALUMBER 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SAMORA 

102.81 

102.81 

95.72 

102.81 

92.17 

49.63 

70.90 

85.08 

67.36 

70.90 

70.90 

77.99 

SANCHIYA 

194.98 

205.61 

191.43 

170.16 

198.52 

194.98 

177.25 

177.25 

184.34 

159.53 

163.07 

177.25 

SARA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SARADA 

730.27 

496.30 

301.33 

315.51 

241.06 

155.98 

315.51 

134.71 

326.14 

354.50 

77.99 

202.07 

SATTO 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SEMARI 

198.52 

379.32 

205.61 

404.13 

418.31 

198.52 

28.36 

21.27 

74.45 

248.15 

145.35 

35.45 

SHEESHVI 

226.88 

233.97 

216.25 

241.06 

187.89 

255.24 

159.53 

106.35 

163.07 

191.43 

81.54 

63.81 



Chloride, mg/I 
2007 



Pre 

Monsoon 

Post 

Monsoon 

120.53 

365.14 

141.80 

145.35 

NA 

NA 

85.08 

88.63 

49.63 

124.08 

70.90 

85.08 

141.80 

163.07 

| 10.64 

46.09 

42.54 

31.91 

290.69 

212.70 

| 113.44 

95.72 

99.26 

70.90 

131.17 

184.34 

319.05 

202.07 

I 170.16 

205.61 

170.16 

205.61 

109.90 

134.71 

56.72 

85.08 

63.81 

109.90 

56.72 

233.97 

53.18 

127.62 

120.53 

127.62 

733.82 

648.74 

230.43 

155.98 

251.70 

701.91 

| 56.72 

148.89 

| NA 

NA 

92.17 

77.99 

148.89 

113.44 

42.54 

70.90 

340.32 

NA 

1155.67 

985.51 

| 42.54 

74.45 

67.36 

92.17 

| 24.82 

31.91 

49.63 

85.08 

155.98 

134.71 

99.26 

113.44 

| 127.62 

127.62 

81.54 

173.71 

127.62 

134.71 

85.08 

212.70 

| 42.54 

56.72 

145.35 

148.89 

46.09 

39.00 

120.53 

131.17 

| 131.17 

187.89 

170.16 

216.25 

63.81 

67.36 

113.44 

315.51 

| 28.36 

35.45 

102.81 

120.53 

191.43 

166.62 

280.06 

233.97 

946.52 

1042.23 

102.81 

99.26 

56.72 

311.96 

294.24 

411.22 

39.00 

46.09 

141.80 

230.43 

141.80 

233.97 

124.08 

319.05 

35.45 

53.18 

95.72 

95.72 

60.27 

74.45 

1077.68 

783.45 

NA 

NA 

85.08 

99.26 

148.89 

145.35 

262.33 

280.06 

173.71 

134.71 

63.81 

63.81 

124.08 

21.27 

262.33 

375.77 


Monsoon Monsoon 



92.17 

35 

13.44 

92 



524.66 

411.22 

28.36 

31.91 

124.08 

255.24 

134.71 

124.08 

322.60 

223.34 

361.59 

368.68 

99.26 

81.54 

148.89 

152.44 

354.50 

272.97 

28.36 

42.54 

148.89 

145.35 

148.89 

184.34 

514.03 

510.48 

31.91 

28.36 

102.81 

124.08 

81.54 

99.26 

1120.22 

918.16 

NA 

NA 

92.17 

88.63 

141.80 

159.53 

226.88 

301.33 

244.61 

276.51 

53.18 

85.08 

184.34 

283.60 

326.14 

404.13 


Pre 

Monsoon 

Post 

Monsoon 

432.49 

326.14 

109.90 

311.96 

NA 

NA 

95.72 

63.81 

113.44 

113.44 

237.52 

219.79 

194.98 

212.70 

120.53 

106.35 

39.00 

39.00 

301.33 

545.93 

109.90 

131.17 

77.99 

14.18 

116.99 

134.71 

85.08 

77.99 

92.17 

170.16 

163.07 

187.89 

60.27 

205.61 

46.09 

134.71 

138.26 

148.89 

17.73 

319.05 

127.62 

92.17 

124.08 

85.08 

411.22 

283.60 

191.43 

70.90 

237.52 

187.89 

92.17 

311.96 

NA 

NA 

49.63 

28.36 

81.54 

77.99 

| 258.79 

56.72 

31.91 

35.45 

113.44 

978.42 

35.45 

60.27 

102.81 

269.42 

39.00 

21.27 

99.26 

63.81 

141.80 

134.71 

99.26 

85.08 

70.90 

170.16 

127.62 

212.70 

134.71 

92.17 

106.35 

191.43 

67.36 

56.72 

53.18 

77.99 

56.72 

14.18 

102.81 

121.95 

163.07 

148.89 

209.16 

99.26 

53.18 

24.82 

70.90 


31.91 

17.73 

127.62 

155.98 

106.35 

106.35 

248.15 

113.44 

709.00 

393.50 

102.81 

49.63 

152.44 

333.23 

347.41 

134.71 

42.54 

38.29 

262.33 

194.98 

138.26 

166.62 

131.17 

453.76 

35.45 

24.82 

113.44 

46.09 

127.62 

652.28 

404.13 

801.17 

NA 

NA 

77.99 

92.17 

131.17 

148.89 

191.43 

219.79 

56.72 

106.35 

49.63 

63.81 

102.81 

148.89 

191.43 

397.04 


Pre 

Post 

Pre 

Post 

Pre 

Post 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

453.76 

333.23 

134.71 

187.89 

NA 

223.34 

322.60 

216.25 

219.79 

223.34 

NA 

205.61 

NA 

NA 

NA 

NA 

NA 

NA 


09.90 

85 

99.26 

92 


88.63 
194.98 ' 


85.08 

53.18" 


180.80 
124.08 ' 


67.36 
120.53 ' 


67.36 
148.89 ' 


152.44 
212.70 ' 


70.90 
102.81' 


120.53 
145.35 ' 


106.35 
290.69 ' 


173.71 
269.42 ' 


233.97 

na' 


49.63 
56.72 ' 


56.72 
35.45 ' 


1559.80 
39.00 ' 


145.35 
31.91" 


74.45 
152.44' 


88.63 
120.53 ' 


180.80 

131.17" 


131.17 
74.45 ' 


70.90 
17.73 ' 


95.72 
212.70' 


138.26 

53.18' 


209.16 
39.00 ' 


159.53 
85.08 ' 


141.80 

691.28' 


102.81 
269.42 ' 


389.95 

42.54' 


237.52 
177.25 ' 


336.78 
31.91' 


77.99 
194.98 ' 


606.20 

na' 


148.89 
134.71' 


148.89 

116.99' 


81.54 

138.26' 


290.69 


70.90 

219.79 


56.72 

56.72 


180.80 

124.08 


46.09 

106.35 


81.54 

106.35 


152.44 

187.89 


99.26 

106.35 


194.98 

49.63 


109.90 

375.77 


152.44 

485.67 


113.44 

NA 


21.27 

74.45 


70.90 

49.63 


1446.36 

46.09 


198.52 

28.36 


85.08 

145.35 


70.90 

120.53 


194.98 

138.26 


120.53 

60.27 


63.81 

21.27 


145.35 

180.80 


134.71 

28.36 


223.34 

31.91 


141.80 

113.44 


70.90 

49.63 


85.08 

226.88 


400.59 

49.63 


163.07 

124.08 


361.59 

21.27 


74.45 

205.61 


705.46 

NA 


92.17 

163.07 


99.26 

159.53 


63.81 

283.60 


290.69 


77.99 

99.26 

148.89 

296.01 

74.45 

88.63 

258.79 

212.70 

9 

9.26 


5 

3.18 


567.20 

418.31 

120.53 

138.26 

92.17 

301.33 

127.62 

106.35 

113.44 

67.36 

92.17 

303.10 

141.80 

163.07 

134.71 

308.42 

6 


70.90 

7 


315.51 

187.89 

166.62 

120.53 

113.44 

116.99 

124.08 

269.42 

287.15 

216.25 

205.61 

280.06 

304.87 

67.36 

106.35 

NA 

NA 

70.90 

283.60 

88.63 

92.17 

4 

2.54 

67.36 

4 

6.09 

63.81 

1729.96 

1623.61 

28.36 

88.63 

120.53 

163.07 

24.82 

276.51 

131.17 

46.09 

85.08 

106.35 

92.17 

77.99 

92.17 

134.71 

177.25 

42.54 

99.26 

145.35 

85.08 

109.90 

56.72 

53.18 

70.90 

85.08 

28.36 

21.27 

191.43 

155.98 

141.80 

163.07 

163.07 

109.90 

70.90 

99.26 

116.99 

223.34 

106.35 

35.45 

127.62 

106.35 

74.45 

70.90 

283.60 

63.81 

191.43 

241.06 

120.53 

106.35 

177.25 

191.43 

276.51 

248.15 

95.72 

56.72 

294.24 

163.07 

155.98 

155.98 

584.93 

857.89 

42.54 

35.45 

120.53 

116.99 

290.69 

538.84 

567.20 

659.37 

NA 

NA 

99.26 

102.81 

163.07 

166.62 

202.07 

219.79 

638.10 

418.31 

4 

9.63 

60.27 

14 

5.35 

0.00 

326.14 

304.87 



1687.42 

102.81 


141.80 

49.63 


120.53 

109.90 


95.72 

124.08 


177.25 

131.17 



Pre 

Monsoon 

Post 

Monsoon 

269.42 

262.33 

198.52 

95.72 

425.40 

609.74 

127.62 

85.08 

248.15 

198.52 

77.99 

81.54 

141.80 

205.61 

NA 

NA 

35.45 

70.90 

872.07 

475.03 

127.62 

219.79 

99.26 

63.81 

113.44 

102.81 

70.90 

127.62 

85.08 

205.61 

163.07 

194.98 

99.26 

124.08 

70.90 

42.54 

77.99 

67.36 

NA 

NA 

113.44 

95.72 

106.35 

102.81 

| 404.13 

361.59 

106.35 

187.89 

127.62 

152.44 

276.51 

329.69 

213.00 

NA 

63.81 

42.54 

85.08 

120.53 

49.63 

60.27 

| 92.17 

42.54 

1786.68 

1460.54 

106.35 

63.81 

106.35 

148.89 

28.36 

31.91 

141.80 

127.62 

120.53 

134.71 

92.17 

42.54 

85.08 

85.08 

212.70 

166.62 

148.89 

113.44 

49.63 

99.26 

49.63 

42.54 

85.08 

70.90 

35.45 

28.36 

155.98 

198.52 

134.71 

148.89 

163.07 

159.53 

77.99 

116.99 

141.80 

163.07 

18.43 

109.90 

120.53 

226.88 

49.63 

53.18 

63.81 

226.88 

106.35 

134.71 

170.16 

109.90 

163.07 

492.76 

99.26 

212.70 

35.45 

35.45 

432.49 

354.50 

141.80 

180.80 

460.85 

333.23 

49.63 

56.72 

141.80 

219.79 

170.16 

106.35 

NA 

NA 

616.83 

659.37 

85.08 

77.99 

163.07 

145.35 

205.61 

212.70 

638.10 

113.44 

49.63 

42.54 

283.60 

95.72 

375.77 

492.76 









































































































































































































































































































































































































































































































































Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 


SHISHOD 

77.99 

SOM 

39.35 


SOORKHAND KHERA 
SULAI 


TEEJWAR _ 

TEERI 


THANA _ 

THARODA 


336.07 


25.85 
52.11" 


1046.48 
102 . 10 " 


57.78 
74.80 " 


_NA 

150.66 " 


211.99 


72.32 

40.41 


1473.30 

124.43 


70.55 

58.85 


_NA 

117.69 


228.65 


75.51 

41.12 


1375.46 

111.67' 


87.56 

74.8 

03.16 

44.3 



.3.44 

77.99 

■2.54 

42.54 


24.08 

74.45 

56.72 

49.63 


85.08 

63.8 

49.63 

42.5 


.97 

65.23 

.37 

66.65 



1829.22 
42.54" 


113.44 
70.90" 


102.81 
106.35 " 


1418.00 

120.53 


102.81 

63.81 


102.81 

106.35 



6.35 

95.72 

3.44 

99.26 


2233.35 
120.53 " 


124.08 

49.63 


92.17 

95.72" 


411.22 


77.99 
49.63 " 


1176.94 
120.53 " 


226.88 


77.99 
42.54" 


1985.20 
120.53 " 


NA 

63.81" 


85.08 

113.44" 


_19 

Pre 

Monsoon 

226.88 


77.99 

39.00 


1772.50 

113.44 


95.72 

70.90 


109.90 

170.16 


TOKAR 

95.36 

96.42 

94.30 

NA 


NA 


87.56 

85.79 

79.05 

90.04 

74.09 

81.54 

88.63 

102.81 

106.35 

709.00 

127.62 

120.53 

127.62 

141.80 

NA 

170.16 

131.17 

141.80 

124.08 

145.35 

UMRA 

91.82 

94.65 

101.03 

NA 


96.42 


NA 

103.16 

97.84 

109.90 

96.07 

93.23 

99.26 

116.99 

102.81 

92.17 

56.72 

92.17 

85.08 

85.08 

85.08 

88.63 

99.26 

106.35 

113.44 

77.99 

UTHARDA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

VARNODA 

NA 

NA 

1.77 

NA 

51.05 

67.00 

52.82 

46.44 

56.72 

NA 

43.25 

35.45 

74.80 

39.00 

46.09 

49.63 

31.91 

42.54 

49.63 

28.36 

39.00 

NA 

42.54 

35.45 

35.45 

70.90 

46.09 

VEERPURA 

260.20 

249.21 

121.24 

NA 

163.42 

NA 

120.88 

121.95 

NA 

148.18 

NA 

112.73 

372.23 

280.06 

102.81 127.62 

85.08 

106.35 

77.99 

106.35 

99.26 

NA 

77.99 

74.45 

88.63 

85.08 

134.71 

WALI 

132.58 

131.52 

110.96 

NA 

106.70 

101.39 

103.16 

NA 

101.39 

96.42 

86.50 

85.79 

99.97 

138.26 

113.44 116.99 

42.54 

120.53 

120.53 

113.44 

113.44 

148.89 

127.62 

113.44 

116.99 

134.71 

148.89 


River Basin: Other Nallahs of Jalore 
Sub Basin: Other Nallahs of Jalore 


ARNAI _ 

BADWAJ 


BAMANWARA 
BAMANWARA P/Z 


BANT _ 

BAWARLA 


DHAMSIN 

DHANTA 


GARDALI 

HADETAR 


JETPURA 

KHARA 


MEDAJAGIR 

MORWARA 


PAL _ 

PLADER 


RODA _ 

SANCHORE(GOLIA) 


SARNAU 

SEDIA 


VIROL (BADI) _ 

River Basin: Outside 


Sub Basin: Fragmented 

IV 


6 V_ 

ARAYAN 


DHANUR 

GURUSAR 


KESHRISINGHPUR 

KOTLI 


1229.41 

na" 


32.26 

na" 


81.54 

617.89" 


10.64 

na" 


35.45 

na" 


NA 

1205.30" 


28.36 

na" 


7.09 

na" 


77.99 
1354.19 " 


21.27 

na" 


NA 

na" 


141.80 

2155.36" 


21.27 

na' 


21.27 

na' 


88.63 
2949.44' 


21.27 

na" 


21.27 

na" 


49.63 

2158.55" 


21.27 

na" 


21.27 

na" 


48.57 
2949.44" 


35.45 

35. 

13.44 

85. 


_NA 

1118.80 " 


1602.34 
978.42 " 


1304.56 
467.94" 


1475.43 

na" 


JAKHRI (P/Z) 

NA 

JETPURA 

NA 


1128.02 
364.43 " 


_NA 

na" 


27.65 
168.39 " 


1843.40 

382.86" 


NA 

na" 


28.36 

219.79" 


1077.68 
319.05 " 


_NA 

na" 


35.45 
248.15 " 


1432.18 
436.04" 


_NA 

na" 


_NA 

443.13 " 


1432.18 
436.04" 


NA 

NA 

NA 

NA 


NA 

1427.93 " 


729.56 
368.33 " 


NA 

na" 


NA 

2028.45 " 


728.14 

449.15 " 


_NA 

na" 


_NA 

1687.77 " 


864.98 

510.48" 


NA 

na" 


NA 

1971.02" 


1710.82 
556.57 " 


_NA 

na" 


39.70 
603.01" 


1403.82 

567.20 


_NA 

NA 


28.36 

694.82 


2339.70 
623.92 " 


1935.57 

631.01' 


NA 

NA 

! NA 

NA 


2112.82 

701.91" 


_NA 

na" 


99.26 
333.23 " 


1843.40 

616.83" 


99.26 

na" 


56.72 

531.75" 


2108.21 

652.64" 


_NA 

na" 


63.81 
338.55 " 


2268.80 
652.28" 


NA 

na" 


NA 

453.76" 


1729.96 
687.73 " 


_NA 

na" 


_NA 

304.87 " 


1474.72 
694.82 " 


NA 

na" 


NA 

439.58" 


2800.55 

737.36 


_NA 

NA 


198.52 

645.19 


NA 

51.05 " 


46.79 
2212.79 " 


RAIPUR 

17.( 

RAMPURA 

25.: 


_NA 

57.78 " 


48.21 
2200.74" 


21.62 
27.65 " 


NA 

na" 


NA 

2254.62 " 


_NA 

28.36 


_NA 

49.63 " 


134.71 

2282.98" 


4.18 

9.63" 


NA 

95.72 " 


56.72 
2339.70" 


14.18 

42.54" 


_NA 

3.55 " 


49.63 
2446.05 " 


_1 

7 


NA 

24.82 " 


56.72 
2339.70" 


_NA 

20.92 " 


49.63 
2446.05 " 


NA 

33.68" 


53.88 
2357.43 " 


_NA 

21.27 


55.66 

1611.56 


56.72 

56.72 

1020.96 

2127.00 


__NA 

na" 


99.26 
1772.50 " 


55 

37.22 

90 

47.15 



NA 

na" 


92.17 

1786.68 


46.09 

42.54 


81.54 

92 

93.94 

269 


06.35 

77.9 

37.58 

70.9 


SANGADWA 

NA 

SANKAD 

769.62 


1504.14 

na' 


_NA 

333.23 " 


_NA 

649.80 " 


1533.57 

na" 


NA 

na" 


NA 

496.30 " 


1488.90 

na" 


_NA 

na" 


_NA 

1510.17" 


439.58 

na" 


NA 

na" 


3828.60 

404.13" 


1545.62 

na" 


_NA 

na" 


4211.46 
269.42 " 


1467.63 

na" 


_NA 

NA 


_NA 

659.37 


1545.62 

NA 


NA 

NA 

269.42 

367.26 


1467.63 

na" 


1387.51 

na" 


NA 

632.07" 


NA 

397.40 " 


2117.78 

na" 


_NA 

na" 


_NA 

238.22 " 


1374.75 

na" 


NA 

na" 


NA 

425.40 " 


1368.37 

na" 


_NA 

na" 


_NA 

205.26 " 


1392.12 

na" 


NA 

na" 


NA 

212.70" 


1446.36 

na" 


120.53 

na" 


_NA 

198.52 " 


1318.74 

na" 


77.99 

na" 


NA 

177.25 " 


1276.20 

na" 


134.71 

na" 


_NA 

63.81" 


1403.82 

na" 


106.35 

na" 


NA 
63.81" 


1191.12 

na" 


238.58 
1041.52 " 


_NA 

100.32 " 


1229.76 

na" 


_NA 

1318.74 


_NA 

77.99 


_NA 

NA 


170.16 

2197.90' 


NA 

1559.80" 


NA 

NA 

134.71 

106.35 


1162.76 

na' 


1176.94 

na" 


148.89 

1318.74 


_NA 

170.16 


1134.40 

NA 


231.49 
1116.32 ' 


212.70 

1176.94" 


127.62 
1254.93 ' 


34.03 
1429.34' 


NA 

1159.22" 


212.70 

1389.64" 


219.79 

1311.65' 


241.06 
1403.82 ' 


226.88 
1666.15 " 


KUBEWALA 

NA 

MALKHANA KALAN 

NA 




NA 


NA 



1772.50 

219.79 



31 

L.91 

34.03 

31 

L.91 

54.24 



ACHALPUR 

1438.92 

244.25 

1510.17 

1517.26 

NA 

NA 

1488.90 

2190.81 

1589.58 

NA 

1834.18 

1862.19 

1729.96 

1776.40 

2056.10 

2446.05 

1942.66 

2013.56 

1772.50 

1970.31 

2027.74 

2056.10 

2375.15 

NA 

2197.90 

2446.05 

2226.26 

AJODAR 

8.51 

71.96 

92.17 

92.17 

106.35 

95.72 

106.35 

95.72 

74.09 

NA 

83.31 

77.99 

NA 

106.00 

113.44 

106.35 

106.35 

127.62 

120.53 

163.07 

113.44 

141.80 

134.71 

NA 

127.62 

148.89 

120.53 



DAMANA 

1919.26 

1774.27 

NA 

2063.19 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

49.63 

NA 

NA 

NA 

NA 

DEDUA 

NA 

NA 

NA 

NA 

2368.06 

2368.06 

NA 

NA 

2667.26 

NA 

3126.69 

0.00 

NA 

NA 

NA 

3722.25 

3374.84 

4622.68 

3970.40 

3669.08 

4112.20 

1914.30 

4785.75 

NA 

815.35 

2339.70 

3545.00 


DUGAWA 

954.67 

956.09 

1006.78 

1531.44 

1134.40 

1077.68 

822.44 

1077.68 

NA 

NA 

486.37 

381.09 

510.48 

410.16 

524.66 

475.03 

446.67 

503.39 

482.12 

470.42 

503.39 

92.17 

113.44 

NA 

148.89 

155.98 

595.56 

GANG 

173.35 

168.39 

163.07 

170.16 

170.16 

170.16 

170.16 

170.16 

161.65 

NA 

145.70 

177.25 

155.98 

218.73 

226.88 

241.06 

198.52 

297.78 

191.43 

232.20 

226.88 

226.88 

106.35 

NA 

255.24 

155.98 

290.69 


3332.30 
808.26 ' 


2311.34 

822.44 


NA 

NA 

NA 

NA 


LALPUR 

155.27 

151.02 

138.26 

148.89 

113.44 

106.35 

113.44 

106.35 

80.83 

NA 

76.22 

60.97 

56.72 

59.56 

56.72 

56.72 

141.80 

198.52 

120.53 

106.35 

70.90 

77.99 

56.72 

NA 

70.90 

49.63 

85.08 

LUNIYASAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

49.63 

992.60 

503.39 

1006.78 

779.90 

884.83 

765.72 

1006.78 

758.63 

NA 

397.04 

879.16 

645.19 



RANIWARA 

137.19 

144.28 

148.89 

81.54 

148.89 

81.54 

148.89 

81.54 

107.77 

NA 

138.96 

120.53 

127.62 

125.85 

106.35 

148.89 

141.80 

134.71 

1446.36 

181.86 

177.25 

191.43 

212.70 

NA 

233.97 

262.33 

226.88 

RATANPUR 

NA 

NA 

NA 

NA 

127.62 

120.53 

NA 

NA 

NA 

NA 

131.87 

146.05 

NA 

NA 

NA 

127.62 

141.80 

127.62 

113.44 

106.71 

NA 

120.53 

106.35 

NA 

127.62 

113.44 

120.53 


170.16 

1035.14' 


120.53 

1077.68 


NA 

NA 

460.85 

389.95 


1233.66 
794.08 ' 


1049.32 

723.18 


SHILU 

317.99 

682.41 

1332.92 

1020.96 

701.91 

NA 

701.91 

393.50 

424.34 

NA 

2885.63 

404.84 

3084.15 

1718.62 

265.88 

907.52 

2538.22 

2424.78 

2708.38 

2572.61 

567.20 

801.17 

NA 

NA 

765.72 

1673.24 

1134.40 

SURAWA P/Z 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

77.99 

85.08 

NA 

NA 

92.17 

191.43 

NA 


2X 

NA 

NA 

NA 

NA 

2722.56 

NA 

NA 

2470.87 

3411.71 

3130.94 

NA 

NA 

NA 

NA 

NA 

NA 

3651.35 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

3899.50 

NA 

3X 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

43.60 

60.97 

47.50 

NA 

NA 

NA 

NA 

296.36 

77.99 

99.26 

92.17 

77.99 

NA 

NA 

NA 

NA 

NA 

205.61 

311.96 

NA 


170.16 

1120 . 22 ' 


BHUTIWALA 

NA 

NA 

NA 

NA 

265.52 

NA 

301.33 

354.50 

415.12 

421.86 

NA 

NA 

NA 

NA 

308.42 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

163.07 

0.00 

NA 

BURAJWALA 

NA 

NA 

NA 

NA 

224.75 

NA 

205.61 

223.34 

299.20 

149.60 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

155.98 

NA 

NA 


JAGTEWALA 

NA 

NA 

NA 

NA 

119.11 

NA 

NA 

106.35 

142.86 

122.30 

NA 

NA 

NA 

NA 

926.66 

141.80 

191.43 

106.35 

113.44 

NA 

NA 

NA 

NA 

NA 

397.04 

49.63 

NA 

KARANPUR 

NA 

NA 

NA 

NA 

442.42 

NA 

2112.82 

329.69 

438.16 

401.29 

NA 

NA 

NA 

NA 

204.19 

489.21 

489.21 

333.23 

269.42 

NA 

NA 

NA 

NA 

NA 

361.59 

NA 

NA 



56.72 

NA 

120.53 

NA 





























































































































































































































































































































































































































































































97_ 

Post 

Monsoon 

365.14 


Chloride, mg/I Chloride, mg/I 

1998 1999 2000 2001 2002 2003 2004 2005 2006 2007 2008 2009 2010 

Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post 

Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 


SHISHOD 

155.98 

SOM 

39.00 


113.44 

120.53 

42.54 

39.00 


70.90 

134.7 

ai 

42.54 

31.9: 

ai 


85.08 

70.90 

42.54 

28.36 


74.45 

92 

46.09 

46 


SOORKHAND KHERA 

389.95 

1843.40 

400.59 

1846.95 

652.28 

1074.14 

577.84 

127.62 

134.71 

177.25 

106.35 

134.71 

49.63 

70.90 

219.79 

365.14 

120.53 

418.31 

1460.54 

1651.97 

1176.94 

1758.32 

1212.39 

NA 

560.11 

269.42 

124.08 

SULAI 

127.62 

134.71 

113.44 

124.08 

120.53 

92.17 

77.99 

106.35 

141.80 

124.08 

113.44 

262.33 

173.71 

148.89 

155.98 

138.26 

148.89 

131.17 

127.62 

127.62 

131.17 

159.53 

131.17 

NA 

141.80 

134.71 

113.44 


TEEJWAR 

TEERI 


28.36 

31.9 

70.90 

70.9 


21.27 

28.36 

99.26 

39.00 


THANA 

77.99 

99.26 

81.54 

81.54 

106.35 

85.08 

92.17 

99.26 

99.26 

70.90 

63.81 

67.36 

63.81 

81.54 

81.54 

258.79 

85.08 

74.45 

70.90 

74.45 

74.45 

88.63 

85.08 

NA 

85.08 

92.17 

70.90 

THARODA 

116.99 

134.71 

152.44 

180.80 

209.16 

233.97 

226.88 

212.70 

155.98 

209.16 

180.80 

177.25 

141.80 

163.07 

187.89 

219.79 

191.43 

163.07 

163.07 

127.62 

141.80 

187.89 

296.01 

NA 

202.07 

251.70 

237.52 

TOKAR 

145.35 

159.53 

116.99 

138.26 

113.44 

99.26 

88.63 

70.90 

99.26 

241.06 

102.81 

95.72 

131.17 

120.53 

141.80 

120.53 

148.89 

127.62 

241.06 

177.25 

155.98 

155.98 

152.44 

NA 

205.61 

148.89 

223.34 

UMRA 

63.81 

70.90 

88.63 

99.26 

31.91 

92.17 

56.72 

42.54 

28.36 

92.17 

85.08 

NA 

616.83 

85.08 

92.17 

81.54 

56.72 

24.82 

297.78 

131.17 

127.62 

102.81 

85.08 

NA 

81.54 

70.90 

95.72 

UTHARDA 

NA 

NA 

NA 

NA 

NA 

NA 

907.52 

900.43 

106.35 

857.89 

815.35 

602.65 

18434.00 

482.12 

1446.36 

1070.59 

99.26 

847.26 

361.59 

684.19 

825.99 

989.06 

287.15 

NA 

1003.24 

1347.10 

935.88 

VARNODA 

49.63 

42.54 

35.45 

35.45 

46.09 

35.45 

28.36 

21.27 

60.27 

49.63 

35.45 

35.45 

127.62 

63.81 

102.81 

77.99 

102.81 

70.90 

92.17 

77.99 

77.99 

60.27 

77.99 

NA 

74.45 

63.81 

85.08 

VEERPURA 

145.35 

152.44 

85.08 

116.99 

155.98 

251.70 

148.89 

148.89 

170.16 

177.25 

155.98 

70.90 

145.35 

138.26 

301.33 

482.12 

28.36 

35.45 

432.49 

244.61 

319.05 

272.97 

255.24 

NA 

269.42 

148.89 

184.34 

WALI 

120.53 

113.44 

138.26 

120.53 

99.26 

106.35 

177.25 

99.26 

177.25 

127.62 

145.35 

148.89 

74.45 

120.53 

258.79 

163.07 

237.52 

187.89 

219.79 

202.07 

155.98 

191.43 

194.98 

NA 

219.79 

191.43 

283.60 


River Basin: Other Nallahs of Jalort 
Sub Basin: Other Nallahs of Jalore 


ACHALPUR 

2375.15 

AJODAR 

NA 


ARNAI 

BADWAJ 


DUGAWA 

GANG 


JAKHRI (P/Z) 
JETPURA 


JETPURA 

KHARA 


LALPUR 

LUNIYASAR 


PAL _ 

PLADER 


RAIPUR 

RAMPURA 


RODA _ 

SANCHORE(GOLIA) 


SANGADWA 

SANKAD 


VIROL (BADI) _ 

River Basin: Outside 


Sub Basin: Fragmented 

IV 


6 V_ 

ARAYAN 


DHANUR 

GURUSAR 


KESHRISINGHPUR 

KOTLI 


2481.50 
141.80 " 


70.90 
70.90 ' 


1970.31 

141.80" 


28.36 

na" 


2375.15 
163.07 " 


63.81 
70.90 " 


2410.60 
148.89 " 


99.26 
85.08" 


1928.48 

148.89 


70.9 

70.9 


772.81 

2446.05 

I 155.98 

170.16 


_NA 

163.07 " 


1276.20 
92.17 " 


1659.06 

148.89 


127.62 

76.93 


NA 

NA 

290.69 

177.25 



NA 

NA 

92.17 

70.90 


NA 

439.58" 


2942.35 

113.44" 


_NA 

92.17 " 


1120.22 
127.62 " 


_NA 

99.26 


1020.96 

120.53 


NA 

NA 

NA 

70.90 


1191.12 
113.44" 


DHAMSIN 

191.43 

DHANTA 

680.64 


GARDALI 

1715.78 

HADETAR 

850.80 


99.26 
907.52 " 


659.37 
290.69 " 


1914.30 
921.70 " 


99.26 

na" 


35.45 
1347.10" 


70.90 

652.28" 


99.26 

307.35 


470.42 

290.69 


2108.21 

652.64 


101.39 

NA 


35.45 

338.55 


106.35 

884.83 


85.08 

815.35" 


694.82 
191.43 " 


1488.90 
907.52 " 


_NA 

na" 


106.35 

1588.16" 


92.17 
921.70" 


709.00 

na" 


1460.54 
893.69 " 


NA 

na" 


42.54 
1131.21" 


92.17 

141.80 

1361.28 

1630.70 


92.17 
2233.35 " 


694.82 

na" 


1148.58 
921.70" 


99.26 

na" 


_NA 

3367.75 " 


276.51 
1375.46 " 


99.26 

567.20 


673.55 

638.10 


1985.20 

843.71 


_NA 

NA 


_NA 

2325.52 


375.77 

574.29 


! 684.19 

666.46 

1382.55 

478.58 


1729.96 
354.50 " 


_NA 

na" 


_NA 

3261.40" 


531.75 

652.28" 


1205.30 
765.72 " 


NA 

na" 


NA 

1382.55 " 


439.58 

177.25 


70.90 
361.59 " 


709.00 
233.97 " 


_NA 

1006.78 " 


_NA 

na" 


_NA 

3225.95 " 


701.91 
92.17 " 


77.99 

418.31 


680.64 

170.16 


28.36 

1063.50 


_NA 

NA 


_NA 

3899.50 


879.16 

1020.96 


NA 

NA 

1290.38 

283.60 


1262.02 
1290.38 " 


_NA 

na" 


_NA 

3899.50" 


538.84 
1106.04" 


935.88 

1084.77 


_NA 

NA 


_NA 

3970.40 


1148.58 

808.26 


42.54 
446.67 " 


_NA 

1162.76 " 


_NA 

1079.10" 


_NA 

na" 


1191.12 
3934.95 " 


42.54 

1616.52" 


NA 

311.96" 


NA 

1318.74" 


NA 

na" 


NA 

3048.70 " 


815.35 

950.06 

900.43 

836.62 


49.63 
1453.45 " 


_NA 

368.68 " 


_NA 

1389.64" 


_NA 

na" 


_NA 

4254.00 " 


737.36 

879.16" 


49.63 
42.54" 


NA 

382.86" 


NA 

1006.78" 


NA 

na" 


NA 

na" 


1928.48 

879.16" 


49.63 
63.81" 


_NA 

425.40 " 


_NA 

1212.39" 


_NA 

na" 


_NA 

1297.47 " 


1928.48 

879.16" 


70.90 

14.18 


_NA 

1134.40 


_NA 

2112.82 


_NA 

NA 


_NA 

3474.10 


1262.02 

850.80 


49.63 

21.27" 


_NA 

836.62 " 


_NA 

1595.25 " 


35.45 
28.36" 


NA 

786.99 " 


NA 

1361.28" 


NA 

NA 

290.69 

NA 


_NA 

3757.70 " 


1949.75 

893.34" 


_NA 

3296.85 


581.38 

879.16 


53.18 
35.45 " 


_NA 

751.54" 


_NA 

1488.90 " 


_NA 

na" 


_NA 

992.60 " 


[ 623.92 

1262.02 

I 978.42 

1077.68 


_NA 

56.72 


_NA 

1595.25 


_NA 

NA 


56.72 

907.52 


453.76 

1807.95 


56.72 

1162.76 


28.36 
42.54" 


56.72 

8 

76.94 

9 


56.72 

56.72 

1687.42 

141.80 



1 49.63 

28.36 

2056.10 

2098.64 


21.27 

1985.20" 


35.45 

1573.98" 


70.90 
2162.45 " 


21.27 
35.45 " 


49.63 

2127.00" 


14.18 

28.36" 


56.72 

2169.54" 


28.36 

28.36" 


49.63 

2233.35 


49.63 

21.27 


49.63 

49.63 

2197.90 

2552.40 


39.00 
2729.65 " 


28.36 

21.27 

737.05 

35.45 


56.72 
2375.15 " 


28.36 
35.45 " 


92.17 
2226.26 " 


35.45 

28.36" 


70.90 
2339.70" 


21.27 

28.36" 


106.35 
2127.00" 


21.27 
35.45 " 


63.81 
1772.50 " 


21.27 

28.36" 


70.90 
1843.40" 


_85. 

35. 


63.81 
1843.40" 


238.58 
1041.52 " 


NA 

100.32 " 


NA 

2297.16" 


NA 

553.02 " 


_NA 

2446.05 " 


_NA 

460.85 " 


_NA 

375.77 


_NA 

1013.87 


_NA 

1744.14" 


NA 

NA 

492.76 

563.66 


_NA 

1531.44" 


_NA 

531.75 " 


NA 

1432.18" 


NA 

482.12" 


_NA 

1262.02 " 


_NA 

453.76 " 


NA 

1035.14" 


NA 

581.38" 


_NA 

1077.68 " 


_NA 

538.84" 


NA 

NA 

NA 

53.18 



_NA 

1035.14" 


_NA 

879.16" 


_NA 

1162.76 


_NA 

652.28 


_NA 

1042.23 " 


326.14 
1084.77 " 


361.59 

1510.17" 


297.78 
1332.92 " 


595.56 
1772.50" 


226.88 
1772.50" 


70.90 
1290.38 " 


297.78 

1162.76" 


70.90 
1460.54" 


74.09 
1394.25 " 


_NA 

99.26 


1063.50 

70.90 


BAMANWARA 

21.27 

28.36 

28.36 

42.54 

28.36 

35.45 

56.72 

28.36 

49.63 

49.63 

35.45 

42.54 

49.63 

42.54 

28.36 

42.54 

49.63 

35.45 

77.99 

53.18 

53.18 

28.36 

42.54 

NA 

35.45 

35.45 

42.54 

BAMANWARA P/Z 

NA 

49.63 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BANT 

226.88 

77.99 

NA 

170.16 

120.53 

70.90 

56.72 

106.35 

NA 

99.26 

84.02 

191.43 

92.17 

99.26 

92.17 

85.08 

99.26 

106.35 

56.72 

70.90 

127.62 

141.80 

92.17 

NA 

85.08 

85.08 

85.08 

BAWARLA 

NA 

NA 

31.20 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


DAMANA 

0.00 

113.44 

NA 

NA 

NA 

NA 

NA 

1091.86 

NA 

NA 

NA 

1049.32 

NA 

155.98 

297.78 

1744.14 

2339.70 

2268.80 

290.69 

1120.22 

127.62 

950.06 

893.34 

NA 

NA 

NA 

NA 

DEDUA 

NA 

NA 

3669.08 

1006.78 

3367.75 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


63.81 

42.5 

35.45 

21.2 


NA 

NA 

163.07 

191.43 


_NA 

1453.45 " 


_NA 

na" 


_NA 

921.70 " 


319.05 
935.88 " 


_NA 

1134.40 


_NA 

NA 


35.45 

779.90 


375.77 

935.88 


MEDAJAGIR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1035.14 

1276.20 

1077.68 

971.33 

893.34 

1028.05 

992.60 

935.88 

553.02 

560.11 

NA 

1056.41 

1651.97 

886.25 

MORWARA 

49.63 

63.81 

NA 

35.45 

35.45 

28.36 

28.36 

35.45 

63.81 

42.54 

35.45 

49.63 

35.45 

35.45 

21.27 

28.36 

63.81 

42.54 

21.27 

35.45 

14.18 

35.45 

49.63 

NA 

28.36 

28.36 

35.45 


85.08 

1914.30" 


75.03 

35.45 

35.45 

28.36 


RANIWARA 

333.23 

439.58 

181.86 

368.68 

233.97 

404.13 

85.08 

386.41 

297.78 

319.05 

368.68 

361.59 

340.32 

262.33 

212.70 

290.69 

992.60 

127.62 

127.62 

460.85 

113.44 

141.80 

77.99 

NA 

233.97 

NA 

106.35 

RATANPUR 

92.17 

85.08 

106.71 

NA 

77.99 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

85.08 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

46.09 

NA 

NA 

106.35 

106.35 

49.63 


_NA 

1162.76 " 


_NA 

1240.75 


NA 

NA 

NA 

609.74 


SARNAU 

1134.40 

1332.92 

1229.76 

545.93 

666.46 

503.39 

992.60 

744.45 

882.71 

517.57 

NA 

2212.08 

2127.00 

2410.60 

2353.88 

2658.75 

2467.32 

2871.45 

2836.00 

2906.90 

3225.95 

3155.05 

3048.70 

NA 

3580.45 

3119.60 

2942.35 

SEDIA 

NA 

794.08 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

850.80 

NA 

1063.50 

1176.94 

1077.68 

1602.34 

1488.90 

1744.14 

1949.75 

2056.10 

2268.80 

1928.48 

NA 

2375.15 

2481.50 

2339.70 


SHILU 

950.06 

864.98 

2572.61 

2353.88 

1389.64 

1233.66 

2155.36 

1056.41 

1573.98 

1035.14 

1162.76 

1389.64 

609.74 

553.02 

1347.10 

475.03 

212.70 

241.06 

1049.32 

1662.61 

1701.60 

49.63 

758.63 

NA 

42.54 

28.36 

418.31 

SURAWA P/Z 

NA 

212.70 

212.70 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


2X 

NA 

0.00 

NA 

3403.20 

4892.10 

4750.30 

4963.00 

4963.00 

3456.38 

NA 

138.26 

5423.85 

NA 

74.45 

102.81 

4254.00 

6239.20 

5246.60 

NA 

2878.54 

6097.40 

120.53 

NA 

NA 

NA 

NA 

NA 

3X 

NA 

368.68 

NA 

297.78 

283.60 

375.77 

411.22 

290.69 

269.42 

99.26 

113.44 

63.81 

255.24 

49.63 

34.39 

155.98 

248.15 

106.35 

35.45 

35.45 

34.03 

42.54 

67.36 

NA 

NA 

NA 

NA 


BHUTIWALA 

NA 

159.53 

NA 

141.80 

205.61 

173.71 

212.70 

141.80 

120.53 

159.53 

272.97 

255.24 

216.25 

166.62 

138.26 

425.40 

510.48 

127.62 

113.44 

134.71 

134.71 

191.43 

154.92 

NA 

NA 

199.00 

184.00 

BURAJWALA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


262.00 
1190.00 " 


JAGTEWALA 

NA 

159.53 

NA 

127.62 

177.25 

233.97 

212.70 

212.70 

159.53 

77.99 

265.88 

145.35 

209.16 

63.81 

88.63 

141.80 

155.98 

148.89 

567.20 

184.34 

NA 

56.72 

67.36 

NA 

NA 

99.00 

92.00 

KARANPUR 

NA 

397.04 

NA 

262.33 

375.77 

290.69 

389.95 

283.60 

290.69 

662.92 

648.74 

510.48 

709.00 

304.87 

549.48 

1176.94 

652.28 

446.67 

212.70 

418.31 

28.36 

42.54 

40.41 

NA 

NA 

71.00 

319.00 


.00 

43. 

.00 

35. 


KUBEWALA 

NA 

230.43 

NA 

283.60 

106.35 

113.44 

70.90 

35.45 

53.18 

847.26 

1914.30 

138.26 

127.62 

638.10 

1347.10 

467.94 

1148.58 

872.07 

595.56 

1063.50 

879.16 

354.50 

1374.04 

NA 

NA 

106.00 

113.00 

MALKHANA KALAN 

NA 

219.79 

NA 

283.60 

248.15 

219.79 

283.60 

283.60 

202.07 

NA 

113.44 

191.43 

159.53 

42.54 

81.54 

1240.75 

489.21 

283.60 

326.14 

439.58 

506.23 

77.99 

148.18 

NA 

NA 

NA 

NA 













































































































































































































































































































































































































































































































1984 


1985 


1986 


1987 


Chloride, mg/I 


Location 


1988 


1989 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 



Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

MU KAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NAGGI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

31.91 

26.94 

20.21 

NA 

NA 

RADEWALA 

NA 

NA 

NA 

NA 

156.69 

NA 

170.16 

187.89 

170.16 

136.13 

NA 

NA 

|Sub Basin: Sub 1 

13 PS 

NA 

NA 

NA 

NA 

258.79 

NA 

3296.85 

283.25 

966.37 

3879.65 

NA 

NA 

14 ML 

NA 

NA 

NA 

NA 

NA 

NA 

65.58 

50.69 

60.62 

34.03 

NA 

NA 

15 PS 

NA 

NA 

NA 

NA 

NA 

NA 

244.61 

232.55 

163.07 

353.79 

NA 

NA 

15 Z 

NA 

NA 

NA 

NA 

27.30 

NA 

187.89 

42.54 

73.74 

NA 

NA 

NA 

16 PS 

NA 

NA 

NA 

NA 

272.26 

NA 

287.15 

NA 

401.29 

353.79 

NA 

NA 

16PS 

NA 

NA 

NA 

NA 

NA 

NA 

268.71 

NA 

NA 

NA 

NA 

NA 

19PS 

NA 

NA 

NA 

NA 

197.46 

NA 

290.69 

392.43 

142.86 

206.32 

NA 

NA 

2 BB 

NA 

NA 

NA 

NA 

44.31 

NA 

53.18 

56.72 

96.42 

NA 

NA 

NA 

22 PS 

NA 

NA 

NA 

NA 

NA 

NA 

1067.75 

2180.18 

415.12 

483.18 

NA 

NA 

3 PS 

NA 

NA 

NA 

NA 

517.57 

NA 

538.84 

508.71 

639.52 

387.82 

NA 

NA 

35 BB 

NA 

NA 

NA 

NA 

827.05 

NA 

216.25 

822.44 

1124.47 

1225.15 

NA 

NA 

36 BB 

NA 

NA 

NA 

NA 

884.83 

NA 

978.42 

1488.90 

1660.48 

NA 

NA 

NA 

3B(CHHOTI) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

0.00 

4108.66 

NA 

NA 

NA 

5 H BARA 

NA 

NA 

NA 

NA 

74.80 

NA 

NA 

65.58 

60.62 

NA 

NA 

NA 

6 NN 

NA 

NA 

NA 

NA 

776.00 

NA 

655.83 

935.88 

NA 

NA 

NA 

NA 

ALAIKI 

NA 

NA 

3367.75 

NA 

2586.43 

NA 

297.78 

3509.55 

2926.75 

367.26 

NA 

NA 

BHADUWALA 

NA 

NA 

NA 

NA 

74.80 

NA 

81.54 

43.60 

107.77 

204.19 

NA 

NA 

BHAGSAR 

NA 

NA 

NA 

NA 

NA 

1375.46 

1474.72 

63.81 

1633.54 

68.06 

NA 

NA 

BINJBAYLA 

NA 

NA 

NA 

NA 

170.16 

NA 

166.62 

155.98 

170.87 

NA 

NA 

NA 

BOLANWALI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BUDHARWALI 

NA 

NA 

NA 

NA 

4098.02 

191.43 

3672.62 

432.49 

4492.22 

4614.53 

NA 

NA 

BUTASAR 

NA 

NA 

NA 

NA 

27.30 

NA 

35.45 

467.94 

34.03 

NA 

NA 

NA 

CHAKHIRAN SINGH 

NA 

NA 

NA 

NA 

NA 

35.45 

NA 

53.18 

NA 

NA 

NA 

NA 

CHHOTINAIWALA 

NA 

NA 

NA 

NA 

142.86 

NA 

85.08 

113.44 

236.45 

NA 

NA 

NA 

CHUNAWAD 

NA 

NA 

NA 

NA 

34.03 

NA 

985.51 

106.35 

229.01 

NA 

NA 

NA 

DAULATPURA 

NA 

NA 

NA 

NA 

47.50 

99.26 

1545.62 

85.08 

94.30 

NA 

NA 

NA 

DELWAN 

NA 

NA 

NA 

NA 

NA 

NA 

24.82 

368.68 


74.80 

NA 

NA 

DHOLIPAL 

NA 

NA 

478.58 

NA 

478.58 

333.23 

NA 

322.60 

2787.08 

60.97 

NA 

NA 

DULLAPUR KERI 

NA 

NA 

NA 

NA 

510.48 

NA 

478.58 

670.01 

1050.74 

NA 

NA 

NA 

FATUHI 

NA 

NA 

NA 

NA 

646.61 

NA 

283.60 

786.99 

916.03 

NA 

NA 

NA 

GAJSINGHPUR 

NA 

NA 

NA 

NA 

190.72 

NA 

118.05 

92.17 

108.83 

NA 

NA 

NA 

GANESHGARH 

NA 

NA 

NA 

NA 

108.83 

NA 

NA 

124.08 

148.18 

NA 

NA 

NA 

GANGA NAGAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GANGUWALA 

NA 

NA 

NA 

NA 

1973.86 

NA 

144.28 

14782.65 

347.06 

NA 

NA 

NA 

GHAMOORWALI 

NA 

NA 

NA 

NA 

408.38 

NA 

340.32 

425.40 

571.45 

NA 

NA 

NA 

GOLUWALA 

NA 

NA 

NA 

NA 

NA 

148.89 

202.07 

NA 

NA 

258.08 

NA 

NA 

GUDUWALA 

NA 

NA 

NA 

NA 

190.72 

NA 

301.68 

411.22 

492.05 

NA 

NA 

NA 

GULABEWALA 

NA 

NA 

NA 

NA 


NA 

457.31 

113.44 

NA 

NA 

NA 

NA 

HAKMABAD 

NA 

NA 

NA 

NA 


NA 

35.45 

623.92 

34.03 

NA 

NA 

NA 

HARIPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

HARNOLI 

NA 

NA 

NA 

NA 

251.70 

NA 

244.61 

247.09 

277.57 

217.66 

NA 

NA 

HATHIYAWALA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

HINDUMALKOT 

NA 

NA 

NA 

NA 

347.06 

NA 

NA 

308.42 

377.19 

NA 

NA 

NA 

HIRANWALI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

INDERPURA 

NA 

NA 

NA 

NA 

NA 

NA 

400.59 

NA 

NA 

NA 

NA 

NA 

JHANDAWALA 

NA 

NA 

NA 

NA 

NA 

NA 

70.90 

NA 

NA 

NA 

NA 

NA 

JODHEWALA 

NA 

NA 

NA 

NA 

221.21 

NA 

233.97 

230.43 

277.93 

NA 

NA 

NA 

KHERUWALA 

NA 

NA 

NA 

NA 

156.69 

NA 

102.81 

120.53 

108.83 

88.27 

NA 

NA 

KIKARWALI 

NA 

NA 

NA 

NA 

NA 

70.90 

NA 

530.33 

451.28 

578.54 

NA 

NA 

KISHANPURA N-ll 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KISHANPURA S-l 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

762.18 

NA 

NA 

NA 

KONI 

NA 

NA 

NA 

NA 

166.62 

NA 

88.63 

258.79 

74.09 

NA 

NA 

NA 

LAKHAHAKAM 

NA 

NA 

NA 

NA 

843.71 

NA 

893.34 

815.71 

1279.75 

381.09 

NA 

NA 

LALGARH JATAN 

NA 

NA 

NA 

NA 

NA 

NA 

442.77 

553.02 

449.15 

602.65 

NA 

NA 

LIKHMISAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

LUHARA 

NA 

NA 

NA 

NA 

803.30 

NA 

893.34 

704.75 

830.24 

898.30 

NA 

NA 

LUNEWALA 

NA 

NA 

NA 

NA 

122.66 

NA 

138.26 

159.88 

188.59 

197.10 

NA 

NA 

MAHIYANWALI 

NA 

NA 

NA 

NA 

142.86 

NA 

106.35 

184.34 

222.27 

NA 

NA 

NA 

MALKHANA KHURD 

NA 

NA 

NA 

NA 

68.06 

NA 

116.99 

85.08 

244.96 

142.86 

NA 

NA 

MANIYANWALI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MIRZEWALA 

NA 

NA 

NA 

NA 

149.60 

NA 

137.55 

177.25 

153.14 

13.47 

NA 

NA 

MITILRATHAN 

NA 

NA 

NA 

NA 

258.79 

NA 

262.33 

255.24 

216.95 

NA 

NA 

NA 

MOHALAN 

NA 

NA 

NA 

NA 

173.71 

NA 

191.43 

205.61 

231.13 

238.22 

NA 

NA 

MOHANPURA 

NA 

NA 

NA 

NA 

NA 

NA 

0.00 

46.09 

44.67 

NA 

NA 

NA 

MORJANDA 

NA 

NA 

NA 

NA 

2824.66 

NA 

3013.25 

2857.27 

3335.14 

3332.30 

NA 

NA 

MUKLAWA 

NA 

NA 

NA 

NA 

81.54 

NA 

56.72 


94.30 

102.10 

NA 

NA 

NAGRANA 

NA 

NA 

NA 

NA 

387.82 

NA 

393.50 


53.88 

381.09 

NA 

NA 

NARSINGH PURA 

NA 

NA 

NA 

NA 

435.68 

NA 

336.78 

482.12 

496.66 

NA 

NA 

NA 

PACCA BHADUA 

NA 

NA 

NA 

NA 

248.51 

NA 

258.79 

255.24 

238.22 

272.26 

NA 

NA 

PACCASARNONKA 

NA 

NA 

NA 

NA 

149.60 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


_1990_1991_1992_1993_1994_1995_1996_19 

Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre 

Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 

NA NA NA NA 2729.65 2516.95 56.72 NA NA NA NA NA 2694.20 2516.95 NA 


























































































































































































































































































































































































































































































































Chloride, mg/I 


Chloride, mg/I 
2007 


Location 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

MU KAN 

NA 

2481.50 

NA 

2481.50 

2481.50 

2481.50 

2836.00 

2481.50 

1861.13 

NA 

3828.60 

3190.50 

3463.47 

3445.74 

4573.05 

4963.00 

4076.75 

3899.50 

3970.40 

NA 

3403.20 

3793.15 

3771.88 

NA 

NA 

3935.00 

3900.00 

NAGGI 

NA 

74.45 

NA 

141.80 

141.80 

141.80 

283.60 

212.70 

414.77 

NA 

733.82 

577.84 

404.13 

510.48 

308.42 

333.23 

879.16 

255.24 

255.24 

113.44 

85.08 

148.89 

168.39 

NA 

NA 

269.00 

319.00 

RADEWALA 

NA 

63.81 

NA 

56.72 

141.80 

113.44 

113.44 

223.34 

141.80 

113.09 

241.06 

113.44 

237.52 

138.26 

205.61 

297.78 

326.14 

269.42 

255.24 

361.59 

354.50 

354.50 

269.42 

NA 

NA 

347.00 

99.00 


Sub Basin: Sub 1 

13 PS 


ML 

NA 

PS 

NA 



3 PS 

NA 

35 BB 

NA 


36 BB 

3B(CHHOTI) 


5 H BARA 

NA 

6 NN 

NA 


ALAIKI _ 

BHADUWALA 


BOLANWALI 

BUDHARWALI 


CHHOTINAIWALA 

CHUNAWAD 


DHOLIPAL 
DULLAPUR KERI 


MANIYANWALI 

MIRZEWALA 


NARSINGH PURA 
PACCA BHADUA 


PACCASARNONKA 


NA 


42.54 
567.20" 


85.08 

na" 


_NA 

779.90 " 


1141.49 
70.90 " 


712.55 
70.90 " 


180.80 
4183.10" 


106.35 
1102.50" 


283.60 

53.18" 


35.45 

333.23 

503.39 

581.38 


70.90 

na" 


_NA 

886.25 " 


815.35 

na" 


709.00 
70.90 " 


177.25 
2729.65 " 


198.52 

na' 


NA 

1162.76" 


964.24 

na' 


801.17 
70.90' 


248.15 

na' 


| 85.08 

92.17 

1581.07 

1425.09 


NA 


_NA 

1198.21" 


70.90 

na" 


_NA 

1311.65" 


907.52 
489.21 " 


921.70 
49.63 " 


354.50 

na" 


106.35 
1233.66 " 


248.15 
70.90 " 


NA 


404.13 

1403.82 


70.90 

319.05 


_NA 

921.70 


950.06 

283.60 


829.53 

70.90 


411.22 

NA 


92.17 

1559.80 


_NA 

99.26 


NA 


77.99 

450.22 


67.36 

NA 


_NA 

1861.13 


1045.78 

333.23 


NA 

NA 

397.04 

829.53 


928.79 

744.45 

56.72 

67.36 


85.08 

77.99 

1276.20 

903.98 


141.09 

na" 


_NA 

1386.10" 


804.72 

521.12" 


1169.85 
63.81" 


531.75 

na" 


131.17 
1499.54" 


237.52 
77.99 " 


95.72 

NA 


_NA 

1556.26 


1120.22 

106.35 


592.02 

106.35 


925.25 

NA 


81.54 

1531.44 


297.78 

194.98 


NA 


_NA 

709.00 " 


407.68 
2637.48 " 


_NA 

1772.50 " 


957.15 
776.36 " 


_NA 

42.54" 


709.00 

na" 


163.07 
1581.07 " 


797.63 
77.99 " 


NA 


_NA 

3704.53 


152.44 

NA 


_NA 

1559.80 


1152.13 

99.26 


1049.32 

255.24 


209.16 

NA 


992.60 

1573.98 


_NA 

166.62 


141.80 

NA 

1754.78 

783.45 


191.43 

na" 


_NA 

1492.45 " 


1109.59 
726.73 " 


709.00 
81.54" 


191.43 

na" 


0.00 
177.25 " 


262.33 
198.52 " 


109.90 

NA 


_NA 

1375.46 


1180.49 

NA 


_NA 

74.45 


113.44 

NA 


137.55 

1623.61 


275.09 

141.80 


2410.60 


_NA 

638.10" 


177.25 

na" 


2056.10 


_NA 

779.90 


141.80 

389.95 


NA 

NA 

723.18 

730.27 


! 354.50 

NA 

1460.54 

1418.00 


NA 

NA 

744.45 

113.44 


170.16 

na" 


70.90 
1418.00 " 


0.00 

155.98" 


233.97 

na' 


155.98 

1772.50' 


850.80 
184.34' 


333.23 
226.88 " 


_NA 

1318.74" 


1162.76 

na" 


_NA 

148.89 " 


233.97 

na" 


99.26 
1772.50" 


354.50 
212.70" 


311.96 

411.22 


219.79 

1290.38 


978.42 

NA 


_NA 

56.72 


177.25 

NA 


113.44 

1389.64 


368.68 

99.26 


2176.63 


_NA 

638.10 


276.51 

340.32 


! 205.61 

205.61 

1191.12 

1262.02 


666.46 

na" 


_NA 

77.99 " 


106.35 

na" 


77.99 

1517.26" 


382.86 
0.00 " 


999.69 

NA 


_NA 

42.54 


63.81 

NA 


49.63 

1375.46 


297.78 

77.99 



! NA 

NA 

NA 

184.34 


| 63.81 

87.56 

1354.19 

NA 


336.78 
7577.44" 


212.70 

205.61 


_NA 

850.80 


864.98 

NA 


_NA 

99.26 


163.07 

NA 


56.72 

1233.66 


304.87 

63.81 



NA 

NA 

177.00 

85.00 


35.00 

71.00 

1389.00 

1213.00 


BHAGSAR 

NA 

623.92 

NA 

751.54 

765.72 

716.09 

836.62 

875.62 

1070.59 

730.27 

709.00 

953.61 

974.88 

638.10 

907.52 

950.06 

595.56 

NA 

872.07 

992.60 

177.25 

545.93 

404.13 

NA 

453.76 

482.00 

134.00 

BINJBAYLA 

NA 

141.80 

NA 

159.53 

177.25 

170.16 

177.25 

141.80 

88.63 

138.26 

255.24 

170.16 

237.52 

152.44 

198.52 

283.60 

425.40 

0.00 

155.98 

120.53 

418.31 

163.07 

424.34 

NA 

92.17 

128.00 

156.00 


2127.00 
0.00 ' 


1914.30 

na" 


1701.60 

7373.60 " 


NA 

7231.80" 


2552.40 
6806.40' 


NA 

5388.40" 


_NA 

5742.90 " 


1807.95 
5033.90" 


2665.84 
6997.83 ' 


2871.45 
0 . 00 " 


3332.30 
9536.05 " 


NA 

6735.50" 


3615.90 

7019.10' 


3094.79 
7565.03 " 


4785.75 

7621.75 ' 


3190.50 

7444.50 " 


3190.50 

na" 


2949.44 
70.90" 


2155.36 

8011.70" 


3119.60 
7550.85 " 


3048.70 

8721.76' 


3300.40 

na" 


3084.15 
6735.50" 


294.00 
7127.00 ' 


DAULATPURA 

NA 

DELWAN 

NA 


1276.20 
453.76 ' 


212.70 

21.27' 


297.78 
425.40 ' 


77.99 

120.53 

49.63 

92.17 


1028.05 
496.30" 



35.45 

63.81 

63.81 

35.45 


1301.02 

531.75' 


113.09 
88.63 ' 


666.46 

365.14' 


1148.58 
553.02 " 


113.44 

326.14" 


783.45 

382.86" 


1127.31 

570.75 


145.35 

60.27 


_NA 

414.77 


191.43 

127.62 

99.26 

226.88 


127.62 
368.68 " 


0.00 

1446.36 " 


389.95 
304.87 " 


1701.60 

496.30 


155.98 

85.08 


99.26 

460.85 


1063.50 
269.42 ' 


i 9 

9.26 

85.08 

IB 

6.35 

56.72 




70.90 

74. 

m\ 

__1 

48.89 

40. 

EDI 



GANGUWALA 

NA 

GHAMOORWALI 

NA 


2127.00 

914.61' 


56.72 

77.99 

577.84 

503.39 


92.17 

1332.92' 


170.16 

2169.54" 


77.99 
2233.35 " 


1751.23 

152.44" 


159.53 
2233.35 ' 


81.54 

2197.90 


283.60 

141.80 

3296.85 

2410.60 


92.17 
2162.45 ' 


99.26 
2041.92 " 


HATHIYAWALA 

NA 

HINDUMALKOT 

NA 


_NA 

1205.30" 


_NA 

1134.40 " 


NA 

NA 

1198.21 

1403.82 


2524.04 
95.72 " 


5742.90 
88.63 ' 


1786.68 

53.18" 


407.68 
1063.50' 


35.45 
1063.50' 


1283.29 
1052.87 " 


1194.67 
1258.48" 


1205.30 

921.70" 


1956.84 

42.54" 


2027.74 
63.81" 


2197.90 
48.21" 


3167.46 
120.53 ' 


2660.52 
80.83 " 


2977.80 
85.08" 


3191.00 

7091.00 


BUTASAR 

NA 

85.08 

NA 

70.90 

106.35 

88.63 

85.08 

63.81 

67.36 

85.08 

1403.82 

95.72 

187.89 

74.45 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

CHAKHIRAN SINGH 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1531.44 

NA 

4714.85 

3023.89 

7444.50 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


78.00 
1064.00 ' 


77.00 
82.00 ' 


35.00 

1028.00 


_64. 

57. 


49.00 

57. 

99.00 

71. 


331 

SB 

m\ 

31 


FATUHI 

NA 

460.85 

NA 

687.73 

NA 

100.68 

1418.00 

1070.59 

882.71 

1464.09 

1595.25 

1694.51 

737.36 

95.72 

1400.28 

2836.00 

2020.65 

2056.10 

1630.70 

1758.32 

177.25 

233.97 

NA 

NA 

NA 

NA 

NA 

GAJSINGHPUR 

NA 

106.35 

NA 

106.35 

85.08 

99.26 

85.08 

88.63 

67.36 

77.99 

70.19 

49.63 

1751.23 

106.35 

88.63 

163.07 

467.94 

141.80 

155.98 

184.34 

184.34 

77.99 

202.07 

NA 

70.90 

156.00 

177.00 


GANESHGARH 

NA 

205.61 

NA 

113.44 

NA 

155.98 

134.71 

NA 

NA 

251.70 

159.53 

216.25 

372.23 

152.44 

NA 

177.25 

255.24 

NA 

177.25 

170.16 

NA 

127.62 

161.65 

NA 

NA 

113.00 

153.00 

GANGA NAGAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

106.35 

106.35 

NA 

NA 

NA 

NA 

NA 

163.07 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


GOLUWALA 

113.44 

116.99 

155.98 

141.80 

134.71 

148.89 

NA 

NA 

109.90 

177.25 

350.96 

244.61 

NA 

280.06 

240.71 

0.00 

510.48 

992.60 

269.42 

35.45 

148.89 

127.62 

154.92 

NA 

127.62 

128.00 

135.00 

GUDUWALA 

NA 

677.10 

NA 

567.20 

673.55 

659.37 

694.82 

577.84 

397.04 

836.62 

776.36 

801.17 

772.81 

957.15 

237.52 

1162.76 

779.90 

620.38 

666.46 

560.11 

545.93 

99.26 

431.07 

NA 

113.44 

113.00 

71.00 


GULABEWALA 

NA 

124.08 

NA 

106.35 

85.08 

106.35 

127.62 

95.72 

53.18 

77.99 

145.35 

194.98 

134.71 

152.44 

3644.26 

5246.60 

134.71 

198.52 

77.99 

85.08 

63.81 

77.99 

80.83 

NA 

148.89 

120.00 

43.00 

HAKMABAD 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

2424.78 

0.00 

5087.08 

4963.00 

6203.75 

NA 

4112.20 

4892.10 

4856.65 

3764.79 

4176.01 

NA 

2977.80 

2482.00 

2340.00 


HARIPURA 

177.25 

283.60 

106.35 

269.42 

NA 

340.32 

NA 

NA 

457.31 

177.25 

255.24 

280.06 

NA 

212.70 

240.71 

241.06 

212.70 

184.34 

205.61 

219.79 

177.25 

155.98 

206.32 

NA 

134.71 

NA 

NA 

HARNOLI 

NA 

354.50 

NA 

184.34 

163.07 

198.52 

127.62 

223.34 

106.35 

152.44 

1733.51 

953.61 

712.55 

1403.82 

425.40 

326.14 

304.87 

141.80 

170.16 

56.72 

63.81 

56.72 

NA 

NA 

49.63 

113.00 

35.00 


HIRANWALI 

127.62 

106.35 

NA 

28.36 

70.90 

70.90 

NA 

NA 

56.72 

NA 

163.07 

141.80 

NA 

131.17 

206.32 

198.52 

127.62 

99.26 

NA 

92.17 

70.90 

113.44 

127.98 

NA 

92.17 

85.00 

57.00 

INDERPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

198.52 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


JHANDAWALA 

106.35 

109.90 

106.35 

113.44 

NA 

127.62 

NA 

NA 

152.44 

170.16 

226.88 

262.33 

NA 

255.24 

281.83 

319.05 

340.32 

155.98 

77.99 

120.53 

170.16 

184.34 

134.71 

NA 

92.17 

142.00 

35.00 

JODHEWALA 

NA 

301.33 

NA 

290.69 

567.20 

304.87 

NA 

304.87 

131.17 

226.53 

191.43 

202.07 

205.61 

311.96 

141.80 

141.80 

319.05 

113.44 

170.16 

163.07 

170.16 

177.25 

215.54 

NA 

163.07 

191.00 

156.00 


KHERUWALA 

NA 

177.25 

NA 

155.98 

141.80 

163.07 

184.34 

170.16 

NA 

184.34 

280.06 

194.98 

287.15 

216.25 

301.33 

212.70 

694.82 

NA 

219.79 

NA 

127.62 

288.56 

289.63 

NA 

262.33 

234.00 

333.00 

KIKARWALI 

NA 

NA 

NA 

269.42 

NA 

404.13 

212.70 

95.72 

148.89 

212.70 

343.87 

308.42 

166.62 

116.99 

205.61 

2481.50 

70.90 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


KISHANPURA N-ll 

184.34 

177.25 

1446.36 

NA 

NA 

3048.70 

NA 

NA 

4183.10 

152.44 

382.86 

4254.00 

NA 

NA 

4604.96 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

156.00 

156.00 

KISHANPURA S-l 

538.84 

319.05 

28.36 

NA 

NA 

120.53 

NA 

NA 

148.89 

379.32 

194.98 

230.43 

NA 

0.00 

212.70 

NA 

NA 

NA 

4608.50 

NA 

NA 

NA 

NA 

NA 

NA 

3617.00 

3865.00 


KONI 

NA 

159.53 

NA 

241.06 

283.60 

205.61 

177.25 

283.60 

131.17 

184.34 

127.62 

113.44 

177.25 

170.16 

109.90 

141.80 

212.70 

141.80 

134.71 

28.36 

NA 

63.81 

67.36 

NA 

28.36 

43.00 

35.00 

LAKHAHAKAM 

NA 

4112.20 

NA 

4608.50 

4608.50 

5175.70 

3899.50 

5232.42 

3190.50 

5317.50 

5870.52 

5469.94 

6381.00 

5742.90 

5913.06 

7444.50 

7196.35 

7019.10 

6083.22 

6877.30 

6770.95 

7811.76 

6870.21 

NA 

6735.50 

6595.00 

6240.00 


LALGARH JATAN 

NA 

NA 

NA 

1368.37 

NA 

NA 

NA 

1956.84 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

LIKHMISAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

319.05 

NA 

613.29 

616.83 

765.72 

1311.65 

652.28 

652.28 

489.21 

347.41 

428.95 

660.08 

NA 

127.62 

362.00 

284.00 


LUHARA 

NA 

177.25 

NA 

184.34 

354.50 

233.97 

276.51 

382.86 

106.35 

95.72 

191.43 

194.98 

262.33 

255.24 

155.98 

304.87 

113.44 

241.06 

163.07 

92.17 

131.17 

184.34 

168.39 

NA 

163.07 

163.00 

191.00 

LUNEWALA 

NA 

687.73 

NA 

857.89 

709.00 

NA 

1318.74 

765.72 

662.92 

NA 

1247.84 

854.35 

981.97 

1109.59 

946.52 

854.35 

1020.96 

850.80 

553.02 

645.19 

673.55 

616.83 

660.08 

NA 

567.20 

546.00 

496.00 


MAHIYANWALI 

NA 

39.00 

NA 

49.63 

NA 

NA 

35.45 

35.45 

53.18 

177.25 

177.25 

216.25 

NA 

145.35 

198.52 

333.23 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MALKHANA KHURD 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

4608.50 

NA 

545.93 

680.64 

382.86 

368.68 

241.06 

248.15 

170.16 

269.42 

NA 

NA 

674.00 

135.00 


MITILRATHAN 

NA 

301.33 

NA 

294.24 

361.59 

389.95 

347.41 

319.05 

276.51 

418.31 

368.68 

336.78 

382.86 

382.86 

287.15 

283.60 

354.50 

319.05 

397.04 

283.60 

311.96 

248.15 

289.63 

NA 

205.61 

213.00 

284.00 

MOHALAN 

NA 

475.03 

NA 

389.95 

460.85 

453.76 

425.40 

460.85 

354.50 

439.58 

542.39 

414.77 

595.56 

432.49 

542.39 

425.40 

567.20 

496.30 

581.38 

574.29 

496.30 

467.94 

493.46 

NA 

NA 

518.00 

461.00 


MOHANPURA 

NA 

74.45 

NA 

70.90 

70.90 

B 

90 

63.8 

1 70.90 

106.35 

95.72 

127.62 

99.26 

138.26 

113.44 

41.12 

35.45 

106.35 

99.26 

63.81 

42.54 

70.90 

77.99 

101.03 

NA 

49.63 

78.00 

50.00 

MORJANDA 

NA 

354.50 

NA 

163.07 

NA 

BZ3 

90 

70.9 

0 99.26 

77.99 

126.56 

127.62 

131.17 

301.33 

177.25 

425.40 

191.43 

354.50 

NA 

255.24 

290.69 

311.96 

345.28 

350.25 

NA 

333.23 

319.00 

319.00 


MUKLAWA 

NA 

361.59 

NA 

283.60 

NA 

NA 

155.98 

553.02 

290.69 

577.84 

829.53 

560.11 

620.38 

606.20 

602.65 

779.90 

794.08 

0.00 

631.01 

652.28 

652.28 

765.72 

713.96 

NA 

730.27 

752.00 

745.00 

NAGRANA 

198.52 

709.00 

638.10 

709.00 

NA 

772.81 

NA 

NA 

272.97 

758.63 

790.54 

772.81 

NA 

159.53 

893.34 

992.60 

864.98 

1063.50 

1063.50 

1035.14 

786.99 

503.39 

599.46 

NA 

290.69 

340.00 

319.00 





































































































































































































































































































































































































































































































































1984 


1985 


1986 


1987 


Chloride, mg/I 


Location 


1988 


1989 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 



Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

PADAMPUR 

NA 

NA 

NA 

NA 

391.37 

NA 

350.96 

311.96 

244.96 

408.38 

NA 

NA 

PHUSEWALA 

NA 

NA 

NA 

NA 

238.22 

NA 

NA 

226.88 

137.19 

287.64 

NA 

NA 

PUSEWALA 

NA 

NA 

NA 

NA 

204.19 

NA 

NA 

312.32 

NA 

299.20 

NA 

NA 

RAISINGH NAGAR 

NA 

NA 

NA 

NA 

197.46 

NA 

145.35 

29.07 

428.59 

125.14 

NA 

NA 

RASUWALA 

NA 

NA 

113.44 

NA 

88.27 

NA 

77.99 

NA 

1006.43 

NA 

NA 

NA 

RATTEWALA 

NA 

NA 

NA 

NA 

54.59 

NA 

31.91 

42.54 

54.95 

47.50 

NA 

NA 

RIDMALSAR 

NA 

NA 

NA 

NA 

2089.42 

NA 

2375.15 

425.40 

2688.53 

NA 

NA 

NA 

ROHIRANWALI 

NA 

NA 

NA 

NA 

NA 

NA 

262.33 

549.48 

574.29 

NA 

NA 

NA 

SADHUWALI 

NA 

NA 

NA 

NA 

61.33 

NA 

382.86 

81.54 

89.33 

NA 

NA 

NA 

SADULSHAHAR 

NA 

NA 

NA 

NA 

26.94 

NA 

42.54 

28.36 

13.47 

NA 

NA 

NA 

SALLIWALA 

NA 

NA 

1595.25 

NA 

1157.44 

77.99 

3757.70 

1262.02 

1211.33 

1225.15 

NA 

NA 

SANGARANA 

NA 

NA 

NA 

NA 

251.70 

NA 

262.33 

225.46 

3220.28 

251.70 

NA 

NA 

SANGARIA 

NA 

NA 

808.26 

NA 

30.49 

255.24 

212.70 

879.16 

804.01 

20.56 

NA 

NA 

SANTPURA 

NA 

NA 

NA 

NA 

700.85 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SUNDERPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SUNDERPURA 

NA 

NA 

NA 

NA 

NA 

NA 

609.74 

510.48 

721.41 

NA 

NA 

NA 

SURANWALI 

NA 

NA 

NA 

NA 

1939.12 

NA 

248.15 

NA 

NA 

NA 

NA 

NA 

TAMKOT 

NA 

NA 

NA 

NA 

1089.02 

NA 

102.81 

581.38 

802.94 

762.18 

NA 

NA 

THAKREE 

NA 

NA 

NA 

NA 

3130.94 

NA 

3225.95 

2906.90 

NA 

3675.46 

NA 

NA 

Sub Basin: Sub 2 

AMARPURA 

NA 

NA 

NA 

2994.82 

3879.65 

3096.56 

3147.96 

NA 

723.18 

777.42 

709.00 

NA 

CHATTARGARH 

NA 

NA 

NA 

NA 

NA 

1286.48 

1002.88 

NA 

1659.06 

1441.40 

1563.35 

1754.78 

CHHATARGARH 

NA 

NA 

NA 

1334.34 

NA 

1377.23 

NA 

NA 

NA 

NA 

NA 

NA 

CHHATTASAR 

NA 

NA 

NA 

2850.18 

NA 

3403.20 

3672.62 

NA 

3686.80 

3681.48 

2779.28 

NA 

GARBDESAR 

NA 

NA 

NA 

2000.80 

NA 

1946.91 

662.56 

NA 

779.90 

1671.47 

2084.46 

NA 

GOMAWALI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

2612.67 

3849.87 

4260.74 

NA 

NA 

GOPLAN 

NA 

NA 

NA 

1473.30 

NA 

2619.76 

1311.65 

NA 

1198.21 

1235.08 

NA 

NA 

HANSERA 

NA 

NA 

NA 

4934.64 

NA 

13.47 

NA 

NA 

NA 

NA 

NA 

NA 

HARIYASAR 

NA 

NA 

NA 

7086.46 

NA 

7214.78 

NA 

NA 

NA 

5776.58 

NA 

NA 

HINJRASAR 

NA 

NA 

NA 

NA 

660.08 

NA 

641.65 

NA 

1885.94 

NA 

NA 

NA 

KALWAS 

NA 

NA 

NA 

1354.19 

NA 

823.50 

459.08 

NA 

NA 

334.29 

NA 

NA 

KAPURISAR 

NA 

NA 

NA 

2502.77 

NA 

6575.98 

1967.48 

NA 

NA 

1002.88 

NA 

NA 

KARANSAR 

NA 

NA 

850.80 

NA 

NA 

NA 

NA 

848.67 

893.34 

1212.39 

932.34 

1042.23 

KARNISAR RAJA 

NA 

NA 

NA 

319.76 

789.47 

NA 

859.31 

NA 

950.06 

922.76 

853.99 

NA 

KAUNLASAR 

NA 

NA 

625.69 

NA 

NA 

NA 

NA 

1724.29 

NA 

1829.22 

NA 

NA 

KHINYERA LALERA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1286.13 

NA 

KISHNASAR 

NA 

NA 

NA 

1500.95 

NA 

1300.31 

190.37 

244.25 

283.60 

2142.95 

1195.02 

NA 

KUBIA 

NA 

NA 

NA 

NA 

NA 

455.89 

403.42 

NA 

NA 

392.43 

458.37 

NA 

LAKHANSAR 

NA 

NA 

NA 

2692.43 

NA 

1667.92 

NA 

NA 

NA 

NA 

NA 

NA 

LALERA 

NA 

NA 

NA 

1514.78 

NA 

333.59 

NA 

NA 

NA 

NA 

NA 

NA 

LUNKARANSAR 

NA 

NA 

NA 

1928.48 

NA 

2858.69 

2858.69 

NA 

49.63 

NA 

NA 

NA 

MAHADEVWALI 

NA 

NA 

NA 

83.31 

NA 

81.54 

78.70 

NA 

NA 

79.76 

NA 

NA 

MAHAJAN 

NA 

NA 

NA 

239.64 

NA 

166.62 

157.40 

NA 

184.34 

145.35 

62.39 

NA 

MALKISAR 

NA 

NA 

NA 

5036.74 

NA 

5581.25 

4487.97 

NA 

NA 

2107.50 

NA 

NA 

PATAMDESAR 

NA 

NA 

398.81 

NA 

NA 

NA 

NA 

1481.81 

1566.89 

1510.17 

1556.26 

1125.18 

RAJASAR 

NA 

NA 

NA 

368.33 

NA 

239.29 

304.87 

NA 

NA 

261.62 

NA 

NA 

RAJPURAHUDAN 

NA 

NA 

NA 

NA 

NA 

1259.18 

1246.42 

NA 

1446.36 

2979.57 

NA 

NA 

RANER 

NA 

NA 

NA 

152.79 

NA 

144.28 

149.25 

NA 

NA 

NA 

NA 

NA 

SADOLAI 

NA 

NA 

NA 

225.82 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SEKHSAR 

NA 

NA 

NA 

1195.02 

1129.44 

1041.52 

1041.52 

NA 

1361.28 

1176.94 

1236.50 

NA 

SURNANA 

NA 

NA 

NA 

1667.57 

1020.96 

944.39 

574.29 

NA 

467.94 

632.07 

680.64 

NA 

Sub Basin: Sub 3 

ALAKHPURA 

354.50 

NA 

NA 

NA 

NA 

NA 

270.13 

NA 

197.46 

NA 

194.27 

NA 

ALAPSAR 

207.03 

NA 

NA 

NA 

NA 

NA 

147.47 

NA 

197.46 

265.17 

265.52 

28.36 

AMARPURA 

NA 

1822.13 

5955.60 

NA 

NA 

4480.88 

NA 

4647.50 

2921.08 

673.55 

6023.66 

3335.85 

APPUWALA 

NA 

NA 

397.04 

NA 

61.33 

77.99 

NA 

NA 

42.54 

61.33 

NA 

NA 

APPUWALA PZ 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

ARDAWTA PZ. 

102.10 

NA 

261.27 

335.00 

335.00 

262.33 

NA 

NA 

175.12 


NA 

298.84 

ARJANSAR 

NA 

NA 

NA 

236.10 

NA 

517.22 

77.99 

NA 

28.36 



NA 

ASALSAR 

NA 

NA 

161.65 

NA 

NA 

361.59 

NA 

NA 

389.95 

290.69 

368.68 

382.15 

ASPALSAR 

NA 

NA 

439.58 

NA 

NA 

NA 

NA 

1751.23 

560.11 

829.53 

NA 

1204.59 

BACHHRARA 

NA 

223.34 

248.15 

NA 

NA 

290.69 

NA 

249.21 

0.00 

NA 

NA 

524.66 

BACHUSAR 

NA 

NA 

NA 

NA 

898.30 

2112.82 

NA 

NA 

314.09 

NA 

NA 

NA 

BADBAR 

112.38 

NA 

107.77 

277.93 

231.13 

730.27 

NA 

NA 

141.80 

67.36 

NA 

444.90 

BAGGAR 

NA 

NA 

161.65 

125.14 

141.09 

26.23 

NA 

NA 

NA 

121.24 

NA 

218.73 

BAIRAS PZ. 

249.21 

NA 

NA 

NA 

NA 

NA 

175.48 

NA 

163.43 

NA 

163.43 

NA 

BAIRASAR CHHOTA -1 

NA 

47.15 

864.98 

NA 

NA 

1247.84 

NA 

NA 

0.00 

NA 

NA 

NA 

BAJLA 

408.38 

NA 

417.60 

469.00 

412.99 

221.21 

NA 

NA 

NA 

NA 

292.82 

287.15 

BALARAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BALARAN PZ. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BALOD 

277.22 

NA 

NA 

NA 

NA 

NA 

284.31 

NA 

244.96 

258.43 

251.70 

283.60 

BALODI CHHOTI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BANGARWAS 

NA 

972.39 

921.70 

NA 

NA 

946.52 

NA 

734.17 

781.32 

660.08 

680.64 

833.78 

BARAMSAR 

NA 

NA 

1219.48 

NA 

1293.93 

1262.02 

NA 

NA 

1427.93 

1565.47 

NA 

NA 


_1990_1991_1992_1993_1994_1995_1996_19 

Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre 

Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 

NA NA 1290.38 914.61 NA 680.64 609.74 NA NA NA NA NA 2481.50 80.83 879.16 













































































































































































































































































































































































































































































































97 


Chloride, mg/I 


2000 


2001 


2002 


Location 


PADAMPUR 

PHUSEWALA 

PUSEWALA 

RAISINGH NAGAR 

RASUWALA 

RATTEWALA 

RIDMALSAR 

ROHIRANWALI 

SADHUWALI 

SADULSHAHAR 

SALLIWALA 

SANGARANA 

SANGARIA 

SANTPURA 

SUNDERPURA 

SUNDERPURA 

SURANWALI 

TAMKOT _ 

THAKREE _ 

Sub Basin: Sub 2 


Post 

Monsoon 


1998 


Pre 

Monsoon 


Post 

Monsoon 


1999 


Pre 

Monsoon 


Post 

Monsoon 


Pre 

Monsoon 


Post 

Monsoon 


Pre 

Monsoon 


Post 

Monsoon 


Pre 

Monsoon 


Post 

Monsoon 


Pre 

Monsoon 


NA 


864.98 


NA 


758.63 


155.98 


709.00 


687.73 


446.67 


503.39 


631.01 


478.58 


275.09 


NA 


269.42 


NA 


262.33 


262.33 


276.51 


241.06 


255.24 


216.25 


297.78 


343.87 


280.06 


NA 


556.57 


NA 


304.87 


NA 


872.07 


758.63 


638.10 


609.74 


NA 


NA 


NA 


NA 


230.43 


NA 


177.25 


127.62 


170.16 


141.80 


191.43 


159.53 


244.61 


95.72 


194.98 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


319.05 


NA 


74.45 


NA 


92.17 


106.35 


70.90 


85.08 


106.35 


24.82 


77.99 


159.53 


95.72 


NA 


4963.00 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


1137.95 


NA 


1276.20 


1630.70 


1311.65 


1276.20 


1361.28 


1116.68 


1290.38 


1914.30 


1453.45 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


77.99 


NA 


31.91 


70.90 


35.45 


106.35 


99.26 


NA 


85.08 


127.62 


131.17 


184.34 


191.43 


NA 


382.86 


248.15 


496.30 


NA 


NA 


372.23 


418.31 


354.50 


350.96 


NA 


230.43 


NA 


233.97 


212.70 


255.24 


226.88 


191.43 


184.34 


283.60 


223.34 


329.69 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


290.69 


NA 


191.43 


NA 


269.42 


233.97 


255.24 


88.63 


133.29 


209.16 


0.00 


120.53 


173.71 


NA 


808.26 


709.00 


1042.23 


NA 


NA 


1403.82 


1556.26 


1914.30 


1850.49 


NA 


134.71 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


184.34 


NA 


141.80 


NA 


645.19 


921.70 


1205.30 


797.63 


1932.03 


670.01 


1843.40 


AMARPURA 

1418.00 

0.00 

NA 

730.27 

2268.80 

NA 

680.64 

730.27 

765.72 

779.90 

896.89 

836.62 

CHATTARGARH 

1347.10 

1556.26 

NA 

1276.20 

751.54 

NA 

886.25 

85.08 

NA 

1020.96 

889.80 

2999.07 

CHHATARGARH 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1247.84 

NA 

NA 

NA 

CHHATTASAR 

2765.10 

3615.90 

NA 

2836.00 

3474.10 

NA 

3190.50 

3474.10 

3509.55 

2871.45 

2630.39 

NA 

GARBDESAR 

1070.59 

1169.85 

NA 

106.35 

957.15 

NA 

1049.32 

1134.40 

1127.31 

2010.02 

1332.92 

978.42 

GOMAWALI 

NA 

2836.00 

NA 

NA 

1630.70 

2169.54 

1176.94 

138.96 

744.45 

687.73 

794.08 

382.86 

GOPLAN 

1949.75 

1843.40 

NA 

1772.50 

1772.50 

NA 

1389.64 

1630.70 

1666.15 

1758.32 

2431.87 

1825.68 

HANSERA 

NA 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

HARIYASAR 

9571.50 

7657.20 

NA 

921.70 

7586.30 

NA 

7869.90 

7090.00 

7082.91 

4594.32 

6529.89 

6529.89 

HINJRASAR 

NA 

3048.70 

NA 

673.55 

NA 

2183.72 

85.08 

49.63 

56.72 

46.09 

191.43 

131.17 

KALWAS 

NA 

155.98 

NA 

120.53 

127.62 

NA 

248.15 

248.15 

138.26 

202.07 

184.34 

124.08 

KAPURISAR 

2552.40 

1701.60 

NA 

127.62 

127.62 

1134.40 

1531.44 

1063.50 

854.35 

1297.47 

836.62 

737.36 

KARANSAR 

1233.66 

1191.12 

1205.30 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KARNISAR RAJA 

NA 

1372.98 

NA 

850.80 

1049.32 

NA 

1063.50 

375.77 

1141.49 

1148.58 

1159.22 

1098.95 

KAUNLASAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KHINYERA LALERA 

NA 

NA 

NA 

375.77 

425.40 

NA 

184.34 

205.61 

311.96 

329.69 

365.14 

563.66 

KISHNASAR 

1247.84 

1169.85 

NA 

1176.94 

1063.50 

NA 

1162.76 

1226.57 

1084.77 

1212.39 

1251.39 

230.43 

KUBIA 

652.28 

1013.87 

NA 

524.66 

588.47 

NA 

467.94 

595.56 

184.34 

935.88 

719.64 

609.74 

LAKHANSAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

LALERA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

LUNKARANSAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

5175.70 

NA 

NA 

NA 

NA 

MAHADEVWALI 

141.80 


NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MAHAJAN 

134.71 


NA 

42.54 

35.45 

49.63 

113.44 

106.35 

99.26 

106.35 

177.25 

92.17 

MALKISAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PATAMDESAR 

127.62 

1446.36 

1460.54 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1559.80 

RAJASAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RAJPURAHUDAN 

1559.80 

1219.48 

NA 

985.51 

1191.12 

NA 

1212.39 

1098.95 

1184.03 

1184.03 

1265.57 

1464.09 

RANER 

304.87 

0.00 

NA 

NA 

NA 

NA 

NA 

489.21 

382.86 

NA 

NA 

606.20 

SADOLAI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SEKHSAR 

1276.20 

1028.05 

NA 

1368.37 

1013.87 

NA 

1028.05 

1028.05 

957.15 

1269.11 

1223.03 

1084.77 

SURNANA 

120.53 

141.80 

NA 

170.16 

127.62 

NA 

127.62 

148.89 

127.62 

159.53 

NA 

NA 


Sub Basin: Sub 3 


ALAKHPURA 

NA 

205.61 

170.16 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

170.16 

ALAPSAR 

NA 

184.34 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

AMARPURA 

588.47 

NA 

3580.45 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

3580.45 

APPUWALA 

70.90 

106.35 

NA 

106.35 

106.35 

99.26 

NA 

NA 

127.62 

99.26 

127.62 

191.43 

APPUWALA PZ 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

ARDAWTA PZ. 

177.25 

141.80 

177.25 

NA 

148.89 

141.80 

141.80 

141.80 

NA 

113.44 

141.80 

NA 

ARJANSAR 

404.13 

560.11 

NA 

269.42 

269.42 

283.60 

311.96 

354.50 

354.50 

553.02 

485.67 

517.57 

ASALSAR 

418.31 

386.41 

389.95 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

425.40 

ASPALSAR 

1971.02 

1956.84 

1956.84 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1914.30 

BACHHRARA 

971.33 

1063.50 

786.99 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1559.80 

BACHUSAR 

1354.19 

1418.00 

NA 

1347.10 

1701.60 

1418.00 

NA 

NA 

1109.59 

1152.13 

1173.40 

1371.92 

BADBAR 

177.25 

148.89 

595.56 

NA 

354.50 

496.30 

283.60 

652.28 

NA 

205.61 

631.01 

NA 

BAGGAR 

113.44 

NA 

NA 

NA 

148.89 

141.80 

127.62 

177.25 

NA 

127.62 

NA 

NA 

BAIRAS PZ. 

NA 

NA 

NA 

141.80 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BAIRASAR CHHOTA -1 

1715.78 

338.55 

581.38 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

638.10 

BAJLA 

304.87 

418.31 

574.29 

NA 

673.55 

723.18 

645.19 

567.20 

NA 

NA 

482.12 

NA 

BALARAN 

NA 

NA 

NA 

NA 

184.34 

170.16 

NA 

134.71 

NA 

155.98 

NA 

184.34 

BALARAN PZ. 

NA 

177.25 

NA 

155.98 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BALOD 

NA 

269.42 

NA 

NA 

290.69 

283.60 

NA 

397.04 

NA 

233.97 

NA 

262.33 

BALODI CHHOTI 

NA 

262.33 

NA 

233.97 

241.06 

255.24 

NA 

NA 

NA 

NA 

NA 

NA 

BANGARWAS 

1460.54 

NA 

1063.50 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

2836.00 

BARAMSAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


03_ 

Post 

Monsoon 

592.02 


Chloride, mg/I 


2004 i 

j 2005 | 

| 2006 | 

| 2007 | 

| 2008 j 

| 2009 | 

| 2010 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

701.91 

645.19 

0.00 

907.52 

524.66 

609.74 

134.71 

77.99 

49.63 

53.88 

NA 

49.63 

92.00 

35.00 

























































































































































































































































































































































































































































































































1984 


1985 


1986 


1987 


Chloride, mg/I 


Location 


1988 


1989 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 



Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

BARJANGSAR 

NA 

NA 

1897.99 

NA 

NA 

NA 

NA 

2057.52 

1418.00 

1354.55 

NA 

1459.12 

BASRI 

NA 

NA 

NA 

NA 

NA 

393.50 

NA 

NA 

NA 

87.56 

315.15 

386.41 

BATRANAU Pz. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

Bau 

129.75 

NA 

NA 

NA 

NA 

NA 

210.57 

NA 

NA 

129.39 

142.86 

NA 

BAY Pz. 

NA 

NA 

175.12 

148.18 

201.00 

134.00 

NA 

NA 

163.07 

154.92 

NA 

NA 

BEERAMSAR 

NA 

577.48 

571.10 

NA 

NA 

NA 

NA 

525.37 

NA 

NA 

NA 

604.42 

BHADARWAS Pz. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHADRA 

NA 

NA 

2041.92 

2041.92 

27.30 

NA 

NA 

2254.62 

224.40 

122.30 

NA 

NA 

BHADRA 1 

NA 

NA 

811.81 

811.81 

721.41 

879.16 

NA 

70.90 

578.54 

680.64 

NA 

NA 

BHADRA2 

NA 

NA 


42.54 


NA 

NA 

652.28 

96.07 

88.27 

NA 

NA 

BHAGWAN 

NA 

NA 


NA 


67.36 

NA 

NA 

121.24 

69.48 

NA 

NA 

BHAGWANSAR 

NA 

NA 

404.13 

NA 

1361.28 

92.17 

NA 

NA 

107.77 

27.30 

NA 

NA 

BHALERI 

NA 

639.52 

315.51 

NA 

NA 

638.10 

NA 

2694.20 

NA 

1157.09 

2926.75 

3403.20 

BHANGARH 

NA 

NA 

638.10 

638.10 

2939.51 

3367.75 

NA 

691.28 

NA 

2654.50 

NA 

NA 

BHATWALA 

NA 

NA 

957.15 

NA 

NA 

NA 

NA 

1010.33 

1113.13 

687.38 

NA 

1421.55 

BHIRANI 

NA 

NA 

868.53 

868.53 

850.80 

42.54 

NA 

113.44 

1089.02 

14293.44 

NA 

NA 

BHOJASAR 

NA 

NA 

3722.25 

3722.25 

3810.88 

2084.46 

NA 

421.86 

8508.00 

1265.92 

NA 

NA 

BHOJRASAR 

NA 

NA 

2039.08 

NA 

NA 

290.69 

NA 

983.38 

2127.00 

2028.45 

270.84 

2291.84 

BHOJUSAR 

NA 

NA 

NA 

NA 

NA 

NA 

2190.81 

NA 

76.57 

NA 

NA 

NA 

BHUKANA 

NA 

NA 

107.06 

NA 

NA 

NA 

NA 

NA 


175.12 

NA 

69.48 

BHUKARKA 

NA 

NA 

85.08 

NA 

74.80 

63.81 

NA 

NA 


40.77 

NA 

NA 

BIBASAR PZ. 

NA 

NA 

363.72 

229.36 

314.09 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BIDASAR 

179.02 

NA 

NA 

NA 

NA 

NA 

287.85 

NA 

204.19 

204.19 

204.19 

NA 

BILLYOO 

NA 

NA 

1024.51 

NA 

NA 

NA 

NA 

205.61 

772.81 

612.58 

NA 

284.66 

BINJASAR 

NA 

NA 

687.73 

NA 

721.41 

602.65 

NA 

NA 

177.25 

816.77 

NA 

NA 

BIRANIA 

NA 

NA 

NA 

NA 

NA 

NA 

59.56 

NA 

NA 

666.82 

303.10 

272.97 

BIRKALI 

NA 

NA 

70.90 

NA 

40.77 

67.36 

NA 

NA 

272.26 

40.77 

NA 

NA 

BIRMI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BIRMI PZ. 

180.09 

NA 

229.01 

259.85 

314.44 

255.95 

NA 

NA 

319.05 

309.83 

NA 

283.60 

BISHANPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

215.54 

NA 

276.51 

294.24 

BISRASAR 

NA 

NA 

1396.73 

NA 

1020.96 

1361.28 

NA 

NA 

1414.46 

1524.71 

NA 

NA 

BISSAU 

504.81 

NA 

397.40 

497.72 

183.63 

NA 

NA 

NA 

NA 

222.27 

NA 

NA 

BUCHAWAS 

NA 

2984.89 

7799.00 

NA 

NA 

1318.74 

NA 

3296.85 

NA 

2123.46 

3267.07 

1843.40 

BUHANA PZ. 

213.41 

NA 

NA 

201.36 

211.64 

194.27 

NA 

NA 

347.41 

NA 

NA 

962.47 

BUNGI 

NA 

687.02 

709.00 

NA 

NA 

1361.28 

NA 

1360.57 

0.00 

646.61 

972.75 

2327.29 

CHAINPURA 

NA 

426.11 

425.40 

NA 

NA 

418.31 

NA 

NA 

NA 

3913.68 

416.89 

581.38 

Chainpura/CHAINPURA 

433.91 

NA 

NA 

NA 

NA 

NA 

NA 

370.45 

NA 

NA 

NA 

NA 

CHAIYA 

NA 

NA 

NA 

NA 

NA 

0.00 

NA 

NA 

2828.91 

3062.88 

NA 

NA 

CHANDGOTHI 5 

461.91 

NA 

309.48 

NA 

NA 

524.66 

NA 

458.01 

0.00 

721.41 

0.00 

514.03 

CHANIBARI 

NA 

NA 

NA 

NA 

1470.11 

893.34 

NA 

NA 

NA 

NA 

NA 

NA 

CHARANWAS 

NA 

NA 

229.01 

243.19 

231.13 

147.47 

NA 

NA 

241.06 

NA 

NA 

284.66 

CHHAPRA 

361.59 

NA 

267.65 

348.47 

NA 

335.00 

NA 

NA 

NA 

383.92 

NA 

NA 

CHICHAS PZ. 

255.95 

NA 

NA 

NA 

NA 

NA 

87.92 

NA 

231.49 

NA 

251.70 

NA 

CHIRANA 

NA 

NA 

141.45 

140.74 

140.74 

147.12 

NA 

NA 

106.35 

26.94 

NA 

NA 

CHIRAWA 

NA 

NA 

187.53 

201.00 

201.00 

163.78 

NA 

NA 

161.65 

181.86 

NA 

NA 

CHOTI SAWAI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

CHURELA 

563.30 

NA 

19.50 

254.18 

250.28 

255.95 

NA 

NA 

283.60 

276.16 

NA 

0.00 

CHURELA Pz. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DADREWA 

NA 

79.41 

120.53 

NA 

NA 

134.71 

NA 

175.12 

0.00 

102.10 

238.22 

272.26 

DAIDASPURA 

NA 

NA 

NA 

NA 

NA 

56.72 

340.32 

40.41 

397.40 

NA 

NA 

NA 

DALPATPURA 

NA 

NA 

2297.16 

NA 

163.43 

77.99 

NA 

NA 

NA 

88.63 

NA 

NA 

DANTRU 

403.78 

NA 

NA 

NA 

NA 

NA 

45.73 

NA 

707.94 

415.12 

394.56 

563.66 

DAUDSAR 

397.75 

436.39 

475.03 

NA 

NA 

482.12 

NA 

498.43 

553.02 

NA 

528.21 

581.38 

DEEGLI 

NA 

NA 

NA 

NA 

NA 

347.41 

NA 

NA 

NA 

NA 

NA 

375.06 

DEGAN 

NA 

NA 

581.03 

NA 

NA 

528.21 

NA 

274.38 

482.12 

386.41 

577.84 

541.68 

DEWAS 

NA 

NA 

NA 

NA 

NA 

NA 

501.97 

NA 

497.01 

694.11 

496.66 

NA 

DHANDHAN 

1347.81 

NA 

NA 

NA 

NA 

NA 

378.96 

NA 

721.41 

721.41 

741.97 

506.94 

DHANIPANCHERAN 

NA 

NA 

850.80 

NA 

NA 

NA 

NA 

821.73 

666.46 

1035.14 

NA 

1028.05 

DHANI PANDUSAR 

NA 

NA 

NA 

750.48 

776.00 

776.00 

715.03 

NA 

808.26 

835.56 

819.60 

NA 

DHANNASAR 

NA 

NA 

467.94 

NA 

443.83 

453.76 

NA 

NA 

424.34 

298.49 

NA 

NA 

DHANURI 

NA 

NA 

572.52 

354.50 

354.50 

262.33 

NA 

NA 

249.21 

NA 

331.81 

581.38 

DHIGAL 

NA 

NA 

235.74 

187.53 

187.53 

NA 

NA 

NA 

NA 

120.18 

NA 

NA 

DHIGALPZ. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DHIGARLA 

NA 

961.40 

340.32 

NA 

NA 

893.34 

NA 

754.38 

NA 

707.58 

408.38 

923.47 

DILOI 

346.70 

NA 

444.54 

489.21 

372.23 

0.00 

NA 

NA 

425.40 

404.13 

342.80 

343.87 

DOOMRA 

NA 

NA 

NA 

201.00 

201.00 

160.94 

NA 

NA 

184.34 

255.95 

NA 

NA 

DORASAR Pz. 

NA 

NA 

255.95 

261.27 

261.27 

NA 

NA 

NA 

NA 

NA 

NA 

257.01 

DULANIYA 

506.94 

NA 

578.54 

NA 

234.33 

536.00 

NA 

NA 

336.78 

538.84 

NA 

NA 

DUNGARANA 

NA 

NA 

1020.96 

NA 

1031.60 

886.25 

NA 

NA 

1157.80 

NA 

NA 

NA 

DUNGARBAS 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

9801.22 

NA 

NA 

DURJANA 

NA 

NA 

1091.86 

NA 

68.06 

14.18 

NA 

NA 

NA 

NA 

NA 

NA 

FATEHPUR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

152.44 

FATEHPUR PZ. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GADOLI 

255.24 

NA 

267.65 

556.21 

556.21 

207.38 

NA 

NA 

NA 

168.39 

NA 

NA 


_1990_1991_1992_1993_1994_1995_1996_19 

Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre 

Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 

1444.94 1446.36 1694.51 2282.98 2141.18 NA NA 1932.73 NA 1992.29 NA NA NA NA 2006.47 
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Chloride, mg/I 


2000 


2001 


2002 


1998 


1999 


Location 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 


Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

BARJANGSAR 

1829.22 

2190.81 

2056.10 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

2282.98 

BASRI 

163.07 

NA 

822.44 

NA 

NA 

382.86 

496.30 

NA 

NA 

453.76 

616.83 

NA 

BATRANAU Pz. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

Bau 

NA 

NA 

155.98 

141.80 

141.80 

NA 

NA 

141.80 

NA 

127.62 

NA 

127.62 

BAY Pz. 

106.35 

120.53 

113.44 

NA 

113.44 

127.62 

85.08 

106.35 

NA 

141.80 

85.08 

NA 

BEERAMSAR 

304.87 

NA 

818.90 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHADARWAS Pz. 

319.05 

NA 

NA 

NA 

326.14 

NA 

212.70 

NA 

NA 

148.89 

177.25 

NA 

BHADRA 

NA 

NA 

950.06 

779.90 

NA 

63.81 

NA 

NA 

496.30 


42.54 

638.10 

BHADRA 1 

4608.50 

740.91 

NA 

NA 

NA 

63.81 

NA 

NA 

NA 

NA 

42.54 

NA 

BHADRA2 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHAGWAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHAGWANSAR 

85.08 

85.08 

NA 

70.90 

49.63 

92.17 

NA 

NA 

173.71 

113.44 

113.44 

166.62 

BHALERI 

992.60 

NA 

453.76 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

4112.20 

BHANGARH 

NA 

NA 

NA 

155.98 

NA 

NA 

NA 

NA 

393.50 

NA 

NA 

NA 

BHATWALA 

1035.14 

921.70 

928.79 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHIRANI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHOJASAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

155.98 

BHOJRASAR 

NA 

46.09 

2609.12 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

2446.05 

BHOJUSAR 

NA 

567.20 

NA 

638.10 

NA 

694.82 

319.05 

262.33 

159.53 

499.85 

223.34 

198.52 

BHUKANA 

177.25 

389.95 

155.98 

NA 

NA 

56.72 

77.99 

56.72 

NA 

99.26 

92.17 

NA 

BHUKARKA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BIBASAR PZ. 

233.97 

127.62 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BIDASAR 

NA 

NA 

191.43 

163.07 

177.25 

141.80 

NA 

177.25 

NA 

163.07 

NA 

177.25 

BILLYOO 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BINJASAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BIRANIA 

NA 

141.80 

NA 

503.39 

531.75 

602.65 

NA 

531.75 

NA 

389.95 

NA 

375.77 

BIRKALI 

70.90 

92.17 

NA 

0.00 

77.99 

92.17 

NA 

NA 

95.72 

92.17 

113.44 

184.34 

BIRMI 

NA 

NA 

NA 

NA 

NA 

389.95 

NA 

389.95 

NA 

425.40 

276.51 

NA 

BIRMI PZ. 

226.88 

205.61 

361.59 

NA 

248.15 

389.95 

NA 

389.95 

NA 

425.40 

276.51 

NA 

BISHANPURA 

191.43 

212.70 

184.34 

NA 

297.78 

42.54 

723.18 

177.25 

NA 

191.43 

255.24 

NA 

BISRASAR 

1616.52 

1772.50 

NA 

1545.62 

1701.60 

1729.96 

NA 

NA 

1595.25 

1903.67 

1818.59 

1379.01 

BISSAU 

510.48 

574.29 

375.77 

NA 

1028.05 

638.10 

389.95 

354.50 

NA 

531.75 

531.75 

NA 

BUCHAWAS 

1389.64 

NA 

879.16 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

3261.40 

BUHANA PZ. 

56.72 

340.32 

319.05 

NA 

NA 

333.23 

0.00 

290.69 

NA 

184.34 

248.15 

NA 

BUNGI 

311.96 

NA 

964.24 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

326.14 

CHAINPURA 

276.51 

482.12 

574.29 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

553.02 

Chainpura/CHAINPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

CHAIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

CHANDGOTHI 5 

425.40 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

709.00 

CHANIBARI 

106.35 

1056.41 

NA 

709.00 

NA 

964.24 

NA 

NA 

NA 

177.25 

42.54 

833.08 

CHARANWAS 

283.60 

205.61 

NA 

NA 

319.05 

248.15 

163.07 

163.07 

NA 

163.07 

NA 

NA 

CHHAPRA 

233.97 

127.62 

382.86 

NA 

333.23 

283.60 

63.81 

212.70 

NA 

212.70 

155.98 

NA 

CHICHAS PZ. 

NA 

NA 

219.79 

NA 

NA 

NA 

NA 

191.43 

NA 

191.43 

NA 

NA 

CHIRANA 

198.52 

NA 

148.89 

NA 

113.44 

120.53 

99.26 

155.98 

NA 

42.54 

92.17 

NA 

CHIRAWA 

141.80 

141.80 

163.07 

NA 

155.98 

148.89 

170.16 

148.89 

NA 

163.07 

155.98 

NA 

CHOTI SAWAI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

CHURELA 

269.42 

191.43 

276.51 

NA 

283.60 

241.06 

283.60 

326.14 

NA 

212.70 

361.59 

NA 

CHURELA Pz. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DADREWA 

1460.54 

NA 

134.71 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

148.89 

DAIDASPURA 

NA 

39.00 

NA 

248.15 

NA 

56.72 

326.14 

191.43 

478.58 

251.70 

241.06 

414.77 

DALPATPURA 

NA 

205.61 

NA 

276.51 

226.88 

212.70 

NA 

NA 

287.15 

311.96 

414.77 

499.85 

DANTRU 

NA 

425.40 

NA 

389.95 

482.12 

397.04 

NA 

70.90 

NA 

NA 

NA 

503.39 

DAUDSAR 

772.81 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DEEGLI 

120.53 

439.58 

354.50 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DEGAN 

517.57 

425.40 

489.21 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

744.45 

DEWAS 

NA 

453.76 

NA 

425.40 

411.22 

460.85 

NA 

42.54 

NA 

NA 

NA 

460.85 

DHANDHAN 

262.33 

864.98 

NA 

81.54 

609.74 

850.80 

NA 

567.20 

NA 

NA 

NA 

553.02 

DHANIPANCHERAN 

2942.35 

2818.28 

3190.50 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1432.18 

DHANI PANDUSAR 

872.07 

872.07 

NA 

737.36 

886.25 

NA 

1375.46 

786.99 

673.55 

1141.49 

1052.87 

1623.61 

DHANNASAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DHANURI 

255.24 

311.96 

666.46 

NA 

666.46 

560.11 

397.04 

368.68 

NA 

744.45 

375.77 

NA 

DHIGAL 

283.60 

177.25 

304.87 

NA 

262.33 

113.44 

248.15 

177.25 

NA 

212.70 

85.08 

NA 

DHIGALPZ. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DHIGARLA 

2609.12 

NA 

609.74 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1091.86 

DILOI 

808.26 

340.32 

375.77 

NA 

368.68 

439.58 

NA 

432.49 

NA 

NA 

475.03 

NA 

DOOMRA 

141.80 

212.70 

0.00 

NA 

120.53 

134.71 

212.70 

141.80 

NA 

127.62 

141.80 

NA 

DORASAR Pz. 

NA 

184.34 

NA 

NA 

191.43 

269.42 

205.61 

226.88 

NA 

163.07 

170.16 

NA 

DULANIYA 

205.61 

177.25 

177.25 

NA 

354.50 

283.60 

347.41 

233.97 

NA 

347.41 

347.41 

NA 

DUNGARANA 

9571.50 

1648.43 

1347.10 

1354.19 

NA 

957.15 

NA 

NA 

1045.78 

1109.59 

833.08 

850.80 

DUNGARBAS 

1701.60 

9217.00 

404.13 

7799.00 

NA 

815.35 

NA 

NA 

7799.00 

7529.58 

446.67 

7444.50 

DURJANA 

35.45 

49.63 

NA 

81.54 

77.99 

127.62 

NA 

NA 

63.81 

152.44 

127.62 

131.17 

FATEHPUR 

NA 

319.05 

NA 

269.42 

283.60 

283.60 

NA 

283.60 

NA 

290.69 

NA 

283.60 

FATEHPUR PZ. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GADOLI 

786.99 

NA 

NA 

NA 

141.80 

333.23 

361.59 

134.71 

NA 

24.82 

226.88 

NA 


03_ 

Post 

Monsoon 

NA 


Chloride, mg/I 


2004 i 

j 2005 | 

| 2006 | 

| 2007 | 

| 2008 j 

| 2009 | 

| 2010 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

NA 

NA 

1233.66 

1233.66 

1091.86 

NA 

1091.86 

NA 

2290.43 

1832.77 

NA 

2765.10 

1908.00 

1876.00 

















































































































































































































































































































































































































































































































































_ Chloride, mg/I _ 

1984 1985 1986 1987 1988 1989 1990 1991 1992 1993 1994 1995 1996 

Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post 

Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 


GOGAMEDI 

GOPALSAR 


GOTHYAN BARI 
GOVINDPURA 


HANUMANPURA-I 

HANUMANPURA-II 


HARDYALPURA 

HARISINGHPURA 


HARPLOO _ 

HARSHWA 


HETAMSAR 

Hodsar 


JAISINGHSAR 

JAITPUR 


JAJOD PZ. 
JAKHOD 


JEENI PZ. 
JEJUSAR 


JHATAWA KHURD 
JHUNJHUNUN PZ. 


KALAYANPURA 
KALI PAHARI 


KAMAN - 2 
KANDRAM 


KARANPURA 

KARNANA 


KHARELI DHANI 
KHODALA 


KHUDANA 

KHURI 


KOLINDA 
KOLIRA PZ. 


KUSHALPURA 

LADUSAR 


LALGARHIA 
LAMBOR BARI 


LOTIYA _ 

LOTIYA Pz. 


LUTANA POORAN 


_19 

Pre 

Monsoon 

170.16 


GHESURA 

NA 

NA 

NA 

173.71 

NA 

34.03 

46.09 

NA 

49.63 

29.07 

62.39 

NA 

NA 

42.54 

60.27 

NA 

81.54 

67.36 

47.15 

57.43 

69.48 

83.31 

56.72 

NA 

85.08 

NA 

113.44 

GHUMANDA 

NA 

1107.10 

1222.32 

NA 

NA 

NA 

NA 

1252.80 

NA 

NA 

NA 

1744.14 

NA 

1586.39 

1857.58 

1999.38 

2027.74 

1729.96 

NA 

2384.37 

NA 

2268.80 

NA 

NA 

1389.64 

NA 

864.98 


537.78 
2858.69 ' 


NA 

3013.25' 


606.20 

3233.04" 


NA 

2729.65 " 


GOTHARI CHHOTI 

NA 

1095.41 

1995.48 

NA 

NA 

1701.60 

NA 

NA 

NA 

68.06 

3403.20 

750.48 

NA 

543.45 

2836.00 

NA 

935.88 

794.08 

NA 

1619.00 

NA 

NA 

NA 

NA 

NA 

NA 

1013.87 

GOTHRA 

NA 

NA 

121.24 

107.06 

107.06 

214.12 

NA 

NA 

106.35 


NA 

NA 

NA 

106.35 

120.53 

225.46 

NA 

NA 

101.39 

99.26 

NA 

NA 

120.53 

NA 

106.35 

126.20 

113.44 


1728.54 

na" 


1616.52 

na" 


1744.14 

na" 


1953.30 

na' 


1354.19 
285.73 " 


2518.37 

319.76' 



NA 

2041.92 " 


NA 

na" 


341.74 

na" 


_NA 

1786.68 


_NA 

NA 


_NA 

403.78 



394.20 

2375.15' 


191.43 

209.16' 


NA 

623.21' 


NA 

2623.30" 


283.60 

na" 


199.94 

na" 


_NA 

2935.26 " 


283.60 

136.13" 


343.16 
326.85 " 


306.64 
2800.55 ' 


276.16 

266.58' 


283.60 
373.29 ' 



304.87 

1162.76" 


212.70 

na" 


276.51 
375.77" 


1656.22 

na' 


_NA 

1647.01' 


2006.47 
1666.15 " 


1861.13 
640.58' 


1917.85 

na' 


1914.30 
2027.74" 


1928.48 
978.42 ' 


1800.86 

na' 


1332.92 
670.01" 


1279.75 
28.72 ' 


1217.35 
1963.93 ' 


1155.67 

1132.98" 


1134.40 
446.67" 


1074.14 
290.69 ' 


2027.74 

na' 


1871.76 

na" 


1382.55 

99.26' 


1460.54 
49.63 " 


_NA 

4064.34' 


95.72 

4012.94" 


NA 

3739.98' 


193.56 
4076.75 " 


_NA 

3633.63 " 


NA 

3508.84' 


_NA 

4183.10" 


NA 

4254.00' 


_NA 

4218.55 " 


NA 

2103.96' 


NA 

1212.39" 


_NA 

4482.65 " 


NA 

4821.20' 


_NA 

5246.60 " 


_NA 

4310.72 ' 


175.12 
4714.85 " 


_NA 

4558.87 " 


NA 

5070.77 ' 


_NA 

4968.32 ' 


_NA 

4963.00 ' 


411.22 
5175.70 " 


354.50 
4705.99 ' 


134.71 
3580.45 " 



_NA 

na" 


2415.56 


208.80 

NA 


2552.40 



197.46 

na" 


2339.70 


_NA 

NA 


3062.88 


_NA 

NA 





248.15 

na" 


1537.82 


233.26 

na' 


2339.70 


108.48 

na' 


2240.44 


219.08 

na" 


3367.75 


2112.82 

297.78 


GULPURA 

NA 

2984.89 

3615.90 

NA 

NA 

4395.80 

NA 

2694.20 

NA 

3144.42 

4154.74 

2812.96 

NA 

3481.19 

3545.00 

NA 

3545.00 

3934.95 

3722.25 

3796.70 

NA 

3552.09 

NA 

NA 

NA 

NA 

3545.00 

HAMEERWAS 

NA 

852.93 

673.55 

NA 

NA 

737.36 

NA 

767.85 

0.00 

592.02 

557.98 

768.56 

NA 

623.21 

538.84 

574.29 

716.09 

574.29 

NA 

1057.12 

NA 

NA 

NA 

NA 

NA 

NA 

1304.56 


HARDASWALI 

NA 

NA 

163.07 

NA 

4151.90 

0.00 

811.81 

NA 

NA 

645.55 

NA 

NA 

NA 

NA 

0.00 

NA 

524.66 

5742.90 

NA 

5211.15 

NA 

NA 

NA 

NA 

191.43 

NA 

NA 

HARDESAR 

NA 

NA 

883.41 

NA 

NA 

NA 

NA 

NA 

0.00 

837.33 

NA 

1137.24 

NA 

758.63 

950.06 

1914.30 

NA 

1822.13 

1857.58 

1920.68 

NA 

NA 

NA 

NA 

1843.40 

NA 

2063.19 


319.05 
1577.53 " 


_NA 

177.25 " 


283.60 
389.95 " 


ISLAMPUR 

NA 

NA 

60.62 

69.48 

64.17 

65.58 

NA 

NA 

63.81 

67.36 

NA 

138.96 

81.18 

67.36 

NA 

120.53 

60.97 

241.06 

132.58 

63.81 

NA 

NA 

106.35 

85.08 

70.90 

77.99 

77.99 

JAISINGHPURA 

NA 

NA 

431.07 

348.47 

348.47 

367.26 

NA 

NA 

418.31 

370.45 

NA 

403.78 

NA 

383.92 

NA 

382.15 

212.70 

343.16 

327.56 

255.24 

NA 

NA 

276.51 

354.50 

283.60 

326.14 

432.49 


1162.76 

432.49 


JAITSISAR 

NA 

NA 

1673.24 

NA 

NA 

NA 

NA 

1233.66 

1786.68 

1905.79 

NA 

1856.16 

1889.49 

2063.19 

1758.32 

1850.49 

1829.22 

1900.12 

1844.82 

NA 

NA 

2013.56 

NA 

NA 

301.33 

NA 

181.50 

Jajod 

NA 

NA 

NA 

NA 

NA 

NA 

49.63 

NA 

NA 

NA 

NA 

NA 

296.72 

326.14 

330.04 

NA 

NA 

313.02 

NA 

NA 

NA 

NA 

326.14 

311.96 

NA 

NA 

311.96 


JASRAPUR 

NA 

NA 

53.53 

18.08 

18.08 

32.61 

NA 

NA 

74.09 

40.41 

NA 

34.74 

58.85 

35.45 

56.37 

168.74 

9.22 

NA 

46.79 

28.36 

NA 

NA 

106.35 

21.27 

262.33 

35.45 

141.80 

JAWAHARPURA 

1586.03 

NA 

NA 

NA 

242.48 

629.59 

NA 

NA 

446.32 

2733.20 

508.71 

NA 

1922.45 

678.51 

NA 

904.68 

NA 

NA 

1245.71 

NA 

NA 

NA 

283.60 

NA 

2410.60 

1084.77 

269.42 


JHANSAL 

NA 

NA 

0.00 

NA 

204.19 

198.52 

NA 

241.06 

830.24 

458.72 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

375.77 

NA 

382.86 

NA 

NA 

NA 

NA 

99.26 

NA 

35.45 

JHARODA 

105.29 

NA 

255.95 

0.00 

243.90 

207.38 

NA 

NA 

248.15 

127.98 

NA 

166.62 

103.16 

585.99 

NA 

530.33 

NA 

NA 

47.50 

248.15 

NA 

NA 

106.35 

311.96 

NA 

49.63 

127.62 


1049.32 

155.98 


JOANIPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

4466.70 

NA 

NA 

NA 

NA 

3296.85 

KAIRU 

NA 

NA 

134.71 

127.27 

127.27 

134.00 

NA 

NA 

148.89 

262.69 

NA 

NA 

NA 

148.89 

281.83 

NA 

NA 

NA 

109.19 

134.71 

NA 

NA 

56.72 

NA 

85.08 

113.44 

99.26 


1503.08 

219.79" 


1418.00 

319.05 


KALYANPUR PUROHITAN 

NA 

NA 

467.94 

NA 

NA 

411.22 

NA 

NA 

0.00 

NA 

NA 

NA 

NA 

432.49 

425.40 

453.76 

425.40 

212.70 

426.82 

NA 

NA 

446.67 

NA 

NA 

138.26 

NA 

453.76 

KAMAN - 1 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


KANGAR 

383.22 

NA 

389.95 

NA 

NA 

467.94 

NA 

363.72 

0.00 

NA 

395.98 

397.04 

NA 

NA 

389.95 

389.95 

411.22 

411.22 

418.31 

408.03 

NA 

432.49 

NA 

NA 

425.40 

NA 

432.49 

KARANGA CHHOTI 

298.49 

NA 

NA 

NA 

NA 

NA 

115.92 

NA 

NA 

299.20 

383.92 

475.03 

425.76 

312.67 

329.69 

NA 

NA 

326.85 

NA 

346.70 

NA 

517.57 

354.50 

1297.47 

319.05 

425.40 

375.77 


Katrathal 

71.61 

NA 

NA 

NA 

NA 

NA 

56.01 

NA 

54.59 

54.24 

54.24 

170.16 

32.26 

NA 

72.32 

NA 

NA 

40.77 

NA 

53.18 

NA 

56.72 

42.54 

49.63 

49.63 

49.63 

NA 

KELNIA 

NA 

NA 

1644.88 

NA 

1565.12 

1552.71 

NA 

326.14 

1616.52 

1538.18 

NA 

NA 

NA 

NA 

1850.49 

NA 

1687.42 

1871.76 

NA 

1935.57 

NA 

NA 

NA 

NA 

1701.60 

NA 

NA 


KHOPRA 

NA 

NA 

3580.45 

NA 

3470.56 

801.17 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

652.28 

411.22 

NA 

1332.92 

NA 

NA 

NA 

NA 

815.35 

NA 

NA 

KHOTIA 

193.20 

NA 

NA 

NA 

NA 

NA 

182.57 

NA 

40.77 

34.03 

82.95 

290.69 

77.28 

83.31 

426.82 

NA 

NA 

204.55 

NA 

240.00 

NA 

382.86 

262.33 

404.13 

241.06 

NA 

248.15 


KISHANPURA 

NA 

2874.29 

5955.60 

NA 

NA 

3545.00 

NA 

2828.91 

5388.40 

9153.19 

3084.86 

3264.95 

NA 

2685.34 

0.00 

3651.35 

7869.90 

3580.45 

NA 

3922.54 

NA 

4126.38 

NA 

NA 

NA 

NA 

NA 

KITHANA 

176.90 

NA 

80.47 

93.59 

93.59 

85.08 

NA 

NA 

87.56 

80.83 

NA 

NA 

77.28 

233.97 

72.32 

108.12 

190.37 

58.49 

61.33 

NA 

NA 

NA 

63.81 

538.84 

120.53 

77.99 

127.62 


KOLSIYA 

NA 

NA 

101.03 

127.27 

127.27 

100.32 

NA 

NA 

99.26 

94.30 

NA 

NA 

NA 

85.08 

88.63 

245.31 

NA 

NA 

0.00 

92.17 

NA 

NA 

99.26 

170.16 

99.26 

645.19 

212.70 

KULOT KHURD PZ. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

114.50 

195.33 

NA 

NA 

191.79 

233.97 

225.11 

24.11 

NA 

NA 

109.19 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


LAKHERA 

NA 

NA 

56.72 

NA 

40.77 

28.36 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

709.00 

NA 

NA 

850.80 

NA 

779.90 

NA 

NA 

NA 

NA 

765.72 

NA 

NA 

LAKHU 

217.66 

NA 

154.92 

268.00 

268.00 

227.59 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


LAXMANGARH 

259.85 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

163.07 

NA 

NA 

169.10 

NA 

NA 

156.69 

NA 

NA 

NA 

NA 

170.16 

163.07 

219.79 

NA 

NA 

LOOTOO PZ. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

242.48 

NA 

NA 

606.20 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


198.52 

NA 


3296.85 
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Chloride, mg/I 


2000 


2001 


2002 


1998 


1999 


Location 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 


Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

GHANAU 

1779.59 

NA 

99.26 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

99.26 

GHESURA 

106.35 

49.63 

NA 

49.63 

35.45 

35.45 

21.27 

56.72 

241.06 

42.54 

106.35 

106.35 

GHUMANDA 

2687.11 

1276.20 

1800.86 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

2155.36 

GOGAMEDI 

1028.05 

1063.50 

NA 

935.88 

1091.86 

638.10 

NA 

NA 

893.34 

918.16 

893.34 

960.70 

GOPALSAR 

NA 

0.00 

NA 

NA 

NA 

74.45 

NA 

NA 

NA 

NA 

NA 

NA 

GOTHARI CHHOTI 

1347.10 

NA 

3119.60 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

3013.25 

GOTHRA 

113.44 

99.26 

NA 

NA 

120.53 

99.26 

127.62 

141.80 

NA 

92.17 

134.71 

NA 

GOTHYAN BARI 

99.26 

NA 

2339.70 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GOVINDPURA 

NA 

319.05 

NA 

290.69 

311.96 

290.69 

NA 

290.69 

NA 

NA 

NA 

311.96 

GULPURA 

248.15 

31.91 

2375.15 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1900.12 

HAMEERWAS 

1045.78 

971.33 

950.06 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

907.52 

HANUMANPURA-I 

311.96 

311.96 

NA 

NA 

311.96 

354.50 

NA 

NA 

NA 

283.60 

304.87 

NA 

HANUMANPURA-II 

219.79 

NA 

NA 

NA 

255.24 

127.62 

255.24 

127.62 

NA 

NA 

333.23 

NA 

HARDASWALI 

414.77 

326.14 

NA 

595.56 

567.20 

638.10 

NA 

NA 

680.64 

131.17 

790.54 

272.97 

HARDESAR 

1871.76 

1942.66 

4927.55 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1290.38 

HARDYALPURA 

NA 

354.50 

NA 

361.59 

347.41 

319.05 

NA 

NA 

NA 

NA 

NA 

NA 

HARISINGHPURA 

NA 

1106.04 

NA 

42.54 

NA 

1226.57 

389.95 

574.29 

NA 

389.95 

478.58 

1712.24 

HARPLOO 

652.28 

141.80 

148.89 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

276.51 

HARSHWA 

NA 

191.43 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

HETAMSAR 

205.61 

269.42 

255.24 

NA 

368.68 

297.78 

241.06 

198.52 

NA 

255.24 

297.78 

NA 

Hodsar 

NA 

NA 

NA 

NA 

354.50 

418.31 

NA 

326.14 

NA 

NA 

NA 

347.41 

ISLAMPUR 

42.54 

92.17 

212.70 

NA 

70.90 

56.72 

NA 

63.81 

NA 

77.99 

63.81 

NA 

JAISINGHPURA 

283.60 

248.15 

347.41 

NA 

361.59 

368.68 

354.50 

326.14 

NA 

319.05 

333.23 

NA 

JAISINGHSAR 

2141.18 

2006.47 

1885.94 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1262.02 

JAITPUR 

524.66 

637.04 

NA 

489.21 

1772.50 

531.75 

602.65 

1772.50 

1659.06 

616.83 

836.62 

797.63 

JAITSISAR 

1999.38 

NA 

1829.22 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

2197.90 

Jajod 

NA 

NA 

347.41 

319.05 

311.96 

340.32 

NA 

304.87 

NA 

283.60 

NA 

290.69 

JAJOD PZ. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JAKHOD 

311.96 

NA 

701.91 

NA 

517.57 

212.70 

283.60 

241.06 

NA 

233.97 

155.98 

NA 

JASRAPUR 

63.81 

155.98 

0.00 

NA 

42.54 

63.81 

14.18 

49.63 

NA 

42.54 

127.62 

NA 

JAWAHARPURA 

269.42 

2701.29 

2538.22 

NA 

2750.92 

1382.55 

439.58 

1922.10 

NA 

NA 

1070.59 

NA 

JEENI PZ. 

NA 

NA 

NA 

NA 

212.70 

198.52 

212.70 

177.25 

NA 

248.15 

233.97 

NA 

JEJUSAR 

319.05 

106.35 

354.50 

NA 

127.62 

311.96 

276.51 

191.43 

NA 

170.16 

297.78 

NA 

JHANSAL 

102.81 

35.45 

141.80 

155.98 

56.72 

212.70 

NA 

NA 

159.53 

131.17 

1467.63 

397.04 

JHARODA 

63.81 

248.15 

NA 

NA 

NA 

638.10 

NA 

70.90 

NA 

389.95 

730.27 

NA 

JHATAWA KHURD 

NA 

843.71 

NA 

NA 

886.25 

NA 

1311.65 

NA 

NA 

964.24 

233.97 

NA 

JHUNJHUNUN PZ. 

NA 

NA 

NA 

NA 

NA 

170.16 

148.89 

184.34 

NA 

127.62 

219.79 

NA 

JOANIPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1630.70 

KAIRU 

184.34 

134.71 

148.89 

NA 

113.44 

134.71 

113.44 

155.98 

NA 

106.35 

NA 

NA 

KALAYANPURA 

NA 

1737.05 

NA 

1524.35 

1495.99 

1460.54 

NA 

138.26 

NA 

NA 

NA 

1531.44 

KALI PAHARI 

NA 

NA 

NA 

NA 

304.87 

255.24 

241.06 

241.06 

NA 

297.78 

NA 

NA 

KALYANPUR PUROHITAN 

439.58 

450.22 

418.31 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

418.31 

KAMAN - 1 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1418.00 

KAMAN - 2 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

482.12 

KANDRAM 

NA 

1304.56 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KANGAR 

411.22 

421.86 

503.39 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

425.40 

KARANGA CHHOTI 

NA 

340.32 

NA 

354.50 

NA 

382.86 

NA 

358.05 

NA 

NA 

NA 

340.32 

KARANPURA 

411.22 

535.30 

673.55 

645.19 

NA 

1176.94 

NA 

NA 

131.17 

276.51 

510.48 

397.04 

KARNANA 

NA 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

Katrathal 

NA 

NA 

49.63 

70.90 

NA 

NA 

NA 

49.63 

NA 

35.45 

NA 

NA 

KELNIA 

49.63 

673.55 

NA 

1063.50 

1772.50 

872.07 

NA 

NA 

730.27 

NA 

584.93 

NA 

KHARELI DHANI 

NA 

NA 

NA 

NA 

NA 

NA 

49.63 

141.80 

NA 

850.80 

786.99 

NA 

KHODALA 

645.19 

655.12 

NA 

730.27 

602.65 

NA 

631.01 

602.65 

542.39 

701.91 

744.45 

833.08 

KHOPRA 

77.99 

109.90 

NA 

134.71 

446.67 

106.35 

NA 

NA 

106.35 

116.99 

191.43 

138.26 

KHOTIA 

NA 

248.15 

NA 

255.24 

163.07 

233.97 

NA 

241.06 

NA 

NA 

NA 

248.15 

KHUDANA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KHURI 

NA 

354.50 

NA 

326.14 

319.05 

333.23 

NA 

297.78 

NA 

NA 

NA 

NA 

KISHANPURA 

NA 

4750.30 

4005.85 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

3367.75 

KITHANA 

177.25 

134.71 

155.98 

NA 

99.26 

70.90 

170.16 

155.98 

NA 

35.45 

141.80 

NA 

KOLINDA 

751.54 

319.05 

233.97 

NA 

NA 

269.42 

241.06 

333.23 

NA 

NA 

NA 

NA 

KOLIRA PZ. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KOLSIYA 

106.35 

106.35 

99.26 

NA 

0.00 

120.53 

141.80 

120.53 

NA 

106.35 

120.53 

NA 

KULOT KHURD PZ. 

NA 

NA 

NA 

NA 

212.70 

212.70 

354.50 

99.26 

NA 

262.33 

177.25 

NA 

KUSHALPURA 

NA 

NA 

63.81 

106.35 

35.45 

NA 

NA 

35.45 

NA 

35.45 

NA 

14.18 

LADUSAR 

269.42 

333.23 

659.37 

NA 

269.42 

460.85 

361.59 

326.14 

NA 

652.28 

361.59 

NA 

LAKHERA 

879.16 

939.43 

NA 

836.62 

311.96 

779.90 

NA 

NA 

535.30 

691.28 

918.16 

1332.92 

LAKHU 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

LALGARHIA 

NA 

1418.00 

NA 

141.80 

NA 

354.50 

198.52 

294.24 

212.70 

251.70 

350.96 

248.15 

LAMBOR BARI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

6770.95 

LAXMANGARH 

NA 

NA 

127.62 

212.70 

99.26 

241.06 

NA 

141.80 

NA 

141.80 

NA 

127.62 

LOOTOO PZ. 

NA 

NA 

NA 

NA 

NA 

NA 

255.24 

311.96 

NA 

205.61 

219.79 

NA 

LOTIYA 

184.34 

177.25 

212.70 

NA 

177.25 

170.16 

248.15 

198.52 

NA 

170.16 

155.98 

NA 

LOTIYA Pz. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

LUTANA POORAN 

1010.33 

1347.10 

1063.50 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1531.44 


03_ 

Post 

Monsoon 

NA 


Chloride, mg/I 


2004 i 

j 2005 | 

| 2006 | 

| 2007 | 

| 2008 j 

! 2009 | 

| 2010 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

77.99 

NA 

42.54 

113.44 

177.25 

NA 

56.72 

NA 

1399.21 

87.56 

NA 

1304.56 

1744.00 

1366.00 


















































































































































































































































































































































































































































































































































_ Chloride, mg/I _ 

1984 1985 1986 1987 1988 1989 1990 1991 1992 1993 1994 1995 1996 

Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post 

Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 


MAHANSAR 


MALASAR 

MALER 


MANDASI PZ. 
MANDAWA 


MEHRASAR _ 

MEHRASARCHACHERAN 


MELUSAR _ 

MIRJEWALI MAIR 


MOKALSAR 

MORWA 


NAHARSAR 

NAINASAR 


NARHAR _ 

NARSINGHPURA 


NAWALGARH PZ. 
NEEMA 


NITHRANA 

NOHAR 


PALLU _ 

PANDREUTIBBA 


PATUSARI 
PEEPLI PZ. 


PILANI _ 

PILANI KHURD 


PIMPASAR 

POHANIA 


PULASAR 
PUN RAW AS 


RAGHUNATHGARH 

RAGHUNATHPURA 


RAIYAWALI 

RAJAS 


RAJPURA 
RAM BAG H 


RAMPURA 

RAMPURA 


RAMSARA 


_19 

Pre 

Monsoon 

340.32 


MAINANA 

394.91 

NA 

276.16 

347.41 

0.00 

201.00 

NA 

NA 

NA 

309.83 

NA 

791.95 

129.04 

134.71 

NA 

335.36 

326.14 

NA 

108.83 

63.81 

NA 

NA 

9 


354.50 

NA 

120.53 

467.94 

MAJHAO 

NA 

NA 

227.94 

174.06 

174.06 

80.47 

NA 

NA 

NA 

NA 

NA 

73.03 

103.16 

94.30 

31.91 

418.31 

NA 

NA 

NA 

418.31 

NA 

NA 

4 


311.96 

439.58 

141.80 

255.24 


1198.92 

na" 


2818.28 

na' 


MALSISAR 

NA 

NA 

1020.96 

NA 

973.46 

1006.78 

NA 

1644.88 

1037.27 

14497.63 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

184.34 

NA 

184.34 

NA 

NA 

NA 

NA 

992.60 

NA 

354.50 

MALSISAR 

1152.83 

NA 

559.05 

717.15 

813.22 

629.59 

NA 

NA 

774.94 

754.38 

309.48 

NA 

1238.62 

NA 

1448.49 

514.73 

NA 

1036.91 

0.00 

113.44 

NA 

NA 

148.89 

1644.88 

NA 

212.70 

226.88 


MANDRELA PZ. 

884.83 

NA 

889.44 

904.33 

904.33 

871.01 

NA 

NA 

916.03 

867.11 

NA 

701.91 

735.23 

985.51 

1029.82 

997.92 

564.72 

NA 

762.18 

NA 

NA 

NA 

NA 

850.80 

687.73 

744.45 

673.55 

MEHARADASI 

NA 

NA 

410.87 

395.27 

395.27 

412.99 

NA 

NA 

NA 

377.19 

248.86 

957.15 

294.94 

377.19 

NA 

NA 

212.70 

511.19 

499.14 

NA 

NA 

NA 

113.44 

382.86 

NA 

545.93 

397.04 


_NA 

1026.28 ' 


MEHRI 

NA 

NA 

254.18 

NA 

NA 

NA 

NA 

262.69 

290.69 

258.79 

NA 

257.01 

277.93 

272.97 

290.69 

290.69 

276.51 

326.14 

320.11 

NA 

NA 

NA 

NA 

NA 

99.26 

NA 

418.31 

MELOOSAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

439.58 

NA 

372.23 

581.38 

NA 

NA 

496.30 

503.39 

574.29 

524.66 

NA 

520.76 

NA 

NA 

NA 

NA 

567.20 

NA 

NA 


1488.90 

na' 


1481.81 

na" 


1708.69 

na' 


1792.35 

na' 


1611.91 

na" 


1843.40 

na' 


1687.42 

na' 


1715.78 

na' 


2481.50 

na" 


1644.88 

na' 


1744.14 

na' 


MITASAR 

NA 

NA 

264.46 

NA 

NA 

NA 

NA 

222.27 

297.78 

237.52 

229.01 

236.10 

NA 

226.88 

467.94 

226.88 

233.97 

255.24 

225.82 

NA 

NA 

NA 

NA 

NA 

31.91 

NA 

226.88 

MITTASAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


1410.91 

na' 


MUKUNDGARH 

NA 

NA 

417.60 

388.53 

388.53 

140.74 

NA 

NA 

446.67 

363.72 

NA 

NA 

NA 

446.67 

506.94 

185.05 

415.12 

NA 

460.14 

425.40 

NA 

NA 

389.95 

340.32 

425.40 

389.95 

276.51 

MUNDSARI 

NA 

NA 

NA 

NA 

57.78 

42.54 

NA 

262.33 

203.13 

210.93 

NA 

NA 

NA 

NA 

NA 

NA 

177.25 

177.25 

NA 

NA 

NA 

NA 

NA 

NA 

85.08 

NA 

NA 


NA 

1843.40 ' 


_NA 

2119.91" 


2137.64 
1659.06 ' 


2056.10 
772.81" 


2084.46 

na' 


2041.92 

na' 


2041.92 

na' 


2013.56 

na" 


2311.34 

na" 


2321.62 

na' 


2169.54 

na' 


NATHASAR 

546.64 

NAWALGARH 

NA 



700.14 

504.81 

140.74 

140.74 



! NA 

251.70 

NA 

85.08 



850.09 

NA 

297.78 

NA 


_NA 

na" 


1431.47 

na" 


_NA 

na" 


545.93 

NA 

496.30 

NA 


1106.04 

na' 


3009.71 

na" 


NA 

1581.07" 


56.72 
1474.72 ' 


_NA 

1829.22 " 


_NA 

2097.22 " 


354.50 
2467.32 " 


0.00 

1212.39" 


_NA 

1205.30" 


1772.50 
1503.08" 


_NA 

1371.92 " 


1035.14 

na" 


1389.64 

na' 


1290.38 

na" 


1091.86 

na" 


694.47 
1063.50" 


896.89 
2368.77 ' 


910.00 

4307.18" 


833.08 

1444.94 


914.61 
49984.50 " 


900.43 

5601.10" 


0.00 

3615.90" 


999.69 

5601.10' 


966.37 

5741.13" 


1035.14 
5317.50" 


NA 

6948.20" 


1666.15 

na" 


_NA 

6451.90 " 


336.78 

6962.38' 


_NA 

6395.18 " 


_NA 

6877.30" 


2871.45 
6877.30" 


_NA 

6700.05 " 


3013.25 
0 . 00 " 


3396.11 
6948.20' 


NA 

6431.69 " 


_NA 

6579.52 " 


0.00 

7054.55 " 


2481.50 

na" 


3474.10 

721.41' 


1717.55 
134.71' 


1250.68 

na" 


1617.23 
77.99 ' 


1361.28 
81.54" 


1148.58 
74.45 ' 


1559.80 
77.99 ' 


3075.29 
89.69 " 


NA 

1104.62 " 


2268.80 

201.36' 


1006.78 

70.90 


NALWA 

NA 

NA 

NA 

646.61 

NA 

NA 

NA 

NA 

720.70 

1293.22 

NA 

806.13 

980.55 

56.72 

104.58 

80.47 

88.27 

226.53 

394.91 

NA 

NA 

NA 

822.44 

1049.32 

1013.87 

964.24 

1028.05 

NANGAL CHHOTI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1468.34 

NA 

NA 

NA 

NA 

NA 

1816.46 

NA 

NA 

1531.44 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

2524.04 



NETRAMPURA 

227.94 

NA 

154.92 

NA 

NA 

281.12 

NA 

NA 

NA 

437.81 

NA 

NA 

1932.03 

382.86 

370.10 

297.78 

362.30 

NA 

366.55 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

226.88 

NIRADHANU 

889.80 

NA 

868.88 

1189.70 

321.18 

780.26 

NA 

NA 

895.82 

848.67 

735.23 

414.77 

864.27 

886.25 

0.00 

842.29 

NA 

1343.56 

850.80 

815.35 

NA 

NA 

NA 

850.80 

NA 

510.48 

801.17 


NOOAN Pz. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NUA 

NA 

NA 

226.88 

NA 

NA 

NA 

NA 

498.43 

511.90 

442.42 

489.92 

555.86 

NA 

629.95 

560.11 

531.75 

524.66 

567.20 

616.83 

501.97 

NA 

602.65 

NA 

NA 

340.32 

NA 

241.06 


PARLIKA 

NA 

NA 

NA 

NA 

272.97 

297.78 

NA 

NA 

148.18 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

375.77 

296.01 

NA 

439.58 

NA 

NA 

NA 

NA 

290.69 

NA 

NA 

PATODA 

776.36 

NA 

761.11 

564.01 

667.17 

688.44 

NA 

NA 

680.29 

680.29 

NA 

0.00 

683.83 

779.90 

699.78 

662.92 

NA 

679.22 

721.41 

631.01 

NA 

NA 

NA 

822.44 

NA 

758.63 

786.99 


PEETHOOSAR 

489.92 

NA 

383.92 

254.53 

242.48 

242.83 

NA 

NA 

NA 

249.21 

995.44 

489.21 

303.10 

319.05 

NA 

327.56 

NA 

306.64 

326.85 

NA 

NA 

NA 

404.13 

404.13 

NA 

531.75 

404.13 

PHEPHANA 

NA 

NA 

638.10 

NA 

728.14 

574.29 

NA 

NA 

1010.33 

317.28 

NA 

NA 

NA 

NA 

NA 

NA 

5742.90 

6841.85 

NA 

6168.30 

NA 

NA 

NA 

NA 

6026.50 

NA 

NA 


155.98 

1091.86 


PILANI PZ. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

713.96 

141.45 

NA 

NA 

0.00 

NA 

NA 

NA 

NA 

NA 

233.97 

113.44 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PILOD 

NA 

NA 

246.02 

221.21 

221.21 

388.53 

NA 

NA 

289.63 

215.54 

NA 

NA 

265.52 

241.06 

176.90 

169.10 

339.61 

0.00 

132.58 

77.99 

NA 

NA 

786.99 

99.26 

170.16 

141.80 

113.44 


POHRKA 

NA 

NA 

NA 

NA 

401.65 

NA 

NA 

NA 

484.96 

510.48 

NA 

NA 

NA 

NA 

613.29 

NA 

631.01 

241.06 

NA 

226.88 

NA 

NA 

NA 

NA 

269.42 

NA 

NA 

PUHAHIYA 

132.58 

NA 

134.71 

125.14 

121.95 

214.12 

NA 

NA 

NA 

NA 

NA 

NA 

148.18 

154.92 

NA 

171.58 

312.67 

NA 

149.60 

113.44 

NA 

NA 

106.35 

127.62 

70.90 

106.35 

311.96 


1035.14 

4502.15 


PURABSAR 

NA 

NA 

2765.10 

NA 

2178.40 

631.01 

NA 

NA 

67.36 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

311.96 

NA 

NA 

RABURI 

NA 

NA 

1134.40 

NA 

NA 

1347.10 

NA 

1212.39 

0.00 

1170.56 

NA 

NA 

NA 

28.36 

1049.32 

1148.58 

1304.56 

1233.66 

NA 

1129.44 

NA 

1098.95 

NA 

NA 

1035.14 

NA 

1120.22 


RAIPURA 

NA 

NA 

2495.68 

NA 

NA 

NA 

NA 

3509.20 

713.61 

3771.88 

NA 

4376.30 

4481.59 

0.00 

4750.30 

4431.25 

4218.55 

3615.90 

3702.04 

NA 

NA 

NA 

NA 

NA 

3190.50 

NA 

886.25 

RAIYA TUN DA 

NA 

NA 

NA 

NA 

NA 

1020.96 

NA 

NA 

862.14 

592.02 

587.41 

184.34 

NA 

735.94 

198.52 

241.06 

194.98 

170.16 

250.99 

NA 

NA 

NA 

NA 

NA 

106.35 

NA 

148.89 


1524.35 

na' 


3137.33 

7621.75 


RAJASAR BIKAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

545.93 

NA 

NA 

NA 

NA 

NA 

RAJGARH 

NA 

21.63 

21.63 

NA 

NA 

35.45 

NA 

67.36 

290.34 

40.77 

34.03 

361.24 

NA 

1167.01 

567.20 

411.22 

375.77 

446.67 

375.77 

382.86 

NA 

439.58 

NA 

NA 

517.57 

NA 

475.03 


RAMGARH 

175.48 

NA 

NA 

NA 

NA 

NA 

56.01 

NA 

292.82 

299.55 

251.70 

311.96 

315.86 

298.49 

233.26 

NA 

NA 

653.34 

NA 

119.82 

NA 

397.04 

354.50 

276.51 

304.87 

212.70 

347.41 

RAM KAN 

NA 

NA 

1276.20 

NA 

1705.15 

1435.02 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

2339.70 

652.28 

NA 

609.74 

NA 

NA 

NA 

NA 

836.62 

NA 

NA 
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Chloride, mg/I 


2000 


2001 


2002 


Location 


1998 


1999 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 



Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

MAHANSAR 

517.57 

340.32 

382.86 

NA 

354.50 

411.22 

333.23 

482.12 

NA 

340.32 

857.89 

MAINANA 

205.61 

148.89 

602.65 

NA 

NA 

77.99 

992.60 

198.52 

NA 

155.98 

NA 

MAJHAO 

42.54 

NA 

35.45 

NA 

49.63 

56.72 

35.45 

106.35 

NA 

113.44 

42.54 

MALASAR 

730.27 

758.63 

758.63 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MALER 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MALSISAR 

NA 

354.50 

673.55 

163.07 

NA 

1063.50 

NA 

NA 

244.61 

1063.50 

765.72 

MALSISAR 

191.43 

241.06 

184.34 

NA 

248.15 

212.70 

276.51 

545.93 

NA 

311.96 

311.96 

MANDASI PZ. 

205.61 

170.16 

177.25 

NA 

248.15 

141.80 

241.06 

106.35 

NA 

163.07 

212.70 

MANDAWA 

595.56 

70.90 

311.96 

NA 

70.90 

297.78 

319.05 

NA 

NA 

319.05 

276.51 

MANDRELA PZ. 

786.99 

1091.86 

1056.41 

NA 

1113.13 

914.61 

1063.50 

102.81 

NA 

1042.23 

772.81 

MEHARADASI 

382.86 

NA 

389.95 

NA 

439.58 

NA 

NA 

NA 

NA 

NA 

NA 

MEHRASAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MEHRASARCHACHERAN 

616.83 

709.00 

616.83 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MEHRI 

NA 

NA 

389.95 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MELOOSAR 

595.56 

567.20 

1843.40 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MELUSAR 

248.15 

1666.15 

609.74 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MIRJEWALI MAIR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MITASAR 

467.94 

219.79 

212.70 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MITTASAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MOKALSAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MORWA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MUKUNDGARH 

205.61 

177.25 

0.00 

NA 

177.25 

283.60 

269.42 

248.15 

NA 

233.97 

212.70 

MUNDSARI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NAHARSAR 

56.72 

453.76 

453.76 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NAINASAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NALWA 

985.51 

212.70 

978.42 

NA 

978.42 

850.80 

85.08 

942.97 

NA 

850.80 

950.06 

NANGAL CHHOTI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NARHAR 

NA 

NA 

NA 

NA 

475.03 

113.44 

NA 

NA 

NA 

NA 

NA 

NARSINGHPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NATHASAR 

808.26 

567.20 

786.99 

NA 

716.09 

1063.50 

638.10 

269.42 

NA 

779.90 

574.29 

NAWALGARH 

148.89 

85.08 

56.72 

NA 

177.25 

255.24 

290.69 

70.90 

NA 

248.15 

212.70 

NAWALGARH PZ. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NEEMA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NETRAMPURA 

NA 

304.87 

283.60 

NA 

177.25 

198.52 

311.96 

269.42 

NA 

255.24 

262.33 

NIRADHANU 

822.44 

872.07 

808.26 

NA 

872.07 

893.34 

850.80 

553.02 

NA 

815.35 

822.44 

NITHRANA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NOHAR 

411.22 

46.09 

NA 

233.97 

425.40 

361.59 

NA 

NA 

354.50 

492.76 

655.83 

NOOAN Pz. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

233.97 

NUA 

3296.85 

148.89 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PALLU 

226.88 

212.70 

NA 

127.62 

638.10 

595.56 

NA 

NA 

560.11 

304.87 

361.59 

PANDREUTIBBA 

1701.60 

304.87 

1020.96 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PARLIKA 

248.15 

241.06 

NA 

255.24 

779.90 

241.06 

NA 

NA 

177.25 

166.62 

113.44 

PATODA 

758.63 

460.85 

623.92 

NA 

716.09 

716.09 

709.00 

772.81 

NA 

NA 

404.13 

PATUSARI 

219.79 

212.70 

113.44 

NA 

219.79 

205.61 

248.15 

177.25 

NA 

212.70 

134.71 

PEEPLI PZ. 

233.97 

226.88 

248.15 

NA 

248.15 

248.15 

255.24 

191.43 

NA 

233.97 

63.81 

PEETHOOSAR 

425.40 

701.91 

NA 

NA 

567.20 

553.02 

1106.04 

NA 

NA 

198.52 

751.54 

PHEPHANA 

212.70 

6735.50 

NA 

191.43 

2127.00 

177.25 

NA 

NA 

NA 

NA 

NA 

PILANI 

134.71 

120.53 

0.00 

NA 

NA 

141.80 

134.71 

145.35 

NA 

120.53 

262.33 

PILANI KHURD 

772.81 

716.09 

99.26 

NA 

815.35 

786.99 

843.71 

375.77 

NA 

822.44 

779.90 

PILANI PZ. 

NA 

NA 

NA 

NA 

113.44 

NA 

NA 

NA 

NA 

NA 

NA 

PILOD 

148.89 

219.79 

170.16 

NA 

205.61 

212.70 

191.43 

248.15 

NA 

170.16 

170.16 

PIMPASAR 

NA 

918.16 

NA 

1205.30 

NA 

1006.78 

822.44 

723.18 

1673.24 

2197.90 

1286.84 

POHANIA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

POHRKA 

177.25 

283.60 

NA 

163.07 

276.51 

127.62 

NA 

NA 

159.53 

212.70 

0.00 

PUHAHIYA 

198.52 

170.16 

212.70 

NA 

141.80 

106.35 

439.58 

141.80 

NA 

92.17 

134.71 

PULASAR 

241.06 

1063.50 

1659.06 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PUN RAW AS 

155.98 

1347.10 

3034.52 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PURABSAR 

248.15 

443.13 

NA 

283.60 

354.50 

457.31 

NA 

NA 

319.05 

350.96 

701.91 

RABURI 

4643.95 

1106.04 

1063.50 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RAGHUNATHGARH 

NA 

NA 

35.45 

42.54 


NA 

NA 

49.63 

NA 

28.36 

NA 

RAGHUNATHPURA 

113.44 

63.81 

85.08 

NA 


42.54 

63.81 

42.54 

NA 

56.72 

35.45 

RAIPURA 

1361.28 

1758.32 

1588.16 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RAIYA TUN DA 

1559.80 

92.17 

141.80 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RAIYAWALI 

NA 

393.50 

NA 

2977.80 

NA 

2481.50 

3119.60 

2552.40 

2765.10 

3197.59 

3190.50 

RAJAS 

801.17 

7125.45 

6664.60 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RAJASAR BIKAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RAJGARH 

2694.20 

482.12 

467.94 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RAJPURA 

276.51 

170.16 

77.99 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RAM BAG H 

155.98 

205.61 

NA 

205.61 

141.80 

127.62 

70.90 

106.35 

56.72 

304.87 

464.40 

RAMGARH 

NA 

70.90 

NA 

212.70 

226.88 

233.97 

NA 

304.87 

NA 

NA 

NA 

RAM KAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RAMPURA 

588.47 

354.50 

609.74 

NA 

638.10 

1198.21 

538.84 

418.31 

NA 

354.50 

489.21 

RAMPURA 

77.99 

106.35 

113.44 

NA 

56.72 

63.81 

56.72 

99.26 

NA 

63.81 

148.89 

RAMSARA 

177.25 

177.25 

NA 

177.25 

177.25 

163.07 

NA 

NA 

209.16 

198.52 

85.08 


_2003_ 

Pre Post 

Monsoon Monsoon 
NA 645.19 


Chloride, mg/I 


2004 i 

j 2005 | 

| 2006 | 

| 2007 | 

| 2008 j 

! 2009 | 

| 2010 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

382.86 

NA 

765.72 

602.65 

857.89 

475.03 

432.49 

489.21 

347.41 

389.95 

NA 

333.23 

935.88 

333.23 

















































































































































































































































































































































































































































































































































1984 


1985 


1986 


1987 


Chloride, mg/I 


Location 


1988 


1989 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 



Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

RAMSARA 

NA 

NA 

1269.11 

NA 

3471.26 

56.72 

NA 

NA 

NA 

45.38 

NA 

NA 

RAMSISAR 

NA 

NA 

205.61 

NA 

NA 

NA 

NA 

155.98 

177.25 

197.46 

187.53 

201.36 

RAMSISAR 

1376.52 

NA 

NA 

NA 

NA 

NA 

709.00 

NA 

NA 

979.84 

NA 

1091.86 

RANASAR BIKAN 

NA 

NA 

584.57 

NA 

NA 

588.47 

NA 

NA 

467.94 

563.66 

549.48 

562.59 

RANASAR PANWARN 

NA 

NA 

1326.89 

NA 

NA 

NA 

NA 

1276.20 

1524.35 

1470.11 

NA 

1430.76 

RANSISAR 

NA 

NA 

314.09 

NA 

NA 

NA 

NA 

921.70 

2495.68 

1193.25 

NA 

986.22 

RASATSAR KOONJIA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

285.02 

RATANPURA 

NA 

NA 

28.36 

NA 

95.36 

85.08 

255.24 

155.98 

176.90 

108.83 

NA 

NA 

RATANPURA 

NA 

NA 

269.42 

NA 

3811.58 

NA 

NA 

NA 

276.16 

54.24 

NA 

NA 

RAWATSAR 

NA 

NA 

NA 

NA 

34.03 

42.54 

NA 

NA 

33.68 

54.24 

NA 

NA 

RIJANI 

296.72 

NA 

269.42 

243.19 

237.52 

268.71 

NA 

NA 

297.78 

276.16 

NA 

269.42 

ROLASAR 

NA 

NA 

2006.47 

NA 

NA 

2339.70 

NA 

808.26 

843.71 

837.33 

NA 

1003.24 

ROLSABSAR 

330.04 

NA 

NA 

NA 

NA 

NA 

406.97 

NA 

387.82 

394.56 

451.28 

411.22 

RORUBARI 

403.42 

NA 

NA 

NA 

NA 

NA 

905.39 

NA 

NA 

NA 

564.72 

393.50 

Rukansar 

308.77 

NA 

NA 

NA 

NA 

NA 

291.40 

NA 

959.63 

NA 

272.26 

294.24 

SADASAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1531.44 

NA 

NA 

NA 

NA 

SAHWA 

NA 

NA 

5813.80 

NA 

NA 

5317.50 

NA 

4277.04 

4310.72 

4390.48 

1083.00 

4714.85 

SANDON 

744.81 

NA 

969.20 

NA 

531.75 

779.90 

NA 

538.84 

453.76 

NA 

NA 

538.84 

SANKHOO 

NA 

466.52 

517.57 

NA 

NA 

723.18 

NA 

1171.98 

NA 

1160.63 

626.05 

861.44 

SANWLOD 

NA 

NA 

222.27 

NA 

NA 

207.38 

NA 

NA 

333.23 

141.45 

NA 

166.62 

SARDARPURABAS 

NA 

NA 

14.18 

NA 

47.50 

NA 

3332.30 

NA 

38.29 

156.34 

NA 

NA 

SARDARSHAHAR 

NA 

NA 

422.56 

NA 

NA 

NA 

NA 

350.25 

368.68 

NA 

NA 

319.41 

SATYOON 

NA 

NA 

808.26 

NA 

NA 

NA 

NA 

NA 

850.80 

769.27 

1633.54 

1729.96 

SATYUN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

889.09 

NA 

NA 

NA 

NA 

SAWAI CHOTI 

NA 

NA 

230.07 

NA 

NA 

467.94 

NA 

NA 

524.66 

NA 

478.58 

NA 

SAWAR 

NA 

NA 

991.54 

NA 

NA 

NA 

NA 

1427.93 

1354.19 

1020.96 

NA 

1071.30 

SEEGRA 

NA 

NA 

282.89 

288.21 

288.21 

249.21 

NA 

NA 

297.78 

303.10 

NA 

250.28 

SEETHAL Pz. 

NA 

NA 

215.54 

201.00 

201.00 

NA 

NA 

NA 

202.07 

235.74 

NA 

277.93 

SEETSAR 

NA 

NA 

161.65 

261.27 

261.27 

201.00 

NA 

NA 

595.56 

195.33 

NA 

681.00 

SEHLA 

NA 

NA 

889.09 

NA 

NA 

517.57 

NA 

821.73 

NA 

NA 

69.48 

154.92 

SEKHSAR Pz. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

233.97 

275.80 

NA 

270.84 

SHERERA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SHERERA 

NA 

NA 

400.59 

NA 

1674.30 

1262.02 

NA 

2162.45 

2297.16 

2654.50 

NA 

NA 

SHYAMPURA 

58.85 

83.66 

131.17 

106.35 

127.62 

102.10 

124.08 

NA 

70.19 

101.74 

91.82 

79.05 

SHYAMPURA 

456.60 

NA 

451.28 

646.96 

506.94 

274.38 

NA 

NA 

276.16 

249.21 

NA 

645.19 

SHYAMPURA 

30.49 

NA 


13.47 

13.47 

45.73 

NA 

NA 

83.66 

6.74 

NA 

41.83 

SIMLA 

NA 

NA 


NA 

NA 

NA 

NA 

2057.52 

2013.56 

1810.43 

NA 

2258.17 

SIPLIYON Kl DHANI 

NA 

NA 

NA 

1097.89 

NA 

164.13 

183.63 

NA 

177.25 

174.41 

166.62 

NA 

SISIYAN Pz. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

120.53 

NA 

NA 

NA 

SOMASAR 

NA 

NA 

NA 

NA 

NA 

NA 

765.72 

69.48 

754.38 

NA 

NA 

NA 

SONASAR 

136.48 

NA 

36.51 

361.95 

314.80 

249.21 

NA 

NA 

437.81 

NA 

398.10 

478.58 

SONEDI 

NA 

NA 

311.96 

NA 

183.63 

21.27 

NA 

NA 

136.48 

13.47 

NA 

NA 

SUI 

NA 

NA 

NA 

NA 

809.68 

768.91 

721.41 

NA 

815.35 

683.12 

NA 

NA 

SULKHANIA BARA 

NA 

NA 

148.89 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

375.06 

SULTANA 

105.64 

NA 

93.94 

113.80 

113.80 

111.31 

NA 

NA 

161.65 

114.50 

NA 

125.14 

SULTAN PURA 

NA 

NA 

356.98 

435.33 

435.33 

187.53 

NA 

NA 

382.86 

303.10 

NA 

NA 

SURAJGARH 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SURAJGARH PZ. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

26.94 

235.74 

NA 

NA 

TAMKOR 

2374.44 

NA 

2714.41 

2514.11 

2406.70 

2324.46 

NA 

NA 

2516.95 

863.56 

2007.18 

985.51 

TARANAGAR 

NA 

NA 

1403.82 

NA 

NA 

1446.36 

NA 

1417.65 

1225.86 

1552.00 

1470.11 

1545.62 

THIRANA 

NA 

NA 

631.01 

NA 

1320.51 

116.99 

NA 

NA 

NA 

NA 

NA 

NA 

THIRPALI BARI 

NA 

NA 

347.41 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

THUKRANA 

NA 

NA 

NA 

NA 

NA 

NA 

347.41 

NA 

163.43 

NA 

NA 

NA 

TIDIYASAR 

NA 

NA 

383.92 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

TIGIYAS 

514.03 

NA 

166.26 

495.59 

495.59 

475.74 

NA 

NA 

585.99 

107.77 

NA 

569.68 

Tihay 

312.32 

NA 

NA 

NA 

NA 

NA 

291.40 

NA 

285.73 

319.76 

319.76 

333.23 

TODARWAS 

NA 

NA 

518.63 

529.27 

529.27 

334.29 

NA 

NA 

574.29 

538.84 

NA 

361.59 

TOLASAR 

NA 

NA 

558.69 

NA 

NA 

NA 

NA 

942.97 

779.90 

837.33 

NA 

1042.23 

TOLIYASAR 

NA 

NA 

343.51 

NA 

327.20 

387.11 

NA 

NA 

354.50 

330.04 

NA 

416.89 

UDAIPURWATI Pz. 

NA 

NA 

286.44 

301.33 

301.33 

201.00 

NA 

NA 

26.94 

NA 

NA 

41.83 

Udansar 

238.58 

NA 

NA 

NA 

NA 

NA 

28.36 

NA 

238.22 

231.13 

238.22 

237.52 

UDASAR 

NA 

NA 

517.57 

NA 

NA 

NA 

NA 

NA 

694.82 

393.50 

NA 

NA 

UDASAR BIDAWTAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

0.00 

NA 

861.44 

NA 

UDSAR 

NA 

NA 

375.77 

NA 

NA 

524.66 

NA 

404.13 

425.40 

NA 

932.34 

NA 

Sub Basin: Sub 4 

ABADSAR 

397.75 

405.55 

NA 

NA 

NA 

NA 

NA 

NA 

517.57 

NA 

556.57 

716.09 

ADSAR 

NA 

NA 

NA 

736.65 

NA 

1184.03 

544.87 

NA 

1300.31 

1233.66 

1097.53 

NA 

ADSAR PURHITON 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

ADSAR PURHITON-I 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

ADSAR PURHITON-II 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

AKASAR 

NA 

NA 

NA 

1211.68 

NA 

149.60 

137.90 

NA 

170.52 

159.88 

1296.05 

162.72 

AKASAR (PZ) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

AKHAIPURA 

124.78 

NA 

NA 

NA 

NA 

NA 

112.38 

NA 

115.57 

108.83 

108.83 

109.90 

ALSAR 

86.85 

99.62 

95.72 

NA 

NA 

106.35 

NA 

NA 

177.25 

NA 

104.22 

184.34 


_1990_1991_1992_1993_1994_1995_1996_19 

Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre 

Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 

NA NA NA NA 127.62 319.05 NA 794.08 NA NA NA NA 56.72 NA NA 



























































































































































































































































































































































































































































































































Chloride, mg/I 


ROLASAR 

ROLSABSAR 


RORUBARI 

Rukansar 


SAWAR 

SEEGRA 


SHERERA 

SHERERA 


SIPLIYON Kl DHANI 
SISIYAN Pz. 


SULKHANIA BARA 
SULTANA 


THIRPALI BARI 
THUKRANA 


Tihay _ 

TODARWAS 


TOLASAR 

TOLIYASAR 


UDSAR _ 

Sub Basin: Sub 4 


Chloride, mg/I 
2007 


Location 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

RAMSARA 

35.45 

35.45 

NA 

56.72 

545.93 

42.54 

NA 

NA 

63.81 

77.99 

241.06 

372.23 

NA 

241.06 

88.63 

56.72 

255.24 

NA 

88.63 

42.54 

99.26 

63.81 

60.62 

NA 

42.54 

234.00 

50.00 


RAMSISAR 

1116.68 

163.07 

163.07 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

177.25 

NA 

177.25 

NA 

297.78 

155.98 

155.98 

NA 

148.89 

NA 

1324.06 

428.95 

NA 

354.50 

149.00 

230.00 

RAMSISAR 

NA 

1134.40 

NA 

1028.05 

1113.13 

1077.68 

NA 

1297.47 

NA 

NA 

NA 

1347.10 

1247.84 

1460.54 

1247.84 

1644.88 

1524.35 

1460.54 

1506.63 

1439.27 

1503.08 

NA 

NA 

NA 

NA 

NA 

NA 


RANASAR BIKAN 

205.61 

517.57 

496.30 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

482.12 

NA 

482.12 

NA 

531.75 

531.75 

531.75 

NA 

NA 

NA 

539.55 

530.33 

NA 

NA 

NA 

NA 

RANASAR PANWARN 

588.47 

1106.04 

1191.12 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

950.06 

NA 

NA 

NA 

NA 

327.56 

NA 

NA 

NA 

NA 


RANSISAR 

NA 

698.37 

709.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

978.42 

NA 

978.42 

NA 

971.33 

950.06 

950.06 

NA 

900.43 

NA 

622.15 

834.49 

NA 

NA 

524.00 

64.00 

RASATSAR KOONJIA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1049.32 

NA 

992.60 

NA 

1049.32 

964.24 

950.06 

NA 

950.06 

NA 

1035.50 

1145.04 

NA 

879.16 

674.00 

1442.00 


RATANPURA 

134.71 

138.26 

NA 

120.53 

85.08 

127.62 

NA 

NA 

127.62 

131.17 

159.53 

205.61 

NA 

893.34 

287.15 

0.00 

99.26 

127.62 

134.71 

63.81 

85.08 

113.44 

87.56 

NA 

120.53 

NA 

NA 

RATANPURA 

113.44 

85.08 

NA 

120.53 

1028.05 

241.06 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


RAWATSAR 

623.92 

645.19 

NA 

1347.10 

319.05 

2127.00 

NA 

NA 

2552.40 

3864.05 

0.00 

2999.07 

NA 

662.92 

2889.18 

0.00 

3899.50 

NA 

1620.07 

538.84 

4005.85 

503.39 

1815.04 

NA 

1176.94 

468.00 

1220.00 

RIJANI 

262.33 

432.49 

311.96 

NA 

283.60 

326.14 

276.51 

NA 

NA 

283.60 

283.60 

NA 

226.88 

283.60 

NA 

609.74 

233.97 

368.68 

262.33 

418.31 

276.51 

375.77 

163.07 

NA 

28.36 

319.05 

432.49 


| 382.86 

NA 

219.79 

NA 


425.40 

NA 

340.32 

NA 


NA 

NA 

205.61 

NA 


1205.30 
418.31" 


28.36 
205.61' 


1205.30 
545.93 ' 


241.06 

219.79' 


1176.94 
439.58 ' 


255.24 

92.17' 



1148.58 
439.58 ' 


_NA 

276.51' 


NA 

1495.99 " 


NA 

290.69 " 


1076.97 
467.94" 


_NA 

269.42 " 


1123.06 
503.39 ' 


NA 
77.99 ' 


1928.48 
453.76" 


NA 

269.42 " 


1064.00 
475.03 " 


_NA 

269.42 " 


_NA 

2481.50' 


_NA 

15995.04" 


_NA 

1999.38 ' 


NA 

1269.11 

758.63 

NA 


1006.78 
120.53 ' 


2665.84 

127.62' 


2658.75 

NA" 


1722.87 

127.62' 


6735.50 

113.44' 


1924.94 

NA" 


3020.34 
120.53 ' 


8522.18 
134.71' 


9819.65 
134.71' 


1013.87 
120.53 ' 


9865.74 

751.54' 


8789.83 

NA" 


9188.64 
134.71" 


TIDIYASAR 

0.00 

TIGIYAS 

446.67 


265.88 
0.00 " 


_NA 

531.75 " 


283.60 
496.30" 


1666.15 
389.95 " 



NA 

NA 

NA 

553.02 


_NA 

4963.00 


_NA 

39.00 


63.81 

489.21 


772.81 

283.60 



NA 

NA 

205.61 

NA 


283.60 

290.69 

489.21 

411.22 



326.14 

92.17 


_NA 

673.55 


276.51 

411.22 


1106.04 

304.87 


UDASAR 

0. 

UDASAR BIDAWTAN 

0. 


655.83 
1240.75 " 


NA 


1276.20 
609.74' 


NA 


NA 

NA 

NA 

NA 


NA 

NA 

1247.84 

NA 


_NA 

1247.84 " 


NA 


_NA 

1304.56 ' 


NA 


NA 

1219.48" 


NA 


1219.48 

1219.48" 


NA 


_NA 

1169.85 " 


1169.85 


NA 

1208.85 " 


1333.63 


NA 

1687.42 " 


NA 


ABADSAR 

375.77 

ADSAR 

992.60 

ADSAR PURHITON 

NA 

ADSAR PURHITON-I 

NA 

ADSAR PURHITON -II 

NA 

AKASAR 

957.15 

AKASAR (PZ) 

NA 

AKHAIPURA 

NA 

ALSAR 

49.63 


673.55 

723.18 

1354.19 

NA 

595.56 

NA 

NA 

NA 

NA 

NA 

191.43 

NA 

NA 

NA 

NA 

134.71 

NA 

NA 


NA 

NA 

808.26 

964.24 

NA 

NA 

NA 

NA 

NA 

NA 

184.34 

212.70 

NA 

NA 

106.35 

155.98 

NA 

NA 


NA 

NA 

NA 

850.80 

NA 

NA 

NA 

NA 

NA 

NA 

184.34 

184.34 

NA 

NA 

NA 

NA 

NA 

NA 


NA 

NA 

779.90 

81.54 

NA 

49.63 

NA 

NA 

NA 

NA 

184.34 

0.00 

NA 

NA 

127.62 

106.35 

NA 

NA 


NA 

NA 

670.01 

684.19 

85.08 

NA 

NA 

92.17 

NA 

NA 

191.43 

216.25 

NA 

709.00 

NA 

NA 

NA 

NA 


666.46 

NA 

730.27 

815.35 

NA 

NA 

NA 

NA 

131.17 

NA 

202.07 

255.24 

NA 

NA 

NA 

NA 

NA 

NA 


659.37 

NA 

733.82 

829.53 

134.71 

NA 

NA 

145.35 

NA 

NA 

NA 

269.42 

269.42 

NA 

NA 

70.90 

NA 

NA 


687.73 

687.73 

NA 

NA 

169.81 

NA 

NA 

NA 

NA 

NA 

244.61 

NA 

NA 

NA 

77.99 

255.24 

NA 

NA 


659.37 

NA 

822.44 

652.28 

NA 

106.35 

NA 

NA 

NA 

NA 

NA 

248.15 

NA 

198.52 

53.18 

109.90 

687.73 

NA 


652.28 

NA 

645.19 

659.37 

92.17 

NA 

NA 

NA 

NA 

NA 

219.79 

233.97 

219.79 

NA 

92.17 

NA 

NA 

NA 


796.92 

727.43 

670.71 

102.81 

NA 

NA 

NA 

NA 

NA 

NA 

202.77 

188.59 

NA 

NA 

NA 

NA 

NA 

NA 


NA 

893.34 

NA 

631.72 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

181.86 

NA 

NA 

NA 

NA 

NA 

NA 


1084.00 

411.22 


_NA 

241.06 


SADASAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SAHWA 

10103.25 

1630.70 

28.36 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

659.37 

NA 

659.37 

NA 

326.14 

269.42 

269.42 

NA 

198.52 

NA 

105.29 

194.98 

NA 

226.88 

312.00 

140.00 


SANDON 

99.26 

850.80 

694.82 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

709.00 

NA 

652.28 

NA 

666.46 

666.46 

666.46 

NA 

NA 

NA 

721.76 

678.51 

NA 

893.34 

660.00 

715.00 

SANKHOO 

397.04 

779.90 

935.88 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

850.80 

NA 

850.80 

NA 

574.29 

63.81 

623.92 

NA 

680.64 

NA 

878.45 

835.20 

NA 

850.80 

922.00 

791.00 


SANWLOD 

177.25 

NA 

NA 

NA 

NA 

177.25 

404.13 

538.84 

NA 

NA 

219.79 

NA 

184.34 

921.70 

191.43 

120.53 

131.17 

177.25 

NA 

155.98 

148.89 

212.70 

NA 

NA 

538.84 

170.16 

212.70 

SARDARPURABAS 

99.26 

141.80 

99.26 

127.62 

NA 

77.99 

NA 

NA 

53.18 

141.80 

81.54 

166.62 

NA 

95.72 

116.63 

248.15 

319.05 

389.95 

311.96 

148.89 

85.08 

432.49 

370.45 

NA 

432.49 

248.00 

184.00 


SARDARSHAHAR 

134.71 

627.47 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

411.22 

NA 

411.22 

NA 

NA 

NA 

382.86 

NA 

333.23 

NA 

363.72 

374.35 

NA 

439.58 

567.00 

395.00 

SATYOON 

212.70 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1219.48 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

35.00 

35.00 


SATYUN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SAWAI CHOTI 

0.00 

492.76 

595.56 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

482.12 

NA 

NA 

NA 

NA 

526.43 

506.94 

NA 

NA 

539.00 

408.00 


SEETHAL Pz. 

141.80 

NA 

NA 

NA 

99.26 

212.70 

212.70 

248.15 

NA 

155.98 

170.16 

NA 

170.16 

155.98 

NA 

198.52 

166.62 

297.78 

205.61 

191.43 

49.63 

170.16 

283.60 

NA 

56.72 

NA 

70.90 

SEETSAR 

j NA 

NA 

NA 

NA 

248.15 

269.42 

226.88 

241.06 

NA 

233.97 

NA 

NA 

NA 

163.07 

NA 

276.51 

159.53 

425.40 

NA 

233.97 

212.70 

141.80 

NA 

NA 

361.59 

354.50 

361.59 


SEHLA 

283.60 

194.98 

219.79 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

113.44 

NA 

120.53 

NA 

85.08 

85.08 

92.17 

NA 

99.26 

NA 

100.32 

148.18 

NA 

226.88 

106.00 

906.00 

SEKHSAR Pz. 

255.24 

283.60 

354.50 

NA 

248.15 

297.78 

184.34 

NA 

NA 

148.89 

170.16 

NA 

177.25 

184.34 

NA 

226.88 

460.85 

184.34 

191.43 

212.70 

233.97 

340.32 

NA 

NA 

439.58 

304.87 

304.87 


SHYAMPURA 

I 77.99 

49.63 

92.17 

53.18 

81.54 

35.45 

106.35 

88.63 

109.90 

148.89 

120.53 

99.26 

28.36 

85.08 

70.90 

102.81 

21.27 

95.72 

49.63 

67.36 

49.63 

67.36 

NA 

NA 

113.44 

134.71 

63.81 

SHYAMPURA 

233.97 

333.23 

361.59 

NA 

NA 

772.81 

354.50 

439.58 

NA 

NA 

460.85 

NA 

482.12 

NA 

NA 

942.97 

808.26 

NA 

NA 

219.79 

297.78 

801.17 

489.21 

NA 

389.95 

864.98 

864.98 


SHYAMPURA 

85 

08 

106.35 

24.82 

NA 

609.74 

49.63 

NA 

77.99 

NA 

170.16 

489.21 

NA 

21.27 

517.57 

NA 

404.13 

39.00 

35.45 

134.71 

411.22 

28.36 

134.71 

NA 

NA 

35.45 

35.45 

255.24 

SIMLA 

0. 

E3 

35.45 

2098.64 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

3119.60 

NA 

3119.60 

NA 

2765.10 

2552.40 

2552.40 

NA 

2587.85 

NA 

2847.70 

NA 

NA 

2836.00 

2694.00 

2489.00 


8545.00 
134.71' 


8545.00 

294.24 


SOMASAR 

NA 

553.02 

NA 

744.45 

NA 

779.90 

709.00 

1035.14 

556.57 

1666.15 

1428.64 

1513.72 

786.99 

166.62 

1031.60 

1368.37 

992.60 

NA 

1091.86 

1375.46 

985.51 

476.80 

498.43 

NA 

382.86 

1915.00 

581.00 

SONASAR 

971.33 

397.04 

NA 

NA 

638.10 

638.10 

425.40 

NA 

NA 

510.48 

531.75 

NA 

581.38 

404.13 

NA 

NA 

322.60 

397.04 

482.12 

311.96 

538.84 

616.83 

560.11 

NA 

574.29 

616.83 

616.83 


SONEDI 

99.26 

85.08 

NA 

113.44 

106.35 

241.06 

NA 

NA 

319.05 

411.22 

99.26 

230.43 

NA 

145.35 

237.52 

1772.50 

170.16 

198.52 

148.89 

170.16 

94.30 

177.25 

195.33 

NA 

198.52 

220.00 

220.00 

SUI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


SULTAN PURA 

184.34 

39.00 

NA 

NA 

134.71 

113.44 

106.35 

106.35 

NA 

106.35 

113.44 

NA 

120.53 

113.44 

NA 

177.25 

99.26 

120.53 

127.62 

99.26 

134.71 

120.53 

0.00 

NA 

99.26 

120.53 

106.35 

SURAJGARH 

NA 

NA 

NA 

NA 

NA 

35.45 

NA 

219.79 

NA 

212.70 

85.08 

NA 

283.60 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

269.42 

NA 

NA 

NA 

NA 

NA 

NA 


SURAJGARH PZ. 

28.36 

70.90 

212.70 

NA 

397.04 

35.45 

297.78 

219.79 

NA 

212.70 

85.08 

NA 

283.60 

255.24 

NA 

276.51 

262.33 

233.97 

283.60 

262.33 

269.42 

311.96 

0.00 

NA 

134.71 

347.41 

226.88 

TAMKOR 

1148.58 

680.64 

NA 

NA 

1772.50 

1722.87 

1829.22 

NA 

NA 

2006.47 

1084.77 

NA 

6239.20 

5913.06 

NA 

6005.23 

NA 

2027.74 

283.60 

1191.12 

6047.77 

2495.68 

2481.50 

NA 

2176.63 

2772.19 

269.42 


TARANAGAR 

1999.38 

2304.25 

2169.54 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

THIRANA 

NA 

517.57 

NA 

56.72 

553.02 

446.67 

NA 

NA 

382.86 

560.11 

99.26 

425.40 

NA 

0.00 

446.67 

0.00 

545.93 

411.22 

343.87 

290.69 

222.27 

141.80 

206.32 

NA 

134.71 

149.00 

113.00 



UDAIPURWATI Pz. 

63.81 

177.25 

28.36 

NA 

70.90 

49.63 

35.45 

35.45 

NA 

35.45 

21.27 

NA 

28.36 

28.36 

NA 

35.45 

21.27 

21.27 

42.54 

28.36 

127.62 

28.36 

21.27 

NA 

319.05 

63.81 

35.45 

Udansar 

NA 

248.15 

NA 

212.70 

241.06 

248.15 

NA 

226.88 

NA 

NA 

NA 

255.24 

184.34 

340.32 

219.79 

290.69 

63.81 

283.60 

262.33 

503.39 

262.33 

219.79 

326.14 

NA 

262.33 

326.14 

233.97 


1241.00 
1156.00 " 


NA 


1315.00 

1162.00 


NA 


NA 

NA 

652.00 

600.00 

78.00 

57.00 

NA 

NA 

NA 

NA 

291.00 

160.00 

NA 

NA 

NA 

NA 

NA 

NA 





































































































































































































































































































































































































































































































































_ Chloride, mg/I _ 

1984 1985 1986 1987 1988 1989 1990 1991 1992 1993 1994 1995 1996 

Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post 

Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 


BACHHASAR 

BADALWAS 


BADRASAR 

BAIRASAR 


BAMBLU 

BANA 


BARI KUMARO Kl DHANI 
BARNLANIA 


BEECHWAL _ 

BEEGAWAS(RAMSARA) 


BERASAR 

BHADASAR 


BHIDASARI 

BHIMSAR 


BHOJOOSAR UPADHIYAN 
BHOLASAR 


BIDASAR - 1 
BIDASAR - 2 


BIGGA _ 

BIJARNIO Kl DHANI Pz. 


BINJYSI Pz 
BINJYSI Pz 


BIRAMSAR 

BITHNOK 


CHANI(PZ) _ 

CHOKHAKAWAS PZ. 


CHOKHAKAWAS Pz. 
DAYALPURA 


DHOD PZ. 
DHOLIYA 


DIYATARA 

Dudwa 


DUNGARGARH -2 
DUNGARGARH -3 


FAGALWA 


_19 

Pre 

Monsoon 

OOO 


AMRITWASI 

NA 

NA 

773.52 

NA 

NA 

840.17 

NA 

740.91 

NA 

776.00 

762.18 

854.35 

778.13 

791.95 

935.88 

765.72 

822.44 

772.81 

843.71 

765.37 

NA 

779.90 

NA 

NA 

737.36 

NA 

709.00 

ASASAR 

NA 

NA 

170.16 

NA 

NA 

1815.04 

NA 

175.12 

219.79 

204.19 

201.36 

104.93 

215.18 

170.16 

177.25 

233.97 

297.78 

184.34 

NA 

188.24 

NA 

NA 

NA 

NA 

NA 

NA 

120.53 


1421.55 

56.72' 


BADALWAS 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BADHNU 

NA 

NA 

NA 

61.33 

NA 

57.78 

164.13 

NA 

116.28 

121.24 

NA 

102.10 

NA 

54.59 

56.72 

56.72 

56.72 

53.18 

50.69 

51.05 

41.83 

60.27 

63.81 

NA 

85.08 

NA 

NA 


1139.36 

na" 


1387.87 

na' 


1120.22 

333.23' 


1264.50 

255.24' 


1276.20 
250.99 ' 


1354.55 

na' 


1708.69 

na' 


1176.94 

na' 


1474.72 
730.27 ' 


1191.12 

na' 


BARSALPUR 

NA 

BARSINGHSAR 

NA 



1974.57 

NA 

288.56 

288.56 


949.71 

55.66 

NA 

NA 


570.39 

na' 


2108.21 
297.43 ' 


981.61 

na' 


559.05 

NA 


4785.75 

305.23 


1051.80 

NA 


4608.50 

NA 

319.05 

301.33 


1063.50 

na' 


580.32 

na' 


5350.11 

312.67' 


983.03 

na' 


| NA 

NA 

267.65 

194.62 


606.20 

1885.94 


603.00 

2525.81' 


1145.04 
3424.47 " 


311.96 

2531.13" 


506.94 

2765.10' 


623.21 
2800.55 ' 


1846.95 

na' 


1077.68 
2836.00 ' 


1176.94 

na" 


1006.78 

na" 


744.45 

3190.50' 


BHOLASAR(PZ) 

NA 

BIDASAR 

NA 



NA 

NA 

NA 

NA 



i NA 

NA 

NA 

NA 



_NA 

na" 


1225.15 

1389.64" 


_NA 

na" 


1279.75 
1442.82 " 


829.53 
2300.71" 


NA 

na" 


NA 

3403.20" 


_NA 

na" 


1185.45 
1598.80 " 


_NA 

2794.88 " 


_NA 

NA 


_NA 

3124.92 


NA 

NA 

2836.00 

3261.40 


_NA 

NA 


_NA 

3065.72 


NA 

NA 

3560.95 

3545.00 


NA 

na" 


NA 


NA 

na" 


NA 

3254.31" 


_NA 

na" 


_NA 

2623.30" 


_NA 

NA 


_NA 

2410.60 



_NA 

na" 


_NA 

1247.84 " 



NA 

NA 

! NA 

NA 



; NA 

NA 

NA 

NA 



NA 

NA 

! NA 

63.81 


NA 

1659.06" 


NA 

2623.30" 


_NA 

1005.36 " 


1292.15 
387.82 " 


42646.35 

na" 


2866.49 

na" 


1627.16 

127.62 


Ibajju 

NA 

NA 

NA 

302.39 

NA 

NA 

NA 

NA 

475.03 

437.81 

514.03 

644.48 

NA 

595.56 

523.24 

425.40 

400.59 

244.61 

407.68 

408.38 

427.17 

451.63 

400.59 

NA 

631.01 

NA 

879.16 


29.42 

NA 

NA 

NA 

NA 

NA 

301.68 

NA 

40.77 

54.24 

60.97 

53.18 

122.30 

290.69 

112.73 

NA 

NA 

81.54 

NA 

80.12 

NA 

106.35 

NA 

340.32 

99.26 

77.99 

134.71 


BANDHA 

NA 

NA 

NA 

NA 

NA 

531.40 

NA 

NA 

NA 

1 

38.96 

55.6 

a 

76.57 

NA 

1 

28.33 

99.26 

99.26 

77.99 

137.19 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

0.00 

BAPEU 

97.49 

NA 

75.51 

NA 

NA 

NA 

NA 

87.56 

NA 


95.72 

74.8 

El 

218.02 

83.31 

_1 

54.21 

92.17 1 

34.71 

99.26 

99.26 

134.71 

236.10 

NA 

304.87 

NA 

NA 

99.26 

NA 

170.16 



BELASAR 

NA 

NA 

NA 

395.98 

NA 

85.44 

85.44 

NA 

92.17 

94.30 

NA 

NA 

124.78 

130.46 

94.30 

177.25 

88.63 

93.94 

94.30 

85.08 

90.40 

152.79 

89.69 

NA 

106.35 

NA 

NA 

BENATHA 

571.45 

NA 

446.67 

NA 

786.99 

453.76 

NA 

767.85 

1091.86 

333.23 

NA 

579.25 

NA 

226.88 

829.53 

737.36 

595.56 

340.32 

426.82 

NA 

NA 

283.60 

NA 

NA 

262.33 

NA 

283.60 


BHAMATSAR 

NA 

NA 

NA 

264.10 

NA 

251.70 

242.83 

NA 

554.08 

255.95 

264.10 

335.00 

NA 

269.07 

269.42 

269.42 

255.24 

255.24 

255.95 

266.23 

236.10 

249.92 

255.24 

NA 

226.88 

262.33 

241.06 

BHANE KAGAON 

NA 

NA 

NA 

500.20 

NA 

NA 

321.53 

NA 

453.76 

1085.48 

NA 

434.26 

NA 

453.76 

450.57 

432.49 

NA 

469.00 

522.18 

517.57 

517.57 

528.21 

499.85 

496.30 

NA 

NA 

425.40 


389.95 

3403.20 


BHINASAR 

NA 

NA 

NA 

146.05 

NA 

137.90 

131.17 

NA 

NA 

205.61 

229.36 

146.76 

146.76 

159.88 

148.89 

155.98 

148.89 

156.34 

152.08 

159.88 

134.71 

120.53 

117.34 

NA 

106.35 

NA 

170.16 

BHOJASAR 

NA 

99.62 

578.54 

NA 

NA 

NA 

NA 

161.65 

0.00 

NA 

NA 

397.04 

110.96 

298.84 

304.87 

233.97 

347.41 

NA 

205.61 

1612.27 

NA 

226.88 

NA 

NA 

2155.36 

NA 

99.26 



BIDOLI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

77.99 

106.35 

106.71 

BIDOLI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


BIKANER 

NA 

NA 

NA 

599.11 

NA 

973.46 

NA 

NA 

0.00 

996.85 

416.89 

NA 

NA 

NA 

1064.21 

1162.76 

1545.62 

440.29 

1304.56 

503.75 

500.20 

1135.82 

524.66 

786.99 

531.75 

NA 

255.24 

BIKANER-1 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

597.69 

567.20 

751.54 

602.65 

NA 

255.24 


NA 

NA 

NA 

2183.72 


CHANDASAR 

NA 

NA 

NA 

1500.95 

NA 

164.13 

367.26 

NA 

1098.95 

341.38 

1111.71 

NA 

NA 

232.55 

737.72 

864.98 

786.99 

684.19 

707.23 

741.97 

733.11 

736.65 

584.93 

NA 

716.09 

NA 

786.99 

CHANI 

NA 

NA 

NA 

218.73 

NA 

258.79 

258.79 

NA 

215.18 

261.62 

NA 

236.10 

NA 

261.62 

283.60 

255.24 

251.70 

236.10 

250.99 

212.84 

248.15 

257.01 

194.98 

NA 

269.42 

NA 

269.42 



DELI 

NA 

NA 

NA 

3512.03 

NA 

2885.63 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

3722.25 

2871.45 

3261.40 

2084.46 

2883.50 

1996.54 

1667.57 

1392.48 

833.78 

606.20 

NA 

950.06 

NA 

737.01 

DESALSAR 

NA 

NA 

NA 

375.06 

NA 

333.59 

NA 

NA 

334.29 

343.51 

NA 

277.57 

NA 

294.24 

265.88 

269.42 

269.42 

265.88 

252.76 

0.00 

298.84 

333.23 

287.15 

NA 

333.23 

340.32 

290.69 


DESHNOK 

NA 

NA 

NA 

670.01 

NA 

275.45 

275.45 

NA 

319.05 

296.36 

306.29 

280.76 

NA 

276.51 

305.23 

297.78 

301.33 

290.69 

272.97 

302.39 

255.60 

291.75 

294.24 

NA 

297.78 

NA 

237.52 

DHADREU 

404.13 

NA 

NA 

NA 

127.62 

NA 

NA 

NA 

163.07 

NA 

138.96 

194.27 

NA 

106.35 

205.61 

113.44 

NA 

113.44 

113.09 

NA 

NA 

106.35 

NA 

NA 

NA 

NA 

141.80 


DHEERDESAR CHOTIYAN 

209.86 

NA 

182.21 

NA 

170.16 

NA 

NA 

195.33 

NA 

197.46 

170.16 

NA 

NA 

NA 

226.88 

233.97 

212.70 

184.34 

219.79 

232.20 

NA 

NA 

NA 

NA 

226.88 

NA 

226.88 

DHEERDESAR PURHITON 1 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


DHEERDESAR PURHITON 2 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DHIRERA 

NA 

NA 

NA 

4628.35 

4764.48 

4899.19 

3410.29 

NA 

4537.60 

2506.32 

4933.22 

NA 

NA 

3722.25 

4643.95 

NA 

6097.40 

3580.45 

2233.35 

5994.60 

5966.94 

NA 

4750.30 

NA 

4821.20 

NA 

5601.10 


DHOD 

104.93 

NA 

NA 

NA 

NA 

NA 

91.11 

NA 

217.66 

47.50 

102.10 

85.08 

103.16 

NA 

250.99 

NA 

NA 

NA 

NA 

113.44 

NA 

184.34 

85.08 

191.43 

NA 

NA 

212.70 

DHOD 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


DHOLIYA 

27.30 

127.97 

211.64 

170.16 

106.35 

99.26 

67.36 

26.59 

40.41 

49.63 

62.39 

69.48 

69.48 

534.94 

92.17 

21.27 

56.72 

NA 

106.35 

56.72 

35.45 

31.91 

219.79 

120.53 

216.25 

280.06 

198.52 

DHOLIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


DUNGARGARH 

79.41 

NA 

147.83 

NA 

NA 

NA 

NA 

74.09 

81.54 

88.63 

NA 

110.96 

73.03 

NA 

120.53 

NA 

120.53 

170.16 

163.07 

NA 

NA 

NA 

NA 

NA 

92.17 

NA 

NA 

DUNGARGARH-1 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 
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Chloride, mg/I 


2000 


2001 


2002 


Location 


1998 


1999 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 



Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

AMBASAR 

127.62 

177.25 

NA 

NA 

NA 

127.62 

198.52 

209.16 

184.34 

191.43 

131.17 

AMRITWASI 

652.28 

620.38 

609.74 

NA 

NA 

NA 

NA 

NA 

701.91 

319.05 

616.83 

ASASAR 

127.62 

116.99 

127.62 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BACHHASAR 

184.34 

98.91 

NA 

127.98 

148.89 

106.35 

141.80 

184.34 

85.08 

145.35 

145.35 

BADALWAS 

NA 

35.45 

106.35 

21.27 

63.81 

NA 

NA 

42.54 

NA 

NA 

NA 

BADALWAS 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BADHNU 

99.26 

53.18 

NA 

92.17 

70.90 

NA 

141.80 

63.81 

63.81 

81.54 

138.26 

BADRASAR 

1063.50 

1701.60 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BAIRASAR 

106.35 

545.93 

595.56 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BAJJU 

638.10 

421.50 

NA 

631.01 

553.02 

489.21 

375.77 

701.91 

0.00 

673.55 

304.87 

BAJOR 

NA 

NA 

141.80 

127.62 

99.26 

NA 

NA 

35.45 

NA 

NA 

NA 

BAMBLU 

730.27 

694.82 

NA 

744.45 

545.93 

411.22 

382.86 

567.20 

343.87 

528.21 

365.14 

BANA 

99.26 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

584.93 

95.72 

166.62 

BANDHA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BAPEU 

141.80 

233.97 

35.45 

NA 

NA 

NA 

NA 

NA 

255.24 

2552.40 

166.62 

BARI KUMARO Kl DHANI 

NA 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BARNLANIA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BARSALPUR 

NA 

NA 

NA 

NA 

NA 

2127.00 

1928.48 

NA 

1914.30 

1935.57 

4785.75 

BARSINGHSAR 

170.16 

173.71 

198.52 

219.79 

219.79 

269.42 

290.69 

311.96 

NA 

283.60 

265.88 

BEECHWAL 

NA 

NA 

475.03 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

698.37 

BEEGAWAS(RAMSARA) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

241.06 

NA 

NA 

BELASAR 

99.26 

106.35 

NA 

88.63 

134.71 

92.17 

134.71 

109.90 

NA 

127.62 

145.35 

BENATHA 

141.80 

297.78 

432.49 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BERASAR 

475.03 

442.42 

NA 

524.66 

425.40 

347.41 

333.23 

361.59 

414.77 

382.86 

464.40 

BHADASAR 

NA 

205.61 

219.79 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHAMATSAR 

304.87 

241.06 

276.51 

219.79 

347.41 

304.87 

248.15 

212.70 

212.70 

241.06 

265.88 

BHANE KAGAON 

531.75 

510.48 

NA 

545.93 

503.39 

528.21 

489.21 

NA 

NA 

NA 

NA 

BHIDASARI 

492.76 

1013.87 

772.81 

1290.38 

964.24 

NA 

NA 

942.97 

886.25 

1857.58 

1588.16 

BHIMSAR 

NA 

5104.80 

510.48 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHINASAR 

127.62 

120.53 

85.08 

212.70 

212.70 

NA 

141.80 

177.25 

194.98 

191.43 

691.28 

BHOJASAR 

1971.02 

106.35 

198.52 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHOJOOSAR UPADHIYAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHOLASAR 

212.70 

212.70 

NA 

177.25 

177.25 

177.25 

177.25 

191.43 

127.62 

241.06 

265.88 

BHOLASAR(PZ) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BIDASAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BIDASAR - 1 

354.50 

361.59 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BIDASAR-2 

113.44 

0.00 

155.98 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BIDOLI 

NA 

77.99 

NA 

NA 

184.34 

70.90 

NA 

85.08 

NA 

NA 

NA 

BIDOLI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BIGGA 

141.80 

209.16 

319.05 

NA 

NA 

NA 

NA 

NA 

255.24 

241.06 

265.88 

BIJARNIO Kl DHANI Pz. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BIKANER 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

786.99 

NA 

691.28 

BIKANER-1 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BINJYSI Pz 

NA 

NA 

NA 

311.96 

NA 

NA 

NA 

333.23 

NA 

205.61 

127.62 

BINJYSI Pz 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BIRAMSAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

510.48 

609.74 

599.11 

BITHNOK 

2304.25 

81712.25 

2197.90 

2056.10 

460.85 

1768.96 

1914.30 

1676.79 

2410.60 

1885.94 

66.65 

CHANDASAR 

726.73 

6904.24 

NA 

177.25 

4892.10 

212.70 

311.96 

1581.07 

801.17 

464.40 

482.12 

CHANI 

382.86 

319.05 

NA 

233.97 

283.60 

354.50 

361.59 

414.77 

NA 

NA 

NA 

CHANI(PZ) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

482.12 

400.59 

333.23 

CHOKHAKAWAS PZ. 

NA 

NA 

NA 

212.70 

NA 

NA 

NA 

56.72 

NA 

42.54 

56.72 

CHOKHAKAWAS Pz. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DAYALPURA 

907.52 

935.88 

794.08 

623.92 

709.00 

NA 

NA 

538.84 

709.00 

581.38 

709.00 

DELI 

1049.32 

NA 

NA 

NA 

NA 

1028.05 

907.52 

652.28 

255.24 

265.88 

343.87 

DESALSAR 

248.15 

297.43 

NA 

304.87 

418.31 

NA 

NA 

NA 

NA 

NA 

NA 

DESHNOK 

233.97 

311.96 

304.87 

NA 

311.96 

283.60 

283.60 

304.87 

131.17 

NA 

290.69 

DHADREU 

113.44 

148.89 

148.89 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DHEERDESAR CHOTIYAN 

134.71 

28.36 

198.52 

NA 

NA 

NA 

NA 

NA 

95.72 

350.96 

297.78 

DHEERDESAR PURHITON 1 

NA 

269.42 

NA 

NA 

NA 

NA 

NA 

NA 

74.45 

223.34 

NA 

DHEERDESAR PURHITON 2 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

198.52 

DHIRERA 

5033.90 

5027.87 

NA 

4537.60 

5140.25 

NA 

4963.00 

3828.60 

4431.25 

3509.55 

4998.45 

DHOD 

NA 

340.32 

99.26 

NA 

85.08 

NA 

127.62 

191.43 

NA 

141.80 

163.07 

DHOD 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DHOD PZ. 

NA 

NA 

NA 

311.96 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DHOLIYA 

1460.54 

1609.43 

1630.70 

NA 

NA 

NA 

NA 

NA 

1389.64 

1552.71 

1680.33 

DHOLIYA 

173.71 

198.52 

219.79 

262.33 

163.07 

NA 

NA 

49.63 

113.44 

63.81 

70.90 

DHOLIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DIYATARA 

496.30 

467.94 

496.30 

496.30 

460.85 

460.85 

482.12 

450.22 

397.04 

496.30 

553.02 

Dudwa 

NA 

255.24 

389.95 

701.91 

NA 

432.49 

NA 

NA 

1453.45 

1581.07 

NA 

DUNGARGARH 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DUNGARGARH -1 

NA 

145.35 

NA 

NA 

NA 

NA 

NA 

NA 

159.53 

198.52 

365.14 

DUNGARGARH -2 

NA 

280.06 

NA 

NA 

NA 

NA 

NA 

NA 

138.26 

170.16 

166.62 

DUNGARGARH -3 

NA 

141.80 

NA 

NA 

NA 

NA 

NA 

NA 

138.26 

170.16 

198.52 

FAGALWA 

NA 

163.07 

141.80 

35.45 

496.30 

NA 

NA 

NA 

NA 

NA 

NA 


2003 


Pre Post 

Monsoon Monsoon 
124.08 95.72 


Chloride, mg/I 


Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

202.07 

191.43 

134.71 

NA 

NA 

99.26 

113.44 

77.99 

163.07 

127.98 

NA 

99.26 

85.00 

191.00 
















































































































































































































































































































































































































































































































































1984 


1985 


1986 


1987 


Chloride, mg/I 


Location 


1988 


1989 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 



Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

FATEHPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

FATEHPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

FATEH PURA PZ. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GADHWALA 

NA 

NA 

NA 

NA 

NA 

NA 

124.78 

NA 

134.71 

145.35 

NA 

130.81 

GAJRUPDESAR 

NA 

NA 

NA 

159.88 

NA 

149.60 

131.17 

197.46 

166.62 

NA 

152.79 

185.05 

GAJSUKHDESAR 

NA 

NA 

NA 

415.12 

NA 

183.63 

144.28 

296.36 

205.61 

NA 

479.28 

357.34 

GANERI 

856.47 

NA 

NA 

NA 

NA 

NA 

529.98 

NA 

966.37 

1020.96 

928.08 

NA 

GANGAPURA 

NA 

NA 

NA 

5489.08 

NA 

5308.99 

4328.45 

NA 

5282.05 

5267.87 

5104.80 

5136.71 

GANORA 

394.20 

NA 

378.25 

NA 

333.23 

304.87 

NA 

354.86 

319.05 

NA 

443.13 

517.57 

GARIYALA 

NA 

NA 

NA 

NA 

NA 

857.54 

857.54 

NA 

950.06 

917.45 

930.92 

NA 

GERSAR 

NA 

NA 

NA 

673.91 

NA 

NA 

734.52 

NA 

779.90 

606.20 

694.82 

666.82 

GEWARSAR 

NA 

NA 

311.96 

NA 

354.50 

361.59 

NA 

377.19 

219.79 

NA 

361.59 

NA 

GIGASAR 

NA 

NA 

NA 

625.34 

NA 

655.83 

577.13 

NA 

708.29 

633.14 

NA 

816.77 

GODOO 

NA 

NA 

NA 

3404.62 

NA 

1442.82 

1442.82 

NA 

3651.35 

3633.63 

3578.32 

NA 

GOKALKABAS 

NA 

NA 

NA 

NA 

NA 

NA 

389.95 

NA 

449.15 

462.62 

442.42 

563.66 

GOKALPURA 

NA 

NA 

NA 

NA 

NA 

NA 

158.11 

NA 

NA 

NA 

NA 

NA 

GOKULPURA PZ. 

370.45 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

421.86 

NA 

408.38 

432.49 

GORIAN 

23.04 

NA 

NA 

NA 

NA 

NA 

56.01 

NA 

68.06 

74.80 

74.80 

92.17 

GORIAN PZ. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GUDA 

NA 

NA 

NA 

1389.64 

NA 

1333.98 

1333.98 

NA 

2942.35 

1380.42 

1347.81 

1448.49 

GULERIAN 

643.77 

NA 

381.44 

NA 

992.60 

765.72 

NA 

942.97 

808.26 

517.57 

NA 

1006.78 

GUNPALIYA 

408.38 

313.02 

288.56 

340.32 

446.67 

475.03 

397.39 

221.21 

499.85 

319.05 

347.41 

NA 

Gurara 

NA 

NA 

NA 

NA 

NA 

NA 

99.26 

NA 

NA 

NA 

NA 

NA 

GUSAINSAR 

NA 

NA 

NA 

61.33 

NA 

65.58 

65.58 

NA 

70.90 

67.36 

69.48 

47.86 

GUSAINSAR 

415.83 

NA 

405.55 

69.48 

NA 

460.85 

NA 

639.87 

NA 

578.54 

453.76 

439.58 

HADLA RAWLOTAN 

NA 

NA 

NA 

NA 

NA 

292.82 

109.54 

NA 

NA 

363.36 

1320.16 

207.38 

HADLA RAWLOTAN(PZ) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

HAMOOSAR 

NA 

838.75 

446.67 

NA 

NA 

NA 

NA 

110.25 

NA 

NA 

382.86 

730.27 

HIMATASAR 

NA 

NA 

NA 

694.82 

NA 

687.38 

642.71 

727.43 

NA 

NA 

NA 

673.20 

HIMTASAR 

NA 

NA 

NA 

714.67 

NA 

826.34 

249.21 

NA 

864.98 

828.47 

847.61 

791.24 

HIYADESAR 

NA 

NA 

NA 

1068.46 

NA 

973.46 

963.89 

NA 

NA 

NA 

NA 

NA 

JAGGASAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

921.70 

NA 

NA 

JAGGASAR(PZ) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JAIMALSAR 

NA 

NA 

NA 

986.93 

NA 

78.70 

131.17 

NA 

397.04 

390.66 

287.85 

181.86 

JAISINGHDESAR 

NA 

NA 

NA 

375.06 

NA 

125.49 

347.77 

350.25 

368.68 

368.33 

NA 

373.29 

JAITPURA 

638.81 

NA 

NA 

NA 

NA 

NA 

638.81 

NA 

735.23 

680.64 

244.96 

NA 

JALWALI 

NA 

NA 

NA 

3403.20 

NA 

3261.40 

3456.38 

NA 

3615.90 

3435.11 

2987.73 

673.20 

JAMSAR 

NA 

NA 

NA 

408.38 

NA 

272.26 

308.42 

NA 

368.68 

296.36 

493.46 

421.15 

JANGLU 

NA 

NA 

NA 

300.62 

NA 

292.82 

275.45 

282.89 

326.14 

340.32 

277.93 

296.72 

JASRASAR 

NA 

NA 

NA 

299.55 

NA 

306.29 

288.56 

237.52 

304.87 

326.85 

291.75 

290.34 

JEGLA 

NA 

NA 

NA 

605.84 

NA 

979.13 

NA 

269.42 

326.14 

305.58 

298.84 

290.34 

JHAJHOO 

NA 

NA 

NA 

416.89 

NA 

387.82 

354.15 

NA 

425.40 

392.43 

1347.81 

376.48 

JHARELI 

NA 

NA 

NA 

136.13 

NA 

NA 

137.90 

141.45 

155.98 

NA 

NA 

NA 

JINDRASAR 

NA 

NA 

2141.18 

NA 

2694.20 

2169.54 

NA 

NA 

2144.73 

1347.81 

208.45 

2459.52 

JODHASAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

141.45 

NA 

NA 

NA 

NA 

JOGANIA BIDAWTAN 

NA 

233.62 

467.94 

NA 

NA 

510.48 

NA 

NA 

538.84 

NA 

1591.71 

531.75 

JOGLIA 

NA 

NA 

106.35 

NA 

92.17 

106.35 

NA 

592.72 

857.89 

NA 

NA 

588.47 

JORATHRA 

200.65 

NA 

NA 

NA 

NA 

NA 

59.56 

NA 

81.54 

34.03 

96.07 

49.63 

JORAWARPURA 

144.64 

144.28 

134.71 

NA 

NA 

NA 

NA 

202.07 

NA 

NA 

556.57 

397.04 

KADMAKABAS 

62.39 

NA 

NA 

NA 

NA 

NA 

66.65 

NA 

68.06 

61.33 

68.06 

60.27 

KADMAKABAS 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KAKRA 

NA 

NA 

NA 

476.09 

NA 

242.83 

440.64 

424.34 

475.03 

NA 

83.31 

446.67 

KALU 

NA 

NA 

NA 

764.30 

782.74 

3484.74 

3484.74 

NA 

155.98 

813.93 

145.70 

NA 

KALYANSAR 

NA 

NA 

NA 

122.66 

NA 

NA 

NA 

NA 

155.98 

134.71 

NA 

NA 

KANASAR 

NA 

NA 

NA 

1264.86 

NA 

1219.84 

2229.81 

NA 

1332.92 

1225.86 

625.34 

682.77 

KANWARI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KANWARPURA 

154.21 

NA 

NA 

NA 

NA 

NA 

119.47 

NA 

47.50 

115.57 

157.40 

113.44 

KANWARPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KARMISAR 

NA 

NA 

NA 

285.73 

NA 

157.40 

NA 

NA 

NA 

NA 

NA 

NA 

KARNISAR 

NA 

NA 

NA 

244.96 

NA 

2001.15 

222.98 

NA 

1247.84 

443.13 

NA 

NA 

KARNISARBIKA 

NA 

NA 

NA 

NA 

NA 

222.98 

249.21 

NA 

NA 

229.01 

243.19 

245.67 

KASUMBI 

571.81 

634.56 

709.00 

779.90 

1290.38 

241.06 

471.49 

830.59 

26.94 

NA 

118.05 

34.74 

KASUMBI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KATAR 

177.25 

NA 

212.70 

NA 

251.70 

NA 

NA 

269.42 

NA 

NA 

243.19 

NA 

KAWANI 

NA 

NA 

NA 

2109.98 

NA 

2006.83 

2132.32 

NA 

2254.62 

2142.95 

2181.59 

2131.25 

KAWARPURA PZ. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KHARA 

NA 

NA 

NA 

925.60 

NA 

1193.60 

3764.79 

NA 

1517.26 

3778.97 

1233.66 

1148.58 

KHARI 

NA 

NA 

NA 

465.46 

NA 

544.51 

629.59 

NA 

311.96 

465.10 

501.62 

NA 

KHOKHARO Kl DHANI PZ. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

102.81 

KILCHU 

NA 

NA 

NA 

NA 

NA 

72.32 

72.32 

NA 

83.31 

77.99 

486.37 

76.57 

KIRDOLI CHHOTI 

301.68 

NA 

NA 

NA 

NA 

NA 

561.53 

NA 

374.35 

374.35 

224.40 

379.32 

KISTURIA 

NA 

NA 

NA 

NA 

NA 

NA 

275.45 

NA 

269.42 

305.23 

222.27 

NA 

KITASAR BHATIYAN 

NA 

NA 

436.39 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KODASAR 

187.89 

NA 

237.52 

NA 

255.24 

219.79 

NA 

215.54 

NA 

NA 

194.62 

354.50 


_1990_1991_1992_1993_1994_1995_1996_19 

Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre 

Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 

206.32 NA 217.31 NA NA NA NA NA NA 219.79 NA NA NA 290.69 212.70 









































































































































































































































































































































































































































































































































97 


Chloride, mg/I 


2000 


2001 


2002 


1998 


1999 


Location 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 


Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

FATEHPURA 

NA 

1106.04 

283.60 

141.80 

141.80 

212.70 

NA 

191.43 

NA 

184.34 

297.78 

NA 

FATEHPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

404.13 

NA 

99.26 

FATEH PURA PZ. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GADHWALA 

85.08 

155.98 

219.79 

99.26 

141.80 

354.50 

148.89 

265.88 

248.15 

159.53 

251.70 

170.16 

GAJRUPDESAR 

212.70 

148.89 

NA 

141.80 

70.90 

194.98 

212.70 

212.70 

95.72 

159.53 

166.62 

265.88 

GAJSUKHDESAR 

439.58 

0.00 

NA 

496.30 

425.40 

141.80 

NA 

326.14 

599.11 

478.58 

599.11 

492.76 

GANERI 

NA 

NA 

886.25 

950.06 

744.45 

1063.50 

NA 

673.55 

NA 

687.73 

NA 

716.09 

GANGAPURA 

4608.50 

4249.04 

NA 

3722.25 

3899.50 

4608.50 

3899.50 

4785.75 

957.15 

4608.50 

4324.90 

4466.70 

GANORA 

113.44 

836.62 

666.46 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

765.72 

GARIYALA 

1290.38 

942.97 

NA 

1006.78 

879.16 

925.25 

921.70 

957.15 

833.08 

1020.96 

932.34 

957.15 

GERSAR 

553.02 

616.83 

NA 

638.10 

616.83 

623.92 

638.10 

638.10 

503.39 

592.02 

613.29 

670.01 

GEWARSAR 

141.80 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GIGASAR 

106.35 

120.53 

NA 

92.17 

113.44 

85.08 

106.35 

127.62 

113.44 

127.62 

99.26 

116.99 

GODOO 

3190.50 

1134.40 

NA 

1644.88 

751.54 

1630.70 

1063.50 

1609.43 

478.58 

595.56 

517.57 

836.62 

GOKALKABAS 

NA 

553.02 

531.75 

319.05 

517.57 

517.57 

NA 

255.24 

638.10 

NA 

NA 

191.43 

GOKALPURA 

NA 

NA 

63.81 

70.90 

NA 

NA 

NA 

148.89 

NA 

106.35 

NA 

NA 

GOKULPURA PZ. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GORIAN 

NA 

NA 

56.72 

63.81 

49.63 

NA 

NA 

35.45 

NA 

35.45 

NA 

28.36 

GORIAN PZ. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GUDA 

1503.08 

1292.15 

NA 

1439.27 

1446.36 

1588.16 

1772.50 

1467.63 

1223.03 

63.81 

1439.27 

1418.00 

GULERIAN 

439.58 

262.33 

233.97 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

184.34 

GUNPALIYA 

301.33 

574.29 

471.49 

290.69 

326.14 

NA 

NA 

517.57 

368.68 

340.32 

354.50 

NA 

Gurara 

NA 

NA 

NA 

NA 

NA 

NA 

248.15 

NA 

NA 

212.70 

NA 

233.97 

GUSAINSAR 

77.99 

85.08 

NA 

63.81 

70.90 

70.90 

70.90 

92.17 

109.90 

63.81 

99.26 

116.99 

GUSAINSAR 

489.21 

411.22 

553.02 

NA 

NA 

NA 

NA 

NA 

457.31 

496.30 

265.88 

499.85 

HADLA RAWLOTAN 

428.95 

404.13 

NA 

368.68 

354.50 

386.41 

389.95 

372.23 

301.33 

NA 

499.85 

425.40 

HADLA RAWLOTAN(PZ) 

NA 

NA 

NA 

439.58 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

HAMOOSAR 

269.42 

375.77 

475.03 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

347.41 

HIMATASAR 

638.10 

659.02 

652.28 

574.29 

560.11 

446.67 

510.48 

496.30 

606.20 

545.93 

631.01 

631.01 

HIMTASAR 

NA 

NA 

NA 

NA 

NA 

709.00 

850.80 

893.34 

829.53 

638.10 

705.46 

843.71 

HIYADESAR 

269.42 

198.52 

NA 

319.05 

233.97 

248.15 

262.33 

272.97 

233.97 

304.87 

283.60 

333.23 

JAGGASAR 

NA 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

138.26 

NA 

NA 

JAGGASAR(PZ) 

NA 

NA 

NA 

127.62 

56.72 

92.17 

92.17 

113.44 

116.99 

NA 

166.62 

223.34 

JAIMALSAR 

666.46 

389.95 

NA 

375.77 

212.70 

382.86 

177.25 

368.68 

163.07 

677.10 

230.43 

290.69 

JAISINGHDESAR 

390.66 

375.77 

389.95 

397.04 

92.17 

375.77 

92.17 

382.86 

297.78 

453.76 

418.31 

443.13 

JAITPURA 

NA 

NA 

638.10 

659.37 

694.82 

687.73 

NA 

779.90 

NA 

680.64 

NA 

701.91 

JALWALI 

659.37 

148.89 

NA 

241.06 

49.63 

205.61 

177.25 

113.44 

14.18 

230.43 

212.70 

145.35 

JAMSAR 

113.44 

163.07 

NA 

NA 

141.80 

NA 

113.44 

NA 

145.35 

95.72 

184.34 

170.16 

JANGLU 

319.05 

397.04 

NA 

283.60 

290.69 

258.79 

304.87 

233.97 

304.87 

297.78 

333.23 

418.31 

JASRASAR 

311.96 

325.43 

319.05 

304.87 

297.78 

283.60 

319.05 

319.05 

290.69 

290.69 

397.04 

365.14 

JEGLA 

NA 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

478.58 

NA 

NA 

599.11 

JHAJHOO 

163.07 

404.13 

418.31 

404.13 

333.23 

368.68 

397.04 

350.96 

194.98 

350.96 

354.50 

368.68 

JHARELI 

163.07 

159.88 

NA 

170.16 

262.33 

141.80 

141.80 

141.80 

163.07 

152.44 

191.43 

230.43 

JINDRASAR 

389.95 

1290.38 

28.36 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

524.66 

JODHASAR 

NA 

NA 

177.25 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JOGANIA BIDAWTAN 

588.47 

662.92 

900.43 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1488.90 

JOGLIA 

680.64 

1389.64 

1056.41 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1503.08 

JORATHRA 

NA 

NA 

77.99 

99.26 

92.17 

NA 

127.62 

NA 

NA 

70.90 

NA 

28.36 

JORAWARPURA 

120.53 

102.81 

148.89 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KADMAKABAS 

NA 

42.54 

56.72 

184.34 

141.80 

NA 

NA 

49.63 

NA 

134.71 

63.81 

NA 

KADMAKABAS 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

49.63 

KAKRA 

531.75 

481.41 

446.67 

475.03 

503.39 

460.85 

389.95 

482.12 

464.40 

478.58 

499.85 

609.74 

KALU 

177.25 

163.07 

NA 

106.35 

141.80 

NA 

155.98 

170.16 

95.72 

159.53 

166.62 

730.27 

KALYANSAR 

NA 

NA 

NA 

NA 

70.90 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KANASAR 

1091.86 

1247.84 

NA 

709.00 

1169.85 

1120.22 

NA 

836.62 

NA 

1304.56 

1386.10 

1265.57 

KANWARI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KANWARPURA 

NA 

113.44 

134.71 

113.44 

NA 

106.35 

NA 

NA 

NA 

106.35 

106.35 

NA 

KANWARPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

106.35 

KARMISAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KARNISAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

209.16 

NA 

NA 

NA 

NA 

KARNISARBIKA 

233.97 

226.88 

NA 

212.70 

226.88 

248.15 

212.70 

248.15 

194.98 

241.06 

237.52 

304.87 

KASUMBI 

453.76 

758.63 

457.31 

709.00 

652.28 

NA 

NA 

609.74 

510.48 

581.38 

687.73 

0.00 

KASUMBI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KATAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KAWANI 

1715.78 

2226.26 

NA 

2091.55 

850.80 

1843.40 

1914.30 

1843.40 

1510.17 

2010.02 

2020.65 

1971.02 

KAWARPURA PZ. 

NA 

134.71 

NA 

NA 

99.26 

NA 

NA 

141.80 

NA 

NA 

NA 

NA 

KHARA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KHARI 

623.92 

534.23 

NA 

545.93 

673.55 

NA 

673.55 

992.60 

623.92 

542.39 

737.36 

698.37 

KHOKHARO Kl DHANI PZ. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KILCHU 

70.90 

99.26 

212.70 

70.90 

212.70 

92.17 

106.35 

95.72 

81.54 

106.35 

NA 

166.62 

KIRDOLI CHHOTI 

NA 

NA 

425.40 

709.00 

389.95 

545.93 

NA 

NA 

NA 

730.27 

NA 

737.36 

KISTURIA 

85.08 

354.50 

NA 

191.43 

70.90 

NA 

85.08 

63.81 

106.35 

425.40 

124.08 

248.15 

KITASAR BHATIYAN 

NA 

492.76 

361.59 

NA 

NA 

NA 

NA 

NA 

113.44 

NA 

485.67 

478.58 

KODASAR 

1843.40 

177.25 

191.43 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


03_ 

Post 

Monsoon 

NA 


Chloride, mg/I 


2004 i 

j 2005 | 

| 2006 | 

| 2007 | 

| 2008 j 

! 2009 | 

| 2010 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

276.51 

205.61 

198.52 

191.43 

205.61 

191.43 

177.25 

212.70 

170.16 

198.52 

NA 

184.34 

255.24 

170.16 


















































































































































































































































































































































































































































































































































_ Chloride, mg/I _ 

1984 1985 1986 1987 1988 1989 1990 1991 1992 1993 1994 1995 1996 

Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post 

Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 


KUDU _ 

KUJATI 


KUMHARON Kl DHANI 
KUNPALSAR 


LACHHARSAR 

LADERA 


LADNU _ 

LAKHASAR 


LAKHUSAR _ 

LALAMDESAR 


LALEMDESAR BARA 
LALEMDESARCHOTA 


LIKHMISAR UTRADA 
MADHOGARH 


MANAKRASAR 

MANASAR 


MANGLOONA 

MANKASAR 


MINGSARIYA 

MODAYAT 


MOKHA 

MOLANIYA 


NAION Kl BASTI(PZ) 
NAKODESAR 


NANI 

NAPASAR 


PALANA 

PARIHARA 


Piprali _ 

PUNRASAR 


_19 

Pre 

Monsoon 

1375.46 


KOLAYAT 

NA 

NA 

NA 

847.61 

NA 

1211.68 

1211.68 

NA 

8192.50 

NA 

7399.83 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

3225.95 

NA 

NA 

NA 

KOLAYAT(PZ) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

10280.50 

7643.02 

NA 

NA 

7479.95 

NA 

6831.22 

7054.55 

NA 

6806.40 

NA 

6937.57 

7191.39 

6983.65 

NA 

6381.00 

NA 

7799.00 

NA 

1098.95 

KOTASAR 

235.03 

NA 

233.62 

NA 

NA 

NA 

NA 

242.48 

240.00 

238.22 

244.96 

307.00 

208.45 

168.03 

141.80 

127.62 

127.62 

120.53 

134.71 

196.39 

NA 

NA 

NA 

NA 

14.18 

NA 

120.53 

KUCHORATHUNI 

NA 

NA 

NA 

222.27 

NA 

217.66 

98.55 

181.86 

233.97 

NA 

138.96 

386.05 

NA 

283.60 

106.35 

99.26 

563.66 

79.76 

77.64 

81.54 

74.45 

118.76 

42.54 

NA 

120.53 

99.26 

85.08 



NA 

NA 

828.11 

652.99 



NA 

NA 

535.30 

545.93 



NA 

NA 

NA 

709.00 


KUNTASAR 

205.97 

NA 

209.51 

NA 

170.16 

NA 

NA 

181.86 

NA 

210.93 

204.19 

643.77 

NA 

225.82 

219.79 

198.52 

191.43 

255.24 

177.25 

200.65 

NA 

NA 

NA 

NA 

28.36 

NA 

212.70 

KUSHUMDESAR 

NA 

2069.57 

3066.43 

NA 

NA 

2906.90 

NA 

1751.23 

950.06 

NA 

NA 

955.02 

NA 

737.36 

964.24 

879.16 

1659.06 

950.06 

NA 

792.31 

NA 

1176.94 

NA 

NA 

2162.45 

NA 

2573.67 


LADHARIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

LADNU 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

277.93 

423.63 

NA 

278.28 

404.13 

460.85 

NA 

NA 

NA 

489.21 

269.42 

719.64 

719.64 

652.28 

638.10 

329.69 

372.23 



_NA 

na' 


1796.61 
449.15 ' 


_NA 

na' 


_NA 

79.76 " 


4032.44 
432.85 " 


_NA 

88.63 " 


NA 

na" 


4076.75 
496.30" 


NA 

na" 


_NA 

74.80 " 


3887.09 
444.54 " 


_NA 

na" 


NA 
108.83 ' 


1598.09 
465.46' 


NA 

na' 


_NA 

85.08 ' 


1714.36 

456.24' 


615.77 
73.38 ' 


_NA 

285.02 " 


1700.54 

431.78" 


199.94 
138.26 " 


NA 

99.26' 


1603.05 
458.01' 


134.71 

99.26' 


_NA 

na' 


1949.75 
444.19 " 


141.80 
134.71" 


NA 

99.26" 


3934.95 

na" 


141.80 
145.35 " 


_NA 

134.71" 


1430.05 
453.76 " 


142.51 

121.59" 


NA 

141.80' 


1661.19 

444.19' 


127.98 

97.84' 


_NA 

184.34" 


1684.58 

455.18" 


129.39 

105.64" 


NA 

na" 


1598.80 
555.86" 


131.87 

76.57" 


_NA 

134.71" 


1612.27 
495.59 " 


157.04 
222.98 " 


NA 

na' 


1389.64 
450.22 ' 


NA 

39.00' 


_NA 

NA 


1063.50 

467.94 


233.97 

99.26 



LEDI 

2041.92 

2059.65 

1446.36 

NA 

1616.52 

1545.62 

1374.04 

1171.27 

1311.65 

1403.82 

1106.04 

1167.37 

1146.45 

967.79 

1269.11 

482.12 

1318.74 

NA 

1474.72 

1432.18 

1524.35 

1538.53 

0.00 

1545.62 

1375.46 

1630.70 

1602.34 

LEDI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


171.93 
1208.85 ' 


_NA 

1020.96 ' 


226.88 
1054.99 " 


MALASAR 

NA 

NA 

NA 

401.65 

NA 

367.26 

360.88 

NA 

432.49 

383.92 

403.07 

389.24 

NA 

383.57 

488.50 

411.22 

425.40 

395.62 

405.55 

398.10 

403.07 

523.24 

428.95 

NA 

517.57 

NA 

304.52 

MALPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1985.20 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


7781.28 

1900.12' 


7781.28 

na' 


7555.10 

na" 


2034.12 

na' 


1747.69 

na" 


1238.62 

na" 


1905.79 

na' 


277.93 
2694.20' 


_NA 

1659.06 " 


MANDWAWARA 

164.13 

NA 

NA 

NA 

NA 

NA 

66.65 

NA 

13.47 

170.16 

47.50 

35.45 

45.02 

NA 

48.21 

NA 

NA 

81.54 

NA 

19.85 

NA 

92.17 

35.45 

170.16 

70.90 

77.99 

70.90 

MANDWAWARA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


212.70 
7090.00 " 


563.30 
7763.55 ' 


NA 

7976.25 " 


387.82 
7692.65 " 


NA 

2999.07' 


_NA 

3949.13 ' 


NA 

1563.35 " 


_NA 

1985.20" 


567.20 
1084.77' 


425.40 
3048.70" 


255.24 

3613.06' 


583.51 

na' 


_NA 

3647.81' 


649.80 

na' 


_NA 

8984.45 " 


1225.15 

518.28" 


_NA 

2885.63 


360.88 

465.81 


[ NA 

NA 

NA 

9713.30 


197.46 
9555.55 ' 


326.50 

532.ll' 



9235.43 10289.36 


1320.16 

NA 


_NA 

6700.05 " 


395.62 
504.81" 


_NA 

9819.65 


397.04 

505.16 


NA 

NA 

9429.70 

10067.80 


_NA 

7398.42 " 


403.07 
478.58 " 


7338.15 10585.37 


NA 

10617.28" 


371.87 
458.37" 


NA 

8295.30" 


343.87 

439.58' 


_NA 

1098.95 


425.40 

531.75 


_NA 

6878.72 ' 


_NA 

1811.14 " 


63.81 

NA 

179.38 

960.70 


178.67 
1573.98 ' 


NA 

1020.96" 


191.08 
1098.95 ' 


187.53 
1047.90 ' 


_NA 

1212.39' 


NA 

59.56 

i NA 

418.31 


_NA 

2623.30 


MASURI 

NA 

NA 

NA 

NA 

NA 

136.13 

NA 

120.18 

148.89 

NA 

NA 

NA 

NA 

NA 

NA 

113.44 

116.99 

93.94 

NA 

131.87 

76.57 


56.72 

NA 

NA 

NA 

127.62 

MASURI (NEW P/Z) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

124.08 

NA 

NA 

NA 

131.17 

NA 

NA 

NA 


NA 

NA 

NA 

NA 

MATAJIKA BAS 

524.66 

NA 

NA 

NA 

NA 

NA 

73.74 

NA 

1463.38 

776.00 

1286.13 

1269.11 

1444.94 

882.35 

3170.65 

NA 

NA 

687.38 

NA 

1273.01 

NA 

1226.57 

1116.68 

1276.20 

1701.60 

NA 

595.56 

MENASAR 

NA 

680.64 

NA 

NA 

NA 

NA 

NA 

2458.46 

NA 

NA 

NA 

2433.64 

NA 

NA 

0.00 

2729.65 

3615.90 

3651.35 

NA 

NA 

NA 

NA 

NA 

NA 

2580.76 

NA 

2694.20 


NA 

NA 

NA 

8295.30 


MOMASAR 

361.59 

NA 

354.15 

NA 

404.13 

NA 

NA 

383.92 

NA 

367.62 

408.38 

62.39 

NA 

654.76 

368.68 

NA 

354.50 

347.41 

397.04 

589.18 

NA 

NA 

NA 

NA 

467.94 

NA 

NA 

MORKHANA 

NA 

NA 

NA 

299.55 

NA 

306.29 

262.33 

NA 

319.05 

312.32 

312.67 

315.86 

NA 

406.97 

322.60 

319.05 

322.60 

319.76 

296.36 

309.83 

291.75 

396.33 

141.80 

NA 

326.14 

311.96 

311.96 


MUD 

NA 

NA 

NA 

NA 

NA 

1191.12 

1311.65 

NA 

1304.56 

980.90 

1292.15 

1139.01 

NA 

1176.94 

1052.87 

1290.38 

1312.71 

1215.94 

246.02 

812.87 

726.73 

NA 

NA 

1035.14 

NA 

NA 

397.04 

MUKAM 

NA 

NA 

NA 

299.55 

NA 

340.32 

308.42 

NA 

368.68 

370.45 

298.49 

335.00 

NA 

766.78 

333.23 

354.50 

315.51 

326.50 

309.83 

298.84 

277.93 

446.32 

148.89 

NA 

545.93 

397.04 

318.34 


MUNDSAR 

NA 

NA 

NA 

136.13 

NA 

209.86 

164.13 

NA 

205.61 

235.74 

NA 

216.95 

NA 

167.32 

158.46 

163.07 

NA 

197.81 

148.18 

149.60 

89.69 

272.97 

120.53 

NA 

269.42 

NA 

73.74 

NAGAKIDHANI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

122.30 

NA 

120.89 

NA 

NA 

54.95 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


NAGAKIDHANI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

Nagal 

29.42 

NA 

NA 

NA 

NA 

NA 

294.94 

NA 

40.77 

34.03 

NA 

21.27 

832.01 

184.34 

32.26 

NA 

NA 

292.82 

NA 

399.88 

NA 

42.54 

531.75 

751.54 

35.45 

42.54 

42.54 

NAGASAR 

NA 

NA 

NA 

823.50 

NA 

865.69 

865.69 

NA 

950.06 

1050.74 

NA 

NA 

NA 

141.80 

1056.41 

765.72 

744.45 

1481.81 

795.50 

827.05 

604.42 

850.09 

1478.27 

NA 

1758.32 

NA 

1503.08 

NAION Kl BASTI 

NA 

NA 

215.54 

215.54 

NA 

149.60 

118.05 

NA 

97.13 

137.90 

1320.16 

73.38 

NA 

70.90 

84.37 

49.63 

27.65 

34.74 

33.68 

38.29 

20.92 

55.66 

NA 

56.72 

35.45 

NA 

35.45 


NAL 

NA 

NA 

NA 

285.73 

NA 

301.68 

NA 

NA 

326.14 

NA 

NA 

379.67 

NA 

NA 

NA 

NA 

NA 

NA 

589.53 

2845.93 

NA 

NA 

NA 

NA 

531.75 

NA 

NA 

NALBARI 

NA 

NA 

NA 

312.67 

NA 

301.68 

400.23 

NA 

333.23 

862.14 

NA 

NA 

NA 

438.87 

374.00 

553.02 

NA 

567.20 

549.83 

594.14 

368.33 

483.54 

1364.83 

382.86 

446.67 

NA 

725.66 


NATHUSAR 

NA 

NA 

NA 

646.25 

NA 

667.17 

682.06 

NA 

808.26 

632.07 

736.30 

NA 

NA 

847.26 

730.27 

879.16 

864.98 

744.45 

873.49 

747.64 

677.45 

709.00 

967.08 

NA 

765.72 

NA 

709.00 

NAURANGDESAR 

NA 

NA 

NA 

925.95 

NA 

1003.59 

977.36 

NA 

1042.23 

996.85 

1021.32 

989.06 

NA 

881.29 

928.79 

978.42 

889.80 

962.11 

854.35 

847.26 

861.44 

950.06 

776.36 

NA 

864.98 

NA 

0.00 


NAYA KALYANSAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

359.11 

306.29 

NA 

118.05 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NECHWA 

652.64 

NA 

NA 

NA 

NA 

NA 

638.81 

NA 

639.87 

667.17 

632.78 

606.20 

619.31 

333.23 

724.24 

NA 

NA 

NA 

NA 

1066.34 

NA 

NA 

56.72 

368.68 

241.06 

155.98 

177.25 


Nimera 

52.47 

NA 

NA 

NA 

NA 

NA 

656.18 

NA 

34.03 

95.36 

47.50 

53.18 

103.16 

76.22 

104.58 

NA 

NA 

74.80 

NA 

186.47 

NA 

233.97 

198.52 

226.88 

163.07 

NA 

148.89 

NOKHA GAON 

NA 

NA 

NA 

204.19 

NA 

231.49 

216.25 

NA 

226.88 

232.55 

NA 

223.34 

NA 

232.55 

216.25 

233.97 

233.97 

236.10 

208.09 

219.08 

214.83 

199.94 

102.81 

248.15 

276.51 

347.41 

226.88 


163.07 

1049.32 


PARWA 

NA 

NA 

NA 

NA 

NA 

878.10 

793.37 

NA 

1006.78 

886.61 

NA 

810.39 

NA 

843.00 

765.72 

751.54 

783.45 

781.67 

713.96 

724.24 

722.47 

907.88 

333.23 

425.40 

808.26 

730.27 

716.09 

PATLISAR BARA 

NA 

NA 

120.53 

NA 

NA 

106.35 

NA 

101.03 

127.62 

226.88 

110.96 

118.05 

110.96 

127.62 

184.34 

127.62 

127.62 

155.98 

131.87 

NA 

NA 

163.07 

NA 

NA 

163.07 

NA 

141.80 


PEMASAR 

NA 

NA 

NA 

1067.75 

NA 

1082.29 

1049.32 

NA 

1212.39 

1111.36 

1247.84 

1116.68 

NA 

1101.79 

1148.58 

1233.66 

1148.58 

1259.89 

1115.26 

1116.32 

1146.45 

1333.63 

918.16 

NA 

1233.66 

NA 

829.53 

PHAGALWA PZ. 

168.39 

NA 

NA 

NA 

NA 

NA 

154.56 

NA 

NA 

NA 

NA 

145.35 

303.10 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


NA 

42.54 

NA 

375.77 


RAISAR 

NA 

NA 

NA 

917.09 

NA 

1279.75 

970.62 

NA 

1375.46 

862.14 

1320.16 

1327.25 

NA 

854.35 

1663.67 

723.18 

NA 

1481.81 

779.90 

605.84 

1347.81 

1120.22 

1006.78 

NA 

1134.40 

NA 

801.17 

RAJALDESAR 

393.85 

NA 

499.85 

NA 

NA 

404.13 

NA 

410.87 

560.11 

NA 

478.58 

701.56 

NA 

592.02 

524.66 

588.47 

354.50 

538.84 

574.29 

564.72 

NA 

588.47 

NA 

NA 

NA 

NA 

404.13 








































































































































































































































































































































































































































































































































97 


Chloride, mg/I 


2000 


2001 


2002 


Location 


1998 


1999 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 



Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

KOLASAR 

198.52 

1914.30 

553.02 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KOLAYAT 

NA 

602.65 

NA 

NA 

NA 

7090.00 

NA 

NA 

NA 

NA 

NA 

KOLAYAT(PZ) 

NA 

7373.60 

241.06 

7586.30 

6948.20 

NA 

7090.00 

7834.45 

5317.50 

7657.20 

4324.90 

KOTASAR 

196.39 

131.17 

134.71 

NA 

NA 

NA 

NA 

NA 

113.44 

113.44 

70.90 

KUCHORATHUNI 

99.26 

283.60 

NA 

141.80 

106.35 

70.90 

106.35 

106.35 

99.26 

88.63 

106.35 

KUDU 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KUJATI 

794.08 

640.94 

NA 

950.06 

496.30 

NA 

475.03 

709.00 

705.46 

847.26 

864.98 

KUMHARON Kl DHANI 

191.43 

99.26 

120.53 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KUNPALSAR 

NA 

184.34 

198.52 

NA 

NA 

NA 

NA 

NA 

283.60 

180.80 

531.75 

KUNTASAR 

200.65 

219.79 

NA 

NA 

NA 

NA 

NA 

NA 

432.49 

223.34 

258.79 

KUSHUMDESAR 

63.81 

2428.33 

1857.58 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

LACHHARSAR 

574.29 

737.36 

673.55 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

LADERA 

425.40 

446.67 

NA 

1070.59 

411.22 

425.40 

588.47 

425.40 

329.69 

414.77 

425.40 

LADHARIYA 

NA 

737.36 

NA 

NA 

NA 

NA 

NA 

NA 

701.91 

616.83 

599.11 

LADNU 

638.10 

372.23 

432.49 

404.13 

340.32 

NA 

NA 

581.38 

567.20 

701.91 

836.62 

LADNU 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

LAKHASAR 

NA 

131.17 

127.62 

NA 

NA 

NA 

NA 

NA 

194.98 

120.53 

354.50 

LAKHUSAR 

815.35 

716.09 

NA 

744.45 

631.01 

NA 

631.01 

801.17 

145.35 

648.74 

563.66 

LALAMDESAR 

340.32 

347.41 

453.76 

460.85 

354.50 

453.76 

446.67 

457.31 

372.23 

432.49 

545.93 

LALEMDESAR BARA 

141.80 

141.80 

NA 

177.25 

127.62 

106.35 

NA 

148.89 

127.62 

74.45 

NA 

LALEMDESARCHOTA 

173.71 

141.80 

NA 

99.26 

141.80 

106.35 

99.26 

134.71 

113.44 

NA 

205.61 

LEDI 

1573.98 

1701.60 

1573.98 

1616.52 

1545.62 

NA 

NA 

397.04 

1474.72 

1708.69 

1602.34 

LEDI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

LIKHMISAR UTRADA 

NA 

173.71 

NA 

NA 

NA 

NA 

NA 

NA 

322.60 

347.41 

166.62 

MADHOGARH 

567.20 

588.47 

NA 

754.02 

2020.65 

531.75 

1460.54 

670.01 

393.50 

762.18 

698.37 

MALASAR 

301.33 

446.67 

NA 

425.40 

432.49 

425.40 

460.85 

446.67 

386.41 

450.22 

NA 

MALPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MANAKRASAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

272.97 

287.15 

244.61 

MANASAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MANDWAWARA 

NA 

49.63 

63.81 

56.72 

56.72 

70.90 

NA 

70.90 

NA 

NA 

63.81 

MANDWAWARA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MANGLOONA 

NA 

NA 

NA 

446.67 

NA 

NA 

85.08 

53.18 

NA 

404.13 

NA 

MANKASAR 

2481.50 

2481.50 

NA 

2056.10 

1772.50 

1063.50 

822.44 

1226.57 

1116.68 

1563.35 

1499.54 

MASURI 

184.34 

183.63 

NA 

NA 

177.25 

177.25 

NA 

106.35 

191.43 

NA 

NA 

MASURI (NEW P/Z) 

NA 

NA 

NA 

141.80 

120.53 

NA 

NA 

NA 

NA 

NA 

NA 

MATAJIKA BAS 

NA 

623.92 

70.90 

70.90 

70.90 

NA 

NA 

NA 

843.71 

1020.96 

1836.31 

MENASAR 

2226.26 

NA 

3119.60 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MINGSARIYA 

NA 

450.22 

NA 

NA 

NA 

NA 

NA 

NA 

382.86 

418.31 

297.78 

MODAYAT 

9217.00 

9577.53 

NA 

7869.90 

1418.00 

4963.00 

7799.00 

8082.60 

5317.50 

7515.40 

7763.55 

MOKHA 

1382.55 

411.22 

NA 

389.95 

361.59 

389.95 

425.40 

393.50 

308.42 

446.67 

389.95 

MOLANIYA 

439.58 

496.30 

NA 

446.67 

453.76 

453.76 

460.85 

460.85 

372.23 

425.40 

464.40 

MOMASAR 

NA 

251.70 

269.42 

NA 

NA 

NA 

NA 

NA 

70.90 

67.36 

198.52 

MORKHANA 

319.05 

326.14 

NA 

283.60 

311.96 

311.96 

290.69 

304.87 

361.59 

319.05 

333.23 

MUD 

744.45 

1028.05 

92.17 

779.90 

1063.50 

744.45 

744.45 

1020.96 

638.10 

772.81 

744.45 

MUKAM 

560.11 

NA 

NA 

NA 

NA 

389.95 

354.50 

489.21 

191.43 

531.75 

NA 

MUNDSAR 

70.90 

269.42 

NA 

163.07 

134.71 

70.90 

106.35 

134.71 

414.77 

127.62 

99.26 

NAGAKIDHANI 

NA 

NA 

106.35 

NA 

NA 

NA 

NA 

85.08 

NA 

NA 

163.07 

NAGAKIDHANI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

Nagal 

NA 

NA 

553.02 

503.39 

801.17 

382.86 

NA 

822.44 

NA 

389.95 

NA 

NAGASAR 

1701.60 

2240.44 

NA 

2127.00 

NA 

2056.10 

779.90 

1418.00 

NA 

1414.46 

404.13 

NAION Kl BASTI 

99.26 

205.61 

92.17 

233.97 

269.42 

141.80 

248.15 

NA 

194.98 

276.51 

NA 

NAION Kl BASTI(PZ) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

202.07 

212.70 

NA 

265.88 

NAKODESAR 

510.48 

850.80 

NA 

411.22 

475.03 

NA 

475.03 

446.67 

641.65 

478.58 

503.39 

NAL 

NA 

404.13 

680.64 

333.23 

NA 

716.09 

389.95 

453.76 

280.06 

432.49 

485.67 

NALBARI 

361.59 

836.62 

1240.75 

319.05 

319.05 

NA 

NA 

NA 

NA 

NA 

NA 

NANI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NAPASAR 

141.80 

212.70 

106.35 

120.53 

439.58 

127.62 

177.25 

141.80 

127.62 

170.16 

191.43 

NATHUSAR 

1673.24 

723.18 

NA 

553.02 

709.00 

NA 

694.82 

709.00 

163.07 

1159.22 

797.63 

NAURANGDESAR 

NA 

NA 

141.80 

NA 

NA 

765.72 

NA 

NA 

372.23 

666.46 

705.46 

NAYA KALYANSAR 

241.06 

180.80 

120.53 

NA 

NA 

NA 

NA 

NA 

74.45 

63.81 

166.62 

NECHWA 

NA 

NA 

290.69 

NA 

304.87 

652.28 

NA 

283.60 

NA 

255.24 

NA 

Nimera 

NA 

85.08 

70.90 

70.90 

248.15 

70.90 

NA 

NA 

77.99 

28.36 

49.63 

NOKHA GAON 

226.88 

208.80 

NA 

212.70 

241.06 

233.97 

276.51 

241.06 

216.25 

446.67 

290.69 

PALANA 

141.80 

141.80 

191.43 

177.25 

141.80 

NA 

184.34 

191.43 

NA 

223.34 

177.25 

PARIHARA 

631.01 

1559.80 

723.18 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PARWA 

709.00 

439.58 

709.00 

425.40 

155.98 

453.76 

439.58 

425.40 

464.40 

265.88 

457.31 

PATLISAR BARA 

1063.50 

152.44 

163.07 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PEMASAR 

1169.85 

1155.67 

NA 

1134.40 

1134.40 

1311.65 

1290.38 

177.25 

896.89 

1162.76 

1130.86 

PHAGALWA PZ. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

184.34 

NA 

113.44 

148.89 

Piprali 

NA 

NA 

63.81 

35.45 

NA 

NA 

NA 

21.27 

NA 

28.36 

NA 

PUNRASAR 

NA 

492.76 

361.59 

NA 

NA 

NA 

NA 

NA 

319.05 

319.05 

131.17 

RAISAR 

992.60 

1042.23 

NA 

638.10 

NA 

1091.86 

1077.68 

1063.50 

638.10 

1120.22 

1130.86 

RAJALDESAR 

389.95 

414.77 

361.59 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RAJEROO 

NA 

159.53 

NA 

NA 

NA 

NA 

NA 

NA 

159.53 

251.70 

131.17 


2003 


Pre Post 

Monsoon Monsoon 
1666.15 NA 


Chloride, mg/I 


Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

1106.04 

NA 

1162.76 

1077.68 

1077.68 

NA 

NA 

NA 

1223.73 

1130.86 

NA 

2524.04 

2198.00 

1250.00 


















































































































































































































































































































































































































































































































































1984 


1985 


1986 


1987 


Chloride, mg/I 


Location 


1988 


1989 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 



Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

RANDHISAR 

NA 

NA 

1666.15 

NA 

1701.60 

538.84 

NA 

2290.07 

NA 

2355.30 

NA 

1949.75 

RANISAR 

NA 

NA 

NA 

938.01 

NA 

938.01 

872.43 

NA 

935.88 

902.56 

2744.54 

963.53 

RANJEETPURA 

NA 

NA 

1223.03 

1223.03 

NA 

1197.86 

1197.86 

NA 

5530.20 

1351.35 

5211.15 

1244.30 

RANJEETPURA(PZ) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

Ranoli 

65.58 

NA 

NA 

NA 

NA 

NA 

69.48 

NA 

81.54 

88.27 

88.27 

77.99 

RASHIDPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RASHIDPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RASHIDPURA PZ. 

161.30 

NA 

NA 

NA 

NA 

NA 

421.15 

NA 

122.66 

NA 

NA 

92.17 

RASISAR 

NA 

NA 

NA 

NA 

NA 

530.69 

524.66 

NA 

567.20 

542.03 

541.68 

NA 

RATANGARH 

191.79 

199.23 

241.06 

NA 

NA 

NA 

NA 

269.42 

418.31 

1687.42 

NA 

297.78 

RAWASAR 

NA 

NA 

NA 

799.04 

NA 

760.76 

748.00 

NA 

723.18 

709.00 

791.95 

NA 

REENGAN 

1865.02 

1992.29 

1783.14 

NA 

2183.72 

1616.52 

356.98 

357.34 

620.38 

751.54 

NA 

173.71 

Rewasa 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RIDMALSAR 

NA 

NA 

NA 

861.44 

NA 

435.68 

846.19 

NA 

NA 

882.35 

972.75 

966.72 

RIRI 

484.60 

NA 

426.11 

NA 

NA 

538.84 

NA 

370.45 

183.63 

88.63 

585.28 

99.26 

Roopgarh 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

Rulyani 

424.34 

NA 

NA 

NA 

NA 

NA 

400.23 

NA 

898.30 

NA 

579.96 

439.58 

RUNIA BARABAS 

NA 

NA 

NA 

551.60 

NA 

NA 

432.85 

NA 

489.21 

437.81 

NA 

290.34 

SABALPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SABALPURA PZ. 

42.19 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

61.33 

40.77 

34.03 

46.09 

SAJANWASI 

NA 

NA 

NA 

176.90 

NA 

176.90 

175.83 

NA 

950.06 

196.04 

NA 

NA 

SALASAR 

NA 

NA 

343.87 

NA 

NA 

397.04 

NA 

343.51 

NA 

367.62 

353.79 

375.06 

SALASAR 

1974.21 

NA 

1856.87 

NA 

1843.40 

1900.12 

NA 

1845.53 

1896.58 

NA 

NA 

2688.88 

SAMANDSAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

269.42 

NA 

NA 

272.26 

298.84 

SANWALODAPUR. 

66.65 

NA 

NA 

NA 

NA 

NA 

277.22 

NA 

292.82 

204.19 

190.37 

191.43 

SANWATSAR 

148.18 

NA 

99.26 

NA 

NA 

198.52 

NA 

181.86 

136.13 

88.63 

NA 

311.96 

SARDI 

129.39 

289.63 

499.85 

255.24 

219.79 

212.70 

NA 

201.00 

249.21 

205.61 

229.01 

NA 

SARDI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SAWALODA PUR.PZ 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SEHJRASAR NAYA 

NA 

NA 

NA 

903.27 

NA 

663.98 

930.21 

NA 

NA 

544.87 

917.09 

NA 

SERUNA 

NA 

NA 

198.52 

NA 

NA 

NA 

NA 

NA 

197.10 

639.87 

190.72 

361.59 

SEWAD BARI 

154.56 

NA 

NA 

NA 

NA 

NA 

171.93 

NA 

163.43 

47.50 

163.07 

163.07 

SHAHPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SHAHPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SHERUNA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SHIVBARI 

NA 

NA 

NA 

156.69 

NA 

151.02 

196.75 

NA 

NA 

626.40 

NA 

NA 

SHYAMGARH 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SHYAMPURA 

197.46 

222.27 

227.94 

NA 

290.69 

283.60 

370.45 

321.53 

404.13 

382.86 

367.62 

NA 

SHYAMPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SHYAMPURA Pz. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

Sikar 

17.02 

NA 

NA 

NA 

NA 

NA 

98.20 

NA 

NA 

20.56 

NA 

120.53 

SIKAR FATEHPUR R PZ. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SIKAR Shastri N Pz. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SIKAR SHEOS.P PZ. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SIKRALI 

386.76 

522.53 

613.29 

NA 

NA 

638.10 

NA 

NA 

616.83 

NA 

521.12 

312.67 

SINDHU 

NA 

NA 

NA 

278.99 

NA 

265.52 

295.30 

NA 

290.69 

290.69 

NA 

NA 

SINTHAL 

NA 

NA 

NA 

95.36 

NA 

104.93 

98.55 

NA 

460.85 

154.92 

243.19 

204.19 

SOBHASAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SOBHASAR 

582.09 

NA 

574.29 

NA 

758.63 

645.19 

NA 

525.37 

560.11 

476.45 

NA 

553.02 

SOMASAR 

NA 

NA 

1609.08 

NA 

NA 

1786.68 

NA 

754.38 

850.80 

737.36 

790.54 

791.95 

SOWA 

NA 

NA 

NA 

368.33 

NA 

415.47 

170.52 

NA 

368.68 

399.52 

367.97 

379.67 

SUJANGARH 

278.28 

NA 

292.11 

NA 

354.50 

347.41 

NA 

444.54 

723.18 

436.04 

492.76 

999.69 

SURDHANA 

NA 

NA 

NA 

251.70 

NA 

72.32 

255.95 

NA 

264.10 

175.12 

NA 

NA 

SURGARA 

NA 

NA 

NA 

NA 

NA 

1225.15 

NA 

NA 

NA 

1285.06 

917.09 

846.55 

SURGARA(PZ) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

3057.21 

3062.88 

TANWARWALA (PZ) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

TEJRASAR 

NA 

NA 

NA 

54.59 

NA 

78.70 

65.58 

NA 

77.99 

67.36 

97.13 

124.43 

THAWARIYA 

NA 

NA 

NA 

180.80 

NA 

163.43 

203.48 

NA 

191.43 

203.48 

201.36 

197.81 

THET 

290.69 

NA 

NA 

NA 

NA 

NA 

238.58 

NA 

108.83 

489.92 

NA 

166.62 

THUKARIYASAR 

180.80 

NA 

182.21 

NA 

NA 

163.07 

NA 

168.39 

NA 

149.60 

122.66 

173.71 

TILOKPURA PZ. 

32.97 

NA 

NA 

NA 

NA 

NA 

186.11 

NA 

34.03 

20.56 

34.03 

39.00 

TODI-MADHOPUR 

85.44 

NA 

NA 

NA 

NA 

NA 

59.56 

NA 

27.30 

26.94 

40.77 

31.91 

TUNWA 

400.23 

NA 

NA 

NA 

NA 

NA 

466.88 

NA 

NA 

701.20 

244.96 

496.30 

UDAIRAMSAR 

NA 

NA 

NA 

NA 

NA 

207.74 

NA 

NA 

159.88 

NA 

NA 

NA 

UDRASAR 

1098.95 

NA 

1120.93 

236.10 

NA 

531.04 

219.79 

525.37 

368.68 

254.18 

236.10 

242.48 

UPNI 

145.35 

NA 

148.89 

NA 

NA 

163.07 

NA 

NA 

NA 

170.16 

149.60 

194.62 

UTTAMDESAR 

NA 

NA 

NA 

618.25 

NA 

806.84 

891.92 

NA 

1084.77 

1046.48 

708.65 

NA 

Sub Basin: Sub 5 

AAU 

2722.56 

1454.87 

1332.92 

1212.39 

992.60 

574.29 

553.02 

554.44 

957.15 

902.56 

950.06 

583.15 

AJASAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

AJASAR 

NA 

NA 

769.27 

NA 

886.25 

NA 

NA 

NA 

779.90 

NA 

NA 

NA 

AJASAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

AKAL 

NA 

NA 

49.63 

NA 

92.17 

NA 

49.63 

NA 

NA 

67.36 

NA 

272.26 

AMARPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


_1990_1991_1992_1993_1994_1995_1996_19 

Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre 

Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 

NA 2297.16 1942.66 2254.62 2056.10 1885.94 1518.32 NA NA 1106.04 NA NA 2084.46 NA 1885.94 




























































































































































































































































































































































































































































































































Chloride, mg/I 


RANDHISAR 


97_ 

Post 

Monsoon 

276.51 


Monsoon Monsoon 


RANISAR 

3119.60 

RANJEETPURA 

4254.00 

RANJEETPURA(PZ) 

NA 

Ranoli 

NA 

RASHIDPURA 

NA 

RASHIDPURA 

NA 

RASHIDPURA PZ. 

NA 

RASISAR 

NA 

RATANGARH 

0.00 

RAWASAR 

779.90 

REENGAN 

556.57 

Rewasa 

NA 

RIDMALSAR 

602.65 

RIRI 

NA 

Roopgarh 

NA 

Rulyani 

NA 

RUNIA BARABAS 

418.31 

SABALPURA 

NA 

SABALPURA PZ. 

NA 

SAJANWASI 

163.07 

SALASAR 

375.77 

SALASAR 

680.64 

SAMANDSAR 

290.69 

SANWALODAPUR. 

NA 

SANWATSAR 

134.71 

SARDI 

42.54 

SARDI 

NA 

SAWALODA PUR.PZ 

NA 

SEHJRASAR NAYA 

928.79 

SERUNA 

134.71 

SEWAD BARI 

NA 

SHAHPURA 

NA 

SHAHPURA 

NA 

SHERUNA 

NA 

SHIVBARI 

198.52 

SHYAMGARH 

NA 

SHYAMPURA 

NA 

SHYAMPURA 

NA 

SHYAMPURA Pz. 

NA 

Sikar 

NA 

SIKAR FATEHPUR R PZ. 

NA 

SIKAR Shastri N Pz. 

NA 

SIKAR SHEOS.P PZ. 

NA 

SIKRALI 

326.14 

SINDHU 

NA 

SINTHAL 

NA 

SOBHASAR 

NA 

SOBHASAR 

524.66 

SOMASAR 

NA 

SOWA 

354.50 

SUJANGARH 

NA 

SURDHANA 

120.53 

SURGARA 

NA 

SURGARA(PZ) 

NA 

TANWARWALA (PZ) 

4750.30 

TEJRASAR 

99.26 

THAWARIYA 

248.15 

THET 

NA 

THUKARIYASAR 

NA 

TILOKPURA PZ. 

NA 

TODI-MADHOPUR 

NA 

TUNWA 

NA 

UDAIRAMSAR 

NA 

UDRASAR 

269.42 

UPNI 

NA 

UTTAMDESAR 

198.52 


Sub Basin: Sub 5 

AAU 


170.16 

NA 

3686.80 

NA 



1361.28 

680.64 

1233.66 

NA 



163.07 

588.47 

0.00 

340.32 



329.69 


NA 

63.81 


NA 

595.56 


404.13 

354.50 


389.95 

127.62 


475.03 

3048.70 


5175.70 

92.17 


219.79 

432.49 


198.52 

NA 


NA 

NA 


NA 

85.08 


180.80 

254.53 


| 1999 | 

Pre 

Monsoon 

Post 

Monsoon 

NA 

NA 

2977.80 

70.90 

3545.00 

3828.60 

NA 

NA 

NA 

NA 

120.53 

56.72 

NA 

NA 

NA 

NA 

NA 

531.75 

NA 

NA 

701.91 

744.45 

212.70 

602.65 

NA 

NA 

609.74 

638.10 

NA 

NA 

42.54 

85.08 

276.51 

NA 

439.58 

170.16 

NA 

NA 

NA 

NA 

1630.70 

177.25 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

283.60 

226.88 

NA 

NA 

NA 

NA 

751.54 

879.16 

NA 

NA 

120.53 

NA 

262.33 

NA 

NA 

NA 

NA 

NA 

319.05 

219.79 

NA 

NA 

311.96 

340.32 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

283.60 

148.89 

77.99 

NA 

NA 

NA 

NA 

NA 

NA 

389.95 

354.50 

NA 

NA 

155.98 

198.52 

2127.00 

NA 

2906.90 

NA 

4821.20 

5317.50 

77.99 

77.99 

191.43 

233.97 

418.31 

219.79 

NA 

NA 

28.36 

35.45 

35.45 

21.27 

NA 

581.38 

NA 

NA 

290.69 

127.62 

NA 

NA 

212.70 

106.35 


AJASAR 

NA 

AJASAR 

765.72 


AJASAR 

AKAL 


AMARPURA 


567.20 

560.11 

NA 

NA 

751.54 

779.90 

NA 

NA 

NA 

NA 

NA 

NA 


| 2000 | 

Pre 

Monsoon 

Post 

Monsoon 

NA 

NA 

148.89 

1389.64 

3828.60 

2694.20 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

567.20 

616.83 

NA 

NA 

NA 

694.82 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

42.54 

NA 

NA 

NA 

177.25 

NA 

NA 

NA 

NA 

NA 

283.60 

205.61 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

886.25 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

191.43 

141.80 

NA 

815.35 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

212.70 

NA 

NA 

NA 

NA 

NA 

NA 

63.81 

198.52 

NA 

NA 

NA 

NA 

NA 

NA 

361.59 

368.68 

NA 

NA 

NA 

120.53 

NA 

425.40 

NA 

2765.10 

4608.50 

4254.00 

99.26 

127.62 

212.70 

248.15 

269.42 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

779.90 

467.94 

NA 

NA 

NA 

92.17 


567.20 

567.20 

NA 

NA 

794.08 

808.26 

NA 

NA 

NA 

NA 

NA 

NA 


! 2001 | 

Pre 

Monsoon 

Post 

Monsoon 

NA 

NA 

1134.40 

77.99 

1435.73 

2020.65 

NA 

NA 

134.71 

NA 

113.44 

NA 

NA 

NA 

NA 

NA 

517.57 

297.78 

NA 

NA 

730.27 

567.20 

219.79 

241.06 

NA 

NA 

NA 

NA 

NA 

170.16 

NA 

56.72 

226.88 

NA 

NA 

141.80 

NA 

NA 

NA 

NA 

202.07 

152.44 

NA 

322.60 

NA 

NA 

NA 

106.35 

NA 

NA 

NA 

88.63 

184.34 

134.71 

NA 

NA 

NA 

NA 

1028.05 

694.82 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

106.35 

191.43 

439.58 

NA 

NA 

255.24 

489.21 

NA 

NA 

NA 

NA 

77.99 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

202.07 

191.43 

NA 

NA 

NA 

NA 

NA 

NA 

326.14 

336.78 

NA 

NA 

127.62 

131.17 

382.86 

NA 

2215.63 

NA 

4892.10 

4519.88 

155.98 

NA 

276.51 

311.96 

NA 

389.95 

NA 

106.35 

NA 

NA 

35.45 

NA 

NA 

NA 

NA 

NA 

283.60 

311.96 

NA 

163.07 

141.80 

70.90 


595.56 

581.38 

NA 

NA 

779.90 

765.72 

NA 

NA 

NA 

NA 

NA 

NA 


| 2002 | 

Pre 

Monsoon 

Post 

Monsoon 

NA 

NA 

2552.40 

131.17 

1435.73 

2396.42 

NA 

2127.00 

77.99 

NA 

99.26 

106.35 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

879.16 

864.98 

602.65 

602.65 

NA 

NA 

NA 

928.79 

223.34 

212.70 

191.43 

212.70 

233.97 

NA 

NA 

170.16 

NA 

NA 

NA 

NA 

184.34 

436.04 

400.59 

404.13 

NA 

NA 

202.07 

223.34 

NA 

NA 

102.81 

85.08 

106.35 

134.71 

NA 

NA 

NA 

NA 

946.52 

166.62 

NA 

NA 

NA 

NA 

NA 

290.69 

NA 

NA 

99.26 

109.90 

255.24 

276.51 

808.26 

NA 

517.57 

446.67 

NA 

NA 

NA 

NA 

63.81 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

113.44 

77.99 

NA 

NA 

NA 

NA 

NA 

NA 

319.05 

379.32 

NA 

NA 

166.62 

124.08 

NA 

638.10 

NA 

3264.95 

4963.00 

NA 

95.72 

138.26 

233.97 

230.43 

319.05 

361.59 

194.98 

397.04 

NA 

NA 

35.45 

NA 

NA 

NA 

NA 

NA 

815.35 

971.33 

159.53 

223.34 

63.81 

66.65 


_ Chloride, mg/I _ 

_2003_ 2004 2005 2006 2007 2008 2009 

Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post 

Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 


567.20 

560.11 

NA 

NA 

744.45 

645.19 

NA 

NA 

NA 

NA 

42.54 

NA 


198.52 

223.34 

3190.50 

2360.97 



450.22 

432.49 

2339.70 

NA 

152.44 

202.07 

NA 

NA 

152.44 

315.51 

0.00 

NA 

NA 

NA 

NA 

NA 

709.00 

NA 

NA 

NA 

NA 

NA 

NA 

255.24 

290.69 

NA 

382.86 

280.06 

336.78 

311.96 

723.18 

NA 

567.20 

397.04 

NA 

NA 

42.54 

NA 

81.54 

NA 

NA 

NA 

141.80 

99.26 

NA 

NA 

333.23 

NA 

NA 

NA 

124.08 

223.34 

NA 

NA 

659.37 

NA 

694.82 

NA 

3296.85 

368.68 

503.39 

NA 

166.62 

191.43 

584.93 

1134.40 

3094.79 

2836.00 

4665.22 

5317.50 

166.62 

106.35 

372.23 

187.89 

340.32 

347.41 

NA 

329.69 

NA 

28.36 

17.73 

NA 

NA 

NA 

NA 

NA 

212.70 

701.91 

283.60 

198.52 

209.16 

131.17 


560.11 

638.10 

NA 

NA 

779.90 

850.80 

NA 

NA 

NA 

NA 

NA 

NA 


560.11 

553.02 

NA 

NA 

794.08 

723.18 

NA 

NA 

NA 

NA 

NA 

NA 


NA 


241.06 
2935.26 " 


_NA 

99.26 " 


70.90 

na" 


_NA 

389.95 " 


723.18 
765.72 " 


_NA 

na" 


_NA 

329.69 " 


28.36 

241.06" 


191.43 

na" 


_NA 

287.15 " 


496.30 
2729.65 " 


248.15 

na" 


85.08 

na" 


_NA 

na" 


1020.96 

na" 


148.89 
262.33 " 


_NA 

287.15 " 


336.78 
570.75 " 


_NA 

na" 


_NA 

141.80" 


_NA 

56.72 " 


_NA 

333.23 " 


_NA 

170.16" 


_NA 

709.00 " 


694.82 
404.13 " 


659.37 
212.70 " 


560.11 
3155.05 " 


5140.25 
680.64" 


NA 


322.60 

2694.20 


_NA 

21.27 


92.17 

NA 


_NA 

393.50 


_NA 

1056.41 


_NA 

NA 


_NA 

737.36 


35.45 

248.15 


294.24 

106.35 


_NA 

942.97 


223.34 

NA 


297.78 

NA 


127.62 

NA 


_NA 

NA 


1134.40 

NA 


134.71 

283.60 


_NA 

272.97 


382.86 

NA 


_NA 

NA 


_NA 

99.26 


_NA 

99.26 


NA 


436.04 

223.34 

382.86 

418.31 

382.86 

432.49 

NA 

28.36 

35.45 

35.45 

NA 

404.13 

NA 

NA 

1751.23 

801.17 

134.71 

159.53 

184.34 

191.43 


631.01 

595.56 

NA 

NA 

836.62 

836.62 

NA 

NA 

NA 

NA 

NA 

NA 


NA 


2063.19 
0.00 " 


NA 

NA 

70.90 

106.35 


_NA 

191.43 


_NA 

166.62 


2424.78 

3013.25 


_NA 

272.97 


106.35 

na" 


_NA 

755.09 " 


765.72 

na" 


701.91 

na" 


_NA 

864.98 " 


42.54 

255.24" 


177.25 
163.07 " 


_NA 

265.88 " 


375.77 

na" 


205.61 

na" 


120.53 
297.78 " 


_NA 

na" 


_NA 

na" 


212.70 
283.60 " 


_NA 

130.46 " 


329.69 
496.30" 


779.90 

na" 


_NA 

92.17" 


_NA 

113.44" 


_NA 

319.05 " 


_NA 

170.16" 


_NA 

609.74 " 


510.48 
205.61" 


694.82 

170.16" 


744.45 
3438.65 " 


_NA 

na" 


233.62 
453.76 " 


864.98 

42.54" 


42.54 

na" 


_NA 

1428.64 " 


158.11 

na" 


106.35 

NA 


_NA 

NA 


765.72 

NA 


1219.48 

NA 


_NA 

NA 


21.27 

311.96 


_NA 

85.08 


NA 


NA 

184.34" 


NA 

na" 


NA 

na" 


155.98 
283.60" 


NA 

na" 


NA 

148.89 " 


1042.23 

na" 


NA 

92.17 " 


NA 

141.80 " 


NA 

na" 


NA 

na" 


666.46 
496.30" 


517.57 

na" 


567.20 

609.74 

NA 

NA 

864.98 

794.08 

NA 

NA 

NA 

NA 

NA 

NA 


NA 


2134.09 

na" 


_NA 

141.80 " 


77.99 

na" 


NA 


205.61 
3438.65 " 


NA 
148.89 " 


63.81 

na" 


NA 

NA 

NA 

623.92 


_NA 

482.12' 


446.67 
56.72 ' 


35.45 

na' 


_NA 

1106.04' 


70.90 

113.44' 


_NA 

794.08 


482.12 

21.27 


_NA 

326.14 


42.54 

244.61 


595.56 

163.07 


_NA 

659.37 


106.35 

NA 


120.53 

NA 


205.61 

241.06 


_NA 

NA 


1063.50 

NA 


170.16 

NA 


276.51 

233.97 


333.23 

340.32 


694.82 

NA 


28.36 

113.44 


_NA 

269.42 


_NA 

NA 


_NA 

184.34 


_NA 

NA 


_NA 

290.69 


_NA 

113.44 


_NA 

3006.16 


5530.20 

127.62 


375.77 

496.30 


297.78 

NA 


751.54 

NA 


_NA 

326.14 


127.62 

198.52 


326.14 

602.65 

NA 

NA 

815.35 

974.88 

NA 

NA 

NA 

NA 

NA 

NA 


NA 


0.00 

3133.78" 


_NA 

134.71" 


63.81 

na" 


_NA 

na" 


935.88 
935.88 " 


_NA 

na" 


_NA 

411.22" 


184.34 

233.97" 


120.53 

42.54" 


_NA 

226.88" 


347.41 

na" 


191.43 

na" 


170.16 

na" 


_NA 

na" 


1006.78 

na" 


NA 


170.16 

3013.25 


_NA 

141.80 


70.90 

NA 


_NA 

751.54 


_NA 

815.35 


475.03 

NA 


_NA 

914.61 


496.30 

255.24 


_NA 

56.72 


_NA 

148.89 


439.58 

NA 


127.62 

NA 


63.81 

276.51 


_NA 

NA 


864.98 

NA 


1 120.53 

141.80 

290.69 

283.60 


_NA 

184.34 " 


361.59 

326.14" 


_NA 

na" 


_NA 

85.08 " 


_NA 

155.98" 


_NA 

333.23 " 


_NA 

127.62 " 


_NA 

na" 


503.39 
248.15 " 


_NA 

85.08 " 


3147.96 
3147.96 " 


4736.12 
120.53 " 


432.49 
609.74" 


347.41 
35.45 " 


28.36 

na" 


_NA 

411.22" 


134.71 
198.52 " 


_NA 

219.79 


311.96 

NA 


595.56 

NA 


_NA 

92.17 


_NA 

85.08 


_NA 

NA 


_NA 

148.89 


_NA 

NA 


_NA 

326.14 


_NA 

NA 


3119.60 

NA 


_NA 

NA 


560.11 

524.66 


347.41 

35.45 


_NA 

NA 


_NA 

276.51 


233.97 

191.43 


524.66 

666.46 

NA 

NA 

974.88 

850.80 

NA 

709.00 

NA 

NA 

NA 

NA 


NA 


205.61 
2268.80 " 


_NA 

127.62 " 


77.99 

na" 


_NA 

561.53 " 


75.15 
818.90 " 


NA 


190.37 
2559.49 " 


NA 
148.89 " 


63.81 

na" 


NA 

na" 


77.99 

821.73" 


638.10 

716.09 

NA 

NA 



NA 

NA 

93.59 

NA 


347.41 

na" 


155.98 

na" 


219.79 

567.20" 


_NA 

na" 


974.88 

na" 


163.07 
297.78 " 


_NA 

219.79" 


333.23 
333.23 " 


1063.50 

na" 


_NA 

106.35 " 


_NA 

198.52 " 


375.77 
2456.69 " 


127.62 

na" 


155.98 
467.94" 


NA 

na" 


1306.69 

na" 


148.89 

319.05" 


NA 

175.12" 


345.28 
340.32 " 


964.24 

na" 


NA 
106.35 " 


NA 

170.16" 


NA 

NA 

313.73 

NA 


288.56 
99.26 " 


_NA 

357.69 " 


555.15 
522.53 " 


_NA 

113.44" 


2162.45 

na" 


_NA 

85.08 " 


405.55 

815.35" 


744.45 
35.45 " 


_NA 

na" 


_NA 

226.17 " 


127.62 
158.82 " 


NA 

67.36" 


NA 

na" 


631.72 

na" 


NA 

87.56" 


2492.14 

na" 


NA 

148.18" 


NA 

35.45 " 


693.76 

28.36" 


NA 

na" 


NA 

1044.00 " 


87.56 

195.33" 


517.57 

NA 

NA 

NA 

808.26 

751.54 

NA 

NA 

NA 

NA 

NA 

NA 


NA 


177.25 

2213.14 


_NA 

134.71 


70.90 

NA 


_NA 

388.18 


439.58 

784.86 


489.21 

NA 


_NA 

205.97 


42.54 

276.51 


169.10 

70.90 


_NA 

181.86 


349.54 

482.12 


105.29 

NA 


91.11 

510.48 


_NA 

NA 


971.69 

NA 


155.98 

NA 


_NA 

172.29 


744.45 

NA 


184.34 

NA 


_NA 

106.35 


_NA 

184.34 


_NA 

340.32 


_NA 

NA 


_NA 

354.50 


1134.40 

NA 


_NA 

99.26 


2213.14 

NA 


_NA 

77.99 


_NA 

113.44 


641.29 

28.36 


_NA 

NA 


_NA 

829.53 


91.11 

124.43 


Pre 

Monsoon 

Post 

Monsoon 

NA 

NA 


NA 

531.75 

NA 

NA 

NA 

893.34 

NA 

NA 

NA 

NA 

NA 

NA 


79.00 

2361.00 


_NA 

113.44 


85.08 

NA 


NA 

NA 

NA 

NA 


NA 

177.25 

NA 

NA 



.00 

84.00 

.53 

99.26 


113.00 

96.00 

411.00 

2221.00 

135.00 

108.00 

NA 

NA 

291.00 

485.00 

NA 

645.19 

453.76 

NA 

NA 

NA 

837.00 

657.00 

135.00 

102.00 

155.98 

148.89 

347.41 

326.14 

NA 

NA 

NA 

NA 

279.00 

26.00 

354.50 

28.36 

NA 

545.93 

935.88 

NA 

NA 

NA 

170.16 

99.26 

NA 

NA 

NA 

NA 

NA 

NA 

298.00 

319.00 

NA 

NA 

NA 

NA 

461.00 

319.00 

461.00 

319.00 

588.00 

498.00 

383.00 

370.00 

NA 

NA 

99.00 

0.00 

1496.00 

1123.00 

NA 

NA 

NA 

NA 

64.00 

0.00 

489.00 

346.00 

127.62 

106.35 

227.00 

223.00 

127.62 

35.45 

NA 

NA 

NA 

NA 

269.00 

42.00 

284.00 

262.00 

NA 

NA 

142.00 

83.00 


517.57 

56.72 

NA 

950.06 

893.34 

NA 

NA 

NA 

NA 

NA 

NA 

NA 





































































































































































































































































































































































































































































































































1984 


1985 


1986 


1987 


Chloride, mg/I 


Location 


1988 


1989 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 



Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

ARWAR 

61.33 

48.21 

48.21 

42.54 

85.08 

49.63 

67.36 

46.79 

108.48 

49.63 

104.93 

451.99 

ASRASAR 

195.33 

NA 

199.23 

NA 

113.44 

113.44 

NA 

725.66 

730.27 

NA 

138.96 

274.38 

AWAI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

AWAI 

NA 

NA 

NA 

NA 

NA 

517.57 

964.24 

978.42 

1148.58 

1445.65 

NA 

1181.19 

BADORA GAON 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BADORA GAON 

NA 

NA 

148.89 

155.98 

155.98 

NA 

163.07 

NA 

NA 

NA 

NA 

NA 

BAISHAKHI 

NA 

NA 

NA 

NA 

155.98 

NA 

177.25 

163.07 

NA 

148.18 

NA 

208.45 

BAMBOO 

343.51 

NA 

340.32 

NA 

354.50 

347.41 

NA 

343.51 

368.68 

NA 

NA 

418.31 

BAMNU 

823.50 

1098.95 

1045.78 

1340.01 

1169.85 

1067.05 

1382.55 

1154.61 

896.89 

862.14 

1006.78 

1153.19 

BANSA 

183.63 

368.68 

163.07 

127.62 

141.80 

175.48 

301.33 

NA 

120.53 

177.25 

NA 

152.79 

BANTHRI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1361.64 

BANURA 

32.97 

NA 

NA 

NA 

NA 

NA 

475.03 

NA 

47.50 

34.03 

40.77 

39.00 

BAP 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BAPINI 

NA 

82.95 

70.90 

77.99 

81.54 

120.53 

77.99 

81.54 

81.54 

77.64 

42.54 

84.02 

BARAMSAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BARAMSAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BARANI 

1526.83 

1602.34 

NA 

1729.96 

2162.45 

1800.86 

2286.53 

1835.96 

1751.23 

NA 

1599.50 

1210.97 

BARI DHANI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BARLI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


NA 

NA 

496.30 

NA 

NA 

496.30 

460.85 

439.58 

744.45 

219.79 

NA 

353.79 

BARU 

NA 

NA 

989.06 

1042.23 

2339.70 

1914.30 

960.70 

923.12 

1028.05 

919.57 

460.85 

757.21 

BEDEO 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BEECHAWA 

449.15 

446.67 

NA 

453.76 

439.58 

366.91 

430.72 

402.00 

425.40 

446.67 

415.12 

354.15 

BHADALIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

958.57 

BHADANA 

374.35 

NA 

NA 

56.72 

NA 

63.81 

659.37 

53.53 

NA 

77.99 

680.64 

60.27 

BHADLA 

NA 

NA 

NA 

408.38 

NA 

387.82 

380.38 

NA 

348.83 

399.52 

395.98 

312.67 

BHADRIYA 

NA 

NA 

581.38 

NA 

1063.50 

1176.94 

NA 

1091.86 

1233.66 

NA 

NA 

2709.80 

BHADRIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHAGATPURA 

62.39 

NA 

NA 

NA 

NA 

NA 

70.19 

NA 

54.59 

95.36 

61.33 

63.81 

BHAGU KAGOAN 

NA 

NA 

NA 

NA 

382.86 

NA 

425.40 

233.97 

NA 

NA 

NA 

408.38 

BHAIRWA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHAIRWA 

NA 

NA 

NA 

NA 

NA 

NA 

191.43 

NA 

NA 

NA 

NA 

NA 

BHAIRWA (P/Z) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHAKHARI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHAKHARI 

NA 

NA 

NA 

NA 

NA 

1418.00 

NA 

1772.50 

1758.32 

NA 

NA 

163.43 

BHAKHARI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHAKROD 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1006.78 

BHAWAD 

952.90 

570.75 

709.00 

460.85 

574.29 

723.18 

446.67 

NA 

NA 

368.68 

374.35 

423.63 

B HAW LA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHELOO 

NA 

NA 

NA 

528.21 

NA 

565.07 

NA 

NA 

609.74 

604.42 

110.96 

114.86 

BHIKAMPUR 

NA 

NA 

NA 

819.96 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHINYASAR 

735.23 

1513.01 

2084.46 

737.36 

1148.58 

744.45 

709.00 

709.00 

765.72 

666.82 

744.45 

833.78 

BHOJASAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHOJASAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

921.70 

NA 

NA 

NA 

NA 

BHOJASAR 

1014.23 

529.62 

535.30 

535.30 

535.30 

549.48 

545.93 

712.55 

542.39 

559.05 

538.84 

534.94 

BHOJKA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHOJKA 

NA 

NA 

NA 

NA 

269.42 

NA 

283.60 

319.05 

NA 

NA 

NA 

367.62 

BHOJKA (P/Z) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BIKAMPUR 

NA 

NA 

NA 

NA 

NA 

816.77 

769.27 

NA 

1070.59 

806.49 

549.48 

165.91 

BIRAMDEORA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BIRAMDEORA 

NA 

NA 

1673.24 

NA 

971.33 

1042.23 

NA 

1035.14 

NA 

985.16 

NA 

1020.96 

BIRAMDEORA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BIRLOKA 

156.69 

NA 

NA 

148.89 

NA 

NA 

175.48 

134.00 

NA 

148.89 

NA 

NA 

BOA 

NA 

NA 

1524.35 

1573.98 

1843.40 

NA 

1602.34 

1219.48 

NA 

1117.03 

NA 

1042.23 

BOSERI 

408.38 

317.28 

338.90 

297.78 

510.48 

1474.72 

660.08 

NA 

1655.52 

169.45 

NA 

34.74 

BUNGARI 

NA 

288.92 

358.05 

283.60 

361.59 

528.21 

783.45 

1115.97 

NA 

130.10 

NA 

NA 

CHACHA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

CHACHA 

NA 

NA 

3374.84 

3296.85 

3367.75 

3580.45 

3757.70 

3651.35 

0.00 

NA 

NA 

2348.21 

CHACHA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

CHADI 

510.48 

646.61 

517.57 

NA 

450.22 

471.49 

815.35 

614.35 

439.58 

639.87 

978.42 

1195.02 

CHAKU 

476.45 

481.41 

475.03 

475.03 

577.84 

492.40 

478.58 

484.25 

492.76 

448.09 

NA 

472.19 

CHANDAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

CHANDAN 

NA 

NA 

553.02 

NA 

283.60 

NA 

609.74 

482.12 

4112.20 

323.30 

NA 

285.73 

CHANDAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

CHANDAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

CHANDSAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

CHANDSAR 

NA 

NA 

NA 

NA 

NA 

801.17 

872.07 

808.26 

836.62 

NA 

NA 

NA 

CHARANWALA 

NA 

NA 

NA 

1910.76 

NA 

1252.09 

983.74 

NA 

1120.22 

1090.09 

833.78 

NA 

CHARKHARA 

NA 

NA 

NA 

562.95 

NA 

106.35 

301.68 

NA 

261.62 

90.40 

319.41 

315.86 

CHAWANDIA 

88.27 

87.56 

99.26 

85.08 

85.08 

95.72 

116.99 

155.27 

67.36 

106.35 

272.26 

NA 

CHHAJOLI 

136.13 

NA 

29.78 

28.36 

251.70 

56.72 

289.63 

NA 

350.25 

290.69 

175.83 

41.48 

CHHAPRA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

3539.33 

2834.58 

CHIDI 

2586.43 

3644.26 

0.00 

0.00 

0.00 

1120.22 

1354.19 

1165.24 

556.57 

1421.19 

794.08 

1208.85 

CHILLA 

NA 

350.60 

606.20 

425.40 

304.87 

315.51 

92.17 

322.95 

319.05 

87.56 

113.44 

97.13 









1 

1 







1990 | 

| 1991 | 

1 1992 | 

| 1993 | 

| 1994 | 

| 1995 | 

| 1996 | 

19 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 


Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 

208.09 66.29 92.17 63.81 163.07 85.08 70.90 85.08 63.81 85.08 77.99 74.45 49.63 42.54 56.72 








































































































































































































































































































































































































































































































































97 


Chloride, mg/I 


2000 


2001 


2002 


1998 


1999 


Location 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 


Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

ARWAR 

131.17 

141.80 

81.54 

205.61 

340.32 

NA 

NA 

333.23 

389.95 

404.13 

361.59 

212.70 

ASRASAR 

616.83 

92.17 

120.53 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

AWAI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

AWAI 

NA 

NA 

NA 

NA 

538.84 

893.34 

737.36 

NA 

709.00 

NA 

794.08 

NA 

BADORA GAON 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BADORA GAON 

319.05 

361.59 

269.42 

212.70 

340.32 

255.24 

297.78 

283.60 

283.60 

248.15 

255.24 

283.60 

BAISHAKHI 

141.80 

212.70 

163.07 

155.98 

163.07 

141.80 

212.70 

127.62 

141.80 

155.98 

113.44 

141.80 

BAMBOO 

2658.75 

127.62 

389.95 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

241.06 

BAMNU 

368.68 

389.95 

389.95 

354.50 

411.22 

382.86 

354.50 

1488.90 

397.04 

397.04 

1262.02 

1020.96 

BANSA 

163.07 

155.98 

152.44 

173.71 

148.89 

NA 

NA 

155.98 

191.43 

297.78 

155.98 

184.34 

BANTHRI 

907.52 

840.17 

900.43 

1488.90 

NA 

NA 

NA 

0.00 

1134.40 

1056.41 

794.08 

1191.12 

BANURA 

NA 

49.63 

35.45 

NA 

70.90 

35.45 

NA 

NA 

NA 

NA 

NA 

NA 

BAP 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BAPINI 

106.35 

77.99 

85.08 

77.99 

92.17 

85.08 

70.90 

77.99 

77.99 

77.99 

70.90 

283.60 

BARAMSAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BARAMSAR 

NA 

226.88 

NA 

NA 

212.70 

276.51 

141.80 

319.05 

567.20 

141.80 

NA 

609.74 

BARANI 

1659.06 

2836.00 

2357.43 

4289.45 

3119.60 

NA 

NA 

2637.48 

3474.10 

3970.40 

4963.00 

4254.00 

BARI DHANI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

35.45 

BARLI 

NA 

NA 

524.66 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BARLI 

496.30 

524.66 

NA 

595.56 

631.01 

567.20 

638.10 

382.86 

467.94 

609.74 

496.30 

801.17 

BARU 

1843.40 

1063.50 

992.60 

623.92 

1389.64 

602.65 

63.81 

531.75 

531.75 

531.75 

822.44 

1028.05 

BEDEO 

NA 

NA 

NA 

NA 

85.08 

NA 

NA 

NA 

NA 

NA 

70.90 

836.62 

BEECHAWA 

411.22 

283.60 

NA 

460.85 

418.31 

NA 

NA 

453.76 

517.57 

730.27 

595.56 

0.00 

BHADALIYA 

560.11 

999.69 

1063.50 

269.42 

531.75 

NA 

NA 

482.12 

496.30 

524.66 

1106.04 

460.85 

BHADANA 

63.81 

397.04 

74.45 

92.17 

92.17 

NA 

NA 

99.26 

113.44 

1276.20 

496.30 

NA 

BHADLA 

354.50 

421.50 

NA 

340.32 

446.67 

269.42 

517.57 

389.95 

319.05 

453.76 

457.31 

297.78 

BHADRIYA 

NA 

85.08 

NA 

NA 

425.40 

425.40 

460.85 

389.95 

432.49 

460.85 

879.16 

219.79 

BHADRIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

241.06 

NA 

NA 

NA 

BHAGATPURA 

NA 

70.90 

92.17 

77.99 

70.90 

70.90 

NA 

NA 

77.99 

77.99 

77.99 

77.99 

BHAGU KAGOAN 

NA 

411.22 

NA 

425.40 

340.32 

226.88 

269.42 

226.88 

248.15 

177.25 

283.60 

248.15 

BHAIRWA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHAIRWA 

425.40 

NA 

411.22 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

425.40 

NA 

BHAIRWA (P/Z) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHAKHARI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHAKHARI 

99.26 

106.35 

NA 

120.53 

106.35 

241.06 

375.77 

155.98 

255.24 

120.53 

106.35 

106.35 

BHAKHARI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHAKROD 

81.54 

85.08 

74.45 

NA 

NA 

NA 

NA 

1276.20 

1162.76 

1006.78 

907.52 

NA 

BHAWAD 

NA 

311.96 

673.55 

567.20 

602.65 

NA 

NA 

638.10 

241.06 

531.75 

524.66 

397.04 

B HAW LA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHELOO 

141.80 

141.80 

NA 

127.62 

141.80 

113.44 

120.53 

127.62 

127.62 

170.16 

198.52 

194.98 

BHIKAMPUR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHINYASAR 

694.82 

737.36 

730.27 

921.70 

950.06 

545.93 

921.70 

496.30 

709.00 

709.00 

765.72 

928.79 

BHOJASAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHOJASAR 

1418.00 

1205.30 

992.60 

1205.30 

567.20 

567.20 

1233.66 

1240.75 

1304.56 

1446.36 

1503.08 

NA 

BHOJASAR 

531.75 

553.02 

567.20 

567.20 

779.90 

822.44 

659.37 

815.35 

524.66 

524.66 

822.44 

822.44 

BHOJKA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHOJKA 

567.20 

255.24 

NA 

248.15 

212.70 

233.97 

248.15 

NA 

198.52 

460.85 

411.22 

NA 

BHOJKA (P/Z) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BIKAMPUR 

70.90 

240.71 

NA 

177.25 

602.65 

177.25 

106.35 

95.72 

127.62 

301.33 

276.51 

184.34 

BIRAMDEORA 

NA 

NA 

2233.35 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BIRAMDEORA 

NA 

NA 

NA 

NA 

1389.64 

56.72 

233.97 

1389.64 

467.94 

NA 

673.55 

1531.44 

BIRAMDEORA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BIRLOKA 

106.35 

116.99 

106.35 

127.62 

248.15 

NA 

NA 

148.89 

NA 

148.89 

134.71 

NA 

BOA 

921.70 

1081.23 

1106.04 

1077.68 

1081.23 

928.79 

992.60 

850.80 

964.24 

992.60 

1035.14 

NA 

BOSERI 

134.71 

131.17 

131.17 

155.98 

134.71 

NA 

NA 

1971.02 

1900.12 

475.03 

106.35 

1510.17 

BUNGARI 

1389.64 

2871.45 

1878.85 

2658.75 

850.80 

2091.55 

1949.75 

2020.65 

2020.65 

2020.65 

2233.35 

2729.65 

CHACHA 

NA 

NA 

375.77 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

CHACHA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

CHACHA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

CHADI 

425.40 

467.94 

389.95 

NA 

439.58 

446.67 

545.93 

446.67 

446.67 

446.67 

453.76 

NA 

CHAKU 

560.11 

602.65 

574.29 

595.56 

638.10 

NA 

NA 

553.02 

553.02 

553.02 

553.02 

553.02 

CHANDAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

CHANDAN 

NA 

425.40 

425.40 

482.12 

638.10 

609.74 

680.64 

751.54 

709.00 

921.70 

233.97 

NA 

CHANDAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

CHANDAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

262.33 

NA 

NA 

CHANDSAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

CHANDSAR 

NA 

NA 

NA 

NA 

NA 

992.60 

602.65 

751.54 

737.36 

694.82 

779.90 

652.28 

CHARANWALA 

NA 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

CHARKHARA 

283.60 

567.20 

276.51 

177.25 

538.84 

361.59 

368.68 

389.95 

446.67 

510.48 

265.88 

765.72 

CHAWANDIA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

106.35 

120.53 

134.71 

120.53 

106.35 

CHHAJOLI 

400.59 

347.41 

301.33 

333.23 

333.23 

NA 

NA 

226.88 

283.60 

319.05 

354.50 

0.00 

CHHAPRA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1928.48 

1545.62 

2552.40 

3190.50 

2765.10 

CHIDI 

411.22 

368.68 

1049.32 

NA 

701.91 

2623.30 

304.87 

1807.95 

1807.95 

1807.95 

1219.48 

1063.50 

CHILLA 

106.35 

170.16 

106.35 

99.26 

106.35 

99.26 

85.08 

106.35 

85.08 

85.08 

106.35 

99.26 


03_ 

Post 

Monsoon 

2587.85 


Chloride, mg/I 


2004 i 

j 2005 | 

| 2006 | 

| 2007 | 

| 2008 j 

| 2009 | 

| 2010 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

NA 

NA 

2708.38 

2424.78 

2836.00 

2197.90 

NA 

2694.20 

2410.60 

2268.80 

NA 

2226.26 

2708.38 

524.66 
















































































































































































































































































































































































































































































































































1984 


1985 


1986 


1987 


Chloride, mg/I 


Location 


1988 


1989 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 



Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

CHILO 

1334.34 

1364.83 

NA 

1531.44 

1538.53 

1435.73 

1864.67 

998.27 

942.97 

NA 

925.60 

911.07 

CHIMANA 

415.12 

956.09 

1340.01 

1184.03 

1169.85 

730.27 

769.27 

719.64 

748.00 

690.57 

NA 

667.52 

CHITANA 

NA 

NA 

NA 

1837.73 

NA 

2028.45 

1718.62 

NA 

1569.73 

1818.59 

NA 

NA 

CHOCK 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

CHOCK 

NA 

NA 

NA 

1800.86 

NA 

NA 

1191.12 

2353.88 

NA 

NA 

NA 

NA 

CHUNTISARA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DABAR 

231.49 

220.15 

226.88 

216.25 

202.07 

230.43 

265.88 

256.30 

265.88 

NA 

262.33 

222.27 

DAISAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DALPATPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DALPATPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1497.41 

DAMODARA 

NA 

NA 

NA 

418.31 

NA 

NA 

893.34 

815.35 

NA 

902.56 

NA 

1191.12 

DAMODRA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DASANA 

285.73 

261.27 

276.51 

269.42 

276.51 

425.40 

448.44 

247.80 

NA 

297.78 

272.26 

277.93 

DASOORI 

NA 

NA 

NA 

144.64 

NA 

115.57 

209.86 

NA 

141.80 

130.81 

131.87 

114.86 

DAULATPUR 

156.69 

158.11 

NA 

198.52 

258.79 

303.10 

453.76 

241.06 

425.40 

241.06 

272.26 

263.75 

DAYAKOR 

NA 

1017.77 

928.79 

903.98 

790.54 

861.44 

857.89 

866.75 

1740.60 

868.88 

709.00 

1556.26 

DEDHA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DEH 

612.58 

592.02 

655.83 

694.82 

737.36 

709.00 

NA 

NA 

967.79 

NA 

NA 

NA 

DENOK 

612.58 

681.00 

673.55 

659.37 

691.28 

407.68 

393.50 

410.51 

723.18 

415.12 

397.04 

416.89 

DEU 

708.29 

914.61 

NA 

864.98 

716.09 

726.73 

733.82 

705.46 

694.82 

NA 

857.54 

850.80 

DEVA 

NA 

NA 

NA 

163.07 

NA 

NA 

177.25 

170.16 

NA 

154.92 

NA 

139.32 

DEWA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DEWA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DHADHU 

NA 

467.59 

506.94 

482.12 

489.21 

1024.51 

475.03 

378.96 

382.86 

360.53 

382.86 

395.98 

DHAISAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DHAISAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

497.01 

DHAISAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DHAISAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DHAISAR (P/Z) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DHANDANWA 

700.85 

NA 

709.00 

595.56 

NA 

457.31 

765.72 

NA 

NA 

NA 

NA 

652.99 

DHARNOK 

NA 

NA 

NA 

482.83 

NA 

421.86 

380.38 

NA 

414.06 

437.81 

534.94 

558.34 

DHELANA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

48.57 

DHINGSARI 

NA 

NA 

NA 

333.59 

NA 

115.57 

85.44 

80.83 

79.76 

110.96 

NA 


DHOULASAR 

NA 

NA 

NA 

NA 

974.88 

NA 

935.88 

NA 

985.51 

NA 

1035.14 

NA 

DIDWANA 

1075.55 

NA 

1106.04 

1276.20 

1389.64 

1435.73 

1393.19 

1989.81 

907.52 

1573.98 

801.17 

1556.26 

DILASAR 

NA 

NA 

NA 

NA 

290.69 

NA 

354.50 

NA 

NA 

NA 

NA 

319.76 

DUDIA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DUDIA 

NA 

NA 

NA 

NA 

NA 

226.88 

1715.78 

326.14 

NA 

1303.85 

NA 

1442.82 

DUDIA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DUDIA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GADNA 

1639.92 

646.61 

0.00 

5423.85 

0.00 

0.00 

0.00 

0.00 

0.00 

30.49 

49.63 

69.48 

GEDAP 

NA 

NA 

439.58 

NA 

475.03 

467.94 

NA 

424.34 

482.12 

NA 

464.40 

567.20 

GENANA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GENANA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GHANTIALI 

NA 

1100.37 

1389.64 

NA 

NA 

NA 

1194.67 

NA 

3615.90 

2610.18 

3793.15 

2570.83 

GHANTILASAR 

1196.44 

1878.85 

NA 

2297.16 

2658.75 

2772.19 

3630.08 

3376.97 

NA 

NA 

1919.26 

2690.66 

GHEERODAMITHA 

394.91 

411.22 

443.13 

411.22 

418.31 

389.95 

417.60 

361.59 

389.95 

368.68 

375.06 

361.24 

GIRAJSAR 

NA 

NA 

NA 

2952.99 

NA 

3062.88 

NA 

NA 

NA 

NA 

NA 

NA 

GOGELAO 

1265.57 

1279.75 

NA 

1332.92 

1368.37 

1304.56 

3041.61 

2385.08 

2190.81 

NA 

1783.14 

1634.25 

GOMATH 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GOMATH 

NA 

NA 

219.79 

205.61 

191.43 

205.61 

NA 

212.70 

631.01 

NA 

NA 

NA 

GORAU 

679.93 

705.46 

NA 

595.56 

1070.59 

1169.85 

1347.10 

1072.01 

1145.04 

NA 

1163.82 

1125.54 

GUDABHAGWANDAS 

1189.70 

1176.94 

NA 

1233.66 

1269.11 

1205.30 

914.61 

1118.80 

1106.04 

NA 

1184.03 

1184.03 

GUDI KATALA 

NA 

NA 

NA 

2077.37 

NA 

NA 

1290.38 

NA 

NA 

NA 

NA 

NA 

HADAN 

NA 

NA 

NA 

1123.06 

NA 

1095.76 

1095.76 

NA 

1113.13 

1024.51 

NA 

1008.20 

HADAN(PZ) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

HAMIRA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

HAMIRA 

NA 

NA 

134.71 

148.89 

127.62 

NA 

170.16 

141.80 

141.80 

148.18 

NA 

122.66 

HARIMA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

255.24 

257.01 

HARLAI 

176.90 

205.97 

154.92 

152.44 

205.61 

187.89 

184.34 

177.25 

187.89 

175.12 

184.34 

187.53 

HI RAW ATI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1042.23 

HI RAW ATI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

HUDEEL 

47.50 

47.15 

56.72 

56.72 

60.27 

70.90 

69.13 

53.53 

53.88 

63.81 

68.06 

69.48 

INANA 

190.72 

226.88 

NA 

NA 

326.14 

NA 

425.40 

576.06 

485.67 

NA 

340.32 

311.96 

INYARA 

NA 

NA 

177.25 

NA 

212.70 

177.25 

NA 

94.30 

170.16 

NA 

159.88 

166.62 

JADISARA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1047.90 

1116.68 

JAISALMER 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JAISALMER 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

737.36 

737.36 

363.72 

NA 

1181.19 

JAISALMER 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JAISALMER 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JAISALSAR 

NA 

NA 

NA 

215.54 

NA 

210.93 

196.75 

NA 

219.79 

NA 

222.27 

213.76 

JAISLAN 

NA 

89.33 

95.72 

67.36 

67.36 

85.08 

77.99 

84.37 

49.63 

84.37 

85.08 

110.96 

JALORA 

217.66 

226.88 

272.97 

265.88 

258.79 

283.60 

283.60 

17.73 

255.24 

239.29 

354.50 

257.01 

JAYAL 

79.41 

75.51 

76.57 

99.26 

127.62 

113.44 

573.23 

127.27 

148.18 

141.80 

220.50 

138.96 


_1990_1991_1992_1993_1994_1995_1996_19 

Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre 

Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 

NA 958.57 930.92 964.24 1006.78 992.60 1049.32 992.60 1020.96 992.60 999.69 999.69 992.60 1091.86 978.42 









































































































































































































































































































































































































































































































































97 


Chloride, mg/I 


2000 


2001 


2002 


1998 


1999 


Location 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 


Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

CHILO 

985.51 

NA 

1063.50 

1375.46 

857.89 

NA 

NA 

893.34 

893.34 

290.69 

1432.18 

567.20 

CHIMANA 

1318.74 

503.39 

772.81 

694.82 

716.09 

794.08 

737.36 

609.74 

609.74 

609.74 

808.26 

716.09 

CHITANA 

1510.17 

1876.37 

NA 

886.25 

872.07 

1602.34 

1701.60 

1843.40 

1184.03 

1868.22 

2162.45 

942.97 

CHOCK 

NA 

NA 

1382.55 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

CHOCK 

666.46 

857.89 

NA 

NA 

680.64 

850.80 

1418.00 

666.46 

453.76 

751.54 

779.90 

1666.15 

CHUNTISARA 

414.77 

535.30 

450.22 

595.56 

574.29 

NA 

NA 

666.46 

942.97 

694.82 

751.54 

765.72 

DABAR 

241.06 

106.35 

170.16 

219.79 

269.42 

255.24 

134.71 

148.89 

262.33 

262.33 

304.87 

141.80 

DAISAR 

141.80 

35.45 

85.08 

21.27 

42.54 

1233.66 

2836.00 

35.45 

35.45 

212.70 

NA 

106.35 

DALPATPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DALPATPURA 

1347.10 

NA 

NA 

1446.36 

1474.72 

1701.60 

311.96 

1375.46 

1276.20 

1304.56 

1772.50 

1595.25 

DAMODARA 

212.70 

163.07 

NA 

NA 

1049.32 

56.72 

1531.44 

NA 

42.54 

NA 

NA 

NA 

DAMODRA 

NA 

NA 

NA 

92.17 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DASANA 

216.25 

166.62 

219.79 

NA 

NA 

NA 

NA 

361.59 

1020.96 

588.47 

1134.40 

248.15 

DASOORI 

141.80 

120.53 

NA 

106.35 

106.35 

141.80 

120.53 

120.53 

113.44 

251.70 

166.62 

159.53 

DAULATPUR 

382.86 

439.58 

354.50 

418.31 

418.31 

NA 

NA 

397.04 

389.95 

453.76 

425.40 

453.76 

DAYAKOR 

1134.40 

0.00 

1028.05 

NA 

NA 

765.72 

744.45 

893.34 

1028.05 

1028.05 

1262.02 

1191.12 

DEDHA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DEH 

1006.78 

81.54 

77.99 

340.32 

134.71 

NA 

NA 

198.52 

127.62 

191.43 

141.80 

77.99 

DENOK 

389.95 

418.31 

418.31 

404.13 

418.31 

404.13 

397.04 

418.31 

496.30 

496.30 

737.36 

NA 

DEU 

620.38 

701.91 

691.28 

701.91 

694.82 

NA 

NA 

730.27 

701.91 

921.70 

701.91 

900.43 

DEVA 

233.97 

496.30 

NA 

NA 

737.36 

964.24 

893.34 

779.90 

4785.75 

779.90 

779.90 

709.00 

DEWA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DEWA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DHADHU 

2127.00 

553.02 

2977.80 

453.76 

489.21 

425.40 

389.95 

0.00 

389.95 

389.95 

389.95 

382.86 

DHAISAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DHAISAR 

NA 

141.80 

92.17 

NA 

177.25 

297.78 

NA 

297.78 

127.62 

141.80 

141.80 

155.98 

DHAISAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

212.70 

NA 

NA 

NA 

NA 

DHAISAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

460.85 

NA 

NA 

DHAISAR (P/Z) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DHANDANWA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

864.98 

1233.66 

879.16 

1304.56 

DHARNOK 

446.67 

446.32 

NA 

482.12 

496.30 

354.50 

496.30 

400.59 

407.68 

382.86 

464.40 

485.67 

DHELANA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

503.39 

737.36 

DHINGSARI 

212.70 

169.81 

NA 

77.99 

248.15 

141.80 

248.15 

177.25 

191.43 

223.34 

297.78 

411.22 

DHOULASAR 

1595.25 

1722.87 

907.52 

1148.58 

1616.52 

1715.78 

NA 

191.43 

1446.36 

1446.36 

NA 

404.13 

DIDWANA 

1545.62 

2623.30 

1659.06 

2467.32 

1488.90 

NA 

NA 

1035.14 

1141.49 

1914.30 

1304.56 

319.05 

DILASAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DUDIA 

NA 

NA 

879.16 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DUDIA 

NA 

1162.76 

NA 

1347.10 

1361.28 

1375.46 

921.70 

1375.46 

1460.54 

1375.46 

2304.25 

113.44 

DUDIA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1630.70 

NA 

NA 

NA 

DUDIA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1807.95 

NA 

NA 

GADNA 

63.81 

21.27 

177.25 

NA 

NA 

NA 

NA 

0.00 

0.00 

0.00 

42.54 

35.45 

GEDAP 

212.70 

439.58 

475.03 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

42.54 

GENANA 

163.07 

198.52 

194.98 

191.43 

191.43 

NA 

NA 

134.71 

226.88 

205.61 

191.43 

198.52 

GENANA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GHANTIALI 

304.87 

NA 

368.68 

NA 

4679.40 

NA 

NA 

NA 

NA 

NA 

NA 

3828.60 

GHANTILASAR 

1666.15 

1790.23 

1687.42 

NA 

1418.00 

NA 

NA 

794.08 

1488.90 

2056.10 

964.24 

864.98 

GHEERODAMITHA 

NA 

NA 

NA 

297.78 

297.78 

NA 

NA 

269.42 

389.95 

311.96 

NA 

NA 

GIRAJSAR 

886.25 

1184.03 

NA 

1155.67 

1205.30 

1602.34 

1418.00 

1301.02 

1010.33 

801.17 

1166.31 

1737.05 

GOGELAO 

1375.46 

1233.66 

1276.20 

1262.02 

1219.48 

NA 

NA 

1155.67 

1169.85 

1396.73 

1191.12 

1134.40 

GOMATH 

NA 

NA 

425.40 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GOMATH 

283.60 

244.61 

NA 

NA 

212.70 

553.02 

737.36 

616.83 

510.48 

155.98 

NA 

1772.50 

GORAU 

1212.39 

1169.85 

1184.03 

1191.12 

1219.48 

NA 

NA 

1474.72 

1297.47 

1432.18 

1283.29 

1446.36 

GUDABHAGWANDAS 

77.99 

1191.12 

1878.85 

1361.28 

1276.20 

NA 

NA 

1875.31 

1885.94 

311.96 

2070.28 

1460.54 

GUDI KATALA 

2375.15 

1240.75 

NA 

2127.00 

1134.40 

0.00 

205.61 

921.70 

177.25 

964.24 

638.10 

1701.60 

HADAN 

NA 

NA 

NA 

907.52 

886.25 

992.60 

NA 

NA 

NA 

NA 

NA 

NA 

HADAN(PZ) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

2197.90 

733.82 

879.16 

850.80 

893.34 

HAMIRA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

HAMIRA 

786.99 

680.64 

666.46 

680.64 

638.10 

666.46 

631.01 

638.10 

680.64 

667.88 

652.28 

652.28 

HARIMA 

120.53 

1113.13 

1233.66 

1531.44 

212.70 

NA 

NA 

1673.24 

1162.76 

2013.56 

1304.56 

1503.08 

HARLAI 

191.43 

163.07 

815.35 

177.25 

212.70 

155.98 

808.26 

531.75 

531.75 

531.75 

170.16 

155.98 

HI RAW ATI 

1098.95 

1056.41 

1028.05 

1049.32 

177.25 

NA 

NA 

170.16 

170.16 

163.07 

170.16 

155.98 

HI RAW ATI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

HUDEEL 

60.27 

63.81 

60.27 

276.51 

70.90 

NA 

NA 

70.90 

77.99 

77.99 

85.08 

42.54 

INANA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

2127.00 

NA 

680.64 

354.50 

NA 

INYARA 

354.50 

184.34 

255.24 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

148.89 

JADISARA 

1120.22 

1297.47 

1212.39 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JAISALMER 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JAISALMER 

1772.50 

NA 

1389.64 

NA 

1134.40 

1077.68 

1091.86 

NA 

226.88 

1134.40 

NA 

1162.76 

JAISALMER 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1091.86 

NA 

NA 

NA 

NA 

JAISALMER 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JAISALSAR 

56.72 

233.97 

NA 

226.88 

212.70 

212.70 

212.70 

212.70 

191.43 

NA 

333.23 

297.78 

JAISLAN 

730.27 

127.62 

106.35 

134.71 

1219.48 

99.26 

99.26 

212.70 

212.70 

212.70 

77.99 

92.17 

JALORA 

340.32 

446.67 

354.50 

NA 

354.50 

404.13 

361.59 

354.50 

375.77 

375.77 

375.77 

375.77 

JAYAL 

159.53 

155.98 

148.89 

170.16 

163.07 

NA 

NA 

106.35 

226.88 

170.16 

170.16 

198.52 


03_ 

Post 

Monsoon 

1233.66 


Chloride, mg/I 


2004 i 

j 2005 | 

| 2006 | 

| 2007 | 

| 2008 j 

! 2009 | 

| 2010 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

NA 

NA 

1418.00 

NA 

1418.00 

NA 

NA 

248.15 

4254.00 

NA 

NA 

269.42 

NA 

1985.20 


















































































































































































































































































































































































































































































































































JHARDIYA 

JILLA 


KARALIYA 

Karanpura 


KARNOO 
KATAR BARI 


KATHODI 

KATHODI 


KATHOTI 

KEDLI 


KELAWA 

KERAP 


KHAKHUSAR 

KHANWAR 


KHICHAN 

KHINDASAR 


KITA _ 

KOLASAR -1 


KOLIYA 

KUCHERA 


KUNDAL 

KUSHLAWA 


LAKHASAR 

LAKHASAR 


LALGARH 

LALPURA 


LATHI 

LAWAN 


LOHARKI 

LOHAWAT 


LOSAL 
LOSAL Pz. 


LUNAKHURD 

MADASAR 


MADPURA 

MADWA 


MADWA 


_ Chloride, mg/I _ 

1984 1985 1986 1987 1988 1989 1990 1991 1992 1993 1994 1995 1996 

Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post 

Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 


_19 

Pre 

Monsoon 

NA 


JHAKAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JHAMBA 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

2098.64 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


JODHIYASI 

151.37 

178.31 

NA 

155.98 

163.07 

233.97 

556.57 

NA 

202.07 

NA 

170.16 

184.34 

163.07 

243.19 

201.36 

233.97 

212.70 

219.79 

226.88 

219.79 

269.42 

241.06 

276.51 

265.88 

301.33 

262.33 

272.97 

JOGALSAR 

79.41 

NA 

130.46 

NA 

205.61 

205.61 

NA 

NA 

141.80 

NA 

201.36 

205.61 

NA 

198.52 

786.99 

170.16 

241.06 

184.34 

194.62 

NA 

NA 

177.25 

NA 

NA 

326.14 

NA 

248.15 


287.15 
2279.44' 


375.77 

2167.77' 


_NA 

1240.75 ' 


KANOOTA 

1157.09 

NA 

1141.49 

NA 

1169.85 

1106.04 

NA 

1091.15 

992.60 

NA 

1106.04 

1113.13 

NA 

1162.76 

1134.40 

1191.12 

1205.30 

1091.86 

1235.79 

NA 

NA 

NA 

NA 

NA 

872.07 

NA 

1226.57 

KANVUSAR 

NA 

NA 

NA 

656.53 

NA 

680.64 

635.97 

NA 

723.18 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

467.94 

NA 

NA 

638.81 

NA 

723.18 

NA 

NA 

NA 

NA 

NA 


KARANPURA Pz. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KARJERA 

NA 

NA 

226.88 

NA 

262.33 

226.88 

NA 

740.91 

375.77 

NA 

298.84 

248.15 

NA 

269.42 

276.51 

333.23 

262.33 

283.60 

NA 

NA 

NA 

269.42 

NA 

NA 

347.41 

NA 

NA 



638.10 

NA" 


_NA 

na' 


822.44 
2790.62 ' 


638.10 

na" 


NA 

na" 


1786.68 

na" 


616.83 
347.41" 


_NA 

na" 


1042.23 
2722.56 " 


492.76 

NA 


_NA 

NA 


996.85 

2885.63 



354.50 

na' 


NA 

na' 


947.22 
2786.37' 


1304.56 

na' 


_NA 

na' 


840.52 
2759.78 ' 


660.08 

na" 


_NA 

158.11 " 


1067.40 
2652.72 " 


687.73 

na' 


NA 

744.45 ' 


900.43 

3225.95' 


645.19 

na" 


_NA 

425.40" 


942.97 
2836.00 " 


NA 

na" 


NA 

510.48" 


1049.32 
2694.20" 


_NA 

na" 


_NA 

638.10" 


723.18 

2918.24" 


NA 

538.84' 


155.98 
2424.78' 


_NA 

602.65 ' 


942.97 

2722.56' 


_NA 

na" 


_NA 

623.92 " 


896.89 
2652.37 " 


2446.05 

na' 


NA 

652.28' 


NA 

1538.53 ' 


NA 

na" 


NA 

737.36 " 


765.72 
2977.80" 


_NA 

666.46 " 


971.33 
5813.80 " 


KELANSAR 

NA 

632.78 

400.59 

453.76 

478.58 

556.57 

627.47 

2807.64 

2906.90 

2677.54 

2800.55 

878.81 

946.87 

980.19 

850.80 

893.34 

779.90 

921.70 

843.71 

833.08 

765.72 

389.95 

439.58 

35.45 

1120.22 

407.68 

198.52 

KELAWA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


NA 

1565.47" 


KHAJORA 

NA 

KHAJWANA 

204.19 


_NA 

1623.61 " 


_NA 

577.84 " 


_NA 

na" 


432.49 

1815.04' 


118.05 

na' 


201.36 

na' 


_NA 

1786.68 


_NA 

70.90 


_NA 

NA 


566.49 

419.73 

70.90 

95.72 


581.38 
1413.75 ' 


_NA 

67.00 ' 


_NA 

na' 


950.06 

1630.70 


524.66 

74.09 


219.79 

NA 


_NA 

1772.50 " 


NA 

1967.48 ' 


123.37 

NA 

92.17 

120.53 


333.59 
1542.43 ' 


_NA 

81.54' 


146.76 

na' 


3084.86 

na" 


NA 

74.80 " 


NA 

na" 


331.46 
1458.41" 


124.08 
73.03 " 


131.17 

59.56" 


453.76 
1418.00' 


141.80 
104.22 ' 


395.98 

517.57' 


354.50 
1488.90 ' 


_NA 

77.99 ' 


141.80 
574.29 ' 


389.95 

1559.80 


128.68 

70.90 


156.34 

NA 


297.78 
1573.98 " 


411.22 

1885.94' 


0.00 

NA 

85.08 

77.99 


283.60 
1573.98 ' 


234.68 
85.08 ' 


142.86 

276.51' 


_NA 

1644.88 


180.80 

92.17 


_NA 

1169.85 


404.13 
1630.70 " 


NA 

1283.29' 


230.43 

0.00 

85.08 

95.72 


_NA 

1304.56 " 


602.65 
1559.80 ' 


_NA 

67.36 ' 


_NA 

978.42 ' 


531.75 

1382.55 


226.88 

85.08 


226.88 

907.52 


850.80 
1545.62 " 


2123.46 

na" 


1609.43 

na" 


2077.37 

na' 


1978.11 

na" 


1912.88 
247.09 " 


2084.46 

257.01' 


2623.30 

311.96" 


KOLASAR-2(NR.PABUSAR) 

NA 

KOLIA 

170.16 



_NA 

na" 


_NA 

1882.40 " 


_NA 

365.14" 



461.56 
141.80 " 


1279.04 

53.18" 


53.18 
448.44 " 


482.12 
177.25 ' 


2127.00 

42.54' 


42.54 
524.66 ' 


496.30 

198.52 


2883.50 

163.07 


_NA 

701.91 


| 764.30 

414.41 

42.54 

NA 


425.40 
187.53 " 


1723.23 

na" 


202.07 
39.00" 


432.49 

223.34" 


6597.25 

na" 


95.72 
666.46 " 


404.13 
2836.00" 


NA 

3332.30 

NA 

NA 


374.35 
1851.20" 


392.08 
1829.22 " 


372.23 

1871.76' 


372.23 
1949.75 ' 


382.86 

1907.21" 


400.59 
2049.01" 


400.59 

2056.10' 


400.23 
2000.44' 


446.67 
2247.53 " 


400.94 
2081.27 " 


453.76 
2084.46' 


439.58 

2353.88' 


436.04 
2041.92 " 


453.76 
1028.05 ' 


NA 

1120.22 " 


443.13 
1084.77' 


489.21 

1162.76' 


503.39 
2446.05 " 


LAKHMANSAR 

170.16 

LALASARI 

34.03 


_NA 

NA 


185.05 

1488.90 


96.07 

226.88 


NA 

1503.08 

1559.80 

1595.25 


_NA 

na" 


1347.10 
1595.25 " 


134.71 
251.70 " 


NA 

na' 


NA 

2357.43 ' 


NA 
400.59 ' 


_NA 

na' 


545.58 

3326.98' 


154.92 

455.18' 


NA 

na" 


560.11 

1581.07" 


141.80 
638.10" 


NA 

na' 


563.66 

na' 


173.71 
1006.78' 


_NA 

na' 


851.16 

1389.64' 


184.34 

558.34' 


NA 

na" 


NA 

498.07 " 


NA 

1181.19 " 


_NA 

na" 


_NA 

1259.54" 


198.52 

na" 


_NA 

NA 


574.29 

1134.40 


0.00 

1376.88 


659.37 

638.10 

1091.86 

850.80 


205.61 

1347.10' 


248.15 

1595.25" 


_NA 

na" 


645.19 

na" 


170.16 
1552.71 " 


NA 

na' 


602.30 
609.74' 


188.24 

1581.07' 


_NA 

na' 


_NA 

638.10' 


_NA 

1616.52 ' 


NA 

na" 


NA 

716.09" 


NA 

1573.98" 


_NA 

na" 


673.55 
694.82 " 


177.25 

1531.44" 


NA 

191.43' 


NA 

737.36' 


NA 

1644.88 ' 


_NA 

na' 


_NA 

574.29 ' 


_NA 

1666.15 ' 


NA 

na" 


NA 

581.38" 


141.80 
1737.05 " 


NA 

na' 


NA 

361.59' 


1531.44 
120.53 ' 


_NA 

592.02 ' 


_NA 

425.40 ' 


1772.50 
116.99 ' 


NA 

na" 


NA 

389.95 " 


1765.41 

113.44" 


_NA 

404.13 " 


_NA 

531.75 " 


1829.22 
134.71" 


_NA 

na' 


_NA 

496.30 ' 


1573.98 
133.29 ' 



NA 

NA 

NA 

NA 


_NA 

460.85 


_NA 

524.66 


2729.65 

120.53 


NA 

NA 

524.66 

NA 


2587.85 

148.89 


1318.74 

na' 


1219.48 

na' 


1077.68 

na" 


1290.38 

na" 


1332.92 

na' 


1198.21 

na' 


1247.84 

na" 


1293.22 

na" 


1113.84 

na" 


1148.58 

na' 


1184.03 

na" 


1347.10 

na" 


1276.20 

na' 


1205.30 

na' 


1233.66 

na" 


1205.30 

na' 


1559.80 

na' 


1233.66 

na" 


616.83 

na' 


1077.68 


NA 

na" 


1084.77 


_NA 

1559.80 


NA 

173.71 

85.08 

85.08 


KHARNAL 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

549.48 

NA 

NA 

257.01 

666.46 

NA 

NA 

496.30 

241.06 

567.20 

542.39 

528.21 

475.03 

506.94 

467.94 

74.45 

KHATU KALLAN 

NA 

105.64 

NA 

170.16 

NA 

141.80 

161.65 

134.00 

NA 

170.16 

136.13 

NA 

176.90 

371.16 

184.34 

184.34 

184.34 

219.79 

NA 

113.44 

28.36 

205.61 

NA 

258.79 

343.87 

209.16 

202.07 


KHUR PZ. 

I 23.04 

NA 

NA 

NA 

NA 

NA 

38.64 

NA 

34.03 

40.77 

40.77 

24.82 

38.64 

409.80 

64.52 

NA 

NA 

40.77 

NA 

40.06 

NA 

42.54 

35.45 

28.36 

NA 

NA 

NA 

KHURI KALLAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

226.88 

NA 

NA 

NA 

365.14 

NA 

428.95 

NA 

NA 


_NA 

155.98 


4041.30 

NA 


74.45 

772.81 


KUDSU 

NA 

NA 

NA 

712.19 

NA 

585.28 

517.93 

565.78 

NA 

NA 

652.99 

647.67 

NA 

639.52 

659.37 

645.19 

467.94 

458.72 

495.24 

585.28 

270.84 

618.25 

276.51 

NA 

354.50 

311.96 

283.60 

KUMBHASARIYA 

NA 

NA 

NA 

353.79 

NA 

381.09 

393.50 

377.19 

411.22 

NA 

402.71 

644.48 

NA 

410.51 

414.77 

418.31 

411.22 

413.35 

404.13 

408.38 

416.89 

374.35 

163.07 

NA 

567.20 

425.40 

425.40 


460.85 
1169.85 " 


510.48 

1091.86 


LADPURA 

NA 

526.08 

46.09 

219.79 

77.99 

248.15 

46.79 

NA 

63.10 

273.67 

68.06 

375.77 

35.45 

35.45 

170.16 

56.72 

31.91 

31.91 

31.91 

31.91 

35.45 

28.36 

28.36 

31.91 

35.45 

31.91 

46.09 

LADPURA 

830.24 

769.27 

666.46 

595.56 

553.02 

584.93 

NA 

NA 

NA 

NA 

NA 

541.68 

NA 

972.75 

625.34 

361.59 

446.67 

361.59 

333.23 

NA 

297.78 

251.70 

237.52 

216.25 

226.88 

248.15 

280.06 


_NA 

na" 


_NA 

1410.91" 


_NA 

1630.70" 


_NA 

NA 


631.01 

1368.37 


134.71 

1666.15 


LAM BAN A BHATIYAN 

NA 

NA 

NA 

1639.92 

NA 

1578.94 

1573.98 

NA 

1800.86 

2139.76 

1889.84 

1990.87 

NA 

1460.54 

2252.85 

1545.62 

NA 

1632.83 

1502.02 

1952.23 

2119.20 

1215.23 

1492.45 

NA 

1744.14 

NA 

2127.00 

LAROLI KALLAN 

667.17 

783.45 

NA 

666.46 

297.78 

1020.96 

2059.65 

991.54 

928.79 

1162.76 

1211.33 

1305.98 

1502.37 

1149.29 

1488.90 

1602.34 

1737.05 

NA 

389.95 

1772.50 

1729.96 

1807.95 

1719.33 

1896.58 

1921.39 

1978.11 

2077.37 



LORDIYA 

272.26 

281.83 

315.51 

329.69 

361.59 

347.41 

326.14 

319.41 

326.14 

313.38 

319.05 

333.23 

455.89 

347.41 

333.23 

333.23 

319.05 

319.05 

311.96 

304.87 

297.78 

297.78 

283.60 

276.51 

255.24 

248.15 

269.42 

Losal 

52.47 

NA 

NA 

NA 

NA 

NA 

63.10 

NA 

81.54 

74.80 

13.47 

113.44 

77.28 

76.22 

9.57 

NA 

NA 

54.59 

NA 

80.12 

NA 

NA 

28.36 

NA 

NA 

NA 

38.29 


LUNAKALAN 

NA 

NA 

1148.58 

1212.39 

1091.86 

1205.30 

1361.28 

1070.59 

NA 

1212.39 

NA 

1306.69 

1111.71 

1246.42 

1247.84 

1233.66 

1524.35 

1354.19 

1106.04 

1205.30 

NA 

1403.82 

1106.04 

1361.28 

1247.84 

1063.50 

NA 

LUNAKHURD 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


1488.90 

na" 


MADASAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MADASAR 

NA 

NA 

NA 

NA 

NA 

85.08 

42.54 

106.35 

NA 

181.86 

NA 

95.36 

493.46 

86.14 

70.90 

155.98 

56.72 

NA 

5246.60 

85.08 

3722.25 

99.26 

134.71 

NA 

NA 

NA 

NA 









































































































































































































































































































































































































































































































































97 


Chloride, mg/I 


2000 


2001 


2002 


Location 


1998 


1999 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 



Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

JESURANA 

NA 

1091.86 

NA 

NA 

935.88 

0.00 

992.60 

1276.20 

1935.57 

NA 

815.35 

JHAKAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JHAMBA 

NA 

NA 

NA 

1772.50 

1815.04 

NA 

NA 

NA 

NA 

NA 

NA 

JHARDIYA 

39.00 

35.45 

31.91 

170.16 

269.42 

NA 

NA 

35.45 

70.90 

92.17 

120.53 

JILLA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JODHIYASI 

255.24 

262.33 

258.79 

283.60 

241.06 

NA 

NA 

248.15 

248.15 

233.97 

588.47 

JOGALSAR 

538.84 

765.72 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KAKKU 

177.25 

198.88 

NA 

326.14 

290.69 

446.67 

304.87 

404.13 

297.78 

701.91 

432.49 

KALRI 

NA 

627.47 

694.82 

659.37 

1304.56 

NA 

NA 

283.60 

170.16 

397.04 

595.56 

KANOOTA 

290.69 

1715.78 

1588.16 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KANVUSAR 

NA 

0.00 

NA 

NA 

NA 

460.85 

NA 

NA 

NA 

NA 

NA 

KARALIYA 

NA 

NA 

NA 

NA 

NA 

170.16 

NA 

NA 

NA 

NA 

NA 

Karanpura 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

77.99 

NA 

70.90 

NA 

KARANPURA Pz. 

NA 

NA 

NA 

63.81 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KARJERA 

368.68 

283.60 

311.96 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KARNOO 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

680.64 

NA 

581.38 

673.55 

KATAR BARI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KATHODI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KATHODI 

453.76 

595.56 

545.93 

283.60 

567.20 

553.02 

567.20 

70.90 

567.20 

56.72 

595.56 

KATHOTI 

974.88 

957.15 

1017.42 

872.07 

177.96 

NA 

NA 

886.25 

829.53 

1056.41 

864.98 

KEDLI 

2694.20 

2765.10 

NA 

2694.20 

2694.20 

2481.50 

2694.20 

NA 

2233.35 

2680.02 

3190.50 

KELANSAR 

404.13 

411.22 

758.63 

425.40 

375.77 

361.59 

368.68 

375.77 

375.77 

375.77 

425.40 

KELAWA 

NA 

NA 

709.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KELAWA 

850.80 

822.44 

NA 

751.54 

602.65 

950.06 

723.18 

709.00 

680.64 

850.80 

808.26 

KERAP 

NA 

1559.80 

1637.79 

794.08 

1488.90 

NA 

NA 

1559.80 

1786.68 

1729.96 

1914.30 

KHAJORA 

666.46 

319.05 

NA 

241.06 

248.15 

283.60 

248.15 

233.97 

106.35 

244.61 

311.96 

KHAJWANA 

56.72 

95.72 

74.45 

88.63 

56.72 

NA 

NA 

63.81 

NA 

170.16 

85.08 

KHAKHUSAR 

184.34 

212.70 

NA 

184.34 

1418.00 

1701.60 

1843.40 

1875.31 

1520.81 

2375.15 

1729.96 

KHANWAR 

109.90 

1680.33 

2467.32 

1659.06 

723.18 

NA 

NA 

NA 

709.00 

1084.77 

1205.30 

KHARNAL 

428.95 

482.12 

588.47 

NA 

NA 

NA 

NA 

687.73 

NA 

801.17 

602.65 

KHATU KALLAN 

184.34 

280.06 

280.06 

283.60 

NA 

NA 

NA 

276.51 

205.61 

177.25 

155.98 

KHICHAN 

829.53 

1020.96 

950.06 

978.42 

950.06 

772.81 

836.62 

616.83 

524.66 

524.66 

553.02 

KHINDASAR 

354.50 

425.40 

NA 

92.17 

432.49 

368.68 

354.50 

418.31 

418.31 

375.77 

450.22 

KHUR PZ. 

NA 

35.45 

49.63 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KHURI KALLAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KITA 

425.40 

475.03 

425.40 

425.40 

397.04 

496.30 

425.40 

425.40 

389.95 

NA 

NA 

KOLASAR -1 

177.25 

177.25 

NA 

177.25 

141.80 

163.07 

155.98 

138.26 

159.53 

163.07 

198.52 

KOLASAR-2(NR.PABUSAR) 

3403.20 

1048.61 

NA 

NA 

3686.80 

3190.50 

3757.70 

2552.40 

2977.80 

3445.74 

2832.46 

KOLIA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KOLIYA 

67.36 

70.90 

81.54 

106.35 

113.44 

NA 

NA 

85.08 

99.26 

1602.34 

99.26 

KUCHERA 

698.37 

797.63 

879.16 

999.69 

134.71 

NA 

NA 

985.51 

NA 

723.18 

1573.98 

KUDSU 

297.78 

319.05 

NA 

290.69 

319.05 

311.96 

297.78 

269.42 

233.97 

290.69 

531.75 

KUMBHASARIYA 

446.67 

418.31 

NA 

425.40 

389.95 

397.04 

382.86 

404.13 

382.86 

407.68 

599.11 

KUNDAL 

70.90 

545.93 

411.22 

361.59 

503.39 

765.72 

496.30 

914.61 

531.75 

531.75 

361.59 

KUSHLAWA 

1361.28 

1247.84 

2658.75 

106.35 

1191.12 

779.90 

978.42 

1219.48 

694.82 

694.82 

1148.58 

LADPURA 

31.91 

35.45 

35.45 

31.91 

35.45 

31.91 

31.91 

35.45 

24.82 

35.45 

14.18 

LADPURA 

280.06 

NA 

297.78 

602.65 

1134.40 

NA 

NA 

375.77 

439.58 

815.35 

1077.68 

LAKHASAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

LAKHASAR 

822.44 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

LAKHMANSAR 

1262.02 

645.19 

659.37 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

LALASARI 

1354.19 

1219.48 

673.55 

709.00 

1347.10 

NA 

NA 

2836.00 

1772.50 

1488.90 

0.00 

LALGARH 

680.64 

177.25 

177.25 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

LALPURA 

1715.78 

1687.42 

701.91 

NA 

397.04 

489.21 

758.63 

709.00 

709.00 

616.83 

2977.80 

LAM BAN A BHATIYAN 

1276.20 

2623.30 

NA 

1131.21 

184.34 

283.60 

1276.20 

NA 

53.18 

1655.52 

1432.18 

LAROLI KALLAN 

2084.46 

1148.58 

2144.73 

1779.59 

1985.20 

NA 

NA 

1758.32 

1999.38 

1829.22 

1800.86 


NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


NA 

368.68 

NA 

439.58 

460.85 

375.77 

524.66 

418.31 

0.00 

333.23 

NA 

LATHI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

354.50 

NA 

LAWAN 

35.45 

233.97 

NA 

255.24 

177.25 

0.00 

382.86 

0.00 

482.12 

283.60 

NA 

LOHARKI 

NA 

NA 

NA 

NA 

709.00 

779.90 

NA 

2694.20 

709.00 

NA 

NA 

LOHAWAT 

163.07 

226.88 

127.62 

NA 

106.35 

141.80 

127.62 

113.44 

120.53 

120.53 

106.35 

LORDIYA 

283.60 

326.14 

283.60 

NA 

255.24 

283.60 

304.87 

467.94 

290.69 

290.69 

276.51 

Losal 

NA 

28.36 

92.17 

NA 

NA 

NA 

NA 

92.17 

NA 

77.99 

NA 

LOSAL 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

85.08 

LOSAL Pz. 

NA 

NA 

NA 

85.08 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

LUNAKALAN 

992.60 

1134.40 

NA 

1524.35 

1524.35 

992.60 

524.66 

680.64 

340.32 

1453.45 

467.94 

LUNAKHURD 

NA 

NA 

1488.90 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

LUNAKHURD 

1524.35 

1488.90 

NA 

1595.25 

1630.70 

992.60 

482.12 

NA 

1347.10 

1418.00 

1205.30 

MADASAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MADASAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

602.65 

NA 

NA 

NA 

MADASAR 

1347.10 

262.33 

NA 

538.84 

191.43 

NA 

595.56 

354.50 

567.20 

602.65 

NA 

MADPURA 

531.75 

545.93 

893.34 

801.17 

595.56 

NA 

NA 

269.42 

NA 

1233.66 

1113.13 

MADWA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MADWA 

NA 

NA 

NA 

NA 

1588.16 

1162.76 

1595.25 

1488.90 

1347.10 

935.88 

950.06 


2003 


Pre Post 

Monsoon Monsoon 
1488.90 723.18 


Chloride, mg/I 


Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

709.00 

1588.16 

680.64 

673.55 

NA 

638.10 

NA 

666.46 

609.74 

NA 

NA 

NA 

609.74 

NA 


















































































































































































































































































































































































































































































































































MAGRASAR 


MALGAON 

MANEWARA 


MOHANGARH 

MOKHERI 


MOOLSAGAR 

MOOLSAGAR 


MOOLSAGAR (P/Z) 
MORIYA 


MUNDAR _ 

MUNDWA 


NACHNA 

NAGAUR 


NANEU 

NATHUSAR 


NERAN 
NIMBI CHOTI 


NODIYA _ 

NOKH 


NOKH (P/Z) 
NOKHA 


NOKHA MANDI 
NOKHRA 


NOKHRA(PZ) 

NOSAR 


ODHANIA _ 

PABUSAR(PZ) 


PACHHMI DHANI 
PADIHAR 


PANCHU 

PARASLA 


PHARDOD 

PILWA 


PITHEWALA 

POKRAN 


RAISAR 

RANSISAR 


ROHINDI 

ROJA 


ROJA 

ROL 


RORA 

SADHUNA 


SADOKAN 


_ Chloride, mg/I _ 

1984 1985 1986 1987 1988 1989 1990 1991 1992 1993 1994 1995 1996 

Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post 

Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 


_19 

Pre 

Monsoon 

1375.46 


MAINSAR 

NA 

NA 

NA 

507.29 

NA 

224.75 

249.21 

299.91 

262.33 

257.01 

277.93 

357.34 

NA 

287.15 

404.13 

290.69 

315.51 

316.21 

296.36 

296.01 

305.58 

384.63 

145.35 

NA 

276.51 

177.25 

120.53 

MALAR 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

NA 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

1226.57 

0.00 

361.59 

0.00 


1960.03 

na" 


1340.01 

na" 


1325.83 

na" 


MANGERIA 

NA 

27.30 

24.82 

39.00 

35.45 

24.82 

28.36 

NA 

30.49 

299.91 

44.31 

35.45 

27.65 

19.85 

77.99 

588.47 

21.27 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

226.88 

631.01 

170.16 

MANGLOD 

592.02 

NA 

524.66 

NA 

588.47 

595.56 

NA 

NA 

478.58 

NA 

NA 

NA 

NA 

NA 

538.84 

510.48 

602.65 

NA 

496.30 

NA 

NA 

NA 

NA 

NA 

NA 

1098.95 

NA 


1414.46 

na' 


1433.60 

na" 


MAWA 

442.42 

496.30 

510.48 

524.66 

510.48 

375.77 

531.75 

462.27 

496.30 

560.11 

217.66 

694.82 

568.62 

477.16 

411.22 

446.67 

460.85 

446.67 

418.31 

446.67 

436.04 

439.58 

450.22 

421.86 

319.05 

336.78 

322.60 

MODKIYA 

1259.89 

1306.69 

1247.84 

1212.39 

1254.93 

1283.29 

1269.11 

1270.53 

1311.65 

1239.33 

1318.74 

1305.98 

1500.95 

1392.12 

1063.50 

NA 

808.26 

1460.54 

1347.10 

1375.46 

1120.22 

1091.86 

1559.80 

1737.05 

1488.90 

1375.46 

0.00 


62.39 
1832.06 ' 


1630.70 
857.89 " 


2197.90 
964.24" 


1559.80 
255.24" 


2765.10 
230.43 ' 


1595.25 

219.79" 


1772.50 

248.15" 


1914.30 

212.70" 


1807.95 
205.61' 


1914.30 

219.79" 


5459.30 
1304.56 ' 


MOLASAR 

204.19 

213.05 

219.79 

226.88 

226.88 

239.29 

228.65 

214.47 

233.97 

248.15 

231.49 

236.10 

238.58 

252.05 

248.15 

241.06 

241.06 

248.15 

241.06 

248.15 

258.79 

258.79 

258.79 

258.79 

258.79 

280.06 

269.42 

MOOLSAGAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


MUNJASAR 

NA 

MUNJASAR 

302.74 




794.79 

NA 

NA 

613.29 


NA 

na" 


NA 

na" 


157.40 

159.53" 


NA 

191.43" 


1006.78 
478.58" 


130.81 


_NA 

193.20" 


1035.14 
455.53 " 


NA 

na" 


NA 

na" 


170.16 
168.39 " 


NA 

223.34" 


1006.78 

457.31" 


_NA 

na" 


_NA 

na" 


166.97 
163.07 " 


864.63 

181.86" 


1598.09 

na" 


_NA 

na" 


_NA 

na" 


140.38 
148.89 " 


_NA 

201.36" 


1084.77 
443.13 " 


20.56 

NA 


_NA 

NA 


_NA 

149.60 


_NA 

207.38 


1015.29 

483.18 



824.92 

822.44 

184.34 

198.52 


1020.96 
486.37" 


NA 

na" 


NA 

na" 


489.21 

na" 


808.26 
212.70" 


1701.60 

482.12" 


35.45 

na" 


_NA 

na" 


496.66 

na" 


847.61 
194.98 " 


1063.50 

na" 


1711.17 

NA 


21.27 

NA 


395.98 

230.43 


735.94 

205.61 


709.00 

1049.32 



NA 

631.01 

49.63 

219.79 


NAGRI 

122.66 

113.44 

NA 

127.62 

85.08 

95.72 

NA 

NA 

80.83 

NA 

120.53 

104.22 

136.13 

99.62 

159.88 

155.98 

163.07 

141.80 

950.06 

141.80 

138.26 

159.53 

0.00 

124.08 

127.62 

127.62 

141.80 

NANDRA 

NA 

NA 

542.03 

542.03 

NA 

497.01 

664.33 

NA 

588.47 

573.94 

541.68 

545.58 

NA 

570.75 

581.38 

574.29 

569.68 

2696.68 

535.65 

677.10 

479.28 

NA 

450.22 

NA 

921.70 

NA 

726.73 


2778.57 

na' 


2729.65 
681.00 " 


2474.41 

na" 


1014.23 
762.53 ' 


1258.48 

776.36' 


NEDAI 

NA 

NA 

NA 

NA 

3190.50 

NA 

3225.95 

3261.40 

NA 

NA 

NA 

3119.60 

3164.98 

405.19 

NA 

4183.10 

NA 

4254.00 

5459.30 

5672.00 

6104.49 

NA 

NA 

6877.30 

7373.60 

6593.70 

NA 

NERAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


NIMBRI CHANDAWATA 

326.49 

356.98 

237.52 

NA 

358.05 

350.96 

363.72 

321.53 

303.10 

333.23 

326.85 

1264.50 

625.34 

283.96 

330.04 

347.41 

333.23 

347.41 

921.70 

NA 

400.59 

446.67 

595.56 

549.48 

368.68 

386.41 

528.21 

NIMOD 

122.66 

123.72 

127.62 

134.71 

131.17 

132.94 

132.94 

113.44 

NA 

134.71 

NA 

1514.42 

287.85 

457.31 

155.98 

155.98 

510.48 

148.89 

148.89 

148.89 

155.98 

141.80 

148.89 

145.35 

152.44 

138.26 

124.08 


474.32 

NA 


_NA 

NA 


_NA 

3750.61 


NA 

NA 

NA 

NA 


565.07 
3607.39 " 


602.65 

na" 


_NA 

1320.51 " 


319.76 
3607.39 " 


NA 

na" 


NA 

na" 


511.54 

1318.74" 


421.86 

NA 


_NA 

NA 


0.00 

2942.35 


NA 

NA 

NA 

NA 


348.83 
3560.95 ' 


1020.96 

1320.16" 


_NA 

na" 


_NA 

2817.21" 


1020.96 

na" 


_NA 

na" 


_NA 

3034.52 " 


772.81 

na" 


NA 

na" 


NA 

2977.80 " 


836.62 

na" 


_NA 

na" 


_NA 

3474.10" 


850.80 

na" 


241.06 

na" 


NA 

3197.59 " 


836.62 

na" 


_NA 

na" 


_NA 

3161.43 " 


NA 

na" 


333.23 

na" 


NA 

3197.59" 


_NA 

na" 


_NA 

na" 


_NA 

3126.69" 


NA 

na" 


297.78 

na" 


NA 

2848.41" 


1347.10 

na" 


_NA 

na" 


_NA 

na" 


_NA 

na" 


212.70 

na" 


_NA 

2410.60 " 


NA 

NA 

NA 

208.45 


NOKHRA BHATIYA 

1198.21 

1210.26 

1254.93 

1290.38 

1208.85 

1258.48 

1233.66 

1221.25 

723.18 

693.76 

1290.38 

1167.01 

728.14 

1272.66 

1198.21 

631.01 

1573.98 

1368.37 

1659.06 

709.00 

1729.96 

808.26 

843.71 

886.25 

808.26 

822.44 

709.00 

NOKHRA CHARNA 

NA 

701.56 

NA 

705.46 

730.27 

723.18 

716.09 

712.55 

737.36 

670.36 

694.82 

729.56 

714.67 

715.74 

776.36 

687.73 

726.73 

794.08 

616.83 

1694.51 

850.80 

822.44 

836.62 

794.08 

1205.30 

854.35 

1176.94 


NA 

2141.18 

NA 

NA 


178.67 
1568.31' 


166.62 

2006.47 


_NA 

173.71" 


_NA 

na" 


2467.32 
2148.27 " 


_NA 

163.07 


2524.04 

NA 


148.89 

2180.18 


2041.92 

3296.85 

952.90 

NA 


3342.94 
173.71" 


850.80 

na" 


133.29 
779.19 " 


NA 

187.89 " 


2871.45 

na" 


148.89 
2481.50" 


_NA 

161.65" 


2304.25 

na" 


171.93 
774.58 " 


NA 

152.44" 


NA 

na" 


191.43 
2446.05 " 


_NA 

166.62 " 


3607.39 

na" 


194.27 
1861.83 " 


NA 

176.90" 


2487.88 

na" 


197.10 
734.88" 


3139.45 

na' 


2385.79 
194.98 ' 


187.18 
1938.41' 


2853.02 

166.62" 


2694.20 

341.74" 


248.15 
730.27" 


3190.50 
141.80 " 


2516.95 

411.22" 


163.07 
730.27 " 


3099.04 

163.07" 


2658.75 
437.81" 


191.43 
2041.92 " 


_NA 

184.34" 


2694.20 

na" 


219.79 
2084.46 " 


3048.70 

170.16" 


2375.15 

969.20" 


170.16 
687.73 " 


_NA 

184.34" 


2375.15 

na" 


177.25 

326.14" 


2552.40 
184.34" 


NA 

606.20" 


226.88 
467.94" 


3190.50 
141.80" 


2552.40 
1843.40" 


467.94 
283.60" 


PAREWARA 

216.95 

PHALODI TOWN 

NA 


260.20 

1157.09' 


_NA 

187.89 " 


_NA 

2173.09 " 


137.55 
1148.58 " 


_NA 

151.73 


226.88 

2552.40 


246.73 

843.71 


NA 

1191.12 

840.17 

2889.18 


299.55 
163.07 " 


_NA 

3190.50 " 


453.76 
684.19 " 


374.00 

170.16" 


NA 

3509.55 " 


202.07 
694.82 " 


_NA 

166.62 " 


1131.56 
895.11" 


1232.95 
681.00 " 


446.67 

152.44 


1067.05 

1641.34 


1212.39 

769.27 


NA 

NA 

2778.22 

3438.65 


1394.96 
687.73 " 


414.77 
98.20" 


155.98 

0 . 00 " 


1361.28 
666.46 " 


_NA 

163.07 


_NA 

680.64 


1633.54 

666.82 



453.76 

326.14" 


1219.48 
475.03 " 


1701.60 

na" 


443.13 
276.51 " 


1141.49 

na" 


2017.11 
673.55 " 


2561.26 
304.87 ' 


765.72 

0 . 00 ' 


503.39 
666.46 ' 



PUNASAR 

125.49 

PUNIYAS 

204.19 


NA 

1075.55 " 


_NA 

NA 


313.73 

192.49 


_NA 

1134.40 


1084.77 

326.14 

212.70 

248.15 


1792.35 

1191.12' 


NA 

1084.77 ' 


_NA 

na" 


333.23 
244.61 " 


551.25 
1084.77 " 


NA 

354.50" 


81.54 
276.51 " 


NA 

1559.80" 


_NA 

na" 


313.38 
297.78 " 


617.54 

1013.87" 


326.50 

319.76 

NA 

NA 



_NA 

na" 


333.23 
290.69 " 


588.47 

1091.86" 


_NA 

NA 


326.14 

297.78 


584.93 

1120.22 



59 

17.73 

90 

77.99 


1813.62 
1063.50' 


_NA 

na" 


326.14 

na" 


369.39 
1063.50" 


1191.12 

NA 


333.23 

85.08 


555.86 

957.15 



_NA 

na" 


17.73 
124.08 " 


_NA 

1148.58 " 



794.08 
70.90 " 


__NA 

794.08 " 


465.46 

1021.32" 


241.06 


964.24 
138.26 " 


_NA 

1020.96 " 


442.42 
898.30" 


237.52 


925.25 

107.77 


_NA 

1037.27 


439.23 

859.31 


212.70 


NA 

NA 

NA 

1084.77 




428.95 
62.39 " 


_NA 

1056.06 " 


427.53 

891.21" 


120.53 


NA 

na" 


NA 

1123.06" 


NA 

na" 


279.35 


_NA 

56.72 " 


_NA 

1126.96 " 


461.56 
923.12 " 


694.82 


305.58 

198.52" 


NA 

1155.67" 


443.13 
939.43 " 


166.62 


475.03 
63.81" 


_NA 

1184.03 " 


475.03 

922.41" 


177.25 


297.78 
35.45 " 


NA 

1276.20 " 


567.20 
928.79 " 


950.06 


212.70 
545.93 " 


_NA 

1184.03 " 


528.21 
1000.40" 


205.61 


255.24 

83.66" 


NA 

1262.02" 


581.74 
885.90" 


191.43 


212.70 
545.93 " 


_NA 

1155.67" 


520.76 
864.27 " 


73.03 


418.31 

233.97 


_NA 

1269.11 


472.55 

854.70 


1233.66 


166.62 

659.37 


NA 

1237.21 


530.69 

953.96 




258.79 
1070.59 ' 


NA 

NA 

1028.05 

1056.41 


432.49 

921.70' 


1772.50 


3190.50 

163.07 


_NA 

1098.95 


262.33 

319.05 


PALLI 

91.82 

90.04 

87.56 

88.63 

88.63 

88.63 

95.72 

90.40 

95.72 

87.56 

92.17 

284.66 

95.01 

NA 

104.22 

106.35 

92.17 

106.35 

88.63 

85.08 

269.42 

265.88 

276.51 

276.51 

113.44 

290.69 

290.69 

PANCHORI 

408.38 

NA 

NA 

567.20 

609.74 

560.11 

418.31 

542.74 

606.20 

NA 

632.78 

861.44 

421.86 

417.60 

945.10 

992.60 

758.63 

418.31 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


843.71 
283.60 " 


_NA 

1035.14" 


_NA 

659.37 " 


460.85 

276.51 


1077.68 

524.66 


_NA 

694.82 


PINDIA 

1756.19 

1772.50 

1503.08 

1871.76 

1857.58 

1871.76 

1953.30 

1750.88 

1818.59 

1861.13 

1776.40 

1792.35 

1851.20 

1932.03 

1843.40 

56.72 

1999.38 

1829.22 

1843.40 

1843.40 

1800.86 

1729.96 

1871.76 

1751.23 

1885.94 

1737.05 

1829.22 

PITHEWALA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 



RAYADA 

2178.05 

2187.27 

3367.75 

3580.45 

2162.45 

2240.44 

244.61 

2351.40 

2906.90 

2828.91 

3190.50 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RIDHWA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1276.20 

NA 

NA 

NA 

NA 

1265.92 

1120.93 

1361.28 

1460.54 

NA 

1276.20 

1091.86 

1254.93 

1524.35 

1276.20 

NA 

1240.75 

1191.12 

1205.30 

NA 



191.43 

613.29" 


_NA 

1113.13" 


397.04 
1020.96 " 


620.38 


191.43 

864.98 


_NA 

1106.04 


347.41 

1098.95 


1800.86 









































































































































































































































































































































































































































































































































97 


Chloride, mg/I 


2000 


2001 


2002 


Location 


1998 


1999 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 



Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

MAGRASAR 

574.29 

1488.90 

1403.82 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MAINSAR 

283.60 

311.96 

NA 

276.51 

311.96 

283.60 

226.88 

354.50 

414.77 

315.51 

432.49 

MALAR 

850.80 

801.17 

35875.40 

0.00 

1829.22 

0.00 

0.00 

0.00 

0.00 

0.00 

NA 

MALGAON 

464.40 

794.08 

666.46 

822.44 

737.36 

NA 

NA 

319.05 

531.75 

935.88 

1276.20 

MANEWARA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MANGERIA 

581.38 

375.77 

1297.47 

709.00 

872.07 

389.95 

609.74 

1375.46 

340.32 

673.55 

269.42 

MANGLOD 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1815.04 

2056.10 

2467.32 

1857.58 

MANU 

804.72 

758.63 

886.25 

NA 

836.62 

NA 

NA 

1247.84 

255.24 

212.70 

191.43 

MANU 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MAWA 

319.05 

311.96 

460.85 

347.41 

347.41 

NA 

NA 

567.20 

560.11 

163.07 

496.30 

MODKIYA 

127.62 

1559.80 

1999.38 

964.24 

127.62 

1595.25 

1772.50 

1063.50 

1063.50 

1063.50 

1077.68 

MOHANGARH 

2127.00 

1949.75 

0.00 

NA 

NA 

NA 

NA 

2127.00 

NA 

NA 

NA 

MOKHERI 

709.00 

255.24 

226.88 

1049.32 

737.36 

957.15 

212.70 

418.31 

226.88 

226.88 

545.93 

MOLASAR 

269.42 

269.42 

269.42 

269.42 

283.60 

NA 

NA 

248.15 

283.60 

645.19 

283.60 

MOOLSAGAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MOOLSAGAR 

510.48 

1045.78 

553.02 

198.52 

567.20 

531.75 

496.30 

517.57 

850.80 

567.20 

709.00 

MOOLSAGAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MOOLSAGAR (P/Z) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MORIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MUNDAR 

NA 

397.04 

NA 

319.05 

354.50 

467.94 

673.55 

482.12 

NA 

521.12 

386.41 

MUNDWA 

382.86 

542.39 

262.33 

418.31 

524.66 

NA 

NA 

283.60 

290.69 

70.90 

283.60 

MUNJASAR 

311.96 

623.92 

744.45 

NA 

177.25 

467.94 

531.75 

460.85 

450.22 

510.48 

531.75 

MUNJASAR 

340.32 

212.70 

432.49 

NA 

248.15 

233.97 

283.60 

191.43 

191.43 

191.43 

212.70 

NACHNA 

NA 

NA 

NA 

2127.00 

311.96 

NA 

283.60 

NA 

709.00 

NA 

1680.33 

NAGAUR 

712.55 

680.64 

659.37 

786.99 

1162.76 

NA 

NA 

921.70 

1347.10 

56.72 

2878.54 

NAGRI 

138.26 

216.25 

170.16 

212.70 

205.61 

NA 

NA 

141.80 

226.88 

276.51 

127.62 

NANDRA 

737.36 

638.10 

NA 

730.27 

694.82 

567.20 

616.83 

655.83 

716.09 

347.41 

NA 

NANEU 

560.11 

1063.50 

1240.75 

935.88 

1403.82 

1751.23 

2127.00 

2127.00 

2127.00 

2127.00 

2871.45 

NATHUSAR 

843.71 

977.71 

NA 

779.90 

786.99 

765.72 

836.62 

744.45 

694.82 

797.63 

797.63 

NEDAI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NERAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NERAN 

106.35 

255.24 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NIMBI CHOTI 

453.76 

584.93 

570.75 

659.37 

560.11 

NA 

NA 

567.20 

482.12 

1006.78 

517.57 

NIMBRI CHANDAWATA 

545.93 

248.15 

1198.21 

NA 

NA 

NA 

NA 

425.40 

368.68 

NA 

453.76 

NIMOD 

NA 

134.71 

152.44 

198.52 

163.07 

NA 

NA 

127.62 

155.98 

113.44 

113.44 

NODIYA 

361.59 

NA 

680.64 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NOKH 

290.69 

155.98 

NA 

NA 

184.34 

205.61 

70.90 

148.89 

NA 

92.17 

NA 

NOKH (P/Z) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NOKHA 

NA 

NA 

262.33 

NA 

425.40 

NA 

NA 

NA 

NA 

NA 

NA 

NOKHA MANDI 

NA 

319.05 

NA 

NA 

418.31 

283.60 

NA 

287.15 

489.21 

322.60 

NA 

NOKHRA 

NA 

3225.95 

NA 

2906.90 

2977.80 

2871.45 

2836.00 

NA 

NA 

NA 

666.46 

NOKHRA BHATIYA 

694.82 

1488.90 

737.36 

815.35 

NA 

680.64 

808.26 

985.51 

985.51 

985.51 

822.44 

NOKHRA CHARNA 

567.20 

850.80 

765.72 

786.99 

709.00 

NA 

744.45 

822.44 

822.44 

822.44 

836.62 

NOKHRA(PZ) 

3190.50 

3190.50 

NA 

2552.40 

NA 

NA 

NA 

2552.40 

6061.95 

2942.35 

2166.00 

NOSAR 

198.52 

184.34 

177.25 

163.07 

148.89 

155.98 

155.98 

120.53 

120.53 

120.53 

170.16 

ODHANIA 

3899.50 

3367.75 

NA 

3332.30 

3013.25 

3048.70 

2977.80 

2977.80 

3190.50 

2800.55 

2658.75 

PABUSAR(PZ) 

1106.04 

1020.96 

NA 

921.70 

1063.50 

194.98 

992.60 

744.45 

935.88 

705.46 

698.37 

PACHHMI DHANI 

155.98 

233.97 

184.34 

155.98 

170.16 

148.89 

148.89 

163.07 

163.07 

163.07 

191.43 

PADIHAR 

467.94 

786.99 

340.32 

NA 

326.14 

602.65 

404.13 

467.94 

467.94 

467.94 

673.55 

PALLI 

283.60 

290.69 

141.80 

99.26 

106.35 

120.53 

106.35 

673.55 

673.55 

673.55 

106.35 

PANCHORI 

NA 

NA 

NA 

425.40 

340.32 

NA 

NA 

NA 

NA 

NA 

NA 

PANCHU 

375.77 

375.42 

NA 

319.05 

248.15 

460.85 

496.30 

460.85 

382.86 

482.12 

450.22 

PARASLA 

276.51 

276.51 

283.60 

290.69 

269.42 

262.33 

269.42 

262.33 

262.33 

262.33 

276.51 

PAREWARA 

751.54 

382.86 

354.50 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PHALODI TOWN 

517.57 

616.83 

361.59 

574.29 

467.94 

531.75 

347.41 

248.15 

248.15 

248.15 

446.67 

PHARDOD 

NA 

NA 

NA 

1247.84 

1049.32 

NA 

NA 

453.76 

709.00 

1035.14 

1276.20 

PILWA 

673.55 

758.63 

673.55 

744.45 

326.14 

673.55 

680.64 

638.10 

638.10 

638.10 

673.55 

PINDIA 

1559.80 

1566.89 

1644.88 

1744.14 

1616.52 

NA 

NA 

NA 

1644.88 

2013.56 

1786.68 

PITHEWALA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PITHEWALA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

POKRAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PUNASAR 

319.05 

354.50 

304.87 

NA 

340.32 

184.34 

198.52 

333.23 

333.23 

333.23 

340.32 

PUNIYAS 

141.80 

131.17 

131.17 

127.62 

NA 

NA 

NA 

113.44 

170.16 

NA 

127.62 

RAISAR 

567.20 

567.20 

NA 

567.20 

588.47 

595.56 

588.47 

595.56 

584.93 

584.93 

592.02 

RANSISAR 

974.88 

978.42 

957.15 

1035.14 

935.88 

NA 

NA 

NA 

985.51 

942.97 

808.26 

RAYADA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

2481.50 

RIDHWA 

1354.19 

1205.30 

1247.84 

NA 

1219.48 

1205.30 

311.96 

1786.68 

1134.40 

297.78 

1630.70 

ROHINDI 

248.15 

NA 

209.16 

191.43 

255.24 

NA 

NA 

290.69 

NA 

666.46 

319.05 

ROJA 

28.36 

592.02 

528.21 

1545.62 

460.85 

NA 

NA 

709.00 

77.99 

1843.40 

85.08 

ROJA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

ROL 

1013.87 

964.24 

872.07 

957.15 

1176.94 

NA 

NA 

1162.76 

1063.50 

1176.94 

1205.30 

RORA 

354.50 

467.94 

NA 

361.59 

425.40 

432.49 

304.87 

283.60 

248.15 

464.40 

319.05 

SADHUNA 

786.99 

801.17 

NA 

1091.86 

886.25 

744.45 

921.70 

382.86 

801.17 

886.25 

709.00 

SADOKAN 

1148.58 

NA 

1680.33 

2112.82 

942.97 

NA 

NA 

1659.06 

1971.02 

389.95 

524.66 


2003 


Pre Post 

Monsoon Monsoon 
163.07 NA 


Chloride, mg/I 


Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

2013.56 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


















































































































































































































































































































































































































































































































































1984 


1985 


1986 


1987 


Chloride, mg/I 


Location 


1988 


1989 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 



Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

SAGANO Kl PAU 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SAGRAN 

3367.75 

2140.47 

NA 

NA 

2290.07 

1715.78 

1659.06 

1570.44 

1240.75 

203.13 

1006.78 

NA 

SANKRA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SANKRA 

NA 

NA 

368.68 

503.39 

NA 

NA 

NA 

815.35 

489.21 

538.84 

NA 

497.01 

SANWALA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

35.45 

1120.22 

NA 

NA 

NA 

SANWARA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

389.95 

NA 

552.31 

NA 

557.98 

SAROTIA 

296.36 

NA 

364.43 

NA 

482.12 

567.20 

NA 

397.40 

368.68 

NA 

NA 

397.04 

SARU BARI 

NA 

NA 

574.29 

NA 

NA 

489.21 

NA 

316.57 

NA 

NA 

NA 

517.57 

SARUNDA 

NA 

NA 

NA 

993.66 

NA 

911.77 

938.01 

NA 

NA 

995.44 

923.83 

992.25 

SATIKA 

115.57 

120.53 

NA 

120.53 

482.12 

145.35 

531.75 

475.74 

107.77 

567.20 

149.60 

180.44 

SATYAYA 

NA 

NA 

482.12 

NA 

446.67 

467.94 

489.21 

432.49 

397.04 

NA 

NA 

298.84 


NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SELVI 

NA 

NA 

418.31 

NA 

411.22 

NA 

198.52 

NA 

155.98 

184.34 

NA 

428.95 

SILANWAD 

1347.81 

NA 

1279.75 

1659.06 

1942.66 

1531.44 

1656.93 

1782.07 

1786.68 

1581.07 

1715.78 

1764.70 

SILANWAD 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SINGHANA 

667.17 

NA 

1191.12 

1446.36 

1999.38 

989.06 

1659.06 

690.21 

226.88 

155.98 

769.27 

382.15 

SINGRAWAT PZ. 

131.17 

NA 

NA 

NA 

NA 

NA 

182.57 

NA 

142.86 

NA 

NA 

170.16 

SIRDHA 

769.27 

749.77 

804.72 

779.90 

794.08 

825.99 

1403.82 

821.38 

836.62 

767.85 

843.71 

1375.46 

SODAKAR 

NA 

NA 

NA 

NA 

308.42 

NA 

361.59 

319.05 

NA 

NA 

NA 

313.02 

SODAKAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SONELI 

176.90 

175.12 

157.75 

NA 

280.06 

262.33 

242.48 

207.74 

450.22 

354.50 

437.10 

201.36 

SONIYASAR GODARAN 

NA 

NA 

NA 

NA 

NA 

262.33 

NA 

235.74 

NA 

217.66 

272.26 

361.59 

SONIYASAR MITHIYA 

NA 

NA 

209.16 

NA 

NA 

219.79 

NA 

242.48 

NA 

278.99 

299.55 

517.57 

SRI BALAJI 

165.20 

127.97 

NA 

198.52 

241.06 

212.70 

326.14 

180.80 

457.31 

NA 

231.13 

205.61 

SRI BHADARIA 

NA 

NA 

NA 

NA 

NA 

NA 

1985.20 

NA 

NA 

1914.30 

NA 

2688.53 

SUDRASAN 

156.69 

154.56 

155.98 

148.89 

NA 

170.16 

296.01 

127.27 

177.25 

163.07 

204.19 

173.71 

SUPKA 

455.89 

393.50 

978.42 

1247.84 

1772.50 

1020.96 

1675.01 

853.28 

1418.00 

496.30 

1837.73 

917.09 

SUWAP 

129.39 

550.18 

549.48 

577.84 

538.84 

67.36 

574.29 

NA 

592.02 

889.09 

567.20 

576.42 

TARNAU 

1157.09 

1332.92 

1219.48 

1332.92 

1361.28 

602.65 

NA 

NA 

1318.74 

1325.83 

578.54 

NA 

TEHINDESAR 

388.89 

NA 

254.18 

NA 

397.04 

333.23 

NA 

249.21 

425.40 

NA 

NA 

567.20 

TEKRA 

NA 

536.36 

506.94 

556.57 

506.94 

535.30 

453.76 

666.82 

730.27 

1421.19 

765.72 

4535.12 

TEPU 

2000.80 

2393.23 

2906.90 

2566.58 

1971.02 

2148.27 

1999.38 

1880.98 

1418.00 

1407.72 

2218.82 

1931.32 

TOTA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

TOTA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

UDAT 

NA 

NA 

1917.85 

1890.19 

NA 

1837.73 

1804.41 

NA 

NA 

1962.16 

NA 

NA 

UGRAS 

197.46 

192.49 

198.52 

187.89 

209.16 

216.25 

237.52 

1186.16 

1347.10 

175.12 

127.62 

1625.74 

UNWARA 

47.50 

52.47 

57.43 

184.34 

NA 

56.72 

53.18 

52.11 

56.72 

50.69 

63.81 

NA 

UTTRI DHANI 

122.66 

171.93 

177.25 

216.25 

152.44 

297.78 

127.62 

238.58 

421.86 

80.83 

276.51 

173.71 

UZLAN 

NA 

NA 

2658.75 

2658.75 

2623.30 

2836.00 

2906.90 

2871.45 

3367.75 

NA 

NA 

578.54 

ZORDA 

384.99 

358.05 

NA 

397.04 

326.14 

311.96 

319.05 

294.59 

316.57 

NA 

381.09 

304.87 

Sub Basin: Sub 6 

ASUTAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

ASUTAR 

NA 

NA 

443.13 

NA 

439.58 

NA 

411.22 

872.07 

NA 

371.87 

NA 

NA 

ASUTAR (P/Z) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BACCHIA CHHOR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BALEWA 

1300.31 

1286.13 

1318.74 

NA 

1176.94 

NA 

1318.74 

1276.20 

1503.08 

NA 

1320.16 

803.30 

BANDHA 

NA 

NA 

NA 

NA 

NA 

NA 

411.22 

432.49 

489.21 

NA 

NA 

NA 

BERISIYALA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BERISIYALA 

NA 

NA 

1290.38 

NA 

1191.12 

NA 

1191.12 

1435.73 

1120.22 

1293.22 

NA 

1225.15 

BERISIYALA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHIYASAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHIYASAR 

NA 

NA 

503.39 

NA 

517.57 

NA 

510.48 

510.48 

510.48 

484.96 

NA 

NA 

BOLA 

NA 

818.19 

911.07 

928.79 

836.62 

NA 

836.62 

772.81 

NA 

727.43 

789.47 

830.24 

CHADI 

215.18 

2097.58 

2263.13 

2297.16 

2339.70 

NA 

2368.06 

2467.32 

NA 

242.48 

2484.34 

0.00 

CHELAK 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

CHELAK 

NA 

NA 

NA 

NA 

NA 

NA 

1800.86 

NA 

1800.86 

1751.23 

NA 

NA 

CHELAK 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DANGARI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DANGARI 

NA 

NA 

939.43 

NA 

950.06 

1042.23 

1120.22 

1077.68 

1155.67 

NA 

NA 

1361.28 

DEDUSAR 

898.30 

887.31 

895.82 

595.56 

950.06 

NA 

893.34 

872.07 

879.16 

754.38 

768.91 

778.13 

DERASAR 

NA 

104.22 

80.83 

NA 

127.62 

NA 

42.54 

191.43 

219.79 

121.24 

176.90 

187.53 

DHANANA 

NA 

NA 

NA 

NA 

NA 

NA 

1758.32 

NA 

163.07 

NA 

NA 

NA 

DORAU 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DORAU 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

FATEHGARH 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

FATEHGARH 

NA 

NA 

NA 

NA 

1176.94 

NA 

1162.76 

517.57 

992.60 

929.50 

NA 

912.13 

GADRA 

NA 

NA 

NA 

NA 

NA 

NA 

1850.49 

NA 

NA 

NA 

NA 

505.16 

GADRA ROAD 

1081.93 

1128.02 

694.82 

NA 

999.69 

NA 

545.93 

1184.03 

602.65 

579.25 

623.92 

639.16 

GADRA ROAD (PZ) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GAMMNEWALA 

NA 

NA 

NA 

NA 

NA 

NA 

1276.20 

1056.41 

NA 

0.00 

NA 

1293.22 

GHANTIYALI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GHANTIYALI 

NA 

NA 

460.85 

NA 

524.66 

NA 

NA 

517.57 

170.16 

NA 

NA 

NA 

GHONIA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GHOTARU 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 









1 

1 







1990 | 

| 1991 | 

1 1992 | 

| 1993 | 

| 1994 | 

| 1995 | 

| 1996 | 

19 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 


Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 

55.66 39.70 70.90 49.63 35.45 56.72 49.63 21.27 NA 28.36 49.63 404.13 496.30 460.85 NA 



























































































































































































































































































































































































































































































































SARU BARI 
SARUNDA 


Chloride, mg/I 


Chloride, mg/I 
2007 


Location 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

SAGANO Kl PAU 

567.20 

NA 

NA 

NA 

439.58 

581.38 

NA 

531.75 

496.30 

439.58 

NA 

524.66 

496.30 

978.42 

978.42 

361.59 

567.20 

524.66 

510.48 

510.48 

460.85 

255.24 

NA 

NA 

NA 

NA 

NA 


SAGRAN 

716.09 

1020.96 

701.91 

1758.32 

1772.50 

1020.96 

808.26 

1020.96 

1020.96 

1063.50 

411.22 

964.24 

1035.14 

1595.25 

1063.50 

964.24 

1049.32 

1063.50 

1134.40 

1134.40 

1233.66 

1368.37 

1176.94 

NA 

1162.76 

1063.50 

453.76 

SANKRA 

NA 

NA 

567.20 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


SANKRA 

659.37 

666.46 

NA 

638.10 

567.20 

510.48 

340.32 

262.33 

191.43 

531.75 

354.50 

248.15 

354.50 

354.50 

354.50 

411.22 

389.95 

NA 

354.50 

354.50 

375.77 

375.77 

354.50 

NA 

446.67 

184.34 

NA 

SANWALA 

1701.60 

NA 

NA 

NA 

NA 

NA 

NA 

241.06 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


SANWARA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

524.66 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SAROTIA 

623.92 

439.58 

446.67 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

354.50 

NA 

347.41 

NA 

354.50 

297.78 

297.78 

NA 

NA 

NA 

345.28 

319.76 

NA 

382.86 

510.00 

230.00 


NA 

1999.38' 


_NA 

1127.31 


NA 

NA 

1134.40 

63.81 


_NA 

1098.95 ' 


_NA 

1091.86" 


NA 

1035.14" 


609.74 

1885.94" 


SATIKA 

241.06 

237.52 

244.61 

226.88 

248.15 

NA 

NA 

283.60 

248.15 

347.41 

269.42 

NA 

226.88 

NA 

NA 

283.60 

248.15 

283.60 

354.50 

NA 

368.68 

170.16 

276.51 

NA 

276.51 

311.96 

290.69 

SATYAYA 

1116.68 

NA 

673.55 

NA 

723.18 

567.20 

283.60 

453.76 

453.76 

453.76 

779.90 

177.25 

425.40 

425.40 

779.90 

389.95 

311.96 

623.92 

326.14 

326.14 

269.42 

70.90 

NA 

NA 

255.24 

361.59 

NA 


SILANWAD 

1765.41 

1914.30 

1900.12 

2070.28 

2027.74 

NA 

NA 

2155.36 

1786.68 

2197.90 

2098.64 

0.00 

1843.40 

NA 

NA 

2609.12 

2027.74 

2127.00 

2410.60 

NA 

2396.42 

992.60 

1786.68 

NA 

1460.54 

NA 

1673.24 

SILANWAD 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

2382.24 

NA 


SINGHANA 

74.45 

372.23 

450.22 

1219.48 

1630.70 

NA 

NA 

2013.56 

425.40 

1375.46 

1644.88 

NA 

226.88 

NA 

NA 

2467.32 

638.10 

NA 

666.46 

NA 

1573.98 

1432.18 

1701.60 

NA 

NA 

7231.80 

NA 

SINGRAWAT PZ. 

NA 

113.44 

148.89 

155.98 

NA 

NA 

NA 

141.80 

NA 

134.71 

134.71 

NA 

NA 

134.71 

141.80 

134.71 

106.35 

141.80 

155.98 

163.07 

155.98 

141.80 

141.80 

NA 

163.07 

21.27 

163.07 


SIRDHA 

475.03 

779.90 

921.70 

NA 

765.72 

680.64 

602.65 

666.46 

666.46 

666.46 

737.36 

673.55 

666.46 

701.91 

666.46 

652.28 

652.28 

659.37 

694.82 

659.37 

744.45 

659.37 

659.37 

NA 

638.10 

659.37 

1020.96 

SODAKAR 

212.70 

198.52 

NA 

NA 

212.70 

177.25 

276.51 

205.61 

NA 

198.52 

177.25 

177.25 

425.40 

311.96 

1559.80 

319.05 

333.23 

319.05 

283.60 

283.60 

808.26 

290.69 

319.05 

NA 

326.14 

326.14 

NA 


SODAKAR 

SONELI 


SUDRASAN 

SUPKA 


ZORDA _ 

Sub Basin: Sub 6 


ASUTAR (P/Z) 
BACCHIA CHHOR 


BERISIYALA 

BERISIYALA 


BHIYASAR 

BOLA 


CHELAK 

CHELAK 


DANGARI 

DANGARI 


DEDUSAR 

DERASAR 


DORAU 

FATEHGARH 


GADRA ROAD 
GADRA ROAD (PZ) 


GHANTIYALI 

GHONIA 


GHOTARU 


S NA 

NA 

311.96 

177.25 


_NA 

2906.90 


NA 

NA 

I NA 

28.36 


SONIYASAR GODARAN 

723.18 

329.69 

326.14 

NA 

NA 

NA 

NA 

NA 

233.97 

336.78 

283.60 

258.79 

329.69 

549.48 

319.05 

343.87 

NA 

304.87 

368.68 

241.06 

297.78 

198.52 

262.69 

NA 

268.00 

NA 

NA 

SONIYASAR MITHIYA 

1120.22 

237.52 

269.42 

NA 

NA 

NA 

NA 

NA 

184.34 

311.96 

265.88 

315.51 

340.32 

375.77 

287.15 

280.06 

NA 

319.05 

290.69 

255.24 

248.15 

290.69 

296.36 

NA 

248.86 

114.00 

166.00 


SRI BALAJI 

280.06 

269.42 

280.06 

319.05 

219.79 

NA 

NA 

226.88 

248.15 

311.96 

311.96 

432.49 

304.87 

NA 

NA 

404.13 

432.49 

893.34 

545.93 

NA 

397.04 

623.92 

623.92 

NA 

701.91 

666.46 

NA 

SRI BHADARIA 

NA 

NA 

NA 

NA 

1588.16 

1644.88 

389.95 

1673.24 

1609.43 

1772.50 

NA 

1800.86 

1644.88 

NA 

NA 

1701.60 

1240.75 

NA 

1389.64 

NA 

1488.90 

1290.38 

241.06 

NA 

1276.20 

1332.92 

NA 


439.58 
2034.83 ' 


333.23 
2417.69 " 


148.89 
1829.22 ' 


1985.20 
1722.87 " 


148.89 
1106.04' 


SUWAP 

77.99 

99.26 

248.15 

134.71 

77.99 

120.53 

553.02 

163.07 

163.07 

163.07 

163.07 

553.02 

113.44 

70.90 

248.15 

368.68 

361.59 

361.59 

297.78 

382.86 

319.05 

319.05 

304.87 

NA 

304.87 

319.05 

283.60 

TARNAU 

2960.08 

3314.58 

3225.95 

3885.32 

1290.38 

NA 

NA 

3757.70 

4041.30 

2070.28 

1361.28 

1715.78 

1474.72 

NA 

NA 

2098.64 

219.79 

3332.30 

2339.70 

NA 

4963.00 

4963.00 

2467.32 

NA 

2779.28 

2453.14 

1559.80 


TEHINDESAR 

538.84 

TEKRA 

737.36 


TEPU 

723.18 

957.15 

1219.48 

744.45 

921.70 

935.88 

1084.77 

921.70 

921.70 

921.70 

1020.96 

1035.14 

1418.00 

1361.28 

1035.14 

NA 

1028.05 

957.15 

907.52 

872.07 

1006.78 

1162.76 

1134.40 

NA 

1013.87 

687.73 

1006.78 

TOTA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

638.10 


TOTA 

843.71 

NA 

779.90 

595.56 

815.35 

NA 

680.64 

NA 

638.10 

NA 

NA 

NA 

808.26 

NA 

42.54 

489.21 

659.37 

631.01 

638.10 

638.10 

808.26 

652.28 

609.74 

NA 

879.16 

638.10 

NA 

UDAT 

2339.70 

425.40 

NA 

1488.90 

1843.40 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


UGRAS 

808.26 

411.22 

425.40 

1481.81 

425.40 

397.04 

2339.70 

1106.04 

1106.04 

1106.04 

822.44 

1020.96 

106.35 

709.00 

1162.76 

730.27 

730.27 

716.09 

765.72 

730.27 

751.54 

808.26 

772.81 

NA 

751.54 

808.26 

134.71 

UNWARA 

262.33 

NA 

85.08 

56.72 

49.63 

42.54 

49.63 

233.97 

233.97 

233.97 

35.45 

63.81 

35.45 

269.42 

77.99 

56.72 

49.63 

63.81 

56.72 

63.81 

127.62 

127.62 

70.90 

NA 

113.44 

666.46 

411.22 


UTTRI DHANI 

163.07 

177.25 

163.07 

184.34 

148.89 

163.07 

177.25 

99.26 

99.26 

99.26 

177.25 

226.88 

155.98 

737.36 

99.26 

170.16 

163.07 

163.07 

120.53 

163.07 

506.94 

148.89 

191.43 

NA 

141.80 

148.89 

141.80 

UZLAN 

2127.00 

2304.25 

NA 

2658.75 

1418.00 

2410.60 

2587.85 

2658.75 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

106.35 

NA 


ASUTAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

411.22 

ASUTAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

425.40 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

368.68 

NA 


_NA 

1488.90 " 


NA 

1488.90' 


_NA 

1219.48' 


NA 

1276.20" 


_NA 

1347.10 " 


NA 

1418.00 ' 


_NA 

1418.00 ' 


NA 

1191.12" 


_NA 

1347.10 " 


NA 

1148.58' 


NA 

1063.50" 


_NA 

1347.10 " 


BALEWA 

1056.41 

1035.14 

NA 

NA 

1219.48 

1091.86 

NA 

NA 

1524.35 

NA 

NA 

NA 

1524.35 

NA 

NA 

1956.84 

NA 

1956.84 

3190.50 

4892.10 

4821.20 

4112.20 

4608.50 

NA 

666.46 

NA 

NA 

BANDHA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


NA 

1120.22 " 


_NA 

1134.40 " 


_NA 

1276.20' 


NA 

1276.20" 


_NA 

1403.82 " 


NA 

1361.28' 


_NA 

1432.18' 


NA 

1205.30" 


_NA 

1375.46 " 


NA 

1517.26' 


_NA 

1418.00 ' 


_NA 

1247.84 " 


NA 

1247.84' 


_NA 

1425.09 ' 


NA 

1276.20" 


_NA 

1276.20" 


NA 

1176.94' 


_NA 

1176.94' 


NA 

1304.56 " 


_NA 

1347.10 " 


NA 

1276.20' 


NA 

1290.38" 


_NA 

1262.02 " 


567.20 
1595.25 " 


751.54 
1418.00 ' 


NA 

1701.60" 


1134.40 
950.06 ' 


NA 

1701.60" 


_NA 

1134.40 ' 


1800.86 

na" 


_NA 

1134.40 " 


1077.68 
2977.80" 


553.02 
2623.30" 


1134.40 

3332.30' 


1106.04 
709.00" 


1985.20 

na" 


NA 

1077.68" 


1382.55 

na" 


673.55 

na" 


_NA 

na" 


1049.32 
283.60 " 


1453.45 

na' 


NA 

1134.40 ' 


NA 


1418.00 

na' 


_NA 

347.41' 


879.16 

na' 


1878.85 

na" 


NA 

na" 


921.70 

na" 


1914.30 

na" 


_NA 

na" 


879.16 

na" 


1949.75 

na' 


1878.85 

na" 


NA 

NA 

1304.56 

1311.65 


1332.92 

297.78" 


1020.96 

na" 


_NA 

1595.25 " 


992.60 
191.43 " 


950.06 

NA 


_NA 

1418.00 


_NA 

NA 


1205.30 

na' 


1020.96 

na" 


NA 

NA 

92.17 

1382.55 


1134.40 
368.68 ' 


1332.92 

297.78" 


141.80 

na' 


NA 

na' 


992.60 
2836.00' 


935.88 

na" 


NA 

1446.36" 


NA 

na" 


1205.30 

na" 


_NA 

1403.82 " 


574.29 
297.78 " 


1056.41 

na' 


NA 

1418.00 ' 


418.31 
2694.20' 


1056.41 

na' 


_NA 

1418.00 ' 


1063.50 
432.49 ' 


1106.04 

na" 


NA 

1460.54" 


1106.04 
779.90" 


1120.22 

na" 


_NA 

191.43 " 


375.77 
638.10" 


1098.95 

na' 


NA 

191.43' 


347.41 

1162.76' 


1148.58 

1091.86" 


NA 

170.16" 


588.47 
1134.40" 


1878.85 

na' 


2127.00 

na" 


1843.40 

na' 


1772.50 

na" 


1843.40 

na' 


1949.75 

na' 


1772.50 

NA 


30061.60 

na' 


1772.50 

na' 


1914.30 

na" 


2020.65 

na' 


2020.65 

na' 


1744.14 

na' 


1900.12 

na" 


1120.22 

na" 


1162.76 
964.24' 


NA 


1077.68 
1020.96 " 


NA 


1091.86 

NA 


NA 


1106.04 

1176.94 





1063.50 
992.60 " 


NA 


1063.50 

935.88 


NA 



1134.40 
992.60 " 


NA 


921.70 

1219.48' 


NA 


921.70 

1276.20' 


NA 


886.25 
1276.20" 


NA 


921.70 

1191.12" 


NA 


1233.66 

NA 


BERISIYALA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1347.10 

NA 

NA 

NA 

NA 

BHIYASAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

935.88 


CHADI 

2552.40 

2729.65 

NA 

106.35 

992.60 

NA 

NA 

NA 

2942.35 

2481.50 

NA 

2836.00 

NA 

NA 

723.18 

2765.10 

NA 

2765.10 

3757.70 

3545.00 

2438.96 

2481.50 

2410.60 

NA 

2836.00 

2410.60 

NA 

CHELAK 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1106.04 


893.34 

na" 


_NA 

212.70 " 


638.10 

3474.10" 


DHANANA 

NA 

70.90 

NA 

1616.52 

1786.68 

1630.70 

460.85 

1715.78 

NA 

2127.00 

NA 

2233.35 

2020.65 

NA 

1772.50 

2481.50 

1985.20 

NA 

1701.60 

1701.60 

1843.40 

1864.67 

1588.16 

NA 

170.16 

1659.06 

NA 

DORAU 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1807.95 


1758.32 

na" 


FATEHGARH 

737.36 

709.00 

779.90 

737.36 

709.00 

737.36 

482.12 

453.76 

581.38 

524.66 

574.29 

368.68 

496.30 

510.48 

510.48 

538.84 

567.20 

524.66 

496.30 

496.30 

553.02 

602.65 

779.90 

NA 

NA 

510.48 

NA 

GADRA 

NA 

NA 

NA 

NA 

NA 

NA 

567.20 

609.74 

553.02 

567.20 

NA 

NA 

553.02 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

595.56 

NA 


GAMMNEWALA 

1347.10 

1418.00 

NA 

1318.74 

397.04 

1368.37 

NA 

1347.10 

1318.74 

1347.10 

NA 

1418.00 

1418.00 

1332.92 

1332.92 

1418.00 

1361.28 

NA 

1276.20 

1276.20 

1290.38 

1318.74 

992.60 

NA 

1290.38 

1318.74 

NA 

GHANTIYALI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

907.52 


886.25 

1091.86" 


NA 





































































































































































































































































































































































































































































































































1984 


1985 


1986 


1987 


Chloride, mg/I 


Location 


1988 


1989 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 



Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

GHOTARU 

NA 

NA 

471.49 

NA 

517.57 

NA 

439.58 

432.49 

567.20 

532.11 

NA 

NA 

HABUR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

HABUR 

NA 

NA 

60.27 

56.72 

269.42 

NA 

453.76 

297.78 

467.94 

713.96 

NA 

NA 

HATMA 

224.75 

198.52 

195.33 

198.52 

198.52 

NA 

205.61 

198.52 

205.61 

188.59 

197.10 

231.49 

INDROI 

NA 

161.65 

424.34 

205.61 

NA 

NA 

553.02 

545.93 

609.74 

134.71 

347.06 

81.54 

JAISINDER (P) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1876.01 

JHANKALI 

NA 

4683.30 

4466.70 

NA 

4502.15 

NA 

4324.90 

0.00 

0.00 

3132.01 

0.00 

3890.99 

JHINJHINIYALI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JHINJHINIYALI 

NA 

NA 

354.50 

NA 

354.50 

NA 

482.12 

361.59 

NA 

NA 

NA 

NA 

JOG IDAS KA GAON(P/Z) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KAOER (JAI SINGH Kl BERI) 

NA 

921.70 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KASAU KA TALA (P/Z) 

NA 

NA 

NA 

NA 

NA 

1297.47 

NA 

NA 

992.60 

1293.22 

NA 

NA 

KELNOR 

2419.82 

2675.41 

2748.08 

1829.22 

2765.10 

NA 

2680.02 

2800.55 

4112.20 

2889.53 

2586.43 

2848.76 

KESAR S KA TALA 

NA 

NA 

999.69 

NA 

1120.22 

NA 

1290.38 

1056.41 

1247.84 

0.00 

NA 

1129.79 

KHARIA KUA 

NA 

NA 

2623.30 

NA 

2765.10 

NA 

2821.82 

2743.83 

3048.70 

2660.52 

NA 

1978.11 

KHURI 

NA 

NA 

829.53 

NA 

NA 

NA 

843.71 

928.79 

NA 

1181.90 

NA 

1176.94 

KISHANGARH 

NA 

NA 

531.75 

NA 

553.02 

NA 

567.20 

609.74 

886.25 

788.05 

NA 

NA 

KOHRA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KOHRA 

NA 

NA 

517.57 

553.02 

389.95 

NA 

616.83 

418.31 

510.48 

350.25 

NA 

NA 

KUCHARY 

NA 

NA 

198.52 

NA 

1233.66 

NA 

219.79 

467.94 

198.52 

202.07 

NA 

NA 

KUNDA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KUNDA 

NA 

NA 

382.86 

425.40 

404.13 

NA 

545.93 

404.13 

3686.80 

713.96 

NA 

NA 

KUNDA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KURIA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

370.45 

NA 

NA 

KURIYA-BERI (P/Z) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

LONGEWALA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

LONGEWALA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

LONGEWALA 

NA 

NA 

NA 

NA 

786.99 

NA 

857.89 

1077.68 

1985.20 

2128.77 

NA 

NA 

LONGEWALA (P/Z) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MEDUSAR(KHANIYANI) 

1136.53 

1155.32 

1176.94 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1098.24 

2348.56 

MODHA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

2052.56 

NAND 

NA 

754.38 

762.88 

786.99 

382.86 

NA 

1531.44 

1701.60 

545.93 

1414.46 

1619.71 

707.94 

NATHURA KUA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

779.90 

801.17 

740.91 

NA 

NA 

PANCHLA 

3205.39 

3232.33 

3488.28 

NA 

3899.50 

NA 

2453.14 

2495.68 

NA 

2438.25 

2542.83 

2513.41 

PHULIA 

NA 

NA 

978.42 

NA 

NA 

NA 

893.34 

872.07 

850.80 

242.48 

NA 

NA 

RAMGARH 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RANAU 

NA 

NA 

191.43 

NA 

NA 

NA 

379.32 

304.87 

NA 

323.30 

NA 

NA 

RANAU (P/Z) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RANDHA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RANDHA 

NA 

NA 

141.80 

148.89 

631.01 

NA 

311.96 

226.88 

177.25 

87.56 

NA 

NA 

REDANA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SADEWALA 

NA 

NA 

1588.16 

1602.34 

1630.70 

NA 

1588.16 

1758.32 

3112.51 

2337.22 

NA 

2450.30 

SAM 

NA 

NA 

NA 

NA 

NA 

NA 

155.98 

155.98 

NA 

NA 

NA 

NA 

SANU 

NA 

NA 

467.94 

NA 

106.35 

NA 

716.09 

NA 

NA 

NA 

NA 

NA 

SATRAU 

NA 

NA 

NA 

3048.70 

NA 

NA 

3105.42 

3545.00 

3190.50 

NA 

2912.57 

2995.53 

SATTO (P/Z) 

NA 

NA 

935.88 

NA 

957.15 

NA 

935.88 

964.24 

1049.32 

NA 

NA 

NA 

SHAHGARH 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SHAHGARH 

NA 

NA 

NA 

NA 

NA 

NA 

3194.05 

560.11 

389.95 

NA 

NA 

728.14 

SHASTRI GAON (PZ) 

626.05 

343.87 

NA 

NA 

375.77 

NA 

560.11 

NA 

560.11 

1643.46 

564.72 

264.10 

SIHANI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1028.05 

NA 

SOLANKIYA 

20.56 

20.56 

21.27 

NA 

283.60 

NA 

NA 

35.45 

21.27 

NA 

20.21 

20.92 

SUNDRA 

NA 

NA 

NA 

NA 

NA 

NA 

864.98 

NA 

NA 

NA 

2148.27 

2056.81 

TAMLORE 

2048.66 

2063.19 

2034.83 

NA 

2127.00 

NA 

2070.28 

2027.74 

2070.28 

NA 

NA 

1973.15 

TANOT 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

TANOT 

NA 

NA 

1758.32 

1815.04 

1829.22 

NA 

1800.86 

1786.68 

2020.65 

1050.74 

NA 

NA 

TANU 

384.99 

405.55 

411.22 

NA 

475.03 

NA 

NA 

567.20 

609.74 

498.43 

489.92 

500.20 

TRIVNIYAR 

NA 

2097.58 

2084.46 

NA 

2304.25 

NA 

2148.27 

NA 

2155.36 

2303.54 

1973.86 

1903.67 

TURBI (P) 

NA 

NA 

NA 

NA 

NA 

NA 

2552.40 

NA 

NA 

NA 

815.35 

639.16 

River Basin: Parbati 

Sub Basin: Parbati 

ANGAI 

51.05 

104.93 

NA 

NA 

42.54 

99.26 

139.32 

132.58 

63.46 

381.44 

33.32 

69.13 

BANBIHAR 

NA 

NA 

NA 

NA 

NA 

NA 

33.32 

46.44 

NA 

NA 

21.98 

27.65 

BANSRAI 

51.40 

36.87 

NA 

NA 

56.72 

56.72 

106.00 

NA 

52.11 

29.07 

60.97 

73.74 

BARI 

148.54 

120.53 

NA 

NA 

163.07 

177.25 

291.75 

384.63 

0.00 

0.00 

NA 

NA 

BAROLI 

216.95 

230.78 

NA 

NA 

255.24 

219.79 

NA 

125.85 

NA 

NA 

60.97 

NA 

BARONAPURA 


31.20 

NA 

NA 



NA 

39.70 

23.04 

23.04 

21.98 

23.04 

BHATESAR KALAN 


31.55 

NA 

NA 



46.44 

53.18 


0.00 

62.39 

59.91 

BHIRAMAD PZ 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

34.74 

55.30 

55.30 

BILLONI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BISHNODA 

57.08 

52.47 

NA 

NA 

56.72 

49.63 

119.47 

53.18 

46.09 

63.46 

55.30 

36.87 

BOTHPURA PZ 

NA 

NA 

NA 

NA 

NA 

NA 

59.56 

46.44 


28.72 

27.65 

36.87 

CHANDPURA 

51.05 

36.87 

NA 

NA 

56.72 

49.63 

79.41 

33.32 

29.07 

51.76 

38.64 

55.30 

CHILLAKHOR 

NA 

NA 

NA 

NA 

NA 

NA 

238.58 

79.41 

NA 

74.80 

77.28 

50.69 

CHITTAURA 

79.76 

68.06 

NA 

NA 

92.17 

92.17 

106.00 

112.73 

63.46 

63.46 

55.30 

64.52 









1 

1 







1990 | 

| 1991 | 

1 1992 | 

| 1993 | 

| 1994 | 

| 1995 | 

| 1996 | 

19 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 


Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 

544.51 527.50 545.93 NA 475.03 NA 567.20 567.20 595.56 531.75 850.80 553.02 531.75 538.84 NA 















































































































































































































































































































































































































































































































Chloride, mg/I 


JAISINDER (P) 
JHANKALI 


JHINJHINIYALI 

JHINJHINIYALI 


KURIA _ 

KURIYA-BERI (P/Z) 


LONGEWALA 
LONGEWALA (P/Z) 


RAMGARH 

RANAU 


SATTO (P/Z) _ 

SHAHGARH 


SHAHGARH _ 

SHASTRI GAON (PZ) 


SIHANI _ 

SOLANKIYA 


TURBI (P) _ 

River Basin: Parbati 


Sub Basin: Parbati 

ANGAI 


BANBIHAR _ 

BANSRAI 


BARI _ 

BAROLI 


BHIRAMAD PZ 
BILLONI 


BISHNODA 
BOTHPURA PZ 


Chloride, mg/I 
2007 


Location 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

GHOTARU 

553.02 

553.02 

NA 

496.30 

531.75 

524.66 

553.02 

553.02 

553.02 

595.56 

574.29 

581.38 

517.57 

545.93 

545.93 

567.20 

567.20 

NA 

531.75 

531.75 

567.20 

581.38 

545.93 

NA 

567.20 

531.75 

NA 


HABUR 

NA 

HABUR 

1042.23 


NA 

NA 

921.70 

1006.78 


_NA 

1063.50 " 


NA 

NA 

1020.96 

1063.50 


NA 

1020.96" 


NA 

1063.50" 


NA 

1148.58" 


_NA 

1212.39 


_NA 

794.08 



NA 

NA 

NA 

NA 


KOHRA 

NA 

KOHRA 

319.05 


j NA 

NA 

NA 

1318.74 


NA 

1091.86" 


1531.44 

na" 


MEDUSAR(KHANIYANI) 

NA 

MODHA 

333.23 


709.00 

na" 


_NA 

1673.24" 


726.73 

na" 


_NA 

1488.90 " 


NA 

1474.72 ' 


553.02 

na" 


_NA 

1503.08 " 


609.74 

na" 


_NA 

1418.00 " 


779.90 

na" 


NA 

1471.18" 


453.76 

na" 


_NA 

1446.36 " 


2623.30 

na" 


_NA 

na" 


283.60 

na" 


NA 

1559.80" 


3296.85 

na" 


_NA 

1332.92 " 


3296.85 

na" 


NA 

127.62" 


2481.50 

na" 


_NA 

1361.28" 


269.42 

na" 


NA 

1446.36" 


_NA 

1361.28" 


2339.70 

na" 


NA 

1304.56" 


709.00 

na" 


_NA 

1304.56 " 


1956.49 

na" 


NA 

1581.07" 


3048.70 

na' 


602.65 
1290.38 ' 


NA 

2836.00 

NA 

NA 


RANAU (P/Z) 

NA 

RANDHA 

NA 



NA 

NA 

269.42 

269.42 



NA 

NA 

992.60 

NA 



NA 

NA 

794.08 

510.48 



_NA 

na" 


1233.66 
425.40" 


_NA 

49.63 " 


_NA 

NA 


_NA 

1077.68 


_NA 

3332.30 



_NA 

na" 


_NA 

489.21 " 


_NA 

2339.70 " 


TANOT 

NA 

TANOT 

411.22 


NA 

NA 

822.44 

822.44 


NA 

2481.50 " 


NA 

1687.42 " 


NA 

1517.26" 


NA 

1127.31" 


BARONAPURA 



BHATESAR KALAN 





28.36 

35.45 

35.45 

77.99 


.27 

14.18 

.54 

NA 


NA 226.88 


NA 

NA 

NA 

NA 


NA 


NA 



NA 

NA 

NA 

NA 


1020.96 

NA 


HATMA 

709.00 

379.32 

NA 

567.20 

510.48 

NA 

NA 

NA 

389.95 

439.58 

NA 

340.32 

389.95 

340.32 

304.87 

177.25 

NA 

177.25 

850.80 

680.64 

935.88 

723.18 

879.16 

NA 

623.92 

638.10 

NA 

INDROI 

517.57 

779.90 

NA 

NA 

567.20 

NA 

NA 

NA 

531.75 

517.57 

NA 

524.66 

531.75 

475.03 

191.43 

439.58 

NA 

439.58 

850.80 

574.29 

375.77 

496.30 

460.85 

NA 

283.60 

NA 

NA 



NA 

694.82 

531.75 

NA 


JOG IDAS KA GAON (P/Z) 

NA 

602.65 

NA 

680.64 

4197.28 

850.80 

1418.00 

737.36 

524.66 

751.54 

935.88 

907.52 

NA 

808.26 

NA 

737.36 

779.90 

886.25 

524.66 

524.66 

765.72 

843.71 

709.00 

NA 

588.47 

701.91 

NA 

KAOER (JAI SINGH Kl BERI) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KASAU KA TALA (P/Z) 

992.60 

NA 

602.65 

666.46 

NA 

709.00 

NA 

709.00 

510.48 

737.36 

737.36 

893.34 

765.72 

709.00 

709.00 

829.53 

808.26 

836.62 

957.15 

957.15 

794.08 

652.28 

666.46 

NA 

453.76 

652.28 

NA 

KELNOR 

NA 

3225.95 

NA 

2977.80 

1035.14 

2977.80 

NA 

3615.90 

2836.00 

737.36 

NA 

2836.00 

2836.00 

893.34 

NA 

3013.25 

NA 

3013.25 

3119.60 

3048.70 

3261.40 

3048.70 

3119.60 

NA 

3261.40 

2977.80 

NA 


KESAR S KA TALA 

1460.54 

1630.70 

NA 

1517.26 

1460.54 

1488.90 

1595.25 

1446.36 

1013.87 

1588.16 

NA 

1949.75 

1559.80 

1503.08 

1503.08 

1488.90 

1659.06 

NA 

1403.82 

1403.82 

NA 

1474.72 

1361.28 

NA 

1460.54 

1474.72 

NA 

KHARIA KUA 

NA 

2977.80 

3190.50 

2765.10 

850.80 

3013.25 

957.15 

2906.90 

3013.25 

2836.00 

2942.35 

2658.75 

2644.57 

NA 

3296.85 

NA 

NA 

2481.50 

NA 

NA 

3147.25 

3190.50 

NA 

NA 

2977.80 

3119.60 

NA 


KHURI 

NA 

942.97 

1517.26 

127.62 

1020.96 

850.80 

1588.16 

737.36 

1474.72 

1389.64 

2233.35 

1729.96 

1985.20 

1673.24 

1460.54 

70.90 

2084.46 

262.33 

1368.37 

1368.37 

1517.26 

1375.46 

1389.64 

NA 

1219.48 

1148.58 

NA 

KISHANGARH 

879.16 

921.70 

921.70 

950.06 

893.34 

368.68 

1106.04 

992.60 

1049.32 

850.80 

879.16 

935.88 

921.70 

822.44 

822.44 

NA 

716.09 

638.10 

659.37 

659.37 

766.08 

446.67 

418.31 

NA 

723.18 

716.09 

NA 


KUCHARY 

538.84 

567.20 

567.20 

496.30 

531.75 

340.32 

375.77 

326.14 

NA 

623.92 

475.03 

737.36 

439.58 

397.04 

694.82 

510.48 

439.58 

389.95 

496.30 

496.30 

517.57 

368.68 

553.02 

NA 

425.40 

368.68 

NA 

KUNDA 

NA 

NA 

NA 

NA 

361.59 

361.59 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

354.50 


KUNDA 

673.55 

524.66 

567.20 

623.92 

567.20 

751.54 

893.34 

482.12 

496.30 

0.00 

397.04 

354.50 

709.00 

354.50 

191.43 

304.87 

255.24 

NA 

709.00 

709.00 

410.51 

382.86 

326.14 

NA 

389.95 

404.13 

NA 

KUNDA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

361.59 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


NA 

NA 

NA 

NA 


LONGEWALA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

864.98 

LONGEWALA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

11344.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 



NAND 

NA 

1737.05 

NA 

2020.65 

2020.65 

NA 

NA 

NA 

1559.80 

1949.75 

NA 

2410.60 

1559.80 

1737.05 

85.08 

2410.60 

NA 

2410.60 

NA 

1758.32 

1503.08 

389.95 

538.84 

NA 

2694.20 

964.24 

NA 

NATHURA KUA 

801.17 

574.29 

NA 

794.08 

709.00 

779.90 

822.44 

794.08 

779.90 

822.44 

751.54 

797.63 

652.28 

737.36 

737.36 

NA 

772.81 

843.71 

709.00 

709.00 

737.36 

1474.72 

751.54 

NA 

1418.00 

1276.20 

NA 


PANCHLA 

2694.20 

NA 

NA 

NA 

2658.75 

2197.90 

2623.30 

2694.20 

2552.40 

2481.50 

NA 

2197.90 

2552.40 

2375.15 

418.31 

2524.04 

NA 

2524.04 

NA 

2906.90 

4254.00 

4183.10 

2339.70 

NA 

3970.40 

4480.88 

NA 

PHULIA 

850.80 

879.16 

NA 

850.80 

623.92 

1233.66 

638.10 

1077.68 

1028.05 

992.60 

893.34 

950.06 

850.80 

850.80 

850.80 

723.18 

864.98 

836.62 

1162.76 

1162.76 

964.24 

1233.66 

1233.66 

NA 

1318.74 

1233.66 

NA 



__NA 

1049.32 


RANDHA 

NA 

283.60 

NA 

NA 

NA 

262.33 

2481.50 

460.85 

1488.90 

397.04 

248.15 

680.64 

184.34 

269.42 

2127.00 

241.06 

1205.30 

NA 

666.46 

666.46 

368.68 

389.95 

524.66 

NA 

347.41 

354.50 

NA 

REDANA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1488.90 

35.45 

198.52 

NA 

198.52 

864.98 

460.85 

361.59 

794.08 

631.01 

NA 

616.83 

893.34 

NA 


SADEWALA 

2481.50 

2410.60 

2481.50 

2481.50 

304.87 

2481.50 

NA 

2658.75 

2339.70 

2197.90 

2339.70 

2481.50 

2446.05 

2446.05 

2446.05 

2410.60 

2424.78 

2977.80 

2197.90 

2197.90 

2353.88 

2495.68 

2438.96 

NA 

2325.52 

2836.00 

NA 

SAM 

28.36 

35.45 

NA 

106.35 

85.08 

70.90 

779.90 

70.90 

28.36 

35.45 

NA 

56.72 

42.54 

63.81 

63.81 

NA 

1212.39 

1389.64 

1148.58 

1148.58 

1219.48 

1276.20 

56.72 

NA 

1191.12 

42.54 

NA 


SANU 

709.00 

709.00 

NA 

NA 

928.79 

822.44 

NA 

NA 

NA 

737.36 

NA 

765.72 

680.64 

NA 

170.16 

673.55 

NA 

609.74 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SATRAU 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 



SUNDRA 

2020.65 

2183.72 

NA 

NA 

2268.80 

1985.20 

2027.74 

2375.15 

2127.00 

2375.15 

NA 

2233.35 

2127.00 

2481.50 

2339.70 

2658.75 

NA 

2658.75 

2155.36 

2240.44 

2084.46 

2382.24 

2268.80 

NA 

2204.99 

2353.88 

NA 

TAMLORE 

NA 

NA 

NA 

NA 

NA 

NA 

964.24 

NA 

NA 

1028.05 

NA 

1020.96 

NA 

992.60 

1028.05 

1056.41 

NA 

1056.41 

NA 

1885.94 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


TANU 

808.26 

914.61 

NA 

NA 

404.13 

354.50 

297.78 

510.48 

283.60 

269.42 

NA 

467.94 

283.60 

567.20 

595.56 

418.31 

NA 

418.31 

212.70 

368.68 

155.98 

319.05 

304.87 

NA 

262.33 

503.39 

NA 

TRIVNIYAR 

2056.10 

1531.44 

NA 

NA 

1304.56 

1247.84 

1077.68 

1120.22 

1311.65 

893.34 

NA 

NA 

1311.65 

985.51 

623.92 

1375.46 

NA 

1375.46 

439.58 

567.20 

709.00 

737.36 

779.90 

NA 

1573.98 

808.26 

NA 


63.81 

63.81 

99.26 

56.72 



CHANDPURA 

0.00 

70.90 

70.90 

77.99 

70.90 

70.90 

177.25 

49.63 

70.90 

198.52 

148.89 

NA 

56.72 

NA 

NA 

49.63 

NA 

63.81 

77.99 

56.72 

42.54 

70.90 

49.63 

NA 

70.90 

56.72 

99.26 

CHILLAKHOR 

60.27 

191.43 

581.38 

127.62 

212.70 

120.53 

173.71 

92.17 

177.25 

127.62 

99.26 

NA 

127.62 

NA 

NA 

219.79 

NA 

113.44 

141.80 

NA 

113.44 

290.69 

545.93 

NA 

333.23 

120.53 

212.70 


















































































































































































































































































































































































































































































































Location 

19 

Pre 

Monsoon 

DARIYAPURA 

NA 

DHAJPUR 

28.36 

DHARAMPUR 

17.02 

DHAUNDH 

NA 

DHEEMRI 

NA 

DHEEMRI 

34.39 

DHURWAS 

NA 

DOMAI 

51.05 

GAJPURA 

171.22 

GUJARPURA PZ 

NA 

HANSAI 

NA 

JAMALPUR 

28.36 

JATPURA 

NA 

KAIMARA 

NA 

KANKOLI 

NA 

KARIMPUR Pz. 

262.69 

KHANPUR 

NA 

KHANPUR 


KHERA 

40.06 

KHINDORA 

45.73 

KHINNOT 

40.06 

KHORPURA 

114.15 

KOLARI 

74.09 

KONOSA 

34.39 

KOTA 

NA 

KUHAWANI 

NA 

KUKRA 

NA 

KUMHERI 

NA 

MALAUNI PZ. 

119.82 

MANPUR 

NA 

MASOORA 

11.34 

NADANPUR 

NA 

NATHUAPURA 

NA 

NAURANGABAD 

NA 

NIBI 

NA 

NIZAMPUR 

NA 

NUNHERA 

NA 

PACHGAON 

NA 

PIDAOLI 

39.70 

PURANICHHAONI 

576.42 

RAHRAI 

45.73 

RATANPUR 

NA 

RIJHONI 

NA 

SAHAROLI 

NA 

SAIPAU 

108.48 

SAKHWARA PZ. 

NA 

SALEEMPUR 

17.02 

SANAURA 

NA 

SANDRA 

NA 

SIRMATHURA 

22.69 

SONHA 

125.49 

SUNIPURA 

NA 

SURARI KALAN 

NA 

TAKEEPUR 

NA 

TASEEMO 

165.55 

TAUNTRI 

NA 

UMREH 

781.67 

UMRI 

NA 

URDUPURA 

NA 

VATIKRA 

NA 

VIRAMPURA 

NA 


River Basin: Ruparail 
Sub Basin: Ruparail 


Post 


Chloride, mg/I 


Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 


NA 

NA 

NA 

NA 

NA 

NA 

NA 

49.63 

47.15 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

52.47 

NA 

NA 

21.27 

41.83 

NA 

NA 

106.35 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

20.92 

NA 

NA 

28.36 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

246.73 

NA 

NA 

283.60 

NA 

NA 

NA 

NA 

131.17 

NA 

NA 

99.26 

26.23 

NA 

NA 


31.55 

NA 

NA 

■Bl 

47.15 

NA 

NA 

42.54 

| 120.53 

NA 

NA 

127.62 

94.30 

NA 

NA 

77.99 

26.23 

NA 

NA 

42.54 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

52.47 

NA 

NA 

63.81 

NA 

NA 

NA 

NA 

15.60 

NA 

NA 

28.36 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

36.87 

NA 

NA 

56.72 

514.03 

NA 

NA 

1205.30 

31.55 

NA 

NA 

28.36 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

125.85 

NA 

NA 

191.43 

NA 

NA 

NA 

NA 

20.92 

NA 

NA 

28.36 

NA 

NA 

NA 

28.36 

NA 

NA 

NA 

NA 

20.92 

NA 

NA 

35.45 

146.76 

NA 

NA 

163.07 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

136.48 

NA 

NA 

191.43 

NA 

NA 

NA 

NA 

723.89 

NA 

NA 

779.90 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


ADHAWALI 

1524.00 

ALWAR 

324.72 

ANGRAWALI 

NA 

BAGAR RAJPUT 

NA 

BAHADURPUR 

873.13 

BAHAJ 

599.46 

BAHALA 

308.06 

BAHARIPURA 

102.81 

BAHTANA 

1073.07 

BALETA 

17.02 

BALONDKA 

274.03 


304.16 


__NA 

na" 



1007.49 
15.60 ' 


225.46 


1545.62 

432.49 


_NA 

NA 


1418.00 

1141.49 


319.05 

113.44 


1432.18 

35.45 


297.78 


28.36 

53.18 

21.27 

39.70 


119.47 

39.70 


_NA 

1060.66 


112.73 

431.07 


_NA 

106.00 


46.44 

198.88 


139.32 

211.99 


311.61 

NA 


92.88 

125.85 


63.81 

112.73 

42.54 

172.29 



99.62 

52.: 

12.73 

52.: 



| 46.09 

44.31 

34.39 

27.65 


NA 

NA 

| 35.45 

66.29 



NA 

59.56 

56.72 

119.47 



213.76 

221.21 

11.70 

21.98 



28.72 

32.97 

46.09 

49.63 


2611.96 
39.70' 


1683.88 

53.18" 


06.00 

52.1: 

a 

7 

26.59 

17.3 

a 

4 



NA 

1219.84 

808.62 

543.09 

288.92 

425.76 

184.34 

285.02 

NA 

138.61 

149.95 

143.57 

NA 

66.29 

73.03 


34.39 

43.96 

21.27 

46.44 

26.59 

23.04 

23.04 

21.98 

35.45 

59.56 

53.18 

NA 

NA 

NA 

NA 

53.18 

99.62 

NA 

69.13 

32.97 

21.27 

NA 

39.70 

NA 

40.41 

27.65 

184.34 

238.58 

477.16 

132.94 

132.94 

99.26 

NA 

NA 

59.56 

NA 

57.78 

NA 

NA 

92.17 

79.41 

34.74 

57.78 

32.97 

NA 

138.96 

99.62 

63.46 

46.09 

93.94 

205.61 

338.19 

344.57 

179.02 

190.37 

182.57 

NA 

331.46 

291.75 

63.46 

80.83 

NA 

900.43 

1558.03 

1465.15 

705.10 

647.32 

632.43 

NA 

152.44 

159.17 

NA 

52.11 

NA 

NA 

179.02 

109.90 

40.41 

NA 

88.63 

NA 

39.70 

33.32 

17.37 

28.72 

16.31 

NA 

NA 

NA 

NA 

NA 

NA 


1552.71 

1089.02 

460.85 

406.97 

NA 

762.88 

[ NA 

NA 

1191.12 

941.91 

1375.46 

1077.33 

460.85 

361.24 

127.62 

116.28 

1162.76 

1047.55 

28.36 

34.74 

262.33 

445.25 


1420.84 
449.86 ' 


722.12 

na' 


860.37 
1314.49 ' 


_NA 

na' 


888.02 
23.75 ' 


NA 


1190.41 

508.35 


739.49 

NA 


427.53 

1225.15 


254.18 

74.80 


959.28 

34.39 


225.11 


706.87 

NA 

196.39 

781.32 

710.42 

NA 

NA 

NA 

808.97 

767.49 

1340.37 

NA 

40.41 

182.92 

63.46 

85.44 

901.14 

NA 

28.72 

20.21 

404.49 

402.36 


2129.13 

NA 


875.62 

NA 


__NA 

1539.24 


__NA 

NA 


1069.17 

NA 


NA 



Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 


27.65 

32.26 

25.14 

88.63 



34.74 

40 

m 

44.31 

34. 

27.65 

24 

EH 

29.42 

34. 

27.65 

40 


21.98 

13. 

27.65 

24 


66.29 

34. 




58.85 

244.96 

NA 

NA 



27.65 

40.06 

__1 

66.62 

32.26 


64.52 

NA 


1150.71 

48.21 


40.06 

15.95 


472.55 

442.42 

146.05 

144.28 


.74 

48.2: 

.65 

24.1: 



.31 

68. 

.98 

34. 



1.83 

48.2: 

6.57 

56.3' 


131.87 

112.73 

107.06 

NA 

222.27 

249.57 

250.63 

217.66 

69.48 

88.63 

107.06 

204.19 

785.22 

772.81 

47.86 

619.31 

NA 

NA 

NA 

NA 

27.65 

80.47 

33.32 

61.33 

13.83 

15.95 

21.98 

47.50 

NA 

NA 

NA 

NA 


120.53 

97.84 

146.05 

181.15 

62.04 

67.71 

58.49 

37.58 

25.52 

37.58 

65.58 

52.82 

21.98 

45.02 

43.96 

NA 

657.24 

332.17 

10.99 

37.58 

36.51 

264.10 

NA 

NA 

500.20 

649.09 

47.50 

60.27 

43.96 

30.13 

197.10 

248.86 

36.51 

105.64 

NA 

NA 

939.43 

1192.89 

175.12 

151.02 

L 

13.96 

75.51 


L8.43 

37.58 

160.59 

90.40 

160.59 

316.92 

29.07 

75.51 

32.97 

37.58 

40.06 

75.51 

160.59 

45.02 

29.07 

60.27 

197.10 

NA 


>1.98 

67.71 


35.58 

90.40 

98.55 

165.91 

230.07 

NA 

47.50 

120.53 

653.70 

687.02 

NA 


69.48 


21.98 

45.02 

NA 

NA 




2186.91 

767.85 


800.11 

NA 


929.50 

638.10 


309.83 

107.77 


1199.98 

26.94 




2027.39 

1625.38 

76.57 

917.45 

821.73 

788.76 

| NA 

NA 

972.75 

1013.87 

1646.65 

1826.74 

48.57 

136.84 

62.39 

72.32 

NA 

1327.60 

27.65 

15.95 

507.29 

418.31 



2470.87 
184.34' 


1379.01 

na' 


_NA 

2064.96 ' 


51.76 

376.13' 


_NA 

73.74 ' 


40.41 


2041.92 
1087.25 " 


721.41 

na" 


1593.12 
1837.73 " 


316.21 
1102.50" 


497.01 
37.58" 


528.56 


1776.40 

na" 


1333.98 

na" 


_NA 

1865.03 " 


_NA 

na" 


1191.12 

na" 


NA 


_NA 

1254.93 


_NA 

NA 


1049.32 

NA 


276.51 

127.62 


_NA 

28.36 


517.57 


NA 

3062.88 

NA 

NA 

j NA 

830.24 

NA 

NA 

822.44 

949.71 

NA 

2688.53 

198.52 

560.11 

85.08 

705.46 

NA 

1803.70 

35.45 

20.56 

411.22 

181.50 


666.46 

553.02 

63.81 

85.08 

49.63 

42.54 

28.36 

28.36 

184.34 

NA 

191.43 

219.79 

NA 

NA 

28.36 

28.36 

42.54 

35.45 

28.36 

106.35 

35.45 

35.45 

113.44 

148.89 

49.63 

92.17 

70.90 

49.63 

56.72 

70.90 

233.97 

233.97 

141.80 

404.13 

659.37 

638.10 


77.99 

NA 


28.36 

28.36 

NA 

NA 



3225.95 

3069.97 

NA 

NA 

864.98 

425.40 

NA 

NA 

737.36 

864.98 

2658.75 

2509.86 

297.78 

297.78 

42.54 

99.26 

1914.30 

1786.68 

NA 

184.34 

404.13 

297.78 


77.99 
77.99 ' 


177.25 

113.44' 


63.81 

21.27' 


42.54 
63.81' 


63.81 
85.08 ' 


404.13 

21.27' 


276.51 

na' 


__NA 

49.63 " 


28.36 

226.88" 


70.90 

na" 


1240.75 
163.07 ' 


56.72 

42.54' 


269.42 
241.06 ' 


205.61 
35.45 ' 


35.45 
56.72 ' 


35.45 
191.43 ' 


42.54 
77.99 ' 


184.34 

99.26' 


184.34 
694.82 " 


41.80 

28.36" 


49.63 

na" 


106.35 

77.99 


191.43 

113.44 


49.63 

28.36 


42.54 

28.36 


28.36 

106.35 


517.57 

28.36 


262.33 

NA 


_NA 

42.54 


28.36 

319.05 


35.45 

42.54 


1120.22 

92.17 


28.36 

35.45 


368.68 

198.52 


106.35 

28.36 


28.36 

28.36 


49.63 

248.15 


49.63 

106.35 


63.81 

241.06 


113.44 

857.89 


85.08 

42.54 


21.27 

NA 


148.89 

NA 

NA 

NA 

957.15 

NA 

! NA 

NA 

907.52 

134.71 

2006.47 

NA 

212.70 

255.24 

85.08 

NA 

2325.52 

NA 

21.27 

28.36 

! 276.51 

446.67 


_19 

Pre 

Monsoon 

42.54 


_NA 

92.17 


255.24 

77.99 


42.54 

141.80 


85.08 

198.52 


49.63 

106.35 


56.72 

56.72 


_NA 

85.08 


_NA 

56.72 


_NA 

85.08 


77.99 

35 

11.22 

35 


28.36 

42.54 

56.72 

141.80 

631.01 

687.73 

21.27 

28.36 

241.06 

255.24 

NA 

NA 

NA 

368.68 

49.63 

NA 

21.27 

42.54 

326.14 

382.86 

85.08 

49.63 

92.17 

42.54 

1262.02 

1169.85 

92.17 

99.26 

49.63 

56.72 

42.54 

NA 

255.24 

439.58 

248.15 

212.70 

340.32 

432.49 

49.63 

35.45 


42.54 



70.90 


35.45 

42.54 

191.43 

177.25 

35.45 

49.63 

113.44 

106.35 

141.80 

70.90 

127.62 

170.16 

NA 

70.90 

850.80 

999.69 

1 

63.07 

77.99 


28.36 

28.36 

NA 

21.27 

NA 

NA 


_NA 

na" 


_NA 

na" 


1056.41 

na" 


226.88 
35.45 " 


_NA 

28.36 " 


368.68 


113.44 

NA 


1488.90 

NA 


_NA 

1737.05 


_NA 

NA 


1701.60 

35.45 


NA 



















































































































































































































































































































































































































































































































Chloride, mg/I 


Chloride, mg/I 
2007 


Location 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

DARIYAPURA 

42.54 

42.54 

35.45 

35.45 

35.45 

35.45 

35.45 

42.54 

56.72 

35.45 

219.79 

NA 

35.45 

NA 

NA 

28.36 

NA 

56.72 

63.81 

35.45 

70.90 

184.34 

70.90 

NA 

205.61 

545.93 

255.24 


DHAJPUR 

3 

m 

DHARAMPUR 




DHAUNDH 

DHEEMRI 


DHEEMRI 

DHURWAS 


DOMAI 

GAJPURA 


JAMALPUR 

JATPURA 


KARIMPUR Pz. 
KHANPUR 


KHINDORA 

KHINNOT 


KONOSA 

KOTA 


River Basin: Ruparail 
Sub Basin: Ruparail 


ANGRAWALI 
BAGAR RAJPUT 


BAHALA 

BAHARIPURA 


35.45 

49.63 

127.62 

134.71 


35.45 

42.54 

35.45 

21.27 


49.63 

92.17 

63.07 

70.90 


63.81 

42.54 

NA 

NA 


GUJARPURA PZ 

42.54 

HANSAI 

163.07 


KAIMARA 

248.15 

KANKOLI 

92.17 


KHANPUR 

56.72 

KHERA 

42.54 



49.63 

99.26 

84.34 

70.90 


KHORPURA 

340.32 

269.42 

262.33 

226.88 

290.69 

177.25 

262.33 

184.34 

170.16 

148.89 

163.07 

NA 

155.98 

NA 

NA 

99.26 

NA 

113.44 

120.53 

155.98 

141.80 

155.98 

226.88 

NA 

134.71 

92.17 

106.35 

KOLARI 

184.34 

127.62 

467.94 

85.08 

28.36 

113.44 

120.53 

148.89 

70.90 

NA 

70.90 

NA 

63.81 

NA 

NA 

106.35 

NA 

70.90 

92.17 

99.26 

127.62 

113.44 

35.45 

NA 

170.16 

NA 

NA 


KUHAWANI 

56.72 

KUKRA 

35.45 

KUMHERI 

42.54 

MALAUNI PZ. 

106.35 

MANPUR 

829.53 

MASOORA 

NA 

NADANPUR 

418.31 

NATHUAPURA 

21.27 

NAURANGABAD 

375.77 

NIBI 

63.81 

NIZAMPUR 

NA 

NUNHERA 

375.77 

PACHGAON 

63.81 

PIDAOLI 

NA 

PURANICHHAONI 

1063.50 

RAHRAI 

127.62 

RATANPUR 

NA 

RIJHONI 

21.27 

SAHAROLI 

63.81 

SAIPAU 

191.43 

SAKHWARA PZ. 

425.40 

SALEEMPUR 

28.36 

SANAURA 

NA 

SANDRA 

56.72 

SIRMATHURA 

49.63 

SONHA 

NA 

SUNIPURA 

NA 

SURARI KALAN 

163.07 

TAKEEPUR 

63.81 

TASEEMO 

163.07 

TAUNTRI 

70.90 

UMREH 

NA 

UMRI 

134.71 

URDUPURA 

35.45 

VATIKRA 

63.81 

VIRAMPURA 

NA 


42.54 
85.08 " 


56.72 
35.45 " 


35.45 

170.16" 


843.71 
28.36 " 


_NA 

56.72 " 


389.95 
49.63 " 


21.27 

411.22" 


35.45 

na" 


1396.73 
85.08 " 


141.80 
35.45 " 


319.05 
155.98 " 


340.32 
42.54" 


35.45 
42.54" 


56.72 
205.61 " 


42.54 
106.35 " 


283.60 
177.25 " 


56.72 

na" 


42.54 

46.09 


49.63 

35.45 


35.45 

212.70 


999.69 

21.27 


421.86 

63.81 


411.22 

209.16 


28.36 

248.15 


56.72 

NA 


1382.55 

92.17 


85.08 

NA 


177.25 

205.61 


233.97 

28.36 


49.63 

85.08 


63.81 

212.70 


35.45 

106.35 


276.51 

88.63 


63.81 

978.42 


42.54 
35.45 " 


35.45 
35.45 " 


28.36 

212.70" 


886.25 
35.45 " 


226.88 
49.63 " 


482.12 
49.63 " 


439.58 
375.77 " 


35.45 

na" 


1453.45 

99.26" 


85.08 
35.45 " 


258.79 
134.71" 


_NA 

35.45 " 


42.54 
35.45 " 


63.81 

219.79" 


49.63 

42.54 


42.54 

49.63 


148.89 

170.16 


1035.14 

21.27 


368.68 

42.54 


_NA 

248.15 


148.89 

262.33 


56.72 

35.45 


843.71 

63.81 


14.18 

49.63 


127.62 

163.07 


_ 92.: 

56. 


35.45 

113.44 


134.71 

248.15 


9.63 

70.9 

4.15 

42.5 


2.54 

28.36 

2.54 

35.45 




28.36 

70.90 


77.99 

134.71 


NA 

NA 

NA 

NA 


.72 

NA 

.45 

NA 


! 4 

2.54 

28.36 

11 

3.44 

35.45 


NA 

191.43 

42.54 

28.36 



928.79 
35.45 " 


99.26 
56.72 " 


233.97 
49.63 " 


92.17 
319.05 " 


21.27 

na" 


1283.29 
92.17 " 


49.63 
92.17 " 


283.60 
56.72 " 


_NA 

28.36 " 


2.54 
2.54" 


56.72 
241.06 " 


9.63 
2.54" 


269.42 
49.63 " 


106.35 
964.24" 


63.81 
42.54" 


28.36 
42.54" 


3013.25 

21.27 


35.45 

42.54 


588.47 

127.62 


28.36 

297.78 


35.45 

NA 


1637.79 

63.81 


77.99 

148.89 


198.52 

120.53 


_NA 

28.36 


35.45 

42.54 


42.54 

283.60 


49.63 

99.26 


269.42 

311.96 


70.90 

460.85 


63.8 

42.5 


21.27 

14.18 



42 

.54 

397.04 

42 

.54 

42.54 


113.44 

148.89 

517.57 

375.77 


99.26 
262.33 ' 


163.07 
49.63 ' 


177.25 
467.94' 


70.90 

na' 


1070.59 
56.72 ' 



35.45 

NA 


_NA 

21.27 


219.79 

42.54 


283.60 

127.62 


85.08 

446.67 


35.45 

NA 


1325.83 

35.45 


56.72 

425.40 


120.53 

106.35 


_NA 

28.36 



49.63 

113.44 

233.97 

85.08 



28.36 

35.45 


__NA 

2056.10 


__NA 

730.27 


35.45 

21.27 

35.45 

63.81 


NA 


NA 


NA 

36.16 

NA 

340.32 

NA 

28.36 

NA 

NA 

NA 

NA 

NA 

92.17 

NA 

NA 

NA 

701.91 

NA 

56.72 

NA 

106.35 

NA 


NA 



NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 



41.06 
56.72 " 


63.81 
56.72 " 


a 


_NA 

70.90 " 


219.79 
70.90 " 


141.80 
85.08 " 


191.43 
49.63 " 


42.54 

na" 


1283.29 
63.81" 


198.52 
70.90 ' 


1070.59 
49.63 ' 


49.63 
70.90 ' 


85.08 
106.35 ' 


70.90 
85.08 ' 


56.72 
389.95 ' 


70.90 
638.10 ' 


56.72 

233.97' 


63.81 
85.08 ' 


_35 

35 


42.54 

212.70 


42.54 

NA 


198.52 

49.63 


538.84 

70.90 


205.61 

141.80 


_NA 

NA 


70.90 

NA 


1205.30 

70.90 



212.70 

283.60 

35.45 

56.72 


113.44 

538.84 

113.44 

127.62 


_NA 

na" 


2155.36 

na" 


163.07 

na" 


.90 

70.9 

.90 

70.9 


177.25 

148.89 


1028.05 

42.54 


49.63 

63.81 


63.81 

NA 


56.72 

49.63 


_NA 

1141.49 


_NA 

673.55 


_NA 

163.07 


49.63 

106.35 



i 42.54 

70.90 

63.81 

148.89 



56.72 

56.72 


56.72 

92.17 


1559.80 

35.45 


290.69 

49.63 


56.72 

70.90 


70.90 

70.90 


NA 

35.45 


92.17 

NA 


709.00 

63.81 


106.35 

NA 


170.16 

56.72 


NA 

35.45 


42.54 

77.99 


70.90 

141.80 


7 

7 


NA 

2212.08 


NA 

531.75 


NA 

49.63 


49.63 

70.90 


184.34 

63.81 


56.72 

35.45 


42.54 

106.35 


42.54 

49.63 


446.67 

70.90 


0.00 

148.89 


_NA 

NA 


56.72 

NA 


1098.95 

56.72 


56.72 

NA 


134.71 

170.16 


_NA 

35.45 


63.8 

42.5 


35.45 

148.89 



.17 

319.05 

.54 

92.17 


786.99 

NA 

113.44 

70.90 


NA 

623.92 

! NA 

42.54 


.90 

77.9 

.90 

70.9 


1524.35 

212.70 


_NA 

NA 


70.90 

NA 


1063.50 

85.08 


127.62 

NA 


177.25 

141.80 


_NA 

35.45 


49.63 

141.80 


35.45 

148.89 


_NA 

1162.76 


_NA 

673.55 


_NA 

77.99 


141.80 

99.26 



NA 

NA 

NA 

NA 

786.99 

70.90 

NA 

NA 

1701.60 

226.88 

56.72 

56.72 

85.08 

70.90 

NA 

NA 

120.53 

163.07 

56.72 

163.07 

NA 

NA 

35.45 

42.54 

49.63 

35.45 

545.93 

49.63 

850.80 

42.54 

NA 

141.80 

70.90 

42.54 

42.54 

35.45 

NA 

NA 

1340.01 

1843.40 

NA 

NA 

574.29 

99.26 

NA 

NA 

453.76 

177.25 

63.81 

42.54 

42.54 

70.90 


ADHAWALI 

822.44 

49.63 

70.90 

99.26 

212.70 

NA 

102.81 

113.44 

2141.18 

1219.48 

1432.18 

1602.34 

1304.56 

1396.73 

1063.50 

70.90 

1403.82 

1701.60 

2027.74 

155.98 

2204.99 

120.53 

163.07 

NA 

NA 

113.44 

99.26 

ALWAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

198.52 

187.89 

205.61 

248.15 

326.14 

120.53 

304.87 

233.97 

NA 

212.70 

233.97 

226.88 


1403.82 

na" 


1439.27 

na' 


1956.84 

na" 


1481.81 

na" 


1907.21 

na" 


1347.10 

na" 


1219.48 
428.95 ' 


1361.28 
545.93 ' 


1311.65 
545.93 " 


1403.82 
475.03 ' 


1269.11 

453.76' 


1198.21 
432.49 ' 


BAHADURPUR 

971.33 

1106.04 

1020.96 

1106.04 

1049.32 

1028.05 

1077.68 

1098.95 

1042.23 

212.70 

212.70 

184.34 

184.34 

311.96 

212.70 

790.54 

1045.78 

1013.87 

978.42 

886.25 

836.62 

716.09 

1276.20 

NA 

921.70 

155.98 

219.79 

BAHAJ 

822.44 

2063.19 

2162.45 

2127.00 

2828.91 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

3360.66 

3920.77 

NA 

3899.50 

2991.98 

NA 

NA 

NA 

3970.40 

4183.10 


BAHTANA 

1418.00 

1595.25 

1488.90 

1815.04 

262.33 

NA 

226.88 

113.44 

NA 

1389.64 

1304.56 

758.63 

2105.73 

1722.87 

1651.97 

2332.61 

2183.72 

673.55 

3006.16 

1900.12 

744.45 

6097.40 

2247.53 

NA 

NA 

NA 

794.08 

BALETA 

35.45 

42.54 

42.54 

28.36 

21.27 

49.63 

NA 

49.63 

42.54 

67.36 

42.54 

35.45 

35.45 

35.45 

21.27 

21.27 

28.36 

70.90 

42.54 

49.63 

42.54 

106.35 

NA 

NA 

35.45 

35.45 

545.93 

























































































































































































































































































































































































































































































































1984 


1985 


1986 


1987 


Chloride, mg/I 


Location 


1988 


1989 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 



Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

BARKHEDA SAD 

NA 

NA 

NA 

NA 

NA 

NA 

1040.10 

526.79 

676.03 

533.17 

NA 

1520.81 

BARKHERA 

68.42 

52.47 

NA 

NA 

85.08 

85.08 

87.21 

87.21 

74.80 

236.81 

87.56 

NA 

BARKHERA KALAN 

NA 

NA 

NA 

NA 

NA 

NA 

456.60 

1089.38 

1109.59 

1123.06 

NA 

1612.98 

BARLA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BARODAMEO 

884.48 

912.84 

NA 

NA 

1155.67 

1077.68 

941.91 

860.37 

606.55 

762.53 

653.34 

NA 

BARODAMEV 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHAGATPURA 

74.09 

63.10 

NA 

NA 

92.17 

85.08 

87.21 

65.23 

69.13 

80.83 

87.56 

NA 

BHAJERA 

171.22 

131.17 

NA 

NA 

226.88 

233.97 

251.70 

151.02 

202.07 

144.28 

199.23 

NA 

BHANDARA 

125.49 

24.46 

NA 

NA 

177.25 

191.43 

195.33 

118.40 

109.90 

109.54 

NA 

285.73 

BHINDUSI 

131.17 

146.76 

NA 

NA 

191.43 

163.07 

116.28 

100.68 

92.17 

73.74 

73.03 

NA 

BIJWA 

199.94 

173.00 

NA 

NA 

226.88 

226.88 

213.06 

254.53 

196.39 

231.13 

213.41 

NA 

BIJWAR 

68.42 

63.10 

NA 

NA 

92.17 

92.17 

104.58 

70.90 

93.94 

NA 

127.98 

NA 

BIJWAR PZ 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BILANDIWAS 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BILOND 

NA 

NA 

NA 

NA 

NA 

NA 

398.81 

396.69 

404.49 

427.53 

NA 

506.94 

BORAI 

274.03 

330.39 

NA 

NA 

404.13 

389.95 

296.01 

254.53 

219.44 

219.44 

NA 

253.47 

CHANDOLI 

91.46 

89.33 

NA 

NA 

127.62 

120.53 

104.58 

106.71 

109.54 

138.26 

127.98 

NA 

CHAOWANDI KALAN 

114.15 

168.03 

NA 

NA 

163.07 

170.16 

145.35 

118.40 

92.17 

113.44 

121.95 

NA 

CHIKANI 

370.81 

320.11 

NA 

NA 

517.57 

460.85 

419.37 

419.37 

369.74 

651.57 

453.41 

NA 

CHOROTI 

199.94 

220.50 

NA 

NA 

241.06 

226.88 

148.54 

183.63 

161.65 

161.65 

194.98 

NA 

DABAK 

NA 

NA 

NA 

NA 

NA 

NA 

115.57 

0.00 

109.90 

107.77 

NA 

198.17 

DAMOKHAR 

68.42 

57.78 

NA 

NA 

99.26 

106.35 

77.28 

69.84 

69.13 

102.10 

82.95 

NA 

DAULI 

1769.31 

1878.14 

NA 

NA 

2297.16 

2311.34 

2155.01 

2107.50 

1895.16 

2326.94 

2012.14 

NA 

DEEG 

250.99 

346.35 

NA 

NA 

1843.40 

1914.30 

2297.16 

2438.96 

2379.40 

2334.38 

NA 

2622.24 

DEHRA 

97.13 

73.38 

NA 

NA 

141.80 

113.44 

116.28 

94.65 

103.87 

126.91 

140.74 

NA 

DHAMRED 

41.48 

57.78 

NA 

NA 

85.08 

49.63 

45.02 

29.78 

47.15 

28.72 

23.75 

NA 

DHAMRED PZ 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DHAULET 

513.67 

430.36 

NA 

NA 

524.66 

NA 

532.81 

515.09 

583.51 

727.79 

NA 

1059.96 

DHEEMRI 

439.58 

314.80 

NA 

NA 

588.47 

666.46 

638.81 

585.99 

867.11 

499.14 

NA 

599.11 

DHILAWATI 

382.51 

382.86 

NA 

NA 

588.47 

538.84 

473.61 

521.12 

502.68 

537.07 

NA 

645.19 

DHILAWATI PZ. 

NA 

NA 

NA 

NA 

NA 

645.19 

NA 

NA 

NA 

NA 

NA 

NA 

DHOLAN 

34.39 

31.55 

NA 

NA 

35.45 

49.63 

38.64 

29.78 

47.15 

45.38 

36.51 

NA 

DIDAWALI 

NA 

NA 

NA 

NA 

NA 

NA 

635.62 

384.99 

433.55 

363.36 

NA 

322.60 

DIWAKRI 

211.28 

209.16 

NA 

NA 

276.51 

255.24 

232.55 

201.36 

149.95 

173.35 

181.86 

NA 

DOMRAKI 

1849.07 

1553.07 

NA 

NA 

2587.85 

2552.40 

2131.25 

1953.65 

2068.51 

2155.36 

NA 

2511.63 

FATEHPUR 

NA 

NA 

NA 

NA 

NA 

NA 

874.20 

923.47 

1421.55 

1560.16 

NA 

1705.15 

GARH AJAN 

NA 

NA 

NA 

NA 

NA 

NA 

346.70 

343.51 

242.83 

323.30 

NA 

414.77 

GOPALGARH 

399.52 

382.86 

NA 

NA 

694.82 

709.00 

609.74 

686.67 

664.69 

663.62 

NA 

737.36 

GOVINDGARH 

713.61 

708.29 

NA 

NA 

1290.38 

1389.64 

1432.18 

1209.20 

1218.77 

1857.94 

1097.53 

NA 

GUNDGAON 

NA 

NA 

NA 

NA 

NA 

NA 

263.39 

272.26 

34.74 

196.39 

NA 

322.60 

GUNDPUR 

268.36 

325.43 

NA 

NA 

134.71 

432.49 

309.83 

289.98 

190.37 

213.76 

170.87 

NA 

HALDINA 

45.73 

36.87 

NA 

NA 

70.90 

63.81 

52.47 

53.18 

57.78 

46.09 

57.43 

NA 

INDRAULI 

NA 

NA 

NA 

NA 

NA 

NA 

75.15 

35.45 

335.00 

28.72 

NA 

32.26 

JHANTLI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

55.30 

NA 

JUGRAWAR 

79.76 

68.06 

NA 

NA 

120.53 

77.99 

84.02 

65.23 

103.16 

74.80 

67.00 

NA 

JURAHRA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JURHARA 

245.31 

262.33 

NA 

NA 

375.77 

361.59 

319.76 

325.79 

1329.38 

236.81 

NA 

354.86 

KACHROTI 

770.68 

786.99 

NA 

NA 

1191.12 

1176.94 

1161.34 

203.48 

358.05 

392.79 

408.38 

NA 

KAITHWARA 

314.09 

377.90 

NA 

NA 

425.40 

453.76 

325.79 

296.01 

364.07 

249.57 

NA 

437.81 

KAMALPUR 

85.44 

125.85 

NA 

NA 

99.26 

99.26 

90.40 

76.93 

69.13 

45.73 

73.03 

NA 

KAMAN 

627.82 

624.28 

NA 

NA 

701.91 

808.26 

1065.98 

1242.88 

306.29 

1271.24 

NA 

1474.72 

KARNAWAS 

NA 

NA 

NA 

NA 

35.45 

28.36 

29.07 

23.75 

46.09 

34.03 

24.46 

NA 

KAROLI 

211.28 

168.03 

NA 

NA 

248.15 

233.97 

245.31 

191.79 

155.98 

144.28 

143.93 

NA 

KATHOL 

211.28 

183.63 

NA 

NA 

588.47 

701.91 

692.69 

805.07 

335.00 

184.70 

NA 

198.17 

KHALILPUR 

34.03 

47.15 

NA 

NA 

35.45 

21.27 

23.40 

23.75 

NA 

28.36 

36.51 

NA 

KHANDEWALA 

233.97 

158.46 

NA 

NA 

1013.87 

NA 

923.47 

811.10 

1051.45 

805.42 

NA 

1589.93 

KHANPUR 

68.42 

57.78 

NA 

NA 

85.08 

99.26 

58.14 

52.47 

51.76 

46.09 

55.30 

NA 

KHERLI SYEED 

85.79 

110.25 

NA 

NA 

120.53 

113.44 

109.54 

59.20 

80.83 

273.67 

91.46 

NA 

KHILORA 

142.86 

125.85 

NA 

NA 

148.89 

141.80 

122.66 

106.71 

92.17 

98.20 

103.51 

NA 

KHOH 

NA 

NA 

NA 

NA 

NA 

NA 

936.24 

1039.75 

1040.10 

1040.10 

NA 

1059.96 

KUSHALGARH 

28.72 

31.55 

NA 

NA 

35.45 

42.54 

34.74 

29.78 

23.04 

45.73 

33.68 

NA 

LADLAKA 

NA 

NA 

NA 

NA 

NA 

NA 

398.81 

402.71 

739.49 

352.37 

NA 

414.77 

LAHARWARA 

433.91 

341.03 

NA 

NA 

77.99 

70.90 

58.49 

59.20 

51.76 

51.05 

NA 

55.30 

LOHAGARH 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

698.72 

1074.84 

467.94 

NA 

714.32 

MADHOGARH 

33.32 

26.23 

NA 

NA 

42.54 

35.45 

40.77 

29.78 

33.68 

23.04 

26.94 

NA 

MAHDLA KHURD 

753.31 

755.44 

NA 

NA 

1120.22 

1148.58 

993.31 

876.32 

438.87 

785.57 

926.66 

NA 

MAHWA DADAR 

542.39 

472.19 

NA 

NA 

340.32 

375.77 

453.41 

740.20 

231.13 

259.85 

249.21 

NA 

MALAKHERA 

154.21 

178.31 

NA 

NA 

241.06 

290.69 

267.29 

183.63 

155.98 

173.35 

215.54 

NA 

MALAKHERA PZ 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MALIPURA 

NA 

NA 

NA 

NA 

NA 

NA 

155.98 

159.88 

167.68 

179.02 

NA 

285.73 

MANAPURI 

NA 

NA 

NA 

NA 

NA 

NA 

23.04 

23.75 

23.04 

22.69 

NA 

87.56 

MATUKI 

312.67 

813.22 

NA 

NA 

1169.85 

1212.39 

905.75 

811.10 

774.23 

703.33 

NA 

898.66 

MEHRAMPUR 

142.51 

162.72 

NA 

NA 

226.88 

198.52 

167.68 

167.68 

92.17 

86.50 

71.26 

NA 

MILAKPUR 

62.75 

47.15 

NA 

NA 

70.90 

56.72 

45.02 

47.50 

46.09 

74.80 

67.00 

NA 


_1990_1991_1992_1993_1994_1995_1996_19 

Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre 

Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 

NA NA NA 1268.40 NA NA NA NA 149.60 836.62 NA 1155.67 NA 1063.50 786.99 







































































































































































































































































































































































































































































































































97 


Chloride, mg/I 


2000 


2001 


2002 


1998 


1999 


Location 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 


Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

BARKHEDA SAD 

425.40 

726.73 

510.48 

772.81 

163.07 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BARKHERA 

99.26 

120.53 

113.44 

134.71 

106.35 

124.08 

NA 

99.26 

92.17 

NA 

NA 

NA 

BARKHERA KALAN 

1368.37 

1389.64 

1368.37 

1240.75 

1198.21 

NA 

1191.12 

1063.50 

NA 

NA 

NA 

1091.86 

BARLA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

191.43 

198.52 

219.79 

NA 

191.43 

BARODAMEO 

758.63 

744.45 

666.46 

886.25 

808.26 

850.80 

102.81 

815.35 

836.62 

921.70 

1013.87 

NA 

BARODAMEV 

730.27 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHAGATPURA 

85.08 

77.99 

77.99 

70.90 

77.99 

106.35 

NA 

99.26 

92.17 

42.54 

92.17 

99.26 

BHAJERA 

276.51 

319.05 

276.51 

354.50 

219.79 

340.32 

333.23 

28.36 

347.41 

326.14 

148.89 

368.68 

BHANDARA 

70.90 

574.29 

531.75 

595.56 

574.29 

NA 

595.56 

1141.49 

1191.12 

517.57 

574.29 

2070.28 

BHINDUSI 

120.53 

191.43 

113.44 

155.98 

99.26 

163.07 

148.89 

120.53 

120.53 

134.71 

155.98 

120.53 

BIJWA 

198.52 

163.07 

191.43 

163.07 

198.52 

134.71 

219.79 

219.79 

319.05 

226.88 

NA 

233.97 

BIJWAR 

113.44 

120.53 

56.72 

141.80 

120.53 

120.53 

NA 

49.63 

49.63 

49.63 

42.54 

49.63 

BIJWAR PZ 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BILANDIWAS 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

106.35 

106.35 

134.71 

NA 

127.62 

BILOND 

524.66 

1020.96 

414.77 

942.97 

545.93 

NA 

659.37 

1304.56 

893.34 

106.35 

347.41 

361.59 

BORAI 

3927.86 

631.01 

588.47 

680.64 

35.45 

NA 

957.15 

1481.81 

950.06 

538.84 

333.23 

588.47 

CHANDOLI 

212.70 

170.16 

163.07 

198.52 

177.25 

177.25 

NA 

198.52 

184.34 

NA 

184.34 

NA 

CHAOWANDI KALAN 

155.98 

177.25 

134.71 

155.98 

134.71 

205.61 

49.63 

148.89 

163.07 

NA 

NA 

92.17 

CHIKANI 

212.70 

311.96 

269.42 

326.14 

361.59 

397.04 

418.31 

NA 

NA 

NA 

NA 

NA 

CHOROTI 

226.88 

233.97 

219.79 

219.79 

226.88 

319.05 

262.33 

276.51 

262.33 

NA 

NA 

NA 

DABAK 

184.34 

194.98 

935.88 

NA 

326.14 

NA 

212.70 

475.03 

297.78 

262.69 

347.41 

673.55 

DAMOKHAR 

170.16 

170.16 

170.16 

148.89 

177.25 

148.89 

163.07 

56.72 

148.89 

127.62 

42.54 

141.80 

DAULI 

1949.75 

2765.10 

326.14 

2814.73 

2134.09 

2658.75 

2566.58 

2580.76 

2332.61 

2219.17 

NA 

2573.67 

DEEG 

1148.58 

1226.57 

1070.59 

1325.83 

2063.19 

NA 

1474.72 

524.66 

2233.35 

1772.50 

2212.08 

2623.30 

DEHRA 

120.53 

212.70 

177.25 

191.43 

127.62 

212.70 

NA 

184.34 

163.07 

170.16 

191.43 

184.34 

DHAMRED 

42.54 

49.63 

35.45 

35.45 

177.25 

35.45 

42.54 

NA 

NA 

NA 

NA 

NA 

DHAMRED PZ 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DHAULET 

1559.80 

11627.60 

2325.52 

2956.53 

581.38 

NA 

3530.82 

3254.31 

170.16 

2630.39 

3105.42 

3119.60 

DHEEMRI 

1304.56 

1340.01 

691.28 

879.16 

957.15 

NA 

737.36 

1311.65 

1240.75 

1233.66 

1439.27 

NA 

DHILAWATI 

1262.02 

953.61 

981.97 

953.61 

524.66 

NA 

790.54 

751.54 

779.90 

581.38 

723.18 

666.46 

DHILAWATI PZ. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DHOLAN 

63.81 

42.54 

63.81 

35.45 

42.54 

42.54 

63.81 

35.45 

28.36 

42.54 

49.63 

49.63 

DIDAWALI 

808.26 

900.43 

843.71 

801.17 

935.88 

NA 

971.33 

1850.49 

971.33 

1134.40 

1254.93 

2311.34 

DIWAKRI 

163.07 

155.98 

70.90 

106.35 

42.54 

106.35 

NA 

155.98 

141.80 

170.16 

NA 

NA 

DOMRAKI 

3934.95 

1368.37 

85.08 

NA 

701.91 

NA 

4459.61 

3715.16 

4339.08 

2892.72 

2814.73 

1503.08 

FATEHPUR 

1708.69 

3757.70 

2240.44 

2396.42 

2956.53 

NA 

3488.28 

3169.23 

2750.92 

2680.02 

3885.32 

4324.90 

GARH AJAN 

553.02 

1425.09 

361.59 

1471.18 

1091.86 

NA 

347.41 

907.52 

63.81 

368.68 

375.77 

NA 

GOPALGARH 

801.17 

921.70 

1084.77 

NA 

978.42 

NA 

928.79 

935.88 

319.05 

971.33 

1063.50 

893.34 

GOVINDGARH 

687.73 

723.18 

631.01 

744.45 

652.28 

914.61 

NA 

NA 

NA 

NA 

NA 

NA 

GUNDGAON 

779.90 

467.94 

138.26 

524.66 

524.66 

NA 

531.75 

496.30 

645.19 

496.30 

588.47 

524.66 

GUNDPUR 

694.82 

652.28 

623.92 

595.56 

531.75 

425.40 

489.21 

418.31 

489.21 

404.13 

NA 

92.17 

HALDINA 

77.99 

77.99 

141.80 

113.44 

70.90 

70.90 

NA 

NA 

NA 

NA 

NA 

NA 

INDRAULI 

623.92 

113.44 

99.26 

124.08 

99.26 

NA 

99.26 

92.17 

77.99 

70.90 

439.58 

70.90 

JHANTLI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JUGRAWAR 

170.16 

106.35 

148.89 

85.08 

92.17 

99.26 

113.44 

92.17 

127.62 

77.99 

NA 

70.90 

JURAHRA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JURHARA 

893.34 

779.90 

1198.21 

786.99 

737.36 

NA 

652.28 

666.46 

666.46 

609.74 

645.19 

2091.55 

KACHROTI 

794.08 

950.06 

808.26 

900.43 

854.35 

730.27 

907.52 

815.35 

808.26 

673.55 

751.54 

772.81 

KAITHWARA 

432.49 

489.21 

475.03 

NA 

808.26 

NA 

1155.67 

482.12 

560.11 

616.83 

843.71 

886.25 

KAMALPUR 

85.08 

85.08 

92.17 

85.08 

85.08 

85.08 

120.53 

85.08 

92.17 

77.99 

NA 

NA 

KAMAN 

1077.68 

730.27 

453.76 

503.39 

453.76 

NA 

397.04 

361.59 

404.13 

304.87 

347.41 

375.77 

KARNAWAS 

49.63 

35.45 

35.45 

21.27 

35.45 

31.91 

77.99 

28.36 

35.45 

35.45 

35.45 

35.45 

KAROLI 

340.32 

482.12 

397.04 

333.23 

311.96 

354.50 

255.24 

354.50 

262.33 

361.59 

28.36 

467.94 

KATHOL 

1006.78 

765.72 

694.82 

198.52 

730.27 

NA 

233.97 

453.76 

354.50 

319.05 

340.32 

361.59 

KHALILPUR 

63.81 

56.72 

56.72 

56.72 

49.63 

63.81 

NA 

311.96 

99.26 

NA 

NA 

NA 

KHANDEWALA 

460.85 

2013.56 

1020.96 

NA 

3261.40 

NA 

779.90 

4913.37 

1439.27 

879.16 

1467.63 

NA 

KHANPUR 

77.99 

85.08 

70.90 

70.90 

70.90 

63.81 

70.90 

70.90 

70.90 

56.72 

63.81 

56.72 

KHERLI SYEED 

70.90 

177.25 

170.16 

148.89 

148.89 

148.89 

141.80 

163.07 

148.89 

141.80 

NA 

NA 

KHILORA 

184.34 

163.07 

155.98 

155.98 

170.16 

170.16 

92.17 

113.44 

163.07 

134.71 

NA 

NA 

KHOH 

1403.82 

1559.80 

1503.08 

1538.53 

1609.43 

NA 

1595.25 

3956.22 

553.02 

1432.18 

1446.36 

375.77 

KUSHALGARH 

56.72 

56.72 

63.81 

42.54 

35.45 

49.63 

NA 

56.72 

42.54 

49.63 

NA 

42.54 

LADLAKA 

822.44 

457.31 

489.21 

418.31 

333.23 

NA 

326.14 

262.33 

1815.04 

666.46 

297.78 

177.25 

LAHARWARA 

NA 

475.03 

347.41 

NA 

255.24 

NA 

248.15 

127.62 

482.12 

106.35 

2786.37 

NA 

LOHAGARH 

879.16 

928.79 

1006.78 

255.24 

1347.10 

NA 

1127.31 

1162.76 

1290.38 

1148.58 

1254.93 

1191.12 

MADHOGARH 

63.81 

63.81 

56.72 

56.72 

42.54 

56.72 

NA 

42.54 

49.63 

42.54 

NA 

35.45 

MAHDLA KHURD 

1453.45 

1205.30 

1169.85 

1219.48 

1056.41 

1198.21 

1169.85 

1127.31 

1127.31 

85.08 

NA 

1070.59 

MAHWA DADAR 

276.51 

262.33 

276.51 

389.95 

290.69 

343.87 

NA 

241.06 

226.88 

198.52 

NA 

198.52 

MALAKHERA 

28.36 

35.45 

35.45 

28.36 

14.18 

35.45 

NA 

28.36 

28.36 

NA 

NA 

NA 

MALAKHERA PZ 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MALIPURA 

1063.50 

1744.14 

1878.85 

794.08 

2410.60 

NA 

623.92 

475.03 

822.44 

1120.22 

595.56 

2460.23 

MANAPURI 

NA 

467.94 

347.41 

NA 

290.69 

NA 

99.26 

92.17 

262.33 

NA 

NA 

NA 

MATUKI 

687.73 

141.80 

1368.37 

NA 

517.57 

NA 

272.97 

1325.83 

1439.27 

985.51 

1212.39 

NA 

MEHRAMPUR 

70.90 

85.08 

85.08 

85.08 

99.26 

85.08 

99.26 

92.17 

77.99 

113.44 

127.62 

106.35 

MILAKPUR 

92.17 

730.27 

120.53 

120.53 

120.53 

106.35 

177.25 

85.08 

127.62 

NA 

NA 

NA 



Post 

Monsoon 

NA 


_NA 

NA 


_NA 

1120.22 


_NA 

92.17 


283.60 

NA 


127.62 

326.14 


42.54 

NA 


106.35 

680.64 


1063.50 

NA 


113.44 

NA 


_NA 

1056.41 


170.16 

2346.79 


2027.74 

170.16 


_NA 

NA 


864.98 

1056.41 


1049.32 

NA 


56.72 

1042.23 


63.81 

2885.63 


1049.32 

1198.21 


163.07 

NA 


602.65 

269.42 


_NA 

85.08 


_NA 

77.99 


_NA 

595.56 


730.27 

304.87 


92.17 

531.75 


28.36 

340.32 


375.77 

NA 


1885.94 

99.26 


_NA 

163.07 


1453.45 

42.54 


233.97 

NA 


1134.40 

35.45 


978.42 

NA 


_NA 

NA 


1687.42 

NA 


1744.14 

92.17 


NA 


Pre 

Monsoon 

Post 

Monsoon 

560.11 

NA 

NA 

NA 

1098.95 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

56.72 

99.26 

354.50 

347.41 

1935.57 

NA 

127.62 

NA 

| 297.78 

319.05 

42.54 

35.45 

NA 

NA 

NA 

NA 

| 340.32 

70.90 

786.99 

794.08 

| NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

311.96 

326.14 

141.80 

177.25 

2828.91 

2729.65 

1893.03 

2141.18 

177.25 

170.16 

NA 

NA 

| NA 

NA 

| 609.74 

3530.82 

1233.66 

1283.29 

3289.76 

503.39 

NA 

NA 

42.54 

63.81 

1290.38 

1198.21 

NA 

NA 

3119.60 

2935.26 

4807.02 

4651.04 

1481.81 

1340.01 

786.99 

992.60 

NA 

NA 

687.73 

716.09 

92.17 

92.17 

NA 

NA 

85.08 

77.99 

NA 

NA 

70.90 

99.26 

NA 

NA 

| 808.26 

623.92 

928.79 

737.36 

1418.00 

467.94 

NA 

NA 

567.20 

475.03 

56.72 

28.36 

475.03 

418.31 

375.77 

1332.92 

NA 

NA 

2913.99 

2297.16 

NA 

NA 

NA 

184.34 

| NA 

NA 

1651.97 

1595.25 

42.54 

42.54 

233.97 

205.61 

NA 

NA 

1155.67 

1361.28 

42.54 

35.45 

1063.50 

1049.32 

NA 

NA 

NA 

NA 

NA 

NA 

808.26 

942.97 

| NA 

NA 

1460.54 

1474.72 

106.35 

120.53 

NA 

NA 


Monsoon Monsoon 
631.01 723.18 


_NA 35.45 

1439.27 1148.58 


255.24 184.34 
634.56 NA 


_NA_NA 

127.62 102.81 


336.78 393.5C 

NA 1637.79 


758.63 31.91 

347.41 453.76 


42.54 56.72 

NA NA 


106.35 _8 

276.51 5 


673.55 354.5C 

85.08 159.53 


106.35 124.08 
24.82 35.45 


77.99 127.62 

297.78 297.78 


131.17 184.34 

3048.70 1630.7C 


2339.70 2197.9C 

177.25 46.09 


35.45 31.91 

NA NA 


3488.28 3856.96 

2779.28 1120.22 


425.40 517.57 

NA NA 


49.63 

53.: 

69.85 

92.: 


92.17 
1474.72 ' 


5019.72 

1396.73 ' 


879.16 

170.16" 


921.70 

na" 


56.72 
198.52 ' 


_NA 

99.26' 


_NA 

921.70 " 


698.37 
602.65 ' 


70.90 

361.59' 


_NA 

290.69 ' 


411.22 
63.81' 


2906.90 
70.90 ' 


191.43 
127.62 ' 


1687.42 
35.45 ' 


237.52 

na' 


1332.92 
49.63 ' 


1063.50 
347.41' 


56.72 

na' 


680.64 

na' 


1432.18 
127.62 ' 


531.75 


Pre 

Monsoon 

Post 

Monsoon 

NA 

NA 

70.90 

389.95 

1247.84 

1340.01 

120.53 

191.43 

694.82 

311.96 

NA 

NA 

134.71 

99.26 

347.41 

290.69 

155.98 

2190.81 

92.17 

56.72 

297.78 

326.14 

56.72 

56.72 

NA 

NA 

155.98 

49.63 

| 269.42 

127.62 

| 808.26 

872.07 

92.17 

347.41 

134.71 

141.80 

42.54 

35.45 

92.17 

113.44 

333.23 

333.23 

191.43 

184.34 

3190.50 

3389.02 

836.62 

2127.00 

212.70 

233.97 

42.54 

35.45 

NA 

NA 

2935.26 

2949.44 

382.86 

1262.02 

425.40 

404.13 

NA 

NA 

56.72 

56.72 

99.26 

659.37 

113.44 

28.36 

432.49 

2963.62 

5175.70 

4537.60 

1212.39 

857.89 

1042.23 

1042.23 

184.34 

184.34 

701.91 

815.35 

92.17 

28.36 

63.81 

56.72 

85.08 

77.99 

NA 

NA 

85.08 

99.26 

NA 

NA 

| 694.82 

723.18 

283.60 

1013.87 

687.73 

375.77 

170.16 

77.99 

361.59 

489.21 

42.54 

35.45 

276.51 

255.24 

382.86 

872.07 

63.81 

35.45 

3233.04 

170.16 

70.90 

92.17 

106.35 

70.90 

957.15 

1304.56 

453.76 

1659.06 

63.81 

49.63 

255.24 

262.33 

NA 

NA 

1283.29 

1396.73 

56.72 

35.45 

NA 

1042.23 

141.80 

375.77 

56.72 

49.63 

NA 

NA 

1134.40 

779.90 

NA 

NA 

1729.96 

198.52 

141.80 

134.71 

389.95 

49.63 


Chloride, mg/I 
2007 


Pre Post 

Monsoon Monsoon 


NA 


56.72 

na' 


120.53 
397.04' 


_NA 

99.26' 


311.96 
2162.45 ' 


56.72 

212.70' 


42.54 

na' 


134.71 
319.05 ' 


801.17 

99.26' 


70.90 

92.17' 


70.90 

326.14' 


177.25 

3332.30' 


1822.13 
49.63 ' 


56.72 

na' 


2311.34 
1184.03 ' 


375.77 

na' 


_NA 

602.65 ' 


_NA 

99.26' 


5196.97 

na' 


531.75 

141.80' 


_NA 

134.71' 


_NA 

77.99 ' 


_NA 

659.37 ' 


_NA 

517.57' 


70.90 
503.39 ' 


42.54 
205.61' 


836.62 

na' 


1800.86 
106.35 ' 


141.80 

na' 


1524.35 
70.90 ' 


255.24 

na' 


1148.58 
49.63 ' 


283.60 

233.97' 


99.26 

na' 


935.88 

na' 


1630.70 
120.53 ' 


1233.66 


NA 


92.17 

992.60 


_NA 

382.86 


_NA 

106.35 


269.42 

2127.00 


127.62 

198.52 


63.81 

NA 


77.99 

319.05 


886.25 

63.81 


56.72 

134.71 


_NA 

304.87 


177.25 

3247.22 


1843.40 

113.44 


70.90 

NA 


886.25 

397.04 


489.21 

NA 


_NA 

553.02 


_NA 

1432.18 


1127.31 

751.54 


602.65 

NA 


709.00 

113.44 


_NA 

106.35 


_NA 

92.17 


_NA 

1985.20 


_NA 

354.50 


_NA 

531.75 


49.63 

567.20 


864.98 

49.63 


510.48 

42.54 


_NA 

NA 


1460.54 

56.72 


283.60 

NA 


1559.80 

42.54 


_NA 

NA 


177.25 

NA 


1098.95 

NA 


1403.82 

113.44 


NA 


Pre 

Monsoon 

Post 

Monsoon 

NA 

NA 

NA 

NA 

2339.70 

NA 

NA 

NA 

786.99 

801.17 

NA 

NA 

j 106.35 

120.53 

397.04 

496.30 

248.15 

2694.20 

375.77 

49.63 

198.52 

496.30 

NA 

49.63 

NA 

NA 

NA 

NA 

I 531.75 

368.68 

| 992.60 

581.38 

| NA 

NA 

155.98 

120.53 

| 155.98 

134.71 

| 120.53 

77.99 

326.14 

347.41 

191.43 

177.25 

3530.82 

375.77 

2687.11 

2552.40 

NA 

NA 

42.54 

63.81 

NA 

NA 

3566.27 

2275.89 

4360.35 

NA 

460.85 

467.94 

NA 

NA 

63.81 

63.81 

645.19 

673.55 

NA 

NA 

3112.51 

NA 

92.17 

2134.09 

290.69 

NA 

1382.55 

992.60 

| 311.96 

1864.67 

886.25 

779.90 

NA 

NA 

NA 

NA 

I 163.07 

99.26 

NA 

NA 

NA 

NA 

NA 

602.65 

I 673.55 

NA 

1035.14 

1205.30 

1722.87 

1566.89 

NA 

NA 

822.44 

397.04 

42.54 

42.54 

219.79 

283.60 

560.11 

843.71 

| 106.35 

49.63 

255.24 

70.90 

106.35 

70.90 

NA 

NA 

NA 

NA 

1474.72 

1396.73 

134.71 

63.81 

460.85 

283.60 

NA 

NA 

2091.55 

1878.85 

42.54 

42.54 

425.40 

63.81 

460.85 

NA 

49.63 

56.72 

NA 

NA 

2878.54 

2268.80 

NA 

NA 

1184.03 

1240.75 

212.70 

155.98 

113.44 

1240.75 


Monsoon Monsoon 



141.80 

3381.93 


0.00 

NA 


42.54 

NA 


_NA 

NA 


_NA 

NA 


_4 


_NA 

0.00 


_NA 

0.00 


0.00 

2197.90 


NA 


Pre 

Monsoon 

Post 

Monsoon 

NA 

NA 

NA 

NA 

2722.56 

1737.05 

NA 

NA 

758.63 

NA 

NA 

NA 

85.08 

120.53 

467.94 

418.31 

2977.80 

1446.36 

92.17 

56.72 

389.95 

311.96 

56.72 

49.63 

NA 

NA 

NA 

NA 

446.67 

106.35 

886.25 

999.69 

NA 

NA 

92.17 

418.31 

439.58 

113.44 

70.90 

70.90 

496.30 

1311.65 

170.16 

212.70 

3445.74 

3332.30 

2836.00 

425.40 

NA 

NA 

49.63 

42.54 

NA 

NA 

2836.00 

361.59 

2197.90 

141.80 

375.77 

276.51 

NA 

NA 

56.72 

42.54 

106.35 

425.40 

NA 

NA 

248.15 

226.88 

4622.68 

13471.00 

NA 

567.20 

1985.20 

1602.34 

808.26 

638.10 

680.64 

560.11 

NA 

NA 

NA 

NA 

141.80 

141.80 

NA 

NA 

177.25 

NA 

NA 

NA 

631.01 

638.10 


1432.18 

631.01" 


_NA 

779.90 " 


56.72 
99.26 " 


538.84 
56.72 " 


_NA 

205.61 " 


_NA 

na" 


1425.09 
106.35 " 


1340.01 

574.29 


_NA 

283.60 


42.54 

226.88 


134.71 

70.90 


_NA 

99.26 


_NA 

NA 


829.53 

70.90 



219.79 

340.32 

NA 

NA 

1460.54 

1935.57 

35.45 

42.54 

645.19 

319.05 

446.67 

311.96 

439.58 

35.45 

NA 

NA 

2297.16 

680.64 

NA 

NA 

638.10 

822.44 

503.39 

163.07 

85.08 

70.90 


















































































































































































































































































































































































































































































































































1984 


1985 


1986 


1987 


Chloride, mg/I 


Location 


1988 


1989 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 



Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

MUBARIKPUR 

148.54 

120.53 

NA 

NA 

70.90 

163.07 

180.80 

219.08 

271.55 

138.26 

219.44 

NA 

MUKUNDWAS 

34.39 

31.55 

NA 

NA 

49.63 

49.63 

45.02 

41.48 

28.72 

28.72 

36.51 

NA 

NAGLAGHATA 

NA 

NA 

NA 

NA 

NA 

NA 

17.37 

35.45 

17.37 


NA 

32.26 

NAKATPUR 

NA 

NA 

NA 

NA 

NA 

NA 

306.29 

355.21 

254.18 

516.15 

NA 

691.28 

NAUGAON 

548.06 

551.39 

NA 

NA 

113.44 

92.17 

399.88 

319.76 

311.96 

335.00 

91.46 

NA 

NAUGAWAN 

119.82 

104.93 

NA 

NA 

NA 

NA 

69.84 

59.20 

45.73 

53.88 

NA 

NA 

NAWGAON 

696.24 

618.96 

NA 

NA 

1013.87 

964.24 

1148.58 

1184.03 

213.76 

820.31 

NA 

852.57 

NIBALI 

268.36 

246.73 

NA 

NA 

389.95 

319.05 

1329.02 

1065.63 

231.13 

225.11 

402.36 

NA 

NIHANA 

627.82 

608.68 

NA 

NA 

120.53 

850.80 

748.35 

NA 

635.62 

646.96 

663.62 

NA 

NIMLI 

131.17 

131.17 

NA 

NA 

155.98 

148.89 

23.40 

82.95 

86.50 

79.41 

73.03 

NA 

PADALWAS 

593.43 

1742.01 

NA 

NA 

NA 

NA 

2852.66 

3256.08 

3149.02 

3091.24 

NA 

3894.18 

PAHARI 

NA 

NA 

NA 

NA 

3013.25 

2906.90 

2048.30 

2812.25 

2397.84 

2467.32 

221.21 

271.90 

PALKA 

2214.21 

361.95 

NA 

NA 

496.30 

503.39 

574.29 

515.09 

381.09 

408.38 

NA 

806.49 

PARMANDRA 

85.44 

31.55 

NA 

NA 

347.41 

49.63 

254.53 

53.18 

439.23 

98.20 

NA 

92.17 

PH U LA WAS 

79.76 


NA 

NA 

148.89 

113.44 

121.95 

121.95 

202.07 

209.86 

170.87 

NA 

PIPRAULI 

975.94 

423.27 

NA 

NA 

1354.19 

1141.49 

1329.02 

1065.63 

1086.19 

889.80 

981.61 

NA 

PRITHVIPURA 

28.72 

20.92 

NA 

NA 

56.72 

42.54 

34.74 

23.75 

23.04 

28.72 

107.77 

NA 

PUNKHAR 

40.06 

NA 

NA 

NA 

49.63 

49.63 

52.47 

35.45 

46.09 

34.39 

33.68 

NA 

PUNKHAR PZ. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PUTKHA 

422.21 

41.83 

NA 

NA 

77.99 

85.08 

65.23 

82.95 

46.09 

90.75 

NA 

82.95 

RAGHUNATHGARH 

302.39 

277.93 

NA 

NA 

432.49 

538.84 

374.35 

378.96 

305.93 

358.05 

353.79 

NA 

RAIBKA PZ 

302.39 

325.43 

NA 

NA 

432.49 

475.03 

425.76 

372.23 

335.00 

369.74 

321.53 

NA 

RAJGARH 

74.09 

73.38 

NA 

NA 

63.81 

NA 

109.54 

59.20 

NA 

63.46 

82.95 

NA 

RAMGARH 

353.79 

393.50 

NA 

NA 

545.93 

517.57 

399.88 

355.56 

514.03 

328.98 

493.82 

NA 

RUPWAS 

NA 

NA 

NA 

NA 

NA 

304.87 

255.95 

242.83 

236.81 

259.85 

282.89 

NA 

SAODI 

85.79 

83.31 

NA 

NA 

120.53 

127.62 

110.60 

118.40 

144.28 

173.35 

188.59 

NA 

SATWAS 

245.31 

230.78 

NA 

NA 

326.14 

269.42 

230.78 

183.63 

751.19 

86.50 

NA 

221.21 

SEU 

605.13 

624.28 

NA 

NA 

772.81 

850.80 

722.12 

592.02 

606.90 

612.22 

NA 

691.28 

SHAHPUR 

764.66 

766.08 

NA 

NA 

1049.32 

675.68 

813.93 

698.72 

566.14 

323.30 

377.19 

NA 

SHAHPURPZ 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SI KRI PATTI 

947.22 

566.49 

NA 

NA 

864.98 

928.79 

734.17 

775.65 

1282.58 

737.36 

NA 

1036.91 

SILISERH 

51.40 

31.55 

NA 

NA 


70.90 

63.81 

NA 

NA 

46.09 

53.88 

NA 

SILOPKA 

NA 

NA 

NA 

NA 

42.54 

35.45 

23.04 

29.78 

34.39 

49.63 

24.46 

NA 

SOHANPUR 

207.03 

199.23 

NA 

NA 

276.51 

304.87 

213.06 

207.38 

23.04 

126.91 

127.98 

NA 

SOMKA 

NA 

NA 

NA 

NA 

NA 

NA 

785.93 

763.59 

3091.24 

652.64 

NA 

576.06 

SUNOKHAR 

844.77 

808.26 

NA 

NA 

1141.49 

769.27 

1136.53 

923.47 

NA 

1013.87 

NA 

NA 

TALVRIKSH 

NA 

NA 

NA 

NA 

56.72 

56.72 

40.77 

41.48 

115.57 

80.83 

42.54 

NA 

TULSIWARA 

NA 

NA 

NA 

NA 

56.72 

35.45 

40.77 

29.78 

40.41 

23.04 

36.51 

NA 

UDAKA 

NA 

NA 

NA 

NA 

NA 

NA 

109.90 

118.40 

132.94 

155.98 

NA 

290.34 

ULAN DA 

NA 

NA 

NA 

NA 

NA 

NA 

109.90 

112.38 

554.79 

98.20 

NA 

129.04 

VAULKHERA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

118.40 

NA 

NA 

NA 

184.34 


River Basin: Sabarmati 


Sub Basin: Sabarmati 


BIKARNI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

CHEEKALA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

90.40 

NA 

JAMBUDI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KAGWAS 

NA 

30.84 

33.68 

36.87 

37.93 

51.40 

44.31 

NA 

37.22 

51.40 

53.18 

52.11 

KHAJOORIYA 

NA 

56.01 

53.88 

NA 

58.49 

92.88 

59.56 

NA 

50.34 

85.79 

67.36 

45.38 

MAHARI 

NA 

136.84 

151.73 

NA 

168.39 

146.05 

170.16 

NA 

209.16 

51.40 

127.62 

148.18 

MAMER 

103.87 

52.11 

47.15 

68.06 

80.83 

NA 

NA 

NA 

NA 

NA 

51.40 

NA 

MANDWA 

NA 

382.51 

144.99 

396.33 

151.37 

398.81 

125.85 

NA 

158.11 

130.81 

196.75 


MIN TALETI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PEELKA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

93.94 

NA 

SARA 

NA 

56.01 


NA 

129.04 

48.21 

NA 

NA 

57.07 

NA 

NA 

42.19 

SULAO 

40.77 


| 40.411 

NA 

44.67 

36.16 

40.77 

NA 

NA 

44.67 

60.27 

69.13 


Sub Basin: Sei 


DEOLA 

NA 

69.48 

96.07 

77.28 

103.16 

60.27 

95.36 

NA 

131.17 

106.70 

106.35 

208.80 

KHANPA 

NA 

75.15 

77.64 

102.45 

80.83 

0.00 

88.63 

NA 

126.20 

65.23 

125.85 

107.77 

KYARI 

NA 

71.25 

43.96 

71.61 

44.67 

82.60 

40.77 

NA 

28.71 

180.44 

113.44 

84.02 

MALWA KA CHORA 

47.50 

NA 

47.15 

NA 

46.44 

51.40 

51.05 

NA 

75.86 

NA 

70.90 

47.15 


Sub Basin: Vatrak 


BALWANIYA 

455.89 

154.92 

151.37 

175.12 

158.11 

170.16 

154.92 

163.43 

156.34 

193.20 

166.62 

170.16 

BHAINSLA 

34.03 

74.80 

35.45 

38.64 

41.12 

15.60 

40.77 

30.84 

58.49 

66.65 

39.35 

32.61 

DHAMBOLA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

42.90 

NA 

JHONTHRI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KANWAI 

88.63 

77.99 

84.02 

80.12 

82.60 

NA 

86.85 

93.59 

90.75 

NA 

97.13 

87.56 

KARAWARA 

146.05 

110.60 

154.92 

176.90 

158.11 

124.08 

159.88 

106.71 

134.00 

98.20 

97.84 

120.18 

LEHNA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MANDLI 

51.05 

61.33 

460.85 

385.34 

137.55 

44.67 

49.28 

73.74 

49.99 

109.90 

48.21 

58.49 

MEWARA 

122.66 

265.52 

279.35 

233.97 

0.00 

226.88 

120.89 

146.41 

109.90 

146.76 

207.74 

127.27 

MODAR 

129.39 

656.89 

141.45 

156.69 

149.60 

154.92 

159.88 

146.41 

161.65 

198.17 

146.05 

199.58 

PATIYA 

NA 

50.34 

80.83 

61.33 

85.79 

NA 

71.25 

74.80 

77.28 

NA 

68.06 

67.36 

RAMPUR 

142.86 

129.39 

154.92 

0.00 

134.00 

163.43 

129.39 

136.13 

130.10 

224.75 

135.77 

171.93 

RANI 

NA 

75.15 

107.77 

95.36 

108.12 

NA 

103.87 

100.32 

97.49 

NA 

98.55 

104.22 









1 

1 







1990 | 

| 1991 | 

1 1992 | 

| 1993 | 

| 1994 | 

| 1995 | 

| 1996 | 

19 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 


Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 

74.09 97.13 128.68 1186.87 151.02 NA 269.42 170.16 195.68 184.34 184.34 184.34 290.69 453.76 NA 




























































































































































































































































































































































































































































































Chloride, mg/I 


Chloride, mg/I 


Location 

97 

| 1998 I 

| 1999 | 

| 2000 

| 2001 | 

| 2002 | 

| 2003 | 

| 2004 i 

j 2005 | 

| 2006 | 

| 2007 ) 

| 2008 ) 

) 2009 | 

| 2010 | 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 


Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

MUBARIKPUR 

652.28 

NA 

716.09 

694.82 

269.42 

184.34 

99.26 

NA 

56.72 

NA 

NA 

NA 

NA 

NA 

NA 

758.63 

811.81 

779.90 

120.53 

680.64 

NA 

701.91 

503.39 

NA 

602.65 

616.83 

170.16 

MUKUNDWAS 


56.72 

56.72 

56.72 

42.54 

49.63 

63.81 

63.81 

NA 

70.90 

63.81 

70.90 

56.72 

70.90 

63.81 

99.26 

70.90 

92.17 

63.81 

70.90 

77.99 

70.90 

70.90 

NA 

70.90 

70.90 

56.72 

NAGLAGHATA 


42.54 

49.63 

42.54 

49.63 

NA 

73.03 

70.90 

49.63 

28.36 

21.27 

35.45 

28.36 

35.45 

42.54 

63.81 

4168.92 

42.54 

42.54 

77.99 

77.99 

42.54 

106.35 

NA 

0.00 

NA 

56.72 

NAKATPUR 

2183.72 

2587.85 

1418.00 

NA 

2368.06 

NA 

2516.95 

2836.00 

2247.53 

2821.82 

3240.13 

3934.95 

1155.67 

3084.15 

2708.38 

3006.16 

2821.82 

3233.04 

3225.95 

3119.60 

2623.30 

2906.90 

3842.78 

NA 

NA 

297.78 

758.63 

NAUGAON 

1368.37 

1389.64 

1283.29 

510.48 

1439.27 

297.78 

NA 

NA 

NA 

35.45 

35.45 

NA 

28.36 

NA 

NA 

70.90 

308.42 

63.81 

687.73 

85.08 

595.56 

361.59 

99.26 

NA 

85.08 

70.90 

92.17 

NAUGAWAN 

49.63 

NA 

70.90 

49.63 

28.36 

49.63 

NA 

42.54 

21.27 

NA 

NA 

35.45 

NA 

42.54 

49.63 

56.72 

106.35 

141.80 

63.81 

63.81 

106.35 

56.72 

63.81 

NA 

70.90 

63.81 

56.72 

NAWGAON 

1106.04 

687.73 

659.37 

847.26 

616.83 

NA 

297.78 

531.75 

134.71 

609.74 

815.35 

NA 

1134.40 

928.79 

900.43 

999.69 

645.19 

914.61 

1113.13 

553.02 

489.21 

758.63 

361.59 

NA 

NA 

439.58 

638.10 

NIBALI 

560.11 

687.73 

616.83 

623.92 

680.64 

659.37 

652.28 

666.46 

691.28 

503.39 

1488.90 

1042.23 

737.36 

999.69 

928.79 

1049.32 

914.61 

1098.95 

1141.49 

1013.87 

1070.59 

319.05 

283.60 

NA 

354.50 

134.71 

482.12 

NIHANA 

794.08 

850.80 

801.17 

893.34 

815.35 

808.26 

467.94 

70.90 

503.39 

588.47 

595.56 

503.39 

368.68 

425.40 

496.30 

457.31 

379.32 

333.23 

333.23 

141.80 

531.75 

389.95 

141.80 

NA 

354.50 

432.49 

340.32 

NIMLI 

170.16 

198.52 

269.42 

184.34 

170.16 

191.43 

NA 

134.71 

134.71 

141.80 

141.80 

113.44 

141.80 

170.16 

212.70 

184.34 

212.70 

106.35 

155.98 

134.71 

56.72 

106.35 

106.35 

NA 

77.99 

70.90 

113.44 

PADALWAS 

1850.49 

3013.25 

3403.20 

NA 

3197.59 

NA 

2516.95 

1949.75 

184.34 

1134.40 

1247.84 

4629.77 

531.75 

389.95 

127.62 

680.64 

1070.59 

1205.30 

1226.57 

1928.48 

1928.48 

1155.67 

4381.62 

NA 

NA 

411.22 

2056.10 

PAHARI 

3247.22 

3084.15 

70.90 

NA 

545.93 

NA 

737.36 

2219.17 

843.71 

1212.39 

2275.89 

NA 

70.90 

155.98 

49.63 

170.16 

120.53 

141.80 

205.61 

319.05 

524.66 

290.69 

134.71 

NA 

TBE] 

375.77 

205.61 

PALKA 

1219.48 

1070.59 

1269.11 

NA 

1318.74 

NA 

1219.48 

1722.87 

2261.71 

1843.40 

2290.07 

2694.20 

1198.21 

2963.62 

2786.37 

0.00 

2438.96 

2566.58 

2623.30 

2694.20 

2545.31 

2020.65 

1935.57 

NA 

MEE=! 

276.51 

1907.21 

PARMANDRA 

70.90 

404.13 

56.72 

205.61 

63.81 

NA 

163.07 

709.00 

113.44 

120.53 

113.44 

347.41 

85.08 


tmm 

744.45 

127.62 

382.86 

219.79 

333.23 

177.25 

141.80 

2339.70 

NA 

NA 

NA 

99.26 

PH U LA WAS 

127.62 

155.98 

248.15 

124.08 

127.62 

106.35 

NA 

148.89 

134.71 

127.62 

35.45 

63.81 

63.81 

NA 

Tim 

99.26 

92.17 

49.63 

35.45 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PIPRAULI 

2800.55 

2226.26 

2176.63 

1864.67 

2070.28 

1340.01 

1318.74 

1184.03 

1184.03 

1354.19 

1687.42 

1687.42 

1751.23 

1481.81 

1439.27 

3545.00 

1524.35 

1311.65 

964.24 

822.44 

815.35 

950.06 

326.14 

NA 

411.22 

1134.40 

1042.23 

PRITHVIPURA 

28.36 

28.36 

21.27 

21.27 

28.36 

35.45 

NA 

21.27 

28.36 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

35.45 

PUNKHAR 

42.54 

42.54 

49.63 

70.90 

35.45 

70.90 

NA 

42.54 

49.63 

70.90 

NA 

NA 

NA 

NA 

NA 

127.62 

226.88 

212.70 

134.71 

63.81 

42.54 

127.62 

42.54 

NA 

35.45 

42.54 

77.99 

PUNKHAR PZ. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

248.15 

NA 

NA 

NA 

NA 

NA 

PUTKHA 

120.53 

63.81 

77.99 

NA 

134.71 

NA 

106.35 

134.71 

198.52 

120.53 

NA 

NA 

NA 

NA 

NA 

NA 

1361.28 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RAGHUNATHGARH 

503.39 

425.40 

375.77 

368.68 

389.95 

467.94 

432.49 

368.68 

354.50 

276.51 

404.13 

340.32 

319.05 

340.32 

347.41 

319.05 

361.59 

361.59 

354.50 

311.96 

262.33 

70.90 

283.60 

NA 

283.60 

248.15 

248.15 

RAIBKA PZ 

404.13 

496.30 

460.85 

631.01 

538.84 

652.28 

496.30 

567.20 

595.56 

283.60 

212.70 

347.41 

538.84 

205.61 

NA 

340.32 

145.35 

397.04 

127.62 

326.14 

163.07 

163.07 

198.52 

NA 

709.00 

319.05 

134.71 

RAJGARH 

28.36 

35.45 

35.45 

35.45 

21.27 

35.45 

35.45 

70.90 

106.35 

42.54 

NA 

NA 

155.98 

NA 

NA 

63.81 

127.62 

49.63 

14.18 

63.81 

63.81 

99.26 

92.17 

NA 

70.90 

70.90 

70.90 

RAMGARH 

255.24 

205.61 

361.59 

269.42 

170.16 

215.18 

326.14 

290.69 

411.22 

382.86 

319.05 

439.58 

326.14 

340.32 

404.13 

389.95 

514.03 

489.21 

503.39 

545.93 

482.12 

538.84 

496.30 

NA 

971.33 

503.39 

496.30 

RUPWAS 

709.00 

574.29 

616.83 

666.46 

545.93 

567.20 

NA 

155.98 

35.45 

35.45 

63.81 

28.36 

28.36 

28.36 

28.36 

92.17 

53.18 

42.54 

21.27 

56.72 

56.72 

70.90 

42.54 

NA 

NA 

NA 

NA 

SAODI 

212.70 

226.88 

219.79 

446.67 

219.79 

255.24 

NA 

262.33 

255.24 

241.06 

NA 

241.06 

276.51 

241.06 

262.33 

269.42 

230.43 

233.97 

219.79 

241.06 

241.06 

432.49 

134.71 

NA 

134.71 

141.80 

141.80 

SATWAS 

99.26 

134.71 

276.51 

248.15 

439.58 

NA 

432.49 

616.83 

1070.59 

900.43 

1155.67 

1155.67 

531.75 

1212.39 

1722.87 

2438.96 

1928.48 

645.19 

1425.09 

1276.20 

1254.93 

1304.56 

1247.84 

NA 

NA 

1240.75 

872.07 

SEU 

1120.22 

978.42 

1030.89 

1559.80 

1006.78 

NA 

850.80 

751.54 

283.60 

638.10 

723.18 

716.09 

992.60 

836.62 

879.16 

850.80 

914.61 

886.25 

985.51 

872.07 

978.42 

900.43 

1028.05 

NA 

0.00 

NA 

354.50 

SHAHPUR 

1106.04 

538.84 

843.71 

311.96 

311.96 

340.32 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1538.53 

205.61 

272.97 

113.44 

63.81 

198.52 

99.26 

63.81 

326.14 

NA 

233.97 

113.44 

70.90 

SHAHPURPZ 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SI KRI PATTI 

1538.53 

1666.15 

1602.34 

NA 

1503.08 

NA 

1446.36 

1233.66 

701.91 

1219.48 

1318.74 

1467.63 

496.30 

1425.80 

1418.00 

1481.81 

1566.89 

425.40 

1481.81 

1432.18 

1488.90 

148.89 

70.90 

NA 

NA 

155.98 

212.70 

SILISERH 

453.76 

404.13 

233.97 

276.51 

141.80 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

42.54 

42.54 

63.81 

28.36 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SILOPKA 

63.81 

85.08 

49.63 

49.63 

35.45 

35.45 

35.45 

35.45 

35.45 

42.54 

28.36 

35.45 

35.45 

28.36 

28.36 

NA 

42.54 

49.63 

21.27 

35.45 

56.72 

42.54 

49.63 

NA 

49.63 

49.63 

49.63 

SOHANPUR 

92.17 

99.26 

63.81 

85.08 

56.72 

113.44 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

148.89 

198.52 

42.54 

212.70 

397.04 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SOMKA 

822.44 

453.76 

489.21 

531.75 

340.32 

NA 

326.14 

269.42 

333.23 

198.52 

280.06 

184.34 

233.97 

226.88 

212.70 

219.79 

233.97 

248.15 

269.42 

NA 

269.42 

283.60 

248.15 

NA 

NA 

226.88 

319.05 

SUNOKHAR 

85.08 

1148.58 

1191.12 

1148.58 

1290.38 

NA 

1269.11 

1134.40 

964.24 

1616.52 

2006.47 

2063.19 

1517.26 

1946.21 

1737.05 

1779.59 

2545.31 

148.89 

2162.45 

2219.17 

2155.36 

77.99 

2197.90 

NA 

NA 

3488.28 

1425.09 

TALVRIKSH 

42.54 

49.63 

56.72 

49.63 

35.45 

49.63 

42.54 

42.54 

42.54 

56.72 

35.45 

49.63 

42.54 

56.72 

42.54 

42.54 

53.18 

56.72 

49.63 

70.90 

106.35 

56.72 

63.81 

NA 

42.54 

70.90 

92.17 

TULSIWARA 

56.72 

70.90 

42.54 

49.63 

49.63 

63.81 

70.90 

63.81 

42.54 

56.72 

70.90 

63.81 

63.81 

63.81 

56.72 

49.63 

46.09 

113.44 

42.54 

56.72 

28.36 

134.71 

92.17 

NA 

70.90 

113.44 

42.54 

UDAKA 

538.84 

496.30 

492.76 

467.94 

432.49 

NA 

772.81 

1304.56 

822.44 

1488.90 

1687.42 

2070.28 

964.24 

1488.90 

1226.57 

1446.36 

1028.05 

992.60 

1070.59 

1467.63 

1687.42 

2077.37 

1843.40 

NA 

NA 

1885.94 

TB 

ULAN DA 

1687.42 

63.81 

1049.32 

2446.05 

184.34 

NA 

1013.87 

42.54 

716.09 

1488.90 

680.64 

538.84 

163.07 

567.20 

822.44 

638.10 

673.55 

921.70 

687.73 

623.92 

673.55 

765.72 

70.90 

NA 

NA 

92.17 

49.63 

VAULKHERA 

581.38 

127.62 

124.08 

106.35 

113.44 

NA 

127.62 

113.44 

141.80 

134.71 

134.71 

NA 

NA 

NA 

NA 

148.89 

212.70 

212.70 

212.70 

177.25 

191.43 

127.62 

127.62 

NA 

NA 

NA 

106.35 

River Basin: Sabarmati 

Sub Basin: Sabarmati 

BIKARNI 

120.53 

63.81 

74.45 

113.44 

74.45 

248.15 

120.53 

56.72 

134.71 

116.99 

74.45 

70.90 

184.34 

223.34 

49.63 

77.99 

212.70 

170.16 

283.60 

81.54 

262.33 

63.81 

106.35 

NA 

113.44 

56.72 

219.79 

CHEEKALA 

92.17 

109.90 

95.72 

109.90 

99.26 

116.99 

99.26 

106.35 

95.72 

95.72 

28.36 

85.08 

120.53 

95.72 

92.17 

92.17 

99.26 

92.17 

269.42 

191.43 

184.34 

205.61 

198.52 

NA 

212.70 

191.43 

163.07 

JAMBUDI 

HQ 

21.27 

NA 

21.27 

35.45 

42.54 

42.54 

49.63 

28.36 

28.36 


42.54 

56.72 

49.63 

14.18 

42.54 


42.54 

28.36 

28.36 

HQ 

49.63 

56.72 

NA 


49.63 

49.63 

KAGWAS 

39.00 

39.00 

24.82 

35.45 

31.91 

35.45 

35.45 

49.63 

49.63 

56.72 

42.54 

49.63 

53.18 

42.54 

49.63 

49.63 


39.00 

56.72 

39.00 

39.00 

42.54 

42.54 

NA 


35.45 

35.45 

KHAJOORIYA 

14.18 

53.18 

42.54 

49.63 

49.63 

56.72 

49.63 

63.81 

56.72 

63.81 

35.45 

92.17 

60.27 

70.90 

70.90 

70.90 

63.81 

81.54 

77.99 

99.26 

63.81 

85.08 

85.08 

NA 

67.36 

70.90 

81.54 

MAHARI 

223.34 

262.33 

219.79 

237.52 

467.94 

248.15 

70.90 

198.52 

92.17 

116.99 

187.89 

141.80 

187.89 

159.53 

159.53 


35.45 

159.53 

198.52 

106.35 

177.25 

159.53 

191.43 

NA 

184.34 

120.53 

251.70 

MAMER 

17.02 

63.81 

56.72 

60.27 

53.18 

56.72 

49.63 

63.81 

70.90 

56.72 

49.63 

53.18 

163.07 

67.36 

70.90 

63.81 

77.99 

60.27 

77.99 

116.99 

106.35 

106.35 

106.35 

NA 

99.26 

106.35 

95.72 

MANDWA 

326.14 

379.32 

24.82 

450.22 

436.04 

102.81 

638.10 

319.05 

42.54 

723.18 

60.27 

49.63 

63.81 

155.98 

797.63 

148.89 

333.23 

350.96 

226.88 

269.42 

127.62 

216.25 

180.80 

NA 

343.87 

141.80 

173.71 

MIN TALETI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

85.08 

134.71 

99.26 

99.26 

70.90 

106.35 

56.72 

99.26 

106.35 

NA 

113.44 

92.17 

56.72 

PEELKA 

49.63 

56.72 

39.00 

70.90 

81.54 

113.44 

113.44 

319.05 

113.44 

134.71 

99.26 

212.70 

127.62 

63.81 

88.63 

92.17 

92.17 

49.63 


63.81 

56.72 

60.27 

60.27 

NA 

39.00 

63.81 

49.63 

SARA 

28.36 


14.18 

85.08 

77.99 

49.63 

35.45 

226.88 

14.18 

35.45 

17.73 

39.00 

42.54 

74.45 

67.36 

74.45 

63.81 

60.27 


113.44 

81.54 

216.25 

230.43 

NA 


92.17 

187.89 

SULAO 

28.36 

| 31.91 


42.54 

46.09 

46.09 

49.63 

49.63 

49.63 

46.09 

49.63 

63.81 

77.99 

53.18 

49.63 

56.72 

46.09 

70.90 

1 42.54 

42.54 

35.45 

39.00 

39.00 

NA 


42.54 

67.36 

|Sub Basin: Sei | 

DEOLA 

81.54 

113.44 

120.53 

99.26 

j 102.81 

113.44 

120.53 

134.71 

134.71 

28.36 

163.07 

106.35 

191.43 

1471.18 

145.35 

145.35 

177.25 

194.98 

| 198.52| 

28.36 

124.08 

155.98 

127.62 

NA 

148.89 

205.61 

187.89 

KHANPA 

74.45 

85.08 

77.99 

102.81 


170.16 

134.71 

77.99 

85.08 

109.90 

120.53 

99.26 

120.53 

106.35 

92.17 

95.72 

77.99 

46.09 


74.45 

70.90 

63.81 

85.08 

NA 

70.90 

99.26 

102.81 

KYARI 

88.63 

49.63 

56.72 

70.90 


28.36 

63.81 

35.45 

205.61 

53.18 

39.00 

42.54 

35.45 

56.72 

148.89 

49.63 

31.91 

53.18 


53.18 

42.54 

53.18 

42.54 

NA 


35.45 

166.62 

MALWA KA CHORA 

63.81 

35.45 

70.90 

35.45 

NA 

70.90 

141.80 

99.26 

141.80 

70.90 

35.45 

70.90 

191.43 

85.08 

148.89 

77.99 

145.35 

67.36 

1 92.17) 

56.72 

49.63 

42.54 

53.18 

NA 

70.90) 

42.54 

85.08 

|Sub Basin: Vatrak | 

BALWANIYA 

NA 

155.98 

131.17 

155.98 

163.07 

166.62 

155.98 

187.89 

177.25 

116.99 

141.80 

152.44 

159.53 

152.44 

159.53 

155.98 

148.89 

155.98 

17.73 

155.98 

141.80 

127.62 

159.53 

NA 

262.33 

141.80 

163.07 

BHAINSLA 

53.18 

106.35 

70.90 

106.35 

63.81 

152.44 

113.44 

141.80 

113.44 

67.36 

141.80 

382.86 

56.72 

56.72 

31.91 

42.54 

74.45 

77.99 

31.91 

77.99 

85.08 

116.99 

95.72 

NA 

70.90 

92.17 

120.53 

DHAMBOLA 

35.45 

56.72 

39.00 

42.54 

42.54 

77.99 

74.45 

92.17 

56.72 

77.99 

85.08 

92.17 

56.72 

67.36 

49.63 

70.90 

53.18 

81.54 

53.18 

74.45 

39.00 

109.90 

85.08 

NA 

49.63 

70.90 

60.27 

JHONTHRI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

81.54 

95.72 

116.99 

102.81 

95.72 

138.26 

102.81 

99.26 

127.62 

116.99 

NA 


36.87 

77.99 

KANWAI 

70.90 

85.08 

74.45 

77.99 

85.08 

77.99 

70.90 

70.90 

74.45 

77.99 

99.26 

77.99 

74.45 

70.90 

77.99 

70.90 

70.90 

70.90 

92.17 

70.90 

74.45 


74.45 

NA 

70.90 

70.90 

212.70 

KARAWARA 

202.07 

280.06 

209.16 

265.88 

177.25 

223.34 

212.70 

148.89 

205.61 

184.34 

205.61 

155.98 

272.97 

191.43 

244.61 

191.43 

269.42 

219.79 

212.70 

248.15 

372.23 



NA 

255.24 

120.53 

272.97 

LEHNA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

92.17 

85.08 

99.26 

70.90 

99.26 

70.90 

106.35 

88.63 

131.17 

116.99 

NA 

148.89 

106.35 

81.54 

MANDLI 

155.98 

106.35 

145.35 

42.54 

120.53 

99.26 

102.81 

81.54 

106.35 

70.90 

70.90 

170.16 

141.80 

85.08 

127.62 

74.45 

124.08 

74.45 

202.07 

99.26 

120.53 

102.81 

191.43 

NA 

159.53 

106.35 

226.88 

MEWARA 

198.52 

219.79 

170.16 

198.52 

177.25 

113.44 

99.26 

113.44 

134.71 

92.17 

134.71 

113.44 

223.34 

921.70 

779.90 

95.72 

560.11 

102.81 

421.86 

141.80 

184.34 

152.44 

354.50 

NA 

170.16 

99.26 

124.08 

MODAR 

184.34 

205.61 

31.91 

163.07 

163.07 

148.89 

163.07 

205.61 

148.89 

138.26 

141.80 

187.89 

155.98 

116.99 

92.17 

109.90 

163.07 

131.17 

184.34 

198.52 

180.80 

177.25 

223.34 

NA 

262.33 

170.16 

180.80 

PATIYA 

99.26 

159.53 

77.99 

124.08 

85.08 

127.62 

99.26 

106.35 

85.08 

85.08 

113.44 

99.26 

141.80 

134.71 

155.98 

138.26 

155.98 

148.89 

127.62 

230.43 

361.59 

166.62 

24.82 

NA 

212.70 

248.15 

81.54 

RAMPUR 

248.15 

198.52 

191.43 

138.26 

163.07 

145.35 

127.62 

124.08 

241.06 

152.44 

134.71 

141.80 

148.89 

166.62 

159.53 

187.89 

166.62 

216.25 

290.69 

382.86 

315.51 

255.24 

262.33 

NA 

205.61 

212.70 

191.43 

RANI 

88.63 

99.26 

88.63 

NA 

92.17 

85.08 

95.72 

85.08 

85.08 

81.54 

74.45 

77.99 

102.81 

67.36 

81.54 

63.81 

81.54 

53.18 

106.35 

77.99 

81.54 

74.45 

81.54 

NA 

77.99 

63.81 

134.71 



































































































































































































































































































































































































































































































1984 


1985 


1986 


1987 


Chloride, mg/I 


Location 


1988 


1989 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


RASTAPAL 

RATANPUR 

RATAPANI 

RENTA _ 

SADARIYA 

SAKARSI _ 

SHARAM _ 

SIMALWARA 

TALAIYAN _ 

WER _ 

Sub Basin: Wakal 


Monsoon 


Monsoon 


Monsoon 


Monsoon 


Monsoon 


Monsoon 


Monsoon 


Monsoon 


Monsoon 


Monsoon 


Monsoon 


Monsoon 


__NA 

105.29 

__NA 

NA 

_NA 

NA 

__NA 

NA 

51.05 

64.52 


_NA 

222.98 

__NA 

NA 

_NA 

NA 

__NA 

NA 

46.09 

57.78 


__NA 

101.03 

__NA 

NA 

__NA 

NA 

__NA 

NA 

52.11 

67.36 


_NA 

124.43 

__NA 

NA 

_NA 

NA 

__NA 

NA 

0.00 

0.00 


__NA 

84.37 

__NA 

NA 

20.56 

85.79 

__NA 

108.12 

44.67 

67.00 


_NA 

96.07 

__NA 

NA 

17.02 

68.77 

__NA 

120.18 

44.67 

53.18 


_NA 

76.57 

__NA 

NA 

20.56 

71.61 

__NA 

100.32 

47.50 

64.52 


__NA 

78.35 

__NA 

NA 

20.56 

NA 

__NA 

108.12 

47.50 

40.77 


_NA 

82.60 

__NA 

NA 

27.65 

NA 

__NA 

121.95 

46.44 

48.21 


_NA 

209.86 

__NA 

NA 

19.85 

73.38 

__NA 

95.01 

64.87 

45.02 


41.12 

91.82 

217.66 

NA 

79.05 

82.60 

__NA 

NA 

44.31 

53.18 


__NA 

137.55 

__NA 

NA 

_NA 

NA 

__NA 

NA 

48.21 

60.27 


ADKALIYA 

108.83 

119.82 

101.03 

NA 

108.12 

127.27 

103.87 

113.44 

115.21 

NA 

124.08 

NA 

AMLIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

59.56 

NA 

BAGPURA 

NA 

NA 

67.36 

NA 

73.74 

48.21 

63.10 

65.23 

63.46 

NA 

59.56 

101.03 

BAGRUNDA 

54.59 

57.78 

57.07 

53.88 

58.49 

56.72 

54.95 

NA 

NA 

62.04 

49.98 

50.34 

BARI 

NA 

71.25 

82.60 

NA 

68.77 

75.51 

40.77 

104.93 

101.39 

NA 

NA 

NA 

BEEROTI 

NA 

NA 

109.54 

61.33 

106.70 

91.11 

86.85 

NA 

96.42 

NA 

115.57 

126.20 

DAMANA 

NA 

79.05 

80.83 

105.64 

80.83 

101.39 

74.80 

63.46 

65.23 

NA 

51.05 

62.39 

DHIMDI 

NA 

221.92 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GALDHAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GOGLA 

NA 

88.98 

139.67 

91.82 

142.51 

130.81 

40.77 

72.32 

103.16 

NA 

144.64 

90.75 

GORANA 

NA 

138.96 

92.52 

NA 

109.90 

142.51 

44.31 

89.33 

141.09 

NA 

49.28 

146.41 

JHADOL 

NA 

113.79 

101.03 

146.41 

115.21 

147.83 

115.57 

116.99 

113.44 

NA 

108.83 

123.01 

JOGIWAR 

69.84 

85.08 

77.28 

NA 


89.33 

57.78 

NA 


62.04 

90.40 

67.36 

JURA 

76.57 

69.48 

84.02 

NA 


34.39 

88.63 

NA 


96.42 

102.81 

97.49 

KANTHARIYA 

NA 

181.50 

148.18 

NA 

144.28 

196.04 

142.86 

NA 

134.00 

NA 

131.17 

158.11 

KHAKHAR 

NA 

138.96 

104.58 

NA 

106.70 

103.16 

112.38 

146.05 

139.32 

NA 

122.66 

188.59 

KOCH LA 

171.93 

136.84 

171.93 

NA 

170.16 

233.97 

185.40 

220.14 

228.65 

NA 

187.18 

279.35 

KOLYARI 

142.86 

428.59 

158.46 

296.01 

134.00 

20.56 

115.57 

NA 

84.37 

NA 

120.88 

387.11 

KOTRA 

NA 

50.34 

43.96 

47.50 

53.18 

67.00 

61.33 

NA 

144.64 

39.35 

76.22 

74.09 

KYARIYA 

NA 

21.27 

40.41 

6.74 


NA 

39.00 

NA 

NA 

NA 

30.49 

16.66 

LUNAWATON KA KHERA 

175.48 

NA 

NA 

NA 

147.83 

99.61 

151.37 

NA 

180.44 

NA 

165.20 

276.16 

MADA 

71.61 

77.28 

79.05 

NA 

67.00 

41.12 

73.74 

NA 

84.02 

82.60 

75.15 

72.32 

MAJAWAD 

166.62 

102.10 

89.33 

NA 

96.42 

91.11 

97.84 

NA 

110.96 

96.42 

90.04 

104.22 

MAKRADEO 

119.11 

104.22 

119.47 

NA 

182.57 

206.32 

105.64 

109.90 

106.70 

NA 

107.06 

NA 

MOH. PHALASIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MOKHI 

100.32 

90.75 

132.94 

NA 

113.44 

111.67 

85.79 

NA 

87.56 

87.56 

NA 

94.30 

NANDBEL 

NA 

266.58 

163.07 

NA 

183.63 

127.27 

153.14 

130.81 

280.06 

NA 

80.12 

224.04 

OGNA 

124.43 

127.62 

123.01 

NA 

107.77 

106.70 

115.57 

118.76 

116.99 

NA 

134.36 

151.37 

ORA 

NA 

112.02 

136.48 

NA 

120.18 

56.72 

115.57 

125.49 

135.77 

NA 

826.34 

MB 

PADAWALI KALAN 

NA 

81.18 

84.37 

NA 

82.60 

82.60 

90.04 

NA 

85.79 

87.56 

95.72 


PHALASIYA 

NA 

216.25 

212.35 

222.98 

211.64 

116.99 

183.63 

196.04 

166.62 

NA 

156.69 

168.39 

SANDMARIYA (B) 

NA 

38.64 

30.49 

39.00 

39.35 

41.12 

NA 

NA 

36.87 

NA 

47.86 

43.60 


River Basin: Sabi 


Sub Basin: Sabi 


AJABPURA 

NA 

NA 

NA 

NA 

262.33 

297.78 

209.16 

195.33 

202.07 

205.61 

188.95 

NA 

AJARKA 

131.17 

162.72 

NA 

NA 

212.70 

198.52 

180.80 

NA 

NA 

NA 

525.72 

NA 

AJITGARH 

23.04 

NA 

NA 

NA 

NA 

NA 

49.63 

NA 

47.50 

34.03 

63.81 

46.09 

AJMERI 

20.92 

NA 

NA 

NA 

NA 

NA 

161.30 

NA 


122.66 

34.03 

28.36 

ALAMPUR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

AMOTH 

684.89 

661.14 

NA 

NA 

886.25 

857.89 

761.47 

681.00 

612.22 

664.33 

596.98 

NA 

Antella 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BABERIA 

793.37 

NA 

NA 

NA 

666.46 

744.45 

542.03 

383.57 

398.46 

425.40 

934.46 

NA 

BAGHERI 

193.91 

173.00 

NA 

NA 

170.16 

170.16 

96.78 

75.51 

NA 

98.20 

153.14 

NA 

BAGHERI KALAN Pz 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BAGTHALA 

79.76 

115.57 

NA 

NA 

184.34 

177.25 

141.80 

139.67 

126.91 

153.14 

138.26 

NA 

Bairath 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BAM BORA 

382.51 

302.74 

NA 

NA 

1141.49 

NA 

412.99 

372.23 

323.30 

381.09 

381.44 

NA 

BANETHI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BANSUR 

17.02 

10.28 

NA 

NA 

21.27 

21.27 

19.50 

17.37 

17.02 

17.02 

44.31 

NA 

BARIJORI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

Barnagar 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BARROD 

199.94 

351.66 

NA 

NA 

283.60 

255.24 

232.20 

186.11 

167.32 

181.50 

160.23 

NA 

BAS KRIPALNAGAR 

142.86 

162.72 

NA 

NA 

191.43 

NA 

232.20 

186.11 

138.61 

69.13 

33.32 

NA 

BEHRAMKABAS 

40.06 

26.23 

NA 

NA 

35.45 

49.63 

38.64 

34.74 

23.04 

51.05 

33.32 

NA 

BEHROR 

371.16 

194.27 

NA 

NA 

319.05 

340.32 

380.73 

NA 

NA 

NA 

33.32 

NA 

BERI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

Bhabroo 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHAINSLANA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHALOJI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHIWARI 

80.12 

119.47 

NA 

NA 

127.62 

170.16 

215.18 

215.18 

202.07 

198.52 

213.41 

NA 

BHONKAR 

79.76 

52.47 

NA 

NA 

63.81 

63.81 

58.14 

46.44 

30.84 

90.75 

66.29 

NA 

BHULA KA BAS 

1226.93 

1280.45 

NA 

NA 

2006.47 

2070.28 

2096.87 

1522.58 

NA 

NA 

143.93 

NA 

BHUPSERA 

45.73 

36.87 

NA 

NA 

63.81 

49.63 

45.02 

40.77 

34.39 

297.78 

38.64 

NA 


1990 | 

| 1991 | 

1 1992 | 

| 1993 | 

| 1994 | 

| 1995 | 

| 1996 | 

19 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

46.09 

49.63 

42.54 

35.45 

56.72 

35.45 

35.45 

35.45 

35.45 

42.54 

39.00 

39.00 

35.45 

39.00 

42.54 

85.08 

226.88 

99.26 

145.35 

77.99 

226.88 

77.99 

194.98 

74.45 

191.43 

106.35 

152.44 

92.17 

152.44 

92.17 

170.16 

109.90 

180.80 

148.89 

NA 

127.62 

170.16 

124.08 

155.98 

77.99 

131.17 

116.99 

141.80 

99.26 

131.17 

NA 

NA 

NA 

NA 

170.16 

155.98 

180.80 

141.80 

180.80 

131.17 

198.52 

170.16 

194.98 

163.07 

184.34 

21.27 

21.27 

24.82 

24.82 

42.54 

21.27 

28.36 

24.82 

39.00 

31.91 

31.91 

24.82 

212.70 

21.27 

21.27 

63.81 

77.99 

88.63 

70.90 

85.08 

67.36 

70.90 

60.27 

70.90 

81.54 

88.63 

70.90 

81.54 

81.54 

77.99 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

99.26 

88.63 

148.89 

127.62 

134.71 

109.90 

159.53 

113.44 

163.07 

145.35 

163.07 

127.62 

177.25 

170.16 

184.34 

56.72 

39.00 

42.54 

35.45 

46.09 

35.45 

39.00 

35.45 

39.00 

35.45 

35.45 

31.91 

42.54 

31.91 

42.54 

53.18 

42.54 

53.18 

63.81 

63.81 

56.72 

70.90 

63.81 

56.72 

35.45 

60.27 

53.18 

56.72 

39.00 

63.81 


141.80 

166.62 

155.98 

163.07 

152.44 

205.61 

184.34 

170.16 

152.44 

NA 

177.25 

209.16 

155.98 

198.52 

226.88 

56.72 

NA 

31.91 

NA 

49.63 

39.00 

56.72 

42.54 

63.81 

NA 

49.63 

46.09 

67.36 

63.81 

81.54 

49.63 

272.97 

63.81 

81.54 

116.99 

56.72 

95.72 

63.81 

92.17 

NA 

99.26 

85.08 

95.72 

70.90 

92.17 

48.21 

106.35 

106.35 

113.44 

92.17 

127.62 

102.81 

113.44 

120.53 

92.17 

99.26 

92.17 

106.35 

85.08 

99.26 

77.99 

70.90 

92.17 

81.54 

95.72 

85.08 

127.62 

113.44 

127.62 

NA 

155.98 

124.08 

141.80 

134.71 

127.62 

120.53 

319.05 

145.35 

155.98 

155.98 

148.89 

NA 

127.62 

77.99 

NA 

276.51 

NA 

283.60 

265.88 

269.42 

49.63 

166.62 

77.99 

70.90 

67.36 

92.17 

77.99 

70.90 

276.51 

NA 

77.99 

124.08 

95.72 

92.17 

99.26 

NA 

311.96 

255.24 

262.33 

226.88 

283.60 

219.79 

226.88 

184.34 

NA 

184.34 

191.43 

180.80 

244.61 

205.61 

95.72 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

148.89 

155.98 

138.26 

NA 

148.89 

NA 

163.07 

170.16 

173.71 

NA 

191.43 

212.70 

184.34 

187.89 

184.34 

102.81 

70.90 

134.71 

141.80 

56.72 

127.62 

85.08 

120.53 

145.35 

NA 

92.17 

198.52 

216.25 

152.44 

85.08 

127.62 

212.70 

120.53 

177.25 

113.44 

354.50 

127.62 

198.52 

170.16 

NA 

127.62 

131.17 

262.33 

85.08 

113.44 

66.65 

127.62 

134.71 

109.90 

106.35 

67.36 

120.53 

77.99 

92.17 

NA 

113.44 

113.44 

109.90 

102.81 

77.99 

90.04 

180.80 

99.26 

116.99 

99.26 

155.98 

95.72 

106.35 

106.35 

NA 

81.54 

88.63 

88.63 

113.44 

85.08 

131.17 

191.43 

155.98 

141.80 

127.62 

170.16 

124.08 

148.89 

120.53 

NA 

127.62 

134.71 

131.17 

170.16 

148.89 

166.62 

304.87 

170.16 

248.15 

166.62 

198.52 

205.61 

184.34 

148.89 

NA 

155.98 

198.52 

170.16 

237.52 

187.89 

223.34 

248.15 

148.89 

194.98 

212.70 

347.41 

326.14 

233.97 

304.87 

NA 

358.05 

347.41 

400.59 

251.70 

336.78 

191.43 

389.95 

191.43 

319.05 

170.16 

276.51 

205.61 

241.06 

177.25 

NA 

187.89 

191.43 

173.71 

184.34 

184.34 

1283.29 

1283.29 

67.36 

74.45 

70.90 

85.08 

77.99 

63.81 

77.99 

NA 

77.99 

70.90 

77.99 

63.81 

63.81 

24.82 

28.36 

24.82 

21.27 

14.18 

21.27 

205.61 

21.27 

113.44 

NA 



85.08 

67.36 


163.07 

265.88 

184.34 

223.34 

155.98 

212.70 

170.16 

205.61 

159.53 

NA 

212.70 

241.06 

212.70 

280.06 

205.61 

76.57 

155.98 

102.81 

116.99 

88.63 

77.99 

85.08 

99.26 

77.99 

NA 

77.99 

70.90 

85.08 

77.99 

70.90 

96.78 

109.90 

109.90 

120.53 

102.81 

106.35 

106.35 

113.44 

106.35 

NA 

120.53 

131.17 

113.44 

159.53 

113.44 

155.98 

109.90 

113.44 

70.90 

102.81 

99.26 

120.53 

113.44 

109.90 

NA 

124.08 

113.44 

120.53 

109.90 

120.53 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

101.74 

134.71 

145.35 

134.71 

127.62 

70.90 

141.80 

127.62 

124.08 

NA 

134.71 

127.62 

127.62 

116.99 

113.44 

85.08 

92.17 

120.53 

74.45 

113.44 

85.08 

127.62 

113.44 

134.71 

NA 

159.53 

134.71 

124.08 

141.80 

159.53 

134.71 

159.53 

145.35 

74.45 

163.07 

191.43 

170.16 

155.98 

141.80 

NA 

170.16 

99.26 

145.35 

148.89 

131.17 

120.53 

113.44 

138.26 

109.90 

155.98 

106.35 

120.53 

141.80 

127.62 

NA 

127.62 

134.71 

134.71 

127.62 

134.71 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

216.25 

187.89 

269.42 

248.15 

248.15 

226.88 

205.61 

226.88 

NA 

251.70 

262.33 

255.24 

272.97 

255.24 

36.51 

31.91 

39.00 

35.45 

35.45 

21.27 

21.27 

21.27 

28.36 

NA 

21.27 

14.18 

88.63 

31.91 

17.73 


208.80 

215.54 

225.46 

294.94 

264.46 

NA 

262.33 

241.06 

210.93 

170.16 

276.51 

276.51 

276.51 

290.69 

NA 

NA 

NA 

450.57 

NA 

435.33 

NA 

510.48 

375.77 

167.68 

418.31 

NA 

553.02 

531.75 

503.39 

NA 

64.52 

70.90 

140.03 

NA 

NA 

NA 

NA 

66.65 

NA 

42.54 

14.18 

70.90 

28.36 

21.27 

49.63 

45.02 

27.65 

48.21 

NA 

NA 

34.03 

NA 

40.06 

NA 



NA 

35.45 

42.54 

35.45 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

774.58 

854.70 

667.88 

NA 

605.49 

NA 

638.10 

531.75 

282.54 

NA 

NA 

570.75 

652.28 

659.37 

NA 

24.46 

16.31 

20.21 

NA 

34.03 

NA 

210.57 

NA 

13.83 

NA 

35.45 

NA 

28.36 

35.45 

49.63 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


NA 

NA 

NA 

NA 

467.94 

482.12 

NA 

236.10 

56.37 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

354.50 

375.77 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

42.54 

NA 

NA 

NA 

496.30 

NA 

NA 

NA 

168.39 

187.53 

201.00 

NA 

203.13 

NA 

262.33 

219.79 

202.42 

248.15 

106.35 

106.35 

212.70 

134.71 

NA 

237.52 

553.73 

202.07 

NA 

NA 

NA 

23.40 

NA 

76.57 

NA 

35.45 

NA 

NA 

503.39 

106.35 

505.16 

485.67 

482.83 

NA 

449.15 

NA 

694.82 

475.03 

523.60 

467.94 

467.94 

482.12 

475.03 

545.93 

NA 

18.08 

1054.99 

215.54 

NA 

333.59 

NA 

187.18 

116.99 

1084.06 

NA 

709.00 

NA 

723.18 

602.65 

886.25 

NA 

20.92 

15.95 

NA 


NA 

35.45 

NA 

NA 

NA 

NA 

NA 

NA 

49.63 

70.90 

73.03 

98.91 

60.62 

NA 

47.50 

NA 


NA 

28.36 

NA 

49.63 

NA 

NA 

28.36 

35.45 

42.54 

560.47 

40.41 

NA 

40.77 

NA 

85.79 

NA 

55.66 

NA 

475.03 

NA 

124.08 

326.14 

28.36 

181.86 

187.53 

4425.93 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

281.47 

NA 

204.19 

NA 

333.23 

198.52 

202.42 

212.70 

191.43 

212.70 

297.78 

297.78 

NA 

40.41 

31.20 

40.06 

NA 

40.77 

NA 

35.45 

49.63 

48.92 

56.72 

63.81 

56.72 

56.72 

56.72 

56.72 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

127.98 

181.15 

1111.36 

NA 

54.59 

NA 

194.98 

27.65 

27.65 

NA 

70.90 

NA 

992.60 

567.20 

577.84 

109.54 

69.13 

47.15 

NA 


NA 

148.18 

NA 

118.05 

NA 

141.80 

NA 

233.97 

35.45 

35.45 

121.95 


NA 

NA 

47.50 

NA 

62.39 

34.39 

250.28 

NA 

49.63 

NA 

70.90 

106.35 

56.72 

121.95 

273.32 

296.36 

NA 

27.30 

NA 

163.78 

96.42 

20.92 

NA 

106.35 

NA 

113.44 

85.08 

141.80 

148.18 

76.57 

354.15 

103.16 

NA 

NA 

NA 

NA 

149.60 

NA 

77.99 

63.81 

106.35 

77.99 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

161.65 

131.87 

265.52 

NA 

NA 

NA 

177.25 

NA 

NA 

NA 

191.43 

198.52 

198.52 

212.70 

NA 

40.41 

41.83 

NA 

NA 

47.50 

NA 

56.72 

63.81 

111.67 

49.63 

49.63 

70.90 

49.63 

42.54 

56.72 









































































































































































































































































































































































































































































































Chloride, mg/I 


Chloride, mg/I 


Location 

97 

| 1998 I 

| 1999 | 

| 2000 

| 2001 | 

| 2002 | 

| 2003 | 

| 2004 i 

j 2005 | 

| 2006 | 

| 2007 | 

| 2008 j 

| 2009 | 

| 2010 | 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 


Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

RASTAPAL 

49.63 

46.09 

28.36 

39.00 

28.36 

39.00 

28.36 

42.54 

28.36 

42.54 

49.63 

56.72 

28.36 

31.91 

28.36 

42.54 

24.82 

35.45 

70.90 

35.45 

35.45 

269.42 

35.45 

NA 

28.36 

106.35 

28.36 

RATANPUR 

194.98 

148.89 

141.80 

99.26 

77.99 

116.99 

85.08 

53.18 

134.71 

74.45 

70.90 

77.99 

177.25 

99.26 

212.70 

106.35 

99.26 

85.08 

428.95 

134.71 

127.62 

92.17 

85.08 

NA 


389.95 

70.90 

RATAPANI 

77.99 

120.53 

95.72 

102.81 

120.53 

131.17 

113.44 

127.62 

99.26 

113.44 

120.53 

120.53 

92.17 

120.53 

99.26 

102.81 

88.63 

113.44 

60.27 

99.26 

77.99 

141.80 

106.35 

NA 


141.80 

95.72 

RENTA 

159.53 

202.07 

170.16 

184.34 

184.34 

187.89 

163.07 

212.70 

184.34 

170.16 

141.80 

159.53 

191.43 

173.71 

187.89 

177.25 

166.62 

170.16 

127.62 

166.62 

194.98 

194.98 

198.52 

NA 

141.80 

177.25 

187.89 

SADARIYA 

21.27 

35.45 

28.36 

17.73 

31.91 

31.91 

35.45 

28.36 

35.45 

42.54 

35.45 

49.63 

31.91 

31.91 

35.45 

28.36 

28.36 

31.91 

17.73 

24.82 

14.18 

31.91 

28.36 

NA 

17.73 

35.45 

24.82 

SAKARSI 

53.18 

56.72 

42.54 

49.63 

42.54 

49.63 

46.09 

70.90 

28.36 

49.63 

42.54 

49.63 

35.45 

42.54 

42.54 

49.63 

35.45 

46.09 

241.06 

106.35 

85.08 

67.36 

67.36 

NA 

39.00 

28.36 

67.36 

SHARAM 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

166.62 

173.71 

163.07 

148.89 

191.43 

159.53 

173.71 

170.16 

163.07 

159.53 

NA 

159.53 

141.80 

163.07 

SIMALWARA 

159.53 

187.89 

134.71 

180.80 

205.61 

141.80 

198.52 

212.70 

191.43 

184.34 

177.25 

1084.77 

212.70 

216.25 

258.79 

265.88 

283.60 

265.88 

194.98 

375.77 

290.69 

322.60 

354.50 

NA 

389.95 

361.59 

375.77 

TALAIYAN 

49.63 

35.45 

46.09 

35.45 

35.45 

35.45 

35.45 

35.45 

28.36 

31.91 

35.45 

31.91 

56.72 

35.45 

49.63 

35.45 

237.52 

28.36 

35.45 

35.45 

42.54 

35.45 

56.72 

NA 

39.00 

35.45 

35.45 

WER 

35.45 

60.27 

31.91 

56.72 

53.18 

63.81 

49.63 

53.18 

35.45 

49.63 

56.72 

81.54 

35.45 

49.63 

49.63 

53.18 

46.09 

56.72 

35.45 

81.54 

53.18 

70.90 

56.72 

NA 

56.72 

56.72 

46.09 

|Sub Basin: Wakal | 

ADKALIYA 

233.97 

216.25 

223.34 

262.33 

187.89 

148.89 

17370.50 

127.62 

141.80 

113.44 

102.81 

134.71 

NA 

99.26 

170.16 

109.90 

163.07 

127.62 

248.15 

198.52 

244.61 

216.25 

219.79 

NA 

223.34 

177.25 

280.06 

AMLIYA 

35.45 

77.99 

60.27 

81.54 

88.63 

102.81 

88.63 

85.08 

74.45 

77.99 

92.17 

92.17 

NA 

67.36 

56.72 

70.90 

49.63 

49.63 

77.99 

53.18 

42.54 

102.81 

88.63 

NA 

95.72 

198.52 

74.45 

BAGPURA 

85.08 

106.35 

81.54 

113.44 

106.35 

60.27 

85.08 

70.90 

85.08 

49.63 

53.18 

233.97 

NA 

287.15 

63.81 

56.72 

HB 

166.62 

92.17 

113.44 

106.35 

159.53 

159.53 

NA 

148.89 

127.62 

134.71 

BAGRUNDA 

70.90 

77.99 

70.90 

77.99 

77.99 

155.98 

102.81 

85.08 

49.63 

49.63 

■SB 

120.53 

42.54 

177.25 

53.18 

99.26 

■as 

109.90 

113.44 

106.35 

131.17 

116.99 

127.62 

NA 

63.81 

85.08 

85.08 

BARI 

120.53 

106.35 

145.35 

113.44 

106.35 

102.81 

99.26 

120.53 

88.63 

106.35 

99.26 

120.53 

113.44 

102.81 

106.35 

99.26 

127.62 

88.63 

141.80 

127.62 

124.08 

124.08 

120.53 

NA 

113.44 

127.62 

120.53 

BEEROTI 

106.35 

113.44 

287.15 

219.79 

99.26 

308.42 

99.26 

460.85 

329.69 

347.41 

63.81 

131.17 

372.23 

NA 

333.23 

49.63 

1162.76 

223.34 

446.67 

315.51 

205.61 

99.26 

106.35 

NA 

95.72 

304.87 

99.26 

DAMANA 

92.17 

99.26 

95.72 

106.35 

85.08 

92.17 

95.72 

70.90 

70.90 

85.08 

354.50 

375.77 

315.51 

134.71 

716.09 

70.90 

400.59 

124.08 

311.96 

209.16 

212.70 

187.89 

205.61 

NA 

166.62 

446.67 

599.11 

DHIMDI 

219.79 

194.98 

237.52 

209.16 

219.79 

205.61 

216.25 

198.52 

226.88 

177.25 

191.43 

241.06 

297.78 

NA 

319.05 

241.06 

340.32 

269.42 

347.41 

248.15 

258.79 

269.42 

272.97 

NA 

258.79 

233.97 

370.45 

GALDHAR 

NA 

NA 

NA 

NA 

NA 

NA 

60.27 

56.72 

70.90 

56.72 

49.63 

56.72 

49.63 

49.63 

53.18 

53.18 

49.63 

53.18 

56.72 

63.81 

49.63 

63.81 

60.27 

NA 

67.36 

70.90 

42.54 

GOGLA 

187.89 

166.62 

194.98 

209.16 

198.52 

205.61 

191.43 

184.34 

194.98 

212.70 

212.70 

49.63 

230.43 

237.52 

241.06 

233.97 

230.43 

202.07 

432.49 

411.22 

379.32 

311.96 

283.60 

NA 

311.96 

311.96 

241.06 

GORANA 

166.62 

205.61 

163.07 

237.52 

113.44 

248.15 

113.44 

99.26 

248.15 

198.52 

248.15 

237.52 

361.59 

198.52 

244.61 

184.34 

457.31 

230.43 

411.22 

248.15 

354.50 

237.52 

180.80 

NA 

265.88 

241.06 

397.04 

JHADOL 

106.35 

219.79 

77.99 

127.62 

81.54 

311.96 

85.08 

311.96 

81.54 

191.43 

63.81 

290.69 

28.36 

329.69 

92.17 

205.61 

99.26 

113.44 

460.85 

148.89 

180.80 

361.59 

0.00 

NA 

127.62 

276.51 

244.61 

JOGIWAR 

92.17 

99.26 

60.27 

60.27 

46.09 

31.91 

28.36 

92.17 

56.72 

77.99 

35.45 

85.08 

191.43 

120.53 

85.08 

92.17 

81.54 

85.08 

120.53 

155.98 

63.81 

85.08 

67.36 

NA 

42.54 

42.54 

145.35 

JURA 

63.81 

85.08 

85.08 

70.90 

77.99 

o 

CD 

d 

92.17 

77.99 

85.08 

70.90 

148.89 

155.98 

262.33 

109.90 

134.71 

81.54 

194.98 

85.08 

198.52 

109.90 

163.07 

106.35 

124.08 

NA 

141.80 

70.90 

180.80 

KANTHARIYA 

155.98 

134.71 

159.53 

131.17 

131.17 

127.62 

120.53 

141.80 

120.53 

127.62 

138.26 

134.71 

148.89 

131.17 

134.71 

120.53 

205.61 

113.44 

205.61 

152.44 

230.43 

141.80 

155.98 

NA 

148.89 

141.80 

209.16 

KHAKHAR 

241.06 

205.61 

216.25 

223.34 

233.97 

358.05 

1049.32 

893.34 

1538.53 

1432.18 

1336.47 

985.51 

765.72 

655.83 

886.25 

861.44 

2027.74 

1028.05 

900.43 

343.87 

418.31 

818.90 

868.53 

NA 

769.27 

935.88 

709.00 

KOCH LA 

205.61 

301.33 

248.15 

NA 

255.24 

202.07 

233.97 

191.43 

216.25 

148.89 

248.15 

39.00 

163.07 

280.06 

145.35 

85.08 

404.13 

496.30 

730.27 

631.01 

428.95 

414.77 

436.04 

NA 

432.49 

407.68 

524.66 

KOLYARI 

170.16 

184.34 

152.44 

166.62 

163.07 

102.81 

113.44 

92.17 

226.88 

63.81 

134.71 

88.63 

475.03 

88.63 

230.43 

99.26 

131.17 

148.89 

177.25 

152.44 

163.07 

155.98 

319.05 

NA 

170.16 

127.62 

134.71 

KOTRA 

184.34 

67.36 

56.72 

63.81 

63.81 

106.35 

70.90 

92.17 

70.90 

81.54 

70.90 

92.17 

95.72 

88.63 

88.63 

106.35 

191.43 

145.35 

120.53 

138.26 

120.53 

187.89 

116.99 

NA 

113.44 

56.72 

131.17 

KYARIYA 

63.81 

70.90 

10.64 

21.27 

NA 

166.62 

56.72 

106.35 

39.00 

92.17 

77.99 

77.99 

56.72 

60.27 

56.72 

60.27 

53.18 

49.63 

77.99 

99.26 

85.08 

120.53 

106.35 

NA 

106.35 

120.53 

92.17 

LUNAWATON KA KHERA 

255.24 

205.61 

269.42 

198.52 

198.52 

212.70 

198.52 

212.70 

212.70 

276.51 

212.70 

219.79 

NA 

237.52 

251.70 

248.15 

329.69 

155.98 

432.49 

194.98 

304.87 

237.52 

244.61 

NA 

241.06 

248.15 

290.69 

MADA 

85.08 

77.99 

70.90 

77.99 

106.35 

70.90 

74.45 

70.90 

77.99 

106.35 

63.81 

NA 

77.99 

56.72 

63.81 

60.27 

106.35 

53.18 

120.53 

77.99 

92.17 

219.79 

109.90 

NA 

152.44 

106.35 

145.35 

MAJAWAD 

127.62 

120.53 

120.53 

116.99 

134.71 

106.35 

95.72 

113.44 

141.80 

113.44 

120.53 

63.81 

131.17 

145.35 

127.62 

99.26 

194.98 

194.98 

226.88 

170.16 

209.16 

120.53 

177.25 

NA 

198.52 

127.62 

173.71 

MAKRADEO 

113.44 

120.53 

116.99 

138.26 

159.53 

99.26 

99.26 

77.99 

92.17 

170.16 

106.35 

49.63 

106.35 

432.49 

88.63 

56.72 

148.89 

102.81 

134.71 

120.53 

148.89 

124.08 

116.99 

NA 

152.44 

70.90 

106.35 

MOH. PHALASIYA 

NA 

NA 

NA 

NA 

NA 

NA 

113.44 

127.62 

113.44 

127.62 

106.35 

120.53 

113.44 

120.53 

106.35 

113.44 

106.35 

14.18 

113.44 

127.62 

102.81 

113.44 

138.26 

NA 

120.53 

106.35 

106.35 

MOKHI 

109.90 

106.35 

70.90 

70.90 

77.99 

67.36 

74.45 

70.90 

95.72 

88.63 

77.99 

106.35 

116.99 

92.17 

81.54 

70.90 

131.17 

95.72 

127.62 

138.26 

134.71 

116.99 

113.44 

NA 

113.44 

85.08 

109.90 

NANDBEL 

120.53 

134.71 

116.99 

131.17 

124.08 

124.08 

113.44 

581.38 

173.71 

446.67 

233.97 

116.99 

237.52 

460.85 

251.70 

436.04 

510.48 

414.77 

219.79 

308.42 

290.69 

297.78 

276.51 

NA 

294.24 

382.86 

368.68 

OGNA 

141.80 

141.80 

134.71 

155.98 

152.44 

141.80 

148.89 

106.35 

152.44 

152.44 

141.80 

131.17 

127.62 

159.53 

159.53 

159.53 

191.43 

159.53 

205.61 

173.71 

148.89 

124.08 

155.98 

NA 

155.98 

141.80 

170.16 

ORA 

170.16 

120.53 

113.44 

120.53 

88.63 

106.35 

106.35 

106.35 

92.17 

102.81 

106.35 

113.44 

60.27 

102.81 

141.80 

177.25 

113.44 

141.80 

141.80 

113.44 

77.99 

109.90 

106.35 

NA 

120.53 

106.35 

113.44 

PADAWALI KALAN 

NA 

NA 

NA 

NA 

NA 

92.17 

NA 

92.17 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

113.44 

NA 

NA 

NA 

NA 

NA 

113.44 

NA 

PHALASIYA 

223.34 

258.79 

237.52 

255.24 

255.24 

233.97 

219.79 

219.79 

209.16 

205.61 

205.61 

177.25 

269.42 

184.34 

219.79 

113.44 

308.42 

53.18 

340.32 

304.87 

333.23 

265.88 

274.74 

NA 

287.15 

269.42 

46.09 

SANDMARIYA (B) 

24.82 

24.82 

28.36 

21.27 

35.45 

21.27 

77.99 

35.45 

21.27 

31.91 

53.18 

42.54 

39.00 

53.18 

49.63 

53.18 

35.45 

42.54 

28.36 

31.91 

17.73 

21.27 

24.82 

NA 

24.82 

35.45 

24.82 

River Basin: Sabi 

Sub Basin: Sabi 

AJABPURA 

326.14 

297.78 

333.23 

333.23 

319.05 

333.23 

446.67 

304.87 

326.14 

269.42 

326.14 

304.87 

262.33 

347.41 

297.78 

NA 

340.32 

326.14 

311.96 

304.87 

134.71 

134.71 

283.60 

NA 

49.63 

70.90 

42.54 

AJARKA 

432.49 

439.58 

432.49 

659.37 

709.00 

872.07 

879.16 

978.42 

886.25 

NA 

NA 

NA 

NA 

NA 

NA 

1240.75 

1332.92 

1113.13 

1127.31 

1020.96 

1042.23 

1063.50 

1148.58 

NA 

1028.05 

411.22 

992.60 

AJITGARH 

NA 

NA 

42.54 

35.45 

NA 

NA 

NA 

85.08 

NA 

49.63 

NA 

77.99 

NA 

60.27 

63.81 

92.17 

63.81 

35.45 

28.36 

113.44 

NA 

21.27 

21.27 

NA 

NA 

28.36 

106.35 

AJMERI 

NA 

NA 

42.54 

56.72 

NA 

NA 

42.54 

NA 

NA 


NA 

28.36 

NA 


42.54 

35.45 

35.45 

53.18 

35.45 

503.39 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

ALAMPUR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

56.72 

56.72 

49.63 

NA 

49.63 

42.54 

NA 

NA 

35.45 

39.00 

56.72 

49.63 

NA 

42.54 

63.81 

NA 

NA 

56.72 

49.63 

49.63 

AMOTH 

680.64 

701.91 

673.55 

893.34 

NA 

808.26 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

326.14 

333.23 

85.08 

49.63 



NA 

NA 

NA 

NA 

NA 

NA 

Antella 

28.36 

NA 

63.81 

70.90 

21.27 

21.27 

28.36 

49.63 

42.54 

191.43 

42.54 

21.27 

21.27 

28.36 

28.36 

NA 

NA 

21.27 

21.27 

35.45 

21.27 

191.43 

35.45 

NA 

652.28 

28.36 

42.54 

BABERIA 

638.10 

553.02 

638.10 

NA 

638.10 

645.19 

645.19 

35.45 

758.63 

NA 

NA 

NA 

NA 

NA 

NA 

276.51 

368.68 

354.50 

269.42 

85.08 

191.43 

319.05 

233.97 

NA 

361.59 

375.77 

368.68 

BAGHERI 

368.68 

354.50 

361.59 

446.67 

496.30 

496.30 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BAGHERI KALAN Pz 

NA 

NA 

1403.82 

NA 

737.36 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

70.90 

56.72 

609.74 

70.90 

74.45 

77.99 

63.81 

63.81 

NA 

666.46 

85.08 

NA 

77.99 

446.67 

489.21 

BAGTHALA 

127.62 

106.35 

148.89 

NA 

163.07 

127.62 

170.16 

141.80 

148.89 

NA 

NA 

NA 

NA 

NA 

NA 

106.35 

205.61 

177.25 

191.43 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

Bairath 

560.11 

NA 

106.35 

70.90 

134.71 

99.26 

39.00 

21.27 

35.45 

42.54 

28.36 

99.26 

155.98 

304.87 

21.27 

NA 

NA 

170.16 

70.90 

63.81 

21.27 

35.45 

233.97 

NA 

77.99 

28.36 

42.54 

BAM BORA 

460.85 

496.30 

510.48 

560.11 

510.48 

567.20 

560.11 

503.39 

553.02 

510.48 

432.49 

248.15 

NA 

NA 

NA 

148.89 

294.24 

85.08 

212.70 

226.88 

92.17 

99.26 

77.99 

NA 


106.35 

106.35 

BANETHI 

744.45 

NA 

127.62 

467.94 

633.85 

748.00 

92.17 

1049.32 

326.14 

595.56 

850.80 

177.25 

893.34 

680.64 

49.63 

957.15 

723.18 

1219.48 

290.69 

56.72 

659.37 

666.46 

85.08 

NA 


49.63 

63.81 

BANSUR 

63.81 

56.72 

49.63 

NA 

28.36 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

21.27 


113.44 

35.45 

127.62 

120.53 

134.71 

120.53 

NA 

113.44 

106.35 

99.26 

BARIJORI 

99.26 

NA 

21.27 


70.90 

42.54 

134.71 

42.54 

63.81 

141.80 

49.63 

35.45 

35.45 

134.71 

28.36 

28.36 


21.27 

361.59 

35.45 

70.90 

35.45 

70.90 

NA 

NA 

21.27 

70.90 

Barnagar 

42.54 

NA 

283.60 

92.17 

49.63 

744.45 

42.54 

14.18 

70.90 

361.59 

35.45 

226.88 

28.36 

28.36 

21.27 

NA 

NA 

56.72 

134.71 

148.89 

28.36 

106.35 

262.33 

NA 

120.53 

49.63 

163.07 

BARROD 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

574.29 

198.52 

283.60 

226.88 

219.79 

NA 

212.70 

NA 

NA 

NA 

262.33 

212.70 

BAS KRIPALNAGAR 

276.51 

269.42 

290.69 

219.79 

233.97 

226.88 

212.70 

269.42 

248.15 

499.85 

531.75 

NA 

NA 

NA 

NA 

152.44 

56.72 

63.81 

127.62 

NA 

219.79 

531.75 

134.71 

NA 

120.53 

148.89 

269.42 

BEHRAMKABAS 

49.63 

56.72 

70.90 

NA 

63.81 

49.63 

70.90 

35.45 

49.63 

35.45 

NA 

NA 

NA 

NA 

NA 

56.72 

53.18 

56.72 

42.54 

56.72 

56.72 

42.54 

NA 

NA 

42.54 

35.45 

49.63 

BEHROR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

99.26 

106.35 

113.44 

134.71 

134.71 

NA 

319.05 

560.11 

NA 

141.80 

283.60 

822.44 

BERI 

460.85 

NA 

432.49 

99.26 

191.43 

602.65 

354.50 

1056.41 

99.26 

942.97 

418.31 

517.57 

872.07 

63.81 

163.07 

1042.23 

127.62 

524.66 

49.63 

538.84 

35.45 

56.72 

106.35 

NA 

92.17 

99.26 

56.72 

Bhabroo 

219.79 

NA 

21.27 

262.33 

28.36 

233.97 

49.63 

21.27 

411.22 

35.45 

28.36 

35.45 

35.45 

35.45 

113.44 

NA 

NA 

35.45 

155.98 

134.71 

28.36 

99.26 

42.54 

NA 

99.26 

28.36 


BHAINSLANA 

35.45 

NA 

127.62 

99.26 

106.35 

354.50 

49.63 

113.44 

106.35 

786.99 

482.12 

340.32 

765.72 

141.80 

475.03 

1141.49 

1467.63 

900.43 

1042.23 

163.07 

694.82 

141.80 

467.94 

NA 


198.52 


BHALOJI 

85.08 

NA 

191.43 

21.27 

503.39 

567.20 

241.06 

70.90 

134.71 

120.53 

198.52 

NA 

177.25 

1219.48 

99.26 

85.08 

49.63 

56.72 

425.40 

155.98 

581.38 

219.79 

538.84 

NA 

226.88 

63.81 

141.80 

BHIWARI 

375.77 

141.80 

120.53 

120.53 

70.90 

99.26 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

141.80 

244.61 

141.80 

141.80 

141.80 

70.90 

191.43 

148.89 

NA 

616.83 

581.38 

560.11 

BHONKAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

28.36 

28.36 

35.45 

35.45 

42.54 

28.36 

42.54 

49.63 

56.72 

35.45 

NA 

42.54 

42.54 

70.90 

BHULA KA BAS 

226.88 

226.88 

276.51 

233.97 

191.43 

241.06 

0.00 

212.70 

226.88 

NA 

NA 

NA 

NA 

NA 

NA 

141.80 

209.16 

177.25 

531.75 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHUPSERA 

92.17 

63.81 

42.54 

NA 

63.81 

63.81 

49.63 

35.45 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

24.82 

63.81 

42.54 

42.54 

77.99 

77.99 

77.99 

56.72 

NA 

49.63 

70.90 

77.99 

























































































































































































































































































































































































































































































































biyawas _ 

BUDIBAWAL Pz 


BUTERI _ 

CHAONDI KHURD 


DADARHERA PZ 
DANTIL 


GOPIPURA _ 

GUDHACHURANI 


GUNTA _ 

GUNTI 


HASHANPUR PZ 
HAZIPUR 


JAG U WAS 
JAINPURWAS 


jawanpura 
J HAM UWAS PZ 


KHERI _ 

KHORI KALAN 


KISHANPURA 

KISHENGARH 


mandha 

MATOR 


MUGALPUR Pz 
NAGAL LAKA 


NAGAL SALIYA 


_ Chloride, mg/I _ 

1984 1985 1986 1987 1988 1989 1990 1991 1992 1993 1994 1995 1996 

Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post 

Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 


_19 

Pre 

Monsoon 

NA 



85.79 

78.70 

NA 

NA 

106.35 

113.44 

96.78 

87.21 

86.50 

78.70 

82.95 

NA 

101.03 

97.13 

96.42 

NA 

313.02 

NA 

134.71 

106.35 

NA 

127.62 

92.17 

148.89 

496.30 

120.53 

134.71 


NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

54.59 

72.32 

67.36 

NA 

40.77 

NA 

54.59 

68.77 

55.66 

NA 

63.81 

NA 

113.44 

92.17 

35.45 



NA 

42.54 

NA 

127.62 


1 29.07 

23.04 

NA 

NA 


49.63 

56.72 

191.43 

NA 


CHATURBHUJ 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

182.92 4 

9.28 

158.46 

NA 

95.36 

NA 

249.57 

NA 

375.06 

NA 

269.42 

NA 

425.40 

1616.52 

602.65 

CHIPLATA 

77.28 

NA 

NA 

NA 

NA 

NA 

17.73 

NA 

210.93 

68.06 

207.74 

53.18 

193.56 4 

1.48 

169.10 

NA 

NA 

122.66 

NA 

59.91 

NA 

141.80 

NA 

NA 

99.26 

269.42 

276.51 


21.27 

25.52 

NA 

NA 


DHIS 

148.54 

131.17 

NA 

NA 

226.88 

255.24 

251.70 

308.06 

207.74 

369.74 

226.53 

NA 

303.10 

270.84 

NA 

NA 

NA 

NA 

354.50 

503.39 

530.69 

NA 

NA 

NA 

NA 

609.74 

446.67 

DWARAPURA 

NA 

NA 

NA 

NA 

233.97 

184.34 

168.74 

159.88 

167.32 

149.95 

158.46 

NA 

208.80 

41.83 

193.20 

51.76 

98.20 

NA 

212.70 

184.34 

81.54 

77.99 

404.13 

205.61 

219.79 

262.33 

NA 


FATEHPUR 

22.69 

10.28 

NA 

NA 

2.84 

28.36 

19.50 

17.37 

17.02 

17.02 

27.65 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

42.54 

49.63 

FAULADPUR 

228.30 

188.95 

NA 

NA 

248.15 

255.24 

348.47 

396.69 

282.89 

272.26 

585.28 

NA 

410.87 

534.94 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

375.77 

NA 


GARH BASAI 

NA 

NA 

NA 

NA 

42.54 

28.36 

23.40 

29.78 

57.78 

57.78 

24.46 

NA 

33.68 

1 

87.53 

32.26 

36.87 

37.58 

NA 

35.45 

28.36 

34.03 

35.45 

155.98 

42.54 

56.72 

77.99 

NA 

GARH TAKNET 

26.23 

NA 

NA 

NA 

NA 

NA 

56.72 

NA 

54.24 

47.50 

42.54 

31.91 

141.80 


42.54 

64.52 

NA 

NA 

NA 

NA 


NA 

35.45 

42.54 

63.81 

28.36 

21.27 

49.63 


GHATABANDROL 

NA 

NA 

NA 

NA 

42.54 

49.63 

NA 

NA 

86.85 

92.17 

97.49 

NA 

101.03 

27.65 

96.42 

206.32 

105.64 

NA 

106.35 

99.26 

40.77 

28.36 

85.08 

113.44 

106.35 

113.44 

NA 

GONERA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

269.42 

NA 

NA 

219.79 

255.24 


35.45 

28.0 

28.36 

27.3 



NA 

27.30 

1.98 

60.27 


35.45 

28.36 

21.27 

177.25 


35.45 

35 

35.45 

35 


.45 

NA 

.45 

NA 



GYANPURA 

291.05 

244.61 

NA 

NA 

432.49 

439.58 

425.76 

360.53 

392.79 

425.40 

447.73 

NA 

431.07 

482.83 

281.47 

NA 

NA 

NA 

453.76 

425.40 

NA 

NA 

439.58 

524.66 

553.02 

659.37 

602.65 

HAMIRPURA 

45.73 

31.55 

NA 

NA 

NA 

NA 

NA 

NA 

28.72 

34.03 

32.97 

NA 

33.68 

34.74 

32.26 

NA 

NA 

NA 

NA 

56.72 

34.74 

35.45 

56.72 

35.45 

NA 

NA 

NA 


HAMZAPUR 

314.09 

341.03 

NA 

NA 

453.76 

453.76 

436.04 

389.60 

369.74 

391.37 

381.44 

NA 

NA 

528.21 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

HARNER 

NA 

NA 

NA 

NA 

63.81 

49.63 

29.07 

23.75 

144.28 

39.70 

30.49 

NA 

26.94 

27.65 

32.26 

110.60 

37.58 

NA 

42.54 

42.54 

27.30 

21.27 

120.53 

56.72 

56.72 

163.07 

NA 


HARSAULI 

34.39 

HARSORA 

28.72 



35.45 

23.40 

28.36 

25.88 




1.27 

27.3 

1.27 

34.7 


21 

L.27 

70.90 

21 

L.27 

28.36 


.72 

NA 

.54 

42.54 


HO LA WAS 

34.39 

15.60 

NA 

NA 

28.36 

21.27 

25.88 

17.37 

28.72 

45.38 

21.98 

NA 

26.94 

20.92 

32.26 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


.54 

35.45 

ISMAILPUR 

513.67 

372.58 

NA 

NA 

489.21 

418.31 

406.26 

267.29 

300.26 

248.15 

259.85 

NA 

NA 

264.10 

NA 

NA 

34.03 

NA 

45.73 

NA 

NA 

NA 


.45 

NA 


NA 

NA 

| 85.08 

155.98 


JALALPUR 

182.57 

157.40 

NA 

NA 

269.42 

248.15 

151.02 

151.02 

173.35 

40.41 

173.71 

NA 

181.86 

138.96 

160.94 

NA 

102.10 

NA 

177.25 

134.71 

181.50 

191.43 

177.25 

141.80 

127.62 

120.53 

NA 

Janjekalan 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

220.85 

NA 

NA 

NA 

NA 

300.26 

109.90 

305.58 

NA 

319.05 

NA 

NA 

333.23 

680.64 

JANJEKALAN,PZ. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JATBEHROR 

154.21 

136.48 

NA 

NA 

170.16 

262.33 

199.94 

118.40 

11.34 

130.46 

244.96 

NA 

148.18 

277.93 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


77.96 

60.62 

59.20 

48.21 


NA 

19.50 

NA 

212.70 


35.45 

35.45 

276.51 

NA 


JINDOLI 

176.90 

157.40 

NA 

NA 

226.88 

219.79 

193.56 

165.91 

132.58 

132.58 

280.76 

NA 

188.59 

138.96 

NA 

NA 

NA 

NA 

163.07 

155.98 

69.84 

155.98 

177.25 

155.98 

191.43 

134.71 

NA 

Jodhpura 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

88.63 

NA 

152.08 

27.65 

222.27 

NA 

170.16 

NA 

NA 

184.34 

106.35 

JORIYA 

713.25 

640.23 

NA 

NA 

836.62 

981.97 

207.03 

744.10 

751.19 

658.66 

740.20 

NA 

1104.62 

1065.27 

1062.08 

NA 

NA 

NA 

NA 

687.73 

NA 

638.10 

NA 

602.65 

NA 

645.19 

NA 

Jugalpura 

252.76 

NA 

NA 

NA 

NA 

NA 

158.11 

NA 

95.36 

47.50 

47.50 

411.22 

51.76 

41.48 

56.37 

NA 

NA 

47.50 

NA 

53.18 

NA 

70.90 

42.54 

NA 

28.36 

63.81 

70.90 

KANKAR DEEPA 

148.54 

146.76 

NA 

NA 

375.77 

382.86 

361.24 

331.46 

254.18 

272.26 

232.20 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KANKARIYA 

22.69 

20.92 

NA 

NA 

42.54 

21.27 

25.88 

23.40 

17.02 

17.02 

27.65 

NA 

NA 

13.83 

24.11 

NA 

27.30 

NA 

49.63 

42.54 

28.01 

35.45 

35.45 

35.45 

42.54 

28.36 

56.72 


KANSU 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

54.59 

171.22 

114.50 

NA 

68.06 

NA 

179.38 

27.65 

104.22 

NA 

99.26 

NA 

106.35 

99.26 

106.35 

KHAIRTHAL 

233.97 

225.46 

NA 

NA 

333.23 

347.41 

264.46 

267.29 

231.13 

242.48 

210.22 

NA 

NA 

274.38 

128.68 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

177.25 

NA 

NA 

NA 


KHARKHARI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

Khatolai 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

182.92 

79.05 

NA 

NA 

34.03 

NA 

27.30 

NA 

24.46 

NA 

28.36 

NA 

42.54 

35.45 

21.27 



1162.76 
42.54" 


NA 

141.80" 


1198.21 

42.54" 


_NA 

141.80 " 


1051.80 
34.74" 


77.99 
135.42 " 


1046.48 
23.75 " 


_NA 

135.42 " 



1347.10 
26.94" 


NA 

215.54" 


1472.95 
41.83 " 


_NA 

152.79 " 


1504.85 
24.11" 


NA 

160.94" 


1374.75 

37.58 


_NA 

142.86 



1432.18 
49.63 " 


1138.30 
40.77" 


NA 

NA 

106.35 

174.41 


1595.25 
49.63 " 


NA 

198.52" 


1481.81 
35.45 " 


_NA 

163.07 " 


1588.16 
21.27" 


NA 

226.88" 


1495.99 
35.45 " 


_NA 

198.52 " 


KOULASANGA 

171.58 

79.05 

NA 

NA 

226.88 

205.61 

232.20 

201.36 

155.98 

147.47 

NA 

NA 

195.33 

159.88 

209.16 

NA 

204.19 

NA 

NA 

191.43 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KOTKASIM 

490.98 

288.56 

NA 

NA 

453.76 

NA 

NA 

NA 

NA 

NA 

102.10 

NA 

154.92 

156.34 

160.94 

NA 

183.63 

NA 

198.52 

170.16 

188.59 

106.35 

42.54 

248.15 

311.96 

198.52 

NA 


KOTKASIM PZ 

NA 

NA 

NA 

NA 

NA 

1332.92 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KOTPUTU 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

299.55 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

581.38 

489.21 


KOTPUTU PZ. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KUNPUR 

28.36 

47.15 

NA 

NA 

14.18 

35.45 

25.88 

23.40 

17.02 

34.39 

25.52 

NA 

26.94 

20.92 

24.11 

NA 

34.03 

NA 

56.72 

35.45 

48.92 

35.45 

42.54 

49.63 

28.36 

NA 

NA 


MAJRIGUJAR 

34.39 

20.92 

NA 

NA 

42.54 

42.54 

23.40 

23.75 

63.46 

28.36 

24.46 

NA 

33.68 

20.92 

40.41 

36.87 

60.27 

NA 

141.80 

70.90 

68.06 

56.72 

177.25 

77.99 

70.90 

63.81 

NA 

MAKDAWA 

268.36 

267.65 

NA 

NA 

382.86 

418.31 

399.88 

319.76 

317.63 

346.70 

306.29 

NA 

424.34 

521.12 

466.88 

NA 

483.18 

NA 

709.00 

382.86 

761.11 

241.06 

503.39 

404.13 

709.00 

347.41 

NA 


MALAHERA PZ. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

538.84 

482.12 

MALLUTHANA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


MANDAWAR 

228.30 

251.70 

NA 

NA 

120.53 

127.62 

NA 

NA 

NA 

74.80 

51.05 

NA 

114.50 

104.22 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

198.52 

744.45 

375.77 

NA 

MANDAWAR PZ 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

70.90 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


MEHANPUR 

216.95 

215.18 

NA 

NA 

241.06 

297.78 

238.58 

226.88 

207.74 

221.21 

209.86 

NA 

269.42 

264.10 

273.67 

NA 

238.22 

NA 

319.05 

233.97 

251.34 

226.88 

304.87 

226.88 

262.33 

276.51 

311.96 

MITHIAWAS 

91.46 

159.17 

NA 

NA 

21.27 

56.72 

46.44 

35.45 

51.76 

45.38 

30.49 

NA 

53.88 

27.65 

128.68 

21.98 

52.82 

NA 

77.99 

127.62 

47.50 

28.36 

85.08 

49.63 

49.63 

255.24 

NA 
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Chloride, mg/I 


2000 


2001 


2002 


1998 


1999 


Location 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 


Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

BILAHERI 

1524.35 

163.07 

NA 

1474.72 

NA 

1297.47 

538.84 

1410.91 

1212.39 

177.25 

NA 

NA 


290.69 

120.53 

134.71 

NA 

120.53 

106.35 

4289.45 

1038.69 

1042.23 

1020.96 


92.17 

Bilwari 

99.26 

NA 

92.17 

269.42 

56.72 

81.54 

113.44 

21.27 

28.36 

35.45 


77.99 

biyawas 

35.45 

NA 

63.81 

70.90 

56.72 

198.52 

177.25 

21.27 

28.36 

56.72 

106.35 

42.54 

BUDIBAWAL Pz 

56.72 


56.72 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BUTERI 

63.81 

56.72 

35.45 

NA 

42.54 

42.54 

49.63 

42.54 

42.54 

35.45 

42.54 

42.54 

CHAONDI KHURD 

241.06 

56.72 

212.70 

70.90 

49.63 

63.81 

191.43 

63.81 

63.81 

106.35 

99.26 

70.90 

CHATURBHUJ 

170.16 

NA 

163.07 

581.38 

397.04 

588.47 

219.79 

347.41 

92.17 

340.32 

155.98 

319.05 

CHIPLATA 

NA 

NA 

85.08 

233.97 

92.17 

141.80 

NA 

106.35 

NA 

134.71 

NA 

99.26 

DADARHERA PZ 

106.35 

63.81 

42.54 

35.45 

212.70 

28.36 

35.45 

28.36 

28.36 

191.43 

49.63 

205.61 

DANTIL 

70.90 

NA 

389.95 

361.59 

177.25 

921.70 

212.70 

1049.32 

85.08 

56.72 

155.98 

992.60 

DHIS 

389.95 

418.31 

382.86 

NA 

311.96 

NA 

120.53 

NA 

NA 

NA 

NA 

NA 

DWARAPURA 

262.33 

319.05 

141.80 

319.05 

361.59 

304.87 

687.73 

304.87 

368.68 

276.51 

NA 

NA 

FATEHPUR 

21.27 

49.63 

28.36 

NA 

42.54 

35.45 

42.54 

42.54 

NA 

NA 

NA 

NA 

FAULADPUR 

631.01 

NA 

354.50 

361.59 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GARH BASAI 

85.08 

99.26 

191.43 

81.54 

63.81 

85.08 

70.90 

77.99 

42.54 

63.81 

56.72 

70.90 

GARHTAKNET 

NA 

NA 

49.63 

42.54 

NA 

NA 

NA 

35.45 

NA 

35.45 

NA 

42.54 

GHATABANDROL 

92.17 

120.53 

127.62 

120.53 

113.44 

134.71 

141.80 

127.62 

120.53 

113.44 

106.35 

106.35 

GONERA 

241.06 

NA 

106.35 

NA 

NA 

NA 

NA 

127.62 

NA 

177.25 

28.36 

148.89 

GOPIPURA 


42.54 

35.45 

42.54 

42.54 

56.72 

42.54 

28.36 

354.50 

63.81 

28.36 

NA 

GUDHACHURANI 


35.45 

28.36 

42.54 

35.45 

70.90 

120.53 

148.89 

70.90 

141.80 

163.07 

155.98 

GUNTA 

70.90 

92.17 

85.08 

NA 

85.08 

63.81 

85.08 

56.72 

95.72 

35.45 

NA 

NA 

GUNTI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GYANPURA 

659.37 

723.18 

815.35 

NA 

701.91 

673.55 

673.55 

545.93 

545.93 

432.49 

446.67 

439.58 

HAMIRPURA 

NA 

63.81 

49.63 

NA 

77.99 

63.81 

63.81 

49.63 

35.45 

NA 

NA 

NA 

HAMZAPUR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

HARNER 

113.44 

77.99 

297.78 

56.72 

63.81 

63.81 

70.90 

35.45 

85.08 

63.81 

35.45 

NA 

HARSAULI 

63.81 

63.81 

56.72 

49.63 

63.81 

63.81 

77.99 

63.81 

56.72 

49.63 

35.45 

49.63 

HARSORA 

49.63 

42.54 

99.26 

NA 

NA 

42.54 

49.63 

NA 

NA 

NA 

NA 

NA 

HASHANPUR PZ 

63.81 

35.45 

49.63 

35.45 

28.36 

35.45 

NA 

35.45 

28.36 

35.45 

NA 

NA 

HAZIPUR 

28.36 

35.45 

70.90 

NA 

35.45 

42.54 

56.72 

35.45 

NA 

NA 

NA 

NA 

HO LA WAS 

35.45 

NA 

42.54 

NA 

42.54 

42.54 

56.72 

42.54 

NA 

NA 

NA 

NA 

ISMAILPUR 

49.63 

35.45 

42.54 

21.27 

56.72 

28.36 

42.54 

35.45 

28.36 

NA 

NA 

NA 

JAG U WAS 

NA 

NA 

NA 

NA 

42.54 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JAINPURWAS 

155.98 

184.34 

141.80 

NA 

120.53 

113.44 

177.25 

148.89 

255.24 

177.25 

290.69 

141.80 

JALALPUR 

134.71 

212.70 

198.52 

212.70 

233.97 

248.15 

255.24 

255.24 

219.79 

205.61 

141.80 

248.15 

Janjekalan 

70.90 

NA 

127.62 

106.35 

304.87 

28.36 

482.12 

28.36 

212.70 

163.07 

77.99 

241.06 

JANJEKALAN,PZ. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

28.36 

NA 

NA 

NA 

NA 

JATBEHROR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

jawanpura 

63.81 

NA 

28.36 

21.27 


21.27 

28.36 

14.18 

42.54 

42.54 

35.45 

28.36 

JHAMUWAS PZ 

63.81 

63.81 

63.81 

70.90 


63.81 

155.98 

77.99 

56.72 

49.63 

198.52 

63.81 

JINDOLI 

248.15 

212.70 

170.16 

212.70 

205.61 

212.70 

226.88 

226.88 

226.88 

212.70 

241.06 

NA 

Jodhpura 

35.45 

NA 

99.26 

85.08 

85.08 

113.44 

28.36 

248.15 

311.96 

163.07 

42.54 

283.60 

JORIYA 

794.08 

829.53 

829.53 

964.24 

914.61 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

Jugalpura 

NA 

NA 

99.26 

35.45 

42.54 

35.45 

NA 

42.54 

NA 

42.54 

NA 

63.81 

KANKAR DEEPA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KANKARIYA 

56.72 

42.54 

42.54 

NA 

35.45 

28.36 

42.54 

21.27 

35.45 

35.45 

35.45 

28.36 

KANSU 

127.62 

NA 

226.88 

106.35 

148.89 

56.72 

92.17 

134.71 

262.33 

28.36 

120.53 

106.35 

KHAIRTHAL 

283.60 

297.78 

255.24 

276.51 

219.79 

170.16 

340.32 

NA 

NA 

NA 

NA 

NA 

KHARKHARI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


92.17 

85.08 

NA 

63.81 

Khatolai 

226.88 

NA 

35.45 

28.36 

35.45 

21.27 

21.27 

14.18 

21.27 

28.36 

49.63 

42.54 

KHERI 

1850.49 

1779.59 

1531.44 

1928.48 

1708.69 

1949.75 

1815.04 

1942.66 

28.36 

99.26 

49.63 

2240.44 

KHORI KALAN 

42.54 

49.63 

35.45 

42.54 

28.36 

49.63 

NA 

35.45 

63.81 

49.63 

35.45 

141.80 

KISHANPURA 

NA 

NA 

NA 

NA 

NA 

NA 

85.08 

NA 

NA 

77.99 

NA 

106.35 

KISHENGARH 

177.25 

226.88 

212.70 

219.79 

233.97 

255.24 

212.70 

262.33 

280.06 

269.42 

241.06 

NA 

KOULASANGA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KOTKASIM 

155.98 

163.07 

205.61 

155.98 

106.35 

177.25 

184.34 

212.70 

219.79 

NA 

NA 

NA 

KOTKASIM PZ 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KOTPUTU 

141.80 

NA 

531.75 

NA 

NA 

NA 

0.00 

226.88 

NA 

496.30 

475.03 

326.14 

KOTPUTU PZ. 

NA 

NA 

NA 

581.38 

NA 

269.42 

NA 

NA 

NA 

NA 

NA 

NA 

KUNPUR 

35.45 

35.45 

56.72 

28.36 

49.63 

49.63 

NA 

35.45 

NA 

NA 

NA 

NA 

MAJRIGUJAR 

85.08 

106.35 

85.08 

99.26 

77.99 

113.44 

NA 

113.44 

106.35 

212.70 

63.81 

77.99 

MAKDAWA 

652.28 

226.88 

567.20 

872.07 

914.61 

1063.50 

170.16 

503.39 

716.09 

120.53 

NA 

NA 

MALAHERA PZ. 

758.63 

NA 

304.87 

347.41 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MALLUTHANA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

35.45 

28.36 

28.36 

NA 

28.36 

MANDAWAR 

645.19 

737.36 

652.28 

567.20 

368.68 

297.78 

184.34 

NA 

NA 

NA 

NA 

NA 

MANDAWAR PZ 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

mandha 

42.54 

NA 

113.44 

148.89 

21.27 

3917.23 

28.36 

219.79 

304.87 

453.76 

489.21 

241.06 

MATOR 

233.97 

283.60 

219.79 

255.24 

262.33 

262.33 

233.97 

226.88 

269.42 

233.97 

233.97 

191.43 

MEHANPUR 

304.87 

319.05 

70.90 

NA 

347.41 

347.41 

319.05 

389.95 

411.22 

333.23 

361.59 

NA 

MITHIAWAS 

198.52 

63.81 

113.44 

28.36 

14.18 

28.36 

NA 

49.63 

35.45 

49.63 

35.45 

42.54 

MUGALPUR Pz 

311.96 

375.77 

397.04 

NA 

389.95 

340.32 

361.59 

347.41 

326.14 

NA 

NA 

NA 

NAGAL LAKA 

77.99 

56.72 

49.63 

NA 

70.90 

49.63 

35.45 

56.72 

77.99 

56.72 

NA 

NA 

NAGAL SALIYA 

1113.13 

1070.59 

1155.67 

1191.12 

1212.39 

1283.29 

496.30 

1205.30 

1290.38 

1077.68 

382.86 

1148.58 


03_ 

Post 

Monsoon 

NA 


Chloride, mg/I 


2004 i 

j 2005 | 

| 2006 | 

| 2007 | 

| 2008 j 

| 2009 | 

| 2010 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

NA 

NA 

638.10 

687.73 

900.43 

1928.48 

475.03 

531.75 

212.70 

3204.68 

NA 

276.51 

212.70 

333.23 














































































































































































































































































































































































































































































































































NAGALUDIA 


NARAYANPUR 
NARHERI PZ 


PAONTA 

Papra 


PATALIA PZ 
PAWANA AHIR 


PIPLI _ 

PRITHVIPURA 


PRITHVIPURA PZ 
PUR 


RAGHUNATHPURA 
Raj n ota 


RAMPUR _ 

RUPBAS 


SADARPURA 
SAM DA 


SANWALPURA TAN 
SARE KALAN 


SHAHPURA 

SHUKLAWAS 


SHYAMPURA 

SODAWAS 


SUNDERPURA 

TAPUKRAN 


TAPUKRAN PZ 
TATARPUR 


TATARPUR 

THANAGAZI 


Toda _ 

Torda 


VIJAIPURA _ 

River Basin: Shekhawati 


Sub Basin: Dohan _ 

ANANTPUR Pz 


BAS AI 
BAS AI PZ. 


BHOPIYA 

BHUDWAL 


DABLA _ 

DADA FATEHPURA 


GASSIPURA 

GIGLANA 


GORIR _ 

GOTHRA 


HAMIDPUR 

HASSAMPURA 


JAKHRANA 


_ Chloride, mg/I _ 

1984 1985 1986 1987 1988 1989 1990 1991 1992 1993 1994 1995 1996 

Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post 

Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 


_19 

Pre 

Monsoon 

NA 


NAGAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NANGAL 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

67.00 

85.44 

56.01 

NA 

74.80 

NA 

171.58 

1065.98 

13.83 

NA 

262.33 

NA 

NA 

77.99 

142.51 


NATHAWALA 

NA 

NIMUCHANA 

31.55 


NA 

NA 

34.74 

80.83 


NA 

26.94 

.83 

32.26 


NA 

2 

m\ 

NA 

4 



212.70 
1269.11' 


28.36 
49.63 ' 


NITHARA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

42.54 

263.75 

53.88 

NA 

40.77 

NA 

15.60 

NA 

116.99 

NA 

NA 

NA 

NA 

63.81 

42.54 

PANYALA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

201.00 

255.95 

NA 

510.48 

NA 

1013.87 

1093.63 

368.33 

NA 

262.33 

NA 

191.43 

226.88 

333.23 


NA 

NA 

NA 

NA 


PEHAL 

57.08 

PIPLAN KA BAS 

79.76 


SANGTERA 

NA 

SANTHALKA 

456.60 


SARUND 

NA 

SHAHBAD 

68.42 



NA 

NA 

372.23 

NA 


.31 

NA 

.98 

37.58 


269.42 

35.45 


198.52 

106.35 


63.81 

184.34 


_NA 

63.81 


_NA 

99.26 


106.35 

106.35 


248.15 

666.46 


113.44 

85.08 


262.33 

638.10 


_NA 

276.51 


1063.50 

NA 


_NA 

106.35 


_NA 

NA 


1063.50 

NA 


_NA 

283.60 


_NA 

304.87 


NA 

NA 

! NA 

63.81 


233.97 

35 

106.35 

35 



NA 

NA 

42.54 

77.99 




1063.50 

1169.85 

63.81 

NA 



155.98 

170.16 

857.89 

319.05 



TIJARA 

85.44 

78.70 

NA 

NA 

155.98 

134.71 

133.65 

148.18 

161.65 

90.75 

148.18 

NA 

143.22 

69.48 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

134.71 

148.89 

TIJARA PZ 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

127.62 

NA 

NA 

NA 


99.97 

NA 

62.04 

62.39 


BABAI PZ. 

224.75 

NA 

194.27 

207.74 

207.74 

177.25 

NA 

NA 


NA 

62.39 

36.87 

56.72 

120.53 

104.58 

47.50 

NA 

101.39 

92.17 

NA 

NA 

NA 

21.27 

283.60 

226.88 

382.86 

BALESHWAR 

NA 

NA 

NA 

NA 

NA 

NA 

477.16 

NA 


62.04 

49.63 

58.14 

20.56 

64.52 

NA 

NA 

47.50 

NA 

53.18 

NA 

92.17 

42.54 

NA 

35.45 

258.79 

85.08 


BHIRR 

183.28 

NA 

197.46 

194.62 

243.90 

251.70 

NA 

NA 

219.79 

121.24 

NA 

191.08 

96.78 

107.77 

144.64 

163.78 

NA 

NA 

142.86 

184.34 

NA 

NA 

283.60 

127.62 

141.80 

120.53 

106.35 

BHODAN 

797.98 

NA 

208.80 

NA 

NA 

NA 

NA 

NA 

524.66 

296.36 

NA 

NA 

483.89 

471.49 

NA 

226.17 

NA 

NA 

517.22 

467.94 

NA 

NA 

340.32 

NA 

NA 

588.47 

595.56 


CHIRANI 

149.60 

NA 

180.80 

60.27 

60.27 

52.47 

NA 

NA 

67.36 

67.36 

NA 

118.05 

125.49 

170.16 

104.58 

285.73 

88.27 

NA 

85.79 

77.99 

NA 

NA 

70.90 

113.44 

85.08 

NA 

184.34 

DABARWAS 

970.27 

918.16 

NA 

NA 

1120.22 

1035.14 

980.55 

923.47 

832.01 

765.72 

859.66 

NA 

969.91 

1049.32 

981.61 

NA 

1157.09 

NA 

340.32 

1070.59 

705.46 

NA 

1141.49 

1106.04 

######## 

1169.85 

NA 


DARIBA 

NA 

NA 

NA 

NA 

NA 

NA 

70.19 

NA 

108.83 

95.36 

74.80 

109.90 

70.90 62.39 

72.32 

NA 

NA 

88.63 

NA 

106.71 

NA 

120.53 

NA 

NA 

63.81 

148.89 

56.72 

DASOD 

239.64 

204.55 

NA 

NA 

191.43 

411.22 

451.63 

302.03 

294.59 

351.66 

164.49 

NA 

NA 138.96 

88.63 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


DOKAN 

101.74 

NA 

NA 

NA 

NA 

NA 

45.73 

NA 

108.83 

197.46 

108.83 

67.36 

96.78 

104.22 

96.42 

NA 

NA 

27.30 

NA 

286.44 

NA 

106.35 

85.08 

NA 

92.17 

297.78 

106.35 

DOOMOLI KHURD 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

282.89 

NA 

241.77 

NA 

NA 

258.79 

NA 

NA 

NA 

269.42 

723.18 

NA 

283.60 

283.60 


DUMROLI 

136.84 

125.85 

NA 

NA 

163.07 

148.89 

174.06 

142.16 

126.91 

124.78 

127.98 

NA 

148.18 

NA 

NA 

NA 

153.14 

NA 

NA 

NA 

NA 

NA 

NA 

113.44 

NA 

134.71 

NA 

GANDALA 

183.63 

180.80 

NA 

NA 

241.06 

233.97 

NA 

NA 

NA 

119.11 

348.12 

NA 

NA 

NA 

458.72 

NA 

170.16 

NA 

1091.86 

219.79 

300.26 

425.40 

NA 

NA 

NA 

NA 

NA 



_NA 

592.02 ' 


_NA 

NA" 


34.74 

NA" 


49417.30 



79.41 

414.77 

333.59 

NA 


NA 

NA 

170.16 

NA 






























































































































































































































































































































































































































































































Chloride, mg/I 


Chloride, mg/I 


Location 

97 

| 1998 I 

| 1999 | 

| 2000 

| 2001 | 

| 2002 | 

| 2003 | 

| 2004 i 

j 2005 | 

| 2006 | 

| 2007 | 

| 2008 j 

| 2009 | 

| 2010 | 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 


Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

NAGALUDIA 

170.16 

233.97 

219.79 

269.42 

262.33 

255.24 

347.41 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

106.35 

77.99 

77.99 

411.22 

241.06 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NAGAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

134.71 

134.71 

226.88 

NA 

134.71 

113.44 

106.35 

NA 

184.34 


49.63 

42.54 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NANGAL 

425.40 

NA 

155.98 

304.87 

106.35 

155.98 

92.17 

85.08 

56.72 

354.50 

28.36 

56.72 

35.45 

198.52 

85.08 

42.54 


1552.71 

14.18 

28.36 

191.43 

120.53 

49.63 

NA 

205.61 

219.79 

141.80 

NARAYANPUR 

241.06 

226.88 

212.70 

148.89 

205.61 

283.60 

304.87 

241.06 

219.79 

184.34 

177.25 

226.88 

191.43 

NA 

NA 

113.44 

180.80 

354.50 

319.05 

148.89 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NARHERI PZ 

446.67 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

361.59 

NA 

NA 

255.24 

386.41 

326.14 

304.87 

425.40 

NA 

439.58 

141.80 

NA 

425.40 

141.80 

148.89 

NATHAWALA 


NA 


35.45 

212.70 

35.45 

49.63 

35.45 

148.89 

35.45 

28.36 

42.54 

63.81 

42.54 

21.27 

49.63 

HQ 

35.45 

77.99 

21.27 

21.27 

28.36 

35.45 

NA 

NA 

49.63 

283.60 

NIMUCHANA 


42.54 


NA 

49.63 

35.45 

42.54 

42.54 

42.54 

42.54 

28.36 

35.45 

35.45 

28.36 

49.63 

28.36 

39.00 

63.81 

35.45 

56.72 

56.72 

63.81 

NA 

NA 

49.63 

63.81 

49.63 

NITHARA 

70.90 

NA 

28.36 

141.80 

21.27 

595.56 

28.36 

28.36 

127.62 

42.54 

28.36 

70.90 

56.72 

694.82 

28.36 

70.90 

42.54 

177.25 

368.68 

28.36 

177.25 

56.72 

92.17 

NA 

NA 

63.81 

425.40 

PANYALA 

184.34 

NA 

NA 

49.63 

184.34 

290.69 

269.42 

134.71 

63.81 

141.80 

297.78 

198.52 

233.97 

184.34 

255.24 

411.22 

361.59 

460.85 

141.80 

177.25 

63.81 

205.61 

482.12 

NA 

226.88 

134.71 

184.34 

PAONTA 

70.90 

NA 

418.31 

170.16 

475.03 

439.58 

453.76 

106.35 

510.48 

460.85 

460.85 

517.57 

496.30 

482.12 

531.75 

NA 

NA 

262.33 

659.37 

141.80 

872.07 

1120.22 

460.85 

NA 

687.73 

134.71 

56.72 

Papra 

141.80 

NA 

304.87 

85.08 

141.80 

347.41 

35.45 

21.27 

49.63 

35.45 

205.61 

70.90 

42.54 

85.08 

70.90 

NA 

NA 

248.15 

262.33 

28.36 

21.27 

404.13 

35.45 

NA 

42.54 

42.54 

35.45 

PATALIA PZ 

255.24 

226.88 

241.06 

347.41 

205.61 

205.61 

219.79 

191.43 

205.61 

184.34 

163.07 

155.98 

233.97 

198.52 

177.25 

85.08 

163.07 

70.90 

148.89 

56.72 

177.25 

63.81 

49.63 

NA 

70.90 

70.90 

49.63 

PAWANA AHIR 

148.89 

NA 

NA 

389.95 

198.52 

49.63 

134.71 

141.80 

56.72 

141.80 

NA 

212.70 

63.81 

673.55 

347.41 

616.83 

716.09 

92.17 

49.63 

382.86 

42.54 

92.17 

70.90 

NA 

113.44 

99.26 

184.34 

PEHAL 

127.62 

120.53 

99.26 

106.35 

85.08 

70.90 

70.90 

56.72 

56.72 

92.17 

NA 

NA 

NA 

NA 

NA 

63.81 

88.63 

99.26 

56.72 

NA 

56.72 

NA 

NA 

NA 

NA 

NA 

NA 

PIPLAN KA BAS 

113.44 

92.17 

120.53 

113.44 

106.35 

166.62 

NA 

170.16 

21.27 

70.90 

177.25 

191.43 

155.98 

155.98 

148.89 

141.80 

49.63 

92.17 

63.81 

42.54 

397.04 

382.86 

77.99 

NA 

283.60 

248.15 

85.08 

PIPLI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

418.31 

428.95 

453.76 

439.58 

319.05 

382.86 

482.12 

354.50 

NA 

567.20 

517.57 

531.75 

PRITHVIPURA 

42.54 

35.45 

49.63 

NA 

49.63 

42.54 

77.99 

21.27 

21.27 

35.45 

NA 

NA 

NA 

NA 

NA 

42.54 

31.91 

70.90 

35.45 

56.72 

49.63 

42.54 

NA 

NA 

120.53 

70.90 

155.98 

PRITHVIPURA PZ 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PUR 

155.98 

177.25 

148.89 

155.98 

134.71 

113.44 

99.26 

113.44 

120.53 

92.17 

70.90 

148.89 

170.16 

155.98 

163.07 

194.98 

141.80 

368.68 

184.34 

170.16 

184.34 

191.43 

56.72 

NA 

212.70 

198.52 

198.52 

RAGHUNATHPURA 

49.63 

NA 

49.63 

49.63 

226.88 

304.87 

382.86 

56.72 

99.26 

212.70 

155.98 

106.35 

81.54 

56.72 

467.94 

99.26 

35.45 

56.72 

418.31 

233.97 

49.63 

198.52 

262.33 

NA 

248.15 

70.90 

106.35 

Rajnota 

85.08 

NA 

NA 

113.44 

241.06 

226.88 

241.06 

77.99 

170.16 

113.44 

141.80 

248.15 

269.42 

184.34 

85.08 

701.91 

56.72 

77.99 

297.78 

21.27 

92.17 

49.63 

283.60 

NA 

326.14 

14.18 

191.43 

RAMPUR 

276.51 

NA 


NA 

255.24 

311.96 

NA 

333.23 

NA 

1325.83 

NA 

1524.35 

NA 

NA 

NA 

85.08 

230.43 

42.54 

49.63 

NA 

NA 

56.72 

NA 

NA 

56.72 

49.63 

42.54 

RUPBAS 

49.63 

42.54 

42.54 

28.36 

28.36 

28.36 

NA 

28.36 

60.27 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

35.45 

63.81 

56.72 

NA 

NA 

56.72 

NA 

NA 

134.71 

56.72 

63.81 

SADARPURA 

1063.50 

NA 

354.50 

1240.75 

1276.20 

978.42 

127.62 

361.59 

177.25 

■=d- 

<£> 

o 

OO 

UD 

70.90 

1013.87 

1400.28 

779.90 

957.15 

517.57 

425.40 

517.57 

49.63 

680.64 

602.65 

730.27 

524.66 

NA 

616.83 

28.36 

85.08 

SAM DA 

77.99 

99.26 

88.63 

85.08 

63.81 

70.90 

85.08 

56.72 

134.71 

184.34 

49.63 

49.63 

42.54 

56.72 

63.81 

70.90 

106.35 

56.72 

99.26 

113.44 

219.79 

70.90 

70.90 

NA 

248.15 

113.44 

141.80 

SANGTERA 

475.03 

NA 

NA 

99.26 

177.25 

233.97 

248.15 

241.06 

290.69 

262.33 

134.71 

290.69 

63.81 

155.98 

85.08 

163.07 

155.98 

701.91 

418.31 

170.16 

255.24 

120.53 

460.85 

NA 

340.32 

226.88 

241.06 

SANTHALKA 

680.64 

659.37 

730.27 

645.19 

652.28 

666.46 

496.30 

141.80 

595.56 

113.44 

113.44 

198.52 

680.64 

NA 

680.64 

241.06 

262.33 

219.79 

283.60 

616.83 

283.60 

432.49 

389.95 

NA 

446.67 

106.35 

155.98 

SANWALPURA TAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

482.12 

NA 

786.99 

NA 

NA 

NA 

NA 

35.45 

NA 

46.09 

NA 

NA 

63.81 

439.58 

NA 

92.17 

NA 

NA 

SARE KALAN 

191.43 

184.34 

170.16 

177.25 

155.98 

170.16 

NA 

163.07 

163.07 

120.53 

141.80 

155.98 

141.80 

163.07 

170.16 



170.16 

233.97 

155.98 

56.72 

141.80 

127.62 

NA 


127.62 

127.62 

SARUND 

333.23 

NA 

311.96 

283.60 

269.42 

489.21 

106.35 

106.35 

283.60 

290.69 

255.24 

297.78 

116.99 

148.89 

49.63 

35.45 

0.001 

92.17 

297.78 

42.54 

85.08 

63.81 

92.17 

NA 

49.63 

49.63 

63.81 

SHAHBAD 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

694.82 

602.65 

NA 

99.26 


397.04 

49.63 

63.81 

361.59 

42.54 

49.63 

NA 

141.80 

56.72 

49.63 

SHAHPURA 

248.15 

NA 

127.62 

127.62 

496.30 

159.53 

170.16 

28.36 

184.34 

127.62 


49.63 

170.16 

70.90 

28.36 

28.36 

77.99 

99.26 

368.68 

28.36 

198.52 

418.31 

42.54 

NA 

NA 

42.54 

184.34 

SHUKLAWAS 

70.90 

NA 

553.02 

460.85 

368.68 

992.60 

248.15 

730.27 

1106.04 

63.81 


404.13 

177.25 

42.54 

148.89 

616.83 

411.22 

56.72 

49.63 

673.55 

35.45 

35.45 

77.99 

NA 

602.65 

42.54 

42.54 

SHYAMPURA 

35.45 

NA 

35.45 

NA 

49.63 

28.36 

49.63 

56.72 

24.82 

NA 

NA 

NA 

21.27 

NA 

NA 

39.00 

63.81 

49.63 

21.27 

77.99 

49.63 

63.81 

77.99 

NA 

42.54 

92.17 

49.63 

SODAWAS 

411.22 

397.04 

382.86 

170.16 

120.53 

134.71 

134.71 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

319.05 

329.69 

141.80 

304.87 

113.44 

127.62 

113.44 

77.99 

NA 

120.53 

170.16 

177.25 

SUNDERPURA 

NA 

NA 

56.72 

354.50 

269.42 

602.65 

120.53 

751.54 

545.93 

92.17 

141.80 

134.71 

1446.36 

155.98 

262.33 

510.48 

723.18 

205.61 

432.49 

49.63 

56.72 

659.37 

92.17 

NA 


155.98 

49.63 

TAPUKRAN 

92.17 

77.99 

106.35 

77.99 

70.90 

113.44 

NA 

NA 

NA 

NA 

NA 

NA 

35.45 

NA 

NA 

49.63 

39.00 

63.81 

56.72 

42.54 

63.81 

70.90 

163.07 

NA 


70.90 

99.26 

TAPUKRAN PZ 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

TATARPUR 

226.88 

219.79 

212.70 

212.70 

205.61 

219.79 

219.79 

226.88 

60.27 

333.23 

226.88 

290.69 

219.79 

14.18 

NA 

70.90 

400.59 

85.08 

56.72 

70.90 

70.90 

77.99 

177.25 

NA 

141.80 

255.24 

177.25 

TATARPUR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


NA 

28.36 

28.36 

28.36 

49.63 

35.45 

35.45 

35.45 

28.36 

35.45 

NA 

42.54 

35.45 

42.54 

THANAGAZI 

77.99 

319.05 

63.81 

42.54 

35.45 

42.54 

56.72 

155.98 

56.72 

56.72 

56.72 

NA 


63.81 

NA 

70.90 

77.99 

233.97 

120.53 

106.35 

70.90 

751.54 

106.35 

NA 

127.62 

99.26 

113.44 

TIJARA 

127.62 

163.07 

134.71 

155.98 

177.25 

177.25 

NA 

163.07 

NA 

NA 

NA 

NA 

99.26 

49.63 

77.99 

290.69 

255.24 

92.17 

77.99 

70.90 

92.17 

92.17 

70.90 

NA 

127.62 

85.08 

77.99 

TIJARA PZ 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

Toda 

NA 

NA 

226.88 

113.44 

85.08 

134.71 

NA 

77.99 

NA 

77.99 

NA 

77.99 

49.63 

113.44 

42.54 

113.44 

28.36 

99.26 

159.53 

155.98 

163.07 

42.54 

21.27 

NA 

49.63 

49.63 

177.25 

Torda 

304.87 

NA 

77.99 

411.22 

28.36 

42.54 

113.44 

42.54 

28.36 

28.36 

28.36 

21.27 

28.36 

276.51 

70.90 

NA 

NA 

49.63 

262.33 

28.36 

1063.50 

1134.40 

262.33 

NA 

666.46 

49.63 

42.54 

VIJAIPURA 

113.44 

120.53 

99.26 

106.35 

92.17 

134.71 

120.53 

113.44 

113.44 

106.35 

106.35 

NA 

106.35 

28.36 

21.27 

127.62 

113.44 

56.72 

141.80 

NA 

NA 

56.72 

49.63 

NA 

120.53 

49.63 

49.63 

River Basin: Shekhawati 

Sub Basin: Dohan 

ANANTPUR Pz 

NA 

NA 

1 NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

425.40 

283.60 

177.25 

326.14 

319.05 

928.79 

333.23 

255.24 

NA 

198.52 

340.32 

283.60 

BABAI PZ. 

1042.23 

NA 


NA 

85.08 

92.17 

42.54 

85.08 

NA 

28.36 

42.54 

NA 

14.18 

28.36 

NA 

56.72 

322.60 

63.81 

49.63 

311.96 

14.18 

42.54 

NA 

NA 

56.72 

99.26 

248.15 

BALESHWAR 

NA 

NA 


35.45 

42.54 

NA 

NA 

56.72 

NA 

42.54 

NA 

42.54 

NA 

42.54 

49.63 

63.81 

49.63 

63.81 

46.09 

49.63 

■as 

49.63 

28.36 

NA 

42.54 

42.54 

42.54 

BASAI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

248.15 

262.33 

1063.50 

141.80 

241.06 

NA 

333.23 

NA 

NA 

248.15 

531.75 

319.05 

BASAI PZ. 

NA 

85.08 

NA 

NA 

NA 

226.88 

241.06 

311.96 

NA 

304.87 

382.86 

NA 

397.04 

219.79 

NA 

28.36 

35.45 

21.27 

35.45 

35.45 

77.99 

297.78 

NA 

NA 

85.08 

77.99 

NA 

BHIRR 

70.90 

283.60 

233.97 

NA 

283.60 

269.42 

985.51 

290.69 

NA 

241.06 

233.97 

NA 

241.06 

0.00 

NA 

233.97 

418.31 

262.33 

432.49 

815.35 

879.16 

928.79 

822.44 

NA 

411.22 

864.98 

304.87 

BHODAN 

822.44 

864.98 

241.06 

NA 

709.00 

432.49 

999.69 

510.48 

NA 

482.12 

524.66 

NA 

553.02 

645.19 

638.10 

77.99 

258.79 

255.24 

319.05 

879.16 

489.21 

283.60 

NA 

NA 

411.22 

283.60 

205.61 

BHOPIYA 

NA 

NA 

NA 

NA 

NA 

NA 

35.45 

NA 

NA 

NA 

NA 

99.26 

NA 

113.44 

106.35 

226.88 

184.34 

233.97 

219.79 

212.70 

212.70 

233.97 

21.27 

NA 

NA 

241.06 

290.69 

BHUDWAL 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

198.52 

NA 

NA 

198.52 

219.79 

127.62 

226.88 

127.62 

148.89 

163.07 

177.25 

NA 

198.52 

170.16 

262.33 

CHIRANI 

NA 

NA 

NA 

NA 

170.16 

134.71 

141.80 

148.89 

NA 

120.53 

106.35 

NA 

113.44 

106.35 

NA 

134.71 

95.72 

134.71 

77.99 

198.52 

127.62 

184.34 

0.00 

NA 

28.36 

1155.67 

148.89 

DABARWAS 

1240.75 

1155.67 

1233.66 

1368.37 

772.81 

1340.01 

347.41 

971.33 

857.89 

964.24 

NA 

NA 

NA 

NA 

NA 

42.54 

329.69 

99.26 

28.36 

255.24 

716.09 

NA 

NA 

NA 

NA 

NA 

NA 

DABLA 

553.02 

NA 

531.75 

439.58 

574.29 

297.78 

NA 

170.16 

NA 

418.31 

NA 

446.67 

NA 

42.54 

397.04 

134.71 

148.89 

120.53 

347.41 

106.35 

NA 

NA 

NA 

NA 

NA 

NA 

141.80 

DADA FATEHPURA 

297.78 

177.25 

127.62 

NA 

141.80 

163.07 

141.80 

141.80 

NA 

226.88 

113.44 

NA 

170.16 

106.35 

NA 

85.08 

163.07 

127.62 

92.17 

92.17 

92.17 

155.98 

0.00 

NA 

85.08 

141.80 

212.70 

DARIBA 

NA 

NA 

92.17 

148.89 

106.35 

77.99 

NA 

382.86 

NA 

70.90 

NA 

63.81 

NA 

389.95 

63.81 

70.90 

99.26 

56.72 

53.18 

42.54 

56.72 

99.26 

42.54 

NA 

70.90 

70.90 

198.52 

DASOD 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

237.52 

233.97 

241.06 

311.96 

219.79 

248.15 

262.33 

241.06 

NA 

255.24 

276.51 

219.79 

DOKAN 

NA 

NA 

212.70 

70.90 

70.90 

NA 

219.79 

NA 

NA 

191.43 

NA 

205.61 

NA 

262.33 

453.76 

226.88 

35.45 

475.03 

1435.73 

226.88 

63.81 

248.15 

893.34 

NA 

NA 

77.99 

70.90 

DOOMOLI KHURD 

304.87 

319.05 

333.23 

NA 

382.86 

425.40 

354.50 

326.14 

NA 

333.23 

311.96 

NA 

340.32 

304.87 

269.42 

241.06 

294.24 

290.69 

304.87 

177.25 

170.16 

226.88 

NA 

NA 

241.06 

290.69 

297.78 

DUMROLI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

609.74 

311.96 

304.87 

319.05 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GANDALA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

70.90 

109.90 

134.71 

106.35 

141.80 

106.35 

63.81 

35.45 

NA 

49.63 

248.15 

262.33 

GASSIPURA 

NA 

NA 

NA 

NA 

NA 

NA 

70.90 

NA 

NA 

70.90 

NA 

35.45 

NA 

49.63 

35.45 

106.35 

99.26 

46.09 

42.54 

42.54 

148.89 

241.06 

397.04 

NA 

NA 

NA 

NA 

GIGLANA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

489.21 

1371.92 

NA 

1198.21 

184.34 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GORIR 

340.32 

397.04 

538.84 

NA 

368.68 

368.68 

283.60 

418.31 

NA 

290.69 

304.87 

NA 

517.57 

35.45 

NA 

21.27 

574.29 

964.24 

42.54 

28.36 

1843.40 

418.31 

0.00 

NA 

77.99 

1148.58 

35.45 

GOTHRA 

NA 

127.62 

85.08 

NA 

233.97 

276.51 

425.40 

219.79 

NA 

212.70 

NA 

NA 

375.77 

319.05 

NA 

283.60 

255.24 

319.05 

NA 

141.80 

NA 

361.59 

NA 

NA 

347.41 

1106.04 

553.02 

HAMIDPUR 

35.45 

NA 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

35.45 

NA 

NA 

92.17 

262.33 

361.59 

85.08 

290.69 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

HASSAMPURA 

NA 

NA 

333.23 

276.51 

382.86 

219.79 

NA 

262.33 

NA 

241.06 

NA 

127.62 

NA 

127.62 

77.99 

241.06 

92.17 

NA 

49.63 

113.44 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JAKHRANA 

170.16 

184.34 

255.24 

NA 

255.24 

184.34 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

304.87 

382.86 

354.50 

347.41 

NA 

531.75 

241.06 

333.23 

NA 

226.88 

567.20 

226.88 

















































































































































































































































































































































































































































































































1984 


1985 


1986 


1987 


Chloride, mg/I 


Location 


1988 


1989 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 



Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

JELLO 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JHANJHA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KANHAWAS 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KHANDWA 

584.93 

NA 

565.78 

555.86 

538.84 

555.86 

NA 

NA 

595.56 

545.58 

NA 

149.25 

KHARKHARA 

54.59 

NA 

40.06 

53.53 

53.53 

39.35 

NA 

NA 

311.96 

47.15 

NA 

243.19 

KHETRI 

394.91 

NA 

113.80 

120.53 

120.53 

127.27 

NA 

NA 

NA 

222.27 

NA 

128.68 

KOHRANA 

975.94 

965.30 

NA 

NA 

1673.24 

1673.24 

1671.11 

1523.29 

762.53 

1531.44 

1576.11 

NA 

KUHARWAS 

NA 

NA 

134.71 

118.05 

NA 

321.53 

NA 

NA 

113.44 

107.77 

NA 

180.80 

KUTINA 

68.42 

104.93 

NA 

NA 

127.62 

120.53 

129.04 

112.38 

109.54 

136.13 

127.98 

NA 

LAMIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

Mahawa 

NA 

NA 

NA 

NA 

NA 

NA 

1165.24 

NA 

510.48 

278.99 

95.01 

39.00 

MAJRA 

51.40 

63.10 

NA 

NA 

92.17 

NA 

109.54 

100.68 

92.17 

102.10 

121.95 

NA 

MANDHAN 

987.28 

1017.77 

NA 

NA 

1396.73 

1389.64 

1264.50 

1184.03 

1167.01 

975.58 

1268.40 

NA 

MANDRI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MANKA 

479.28 

440.64 

NA 

NA 

652.28 

588.47 

625.69 

473.61 

387.11 

431.07 

390.31 

NA 

MAWADA KALAN 

NA 

NA 

NA 

NA 

NA 

NA 

98.20 

NA 

217.66 

88.63 

242.12 

42.54 

MAWADA KHURD 

NA 

NA 

NA 

NA 

NA 

NA 

1488.19 

NA 

1334.34 

850.80 

95.01 

85.08 

MEHADA JATOOWAS 

NA 

NA 

NA 

NA 

198.88 

314.80 

NA 

NA 

NA 

323.30 

NA 

208.45 

MURADPUR 

NA 

NA 

774.58 

138.96 

641.65 

710.06 

NA 

NA 

347.41 

168.39 

NA 

542.03 

NAYANAGAR 

NA 

103.87 

NA 

70.90 

NA 

138.61 

264.81 

NA 

NA 

136.84 

122.66 

62.75 

NAYANAGAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

124.08 

NA 

110.96 

NEEMRANA 

NA 

NA 

NA 

NA 

NA 

NA 

38.64 

29.78 

37.22 

45.38 

NA 

NA 

NIHALOTH 

1556.26 

NA 

390.66 

166.62 

1411.62 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

Nimod 

NA 

NA 

NA 

NA 

NA 

NA 

31.55 

NA 

40.77 

NA 

27.30 

NA 

PACHERI KALAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

914.61 

1118.09 

NA 

NA 

PACHERI KHURD 

1742.72 

NA 

646.61 

285.02 

494.17 

596.27 

NA 

NA 

NA 

431.07 

NA 

847.61 

PAPURNA l/W 

78.35 

NA 

73.74 

46.79 

76.93 

288.56 

NA 

NA 

67.36 

26.94 

NA 

55.66 

Patan 

80.83 

NA 

NA 

NA 

NA 

NA 

663.27 

NA 

NA 

129.39 

156.34 

35.45 

PIPLI 

176.90 

131.17 

NA 

NA 

21.27 

28.36 

19.50 

23.75 

28.01 

149.95 

24.46 

NA 

PRATAPUR 

274.03 

299.20 

NA 

NA 

368.68 

319.05 

309.83 

272.26 

271.55 

249.57 

280.41 

NA 

RAIPUR PATAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SALODRA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SANTOR PZ. 

190.01 

NA 

363.72 

0.00 

353.08 

281.12 

NA 

NA 

467.94 

410.87 

NA 

159.88 

SHAHJAHANPUR 

393.50 

351.66 

NA 

NA 

389.95 

382.86 

238.58 

219.08 

219.44 

243.90 

292.82 

NA 

SINGHANA 

112.38 

NA 

269.42 

319.76 

346.35 

73.38 

NA 

NA 

77.99 

215.54 

NA 

NA 

Sub Basin: Kantli 

BAGHOLI 

NA 

NA 

177.25 

NA 

96.07 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BAGOT Pz. 

35.10 

NA 

NA 

NA 

NA 

NA 

17.73 

NA 

340.32 

13.47 

20.56 

24.82 

BAKHTAWARPURA PZ. 

NA 

NA 

100.32 

202.07 

227.94 

93.94 

NA 

NA 

74.09 

33.68 

NA 

76.57 

BALWAD 

NA 

NA 

NA 

NA 

NA 

NA 

106.35 

NA 

54.24 


387.82 

343.87 

BARAU 

NA 

NA 

13.12 

26.94 

26.94 

NA 

NA 

NA 

13.47 


NA 

31.20 

BARSINGHPURA 

189.66 

NA 

NA 

NA 

NA 

NA 

297.78 

NA 

285.73 

292.46 

673.91 

687.73 

BHADWARI 

NA 

NA 

NA 

NA 

NA 

NA 

276.51 

NA 

347.06 

360.53 

671.42 

517.57 

BHOJPURA 

182.57 

NA 

NA 

NA 

NA 

NA 

170.16 

NA 

163.43 

217.66 

88.27 

92.17 

CHALLA 

49.28 

NA 

NA 

NA 

NA 

NA 

46.09 

NA 

40.77 

40.77 

54.59 

184.34 

CHANWRA PZ. 

NA 

NA 

472.55 

147.47 

147.47 

20.21 

NA 

NA 

NA 

NA 

NA 

NA 

CHHAOSARI PZ. 

NA 

NA 

235.74 

234.33 

234.33 

214.47 

NA 

NA 

67.36 

40.41 

NA 

69.48 

CHHAPOLI 

NA 

NA 

50.69 

46.79 

46.79 

53.53 

NA 

NA 

NA 

NA 

NA 

NA 

Chokri 

NA 

NA 

NA 

NA 

NA 

NA 

666.46 

NA 

NA 

NA 

NA 

NA 

DULEHAPURA PZ. 

NA 

NA 

NA 

NA 

NA 

NA 

680.64 

NA 

NA 

NA 

NA 

21.27 

GADLA KALAN 

NA 

NA 

67.36 

40.06 

40.06 

45.73 

NA 

NA 

NA 

NA 

NA 

229.01 

GAONRI 

154.56 

NA 

NA 

NA 

NA 

NA 

20.92 

NA 

217.66 

20.56 

17.73 

99.26 

GOTHRA LAM BA PZ. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GOWLA PZ. 

238.22 

NA 

260.20 

227.59 

227.59 

247.80 

NA 

NA 


262.69 

NA 

0.00 

GUDA 

NA 

NA 

33.68 

282.89 

NA 

80.47 

NA 

NA 


NA 

NA 

55.66 

GUDHA GORJI 

NA 

NA 

NA 

26.59 

26.59 

26.94 

NA 

NA 

NA 

20.21 

NA 

34.74 

GUHALA 

614.35 

NA 

NA 

NA 

NA 

NA 

207.03 

NA 

278.99 

544.51 

442.42 

216.25 

HOD 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

47.50 

34.03 

27.30 

28.36 

JAKHORA 

139.67 

NA 

147.47 

147.12 

147.12 

154.21 

NA 

NA 

NA 

NA 

NA 

166.62 

KANWAT 

NA 

NA 

NA 

NA 

NA 

NA 

21.27 

NA 

13.47 

20.56 

28.36 

35.45 

KEROT 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

62.39 

Kerpura 

NA 

NA 

NA 

NA 

NA 

NA 

1035.14 

NA 

NA 

115.57 

789.47 

148.89 

KHANDELA 

319.41 

NA 

NA 

NA 

NA 

NA 

77.99 

NA 

NA 

68.06 

NA 

92.17 

KHEDRON Kl DHANI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KHOH 

NA 

NA 

67.36 

33.32 

33.32 

20.21 

NA 

NA 

26.94 

NA 

NA 

76.57 

KHUDANA PZ. 

112.38 

NA 

40.06 

46.79 

46.79 

40.06 

NA 

NA 

NA 

276.16 

NA 

NA 

Kotri 

NA 

NA 

NA 

NA 

NA 

NA 

120.53 

NA 

183.63 

88.27 

108.83 

85.08 

LOHARWARA 

NA 

NA 

NA 

NA 

NA 

NA 

411.22 

NA 

95.36 


35.45 

0.00 

MADHOGARH 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

417.60 

80.83 

NA 

NA 

MANAKSAS 

NA 

NA 

92.88 

67.00 

67.00 

221.21 

NA 

NA 

222.27 

60.62 

NA 

55.66 

MANDOLI 

NA 

NA 

NA 

NA 

NA 

NA 

207.03 

NA 

102.10 

217.66 

1197.86 

223.34 

MANDRELA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NATAWAS 

NA 

NA 

188.59 

134.00 

134.00 

NA 

NA 

NA 

NA 

127.98 

NA 

201.36 

Nayabas 

161.30 

NA 

NA 

NA 

NA 

NA 

73.74 

NA 

27.30 

61.33 

61.33 

304.87 


_1990_1991_1992_1993_1994_1995_1996_19 

Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre 

Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 

NA NA NA NA NA NA NA NA NA 70.90 49.63 NA 49.63 524.66 212.70 






















































































































































































































































































































































































































































































































Chloride, mg/I 


Sub Basin: Kantli 

BAGHOLI 


BALWAD 

BARAU 


BHOJPURA 

CHALLA 


CHHAPOLI 

Chokri 


GAONRI _ 

GOTHRA LAM BA PZ. 


GOWLA PZ. _ 

GUDA 


GUDHA GORJI 
GUHALA 


HOD _ 

JAKHORA 


KANWAT _ 

KEROT 


KHEDRON Kl DHANI 
KHOH 


LOHARWARA 

MADHOGARH 


MANDRELA 

NATAWAS 


Nayabas 


Chloride, mg/I 
2007 


Location 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

JELLO 

NA 

NA 

106.35 

226.88 

92.17 

375.77 

NA 

106.35 

NA 

63.81 

NA 

77.99 

NA 

148.89 

70.90 

56.72 

148.89 

106.35 

198.52 

63.81 

49.63 

56.72 

77.99 

NA 

49.63 

63.81 

21.27 


JHANJHA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1205.30 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KANHAWAS 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

39.00 

35.45 

49.63 

42.54 

70.90 

35.45 

42.54 

49.63 

NA 

49.63 

56.72 

56.72 

KHANDWA 

723.18 

248.15 

786.99 

NA 

907.52 

425.40 

815.35 

1006.78 

NA 

113.44 

957.15 

NA 

1077.68 

595.56 

1113.13 

397.04 

1059.96 

1098.95 

900.43 

1127.31 

1091.86 

1155.67 

1098.95 

NA 

673.55 

964.24 

1815.04 

KHARKHARA 

70.90 

106.35 

99.26 

NA 

99.26 

85.08 

127.62 

92.17 

NA 

63.81 

99.26 

NA 

56.72 

35.45 

NA 

134.71 

152.44 

134.71 

42.54 

163.07 

134.71 

297.78 

0.00 

NA 

35.45 

21.27 

163.07 

KHETRI 

326.14 

283.60 

269.42 

NA 

319.05 

283.60 

127.62 

134.71 

NA 

70.90 

120.53 

NA 

127.62 

70.90 

NA 

198.52 

88.63 

56.72 

177.25 

70.90 

63.81 

361.59 

0.00 

NA 

191.43 

28.36 

184.34 

KOHRANA 

971.33 

957.15 

836.62 

NA 

900.43 

808.26 

921.70 

886.25 

893.34 

106.35 

NA 

NA 

NA 

NA 

NA 

209.16 

116.99 

297.78 

319.05 

NA 

1176.94 

NA 

NA 

NA 

NA 

NA 

NA 

KUHARWAS 

595.56 

248.15 

99.26 

NA 

319.05 

42.54 

794.08 

155.98 

NA 

155.98 

163.07 

NA 

127.62 

155.98 

113.44 

347.41 

116.99 

177.25 

155.98 

85.08 

177.25 

304.87 

709.00 

NA 

106.35 

155.98 

163.07 

KUTINA 

163.07 

163.07 

170.16 

155.98 

148.89 

163.07 

120.53 

163.07 

177.25 

NA 

NA 

NA 

NA 

NA 

NA 

535.30 

641.65 

425.40 

163.07 

545.93 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

LAMIYA 

NA 

NA 

NA 

NA 

NA 

NA 

49.63 

92.17 

NA 

155.98 

56.72 

NA 

134.71 

42.54 

233.97 

92.17 

81.54 

92.17 

42.54 

77.99 

92.17 

85.08 

0.00 

NA 

801.17 

106.35 

106.35 

Mahawa 

NA 

NA 

340.32 

311.96 

77.99 

184.34 

NA 

163.07 

NA 

120.53 

NA 

NA 

28.36 

120.53 

184.34 

70.90 

49.63 

88.63 

46.09 

99.26 

99.26 

NA 

NA 

NA 

NA 

NA 

120.53 

MAJRA 

184.34 

49.63 

70.90 

113.44 

77.99 

85.08 

NA 

63.81 

56.72 

28.36 

127.62 

NA 

304.87 

NA 

NA 

31.91 

46.09 

120.53 

63.81 

70.90 

63.81 

70.90 

49.63 

NA 

439.58 

70.90 

70.90 

MANDHAN 

382.86 

411.22 

510.48 

404.13 

446.67 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

538.84 

NA 

NA 

840.17 

1184.03 

971.33 

1205.30 

1311.65 

1226.57 

772.81 

1184.03 

NA 

744.45 

1276.20 

1169.85 

MANDRI 

NA 

NA 

NA 

NA 

NA 

NA 

354.50 

333.23 

NA 

70.90 

70.90 

NA 

134.71 

631.01 

NA 

106.35 

88.63 

148.89 

28.36 

77.99 

177.25 

85.08 

0.00 

NA 

28.36 

1084.77 

NA 

MANKA 

411.22 

574.29 

418.31 

680.64 

652.28 

737.36 

92.17 

553.02 

113.44 

NA 

524.66 

184.34 

538.84 

205.61 

404.13 

581.38 

560.11 

446.67 

616.83 

475.03 

517.57 

283.60 

276.51 

NA 

241.06 

212.70 

205.61 

MAWADA KALAN 

NA 

NA 

120.53 

56.72 

92.17 

77.99 

NA 

70.90 

NA 

85.08 

NA 

77.99 

70.90 

212.70 

70.90 

85.08 

212.70 

333.23 


269.42 

63.81 

333.23 

163.07 

NA 

354.50 

326.14 

517.57 

MAWADA KHURD 

NA 

NA 

482.12 

439.58 

432.49 

1347.10 

NA 

1311.65 

NA 

1375.46 

NA 

645.19 

NA 

262.33 

864.98 

77.99 

475.03 

386.41 


148.89 

170.16 

170.16 

191.43 

NA 

255.24 

NA 

NA 

MEHADA JATOOWAS 

567.20 

524.66 

NA 

NA 

368.68 

276.51 

397.04 

NA 

NA 

290.69 

262.33 

NA 

361.59 

120.53 

NA 

77.99 

81.54 

1715.78 

212.70 

113.44 

35.45 

1595.25 

0.00 

NA 

92.17 

77.99 

1276.20 

MURADPUR 

163.07 

879.16 

347.41 

NA 

67.36 

425.40 

283.60 

425.40 

NA 

283.60 

361.59 

NA 

361.59 

347.41 

155.98 

1701.60 

155.98 

198.52 

99.26 

482.12 

248.15 

581.38 


NA 

304.87 

219.79 

155.98 

NAYANAGAR 

31.91 

42.54 

24.82 

24.82 

21.27 

24.82 

17.73 

NA 

28.36 

56.72 

85.08 

49.63 

14.18 

63.81 

28.36 

141.80 

70.90 

124.08 

NA 

113.44 

141.80 

60.27 

NA 

NA 


77.99 

28.36 

NAYANAGAR 

127.62 

63.81 

NA 

NA 

70.90 

106.35 

85.08 

70.90 

NA 

35.45 

56.72 

NA 

106.35 

92.17 

NA 

120.53 

138.26 

70.90 

163.07 

99.26 

106.35 

482.12 

NA 

NA 


85.08 

70.90 

NEEMRANA 

63.81 

28.36 

42.54 

35.45 

28.36 

42.54 

56.72 

35.45 

28.36 

NA 

NA 

NA 

NA 

NA 

NA 

194.98 

124.08 

177.25 

191.43 

177.25 

92.17 

453.76 

212.70 

NA 

311.96 

290.69 

141.80 

NIHALOTH 

1644.88 

1772.50 

1737.05 

NA 

1779.59 

1737.05 

106.35 

NA 

NA 

1410.91 

NA 

NA 

886.25 

NA 

758.63 

1503.08 

1506.63 

1517.26 

1609.43 

1460.54 

1488.90 

2034.83 

0.00 

NA 

709.00 

1340.01 

1276.20 

Nimod 

NA 

NA 

NA 

63.81 

70.90 

85.08 

NA 

70.90 

NA 

63.81 

NA 

NA 

77.99 

81.54 

85.08 

92.17 

99.26 

99.26 

85.08 

85.08 

106.35 

99.26 

49.63 

NA 

113.44 

106.35 

92.17 

PACHERI KALAN 

411.22 

1914.30 

1559.80 

NA 

815.35 

801.17 

460.85 

999.69 

NA 

957.15 

779.90 

NA 

864.98 

886.25 

1084.77 

1169.85 

1467.63 

1169.85 

1623.61 

2027.74 

92.17 

1963.93 

0.00 

NA 

411.22 

786.99 

517.57 

PACHERI KHURD 

829.53 

1829.22 

1602.34 

NA 

439.58 

460.85 

815.35 

1453.45 

NA 

638.10 

NA 

NA 

411.22 

1077.68 

411.22 

425.40 

1460.54 

808.26 

786.99 

1474.72 

1510.17 

1006.78 

0.00 

NA 

233.97 

1084.77 

815.35 

PAPURNA l/W 

113.44 

772.81 

0.00 

NA 

212.70 

226.88 

673.55 

163.07 

NA 

141.80 

233.97 

NA 

113.44 

70.90 

NA 

35.45 

67.36 

85.08 

241.06 

148.89 

446.67 

184.34 

NA 

NA 

70.90 

92.17 

219.79 

Patan 

NA 

NA 

404.13 

382.86 

276.51 

361.59 

NA 

170.16 

NA 

354.50 

NA 

354.50 

141.80 

212.70 

148.89 

517.57 

170.16 

457.31 

453.76 

460.85 

460.85 

560.11 

28.36 

NA 

581.38 

475.03 

311.96 

PIPLI 

35.45 

56.72 

127.62 

340.32 

233.97 

170.16 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PRATAPUR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

155.98 

180.80 

177.25 

155.98 

155.98 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RAIPUR PATAN 

NA 

NA 

163.07 

NA 

NA 

NA 

177.25 

NA 

NA 

127.62 

NA 

106.35 

NA 

418.31 

425.40 

453.76 

70.90 

460.85 

432.49 

432.49 

397.04 

659.37 

35.45 

NA 

NA 

404.13 

191.43 

SALODRA 

NA 

NA 

NA 

NA 

NA 

NA 

262.33 

NA 

NA 

212.70 

NA 

262.33 

NA 

272.97 

219.79 

NA 

389.95 

326.14 

308.42 

77.99 

326.14 

NA 

NA 

NA 

NA 

NA 

233.97 

SANTOR PZ. 

439.58 

716.09 

212.70 

NA 

241.06 

311.96 

0.00 

326.14 

NA 

687.73 

148.89 

NA 

361.59 

NA 

283.60 

NA 

386.41 

NA 

418.31 

NA 

NA 

NA 

0.00 

NA 

631.01 

NA 

NA 

SHAHJAHANPUR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

326.14 

336.78 

354.50 

326.14 

NA 

NA 

290.69 

NA 

NA 

340.32 

375.77 

283.60 

SINGHANA 

460.85 

248.15 

248.15 

NA 

212.70 

446.67 

921.70 

56.72 

NA 

NA 

496.30 

NA 

319.05 

191.43 

99.26 

198.52 

92.17 

319.05 

127.62 

361.59 

141.80 

560.11 

0.00 

NA 

333.23 

361.59 

439.58 


BAGOT Pz. 

NA 

BAKHTAWARPURA PZ. 

106.35 



35.45 

28.36 

NA 

63.81 


56.72 

NA 

77.99 

106.35 



28.36 

NA 

77.99 

99.26 



35.45 

35 

77.99 

92 



21.27 

63.81 

77.99 

56.72 


| 28.36 

134.71 

99.26 

NA 



42.54 

28.36 

56.72 

134.71 


BARSINGHPURA 

NA 

297.78 

255.24 

106.35 

581.38 

148.89 

NA 

347.41 

737.36 

NA 

NA 

189.66 


5 

99.26 

1297.47 

276.51 

53.18 

868.53 

652.28 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHADWARI 

NA 

347.41 

255.24 

35.45 

28.36 

49.63 

NA 

35.45 

70.90 

NA 

NA 

631.01 

NA| 14.1 

8 

35.45 

35.45 

35.45 

659.37 

361.59 

49.63 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


CHANWRA PZ. 

NA 

CHHAOSARI PZ. 

297.78 



120.53 

NA 


_NA 

NA 


_NA 

1091.86 



99.26 

92.17 

| 113.44 

120.53 


_NA 

NA 


70.9 

467.9 


21.27 

1545.62 



NA 

70.90 

NA 

113.44 



DULEHAPURA PZ. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GADLA KALAN 

35.45 

709.00 

NA 

NA 

148.89 

49.63 

99.26 

NA 

NA 

56.72 

NA 

NA 

NA 

28.36 

NA 

63.81 

35.45 

56.72 

63.81 

77.99 

77.99 

311.96 

NA 

NA 

70.90 

NA 

77.99 


Kerpura 

NA 

KHANDELA 

NA 


KHUDANA PZ. 

311.96 

Kotri 

NA 



_NA 

1425.09 " 


148.89 
56.72 " 


28.36 

411.22" 


_NA 

191.43 " 


42.54 
248.15 " 


198.52 
173.71" 


35.45 
602.65 " 


35.45 
120.53 " 


_NA 

21.27 " 



92.17 

106.35 

I 49.63 

63.81 


56.72 

63.81 

63.81 

141.80 


35.45 

418.31" 


_NA 

1751.23" 


49.63 

70.90 


_NA 

326.14 


276.51 

35.45 


1134.40 

NA 


850.80 

49.63 


35.45 

77.99 


_NA 

0.00 



77.99 

49.63 

35.45 

NA 



269.42 

148.89 

NA 

NA 


NA 

NA 

NA 

453.76 


MANAKSAS 

645.19 

148.89 

170.16 

NA 

198.52 

77.99 

212.70 

177.25 

NA 

163.07 

63.81 

NA 

170.16 

170.16 

NA 

177.25 

159.53 

177.25 

304.87 

184.34 

42.54 

510.48 

70.90 

NA 

538.84 

524.66 

134.71 

MANDOLI 

NA 

NA 

999.69 

155.98 

467.94 

446.67 

NA 

148.89 

NA 

432.49 

NA 

134.71 

NA 

134.71 

113.44 

113.44 

198.52 

120.53 

606.20 

85.08 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


































































































































































































































































































































































































































































































































1984 


1985 


1986 


1987 


Chloride, mg/I 


Location 


1988 


1989 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 



Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

NEEMKATHANA 

35.10 

NA 

NA 

NA 

NA 

NA 

38.64 

NA 

728.14 

40.77 

61.33 

46.09 

PACHLANGI-I 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PACHLANGI-II 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PRITAMPURA 

70.19 

NA 

NA 

NA 

NA 

NA 

73.74 

NA 

74.80 

68.06 

11.70 

124.08 

Royal 

235.03 

NA 

NA 

NA 

NA 

NA 

354.50 

NA 

381.09 

319.76 

333.59 

28.36 

SALADIPURA 

NA 

NA 

NA 

NA 

NA 

NA 

237.16 

NA 

163.43 

149.60 

60.97 

350.96 

SALWARI PZ. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SEELPUR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SEPHARAGUNWAR 

1340.72 

NA 

1239.33 

NA 

1084.42 

NA 

NA 

NA 

53.88 

NA 

NA 

NA 

SIROHI PZ. 

20.92 

NA 

NA 

NA 

NA 

NA 

17.37 

NA 

NA 

34.03 

40.77 

95.72 

TEETANWAR Pz. 

NA 

NA 

249.21 

NA 

NA 

113.80 

NA 

NA 

33.68 

67.36 

NA 

45.02 

TIWARIKABAS 

NA 

NA 

NA 

NA 

NA 

NA 

28.36 

NA 

NA 

217.66 

NA 

NA 

Sub Basin: Mendha 

ALISAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

ALODA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

ANANDPURA 

2346.79 

NA 

NA 

NA 

NA 

NA 

291.40 

NA 

244.96 

2436.83 

2320.91 

2222.72 

AOO 

NA 

NA 

NA 

3119.60 

NA 

NA 

3722.25 

NA 

3509.55 

3474.10 

3367.75 

5317.50 

ARARKA 

38.29 

4112.20 

3545.00 

3686.80 

3346.48 

3775.43 

NA 

219.79 

NA 

3849.87 

3615.90 

3686.80 

ASTIKALAN 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BABAYACHA 

NA 

NA 

NA 

134.71 

102.81 

NA 

99.26 

NA 

85.08 

170.16 

56.72 

63.81 

BADHAL 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BAGAWAS 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BAI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BAI Pz. 

56.72 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BAORI PZ. 

NA 

NA 

NA 

NA 

NA 

NA 

134.71 

NA 

54.24 

129.04 

77.99 

24.82 

BAR Kl DHANI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BARLIA 

269.42 

NA 

NA 

241.06 

230.43 

329.69 

NA 

304.87 

NA 

308.42 

404.13 

389.95 

BARSINGHPURA 

343.87 

NA 

NA 

NA 

NA 

NA 

17.73 

NA 


40.77 

734.88 

46.09 

BATLIYA 

728.14 

218.73 

113.44 

467.94 

NA 

283.60 

NA 

207.74 


1028.05 

659.37 

2793.11 

BHADUN 

NA 

NA 

NA 

638.10 

NA 

NA 

290.69 

NA 

645.19 

NA 

510.48 

517.57 

BHAINSLANA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHARNI 

29.42 

NA 

NA 

NA 

NA 

NA 

99.26 

NA 

20.21 

54.59 

21.27 

209.16 

BHOJPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BHUDOL 

99.26 

120.53 

77.99 

77.99 

49.63 

60.27 

49.63 

42.54 

49.63 

63.81 

49.63 

70.90 

BUBANI 

NA 

NA 

NA 

397.04 

212.70 

NA 

226.88 

205.61 

290.69 

319.05 

460.85 

311.96 

Danta 

NA 

NA 

NA 

NA 

NA 

NA 

105.29 

NA 

34.03 

585.28 

NA 

92.17 

DEVELIA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DHALIAWAS PZ 

98.20 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

27.30 

26.94 

34.03 

NA 

DHANI AJITGARH 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DHANI RATHORAN 

127.62 

148.89 

NA 

148.89 

163.07 

145.35 

148.89 

134.71 

141.80 

134.71 

127.62 

120.53 

DHANI RATHORAN PZ 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DHEENGPUR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DHORSAR PZ. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DUKIA 

801.17 

NA 

NA 

NA 

NA 

NA 

642.35 

NA 

735.23 

68.06 

NA 

673.55 

GAGWANA 

673.55 

631.01 

1084.77 

1162.76 

843.71 

857.89 

999.69 

999.69 

1701.60 

1290.38 

950.06 

1077.68 

GEGAL 

NA 

NA 

NA 

1630.70 

1389.64 

NA 

1389.64 

1233.66 

1205.30 

1162.76 

1191.12 

1191.12 

GHOOGHRA 

744.45 

475.03 

921.70 

496.30 

857.89 

836.62 

NA 

NA 

35.45 

39.00 

42.54 

28.36 

GIDHAWALA PZ. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

Godiawas 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GOVINDGARH 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GOVINDI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GOWATI 

382.86 

NA 

NA 

NA 

NA 

NA 

84.37 

NA 

187.89 

347.06 

NA 

237.52 

GULAB BARI 

2112.82 

2127.00 

1900.12 

2481.50 

1971.02 

2339.70 

1942.66 

1971.02 

2410.60 

2215.63 

2233.35 

1148.58 

HANSPUR PZ. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

HEERAKABAS 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

HOKAR BADI 

92.17 

92.17 

77.99 

113.44 

88.63 

NA 

595.56 

127.62 

574.29 

581.38 

148.89 

120.53 

HOSHIARA 

NA 

NA 

NA 

2027.74 

1829.22 

NA 

2056.10 

NA 

1928.48 

1800.86 

1559.80 

1276.20 

ITAWABHOPJI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JALPALI PZ. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

28.36 

JALSU,PZ. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

Jalund 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JASWANTPURA PZ. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JINWAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JORAWARNAGAR PZ. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JUGRAJPURA PZ. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

K.MANPURA PZ. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

K.RENWAL* 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KAJIPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KALADERA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KANARPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KANKRA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KATHODA 

NA 

NA 

NA 

942.97 

NA 

NA 

822.44 

NA 

843.71 

NA 

822.44 

NA 

KHARIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KHATOLI 

4395.80 

4289.45 

NA 

935.88 

NA 

NA 

NA 

NA 

NA 

155.98 

375.77 

382.86 









1 

1 







1990 | 

| 1991 | 

1 1992 | 

| 1993 | 

| 1994 | 

| 1995 | 

| 1996 | 

19 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 


Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 

51.76 34.74 48.21 NA NA 47.50 NA 40.06 NA 56.72 35.45 NA 49.63 56.72 70.90 























































































































































































































































































































































































































































































































Chloride, mg/I 


PRITAMPURA 

Royal 


TIWARIKABAS 

Sub Basin: Mendha 


ANANDPURA 

AOO 


BABAYACHA 

BADHAL 


BAI Pz. 
BAORI PZ. 


BARSINGHPURA 

BATLIYA 


BHARNI 

BHOJPURA 


BHUDOL 

BUBANI 


Danta 

DEVELIA 


DHANI RATHORAN 
DHANI RATHORAN PZ 


DUKIA 

GAGWANA 


GIDHAWALA PZ. 
Godiawas 


GOWATI 
GULAB BARI 


HANSPUR PZ. 
HEERAKABAS 


HOKAR BADI 
HOSHIARA 


JALSU,PZ. _ 

Jalund 


JASWANTPURA PZ. 
JINWAR 


JORAWARNAGAR PZ. 
JUGRAJPURA PZ. 


KAJIPURA 

KALADERA 


KATHODA 

KHARIYA 


KHATOLI 


Chloride, mg/I 
2007 


Location 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

Pre 

Monsoon 

Post 

Monsoon 

NEEMKATHANA 

NA 

NA 

92.17 

63.81 

113.44 

106.35 

NA 

148.89 

NA 

NA 

NA 

99.26 

77.99 

85.08 

163.07 

92.17 

148.89 

237.52 

216.25 

177.25 

NA 

99.26 

233.97 

NA 

NA 

NA 

NA 


PACHLANGI-I 

NA 

NA 

NA 

NA 

NA 

NA 

319.05 

NA 

NA 

340.32 

NA 

NA 

70.90 

NA 

NA 


77.99 

70.90 

63.811 NA| 


NA 

9 

9.26 

92.17 

NA 

127.62 

120.53 

NA 

PACHLANGI-II 

NA 

NA 

NA 

NA 

NA 

NA 

0.00 

NA 

NA 

NA 

NA 

NA 

NA 

106.35 

NA 

__1 

70.16 

60.27 

kuh mu 

85.08 

155.98 

iIHE 

6.35 

56.72 

NA 

NA 

NA 

NA 


NA 

NA 

NA 

411.22 


SALADIPURA 

NA 

NA 

233.97 

304.87 

311.96 

177.25 

NA 

184.34 

184.34 

NA 

NA 

418.31 

304.87 

127.62 

127.62 

42.54 

141.80 

35.45 

31.91 

148.89 

113.44 

56.72 

1049.32 

NA 

503.39 

382.86 

42.54 

SALWARI PZ. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


SEELPUR 

NA 

42.54 

120.53 

106.35 

56.72 

35.45 

NA 

42.54 

NA 

NA 

NA 

NA 

NA 

14.18 

28.36 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SEPHARAGUNWAR 

NA 

163.07 

NA 

NA 

262.33 

1049.32 

NA 

120.53 

NA 

113.44 

49.63 

NA 

354.50 

28.36 

NA 

56.72 

21.27 

120.53 

56.72 

56.72 

460.85 

205.61 

NA 

NA 

56.72 

92.17 

233.97 


SIROHI PZ. 

NA 

NA 

49.63 

49.63 

70.90 

63.81 

NA 

99.26 

NA 

70.901 NA 

NA 


70.90 

49.63 

205.61 

63.81 

77.99 

NA 

191.43 

205.61 

20 

5.61 

85.08 

NA 

233.97 

170.16 

191.43 

TEETANWAR Pz. 

63.81 

70.90 

NA 

NA 

56.72 

56.72 

177.25 


NA 


NA 


42.54 

NA 

49.63 

60.27 

198.52 

56.72 

63.81 

127.62 

14 

8.89 

70.90 

NA 

170.16 

42.54 

49.63 


ALISAR 

170.16 

ALODA 

NA 


NA 

3048.70' 


_NA 

na" 


42.54 
2516.95 " 


443.13 

35.45 


2410.60 

2375.15 


163.07 

127.62 

35.45 

49.63 


2800.55 

na" 


163.07 

28.36' 


1630.70 

na' 


1056.41 

NA 


NA 

na" 



35.45 

28.36 

28.36 

21.27 


3233.04 

NA 


4204.37 

na" 


4119.29 

na" 


77.99 

35.45 


4183.10 

NA 


| 77.99 

389.95 

28.36 

28.36 


5700.36 

na' 


28.36 

na' 


1758.32 

na' 


42.54 

56.72 

NA 

NA 


3573.36 

na" 


3892.41 

NA 



NA 

49.63 

NA 

NA 


2254.62 

na' 


49.63 

na' 


2091.55 

na' 


NA 

1269.11" 


NA 

1956.84" 


_NA 

2212.08 " 


56.72 

2311.34" 


56.72 
2906.90 " 


35.45 
2906.90 " 


850.80 

2623.30' 


_NA 

2694.20" 


1233.66 

na" 


1233.66 

na" 


2566.58 

482.12" 


1262.02 

489.21' 


1169.85 
467.94' 


1063.50 

152.44" 



56.72 

42.54 

528.21 

99.26 


99.26 

na" 


1176.94 

212.70" 


141.80 

255.24" 


77.99 

67.36 

358.05 

258.79 


_NA 

na" 


56.72 
354.50 " 


1020.96 
389.95 " 



198.52 

56.72 

333.23 

226.88 


_NA 

NA 


85.08 

545.93 


_NA 

1141.49 


1495.99 

na" 


NA 

1410.91" 


510.48 

1176.94' 


553.02 

1276.20" 


588.47 

1347.10" 


623.92 
1347.10" 


666.46 
1446.36 ' 


NA 

1006.78" 


_NA 

1173.40 " 


389.95 

1311.65' 


NA 

1517.26" 


397.04 
1637.79 " 


354.50 
2793.46 " 


297.78 
1063.50' 


_NA 

847.26 


_NA 

42.54 


85.08 

1010.33 


NA 

NA 

NA 

NA 


56.72 

1276.20' 


95.72 

1262.02" 


354.50 
485.67 " 


_NA 

na" 


74.45 
1772.50 " 


127.62 

652.28 


_NA 

49.63 


134.71 

1857.58 


NA 

NA 

24.82 

694.82 


163.07 
2070.28" 


_NA 

223.34" 


233.97 
35.45 " 


28.36 
1659.06 " 


1701.60 

60.27" 


NA 

NA 

28.36 

49.63 


134.71 
1573.98 ' 


88.63 
1396.73 " 


241.06 
120.53 ' 


95.72 

116.99' 


77.99 

1659.06' 


616.83 

92.17' 


106.35 
106.35 ' 


102.81 
1478.27 ' 


198.52 

99.26" 


95.72 
85.08" 


113.44 

1517.26" 


226.88 

95.72 


163.07 

49.63 


148.89 

1517.26 


77.99 

NA 

113.44 

35.45 


173.71 

1581.07' 


233.97 

1701.60 


623.92 
74.45 " 


35.45 
70.90 " 


219.79 
3828.60" 


9.63 

42.5 

7.99 

42.5 


5267.87 

141.80 


191.43 

63.81 


233.97 

70.90 


92.17 

NA 


_NA 

1418.00 


_NA 

NA 


NA 

NA 

1779.59 

524.66 


K.MANPURA PZ. 

191.43 

K.RENWAL* 

141.80 



106.35 

141.80" 


_NA 

2467.32 " 


85.08 

na" 


_NA 

177.25 


_NA 

1240.75 


_NA 

NA 


NA 

NA 

NA 

NA 


63.81 

NA 

141.80 

170.16 


_NA 

na" 


_NA 

1737.05 " 


3899.50 
60.27 " 


_NA 

1588.16 


226.88 

148.89 


_NA 

na" 


_NA 

5317.50" 


77.99 

na" 


_NA 

63.81" 


56.72 

21.27" 


NA 

56.72 " 


NA 

1744.14" 


NA 

na" 


NA 

99.26 " 


155.98 
106.35 " 


_NA 

28.36 " 


_NA 

4537.60 " 


_NA 

na" 


_NA 

198.52 " 


212.70 
63.81" 


_NA 

304.87 


_NA 

8224.40 


_NA 

NA 


_NA 

864.98 


99.26 

141.80 



NA 

NA 

432.49 

NA 


NA 

NA 

1914.30 

2360.97 



NA 

NA 

j 141.80 

290.69 



NA 

NA 

NA 

496.30 


j NA 

NA 

1623.61 

709.00 


_NA 

63.81" 


_NA 

127.62 " 


113.44 

na" 


_NA 

1878.85 " 


588.47 
77.99 " 


NA 

56.72" 


NA 

801.17" 


1325.83 

na" 


NA 

1616.52" 


411.22 
77.99 " 


_NA 

35.45 


_NA 

1382.55 


_NA 

NA 


_NA 

950.06 


85.08 

106.35 


592.02 

272.97' 


4856.65 



432.49 

251.70' 


5494.75 


397.04 

297.78 


4342.63 



_NA 

1155.67 " 


258.79 


294.24 

1219.48" 


297.78 


77.99 

NA 


2368.06 

NA 


ARARKA 

2049.01 

1134.40 

737.36 

733.82 

666.46 

588.47 

1985.20 

2112.82 

NA 

2545.31 

1701.60 

716.09 

39.00 

262.33 

NA 

365.14 

NA 

1786.68 

1843.40 

1318.74 

1382.55 

2463.78 

446.67 

NA 

790.54 

822.44 

NA 

ASTIKALAN 

170.16 

NA 

301.33 

49.63 

144.64 

198.52 

127.62 

92.17 

28.36 

70.90 

42.54 

127.62 

49.63 

124.08 

148.89 

85.08 

28.36 

28.36 

475.03 

163.07 

49.63 

127.62 

106.35 

NA 

42.54 

42.54 

77.99 


BAGAWAS 

467.94 

NA 

212.70 

1028.05 

375.77 

2552.40 

389.95 

191.43 

85.08 

893.34 

77.99 

723.18 

365.14 

141.80 

3530.82 

49.63 

411.22 

347.41 

1644.88 

35.45 

49.63 

21.27 

5558.56 

NA 

85.08 

262.33 

2892.72 

BAI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

113.44 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

63.81 

42.54 


BAR Kl DHANI 

NA 

85.08 

NA 

NA 

NA 

NA 

NA 

NA 

70.90 

56.72 

56.72 

56.72 

56.72 

49.63 

49.63 

56.72 

28.36 

99.26 

28.36 

77.99 

35.45 

42.54 

56.72 

NA 

42.54 

35.45 

NA 

BARLIA 

319.05 

453.76 

524.66 

485.67 

485.67 

460.85 

425.40 

432.49 

NA 

397.04 

180.80 

56.72 

283.60 

35.45 

56.72 

560.11 

NA 

NA 

531.75 

570.75 

602.65 

567.20 

694.82 

NA 

609.74 

141.80 

283.60 


49.63 

1127.31' 


BHADUN 

1120.22 

1063.50 

1013.87 

779.90 

843.71 

602.65 

2389.33 

599.11 

581.38 

560.11 

521.12 

326.14 

475.03 

503.39 

506.94 

521.12 

560.11 

560.11 

531.75 

588.47 

584.93 

425.40 

666.46 

NA 

595.56 

304.87 

304.87 

BHAINSLANA 

219.79 

NA 

141.80 

155.98 

3176.32 

NA 

NA 

113.44 

553.02 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

148.89 

553.02 


545.93 

49.63 

170.16 

347.41 


DHALIAWAS PZ 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DHANI AJITGARH 

NA 

NA 

77.99 

70.90 

NA 

NA 

NA 

70.90 

NA 

106.35 

NA 

28.36 

NA 

24.82 

63.81 

28.36 

70.90 

42.54 

35.45 

28.36 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


DHEENGPUR 

NA 

35.45 

NA 

42.54 

28.36 

35.45 

NA 

NA 

28.36 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DHORSAR PZ. 

63.81 

NA 

77.99 

56.72 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


340.32 
2183.72 ' 


GEGAL 

2233.35 

2389.33 

2570.13 

2176.63 

2339.70 

2375.15 

2226.26 

2286.53 

NA 

2524.04 

2410.60 

2204.99 

2020.65 

2006.47 

843.71 

1871.76 

620.38 

NA 

NA 

NA 

843.71 

1049.32 

659.37 

NA 

1063.50 

404.13 

616.83 

GHOOGHRA 

39.00 

17.73 

21.27 

21.27 

NA 

NA 

NA 

21.27 

NA 

28.36 

709.00 

311.96 

141.80 

134.71 

92.17 

85.08 

NA 

63.81 

92.17 

85.08 

67.36 

49.63 

85.08 

NA 

241.06 

354.50 

134.71 


GOVINDGARH 

163.07 

NA 

163.07 

1127.31 

155.98 

233.97 

205.61 

113.44 

70.90 

233.97 

49.63 

141.80 

187.89 

170.16 

92.17 

85.08 

70.90 

63.81 

92.17 

49.63 

1722.87 

92.17 

106.35 

NA 

35.45 

276.51 

170.16 

GOVINDI 

450.22 

4165.38 

4378.08 

4537.60 

4537.60 

NA 

NA 

6310.10 

5884.70 

5033.90 

5955.60 

5175.70 

NA 

NA 

NA 

411.22 

333.23 

3545.00 

4502.15 

NA 

3261.40 

3545.00 

2906.90 

NA 

822.44 

524.66 

4963.00 


NA 

NA 

42.54 

92.17 


233.97 

1729.96 


ITAWABHOPJI 

35.45 

NA 

113.44 

127.62 

49.63 

375.77 

120.53 

106.35 

99.26 

219.79 

92.17 

120.53 

164.84 

198.52 

92.17 

113.44 

212.70 

49.63 

42.54 

957.15 

134.71 

77.99 

49.63 

NA 

319.05 

538.84 

42.54 

JALPALI PZ. 

NA 

NA 

NA 

70.90 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

120.53 

113.44 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 



NA 

NA 

35.45 

1290.38 


KANARPURA 

NA 

NA 

NA 

NA 

NA 

NA 

843.71 

28.36 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

92.17 

510.48 

KANKRA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

85.08 

63.81 

432.49 

63.81 

70.90 

829.53 

63.81 

233.97 

92.17 

467.94 

404.13 

70.90 

432.49 

432.49 

616.83 

NA 

758.63 

432.49 

631.01 


382.86 

1347.10' 


276.51 


248.15 

2573.67 


163.07 
































































































































































































































































































































































































































































































































1984 


1985 


1986 


1987 


Chloride, mg/I 


Location 


1988 


1989 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 



Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

KHEJRAULI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KHORSINA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KUCHIL 

326.14 

255.24 

NA 

262.33 

184.34 

145.35 

127.62 

NA 

113.44 

70.90 

127.62 

141.80 

LADPURA PZ. 

NA 

NA 

NA 

NA 

NA 

NA 

28.36 

NA 

NA 

NA 

NA 

NA 

LAKHNI PZ. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

LALASAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

LAMPAWA PZ. 

125.85 

NA 

NA 

NA 

NA 

NA 

134.71 

NA 

129.39 

129.04 

141.80 

124.08 

LOHAGAL 

NA 

NA 

NA 

503.39 

411.22 

NA 

411.22 

397.04 

382.86 

361.59 

361.59 

361.59 

MADNI PZ. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MAHAROLI PZ. 

308.42 

NA 

NA 

NA 

NA 

NA 

312.32 

NA 

353.79 

190.37 

NA 

152.44 

MAMANA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MANDA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MANDHA 

666.46 

NA 

NA 

NA 

NA 

NA 

631.72 

NA 

156.69 

156.69 

149.60 

155.98 

MANDHA(BHINDA) 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MANGLANA 

609.74 

673.55 

673.55 

850.80 

1272.66 

588.47 

670.01 

482.47 

478.58 

NA 

694.82 

145.70 

MANPURA 

NA 

NA 

NA 

631.01 

NA 

NA 

574.29 

NA 

567.20 

NA 

560.11 

574.29 

MAROTH 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

816.77 

840.52 

MAU 

NA 

NA 

NA 

NA 

NA 

NA 

49.63 

NA 

247.80 

170.16 

191.43 

159.53 

MINDA 

197.10 

101.03 

92.17 

NA 

141.80 

120.53 

872.07 

368.33 

47.15 

155.98 

NA 

375.06 

MITHRI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

716.09 

743.39 

MOTLAWAS 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MUHANA 

367.26 

316.57 

304.87 

340.32 

269.42 

60.27 

292.46 

60.27 

138.26 

269.42 

73.38 

NA 

MUNDRO 

19.85 

NA 

NA 

NA 

NA 

NA 

13.47 

NA 

34.03 

258.43 

21.27 

21.27 

NAGAL 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NARWAR 

1460.54 

1418.00 

1322.29 

1269.11 

1262.02 

1127.31 

1134.40 

1077.68 

1035.14 

1262.02 

1020.96 

992.60 

NAWA 

NA 

841.94 

829.53 

NA 

1857.58 

1800.86 

1361.28 

1419.06 

1563.35 

1545.62 

2450.30 

1667.57 

NIMERA 

119.47 

NA 

NA 

NA 

NA 

NA 

63.81 

NA 

27.30 

115.57 

122.30 

124.08 

NOSAL 

5601.10 

4821.20 

NA 

524.66 

5175.70 

4360.35 

4076.75 

3580.45 

3509.55 

3190.50 

4502.15 

3828.60 

NOSAR 

NA 

NA 

NA 

NA 

NA 

NA 

538.84 

NA 

NA 

NA 

NA 

NA 

PACHKODIYA* 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PALARA 

1068.46 

963.18 

857.89 

893.34 

850.80 

102.81 

957.15 

989.76 

1226.57 

1389.64 

1504.14 

1889.84 

Palsana 

108.83 

NA 

NA 

NA 

NA 

NA 

18.08 

NA 

81.54 

60.97 

NA 

35.45 

PANCHOTA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PANER 

893.34 

1020.96 

NA 

843.71 

836.62 

907.52 

921.70 

935.88 

978.42 

978.42 

1028.05 

1063.50 

PARBATSAR 

272.26 

269.42 

304.87 

319.05 

308.42 

248.15 

276.51 

160.94 

290.69 

255.24 

272.26 

249.92 

PIPLAD 

156.69 

154.92 

170.16 

191.43 

223.34 

138.26 

1.77 

147.47 

155.98 

170.16 

231.49 

2292.91 

PIPLIKABAS PZ. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PRITHVIPURA PZ. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

88.63 

PUR.KI DHANI PZ. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PUROHITKABAS Pz 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

R.KISANPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RALAWATA PZ. 

49.28 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RAMGARH 

NA 

NA 

NA 

63.81 

NA 

NA 

70.90 

NA 

0.00 

NA 

NA 

NA 

RAMGARH 

56.72 

NA 

NA 

NA 

NA 

NA 

108.83 

NA 

NA 

2559.14 

NA 

NA 

RAMGARH PZ. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RAMNER DHANI 

NA 

NA 

NA 

1715.78 

1077.68 

NA 

1049.32 

NA 

893.34 

1573.98 

NA 

1091.86 

Ringus 

30.49 

NA 

NA 

NA 

NA 

NA 

35.45 

NA 

34.03 

34.03 

35.45 

24.82 

ROHINDI 

156.69 

NA 

NA 

155.98 

NA 

63.81 

63.81 

46.79 

NA 

49.63 

173.71 

76.22 

RUPANGARH 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SALEMABAD 

964.24 

1098.95 

NA 

1545.62 

1531.44 

1531.44 

1531.44 

1460.54 

1503.08 

1176.94 

1141.49 

1162.76 

SAMBHER 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SANODIA 

NA 

NA 

NA 

1006.78 

1020.96 

NA 

1701.60 

0.00 

999.69 

992.60 

1049.32 

1162.76 

SARGOTH 

34.03 

NA 

NA 

NA 

NA 

NA 

81.54 

NA 

27.30 

20.56 

28.36 

39.00 

SEWAKIDHANI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SHYAMPURA 

81.54 

94.30 

113.44 

85.08 

404.13 

372.23 

287.15 

241.06 

287.15 

701.91 

298.84 

361.24 

SRIMADHOPUR PZ. 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

Suliawas 

42.54 

NA 

NA 

NA 

NA 

NA 

28.01 

NA 

34.03 

47.50 

NA 

28.36 

Surera 

99.26 

NA 

NA 

NA 

NA 

NA 

91.11 

NA 

74.80 

81.54 

81.54 

77.99 

SURSINGPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SURSURA 

170.16 

134.71 

NA 

163.07 

248.15 

163.07 

127.62 

NA 

241.06 

99.26 

134.71 

85.08 

TONKRA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

TYOD 

NA 

NA 

NA 

163.07 

NA 

NA 

517.57 

NA 

127.62 

NA 

134.71 

113.44 

UJOU 

1942.66 

1843.40 

NA 

4041.30 

3899.50 

3952.68 

2027.74 

1815.04 

3545.00 

3580.45 

1701.60 

2098.64 

VIJAIPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

River Basin: Sukli 

Sub Basin: Sukli 

ANADARA 

115.57 

115.57 

NA 

113.44 

95.72 

88.63 

92.17 

NA 

80.83 

NA 

99.26 

91.11 

ASSAWA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BARMAN 

37.58 

50.34 

NA 

53.18 

46.09 

46.09 

46.09 

45.02 

40.41 

NA 

56.72 

40.41 

BHATTANA 

17.02 

57.78 

NA 

46.09 

46.09 

35.45 

42.54 

27.65 

57.43 

NA 

56.72 

64.17 

DABANI 

176.90 

151.73 

NA 

180.80 

180.80 

173.71 

180.80 

166.62 

154.92 

NA 

215.54 

165.20 

DADARLA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DANTRAI 

197.46 

86.50 

NA 

NA 

88.63 

56.72 

77.99 

41.83 

50.69 

NA 

85.08 

97.84 

DATTANI 

176.90 

72.32 

NA 

95.72 

35.45 

35.45 

39.00 

41.83 

70.90 

NA 

35.45 

37.22 









1 

1 







1990 | 

| 1991 | 

1 1992 | 

| 1993 | 

| 1994 | 

| 1995 | 

| 1996 | 

19 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 


Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 

335.36 141.45 67.36 NA 20.56 NA 39.00 54.95 62.39 NA 70.90 NA NA 42.54 77.99 















































































































































































































































































































































































































































































































Location 

97 

Post 

Monsoon 

KHEJRAULI 

70.90 

KHORSINA 

786.99 

KUCHIL 

124.08 

LADPURA PZ. 

NA 

LAKHNI PZ. 

NA 

LALASAR 

99.26 

LAMPAWA PZ. 

NA 

LOHAGAL 

606.20 

MADNI PZ. 

NA 

MAHAROLI PZ. 

NA 

MAMANA 

2665.84 

MANDA 

NA 

MANDHA 

NA 

MANDHA(BHINDA) 

0.00 

MANGLANA 

248.15 

MANPURA 

NA 

MAROTH 

439.58 

MAU 

NA 

MINDA 

694.82 

MITHRI 

613.29 

MOTLAWAS 

NA 

MUHANA 

134.71 

MUNDRO 

NA 

NAGAL 

NA 

NARWAR 

989.06 

NAWA 

1985.20 

NIMERA 

NA 

NOSAL 

3775.43 

NOSAR 

NA 

PACHKODIYA* 

41831.00 

PALARA 

2297.16 

Palsana 

NA 

PANCHOTA 

744.45 

PANER 

1584.62 

PARBATSAR 

393.50 

PIPLAD 

35.45 

PIPLIKABAS PZ. 

113.44 

PRITHVIPURA PZ. 

NA 

PUR.KI DHANI PZ. 

397.04 

PUROHITKABAS Pz 

NA 

R.KISANPURA 

35.45 

RALAWATA PZ. 

NA 

RAMGARH 

372.23 

RAMGARH 

NA 

RAMGARH PZ. 

NA 

RAMNER DHANI 

3254.31 

Ringus 

NA 

ROHINDI 

99.26 

RUPANGARH 

1240.75 

SALEMABAD 

893.34 

SAMBHER 

1786.68 

SANODIA 

900.43 

SARGOTH 

NA 

SEWAKIDHANI 

NA 

SHYAMPURA 

677.10 

SRIMADHOPUR PZ. 

NA 

Suliawas 

NA 

Surera 

NA 

SURSINGPURA 

191.43 

SURSURA 

63.81 

TONKRA 

173.71 

TYOD 

127.62 

UJOU 

581.38 

VIJAIPURA 

35.45 


Chloride, mg/I 


Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 


River Basin: Sukli 


Sub Basin: Sukli 

ANADARA 


NA 

106.35 

85.08 

63.81 

155.98 

85.08 

28.36 

42.54 

70.90 

77.99 

NA 

124.08 

2056.10 

836.62 

921.70 

808.26 

1106.04 

99.26 

191.43 

255.24 

163.07 

92.17 

166.62 

49.63 

42.54 

35.45 

49.63 

531.75 

31.91 

35.45 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

77.99 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

290.69 

375.77 

1290.38 

35.45 

35.45 

56.72 

127.62 

886.25 

248.15 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

765.72 

737.36 

467.94 

NA 

368.68 

276.51 

255.24 

NA 

255.24 

187.89 

177.25 

134.71 

141.80 

56.72 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

113.44 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

248.15 

588.47 

1460.54 

921.70 

907.52 

70.90 

489.21 

595.56 

666.46 

70.90 

NA 

106.35 

475.03 

106.35 

NA 

NA 

212.70 

248.15 

NA 

276.51 

42.54 

NA 

120.53 

NA 

NA 

NA 

NA 

NA 

262.33 

NA 

85.08 

2020.65 

709.00 

NA 

28.36 

106.35 

127.62 

NA 

NA 

258.79 

301.33 

NA 

439.58 

NA 

NA 

411.22 

439.58 

567.20 

460.85 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

833.08 

673.55 

177.25 

389.95 

NA 

NA 

1113.13 

1340.01 

113.44 

751.54 

NA 

283.60 

177.25 

NA 

NA 

NA 

219.79 

NA 

212.70 

NA 

496.30 

2424.78 

1063.50 

1311.65 

NA 

NA 

659.37 

701.91 

1077.68 

205.61 

666.46 

620.38 

616.83 

751.54 

NA 

NA 

425.40 

545.93 

857.89 

567.20 

347.41 

382.86 

553.02 

56.72 

460.85 

NA 

42.54 

1240.75 

113.44 

NA 

NA 

191.43 

113.44 

191.43 

NA 

NA 

148.89 

141.80 

163.07 

212.70 

NA 

425.40 

35.45 

NA 

NA 

NA 

28.36 

NA 

28.36 

NA 

NA 

NA 

39.00 

NA 

NA 

NA 

49.63 

NA 

28.36 

NA 

1063.50 

1013.87 

1098.95 

1098.95 

1162.76 

1106.04 

1212.39 

NA 

1205.30 

709.00 

1893.03 

1800.86 

1871.76 

758.63 

NA 

NA 

1871.76 

2708.38 

2084.46 

1134.40 

NA 

NA 

63.81 

NA 

NA 

NA 

35.45 

99.26 

35.45 

NA 

5317.50 

3545.00 

5778.35 

3225.95 

5530.20 

3296.85 

5033.90 

3814.42 

5937.88 

4945.28 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

801.17 

538.84 

1389.64 

42.54 

567.20 

120.53 

744.45 

900.43 

489.21 

2431.87 

2268.80 

2084.46 

2552.40 

NA 

NA 

1630.70 

255.24 

3615.90 

4466.70 

NA 

35.45 

49.63 

42.54 

NA 

NA 

49.63 

NA 

42.54 

NA 

783.45 

755.09 

836.62 

765.72 

NA 

NA 

716.09 

758.63 

801.17 

35.45 

1737.05 

1772.50 

1896.58 

NA 

2091.55 

2020.65 

319.05 

368.68 

393.50 

35.45 

531.75 

577.84 

538.84 

588.47 

NA 

NA 

241.06 

163.07 

170.16 

177.25 

49.63 

56.72 

623.92 

77.99 

NA 

NA 

NA 

106.35 

262.33 

35.45 

NA 

NA 

49.63 

85.08 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

49.63 

588.47 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

92.17 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

99.26 

106.35 

102.10 

70.90 

134.71 

134.71 

127.62 

56.72 

42.54 

56.72 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

i 340.32 

347.41 

269.42 

251.70 

248.15 

262.33 

269.42 

290.69 

NA 

NA 

NA 

184.34 

212.70 

49.63 

283.60 

NA 

170.16 

411.22 

241.06 

NA 

475.03 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

3729.34 

4448.98 

2924.63 

2960.08 

3030.98 

2694.20 

3917.23 

NA 

737.36 

726.73 

NA 

141.80 

134.71 

NA 

NA 

70.90 

35.45 

NA 

NA 

NA 

95.72 

113.44 

538.84 

127.62 

NA 

NA 

NA 

106.35 

205.61 

99.26 

NA 

120.53 

159.53 

NA 

166.62 

NA 

1393.19 

1488.90 

1418.00 

1418.00 

1262.02 

1134.40 

1084.77 

900.43 

996.15 

1332.92 

1113.13 

NA 

1141.49 

1098.95 

NA 

850.80 

177.25 

70.90 

2729.65 

1602.34 

28.36 

233.97 

283.60 

99.26 

886.25 

875.62 

989.06 

1035.14 

1375.46 

1389.64 

1205.30 

NA 

1566.89 

1347.10 

NA 

56.72 

106.35 

NA 

NA 

NA 

28.36 

NA 

NA 

NA 

NA 

77.99 

85.08 

155.98 

113.44 

NA 

NA 

NA 

NA 

NA 

581.38 

645.19 

723.18 

616.83 

NA 

NA 

553.02 

595.56 

638.10 

638.10 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

56.72 

35.45 

28.36 

177.25 

49.63 

NA 

NA 

35.45 

42.54 

28.36 

70.90 

56.72 

184.34 

304.87 

170.16 

NA 

NA 

21.27 

262.33 

297.78 

NA 

17.73 

219.79 

829.53 

1914.30 

836.62 

843.71 

120.53 

170.16 

850.80 

134.71 

134.71 

152.44 

134.71 

191.43 

134.71 

85.08 

NA 

145.35 

131.17 

194.98 

194.98 

223.34 

241.06 

248.15 

226.88 

237.52 

NA 

233.97 

421.86 

258.79 

248.15 

237.52 

170.16 

166.62 

NA 

56.72 

NA 

120.53 

131.17 

1184.03 

1297.47 

1793.77 

1102.50 

1708.69 

319.05 

177.25 

NA 

2063.19 

2183.72 


ASSAWA 

864.98 

BARMAN 

49.63 

BHATTANA 

56.72 

DABANI 

NA 

DADARLA 

120.53 

DANTRAI 

35.45 

DATTANI 

77.99 



489.21 

382.86 

49.63 

134.71 

42.54 

35.45 

297.78 

269.42 

92.17 

99.26 

212.70 

191.43 

70.90 

63.81 



304.87 

283.60 

63.81 

NA 

28.36 

NA 

248.15 

NA 


Pre 

Monsoon 

113.44 


694.82 

24.82 


_NA 

NA 


35.45 

NA 


184.34 

NA 


_NA 

971.33 


0.00 

NA 


_NA 

517.57 


_NA 

1332.92 


63.81 

226.88 


567.20 

1098.95 


226.88 

85.08 


_NA 

857.89 


1602.34 

NA 


6132.85 

NA 


205.61 

3119.60 


17.73 

744.45 


88.63 

248.15 


49.63 

NA 


_NA 

NA 


63.81 

92.17 


_NA 

NA 


177.25 

NA 


744.45 

148.89 


_NA 

1283.29 


1134.40 

2502.77 


1545.62 

141.80 


_NA 

NA 


_NA 

35.45 


1028.05 

NA 


198.52 

1127.31 


155.98 

2268.80 


177.25 



269.42 

301.68 

56.72 

63.10 

21.27 

28.01 

262.33 

233.62 

120.53 

126.20 

354.50 

154.21 

63.81 

140.38 



03_ 

Post 

Monsoon 

212.70 


Chloride, mg/I 


2004 i 

j 2005 | 

| 2006 | 

| 2007 | 

| 2008 j 

! 2009 | 

| 2010 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

255.24 

42.54 

63.81 

28.36 

49.63 

49.63 

92.17 

35.45 

1382.55 

63.81 

NA 

0.00 

21.27 

63.81 























































































































































































































































































































































































































































































































1984 


1985 


1986 


1987 


Chloride, mg/I 


Location 


1988 


1989 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 


Pre 


Post 



Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

DEROL 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DHOLPURA 

299.55 

375.77 

NA 

272.97 

269.42 

280.06 

237.52 

201.36 

138.26 

NA 

141.80 

134.71 

GULABGANJ 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

HATHAL 

54.59 

29.07 

NA 

21.27 

138.26 

14.18 

187.89 

211.99 

33.68 

NA 

7.09 

23.75 

JAMTHA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

JIRAWAL 

142.86 

151.73 

NA 

138.26 

180.80 

170.16 

113.44 

117.69 

97.84 

NA 

113.44 

118.05 

JOLPUR 

61.33 

57.78 

NA 

67.36 

85.08 

81.54 

49.63 

56.01 

91.11 

NA 

92.17 

74.09 

LUNOL 

238.22 

310.90 

NA 

251.70 

223.34 

233.97 

311.96 

242.12 

252.76 

NA 

262.33 

252.76 

MAGRIWARA 

23.75 

29.07 

NA 

21.27 

24.82 

28.36 

28.36 

38.64 

43.96 

NA 

42.54 

37.22 

MAKAWAL 

40.77 

72.32 

NA 

60.27 

53.18 

63.81 

NA 

52.82 

53.88 

NA 

56.72 

47.15 

MALIPURA 

34.03 

36.16 

NA 

17.73 

31.91 



38.64 

43.96 

NA 


44.31 

MANDAR 

102.10 

115.57 

NA 

155.98 

74.45 

116.99 

77.99 

95.01 

60.62 

NA 

163.07 

141.45 

MITTAN 

176.90 

166.26 

NA 

166.62 

212.70 

194.98 

269.42 

347.41 

374.00 

NA 

446.67 

410.87 

MT. ABU 

102.10 

107.41 

NA 

113.44 

99.26 

113.44 

102.81 

104.22 

80.83 

NA 

129.39 

127.98 

NAGANI 

275.80 

339.61 

NA 

336.78 

205.61 

404.13 

535.30 

105.29 

151.73 

NA 

127.62 

148.18 

PALRI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PALRI KHEDA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PAMERA P/Z 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PITHAPURA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RAJ GARH 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

REODAR 

578.54 

NA 

NA 

237.52 

NA 

NA 

308.42 

305.58 

350.25 

NA 

219.79 

286.44 

SANWARA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SIRODI 

149.60 

303.45 

NA 

NA 

145.35 

131.17 

145.35 

308.77 

491.69 

NA 

304.87 

141.45 

TOKRA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

UDWARIYA P/Z 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

River Basin: West Banas 

Sub Basin: West Banas 

ABU ROAD 

585.28 

644.48 

NA 

698.37 

609.74 

645.19 

808.26 

823.50 

886.25 

NA 

1020.96 

966.72 

ACHALGARH 

27.30 

35.80 

NA 

35.45 

35.45 

31.91 

46.09 

34.74 

33.68 

NA 

42.54 

43.96 

AJARI 

374.35 

376.12 

NA 

375.77 

354.50 

NA 

336.78 

NA 

377.54 

NA 

347.41 

316.57 

AKARABHATTA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

AMU 

20.56 

21.62 

NA 

127.62 

28.36 

NA 

31.91 

55.66 

108.83 

NA 

21.27 

23.75 

AMTHALLA 

326.85 

400.94 

NA 

354.50 

315.51 

319.05 

251.70 

173.71 

175.12 

NA 

191.43 

188.59 

ARASANA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BANAS 

292.82 

198.87 

NA 

116.99 

262.33 

NA 

368.68 

416.89 

193.91 

NA 

283.60 

370.45 

BHARJA 

95.36 

144.64 

NA 

109.90 

202.07 

116.99 

173.71 

121.59 

91.11 

NA 

106.35 

124.78 

BHIMANA 

163.43 

NA 

NA 

141.80 

134.71 

134.71 

NA 

NA 

127.97 

NA 

127.62 

121.24 

BHULA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

BIRWARA 

462.98 

296.36 

NA 

503.39 

361.59 

425.40 

336.78 

288.21 

154.92 

NA 

283.60 

131.52 

CHANAR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

CHANDELA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

CHAN DRAW ATI 

190.72 

NA 

NA 

198.52 

205.61 

202.07 

205.61 

NA 

161.65 

NA 

163.07 

148.18 

CHANWARU 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

DELDAR 

360.88 

422.56 

NA 

340.32 

340.32 

329.69 

375.77 

357.69 

323.30 

NA 

475.03 

347.06 

DELWARA 

122.66 

75.15 

NA 

88.63 

106.35 

95.72 

88.63 

121.59 

235.74 

NA 

127.62 

127.98 

DERI 

61.33 

60.97 

NA 

74.45 




55.66 

60.62 

NA 


50.69 

DHANARI 

129.39 

123.01 

NA 

88.63 


NA 

00 

q 

LO 

00 

83.31 

70.90 

NA 


91.82 

GANKA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

GIRWAR 

64.52 

78.70 

NA 

79.41 

63.81 

77.99 

70.90 

65.94 

42.54 

NA 

85.08 

70.90 

JHADOU 

176.90 

303.81 

NA 

343.87 

233.97 

308.42 

241.06 

243.19 

222.27 

NA 


80.83 

KACHHOU 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


NA 

KAMBOI 

115.57 

144.64 

NA 

102.81 

NA 

102.81 

106.35 

100.68 

NA 

NA 

97.13 

87.56 

KHAKHARWARA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KIVERU (RLY.STN.) 

102.10 

NA 

NA 

659.37 

NA 

705.46 

662.92 

726.02 

724.24 

NA 

42.54 

552.31 

KIVERU (VILLAGE) 

102.10 

NA 

NA 

124.08 

134.71 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KODARLA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KOJRA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

KYARI 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

LOTANA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MALERA 

170.16 

115.57 

NA 

163.07 

159.53 

NA 

155.98 

125.14 

115.21 

NA 

42.54 

67.36 

MANDWARA 

74.80 

72.32 

NA 

67.36 

63.81 

85.08 

262.33 

138.96 

239.29 

NA 

184.34 

255.95 

MANPUR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MAWAL 

51.05 

49.98 

NA 

49.63 

56.72 

56.72 

53.18 

55.66 

53.88 

NA 

49.63 

64.17 

MORES 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MORTHALLA 

NA 

NA 

NA 

428.95 

60.27 

326.14 

283.60 

180.80 

NA 

NA 

233.97 

272.97 

MOUNT ABU 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MUDARLA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MUNGTHALLA 

61.33 

NA 

NA 

60.27 

361.59 

63.81 

63.81 

65.94 

74.09 

NA 

77.99 

70.90 

NANARWARA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NANDIYA 

81.54 

115.57 

NA 

63.81 

39.00 

35.45 

42.54 

38.29 

64.16 

NA 

113.44 

50.69 

NAYA SANWARA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NICHALAGARH 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NITORA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

ODE 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


_1990_1991_1992_1993_1994_1995_1996_19 

Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre Post Pre 

Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 

NA NA NA NA NA NA NA NA NA NA NA NA NA NA 21.27 



























































































































































































































































































































































































































































































































97 


Chloride, mg/I 


2000 


2001 


2002 


Location 


DEROL _ 

DHOLPURA 

GULABGANJ 

HATHAL 

JAMTHA 

JIRAWAL 

JOLPUR 

LUNOL _ 

MAGRIWARA 

MAKAWAL 

MALIPURA 

MANDAR 

MITTAN 

MT. ABU 

NAGANI 

PALRI _ 

PALRI KHEDA 
PAMERA P/Z 
PITHAPURA 
RAJ GARH 
REODAR 
SANWARA 

SIRODI _ 

TOKRA _ 

UDWARIYA P/Z 


Post 

Monsoon 


1998 


Pre 

Monsoon 


Post 

Monsoon 


1999 


Pre 

Monsoon 


Post 

Monsoon 


Pre 

Monsoon 


Post 

Monsoon 


Pre 

Monsoon 


Post 

Monsoon 


Pre 

Monsoon 


Post 

Monsoon 


Pre 

Monsoon 


42.54 


70.90 


NA 


56.72 


49.63 


28.36 


49.63 


42.54 


NA 


85.08 


48.92 


42.54 


304.87 


297.78 


NA 


382.86 


255.24 


134.71 


134.71 


170.16 


NA 


163.07 


196.39 


226.88 


63.81 


42.54 


NA 


42.54 


49.63 


49.63 


42.54 


63.81 


NA 


106.35 


91.11 


63.81 


35.45 


49.63 


NA 


28.36 


28.36 


85.08 


28.36 


56.72 


NA 


42.54 


56.01 


63.81 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


35.10 


35.45 


141.80 


85.08 


NA 


134.71 


177.25 


177.25 


163.07 


205.61 


NA 


212.70 


189.66 


177.25 


70.90 


70.90 


NA 


70.90 


77.99 


99.26 


77.99 


106.35 


NA 


77.99 


76.93 


170.16 


397.04 


NA 


NA 


361.59 


319.05 


319.05 


460.85 


389.95 


NA 


389.95 


378.96 


311.96 


49.63 


49.63 


NA 


42.54 


49.63 


42.54 


49.63 


56.72 


NA 


49.63 


35.10 


35.45 


85.08 


49.63 


NA 


35.45 


42.54 


49.63 


42.54 


70.90 


NA 


28.36 


27.30 


35.45 


35.45 


49.63 


NA 


42.54 


49.63 


42.54 


56.72 


56.72 


NA 


49.63 


63.81 


63.81 


1474.72 


163.07 


NA 


127.62 


120.53 


NA 


99.26 


106.35 


106.35 


163.07 


138.26 


177.25 


482.12 


581.38 


NA 


333.23 


361.59 


255.24 


801.17 


340.32 


524.66 


623.92 


616.83 


368.68 


NA 


NA 


NA 


120.53 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


680.64 


389.95 


NA 


531.75 


538.84 


517.57 


496.30 


460.85 


439.58 


460.85 


460.85 


560.11 


205.61 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


21.27 


92.17 


NA 


99.26 


14.18 


155.98 


163.07 


155.98 


262.33 


155.98 


163.07 


148.89 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


574.29 


347.41 


NA 


333.23 


297.78 


319.05 


326.14 


340.32 


439.58 


389.95 


425.40 


460.85 


233.97 


283.60 


NA 


269.42 


255.24 


226.88 


219.79 


248.15 


262.33 


233.97 


248.15 


276.51 


NA 


311.96 


NA 


354.50 


368.68 


326.14 


255.24 


283.60 


205.61 


226.88 


248.15 


219.79 


NA 


297.78 


NA 


212.70 


198.52 


177.25 


163.07 


219.79 


212.70 


191.43 


113.44 


35.45 


NA 


42.54 


NA 


56.72 


42.54 


42.54 


35.45 


28.36 


49.63 


35.45 


49.63 


42.54 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


River Basin: West Banas 


Sub Basin: West Banas 


ABU ROAD 

687.73 

553.02 

NA 

482.12 

517.57 

602.65 

659.37 

411.22 

545.93 

460.85 

224.40 

177.25 

ACHALGARH 

28.36 

35.45 

NA 

35.45 

35.45 

35.45 

21.27 

35.45 

49.63 

28.36 

28.01 

49.63 

AJARI 

574.29 

489.21 

NA 

496.30 

503.39 

489.21 

475.03 

475.03 

432.49 

418.31 

399.88 

382.86 

AKARABHATTA 

389.95 

496.30 

NA 

460.85 

460.85 

503.39 

0.00 

418.31 

333.23 

120.53 

56.01 

212.70 

AMU 

28.36 

35.45 

NA 

28.36 

63.81 

42.54 

21.27 

21.27 

14.18 

14.18 

28.01 

21.27 

AMTHALLA 

269.42 

219.79 

NA 

269.42 

212.70 

212.70 

127.62 

77.99 

177.25 

134.71 

133.29 

141.80 

ARASANA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

70.19 

148.89 

BANAS 

233.97 

283.60 

NA 

248.15 

262.33 

85.08 

141.80 

319.05 

155.98 

347.41 

147.12 

283.60 

BHARJA 

1304.56 

418.31 

NA 

269.42 

290.69 

262.33 

255.24 

241.06 

389.95 

226.88 

168.39 

212.70 

BHIMANA 

170.16 

170.16 

NA 

155.98 

141.80 

134.71 

134.71 

134.71 

127.62 

134.71 

112.02 

99.26 

BHULA 

134.71 

319.05 

NA 

340.32 

297.78 

304.87 

255.24 

517.57 

489.21 

524.66 

406.97 

503.39 

BIRWARA 

531.75 

723.18 

NA 

567.20 

673.55 

822.44 

914.61 

113.44 

432.49 

177.25 

1361.64 

155.98 

CHANAR 

85.08 

77.99 

NA 

85.08 

K3B 

85.08 

106.35 

92.17 

Has 

99.26 

105.29 

106.35 

CHANDELA 

170.16 

106.35 

NA 

106.35 

K3B 

92.17 

70.90 

56.72 

Has 

77.99 

91.11 

92.17 

CHAN DRAW ATI 

283.60 

439.58 

NA 

751.54 

404.13 

602.65 

446.67 

389.95 

319.05 

290.69 

182.21 

191.43 

CHANWARU 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

105.29 

155.98 

DELDAR 

460.85 

623.92 

NA 

538.84 

538.84 

524.66 

524.66 

517.57 

496.30 

446.67 

449.15 

496.30 

DELWARA 

42.54 

70.90 

NA 

49.63 

49.63 

77.99 

21.27 

63.81 

42.54 

63.81 

48.92 

127.62 

DERI 

70.90 

177.25 

NA 

99.26 

H3B 

77.99 

99.26 

o 

CD 

o 

92.17 

77.99 

41.83 

63.81 

DHANARI 

177.25 

127.62 

NA 

106.35 

Has 

92.17 

92.17 

70.90 

134.71 

70.90 

70.19 

63.81 

GANKA 

212.70 

120.53 

NA 

106.35 

127.62 

198.52 

198.52 

198.52 

113.44 

85.08 

Han 

77.99 

GIRWAR 

276.51 

106.35 

NA 

99.26 

92.17 

77.99 

63.81 

77.99 

85.08 

92.17 

HSEE 

85.08 

JHADOU 

269.42 

212.70 

NA 

241.06 

297.78 

319.05 

304.87 

290.69 

255.24 

226.88 

224.75 

290.69 

KACHHOU 

127.62 

141.80 

NA 

155.98 

127.62 

134.71 

134.71 

70.90 

141.80 

120.53 

91.11 

42.54 

KAMBOI 

148.89 

134.71 

NA 

141.80 

113.44 

99.26 

NA 

106.35 

106.35 

120.53 

98.20 

99.26 

KHAKHARWARA 

283.60 

503.39 

NA 

659.37 

609.74 

581.38 

333.23 

127.62 

177.25 

1240.75 

1207.07 

347.41 

KIVERU (RLY.STN.) 

872.07 

815.35 

NA 

765.72 

701.91 

560.11 

496.30 

411.22 

439.58 

290.69 

82.95 

382.86 

KIVERU (VILLAGE) 

56.72 

177.25 

NA 

677.10 

NA 

170.16 

77.99 

106.35 

56.72 

NA 

98.20 

77.99 

KODARLA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

687.73 

219.79 

KOJRA 

219.79 

219.79 

NA 

198.52 

262.33 

120.53 

184.34 

262.33 

170.16 

297.78 

427.88 

354.50 

KYARI 

255.24 

304.87 

NA 

262.33 

205.61 

248.15 

248.15 

163.07 

226.88 

304.87 

266.58 

262.33 

LOTANA 

170.16 

276.51 

NA 

304.87 

219.79 

248.15 

233.97 

340.32 

170.16 

361.59 

259.49 

290.69 

MALERA 

49.63 

63.81 

NA 

56.72 

56.72 

56.72 

106.35 

77.99 

92.17 

85.08 

77.28 

163.07 

MANDWARA 

155.98 

120.53 

NA 

106.35 

155.98 

NA 

113.44 

106.35 

219.79 

127.62 

119.11 

141.80 

MANPUR 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

MAWAL 

56.72 

63.81 

NA 

28.36 

42.54 

28.36 

NA 

49.63 

85.08 

49.63 

41.83 

42.54 

MORES 

99.26 

99.26 

NA 

106.35 

120.53 

99.26 

120.53 

106.35 

92.17 

99.26 

98.20 

99.26 

MORTHALLA 

439.58 

382.86 

NA 

333.23 

226.88 

241.06 

155.98 

177.25 

127.62 

198.52 

84.02 

212.70 

MOUNT ABU 

113.44 

120.53 

NA 

NA 

127.62 

177.25 

127.62 

134.71 

148.89 

141.80 

147.12 

155.98 

MUDARLA 

70.90 

49.63 

NA 

70.90 

63.81 

42.54 

63.81 

63.81 

49.63 

63.81 

56.01 

63.81 

MUNGTHALLA 

92.17 

85.08 

NA 

85.08 

85.08 

85.08 

92.17 

106.35 

99.26 

99.26 

91.11 

92.17 

NANARWARA 

382.86 

269.42 

NA 

198.52 

184.34 

205.61 

219.79 

276.51 

326.14 

283.60 

332.17 

340.32 

NANDIYA 

233.97 

219.79 

NA 

248.15 

226.88 

120.53 

113.44 

113.44 

170.16 

77.99 

168.39 

198.52 

NAYA SANWARA 

106.35 

92.17 

NA 

77.99 

85.08 

70.90 

56.72 

92.17 

49.63 

56.72 

56.01 

35.45 

NICHALAGARH 

141.80 

134.71 

NA 

113.44 

127.62 

NA 

120.53 

141.80 

92.17 

163.07 

119.11 

99.26 

NITORA 

964.24 

723.18 

NA 

595.56 

616.83 

1141.49 

850.80 

850.80 

843.71 

935.88 

765.01 

808.26 

ODE 

85.08 

191.43 

NA 

155.98 

134.71 

141.80 

120.53 

127.62 

70.90 

120.53 

91.11 

99.26 




Pre 

Monsoon 

Post 

Monsoon 

106.35 

85.08 

283.60 

347.41 

| 70.90 

70.90 

| 28.36 

21.27 

28.36 

42.54 

184.34 

198.52 

85.08 

113.44 

567.20 

510.48 

92.17 

63.81 

35.45 

21.27 

| 155.98 

170.16 

226.88 

219.79 

517.57 

609.74 

NA 

NA 

| 510.48 

538.84 

NA 

NA 

127.62 

219.79 

NA 

297.78 

| NA 

49.63 

432.49 

411.22 

269.42 

262.33 

248.15 

219.79 

304.87 

354.50 

63.81 

56.72 

NA 

177.25 


Monsoon Monsoon 


730.27 

35.45 


361.59 

928.79 


21.27 

219.79 


92.17 

63.81 


1120.22 

113.44 


354.50 

1290.38 


127.62 

191.43 


269.42 

92.17 


446.67 

56.72 


63.81 

77.99 


99.26 

120.53 


276.51 

92.17 


113.44 

241.06 


397.04 

63.81 


808.26 

276.51 


255.24 

106.35 


70.90 

184.34 


_NA 

49.63 


85.08 

226.88 


177.25 

56.72 


120.53 

375.77 


389.95 

49.63 


127.62 

567.20 


77.99 


28.36 

42.5 

42.54 

42.5 



623.92 

524.66 

49.63 

35.45 

269.42 

262.33 

262.33 

311.96 

21.27 

28.36 

141.80 

170.16 

| 63.81 

49.63 

| 241.06 

42.54 

467.94 

496.30 

191.43 

184.34 

538.84 

375.77 

857.89 

801.17 





| 389.95 

177.25 

205.61 

141.80 

446.67 

354.50 

56.72 

56.72 

85.08 

70.90 

77.99 

85.08 

| 106.35 

106.35 

120.53 

127.62 

241.06 

262.33 

| 106.35 

319.05 

113.44 

99.26 

730.27 

744.45 

404.13 

389.95 

92.17 

35.45 

822.44 

1035.14 

389.95 

588.47 

311.96 

319.05 

I 70.90 

113.44 

92.17 

70.90 

205.61 

163.07 

NA 

NA 

56.72 

42.54 

134.71 

106.35 

311.96 

184.34 

170.16 

163.07 

70.90 

92.17 

106.35 

106.35 

276.51 

340.32 

226.88 

425.40 

77.99 

106.35 

85.08 

106.35 

269.42 

616.83 

134.71 

106.35 


2006 | 

Pre 

Post 

Monsoon 

Monsoon 

56.72 

106.35 

333.23 

418.31 

56.72 

219.79 

85.08 

212.70 

14.18 

28.36 

212.70 

141.80 

163.07 

70.90 

326.14 

354.50 

49.63 

85.08 

28.36 

99.26 

155.98 

148.89 

127.62 

375.77 

361.59 

701.91 

NA 

NA 

503.39 

517.57 

NA 

NA 

120.53 

85.08 

347.41 

687.73 

92.17 

70.90 

553.02 

808.26 

269.42 

907.52 

223.34 

283.60 

446.67 

205.61 

56.72 

56.72 

113.44 

77.99 


Chloride, mg/I 
2007 


680.64 

42.54' 


191.43 
397.04' 


28.36 
141.80 ' 


269.42 
233.97 ' 


326.14 
163.07 ' 


567.20 
928.79 ' 


134.71 
85.08 ' 


155.98 
184.34' 


340.32 
63.81' 


99.26 

99.26' 


148.89 

99.26' 


283.60 
319.05 ' 


85.08 
942.97 ' 


382.86 
63.81' 


1063.50 
496.30' 


460.85 

92.17' 


99.26 
163.07 ' 


_NA 

49.63 ' 


99.26 

170.16' 


155.98 

482.12' 


120.53 
333.23 ' 


177.25 

155.98' 


120.53 
978.42 ' 


163.07 


Pre 

Monsoon 

Post 

Monsoon 

49.63 

42.54 

I 163.07 

361.59 

113.44 

70.90 

70.90 

77.99 

28.36 

42.54 

141.80 

134.71 

99.26 

70.90 

453.76 

517.57 

77.99 

70.90 

70.90 

120.53 

184.34 

113.44 

276.51 

361.59 

425.40 

35.45 

NA 

NA 

737.36 

723.18 

NA 

NA 

63.81 

77.99 

404.13 

425.40 

106.35 

113.44 

475.03 

538.84 

397.04 

340.32 

389.95 

311.96 

510.48 

475.03 

! 56.72 

56.72 

347.41 

49.63 


Monsoon Monsoon 


730.27 

992.60 

35.45 

21.27 

262.33 

489.21 

375.77 

361.59 

21.27 

42.54 

170.16 

354.50 

241.06 

113.44 

99.26 

14.18 

297.78 

1091.86 

92.17 

375.77 

453.76 

531.75 

1297.47 

992.60 

77.99 

63.81 

106.35 

184.34 

155.98 

198.52 

148.89 

248.15 

347.41 

864.98 

70.90 

56.72 

92.17 

56.72 

63.81 

120.53 

141.80 

290.69 

99.26 

177.25 

113.44 

233.97 

255.24 

248.15 

92.17 

70.90 

503.39 

177.25 

347.41 

999.69 

| 70.90 

113.44 

1056.41 

475.03 

496.30 

397.04 

694.82 

758.63 

77.99 

510.48 

85.08 

141.80 

212.70 

219.79 

NA 

NA 

92.17 

35.45 

106.35 

333.23 

191.43 

311.96 

134.71 

141.80 

99.26 

56.72 

127.62 

233.97 

297.78 

226.88 

49.63 

1191.12 

| 177.25 

99.26 

155.98 

198.52 

1084.77 

2268.80 

120.53 

85.08 



496.30 
35.45 ' 


595.56 
687.73 ' 


35.45 
446.67 ' 


347.41 

21.27' 


638.10 
134.71' 


375.77 
1247.84 ' 


70.90 

116.99' 


411.22 
354.50 ' 


567.20 
63.81' 


99.26 

92.17' 


35.45 
127.62 ' 


155.98 
510.48 ' 


134.71 
822.44' 


857.89 
127.62 ' 


879.16 
333.23 ' 


574.29 
163.07 ' 


106.35 
127.62 ' 


_NA 

63.81' 


163.07 
475.03 ' 


127.62 
70.90 ' 


155.98 

212.70' 


567.20 

219.79' 


205.61 
1141.49 ' 


262.33 


616.83 

35.45 


638.10 

567.20 


14.18 

545.93 


141.80 

35.45 


794.08 

241.06 


205.61 

1091.86 


77.99 

148.89 


404.13 

290.69 


623.92 

49.63 


70.90 

77.99 


35.45 

120.53 


233.97 

609.74 


99.26 

701.91 


1205.30 

347.41 


907.52 

354.50 


233.97 

205.61 


113.44 

155.98 


_NA 

63.81 


134.71 

319.05 


120.53 

63.81 


141.80 

219.79 


177.25 

177.25 


155.98 

921.70 


120.53 


Pre 

Monsoon 

Post 

Monsoon 

NA 

56.72 

NA 

141.80 

j NA 

77.99 

NA 


I NA 


NA 

35.45 

NA 

127.62 

NA 

553.02 

NA 

77.99 

NA 

56.72 



NA 

212.70 

NA 

191.43 

NA 

NA 

NA 

496.30 

NA 

NA 

NA 

163.07 

NA 

389.95 

NA 

155.98 

NA 

538.84 

NA 

219.79 

NA 

397.04 

NA 

21.27 

NA 

42.54 

NA 

205.61 


432.49 

361.59 

42.54 

70.90 

567.20 

446.67 

I 588.47 

709.00 

35.45 

49.63 

233.97 

304.87 

141.80 

106.35 

42.54 

120.53 

475.03 

751.54 

155.98 

92.17 

368.68 

262.33 

134.71 

758.63 

99.26 

99.26 

113.44 

148.89 

347.41 

382.86 

311.96 

276.51 

| 340.32 

397.04 

70.90 

63.81 

99.26 

120.53 

| 92.17 

120.53 

233.97 

453.76 

127.62 

155.98 

219.79 

255.24 

| 482.12 

439.58 

120.53 

141.80 

723.18 

779.90 

843.71 

801.17 

141.80 

163.07 

758.63 

794.08 

475.03 

354.50 

212.70 

205.61 

92.17 

163.07 

177.25 

141.80 

141.80 

141.80 

NA 

NA 

49.63 

77.99 

141.80 

141.80 

290.69 

361.59 

198.52 

141.80 

| 56.72 

63.81 

120.53 

106.35 

290.69 

212.70 

269.42 

609.74 

| 127.62 

184.34 

145.35 

134.71 

673.55 

935.88 

191.43 

120.53 



538.84 

120.53 


375.77 

1155.67 


85.08 

106.35 


276.51 

212.70 


276.51 

56.72 


77.99 

127.62 


262.33 

113.44 


241.06 

404.13 


99.26 

694.82 


758.63 

127.62 


829.53 

382.86 


148.89 

226.88 


134.71 

198.52 


_NA 

42.54 


177.25 

127.62 


120.53 

77.99 


134.71 

283.60 


411.22 

106.35 


120.53 

652.28 


77.99 


Pre 

Monsoon 

Post 

Monsoon 

56.72 

92.17 

113.44 

212.70 

106.35 

63.81 

35.45 

85.08 

42.54 

28.36 

425.40 

255.24 

141.80 

42.54 

467.94 

425.40 

77.99 

70.90 

56.72 

35.45 

113.44 

99.26 

212.70 

191.43 

304.87 

269.42 

NA 

NA 

496.30 

319.05 

NA 

NA 

70.90 

233.97 

269.42 

354.50 

226.88 

92.17 

198.52 

439.58 

35.45 

319.05 

340.32 

177.25 

482.12 

283.60 

42.54 

56.72 

106.35 

NA 



517.57 

404.13 

35.45 

42.54 

531.75 

439.58 

446.67 

631.01 

63.81 

28.36 

375.77 

411.22 

141.80 

70.90 

311.96 

354.50 

411.22 

1134.40 

99.26 

70.90 

482.12 

297.78 

155.98 

1488.90 

113.44 

141.80 

120.53 

106.35 

177.25 

397.04 

233.97 

297.78 

311.96 

113.44 

77.99 

63.81 

92.17 

77.99 

77.99 

70.90 

120.53 

255.24 

113.44 

233.97 

219.79 

241.06 

354.50 

333.23 

85.08 

85.08 

659.37 

538.84 

801.17 

567.20 

120.53 

70.90 

609.74 

716.09 

765.72 

758.63 

205.61 

212.70 

205.61 

226.88 

113.44 

120.53 

141.80 

177.25 

NA 

NA 

42.54 

49.63 

92.17 

141.80 

248.15 

163.07 

120.53 

155.98 

70.90 

120.53 

63.81 

56.72 

382.86 

354.50 

177.25 

531.75 

212.70 

170.16 

113.44 

85.08 

1176.94 

687.73 

113.44 

56.72 

































































































































































































































































































































































































































































































































Chloride, mg/I 


Location 

1984 

1985 

1986 

1987 

1988 

1989 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 


Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

ORIYA 

30.49 

21.62 

NA 

35.45 

31.91 

42.54 

35.45 

31.20 

47.15 

NA 

42.54 

37.22 

PABA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PESHUA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

PINDWARA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RAJPURA 

374.35 

NA 

NA 

397.04 

393.50 

372.23 

382.86 

423.98 

340.32 

NA 

141.80 

181.86 

ROHIDA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SANGWARA 

272.26 

174.41 

NA 

489.21 

464.40 

475.03 

411.22 

469.00 

192.14 

NA 

453.76 

404.13 

SANTPUR 

724.95 

615.77 

NA 

620.38 

NA 

528.21 

475.03 

375.06 

434.62 

NA 

728.14 

636.68 

SARUPGANJ 

NA 

NA 

NA 

NA 

NA 

NA 

439.58 

NA 

289.63 

NA 

NA 

NA 

SIROHI ROAD 

483.18 

358.05 

NA 

230.43 

NA 

NA 

733.82 

45.02 

834.85 

NA 

1014.58 

942.97 

SIVERA 

190.72 

154.92 

NA 

180.80 

170.16 

NA 

163.07 

100.68 

118.05 

NA 

92.17 

101.03 

SIYANA 

75.51 

42.89 

NA 

81.54 

102.81 

85.08 

85.08 

111.31 

212.35 

NA 

85.08 

00 

-P* 

u> 

SURPAGLA 

74.80 

85.79 

NA 

92.17 

88.63 

106.35 

99.26 

69.48 

53.88 

NA 

113.44 

64.17 

SWAROOPGANJ 

544.51 

800.46 

NA 

556.57 

446.67 

503.39 

NA 

361.24 

289.63 

NA 

510.48 

397.40 

VALORIYA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

VAZANA 

81.54 

NA 

NA 

109.90 

NA 

99.26 

109.90 

125.14 

481.77 

NA 

219.79 

107.77 

WARA 

755.44 

1010.68 

NA 

NA 

999.69 

896.89 

921.70 

771.39 

751.54 

NA 

730.27 

656.89 

WASRA 

NA 

NA 

NA 

716.09 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

WASSA 

95.36 

42.19 

NA 

53.18 

141.80 

74.45 

NA 

76.57 

37.22 

NA 

56.72 

70.90 

WATERA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 









1 

1 







1990 | 

| 1991 | 

1 1992 | 

| 1993 | 

| 1994 | 

| 1995 | 

| 1996 | 

19 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 


Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon Monsoon 

41.48 92.17 NA 21.27 42.54 35.45 42.54 28.36 28.36 42.54 42.54 42.54 NA 28.36 49.63 














































































































































Chloride, mg/I 

| Chloride, mg/I | 

Location 

97 

| 1998 I 

| 1999 | 

| 2000 

| 2001 | 

| 2002 | 

| 2003 | 

| 2004 i 

j 2005 | 

| 2006 | 

| 2007 | 

| 2008 j 

| 2009 | 

| 2010 | 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 

Pre 

Post 


Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

Monsoon 

ORIYA 

35.45 

35.45 

NA 

42.54 

42.54 

35.45 

42.54 

49.63 

63.81 

49.63 

49.28 

49.63 

85.08 

77.99 

56.72 

70.90 

56.72 

63.81 

63.81 

63.81 

63.81 

85.08 

70.90 

NA 

49.63 

63.81 

42.54 

PABA 

155.98 

85.08 

NA 

85.08 

70.90 

70.90 

70.90 

63.81 

70.90 

70.90 

48.92 

70.90 

184.34 

85.08 

56.72 

63.81 

56.72 

106.35 

21.27 

92.17 

42.54 

85.08 

70.90 

NA 

63.81 

63.81 

42.54 

PESHUA 

177.25 

411.22 

NA 

450.22 

NA 

467.94 

297.78 

375.77 

205.61 

319.05 

133.29 

382.86 

163.07 

368.68 

375.77 

446.67 

503.39 

319.05 

347.41 

425.40 

375.77 

311.96 

276.51 

NA 

170.16 

141.80 

340.32 

PINDWARA 

NA 

NA 

NA 

935.88 

NA 

NA 

113.44 

113.44 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

RAJPURA 

397.04 

290.69 

NA 

226.88 

255.24 

205.61 

163.07 

163.07 

184.34 

163.07 

163.07 

219.79 

489.21 

177.25 

170.16 

333.23 

77.99 

155.98 

283.60 

219.79 

212.70 

184.34 

219.79 

NA 

248.15 

432.49 

77.99 

ROHIDA 

92.17 

198.52 

NA 

56.72 

56.72 

85.08 

35.45 

1722.87 

35.45 

191.43 

35.10 

85.08 

56.72 

70.90 

77.99 

163.07 

127.62 

106.35 

482.12 

354.50 

368.68 

255.24 

241.06 

NA 

198.52 

198.52 

170.16 

SANGWARA 

297.78 

319.05 

NA 

375.77 

382.86 

531.75 

382.86 

340.32 

340.32 

354.50 

301.68 

241.06 

460.85 

475.03 

411.22 

354.50 

354.50 

467.94 

879.16 

531.75 

453.76 

475.03 

382.86 

NA 

496.30 

588.47 

531.75 

SANTPUR 

829.53 

822.44 

NA 

673.55 

850.80 

645.19 

645.19 

964.24 

872.07 

850.80 

779.55 

879.16 

1474.72 

723.18 

779.90 

716.09 

886.25 

751.54 

1715.78 

872.07 

716.09 

850.80 

779.90 

NA 

794.08 

623.92 

779.90 

SARUPGANJ 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

SIROHI ROAD 

49.63 

723.18 

NA 

NA 

496.30 

553.02 

482.12 

382.86 

368.68 

361.59 

343.87 

368.68 

574.29 

389.95 

489.21 

397.04 

460.85 

368.68 

666.46 

673.55 

709.00 

489.21 

687.73 

NA 

538.84 

467.94 

517.57 

SIVERA 

368.68 

404.13 

NA 

326.14 

311.96 

212.70 

177.25 

134.71 

148.89 

113.44 

91.11 

63.81 

148.89 

85.08 

85.08 

99.26 

233.97 

241.06 

404.13 

439.58 

297.78 

141.80 

382.86 

NA 

106.35 

106.35 

120.53 

SIYANA 

99.26 

99.26 

NA 

99.26 

99.26 

106.35 

63.81 

141.80 

70.90 

191.43 

231.49 

389.95 

56.72 

77.99 

49.63 

70.90 

56.72 

141.80 

70.90 

170.16 

113.44 

113.44 

127.62 

NA 

120.53 

141.80 

141.80 

SURPAGLA 

134.71 


NA 

85.08 

92.17 

70.90 

92.17 

99.26 

85.08 

127.62 

112.02 

113.44 

163.07 

141.80 

148.89 

120.53 

184.34 

120.53 

134.71 

106.35 

99.26 

77.99 

92.17 

NA 

74.45 

77.99 

106.35 

SWAROOPGANJ 

545.93 

560.11 

NA 

645.19 

538.84 

588.47 

389.95 

389.95 

432.49 

361.59 

322.60 

779.90 

864.98 

467.94 

623.92 

475.03 

716.09 

63.81 

850.80 

638.10 

652.28 

560.11 

694.82 

NA 

616.83 

482.12 

921.70 

VALORIYA 

155.98 

99.26 

NA 

92.17 

63.81 

113.44 

92.17 

99.26 

63.81 

113.44 

98.20 

99.26 

63.81 

120.53 

113.44 

106.35 

113.44 

92.17 

70.90 

106.35 

92.17 

106.35 

113.44 

NA 

85.08 

141.80 

99.26 

VAZANA 

205.61 

120.53 

NA 

177.25 

NA 

170.16 

127.62 

77.99 

85.08 

127.62 

126.20 

85.08 

134.71 

177.25 

99.26 

163.07 

113.44 

120.53 

99.26 

191.43 

205.61 

127.62 

170.16 

NA 

56.72 

70.90 

212.70 

WARA 

1815.04 

2183.72 

NA 

2481.50 

2375.15 

1985.20 

1595.25 

1318.74 

1474.72 

1205.30 

1235.08 

1084.77 

1659.06 

1772.50 

1985.20 

1311.65 

1304.56 

1418.00 

3970.40 

2836.00 

2765.10 

2410.60 

2127.00 

NA 

2694.20 

1744.14 

99.26 


WASRA 

120.53 

70.90 

NA 

92.17 

127.62 

99.26 

85.08 

85.08 

77.99 

1 70.90| 

| 98.20| 

148.89 

99.26 

120.53 

134.71 

134.71 

177.25 

141.80 

120.53 

106.35 

113.44 

77.99 

120.53 

NA 

85.08 

191.43 

92.17 

WASSA 

77.99 

170.16 

NA 

134.71 

70.90 

184.34 

113.44 

219.79 

92.17 



297.78 

28.36 

155.98 

56.72 

170.16 

49.63 

141.80 

106.35 

226.88 

85.08 

205.61 

163.07 

NA 

191.43 

319.05 

99.26 

WATERA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1 na| 

1 NA 

NA 

1474.72 

935.88 

815.35 

815.35 

1460.54 

1134.40 

1772.50 

2268.80 

2112.82 

2127.00 

2304.25 

NA 

879.16 

772.81 

496.30 
























































































































































STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Annex GW-5(a): Procedure for Assessment of Ground Water Abstraction for Basins 


Sub 

Basin 

(Name) 

Micro¬ 

watershed 

(Name) 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 
(Command / 
Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Number of 
Tube 
Wells 

Number 
of Wells 
with 

Pumpset 

Average Yield 

Draft 

Total 

Draft 

Name 

Census 

Code 

Area 

Tube 

Wells 

Wells 

with 

Pumpset 

Tube 

Wells 

Wells 

with 

Pumpset 

sq.km 

sq.km 



Ipd 

Ipd 

MCM 

MCM 

MCM 

(v 

(2) 

(3) 

(4) 

(5) 

(6) 

(7) 

(8) 

(9) 

(10) 

(ii) 

(12) 

(13) 

(14) 

(15) 

(16) 

Input 

Input 

Input 

Input 

Input 

Input 

Input 

Input 

Input 

Input 

Input 

Input 

Input 

Calc 

Calc 

Calc 


(i) = 

GIS 

input 

(2) = 

GIS 

input 

(3) = 

GIS 

input 

(4) = 

GIS 

input 

(5) = 

GIS 

input 

(6) = 

GIS 

input 

(7) = 

GIS 

input 

(8) = 

GIS 

input 

(9) = 

GIS 

input 

(10) = 

Field Data 

(H) = 

Field Data 

(12) = 

Input 

(13) = 

Input 


from Tehsil 
from Tehsil 


office 

office 


Calculation (Calc): 

(14) = (10 x 12 x No. of operational days) /10 9 

(15) = (11 x 13 x No. of operational days) /10 9 

(16) = (14)+ (15) 


1 





Annex GW-5(b) - Village-wise Groundwater Abstraction in various basins of State (Year 2010) 


Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area (Command / Non¬ 
command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 

Number 
of Tube 
Wells 

Number 
of Wells 
with 

Pumpset 

Number of 
Operational 
Days 

Average Yield 

Draft 

Total 

Draft 


Name 

Census Code 

Area 









Tube 

Wells 

Wells with 
Pumpset 

Tube 

Wells 

Wells with 
Pumpset 




sq.km 

sq.km 

Ipd 

Ipd 

MCM 

MCM 

MCM 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(IV 

(12) 

(13) 

(14) 

(15) 

(16) 


River Basin: Banas 
Sub Basin: Banas 


07001001 Ahmadganj 0822000402636600 3.219 Fresh Bisalpur Command Older Alluvium 3.219 l 15 120 100,000 80,000 0.012 0.144 0.156 

Ahmadnagar 0822000402642100 1.529 Fresh Bisalpur Command Older Alluvium 0.020 - - 120 100,000 80,000 

Command Phyllite & Schist 1.185 1 16 120 60,000 45,000 0.007 0.086 0.093 

_ Ahmadpura _ 0822000402636800 _ 2.230 Fresh Bisalpur _ Command _ Older Alluvium _ 1.129 _ 2 _19_ 120 100,000 80,000 0.024 _ 0.182 0.206 

_ Command _ Phyllite & Schist _ 0.339 _ 1 _6_ 120 60,000 45,000 0.007 _ 0.032 0.039 

Mashi Command Older Alluvium 0.008 - - 120 100,000 80,000 

Non-command Non-command Older Alluvium 0.455 1 8 120 100,000 80,000 0.012 0.077 0.089 

Non-command Phyllite & Schist 0.299 1 5 120 60,000 45,000 0.007 0.027 0.034 

_ Ahmadpura Chouki _ 0822000402642400 _ 2.829 Fresh Bisalpur _ Command _ Older Alluvium _ 2.829 _-_ 10 _ 120 100,000 80,000 _ 0.096 0.096 

Akbarnagar 0822000202606700 3.790 Fresh Non-command Non-command Phyllite & Schist 1.662 - 4 120 60,000 45,000 - 0.022 0.022 

Akodiya 0822000602665500 4.486 Fresh Bisalpur Command Phyllite & Schist 2.043 - 29 120 90,000 70,000 - 0.244 0.244 

Non-command Non-command Phyllite & Schist 2.443 - 35 120 90,000 70,000 - 0.294 0.294 

Alimpura 0822000402638100 4.311 Fresh Bisalpur Command Phyllite & Schist 0.854 - 4 120 60,000 45,000 - 0.022 0.022 

_ Alipura _ 0822000402642800 _ 4.810 Fresh Bisalpur _ Command _ Older Alluvium _ 1.612 _ 1 _7_ 120 100,000 80,000 0.012 _ 0.067 0.079 

Command Phyllite & Schist 3.198 1 13 120 60,000 45,000 0.007 0.070 0.077 

Allapura Chandola 0822000402644000 2.076 Fresh Bisalpur Command Phyllite & Schist 1.553 - 1 120 60,000 45,000 - 0.038 0.038 

Saline Bisalpur Command Phyllite & Schist 0.523 - 3 120 50,000 20,000 - 0.007 0.007 

Ambapura 0822000602663200 1.737 Fresh Non-command Non-command Phyllite & Schist 1.360 - 6 120 90,000 70,000 - 0.050 0.050 

Ambedkar Colony 0824001002905600 1.573 Fresh Non-command Non-command Phyllite & Schist 0.089 - 1 120 70,000 50,000 - 0.006 0.006 

Aminpura 0822000402637500 2.497 Fresh Bisalpur Command Older Alluvium 2.497 5 40 120 100,000 80,000 0.060 0.384 0.444 

Amirpura Khera 0822000402642500 5.205 Fresh Bisalpur Command Older Alluvium 5.205 5 70 120 100,000 80,000 0.060 0.672 0.732 

Amli 0822000602666600 5.730 Fresh Bisalpur Command Older Alluvium 5.475 - 51 120 90,000 60,000 - 0.367 0.367 

Command Phyllite & Schist 0.254 - 2 120 90,000 70,000 - 0.017 0.017 

Anwa 0822000602667600 26.151 Fresh Non-command Non-command Phyllite & Schist 0.064 - - 120 90,000 70,000 

Anwarpura Khera 0822000202605900 7.299 Fresh Non-command Non-command Phyllite & Schist 4.975 - 45 120 60,000 45,000 - 0.243 0.243 

Arniya Neel 0822000402642200 7.546 Fresh Bisalpur Command Older Alluvium 5.167 3 48 120 100,000 80,000 0.036 0.461 0.497 

_ Command _ Phyllite & Schist _ 2.272 _ 2 _ 21 _ 120 60,000 45,000 o.oi4 _ 0.113 0.127 

Saline Bisalpur Command Phyllite & Schist 0.094 - 1 120 50,000 20,000 - 0.002 0.002 

Ataleekpura 0822000202612900 2.482 Fresh Non-command Non-command Phyllite & Schist 0.611 - 6 120 60,000 45,000 - 0.032 0.032 

Bagri 0822000202606900 20.064 Fresh Non-command Non-command Phyllite & Schist 3.027 - 36 120 60,000 45,000 - 0.194 0.194 

0822000502653300 11.236 Fresh Non-command Non-command Phyllite & Schist 7.342 - 9 120 90,000 70,000 - 0.075 0.075 

Bahalri 0822000602673300 3.821 Fresh Non-command Non-command Phyllite & Schist 0.444 - 2 120 90,000 70,000 - 0.017 0.017 

Balapura 0822000602665000 2.392 Fresh Non-command Non-command Phyllite & Schist 2.392 - 6 120 90,000 70,000 - 0.050 0.050 

0822000602665600 2.788 Fresh Bisalpur Command Phyllite & Schist 0.278 - 1 120 90,000 70,000 - 0.008 0.008 

Non-command Non-command Phyllite & Schist 2.510 - 6 120 90,000 70,000 - 0.050 0.050 

Baneriya Bujurg 0822000502654500 6.469 Fresh Non-command Non-command Phyllite & Schist 6.469 - 31 120 90,000 70,000 - 0.260 0.260 

Baneriya Charnan 0822000502658200 8.741 Fresh Bisalpur Command Older Alluvium 0.212 - 2 120 100,000 80,000 - 0.019 0.019 

Command Phyllite & Schist 8.529 - 75 120 90,000 70,000 - 0.630 0.630 

Banthali 0822000602665800 14.271 Fresh Bisalpur Command Older Alluvium 10.963 - 118 120 90,000 60,000 - 0.850 0.850 

Command Phyllite & Schist 3.308 - 35 120 90,000 70,000 - 0.294 0.294 

Baori 0822000502651900 23.190 Fresh Non-command Non-command Phyllite & Schist 23.075 - 93 120 90,000 70,000 - 0.781 0.781 

_ Bara Jerekila _ 0822000499999901 _ 3.707 Fresh Bisalpur _ Command _ Older Alluvium _ 3.606 _ 2 _ 15 _ 120 100,000 80,000 0.024 _ 0.144 0.168 

Baroni 0822000402633300 15.360 Fresh Non-command Non-command Older Alluvium 0.964 - - 120 100,000 80,000 

Non-command Phyllite & Schist 10.269 - 5 120 60,000 45,000 - 0.027 0.027 

Barthal 0822000302624000 4.671 Fresh Non-command Non-command Older Alluvium 0.911 - 14 120 100,000 90,000 - 0.151 0.151 

Barwas 0822000502655100 12.060 Fresh Bisalpur Command Older Alluvium 0.648 - 4 120 100,000 80,000 - 0.038 0.038 

Non-command Non-command Older Alluvium 2.281 - 15 120 100,000 80,000 - 0.144 0.144 

Non-command Phyllite & Schist 9.130 - 61 120 90,000 70,000 - 0.512 0.512 

BasJharana 0822000502656800 4.853 Fresh Bisalpur Command Gneisses(B.G.C.) 2.537 - 5 120 90,000 70,000 - 0.042 0.042 






























































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Baslachhmana 


Bassi 


Beer Hasanpura 


Bhanwar Kho 


Bharna 


Bharni 


Binjari 


Botunda 


Chooli 


Type of Area (Command / N< 
command) 



Bas Kheriya 

0822000602667100 

3.280 

Fresh 

Bas Sonwa 

0822000502653800 

2.318 

Fresh 

Basera 

0822000502653700 

13.363 

Fresh 

Bashirpura 

0822000202613100 

2.757 

Fresh 



0822000602663600 

3.069 

0822000502653500 

4.444 

0822000402641700 

1.311 

0822000402644800 

5.818 


0822000602666800 

4.634 

0822000402643000 

6.129 



Bheempura 

0822000602665300 

0.865 

Fresh 

Bheewarawas 

0822000602662200 

4.979 

Fresh 

Bheroopura 

0822000502654400 

1.678 

Fresh 

Bibolao 

0822000502656600 

3.981 

Fresh 

Bicharas 

0822000499999902 

2.628 

Fresh 

Bilaspur 

0822000702684400 

11.919 

Fresh 


Bisalpur 


Non-command 


Non-command 


Non-command 


Tordi Sagar 


Non-command 


Non-command 


Bisalpur 


Non-command 


Non-command 


Bisalpur 


Bisalpur 


Non-command 


Non-command 


Non-command 


Non-command 


Bisalpur 


Non-command 



0822000702683900 


Saline Non-command 


13.807 Fresh Bisalpur 



Bisanpura 

0822000602667800 

9.162 

Fresh 

Bor Khandi Khurd 

0822000202609400 

5.949 

Fresh 


Non-command 


Non-command 



0822000502657900 


22.157 Fresh 


Chak Sardarpura 

0822000402643800 

0.783 

Saline 

Chak Vijaipura 

0822000302623800 

1.085 

Fresh 

Chandli 

0822000602664700 

28.087 

Fresh 

Chandpura 

0822000502657700 

3.963 

Fresh 


Bisalpur 


Non-command 


Bisalpur 


Non-command 


Non-command 


Bisalpur 



Charnet 

0822000602673200 

5.830 

Fresh 

Chhan 

0822000402642700 

8.635 

Fresh 

Chhan Bassorya 

0822000502655200 

12.987 

Fresh 


Non-command 


Bisalpur 


Bisalpur 


Non-command 



0822000502651300 


9.114 Fresh 


Bisalpur 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Command 

Phyllite & Schist 

0.142 

Non-command 

Gneisses(B.G.C.) 

1.080 

Non-command 

Phyllite & Schist 

1.093 

Command 

Phyllite & Schist 

1.084 

Non-command 

Phyllite & Schist 

2.318 

Non-command 

Phyllite & Schist 

13.363 

Non-command 

Phyllite & Schist 

0.786 

Command 

Phyllite & Schist 

1.972 

Non-command 

Phyllite & Schist 

3.069 

Non-command 

Phyllite & Schist 

4.444 

Command 

Phyllite & Schist 

0.119 

Non-command 

Phyllite & Schist 

3.813 

Non-command 

Phyllite & Schist 

0.042 

Command 

Phyllite & Schist 

4.634 

Command 

Older Alluvium 

1.859 

Command 

Phyllite & Schist 

4.271 

Non-command 

Phyllite & Schist 

0.865 

Non-command 

Phyllite & Schist 

1.555 

Non-command 

Phyllite & Schist 

1.678 

Non-command 

Phyllite & Schist 

3.981 

Command 

Older Alluvium 

2.628 

Non-command 

Older Alluvium 

0.033 

Non-command 

Phyllite & Schist 

1.841 

Non-command 

Phyllite & Schist 

0.734 

Command 

Older Alluvium 

6.316 

Command 

Phyllite & Schist 

1.435 

Non-command 

Older Alluvium 

0.396 

Non-command 

Phyllite & Schist 

0.001 

Non-command 

Phyllite & Schist 

0.503 

Non-command 

Older Alluvium 

3.161 

Non-command 

Phyllite & Schist 

0.093 

Command 

Older Alluvium 

2.735 

Command 

Phyllite & Schist 

2.836 

Command 

Older Alluvium 

0.007 

Command 

Phyllite & Schist 

0.213 

Non-command 

Older Alluvium 

0.000 

Non-command 

Phyllite & Schist 

2.441 

Command 

Phyllite & Schist 

6.748 

Non-command 

Phyllite & Schist 

9.700 

Command 

Phyllite & Schist 

0.783 

Non-command 

Older Alluvium 

0.257 

Non-command 

Phyllite & Schist 

23.067 

Command 

Gneisses(B.G.C.) 

0.001 

Command 

Phyllite & Schist 

2.382 

Non-command 

Gneisses(B.G.C.) 

0.002 

Non-command 

Phyllite & Schist 

1.578 

Non-command 

Phyllite & Schist 

0.238 

Command 

Older Alluvium 

8.635 

Command 

Older Alluvium 

3.313 

Non-command 

Older Alluvium 

6.201 

Non-command 

Phyllite & Schist 

3.473 

Command 

Older Alluvium 

0.083 

Non-command 

Older Alluvium 

0.508 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

45,000 

120 

60,000 

45,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

20,000 

120 

60,000 

45,000 

120 

50,000 

20,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

20,000 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 



MCM 

MCM 

(15) 

(16) 

~ 

~ 

0.017 

0.017 

0.017 

0.017 

0.059 

0.059 

0.034 

0.034 

0.294 

0.294 

0.027 

0.027 

0.059 

0.059 

0.151 

0.151 

0.370 

0.381 



0.193 

0.193 

0.278 

0.302 

0.356 

0.399 

0.017 

0.017 

0.034 

0.034 

0.160 

0.160 

0.067 

0.067 

0.624 

0.684 


0.034 

0.034 

0.010 

0.010 

0.300 

0.300 

0.050 

0.050 

0.024 

0.024 


0.008 

0.008 

0.221 

0.233 

0.005 

0.005 

0.086 

0.098 

0.049 

0.056 



0.043 

0.050 

0.160 

0.160 

0.227 

0.227 

0.017 

0.017 

0.022 

0.022 

1.252 

1.263 



0.067 

0.067 

0.025 

0.025 

1.104 

1.200 

0.134 

0.134 

0.250 

0.250 

0.126 

0.126 
































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Farooq Nagar 


Gadapat 


Gandhigram 


Ganeshganj 


Ganeta 


Ganeti 


Gangapura 


Ganoli 


Gaonri 


Gediya 


Type of Area (Command / N< 
command) 



Dadiyan 

0822000402633500 

4.030 

Fresh 

Dakhiya 

0822000402642600 

8.834 

Fresh 


Tordi Sagar 


Non-command 


Bisalpur 



0822000402636500 


Saline Bisalpur 


16.044 Fresh Bisalpur 


Darda Turki 

0822000202610100 

7.910 

Saline 

Daulat Pura 

0822000202606400 

4.053 

Fresh 

Deoli Urban 

0822000642206000 

14.865 

Fresh 

Deopura 

0822000402644600 

2.543 

Fresh 



Non-command 


Non-command 


Non-command 


Bisalpur 


Non-command 


Bisalpur 


Bisalpur 


Non-command 


Saline Bisalpur 



Dev Kheda 

0822000602661800 

3.611 

Fresh 

Dhandholi 

0822000602664000 

5.205 

Fresh 


Dheebroo 

0822000502655700 

1.606 

Fresh 

Dhoosri 

0822000202606000 

9.149 

Fresh 

Dhuan Kalan 

0822000602670500 

15.717 

Fresh 

Dodwari 

0822000202612600 

13.634 

Fresh 


Bisalpur 


Bisalpur 


Non-command 


Non-command 


Non-command 


Bisalpur 


Mashi 



0822000602665900 



25.642 Fresh Bisalpur 


Non-command 


6.796 Fresh Non-command 


0822000402644500 



Fresh 


Saline 


2.981 Fresh 


Gadoli 

0824001002906900 

5.685 

Fresh 

Galod 

0822000202611900 

8.038 

Fresh 


0822000602665400 

2.987 

Fresh 

0822000502654000 

1.633 

Fresh 

0822000502656700 

1.141 

Fresh 

0822000502654700 

4.873 

Fresh 

0822000502656500 

5.342 

Fresh 

0822000502657000 

0.732 

Fresh 

0822000502655600 

3.268 

Fresh 

0822000602662000 

12.075 

Fresh 

0822000502651700 

10.053 

Fresh 


Bisalpur 


Bisalpur 


Non-command 


Tordi Sagar 


Non-command 


Mashi 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Phyllite & Schist 

6.868 

Command 

Phyllite & Schist 

1.655 

Non-command 

Phyllite & Schist 

3.378 

Command 

Older Alluvium 

6.849 

Command 

Phyllite & Schist 

1.892 

Command 

Phyllite & Schist 

0.093 

Command 

Older Alluvium 

11.844 

Command 

Phyllite & Schist 

4.200 

Non-command 

Phyllite & Schist 

0.945 

Non-command 

Phyllite & Schist 

4.053 

Non-command 

Phyllite & Schist 

1.318 

Command 

Phyllite & Schist 

1.312 

Non-command 

Phyllite & Schist 

0.276 

Command 

Phyllite & Schist 

0.954 

Command 

Older Alluvium 

0.472 

Non-command 

Older Alluvium 

0.572 

Non-command 

Phyllite & Schist 

0.639 

Command 

Older Alluvium 

0.269 

Command 

Phyllite & Schist 

1.821 

Non-command 

Older Alluvium 

0.006 

Non-command 

Phyllite & Schist 

1.858 

Command 

Older Alluvium 

8.983 

Command 

Phyllite & Schist 

13.354 

Command 

Phyllite & Schist 

3.611 

Command 

Phyllite & Schist 

3.792 

Non-command 

Phyllite & Schist 

1.413 

Non-command 

Phyllite & Schist 

1.606 

Non-command 

Phyllite & Schist 

9.149 

Command 

Phyllite & Schist 

6.444 

Command 

Older Alluvium 

1.624 

Command 

Phyllite & Schist 

0.437 

Non-command 

Older Alluvium 

4.479 

Non-command 

Phyllite & Schist 

5.287 

Command 

Phyllite & Schist 

7.193 

Non-command 

Phyllite & Schist 

11.040 

Non-command 

Older Alluvium 

1.998 

Non-command 

Phyllite & Schist 

4.797 

Command 

Phyllite & Schist 

2.404 

Command 

Phyllite & Schist 

0.445 

Non-command 

Phyllite & Schist 

2.094 

Command 

Phyllite & Schist 

0.886 

Non-command 

Phyllite & Schist 

0.000 

Command 

Older Alluvium 

0.358 

Non-command 

Older Alluvium 

2.760 

Non-command 

Phyllite & Schist 

2.987 

Non-command 

Phyllite & Schist 

1.633 

Non-command 

Phyllite & Schist 

1.141 

Non-command 

Phyllite & Schist 

4.873 

Non-command 

Phyllite & Schist 

5.342 

Non-command 

Phyllite & Schist 

0.732 

Non-command 

Phyllite & Schist 

3.268 

Non-command 

Phyllite & Schist 

9.657 

Non-command 

Phyllite & Schist 

10.053 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

45,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

50,000 

20,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

50,000 

20,000 

120 

60,000 

45,000 

120 

90,000 

70,000 

120 

60,000 

45,000 

120 

60,000 

45,000 

120 

50,000 

20,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

80,000 

50,000 

120 

60,000 

40,000 

120 

80,000 

50,000 

120 

60,000 

40,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

45,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

60,000 

45,000 

120 

50,000 

20,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 





MCM 

MCM 

(15) 

(16) 

0.151 

0.151 

0.034 

0.034 

0.173 

0.173 

0.480 

0.504 

0.076 

0.083 

0.002 

0.002 

0.922 

0.970 

0.184 

0.191 

0.041 

0.041 

0.076 

0.076 

0.025 

0.025 

0.016 

0.023 

0.005 

0.005 

0.005 

0.005 

0.048 

0.048 

0.048 

0.048 

0.042 

0.042 

0.012 

0.012 

0.067 

0.067 

- 

- 1 

0.067 

0.067 

0.626 

0.626 

1.092 

1.092 

0.160 

0.160 

0.101 

0.101 

0.034 

0.034 

0.084 

0.084 

0.308 

0.308 

0.050 

0.050 

0.134 

0.134 

0.022 

0.022 

0.355 

0.355 

0.238 

0.238 

0.462 

0.473 

0.706 

0.717 

0.077 

0.077 

0.103 

0.103 

0.022 

0.029 

0.002 

0.002 

0.084 

0.084 

0.034 

0.034 

- 

- 

0.058 

0.058 

0.451 

0.451 

0.445 

0.445 

0.092 

0.092 

0.034 

0.034 

0.042 

0.042 

0.378 

0.378 

0.025 

0.025 

0.092 

0.092 

0.722 

0.733 

0.580 

0.580 




















































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Hadi Khurd 


Hakeempur 


Islampura Gata 


Jagtya 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


( 4 ) ( 5 ) 


15.232 Fresh Bisalpur 


Gerota 

0822000602673600 

3.473 

Fresh 

Geroti 

0822000602673400 

8.937 

Fresh 



Ghareda 

0822000502650000 

11.824 

Fresh 

Girdharipura 

0822000302623500 

0.919 

Fresh 


Non-command 


Bisalpur 


Non-command 


Non-command 


Non-command 



Gopalpura 

0822000502654100 

2.472 

Fresh 

Gopipura 

0822000602663400 

1.214 

Fresh 

Govindpura 

0822000502657100 

4.934 

Fresh 

Gudha Anandpura 

0822000302623700 

1.327 

Fresh 

Hadi Kalan 

0822000202609200 

11.752 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0822000202609600 

5.702 

0822000402642000 

1.720 



Saline 


26.789 Fresh 


Hampura 

0824001002906300 

0.400 

Fresh 

Hanumannagar 

0824001002905700 

1.778 

Fresh 

Harbhagatpura 

0822000502651200 

2.382 

Fresh 


Haripura 

0824001002906200 

0.342 

Fresh 

Haroti 

0822000602670800 

1.394 

Fresh 

Indoda 

0822000602671000 

4.185 

Fresh 

Indokiya 

0822000502651100 

4.921 

Fresh 


Iqbalganj 

0822000602670700 

2.279 

Fresh 

Islampura 

0822000202612000 

1.146 

Fresh 



0822000502655500 

2.031 

Fresh 

0822000202612400 

4.201 

Fresh 

0822000602666700 

3.624 

Fresh 


Non-command 


Bisalpur 


Bisalpur 


Non-command 


Tordi Sagar 


Non-command 


Non-command 


Non-command 


Tordi Sagar 


Non-command 


Bisalpur 


Non-command 


Non-command 


Tordi Sagar 


Bisalpur 


Mashi 


Non-command 


Non-command 


Non-command 


Bisalpur 


Jaikmabad 

0822000502654800 

6.143 

Fresh 

Jaleri 

0822000602666300 

6.268 

Fresh 


Non-command 


Bisalpur 


Jalseena 

0822000602666200 

15.376 

Fresh 

Janglat Kerli 

0822000502652000 

3.429 

Fresh 

Jebariya 

0822000202609500 

5.127 

Fresh 


Bisalpur 


Non-command 


Non-command 


Jethalya 

0822000502656200 

8.406 

Fresh 

Jola 

0822000202606300 

12.086 

Fresh 


Bisalpur 


Non-command 



Kabra 

0822000402645500 

3.814 

Fresh 

Kakoriya 

0822000602661900 

4.607 

Fresh 


Bisalpur 


Bisalpur 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Command 

Older Alluvium 

4.447 

Command 

Phyllite & Schist 

10.767 

Non-command 

Phyllite & Schist 

0.068 

Command 

Phyllite & Schist 

2.196 

Non-command 

Phyllite & Schist 

6.038 

Non-command 

Phyllite & Schist 

11.074 

Non-command 

Older Alluvium 

0.039 

Non-command 

Phyllite & Schist 

0.131 

Command 

Gneisses(B.G.C.) 

2.586 

Command 

Phyllite & Schist 

0.154 

Non-command 

Gneisses(B.G.C.) 

0.384 

Non-command 

Phyllite & Schist 

2.554 

Non-command 

Phyllite & Schist 

2.472 

Non-command 

Phyllite & Schist 

1.214 

Non-command 

Phyllite & Schist 

4.934 

Non-command 

Older Alluvium 

1.231 

Non-command 

Older Alluvium 

4.307 

Non-command 

Phyllite & Schist 

7.445 

Non-command 

Phyllite & Schist 

5.702 

Command 

Phyllite & Schist 

0.255 

Command 

Phyllite & Schist 

0.291 

Non-command 

Phyllite & Schist 

4.857 

Command 

Phyllite & Schist 

0.291 

Non-command 

Phyllite & Schist 

0.400 

Non-command 

Phyllite & Schist 

1.775 

Non-command 

Phyllite & Schist 

0.651 

Command 

Phyllite & Schist 

1.731 

Non-command 

Phyllite & Schist 

0.338 

Command 

Phyllite & Schist 

1.394 

Non-command 

Phyllite & Schist 

3.112 

Non-command 

Phyllite & Schist 

2.622 

Command 

Phyllite & Schist 

1.487 

Command 

Phyllite & Schist 

2.277 

Command 

Older Alluvium 

0.656 

Non-command 

Older Alluvium 

0.049 

Non-command 

Phyllite & Schist 

2.031 

Non-command 

Older Alluvium 

1.145 

Command 

Older Alluvium 

3.613 

Command 

Phyllite & Schist 

0.011 

Non-command 

Phyllite & Schist 

6.143 

Command 

Gneisses(B.G.C.) 

1.545 

Command 

Phyllite & Schist 

4.723 

Command 

Phyllite & Schist 

15.376 

Non-command 

Phyllite & Schist 

3.429 

Non-command 

Older Alluvium 

4.863 

Non-command 

Phyllite & Schist 

0.264 

Command 

Phyllite & Schist 

8.406 

Non-command 

Older Alluvium 

0.114 

Non-command 

Phyllite & Schist 

11.973 

Command 

Older Alluvium 

8.808 

Command 

Phyllite & Schist 

2.548 

Command 

Phyllite & Schist 

0.623 

Command 

Phyllite & Schist 

3.687 



Number 
of Wells 
with 

Pumpset 

Number of 
Operational 
Days 

Average Yield 



Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

( 10 ) 

(IV 

( 12 ) 

( 13 ) 

50 

120 

90,000 

60,000 

120 

120 

90,000 

70,000 

1 

120 

90,000 

70,000 

7 

120 

90,000 

70,000 

18 

120 

90,000 

70,000 

11 

120 

90,000 

70,000 

1 

120 

100,000 

90,000 

4 120 

90,000 

60,000 

10 

120 

90,000 

70,000 

1 

120 

90,000 

70,000 

1 

120 

90,000 

70,000 

9 

120 

90,000 

70,000 

8 

120 

90,000 

70,000 

7 

120 

90,000 

70,000 

2 

120 

90,000 

70,000 

40 

120 

100,000 

90,000 

38 

120 

100,000 

80,000 

67 

120 

60,000 

45,000 

52 

120 

60,000 

45,000 

2 

120 

60,000 

45,000 

2 

120 

50,000 

20,000 

16 

120 

90,000 

70,000 

1 

120 

90,000 

70,000 

11 

120 

70,000 

50,000 

15 

120 

70,000 

50,000 

4 120 

90,000 

70,000 

11 

120 

90,000 

70,000 

10 

120 

70,000 

50,000 

29 

120 

90,000 

70,000 

9 

120 

90,000 

70,000 

22 

120 

90,000 

70,000 

12 

120 

90,000 

70,000 

14 

120 

90,000 

70,000 

20 

120 

100,000 

80,000 

2 

120 

100,000 

80,000 

1 

120 

90,000 

70,000 

4 120 

100,000 

80,000 

10 

120 

90,000 

60,000 

120 

90,000 

70,000 

11 

120 

90,000 

70,000 

10 

120 

90,000 

50,000 

30 

120 

90,000 

70,000 

68 

120 

90,000 

70,000 

1 

120 

90,000 

70,000 

35 

120 

100,000 

80,000 

2 

120 

60,000 

45,000 

7 

120 

90,000 

70,000 

2 

120 

100,000 

80,000 

163 

120 

60,000 

45,000 

50 

120 

90,000 

60,000 

15 

120 

90,000 

70,000 

9 

120 

60,000 

45,000 

22 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

( 15 ) 

( 16 ) 

0.360 

0.360 

1.008 

1.008 

0.008 

0.008 

0.059 

0.059 

0.151 

0.151 

0.092 

0.092 

0.011 

0.011 

0.029 

0.029 

0.084 

0.084 

0.008 

0.008 

0.008 

0.008 

0.076 

0.076 

0.067 

0.067 

0.059 

0.070 

0.017 

0.017 

0.432 

0.432 

0.365 

0.365 

0.362 

0.362 

0.281 

0.281 

0.011 

0.011 

0.005 

0.005 

0.134 

0.134 

0.008 

0.008 

0.066 

0.066 

0.090 

0.140 

0.034 

0.034 

0.092 

0.092 

0.060 

0.060 

0.244 

0.244 

0.076 

0.108 

0.185 

0.185 

0.101 

0.101 

0.118 

0.150 

0.192 

0.192 

0.019 

0.019 

0.008 

0.008 

0.038 

0.038 

0.072 

0.072 

- 

- | 

0.092 

0.092 

0.060 

0.060 

0.252 

0.252 

0.571 

0.571 

0.008 

0.008 

0.336 

0.336 

0.011 

0.011 

0.059 

0.059 

0.019 

0.019 

0.880 

0.880 

0.360 

0.360 

0.126 

0.126 

0.049 

0.049 

0.185 

0.185 









































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Kakraj Khurd 


Kalanara 


Kalandarpura 


Kalyanpura 



Kanwarawas 


Kanwarpura 


Karimpura 


Type of Area (Command / N< 
command) 



0822000202609800 

2.703 

Fresh 

0822000602663300 

4.365 

Fresh 

0822000602671100 

2.038 

Fresh 

0822000402641500 

2.479 

Saline 

0822000502654600 

2.278 

Fresh 

0822000502657200 

6.222 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bisalpur 


Non-command 


Bisalpur 



0822000502658000 

3.111 

Fresh 

0822000602664900 

7.249 

Fresh 

0822000602667000 

2.198 

Fresh 


Bisalpur 


Non-command 


Bisalpur 



0822000202606500 

1.721 

Fresh 

0822000402642300 

3.133 

Fresh 


Bisalpur 


Non-command 


Non-command 


Bisalpur 



Karola 


0822000402634300 


Saline Bisalpur 


3.144 Fresh Non-command 


Kerli 

0822000502653900 

2.763 

Fresh 

Kesarpura 

0824001002905900 

2.688 

Fresh 

Khareda 

0822000502656400 

19.199 

Fresh 



Khedoolya Kalan 


Khema Ka Khera 


Khera Gaonri 


Kishanpura 


Kookar 


Kotra 


Kuchalwara Kalan 


Kuchalwara Khurd 


Kuhara Khurd 


Kurasya 


Kushalpura 


Kyariya 


Lachhmipura 


Ladpura 


Lahan 


2.810 Fresh 


Saline 


0822000502649600 

3.991 

0824001002905400 

1.324 

0822000602662100 

4.173 

0822000202612200 

2.901 

0822000602670600 

2.820 



0822000502649900 

15.374 

0822000602673100 

4.140 

0824001002905800 

13.021 

0824001002906100 

1.664 

0822000502650900 

8.504 


0822000502658100 

6.033 

Fresh 

0822000602661700 

1.448 

Fresh 

0822000502655000 

4.956 

Fresh 

0822000502649800 

4.907 

Fresh 

0822000502655400 

3.937 

Fresh 

0822000502653200 

1.529 

Fresh 

0822000402636700 

7.562 

Fresh 


Lakolai 

0822000602661600 

6.747 

Fresh 

Lamba Kalan 

0822000502651800 

12.073 

Fresh 

Lank 

0822000202613000 

10.522 

Fresh 


Non-command 


Non-command 


Bisalpur 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Mashi 


Bisalpur 


Bisalpur 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Tordi Sagar 


Bisalpur 


Bisalpur 


Non-command 


Non-command 


Non-command 


Non-command 


Bisalpur 


Non-command 


Bisalpur 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

0.920 

Non-command 

Older Alluvium 

2.172 

Non-command 

Phyllite & Schist 

0.846 

Non-command 

Older Alluvium 

2.193 

Non-command 

Phyllite & Schist 

1.375 

Non-command 

Phyllite & Schist 

0.115 

Command 

Phyllite & Schist 

0.087 

Non-command 

Phyllite & Schist 

2.278 

Command 

Gneisses(B.G.C.) 

0.946 

Command 

Phyllite & Schist 

0.050 

Non-command 

Gneisses(B.G.C.) 

1.607 

Non-command 

Phyllite & Schist 

3.619 

Command 

Phyllite & Schist 

3.111 

Non-command 

Phyllite & Schist 

7.053 

Command 

Older Alluvium 

0.049 

Command 

Phyllite & Schist 

2.149 

Command 

Phyllite & Schist 

2.329 

Non-command 

Phyllite & Schist 

2.618 

Non-command 

Phyllite & Schist 

1.721 

Command 

Older Alluvium 

0.175 

Command 

Phyllite & Schist 

0.243 

Command 

Phyllite & Schist 

1.492 

Non-command 

Older Alluvium 

0.120 

Non-command 

Phyllite & Schist 

0.395 

Non-command 

Phyllite & Schist 

2.763 

Non-command 

Phyllite & Schist 

2.688 

Command 

Phyllite & Schist 

2.573 

Non-command 

Phyllite & Schist 

16.625 

Non-command 

Older Alluvium 

0.095 

Non-command 

Older Alluvium 

0.077 

Non-command 

Phyllite & Schist 

0.830 

Non-command 

Phyllite & Schist 

0.040 

Non-command 

Phyllite & Schist 

4.173 

Command 

Older Alluvium 

0.258 

Command 

Phyllite & Schist 

2.293 

Command 

Phyllite & Schist 

0.527 

Non-command 

Phyllite & Schist 

10.551 

Non-command 

Phyllite & Schist 

0.006 

Non-command 

Phyllite & Schist 

12.917 

Non-command 

Phyllite & Schist 

1.163 

Non-command 

Phyllite & Schist 

0.035 

Command 

Phyllite & Schist 

1.513 

Command 

Phyllite & Schist 

6.033 

Command 

Phyllite & Schist 

1.448 

Non-command 

Phyllite & Schist 

4.956 

Non-command 

Phyllite & Schist 

2.090 

Non-command 

Phyllite & Schist 

3.937 

Non-command 

Phyllite & Schist 

0.005 

Command 

Older Alluvium 

6.193 

Non-command 

Older Alluvium 

1.369 

Command 

Phyllite & Schist 

6.747 

Non-command 

Phyllite & Schist 

12.067 

Non-command 

Phyllite & Schist 

9.460 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

20,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

45,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

50,000 

20,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

45,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.042 

0.042 

0.182 

0.182 

0.038 

0.038 

0.173 

0.173 

0.109 

0.109 

0.008 

0.008 

- 

- 

0.042 

0.042 

0.050 

0.050 


0.084 

0.084 

0.185 

0.185 

0.748 

0.748 

0.109 

0.109 


0.185 

0.185 

0.034 

0.034 

0.042 

0.042 

0.081 

0.081 

0.010 

0.010 

0.011 

0.011 

0.024 

0.030 

0.029 

0.029 

0.059 

0.066 

0.034 

0.034 

0.156 

0.156 

0.084 

0.084 

0.512 

0.512 

0.010 

0.010 

0.006 

0.006 

0.050 

0.050 

0.006 

0.006 

0.546 

0.546 

0.019 

0.019 

0.042 

0.042 

0.005 

0.005 

1.134 

1.134 


0.312 

0.379 

0.252 

0.252 


0.050 

0.050 

0.168 

0.168 

0.092 

0.092 

0.185 

0.185 



0.672 

0.696 

0.144 

0.156 

0.202 

0.202 

0.479 

0.479 

0.227 

0.227 



































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 



Mayla Polya 


Meerganj Sherpur 


Mohammad Nagar 


Molaipura 


Moondiya 


Mor Bhatiyan 


Morda 


0822000502656000 


Type of Area (Command / N< 
command) 


Tordi Sagar 


6.475 Fresh Bisalpur 


Saline Bisalpur 



Madhoganj 

0822000502654300 

5.207 

Fresh 

Madhosinghpura @ Daulta 

0822000602662900 

5.854 

Fresh 

Mahadeopura 

0822000502655300 

3.796 

Fresh 

Maharajpura 

0822000602665200 

2.194 

Fresh 

Mahmoodganj 

0822000402643200 

8.625 

Fresh 

Mahuwa 

0822000402642900 

5.782 

Fresh 


Maliyon Ki Jhonpariyan 

0822000402637600 

1.278 

Fresh 

Markhera 

0822000202612100 

4.725 

Fresh 



5.137 Fresh 


Saline 


0824001002906400 

4.964 

0822000402643600 

2.734 



Non-command 


Non-command 


Non-command 


Non-command 


Bisalpur 


Bisalpur 


Bisalpur 


Mashi 


Non-command 


Non-command 


Non-command 


Non-command 


Bisalpur 



Bisalpur 


Bisalpur 


Non-command 


Bisalpur 



13.430 Fresh 


Bisalpur 


Non-command 


Bisalpur 


Non-command 


Mashi 


Non-command 


Bisalpur 



0822000502655900 


12.990 Fresh 


Non-command 


Bisalpur 



Motooka 

0822000402633400 

4.538 

Fresh 

Muglana 

0822000602670300 

9.327 

Fresh 

Muglani 

0822000602670400 

3.006 

Fresh 

Mundiya Khurd 

0822000602664100 

8.563 

Fresh 


Narsinghpura 

0822000602663500 

1.946 

Fresh 

Nasirpura 

0822000402644900 

2.875 

Fresh 



Nawabpura 


0822000402637400 


Non-command 


Non-command 


Bisalpur 


Bisalpur 


Bisalpur 


Non-command 


Non-command 


Bisalpur 


Non-command 


Bisalpur 


Non-command 


Bisalpur 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Phyllite & Schist 

0.032 

Command 

Older Alluvium 

0.809 

Command 

Older Alluvium 

2.902 

Command 

Phyllite & Schist 

2.764 

Non-command 

Phyllite & Schist 

5.207 

Non-command 

Phyllite & Schist 

5.854 

Non-command 

Phyllite & Schist 

3.796 

Non-command 

Phyllite & Schist 

2.194 

Command 

Phyllite & Schist 

8.433 

Command 

Older Alluvium 

3.838 

Command 

Phyllite & Schist 

1.944 

Command 

Older Alluvium 

1.278 

Command 

Older Alluvium 

2.762 

Non-command 

Older Alluvium 

1.284 

Non-command 

Phyllite & Schist 

0.608 

Non-command 

Phyllite & Schist 

0.843 

Non-command 

Phyllite & Schist 

0.221 

Command 

Older Alluvium 

2.592 

Command 

Phyllite & Schist 

0.142 

Command 

Older Alluvium 

0.900 

Command 

Phyllite & Schist 

1.986 

Command 

Phyllite & Schist 

1.950 

Command 

Older Alluvium 

2.369 

Non-command 

Older Alluvium 

1.275 

Command 

Older Alluvium 

9.273 

Command 

Phyllite & Schist 

5.508 

Command 

Older Alluvium 

3.878 

Command 

Phyllite & Schist 

0.260 

Non-command 

Older Alluvium 

0.210 

Non-command 

Phyllite & Schist 

10.032 

Command 

Older Alluvium 

4.133 

Non-command 

Older Alluvium 

0.066 

Command 

Older Alluvium 

4.539 

Non-command 

Older Alluvium 

0.512 

Command 

Older Alluvium 

2.711 

Non-command 

Older Alluvium 

1.206 

Command 

Older Alluvium 

7.319 

Command 

Phyllite & Schist 

3.816 

Non-command 

Phyllite & Schist 

2.295 

Command 

Older Alluvium 

11.367 

Command 

Phyllite & Schist 

0.503 

Non-command 

Phyllite & Schist 

1.120 

Non-command 

Phyllite & Schist 

4.538 

Command 

Phyllite & Schist 

0.088 

Command 

Phyllite & Schist 

1.130 

Command 

Phyllite & Schist 

8.450 

Non-command 

Phyllite & Schist 

0.113 

Non-command 

Phyllite & Schist 

1.946 

Command 

Phyllite & Schist 

0.216 

Non-command 

Phyllite & Schist 

1.351 

Command 

Phyllite & Schist 

0.360 

Non-command 

Phyllite & Schist 

0.949 

Command 

Older Alluvium 

3.892 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

45,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

50,000 

20,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

45,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

50,000 

20,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

50,000 

20,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

45,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

45,000 

120 

60,000 

45,000 

120 

50,000 

20,000 

120 

50,000 

20,000 

120 

100,000 

80,000 




MCM 

MCM 

(15) 

(16) 

- 

- | 

0.029 

0.029 

0.060 

0.068 

0.022 

0.028 

0.151 

0.151 

0.134 

0.156 

0.017 

0.017 

0.017 

0.017 

0.108 

0.122 

0.163 

0.199 

0.043 

0.057 

0.480 

0.540 

0.154 

0.154 

0.067 

0.067 

0.016 

0.016 

0.010 

0.010 

0.018 

0.018 

0.182 

0.182 

0.005 

0.005 

0.019 

0.019 

0.022 

0.022 

0.010 

0.010 

0.086 

0.098 

0.048 

0.048 

0.998 

1.070 

0.335 

0.357 

0.048 

0.048 



0.118 

0.118 

0.115 

0.115 


0.077 

0.077 

0.010 

0.010 

0.346 

0.346 

0.154 

0.154 

0.086 

0.086 

0.042 

0.042 

0.025 

0.025 

0.182 

0.182 

0.008 

0.008 

0.017 

0.017 

0.734 

0.770 

0.008 

0.008 

0.151 

0.151 

0.244 

0.244 



0.002 

0.002 

0.269 

0.305 













































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Niwai Urban 


Niwariya 


Nondpura 


Ojhapura 


Pahari 


Palra 


Polyara 


Radhaballabhpura 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Nayagaon 

0822000602661500 

2.408 

Fresh 

Nayagaon Gothra 

0822000602667500 

12.581 

Fresh 

Nimola 

0822000402641600 

5.390 

Saline 

Nirwana 

0822000402644100 

7.513 

Fresh 


Non-command 


Tordi Sagar 


Bisalpur 


Non-command 


Bisalpur 


Bisalpur 



0822000342203000 


0822000602664400 


0822000602666400 


Saline Bisalpur 


37.795 Fresh Non-command 


Fresh Non-command 


Fresh Bisalpur 





0822000502653400 

5.942 

0822000302624400 

8.292 

0822000402637000 

4.454 




Bisalpur 


Bisalpur 


Non-command 


Non-command 


Bisalpur 



Pandrahera 

0822000502650100 

12.042 

Fresh 

Panwar 

0822000602663100 

14.283 

Fresh 

Pasrotiya 

0822000202611500 

5.781 

Fresh 

Pathraj Khurd 

0822000502649500 

7.163 

Fresh 

Peetawas 

0822000202609100 

2.846 

Fresh 

Phooleta 

0822000702683500 

13.099 

Fresh 


0822000602663900 


Tordi Sagar 


6.040 Fresh Bisalpur 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bisalpur 


8.631 Fresh Bisalpur 


Non-command 



Raghunathpura 

0822000402643900 

1.483 

Saline 

Rahimpura(Dhola Bhata) 

0822000202606600 

3.030 

Fresh 

Rairampura 

0822000202609000 

3.876 

Fresh 

Raisinghpura 

0822000502654900 

1.857 

Fresh 

Rajmahal 

0822000602661400 

19.405 

Fresh 


Saline Bisalpur 



Bisalpur 


Non-command 


Non-command 


Non-command 


Bisalpur 


Non-command 


Bisalpur 



Ram Niwaspura 

0822000502651400 

4.878 

Fresh 

Rampura 

0822000502657800 

10.176 

Fresh 

Ranipura 

0822000402643100 

2.090 

Fresh 


9.745 Fresh Non-command 


Non-command 


Non-command 


Non-command 


Bisalpur 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

0.090 

Command 

Phyllite & Schist 

1.382 

Command 

Phyllite & Schist 

2.408 

Non-command 

Phyllite & Schist 

2.427 

Command 

Phyllite & Schist 

0.068 

Command 

Older Alluvium 

0.821 

Command 

Phyllite & Schist 

6.608 

Command 

Phyllite & Schist 

0.084 

Non-command 

Older Alluvium 

1.438 

Non-command 

Phyllite & Schist 

5.297 

Command 

Gneisses(B.G.C.) 

3.932 

Command 

Phyllite & Schist 

4.730 

Command 

Older Alluvium 

0.759 

Command 

Older Alluvium 

0.772 

Non-command 

Phyllite & Schist 

5.942 

Non-command 

Older Alluvium 

0.462 

Command 

Older Alluvium 

3.522 

Command 

Phyllite & Schist 

0.239 

Non-command 

Older Alluvium 

0.249 

Non-command 

Phyllite & Schist 

0.383 

Command 

Older Alluvium 

0.001 

Command 

Phyllite & Schist 

0.060 

Command 

Older Alluvium 

5.287 

Command 

Phyllite & Schist 

0.752 

Non-command 

Phyllite & Schist 

2.247 

Non-command 

Phyllite & Schist 

14.283 

Non-command 

Older Alluvium 

0.069 

Non-command 

Phyllite & Schist 

1.318 

Non-command 

Phyllite & Schist 

2.846 

Command 

Older Alluvium 

1.353 

Command 

Phyllite & Schist 

0.391 

Command 

Phyllite & Schist 

5.278 

Non-command 

Phyllite & Schist 

3.353 

Command 

Older Alluvium 

4.452 

Command 

Phyllite & Schist 

5.270 

Command 

Phyllite & Schist 

1.479 

Non-command 

Phyllite & Schist 

3.030 

Non-command 

Phyllite & Schist 

3.876 

Non-command 

Phyllite & Schist 

1.857 

Command 

Phyllite & Schist 

6.394 

Non-command 

Phyllite & Schist 

0.752 

Command 

Older Alluvium 

0.536 

Command 

Phyllite & Schist 

0.191 

Command 

Older Alluvium 

0.039 

Command 

Phyllite & Schist 

0.952 

Non-command 

Older Alluvium 

6.592 

Non-command 

Phyllite & Schist 

0.404 

Command 

Gneisses(B.G.C.) 

2.232 

Command 

Phyllite & Schist 

0.941 

Non-command 

Phyllite & Schist 

2.568 

Non-command 

Phyllite & Schist 

4.878 

Non-command 

Phyllite & Schist 

9.120 

Command 

Older Alluvium 

1.469 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

20,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

50,000 

20,000 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

90,000 

50,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

80,000 

50,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

60,000 

45,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

50,000 

20,000 

120 

60,000 

45,000 

120 

60,000 

45,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

70,000 

50,000 

120 

50,000 

20,000 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

( 15 ) 

( 16 ) 

0.008 

0.008 

0.076 

0.076 

0.496 

0.496 

0.050 

0.050 

- 

- 

0.038 

0.038 

0.189 

0.203 

- 

- 

0.130 

0.130 

0.512 

0.544 

0.060 

0.060 

0.101 

0.101 

0.024 

0.024 

0.012 

0.012 

0.160 

0.160 

0.054 

0.054 

0.269 

0.281 

0.011 

0.011 

0.019 

0.019 

0.016 

0.016 



0.422 

0.446 

0.032 

0.032 

0.193 

0.193 

1.344 

1.344 

0.010 

0.010 

0.042 

0.042 

0.059 

0.059 

0.156 

0.156 

0.034 

0.034 

0.202 

0.213 

0.126 

0.126 

0.154 

0.154 

0.151 

0.151 

0.019 

0.025 

0.076 

0.076 

0.043 

0.043 

0.042 

0.042 

0.260 

0.260 

0.034 

0.034 

0.019 

0.019 

0.005 

0.005 

- 

- 

0.010 

0.010 

1.393 

1.393 

0.058 

0.058 

0.034 

0.034 

0.017 

0.017 

0.042 

0.042 

0.017 

0.017 

0.428 

0.428 

0.374 

0.422 
















































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Saddiqpura 


Sandla 


Sangrampura 


Sankhana 


Santhali 


Sanwatgarh 


Sardara 


Sardarpura 


Sendiyawas 


Setiwas 


Sevarampura 


Shahdatabad 


Shri Ramnagar 


Shrinagar 


Type of Area (Command / N< 
command) 



Ratanpura 

0822000602664500 

2.093 

Fresh 

Ratwai 

0822000502652100 

6.945 

Fresh 

Ratwara 

0822000502654200 

2.904 

Fresh 

Rawta 

0822000602661300 

12.296 

Fresh 


0822000202610000 


3.816 Fresh 


Non-command 


Non-command 


Non-command 


Bisalpur 


Non-command 


Non-command 



Safipura 

0822000202606100 

5.166 

Fresh 

Salgyawas 

0822000502657600 

7.065 

Fresh 


Non-command 


Bisalpur 



0822000502653600 

3.106 

0822000602664800 

4.045 

0822000402644400 

6.903 

0822000602664300 

6.996 


0822000602663000 

26.237 

0822000602664600 

4.411 

0822000402645300 

4.295 



Fresh 


Fresh 


Saline 


10.469 Fresh 



Bisalpur 


Bisalpur 


Non-command 


Non-command 


Bisalpur 


Bisalpur 


Non-command 


Non-command 


Non-command 


Bisalpur 


Bisalpur 


Bisalpur 


Fresh Bisalpur 


Non-command 


Fresh Bisalpur 



0822000602663700 

6.873 

0822000502656300 

4.822 



0822000499999908 

6.568 

0822000402643400 

0.585 




Bisalpur 


Bisalpur 


Non-command 


Bisalpur 



Shakurpura 

0822000499999910 

5.509 

Fresh 

Shree Nagar 

0822000602665100 

2.632 

Fresh 



0822000502656900 

3.449 

0822000202608900 

3.029 



Saline 


2.903 Fresh 


Saline 


Bisalpur 


Bisalpur 


Bisalpur 


Bisalpur 


Non-command 


Bisalpur 


Bisalpur 


Non-command 


Non-command 


Non-command 


Non-command 


Bisalpur 


Bisalpur 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Phyllite & Schist 

0.622 

Non-command 

Phyllite & Schist 

2.093 

Non-command 

Phyllite & Schist 

6.945 

Non-command 

Phyllite & Schist 

2.904 

Command 

Phyllite & Schist 

2.095 

Non-command 

Phyllite & Schist 

1.862 

Non-command 

Older Alluvium 

0.056 

Non-command 

Phyllite & Schist 

1.582 

Non-command 

Older Alluvium 

0.152 

Non-command 

Phyllite & Schist 

1.635 

Non-command 

Older Alluvium 

5.166 

Command 

Gneisses(B.G.C.) 

2.730 

Command 

Phyllite & Schist 

0.307 

Non-command 

Gneisses(B.G.C.) 

1.955 

Non-command 

Phyllite & Schist 

2.073 

Command 

Phyllite & Schist 

2.801 

Command 

Phyllite & Schist 

2.825 

Non-command 

Phyllite & Schist 

3.106 

Non-command 

Phyllite & Schist 

4.045 

Command 

Phyllite & Schist 

6.903 

Command 

Phyllite & Schist 

6.856 

Non-command 

Phyllite & Schist 

0.140 

Non-command 

Phyllite & Schist 

22.095 

Non-command 

Phyllite & Schist 

4.411 

Command 

Phyllite & Schist 

0.887 

Command 

Phyllite & Schist 

3.136 

Command 

Older Alluvium 

7.099 

Command 

Phyllite & Schist 

3.370 

Command 

Older Alluvium 

6.498 

Non-command 

Older Alluvium 

1.752 

Command 

Older Alluvium 

0.467 

Command 

Phyllite & Schist 

4.357 

Command 

Phyllite & Schist 

0.032 

Command 

Phyllite & Schist 

2.629 

Non-command 

Phyllite & Schist 

6.873 

Command 

Gneisses(B.G.C.) 

0.162 

Command 

Phyllite & Schist 

3.364 

Non-command 

Gneisses(B.G.C.) 

0.020 

Non-command 

Phyllite & Schist 

1.275 

Command 

Older Alluvium 

6.568 

Command 

Phyllite & Schist 

0.035 

Command 

Phyllite & Schist 

0.550 

Command 

Older Alluvium 

4.165 

Non-command 

Older Alluvium 

2.718 

Command 

Older Alluvium 

3.149 

Command 

Phyllite & Schist 

0.007 

Non-command 

Phyllite & Schist 

2.626 

Non-command 

Phyllite & Schist 

3.449 

Non-command 

Phyllite & Schist 

1.833 

Non-command 

Phyllite & Schist 

1.196 

Command 

Older Alluvium 

1.934 

Command 

Older Alluvium 

0.918 

Command 

Phyllite & Schist 

0.052 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

45,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

70,000 

50,000 

120 

50,000 

20,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

45,000 

120 

50,000 

20,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

20,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

45,000 

120 

50,000 

20,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

60,000 

45,000 

120 

50,000 

20,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

50,000 

20,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

45,000 

120 

50,000 

20,000 

120 

120,000 

100,000 

120 

80,000 

50,000 

120 

60,000 

40,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.086 

0.093 

0.126 

0.126 

0.134 

0.134 

0.008 

0.008 

0.185 

0.185 

0.168 

0.168 

- 

- 

0.005 

0.005 

- 

- ' 

0.002 

0.002 

0.278 

0.278 

0.042 

0.042 

0.008 

0.008 

0.034 

0.034 

0.034 

0.034 

0.081 

0.088 

0.036 

0.042 

0.034 

0.034 

0.143 

0.143 

0.180 

0.210 

0.664 

0.686 

0.017 

0.017 

0.462 

0.484 

0.487 

0.487 

0.005 

0.005 

0.010 

0.016 

0.317 

0.317 

0.176 

0.176 

0.269 

0.305 

0.067 

0.079 

0.022 

0.022 

0.218 

0.218 


0.024 

0.030 

0.538 

0.538 



0.017 

0.017 

0.096 

0.096 



0.034 

0.034 

0.067 

0.067 

0.016 

0.016 

0.005 

0.005 

0.084 

0.084 

0.018 

0.018 

















































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


07001002 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


(2) 

(3) 

(4) 

(5) 

Shyosinghpura @ Keriya 

0822000302622300 

4.269 

Fresh 

Sirohi 

0822000602663800 

12.007 

Fresh 


Sukhniwaspura 


Talibpura 


Teekar 


Thada 


Thali 


Uncha 


Usmanpura 


Wazeerpura Khurd 


Wazzerpura 


Type of Area (Command / N< 
command) 


Sitarampura 

0822000502649400 

5.076 

Fresh 

Sohela 

0822000202609300 

21.542 

Fresh 


Non-command 


Bisalpur 


Non-command 


Non-command 


Non-command 



0822000502651500 




0824001002905500 


0822000402637800 


0822000402637900 


0822000602665700 


0822000499999911 


1.639 Fresh Non-command 


Tordi Sagar 


9.844 Fresh Bisalpur 



0822000402637200 

2.458 

0824001002906000 

12.418 

0822000402637300 

1.969 

0822000402643300 

10.248 




Todaraisingh (Rural) 

0822000502653100 

4.462 

Fresh 

Todaraisingh Urban 

0822000542205000 

31.231 

Fresh 

Tonk Urban 

0822000442204000 

31.073 

Fresh 




Bisalpur 


Bisalpur 


Non-command 


Bisalpur 


Bisalpur 


Bisalpur 


Bisalpur 


Non-command 


Non-command 


Non-command 


Bisalpur 


Non-command 


Bisalpur 


Bisalpur 


Non-command 


Bisalpur 


Bisalpur 


Bisalpur 


Vijaipura 

0822000302623900 

1.141 

Fresh 

Wazeerpura Kalan 

0822000402645100 

2.667 

Saline 




Yaminpura 

0822000202608700 

1.970 

Fresh 

Yusufganj @ Ramnagar 

0822000402641400 

4.019 

Saline 

Abhaipur 

0810000501306200 

4.678 

Fresh 

Ahamadpura Chauki 

0822000402639800 

6.237 

Fresh 


Ahmadnagar 

0822000402642100 

1.529 

Fresh 

Alimpura 

0822000402638100 

4.311 

Fresh 

Allapura 

0822000402638500 

6.961 

Fresh 


Arniya Neel 

0822000402642200 

7.546 

Fresh 

Arniya Tiwari 

0822000402635500 

4.642 

Fresh 



Bisalpur 


Non-command 


Bisalpur 


Non-command 


Non-command 


Bisalpur 


Non-command 


Bisalpur 


Bisalpur 


Bisalpur 


Bisalpur 


Bisalpur 


Bisalpur 


Non-command 


Bisalpur 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.883 

Command 

Phyllite & Schist 

2.769 

Non-command 

Phyllite & Schist 

9.238 

Non-command 

Phyllite & Schist 

0.228 

Non-command 

Older Alluvium 

4.417 

Non-command 

Phyllite & Schist 

12.313 

Command 

Older Alluvium 

0.580 

Command 

Phyllite & Schist 

0.320 

Non-command 

Phyllite & Schist 

1.638 

Command 

Phyllite & Schist 

0.000 

Command 

Older Alluvium 

1.468 

Command 

Phyllite & Schist 

8.293 

Command 

Older Alluvium 

0.083 

Command 

Older Alluvium 

2.458 

Non-command 

Phyllite & Schist 

9.522 

Command 

Older Alluvium 

1.969 

Command 

Phyllite & Schist 

9.929 

Command 

Phyllite & Schist 

0.318 

Command 

Gneisses(B.G.C.) 

2.572 

Command 

Phyllite & Schist 

0.609 

Non-command 

Phyllite & Schist 

1.358 

Non-command 

Phyllite & Schist 

0.197 

Non-command 

Phyllite & Schist 

15.475 

Command 

Older Alluvium 

16.614 

Non-command 

Older Alluvium 

0.561 

Command 

Phyllite & Schist 

4.582 

Command 

Phyllite & Schist 

2.257 

Non-command 

Phyllite & Schist 

0.760 

Command 

Phyllite & Schist 

1.902 

Command 

Phyllite & Schist 

0.010 

Command 

Older Alluvium 

2.339 

Command 

Phyllite & Schist 

2.462 

Non-command 

Older Alluvium 

0.700 

Command 

Older Alluvium 

0.055 

Command 

Phyllite & Schist 

2.612 

Command 

Phyllite & Schist 

2.431 

Non-command 

Phyllite & Schist 

0.307 

Command 

Older Alluvium 

4.525 

Non-command 

Older Alluvium 

0.570 

Non-command 

Phyllite & Schist 

0.387 

Command 

Phyllite & Schist 

0.759 

Non-command 

Phyllite & Schist 

1.395 

Command 

Older Alluvium 

4.863 

Command 

Phyllite & Schist 

1.374 

Command 

Phyllite & Schist 

0.323 

Command 

Phyllite & Schist 

3.457 

Command 

Older Alluvium 

6.190 

Command 

Phyllite & Schist 

0.771 

Command 

Phyllite & Schist 

0.013 

Command 

Older Alluvium 

4.109 

Non-command 

Older Alluvium 

0.533 

Command 

Older Alluvium 

7.678 

Non-command 

Older Alluvium 

0.047 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

ipd 

(IV 

(12) 

(13) 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

50,000 

20,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

50,000 

20,000 

120 

70,000 

50,000 

120 

60,000 

45,000 

120 

60,000 

45,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

70,000 

50,000 

120 

50,000 

20,000 

120 

50,000 

20,000 

120 

50,000 

20,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

50,000 

20,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

60,000 

45,000 

120 

60,000 

45,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

60,000 

45,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.140 

0.140 

0.042 

0.042 

0.134 

0.145 

- 

- 

0.259 

0.259 

0.405 

0.412 

0.029 

0.029 

0.011 

0.011 

0.092 

0.092 


0.067 

0.067 

0.205 

0.219 


0.336 

0.360 

0.894 

0.911 

0.173 

0.185 

0.443 

0.479 

0.007 

0.007 

0.084 

0.084 

0.017 

0.017 

0.042 

0.042 

0.126 

0.126 

0.176 

0.176 

2.150 

2.546 

0.077 

0.089 

0.216 

0.223 

0.048 

0.048 

0.090 

0.098 

0.011 

0.011 


0.115 

0.115 

0.134 

0.134 

0.097 

0.097 

- 

- 

0.029 

0.035 

0.026 

0.032 

0.002 

0.002 

0.384 

0.420 

0.048 

0.048 

0.005 

0.005 

0.010 

0.010 

0.079 

0.079 

0.182 

0.206 

0.032 

0.032 

0.022 

0.022 

0.081 

0.088 

0.125 

0.137 

0.011 

0.011 

- 

- 

0.211 

0.235 

0.029 

0.029 

0.854 

0.914 

0.010 

0.010 






















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Bara Jerekila 

0822000499999901 

3.707 

Fresh 

Baroni 

0822000402633300 

15.360 

Fresh 

Beer Hasanpura 

0822000402641700 

1.311 

Saline 

Bhanchi 

0822000402634800 

9.966 

Fresh 


Bisalpur 


Non-command 


Bisalpur 


Non-command 


Bhojpura 

0822000702683300 

11.260 

Fresh 

Bichpuri 

0822000402636100 

2.154 

Fresh 

Bishnpura 

0822000402645900 

6.289 

Fresh 


Bisalpur 


Bisalpur 


Bisalpur 


Bithola 

0822000402639700 

4.373 

Fresh 

Bor Khandi Khurd 

0822000202609400 

5.949 

Fresh 

Bordi 

0822000402640500 

3.319 

Fresh 

Brijnagar Deopura 

0822000702678800 

1.767 

Fresh 

Chandlai 

0822000402636200 

11.728 

Fresh 

Chaukri 

0810000501306700 

2.694 

Fresh 

Chiroj 

0822000402634400 

7.405 

Fresh 


Chooriya 


Dadiyan 


Deobarniyan 


Deoli 


Didayach 


Bisalpur 


Non-command 


Bisalpur 


Bisalpur 


Bisalpur 


Non-command 


Bisalpur 


Non-command 



0822000402635100 


4.121 Fresh 


0822000402633500 

4.030 

Fresh 

0822000402634500 

2.088 

Fresh 

0810000501306400 

3.483 

Fresh 

0822000402634700 

6.040 

Fresh 



Bisalpur 


Non-command 


Non-command 


Non-command 


Non-command 


Bisalpur 


Non-command 


Deopura 

0822000402639500 

4.938 

Fresh 

Dhola khera 

0822000499999903 

3.931 

Fresh 

Dholi 

0810000501307000 

10.347 

Fresh 


Bisalpur 


Bisalpur 


Galwa Bund 


Non-command 



0810000501307100 


6.861 Fresh 


Galwa Bund 


Non-command 



Encher 

0810000501306300 

7.900 

Fresh 

Farookabad 

0822000402645600 

6.051 

Fresh 


Non-command 


Bisalpur 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Older Alluvium 

1.279 

Command 

Phyllite & Schist 

11.325 

Command 

Phyllite & Schist 

0.030 

Non-command 

Phyllite & Schist 

10.863 

Command 

Older Alluvium 

1.508 

Command 

Older Alluvium 

12.462 

Command 

Phyllite & Schist 

6.473 

Non-command 

Older Alluvium 

0.828 

Non-command 

Phyllite & Schist 

2.208 

Command 

Older Alluvium 

12.154 

Command 

Phyllite & Schist 

12.809 

Command 

Older Alluvium 

14.824 

Command 

Phyllite & Schist 

0.314 

Non-command 

Older Alluvium 

8.481 

Non-command 

Phyllite & Schist 

0.025 

Command 

Older Alluvium 

0.357 

Command 

Phyllite & Schist 

2.631 

Command 

Older Alluvium 

0.100 

Non-command 

Phyllite & Schist 

0.258 

Command 

Phyllite & Schist 

1.191 

Non-command 

Older Alluvium 

5.319 

Non-command 

Phyllite & Schist 

4.647 

Command 

Older Alluvium 

0.162 

Command 

Older Alluvium 

2.154 

Command 

Older Alluvium 

0.293 

Command 

Phyllite & Schist 

5.996 

Command 

Older Alluvium 

4.373 

Non-command 

Older Alluvium 

2.413 

Command 

Older Alluvium 

3.319 

Command 

Phyllite & Schist 

0.288 

Command 

Older Alluvium 

11.728 

Non-command 

Older Alluvium 

2.545 

Command 

Older Alluvium 

0.173 

Non-command 

Older Alluvium 

5.359 

Non-command 

Phyllite & Schist 

1.745 

Command 

Older Alluvium 

2.131 

Non-command 

Older Alluvium 

1.989 

Non-command 

Phyllite & Schist 

0.652 

Non-command 

Phyllite & Schist 

2.088 

Non-command 

Phyllite & Schist 

2.680 

Command 

Older Alluvium 

0.528 

Non-command 

Older Alluvium 

4.466 

Non-command 

Phyllite & Schist 

1.047 

Command 

Older Alluvium 

4.938 

Command 

Older Alluvium 

3.931 

Command 

Older Alluvium 

1.606 

Non-command 

Older Alluvium 

3.710 

Non-command 

Phyllite & Schist 

1.870 

Command 

Older Alluvium 

0.082 

Non-command 

Older Alluvium 

2.127 

Non-command 

Phyllite & Schist 

0.961 

Non-command 

Phyllite & Schist 

7.593 

Command 

Phyllite & Schist 

5.749 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

50,000 

20,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

50,000 

20,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

60,000 

45,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

60,000 

45,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.048 

0.048 

0.243 

0.272 

- 

- 

0.151 

0.151 

0.077 

0.077 

1.104 

1.140 

0.324 

0.338 

0.058 

0.058 

0.115 

0.115 

0.588 

0.617 

0.428 

0.450 

0.720 

0.763 

0.008 

0.008 

0.408 

0.437 



0.005 

0.005 

0.125 

0.149 

0.065 

0.072 

0.012 

0.012 

0.240 

0.276 

0.010 

0.010 

0.130 

0.144 

0.480 

0.480 

0.163 

0.163 

0.211 

0.223 

0.008 

0.008 

0.816 

0.864 

0.307 

0.307 

0.029 

0.029 

0.998 

1.034 

0.184 

0.191 

0.067 

0.067 

0.058 

0.058 

0.032 

0.032 

0.270 

0.284 

0.288 

0.288 

0.029 

0.029 

0.288 

0.300 

0.038 

0.038 

0.595 

0.607 

0.432 

0.492 

0.038 

0.038 

0.096 

0.096 

0.036 

0.036 

0.010 

0.010 

0.202 

0.202 

0.072 

0.072 

0.569 

0.569 

0.086 

0.100 










































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 




Fatehganj 


Gafur Pura 


Ghas 


Ghasri 


Goharpura 


Gopalpura 


Gudaliya 


Gulabpura 


Hakeempur 


Hansolai 


Harchandera 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Census Code 

Area 


sq.km 

(3) 

(4) 



0822000702677800 

2.589 

0822000499999904 

5.361 

0822000402640900 

13.933 

0822000402641000 

3.173 

0822000402638000 

5.428 

0822000702676100 

1.349 

0822000702676000 

2.331 



0822000402645700 

2.293 

0822000402642000 

1.720 


Bisalpur 


Bisalpur 


Bisalpur 


Bisalpur 


Bisalpur 


Bisalpur 


Bisalpur 


Bisalpur 


5.602 Fresh Dheel 


Non-command 


Saline Bisalpur 



0822000702678700 

1.288 

0822000402640800 

8.193 


Hatauna 

0822000402634200 

13.678 

Fresh 

Hayatpura 

0822000402635600 

1.518 

Fresh 

llahipura 

0822000402639400 

4.264 

Fresh 

Isarda 

0810000501306600 

15.474 

Fresh 


Non-command 


Bisalpur 


Bisalpur 


Non-command 



Islampura 

0822000402639100 

1.496 

Fresh 

Jamanpura 

0822000402633600 

3.667 

Fresh 

Jhalra 

0822000402646200 

8.242 

Fresh 


Bisalpur 


Non-command 


Bisalpur 


Jhonpra 


0810000501307400 


25.406 Fresh 



Kakod 


Kalichhor 


Kalyanpura 


0822000702678400 

12.838 

0822000702675600 

3.542 

0822000402641500 

2.479 

0822000702675900 

6.741 




Kanwarpura 

0810000501305400 

7.061 

Fresh 

Karadi 

0810000401304800 

3.350 

Fresh 



Karimpura 

0822000402642300 

3.133 

Saline 

Karola 

0822000402634300 

3.144 

Fresh 


Dheel 


Non-command 


Bisalpur 


Bisalpur 


Bisalpur 


Bisalpur 


Bisalpur 


Bisalpur 


Non-command 


Dheel 


Non-command 


Bisalpur 


Non-command 


Bisalpur 


Non-command 


Khajooriya 

0822000402640100 

3.362 

Fresh 

Khaleel Pura Papra 

0822000402640200 

3.567 

Fresh 

Khanpura 

0822000402636000 

2.005 

Fresh 

Kishanganj 

0822000702677400 

1.820 

Fresh 


Bisalpur 


Bisalpur 


Bisalpur 


Galwa Bund 


Lachhmipura 


Lamba 


0822000702675500 


0822000402638200 


Fresh Bisalpur 


10.178 Fresh Bisalpur 


Saline Bisalpur 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Phyllite & Schist 

0.301 

Command 

Phyllite & Schist 

1.654 

Command 

Older Alluvium 

5.361 

Command 

Phyllite & Schist 

13.933 

Command 

Phyllite & Schist 

3.173 

Command 

Phyllite & Schist 

5.428 

Command 

Older Alluvium 

1.349 

Command 

Older Alluvium 

1.863 

Command 

Phyllite & Schist 

0.468 

Command 

Phyllite & Schist 

1.533 

Non-command 

Phyllite & Schist 

1.604 

Command 

Phyllite & Schist 

2.293 

Command 

Phyllite & Schist 

0.184 

Command 

Phyllite & Schist 

0.990 

Command 

Phyllite & Schist 

1.189 

Command 

Older Alluvium 

3.112 

Command 

Phyllite & Schist 

5.081 

Non-command 

Phyllite & Schist 

13.268 

Command 

Older Alluvium 

1.518 

Command 

Older Alluvium 

4.264 

Non-command 

Older Alluvium 

1.245 

Non-command 

Phyllite & Schist 

13.889 

Command 

Older Alluvium 

2.143 

Command 

Phyllite & Schist 

0.197 

Command 

Older Alluvium 

1.496 

Non-command 

Phyllite & Schist 

2.286 

Command 

Older Alluvium 

0.688 

Command 

Phyllite & Schist 

0.335 

Command 

Phyllite & Schist 

0.040 

Non-command 

Phyllite & Schist 

15.846 

Command 

Phyllite & Schist 

1.516 

Command 

Phyllite & Schist 

1.675 

Command 

Phyllite & Schist 

8.600 

Command 

Phyllite & Schist 

3.542 

Command 

Phyllite & Schist 

2.392 

Command 

Older Alluvium 

3.384 

Command 

Phyllite & Schist 

3.238 

Non-command 

Phyllite & Schist 

1.321 

Command 

Phyllite & Schist 

2.097 

Non-command 

Phyllite & Schist 

0.795 

Command 

Older Alluvium 

2.021 

Non-command 

Older Alluvium 

0.213 

Command 

Phyllite & Schist 

1.223 

Non-command 

Older Alluvium 

0.879 

Non-command 

Phyllite & Schist 

1.429 

Command 

Phyllite & Schist 

3.362 

Command 

Phyllite & Schist 

3.567 

Command 

Older Alluvium 

2.005 

Command 

Older Alluvium 

1.086 

Command 

Phyllite & Schist 

0.012 

Command 

Phyllite & Schist 

3.821 

Command 

Phyllite & Schist 

9.620 

Command 

Phyllite & Schist 

0.558 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

20,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

60,000 

45,000 

120 

60,000 

45,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

45,000 

120 

60,000 

45,000 

120 

50,000 

20,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

60,000 

45,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

60,000 

45,000 

120 

50,000 

20,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

20,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

50,000 

20,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

60,000 

45,000 

120 

60,000 

45,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

45,000 

120 

50,000 

20,000 



MCM 

MCM 

(15) 

(16) 

0.002 

0.002 

0.185 

0.185 

0.096 

0.096 

0.378 

0.450 

0.097 

0.111 

0.130 

0.144 

0.048 

0.048 

0.312 

0.312 

0.050 

0.050 

0.030 

0.030 

0.030 

0.030 

0.070 

0.077 

0.005 

0.005 

0.019 

0.025 

0.076 

0.076 

0.163 

0.175 

0.157 

0.164 

0.119 

0.155 

0.144 

0.180 

0.336 

0.360 

0.115 

0.127 

0.936 

1.042 

0.154 

0.166 

0.005 

0.005 

0.336 

0.348 

0.119 

0.126 

0.038 

0.038 

0.011 

0.011 

- 

- 

0.461 

0.461 

0.119 

0.126 

0.058 

0.064 

0.815 

1.085 

0.034 

0.034 

0.012 

0.012 

0.456 

0.456 

0.302 

0.302 

0.036 

0.036 

0.042 

0.042 

0.018 

0.018 

0.202 

0.214 

0.019 

0.019 

0.019 

0.025 

0.230 

0.254 

0.211 

0.240 

0.351 

0.373 

0.119 

0.133 

0.067 

0.079 

0.024 

0.024 

- 

- 

0.025 

0.025 

0.130 

0.152 

0.002 

0.002 

























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Motis Ki Jhonpriyan 


Naharbari 


Natwara 


Naya Gaon 


Nimola 


Noorpur Khera 


Parana 


Pharasya 


Rahmandiya 


Raipur 


Rajpura 


Ram Nagar 


Ramganj 


Ramnagar 


Rampura 


Ramzan Ganj 


Raufpura Khera 


Rhimpura 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


( 4 ) ( 5 ) 


3.163 Fresh Bisalpur 


8.235 Fresh Bisalpur 


Saline Bisalpur 


20.717 Fresh Bisalpur 


Non-command 


9.576 Fresh 


Mehandwas 

0822000402637700 

16.045 

Fresh 

Mohammadpura Withnayagaon 

0822000402640400 

2.475 

Fresh 


Bisalpur 


Non-command 


Bisalpur 


Bisalpur 



Mohammd Ganj Jageer 

0822000402640300 

2.464 

Fresh 

Mohmmad Nagar 

0822000402638300 

3.598 

Fresh 



0822000702678500 

0.810 

0822000302624500 

2.944 

0822000302633200 

20.091 

0822000702675400 

2.906 

0822000402639200 

4.504 

0822000402641600 

5.390 



0822000402639300 

4.338 

0822000402634100 

21.963 

0822000402641900 

1.268 



0822000402641100 

3.150 

0810000501306800 

4.548 

0822000402641300 

1.895 


0822000702675700 

2.327 

0822000702678000 

2.944 

0822000702677300 

1.462 

0822000702678300 

2.646 

0822000702677500 

2.694 



0822000402640600 

3.404 

0822000402641800 

3.091 



Bisalpur 


Non-command 


Non-command 


Bisalpur 


Bisalpur 


Bisalpur 


Bisalpur 


Bisalpur 


Non-command 


Bisalpur 


Bisalpur 


Bisalpur 


Raghunathpura 

0822000402643900 

1.483 

Saline 

Rahimpura 

0822000402638800 

4.897 

Fresh 





Bisalpur 


Non-command 


Bisalpur 


Bisalpur 


Bisalpur 


Bisalpur 


Galwa Bund 


Bisalpur 


Bisalpur 


Galwa Bund 


Rasoolapura 

0822000402645800 

4.524 

Fresh 

Rathod 

0810000401304700 

5.623 

Fresh 




Saline Bisalpur 


5.694 Fresh Bisalpur 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Older Alluvium 

3.100 

Command 

Phyllite & Schist 

0.063 

Command 

Phyllite & Schist 

5.657 

Command 

Phyllite & Schist 

2.578 

Command 

Older Alluvium 

1.116 

Non-command 

Older Alluvium 

13.659 

Non-command 

Phyllite & Schist 

5.942 

Command 

Older Alluvium 

5.308 

Non-command 

Older Alluvium 

0.548 

Command 

Phyllite & Schist 

1.263 

Command 

Older Alluvium 

1.718 

Command 

Phyllite & Schist 

0.757 

Command 

Phyllite & Schist 

2.464 

Command 

Older Alluvium 

1.050 

Command 

Phyllite & Schist 

2.547 

Command 

Phyllite & Schist 

0.611 

Non-command 

Phyllite & Schist 

0.150 

Non-command 

Phyllite & Schist 

17.425 

Command 

Phyllite & Schist 

2.906 

Command 

Older Alluvium 

4.504 

Command 

Phyllite & Schist 

0.585 

Command 

Phyllite & Schist 

4.736 

Command 

Older Alluvium 

4.338 

Non-command 

Phyllite & Schist 

1.573 

Command 

Phyllite & Schist 

1.237 

Command 

Phyllite & Schist 

0.031 

Command 

Older Alluvium 

5.765 

Command 

Phyllite & Schist 

0.247 

Command 

Phyllite & Schist 

0.005 

Command 

Older Alluvium 

0.333 

Command 

Phyllite & Schist 

4.564 

Command 

Phyllite & Schist 

3.150 

Non-command 

Older Alluvium 

4.350 

Command 

Phyllite & Schist 

1.199 

Command 

Phyllite & Schist 

0.696 

Command 

Phyllite & Schist 

2.327 

Command 

Phyllite & Schist 

0.594 

Command 

Older Alluvium 

1.005 

Command 

Phyllite & Schist 

0.732 

Command 

Older Alluvium 

0.451 

Command 

Older Alluvium 

0.990 

Command 

Phyllite & Schist 

0.228 

Non-command 

Older Alluvium 

0.021 

Command 

Phyllite & Schist 

4.524 

Command 

Phyllite & Schist 

0.843 

Non-command 

Phyllite & Schist 

0.221 

Command 

Older Alluvium 

3.404 

Command 

Phyllite & Schist 

0.108 

Command 

Phyllite & Schist 

2.983 

Command 

Older Alluvium 

0.797 

Command 

Phyllite & Schist 

2.168 

Command 

Older Alluvium 

0.027 

Command 

Phyllite & Schist 

2.184 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

60,000 

45,000 

120 

50,000 

20,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

60,000 

45,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

50,000 

20,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

60,000 

45,000 

120 

50,000 

20,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

50,000 

20,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

60,000 

45,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

50,000 

20,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

60,000 

45,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

50,000 

20,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 






MCM 

MCM 

( 15 ) 

( 16 ) 

0.096 

0.108 

- 

- 

0.184 

0.198 

0.038 

0.044 

0.029 

0.029 

0.317 

0.329 

0.076 

0.083 

0.192 

0.216 

0.019 

0.019 

0.076 

0.083 

0.058 

0.070 

0.011 

0.011 

0.146 

0.168 

0.058 

0.058 

0.086 

0.093 

0.017 

0.017 

0.007 

0.007 

1.310 

1.310 

0.286 

0.286 

0.326 

0.350 

0.022 

0.022 

0.074 

0.086 

0.432 

0.468 

0.011 

0.011 

0.167 

0.174 

0.002 

0.002 

0.636 

0.636 

0.017 

0.017 



0.032 

0.046 

0.092 

0.099 

0.211 

0.211 

0.027 

0.027 

0.007 

0.007 

0.008 

0.008 

0.042 

0.042 

0.012 

0.012 

0.126 

0.126 

0.012 

0.012 

0.024 

0.024 



0.135 

0.149 

0.030 

0.030 

0.006 

0.006 

0.250 

0.262 

0.005 

0.005 

0.055 

0.067 

0.084 

0.084 

0.160 

0.160 

- 

- 

0.160 

0.160 



















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Roopwas 

0822000702675800 

6.953 

Fresh 

Rughnathpura 

0822000702677200 

1.804 

Fresh 

Sadagaon 

0822000402639900 

3.851 

Fresh 

Sandila 

0822000402643700 

6.966 

Saline 

Sangrampura 

0822000702676200 

6.735 

Fresh 


Sardarpura 


Sarsop 


Sawai 


Sawasa 


0822000402645300 

4.295 

Saline 

0822000702678600 

1.389 

Fresh 

0810000501306500 

24.212 

Fresh 

0822000402635300 

3.282 

Fresh 

0810000401305000 

3.297 

Fresh 


Sedri 

0822000702676600 

4.041 

Fresh 

Sevarampura 

0822000499999908 

6.568 

Fresh 

Shaidbad 

0822000499999909 

6.961 

Fresh 

Shakurpura 

0822000499999910 

5.509 

Fresh 

Shiwar 

0810000501305500 

28.126 

Fresh 

Shreepura 

0822000702677700 

2.161 

Fresh 


Bisalpur 


Galwa Bund 


Bisalpur 


Bisalpur 


Bisalpur 


Non-command 


Bisalpur 


Bisalpur 


Non-command 


Bisalpur 


Dheel 


Non-command 


Galwa Bund 


Bisalpur 


Bisalpur 


Bisalpur 


Non-command 


Bisalpur 


Shuklpura 

0822000402634600 

4.059 

Fresh 

Shyopuri 

0822000402635800 

1.789 

Fresh 


Sirohi 

0810000501308200 

11.628 

Fresh 

Sitarampura 

0822000402635000 

8.594 

Fresh 


Non-command 


Bisalpur 


Non-command 


Non-command 


Non-command 


Sohela 

0822000202609300 

21.542 

Fresh 

Solpur 

0810000501306900 

10.423 

Fresh 


Tonk Urban 


Torda 


Trilokpura 


Urn 


Untitana 


Usmanpura 


Vijaipura 


Yakoob Ganj 


Non-command 


Non-command 



Soran 

0822000402639000 

4.727 

Fresh 

Sunela ( Hazipura) 

0822000402640700 

5.837 

Fresh 

Sureli 

0822000702676400 

15.975 

Fresh 


Tapur 

0810000501306000 

14.926 

Fresh 

Theekariya 

0822000402635700 

6.625 

Fresh 



0822000702676500 

2.385 

0822000442204000 

31.073 

0810000501308300 

4.527 

0810000501308400 

8.680 

0822000402645400 

9.062 


0822000402640000 


0822000402637800 


0822000402637900 


0822000702677900 


0822000402646000 



6.046 Fresh 


4.500 Fresh 


2.132 Fresh 


3.105 Fresh 


3.717 Fresh 


Bisalpur 


Bisalpur 


Galwa Bund 


Non-command 


Non-command 


Bisalpur 


Non-command 


Galwa Bund 


Bisalpur 


Non-command 


Non-command 


Bisalpur 


Bisalpur 


Bisalpur 


Bisalpur 


Bisalpur 


Bisalpur 


Bisalpur 



Yusufganj @ Ramnagar 


0822000402641400 


Saline Bisalpur 


4.019 Saline Bisalpur 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.004 

Non-command 

Phyllite & Schist 

0.124 

Command 

Phyllite & Schist 

6.953 

Command 

Older Alluvium 

1.237 

Command 

Phyllite & Schist 

3.851 

Command 

Phyllite & Schist 

1.340 

Command 

Older Alluvium 

6.471 

Non-command 

Older Alluvium 

0.264 

Command 

Phyllite & Schist 

0.272 

Command 

Phyllite & Schist 

1.260 

Non-command 

Phyllite & Schist 

10.233 

Command 

Older Alluvium 

3.282 

Command 

Phyllite & Schist 

0.132 

Non-command 

Phyllite & Schist 

0.453 

Command 

Older Alluvium 

1.030 

Command 

Older Alluvium 

0.000 

Command 

Older Alluvium 

0.000 

Command 

Older Alluvium 

2.360 

Non-command 

Phyllite & Schist 

3.380 

Command 

Older Alluvium 

0.018 

Command 

Phyllite & Schist 

1.257 

Non-command 

Phyllite & Schist 

4.059 

Command 

Older Alluvium 

1.352 

Non-command 

Older Alluvium 

0.438 

Non-command 

Phyllite & Schist 

3.205 

Non-command 

Older Alluvium 

0.095 

Non-command 

Phyllite & Schist 

8.483 

Non-command 

Phyllite & Schist 

4.164 

Non-command 

Older Alluvium 

6.908 

Non-command 

Phyllite & Schist 

2.370 

Command 

Older Alluvium 

16.426 

Command 

Phyllite & Schist 

4.923 

Command 

Older Alluvium 

4.727 

Command 

Older Alluvium 

5.837 

Command 

Older Alluvium 

9.991 

Non-command 

Older Alluvium 

5.981 

Non-command 

Phyllite & Schist 

0.777 

Command 

Older Alluvium 

4.979 

Non-command 

Older Alluvium 

1.646 

Command 

Older Alluvium 

1.418 

Command 

Older Alluvium 

13.197 

Non-command 

Phyllite & Schist 

0.367 

Non-command 

Phyllite & Schist 

0.197 

Command 

Phyllite & Schist 

0.094 

Command 

Phyllite & Schist 

2.129 

Command 

Phyllite & Schist 

6.046 

Command 

Phyllite & Schist 

2.598 

Command 

Phyllite & Schist 

2.122 

Command 

Phyllite & Schist 

1.666 

Command 

Older Alluvium 

0.135 

Command 

Phyllite & Schist 

3.483 

Command 

Phyllite & Schist 

0.099 

Command 

Phyllite & Schist 

3.260 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

60,000 

45,000 

120 

50,000 

20,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

50,000 

20,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

60,000 

45,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

60,000 

45,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

60,000 

45,000 

120 

50,000 

20,000 

120 

60,000 

45,000 

120 

60,000 

45,000 

120 

60,000 

45,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

50,000 

20,000 

120 

50,000 

20,000 


Tube Wells with 


MCM 

MCM 

(15) 

(16) 

- 

- ; 

0.008 

0.008 

1.117 

1.117 

0.024 

0.024 

0.173 

0.173 

0.017 

0.017 

0.252 

0.252 

0.012 

0.012 

- 

- 

0.109 

0.109 

0.490 

0.519 

0.058 

0.058 

0.006 

0.006 

0.012 

0.012 

0.084 

0.084 


0.076 

0.076 

0.518 

0.532 

0.326 

0.350 

0.106 

0.118 

0.058 

0.058 

0.010 

0.010 

0.416 

0.423 

0.140 

0.140 

0.250 

0.250 

0.065 

0.065 

0.816 

0.840 

0.135 

0.142 

0.384 

0.408 

0.154 

0.166 

1.236 

1.236 

0.744 

0.744 

0.036 

0.036 

0.269 

0.293 

0.086 

0.098 

0.180 

0.180 

1.709 

2.021 

0.094 

0.267 

0.007 

0.007 

0.005 

0.005 

0.046 

0.046 

0.270 

0.284 

0.016 

0.016 

0.011 

0.011 

0.092 

0.092 

0.019 

0.019 

0.254 

0.268 

0.002 

0.002 

0.038 

0.044 











































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



07001003 


Yusufpura @ Charai 


Adalwara Kalan 


Adalwara Khurd 


Adoondi 


Ajnoti 


0822000402635900 


0810000501309000 


0810000501308900 


0810000601316000 


0810000601315200 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


3.219 Fresh 


8.188 Fresh 


3.914 Fresh 


2.423 Fresh 


5.348 Fresh 


Bisalpur 


Non-command 


Non-command 


Non-command 


Non-command 



Akhegarh 


0810000701332900 


5.007 Fresh 


Surwal 


Non-command 


Akoda 

0810000701339200 

14.010 

Fresh 

Aniyala 

0810000701338600 

11.583 

Fresh 


Non-command 


Non-command 



Bagroli 

0810000401304500 

9.534 

Fresh 

Bahrawada Kalan 

0810000701331600 

7.709 

Fresh 

Bajoli 

0810000701328400 

8.862 

Fresh 

Baloli 

0810000301293200 

2.642 

Fresh 


Bandha 

0810000601311900 

13.067 

Fresh 

Bangarda Kalan 

0810000701331000 

4.996 

Fresh 

Bangarda Khurd 

0810000701330900 

1.870 

Fresh 

Banipura 

0810000701333700 

9.308 

Fresh 


Dheel 


Non-command 


Non-command 


Dheel 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Banota 

0810000601315700 

6.562 

Fresh 

Banpur 

0810000701330300 

1.210 

Fresh 


6.820 Fresh Dheel 




Bareda 

0810000701329900 

10.936 

Fresh 

Barh Bichchhi Dona 

0810000301293400 

1.659 

Fresh 


Barh Biloli 


0810000301294100 


7.384 Fresh 


Non-command 


Dheel 


Non-command 


Non-command 


Barh Peelwa 


Barnawada 


0810000301293800 


9.766 Fresh 


Dheel 


Non-command 



Barh Peepalwara Chak No.2 

0810000301293000 

2.017 

Fresh 

Barh Peepalwara Chak No.3 

0810000301292800 

0.648 

Fresh 


0810000701333400 


9.480 Fresh 


Dheel 


Non-command 


Non-command 


Dheel 


Non-command 


Non-command 



Barod 

0810000701338400 

10.301 

Fresh 

Barodiya 

0810000301290600 

3.705 

Fresh 


Barwas 

0810000701339300 

11.482 

Fresh 

Baso Kalan 

0810000701326800 

3.903 

Fresh 


Non-command 


Dheel 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Older Alluvium 

3.219 

Non-command 

Phyllite & Schist 

7.652 

Non-command 

Phyllite & Schist 

3.912 

Non-command 

Phyllite & Schist 

0.072 

Non-command 

Older Alluvium 

1.189 

Non-command 

Phyllite & Schist 

3.388 

Command 

Phyllite & Schist 

0.766 

Non-command 

Limestone 

0.078 

Non-command 

Older Alluvium 

3.187 

Non-command 

Older Alluvium 

6.168 

Non-command 

Limestone 

1.295 

Non-command 

Older Alluvium 

5.103 

Non-command 

Limestone 

4.636 

Non-command 

Older Alluvium 

1.696 

Command 

Phyllite & Schist 

0.412 

Non-command 

Older Alluvium 

3.031 

Non-command 

Older Alluvium 

7.100 

Command 

Limestone 

0.081 

Non-command 

Limestone 

0.019 

Non-command 

Phyllite & Schist 

9.079 

Non-command 

Older Alluvium 

3.888 

Non-command 

Older Alluvium 

1.675 

Non-command 

Older Alluvium 

0.013 

Non-command 

Quartzite 

0.000 

Non-command 

Shale 

7.679 

Non-command 

Phyllite & Schist 

6.153 

Non-command 

Older Alluvium 

0.757 

Non-command 

Quartzite 

0.453 

Command 

Older Alluvium 

0.397 

Command 

Phyllite & Schist 

0.082 

Non-command 

Older Alluvium 

0.004 

Non-command 

Phyllite & Schist 

0.030 

Non-command 

Quartzite 

8.648 

Command 

Limestone 

0.662 

Non-command 

Limestone 

0.031 

Non-command 

Limestone 

1.669 

Non-command 

Quartzite 

2.836 

Command 

Limestone 

0.024 

Non-command 

Limestone 

4.207 

Non-command 

Quartzite 

4.959 

Command 

Limestone 

0.007 

Non-command 

Limestone 

1.256 

Non-command 

Limestone 

2.017 

Command 

Limestone 

0.260 

Non-command 

Limestone 

0.377 

Non-command 

Limestone 

4.359 

Non-command 

Older Alluvium 

4.283 

Non-command 

Shale 

0.839 

Non-command 

Limestone 

6.481 

Command 

Phyllite & Schist 

1.861 

Non-command 

Phyllite & Schist 

0.123 

Non-command 

Older Alluvium 

6.037 

Non-command 

Limestone 

2.809 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

80,000 

60,000 

120 

150,000 

120,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

150,000 

120,000 

120 

80,000 

60,000 




Wells with 
Pumpset 


MCM 


(15) 


0.240 



0.010 

0.094 

0.554 

0.602 

0.130 

0.148 

0.050 

0.050 

0.048 

0.048 

0.006 

0.006 



0.126 

0.126 

0.066 

0.074 

0.006 

0.006 

0.066 

0.091 

0.160 

0.225 

- 

- 

0.030 

0.089 

0.050 

0.147 

- 

- 

0.012 

0.012 

0.012 

0.029 

0.012 

0.012 

0.012 

0.012 

0.094 

0.180 

0.187 

0.349 

0.029 

0.053 

0.101 

0.658 

0.138 

0.146 

0.006 

0.006 

0.302 

0.878 

0.072 

0.158 































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Baso Khurd 


Basra Nadi 


Bhoori Pahari 


Chak Biloli 


Chiroli 


Type of Area (Command / N< 
command) 




0810000701326900 


0810000401305100 


4.392 Fresh 


3.251 Fresh 


Beerpur 

0810000701328200 

5.775 

Fresh 

Bhadlao 

0810000601313900 

6.263 

Fresh 


Bhagwatgarh 

0810000501308500 

39.088 

Fresh 

Bhains Khera 

0810000601314800 

5.186 

Fresh 


Dheel 


Non-command 


Non-command 


Non-command 


Surwal 


Non-command 


Non-command 


Surwal 



Bhaopur 

0810000701328800 

13.418 

Fresh 

Bharja Nadi 

0810000301291000 

11.188 

Fresh 


Non-command 


Dheel 



Bholanpur 

0810000701331500 

2.450 

Fresh 

Bhookha 

0810000301292700 

7.493 

Fresh 


0810000701327000 


30.342 Fresh 


Non-command 


Dheel 


Non-command 


Non-command 



Bichpuri Goojran 

0810000701330700 

6.800 

Fresh 

Biloli Nadi 

0810000301294200 

4.115 

Fresh 


0810000301293900 


3.816 Fresh 


Dheel 


Non-command 


Non-command 


Non-command 


Dheel 


Non-command 



Chak Sigor 

0810000701338900 

0.994 

Fresh 

Chakeri 

0810000601314600 

10.932 

Fresh 


0810000701329400 


15.338 Fresh 


Dabich 

0810000701333600 

11.918 

Fresh 

Dang Bajoli 

0810000701327400 

22.936 

Fresh 

Dang Bhavpur 

0810000701327300 

14.150 

Fresh 

Dehlod 

0810000301290900 

8.508 

Fresh 


Non-command 


Non-command 


Surwal 


Non-command 


Non-command 


Non-command 


Non-command 


Dheel 



Dhoonda 

0810000601312300 

2.436 

Fresh 

Didwari 

0810000401304000 

8.249 

Fresh 


Non-command 


Non-command 


Dheel 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Quartzite 

0.613 

Non-command 

Limestone 

0.037 

Non-command 

Quartzite 

2.741 

Command 

Phyllite & Schist 

2.879 

Non-command 

Phyllite & Schist 

0.371 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

0.281 

Command 

Older Alluvium 

0.167 

Non-command 

Phyllite & Schist 

8.807 

Non-command 

Older Alluvium 

0.000 

Command 

Older Alluvium 

4.654 

Command 

Phyllite & Schist 

0.530 

Non-command 

Older Alluvium 

10.553 

Command 

Limestone 

0.061 

Command 

Phyllite & Schist 

3.016 

Non-command 

Limestone 

4.210 

Non-command 

Older Alluvium 

0.734 

Non-command 

Phyllite & Schist 

3.160 

Non-command 

Older Alluvium 

10.308 

Non-command 

Quartzite 

2.560 

Non-command 

Older Alluvium 

2.450 

Command 

Limestone 

0.680 

Non-command 

Limestone 

5.578 

Non-command 

Limestone 

8.693 

Non-command 

Older Alluvium 

5.759 

Non-command 

Quartzite 

13.355 

Non-command 

Older Alluvium 

0.073 

Command 

Limestone 

1.475 

Non-command 

Limestone 

5.515 

Non-command 

Older Alluvium 

5.095 

Non-command 

Limestone 

2.822 

Non-command 

Quartzite 

0.371 

Command 

Limestone 

1.792 

Non-command 

Limestone 

0.686 

Non-command 

Quartzite 

0.023 

Non-command 

Older Alluvium 

0.994 

Non-command 

Older Alluvium 

0.468 

Command 

Older Alluvium 

3.996 

Non-command 

Older Alluvium 

10.291 

Non-command 

Quartzite 

1.258 

Non-command 

Older Alluvium 

11.918 

Non-command 

Older Alluvium 

3.754 

Non-command 

Older Alluvium 

0.207 

Command 

Older Alluvium 

1.436 

Command 

Phyllite & Schist 

3.675 

Non-command 

Older Alluvium 

2.864 

Non-command 

Phyllite & Schist 

0.532 

Command 

Older Alluvium 

0.058 

Command 

Phyllite & Schist 

2.985 

Non-command 

Phyllite & Schist 

0.022 

Non-command 

Older Alluvium 

2.403 

Command 

Phyllite & Schist 

1.375 

Non-command 

Phyllite & Schist 

0.400 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

150,000 

120,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

150,000 

120,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM 


( 15 ) 


0.017 





0.184 

0.271 

0.078 

0.078 

0.012 

0.012 



0.298 

0.370 

0.029 

0.039 

0.173 

0.173 


0.102 

0.211 

0.144 

0.295 

0.038 

0.078 

0.108 

0.226 

0.173 

0.173 

0.025 

0.025 

0.187 

0.547 

0.024 

0.032 

0.192 

0.251 

0.216 

0.254 

0.288 

0.324 

0.386 

0.451 


0.036 

0.044 

0.144 

0.161 

0.533 

0.785 

0.186 

0.186 

0.034 

0.034 

0.042 

0.092 

0.018 

0.035 


0.014 

0.248 

0.038 

0.050 

0.336 

0.396 

0.173 

0.173 

0.008 

0.008 

0.302 

0.824 



0.019 

0.032 

0.024 

0.049 

0.029 

0.069 

0.006 

0.014 

0.010 

0.010 

0.186 

0.236 

- 

- 

0.173 

0.197 

0.114 

0.114 

0.036 

0.036 

























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Dubbi Khurd 


Dubra Kalan 


Ekra 


Endwa 


Fatehpur 


Gokulpur 


Gongor 


Goth Bihari 


Gudla Chandan 


Gudla Nadi 


Hanotya 


Haroti 


Jatawti 


Jatwara Kalan 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Dobra Khurd 

0810000601312100 

3.747 

Fresh 

Doongri 

0810000701327100 

6.151 

Fresh 

Dubbi Bidarkha 

0810000601312400 

15.347 

Fresh 


Dheel 


Non-command 


Non-command 


Non-command 


Dheel 



0810000601314300 

3.783 

0810000601314400 

5.133 

0810000501311500 

5.563 

0810000601313600 

2.209 

0809000601249800 

13.064 




Saline 


4.806 Fresh 


Garhi Ka Gaon 

0809000601249600 

9.479 

Fresh 

Ghata Jharnya 

0810000601311800 

3.665 

Fresh 

Girdharpura 

0810000501309100 

10.879 

Fresh 

Gojari 

0810000301292200 

7.252 

Fresh 


0810000701333100 


0810000601314900 


0810000701330200 


0810000401304300 


0810000401304900 


0810000701329500 


0809000601249700 


Surwal 


Surwal 


Non-command 


Non-command 


Non-command 


Non-command 


Dheel 


Non-command 


Non-command 


Non-command 


Non-command 


Dheel 


Non-command 


Non-command 


3.225 Fresh 


4.738 Fresh Surwal 


4.414 Fresh Non-command 


4.229 Fresh Dheel 


Non-command 


5.602 Fresh Dheel 


Non-command 


10.098 Fresh Non-command 


16.667 Fresh Non-command 



Hingoni 

0810000601313500 

5.906 

Fresh 

Itawada 

0810000701330100 

22.972 

Fresh 

Jarawata 

0810000601312500 

12.174 

Fresh 


Dheel 


Non-command 


Non-command 


Non-command 


Dheel 


Non-command 



0810000401304100 


0810000601315500 


4.971 Fresh 


9.943 Fresh 


Jola 

0810000501308700 

9.121 

Fresh 

Jolanda 

0810000301290800 

15.111 

Fresh 


Surwal 


Dheel 


Non-command 


Non-command 


Non-command 


Dheel 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Limestone 

0.003 

Non-command 

Limestone 

0.000 

Non-command 

Phyllite & Schist 

1.842 

Non-command 

Quartzite 

5.505 

Command 

Older Alluvium 

0.001 

Command 

Phyllite & Schist 

0.063 

Non-command 

Older Alluvium 

12.424 

Non-command 

Phyllite & Schist 

0.040 

Command 

Older Alluvium 

1.776 

Command 

Older Alluvium 

4.901 

Non-command 

Phyllite & Schist 

0.225 

Non-command 

Limestone 

1.177 

Non-command 

Older Alluvium 

1.376 

Non-command 

Older Alluvium 

9.301 

Command 

Phyllite & Schist 

2.471 

Non-command 

Phyllite & Schist 

0.077 

Non-command 

Older Alluvium 

0.293 

Non-command 

Phyllite & Schist 

2.289 

Non-command 

Phyllite & Schist 

2.479 

Command 

Limestone 

1.441 

Non-command 

Limestone 

5.203 

Non-command 

Limestone 

0.612 

Non-command 

Older Alluvium 

2.613 

Command 

Older Alluvium 

0.933 

Command 

Phyllite & Schist 

0.940 

Non-command 

Quartzite 

3.472 

Non-command 

Shale 

0.424 

Command 

Phyllite & Schist 

0.983 

Non-command 

Phyllite & Schist 

0.543 

Command 

Phyllite & Schist 

2.406 

Non-command 

Phyllite & Schist 

0.054 

Non-command 

Older Alluvium 

2.422 

Non-command 

Quartzite 

6.132 

Non-command 

Limestone 

0.429 

Non-command 

Older Alluvium 

6.702 

Non-command 

Quartzite 

0.130 

Command 

Phyllite & Schist 

2.518 

Non-command 

Phyllite & Schist 

7.931 

Non-command 

Limestone 

0.012 

Non-command 

Quartzite 

18.021 

Command 

Phyllite & Schist 

1.436 

Non-command 

Older Alluvium 

5.892 

Non-command 

Phyllite & Schist 

1.401 

Command 

Older Alluvium 

2.370 

Command 

Phyllite & Schist 

1.328 

Non-command 

Phyllite & Schist 

1.751 

Non-command 

Older Alluvium 

4.618 

Non-command 

Phyllite & Schist 

4.048 

Non-command 

Phyllite & Schist 

9.109 

Command 

Older Alluvium 

0.442 

Command 

Phyllite & Schist 

2.318 

Non-command 

Older Alluvium 

6.873 

Non-command 

Phyllite & Schist 

4.287 


with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

220,000 

200,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

220,000 

200,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

220,000 

200,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.278 

0.362 

0.538 

0.706 

0.007 

0.026 

0.346 

0.653 

0.048 

0.048 

0.126 

0.126 

0.294 

0.328 

0.012 

0.012 

0.024 

0.024 

0.007 

0.007 

0.050 

0.136 

0.024 

0.024 

0.078 

0.086 

0.007 

0.055 

0.072 

0.450 

0.077 

0.089 

0.065 

0.075 

0.924 

0.924 

0.125 

0.125 

0.024 

0.024 

0.012 

0.012 

0.048 

0.048 


0.043 

0.043 

0.050 

0.050 

0.007 

0.007 

0.384 

0.384 

- 

- 

0.108 

0.108 

0.348 

0.348 

- 

- | 

0.201 

0.201 

0.043 

0.072 

0.259 

0.391 

0.043 

0.072 

0.106 

0.154 

0.078 

0.078 

0.102 

0.102 

0.758 

0.794 

0.504 

0.533 

0.346 

0.471 

0.029 

0.029 

0.102 

0.102 

0.480 

0.480 

0.186 

0.186 























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Kacheeda Kalan 

0810000701329600 

11.378 

Fresh 

Kacheeda Khurd 

0810000701329800 

11.204 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Kaneti 

0810000701330800 

2.074 

Fresh 

Kanseer 

0810000601314200 

4.016 

Fresh 


Karadi 

0810000401304800 

3.350 

Fresh 

Karauli Ghata 

0810000701331800 

2.332 

Fresh 

Karauli Tarachand 

0810000701331200 

6.323 

Fresh 

Kasba Khandar 

0810000701334100 

11.253 

Fresh 


Non-command 


Non-command 


Surwal 


Dheel 


Non-command 


Non-command 


Non-command 


Kathooli @ Dhanaycha 

0810000701329000 

10.340 

Fresh 

Kawad 

0810000501311600 

7.346 

Fresh 

Keerpura 

0810000601313300 

0.452 

Fresh 

Khat Kalan 

0810000601312700 

3.549 

Fresh 


Khat Khurd 


Non-command 


Non-command 


Non-command 


Non-command 



0810000601312600 


Surwal 


4.423 Fresh Dheel 


Non-command 



Kherli Khalsa 

0810000601312000 

5.298 

Fresh 

Khidarpur Jadoo 

0810000701327200 

30.207 

Fresh 


Surwal 


Non-command 


Non-command 



0810000301290500 


Saline Non-command 


27.323 Fresh Dheel 



Khoh 

0809000601250400 

25.492 

Saline 

Koondla 

0810000701328500 

1.057 

Fresh 

Koshali 

0810000601315100 

3.222 

Fresh 



Kudana 

0810000701331400 

6.548 

Fresh 

Kundli Nadi 

0810000301292100 

9.441 

Fresh 



2.821 Fresh Non-command 


Kutalpur 

0810000701331700 

4.098 

Fresh 

Kyarda Kalan 

0810000701331100 

3.087 

Fresh 

Lakkarda 

0810000701329700 

4.088 

Fresh 


9.179 Fresh Non-command 




9.761 Fresh Dheel 


Non-command 


Makholi 

0810000601314500 

2.347 

Fresh 

Mamrot 

0810000701339000 

2.851 

Fresh 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Quartzite 

7.504 

Non-command 

Older Alluvium 

0.026 

Non-command 

Quartzite 

10.354 

Non-command 

Older Alluvium 

1.942 

Non-command 

Older Alluvium 

0.104 

Command 

Older Alluvium 

1.577 

Command 

Phyllite & Schist 

0.444 

Non-command 

Older Alluvium 

1.746 

Non-command 

Older Alluvium 

4.272 

Non-command 

Limestone 

0.324 

Non-command 

Shale 

5.433 

Non-command 

Quartzite 

9.028 

Non-command 

Phyllite & Schist 

4.671 

Non-command 

Limestone 

0.411 

Non-command 

Older Alluvium 

1.468 

Non-command 

Phyllite & Schist 

0.060 

Command 

Older Alluvium 

1.644 

Command 

Phyllite & Schist 

0.219 

Non-command 

Older Alluvium 

1.464 

Non-command 

Phyllite & Schist 

0.576 

Command 

Older Alluvium 

1.711 

Non-command 

Phyllite & Schist 

2.965 

Non-command 

Older Alluvium 

16.120 

Non-command 

Quartzite 

3.874 

Non-command 

Older Alluvium 

3.685 

Command 

Older Alluvium 

2.078 

Command 

Phyllite & Schist 

0.140 

Non-command 

Older Alluvium 

1.485 

Non-command 

Phyllite & Schist 

0.180 

Non-command 

Older Alluvium 

1.118 

Non-command 

Older Alluvium 

0.848 

Non-command 

Older Alluvium 

0.210 

Non-command 

Phyllite & Schist 

0.092 

Command 

Older Alluvium 

0.163 

Command 

Phyllite & Schist 

2.727 

Non-command 

Older Alluvium 

5.472 

Command 

Limestone 

1.567 

Command 

Phyllite & Schist 

0.362 

Non-command 

Limestone 

7.230 

Non-command 

Older Alluvium 

0.232 

Non-command 

Quartzite 

1.824 

Non-command 

Shale 

0.116 

Non-command 

Older Alluvium 

4.098 

Non-command 

Older Alluvium 

2.550 

Non-command 

Older Alluvium 

0.639 

Non-command 

Quartzite 

2.952 

Non-command 

Older Alluvium 

0.758 

Non-command 

Phyllite & Schist 

5.479 

Command 

Phyllite & Schist 

1.627 

Non-command 

Older Alluvium 

0.190 

Non-command 

Phyllite & Schist 

7.926 

Command 

Older Alluvium 

0.826 

Non-command 

Older Alluvium 

1.595 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

150,000 

120,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

150,000 

120,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Manpur 

0810000501308600 

7.325 

Fresh 

Mei Kalan 

0810000701334800 

8.164 

Fresh 

Mei Khurd 

0810000701334900 

48.460 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 



Moroj 

0810000701328300 

10.966 

Fresh 

Naypur 

0810000701328600 

7.622 

Fresh 

Needarda 

0810000601315400 

3.987 

Fresh 

Ninoni 

0810000601313100 

2.906 

Fresh 


Non-command 


Surwal 


Non-command 


Non-command 


Non-command 


Non-command 



On Kalal 

0810000701333300 

3.197 

Fresh 

On Meena 

0810000701338500 

7.501 

Fresh 

Padana 

0810000601312800 

7.603 

Fresh 


Non-command 


Non-command 


Non-command 



Padra Bardar 


0810000701338700 


Surwal 


7.845 Fresh Non-command 


Padra Nizamat 

0810000701329100 

6.614 

Fresh 

Padri Topkhana 

0810000701333200 

3.160 

Fresh 


Non-command 


Non-command 


Parli 

0810000601314000 

13.940 

Fresh 

Parsipura 

0810000701333500 

4.754 

Fresh 


Non-command 


Non-command 


Peeleri 

0810000701330600 

8.458 

Fresh 

Peelwa Nadi 

0810000301293700 

2.110 

Fresh 


Peepalda 

0810000701338300 

9.214 

Fresh 

Peepalwara 

0810000401304200 

8.293 

Fresh 



Peeplet 

0810000701331300 

2.482 

Fresh 

Phooleri 

0810000701329200 

11.440 

Fresh 

Prempura 

0810000701330000 

10.048 

Fresh 

Qila Khandar 

0810000701333800 

2.329 

Fresh 


Non-command 


Dheel 


Non-command 


Non-command 


Dheel 


Non-command 


Dheel 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Raghuwanti 

0810000301294300 

6.238 

Fresh 

Rahitha Khurd 

0810000601312900 

2.441 

Fresh 


Non-command 


Non-command 



Rathod 

0810000401304700 

5.623 

Fresh 

Rewatpura 

0810000501308800 

1.644 

Fresh 

Sahrawata 

0810000401305200 

5.745 

Fresh 


Saimarda 

0809000601249900 

5.595 

Saline 

Sangarwasa 

0810000301292300 

4.423 

Fresh 


Surwal 


Dheel 


Non-command 


Dheel 


Non-command 


Non-command 


Dheel 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

7.141 

Non-command 

Shale 

0.061 

Non-command 

Quartzite 

7.985 

Non-command 

Shale 

6.989 

Non-command 

Phyllite & Schist 

1.324 

Command 

Phyllite & Schist 

0.558 

Non-command 

Older Alluvium 

0.001 

Non-command 

Older Alluvium 

6.827 

Non-command 

Phyllite & Schist 

3.837 

Non-command 

Limestone 

0.008 

Non-command 

Older Alluvium 

1.669 

Non-command 

Limestone 

1.346 

Non-command 

Quartzite 

7.181 

Non-command 

Limestone 

0.907 

Non-command 

Quartzite 

0.777 

Non-command 

Limestone 

3.144 

Non-command 

Limestone 

1.116 

Non-command 

Limestone 

0.108 

Non-command 

Older Alluvium 

4.931 

Command 

Older Alluvium 

2.560 

Non-command 

Limestone 

3.568 

Non-command 

Older Alluvium 

4.275 

Non-command 

Quartzite 

3.974 

Non-command 

Limestone 

3.142 

Non-command 

Older Alluvium 

0.017 

Non-command 

Quartzite 

0.014 

Non-command 

Older Alluvium 

4.389 

Non-command 

Shale 

0.365 

Non-command 

Older Alluvium 

8.458 

Command 

Limestone 

0.683 

Non-command 

Limestone 

0.740 

Non-command 

Limestone 

0.044 

Command 

Phyllite & Schist 

2.471 

Non-command 

Phyllite & Schist 

2.308 

Command 

Limestone 

0.872 

Non-command 

Limestone 

1.218 

Non-command 

Older Alluvium 

2.482 

Non-command 

Quartzite 

8.319 

Non-command 

Quartzite 

4.000 

Non-command 

Quartzite 

0.035 

Non-command 

Shale 

2.120 

Non-command 

Older Alluvium 

0.009 

Non-command 

Quartzite 

0.008 

Non-command 

Limestone 

0.009 

Non-command 

Limestone 

0.212 

Non-command 

Older Alluvium 

1.962 

Command 

Older Alluvium 

0.128 

Command 

Phyllite & Schist 

0.194 

Non-command 

Phyllite & Schist 

1.643 

Command 

Phyllite & Schist 

0.788 

Non-command 

Phyllite & Schist 

4.943 

Non-command 

Older Alluvium 

1.414 

Command 

Limestone 

0.767 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

150,000 

120,000 

120 

70,000 

50,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

150,000 

120,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.029 

0.135 

0.010 

0.022 

0.076 

0.238 

0.077 

0.233 

0.187 

0.206 

0.079 

0.089 

- 

- | 

0.374 

0.824 

0.446 

0.475 

- 

- 

0.134 

0.206 

0.050 

0.088 

0.222 

0.382 

0.058 

0.068 

0.042 

0.050 

0.036 

0.286 

0.022 

0.080 

0.007 

0.007 

0.365 

0.461 

0.192 

0.240 

0.115 

0.403 

0.274 

0.904 

0.050 

0.050 

0.036 

0.238 



0.245 

0.335 

0.010 

0.010 

0.346 

0.526 

0.126 

0.252 

0.132 

0.266 



0.029 

0.029 

0.326 

0.350 

0.019 

0.019 

0.006 

0.006 

0.216 

0.216 

0.012 

0.012 

0.054 

0.054 

0.025 

0.025 

0.024 

0.032 




























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 




Non-command 


7.238 Fresh Non-command 



Sanwata 

0810000701328700 

12.113 

Fresh 

Sawasa 

0810000401305000 

3.297 

Fresh 



Seegor Kalan 

0810000701333000 

3.522 

Fresh 

Seegor Khurd 

0810000701338800 

1.757 

Fresh 


Non-command 


Dheel 


Non-command 


Non-command 


Non-command 



Seloo 

0810000601314700 

4.322 

Fresh 

Sesa 

0810000301292000 

9.346 

Fresh 



Sewti Kalan 

0810000701339400 

6.608 

Fresh 

Shyamoli 

0810000301294400 

5.627 

Fresh 

Shyamota 

0810000601315300 

2.997 

Fresh 


Shyampura 


0810000601313800 


33.155 Fresh 


Surwal 


Dheel 


Non-command 


Non-command 


Non-command 


Non-command 


Surwal 


Non-command 


07001004 


Simar 

0809000601250300 

6.792 

Saline 

Sinoli 

0810000601315800 

7.731 

Fresh 

Soorwal 

0810000601317800 

15.804 

Fresh 

Sunari 

0810000601315900 

9.474 

Fresh 

Surang 

0810000601312200 

1.662 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Taira 

0810000701328900 

11.268 

Fresh 

Teendoo 

0810000501311700 

5.131 

Fresh 

Torda 

0810000501308300 

4.527 

Fresh 

Trilokpura 

0810000501308400 

8.680 

Fresh 

Umri Firozpur 

0810000701335000 

13.295 

Fresh 

Abhaipur 

0824001002915300 

2.359 

Fresh 

Agariya 

0824000902885800 

7.646 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Ajeetpura 


Akhepur 


Akhepura 


Akheramji Ka Khera 


Alexanderpura 


Amalda 


Amargarh 


Amarpura 


Amarwasi 


Ambapura 


Ambedkar Colony 


Amli 


0824001102939700 

1.152 

Fresh 

0824000902895000 

3.958 

Fresh 

0824001002904200 

1.923 

Fresh 

0824001002910900 

4.536 

Fresh 

0824001002924600 

2.753 

Fresh 

0822000602658400 

3.784 

Fresh 

0824001002915700 

7.162 

Fresh 

0824001002922000 

5.805 

Fresh 

0824000902887000 

1.808 

Fresh 

0824001002906600 

10.638 

Fresh 

0822000602663200 

1.737 

Fresh 

0824001002905600 

1.573 

Fresh 

0824001102929700 

6.022 

Fresh 


Amli Kalan 

0824000302819000 

23.906 

Fresh 

Ampura 

0824001102926200 

3.620 

Fresh 

Anwasa 

0824001102938400 

2.028 

Fresh 

Arniya Rasan 

0824000302820600 

17.969 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Jetpura 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Limestone 

1.846 

Non-command 

Older Alluvium 

4.821 

Non-command 

Quartzite 

1.075 

Non-command 

Shale 

1.342 

Non-command 

Older Alluvium 

9.940 

Command 

Phyllite & Schist 

0.827 

Non-command 

Phyllite & Schist 

1.884 

Non-command 

Older Alluvium 

2.085 

Non-command 

Limestone 

0.092 

Non-command 

Older Alluvium 

1.665 

Command 

Older Alluvium 

4.308 

Command 

Limestone 

1.206 

Non-command 

Limestone 

0.056 

Non-command 

Older Alluvium 

0.826 

Non-command 

Limestone 

0.000 

Non-command 

Phyllite & Schist 

2.320 

Command 

Phyllite & Schist 

0.054 

Non-command 

Limestone 

3.512 

Non-command 

Quartzite 

2.715 

Non-command 

Older Alluvium 

1.285 

Non-command 

Phyllite & Schist 

7.223 

Non-command 

Phyllite & Schist 

0.200 

Non-command 

Phyllite & Schist 

1.524 

Non-command 

Older Alluvium 

0.716 

Non-command 

Phyllite & Schist 

0.222 

Non-command 

Older Alluvium 

10.930 

Non-command 

Quartzite 

0.642 

Non-command 

Older Alluvium 

7.878 

Non-command 

Phyllite & Schist 

0.165 

Non-command 

Phyllite & Schist 

0.039 

Non-command 

Phyllite & Schist 

4.148 

Non-command 

Quartzite 

2.478 

Non-command 

Phyllite & Schist 

2.358 

Non-command 

Gneisses(B.G.C.) 

5.564 

Non-command 

Phyllite & Schist 

1.891 

Non-command 

Phyllite & Schist 

0.137 

Non-command 

Gneisses(B.G.C.) 

3.958 

Non-command 

Older Alluvium 

1.923 

Non-command 

Phyllite & Schist 

4.536 

Non-command 

Phyllite & Schist 

0.421 

Non-command 

Phyllite & Schist 

2.695 

Non-command 

Phyllite & Schist 

6.994 

Non-command 

Phyllite & Schist 

1.862 

Non-command 

Phyllite & Schist 

1.778 

Non-command 

Phyllite & Schist 

10.638 

Non-command 

Phyllite & Schist 

0.378 

Non-command 

Phyllite & Schist 

1.484 

Command 

Phyllite & Schist 

0.021 

Non-command 

Phyllite & Schist 

1.347 

Non-command 

Phyllite & Schist 

8.332 

Non-command 

Phyllite & Schist 

3.335 

Non-command 

Phyllite & Schist 

0.404 

Non-command 

Gneisses(B.G.C.) 

1.188 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

70,000 

50,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

150,000 

120,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

150,000 

120,000 

120 

80,000 

60,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

150,000 

120,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

130,000 

120,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

110,000 

90,000 



Tube Wells with 
Wells Pumpset 


MCM 


( 15 ) 


0.060 


0.504 


0.067 


0.096 


0.677 


0.024 


0.048 


0.086 




0.310 

0.329 

0.007 

0.007 

0.223 

0.329 

0.144 

0.211 

0.034 

0.034 

0.691 

0.739 

0.029 

0.029 

0.094 

0.104 

0.048 

0.072 

0.007 

0.007 

0.533 

1.127 

0.017 

0.039 

0.533 

0.713 

0.007 

0.017 

0.007 

0.026 

0.086 

0.172 

0.008 

0.008 

0.054 

0.079 

0.132 

0.132 

0.067 

0.067 

0.007 

0.007 

0.288 

0.288 

0.193 

0.193 

0.036 

0.036 

0.006 

0.006 

- 

- 

0.522 

0.572 

0.300 

0.317 

0.106 

0.130 

0.468 

0.468 

0.017 

0.017 

0.120 

0.137 

- 

- 

0.086 

0.096 

0.072 

0.072 

0.108 

0.108 

0.036 

0.046 

0.011 

0.011 

































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Asan 

0824001002906700 

2.637 

Fresh 

Asawari 

0824000902887200 

1.855 

Fresh 

Asop 

0824000902888200 

14.887 

Fresh 


Non-command 


Non-command 


Non-command 


Badanpura 


0824001002909400 

3.178 

Fresh 

0824001102938900 

3.467 

Fresh 



Baga Ka Khera 

0824000902898800 

1.891 

Fresh 

Bagal Ki Jhunpariya 

0824000902896400 

3.526 

Fresh 


Bagoodar 

0824001002912300 

8.241 

Fresh 

Bagri 

0824000902890300 

6.010 

Fresh 

Bagthala 

0824001102926800 

1.448 

Fresh 

Bagwasa 

0824001002916000 

2.660 

Fresh 

Bahadarpura 

0824001002915500 

3.032 

Fresh 

Bajta 

0821000902583900 

11.668 

Fresh 


Non-command 


Jetpura 


Non-command 


Non-command 


Kothari Dam 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bakhatpura 

0824001102929400 

2.755 

Fresh 

Balapura 

0824001002919100 

2.555 

Fresh 

Baliya Khera 

0824000902899100 

2.956 

Fresh 

Baneriya Khurd 

0822000602659800 

9.728 

Fresh 

Baori 

0824001002910400 

12.888 

Fresh 

Bara Khera 

0824000902896800 

3.733 

Fresh 

Baradpura 

0824001002906500 

1.605 

Fresh 

Barla 

0822000602660600 

11.499 

Fresh 

Barla Poliya 

0824001002905200 

3.597 

Fresh 

Baroo Khera 

0824001102936600 

4.666 

Fresh 

Bas Chatra 

0822000502652700 

6.549 

Fresh 

Bas Jodha 

0822000602661000 

1.264 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kothari Dam 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bedunda 

0824000902887300 

3.193 

Fresh 

Beejwar 

0822000602660400 

17.435 

Fresh 

Beekran 

0824001102931100 

16.046 

Fresh 

Beeliya 

0824001102927500 

7.455 

Fresh 



Beer Ka Khera 

0824001102936900 

1.022 

Fresh 

Beermiyas 

0824000902894700 

2.363 

Fresh 

Beesalpur 

0822000602659500 

5.055 

Fresh 

Bekli 

0824001002922300 

0.604 

Fresh 

Belwa 

0824000902890100 

2.808 

Fresh 

Berada Ki Jhonpariya 

0824000902897000 

2.368 

Fresh 


Beri 


Bhagunagar 


Bhagwan Pura 


Bhagwanpura 



0824001002910800 

5.448 

Fresh 

0824001002921600 

3.581 

Fresh 

0824000902894200 

3.650 

Fresh 

0824000902885700 

3.385 

Fresh 

0824000902887800 

0.483 

Fresh 

0824001002911400 

3.822 

Fresh 

0824000902896900 

4.465 

Fresh 




0824001002915200 

1.981 

Fresh 


Non-command 


Non-command 


Non-command 


Jetpura 


Kothari Dam 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kothari Dam 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kothari Dam 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

2.873 

Non-command 

Phyllite & Schist 

2.637 

Non-command 

Phyllite & Schist 

1.855 

Non-command 

Gneisses(B.G.C.) 

14.504 

Non-command 

Phyllite & Schist 

0.383 

Non-command 

Phyllite & Schist 

3.178 

Command 

Phyllite & Schist 

0.789 

Non-command 

Phyllite & Schist 

2.678 

Non-command 

Gneisses(B.G.C.) 

1.891 

Command 

Phyllite & Schist 

0.140 

Non-command 

Phyllite & Schist 

0.378 

Non-command 

Phyllite & Schist 

8.241 

Non-command 

Gneisses(B.G.C.) 

6.010 

Non-command 

Phyllite & Schist 

1.448 

Non-command 

Phyllite & Schist 

2.660 

Non-command 

Phyllite & Schist 

2.814 

Non-command 

Gneisses(B.G.C.) 

0.525 

Non-command 

Older Alluvium 

0.018 

Non-command 

Phyllite & Schist 

0.004 

Non-command 

Older Alluvium 

2.555 

Non-command 

Gneisses(B.G.C.) 

2.821 

Non-command 

Phyllite & Schist 

9.728 

Non-command 

Phyllite & Schist 

12.888 

Command 

Phyllite & Schist 

3.626 

Non-command 

Phyllite & Schist 

1.605 

Non-command 

Phyllite & Schist 

2.064 

Non-command 

Phyllite & Schist 

3.597 

Non-command 

Phyllite & Schist 

4.495 

Non-command 

Phyllite & Schist 

0.288 

Non-command 

Older Alluvium 

0.028 

Non-command 

Phyllite & Schist 

1.237 

Non-command 

Phyllite & Schist 

3.193 

Non-command 

Phyllite & Schist 

2.836 

Non-command 

Phyllite & Schist 

0.821 

Command 

Phyllite & Schist 

0.283 

Command 

Phyllite & Schist 

0.174 

Non-command 

Phyllite & Schist 

6.717 

Non-command 

Phyllite & Schist 

1.022 

Non-command 

Gneisses(B.G.C.) 

2.363 

Non-command 

Phyllite & Schist 

1.955 

Non-command 

Phyllite & Schist 

0.604 

Non-command 

Gneisses(B.G.C.) 

2.808 

Command 

Phyllite & Schist 

1.163 

Non-command 

Phyllite & Schist 

1.133 

Non-command 

Phyllite & Schist 

5.448 

Non-command 

Phyllite & Schist 

3.359 

Non-command 

Gneisses(B.G.C.) 

3.650 

Non-command 

Phyllite & Schist 

2.344 

Non-command 

Phyllite & Schist 

0.483 

Non-command 

Phyllite & Schist 

3.822 

Command 

Phyllite & Schist 

1.595 

Non-command 

Phyllite & Schist 

2.544 

Non-command 

Phyllite & Schist 

1.901 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

130,000 

120,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.043 


0.024 


0.067 


0.222 


0.010 


0.144 


0.050 


0.158 


0.036 


0.010 


0.019 


0.612 


0.168 


2.045 


0.210 


0.108 


0.067 




0.210 

0.210 

0.618 

0.618 

0.115 

0.163 

0.054 

0.054 

0.092 

0.092 

0.444 

0.452 

0.238 

0.267 



0.346 

0.346 

0.286 

0.297 

0.014 

0.014 

0.014 

0.014 

0.007 

0.007 

0.396 

0.511 

0.173 

0.240 

0.120 

0.120 

0.143 

0.143 

0.144 

0.169 

0.108 

0.108 

0.048 

0.072 

0.048 

0.060 

0.672 

0.672 

0.318 

0.343 

0.072 

0.072 

- 

- 

0.077 

0.077 

0.060 

0.060 

0.067 

0.091 

0.096 

0.144 

0.078 

0.112 















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


(2) 

(3) 

(4) 

(5) 

Bhairoon Khera 

0824000902886900 

1.990 

Fresh 

Bhanwar Thala 

0822000602659600 

7.222 

Fresh 

Bharkiya @ Bithalpura 

0824000902894900 

1.306 

Fresh 

Bharni Kalan 

0824001002912400 

7.126 

Fresh 

Bharni Khurd 

0824001002915000 

1.846 

Fresh 

Bhawani Singh Ka Khera 

0824001102932900 

4.014 

Fresh 


Type of Area (Command / N< 
command) 


Bhawanipura 

0824001002913000 

4.503 

Fresh 

Bheelri 

0824001002910100 

6.180 

Fresh 

Bheempura 

0824001002903400 

1.837 

Fresh 

Bheewarawas 

0822000602662200 

4.979 

Fresh 

Bhojgarh 

0824001002922600 

0.854 

Fresh 

Bhojpur 

0824000302824300 

10.480 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kothari Dam 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bhunwar 

0824001002908100 

7.321 

Fresh 

Bhuwana Teja Ka Bara 

0824001002912800 

0.520 

Fresh 

Bigod 

0824001102933600 

8.033 

Fresh 

Bihara 

0824001002903700 

8.008 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Bilaspura 

0824000902885600 

3.108 

Fresh 

Bindi 

0824001002909000 

2.270 

Fresh 

Birdhol 

0824000902890900 

6.347 

Fresh 


Non-command 


Non-command 


Non-command 


Bishniya 

0824000902886200 

15.855 

Fresh 

Bisundani 

0821000902586300 

7.548 

Fresh 


Non-command 


Non-command 



Borda 

0824000902888400 

6.678 

Fresh 

Botunda 

0822000502657900 

22.157 

Fresh 

Boyara 

0822000602662700 

9.806 

Fresh 


Non-command 


Non-command 


Non-command 


Chainpuriya @ Theekariya 

0824001102933300 

3.012 

Fresh 

Chalaniya 

0824000302823300 

11.262 

Fresh 

Chand Thali 

0821000902584000 

5.784 

Fresh 

Chandpura 

0824001102926100 

1.335 

Fresh 

Chatarpura 

0824000902891900 

4.109 

Fresh 

Chawand Khera 

0824000902886500 

2.245 

Fresh 

Chawandiya 

0824001102929600 

1.905 

Fresh 

Cheetiwas 

0821000902587200 

4.926 

Fresh 

Chhabariya 

0824001002912900 

3.356 

Fresh 

Chhaga KaJhoonpara 

0824001002908300 

2.701 

Fresh 

Chhaprel 

0824000902889700 

4.004 

Fresh 

Chhatiya 

0824001002916200 

0.817 

Fresh 

Chhatri 

0822000602661100 

8.395 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chhitarpura 

0824001002921500 

1.607 

Fresh 

Chhitarsingh Ji Ka Khera 

0824000902887400 

1.859 

Fresh 

Chhjelon Ka Khera 

0824001002908500 

2.404 

Fresh 

Chodhariyas @ Gega Ka Khera 

0824000902896000 

2.489 

Fresh 

Chohli 

0824000902895500 

2.686 

Fresh 


Chosla 


0821000902584100 


13.040 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Kothari Dam 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

1.990 

Non-command 

Phyllite & Schist 

4.853 

Non-command 

Gneisses(B.G.C.) 

1.306 

Non-command 

Phyllite & Schist 

7.115 

Non-command 

Phyllite & Schist 

1.846 

Command 

Phyllite & Schist 

2.054 

Non-command 

Phyllite & Schist 

0.774 

Non-command 

Phyllite & Schist 

4.500 

Non-command 

Phyllite & Schist 

6.180 

Non-command 

Older Alluvium 

1.568 

Non-command 

Phyllite & Schist 

2.753 

Non-command 

Phyllite & Schist 

0.674 

Non-command 

Gneisses(B.G.C.) 

5.356 

Non-command 

Phyllite & Schist 

5.124 

Non-command 

Phyllite & Schist 

4.839 

Non-command 

Phyllite & Schist 

0.520 

Non-command 

Phyllite & Schist 

6.140 

Non-command 

Older Alluvium 

7.283 

Non-command 

Phyllite & Schist 

0.726 

Non-command 

Phyllite & Schist 

3.085 

Non-command 

Older Alluvium 

2.270 

Non-command 

Gneisses(B.G.C.) 

2.888 

Non-command 

Phyllite & Schist 

3.459 

Non-command 

Phyllite & Schist 

15.855 

Non-command 

Gneisses(B.G.C.) 

0.374 

Non-command 

Older Alluvium 

1.047 

Non-command 

Gneisses(B.G.C.) 

0.353 

Non-command 

Phyllite & Schist 

4.471 

Non-command 

Phyllite & Schist 

6.569 

Non-command 

Phyllite & Schist 

1.241 

Non-command 

Older Alluvium 

5.020 

Non-command 

Phyllite & Schist 

4.785 

Non-command 

Phyllite & Schist 

2.949 

Non-command 

Phyllite & Schist 

1.121 

Non-command 

Older Alluvium 

0.011 

Non-command 

Phyllite & Schist 

1.021 

Non-command 

Gneisses(B.G.C.) 

4.109 

Non-command 

Phyllite & Schist 

2.245 

Non-command 

Phyllite & Schist 

0.409 

Non-command 

Older Alluvium 

4.926 

Non-command 

Phyllite & Schist 

3.298 

Non-command 

Phyllite & Schist 

0.228 

Non-command 

Gneisses(B.G.C.) 

4.004 

Non-command 

Phyllite & Schist 

0.817 

Non-command 

Older Alluvium 

0.847 

Non-command 

Phyllite & Schist 

7.547 

Non-command 

Phyllite & Schist 

1.607 

Non-command 

Phyllite & Schist 

1.859 

Non-command 

Phyllite & Schist 

2.382 

Non-command 

Phyllite & Schist 

0.135 

Command 

Phyllite & Schist 

0.160 

Non-command 

Phyllite & Schist 

2.463 

Non-command 

Older Alluvium 

9.464 


of Tube of Wells Operational 
Wells with Days 

Pumpset 


Average Yield 





Tube 

Wells 


Ipd 


( 12 ) 


100,000 


90,000 


70,000 


70,000 


70,000 


80,000 


80,000 


70,000 


70,000 


90,000 


90,000 


70,000 


110,000 


130,000 


70,000 


70,000 


80,000 


90,000 


70,000 


100,000 


90,000 


70,000 


100,000 


100,000 


90,000 


120,000 


70,000 


100,000 


100,000 


Wells with 
Pumpset 


Ipd 


(13) 


80,000 


70,000 


50,000 


50,000 


50,000 


60,000 


60,000 


50,000 


50,000 


70,000 


70,000 


50,000 


90,000 


120,000 


50,000 


50,000 


60,000 


70,000 


50,000 


80,000 


70,000 


50,000 


80,000 


80,000 


80,000 


90,000 


50,000 


80,000 


80,000 


Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.067 


0.008 


0.114 


1.062 


0.036 


0.072 


0.029 


0.204 


0.402 


0.168 


0.050 


0.012 


0.119 


0.158 


0.072 


0.102 


0.130 


0.890 


0.066 


0.077 


0.168 


0.078 


0.154 


2.486 


0.086 


0.281 


0.012 


0.269 



120 

90,000 

70,000 

- 

0.025 

0.025 

120 

90,000 

60,000 

0.022 

0.072 

0.094 

120 

90,000 

70,000 

0.011 

0.084 

0.095 

120 

80,000 

60,000 

0.067 

0.302 

0.369 

120 

130,000 

120,000 

- 

0.029 

0.029 


120,000 


80,000 


70,000 


100,000 


80,000 


120,000 


70,000 


70,000 


70,000 


70,000 


90,000 


90,000 


70,000 


100,000 


70,000 


100,000 


100,000 


100,000 


120,000 



0.094 

0.094 

0.078 

0.078 

0.029 

0.029 

0.029 

0.029 

0.648 

0.648 

0.138 

0.138 

0.006 

0.006 

0.444 

0.444 

0.108 

0.125 

0.014 

0.014 

0.151 

0.151 

0.120 

0.145 

0.086 

0.086 

0.168 

0.168 

0.010 

0.010 

0.010 

0.010 

0.173 

0.173 

0.724 

0.724 


















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Dabar Khurd 

0822000602660100 

3.940 

Fresh 

Dabarkalan 

0822000602660900 

20.384 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Dalwasa 

0822000602660000 

8.100 

Fresh 

Danji Ka Khera 

0824001102931600 

4.422 

Fresh 

Danpura 

0824001002919800 

1.432 

Fresh 

Dantra 

0824000902888100 

17.041 

Fresh 


Deo Kheri 


Deokheri 


Deoli 


Deoli Urban 


Deopur 


Deopura 


Deopuriya 


Deora 


Deoriya 


Deotalai 


Devi Singh Ka Khera 


Dhagariya 


Dhamniya 


Non-command 


Non-command 


Non-command 


Non-command 



0824000902886100 

2.032 

Fresh 

0821000902583800 

4.503 

Fresh 

0822000602662800 

9.496 

Fresh 

0824000902898500 

11.772 

Fresh 

0822000642206000 

14.865 

Fresh 

0824001102933200 

2.491 

Fresh 


0822000602662600 


9.700 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kothari Dam 


Non-command 


Non-command 



0824001002914500 

2.040 

Fresh 

0824001102929100 

0.777 

Fresh 

0824001002912200 

4.680 

Fresh 

0824000902898900 

3.098 

Fresh 

0824000902889800 

3.225 

Fresh 

0824001102936500 

0.959 

Fresh 

0824001002910000 

5.018 

Fresh 

0824001102927800 

9.347 

Fresh 


Dhandh Ka Khera 

0824000902888800 

5.657 

Fresh 

Dhandhola 

0824001002908600 

11.318 

Fresh 

Dhanirada 

0824001002921400 

0.908 

Fresh 

Dhanwara 

0824000902887100 

3.798 

Fresh 

Dhayalon Ka Khera 

0824000902894300 

2.993 

Fresh 

Dhokliya 

0824000902893500 

8.770 

Fresh 

Dhunwala 

0824001002905000 

10.714 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Jetpura 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Doudawas 

0822000602661200 

6.476 

Fresh 

Eklinghpura 

0824000902888700 

1.627 

Fresh 

Fateh Garh 

0824000902892900 

3.254 

Fresh 

Fatehpur 

0824001002916100 

4.852 

Fresh 

Fatehpura 

0824000902888500 

2.344 

Fresh 


Jetpura 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Fatta Ka Khera 

0824001002920600 

2.325 

Fresh 

Gadari Khera 

0824000902891500 

1.876 

Fresh 

Gadoli 

0824001002906900 

5.685 

Fresh 

Gadri Khera 

0824000902889300 

2.851 

Fresh 

Gandher 

0824001002903500 

13.181 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Gandheri 


Ganeshpura 


0824000902896700 

2.471 

Fresh 

0824000902886300 

5.418 

Fresh 

0824001002908800 

1.313 

Fresh 


Kothari Dam 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

3.940 

Non-command 

Older Alluvium 

11.484 

Non-command 

Phyllite & Schist 

4.588 

Non-command 

Phyllite & Schist 

8.100 

Non-command 

Phyllite & Schist 

3.131 

Non-command 

Phyllite & Schist 

1.432 

Non-command 

Gneisses(B.G.C.) 

8.821 

Non-command 

Phyllite & Schist 

8.219 

Non-command 

Gneisses(B.G.C.) 

2.025 

Non-command 

Phyllite & Schist 

0.311 

Non-command 

Phyllite & Schist 

1.984 

Non-command 

Gneisses(B.G.C.) 

0.176 

Non-command 

Phyllite & Schist 

9.496 

Non-command 

Gneisses(B.G.C.) 

0.558 

Non-command 

Phyllite & Schist 

13.547 

Command 

Phyllite & Schist 

0.137 

Non-command 

Phyllite & Schist 

1.664 

Non-command 

Older Alluvium 

5.632 

Non-command 

Phyllite & Schist 

4.068 

Non-command 

Phyllite & Schist 

1.932 

Non-command 

Phyllite & Schist 

0.071 

Non-command 

Phyllite & Schist 

4.680 

Non-command 

Gneisses(B.G.C.) 

3.098 

Non-command 

Gneisses(B.G.C.) 

3.225 

Non-command 

Phyllite & Schist 

0.235 

Non-command 

Phyllite & Schist 

5.018 

Command 

Phyllite & Schist 

4.199 

Non-command 

Phyllite & Schist 

4.386 

Non-command 

Phyllite & Schist 

5.657 

Non-command 

Phyllite & Schist 

11.096 

Non-command 

Phyllite & Schist 

0.908 

Non-command 

Phyllite & Schist 

3.798 

Non-command 

Gneisses(B.G.C.) 

2.993 

Non-command 

Gneisses(B.G.C.) 

6.579 

Non-command 

Older Alluvium 

4.186 

Non-command 

Phyllite & Schist 

6.527 

Command 

Phyllite & Schist 

0.226 

Non-command 

Phyllite & Schist 

3.114 

Non-command 

Phyllite & Schist 

6.476 

Non-command 

Phyllite & Schist 

0.890 

Non-command 

Gneisses(B.G.C.) 

3.254 

Non-command 

Phyllite & Schist 

4.852 

Non-command 

Gneisses(B.G.C.) 

0.039 

Non-command 

Phyllite & Schist 

2.114 

Non-command 

Phyllite & Schist 

2.325 

Non-command 

Gneisses(B.G.C.) 

1.876 

Non-command 

Phyllite & Schist 

4.162 

Non-command 

Gneisses(B.G.C.) 

2.851 

Non-command 

Older Alluvium 

8.312 

Non-command 

Phyllite & Schist 

4.869 

Command 

Phyllite & Schist 

2.464 

Non-command 

Phyllite & Schist 

5.418 

Non-command 

Older Alluvium 

1.203 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.042 

0.042 

0.310 

0.321 

0.143 

0.143 

0.227 

0.227 

0.115 

0.115 

0.090 

0.090 

0.132 

0.132 

0.192 

0.192 

0.060 

0.060 

0.019 

0.019 

- 

- 

0.010 

0.010 

1.243 

1.286 

0.036 

0.036 

0.227 

0.227 

- 

- '! 

0.036 

0.036 

0.144 

0.198 

0.118 

0.150 

0.084 

0.084 

0.007 

0.007 

0.132 

0.132 

0.138 

0.138 


0.014 

0.014 

0.216 

0.216 

0.655 

0.732 

0.684 

0.761 

0.096 

0.096 

0.462 

0.462 

0.042 

0.092 

0.298 

0.298 

0.042 

0.042 

0.246 

0.254 

0.403 

0.403 

0.450 

0.450 

0.007 

0.007 

0.130 

0.130 

- 

- 

0.134 

0.134 

0.120 

0.120 

0.216 

0.241 

- 

- 

0.058 

0.070 

0.102 

0.102 

0.096 

0.104 

0.390 

0.390 

0.090 

0.090 

0.563 

0.563 

0.234 

0.234 

0.211 

0.211 

0.250 

0.250 

0.118 

0.118 









































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Ganeshpura Ji Ka Khera 

0824001002913100 

3.680 

Fresh 

Gangithala 

0824001002904400 

10.142 

Fresh 


Jetpura 


Non-command 


Non-command 


Non-command 



Gaonri 

0822000602662000 

12.075 

Fresh 

Garh Bodiya 

0824001002920300 

1.499 

Fresh 

Gehuli 

0824000902897200 

3.528 

Fresh 


Non-command 


Non-command 


Non-command 


Ghatiyali 


Gheoriya 


Girdiya 


Girwarpura 


Godam Dag Ka Bara 


Goga Ka Khera 


Gogas 


Gokalpura 


Gokulpura 


Golbari 


Goojar Khera 


Gopalpura 


Gopipura 


Gora Ka Khera 


Goram Garh 


Gordha 


Goth 


Gothra 


0821000902584400 


0824000902895400 


25.904 Fresh 


8.832 Fresh 


Dookiyon Ka Khera 


Govindpura 


Gudar Khera @ 


Gudliya 


Gula Ka Khera 


Gulabpura 


Gulgoan 


Gurha 


Hadola Chak 


Hajiwas 


Hansera 


Hanumannagar 


Hari Singh Ka Khera @ Nathawaton K 


Haripura 


Harjaspura 


Harpura 


Harsalon Ka Khera 


Hastina Pur 


0824000302823500 

7.890 

Fresh 

0821000902584700 

4.366 

Fresh 

0824001002916600 

0.649 

Fresh 

0824001002914200 

2.980 

Fresh 

0824000902897800 

3.882 

Fresh 

0824000802874500 

1.245 

Fresh 

0824001002909900 

5.307 

Fresh 

0824000902887500 

3.477 

Fresh 

0824000902896600 

2.399 

Fresh 

0824001102932400 

0.741 

Fresh 

0824001002916800 

1.713 

Fresh 

0824000902894800 

2.651 

Fresh 

0824001002907100 

2.419 

Fresh 

0821000902586200 

6.535 

Fresh 

0824001102937500 

1.019 

Fresh 

0824000902899200 

5.931 

Fresh 

0824001102926900 

2.122 

Fresh 

0824000902896100 

3.579 

Fresh 

0824000902891200 

1.131 

Fresh 

0824000902887900 

1.230 

Fresh 

0824000902894500 

2.362 

Fresh 

0824001002910200 

2.664 

Fresh 

0824001102939600 

3.271 

Fresh 



0824001002916300 

1.300 

Fresh 

0824001002911800 

2.169 

Fresh 

0824000902895200 

5.407 

Fresh 

0824001002921200 

3.971 

Fresh 

0824001002905700 

1.778 

Fresh 

0824001102927400 

1.675 

Fresh 

0824001002906200 

0.342 

Fresh 

0824001102929200 

1.742 

Fresh 

0824000902891700 

4.234 

Fresh 

0824001102928100 

2.003 

Fresh 

0824001002921000 

4.758 

Fresh 

0824000902895700 

1.103 

Fresh 




0824000902895800 

4.473 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kothari Dam 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Jetpura 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kothari Dam 


Non-command 


Kothari Dam 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

0.110 

Command 

Phyllite & Schist 

5.859 

Non-command 

Phyllite & Schist 

0.058 

Non-command 

Phyllite & Schist 

3.680 

Non-command 

Older Alluvium 

0.643 

Non-command 

Phyllite & Schist 

9.499 

Non-command 

Phyllite & Schist 

1.650 

Non-command 

Phyllite & Schist 

1.499 

Non-command 

Gneisses(B.G.C.) 

2.842 

Non-command 

Phyllite & Schist 

0.685 

Non-command 

Gneisses(B.G.C.) 

11.600 

Non-command 

Older Alluvium 

5.729 

Non-command 

Gneisses(B.G.C.) 

1.169 

Non-command 

Phyllite & Schist 

7.652 

Non-command 

Phyllite & Schist 

7.874 

Non-command 

Older Alluvium 

4.366 

Non-command 

Phyllite & Schist 

0.649 

Non-command 

Phyllite & Schist 

0.073 

Non-command 

Gneisses(B.G.C.) 

3.882 

Non-command 

Gneisses(B.G.C.) 

0.158 

Non-command 

Phyllite & Schist 

5.307 

Non-command 

Phyllite & Schist 

3.342 

Command 

Phyllite & Schist 

0.242 

Non-command 

Phyllite & Schist 

0.741 

Non-command 

Phyllite & Schist 

1.713 

Non-command 

Gneisses(B.G.C.) 

2.651 

Non-command 

Phyllite & Schist 

1.212 

Non-command 

Phyllite & Schist 

0.158 

Non-command 

Phyllite & Schist 

1.004 

Non-command 

Gneisses(B.G.C.) 

1.316 

Non-command 

Phyllite & Schist 

2.122 

Non-command 

Phyllite & Schist 

0.446 

Non-command 

Gneisses(B.G.C.) 

1.131 

Non-command 

Phyllite & Schist 

1.230 

Non-command 

Gneisses(B.G.C.) 

2.362 

Non-command 

Phyllite & Schist 

2.664 

Command 

Phyllite & Schist 

1.700 

Non-command 

Phyllite & Schist 

1.571 

Non-command 

Phyllite & Schist 

1.300 

Non-command 

Phyllite & Schist 

2.169 

Non-command 

Gneisses(B.G.C.) 

5.407 

Non-command 

Phyllite & Schist 

3.971 

Non-command 

Phyllite & Schist 

0.003 

Non-command 

Phyllite & Schist 

1.675 

Non-command 

Phyllite & Schist 

0.004 

Non-command 

Phyllite & Schist 

1.635 

Non-command 

Gneisses(B.G.C.) 

4.234 

Non-command 

Phyllite & Schist 

2.003 

Non-command 

Phyllite & Schist 

4.758 

Command 

Phyllite & Schist 

0.931 

Non-command 

Phyllite & Schist 

0.172 

Command 

Phyllite & Schist 

3.703 

Non-command 

Phyllite & Schist 

0.770 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

ipd 

(IV 

(12) 

(13) 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

130,000 

120,000 

120 

120,000 

90,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

30,000 

20,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.006 

0.006 

1.109 

1.109 

0.014 

0.014 

0.120 

0.120 

0.050 

0.050 

0.516 

0.516 

0.126 

0.126 

0.234 

0.318 

0.126 

0.126 

0.048 

0.048 

1.863 

1.863 

1.037 

1.037 

0.024 

0.024 

0.259 

0.259 

0.389 

0.389 

1.004 

1.004 

0.114 

0.122 

- 

- 

0.240 

0.240 

0.002 

0.002 

0.234 

0.234 

0.134 

0.134 

0.010 

0.010 

1.534 

1.832 

0.060 

0.060 

0.102 

0.102 

0.144 

0.144 

0.010 

0.010 

0.101 

0.101 

- 

- 

0.086 

0.086 

0.048 

0.048 

0.024 

0.024 

0.067 

0.067 

0.018 

0.018 

0.138 

0.138 

0.036 

0.036 

0.036 

0.036 

0.156 

0.173 

0.024 

0.024 

0.180 

0.197 

0.132 

0.132 



0.497 

0.564 

0.048 

0.056 

0.288 

0.374 

0.186 

0.186 

0.134 

0.170 

0.029 

0.041 

0.163 

0.247 

0.029 

0.041 



















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


(2) 

(3) 

(4) 

(5) 

Hatoondi 

0824000902891800 

3.241 

Fresh 

Hatoriya 

0824001002904100 

3.334 

Fresh 

Hindu Singh Ka Khera @ Chhur Ka Kh 

0824001102927600 

1.823 

Fresh 


Type of Area (Command / N< 
command) 


Hisampur 

0822000602658500 

15.590 

Fresh 

Indokiya 

0824001002911200 

8.122 

Fresh 

Indrapura 

0822000602662500 

7.049 

Fresh 


Non-command 


Non-command 


Jetpura 


Non-command 


Non-command 


Non-command 


Non-command 



Jagannath Pura 

0824001002911900 

1.709 

Fresh 

Jagmohanpura 

0824001002921900 

1.556 

Fresh 

Jagolai 

0824001002903600 

4.840 

Fresh 


Non-command 


Non-command 


Non-command 



Jahazpur(m) 


0824001102928000 

2.144 

Fresh 

0824001042406000 

30.987 

Fresh 


Non-command 


Non-command 


Jal Ka Khera 

0824001102927200 

1.288 

Fresh 

Jalam Ki Jhonpariyan 

0824001102940000 

9.381 

Fresh 


Jalampura 


Jawanpura 


Jeera 


Jeetapura 


Jetpura 


0824001002909100 


5.258 Fresh 


Non-command 


Jetpura 


Non-command 


Non-command 



0824001002915800 

0.323 

Fresh 

0824001102933000 

4.540 

Fresh 



Jamoli 

0824001002912600 

8.851 

Fresh 

Jasaji Ka Khera 

0824001102931400 

2.226 

Fresh 


Jasuji Ka Khera 

0824001102929800 

4.758 

Fresh 

Jaswantpura 

0821000902585100 

4.160 

Fresh 


Non-command 


Kothari Dam 


Non-command 


Non-command 


Jetpura 


Non-command 


Non-command 


Non-command 




0824000902891400 

1.933 

Fresh 

0824001002909800 

3.355 

Fresh 

0824000902897700 

6.232 

Fresh 



0824001002921800 

2.724 

Fresh 

0824001002903900 

3.279 

Fresh 

0821000902584900 

6.164 

Fresh 

0824000902893300 

1.172 

Fresh 

0824001102939400 

2.140 

Fresh 

0824001002910500 

3.776 

Fresh 

0824000902891300 

9.910 

Fresh 


Jheekari 

0824001002920400 

3.942 

Fresh 

Joraji Ka Khera 

0824001002922200 

2.991 

Fresh 

Kabariya Kalan 

0824001102937900 

0.596 

Fresh 

Kabariya Khurd 

0824001102937800 

0.432 

Fresh 

Kachhola 

0824001102928300 

19.196 

Fresh 

Kacholiya Kalan 

0824001102932000 

4.756 

Fresh 


Kacholiya Khurd 


0824001102931900 


2.470 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Jetpura 


Non-command 


Jetpura 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

3.241 

Non-command 

Older Alluvium 

3.334 

Command 

Phyllite & Schist 

1.162 

Non-command 

Phyllite & Schist 

0.661 

Non-command 

Phyllite & Schist 

0.607 

Non-command 

Phyllite & Schist 

8.122 

Non-command 

Older Alluvium 

4.291 

Non-command 

Phyllite & Schist 

2.758 

Non-command 

Gneisses(B.G.C.) 

3.608 

Non-command 

Phyllite & Schist 

1.908 

Non-command 

Phyllite & Schist 

1.709 

Non-command 

Phyllite & Schist 

0.033 

Non-command 

Older Alluvium 

4.568 

Non-command 

Phyllite & Schist 

0.272 

Non-command 

Gneisses(B.G.C.) 

2.211 

Non-command 

Phyllite & Schist 

1.467 

Non-command 

Phyllite & Schist 

2.144 

Non-command 

Older Alluvium 

12.757 

Non-command 

Phyllite & Schist 

17.743 

Non-command 

Phyllite & Schist 

1.288 

Command 

Phyllite & Schist 

0.641 

Non-command 

Phyllite & Schist 

4.815 

Non-command 

Older Alluvium 

5.138 

Non-command 

Phyllite & Schist 

0.121 

Non-command 

Phyllite & Schist 

0.323 

Command 

Phyllite & Schist 

3.647 

Non-command 

Phyllite & Schist 

0.217 

Non-command 

Phyllite & Schist 

8.851 

Command 

Phyllite & Schist 

1.376 

Non-command 

Phyllite & Schist 

0.850 

Non-command 

Phyllite & Schist 

0.098 

Non-command 

Gneisses(B.G.C.) 

2.849 

Non-command 

Older Alluvium 

0.464 

Non-command 

Gneisses(B.G.C.) 

1.933 

Non-command 

Phyllite & Schist 

3.355 

Non-command 

Gneisses(B.G.C.) 

0.865 

Non-command 

Phyllite & Schist 

3.003 

Non-command 

Phyllite & Schist 

0.037 

Non-command 

Older Alluvium 

3.279 

Non-command 

Older Alluvium 

6.164 

Non-command 

Gneisses(B.G.C.) 

1.172 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Phyllite & Schist 

3.776 

Non-command 

Gneisses(B.G.C.) 

9.134 

Non-command 

Phyllite & Schist 

0.776 

Non-command 

Phyllite & Schist 

3.942 

Non-command 

Phyllite & Schist 

2.990 

Non-command 

Phyllite & Schist 

0.514 

Non-command 

Phyllite & Schist 

0.432 

Non-command 

Phyllite & Schist 

18.931 

Command 

Phyllite & Schist 

2.574 

Non-command 

Phyllite & Schist 

2.182 

Command 

Phyllite & Schist 

2.453 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

120,000 

90,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 



Tube Wells with 
Wells Pumpset 





MCM 

MCM 

(15) 

(16) 

0.054 

0.054 

0.454 

0.454 

0.072 

0.110 

0.043 

0.062 

0.025 

0.025 

0.552 

0.552 

0.122 

0.144 

0.092 

0.114 

0.048 

0.048 

0.038 

0.038 

0.102 

0.102 

- 

- 

0.277 

0.277 

0.012 

0.012 

0.048 

0.048 

0.058 

0.058 

0.346 

0.500 

1.075 

1.097 

1.062 

1.087 

0.202 

0.202 

0.014 

0.014 

0.086 

0.086 

0.059 

0.102 

- 

- 

0.210 

0.210 

0.425 

0.588 

0.022 

0.032 

1.098 

1.098 

0.158 

0.158 

0.094 

0.094 

0.007 

0.007 

0.500 

0.500 

0.086 

0.086 

0.090 

0.107 

0.186 

0.186 

0.090 

0.090 

0.499 

0.499 


0.134 

0.134 

0.562 

0.562 

0.060 

0.068 


0.348 

0.348 

0.432 

0.524 

0.058 

0.070 

0.114 

0.114 

0.036 

0.036 

0.043 

0.053 

0.029 

0.039 

- 

- 

0.014 

0.014 

0.007 

0.007 

0.079 

0.079 




























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Kagson Ka Khera 

0824000302824000 

2.735 

Fresh 

Kakroliya Ghati 

0824000902895600 

10.396 

Fresh 



Kala Bhata 

0824001002904700 

0.612 

Fresh 

Kalanara 

0822000602663300 

4.365 

Fresh 

Kalera Kanwarji 

0821000902584200 

7.227 

Fresh 


Non-command 


Non-command 


Kothari Dam 


Non-command 


Non-command 


Non-command 


Non-command 


Kalsans 

0824000402833000 

12.046 

Fresh 

Kalyan Pura 

0824000902891000 

2.474 

Fresh 

Kalyanpura @ Haron Ka Khera 

0824001102937100 

4.346 

Fresh 

Kanawaton Ka Khera 

0824001002920500 

0.740 

Fresh 

Kanjar Colony 

0824001002911700 

8.764 

Fresh 

Kankariya Khera 

0824001002922500 

1.524 

Fresh 

Kanpura 

0824000902898700 

1.320 

Fresh 

Kanti 

0824000902887700 

4.902 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kantichandpura 

0822000602660300 

1.440 

Fresh 

Kanwaliyas 

0824000902889400 

4.192 

Fresh 

Kaseer 

0822000602662400 

10.608 

Fresh 


Non-command 


Non-command 


Non-command 


Kasiramji Ka Khera 


Katariyon Ka Khera 


Keriya 


Kesarpura 


0824001102937700 

2.097 

Fresh 

0824001102926400 

3.844 

Fresh 

0824001102929300 

1.471 

Fresh 

0824000902886400 

2.851 

Fresh 

0824000902897100 

3.342 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Kesharpura 

0824001002915100 

1.566 

Fresh 

Kesho Bilas 

0824001002904900 

2.005 

Fresh 


Non-command 


Non-command 


Khachrol 

0824001102937300 

8.215 

Fresh 

Khajoori 

0824001002922700 

4.801 

Fresh 

Khakhiji Ka Khera 

0824001102938300 

1.737 

Fresh 

Khakhunda 

0824001102926600 

2.277 

Fresh 


Kham Ka Khera 


Khana Ka Khohala 


Khatwara 


Khayra 


Khejri 


Khema Ka Khera 


Kheri 


Kheri Khurd 


0824001102939900 

0.848 

Fresh 

0824001002907000 

3.579 

Fresh 

0824001102934200 

21.784 

Fresh 

0824000802874100 

5.179 

Fresh 

0821000902584500 

5.215 

Fresh 

0824000902890700 

0.933 

Fresh 

0824001002905400 

1.324 

Fresh 

0824000902886000 

3.680 

Fresh 

0824000302824500 

8.336 

Fresh 


Non-command 


Non-command 


Non-command 


Kothari Dam 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kheroona 

0824000902892800 

3.651 

Fresh 

Khjooriya Khera 

0824001002903800 

2.001 

Fresh 

Kishangarh 

0824000902897900 

10.295 

Fresh 


Kishanpuriya 


Kodiya 


Kodu Kota 


Non-command 


Non-command 


Non-command 



0824001002922900 

2.111 

Fresh 

0824001102938600 

1.344 

Fresh 

0824000902893000 

6.344 

Fresh 

0824000802874700 

11.305 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

0.018 

Non-command 

Phyllite & Schist 

2.735 

Command 

Phyllite & Schist 

4.548 

Non-command 

Phyllite & Schist 

4.942 

Non-command 

Phyllite & Schist 

0.612 

Non-command 

Phyllite & Schist 

2.989 

Non-command 

Gneisses(B.G.C.) 

0.802 

Non-command 

Older Alluvium 

6.426 

Non-command 

Gneisses(B.G.C.) 

0.859 

Non-command 

Phyllite & Schist 

2.474 

Non-command 

Phyllite & Schist 

4.346 

Non-command 

Phyllite & Schist 

0.740 

Non-command 

Phyllite & Schist 

8.764 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Gneisses(B.G.C.) 

1.320 

Non-command 

Gneisses(B.G.C.) 

3.117 

Non-command 

Phyllite & Schist 

1.785 

Non-command 

Phyllite & Schist 

1.440 

Non-command 

Gneisses(B.G.C.) 

4.192 

Non-command 

Older Alluvium 

2.482 

Non-command 

Phyllite & Schist 

8.127 

Non-command 

Phyllite & Schist 

2.097 

Non-command 

Phyllite & Schist 

3.740 

Non-command 

Phyllite & Schist 

0.249 

Non-command 

Phyllite & Schist 

2.851 

Non-command 

Gneisses(B.G.C.) 

0.018 

Non-command 

Phyllite & Schist 

3.117 

Non-command 

Phyllite & Schist 

1.527 

Non-command 

Older Alluvium 

1.050 

Non-command 

Phyllite & Schist 

0.955 

Non-command 

Phyllite & Schist 

6.534 

Non-command 

Phyllite & Schist 

4.800 

Non-command 

Phyllite & Schist 

1.723 

Command 

Phyllite & Schist 

0.136 

Non-command 

Phyllite & Schist 

2.121 

Non-command 

Phyllite & Schist 

0.660 

Non-command 

Phyllite & Schist 

3.502 

Non-command 

Phyllite & Schist 

0.131 

Non-command 

Gneisses(B.G.C.) 

0.218 

Non-command 

Older Alluvium 

5.215 

Non-command 

Gneisses(B.G.C.) 

0.933 

Non-command 

Phyllite & Schist 

1.284 

Non-command 

Phyllite & Schist 

3.680 

Non-command 

Gneisses(B.G.C.) 

0.237 

Non-command 

Phyllite & Schist 

8.099 

Non-command 

Gneisses(B.G.C.) 

3.651 

Non-command 

Older Alluvium 

2.001 

Non-command 

Gneisses(B.G.C.) 

1.982 

Non-command 

Phyllite & Schist 

0.102 

Non-command 

Phyllite & Schist 

0.504 

Non-command 

Phyllite & Schist 

1.344 

Non-command 

Gneisses(B.G.C.) 

6.344 

Non-command 

Gneisses(B.G.C.) 

0.289 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

80,000 

60,000 

120 

130,000 

120,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

30,000 

20,000 

120 

120,000 

90,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

110,000 

90,000 

120 

130,000 

120,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

30,000 

20,000 




MCM 

MCM 

(15) 

(16) 

- 

- 

0.158 

0.158 

0.326 

0.434 

0.346 

0.466 

0.066 

0.066 

0.235 

0.246 

0.154 

0.154 

1.393 

1.393 

0.006 

0.006 

0.048 

0.048 

0.396 

0.646 

0.060 

0.060 

0.216 

0.216 



0.204 

0.204 

0.182 

0.182 

0.042 

0.042 

0.042 

0.042 

0.317 

0.328 

1.201 

1.244 

0.065 

0.113 

0.094 

0.094 

0.014 

0.014 

0.173 

0.173 

- 

- 

0.067 

0.067 

0.114 

0.181 

0.134 

0.134 

0.084 

0.084 

0.778 

1.565 

1.224 

1.232 

0.050 

0.079 

0.007 

0.007 

0.115 

0.115 

0.014 

0.014 

0.060 

0.060 

0.007 

0.017 

0.005 

0.005 

1.199 

1.199 

0.060 

0.060 

0.096 

0.138 

0.230 

0.230 

0.011 

0.011 

0.317 

0.317 

0.096 

0.096 

0.025 

0.025 

0.096 

0.096 

0.010 

0.010 

0.024 

0.024 

0.108 

0.108 

0.342 

0.376 

0.014 

0.014 
















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


( 4 ) ( 5 ) 


4.818 Fresh 



Kotri 

0824000902893400 

15.451 

Fresh 

Kuchalwara Kalan 

0824001002905800 

13.021 

Fresh 

Kuchalwara Khurd 

0824001002906100 

1.664 

Fresh 

Kundera 

0822000602662300 

6.021 

Fresh 

Kuradiya 

0824001002907200 

8.492 

Fresh 

Kushayata 

0821000902586500 

9.018 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Lachhmangarh 


Lakhamaniyas 


Lalpura 


Lariji Ka Khera 


Lasariya 


Latala 


Laxmipura 


Luhari Kalan 


Lulas 


Madhopur 


Madhosinghpura i 


Madhu Puriya 


Maganpura 


Daulta 


Mali Khera 


Manakpura 


Mandachar 


Mandalgarh 


Mandapiya 


Manoharpura 


Manpura 


Mansha 


Mataji Ka Khera 


Mataji Ka Khera (maliyon Ka Jhon 


Mayla Polya 


Meena Ka Khera 


Meera Nagar 


Meetha 


0824001102928400 

1.125 

Fresh 

0824000902893600 

8.531 

Fresh 

0824001102937000 

3.297 

Fresh 

0824001002920800 

2.992 

Fresh 

0824000302818700 

18.193 

Fresh 

0824000902892600 

6.512 

Fresh 

0824001102928200 

1.605 

Fresh 

0821000902586900 

2.862 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0824001102927000 

1.739 

Fresh 

0824001002908200 

16.887 

Fresh 

0824000302823600 

12.004 

Fresh 

0824001002915400 

1.436 

Fresh 

0822000602662900 

5.854 

Fresh 

0824001102928700 

1.479 

Fresh 

0824001002903300 

7.112 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Mahuwa Kalan 

0824000802874300 

15.155 

Fresh 

Makariya 

0824001102937400 

1.607 

Fresh 

Malera 

0822000602660800 

12.966 

Fresh 



0824000902893200 

2.649 

Fresh 

0824000902890400 

1.755 

Fresh 

0824001002912100 

4.921 

Fresh 

0824001142407000 

57.997 

Fresh 

0824001002914900 

1.086 

Fresh 

0824001002920900 

8.927 

Fresh 

0822000602658300 

6.453 

Fresh 

0824001002920700 

1.555 

Fresh 

0824001102932300 

14.502 

Fresh 




0824000902894400 

8.691 

Fresh 

0824000902889000 

2.083 

Fresh 

0824001002911500 

3.548 

Fresh 

0824000902886600 

3.913 

Fresh 

0824001002906400 

4.964 

Fresh 

0824000902890000 

1.803 

Fresh 

0824000902886800 

2.759 

Fresh 

0824001102927700 

1.702 

Fresh 


Jetpura 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Jetpura 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Jetpura 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

0.301 

Non-command 

Phyllite & Schist 

4.518 

Non-command 

Gneisses(B.G.C.) 

15.451 

Non-command 

Phyllite & Schist 

0.104 

Non-command 

Phyllite & Schist 

0.489 

Non-command 

Phyllite & Schist 

6.021 

Non-command 

Phyllite & Schist 

8.398 

Non-command 

Gneisses(B.G.C.) 

5.004 

Non-command 

Older Alluvium 

3.930 

Non-command 

Phyllite & Schist 

1.125 

Non-command 

Gneisses(B.G.C.) 

5.352 

Non-command 

Phyllite & Schist 

3.297 

Non-command 

Phyllite & Schist 

2.992 

Non-command 

Phyllite & Schist 

1.650 

Non-command 

Gneisses(B.G.C.) 

2.538 

Non-command 

Phyllite & Schist 

1.605 

Non-command 

Gneisses(B.G.C.) 

0.801 

Non-command 

Older Alluvium 

2.062 

Non-command 

Older Alluvium 

1.447 

Non-command 

Phyllite & Schist 

0.023 

Non-command 

Phyllite & Schist 

1.739 

Non-command 

Phyllite & Schist 

0.684 

Non-command 

Phyllite & Schist 

3.236 

Non-command 

Phyllite & Schist 

1.149 

Non-command 

Phyllite & Schist 

0.001 

Non-command 

Phyllite & Schist 

0.187 

Non-command 

Older Alluvium 

0.914 

Non-command 

Phyllite & Schist 

6.038 

Command 

Phyllite & Schist 

6.600 

Non-command 

Phyllite & Schist 

0.673 

Non-command 

Gneisses(B.G.C.) 

2.937 

Non-command 

Phyllite & Schist 

1.570 

Non-command 

Older Alluvium 

0.147 

Non-command 

Phyllite & Schist 

5.633 

Non-command 

Gneisses(B.G.C.) 

2.649 

Non-command 

Gneisses(B.G.C.) 

1.755 

Non-command 

Phyllite & Schist 

4.921 

Non-command 

Phyllite & Schist 

1.332 

Non-command 

Phyllite & Schist 

1.086 

Non-command 

Phyllite & Schist 

8.580 

Non-command 

Phyllite & Schist 

6.446 

Non-command 

Phyllite & Schist 

1.555 

Command 

Phyllite & Schist 

2.960 

Non-command 

Phyllite & Schist 

11.542 

Non-command 

Gneisses(B.G.C.) 

8.691 

Non-command 

Phyllite & Schist 

2.083 

Non-command 

Phyllite & Schist 

3.548 

Non-command 

Phyllite & Schist 

3.913 

Non-command 

Phyllite & Schist 

4.694 

Non-command 

Gneisses(B.G.C.) 

1.803 

Non-command 

Phyllite & Schist 

2.759 

Command 

Phyllite & Schist 

1.608 

Non-command 

Phyllite & Schist 

0.094 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

130,000 

120,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

130,000 

120,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

30,000 

20,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

80,000 

60,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

( 15 ) 

( 16 ) 

0.036 

0.036 

0.922 

0.922 

1.248 

1.315 

- 

- 

0.108 

0.108 

- 

- 

0.864 

0.864 

0.480 

0.480 

0.421 

0.421 

0.108 

0.118 

0.138 

0.138 

0.137 

0.175 

0.246 

0.330 

0.086 

0.086 

0.096 

0.096 

0.122 

0.218 

0.038 

0.038 

0.119 

0.119 

0.059 

0.059 


0.072 

0.072 

0.036 

0.036 

0.072 

0.072 

0.042 

0.059 

- 

- 

0.022 

0.022 

0.050 

0.050 

0.252 

0.252 

1.426 

1.445 

0.144 

0.144 

0.005 

0.005 

0.216 

0.235 

- 

- ; 

0.118 

0.118 

0.108 

0.108 

0.060 

0.060 

0.114 

0.114 

0.065 

0.084 

0.168 

0.202 

0.138 

0.205 

0.176 

0.198 

0.096 

0.096 

0.439 

0.583 

1.721 

2.287 

0.294 

0.294 

0.019 

0.019 

0.270 

0.270 

0.019 

0.019 

0.360 

0.360 

0.048 

0.048 

0.182 

0.182 

0.137 

0.137 

0.007 

0.007 















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


(2) 

(3) 

(4) 

(5) 

Meghpura 

0824001002922100 

2.006 

Fresh 

Melwa 

0824001002920000 

0.365 

Fresh 

Mewasa 

0824001002922400 

0.174 

Fresh 

Mindoliya 

0824000302823400 

11.499 

Fresh 

Mochariyon Ka Khera 

0824001102939500 

2.090 

Fresh 

Modiya Khera 

0824000902890200 

4.071 

Fresh 

Mohanpura 

0824001102939200 

7.390 

Fresh 

Mol 

0824001102933100 

1.009 

Fresh 

Morlan 

0824001002905300 

2.730 

Fresh 

Motalao 

0821000902586600 

6.845 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Muhala 

0824000302818800 

13.831 

Fresh 

Mukan Garh 

0824001102932200 

6.911 

Fresh 


Mukund Puriya 

0824001102936700 

2.291 

Fresh 

Mundeta 

0824000302824200 

15.149 

Fresh 


Non-command 


Jetpura 


Non-command 


Non-command 


Non-command 


Mundeti 

0824000302824100 

2.516 

Fresh 

Munshipura 

0824001002905100 

3.982 

Fresh 

Na 

0824000924900002 

1.400 

Fresh 

Nahargarh 

0824001102927900 

1.730 

Fresh 

Nandrai 

0824000902896500 

22.944 

Fresh 


Narana 

0824001002910600 

4.534 

Fresh 

Narsingh Ka Jhopra 

0824000902889500 

1.689 

Fresh 

Narsingh Pura 

0824000302823900 

1.974 

Fresh 

Nasarda 

0824000302819100 

10.406 

Fresh 

Nasirda 

0822000602659100 

30.549 

Fresh 

Nathji Ka Khera 

0824001102929900 

6.327 

Fresh 

Nawalpura 

0824001102938000 

3.600 

Fresh 

Naya Nagar 

0824001002915600 

2.005 

Fresh 

Neel Ki Kheri 

0824001102936800 

3.344 

Fresh 

Neem Ka Khera 

0824001102938500 

4.615 

Fresh 

Neemera (Sawar) 

0821000902584800 

9.443 

Fresh 

Odiya Khera 

0824001002912500 

3.369 

Fresh 

Onkarpura 

0824000902888300 

1.293 

Fresh 


Pachanpura 


Padaliya (Sawar) 


Padampura 


Non-command 


Non-command 


Non-command 


Non-command 


Kothari Dam 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0824001002914600 

3.759 

Fresh 

0821000902584600 

5.429 

Fresh 

0824001002921100 

2.577 

Fresh 

0824001102932700 

4.817 

Fresh 



Paisa 

0824000302823800 

1.729 

Fresh 

Pander 

0824001002909700 

20.038 

Fresh 


Non-command 


Non-command 


Non-command 


Kothari Dam 


Non-command 


Non-command 


Non-command 


Panderi 


0824000902895900 


5.741 Fresh 



Kothari Dam 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

2.006 

Non-command 

Phyllite & Schist 

0.365 

Non-command 

Phyllite & Schist 

0.083 

Non-command 

Phyllite & Schist 

4.715 

Non-command 

Phyllite & Schist 

1.871 

Non-command 

Gneisses(B.G.C.) 

4.071 

Non-command 

Phyllite & Schist 

0.031 

Non-command 

Phyllite & Schist 

1.009 

Non-command 

Phyllite & Schist 

2.730 

Non-command 

Gneisses(B.G.C.) 

1.761 

Non-command 

Older Alluvium 

5.085 

Non-command 

Older Alluvium 

0.433 

Non-command 

Phyllite & Schist 

1.880 

Non-command 

Phyllite & Schist 

1.560 

Command 

Phyllite & Schist 

5.409 

Non-command 

Phyllite & Schist 

1.112 

Non-command 

Phyllite & Schist 

2.291 

Non-command 

Gneisses(B.G.C.) 

4.667 

Non-command 

Phyllite & Schist 

1.081 

Non-command 

Phyllite & Schist 

2.297 

Non-command 

Phyllite & Schist 

3.982 

Non-command 

Gneisses(B.G.C.) 

1.400 

Non-command 

Phyllite & Schist 

1.730 

Command 

Phyllite & Schist 

1.321 

Non-command 

Phyllite & Schist 

0.013 

Non-command 

Phyllite & Schist 

4.534 

Non-command 

Gneisses(B.G.C.) 

1.689 

Non-command 

Phyllite & Schist 

1.974 

Non-command 

Phyllite & Schist 

1.008 

Non-command 

Phyllite & Schist 

16.872 

Non-command 

Phyllite & Schist 

0.148 

Non-command 

Phyllite & Schist 

3.518 

Non-command 

Phyllite & Schist 

2.005 

Non-command 

Phyllite & Schist 

3.344 

Non-command 

Phyllite & Schist 

0.921 

Non-command 

Older Alluvium 

9.443 

Non-command 

Phyllite & Schist 

3.369 

Non-command 

Gneisses(B.G.C.) 

1.196 

Non-command 

Phyllite & Schist 

0.097 

Non-command 

Gneisses(B.G.C.) 

2.505 

Non-command 

Phyllite & Schist 

0.090 

Non-command 

Phyllite & Schist 

3.759 

Non-command 

Older Alluvium 

5.429 

Non-command 

Phyllite & Schist 

2.577 

Command 

Phyllite & Schist 

0.176 

Non-command 

Phyllite & Schist 

4.642 

Non-command 

Phyllite & Schist 

1.729 

Non-command 

Older Alluvium 

0.710 

Non-command 

Phyllite & Schist 

19.328 

Command 

Phyllite & Schist 

3.831 

Non-command 

Phyllite & Schist 

1.910 

Non-command 

Gneisses(B.G.C.) 

5.530 

Non-command 

Phyllite & Schist 

3.943 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

130,000 

120,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

130,000 

120,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

120,000 

90,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

120,000 

90,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.174 

0.191 

0.174 

0.174 

0.042 

0.042 

0.230 

0.230 

0.115 

0.115 

0.174 

0.174 

0.007 

0.007 

0.130 

0.130 

0.216 

0.233 

0.019 

0.019 

0.065 

0.065 

0.025 

0.025 

0.072 

0.072 

0.130 

0.130 

0.410 

0.410 

0.086 

0.086 

0.252 

0.329 

0.108 

0.108 

0.029 

0.029 

0.130 

0.130 

0.126 

0.126 

0.018 

0.018 

0.202 

0.221 

0.144 

0.144 

- 

- 

0.486 

0.486 

0.072 

0.072 

0.014 

0.014 

0.014 

0.014 

1.369 

1.380 

- 

- 

0.166 

0.185 

0.078 

0.112 

0.130 

0.197 

0.029 

0.029 

0.918 

0.918 

0.150 

0.150 

0.048 

0.048 

0.010 

0.010 

0.036 

0.036 


0.276 

0.284 

0.659 

0.659 

0.090 

0.090 

- 

- 

0.043 

0.110 

0.173 

0.173 

0.118 

0.118 

2.328 

2.328 

0.096 

0.108 

0.048 

0.060 

0.162 

0.162 

0.192 

0.192 










































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Parmeshwar Pura 


Paroli 


Peepalda 


Peepaliya 


Peeploond 


Peethaji Ka Khera 


Peethalpura 


Phalaser 


0824000902897400 


0824000902886700 


0824001102938100 


0821000902587000 


0824001002914400 


0824001102936400 


0824001102926700 


0824000902889200 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


( 4 ) ( 5 ) 


1.862 Fresh 


23.988 Fresh 


1.378 Fresh 


4.844 Fresh 


16.924 Fresh 


1.564 Fresh 


2.758 Fresh 


8.429 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kothari Dam 


Non-command 


Non-command 


Phalasiya 


Pondrikji Ka Khera 


Pratappura 


Purohiton Ka Khera 


Rainagar 


Raiseengpura 


Rajgarh 


Rajmahal 


Raj pura 


Rajwas 


Ralayata 


Ram Mohanpura 


0824001002911600 

3.095 

Fresh 

0824000302819900 

5.148 

Fresh 

0821000902587100 

4.362 

Fresh 

0824001102933400 

1.159 

Fresh 

0824000902899000 

3.382 

Fresh 

0821000902585000 

3.008 

Fresh 

0824001102937200 

1.235 

Fresh 

0824001102926500 

3.520 

Fresh 

0822000602661400 

19.405 

Fresh 

0824001102928800 

1.927 

Fresh 

0824001002915900 

4.847 

Fresh 

0824001102932800 

6.237 

Fresh 


0824001002904500 


3.031 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Jetpura 


Non-command 


Non-command 


Ramgarh 


Ramnagar 


Rampur 


Rampura 


Rampura Naya 


Ranawaton Ka Khera 


Raser 


Ratanpura 


Rawat Khera 


Rawta 


Redwas 


Reechhra 


Reeth 


Rojri 


Rooppura 


0824001002914700 

1.826 

Fresh 

0824001002906800 

1.371 

Fresh 

0824001002916400 

0.599 

Fresh 

0824001002909600 

3.021 

Fresh 

0824001002924500 

2.180 

Fresh 

0824000302823700 

2.301 

Fresh 

0824001002920200 

2.519 

Fresh 

0824000902888900 

12.784 

Fresh 

0824001002908700 

2.713 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0824001002921300 

2.741 

Fresh 

0824001002912700 

5.635 

Fresh 

0822000602661300 

12.296 

Fresh 



0824000902894100 

9.379 

Fresh 

0824000802873700 

12.635 

Fresh 

0824000902893100 

5.413 

Fresh 

0824001002916500 

1.586 

Fresh 

0824000902889100 

2.399 

Fresh 

0824001002911100 

3.212 

Fresh 

0824001102939800 

3.383 

Fresh 


Ropan 

0824001002911000 

18.246 

Fresh 

Rughnathpura 

0824001002909500 

1.977 

Fresh 

Rughnathpura Khurd 

0824001002909200 

1.280 

Fresh 

Sabal Pura 

0824000902898600 

1.985 

Fresh 

Sabalpura 

0824001002916900 

0.926 

Fresh 

Sadapur 

0824001002921700 

3.951 

Fresh 


Non-command 


Non-command 


Bisalpur 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Jetpura 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

1.862 

Non-command 

Phyllite & Schist 

23.988 

Non-command 

Phyllite & Schist 

1.378 

Non-command 

Older Alluvium 

4.844 

Non-command 

Phyllite & Schist 

16.534 

Non-command 

Phyllite & Schist 

0.496 

Command 

Phyllite & Schist 

0.088 

Non-command 

Phyllite & Schist 

2.669 

Non-command 

Gneisses(B.G.C.) 

6.904 

Non-command 

Phyllite & Schist 

1.526 

Non-command 

Phyllite & Schist 

3.095 

Non-command 

Phyllite & Schist 

0.137 

Non-command 

Older Alluvium 

4.362 

Non-command 

Phyllite & Schist 

1.159 

Non-command 

Gneisses(B.G.C.) 

3.382 

Non-command 

Older Alluvium 

3.008 

Non-command 

Phyllite & Schist 

1.235 

Non-command 

Phyllite & Schist 

3.520 

Non-command 

Phyllite & Schist 

7.928 

Non-command 

Phyllite & Schist 

0.221 

Non-command 

Phyllite & Schist 

4.847 

Command 

Phyllite & Schist 

3.193 

Non-command 

Phyllite & Schist 

3.044 

Non-command 

Older Alluvium 

2.234 

Non-command 

Phyllite & Schist 

0.797 

Non-command 

Phyllite & Schist 

1.298 

Non-command 

Phyllite & Schist 

1.371 

Non-command 

Phyllite & Schist 

0.599 

Non-command 

Phyllite & Schist 

3.021 

Non-command 

Phyllite & Schist 

0.035 

Non-command 

Phyllite & Schist 

1.857 

Non-command 

Phyllite & Schist 

2.519 

Non-command 

Phyllite & Schist 

12.784 

Non-command 

Older Alluvium 

1.093 

Non-command 

Phyllite & Schist 

1.621 

Non-command 

Phyllite & Schist 

2.741 

Non-command 

Phyllite & Schist 

4.959 

Command 

Phyllite & Schist 

1.281 

Non-command 

Phyllite & Schist 

5.322 

Non-command 

Gneisses(B.G.C.) 

3.499 

Non-command 

Gneisses(B.G.C.) 

0.630 

Non-command 

Gneisses(B.G.C.) 

5.413 

Non-command 

Phyllite & Schist 

1.572 

Non-command 

Phyllite & Schist 

2.399 

Non-command 

Phyllite & Schist 

3.212 

Command 

Phyllite & Schist 

0.084 

Non-command 

Phyllite & Schist 

2.965 

Non-command 

Phyllite & Schist 

18.246 

Non-command 

Phyllite & Schist 

1.977 

Non-command 

Phyllite & Schist 

1.280 

Non-command 

Gneisses(B.G.C.) 

1.984 

Non-command 

Phyllite & Schist 

0.926 

Non-command 

Phyllite & Schist 

3.644 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

120,000 

90,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

130,000 

120,000 

120 

120,000 

90,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

120,000 

90,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

130,000 

120,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

30,000 

20,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 





MCM 

MCM 

( 15 ) 

( 16 ) 

0.108 

0.108 

2.573 

2.609 

0.173 

0.183 

0.119 

0.119 

1.320 

1.362 

0.065 

0.075 

- 

- | 

0.014 

0.014 

0.096 

0.096 

0.038 

0.038 

0.528 

0.528 

0.014 

0.014 

0.162 

0.162 

0.151 

0.151 

0.108 

0.108 

0.281 

0.281 

0.374 

0.508 

0.389 

0.389 

0.319 

0.319 

0.007 

0.007 

0.162 

0.196 

0.223 

0.309 

0.216 

0.302 

0.202 

0.202 

0.048 

0.048 

0.156 

0.156 

0.096 

0.096 

0.090 

0.090 

0.060 

0.077 

- 

- 

0.216 

0.216 

0.126 

0.126 

0.490 

0.490 

0.076 

0.119 

0.078 

0.128 

0.078 

0.078 

0.510 

0.527 

0.118 

0.118 

0.479 

0.479 


0.012 

0.012 

0.552 

0.602 

0.078 

0.095 

0.086 

0.086 

0.192 

0.335 


0.079 

0.079 

3.978 

3.978 

0.030 

0.030 

0.276 

0.276 

- 

- 1 

0.264 

0.264 

0.084 

0.160 
































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


(2) 

(3) 

(4) 

(5) 

Sagatpuriya 

0824000902890800 

6.656 

Fresh 

Sakariya Khera 

0824000802874200 

4.017 

Fresh 

Salampura 

0824001102929500 

1.176 

Fresh 

Salampura @ Tinduri 

0824001102938700 

1.488 

Fresh 

Salari 

0821000902579000 

11.680 

Fresh 

Salariya Khurd 

0824000302824400 

7.213 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Samthala 

0824001102928500 

1.749 

Fresh 

Sandla 

0822000602659900 

6.915 

Fresh 

Sangrampura 

0824001102931800 

2.334 

Fresh 



Saran Ka Khera 


Sardarji Ka Khera 


Sarsari 


Sarsiya 


Sarsiya Charanan 


Sarthala 


Satola 


Satola Ka Khera 


Sawaipura 


Sawar 


Non-command 


Non-command 


Jetpura 


Non-command 


Kothari Dam 


Non-command 


Non-command 



0824001102939000 

4.279 

Fresh 

0824001102938200 

3.413 

Fresh 

0822000602659700 

5.997 

Fresh 

0824000902891600 

7.709 

Fresh 

0824001002913200 

13.653 

Fresh 

0824001002912000 

11.521 

Fresh 

0824001102928600 

15.105 

Fresh 

0824000902892700 

5.886 

Fresh 

0824000902892100 

6.273 

Fresh 

0824001002920100 

2.354 

Fresh 

0821000902586800 

31.146 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Seedriyas 

0824000802874400 

9.056 

Fresh 

Shakarpura 

0824001002909300 

4.006 

Fresh 

Sheopura 

0824001002910700 

1.433 

Fresh 

Shreemansinghpura 

0822000602659200 

1.282 

Fresh 

Shreenagar 

0824001102931700 

1.733 

Fresh 


Shri Nagar 

0824000802874600 

0.907 

Fresh 

Shrinagar Chanwari 

0824001002916700 

1.759 

Fresh 

Sihana 

0824001002911300 

4.677 

Fresh 

Singhji Ka Khera 

0824000902894600 

2.699 

Fresh 

Sodiyas 

0824000902890500 

2.559 

Fresh 

Sola Ka Khera @ Ratanpur 

0824000902890600 

1.378 

Fresh 

Soniyana 

0824001102932600 

3.169 

Fresh 


Subhas Nagar 

0824001002914300 

0.284 

Fresh 

Sundargarh 

0824001002919700 

0.908 

Fresh 

Sundarpura 

0821000902584300 

3.996 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Jetpura 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Jetpura 


Non-command 


Non-command 


Non-command 


Non-command 


Surdiya 

0824001102937600 

1.686 

Fresh 

Swarooppura 

0824001102939100 

1.189 

Fresh 

Takhatpura 

0824001002904300 

1.101 

Fresh 


Non-command 


Non-command 


Non-command 


Takhtatpura 

0824000902888600 

2.185 

Fresh 

Tarniya Khera 

0824001002914800 

5.982 

Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

6.656 

Non-command 

Gneisses(B.G.C.) 

4.017 

Non-command 

Phyllite & Schist 

0.882 

Non-command 

Phyllite & Schist 

1.488 

Non-command 

Phyllite & Schist 

1.094 

Non-command 

Gneisses(B.G.C.) 

0.001 

Non-command 

Phyllite & Schist 

7.212 

Non-command 

Phyllite & Schist 

1.749 

Non-command 

Phyllite & Schist 

6.915 

Command 

Phyllite & Schist 

2.303 

Non-command 

Phyllite & Schist 

0.032 

Command 

Phyllite & Schist 

0.418 

Non-command 

Phyllite & Schist 

3.146 

Non-command 

Gneisses(B.G.C.) 

7.409 

Non-command 

Phyllite & Schist 

0.334 

Non-command 

Gneisses(B.G.C.) 

0.525 

Non-command 

Phyllite & Schist 

0.560 

Non-command 

Phyllite & Schist 

3.216 

Non-command 

Phyllite & Schist 

3.413 

Non-command 

Phyllite & Schist 

5.997 

Non-command 

Gneisses(B.G.C.) 

7.709 

Non-command 

Phyllite & Schist 

11.842 

Non-command 

Phyllite & Schist 

11.521 

Non-command 

Phyllite & Schist 

14.149 

Non-command 

Gneisses(B.G.C.) 

1.187 

Non-command 

Gneisses(B.G.C.) 

1.232 

Non-command 

Phyllite & Schist 

2.354 

Non-command 

Gneisses(B.G.C.) 

21.313 

Non-command 

Older Alluvium 

3.984 

Non-command 

Gneisses(B.G.C.) 

8.372 

Non-command 

Phyllite & Schist 

4.006 

Non-command 

Phyllite & Schist 

1.433 

Non-command 

Phyllite & Schist 

0.315 

Command 

Phyllite & Schist 

0.033 

Non-command 

Phyllite & Schist 

1.700 

Non-command 

Gneisses(B.G.C.) 

0.833 

Non-command 

Phyllite & Schist 

1.759 

Non-command 

Phyllite & Schist 

4.677 

Non-command 

Gneisses(B.G.C.) 

2.699 

Non-command 

Gneisses(B.G.C.) 

2.559 

Non-command 

Gneisses(B.G.C.) 

1.378 

Command 

Phyllite & Schist 

2.096 

Non-command 

Phyllite & Schist 

1.072 

Non-command 

Phyllite & Schist 

0.142 

Non-command 

Phyllite & Schist 

0.908 

Non-command 

Gneisses(B.G.C.) 

2.807 

Non-command 

Older Alluvium 

0.920 

Non-command 

Phyllite & Schist 

1.686 

Non-command 

Phyllite & Schist 

0.296 

Non-command 

Older Alluvium 

0.562 

Non-command 

Phyllite & Schist 

0.539 

Non-command 

Phyllite & Schist 

2.185 

Non-command 

Phyllite & Schist 

5.392 


of Tube of Wells Operational 
Wells with Days 

Pumpset 



Average Yield 

Draft 

Tube 

Wells 

Wells with 
Pumpset 

Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

MCM 

MCM 

(12) 

(13) 

(14) 

(15) 



70,000 


30,000 


80,000 


80,000 


100,000 


110,000 



120 

130,000 

120,000 

- 

0.302 

0.302 

120 

80,000 

60,000 

0.029 

0.050 

0.079 

120 

90,000 

70,000 

- 

0.655 

0.655 

120 

80,000 

60,000 

- 

0.101 

0.101 


80,000 


100,000 


100,000 


70,000 


100,000 


70,000 


100,000 


80,000 


80,000 


90,000 


70,000 


70,000 


70,000 


80,000 


70,000 


70,000 


70,000 


90,000 


120,000 


30,000 


70,000 


70,000 


90,000 


80,000 


80,000 


30,000 


70,000 


70,000 


70,000 


70,000 


70,000 


80,000 


80,000 


70,000 


70,000 


90,000 


120,000 


80,000 


80,000 


90,000 


70,000 


100,000 


70,000 


0.019 

0.019 

0.154 

0.202 

0.174 

0.174 

0.010 

0.010 

0.042 

0.042 

0.067 

0.067 

0.101 

0.101 

0.266 

0.266 

0.084 

0.084 

0.150 

0.150 

0.960 

1.010 

0.852 

0.852 

0.842 

1.293 

0.060 

0.060 

0.078 

0.078 

0.066 

0.066 

1.776 

1.776 

0.378 

0.378 

0.670 

0.670 

0.168 

0.168 

0.108 

0.108 

0.008 

0.008 

0.007 

0.007 

0.194 

0.232 

- 

- 

0.102 

0.102 

0.396 

0.396 

0.060 

0.060 

0.048 

0.048 

0.012 

0.012 

0.302 

0.427 

0.158 

0.216 

0.048 

0.048 

0.120 

0.120 

0.221 

0.221 

0.076 

0.076 

0.065 

0.084 

0.029 

0.029 

0.084 

0.084 

0.060 

0.060 

0.144 

0.144 

0.108 

0.108 










































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


07001005 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Taswariya 

0824001002910300 

13.715 

Fresh 

Teetora Mafi 

0824001002903200 

10.028 

Fresh 

Teetori 

0824001002903100 

7.495 

Fresh 

Thai Kalan 

0824001102927300 

18.635 

Fresh 


Type of Area (Command / N< 
command) 


Thalera 

0824000902895100 

6.395 

Fresh 

Thalkhurd 

0824001102927100 

3.854 

Fresh 


Thanwala 

0822000602660200 

25.430 

Fresh 

Thool Khera 

0824001102933500 

0.821 

Fresh 

Udaisagar 

0821000902586700 

1.604 

Fresh 


Udliyas 


Ulela 


Ummedpura 


Uncha 


Akodiya 


Anwa 


Bas Kheriya 


Chak Awan 


Chandsinghpura 


Chandwar 


Datoonda 


Gulabpura 


Hanumanpura 


Indoda 


Iqbalganj 


Jyotipura 


Kalandarpura 


Kalyanpura 


Kanwara 


Kanwarpura 


Non-command 


Non-command 


Non-command 


Jetpura 


Non-command 


Non-command 


Kothari Dam 


Non-command 


Non-command 


Non-command 


Non-command 



0824000902892000 

8.629 

Fresh 

0824001002919900 

4.121 

Fresh 

0821000902586400 

2.398 

Fresh 

0824001102926300 

5.836 

Fresh 

0824001002905500 

6.725 

Fresh 

0822000602671600 

1.318 

Fresh 

0822000602667600 

26.151 

Fresh 

0822000602667100 

3.280 

Fresh 

0822000602669700 

1.192 

Fresh 

0822000602667300 

9.773 

Fresh 

0822000602672800 

9.022 

Fresh 

0822000602670200 

6.512 

Fresh 


Dhuan Kalan 

0822000602670500 

15.717 

Fresh 

Dhuankhurd 

0822000602671200 

8.822 

Fresh 



Geroli 

0822000602666900 

15.232 

Fresh 

Ghar 

0822000602671300 

15.586 

Fresh 


0822000602669400 

0.828 

Fresh 

0822000602667400 

4.299 

Fresh 

0822000602671000 

4.185 

Fresh 

0822000602670700 

2.279 

Fresh 

0822000602670100 

1.527 

Fresh 

0822000602671100 

2.038 

Fresh 

0822000602671400 

2.737 

Fresh 

0822000602671800 

23.979 

Fresh 

0822000602664900 

7.249 

Fresh 

0822000602670900 

5.517 

Fresh 



Kedara 

0822000602673000 

5.094 

Fresh 

Kharoi 

0822000602670000 

8.116 

Fresh 

Kotra 

0822000602673100 

4.140 

Fresh 

Laxmipura 

0822000602671500 

3.660 

Fresh 

Mahmoodganj 

0822000402643200 

8.625 

Fresh 

Muglana 

0822000602670300 

9.327 

Fresh 

Muglani 

0822000602670400 

3.006 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bisalpur 


Non-command 


Non-command 


Non-command 


Bisalpur 


Non-command 


Bisalpur 


Bisalpur 


Non-command 


Bisalpur 


Non-command 


Bisalpur 


Bisalpur 


Non-command 


Non-command 


Non-command 


Non-command 


Bisalpur 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bisalpur 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bisalpur 


Bisalpur 


Bisalpur 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

13.289 

Non-command 

Phyllite & Schist 

8.561 

Non-command 

Phyllite & Schist 

7.495 

Command 

Phyllite & Schist 

0.161 

Non-command 

Phyllite & Schist 

18.474 

Non-command 

Gneisses(B.G.C.) 

6.395 

Command 

Phyllite & Schist 

0.007 

Non-command 

Phyllite & Schist 

3.847 

Non-command 

Phyllite & Schist 

25.430 

Non-command 

Phyllite & Schist 

0.821 

Non-command 

Gneisses(B.G.C.) 

1.554 

Non-command 

Older Alluvium 

0.050 

Non-command 

Older Alluvium 

1.316 

Non-command 

Phyllite & Schist 

1.132 

Non-command 

Gneisses(B.G.C.) 

8.629 

Non-command 

Phyllite & Schist 

4.121 

Non-command 

Gneisses(B.G.C.) 

0.467 

Non-command 

Phyllite & Schist 

5.642 

Non-command 

Phyllite & Schist 

5.965 

Non-command 

Phyllite & Schist 

1.318 

Non-command 

Phyllite & Schist 

2.193 

Command 

Phyllite & Schist 

2.196 

Non-command 

Phyllite & Schist 

1.192 

Non-command 

Phyllite & Schist 

9.773 

Non-command 

Phyllite & Schist 

6.896 

Command 

Phyllite & Schist 

2.344 

Non-command 

Phyllite & Schist 

4.167 

Command 

Phyllite & Schist 

9.273 

Command 

Phyllite & Schist 

5.318 

Non-command 

Phyllite & Schist 

3.504 

Command 

Phyllite & Schist 

1.771 

Non-command 

Phyllite & Schist 

5.639 

Command 

Phyllite & Schist 

0.018 

Command 

Phyllite & Schist 

2.242 

Non-command 

Phyllite & Schist 

11.548 

Non-command 

Phyllite & Schist 

0.003 

Non-command 

Phyllite & Schist 

4.299 

Non-command 

Phyllite & Schist 

0.529 

Command 

Phyllite & Schist 

0.002 

Non-command 

Phyllite & Schist 

1.527 

Non-command 

Phyllite & Schist 

1.777 

Non-command 

Phyllite & Schist 

2.737 

Non-command 

Phyllite & Schist 

6.289 

Non-command 

Phyllite & Schist 

0.196 

Command 

Phyllite & Schist 

0.302 

Non-command 

Phyllite & Schist 

0.269 

Non-command 

Phyllite & Schist 

0.716 

Non-command 

Phyllite & Schist 

8.116 

Non-command 

Phyllite & Schist 

0.015 

Non-command 

Phyllite & Schist 

3.660 

Command 

Phyllite & Schist 

0.192 

Command 

Phyllite & Schist 

9.239 

Command 

Phyllite & Schist 

1.876 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

80,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

45,000 

120 

90,000 

70,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.612 

0.612 

0.372 

0.372 

0.102 

0.102 

0.007 

0.007 

1.224 

1.243 

0.090 

0.090 

- 

- 

0.360 

0.360 

1.798 

1.852 

0.029 

0.029 

0.086 

0.086 

- 

- 

0.092 

0.092 

0.060 

0.060 

0.192 

0.192 

0.492 

0.517 

0.029 

0.029 

0.144 

0.144 

0.726 

0.793 

0.168 

0.168 

0.092 

0.092 

0.118 

0.129 

0.008 

0.008 

0.403 

0.414 

0.546 

0.568 

0.143 

0.143 

0.252 

0.263 

0.067 

0.067 

0.302 

0.302 

0.202 

0.202 

0.118 

0.118 

0.361 

0.361 


0.126 

0.126 

0.638 

0.649 


0.092 

0.092 

0.017 

0.017 


0.160 

0.160 

0.092 

0.114 

0.092 

0.092 

0.151 

0.151 



0.025 

0.025 

0.689 

0.689 



0.437 

0.437 

0.244 

0.244 









































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


07001006 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


(2) 

(3) 

(4) 

(5) 

Nayagaon (Dhigariya) 

0822000602667200 

3.794 

Fresh 


Type of Area (Command / N< 
command) 


Nayagaon Gothra 

0822000602667500 

12.581 

Fresh 

Rajendrapura 

0822000602669500 

0.755 

Fresh 

Ramnagar 

0822000602672900 

1.579 

Fresh 

Rampura 

0822000602669300 

4.837 

Fresh 

Rangvilas 

0822000602672700 

3.708 

Fresh 

Sangramganj 

0822000602669600 

2.889 

Fresh 

Satwara 

0822000602672600 

5.850 

Fresh 

Theekariya Kalan 

0822000602671700 

9.320 

Fresh 

Tokrawas Bundi 

0822000602669800 

4.705 

Fresh 

Tokrawas Uniyara 

0822000602669900 

6.690 

Fresh 

Achalpura 

0829000103532100 

1.996 

Fresh 

Adsipura 

0824000902900600 

1.839 

Fresh 

Agarpura 

0824000802875100 

7.780 

Fresh 

Akola 

0824000902900800 

11.853 

Fresh 


Bisalpur 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Meja 


Meja 


Non-command 



Ama 

0824000902902400 

11.505 

Fresh 

Amartiya 

0824000902900300 

4.112 

Fresh 

Amba Kheri 

0824000802877900 

0.229 

Fresh 

Amli 

0824000702866100 

13.160 

Fresh 

Amli (garh Pachhli) 

0824000802881600 

8.993 

Fresh 

Amli Purawatan 

0824000802881000 

6.858 

Fresh 

Arni 

0829000103529300 

10.920 

Fresh 

Arniya (khalsa) 

0824000702871600 

9.926 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Baghera 


0824000702867900 


6.507 Fresh 


Non-command 


Non-command 


Baghpura 

0824000702871000 

2.575 

Fresh 

Bakhatawar Pura 

0829000103529700 

1.445 

Fresh 

Balwantpura 

0829000103526000 

2.223 

Fresh 

Ban Ka Khera 

0824000902892400 

19.373 

Fresh 


Bansra 

0824000802877300 

8.358 

Fresh 

Barantiya 

0824000802881900 

3.293 

Fresh 


Barliyas 


Non-command 


Non-command 


Non-command 


Meja 


Non-command 


Non-command 


Non-command 



0824000902901700 


19.360 Fresh 


Meja 


Non-command 


Non-command 


Baroo Khera 

0824001102936600 

4.666 

Fresh 

Barsoliya 

0824000802884800 

2.949 

Fresh 

Bassi 

0829000103526600 

2.572 

Fresh 

Batakhon Ka Khera 

0824000802883900 

0.980 

Fresh 


Non-command 


Non-command 


Non-command 


Meja 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Command 

Phyllite & Schist 

2.623 

Non-command 

Phyllite & Schist 

1.172 

Non-command 

Phyllite & Schist 

10.154 

Non-command 

Phyllite & Schist 

0.319 

Non-command 

Phyllite & Schist 

0.310 

Non-command 

Phyllite & Schist 

1.769 

Non-command 

Phyllite & Schist 

3.184 

Non-command 

Phyllite & Schist 

2.870 

Non-command 

Phyllite & Schist 

0.258 

Non-command 

Phyllite & Schist 

6.526 

Non-command 

Phyllite & Schist 

4.705 

Non-command 

Phyllite & Schist 

6.688 

Non-command 

Gneisses(B.G.C.) 

1.301 

Non-command 

Gneisses(B.G.C.) 

1.839 

Command 

Gneisses(B.G.C.) 

1.461 

Command 

Gneisses(B.G.C.) 

2.858 

Non-command 

Gneisses(B.G.C.) 

7.826 

Non-command 

Phyllite & Schist 

1.052 

Non-command 

Gneisses(B.G.C.) 

1.445 

Non-command 

Phyllite & Schist 

5.480 

Non-command 

Gneisses(B.G.C.) 

2.584 

Non-command 

Gneisses(B.G.C.) 

4.112 

Non-command 

Phyllite & Schist 

0.229 

Non-command 

Phyllite & Schist 

0.191 

Non-command 

Phyllite & Schist 

1.073 

Non-command 

Gneisses(B.G.C.) 

6.858 

Non-command 

Phyllite & Schist 

10.453 

Non-command 

Gneisses(B.G.C.) 

5.315 

Non-command 

Phyllite & Schist 

4.611 

Command 

Gneisses(B.G.C.) 

4.319 

Command 

Phyllite & Schist 

5.072 

Non-command 

Gneisses(B.G.C.) 

0.225 

Non-command 

Gneisses(B.G.C.) 

5.698 

Non-command 

Phyllite & Schist 

0.808 

Non-command 

Phyllite & Schist 

2.575 

Non-command 

Phyllite & Schist 

1.445 

Non-command 

Phyllite & Schist 

2.223 

Command 

Gneisses(B.G.C.) 

7.093 

Non-command 

Gneisses(B.G.C.) 

1.030 

Non-command 

Gneisses(B.G.C.) 

8.346 

Non-command 

Gneisses(B.G.C.) 

0.056 

Non-command 

Phyllite & Schist 

3.238 

Non-command 

Gneisses(B.G.C.) 

6.595 

Non-command 

Phyllite & Schist 

0.253 

Command 

Gneisses(B.G.C.) 

3.230 

Non-command 

Gneisses(B.G.C.) 

7.986 

Non-command 

Gneisses(B.G.C.) 

0.712 

Non-command 

Phyllite & Schist 

0.001 

Non-command 

Phyllite & Schist 

0.171 

Non-command 

Gneisses(B.G.C.) 

2.949 

Non-command 

Phyllite & Schist 

2.572 

Command 

Gneisses(B.G.C.) 

0.313 

Non-command 

Gneisses(B.G.C.) 

0.667 


with 

Pumpset 


(9) (10) 


1 27 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

40,000 

120 

70,000 

50,000 

120 

30,000 

20,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

30,000 

20,000 

120 

50,000 

30,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

30,000 

20,000 

120 

60,000 

40,000 

120 

30,000 

20,000 

120 

30,000 

20,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.084 


0.034 


0.227 




0.008 

0.008 

0.025 

0.025 

0.109 

0.109 

0.017 

0.017 

0.034 

0.034 

0.353 

0.364 

0.277 

0.277 

0.218 

0.240 

- 

- 

0.096 

0.222 

0.034 

0.041 

0.228 

0.228 

0.630 

0.630 

0.134 

0.134 

0.022 

0.022 

0.086 

0.086 

0.060 

0.094 

0.354 

0.354 

0.048 

0.052 

0.011 

0.011 

0.036 

0.040 

0.242 

0.242 

1.454 

1.454 

0.068 

0.074 

0.058 

0.064 

0.178 

0.192 

0.209 

0.223 

0.010 

0.010 

0.212 

0.212 

0.029 

0.029 

0.022 

0.022 

0.072 

0.072 

0.024 

0.024 

0.372 

0.372 

0.054 

0.054 

0.122 

0.129 

0.002 

0.002 

0.072 

0.083 

0.614 

0.621 

0.024 

0.024 

0.336 

0.336 

0.840 

0.840 

0.012 

0.046 

- 

- 

0.007 

0.007 

0.214 

0.214 

0.274 

0.288 

0.005 

0.005 

0.012 

0.012 








































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Bawlas 

0829000103528100 

8.904 

Fresh 

Beekrai 

0824000702870100 

5.656 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Bhainsa Kundal 

0824000802882400 

4.462 

Fresh 

Bhakliya 

0824000902900500 

3.666 

Fresh 

Bhalotan Ki Kheri 

0829000103527900 

12.053 

Fresh 

Bharak 

0824000702869800 

11.296 

Fresh 

Bharliya 

0824001102934100 

1.972 

Fresh 

Bheelwara (m) 

0824000842405000 

114.983 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Meja 



Bhojpura 

0824000502850100 

4.467 

Fresh 

Bholi 

0824000802875800 

12.913 

Fresh 


Bhoonas 

0824000702866600 

14.206 

Fresh 

Bhootela 

0824000702862400 

3.845 

Fresh 

Bhopalgarh @ Gandarmala 

0824000802880000 

12.944 

Fresh 

Bhopalpura 

0829000103529400 

2.079 

Fresh 

Bhoplai 

0829000103531900 

2.431 

Fresh 


Non-command 


Meja 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bigod 

0824001102933600 

8.033 

Fresh 

Biliya Kalan 

0824000802882200 

9.507 

Fresh 


Non-command 


Non-command 


Boodh 

0829000203539600 

14.268 

Fresh 

Borda 

0824000802876100 

6.824 

Fresh 


Non-command 


Meja 



Brahmpuri 

0824000802883700 

0.653 

Fresh 

Chainpura 

0824000802879400 

3.150 

Fresh 

Chak Adana No. B 

0829000103533600 

2.685 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Chawandiya 

0824000902892300 

12.895 

Fresh 

Cheer Khera 

0824000702865900 

9.493 

Fresh 

Chhachheri 

0824000802881100 

4.615 

Fresh 


Meja 


Non-command 


Non-command 


Chhapari 


Chhatar Singh Ka Khera 


Dadiya 


Dalelsingh Ji Ka Khera 


Danta 


0824000802877700 

0.940 

Fresh 

0824000702871700 

2.639 

Fresh 

0824000802877400 

4.255 

Fresh 

0824000802884100 

1.551 

Fresh 

0824000802885400 

4.272 

Fresh 

0824000802879500 

2.628 

Fresh 


Non-command 


Non-command 


Non-command 


Meja 


Non-command 


Non-command 


Dantajati 

0824000802883400 

1.680 

Fresh 

Danthal 

0824000802875500 

12.128 

Fresh 


Darba 

0829000103528000 

6.739 

Fresh 

Dareeba 

0824000702867000 

1.289 

Fresh 


Non-command 


Meja 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

8.362 

Non-command 

Gneisses(B.G.C.) 

4.681 

Non-command 

Phyllite & Schist 

0.975 

Non-command 

Gneisses(B.G.C.) 

4.462 

Non-command 

Gneisses(B.G.C.) 

3.666 

Non-command 

Gneisses(B.G.C.) 

12.053 

Non-command 

Gneisses(B.G.C.) 

9.919 

Non-command 

Phyllite & Schist 

1.972 

Command 

Gneisses(B.G.C.) 

10.757 

Command 

Phyllite & Schist 

13.642 

Non-command 

Gneisses(B.G.C.) 

16.261 

Non-command 

Phyllite & Schist 

21.549 

Non-command 

Gneisses(B.G.C.) 

2.442 

Non-command 

Phyllite & Schist 

1.681 

Non-command 

Phyllite & Schist 

0.131 

Command 

Gneisses(B.G.C.) 

8.054 

Non-command 

Gneisses(B.G.C.) 

4.859 

Non-command 

Phyllite & Schist 

14.206 

Non-command 

Gneisses(B.G.C.) 

0.013 

Non-command 

Gneisses(B.G.C.) 

12.944 

Non-command 

Phyllite & Schist 

2.079 

Non-command 

Gneisses(B.G.C.) 

2.297 

Non-command 

Phyllite & Schist 

0.134 

Non-command 

Phyllite & Schist 

1.681 

Non-command 

Gneisses(B.G.C.) 

8.050 

Non-command 

Phyllite & Schist 

1.458 

Non-command 

Gneisses(B.G.C.) 

4.366 

Command 

Gneisses(B.G.C.) 

0.348 

Command 

Phyllite & Schist 

0.518 

Non-command 

Gneisses(B.G.C.) 

5.959 

Non-command 

Gneisses(B.G.C.) 

0.653 

Non-command 

Phyllite & Schist 

3.150 

Non-command 

Gneisses(B.G.C.) 

0.154 

Non-command 

Phyllite & Schist 

0.528 

Non-command 

Gneisses(B.G.C.) 

2.509 

Non-command 

Phyllite & Schist 

3.470 

Command 

Gneisses(B.G.C.) 

2.341 

Non-command 

Gneisses(B.G.C.) 

0.520 

Non-command 

Gneisses(B.G.C.) 

4.081 

Non-command 

Phyllite & Schist 

0.089 

Non-command 

Phyllite & Schist 

0.598 

Non-command 

Phyllite & Schist 

2.639 

Non-command 

Gneisses(B.G.C.) 

0.741 

Command 

Gneisses(B.G.C.) 

1.551 

Non-command 

Gneisses(B.G.C.) 

2.509 

Non-command 

Gneisses(B.G.C.) 

1.597 

Non-command 

Phyllite & Schist 

1.031 

Non-command 

Gneisses(B.G.C.) 

1.680 

Command 

Gneisses(B.G.C.) 

9.262 

Non-command 

Gneisses(B.G.C.) 

2.866 

Non-command 

Gneisses(B.G.C.) 

6.739 

Non-command 

Gneisses(B.G.C.) 

0.064 

Non-command 

Phyllite & Schist 

1.226 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

20,000 

120 

70,000 

50,000 

120 

50,000 

40,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

20,000 

120 

60,000 

40,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

50,000 

40,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

50,000 

30,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

50,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 



Wells with 
Pumpset 


MCM 


(15) 


0.590 



0.114 

0.173 

0.259 

0.379 

0.102 

0.102 

0.036 

0.036 

0.091 

0.098 

0.002 

0.002 

0.010 

0.014 

0.043 

0.043 

0.014 

0.014 

0.005 

0.012 

0.029 

0.043 

0.050 

0.054 

0.034 

0.034 

0.026 

0.026 

0.089 

0.096 

0.029 

0.033 

0.374 

0.398 

- 

- 

0.011 

0.011 










































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Dariba 

0824000802872100 

7.995 

Fresh 

Darri 

0824000802882000 

2.539 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Delana (rural) 

0824000702865500 

14.025 

Fresh 

Deoli 

0824000802876400 

10.130 

Fresh 

Depura 

0829000103531600 

1.711 

Fresh 

Devi Singh Ka Khera 

0824001102936500 

0.959 

Fresh 

Devipura 

0829000103528700 

2.844 

Fresh 

Devpuri 

0829000103526500 

2.004 

Fresh 

Dhangras 

0824000802884300 

2.737 

Fresh 

Dhelana 

0824000902899700 

4.002 

Fresh 

Dhobi Khera 

0829000603617900 

8.793 

Fresh 

Dholiya Khera 

0824000802880100 

4.258 

Fresh 

Dhoomras 

0824000802875200 

6.968 

Fresh 

Dhosar 

0824000702866800 

5.232 

Fresh 

Dindoli 

0829000103532800 

10.869 

Fresh 

Downi 

0824000902901400 

11.688 

Fresh 

Dudiya 

0824000802880200 

6.107 

Fresh 

Ekling Pura 

0824000802877800 

3.134 

Fresh 

Galodiya 

0824000702867600 

7.115 

Fresh 

Gandraf 

0829000103531800 

2.928 

Fresh 

Ganeshpura 

0829000103527700 

1.669 

Fresh 

Ganeshpura Jageer(rural) 

0824000702867500 

1.708 

Fresh 

Gangapur 

0824000742404000 

15.164 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Meja 


Non-command 


Non-command 


Meja 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Gangas 


Gaphesara 


Gatheela 


Gatheela Khera 


0825000603031200 

12.001 

Fresh 

0824000902898100 

6.915 

Fresh 

0824000702870900 

3.076 

Fresh 

0824000702870800 

0.993 

Fresh 

0824000802882800 

1.990 

Fresh 



Gega Ka Khera 

0824000902901300 

6.208 

Fresh 

Gegpura 

0829000103531500 

1.333 

Fresh 

Gendliya 

0824000902902100 

6.051 

Fresh 

Gokalpura 

0829000103530200 

1.106 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Meja 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Gopalpura Kalan 

0829000103529000 

2.887 

Fresh 

Gopalpura Khurd 

0829000103529100 

7.930 

Fresh 

Govindsingh Ji Ka Khera 

0824000802884000 

0.711 

Fresh 

Gudaliya 

0829000103528800 

3.421 

Fresh 

Gundli 

0824000802877200 

10.524 

Fresh 

Gurha 

0824000702868000 

5.203 

Fresh 


Non-command 


Non-command 


Meja 


Non-command 


Non-command 


Non-command 



Gurla 

0824000802878500 

6.491 

Fresh 

Guwardi 

0824000802882700 

6.776 

Fresh 


Non-command 


Meja 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

0.324 

Non-command 

Gneisses(B.G.C.) 

1.875 

Non-command 

Phyllite & Schist 

0.664 

Non-command 

Gneisses(B.G.C.) 

13.813 

Non-command 

Gneisses(B.G.C.) 

10.130 

Non-command 

Phyllite & Schist 

1.711 

Non-command 

Phyllite & Schist 

0.556 

Non-command 

Phyllite & Schist 

2.844 

Non-command 

Phyllite & Schist 

2.004 

Non-command 

Gneisses(B.G.C.) 

2.737 

Command 

Gneisses(B.G.C.) 

0.308 

Non-command 

Gneisses(B.G.C.) 

0.590 

Non-command 

Gneisses(B.G.C.) 

4.258 

Command 

Gneisses(B.G.C.) 

0.336 

Non-command 

Phyllite & Schist 

5.232 

Non-command 

Gneisses(B.G.C.) 

0.132 

Non-command 

Phyllite & Schist 

5.131 

Non-command 

Gneisses(B.G.C.) 

6.107 

Non-command 

Phyllite & Schist 

2.394 

Non-command 

Phyllite & Schist 

7.115 

Non-command 

Gneisses(B.G.C.) 

2.770 

Non-command 

Gneisses(B.G.C.) 

1.669 

Non-command 

Phyllite & Schist 

1.708 

Non-command 

Gneisses(B.G.C.) 

9.725 

Non-command 

Phyllite & Schist 

5.439 

Non-command 

Phyllite & Schist 

0.500 

Non-command 

Phyllite & Schist 

1.412 

Non-command 

Phyllite & Schist 

3.076 

Non-command 

Phyllite & Schist 

0.993 

Command 

Gneisses(B.G.C.) 

1.800 

Non-command 

Gneisses(B.G.C.) 

0.190 

Non-command 

Gneisses(B.G.C.) 

0.012 

Non-command 

Phyllite & Schist 

1.393 

Non-command 

Phyllite & Schist 

6.208 

Non-command 

Phyllite & Schist 

1.333 

Non-command 

Gneisses(B.G.C.) 

6.051 

Non-command 

Gneisses(B.G.C.) 

0.284 

Non-command 

Phyllite & Schist 

0.822 

Non-command 

Gneisses(B.G.C.) 

5.043 

Non-command 

Phyllite & Schist 

0.271 

Non-command 

Phyllite & Schist 

2.887 

Non-command 

Phyllite & Schist 

7.784 

Command 

Gneisses(B.G.C.) 

0.711 

Non-command 

Phyllite & Schist 

3.421 

Non-command 

Gneisses(B.G.C.) 

1.447 

Non-command 

Gneisses(B.G.C.) 

1.318 

Non-command 

Phyllite & Schist 

3.573 

Non-command 

Gneisses(B.G.C.) 

0.017 

Non-command 

Phyllite & Schist 

2.019 

Non-command 

Gneisses(B.G.C.) 

0.336 

Non-command 

Phyllite & Schist 

2.673 

Non-command 

Gneisses(B.G.C.) 

6.101 

Command 

Gneisses(B.G.C.) 

0.410 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

50,000 

30,000 

120 

30,000 

20,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

30,000 

20,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

40,000 

120 

100,000 

80,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

40,000 

25,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

30,000 

20,000 

120 

60,000 

40,000 

120 

30,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

30,000 

20,000 

120 

30,000 

20,000 



MCM 

MCM 

(15) 

(16) 

0.019 

0.023 

0.098 

0.112 

0.034 

0.038 

1.098 

1.134 

0.187 

0.201 

0.240 

0.290 

0.043 

0.053 

0.106 

0.106 

0.053 

0.053 

0.058 

0.058 

0.012 

0.012 

- 

- 

0.084 

0.138 

0.007 

0.007 

0.216 

0.228 

0.010 

0.010 

0.067 

0.139 

0.170 

0.224 

0.041 

0.048 

0.324 

0.348 

0.091 

0.139 

0.120 

0.132 

0.036 

0.036 

0.428 

0.446 

0.241 

0.247 

0.012 

0.012 

0.058 

0.058 

0.058 

0.058 

0.014 

0.014 

0.130 

0.134 

0.014 

0.014 

- 

- 

0.104 

0.110 

0.931 

0.931 

0.264 

0.264 

0.702 

0.727 

0.014 

0.020 

0.043 

0.072 

0.046 

0.046 

0.002 

0.002 

0.154 

0.190 

0.019 

0.019 

0.017 

0.017 

0.125 

0.154 

0.019 

0.019 

0.068 

0.068 

0.187 

0.187 


0.083 

0.083 

0.034 

0.046 

0.283 

0.377 

0.792 

0.864 

0.012 

0.016 















































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Hansiyas 


Type of Area (Command / N< 
command) 



Hameer Garh 

0824000802881400 

17.068 

Fresh 

Hamerpura 

0829000103530300 

3.361 

Fresh 


Non-command 


Meja 


Non-command 


Non-command 



0829000203539700 

3.256 

Fresh 

0824000802884600 

3.754 

Fresh 



Haripura 

0824000702865400 

2.573 

Fresh 

Harnathpura 

0829000103531700 

4.329 

Fresh 

Hathipura 

0824000902901000 

1.747 

Fresh 


Non-command 


Meja 


Non-command 


Non-command 


Non-command 


Non-command 


Heera Kheri 

0829000103526800 

4.602 

Fresh 

Holirada 

0824000902900900 

6.396 

Fresh 


Non-command 


Non-command 


Indanpura 

0829000103527800 

0.952 

Fresh 

Jabarkiya 

0824000702871300 

5.619 

Fresh 

Jadana 

0829000103531000 

6.422 

Fresh 


Non-command 


Non-command 


Non-command 


Jagdari 

0824000802879900 

3.780 

Fresh 

Jagpura 

0829000103530700 

4.252 

Fresh 

Jalampura 

0829000103530400 

4.407 

Fresh 

Jawaharpura 

0829000103533700 

1.715 

Fresh 

Jawanpura 

0829000103533800 

1.457 

Fresh 

Jawasiya 

0824000802880300 

12.071 

Fresh 

Jawasya 

0825000603031300 

5.365 

Fresh 

Jeetya 

0824000902902000 

5.483 

Fresh 

Jeewakhera 

0824000902901500 

2.019 

Fresh 

Jhoompura 

0824000702865800 

7.983 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Jhopariya 

0824000802884900 

1.734 

Fresh 

Jitya Kheri 

0824000802883800 

8.044 

Fresh 


Jityas 

0824000902899300 

4.256 

Fresh 

Kabra 

0824000802881700 

1.261 

Fresh 

Kacholiya 

0824000802883300 

1.009 

Fresh 

Kala Dhoondha 

0824000702866900 

6.090 

Fresh 


Non-command 


Meja 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kali Magri Ka Khera 

0824000702865600 

5.982 

Fresh 

Kali Randiya 

0824000902899400 

3.512 

Fresh 

Kalundiya 

0824000802884500 

6.923 

Fresh 

Kalyan Pura 

0824000802878700 

4.167 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Kalyanpura 

0824000802883100 

4.262 

Fresh 

Kanda 

0824000802884200 

13.436 

Fresh 


Kangani 

0824000702865300 

9.493 

Fresh 

Kanoli 

0824000802882600 

4.861 

Fresh 


Kanpura 


Kanya Kheri 


0824000802879800 

3.648 

Fresh 

0829000103532500 

2.159 

Fresh 

0824000802880800 

3.688 

Fresh 


Non-command 


Meja 


Non-command 


Non-command 


Meja 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

6.366 

Command 

Gneisses(B.G.C.) 

6.388 

Command 

Phyllite & Schist 

0.046 

Non-command 

Phyllite & Schist 

12.050 

Non-command 

Gneisses(B.G.C.) 

1.685 

Non-command 

Phyllite & Schist 

1.677 

Non-command 

Gneisses(B.G.C.) 

0.391 

Command 

Gneisses(B.G.C.) 

1.829 

Non-command 

Gneisses(B.G.C.) 

1.925 

Non-command 

Gneisses(B.G.C.) 

0.029 

Non-command 

Gneisses(B.G.C.) 

4.232 

Non-command 

Gneisses(B.G.C.) 

1.621 

Non-command 

Phyllite & Schist 

0.004 

Non-command 

Phyllite & Schist 

4.602 

Non-command 

Gneisses(B.G.C.) 

2.225 

Non-command 

Phyllite & Schist 

4.172 

Non-command 

Gneisses(B.G.C.) 

0.952 

Non-command 

Phyllite & Schist 

5.619 

Non-command 

Gneisses(B.G.C.) 

6.093 

Non-command 

Phyllite & Schist 

0.110 

Non-command 

Gneisses(B.G.C.) 

3.780 

Non-command 

Gneisses(B.G.C.) 

4.252 

Non-command 

Gneisses(B.G.C.) 

4.407 

Non-command 

Phyllite & Schist 

0.315 

Non-command 

Phyllite & Schist 

0.002 

Non-command 

Gneisses(B.G.C.) 

12.071 

Non-command 

Phyllite & Schist 

3.116 

Non-command 

Gneisses(B.G.C.) 

1.932 

Non-command 

Phyllite & Schist 

1.034 

Non-command 

Gneisses(B.G.C.) 

6.238 

Non-command 

Phyllite & Schist 

0.121 

Non-command 

Gneisses(B.G.C.) 

1.734 

Command 

Gneisses(B.G.C.) 

2.266 

Non-command 

Gneisses(B.G.C.) 

5.778 

Non-command 

Gneisses(B.G.C.) 

0.113 

Non-command 

Phyllite & Schist 

1.221 

Non-command 

Gneisses(B.G.C.) 

1.009 

Non-command 

Gneisses(B.G.C.) 

0.570 

Non-command 

Phyllite & Schist 

5.517 

Non-command 

Gneisses(B.G.C.) 

5.801 

Non-command 

Gneisses(B.G.C.) 

0.467 

Non-command 

Gneisses(B.G.C.) 

6.923 

Non-command 

Gneisses(B.G.C.) 

3.935 

Non-command 

Phyllite & Schist 

0.232 

Non-command 

Gneisses(B.G.C.) 

4.262 

Command 

Gneisses(B.G.C.) 

8.858 

Non-command 

Gneisses(B.G.C.) 

4.578 

Non-command 

Gneisses(B.G.C.) 

1.199 

Command 

Gneisses(B.G.C.) 

0.028 

Non-command 

Gneisses(B.G.C.) 

4.833 

Non-command 

Gneisses(B.G.C.) 

3.604 

Non-command 

Gneisses(B.G.C.) 

1.064 

Non-command 

Phyllite & Schist 

3.688 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

40,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

40,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

50,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

30,000 

20,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

30,000 

20,000 

120 

40,000 

25,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

70,000 

50,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

50,000 

30,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

50,000 

40,000 

120 

30,000 

20,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.197 

0.229 

0.197 

0.201 

0.002 

0.002 

0.418 

0.450 

0.005 

0.017 

- 

0.014 

0.024 

0.024 

0.034 

0.034 

0.034 

0.034 

- 

- 

0.365 

0.365 

0.114 

0.114 



0.074 

0.081 

0.326 

0.446 

0.125 

0.173 

0.005 

0.005 


0.250 

0.326 

0.126 

0.126 

0.120 

0.128 

0.144 

0.288 

0.094 

0.094 


0.218 

0.272 

0.010 

0.010 

0.022 

0.022 


0.017 

0.028 

0.197 

0.215 

0.011 

0.011 

0.101 

0.101 

0.130 

0.130 

- 

- ! 

0.180 

0.263 

0.022 

0.022 

0.002 

0.002 

0.149 

0.156 

0.475 

0.475 

0.245 

0.245 

0.079 

0.079 

- 

- 

0.038 

0.038 

0.139 

0.186 

0.038 

0.056 

0.473 

0.473 




































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Karas 

0829000103529600 

4.700 

Fresh 

Karer 

0824000902900400 

3.180 

Fresh 

Karjiya 

0829000103526200 

3.242 

Fresh 

Karoi Kalan 

0824000802878800 

8.804 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Karoi Khurd 

0824000802879000 

4.853 

Fresh 

Kasedi 

0829000203534900 

12.058 

Fresh 


Non-command 


Non-command 


Keeron Ka Khera 

0829000103531400 

2.483 

Fresh 

Keeron Ki Jhonpariya 

0824000802881800 

3.567 

Fresh 

Khachrol 

0824001102937300 

8.215 

Fresh 

Khaira Bad 

0824000802882300 

10.363 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Kharkhanda 

0829000203539900 

14.825 

Fresh 

Kharon Ka Khera 

0824000902901600 

6.107 

Fresh 

Khati Khera 

0824000702865100 

2.862 

Fresh 

Khatwara 

0824001102934200 

21.784 

Fresh 

Kherpura @ Meghpura 

0824001102934000 

3.347 

Fresh 

Khet Hazariya 

0824000802880600 

2.176 

Fresh 

Kochriya 

0824000802876900 

6.841 

Fresh 

Kumariya Khera 

0824000802876200 

3.240 

Fresh 

Kumhariya 

0824000802883500 

4.412 

Fresh 

Kundiya 

0825000603031500 

10.113 

Fresh 

Lachhmipura 

0824000702869300 

4.342 

Fresh 

Lakhmaniyas 

0824000702870700 

7.814 

Fresh 

Lakhola 

0824000702870400 

6.888 

Fresh 


Meja 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Lalpura 

0829000103528400 

4.988 

Fresh 

Lalsinghji Ka Khera 

0829000203536300 

1.635 

Fresh 


Non-command 


Non-command 


Lasadiya Kalan 

0829000103526400 

12.999 

Fresh 

Lasadiya Khurd 

0829000103530900 

7.969 

Fresh 

Lookdi 

0829000103527600 

1.728 

Fresh 

Madhopur 

0824000802875900 

5.232 

Fresh 

Mahendragarh 

0824000702866300 

20.267 

Fresh 

Mahesh Pura 

0824000802884400 

5.226 

Fresh 

Makriya 

0824000702866400 

14.554 

Fresh 


Non-command 


Non-command 


Non-command 


Meja 


Non-command 


Non-command 


Non-command 


Mali Khera 

0824001102933700 

5.904 

Fresh 

Mandalgarh 

0824001142407000 

57.997 

Fresh 

Mandi Gusaiyan 

0824001102936300 

0.608 

Fresh 

Mandpiya 

0824000802877100 

6.011 

Fresh 


Manyas 


Non-command 


Non-command 


Non-command 


Non-command 



Mandpiya Mataji Ka 

0829000103527500 

2.645 

Fresh 

Mangras 

0824000702866500 

13.050 

Fresh 


Meja 


Non-command 


Non-command 


Non-command 



0829000103528600 


8.227 Fresh 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

4.700 

Non-command 

Gneisses(B.G.C.) 

3.180 

Non-command 

Phyllite & Schist 

3.242 

Non-command 

Gneisses(B.G.C.) 

2.008 

Non-command 

Phyllite & Schist 

6.797 

Non-command 

Gneisses(B.G.C.) 

4.771 

Non-command 

Gneisses(B.G.C.) 

8.748 

Non-command 

Phyllite & Schist 

0.105 

Non-command 

Phyllite & Schist 

2.483 

Non-command 

Phyllite & Schist 

3.567 

Non-command 

Phyllite & Schist 

1.190 

Non-command 

Gneisses(B.G.C.) 

8.912 

Non-command 

Phyllite & Schist 

1.451 

Command 

Gneisses(B.G.C.) 

3.756 

Non-command 

Gneisses(B.G.C.) 

0.300 

Non-command 

Gneisses(B.G.C.) 

0.269 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Gneisses(B.G.C.) 

2.417 

Non-command 

Phyllite & Schist 

11.420 

Non-command 

Phyllite & Schist 

3.347 

Non-command 

Gneisses(B.G.C.) 

2.176 

Non-command 

Gneisses(B.G.C.) 

5.257 

Non-command 

Gneisses(B.G.C.) 

3.240 

Non-command 

Gneisses(B.G.C.) 

4.412 

Non-command 

Gneisses(B.G.C.) 

2.990 

Non-command 

Phyllite & Schist 

2.014 

Non-command 

Phyllite & Schist 

7.814 

Non-command 

Gneisses(B.G.C.) 

3.589 

Non-command 

Phyllite & Schist 

3.300 

Non-command 

Phyllite & Schist 

4.988 

Non-command 

Gneisses(B.G.C.) 

0.018 

Non-command 

Phyllite & Schist 

0.015 

Non-command 

Phyllite & Schist 

12.999 

Non-command 

Gneisses(B.G.C.) 

6.620 

Non-command 

Gneisses(B.G.C.) 

1.728 

Command 

Gneisses(B.G.C.) 

5.232 

Non-command 

Phyllite & Schist 

19.901 

Non-command 

Gneisses(B.G.C.) 

5.226 

Non-command 

Gneisses(B.G.C.) 

0.397 

Non-command 

Phyllite & Schist 

14.156 

Non-command 

Phyllite & Schist 

5.904 

Non-command 

Phyllite & Schist 

1.034 

Non-command 

Phyllite & Schist 

0.255 

Non-command 

Gneisses(B.G.C.) 

0.560 

Non-command 

Phyllite & Schist 

1.658 

Command 

Gneisses(B.G.C.) 

2.357 

Non-command 

Gneisses(B.G.C.) 

1.010 

Non-command 

Gneisses(B.G.C.) 

2.645 

Non-command 

Gneisses(B.G.C.) 

0.310 

Non-command 

Phyllite & Schist 

12.740 

Non-command 

Gneisses(B.G.C.) 

12.684 

Non-command 

Phyllite & Schist 

6.541 

Non-command 

Phyllite & Schist 

8.227 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

30,000 

20,000 

120 

80,000 

60,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

40,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

40,000 

25,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

30,000 

20,000 

120 

50,000 

30,000 

120 

30,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

50,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

60,000 

40,000 






MCM 

MCM 

(15) 

(16) 

0.082 

0.096 

0.270 

0.270 

0.086 

0.086 

0.168 

0.175 

0.569 

0.598 

0.014 

0.014 

0.221 

0.257 

0.005 

0.005 

0.202 

0.202 

0.053 

0.071 

0.144 

0.288 

0.406 

0.406 

0.067 

0.067 

0.384 

0.384 

0.030 

0.030 

0.014 

0.020 

- 

- 

0.061 

0.061 

0.835 

1.737 

0.216 

0.216 

0.048 

0.062 

0.132 

0.132 

0.074 

0.074 

0.053 

0.060 

0.081 

0.081 

0.043 

0.043 

0.238 

0.250 

0.446 

0.452 

0.410 

0.410 

0.187 

0.187 



0.061 

0.061 

0.691 

0.701 

0.050 

0.060 

0.014 

0.033 

0.002 

0.002 

0.010 

0.010 

0.070 

0.070 

0.029 

0.029 

0.125 

0.155 

0.011 

0.011 

0.475 

0.475 

0.475 

0.583 

0.245 

0.299 

0.115 

0.115 





























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Momi 


Mujras 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


7.900 Fresh 



Meda Kheri 

0829000103527200 

5.559 

Fresh 

Mirchiya Kheri 

0829000103528200 

4.499 

Fresh 

Mohanpura 

0824000802880400 

1.293 

Fresh 


Non-command 


Non-command 


Non-command 



0824001102933900 

3.408 

Fresh 

0824000802879100 

2.825 

Fresh 

0824000802876700 

7.419 

Fresh 


Non-command 


Non-command 


Non-command 



Nahargarh 

0824001102934400 

4.081 

Fresh 

Nandrai 

0824000902896500 

22.944 

Fresh 

Nandsa (khalsa) 

0824000702865700 

11.759 

Fresh 

Nathadiyas 

0824000802882500 

4.991 

Fresh 

Nathji Ka Khera 

0824000702867700 

3.898 

Fresh 

Nawalpura 

0829000103532200 

2.755 

Fresh 

Naya Khera 

0824000702870300 

1.919 

Fresh 

Nayagaon 

0824001102933800 

0.791 

Fresh 

Newariya 

0829000103527300 

11.648 

Fresh 

Nogawan 

0824000802876600 

3.983 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Nohara 

0824000902899500 

3.598 

Fresh 

Ojhagar 

0824000802878000 

3.761 

Fresh 

Ojyara 

0824000802881200 

15.487 

Fresh 


Non-command 


Non-command 


Non-command 



Pahooni 

0829000103528900 

3.991 

Fresh 

Palran 

0824000702862000 

6.264 

Fresh 

Panna Khera 

0829000103531100 

3.274 

Fresh 


Non-command 


Non-command 


Non-command 



Parmeshwar Pura 

0829000103532300 

1.490 

Fresh 

Paroli Genta 

0824000902901100 

7.523 

Fresh 


Non-command 


Non-command 


Parwati Pura 

0824000802878900 

1.388 

Fresh 

Patliyas 

0824000802883600 

6.076 

Fresh 

Patniya 

0824000802884700 

2.645 

Fresh 

Peepli 

0824000802885300 

7.299 

Fresh 

Peethaji Ka Khera 

0824001102936400 

1.564 

Fresh 

Peethas 

0824000902900100 

3.758 

Fresh 

Phagnon Ka Khera 

0824000802883200 

1.692 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Phalodi 

0829000203537300 

7.264 

Fresh 

Pichariya Khera 

0824000702870200 

2.290 

Fresh 

Potlan 

0824000702868200 

21.345 

Fresh 

Punawta 

0829000103530500 

2.637 

Fresh 

Puthwadia 

0829000103531200 

2.818 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Raipuriya 


0829000103534200 


3.221 Fresh 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

4.150 

Non-command 

Phyllite & Schist 

3.750 

Non-command 

Gneisses(B.G.C.) 

5.559 

Non-command 

Gneisses(B.G.C.) 

4.499 

Non-command 

Gneisses(B.G.C.) 

0.158 

Non-command 

Phyllite & Schist 

1.135 

Non-command 

Phyllite & Schist 

3.269 

Non-command 

Gneisses(B.G.C.) 

2.825 

Non-command 

Gneisses(B.G.C.) 

5.306 

Non-command 

Phyllite & Schist 

2.088 

Non-command 

Gneisses(B.G.C.) 

2.369 

Non-command 

Phyllite & Schist 

5.261 

Non-command 

Phyllite & Schist 

3.336 

Non-command 

Phyllite & Schist 

0.042 

Non-command 

Gneisses(B.G.C.) 

11.759 

Non-command 

Gneisses(B.G.C.) 

4.991 

Non-command 

Phyllite & Schist 

3.898 

Non-command 

Gneisses(B.G.C.) 

2.295 

Non-command 

Gneisses(B.G.C.) 

1.919 

Non-command 

Phyllite & Schist 

0.791 

Non-command 

Gneisses(B.G.C.) 

11.648 

Non-command 

Gneisses(B.G.C.) 

1.733 

Non-command 

Phyllite & Schist 

2.249 

Non-command 

Gneisses(B.G.C.) 

0.000 

Non-command 

Gneisses(B.G.C.) 

3.761 

Non-command 

Gneisses(B.G.C.) 

6.586 

Non-command 

Phyllite & Schist 

8.833 

Non-command 

Gneisses(B.G.C.) 

1.623 

Non-command 

Phyllite & Schist 

13.987 

Non-command 

Phyllite & Schist 

3.991 

Non-command 

Gneisses(B.G.C.) 

0.162 

Non-command 

Gneisses(B.G.C.) 

2.170 

Non-command 

Phyllite & Schist 

1.098 

Command 

Gneisses(B.G.C.) 

0.015 

Command 

Phyllite & Schist 

0.234 

Non-command 

Gneisses(B.G.C.) 

0.224 

Non-command 

Gneisses(B.G.C.) 

0.668 

Non-command 

Phyllite & Schist 

5.800 

Non-command 

Gneisses(B.G.C.) 

1.388 

Non-command 

Gneisses(B.G.C.) 

6.076 

Non-command 

Gneisses(B.G.C.) 

2.645 

Non-command 

Gneisses(B.G.C.) 

7.299 

Non-command 

Phyllite & Schist 

0.998 

Non-command 

Gneisses(B.G.C.) 

3.758 

Non-command 

Gneisses(B.G.C.) 

1.468 

Non-command 

Phyllite & Schist 

0.225 

Non-command 

Gneisses(B.G.C.) 

0.195 

Non-command 

Gneisses(B.G.C.) 

2.290 

Non-command 

Gneisses(B.G.C.) 

0.050 

Non-command 

Gneisses(B.G.C.) 

2.637 

Non-command 

Gneisses(B.G.C.) 

2.714 

Non-command 

Phyllite & Schist 

0.104 

Non-command 

Gneisses(B.G.C.) 

1.716 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

80,000 

60,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

30,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

40,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

50,000 

40,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

70,000 

50,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

50,000 

40,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

50,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

40,000 



Wells with 
Pumpset 


MCM 


(15) 


0.331 




0.083 

0.083 

0.120 

0.131 

0.115 

0.115 

0.024 

0.024 

0.090 

0.090 

0.533 

0.591 

0.830 

0.938 

0.048 

0.052 

0.062 

0.066 

- 

- 

0.161 

0.172 

0.182 

0.193 

0.245 

0.256 

0.168 

0.180 

1.440 

1.555 

0.221 

0.264 

0.004 

0.004 

0.043 

0.049 

0.024 

0.031 

- 

- 

0.005 

0.005 

0.029 

0.035 

0.048 

0.048 

0.643 

0.643 

0.048 

0.048 

0.161 

0.168 

0.029 

0.029 

0.226 

0.316 

0.137 

0.147 

0.456 

0.456 

0.096 

0.107 

0.014 

0.018 

0.005 

0.005 

0.086 

0.086 

0.004 

0.004 

0.110 

0.170 

0.182 

0.182 

0.005 

0.005 

0.019 

0.019 








































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Rajola 


Rajpura 


Rama Ka Khera 


Ramdeonagar 


Rampuriya 


Ranawaton Ka Khera 


Ranikhera 


Rashmi 


Ratna Ka Khera 


Rayra 


Ren 


Renwas 


Rewara 


Rood 


Roopaheli 


Rooppura 


Ruganathpura 


Rugnathpura 


Sabalpura 


Sagat Puriya 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


0824000802876300 


0824000802878400 


0824000702871400 


0824000702866700 


0824000702870500 




0824000802878200 

4.953 

Fresh 

0829000103526700 

2.726 

Fresh 

0829000203539800 

3.754 

Fresh 

0824001102934300 

4.060 

Fresh 

0829000103531300 

9.114 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0829000103530600 

3.811 

Fresh 

0824000802878300 

3.299 

Fresh 

0824000902902200 

5.084 

Fresh 

0824000902902300 

8.275 

Fresh 

0829000103526100 

9.625 

Fresh 

0829000103530800 

8.647 

Fresh 

0824000802875400 

11.933 

Fresh 

0824000802877000 

0.858 

Fresh 

0829000103526300 

2.478 

Fresh 

0824000702865200 

2.030 

Fresh 

0824000802878100 

2.935 

Fresh 

0824000802875700 

2.085 

Fresh 

0824000802880900 

4.146 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Meja 


Non-command 


Non-command 


Non-command 


Non-command 


Meja 


Non-command 



Sakriya 

0824000702871100 

3.459 

Fresh 

Salampura 

0824000802872300 

3.817 

Fresh 



Samori 

0824000802872200 

5.836 

Fresh 

Sangwa 

0824000802877500 

12.051 

Fresh 


Non-command 


Meja 


Non-command 


Meja 


Non-command 


Non-command 


Non-command 


Non-command 


Sankhli 


Sanwalpura 


Sargaon 


Satdhoodiya 


Sawaipur 


Sayla 


0829000103528500 

4.348 

Fresh 

0825000603031400 

3.089 

Fresh 

0829000103532000 

1.495 

Fresh 


Non-command 


Non-command 


Non-command 



0824000902899600 



0824000802880500 


Meja 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

3.592 

Non-command 

Gneisses(B.G.C.) 

2.680 

Non-command 

Phyllite & Schist 

5.354 

Non-command 

Phyllite & Schist 

3.798 

Non-command 

Gneisses(B.G.C.) 

1.172 

Non-command 

Phyllite & Schist 

1.353 

Non-command 

Gneisses(B.G.C.) 

4.953 

Non-command 

Phyllite & Schist 

2.726 

Non-command 

Gneisses(B.G.C.) 

0.062 

Non-command 

Phyllite & Schist 

2.191 

Non-command 

Gneisses(B.G.C.) 

2.848 

Non-command 

Phyllite & Schist 

6.001 

Non-command 

Gneisses(B.G.C.) 

1.325 

Non-command 

Phyllite & Schist 

1.658 

Non-command 

Gneisses(B.G.C.) 

2.458 

Non-command 

Phyllite & Schist 

0.864 

Non-command 

Gneisses(B.G.C.) 

3.811 

Non-command 

Gneisses(B.G.C.) 

3.280 

Non-command 

Gneisses(B.G.C.) 

5.084 

Non-command 

Gneisses(B.G.C.) 

0.990 

Non-command 

Phyllite & Schist 

9.625 

Non-command 

Gneisses(B.G.C.) 

2.295 

Command 

Gneisses(B.G.C.) 

11.117 

Non-command 

Gneisses(B.G.C.) 

0.843 

Non-command 

Phyllite & Schist 

2.478 

Non-command 

Gneisses(B.G.C.) 

0.861 

Non-command 

Gneisses(B.G.C.) 

2.935 

Command 

Gneisses(B.G.C.) 

2.085 

Non-command 

Gneisses(B.G.C.) 

2.382 

Non-command 

Phyllite & Schist 

1.764 

Non-command 

Gneisses(B.G.C.) 

2.896 

Non-command 

Phyllite & Schist 

11.595 

Non-command 

Phyllite & Schist 

3.459 

Command 

Phyllite & Schist 

2.608 

Non-command 

Phyllite & Schist 

0.317 

Command 

Gneisses(B.G.C.) 

0.409 

Non-command 

Gneisses(B.G.C.) 

1.703 

Non-command 

Gneisses(B.G.C.) 

3.299 

Non-command 

Phyllite & Schist 

4.019 

Non-command 

Phyllite & Schist 

0.175 

Non-command 

Gneisses(B.G.C.) 

10.941 

Non-command 

Phyllite & Schist 

0.962 

Non-command 

Phyllite & Schist 

4.348 

Non-command 

Gneisses(B.G.C.) 

0.359 

Non-command 

Gneisses(B.G.C.) 

0.939 

Non-command 

Phyllite & Schist 

0.555 

Non-command 

Gneisses(B.G.C.) 

0.040 

Non-command 

Phyllite & Schist 

12.953 

Non-command 

Gneisses(B.G.C.) 

0.390 

Non-command 

Phyllite & Schist 

3.095 

Command 

Gneisses(B.G.C.) 

1.323 

Non-command 

Gneisses(B.G.C.) 

0.402 

Non-command 

Gneisses(B.G.C.) 

0.899 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

20,000 

120 

60,000 

40,000 

120 

50,000 

40,000 

120 

80,000 

60,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

50,000 

40,000 

120 

30,000 

20,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

50,000 

40,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

30,000 

20,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.077 

0.095 

0.094 

0.094 

0.198 

0.198 

0.184 

0.184 

0.029 

0.029 

0.032 

0.032 

0.149 

0.160 

0.019 

0.026 

- 

- j 

0.230 

0.345 

0.322 

0.352 

0.682 

0.754 

0.096 

0.096 

0.120 

0.120 

0.058 

0.076 

0.019 

0.026 

0.024 

0.066 

0.048 

0.052 

0.276 

0.276 

0.072 

0.072 

0.643 

0.715 

0.192 

0.318 

0.422 

0.476 

0.043 

0.043 

0.043 

0.043 

0.014 

0.014 

0.058 

0.058 

0.062 

0.073 

0.026 

0.026 

0.022 

0.022 

0.112 

0.112 

0.450 

0.456 

0.090 

0.090 

0.038 

0.038 

0.005 

0.005 

0.010 

0.010 

0.041 

0.041 

0.137 

0.137 

0.169 

0.169 

0.002 

0.002 

0.072 

0.083 

0.007 

0.007 

0.106 

0.106 

0.024 

0.024 

0.014 

0.014 

0.010 

0.010 

- 

- 

0.378 

0.378 

0.011 

0.011 

0.094 

0.094 

0.126 

0.126 

0.036 

0.036 

0.180 

0.212 







































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Shopura (gega Ka Khera) 

0824000902898200 

3.389 

Fresh 

Shopura (sawaipura) 

0824000902899900 

5.987 

Fresh 



Shree Pura 

0824000902901200 

7.399 

Fresh 

Shriramnagar 

0824000702870600 

3.103 

Fresh 

Sihana 

0829000103527100 

16.300 

Fresh 

Siyar 

0824000802885200 

6.146 

Fresh 

Solankiyon Ka Khera 

0824000902900200 

3.223 

Fresh 

Soliya 

0829000103527400 

2.063 

Fresh 

Somarwalon Ka Khera 

0829000103532400 

4.602 

Fresh 

Somi 

0829000103529800 

10.148 

Fresh 

Soniyana 

0824000702871500 

10.789 

Fresh 


Non-command 


Meja 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sopura 


Sundarpura 


Surajpura 


Surat Singh Ka Khera 


Suwana 


Swaroopganj 


0824000802879200 

3.744 

Fresh 

0824000802876800 

4.002 

Fresh 

0824000702867400 

3.160 

Fresh 

0829000603617800 

2.407 

Fresh 

0824000702862100 

5.762 

Fresh 

0824000802875000 

24.538 

Fresh 

0824000802882100 

3.402 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Meja 


Non-command 


Tagariya 

0824000802879700 

2.012 

Fresh 

Tahuka 

0824000502850300 

5.699 

Fresh 

Takhat Pura 

0824000802881300 

8.898 

Fresh 


Non-command 


Non-command 


Non-command 


Teela Ka Khera 

0824000802878600 

2.643 

Fresh 

Thala Ka Khera 

0824000802876500 

1.894 

Fresh 

Thekla 

0824000702862200 

4.484 

Fresh 

Tiloli 

0824000802877600 

6.956 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Ullai 

0824000702862600 

14.739 

Fresh 

Ummedpura (khalsa) 

0824000702869500 

3.109 

Fresh 

Uncha 

0829000103527000 

6.855 

Fresh 


Non-command 


Non-command 


Non-command 


07001007 


Unchkiya 

0824000702871200 

1.603 

Fresh 

Undawa 

0829000203535000 

8.587 

Fresh 


Non-command 


Non-command 



Uttampura 

0829000103529500 

1.719 

Fresh 

Amartiya 

0825000402997600 

3.493 

Fresh 


Non-command 


Non-command 


Amli Ka Gurha 

0825000403001900 

1.160 

Fresh 

Amliyar 

0825000403002100 

1.932 

Fresh 

Antaliya 

0825000403003000 

7.620 

Fresh 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

2.316 

Non-command 

Phyllite & Schist 

5.203 

Non-command 

Gneisses(B.G.C.) 

12.072 

Non-command 

Phyllite & Schist 

2.032 

Non-command 

Phyllite & Schist 

1.886 

Command 

Gneisses(B.G.C.) 

1.700 

Non-command 

Gneisses(B.G.C.) 

4.287 

Non-command 

Phyllite & Schist 

7.399 

Non-command 

Phyllite & Schist 

3.103 

Non-command 

Gneisses(B.G.C.) 

16.300 

Non-command 

Gneisses(B.G.C.) 

6.139 

Non-command 

Gneisses(B.G.C.) 

3.223 

Non-command 

Gneisses(B.G.C.) 

2.063 

Non-command 

Gneisses(B.G.C.) 

0.090 

Non-command 

Phyllite & Schist 

10.148 

Non-command 

Gneisses(B.G.C.) 

0.375 

Non-command 

Phyllite & Schist 

10.415 

Non-command 

Gneisses(B.G.C.) 

3.662 

Non-command 

Gneisses(B.G.C.) 

4.002 

Non-command 

Phyllite & Schist 

3.160 

Non-command 

Gneisses(B.G.C.) 

0.147 

Non-command 

Gneisses(B.G.C.) 

5.330 

Command 

Gneisses(B.G.C.) 

0.653 

Non-command 

Gneisses(B.G.C.) 

2.777 

Non-command 

Phyllite & Schist 

0.624 

Non-command 

Gneisses(B.G.C.) 

2.012 

Non-command 

Phyllite & Schist 

1.149 

Non-command 

Gneisses(B.G.C.) 

1.034 

Non-command 

Phyllite & Schist 

4.174 

Non-command 

Gneisses(B.G.C.) 

2.643 

Non-command 

Gneisses(B.G.C.) 

1.894 

Non-command 

Gneisses(B.G.C.) 

1.429 

Non-command 

Gneisses(B.G.C.) 

0.067 

Non-command 

Phyllite & Schist 

5.297 

Non-command 

Gneisses(B.G.C.) 

0.721 

Non-command 

Phyllite & Schist 

2.700 

Non-command 

Gneisses(B.G.C.) 

0.741 

Non-command 

Phyllite & Schist 

0.140 

Non-command 

Gneisses(B.G.C.) 

0.063 

Non-command 

Phyllite & Schist 

0.498 

Non-command 

Gneisses(B.G.C.) 

6.715 

Non-command 

Phyllite & Schist 

0.140 

Non-command 

Phyllite & Schist 

1.603 

Non-command 

Gneisses(B.G.C.) 

0.775 

Non-command 

Phyllite & Schist 

0.171 

Non-command 

Gneisses(B.G.C.) 

0.011 

Non-command 

Phyllite & Schist 

7.064 

Non-command 

Phyllite & Schist 

1.719 

Non-command 

Gneisses(B.G.C.) 

3.165 

Non-command 

Phyllite & Schist 

0.329 

Non-command 

Gneisses(B.G.C.) 

1.160 

Non-command 

Gneisses(B.G.C.) 

1.932 

Non-command 

Gneisses(B.G.C.) 

6.780 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

50,000 

40,000 

120 

30,000 

20,000 

120 

70,000 

50,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

50,000 

30,000 

120 

90,000 

50,000 

120 

50,000 

30,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

100,000 

80,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

50,000 

30,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

35,000 

25,000 

120 

50,000 

35,000 

120 

35,000 

25,000 

120 

35,000 

25,000 

120 

35,000 

25,000 



MCM 

MCM 

(15) 

(16) 

0.089 

0.100 

0.202 

0.224 

0.018 

0.018 

0.004 

0.004 

0.154 

0.154 

0.108 

0.116 

0.282 

0.299 

0.307 

0.331 

0.191 

0.197 

0.662 

0.662 

0.086 

0.115 

0.102 

0.102 

0.125 

0.143 

0.005 

0.005 

0.744 

0.773 

0.014 

0.014 

0.382 

0.382 

0.091 

0.095 

0.101 

0.108 

0.241 

0.247 

0.006 

0.006 

0.101 

0.101 

0.026 

0.033 

0.216 

0.234 

0.048 

0.052 

0.082 

0.082 

0.077 

0.077 

0.043 

0.043 

0.175 

0.179 

0.031 

0.031 

0.118 

0.147 

0.054 

0.054 

- 

- 

0.043 

0.050 

0.025 

0.025 

0.101 

0.101 

0.011 

0.011 



0.011 

0.011 

0.250 

0.262 

0.005 

0.005 

0.014 

0.014 

0.019 

0.025 

0.005 

0.005 

- 

- 

0.629 

0.629 

0.096 

0.096 

0.129 

0.129 

0.017 

0.017 

0.078 

0.078 

0.069 

0.069 

0.195 

0.195 












































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Arwara 

0825000503013100 

5.848 

Fresh 

Asan Bansa 

0825000402996600 

3.420 

Saline 

Atma 

0825000503018500 

8.091 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Ayatri 

0825000402999200 

1.591 

Fresh 

Bagdola 

0825000503020500 

4.517 

Fresh 

Bagota 

0825000503022300 

7.471 

Fresh 


Non-command 


Non-command 


Non-command 


Bagunda 

0825000403000000 

4.953 

Fresh 

Bagundara 

0825000503017600 

1.865 

Fresh 


Non-command 


Non-command 


Bamaniya 

0825000402999600 

1.156 

Fresh 

Bamantukra 

0825000503013600 

3.556 

Fresh 


Non-command 


Non-command 


Baniya Tukra 

0825000403002400 

4.319 

Fresh 

Bansa 

0825000402996700 

5.483 

Saline 


Non-command 


Non-command 


Beera Ki Bhagal 

0825000403003900 

2.617 

Fresh 

Bhagwanda Kalan 

0825000503020800 

0.309 

Fresh 

Bhagwanda Khurd 

0825000503021700 

1.120 

Fresh 


Non-command 


Non-command 


Non-command 


Bhana 

0825000503020600 

2.680 

Fresh 

Bhopji Ki Bhagal 

0825000403000800 

2.235 

Fresh 


Non-command 


Non-command 


Bhundal 

0825000503014600 

2.180 

Fresh 

Bhundan 

0825000503022200 

3.922 

Fresh 

Boraj 

0825000503018000 

4.590 

Fresh 


Non-command 


Non-command 


Non-command 


Boraj Ka Khera 


Borar 


Borda Ki Bhagal 


Bori 


Chadana Ki Bhagal 


Chechiyon Ka Gurha 


Chhapar Kheri 


Choondawaton Ka Khera 


Daulatpura 


Deopura 


Deoron Ka Khera 


0825000503017900 


0825000402999800 


0825000403000400 


0825000402996800 


0.764 Fresh 


2.331 Fresh 


4.592 Fresh 


3.795 Fresh 


Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0825000403003700 

1.316 

0825000403003300 

2.337 

0825000503019600 

0.586 

0825000402996900 

0.963 


0825000503013500 

3.969 

0825000503014500 

1.327 

0825000503014900 

4.069 



Deviyon Ka Merda 

0825000302989300 

2.782 

Fresh 

Dhanayka 

0825000402999700 

2.818 

Fresh 

Dhaneen 

0825000403001400 

4.587 

Fresh 

Dhani 

0825000503018300 

0.179 

Fresh 

Dhanji Ka Khera 

0825000503017200 

1.573 

Fresh 

Dhanyala 

0825000503014700 

5.875 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Dheeloria 


Dhodiwas 


0825000402998000 


0825000403000900 


4.170 Fresh 


Saline 


0.944 Fresh 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

5.848 

Non-command 

Gneisses 

2.038 

Non-command 

Gneisses(B.G.C.) 

7.764 

Non-command 

Phyllite & Schist 

0.030 

Non-command 

Phyllite & Schist 

1.591 

Non-command 

Gneisses(B.G.C.) 

0.261 

Non-command 

Gneisses(B.G.C.) 

0.116 

Non-command 

Phyllite & Schist 

2.500 

Non-command 

Phyllite & Schist 

4.953 

Non-command 

Gneisses(B.G.C.) 

0.341 

Non-command 

Phyllite & Schist 

1.524 

Non-command 

Phyllite & Schist 

1.156 

Non-command 

Gneisses(B.G.C.) 

1.697 

Non-command 

Phyllite & Schist 

1.859 

Non-command 

Gneisses(B.G.C.) 

4.319 

Non-command 

Gneisses 

0.750 

Non-command 

Phyllite & Schist 

0.173 

Non-command 

Gneisses(B.G.C.) 

2.617 

Non-command 

Gneisses(B.G.C.) 

0.309 

Non-command 

Gneisses(B.G.C.) 

0.191 

Non-command 

Phyllite & Schist 

0.826 

Non-command 

Gneisses(B.G.C.) 

1.590 

Non-command 

Gneisses(B.G.C.) 

0.083 

Non-command 

Phyllite & Schist 

2.152 

Non-command 

Phyllite & Schist 

2.180 

Non-command 

Phyllite & Schist 

3.886 

Non-command 

Gneisses(B.G.C.) 

0.016 

Non-command 

Phyllite & Schist 

4.574 

Non-command 

Phyllite & Schist 

0.764 

Non-command 

Phyllite & Schist 

2.331 

Non-command 

Phyllite & Schist 

3.668 

Non-command 

Phyllite & Schist 

0.234 

Non-command 

Gneisses 

1.719 

Non-command 

Phyllite & Schist 

1.842 

Non-command 

Phyllite & Schist 

1.316 

Non-command 

Gneisses(B.G.C.) 

2.337 

Non-command 

Gneisses(B.G.C.) 

0.586 

Non-command 

Phyllite & Schist 

0.172 

Non-command 

Phyllite & Schist 

0.473 

Non-command 

Gneisses(B.G.C.) 

3.969 

Non-command 

Phyllite & Schist 

1.327 

Non-command 

Gneisses(B.G.C.) 

0.003 

Non-command 

Phyllite & Schist 

3.127 

Non-command 

Gneisses(B.G.C.) 

2.782 

Non-command 

Phyllite & Schist 

2.818 

Non-command 

Gneisses(B.G.C.) 

4.587 

Non-command 

Phyllite & Schist 

0.179 

Non-command 

Gneisses(B.G.C.) 

0.005 

Non-command 

Gneisses(B.G.C.) 

0.556 

Non-command 

Phyllite & Schist 

4.104 

Non-command 

Phyllite & Schist 

2.454 

Non-command 

Phyllite & Schist 

1.715 

Non-command 

Gneisses(B.G.C.) 

0.226 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

30,000 

25,000 

120 

30,000 

20,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

50,000 

35,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

50,000 

35,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

50,000 

35,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

35,000 

25,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

35,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

35,000 

25,000 

120 

50,000 

35,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

50,000 

35,000 

120 

35,000 

25,000 

120 

30,000 

25,000 

120 

50,000 

35,000 

120 

30,000 

20,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

45,000 

35,000 

120 

50,000 

35,000 

120 

35,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

50,000 

35,000 

120 

30,000 

20,000 

120 

35,000 

25,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.042 

0.042 

0.026 

0.026 

0.087 

0.094 

- 

- 

0.189 

0.189 

0.003 

0.003 

- 

- ; 

0.024 

0.024 

0.101 

0.101 

0.006 

0.006 

0.024 

0.024 

0.290 

0.290 

0.063 

0.063 

0.072 

0.076 

0.135 

0.135 

0.019 

0.019 

0.005 

0.005 

0.051 

0.051 

0.033 

0.033 

0.003 

0.003 

0.012 

0.012 

0.039 

0.046 


0.017 

0.017 

0.090 

0.094 

0.093 

0.093 


0.066 

0.073 

0.033 

0.037 

0.168 

0.168 

0.034 

0.034 

0.008 

0.008 

0.043 

0.043 

0.046 

0.046 

0.105 

0.105 

0.075 

0.075 

0.093 

0.097 

0.004 

0.004 

0.005 

0.005 

0.042 

0.042 

0.072 

0.079 

- 

- 

0.024 

0.031 

0.034 

0.034 

0.260 

0.260 

0.327 

0.335 

0.048 

0.048 

- 

- 

0.015 

0.015 

0.108 

0.119 

0.088 

0.088 

0.036 

0.036 

0.018 

0.018 























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Dhola Ki Or 

0825000403004000 

2.400 

Fresh 

Doongar Ji Ka Gurha 

0825000402999500 

2.675 

Fresh 


Non-command 


Non-command 



Gajpur 

0825000403006300 

8.687 

Fresh 

Garhbor 

0825000403000700 

9.653 

Fresh 


Non-command 


Non-command 



Gitoriya 

0825000403001700 

5.431 

Fresh 

Gowal 

0825000403006700 

3.285 

Fresh 

Gudliya 

0825000402997700 

5.043 

Fresh 


Non-command 


Non-command 


Non-command 


Gugleta 

0825000503018800 

0.177 

Fresh 

Hataji Ka Gurha 

0825000403000600 

3.028 

Fresh 

Jamboo Ka Talab 

0825000402998700 

2.036 

Fresh 

Janawad 

0825000402997800 

7.574 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Jardaya 

0825000403002600 

2.117 

Fresh 

Jassaji Ka Gurha 

0825000402999400 

5.501 

Fresh 

Jawariya 

0825000403001800 

2.637 

Fresh 

Jhanjhar 

0825000503018400 

2.801 

Fresh 

Jheel Wara 

0825000403000500 

5.791 

Fresh 


Joj 


Joor 


Kachhar 


Kakariya 


Kala Guman 


Kanawada 


Kardon Ka Gurha 


Karera 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0825000403001500 

5.693 

0825000403002800 

3.360 

0825000402999900 

3.153 

0825000402997100 

1.876 


0825000102969100 

9.143 

0825000503014000 

7.264 

0825000403003500 

11.411 

0825000503013000 

5.840 



Kami Khera 

0825000402997200 

1.353 

Fresh 

Kelwa 

0825000503014400 

8.364 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Keringji Ka Khera 

0825000503013200 

4.016 

Fresh 

Khakhon Ka Gurha 

0825000403001100 

0.834 

Fresh 

Kharandiya 

0825000503019000 

2.179 

Fresh 

Kharnota 

0825000403001600 

13.474 

Fresh 

Khatamla 

0825000503017100 

3.367 

Fresh 


Kikathoriya Ki Bhagal 


Kishanpura 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0825000402998300 


0825000402998900 



Kunwariya 


0825000403002500 


4.499 Fresh 


Saline 


3.554 Fresh 


Saline 


2.668 Fresh 


3.136 Fresh 


Saline 


16.766 Fresh 


Saline 


5.756 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

0.718 

Non-command 

Gneisses(B.G.C.) 

2.400 

Non-command 

Gneisses(B.G.C.) 

1.403 

Non-command 

Phyllite & Schist 

1.271 

Non-command 

Phyllite & Schist 

0.175 

Non-command 

Gneisses(B.G.C.) 

1.326 

Non-command 

Phyllite & Schist 

8.326 

Non-command 

Gneisses(B.G.C.) 

4.991 

Non-command 

Gneisses(B.G.C.) 

0.000 

Non-command 

Gneisses(B.G.C.) 

0.380 

Non-command 

Phyllite & Schist 

4.663 

Non-command 

Phyllite & Schist 

0.177 

Non-command 

Phyllite & Schist 

3.028 

Non-command 

Gneisses 

0.378 

Non-command 

Gneisses(B.G.C.) 

6.761 

Non-command 

Phyllite & Schist 

0.813 

Non-command 

Gneisses(B.G.C.) 

1.945 

Non-command 

Gneisses(B.G.C.) 

5.501 

Non-command 

Gneisses(B.G.C.) 

2.627 

Non-command 

Phyllite & Schist 

2.791 

Non-command 

Gneisses(B.G.C.) 

0.091 

Non-command 

Phyllite & Schist 

5.699 

Non-command 

Gneisses(B.G.C.) 

5.693 

Non-command 

Gneisses(B.G.C.) 

0.675 

Non-command 

Phyllite & Schist 

3.153 

Non-command 

Phyllite & Schist 

1.696 

Non-command 

Phyllite & Schist 

0.180 

Non-command 

Gneisses(B.G.C.) 

4.975 

Non-command 

Gneisses(B.G.C.) 

7.261 

Non-command 

Gneisses(B.G.C.) 

11.411 

Non-command 

Gneisses(B.G.C.) 

4.959 

Non-command 

Phyllite & Schist 

0.237 

Non-command 

Phyllite & Schist 

1.353 

Non-command 

Gneisses(B.G.C.) 

0.015 

Non-command 

Phyllite & Schist 

8.343 

Non-command 

Gneisses(B.G.C.) 

4.011 

Non-command 

Gneisses(B.G.C.) 

0.834 

Non-command 

Phyllite & Schist 

2.179 

Non-command 

Gneisses(B.G.C.) 

7.283 

Non-command 

Gneisses(B.G.C.) 

0.570 

Non-command 

Phyllite & Schist 

0.440 

Non-command 

Phyllite & Schist 

0.284 

Non-command 

Phyllite & Schist 

4.215 

Non-command 

Phyllite & Schist 

2.777 

Non-command 

Phyllite & Schist 

0.777 

Non-command 

Gneisses(B.G.C.) 

0.580 

Non-command 

Phyllite & Schist 

2.088 

Non-command 

Phyllite & Schist 

0.606 

Non-command 

Phyllite & Schist 

0.012 

Non-command 

Phyllite & Schist 

0.014 

Non-command 

Gneisses 

5.683 

Non-command 

Phyllite & Schist 

6.447 

Non-command 

Gneisses(B.G.C.) 

4.792 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

35,000 

120 

35,000 

25,000 

120 

35,000 

25,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

35,000 

25,000 

120 

50,000 

35,000 

120 

35,000 

25,000 

120 

35,000 

25,000 

120 

35,000 

25,000 

120 

50,000 

35,000 

120 

30,000 

25,000 

120 

50,000 

35,000 

120 

50,000 

30,000 

120 

35,000 

25,000 

120 

50,000 

35,000 

120 

35,000 

25,000 

120 

35,000 

25,000 

120 

35,000 

25,000 

120 

30,000 

25,000 

120 

35,000 

25,000 

120 

50,000 

35,000 

120 

35,000 

25,000 

120 

35,000 

25,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

30,000 

20,000 

120 

50,000 

30,000 

120 

30,000 

25,000 

120 

35,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

50,000 

35,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

35,000 

25,000 

120 

30,000 

25,000 

120 

35,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

50,000 

35,000 

120 

30,000 

20,000 

120 

50,000 

35,000 

120 

30,000 

20,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

50,000 

35,000 

120 

30,000 

20,000 

120 

50,000 

35,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

35,000 

25,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.080 

0.080 

0.183 

0.183 

0.018 

0.018 

0.021 

0.021 

0.013 

0.013 

0.054 

0.054 

0.475 

0.487 

- 

- 

- 

- | 

0.009 

0.009 

0.147 

0.147 

0.021 

0.021 

0.067 

0.067 

0.004 

0.004 

0.126 

0.126 

0.021 

0.021 

0.045 

0.045 

0.159 

0.159 

0.012 

0.012 

0.042 

0.042 

0.006 

0.006 

0.613 

0.613 


0.012 

0.012 

0.084 

0.084 

0.042 

0.042 

0.002 

0.002 


0.060 

0.060 

0.075 

0.075 

0.072 

0.072 

0.003 

0.003 

0.029 

0.029 


0.279 

0.459 

0.135 

0.139 

0.039 

0.039 

0.060 

0.064 


0.024 

0.024 

0.018 

0.018 


0.002 

0.002 

0.017 

0.017 

0.002 

0.002 

0.021 

0.021 

0.069 

0.073 

0.013 

0.013 



0.014 

0.014 

0.014 

0.014 

0.141 

0.141 



























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Lambori 


Lawana 


Lewo Ka Talab 


Lor 


Madri Devsthan 


Madri Gowaliya 


Manawaton Ka Gurha 


Mandawada 


Mandawar 


Mansingh Ji Ka Gurha 


Mawelon Ka Gurha 


0825000402997500 

5.263 

0825000503020700 

0.734 

0825000403001300 

3.575 

0825000402999100 

3.966 



0825000503013900 

2.728 

0825000503019100 

2.129 

0825000403000300 

3.285 

0825000503013400 

1.889 

0825000503019700 

2.782 

0825000403002000 

3.156 

0825000403001000 

1.930 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Mediya 

0825000102965500 

0.159 

Saline 

Merda Khalsa 

0825000302989400 

6.548 

Fresh 

Mewariya 

0825000403003600 

2.981 

Fresh 


Non-command 


Non-command 


Non-command 


Minkiyawas 

0825000102969200 

1.890 

Fresh 

Miyari 

0825000503013800 

3.564 

Fresh 


Non-command 


Non-command 


Mohan Ram Ji Ka Gurha 

0825000403002300 

3.886 

Fresh 

Mojawaton Ka Gurha 

0825000403002200 

3.671 

Fresh 

Mokhampura 

0825000503017800 

0.482 

Fresh 


Non-command 


Non-command 


Non-command 


Moothiya 

0825000102968900 

0.156 

Saline 

Morana 

0825000403003400 

4.903 

Fresh 

Morchana 

0825000503019300 

0.029 

Fresh 

Morwar 

0825000503018900 

1.374 

Fresh 

Mundol 

0825000503021800 

3.162 

Fresh 

Nathaji Ka Gurha 

0825000403003800 

3.316 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Neechla Ghatra 

0825000403000200 

0.710 

Fresh 

Neemri 

0825000402999300 

2.452 

Fresh 


Non-command 


Non-command 


Nijharna 

0825000503018100 

1.721 

Fresh 

Oladar 

0825000403005800 

8.303 

Fresh 

Omthi 

0825000503018200 

0.471 

Fresh 

Ovri Ka Valra 

0825000403003100 

3.751 

Fresh 

Parasli 

0825000503013300 

7.253 

Fresh 

Parwat Kheri 

0825000503017400 

1.551 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Pawana 

0825000403006000 

4.721 

Fresh 

Peepalantri Kalan 

0825000503018700 

4.056 

Fresh 

Piplantri Khurd 

0825000503022100 

2.018 

Fresh 

Podawali 

0825000503014100 

4.461 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Poothol 

0825000503022000 

6.890 

Fresh 

Puthiya 

0825000402998800 

38.203 

Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

0.838 

Non-command 

Gneisses(B.G.C.) 

3.155 

Non-command 

Gneisses(B.G.C.) 

0.734 

Non-command 

Gneisses(B.G.C.) 

3.575 

Non-command 

Phyllite & Schist 

3.821 

Non-command 

Phyllite & Schist 

0.144 

Non-command 

Gneisses(B.G.C.) 

2.728 

Non-command 

Phyllite & Schist 

2.005 

Non-command 

Phyllite & Schist 

3.282 

Non-command 

Gneisses(B.G.C.) 

1.889 

Non-command 

Gneisses(B.G.C.) 

2.450 

Non-command 

Gneisses(B.G.C.) 

3.156 

Non-command 

Gneisses(B.G.C.) 

1.930 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Gneisses 

0.149 

Non-command 

Gneisses(B.G.C.) 

1.951 

Non-command 

Gneisses(B.G.C.) 

2.059 

Non-command 

Phyllite & Schist 

0.904 

Non-command 

Gneisses(B.G.C.) 

1.325 

Non-command 

Gneisses(B.G.C.) 

2.914 

Non-command 

Phyllite & Schist 

0.650 

Non-command 

Gneisses(B.G.C.) 

3.886 

Non-command 

Gneisses(B.G.C.) 

3.671 

Non-command 

Gneisses(B.G.C.) 

0.034 

Non-command 

Phyllite & Schist 

0.447 

Non-command 

Gneisses 

0.050 

Non-command 

Gneisses(B.G.C.) 

4.903 

Non-command 

Gneisses(B.G.C.) 

0.029 

Non-command 

Phyllite & Schist 

1.374 

Non-command 

Phyllite & Schist 

0.230 

Non-command 

Gneisses(B.G.C.) 

2.576 

Non-command 

Phyllite & Schist 

0.740 

Non-command 

Gneisses(B.G.C.) 

2.840 

Non-command 

Phyllite & Schist 

0.687 

Non-command 

Phyllite & Schist 

0.710 

Non-command 

Gneisses(B.G.C.) 

1.456 

Non-command 

Phyllite & Schist 

0.996 

Non-command 

Phyllite & Schist 

1.720 

Non-command 

Phyllite & Schist 

0.133 

Non-command 

Phyllite & Schist 

0.471 

Non-command 

Gneisses(B.G.C.) 

3.751 

Non-command 

Gneisses(B.G.C.) 

7.253 

Non-command 

Gneisses(B.G.C.) 

1.531 

Non-command 

Phyllite & Schist 

0.020 

Non-command 

Gneisses(B.G.C.) 

2.981 

Non-command 

Phyllite & Schist 

0.102 

Non-command 

Phyllite & Schist 

1.179 

Non-command 

Phyllite & Schist 

4.047 

Non-command 

Phyllite & Schist 

1.890 

Non-command 

Gneisses(B.G.C.) 

2.086 

Non-command 

Phyllite & Schist 

2.338 

Non-command 

Phyllite & Schist 

4.096 

Non-command 

Gneisses 

1.831 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

35,000 

120 

35,000 

25,000 

120 

30,000 

25,000 

120 

35,000 

25,000 

120 

50,000 

35,000 

120 

30,000 

20,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

50,000 

35,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

35,000 

25,000 

120 

35,000 

25,000 

120 

50,000 

35,000 

120 

30,000 

20,000 

120 

45,000 

35,000 

120 

35,000 

25,000 

120 

50,000 

35,000 

120 

50,000 

30,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

35,000 

25,000 

120 

35,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

20,000 

120 

35,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

35,000 

25,000 

120 

50,000 

35,000 

120 

35,000 

25,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

35,000 

25,000 

120 

50,000 

35,000 

120 

30,000 

25,000 

120 

50,000 

35,000 

120 

30,000 

25,000 

120 

35,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

50,000 

35,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

50,000 

30,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.034 

0.034 

0.204 

0.204 

0.015 

0.015 

0.015 

0.015 

0.126 

0.126 

0.002 

0.002 

0.147 

0.154 

0.051 

0.051 

0.101 

0.101 

0.084 

0.088 

0.099 

0.099 

0.030 

0.030 

0.048 

0.048 

- 

- i 

0.074 

0.074 

0.025 

0.025 

0.039 

0.039 

0.021 

0.021 


0.099 

0.103 

0.021 

0.021 

0.024 

0.024 

0.081 

0.081 

0.003 

0.003 

0.051 

0.058 

- 

- 

0.180 

0.180 

0.060 

0.074 

0.090 

0.101 

0.006 

0.006 

0.042 

0.042 

0.017 

0.017 

0.093 

0.093 

0.034 

0.034 

0.042 

0.042 

0.087 

0.087 

0.080 

0.080 

0.009 

0.009 

0.013 

0.013 

0.060 

0.060 

0.018 

0.018 

0.123 

0.127 

0.066 

0.077 

- 

- 

0.138 

0.163 

0.006 

0.006 

0.097 

0.097 

0.129 

0.147 

0.054 

0.065 

0.015 

0.015 

0.015 

0.019 

0.084 

0.088 




































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 



Raghunathpura 

0825000503013700 

1.575 

Fresh 

Rajsamand (M) 

0825000542503000 

29.869 

Fresh 


Rajsamand Tank 


Saras Ka Gurha 


Sardul 


Sardul Khera 


Sathiya 


Sewantri 


Sirodi 


Siyana 


Thoriya 


Thoriyawas 


Thurawar 


Umarwas 



Rajsamand 


0825000550000001 10.350 Fresh Non-command 


Rati Talai 

0825000403002700 

3.454 

Fresh 

Reechher 

0825000403005900 

15.190 

Fresh 



Rod Ka Gurha 

0825000403003200 

2.118 

Fresh 

Roon Rajsamand (A) 

0825000503019400 

0.392 

Fresh 

Roon Rajsamand (B) 

0825000503019500 

0.400 

Fresh 

Sapol 

0825000503018600 

13.449 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


2.524 Fresh Non-command 


Saline Non-command 


5.269 Fresh Non-command 


0825000402998200 


0825000503014200 


0825000503019200 0.477 Fresh Non-command 


0825000402999000 5.060 Fresh Non-command 


0825000402998500 16.009 Fresh Non-command 


Saline Non-command 


4.169 Fresh Non-command 



0825000302992500 


0825000302992300 


8.002 Fresh Non-command 


Soniyana 

0825000402997900 

2.884 

Fresh 

Soonkhar 

0825000403002900 

8.083 

Fresh 

Sumadiya 

0825000302992400 

3.016 

Fresh 


Tadawara Gujran 

0825000403001200 

9.820 

Fresh 

Tadawara Solankiyan 

0825000402997300 

7.412 

Fresh 


Talai 

0825000503014300 

2.006 

Fresh 

Tarot 

0825000503022700 

3.554 

Fresh 

Tasol 

0825000503017300 

2.321 

Fresh 


0825000403006200 


0825000402998100 


0825000403004100 


0825000402996400 



13.980 Fresh Non-command 


3.437 Fresh Non-command 


Saline Non-command 


10.498 Fresh Non-command 


22.739 Saline Non-command 


07001008 


Ummedpura 

0825000503014800 

1.142 

Fresh 

Upla Ghatra 

0825000403000100 

1.521 

Fresh 

Agalgaon 

0825000302992700 

6.042 

Fresh 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

6.614 

Non-command 

Phyllite & Schist 

1.575 

Non-command 

Gneisses(B.G.C.) 

1.277 

Non-command 

Phyllite & Schist 

1.005 

Command 

Phyllite & Schist 

0.021 

Non-command 

Gneisses(B.G.C.) 

9.249 

Non-command 

Phyllite & Schist 

0.088 

Non-command 

Gneisses(B.G.C.) 

3.082 

Non-command 

Gneisses(B.G.C.) 

7.067 

Non-command 

Phyllite & Schist 

2.132 

Non-command 

Gneisses(B.G.C.) 

2.114 

Non-command 

Gneisses(B.G.C.) 

0.392 

Non-command 

Gneisses(B.G.C.) 

0.400 

Non-command 

Gneisses(B.G.C.) 

9.707 

Non-command 

Phyllite & Schist 

2.292 

Non-command 

Phyllite & Schist 

1.038 

Non-command 

Phyllite & Schist 

1.485 

Non-command 

Gneisses(B.G.C.) 

0.168 

Non-command 

Phyllite & Schist 

5.085 

Non-command 

Gneisses(B.G.C.) 

0.163 

Non-command 

Phyllite & Schist 

0.314 

Non-command 

Gneisses(B.G.C.) 

0.001 

Non-command 

Phyllite & Schist 

5.060 

Non-command 

Gneisses 

0.380 

Non-command 

Phyllite & Schist 

0.694 

Non-command 

Gneisses 

2.686 

Non-command 

Phyllite & Schist 

1.428 

Non-command 

Gneisses(B.G.C.) 

1.177 

Non-command 

Phyllite & Schist 

1.938 

Non-command 

Gneisses(B.G.C.) 

4.248 

Non-command 

Phyllite & Schist 

0.342 

Non-command 

Phyllite & Schist 

2.884 

Non-command 

Gneisses(B.G.C.) 

5.443 

Non-command 

Gneisses(B.G.C.) 

1.042 

Non-command 

Phyllite & Schist 

1.324 

Non-command 

Gneisses(B.G.C.) 

9.820 

Non-command 

Gneisses(B.G.C.) 

2.976 

Non-command 

Phyllite & Schist 

1.645 

Non-command 

Phyllite & Schist 

2.002 

Non-command 

Phyllite & Schist 

0.052 

Non-command 

Gneisses(B.G.C.) 

2.078 

Non-command 

Phyllite & Schist 

0.001 

Non-command 

Gneisses(B.G.C.) 

5.446 

Non-command 

Phyllite & Schist 

0.026 

Non-command 

Phyllite & Schist 

2.346 

Non-command 

Phyllite & Schist 

1.091 

Non-command 

Gneisses(B.G.C.) 

4.347 

Non-command 

Phyllite & Schist 

3.420 

Non-command 

Gneisses 

4.141 

Non-command 

Phyllite & Schist 

0.631 

Non-command 

Phyllite & Schist 

1.142 

Non-command 

Phyllite & Schist 

1.521 

Non-command 

Gneisses(B.G.C.) 

2.060 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

35,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

35,000 

25,000 

120 

35,000 

25,000 

120 

50,000 

35,000 

120 

35,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

50,000 

35,000 

120 

30,000 

20,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

35,000 

25,000 

120 

50,000 

35,000 

120 

50,000 

30,000 

120 

50,000 

35,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

45,000 

35,000 

120 

70,000 

50,000 

120 

45,000 

35,000 

120 

70,000 

50,000 

120 

50,000 

35,000 

120 

35,000 

25,000 

120 

45,000 

35,000 

120 

70,000 

50,000 

120 

35,000 

25,000 

120 

35,000 

25,000 

120 

50,000 

35,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

35,000 

25,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

30,000 

20,000 

120 

35,000 

25,000 

120 

50,000 

35,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

25,000 

120 

50,000 

35,000 

120 

45,000 

35,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.004 

0.004 

0.075 

0.086 

0.006 

0.010 

0.003 

0.007 

- 

- 

0.006 

0.006 

- 

- | 

0.102 

0.102 

0.237 

0.245 

0.097 

0.103 

0.042 

0.042 

0.369 

0.398 

0.192 

0.192 

0.357 

0.382 

0.084 

0.091 

0.080 

0.080 

0.067 

0.067 


0.018 

0.018 

0.018 

0.018 

0.033 

0.037 


0.311 

0.311 

0.007 

0.007 

0.017 

0.017 

0.034 

0.034 

0.019 

0.019 

0.017 

0.017 

0.036 

0.036 

0.092 

0.157 

0.012 

0.020 

0.101 

0.101 

0.273 

0.281 

0.013 

0.018 

0.024 

0.041 

0.216 

0.216 

0.048 

0.048 

0.038 

0.038 

0.039 

0.053 



0.130 

0.130 

0.036 

0.036 

0.144 

0.144 

0.155 

0.155 

0.062 

0.062 

0.010 

0.010 

0.090 

0.090 

0.050 

0.050 

0.025 

0.025 





















































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


(2) 

(3) 

(4) 

(5) 

Akodiyon Ka Khera 

0825000503015300 

5.144 

Fresh 


Type of Area (Command / N< 
command) 


Amarpura 

0825000603032600 

3.785 

Fresh 

Amloi 

0825000503025100 

0.757 

Fresh 

Anoppura 

0829000603617600 

8.149 

Fresh 

Ardakiya 

0825000603029400 

4.376 

Fresh 



Arni 

0829000103529300 

10.920 

Fresh 

Bagdola 

0825000503020500 

4.517 

Fresh 



Bakhantpura 

0825000603027100 

4.363 

Fresh 

Bakhatpura 

0825000603032500 

2.743 

Fresh 

Bamniya Kalan 

0825000603028300 

9.950 

Fresh 

Banai 

0825000503016900 

4.081 

Fresh 



Basni 

0825000503015000 

6.377 

Fresh 

Bethumbi 

0825000603028200 

6.914 

Fresh 

Bhama Khera 

0825000603029500 

2.617 

Fresh 

Bhana 

0825000503020600 

2.680 

Fresh 

Bharai 

0825000603033400 

6.470 

Fresh 

Bhat Khera 

0825000503024200 

1.392 

Fresh 


Bhatoli 

0825000503025200 

3.603 

Fresh 

Bhawa 

0825000503020300 

6.532 

Fresh 



Binol 

0825000503015100 

17.406 

Fresh 

Chaliya 

0825000703043900 

0.882 

Fresh 

Chanpa Kheri 

0825000603030700 

2.473 

Fresh 

Chauthpura 

0829000603617400 

5.553 

Fresh 

Chhdanga Kheri 

0825000603033500 

3.251 

Fresh 

Chhtri Khera 

0825000603032000 

1.599 

Fresh 

Chokri 

0825000603029100 

7.880 

Fresh 


Damodarpura 

0825000603031900 

2.906 

Fresh 

Deogaon 

0825000503026100 

1.472 

Fresh 

Deori Khera 

0825000503016700 

1.948 

Fresh 


Non-command 


Rajsamand 


Non-command 


Nandsamand 


Non-command 


Nandsamand 


Non-command 


Non-command 


Rajsamand 


Non-command 


Non-command 


Rajsamand 


Non-command 


Rajsamand 


Non-command 


Rajsamand 


Non-command 


Non-command 


Non-command 


Non-command 


Rajsamand 


Nandsamand 


Non-command 


Non-command 


Rajsamand 


Non-command 


Rajsamand 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Nandsamand 


Non-command 


Nandsamand 


Non-command 


Rajsamand 


Non-command 


Rajsamand 


Nandsamand 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Rajsamand 


Non-command 


Nandsamand 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

3.810 

Command 

Gneisses(B.G.C.) 

1.334 

Non-command 

Phyllite & Schist 

3.785 

Command 

Phyllite & Schist 

0.757 

Non-command 

Phyllite & Schist 

5.308 

Command 

Phyllite & Schist 

0.205 

Non-command 

Phyllite & Schist 

4.170 

Non-command 

Gneisses(B.G.C.) 

2.003 

Command 

Gneisses(B.G.C.) 

0.001 

Non-command 

Phyllite & Schist 

0.336 

Non-command 

Gneisses(B.G.C.) 

4.249 

Command 

Gneisses(B.G.C.) 

0.007 

Non-command 

Gneisses(B.G.C.) 

0.910 

Command 

Gneisses(B.G.C.) 

0.128 

Non-command 

Gneisses(B.G.C.) 

0.657 

Command 

Gneisses(B.G.C.) 

0.174 

Non-command 

Gneisses(B.G.C.) 

4.332 

Non-command 

Phyllite & Schist 

2.743 

Non-command 

Phyllite & Schist 

9.950 

Non-command 

Gneisses(B.G.C.) 

2.667 

Command 

Gneisses(B.G.C.) 

1.415 

Command 

Phyllite & Schist 

1.737 

Non-command 

Phyllite & Schist 

0.338 

Non-command 

Gneisses(B.G.C.) 

0.503 

Command 

Gneisses(B.G.C.) 

0.122 

Non-command 

Phyllite & Schist 

0.419 

Command 

Phyllite & Schist 

2.339 

Non-command 

Gneisses(B.G.C.) 

6.377 

Non-command 

Phyllite & Schist 

6.913 

Non-command 

Phyllite & Schist 

2.617 

Non-command 

Gneisses(B.G.C.) 

1.091 

Non-command 

Phyllite & Schist 

6.470 

Command 

Phyllite & Schist 

0.110 

Non-command 

Phyllite & Schist 

0.188 

Command 

Phyllite & Schist 

3.561 

Non-command 

Gneisses(B.G.C.) 

1.327 

Command 

Gneisses(B.G.C.) 

5.205 

Non-command 

Phyllite & Schist 

3.942 

Command 

Phyllite & Schist 

0.530 

Command 

Phyllite & Schist 

0.002 

Non-command 

Gneisses(B.G.C.) 

0.527 

Non-command 

Phyllite & Schist 

4.028 

Non-command 

Gneisses(B.G.C.) 

15.469 

Non-command 

Gneisses(B.G.C.) 

0.882 

Non-command 

Phyllite & Schist 

2.473 

Non-command 

Phyllite & Schist 

1.463 

Non-command 

Phyllite & Schist 

0.800 

Non-command 

Phyllite & Schist 

1.599 

Non-command 

Phyllite & Schist 

6.834 

Command 

Phyllite & Schist 

1.046 

Non-command 

Phyllite & Schist 

2.906 

Command 

Phyllite & Schist 

1.472 

Non-command 

Gneisses(B.G.C.) 

0.995 


of Tube of Wells Operational 
Wells with Days 

Pumpset 


Average Yield 

Draft 

Tube 

Wells 

Wells with 
Pumpset 

Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

MCM 

MCM 

(12) 

(13) 

(14) 

(15) 

30,000 

25,000 

- 

0.048 

30,000 

25,000 

- 

0.018 

40,000 

25,000 

0.005 

0.150 




0.048 

0.048 

0.066 

0.066 

- 

- 

0.033 

0.040 

0.006 

0.006 

0.008 

0.008 

0.004 

0.004 

0.045 

0.055 

0.060 

0.060 

1.050 

1.050 

0.057 

0.061 

0.030 

0.034 

0.043 

0.043 

0.007 

0.007 

0.018 

0.018 

0.006 

0.006 

0.012 

0.012 

0.072 

0.076 

0.108 

0.112 

0.219 

0.219 

0.096 

0.120 

0.027 

0.034 

0.150 

0.155 

0.003 

0.003 

0.003 

0.003 

0.063 

0.063 

0.030 

0.037 

0.111 

0.133 

0.153 

0.163 

0.021 

0.021 

- 

- ! 

0.021 

0.021 

0.184 

0.198 

0.321 

0.328 

0.018 

0.018 

0.120 

0.130 

0.276 

0.276 

0.030 

0.030 

0.060 

0.065 

0.198 

0.241 

0.030 

0.035 

0.120 

0.125 

0.030 

0.030 

0.021 

0.025 




















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Dhani 

0829000603617500 

3.263 

Fresh 

Dhanji Ka Khera 

0825000503017200 

1.573 

Fresh 

Dhanyala 

0825000503014700 

5.875 

Fresh 


Dhobi Khera 

0829000603617900 

8.793 

Fresh 

Dolatpura 

0825000603027500 

2.146 

Fresh 

Doom Khera 

0825000503019900 

4.070 

Fresh 



Emri 

0825000503021200 

3.288 

Fresh 

Fateh Nagar 

0825000503025000 

2.338 

Fresh 



Fathenagar Ka Khera 


Gadariyawas 


Ganeshpura 


Gangas 


Ghati 


Gobaliya 


Gogathala 


0825000503015400 


2.126 Fresh 


0825000603028100 

2.233 

Fresh 

0825000603032300 

0.759 

Fresh 

0825000603031200 

12.001 

Fresh 

0825000503020100 

10.484 

Fresh 


Rajsamand 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Rajsamand 


Non-command 


Rajsamand 


Rajsamand 


Nandsamand 


Non-command 


Nandsamand 


Non-command 


Nandsamand 


Non-command 


Non-command 


Rajsamand 


Non-command 


Non-command 


Non-command 


Rajsamand 



0825000503015700 


0825000603026700 


2.044 Fresh 


4.304 Fresh 


Gopalpura Khurd 

0829000103529100 

7.930 

Fresh 

Gurjaniya 

0829000103529200 

5.187 

Fresh 


Jagpura 

0825000603031100 

3.235 

Fresh 

Jashma 

0829000603618600 

28.242 

Fresh 

Jatiya Khera 

0825000302995700 

1.388 

Fresh 

Jawasya 

0825000603031300 

5.365 

Fresh 

Jeetawas 

0825000603028400 

8.670 

Fresh 

Jeewa Khera 

0825000603028500 

2.594 

Fresh 

Jetpura 

0825000302992600 

12.460 

Fresh 

Jodhpura 

0825000503015200 

6.723 

Fresh 

Jodhpuriya 

0825000503026000 

1.560 

Fresh 

Joonda 

0825000603027900 

10.809 

Fresh 

Joonda Ki Kheri 

0825000603027700 

0.964 

Fresh 

Kabri 

0825000302996100 

4.018 

Fresh 

Kanpura 

0829000103532500 

2.159 

Fresh 

Karanpuriya 

0825000503016800 

1.154 

Fresh 


Karma Kheri 

0825000603031000 

3.032 

Fresh 

Karoliya 

0825000603030100 

5.259 

Fresh 


Non-command 


Rajsamand 


Non-command 


Rajsamand 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Nandsamand 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Rajsamand 


Non-command 


Nandsamand 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Gneisses(B.G.C.) 

0.953 

Non-command 

Gneisses(B.G.C.) 

0.662 

Non-command 

Phyllite & Schist 

0.277 

Non-command 

Phyllite & Schist 

1.376 

Non-command 

Gneisses(B.G.C.) 

1.569 

Non-command 

Gneisses(B.G.C.) 

1.129 

Non-command 

Phyllite & Schist 

0.086 

Non-command 

Gneisses(B.G.C.) 

0.001 

Non-command 

Phyllite & Schist 

0.736 

Non-command 

Gneisses(B.G.C.) 

1.903 

Command 

Gneisses(B.G.C.) 

2.167 

Non-command 

Gneisses(B.G.C.) 

2.633 

Command 

Gneisses(B.G.C.) 

1.884 

Command 

Phyllite & Schist 

0.965 

Command 

Phyllite & Schist 

2.128 

Non-command 

Phyllite & Schist 

0.211 

Command 

Phyllite & Schist 

1.187 

Non-command 

Phyllite & Schist 

1.175 

Command 

Phyllite & Schist 

0.975 

Non-command 

Phyllite & Schist 

0.014 

Non-command 

Gneisses(B.G.C.) 

1.151 

Command 

Gneisses(B.G.C.) 

0.975 

Non-command 

Phyllite & Schist 

0.939 

Non-command 

Phyllite & Schist 

0.428 

Non-command 

Phyllite & Schist 

11.061 

Command 

Gneisses(B.G.C.) 

5.627 

Command 

Phyllite & Schist 

4.857 

Non-command 

Gneisses(B.G.C.) 

4.987 

Non-command 

Phyllite & Schist 

19.620 

Non-command 

Gneisses(B.G.C.) 

1.185 

Command 

Gneisses(B.G.C.) 

0.860 

Non-command 

Phyllite & Schist 

0.448 

Command 

Phyllite & Schist 

3.855 

Non-command 

Phyllite & Schist 

0.146 

Non-command 

Gneisses(B.G.C.) 

0.003 

Non-command 

Phyllite & Schist 

2.175 

Non-command 

Phyllite & Schist 

3.235 

Non-command 

Phyllite & Schist 

0.086 

Non-command 

Gneisses(B.G.C.) 

0.000 

Non-command 

Phyllite & Schist 

2.249 

Non-command 

Phyllite & Schist 

8.670 

Non-command 

Phyllite & Schist 

2.594 

Non-command 

Gneisses(B.G.C.) 

9.691 

Non-command 

Gneisses(B.G.C.) 

4.438 

Command 

Phyllite & Schist 

1.493 

Non-command 

Phyllite & Schist 

6.858 

Non-command 

Phyllite & Schist 

0.001 

Non-command 

Gneisses(B.G.C.) 

0.681 

Non-command 

Gneisses(B.G.C.) 

0.010 

Non-command 

Gneisses(B.G.C.) 

1.109 

Command 

Gneisses(B.G.C.) 

0.045 

Non-command 

Phyllite & Schist 

2.668 

Command 

Phyllite & Schist 

1.279 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

70,000 

50,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

70,000 

50,000 

120 

45,000 

35,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

45,000 

35,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

45,000 

35,000 

120 

50,000 

40,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.018 

0.018 

0.006 

0.006 

0.003 

0.003 

0.048 

0.048 

0.024 

0.024 

0.030 

0.034 

0.003 

0.003 

- 

- 

0.006 

0.011 

0.063 

0.063 

0.072 

0.076 

0.033 

0.037 

0.024 

0.024 

0.033 

0.033 

0.042 

0.042 

0.003 

0.003 

0.021 

0.021 

0.021 

0.021 

0.024 

0.024 

- 

- ! 

0.030 

0.030 

0.027 

0.027 

0.036 

0.036 

0.033 

0.043 

0.276 

0.319 

0.048 

0.055 

0.042 

0.046 

0.183 

0.193 

0.717 

0.765 

0.009 

0.009 

0.006 

0.006 

0.024 

0.024 

0.216 

0.216 



0.093 

0.093 

0.300 

0.338 

0.099 

0.099 

0.130 

0.141 

0.039 

0.039 

0.039 

0.039 

0.132 

0.180 



0.036 

0.040 

0.003 

0.003 

0.036 

0.036 

0.030 

0.030 



























































































































































































































































































































































































































































































































































































































































































































































Village 

Zone 
(Fresh / 
Saline) 

Name 


Census Code 

Area 





sq.km 


( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 



Kerot 

0825000503021100 

0.751 

Fresh 

Khakhliya Khera 

0825000503016200 

4.924 

Fresh 



Khati Khera 


Khema Khera 


Kheri 


Kunwariya 



15.100 Fresh Chandra Bhaga 


Non-command 



Khar Bamaniya 

0825000603032200 

8.832 

Fresh 

Khatamla 

0825000503017100 

3.367 

Fresh 


Non-command 


Non-command 



0825000503015500 


0825000503016500 


0825000703044000 


1.487 Fresh Non-command 


Rajsamand 


4.829 Fresh Non-command 


Rajsamand 


6.174 Fresh Non-command 


Kiyawas 

0825000703043500 

2.327 

Fresh 

Kochli 

0825000703043600 

2.572 

Fresh 



3.911 Fresh Non-command 


Kumariya Khera 

0825000703042900 

4.330 

Fresh 

Kundiya 

0825000603031500 

10.113 

Fresh 



0825000503016000 


12.831 Fresh 


Non-command 


Rajsamand 



Non-command 


Rajsamand 


Lachhipura 

0825000703044100 

3.884 

Fresh 

Non-command 

Lachhmipura 

0824000702869300 

4.342 

Fresh 

Non-command 

Ladpacha 

0825000603034300 

9.045 

Fresh 

Non-command 

Lakhmipura 

0825000603031800 

2.080 

Fresh 

Non-command 

Lalpur 

0825000503016100 

2.743 

Fresh 

Rajsamand 

Lapasiya Khera 

0825000603027300 

4.557 

Fresh 

Non-command 

Lathiya Kheri 

0825000603030500 

2.002 

Fresh 

Non-command 

Laxmipura 

0825000603033300 

1.817 

Fresh 

Non-command 

Madara 

0825000603028700 

7.235 

Fresh 

Non-command 

Madra 

0825000503019800 

3.699 

Fresh 

Non-command 

Mahasatiyon Ki Madri 

0825000503020000 

5.207 

Fresh 

Non-command 





Rajsamand 


Mahenduriya 

0825000603034400 

10.103 

Fresh 

Non-command 

Majhawas 

0824000702868900 

8.080 

Fresh 

Non-command 

Makhanpuriya 

0825000603032800 

1.155 

Fresh 

Non-command 

Mali Khera 

0825000603026800 

1.914 

Fresh 

Rajsamand 


0825000603033000 

2.249 

Fresh 

Non-command 

Mandawar 

0825000503019700 

2.782 

Fresh 

Non-command 

Manohar Kheri 

0829000603617300 

2.900 

Fresh 

Non-command 

Mau 

0825000603028800 

1.793 

Fresh 

Non-command 

Mega Khera 

0825000603026500 

2.117 

Fresh 

Rajsamand 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

0.227 

Command 

Phyllite & Schist 

0.751 

Non-command 

Gneisses(B.G.C.) 

0.033 

Command 

Gneisses(B.G.C.) 

0.755 

Command 

Phyllite & Schist 

4.135 

Command 

Gneisses(B.G.C.) 

0.747 

Non-command 

Gneisses(B.G.C.) 

8.158 

Non-command 

Phyllite & Schist 

1.544 

Command 

Gneisses(B.G.C.) 

0.972 

Command 

Phyllite & Schist 

3.306 

Non-command 

Phyllite & Schist 

8.832 

Non-command 

Gneisses(B.G.C.) 

2.308 

Non-command 

Phyllite & Schist 

0.040 

Non-command 

Gneisses(B.G.C.) 

0.306 

Command 

Gneisses(B.G.C.) 

1.181 

Non-command 

Gneisses(B.G.C.) 

3.679 

Command 

Gneisses(B.G.C.) 

1.150 

Non-command 

Gneisses(B.G.C.) 

2.887 

Non-command 

Phyllite & Schist 

0.569 

Non-command 

Phyllite & Schist 

1.554 

Non-command 

Gneisses(B.G.C.) 

0.172 

Non-command 

Phyllite & Schist 

1.527 

Non-command 

Gneisses(B.G.C.) 

2.618 

Non-command 

Phyllite & Schist 

1.293 

Command 

Phyllite & Schist 

2.757 

Non-command 

Gneisses(B.G.C.) 

6.843 

Non-command 

Phyllite & Schist 

0.033 

Non-command 

Gneisses(B.G.C.) 

0.357 

Command 

Gneisses(B.G.C.) 

4.444 

Command 

Phyllite & Schist 

8.030 

Non-command 

Phyllite & Schist 

19.847 

Command 

Phyllite & Schist 

15.996 

Non-command 

Gneisses(B.G.C.) 

1.557 

Non-command 

Phyllite & Schist 

2.328 

Non-command 

Phyllite & Schist 

0.222 

Non-command 

Phyllite & Schist 

2.080 

Command 

Phyllite & Schist 

2.743 

Non-command 

Phyllite & Schist 

0.064 

Non-command 

Phyllite & Schist 

2.002 

Non-command 

Phyllite & Schist 

1.803 

Non-command 

Phyllite & Schist 

7.235 

Non-command 

Gneisses(B.G.C.) 

3.699 

Non-command 

Gneisses(B.G.C.) 

0.057 

Command 

Gneisses(B.G.C.) 

5.149 

Non-command 

Phyllite & Schist 

1.373 

Non-command 

Phyllite & Schist 

0.704 

Non-command 

Phyllite & Schist 

0.053 

Command 

Phyllite & Schist 

1.914 

Non-command 

Phyllite & Schist 

1.996 

Non-command 

Gneisses(B.G.C.) 

0.330 

Non-command 

Phyllite & Schist 

2.583 

Non-command 

Phyllite & Schist 

1.793 

Command 

Phyllite & Schist 

2.117 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

40,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

35,000 

25,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

35,000 

25,000 

120 

40,000 

30,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

30,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

35,000 

25,000 

120 

50,000 

30,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

30,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

40,000 

25,000 

120 

50,000 

30,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

30,000 

25,000 

120 

70,000 

50,000 

120 

40,000 

25,000 

120 

40,000 

25,000 



Tube Wells with 
Wells Pumpset 


MCM 


( 15 ) 


0.006 


0.024 








0.009 

0.009 

0.051 

0.058 

0.018 

0.018 

0.201 

0.215 

0.039 

0.044 

0.024 

0.024 

0.081 

0.086 

0.150 

0.174 

0.096 

0.100 

0.003 

0.003 

0.009 

0.013 

0.039 

0.050 

0.057 

0.057 

0.018 

0.018 

0.063 

0.063 

0.014 

0.014 

0.040 

0.040 

0.003 

0.003 

0.025 

0.025 

0.099 

0.104 

0.048 

0.048 

0.043 

0.043 

0.183 

0.188 

- 

- i 

0.009 

0.009 

0.114 

0.121 

0.204 

0.218 

0.495 

0.514 

0.399 

0.418 

0.015 

0.015 

0.047 

0.047 

0.009 

0.009 

0.060 

0.065 

0.060 

0.064 

0.003 

0.003 

0.216 

0.240 

0.039 

0.039 

0.156 

0.161 

0.096 

0.100 

- 

- 

0.129 

0.136 

0.018 

0.018 

0.050 

0.050 

0.003 

0.003 

0.081 

0.081 

0.087 

0.092 

0.012 

0.012 

0.270 

0.304 

0.120 

0.144 

0.036 

0.036 


































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Mengatiya Kalan 


Mengatiya Khurd 


Meniya 


Mohi 


Namana 


Nandoli 


Pandolai 


Peethawas 


Phoonkiya 


Phulpura 


Pratappura 


0825000503025500 


0825000503025600 


0825000603030200 


0825000503024400 


0825000703042800 


0825000503024300 


0825000503024600 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


( 4 ) ( 5 ) 


4.661 Fresh 


2.268 Fresh 


8.763 Fresh 


12.311 Fresh 



Mokhampura 

0825000603029000 

1.883 

Fresh 

Morra 

0825000603028600 

2.241 

Fresh 

Nakli 

0825000503025400 

0.773 

Fresh 


3.690 Fresh 


5.866 Fresh 



Nathoowas 

0825000503015600 

0.939 

Fresh 

Negarion Ka Khera 

0824000702863500 

6.282 

Fresh 

Nenpuriya 

0825000703043000 

4.140 

Fresh 


Nogawan 

0825000503024100 

5.987 

Fresh 

Ora 

0825000603029300 

6.196 

Fresh 


Pachhmata 

0825000603030800 

7.741 

Fresh 

Padampura 

0825000503015800 

2.473 

Fresh 


2.001 Fresh 


Panotiya 

0825000603030900 

2.580 

Fresh 

Peepali Aheeran 

0825000603026400 

6.042 

Fresh 

Peepali Dodiyan 

0825000603029700 

6.395 

Fresh 

Peepli Acharyan 

0825000503024700 

8.344 

Fresh 


Nandsamand 


Non-command 


Non-command 


Nandsamand 


Non-command 


Nandsamand 


Non-command 


Rajsamand 


Non-command 


Non-command 


Nandsamand 


Non-command 


Nandsamand 


Non-command 


Nandsamand 


Non-command 


Rajsamand 


Rajsamand 


Non-command 


Nandsamand 


Non-command 


Nandsamand 


Nandsamand 


Non-command 


Non-command 


Non-command 


Rajsamand 


Rajsamand 


Non-command 


Rajsamand 


Nandsamand 


Non-command 


Rajsamand 



0825000503025800 


1.529 Fresh 


Pema Khera 

0825000603026600 

1.325 

Fresh 

Phiyabari 

0825000503015900 

4.397 

Fresh 


Nandsamand 


Non-command 


Rajsamand 


Non-command 



0824000702863300 

5.347 

Fresh 

0825000603029600 

4.034 

Fresh 



0825000703043200 


0825000503024500 


3.338 Fresh 


2.756 Fresh 


Non-command 


Nandsamand 


Non-command 


Nandsamand 


Non-command 


Non-command 


Rajsamand 



Prempura 


0825000603026300 


1.421 Fresh 


Rajsamand 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Phyllite & Schist 

0.451 

Non-command 

Phyllite & Schist 

3.679 

Non-command 

Gneisses(B.G.C.) 

0.485 

Non-command 

Phyllite & Schist 

1.138 

Command 

Phyllite & Schist 

2.127 

Non-command 

Phyllite & Schist 

6.637 

Command 

Phyllite & Schist 

2.153 

Non-command 

Phyllite & Schist 

1.062 

Command 

Gneisses(B.G.C.) 

0.215 

Command 

Phyllite & Schist 

8.880 

Non-command 

Phyllite & Schist 

1.883 

Non-command 

Phyllite & Schist 

2.241 

Command 

Phyllite & Schist 

0.097 

Non-command 

Phyllite & Schist 

0.676 

Command 

Phyllite & Schist 

0.765 

Non-command 

Phyllite & Schist 

0.203 

Command 

Phyllite & Schist 

0.743 

Non-command 

Phyllite & Schist 

3.610 

Command 

Phyllite & Schist 

1.345 

Command 

Gneisses(B.G.C.) 

0.939 

Non-command 

Gneisses(B.G.C.) 

0.606 

Command 

Phyllite & Schist 

3.200 

Non-command 

Phyllite & Schist 

0.940 

Command 

Phyllite & Schist 

0.530 

Command 

Phyllite & Schist 

4.132 

Non-command 

Phyllite & Schist 

2.064 

Non-command 

Phyllite & Schist 

7.741 

Non-command 

Gneisses(B.G.C.) 

0.023 

Command 

Gneisses(B.G.C.) 

2.450 

Command 

Gneisses(B.G.C.) 

0.913 

Command 

Phyllite & Schist 

1.088 

Non-command 

Phyllite & Schist 

2.505 

Command 

Phyllite & Schist 

6.042 

Command 

Phyllite & Schist 

0.488 

Non-command 

Phyllite & Schist 

1.389 

Command 

Gneisses(B.G.C.) 

0.005 

Command 

Phyllite & Schist 

6.950 

Command 

Phyllite & Schist 

0.488 

Non-command 

Phyllite & Schist 

1.029 

Command 

Phyllite & Schist 

1.325 

Non-command 

Gneisses(B.G.C.) 

0.189 

Non-command 

Phyllite & Schist 

0.087 

Command 

Gneisses(B.G.C.) 

3.120 

Command 

Phyllite & Schist 

1.001 

Non-command 

Gneisses(B.G.C.) 

0.077 

Command 

Phyllite & Schist 

0.234 

Non-command 

Phyllite & Schist 

1.601 

Command 

Phyllite & Schist 

0.936 

Non-command 

Phyllite & Schist 

2.402 

Non-command 

Gneisses(B.G.C.) 

0.028 

Command 

Gneisses(B.G.C.) 

2.716 

Command 

Phyllite & Schist 

0.012 

Command 

Phyllite & Schist 

1.421 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

50,000 

30,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

30,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

40,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

50,000 

30,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

40,000 

25,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

( 15 ) 

( 16 ) 

0.009 

0.009 

0.063 

0.063 

- 

- 

0.003 

0.003 

0.015 

0.015 

0.045 

0.045 

0.081 

0.088 

0.039 

0.043 

0.009 

0.009 

0.339 

0.364 

0.006 

0.006 

0.030 

0.035 

0.006 

0.006 

0.051 

0.051 

0.018 

0.018 

0.004 

0.004 

0.006 

0.006 

0.030 

0.030 

0.012 

0.012 

0.057 

0.057 

0.014 

0.014 

0.061 

0.061 

0.018 

0.018 

0.006 

0.006 

0.243 

0.243 

0.120 

0.120 

0.306 

0.320 

- 

- ! 

0.075 

0.079 

0.027 

0.027 

0.030 

0.034 

0.597 

0.607 

0.507 

0.507 

0.024 

0.024 

0.045 

0.049 


0.231 

0.256 

0.003 

0.003 

0.006 

0.006 

0.084 

0.084 

0.006 

0.006 

0.003 

0.003 

0.105 

0.112 

0.033 

0.037 


0.009 

0.009 

0.060 

0.065 

0.022 

0.022 

0.050 

0.050 






















































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Railmagra 

0825000603030400 

17.742 

Fresh 

Rajpura 

0825000603034500 

4.103 

Fresh 

Rajsamand (M) 

0825000542503000 

29.869 

Fresh 


Roopa Khera 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Rajsamand 



Rajyawas 

0825000503024900 

7.605 

Fresh 

Rawon Ka Khera 

0825000503016300 

2.958 

Fresh 


Nandsamand 


Non-command 


Rajsamand 



0825000503016400 


3.466 Fresh 


Rooppura 

0824000702863600 

2.529 

Fresh 

Sadra 

0825000503017000 

4.222 

Fresh 

Sadri 

0825000603030300 

12.558 

Fresh 

Sakarawas 

0825000603028900 

8.593 

Fresh 

Sakroda 

0825000302995800 

9.087 

Fresh 

Sanga Ka Khera 

0825000703043400 

2.293 

Fresh 

Sansera 

0825000603033600 

14.199 

Fresh 

Sanwaliya Khera 

0825000603032400 

0.444 

Fresh 

Sanwalpura 

0825000603031400 

3.089 

Fresh 


Non-command 


Rajsamand 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sargaon 

0824000702869400 

13.751 

Fresh 

Sarwariya Kheri 

0825000603033100 

2.734 

Fresh 

Sathana 

0825000503025700 

8.561 

Fresh 

Sejgariya 

0829000603617700 

5.950 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Shivpura 


Shoupura 


Simal 


Sindesar Kalan 


Sindesarkhurd 


Sirodi 


Siyana 


Soniyana 


Sumadiya 


Sunariya Khera 


Surajpura 


0825000603032700 

2.205 

Fresh 

0825000603033200 

0.941 

Fresh 

0825000302995600 

6.109 

Fresh 

0825000603030600 

9.412 

Fresh 

0825000603032900 

7.570 

Fresh 

0825000302992500 

4.169 

Fresh 

0825000302992300 

8.002 

Fresh 

0825000503020200 

5.773 

Fresh 

0825000603032100 

3.007 

Fresh 

0825000302992400 

3.016 

Fresh 

0825000603034600 

2.945 

Fresh 

0829000603617800 

2.407 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Rajsamand 


Non-command 


Non-command 


Non-command 


Non-command 


Surawas 

0824000702869200 

10.641 

Fresh 

Tara Khera 

0825000603027200 

2.646 

Fresh 


Tarseengra 


Ummedpura (khalsa) 


0825000503020400 


1.687 Fresh 


Non-command 


Chandra Bhaga 


Non-command 


Non-command 


Rajsamand 



Tasol 

0825000503017300 

2.321 

Fresh 

Tejpura 

0825000503026200 

2.017 

Fresh 


0824000702869500 


3.109 Fresh 


Non-command 


Nandsamand 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

17.742 

Non-command 

Phyllite & Schist 

0.110 

Non-command 

Phyllite & Schist 

0.003 

Command 

Gneisses(B.G.C.) 

1.639 

Command 

Phyllite & Schist 

5.270 

Non-command 

Gneisses(B.G.C.) 

0.836 

Non-command 

Phyllite & Schist 

0.007 

Command 

Gneisses(B.G.C.) 

0.166 

Command 

Phyllite & Schist 

0.004 

Command 

Phyllite & Schist 

7.605 

Non-command 

Gneisses(B.G.C.) 

0.458 

Command 

Gneisses(B.G.C.) 

2.494 

Command 

Phyllite & Schist 

0.006 

Non-command 

Gneisses(B.G.C.) 

1.709 

Command 

Gneisses(B.G.C.) 

1.756 

Non-command 

Gneisses(B.G.C.) 

0.568 

Non-command 

Gneisses(B.G.C.) 

4.222 

Non-command 

Phyllite & Schist 

12.558 

Non-command 

Phyllite & Schist 

8.593 

Non-command 

Gneisses(B.G.C.) 

6.654 

Non-command 

Phyllite & Schist 

1.176 

Non-command 

Phyllite & Schist 

1.117 

Non-command 

Phyllite & Schist 

0.444 

Non-command 

Gneisses(B.G.C.) 

1.449 

Non-command 

Phyllite & Schist 

1.281 

Non-command 

Phyllite & Schist 

0.146 

Non-command 

Phyllite & Schist 

2.734 

Non-command 

Phyllite & Schist 

0.128 

Non-command 

Gneisses(B.G.C.) 

0.067 

Non-command 

Phyllite & Schist 

4.467 

Non-command 

Phyllite & Schist 

2.173 

Non-command 

Phyllite & Schist 

0.541 

Non-command 

Gneisses(B.G.C.) 

0.383 

Non-command 

Phyllite & Schist 

9.325 

Non-command 

Phyllite & Schist 

6.739 

Non-command 

Gneisses(B.G.C.) 

1.053 

Non-command 

Gneisses(B.G.C.) 

0.201 

Command 

Gneisses(B.G.C.) 

5.773 

Non-command 

Phyllite & Schist 

3.007 

Non-command 

Gneisses(B.G.C.) 

0.650 

Non-command 

Phyllite & Schist 

0.082 

Non-command 

Gneisses(B.G.C.) 

1.103 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Phyllite & Schist 

2.666 

Command 

Gneisses(B.G.C.) 

0.065 

Non-command 

Gneisses(B.G.C.) 

0.070 

Non-command 

Gneisses(B.G.C.) 

0.408 

Command 

Gneisses(B.G.C.) 

1.222 

Command 

Phyllite & Schist 

0.057 

Non-command 

Gneisses(B.G.C.) 

0.217 

Command 

Phyllite & Schist 

1.048 

Non-command 

Phyllite & Schist 

0.887 

Non-command 

Phyllite & Schist 

0.394 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

50,000 

30,000 

120 

30,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

45,000 

35,000 

120 

40,000 

30,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

50,000 

30,000 

120 

40,000 

25,000 

120 

30,000 

25,000 

120 

90,000 

50,000 

120 

70,000 

50,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

45,000 

35,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

45,000 

35,000 

120 

45,000 

35,000 

120 

30,000 

25,000 

120 

40,000 

25,000 

120 

45,000 

35,000 

120 

40,000 

25,000 

120 

90,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

50,000 

30,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.300 


0.003 




0.537 

0.544 

0.006 

0.006 

0.027 

0.031 

- 

- 

0.030 

0.030 

0.033 

0.033 

0.018 

0.018 

0.081 

0.085 

0.150 

0.155 

0.240 

0.250 

0.214 

0.236 

0.043 

0.043 

0.024 

0.024 

0.030 

0.049 

0.099 

0.099 

0.087 

0.087 

0.004 

0.004 

0.228 

0.252 



0.156 

0.173 

0.030 

0.035 

0.009 

0.009 

0.013 

0.013 

0.420 

0.434 

0.159 

0.169 

0.013 

0.013 

0.004 

0.009 

0.078 

0.092 

0.171 

0.185 

0.008 

0.013 

0.003 

0.003 

0.060 

0.060 



0.009 

0.009 

0.024 

0.028 

- 

- 

0.021 

0.021 

0.015 

0.015 

0.012 

0.012 

0.011 

0.011 

















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



07001009 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


( 4 ) ( 5 ) 


2.986 Fresh 



Amraji Ka Gurha 

0826000503143200 

5.286 

Fresh 

Aret Ki Bhagal 

0825000403004500 

4.067 

Fresh 

Atatiya 

0825000703039600 

1.752 

Fresh 

Atatiya Magra Kandoi 

0825000703039400 

2.259 

Fresh 

Atdoomba 

0825000403011000 

3.864 

Fresh 

Badlawala 

0825000703041000 

4.122 

Fresh 


Non_command 


Non-command 


Non-command 


Non-command 


Non-command 


Nandsamand 



Balicha 

0825000703048000 

4.625 

Fresh 

Ballon Ka Gurha 

0825000403008700 

1.573 

Fresh 

Balwas 

0825000403005700 

2.184 

Fresh 

Baman Hera 

0825000703042400 

1.000 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Bandinal 

0825000703041400 

0.619 

Fresh 

Banshawaliyon Ka Gurha 

0825000503022500 

2.620 

Fresh 


Non-command 


Non-command 


Bansra 

0825000703041500 

0.728 

Fresh 

Bararda 

0825000503023600 

2.110 

Fresh 

Barawa 

0825000703050800 

2.569 

Fresh 

Bardaya 

0825000403006500 

0.807 

Fresh 

Bareend 

0825000403007500 

3.738 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bargaon 

0825000403007700 

6.234 

Fresh 

Bargula 

0825000403008400 

2.167 

Fresh 

Beer Ki Bhagal 

0825000403005300 

4.132 

Fresh 

Bhagwanda Khurd 

0825000503021700 

1.120 

Fresh 

Bhainsa Kamed 

0825000703037000 

4.235 

Fresh 

Bhat Khera 

0825000503024200 

1.392 

Fresh 



Bhatoli 

0825000503025200 

3.603 

Fresh 

Bhawani Ki Bhagal 

0825000403006400 

1.263 

Fresh 

Bhootala 

0826000503143000 

1.010 

Fresh 

Chainpuriya 

0825000703041300 

0.260 

Fresh 

Chamboa Sarjela 

0825000403009200 

3.960 

Fresh 

Chaptelon Ki Bhagal 

0825000403011300 

2.863 

Fresh 

Chatraji Ka Gurha 

0825000403007300 

0.704 

Fresh 

Chauhanon Ka Gurha 

0825000403007800 

1.491 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Nandsamand 


Non-command 


Rajsamand 


Nandsamand 


Non-command 


Non_command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Cheekalwas 

0825000703036300 

16.615 

Fresh 

Chheepala 

0826000203077400 

8.947 

Fresh 

Chintaman Ka Madra 

0825000503023300 

0.855 

Fresh 

Dab Kuriya 

0825000403007200 

2.712 

Fresh 

Dabiyon Ka Gurha 

0825000703048900 

2.431 

Fresh 


Non-command 


Non_command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

0.882 

Non-command 

Phyllite & Schist 

0.052 

Command 

Phyllite & Schist 

4.721 

Non-command 

Phyllite & Schist 

0.004 

Non-command 

Gneisses(B.G.C.) 

1.752 

Non-command 

Gneisses(B.G.C.) 

2.253 

Non-command 

Phyllite & Schist 

2.231 

Command 

Gneisses(B.G.C.) 

0.132 

Command 

Phyllite & Schist 

0.075 

Non-command 

Gneisses(B.G.C.) 

3.028 

Non-command 

Phyllite & Schist 

0.888 

Command 

Gneisses(B.G.C.) 

0.287 

Command 

Phyllite & Schist 

0.036 

Non-command 

Gneisses(B.G.C.) 

6.798 

Non-command 

Phyllite & Schist 

0.253 

Non-command 

Gneisses(B.G.C.) 

0.363 

Non-command 

Phyllite & Schist 

4.457 

Non-command 

Phyllite & Schist 

1.012 

Non-command 

Gneisses(B.G.C.) 

1.504 

Non-command 

Phyllite & Schist 

1.429 

Non-command 

Gneisses(B.G.C.) 

0.527 

Non-command 

Phyllite & Schist 

0.473 

Non-command 

Gneisses(B.G.C.) 

0.619 

Non-command 

Gneisses(B.G.C.) 

2.372 

Non-command 

Phyllite & Schist 

0.247 

Non-command 

Gneisses(B.G.C.) 

0.728 

Non-command 

Gneisses(B.G.C.) 

2.110 

Non-command 

Phyllite & Schist 

2.479 

Non-command 

Gneisses(B.G.C.) 

0.807 

Non-command 

Gneisses(B.G.C.) 

0.169 

Non-command 

Phyllite & Schist 

1.712 

Non-command 

Phyllite & Schist 

4.192 

Non-command 

Gneisses(B.G.C.) 

1.718 

Non-command 

Phyllite & Schist 

1.516 

Non-command 

Phyllite & Schist 

0.060 

Non-command 

Gneisses(B.G.C.) 

2.261 

Command 

Phyllite & Schist 

0.111 

Non-command 

Phyllite & Schist 

0.979 

Command 

Phyllite & Schist 

0.004 

Command 

Phyllite & Schist 

0.042 

Non-command 

Gneisses(B.G.C.) 

1.263 

Command 

Phyllite & Schist 

1.010 

Non-command 

Gneisses(B.G.C.) 

0.260 

Non-command 

Phyllite & Schist 

2.894 

Non-command 

Phyllite & Schist 

0.876 

Non-command 

Gneisses(B.G.C.) 

0.597 

Non-command 

Gneisses(B.G.C.) 

0.024 

Non-command 

Phyllite & Schist 

0.083 

Non-command 

Gneisses(B.G.C.) 

16.615 

Command 

Phyllite & Schist 

3.059 

Non-command 

Gneisses(B.G.C.) 

0.855 

Non-command 

Gneisses(B.G.C.) 

2.453 

Non-command 

Phyllite & Schist 

0.203 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

35,000 

25,000 

120 

40,000 

30,000 

120 

70,000 

50,000 

120 

50,000 

35,000 

120 

35,000 

25,000 

120 

35,000 

25,000 

120 

50,000 

35,000 

120 

35,000 

25,000 

120 

40,000 

30,000 

120 

35,000 

25,000 

120 

40,000 

30,000 

120 

35,000 

25,000 

120 

40,000 

30,000 

120 

35,000 

25,000 

120 

40,000 

30,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

40,000 

30,000 

120 

35,000 

25,000 

120 

50,000 

35,000 

120 

35,000 

25,000 

120 

40,000 

30,000 

120 

35,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

35,000 

25,000 

120 

30,000 

25,000 

120 

40,000 

30,000 

120 

35,000 

25,000 

120 

35,000 

25,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

35,000 

25,000 

120 

50,000 

35,000 

120 

30,000 

25,000 

120 

35,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

35,000 

25,000 

120 

70,000 

50,000 

120 

35,000 

25,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

35,000 

25,000 

120 

35,000 

25,000 

120 

50,000 

35,000 

120 

35,000 

25,000 

120 

60,000 

50,000 

120 

30,000 

25,000 

120 

35,000 

25,000 

120 

40,000 

30,000 



Tube Wells with 
Wells Pumpset 


MCM 


( 15 ) 


0.018 




0.066 

0.066 

0.021 

0.021 

0.118 

0.118 



0.006 

0.006 

- 

- 

0.171 

0.171 

0.007 

0.007 

0.003 

0.003 

0.045 

0.045 

0.018 

0.018 

0.063 

0.063 

0.080 

0.086 

0.021 

0.021 

0.025 

0.025 

0.018 

0.018 

0.015 

0.015 

- 

- 

0.048 

0.048 

0.126 

0.169 

0.025 

0.025 

0.045 

0.045 

0.006 

0.006 

0.134 

0.134 

0.256 

0.256 

0.099 

0.103 

0.025 

0.025 


0.129 

0.133 

0.003 

0.003 

0.018 

0.018 

- 

j 

- 

- 

0.084 

0.092 

0.066 

0.066 

0.009 

0.009 

0.109 

0.109 

0.067 

0.067 

0.078 

0.078 

0.003 

0.003 

0.017 

0.017 

0.186 

0.186 

0.066 

0.066 

0.243 

0.243 

0.081 

0.081 

0.004 

0.004 
























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Dabun 

0825000703047600 

5.451 

Fresh 

Dadwal 

0825000703036800 

3.132 

Fresh 

Dang Ka Was 

0825000403010400 

0.907 

Fresh 

Deothari 

0825000503021300 

3.071 

Fresh 

Devi Ka Was 

0825000403010500 

1.239 

Fresh 

Dewana 

0825000503023700 

2.079 

Fresh 

Dhana 

0825000703050400 

0.900 

Fresh 

Dhani Rebariyan 

0825000703045800 

1.686 

Fresh 


Type of Area (Command / N< 
command) 


Dhanwal 

0825000503022900 

7.137 

Fresh 

Dhanyla 

0825000703040000 

10.405 

Fresh 

Dhooni Ki Bhagal 

0825000403008300 

1.393 

Fresh 

Dhoran 

0825000403008800 

8.542 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Nandsamand 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Dipty 


Dipty Khera 


0825000503021600 


0825000503021900 


1.107 Fresh 


3.317 Fresh 


Non-command 


Non-command 


Doolawaton Ka Gurha 

0826000503142500 

4.447 

Fresh 

Dowar 

0825000503023100 

4.802 

Fresh 

Dowas 

0825000403010000 

5.862 

Fresh 

Dudhpura 

0825000703042600 

0.929 

Fresh 


Non_command 


Non-command 


Non-command 


Non-command 



Gadriya Ka Gurha 

0826000503143300 

4.889 

Fresh 

Gajpur 

0825000403006300 

8.687 

Fresh 


Non-command 


Rajsamand 


Non_command 


Non-command 


Gamri 

0825000403009000 

3.629 

Fresh 

Gamri Ki Nal 

0825000403010300 

3.580 

Fresh 

Ganga Gurha 

0825000403007000 

2.069 

Fresh 

Gaon Gurha 

0825000703035900 

8.032 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Gawar 

0825000403004300 

31.924 

Fresh 

Ghighagarh 

0825000703036700 

2.630 

Fresh 

Ghodach 

0825000703050900 

11.604 

Fresh 

Gowal 

0825000403006700 

3.285 

Fresh 

Gudla 

0825000703039900 

4.859 

Fresh 

Gunjol 

0825000703040700 

1.106 

Fresh 


Halai Ki Bhagal 

0825000403010800 

3.455 

Fresh 

Hameerpal 

0825000403009100 

3.555 

Fresh 

Heerawaton Ki Bhagal 

0826000503142600 

1.324 

Fresh 

Jagela 

0825000703045700 

3.069 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Nandsamand 


Non-command 


Non-command 


Non-command 


Non_command 


Non-command 


Jeewa Khera 

0825000703043700 

1.054 

Fresh 

Jhalon Ki Madar 

0825000703036000 

16.508 

Fresh 

Jhitriya 

0825000403007100 

0.943 

Fresh 

Joshiyon Ki Madri 

0825000703047200 

4.298 

Fresh 


Non-command 


Non-command 


Non-command 


Nandsamand 


Non-command 



Kagam Darda 

0825000703050600 

3.922 

Fresh 

Kakarwa 

0825000403010200 

9.874 

Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

0.006 

Non-command 

Gneisses(B.G.C.) 

3.132 

Non-command 

Phyllite & Schist 

0.291 

Non-command 

Gneisses(B.G.C.) 

3.071 

Non-command 

Phyllite & Schist 

0.742 

Non-command 

Gneisses(B.G.C.) 

2.079 

Non-command 

Phyllite & Schist 

0.900 

Command 

Phyllite & Schist 

0.007 

Non-command 

Phyllite & Schist 

1.531 

Non-command 

Gneisses(B.G.C.) 

7.137 

Non-command 

Gneisses(B.G.C.) 

10.405 

Non-command 

Gneisses(B.G.C.) 

1.393 

Non-command 

Gneisses(B.G.C.) 

0.124 

Non-command 

Phyllite & Schist 

4.793 

Non-command 

Gneisses(B.G.C.) 

0.263 

Non-command 

Phyllite & Schist 

0.673 

Non-command 

Gneisses(B.G.C.) 

2.104 

Non-command 

Phyllite & Schist 

1.127 

Command 

Phyllite & Schist 

0.132 

Non-command 

Gneisses(B.G.C.) 

4.802 

Non-command 

Phyllite & Schist 

0.045 

Non-command 

Gneisses(B.G.C.) 

0.346 

Non-command 

Phyllite & Schist 

0.582 

Non-command 

Phyllite & Schist 

1.020 

Command 

Phyllite & Schist 

1.304 

Command 

Phyllite & Schist 

0.036 

Non-command 

Gneisses(B.G.C.) 

2.599 

Non-command 

Phyllite & Schist 

1.372 

Non-command 

Phyllite & Schist 

1.902 

Non-command 

Phyllite & Schist 

1.768 

Non-command 

Gneisses(B.G.C.) 

2.069 

Non-command 

Gneisses(B.G.C.) 

4.909 

Non-command 

Phyllite & Schist 

0.663 

Non-command 

Phyllite & Schist 

0.092 

Non-command 

Gneisses(B.G.C.) 

2.629 

Non-command 

Phyllite & Schist 

0.629 

Non-command 

Gneisses(B.G.C.) 

3.285 

Non-command 

Gneisses(B.G.C.) 

4.850 

Command 

Gneisses(B.G.C.) 

0.179 

Non-command 

Gneisses(B.G.C.) 

0.927 

Non-command 

Phyllite & Schist 

2.384 

Non-command 

Phyllite & Schist 

3.238 

Command 

Phyllite & Schist 

0.678 

Non-command 

Gneisses(B.G.C.) 

1.284 

Non-command 

Phyllite & Schist 

1.204 

Non-command 

Phyllite & Schist 

1.054 

Non-command 

Gneisses(B.G.C.) 

16.276 

Non-command 

Gneisses(B.G.C.) 

0.943 

Command 

Phyllite & Schist 

0.812 

Non-command 

Gneisses(B.G.C.) 

0.046 

Non-command 

Phyllite & Schist 

2.067 

Non-command 

Phyllite & Schist 

3.557 

Non-command 

Phyllite & Schist 

6.191 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

40,000 

30,000 

120 

35,000 

25,000 

120 

50,000 

35,000 

120 

30,000 

25,000 

120 

50,000 

35,000 

120 

30,000 

25,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

30,000 

25,000 

120 

35,000 

25,000 

120 

35,000 

25,000 

120 

35,000 

25,000 

120 

50,000 

35,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

70,000 

50,000 

120 

30,000 

25,000 

120 

50,000 

35,000 

120 

35,000 

25,000 

120 

40,000 

30,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

70,000 

50,000 

120 

35,000 

25,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

35,000 

25,000 

120 

35,000 

25,000 

120 

40,000 

30,000 

120 

50,000 

35,000 

120 

35,000 

25,000 

120 

40,000 

30,000 

120 

35,000 

25,000 

120 

35,000 

25,000 

120 

35,000 

25,000 

120 

35,000 

25,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

70,000 

50,000 

120 

35,000 

25,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

35,000 

25,000 

120 

35,000 

25,000 

120 

40,000 

30,000 

120 

35,000 

25,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

50,000 

35,000 



MCM 

MCM 

(15) 

(16) 

- 

- 

0.186 

0.186 

0.021 

0.021 

0.039 

0.043 

0.059 

0.065 

0.033 

0.037 

0.025 

0.025 

- 

- 

0.097 

0.102 

0.015 

0.015 

0.291 

0.291 

0.048 

0.048 

0.003 

0.003 

0.168 

0.168 

0.009 

0.009 

0.024 

0.028 

0.036 

0.036 

0.018 

0.018 



0.012 

0.012 

0.029 

0.029 

0.036 

0.036 

0.045 

0.045 

- 

- 

0.153 

0.153 

0.113 

0.113 

0.139 

0.139 

0.063 

0.063 

0.093 

0.097 

0.198 

0.206 

0.032 

0.032 

0.004 

0.004 

0.048 

0.048 

0.014 

0.014 

0.081 

0.089 

0.267 

0.267 

0.039 

0.043 

0.195 

0.224 

0.013 

0.013 

0.164 

0.164 

0.018 

0.018 

0.063 

0.063 

0.072 

0.072 

0.108 

0.108 

0.417 

0.421 

0.069 

0.073 

0.007 

0.007 

- 

- 

0.014 

0.014 

0.104 

0.104 

0.374 

0.374 






























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


(2) 

(3) 

(4) 

(5) 

Kala Kheri Badlawali 

0825000703041100 

0.666 

Fresh 

Kala Kheri Veeran 

0825000703040900 

0.630 

Fresh 

Kalan Kheri Khara 

0825000703040600 

0.659 

Fresh 

Kalan Kheri Patiya 

0825000703040500 

1.655 

Fresh 


Type of Area (Command / N< 
command) 


Kaleenjar 

0825000403008100 

4.280 

Fresh 

Kaloda 

0826000503144400 

12.759 

Fresh 

Kamora 

0825000403005000 

3.554 

Fresh 

Kandeo Ka Gurha 

0825000503023000 

1.111 

Fresh 

Kanooja 

0825000403011500 

13.672 

Fresh 

Karanji Ka Gurha 

0826000503144600 

1.405 

Fresh 

Kariya 

0825000403005200 

5.691 

Fresh 

Karjiya 

0825000703041200 

1.213 

Fresh 

Karoli 

0825000703048800 

6.930 

Fresh 

Karoli Ki Dhani 

0825000703048700 

4.525 

Fresh 

Keetawaton Ki Bhagal 

0825000403008500 

2.239 

Fresh 

Kelwara 

0825000403005400 

6.677 

Fresh 

Kesarpura 

0825000703042100 

4.244 

Fresh 


( 6 ) 


Non-command 


Non-command 


Non-command 


Nandsamand 


Non-command 


Non-command 


Non_command 


Non-command 


Non-command 


Non-command 


Non_command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kesooli 

0825000703050100 

3.267 

Fresh 

Khamnor 

0825000703047500 

4.077 

Fresh 

Khedana 

0825000703042200 

1.225 

Fresh 


Non-command 


Non-command 


Non-command 


Khema Khera 

0825000703042000 

1.336 

Fresh 

Kheraliya 

0825000703039200 

2.996 

Fresh 

Kheran 

0825000403005600 

1.770 

Fresh 

Kheri Veeran 

0825000703041900 

0.759 

Fresh 

Kherliya 

0825000403007600 

6.872 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Khetpal Ka Gurha 

0825000703051800 

2.320 

Fresh 

Khokha Dhani 

0825000703046200 

1.242 

Fresh 


Khuman Pura 

0825000703041700 

0.153 

Fresh 

Kiyawas 

0825000703043500 

2.327 

Fresh 


Kochli 

0825000703043600 

2.572 

Fresh 

Koda Kara 

0825000403011100 

2.034 

Fresh 

Kodar 

0825000403010100 

2.185 

Fresh 

Kooncholi 

0825000703040400 

3.453 

Fresh 


Koshiwara 

0825000703037100 

12.776 

Fresh 

Kotela 

0825000703040100 

3.061 

Fresh 

Kothariya Chak - A 

0825000703045900 

2.800 

Fresh 


Non-command 


Nandsamand 


Non-command 


Non-command 


Nandsamand 


Non-command 


Non-command 


Non-command 


Non-command 


Nandsamand 


Non-command 


Non-command 


Non-command 


Nandsamand 



Kothariya Chak - B 

0825000703046000 

2.686 

Fresh 

Koyal 

0825000403006800 

1.135 

Fresh 

Kumariya Khera 

0825000703042900 

4.330 

Fresh 


Kunthwa 

0825000703039800 

16.062 

Fresh 

Lai Madri 

0825000703048600 

3.671 

Fresh 

Lauseeng 

0826000503144900 

6.620 

Fresh 


Non-command 


Non-command 


Nandsamand 


Non-command 


Non-command 


Non-command 


Non command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

0.666 

Non-command 

Gneisses(B.G.C.) 

0.630 

Non-command 

Gneisses(B.G.C.) 

0.659 

Command 

Gneisses(B.G.C.) 

1.083 

Non-command 

Gneisses(B.G.C.) 

0.572 

Non-command 

Gneisses(B.G.C.) 

4.274 

Command 

Phyllite & Schist 

5.076 

Non-command 

Phyllite & Schist 

1.717 

Non-command 

Gneisses(B.G.C.) 

1.111 

Non-command 

Phyllite & Schist 

0.590 

Command 

Phyllite & Schist 

1.372 

Non-command 

Phyllite & Schist 

2.329 

Non-command 

Gneisses(B.G.C.) 

1.213 

Non-command 

Phyllite & Schist 

6.572 

Non-command 

Phyllite & Schist 

4.466 

Non-command 

Gneisses(B.G.C.) 

1.996 

Non-command 

Phyllite & Schist 

6.292 

Non-command 

Gneisses(B.G.C.) 

2.696 

Non-command 

Phyllite & Schist 

1.548 

Non-command 

Phyllite & Schist 

2.780 

Non-command 

Phyllite & Schist 

0.013 

Non-command 

Gneisses(B.G.C.) 

0.059 

Non-command 

Phyllite & Schist 

1.166 

Non-command 

Gneisses(B.G.C.) 

1.336 

Non-command 

Gneisses(B.G.C.) 

0.074 

Non-command 

Phyllite & Schist 

0.737 

Non-command 

Gneisses(B.G.C.) 

0.759 

Non-command 

Gneisses(B.G.C.) 

0.040 

Non-command 

Phyllite & Schist 

4.029 

Non-command 

Phyllite & Schist 

0.125 

Command 

Gneisses(B.G.C.) 

0.649 

Non-command 

Gneisses(B.G.C.) 

0.593 

Non-command 

Gneisses(B.G.C.) 

0.153 

Command 

Phyllite & Schist 

0.055 

Non-command 

Phyllite & Schist 

0.718 

Non-command 

Phyllite & Schist 

0.873 

Non-command 

Phyllite & Schist 

1.478 

Non-command 

Phyllite & Schist 

0.091 

Command 

Gneisses(B.G.C.) 

0.638 

Non-command 

Gneisses(B.G.C.) 

2.815 

Non-command 

Gneisses(B.G.C.) 

1.498 

Non-command 

Gneisses(B.G.C.) 

3.027 

Command 

Gneisses(B.G.C.) 

0.003 

Command 

Phyllite & Schist 

0.188 

Non-command 

Gneisses(B.G.C.) 

0.458 

Non-command 

Phyllite & Schist 

1.512 

Non-command 

Gneisses(B.G.C.) 

0.384 

Non-command 

Gneisses(B.G.C.) 

1.135 

Command 

Phyllite & Schist 

1.038 

Non-command 

Phyllite & Schist 

0.535 

Non-command 

Gneisses(B.G.C.) 

14.338 

Non-command 

Phyllite & Schist 

2.576 

Command 

Phyllite & Schist 

4.027 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

35,000 

25,000 

120 

35,000 

25,000 

120 

35,000 

25,000 

120 

35,000 

25,000 

120 

35,000 

25,000 

120 

35,000 

25,000 

120 

70,000 

50,000 

120 

50,000 

35,000 

120 

30,000 

25,000 

120 

50,000 

35,000 

120 

70,000 

50,000 

120 

50,000 

35,000 

120 

35,000 

25,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

35,000 

25,000 

120 

50,000 

35,000 

120 

35,000 

25,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

35,000 

25,000 

120 

40,000 

30,000 

120 

35,000 

25,000 

120 

35,000 

25,000 

120 

50,000 

35,000 

120 

35,000 

25,000 

120 

35,000 

25,000 

120 

50,000 

35,000 

120 

40,000 

30,000 

120 

35,000 

25,000 

120 

35,000 

25,000 

120 

35,000 

25,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

35,000 

25,000 

120 

35,000 

25,000 

120 

35,000 

25,000 

120 

35,000 

25,000 

120 

35,000 

25,000 

120 

40,000 

30,000 

120 

35,000 

25,000 

120 

40,000 

30,000 

120 

35,000 

25,000 

120 

35,000 

25,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

35,000 

25,000 

120 

40,000 

30,000 

120 

70,000 

50,000 



Wells with 
Pumpset 


MCM 


(15) 


0.018 



0.018 

0.018 

0.014 

0.014 

0.088 

0.088 

- 

- 

0.045 

0.049 

0.192 

0.209 

0.027 

0.027 

0.135 

0.135 

- 

- 

0.018 

0.018 

0.036 

0.036 

0.147 

0.147 

0.018 

0.018 

0.063 

0.076 

0.018 

0.018 

0.007 

0.007 

0.246 

0.254 

0.238 

0.252 

0.048 

0.048 




































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


(2) 

(3) 

(4) 

(5) 

Madrecho Ka Gurha 

0825000703036900 

4.020 

Fresh 

Madrechon Ka Gurha 

0825000403008200 

7.133 

Fresh 

Madri Gowaliya 

0825000503019100 

2.129 

Fresh 

Maifawation Ka Was 

0825000403010700 

2.424 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Maja 

0825000503023400 

8.802 

Fresh 

Majhera 

0825000403004200 

19.933 

Fresh 

Mamadeo Ki Bhagal 

0825000403008600 

0.385 

Fresh 

Manchra 

0825000403011400 

6.065 

Fresh 

Mandak Ka Gurha 

0825000703050500 

2.205 

Fresh 

Marka 

0825000703036100 

6.335 

Fresh 

Melawari 

0825000403005500 

1.951 

Fresh 

Modwa 

0825000703046100 

2.407 

Fresh 


Mokela 

0825000703036400 

0.433 

Fresh 

Morcha 

0825000403007900 

9.333 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Nandsamand 


Non-command 


Non-command 


Non-command 


Mori 

0826000203079600 

10.338 

Fresh 

Moyna 

0825000403007400 

2.734 

Fresh 

Mundol 

0825000503021800 

3.162 

Fresh 

Namana 

0825000703042800 

3.690 

Fresh 



Nandora 

0825000503023500 

4.498 

Fresh 

Nathdwara (M) 

0825000742505000 

12.457 

Fresh 


Nedach 

0825000703051700 

4.484 

Fresh 

Negdiya 

0825000703050000 

8.468 

Fresh 

Netawaton Ki Bhagal 

0826000503142900 

3.930 

Fresh 

Nichli Odan 

0825000703047100 

2.806 

Fresh 


Non_command 


Non-command 


Non-command 


Nandsamand 


Non-command 


Non-command 


Rajsamand 


Non-command 


Nandsamand 


Non-command 


Non-command 


Non-command 


Non_command 


Non-command 


Nogawan 


0825000503024100 


5.987 Fresh 


Oladar 

0825000403005800 

8.303 

Fresh 

Panchawaton Ki Bhagal 

0826000503142800 

2.115 

Fresh 

Paneriyon Ki Madri 

0825000703040300 

1.437 

Fresh 


Papamal 

0825000703050300 

1.447 

Fresh 

Pasuniya 

0825000703048400 

4.169 

Fresh 

Pawana 

0825000403006000 

4.721 

Fresh 

Peechhoron Ki Bhagal 

0825000403008000 

3.099 

Fresh 

Peepalwas 

0825000703050200 

5.002 

Fresh 

Peepar 

0826000503144800 

3.378 

Fresh 

Peeparda 

0825000503023900 

12.779 

Fresh 

Pharara 

0825000503023200 

16.089 

Fresh 

Pilana Ki Bhagal 

0826000503142100 

2.474 

Fresh 

Poothol 

0825000503022000 

6.890 

Fresh 


Nandsamand 


Non-command 


Non-command 


Non_command 


Nandsamand 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non_command 


Non-command 


Non-command 


Non_command 


Non-command 


Punawali 

0825000503022600 

5.134 

Fresh 

Qila Kumbhalgarh 

0825000403004400 

28.389 

Fresh 

Rabcha 

0825000703048500 

6.269 

Fresh 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

3.834 

Non-command 

Gneisses(B.G.C.) 

7.024 

Non-command 

Phyllite & Schist 

0.124 

Non-command 

Gneisses(B.G.C.) 

0.182 

Non-command 

Phyllite & Schist 

1.423 

Non-command 

Gneisses(B.G.C.) 

8.802 

Non-command 

Phyllite & Schist 

4.237 

Non-command 

Gneisses(B.G.C.) 

0.369 

Non-command 

Phyllite & Schist 

0.811 

Non-command 

Phyllite & Schist 

2.044 

Non-command 

Gneisses(B.G.C.) 

6.335 

Non-command 

Phyllite & Schist 

0.872 

Command 

Gneisses(B.G.C.) 

0.008 

Non-command 

Gneisses(B.G.C.) 

1.441 

Non-command 

Gneisses(B.G.C.) 

0.433 

Non-command 

Gneisses(B.G.C.) 

0.336 

Non-command 

Phyllite & Schist 

5.457 

Command 

Phyllite & Schist 

0.531 

Non-command 

Gneisses(B.G.C.) 

2.072 

Non-command 

Phyllite & Schist 

2.913 

Command 

Phyllite & Schist 

1.119 

Non-command 

Phyllite & Schist 

1.604 

Non-command 

Phyllite & Schist 

0.086 

Command 

Phyllite & Schist 

0.082 

Non-command 

Gneisses(B.G.C.) 

4.498 

Command 

Gneisses(B.G.C.) 

1.535 

Non-command 

Gneisses(B.G.C.) 

7.909 

Non-command 

Phyllite & Schist 

3.584 

Non-command 

Phyllite & Schist 

0.011 

Command 

Phyllite & Schist 

1.834 

Non-command 

Gneisses(B.G.C.) 

0.004 

Non-command 

Phyllite & Schist 

2.641 

Command 

Phyllite & Schist 

0.432 

Non-command 

Phyllite & Schist 

5.025 

Non-command 

Phyllite & Schist 

2.157 

Command 

Phyllite & Schist 

1.231 

Command 

Gneisses(B.G.C.) 

0.586 

Non-command 

Gneisses(B.G.C.) 

0.851 

Non-command 

Phyllite & Schist 

1.441 

Non-command 

Phyllite & Schist 

4.129 

Non-command 

Phyllite & Schist 

0.039 

Non-command 

Gneisses(B.G.C.) 

2.800 

Non-command 

Phyllite & Schist 

0.747 

Command 

Phyllite & Schist 

3.206 

Non-command 

Gneisses(B.G.C.) 

12.779 

Non-command 

Gneisses(B.G.C.) 

16.089 

Command 

Phyllite & Schist 

0.909 

Non-command 

Gneisses(B.G.C.) 

0.257 

Non-command 

Phyllite & Schist 

2.510 

Non-command 

Gneisses(B.G.C.) 

5.134 

Non-command 

Phyllite & Schist 

0.483 

Non-command 

Gneisses(B.G.C.) 

0.000 

Non-command 

Phyllite & Schist 

3.193 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

35,000 

25,000 

120 

35,000 

25,000 

120 

30,000 

25,000 

120 

35,000 

25,000 

120 

50,000 

35,000 

120 

30,000 

25,000 

120 

50,000 

35,000 

120 

35,000 

25,000 

120 

50,000 

35,000 

120 

40,000 

30,000 

120 

35,000 

25,000 

120 

50,000 

35,000 

120 

35,000 

25,000 

120 

35,000 

25,000 

120 

35,000 

25,000 

120 

35,000 

25,000 

120 

50,000 

35,000 

120 

60,000 

50,000 

120 

35,000 

25,000 

120 

30,000 

25,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

35,000 

25,000 

120 

35,000 

25,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

70,000 

50,000 

120 

35,000 

25,000 

120 

40,000 

30,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

50,000 

35,000 

120 

70,000 

50,000 

120 

35,000 

25,000 

120 

35,000 

25,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

50,000 

35,000 

120 

35,000 

25,000 

120 

40,000 

30,000 

120 

70,000 

50,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

70,000 

50,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

50,000 

35,000 

120 

35,000 

25,000 

120 

40,000 

30,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.048 

0.048 

0.249 

0.278 

0.003 

0.003 

- 

- 

0.017 

0.017 

0.156 

0.163 

0.168 

0.168 

0.045 

0.045 

0.034 

0.034 

0.072 

0.072 

0.075 

0.075 

0.038 

0.038 

- 

- 

0.003 

0.003 

0.159 

0.167 

0.003 

0.003 

0.097 

0.097 

0.012 

0.012 

0.075 

0.075 

0.096 

0.100 

0.025 

0.025 

0.036 

0.036 



0.063 

0.063 

0.048 

0.052 

0.249 

0.270 

0.205 

0.224 



0.108 

0.146 

0.003 

0.003 

0.051 

0.051 

0.210 

0.216 

0.042 

0.042 

0.012 

0.012 

0.021 

0.021 

0.050 

0.050 

0.079 

0.079 

0.004 

0.004 

0.057 

0.061 

0.040 

0.040 

0.084 

0.084 

0.144 

0.173 

0.024 

0.046 

0.030 

0.030 

0.006 

0.006 

0.051 

0.051 

0.063 

0.074 

































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


( 4 ) ( 5 ) 


29.869 Fresh 



Rakamgarh 

0825000703042300 

1.549 

Fresh 

Ramawaton Ki Bhagal 

0825000403010900 

2.863 

Fresh 

Ratanawaton Ki Bhagal 

0825000703037300 

7.566 

Fresh 

Rawon Ki Gudli 

0825000703039700 

0.897 

Fresh 

Roopji Ka Gurha 

0825000703048300 

3.199 

Fresh 

Sahgath Kalan 

0825000503022400 

7.158 

Fresh 


Rajsamand 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Sandookon Ka Gurha 

0825000403009400 

6.311 

Fresh 

Sanga Ka Khera 

0825000703043400 

2.293 

Fresh 


Sangaat Khurd 


0825000403006900 


5.911 Fresh 


Non-command 


Nandsamand 


Non-command 


Non-command 


Sangath 

0826000503144700 

4.327 

Fresh 

Sapol 

0825000503018600 

13.449 

Fresh 

Satlewa 

0825000703036600 

0.526 

Fresh 

Saya Ka Khera 

0825000703036200 

12.218 

Fresh 

Semal 

0825000703050700 

9.172 

Fresh 

Shankarpura 

0825000503024000 

1.400 

Fresh 


Non_command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Shishoda Kalan 

0825000703036500 

0.507 

Fresh 

Shishoda Khurd 

0825000703039500 

1.375 

Fresh 

Shishodiyon Ka Gurha 

0825000403006600 

1.396 

Fresh 

Shivsingh Ka Gurha 

0825000703051600 

2.331 

Fresh 

Shyampura 

0825000703041600 

0.481 

Fresh 

Sinya 

0825000403005100 

6.702 

Fresh 

Sirohi Ki Bhagal 

0825000703035800 

4.045 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sogri Ki Bhagal 

0825000703035700 

5.096 

Fresh 

Sundarcha 

0825000503021500 

6.243 

Fresh 


Non-command 


Non-command 


Suratpura 

0825000703041800 

0.422 

Fresh 

Taladari 

0825000403008900 

7.742 

Fresh 

Tarot 

0825000503022700 

3.554 

Fresh 


Non-command 


Non-command 


Non-command 


Tatol 

0825000703047300 

7.759 

Fresh 

Tejpuriya 

0825000503023800 

0.536 

Fresh 

Ter Ka Bhilwara 

0826000503143100 

2.916 

Fresh 

Thoriya 

0825000403006200 

13.980 

Fresh 


Ulpura Nadwala 


Non-command 


Non-command 


Non_command 


Non-command 



0825000703042700 


2.943 Fresh 


Nandsamand 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

4.603 

Non-command 

Phyllite & Schist 

13.719 

Command 

Phyllite & Schist 

1.954 

Non-command 

Gneisses(B.G.C.) 

1.549 

Non-command 

Phyllite & Schist 

1.658 

Non-command 

Gneisses(B.G.C.) 

0.035 

Non-command 

Gneisses(B.G.C.) 

0.897 

Non-command 

Phyllite & Schist 

2.143 

Non-command 

Gneisses(B.G.C.) 

2.832 

Non-command 

Phyllite & Schist 

4.315 

Non-command 

Gneisses(B.G.C.) 

11.780 

Non-command 

Phyllite & Schist 

0.273 

Non-command 

Gneisses(B.G.C.) 

0.004 

Non-command 

Phyllite & Schist 

1.998 

Non-command 

Phyllite & Schist 

0.359 

Command 

Phyllite & Schist 

0.165 

Non-command 

Phyllite & Schist 

0.951 

Non-command 

Gneisses(B.G.C.) 

4.541 

Non-command 

Phyllite & Schist 

1.365 

Command 

Phyllite & Schist 

3.261 

Non-command 

Gneisses(B.G.C.) 

0.994 

Non-command 

Gneisses(B.G.C.) 

0.526 

Non-command 

Gneisses(B.G.C.) 

11.951 

Non-command 

Phyllite & Schist 

9.122 

Non-command 

Gneisses(B.G.C.) 

1.400 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Gneisses(B.G.C.) 

0.609 

Non-command 

Phyllite & Schist 

0.002 

Non-command 

Gneisses(B.G.C.) 

0.507 

Non-command 

Gneisses(B.G.C.) 

1.375 

Non-command 

Gneisses(B.G.C.) 

1.396 

Non-command 

Phyllite & Schist 

0.510 

Non-command 

Gneisses(B.G.C.) 

0.481 

Non-command 

Phyllite & Schist 

2.086 

Non-command 

Gneisses(B.G.C.) 

3.546 

Non-command 

Phyllite & Schist 

0.011 

Non-command 

Gneisses(B.G.C.) 

4.460 

Non-command 

Gneisses(B.G.C.) 

6.048 

Non-command 

Phyllite & Schist 

0.173 

Non-command 

Gneisses(B.G.C.) 

0.422 

Non-command 

Phyllite & Schist 

1.335 

Non-command 

Gneisses(B.G.C.) 

2.567 

Non-command 

Phyllite & Schist 

0.935 

Non-command 

Phyllite & Schist 

1.358 

Non-command 

Gneisses(B.G.C.) 

0.536 

Command 

Phyllite & Schist 

1.814 

Non-command 

Gneisses(B.G.C.) 

5.151 

Non-command 

Phyllite & Schist 

0.021 

Non-command 

Gneisses(B.G.C.) 

0.732 

Non-command 

Phyllite & Schist 

0.407 

Command 

Phyllite & Schist 

0.908 

Non-command 

Gneisses(B.G.C.) 

0.084 

Non-command 

Phyllite & Schist 

1.916 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

35,000 

25,000 

120 

50,000 

35,000 

120 

35,000 

25,000 

120 

35,000 

25,000 

120 

40,000 

30,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

35,000 

25,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

35,000 

25,000 

120 

50,000 

35,000 

120 

70,000 

50,000 

120 

30,000 

25,000 

120 

35,000 

25,000 

120 

35,000 

25,000 

120 

40,000 

30,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

35,000 

25,000 

120 

40,000 

30,000 

120 

35,000 

25,000 

120 

35,000 

25,000 

120 

35,000 

25,000 

120 

40,000 

30,000 

120 

35,000 

25,000 

120 

50,000 

35,000 

120 

35,000 

25,000 

120 

40,000 

30,000 

120 

35,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

35,000 

25,000 

120 

50,000 

35,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

40,000 

30,000 

120 

30,000 

25,000 

120 

70,000 

50,000 

120 

35,000 

25,000 

120 

50,000 

35,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

40,000 

30,000 

120 

35,000 

25,000 

120 

40,000 

30,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

( 15 ) 

( 16 ) 

0.021 

0.032 

0.060 

0.096 

0.009 

0.013 

0.060 

0.073 

0.063 

0.063 

- 

- 

0.036 

0.036 

0.025 

0.025 

0.024 

0.028 

0.036 

0.040 

0.090 

0.112 

0.003 

0.003 

- 

- | 

0.038 

0.044 

0.017 

0.017 

0.007 

0.007 

0.036 

0.036 

0.018 

0.018 

0.008 

0.008 

0.048 

0.048 

0.036 

0.040 

0.051 

0.051 

0.417 

0.417 

0.288 

0.317 

0.024 

0.031 



0.348 

0.361 

0.126 

0.130 

0.066 

0.066 

0.014 

0.014 

0.036 

0.049 

0.055 

0.055 

0.066 

0.066 


0.051 

0.051 

0.087 

0.087 

0.003 

0.003 

0.036 

0.040 

0.147 

0.147 

0.018 

0.022 

0.006 

0.010 

0.014 

0.014 

- 

- 

0.030 

0.030 

0.192 

0.192 

- 

- 

0.009 

0.013 

0.006 

0.006 

0.025 

0.025 

0.003 

0.003 

0.050 

0.050 


















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



07001010 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


( 4 ) ( 5 ) 


1.980 Fresh 


2.986 Fresh 



Unwas 

0825000703048200 

5.713 

Fresh 

Upli Odan 

0825000703047000 

12.006 

Fresh 


Nandsamand 


Non-command 


Non-command 


Non-command 


Non-command 



Usar 

0825000403011200 

2.577 

Fresh 

Usarwas 

0825000703039300 

10.625 

Fresh 

Uthron Ki Bhagal 

0825000403009300 

3.807 

Fresh 

Warni Ki Bhagal 

0825000703048100 

3.657 

Fresh 

Was 

0826000503142700 

0.953 

Fresh 

Ajaypura 

0826000203080500 

1.405 

Fresh 

Amraji Ka Gurha 

0826000503143200 

5.286 

Fresh 

Angor Ki Bhagal 

0825000703047900 

2.004 

Fresh 

Antri 

0825000403009900 

8.564 

Fresh 

Atdoomba 

0825000403011000 

3.864 

Fresh 

Awani 

0826000203077300 

5.780 

Fresh 

Bagar 

0826000203069800 

19.242 

Fresh 

Bagda 

0826000203077200 

2.886 

Fresh 

Bagol 

0825000703040200 

10.378 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non_command 


Non_command 


Non_command 


Non-command 


Non-command 


Non-command 


Non_command 


Non_command 


Non_command 


Non-command 


Baguni 


Balicha 


Banokra 


Bara Bhanuja 


0826000203075700 

2.452 

Fresh 

0826000303085900 

3.764 

Fresh 

0825000703048000 

4.625 

Fresh 

0825000403012600 

4.221 

Fresh 

0825000703037600 

9.165 

Fresh 


Non_command 


Non_command 


Non-command 


Non-command 


Non-command 


Baran 

0825000403009800 

6.938 

Fresh 

Bardara 

0825000403004800 

9.790 

Fresh 

Bargaon 

0826000203073800 

3.725 

Fresh 

Barwara 

0826000203073000 

6.214 

Fresh 

Basliya 

0826000203076900 

6.635 

Fresh 

Basna 

0826000203072700 

1.841 

Fresh 

Bateri 

0826000203070800 

2.080 

Fresh 

Baton Ka Gurha 

0826000203074100 

1.049 

Fresh 

Bawada 

0825000403012400 

2.331 

Fresh 

Behra 

0826000203081000 

5.818 

Fresh 

Berki Bhagal 

0826000203078900 

3.064 

Fresh 

Bhainsa Kamed 

0825000703037000 

4.235 

Fresh 

Bhanpura 

0826000203069900 

7.203 

Fresh 

Bhat Madra 

0826000203078200 

2.212 

Fresh 

Bhaton Ka Sayra 

0826000203070500 

15.923 

Fresh 

Bishma 

0826000203074400 

2.143 

Fresh 

Bokhara 

0826000203070300 

47.239 

Fresh 

Borawali Madri 

0826000203072300 

8.047 

Fresh 

Brahmanon Ka Kalwana 

0826000203070700 

6.281 

Fresh 

Chak Jhalar 

0826000203078700 

0.952 

Fresh 

Chalwa 

0826000203079000 

2.695 

Fresh 

Chaptelon Ki Bhagal 

0825000403011300 

2.863 

Fresh 

Charnon Ki Madar 

0825000703038000 

2.544 

Fresh 


Non-command 


Non-command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non-command 


Non_command 


Non_command 


Non-command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non-command 


Non-command 


Chatiya Kheri 


0826000203079900 


0.810 Fresh 


Non command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Gneisses(B.G.C.) 

0.161 

Non-command 

Gneisses(B.G.C.) 

1.818 

Non-command 

Gneisses(B.G.C.) 

0.494 

Non-command 

Phyllite & Schist 

0.187 

Non-command 

Phyllite & Schist 

5.597 

Non-command 

Gneisses(B.G.C.) 

2.433 

Non-command 

Phyllite & Schist 

7.215 

Non-command 

Phyllite & Schist 

1.992 

Non-command 

Gneisses(B.G.C.) 

3.854 

Non-command 

Phyllite & Schist 

1.521 

Non-command 

Phyllite & Schist 

1.805 

Command 

Phyllite & Schist 

0.953 

Command 

Phyllite & Schist 

0.099 

Command 

Phyllite & Schist 

0.506 

Non-command 

Phyllite & Schist 

1.679 

Non-command 

Phyllite & Schist 

6.499 

Non-command 

Phyllite & Schist 

0.012 

Command 

Phyllite & Schist 

3.966 

Command 

Phyllite & Schist 

2.526 

Command 

Phyllite & Schist 

2.255 

Non-command 

Gneisses(B.G.C.) 

2.122 

Non-command 

Phyllite & Schist 

0.504 

Command 

Phyllite & Schist 

0.018 

Command 

Phyllite & Schist 

0.004 

Non-command 

Phyllite & Schist 

3.587 

Non-command 

Phyllite & Schist 

2.530 

Non-command 

Gneisses(B.G.C.) 

7.610 

Non-command 

Phyllite & Schist 

1.151 

Non-command 

Phyllite & Schist 

5.163 

Non-command 

Phyllite & Schist 

8.493 

Command 

Phyllite & Schist 

3.723 

Command 

Phyllite & Schist 

2.713 

Command 

Phyllite & Schist 

6.165 

Command 

Phyllite & Schist 

1.841 

Command 

Phyllite & Schist 

2.080 

Command 

Phyllite & Schist 

0.887 

Non-command 

Phyllite & Schist 

1.895 

Command 

Phyllite & Schist 

0.497 

Command 

Phyllite & Schist 

3.064 

Non-command 

Gneisses(B.G.C.) 

1.947 

Command 

Phyllite & Schist 

6.877 

Command 

Phyllite & Schist 

2.212 

Command 

Phyllite & Schist 

5.691 

Command 

Phyllite & Schist 

2.140 

Command 

Phyllite & Schist 

1.522 

Command 

Phyllite & Schist 

7.872 

Command 

Phyllite & Schist 

6.281 

Command 

Phyllite & Schist 

0.950 

Command 

Phyllite & Schist 

2.527 

Non-command 

Phyllite & Schist 

0.032 

Non-command 

Gneisses(B.G.C.) 

0.130 

Non-command 

Phyllite & Schist 

2.271 

Command 

Phyllite & Schist 

0.810 


with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

35,000 

25,000 

120 

35,000 

25,000 

120 

35,000 

25,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

35,000 

25,000 

120 

40,000 

30,000 

120 

50,000 

35,000 

120 

35,000 

25,000 

120 

50,000 

35,000 

120 

40,000 

30,000 

120 

70,000 

50,000 

120 

60,000 

50,000 

120 

70,000 

50,000 

120 

40,000 

30,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

35,000 

25,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

70,000 

60,000 

120 

40,000 

30,000 

120 

50,000 

35,000 

120 

35,000 

25,000 

120 

40,000 

30,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

35,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

35,000 

25,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

35,000 

120 

35,000 

25,000 

120 

40,000 

30,000 

120 

60,000 

50,000 



MCM 

MCM 

( 15 ) 

( 16 ) 

~ 

- ! 

0.006 

0.006 

0.009 

0.009 

0.004 

0.004 

0.220 

0.230 

0.030 

0.030 

0.112 

0.117 

0.202 

0.202 

0.123 

0.123 

0.218 

0.218 

0.004 

0.004 

0.072 

0.072 



0.018 

0.018 

0.084 

0.084 


0.102 

0.102 

0.054 

0.054 

0.060 

0.060 

0.054 

0.054 

0.014 

0.014 



0.065 

0.075 

0.189 

0.189 

0.537 

0.537 

0.097 

0.097 

0.176 

0.176 

0.042 

0.042 

0.072 

0.072 

0.270 

0.284 

0.144 

0.144 

0.042 

0.042 

0.132 

0.154 

0.018 

0.018 

0.034 

0.040 

- 

- 

0.102 

0.102 

0.111 

0.111 

0.366 

0.366 

0.180 

0.180 

0.138 

0.138 

0.276 

0.276 

0.018 

0.018 

0.096 

0.103 

0.360 

0.360 

0.006 

0.006 

0.114 

0.114 

- 

- 

0.006 

0.006 

0.144 

0.144 

0.090 

0.090 



















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


(2) 

(3) 

(4) 

(5) 

Chheepala 

0826000203077400 

8.947 

Fresh 

Chhota Bhanuja 

0825000703037500 

2.869 

Fresh 

Chundawaton Ka Gurha 

0826000203077700 

2.591 

Fresh 

Dabun 

0825000703047600 

5.451 

Fresh 

Dadiya 

0826000203080300 

6.155 

Fresh 

Delwariya 

0825000403009700 

7.005 

Fresh 

Deoron Ki Bhagal 

0825000403011800 

2.725 

Fresh 

Dhanwara 

0825000703038600 

3.412 

Fresh 

Dheerji Ka Gurha 

0826000203080100 

1.263 

Fresh 

Dhikora 

0826000203070000 

8.975 

Fresh 

Dhol 

0826000203073900 

11.448 

Fresh 

Dhoondhi 

0826000203073100 

2.604 

Fresh 

Dingari 

0826000203077000 

2.443 

Fresh 

Diyan 

0826000203070900 

4.869 

Fresh 

Dowas 

0825000403010000 

5.862 

Fresh 

Dulawaton Ka Gurha 

0826000203078600 

0.739 

Fresh 

Fatehpur 

0825000703038100 

10.113 

Fresh 


Type of Area (Command / N< 
command) 


( 6 ) 


Non_command 


Non-command 


Non_command 


Non-command 


Non_command 


Non-command 


Non-command 


Non-command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non-command 


Non_command 


Non-command 


Gadliya 

0826000303086000 

9.131 

Fresh 

Gadriya Ka Gurha 

0826000503143300 

4.889 

Fresh 

Gaon Gurha 

0825000703035900 

8.032 

Fresh 


Non_command 


Non_command 


Non-command 


Gayphal 

0826000203071400 

7.077 

Fresh 

Gehloton Ka Gurha 

0826000203079100 

2.624 

Fresh 

Ghanawal 

0826000203071200 

11.856 

Fresh 

Godon Ka Gurha 

0826000203073400 

1.480 

Fresh 

Gogunda 

0826000203080000 

6.900 

Fresh 

Guman 

0826000203073700 

7.710 

Fresh 

Gundali 

0826000203072500 

5.066 

Fresh 

Hathniyawar 

0826000203073200 

5.830 

Fresh 

Jarpha 

0825000403012100 

3.501 

Fresh 

Jaswant Garh 

0826000203078800 

4.212 

Fresh 

Jelani 

0826000203078300 

1.104 

Fresh 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non-command 


Non_command 


Non command 


Jemli 

0826000203071500 

8.483 

Fresh 

Jetaran 

0825000403009500 

7.252 

Fresh 

Jhadoli 

0826000203078500 

2.555 

Fresh 

Jhalon Ka Kalwana 

0826000203070600 

6.000 

Fresh 

Jodha Ka Talab 

0826000503144100 

1.109 

Fresh 

Jorma 

0826000203070100 

3.937 

Fresh 

Joshiyon Ki Madri 

0825000703047200 

4.298 

Fresh 


Junjarpura 

0826000203080600 

2.565 

Fresh 

Kachhwa 

0826000203081300 

3.362 

Fresh 

Kadmal 

0826000503144500 

6.393 

Fresh 

Kagti 

0826000203076300 

1.344 

Fresh 

Kakan Ka Gurha 

0826000203079700 

2.889 

Fresh 

Kakarwa 

0825000403010200 

9.874 

Fresh 

Kalji Ka Gurha 

0826000203081100 

1.977 

Fresh 

Kaloda 

0826000503144400 

12.759 

Fresh 

Kalthana 

0825000403004700 

8.897 

Fresh 

Kama 

0825000703038200 

3.824 

Fresh 


Non_command 


Non-command 


Non_command 


Non_command 


Non_command 


Non_command 


Nandsamand 


Non-command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non-command 


Non_command 


Non_command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Phyllite & Schist 

4.253 

Non-command 

Gneisses(B.G.C.) 

2.791 

Command 

Phyllite & Schist 

2.584 

Non-command 

Phyllite & Schist 

4.791 

Command 

Phyllite & Schist 

3.119 

Non-command 

Phyllite & Schist 

6.760 

Non-command 

Phyllite & Schist 

1.636 

Non-command 

Gneisses(B.G.C.) 

3.412 

Command 

Phyllite & Schist 

1.263 

Command 

Phyllite & Schist 

7.783 

Command 

Phyllite & Schist 

11.283 

Command 

Phyllite & Schist 

2.604 

Command 

Phyllite & Schist 

1.632 

Command 

Phyllite & Schist 

4.869 

Non-command 

Phyllite & Schist 

3.477 

Command 

Phyllite & Schist 

0.739 

Non-command 

Gneisses(B.G.C.) 

0.118 

Non-command 

Phyllite & Schist 

7.871 

Command 

Phyllite & Schist 

0.050 

Command 

Phyllite & Schist 

4.852 

Non-command 

Gneisses(B.G.C.) 

1.262 

Non-command 

Phyllite & Schist 

0.055 

Command 

Phyllite & Schist 

7.051 

Command 

Phyllite & Schist 

2.064 

Command 

Phyllite & Schist 

7.125 

Command 

Phyllite & Schist 

1.479 

Command 

Phyllite & Schist 

5.031 

Command 

Phyllite & Schist 

7.359 

Command 

Phyllite & Schist 

4.787 

Command 

Phyllite & Schist 

4.076 

Non-command 

Phyllite & Schist 

1.922 

Command 

Phyllite & Schist 

4.073 

Command 

Erinpura Granite 

0.052 

Command 

Phyllite & Schist 

0.855 

Command 

Phyllite & Schist 

8.483 

Non-command 

Phyllite & Schist 

6.946 

Command 

Phyllite & Schist 

2.451 

Command 

Phyllite & Schist 

6.000 

Command 

Phyllite & Schist 

1.109 

Command 

Phyllite & Schist 

3.156 

Command 

Phyllite & Schist 

0.018 

Non-command 

Phyllite & Schist 

1.355 

Command 

Phyllite & Schist 

0.780 

Command 

Phyllite & Schist 

0.266 

Command 

Phyllite & Schist 

6.393 

Command 

Phyllite & Schist 

1.344 

Command 

Phyllite & Schist 

0.108 

Non-command 

Phyllite & Schist 

0.064 

Command 

Phyllite & Schist 

1.514 

Command 

Phyllite & Schist 

7.359 

Non-command 

Phyllite & Schist 

3.383 

Non-command 

Gneisses(B.G.C.) 

1.289 

Non-command 

Phyllite & Schist 

2.535 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

50,000 

120 

35,000 

25,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

35,000 

25,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

35,000 

120 

60,000 

50,000 

120 

35,000 

25,000 

120 

40,000 

30,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

35,000 

25,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

35,000 

120 

60,000 

50,000 

120 

100,000 

80,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

35,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

35,000 

120 

60,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

35,000 

120 

35,000 

25,000 

120 

40,000 

30,000 



MCM 

MCM 

(15) 

(16) 

0.096 

0.096 

0.498 

0.498 

0.072 

0.072 

0.187 

0.192 

0.114 

0.114 

0.046 

0.046 

0.021 

0.021 

0.042 

0.042 

0.030 

0.030 

0.324 

0.353 

0.348 

0.348 

0.162 

0.169 

0.120 

0.120 

0.276 

0.283 

0.017 

0.023 

0.030 

0.030 

0.006 

0.006 

0.562 

0.567 

- 

- 

0.072 

0.072 

0.051 

0.055 

0.004 

0.004 

0.270 

0.270 

0.084 

0.084 

0.240 

0.262 

0.084 

0.084 

0.444 

0.444 

0.138 

0.138 

0.252 

0.252 

0.204 

0.211 

0.067 

0.067 

0.396 

0.418 

- 

- 

0.018 

0.018 

0.294 

0.301 

0.218 

0.218 

0.120 

0.120 

0.378 

0.378 

0.192 

0.192 

0.180 

0.202 


0.011 

0.011 

0.012 

0.012 

0.018 

0.025 

0.198 

0.198 

0.048 

0.048 

- 

- 

0.004 

0.004 

0.018 

0.018 

0.180 

0.180 

0.025 

0.025 

0.060 

0.060 

0.140 

0.140 









































































































































































































































































































































































































































































































































































































































































































































































Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Kamba 

0826000203069700 

4.369 

Fresh 

Kamol 

0826000203072200 

7.905 

Fresh 

Kamora 

0825000403005000 

3.554 

Fresh 

Kandon Ka Gurha 

0825000703037400 

4.732 

Fresh 


Kanji Ka Gurha 

0826000203071600 

4.332 

Fresh 

Kanooja 

0825000403011500 

13.672 

Fresh 

Karai 

0825000703037800 

6.726 

Fresh 


Karanji Ka Gurha 

0826000503144600 

1.405 

Fresh 

Karda 

0826000203072800 

12.884 

Fresh 

Kathar 

0826000503143900 

6.294 

Fresh 

Keshar 

0825000403011700 

10.171 

Fresh 

Khakhri 

0826000203080400 

5.779 

Fresh 

Khakhron Ka Gurha 

0826000203073300 

2.949 

Fresh 

Khamnor 

0825000703047500 

4.077 

Fresh 

Khera Ki Bhagal 

0825000703038400 

1.292 

Fresh 

Kheraliya 

0825000703039200 

2.996 

Fresh 

Kheri 

0825000703038900 

5.063 

Fresh 


Kodar 

0825000403010100 

2.185 

Fresh 

Koshiwara 

0825000703037100 

12.776 

Fresh 

Kotela 

0825000703040100 

3.061 

Fresh 

Kotra 

0825000403004600 

13.506 

Fresh 

Kucholi 

0825000403012300 

5.867 

Fresh 

Kumharwas 

0826000203076200 

0.722 

Fresh 

Kundal 

0826000503143700 

2.489 

Fresh 

Kundwon Ka Gurha 

0826000203071000 

1.191 

Fresh 

Kunthwa 

0825000703039800 

16.062 

Fresh 

Lakhmawaton Ka Gurha 

0825000403012500 

2.220 

Fresh 

Lyau 

0826000203076600 

1.542 

Fresh 

Machind 

0825000703037900 

17.454 

Fresh 


Madar 

0826000203071700 

5.617 

Fresh 

Madawa 

0826000203076000 

1.965 

Fresh 

Madrecho Ka Gurha 

0825000703036900 

4.020 

Fresh 

Madri Devasthan 

0826000203074300 

1.234 

Fresh 

Maga 

0826000203069600 

33.963 

Fresh 

Majawari 

0826000203080200 

4.355 

Fresh 

Malida 

0825000703038800 

3.842 

Fresh 


Manchra 

0825000403011400 

6.065 

Fresh 

Maroowas 

0826000503143600 

3.565 

Fresh 

Mokhara 

0825000703037200 

5.052 

Fresh 

Molela 

0825000703039000 

10.739 

Fresh 


Mori 

0826000203079600 

10.338 

Fresh 

Nahron Ka Guda 

0826000203076800 

5.520 

Fresh 

Nandeshma 

0826000203076700 

11.306 

Fresh 

Nangaji Ka Gurha 

0826000203076500 

1.555 

Fresh 

Nayon Ka Gurha 

0826000203083900 

0.808 

Fresh 

Neekor 

0826000203071100 

4.128 

Fresh 

Netawaton Ki Bhagal 

0826000503142900 

3.930 

Fresh 


Type of Area (Command / 
command) 


_ m 

Non_command 

Non_command 

Non-command 

Non-command 

Non_command 

Non-command 

Non-command 

Non_command 

Non_command 

Non_command 

Non-command 

Non_command 

Non_command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non_command 

Non_command 

Non_command 

Non-command 

Non-command 

Non_command 

Non-command 

Non_command 

Non_command 

Non-command 

Non_command 

Non_command 

Non_command 

Non-command 

Non-command 

Non_command 

Non-command 

Non-command 

Non_command 
Non_command 
Non_command 
Non_command 
Non_command 
Non_command 
Non command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Phyllite & Schist 

3.936 

Command 

Phyllite & Schist 

7.863 

Non-command 

Phyllite & Schist 

0.003 

Non-command 

Gneisses(B.G.C.) 

4.518 

Non-command 

Phyllite & Schist 

0.012 

Command 

Phyllite & Schist 

4.332 

Non-command 

Phyllite & Schist 

4.194 

Non-command 

Gneisses(B.G.C.) 

4.410 

Non-command 

Phyllite & Schist 

0.717 

Command 

Phyllite & Schist 

0.033 

Command 

Phyllite & Schist 

12.877 

Command 

Phyllite & Schist 

4.494 

Non-command 

Phyllite & Schist 

7.273 

Command 

Phyllite & Schist 

3.500 

Command 

Phyllite & Schist 

2.949 

Non-command 

Phyllite & Schist 

3.999 

Non-command 

Phyllite & Schist 

1.288 

Non-command 

Gneisses(B.G.C.) 

2.922 

Non-command 

Gneisses(B.G.C.) 

1.950 

Non-command 

Phyllite & Schist 

3.063 

Non-command 

Phyllite & Schist 

0.383 

Non-command 

Gneisses(B.G.C.) 

11.278 

Non-command 

Gneisses(B.G.C.) 

0.010 

Non-command 

Phyllite & Schist 

0.184 

Non-command 

Phyllite & Schist 

4.618 

Command 

Phyllite & Schist 

0.722 

Command 

Phyllite & Schist 

1.331 

Command 

Phyllite & Schist 

1.191 

Non-command 

Gneisses(B.G.C.) 

1.482 

Non-command 

Phyllite & Schist 

1.994 

Command 

Phyllite & Schist 

1.542 

Non-command 

Gneisses(B.G.C.) 

10.141 

Non-command 

Phyllite & Schist 

2.586 

Command 

Phyllite & Schist 

3.098 

Command 

Phyllite & Schist 

1.965 

Non-command 

Gneisses(B.G.C.) 

0.150 

Command 

Phyllite & Schist 

1.234 

Command 

Phyllite & Schist 

0.283 

Command 

Phyllite & Schist 

4.195 

Non-command 

Gneisses(B.G.C.) 

1.170 

Non-command 

Phyllite & Schist 

2.672 

Non-command 

Phyllite & Schist 

2.509 

Command 

Phyllite & Schist 

3.428 

Non-command 

Gneisses(B.G.C.) 

4.986 

Non-command 

Gneisses(B.G.C.) 

7.131 

Non-command 

Phyllite & Schist 

3.608 

Command 

Phyllite & Schist 

2.333 

Command 

Phyllite & Schist 

5.520 

Command 

Phyllite & Schist 

11.086 

Command 

Phyllite & Schist 

1.555 

Command 

Phyllite & Schist 

0.158 

Command 

Phyllite & Schist 

4.078 

Command 

Phyllite & Schist 

0.922 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

35,000 

120 

35,000 

25,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

50,000 

35,000 

120 

35,000 

25,000 

120 

40,000 

30,000 

120 

70,000 

50,000 

120 

60,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

35,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

35,000 

25,000 

120 

35,000 

25,000 

120 

40,000 

30,000 

120 

50,000 

35,000 

120 

35,000 

25,000 

120 

35,000 

25,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

60,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

50,000 

120 

35,000 

25,000 

120 

50,000 

35,000 

120 

60,000 

50,000 

120 

35,000 

25,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

35,000 

25,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

35,000 

25,000 

120 

40,000 

30,000 

120 

50,000 

35,000 

120 

70,000 

50,000 

120 

35,000 

25,000 

120 

35,000 

25,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.192 


0.390 




0.132 

0.132 

0.038 

0.038 

0.102 

0.102 

0.018 

0.018 


0.258 

0.272 

0.180 

0.188 

0.126 

0.132 

0.090 

0.090 

0.126 

0.126 

0.562 

0.591 

0.079 

0.079 

0.138 

0.138 

0.036 

0.036 

0.068 

0.073 



0.105 

0.105 

0.084 

0.084 

0.054 

0.054 

0.078 

0.078 

0.027 

0.027 

0.160 

0.160 

0.078 

0.078 

0.198 

0.206 

0.061 

0.061 

0.072 

0.072 

0.060 

0.067 

0.003 

0.003 

0.150 

0.150 

- 

- 

0.408 

0.408 

0.030 

0.030 

0.079 

0.084 

0.097 

0.097 

0.066 

0.066 

0.144 

0.148 

0.150 

0.175 

0.094 

0.108 

0.060 

0.060 

0.252 

0.259 

0.210 

0.210 

0.072 

0.072 

0.006 

0.006 

0.270 

0.270 

0.012 

0.012 




































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

Nichli Odan 

0825000703047100 

2.806 

Fresh 

Obra Kalan 

0826000203079300 

3.694 

Fresh 

Obra Khurd 

0826000203079200 

2.942 

Fresh 

Odonka Guda 

0826000203077100 

4.283 

Fresh 

Ora 

0825000403011600 

11.564 

Fresh 

Padrara 

0826000203074500 

8.872 

Fresh 

Palasama 

0826000203071300 

10.875 

Fresh 

Palchh 

0826000203072600 

3.760 

Fresh 

Palidana 

0826000203075800 

5.776 

Fresh 

Panchawaton Ki Bhagal 

0826000503142800 

2.115 

Fresh 

Paner 

0826000203073500 

4.886 

Fresh 

Paneriyon Ki Bhagal 

0826000203076100 

1.027 

Fresh 

Pansun 

0825000403012200 

8.146 

Fresh 

Parawal 

0825000703039100 

4.228 

Fresh 


Type of Area (Command / N< 
command) 


( 6 ) 


Non-command 


Non_command 


Non_command 


Non_command 


Non-command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non-command 


Non-command 


Parmaron Ka Bhagal 

0825000403012700 

5.324 

Fresh 

Pawadiya 

0826000503143800 

2.424 

Fresh 

Peepana 

0825000403009600 

6.562 

Fresh 

Peepla 

0825000403012000 

5.617 

Fresh 

Peli Bhagal 

0826000503143500 

1.035 

Fresh 

Punawali 

0826000203075600 

7.079 

Fresh 

Rachhoti 

0825000703037700 

4.730 

Fresh 


Non-command 


Non_command 


Non-command 


Non-command 


Non_command 


Non_command 


Non-command 


Ranan 

0826000203081200 

5.833 

Fresh 

Ranawaton Ka Gurha 

0826000203078400 

12.677 

Fresh 


Non_command 


Non command 



Rawaliya Kalan 

0826000203077600 

15.862 

Fresh 

Rawliya Khurd 

0826000203077800 

7.775 

Fresh 

Roopji Ka Gurha 

0825000703048300 

3.199 

Fresh 

Royda 

0826000203072400 

26.960 

Fresh 

Sadra 

0826000203072900 

5.613 

Fresh 

Sagdi Ka Gurha 

0826000203077500 

4.670 

Fresh 

Sagroon 

0825000703047800 

5.080 

Fresh 

Saloda 

0825000703038500 

10.160 

Fresh 


Non_command 


Non_command 


Non-command 


Non_command 


Non_command 


Non_command 


Non-command 


Non-command 


Samal 

0826000203074200 

6.275 

Fresh 

Sanchli 

0826000203072100 

5.244 

Fresh 

Sandookon Ka Gurha 

0825000403009400 

6.311 

Fresh 

Sangath 

0826000503144700 

4.327 

Fresh 

Sar Ki Bhagal 

0825000703038300 

1.710 

Fresh 

Sarsuniya 

0825000703047400 

3.413 

Fresh 

Sayra 

0826000203070400 

6.936 

Fresh 

Serna 

0825000703038700 

7.801 

Fresh 


Non_command 


Non_command 


Non-command 


Non_command 


Non-command 


Non-command 


Non_command 


Non-command 


Semar 

0826000203071900 

13.989 

Fresh 

Semtal 

0826000203079400 

7.283 

Fresh 

Shobhawas 

0826000203077900 

2.992 

Fresh 

Shri Maliyon Ki Madri 

0826000203078100 

2.652 

Fresh 

Singhara 

0826000203070200 

4.746 

Fresh 

Sinya 

0825000403005100 

6.702 

Fresh 

Sirohi Ki Bhagal 

0825000703047700 

1.721 

Fresh 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Phyllite & Schist 

0.012 

Command 

Phyllite & Schist 

3.683 

Command 

Phyllite & Schist 

2.941 

Command 

Phyllite & Schist 

2.276 

Non-command 

Phyllite & Schist 

7.086 

Command 

Phyllite & Schist 

4.670 

Command 

Phyllite & Schist 

10.295 

Command 

Phyllite & Schist 

3.760 

Command 

Phyllite & Schist 

3.484 

Command 

Phyllite & Schist 

0.769 

Command 

Phyllite & Schist 

4.460 

Command 

Phyllite & Schist 

1.027 

Non-command 

Phyllite & Schist 

4.607 

Non-command 

Gneisses(B.G.C.) 

1.333 

Non-command 

Phyllite & Schist 

2.894 

Non-command 

Phyllite & Schist 

3.631 

Command 

Phyllite & Schist 

1.373 

Non-command 

Phyllite & Schist 

6.313 

Non-command 

Phyllite & Schist 

3.140 

Command 

Phyllite & Schist 

0.994 

Command 

Phyllite & Schist 

5.930 

Non-command 

Gneisses(B.G.C.) 

3.490 

Non-command 

Phyllite & Schist 

0.855 

Command 

Phyllite & Schist 

1.112 

Command 

Erinpura Granite 

0.062 

Command 

Phyllite & Schist 

0.701 

Non-command 

Gneisses(B.G.C.) 

5.905 

Non-command 

Phyllite & Schist 

0.858 

Command 

Phyllite & Schist 

13.141 

Command 

Phyllite & Schist 

5.895 

Non-command 

Phyllite & Schist 

1.056 

Command 

Phyllite & Schist 

15.554 

Command 

Phyllite & Schist 

5.610 

Command 

Phyllite & Schist 

3.567 

Non-command 

Phyllite & Schist 

4.762 

Non-command 

Gneisses(B.G.C.) 

2.181 

Non-command 

Phyllite & Schist 

7.930 

Command 

Phyllite & Schist 

1.791 

Command 

Phyllite & Schist 

5.244 

Non-command 

Phyllite & Schist 

3.418 

Command 

Phyllite & Schist 

0.912 

Non-command 

Phyllite & Schist 

1.455 

Non-command 

Phyllite & Schist 

3.413 

Command 

Phyllite & Schist 

5.193 

Non-command 

Gneisses(B.G.C.) 

5.472 

Non-command 

Phyllite & Schist 

2.324 

Command 

Phyllite & Schist 

2.888 

Command 

Phyllite & Schist 

7.159 

Command 

Phyllite & Schist 

2.992 

Command 

Phyllite & Schist 

2.511 

Command 

Phyllite & Schist 

4.745 

Non-command 

Phyllite & Schist 

4.267 

Non-command 

Phyllite & Schist 

1.721 


of Tube of Wells Operational 
Wells with Days 

Pumpset 


( 9 ) ( 10 ) 


Average Yield 

Draft 

Total 

Draft 

Tube 

Wells with 

Tube 

Wells with 


Wells 

Pumpset 

Wells 

Pumpset 


Ipd 

Ipd 

MCM 

MCM 

MCM 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 


40,000 


60,000 


60,000 


60,000 


50,000 


60,000 


60,000 


60,000 


60,000 


70,000 


60,000 


60,000 


50,000 


35,000 


40,000 


50,000 


70,000 


50,000 


50,000 


70,000 


60,000 


35,000 


40,000 


60,000 


100,000 


60,000 


35,000 


40,000 


60,000 


60,000 


40,000 


60,000 


60,000 


60,000 


40,000 


35,000 


40,000 


60,000 


60,000 


50,000 


70,000 


40,000 


40,000 


60,000 


35,000 


40,000 


60,000 


60,000 


60,000 


60,000 


60,000 


50,000 


40,000 


0.564 

0.564 

0.312 

0.312 

0.090 

0.097 

0.084 

0.108 

0.216 

0.223 

0.420 

0.442 

0.192 

0.192 

0.162 

0.162 

0.030 

0.030 

0.252 

0.259 

0.144 

0.144 

0.433 

0.445 

0.054 

0.054 

0.144 

0.144 

0.097 

0.103 

0.042 

0.042 

0.294 

0.294 

0.214 

0.214 

0.054 

0.054 

0.372 

0.394 

0.054 

0.054 

0.014 

0.014 

0.030 

0.030 

- 

; 

- 

- ! 

0.102 

0.115 

0.018 

0.018 

0.132 

0.132 

0.342 

0.356 

0.014 

0.014 

0.228 

0.228 

0.366 

0.366 

0.042 

0.042 

0.223 

0.237 

0.048 

0.048 

0.202 

0.202 

0.054 

0.054 

0.414 

0.428 

0.168 

0.168 

0.012 

0.012 

0.036 

0.036 

0.054 

0.054 

0.246 

0.246 

0.306 

0.310 

0.158 

0.158 

0.096 

0.103 

0.240 

0.240 

0.102 

0.102 

0.180 

0.180 

0.162 

0.191 

0.109 

0.109 

0.047 

0.047 











































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

Suthar Madra 

0826000203078000 

1.661 

Fresh 

Suwawaton Ka Gurha 

0826000203075900 

2.327 

Fresh 

Tankra Ki Bhagal 

0826000503144200 

1.274 

Fresh 

Tarpal 

0826000203076400 

4.276 

Fresh 

Tatol 

0825000703047300 

7.759 

Fresh 

Teerol 

0826000203073600 

4.788 

Fresh 

Thamla Beri 

0826000303086200 

4.268 

Fresh 


Type of Area (Command / N< 
command) 


( 6 ) 


Non_command 


Non_command 


Non_command 


Non_command 


Non-command 


Non_command 


Non command 


07001011 


Toola 


Udawar 


Ukhaliyat 


Umarna 


Urn rod 


Uplawas 


Usarwas 


Wagela Ka Gurha 


Wani 


Warni Ki Bhagal 


Wati 


Agalgaon 


Agariya 


Aidana 


Akya 


Amartiya 


Amet (M) 


Arjunpura 


Arniya 


Asan 


Asan Bansa 


0826000503144000 


0825000403004900 


0826000303086300 


0826000203072000 


0826000203074000 


0825000403011900 


0825000703039300 


0826000503143400 


0826000203079500 


0825000703048100 


0826000503144300 


0825000302992700 


0825000302990100 


0825000302989600 


0825000302985500 


0825000302995500 


0825000342502000 


0824000702863400 


0825000302993800 


0825000302985100 


0825000402996600 



5.311 

Fresh 

4.322 

Fresh 

5.979 

Fresh 

4.902 

Fresh 

3.114 

Fresh 

3.657 

Fresh 

10.625 

Fresh 

5.258 

Fresh 

3.945 

Fresh 

3.657 

Fresh 

7.420 

Fresh 

6.042 

Fresh 

5.202 

Fresh 

5.700 

Fresh 

2.217 

Fresh 

1.537 

Fresh 

15.043 

Fresh 

2.758 

Fresh 

1.212 

Fresh 

1.822 

Fresh 

0.360 

Saline 

0.575 

Saline 

3.420 

Saline 


5.117 Fresh 


Bakhantpura 

0825000603027100 

4.363 

Fresh 

Bala Chanch Ka Gurha 

0825000302988800 

0.879 

Fresh 

Banda 

0825000302989900 

2.765 

Fresh 

Bansa 

0825000402996700 

5.483 

Saline 


Non_command 


Non-command 


Non_command 


Non_command 


Non_command 


Non-command 


Non-command 


Non_command 


Non_command 


Non-command 


Non_command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Rajsamand 


Non-command 


Non-command 


Non-command 


Non-command 


Beekawas 

0825000302989100 

7.414 

Fresh 

Bethumbi 

0825000603028200 

6.914 

Fresh 

Bhadla 

0825000302991100 

7.277 

Fresh 

Bhagwanpura 

0825000302990400 

2.385 

Fresh 

BhairoodasJi Ka Khera 

0825000302983000 

1.913 

Fresh 

Bhakroda 

0825000302992200 

3.511 

Fresh 

Bharak 

0824000702869800 

11.296 

Fresh 

Bheel Magra 

0825000302990800 

3.672 

Fresh 

Bholi Khera 

0825000302990600 

2.796 

Fresh 

Bhootela 

0824000702862400 

3.845 

Fresh 

Bhopa Ki Bhagal 

0825000302993500 

0.839 

Fresh 

Bhopal Pura 

0825000302988300 

0.921 

Fresh 

Bhopji Ka Khera 

0825000302988000 

1.840 

Fresh 

Bijepur 

0824000702863100 

4.901 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Command 

Phyllite & Schist 

1.661 

Command 

Phyllite & Schist 

2.327 

Command 

Phyllite & Schist 

1.274 

Command 

Phyllite & Schist 

4.093 

Non-command 

Phyllite & Schist 

6.402 

Command 

Phyllite & Schist 

4.540 

Command 

Erinpura Granite 

0.123 

Command 

Phyllite & Schist 

0.118 

Command 

Phyllite & Schist 

5.147 

Non-command 

Phyllite & Schist 

1.521 

Command 

Erinpura Granite 

0.194 

Command 

Phyllite & Schist 

3.051 

Command 

Phyllite & Schist 

3.023 

Non-command 

Phyllite & Schist 

1.995 

Non-command 

Gneisses(B.G.C.) 

6.770 

Command 

Phyllite & Schist 

4.847 

Command 

Phyllite & Schist 

3.147 

Non-command 

Phyllite & Schist 

1.430 

Command 

Phyllite & Schist 

7.231 

Non-command 

Gneisses(B.G.C.) 

3.982 

Non-command 

Gneisses(B.G.C.) 

5.202 

Non-command 

Gneisses(B.G.C.) 

5.700 

Non-command 

Gneisses(B.G.C.) 

2.217 

Non-command 

Gneisses(B.G.C.) 

1.537 

Non-command 

Gneisses(B.G.C.) 

15.043 

Non-command 

Gneisses(B.G.C.) 

0.753 

Non-command 

Gneisses(B.G.C.) 

1.212 

Non-command 

Gneisses(B.G.C.) 

1.822 

Non-command 

Gneisses 

0.360 

Non-command 

Gneisses 

0.575 

Non-command 

Gneisses 

1.381 

Non-command 

Phyllite & Schist 

0.001 

Non-command 

Gneisses(B.G.C.) 

4.285 

Command 

Gneisses(B.G.C.) 

0.001 

Non-command 

Gneisses(B.G.C.) 

0.030 

Non-command 

Gneisses(B.G.C.) 

0.879 

Non-command 

Gneisses(B.G.C.) 

2.742 

Non-command 

Gneisses 

1.182 

Non-command 

Phyllite & Schist 

3.378 

Non-command 

Gneisses(B.G.C.) 

7.414 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Gneisses(B.G.C.) 

3.601 

Non-command 

Gneisses(B.G.C.) 

2.385 

Non-command 

Gneisses(B.G.C.) 

1.913 

Non-command 

Gneisses(B.G.C.) 

3.511 

Non-command 

Gneisses(B.G.C.) 

0.581 

Non-command 

Gneisses(B.G.C.) 

3.672 

Non-command 

Gneisses(B.G.C.) 

2.796 

Non-command 

Gneisses(B.G.C.) 

0.001 

Non-command 

Gneisses(B.G.C.) 

0.839 

Non-command 

Gneisses(B.G.C.) 

0.921 

Non-command 

Gneisses(B.G.C.) 

1.806 

Non-command 

Gneisses(B.G.C.) 

4.901 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

50,000 

35,000 

120 

70,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

35,000 

120 

35,000 

25,000 

120 

70,000 

50,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

70,000 

50,000 

120 

45,000 

35,000 

120 

45,000 

35,000 

120 

45,000 

35,000 

120 

45,000 

35,000 

120 

45,000 

35,000 

120 

45,000 

35,000 

120 

50,000 

30,000 

120 

45,000 

35,000 

120 

45,000 

35,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

45,000 

35,000 

120 

45,000 

35,000 

120 

40,000 

25,000 

120 

45,000 

35,000 

120 

45,000 

35,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

45,000 

35,000 

120 

40,000 

25,000 

120 

45,000 

35,000 

120 

45,000 

35,000 

120 

45,000 

35,000 

120 

45,000 

35,000 

120 

50,000 

30,000 

120 

45,000 

35,000 

120 

45,000 

35,000 

120 

50,000 

30,000 

120 

45,000 

35,000 

120 

45,000 

35,000 

120 

45,000 

35,000 

120 

50,000 

30,000 



Tube Wells with 
Wells Pumpset 


MCM 


( 15 ) 


0.066 


0.300 


0.210 


0.462 


0.068 


0.090 




0.018 

0.026 

0.013 

0.013 


0.054 

0.054 

0.090 

0.090 

0.042 

0.042 

0.213 

0.213 

0.042 

0.042 

0.222 

0.236 


0.270 

0.270 

0.055 

0.055 

0.357 

0.438 

0.063 

0.112 

0.071 

0.071 

0.126 

0.137 

0.554 

0.581 

0.029 

0.029 

0.092 

0.103 

0.034 

0.045 

0.005 

0.005 

0.007 

0.007 

0.017 

0.017 



0.004 

0.004 

0.017 

0.017 

0.029 

0.029 

0.084 

0.084 

0.118 

0.134 

- 

- 

0.071 

0.071 

0.017 

0.028 

0.025 

0.025 

0.084 

0.084 

0.014 

0.014 

0.252 

0.268 

0.105 

0.105 

- 

- 

0.055 

0.060 

0.021 

0.021 

0.059 

0.059 

0.097 

0.097 
















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Binol 


Budhpura 


Bukarda 


ChakJoonda 


Champa Ka Gurha 


Chatarpura 


Chatraji Ka Gurha 


Chaukri 


Chhapri 


0825000503015100 


0825000302994700 


0825000302993300 


0825000603027800 


0825000302985000 


0825000302991800 


0825000302988900 


0825000302983400 


0824000702863800 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



sq.km 


( 4 ) 


17.406 


4.228 


2.879 


5.272 


3.307 


2.391 


2.008 


1.948 


2.556 


0.963 Saline 


Dabla 

0825000503012800 

3.351 

Fresh 

Dala Ka Khera 

0825000202982300 

2.045 

Fresh 

Dangra 

0824000602859500 

2.519 

Fresh 

Dangri 

0824000602859400 

4.661 

Fresh 

Darada 

0825000202980700 

1.704 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chandra Bhaga 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Degana 

0825000302983300 

5.870 

Fresh 

Delana (rural) 

0824000702865500 

14.025 

Fresh 

Deoli 

0825000302996200 

7.153 

Fresh 

Deoron Ka Gurha 

0825000302982700 

7.886 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Dewaji Ka Gurha 

0825000302984600 

1.073 

Fresh 

Dewariya 

0825000302995300 

3.864 

Fresh 

Dhanakpura 

0825000302994200 

1.654 

Fresh 

Dhangras 

0824000702869100 

4.507 

Fresh 

Dhanoli 

0825000302993100 

3.390 

Fresh 

Dhelana 

0825000302984400 

6.994 

Fresh 

Dherdon Ka Gurha 

0825000302984900 

3.201 

Fresh 

Dingrol 

0825000302991900 

4.621 

Fresh 

Diyas 

0824000702864600 

5.075 

Fresh 

Dolatpura 

0825000603027500 

2.146 

Fresh 

Doonga Ka Khera 

0825000302995100 

1.753 

Fresh 

Dowada 

0825000302992800 

5.229 

Fresh 

Dudaliya 

0825000202982500 

7.009 

Fresh 

Fatehpuriya 

0825000302991000 

2.713 

Fresh 

Gadariyawas 

0825000302993600 

1.901 

Fresh 

Gadri Khera 

0824000702864500 

3.012 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Gadrola 

0825000302989000 

4.558 

Fresh 

Gajsingh Ji Ki Bhagal 

0825000302989200 

2.110 

Fresh 

Galwa 

0825000302994800 

3.966 

Fresh 

Ganeshpur (khalsa) 

0824000702868400 

1.562 

Fresh 

Ganeshpura 

0825000603028100 

2.233 

Fresh 

Ganga Guda 

0825000302988200 

1.198 

Fresh 

Gangas 

0825000603031200 

12.001 

Fresh 

Geeriya 

0824000702863200 

9.770 

Fresh 

Ghosundi 

0825000302990500 

6.305 

Fresh 

Gitoriya 

0825000403001700 

5.431 

Fresh 

Golera Kuwa 

0825000302991200 

4.680 

Fresh 


Non-command 


Non-command 


Non-command 


Chandra Bhaga 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Gneisses(B.G.C.) 

1.937 

Non-command 

Gneisses(B.G.C.) 

4.228 

Non-command 

Gneisses(B.G.C.) 

2.879 

Non-command 

Phyllite & Schist 

5.272 

Non-command 

Gneisses(B.G.C.) 

3.307 

Non-command 

Gneisses(B.G.C.) 

2.391 

Non-command 

Gneisses(B.G.C.) 

2.008 

Non-command 

Gneisses(B.G.C.) 

0.086 

Command 

Gneisses(B.G.C.) 

0.201 

Non-command 

Gneisses(B.G.C.) 

2.355 

Non-command 

Gneisses 

0.005 

Non-command 

Phyllite & Schist 

0.313 

Non-command 

Gneisses(B.G.C.) 

3.351 

Non-command 

Gneisses(B.G.C.) 

1.603 

Non-command 

Gneisses(B.G.C.) 

0.209 

Non-command 

Gneisses(B.G.C.) 

0.715 

Non-command 

Gneisses 

0.894 

Non-command 

Phyllite & Schist 

0.359 

Non-command 

Gneisses(B.G.C.) 

4.465 

Non-command 

Gneisses(B.G.C.) 

0.011 

Non-command 

Gneisses(B.G.C.) 

7.153 

Non-command 

Gneisses(B.G.C.) 

3.386 

Non-command 

Phyllite & Schist 

2.489 

Non-command 

Gneisses(B.G.C.) 

0.000 

Non-command 

Phyllite & Schist 

1.423 

Non-command 

Gneisses(B.G.C.) 

1.073 

Non-command 

Gneisses(B.G.C.) 

3.864 

Non-command 

Gneisses(B.G.C.) 

1.641 

Non-command 

Phyllite & Schist 

4.507 

Non-command 

Gneisses(B.G.C.) 

3.390 

Non-command 

Gneisses(B.G.C.) 

6.649 

Non-command 

Gneisses(B.G.C.) 

3.201 

Non-command 

Gneisses(B.G.C.) 

4.621 

Non-command 

Phyllite & Schist 

5.075 

Non-command 

Phyllite & Schist 

1.410 

Non-command 

Gneisses(B.G.C.) 

1.753 

Non-command 

Gneisses(B.G.C.) 

5.229 

Non-command 

Gneisses(B.G.C.) 

3.282 

Non-command 

Gneisses(B.G.C.) 

0.431 

Non-command 

Gneisses(B.G.C.) 

1.901 

Non-command 

Gneisses(B.G.C.) 

0.901 

Non-command 

Phyllite & Schist 

2.111 

Non-command 

Gneisses(B.G.C.) 

4.558 

Non-command 

Gneisses(B.G.C.) 

2.110 

Non-command 

Gneisses(B.G.C.) 

3.966 

Command 

Phyllite & Schist 

1.562 

Non-command 

Phyllite & Schist 

1.294 

Non-command 

Gneisses(B.G.C.) 

1.198 

Non-command 

Phyllite & Schist 

0.440 

Non-command 

Gneisses(B.G.C.) 

9.770 

Non-command 

Gneisses(B.G.C.) 

6.305 

Non-command 

Gneisses(B.G.C.) 

0.440 

Non-command 

Gneisses(B.G.C.) 

1.247 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

30,000 

25,000 

120 

45,000 

35,000 

120 

45,000 

35,000 

120 

40,000 

25,000 

120 

45,000 

35,000 

120 

45,000 

35,000 

120 

45,000 

35,000 

120 

45,000 

35,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

25,000 

120 

40,000 

30,000 

120 

70,000 

45,000 

120 

70,000 

45,000 

120 

30,000 

20,000 

120 

50,000 

30,000 

120 

45,000 

35,000 

120 

50,000 

30,000 

120 

45,000 

35,000 

120 

45,000 

35,000 

120 

70,000 

50,000 

120 

30,000 

20,000 

120 

50,000 

30,000 

120 

45,000 

35,000 

120 

45,000 

35,000 

120 

45,000 

35,000 

120 

50,000 

30,000 

120 

45,000 

35,000 

120 

45,000 

35,000 

120 

45,000 

35,000 

120 

45,000 

35,000 

120 

50,000 

30,000 

120 

40,000 

25,000 

120 

45,000 

35,000 

120 

45,000 

35,000 

120 

40,000 

30,000 

120 

45,000 

35,000 

120 

45,000 

35,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

45,000 

35,000 

120 

45,000 

35,000 

120 

45,000 

35,000 

120 

50,000 

30,000 

120 

40,000 

25,000 

120 

45,000 

35,000 

120 

40,000 

25,000 

120 

50,000 

30,000 

120 

45,000 

35,000 

120 

35,000 

25,000 

120 

45,000 

35,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

( 15 ) 

( 16 ) 

0.039 

0.039 

0.046 

0.046 

0.101 

0.106 

0.105 

0.105 

0.025 

0.030 

0.042 

0.058 

0.008 

0.008 

0.004 

0.004 

- 

- | 

0.018 

0.018 

- 

- 

0.005 

0.005 

0.027 

0.031 

0.101 

0.101 

0.005 

0.005 

0.027 

0.027 

0.010 

0.010 

0.004 

0.004 

0.361 

0.361 


0.097 

0.108 

0.029 

0.029 

0.030 

0.030 


0.011 

0.011 

0.008 

0.008 

0.122 

0.160 

0.067 

0.078 

0.097 

0.097 

0.181 

0.192 

0.273 

0.289 

0.025 

0.025 

0.378 

0.389 

0.382 

0.382 

0.012 

0.022 

0.176 

0.181 

0.391 

0.402 

0.119 

0.119 

- 

- 

0.126 

0.164 

0.018 

0.018 

0.040 

0.040 

0.084 

0.084 

0.046 

0.046 

0.403 

0.430 

0.086 

0.092 

0.051 

0.051 

0.029 

0.029 

0.012 

0.012 

0.302 

0.302 

0.294 

0.310 

- 

- 

0.038 

0.043 




































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

Googli 

0825000302989500 

4.404 

Fresh 

Gopalpura 

0825000302993700 

0.962 

Fresh 

Gowal 

0825000302983100 

5.034 

Fresh 

Gowliya 

0824000702863700 

4.171 

Fresh 


Type of Area (Command / N< 
command) 


Gujariya Khera 

0824000702864100 

1.881 

Fresh 

Gumanpura 

0824000702864300 

1.403 

Fresh 


Non-command 


Non-command 


Non-command 


Chandra Bhaga 


Non-command 


Chandra Bhaga 


Non-command 


Guniya 

0825000202981000 

5.975 

Fresh 

Gurha 

0824000702868000 

5.203 

Fresh 


Non-command 


Non-command 


Gurha Chat 

0825000102969000 

2.520 

Fresh 

Gurha Khera 

0824000702868100 

4.773 

Fresh 


Non-command 


Non-command 


Hadiya Kheri 


Hakyawas 


Halela 


Haripura 


Hawala 


Jaisinghpura 


Jarsa 


Jaswantpura 


Jatiya Khera 


Jawaliya 


Jawanji Ka Khera 


Jawariya 


Jetpura 


Jharol 


Jhor 


Jodhpura 


Joonda 


Joonda Ki Kheri 


Kabri 


Kaji Gurha Kalan 


Kaji Gurha Khurd 


Kala Guman 


Kala Ka Khera 


0824000702862800 

1.890 

Fresh 

0825000302984800 

3.345 

Fresh 

0825000202980800 

3.967 

Saline 

0824000702865400 

2.573 

Fresh 

0825000302991600 

0.816 

Fresh 

0824000702863000 

4.861 

Fresh 

0825000202981100 

3.506 

Fresh 

0825000302990900 

1.790 

Fresh 

0825000302995700 

1.388 

Fresh 

0825000302982900 

1.582 

Fresh 

0825000402997400 

12.276 

Fresh 

0825000302990000 

0.577 

Fresh 

0825000403001800 

2.637 

Fresh 

0825000302992600 

12.460 

Fresh 

0824000602859600 

15.664 

Fresh 

0825000302994600 

7.649 

Fresh 

0825000503015200 

6.723 

Fresh 

0825000603027900 

10.809 

Fresh 

0825000603027700 

0.964 

Fresh 

0825000302996100 

4.018 

Fresh 

0825000302985300 

1.291 

Fresh 

0825000302985400 

0.525 

Fresh 

0825000102969100 

9.143 

Fresh 

0824000702864000 

4.155 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chandra Bhaga 


Kalamaton Ka Khera 

0825000302996000 

4.538 

Fresh 

Kalesariya 

0825000302991400 

0.765 

Fresh 

Kameri 

0825000202982200 

7.377 

Fresh 

Kangani 

0824000702865300 

9.493 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Kanji Ka Khera 

0825000302988500 

0.494 

Fresh 

Karatwas 

0825000302994900 

1.990 

Fresh 

Karera 

0825000503013000 

5.840 

Fresh 

Karma Kheri 

0825000603031000 

3.032 

Fresh 

Karnji Ki Kheri 

0824000702864900 

6.039 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kemri 

0825000302984700 

2.303 

Fresh 

Khajooriya 

0824000702863900 

1.779 

Fresh 


Non-command 


Chandra Bhaga 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Gneisses(B.G.C.) 

4.404 

Non-command 

Gneisses(B.G.C.) 

0.962 

Non-command 

Gneisses(B.G.C.) 

4.731 

Command 

Gneisses(B.G.C.) 

3.722 

Non-command 

Gneisses(B.G.C.) 

0.449 

Command 

Phyllite & Schist 

1.881 

Non-command 

Gneisses(B.G.C.) 

0.477 

Non-command 

Phyllite & Schist 

0.925 

Non-command 

Gneisses(B.G.C.) 

0.045 

Non-command 

Gneisses(B.G.C.) 

0.311 

Non-command 

Phyllite & Schist 

0.001 

Non-command 

Gneisses(B.G.C.) 

2.520 

Non-command 

Gneisses(B.G.C.) 

0.148 

Non-command 

Phyllite & Schist 

2.590 

Non-command 

Gneisses(B.G.C.) 

1.890 

Non-command 

Gneisses(B.G.C.) 

3.345 

Non-command 

Phyllite & Schist 

1.236 

Non-command 

Gneisses(B.G.C.) 

2.544 

Non-command 

Gneisses(B.G.C.) 

0.816 

Non-command 

Gneisses(B.G.C.) 

4.861 

Non-command 

Gneisses(B.G.C.) 

0.136 

Non-command 

Gneisses(B.G.C.) 

1.611 

Non-command 

Gneisses(B.G.C.) 

1.387 

Non-command 

Gneisses(B.G.C.) 

1.582 

Non-command 

Gneisses(B.G.C.) 

12.276 

Non-command 

Gneisses(B.G.C.) 

0.577 

Non-command 

Gneisses(B.G.C.) 

0.009 

Non-command 

Gneisses(B.G.C.) 

2.769 

Non-command 

Gneisses(B.G.C.) 

5.290 

Non-command 

Gneisses(B.G.C.) 

7.649 

Non-command 

Gneisses(B.G.C.) 

2.285 

Non-command 

Phyllite & Schist 

3.950 

Non-command 

Phyllite & Schist 

0.963 

Non-command 

Gneisses(B.G.C.) 

3.337 

Non-command 

Gneisses(B.G.C.) 

1.291 

Non-command 

Gneisses(B.G.C.) 

0.525 

Non-command 

Gneisses(B.G.C.) 

4.168 

Command 

Gneisses(B.G.C.) 

2.321 

Command 

Phyllite & Schist 

1.834 

Non-command 

Gneisses(B.G.C.) 

4.538 

Non-command 

Gneisses(B.G.C.) 

0.765 

Non-command 

Gneisses(B.G.C.) 

2.030 

Non-command 

Gneisses(B.G.C.) 

8.231 

Non-command 

Phyllite & Schist 

0.063 

Non-command 

Gneisses(B.G.C.) 

0.494 

Non-command 

Gneisses(B.G.C.) 

1.990 

Non-command 

Gneisses(B.G.C.) 

0.643 

Non-command 

Phyllite & Schist 

0.364 

Non-command 

Gneisses(B.G.C.) 

0.868 

Non-command 

Phyllite & Schist 

5.171 

Non-command 

Gneisses(B.G.C.) 

2.136 

Command 

Gneisses(B.G.C.) 

0.023 

Non-command 

Gneisses(B.G.C.) 

1.645 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

45,000 

35,000 

120 

45,000 

35,000 

120 

45,000 

35,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

40,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

45,000 

35,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

45,000 

35,000 

120 

50,000 

30,000 

120 

40,000 

30,000 

120 

45,000 

35,000 

120 

45,000 

35,000 

120 

45,000 

35,000 

120 

35,000 

25,000 

120 

45,000 

35,000 

120 

35,000 

25,000 

120 

45,000 

35,000 

120 

70,000 

45,000 

120 

45,000 

35,000 

120 

30,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

45,000 

35,000 

120 

45,000 

35,000 

120 

45,000 

35,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

45,000 

35,000 

120 

45,000 

35,000 

120 

40,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

45,000 

35,000 

120 

45,000 

35,000 

120 

30,000 

25,000 

120 

40,000 

25,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

45,000 

35,000 

120 

50,000 

30,000 

120 

50,000 

30,000 



Tube Wells with 
Wells Pumpset 


MCM 


( 15 ) 


0.042 


0.080 


0.029 


0.101 


0.011 


0.025 


0.014 


0.029 




0.007 

0.007 

0.108 

0.108 

0.040 

0.040 

0.038 

0.038 

0.007 

0.007 


0.021 

0.032 

0.119 

0.119 


0.017 

0.017 

0.092 

0.097 

0.021 

0.021 

0.204 

0.204 

0.013 

0.013 

- 

- ! 

0.038 

0.043 

0.297 

0.305 

0.412 

0.450 

0.018 

0.018 

0.078 

0.102 

0.183 

0.183 

0.206 

0.211 

0.029 

0.029 

0.013 

0.013 

- 

- 

0.068 

0.068 

0.054 

0.054 

0.113 

0.124 

0.017 

0.022 

0.068 

0.068 

0.544 

0.544 

0.004 

0.004 

0.004 

0.031 

0.088 

0.104 

0.009 

0.009 

0.006 

0.006 

0.032 

0.032 

0.202 

0.202 

0.034 

0.034 

0.004 

0.004 

0.198 

0.198 















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Kotri 


Kuraj 


Lalji Ka Khera 


Lambori 


Lapasiya Khera 


Type of Area (Command / N< 
command) 



0824000702864200 


14.674 Fresh Chandra Bhaga 


0825000603027000 


15.100 Fresh Chandra Bhaga 


Non-command 


Khara 

0825000302984200 

1.774 

Fresh 

Khara Asan 

0825000402996500 

0.509 

Saline 


Non-command 


Non-command 



Kharnota 

0825000403001600 

13.474 

Fresh 

Khati Khera 

0824000702865100 

2.862 

Fresh 

Kheton Ki Bhagal 

0825000503012900 

1.412 

Fresh 

Kishan Puriya 

0825000302990300 

3.610 

Fresh 

Kishanpura 

0825000302995400 

2.631 

Fresh 

Kishanpuriya 

0825000603027600 

9.453 

Fresh 



3.136 Fresh 


Saline 


0825000302988700 

2.099 

0825000603026900 

36.103 

0825000302985600 

1.103 

0825000402997500 

5.263 

0825000603027300 

4.557 




Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chandra Bhaga 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chandra Bhaga 



Liki 

0825000302988100 

4.504 

Fresh 

Lodhiyana 

0825000302995900 

5.988 

Fresh 

Lot Ka Gurha 

0825000302989700 

1.205 

Fresh 

Mad 

0825000202982400 

9.613 

Fresh 

Mada Ki Bassi 

0825000202980600 

12.601 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 



Majhawas 

0824000702868900 

8.080 

Fresh 

Mali Khera 

0825000302993000 

2.071 

Fresh 

Mandpiya 

0824000702869600 

3.469 

Fresh 


Non-command 


Non-command 


Non-command 


Mediya 

0825000102965500 

0.159 

Saline 

Mehandi 

0824000702868700 

1.870 

Fresh 

Merda Khalsa 

0825000302989400 

6.548 

Fresh 

Minkiyawas 

0825000102969200 

1.890 

Fresh 

Modardon Ka Khera 

0825000302991700 

1.818 

Fresh 

Moorda 

0825000302994300 

8.055 

Fresh 

Moothiya 

0825000102968900 

0.156 

Saline 

Mundkosiya 

0825000302985700 

2.681 

Fresh 

Nardas Ka Gurha 

0825000202980500 

7.766 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Narooji Ka Gurha 

0825000302984500 

2.919 

Fresh 

Nataji Ka Khera 

0825000603028000 

2.902 

Fresh 

Nawalsingh Ka Khera 

0825000302982800 

2.132 

Fresh 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

0.111 

Command 

Gneisses(B.G.C.) 

0.859 

Command 

Phyllite & Schist 

10.419 

Non-command 

Gneisses(B.G.C.) 

0.113 

Non-command 

Phyllite & Schist 

3.283 

Command 

Gneisses(B.G.C.) 

0.079 

Non-command 

Gneisses(B.G.C.) 

0.128 

Non-command 

Phyllite & Schist 

0.166 

Non-command 

Gneisses(B.G.C.) 

1.761 

Non-command 

Gneisses 

0.017 

Non-command 

Phyllite & Schist 

0.492 

Non-command 

Gneisses(B.G.C.) 

6.191 

Non-command 

Gneisses(B.G.C.) 

0.445 

Non-command 

Gneisses(B.G.C.) 

1.412 

Non-command 

Gneisses(B.G.C.) 

3.610 

Non-command 

Gneisses(B.G.C.) 

2.631 

Command 

Phyllite & Schist 

1.036 

Non-command 

Phyllite & Schist 

8.417 

Non-command 

Phyllite & Schist 

1.924 

Non-command 

Phyllite & Schist 

0.595 

Non-command 

Gneisses(B.G.C.) 

2.099 

Non-command 

Phyllite & Schist 

0.260 

Non-command 

Gneisses(B.G.C.) 

1.103 

Non-command 

Gneisses(B.G.C.) 

2.108 

Command 

Gneisses(B.G.C.) 

0.351 

Command 

Phyllite & Schist 

2.142 

Non-command 

Gneisses(B.G.C.) 

0.108 

Non-command 

Phyllite & Schist 

1.891 

Non-command 

Gneisses(B.G.C.) 

4.200 

Non-command 

Gneisses(B.G.C.) 

5.988 

Non-command 

Gneisses(B.G.C.) 

1.202 

Non-command 

Gneisses(B.G.C.) 

5.146 

Non-command 

Gneisses 

2.864 

Non-command 

Phyllite & Schist 

0.269 

Non-command 

Phyllite & Schist 

7.376 

Non-command 

Gneisses(B.G.C.) 

2.071 

Non-command 

Gneisses(B.G.C.) 

2.361 

Non-command 

Phyllite & Schist 

1.108 

Non-command 

Gneisses 

0.010 

Non-command 

Phyllite & Schist 

1.870 

Non-command 

Gneisses(B.G.C.) 

4.597 

Non-command 

Gneisses(B.G.C.) 

0.565 

Non-command 

Gneisses(B.G.C.) 

1.818 

Non-command 

Gneisses(B.G.C.) 

7.998 

Non-command 

Gneisses 

0.106 

Non-command 

Gneisses(B.G.C.) 

1.700 

Non-command 

Gneisses(B.G.C.) 

0.022 

Non-command 

Phyllite & Schist 

0.004 

Non-command 

Gneisses(B.G.C.) 

0.014 

Non-command 

Phyllite & Schist 

0.213 

Non-command 

Gneisses(B.G.C.) 

0.757 

Non-command 

Phyllite & Schist 

2.902 

Non-command 

Gneisses(B.G.C.) 

2.017 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

45,000 

35,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

35,000 

25,000 

120 

50,000 

30,000 

120 

30,000 

25,000 

120 

45,000 

35,000 

120 

45,000 

35,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

50,000 

35,000 

120 

30,000 

20,000 

120 

45,000 

35,000 

120 

40,000 

25,000 

120 

45,000 

35,000 

120 

35,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

45,000 

35,000 

120 

45,000 

35,000 

120 

45,000 

35,000 

120 

40,000 

30,000 

120 

30,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

45,000 

35,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

20,000 

120 

50,000 

30,000 

120 

45,000 

35,000 

120 

50,000 

30,000 

120 

45,000 

35,000 

120 

45,000 

35,000 

120 

30,000 

20,000 

120 

45,000 

35,000 

120 

40,000 

30,000 

120 

70,000 

50,000 

120 

30,000 

15,000 

120 

50,000 

30,000 

120 

45,000 

35,000 

120 

40,000 

25,000 

120 

45,000 

35,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.014 

0.014 

0.079 

0.079 

0.940 

0.940 

0.011 

0.011 

0.295 

0.295 

0.003 

0.003 

0.003 

0.003 

0.003 

0.003 

0.084 

0.084 

- 

- 

0.017 

0.017 

- 

- 

0.011 

0.011 

0.003 

0.003 

0.147 

0.152 

0.076 

0.081 

0.009 

0.009 

0.081 

0.081 

0.042 

0.042 

0.007 

0.007 

0.034 

0.034 

0.006 

0.006 

0.055 

0.055 

0.138 

0.138 

0.024 

0.024 

0.141 

0.151 

0.006 

0.006 

0.126 

0.136 

0.193 

0.193 

0.298 

0.330 

0.004 

0.004 

0.202 

0.202 

0.062 

0.062 

0.007 

0.007 

0.540 

0.540 

0.017 

0.017 

0.054 

0.060 

0.025 

0.025 

0.005 

0.005 

0.155 

0.155 

0.059 

0.059 


0.004 

0.004 

0.328 

0.350 



0.011 

0.011 

0.004 

0.004 

0.126 

0.126 

0.008 

0.008 





























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Olano Ka Khera 


Panotiya 


Parbati 


Phalasiya 


Phoonkiya 


Potlan 


Ruganathpura 


Sahara (rural) 


Type of Area (Command / N< 
command) 



Naya Khera 

0824000602859700 

4.175 

Fresh 

Negarion Ka Khera 

0824000702863500 

6.282 

Fresh 




0825000302994100 

4.205 

Fresh 

0825000302993200 

3.570 

Fresh 

0825000603030900 

2.580 

Fresh 

0825000302992100 

4.503 

Fresh 

0825000302985200 

1.303 

Fresh 

0824000702863300 

5.347 

Fresh 


0824000702868200 


21.345 Fresh 


Non-command 


Chandra Bhaga 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chandra Bhaga 


Non-command 


Chandra Bhaga 



Rajpura 

0825000302991500 

1.616 

Fresh 

Rakampura 

0825000302994500 

4.092 

Fresh 

Rampuriya 

0825000603027400 

0.492 

Fresh 

Ramthaliya 

0824000702868600 

1.822 

Fresh 

Rangeeli 

0824000702869000 

2.240 

Fresh 

Rawon Ka Khera 

0825000302993900 

1.358 

Fresh 

Rooparel 

0824000702862700 

2.613 

Fresh 

Rooppura 

0824000702863600 

2.529 

Fresh 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chandra Bhaga 


Non-command 


Non-command 


0824000702865000 



Sakroda 

0825000302995800 

9.087 

Fresh 

Salampura 

0825000302988400 

1.383 

Fresh 

Salera 

0824000702862900 

13.818 

Fresh 


Non-command 


Non-command 


Non-command 



Saprao Ka Gurha 

0825000302989800 

4.297 

Fresh 

Sardargarh 

0825000302991300 

8.483 

Fresh 

Sardarpura 

0825000302990200 

1.111 

Fresh 

Sargaon 

0824000702869400 

13.751 

Fresh 


Chandra Bhaga 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sarniya Khera 

0825000302994000 

0.833 

Fresh 

Satliyas 

0824000702864800 

5.863 

Fresh 


Non-command 


Chandra Bhaga 



Seganwas 

0825000302992900 

5.776 

Fresh 

Sela Gurha 

0825000302984300 

11.207 

Fresh 

Shambhoo Pura 

0825000302995000 

1.496 

Fresh 

Shobhag Pura 

0825000302983200 

1.974 

Fresh 

Simal 

0825000302995600 

6.109 

Fresh 

Sirohi Khera 

0824000702864400 

4.531 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Siyana 

0825000302992300 

8.002 

Fresh 

Sultanpura 

0824000702868800 

1.935 

Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

0.115 

Non-command 

Gneisses(B.G.C.) 

0.000 

Command 

Gneisses(B.G.C.) 

2.464 

Non-command 

Gneisses(B.G.C.) 

3.213 

Non-command 

Gneisses(B.G.C.) 

2.889 

Non-command 

Gneisses(B.G.C.) 

3.570 

Non-command 

Phyllite & Schist 

0.075 

Non-command 

Gneisses(B.G.C.) 

4.503 

Non-command 

Gneisses(B.G.C.) 

1.303 

Command 

Gneisses(B.G.C.) 

0.927 

Non-command 

Gneisses(B.G.C.) 

4.343 

Command 

Gneisses(B.G.C.) 

0.559 

Command 

Phyllite & Schist 

0.003 

Non-command 

Gneisses(B.G.C.) 

15.173 

Non-command 

Phyllite & Schist 

5.561 

Non-command 

Gneisses(B.G.C.) 

1.616 

Non-command 

Gneisses(B.G.C.) 

4.092 

Non-command 

Phyllite & Schist 

0.492 

Non-command 

Phyllite & Schist 

1.822 

Non-command 

Phyllite & Schist 

2.240 

Non-command 

Gneisses(B.G.C.) 

1.358 

Non-command 

Gneisses(B.G.C.) 

2.613 

Command 

Gneisses(B.G.C.) 

0.974 

Non-command 

Gneisses(B.G.C.) 

0.987 

Non-command 

Gneisses(B.G.C.) 

1.148 

Non-command 

Phyllite & Schist 

0.022 

Non-command 

Gneisses(B.G.C.) 

0.294 

Non-command 

Phyllite & Schist 

4.146 

Non-command 

Gneisses(B.G.C.) 

2.433 

Non-command 

Gneisses(B.G.C.) 

1.383 

Non-command 

Gneisses(B.G.C.) 

13.695 

Non-command 

Phyllite & Schist 

0.123 

Command 

Phyllite & Schist 

0.868 

Non-command 

Phyllite & Schist 

1.592 

Non-command 

Gneisses(B.G.C.) 

4.297 

Non-command 

Gneisses(B.G.C.) 

8.483 

Non-command 

Gneisses(B.G.C.) 

1.111 

Non-command 

Gneisses(B.G.C.) 

0.057 

Non-command 

Phyllite & Schist 

0.388 

Non-command 

Gneisses(B.G.C.) 

0.833 

Command 

Gneisses(B.G.C.) 

1.325 

Command 

Phyllite & Schist 

2.975 

Non-command 

Gneisses(B.G.C.) 

0.709 

Non-command 

Phyllite & Schist 

0.855 

Non-command 

Gneisses(B.G.C.) 

5.776 

Non-command 

Gneisses(B.G.C.) 

10.129 

Non-command 

Gneisses(B.G.C.) 

1.496 

Non-command 

Gneisses(B.G.C.) 

0.972 

Non-command 

Gneisses(B.G.C.) 

5.726 

Non-command 

Gneisses(B.G.C.) 

1.206 

Non-command 

Phyllite & Schist 

3.324 

Non-command 

Gneisses(B.G.C.) 

3.211 

Non-command 

Phyllite & Schist 

1.935 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

50,000 

120 

70,000 

45,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

45,000 

35,000 

120 

45,000 

35,000 

120 

40,000 

25,000 

120 

45,000 

35,000 

120 

45,000 

35,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

45,000 

35,000 

120 

45,000 

35,000 

120 

40,000 

25,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

45,000 

35,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

45,000 

35,000 

120 

45,000 

35,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

45,000 

35,000 

120 

45,000 

35,000 

120 

45,000 

35,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

45,000 

35,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

45,000 

35,000 

120 

45,000 

35,000 

120 

45,000 

35,000 

120 

45,000 

35,000 

120 

45,000 

35,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

45,000 

35,000 

120 

50,000 

30,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.061 

0.061 

0.079 

0.079 

0.004 

0.031 

0.130 

0.146 

0.018 

0.018 

0.025 

0.025 

0.029 

0.034 

0.022 

0.022 

0.094 

0.094 

0.040 

0.040 



0.011 

0.011 

0.162 

0.162 

0.076 

0.081 

0.013 

0.018 

0.522 

0.540 

0.004 

0.004 

0.101 

0.101 

0.184 

0.190 

0.197 

0.219 

0.584 

0.627 

0.004 

0.004 

- 

- 

0.011 

0.011 

0.067 

0.072 

0.101 

0.101 

0.223 

0.229 

0.054 

0.054 

0.065 

0.065 

0.302 

0.307 

0.210 

0.232 

0.055 

0.071 

0.029 

0.029 

0.202 

0.213 

0.061 

0.061 

0.173 

0.173 

0.071 

0.120 

0.032 

0.032 




























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


(2) 

(3) 

(4) 

(5) 

Surawas 

0824000702869200 

10.641 

Fresh 

Tadawara Solankiyan 

0825000402997300 

7.412 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


07001012 


Tanwan 

0825000302988600 

2.501 

Fresh 

Tapalon Ka Khera 

0825000202980900 

3.012 

Fresh 

Tapariya Kheri 

0824000702868500 

2.338 

Fresh 


Tara Khera 


0825000603027200 


2.646 Fresh 


Non-command 


Non-command 


Chandra Bhaga 


Non-command 


Chandra Bhaga 



Teekad 

0825000302983800 

7.386 

Fresh 

Teekardi 

0825000302993400 

1.077 

Fresh 

Todi 

0824000702869700 

1.132 

Fresh 

Tokra 

0824000602859900 

7.565 

Fresh 

Udawaton Ka Khera 

0825000302992000 

1.388 

Fresh 

Udliyas 

0824000702864700 

2.661 

Fresh 


Ullai 

0824000702862600 

14.739 

Fresh 

Ulpura 

0825000302994400 

7.318 

Fresh 

Umarwas 

0825000402996400 

22.739 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chandra Bhaga 


Non-command 


Non-command 


Non-command 


Non-command 



Varniya 

0825000302990700 

1.119 

Fresh 

Veerwas 

0825000302995200 

3.154 

Fresh 

Adalwara Kalan 

0810000501309000 

8.188 

Fresh 

Aligarh 

0822000702681300 

3.302 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Alinagar 

0822000702688900 

2.248 

Fresh 

Allapura 

0822000702688600 

5.858 

Fresh 

Amenpura 

0822000702689300 

3.058 

Fresh 

Andholi 

0810000501309300 

2.473 

Fresh 

Arniya Ghati 

0822000402646300 

2.663 

Fresh 


Balriya 


Bamniya 


Banderiya 


Non-command 


Non-command 


Non-command 


Non-command 


Bisalpur 



Bageena 

0810000501307300 

13.293 

Fresh 

Bajoliya 

0822000702682300 

6.817 

Fresh 



Balagarh 

0822000702678200 

1.098 

Fresh 

Balithal 

0822000702682100 

4.785 

Fresh 


0810000501310800 


0822000702681100 


13.505 Fresh 


Non-command 


Bisalpur 


Galwa Bund 


Non-command 


Bisalpur 


Galwa Bund 


Non-command 


Non-command 



Banjari 


0810000501311400 


4.000 Fresh Galwa Bund 


Non-command 


6.226 Fresh Non-command 


54.327 Fresh Bisalpur 


Galwa Bund 


6.815 Fresh Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Phyllite & Schist 

7.975 

Non-command 

Gneisses(B.G.C.) 

2.535 

Non-command 

Phyllite & Schist 

0.256 

Non-command 

Gneisses(B.G.C.) 

2.501 

Non-command 

Gneisses(B.G.C.) 

0.156 

Command 

Phyllite & Schist 

2.231 

Non-command 

Phyllite & Schist 

0.107 

Command 

Gneisses(B.G.C.) 

2.359 

Command 

Phyllite & Schist 

0.071 

Non-command 

Gneisses(B.G.C.) 

0.081 

Non-command 

Gneisses(B.G.C.) 

1.987 

Non-command 

Gneisses(B.G.C.) 

1.077 

Non-command 

Gneisses(B.G.C.) 

0.252 

Non-command 

Gneisses(B.G.C.) 

0.526 

Non-command 

Gneisses(B.G.C.) 

1.387 

Command 

Phyllite & Schist 

0.654 

Non-command 

Phyllite & Schist 

2.007 

Non-command 

Gneisses(B.G.C.) 

8.191 

Non-command 

Gneisses(B.G.C.) 

7.318 

Non-command 

Gneisses 

0.849 

Non-command 

Phyllite & Schist 

0.149 

Non-command 

Gneisses(B.G.C.) 

0.047 

Non-command 

Phyllite & Schist 

2.142 

Non-command 

Gneisses(B.G.C.) 

1.119 

Non-command 

Gneisses(B.G.C.) 

3.154 

Non-command 

Phyllite & Schist 

0.231 

Non-command 

Gneisses(B.G.C.) 

2.225 

Non-command 

Older Alluvium 

1.077 

Non-command 

Older Alluvium 

0.874 

Non-command 

Gneisses(B.G.C.) 

3.775 

Non-command 

Older Alluvium 

0.086 

Non-command 

Phyllite & Schist 

1.714 

Command 

Gneisses(B.G.C.) 

1.133 

Command 

Older Alluvium 

1.530 

Non-command 

Gneisses(B.G.C.) 

0.132 

Non-command 

Older Alluvium 

4.112 

Non-command 

Phyllite & Schist 

0.137 

Non-command 

Phyllite & Schist 

0.054 

Command 

Older Alluvium 

4.189 

Command 

Older Alluvium 

2.510 

Non-command 

Older Alluvium 

0.118 

Command 

Phyllite & Schist 

1.098 

Command 

Older Alluvium 

4.701 

Non-command 

Older Alluvium 

0.084 

Non-command 

Older Alluvium 

1.865 

Non-command 

Phyllite & Schist 

11.249 

Command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

4.000 

Non-command 

Older Alluvium 

0.358 

Non-command 

Phyllite & Schist 

1.929 

Command 

Phyllite & Schist 

1.563 

Command 

Older Alluvium 

1.457 

Non-command 

Phyllite & Schist 

4.217 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

50,000 

30,000 

120 

35,000 

25,000 

120 

50,000 

35,000 

120 

45,000 

35,000 

120 

40,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

45,000 

35,000 

120 

45,000 

35,000 

120 

50,000 

30,000 

120 

70,000 

45,000 

120 

45,000 

35,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

45,000 

35,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

45,000 

35,000 

120 

45,000 

35,000 

120 

80,000 

60,000 

120 

90,000 

40,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

40,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

60,000 

50,000 

120 

100,000 

80,000 

120 

90,000 

40,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

80,000 

60,000 



Tube Wells with 
Wells Pumpset 


MCM 


( 15 ) 


0.299 


0.042 


0.004 


0.017 


0.004 


0.122 


0.007 


0.012 



0.050 

0.056 

0.046 

0.046 

0.155 

0.187 

0.007 

0.045 

0.288 

0.299 

0.348 

0.362 

0.036 

0.238 

0.038 

0.038 

0.012 

0.012 

0.043 

0.149 

0.048 

0.055 

0.096 

0.108 

0.005 

0.005 

0.552 

0.581 

0.017 

0.017 



1.596 

1.596 

0.029 

0.029 

0.101 

0.101 

0.050 

0.050 

0.072 

0.072 

0.086 

0.201 
















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Beshki 


Bhojpura 


Bilaspur 


Bilota 


Binjari 


Bishanpura 


Bosariya 


Brijnagar Deopura 


Bundi 


Chainpura 


Chak Ukhlana 


Chak Yakoob Pura 


Chatarpura 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


5.066 Fresh Galwa Bund 



Bansra 

0810000501311300 

4.695 

Fresh 

Barana 

0822000702689600 

4.814 

Fresh 

Barodiya 

0822000702676900 

3.768 

Fresh 

Barudhan 

0822000702676800 

2.799 

Fresh 


0822000702679300 


1.976 Fresh 


Bhagwatgarh 

0810000501308500 

39.088 

Fresh 

Bhanpura 

0822000702682900 

3.639 

Fresh 

Bhedola 

0810000501309400 

4.694 

Fresh 

Bhedoli 

0810000501309500 

2.620 

Fresh 

Bheemganj 

0822000702687300 

5.869 

Fresh 


Non-command 


Non-command 


Galwa Bund 


Galwa Bund 


Non-command 


Bisalpur 


Non-command 


Bisalpur 


Non-command 


Non-command 


Bisalpur 



0822000702683300 


0822000702684400 


Saline Bisalpur 


Non-command 


11.260 Fresh Bisalpur 


11.919 Fresh Non-command 



0822000702688500 


0822000702683900 



Saline Non-command 


11.015 Fresh Non-command 


13.807 Fresh Bisalpur 


Non-command 


0822000702685100 


0822000702685900 


2.550 Fresh 


8.806 Fresh 


Bisalpur 


Non-command 


Bisalpur 



0822000702678800 


0822000702680600 


1.767 Fresh 


4.231 Fresh 



0810000501309700 


0822000702682600 


3.111 Fresh 


2.840 Fresh 



0822000702681200 

2.839 

Fresh 

0822000702687000 

1.428 

Fresh 

0822000702679900 

1.805 

Fresh 

0822000702687600 

4.095 

Fresh 


Non-command 


Bisalpur 


Bisalpur 


Galwa Bund 


Non-command 


Non-command 


Bisalpur 


Galwa Bund 


Non-command 


Bisalpur 


Non-command 


Non-command 


Bisalpur 


Bisalpur 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Older Alluvium 

0.831 

Command 

Phyllite & Schist 

0.206 

Non-command 

Older Alluvium 

1.774 

Non-command 

Phyllite & Schist 

1.896 

Non-command 

Phyllite & Schist 

1.063 

Non-command 

Older Alluvium 

0.299 

Command 

Older Alluvium 

3.768 

Command 

Older Alluvium 

2.134 

Non-command 

Older Alluvium 

0.665 

Command 

Older Alluvium 

1.637 

Command 

Phyllite & Schist 

0.339 

Non-command 

Phyllite & Schist 

3.793 

Command 

Older Alluvium 

3.639 

Non-command 

Phyllite & Schist 

4.560 

Non-command 

Phyllite & Schist 

2.594 

Command 

Gneisses(B.G.C.) 

2.218 

Command 

Older Alluvium 

0.899 

Non-command 

Gneisses(B.G.C.) 

0.938 

Non-command 

Older Alluvium 

0.706 

Command 

Gneisses(B.G.C.) 

0.124 

Non-command 

Gneisses(B.G.C.) 

0.986 

Command 

Gneisses(B.G.C.) 

5.821 

Command 

Older Alluvium 

5.260 

Non-command 

Older Alluvium 

0.992 

Non-command 

Phyllite & Schist 

3.690 

Non-command 

Phyllite & Schist 

0.002 

Non-command 

Gneisses(B.G.C.) 

9.464 

Non-command 

Older Alluvium 

1.551 

Command 

Gneisses(B.G.C.) 

0.216 

Command 

Older Alluvium 

3.475 

Non-command 

Older Alluvium 

1.243 

Non-command 

Phyllite & Schist 

0.695 

Command 

Older Alluvium 

0.212 

Non-command 

Older Alluvium 

0.329 

Command 

Gneisses(B.G.C.) 

1.088 

Command 

Older Alluvium 

0.245 

Non-command 

Gneisses(B.G.C.) 

0.227 

Command 

Older Alluvium 

0.027 

Command 

Phyllite & Schist 

1.451 

Command 

Older Alluvium 

0.699 

Command 

Older Alluvium 

3.486 

Non-command 

Older Alluvium 

0.047 

Non-command 

Older Alluvium 

0.035 

Non-command 

Phyllite & Schist 

3.067 

Command 

Older Alluvium 

2.401 

Command 

Older Alluvium 

0.385 

Non-command 

Older Alluvium 

0.054 

Command 

Older Alluvium 

1.176 

Non-command 

Older Alluvium 

0.162 

Non-command 

Older Alluvium 

2.839 

Command 

Older Alluvium 

1.428 

Command 

Phyllite & Schist 

1.805 

Non-command 

Gneisses(B.G.C.) 

0.006 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

40,000 

120 

120,000 

100,000 

120 

90,000 

40,000 

120 

120,000 

100,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

90,000 

40,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

90,000 

40,000 

120 

120,000 

100,000 

120 

90,000 

40,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

40,000 

120 

120,000 

100,000 

120 

90,000 

40,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

40,000 


Wells with 


MCM 

MCM 

(15) 

(16) 

0.048 

0.048 

0.007 

0.007 

0.096 

0.096 

0.072 

0.072 

0.014 

0.062 

0.012 

0.012 

0.336 

0.336 

0.204 

0.204 

0.060 

0.060 

0.060 

0.060 

0.008 

0.008 

0.173 

0.413 

0.456 

0.456 

0.526 

0.603 

0.166 

0.214 

0.058 

0.090 

0.060 

0.074 

0.024 

0.035 

0.048 

0.062 

0.004 

0.004 

0.018 

0.030 

0.086 

0.086 

0.192 

0.192 

0.024 

0.024 

0.067 

0.078 

- 

- i 

0.062 

0.073 

0.024 

0.024 

0.005 

0.005 

0.168 

0.168 

0.060 

0.060 

0.025 

0.025 

0.012 

0.012 

0.024 

0.024 

0.014 

0.014 

0.012 

0.012 

0.005 

0.005 

- 

- 

0.034 

0.034 

0.036 

0.036 

0.168 

0.168 


0.010 

0.010 

0.461 

0.586 

0.180 

0.180 

0.024 

0.024 


0.108 

0.122 

0.024 

0.024 

0.025 

0.025 


































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Chawandpura 

0823000202714400 

5.557 

Fresh 

Chitani 

0822000702677000 

7.298 

Fresh 

Choru 

0822000702689100 

19.979 

Fresh 


Non-command 


Non-command 


Non-command 


Galwa Bund 


Non-command 



Daulatpura 

0822000702691400 

3.519 

Fresh 

Deopura Kalan 

0822000702685200 

5.450 

Fresh 


Deopura Khurd 

0822000702683200 

1.533 

Fresh 

Deori 

0822000702680900 

4.004 

Fresh 


Dhikoliya 

0822000702682700 

6.652 

Fresh 

Dholi 

0810000501307000 

10.347 

Fresh 

Dholipal 

0822000702679200 

1.224 

Fresh 

Didayach 

0810000501307100 

6.861 

Fresh 


Dobariya 


0822000702688200 


2.995 Fresh 


Galwa Bund 


Non-command 


Non-command 


Bisalpur 


Non-command 


Bisalpur 


Galwa Bund 


Non-command 


Bisalpur 


Galwa Bund 


Bisalpur 


Galwa Bund 


Non-command 


Non-command 


Ekra 

0810000501311500 

5.563 

Fresh 

Fatehganj 

0822000702677800 

2.589 

Fresh 

Gadoli 

0822000702688300 

5.958 

Fresh 

Ganeshganj 

0810000501309900 

3.368 

Fresh 

Gangli 

0822000702691600 

6.445 

Fresh 

Gardwas 

0810000501310500 

5.411 

Fresh 


Non-command 


Bisalpur 


Non-command 


Non-command 


Non-command 


Non-command 


Ghata Jharnya 

0810000601311800 

3.665 

Fresh 

Girdharpura 

0810000501309100 

10.879 

Fresh 

Gopalpura 

0810000501309800 

2.060 

Fresh 

Gothra 

0822000702683000 

13.490 

Fresh 

Govindpura 

0822000702682200 

4.624 

Fresh 



Gumanganj 

0822000702678100 

1.466 

Fresh 

Gumanpura 

0822000702679400 

2.507 

Fresh 


Gyanpura 


Non-command 


Non-command 


Non-command 


Bisalpur 


Bisalpur 


Galwa Bund 


Non-command 


Bisalpur 


Bisalpur 



0822000702685800 


3.333 Fresh 


Hansolai 

0822000702678700 

1.288 

Fresh 

Hardattpura 

0822000702680500 

1.567 

Fresh 


Non-command 


Bisalpur 


Non-command 


Bisalpur 


Bisalpur 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

1.226 

Non-command 

Older Alluvium 

1.155 

Non-command 

Phyllite & Schist 

19.116 

Non-command 

Phyllite & Schist 

0.303 

Command 

Older Alluvium 

7.298 

Non-command 

Older Alluvium 

0.288 

Non-command 

Phyllite & Schist 

0.150 

Command 

Older Alluvium 

3.192 

Non-command 

Older Alluvium 

0.545 

Non-command 

Gneisses(B.G.C.) 

1.021 

Command 

Older Alluvium 

0.482 

Non-command 

Older Alluvium 

1.360 

Command 

Older Alluvium 

1.533 

Command 

Older Alluvium 

3.822 

Non-command 

Older Alluvium 

0.182 

Command 

Older Alluvium 

6.652 

Command 

Older Alluvium 

1.953 

Command 

Older Alluvium 

1.224 

Command 

Older Alluvium 

2.612 

Non-command 

Older Alluvium 

0.317 

Non-command 

Gneisses(B.G.C.) 

0.980 

Non-command 

Older Alluvium 

2.015 

Non-command 

Phyllite & Schist 

0.494 

Command 

Phyllite & Schist 

0.935 

Non-command 

Gneisses(B.G.C.) 

5.958 

Non-command 

Phyllite & Schist 

3.360 

Non-command 

Phyllite & Schist 

0.353 

Non-command 

Older Alluvium 

1.243 

Non-command 

Phyllite & Schist 

3.351 

Non-command 

Phyllite & Schist 

0.087 

Non-command 

Phyllite & Schist 

3.018 

Non-command 

Phyllite & Schist 

2.049 

Command 

Older Alluvium 

13.490 

Command 

Older Alluvium 

0.636 

Command 

Older Alluvium 

3.937 

Non-command 

Older Alluvium 

0.051 

Command 

Phyllite & Schist 

1.466 

Command 

Older Alluvium 

0.823 

Command 

Phyllite & Schist 

1.685 

Command 

Older Alluvium 

2.517 

Command 

Phyllite & Schist 

1.768 

Non-command 

Phyllite & Schist 

0.009 

Command 

Older Alluvium 

3.255 

Non-command 

Older Alluvium 

0.079 

Command 

Phyllite & Schist 

0.099 

Command 

Older Alluvium 

0.605 

Command 

Phyllite & Schist 

0.098 

Command 

Older Alluvium 

0.806 

Command 

Phyllite & Schist 

0.004 

Non-command 

Older Alluvium 

0.049 

Non-command 

Phyllite & Schist 

0.006 

Command 

Older Alluvium 

1.466 

Command 

Phyllite & Schist 

1.122 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

50,000 

30,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

80,000 

50,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

40,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

40,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

40,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

90,000 

70,000 



Wells with 
Pumpset 


MCM 


( 15 ) 


0.007 



0.067 

0.067 

0.048 

0.048 

0.076 

0.076 

0.077 

0.089 

0.043 

0.053 



0.008 

0.008 

0.036 

0.036 



0.096 

0.096 

0.059 

0.059 

























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Isarda 

0822000402646100 

2.676 

Fresh 

Jagmoda 

0810000501307500 

6.898 

Fresh 

Jainagar 

0822000702683100 

1.872 

Fresh 

Jajera 

0810000501310300 

4.450 

Fresh 



Bisalpur 


Bisalpur 


Non-command 


Bisalpur 


Non-command 


Bisalpur 


Galwa Bund 


Non-command 


Bisalpur 



Jhonpra 

0810000501307400 

25.406 

Fresh 

Kairod 

0822000702677100 

4.863 

Fresh 

Kakod 

0822000702678400 

12.838 

Fresh 

Kalyanpura 

0822000702684500 

3.317 

Fresh 


Kanwarpura 


0810000501310400 


1.028 Fresh 


Non-command 


Galwa Bund 


Bisalpur 


Bisalpur 


Non-command 


Non-command 


Khatola 


Khatoli 


0822000702685600 


0822000702691500 


3.090 Fresh 


9.447 Fresh 


Bisalpur 


Non-command 


Non-command 



Khera 

0822000702679000 

1.345 

Fresh 

Khera Meer Saman 

0822000402646400 

1.277 

Fresh 

Kherli 

0822000702688400 

2.612 

Fresh 


Bisalpur 


Galwa Bund 


Non-command 


Bisalpur 


Bisalpur 


Non-command 


Khohlya 


0822000702680800 


3.383 Fresh 


Kishanganj 

0822000702677400 

1.820 

Fresh 

Kumhariya 

0810000501310200 

7.081 

Fresh 


Kunder 


Kundiya 


Lachhmipura 


Galwa Bund 


Non-command 


Galwa Bund 


Galwa Bund 


Non-command 



0822000702676700 


0822000702681000 


7.800 Fresh 


3.856 Fresh 


0822000702680200 

2.118 

Fresh 

0822000702686600 

3.961 

Fresh 


Galwa Bund 


Non-command 


Galwa Bund 


Non-command 


Galwa Bund 


Bisalpur 



Maharaj Kanwar Pura 

0822000702679700 

0.970 

Fresh 

Mandaliya 

0822000702680300 

3.657 

Fresh 

Mohammad Garh 

0822000702687100 

10.530 

Fresh 


Non-command 


Bisalpur 


Galwa Bund 


Bisalpur 


Molvinagar 

0822000702689200 

4.732 

Fresh 

Motis Ki Jhonpriyan 

0822000702678500 

0.810 

Fresh 

Nahra 

0822000702687800 

4.001 

Fresh 


Non-command 


Bisalpur 


Non-command 



Saline Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Older Alluvium 

1.347 

Command 

Gneisses(B.G.C.) 

1.064 

Non-command 

Gneisses(B.G.C.) 

0.136 

Command 

Older Alluvium 

0.336 

Non-command 

Phyllite & Schist 

6.591 

Command 

Older Alluvium 

1.872 

Command 

Older Alluvium 

0.009 

Non-command 

Older Alluvium 

4.435 

Command 

Gneisses(B.G.C.) 

1.858 

Command 

Older Alluvium 

5.034 

Command 

Phyllite & Schist 

0.326 

Non-command 

Phyllite & Schist 

1.848 

Command 

Older Alluvium 

4.863 

Command 

Phyllite & Schist 

3.597 

Command 

Older Alluvium 

0.954 

Non-command 

Older Alluvium 

0.897 

Non-command 

Older Alluvium 

0.073 

Non-command 

Phyllite & Schist 

0.955 

Command 

Older Alluvium 

3.090 

Non-command 

Older Alluvium 

0.000 

Non-command 

Gneisses(B.G.C.) 

5.281 

Non-command 

Older Alluvium 

3.432 

Non-command 

Phyllite & Schist 

0.443 

Command 

Older Alluvium 

0.384 

Command 

Older Alluvium 

5.097 

Non-command 

Older Alluvium 

1.137 

Command 

Older Alluvium 

1.345 

Command 

Older Alluvium 

1.277 

Non-command 

Gneisses(B.G.C.) 

1.658 

Non-command 

Older Alluvium 

0.955 

Command 

Older Alluvium 

2.743 

Non-command 

Older Alluvium 

0.640 

Command 

Older Alluvium 

0.723 

Command 

Older Alluvium 

0.017 

Non-command 

Older Alluvium 

5.473 

Non-command 

Phyllite & Schist 

1.422 

Command 

Older Alluvium 

6.799 

Non-command 

Older Alluvium 

1.002 

Command 

Older Alluvium 

3.368 

Non-command 

Older Alluvium 

0.488 

Command 

Older Alluvium 

2.118 

Command 

Gneisses(B.G.C.) 

1.457 

Command 

Older Alluvium 

0.313 

Non-command 

Gneisses(B.G.C.) 

0.026 

Command 

Phyllite & Schist 

0.970 

Command 

Older Alluvium 

3.657 

Command 

Gneisses(B.G.C.) 

0.558 

Command 

Older Alluvium 

9.972 

Non-command 

Older Alluvium 

0.022 

Command 

Phyllite & Schist 

0.199 

Non-command 

Gneisses(B.G.C.) 

0.971 

Non-command 

Older Alluvium 

0.070 

Non-command 

Gneisses(B.G.C.) 

0.151 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

100,000 

120 

90,000 

40,000 

120 

90,000 

40,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

60,000 

50,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

40,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

90,000 

40,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

40,000 

120 

120,000 

100,000 

120 

90,000 

40,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

90,000 

40,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

40,000 

120 

120,000 

100,000 

120 

50,000 

30,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.168 

0.168 

0.034 

0.045 

0.005 

0.005 

0.029 

0.029 

0.072 

0.110 

0.036 

0.036 

- 

- 

0.173 

0.173 

0.060 

0.060 

0.259 

0.271 

0.011 

0.011 

0.058 

0.058 

0.240 

0.240 

0.344 

0.463 

0.036 

0.036 

0.024 

0.024 

0.010 

0.022 

0.079 

0.146 

0.132 

0.132 

- 

- ! 

0.259 

0.302 

0.420 

0.463 

0.042 

0.042 

0.036 

0.036 

0.552 

0.552 

0.120 

0.120 

0.204 

0.204 

0.067 

0.067 

0.048 

0.048 

0.072 

0.072 

0.924 

0.924 

0.216 

0.216 

0.012 

0.012 


0.115 

0.115 

0.022 

0.022 

0.936 

0.936 

0.132 

0.132 

0.732 

0.732 

0.108 

0.108 

0.348 

0.348 

0.024 

0.024 

0.012 

0.012 


0.109 

0.109 

0.072 

0.072 

0.014 

0.014 

0.552 

0.552 


0.008 

0.008 

0.029 

0.051 

















































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


(2) 

(3) 

(4) 

(5) 

Nahri Kalan 

0810000501309200 

3.835 

Fresh 

Nahri Khurd With Jharkund 

0810000501308100 

6.085 

Fresh 

Nawabpura 

0822000702681400 

5.151 

Fresh 


Patoli 


Phooleta 


Raghonath Pura Kalan 


Ramganj 


Ramnagar 


Ramzan Ganj 



Non-command 


Non-command 


Non-command 



Naya Gaon 

0822000702683600 

1.368 

Fresh 

Nayagaon 

0810000501307900 

5.361 

Fresh 



Bisalpur 


Galwa Bund 


Non-command 


Non-command 


Pagri 

0822000702688000 

5.961 

Fresh 

Palai 

0822000702687400 

12.848 

Fresh 



Non-command 


Saline Bisalpur 


Non-command 


10.238 Fresh Galwa Bund 




0822000702688700 


0822000702683500 


0822000702686800 


11.143 Fresh 


13.099 Fresh 


2.055 Fresh 


Raghunathpura Khurd 

0822000702686900 

1.174 

Fresh 

Rahman Nagar 

0822000702689000 

3.081 

Fresh 

Rajwana 

0810000501310000 

4.246 

Fresh 


0822000702678000 

2.944 

Fresh 

0822000702677300 

1.462 

Fresh 

0822000702680400 

2.658 

Fresh 


Bisalpur 


Galwa Bund 


Non-command 


Non-command 


Bisalpur 


Bisalpur 


Bisalpur 


Non-command 


Non-command 


Bisalpur 


Galwa Bund 


Bisalpur 


Galwa Bund 



Rampura 

0822000702678300 

2.646 

Fresh 

Ramsinghpura 

0810000501310700 

3.686 

Fresh 


0822000702677500 


2.694 Fresh 



Ranipura 

0822000702685500 

1.867 

Fresh 

Ratanpura 

0810000501310100 

4.115 

Fresh 


Bisalpur 


Non-command 


Bisalpur 


Galwa Bund 


Non-command 


Bisalpur 


Galwa Bund 


Non-command 




0822000702685300 


0810000501310600 


2.586 Fresh 


2.538 Fresh 


Bisalpur 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

3.543 

Non-command 

Phyllite & Schist 

4.985 

Non-command 

Gneisses(B.G.C.) 

0.946 

Non-command 

Older Alluvium 

3.735 

Non-command 

Phyllite & Schist 

0.470 

Command 

Older Alluvium 

1.368 

Command 

Phyllite & Schist 

0.253 

Non-command 

Phyllite & Schist 

5.042 

Non-command 

Older Alluvium 

1.914 

Non-command 

Phyllite & Schist 

0.070 

Non-command 

Older Alluvium 

5.221 

Command 

Gneisses(B.G.C.) 

1.141 

Non-command 

Gneisses(B.G.C.) 

0.164 

Command 

Gneisses(B.G.C.) 

0.037 

Non-command 

Gneisses(B.G.C.) 

0.921 

Command 

Older Alluvium 

8.220 

Command 

Phyllite & Schist 

0.335 

Non-command 

Older Alluvium 

1.065 

Non-command 

Phyllite & Schist 

0.600 

Command 

Older Alluvium 

0.099 

Command 

Older Alluvium 

6.603 

Non-command 

Older Alluvium 

0.021 

Non-command 

Gneisses(B.G.C.) 

0.793 

Non-command 

Older Alluvium 

3.629 

Command 

Gneisses(B.G.C.) 

3.177 

Command 

Older Alluvium 

1.999 

Command 

Gneisses(B.G.C.) 

0.920 

Command 

Older Alluvium 

1.135 

Command 

Older Alluvium 

1.174 

Non-command 

Older Alluvium 

0.420 

Non-command 

Older Alluvium 

0.631 

Non-command 

Phyllite & Schist 

3.603 

Command 

Phyllite & Schist 

2.350 

Command 

Older Alluvium 

0.457 

Command 

Phyllite & Schist 

1.435 

Command 

Older Alluvium 

1.117 

Command 

Phyllite & Schist 

0.068 

Non-command 

Older Alluvium 

0.002 

Non-command 

Phyllite & Schist 

0.035 

Command 

Phyllite & Schist 

1.273 

Non-command 

Older Alluvium 

1.074 

Non-command 

Phyllite & Schist 

2.522 

Command 

Older Alluvium 

0.518 

Command 

Older Alluvium 

0.466 

Non-command 

Older Alluvium 

0.021 

Command 

Older Alluvium 

1.867 

Command 

Older Alluvium 

0.019 

Non-command 

Older Alluvium 

3.457 

Non-command 

Phyllite & Schist 

0.593 

Command 

Older Alluvium 

0.087 

Non-command 

Older Alluvium 

0.516 

Non-command 

Older Alluvium 

1.417 

Non-command 

Phyllite & Schist 

1.122 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

40,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

90,000 

40,000 

120 

90,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

40,000 

120 

120,000 

100,000 

120 

90,000 

40,000 

120 

120,000 

100,000 

120 

90,000 

40,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

80,000 

60,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

- 

0.029 

0.194 

0.194 

0.043 

0.043 

0.420 

0.420 

0.034 

0.034 

0.120 

0.120 

0.007 

0.007 

0.166 

0.185 

0.312 

0.370 

0.008 

0.008 

0.336 

0.437 

0.043 

0.043 

0.005 

0.005 

- 

- i 

0.029 

0.029 

0.355 

0.391 

0.014 

0.014 

0.048 

0.048 

0.022 

0.022 



0.218 

0.218 

0.058 

0.130 

0.101 

0.235 

0.012 

0.012 

0.012 

0.012 



0.077 

0.077 

0.007 

0.007 

0.012 

0.012 

0.048 

0.048 

0.106 

0.190 

0.065 

0.113 
























































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Rooppura 

0822000702677600 

5.694 

Fresh 

Rughnathpura 

0822000702677200 

1.804 

Fresh 

Sahadat Nagar 

0822000702681800 

7.984 

Fresh 


Type of Area (Command / N< 
command) 



Sardarpura 


Sawan Bhadwa 


Sedri 


Shersinghpura 


Shreepura 


0822000702678600 

1.389 

Fresh 

0822000702683400 

2.247 

Fresh 

0822000702683700 

1.099 

Fresh 

0822000702676600 

4.041 

Fresh 

0810000501308000 

2.447 

Fresh 

0822000702677700 

2.161 

Fresh 


Bisalpur 


Galwa Bund 


Galwa Bund 


Non-command 


Bisalpur 


Bisalpur 


Bisalpur 


Bisalpur 


Galwa Bund 


Non-command 


Bisalpur 


Shyodaspura 

0822000702679100 

2.526 

Fresh 

Shyorajpura 

0822000702678900 

2.367 

Fresh 


Sirohi 

0810000501308200 

11.628 

Fresh 

Sitarampura 

0822000702679800 

2.627 

Fresh 

Soothra 

0822000702680000 

10.036 

Fresh 


Udaipura 


Umarpura 


Uniara (Rural) 


Uniara Urban 


Vijai Nagar 


Vijaigarh 


Bisalpur 


Bisalpur 


Non-command 


Bisalpur 


Bisalpur 



Sureli 

0822000702676400 

15.975 

Fresh 

Theekariya 

0822000702676500 

2.385 

Fresh 

Thekra 

0810000501311000 

3.811 

Fresh 

Torda 

0810000501308300 

4.527 

Fresh 

Trilokpura 

0810000501308400 

8.680 

Fresh 

Tumbi Pura 

0822000702687200 

1.085 

Fresh 


0822000602674000 

2.788 

Fresh 

0822000702680100 

3.297 

Fresh 



Galwa Bund 


Galwa Bund 


Non-command 


Non-command 


Non-command 


Bisalpur 


Non-command 


Bisalpur 


Galwa Bund 


Non-command 


Non-command 


0822000702681900 


0822000742207000 


1.860 Fresh 


32.589 Fresh 


Galwa Bund 


Non-command 


Galwa Bund 


Non-command 



0822000702687900 


Saline 


3.044 Fresh 


Non-command 


Non-command 



0822000702684600 


0822000702682500 


Saline 


2.208 Fresh 


3.252 Fresh 



0822000702683800 


4.263 Fresh 


Non-command 


Non-command 


Bisalpur 


Galwa Bund 


Non-command 


Bisalpur 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Older Alluvium 

0.390 

Command 

Older Alluvium 

0.567 

Command 

Older Alluvium 

0.021 

Non-command 

Older Alluvium 

7.963 

Command 

Older Alluvium 

0.000 

Command 

Phyllite & Schist 

2.620 

Command 

Phyllite & Schist 

0.129 

Command 

Older Alluvium 

2.247 

Command 

Older Alluvium 

1.099 

Command 

Older Alluvium 

3.011 

Non-command 

Phyllite & Schist 

2.447 

Command 

Older Alluvium 

0.122 

Command 

Phyllite & Schist 

0.764 

Command 

Older Alluvium 

2.526 

Command 

Older Alluvium 

1.043 

Command 

Phyllite & Schist 

1.324 

Non-command 

Phyllite & Schist 

1.937 

Command 

Phyllite & Schist 

2.627 

Command 

Older Alluvium 

3.720 

Command 

Phyllite & Schist 

4.579 

Command 

Older Alluvium 

0.931 

Command 

Phyllite & Schist 

0.691 

Non-command 

Older Alluvium 

0.049 

Non-command 

Phyllite & Schist 

0.066 

Command 

Older Alluvium 

0.004 

Command 

Older Alluvium 

0.967 

Non-command 

Phyllite & Schist 

0.026 

Non-command 

Phyllite & Schist 

0.052 

Non-command 

Phyllite & Schist 

0.665 

Command 

Gneisses(B.G.C.) 

0.375 

Command 

Older Alluvium 

0.710 

Non-command 

Older Alluvium 

0.003 

Command 

Older Alluvium 

0.953 

Command 

Older Alluvium 

2.283 

Non-command 

Older Alluvium 

0.061 

Non-command 

Gneisses(B.G.C.) 

3.105 

Non-command 

Older Alluvium 

5.620 

Non-command 

Gneisses(B.G.C.) 

0.944 

Non-command 

Older Alluvium 

1.101 

Command 

Older Alluvium 

1.338 

Non-command 

Older Alluvium 

0.523 

Command 

Older Alluvium 

7.818 

Non-command 

Gneisses(B.G.C.) 

6.653 

Non-command 

Older Alluvium 

17.590 

Non-command 

Gneisses(B.G.C.) 

0.528 

Non-command 

Gneisses(B.G.C.) 

1.024 

Non-command 

Older Alluvium 

1.888 

Non-command 

Gneisses(B.G.C.) 

0.011 

Non-command 

Older Alluvium 

0.119 

Command 

Older Alluvium 

1.662 

Command 

Older Alluvium 

1.549 

Non-command 

Older Alluvium 

0.041 

Command 

Gneisses(B.G.C.) 

0.037 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

40,000 

120 

120,000 

100,000 

120 

90,000 

60,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

40,000 

120 

120,000 

100,000 

120 

90,000 

40,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

40,000 

120 

120,000 

100,000 

120 

50,000 

30,000 

120 

90,000 

40,000 

120 

120,000 

100,000 

120 

50,000 

30,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

40,000 



Tube Wells with 
Wells Pumpset 


MCM 


( 15 ) 


0.036 


0.012 




0.227 

0.227 

0.008 

0.008 

0.120 

0.120 


0.252 

0.252 

0.050 

0.108 

0.012 

0.012 

0.042 

0.042 

0.252 

0.252 

0.072 

0.072 

0.059 

0.059 

0.036 

0.036 

0.134 

0.134 

0.348 

0.348 

0.302 

0.302 

0.084 

0.084 

0.042 

0.042 



0.014 

0.033 

0.014 

0.024 

0.019 

0.019 

0.096 

0.096 


0.024 

0.024 

0.060 

0.060 

- 

- | 

0.298 

0.374 

1.344 

1.531 

0.019 

0.019 

0.048 

0.048 

2.196 

2.513 

0.852 

0.967 



0.120 

0.120 

0.120 

0.120 

















































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


07001013 


Vijaipura 


Yakoobpura 


Baloonda 


Bamangaon 


Bambooli 


Beejalwa 


Bhainson Ka Nayagaon 


Bhankarwari 


Bhanoli 


Bhanwar Kho 


Bhaopura 


Chainpuriya 


Chak Bilaspur 


Chandwar 


Charnet 


Chatarpura 


Type of Area (Command / N< 
command) 



0810000501309600 

2.568 

Fresh 

0822000702677900 

3.105 

Fresh 

0822000702685700 

2.371 

Fresh 


Aranya 

0823000202715100 

4.241 

Fresh 

Bachhola 

0823000202717000 

9.549 

Fresh 

Bahadurganj 

0822000602673800 

1.185 

Fresh 

Bahalri 

0822000602673300 

3.821 

Fresh 

Bajoli 

0822000602672100 

6.616 

Fresh 

Balagarh 

0822000602675100 

7.402 

Fresh 

Balapura 

0822000702684800 

9.190 

Fresh 


Non-command 


Bisalpur 


Bisalpur 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0823000202721400 

6.020 

0822000602672500 

12.134 

0823000202720400 

23.256 

0823000202715200 

9.440 


0823000202716400 

3.550 

0823000202716900 

1.633 

0822000702686500 

2.649 



0822000602672000 

2.620 

0822000402644800 

5.818 

0823000202715600 

5.273 



Saline 


11.919 Fresh 


Saline 


2.550 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bisalpur 


Non-command 



Borda 

0823000202720600 

5.065 

Fresh 

Bosariya 

0822000702685900 

8.806 

Fresh 


Non-command 


Bisalpur 



0823000202716500 

2.330 

0822000702685400 

1.338 

0822000602672800 

9.022 

0822000602673200 

5.830 

0822000702687600 

4.095 




Saline 


5.557 Fresh 


Deopura 

0823000202716600 

2.129 

Fresh 

Deopura Kalan 

0822000702685200 

5.450 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0822000702686000 


2.881 Fresh 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Older Alluvium 

3.739 

Non-command 

Older Alluvium 

0.478 

Non-command 

Phyllite & Schist 

0.009 

Non-command 

Phyllite & Schist 

2.566 

Command 

Phyllite & Schist 

1.439 

Command 

Older Alluvium 

2.361 

Non-command 

Older Alluvium 

0.010 

Non-command 

Phyllite & Schist 

4.241 

Non-command 

Phyllite & Schist 

4.510 

Non-command 

Phyllite & Schist 

1.185 

Non-command 

Phyllite & Schist 

3.360 

Non-command 

Phyllite & Schist 

2.459 

Non-command 

Phyllite & Schist 

7.402 

Non-command 

Gneisses(B.G.C.) 

0.125 

Non-command 

Older Alluvium 

8.924 

Non-command 

Phyllite & Schist 

0.141 

Non-command 

Phyllite & Schist 

2.558 

Non-command 

Phyllite & Schist 

12.134 

Non-command 

Phyllite & Schist 

4.968 

Non-command 

Phyllite & Schist 

8.787 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Phyllite & Schist 

3.550 

Non-command 

Phyllite & Schist 

1.633 

Non-command 

Gneisses(B.G.C.) 

2.306 

Non-command 

Phyllite & Schist 

0.221 

Non-command 

Phyllite & Schist 

0.122 

Non-command 

Phyllite & Schist 

0.296 

Non-command 

Phyllite & Schist 

0.717 

Non-command 

Phyllite & Schist 

5.273 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Older Alluvium 

0.019 

Non-command 

Phyllite & Schist 

3.784 

Non-command 

Phyllite & Schist 

0.018 

Command 

Older Alluvium 

0.000 

Non-command 

Gneisses(B.G.C.) 

1.083 

Non-command 

Older Alluvium 

0.927 

Non-command 

Phyllite & Schist 

4.701 

Command 

Gneisses(B.G.C.) 

0.073 

Command 

Older Alluvium 

0.005 

Non-command 

Gneisses(B.G.C.) 

7.165 

Non-command 

Older Alluvium 

0.003 

Non-command 

Phyllite & Schist 

2.168 

Non-command 

Older Alluvium 

0.000 

Non-command 

Phyllite & Schist 

2.126 

Non-command 

Phyllite & Schist 

5.435 

Non-command 

Gneisses(B.G.C.) 

0.058 

Non-command 

Gneisses(B.G.C.) 

2.805 

Non-command 

Older Alluvium 

0.003 

Non-command 

Phyllite & Schist 

4.785 

Non-command 

Phyllite & Schist 

2.129 

Non-command 

Gneisses(B.G.C.) 

0.193 

Non-command 

Older Alluvium 

3.415 

Non-command 

Gneisses(B.G.C.) 

2.432 


with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

40,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

80,000 

50,000 

120 

90,000 

70,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

50,000 

30,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

90,000 

40,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

60,000 

45,000 

120 

80,000 

50,000 

120 

50,000 

30,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

120,000 

100,000 

120 

90,000 

40,000 

120 

120,000 

100,000 

120 

80,000 

50,000 

120 

90,000 

40,000 

120 

120,000 

100,000 

120 

90,000 

40,000 

120 

120,000 

100,000 

120 

80,000 

50,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

40,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

90,000 

40,000 

120 

120,000 

100,000 

120 

90,000 

40,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.151 

0.151 

0.076 

0.076 

0.156 

0.271 


0.240 

0.250 

0.360 

0.360 


0.134 

0.134 

0.059 

0.059 

0.479 

0.501 

0.005 

0.005 

0.540 

0.540 

0.008 

0.008 

0.090 

0.157 

1.352 

1.384 

0.114 

0.162 

0.234 

0.368 


0.120 

0.130 

0.054 

0.054 

0.062 

0.073 

0.008 

0.008 

0.005 

0.005 

0.017 

0.017 

0.016 

0.016 

0.150 

0.160 



0.029 

0.029 

0.060 

0.060 

0.144 

0.202 



0.168 

0.168 

0.479 

0.479 



0.210 

0.402 

0.078 

0.078 

0.005 

0.005 

0.228 

0.228 

0.091 

0.102 












































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Dheerpur 


Gambheera 


Gerota 


Geroti 


Gordhanpura 


Gurai 


Haripura 


Heerapur 


Heerapura 


Hukampura 


Indoda 


Jagannathpura 


Jagdishpura 


Jail 


Jalimganj 


Kachrawata 


Kalyanpura 


Kareeri 


Kedara 


Khaspuriya 


Kholara 


Korma 


Kotra 


Lachhmipura 


Maharaj Kanwarpura 


Maharaj Pura 


Manpura 


Muchkand Pura 


0823000202715700 


0823000202715900 


0823000202714100 


Saline Non-command 


8.569 Fresh Non-command 


Saline Non-command 


Fresh Non-command 


13.847 Fresh Non-command 



0822000602673600 

3.473 

0822000602673400 

8.937 

0822000602674600 

2.256 

0822000602675200 

16.573 

0822000602673700 

3.926 

0823000202720500 

2.246 

0822000602674900 

5.297 

0822000702686700 

3.487 

0822000602671000 

4.185 

0822000602674700 

3.358 

0823000202714600 

6.005 

0822000602675300 

5.455 

0822000602674300 

2.231 

0822000702686300 

6.941 



0822000702684500 

3.317 

0823000202720700 

5.194 

0822000602673000 

5.094 

0823000202714000 

7.795 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



3.712 Fresh 



0823000202716200 

3.148 

Fresh 

0823000202717300 

10.474 

Fresh 

0822000602673100 

4.140 

Fresh 

0822000702684700 

1.318 

Fresh 

0822000702686600 

3.961 

Fresh 



0822000602673500 

4.565 

0822000702687500 

1.521 


0823000202714700 

3.085 

0822000602674200 

2.854 



11.225 Fresh 



Non-command 


Non-command 


Non-command 


Non-command 


Bisalpur 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Naharganj 

0823000202721300 

9.974 

Fresh 

Nahra 

0822000702687800 

4.001 

Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

0.333 

Non-command 

Phyllite & Schist 

0.116 

Non-command 

Gneisses(B.G.C.) 

0.006 

Non-command 

Older Alluvium 

1.604 

Non-command 

Phyllite & Schist 

6.960 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Phyllite & Schist 

2.622 

Non-command 

Gneisses(B.G.C.) 

0.652 

Non-command 

Older Alluvium 

2.594 

Non-command 

Phyllite & Schist 

10.601 

Non-command 

Phyllite & Schist 

7.248 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Phyllite & Schist 

2.619 

Non-command 

Phyllite & Schist 

0.185 

Non-command 

Phyllite & Schist 

2.256 

Non-command 

Phyllite & Schist 

16.573 

Non-command 

Phyllite & Schist 

3.926 

Non-command 

Phyllite & Schist 

2.246 

Non-command 

Phyllite & Schist 

5.297 

Non-command 

Gneisses(B.G.C.) 

2.287 

Non-command 

Phyllite & Schist 

0.006 

Non-command 

Phyllite & Schist 

3.358 

Non-command 

Phyllite & Schist 

6.005 

Non-command 

Phyllite & Schist 

5.455 

Non-command 

Phyllite & Schist 

2.231 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Phyllite & Schist 

6.940 

Non-command 

Older Alluvium 

1.466 

Non-command 

Phyllite & Schist 

1.183 

Non-command 

Phyllite & Schist 

4.022 

Non-command 

Gneisses(B.G.C.) 

2.644 

Non-command 

Older Alluvium 

0.042 

Non-command 

Phyllite & Schist 

5.110 

Non-command 

Gneisses(B.G.C.) 

0.000 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Gneisses(B.G.C.) 

3.650 

Non-command 

Older Alluvium 

0.063 

Non-command 

Phyllite & Schist 

3.148 

Non-command 

Phyllite & Schist 

0.146 

Non-command 

Phyllite & Schist 

3.597 

Non-command 

Older Alluvium 

1.318 

Command 

Gneisses(B.G.C.) 

0.003 

Non-command 

Gneisses(B.G.C.) 

2.162 

Non-command 

Phyllite & Schist 

4.565 

Non-command 

Gneisses(B.G.C.) 

0.480 

Non-command 

Gneisses(B.G.C.) 

1.042 

Non-command 

Phyllite & Schist 

3.085 

Non-command 

Older Alluvium 

0.114 

Non-command 

Phyllite & Schist 

2.740 

Non-command 

Older Alluvium 

0.349 

Non-command 

Phyllite & Schist 

10.876 

Non-command 

Phyllite & Schist 

0.292 

Non-command 

Gneisses(B.G.C.) 

0.846 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

80,000 

50,000 

120 

50,000 

30,000 

120 

80,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

120,000 

100,000 

120 

80,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

80,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

90,000 

40,000 

120 

120,000 

100,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

90,000 

40,000 

120 

90,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

40,000 

120 

50,000 

30,000 

120 

80,000 

50,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

50,000 

120 

90,000 

40,000 



Tube Wells with 
Wells Pumpset 


MCM 


( 15 ) 


0.025 


0.005 





0.084 

0.084 

0.258 

0.268 



0.114 

0.124 

0.024 

0.024 

0.143 

0.154 

0.408 

0.437 

0.306 

0.306 



0.412 

0.412 

0.008 

0.008 

0.302 

0.410 

1.302 

1.356 

0.118 

0.118 

0.054 

0.112 

0.067 

0.067 

0.072 

0.083 


0.344 

0.409 

0.042 

0.100 

0.353 

0.353 

0.252 

0.317 


0.211 

0.297 

0.048 

0.048 

0.030 

0.078 

0.160 

0.160 

0.096 

0.096 



0.139 

0.139 

0.012 

0.012 

0.138 

0.138 

0.012 

0.012 

0.210 

0.232 

0.108 

0.122 

- 

- 

0.034 

0.034 

0.067 

0.067 

0.014 

0.025 

0.029 

0.035 

0.138 

0.167 

0.007 

0.007 

0.118 

0.150 

0.043 

0.043 

1.546 

1.654 

0.006 

0.016 

0.024 

0.046 






















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Pandoola 


Peeparwala 


Phoolsagar 


Raipura 


Rajlawata 


Rajpura 


Rampuriya 


Ramsagar 


Rangvilas 


Ratanpura 


Rughnathganj 


Rughunathpura 


Sameedhi 


Samrawata 


Sandeela 


Sangrampura 


Sarangpura 


Satwara 


Shyopura 


Sunthli 


Surgali 


Suwanya 


Syalasukhpura 


Syawata 


Theekariya Kalan 


Udaipura 


Type of Area (Command / N< 
command) 



0823000202714300 


Saline Non-command 


Fresh Non-command 



Nainwa (M) 

0823000242301000 

39.723 

Fresh 

Pagra 

0822000702688100 

6.313 

Fresh 


Non-command 


Non-command 



Pagri 

0822000702688000 

5.961 

Fresh 

Palai 

0822000702687400 

12.848 

Fresh 


Non-command 


Bisalpur 


Non-command 



0823000202715800 


0823000202716000 


0822000602673900 


0822000702686100 


Saline Non-command 


5.033 Fresh Non-command 


0.690 Fresh Non-command 


Fresh Non-command 


Non-command 



0823000202715400 


Saline 


9.940 Fresh 


Saline 


1.358 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Ralri 

0823000202715300 

3.913 

Fresh 

Ramnagar 

0822000602672900 

1.579 

Fresh 

Rampura 

0822000702684900 

1.674 

Fresh 


Non-command 


Non-command 


Non-command 



0823000202714200 

1.354 

0822000602674800 

3.083 

0822000602672700 

3.708 

0822000702685300 

2.586 

0823000202714800 

5.593 

0822000702684300 

4.933 

0823000202714500 

13.303 

0822000702686200 

8.038 



0823000202714900 


0822000602672200 


0822000602674400 


0822000602674500 


0822000602672600 


0822000702687700 






Saline 

0823000202716100 

4.144 

Fresh 

0823000202716800 

3.397 

Fresh 

0823000202716300 

4.331 

Fresh 

0822000602675000 

2.944 

Fresh 

0822000602672300 

5.706 

Fresh 

0822000602671700 

9.320 

Fresh 

0822000602674000 

2.788 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

1.829 

Non-command 

Gneisses(B.G.C.) 

0.134 

Non-command 

Older Alluvium 

2.084 

Non-command 

Phyllite & Schist 

1.872 

Non-command 

Phyllite & Schist 

10.841 

Non-command 

Older Alluvium 

3.872 

Non-command 

Phyllite & Schist 

0.456 

Non-command 

Older Alluvium 

0.740 

Command 

Gneisses(B.G.C.) 

0.029 

Non-command 

Gneisses(B.G.C.) 

9.577 

Non-command 

Older Alluvium 

0.007 

Non-command 

Gneisses(B.G.C.) 

0.972 

Non-command 

Phyllite & Schist 

5.033 

Non-command 

Phyllite & Schist 

0.690 

Non-command 

Phyllite & Schist 

2.857 

Non-command 

Gneisses(B.G.C.) 

3.457 

Non-command 

Older Alluvium 

1.576 

Non-command 

Phyllite & Schist 

2.222 

Non-command 

Phyllite & Schist 

0.014 

Non-command 

Phyllite & Schist 

3.209 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Gneisses(B.G.C.) 

0.154 

Non-command 

Phyllite & Schist 

0.045 

Non-command 

Gneisses(B.G.C.) 

0.039 

Non-command 

Phyllite & Schist 

1.120 

Non-command 

Phyllite & Schist 

0.023 

Non-command 

Phyllite & Schist 

1.269 

Non-command 

Gneisses(B.G.C.) 

1.674 

Non-command 

Older Alluvium 

0.001 

Non-command 

Phyllite & Schist 

1.354 

Non-command 

Phyllite & Schist 

3.083 

Non-command 

Phyllite & Schist 

0.524 

Non-command 

Older Alluvium 

1.983 

Non-command 

Phyllite & Schist 

5.593 

Non-command 

Phyllite & Schist 

4.929 

Non-command 

Phyllite & Schist 

6.409 

Non-command 

Phyllite & Schist 

0.142 

Non-command 

Phyllite & Schist 

7.896 

Non-command 

Phyllite & Schist 

5.587 

Non-command 

Phyllite & Schist 

5.347 

Non-command 

Phyllite & Schist 

2.778 

Non-command 

Phyllite & Schist 

1.908 

Non-command 

Phyllite & Schist 

5.592 

Non-command 

Gneisses(B.G.C.) 

0.916 

Non-command 

Older Alluvium 

0.268 

Non-command 

Gneisses(B.G.C.) 

0.464 

Non-command 

Phyllite & Schist 

4.144 

Non-command 

Phyllite & Schist 

3.397 

Non-command 

Phyllite & Schist 

4.331 

Non-command 

Phyllite & Schist 

2.944 

Non-command 

Phyllite & Schist 

0.429 

Non-command 

Phyllite & Schist 

1.188 

Non-command 

Older Alluvium 

1.203 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

100,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

90,000 

40,000 

120 

90,000 

40,000 

120 

120,000 

100,000 

120 

50,000 

30,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

40,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

80,000 

50,000 

120 

50,000 

30,000 

120 

90,000 

40,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

80,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

40,000 

120 

120,000 

100,000 

120 

80,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

80,000 

50,000 

120 

90,000 

70,000 

120 

80,000 

50,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

80,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

40,000 

120 

120,000 

100,000 

120 

50,000 

30,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

60,000 



Tube Wells with 
Wells Pumpset 







MCM 

MCM 

(15) 

(16) 

0.132 

0.190 

0.004 

0.004 

0.050 

0.082 

0.036 

0.055 

0.198 

0.198 

0.636 

0.766 

0.050 

0.061 

0.048 

0.062 

- 

- | 

0.374 

0.417 

- 

- 

0.029 

0.029 

0.210 

0.220 

0.060 

0.070 

0.008 

0.008 

0.082 

0.082 

0.096 

0.096 

0.092 

0.092 



0.025 

0.025 

0.048 

0.059 

- 

- 

0.114 

0.114 

0.218 

0.240 

0.017 

0.017 

0.192 

0.192 

0.096 

0.173 

0.143 

0.143 

0.486 

0.601 

0.008 

0.008 

0.182 

0.283 

0.126 

0.126 

0.101 

0.101 

0.269 

0.420 

0.109 

0.131 

0.680 

0.691 

0.014 

0.046 

0.012 

0.026 

0.007 

0.013 

0.150 

0.160 

0.114 

0.114 

0.102 

0.112 

0.084 

0.084 

0.034 

0.034 

0.067 

0.067 

0.014 

0.014 



























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



07001014 


Ugen 

0823000202716700 

1.957 

Fresh 

Uniari 

0822000702687900 

3.044 

Fresh 

Vijai Nagar 

0822000702684600 

2.208 

Fresh 

Adalwara Kalan 

0810000501309000 

8.188 

Fresh 

Adoondi 

0810000601316000 

2.423 

Fresh 

Alanpur (Rural) 

0810000601320100 

1.193 

Fresh 

Aleempura 

0822000702689500 

2.214 

Fresh 

Alinagar 

0822000702688900 

2.248 

Fresh 

Amenpura 

0822000702689300 

3.058 

Fresh 

Asalgaon 

0822000702681500 

4.384 

Fresh 

Ateekpura 

0822000702690600 

4.536 

Fresh 

Atoon Kalan 

0810000601316100 

5.951 

Fresh 

Atoon Khurd 

0810000601317400 

2.227 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Balriya 

0810000501310800 

13.505 

Fresh 

Bambori (Rural) 

0810000601320300 

0.245 

Fresh 

Banjari 

0810000501311400 

6.815 

Fresh 

Bansra 

0810000501311300 

4.695 

Fresh 

Barana 

0822000702689600 

4.814 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Barh Khidarpur 

0810000601317100 

3.463 

Fresh 

Bilopa 

0810000601316600 

5.602 

Fresh 


Non-command 


Non-command 


Bishanpura 

0822000702689900 

1.716 

Fresh 

Borda 

0810000501311100 

4.570 

Fresh 


Non-command 


Non-command 



Choru 

0822000702689100 

19.979 

Fresh 

Dahakwa 

0810000601320700 

8.844 

Fresh 

Deopura 

0810000501311200 

3.203 

Fresh 


Non-command 


Non-command 


Non-command 


Dhingla Jatwara Khurd (Rural) 

0810000601320200 

0.547 

Fresh 

Dhumon Kalan 

0810000601316700 

5.478 

Fresh 

Dhumon Khurd 

0810000601316800 

4.267 

Fresh 

Ekra 

0810000501311500 

5.563 

Fresh 

Firozpura 

0822000702690800 

4.915 

Fresh 

Gafoor Pura 

0822000702690300 

1.687 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Gambhira 

0810000601320600 

9.749 

Fresh 

Gardwas 

0810000501310500 

5.411 

Fresh 

Ghudasi 

0810000601316400 

3.428 

Fresh 

Gothra 

0810000601317600 

4.537 

Fresh 


Haidaripura 

0822000702689700 

4.468 

Fresh 

Itawa 

0810000601316500 

4.929 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Surwal 


Non-command 


Non-command 


Jaisapura 

0810000601320800 

2.610 

Fresh 

Jeenapur 

0810000601320400 

6.532 

Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

1.581 

Non-command 

Phyllite & Schist 

1.957 

Non-command 

Older Alluvium 

0.120 

Non-command 

Older Alluvium 

2.089 

Non-command 

Phyllite & Schist 

0.296 

Non-command 

Phyllite & Schist 

2.313 

Non-command 

Older Alluvium 

0.535 

Non-command 

Older Alluvium 

2.214 

Non-command 

Older Alluvium 

1.374 

Non-command 

Older Alluvium 

2.972 

Non-command 

Older Alluvium 

0.003 

Non-command 

Older Alluvium 

4.252 

Non-command 

Phyllite & Schist 

5.933 

Non-command 

Older Alluvium 

0.539 

Non-command 

Phyllite & Schist 

1.688 

Non-command 

Older Alluvium 

0.148 

Non-command 

Older Alluvium 

0.245 

Non-command 

Phyllite & Schist 

0.437 

Non-command 

Phyllite & Schist 

2.226 

Non-command 

Older Alluvium 

4.399 

Non-command 

Phyllite & Schist 

0.116 

Non-command 

Older Alluvium 

3.463 

Non-command 

Older Alluvium 

3.819 

Non-command 

Phyllite & Schist 

1.781 

Non-command 

Older Alluvium 

1.716 

Non-command 

Older Alluvium 

2.221 

Non-command 

Phyllite & Schist 

2.341 

Non-command 

Older Alluvium 

3.751 

Non-command 

Quartzite 

0.017 

Non-command 

Older Alluvium 

0.064 

Non-command 

Phyllite & Schist 

2.176 

Non-command 

Older Alluvium 

16.286 

Non-command 

Older Alluvium 

8.835 

Non-command 

Older Alluvium 

0.140 

Non-command 

Phyllite & Schist 

3.063 

Non-command 

Older Alluvium 

0.547 

Non-command 

Older Alluvium 

5.475 

Non-command 

Older Alluvium 

4.224 

Non-command 

Phyllite & Schist 

4.841 

Non-command 

Older Alluvium 

0.097 

Non-command 

Older Alluvium 

1.186 

Non-command 

Phyllite & Schist 

0.228 

Non-command 

Older Alluvium 

9.731 

Non-command 

Older Alluvium 

0.622 

Non-command 

Older Alluvium 

3.426 

Non-command 

Phyllite & Schist 

3.408 

Command 

Phyllite & Schist 

0.181 

Non-command 

Older Alluvium 

4.468 

Non-command 

Older Alluvium 

4.750 

Non-command 

Phyllite & Schist 

0.179 

Non-command 

Older Alluvium 

2.610 

Non-command 

Older Alluvium 

5.755 

Non-command 

Quartzite 

0.165 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

80,000 

50,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.025 


0.204 



0.050 

0.146 

0.816 

2.371 

1.152 

1.644 

0.010 

0.022 

0.108 

0.252 

0.182 

0.422 

1.018 

1.390 

0.326 

0.458 

0.115 

0.614 

0.012 

0.012 

0.096 

0.096 

0.008 

0.008 

1.296 

1.776 

0.019 

0.043 

0.470 

0.626 

0.295 

0.401 

0.014 

0.024 

0.288 

0.317 

0.336 

0.492 

0.007 

0.007 

0.154 

0.202 

0.624 

0.888 

0.012 

0.020 



















































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Jola 

0810000501308700 

9.121 

Fresh 

Juwar 

0810000601321300 

11.987 

Fresh 

Karela 

0810000601317000 

3.668 

Fresh 

Kawad 

0810000501311600 

7.346 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Kherda (Rural) 

0810000601317200 

0.255 

Fresh 

Kherli Kalan 

0810000601316900 

4.004 

Fresh 

Khidarpur 

0810000601316200 

2.817 

Fresh 


Non-command 


Non-command 


Non-command 



Lasadiya 

0822000702689400 

5.088 

Fresh 

Madanpura 

0822000702690000 

2.260 

Fresh 

Mahu 

0810000601317700 

5.575 

Fresh 

Mathurapura 

0810000601317500 

4.648 

Fresh 

Molvinagar 

0822000702689200 

4.732 

Fresh 

Mui 

0810000601321400 

9.901 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Nimli Khurd 

0810000601321000 

3.738 

Fresh 

Pachala 

0822000702690100 

10.489 

Fresh 

Pachali 

0822000702690200 

5.160 

Fresh 

Pacheeplya 

0810000601317300 

2.878 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Patoli 

0822000702688700 

11.143 

Fresh 

Qila Ranthambor 

0810000601319900 

137.499 

Fresh 


Non-command 


Non-command 


Rahman Nagar 

0822000702689000 

3.081 

Fresh 

Ramri 

0810000601316300 

4.248 

Fresh 


Non-command 


Non-command 


Ramsinghpura 

0810000501310700 

3.686 

Fresh 

Rinjoda 

0822000702690400 

6.496 

Fresh 

Sawai Madhopur (M+OG) 

0810000641003000 

25.214 

Fresh 

Solatpura 

0822000702688800 

4.189 

Fresh 

Soorwal 

0810000601317800 

15.804 

Fresh 


Sunari 

0810000601315900 

9.474 

Fresh 

Teendoo 

0810000501311700 

5.131 

Fresh 

Thekra 

0810000501311000 

3.811 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Surwal 


Non-command 


Non-command 


Non-command 


Ukhlana 

0822000702681600 

8.746 

Fresh 

Vijaipura 

0810000601321100 

1.844 

Fresh 


Non-command 


Non-command 


07001015 


Alanpur (Rural) 

0810000601320100 

1.193 

Fresh 

Badolas 

0810000601313200 

7.788 

Fresh 

Barh Peelwa 

0810000301293800 

9.766 

Fresh 

Bhadlao 

0810000601313900 

6.263 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Surwal 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Phyllite & Schist 

0.590 

Non-command 

Older Alluvium 

3.668 

Non-command 

Older Alluvium 

0.657 

Non-command 

Phyllite & Schist 

2.007 

Non-command 

Older Alluvium 

0.255 

Non-command 

Older Alluvium 

3.983 

Non-command 

Older Alluvium 

2.196 

Non-command 

Phyllite & Schist 

0.617 

Non-command 

Older Alluvium 

22.368 

Non-command 

Phyllite & Schist 

1.565 

Non-command 

Older Alluvium 

5.088 

Non-command 

Older Alluvium 

2.260 

Non-command 

Phyllite & Schist 

3.294 

Non-command 

Phyllite & Schist 

1.425 

Non-command 

Older Alluvium 

4.710 

Non-command 

Older Alluvium 

3.892 

Non-command 

Phyllite & Schist 

2.535 

Non-command 

Older Alluvium 

0.205 

Non-command 

Phyllite & Schist 

0.061 

Non-command 

Older Alluvium 

3.662 

Non-command 

Older Alluvium 

10.489 

Non-command 

Older Alluvium 

4.674 

Non-command 

Older Alluvium 

0.638 

Non-command 

Phyllite & Schist 

0.448 

Non-command 

Older Alluvium 

7.416 

Non-command 

Phyllite & Schist 

0.051 

Non-command 

Older Alluvium 

0.791 

Non-command 

Older Alluvium 

0.876 

Non-command 

Quartzite 

1.327 

Non-command 

Older Alluvium 

2.661 

Non-command 

Older Alluvium 

1.269 

Non-command 

Phyllite & Schist 

2.974 

Non-command 

Older Alluvium 

0.074 

Non-command 

Older Alluvium 

0.026 

Non-command 

Older Alluvium 

5.768 

Non-command 

Older Alluvium 

0.229 

Non-command 

Phyllite & Schist 

0.010 

Command 

Phyllite & Schist 

0.296 

Non-command 

Phyllite & Schist 

4.808 

Non-command 

Phyllite & Schist 

4.890 

Non-command 

Older Alluvium 

0.188 

Non-command 

Phyllite & Schist 

3.573 

Non-command 

Older Alluvium 

0.020 

Non-command 

Older Alluvium 

1.487 

Non-command 

Phyllite & Schist 

0.001 

Non-command 

Older Alluvium 

0.657 

Non-command 

Limestone 

0.046 

Non-command 

Limestone 

0.559 

Non-command 

Limestone 

0.954 

Non-command 

Older Alluvium 

3.223 

Non-command 

Quartzite 

1.368 

Command 

Older Alluvium 

0.143 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

100,000 

80,000 


Tube Wells with 


MCM 

MCM 

(15) 

(16) 

~ 

- ; 

0.050 

0.069 

0.384 

0.504 

0.038 

0.086 

0.086 

0.201 

0.067 

0.115 

0.432 

0.564 

0.192 

0.288 

0.036 

0.055 

2.294 

3.362 

0.122 

0.180 

0.180 

0.209 

0.084 

0.084 

0.360 

0.370 

0.115 

0.240 

0.060 

0.089 

0.778 

1.174 

0.382 

0.593 










































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Gothra 


Jamool Khera 


Jeenapur 


Karmoda 


Khandoj 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Dubra Kalan 

0810000601314400 

5.133 

Fresh 

Endwa 

0810000601313600 

2.209 

Fresh 

Gongor 

0810000601314900 

4.738 

Fresh 


0810000601317600 


4.537 Fresh 


Himmatpura 

0810000601319700 

0.977 

Fresh 

Hingoni 

0810000601313500 

5.906 

Fresh 


Surwal 


Surwal 


Non-command 


Surwal 


Non-command 


Surwal 


Non-command 


Non-command 



0810000601318800 


0810000601320400 


2.323 Fresh 


6.532 Fresh 


Kacheeda Kalan 

0810000701329600 

11.378 

Fresh 

Kanseer 

0810000601314200 

4.016 

Fresh 


0810000601319400 


0810000601318400 


1.964 Fresh 


4.390 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Surwal 


Non-command 



Khatupura 

0810000601319300 

2.555 

Fresh 

Khawa 

0810000601318700 

7.409 

Fresh 

Khilchipur 

0810000601318900 

9.198 

Fresh 

Kundera 

0810000601314100 

5.426 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Kutalpura Jatan (Rural) 

0810000601319500 

1.188 

Fresh 

Kutalpura Maliyan 

0810000601318600 

0.918 

Fresh 

Lakkarda 

0810000701329700 

4.088 

Fresh 

Lodhipura 

0810000601319100 

4.133 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Madhosinghpura 

0810000601319800 

4.791 

Fresh 

Mahu 

0810000601317700 

5.575 

Fresh 


Non-command 


Non-command 


Surwal 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

2.656 

Non-command 

Quartzite 

2.062 

Non-command 

Limestone 

2.116 

Non-command 

Older Alluvium 

3.035 

Non-command 

Quartzite 

0.205 

Command 

Older Alluvium 

0.963 

Non-command 

Older Alluvium 

2.384 

Non-command 

Quartzite 

0.154 

Non-command 

Older Alluvium 

1.962 

Non-command 

Phyllite & Schist 

0.574 

Command 

Older Alluvium 

1.942 

Command 

Phyllite & Schist 

1.011 

Non-command 

Older Alluvium 

0.641 

Non-command 

Quartzite 

2.268 

Non-command 

Limestone 

0.001 

Non-command 

Older Alluvium 

1.371 

Command 

Older Alluvium 

0.589 

Command 

Older Alluvium 

0.229 

Non-command 

Limestone 

0.726 

Command 

Older Alluvium 

1.978 

Command 

Phyllite & Schist 

0.673 

Non-command 

Phyllite & Schist 

0.894 

Command 

Phyllite & Schist 

0.051 

Non-command 

Quartzite 

0.962 

Non-command 

Limestone 

3.399 

Non-command 

Older Alluvium 

0.011 

Non-command 

Quartzite 

1.292 

Non-command 

Older Alluvium 

0.239 

Non-command 

Quartzite 

2.078 

Non-command 

Older Alluvium 

0.604 

Non-command 

Quartzite 

0.004 

Non-command 

Quartzite 

0.474 

Non-command 

Older Alluvium 

1.313 

Command 

Older Alluvium 

1.019 

Non-command 

Older Alluvium 

1.382 

Non-command 

Phyllite & Schist 

0.560 

Non-command 

Older Alluvium 

0.064 

Non-command 

Quartzite 

1.732 

Non-command 

Quartzite 

2.524 

Non-command 

Quartzite 

5.869 

Non-command 

Quartzite 

9.124 

Non-command 

Limestone 

1.881 

Non-command 

Older Alluvium 

0.126 

Non-command 

Quartzite 

3.368 

Non-command 

Older Alluvium 

1.179 

Non-command 

Quartzite 

0.915 

Non-command 

Quartzite 

0.103 

Non-command 

Older Alluvium 

2.151 

Non-command 

Phyllite & Schist 

0.163 

Non-command 

Quartzite 

1.502 

Non-command 

Quartzite 

1.057 

Non-command 

Phyllite & Schist 

2.032 

Command 

Phyllite & Schist 

0.010 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

60,000 


Wells with 


MCM 

MCM 

(15) 

(16) 

0.144 

0.312 

0.072 

0.156 

0.137 

0.166 

0.259 

0.307 

0.012 

0.012 

0.077 

0.089 

0.634 

0.754 

0.024 

0.032 

0.394 

0.430 

0.086 

0.096 

0.394 

0.430 

0.151 

0.161 

0.077 

0.149 

0.162 

0.355 

- 

- j 

0.211 

0.283 

0.086 

0.110 

0.029 

0.041 

0.216 

0.398 

0.173 

0.209 

0.043 

0.053 

0.079 

0.108 

0.007 

0.007 

0.048 

0.115 

0.187 

0.273 


0.024 

0.058 

0.150 

0.318 

0.223 

0.233 




























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


07001016 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Makholi 

0810000601314500 

2.347 

Fresh 

Mathurapura 

0810000601317500 

4.648 

Fresh 



Qila Ranthambor 


Rahitha Kalan 


Sawai Madhopur (M+OG) 


Sawai Madhopur (Rural) 


Sherpur 



5.160 Fresh Non-command 


Surwal 


Needarda 

0810000601315400 

3.987 

Fresh 

Ninoni 

0810000601313100 

2.906 

Fresh 


Niwadi 

0810000601313700 

10.954 

Fresh 

Olwara 

0810000601313400 

8.949 

Fresh 



2.878 Fresh Non-command 


Padra Nizamat 

0810000701329100 

6.614 

Fresh 

Parli 

0810000601314000 

13.940 

Fresh 


Phooleri 

0810000701329200 

11.440 

Fresh 

Phoosoda 

0810000601318000 

5.948 

Fresh 



0810000601319900 


0810000601313000 


137.499 Fresh Non-command 


6.095 Fresh Non-command 



Ramsinghpura 

0810000601319200 

2.111 

Fresh 

Ranwal 

0810000601318200 

8.245 

Fresh 


Non-command 


Non-command 



0810000641003000 


0810000601320000 


0810000601318500 


25.214 Fresh 


1.173 Fresh 


1.927 Fresh 


Shyamota 

0810000601315300 

2.997 

Fresh 

Shyampura 

0810000601313800 

33.155 

Fresh 


Sinoli 

0810000601315800 

7.731 

Fresh 

Soorwal 

0810000601317800 

15.804 

Fresh 


Surwal 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Sunari 

0810000601315900 

9.474 

Fresh 

Uliyana 

0810000601318300 

6.329 

Fresh 

Anando Ka Khera 

0824001102939300 

1.267 

Fresh 

Anwasa 

0824001102938400 

2.028 

Fresh 

Berisal 

0824001202948500 

1.759 

Fresh 

Bhopalgarh 

0824001102941200 

2.952 

Fresh 


Bijoliyan Khurd 

0824001202946300 

15.965 

Fresh 

Bilona Bari 

0824001202947700 

1.331 

Fresh 

Brindawan 

0824001202947000 

1.047 

Fresh 

Chhatri Khera 

0824001202946900 

0.452 

Fresh 

Daulji Ka Khera 

0824001102941500 

7.941 

Fresh 


Surwal 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Older Alluvium 

1.518 

Non-command 

Older Alluvium 

0.526 

Non-command 

Phyllite & Schist 

2.685 

Non-command 

Phyllite & Schist 

1.200 

Command 

Phyllite & Schist 

2.001 

Non-command 

Phyllite & Schist 

0.150 

Non-command 

Limestone 

0.080 

Non-command 

Older Alluvium 

1.143 

Non-command 

Quartzite 

0.885 

Non-command 

Limestone 

4.119 

Non-command 

Quartzite 

1.076 

Non-command 

Older Alluvium 

1.531 

Non-command 

Phyllite & Schist 

0.247 

Non-command 

Quartzite 

0.022 

Non-command 

Limestone 

0.046 

Non-command 

Quartzite 

7.995 

Non-command 

Quartzite 

0.017 

Non-command 

Older Alluvium 

4.433 

Non-command 

Quartzite 

1.225 

Non-command 

Older Alluvium 

1.457 

Non-command 

Quartzite 

4.529 

Non-command 

Limestone 

2.321 

Non-command 

Older Alluvium 

0.231 

Non-command 

Quartzite 

3.033 

Non-command 

Quartzite 

1.682 

Non-command 

Older Alluvium 

3.798 

Non-command 

Quartzite 

4.394 

Command 

Older Alluvium 

0.018 

Non-command 

Older Alluvium 

7.986 

Non-command 

Quartzite 

6.850 

Non-command 

Older Alluvium 

0.092 

Non-command 

Quartzite 

0.323 

Non-command 

Older Alluvium 

0.676 

Non-command 

Quartzite 

1.210 

Non-command 

Phyllite & Schist 

0.613 

Non-command 

Limestone 

2.457 

Non-command 

Quartzite 

12.483 

Non-command 

Phyllite & Schist 

0.106 

Non-command 

Older Alluvium 

1.257 

Non-command 

Phyllite & Schist 

7.893 

Command 

Phyllite & Schist 

6.114 

Non-command 

Phyllite & Schist 

2.737 

Non-command 

Quartzite 

4.980 

Non-command 

Phyllite & Schist 

1.267 

Non-command 

Phyllite & Schist 

0.723 

Non-command 

Bhander Sandstone 

0.657 

Non-command 

Bhander Sandstone 

0.979 

Non-command 

Phyllite & Schist 

1.314 

Non-command 

Bhander Sandstone 

5.216 

Non-command 

Bhander Sandstone 

0.119 

Non-command 

Bhander Sandstone 

1.033 

Non-command 

Bhander Sandstone 

0.452 

Non-command 

Limestone 

1.267 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

80,000 

60,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

80,000 

60,000 



Wells with 
Pumpset 


MCM 


(15) 


0.394 





0.122 

0.132 

0.019 

0.019 

0.132 

0.140 

0.168 

0.328 

0.595 

0.715 

0.432 

0.533 

- 

- ! 

0.019 

0.019 

0.006 

0.006 

0.192 

0.372 

0.414 

0.851 

0.182 

0.350 

0.210 

0.412 

0.079 

0.089 

0.151 

0.228 

0.654 

0.982 

0.007 

0.007 

0.240 

0.252 

1.109 

1.195 

0.857 

0.924 

0.173 

0.192 

0.192 

0.436 

0.050 

0.050 

0.072 

0.082 

0.043 

0.077 

0.005 

0.005 

0.014 

0.014 

0.192 

0.234 

0.005 

0.013 

0.019 

0.019 

0.019 

0.019 

0.050 

0.050 










































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


07002017 


Dhorela 


Fatehpura 


Gariyan 


Golam Garh 


Gopalniwas 


Hameeriya 


Jalam Ki Jhonpariyan 


Jaleri 


Jetpura 


Jujarpur 


Kaner 


Karlao 


Kasya Sani 


Kharipur 


Khokhra 


Lalpura 


Mandalgarh 


Mangarh 


Mochariyon Ka Khera 


Mohanpura 



Neem Ka Khera 


Patiyal 


Phoolan 


Salawatiya 


Saran Ka Khera 


Shyampura 


Sukhpura 


Swarooppura 


Teekhi 


Tharoda 


Aar 


Alsigarh 


Amberi 


Ambuja 


Ayad (Rural) 


Bachhar 


Bada 


Badanga 


Bagdunda 


Baleecha 


Banadiya 


Bandarwara 



0824001102941100 


0824001102941300 


0824001102941400 


4.100 Fresh 


0.700 Fresh 


6.202 Fresh 


Non-command 


Non-command 


Non-command 



0824001202947500 


0824001202948300 


0824001102940800 


0824001102940000 


0824001202947600 


0824001102939400 


0824001102941000 


0824001202947100 


0824001202947200 


0824001202946600 


0824001202947400 


0824001102941600 


0824001202946800 


0824001142407000 


0824001202946400 


0824001102939500 


0824001102939200 


5.315 Fresh 


2.297 Fresh 


4.400 Fresh 


9.381 Fresh 


4.717 Fresh 


2.140 Fresh 


1.867 Fresh 


0.872 Fresh 


0.418 Fresh 


1.265 Fresh 


4.764 Fresh 


3.850 Fresh 


0.452 Fresh 


57.997 Fresh 


2.899 Fresh 


2.090 Fresh 


7.390 Fresh 


Non-command 


Non-command 


Non-command 


Jetpura 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0824001102938500 


0824001202946500 


0824001202946200 


0824001202948400 


0824001102939000 


0824001102940900 


0824001202947300 


0824001102939100 


0824001202946100 


0824001202946000 


0826000503157100 


0826000503158500 


0826000503146600 


0826000503152100 


0826000503149000 


0826000503156800 


0826000503149600 


0826000503156300 


0826000203083500 


0826000503153500 


0826000503155800 


0826000503141000 


4.615 Fresh 


1.231 Fresh 


2.444 Fresh 


3.650 Fresh 


4.279 Fresh 


14.664 Fresh 


3.257 Fresh 


1.189 Fresh 


2.276 Fresh 


8.833 Fresh 


3.789 


21.929 


5.512 


10.929 


2.636 


2.935 


2.259 


2.371 


4.683 


4.907 


5.037 


2.848 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

0.353 

Non-command 

Phyllite & Schist 

1.914 

Non-command 

Bhander Sandstone 

0.675 

Non-command 

Bhander Sandstone 

0.957 

Non-command 

Limestone 

0.442 

Non-command 

Phyllite & Schist 

4.176 

Non-command 

Bhander Sandstone 

5.026 

Non-command 

Bhander Sandstone 

0.000 

Non-command 

Bhander Sandstone 

0.543 

Command 

Phyllite & Schist 

0.003 

Non-command 

Phyllite & Schist 

0.379 

Non-command 

Bhander Sandstone 

1.750 

Non-command 

Phyllite & Schist 

1.984 

Non-command 

Phyllite & Schist 

1.396 

Non-command 

Bhander Sandstone 

0.872 

Non-command 

Bhander Sandstone 

0.418 

Non-command 

Bhander Sandstone 

1.244 

Non-command 

Bhander Sandstone 

4.304 

Non-command 

Bhander Sandstone 

0.006 

Non-command 

Bhander Sandstone 

0.452 

Non-command 

Limestone 

0.445 

Non-command 

Phyllite & Schist 

4.113 

Non-command 

Bhander Sandstone 

2.697 

Non-command 

Phyllite & Schist 

0.097 

Non-command 

Limestone 

2.260 

Non-command 

Phyllite & Schist 

5.064 

Non-command 

Bhander Sandstone 

2.821 

Non-command 

Limestone 

0.042 

Non-command 

Phyllite & Schist 

3.612 

Non-command 

Bhander Sandstone 

1.231 

Non-command 

Bhander Sandstone 

2.159 

Non-command 

Bhander Sandstone 

0.579 

Non-command 

Phyllite & Schist 

0.649 

Non-command 

Bhander Sandstone 

0.541 

Non-command 

Phyllite & Schist 

0.041 

Non-command 

Bhander Sandstone 

3.257 

Non-command 

Phyllite & Schist 

0.893 

Non-command 

Bhander Sandstone 

1.414 

Non-command 

Bhander Sandstone 

0.853 


with 

Pumpset 


Sub Basin: Berach 


Command 

Phyllite & Schist 

3.377 

Command 

Phyllite & Schist 

5.646 

Command 

Phyllite & Schist 

4.186 

Command 

Phyllite & Schist 

0.041 

Command 

Phyllite & Schist 

2.636 

Command 

Phyllite & Schist 

0.227 

Command 

Phyllite & Schist 

1.281 

Command 

Phyllite & Schist 

1.456 

Command 

Phyllite & Schist 

1.099 

Command 

Phyllite & Schist 

1.770 

Command 

Gneisses(B.G.C.) 

0.125 

Command 

Phyllite & Schist 

4.414 

Command 

Gneisses(B.G.C.) 

0.035 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

80,000 

60,000 

120 

70,000 

40,000 

120 

80,000 

60,000 

120 

70,000 

40,000 

120 

80,000 

60,000 

120 

70,000 

40,000 

120 

70,000 

40,000 



120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 


Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.014 


0.108 


0.005 


0.005 




0.007 

0.007 

0.005 

0.005 

0.014 

0.014 

0.101 

0.111 



0.022 

0.032 

0.209 

0.267 

0.053 

0.070 

0.007 

0.007 

0.346 

0.365 

0.778 

0.836 

0.067 

0.092 


0.108 

0.127 

0.019 

0.019 

0.005 

0.005 

0.096 

0.104 

0.022 

0.022 

0.015 

0.015 



0.061 

0.061 

0.054 

0.054 

0.012 

0.138 


0.209 

0.251 

0.018 

0.018 

0.186 

0.244 

0.042 

0.050 

0.108 

0.108 

0.058 

0.058 















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Bansra 

0826000203083800 

3.812 

Fresh 

Barda 

0826000503155600 

7.526 

Fresh 


Non_command 


Non command 



Bargaon (Rural) 

0826000503154900 

1.539 

Fresh 

Bari 

0826000503154500 

5.775 

Fresh 

Barodiya 

0826000503141200 

2.599 

Fresh 

Basliya 

0826000503141800 

3.129 

Fresh 

Bedla 

0826000503148500 

1.441 

Fresh 

Bedla Khurd 

0826000503148600 

0.957 

Fresh 

Bedwas (Rural) 

0826000503149300 

5.486 

Fresh 

Beeyal 

0826000503156000 

5.457 

Fresh 

Bhadwi Gurha 

0826000203084300 

3.669 

Fresh 

Bhalon Ka Gurha 

0826000503150800 

7.922 

Fresh 


Bheelon Ka Bedla 

0826000503146800 

4.950 

Fresh 

Bhesra Kalan 

0826000503149900 

7.472 

Fresh 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Udai Sagar 


Non_command 


Non command 


Bhesra Khurd 

0826000503150000 

8.245 

Fresh 

Bhilwara 

0826000503147000 

0.406 

Fresh 

Bhoeyon Ki Pancholi 

0826000503151800 

5.332 

Fresh 


Non_command 


Non_command 


Non command 


Bhuwana 

0826000503148400 

9.699 

Fresh 

Bichhri 

0826000503150400 

4.102 

Fresh 



Borao Ka Khera 

0826000503156700 

2.127 

Fresh 

Brahmanon Ka Gurha 

0826000503146700 

0.542 

Fresh 

Brahmanon Ki Hunder 

0826000503141100 

1.200 

Fresh 


Non_command 


Non_command 


Udai Sagar 


Non_command 


Non_command 


Non_command 


Non command 


Bujra 

0826000503154300 

6.643 

Fresh 

Chaukariya 

0826000503154200 

2.243 

Fresh 

Cheerwa 

0826000503146300 

2.857 

Fresh 

Chheepala 

0826000203077400 

8.947 

Fresh 

Chikalwas 

0826000503147800 

3.457 

Fresh 

Chor Baori 

0826000203084000 

2.328 

Fresh 

Dagiyon Ka Gurha 

0826000503147100 

0.665 

Fresh 

Dagiyon Ki Pancholi 

0826000503151700 

2.416 

Fresh 

Dakan Kotra 

0826000503160900 

10.811 

Fresh 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non command 


Dangiyon Ka Hundar 

0826000503147400 

1.653 

Fresh 

Debari 

0826000503149400 

7.785 

Fresh 


Non_command 


Non command 


Dewali (Rural) 

0826000503154800 

0.230 

Fresh 

Dhar 

0826000503156200 

4.218 

Fresh 

Dheekli 

0826000503149500 

8.378 

Fresh 


Non_command 


Non_command 


Non command 



Dodawali 

0826000503156400 

8.449 

Fresh 

Doolawaton Ka Gurha 

0826000503142500 

4.447 

Fresh 

Eklingpura 

0826000503152400 

5.993 

Fresh 


Non_command 


Non_command 


Non command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Phyllite & Schist 

2.008 

Command 

Phyllite & Schist 

3.610 

Command 

Gneisses(B.G.C.) 

3.724 

Command 

Phyllite & Schist 

2.423 

Command 

Phyllite & Schist 

1.539 

Command 

Phyllite & Schist 

5.671 

Command 

Phyllite & Schist 

2.069 

Command 

Phyllite & Schist 

3.058 

Command 

Phyllite & Schist 

1.441 

Command 

Phyllite & Schist 

0.957 

Command 

Phyllite & Schist 

5.373 

Command 

Phyllite & Schist 

4.587 

Command 

Phyllite & Schist 

3.231 

Command 

Gneisses(B.G.C.) 

0.007 

Command 

Gneisses(B.G.C.) 

0.014 

Command 

Phyllite & Schist 

3.106 

Command 

Gneisses(B.G.C.) 

0.032 

Command 

Phyllite & Schist 

0.069 

Command 

Gneisses(B.G.C.) 

0.162 

Command 

Phyllite & Schist 

0.060 

Command 

Gneisses(B.G.C.) 

0.108 

Command 

Phyllite & Schist 

4.886 

Command 

Phyllite & Schist 

8.374 

Command 

Gneisses(B.G.C.) 

0.105 

Command 

Gneisses(B.G.C.) 

0.040 

Command 

Limestone 

1.583 

Command 

Phyllite & Schist 

0.240 

Command 

Phyllite & Schist 

0.209 

Command 

Phyllite & Schist 

0.475 

Command 

Gneisses(B.G.C.) 

0.738 

Command 

Phyllite & Schist 

0.462 

Command 

Phyllite & Schist 

5.486 

Command 

Phyllite & Schist 

1.904 

Command 

Phyllite & Schist 

0.022 

Command 

Phyllite & Schist 

0.333 

Command 

Phyllite & Schist 

3.457 

Command 

Phyllite & Schist 

2.319 

Command 

Phyllite & Schist 

0.198 

Command 

Phyllite & Schist 

2.365 

Command 

Limestone 

1.857 

Command 

Phyllite & Schist 

3.698 

Command 

Gneisses(B.G.C.) 

1.647 

Command 

Gneisses(B.G.C.) 

0.983 

Command 

Phyllite & Schist 

4.800 

Command 

Phyllite & Schist 

0.230 

Command 

Phyllite & Schist 

3.167 

Command 

Gneisses(B.G.C.) 

1.884 

Command 

Phyllite & Schist 

3.595 

Command 

Limestone 

1.235 

Command 

Phyllite & Schist 

0.197 

Command 

Phyllite & Schist 

1.636 

Command 

Phyllite & Schist 

4.172 

Command 

Limestone 

1.004 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

60,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

90,000 

70,000 



0.065 

0.161 

0.564 

0.606 

0.004 

0.004 

- 

- 

0.076 

0.108 

0.004 

0.010 

0.004 

0.004 

0.012 

0.046 

0.038 

0.038 

0.030 

0.030 

0.504 

0.684 

0.061 

0.067 

- 

- 

0.006 

0.006 

0.006 

0.115 

0.048 

0.048 

0.012 

0.062 

0.112 

0.250 

0.042 

0.085 

0.036 

0.084 

0.010 

0.046 

0.029 

0.035 

0.151 

0.187 

0.090 

0.090 

0.048 

0.065 

0.068 

0.104 

0.162 

0.238 

0.076 

0.152 

0.004 

0.010 

0.043 

0.043 

0.036 

0.036 

















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Gahloton Ka Bas 

0826000503155900 

1.490 

Fresh 

Gata 

0826000203081400 

4.234 

Fresh 

Ghasiyar 

0826000503141300 

1.211 

Fresh 

Ghodan Kalan 

0826000503155700 

6.997 

Fresh 


Non_command 


Non_command 


Non_command 


Non command 



Gogunda 

0826000203080000 

6.900 

Fresh 

Gordhan Vilas (Rural) 

0826000503153400 

8.335 

Fresh 

Gourela 

0826000503153900 

4.215 

Fresh 

Gowla 

0826000503150100 

10.915 

Fresh 

Hawala Kalan 

0826000503154600 

4.562 

Fresh 

Hawala Khurd 

0826000503154700 

0.267 

Fresh 

Heerawaton Ki Bhagal 

0826000503142600 

1.324 

Fresh 

Iswal 

0826000503141700 

10.950 

Fresh 

Jhalon Ka Gurha 

0826000503145000 

2.774 

Fresh 

Jharnon Ki Sarai 

0826000503149100 

2.337 

Fresh 

Jheendoli 

0826000503141400 

3.510 

Fresh 

Jogiyon Ka Gurha 

0826000203083700 

2.427 

Fresh 

Jolawas 

0826000203083200 

9.450 

Fresh 

Kachhwa 

0826000203081300 

3.362 

Fresh 

Kakan Ka Gurha 

0826000203079700 

2.889 

Fresh 

Kalarwas 

0826000503152300 

5.624 

Fresh 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non command 


Kaliwas 

0826000503157200 

16.200 

Fresh 

Kamlod 

0826000503150300 

1.602 

Fresh 


Kamlod Ka Doongar 


Kanpur 


Non_command 


Non command 



Kasniyawad 

0826000503141600 

3.066 

Fresh 

Katara 

0826000503155200 

1.902 

Fresh 


Non_command 


Non command 



Kaylon Ka Gurha 

0826000503140700 

4.492 

Fresh 

Keli 

0826000503157000 

5.201 

Fresh 

Kharbariya 

0826000503151400 

1.124 

Fresh 

Khuyanpura 

0826000503141500 

1.016 

Fresh 

Kodiyat 

0826000503154400 

10.815 

Fresh 

Kumawaton Ka Gurha 

0826000503142300 

1.742 

Fresh 

Kunda 

0825000703051000 

3.628 

Fresh 

Kundal Ubeshwarji 

0826000503156100 

0.804 

Fresh 

Lai Ka Gurha 

0826000503155000 

0.949 

Fresh 

Lakarwas 

0826000503151100 

11.221 

Fresh 

Lakhawali 

0826000503146900 

10.469 

Fresh 

Lauseeng 

0826000503144900 

6.620 

Fresh 

Liyo Ka Gurha 

0826000503155300 

3.537 

Fresh 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non-command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non command 


Loyra 

0826000503147700 

1.138 

Fresh 

Madar 

0826000503140900 

9.176 

Fresh 


Non_command 


Non command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Phyllite & Schist 

4.189 

Command 

Phyllite & Schist 

1.192 

Command 

Phyllite & Schist 

0.115 

Command 

Phyllite & Schist 

0.806 

Command 

Gneisses(B.G.C.) 

0.436 

Command 

Phyllite & Schist 

6.325 

Command 

Gneisses(B.G.C.) 

1.046 

Command 

Phyllite & Schist 

0.097 

Command 

Phyllite & Schist 

1.588 

Command 

Phyllite & Schist 

1.680 

Command 

Phyllite & Schist 

4.160 

Command 

Gneisses(B.G.C.) 

0.000 

Command 

Phyllite & Schist 

4.537 

Command 

Phyllite & Schist 

0.154 

Command 

Phyllite & Schist 

0.645 

Command 

Phyllite & Schist 

10.610 

Command 

Phyllite & Schist 

0.117 

Command 

Phyllite & Schist 

1.730 

Command 

Phyllite & Schist 

2.185 

Command 

Phyllite & Schist 

2.245 

Command 

Phyllite & Schist 

1.403 

Command 

Phyllite & Schist 

0.374 

Command 

Phyllite & Schist 

2.765 

Command 

Limestone 

3.400 

Command 

Phyllite & Schist 

1.999 

Command 

Phyllite & Schist 

10.489 

Command 

Gneisses(B.G.C.) 

1.058 

Command 

Phyllite & Schist 

0.265 

Command 

Gneisses(B.G.C.) 

0.031 

Command 

Phyllite & Schist 

0.417 

Command 

Limestone 

0.929 

Command 

Phyllite & Schist 

5.585 

Command 

Phyllite & Schist 

2.745 

Command 

Gneisses(B.G.C.) 

0.300 

Command 

Phyllite & Schist 

1.602 

Command 

Gneisses(B.G.C.) 

0.000 

Command 

Phyllite & Schist 

4.281 

Command 

Phyllite & Schist 

4.183 

Command 

Phyllite & Schist 

0.429 

Command 

Phyllite & Schist 

1.062 

Command 

Phyllite & Schist 

0.826 

Command 

Phyllite & Schist 

7.179 

Command 

Phyllite & Schist 

1.346 

Non-command 

Phyllite & Schist 

2.402 

Command 

Phyllite & Schist 

0.696 

Command 

Phyllite & Schist 

0.857 

Command 

Phyllite & Schist 

1.256 

Command 

Phyllite & Schist 

8.102 

Command 

Phyllite & Schist 

0.562 

Command 

Gneisses(B.G.C.) 

0.124 

Command 

Phyllite & Schist 

3.413 

Command 

Phyllite & Schist 

1.138 

Command 

Gneisses(B.G.C.) 

3.869 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

60,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

40,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

- 

0.048 

0.018 

0.018 

0.006 

0.006 

0.006 

0.006 

0.005 

0.005 

0.060 

0.060 

0.024 

0.024 

0.006 

0.006 

0.144 

0.144 

0.047 

0.059 

0.068 

0.362 

- 

- 

0.042 

0.050 

0.096 

0.104 

0.012 

0.012 

0.030 

0.072 



0.012 

0.104 

0.036 

0.036 


0.126 

0.186 

0.012 

0.012 

0.068 

0.098 

0.006 

0.006 

0.086 

0.086 

0.030 

0.030 

0.096 

0.096 

0.050 

0.068 

0.012 

0.079 

0.006 

0.006 

- 

- 

0.084 

0.092 

- 

0.076 

0.038 

0.038 







































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Madarda 

0826000203084200 

21.395 

Fresh 

Majam 

0826000203083600 

6.091 

Fresh 

Majawad 

0826000203083100 

9.107 

Fresh 

Manwa Khera (Rural) 

0826000503152900 

2.385 

Fresh 

Mataji Ka Khera 

0826000503142400 

0.975 

Fresh 

Matoon 

0826000503151300 

3.929 

Fresh 

Mori 

0826000203079600 

10.338 

Fresh 

Moriyon Ki Kariyan 

0826000503142200 

2.181 

Fresh 

Morwaniya 

0826000503155500 

1.480 

Fresh 

Moti Khera 

0826000103063000 

3.806 

Fresh 

Nai 

0826000503154000 

9.960 

Fresh 

Nala Phala 

0826000503150200 

2.051 

Fresh 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non command 



Naya Gurha 

0826000503157400 

7.230 

Fresh 

Naya Khera 

0826000503153700 

0.974 

Fresh 

Nayon Ka Gurha 

0826000203083900 

0.808 

Fresh 

Nela 

0826000503153100 

1.332 

Fresh 

Nohra 

0826000503154100 

6.314 

Fresh 

Oton Ka Gurha 

0826000503148000 

1.851 

Fresh 

Palri 

0826000503155100 

3.409 

Fresh 

Panwari 

0826000503151200 

10.047 

Fresh 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non command 



Peepalwas 

0826000503158400 

5.580 

Fresh 

Peepliya 

0826000503157500 

3.412 

Fresh 

Phanda 

0826000503152600 

2.699 

Fresh 


Udai Sagar 


Non_command 


Non_command 


Non command 


Pherniyon Ka Gurha 

0826000503147600 

1.242 

Fresh 

Phutiya 

0826000203079800 

2.561 

Fresh 

Pilana Ki Bhagal 

0826000503142100 

2.474 

Fresh 

Popalti 

0826000503157600 

8.939 

Fresh 

Pratappura 

0826000503148100 

3.145 

Fresh 

Raghunathpura 

0826000503148200 

0.655 

Fresh 

Ratharon Ka Gurha 

0826000503147200 

1.921 

Fresh 

Rathoran Ka Gurha 

0826000503140600 

6.967 

Fresh 

Rayta 

0826000503157300 

2.324 

Fresh 

Rebariyon Ka Gurha 

0826000503149200 

0.229 

Fresh 

Roopnagar 

0826000503148900 

1.098 

Fresh 

Sabalpura 

0826000503147900 

3.120 

Fresh 

Sapetiya 

0826000503148700 

4.312 

Fresh 

Sare 

0826000503146100 

4.962 

Fresh 

Saweena Khera (Rural) 

0826000503153300 

2.847 

Fresh 

Seesaram (Rural) 

0826000503153800 

2.857 

Fresh 

Seloo 

0826000503141900 

4.873 

Fresh 

Sethji Ki Kundal 

0826000503153600 

3.376 

Fresh 

Shivpuri 

0826000503146400 

0.980 

Fresh 

Shobhagpura 

0826000503148300 

3.051 

Fresh 

Shri Maliyon Ki Kariyan 

0826000503142000 

3.059 

Fresh 

Sukher 

0826000503148800 

4.252 

Fresh 

Suwawaton Ka Gurha 

0826000203084100 

2.824 

Fresh 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Phyllite & Schist 

3.609 

Command 

Phyllite & Schist 

18.133 

Command 

Phyllite & Schist 

4.550 

Command 

Phyllite & Schist 

0.310 

Command 

Phyllite & Schist 

2.044 

Command 

Phyllite & Schist 

0.443 

Command 

Phyllite & Schist 

1.753 

Command 

Phyllite & Schist 

6.692 

Command 

Phyllite & Schist 

2.050 

Command 

Phyllite & Schist 

1.337 

Command 

Gneisses(B.G.C.) 

0.003 

Command 

Phyllite & Schist 

8.722 

Command 

Gneisses(B.G.C.) 

0.781 

Command 

Phyllite & Schist 

0.850 

Command 

Gneisses(B.G.C.) 

0.165 

Command 

Phyllite & Schist 

2.487 

Command 

Phyllite & Schist 

5.485 

Command 

Phyllite & Schist 

0.871 

Command 

Phyllite & Schist 

0.650 

Command 

Phyllite & Schist 

0.097 

Command 

Phyllite & Schist 

5.168 

Command 

Phyllite & Schist 

1.846 

Command 

Phyllite & Schist 

2.856 

Command 

Gneisses(B.G.C.) 

4.746 

Command 

Phyllite & Schist 

1.787 

Command 

Gneisses(B.G.C.) 

0.103 

Command 

Phyllite & Schist 

0.851 

Command 

Phyllite & Schist 

2.885 

Command 

Limestone 

1.734 

Command 

Phyllite & Schist 

0.729 

Command 

Phyllite & Schist 

1.242 

Command 

Phyllite & Schist 

2.517 

Command 

Phyllite & Schist 

0.827 

Command 

Phyllite & Schist 

6.091 

Command 

Phyllite & Schist 

2.896 

Command 

Phyllite & Schist 

0.655 

Command 

Phyllite & Schist 

1.921 

Command 

Phyllite & Schist 

5.633 

Command 

Phyllite & Schist 

1.744 

Command 

Phyllite & Schist 

0.217 

Command 

Phyllite & Schist 

0.691 

Command 

Phyllite & Schist 

3.028 

Command 

Phyllite & Schist 

4.286 

Command 

Phyllite & Schist 

0.128 

Command 

Phyllite & Schist 

1.880 

Command 

Phyllite & Schist 

1.632 

Command 

Phyllite & Schist 

2.386 

Command 

Phyllite & Schist 

0.282 

Command 

Phyllite & Schist 

0.004 

Command 

Phyllite & Schist 

3.051 

Command 

Phyllite & Schist 

2.837 

Command 

Phyllite & Schist 

2.945 

Command 

Phyllite & Schist 

2.650 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

30,000 

25,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

60,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.048 


0.108 


0.216 


0.012 


0.166 


0.012 


0.097 


0.168 


0.012 


0.048 



0.324 

0.366 

0.042 

0.042 

0.012 

0.037 

0.042 

0.042 



































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



07002018 


Undari Kalan 


Undari Khurd 


Wani 


Abhay Pura 


Achalpura 


Achhora 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


0.790 Fresh 


( 6 ) 


Non command 


7.799 Fresh 



Ter Ka Bhilwara 

0826000503143100 

2.916 

Fresh 

Thoor 

0826000503147500 

6.093 

Fresh 



0826000503158300 


0826000503157700 


0826000203079500 


0829000503605700 


0829000503614400 


0829000503598100 


17.922 

Fresh 

45.877 

Fresh 

10.710 

Fresh 

9.062 

Fresh 

3.945 

Fresh 

1.441 

Fresh 

0.814 

Fresh 

1.784 

Fresh 


Ajolion Ka Khera 

0829000203547400 

2.463 

Fresh 

Akodiya 

0829000203542500 

2.248 

Fresh 

Akoriya 

0829000303549100 

3.162 

Fresh 


Ama 

0824000902902400 

11.505 

Fresh 

Amalda 

0829000303560300 

5.344 

Fresh 

Amarpura 

0829000203537000 

3.974 

Fresh 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non-command 


Non-command 


Gambhiri 


Non-command 


Non-command 


Non-command 


Non-command 


Orai 


Non-command 


Non-command 


Non-command 




0829000203540700 

1.740 

Fresh 

0829000303552700 

2.171 

Fresh 

0824001102943300 

3.011 

Fresh 

0829000303556000 

3.269 

Fresh 


Ambaberi 

0829000503605500 

1.894 

Fresh 

Amli (garh Pachhli) 

0824000802881600 

8.993 

Fresh 

Amoliya 

0829000503595000 

0.913 

Fresh 

Amragadri Khera 

0829000203544800 

0.425 

Fresh 

Anandpura 

0829000303556900 

1.168 

Fresh 

Andariyon Ki Jhonpariyan 

0829000303557500 

1.015 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Anoppura 

0829000303560500 

5.856 

Fresh 

Anwal Hera 

0829000503599300 

6.993 

Fresh 


Arjunpura 

0829000503603500 

1.923 

Fresh 

Aroli 

0824001202948000 

8.958 

Fresh 

Badliya 

0829000203538100 

3.012 

Fresh 


Non-command 


Bassi 


Non-command 


Non-command 


Non-command 


Non-command 


Bageed 


Bakhtpura 


Balwantnagar 


0824001102935600 


3.559 Fresh Non-command 


Orai 


1.252 Fresh Non-command 



0829000303557100 


3.836 Fresh Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Gneisses(B.G.C.) 

0.462 

Command 

Phyllite & Schist 

0.328 

Command 

Limestone 

0.476 

Command 

Phyllite & Schist 

6.781 

Command 

Phyllite & Schist 

0.516 

Command 

Gneisses(B.G.C.) 

1.513 

Command 

Phyllite & Schist 

4.581 

Command 

Phyllite & Schist 

17.301 

Command 

Phyllite & Schist 

43.871 

Command 

Phyllite & Schist 

4.087 

Command 

Phyllite & Schist 

5.950 

Command 

Phyllite & Schist 

0.290 

Non-command 

Shale 

1.441 

Non-command 

Shale 

0.196 

Command 

Shale 

1.361 

Non-command 

Shale 

0.423 

Non-command 

Gneisses(B.G.C.) 

2.463 

Non-command 

Gneisses(B.G.C.) 

2.248 

Non-command 

Gneisses(B.G.C.) 

0.587 

Command 

Gneisses(B.G.C.) 

2.575 

Non-command 

Gneisses(B.G.C.) 

8.920 

Non-command 

Bhander Sandstone 

4.911 

Non-command 

Gneisses(B.G.C.) 

3.907 

Non-command 

Phyllite & Schist 

0.067 

Non-command 

Gneisses(B.G.C.) 

1.740 

Non-command 

Shale 

1.913 

Non-command 

Limestone 

2.839 

Non-command 

Phyllite & Schist 

0.308 

Non-command 

Shale 

1.802 

Non-command 

Shale 

1.674 

Non-command 

Phyllite & Schist 

7.920 

Non-command 

Gneisses(B.G.C.) 

0.913 

Non-command 

Gneisses(B.G.C.) 

0.412 

Non-command 

Shale 

1.168 

Non-command 

Limestone 

0.408 

Non-command 

Phyllite & Schist 

0.233 

Non-command 

Shale 

0.374 

Non-command 

Bhander Sandstone 

1.616 

Command 

Shale 

1.361 

Non-command 

Shale 

5.187 

Non-command 

Shale 

0.002 

Non-command 

Bhander Sandstone 

0.859 

Non-command 

Gneisses(B.G.C.) 

1.057 

Non-command 

Phyllite & Schist 

1.955 

Non-command 

Phyllite & Schist 

0.030 

Command 

Phyllite & Schist 

3.529 

Non-command 

Gneisses(B.G.C.) 

0.986 

Non-command 

Phyllite & Schist 

0.266 

Command 

Gneisses(B.G.C.) 

0.055 

Command 

Shale 

6.551 

Non-command 

Gneisses(B.G.C.) 

0.000 

Non-command 

Shale 

4.106 

Non-command 

Shale 

3.836 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

70,000 

55,000 

120 

70,000 

55,000 

120 

70,000 

55,000 

120 

70,000 

55,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

55,000 

120 

30,000 

20,000 

120 

50,000 

35,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

70,000 

120 

60,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

55,000 

120 

70,000 

55,000 

120 

70,000 

55,000 

120 

70,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

35,000 

120 

70,000 

55,000 

120 

50,000 

35,000 

120 

70,000 

55,000 

120 

60,000 

40,000 



0.058 

0.064 

0.149 

0.271 

0.281 

0.329 

0.024 

0.031 

0.120 

0.178 

0.053 

0.053 

0.274 

0.306 

0.231 

0.273 

0.005 

0.125 

0.053 

0.082 

0.017 

0.027 

0.006 

0.013 

0.010 

0.017 

0.048 

0.098 

0.297 

0.305 

1.122 

1.156 


0.034 

0.042 

0.062 

0.062 

0.120 

0.126 


0.410 

0.592 

0.043 

0.079 

0.010 

0.022 

0.004 

0.004 

0.548 

0.556 

- 

- 

0.343 

0.351 

0.043 

0.288 














































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Banda 

0829000303557900 

2.010 

Fresh 

Bandanwara 

0829000203537100 

4.227 

Fresh 


Barkhera 


Barla 


Barliyas 


Bhanpi 


Bhanwariya Kalan 


Bhatkhera 


Bhatwara Kalan 


Bhatwara Khurd 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 



Baori Khera 

0829000503602400 

1.021 

Fresh 

Bara Khera 

0829000303548000 

4.256 

Fresh 


Non-command 


Non-command 



Barada 

0829000503607800 

2.844 

Fresh 

Bari Ka Khera 

0829000303558100 

5.042 

Fresh 


Non-command 


Non-command 



0829000503605600 

1.401 

Fresh 

0829000503605400 

0.736 

Fresh 

0824001102935100 

1.698 

Fresh 

0824000902901700 

19.360 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Barodiya 

0829000503594900 

2.259 

Fresh 

Baroondni 

0824001102935200 

13.887 

Fresh 


Non-command 


Non-command 



Basotha 

0829000303554000 

3.540 

Fresh 

Bassi 

0829000503600100 

14.109 

Fresh 


Bassi Fatehpur 

0829000303558700 

1.085 

Fresh 

Bawlas 

0829000103528100 

8.904 

Fresh 

Beelora 

0829000503610000 

2.908 

Fresh 


Beeramiyas 

0824000902902600 

3.418 

Fresh 

Beethalpura 

0824001102935700 

2.893 

Fresh 

Bhadi Khera 

0829000503605900 

1.974 

Fresh 

Bhairoosingh Ka Khera 

0829000503598600 

1.357 

Fresh 

Bhand Ka Khera 

0824001102936200 

1.273 

Fresh 


0829000203537900 


0829000303558800 


6.320 Fresh 


2.413 Fresh 


Bhanwariya Khurd 

0829000303559000 

3.325 

Fresh 

Bharenda 

0824001102941900 

3.648 

Fresh 


0829000203536500 

3.070 

Fresh 

0829000203545000 

1.510 

Fresh 

0829000203546200 

12.394 

Fresh 

0829000203546100 

5.356 

Fresh 


Orai 


Non-command 


Bassi 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Orai 


Non-command 


Gambhiri 


Non-command 


Orai 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Limestone 

2.006 

Non-command 

Gneisses(B.G.C.) 

3.917 

Non-command 

Phyllite & Schist 

0.310 

Non-command 

Gneisses(B.G.C.) 

0.142 

Non-command 

Phyllite & Schist 

0.543 

Non-command 

Limestone 

0.033 

Non-command 

Shale 

4.757 

Non-command 

Shale 

0.034 

Non-command 

Gneisses(B.G.C.) 

0.072 

Non-command 

Phyllite & Schist 

1.376 

Command 

Gneisses(B.G.C.) 

0.853 

Command 

Phyllite & Schist 

1.908 

Non-command 

Gneisses(B.G.C.) 

1.387 

Non-command 

Bhander Sandstone 

3.048 

Non-command 

Limestone 

1.588 

Non-command 

Shale 

1.401 

Non-command 

Shale 

0.069 

Non-command 

Phyllite & Schist 

1.693 

Non-command 

Gneisses(B.G.C.) 

7.203 

Non-command 

Phyllite & Schist 

11.352 

Command 

Phyllite & Schist 

0.093 

Non-command 

Gneisses(B.G.C.) 

0.081 

Non-command 

Shale 

0.614 

Command 

Gneisses(B.G.C.) 

1.415 

Command 

Shale 

0.067 

Non-command 

Gneisses(B.G.C.) 

2.259 

Non-command 

Phyllite & Schist 

6.840 

Non-command 

Shale 

0.430 

Command 

Phyllite & Schist 

6.128 

Non-command 

Shale 

2.881 

Command 

Shale 

6.159 

Non-command 

Shale 

5.974 

Non-command 

Limestone 

1.085 

Non-command 

Gneisses(B.G.C.) 

0.542 

Non-command 

Gneisses(B.G.C.) 

0.003 

Non-command 

Shale 

0.274 

Non-command 

Gneisses(B.G.C.) 

3.418 

Command 

Phyllite & Schist 

2.893 

Non-command 

Shale 

1.974 

Command 

Shale 

1.357 

Non-command 

Phyllite & Schist 

1.221 

Command 

Phyllite & Schist 

0.052 

Non-command 

Gneisses(B.G.C.) 

5.835 

Non-command 

Phyllite & Schist 

0.485 

Non-command 

Limestone 

0.003 

Non-command 

Shale 

2.410 

Non-command 

Shale 

2.056 

Non-command 

Limestone 

2.985 

Non-command 

Phyllite & Schist 

0.628 

Non-command 

Phyllite & Schist 

3.070 

Non-command 

Gneisses(B.G.C.) 

1.510 

Non-command 

Gneisses(B.G.C.) 

4.027 

Non-command 

Gneisses(B.G.C.) 

3.522 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

80,000 

70,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

80,000 

70,000 

120 

60,000 

40,000 

120 

70,000 

55,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

35,000 

120 

60,000 

40,000 

120 

80,000 

70,000 

120 

70,000 

55,000 

120 

70,000 

55,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

60,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

50,000 

120 

60,000 

40,000 

120 

50,000 

35,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

70,000 

55,000 

120 

70,000 

55,000 

120 

80,000 

70,000 

120 

50,000 

40,000 

120 

50,000 

35,000 

120 

70,000 

55,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

70,000 

55,000 

120 

70,000 

55,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

80,000 

70,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

40,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.151 

0.151 

0.086 

0.110 

0.005 

0.005 

0.010 

0.010 

0.029 

0.035 

- 

- 

0.154 

0.255 

0.007 

0.007 

0.006 

0.006 

0.060 

0.060 

0.036 

0.036 

0.090 

0.090 

0.013 

0.013 

0.048 

0.048 

0.042 

0.042 

0.086 

0.086 

0.020 

0.020 



0.012 

0.012 

0.077 

0.077 

0.216 

0.216 

0.010 

0.010 

0.496 

0.622 

1.224 

1.301 

0.066 

0.074 

1.094 

1.161 

0.130 

0.130 

0.904 

0.980 

0.878 

0.954 

0.235 

0.235 

0.038 

0.050 


0.013 

0.013 

0.108 

0.108 

0.173 

0.490 

0.033 

0.033 

0.172 

0.281 

0.043 

0.053 

- 

- 

0.226 

0.226 

0.019 

0.019 

- 

- 

0.024 

0.038 

0.091 

0.156 

0.482 

0.770 

0.101 

0.159 

0.058 

0.082 

0.096 

0.162 

0.139 

0.157 

0.206 

0.224 














































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Bhoongariya 


Bhuwanipura 


Bichhor 


Biharipura 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Bheelon Ki Baithak 

0829000303561900 

1.472 

Fresh 

Bheelya Khera 

0829000503598900 

6.157 

Fresh 



Bheem Puriya 

0829000503605800 

0.607 

Fresh 

Bherda 

0829000503597800 

1.572 

Fresh 




0829000503602600 

1.780 

Fresh 

0829000203535300 

1.451 

Fresh 

0829000303553800 

10.221 

Fresh 

0824000802881500 

1.596 

Fresh 

0829000503600200 

0.885 

Fresh 

0829000503599100 

6.784 

Fresh 

0824001102934900 

6.243 

Fresh 


Biloda 

0829000503607300 

2.454 

Fresh 

Bilona Bari 

0824001202947700 

1.331 

Fresh 

Bindoliya 

0829000203539000 

1.977 

Fresh 

Bobla Kalan 

0829000503601700 

5.993 

Fresh 

Bobla Khurd 

0829000503602700 

1.340 

Fresh 

Bodiyana 

0829000503597700 

2.902 

Fresh 

Bojunda 

0829000503607600 

5.119 

Fresh 


Bolo Ka Sanwata 

0829000203546700 

4.817 

Fresh 

Boodh 

0829000203539600 

14.268 

Fresh 


Non-command 


Gambhiri 


Non-command 


Non-command 


Gambhiri 


Non-command 


Bassi 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bassi 


Non-command 


Non-command 


Orai 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Gambhiri 


Non-command 


Non-command 


Non-command 


Boojra 

0829000303553200 

1.142 

Fresh 

Borda 

0829000203546500 

10.956 

Fresh 

Chainpuriya 

0824001102943000 

2.498 

Fresh 

Chanchpura 

0829000303560100 

6.374 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Chandanpura 

0829000203536800 

1.189 

Fresh 

Chandgarh 

0824000902900700 

6.262 

Fresh 


Non-command 


Non-command 


Chanpuriya 

0829000303551500 

2.406 

Fresh 

Charan Kheri @ Sopura 

0824001102943200 

1.490 

Fresh 


Non-command 


Non-command 


Chatar Bhuj Ka Khera 


Chatra Ka Khera 


Chawandiya 



0829000503614100 

1.287 

Fresh 

0829000203543000 

1.451 

Fresh 

0829000303549000 

4.793 

Fresh 

0829000303555900 

1.169 

Fresh 

0824000802881100 

4.615 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Chhota Khera 


0829000303547900 


1.248 Fresh 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Gneisses(B.G.C.) 

2.187 

Non-command 

Limestone 

0.187 

Non-command 

Shale 

1.234 

Non-command 

Bhander Sandstone 

1.031 

Command 

Shale 

0.108 

Non-command 

Shale 

5.583 

Non-command 

Shale 

0.532 

Command 

Gneisses(B.G.C.) 

0.009 

Non-command 

Gneisses(B.G.C.) 

1.563 

Command 

Gneisses(B.G.C.) 

1.040 

Command 

Shale 

1.348 

Non-command 

Gneisses(B.G.C.) 

0.106 

Non-command 

Shale 

0.065 

Non-command 

Phyllite & Schist 

1.451 

Non-command 

Shale 

9.831 

Non-command 

Phyllite & Schist 

1.596 

Command 

Shale 

0.885 

Non-command 

Gneisses(B.G.C.) 

6.784 

Non-command 

Phyllite & Schist 

1.036 

Command 

Phyllite & Schist 

4.886 

Non-command 

Shale 

0.305 

Non-command 

Bhander Sandstone 

0.045 

Non-command 

Phyllite & Schist 

1.977 

Non-command 

Shale 

0.976 

Non-command 

Shale 

0.025 

Non-command 

Gneisses(B.G.C.) 

2.902 

Command 

Gneisses(B.G.C.) 

0.069 

Non-command 

Gneisses(B.G.C.) 

3.605 

Non-command 

Gneisses(B.G.C.) 

4.814 

Non-command 

Gneisses(B.G.C.) 

9.299 

Non-command 

Phyllite & Schist 

0.602 

Non-command 

Shale 

1.142 

Non-command 

Gneisses(B.G.C.) 

10.953 

Non-command 

Phyllite & Schist 

2.396 

Non-command 

Bhander Sandstone 

3.233 

Non-command 

Shale 

1.335 

Non-command 

Bhander Sandstone 

1.887 

Non-command 

Limestone 

4.025 

Non-command 

Phyllite & Schist 

1.189 

Non-command 

Gneisses(B.G.C.) 

0.001 

Non-command 

Phyllite & Schist 

0.282 

Non-command 

Shale 

1.627 

Non-command 

Limestone 

1.258 

Non-command 

Phyllite & Schist 

0.232 

Non-command 

Shale 

1.284 

Non-command 

Gneisses(B.G.C.) 

1.451 

Non-command 

Gneisses(B.G.C.) 

4.793 

Non-command 

Shale 

1.152 

Non-command 

Gneisses(B.G.C.) 

0.332 

Non-command 

Phyllite & Schist 

0.113 

Command 

Gneisses(B.G.C.) 

0.018 

Command 

Shale 

2.027 

Non-command 

Phyllite & Schist 

0.268 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

50,000 

40,000 

120 

80,000 

70,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

55,000 

120 

70,000 

55,000 

120 

70,000 

55,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

70,000 

55,000 

120 

50,000 

35,000 

120 

70,000 

55,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

30,000 

20,000 

120 

70,000 

55,000 

120 

50,000 

35,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

55,000 

120 

70,000 

40,000 

120 

50,000 

40,000 

120 

70,000 

55,000 

120 

70,000 

55,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

70,000 

120 

50,000 

40,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

55,000 

120 

50,000 

40,000 

120 

60,000 

50,000 

120 

60,000 

40,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

50,000 

35,000 

120 

70,000 

55,000 

120 

60,000 

50,000 



Tube Wells with 
Wells Pumpset 




MCM 

MCM 

( 15 ) 

( 16 ) 

0.182 

0.200 

0.008 

0.008 

0.038 

0.060 

0.038 

0.060 

0.013 

0.013 

0.673 

0.765 

0.139 

0.139 

- 

- ! 

0.092 

0.098 

0.029 

0.029 

0.059 

0.059 

0.004 

0.004 

0.007 

0.007 

0.038 

0.038 

0.202 

1.066 

0.019 

0.037 

0.139 

0.139 

0.437 

0.503 

0.036 

0.036 

0.180 

0.180 



0.120 

0.138 

0.013 

0.013 



0.019 

0.031 

0.029 

0.029 

0.108 

0.108 

0.022 

0.022 


0.101 

0.125 

0.138 

0.138 

0.120 

0.235 

0.007 

0.007 

0.002 

0.002 

- 

- 

0.125 

0.125 

0.012 

0.012 

































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Chodhriyas Suthera 


Chogawari 


Daulatpura 


Daulji Ka Khera 


Type of Area (Command / N< 
command) 



Chitoriya 

0824001102943400 

0.779 

Fresh 

Chittaurgarh (M) 

0829000542903000 

32.334 

Fresh 


Orai 


Non-command 


Gambhiri 




0824000902901900 

6.106 

Fresh 

0829000203543800 

6.463 

Fresh 

0829000503595100 

2.842 

Fresh 

0829000303548700 

4.278 

Fresh 


Chosla 

0829000303548300 

2.205 

Fresh 

Chothpura 

0829000503609900 

2.353 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Orai 


Orai 


Gambhiri 


Non-command 



Dadiya 

0829000203541100 

3.163 

Fresh 

Dagla Ka Khera 

0829000503597600 

1.795 

Fresh 


Non-command 


Non-command 



Dalelsingh Ji Ka Khera 

0824000802885400 

4.272 

Fresh 

Damdama 

0829000503598200 

0.640 

Fresh 



8.428 Fresh 


Non-command 


Gambhiri 


Non-command 


Non-command 


0829000203535600 


1.380 Fresh 


0829000303549600 

0.722 

Fresh 

0829000503595400 

3.415 

Fresh 

0824001102941500 

7.941 

Fresh 


Non-command 


Orai 


Non-command 


Non-command 



Dekri Khera 

0829000303551600 

2.955 

Fresh 

Deo Doongi 

0829000503604000 

1.785 

Fresh 

Deoda 

0829000203539200 

8.740 

Fresh 

Deolachh 

0829000303553400 

5.605 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Deoriya 

0829000303554900 

1.310 

Fresh 

Det 

0829000203544500 

2.321 

Fresh 

Devi Singh Ka Khera 

0824001102936500 

0.959 

Fresh 


Devipura 

0824001102934700 

2.071 

Fresh 

Dewaliya 

0824001102935300 

1.952 

Fresh 


Dhadhan 


Non-command 


Non-command 


Non-command 


Orai 


Orai 


Non-command 



0829000503606100 


6.320 Fresh 


Dhakar Kheri 

0824001102935500 

6.459 

Fresh 

Dhaman Gati 

0824001102935000 

2.674 

Fresh 

Dhanet Kalan 

0829000503597300 

7.013 

Fresh 


Orai 


Gambhiri 


Non-command 


Orai 


Non-command 


Non-command 


Dhanet Khurd 


0829000503597200 


2.444 Fresh 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Phyllite & Schist 

0.732 

Non-command 

Limestone 

0.645 

Command 

Gneisses(B.G.C.) 

0.789 

Command 

Limestone 

0.002 

Command 

Shale 

0.103 

Non-command 

Gneisses(B.G.C.) 

7.287 

Non-command 

Limestone 

0.854 

Non-command 

Shale 

0.373 

Non-command 

Gneisses(B.G.C.) 

6.106 

Non-command 

Gneisses(B.G.C.) 

6.463 

Non-command 

Gneisses(B.G.C.) 

2.842 

Non-command 

Gneisses(B.G.C.) 

0.687 

Command 

Gneisses(B.G.C.) 

3.591 

Command 

Gneisses(B.G.C.) 

2.205 

Command 

Gneisses(B.G.C.) 

0.647 

Non-command 

Gneisses(B.G.C.) 

0.481 

Non-command 

Shale 

1.223 

Non-command 

Phyllite & Schist 

3.023 

Non-command 

Gneisses(B.G.C.) 

1.656 

Non-command 

Limestone 

0.139 

Non-command 

Gneisses(B.G.C.) 

1.763 

Command 

Gneisses(B.G.C.) 

0.124 

Command 

Shale 

0.455 

Non-command 

Gneisses(B.G.C.) 

0.061 

Non-command 

Bhander Sandstone 

2.331 

Non-command 

Limestone 

6.097 

Non-command 

Gneisses(B.G.C.) 

0.529 

Non-command 

Phyllite & Schist 

0.852 

Command 

Gneisses(B.G.C.) 

0.722 

Non-command 

Gneisses(B.G.C.) 

3.415 

Non-command 

Bhander Sandstone 

0.016 

Non-command 

Limestone 

5.901 

Non-command 

Phyllite & Schist 

0.068 

Non-command 

Shale 

2.697 

Non-command 

Shale 

0.008 

Non-command 

Phyllite & Schist 

8.740 

Non-command 

Phyllite & Schist 

0.117 

Non-command 

Shale 

5.109 

Non-command 

Shale 

1.310 

Non-command 

Gneisses(B.G.C.) 

2.283 

Non-command 

Phyllite & Schist 

0.166 

Command 

Phyllite & Schist 

0.002 

Command 

Phyllite & Schist 

2.071 

Non-command 

Phyllite & Schist 

1.648 

Non-command 

Shale 

0.001 

Command 

Phyllite & Schist 

0.218 

Command 

Shale 

1.553 

Non-command 

Shale 

4.007 

Command 

Phyllite & Schist 

6.459 

Non-command 

Phyllite & Schist 

2.551 

Non-command 

Gneisses(B.G.C.) 

5.870 

Non-command 

Limestone 

0.896 

Non-command 

Gneisses(B.G.C.) 

1.941 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

50,000 

120 

80,000 

60,000 

120 

50,000 

35,000 

120 

80,000 

60,000 

120 

70,000 

55,000 

120 

50,000 

35,000 

120 

80,000 

60,000 

120 

70,000 

55,000 

120 

70,000 

50,000 

120 

50,000 

40,000 

120 

50,000 

35,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

70,000 

55,000 

120 

50,000 

40,000 

120 

50,000 

35,000 

120 

80,000 

60,000 

120 

30,000 

20,000 

120 

50,000 

35,000 

120 

70,000 

55,000 

120 

50,000 

35,000 

120 

70,000 

40,000 

120 

80,000 

60,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

60,000 

50,000 

120 

50,000 

35,000 

120 

70,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

70,000 

55,000 

120 

50,000 

40,000 

120 

60,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

70,000 

55,000 

120 

70,000 

55,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

50,000 

35,000 

120 

80,000 

60,000 

120 

50,000 

35,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.036 


0.137 


0.004 




0.096 

0.576 

0.006 

0.006 

0.235 

0.264 

0.115 

0.115 

0.139 

0.139 

0.014 

0.014 

- 

- 

0.461 

0.538 

0.216 

0.264 

- 

- 

0.029 

0.039 

0.086 

0.128 

0.218 

0.336 

0.324 

0.545 

0.216 

0.283 

0.517 

0.547 

0.137 

0.147 

0.147 

0.195 








































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Dhantol 

0829000203542800 

4.292 

Fresh 

Dharla 

0829000303563600 

5.257 

Fresh 

Dholi 

0829000203542900 

4.332 

Fresh 


Type of Area (Command / N< 
command) 


Dhora 

0829000203545100 

0.659 

Fresh 

Dhunwaliya 

0829000203542700 

5.279 

Fresh 

Dhuwaliya 

0829000203544100 

3.661 

Fresh 


Non-command 


Non-command 


Bassi 


Non-command 


Non-command 


Non-command 


Non-command 


Downi 

0824000902901400 

11.688 

Fresh 

Dugar 

0829000303549500 

9.909 

Fresh 


Non-command 


Orai 



Ekling Pura 

0829000503598800 

5.240 

Fresh 

Eklingpura 

0829000203540100 

0.999 

Fresh 

Era 

0829000203545300 

7.835 

Fresh 

Fatehpura 

0829000303552800 

2.158 

Fresh 

Forest Block 

0829000508299001 

54.318 

Fresh 


Galiyamal 

0829000503603300 

1.287 

Fresh 

Ganesh Pura 

0829000503597500 

1.277 

Fresh 

Ganeshpura 

0829000203539500 

1.859 

Fresh 

Gangrar 

0829000203540900 

19.158 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Gambhiri 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Gariyan 


Garwarsingh Ka Khera 


Godi 


Golam Garh 


Gopalpura 


0824001102941400 


0829000203539400 



6.202 Fresh 


1.937 Fresh 


Gejra 

0829000203535800 

3.242 

Fresh 

Geniya 

0829000203546800 

4.581 

Fresh 

Ghatabao 

0829000303554400 

0.926 

Fresh 

Ghatiyawali 

0829000503613000 

18.960 

Fresh 

Ghosondi 

0829000503599600 

8.014 

Fresh 


0829000503603700 

2.062 

Fresh 

0824001202947500 

5.315 

Fresh 

0829000303551700 

1.348 

Fresh 

0829000303555600 

1.904 

Fresh 

0829000503594400 

1.971 

Fresh 

0829000303557600 

1.489 

Fresh 


Gorsiya 

0829000503603900 

1.738 

Fresh 

Govta 

0824001102942200 

3.813 

Fresh 

Gowaliya 

0829000203541500 

1.550 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bassi 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Gulabpura 

0829000203535400 

0.583 

Fresh 

Gunta 

0829000303559800 

1.552 

Fresh 

Gurha 

0829000303555400 

1.365 

Fresh 


Non-command 


Non-command 


Non-command 


Gurjaniya 

0829000203545500 

3.970 

Fresh 

Hameer Garh 

0824000802881400 

17.068 

Fresh 

Hamepur 

0829000303549800 

3.134 

Fresh 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

4.292 

Non-command 

Bhander Sandstone 

3.777 

Command 

Gneisses(B.G.C.) 

0.009 

Non-command 

Gneisses(B.G.C.) 

4.196 

Non-command 

Gneisses(B.G.C.) 

0.659 

Non-command 

Gneisses(B.G.C.) 

5.279 

Non-command 

Gneisses(B.G.C.) 

2.590 

Non-command 

Phyllite & Schist 

1.071 

Non-command 

Phyllite & Schist 

6.557 

Command 

Gneisses(B.G.C.) 

8.037 

Command 

Shale 

1.873 

Command 

Gneisses(B.G.C.) 

0.314 

Command 

Shale 

0.031 

Non-command 

Gneisses(B.G.C.) 

0.006 

Non-command 

Shale 

2.736 

Non-command 

Gneisses(B.G.C.) 

0.999 

Non-command 

Gneisses(B.G.C.) 

6.948 

Non-command 

Shale 

1.833 

Command 

Shale 

0.020 

Non-command 

Shale 

9.471 

Non-command 

Shale 

1.170 

Non-command 

Gneisses(B.G.C.) 

1.277 

Non-command 

Gneisses(B.G.C.) 

1.859 

Non-command 

Gneisses(B.G.C.) 

9.216 

Non-command 

Phyllite & Schist 

9.353 

Non-command 

Bhander Sandstone 

0.041 

Non-command 

Limestone 

0.015 

Non-command 

Gneisses(B.G.C.) 

0.565 

Non-command 

Phyllite & Schist 

1.372 

Non-command 

Phyllite & Schist 

3.242 

Non-command 

Gneisses(B.G.C.) 

4.581 

Non-command 

Bhander Sandstone 

0.926 

Non-command 

Shale 

0.386 

Command 

Shale 

2.853 

Non-command 

Shale 

4.938 

Non-command 

Shale 

0.014 

Non-command 

Bhander Sandstone 

0.289 

Non-command 

Shale 

0.085 

Non-command 

Shale 

1.641 

Non-command 

Gneisses(B.G.C.) 

0.059 

Non-command 

Limestone 

1.410 

Non-command 

Shale 

0.079 

Non-command 

Shale 

0.016 

Non-command 

Phyllite & Schist 

3.649 

Non-command 

Gneisses(B.G.C.) 

0.729 

Non-command 

Phyllite & Schist 

0.820 

Non-command 

Phyllite & Schist 

0.583 

Non-command 

Shale 

1.552 

Non-command 

Limestone 

1.297 

Non-command 

Shale 

0.068 

Non-command 

Gneisses(B.G.C.) 

3.970 

Non-command 

Phyllite & Schist 

5.018 

Non-command 

Shale 

1.451 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

100,000 

80,000 

120 

60,000 

50,000 

120 

60,000 

40,000 

120 

50,000 

35,000 

120 

70,000 

55,000 

120 

50,000 

35,000 

120 

70,000 

55,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

55,000 

120 

70,000 

55,000 

120 

70,000 

55,000 

120 

50,000 

35,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

70,000 

40,000 

120 

80,000 

60,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

55,000 

120 

70,000 

55,000 

120 

70,000 

55,000 

120 

70,000 

55,000 

120 

70,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

35,000 

120 

80,000 

70,000 

120 

60,000 

40,000 

120 

70,000 

55,000 

120 

80,000 

60,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

70,000 

120 

60,000 

40,000 

120 

50,000 

40,000 

120 

30,000 

20,000 

120 

60,000 

40,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.120 

0.120 

0.178 

0.315 

- 

- 

0.288 

0.300 

0.029 

0.041 

0.350 

0.368 

0.077 

0.077 

0.034 

0.034 

0.077 

0.173 

0.288 

0.288 

0.053 

0.053 

0.025 

0.025 

0.007 

0.007 



0.007 

0.007 

0.119 

0.119 

0.214 

0.286 

0.091 

0.109 

0.634 

0.748 

0.638 

0.758 



0.010 

0.022 

0.019 

0.043 

0.264 

0.264 

0.379 

0.559 

0.058 

0.166 

0.007 

0.041 

0.277 

0.285 

0.482 

0.507 



0.266 

0.324 

0.077 

0.095 

0.082 

0.100 

0.038 

0.122 

0.053 

0.255 

0.185 

0.223 

0.005 

0.005 

0.211 

0.307 

0.175 

0.189 

0.086 

0.093 























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Hamerpura 

0829000203539700 

3.256 

Fresh 

Hardeopura 

0829000303555800 

5.837 

Fresh 


Non-command 


Non-command 



Haripura 

0829000303556800 

0.668 

Fresh 

Haron Ka Khera 

0829000303550100 

1.535 

Fresh 


Non-command 


Non-command 



Harpura 

0829000303550300 

0.747 

Fresh 

Heengwaniya 

0824001102934600 

2.745 

Fresh 

Indora 

0829000203540000 

9.430 

Fresh 

Itawa 

0829000303550700 

2.452 

Fresh 


Orai 


Non-command 


Orai 


Non-command 


Orai 


Jafarpura 


0829000503609800 


1.541 Fresh 



Jainagar 


Jaisinghpura 


Jalampura 


Jaleri 


Jalki Ka Khera 


Jawalion Ka Khera 


Jawasiya 


0829000303559900 


2.381 Fresh 


Gambhiri 


Non-command 


Gambhiri 


Non-command 


Non-command 



0829000503601100 

2.022 

Fresh 

0829000303560400 

2.505 

Fresh 

0824001202947600 

4.717 

Fresh 

0829000203540800 

0.611 

Fresh 

0829000203537400 

2.442 

Fresh 

0829000203538300 

11.634 

Fresh 


Jeetya 

0824000902902000 

5.483 

Fresh 

Jeewakhera 

0824000902901500 

2.019 

Fresh 

Jeewanayak Ka Khera 

0829000203541200 

0.876 

Fresh 

Jharol 

0829000303556200 

0.992 

Fresh 

Jityas 

0829000203542300 

3.341 

Fresh 


Bassi 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Jodhsingh Ka Khera 

0829000203543900 

3.193 

Fresh 

Jojron Ka Khera 

0829000203538800 

6.837 

Fresh 

Jojwa 

0824001102935900 

9.158 

Fresh 

Kabra 

0824000802881700 

1.261 

Fresh 

Kachnariya 

0829000203545900 

5.101 

Fresh 


Non-command 


Non-command 


Orai 


Non-command 


Non-command 



Kaliyas 

0824000902902500 

1.501 

Fresh 

Kanakpura 

0829000303555700 

2.192 

Fresh 

Kanwarji Ka Khera 

0829000503603400 

2.196 

Fresh 

Kanwarpura 

0829000303548600 

1.072 

Fresh 

Kara Kara 

0829000303547700 

2.199 

Fresh 

Karediya 

0829000203545600 

4.922 

Fresh 

Kartiyas 

0829000203536900 

4.558 

Fresh 


Non-command 


Non-command 


Non-command 


Orai 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Gneisses(B.G.C.) 

1.030 

Command 

Shale 

0.649 

Non-command 

Gneisses(B.G.C.) 

2.865 

Non-command 

Phyllite & Schist 

0.925 

Non-command 

Shale 

3.718 

Non-command 

Shale 

0.668 

Non-command 

Gneisses(B.G.C.) 

0.422 

Non-command 

Phyllite & Schist 

0.319 

Non-command 

Shale 

0.214 

Command 

Gneisses(B.G.C.) 

0.343 

Non-command 

Shale 

0.747 

Command 

Phyllite & Schist 

2.745 

Non-command 

Gneisses(B.G.C.) 

9.430 

Command 

Gneisses(B.G.C.) 

2.062 

Command 

Shale 

0.389 

Command 

Gneisses(B.G.C.) 

1.039 

Non-command 

Gneisses(B.G.C.) 

0.502 

Command 

Gneisses(B.G.C.) 

0.535 

Command 

Shale 

0.840 

Non-command 

Gneisses(B.G.C.) 

0.552 

Non-command 

Bhander Sandstone 

0.011 

Non-command 

Shale 

2.371 

Non-command 

Gneisses(B.G.C.) 

0.821 

Non-command 

Phyllite & Schist 

1.759 

Command 

Shale 

0.009 

Non-command 

Bhander Sandstone 

2.493 

Non-command 

Bhander Sandstone 

2.910 

Non-command 

Gneisses(B.G.C.) 

0.611 

Non-command 

Gneisses(B.G.C.) 

2.442 

Non-command 

Gneisses(B.G.C.) 

0.480 

Non-command 

Phyllite & Schist 

11.154 

Non-command 

Gneisses(B.G.C.) 

3.551 

Non-command 

Phyllite & Schist 

0.985 

Non-command 

Phyllite & Schist 

0.876 

Non-command 

Shale 

0.992 

Non-command 

Gneisses(B.G.C.) 

2.221 

Non-command 

Phyllite & Schist 

1.121 

Non-command 

Gneisses(B.G.C.) 

3.193 

Non-command 

Phyllite & Schist 

6.347 

Command 

Phyllite & Schist 

9.158 

Non-command 

Phyllite & Schist 

0.040 

Non-command 

Gneisses(B.G.C.) 

4.453 

Non-command 

Phyllite & Schist 

0.520 

Non-command 

Phyllite & Schist 

1.431 

Non-command 

Shale 

4.865 

Non-command 

Phyllite & Schist 

1.501 

Non-command 

Shale 

1.638 

Non-command 

Shale 

0.135 

Command 

Gneisses(B.G.C.) 

1.072 

Non-command 

Gneisses(B.G.C.) 

2.199 

Non-command 

Gneisses(B.G.C.) 

4.922 

Non-command 

Gneisses(B.G.C.) 

0.061 

Non-command 

Phyllite & Schist 

4.498 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

50,000 

120 

60,000 

40,000 

120 

50,000 

40,000 

120 

60,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

50,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

50,000 

40,000 

120 

60,000 

50,000 

120 

60,000 

40,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

70,000 

55,000 

120 

50,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

70,000 

55,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

80,000 

60,000 

120 

30,000 

20,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

70,000 

55,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

40,000 



Wells with 
Pumpset 


MCM 


(15) 


0.078 



0.211 

0.253 

0.024 

0.030 

0.022 

0.022 

0.066 

0.066 

0.173 

0.185 

0.139 

0.197 

0.013 

0.013 

0.156 

0.156 

0.108 

0.122 

0.134 

0.176 

- 

- 

0.149 

0.215 








































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Kasara Kheri 

0829000503595200 

1.966 

Fresh 

Kasedi 

0829000203534900 

12.058 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Kashmor 

0829000503597100 

7.641 

Fresh 

Kathodia 

0829000503594500 

2.720 

Fresh 

Kati 

0829000203546400 

8.416 

Fresh 

Katunda 

0829000303557000 

14.319 

Fresh 

Kekariya 

0824001102942800 

2.686 

Fresh 

Keljarka Khera 

0829000503613900 

4.759 

Fresh 

Keljer 

0829000503602900 

3.143 

Fresh 

Kerpura 

0829000303553000 

3.843 

Fresh 

Khachrol 

0824001102937300 

8.215 

Fresh 

Khangarji Ka Khera 

0824001102942000 

3.908 

Fresh 

Kharkhanda 

0829000203539900 

14.825 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kharon Ka Khera 


0824000902901600 


6.107 Fresh 



Khera Bansati 

0829000503610700 

2.256 

Fresh 

Kheri 

0829000303555500 

2.474 

Fresh 


Non-command 


Orai 


Non-command 


Orai 


Non-command 


Non-command 


Kherli 

0829000203542400 

1.329 

Fresh 

Khermaliya 

0829000303559500 

4.154 

Fresh 


Khutiya 


Kishangarh 


Kishanpura 


Non-command 


Non-command 



0829000203543600 


0829000303553500 


0829000203544300 


10.083 Fresh 


3.240 Fresh 


0.818 Fresh 


Kishanpuriya 

0829000303556100 

1.240 

Fresh 

Kitiyas 

0829000303548400 

2.540 

Fresh 

Kojoonda 

0829000203536400 

6.739 

Fresh 


Bassi 


Non-command 


Non-command 


Non-command 


Non-command 


Orai 


Non-command 


Kundaliya 


Kunwaliya 


Kuratiya 



0829000303551800 

0.406 

Fresh 

0829000203542000 

13.094 

Fresh 

0829000203540200 

1.842 

Fresh 

0829000303556600 

1.515 

Fresh 

0829000503600400 

2.147 

Fresh 


Ladpura 

0824001102941800 

5.296 

Fresh 

Ladupura 

0829000203546900 

2.651 

Fresh 

Lakha Ka Khera 

0829000503614500 

0.507 

Fresh 

Lakhan Ka Khera 

0829000203542100 

1.213 

Fresh 

Lala Ka Khera 

0829000203542200 

0.708 

Fresh 

Lalas 

0829000203541600 

8.406 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Bassi 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Lalji Ka Khera 

0829000503607700 

2.546 

Fresh 

Lalooduda Ka Khera @ Suit 

0829000203543300 

1.508 

Fresh 

Lalsinghji Ka Khera 

0829000203536300 

1.635 

Fresh 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

1.966 

Non-command 

Gneisses(B.G.C.) 

2.150 

Non-command 

Phyllite & Schist 

1.055 

Non-command 

Gneisses(B.G.C.) 

5.197 

Non-command 

Gneisses(B.G.C.) 

2.682 

Non-command 

Gneisses(B.G.C.) 

8.416 

Non-command 

Shale 

11.743 

Non-command 

Phyllite & Schist 

2.158 

Non-command 

Shale 

2.913 

Non-command 

Shale 

1.741 

Non-command 

Shale 

3.698 

Non-command 

Phyllite & Schist 

0.366 

Non-command 

Phyllite & Schist 

3.301 

Non-command 

Gneisses(B.G.C.) 

9.693 

Non-command 

Phyllite & Schist 

3.278 

Non-command 

Phyllite & Schist 

6.009 

Command 

Phyllite & Schist 

0.098 

Non-command 

Phyllite & Schist 

8.949 

Command 

Phyllite & Schist 

1.284 

Non-command 

Shale 

0.008 

Non-command 

Limestone 

1.278 

Non-command 

Shale 

1.196 

Non-command 

Gneisses(B.G.C.) 

1.329 

Non-command 

Bhander Sandstone 

0.001 

Non-command 

Shale 

2.715 

Non-command 

Bhander Sandstone 

0.254 

Non-command 

Limestone 

3.413 

Command 

Gneisses(B.G.C.) 

0.461 

Non-command 

Gneisses(B.G.C.) 

9.621 

Non-command 

Phyllite & Schist 

0.408 

Non-command 

Shale 

2.619 

Non-command 

Gneisses(B.G.C.) 

0.482 

Non-command 

Phyllite & Schist 

0.336 

Non-command 

Shale 

1.152 

Command 

Gneisses(B.G.C.) 

2.540 

Non-command 

Gneisses(B.G.C.) 

0.110 

Non-command 

Phyllite & Schist 

6.629 

Non-command 

Shale 

0.092 

Non-command 

Gneisses(B.G.C.) 

13.094 

Non-command 

Gneisses(B.G.C.) 

1.842 

Non-command 

Limestone 

1.515 

Command 

Gneisses(B.G.C.) 

0.211 

Command 

Shale 

1.936 

Non-command 

Limestone 

5.296 

Non-command 

Gneisses(B.G.C.) 

2.651 

Non-command 

Shale 

0.130 

Non-command 

Gneisses(B.G.C.) 

1.213 

Non-command 

Gneisses(B.G.C.) 

0.708 

Non-command 

Gneisses(B.G.C.) 

8.058 

Non-command 

Phyllite & Schist 

0.348 

Non-command 

Gneisses(B.G.C.) 

2.546 

Non-command 

Gneisses(B.G.C.) 

1.508 

Non-command 

Gneisses(B.G.C.) 

0.367 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

35,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

70,000 

55,000 

120 

70,000 

55,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

55,000 

120 

80,000 

70,000 

120 

60,000 

40,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

80,000 

60,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

60,000 

50,000 

120 

60,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

50,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

80,000 

70,000 

120 

50,000 

35,000 

120 

70,000 

55,000 

120 

80,000 

60,000 

120 

50,000 

40,000 

120 

70,000 

55,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

35,000 

120 

50,000 

40,000 

120 

50,000 

40,000 



0.034 

0.142 

0.014 

0.014 

0.274 

0.274 

0.024 

0.024 

0.470 

0.470 

0.006 

0.006 

0.019 

0.026 

0.082 

0.082 

0.058 

0.058 

0.053 

0.067 

0.162 

0.162 

0.005 

0.005 

0.283 

0.379 

0.010 

0.010 

1.224 

1.266 

0.106 

0.112 

0.084 

0.113 

0.008 

0.008 

0.125 

0.125 

0.806 

1.132 

0.096 

0.138 

0.046 

0.071 

0.058 

0.058 

0.389 

0.389 

0.298 

0.304 

0.014 

0.014 

0.034 

0.034 

0.101 

0.101 

0.014 

0.026 











































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline ) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N < 
command ) 



Lambiya 


Laxmansingh Ji Ka Khera 


Laxmipura 


Leerdi 


Leerdi Khera 


Lodhiyana 


Lohariya 


0829000203545200 

0.944 

Fresh 

0829000203544600 

3.183 

Fresh 

0829000203544900 

0.692 

Fresh 

0829000303553100 

2.690 

Fresh 

0829000303548900 

2.574 

Fresh 

0829000203537600 

2.630 

Fresh 

0824001102936000 

1.182 

Fresh 

0829000303549200 

3.592 

Fresh 


Madhopur 

0829000303555000 

2.957 

Fresh 

Mahesara 

0829000303552500 

22.860 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Orai 


Non-command 


Orai 


Non-command 


Non-command 


Mahtaji Ka Khera 


Makhangunj 


Makhanpura 


Mandawari 


Manpura 


Marna 


Mayra 


Meenonka Kanthariya 


Meghniwas 


Mehtab Singhji Ka Khera 


Menal 


Meri Khera 


Mewasa 


0824001102934500 


0829000303553600 


0829000303549700 


5.318 Fresh 


1.666 Fresh 


1.496 Fresh 


Non-command 


Orai 


Non-command 


Non-command 


Orai 



Mandaldeh 

0829000503595600 

3.622 

Fresh 

Mandalgarh 

0824001142407000 

57.997 

Fresh 


Orai 


Non-command 


Non-command 




0829000303552900 

1.105 

Fresh 

0829000303560200 

8.885 

Fresh 

0824001102936300 

0.608 

Fresh 


Mandi Nathan 

0824001102935800 

1.093 

Fresh 

Mandpiya 

0829000203538000 

5.570 

Fresh 


Orai 


Non-command 


Non-command 


Non-command 


Orai 


Orai 


Non-command 



Mango Dara 

0829000503598700 

1.641 

Fresh 

Mankari 

0824000902903000 

12.620 

Fresh 


0829000503598500 


2.607 Fresh 


Manpuriya 

0829000503602800 

1.094 

Fresh 

Mansingh Ji Ka Khera 

0829000203541700 

0.634 

Fresh 


Non-command 


Non-command 


Orai 


Gambhiri 


Non-command 


Non-command 



0829000203544400 

1.816 

Fresh 

0829000303558900 

7.800 

Fresh 

0829000503603200 

1.737 

Fresh 

0829000503610900 

4.854 

Fresh 

0829000303557200 

2.526 

Fresh 

0829000203536200 

1.507 

Fresh 

0829000303563700 

4.259 

Fresh 

0829000203547300 

2.609 

Fresh 

0829000203538700 

0.290 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

1.235 

Non-command 

Gneisses(B.G.C.) 

0.887 

Non-command 

Gneisses(B.G.C.) 

2.558 

Non-command 

Gneisses(B.G.C.) 

0.692 

Non-command 

Shale 

2.667 

Non-command 

Gneisses(B.G.C.) 

2.574 

Non-command 

Gneisses(B.G.C.) 

2.630 

Command 

Phyllite & Schist 

1.182 

Non-command 

Gneisses(B.G.C.) 

0.112 

Command 

Gneisses(B.G.C.) 

3.287 

Non-command 

Shale 

2.957 

Non-command 

Bhander Sandstone 

0.137 

Non-command 

Shale 

11.008 

Non-command 

Phyllite & Schist 

4.856 

Command 

Phyllite & Schist 

0.463 

Non-command 

Phyllite & Schist 

0.403 

Non-command 

Shale 

1.182 

Non-command 

Shale 

0.015 

Command 

Gneisses(B.G.C.) 

0.543 

Command 

Shale 

0.938 

Non-command 

Gneisses(B.G.C.) 

0.302 

Non-command 

Phyllite & Schist 

0.846 

Command 

Gneisses(B.G.C.) 

0.049 

Non-command 

Gneisses(B.G.C.) 

3.613 

Non-command 

Limestone 

4.216 

Non-command 

Phyllite & Schist 

44.081 

Command 

Phyllite & Schist 

0.103 

Non-command 

Shale 

1.105 

Non-command 

Bhander Sandstone 

0.772 

Non-command 

Phyllite & Schist 

0.322 

Command 

Phyllite & Schist 

0.031 

Command 

Phyllite & Schist 

1.093 

Non-command 

Gneisses(B.G.C.) 

1.647 

Non-command 

Phyllite & Schist 

3.923 

Non-command 

Phyllite & Schist 

4.204 

Non-command 

Shale 

0.036 

Non-command 

Shale 

1.641 

Non-command 

Gneisses(B.G.C.) 

12.620 

Command 

Gneisses(B.G.C.) 

0.000 

Command 

Gneisses(B.G.C.) 

0.127 

Command 

Shale 

2.246 

Non-command 

Shale 

0.897 

Non-command 

Gneisses(B.G.C.) 

0.590 

Non-command 

Phyllite & Schist 

0.044 

Non-command 

Gneisses(B.G.C.) 

1.816 

Non-command 

Shale 

7.800 

Non-command 

Shale 

1.362 

Non-command 

Shale 

2.600 

Non-command 

Shale 

2.526 

Non-command 

Phyllite & Schist 

1.507 

Non-command 

Bhander Sandstone 

4.062 

Non-command 

Gneisses(B.G.C.) 

2.565 

Non-command 

Phyllite & Schist 

0.290 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

50,000 

120 

50,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

60,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

35,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

55,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

35,000 

120 

70,000 

55,000 

120 

70,000 

55,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

55,000 

120 

70,000 

55,000 

120 

60,000 

40,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

40,000 



0.066 

0.066 

0.086 

0.086 

0.018 

0.018 

0.048 

0.048 


0.181 

0.265 

0.209 

0.267 

2.210 

2.776 

0.007 

0.007 

0.101 

0.173 

0.043 

0.086 

0.014 

0.033 



0.139 

0.139 

0.102 

0.102 



































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


(2) 

(3) 

(4) 

(5) 

Modsingh Ki Chawki 

0829000203544700 

1.032 

Fresh 

Mokhampura 

0829000203541300 

1.232 

Fresh 

Mokhamsingh Ji Ka Khera 

0829000203540600 

0.578 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Monga Ka Khera 


0829000203547600 


5.417 Fresh 


Moon Ka Khera 

0829000203536700 

2.547 

Fresh 

Moorliya 

0829000203544000 

1.763 

Fresh 

Motaron Ka Khera 

0824001102942400 

5.628 

Fresh 


Moti Bukan Ka Khera 

0829000203535200 

1.999 

Fresh 

Motipura 

0829000303548100 

4.524 

Fresh 


Nahargarh 


Nahargarh @ Jodhpuriya 


Naksanpura 


Nal 


Gambhiri 


Non-command 


Non-command 


Non-command 


Non-command 


Orai 


Non-command 


Non-command 



Motliyas 

0829000203536600 

4.566 

Fresh 

Muriliya 

0829000303548800 

3.800 

Fresh 


Murliya 

0824000902902700 

4.657 

Fresh 

Muroli 

0829000303554800 

2.376 

Fresh 

Nagon Ka Khera 

0829000203535100 

2.440 

Fresh 


Non-command 


Non-command 


Orai 


Non-command 


Non-command 


Non-command 



0824001102934400 

4.081 

Fresh 

0829000303552600 

3.604 

Fresh 

0824001102942700 

2.944 

Fresh 

0829000203535500 

1.537 

Fresh 

0829000303553900 

12.026 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Nangpura @ Rathoron Ka Kh 

0829000203538400 

1.637 

Fresh 

Narayanpura 

0829000103534400 

8.759 

Fresh 


Non-command 


Non-command 


Narpat Ki Kheri 

0829000503597400 

3.685 

Fresh 

Narsingh Sagar 

0824001102942900 

2.766 

Fresh 

Narsinghpura 

0829000303555100 

2.408 

Fresh 

Nathawaton Ka Khera 

0829000303550400 

5.613 

Fresh 

Nathi Ka Khera 

0829000203546300 

3.687 

Fresh 

Nathooram Ji Ka Khera 

0829000303557400 

3.191 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Naya Gaon Chauhanon Ka 

0829000303557700 

0.853 

Fresh 

Naya Talab 

0829000203536100 

7.179 

Fresh 

Nayakhera 

0829000203541400 

1.288 

Fresh 


Non-command 


Non-command 


Non-command 


Nayanagar 

0824001202946700 

7.962 

Fresh 

Neemari Khera 

0829000203541800 

0.484 

Fresh 

Neemoda 

0829000303556400 

1.395 

Fresh 

Negadiya Kalan 

0829000503599800 

1.688 

Fresh 


Non-command 


Non-command 


Non-command 


Bassi 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

1.032 

Non-command 

Phyllite & Schist 

1.232 

Non-command 

Gneisses(B.G.C.) 

0.531 

Non-command 

Phyllite & Schist 

0.047 

Command 

Gneisses(B.G.C.) 

0.000 

Non-command 

Gneisses(B.G.C.) 

5.416 

Non-command 

Phyllite & Schist 

2.547 

Non-command 

Gneisses(B.G.C.) 

1.763 

Non-command 

Phyllite & Schist 

4.110 

Command 

Phyllite & Schist 

1.517 

Non-command 

Phyllite & Schist 

1.999 

Non-command 

Gneisses(B.G.C.) 

0.005 

Non-command 

Phyllite & Schist 

0.560 

Command 

Gneisses(B.G.C.) 

3.570 

Command 

Phyllite & Schist 

0.390 

Non-command 

Phyllite & Schist 

4.566 

Non-command 

Gneisses(B.G.C.) 

1.689 

Command 

Gneisses(B.G.C.) 

2.111 

Non-command 

Gneisses(B.G.C.) 

4.657 

Non-command 

Shale 

2.376 

Non-command 

Gneisses(B.G.C.) 

1.163 

Non-command 

Phyllite & Schist 

1.276 

Command 

Gneisses(B.G.C.) 

0.940 

Command 

Shale 

2.406 

Non-command 

Gneisses(B.G.C.) 

0.935 

Non-command 

Shale 

3.905 

Non-command 

Phyllite & Schist 

0.745 

Non-command 

Shale 

3.526 

Non-command 

Phyllite & Schist 

2.648 

Non-command 

Phyllite & Schist 

1.537 

Non-command 

Limestone 

4.139 

Non-command 

Shale 

6.904 

Non-command 

Bhander Sandstone 

8.445 

Non-command 

Shale 

1.681 

Non-command 

Phyllite & Schist 

1.637 

Non-command 

Gneisses(B.G.C.) 

0.124 

Non-command 

Phyllite & Schist 

0.053 

Non-command 

Gneisses(B.G.C.) 

3.685 

Non-command 

Phyllite & Schist 

1.904 

Non-command 

Shale 

2.408 

Non-command 

Shale 

5.016 

Non-command 

Gneisses(B.G.C.) 

3.687 

Non-command 

Phyllite & Schist 

0.634 

Non-command 

Shale 

2.352 

Non-command 

Limestone 

0.850 

Non-command 

Phyllite & Schist 

7.179 

Non-command 

Gneisses(B.G.C.) 

0.176 

Non-command 

Phyllite & Schist 

1.112 

Non-command 

Bhander Sandstone 

4.618 

Non-command 

Gneisses(B.G.C.) 

0.484 

Non-command 

Shale 

1.395 

Command 

Gneisses(B.G.C.) 

0.623 

Command 

Shale 

1.065 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

50,000 

40,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

40,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

35,000 

120 

70,000 

55,000 

120 

50,000 

35,000 

120 

70,000 

55,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

50,000 

40,000 

120 

80,000 

70,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

35,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

40,000 

120 

60,000 

50,000 

120 

60,000 

40,000 

120 

80,000 

70,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

70,000 

40,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

35,000 

120 

70,000 

55,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 






0.062 

0.068 

0.034 

0.052 

0.005 

0.005 


0.202 

0.358 

0.101 

0.173 

0.154 

0.154 

0.209 

0.295 

0.079 

0.117 

0.038 

0.050 

- 

- 

0.036 

0.036 

0.216 

0.223 

0.024 

0.024 

0.120 

0.234 

0.024 

0.024 

0.036 

0.036 

0.138 

0.146 

0.115 

0.151 

0.067 

0.079 

0.077 

0.089 

0.097 

0.121 

0.396 

0.480 

0.097 

0.121 

0.640 

0.774 

0.115 

0.125 

0.216 

0.310 

0.122 

0.122 

0.043 

0.055 

0.277 

0.306 

0.259 

0.295 

0.499 

0.737 

0.101 

0.144 

0.014 

0.068 

0.005 

0.011 

- 

- 

0.126 

0.180 

0.238 

0.267 

0.106 

0.128 

0.019 

0.019 

0.120 

0.198 

0.030 

0.037 

0.091 

0.120 

0.118 

0.128 

0.226 

0.406 

0.010 

0.010 

0.058 

0.064 

0.110 

0.144 

0.091 

0.097 

0.091 

0.120 

0.029 

0.029 

0.079 

0.079 



























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


3.049 Fresh 



Netawalgarh Pachhli 

0829000503614000 

8.258 

Fresh 

Niliya 

0829000303554300 

1.376 

Fresh 

Nimbahera 

0829000203538900 

2.677 

Fresh 

Nolagadri Ka Khera 

0829000203544200 

1.556 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Odoond 

0829000503597000 

8.089 

Fresh 

Ojyara 

0824000802881200 

15.487 

Fresh 

Pachundal 

0829000503606000 

2.465 

Fresh 

Padampura 

0824001102943100 

0.711 

Fresh 

Pal 

0829000503603000 

1.735 

Fresh 

Pal Ka Khera 

0829000503603100 

10.515 

Fresh 

Palana Ka Ramnagar 

0829000303559700 

0.387 

Fresh 

Palka 

0829000303563500 

3.338 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Pandoli 

0829000503595500 

11.933 

Fresh 

Paroli 

0829000503594800 

3.681 

Fresh 

Parsoli 

0829000303550200 

5.048 

Fresh 


Bassi 


Non-command 


Non-command 


Non-command 


Non-command 


Pat Kalan 

0829000303551900 

6.152 

Fresh 

Patniya 

0829000503611000 

4.884 

Fresh 

Peepali 

0829000503607900 

5.759 

Fresh 

Peepaliya Khurd 

0829000503600600 

1.071 

Fresh 


Non-command 


Non-command 


Non-command 


Bassi 



Peepalya Kalan 

0829000203541900 

3.688 

Fresh 

Peepli Khera 

0829000303559400 

2.951 

Fresh 

Peethaji Ka Khera 

0824001102936400 

1.564 

Fresh 

Phaganiya 

0829000203542600 

2.758 

Fresh 

Phalatol 

0829000303561800 

1.127 

Fresh 

Phalodi 

0829000203537300 

7.264 

Fresh 

Phoolji Ki Kheri 

0824001102943500 

1.075 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Pohpura 

0829000303553300 

2.292 

Fresh 

Pootholi 

0829000203547500 

12.082 

Fresh 

Purohiton Ka Sanwata 

0829000503595700 

4.776 

Fresh 

Raipuria 

0829000203539100 

1.222 

Fresh 

Rajgarh 

0829000303550500 

6.809 

Fresh 


Rajyas 

0829000203537500 

5.454 

Fresh 

Rama Khera 

0829000503596000 

3.023 

Fresh 

Ramnagar @ Rojtalai 

0829000303556700 

1.175 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Orai 


Non-command 


Non-command 


Non-command 



Ramthali 

0824001102942100 

8.334 

Fresh 

Ranawaton Ka Khera 

0829000203539800 

3.754 

Fresh 

Ranikhera 

0824001102934300 

4.060 

Fresh 

Rasadpura 

0824001202947900 

3.845 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Gneisses(B.G.C.) 

0.155 

Command 

Shale 

2.842 

Non-command 

Gneisses(B.G.C.) 

0.052 

Non-command 

Shale 

4.870 

Non-command 

Bhander Sandstone 

0.414 

Non-command 

Phyllite & Schist 

2.677 

Non-command 

Gneisses(B.G.C.) 

0.194 

Non-command 

Phyllite & Schist 

1.363 

Non-command 

Gneisses(B.G.C.) 

0.059 

Non-command 

Gneisses(B.G.C.) 

0.068 

Non-command 

Shale 

2.465 

Non-command 

Phyllite & Schist 

0.674 

Non-command 

Shale 

0.001 

Non-command 

Shale 

1.385 

Non-command 

Shale 

0.387 

Non-command 

Bhander Sandstone 

0.974 

Non-command 

Limestone 

0.234 

Command 

Shale 

2.173 

Non-command 

Shale 

1.032 

Non-command 

Gneisses(B.G.C.) 

11.927 

Non-command 

Gneisses(B.G.C.) 

3.681 

Non-command 

Phyllite & Schist 

0.303 

Non-command 

Shale 

4.742 

Non-command 

Shale 

0.852 

Non-command 

Shale 

0.027 

Non-command 

Gneisses(B.G.C.) 

0.285 

Command 

Gneisses(B.G.C.) 

0.847 

Command 

Shale 

0.206 

Non-command 

Gneisses(B.G.C.) 

0.017 

Non-command 

Gneisses(B.G.C.) 

3.688 

Non-command 

Shale 

0.026 

Non-command 

Phyllite & Schist 

0.070 

Non-command 

Gneisses(B.G.C.) 

2.758 

Non-command 

Bhander Sandstone 

0.080 

Non-command 

Gneisses(B.G.C.) 

7.069 

Non-command 

Limestone 

0.026 

Non-command 

Phyllite & Schist 

1.026 

Non-command 

Shale 

2.286 

Non-command 

Gneisses(B.G.C.) 

12.082 

Non-command 

Gneisses(B.G.C.) 

2.712 

Non-command 

Phyllite & Schist 

1.222 

Non-command 

Shale 

3.405 

Command 

Shale 

3.173 

Non-command 

Gneisses(B.G.C.) 

5.454 

Non-command 

Gneisses(B.G.C.) 

1.139 

Non-command 

Limestone 

0.548 

Non-command 

Shale 

0.626 

Non-command 

Limestone 

4.305 

Non-command 

Shale 

0.240 

Non-command 

Phyllite & Schist 

8.213 

Non-command 

Gneisses(B.G.C.) 

3.692 

Non-command 

Phyllite & Schist 

1.869 

Non-command 

Bhander Sandstone 

2.487 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

35,000 

120 

70,000 

55,000 

120 

50,000 

35,000 

120 

70,000 

55,000 

120 

60,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

35,000 

120 

30,000 

20,000 

120 

70,000 

55,000 

120 

80,000 

60,000 

120 

70,000 

55,000 

120 

70,000 

55,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

70,000 

120 

70,000 

55,000 

120 

70,000 

55,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

60,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

55,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

70,000 

55,000 

120 

50,000 

35,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

35,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

35,000 

120 

80,000 

70,000 

120 

60,000 

40,000 

120 

80,000 

70,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

50,000 

40,000 

120 

80,000 

60,000 

120 

70,000 

40,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.017 

0.017 

0.495 

0.495 

0.004 

0.004 

0.337 

0.480 

0.029 

0.072 

0.120 

0.210 

- 

- 

0.019 

0.019 

0.008 

0.008 

0.002 

0.002 

0.139 

0.139 

0.353 

0.391 



0.017 

0.017 

0.063 

0.063 

0.026 

0.026 



0.007 

0.007 

0.158 

0.158 

- 

- 

0.245 

0.347 

- 

- 

0.094 

0.123 

0.062 

0.148 

0.691 

1.093 

0.025 

0.025 

0.120 

0.246 

0.182 

0.196 

0.173 

0.187 

0.120 

0.168 

0.046 

0.046 

0.092 

0.140 

0.058 

0.094 

0.202 

0.231 

0.005 

0.005 

0.202 

0.298 

0.144 

0.156 

0.202 

0.298 

0.005 

0.013 


























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


3.529 Fresh 


3.703 Fresh 



Rawarda 

0829000303563800 

6.413 

Fresh 

Reethola 

0829000503609600 

1.829 

Fresh 

Renwas 

0824000902902300 

8.275 

Fresh 

Rojra 

0829000503596100 

4.156 

Fresh 

Rolahera 

0829000503595300 

3.993 

Fresh 

Rood 

0829000103530800 

8.647 

Fresh 

Roopaliya 

0824000802885500 

5.671 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Rooppura 


Rooppura @ Mai Ka Khera 


Rughnathpura 



Sadalpur 


Sadapura 


Sadas 


0829000303549300 

2.281 

Fresh 

0829000203535900 

3.019 

Fresh 

0829000203537200 

1.127 

Fresh 

0829000303549400 

0.625 

Fresh 

0829000503614200 

0.762 

Fresh 

0829000303558400 

2.227 

Fresh 

0829000203541000 

1.508 

Fresh 

0829000203537800 

11.153 

Fresh 


Orai 


Non-command 


Non-command 


Orai 


Non-command 


Non-command 


Non-command 


Non-command 


Sadi 

0829000503605300 

3.235 

Fresh 

Sagji Ka Khera 

0829000303548500 

0.421 

Fresh 

Sahara 

0829000303550800 

2.517 

Fresh 


Non-command 


Orai 


Orai 


Sahnawa 


0829000503609700 


5.714 Fresh 


Salera 


Samariya Khurd 


Samariyan Kalan 


Sandiya 


Sangrampura 


Sankaron Ka Khera 


Saran 


Gambhiri 


Non-command 



0829000203547000 

6.200 

Fresh 

0829000303559600 

0.749 

Fresh 

0829000303558000 

3.778 

Fresh 

0829000303558200 

6.042 

Fresh 


Bassi 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Non-command 


Orai 


Bassi 


Non-command 


Non-command 



0829000503599500 

3.642 

Fresh 

0829000203545700 

7.011 

Fresh 

0829000203543500 

6.003 

Fresh 



Orai 


Non-command 


Non-command 


Bassi 


Non-command 


Non-command 


Orai 


Non-command 


Orai 


Non-command 


Orai 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

0.079 

Non-command 

Phyllite & Schist 

0.127 

Command 

Gneisses(B.G.C.) 

0.114 

Command 

Shale 

2.192 

Non-command 

Bhander Sandstone 

5.135 

Non-command 

Gneisses(B.G.C.) 

0.174 

Non-command 

Gneisses(B.G.C.) 

7.285 

Non-command 

Gneisses(B.G.C.) 

0.119 

Non-command 

Gneisses(B.G.C.) 

3.993 

Non-command 

Gneisses(B.G.C.) 

0.760 

Non-command 

Gneisses(B.G.C.) 

4.855 

Non-command 

Phyllite & Schist 

0.816 

Command 

Gneisses(B.G.C.) 

2.281 

Non-command 

Phyllite & Schist 

3.019 

Non-command 

Gneisses(B.G.C.) 

1.127 

Command 

Gneisses(B.G.C.) 

0.625 

Non-command 

Shale 

0.128 

Non-command 

Limestone 

2.225 

Non-command 

Phyllite & Schist 

1.508 

Non-command 

Gneisses(B.G.C.) 

10.939 

Non-command 

Phyllite & Schist 

0.214 

Non-command 

Shale 

0.363 

Command 

Gneisses(B.G.C.) 

0.421 

Command 

Gneisses(B.G.C.) 

0.263 

Command 

Shale 

0.467 

Command 

Gneisses(B.G.C.) 

0.110 

Non-command 

Gneisses(B.G.C.) 

0.464 

Non-command 

Shale 

0.003 

Command 

Gneisses(B.G.C.) 

0.527 

Non-command 

Gneisses(B.G.C.) 

6.344 

Non-command 

Gneisses(B.G.C.) 

6.033 

Non-command 

Shale 

0.749 

Non-command 

Limestone 

3.777 

Non-command 

Bhander Sandstone 

0.995 

Non-command 

Limestone 

4.871 

Non-command 

Phyllite & Schist 

0.061 

Command 

Phyllite & Schist 

1.084 

Command 

Gneisses(B.G.C.) 

0.120 

Non-command 

Gneisses(B.G.C.) 

3.568 

Non-command 

Gneisses(B.G.C.) 

0.265 

Non-command 

Phyllite & Schist 

0.012 

Non-command 

Shale 

0.021 

Command 

Gneisses(B.G.C.) 

0.885 

Non-command 

Shale 

3.106 

Non-command 

Gneisses(B.G.C.) 

7.011 

Command 

Gneisses(B.G.C.) 

0.045 

Non-command 

Gneisses(B.G.C.) 

5.959 

Non-command 

Gneisses(B.G.C.) 

0.778 

Command 

Gneisses(B.G.C.) 

5.700 

Non-command 

Phyllite & Schist 

3.941 

Command 

Phyllite & Schist 

3.719 

Non-command 

Phyllite & Schist 

3.753 

Command 

Phyllite & Schist 

2.351 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

60,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

35,000 

120 

70,000 

50,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

50,000 

40,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

60,000 

50,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

60,000 

50,000 

120 

70,000 

55,000 

120 

80,000 

70,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

70,000 

55,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

40,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

70,000 

55,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

70,000 

120 

60,000 

40,000 

120 

80,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

50,000 

120 

70,000 

55,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.002 

0.002 

0.002 

0.002 

- 

- 

0.043 

0.043 

0.293 

0.358 

0.008 

0.014 

0.528 

0.545 

0.008 

0.008 

0.349 

0.409 

0.062 

0.104 

0.204 

0.218 

0.034 

0.038 

0.078 

0.078 

0.154 

0.280 

0.125 

0.149 

0.090 

0.090 

0.007 

0.007 

0.126 

0.164 

0.168 

0.168 

0.797 

0.815 

0.014 

0.014 

0.066 

0.100 

0.054 

0.054 

0.012 

0.012 

0.019 

0.019 



0.019 

0.019 

0.254 

0.254 

0.384 

0.546 

0.005 

0.034 

0.277 

0.277 

0.034 

0.048 

0.302 

0.379 

0.007 

0.007 

0.130 

0.159 

0.005 

0.005 

0.106 

0.106 

0.012 

0.012 

- 

j 

- 

- 

0.042 

0.042 

0.211 

0.228 

0.197 

0.239 

0.005 

0.005 

0.322 

0.328 

0.018 

0.018 

0.138 

0.138 

0.943 

1.068 

0.886 

1.011 

0.756 

0.804 

0.475 

0.504 






















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Seerdi 

0829000503598300 

0.968 

Fresh 

Seerodi 

0829000503594600 

2.687 

Fresh 

Segawa 

0829000503607500 

2.512 

Fresh 


Semaliya 


Semalpura 


Shivsingh Ka Khera 


Shrinagar 


Type of Area (Command / N< 
command) 


0829000503607400 


5.044 Fresh 


Gambhiri 


Non-command 


Gambhiri 


Non-command 


Gambhiri 


Non-command 



0829000503598400 


4.922 Fresh 


Semliya 

0829000203543700 

4.528 

Fresh 

Shadi 

0829000203536000 

5.446 

Fresh 

Shambhoopura 

0829000303553700 

1.424 

Fresh 

Shambhupura @ Kala Ka Khe 

0829000203538500 

1.953 

Fresh 

Shivpura 

0829000303554700 

7.109 

Fresh 


Gambhiri 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0829000503599200 

3.890 

Fresh 

0829000503594700 

0.479 

Fresh 

0829000303559100 

4.690 

Fresh 


Non-command 


Non-command 


Non-command 



Sigola 

0829000203545800 

4.700 

Fresh 

Singhpura 

0824000902901800 

4.483 

Fresh 


Non-command 


Non-command 



Siyar 

0824000802885200 

6.146 

Fresh 

Sokriya 

0829000203545400 

1.672 

Fresh 

Sokya 

0829000503600800 

2.331 

Fresh 

Solankion Ka Khera 

0829000203540400 

1.241 

Fresh 

Sonagar 

0829000303560000 

1.422 

Fresh 


Orai 


Non-command 


Non-command 


Orai 


Non-command 


Non-command 


Songar 

0829000503600300 

3.239 

Fresh 

Songaron Ki Kheri 

0829000503599700 

2.766 

Fresh 




Soniyana 

0829000203535700 

17.002 

Fresh 

Sudri 

0829000203540300 

7.619 

Fresh 


Non-command 


Non-command 


Non-command 


Sultanpura 


Suthepa 


0829000303551400 


2.975 Fresh 


Surajniyas 

0829000203537700 

5.222 

Fresh 

Surajpol 

0829000503606200 

5.411 

Fresh 


Non-command 


Orai 


Non-command 


Gambhiri 



Suratpura 

0829000303557800 

1.146 

Fresh 

Suratsingh Ji Ka Khera 

0829000203538600 

1.540 

Fresh 

Surjana 

0829000503598000 

3.664 

Fresh 


0824000902902800 


8.909 Fresh 


Non-command 


Orai 


Non-command 


Non-command 


Gambhiri 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Shale 

0.968 

Non-command 

Gneisses(B.G.C.) 

2.580 

Command 

Gneisses(B.G.C.) 

0.107 

Non-command 

Gneisses(B.G.C.) 

2.272 

Command 

Gneisses(B.G.C.) 

1.296 

Non-command 

Gneisses(B.G.C.) 

1.625 

Non-command 

Shale 

0.625 

Command 

Shale 

4.275 

Non-command 

Shale 

0.647 

Non-command 

Gneisses(B.G.C.) 

4.528 

Non-command 

Phyllite & Schist 

5.446 

Non-command 

Shale 

1.309 

Non-command 

Phyllite & Schist 

1.953 

Non-command 

Bhander Sandstone 

0.048 

Non-command 

Shale 

6.883 

Non-command 

Gneisses(B.G.C.) 

3.890 

Non-command 

Gneisses(B.G.C.) 

0.479 

Non-command 

Limestone 

0.197 

Non-command 

Shale 

2.230 

Non-command 

Limestone 

1.148 

Non-command 

Phyllite & Schist 

1.248 

Non-command 

Shale 

0.000 

Non-command 

Gneisses(B.G.C.) 

4.700 

Non-command 

Gneisses(B.G.C.) 

3.820 

Non-command 

Phyllite & Schist 

0.663 

Command 

Phyllite & Schist 

0.001 

Non-command 

Gneisses(B.G.C.) 

0.008 

Non-command 

Gneisses(B.G.C.) 

1.652 

Command 

Gneisses(B.G.C.) 

0.043 

Non-command 

Phyllite & Schist 

1.241 

Non-command 

Bhander Sandstone 

0.601 

Non-command 

Shale 

0.346 

Command 

Shale 

3.239 

Command 

Gneisses(B.G.C.) 

0.501 

Command 

Shale 

2.227 

Non-command 

Gneisses(B.G.C.) 

0.038 

Non-command 

Phyllite & Schist 

16.931 

Non-command 

Gneisses(B.G.C.) 

6.222 

Non-command 

Phyllite & Schist 

1.396 

Non-command 

Shale 

0.833 

Command 

Shale 

1.369 

Non-command 

Gneisses(B.G.C.) 

5.222 

Command 

Limestone 

0.048 

Command 

Shale 

3.446 

Non-command 

Limestone 

0.005 

Non-command 

Shale 

0.549 

Non-command 

Phyllite & Schist 

7.827 

Command 

Phyllite & Schist 

5.616 

Non-command 

Limestone 

1.146 

Non-command 

Phyllite & Schist 

1.540 

Command 

Shale 

1.570 

Non-command 

Shale 

1.815 

Non-command 

Gneisses(B.G.C.) 

8.909 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

55,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

70,000 

55,000 

120 

70,000 

55,000 

120 

70,000 

55,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

80,000 

70,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

50,000 

40,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

30,000 

20,000 

120 

50,000 

40,000 

120 

50,000 

35,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

55,000 

120 

50,000 

35,000 

120 

70,000 

55,000 

120 

50,000 

35,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

40,000 

120 

80,000 

60,000 

120 

70,000 

55,000 

120 

80,000 

60,000 

120 

70,000 

55,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

70,000 

120 

50,000 

40,000 

120 

70,000 

55,000 

120 

70,000 

55,000 

120 

70,000 

50,000 



0.317 

0.353 

0.030 

0.030 

0.010 

0.010 



0.163 

0.199 

0.004 

0.004 

0.010 

0.022 

0.058 

0.173 

0.034 

0.099 

0.528 

0.536 

0.025 

0.025 

0.172 

0.172 


1.992 

3.162 

0.134 

0.452 

0.029 

0.101 

0.029 

0.029 

0.043 

0.043 

0.278 

0.278 
























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



07002019 


Tahla 


Takhat Pura 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


17.583 Fresh 


Bassi 


Non-command 



0829000303557300 

2.198 

Fresh 

0824001102943700 

2.368 

Fresh 

0824000802881300 

8.898 

Fresh 


Non-command 


Non-command 


Non-command 



Takhatpura 

0829000303551300 

0.428 

Fresh 

Taleri 

0829000203546600 

3.500 

Fresh 

Teekhi Ka Khera 

0829000303558300 

2.125 

Fresh 


Orai 


Non-command 


Non-command 



Thukrai 

0829000303559200 

10.619 

Fresh 

Tres Tha 

0829000203538200 

5.300 

Fresh 

Tumba 

0829000303556300 

1.918 

Fresh 

Tumbadiya 

0829000203543200 

6.391 

Fresh 



Ulloopura 

0829000303554100 

2.167 

Fresh 

Umar Ka Khal 

0829000303554500 

0.612 

Fresh 

Umar Thoona 

0829000303554200 

3.163 

Fresh 


Non-command 


Non-command 


Non-command 


Bassi 


Non-command 


Non-command 


Orai 


Non-command 


Non-command 


Non-command 



Achalpura 

0829000103532100 

1.996 

Fresh 

Chamanpura 

0829000103532900 

2.518 

Fresh 

Devpuriya 

0829000103532600 

3.785 

Fresh 

Dhamana 

0829000603618000 

9.991 

Fresh 

Dhobi Khera 

0829000603617900 

8.793 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Dindoli 


0829000103532800 


10.869 Fresh 


Dindoli 


Non-command 



Dowani 

0829000603619800 

11.952 

Fresh 

Harnathpura 

0829000103531700 

4.329 

Fresh 

Kanpura 

0829000103532500 

2.159 

Fresh 


Non-command 


Non-command 


Non-command 


07002020 


Kundiya 

0825000603031500 

10.113 

Fresh 

Nangpura 

0829000103532700 

2.680 

Fresh 

Nawalpura 

0829000103532200 

2.755 

Fresh 

Parmeshwar Pura 

0829000103532300 

1.490 

Fresh 


Banediya 


Non-command 


Non-command 


Non-command 


Non-command 



0825000603029900 


9.486 Fresh 


Nandsamand 


Non-command 



Charana 

0825000603034200 

11.689 

Fresh 

Chhdanga Kheri 

0825000603033500 

3.251 

Fresh 

Dheeli 

0825000603033700 

6.506 

Fresh 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Gneisses(B.G.C.) 

0.057 

Non-command 

Gneisses(B.G.C.) 

14.610 

Non-command 

Shale 

2.916 

Non-command 

Shale 

2.044 

Non-command 

Phyllite & Schist 

2.353 

Non-command 

Gneisses(B.G.C.) 

1.807 

Non-command 

Phyllite & Schist 

1.883 

Command 

Shale 

0.021 

Non-command 

Gneisses(B.G.C.) 

3.500 

Non-command 

Bhander Sandstone 

0.466 

Non-command 

Limestone 

1.031 

Non-command 

Limestone 

1.083 

Non-command 

Shale 

1.423 

Non-command 

Limestone 

2.061 

Non-command 

Phyllite & Schist 

5.300 

Non-command 

Shale 

1.918 

Command 

Gneisses(B.G.C.) 

0.001 

Non-command 

Gneisses(B.G.C.) 

6.391 

Non-command 

Gneisses(B.G.C.) 

7.506 

Command 

Gneisses(B.G.C.) 

0.007 

Non-command 

Shale 

1.982 

Non-command 

Bhander Sandstone 

0.611 

Non-command 

Bhander Sandstone 

0.148 

Non-command 

Shale 

2.988 

Non-command 

Gneisses(B.G.C.) 

1.494 

Non-command 

Phyllite & Schist 

6.148 

Non-command 

Gneisses(B.G.C.) 

0.687 

Non-command 

Phyllite & Schist 

0.400 

Non-command 

Phyllite & Schist 

3.721 

Non-command 

Phyllite & Schist 

0.331 

Non-command 

Gneisses(B.G.C.) 

0.241 

Non-command 

Phyllite & Schist 

0.900 

Command 

Phyllite & Schist 

0.075 

Non-command 

Gneisses(B.G.C.) 

2.325 

Non-command 

Phyllite & Schist 

6.123 

Non-command 

Phyllite & Schist 

0.085 

Non-command 

Gneisses(B.G.C.) 

0.088 

Non-command 

Gneisses(B.G.C.) 

0.555 

Non-command 

Phyllite & Schist 

0.531 

Non-command 

Gneisses(B.G.C.) 

0.247 

Non-command 

Phyllite & Schist 

2.396 

Non-command 

Gneisses(B.G.C.) 

0.460 

Non-command 

Gneisses(B.G.C.) 

1.265 

Non-command 

Phyllite & Schist 

0.001 

Non-command 

Gneisses(B.G.C.) 

1.990 

Non-command 

Phyllite & Schist 

2.523 

Command 

Phyllite & Schist 

3.084 

Non-command 

Gneisses(B.G.C.) 

0.319 

Non-command 

Phyllite & Schist 

5.588 

Non-command 

Phyllite & Schist 

0.355 

Non-command 

Phyllite & Schist 

2.451 

Non-command 

Gneisses(B.G.C.) 

0.673 

Non-command 

Phyllite & Schist 

0.075 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

90,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

60,000 

40,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

70,000 

120 

80,000 

70,000 

120 

60,000 

40,000 

120 

80,000 

70,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.821 

0.899 

0.354 

0.354 



0.101 

0.101 

0.048 

0.134 

0.005 

0.005 

0.134 

0.177 

0.038 

0.050 

0.163 

0.199 



0.086 

0.110 

0.110 

0.146 

0.099 

0.123 

0.009 

0.014 

0.177 

0.220 

0.006 

0.006 

0.090 

0.090 

0.021 

0.021 

0.003 

0.003 


































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



07002021 


Peepali Dodiyan 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


3.078 Fresh 


2.035 Fresh 



Jodhpuriya 

0825000503026000 

1.560 

Fresh 

Karoliya 

0825000603030100 

5.259 

Fresh 



Khatookra 

0825000603033800 

15.583 

Fresh 

Kheri 

0825000703044000 

6.174 

Fresh 

Lachhipura 

0825000703044100 

3.884 

Fresh 

Ladpacha 

0825000603034300 

9.045 

Fresh 

Mengatiya Kalan 

0825000503025500 

4.661 

Fresh 

Mengatiya Khurd 

0825000503025600 

2.268 

Fresh 


Nandsamand 


Non-command 


Nandsamand 


Non-command 


Nandsamand 


Nandsamand 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0825000603029700 


6.395 Fresh 


Peethawas 

0825000503025800 

1.529 

Fresh 

Phoonkiya 

0825000603029600 

4.034 

Fresh 


Sansera 

0825000603033600 

14.199 

Fresh 

Sathana 

0825000503025700 

8.561 

Fresh 


Nandsamand 


Non-command 


Non-command 


Nandsamand 


Non-command 


Non-command 


Nandsamand 



Tagdiyon Ka Gurha 

0825000703044200 

5.339 

Fresh 

Tejpura 

0825000503026200 

2.017 

Fresh 


Turkya Kheri 

0825000603029800 

2.780 

Fresh 

Adana 

0829000103533300 

1.757 

Fresh 


Alsigarh 

0829000903666400 

2.931 

Fresh 

Antri 

0829000803654500 

4.066 

Fresh 

Babariya Khera 

0829000603620300 

1.623 

Fresh 

Badar Ka Khera 

0829000503608800 

0.959 

Fresh 

Balarada 

0829000603623400 

4.790 

Fresh 

Banakiya Kalan 

0829000603621400 

8.859 

Fresh 


Non-command 


Nandsamand 


Non-command 


Nandsamand 


Dindoli 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Banakiyakhurd 

0829000603621800 

5.063 

Fresh 

Banina 

0829000203546000 

5.401 

Fresh 


Non-command 


Non-command 


Bannath Pura 

0829000803648000 

4.908 

Fresh 

Bansati 

0829000503610600 

1.006 

Fresh 

Barada 

0829000503607800 

2.844 

Fresh 

Baroo 

0829000103534500 

14.733 

Fresh 

Beelora 

0829000503610000 

2.908 

Fresh 


Bejnathiya 

0829000503596600 

4.602 

Fresh 

Benipuriya 

0829000603622500 

2.038 

Fresh 

Bhanwarkiya 

0829000603621500 

2.903 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Gambhiri 


Non-command 


Non-command 


Non-command 


Non-command 


Bharliya Khera 


0829000503608300 


1.366 Fresh 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Phyllite & Schist 

0.273 

Non-command 

Phyllite & Schist 

0.443 

Command 

Phyllite & Schist 

0.000 

Non-command 

Phyllite & Schist 

2.035 

Command 

Phyllite & Schist 

0.067 

Command 

Phyllite & Schist 

3.094 

Non-command 

Phyllite & Schist 

0.659 

Non-command 

Phyllite & Schist 

0.480 

Non-command 

Gneisses(B.G.C.) 

0.404 

Non-command 

Gneisses(B.G.C.) 

2.327 

Non-command 

Phyllite & Schist 

1.374 

Non-command 

Phyllite & Schist 

0.531 

Non-command 

Gneisses(B.G.C.) 

0.302 

Non-command 

Phyllite & Schist 

0.343 

Non-command 

Gneisses(B.G.C.) 

8.538 

Non-command 

Phyllite & Schist 

0.467 

Command 

Phyllite & Schist 

5.849 

Non-command 

Phyllite & Schist 

0.058 

Non-command 

Phyllite & Schist 

0.012 

Command 

Phyllite & Schist 

2.190 

Non-command 

Phyllite & Schist 

0.009 

Non-command 

Phyllite & Schist 

12.994 

Command 

Gneisses(B.G.C.) 

0.071 

Command 

Phyllite & Schist 

2.720 

Non-command 

Gneisses(B.G.C.) 

0.648 

Non-command 

Phyllite & Schist 

4.993 

Non-command 

Gneisses(B.G.C.) 

0.839 

Command 

Phyllite & Schist 

0.066 

Non-command 

Phyllite & Schist 

0.016 

Command 

Phyllite & Schist 

2.780 

Command 

Phyllite & Schist 

1.518 

Non-command 

Phyllite & Schist 

0.239 

Non-command 

Shale 

1.857 

Non-command 

Shale 

0.001 

Non-command 

Phyllite & Schist 

1.623 

Non-command 

Gneisses(B.G.C.) 

0.587 

Non-command 

Phyllite & Schist 

1.482 

Non-command 

Gneisses(B.G.C.) 

0.472 

Non-command 

Phyllite & Schist 

8.387 

Non-command 

Gneisses(B.G.C.) 

5.063 

Non-command 

Gneisses(B.G.C.) 

1.513 

Non-command 

Phyllite & Schist 

3.203 

Non-command 

Gneisses(B.G.C.) 

4.908 

Non-command 

Shale 

0.634 

Non-command 

Gneisses(B.G.C.) 

1.457 

Non-command 

Phyllite & Schist 

14.733 

Command 

Shale 

0.003 

Non-command 

Shale 

2.628 

Non-command 

Gneisses(B.G.C.) 

4.602 

Non-command 

Phyllite & Schist 

2.038 

Non-command 

Gneisses(B.G.C.) 

2.456 

Non-command 

Phyllite & Schist 

0.447 

Non-command 

Gneisses(B.G.C.) 

1.366 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

30,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

35,000 

25,000 

120 

35,000 

25,000 

120 

40,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

35,000 

25,000 

120 

40,000 

30,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

30,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

35,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

60,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

30,000 

120 

70,000 

55,000 

120 

50,000 

35,000 

120 

60,000 

40,000 

120 

70,000 

55,000 

120 

70,000 

55,000 

120 

50,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

35,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.006 

0.006 

0.009 

0.009 

- 

- 

0.060 

0.070 

0.003 

0.003 

0.072 

0.072 

0.015 

0.015 

0.003 

0.003 

0.009 

0.009 

0.024 

0.024 

0.057 

0.057 

0.009 

0.009 



0.201 

0.205 

0.014 

0.014 

0.273 

0.283 

0.003 

0.003 



0.024 

0.024 

0.006 

0.006 

0.045 

0.045 

0.012 

0.012 



0.165 

0.165 

0.096 

0.096 

0.014 

0.014 



0.119 

0.119 

0.189 

0.201 

0.226 

0.262 

0.178 

0.200 

0.034 

0.034 

0.080 

0.080 














































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Bhatton Ka Bamniya 

0829000603620200 

7.846 

Fresh 

Bhatwara Kalan 

0829000203546200 

12.394 

Fresh 


Non-command 


Non-command 



Bhatwara Khurd 

0829000203546100 

5.356 

Fresh 

Bheel Gatti 

0829000803654900 

1.289 

Fresh 

Bheemgarh 

0829000103534100 

15.630 

Fresh 


Non-command 


Non-command 


Non-command 


Bojunda 

0829000503607600 

5.119 

Fresh 

Chak Adana No. A 

0829000103533400 

0.396 

Fresh 



Chamanpura 

0829000103532900 

2.518 

Fresh 

Chatarbhujpura 

0829000603620500 

2.100 

Fresh 



Chaukha Khera 

0829000603620000 

1.672 

Fresh 

Chhapari 

0829000603622000 

8.323 

Fresh 


Non-command 


Dindoli 


Non-command 


Dindoli 


Non-command 


Non-command 


Dindoli 


Non-command 


Dindoli 


Non-command 


Non-command 


Non-command 


Chiksi 

0829000503610300 

4.458 

Fresh 

Chittauriya 

0829000103533100 

4.908 

Fresh 


Chothpura 

0829000503609900 

2.353 

Fresh 

Daulat Pura 

0829000803648100 

4.644 

Fresh 

Deori 

0829000503609300 

3.471 

Fresh 


Non-command 


Dindoli 


Non-command 


Non-command 


Non-command 


Gambhiri 


Non-command 



Dhanet Kalan 

0829000503597300 

7.013 

Fresh 

Dhanet Khurd 

0829000503597200 

2.444 

Fresh 

Dhangaliya Khera 

0829000103534600 

3.253 

Fresh 

Dindoli 

0829000103532800 

10.869 

Fresh 


Non-command 


Non-command 


Non-command 


Dindoli 


Non-command 



Dolatpura 

0829000103534800 

1.502 

Fresh 

Dolji Ka Khera 

0829000603622200 

1.067 

Fresh 


Non-command 


Non-command 


Dowani 

0829000603619800 

11.952 

Fresh 

Fatehgarh 

0829000503609200 

2.645 

Fresh 


Non-command 


Non-command 


Fatehpura 

0829000603629400 

3.171 

Fresh 

Gadariyawas 

0829000503608200 

5.561 

Fresh 

Gadri Khera 

0829000503596700 

6.739 

Fresh 

Ganeshpura 

0829000103533000 

1.981 

Fresh 


Ganga Ka Khera 

0829000503608700 

1.769 

Fresh 

Ganpat Khera 

0829000803650200 

1.566 

Fresh 

Ghaghsa 

0829000503609400 

3.998 

Fresh 

Ghosunda 

0829000503608100 

8.806 

Fresh 

Gopalpura 

0829000503594400 

1.971 

Fresh 


Non-command 


Non-command 


Non-command 


Dindoli 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

0.027 

Non-command 

Phyllite & Schist 

4.130 

Non-command 

Phyllite & Schist 

7.846 

Non-command 

Gneisses(B.G.C.) 

7.636 

Non-command 

Phyllite & Schist 

0.674 

Non-command 

Gneisses(B.G.C.) 

1.834 

Non-command 

Shale 

1.274 

Non-command 

Gneisses(B.G.C.) 

0.401 

Non-command 

Phyllite & Schist 

11.106 

Non-command 

Gneisses(B.G.C.) 

1.436 

Command 

Phyllite & Schist 

0.351 

Non-command 

Phyllite & Schist 

0.045 

Command 

Phyllite & Schist 

0.145 

Non-command 

Phyllite & Schist 

1.843 

Non-command 

Phyllite & Schist 

2.055 

Command 

Phyllite & Schist 

0.765 

Non-command 

Phyllite & Schist 

1.335 

Command 

Gneisses(B.G.C.) 

0.150 

Command 

Phyllite & Schist 

2.524 

Non-command 

Phyllite & Schist 

4.230 

Non-command 

Phyllite & Schist 

0.991 

Non-command 

Gneisses(B.G.C.) 

8.188 

Non-command 

Phyllite & Schist 

0.134 

Non-command 

Shale 

4.458 

Command 

Phyllite & Schist 

3.569 

Non-command 

Phyllite & Schist 

1.339 

Non-command 

Shale 

0.001 

Non-command 

Gneisses(B.G.C.) 

2.277 

Command 

Shale 

0.002 

Non-command 

Gneisses(B.G.C.) 

2.939 

Non-command 

Shale 

0.531 

Non-command 

Gneisses(B.G.C.) 

0.001 

Non-command 

Gneisses(B.G.C.) 

0.503 

Non-command 

Phyllite & Schist 

3.253 

Command 

Phyllite & Schist 

1.114 

Non-command 

Gneisses(B.G.C.) 

0.000 

Non-command 

Phyllite & Schist 

0.931 

Non-command 

Phyllite & Schist 

1.502 

Non-command 

Gneisses(B.G.C.) 

0.750 

Non-command 

Phyllite & Schist 

0.317 

Non-command 

Phyllite & Schist 

1.032 

Non-command 

Gneisses(B.G.C.) 

0.882 

Non-command 

Shale 

1.552 

Non-command 

Gneisses(B.G.C.) 

3.050 

Non-command 

Gneisses(B.G.C.) 

5.561 

Non-command 

Gneisses(B.G.C.) 

6.739 

Command 

Phyllite & Schist 

0.192 

Non-command 

Phyllite & Schist 

1.789 

Non-command 

Gneisses(B.G.C.) 

1.454 

Non-command 

Shale 

1.566 

Non-command 

Gneisses(B.G.C.) 

3.998 

Non-command 

Gneisses(B.G.C.) 

8.806 

Non-command 

Gneisses(B.G.C.) 

1.912 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

55,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

55,000 

120 

50,000 

30,000 

120 

70,000 

55,000 

120 

50,000 

35,000 

120 

70,000 

55,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

35,000 

120 

70,000 

55,000 

120 

60,000 

40,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

35,000 

120 

50,000 

30,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

50,000 

35,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.062 

0.062 

0.014 

0.064 

0.019 

0.098 

0.005 

0.005 

0.110 

0.110 

0.182 

0.182 

0.024 

0.074 

0.101 

0.180 



0.038 

0.050 

0.024 

0.031 

0.067 

0.067 

- 

- 

0.058 

0.058 

0.086 

0.086 

0.067 

0.074 

0.029 

0.029 

0.034 

0.041 

0.042 

0.072 

0.119 

0.186 

0.278 

0.292 

0.076 

0.100 

0.105 

0.135 

0.005 

0.005 

0.038 

0.038 

0.034 

0.082 

0.040 

0.058 

0.164 

0.236 

1.210 

1.570 

0.042 

0.150 

































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Govind Pura 

0829000603623100 

2.034 

Fresh 

Hapawas 

0829000503609000 

2.556 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 



Hasmat Ganj 

0829000803650100 

1.524 

Fresh 

Hati Pura 

0829000803654600 

1.012 

Fresh 

Hazoor Pura 

0829000803648300 

2.629 

Fresh 

Hingoriya 

0829000603620800 

7.363 

Fresh 


Dindoli 


Non-command 


Non-command 


Non-command 


Non-command 


Dindoli 



Indrapura 

0829000603623300 

2.414 

Fresh 

Jadana 

0829000103531000 

6.422 

Fresh 

Jaisinghpura 

0829000603621100 

4.397 

Fresh 


Non-command 


Non-command 


Non-command 


Jalampura 

0829000603629300 

1.746 

Fresh 

Jawaharpura 

0829000103533700 

1.715 

Fresh 

Jawanpura 

0829000103533800 

1.457 

Fresh 



Jeetiya 

0829000603629200 

4.301 

Fresh 

Jetpura 

0829000503610400 

1.664 

Fresh 

Jogni 

0829000503610500 

0.707 

Fresh 

Kachnariya 

0829000203545900 

5.101 

Fresh 


Non-command 


Non-command 


Dindoli 


Non-command 


Gambhiri 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kacholiya 

0829000603623200 

4.446 

Fresh 

Kalyanpura 

0829000603629000 

2.776 

Fresh 

Kankariya 

0829000603622400 

4.569 

Fresh 


Non-command 


Non-command 


Non-command 



Kannojiya 

0829000803655100 

1.628 

Fresh 

Kanthariya Chauhanon Ka 

0829000503608400 

1.217 

Fresh 

Karee Thara 

0829000103534000 

7.874 

Fresh 

Kashmor 

0829000503597100 

7.641 

Fresh 

Kathodia 

0829000503594500 

2.720 

Fresh 

Kesar Pura 

0829000803655000 

1.711 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Keshar Kheri 

0829000603620100 

3.921 

Fresh 

Kharkhanda 

0829000203539900 

14.825 

Fresh 


Non-command 


Non-command 


Kharolon Ki Jhunpariya 

0829000603621600 

2.428 

Fresh 

Khera Bansati 

0829000503610700 

2.256 

Fresh 

Kodiya Kheri 

0829000603621300 

3.368 

Fresh 


Lakha Ka Khera 


Langach 


Non-command 


Non-command 


Non-command 



0829000503596900 

2.434 

Fresh 

0829000603620400 

1.704 

Fresh 



0829000603621000 


7.109 Fresh 


Non-command 


Dindoli 


Non-command 


Dindoli 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

2.034 

Non-command 

Gneisses(B.G.C.) 

1.924 

Non-command 

Shale 

0.120 

Command 

Phyllite & Schist 

2.777 

Non-command 

Phyllite & Schist 

0.391 

Non-command 

Shale 

1.523 

Non-command 

Shale 

1.009 

Non-command 

Shale 

0.051 

Command 

Gneisses(B.G.C.) 

0.332 

Command 

Phyllite & Schist 

2.108 

Non-command 

Gneisses(B.G.C.) 

1.615 

Non-command 

Phyllite & Schist 

3.306 

Non-command 

Phyllite & Schist 

1.887 

Non-command 

Gneisses(B.G.C.) 

0.218 

Non-command 

Gneisses(B.G.C.) 

3.602 

Non-command 

Phyllite & Schist 

0.795 

Non-command 

Gneisses(B.G.C.) 

1.710 

Non-command 

Phyllite & Schist 

1.400 

Command 

Phyllite & Schist 

0.051 

Non-command 

Phyllite & Schist 

1.404 

Command 

Shale 

0.124 

Non-command 

Shale 

4.170 

Non-command 

Gneisses(B.G.C.) 

4.301 

Non-command 

Shale 

1.664 

Non-command 

Shale 

0.707 

Non-command 

Gneisses(B.G.C.) 

0.128 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Phyllite & Schist 

4.446 

Non-command 

Gneisses(B.G.C.) 

2.245 

Non-command 

Gneisses(B.G.C.) 

0.028 

Non-command 

Phyllite & Schist 

4.541 

Non-command 

Gneisses(B.G.C.) 

0.216 

Non-command 

Shale 

11.624 

Non-command 

Gneisses(B.G.C.) 

0.009 

Non-command 

Gneisses(B.G.C.) 

1.217 

Non-command 

Phyllite & Schist 

7.874 

Non-command 

Gneisses(B.G.C.) 

2.444 

Non-command 

Gneisses(B.G.C.) 

0.038 

Non-command 

Gneisses(B.G.C.) 

0.020 

Non-command 

Shale 

0.073 

Non-command 

Phyllite & Schist 

3.805 

Non-command 

Gneisses(B.G.C.) 

0.022 

Non-command 

Phyllite & Schist 

1.562 

Non-command 

Gneisses(B.G.C.) 

2.428 

Non-command 

Shale 

1.858 

Non-command 

Gneisses(B.G.C.) 

1.254 

Non-command 

Phyllite & Schist 

2.114 

Non-command 

Gneisses(B.G.C.) 

5.642 

Non-command 

Phyllite & Schist 

0.616 

Non-command 

Gneisses(B.G.C.) 

2.434 

Command 

Phyllite & Schist 

1.582 

Non-command 

Phyllite & Schist 

0.122 

Command 

Gneisses(B.G.C.) 

2.517 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

40,000 

120 

50,000 

35,000 

120 

70,000 

55,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

55,000 

120 

70,000 

55,000 

120 

60,000 

40,000 

120 

70,000 

55,000 

120 

70,000 

55,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

35,000 

120 

60,000 

40,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

55,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

35,000 

120 

70,000 

60,000 

120 

50,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 



Tube Wells with 
Wells Pumpset 






MCM 

MCM 

(15) 

(16) 

0.067 

0.074 

0.046 

0.076 

0.007 

0.007 

0.120 

0.120 

0.019 

0.019 

0.050 

0.080 

0.137 

0.167 

- 

- ! 

0.024 

0.024 

0.154 

0.168 

0.115 

0.129 

0.235 

0.264 

0.024 

0.024 



0.105 

0.177 

0.178 

0.372 

0.147 

0.213 

0.004 

0.004 












































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline ) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N < 
command ) 



Lasadiya Khurd 

0829000103530900 

7.969 

Fresh 

Manpura 

0829000803647800 

3.778 

Fresh 

Mataji Ka Khera 

0829000603622300 

3.506 

Fresh 


Non-command 


Non-command 


Non-command 


Meenonka Kanthariya 

0829000503610900 

4.854 

Fresh 

Moda Khera 

0829000603622100 

2.799 

Fresh 

Moti Khera 

0829000603620700 

1.202 

Fresh 


Nahargarh 

0829000803650600 

6.218 

Fresh 

Nangpura 

0829000103532700 

2.680 

Fresh 

Narayanpura 

0829000103534400 

8.759 

Fresh 


Non-command 


Non-command 


Dindoli 


Non-command 


Non-command 


Non-command 


Non-command 


Narela 

0829000503595800 

6.118 

Fresh 

Nariya 

0829000603628900 

3.690 

Fresh 


Non-command 


Non-command 


Nawabpura 

0829000803654800 

0.688 

Fresh 

Neel Ka Khera 

0829000803647600 

4.274 

Fresh 

Netawal Maharaj 

0829000503596400 

11.444 

Fresh 

Nimbahera 

0829000603622600 

12.846 

Fresh 


Odoond 

0829000503597000 

8.089 

Fresh 

Pachtoli 

0829000503610100 

1.483 

Fresh 


Palri 

0829000903666500 

4.673 

Fresh 

Panch Deola 

0829000803649900 

2.923 

Fresh 

Panchli 

0829000503596500 

4.789 

Fresh 

Pandoli 

0829000603622900 

10.834 

Fresh 


Non-command 


Non-command 


Non-command 


Dindoli 


Non-command 


Non-command 


Gambhiri 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Paotiya 

0829000503608000 

2.655 

Fresh 

Parliya 

0829000503609100 

3.203 

Fresh 

Parsa Khera 

0829000603622700 

1.442 

Fresh 

Pavli 

0829000103534300 

6.749 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Peepali 

0829000503607900 

5.759 

Fresh 

Purohiton Ka Sanwata 

0829000503595700 

4.776 

Fresh 

Raipuriya 

0829000103534200 

3.221 

Fresh 


Non-command 


Non-command 


Non-command 


Rajpura 

0829000603622800 

1.424 

Fresh 

Rama Khera 

0829000503596000 

3.023 

Fresh 

Rampuriya 

0829000503596800 

1.324 

Fresh 

Ranchhor Pura 

0829000603623000 

2.922 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Reethola 

0829000503609600 

1.829 

Fresh 

Ren Ka Khera 

0829000603623500 

3.570 

Fresh 


Non-command 


Non-command 


Rewaliya Kalan 

0829000803647900 

5.377 

Fresh 

Rewaliya Khurd 

0829000803647700 

8.546 

Fresh 

Rojra 

0829000503596100 

4.156 

Fresh 

Rood 

0829000103530800 

8.647 

Fresh 

Roop Pura 

0829000503608900 

2.190 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Phyllite & Schist 

0.011 

Non-command 

Gneisses(B.G.C.) 

3.790 

Non-command 

Phyllite & Schist 

0.791 

Non-command 

Gneisses(B.G.C.) 

1.348 

Non-command 

Gneisses(B.G.C.) 

2.047 

Non-command 

Gneisses(B.G.C.) 

0.006 

Non-command 

Phyllite & Schist 

3.500 

Non-command 

Shale 

1.991 

Non-command 

Gneisses(B.G.C.) 

2.799 

Command 

Phyllite & Schist 

1.201 

Non-command 

Phyllite & Schist 

0.001 

Non-command 

Shale 

0.162 

Non-command 

Phyllite & Schist 

0.041 

Non-command 

Gneisses(B.G.C.) 

4.915 

Non-command 

Phyllite & Schist 

3.667 

Non-command 

Gneisses(B.G.C.) 

6.118 

Non-command 

Gneisses(B.G.C.) 

1.720 

Non-command 

Phyllite & Schist 

0.072 

Non-command 

Shale 

0.672 

Non-command 

Gneisses(B.G.C.) 

0.177 

Non-command 

Gneisses(B.G.C.) 

11.444 

Command 

Phyllite & Schist 

0.138 

Non-command 

Phyllite & Schist 

12.708 

Non-command 

Gneisses(B.G.C.) 

8.030 

Command 

Shale 

0.293 

Non-command 

Shale 

1.190 

Non-command 

Shale 

0.429 

Non-command 

Shale 

0.002 

Non-command 

Gneisses(B.G.C.) 

4.789 

Non-command 

Gneisses(B.G.C.) 

1.727 

Non-command 

Phyllite & Schist 

9.107 

Non-command 

Gneisses(B.G.C.) 

2.655 

Non-command 

Gneisses(B.G.C.) 

3.203 

Non-command 

Phyllite & Schist 

1.442 

Non-command 

Gneisses(B.G.C.) 

2.117 

Non-command 

Phyllite & Schist 

4.632 

Non-command 

Gneisses(B.G.C.) 

5.474 

Non-command 

Gneisses(B.G.C.) 

2.063 

Non-command 

Gneisses(B.G.C.) 

1.467 

Non-command 

Phyllite & Schist 

0.039 

Non-command 

Phyllite & Schist 

1.424 

Non-command 

Gneisses(B.G.C.) 

1.885 

Non-command 

Gneisses(B.G.C.) 

1.324 

Non-command 

Gneisses(B.G.C.) 

0.160 

Non-command 

Phyllite & Schist 

2.762 

Non-command 

Gneisses(B.G.C.) 

1.645 

Non-command 

Gneisses(B.G.C.) 

0.151 

Non-command 

Phyllite & Schist 

0.233 

Non-command 

Gneisses(B.G.C.) 

3.795 

Non-command 

Gneisses(B.G.C.) 

0.017 

Non-command 

Gneisses(B.G.C.) 

4.038 

Non-command 

Gneisses(B.G.C.) 

5.591 

Non-command 

Gneisses(B.G.C.) 

1.463 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

55,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

35,000 

120 

70,000 

55,000 

120 

70,000 

55,000 

120 

70,000 

60,000 

120 

50,000 

30,000 

120 

50,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

60,000 

40,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

35,000 

120 

50,000 

40,000 

120 

50,000 

35,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 







0.274 

0.296 

0.013 

0.013 

0.144 

0.166 

0.062 

0.120 



0.223 

0.223 

0.106 

0.113 

0.562 

0.591 

0.181 

0.217 

0.147 

0.195 

0.086 

0.086 

0.101 

0.167 

0.226 

0.399 

0.328 

0.370 

0.017 

0.017 

0.014 

0.014 

- 

- 

0.086 

0.086 

0.076 

0.082 

0.050 

0.080 

0.005 

0.005 

0.110 

0.132 

0.080 

0.122 

0.010 

0.010 

0.014 

0.014 

0.176 

0.260 

- 

- 

0.252 

0.258 

0.461 

0.773 

0.013 

0.043 














































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


07002022 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Rughnath Pura 

0829000503610800 

1.233 

Fresh 

Rughnathpura 

0829000103533500 

0.195 

Fresh 

Sahnawa 

0829000503609700 

5.714 

Fresh 


Chhapri 


Chhdanga Ka Khera 


Dariba (CT) 


Deoron Ka Khera 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Gambhiri 



Sajjanpura 

0829000503596300 

2.902 

Fresh 

Samrathpura 

0829000603621900 

5.294 

Fresh 


Non-command 


Non-command 



Satpura 

0829000503608500 

3.412 

Fresh 

Sawa 

0829000503611100 

13.707 

Fresh 

Shergarh 

0829000903666100 

4.092 

Fresh 

Shivsingh Ka Khera 

0829000503608600 

2.466 

Fresh 

Singhpur 

0829000603621700 

15.431 

Fresh 

Sisodiyon Ka Sanwata 

0829000503595900 

4.571 

Fresh 

Sukhwara 

0829000803650300 

4.082 

Fresh 

Surajpura 

0829000603629100 

1.410 

Fresh 


Tasbariya 

0829000603619900 

7.906 

Fresh 

Thukrawa 

0829000503609500 

2.541 

Fresh 

Tumbariya 

0829000503596200 

3.337 

Fresh 

Turkiya Kalan 

0829000603620900 

5.342 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Dindoli 



Wazeer Ganj 

0829000803650000 

1.584 

Fresh 

Ajan Khera 

0829000603625900 

3.526 

Fresh 

Anjana 

0825000603035300 

6.515 

Fresh 

Bari 

0829000603625200 

7.946 

Fresh 



Bhumlawas 

0826000103058300 

3.946 

Fresh 

Chak Bhoopal Sagar 

0829000603626700 

1.323 

Fresh 

Chak Papariya 

0829000603617200 

1.356 

Fresh 

Charana 

0825000603034200 

11.689 

Fresh 


Chauthpura 

0829000603617400 

5.553 

Fresh 

Chawandiya 

0825000603035600 

4.711 

Fresh 


Dindoli 


Non-command 


Non-command 


Non-command 


Non-command 


Mataji Ka Khera 


Non-command 


Bhupalsagar 


Non-command 


Non_command 


Non-command 


Non-command 


Non-command 


Non-command 


Mataji Ka Khera 



0825000603035500 


0825000603034100 


0825000642504000 


0829000603619000 


3.773 Fresh 


2.465 Fresh 


7.699 Fresh 


3.605 Fresh 


Mataji Ka Khera 


Non-command 


Non-command 


Mataji Ka Khera 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Shale 

1.233 

Non-command 

Phyllite & Schist 

0.188 

Command 

Gneisses(B.G.C.) 

1.175 

Command 

Shale 

1.187 

Non-command 

Gneisses(B.G.C.) 

2.397 

Non-command 

Shale 

0.378 

Non-command 

Gneisses(B.G.C.) 

2.902 

Non-command 

Gneisses(B.G.C.) 

4.885 

Non-command 

Phyllite & Schist 

0.409 

Non-command 

Limestone 

0.094 

Non-command 

Shale 

6.962 

Non-command 

Gneisses(B.G.C.) 

4.256 

Non-command 

Phyllite & Schist 

1.148 

Non-command 

Gneisses(B.G.C.) 

3.412 

Non-command 

Shale 

4.924 

Non-command 

Limestone 

0.003 

Non-command 

Gneisses(B.G.C.) 

2.466 

Non-command 

Gneisses(B.G.C.) 

15.431 

Non-command 

Gneisses(B.G.C.) 

4.571 

Non-command 

Shale 

0.389 

Non-command 

Gneisses(B.G.C.) 

1.091 

Non-command 

Phyllite & Schist 

0.319 

Non-command 

Phyllite & Schist 

0.682 

Non-command 

Gneisses(B.G.C.) 

2.452 

Non-command 

Gneisses(B.G.C.) 

3.337 

Command 

Gneisses(B.G.C.) 

1.188 

Command 

Phyllite & Schist 

4.154 

Command 

Phyllite & Schist 

4.033 

Non-command 

Phyllite & Schist 

0.004 

Non-command 

Shale 

0.177 

Non-command 

Phyllite & Schist 

0.043 

Non-command 

Phyllite & Schist 

6.515 

Command 

Phyllite & Schist 

4.017 

Non-command 

Phyllite & Schist 

3.929 

Command 

Phyllite & Schist 

0.625 

Non-command 

Phyllite & Schist 

7.045 

Command 

Gneisses(B.G.C.) 

3.946 

Non-command 

Phyllite & Schist 

1.323 

Non-command 

Phyllite & Schist 

1.356 

Non-command 

Gneisses(B.G.C.) 

0.369 

Non-command 

Phyllite & Schist 

9.178 

Non-command 

Phyllite & Schist 

4.090 

Command 

Gneisses(B.G.C.) 

1.275 

Command 

Phyllite & Schist 

1.261 

Non-command 

Gneisses(B.G.C.) 

0.313 

Non-command 

Phyllite & Schist 

1.862 

Command 

Phyllite & Schist 

0.531 

Non-command 

Phyllite & Schist 

3.243 

Non-command 

Gneisses(B.G.C.) 

1.828 

Non-command 

Phyllite & Schist 

0.637 

Command 

Phyllite & Schist 

1.735 

Non-command 

Phyllite & Schist 

5.964 

Non-command 

Phyllite & Schist 

3.004 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

55,000 

120 

60,000 

40,000 

120 

50,000 

35,000 

120 

70,000 

55,000 

120 

50,000 

35,000 

120 

70,000 

55,000 

120 

50,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

70,000 

120 

70,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

35,000 

120 

70,000 

55,000 

120 

80,000 

70,000 

120 

50,000 

35,000 

120 

60,000 

40,000 

120 

50,000 

35,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

40,000 

25,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

30,000 

25,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

70,000 

50,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

- 

0.244 

0.163 

0.163 

0.004 

0.004 

0.007 

0.007 

0.004 

0.004 

- 

- 

0.134 

0.140 

0.038 

0.081 

0.005 

0.005 

0.008 

0.008 

0.403 

0.470 

0.259 

0.338 

0.067 

0.089 

0.596 

0.974 

0.040 

0.393 


0.034 

0.034 

0.144 

0.583 

0.197 

0.275 

0.029 

0.041 

0.139 

0.153 

0.043 

0.050 

0.014 

0.036 

0.122 

0.212 

1.214 

1.322 

0.034 

0.084 

0.110 

0.276 

0.096 

0.290 


0.007 

0.013 

0.006 

0.006 

0.114 

0.114 

0.072 

0.072 

0.072 

0.072 

- 

; 

- 

- 

0.141 

0.152 

0.060 

0.060 

0.180 

0.180 

0.006 

0.006 

0.138 

0.138 

0.780 

0.780 

0.015 

0.015 

0.015 

0.015 

0.003 

0.003 

0.024 

0.024 

0.015 

0.015 

0.081 

0.091 

0.024 

0.024 

0.009 

0.009 

0.012 

0.012 

0.036 

0.036 

0.102 

0.119 






























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Dhani 


Fatehnagar (M) 


Girdharipura 


Goojariya Khera 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


16.040 Fresh 



0826000103057800 

11.485 

Fresh 

0829000603617500 

3.263 

Fresh 

0826000142601000 

24.950 

Fresh 


Non_command 


Non-command 


Non command 



Gadriyawas 

0829000603618700 

3.267 

Fresh 

Ganeshpura 

0825000603032300 

0.759 

Fresh 

Gawaradi 

0825000603035400 

8.757 

Fresh 


0826000103058400 


0829000603618800 


2.477 Fresh 


2.939 Fresh 


Jagatsingh Ji Ka Khera 

0825000603033900 

0.890 

Fresh 

Jajron Ka Khera 

0829000603625300 

1.874 

Fresh 


Jashma 

0829000603618600 

28.242 

Fresh 

Kabra 

0825000603034700 

8.378 

Fresh 


Kana Khera 

0829000603619200 

6.755 

Fresh 

Kankarwa 

0829000603625700 

18.999 

Fresh 


Non-command 


Non-command 


Mataji Ka Khera 


Non-command 


Non_command 


Mataji Ka Khera 


Non-command 


Non-command 


Mataji Ka Khera 


Non-command 


Non-command 


Mataji Ka Khera 


Non-command 


Non-command 


Non-command 


Katiya Khera 

0825000603035100 

1.590 

Fresh 

Khartana 

0826000103058000 

8.132 

Fresh 

Kheri 

0829000603625500 

2.175 

Fresh 

Kotrii 

0825000603034800 

9.728 

Fresh 


Ladpacha 

0825000603034300 

9.045 

Fresh 

Laxmipura 

0825000603033300 

1.817 

Fresh 

Loonera 

0829000603618900 

7.330 

Fresh 


Mahenduriya 

0825000603034400 

10.103 

Fresh 

Makhanpuriya 

0825000603032800 

1.155 

Fresh 

Mali Khera 

0825000603033000 

2.249 

Fresh 

Man Khand 

0826000103058100 

4.857 

Fresh 

Manohar Kheri 

0829000603617300 

2.900 

Fresh 

Mataji Ka Khera 

0825000603035200 

3.631 

Fresh 



Patoliya 

0829000603626100 

11.561 

Fresh 

Peepawas 

0825000603035000 

6.647 

Fresh 


Mataji Ka Khera 


Non_command 


Non-command 


Mataji Ka Khera 


Non-command 


Non-command 


Non-command 


Mataji Ka Khera 


Non-command 


Non-command 


Non-command 


Non-command 


Non_command 


Non-command 


Mataji Ka Khera 


Non-command 


Bhupalsagar 


Non-command 


Mataji Ka Khera 


Non_command 


Non-command 


Mataji Ka Khera 



Rajpura 

0825000603034500 

4.103 

Fresh 

Ranawaton Ki Sadari 

0829000603625800 

3.829 

Fresh 

Rawtiya 

0829000603626500 

8.479 

Fresh 


Non-command 


Non-command 


Bhupalsagar 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

13.493 

Non-command 

Phyllite & Schist 

2.092 

Command 

Gneisses(B.G.C.) 

1.748 

Non-command 

Phyllite & Schist 

0.267 

Command 

Gneisses(B.G.C.) 

8.711 

Command 

Phyllite & Schist 

2.047 

Non-command 

Phyllite & Schist 

1.397 

Non-command 

Phyllite & Schist 

0.331 

Command 

Phyllite & Schist 

1.299 

Non-command 

Phyllite & Schist 

7.459 

Command 

Gneisses(B.G.C.) 

2.378 

Command 

Phyllite & Schist 

0.099 

Command 

Phyllite & Schist 

0.506 

Non-command 

Phyllite & Schist 

2.433 

Non-command 

Gneisses(B.G.C.) 

0.890 

Command 

Phyllite & Schist 

0.842 

Non-command 

Phyllite & Schist 

1.032 

Non-command 

Phyllite & Schist 

1.518 

Command 

Phyllite & Schist 

0.408 

Non-command 

Phyllite & Schist 

7.962 

Non-command 

Phyllite & Schist 

0.012 

Non-command 

Gneisses(B.G.C.) 

7.356 

Non-command 

Phyllite & Schist 

9.928 

Command 

Phyllite & Schist 

1.590 

Command 

Gneisses(B.G.C.) 

0.094 

Non-command 

Gneisses(B.G.C.) 

2.175 

Command 

Phyllite & Schist 

6.094 

Non-command 

Phyllite & Schist 

3.634 

Non-command 

Phyllite & Schist 

7.449 

Non-command 

Phyllite & Schist 

0.014 

Command 

Phyllite & Schist 

4.974 

Non-command 

Phyllite & Schist 

2.356 

Non-command 

Phyllite & Schist 

8.730 

Non-command 

Phyllite & Schist 

1.102 

Non-command 

Phyllite & Schist 

0.253 

Command 

Gneisses(B.G.C.) 

0.256 

Non-command 

Phyllite & Schist 

0.317 

Command 

Phyllite & Schist 

1.179 

Non-command 

Phyllite & Schist 

2.452 

Command 

Phyllite & Schist 

0.144 

Non-command 

Phyllite & Schist 

1.512 

Command 

Gneisses(B.G.C.) 

0.399 

Command 

Gneisses(B.G.C.) 

9.722 

Non-command 

Phyllite & Schist 

0.036 

Command 

Gneisses(B.G.C.) 

0.023 

Command 

Phyllite & Schist 

6.624 

Command 

Gneisses(B.G.C.) 

3.016 

Command 

Phyllite & Schist 

4.149 

Non-command 

Gneisses(B.G.C.) 

1.522 

Non-command 

Phyllite & Schist 

2.307 

Non-command 

Phyllite & Schist 

3.993 

Non-command 

Phyllite & Schist 

2.887 

Command 

Phyllite & Schist 

0.040 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

30,000 

25,000 

120 

70,000 

50,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

70,000 

50,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

40,000 

25,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

70,000 

50,000 

120 

90,000 

50,000 

120 

70,000 

50,000 

120 

40,000 

25,000 

120 

30,000 

25,000 

120 

90,000 

50,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

30,000 

25,000 

120 

70,000 

50,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

70,000 

50,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

90,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

50,000 

120 

70,000 

50,000 

120 

40,000 

25,000 

120 

70,000 

50,000 

120 

70,000 

50,000 



MCM 

MCM 

(15) 

(16) 

0.252 

0.266 

0.039 

0.039 

0.048 

0.048 

0.012 

0.012 

0.381 

0.395 

0.090 

0.094 

0.156 

0.173 

0.027 

0.037 

0.003 

0.003 

0.027 

0.027 

0.078 

0.085 

0.003 

0.003 

0.012 

0.012 

0.054 

0.054 

0.012 

0.012 

0.138 

0.138 

0.174 

0.174 

- 

- 

0.009 

0.009 

0.201 

0.215 

- 

- 

0.090 

0.090 

0.120 

0.128 

0.021 

0.021 

0.003 

0.003 

0.780 

0.845 

0.282 

0.344 

0.168 

0.202 

0.315 

0.315 


0.360 

0.385 

0.174 

0.191 

0.114 

0.114 

0.057 

0.081 

0.012 

0.012 

0.006 

0.006 

0.036 

0.036 

0.021 

0.021 

0.042 

0.042 

0.006 

0.006 

0.096 

0.104 

0.009 

0.009 

0.198 

0.205 

- 

- 

- 

- 

0.090 

0.104 

0.030 

0.030 

0.036 

0.036 

0.012 

0.012 

0.024 

0.024 

0.081 

0.105 

0.012 

0.012 

















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


07002023 


Usrol 


Ajan Khera 


Akodra 


Bhagwanpura 


Type of Area (Command / N< 
command) 



Rooppura @ Dhanna Khera 

0829000603619100 

2.998 

Fresh 

Sadipura 

0829000603625600 

3.004 

Fresh 

Shambhoo Pura 

0829000603625000 

1.159 

Fresh 

Shivpura 

0825000603032700 

2.205 

Fresh 

Shoupura 

0825000603033200 

0.941 

Fresh 

Sindesarkhurd 

0825000603032900 

7.570 

Fresh 

Sunariya Khera 

0825000603034600 

2.945 

Fresh 

Udalpura 

0825000603034900 

4.754 

Fresh 



0829000603625100 

7.706 

Fresh 

0829000603625900 

3.526 

Fresh 

0825000703044400 

5.733 

Fresh 

0826000103068600 

4.726 

Fresh 

0829000603631800 

17.970 

Fresh 



Ali 

0829000603630400 

0.502 

Fresh 

Amarpura 

0829000603632700 

2.382 

Fresh 

Amli 

0826000103068500 

5.584 

Fresh 

Anoppura 

0829000603617600 

8.149 

Fresh 

Arniya 

0829000603628700 

2.112 

Fresh 

Babariya Khera 

0829000603632400 

2.009 

Fresh 

Babrana 

0829000603627600 

9.877 

Fresh 


Badar Ka Khera 

0829000503608800 

0.959 

Fresh 

Badwai 

0829000603632500 

3.942 

Fresh 



3.006 Fresh 


Balarada 

0829000603623400 

4.790 

Fresh 

Baldiyon Ka Kera 

0829000603626300 

3.269 

Fresh 


Banediya 

0825000603029900 

9.486 

Fresh 

Bargaon 

0826000103068700 

9.704 

Fresh 


( 6 ) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Mataji Ka Khera 


Non-command 


Non-command 


Non-command 


Non-command 


Non_command 


Badgaon 


Bhupalsagar 


Non-command 


Non-command 


Badgaon 


Non_command 


Non-command 


Non-command 


Non-command 


Bhupalsagar 


Non-command 


Non-command 


Badgaon 


Non-command 


Bhupalsagar 


Non-command 


Non-command 


Bhupalsagar 


Non-command 


Non-command 


Badgaon 


Non command 



Bariyar 

0826000103057000 

12.571 

Fresh 

Basani Kalan 

0826000103058500 

4.025 

Fresh 


Bawriya Khera 

0826000103068100 

1.721 

Fresh 

Beeka Khera 

0826000103067900 

4.911 

Fresh 

Beer Ghas 

0826000103059600 

4.341 

Fresh 



0826000103068000 

1.439 

Fresh 

0829000603628500 

2.012 

Fresh 

0826000103058800 

4.913 

Fresh 


0826000103068900 


0829000603627300 


4.787 Fresh 


8.327 Fresh 


Non_command 


Bagolia 


Non_command 


Non_command 


Non_command 


Bagolia 


Non_command 


Non_command 


Non-command 


Bagolia 


Non_command 


Badgaon 


Bhupalsagar 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

0.265 

Non-command 

Phyllite & Schist 

1.913 

Non-command 

Gneisses(B.G.C.) 

3.004 

Non-command 

Phyllite & Schist 

0.680 

Non-command 

Phyllite & Schist 

0.014 

Non-command 

Phyllite & Schist 

0.400 

Non-command 

Phyllite & Schist 

0.687 

Non-command 

Phyllite & Schist 

2.863 

Command 

Phyllite & Schist 

4.730 

Non-command 

Phyllite & Schist 

0.025 

Non-command 

Phyllite & Schist 

6.349 

Non-command 

Phyllite & Schist 

3.483 

Non-command 

Gneisses(B.G.C.) 

5.733 

Command 

Gneisses(B.G.C.) 

0.851 

Command 

Phyllite & Schist 

4.772 

Command 

Phyllite & Schist 

0.542 

Non-command 

Phyllite & Schist 

12.657 

Non-command 

Gneisses(B.G.C.) 

0.502 

Command 

Phyllite & Schist 

2.358 

Command 

Gneisses(B.G.C.) 

5.584 

Non-command 

Phyllite & Schist 

2.841 

Non-command 

Gneisses(B.G.C.) 

2.112 

Non-command 

Phyllite & Schist 

2.009 

Command 

Phyllite & Schist 

0.810 

Non-command 

Phyllite & Schist 

9.067 

Non-command 

Gneisses(B.G.C.) 

0.372 

Command 

Gneisses(B.G.C.) 

1.203 

Command 

Phyllite & Schist 

2.283 

Non-command 

Phyllite & Schist 

0.455 

Command 

Phyllite & Schist 

1.783 

Non-command 

Phyllite & Schist 

1.223 

Non-command 

Phyllite & Schist 

3.308 

Command 

Phyllite & Schist 

0.046 

Non-command 

Phyllite & Schist 

3.223 

Non-command 

Phyllite & Schist 

0.495 

Command 

Gneisses(B.G.C.) 

2.857 

Command 

Gneisses(B.G.C.) 

6.168 

Command 

Phyllite & Schist 

0.679 

Command 

Gneisses(B.G.C.) 

0.325 

Command 

Gneisses(B.G.C.) 

0.110 

Command 

Gneisses(B.G.C.) 

3.915 

Command 

Gneisses(B.G.C.) 

1.721 

Command 

Gneisses(B.G.C.) 

4.911 

Command 

Gneisses(B.G.C.) 

2.091 

Command 

Gneisses(B.G.C.) 

1.146 

Command 

Gneisses(B.G.C.) 

1.439 

Non-command 

Gneisses(B.G.C.) 

2.012 

Command 

Gneisses(B.G.C.) 

0.424 

Command 

Gneisses(B.G.C.) 

4.489 

Command 

Gneisses(B.G.C.) 

0.056 

Command 

Phyllite & Schist 

0.002 

Command 

Phyllite & Schist 

7.533 

Non-command 

Phyllite & Schist 

0.794 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

50,000 

120 

70,000 

50,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

35,000 

25,000 

120 

30,000 

25,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

50,000 

120 

70,000 

50,000 

120 

30,000 

25,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

35,000 

120 

90,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

40,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

60,000 

40,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

70,000 

50,000 

120 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.006 

0.006 

0.156 

0.156 

0.132 

0.132 

0.024 

0.024 

- 

- 

0.009 

0.009 

0.015 

0.015 

0.147 

0.161 

0.090 

0.100 



0.012 

0.020 

0.048 

0.080 

0.090 

0.090 

0.087 

0.191 

0.018 

0.018 

0.274 

0.281 

0.306 

0.306 

0.006 

0.006 

0.048 

0.048 

0.021 

0.039 

0.084 

0.127 

0.156 

0.215 

0.030 

0.038 

0.054 

0.062 

0.042 

0.042 

0.144 

0.158 


0.144 

0.186 

0.015 

0.020 

0.102 

0.124 

0.216 

0.263 

0.024 

0.028 

0.006 

0.006 

0.003 

0.003 

0.147 

0.151 

0.075 

0.165 

0.291 

0.305 

0.054 

0.054 

0.030 

0.030 

0.030 

0.066 

0.024 

0.024 

0.015 

0.019 

0.174 

0.196 


































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


13.772 Fresh 


Binoda Khera 

0829000603619600 

4.008 

Fresh 

Bond @ Bool 

0829000603626900 

3.647 

Fresh 



Chakuri 

0829000603634800 

2.394 

Fresh 

Chamanpura 

0829000103532900 

2.518 

Fresh 

Chamariya Khera 

0826000103057600 

5.250 

Fresh 

Changeri 

0826000103067800 

16.352 

Fresh 


( 6 ) 


Bhupalsagar 


Non-command 


Non-command 


Bhupalsagar 


Non-command 


Badgaon 


Non-command 


Badgaon 


Non-command 


Non_command 


Non command 



Chaukha Khera 

0829000603620000 

1.672 

Fresh 

Chokri 

0829000603632000 

2.741 

Fresh 

Choondawat Kheri 

0826000103068400 

4.421 

Fresh 


Non-command 


Non-command 


Non command 


Chorwari 

0829000603632100 

8.090 

Fresh 

Dama Khera 

0829000603623900 

4.235 

Fresh 


Non-command 


Non-command 



Dareeba 


Daulat Pura 


Daulatpura 


Dautri 


Delwas 


Deoji Ka Khera 


Deoriya 


Deoron Ka Khera 


Devpuriya 


Dhamana 


Dhaneriya 


Dhani 


Dhanna Ki Bhagal 


Dharta 


Dheeli 


0829000603632800 


2.043 Fresh 


0829000803648100 

4.644 

Fresh 

0829000603633200 

2.144 

Fresh 

0829000803648600 

4.420 

Fresh 

0829000803649300 

3.450 

Fresh 

0826000103057500 

3.510 

Fresh 

0829000603619700 

4.123 

Fresh 

0829000603619000 

3.605 

Fresh 

0829000103532600 

3.785 

Fresh 

0829000603618000 

9.991 

Fresh 

0825000603034000 

16.040 

Fresh 

0826000103057800 

11.485 

Fresh 

0829000603617500 

3.263 

Fresh 

0829000603634400 

2.321 

Fresh 

0826000103067400 

5.556 

Fresh 

0825000603033700 

6.506 

Fresh 


Bhupalsagar 


Non-command 


Badgaon 


Non-command 


Non-command 


Badgaon 


Non-command 


Non-command 


Non_command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non_command 


Non-command 


Badgaon 


Non_command 


Non-command 



Dowani 

0829000603619800 

11.952 

Fresh 

Dudaliya 

0826000103068300 

2.070 

Fresh 


Non-command 


Non command 


Fatehgarh 

0829000503609200 

2.645 

Fresh 

Fatehnagar (M) 

0826000142601000 

24.950 

Fresh 


Non-command 


Non command 


Fatehpura 

0829000603629400 

3.171 

Fresh 

Gadriyawas 

0829000603618700 

3.267 

Fresh 

Gandoli Khera 

0826000103059500 

2.697 

Fresh 


Non-command 


Non-command 


Bagolia 


Non command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Phyllite & Schist 

3.474 

Non-command 

Phyllite & Schist 

2.627 

Non-command 

Phyllite & Schist 

4.008 

Command 

Phyllite & Schist 

2.151 

Non-command 

Phyllite & Schist 

1.496 

Command 

Phyllite & Schist 

2.462 

Non-command 

Phyllite & Schist 

0.200 

Command 

Phyllite & Schist 

2.281 

Non-command 

Phyllite & Schist 

0.063 

Command 

Gneisses(B.G.C.) 

5.250 

Command 

Gneisses(B.G.C.) 

13.717 

Command 

Phyllite & Schist 

2.635 

Non-command 

Gneisses(B.G.C.) 

0.570 

Non-command 

Phyllite & Schist 

1.217 

Non-command 

Phyllite & Schist 

0.681 

Non-command 

Phyllite & Schist 

2.741 

Command 

Gneisses(B.G.C.) 

0.991 

Command 

Phyllite & Schist 

3.430 

Non-command 

Phyllite & Schist 

8.090 

Non-command 

Gneisses(B.G.C.) 

4.042 

Non-command 

Phyllite & Schist 

0.194 

Command 

Phyllite & Schist 

0.048 

Non-command 

Phyllite & Schist 

7.949 

Command 

Phyllite & Schist 

1.958 

Non-command 

Phyllite & Schist 

0.085 

Non-command 

Gneisses(B.G.C.) 

2.368 

Command 

Phyllite & Schist 

1.781 

Non-command 

Gneisses(B.G.C.) 

4.420 

Non-command 

Gneisses(B.G.C.) 

1.424 

Command 

Gneisses(B.G.C.) 

3.510 

Non-command 

Phyllite & Schist 

4.123 

Non-command 

Phyllite & Schist 

0.601 

Non-command 

Phyllite & Schist 

0.064 

Non-command 

Phyllite & Schist 

9.660 

Non-command 

Gneisses(B.G.C.) 

0.455 

Command 

Gneisses(B.G.C.) 

9.737 

Non-command 

Phyllite & Schist 

1.621 

Command 

Phyllite & Schist 

1.822 

Command 

Gneisses(B.G.C.) 

0.063 

Non-command 

Gneisses(B.G.C.) 

4.658 

Non-command 

Phyllite & Schist 

1.100 

Non-command 

Gneisses(B.G.C.) 

1.515 

Non-command 

Phyllite & Schist 

5.546 

Non-command 

Phyllite & Schist 

10.836 

Command 

Gneisses(B.G.C.) 

1.824 

Command 

Phyllite & Schist 

0.246 

Non-command 

Shale 

0.212 

Command 

Gneisses(B.G.C.) 

12.705 

Command 

Phyllite & Schist 

1.488 

Non-command 

Gneisses(B.G.C.) 

0.121 

Non-command 

Phyllite & Schist 

1.870 

Command 

Gneisses(B.G.C.) 

0.889 

Command 

Gneisses(B.G.C.) 

0.090 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

25,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

30,000 

25,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

30,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

70,000 

55,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

30,000 

25,000 

120 

30,000 

25,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.051 

0.058 

0.288 

0.306 

0.057 

0.061 

0.009 

0.009 

0.018 

0.018 

0.014 

0.050 

0.510 

0.535 

0.045 

0.049 

0.159 

0.170 

1.026 

1.093 

0.403 

0.475 

0.019 

0.019 


0.307 

0.321 

0.120 

0.120 

0.006 

0.006 

0.065 

0.089 

0.264 

0.264 

0.122 

0.230 

0.032 

0.032 

0.012 

0.012 

0.288 

0.374 

0.018 

0.026 


0.029 

0.166 

0.009 

0.009 

0.270 

0.274 

0.060 

0.060 

0.024 

0.024 

- 

- 

0.150 

0.150 

0.036 

0.036 

- 

0.007 

0.005 

0.027 

0.346 

0.447 

0.132 

0.132 

0.018 

0.018 

0.013 

0.021 

0.555 

0.577 

0.066 

0.070 

0.010 

0.010 

0.204 

0.221 







































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Ganga Ka Khera 

0829000503608700 

1.769 

Fresh 

Garda Ki Bhagal 

0826000103067500 

1.711 

Fresh 

Gilund 

0825000603031700 

24.624 

Fresh 

Godiyana 

0829000603629600 

3.262 

Fresh 

Gordhanpura 

0826000103067100 

2.707 

Fresh 

Gulabpura 

0829000603618300 

1.740 

Fresh 

Gumanpura 

0829000603630900 

1.965 

Fresh 

Gundli 

0829000603631600 

4.366 

Fresh 


Type of Area (Command / N< 
command) 



Gurha 

0829000603631900 

4.338 

Fresh 

Halawas 

0825000703044500 

3.464 

Fresh 

Hamerpura 

0829000603631400 

4.196 

Fresh 


Hapawas 


0829000503609000 


2.556 Fresh 


( 6 ) 


Non-command 


Non_command 


Non-command 


Non-command 


Bagolia 


Non-command 


Non-command 


Badgaon 


Bhupalsagar 


Non-command 


Badgaon 


Bhupalsagar 


Non-command 


Non-command 


Non-command 


Bhupalsagar 


Non-command 


Non-command 


Hapha Keri 

0829000603628600 

4.807 

Fresh 

Harmatiya 

0829000603627200 

1.980 

Fresh 

Hasmat Ganj 

0829000803650100 

1.524 

Fresh 

Hathiyana 

0829000603630500 

12.895 

Fresh 

Hazoor Pura 

0829000803648300 

2.629 

Fresh 


Non-command 


Bhupalsagar 


Non-command 


Non-command 


Non-command 


Hingwaniya 


0829000603631500 


4.194 Fresh 



Hoda 

0829000803649700 

1.183 

Fresh 

Ibrahim Ganj 

0829000803650400 

2.148 

Fresh 

Indrapura 

0829000603623300 

2.414 

Fresh 

Intali 

0826000103069200 

23.659 

Fresh 


Jaipura 

0829000603630100 

4.995 

Fresh 

Jaitpura 

0829000603627700 

2.229 

Fresh 

Jaitpura Kalan 

0829000803649500 

0.584 

Fresh 

Jakar Khera 

0829000603627900 

1.110 

Fresh 

Jalampura 

0829000603629300 

1.746 

Fresh 

Jashma 

0829000603618600 

28.242 

Fresh 

Jawa 

0829000603626000 

3.716 

Fresh 

Jawan Pura 

0829000803649200 

1.926 

Fresh 

Jawanpura 

0829000603631000 

1.796 

Fresh 

Jeetawal 

0829000503610200 

4.384 

Fresh 

Jeewa Khera 

0829000603635900 

4.053 

Fresh 


Jelwalon Ka Khera 

0829000603628800 

2.210 

Fresh 

Jewana 

0826000103057900 

13.711 

Fresh 

Joonakeer Khera 

0829000603628300 

1.260 

Fresh 

Joyra 

0829000603632300 

7.498 

Fresh 


Badgaon 


Bhupalsagar 


Non-command 


Non-command 


Non-command 


Non-command 


Badgaon 


Non_command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Badgaon 


Non-command 


Non-command 


Non_command 


Non-command 


Badgaon 



Kabeerji Ki Bhagal 


0829000603634300 


2.749 Fresh 


Badgaon 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

0.315 

Command 

Gneisses(B.G.C.) 

0.665 

Non-command 

Gneisses(B.G.C.) 

0.018 

Non-command 

Gneisses(B.G.C.) 

3.262 

Command 

Gneisses(B.G.C.) 

0.002 

Non-command 

Phyllite & Schist 

1.740 

Non-command 

Gneisses(B.G.C.) 

1.162 

Command 

Phyllite & Schist 

0.108 

Command 

Phyllite & Schist 

2.463 

Non-command 

Phyllite & Schist 

1.795 

Command 

Phyllite & Schist 

0.000 

Command 

Phyllite & Schist 

0.964 

Non-command 

Phyllite & Schist 

1.829 

Non-command 

Phyllite & Schist 

4.338 

Non-command 

Gneisses(B.G.C.) 

3.464 

Command 

Phyllite & Schist 

3.603 

Non-command 

Phyllite & Schist 

0.593 

Non-command 

Gneisses(B.G.C.) 

0.446 

Non-command 

Shale 

0.066 

Non-command 

Gneisses(B.G.C.) 

4.807 

Command 

Phyllite & Schist 

1.980 

Non-command 

Shale 

0.001 

Non-command 

Gneisses(B.G.C.) 

10.180 

Non-command 

Gneisses(B.G.C.) 

0.719 

Non-command 

Shale 

1.859 

Command 

Phyllite & Schist 

0.016 

Command 

Phyllite & Schist 

1.291 

Non-command 

Phyllite & Schist 

2.887 

Non-command 

Shale 

0.008 

Non-command 

Shale 

1.800 

Non-command 

Phyllite & Schist 

0.527 

Command 

Gneisses(B.G.C.) 

2.929 

Command 

Gneisses(B.G.C.) 

0.501 

Non-command 

Gneisses(B.G.C.) 

0.315 

Non-command 

Phyllite & Schist 

2.229 

Non-command 

Gneisses(B.G.C.) 

0.584 

Non-command 

Phyllite & Schist 

1.110 

Non-command 

Gneisses(B.G.C.) 

0.035 

Non-command 

Phyllite & Schist 

26.638 

Non-command 

Phyllite & Schist 

3.716 

Non-command 

Gneisses(B.G.C.) 

1.409 

Non-command 

Gneisses(B.G.C.) 

1.069 

Non-command 

Shale 

0.089 

Command 

Phyllite & Schist 

3.305 

Non-command 

Phyllite & Schist 

0.009 

Non-command 

Gneisses(B.G.C.) 

2.210 

Command 

Gneisses(B.G.C.) 

13.711 

Non-command 

Gneisses(B.G.C.) 

1.260 

Command 

Gneisses(B.G.C.) 

1.042 

Command 

Phyllite & Schist 

0.029 

Non-command 

Gneisses(B.G.C.) 

1.991 

Non-command 

Phyllite & Schist 

4.435 

Command 

Phyllite & Schist 

0.074 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

35,000 

120 

30,000 

25,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

30,000 

25,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

35,000 

25,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

35,000 

120 

70,000 

55,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

70,000 

55,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

30,000 

25,000 

120 

60,000 

40,000 

120 

90,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.008 


0.024 




0.150 

0.200 

0.062 

0.069 

0.006 

0.006 

0.150 

0.150 

0.108 

0.108 


0.036 

0.044 

0.066 

0.074 

0.084 

0.101 

0.006 

0.006 

0.130 

0.137 

0.019 

0.019 

0.013 

0.019 


0.259 

0.345 

0.012 

0.012 



0.050 

0.074 

0.010 

0.010 

0.048 

0.055 

0.009 

0.009 

0.010 

0.010 

0.288 

0.296 

0.061 

0.085 

0.048 

0.048 



0.130 

0.130 

0.594 

0.648 

0.043 

0.072 

0.012 

0.023 

- 

- 

0.024 

0.035 

0.048 

0.065 

0.006 

0.006 









































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Kabra 

0825000603034700 

8.378 

Fresh 

Kachhiya Kheri 

0829000603623700 

1.541 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Kalyanpura 


Kana Khera 


Kanar Khera 


Kankarwa 


Kanrookara 


0829000603624700 

2.338 

Fresh 

0829000603629000 

2.776 

Fresh 

0829000603619200 

6.755 

Fresh 

0829000603634500 

3.164 

Fresh 

0829000603625700 

18.999 

Fresh 

0829000603631300 

4.060 

Fresh 



Kanthariya 

0829000803648500 

3.761 

Fresh 

Kanwarpura 

0829000603632600 

1.140 

Fresh 


Kapasan (M) 


0829000642904000 


26.087 Fresh 


Non-command 


Non-command 


Non-command 


Badgaon 


Non-command 


Badgaon 


Bhupalsagar 


Non-command 


Non-command 


Badgaon 


Non-command 


Non-command 


Karjali 

0829000603635100 

12.455 

Fresh 

Karookariya 

0829000603618100 

4.379 

Fresh 

Keshar Kheri 

0829000603620100 

3.921 

Fresh 

Khanji Ka Khera 

0829000603630000 

2.195 

Fresh 

Khartana 

0826000103058000 

8.132 

Fresh 

Khatookra 

0825000603033800 

15.583 

Fresh 


Badgaon 


Non-command 


Non-command 


Non-command 


Non_command 


Non-command 


Khatya Kheri 

0829000603623600 

1.210 

Fresh 

Khempur 

0826000103067600 

12.233 

Fresh 



Kheri Phalichara 

0826000103057400 

3.537 

Fresh 

Kherli 

0829000603627100 

1.392 

Fresh 

Kiron Ka Khera 

0829000603635700 

2.138 

Fresh 

Kishaniyakheri 

0829000603624200 

1.129 

Fresh 

Kolpura 

0829000603628100 

5.379 

Fresh 


Non-command 


Bagolia 


Non_command 


Badgaon 


Non-command 


Non_command 


Bhupalsagar 


Badgaon 


Non-command 


Non-command 


Kuncholi 

0826000103057200 

3.426 

Fresh 

Ladana 

0826000103067700 

6.040 

Fresh 



Mali Khera 

0829000603618500 

3.851 

Fresh 

Man Khand 

0826000103058100 

4.857 

Fresh 

Manpura 

0829000803647800 

3.778 

Fresh 

Mavli 

0826000103059900 

12.242 

Fresh 

Mewada 

0829000603619400 

4.522 

Fresh 

Mewada Colony 

0829000603619500 

2.371 

Fresh 

Mogana 

0825000703044900 

10.235 

Fresh 

Mohammad Pura 

0829000803648200 

0.674 

Fresh 

Morath 

0826000103058200 

10.225 

Fresh 

Morjai 

0826000603170500 

3.343 

Fresh 


Non_command 


Bagolia 


Non_command 


Bagolia 


Non_command 


Badgaon 


Non-command 


Bagolia 


Non_command 


Non-command 


Non_command 


Non-command 


Non_command 


Non-command 


Non-command 


Non-command 


Non-command 


Non_command 


Badgaon 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

0.008 

Non-command 

Gneisses(B.G.C.) 

0.881 

Non-command 

Phyllite & Schist 

0.659 

Non-command 

Phyllite & Schist 

2.338 

Non-command 

Gneisses(B.G.C.) 

0.531 

Non-command 

Phyllite & Schist 

6.743 

Command 

Phyllite & Schist 

3.053 

Non-command 

Phyllite & Schist 

1.715 

Command 

Phyllite & Schist 

0.847 

Command 

Phyllite & Schist 

0.022 

Non-command 

Phyllite & Schist 

3.191 

Non-command 

Gneisses(B.G.C.) 

3.761 

Command 

Phyllite & Schist 

0.677 

Non-command 

Phyllite & Schist 

0.463 

Non-command 

Gneisses(B.G.C.) 

0.940 

Non-command 

Phyllite & Schist 

25.147 

Command 

Phyllite & Schist 

0.010 

Non-command 

Phyllite & Schist 

4.379 

Non-command 

Phyllite & Schist 

0.116 

Non-command 

Gneisses(B.G.C.) 

2.195 

Command 

Gneisses(B.G.C.) 

8.038 

Non-command 

Gneisses(B.G.C.) 

6.718 

Non-command 

Phyllite & Schist 

8.385 

Non-command 

Gneisses(B.G.C.) 

1.210 

Command 

Gneisses(B.G.C.) 

3.737 

Command 

Gneisses(B.G.C.) 

2.078 

Command 

Phyllite & Schist 

1.059 

Non-command 

Phyllite & Schist 

0.032 

Command 

Gneisses(B.G.C.) 

3.537 

Command 

Phyllite & Schist 

1.392 

Command 

Phyllite & Schist 

1.744 

Non-command 

Phyllite & Schist 

1.129 

Non-command 

Gneisses(B.G.C.) 

0.800 

Non-command 

Phyllite & Schist 

4.579 

Command 

Gneisses(B.G.C.) 

3.426 

Command 

Gneisses(B.G.C.) 

2.383 

Command 

Gneisses(B.G.C.) 

3.657 

Command 

Gneisses(B.G.C.) 

5.441 

Command 

Gneisses(B.G.C.) 

0.020 

Command 

Phyllite & Schist 

2.153 

Non-command 

Phyllite & Schist 

0.191 

Command 

Gneisses(B.G.C.) 

1.416 

Command 

Gneisses(B.G.C.) 

1.551 

Non-command 

Phyllite & Schist 

3.851 

Command 

Gneisses(B.G.C.) 

4.601 

Non-command 

Gneisses(B.G.C.) 

1.731 

Command 

Gneisses(B.G.C.) 

0.213 

Non-command 

Phyllite & Schist 

4.522 

Non-command 

Phyllite & Schist 

2.371 

Non-command 

Gneisses(B.G.C.) 

0.269 

Non-command 

Gneisses(B.G.C.) 

0.674 

Command 

Gneisses(B.G.C.) 

0.104 

Command 

Gneisses(B.G.C.) 

0.432 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

30,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

30,000 

25,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

70,000 

50,000 

120 

30,000 

25,000 

120 

50,000 

30,000 

120 

30,000 

25,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

35,000 

25,000 

120 

50,000 

30,000 

120 

30,000 

25,000 

120 

35,000 

30,000 



MCM 

MCM 

(15) 

(16) 

- 

- 

0.120 

0.127 

0.091 

0.091 

0.024 

0.024 

0.062 

0.069 

0.126 

0.126 

0.228 

0.236 

0.018 

0.018 

0.077 

0.084 

- 

- 

0.293 

0.315 

0.180 

0.276 

0.198 

0.198 

0.132 

0.132 

0.077 

0.091 

2.021 

2.345 



0.005 

0.005 

0.029 

0.043 

0.264 

0.271 

0.033 

0.033 

0.042 

0.042 

0.072 

0.079 

0.060 

0.060 

0.033 

0.033 

0.077 

0.084 

0.005 

0.005 

0.120 

0.120 

0.192 

0.234 

0.178 

0.214 

0.029 

0.051 

0.024 

0.024 

0.144 

0.158 

0.297 

0.308 

0.087 

0.087 

0.135 

0.135 

0.189 

0.196 

- 

- ; 

0.276 

0.284 

0.024 

0.024 

0.147 

0.154 

0.162 

0.173 

0.048 

0.056 

0.129 

0.136 

0.036 

0.072 

0.009 

0.009 

0.082 

0.082 

0.010 

0.010 

0.009 

0.009 

0.014 

0.032 

0.003 

0.003 

0.036 

0.036 



















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Mund Katiya 

0829000603626200 

1.387 

Fresh 

Murla 

0829000603632900 

2.369 

Fresh 



Murliya 

0829000803648900 

5.088 

Fresh 

Nangpura 

0829000103532700 

2.680 

Fresh 

Nariya 

0829000603628900 

3.690 

Fresh 

Nariya Kheri 

0826000603170300 

4.427 

Fresh 

Narji Ki Bhagal 

0829000603633300 

1.635 

Fresh 


( 6 ) 


Non_command 


Bhupalsagar 


Non-command 


Non-command 


Badgaon 


Non-command 


Non-command 


Non-command 


Non-command 


Non_command 


Badgaon 


Neel Ka Khera 

0829000803647600 

4.274 

Fresh 

Nilod 

0829000603632200 

11.803 

Fresh 

Oron Ka Khera 

0829000603618400 

1.693 

Fresh 

Pakhand 

0825000703044300 

12.548 

Fresh 

Panch Deola 

0829000803649900 

2.923 

Fresh 

Pari 

0829000603626400 

9.174 

Fresh 


Patoliya 

0829000603626100 

11.561 

Fresh 

Pawatiya 

0829000603623800 

2.229 

Fresh 

Peepal Kheri 

0829000603636300 

2.266 

Fresh 


Peepaliya 

0826000103058700 

2.589 

Fresh 

Peepalwas 

0829000803650900 

9.272 

Fresh 

Peepli Gujaran 

0829000803649100 

1.736 

Fresh 

Pemakhera 

0829000603633100 

2.468 

Fresh 

Phalasiya 

0829000603627500 

2.876 

Fresh 


Phali Chara 

0826000103057300 

10.315 

Fresh 

Pitamber Puriya 

0829000603635000 

1.299 

Fresh 

Rama Khera 

0829000603624400 

9.448 

Fresh 


Rampura 

0826000103068200 

2.165 

Fresh 

Rampuriya 

0829000603629700 

1.194 

Fresh 

Ramthali 

0829000603630300 

5.779 

Fresh 

Ranawaton Ki Sadari 

0829000603625800 

3.829 

Fresh 

Randiyardi 

0829000603624000 

2.363 

Fresh 

Rani Khera 

0826000103058900 

2.670 

Fresh 

Ranwon Ka Khera 

0829000603635600 

2.325 

Fresh 

Rawtiya 

0829000603626500 

8.479 

Fresh 



Rayapuriya Khurd 

0829000603624900 

3.966 

Fresh 

Ren Ka Khera 

0829000603623500 

3.570 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bhupalsagar 


Non-command 


Non-command 


Non-command 


Badgaon 


Non-command 


Non_command 


Non-command 


Non-command 


Badgaon 


Bhupalsagar 


Non-command 


Non_command 


Badgaon 


Bhupalsagar 


Non-command 


Non_command 


Non-command 


Non-command 


Non-command 


Non-command 


Non_command 


Badgaon 


Bhupalsagar 


Non-command 


Badgaon 


Non-command 


Non-command 


Non-command 


Rewaliya Kalan 

0829000803647900 

5.377 

Fresh 

Rewaliya Khurd 

0829000803647700 

8.546 

Fresh 

Roliya 

0829000603628000 

4.252 

Fresh 


Non-command 


Non-command 


Non-command 


Roodri 

0829000603630600 

5.746 

Fresh 

Roop Pura 

0829000503608900 

2.190 

Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Gneisses(B.G.C.) 

0.317 

Command 

Phyllite & Schist 

0.603 

Non-command 

Phyllite & Schist 

16.533 

Non-command 

Phyllite & Schist 

1.387 

Command 

Phyllite & Schist 

1.160 

Non-command 

Phyllite & Schist 

1.209 

Non-command 

Gneisses(B.G.C.) 

2.639 

Non-command 

Phyllite & Schist 

0.244 

Non-command 

Gneisses(B.G.C.) 

1.899 

Command 

Gneisses(B.G.C.) 

0.455 

Command 

Gneisses(B.G.C.) 

0.000 

Command 

Phyllite & Schist 

0.027 

Non-command 

Gneisses(B.G.C.) 

4.096 

Non-command 

Phyllite & Schist 

11.803 

Non-command 

Phyllite & Schist 

1.693 

Non-command 

Gneisses(B.G.C.) 

3.527 

Non-command 

Shale 

2.920 

Command 

Phyllite & Schist 

1.331 

Non-command 

Phyllite & Schist 

7.843 

Non-command 

Phyllite & Schist 

11.524 

Non-command 

Gneisses(B.G.C.) 

2.229 

Command 

Phyllite & Schist 

0.689 

Non-command 

Phyllite & Schist 

0.458 

Command 

Gneisses(B.G.C.) 

2.589 

Non-command 

Gneisses(B.G.C.) 

0.363 

Non-command 

Gneisses(B.G.C.) 

1.736 

Command 

Phyllite & Schist 

2.419 

Command 

Phyllite & Schist 

2.539 

Non-command 

Phyllite & Schist 

0.337 

Command 

Gneisses(B.G.C.) 

10.265 

Command 

Phyllite & Schist 

0.783 

Command 

Phyllite & Schist 

0.034 

Non-command 

Phyllite & Schist 

9.414 

Command 

Gneisses(B.G.C.) 

2.165 

Non-command 

Gneisses(B.G.C.) 

1.194 

Non-command 

Gneisses(B.G.C.) 

2.365 

Non-command 

Phyllite & Schist 

0.942 

Non-command 

Phyllite & Schist 

2.363 

Command 

Gneisses(B.G.C.) 

2.670 

Command 

Phyllite & Schist 

1.430 

Command 

Phyllite & Schist 

6.028 

Non-command 

Phyllite & Schist 

2.146 

Command 

Phyllite & Schist 

8.127 

Non-command 

Phyllite & Schist 

0.421 

Non-command 

Phyllite & Schist 

3.966 

Non-command 

Gneisses(B.G.C.) 

0.869 

Non-command 

Phyllite & Schist 

2.317 

Non-command 

Gneisses(B.G.C.) 

1.581 

Non-command 

Gneisses(B.G.C.) 

8.529 

Non-command 

Gneisses(B.G.C.) 

2.227 

Non-command 

Phyllite & Schist 

2.025 

Non-command 

Gneisses(B.G.C.) 

5.746 

Non-command 

Gneisses(B.G.C.) 

0.727 


of Tube of Wells Operational 
Wells with Days 

Pumpset 



Average Yield 

Draft 

Tube 

Wells 

Wells with 
Pumpset 

Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

MCM 

MCM 

(12) 

(13) 

(14) 

(15) 

35,000 

30,000 

- 

0.025 

60,000 

40,000 

- 

0.010 

60,000 

40,000 

- 

0.259 

70,000 

50,000 

0.101 

0.216 

70,000 

50,000 

0.050 

0.204 

70,000 

50,000 

0.050 

0.210 

50,000 

30,000 

0.018 

0.090 

60,000 

40,000 

- 

0.005 

60,000 

40,000 

0.014 

0.058 




1 

120 

70,000 

50,000 

- 

0.006 

0.006 

11 

120 

50,000 

30,000 

0.018 

0.040 

0.058 

16 

120 

70,000 

50,000 

0.101 

0.096 

0.197 



0.084 

0.088 

0.198 

0.264 

0.054 

0.062 

0.324 

0.358 

0.030 

0.030 

0.125 

0.147 

0.043 

0.050 

0.029 

0.029 

0.045 

0.045 

0.018 

0.018 

0.047 

0.065 

0.138 

0.138 

0.078 

0.128 

0.012 

0.020 

0.276 

0.280 

0.132 

0.132 

- 

- 

0.006 

0.006 

0.024 

0.053 

0.125 

0.197 

0.178 

0.221 

0.006 

0.006 

0.154 

0.226 

0.024 

0.028 

0.048 

0.062 

0.096 

0.096 

0.036 

0.036 

0.174 

0.216 

0.012 

0.012 

0.120 

0.120 

0.058 

0.058 

0.154 

0.161 

0.076 

0.112 

0.364 

0.562 

0.134 

0.141 

0.120 

0.127 

0.538 

0.668 

0.008 

0.020 
















































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Roopa Wali 

0825000703044600 

2.267 

Fresh 

Rooppura @ Dhanna Khera 

0829000603619100 

2.998 

Fresh 

Rughnathpura 

0829000603631100 

2.420 

Fresh 


Non-command 


Non-command 


Non-command 



Salera Khurd 

0826000103056900 

4.493 

Fresh 

Salor 

0825000703044800 

8.314 

Fresh 

Sandiyarda 

0829000603624300 

3.843 

Fresh 

Sankroda 

0826000103057100 

11.591 

Fresh 

Sansera 

0825000603033600 

14.199 

Fresh 

Sanwaliya Khera 

0829000603618200 

1.989 

Fresh 

Sardarpura 

0829000603624600 

1.499 

Fresh 


Sarlai 

0829000803649800 

2.219 

Fresh 

Sawaniya 

0826000103059000 

4.646 

Fresh 

Sejgariya 

0829000603617700 

5.950 

Fresh 

Shambhoo Pura 

0829000603625000 

1.159 

Fresh 

Shambhoopura 

0829000603630700 

1.917 

Fresh 

Shivdan Pura 

0829000803649000 

1.240 

Fresh 

Shivsinghji Ka Khera 

0826000103058600 

4.697 

Fresh 

Shivwata 

0829000603627400 

8.227 

Fresh 


Singhariya 

0829000603619300 

0.963 

Fresh 

Sonarda 

0829000803648800 

1.488 

Fresh 

Soniyana 

0829000803648700 

4.555 

Fresh 

Sukhwara 

0829000803650300 

4.082 

Fresh 

Supariya Khera 

0826000103057700 

1.522 

Fresh 

Surajpura 

0829000603617800 

2.407 

Fresh 


Non_command 


Non-command 


Non-command 


Non_command 


Non-command 


Non-command 


Bhupalsagar 


Non-command 


Non-command 


Non_command 


Non-command 


Non-command 


Non-command 


Non-command 


Non_command 


Bhupalsagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non_command 


Non-command 


Suratpura 

0829000603634900 

2.270 

Fresh 

Surpur 

0829000603629800 

2.991 

Fresh 

Surpuri 

0829000603629900 

2.439 

Fresh 

Swarooppura 

0826000103059800 

1.389 

Fresh 

Tagdiyon Ka Gurha 

0825000703044200 

5.339 

Fresh 

Talab Panchmoja 

0829000603628200 

0.779 

Fresh 


Badgaon 


Non-command 


Non-command 


Non_command 


Non-command 


Non-command 


Tana 

0829000603634100 

14.710 

Fresh 

Tanda 

0829000603627000 

0.788 

Fresh 


Tara Kheri 


0829000603624100 


3.489 Fresh 


Badgaon 


Bhupalsagar 


Non-command 


Non-command 


Tarawat 


0826000603170800 


14.439 Fresh 


Tarmawon Ka Khera 

0829000603629500 

3.126 

Fresh 

Tasbariya 

0829000603619900 

7.906 

Fresh 

Uchnar Khurd 

0829000603630800 

7.881 

Fresh 

Udakhera 

0826000103068800 

2.523 

Fresh 


Badgaon 


Non_command 


Non-command 


Non-command 


Non-command 


Badgaon 


Umand 


0829000603636400 


6.214 Fresh 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

6.429 

Non-command 

Gneisses(B.G.C.) 

0.386 

Non-command 

Shale 

0.201 

Non-command 

Gneisses(B.G.C.) 

2.267 

Non-command 

Phyllite & Schist 

1.085 

Non-command 

Gneisses(B.G.C.) 

1.188 

Non-command 

Phyllite & Schist 

0.004 

Non-command 

Gneisses(B.G.C.) 

2.668 

Non-command 

Shale 

2.084 

Command 

Gneisses(B.G.C.) 

0.141 

Non-command 

Gneisses(B.G.C.) 

1.103 

Non-command 

Phyllite & Schist 

3.843 

Command 

Gneisses(B.G.C.) 

10.965 

Non-command 

Phyllite & Schist 

0.088 

Non-command 

Phyllite & Schist 

1.989 

Command 

Phyllite & Schist 

0.129 

Non-command 

Phyllite & Schist 

1.370 

Non-command 

Shale 

1.934 

Command 

Gneisses(B.G.C.) 

4.646 

Non-command 

Phyllite & Schist 

1.416 

Non-command 

Phyllite & Schist 

0.479 

Non-command 

Gneisses(B.G.C.) 

1.917 

Non-command 

Gneisses(B.G.C.) 

1.240 

Command 

Gneisses(B.G.C.) 

4.697 

Command 

Phyllite & Schist 

8.150 

Non-command 

Phyllite & Schist 

0.077 

Non-command 

Phyllite & Schist 

0.963 

Non-command 

Gneisses(B.G.C.) 

1.488 

Non-command 

Gneisses(B.G.C.) 

4.555 

Non-command 

Shale 

1.001 

Command 

Gneisses(B.G.C.) 

1.522 

Non-command 

Gneisses(B.G.C.) 

1.101 

Non-command 

Phyllite & Schist 

0.056 

Command 

Phyllite & Schist 

0.185 

Non-command 

Gneisses(B.G.C.) 

2.991 

Non-command 

Gneisses(B.G.C.) 

2.084 

Command 

Gneisses(B.G.C.) 

0.328 

Non-command 

Gneisses(B.G.C.) 

0.481 

Non-command 

Gneisses(B.G.C.) 

0.194 

Non-command 

Phyllite & Schist 

0.585 

Command 

Phyllite & Schist 

1.237 

Command 

Phyllite & Schist 

0.772 

Non-command 

Phyllite & Schist 

0.016 

Non-command 

Gneisses(B.G.C.) 

0.185 

Non-command 

Phyllite & Schist 

3.303 

Command 

Gneisses(B.G.C.) 

0.179 

Command 

Gneisses(B.G.C.) 

3.162 

Non-command 

Gneisses(B.G.C.) 

3.126 

Non-command 

Phyllite & Schist 

7.223 

Non-command 

Gneisses(B.G.C.) 

5.406 

Command 

Gneisses(B.G.C.) 

0.961 

Command 

Phyllite & Schist 

0.006 

Non-command 

Gneisses(B.G.C.) 

1.765 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

35,000 

25,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

25,000 

120 

35,000 

25,000 

120 

60,000 

40,000 

120 

30,000 

25,000 

120 

40,000 

25,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

30,000 

25,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

30,000 

25,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

25,000 

120 

90,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

30,000 

25,000 

120 

35,000 

25,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

60,000 

40,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.341 

0.442 

0.043 

0.073 

0.025 

0.043 

0.108 

0.108 

0.084 

0.084 

0.034 

0.041 

- 

- 

0.032 

0.044 

0.025 

0.037 

0.006 

0.006 

0.030 

0.030 

0.226 

0.262 

0.330 

0.388 

0.003 

0.003 

0.126 

0.168 

0.006 

0.006 

0.096 

0.104 

0.097 

0.133 

0.174 

0.178 

0.048 

0.056 

0.018 

0.018 

0.101 

0.151 

0.036 

0.042 

0.033 

0.033 

0.012 

0.012 

- 

- 

0.096 

0.125 

0.101 

0.167 

0.180 

0.402 

0.072 

0.108 

0.024 

0.024 

0.060 

0.060 

0.006 

0.006 

0.010 

0.010 

0.547 

0.612 

0.139 

0.161 

0.012 

0.012 

0.006 

0.006 


0.005 

0.005 

0.216 

0.224 

0.066 

0.066 


0.019 

0.019 

0.336 

0.379 

0.004 

0.004 

0.083 

0.083 

0.125 

0.168 

0.125 

0.355 

0.341 

0.413 

0.027 

0.056 

- 

- 

0.134 

0.170 
































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



07002024 


Undayala 

0829000603630200 

1.454 

Fresh 

Usrol 

0829000603625100 

7.706 

Fresh 

Vishanpura 

0826000103059400 

2.654 

Fresh 

Wasni Khurd 

0826000103059200 

6.555 

Fresh 


Wazeer Ganj 

0829000803650000 

1.584 

Fresh 

Akodara 

0826000603172100 

1.199 

Fresh 



Badliya 

0826000603169700 

0.942 

Fresh 

Bagthal 

0826000603170900 

2.815 

Fresh 

Balathal 

0826000603169600 

5.554 

Fresh 

Banjari 

0826000603170200 

1.108 

Fresh 

Bansliya 

0826000603172000 

1.856 

Fresh 

Bargaon 

0826000603169900 

6.362 

Fresh 



Basliya 

0826000103060400 

3.853 

Fresh 

Batharda Khurd 

0826000603177800 

4.965 

Fresh 

Beejana 

0826000603174100 

2.963 

Fresh 

Beer Ghas 

0826000103059600 

4.341 

Fresh 



Bhimal 

0826000103066000 

7.358 

Fresh 

Bhootpura 

0826000603175200 

0.462 

Fresh 

Bichhawera 

0826000603175500 

8.235 

Fresh 


Non-command 


Non-command 


Bagolia 


Bagolia 


Non_command 


Non-command 


Non_command 


Vallabhnagar 


Non_command 


Vallabhnagar 


Non_command 


Vallabhnagar 


Non_command 


Vallabhnagar 


Non_command 


Non_command 


Vallabhnagar 


Non_command 


Vallabhnagar 


Bagolia 


Non_command 


Non_command 


Non_command 


Non_command 


Bagolia 


Non_command 


Non_command 


Non_command 


Vallabhnagar 


Non_command 


Non_command 


Non command 


Bor Ka Kuwan 

0826000103060500 

0.913 

Fresh 

Boyna 

0826000103065500 

6.123 

Fresh 

Cheepi Khera 

0826000103067200 

3.537 

Fresh 



Dhamaniya 

0826000603170100 

2.148 

Fresh 

Dhani 

0826000103066700 

2.061 

Fresh 


Dharta 

0826000103067400 

5.556 

Fresh 

Dheemra 

0826000603174300 

6.026 

Fresh 

Gadariyawas 

0826000103060100 

2.929 

Fresh 



Gandoli Khera 


0826000103059500 


Non_command 


Non_command 


Bagolia 


Non_command 


Bagolia 


Non_command 


Vallabhnagar 


Bagolia 


Non_command 


Non_command 


Non_command 


Bagolia 


Non_command 


Bagolia 


Non_command 


Bagolia 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

1.450 

Non-command 

Gneisses(B.G.C.) 

0.123 

Non-command 

Phyllite & Schist 

1.943 

Non-command 

Gneisses(B.G.C.) 

0.948 

Non-command 

Phyllite & Schist 

1.356 

Command 

Gneisses(B.G.C.) 

0.055 

Command 

Gneisses(B.G.C.) 

0.534 

Command 

Gneisses(B.G.C.) 

6.021 

Non-command 

Shale 

1.407 

Command 

Gneisses(B.G.C.) 

0.017 

Command 

Gneisses(B.G.C.) 

0.881 

Command 

Gneisses(B.G.C.) 

3.799 

Command 

Gneisses(B.G.C.) 

0.076 

Command 

Gneisses(B.G.C.) 

0.942 

Command 

Gneisses(B.G.C.) 

2.815 

Command 

Gneisses(B.G.C.) 

5.554 

Command 

Gneisses(B.G.C.) 

1.108 

Command 

Gneisses(B.G.C.) 

0.003 

Command 

Gneisses(B.G.C.) 

5.839 

Command 

Gneisses(B.G.C.) 

0.522 

Command 

Gneisses(B.G.C.) 

1.884 

Command 

Gneisses(B.G.C.) 

0.235 

Command 

Gneisses(B.G.C.) 

0.097 

Command 

Gneisses(B.G.C.) 

5.145 

Command 

Gneisses(B.G.C.) 

3.853 

Command 

Gneisses(B.G.C.) 

2.225 

Command 

Gneisses(B.G.C.) 

0.365 

Command 

Gneisses(B.G.C.) 

0.035 

Command 

Gneisses(B.G.C.) 

1.069 

Command 

Gneisses(B.G.C.) 

0.366 

Command 

Limestone 

0.461 

Command 

Gneisses(B.G.C.) 

8.901 

Command 

Gneisses(B.G.C.) 

2.553 

Command 

Phyllite & Schist 

7.272 

Command 

Gneisses(B.G.C.) 

0.415 

Command 

Gneisses(B.G.C.) 

0.716 

Command 

Limestone 

0.673 

Command 

Gneisses(B.G.C.) 

0.911 

Command 

Phyllite & Schist 

1.390 

Command 

Gneisses(B.G.C.) 

0.403 

Command 

Gneisses(B.G.C.) 

3.133 

Command 

Gneisses(B.G.C.) 

0.155 

Command 

Gneisses(B.G.C.) 

0.600 

Command 

Gneisses(B.G.C.) 

2.148 

Command 

Gneisses(B.G.C.) 

0.026 

Command 

Gneisses(B.G.C.) 

2.035 

Command 

Gneisses(B.G.C.) 

5.493 

Command 

Gneisses(B.G.C.) 

4.197 

Command 

Gneisses(B.G.C.) 

1.307 

Command 

Gneisses(B.G.C.) 

1.622 

Command 

Gneisses(B.G.C.) 

1.692 

Command 

Gneisses(B.G.C.) 

3.130 

Command 

Gneisses(B.G.C.) 

1.576 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

50,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

35,000 

30,000 

120 

50,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

30,000 

25,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

35,000 

30,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

35,000 

30,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.110 

0.139 

0.010 

0.010 

0.139 

0.146 

0.158 

0.180 

- 

- 

0.003 

0.003 

0.015 

0.015 

0.156 

0.156 

0.050 

0.110 


0.025 

0.025 

0.030 

0.048 


0.086 

0.086 

0.151 

0.151 

0.126 

0.126 

0.050 

0.050 


0.068 

0.068 

0.007 

0.007 



0.003 

0.003 

0.096 

0.103 

0.174 

0.181 

0.036 

0.049 

0.004 

0.004 

- 

- 

0.027 

0.027 

0.014 

0.014 

0.022 

0.022 

0.083 

0.083 

0.022 

0.022 

0.255 

0.262 

0.040 

0.040 

0.011 

0.011 

0.011 

0.011 

0.030 

0.034 

0.051 

0.051 

0.018 

0.018 

0.141 

0.148 

0.006 

0.006 

0.021 

0.021 

0.396 

0.396 

- 

- 

0.036 

0.040 

0.045 

0.045 

0.054 

0.054 

0.009 

0.009 

0.012 

0.016 

0.063 

0.067 

0.117 

0.121 



















































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Gordhanpura 


Gotipa 


Jawanji Ka Khera 


Jorji Ka Khera 


Type of Area (Command / N< 
command) 



Garda Ki Bhagal 

0826000103067500 

1.711 

Fresh 

Garhwara 

0826000103066100 

2.286 

Fresh 


( 6 ) 


Non_command 


Non_command 


Non command 



Ghasa 

0826000103060900 

12.615 

Fresh 

Golwara 

0826000103066900 

4.465 

Fresh 



0826000103067100 


0826000603171600 


0826000103060200 


0826000603172400 


2.707 Fresh 


11.289 Fresh 


Gumanpura 

0826000603171200 

1.839 

Fresh 

Holi 

0826000103060300 

2.352 

Fresh 


2.091 Fresh 


1.486 Fresh 


Kali Pahari 

0826000603171300 

1.121 

Fresh 

Karanpur 

0826000603171900 

8.134 

Fresh 



Kharsan 

0826000603173800 

5.489 

Fresh 

Khempur 

0826000103067600 

12.233 

Fresh 



Ladani 

0826000103059300 

5.721 

Fresh 

Laxman Pura 

0826000603175400 

1.448 

Fresh 

Madri Asholyan 

0826000103065900 

4.769 

Fresh 


Majawara 

0826000603177400 

2.935 

Fresh 

Mandap 

0826000103055800 

4.704 

Fresh 

Martari 

0826000103056800 

2.466 

Fresh 



Mavli Dangiyan 

0826000603177900 

3.380 

Fresh 

Modi 

0826000603175300 

4.367 

Fresh 

Mogana 

0825000703044900 

10.235 

Fresh 

Mordi 

0826000103056700 

3.279 

Fresh 

Mundol 

0826000603169400 

3.842 

Fresh 

Murdiya 

0826000603170400 

2.508 

Fresh 



Nariya Kheri 

0826000603170300 

4.427 

Fresh 

Nawaniya 

0826000603172600 

20.242 

Fresh 


Netawala 


0826000603170700 


3.376 Fresh 


Non_command 


Bagolia 


Non_command 


Bagolia 


Non_command 


Non_command 


Non_command 


Bagolia 


Non_command 


Bagolia 


Non_command 


Non_command 


Vallabhnagar 


Non_command 


Non_command 


Vallabhnagar 


Non_command 


Vallabhnagar 


Non_command 


Vallabhnagar 


Non_command 


Bagolia 


Non_command 


Non_command 


Vallabhnagar 


Bagolia 


Non_command 


Non_command 


Non_command 


Non_command 


Bagolia 


Non_command 


Bagolia 


Non_command 


Non_command 


Non_command 


Non-command 


Non_command 


Non_command 


Non_command 


Vallabhnagar 


Bagolia 


Non_command 


Non_command 


Non_command 


Vallabhnagar 


Vallabhnagar 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Gneisses(B.G.C.) 

0.142 

Command 

Gneisses(B.G.C.) 

1.047 

Command 

Gneisses(B.G.C.) 

0.388 

Command 

Phyllite & Schist 

1.898 

Command 

Phyllite & Schist 

0.759 

Command 

Gneisses(B.G.C.) 

0.840 

Command 

Gneisses(B.G.C.) 

3.625 

Command 

Gneisses(B.G.C.) 

2.663 

Command 

Gneisses(B.G.C.) 

0.042 

Command 

Gneisses(B.G.C.) 

9.459 

Command 

Phyllite & Schist 

0.185 

Command 

Gneisses(B.G.C.) 

1.839 

Command 

Gneisses(B.G.C.) 

0.126 

Command 

Gneisses(B.G.C.) 

2.226 

Command 

Gneisses(B.G.C.) 

0.350 

Command 

Gneisses(B.G.C.) 

1.741 

Command 

Gneisses(B.G.C.) 

0.369 

Command 

Gneisses(B.G.C.) 

1.117 

Command 

Gneisses(B.G.C.) 

1.121 

Command 

Gneisses(B.G.C.) 

0.758 

Command 

Gneisses(B.G.C.) 

0.009 

Command 

Gneisses(B.G.C.) 

0.234 

Command 

Gneisses(B.G.C.) 

2.814 

Command 

Gneisses(B.G.C.) 

3.050 

Command 

Gneisses(B.G.C.) 

0.019 

Command 

Gneisses(B.G.C.) 

2.421 

Command 

Gneisses(B.G.C.) 

3.274 

Command 

Gneisses(B.G.C.) 

3.144 

Command 

Gneisses(B.G.C.) 

2.186 

Command 

Gneisses(B.G.C.) 

0.182 

Command 

Gneisses(B.G.C.) 

0.259 

Command 

Gneisses(B.G.C.) 

1.448 

Command 

Gneisses(B.G.C.) 

0.010 

Command 

Phyllite & Schist 

4.731 

Command 

Gneisses(B.G.C.) 

0.271 

Command 

Gneisses(B.G.C.) 

0.587 

Command 

Gneisses(B.G.C.) 

1.011 

Command 

Gneisses(B.G.C.) 

0.522 

Command 

Gneisses(B.G.C.) 

10.990 

Command 

Gneisses(B.G.C.) 

1.039 

Command 

Gneisses(B.G.C.) 

0.002 

Command 

Gneisses(B.G.C.) 

2.599 

Non-command 

Gneisses(B.G.C.) 

0.307 

Command 

Gneisses(B.G.C.) 

1.071 

Command 

Gneisses(B.G.C.) 

3.842 

Command 

Gneisses(B.G.C.) 

0.682 

Command 

Gneisses(B.G.C.) 

1.826 

Command 

Gneisses(B.G.C.) 

0.505 

Command 

Gneisses(B.G.C.) 

0.517 

Command 

Gneisses(B.G.C.) 

3.972 

Command 

Gneisses(B.G.C.) 

7.363 

Command 

Gneisses(B.G.C.) 

5.425 

Command 

Gneisses(B.G.C.) 

0.777 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

35,000 

30,000 

120 

60,000 

40,000 

120 

35,000 

30,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

30,000 

25,000 

120 

35,000 

30,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

35,000 

30,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

25,000 

120 

30,000 

25,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 



MCM 

MCM 

(15) 

(16) 

- 

- 

0.036 

0.036 

0.045 

0.045 

0.228 

0.232 

0.027 

0.031 

0.033 

0.037 

0.147 

0.154 

0.045 

0.052 

- 

- j 

0.130 

0.130 

0.005 

0.005 

0.022 

0.022 

0.006 

0.006 

0.108 

0.112 

0.003 

0.003 

0.021 

0.025 

0.007 

0.007 

0.029 

0.029 

0.018 

0.018 

0.022 

0.026 


0.011 

0.011 

0.137 

0.137 

0.018 

0.018 


0.065 

0.082 

0.054 

0.054 

0.051 

0.051 

0.025 

0.025 

0.004 

0.004 

0.009 

0.009 

0.086 

0.086 

- 

- 

0.255 

0.255 

0.018 

0.018 

0.021 

0.021 

0.021 

0.028 

0.009 

0.013 

0.447 

0.479 

0.042 

0.046 

- 

- 

0.184 

0.188 

0.009 

0.009 

0.030 

0.037 

0.130 

0.130 

0.018 

0.018 

0.043 

0.043 

0.009 

0.009 

0.009 

0.013 

0.061 

0.061 

0.292 

0.305 

0.216 

0.224 

0.036 

0.036 























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Noorda 

0826000103060800 

8.512 

Fresh 

Palana Khurd 

0826000103055700 

11.348 

Fresh 


Type of Area (Command / N< 
command) 


( 6 ) 


Non_command 


Non command 


Palwas Kalan 

0826000103065700 

2.907 

Fresh 

Palwas Khurd 

0826000103065800 

2.566 

Fresh 

Pawta 

0826000103065400 

1.053 

Fresh 

Peeproli 

0826000103060700 

6.076 

Fresh 


Non_command 


Non_command 


Non_command 


Non command 


Puriya Kheri 

0826000603169500 

3.331 

Fresh 

Rahmi 

0826000103067000 

3.496 

Fresh 

Raither 

0826000603170600 

3.705 

Fresh 

Rana Kui 

0826000603171700 

6.636 

Fresh 

Ranchhorpura 

0826000603172300 

1.473 

Fresh 

Ratanpur Ki Sarai 

0826000603171800 

0.977 

Fresh 

Rathana 

0826000103060600 

6.808 

Fresh 

Rediya Kheri 

0826000103066200 

2.607 

Fresh 


Non_command 


Bagolia 


Vallabhnagar 


Non_command 


Vallabhnagar 


Non_command 


Non_command 


Non command 


Rohi Khera 

0826000603175100 

2.938 

Fresh 

Roopawali 

0826000603171100 

1.755 

Fresh 

Rundera 

0826000603172800 

26.364 

Fresh 

Sakariya 

0826000603177700 

1.555 

Fresh 

Sakariya Kheri 

0826000103065200 

1.936 

Fresh 


Tarawat 


Vajmiya 


Vallabh Nagar 


Non_command 


Vallabhnagar 


Non_command 


Non_command 


Non command 



Sankroda 

0826000103057100 

11.591 

Fresh 

Sarai 

0826000603175000 

3.329 

Fresh 

Sarjana 

0826000603172200 

1.488 

Fresh 



Siya Kheri 

0826000603171000 

4.377 

Fresh 

Sukhwara 

0826000103065300 

1.705 

Fresh 


Bagolia 


Non_command 


Non_command 


Non_command 


Non_command 


Vallabhnagar 


Non_command 


Vallabhnagar 


Vallabhnagar 


Non command 



Veer Dholiya 

0826000103061900 

5.323 

Fresh 

Vijaipura 

0826000603169800 

1.242 

Fresh 


Vishanpura 

0826000103059400 

2.654 

Fresh 

Wajmiya 

0826000103066400 

6.209 

Fresh 


Bagolia 


Non_command 


Non_command 


Vallabhnagar 


Non_command 


Non_command 


Vallabhnagar 


Non_command 


Non_command 


Vallabhnagar 


Non_command 


Non_command 


Vallabhnagar 


Bagolia 


Non command 



Wangroda 


0826000103066300 


Non command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Phyllite & Schist 

8.072 

Command 

Gneisses(B.G.C.) 

3.343 

Command 

Phyllite & Schist 

1.585 

Command 

Phyllite & Schist 

0.250 

Command 

Phyllite & Schist 

0.633 

Command 

Phyllite & Schist 

1.053 

Command 

Gneisses(B.G.C.) 

0.213 

Command 

Phyllite & Schist 

5.862 

Command 

Gneisses(B.G.C.) 

3.331 

Command 

Gneisses(B.G.C.) 

3.496 

Command 

Gneisses(B.G.C.) 

0.253 

Command 

Gneisses(B.G.C.) 

3.808 

Command 

Gneisses(B.G.C.) 

1.473 

Command 

Gneisses(B.G.C.) 

0.977 

Command 

Gneisses(B.G.C.) 

6.065 

Command 

Gneisses(B.G.C.) 

0.780 

Command 

Phyllite & Schist 

1.827 

Command 

Gneisses(B.G.C.) 

2.938 

Command 

Gneisses(B.G.C.) 

1.755 

Command 

Gneisses(B.G.C.) 

0.058 

Command 

Gneisses(B.G.C.) 

0.154 

Command 

Gneisses(B.G.C.) 

0.270 

Command 

Phyllite & Schist 

0.044 

Command 

Gneisses(B.G.C.) 

0.875 

Command 

Gneisses(B.G.C.) 

3.477 

Command 

Gneisses(B.G.C.) 

0.626 

Command 

Gneisses(B.G.C.) 

1.992 

Command 

Gneisses(B.G.C.) 

0.074 

Command 

Gneisses(B.G.C.) 

0.942 

Command 

Gneisses(B.G.C.) 

0.609 

Command 

Gneisses(B.G.C.) 

5.768 

Command 

Gneisses(B.G.C.) 

4.377 

Command 

Gneisses(B.G.C.) 

0.017 

Command 

Phyllite & Schist 

1.152 

Command 

Gneisses(B.G.C.) 

0.095 

Command 

Gneisses(B.G.C.) 

0.965 

Command 

Gneisses(B.G.C.) 

2.762 

Command 

Gneisses(B.G.C.) 

7.294 

Command 

Gneisses(B.G.C.) 

1.335 

Command 

Phyllite & Schist 

0.066 

Command 

Gneisses(B.G.C.) 

0.164 

Command 

Gneisses(B.G.C.) 

0.865 

Command 

Gneisses(B.G.C.) 

8.070 

Command 

Phyllite & Schist 

0.460 

Command 

Gneisses(B.G.C.) 

3.987 

Command 

Gneisses(B.G.C.) 

11.146 

Command 

Phyllite & Schist 

0.874 

Command 

Gneisses(B.G.C.) 

0.837 

Command 

Gneisses(B.G.C.) 

0.405 

Command 

Gneisses(B.G.C.) 

2.599 

Command 

Gneisses(B.G.C.) 

5.757 

Command 

Phyllite & Schist 

0.452 

Command 

Gneisses(B.G.C.) 

0.384 


Number 
of Wells 
with 

Pumpset 

Number of 
Operational 
Days 

Average Yield 



Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(10) 

(IV 

(12) 

(13) 

79 

120 

30,000 

25,000 

51 

120 

30,000 

25,000 

24 

120 

30,000 

25,000 

3 

120 

30,000 

25,000 

5 

120 

30,000 

25,000 

11 

120 

30,000 

25,000 

3 

120 

30,000 

25,000 

77 

120 

30,000 

25,000 

21 

120 

35,000 

30,000 

36 

120 

30,000 

25,000 

2 

120 

35,000 

30,000 

15 

120 

35,000 

30,000 

15 

120 

35,000 

30,000 

12 

120 

35,000 

30,000 

46 

120 

30,000 

25,000 

11 

120 

30,000 

25,000 

26 

120 

30,000 

25,000 

16 

120 

35,000 

30,000 

32 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

9 

120 

30,000 

25,000 

1 

120 

30,000 

25,000 

12 

120 

30,000 

25,000 

49 

120 

30,000 

25,000 

6 

120 

30,000 

25,000 

8 

120 

35,000 

30,000 

1 

120 

35,000 

30,000 

17 

120 

35,000 

30,000 

3 

120 

35,000 

30,000 

25 

120 

35,000 

30,000 

26 

120 

35,000 

30,000 

120 

30,000 

25,000 

31 

120 

30,000 

25,000 

1 

120 

30,000 

25,000 

10 

120 

30,000 

25,000 

20 

120 

35,000 

30,000 

52 

120 

35,000 

30,000 

22 

120 

30,000 

25,000 

1 

120 

30,000 

25,000 

1 

120 

35,000 

30,000 

6 

120 

35,000 

30,000 

12 

120 

35,000 

30,000 

1 

120 

60,000 

40,000 

37 

120 

35,000 

30,000 

105 

120 

35,000 

30,000 

14 

120 

30,000 

25,000 

5 

120 

35,000 

30,000 

3 

120 

35,000 

30,000 

24 

120 

30,000 

25,000 

55 

120 

30,000 

25,000 

4 120 

30,000 

25,000 

9 

120 

30,000 

25,000 


Wells with 


MCM 

MCM 

(15) 

(16) 

0.237 

0.237 

0.153 

0.157 

0.072 

0.076 

0.009 

0.009 

0.015 

0.015 

0.033 

0.033 

0.009 

0.009 

0.231 

0.235 

0.076 

0.076 

0.108 

0.115 

0.007 

0.007 

0.054 

0.054 

0.054 

0.054 

0.043 

0.043 

0.138 

0.138 

0.033 

0.033 

0.078 

0.082 

0.058 

0.062 

0.115 

0.115 

- 

j 

- 

- ! 

0.027 

0.027 

0.003 

0.003 

0.036 

0.040 

0.147 

0.154 

0.018 

0.022 

0.029 

0.029 

0.004 

0.004 

0.061 

0.061 

0.011 

0.011 

0.090 

0.090 

0.094 

0.094 


0.093 

0.093 

0.003 

0.003 

0.030 

0.034 

0.072 

0.072 

0.187 

0.187 

0.066 

0.070 

0.003 

0.003 

0.004 

0.004 

0.022 

0.022 

0.043 

0.043 

0.005 

0.005 

0.133 

0.137 

0.378 

0.382 

0.042 

0.042 

0.018 

0.018 

0.011 

0.011 

0.072 

0.076 

0.165 

0.172 

0.012 

0.012 

0.027 

0.027 


































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 



07002025 


Wangrodi 


Akodara 


Bhamrasiya 


Changeri 


Chauhanon Ka Gurha 


0826000103066600 


0826000603172100 


1.292 Fresh 


1.199 Fresh 



Amberi 

0826000503146600 

5.512 

Fresh 

Asana 

0826000103064100 

4.727 

Fresh 

Asawara 

0826000603176600 

1.458 

Fresh 

Bansliya 

0826000603172000 

1.856 

Fresh 

Bapra 

0825000703054300 

0.840 

Fresh 

Barawa 

0825000703050800 

2.569 

Fresh 

Barwa 

0825000703054100 

1.065 

Fresh 

Barwaliya 

0825000703052200 

1.326 

Fresh 

Beejana 

0826000603174100 

2.963 

Fresh 

Beran 

0825000703054500 

6.350 

Fresh 

Bhalon Ka Gurha 

0826000503150800 

7.922 

Fresh 


0826000603174900 


4.020 Fresh 


Bhatewar 

0826000603173900 

11.463 

Fresh 

Bheelon Ka Bedla 

0826000503146800 

4.950 

Fresh 

Bheemal Charnan 

0826000103064900 

2.206 

Fresh 


Non_command 


Vallabhnagar 


Non_command 


Non_command 


Non_command 


Non_command 


Non-command 


Non-command 


Non-command 


Non-command 


Non_command 


Non-command 


Non_command 


Udai Sagar 


Non_command 


Non_command 


Non_command 


Non command 



Bhesra Khurd 

0826000503150000 

8.245 

Fresh 

Bhilwara 

0826000503147000 

0.406 

Fresh 

Bhimal 

0826000103066000 

7.358 

Fresh 

Bhoomaliyon Ka Gurha 

0825000703051400 

1.065 

Fresh 

Bhopat Kheri 

0826000103064300 

1.204 

Fresh 

Bichhawera 

0826000603175500 

8.235 

Fresh 

Bichhri 

0826000503150400 

4.102 

Fresh 



Non_command 


Non_command 


Non_command 


Non-command 


Non_command 


Non_command 


Non_command 


Udai Sagar 


Non command 



Bilawas 

0825000703054600 

1.259 

Fresh 

Bilota 

0825000703053000 

2.829 

Fresh 

Bitholi 

0826000103061700 

4.068 

Fresh 

Bor Ka Kua 

0825000703052000 

0.652 

Fresh 

Boyna 

0826000103065500 

6.123 

Fresh 

Chandesara 

0826000103062700 

12.623 

Fresh 


Non-command 


Non-command 


Non_command 


Non-command 


Non_command 


Non command 



0826000503150500 



Cheerwa 

0826000503146300 

2.857 

Fresh 

Chhota Bhalo Ka Gurha 

0826000503150900 

2.980 

Fresh 

Dabok 

0826000103063500 

6.751 

Fresh 



Dadmi 


0825000703051900 


Non_command 


Udai Sagar 


Non_command 


Non_command 


Non_command 


Non_command 


Udai Sagar 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Phyllite & Schist 

2.791 

Command 

Gneisses(B.G.C.) 

0.433 

Command 

Phyllite & Schist 

0.860 

Command 

Gneisses(B.G.C.) 

0.274 

Command 

Gneisses(B.G.C.) 

0.027 

Command 

Phyllite & Schist 

0.045 

Command 

Phyllite & Schist 

4.727 

Command 

Gneisses(B.G.C.) 

1.458 

Command 

Gneisses(B.G.C.) 

1.853 

Non-command 

Phyllite & Schist 

0.829 

Non-command 

Phyllite & Schist 

0.080 

Non-command 

Phyllite & Schist 

0.978 

Non-command 

Phyllite & Schist 

1.104 

Command 

Gneisses(B.G.C.) 

2.598 

Non-command 

Phyllite & Schist 

5.541 

Command 

Gneisses(B.G.C.) 

3.052 

Command 

Gneisses(B.G.C.) 

0.291 

Command 

Gneisses(B.G.C.) 

0.337 

Command 

Limestone 

2.856 

Command 

Gneisses(B.G.C.) 

0.008 

Command 

Phyllite & Schist 

0.034 

Command 

Gneisses(B.G.C.) 

2.129 

Command 

Phyllite & Schist 

0.078 

Command 

Gneisses(B.G.C.) 

6.693 

Command 

Phyllite & Schist 

0.166 

Command 

Gneisses(B.G.C.) 

6.262 

Command 

Phyllite & Schist 

0.104 

Command 

Phyllite & Schist 

0.086 

Non-command 

Phyllite & Schist 

1.065 

Command 

Phyllite & Schist 

1.204 

Command 

Limestone 

0.613 

Command 

Gneisses(B.G.C.) 

1.216 

Command 

Gneisses(B.G.C.) 

2.536 

Command 

Gneisses(B.G.C.) 

3.441 

Command 

Phyllite & Schist 

2.701 

Command 

Gneisses(B.G.C.) 

6.141 

Command 

Phyllite & Schist 

2.526 

Non-command 

Phyllite & Schist 

1.259 

Non-command 

Phyllite & Schist 

2.715 

Command 

Phyllite & Schist 

4.068 

Non-command 

Phyllite & Schist 

0.652 

Command 

Phyllite & Schist 

4.733 

Command 

Gneisses(B.G.C.) 

11.512 

Command 

Phyllite & Schist 

0.654 

Command 

Gneisses(B.G.C.) 

0.410 

Command 

Gneisses(B.G.C.) 

0.196 

Command 

Gneisses(B.G.C.) 

2.426 

Command 

Limestone 

0.264 

Command 

Phyllite & Schist 

2.259 

Command 

Gneisses(B.G.C.) 

0.681 

Command 

Gneisses(B.G.C.) 

0.859 

Command 

Gneisses(B.G.C.) 

5.807 

Non-command 

Phyllite & Schist 

2.944 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

70,000 

50,000 

120 

30,000 

25,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

35,000 

30,000 

120 

40,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

35,000 

30,000 

120 

50,000 

30,000 

120 

35,000 

30,000 

120 

70,000 

50,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

30,000 

25,000 

120 

40,000 

30,000 

120 

30,000 

25,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

30,000 

25,000 

120 

40,000 

30,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

35,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

40,000 

30,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.195 


0.021 


0.045 


0.007 




0.186 

0.200 

0.036 

0.036 

0.007 

0.007 

0.018 

0.018 


0.018 

0.018 

0.029 

0.029 

0.014 

0.014 

0.155 

0.160 

0.061 

0.061 

0.007 

0.007 

0.014 

0.014 

0.126 

0.132 

- 

- 

- 

- { 

0.084 

0.084 

0.003 

0.003 

0.086 

0.158 

0.004 

0.004 

0.025 

0.061 

0.006 

0.014 

0.003 

0.003 

0.004 

0.004 

0.015 

0.015 

0.007 

0.007 

0.040 

0.052 

0.083 

0.113 

0.282 

0.289 

0.219 

0.223 

0.213 

0.217 

0.087 

0.091 

0.025 

0.025 

0.338 

0.343 

0.039 

0.053 

0.011 

0.011 

0.177 

0.177 

0.210 

0.221 

0.012 

0.012 

0.029 

0.047 

0.014 

0.020 

0.072 

0.072 

0.007 

0.007 

0.132 

0.182 

0.011 

0.011 

0.141 

0.148 

0.936 

0.976 

0.104 

0.104 













































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


(2) 

(3) 

(4) 

(5) 

Damawari 

0825000703053700 

0.538 

Fresh 

Daroli 

0826000603174800 

4.499 

Fresh 


Type of Area (Command / N< 
command) 


( 6 ) 


Non-command 


Non command 


Debari 

0826000503149400 

7.785 

Fresh 

Dedron Ki Dhani 

0826000503149800 

0.729 

Fresh 

Delwara 

0825000703053300 

3.068 

Fresh 

Dewali 

0826000103064200 

5.567 

Fresh 

Dhana 

0826000103063700 

0.648 

Fresh 


Non_command 


Non_command 


Non-command 


Non_command 


Non command 


Dhawa 

0826000603174200 

2.722 

Fresh 

Dheemra 

0826000603174300 

6.026 

Fresh 

Dholi Magri 

0826000103061200 

2.608 

Fresh 


Non_command 


Non_command 


Non command 


Gadariyawas 


0826000603174700 


1.547 Fresh 


Gadwa 

0826000103063200 

1.871 

Fresh 

Gamethon Ka Nohara 

0825000703053600 

0.426 

Fresh 

Gandoli 

0826000103062100 

7.992 

Fresh 

Ganeshpura 

0826000103061000 

1.918 

Fresh 

Ghanoli 

0826000103064700 

6.759 

Fresh 


Ghasa 

0826000103060900 

12.615 

Fresh 

Ghati Ka Math 

0825000703051300 

2.422 

Fresh 

Ghodach 

0825000703050900 

11.604 

Fresh 

Goonpara 

0826000603176300 

9.237 

Fresh 


Non_command 


Udai Sagar 


Udai Sagar 


Non-command 


Non_command 


Non_command 


Non_command 


Udai Sagar 


Non_command 


Non-command 


Non-command 


Non command 



Gorela 

0825000703052300 

3.373 

Fresh 

Gotipa 

0826000603171600 

11.289 

Fresh 

Gowla 

0826000503150100 

10.915 

Fresh 


Gudli 

0825000703052600 

1.732 

Fresh 

Gurli 

0826000103062900 

12.010 

Fresh 


Hariyao 

0826000603177100 

3.632 

Fresh 

Jajela 

0826000103064000 

3.000 

Fresh 


Udai Sagar 


Non-command 


Non_command 


Non_command 


Udai Sagar 


Non-command 


Non_command 


Udai Sagar 


Non_command 


Non command 


Jaspura 


Jeepon Ka Reth 


Jhalon Ka Gurha 


Jheendoli 


Joona Gurha 


Joonawas 


Kagam Darda 


Kailashpuri 


Kaliwas 


Kamli Ka Gurha 


Kamlod 


Karanpur 


Karawari 


0826000603176400 

1.582 

Fresh 

0825000703052700 

1.688 

Fresh 

0826000503145000 

2.774 

Fresh 

0826000503146000 

4.589 

Fresh 

0826000503141400 

3.510 

Fresh 

0825000703051500 

2.353 

Fresh 

0826000103063800 

2.710 

Fresh 

0825000703050600 

3.922 

Fresh 

0826000503145600 

1.143 

Fresh 

0825000703053800 

3.044 

Fresh 

0825000703053500 

0.720 

Fresh 

0826000503150300 

1.602 

Fresh 

0826000603171900 

8.134 

Fresh 

0826000503145400 

0.934 

Fresh 


Non_command 


Non-command 


Non_command 


Non_command 


Non_command 


Non-command 


Non_command 


Non-command 


Non_command 


Non-command 


Non-command 


Non_command 


Non_command 


Non command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

0.059 

Command 

Gneisses(B.G.C.) 

1.701 

Command 

Limestone 

2.798 

Command 

Gneisses(B.G.C.) 

0.036 

Command 

Gneisses(B.G.C.) 

0.729 

Non-command 

Phyllite & Schist 

2.817 

Command 

Phyllite & Schist 

5.567 

Command 

Gneisses(B.G.C.) 

0.108 

Command 

Phyllite & Schist 

0.539 

Command 

Gneisses(B.G.C.) 

2.722 

Command 

Gneisses(B.G.C.) 

1.829 

Command 

Gneisses(B.G.C.) 

0.282 

Command 

Phyllite & Schist 

1.764 

Command 

Gneisses(B.G.C.) 

0.283 

Command 

Gneisses(B.G.C.) 

1.265 

Command 

Gneisses(B.G.C.) 

1.871 

Non-command 

Phyllite & Schist 

0.217 

Command 

Phyllite & Schist 

7.992 

Command 

Phyllite & Schist 

1.918 

Command 

Gneisses(B.G.C.) 

1.071 

Command 

Gneisses(B.G.C.) 

5.688 

Command 

Phyllite & Schist 

11.728 

Non-command 

Phyllite & Schist 

2.194 

Non-command 

Phyllite & Schist 

9.763 

Command 

Gneisses(B.G.C.) 

0.837 

Command 

Limestone 

0.653 

Command 

Gneisses(B.G.C.) 

0.506 

Command 

Limestone 

0.721 

Command 

Gneisses(B.G.C.) 

0.089 

Non-command 

Phyllite & Schist 

2.547 

Command 

Gneisses(B.G.C.) 

1.645 

Command 

Gneisses(B.G.C.) 

4.133 

Command 

Gneisses(B.G.C.) 

6.011 

Non-command 

Phyllite & Schist 

1.289 

Command 

Gneisses(B.G.C.) 

8.101 

Command 

Gneisses(B.G.C.) 

3.681 

Command 

Gneisses(B.G.C.) 

0.045 

Command 

Gneisses(B.G.C.) 

0.201 

Command 

Phyllite & Schist 

2.799 

Command 

Gneisses(B.G.C.) 

0.543 

Non-command 

Phyllite & Schist 

1.230 

Command 

Phyllite & Schist 

2.632 

Command 

Phyllite & Schist 

3.895 

Command 

Phyllite & Schist 

1.139 

Non-command 

Phyllite & Schist 

1.993 

Command 

Phyllite & Schist 

2.708 

Non-command 

Phyllite & Schist 

0.244 

Command 

Phyllite & Schist 

0.751 

Non-command 

Phyllite & Schist 

2.786 

Non-command 

Phyllite & Schist 

0.321 

Command 

Gneisses(B.G.C.) 

0.006 

Command 

Gneisses(B.G.C.) 

7.366 

Command 

Phyllite & Schist 

0.847 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

40,000 

30,000 

120 

35,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

40,000 

30,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

30,000 

25,000 

120 

40,000 

30,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

35,000 

30,000 

120 

50,000 

30,000 

120 

35,000 

30,000 

120 

50,000 

30,000 

120 

35,000 

30,000 

120 

40,000 

30,000 

120 

35,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

40,000 

30,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

35,000 

30,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

35,000 

30,000 

120 

40,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

40,000 

30,000 

120 

30,000 

25,000 

120 

40,000 

30,000 

120 

70,000 

50,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

50,000 

30,000 

120 

35,000 

30,000 

120 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.037 

0.042 

0.079 

0.092 

0.133 

0.163 

- 

- 

0.011 

0.023 

0.306 

0.316 

0.243 

0.265 

0.003 

0.003 

0.021 

0.021 

0.054 

0.054 

0.025 

0.025 

0.021 

0.025 

0.135 

0.149 

0.014 

0.018 

0.058 

0.071 

0.030 

0.034 

0.007 

0.012 

0.228 

0.239 

0.048 

0.048 

0.036 

0.036 

0.198 

0.198 

0.429 

0.461 

0.072 

0.072 

0.238 

0.238 

0.007 

0.007 

0.007 

0.007 

0.036 

0.036 

0.050 

0.050 

0.007 

0.007 

0.065 

0.065 

0.022 

0.022 

0.007 

0.013 

0.014 

0.020 

0.036 

0.036 

0.288 

0.342 

0.129 

0.154 

- 

- 

0.006 

0.006 

0.105 

0.116 

0.025 

0.025 

0.011 

0.011 

0.048 

0.048 

0.018 

0.068 

0.048 

0.090 

0.025 

0.025 

0.210 

0.228 

0.007 

0.007 

0.060 

0.169 

0.504 

0.504 

0.014 

0.019 













































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


(2) 

(3) 

(4) 

(5) 

Karelon Ka Gurha 

0826000503146500 

1.031 

Fresh 

Karmathon Ka Dhana 

0825000703052800 

1.073 

Fresh 

Katkakua 

0826000603174500 

0.319 

Fresh 

Khalator 

0826000603174000 

3.073 

Fresh 

Kham Ki Madri 

0826000103061600 

9.812 

Fresh 


Type of Area (Command / N< 
command) 


( 6 ) 


Non_command 


Non-command 


Non_command 


Non_command 


Non command 


Kharwadon Ka Gurha 

0826000103061400 

1.707 

Fresh 

Khemli 

0826000103063900 

1.176 

Fresh 


Non_command 


Non command 



Khetpal Ka Gurha 

0825000703051800 

2.320 

Fresh 

Khuyanpura 

0826000503141500 

1.016 

Fresh 

Kolar 

0825000703052100 

2.615 

Fresh 

Kotri Ka Dhana 

0825000703054400 

5.425 

Fresh 

Kunda 

0825000703051000 

3.628 

Fresh 

Kundal Ka Gurha 

0826000503145100 

1.124 

Fresh 

Ladiya Khera 

0826000503149700 

4.969 

Fresh 


Non-command 


Non_command 


Non-command 


Non-command 


Non-command 


Non_command 


Non command 


Lakhawali 

0826000503146900 

10.469 

Fresh 

Lauseeng 

0826000503144900 

6.620 

Fresh 

Leelera 

0825000703054000 

2.826 

Fresh 

Lolera Ka Gurha 

0825000703049700 

1.920 

Fresh 

Madri Asholyan 

0826000103065900 

4.769 

Fresh 

Maharaj Ki Kheri 

0826000603174600 

2.976 

Fresh 


Majera 

0825000703053100 

0.800 

Fresh 

Malki Toos 

0826000603176500 

5.715 

Fresh 

Manderiya 

0826000603175600 

5.450 

Fresh 

Mandesar 

0826000603175800 

7.410 

Fresh 


Non_command 


Non_command 


Non-command 


Non-command 


Non_command 


Non_command 


Udai Sagar 


Non-command 


Non_command 


Non_command 


Non command 



Mandesar Ka Gurha 

0826000603175700 

0.846 

Fresh 

Mangthala 

0826000103061300 

12.729 

Fresh 

Mankyawas 

0826000103061500 

8.580 

Fresh 

Maruwas 

0826000103062400 

9.334 

Fresh 

Mathatha 

0826000503145300 

3.928 

Fresh 

Merta 

0826000103063600 

6.612 

Fresh 


Udai Sagar 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non command 



Mohanpura 

0826000503146200 

1.876 

Fresh 

Moti Khera 

0826000103063000 

3.806 

Fresh 

Munjela 

0825000703052500 

0.458 

Fresh 

Munwas 

0826000503145900 

1.933 

Fresh 

Nagda 

0826000503145500 

0.891 

Fresh 

Nagon Ka Khera 

0826000103065600 

2.121 

Fresh 

Nahar Magra 

0826000103064500 

13.203 

Fresh 


Udai Sagar 


Non_command 


Non_command 


Non-command 


Non_command 


Non_command 


Non_command 


Non command 



Nala Phala 

0826000503150200 

2.051 

Fresh 

Namri 

0826000103064800 

1.895 

Fresh 


Non_command 


Non_command 


Udai Sagar 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Phyllite & Schist 

0.902 

Non-command 

Phyllite & Schist 

0.883 

Command 

Gneisses(B.G.C.) 

0.319 

Command 

Gneisses(B.G.C.) 

0.004 

Command 

Gneisses(B.G.C.) 

0.858 

Command 

Phyllite & Schist 

8.954 

Command 

Phyllite & Schist 

1.707 

Command 

Gneisses(B.G.C.) 

0.002 

Command 

Phyllite & Schist 

1.174 

Command 

Gneisses(B.G.C.) 

1.164 

Command 

Phyllite & Schist 

1.501 

Non-command 

Phyllite & Schist 

2.000 

Command 

Phyllite & Schist 

0.190 

Non-command 

Phyllite & Schist 

2.340 

Non-command 

Phyllite & Schist 

4.839 

Non-command 

Phyllite & Schist 

0.465 

Command 

Phyllite & Schist 

1.088 

Command 

Gneisses(B.G.C.) 

1.062 

Command 

Phyllite & Schist 

3.221 

Command 

Phyllite & Schist 

0.615 

Command 

Phyllite & Schist 

1.347 

Non-command 

Phyllite & Schist 

2.173 

Non-command 

Phyllite & Schist 

1.792 

Command 

Phyllite & Schist 

0.028 

Command 

Gneisses(B.G.C.) 

2.159 

Command 

Gneisses(B.G.C.) 

0.817 

Non-command 

Phyllite & Schist 

0.800 

Command 

Gneisses(B.G.C.) 

2.073 

Command 

Limestone 

5.450 

Command 

Gneisses(B.G.C.) 

2.547 

Command 

Limestone 

4.430 

Command 

Gneisses(B.G.C.) 

0.433 

Command 

Limestone 

0.846 

Command 

Phyllite & Schist 

12.728 

Command 

Phyllite & Schist 

8.580 

Command 

Phyllite & Schist 

7.480 

Command 

Phyllite & Schist 

2.900 

Command 

Gneisses(B.G.C.) 

2.393 

Command 

Phyllite & Schist 

2.313 

Command 

Gneisses(B.G.C.) 

1.905 

Command 

Phyllite & Schist 

1.281 

Command 

Gneisses(B.G.C.) 

2.974 

Non-command 

Phyllite & Schist 

0.458 

Command 

Phyllite & Schist 

1.619 

Command 

Phyllite & Schist 

0.783 

Command 

Phyllite & Schist 

2.121 

Command 

Gneisses(B.G.C.) 

1.303 

Command 

Phyllite & Schist 

4.764 

Command 

Gneisses(B.G.C.) 

3.505 

Command 

Phyllite & Schist 

3.475 

Command 

Gneisses(B.G.C.) 

0.076 

Command 

Gneisses(B.G.C.) 

1.067 

Command 

Gneisses(B.G.C.) 

0.827 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

50,000 

120 

40,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

40,000 

30,000 

120 

70,000 

50,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

30,000 

25,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

40,000 

30,000 

120 

35,000 

30,000 

120 

50,000 

30,000 

120 

35,000 

30,000 

120 

50,000 

30,000 

120 

35,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

70,000 

50,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

70,000 

50,000 

120 

30,000 

25,000 

120 

40,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

50,000 

30,000 

120 

30,000 

25,000 

120 

30,000 

25,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.018 

0.018 

0.007 

0.012 

0.140 

0.182 

- 

- 

0.003 

0.003 

0.048 

0.059 

0.123 

0.134 

- 

- ! 

0.174 

0.203 

0.066 

0.070 

0.087 

0.094 

0.022 

0.022 

0.006 

0.006 

0.018 

0.018 

0.104 

0.109 

0.018 

0.018 


0.096 

0.096 

0.075 

0.075 






































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Nedach 

0825000703051700 

4.484 

Fresh 

Negdiya 

0825000703050000 

8.468 

Fresh 

Neta Ka Gurha 

0825000703052900 

0.585 

Fresh 

Noorda 

0826000103060800 

8.512 

Fresh 

Odwariya 

0826000103062800 

6.560 

Fresh 


Ordi-A 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


( 6 ) 


Non_command 


Non_command 


Udai Sagar 


Non_command 


Non-command 


Non-command 


Non-command 


Non_command 


Non command 



0826000103063300 


3.334 Fresh 


Ordi-B 

0826000103063400 

1.255 

Fresh 

Palwas Kalan 

0826000103065700 

2.907 

Fresh 

Palwas Khurd 

0826000103065800 

2.566 

Fresh 

Panwari 

0826000503151200 

10.047 

Fresh 


Paraya Ki Bhagal 

0826000503145800 

0.780 

Fresh 

Peepalwas 

0825000703050200 

5.002 

Fresh 

Peepar 

0826000503144800 

3.378 

Fresh 

Phachar 

0826000603174400 

1.574 

Fresh 

Raiji Ka Gurha 

0826000103062600 

4.581 

Fresh 


Udai Sagar 


Non_command 


Udai Sagar 


Udai Sagar 


Non_command 


Non_command 


Non_command 


Udai Sagar 


Non_command 


Non-command 


Non_command 


Non_command 


Non command 


Rainiya 

0825000703053400 

0.940 

Fresh 

Rakhyawal 

0826000103061800 

4.470 

Fresh 

Rama 

0826000503145700 

8.826 

Fresh 

Rampuriya 

0825000703049400 

0.992 

Fresh 


Non-command 


Non_command 


Non_command 


Non-command 


Rana Kui 


Rathujana 


Raya 



0826000603171700 

6.636 

Fresh 

0825000703049600 

4.591 

Fresh 

0825000703051200 

3.586 

Fresh 

0826000503145200 

5.942 

Fresh 

0826000103065200 

1.936 

Fresh 


Sakroda 

0826000503150700 

10.051 

Fresh 

Salera Kalan 

0826000103065000 

6.996 

Fresh 


Non_command 


Non-command 


Non-command 


Non_command 


Non_command 


Non_command 


Non command 


Sangwa 

0826000103062000 

5.116 

Fresh 

Sarai 

0826000603175000 

3.329 

Fresh 

Sare 

0826000503146100 

4.962 

Fresh 

Sarjana 

0826000603172200 

1.488 

Fresh 


Seloo 

0826000503141900 

4.873 

Fresh 

Shikarwari 

0825000703054200 

2.319 

Fresh 

Shivpuri 

0826000503146400 

0.980 

Fresh 

Shivsingh Ka Gurha 

0825000703051600 

2.331 

Fresh 

Shobhji Ka Khera 

0826000103065100 

0.761 

Fresh 


Non_command 


Non_command 


Non_command 


Non_command 


Vallabhnagar 


Non_command 


Non-command 


Non_command 


Non-command 


Non command 


Shri Maliyon Ki Kariyan 

0826000503142000 

3.059 

Fresh 

Shyamji Ka Gurha 

0825000703052400 

0.317 

Fresh 

Siliyon Ka Gurha 

0825000703049800 

2.368 

Fresh 


Non_command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Phyllite & Schist 

6.530 

Command 

Gneisses(B.G.C.) 

5.510 

Command 

Gneisses(B.G.C.) 

4.403 

Command 

Gneisses(B.G.C.) 

5.180 

Command 

Phyllite & Schist 

1.052 

Non-command 

Phyllite & Schist 

0.582 

Non-command 

Phyllite & Schist 

0.886 

Non-command 

Phyllite & Schist 

0.470 

Command 

Phyllite & Schist 

0.439 

Command 

Gneisses(B.G.C.) 

4.037 

Command 

Phyllite & Schist 

2.484 

Command 

Gneisses(B.G.C.) 

0.039 

Command 

Gneisses(B.G.C.) 

0.170 

Command 

Gneisses(B.G.C.) 

3.165 

Command 

Gneisses(B.G.C.) 

1.255 

Command 

Phyllite & Schist 

2.657 

Command 

Phyllite & Schist 

1.934 

Command 

Gneisses(B.G.C.) 

0.683 

Command 

Gneisses(B.G.C.) 

0.011 

Command 

Phyllite & Schist 

0.627 

Non-command 

Phyllite & Schist 

0.202 

Command 

Phyllite & Schist 

0.105 

Command 

Gneisses(B.G.C.) 

1.574 

Command 

Gneisses(B.G.C.) 

2.666 

Command 

Phyllite & Schist 

1.693 

Non-command 

Phyllite & Schist 

0.940 

Command 

Phyllite & Schist 

4.470 

Command 

Phyllite & Schist 

7.435 

Non-command 

Gneisses(B.G.C.) 

0.057 

Non-command 

Phyllite & Schist 

0.611 

Command 

Gneisses(B.G.C.) 

2.829 

Non-command 

Phyllite & Schist 

3.869 

Non-command 

Phyllite & Schist 

2.862 

Command 

Phyllite & Schist 

5.191 

Command 

Gneisses(B.G.C.) 

0.339 

Command 

Phyllite & Schist 

1.282 

Command 

Gneisses(B.G.C.) 

9.719 

Command 

Gneisses(B.G.C.) 

0.159 

Command 

Phyllite & Schist 

6.837 

Command 

Phyllite & Schist 

5.116 

Command 

Gneisses(B.G.C.) 

1.338 

Command 

Phyllite & Schist 

3.885 

Command 

Gneisses(B.G.C.) 

0.460 

Command 

Gneisses(B.G.C.) 

0.012 

Command 

Phyllite & Schist 

1.503 

Non-command 

Phyllite & Schist 

2.319 

Command 

Phyllite & Schist 

0.787 

Non-command 

Phyllite & Schist 

1.786 

Command 

Gneisses(B.G.C.) 

0.468 

Command 

Phyllite & Schist 

0.293 

Command 

Phyllite & Schist 

0.205 

Non-command 

Phyllite & Schist 

0.316 

Non-command 

Phyllite & Schist 

0.011 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

30,000 

25,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

40,000 

30,000 

120 

70,000 

50,000 

120 

35,000 

30,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

40,000 

30,000 

120 

30,000 

25,000 

120 

70,000 

50,000 

120 

35,000 

25,000 

120 

40,000 

30,000 

120 

35,000 

30,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

70,000 

50,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

50,000 

30,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

35,000 

30,000 

120 

70,000 

50,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

70,000 

50,000 

120 

40,000 

30,000 

120 

70,000 

50,000 

120 

40,000 

30,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

70,000 

50,000 

120 

40,000 

30,000 

120 

40,000 

30,000 


Wells with 


MCM 

MCM 

(15) 

(16) 

0.129 

0.133 

0.047 

0.060 

0.040 

0.048 

0.264 

0.271 

0.054 

0.054 

0.032 

0.037 

0.054 

0.054 

0.011 

0.011 

0.012 

0.012 

0.111 

0.125 

0.069 

0.076 

- 

- 

0.009 

0.009 

0.195 

0.213 

0.006 

0.006 

0.099 

0.103 

0.048 

0.052 

0.004 

0.004 


0.006 

0.006 

0.011 

0.011 

- 

- 

0.014 

0.014 

0.060 

0.060 

0.036 

0.036 

0.004 

0.004 

0.120 

0.127 

0.198 

0.719 

0.003 

0.003 

0.022 

0.022 

0.043 

0.043 

0.115 

0.120 

0.108 

0.108 

0.024 

0.074 

0.033 

0.033 

0.126 

0.126 

0.436 

0.496 

0.015 

0.015 

0.663 

0.663 

0.426 

0.606 

0.022 

0.022 

0.102 

0.119 

0.029 

0.029 

- 

- 

0.030 

0.038 

0.025 

0.025 

0.012 

0.046 

0.043 

0.043 

0.006 

0.006 

0.006 

0.006 

0.006 

0.006 

0.007 

0.007 


















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



07002026 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Siyol 

0825000703053900 

5.420 

Fresh 

Sodawas 

0825000703049500 

2.031 

Fresh 

Songariya 

0825000703053200 

1.399 

Fresh 

Sukhwara 

0826000103065300 

1.705 

Fresh 

Suwawaton Ka Gurha 

0826000103064600 

2.601 

Fresh 


( 6 ) 


Non_command 


Non_command 


Udai Sagar 


Non-command 


Non-command 


Non-command 


Non_command 


Non command 



Tank 

0826000603176700 

7.882 

Fresh 

Tulsidas Ji Ki Sarai 

0826000103063100 

4.318 

Fresh 



Uda Khera 

0826000603171500 

1.033 

Fresh 

Ushan 

0825000703051100 

7.496 

Fresh 

Veer Dholiya 

0826000103061900 

5.323 

Fresh 

Adgela 

0825000703045500 

0.706 

Fresh 

Bajunda 

0825000703049200 

3.601 

Fresh 


Non_command 


Non_command 


Udai Sagar 


Non_command 


Udai Sagar 


Non_command 


Non-command 


Non_command 


Non-command 


Non-command 


Bariyar 

0826000103057000 

12.571 

Fresh 

Baroliyon Ka Khera 

0825000703044700 

1.345 

Fresh 

Bhansol 

0826000103054700 

7.854 

Fresh 

Bharodi 

0826000103056100 

2.986 

Fresh 

Bor Ka Kuwan 

0826000103060500 

0.913 

Fresh 

Chhoti Kheri 

0826000103054900 

1.281 

Fresh 

Dabiyon Ka Gurha 

0825000703048900 

2.431 

Fresh 

Dadmi 

0825000703051900 

3.403 

Fresh 

Deoron Ka Gurha 

0825000703049000 

0.897 

Fresh 

Depur 

0825000703045100 

4.640 

Fresh 

Dholi Magri 

0826000103061200 

2.608 

Fresh 


Non_command 


Non-command 


Non_command 


Non_command 


Non_command 


Non_command 


Non-command 


Non-command 


Non-command 


Non-command 


Non command 


Dingarkiya 

0826000103055500 

2.230 

Fresh 

Dingela 

0825000703046900 

1.650 

Fresh 

Ghasa 

0826000103060900 

12.615 

Fresh 

Gopa Kuda 

0825000703046800 

0.402 

Fresh 

Gorela 

0825000703052300 

3.373 

Fresh 

Jagela 

0825000703045700 

3.069 

Fresh 

Jawada 

0826000103056600 

2.339 

Fresh 

Jawar 

0826000103054800 

26.216 

Fresh 

Jetela 

0825000703046600 

2.145 

Fresh 

Jhar Sadri 

0825000703049100 

5.360 

Fresh 


Non_command 


Non-command 


Non_command 


Non-command 


Non-command 


Non-command 


Non_command 


Non_command 


Non-command 


Non-command 


Kagam Darda 

0825000703050600 

3.922 

Fresh 

Kajyawas 

0825000703045400 

1.698 

Fresh 

Karoli 

0825000703048800 

6.930 

Fresh 

Kesooli 

0825000703050100 

3.267 

Fresh 

Khema Khera 

0826000103056400 

1.244 

Fresh 

Khera Bhansol 

0826000103055200 

13.107 

Fresh 

Kheri 

0825000703044000 

6.174 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non_command 


Non_command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Gneisses(B.G.C.) 

0.465 

Command 

Phyllite & Schist 

0.000 

Command 

Gneisses(B.G.C.) 

1.689 

Command 

Gneisses(B.G.C.) 

1.846 

Non-command 

Phyllite & Schist 

3.889 

Non-command 

Phyllite & Schist 

1.685 

Non-command 

Phyllite & Schist 

1.249 

Command 

Phyllite & Schist 

0.536 

Command 

Gneisses(B.G.C.) 

0.199 

Command 

Phyllite & Schist 

1.313 

Command 

Gneisses(B.G.C.) 

0.440 

Command 

Phyllite & Schist 

0.650 

Command 

Gneisses(B.G.C.) 

1.528 

Command 

Gneisses(B.G.C.) 

0.208 

Command 

Gneisses(B.G.C.) 

4.045 

Command 

Gneisses(B.G.C.) 

0.585 

Command 

Gneisses(B.G.C.) 

8.313 

Command 

Gneisses(B.G.C.) 

0.004 

Non-command 

Phyllite & Schist 

6.645 

Command 

Phyllite & Schist 

4.448 

Non-command 

Gneisses(B.G.C.) 

0.706 

Non-command 

Gneisses(B.G.C.) 

3.492 

Non-command 

Phyllite & Schist 

0.109 

Command 

Gneisses(B.G.C.) 

7.004 

Non-command 

Gneisses(B.G.C.) 

1.345 

Command 

Gneisses(B.G.C.) 

7.610 

Command 

Gneisses(B.G.C.) 

2.986 

Command 

Gneisses(B.G.C.) 

0.002 

Command 

Gneisses(B.G.C.) 

1.281 

Non-command 

Phyllite & Schist 

2.197 

Non-command 

Phyllite & Schist 

0.376 

Non-command 

Phyllite & Schist 

0.892 

Non-command 

Gneisses(B.G.C.) 

4.640 

Command 

Gneisses(B.G.C.) 

0.299 

Command 

Phyllite & Schist 

0.263 

Command 

Gneisses(B.G.C.) 

2.230 

Non-command 

Gneisses(B.G.C.) 

1.641 

Command 

Phyllite & Schist 

0.128 

Non-command 

Gneisses(B.G.C.) 

0.402 

Non-command 

Phyllite & Schist 

0.701 

Non-command 

Gneisses(B.G.C.) 

0.239 

Command 

Gneisses(B.G.C.) 

2.339 

Command 

Gneisses(B.G.C.) 

25.808 

Non-command 

Gneisses(B.G.C.) 

2.145 

Non-command 

Gneisses(B.G.C.) 

3.732 

Non-command 

Phyllite & Schist 

1.628 

Non-command 

Phyllite & Schist 

0.092 

Non-command 

Gneisses(B.G.C.) 

1.698 

Non-command 

Phyllite & Schist 

0.343 

Non-command 

Phyllite & Schist 

0.454 

Command 

Gneisses(B.G.C.) 

1.244 

Command 

Gneisses(B.G.C.) 

13.053 

Non-command 

Gneisses(B.G.C.) 

2.313 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

35,000 

30,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

40,000 

30,000 

120 

30,000 

25,000 

120 

35,000 

25,000 

120 

35,000 

25,000 

120 

40,000 

30,000 

120 

30,000 

25,000 

120 

35,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

35,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

35,000 

25,000 

120 

30,000 

25,000 

120 

35,000 

25,000 

120 

40,000 

30,000 

120 

35,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

35,000 

25,000 

120 

35,000 

25,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

35,000 

25,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

35,000 

25,000 



Tube Wells with 
Wells Pumpset 




MCM 

MCM 

(15) 

(16) 

0.024 

0.024 

- 

- 

0.047 

0.053 

0.054 

0.060 

0.011 

0.011 

0.054 

0.059 

0.011 

0.011 

0.042 

0.042 


0.009 

0.009 

0.003 

0.003 

0.003 

0.003 

0.025 

0.025 

0.006 

0.006 

0.099 

0.117 

0.007 

0.007 

0.130 

0.151 

- 

- 

0.230 

0.240 

0.222 

0.229 

0.012 

0.012 

0.129 

0.129 

0.004 

0.004 

0.132 

0.143 

0.063 

0.063 

0.333 

0.351 

0.081 

0.088 

- 

- ! 

0.024 

0.024 

0.032 

0.032 

0.014 

0.014 

0.029 

0.029 

0.099 

0.107 

0.024 

0.028 

0.021 

0.025 

0.027 

0.031 

0.042 

0.084 

0.006 

0.006 

0.018 

0.018 

0.018 

0.018 

0.012 

0.012 

0.036 

0.036 

0.501 

0.512 

0.033 

0.033 

0.099 

0.099 

0.050 

0.050 

0.004 

0.004 

0.048 

0.048 

0.014 

0.014 

0.036 

0.041 

0.012 

0.012 

0.153 

0.160 

0.051 

0.051 






































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Khetpal Ka Gurha 

0825000703051800 

2.320 

Fresh 

Kothariya Chak - B 

0825000703046000 

2.686 

Fresh 

Lai Madri 

0825000703048600 

3.671 

Fresh 


( 6 ) 


Non_command 


Non-command 


Non-command 


Non-command 


Lolera Ka Gurha 

0825000703049700 

1.920 

Fresh 

Mahura 

0826000103055400 

4.085 

Fresh 

Mallakheri 

0825000703045000 

3.346 

Fresh 

Mandap 

0826000103055800 

4.704 

Fresh 

Mandiyana 

0825000703045200 

8.783 

Fresh 

Manduthal 

0826000103055100 

3.124 

Fresh 

Martari 

0826000103056800 

2.466 

Fresh 


Math Chorangiyan 

0826000103056500 

0.647 

Fresh 

Modwa 

0825000703046100 

2.407 

Fresh 

Mogana 

0825000703044900 

10.235 

Fresh 

Mordi 

0826000103056700 

3.279 

Fresh 

Moti Kheri 

0826000103055000 

4.759 

Fresh 

Nathdwara (M) 

0825000742505000 

12.457 

Fresh 

Negdiya 

0825000703050000 

8.468 

Fresh 

Pakhand 

0825000703044300 

12.548 

Fresh 

Palana Kalan 

0826000103055600 

9.423 

Fresh 

Palana Khurd 

0826000103055700 

11.348 

Fresh 


Non-command 


Non_command 


Non-command 


Non_command 


Non-command 


Non_command 


Bagolia 


Non_command 


Non_command 


Non-command 


Non-command 


Non_command 


Non_command 


Non-command 


Non-command 


Non-command 


Non_command 


Non command 


Patalpura 

0825000703045300 

1.433 

Fresh 

Peepalwas 

0825000703050200 

5.002 

Fresh 

Phali Chara 

0826000103057300 

10.315 

Fresh 

Prakashpura 

0826000103055900 

1.591 

Fresh 

Rabcha 

0825000703048500 

6.269 

Fresh 


Non-command 


Non-command 


Non_command 


Non_command 


Non-command 


Rampuriya 


0825000703046700 

0.543 

Fresh 

0825000703049400 

0.992 

Fresh 


Non-command 


Non-command 



Rathana 

0826000103060600 

6.808 

Fresh 

Rodi 

0826000103056000 

1.681 

Fresh 

Salor 

0825000703044800 

8.314 

Fresh 

Sankroda 

0826000103057100 

11.591 

Fresh 

Sardar Pura 

0825000703045600 

1.541 

Fresh 

Sarooppura 

0825000703046400 

1.487 

Fresh 

Shishvi 

0825000703049900 

4.832 

Fresh 


Non_command 


Non_command 


Non-command 


Non_command 


Non-command 


Non-command 


Non-command 



Siliyon Ka Gurha 

0825000703049800 

2.368 

Fresh 

Sindhu 

0826000103055300 

11.275 

Fresh 


Non-command 


Non command 



Tagdiyon Ka Gurha 

0825000703044200 

5.339 

Fresh 

Thamla 

0826000103056300 

19.655 

Fresh 

Ulpuramagra Pachhla 

0825000703046300 

2.200 

Fresh 

Untharda 

0825000703043800 

2.986 

Fresh 


Non-command 


Non_command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Gneisses(B.G.C.) 

0.824 

Command 

Phyllite & Schist 

0.065 

Non-command 

Phyllite & Schist 

0.032 

Non-command 

Gneisses(B.G.C.) 

2.003 

Non-command 

Gneisses(B.G.C.) 

0.000 

Non-command 

Phyllite & Schist 

1.075 

Non-command 

Phyllite & Schist 

0.128 

Command 

Gneisses(B.G.C.) 

4.085 

Non-command 

Gneisses(B.G.C.) 

3.346 

Command 

Gneisses(B.G.C.) 

4.117 

Non-command 

Gneisses(B.G.C.) 

8.783 

Command 

Gneisses(B.G.C.) 

3.124 

Command 

Gneisses(B.G.C.) 

0.056 

Command 

Gneisses(B.G.C.) 

0.877 

Command 

Gneisses(B.G.C.) 

0.647 

Non-command 

Gneisses(B.G.C.) 

0.584 

Non-command 

Gneisses(B.G.C.) 

9.659 

Command 

Gneisses(B.G.C.) 

2.209 

Command 

Gneisses(B.G.C.) 

4.759 

Non-command 

Gneisses(B.G.C.) 

2.494 

Non-command 

Phyllite & Schist 

6.977 

Non-command 

Gneisses(B.G.C.) 

0.016 

Command 

Gneisses(B.G.C.) 

9.423 

Command 

Gneisses(B.G.C.) 

5.696 

Command 

Phyllite & Schist 

0.725 

Non-command 

Gneisses(B.G.C.) 

1.433 

Non-command 

Phyllite & Schist 

3.882 

Command 

Gneisses(B.G.C.) 

0.050 

Command 

Gneisses(B.G.C.) 

1.591 

Non-command 

Gneisses(B.G.C.) 

1.583 

Non-command 

Phyllite & Schist 

1.490 

Non-command 

Gneisses(B.G.C.) 

0.543 

Non-command 

Gneisses(B.G.C.) 

0.152 

Non-command 

Phyllite & Schist 

0.172 

Command 

Gneisses(B.G.C.) 

0.742 

Command 

Gneisses(B.G.C.) 

1.681 

Non-command 

Gneisses(B.G.C.) 

7.210 

Command 

Gneisses(B.G.C.) 

0.000 

Non-command 

Gneisses(B.G.C.) 

1.541 

Non-command 

Gneisses(B.G.C.) 

1.434 

Non-command 

Gneisses(B.G.C.) 

1.219 

Non-command 

Phyllite & Schist 

3.475 

Non-command 

Gneisses(B.G.C.) 

4.128 

Non-command 

Phyllite & Schist 

0.466 

Non-command 

Phyllite & Schist 

2.357 

Command 

Gneisses(B.G.C.) 

10.771 

Command 

Phyllite & Schist 

0.039 

Non-command 

Gneisses(B.G.C.) 

0.070 

Non-command 

Phyllite & Schist 

0.276 

Non-command 

Gneisses(B.G.C.) 

4.019 

Command 

Gneisses(B.G.C.) 

19.655 

Non-command 

Gneisses(B.G.C.) 

2.190 

Non-command 

Gneisses(B.G.C.) 

1.363 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

40,000 

30,000 

120 

35,000 

25,000 

120 

35,000 

25,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

30,000 

25,000 

120 

35,000 

25,000 

120 

30,000 

25,000 

120 

35,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

35,000 

25,000 

120 

35,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

35,000 

25,000 

120 

40,000 

30,000 

120 

35,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

35,000 

25,000 

120 

40,000 

30,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

35,000 

25,000 

120 

40,000 

30,000 

120 

35,000 

25,000 

120 

35,000 

25,000 

120 

40,000 

30,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

35,000 

25,000 

120 

30,000 

25,000 

120 

35,000 

25,000 

120 

35,000 

25,000 

120 

35,000 

25,000 

120 

40,000 

30,000 

120 

35,000 

25,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

35,000 

25,000 

120 

40,000 

30,000 

120 

35,000 

25,000 

120 

30,000 

25,000 

120 

35,000 

25,000 

120 

35,000 

25,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.048 


0.003 




0.097 

0.102 

0.007 

0.007 

0.168 

0.172 

0.075 

0.083 

0.141 

0.141 

0.099 

0.103 

0.210 

0.214 



0.321 

0.321 

0.066 

0.080 

0.057 

0.057 

0.078 

0.082 

0.418 

0.437 


0.369 

0.387 

0.261 

0.268 

0.033 

0.033 

0.012 

0.012 

0.205 

0.205 

- 

- ! 

0.042 

0.046 

0.018 

0.018 

0.018 

0.018 

0.021 

0.021 

0.006 

0.006 

0.007 

0.007 

0.018 

0.018 

0.078 

0.078 

0.207 

0.215 

- 

- 

0.036 

0.036 

0.015 

0.015 

0.033 

0.033 

0.108 

0.113 

0.018 

0.018 

0.004 

0.004 

0.011 

0.016 

0.537 

0.544 

0.003 

0.003 

0.003 

0.003 

0.007 

0.007 

0.057 

0.061 

0.474 

0.510 

0.051 

0.051 

0.027 

0.027 


































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



07002027 


Arniya Panth 


Bad Ka Amrana 


Bamniya 


Bhatiyon Ka Khera 


Bhawaliya 


Bhoojiya Kheri 


Charliya Gadia 


Chittaurgarh (M) 


Chittauri 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


12.006 Fresh 



Uthnol 

0825000703046500 

3.757 

Fresh 

Warni 

0826000103056200 

2.752 

Fresh 

Amar Pura 

0829000503611500 

1.952 

Fresh 

Amarpura 

0829000903668600 

1.619 

Fresh 

Arniya Joshi 

0829000903667800 

4.759 

Fresh 


Non-command 


Non_command 


Non-command 


Non-command 


Gambhiri 


Non-command 



0829000503612500 


7.301 Fresh 


Gambhiri 


Non-command 



Arnoda 

0829000903668400 

8.248 

Fresh 

Azampura 

0829000903665500 

0.773 

Fresh 


0829000503611800 


0829000503612700 


2.873 Fresh 


2.979 Fresh 


Bansati 

0829000503610600 

1.006 

Fresh 

Beerghas 

0829000503606300 

0.785 

Fresh 


Non-command 


Murlia 


Non-command 


Murlia 


Non-command 


Gambhiri 


Non-command 


Non-command 


Gambhiri 



0829000503613200 


2.034 Fresh 


Non-command 


Gambhiri 



0829000903667200 


0829000903665200 


5.491 Fresh 


4.113 Fresh 


Murlia 


Non-command 


Gambhiri 



Bhopali 

0829000903667100 

0.859 

Fresh 

Biloda 

0829000503607300 

2.454 

Fresh 


Murlia 


Gambhiri 


Non-command 



0829000903665900 


0829000542903000 


2.611 Fresh 


32.334 Fresh 


Murlia 


Non-command 


Gambhiri 



0829000503606700 


2.370 Fresh 


Dhanet Kalan 

0829000503597300 

7.013 

Fresh 

Dhani 

0829000503611200 

2.768 

Fresh 


Gambhiri 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

2.271 

Non-command 

Phyllite & Schist 

0.001 

Non-command 

Gneisses(B.G.C.) 

3.618 

Command 

Gneisses(B.G.C.) 

2.752 

Non-command 

Limestone 

1.952 

Non-command 

Shale 

0.001 

Command 

Shale 

3.195 

Non-command 

Limestone 

0.167 

Non-command 

Shale 

1.339 

Command 

Limestone 

6.987 

Non-command 

Gneisses(B.G.C.) 

0.030 

Non-command 

Limestone 

0.266 

Non-command 

Shale 

0.017 

Non-command 

Shale 

0.124 

Command 

Limestone 

0.114 

Non-command 

Limestone 

0.658 

Command 

Limestone 

0.432 

Non-command 

Limestone 

2.441 

Command 

Limestone 

2.973 

Non-command 

Limestone 

0.007 

Non-command 

Shale 

0.372 

Command 

Limestone 

0.485 

Command 

Shale 

0.297 

Non-command 

Shale 

0.003 

Command 

Limestone 

0.675 

Command 

Shale 

0.134 

Non-command 

Limestone 

0.040 

Non-command 

Shale 

1.185 

Command 

Limestone 

1.876 

Non-command 

Limestone 

3.032 

Command 

Limestone 

1.095 

Command 

Shale 

0.376 

Non-command 

Limestone 

2.641 

Non-command 

Shale 

0.000 

Command 

Limestone 

0.085 

Command 

Shale 

0.001 

Non-command 

Gneisses(B.G.C.) 

0.002 

Non-command 

Shale 

2.146 

Command 

Limestone 

0.746 

Non-command 

Limestone 

0.091 

Command 

Gneisses(B.G.C.) 

0.892 

Command 

Limestone 

0.181 

Command 

Shale 

0.032 

Non-command 

Gneisses(B.G.C.) 

3.963 

Non-command 

Limestone 

15.079 

Non-command 

Shale 

0.353 

Command 

Limestone 

1.151 

Non-command 

Limestone 

1.089 

Non-command 

Limestone 

0.245 

Non-command 

Limestone 

1.395 

Non-command 

Shale 

1.348 

Non-command 

Limestone 

0.703 

Non-command 

Shale 

0.062 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

35,000 

25,000 

120 

40,000 

30,000 

120 

35,000 

25,000 

120 

30,000 

25,000 

120 

80,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

70,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

50,000 

35,000 

120 

80,000 

60,000 

120 

70,000 

55,000 

120 

70,000 

60,000 

120 

80,000 

70,000 

120 

80,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

55,000 

120 

80,000 

60,000 

120 

70,000 

55,000 

120 

70,000 

55,000 

120 

80,000 

60,000 

120 

70,000 

55,000 

120 

80,000 

60,000 

120 

70,000 

55,000 

120 

80,000 

70,000 

120 

80,000 

70,000 

120 

80,000 

70,000 

120 

70,000 

60,000 

120 

80,000 

70,000 

120 

70,000 

60,000 

120 

80,000 

70,000 

120 

70,000 

55,000 

120 

50,000 

35,000 

120 

70,000 

55,000 

120 

80,000 

70,000 

120 

80,000 

70,000 

120 

50,000 

35,000 

120 

80,000 

60,000 

120 

70,000 

55,000 

120 

50,000 

35,000 

120 

80,000 

60,000 

120 

70,000 

55,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

55,000 

120 

80,000 

70,000 

120 

70,000 

60,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.030 





0.237 

0.237 

0.213 

0.213 

0.007 

0.381 

































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Hasanpura 


Jalampura 


Mataji Ki Ordi 


Mayra 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


4.019 Fresh Gambhiri 



Forest Block 

0829000508299001 

54.318 

Fresh 

Gadwara 

0829000503613800 

1.237 

Fresh 

Gharana 

0829000503613400 

1.762 

Fresh 

Ghatiyawali 

0829000503613000 

18.960 

Fresh 


Non-command 


Non-command 


Non-command 


Gambhiri 



0829000903664400 


1.535 Fresh Gambhiri 


Non-command 


6.793 Fresh Gambhiri 



Jorawarsingh Ka Khera 

0829000503611400 

0.997 

Fresh 

Karoonda 

0829000903666000 

5.780 

Fresh 


Keljarka Khera 

0829000503613900 

4.759 

Fresh 

Kesharpura 

0829000503612200 

2.317 

Fresh 



Khera Bansati 

0829000503610700 

2.256 

Fresh 

Khera Gilund 

0829000503613300 

2.228 

Fresh 


Khericharnan 

0829000503606900 

2.544 

Fresh 

Khor 

0829000503607000 

4.432 

Fresh 

Kriparam Kheri 

0829000903667900 

0.674 

Fresh 



Mangrol 

0829000903667300 

15.415 

Fresh 

Manpura 

0829000503598500 

2.607 

Fresh 


Non-command 


Murlia 


Non-command 


Non-command 


Non-command 


Gambhiri 


Non-command 


Non-command 


Gambhiri 


Non-command 


Gambhiri 


Gambhiri 


Gambhiri 


Non-command 


Gambhiri 


Murlia 


Non-command 


Non-command 


Gambhiri 



0829000503612900 


3.083 Fresh 


Non-command 


Gambhiri 


Non-command 



0829000503612800 


3.041 Fresh 


Medi Ka Amrana 

0829000503612000 

1.135 

Fresh 

Meenonka Kanthariya 

0829000503610900 

4.854 

Fresh 

Mohammadpura 

0829000903665000 

2.568 

Fresh 


Gambhiri 


Non-command 


Non-command 


Non-command 


Gambhiri 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Limestone 

2.396 

Command 

Shale 

1.345 

Non-command 

Limestone 

0.193 

Non-command 

Shale 

0.085 

Non-command 

Shale 

0.007 

Non-command 

Shale 

0.028 

Non-command 

Shale 

0.014 

Command 

Limestone 

6.621 

Command 

Shale 

0.205 

Non-command 

Limestone 

0.757 

Non-command 

Shale 

9.342 

Command 

Limestone 

2.792 

Command 

Shale 

0.227 

Non-command 

Limestone 

0.582 

Non-command 

Shale 

12.188 

Command 

Limestone 

1.533 

Non-command 

Limestone 

0.002 

Command 

Gneisses(B.G.C.) 

0.897 

Command 

Limestone 

3.597 

Command 

Shale 

0.016 

Non-command 

Gneisses(B.G.C.) 

1.410 

Non-command 

Limestone 

0.794 

Non-command 

Shale 

0.078 

Non-command 

Limestone 

0.997 

Command 

Limestone 

0.082 

Non-command 

Limestone 

2.611 

Non-command 

Shale 

0.531 

Non-command 

Limestone 

1.881 

Non-command 

Shale 

0.436 

Command 

Limestone 

0.858 

Non-command 

Limestone 

0.271 

Non-command 

Shale 

0.390 

Command 

Limestone 

2.202 

Non-command 

Limestone 

0.025 

Command 

Limestone 

2.544 

Command 

Limestone 

4.432 

Command 

Shale 

0.227 

Non-command 

Shale 

0.447 

Command 

Limestone 

0.647 

Command 

Limestone 

1.112 

Non-command 

Limestone 

1.956 

Non-command 

Limestone 

3.447 

Command 

Gneisses(B.G.C.) 

0.031 

Command 

Shale 

0.197 

Non-command 

Shale 

0.006 

Command 

Limestone 

2.499 

Non-command 

Limestone 

0.346 

Non-command 

Shale 

0.237 

Command 

Limestone 

3.032 

Non-command 

Limestone 

0.009 

Non-command 

Limestone 

1.135 

Non-command 

Shale 

0.264 

Command 

Shale 

0.673 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

80,000 

60,000 

120 

70,000 

55,000 

120 

80,000 

60,000 

120 

70,000 

55,000 

120 

70,000 

55,000 

120 

70,000 

55,000 

120 

70,000 

55,000 

120 

80,000 

60,000 

120 

70,000 

55,000 

120 

80,000 

60,000 

120 

70,000 

55,000 

120 

80,000 

60,000 

120 

70,000 

55,000 

120 

80,000 

60,000 

120 

70,000 

55,000 

120 

80,000 

70,000 

120 

80,000 

70,000 

120 

50,000 

35,000 

120 

80,000 

60,000 

120 

70,000 

55,000 

120 

50,000 

35,000 

120 

80,000 

60,000 

120 

70,000 

55,000 

120 

80,000 

60,000 

120 

80,000 

70,000 

120 

80,000 

70,000 

120 

70,000 

55,000 

120 

80,000 

60,000 

120 

70,000 

55,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

55,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

70,000 

120 

80,000 

70,000 

120 

80,000 

70,000 

120 

80,000 

70,000 

120 

50,000 

35,000 

120 

70,000 

55,000 

120 

70,000 

55,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

55,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

55,000 

120 

70,000 

60,000 



Tube Wells with 
Wells Pumpset 



0.050 

0.050 

0.050 

0.098 

0.072 

0.089 

0.144 

0.169 

0.067 

0.096 

0.109 

0.157 

0.193 

0.270 

0.336 

0.902 














































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Naya Khera 


Phalasiya 


Ramgarh 


Rampura 


Rawaliya 


Type of Area (Command / N< 
command) 



Motha 

0829000903667700 

5.888 

Fresh 

Murliya 

0829000903667000 

3.358 

Fresh 

Nawabpura 

0829000903664900 

2.680 

Fresh 


Non-command 


Non-command 


Murlia 


Gambhiri 



0829000503611700 


1.278 Fresh 


Nazeerpura 

0829000903664500 

1.106 

Fresh 

Neem Ka Amrana 

0829000503611900 

1.848 

Fresh 

Netawalgarh Pachhli 

0829000503614000 

8.258 

Fresh 



Payari 

0829000903666200 

1.669 

Fresh 

Pemandiya Khera 

0829000903668000 

1.853 

Fresh 

Phachar Solanki 

0829000903664600 

4.168 

Fresh 


0829000503612300 


1.928 Fresh 


Non-command 


Murlia 


Non-command 


Gambhiri 


Non-command 


Gambhiri 


Non-command 


Gambhiri 


Non-command 


Gambhiri 


Non-command 


Non-command 


Non-command 


Non-command 


Gambhiri 


Non-command 


Gambhiri 


Non-command 



Phootwal 

0829000903668500 

0.557 

Fresh 

Rajpuriya 

0829000503606500 

1.737 

Fresh 


Non-command 


Gambhiri 


Non-command 



0829000903665400 


0829000903665800 


1.206 Fresh 


5.000 Fresh 


Rel Ka Amrana 

0829000503611300 

1.459 

Fresh 

Samri 

0829000503612100 

3.812 

Fresh 



Murlia 


Non-command 


Murlia 


Non-command 


Non-command 


Gambhiri 


Non-command 


Non-command 



Segawa 

0829000503607500 

2.512 

Fresh 

Semaliya 

0829000503607400 

5.044 

Fresh 


Non-command 


Gambhiri 


Murlia 


Non-command 


Non-command 


Murlia 


Non-command 


Non-command 


Gambhiri 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Shale 

1.895 

Non-command 

Shale 

0.308 

Command 

Limestone 

0.001 

Command 

Limestone 

0.072 

Command 

Shale 

0.487 

Non-command 

Shale 

2.040 

Command 

Limestone 

0.269 

Non-command 

Limestone 

1.009 

Command 

Limestone 

1.106 

Non-command 

Limestone 

1.848 

Command 

Shale 

0.097 

Non-command 

Shale 

2.130 

Command 

Limestone 

0.131 

Non-command 

Limestone 

4.687 

Command 

Gneisses(B.G.C.) 

0.001 

Command 

Limestone 

3.355 

Non-command 

Limestone 

0.009 

Non-command 

Limestone 

0.019 

Non-command 

Shale 

4.837 

Non-command 

Limestone 

1.669 

Non-command 

Shale 

1.777 

Command 

Limestone 

3.547 

Non-command 

Limestone 

0.622 

Command 

Limestone 

0.054 

Non-command 

Limestone 

1.403 

Non-command 

Shale 

0.470 

Non-command 

Shale 

0.265 

Command 

Shale 

0.146 

Non-command 

Limestone 

0.050 

Non-command 

Shale 

1.541 

Non-command 

Limestone 

0.039 

Non-command 

Shale 

0.184 

Command 

Limestone 

0.346 

Non-command 

Limestone 

0.860 

Command 

Limestone 

4.938 

Non-command 

Limestone 

0.041 

Non-command 

Limestone 

1.459 

Command 

Limestone 

0.604 

Non-command 

Limestone 

3.208 

Non-command 

Limestone 

0.356 

Non-command 

Shale 

0.287 

Command 

Limestone 

2.144 

Command 

Shale 

0.130 

Non-command 

Shale 

0.007 

Command 

Limestone 

3.582 

Command 

Limestone 

2.040 

Non-command 

Limestone 

1.673 

Non-command 

Limestone 

1.002 

Non-command 

Shale 

7.764 

Command 

Limestone 

2.257 

Non-command 

Limestone 

1.213 

Non-command 

Gneisses(B.G.C.) 

0.134 

Command 

Gneisses(B.G.C.) 

0.401 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

70,000 

120 

80,000 

70,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

70,000 

120 

80,000 

60,000 

120 

70,000 

55,000 

120 

70,000 

55,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

50,000 

35,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

55,000 

120 

80,000 

70,000 

120 

70,000 

60,000 

120 

80,000 

70,000 

120 

80,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

55,000 

120 

70,000 

60,000 

120 

70,000 

55,000 

120 

80,000 

60,000 

120 

70,000 

55,000 

120 

80,000 

70,000 

120 

70,000 

60,000 

120 

80,000 

70,000 

120 

80,000 

70,000 

120 

80,000 

70,000 

120 

80,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

70,000 

120 

70,000 

60,000 

120 

80,000 

70,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

70,000 

120 

80,000 

70,000 

120 

80,000 

70,000 

120 

80,000 

60,000 

120 

70,000 

55,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

50,000 

35,000 

120 

50,000 

35,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.252 


0.022 




0.059 

0.059 

0.017 

0.017 

0.058 

0.075 

0.042 

0.071 

0.092 

0.150 

0.386 

0.674 




































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


07002028 


Type of Area (Command / N< 
command) 



Shahbad 

0829000903667500 

1.728 

Fresh 

Shambhoopura 

0829000503612400 

2.956 

Fresh 



Non-command 


Gambhiri 


Non-command 


Non-command 



Theekariya 

0829000503612600 

4.422 

Fresh 

Ukhaliya 

0829000903664700 

7.417 

Fresh 



Aheerpura 

0829000903669800 

3.458 

Fresh 

Alsigarh 

0829000903666400 

2.931 

Fresh 

Badoli Madhosingh 

0829000903671500 

7.878 

Fresh 


Non-command 


Gambhiri 


Non-command 


Non-command 


Gambhiri 


Gambhiri 


Non-command 


Non-command 


Non-command 


Non-command 


Balnath Khera 

0829000803663500 

2.204 

Fresh 

Bansa 

0829000903666900 

3.934 

Fresh 

Baori Khera 

0829000903671100 

0.825 

Fresh 

Bhat Kotri 

0829000903670400 

6.303 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Bhawaliya 


Bhopali 


Bora Kheri 


0829000903667200 


0829000903667100 


0829000903671600 


5.491 Fresh 


0.859 Fresh 


5.333 Fresh 


Murlia 


Non-command 


Murlia 


Non-command 


Non-command 


Changeri 

0829000903671000 

1.557 

Fresh 

Charliya Gadia 

0829000903665900 

2.611 

Fresh 


Dhanora 


0829000903666600 


6.283 Fresh 


Non-command 


Murlia 


Non-command 


Non-command 


Dheenwa 

0829000903671800 

3.247 

Fresh 

Dhoriya 

0829000903671200 

4.742 

Fresh 

Durjanji Ka Khera 

0829000803663600 

1.324 

Fresh 

Jawada 

0829000903671400 

8.805 

Fresh 

Jharsadri 

0829000903670800 

2.471 

Fresh 

Kachariya Kheri 

0829000903671300 

4.466 

Fresh 

Kanthariya 

0829000903670700 

1.274 

Fresh 

Karoonda 

0829000903666000 

5.780 

Fresh 

Kering Khera 

0829000803663400 

0.966 

Fresh 

Lasrawan 

0829000903670600 

13.149 

Fresh 

Laxmipura 

0829000903669900 

2.404 

Fresh 

Maliya Kheri 

0829000903666700 

2.235 

Fresh 

Mandawali 

0829000903670900 

6.515 

Fresh 

Mandla Charan 

0829000903675000 

13.811 

Fresh 

Mangrol 

0829000903667300 

15.415 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Murlia 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

1.070 

Non-command 

Shale 

0.027 

Non-command 

Limestone 

0.549 

Command 

Limestone 

1.520 

Non-command 

Limestone 

1.437 

Non-command 

Limestone 

4.085 

Non-command 

Shale 

0.004 

Command 

Limestone 

0.477 

Command 

Shale 

0.441 

Non-command 

Shale 

0.445 

Command 

Limestone 

0.986 

Command 

Shale 

2.312 

Non-command 

Shale 

1.747 

Non-command 

Limestone 

4.015 

Non-command 

Shale 

0.445 

Command 

Limestone 

4.422 

Command 

Limestone 

2.736 

Non-command 

Limestone 

4.681 

Non-command 

Limestone 

1.338 

Non-command 

Shale 

0.027 

Non-command 

Limestone 

0.386 

Non-command 

Shale 

5.979 

Non-command 

Shale 

2.082 

Non-command 

Limestone 

3.934 

Non-command 

Shale 

0.825 

Non-command 

Limestone 

1.190 

Non-command 

Shale 

5.113 

Command 

Limestone 

0.226 

Non-command 

Limestone 

0.359 

Command 

Limestone 

0.405 

Non-command 

Limestone 

0.369 

Non-command 

Limestone 

3.117 

Non-command 

Shale 

2.216 

Non-command 

Shale 

1.557 

Command 

Limestone 

0.221 

Non-command 

Limestone 

1.553 

Non-command 

Limestone 

4.281 

Non-command 

Shale 

1.236 

Non-command 

Shale 

0.861 

Non-command 

Shale 

2.196 

Non-command 

Shale 

0.838 

Non-command 

Shale 

8.805 

Non-command 

Shale 

1.654 

Non-command 

Shale 

4.433 

Non-command 

Shale 

1.272 

Non-command 

Limestone 

3.088 

Non-command 

Shale 

0.286 

Non-command 

Shale 

13.020 

Non-command 

Limestone 

2.260 

Non-command 

Limestone 

2.235 

Non-command 

Shale 

6.515 

Non-command 

Shale 

0.621 

Command 

Limestone 

0.170 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

35,000 

120 

70,000 

55,000 

120 

80,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

70,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

55,000 

120 

70,000 

55,000 

120 

80,000 

70,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

70,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

70,000 

120 

80,000 

70,000 

120 

80,000 

70,000 

120 

70,000 

60,000 

120 

80,000 

70,000 

120 

70,000 

60,000 

120 

50,000 

30,000 

120 

80,000 

70,000 

120 

70,000 

60,000 

120 

80,000 

70,000 

120 

70,000 

60,000 

120 

80,000 

70,000 

120 

80,000 

70,000 

120 

80,000 

70,000 

120 

80,000 

70,000 

120 

80,000 

70,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

70,000 

120 

80,000 

70,000 

120 

80,000 

70,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

50,000 

30,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

70,000 

120 

50,000 

30,000 

120 

70,000 

60,000 

120 

80,000 

70,000 

120 

80,000 

70,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.004 




0.050 

0.069 

0.655 

0.974 

0.032 

0.068 

0.378 

0.484 

0.058 

0.066 

0.042 

0.071 

0.173 

0.299 

0.017 

0.036 

0.034 

0.063 

0.025 

0.083 

0.025 

0.073 

0.244 

0.369 

0.151 

0.227 

0.158 

0.276 

0.025 

0.044 

0.193 

0.308 

0.546 

0.661 

0.137 

0.162 

0.029 

0.189 

0.281 

0.382 

0.022 

0.058 

1.282 

2.357 

0.245 

0.329 

0.662 

0.889 

0.209 

0.335 

0.403 

0.518 

0.018 

0.060 

1.238 

1.574 

0.235 

0.456 

0.126 

0.222 

0.403 

0.630 

0.029 

0.029 

0.017 

0.046 




















































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Nanana 

0829000803663300 

6.879 

Fresh 

Nimbahera (M) 

0829000942905000 

24.420 

Fresh 


Non-command 


Murlia 


Non-command 


Non-command 


Non-command 



Palri 

0829000903666500 

4.673 

Fresh 

Peepli Ka Gurha 

0829000803658500 

2.893 

Fresh 

Peepliya Gadiya 

0829000903666800 

1.137 

Fresh 

Peer Khera 

0829000903670100 

1.320 

Fresh 

Phachar Aheeran 

0829000903670000 

3.208 

Fresh 

Phalwa 

0829000903670500 

5.026 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Ranchhor Pura 

0829000903672100 

1.930 

Fresh 

Rasoolpura 

0829000903670200 

3.729 

Fresh 

Rawaliya 

0829000903665800 

5.000 

Fresh 

Sand 

0829000903666300 

8.394 

Fresh 

Sangariya 

0829000903670300 

1.966 

Fresh 


Non-command 


Non-command 


Murlia 


Non-command 


Non-command 


07002029 


Sankhlon Ka Khera 

0829000903667400 

2.907 

Fresh 

Sankhlon Ki Dhani 

0829000803658000 

4.827 

Fresh 

Shergarh 

0829000903666100 

4.092 

Fresh 

Uncha 

0829000903672000 

3.040 

Fresh 

Aheerpura 

0829000903669800 

3.458 

Fresh 

Ahmadnagar 

0829000903677600 

2.357 

Fresh 

Ahmadpura 

0829000903669100 

1.557 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Amarpura 

0829000903668600 

1.619 

Fresh 

Ameenpura 

0829000903674600 

1.621 

Fresh 

Arniya Joshi 

0829000903667800 

4.759 

Fresh 


Arniya Mali 

0829000903673700 

3.631 

Fresh 

Arnoda 

0829000903668400 

8.248 

Fresh 

Badoli Madhosingh 

0829000903671500 

7.878 

Fresh 


Non-command 


Non-command 


Gambhiri 


Non-command 


Non-command 


Non-command 


Non-command 


Bahadurpura 

0829000903672300 

0.716 

Fresh 

Bamaniya 

0829000903672500 

2.043 

Fresh 

Bambora 

0829001003691700 

4.395 

Fresh 

Bambori 

0829001003681400 

18.931 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Bangrera 

0829000903678000 

9.468 

Fresh 

Barda 

0829000903673800 

3.734 

Fresh 

Bare Khan 

0829001003691500 

4.073 

Fresh 

Bari 

0829000903676600 

6.823 

Fresh 

Barodiya 

0829000503613600 

1.073 

Fresh 

Baroli Ghata 

0829000903669600 

9.670 

Fresh 

Barsingh Ka Gurha 

0829000503616800 

2.237 

Fresh 

Barwara 

0829000903676100 

4.115 

Fresh 

Barwara Goojar 

0829001003683900 

4.636 

Fresh 

Basera 

0829001003682500 

11.614 

Fresh 

Baseri Kundal 

0829001003693000 

1.849 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Limestone 

11.345 

Command 

Limestone 

0.360 

Non-command 

Limestone 

2.998 

Non-command 

Shale 

0.758 

Non-command 

Limestone 

0.096 

Non-command 

Shale 

0.017 

Non-command 

Shale 

3.667 

Non-command 

Shale 

0.046 

Non-command 

Limestone 

1.137 

Non-command 

Limestone 

1.320 

Non-command 

Limestone 

3.208 

Non-command 

Limestone 

2.015 

Non-command 

Shale 

3.011 

Non-command 

Shale 

0.984 

Non-command 

Limestone 

3.729 

Command 

Limestone 

0.020 

Non-command 

Shale 

0.029 

Non-command 

Limestone 

0.550 

Non-command 

Shale 

1.416 

Non-command 

Limestone 

0.048 

Non-command 

Shale 

0.033 

Non-command 

Limestone 

0.000 

Non-command 

Shale 

0.638 

Non-command 

Limestone 

2.120 

Non-command 

Shale 

2.357 

Non-command 

Limestone 

0.455 

Non-command 

Shale 

1.102 

Non-command 

Limestone 

2.288 

Non-command 

Shale 

0.431 

Non-command 

Shale 

1.618 

Non-command 

Shale 

1.621 

Command 

Shale 

0.009 

Non-command 

Shale 

0.049 

Non-command 

Limestone 

3.631 

Non-command 

Shale 

7.067 

Non-command 

Limestone 

0.015 

Non-command 

Shale 

1.498 

Non-command 

Shale 

0.716 

Non-command 

Shale 

2.043 

Non-command 

Deccan Traps 

4.395 

Non-command 

Limestone 

0.062 

Non-command 

Shale 

10.449 

Non-command 

Limestone 

9.468 

Non-command 

Limestone 

3.734 

Non-command 

Deccan Traps 

0.515 

Non-command 

Shale 

6.823 

Non-command 

Shale 

1.045 

Non-command 

Limestone 

9.670 

Non-command 

Shale 

1.745 

Non-command 

Shale 

3.866 

Non-command 

Deccan Traps 

0.681 

Non-command 

Shale 

11.543 

Non-command 

Deccan Traps 

0.154 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

80,000 

70,000 

120 

80,000 

70,000 

120 

80,000 

70,000 

120 

50,000 

30,000 

120 

80,000 

70,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

50,000 

30,000 

120 

80,000 

70,000 

120 

80,000 

70,000 

120 

80,000 

70,000 

120 

80,000 

70,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

70,000 

120 

80,000 

70,000 

120 

70,000 

60,000 

120 

80,000 

70,000 

120 

70,000 

60,000 

120 

80,000 

70,000 

120 

50,000 

30,000 

120 

80,000 

70,000 

120 

70,000 

60,000 

120 

80,000 

70,000 

120 

70,000 

60,000 

120 

80,000 

70,000 

120 

70,000 

60,000 

120 

80,000 

70,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

70,000 

120 

70,000 

60,000 

120 

80,000 

70,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

45,000 

25,000 

120 

50,000 

40,000 

120 

45,000 

25,000 

120 

80,000 

70,000 

120 

80,000 

70,000 

120 

45,000 

25,000 

120 

70,000 

60,000 

120 

70,000 

55,000 

120 

80,000 

70,000 

120 

70,000 

55,000 

120 

70,000 

60,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


1.109 


0.008 


0.092 


0.043 


0.008 



0.007 

0.049 

0.109 

0.147 

0.137 

0.221 

0.025 

0.025 

0.043 

0.043 

0.168 

0.283 

0.029 

0.046 

0.036 

0.036 

0.029 

0.046 


0.007 

0.007 

0.571 

0.859 

0.878 

1.701 

- 

- 

0.166 

0.250 

0.036 

0.036 

0.151 

0.294 

0.198 

0.241 

0.005 

0.005 

0.261 

0.596 

0.605 

1.008 

0.319 

0.645 

0.033 

0.044 

1.188 

1.675 

- 

- | 

1.277 

1.949 

0.046 

0.281 

0.274 

0.333 

0.021 

0.043 

0.267 

0.440 

0.012 

0.017 














































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Beeriya Kheri 

0829000903672200 

2.310 

Fresh 

Benipuri Khurd 

0829000903675700 

4.632 

Fresh 

Bhanda Magra 

0829000903674900 

0.002 

Fresh 

Bhat Khera 

0829001003683100 

2.298 

Fresh 


Type of Area (Command / N< 
command) 


Bhemli 

0829000903671900 

2.284 

Fresh 

Binota 

0829000903675400 

10.742 

Fresh 

Bor Kheri 

0829000903669500 

7.062 

Fresh 

Bora Kheri 

0829000903671600 

5.333 

Fresh 

Chah Kheri 

0829001003682900 

1.679 

Fresh 

Chainpuriya 

0829000503616400 

1.557 

Fresh 

Chakar Khera@ Balia Kher 

0829001003684100 

0.743 

Fresh 


Chamanpura 

0829000503616200 

0.469 

Fresh 

Chand Khera 

0829000903673200 

3.354 

Fresh 

Chandoli 

0829001003684200 

3.389 

Fresh 

Chandpura 

0829000903677900 

0.751 

Fresh 


Chaprol 


Charliya 


Charliya Brahman 


Guda Khera 


Hamerpura @ Dudhitalai 


Hansla 


Harmatiya Jageer 


Harmatiya Kundal 


Jal Bhindi 


Jaliya 


Jaloda Jageer 


0829001003683000 


3.540 Fresh 


0829000903668200 

3.630 

Fresh 

0829001003683400 

3.640 

Fresh 

0829000903674100 

4.301 

Fresh 


Chhoti Sadri (M) 

0829001042906000 

12.134 

Fresh 

Choukri 

0829001003691800 

1.408 

Fresh 

Dala @ Kishanpura 

0829000903677700 

2.537 

Fresh 

Daluka Khera @ Vijaypur 

0829000903675900 

0.807 

Fresh 

Dhamaniya Road 

0829001003691900 

2.007 

Fresh 

Dheenwa 

0829000903671800 

3.247 

Fresh 

Forest Block 

0829000508299001 

54.318 

Fresh 

Gadola 

0829000903673900 

8.383 

Fresh 

Gadwara 

0829000503613800 

1.237 

Fresh 

Gagrol 

0829001003683600 

5.564 

Fresh 

Gajpura 

0829001003682400 

3.176 

Fresh 

Ganeshpura 

0829000903668300 

1.664 

Fresh 

Gharana 

0829000503613400 

1.762 

Fresh 

Ghatera 

0829000903676900 

1.180 

Fresh 

Gilund 

0829000503613100 

19.343 

Fresh 

Gothra 

0829000903669200 

2.462 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0829001003683700 

2.119 

Fresh 

0829000903676200 

8.855 

Fresh 

0829001003684900 

5.885 

Fresh 

0829000503614300 

0.967 

Fresh 

0829001003681800 

3.560 

Fresh 

0829001003682700 

3.007 

Fresh 

0829001003683500 

1.563 

Fresh 

0829000903674000 

3.959 

Fresh 

0829001003685000 

10.523 

Fresh 


Jamal Khera 

0829000903674800 

1.977 

Fresh 

Jamlaoda 

0829001003692300 

3.126 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Shale 

2.310 

Non-command 

Shale 

0.080 

Non-command 

Shale 

0.001 

Non-command 

Deccan Traps 

2.199 

Non-command 

Shale 

0.099 

Non-command 

Shale 

2.284 

Non-command 

Shale 

0.089 

Non-command 

Limestone 

7.062 

Non-command 

Limestone 

0.000 

Non-command 

Shale 

1.679 

Non-command 

Shale 

1.108 

Non-command 

Deccan Traps 

0.109 

Non-command 

Shale 

0.298 

Non-command 

Shale 

0.172 

Non-command 

Shale 

3.354 

Non-command 

Shale 

0.052 

Non-command 

Limestone 

0.524 

Non-command 

Shale 

0.227 

Non-command 

Deccan Traps 

0.065 

Non-command 

Shale 

3.476 

Non-command 

Shale 

3.225 

Non-command 

Deccan Traps 

3.640 

Non-command 

Limestone 

2.699 

Non-command 

Shale 

1.603 

Non-command 

Deccan Traps 

0.187 

Non-command 

Deccan Traps 

1.408 

Non-command 

Shale 

2.537 

Non-command 

Shale 

0.287 

Non-command 

Deccan Traps 

1.961 

Non-command 

Shale 

2.386 

Non-command 

Shale 

5.838 

Non-command 

Limestone 

8.383 

Non-command 

Shale 

1.209 

Non-command 

Deccan Traps 

5.557 

Non-command 

Shale 

3.162 

Non-command 

Shale 

1.664 

Non-command 

Shale 

1.625 

Non-command 

Shale 

1.180 

Non-command 

Shale 

1.221 

Non-command 

Limestone 

1.362 

Non-command 

Shale 

1.100 

Non-command 

Deccan Traps 

2.119 

Non-command 

Shale 

8.440 

Non-command 

Shale 

1.447 

Non-command 

Shale 

0.138 

Non-command 

Shale 

3.560 

Non-command 

Shale 

3.007 

Non-command 

Deccan Traps 

1.563 

Non-command 

Limestone 

3.959 

Non-command 

Limestone 

3.812 

Non-command 

Shale 

3.353 

Non-command 

Shale 

1.977 

Non-command 

Deccan Traps 

2.049 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

70,000 

120 

80,000 

70,000 

120 

45,000 

25,000 

120 

70,000 

55,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

70,000 

55,000 

120 

70,000 

60,000 

120 

45,000 

25,000 

120 

80,000 

70,000 

120 

70,000 

60,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

70,000 

60,000 

120 

45,000 

25,000 

120 

80,000 

70,000 

120 

70,000 

60,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

45,000 

25,000 

120 

70,000 

60,000 

120 

70,000 

55,000 

120 

80,000 

70,000 

120 

70,000 

55,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

70,000 

60,000 

120 

70,000 

55,000 

120 

70,000 

60,000 

120 

70,000 

55,000 

120 

80,000 

70,000 

120 

70,000 

60,000 

120 

45,000 

25,000 

120 

70,000 

60,000 

120 

45,000 

25,000 

120 

70,000 

55,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

80,000 

70,000 

120 

50,000 

40,000 

120 

45,000 

25,000 

120 

70,000 

60,000 

120 

45,000 

25,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.166 

0.275 

- 

- 

0.007 

0.007 

0.057 

0.138 

0.003 

0.008 

0.144 

0.329 

0.014 

0.022 

0.504 

0.888 

- 

- 

0.069 

0.166 

0.020 

0.020 

0.003 

0.008 

0.009 

0.020 

0.007 

0.007 

0.324 

0.534 

0.003 

0.008 

0.025 

0.044 

0.014 

0.022 

0.003 

0.003 

0.105 

0.159 

0.295 

0.539 

0.306 

0.333 

0.378 

0.503 

0.187 

0.254 





















































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Jawada 


Kadmali 


Kalandar Garh 


Kalyanpura 


Kamlahera 


Kanpura 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


0829000903671400 


0829000903677000 


0829000903672600 


0829000903673500 


0829000903677800 


0829000503616700 


0829000903669000 


sq.km 


(4) (5) 


8.805 Fresh 


6.441 Fresh 


0.665 Fresh 


2.187 Fresh 


1.612 Fresh 


0.672 Fresh 


1.943 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Karthana 

0829000903669700 

4.923 

Fresh 

Karunda 

0829001003682800 

15.506 

Fresh 


Non-command 


Non-command 



Keljarka Khera 

0829000503613900 

4.759 

Fresh 

Kesharpura 

0829000503614800 

1.115 

Fresh 

Kesunda 

0829001003683300 

14.445 

Fresh 

Khara 

0829000903668700 

0.690 

Fresh 

Khera Jadeed 

0829000903674500 

4.897 

Fresh 

Khera Kesunda 

0829001003683200 

2.695 

Fresh 

Kherabad 

0829000903674400 

1.354 

Fresh 

Kheri Aryanagar 

0829001003682600 

2.751 

Fresh 

Kheri Kundal 

0829001003682100 

2.019 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kishanpura 

0829000903676300 

2.527 

Fresh 

Kotri Kalan 

0829000903677400 

4.764 

Fresh 

Kotri Khurd 

0829000903677300 

3.623 

Fresh 

Kuri Khera 

0829000903668900 

0.787 

Fresh 

Laxmipura 

0829000903669900 

2.404 

Fresh 

Madhya Kheri 

0829000903669400 

2.523 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Makan Pura 

0829000903676400 

3.021 

Fresh 

Malakpura 

0829000903676800 

3.474 

Fresh 

Malawada 

0829001003691600 

7.719 

Fresh 

Manda Gulfaroshan 

0829000903673100 

4.319 

Fresh 

Mandla Charan 

0829000903675000 

13.811 

Fresh 

Mangrol 

0829000903667300 

15.415 

Fresh 

Marjeevi 

0829000903677100 

15.292 

Fresh 

Mewasa 

0829000903668100 

6.241 

Fresh 

Modji Ka Khera 

0829000503613500 

2.434 

Fresh 

Motha 

0829000903667700 

5.888 

Fresh 

Motipura 

0829001003682000 

2.523 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Nalda 

0829000503616300 

0.849 

Fresh 

Narani 

0829001003692400 

3.797 

Fresh 

Nardiya 

0829000903672400 

1.402 

Fresh 

Narsa Kheri 

0829000903676700 

0.800 

Fresh 

Narsingh Garh 

0829000903676500 

5.617 

Fresh 

Nawabpura 

0829000903664900 

2.680 

Fresh 

Nimbahera (M) 

0829000942905000 

24.420 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Peepaliya Kalan 

0829000903673400 

2.892 

Fresh 

Pemandiya Khera 

0829000903668000 

1.853 

Fresh 

Phootwal 

0829000903668500 

0.557 

Fresh 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Shale 

0.000 

Non-command 

Shale 

6.441 

Non-command 

Shale 

0.665 

Non-command 

Limestone 

2.187 

Non-command 

Shale 

1.612 

Non-command 

Shale 

0.010 

Non-command 

Limestone 

1.162 

Non-command 

Shale 

0.781 

Non-command 

Limestone 

4.923 

Non-command 

Deccan Traps 

5.313 

Non-command 

Shale 

10.193 

Non-command 

Limestone 

19.455 

Non-command 

Shale 

0.001 

Non-command 

Shale 

0.001 

Non-command 

Shale 

0.761 

Non-command 

Deccan Traps 

11.243 

Non-command 

Shale 

0.690 

Non-command 

Shale 

4.897 

Non-command 

Deccan Traps 

2.688 

Non-command 

Shale 

1.354 

Non-command 

Shale 

2.751 

Non-command 

Limestone 

0.124 

Non-command 

Shale 

0.407 

Non-command 

Shale 

2.527 

Non-command 

Shale 

4.764 

Non-command 

Shale 

3.623 

Non-command 

Shale 

0.787 

Non-command 

Limestone 

0.143 

Non-command 

Limestone 

2.521 

Non-command 

Shale 

0.003 

Non-command 

Shale 

3.021 

Non-command 

Shale 

3.474 

Non-command 

Deccan Traps 

1.732 

Non-command 

Shale 

4.319 

Non-command 

Shale 

6.833 

Non-command 

Limestone 

0.453 

Non-command 

Shale 

15.292 

Non-command 

Shale 

4.862 

Non-command 

Shale 

1.776 

Non-command 

Shale 

5.580 

Non-command 

Limestone 

0.051 

Non-command 

Shale 

1.752 

Non-command 

Shale 

0.752 

Non-command 

Deccan Traps 

3.089 

Non-command 

Shale 

1.402 

Non-command 

Shale 

0.800 

Non-command 

Shale 

5.617 

Non-command 

Shale 

0.004 

Non-command 

Limestone 

19.502 

Non-command 

Shale 

4.804 

Non-command 

Limestone 

2.892 

Non-command 

Shale 

0.005 

Non-command 

Shale 

0.290 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

70,000 

120 

70,000 

60,000 

120 

70,000 

55,000 

120 

80,000 

70,000 

120 

70,000 

60,000 

120 

80,000 

70,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

80,000 

70,000 

120 

70,000 

60,000 

120 

70,000 

55,000 

120 

70,000 

55,000 

120 

45,000 

25,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

45,000 

25,000 

120 

70,000 

60,000 

120 

45,000 

25,000 

120 

50,000 

40,000 

120 

45,000 

25,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

70,000 

120 

80,000 

70,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

45,000 

25,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

70,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

55,000 

120 

70,000 

60,000 

120 

50,000 

40,000 

120 

45,000 

25,000 

120 

70,000 

55,000 

120 

45,000 

25,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

70,000 

120 

70,000 

60,000 

120 

80,000 

70,000 

120 

70,000 

60,000 

120 

70,000 

60,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 





0.026 

0.026 

0.441 

0.754 

0.058 

0.058 

0.418 

0.594 

0.195 

0.308 

0.187 

0.296 

0.234 

0.396 

0.010 

0.016 

0.015 

0.031 

0.360 

0.444 

0.454 

0.639 

0.360 

0.494 



0.252 

0.328 

0.072 

0.114 

0.099 

0.148 

0.533 

0.869 

0.324 

0.358 

0.042 

0.119 

0.706 

1.302 

0.439 

0.599 

0.007 

0.007 

0.410 

0.444 

0.005 

0.005 

0.066 

0.131 

0.020 

0.020 

0.228 

0.336 

0.058 

0.100 

0.302 

0.453 

0.324 

0.450 

- 

- 

1.915 

3.278 

0.403 

0.697 

0.353 

0.852 

- 

- 

0.043 

0.043 




































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Pratappura 

0829001003682300 

5.130 

Fresh 

Rajpura 

0829001003682200 

3.791 

Fresh 

Ramgarh 

0829000903667600 

0.785 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Ranchhor Pura 

0829000903672100 

1.930 

Fresh 

Rani Khera 

0829000903672800 

5.586 

Fresh 

Rathajana 

0829000903669300 

10.319 

Fresh 


Non-command 


Non-command 


Non-command 



Sagwariya 

0829000903674700 

3.639 

Fresh 

Sajanpur 

0829000903676000 

1.943 

Fresh 

Sakai Ka Khera 

0829000503614700 

0.393 

Fresh 

Sankariya 

0829000903671700 

3.903 

Fresh 

Sankera 

0829000503617000 

1.369 

Fresh 

Sankhlon Ka Khera 

0829000903667400 

2.907 

Fresh 

Sanpaliya 

0829000903672900 

1.693 

Fresh 

Sanpaliya Kheri 

0829000903673000 

1.735 

Fresh 

Sarlai 

0829000903677200 

4.010 

Fresh 

Segwa 

0829000903673600 

1.794 

Fresh 

Semaliya 

0829000903674300 

2.972 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


07002030 


Semarda 

0829001003683800 

3.896 

Fresh 

Semarthali 

0829001003684000 

11.401 

Fresh 


Non-command 


Non-command 



Shobhawali 

0829000903677500 

2.437 

Fresh 

Sigri 

0829000903673300 

1.995 

Fresh 

Siyalkund 

0829000503613700 

1.442 

Fresh 

Solatpur 

0829000903672700 

2.096 

Fresh 

Soobi 

0829001003692200 

6.640 

Fresh 

Tai 

0829000903665100 

5.501 

Fresh 

Tumba 

0829000903668800 

0.806 

Fresh 

Udpura 

0829000503616900 

2.934 

Fresh 

Uncha 

0829000903672000 

3.040 

Fresh 

Bobla Kalan 

0829000503601700 

5.993 

Fresh 

Chanpuriya 

0829000303551500 

2.406 

Fresh 


Chhapiya Kheri 

0829000503600500 

2.575 

Fresh 

Dahee Khera 

0829000503600900 

2.369 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Orai 


Bassi 


Bassi 



Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Shale 

5.080 

Non-command 

Shale 

0.509 

Non-command 

Limestone 

0.049 

Non-command 

Shale 

0.513 

Non-command 

Shale 

0.946 

Non-command 

Shale 

5.586 

Non-command 

Limestone 

3.474 

Non-command 

Shale 

6.845 

Non-command 

Limestone 

0.341 

Non-command 

Shale 

1.353 

Non-command 

Shale 

3.639 

Non-command 

Shale 

1.930 

Non-command 

Shale 

0.264 

Non-command 

Shale 

3.903 

Non-command 

Shale 

0.001 

Non-command 

Limestone 

2.860 

Non-command 

Shale 

1.693 

Non-command 

Shale 

1.735 

Non-command 

Shale 

4.010 

Non-command 

Limestone 

1.794 

Non-command 

Limestone 

0.247 

Non-command 

Shale 

2.725 

Non-command 

Deccan Traps 

3.407 

Non-command 

Deccan Traps 

2.484 

Non-command 

Shale 

8.847 

Non-command 

Limestone 

1.172 

Non-command 

Shale 

0.006 

Non-command 

Shale 

2.437 

Non-command 

Limestone 

1.995 

Non-command 

Shale 

1.442 

Non-command 

Shale 

2.096 

Non-command 

Deccan Traps 

0.010 

Non-command 

Shale 

0.092 

Non-command 

Shale 

0.806 

Non-command 

Shale 

2.325 

Non-command 

Shale 

2.402 

Non-command 

Shale 

0.413 

Non-command 

Shale 

0.592 

Command 

Shale 

0.111 

Command 

Shale 

0.530 

Command 

Gneisses(B.G.C.) 

0.053 

Command 

Shale 

1.656 

Non-command 

Gneisses(B.G.C.) 

0.001 

Non-command 

Shale 

0.069 

Command 

Shale 

0.590 

Non-command 

Shale 

0.233 

Command 

Shale 

0.019 

Command 

Gneisses(B.G.C.) 

0.019 

Non-command 

Gneisses(B.G.C.) 

0.039 

Command 

Gneisses(B.G.C.) 

0.069 

Command 

Gneisses(B.G.C.) 

2.358 

Command 

Shale 

0.598 

Non-command 

Gneisses(B.G.C.) 

0.001 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

80,000 

70,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

70,000 

120 

70,000 

60,000 

120 

50,000 

40,000 

120 

45,000 

25,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

55,000 

120 

70,000 

60,000 

120 

70,000 

55,000 

120 

80,000 

70,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

70,000 

120 

80,000 

70,000 

120 

70,000 

60,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

80,000 

70,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

70,000 

120 

70,000 

55,000 

120 

70,000 

60,000 

120 

45,000 

25,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

55,000 

120 

70,000 

60,000 

120 

70,000 

55,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

55,000 

120 

50,000 

35,000 

120 

70,000 

55,000 

120 

50,000 

35,000 

120 

70,000 

55,000 

120 

70,000 

55,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

35,000 

120 

70,000 

55,000 

120 

50,000 

35,000 



Wells with 
Pumpset 


MCM 


(15) 


0.135 



0.007 

0.015 

0.022 

0.022 

0.053 

0.238 

0.043 

0.219 

0.007 

0.007 

0.010 

0.010 


0.033 

0.033 

0.004 

0.004 

0.106 

0.114 


0.007 

0.007 

0.040 

0.040 

0.024 

0.024 



0.005 

0.005 

0.005 

0.005 

0.181 

0.181 

0.073 

0.073 
















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



07002031 


Lohariya 


Meghpura 


Sandiya 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


1.348 Fresh 


Haripura 

0829000303551000 

1.300 

Fresh 

Jaisinghpura 

0829000503601100 

2.022 

Fresh 

Jodhpuriya 

0829000303551200 

2.739 

Fresh 

Kundaliya 

0829000303551800 

0.406 

Fresh 


0829000303549200 


3.592 Fresh 



Mewasa 

0829000503601600 

3.558 

Fresh 

Palka 

0829000503601400 

12.717 

Fresh 


Pat Kalan 

0829000303551900 

6.152 

Fresh 

Raipuriya 

0829000303551100 

1.099 

Fresh 


Rajgarh 

0829000303550500 

6.809 

Fresh 

Ratanpura 

0829000303550600 

3.703 

Fresh 

Sahara 

0829000303550800 

2.517 

Fresh 


Non-command 


Orai 


Orai 


Bassi 


Orai 


Non-command 


Orai 


Non-command 


Orai 


Bassi 


Non-command 


Orai 


Non-command 


Bassi 


Non-command 


Non-command 


Non-command 


Orai 


Orai 


Orai 


Non-command 


Orai 



0829000203543100 


4.052 Fresh 



Bassi 


Non-command 


Orai 


Bassi 


Non-command 


Orai 


Bassi 


Non-command 



Takhatpura 

0829000303551300 

0.428 

Fresh 

Torniya 

0829000303550900 

1.676 

Fresh 



Abhaypur 

0829000303552100 

0.214 

Fresh 

Achalpura 

0829000503614400 

0.814 

Fresh 

Amar Pura 

0829000503615800 

1.781 

Fresh 


Non-command 


Orai 


Bassi 


Non-command 


Orai 


Orai 


Bassi 


Non-command 


Orai 


Non-command 


Non-command 


Non-command 


Amlee Ka Khera 

0829000503602000 

1.537 

Fresh 

Arjunpura 

0829000503603500 

1.923 

Fresh 

Bageriya 

0829000503615100 

0.541 

Fresh 

Banda @ Ganeshpura 

0829000503602500 

1.515 

Fresh 

Bangera Ghata 

0829000903679300 

7.228 

Fresh 

Baori Khera 

0829000503602400 

1.021 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Shale 

0.423 

Command 

Shale 

0.840 

Command 

Shale 

1.300 

Command 

Shale 

2.013 

Command 

Shale 

2.739 

Non-command 

Shale 

0.196 

Command 

Shale 

0.118 

Non-command 

Gneisses(B.G.C.) 

0.010 

Command 

Gneisses(B.G.C.) 

0.183 

Command 

Shale 

0.663 

Non-command 

Shale 

1.662 

Command 

Shale 

0.678 

Non-command 

Shale 

0.005 

Command 

Shale 

2.822 

Non-command 

Shale 

3.817 

Non-command 

Shale 

0.441 

Non-command 

Shale 

0.110 

Command 

Shale 

0.989 

Command 

Shale 

0.107 

Command 

Shale 

1.397 

Non-command 

Shale 

0.009 

Command 

Gneisses(B.G.C.) 

0.775 

Command 

Shale 

1.003 

Command 

Gneisses(B.G.C.) 

0.357 

Non-command 

Gneisses(B.G.C.) 

0.006 

Command 

Gneisses(B.G.C.) 

0.002 

Command 

Shale 

1.809 

Non-command 

Shale 

0.121 

Command 

Shale 

1.063 

Command 

Gneisses(B.G.C.) 

0.061 

Non-command 

Gneisses(B.G.C.) 

0.100 

Non-command 

Shale 

0.000 

Command 

Gneisses(B.G.C.) 

1.273 

Command 

Shale 

0.853 

Non-command 

Shale 

0.113 

Command 

Shale 

0.640 

Command 

Shale 

3.455 

Non-command 

Shale 

0.135 

Command 

Shale 

0.639 

Command 

Shale 

0.407 

Command 

Shale 

0.026 

Non-command 

Shale 

0.131 

Command 

Shale 

1.519 

Non-command 

Shale 

0.058 

Non-command 

Shale 

0.611 

Non-command 

Bhander Sandstone 

0.771 

Non-command 

Shale 

0.911 

Non-command 

Shale 

1.533 

Non-command 

Shale 

1.875 

Non-command 

Shale 

0.541 

Non-command 

Shale 

1.476 

Non-command 

Bhander Sandstone 

0.017 

Non-command 

Shale 

0.982 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

55,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

70,000 

55,000 

120 

70,000 

55,000 

120 

70,000 

55,000 

120 

70,000 

55,000 

120 

70,000 

55,000 

120 

70,000 

55,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

50,000 

120 

60,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

70,000 

55,000 

120 

70,000 

55,000 

120 

70,000 

55,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

70,000 

55,000 

120 

50,000 

35,000 

120 

70,000 

55,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

55,000 

120 

70,000 

55,000 

120 

70,000 

55,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

55,000 

120 

80,000 

60,000 

120 

70,000 

55,000 

120 

70,000 

55,000 

120 

70,000 

55,000 

120 

70,000 

55,000 

120 

70,000 

55,000 

120 

70,000 

65,000 

120 

70,000 

55,000 



Tube Wells with 
Wells Pumpset 



0.019 

0.019 

0.005 

0.005 

0.029 

0.029 

- 

- 

0.036 

0.036 

0.038 

0.038 

0.010 

0.010 



0.067 

0.067 

0.073 

0.073 

0.005 

0.005 

0.019 

0.019 



0.034 

0.034 

0.005 

0.005 

0.014 

0.014 

0.158 

0.158 

0.005 

0.005 

0.033 

0.033 

0.086 

0.144 

0.099 

0.158 

0.079 

0.079 

0.112 

0.112 

0.271 

0.321 

0.092 

0.092 

- 

- 

0.152 

0.186 











































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Barawali 


Barkhera 


Bhadanon Ka Khera 


Bharkiya 


Bhoongariya 


Bhupat Pura 


Bihari Pura 


Bijaipur 


0829000903678500 


0829000503605400 


0829000503603600 


0829000503615300 


0829000503602600 


0829000503604200 


0829000503617100 


0829000503604400 



Bobla Kalan 

0829000503601700 

5.993 

Fresh 

Bobla Khurd 

0829000503602700 

1.340 

Fresh 

Chainpuriya 

0829000503616400 

1.557 

Fresh 

Chamanpura 

0829000503616200 

0.469 

Fresh 

Delwalgarh 

0829000303561300 

5.306 

Fresh 

Deo Doongi 

0829000503604000 

1.785 

Fresh 

Dhangliya Khera 

0829000503604500 

1.235 

Fresh 

Dolatpura 

0829000503604800 

1.028 

Fresh 

Forest Block 

0829000508299001 

54.318 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Garhwara 

0829000903678700 

1.718 

Fresh 

Garol 

0829000503602200 

1.589 

Fresh 


Non-command 


Non-command 


Ghosondi 

0829000503599600 

8.014 

Fresh 

Godi 

0829000503603700 

2.062 

Fresh 

Gopalpura 

0829000503605200 

2.708 

Fresh 

Gorsiya 

0829000503603900 

1.738 

Fresh 

Hansla 

0829000503614300 

0.967 

Fresh 

Hathi Ka Gurha 

0829000503616500 

0.994 

Fresh 

Jawasiya 

0829000503604100 

1.512 

Fresh 

Jetpura 

0829000503602100 

2.019 

Fresh 

Kalyanpura 

0829000503615200 

1.195 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kanpura 

0829000503616700 

0.672 

Fresh 

Kanwarji Ka Khera 

0829000503603400 

2.196 

Fresh 

Keljer 

0829000503602900 

3.143 

Fresh 

Kewariya 

0829000503601500 

3.267 

Fresh 

Kherach 

0829000503604300 

2.335 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kochwa 

0829000903678400 

2.460 

Fresh 

Kotri 

0829000503604900 

0.604 

Fresh 

Kushalpura 

0829000503605000 

0.444 

Fresh 


Non-command 


Non-command 


Non-command 


Lakha Ka Khera 

0829000503614500 

0.507 

Fresh 

Madhupuriya 

0829000503603800 

1.203 

Fresh 

Mahupuriya 

0829000503615600 

0.976 

Fresh 

Manak Pura 

0829000503614900 

1.184 

Fresh 

Manpuriya 

0829000503602800 

1.094 

Fresh 

Meghpura 

0829000503601300 

4.665 

Fresh 

Mewasa 

0829000503601600 

3.558 

Fresh 

Mokhampura 

0829000503616000 

0.495 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Pal 

0829000503603000 

1.735 

Fresh 

Pal Ka Khera 

0829000503603100 

10.515 

Fresh 


Non-command 


Non-command 


Type of Area Hydrogeological 

(Command / Non- Formation 

command) 


( 6 ) 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 


_ (7) 

Bhander Sandstone 

Shale 

Shale 

Bhander Sandstone 

Shale 

Shale 

Shale 

Bhander Sandstone 

Shale 

Shale 

Shale 

Shale 

Shale 

Shale 

Shale 

Bhander Sandstone 
Bhander Sandstone 
Bhander Sandstone 
Shale 

Bhander Sandstone 

Bhander Sandstone 

Shale 

Shale 

Shale 

Shale 

Shale 

Shale 

Shale 

Shale 

Shale 

Bhander Sandstone 

Shale 

Shale 

Shale 

Shale 

Shale 

Bhander Sandstone 
Shale 

Bhander Sandstone 

Bhander Sandstone 

Bhander Sandstone 

Shale 

Shale 

Shale 

Bhander Sandstone 

Shale 

Shale 

Shale 

Shale 

Bhander Sandstone 

Shale 

Shale 

Shale 


Potential 

Zone 


(PZn) 


Number 
of Tube 
Wells 


Area 


sq.km 

( 8 ) 

4.154 

0.553 

0.768 

0.868 

1.712 

0.740 

2.083 

2.561 

0.553 

3.399 

1.305 

0.055 

0.067 

0.083 

1.729 

1.235 

0.934 

9.611 

14.928 

0.768 

0.118 

1.472 

0.049 

1.948 

2.708 

1.088 

0.824 

0.994 

1.511 

1.813 

0.470 

0.637 

0.661 

1.435 

0.161 

3.182 

0.550 

1.762 

0.033 

0.604 

0.436 

0.008 

0.362 

1.198 

0.976 

1.184 

0.053 

1.661 

3.498 

0.128 

0.137 

1.734 

6.755 


(9) 


16 


_6 

7 

_2 

4 

20 

4 


2 


_4 

e_ 

9 


2 


19 

6 


3 


3_ 

3_ 

1 


2 


5 


9_ 

2_ 

4 


_2 

_3 

16 

5 


Number 
of Wells 
with 

Pumpset 


Number of 
Operational 
Days 


( 10 ) 


( 11 ) 


56 

21 

11 

11 

11 

23 

_2 

99 

11 

_9 

5 


1 


28 

11 

11 

1 

1 

_6 

1 

11 

1 

14 

11 

24 

_8 

4 

11 

_5 

11 

11 

1 

11 

_2 

_3 

_5 

11 

1 

11 

9 


11 

_9 

11 

9 


27 


120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 


Average Yield 


Tube 

Wells 

Ipd 

( 12 ) 

70,000 

70,000 

70,000 

80,000 

70,000 

70,000 

70,000 

80,000 

70,000 

70,000 

70,000 

70,000 

70,000 

60,000 

70,000 

80,000 

80,000 

80,000 

70,000 

70,000 

80,000 

70,000 

70,000 

70,000 

70,000 

70,000 

70,000 

70,000 

70,000 

70,000 

80,000 

70,000 

70,000 

70,000 

70,000 

70,000 

80,000 

70,000 

70,000 

80,000 

80,000 

70,000 

70,000 

70,000 

80,000 

70,000 

70,000 

70,000 

70,000 

80,000 

70,000 

70,000 

70,000 


Wells with 
Pumpset 
Ipd 
(13) 
65,000 
55,000 
55,000 
60,000 
55,000 
55,000 
55,000 
60,000 
55,000 
55,000 
55,000 
55,000 
55,000 
40,000 
55,000 
60,000 
60,000 
60,000 
55,000 
65,000 
60,000 
55,000 
55,000 
55,000 
55,000 
55,000 
55,000 
55,000 
55,000 
55,000 
60,000 
55,000 
55,000 
55,000 
55,000 
55,000 
60,000 
55,000 
65,000 
60,000 
60,000 
55,000 
55,000 
55,000 
60,000 
55,000 
55,000 
55,000 
55,000 
60,000 
55,000 
55,000 
55,000 


Tube 

Wells 

MCM 

(14) 

0.134 


0.058 

0.059 

0.017 

0.034 

0.192 

0.034 


0.017 


0.034 

0.058 

0.086 


0.017 


0.160 

0.050 


0.025 


0.029 

0.025 

0.059 


0.017 


0.048 


0.076 

0.017 

0.038 


0.019 

0.025 

0.134 

0.042 


Draft 


Total 

Draft 


Wells with 
Pumpset 


MCM 

(15) 

0.437 

0.139 

0.073 

0.122 

0.106 

0.152 

0.013 

0.713 

0.139 

0.059 

0.033 


MCM 

(16) 

0.571 

0.139 

0.073 

0.180 

0.165 

0.169 

0.047 

0.905 

0.173 

0.059 

0.050 


0.007 


0.007 


0.185 

0.122 

0.223 

0.007 

0.007 

0.047 

0.007 

0.079 

0.007 

0.092 

0.403 

0.158 

0.053 

0.026 

0.099 

0.033 

0.094 

0.119 

0.007 

0.145 

0.013 

0.020 

0.036 

0.099 

0.008 

0.079 

0.065 


0.219 

0.180 

0.309 

0.007 

0.007 

0.064 

0.007 

0.079 

0.007 

0.092 

0.563 

0.208 

0.053 

0.051 

0.099 

0.033 

0.123 

0.144 

0.066 

0.145 

0.030 

0.020 

0.036 

0.099 

0.008 

0.127 

0.065 


0.125 

0.059 

0.086 

0.059 


0.201 

0.076 

0.124 

0.059 


0.026 

0.058 

0.053 

0.178 

0.469 


0.026 

0.077 

0.078 

0.312 

0.511 
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Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


1.943 Fresh 



Paler 

0829000503614600 

1.923 

Fresh 

Palka 

0829000503601400 

12.717 

Fresh 

Pangarh 

0829000903678600 

4.878 

Fresh 

Pat Kalan 

0829000303551900 

6.152 

Fresh 

Patkhurd 

0829000303552000 

3.034 

Fresh 

Pema Ka Khera 

0829000503616600 

0.970 

Fresh 

Phusariya 

0829000503601900 

1.513 

Fresh 

Rajpuriya 

0829000503602300 

1.709 

Fresh 

Rawat Ka Talab 

0829000503615700 

2.697 

Fresh 

Rughnathpura 

0829000503614200 

0.762 

Fresh 

Sadi 

0829000503605300 

3.235 

Fresh 

Sangrampura 

0829000503599500 

3.642 

Fresh 

Sankera 

0829000503617000 

1.369 

Fresh 

Semaliya 

0829000503615000 

1.067 

Fresh 

Suratpura 

0829000503616100 

0.640 

Fresh 

Suratsingh Ka Khera 

0829000503601800 

2.788 

Fresh 

Undri 

0829000503605100 

1.820 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


07002032 


Abhaypur 

0829000303552100 

0.214 

Fresh 

Amba 

0829000303561100 

1.229 

Fresh 


Non-command 


Non-command 


Amjhariya 

0829000303552400 

4.315 

Fresh 

Anoppura 

0829000903678300 

1.003 

Fresh 

Bagatpura @ Karma Ka Kher 

0829000503615400 

0.796 

Fresh 

Bangera Ghata 

0829000903679300 

7.228 

Fresh 

Barawali 

0829000903678500 

6.682 

Fresh 

Bharkiya 

0829000503615300 

0.888 

Fresh 

Bordi 

0829000903678800 

1.031 

Fresh 

Deeppura 

0829000903678900 

1.007 

Fresh 

Delwalgarh 

0829000303561300 

5.306 

Fresh 

Eklingpura 

0829000903678200 

6.476 

Fresh 

Forest Block 

0829000508299001 

54.318 

Fresh 

Garhwara 

0829000903678700 

1.718 

Fresh 

Ghatatop 

0829000903679000 

1.094 

Fresh 

Gujar Kheri 

0829000903679200 

1.507 

Fresh 

Guner 

0829000503615500 

1.044 

Fresh 

Jawadiya Joona 

0829000303561500 

2.189 

Fresh 

Jawadiyanaya 

0829000303560700 

0.963 

Fresh 

Jetpura 

0829000503602100 

2.019 

Fresh 

Kanera 

0829000903679700 

12.164 

Fresh 

Kewariya 

0829000503601500 

3.267 

Fresh 

Kheta Khera 

0829000503604600 

0.720 

Fresh 

Kochwa 

0829000903678400 

2.460 

Fresh 

Mahesara 

0829000303552500 

22.860 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Manohar Kheri 

0829000903679100 

2.398 

Fresh 

Pat Kalan 

0829000303551900 

6.152 

Fresh 

Patkhurd 

0829000303552000 

3.034 

Fresh 

Phusariya 

0829000503601900 

1.513 

Fresh 

Pratappura 

0829000903679800 

1.078 

Fresh 

Rampuriya 

0829000303552300 

0.946 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bhander Sandstone 

1.002 

Non-command 

Shale 

0.697 

Non-command 

Shale 

1.923 

Non-command 

Shale 

2.650 

Non-command 

Bhander Sandstone 

4.870 

Non-command 

Shale 

0.798 

Non-command 

Shale 

0.098 

Non-command 

Shale 

0.970 

Non-command 

Shale 

1.131 

Non-command 

Shale 

1.650 

Non-command 

Bhander Sandstone 

2.424 

Non-command 

Shale 

0.629 

Non-command 

Shale 

2.484 

Non-command 

Shale 

0.000 

Non-command 

Shale 

1.369 

Non-command 

Shale 

1.067 

Non-command 

Shale 

0.583 

Non-command 

Shale 

2.762 

Non-command 

Bhander Sandstone 

0.193 

Non-command 

Shale 

1.563 

Non-command 

Shale 

0.157 

Non-command 

Bhander Sandstone 

0.315 

Non-command 

Shale 

0.593 

Non-command 

Shale 

3.498 

Non-command 

Bhander Sandstone 

1.003 

Non-command 

Bhander Sandstone 

0.794 

Non-command 

Bhander Sandstone 

7.005 

Non-command 

Bhander Sandstone 

2.528 

Non-command 

Bhander Sandstone 

0.014 

Non-command 

Bhander Sandstone 

1.031 

Non-command 

Bhander Sandstone 

1.007 

Non-command 

Shale 

2.683 

Non-command 

Bhander Sandstone 

0.918 

Non-command 

Bhander Sandstone 

7.014 

Non-command 

Bhander Sandstone 

0.949 

Non-command 

Bhander Sandstone 

1.094 

Non-command 

Bhander Sandstone 

1.507 

Non-command 

Bhander Sandstone 

1.044 

Non-command 

Shale 

0.028 

Non-command 

Shale 

0.057 

Non-command 

Shale 

0.082 

Non-command 

Bhander Sandstone 

0.570 

Non-command 

Shale 

0.079 

Non-command 

Bhander Sandstone 

0.699 

Non-command 

Bhander Sandstone 

2.373 

Non-command 

Bhander Sandstone 

0.272 

Non-command 

Shale 

8.265 

Non-command 

Bhander Sandstone 

2.392 

Non-command 

Shale 

3.929 

Non-command 

Shale 

2.765 

Non-command 

Shale 

0.149 

Non-command 

Bhander Sandstone 

0.001 

Non-command 

Shale 

0.604 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

80,000 

60,000 

120 

70,000 

55,000 

120 

70,000 

55,000 

120 

70,000 

55,000 

120 

70,000 

65,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

55,000 

120 

70,000 

55,000 

120 

70,000 

55,000 

120 

80,000 

60,000 

120 

70,000 

55,000 

120 

70,000 

55,000 

120 

70,000 

55,000 

120 

70,000 

55,000 

120 

70,000 

55,000 

120 

70,000 

55,000 

120 

70,000 

55,000 

120 

80,000 

60,000 

120 

70,000 

55,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

65,000 

120 

80,000 

60,000 

120 

70,000 

65,000 

120 

70,000 

65,000 

120 

80,000 

60,000 

120 

70,000 

65,000 

120 

70,000 

65,000 

120 

60,000 

40,000 

120 

70,000 

65,000 

120 

80,000 

60,000 

120 

70,000 

65,000 

120 

70,000 

65,000 

120 

70,000 

65,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

55,000 

120 

70,000 

65,000 

120 

70,000 

55,000 

120 

80,000 

60,000 

120 

70,000 

65,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

65,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

55,000 

120 

70,000 

65,000 

120 

60,000 

40,000 



Tube Wells with 
Wells Pumpset 





MCM 

MCM 

(15) 

(16) 

0.137 

0.271 

0.086 

0.170 

0.614 

0.782 

- 

0.017 

0.055 

0.055 

0.005 

0.005 

- 

- | 

0.079 

0.121 

0.046 

0.054 

0.106 

0.106 

0.302 

0.360 

0.040 

0.040 

0.429 

0.647 


0.007 

0.083 

0.046 

0.088 

0.059 

0.109 

0.079 

0.079 

0.029 

0.039 

0.185 

0.269 

0.010 

0.010 



0.086 

0.128 

0.115 

0.115 

0.663 

0.881 

0.265 

0.341 


0.016 

0.016 

0.062 

0.129 



0.055 

0.080 

0.062 

0.104 

0.156 

0.223 

0.086 

0.086 



0.108 

0.127 

0.842 

1.052 

0.005 

0.005 

0.125 

0.132 

0.195 

0.237 

0.014 

0.014 

0.034 

0.034 

0.007 

0.007 












































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Rasya Magri 

0829000503604700 

2.037 

Fresh 

Salariya 

0829000303552200 

0.583 

Fresh 

Semlader 

0829000303561400 

3.323 

Fresh 

Taleti 

0829000303561200 

3.578 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


07002033 


Achalpura 

0829000803654400 

0.718 

Fresh 

Agoriya 

0829000803657500 

0.565 

Fresh 

Akola Kalan 

0829000803659800 

4.597 

Fresh 


Non-command 


Non-command 


Non-command 


Akola Khurd 

0829000803660000 

7.803 

Fresh 

Akya 

0829000803656200 

3.875 

Fresh 


Alsigarh 


Amarpura 


Non-command 


Non-command 




0829000903666400 

2.931 

Fresh 

0829000803653400 

3.268 

Fresh 

0829000803657300 

1.292 

Fresh 

0829000803654500 

4.066 

Fresh 


Arnoda 

0829000803655500 

1.224 

Fresh 

Azampura 

0829000703638800 

1.907 

Fresh 

Badli Ki Dhani 

0829000803657800 

0.314 

Fresh 

Bagund 

0829000803653800 

5.236 

Fresh 

Baliyon Ki Dhani 

0829000803657700 

0.167 

Fresh 

Bansen 

0829000803654200 

8.813 

Fresh 



Bhadesar 

0829000803657400 

4.348 

Fresh 

Bhadsora 

0829000803651600 

11.334 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Wagon Project 


Non-command 


Wagon Project 


Non-command 


Non-command 



Bhaonath Ki Kheri 

0829000803658400 

0.927 

Fresh 

Bhatoli Goojran 

0829000703638600 

6.583 

Fresh 


Non-command 


Non-command 


Bheela Khera 

0829000703639200 

1.239 

Fresh 

Bhoot-Khera 

0829000703638500 

7.634 

Fresh 

Bhootya Kalan 

0829000803654300 

3.656 

Fresh 



Bihari Pura 

0829000703638700 

3.835 

Fresh 

Buddhpura 

0829000803652900 

2.315 

Fresh 

Chaktiya 

0829000703638000 

2.230 

Fresh 

Chanpa Kheri 

0829000803655600 

2.139 

Fresh 


Daulatpura 


0829000703640900 

1.647 

Fresh 

0829000803653600 

2.310 

Fresh 


Non-command 


Non-command 


Non-command 


Wagon Project 


Non-command 


Wagon Project 


Non-command 


Non-command 


Non-command 


Non-command 


Wagon Project 


Non-command 


Non-command 



Delwas 


0829000803649300 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bhander Sandstone 

1.783 

Non-command 

Shale 

0.583 

Non-command 

Shale 

3.202 

Non-command 

Bhander Sandstone 

0.005 

Non-command 

Shale 

1.315 

Non-command 

Gneisses(B.G.C.) 

0.717 

Non-command 

Gneisses(B.G.C.) 

0.565 

Non-command 

Gneisses(B.G.C.) 

0.006 

Non-command 

Phyllite & Schist 

4.000 

Non-command 

Phyllite & Schist 

0.432 

Non-command 

Gneisses(B.G.C.) 

0.136 

Non-command 

Phyllite & Schist 

1.680 

Command 

Gneisses(B.G.C.) 

0.700 

Command 

Phyllite & Schist 

1.111 

Non-command 

Shale 

0.705 

Non-command 

Phyllite & Schist 

3.268 

Non-command 

Gneisses(B.G.C.) 

1.288 

Non-command 

Gneisses(B.G.C.) 

1.738 

Non-command 

Shale 

2.185 

Non-command 

Gneisses(B.G.C.) 

1.110 

Non-command 

Phyllite & Schist 

1.907 

Non-command 

Gneisses(B.G.C.) 

0.314 

Non-command 

Gneisses(B.G.C.) 

5.236 

Non-command 

Gneisses(B.G.C.) 

0.167 

Non-command 

Gneisses(B.G.C.) 

8.721 

Command 

Gneisses(B.G.C.) 

0.092 

Non-command 

Gneisses(B.G.C.) 

2.817 

Command 

Gneisses(B.G.C.) 

0.215 

Non-command 

Gneisses(B.G.C.) 

3.997 

Non-command 

Gneisses(B.G.C.) 

4.638 

Non-command 

Phyllite & Schist 

3.891 

Non-command 

Phyllite & Schist 

0.224 

Command 

Phyllite & Schist 

0.611 

Non-command 

Gneisses(B.G.C.) 

0.824 

Non-command 

Shale 

0.098 

Non-command 

Shale 

0.927 

Non-command 

Gneisses(B.G.C.) 

0.714 

Non-command 

Phyllite & Schist 

2.888 

Non-command 

Phyllite & Schist 

0.269 

Non-command 

Phyllite & Schist 

7.634 

Non-command 

Gneisses(B.G.C.) 

1.296 

Command 

Gneisses(B.G.C.) 

2.360 

Non-command 

Gneisses(B.G.C.) 

3.113 

Command 

Gneisses(B.G.C.) 

0.025 

Non-command 

Phyllite & Schist 

3.835 

Non-command 

Phyllite & Schist 

0.833 

Non-command 

Phyllite & Schist 

0.065 

Non-command 

Gneisses(B.G.C.) 

1.681 

Command 

Gneisses(B.G.C.) 

0.364 

Non-command 

Phyllite & Schist 

0.825 

Non-command 

Gneisses(B.G.C.) 

1.430 

Non-command 

Phyllite & Schist 

0.880 

Non-command 

Gneisses(B.G.C.) 

2.025 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

70,000 

60,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

35,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

35,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.101 




0.038 

0.096 

0.068 

0.110 

0.047 

0.053 

0.061 

0.067 

0.068 

0.140 

0.025 

0.039 

0.022 

0.052 

0.230 

0.302 

0.040 

0.124 

0.540 

0.600 

0.007 

0.007 

0.076 

0.118 

0.007 

0.007 

0.410 

0.536 

0.191 

0.401 

0.211 

0.420 

0.010 

0.017 

0.024 

0.038 

0.151 

0.283 

0.018 

0.036 

0.083 

0.281 

0.025 

0.032 

0.101 

0.144 

0.034 

0.041 

0.164 

0.193 

0.040 

0.052 

0.076 

0.100 

0.133 

0.163 

- 

- 

0.139 

0.197 

0.043 

0.050 

0.004 

0.004 

0.058 

0.094 

0.011 

0.017 

0.017 

0.031 

0.065 

0.077 

0.053 

0.067 

0.043 

0.049 





































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Deora Peepli 

0829000803655900 

2.315 

Fresh 

Deva Khera 

0829000803651100 

1.803 

Fresh 

Dhanet 

0829000803656800 

4.615 

Fresh 


Type of Area (Command / N< 
command) 


Dharol 

0829000803650500 

2.463 

Fresh 

Dheerji Ka Khera 

0829000803655200 

1.152 

Fresh 

Dhuwaliyon Ki Dhani 

0829000803657900 

0.242 

Fresh 

Gadariya Was 

0829000803651700 

6.283 

Fresh 

Gadariyon Ki Dhan 

0829000803658700 

1.592 

Fresh 

Ganga Gurha 

0829000803657200 

1.215 

Fresh 

Gantheri 

0829000803655700 

4.567 

Fresh 


Geeda Khera 

0829000803656600 

3.577 

Fresh 

Ghati 

0829000803658800 

0.543 

Fresh 

Ghora-Khera 

0829000703638400 

6.109 

Fresh 

Godariyawas 

0829000703639300 

4.264 

Fresh 

Gopalpura 

0829000803653100 

2.914 

Fresh 

Gopi Ka Khera 

0829000803659100 

1.558 

Fresh 


Wagon Project 


Non-command 


Non-command 


Wagon Project 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Wagon Project 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Gulabji Ka Gurha 

0829000803658100 

0.817 

Fresh 

Guman Ji Ka Gurha 

0829000803658200 

0.884 

Fresh 

Gurha 

0829000803653900 

1.611 

Fresh 

Hajya Kheri 

0829000803650800 

3.213 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Hati Pura 

0829000803654600 

1.012 

Fresh 

Hoda 

0829000803649700 

1.183 

Fresh 

Ibrahim Ganj 

0829000803650400 

2.148 

Fresh 

Jaipura 

0829000603630100 

4.995 

Fresh 

Jaitpura Khurd 

0829000803649400 

2.166 

Fresh 

Jawan Pura 

0829000803649200 

1.926 

Fresh 

Jeeta Was 

0829000803657100 

2.288 

Fresh 

Jharsadri 

0829000903670800 

2.471 

Fresh 

Kaharon Ki Dhani 

0829000803657600 

0.487 

Fresh 

Kannoj 

0829000803654700 

13.981 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kannojiya 

0829000803655100 

1.628 

Fresh 

Karoli 

0829000803659900 

4.569 

Fresh 


Non-command 


Non-command 


Kasya Khurd 

0829000803651400 

3.292 

Fresh 

Kesar Pura 

0829000803655000 

1.711 

Fresh 


Non-command 


Non-command 


Keshar Kheri 

0829000803653300 

4.095 

Fresh 

Khokhariya Kheri 

0829000803652500 

5.792 

Fresh 


Non-command 


Non-command 


Koshithal 


0829000803656000 


3.026 Fresh 


Kuretha 

0829000803656400 

5.414 

Fresh 

Lachami Pura 

0829000803655800 

4.197 

Fresh 


Lader 

0829000803655300 

1.181 

Fresh 

Lakhmipura 

0829000703641000 

2.873 

Fresh 

Lasrawan 

0829000903670600 

13.149 

Fresh 

Leswa 

0829000803651200 

3.495 

Fresh 


Non-command 


Wagon Project 


Non-command 


Non-command 


Wagon Project 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Gneisses(B.G.C.) 

2.256 

Non-command 

Gneisses(B.G.C.) 

1.803 

Non-command 

Phyllite & Schist 

1.694 

Command 

Phyllite & Schist 

1.483 

Non-command 

Shale 

2.463 

Non-command 

Gneisses(B.G.C.) 

1.147 

Non-command 

Gneisses(B.G.C.) 

0.242 

Non-command 

Gneisses(B.G.C.) 

2.827 

Non-command 

Gneisses(B.G.C.) 

1.426 

Non-command 

Gneisses(B.G.C.) 

1.215 

Non-command 

Gneisses(B.G.C.) 

0.001 

Command 

Gneisses(B.G.C.) 

1.944 

Non-command 

Phyllite & Schist 

3.577 

Non-command 

Gneisses(B.G.C.) 

0.106 

Non-command 

Phyllite & Schist 

6.109 

Non-command 

Phyllite & Schist 

4.240 

Non-command 

Phyllite & Schist 

2.416 

Non-command 

Gneisses(B.G.C.) 

0.122 

Non-command 

Shale 

0.011 

Non-command 

Gneisses(B.G.C.) 

0.817 

Non-command 

Gneisses(B.G.C.) 

0.883 

Non-command 

Gneisses(B.G.C.) 

1.611 

Non-command 

Gneisses(B.G.C.) 

2.948 

Non-command 

Shale 

0.265 

Non-command 

Shale 

0.002 

Non-command 

Shale 

1.154 

Non-command 

Shale 

0.348 

Non-command 

Gneisses(B.G.C.) 

1.338 

Non-command 

Shale 

2.166 

Non-command 

Gneisses(B.G.C.) 

0.517 

Non-command 

Gneisses(B.G.C.) 

0.596 

Non-command 

Shale 

0.818 

Non-command 

Gneisses(B.G.C.) 

0.487 

Non-command 

Gneisses(B.G.C.) 

0.254 

Non-command 

Shale 

1.825 

Non-command 

Gneisses(B.G.C.) 

1.587 

Non-command 

Gneisses(B.G.C.) 

0.270 

Non-command 

Phyllite & Schist 

4.062 

Non-command 

Gneisses(B.G.C.) 

0.257 

Non-command 

Gneisses(B.G.C.) 

1.127 

Non-command 

Shale 

0.279 

Non-command 

Phyllite & Schist 

4.095 

Non-command 

Gneisses(B.G.C.) 

0.005 

Non-command 

Phyllite & Schist 

0.008 

Non-command 

Gneisses(B.G.C.) 

0.003 

Command 

Gneisses(B.G.C.) 

1.738 

Non-command 

Phyllite & Schist 

5.414 

Non-command 

Gneisses(B.G.C.) 

0.159 

Command 

Gneisses(B.G.C.) 

3.872 

Non-command 

Gneisses(B.G.C.) 

1.155 

Non-command 

Phyllite & Schist 

2.485 

Non-command 

Shale 

0.128 

Non-command 

Gneisses(B.G.C.) 

2.660 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

60,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

35,000 

120 

70,000 

60,000 

120 

50,000 

30,000 



0.083 

0.113 

0.025 

0.043 

0.061 

0.091 

0.083 

0.095 

0.007 

0.007 


0.176 

0.224 

0.011 

0.017 

0.029 

0.036 

0.014 

0.014 

0.007 

0.013 

0.025 

0.037 

0.122 

0.164 

0.018 

0.030 

0.014 

0.020 

0.094 

0.148 

0.058 

0.106 

0.011 

0.011 

0.197 

0.247 

0.007 

0.013 

0.072 

0.126 

0.018 

0.030 

0.125 

0.204 



0.018 

0.120 

0.322 

0.329 

0.007 

0.007 

0.137 

0.173 

0.065 

0.101 

0.071 

0.093 

0.014 

0.014 

0.133 

0.211 

































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Madanpura 

0829000803654000 

3.144 

Fresh 

Mandphiya 

0829000803656500 

4.778 

Fresh 

Mangalwar 

0829000703639400 

16.716 

Fresh 

Maora 

0829000803656300 

2.963 

Fresh 

Mircha Kheri 

0829000703640700 

1.984 

Fresh 

Mokham Pura 

0829000803651500 

1.944 

Fresh 

Mokhampura 

0829000803653000 

1.833 

Fresh 

Morwan 

0829000703639100 

9.925 

Fresh 

Murliya 

0829000803648900 

5.088 

Fresh 

Nada-Khera 

0829000703638300 

5.671 

Fresh 

Nahargarh 

0829000803650600 

6.218 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Nangpura 

0829000703638900 

2.429 

Fresh 

Narbadiya 

0829000803653700 

5.317 

Fresh 

Nardhari 

0829000803654100 

2.667 

Fresh 

Nawa Khera 

0829000703638100 

1.314 

Fresh 

Neemgaon 

0829000703641100 

6.041 

Fresh 

Oda 

0829000803661000 

0.867 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Padampura 

0829000703640800 

2.228 

Fresh 

Pal-Kheri 

0829000703639000 

1.884 

Fresh 

Palod 

0829000703642700 

16.305 

Fresh 

Palri 

0829000903666500 

4.673 

Fresh 

Parliya 

0829000803651000 

7.971 

Fresh 

Peepalwas 

0829000803650900 

9.272 

Fresh 

Peepli Ka Gurha 

0829000803658500 

2.893 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Radai Khera 


0829000803659700 


3.367 Fresh 


Rama Khera 

0829000703638200 

2.415 

Fresh 

Sagwariya 

0829000803649600 

5.267 

Fresh 


Non-command 


Wagon Project 


Non-command 


Non-command 


Sand 

0829000903666300 

8.394 

Fresh 

Sankhlon Ki Dhani 

0829000803658000 

4.827 

Fresh 


Non-command 


Non-command 


Sarlai 

0829000803649800 

2.219 

Fresh 

Segwa 

0829000803656700 

4.364 

Fresh 


Shivpura 

0829000803660800 

1.242 

Fresh 

Sohan Khera 

0829000803653500 

4.732 

Fresh 


Sukhwara 


Surajpura 


Udpura 


Non-command 


Non-command 


Wagon Project 


Non-command 


Non-command 



0829000803650300 

4.082 

Fresh 

0829000803653200 

1.314 

Fresh 

0829000803656100 

9.457 

Fresh 


Non-command 


Non-command 


Non-command 



0829000803658600 


1.011 Fresh 


Wagon Project 


Non-command 


07002034 


Achalpura 

0829001103701300 

1.574 

Fresh 

Akola Kalan 

0829000803659800 

4.597 

Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

3.144 

Non-command 

Phyllite & Schist 

4.778 

Non-command 

Phyllite & Schist 

1.835 

Non-command 

Phyllite & Schist 

2.963 

Non-command 

Phyllite & Schist 

0.718 

Non-command 

Gneisses(B.G.C.) 

1.520 

Non-command 

Phyllite & Schist 

0.352 

Non-command 

Phyllite & Schist 

7.271 

Non-command 

Gneisses(B.G.C.) 

2.437 

Non-command 

Phyllite & Schist 

5.671 

Non-command 

Gneisses(B.G.C.) 

1.504 

Non-command 

Shale 

4.552 

Non-command 

Phyllite & Schist 

2.429 

Non-command 

Gneisses(B.G.C.) 

5.317 

Non-command 

Gneisses(B.G.C.) 

2.667 

Non-command 

Phyllite & Schist 

1.130 

Non-command 

Phyllite & Schist 

0.290 

Non-command 

Gneisses(B.G.C.) 

0.033 

Non-command 

Shale 

0.834 

Non-command 

Phyllite & Schist 

0.673 

Non-command 

Phyllite & Schist 

0.150 

Non-command 

Phyllite & Schist 

0.013 

Non-command 

Shale 

0.406 

Non-command 

Gneisses(B.G.C.) 

7.971 

Non-command 

Gneisses(B.G.C.) 

8.908 

Non-command 

Gneisses(B.G.C.) 

0.171 

Non-command 

Shale 

1.743 

Non-command 

Phyllite & Schist 

1.753 

Command 

Phyllite & Schist 

0.019 

Non-command 

Phyllite & Schist 

2.351 

Non-command 

Gneisses(B.G.C.) 

0.069 

Non-command 

Shale 

0.445 

Non-command 

Shale 

0.340 

Non-command 

Gneisses(B.G.C.) 

3.333 

Non-command 

Shale 

0.998 

Non-command 

Shale 

0.254 

Non-command 

Phyllite & Schist 

4.175 

Command 

Phyllite & Schist 

0.005 

Non-command 

Shale 

0.060 

Non-command 

Gneisses(B.G.C.) 

0.423 

Non-command 

Phyllite & Schist 

4.309 

Non-command 

Gneisses(B.G.C.) 

0.184 

Non-command 

Phyllite & Schist 

2.137 

Non-command 

Shale 

2.691 

Non-command 

Phyllite & Schist 

1.082 

Non-command 

Gneisses(B.G.C.) 

5.664 

Non-command 

Phyllite & Schist 

3.080 

Command 

Gneisses(B.G.C.) 

0.713 

Non-command 

Gneisses(B.G.C.) 

0.016 

Non-command 

Shale 

0.013 

Non-command 

Phyllite & Schist 

1.291 

Non-command 

Gneisses(B.G.C.) 

0.471 

Non-command 

Phyllite & Schist 

0.120 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

50,000 

30,000 

120 

60,000 

35,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

35,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

70,000 

60,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

60,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

60,000 

40,000 


Wells with 


MCM 

MCM 

(15) 

(16) 

0.122 

0.188 

0.504 

0.756 

0.084 

0.098 

0.120 

0.142 

0.021 

0.035 

0.083 

0.119 

0.005 

0.005 

0.315 

0.401 

0.083 

0.101 

0.185 

0.235 

0.076 

0.100 

0.223 

0.295 

0.164 

0.178 

0.194 

0.242 

0.090 

0.090 

0.013 

0.013 

0.008 

0.008 

- 

- 

0.014 

0.056 

0.034 

0.048 

0.008 

0.008 

- 

- 

0.007 

0.015 

0.266 

0.356 

0.414 

0.474 

0.004 

0.004 

0.022 

0.046 

0.101 

0.123 


0.004 

0.004 

0.022 

0.022 

0.018 

0.048 

0.007 

0.013 

0.011 

0.017 

0.130 

0.224 


0.011 

0.017 

0.173 

0.209 

0.008 

0.015 

0.118 

0.168 

0.191 

0.287 

0.053 

0.125 

0.022 

0.034 

0.014 

0.021 

0.004 

0.004 

0.004 

0.004 

- 

- 

0.058 

0.173 

0.036 

0.048 

0.014 

0.021 







































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


7.803 Fresh Non-command 



Akyan 

0829001103697900 

1.867 

Fresh 

Ala Kheri 

0829000703645900 

2.506 

Fresh 



Ameerpura 

0829000803661600 

0.722 

Fresh 

Anandpura 

0829000703645700 

2.123 

Fresh 



Arned 

0829000703640300 

10.612 

Fresh 

Asawara 

0829000803661200 

6.487 

Fresh 



Balika Khera @ Bhabaka Kh 

0829001103700100 

1.934 

Fresh 

Balnath Khera 

0829000803663500 

2.204 

Fresh 

Baman Kheri 

0829000803664200 

2.722 

Fresh 


Non-command 


Non-command 


Wagon Project 


Wagon Project 


Non-command 


Non-command 


Wagon Project 


Non-command 


Non-command 


Wagon Project 


Non-command 


Wagon Project 


Non-command 


Non-command 


Non-command 


Bambora 

0829001003685100 

6.402 

Fresh 

Bambori 

0829001003681400 

18.931 

Fresh 


Non-command 


Non-command 


Bankiya 

0829001103698100 

1.946 

Fresh 

Barkhera 

0829000803661700 

4.342 

Fresh 


Bhatoli 


Non-command 


Non-command 


Wagon Project 



Barwara 

0829000903676100 

4.115 

Fresh 

Beelri 

0829000803662800 

3.171 

Fresh 

Begamaniya 

0829000803658900 

0.680 

Fresh 

Benipuri Kalan 

0829000903675800 

2.458 

Fresh 

Benipuri Khurd 

0829000903675700 

4.632 

Fresh 

Bhadesar 

0829000803657400 

4.348 

Fresh 

Bhagal 

0829000803659500 

1.132 

Fresh 




0829000903675300 

1.688 

Fresh 

0829001103698000 

2.131 

Fresh 

0829000903675500 

6.101 

Fresh 


0829001103698700 


Non-command 


Wagon Project 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Wagon Project 


Non-command 


Non-command 


Non-command 



Bhalot 

0829000803663800 

2.073 

Fresh 

Bhanooja 

0829001103697200 

8.820 

Fresh 


10.053 Fresh 


Non-command 


Non-command 


Wagon Project 


Non-command 



Wagon Project 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

1.190 

Non-command 

Phyllite & Schist 

1.713 

Non-command 

Shale 

0.010 

Command 

Gneisses(B.G.C.) 

3.304 

Command 

Phyllite & Schist 

0.695 

Command 

Shale 

0.460 

Command 

Gneisses(B.G.C.) 

0.128 

Command 

Phyllite & Schist 

0.120 

Non-command 

Gneisses(B.G.C.) 

1.867 

Non-command 

Phyllite & Schist 

0.807 

Command 

Phyllite & Schist 

1.699 

Command 

Gneisses(B.G.C.) 

0.082 

Command 

Phyllite & Schist 

5.951 

Non-command 

Shale 

0.722 

Non-command 

Phyllite & Schist 

1.785 

Command 

Phyllite & Schist 

0.338 

Non-command 

Gneisses(B.G.C.) 

0.221 

Non-command 

Shale 

6.131 

Command 

Shale 

0.332 

Non-command 

Gneisses(B.G.C.) 

0.847 

Command 

Gneisses(B.G.C.) 

1.167 

Non-command 

Gneisses(B.G.C.) 

1.357 

Non-command 

Shale 

0.122 

Non-command 

Limestone 

2.093 

Non-command 

Shale 

0.628 

Non-command 

Shale 

0.230 

Non-command 

Limestone 

5.914 

Non-command 

Shale 

2.506 

Non-command 

Gneisses(B.G.C.) 

1.946 

Non-command 

Shale 

0.067 

Command 

Gneisses(B.G.C.) 

0.250 

Command 

Shale 

4.025 

Non-command 

Shale 

0.249 

Command 

Shale 

3.171 

Non-command 

Gneisses(B.G.C.) 

0.680 

Non-command 

Shale 

2.458 

Non-command 

Shale 

4.553 

Non-command 

Gneisses(B.G.C.) 

0.001 

Non-command 

Phyllite & Schist 

0.010 

Command 

Phyllite & Schist 

0.287 

Non-command 

Gneisses(B.G.C.) 

1.688 

Non-command 

Gneisses(B.G.C.) 

2.131 

Non-command 

Gneisses(B.G.C.) 

1.451 

Non-command 

Limestone 

4.649 

Non-command 

Shale 

0.000 

Non-command 

Gneisses(B.G.C.) 

0.039 

Non-command 

Phyllite & Schist 

1.631 

Non-command 

Shale 

2.073 

Non-command 

Gneisses(B.G.C.) 

8.547 

Command 

Gneisses(B.G.C.) 

0.273 

Non-command 

Gneisses(B.G.C.) 

5.671 

Non-command 

Phyllite & Schist 

3.384 

Command 

Phyllite & Schist 

0.998 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

50,000 

30,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

45,000 

25,000 

120 

50,000 

40,000 

120 

45,000 

25,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

60,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

90,000 

40,000 

120 

60,000 

40,000 

120 

90,000 

40,000 

120 

80,000 

70,000 

120 

70,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.029 


0.053 
































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 


Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Bhatoli Bagariyan 

0829000703642200 

5.327 

Fresh 



Borkhera 


Chainpuriya 


Chanpa Kheri 


Charanon Ka Khera 


Chatra Ka Khera 


Daulatpura 



0829000703638600 


Wagon Project 


6.583 Fresh Non-command 



Bheemlod 

0829000803662100 

4.947 

Fresh 

Biloda 

0829000703640500 

13.053 

Fresh 



0829001103703400 


0829001103700000 


0829000803655600 


0829001103699000 


1.635 Fresh 


6.190 Fresh 


2.139 Fresh 


1.568 Fresh 


Charliya 

0829000803659600 

1.578 

Fresh 

Charpotiya 

0829000803659300 

1.547 

Fresh 


0829000803659000 


1.224 Fresh 



Non-command 


Non-command 


Non-command 


Wagon Project 


Non-command 


Wagon Project 


Wagon Project 


Wagon Project 


Non-command 


Wagon Project 



Chitoriya 

0829001103700200 

3.061 

Fresh 

Choona Khera 

0829000803662600 

0.821 

Fresh 


Dalpura 

0829001103701100 

1.190 

Fresh 

Daluka Khera @ Vijaypur 

0829000903675900 

0.807 

Fresh 

Daulat Pura 

0829000803661300 

1.269 

Fresh 


0829000703640900 

1.647 

Fresh 

0829000703642500 

3.733 

Fresh 


Non-command 


Wagon Project 


Non-command 


Non-command 


Wagon Project 


Non-command 


Non-command 


Wagon Project 


Non-command 


Non-command 



Deora Peepli 

0829000803655900 

2.315 

Fresh 

Deori 

0829001103697300 

2.852 

Fresh 

Deva Khera 

0829000703642100 

1.742 

Fresh 


Dewal Kheri 

0829000803663700 

2.396 

Fresh 

Dhanet 

0829000803656800 

4.615 

Fresh 

Dhoriya 

0829000903671200 

4.742 

Fresh 

Doongla 

0829000703645000 

13.971 

Fresh 

Durjanji Ka Khera 

0829000803663600 

1.324 

Fresh 

Fatehpura 

0829000803660100 

2.491 

Fresh 


Wagon Project 


Wagon Project 


Non-command 


Wagon Project 


Non-command 


Wagon Project 


Non-command 


Non-command 


Non-command 


Non-command 


Wagon Project 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

2.679 

Non-command 

Phyllite & Schist 

1.946 

Command 

Gneisses(B.G.C.) 

0.702 

Non-command 

Gneisses(B.G.C.) 

2.869 

Non-command 

Phyllite & Schist 

0.112 

Command 

Gneisses(B.G.C.) 

4.947 

Non-command 

Gneisses(B.G.C.) 

6.584 

Non-command 

Phyllite & Schist 

2.465 

Non-command 

Gneisses(B.G.C.) 

4.574 

Non-command 

Limestone 

3.969 

Non-command 

Shale 

2.021 

Non-command 

Gneisses(B.G.C.) 

0.028 

Non-command 

Phyllite & Schist 

0.002 

Non-command 

Gneisses(B.G.C.) 

2.992 

Non-command 

Shale 

3.198 

Non-command 

Gneisses(B.G.C.) 

0.058 

Command 

Gneisses(B.G.C.) 

0.036 

Non-command 

Phyllite & Schist 

1.498 

Command 

Phyllite & Schist 

0.070 

Command 

Phyllite & Schist 

1.578 

Command 

Phyllite & Schist 

1.497 

Command 

Shale 

0.050 

Non-command 

Gneisses(B.G.C.) 

0.580 

Non-command 

Shale 

0.487 

Command 

Gneisses(B.G.C.) 

0.023 

Command 

Phyllite & Schist 

0.028 

Command 

Shale 

0.106 

Non-command 

Gneisses(B.G.C.) 

2.022 

Command 

Gneisses(B.G.C.) 

7.469 

Non-command 

Gneisses(B.G.C.) 

3.061 

Non-command 

Shale 

0.578 

Command 

Shale 

0.244 

Non-command 

Phyllite & Schist 

0.169 

Non-command 

Shale 

0.520 

Command 

Phyllite & Schist 

0.710 

Command 

Shale 

0.559 

Non-command 

Phyllite & Schist 

0.823 

Non-command 

Gneisses(B.G.C.) 

0.004 

Non-command 

Phyllite & Schist 

3.728 

Non-command 

Gneisses(B.G.C.) 

0.648 

Non-command 

Phyllite & Schist 

4.984 

Command 

Gneisses(B.G.C.) 

0.059 

Command 

Gneisses(B.G.C.) 

2.852 

Non-command 

Gneisses(B.G.C.) 

1.703 

Command 

Gneisses(B.G.C.) 

0.039 

Non-command 

Shale 

2.396 

Command 

Phyllite & Schist 

1.437 

Non-command 

Shale 

2.546 

Non-command 

Gneisses(B.G.C.) 

1.083 

Non-command 

Shale 

0.486 

Non-command 

Shale 

0.066 

Command 

Phyllite & Schist 

0.813 

Command 

Shale 

1.612 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

50,000 

30,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

90,000 

40,000 

120 

80,000 

70,000 

120 

70,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

70,000 

60,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

70,000 

60,000 

120 

60,000 

35,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 



MCM 

MCM 

(15) 

(16) 

0.160 

0.210 

0.113 

0.149 

0.042 

0.056 

0.101 

0.144 

0.004 

0.004 

0.166 

0.244 

0.365 

0.423 

0.139 

0.161 

0.408 

0.970 

0.622 

1.054 

0.274 

0.467 

- 

- 

- 

- 

0.106 

0.171 

0.115 

0.180 

0.004 

0.004 



0.221 

0.336 

0.091 

0.113 

0.004 

0.004 

0.007 

0.013 

0.007 

0.013 



0.143 

0.150 

0.529 

0.572 

0.077 

0.106 

0.032 

0.044 

0.014 

0.020 

0.005 

0.012 

0.036 

0.053 

0.029 

0.058 

0.014 

0.032 

0.013 

0.020 



0.079 

0.109 

0.067 

0.096 

0.324 

0.433 

0.097 

0.111 

0.011 

0.029 

0.004 

0.004 

0.043 

0.079 

0.065 

0.125 


















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


(2) 

(3) 

(4) 

(5) 

Gadariyon Ki Dhan 

0829000803658700 

1.592 

Fresh 


Gantheri 

0829000803655700 

4.567 

Fresh 

Garawala 

0829000703643000 

3.844 

Fresh 

Gardana 

0829000803662700 

6.001 

Fresh 


Ghati 

0829000803658800 

0.543 

Fresh 

Gopi Ka Khera 

0829000803659100 

1.558 

Fresh 


Gulji Ka Khera 


Hapa Kheri 


Jaloda Jageer 


Jeeta Was 


Jetpura 


Jhadoli 


Jhar Sadri 


Karjoo 


Katai 


Keeratpura 



0829000803662300 


0829000803662200 


0829001003685000 


1.386 Fresh Wagon Project 


1.968 Fresh Wagon Project 


10.523 Fresh Non-command 


Jangpura 

0829001103697700 

1.254 

Fresh 

Jantai 

0829001103697400 

2.791 

Fresh 




0829000803657100 


0829000703641400 


2.288 Fresh Non-command 


Wagon Project 


4.462 Fresh Non-command 



0829000803660700 


2.076 Fresh 


Wagon Project 


Non-command 



0829000703641300 


4.167 Fresh 


Jogan Kheri 

0829000803661900 

3.608 

Fresh 

Kachariya Kheri 

0829000903671300 

4.466 

Fresh 

Kachoomra 

0829001103699200 

2.614 

Fresh 


Kalandar Khera 

0829001103698600 

1.957 

Fresh 

Kanpura 

0829000903675600 

3.129 

Fresh 


Kanthariya 

0829000903670700 

1.274 

Fresh 

Karediya 

0829000803660500 

2.437 

Fresh 


Wagon Project 


Non-command 


Wagon Project 


Wagon Project 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0829001003685200 


11.221 Fresh 


Wagon Project 


Non-command 




0829000803659900 4.569 Fresh Non-command 


0829001103696500 4.227 Fresh Wagon Project 



0829001103700400 1.482 Fresh Non-command 


0829001103700900 2.319 Fresh Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

0.071 

Non-command 

Shale 

0.035 

Command 

Gneisses(B.G.C.) 

2.621 

Non-command 

Gneisses(B.G.C.) 

0.622 

Non-command 

Shale 

5.537 

Command 

Shale 

0.437 

Non-command 

Gneisses(B.G.C.) 

0.437 

Non-command 

Gneisses(B.G.C.) 

0.561 

Non-command 

Shale 

0.860 

Command 

Gneisses(B.G.C.) 

0.171 

Command 

Shale 

1.216 

Command 

Gneisses(B.G.C.) 

0.939 

Command 

Shale 

1.029 

Non-command 

Limestone 

1.785 

Non-command 

Shale 

1.085 

Non-command 

Gneisses(B.G.C.) 

1.254 

Non-command 

Gneisses(B.G.C.) 

0.425 

Non-command 

Phyllite & Schist 

0.369 

Command 

Gneisses(B.G.C.) 

1.039 

Command 

Phyllite & Schist 

0.957 

Non-command 

Gneisses(B.G.C.) 

1.243 

Command 

Gneisses(B.G.C.) 

0.449 

Non-command 

Gneisses(B.G.C.) 

3.960 

Non-command 

Phyllite & Schist 

0.269 

Command 

Gneisses(B.G.C.) 

0.232 

Non-command 

Phyllite & Schist 

0.146 

Non-command 

Shale 

1.723 

Command 

Phyllite & Schist 

0.208 

Non-command 

Gneisses(B.G.C.) 

4.000 

Command 

Gneisses(B.G.C.) 

0.168 

Command 

Gneisses(B.G.C.) 

3.608 

Non-command 

Shale 

0.033 

Non-command 

Gneisses(B.G.C.) 

0.832 

Non-command 

Phyllite & Schist 

1.462 

Non-command 

Gneisses(B.G.C.) 

1.957 

Non-command 

Limestone 

1.533 

Non-command 

Shale 

1.589 

Non-command 

Shale 

0.002 

Non-command 

Phyllite & Schist 

0.001 

Non-command 

Shale 

0.016 

Command 

Phyllite & Schist 

1.942 

Command 

Shale 

0.479 

Non-command 

Gneisses(B.G.C.) 

6.953 

Non-command 

Phyllite & Schist 

0.118 

Non-command 

Shale 

1.511 

Non-command 

Gneisses(B.G.C.) 

0.235 

Non-command 

Phyllite & Schist 

0.001 

Command 

Gneisses(B.G.C.) 

1.294 

Command 

Limestone 

0.039 

Command 

Shale 

2.894 

Non-command 

Gneisses(B.G.C.) 

1.125 

Non-command 

Shale 

0.358 

Non-command 

Gneisses(B.G.C.) 

0.694 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

35,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

40,000 

120 

45,000 

25,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

50,000 

30,000 

120 

70,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

70,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

40,000 

120 

45,000 

25,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.004 

0.004 

- 

- 

0.108 

0.240 

0.034 

0.041 

0.342 

0.456 

0.025 

0.037 

0.011 

0.023 

0.004 

0.040 

0.007 

0.061 

0.007 

0.013 

0.047 

0.071 

0.040 

0.046 

0.047 

0.053 

0.134 

0.188 

0.051 

0.083 

0.101 

0.115 

0.019 

0.033 

0.019 

0.033 

0.048 

0.091 

0.048 

0.084 

0.054 

0.078 

0.018 

0.030 

0.214 

0.250 

0.013 

0.013 

0.013 

0.013 

0.010 

0.017 

0.094 

0.178 

0.014 

0.028 

0.307 

0.357 

0.013 

0.013 

0.040 

0.076 

0.007 

0.007 

0.106 

0.128 

0.187 

0.230 

0.149 

0.257 

0.050 

0.069 

0.050 

0.067 



0.154 

0.226 

0.029 

0.041 

0.400 

0.622 

0.010 

0.016 

0.072 

0.115 

0.007 

0.007 



0.101 

0.151 

0.038 

0.052 

0.010 

0.010 

0.029 

0.065 



















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 



Khera Aheeran 


Khodeep 


Madhupura 


Magarda 


Malook Das Ki Kheri 


Mentron Ka Khera 


Minana 


Mindana 


Nanga Khera 


Napawali 



Kering Khera 

0829000803663400 

0.966 

Fresh 

Khairmaliya 

0829001103698300 

5.517 

Fresh 

Khakhariya Ji Ka Khera 

0829001103701600 

1.991 

Fresh 

Khanpura 

0829001103697600 

1.180 

Fresh 

Khardeola 

0829001103699500 

10.472 

Fresh 


0829000703645500 


0829000803664300 


1.515 Fresh 


10.314 Fresh 


Koshithal 

0829000803656000 

3.026 

Fresh 

Lachami Pura 

0829000803655800 

4.197 

Fresh 

Lachhmi Pura 

0829000803659200 

0.912 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Wagon Project 


Wagon Project 


Non-command 



Lakhmipura 

0829000703641000 

2.873 

Fresh 

Linkoda 

0829001103703200 

2.889 

Fresh 

Luhariya 

0829001103699800 

4.545 

Fresh 


Non-command 


Non-command 


Non-command 



0829001103700500 


0829000803661400 


0.713 Fresh Non-command 


3.730 Fresh Non-command 


Wagon Project 



0829000703641800 


2.733 Fresh Non-command 


Wagon Project 



Malya Kheri 

0829000803662900 

0.916 

Fresh 

Mandla Charan 

0829000903675000 

13.811 

Fresh 



Mangalwar 

0829000703639400 

16.716 

Fresh 

Manji Ka Gurha 

0829000803661100 

3.738 

Fresh 

Manroop Ka Khera 

0829000803660300 

1.313 

Fresh 

Mata Khera 

0829000703645400 

2.815 

Fresh 


Non-command 


Non-command 


Wagon Project 


Non-command 



0829000803662500 


0829000803663000 


0829000903675200 



Mircha Kheri 

0829000703640700 

1.984 

Fresh 

Nalwai 

0829001103699900 

5.202 

Fresh 


Nanana 

0829000803663300 

6.879 

Fresh 

Nandoli 

0829001103698800 

2.271 

Fresh 


Non-command 


Wagon Project 


Non-command 


Wagon Project 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0829000703642300 


0829000803662400 



Non-command 


Wagon Project 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

0.031 

Non-command 

Shale 

0.681 

Non-command 

Gneisses(B.G.C.) 

5.517 

Non-command 

Phyllite & Schist 

0.013 

Non-command 

Gneisses(B.G.C.) 

1.180 

Non-command 

Gneisses(B.G.C.) 

9.859 

Non-command 

Phyllite & Schist 

0.505 

Non-command 

Gneisses(B.G.C.) 

0.002 

Non-command 

Phyllite & Schist 

1.445 

Non-command 

Limestone 

6.455 

Non-command 

Shale 

3.859 

Command 

Gneisses(B.G.C.) 

1.286 

Command 

Gneisses(B.G.C.) 

0.166 

Non-command 

Phyllite & Schist 

0.165 

Non-command 

Shale 

0.423 

Command 

Phyllite & Schist 

0.322 

Command 

Shale 

0.002 

Non-command 

Phyllite & Schist 

0.388 

Non-command 

Gneisses(B.G.C.) 

0.769 

Non-command 

Gneisses(B.G.C.) 

0.381 

Non-command 

Limestone 

4.037 

Non-command 

Shale 

0.127 

Non-command 

Gneisses(B.G.C.) 

0.667 

Non-command 

Shale 

0.046 

Non-command 

Shale 

1.581 

Command 

Phyllite & Schist 

0.925 

Command 

Shale 

1.224 

Non-command 

Phyllite & Schist 

0.038 

Command 

Gneisses(B.G.C.) 

0.546 

Command 

Phyllite & Schist 

2.150 

Command 

Shale 

0.916 

Non-command 

Limestone 

0.272 

Non-command 

Shale 

6.084 

Non-command 

Phyllite & Schist 

1.313 

Non-command 

Shale 

3.738 

Command 

Phyllite & Schist 

1.313 

Non-command 

Gneisses(B.G.C.) 

1.520 

Non-command 

Phyllite & Schist 

0.858 

Non-command 

Shale 

0.069 

Command 

Shale 

1.504 

Non-command 

Shale 

5.074 

Command 

Shale 

3.078 

Non-command 

Limestone 

3.631 

Non-command 

Shale 

0.343 

Non-command 

Phyllite & Schist 

1.266 

Non-command 

Limestone 

3.567 

Non-command 

Shale 

1.635 

Non-command 

Shale 

6.121 

Non-command 

Gneisses(B.G.C.) 

1.193 

Non-command 

Phyllite & Schist 

1.079 

Non-command 

Gneisses(B.G.C.) 

0.698 

Non-command 

Phyllite & Schist 

2.260 

Command 

Gneisses(B.G.C.) 

0.297 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

50,000 

30,000 

120 

80,000 

70,000 

120 

70,000 

60,000 

120 

60,000 

35,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

80,000 

70,000 

120 

70,000 

60,000 

120 

60,000 

35,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

50,000 

30,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.059 

0.124 

0.504 

0.590 

0.223 

0.265 

0.014 

0.092 

0.007 

0.007 

0.005 

0.005 

0.007 

0.013 

0.010 

0.017 



0.062 

0.069 

0.005 

0.005 

0.043 

0.055 

0.034 

0.041 

0.032 

0.044 

0.004 

0.004 

0.046 

0.060 

0.181 

0.224 

0.108 

0.168 

0.017 

0.017 

0.288 

0.322 

0.059 

0.066 

0.202 

0.292 

0.010 

0.010 

0.063 

0.099 

0.038 

0.060 

- 

- | 

0.022 

0.040 

0.115 

0.157 

0.068 

0.098 

0.529 

1.201 

0.043 

0.102 

0.038 

0.060 

0.138 

0.289 

0.053 

0.111 

0.342 

0.714 

0.086 

0.108 

0.082 

0.104 

0.017 

0.024 

0.055 

0.069 

0.054 

0.090 









































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Potla Kalan 


Radai Khera 


0829000803656900 


6.041 Fresh Non-command 


9.935 Fresh Non-command 



3.278 Fresh 



Norangabad Khurd 

0829000703640600 

0.979 

Fresh 

Padampura 

0829000703640800 

2.228 

Fresh 

Pagara 

0829000803663900 

2.125 

Fresh 

Palakheri 

0829001103697500 

3.719 

Fresh 



Non-command 


Non-command 


Non-command 


Non-command 


Wagon Project 


Non-command 



Peend 

0829001103698500 

7.946 

Fresh 

Peepli Ka Gurha 

0829000803658500 

2.893 

Fresh 

Peepliya 

0829000803663200 

2.791 

Fresh 

Phalasiya 

0829000803659400 

2.423 

Fresh 

Phalodra 

0829000703646100 

9.442 

Fresh 

Pindri 

0829001103698400 

3.093 

Fresh 

Pinodra 

0829001103696700 

3.315 

Fresh 

Pirana 

0829000703645600 

9.309 

Fresh 


Non-command 


Wagon Project 


Non-command 


Non-command 


Non-command 


Wagon Project 


Non-command 


Non-command 


Wagon Project 


Non-command 


Wagon Project 


Non-command 


Wagon Project 



Potla Khurd 

0829000803657000 

1.148 

Fresh 

Punawali 

0829001103696600 

3.061 

Fresh 


Wagon Project 


Wagon Project 



0829000803659700 


3.367 Fresh 


Raigpuriya 

0829001103700300 

1.348 

Fresh 

Ranawaton Ka Khera 

0829001103701500 

1.068 

Fresh 

Ratanpur 

0829001103697800 

5.950 

Fresh 

Rawatpura 

0829001003685400 

5.834 

Fresh 


Non-command 


Wagon Project 


Non-command 


Non-command 


Non-command 


Non-command 



Rebariyon Ki Dhan 


0829000803660900 


1.106 Fresh 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Shale 

1.538 

Non-command 

Gneisses(B.G.C.) 

0.773 

Non-command 

Phyllite & Schist 

4.978 

Non-command 

Gneisses(B.G.C.) 

1.534 

Non-command 

Limestone 

1.393 

Non-command 

Shale 

3.914 

Command 

Gneisses(B.G.C.) 

0.357 

Command 

Limestone 

0.113 

Command 

Shale 

2.435 

Non-command 

Gneisses(B.G.C.) 

0.043 

Non-command 

Phyllite & Schist 

0.015 

Command 

Gneisses(B.G.C.) 

7.293 

Command 

Phyllite & Schist 

0.098 

Non-command 

Gneisses(B.G.C.) 

1.597 

Non-command 

Phyllite & Schist 

0.022 

Non-command 

Phyllite & Schist 

0.979 

Non-command 

Phyllite & Schist 

1.555 

Non-command 

Shale 

2.125 

Non-command 

Gneisses(B.G.C.) 

2.404 

Command 

Gneisses(B.G.C.) 

1.315 

Non-command 

Gneisses(B.G.C.) 

1.126 

Non-command 

Phyllite & Schist 

15.166 

Non-command 

Gneisses(B.G.C.) 

6.957 

Non-command 

Limestone 

0.219 

Non-command 

Shale 

0.035 

Non-command 

Gneisses(B.G.C.) 

0.931 

Command 

Gneisses(B.G.C.) 

1.509 

Non-command 

Gneisses(B.G.C.) 

7.946 

Non-command 

Shale 

0.819 

Non-command 

Shale 

2.791 

Command 

Phyllite & Schist 

2.423 

Non-command 

Phyllite & Schist 

0.472 

Non-command 

Gneisses(B.G.C.) 

3.093 

Command 

Gneisses(B.G.C.) 

3.315 

Non-command 

Phyllite & Schist 

8.781 

Command 

Phyllite & Schist 

0.528 

Non-command 

Gneisses(B.G.C.) 

0.228 

Command 

Gneisses(B.G.C.) 

2.004 

Command 

Phyllite & Schist 

0.976 

Command 

Shale 

0.070 

Command 

Gneisses(B.G.C.) 

1.148 

Command 

Gneisses(B.G.C.) 

2.978 

Command 

Limestone 

0.066 

Command 

Shale 

0.017 

Non-command 

Phyllite & Schist 

0.571 

Command 

Phyllite & Schist 

1.024 

Non-command 

Gneisses(B.G.C.) 

1.348 

Non-command 

Phyllite & Schist 

0.047 

Non-command 

Gneisses(B.G.C.) 

5.950 

Non-command 

Gneisses(B.G.C.) 

0.267 

Non-command 

Phyllite & Schist 

0.023 

Non-command 

Shale 

0.587 

Non-command 

Shale 

1.106 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

30,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

40,000 

120 

45,000 

25,000 

120 

50,000 

30,000 



MCM 

MCM 

(15) 

(16) 

0.270 

0.438 

0.017 

0.024 

0.122 

0.144 

0.168 

0.197 

0.186 

0.211 

0.422 

0.494 

0.038 

0.045 

0.018 

0.018 

0.264 

0.307 

0.004 

0.004 

- 

- 

0.407 

0.565 

0.004 

0.004 

0.092 

0.114 



0.042 

0.056 

0.071 

0.100 

0.787 

1.046 

0.011 

0.023 

0.086 

0.188 

0.202 

0.274 

0.013 

0.020 

0.192 

0.257 

0.139 

0.211 

0.575 

0.726 

0.034 

0.041 

0.004 

0.004 

0.043 

0.055 

0.029 

0.036 


0.036 

0.054 

0.202 

0.310 

0.006 

0.006 





























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

Rughnathpura 

0829001003681900 

2.140 

Fresh 

Sadalkhera 

0829000803661800 

1.772 

Fresh 


Segwa 


Semaliya Peela Khera 


Shikarpura 


Shivpura 


Type of Area (Command / N< 
command) 


Sajanpur 

0829000903676000 

1.943 

Fresh 

Samano Ka Khera 

0829001103699700 

1.473 

Fresh 


Sangariya 

0829001103699100 

4.356 

Fresh 

Sarangpura 

0829000703641600 

3.985 

Fresh 

Sarthala 

0829001103701400 

3.950 

Fresh 


Non-command 


Wagon Project 


Non-command 


Non-command 


Non-command 


Wagon Project 


Non-command 



0829000803656700 


0829000703645300 


4.364 Fresh 


11.558 Fresh 


Non-command 


Wagon Project 


Non-command 




0829001103700700 

1.746 

Fresh 

0829000803660800 

1.242 

Fresh 

0829000803661500 

0.855 

Fresh 

0829001103700600 

0.962 

Fresh 

0829000803660600 

1.124 

Fresh 


Somawas 

0829000803662000 

3.950 

Fresh 

Suja Khera 

0829000703641200 

3.200 

Fresh 


Sultanpura 

0829001103703300 

2.031 

Fresh 

Suraj Garh 

0829000803660400 

1.248 

Fresh 

Suthar Khera 

0829001103698900 

1.005 

Fresh 

Talau 

0829000703646000 

4.144 

Fresh 


Tapariya Kheri 

0829001103699300 

1.257 

Fresh 

Tarjela 

0829000803660200 

0.742 

Fresh 


Tatarmala 

0829000903675100 

4.189 

Fresh 

Teela Khera 

0829000703642400 

2.635 

Fresh 


Tejpura 

0829000803663100 

2.610 

Fresh 

Udpura 

0829000803658600 

1.011 

Fresh 


Ummedpura 

0829001103699400 

1.628 

Fresh 

Unthel 

0829001103697100 

4.929 

Fresh 


Wagon Project 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Wagon Project 


Wagon Project 


Non-command 


Non-command 


Wagon Project 


Non-command 


Non-command 


Wagon Project 


Non-command 


Non-command 


Wagon Project 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Wani 

0829000803664100 

0.682 

Fresh 

Wazeerabad 

0829000703642600 

0.909 

Fresh 

Wazeerpura 

0829000703641900 

2.609 

Fresh 


Non-command 


Non-command 


Non-command 



Wagon Project 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Limestone 

0.446 

Command 

Gneisses(B.G.C.) 

1.638 

Command 

Shale 

0.134 

Non-command 

Shale 

0.010 

Non-command 

Gneisses(B.G.C.) 

1.388 

Non-command 

Limestone 

0.085 

Non-command 

Phyllite & Schist 

0.978 

Command 

Gneisses(B.G.C.) 

3.985 

Non-command 

Gneisses(B.G.C.) 

1.099 

Non-command 

Phyllite & Schist 

2.080 

Non-command 

Gneisses(B.G.C.) 

1.055 

Non-command 

Limestone 

1.056 

Non-command 

Phyllite & Schist 

0.014 

Command 

Phyllite & Schist 

0.171 

Non-command 

Gneisses(B.G.C.) 

0.142 

Non-command 

Phyllite & Schist 

2.888 

Command 

Phyllite & Schist 

0.253 

Non-command 

Gneisses(B.G.C.) 

1.502 

Non-command 

Shale 

1.092 

Non-command 

Shale 

0.855 

Non-command 

Gneisses(B.G.C.) 

0.962 

Non-command 

Shale 

1.077 

Command 

Shale 

0.047 

Command 

Gneisses(B.G.C.) 

3.950 

Non-command 

Gneisses(B.G.C.) 

0.642 

Non-command 

Phyllite & Schist 

0.237 

Non-command 

Gneisses(B.G.C.) 

0.226 

Command 

Phyllite & Schist 

1.248 

Non-command 

Phyllite & Schist 

1.005 

Non-command 

Phyllite & Schist 

0.287 

Command 

Phyllite & Schist 

2.119 

Non-command 

Gneisses(B.G.C.) 

1.257 

Non-command 

Phyllite & Schist 

0.036 

Command 

Phyllite & Schist 

0.706 

Non-command 

Limestone 

4.189 

Non-command 

Gneisses(B.G.C.) 

0.412 

Non-command 

Phyllite & Schist 

2.223 

Non-command 

Shale 

2.544 

Non-command 

Gneisses(B.G.C.) 

0.087 

Non-command 

Shale 

0.790 

Non-command 

Gneisses(B.G.C.) 

1.628 

Non-command 

Gneisses(B.G.C.) 

4.143 

Non-command 

Limestone 

0.787 

Non-command 

Gneisses(B.G.C.) 

0.996 

Non-command 

Limestone 

5.979 

Non-command 

Shale 

0.602 

Non-command 

Limestone 

0.090 

Non-command 

Shale 

3.774 

Non-command 

Shale 

0.682 

Non-command 

Phyllite & Schist 

0.909 

Non-command 

Gneisses(B.G.C.) 

0.824 

Non-command 

Phyllite & Schist 

1.660 

Command 

Phyllite & Schist 

0.125 


of Tube of Wells Operational 
Wells with Days 

Pumpset 




Average Yield 

Draft 

Total 

Draft 

Tube 

Wells 

Wells with 
Pumpset 

Tube 

Wells 

Wells with 
Pumpset 


Ipd 

Ipd 

MCM 

MCM 

MCM 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

50,000 

40,000 

0.084 

0.024 

0.108 

50,000 

30,000 

0.036 

0.083 

0.119 

50,000 

30,000 

0.006 

0.007 

0.013 


120 

60,000 

40,000 

0.022 

0.048 

0.070 

120 

70,000 

50,000 

- 

0.006 

0.006 

120 

60,000 

40,000 

0.029 

0.096 

0.125 

120 

60,000 

35,000 

0.065 

0.172 

0.237 

120 

60,000 

40,000 

0.086 

0.067 

0.153 

120 

60,000 

40,000 

0.166 

0.125 

0.291 

120 

60,000 

40,000 

0.079 

0.029 

0.108 

120 

70,000 

50,000 

0.101 

0.042 

0.143 


120 

60,000 

40,000 

0.007 

0.005 

0.012 

120 

60,000 

35,000 

- 

0.008 

0.008 

120 

60,000 

35,000 

0.058 

0.151 

0.209 

120 

60,000 

35,000 

0.007 

0.013 

0.020 

120 

60,000 

40,000 

0.014 

0.038 

0.052 

120 

50,000 

30,000 

0.018 

0.022 

0.040 

120 

50,000 

30,000 

0.018 

0.086 

0.104 

120 

60,000 

40,000 

- 

0.077 

0.077 

120 

50,000 

30,000 

0.018 

0.025 

0.043 


53 

120 

50,000 

30,000 

0.102 

0.191 

0.293 

8 

120 

60,000 

35,000 

0.014 

0.034 

0.048 

3 

120 

60,000 

35,000 

0.007 

0.013 

0.020 

1 

120 

60,000 

40,000 

0.007 

0.005 

0.012 

9 

120 

60,000 

40,000 

0.036 

0.043 

0.079 

38 

120 

60,000 

40,000 

0.043 

0.182 

0.225 

5 

120 

60,000 

35,000 

0.014 

0.021 

0.035 

33 

120 

60,000 

35,000 

0.079 

0.139 

0.218 

20 

120 

60,000 

40,000 

0.065 

0.096 

0.161 



120 

60,000 

40,000 

0.036 

0.048 

0.084 

120 

80,000 

70,000 

0.442 

0.353 

0.795 

120 

60,000 

35,000 

- 

0.013 

0.013 

120 

60,000 

35,000 

0.022 

0.059 

0.081 

120 

50,000 

30,000 

0.066 

0.140 

0.206 

120 

50,000 

30,000 

0.006 

0.011 

0.017 

120 

50,000 

30,000 

0.036 

0.094 

0.130 

120 

60,000 

40,000 

0.180 

0.173 

0.353 

120 

60,000 

40,000 

0.331 

0.274 

0.605 

120 

70,000 

50,000 

0.076 

0.066 

0.142 

120 

60,000 

40,000 

0.014 

0.010 

0.024 

120 

70,000 

50,000 

0.092 

0.090 

0.182 

120 

60,000 

40,000 

0.007 

0.010 

0.017 

120 

60,000 

40,000 

- 

0.005 

0.005 

120 

50,000 

30,000 

0.084 

0.216 

0.300 

120 

50,000 

30,000 

0.060 

0.184 

0.244 

120 

60,000 

35,000 

0.029 

0.084 

0.113 

120 

60,000 

35,000 

0.007 

0.029 

0.036 

120 

60,000 

35,000 

0.014 

0.059 

0.073 

120 

60,000 

35,000 

- 

0.004 

0.004 


































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


(V 


07002035 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Achalpura 

0829001103701300 

1.574 

Fresh 

Ambawali 

0829001103701000 

2.924 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 



Andon Ka Khera 

0829001103706500 

3.379 

Fresh 

Arned 

0829000703640300 

10.612 

Fresh 

Arniya 

0826000603188900 

4.275 

Fresh 

Arthala 

0829000703645200 

5.080 

Fresh 

Badwai 

0829000703643600 

9.284 

Fresh 

Bagelon Ka Khera 

0829001103700800 

1.166 

Fresh 


Non-command 


Non-command 


Non_command 


Non-command 


Non-command 


Non-command 


Bagpura 

0829000703643400 

1.164 

Fresh 

Balika Khera @ Bhabaka Kh 

0829001103700100 

1.934 

Fresh 

Bansi 

0829001103708400 

13.012 

Fresh 

Barbal 

0829001103709000 

6.899 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Bari Sadri (M) 

0829001142907000 

14.295 

Fresh 

Bhagwanpura 

0829001103701200 

2.141 

Fresh 

Bhana-Kheri 

0829000703643100 

2.294 

Fresh 

Bhawanipura 

0829001103705900 

1.663 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Bhiyana 

0829001103706700 

2.847 

Fresh 

Bhopatpura 

0829001103701700 

1.413 

Fresh 

Bhopji Ka Khera 

0829000703644500 

2.091 

Fresh 

Bhurkiya Khurd 

0829000703646300 

2.933 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Biloda 

0829000703640500 

13.053 

Fresh 

Bilot 

0829000703646400 

4.194 

Fresh 

Binayka 

0829001103702300 

8.922 

Fresh 

Bohera 

0829001103706400 

18.011 

Fresh 

Borkhera 

0829001103703400 

1.635 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Borundi 

0829001103704300 

18.259 

Fresh 

Chainpuriya 

0826000603189400 

0.980 

Fresh 

Chakmal 

0829001103708600 

2.030 

Fresh 

Chamlawadi 

0826000603188100 

0.431 

Fresh 

Chandra Kheri 

0829001103702100 

3.790 

Fresh 


Non-command 


Non_command 


Non-command 


Non_command 


Non-command 


Charan Kheri 

0829001103702500 

1.424 

Fresh 

Chhajvi 

0829000703647100 

1.590 

Fresh 

Dalpura 

0829001103701100 

1.190 

Fresh 

Deeponka Talab 

0829001103711600 

3.880 

Fresh 

Delwas 

0829000703646600 

4.086 

Fresh 

Deodan 

0829001103702400 

4.387 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Devipura 

0829000703643200 

1.149 

Fresh 

Dhakaron Ka Khera 

0826000603189200 

0.814 

Fresh 

Doongla 

0829000703645000 

13.971 

Fresh 

Dori Malna Was 

0826000603197600 

0.662 

Fresh 

Durga Khera 

0829000703646700 

1.043 

Fresh 


Non-command 


Non_command 


Non-command 


Non_command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

0.282 

Non-command 

Gneisses(B.G.C.) 

0.341 

Non-command 

Phyllite & Schist 

2.583 

Non-command 

Gneisses(B.G.C.) 

1.996 

Non-command 

Phyllite & Schist 

4.741 

Non-command 

Gneisses(B.G.C.) 

3.379 

Non-command 

Gneisses(B.G.C.) 

0.124 

Command 

Gneisses(B.G.C.) 

4.275 

Non-command 

Gneisses(B.G.C.) 

5.080 

Non-command 

Gneisses(B.G.C.) 

9.011 

Non-command 

Gneisses(B.G.C.) 

1.154 

Non-command 

Phyllite & Schist 

0.013 

Non-command 

Gneisses(B.G.C.) 

1.164 

Non-command 

Gneisses(B.G.C.) 

0.577 

Non-command 

Gneisses(B.G.C.) 

0.142 

Non-command 

Gneisses(B.G.C.) 

5.072 

Non-command 

Phyllite & Schist 

0.363 

Non-command 

Phyllite & Schist 

13.926 

Non-command 

Phyllite & Schist 

0.471 

Non-command 

Gneisses(B.G.C.) 

2.294 

Non-command 

Gneisses(B.G.C.) 

1.581 

Non-command 

Phyllite & Schist 

0.082 

Non-command 

Gneisses(B.G.C.) 

1.600 

Non-command 

Phyllite & Schist 

1.413 

Non-command 

Gneisses(B.G.C.) 

2.091 

Non-command 

Gneisses(B.G.C.) 

2.798 

Non-command 

Phyllite & Schist 

0.135 

Non-command 

Gneisses(B.G.C.) 

2.826 

Non-command 

Phyllite & Schist 

3.931 

Non-command 

Gneisses(B.G.C.) 

2.660 

Non-command 

Gneisses(B.G.C.) 

4.194 

Non-command 

Gneisses(B.G.C.) 

8.922 

Non-command 

Gneisses(B.G.C.) 

17.027 

Non-command 

Gneisses(B.G.C.) 

0.146 

Non-command 

Phyllite & Schist 

1.458 

Non-command 

Phyllite & Schist 

11.927 

Command 

Gneisses(B.G.C.) 

0.046 

Non-command 

Gneisses(B.G.C.) 

0.731 

Command 

Gneisses(B.G.C.) 

0.125 

Non-command 

Gneisses(B.G.C.) 

0.352 

Non-command 

Phyllite & Schist 

3.438 

Non-command 

Phyllite & Schist 

1.424 

Non-command 

Gneisses(B.G.C.) 

1.590 

Non-command 

Phyllite & Schist 

1.021 

Non-command 

Phyllite & Schist 

0.923 

Non-command 

Gneisses(B.G.C.) 

4.086 

Non-command 

Gneisses(B.G.C.) 

3.809 

Non-command 

Phyllite & Schist 

0.578 

Non-command 

Gneisses(B.G.C.) 

1.099 

Command 

Gneisses(B.G.C.) 

0.814 

Non-command 

Gneisses(B.G.C.) 

12.887 

Command 

Gneisses(B.G.C.) 

0.009 

Non-command 

Gneisses(B.G.C.) 

1.043 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

35,000 

30,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

35,000 

30,000 

120 

60,000 

40,000 

120 

35,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

35,000 

30,000 

120 

60,000 

35,000 

120 

35,000 

30,000 

120 

60,000 

35,000 


Wells with 


MCM 

MCM 

(15) 

(16) 

0.014 

0.043 

0.024 

0.031 

0.182 

0.240 

0.082 

0.132 

0.197 

0.319 

0.053 

0.096 

0.004 

0.004 

0.043 

0.081 

0.197 

0.226 

0.512 

0.627 

0.163 

0.249 

- 

- 

0.071 

0.107 

0.010 

0.017 

0.005 

0.005 

0.149 

0.423 

0.010 

0.032 

0.888 

1.262 

0.019 

0.041 

0.202 

0.260 

0.029 

0.058 

- 

- 

0.048 

0.098 

0.053 

0.111 

0.130 

0.137 

0.260 

0.411 

0.013 

0.020 

0.101 

0.144 

0.139 

0.204 

0.147 

0.169 

0.252 

0.475 

0.389 

0.605 

1.229 

2.302 

0.010 

0.017 

0.091 

0.156 

0.115 

0.115 

0.004 

0.004 

0.005 

0.012 

0.029 

0.033 

0.019 

0.026 

0.168 

0.211 

0.120 

0.242 

0.071 

0.143 

0.038 

0.067 







































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Fateh Chikarda 

0829000703644900 

1.931 

Fresh 

Gadriyawas 

0829001103707700 

2.736 

Fresh 

Gajan Devi 

0829001103703000 

1.929 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Garawala 

0829000703643000 

3.844 

Fresh 

Garh Borundi 

0829001103704400 

5.187 

Fresh 

Garhpura 

0826000603197200 

1.299 

Fresh 

Gumanpura 

0829000703646200 

1.745 

Fresh 

Gurha 

0829000703643700 

3.664 

Fresh 

Gurjaniya 

0829000703647400 

6.706 

Fresh 

Hamer Singh Ji Ka Khera 

0829000703644000 

0.176 

Fresh 

Jaisinghpura 

0829001103704600 

5.016 

Fresh 

Jalampura 

0829000703647300 

1.048 

Fresh 

Jarkhana 

0829001103701800 

1.950 

Fresh 

Jaswantpura 

0826000603189500 

1.327 

Fresh 

Jaton Ka Khera 

0829001103702700 

3.068 

Fresh 


Non-command 


Non-command 


Non_command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non_command 


Non-command 


Jawatra 

0826000603187900 

1.487 

Fresh 

Jhanjhalwas 

0829000703647000 

1.922 

Fresh 

Jiya Kheri 

0829001103706600 

1.741 

Fresh 

Jodhsingh Ki Bhagal 

0826000603197000 

4.853 

Fresh 

Kachoomra 

0829001103699200 

2.614 

Fresh 

Karjoo 

0829001003685200 

11.221 

Fresh 


Non_command 


Non-command 


Non-command 


Non_command 


Non-command 


Non-command 


Karmadiya Khera 

0829001103705200 

1.072 

Fresh 

Karsana 

0829000703645100 

8.601 

Fresh 

Karso Ka Khera 

0826000603188400 

1.329 

Fresh 

Katera 

0829000703646800 

3.946 

Fresh 

Keeratpura 

0829001103700900 

2.319 

Fresh 


Non-command 


Non-command 


Non_command 


Non-command 


Non-command 


Keet Khera 

0829001103703700 

0.859 

Fresh 

Kewalpura 

0829001103710200 

0.950 

Fresh 

Khakhariya Ji Ka Khera 

0829001103701600 

1.991 

Fresh 

Khardeola 

0829001103699500 

10.472 

Fresh 

Khera Aheeran 

0829000703645500 

1.515 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Kheri Kalan 

0829001103704800 

0.814 

Fresh 

Kheri Khurd 

0829001103704900 

0.432 

Fresh 

Kheta Khera 

0826000603188200 

2.158 

Fresh 

Khumji Ka Khera 

0829001103708900 

0.288 

Fresh 

Kishan Kareri 

0829000703644600 

6.999 

Fresh 

Lachhmipura 

0829001103705300 

2.411 

Fresh 

Lambi Choti 

0829000703643800 

5.565 

Fresh 

Laxmi Pura 

0829000703640400 

1.263 

Fresh 

Linkoda 

0829001103703200 

2.889 

Fresh 


Non-command 


Non-command 


Non_command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Loonanda 

0826000603196700 

1.810 

Fresh 

Luhariya Khera 

0829001103706300 

3.737 

Fresh 

Makanpura 

0829001103705500 

1.230 

Fresh 


Non_command 


Non-command 


Non-command 


Malkhejri 


0826000603188800 


0.528 Fresh 


Non command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

1.931 

Non-command 

Gneisses(B.G.C.) 

1.357 

Non-command 

Gneisses(B.G.C.) 

0.694 

Non-command 

Phyllite & Schist 

1.235 

Non-command 

Gneisses(B.G.C.) 

3.222 

Non-command 

Phyllite & Schist 

5.172 

Command 

Gneisses(B.G.C.) 

0.757 

Non-command 

Gneisses(B.G.C.) 

1.745 

Non-command 

Gneisses(B.G.C.) 

0.034 

Non-command 

Gneisses(B.G.C.) 

6.696 

Non-command 

Gneisses(B.G.C.) 

0.057 

Non-command 

Phyllite & Schist 

2.264 

Non-command 

Gneisses(B.G.C.) 

1.048 

Non-command 

Phyllite & Schist 

1.950 

Command 

Gneisses(B.G.C.) 

0.928 

Non-command 

Gneisses(B.G.C.) 

1.030 

Non-command 

Phyllite & Schist 

2.038 

Command 

Gneisses(B.G.C.) 

0.222 

Non-command 

Gneisses(B.G.C.) 

1.922 

Non-command 

Gneisses(B.G.C.) 

1.741 

Command 

Gneisses(B.G.C.) 

2.826 

Non-command 

Phyllite & Schist 

0.320 

Non-command 

Gneisses(B.G.C.) 

0.002 

Non-command 

Phyllite & Schist 

0.441 

Non-command 

Phyllite & Schist 

1.072 

Non-command 

Gneisses(B.G.C.) 

8.601 

Command 

Gneisses(B.G.C.) 

0.398 

Non-command 

Gneisses(B.G.C.) 

3.946 

Non-command 

Gneisses(B.G.C.) 

1.513 

Non-command 

Phyllite & Schist 

0.082 

Non-command 

Phyllite & Schist 

0.859 

Non-command 

Phyllite & Schist 

0.020 

Non-command 

Phyllite & Schist 

1.978 

Non-command 

Phyllite & Schist 

0.008 

Non-command 

Gneisses(B.G.C.) 

0.050 

Non-command 

Phyllite & Schist 

0.017 

Non-command 

Gneisses(B.G.C.) 

0.245 

Non-command 

Phyllite & Schist 

0.927 

Non-command 

Phyllite & Schist 

0.814 

Non-command 

Phyllite & Schist 

0.432 

Command 

Gneisses(B.G.C.) 

1.860 

Non-command 

Gneisses(B.G.C.) 

0.288 

Non-command 

Gneisses(B.G.C.) 

6.999 

Non-command 

Phyllite & Schist 

2.411 

Non-command 

Gneisses(B.G.C.) 

0.230 

Non-command 

Gneisses(B.G.C.) 

0.559 

Non-command 

Gneisses(B.G.C.) 

0.719 

Non-command 

Phyllite & Schist 

1.401 

Command 

Gneisses(B.G.C.) 

0.002 

Non-command 

Gneisses(B.G.C.) 

3.737 

Non-command 

Gneisses(B.G.C.) 

0.000 

Non-command 

Phyllite & Schist 

1.230 

Command 

Gneisses(B.G.C.) 

0.528 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

35,000 

30,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

35,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

35,000 

30,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

35,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

35,000 

30,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

35,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

35,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

35,000 

30,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.130 


0.014 


0.010 


0.019 


0.172 


0.014 


0.004 


0.315 





























































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


1.703 Fresh 



Maraodiya 

0829001103710400 

1.332 

Fresh 

Masab Ka Khera 

0829001103702800 

2.630 

Fresh 

Mata Khera 

0829000703645400 

2.815 

Fresh 

Nanga Kheri 

0829001103702600 

1.884 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Naya Khera 

0829001103709200 

3.498 

Fresh 

Neemri (Kanor) 

0826000603189600 

1.910 

Fresh 

Nimodara 

0829000703644700 

3.779 

Fresh 

Norangabad Kalan 

0829000703642900 

1.624 

Fresh 

Pandera 

0829001103706100 

5.728 

Fresh 

Parana 

0829000703647200 

4.326 

Fresh 

Parbati 

0829001103705800 

1.835 

Fresh 


Non-command 


Non_command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Parsoli 

0829001103705000 

2.871 

Fresh 

Peethal Pura 

0826000603188600 

1.913 

Fresh 

Peethal Pura @ Haweli 

0826000603189000 

0.850 

Fresh 

Phachar 

0829001103706200 

4.647 

Fresh 

Phalasiya 

0829000703646900 

1.622 

Fresh 

Phalodra 

0829000703646100 

9.442 

Fresh 


Non-command 


Non_command 


Non_command 


Non-command 


Non-command 


Non-command 


Poolamagra 


Prithvisingh Ji Ka Khera 


Rajpura 


Ranawaton Ka Khera 


Rathoron Ka Khera 


Rati Talai 


Rawatpura 


Rughnath Pura 


Salera 


Sangariya 


Sangrampura 


Sarangpura (Kanor) 


Sardarpura 


0829001103703100 

2.100 

Fresh 

0826000603189100 

0.928 

Fresh 

0826000603188300 

3.984 

Fresh 

0826000603189300 

0.566 

Fresh 

0829001103701500 

1.068 

Fresh 

0829001103704700 

1.336 

Fresh 

0829001103703800 

0.734 

Fresh 

0829000703644400 

1.492 

Fresh 

0829001103708700 

0.391 

Fresh 

0829001103703600 

1.482 

Fresh 

0826000603180300 

11.243 

Fresh 

0829001103699100 

4.356 

Fresh 

0826000603196900 

2.038 

Fresh 

0829001103704500 

0.714 

Fresh 

0826000603189700 

4.246 

Fresh 

0829001103705400 

0.978 

Fresh 


Non-command 


Non_command 


Non_command 


Non_command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non_command 


Non-command 


Non_command 


Non-command 


Non_command 


Non-command 


Sarthala 

0829001103701400 

3.950 

Fresh 

Sarwaniya 

0826000603188700 

4.490 

Fresh 

Semal Khera 

0829001103703500 

1.218 

Fresh 

Semaliya 

0829001103706000 

1.545 

Fresh 

Semaliya Mai 

0829000703643300 

0.688 

Fresh 

Semaliya Peela Khera 

0829000703645300 

11.558 

Fresh 


Non-command 


Non_command 


Non-command 


Non-command 


Non-command 


Non-command 



Sethwana 

0829000703647500 

1.951 

Fresh 

Shavpura 

0826000603196800 

0.115 

Fresh 

Shikarpura 

0829001103700700 

1.746 

Fresh 

Shivpura 

0829001103708800 

0.489 

Fresh 

Sompur (A) 

0829001103702000 

1.147 

Fresh 

Sompur (B) 

0829001103701900 

1.993 

Fresh 


Wagon Project 


Non-command 


Non_command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

1.238 

Non-command 

Phyllite & Schist 

0.465 

Non-command 

Phyllite & Schist 

0.027 

Non-command 

Phyllite & Schist 

2.630 

Non-command 

Gneisses(B.G.C.) 

0.436 

Non-command 

Gneisses(B.G.C.) 

0.324 

Non-command 

Phyllite & Schist 

1.560 

Non-command 

Phyllite & Schist 

0.024 

Command 

Gneisses(B.G.C.) 

0.177 

Non-command 

Gneisses(B.G.C.) 

3.779 

Non-command 

Gneisses(B.G.C.) 

0.005 

Non-command 

Gneisses(B.G.C.) 

5.728 

Non-command 

Gneisses(B.G.C.) 

4.326 

Non-command 

Gneisses(B.G.C.) 

1.605 

Non-command 

Phyllite & Schist 

0.230 

Non-command 

Phyllite & Schist 

2.871 

Command 

Gneisses(B.G.C.) 

1.329 

Command 

Gneisses(B.G.C.) 

0.850 

Non-command 

Gneisses(B.G.C.) 

4.647 

Non-command 

Gneisses(B.G.C.) 

1.622 

Non-command 

Gneisses(B.G.C.) 

1.433 

Non-command 

Phyllite & Schist 

7.537 

Non-command 

Phyllite & Schist 

2.099 

Command 

Gneisses(B.G.C.) 

0.928 

Command 

Gneisses(B.G.C.) 

1.379 

Command 

Gneisses(B.G.C.) 

0.565 

Non-command 

Phyllite & Schist 

1.021 

Non-command 

Phyllite & Schist 

1.336 

Non-command 

Phyllite & Schist 

0.560 

Non-command 

Gneisses(B.G.C.) 

1.230 

Non-command 

Gneisses(B.G.C.) 

0.391 

Non-command 

Phyllite & Schist 

1.052 

Command 

Gneisses(B.G.C.) 

2.687 

Non-command 

Phyllite & Schist 

3.378 

Command 

Gneisses(B.G.C.) 

0.007 

Non-command 

Phyllite & Schist 

0.714 

Command 

Gneisses(B.G.C.) 

0.686 

Non-command 

Gneisses(B.G.C.) 

0.001 

Non-command 

Phyllite & Schist 

0.976 

Non-command 

Phyllite & Schist 

0.772 

Command 

Gneisses(B.G.C.) 

4.457 

Non-command 

Phyllite & Schist 

1.218 

Non-command 

Gneisses(B.G.C.) 

1.545 

Non-command 

Gneisses(B.G.C.) 

0.688 

Non-command 

Gneisses(B.G.C.) 

3.811 

Non-command 

Phyllite & Schist 

4.418 

Command 

Phyllite & Schist 

0.047 

Non-command 

Gneisses(B.G.C.) 

1.538 

Command 

Gneisses(B.G.C.) 

0.115 

Non-command 

Gneisses(B.G.C.) 

0.176 

Non-command 

Gneisses(B.G.C.) 

0.470 

Non-command 

Phyllite & Schist 

1.147 

Non-command 

Phyllite & Schist 

1.993 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

35,000 

30,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

35,000 

30,000 

120 

60,000 

40,000 

120 

35,000 

30,000 

120 

60,000 

40,000 

120 

35,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

35,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

35,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 



Tube Wells with 
Wells Pumpset 



0.007 

0.007 

0.265 

0.315 


0.058 

0.116 

0.048 

0.106 

0.065 

0.103 

0.038 

0.074 

0.144 

0.360 

0.008 

0.008 

0.197 

0.276 

0.231 

0.325 

0.004 

0.004 

0.202 

0.324 

0.022 

0.043 

0.005 

0.005 

0.014 

0.050 

0.134 

0.170 

0.101 

0.144 



































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Sukhpura 

0829001103705100 

0.907 

Fresh 

Sultanpura 

0829001103703300 

2.031 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


07002036 


Surera 

0829000703644800 

4.875 

Fresh 

Talau 

0829000703646000 

4.144 

Fresh 


Talawada 


Ummedpura 


Agoriya 


Amarpura 



0829000703646500 

4.977 

Fresh 

0829000703643500 

1.836 

Fresh 

0826000603173100 

2.957 

Fresh 

0826000603178900 

3.098 

Fresh 

0829000603632700 

2.382 

Fresh 

0829000703640300 

10.612 

Fresh 


Arniya 

0829000703637200 

4.175 

Fresh 

Aylon Ki Bhagal 

0826000603180900 

0.785 

Fresh 

Balia Ki Bhagal 

0829000603633600 

2.568 

Fresh 


Non-command 


Non-command 


Wagon Project 


Non-command 


Non-command 


Non_command 


Non_command 


Badgaon 


Non-command 


Non-command 


Non_command 


Non-command 


Bamaniya 

0826000603179000 

4.023 

Fresh 

Bansra 

0826000603179100 

8.135 

Fresh 

Bargaon 

0826000603179600 

12.991 

Fresh 

Baroriya 

0826000603173300 

3.641 

Fresh 

Bhadsora 

0829000803651600 

11.334 

Fresh 



Bheemkhand 


0829000703639200 

1.239 

Fresh 

0829000603636200 

4.607 

Fresh 


Non_command 


Non_command 


Non_command 


Non_command 


Non-command 


Badgaon 


Non_command 


Non-command 


Non-command 


Bhim Ka Khera 

0826000603180800 

1.572 

Fresh 

Bhinder (M) 

0826000642603000 

12.412 

Fresh 

Bhopa Khera 

0826000603182600 

2.362 

Fresh 

Biloda 

0829000703640500 

13.053 

Fresh 


Non_command 


Non_command 


Non_command 


Non-command 


Bortalai 

0826000603187200 

2.495 

Fresh 

Buddhpura 

0829000803652900 

2.315 

Fresh 

Chak'B' Tana 

0829000603633800 

0.882 

Fresh 

Chaktiya 

0829000703638000 

2.230 

Fresh 


Non_command 


Non-command 


Non-command 


Non-command 


Chakuri 

0829000603634800 

2.394 

Fresh 

Chargadiya 

0826000603182100 

8.132 

Fresh 

Chaylon Ka Khera 

0826000103069300 

2.464 

Fresh 

Chena Khera 

0829000803652700 

2.407 

Fresh 


Badgaon 


Non_command 


Non_command 


Non-command 


Chhapri 


Dabiyon Ka Khera 



Daulatpura 


Devipura 


0829000703640000 

1.665 

Fresh 

0826000603179500 

1.455 

Fresh 

0826000603187700 

1.520 

Fresh 

0829000603636100 

2.895 

Fresh 


Non-command 


Non_command 


Non_command 


Badgaon 



0826000603180200 

3.577 

Fresh 

0829000603633200 

2.144 

Fresh 

0829000703643200 

1.149 

Fresh 


Non_command 


Badgaon 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

0.907 

Non-command 

Gneisses(B.G.C.) 

0.726 

Non-command 

Phyllite & Schist 

1.079 

Non-command 

Gneisses(B.G.C.) 

4.875 

Non-command 

Phyllite & Schist 

1.582 

Command 

Phyllite & Schist 

0.156 

Non-command 

Gneisses(B.G.C.) 

4.977 

Non-command 

Gneisses(B.G.C.) 

1.836 

Command 

Gneisses(B.G.C.) 

2.957 

Command 

Gneisses(B.G.C.) 

3.098 

Command 

Phyllite & Schist 

0.024 

Non-command 

Gneisses(B.G.C.) 

8.667 

Non-command 

Phyllite & Schist 

1.600 

Non-command 

Gneisses(B.G.C.) 

4.175 

Command 

Gneisses(B.G.C.) 

0.785 

Non-command 

Gneisses(B.G.C.) 

2.467 

Non-command 

Phyllite & Schist 

0.101 

Command 

Gneisses(B.G.C.) 

4.023 

Command 

Gneisses(B.G.C.) 

8.135 

Command 

Gneisses(B.G.C.) 

12.991 

Command 

Gneisses(B.G.C.) 

3.641 

Non-command 

Gneisses(B.G.C.) 

2.709 

Non-command 

Phyllite & Schist 

0.097 

Command 

Gneisses(B.G.C.) 

1.341 

Command 

Gneisses(B.G.C.) 

3.389 

Non-command 

Phyllite & Schist 

0.970 

Non-command 

Gneisses(B.G.C.) 

2.868 

Non-command 

Phyllite & Schist 

1.739 

Command 

Gneisses(B.G.C.) 

1.572 

Command 

Gneisses(B.G.C.) 

1.849 

Command 

Gneisses(B.G.C.) 

0.285 

Non-command 

Gneisses(B.G.C.) 

0.436 

Non-command 

Phyllite & Schist 

0.909 

Command 

Gneisses(B.G.C.) 

0.019 

Non-command 

Phyllite & Schist 

1.482 

Non-command 

Gneisses(B.G.C.) 

0.882 

Non-command 

Gneisses(B.G.C.) 

1.916 

Non-command 

Phyllite & Schist 

0.249 

Command 

Phyllite & Schist 

0.113 

Command 

Gneisses(B.G.C.) 

0.967 

Command 

Gneisses(B.G.C.) 

2.464 

Non-command 

Gneisses(B.G.C.) 

2.360 

Non-command 

Phyllite & Schist 

0.048 

Non-command 

Gneisses(B.G.C.) 

1.665 

Command 

Gneisses(B.G.C.) 

1.455 

Command 

Gneisses(B.G.C.) 

1.390 

Command 

Gneisses(B.G.C.) 

0.028 

Command 

Phyllite & Schist 

0.545 

Non-command 

Gneisses(B.G.C.) 

1.307 

Non-command 

Phyllite & Schist 

1.015 

Command 

Gneisses(B.G.C.) 

3.577 

Command 

Phyllite & Schist 

0.266 

Non-command 

Gneisses(B.G.C.) 

0.050 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

70,000 

50,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

35,000 

30,000 

120 

90,000 

50,000 

120 

70,000 

50,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

35,000 

30,000 

120 

60,000 

40,000 

120 

90,000 

50,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

70,000 

50,000 

120 

35,000 

30,000 

120 

30,000 

25,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

35,000 

30,000 

120 

70,000 

50,000 

120 

60,000 

35,000 



MCM 

MCM 

(15) 

(16) 

0.106 

0.207 

0.010 

0.024 

0.014 

0.036 

0.311 

0.354 

0.105 

0.163 

0.008 

0.015 

0.361 

0.678 

0.050 

0.050 

0.256 

0.269 

0.626 

0.689 

- 

- 

0.344 

0.459 

0.063 

0.085 

0.126 

0.148 

0.014 

0.014 

0.120 

0.120 

0.006 

0.006 

0.191 

0.233 

0.432 

0.537 

0.263 

0.381 

0.137 

0.171 

0.112 

0.232 

0.005 

0.012 

0.012 

0.041 

0.027 

0.095 

0.126 

0.140 

0.226 

0.276 

0.139 

0.175 

0.029 

0.037 

0.158 

0.175 

0.014 

0.018 

0.025 

0.032 

0.050 

0.057 

- 

- 

0.082 

0.089 

0.222 

0.233 

0.126 

0.176 

0.017 

0.024 

0.006 

0.006 

0.043 

0.047 

0.216 

0.256 

0.032 

0.044 


0.084 

0.091 

0.004 

0.004 

0.047 

0.064 

- 

- 

0.019 

0.019 

0.043 

0.043 

0.034 

0.034 

0.029 

0.037 

0.042 

0.042 

0.004 

0.004 




























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Dhanna Ki Bhagal 


Dharta 


Dhundiya 


Dodiyon Ka Khera 


Foujwadali 


Gadariya Was 


Gadariyawas 



Garhi 


Geelund 


0829000603634400 


0826000603180600 


0826000103069500 


0826000603179400 


0826000603187600 


0829000803651700 


0826000603181400 


0826000603182000 


0826000603182400 


0826000603187800 


0829000603634000 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Ghaslon Ka Khera 

0829000603635400 

2.328 

Fresh 

Godariyawas 

0829000703639300 

4.264 

Fresh 

Gokal Ji Ka Khera 

0826000603181800 

2.632 

Fresh 

Goojaron Ki Bhagal 

0829000603633700 

3.227 

Fresh 


( 6 ) 


Badgaon 


Non_command 


Non_command 


Non_command 


Non_command 


Non-command 


Non_command 


Non_command 


Non_command 


Non_command 


Non-command 


Badgaon 


Non-command 


Non_command 


Non-command 


Gopalpura 


Goverdhanpura 


0826000603182200 

6.040 

Fresh 

0829000803653100 

2.914 

Fresh 

0829000603635200 

2.083 

Fresh 


Gumanpura 

0829000603630900 

1.965 

Fresh 

Hamerpura 

0826000603182500 

1.435 

Fresh 

Hariya-Kheri 

0829000703637600 

6.745 

Fresh 

Hathiyana 

0829000603630500 

12.895 

Fresh 

Heenta 

0826000603181200 

2.137 

Fresh 

Heeraji Ka Khera 

0829000603635500 

4.216 

Fresh 



Jailai 

0826000603178700 

2.749 

Fresh 

Jaipura 

0829000603630100 

4.995 

Fresh 

Jal Kheri 

0829000703637700 

7.850 

Fresh 

Jawanpura 

0829000603631000 

1.796 

Fresh 

Jawatra 

0826000603187900 

1.487 

Fresh 

Jeewa Khera 

0829000603635900 

4.053 

Fresh 

Jetpura 

0826000603181900 

2.713 

Fresh 

Jodhana 

0826000103069000 

0.894 

Fresh 

Jorawar Pura 

0829000803651900 

1.636 

Fresh 

Kabeerji Ki Bhagal 

0829000603634300 

2.749 

Fresh 


Kalwal 

0826000603180100 

5.035 

Fresh 

Kalyanpura 

0829000603633500 

5.628 

Fresh 


Non_command 


Non-command 


Badgaon 


Non-command 


Non-command 


Non_command 


Non-command 


Non-command 


Non_command 


Badgaon 


Non-command 


Non-command 


Badgaon 


Non_command 


Vallabhnagar 


Non_command 


Non-command 


Non-command 


Non-command 


Non_command 


Badgaon 


Non_command 


Non_command 


Non-command 


Badgaon 


Non-command 


Non_command 


Non-command 


Kanar Khera 

0829000603634500 

3.164 

Fresh 

Kareempura 

0829000703637000 

1.559 

Fresh 

Karjali 

0829000603635100 

12.455 

Fresh 


Kasya Kalan 


Badgaon 


Non-command 


Badgaon 


Non-command 



0829000803651300 


3.369 Fresh 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Phyllite & Schist 

0.499 

Command 

Gneisses(B.G.C.) 

0.733 

Command 

Gneisses(B.G.C.) 

4.111 

Command 

Gneisses(B.G.C.) 

2.471 

Command 

Gneisses(B.G.C.) 

1.301 

Non-command 

Gneisses(B.G.C.) 

3.455 

Command 

Gneisses(B.G.C.) 

1.318 

Command 

Gneisses(B.G.C.) 

2.867 

Command 

Gneisses(B.G.C.) 

3.785 

Command 

Gneisses(B.G.C.) 

0.766 

Non-command 

Gneisses(B.G.C.) 

1.546 

Non-command 

Phyllite & Schist 

0.502 

Command 

Phyllite & Schist 

2.328 

Non-command 

Phyllite & Schist 

0.024 

Command 

Gneisses(B.G.C.) 

2.632 

Non-command 

Gneisses(B.G.C.) 

1.535 

Non-command 

Phyllite & Schist 

1.692 

Command 

Gneisses(B.G.C.) 

6.035 

Non-command 

Phyllite & Schist 

0.498 

Command 

Phyllite & Schist 

0.384 

Non-command 

Phyllite & Schist 

1.699 

Non-command 

Gneisses(B.G.C.) 

0.802 

Command 

Gneisses(B.G.C.) 

0.804 

Non-command 

Gneisses(B.G.C.) 

6.745 

Non-command 

Gneisses(B.G.C.) 

2.715 

Command 

Gneisses(B.G.C.) 

2.137 

Command 

Phyllite & Schist 

4.015 

Non-command 

Phyllite & Schist 

0.202 

Non-command 

Gneisses(B.G.C.) 

3.253 

Non-command 

Phyllite & Schist 

7.945 

Command 

Gneisses(B.G.C.) 

3.595 

Command 

Gneisses(B.G.C.) 

13.836 

Command 

Gneisses(B.G.C.) 

2.799 

Command 

Gneisses(B.G.C.) 

0.030 

Non-command 

Gneisses(B.G.C.) 

3.342 

Non-command 

Gneisses(B.G.C.) 

7.850 

Non-command 

Gneisses(B.G.C.) 

0.728 

Command 

Gneisses(B.G.C.) 

0.715 

Command 

Phyllite & Schist 

0.739 

Command 

Gneisses(B.G.C.) 

1.714 

Command 

Gneisses(B.G.C.) 

0.894 

Non-command 

Gneisses(B.G.C.) 

1.636 

Command 

Phyllite & Schist 

2.673 

Non-command 

Phyllite & Schist 

0.001 

Command 

Gneisses(B.G.C.) 

5.035 

Non-command 

Gneisses(B.G.C.) 

0.608 

Non-command 

Phyllite & Schist 

5.021 

Command 

Phyllite & Schist 

0.112 

Non-command 

Phyllite & Schist 

1.559 

Command 

Phyllite & Schist 

3.452 

Non-command 

Gneisses(B.G.C.) 

0.952 

Non-command 

Phyllite & Schist 

8.040 

Non-command 

Gneisses(B.G.C.) 

3.369 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

50,000 

120 

35,000 

30,000 

120 

30,000 

25,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

50,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

90,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

35,000 

30,000 

120 

90,000 

50,000 

120 

70,000 

50,000 

120 

35,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

35,000 

30,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

35,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

35,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

35,000 

30,000 

120 

60,000 

40,000 

120 

35,000 

30,000 

120 

30,000 

25,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

35,000 

30,000 

120 

90,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

30,000 




MCM 

MCM 

(15) 

(16) 

0.006 

0.006 

0.216 

0.241 

0.174 

0.257 

0.133 

0.146 

0.058 

0.075 

0.040 

0.052 

0.050 

0.054 

0.065 

0.065 

0.014 

0.031 

0.014 

0.018 

0.390 

0.422 

0.126 

0.134 

0.125 

0.139 

- 

- 

0.014 

0.018 

0.036 

0.036 

0.036 

0.036 

0.047 

0.051 

0.010 

0.024 

0.024 

0.024 

0.110 

0.110 

0.043 

0.043 

0.108 

0.121 

0.260 

0.267 

0.230 

0.280 

0.979 

1.239 

0.173 

0.238 

0.010 

0.010 

0.172 

0.208 

0.420 

0.499 

0.060 

0.071 

0.231 

0.274 

0.048 

0.055 

- 

- 

0.077 

0.084 

0.193 

0.215 

0.067 

0.096 

0.061 

0.074 

0.005 

0.005 

0.022 

0.035 

0.039 

0.046 

0.050 

0.068 

0.144 

0.144 


0.108 

0.167 

0.006 

0.006 

0.066 

0.066 

0.006 

0.006 

0.155 

0.162 

0.235 

0.257 

0.062 

0.069 

0.542 

0.585 

0.162 

0.222 










































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Kasya Khurd 

0829000803651400 

3.292 

Fresh 

Kedariya 

0826000603179200 

2.783 

Fresh 

Keekawas 

0826000603172700 

5.607 

Fresh 


Kesharpura 


Type of Area (Command / N< 
command) 


0829000803652300 


1.398 Fresh 


( 6 ) 


Non-command 


Non_command 


Non_command 


Vallabhnagar 


Non-command 


Khadoda 


0826000603173000 


9.148 Fresh 


Kharsan 

0826000603173800 

5.489 

Fresh 

Kherli 

0826000603173500 

3.506 

Fresh 

Kheroda 

0826000603173700 

16.195 

Fresh 

Kheta-Khera 

0829000703640200 

1.171 

Fresh 

Khimawaton Ka Khera 

0826000603180700 

1.658 

Fresh 

Khokhariya Kheri 

0829000803652500 

5.792 

Fresh 


Non_command 


Vallabhnagar 


Non_command 


Non_command 


Non_command 


Non-command 


Non_command 


Non-command 


Khumanpura 

0826000603178400 

0.706 

Fresh 

Kiron Ka Khera 

0829000603635700 

2.138 

Fresh 

Kishorji Ka Khera 

0829000703639900 

3.819 

Fresh 

Kiya Khera 

0826000603179800 

2.123 

Fresh 

Koonthana 

0829000803652100 

5.600 

Fresh 

Kumhar Khera 

0829000703637100 

5.242 

Fresh 

Lalpura 

0826000603181700 

2.012 

Fresh 

Laxmi Pura 

0829000703640400 

1.263 

Fresh 

Leswa 

0829000803651200 

3.495 

Fresh 

Lohana 

0829000803652200 

4.617 

Fresh 


Non_command 


Badgaon 


Non-command 


Non_command 


Non-command 


Non-command 


Non_command 


Non-command 


Non-command 


Non-command 


Lohariya 

0829000803652000 

2.861 

Fresh 

Lothiyana 

0829000703637400 

7.693 

Fresh 


Non-command 


Non-command 


Mangalwar 

0829000703639400 

16.716 

Fresh 

Menar 

0826000603173600 

22.461 

Fresh 

Menpuriya 

0826000603173200 

13.207 

Fresh 

Mogji Ka Khera 

0826000603179300 

1.828 

Fresh 

Mohammad Ganj 

0829000703636900 

0.973 

Fresh 


Non-command 


Non_command 


Non_command 


Non_command 


Non-command 


Mokham Pura 

0829000803651500 

1.944 

Fresh 

Mokhampura 

0829000803653000 

1.833 

Fresh 


Moonch Ki Bhagal 


Morjai 


Non-command 


Non-command 



0826000603170500 


Morwan 

0829000703639100 

9.925 

Fresh 

Murliya 

0829000803648900 

5.088 

Fresh 

Nandoli 

0829000603633900 

4.370 

Fresh 

Nandoli Khurd 

0826000103069400 

1.454 

Fresh 

Nangawali 

0829000703637900 

16.052 

Fresh 


Non_command 


Vallabhnagar 


Non-command 


Non-command 


Non-command 


Non_command 


Non-command 



Narayan Pura 

0826000603179700 

12.864 

Fresh 

Narji Ki Bhagal 

0829000603633300 

1.635 

Fresh 


Non_command 


Badgaon 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

3.035 

Command 

Gneisses(B.G.C.) 

2.783 

Command 

Gneisses(B.G.C.) 

0.223 

Command 

Gneisses(B.G.C.) 

2.337 

Non-command 

Gneisses(B.G.C.) 

0.859 

Non-command 

Phyllite & Schist 

0.539 

Command 

Gneisses(B.G.C.) 

9.139 

Command 

Gneisses(B.G.C.) 

0.009 

Command 

Gneisses(B.G.C.) 

1.919 

Command 

Gneisses(B.G.C.) 

3.506 

Command 

Gneisses(B.G.C.) 

14.363 

Non-command 

Phyllite & Schist 

1.171 

Command 

Gneisses(B.G.C.) 

1.658 

Non-command 

Gneisses(B.G.C.) 

3.471 

Non-command 

Phyllite & Schist 

2.307 

Command 

Gneisses(B.G.C.) 

0.007 

Command 

Phyllite & Schist 

0.394 

Non-command 

Gneisses(B.G.C.) 

3.819 

Command 

Gneisses(B.G.C.) 

2.123 

Non-command 

Gneisses(B.G.C.) 

5.600 

Non-command 

Phyllite & Schist 

5.242 

Command 

Gneisses(B.G.C.) 

1.988 

Non-command 

Gneisses(B.G.C.) 

0.704 

Non-command 

Gneisses(B.G.C.) 

0.836 

Non-command 

Gneisses(B.G.C.) 

1.018 

Non-command 

Phyllite & Schist 

3.598 

Non-command 

Gneisses(B.G.C.) 

2.861 

Non-command 

Gneisses(B.G.C.) 

7.223 

Non-command 

Phyllite & Schist 

0.470 

Non-command 

Phyllite & Schist 

13.568 

Command 

Gneisses(B.G.C.) 

22.461 

Command 

Gneisses(B.G.C.) 

13.207 

Command 

Gneisses(B.G.C.) 

1.828 

Non-command 

Gneisses(B.G.C.) 

0.585 

Non-command 

Phyllite & Schist 

0.388 

Non-command 

Gneisses(B.G.C.) 

0.424 

Non-command 

Gneisses(B.G.C.) 

0.010 

Non-command 

Phyllite & Schist 

1.472 

Non-command 

Gneisses(B.G.C.) 

0.269 

Non-command 

Phyllite & Schist 

0.602 

Command 

Gneisses(B.G.C.) 

2.342 

Command 

Gneisses(B.G.C.) 

0.251 

Non-command 

Phyllite & Schist 

2.654 

Non-command 

Gneisses(B.G.C.) 

0.012 

Non-command 

Gneisses(B.G.C.) 

4.370 

Command 

Gneisses(B.G.C.) 

1.454 

Non-command 

Gneisses(B.G.C.) 

11.766 

Non-command 

Phyllite & Schist 

4.286 

Non-command 

Gneisses(B.G.C.) 

2.058 

Non-command 

Phyllite & Schist 

1.373 

Command 

Gneisses(B.G.C.) 

12.864 

Command 

Gneisses(B.G.C.) 

0.008 

Command 

Phyllite & Schist 

0.621 


of Tube of Wells Operational 
Wells with Days 

Pumpset 



Average Yield 

Draft 

Tube 

Wells 

Wells with 
Pumpset 

Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

MCM 

MCM 

(12) 

(13) 

(14) 

(15) 

50,000 

30,000 

0.042 

0.090 

35,000 

30,000 

0.008 

0.018 

35,000 

30,000 

- 

0.011 

35,000 

30,000 

- 

0.112 

50,000 

30,000 

0.006 

0.032 

60,000 

40,000 

- 

0.029 

35,000 

30,000 

0.042 

0.158 



120 

35,000 

30,000 

0.013 

0.050 

0.063 

120 

35,000 

30,000 

0.008 

0.040 

0.048 

120 

35,000 

30,000 

0.034 

1.116 

1.150 

120 

60,000 

35,000 

0.007 

0.067 

0.074 

120 

35,000 

30,000 

0.013 

0.018 

0.031 

120 

50,000 

30,000 

0.024 

0.130 

0.154 

120 

60,000 

40,000 

0.022 

0.115 

0.137 


120 

60,000 

40,000 

0.007 

0.038 

0.045 

120 

60,000 

35,000 

0.007 

0.059 

0.066 

120 

35,000 

30,000 

0.067 

0.061 

0.128 

120 

50,000 

30,000 

0.042 

0.299 

0.341 

120 

60,000 

35,000 

0.007 

0.328 

0.335 

120 

35,000 

30,000 

0.025 

0.058 

0.083 

120 

60,000 

35,000 

0.043 

0.038 

0.081 

120 

50,000 

30,000 

0.024 

0.040 

0.064 

120 

50,000 

30,000 

0.012 

0.076 

0.088 

120 

60,000 

40,000 

0.050 

0.346 

0.396 

120 

50,000 

30,000 

0.030 

0.119 

0.149 

120 

60,000 

35,000 

0.058 

0.357 

0.415 

120 

60,000 

35,000 

0.007 

0.021 

0.028 

120 

60,000 

35,000 

0.108 

0.622 

0.730 

120 

35,000 

30,000 

0.126 

1.228 

1.354 

120 

35,000 

30,000 

0.025 

0.137 

0.162 

120 

35,000 

30,000 

0.004 

0.011 

0.015 

120 

60,000 

35,000 

- 

0.021 

0.021 

120 

60,000 

35,000 

- 

0.013 

0.013 

120 

50,000 

30,000 

0.012 

0.025 

0.037 


120 

60,000 

40,000 

0.007 

0.029 

0.036 

120 

90,000 

50,000 

- 

0.006 

0.006 

120 

70,000 

50,000 

- 

0.018 

0.018 

120 

35,000 

30,000 

- 

0.198 

0.198 

120 

35,000 

30,000 

- 

0.022 

0.022 

120 

60,000 

35,000 

0.036 

0.118 

0.154 


120 

90,000 

50,000 

0.022 

0.222 

0.244 

120 

30,000 

25,000 

0.029 

0.042 

0.071 

120 

60,000 

35,000 

0.043 

0.349 

0.392 

120 

60,000 

35,000 

0.014 

0.126 

0.140 

120 

50,000 

30,000 

0.024 

0.198 

0.222 

120 

60,000 

40,000 

0.022 

0.178 

0.200 

120 

35,000 

30,000 

0.109 

0.263 

0.372 

120 

90,000 

50,000 

- 

- 

- | 

120 

70,000 

50,000 

- 

0.078 

0.078 

































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 




Nathi Ka Khera 

0829000603636600 

4.244 

Fresh 

Nawa Khera 

0829000703638100 

1.314 

Fresh 

Nawalpura 

0829000603634200 

1.619 

Fresh 


Non-command 


Non-command 


Badgaon 


Non-command 



Nawaniya 

0826000603172600 

20.242 

Fresh 

Negadiya 

0829000703639800 

4.695 

Fresh 

Netawala 

0826000603170700 

3.376 

Fresh 

Pal-Kheri 

0829000703639000 

1.884 

Fresh 


Non_command 


Non-command 


Vallabhnagar 


Non-command 


Patiya 

0826000603178800 

5.735 

Fresh 

Peepal Kheri 

0829000603636300 

2.266 

Fresh 


Pemakhera 

0829000603633100 

2.468 

Fresh 

Pitamber Puriya 

0829000603635000 

1.299 

Fresh 

Pratappura 

0826000603181100 

5.713 

Fresh 

Purshottam Pura 

0826000603180400 

1.003 

Fresh 

Raither 

0826000603170600 

3.705 

Fresh 


Rakampura 


0829000803652800 


1.739 Fresh 


Non_command 


Badgaon 


Non-command 


Badgaon 


Badgaon 


Non_command 


Non_command 


Non_command 


Vallabhnagar 


Non-command 


Rama Khera 

0829000703638200 

2.415 

Fresh 

Rama Ki Bhagal 

0826000603181000 

2.330 

Fresh 

Ramthali 

0829000603630300 

5.779 

Fresh 

Ranwon Ka Khera 

0829000603635600 

2.325 

Fresh 

Rawatpura 

0829000703639500 

1.804 

Fresh 


Non-command 


Non_command 


Non-command 


Badgaon 


Non-command 


Rayapuriya Kalan 

0829000603634600 

8.590 

Fresh 

Rodji Ka Khera 

0829000703639600 

3.037 

Fresh 


Badgaon 


Non-command 


Royda 

0826000103069100 

1.078 

Fresh 

Rughnathpura 

0829000603631100 

2.420 

Fresh 

Rundera 

0826000603172800 

26.364 

Fresh 


Salera 

0826000603180300 

11.243 

Fresh 

Sameliya 

0829000703637500 

3.445 

Fresh 


Non_command 


Non-command 


Non_command 


Vallabhnagar 


Non_command 


Non-command 


Sangariya 

0829000703637800 

3.462 

Fresh 

Sangesara 

0829000703637300 

6.732 

Fresh 


Non-command 


Non-command 


Sarangpura (Bhinder) 

0826000603188000 

0.985 

Fresh 

Sataliyawas 

0829000703636800 

2.442 

Fresh 


Non_command 


Non-command 


Shaktawaton Ka Khera 

0826000603181500 

0.964 

Fresh 

Shopura 

0826000603172900 

5.328 

Fresh 


Sonigaroh Ka Khera 


Sunderpura 


Surajpura 


Suratpura 


0826000603187400 

3.612 

Fresh 

0826000603181300 

2.985 

Fresh 

0829000803653200 

1.314 

Fresh 

0826000603181600 

1.314 

Fresh 

0829000603634900 

2.270 

Fresh 


Non_command 


Non_command 


Vallabhnagar 


Non_command 


Non_command 


Non-command 


Non_command 


Badgaon 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

0.316 

Non-command 

Phyllite & Schist 

0.661 

Non-command 

Gneisses(B.G.C.) 

4.244 

Non-command 

Phyllite & Schist 

0.184 

Command 

Phyllite & Schist 

0.022 

Non-command 

Gneisses(B.G.C.) 

0.321 

Non-command 

Phyllite & Schist 

1.276 

Command 

Gneisses(B.G.C.) 

7.453 

Non-command 

Gneisses(B.G.C.) 

4.695 

Command 

Gneisses(B.G.C.) 

2.599 

Non-command 

Gneisses(B.G.C.) 

0.346 

Non-command 

Phyllite & Schist 

1.387 

Command 

Gneisses(B.G.C.) 

2.521 

Command 

Phyllite & Schist 

0.759 

Non-command 

Phyllite & Schist 

0.360 

Command 

Phyllite & Schist 

0.009 

Command 

Phyllite & Schist 

0.516 

Command 

Gneisses(B.G.C.) 

5.713 

Command 

Gneisses(B.G.C.) 

1.003 

Command 

Gneisses(B.G.C.) 

0.001 

Command 

Gneisses(B.G.C.) 

3.452 

Non-command 

Gneisses(B.G.C.) 

1.496 

Non-command 

Phyllite & Schist 

0.243 

Non-command 

Phyllite & Schist 

0.064 

Command 

Gneisses(B.G.C.) 

2.330 

Non-command 

Gneisses(B.G.C.) 

3.414 

Command 

Phyllite & Schist 

0.895 

Non-command 

Gneisses(B.G.C.) 

0.046 

Non-command 

Phyllite & Schist 

1.758 

Command 

Phyllite & Schist 

0.042 

Non-command 

Gneisses(B.G.C.) 

2.878 

Non-command 

Phyllite & Schist 

0.159 

Command 

Gneisses(B.G.C.) 

1.078 

Non-command 

Gneisses(B.G.C.) 

1.228 

Command 

Gneisses(B.G.C.) 

11.022 

Command 

Gneisses(B.G.C.) 

15.283 

Command 

Gneisses(B.G.C.) 

8.474 

Non-command 

Gneisses(B.G.C.) 

2.986 

Non-command 

Phyllite & Schist 

0.459 

Non-command 

Gneisses(B.G.C.) 

3.462 

Non-command 

Gneisses(B.G.C.) 

1.736 

Non-command 

Phyllite & Schist 

4.996 

Command 

Gneisses(B.G.C.) 

0.079 

Non-command 

Gneisses(B.G.C.) 

2.355 

Non-command 

Phyllite & Schist 

0.087 

Command 

Gneisses(B.G.C.) 

0.964 

Command 

Gneisses(B.G.C.) 

3.701 

Command 

Gneisses(B.G.C.) 

1.627 

Command 

Gneisses(B.G.C.) 

3.612 

Command 

Gneisses(B.G.C.) 

2.985 

Non-command 

Phyllite & Schist 

0.233 

Command 

Gneisses(B.G.C.) 

1.314 

Command 

Phyllite & Schist 

2.085 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

70,000 

50,000 

120 

90,000 

50,000 

120 

70,000 

50,000 

120 

35,000 

30,000 

120 

60,000 

35,000 

120 

35,000 

30,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

35,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

35,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

70,000 

50,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

30,000 

25,000 

120 

60,000 

40,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

35,000 

30,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

60,000 

40,000 

120 

35,000 

30,000 

120 

60,000 

40,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.042 

0.042 

0.084 

0.084 

0.154 

0.240 

- 

- 

- 

- 

0.012 

0.012 

0.048 

0.048 

0.295 

0.308 

0.424 

0.460 

0.126 

0.126 

0.017 

0.017 

0.063 

0.070 

0.018 

0.018 

0.048 

0.055 

0.024 

0.024 



0.104 

0.104 

0.144 

0.156 

0.029 

0.029 



0.092 

0.106 

0.004 

0.004 

0.039 

0.061 

0.038 

0.052 

0.331 

0.344 

0.461 

0.474 

0.407 

0.453 

0.231 

0.267 

0.038 

0.045 

0.244 

0.273 

0.126 

0.133 

0.370 

0.392 

0.011 

0.015 

0.210 

0.224 

0.008 

0.008 

0.004 

0.008 

0.036 

0.049 

0.018 

0.026 

0.032 

0.040 

0.025 

0.025 

0.010 

0.024 

0.050 

0.063 

0.091 

0.091 



























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Surkhand 


Surpuri 


Tana 


Tarawat 


Teja Khera 


Telan Kheri 


Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


0829000803651800 


0829000603629900 


0829000603634100 


sq.km 


(4) (5) 


4.167 Fresh 


2.439 Fresh 


14.710 Fresh 


Non-command 


Non-command 


Badgaon 


Non-command 



0826000603170800 


14.439 Fresh 


0829000603636500 

2.947 

Fresh 

0826000603180000 

7.000 

Fresh 


Non_command 


Vallabhnagar 


Non-command 


Non command 


Theparion Ka Khera 


Titarda 


Uchnar Kalan 


Uchnar Khurd 


Udakhera 


Umand 


0829000603636000 


1.355 Fresh 


0829000703639700 

4.726 

Fresh 

0829000603636700 

2.176 

Fresh 

0829000603630800 

7.881 

Fresh 

0826000103068800 

2.523 

Fresh 


Badgaon 


Non-command 


Non-command 


Non-command 


Non-command 


Badgaon 



0829000603636400 


6.214 Fresh 


Non_command 


Non-command 


Ummedpura 


07003037 



0826000603187500 

1.624 

Fresh 

0829000803652400 

3.184 

Fresh 


Non_command 


Non-command 



Undayala 

0829000603630200 

1.454 

Fresh 

Vana 

0826000603173400 

7.401 

Fresh 

Viroli 

0829000603635300 

2.792 

Fresh 


Non-command 


Non_command 


Badgaon 



Waja Ka Khera 

0826000603180500 

5.808 

Fresh 

Warni 

0826000603179900 

3.608 

Fresh 


Ahera 

0821000802567300 

14.409 

Fresh 

Ankauriya 

0821000102499200 

24.870 

Fresh 

Arwar 

0821000802569800 

11.330 

Fresh 

Ashapura 

0821000602551900 

3.345 

Fresh 

Badla 

0821000802569700 

6.204 

Fresh 

Badlya 

0821000202506700 

9.885 

Fresh 


Bahera 

0821000802567200 

15.297 

Fresh 

Balapura 

0821000802571600 

2.354 

Fresh 

Banewari 

0821000602549500 

11.589 

Fresh 

Baori 

0821000802569600 

10.018 

Fresh 

Barol 

0821000802567600 

15.211 

Fresh 

Beer 

0821000202506900 

20.750 

Fresh 


Bewanja 

0821000602552400 

15.271 

Fresh 

Bhagwantpura 

0821000802567100 

11.676 

Fresh 

Bhunwada 

0821000102494200 

12.064 

Fresh 

Borada 

0821000802569300 

32.092 

Fresh 

Chandolai 

0821000802571700 

9.200 

Fresh 

Chandsen 

0821000602549900 

8.951 

Fresh 

Dabrela 

0821000802569400 

13.960 

Fresh 


Non_command 


Non_command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sub Basin: 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

4.167 

Non-command 

Gneisses(B.G.C.) 

0.355 

Command 

Phyllite & Schist 

6.700 

Non-command 

Gneisses(B.G.C.) 

1.382 

Non-command 

Phyllite & Schist 

4.553 

Command 

Gneisses(B.G.C.) 

0.328 

Command 

Gneisses(B.G.C.) 

0.714 

Non-command 

Gneisses(B.G.C.) 

2.947 

Command 

Gneisses(B.G.C.) 

7.000 

Command 

Phyllite & Schist 

0.000 

Command 

Phyllite & Schist 

1.347 

Non-command 

Phyllite & Schist 

0.008 

Non-command 

Gneisses(B.G.C.) 

4.726 

Non-command 

Gneisses(B.G.C.) 

2.176 

Non-command 

Gneisses(B.G.C.) 

2.475 

Command 

Gneisses(B.G.C.) 

1.298 

Command 

Phyllite & Schist 

0.002 

Command 

Gneisses(B.G.C.) 

0.257 

Non-command 

Gneisses(B.G.C.) 

2.042 

Non-command 

Phyllite & Schist 

0.957 

Command 

Gneisses(B.G.C.) 

0.651 

Non-command 

Gneisses(B.G.C.) 

3.183 

Non-command 

Phyllite & Schist 

0.001 

Non-command 

Gneisses(B.G.C.) 

0.506 

Command 

Gneisses(B.G.C.) 

7.401 

Command 

Gneisses(B.G.C.) 

0.129 

Command 

Phyllite & Schist 

1.173 

Non-command 

Gneisses(B.G.C.) 

0.491 

Non-command 

Phyllite & Schist 

0.999 

Command 

Gneisses(B.G.C.) 

5.808 

Command 

Gneisses(B.G.C.) 

3.608 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

90,000 

50,000 

120 

70,000 

50,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

60,000 

40,000 

120 

35,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

30,000 

25,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

35,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

35,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

35,000 

30,000 

120 

35,000 

30,000 



0.082 

0.096 

0.403 

0.424 

0.010 

0.010 

0.106 

0.120 

0.043 

0.050 

0.091 

0.105 

0.011 

0.015 

0.266 

0.350 


Non-command 

Gneisses(B.G.C.) 

14.409 

Non-command 

Gneisses(B.G.C.) 

1.405 

Non-command 

Gneisses(B.G.C.) 

4.569 

Non-command 

Gneisses(B.G.C.) 

3.345 

Non-command 

Gneisses(B.G.C.) 

4.903 

Non-command 

Gneisses(B.G.C.) 

0.541 

Non-command 

Phyllite & Schist 

0.139 

Non-command 

Gneisses(B.G.C.) 

15.297 

Non-command 

Gneisses(B.G.C.) 

2.320 

Non-command 

Gneisses(B.G.C.) 

11.589 

Non-command 

Gneisses(B.G.C.) 

10.018 

Non-command 

Gneisses(B.G.C.) 

15.211 

Non-command 

Gneisses(B.G.C.) 

15.571 

Non-command 

Phyllite & Schist 

0.628 

Non-command 

Gneisses(B.G.C.) 

12.188 

Non-command 

Gneisses(B.G.C.) 

11.676 

Non-command 

Gneisses(B.G.C.) 

11.099 

Non-command 

Gneisses(B.G.C.) 

21.621 

Non-command 

Gneisses(B.G.C.) 

0.508 

Non-command 

Gneisses(B.G.C.) 

8.951 

Non-command 

Gneisses(B.G.C.) 

13.960 


45 

120 

90,000 

90,000 

2 

120 

120,000 

100,000 

2 

120 

90,000 

90,000 

19 

120 

80,000 

50,000 

29 

120 

90,000 

90,000 

3 

120 

80,000 

50,000 

1 

120 

90,000 

60,000 

60 

120 

90,000 

90,000 

- 

120 

120,000 

100,000 

49 

120 

80,000 

50,000 

10 

120 

90,000 

90,000 

69 

120 

90,000 

90,000 

81 

120 

80,000 

50,000 

3 

120 

90,000 

60,000 

48 

120 

80,000 

50,000 

61 

120 

90,000 

90,000 

37 

120 

90,000 

70,000 

10 

120 

120,000 

100,000 

1 

120 

120,000 

100,000 

47 

120 

80,000 

50,000 

57 

120 

90,000 

90,000 


0.486 

0.486 

0.024 

0.024 

0.022 

0.022 

0.114 

0.114 

0.313 

0.313 

0.018 

0.018 

0.007 

0.007 

0.648 

0.648 

- 

- 

0.294 

0.294 

0.108 

0.108 

0.745 

0.745 

0.486 

0.486 

0.022 

0.022 

0.288 

0.307 

0.659 

0.659 

0.311 

0.311 

0.120 

0.120 

0.012 

0.012 

0.282 

0.282 

0.616 

0.616 
































































































































































































































































































































































































































































































































































































































































































































































Village 

Name 

Census Code 

Area 

sq.km 

(2) 

(3) 

(4) 

Dadiya 

0821000102496500 

32.441 

Danta 

0821000202507200 

15.311 

Daulatpura 

0821000802573200 

7.804 

Deoliya 

0821000602550700 

7.339 

Derathoo 

0821000602552800 

21.549 

Dhal 

0821000602552500 

15.470 

Dhanma 

0821000802571500 

13.384 

Dhigariya 

0821000802567800 

13.163 

Dilwara 

0821000602552100 

4.249 

Dilwari 

0821000602552000 

6.336 

Fatehgarh 

0821000802573000 

16.993 

Gaderi 

0821000602551800 

9.615 

Ganeshpura 

0821000802571200 

7.335 

Godiyana 

0821000102494300 

7.555 

Gopalpura 

0821000102496600 

12.120 

Gordhanpura 

0821000802572700 

1.783 

Gothiyana 

0821000102499300 

32.283 

Goyla 

0821000802570900 

17.344 

Gudli 

0821000202506800 

1.565 

Hathi Batta 

0821000602549400 

5.016 

Heengtara 

0821000802573700 

11.131 

Indrapura 

0821000802573100 

6.265 

Jatipura 

0821000802572800 

1.205 

Jatiya 

0821000202507300 

5.893 

Jhadol 

0821000102496700 

17.671 

Jhaloosi 

0821000802568100 

5.263 

Jilawara 

0821000602549000 

1.102 

Kadampura 

0821000602549800 

3.843 

Kadha 

0821000102494400 

11.498 

Kalawat 

0821000802571100 

4.301 

Kalyanipura 

0821000602551000 

4.621 

Kana Kheri 

0821000602548700 

6.838 

Kanpura 

0821000602549600 

24.626 

Kasheer 

0821000802567900 

23.654 

Keriya 

0821000102496900 

5.336 

Keriya Kalan 

0821000802567400 

7.355 

Keriya Khurd 

0821000602550100 

5.430 

Kesharpura 

0821000602551100 

4.242 

Kheeriya 

0821000802571000 

13.222 

Khera 

0821000102494000 

2.369 

Khonda 

0821000202502100 

6.276 

Kotri 

0821000802567000 

2.590 

Kurari 

0821000602551300 

4.763 

Lachhmipura 

0821000602550900 

3.826 


Lamba 

0821000102497000 

30.520 

Lavera 

0821000602551700 

13.677 

Loharwara 

0821000602552900 

21.359 

Mandawariya 

0821000102496800 

6.198 

Mandiyani 

0821000602551500 

12.954 

Manpura 

0821000602548800 

4.334 


0821000802573800 

4.143 


Maoshiya 0821000602550800 8.994 


Zone 
(Fresh / 
Saline) 

Type of Area (Command / N< 
command) 

(5) 

(6) 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

0.453 

Non-command 

Gneisses(B.G.C.) 

1.309 

Non-command 

Gneisses(B.G.C.) 

6.853 

Non-command 

Gneisses(B.G.C.) 

7.339 

Non-command 

Gneisses(B.G.C.) 

2.099 

Non-command 

Gneisses(B.G.C.) 

15.457 

Non-command 

Gneisses(B.G.C.) 

12.947 

Non-command 

Gneisses(B.G.C.) 

13.163 

Non-command 

Gneisses(B.G.C.) 

0.129 

Non-command 

Gneisses(B.G.C.) 

4.665 

Non-command 

Gneisses(B.G.C.) 

16.993 

Non-command 

Gneisses(B.G.C.) 

9.615 

Non-command 

Gneisses(B.G.C.) 

6.693 

Non-command 

Gneisses(B.G.C.) 

3.162 

Non-command 

Gneisses(B.G.C.) 

9.596 

Non-command 

Gneisses(B.G.C.) 

1.783 

Non-command 

Gneisses(B.G.C.) 

26.089 

Non-command 

Gneisses(B.G.C.) 

0.787 

Non-command 

Gneisses(B.G.C.) 

0.789 

Non-command 

Gneisses(B.G.C.) 

5.016 

Non-command 

Gneisses(B.G.C.) 

0.259 

Non-command 

Gneisses(B.G.C.) 

6.265 

Non-command 

Gneisses(B.G.C.) 

1.205 

Non-command 

Gneisses(B.G.C.) 

0.003 

Non-command 

Gneisses(B.G.C.) 

17.671 

Non-command 

Gneisses(B.G.C.) 

4.985 

Non-command 

Gneisses(B.G.C.) 

1.102 

Non-command 

Gneisses(B.G.C.) 

3.843 

Non-command 

Gneisses(B.G.C.) 

0.029 

Non-command 

Gneisses(B.G.C.) 

1.853 

Non-command 

Gneisses(B.G.C.) 

4.621 

Non-command 

Gneisses(B.G.C.) 

5.927 

Non-command 

Gneisses(B.G.C.) 

24.626 

Non-command 

Gneisses(B.G.C.) 

5.394 

Non-command 

Gneisses(B.G.C.) 

3.755 

Non-command 

Gneisses(B.G.C.) 

7.355 

Non-command 

Gneisses(B.G.C.) 

5.430 

Non-command 

Gneisses(B.G.C.) 

4.242 

Non-command 

Gneisses(B.G.C.) 

0.144 

Non-command 

Gneisses(B.G.C.) 

2.369 

Non-command 

Gneisses(B.G.C.) 

0.008 

Non-command 

Gneisses(B.G.C.) 

2.590 

Non-command 

Gneisses(B.G.C.) 

4.763 

Non-command 

Gneisses(B.G.C.) 

2.599 

Non-command 

Gneisses(B.G.C.) 

1.227 

Non-command 

Gneisses(B.G.C.) 

0.210 

Non-command 

Gneisses(B.G.C.) 

13.677 

Non-command 

Gneisses(B.G.C.) 

0.347 

Non-command 

Gneisses(B.G.C.) 

5.604 

Non-command 

Gneisses(B.G.C.) 

12.947 

Non-command 

Gneisses(B.G.C.) 

4.334 

Non-command 

Gneisses(B.G.C.) 

0.032 

Non-command 

Gneisses(B.G.C.) 

4.062 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

100,000 

120 

80,000 

50,000 

120 

120,000 

100,000 

120 

80,000 

50,000 

120 

90,000 

70,000 

120 

80,000 

50,000 

120 

120,000 

100,000 

120 

90,000 

90,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

120,000 

100,000 

120 

80,000 

50,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

90,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

80,000 

50,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

90,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

40,000 

20,000 

120 

90,000 

90,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

40,000 

20,000 

120 

120,000 

100,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

120,000 

100,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

120,000 

100,000 

120 

80,000 

50,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.024 

0.024 

0.072 

0.072 

- 

- 

0.486 

0.486 

0.328 

0.328 

0.870 

0.880 

0.144 

0.158 

0.119 

0.119 

0.012 

0.012 

0.276 

0.276 

0.336 

0.336 

0.840 

0.850 

0.072 

0.072 

0.109 

0.109 

0.324 

0.324 

0.120 

0.120 

0.708 

0.722 

0.011 

0.011 

0.048 

0.048 

0.738 

0.748 

- 

- | 

0.024 

0.024 

0.072 

0.072 


0.864 

0.864 

0.168 

0.168 

0.750 

0.760 

0.096 

0.096 



0.198 

0.198 

0.852 

0.871 

0.972 

0.991 

0.048 

0.048 

0.084 

0.084 

0.454 

0.454 

0.216 

0.216 

0.288 

0.288 

0.012 

0.012 

0.168 

0.211 

- 

- 

0.454 

0.454 

0.114 

0.114 

0.216 

0.216 

0.041 

0.041 

0.012 

0.012 

0.846 

0.856 

0.018 

0.018 

0.480 

0.480 

0.294 

0.304 

0.096 

0.096 

- 

- 

0.504 

0.504 
















































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 




Marogala 


Modi 


Mohammadgarh 


Mohanpura 


Moondolao 


Morajhari 


Nawab 


Nepoli 


Nolkha 


Palra 


Zone Type of Area (Command / N ( 
(Fresh / command ) 

Saline ) 


Census Code 

Area 


sq.km 

(3) 

(4) 



0821000802571400 

6.183 

0821000602551600 

6.344 

0821000802567700 

9.722 

0821000602549200 

3.043 

0821000102494500 

17.817 

0821000602550300 

8.267 


0821000602550000 

15.456 

0821000602550600 

6.021 

0821000202502200 

5.515 

0821000202507000 

10.258 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


07003038 


Pharkiya 


Raghunath Pura 


Raghunathpura 


Raj pura 


Rampura Aheeran 


Ramsar 


Rata Khera 


Rigrot 


Sameliya 


Samproda 


Sanod 


Sarana 


Sarsoonda 


Sarwar (M) 


Sedariya 


Shergarh 


Shokaliya 


Sholiya 


Sohanpura 


Sompura 


Soorajpura 


Soyla 


Srinagar 


Srirampura 


Syar 


Tihari 


Tikawara 


Tilana 


Udaipur Kalan 


Ajba Ka Bariya 


Ajgara 


Ajgari 


0821000602549300 

7.395 

0821000102493900 

1.813 

0821000602550200 

2.151 

0821000602551400 

4.223 

0821000602548900 

8.293 

0821000602551200 

45.999 


0821000602552200 

2.393 

0821000802568000 

4.662 

0821000802573400 

8.410 

0821000602550400 

14.415 

0821000602552700 

25.333 

0821000802566700 

22.052 

0821000802572900 

10.826 

0821000842108000 

20.703 

0821000202507100 

6.601 

0821000802569500 

20.525 

0821000802566900 

24.999 

0821000802571300 

10.275 

0821000802573600 

3.253 

0821000802573300 

3.266 

0821000602550500 

6.796 


0821000802567500 

5.079 

0821000602549100 

53.620 


0821000802568200 

10.705 

0821000802572600 

19.874 

0821000602549700 

23.955 

0821000102494100 

13.772 

0821000602552600 

18.887 

0821000102493800 

21.571 



0821000802574700 


0821000802576100 


11.403 Fresh 


Saline 


11.017 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

4.932 

Non-command 

Gneisses(B.G.C.) 

6.183 

Non-command 

Gneisses(B.G.C.) 

6.344 

Non-command 

Gneisses(B.G.C.) 

9.722 

Non-command 

Gneisses(B.G.C.) 

3.043 

Non-command 

Gneisses(B.G.C.) 

9.801 

Non-command 

Gneisses(B.G.C.) 

7.613 

Non-command 

Gneisses(B.G.C.) 

0.654 

Non-command 

Gneisses(B.G.C.) 

15.456 

Non-command 

Gneisses(B.G.C.) 

6.021 

Non-command 

Gneisses(B.G.C.) 

0.015 

Non-command 

Gneisses(B.G.C.) 

0.698 

Non-command 

Phyllite & Schist 

3.396 

Non-command 

Gneisses(B.G.C.) 

7.395 

Non-command 

Gneisses(B.G.C.) 

1.813 

Non-command 

Gneisses(B.G.C.) 

2.151 

Non-command 

Gneisses(B.G.C.) 

4.223 

Non-command 

Gneisses(B.G.C.) 

8.293 

Non-command 

Gneisses(B.G.C.) 

39.977 

Non-command 

Gneisses(B.G.C.) 

5.403 

Non-command 

Gneisses(B.G.C.) 

0.072 

Non-command 

Gneisses(B.G.C.) 

4.662 

Non-command 

Gneisses(B.G.C.) 

3.715 

Non-command 

Gneisses(B.G.C.) 

14.415 

Non-command 

Gneisses(B.G.C.) 

22.962 

Non-command 

Gneisses(B.G.C.) 

1.870 

Non-command 

Gneisses(B.G.C.) 

8.767 

Non-command 

Gneisses(B.G.C.) 

0.051 

Non-command 

Phyllite & Schist 

0.247 

Non-command 

Gneisses(B.G.C.) 

19.715 

Non-command 

Gneisses(B.G.C.) 

8.301 

Non-command 

Gneisses(B.G.C.) 

10.275 

Non-command 

Gneisses(B.G.C.) 

0.163 

Non-command 

Gneisses(B.G.C.) 

1.004 

Non-command 

Gneisses(B.G.C.) 

6.697 

Non-command 

Gneisses(B.G.C.) 

0.099 

Non-command 

Gneisses(B.G.C.) 

5.079 

Non-command 

Gneisses(B.G.C.) 

36.917 

Non-command 

Gneisses(B.G.C.) 

0.005 

Non-command 

Gneisses(B.G.C.) 

0.359 

Non-command 

Gneisses(B.G.C.) 

2.549 

Non-command 

Gneisses(B.G.C.) 

23.343 

Non-command 

Gneisses(B.G.C.) 

13.772 

Non-command 

Gneisses(B.G.C.) 

18.887 

Non-command 

Gneisses(B.G.C.) 

4.248 

Non-command 

Gneisses(B.G.C.) 

6.442 

Non-command 

Gneisses(B.G.C.) 

0.001 

Non-command 

Gneisses(B.G.C.) 

1.038 

Non-command 

Gneisses(B.G.C.) 

0.671 

Non-command 

Phyllite & Schist 

1.376 

Non-command 

Gneisses(B.G.C.) 

0.002 

Non-command 

Gneisses(B.G.C.) 

11.401 

Non-command 

Gneisses(B.G.C.) 

9.791 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

40,000 

20,000 

120 

120,000 

100,000 

120 

80,000 

50,000 

120 

90,000 

90,000 

120 

80,000 

50,000 

120 

90,000 

70,000 

120 

80,000 

50,000 

120 

40,000 

20,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

90,000 

60,000 

120 

80,000 

50,000 

120 

90,000 

70,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

40,000 

20,000 

120 

90,000 

70,000 

120 

90,000 

90,000 

120 

120,000 

100,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

90,000 

90,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

60,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

80,000 

50,000 

120 

40,000 

20,000 

120 

90,000 

90,000 

120 

80,000 

50,000 

120 

40,000 

20,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

80,000 

50,000 

120 

90,000 

70,000 

120 

80,000 

50,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

50,000 

40,000 

120 

120,000 

100,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.242 

0.242 

0.156 

0.156 

0.858 

0.858 

0.259 

0.259 

0.108 

0.108 

0.260 

0.271 

0.522 

0.522 

0.017 

0.017 

0.372 

0.372 

0.216 

0.216 

- 

- 

0.012 

0.012 

0.058 

0.058 

0.696 

0.706 

0.143 

0.143 

0.210 

0.210 

0.024 

0.024 

0.684 

0.694 

1.788 

1.817 

0.096 

0.096 

0.008 

0.008 

0.410 

0.410 

0.012 

0.012 

0.834 

0.834 

1.284 

1.332 

0.011 

0.011 

0.144 

0.144 

- 

- 

0.014 

0.014 

0.173 

0.173 

0.032 

0.032 

0.022 

0.022 

0.012 

0.012 

0.012 

0.012 

0.294 

0.294 

0.002 

0.002 

0.518 

0.518 

1.038 

1.067 



0.060 

0.060 

0.918 

0.937 

0.504 

0.526 

0.402 

0.412 

0.050 

0.050 

0.048 

0.048 


0.011 

0.011 

0.109 

0.109 

0.302 

0.302 


0.058 

0.058 

0.096 

0.096 



















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 




Amargarh 


Amarpura 


Arjunpura 


Arwar 


Badla 


Baghsuri 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Census Code 

Area 



sq.km 


(3) 

(4) 

(5) 



Saline 

0821000702556900 

8.120 

Fresh 

0821000602556800 

1.727 

Fresh 

0821000702558800 

3.653 

Fresh 

0821000802569800 

11.330 

Fresh 

0821000802569700 

6.204 

Fresh 

0821000602555000 

21.055 

Fresh 


Bagrai 

0821000702557600 

4.623 

Fresh 

Bakhtawarpura 

0821000602556200 

0.583 

Fresh 

Balapura 

0821000702562700 

4.004 

Fresh 

Balwanta 

0821000202507400 

11.325 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bandanwara 

0821000702557400 

25.265 

Fresh 

Banewara 

0821000602554800 

13.919 

Fresh 


Non-command 


Non-command 


Banti 


Bara Patthar 


Bargaon (Surkhand) 


Barla @ Kala Talab 


Beeliya 



Bewanja 


Bhagnanpura 


Bhagwanpura 


Bhairoo Khera 


Bhatiyani 


Bhatolao 


Bhawani Khera 


Bheempura 


Bhinay 


Bidkachiyawas 


Bilawatya Khera 


Birla 


Bithoor 


Boobkiya 


Bubaniya 


Budhpura 


Chainpura 


Chak Beeliya 


Chakwa 


Chakwi 


Chandali 


Chandma 


Chapaneri 


0821000802570800 

2.243 

Fresh 

0821000602552300 

0.359 

Fresh 

0821000702562800 

18.941 

Fresh 

0821000702562400 

13.624 

Fresh 

0821000702563700 

3.744 

Fresh 

0821000802576400 

7.713 

Fresh 

0821000202506900 

20.750 

Fresh 


0821000502545200 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 




0821000602552400 

15.271 

0821000602556400 

1.066 

0821000802575400 

13.781 


0821000602556600 1.882 


0821000702564300 1.999 


0821000602553300 23.644 


0821000802573500 4.508 


0821000602554100 6.883 


0821000602554400 10.285 


0821000702560100 31.010 


0821000302513700 30.235 


0821000802574100 4.628 


0821000802571800 13.072 


0821000602555200 6.110 


0821000702560900 8.805 


0821000602555500 13.932 


0821000602554900 

6.959 

0821000602555300 

7.902 

0821000802576200 

2.086 

0821000802575600 

9.362 

0821000802575500 

3.365 

0821000802576000 

12.213 



0821000802570100 

9.001 

0821000702563900 

24.096 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

1.074 

Non-command 

Gneisses(B.G.C.) 

8.120 

Non-command 

Gneisses(B.G.C.) 

1.727 

Non-command 

Gneisses(B.G.C.) 

3.653 

Non-command 

Gneisses(B.G.C.) 

6.761 

Non-command 

Gneisses(B.G.C.) 

1.301 

Non-command 

Gneisses(B.G.C.) 

20.688 

Non-command 

Phyllite & Schist 

0.367 

Non-command 

Gneisses(B.G.C.) 

4.623 

Non-command 

Gneisses(B.G.C.) 

0.583 

Non-command 

Gneisses(B.G.C.) 

4.004 

Non-command 

Gneisses(B.G.C.) 

1.218 

Non-command 

Phyllite & Schist 

8.659 

Non-command 

Gneisses(B.G.C.) 

25.265 

Non-command 

Gneisses(B.G.C.) 

3.114 

Non-command 

Phyllite & Schist 

10.793 

Non-command 

Gneisses(B.G.C.) 

2.243 

Non-command 

Gneisses(B.G.C.) 

0.359 

Non-command 

Gneisses(B.G.C.) 

18.941 

Non-command 

Gneisses(B.G.C.) 

13.624 

Non-command 

Gneisses(B.G.C.) 

3.672 

Non-command 

Gneisses(B.G.C.) 

2.698 

Non-command 

Gneisses(B.G.C.) 

3.041 

Non-command 

Phyllite & Schist 

0.228 

Non-command 

Gneisses(B.G.C.) 

2.194 

Non-command 

Gneisses(B.G.C.) 

1.568 

Non-command 

Gneisses(B.G.C.) 

3.083 

Non-command 

Gneisses(B.G.C.) 

1.066 

Non-command 

Gneisses(B.G.C.) 

9.646 

Non-command 

Gneisses(B.G.C.) 

4.135 

Non-command 

Gneisses(B.G.C.) 

1.882 

Non-command 

Gneisses(B.G.C.) 

0.416 

Non-command 

Gneisses(B.G.C.) 

23.644 

Non-command 

Gneisses(B.G.C.) 

4.508 

Non-command 

Phyllite & Schist 

6.883 

Non-command 

Phyllite & Schist 

0.649 

Non-command 

Gneisses(B.G.C.) 

27.817 

Non-command 

Phyllite & Schist 

1.354 

Non-command 

Gneisses(B.G.C.) 

3.537 

Non-command 

Gneisses(B.G.C.) 

1.386 

Non-command 

Phyllite & Schist 

6.110 

Non-command 

Gneisses(B.G.C.) 

8.501 

Non-command 

Gneisses(B.G.C.) 

7.900 

Non-command 

Phyllite & Schist 

6.033 

Non-command 

Gneisses(B.G.C.) 

6.959 

Non-command 

Phyllite & Schist 

7.902 

Non-command 

Gneisses(B.G.C.) 

0.045 

Non-command 

Gneisses(B.G.C.) 

9.362 

Non-command 

Gneisses(B.G.C.) 

3.365 

Non-command 

Gneisses(B.G.C.) 

10.914 

Non-command 

Gneisses(B.G.C.) 

0.174 

Non-command 

Gneisses(B.G.C.) 

9.001 

Non-command 

Gneisses(B.G.C.) 

2.675 



Number 
of Wells 
with 

Pumpset 

Number of 
Operational 
Days 

Average Yield 



Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(10) 

(IV 

(12) 

(13) 

1 

120 

50,000 

40,000 

29 

120 

90,000 

90,000 

22 

120 

90,000 

70,000 

18 

120 

90,000 

90,000 

4 120 

90,000 

90,000 

8 

120 

90,000 

90,000 

189 

120 

90,000 

70,000 

3 

120 

110,000 

90,000 

22 

120 

90,000 

90,000 

19 

120 

90,000 

70,000 

12 

120 

90,000 

90,000 

9 

120 

80,000 

50,000 

66 

120 

90,000 

60,000 

178 

120 

90,000 

90,000 

23 

120 

90,000 

70,000 

81 

120 

110,000 

90,000 

1 

120 

90,000 

90,000 

42 

120 

90,000 

70,000 

19 

120 

90,000 

90,000 

16 

120 

90,000 

90,000 

7 

120 

90,000 

90,000 

4 120 

120,000 

100,000 

16 

120 

80,000 

50,000 

1 

120 

90,000 

60,000 

17 

120 

100,000 

80,000 

12 

120 

50,000 

30,000 

12 

120 

80,000 

50,000 

18 

120 

90,000 

70,000 

8 

120 

120,000 

100,000 

3 

120 

50,000 

40,000 

21 

120 

90,000 

70,000 

1 

120 

90,000 

90,000 

176 

120 

90,000 

70,000 

5 

120 

50,000 

40,000 

158 

120 

110,000 

90,000 

6 

120 

110,000 

90,000 

225 

120 

90,000 

90,000 

6 

120 

110,000 

90,000 

17 

120 

120,000 

100,000 

1 

120 

120,000 

100,000 

141 

120 

110,000 

90,000 

25 

120 

90,000 

90,000 

95 

120 

90,000 

70,000 

72 

120 

110,000 

90,000 

23 

120 

90,000 

70,000 

94 

120 

110,000 

90,000 

120 

120,000 

100,000 

61 

120 

120,000 

100,000 

2 

120 

120,000 

100,000 

12 

120 

120,000 

100,000 

120 

50,000 

40,000 

5 

120 

90,000 

90,000 

13 

120 

90,000 

90,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.005 

0.005 

0.313 

0.313 

0.185 

0.185 

0.194 

0.194 

0.043 

0.043 

0.086 

0.086 

1.588 

1.599 

0.032 

0.032 

0.238 

0.238 

0.160 

0.160 

0.130 

0.130 

0.054 

0.054 

0.475 

0.475 

1.922 

1.922 

0.193 

0.193 

0.875 

0.875 

0.011 

0.011 

0.353 

0.353 

0.205 

0.205 

0.173 

0.173 

0.076 

0.076 

0.048 

0.048 

0.096 

0.096 

0.007 

0.007 

0.163 

0.163 

0.043 

0.043 

0.072 

0.072 

0.151 

0.151 

0.096 

0.096 

0.014 

0.014 

0.176 

0.176 

0.011 

0.011 

1.478 

1.478 

0.024 

0.024 

1.706 

1.746 

0.065 

0.065 

2.430 

2.441 

0.065 

0.065 

0.204 

0.204 

0.012 

0.012 

1.523 

1.523 

0.270 

0.270 

0.798 

0.809 

0.778 

0.778 

0.193 

0.193 

1.015 

1.015 

- 

- 

0.732 

0.732 

0.024 

0.024 

0.144 

0.144 

- 

- 

0.054 

0.054 

0.140 

0.140 














































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 




Chat 


Chat Sardarpura 


Chawadiya 


Chawandiya 


Chhachhundra 


Chhapri 


Daulatpura 


Daulatpura (Jamola) 


Deopura 


Derathoo 


Dhani 


Dhantol 


Dhigariya Goojran 


Dholadanta 


Dholadanta Derathoo 


0821000702558100 


0821000802573200 


0821000502544800 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Census Code 

Area 


sq.km 

(3) 

(4) 

0821000602553400 

10.616 

0821000602554200 

9.847 

0821000502544400 

14.818 



0821000702561500 

8.416 

0821000702558000 

4.798 

0821000802575100 

3.689 




0821000702557300 

3.969 

0821000602552800 

21.549 

0821000702561700 

2.891 

0821000702560400 

10.296 

0821000802570600 

8.450 

0821000602555400 

6.581 

0821000602553500 

4.835 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Dholadanta Nyara 

0821000602556700 

3.586 

Fresh 

Dhunwaliya 

0821000902577600 

8.024 

Fresh 


Dilwara 


Dilwari 


Dorai 


Ekalseenga 


Ganesh Magri 


Ganeshpura 


Ghana 


Gopalpura 


Gordhanpura 


Gowaliya 


Goyla 


Gudaliya 


Gujarwara 


Gundali 


Hanwantiya 


Hatoondi 


Heengtara 


Heerapura 


Hingoniyan 


0821000602552100 


4.249 Fresh 


Non-command 


Lassariya 


Non-command 


Non-command 



0821000602552000 

6.336 

0821000802574300 

6.524 


0821000702561600 

15.374 

0821000502544500 

1.941 

0821000802569900 

9.463 



0821000802571200 

7.335 

0821000702561900 

9.614 

0821000702559600 

5.294 

0821000702559800 

1.099 

0821000702558400 

7.776 

0821000802570900 

17.344 

0821000802566400 

8.881 

0821000702560300 

2.253 

0821000802575900 

7.024 


0821000602553200 

9.791 

0821000202508500 

3.752 

0821000802573700 

11.131 


0821000702560500 

1.829 

0821000802573900 

18.587 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

10.616 

Non-command 

Phyllite & Schist 

8.269 

Non-command 

Gneisses(B.G.C.) 

7.480 

Non-command 

Gneisses(B.G.C.) 

7.337 

Non-command 

Gneisses(B.G.C.) 

8.321 

Non-command 

Gneisses(B.G.C.) 

4.798 

Non-command 

Gneisses(B.G.C.) 

0.001 

Non-command 

Gneisses(B.G.C.) 

3.689 

Non-command 

Gneisses(B.G.C.) 

10.428 

Non-command 

Phyllite & Schist 

1.606 

Non-command 

Gneisses(B.G.C.) 

2.323 

Non-command 

Gneisses(B.G.C.) 

0.951 

Non-command 

Gneisses(B.G.C.) 

2.540 

Non-command 

Gneisses(B.G.C.) 

0.173 

Non-command 

Gneisses(B.G.C.) 

3.969 

Non-command 

Gneisses(B.G.C.) 

19.450 

Non-command 

Gneisses(B.G.C.) 

0.206 

Non-command 

Gneisses(B.G.C.) 

9.985 

Non-command 

Gneisses(B.G.C.) 

8.450 

Non-command 

Gneisses(B.G.C.) 

6.581 

Non-command 

Gneisses(B.G.C.) 

3.281 

Non-command 

Phyllite & Schist 

1.554 

Non-command 

Gneisses(B.G.C.) 

3.586 

Command 

Gneisses(B.G.C.) 

0.002 

Non-command 

Gneisses(B.G.C.) 

2.512 

Non-command 

Gneisses(B.G.C.) 

4.119 

Non-command 

Phyllite & Schist 

0.001 

Non-command 

Gneisses(B.G.C.) 

1.671 

Non-command 

Gneisses(B.G.C.) 

4.649 

Non-command 

Gneisses(B.G.C.) 

1.875 

Non-command 

Gneisses(B.G.C.) 

0.694 

Non-command 

Gneisses(B.G.C.) 

1.941 

Non-command 

Gneisses(B.G.C.) 

4.886 

Non-command 

Gneisses(B.G.C.) 

4.577 

Non-command 

Gneisses(B.G.C.) 

0.642 

Non-command 

Gneisses(B.G.C.) 

6.924 

Non-command 

Gneisses(B.G.C.) 

3.798 

Non-command 

Gneisses(B.G.C.) 

1.099 

Non-command 

Gneisses(B.G.C.) 

6.721 

Non-command 

Gneisses(B.G.C.) 

16.557 

Non-command 

Gneisses(B.G.C.) 

8.881 

Non-command 

Gneisses(B.G.C.) 

1.782 

Non-command 

Gneisses(B.G.C.) 

5.893 

Non-command 

Gneisses(B.G.C.) 

1.131 

Non-command 

Gneisses(B.G.C.) 

9.791 

Non-command 

Phyllite & Schist 

0.021 

Non-command 

Gneisses(B.G.C.) 

0.362 

Non-command 

Gneisses(B.G.C.) 

10.510 

Non-command 

Gneisses(B.G.C.) 

1.829 

Non-command 

Gneisses(B.G.C.) 

15.524 

Non-command 

Gneisses(B.G.C.) 

1.942 

Non-command 

Gneisses(B.G.C.) 

12.156 

Non-command 

Gneisses(B.G.C.) 

0.294 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

120,000 

100,000 

120 

50,000 

40,000 

120 

80,000 

50,000 

120 

90,000 

60,000 

120 

90,000 

90,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

90,000 

90,000 

120 

90,000 

70,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

80,000 

50,000 

120 

90,000 

60,000 

120 

80,000 

50,000 

120 

120,000 

100,000 

120 

50,000 

40,000 

120 

90,000 

90,000 

120 

50,000 

30,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

120,000 

100,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

120,000 

100,000 

120 

50,000 

40,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

50,000 

40,000 

120 

90,000 

90,000 

120 

120,000 

100,000 

120 

50,000 

40,000 

120 

120,000 

100,000 

120 

50,000 

40,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.344 

0.344 

0.670 

0.670 

0.250 

0.250 

0.094 

0.094 

0.356 

0.356 

0.529 

0.529 

- 

- j 

0.106 

0.106 

0.564 

0.564 

0.101 

0.101 

0.346 

0.346 

- 

- 

0.211 

0.211 

0.004 

0.004 

0.454 

0.454 

3.041 

3.063 

0.011 

0.011 

0.302 

0.302 

1.242 

1.242 

0.134 

0.134 

0.218 

0.218 

0.140 

0.140 

0.395 

0.395 


0.067 

0.067 

0.378 

0.388 


0.096 

0.096 

0.048 

0.048 

0.010 

0.010 

0.032 

0.032 

0.029 

0.029 

0.032 

0.032 

0.032 

0.032 

0.012 

0.012 

0.238 

0.238 

0.205 

0.205 

0.097 

0.097 

0.335 

0.335 

0.302 

0.302 

0.140 

0.140 

0.140 

0.140 

0.096 

0.096 

0.005 

0.005 

0.408 

0.427 

- 

| 

- 

" 1 

0.038 

0.038 

0.108 

0.108 

1.008 

1.008 

0.053 

0.053 

0.504 

0.504 

0.005 

0.005 























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N ( 
(Fresh / command ) 

Saline ) 



Jaliya 


Jaliya (Jamola) 


Jaswantpura 


Jatiya 


Jhabarkiya 


Jhanbarkiya 


Jharwasa 


Jheepiya 


Jorawarpura 


Jotayan 


Kabrichat 


Kachariya 


Kaklana 


Kalaheri 


Kalawat 


Kalyanpura 


Kanai Kalan 


Kanai Khurd 


Kanpura 


Karati 


Kebaniya 


Keetap 


Kekri (M) 


Keriya 


Keriya Khurd 


Kesharpura 


Khandra 


Khapri 


Khayra 


Kheeriya 


Kheri 


Kirap 


Census Code 

Area 


sq.km 

(3) 

(4) 

0821000802570500 

13.537 

0821000602553600 

1.887 

0821000802575200 

7.636 

0821000902577500 

7.332 



0821000802576500 

10.246 

0821000502544700 

1.636 




Saline 


14.407 Fresh 



0821000602553000 

4.777 

0821000202507300 

5.893 



0821000502544200 


0821000702565700 


0821000602556100 


0821000702561800 


0821000602555700 


0821000702558900 


0821000702559900 


0821000802570200 


0.621 


10.070 


0.704 


4.848 


19.145 


10.735 


1.080 


18.174 


0821000602556300 

4.973 

0821000702563300 

7.727 

0821000202508600 

5.382 

0821000502543700 

5.012 

0821000802571100 

4.301 

0821000802566100 

11.464 

0821000702563000 

14.449 

0821000702563100 

8.603 

0821000502545300 

8.891 


0821000702558300 

11.073 

0821000802566000 

10.121 

0821000702557800 

16.200 

0821000942109000 

29.193 

0821000502544300 

8.212 


0821000702562600 

12.549 

0821000802566600 

3.636 


0821000802570400 

6.830 

0821000602554000 

2.276 

0821000702562000 

7.074 

0821000802571000 

13.222 

0821000702558500 

4.195 

0821000502536500 

22.059 


Non-command 


Non-command 


Non-command 


Lassariya 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kumhariya 

0821000702557700 

22.467 

Fresh 

Kushalpura 

0821000502543400 

4.382 

Fresh 

Lachchipura 

0821000202508700 

2.946 

Fresh 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

13.537 

Non-command 

Gneisses(B.G.C.) 

1.887 

Non-command 

Gneisses(B.G.C.) 

7.636 

Command 

Gneisses(B.G.C.) 

0.085 

Non-command 

Gneisses(B.G.C.) 

1.233 

Non-command 

Gneisses(B.G.C.) 

2.409 

Non-command 

Gneisses(B.G.C.) 

0.595 

Non-command 

Gneisses(B.G.C.) 

1.041 

Non-command 

Gneisses(B.G.C.) 

1.095 

Non-command 

Gneisses(B.G.C.) 

12.781 

Non-command 

Gneisses(B.G.C.) 

4.777 

Non-command 

Gneisses(B.G.C.) 

4.351 

Non-command 

Phyllite & Schist 

0.976 

Non-command 

Gneisses(B.G.C.) 

3.027 

Non-command 

Gneisses(B.G.C.) 

3.023 

Non-command 

Gneisses(B.G.C.) 

0.621 

Non-command 

Gneisses(B.G.C.) 

0.049 

Non-command 

Gneisses(B.G.C.) 

0.704 

Non-command 

Gneisses(B.G.C.) 

1.104 

Non-command 

Gneisses(B.G.C.) 

19.145 

Non-command 

Gneisses(B.G.C.) 

10.202 

Non-command 

Gneisses(B.G.C.) 

1.080 

Non-command 

Gneisses(B.G.C.) 

14.755 

Non-command 

Gneisses(B.G.C.) 

3.419 

Non-command 

Gneisses(B.G.C.) 

4.973 

Non-command 

Gneisses(B.G.C.) 

0.165 

Non-command 

Phyllite & Schist 

2.847 

Non-command 

Gneisses(B.G.C.) 

5.012 

Non-command 

Gneisses(B.G.C.) 

2.448 

Non-command 

Gneisses(B.G.C.) 

11.464 

Non-command 

Gneisses(B.G.C.) 

14.192 

Non-command 

Gneisses(B.G.C.) 

8.533 

Non-command 

Gneisses(B.G.C.) 

0.776 

Non-command 

Gneisses(B.G.C.) 

0.138 

Non-command 

Gneisses(B.G.C.) 

10.215 

Non-command 

Gneisses(B.G.C.) 

10.121 

Non-command 

Gneisses(B.G.C.) 

16.200 

Non-command 

Gneisses(B.G.C.) 

9.986 

Non-command 

Gneisses(B.G.C.) 

8.170 

Non-command 

Gneisses(B.G.C.) 

0.042 

Non-command 

Gneisses(B.G.C.) 

12.549 

Non-command 

Gneisses(B.G.C.) 

0.300 

Non-command 

Gneisses(B.G.C.) 

3.336 

Non-command 

Gneisses(B.G.C.) 

6.830 

Non-command 

Phyllite & Schist 

2.276 

Non-command 

Gneisses(B.G.C.) 

7.074 

Non-command 

Gneisses(B.G.C.) 

13.077 

Non-command 

Gneisses(B.G.C.) 

4.195 

Non-command 

Gneisses(B.G.C.) 

6.907 

Non-command 

Phyllite & Schist 

3.185 

Non-command 

Gneisses(B.G.C.) 

22.467 

Non-command 

Gneisses(B.G.C.) 

0.026 

Non-command 

Phyllite & Schist 

2.946 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

90,000 

120 

90,000 

70,000 

120 

50,000 

40,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

90,000 

60,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

100,000 

80,000 

120 

90,000 

90,000 

120 

90,000 

70,000 

120 

90,000 

90,000 

120 

90,000 

70,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

90,000 

70,000 

120 

90,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

90,000 

120 

120,000 

100,000 

120 

90,000 

90,000 

120 

100,000 

80,000 

120 

110,000 

90,000 

120 

90,000 

90,000 

120 

100,000 

80,000 

120 

110,000 

90,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.205 

0.205 

0.235 

0.246 

0.101 

0.101 

- 

- 

0.067 

0.067 

0.036 

0.036 

0.058 

0.058 

0.040 

0.040 

0.067 

0.067 

0.302 

0.302 

0.342 

0.342 

0.588 

0.588 

0.158 

0.158 

0.054 

0.054 

0.043 

0.043 

0.029 

0.029 

- 

- 

0.143 

0.143 

0.032 

0.032 

1.084 

1.084 

0.508 

0.508 

0.162 

0.162 

0.065 

0.065 

0.022 

0.022 

0.151 

0.151 


0.173 

0.173 

0.298 

0.298 

0.012 

0.012 

0.076 

0.076 

0.184 

0.184 

0.205 

0.205 

0.029 

0.029 

0.004 

0.004 

0.616 

0.616 

0.086 

0.086 

0.767 

0.767 



0.356 

0.356 

0.011 

0.011 

0.065 

0.065 

0.097 

0.097 

0.324 

0.350 

0.184 

0.184 

0.804 

0.804 

0.637 

0.637 

0.355 

0.355 

0.184 

0.184 

0.562 

0.562 

- 

- ! 

0.205 

0.205 

































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Lallai 


Lamba 


Laxmipura 


Leeri 


Loharwara 


Madanpura 


Manpura 


Mohanpura 


Motipura 


Nagola 


Naharpura 


Naiki 


Nandla 


Nayagaon 


Neemera (Barli) 


Neemra(Kerot) 


Nizampura 


Nyara 


Pachmata 


Padaliya (Bhinay) 


Padanga 


Peeloda 


Peepaliya 


Peeproli 


Pratappura 


Raghunath Garh 


Raghunathpura 


Raghunathpura @ Sapnikhera 


Rajgarh 


Rajosi 


Rajpura 


Rampura 


0821000802574600 


0821000502545600 


0821000702563400 


0821000302514300 


0821000602552900 


0821000802574500 


0821000802573800 



0821000502544100 


0821000502543800 


0821000602553700 


0821000702557000 


0821000802566300 



0821000802574000 


0821000702558200 


0821000702561300 


0821000802574800 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



sq.km 


(4) 


6.822 


15.523 


2.304 


31.080 


21.359 


0.978 


4.143 


10.218 Fresh 


7.628 Fresh 


Saline 


4.563 Fresh 


1.709 Fresh 


5.342 Fresh 


4.350 Fresh 


3.805 Fresh 


Saline 


0821000702563800 

21.031 

0821000602555900 

1.999 

0821000902577700 

12.120 

0821000602553800 

13.038 


20.915 Fresh 



16.962 Fresh 


0821000602554500 

3.872 

0821000702564400 

12.272 

0821000702563200 

11.002 

0821000602555800 

6.150 

0821000602556500 

9.465 

0821000602554600 

3.738 

0821000702563600 

14.769 

0821000702558600 

6.532 

0821000702560800 

5.027 

0821000702562300 

9.505 

0821000802566500 

13.935 




0821000702560700 

12.177 

0821000702562900 

6.460 

0821000702562500 

2.056 

0821000602554300 

15.089 

0821000602553900 

16.831 

0821000802574400 

3.273 

0821000702557200 

1.697 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

6.822 

Non-command 

Gneisses(B.G.C.) 

0.012 

Non-command 

Gneisses(B.G.C.) 

1.600 

Non-command 

Phyllite & Schist 

5.752 

Non-command 

Gneisses(B.G.C.) 

21.012 

Non-command 

Gneisses(B.G.C.) 

0.978 

Non-command 

Gneisses(B.G.C.) 

3.924 

Non-command 

Gneisses(B.G.C.) 

0.187 

Non-command 

Gneisses(B.G.C.) 

1.106 

Non-command 

Phyllite & Schist 

0.002 

Non-command 

Gneisses(B.G.C.) 

5.265 

Non-command 

Phyllite & Schist 

4.953 

Non-command 

Gneisses(B.G.C.) 

6.631 

Non-command 

Gneisses(B.G.C.) 

0.997 

Non-command 

Gneisses(B.G.C.) 

4.563 

Non-command 

Gneisses(B.G.C.) 

1.709 

Non-command 

Gneisses(B.G.C.) 

5.342 

Non-command 

Gneisses(B.G.C.) 

4.350 

Non-command 

Gneisses(B.G.C.) 

3.580 

Non-command 

Gneisses(B.G.C.) 

0.224 

Non-command 

Gneisses(B.G.C.) 

19.774 

Non-command 

Gneisses(B.G.C.) 

1.999 

Non-command 

Gneisses(B.G.C.) 

2.314 

Non-command 

Gneisses(B.G.C.) 

0.501 

Non-command 

Phyllite & Schist 

12.536 

Non-command 

Gneisses(B.G.C.) 

3.792 

Non-command 

Phyllite & Schist 

17.122 

Non-command 

Gneisses(B.G.C.) 

10.509 

Non-command 

Phyllite & Schist 

6.183 

Non-command 

Phyllite & Schist 

3.872 

Non-command 

Gneisses(B.G.C.) 

0.004 

Non-command 

Gneisses(B.G.C.) 

10.465 

Non-command 

Gneisses(B.G.C.) 

6.150 

Non-command 

Gneisses(B.G.C.) 

9.465 

Non-command 

Phyllite & Schist 

3.212 

Non-command 

Gneisses(B.G.C.) 

1.060 

Non-command 

Gneisses(B.G.C.) 

6.532 

Non-command 

Gneisses(B.G.C.) 

4.599 

Non-command 

Gneisses(B.G.C.) 

9.505 

Non-command 

Gneisses(B.G.C.) 

13.830 

Non-command 

Gneisses(B.G.C.) 

0.106 

Non-command 

Gneisses(B.G.C.) 

0.572 

Non-command 

Gneisses(B.G.C.) 

1.865 

Non-command 

Gneisses(B.G.C.) 

1.979 

Non-command 

Gneisses(B.G.C.) 

0.238 

Non-command 

Gneisses(B.G.C.) 

1.790 

Non-command 

Gneisses(B.G.C.) 

12.177 

Non-command 

Gneisses(B.G.C.) 

6.460 

Non-command 

Gneisses(B.G.C.) 

2.056 

Non-command 

Phyllite & Schist 

7.422 

Non-command 

Phyllite & Schist 

14.887 

Non-command 

Gneisses(B.G.C.) 

3.273 

Non-command 

Gneisses(B.G.C.) 

1.697 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

40,000 

120 

100,000 

80,000 

120 

90,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

50,000 

40,000 

120 

120,000 

100,000 

120 

50,000 

40,000 

120 

100,000 

80,000 

120 

110,000 

90,000 

120 

100,000 

80,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

50,000 

40,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

100,000 

80,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

120,000 

100,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

120,000 

100,000 

120 

50,000 

40,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

50,000 

40,000 

120 

90,000 

90,000 



Tube Wells with 
Wells Pumpset 




MCM 

MCM 

(15) 

(16) 

0.394 

0.394 

- 

- 

0.054 

0.054 

0.475 

0.501 

1.008 

1.066 

0.110 

0.110 

0.096 

0.096 



0.355 

0.355 

0.378 

0.378 

0.264 

0.264 

0.014 

0.014 

0.115 

0.115 

0.067 

0.067 

0.403 

0.403 

0.281 

0.281 

0.097 

0.097 

0.011 

0.011 

0.540 

0.540 

0.235 

0.235 

0.096 

0.096 

0.067 

0.067 

2.268 

2.281 

0.168 

0.168 

0.972 

0.972 

0.269 

0.269 

0.184 

0.184 

1.058 

1.058 


0.302 

0.302 

0.269 

0.334 

1.092 

1.103 

0.162 

0.162 

0.043 

0.043 

0.648 

0.648 

0.119 

0.119 

0.140 

0.140 

0.421 

0.421 

- 

- | 

0.024 

0.024 

0.065 

0.065 

0.184 

0.184 

- 

- 

0.010 

0.010 

0.302 

0.302 

0.054 

0.054 

0.086 

0.086 

0.961 

0.961 

4.298 

4.351 

0.077 

0.077 

0.086 

0.086 































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Rampura Hanu 


Rampura Nyara 


Ramsar 


Rasoolpura 


Rata Khera 


Ratakot 


Ratanpura 


Reechhmaliya (c 


Rammaliya 


Ren 


Rooppura 


Salarmala-I 


Sameliya 


Sanod 


Sanodiya 


Santhaliya 


Sapunda 


Sargaon 


Sarsari 


Sarsoonda 


Sarwar (M) 


Sarwar (Rural) 


Satawariya 


Satolao 


Sawaipura 


Sedariya 


Shergarh 


Shokaliya 


Shokli 


Shyampura 


0821000602553100 


0821000602556000 


0821000602551200 


0821000602555600 


0821000602552200 


0821000702559000 


0821000702560000 


0821000702560600 


0821000702561000 


0821000702557100 


0821000702561400 


0821000502543600 


0821000802573400 


0821000502545100 


sq.km 


(4) 


7.109 


2.293 


45.999 


5.533 


2.393 


25.792 


1.154 


12.923 




0821000602552700 

25.333 

0821000802570700 

6.886 

0821000502545000 

2.334 

0821000802574200 

17.780 



0821000702559700 

6.470 

0821000902580000 

13.282 

0821000802572900 

10.826 

0821000842108000 

20.703 



0821000802570300 

12.981 

0821000702558700 

5.865 

0821000702557900 

6.408 

0821000802569500 

20.525 

0821000802566900 

24.999 

0821000802566800 

5.043 

0821000502543500 

4.297 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Singawal 


Sobri 


Sohanpura 


Sol Kalan 


Solkhurd 


Sompura 


Soonpa 


Soorajpura 


Syar 


Tajpura 


0821000702559500 

14.364 

0821000702561100 

10.842 

0821000802573600 

3.253 


0821000702562200 

4.066 

0821000702562100 

6.987 

0821000802573300 

3.266 



0821000802576600 

15.172 

0821000702557500 

9.594 

0821000802574900 

1.438 

0821000802572600 

19.874 

0821000802575000 

6.767 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

7.109 

Non-command 

Gneisses(B.G.C.) 

2.293 

Non-command 

Gneisses(B.G.C.) 

0.618 

Non-command 

Gneisses(B.G.C.) 

5.533 

Non-command 

Gneisses(B.G.C.) 

2.321 

Non-command 

Gneisses(B.G.C.) 

1.374 

Non-command 

Gneisses(B.G.C.) 

1.154 

Non-command 

Gneisses(B.G.C.) 

5.176 

Non-command 

Gneisses(B.G.C.) 

7.747 

Non-command 

Gneisses(B.G.C.) 

6.182 

Non-command 

Gneisses(B.G.C.) 

4.222 

Non-command 

Gneisses(B.G.C.) 

1.094 

Non-command 

Gneisses(B.G.C.) 

1.565 

Non-command 

Gneisses(B.G.C.) 

1.353 

Non-command 

Gneisses(B.G.C.) 

3.341 

Non-command 

Gneisses(B.G.C.) 

2.371 

Non-command 

Gneisses(B.G.C.) 

6.886 

Non-command 

Gneisses(B.G.C.) 

2.334 

Non-command 

Gneisses(B.G.C.) 

17.089 

Non-command 

Gneisses(B.G.C.) 

0.691 

Non-command 

Gneisses(B.G.C.) 

12.250 

Non-command 

Gneisses(B.G.C.) 

7.933 

Non-command 

Gneisses(B.G.C.) 

6.396 

Non-command 

Gneisses(B.G.C.) 

1.714 

Non-command 

Gneisses(B.G.C.) 

1.963 

Non-command 

Gneisses(B.G.C.) 

12.291 

Non-command 

Gneisses(B.G.C.) 

8.361 

Non-command 

Gneisses(B.G.C.) 

2.461 

Non-command 

Gneisses(B.G.C.) 

2.112 

Non-command 

Gneisses(B.G.C.) 

10.910 

Non-command 

Gneisses(B.G.C.) 

4.963 

Non-command 

Gneisses(B.G.C.) 

12.981 

Non-command 

Gneisses(B.G.C.) 

4.034 

Non-command 

Gneisses(B.G.C.) 

6.408 

Non-command 

Gneisses(B.G.C.) 

0.810 

Non-command 

Gneisses(B.G.C.) 

16.698 

Non-command 

Gneisses(B.G.C.) 

5.043 

Non-command 

Gneisses(B.G.C.) 

2.709 

Non-command 

Phyllite & Schist 

0.247 

Non-command 

Gneisses(B.G.C.) 

0.020 

Non-command 

Gneisses(B.G.C.) 

10.842 

Non-command 

Gneisses(B.G.C.) 

0.262 

Non-command 

Gneisses(B.G.C.) 

2.828 

Non-command 

Gneisses(B.G.C.) 

4.066 

Non-command 

Gneisses(B.G.C.) 

6.987 

Non-command 

Gneisses(B.G.C.) 

1.701 

Non-command 

Gneisses(B.G.C.) 

0.560 

Non-command 

Gneisses(B.G.C.) 

0.074 

Non-command 

Gneisses(B.G.C.) 

9.594 

Non-command 

Gneisses(B.G.C.) 

1.438 

Non-command 

Gneisses(B.G.C.) 

15.502 

Non-command 

Gneisses(B.G.C.) 

1.575 

Non-command 

Gneisses(B.G.C.) 

5.192 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

80,000 

50,000 

120 

90,000 

70,000 

120 

80,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

50,000 

40,000 

120 

80,000 

50,000 

120 

90,000 

90,000 

120 

50,000 

30,000 

120 

120,000 

100,000 

120 

50,000 

40,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

90,000 

80,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

50,000 

40,000 

120 

120,000 

100,000 

120 

50,000 

40,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

100,000 

80,000 

120 

110,000 

90,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

120,000 

100,000 

120 

50,000 

40,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

120,000 

100,000 

120 

50,000 

40,000 

120 

120,000 

100,000 

120 

90,000 

90,000 

120 

50,000 

40,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

50,000 

40,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.168 

0.168 

0.269 

0.269 

0.030 

0.030 

0.168 

0.168 

0.395 

0.406 

0.054 

0.054 

0.076 

0.076 

0.130 

0.130 

0.205 

0.205 

0.302 

0.302 

0.022 

0.022 

0.238 

0.238 

0.106 

0.106 

- 

- 

0.005 

0.005 

0.132 

0.132 

0.065 

0.065 

0.036 

0.036 

0.396 

0.396 

0.005 

0.005 

0.065 

0.076 

0.043 

0.054 

0.400 

0.400 

0.038 

0.038 

0.036 

0.036 



1.884 

1.884 

0.648 

0.648 

0.787 

0.787 

0.133 

0.133 

0.151 

0.151 

0.119 

0.119 

0.842 

0.842 

0.011 

0.011 

0.076 

0.076 

0.022 

0.022 

0.019 

0.019 



0.367 

0.367 

0.012 

0.012 

0.067 

0.067 

0.130 

0.130 

0.205 

0.205 

0.012 

0.012 



0.281 

0.281 

0.005 

0.005 

0.372 

0.372 

0.048 

0.048 

0.062 

0.062 






























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


07003039 



Telara 


Udaigarh Khera 


Udaipur Khera 


Alexanderpura 


Ambapura 


Baghera 


Bhasoo 


Bhatera 


Bilawatya Khera 


Birla 


Borada 


Botunda 


Chak Jooniya 


Dabar Doomba 


Dantri 


Datob 


Deoriya 


Dhanma 


Dholai 


Dhos 


Dhunwaliya 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Census Code 

Area 


sq.km 

(3) 

(4) 

0821000802566200 

23.955 



0821000702561200 

5.390 

0821000702560200 

3.791 

0821000702564200 

2.969 

0822000602658400 

3.784 

0821000902577300 

5.893 

0821000902578800 

39.023 




Bagri 

0822000502653300 

11.236 

Fresh 

Balapura 

0821000802571600 

2.354 

Fresh 

Bas Bhageerath 

0822000502652600 

3.381 

Fresh 

Bas Chatra 

0822000502652700 

6.549 

Fresh 

Beejwar 

0822000602660400 

17.435 

Fresh 

Beesalpur 

0822000602659500 

5.055 

Fresh 

Bhanwar Thala 

0822000602659600 

7.222 

Fresh 

Bhanwata 

0822000502649300 

10.969 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Lassariya 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 





Saline 

0822000502652400 

28.645 

Fresh 

0822000502652500 

9.439 

Fresh 

0821000802574100 

4.628 

Fresh 

0821000802571800 

13.072 

Fresh 

0821000802569300 

32.092 

Fresh 

0822000502657900 

22.157 

Fresh 

0821000902578100 

2.891 

Fresh 


Chandolai 

0821000802571700 

9.200 

Fresh 

Chhabariya 

0821000902577900 

5.465 

Fresh 


0822000502648600 


11.236 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Lassariya 


Non-command 


Non-command 


Lassariya 


Non-command 


Non-command 



0821000802569200 

5.215 

0822000502647000 

25.682 



0821000802569100 

8.924 

0821000802571500 

13.384 

0821000902578300 

4.658 


0821000802568800 

6.301 

0821000902577600 

8.024 



Ekalseenga 

0821000902577800 

6.024 

Fresh 

Gangolaw 

0822000502652200 

1.041 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Lassariya 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Lassariya 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

6.906 

Non-command 

Gneisses(B.G.C.) 

17.049 

Non-command 

Gneisses(B.G.C.) 

5.376 

Non-command 

Gneisses(B.G.C.) 

3.778 

Non-command 

Gneisses(B.G.C.) 

0.191 

Non-command 

Phyllite & Schist 

1.089 

Non-command 

Gneisses(B.G.C.) 

5.893 

Command 

Gneisses(B.G.C.) 

6.819 

Non-command 

Gneisses(B.G.C.) 

26.138 

Non-command 

Phyllite & Schist 

6.067 

Non-command 

Phyllite & Schist 

0.991 

Non-command 

Gneisses(B.G.C.) 

0.035 

Non-command 

Phyllite & Schist 

3.094 

Non-command 

Phyllite & Schist 

3.653 

Non-command 

Gneisses(B.G.C.) 

0.001 

Non-command 

Phyllite & Schist 

2.915 

Non-command 

Phyllite & Schist 

2.368 

Non-command 

Gneisses(B.G.C.) 

5.833 

Non-command 

Phyllite & Schist 

4.042 

Non-command 

Gneisses(B.G.C.) 

1.091 

Non-command 

Phyllite & Schist 

28.645 

Non-command 

Phyllite & Schist 

9.439 

Non-command 

Gneisses(B.G.C.) 

1.091 

Non-command 

Gneisses(B.G.C.) 

11.686 

Non-command 

Gneisses(B.G.C.) 

7.650 

Non-command 

Phyllite & Schist 

0.407 

Command 

Gneisses(B.G.C.) 

2.161 

Non-command 

Gneisses(B.G.C.) 

0.731 

Non-command 

Gneisses(B.G.C.) 

8.693 

Command 

Gneisses(B.G.C.) 

0.041 

Non-command 

Gneisses(B.G.C.) 

5.423 

Non-command 

Gneisses(B.G.C.) 

1.640 

Non-command 

Phyllite & Schist 

9.596 

Non-command 

Gneisses(B.G.C.) 

0.837 

Non-command 

Gneisses(B.G.C.) 

16.153 

Non-command 

Gneisses(B.G.C.) 

0.017 

Non-command 

Gneisses(B.G.C.) 

0.004 

Non-command 

Gneisses(B.G.C.) 

2.284 

Non-command 

Gneisses(B.G.C.) 

2.408 

Non-command 

Gneisses(B.G.C.) 

0.884 

Non-command 

Gneisses(B.G.C.) 

0.012 

Non-command 

Gneisses(B.G.C.) 

28.229 

Command 

Gneisses(B.G.C.) 

6.255 

Non-command 

Gneisses(B.G.C.) 

3.442 

Non-command 

Gneisses(B.G.C.) 

2.075 

Non-command 

Gneisses(B.G.C.) 

0.437 

Non-command 

Gneisses(B.G.C.) 

0.018 

Non-command 

Gneisses(B.G.C.) 

4.640 

Non-command 

Gneisses(B.G.C.) 

4.563 

Command 

Gneisses(B.G.C.) 

0.000 

Non-command 

Gneisses(B.G.C.) 

5.510 

Non-command 

Gneisses(B.G.C.) 

6.024 

Non-command 

Phyllite & Schist 

1.041 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

120,000 

100,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

90,000 

80,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

90,000 

80,000 

120 

50,000 

30,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

80,000 

120 

50,000 

30,000 

120 

120,000 

100,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

70,000 



MCM 

MCM 

(15) 

(16) 

0.011 

0.011 

0.022 

0.022 

0.302 

0.302 

0.194 

0.194 

0.011 

0.011 

- 

- 

0.298 

0.298 

0.461 

0.461 

1.786 

1.786 

0.413 

0.413 

0.008 

0.008 


0.034 

0.034 

0.017 

0.017 


0.218 

0.218 

0.008 

0.008 

0.302 

0.302 

0.210 

0.210 

0.025 

0.025 

1.840 

1.840 

0.538 

0.538 

0.060 

0.060 

0.084 

0.084 

0.048 

0.048 

0.008 

0.008 

0.048 

0.048 

0.019 

0.019 

0.144 

0.144 

0.010 

0.010 

0.691 

0.691 

0.084 

0.084 

0.479 

0.479 

0.024 

0.024 

0.244 

0.244 



0.036 

0.036 

0.034 

0.034 

0.004 

0.004 


0.515 

0.515 

0.634 

0.634 

0.355 

0.355 

0.024 

0.024 



0.018 

0.018 

0.060 

0.060 


0.154 

0.154 

0.806 

0.806 

0.042 

0.042 































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Goojarwara 

0821000802572000 

7.458 

Fresh 

Harpura 

0821000802572100 

11.554 

Fresh 

Hingoniyan 

0821000802573900 

18.587 

Fresh 

Hisampur 

0822000602658500 

15.590 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Jal Ka Khera 


0821000902577500 


7.332 Fresh 


Jharli 

0822000102597600 

15.546 

Fresh 

Jooniya 

0821000902577400 

31.094 

Fresh 



Kacholiya 


Kanoj 


Kasana 


Kekri (M) 


Khajooriya 


Khedoolya Kalan 


Khedoolya Khurd 


Khejron Ka Bas 


Kishanpura 


Kotri 


Kuhara Bujurg 


Kumhariya 


Lachchhipura 


Lachhmipura 


Ladpura 


Lamba Khurd 


Lasadiya 


Mandha 


Mankhand 


Manoharpura 


Manpura 


Meoda Kalan 


Moondiya Kalan 


Naiki 


Nareda 


Nasirda 


Naya Gaon 


Nayabas 


Nayawas 


Neemera 


0821000802572400 

3.547 

0821000902578200 

18.925 



0821000802572300 

8.033 

0821000942109000 

29.193 

0822000502648800 

4.724 

0822000502649600 

3.991 

0822000502649700 

6.398 

0822000502647100 

4.965 


0822000102597400 

3.338 

0822000502648500 

6.385 



0822000502646700 

9.826 

0822000502646900 

23.214 


0821000802572500 

3.413 

0821000802571900 

1.381 

0822000502649800 

4.907 

0822000502653200 

1.529 

0822000502646800 

3.994 

0821000902578000 

6.758 


0821000902579700 

7.250 

0821000902579100 

14.630 

0821000802568700 

10.150 

0822000602658300 

6.453 

0821000902579300 

22.008 

0822000502648300 

13.392 


0821000902577700 

12.120 

0822000502648400 

13.281 



0822000602659100 

30.549 

0821000902578900 

9.018 

0822000502652300 

1.292 

0822000602658900 

2.192 

0822000502648200 

11.384 


Lassariya 


Non-command 


Non-command 


Lassariya 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Lassariya 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Lassariya 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

6.668 

Non-command 

Gneisses(B.G.C.) 

11.554 

Non-command 

Gneisses(B.G.C.) 

1.120 

Non-command 

Gneisses(B.G.C.) 

4.001 

Non-command 

Phyllite & Schist 

10.982 

Command 

Gneisses(B.G.C.) 

4.293 

Non-command 

Gneisses(B.G.C.) 

1.721 

Non-command 

Gneisses(B.G.C.) 

1.109 

Command 

Gneisses(B.G.C.) 

4.299 

Non-command 

Gneisses(B.G.C.) 

23.740 

Non-command 

Gneisses(B.G.C.) 

3.056 

Non-command 

Gneisses(B.G.C.) 

4.482 

Non-command 

Gneisses(B.G.C.) 

3.698 

Non-command 

Gneisses(B.G.C.) 

3.547 

Command 

Gneisses(B.G.C.) 

0.426 

Non-command 

Gneisses(B.G.C.) 

2.608 

Non-command 

Gneisses(B.G.C.) 

15.891 

Non-command 

Gneisses(B.G.C.) 

8.033 

Non-command 

Gneisses(B.G.C.) 

7.925 

Non-command 

Phyllite & Schist 

4.724 

Non-command 

Phyllite & Schist 

3.161 

Non-command 

Phyllite & Schist 

6.398 

Non-command 

Gneisses(B.G.C.) 

0.171 

Non-command 

Gneisses(B.G.C.) 

0.000 

Non-command 

Gneisses(B.G.C.) 

0.009 

Non-command 

Gneisses(B.G.C.) 

6.145 

Non-command 

Phyllite & Schist 

0.240 

Non-command 

Gneisses(B.G.C.) 

9.826 

Non-command 

Gneisses(B.G.C.) 

23.197 

Non-command 

Gneisses(B.G.C.) 

0.017 

Non-command 

Gneisses(B.G.C.) 

3.413 

Non-command 

Gneisses(B.G.C.) 

1.381 

Non-command 

Phyllite & Schist 

2.817 

Non-command 

Phyllite & Schist 

0.944 

Non-command 

Gneisses(B.G.C.) 

3.994 

Command 

Gneisses(B.G.C.) 

2.314 

Non-command 

Gneisses(B.G.C.) 

4.444 

Non-command 

Gneisses(B.G.C.) 

0.297 

Non-command 

Gneisses(B.G.C.) 

14.630 

Non-command 

Gneisses(B.G.C.) 

1.630 

Non-command 

Phyllite & Schist 

0.008 

Non-command 

Gneisses(B.G.C.) 

21.961 

Non-command 

Gneisses(B.G.C.) 

12.250 

Non-command 

Gneisses(B.G.C.) 

1.142 

Non-command 

Gneisses(B.G.C.) 

9.807 

Non-command 

Gneisses(B.G.C.) 

13.279 

Non-command 

Gneisses(B.G.C.) 

0.001 

Non-command 

Phyllite & Schist 

13.676 

Non-command 

Gneisses(B.G.C.) 

9.018 

Non-command 

Phyllite & Schist 

1.292 

Non-command 

Phyllite & Schist 

2.192 

Non-command 

Gneisses(B.G.C.) 

5.704 

Non-command 

Gneisses(B.G.C.) 

2.878 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

50,000 

30,000 

120 

90,000 

80,000 

120 

50,000 

30,000 

120 

120,000 

100,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

50,000 

30,000 

120 

120,000 

100,000 

120 

90,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

90,000 

80,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

30,000 



Tube Wells with 
Wells Pumpset 




MCM 

MCM 

(15) 

(16) 

0.132 

0.132 

0.240 

0.240 

0.072 

0.072 

0.126 

0.137 

0.487 

0.498 

0.221 

0.221 

0.086 

0.086 

0.067 

0.067 

0.307 

0.307 

1.670 

1.670 

0.079 

0.079 

0.326 

0.326 

0.101 

0.101 

0.204 

0.204 

0.048 

0.048 

0.278 

0.278 

0.641 

0.641 

0.168 

0.168 

- 

- 

0.067 

0.067 

0.202 

0.202 

0.252 

0.252 



0.151 

0.151 

0.218 

0.218 



0.008 

0.008 

0.134 

0.134 

0.269 

0.269 

0.442 

0.442 

0.854 

0.854 


0.778 

0.778 

0.024 

0.024 


0.854 

0.854 

0.580 

0.580 

0.022 

0.022 

0.384 

0.384 

0.865 

0.865 

- 

- j 

1.117 

1.128 

1.670 

1.670 

0.538 

0.538 

0.050 

0.050 

0.395 

0.395 

0.086 

0.086 










































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 



07004040 


Peeproli 


Raghunathpura 


Ramgarh 


Rampura 


Ramsinghpura 


Ratanpura 


Sadapur 


Salari 



Sankarwara 


Sanodiya 


Sarsoonda 


Sawariya 


Shambhoopura 


Shreemansinghpura 


Shubhdand 


Sitarampura 


Sujanpura 


Sunariya 


Surajpura 


Syar 


Taswariya 


Thali 


Tharola 


Tharoli 


Titariya 


Titriyan 


Todaraisingh (Rural) 


Todaraisingh Urban 


Topa 


Uniyara Khurd 


Abhaipura 


Agarpura 


Ajeetpura 


0821000802574000 


0822000602658600 


0821000802568900 


0822000502657800 


0822000502648700 


0822000602659000 


0821000802569000 


0821000902579000 


Fresh 


Fresh 


Fresh 


10.176 Fresh 


Fresh 


Fresh 


10.134 Fresh 


11.680 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0822000602659300 


0822000102597500 


0821000802572900 


0822000502646500 


0821000902578500 


0822000602659200 


0822000502649000 


0822000502649400 


0822000602659400 


0821000802572200 


0822000502653000 


0821000802572600 


0821000902579400 


0822000602658700 


0822000502652800 


0822000502652900 


0821000902579600 


0822000602658800 


0822000502653100 


0822000542205000 


0822000502648900 


0822000502646600 


0822000302624600 




8.117 


5.675 


10.826 


27.922 


3.119 


1.282 


1.939 


5.076 


2.442 


8.805 


5.098 


19.874 


9.080 


7.347 


2.094 


9.400 


8.080 


7.460 


4.462 


31.231 


2.763 


27.113 


3.861 Fresh 


Saline 


6.208 Fresh 


2.663 Fresh 


Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

0.428 

Non-command 

Gneisses(B.G.C.) 

0.301 

Non-command 

Phyllite & Schist 

0.141 

Non-command 

Gneisses(B.G.C.) 

1.880 

Non-command 

Phyllite & Schist 

2.428 

Non-command 

Gneisses(B.G.C.) 

0.001 

Non-command 

Phyllite & Schist 

0.295 

Non-command 

Gneisses(B.G.C.) 

4.256 

Non-command 

Phyllite & Schist 

2.317 

Non-command 

Gneisses(B.G.C.) 

2.628 

Non-command 

Phyllite & Schist 

0.040 

Non-command 

Phyllite & Schist 

5.972 

Non-command 

Phyllite & Schist 

3.638 

Non-command 

Gneisses(B.G.C.) 

8.447 

Non-command 

Gneisses(B.G.C.) 

7.330 

Non-command 

Phyllite & Schist 

2.314 

Non-command 

Gneisses(B.G.C.) 

2.706 

Non-command 

Phyllite & Schist 

3.186 

Non-command 

Phyllite & Schist 

8.117 

Non-command 

Gneisses(B.G.C.) 

4.699 

Non-command 

Gneisses(B.G.C.) 

0.096 

Non-command 

Gneisses(B.G.C.) 

6.971 

Non-command 

Gneisses(B.G.C.) 

0.000 

Non-command 

Gneisses(B.G.C.) 

2.611 

Non-command 

Phyllite & Schist 

0.967 

Non-command 

Phyllite & Schist 

1.939 

Non-command 

Phyllite & Schist 

4.848 

Non-command 

Phyllite & Schist 

2.442 

Non-command 

Gneisses(B.G.C.) 

8.805 

Non-command 

Phyllite & Schist 

4.109 

Non-command 

Gneisses(B.G.C.) 

1.823 

Non-command 

Gneisses(B.G.C.) 

3.911 

Non-command 

Phyllite & Schist 

7.347 

Non-command 

Phyllite & Schist 

1.533 

Non-command 

Phyllite & Schist 

8.056 

Non-command 

Gneisses(B.G.C.) 

1.597 

Non-command 

Phyllite & Schist 

7.460 

Non-command 

Phyllite & Schist 

4.216 

Non-command 

Phyllite & Schist 

15.756 

Non-command 

Phyllite & Schist 

2.763 

Non-command 

Gneisses(B.G.C.) 

27.113 


Sub Basin: Gudia 




with 

Pumpset 


Anatpura 


Arniya 


0822000302620800 


0822000302629800 


5.553 Fresh 


8.291 Fresh 


Non-command 


Non-command 


Non-command 

Phyllite & Schist 

2.847 

Non-command 

Phyllite & Schist 

1.015 

Non-command 

Older Alluvium 

6.137 

Non-command 

Phyllite & Schist 

0.071 

Non-command 

Phyllite & Schist 

2.497 

Non-command 

Phyllite & Schist 

0.101 

Non-command 

Quartzite 

0.066 

Non-command 

Older Alluvium 

2.403 

Non-command 

Phyllite & Schist 

0.066 

Non-command 

Phyllite & Schist 

5.553 

Non-command 

Older Alluvium 

4.138 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

90,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 



120 

90,000 

60,000 

120 

60,000 

30,000 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

60,000 

30,000 

120 

50,000 

30,000 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

100,000 

90,000 


Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.014 

0.014 

0.008 

0.008 

0.008 

0.008 

0.032 

0.032 

0.053 

0.053 

- 

- 

0.008 

0.008 

0.216 

0.216 

0.042 

0.042 



0.260 

0.260 

0.017 

0.017 

0.240 

0.240 

0.691 

0.691 

0.221 

0.221 

0.092 

0.092 

0.109 

0.109 

0.403 

0.403 

0.115 

0.115 



0.029 

0.029 

0.017 

0.017 

0.235 

0.235 

0.067 

0.067 

0.017 

0.017 

0.192 

0.192 

0.126 

0.126 

0.048 

0.048 

0.374 

0.374 

0.168 

0.168 

0.629 

0.629 

0.823 

0.823 

0.077 

0.077 

0.210 

0.210 

2.663 

2.717 

0.185 

0.185 

0.160 

0.160 

0.546 

0.546 


0.079 

0.079 

0.014 

0.014 

0.227 

0.227 


0.094 

0.094 

0.004 

0.004 



0.151 

0.151 

0.324 

0.324 
























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Bahadurpura 

0822000302630000 

1.424 

Fresh 

Bahakwa 

0822000302617900 

3.809 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Bahar 

0822000302632800 

19.914 

Fresh 

Bandh Gopalpura 

0810000501305900 

5.401 

Fresh 

Bandhawal 

0810000401302600 

8.274 

Fresh 

Bapui 

0810000401298800 

15.447 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Baradi 

0822000302619800 

2.181 

Fresh 

Bareda 

0822000302631800 

6.640 

Fresh 

Barh Bishanpura 

0822000302624300 

0.772 

Fresh 

Barh Damodarpura 

0822000302618000 

4.538 

Fresh 

Barh Jhanpari 

0822000302618500 

1.273 

Fresh 

Barh Kheri Mohanpura 

0822000302618100 

2.327 

Fresh 

Barodiya @ BhanwarSagar 

0822000302632300 

3.109 

Fresh 

Baroni 

0822000402633300 

15.360 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Barthal 

0822000302624000 

4.671 

Fresh 

Basra Banesingh 

0810000401302100 

2.025 

Fresh 

Bassi 

0822000302632700 

13.048 

Fresh 

Bhagatrampura 

0822000302618700 

2.849 

Fresh 

Bhagwanpura 

0822000302625300 

3.718 

Fresh 

Bhairupura 

0822000302631100 

5.684 

Fresh 

Bhanwarpura 

0822000302632400 

2.420 

Fresh 

Bhanwata 

0822000302620500 

8.815 

Fresh 

Bhanwati 

0822000302620900 

6.751 

Fresh 

Bharthala 

0822000302630800 

11.668 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bheepura 


Bhurtiya 


Bichpari 


Bishnpura 


Borkhera 


Brijlalpura 


Chak Vijaipura 


Chanani 


Dayalpura 


Deeppura 


Deopura 


0810000401302300 


0822000302619100 


8.961 Fresh Non-command 


6.715 Fresh Non-command 


Non-command 



0822000302619700 


0822000302624100 


0810000401298500 


0822000302614100 


Fresh 


0.918 Fresh 


7.784 Fresh 


5.421 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Saline Non-command 



0822000302623800 


0822000302614000 


1.085 Fresh 


5.665 Fresh 


Saline 


Non-command 


Non-command 


Non-command 



Chimanpura 

0822000302626900 

2.276 

Fresh 

Chorpura 

0822000302621600 

1.797 

Fresh 

Dahlod 

0822000302626300 

9.842 

Fresh 


Non-command 


Non-command 


Non-command 



0822000302619600 


0812001301648400 


0822000302625900 


Saline 


1.700 Fresh 


1.283 Saline 


1.728 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

1.424 

Non-command 

Older Alluvium 

0.266 

Non-command 

Phyllite & Schist 

0.341 

Non-command 

Phyllite & Schist 

19.879 

Non-command 

Phyllite & Schist 

5.401 

Non-command 

Phyllite & Schist 

1.398 

Non-command 

Older Alluvium 

12.824 

Non-command 

Phyllite & Schist 

1.783 

Non-command 

Quartzite 

0.840 

Non-command 

Phyllite & Schist 

2.181 

Non-command 

Phyllite & Schist 

6.640 

Non-command 

Older Alluvium 

0.772 

Non-command 

Phyllite & Schist 

0.576 

Non-command 

Phyllite & Schist 

1.273 

Non-command 

Phyllite & Schist 

2.327 

Non-command 

Phyllite & Schist 

3.109 

Non-command 

Older Alluvium 

0.379 

Non-command 

Phyllite & Schist 

3.490 

Non-command 

Older Alluvium 

3.760 

Non-command 

Phyllite & Schist 

2.025 

Non-command 

Phyllite & Schist 

12.913 

Non-command 

Phyllite & Schist 

2.849 

Non-command 

Phyllite & Schist 

3.718 

Non-command 

Phyllite & Schist 

5.684 

Non-command 

Phyllite & Schist 

2.420 

Non-command 

Phyllite & Schist 

8.815 

Non-command 

Phyllite & Schist 

6.751 

Non-command 

Older Alluvium 

3.996 

Non-command 

Phyllite & Schist 

7.671 

Non-command 

Phyllite & Schist 

8.961 

Non-command 

Phyllite & Schist 

1.789 

Non-command 

Phyllite & Schist 

0.290 

Non-command 

Quartzite 

4.515 

Non-command 

Phyllite & Schist 

2.854 

Non-command 

Older Alluvium 

0.918 

Non-command 

Older Alluvium 

0.452 

Non-command 

Phyllite & Schist 

2.051 

Non-command 

Phyllite & Schist 

1.448 

Non-command 

Quartzite 

1.908 

Non-command 

Older Alluvium 

3.239 

Non-command 

Phyllite & Schist 

0.690 

Non-command 

Older Alluvium 

0.827 

Non-command 

Phyllite & Schist 

1.406 

Non-command 

Phyllite & Schist 

0.426 

Non-command 

Quartzite 

1.071 

Non-command 

Phyllite & Schist 

0.461 

Non-command 

Older Alluvium 

0.542 

Non-command 

Older Alluvium 

7.677 

Non-command 

Phyllite & Schist 

2.031 

Non-command 

Older Alluvium 

0.001 

Non-command 

Phyllite & Schist 

1.700 

Non-command 

Quartzite 

0.456 

Non-command 

Phyllite & Schist 

1.728 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

100,000 

90,000 

120 

70,000 

50,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

70,000 

50,000 

120 

90,000 

60,000 

120 

60,000 

30,000 

120 

50,000 

30,000 

120 

90,000 

60,000 

120 

100,000 

90,000 

120 

110,000 

80,000 

120 

90,000 

60,000 

120 

60,000 

30,000 

120 

50,000 

30,000 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

60,000 

30,000 

120 

50,000 

30,000 

120 

90,000 

60,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

70,000 

50,000 

120 

90,000 

60,000 

120 

50,000 

30,000 

120 

90,000 

60,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.011 


0.022 


0.022 


1.253 


0.180 


0.030 


0.739 


0.066 


0.042 


0.101 


0.482 


0.140 




0.011 

0.011 

0.605 

0.605 

0.264 

0.289 

0.655 

0.655 

0.079 

0.079 

0.122 

0.122 

0.418 

0.418 

0.101 

0.101 

0.497 

0.551 

0.410 

0.410 

0.421 

0.421 

0.547 

0.547 

0.180 

0.180 

0.058 

0.058 

0.004 

0.004 

0.072 

0.072 

0.058 

0.058 

0.097 

0.097 

0.038 

0.038 

0.029 

0.029 

0.011 

0.011 

0.014 

0.014 

0.594 

0.666 

0.086 

0.097 

0.054 

0.054 

0.043 

0.043 

0.007 

0.007 

0.014 

0.014 

0.014 

0.014 

0.065 

0.065 

0.594 

0.594 

0.101 

0.101 

- 

- 

0.158 

0.158 

- 

- 

0.130 

0.130 











































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Gothra 


Gudha Anandpura 


Gunsi 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


6.230 Fresh Non-command 


Ganeshpura @ Hathathali 

0822000302626400 

2.594 

Fresh 

Gangapura 

0822000302626000 

1.536 

Fresh 




Golpur 

0810000401302700 

2.818 

Fresh 

Googdod 

0810000401298600 

10.121 

Fresh 

Gopalpura 

0822000302613900 

4.247 

Fresh 


Jagat Shiromanipura @Toomli Ka Bas 


Jailalpura 


Jaisinghpura 


Non-command 


Non-command 


Non-command 



0822000302625700 

1.755 

Fresh 

0822000302630900 

5.016 

Fresh 


Non-command 


Non-command 



Gopinath Pura 

0822000302625200 

1.539 

Fresh 

Gordhanpura 

0822000302626700 

1.970 

Fresh 


Non-command 


Non-command 



0822000302632000 

5.491 

Fresh 

0810000401299400 

5.497 

Fresh 


Non-command 


Non-command 



0822000302623700 


0822000302614300 



Fresh Non-command 


Fresh Non-command 


Saline Non-command 


2.539 Fresh Non-command 



Hanifpur 

0822000402633800 

6.487 

Fresh 

Hanotiya Bujurg 

0822000302613800 

10.608 

Fresh 



0810000501306600 


0812001301646400 


0810000401302000 


0822000302625500 


Non-command 


Non-command 


Saline Non-command 


15.474 Fresh Non-command 


3.459 Saline Non-command 


7.991 Fresh Non-command 


3.048 Fresh Non-command 


Jamanpura 

0822000402633600 

3.667 

Fresh 

Jamdoli 

0822000302631700 

12.058 

Fresh 

Jatlao 

0810000401298700 

8.163 

Fresh 


Non-command 


Non-command 


Non-command 


Jeewali 

0822000302631000 

5.953 

Fresh 

Jhanpari 

0822000302618600 

4.367 

Fresh 

Jhilai 

0822000302625800 

36.966 

Fresh 


Non-command 


Non-command 


Non-command 


Jugalpura Kalan 


Kantoli 


0822000302625400 


0822000302631300 


2.262 Fresh 


3.947 Fresh 


Non-command 


Non-command 


Kanwarpura 

0810000501305400 

7.061 

Fresh 

Kareda Bujurg 

0822000302619500 

17.107 

Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.012 

Non-command 

Phyllite & Schist 

6.219 

Non-command 

Older Alluvium 

0.438 

Non-command 

Older Alluvium 

1.033 

Non-command 

Phyllite & Schist 

0.503 

Non-command 

Older Alluvium 

1.085 

Non-command 

Phyllite & Schist 

0.477 

Non-command 

Quartzite 

0.375 

Non-command 

Phyllite & Schist 

2.038 

Non-command 

Older Alluvium 

9.008 

Non-command 

Phyllite & Schist 

0.616 

Non-command 

Quartzite 

0.129 

Non-command 

Phyllite & Schist 

0.190 

Non-command 

Quartzite 

1.173 

Non-command 

Phyllite & Schist 

1.755 

Non-command 

Older Alluvium 

2.461 

Non-command 

Phyllite & Schist 

2.555 

Non-command 

Phyllite & Schist 

1.539 

Non-command 

Older Alluvium 

0.028 

Non-command 

Phyllite & Schist 

1.764 

Non-command 

Phyllite & Schist 

5.413 

Non-command 

Older Alluvium 

2.684 

Non-command 

Phyllite & Schist 

0.040 

Non-command 

Quartzite 

0.225 

Non-command 

Older Alluvium 

0.096 

Non-command 

Phyllite & Schist 

7.174 

Non-command 

Phyllite & Schist 

0.429 

Non-command 

Quartzite 

0.141 

Non-command 

Older Alluvium 

1.620 

Non-command 

Phyllite & Schist 

0.920 

Non-command 

Phyllite & Schist 

6.487 

Non-command 

Phyllite & Schist 

0.012 

Non-command 

Quartzite 

0.004 

Non-command 

Quartzite 

0.059 

Non-command 

Phyllite & Schist 

0.050 

Non-command 

Quartzite 

2.062 

Non-command 

Phyllite & Schist 

6.639 

Non-command 

Older Alluvium 

0.376 

Non-command 

Phyllite & Schist 

2.673 

Non-command 

Phyllite & Schist 

1.189 

Non-command 

Phyllite & Schist 

12.058 

Non-command 

Older Alluvium 

6.005 

Non-command 

Quartzite 

1.682 

Non-command 

Phyllite & Schist 

5.953 

Non-command 

Phyllite & Schist 

4.367 

Non-command 

Older Alluvium 

1.646 

Non-command 

Phyllite & Schist 

35.320 

Non-command 

Older Alluvium 

0.443 

Non-command 

Phyllite & Schist 

1.819 

Non-command 

Older Alluvium 

0.408 

Non-command 

Phyllite & Schist 

3.533 

Non-command 

Phyllite & Schist 

5.319 

Non-command 

Older Alluvium 

2.554 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

90,000 

60,000 

120 

70,000 

50,000 

120 

60,000 

30,000 

120 

50,000 

30,000 

120 

90,000 

60,000 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

60,000 

30,000 

120 

50,000 

30,000 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

60,000 

45,000 

120 

90,000 

60,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

60,000 

45,000 

120 

90,000 

60,000 

120 

110,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

100,000 

90,000 


Tube Wells with 


MCM 

MCM 

(15) 

(16) 

~ 

- j 

0.540 

0.540 

0.022 

0.022 

0.076 

0.076 

0.029 

0.029 

0.144 

0.144 

0.042 

0.042 

0.042 

0.042 

0.138 

0.138 

0.278 

0.278 

0.029 

0.029 

0.006 

0.006 

0.004 

0.004 

0.029 

0.029 

0.302 

0.302 

0.011 

0.011 

0.007 

0.007 


0.065 

0.065 

0.043 

0.043 

0.471 

0.471 

0.006 

0.006 

0.034 

0.034 

0.032 

0.032 

0.144 

0.144 

0.004 

0.004 

- 

- ! 

0.108 

0.108 

0.036 

0.036 

0.119 

0.126 


0.050 

0.050 

0.138 

0.155 

0.043 

0.043 

0.194 

0.194 

0.059 

0.059 

1.030 

1.030 

0.259 

0.259 

0.067 

0.067 

0.612 

0.612 

0.324 

0.324 

0.108 

0.108 

1.469 

1.469 

0.011 

0.011 

0.043 

0.043 

0.032 

0.032 

0.216 

0.216 

0.137 

0.137 

0.054 

0.054 























































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Khera Mukundpura 


Kheri Manpura 


Kheri Mohanpura 


Type of Area (Command / N< 
command) 



Kaririya 

0822000302631200 

9.240 

Fresh 

Kerod 

0822000302625600 

7.462 

Fresh 

Khajpura 

0822000302630700 

7.350 

Fresh 

Khaleelabad 

0822000402634000 

1.561 

Fresh 

Khandwa 

0822000302624700 

9.240 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0810000401299000 


Saline Non-command 


Fresh Non-command 



0822000302632900 

3.643 

Fresh 

0812001301646500 

2.935 

Saline 

0822000302633000 

4.127 

Fresh 

0822000302618200 

1.805 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Khirgi 

0822000302632100 

7.600 

Fresh 

Khohri 

0810000401299200 

1.624 

Fresh 


Kiwara 


Kolara 


Kothoon 


Non-command 


Non-command 



0822000302631900 


0810000401302800 


0812001301647500 


9.019 Fresh Non-command 


8.957 Fresh Non-command 


11.840 Fresh Non-command 


Saline Non-command 



Ladana Khurd 

0812001301646600 

3.082 

Saline 

Lakhanpur 

0810000401299100 

5.577 

Fresh 


Non-command 


Non-command 



Luhara 

0822000302619000 

10.552 

Fresh 

Lunera 

0822000302626600 

7.771 

Fresh 


Non-command 


Non-command 


Mahapura 

0810000501305700 

9.490 

Fresh 

Maharajpura 

0822000302621300 

2.153 

Fresh 

Majheola 

0810000401295900 

15.385 

Fresh 

Manmohanpura 

0822000302618800 

1.887 

Fresh 

Maraliya 

0822000302632600 

4.445 

Fresh 

Medharkalan 

0822000302630500 

5.389 

Fresh 

Moondiya 

0822000302618300 

4.634 

Fresh 

Murli Manoharpura 

0810000501305800 

5.744 

Fresh 

Nagal Narhar 

0822000302626800 

3.903 

Fresh 


Nainwa 


Nala 


Natwara 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0812001301647400 

4.248 

0822000302632500 

5.403 

0822000302633200 

20.091 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

9.055 

Non-command 

Phyllite & Schist 

8.898 

Non-command 

Phyllite & Schist 

7.462 

Non-command 

Older Alluvium 

7.350 

Non-command 

Phyllite & Schist 

1.561 

Non-command 

Older Alluvium 

0.804 

Non-command 

Phyllite & Schist 

5.519 

Non-command 

Phyllite & Schist 

2.917 

Non-command 

Older Alluvium 

0.180 

Non-command 

Phyllite & Schist 

7.190 

Non-command 

Phyllite & Schist 

3.643 

Non-command 

Quartzite 

1.303 

Non-command 

Phyllite & Schist 

4.127 

Non-command 

Older Alluvium 

0.009 

Non-command 

Phyllite & Schist 

1.199 

Non-command 

Phyllite & Schist 

7.589 

Non-command 

Older Alluvium 

1.191 

Non-command 

Phyllite & Schist 

0.134 

Non-command 

Quartzite 

0.299 

Non-command 

Older Alluvium 

1.520 

Non-command 

Phyllite & Schist 

1.262 

Non-command 

Older Alluvium 

0.630 

Non-command 

Phyllite & Schist 

0.318 

Non-command 

Phyllite & Schist 

8.955 

Non-command 

Phyllite & Schist 

1.516 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Phyllite & Schist 

0.231 

Non-command 

Quartzite 

5.264 

Non-command 

Quartzite 

1.071 

Non-command 

Older Alluvium 

1.354 

Non-command 

Phyllite & Schist 

3.145 

Non-command 

Older Alluvium 

11.510 

Non-command 

Phyllite & Schist 

0.716 

Non-command 

Older Alluvium 

3.573 

Non-command 

Phyllite & Schist 

0.452 

Non-command 

Phyllite & Schist 

10.552 

Non-command 

Older Alluvium 

0.256 

Non-command 

Phyllite & Schist 

0.079 

Non-command 

Phyllite & Schist 

9.487 

Non-command 

Older Alluvium 

2.153 

Non-command 

Older Alluvium 

0.009 

Non-command 

Phyllite & Schist 

1.887 

Non-command 

Phyllite & Schist 

4.445 

Non-command 

Older Alluvium 

4.771 

Non-command 

Phyllite & Schist 

4.634 

Non-command 

Phyllite & Schist 

5.729 

Non-command 

Older Alluvium 

0.008 

Non-command 

Phyllite & Schist 

0.054 

Non-command 

Phyllite & Schist 

2.774 

Non-command 

Phyllite & Schist 

0.004 

Non-command 

Quartzite 

0.949 

Non-command 

Phyllite & Schist 

5.403 

Non-command 

Phyllite & Schist 

2.665 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

100,000 

90,000 

120 

60,000 

45,000 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

60,000 

30,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

90,000 

60,000 

120 

50,000 

30,000 

120 

90,000 

60,000 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

70,000 

50,000 

120 

60,000 

30,000 

120 

90,000 

60,000 

120 

70,000 

50,000 

120 

90,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

70,000 

50,000 

120 

60,000 

30,000 

120 

90,000 

60,000 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

100,000 

90,000 

120 

110,000 

80,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

60,000 

30,000 

120 

50,000 

30,000 

120 

90,000 

60,000 

120 

90,000 

60,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.115 

0.115 

0.403 

0.403 

0.418 

0.418 

0.248 

0.248 

0.097 

0.104 

0.076 

0.076 

0.367 

0.367 

0.097 

0.097 

0.010 

0.010 

0.222 

0.222 

0.425 

0.425 

0.029 

0.029 

0.259 

0.259 

- 

- i 

0.036 

0.036 

0.187 

0.187 

0.326 

0.326 

0.024 

0.024 

0.067 

0.067 

0.054 

0.054 

0.029 

0.029 

0.012 

0.012 

0.004 

0.004 

0.562 

0.562 

0.114 

0.114 



0.040 

0.040 

0.025 

0.025 

0.163 

0.163 

0.234 

0.234 

0.918 

0.918 

0.036 

0.036 

0.156 

0.156 

0.011 

0.011 

0.202 

0.202 

0.011 

0.011 


0.526 

0.526 

0.184 

0.184 


0.050 

0.050 

0.367 

0.367 

0.270 

0.270 

0.468 

0.500 

0.317 

0.317 



0.007 

0.007 

0.482 

0.482 

0.202 

0.202 









































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


(2) 

(3) 

(4) 

(5) 

Naya Mauja Jaisinghpura 

0822000302621000 

0.968 

Fresh 

Niwai (Rural) 

0822000302624200 

1.738 

Fresh 

Niwai Urban 

0822000342203000 

37.795 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Nohta 

0822000302631600 

7.606 

Fresh 

Pahari 

0822000302624400 

8.292 

Fresh 


Palei 


Parana 


Parwala 


Peeplya 


Rachakpura 


Radha Govindpura 


Raghuwanti 


Rahar 


Ramawata 


Ramchandrapura 


Ramnagar Dhaturi 


Non-command 


Non-command 



0822000302621500 

8.805 

0822000402634100 

21.963 

0810000401302500 

6.592 

0810000501305600 

11.290 

0822000302620300 

2.039 


0822000302620000 

3.152 

0810000401302200 

4.807 

0822000302631500 

3.448 

0822000302619300 

3.392 



0822000302629900 


0822000302631400 



Saline 


1.767 Fresh 


4.539 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Ramsinghpura 

0822000302624900 

1.442 

Fresh 

Rawasa 

0810000401301600 

7.653 

Fresh 

Roopbas 

0822000302621200 

1.191 

Fresh 

Saidariya Khurd 

0822000302620400 

1.998 

Fresh 

Sajiya 

0822000302614400 

9.391 

Fresh 

Sakatpura 

0822000302625100 

3.408 

Fresh 

Sangarampura 

0822000302618400 

3.793 

Fresh 


Sheesholao 


Shiwar 


Shri Dayalpura 


Shri Rampura @ Nayagaon 


Shri Sooratpura 


Shri Sukhpura 


Shyopura 


Shyosinghpura 


Siras 


Sirohi 


Sitarampura 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Sanwaliya 

0812001301648500 

8.607 

Saline 

Sarsop 

0810000501306500 

24.212 

Fresh 

Seendra 

0822000302632200 

5.534 

Fresh 

Seepura 

0822000302626500 

6.294 

Fresh 

Shahjahanpura 

0822000302619200 

2.632 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0810000401301900 

6.300 

0810000501305500 

28.126 

0822000302614200 

1.263 

0822000302630100 

5.032 

0822000302619900 

1.041 

0822000302620600 

2.760 



0822000302620100 

1.609 

0822000302625000 

0.661 

0822000302633100 

21.585 

0822000302630300 

9.065 

0822000402635000 

8.594 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

0.968 

Non-command 

Older Alluvium 

1.738 

Non-command 

Older Alluvium 

27.770 

Non-command 

Phyllite & Schist 

1.725 

Non-command 

Phyllite & Schist 

7.606 

Non-command 

Older Alluvium 

6.636 

Non-command 

Phyllite & Schist 

0.669 

Non-command 

Phyllite & Schist 

0.525 

Non-command 

Older Alluvium 

4.447 

Non-command 

Phyllite & Schist 

19.958 

Non-command 

Phyllite & Schist 

0.061 

Non-command 

Phyllite & Schist 

11.066 

Non-command 

Phyllite & Schist 

2.037 

Non-command 

Phyllite & Schist 

0.002 

Non-command 

Phyllite & Schist 

3.152 

Non-command 

Phyllite & Schist 

4.807 

Non-command 

Phyllite & Schist 

3.448 

Non-command 

Phyllite & Schist 

2.798 

Non-command 

Quartzite 

0.086 

Non-command 

Quartzite 

0.508 

Non-command 

Older Alluvium 

1.767 

Non-command 

Older Alluvium 

3.066 

Non-command 

Phyllite & Schist 

1.473 

Non-command 

Phyllite & Schist 

1.442 

Non-command 

Phyllite & Schist 

0.166 

Non-command 

Older Alluvium 

1.191 

Non-command 

Phyllite & Schist 

1.998 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Phyllite & Schist 

3.408 

Non-command 

Older Alluvium 

0.598 

Non-command 

Phyllite & Schist 

3.195 

Non-command 

Older Alluvium 

2.102 

Non-command 

Phyllite & Schist 

2.119 

Non-command 

Quartzite 

0.877 

Non-command 

Phyllite & Schist 

5.305 

Non-command 

Phyllite & Schist 

5.534 

Non-command 

Older Alluvium 

0.117 

Non-command 

Phyllite & Schist 

1.817 

Non-command 

Quartzite 

0.021 

Non-command 

Phyllite & Schist 

0.020 

Non-command 

Quartzite 

0.774 

Non-command 

Phyllite & Schist 

4.514 

Non-command 

Phyllite & Schist 

23.807 

Non-command 

Phyllite & Schist 

0.595 

Non-command 

Older Alluvium 

5.032 

Non-command 

Phyllite & Schist 

1.041 

Non-command 

Phyllite & Schist 

2.598 

Non-command 

Phyllite & Schist 

0.162 

Non-command 

Phyllite & Schist 

1.609 

Non-command 

Phyllite & Schist 

0.661 

Non-command 

Phyllite & Schist 

21.329 

Non-command 

Older Alluvium 

9.065 

Non-command 

Phyllite & Schist 

0.016 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

60,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

60,000 

30,000 

120 

100,000 

90,000 

120 

60,000 

45,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

60,000 

30,000 

120 

90,000 

60,000 

120 

70,000 

50,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

70,000 

50,000 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

70,000 

50,000 

120 

60,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

60,000 

30,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

100,000 

90,000 

120 

60,000 

45,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.058 

0.058 

4.212 

4.212 

2.409 

2.409 

0.101 

0.101 

0.540 

0.540 

0.842 

0.842 

0.058 

0.058 

0.022 

0.022 

0.529 

0.529 

0.167 

0.174 

- 

- 

0.763 

0.763 

0.086 

0.086 

- 

- 1 

0.108 

0.108 

0.216 

0.216 

0.346 

0.346 



0.194 

0.194 

0.842 

0.842 

0.274 

0.274 

0.022 

0.022 

0.006 

0.006 

0.173 

0.173 

0.173 

0.173 

- 

- 

0.180 

0.180 

0.065 

0.065 

0.245 

0.245 

0.184 

0.184 

0.122 

0.122 

0.043 

0.043 

0.252 

0.271 

1.390 

1.390 



0.246 

0.263 

1.548 

1.654 

0.022 

0.022 

0.324 

0.324 

0.043 

0.043 

0.058 

0.058 

0.004 

0.004 

0.108 

0.108 

0.108 

0.108 

0.850 

0.850 

2.970 

2.970 


































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



07004041 


Teetoli @ Bara Gaon 


Thadoli 


Tordi 


Vijai Govindpura 


Vijaipura 


Wazeer Nagar 


Wazeerabad 


Abhaipur 


Bageena 


Bagroli 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


( 4 ) ( 5 ) ( 6 ) 


Fresh Non-command 



Saline 


14.926 Fresh 



0822000302630400 

4.766 

0810000401302400 

7.646 

0822000302630600 

3.662 

0822000302620700 

1.763 

0822000302623900 

1.141 

0822000402633700 

3.239 


0822000402633900 

2.932 

0810000501306200 

4.678 

0810000501307300 

13.293 

0810000401304500 

9.534 



Bahnoli 

0810000401302900 

4.912 

Fresh 

Bandhawal 

0810000401302600 

8.274 

Fresh 

Baragaon Sarwar 

0810000401303000 

6.217 

Fresh 

Barodiya 

0810000301290600 

3.705 

Fresh 


Bas Torda 

0810000401301700 

7.367 

Fresh 

Didwari 

0810000401304000 

8.249 

Fresh 


Encher 

0810000501306300 

7.900 

Fresh 

Gangwara 

0810000401301800 

3.845 

Fresh 

Golpur 

0810000401302700 

2.818 

Fresh 

Gudla Chandan 

0810000401304300 

4.229 

Fresh 


Harsota 

0810000401303800 

6.495 

Fresh 

Hindupura 

0810000401303900 

8.421 

Fresh 

Jailalpura 

0810000401302000 

7.991 

Fresh 

Jatawti 

0810000401304100 

4.971 

Fresh 



Karadi 

0810000401304800 

3.350 

Fresh 

Kasba Bonli 

0810000401301400 

19.363 

Fresh 

Khera 

0810000401299000 

8.236 

Fresh 

Khirni 

0810000301290500 

27.323 

Fresh 


Non-command 


Dheel 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Dheel 


Non-command 


Non-command 


Non-command 


Non-command 


Dheel 


Non-command 


Non-command 


Dheel 


Non-command 


Non-command 


Non-command 


Non-command 


Dheel 


Non-command 


Non-command 


Non-command 


Non-command 


Dheel 


Non-command 


Dheel 


Non-command 


Dheel 


Non-command 


Dheel 


Non-command 


Dheel 


Non-command 


Non-command 


Dheel 


Non-command 



Kolara 

0810000401302800 

8.957 

Fresh 

Lakhanpur 

0810000401299100 

5.577 

Fresh 

Mangrol 

0810000401304400 

3.414 

Fresh 

Neemod 

0810000401304600 

3.907 

Fresh 


Non-command 


Non-command 


Non-command 


Dheel 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Older Alluvium 

0.081 

Non-command 

Phyllite & Schist 

2.218 

Non-command 

Quartzite 

0.096 

Non-command 

Quartzite 

0.307 

Command 

Phyllite & Schist 

0.003 

Non-command 

Phyllite & Schist 

5.214 

Non-command 

Older Alluvium 

2.568 

Non-command 

Phyllite & Schist 

6.792 

Non-command 

Older Alluvium 

3.662 

Non-command 

Phyllite & Schist 

1.763 

Non-command 

Older Alluvium 

0.441 

Non-command 

Phyllite & Schist 

2.417 

Non-command 

Phyllite & Schist 

0.823 

Non-command 

Phyllite & Schist 

2.932 

Non-command 

Phyllite & Schist 

2.879 

Non-command 

Phyllite & Schist 

0.000 

Command 

Phyllite & Schist 

1.948 

Non-command 

Phyllite & Schist 

7.174 

Non-command 

Phyllite & Schist 

4.912 

Non-command 

Phyllite & Schist 

6.825 

Non-command 

Phyllite & Schist 

6.217 

Command 

Phyllite & Schist 

0.591 

Non-command 

Phyllite & Schist 

1.130 

Non-command 

Phyllite & Schist 

7.034 

Command 

Phyllite & Schist 

0.088 

Non-command 

Phyllite & Schist 

6.386 

Non-command 

Phyllite & Schist 

0.004 

Non-command 

Phyllite & Schist 

3.800 

Non-command 

Phyllite & Schist 

0.587 

Command 

Phyllite & Schist 

0.155 

Non-command 

Phyllite & Schist 

2.549 

Non-command 

Phyllite & Schist 

1.112 

Non-command 

Phyllite & Schist 

8.421 

Non-command 

Phyllite & Schist 

0.878 

Command 

Phyllite & Schist 

0.005 

Non-command 

Phyllite & Schist 

1.886 

Command 

Phyllite & Schist 

2.575 

Non-command 

Phyllite & Schist 

11.941 

Command 

Phyllite & Schist 

0.012 

Non-command 

Phyllite & Schist 

2.209 

Command 

Phyllite & Schist 

0.296 

Non-command 

Phyllite & Schist 

0.895 

Command 

Phyllite & Schist 

0.011 

Non-command 

Phyllite & Schist 

1.756 

Non-command 

Phyllite & Schist 

0.442 

Command 

Phyllite & Schist 

0.002 

Non-command 

Older Alluvium 

1.588 

Non-command 

Phyllite & Schist 

5.293 

Non-command 

Phyllite & Schist 

7.415 

Non-command 

Phyllite & Schist 

0.311 

Non-command 

Phyllite & Schist 

3.414 

Command 

Phyllite & Schist 

3.817 

Non-command 

Phyllite & Schist 

0.090 


with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

100,000 

90,000 

120 

70,000 

50,000 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

100,000 

90,000 

120 

60,000 

45,000 

120 

50,000 

20,000 

120 

60,000 

45,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.230 

0.230 

0.054 

0.054 

0.360 

0.360 

0.691 

0.691 

0.144 

0.144 

0.054 

0.054 

0.194 

0.201 

0.029 

0.029 

0.119 

0.126 

0.158 

0.158 

- 

- 

0.036 

0.036 

0.132 

0.132 

0.642 

0.642 

0.150 

0.150 

0.174 

0.174 

0.042 

0.042 

0.084 

0.084 

0.444 

0.444 

0.006 

0.006 

0.534 

0.534 

- 

- | 

0.288 

0.288 

0.036 

0.036 

0.006 

0.006 

0.060 

0.060 

0.024 

0.024 

0.780 

0.780 

0.018 

0.018 


0.114 

0.114 

0.050 

0.050 

0.238 

0.238 


0.065 

0.065 

0.012 

0.012 

0.036 

0.036 


0.108 

0.108 

0.012 

0.012 

- 

- 1 

0.269 

0.282 

0.564 

0.581 

0.546 

0.546 

0.024 

0.024 

0.072 

0.072 

0.192 

0.192 

0.006 

0.006 





























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone 
(Fresh / 
Saline) 




07005042 


Peepalwara 


Qila Bonli 


Rasoolpura 


Rathod 


Rawasa 


Sarsop 


Sarwari 


Sheesholao 


Tapur 


Thadoli 


Ada Doongar 


Alwat Ki Guwari 


Amargarh 


Amarwar 


Amre Ki Guwari 


Arab Ka Pura 


Baharda 


Bajna 


Bapoti 


Barrif 


Burha Bajna 


Chaube Ki Guwari 


Chaurka Kalan 


Ghurakar 


Gopalgarh 


Kailadevi 


Karsai 


Khohri 


Kota 


Lauhra 


0810000401304200 


0810000401301500 


0810000401303100 


0810000401304700 


0810000401301600 


0810000501306500 


0810000401303200 


0810000401301900 


0810000501306000 


0810000401302400 


0809000601253200 


Fresh 


4.071 Fresh 



Fresh 


24.212 Fresh 


7.212 Fresh 


6.300 Fresh 


14.926 Fresh 


7.646 Fresh 


12.757 Fresh 


Type of Area (Command / Non¬ 
command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 




sq.km 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

Dheel 

Command 

Phyllite & Schist 

0.541 

Non-command 

Non-command 

Phyllite & Schist 

5.841 

Non-command 

Non-command 

Phyllite & Schist 

3.514 

Non-command 

Non-command 

Phyllite & Schist 

1.032 

Non-command 

Non-command 

Phyllite & Schist 

2.567 

Dheel 

Command 

Phyllite & Schist 

3.445 

Non-command 

Non-command 

Phyllite & Schist 

0.917 

Non-command 

Non-command 

Phyllite & Schist 

6.935 

Non-command 

Non-command 

Phyllite & Schist 

5.214 

Non-command 

Non-command 

Phyllite & Schist 

5.918 

Non-command 

Non-command 

Phyllite & Schist 

1.497 

Dheel 

Command 

Phyllite & Schist 

0.198 

Non-command 

Non-command 

Phyllite & Schist 

8.474 

Non-command 

Non-command 

Phyllite & Schist 

0.632 


Sub Basin: Kalisil 


Non-command 



0809000601258500 


0809000601253800 


0809000601253300 


15.725 Fresh 


28.290 Saline 


Fresh 


Non-command 


Non-command 


Non-command 



0809000601259200 


0809000401236600 


Saline 


14.288 Fresh 


1.996 Fresh 


Non-command 


Non-command 


Non-command 



0809000601255300 


0809000601253500 


0809000601252700 


0809000401234300 


6.894 Saline 


4.945 Fresh 


Saline 


1.817 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0809000601253600 


0809000601258600 


0809000601255600 


0809000401235400 


0809000401234400 


1.772 Fresh 


Saline 


8.070 Fresh 


12.849 Saline 


8.197 Fresh 


2.767 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0809000401236200 


0809000401237000 


0809000401236300 


0809000401234100 


0809000401236100 


42.526 Fresh 


15.508 Fresh 


26.711 Fresh 


4.951 Fresh 


32.078 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


with 

Pumpset 


( 9 ) ( 10 ) 


Non-command 

Bhander Sandstone 

6.806 

Non-command 

Older Alluvium 

1.976 

Non-command 

Bhander Sandstone 

9.231 

Non-command 

Bhander Sandstone 

11.094 

Non-command 

Bhander Sandstone 

2.663 

Non-command 

Older Alluvium 

0.213 

Non-command 

Bhander Sandstone 

6.260 

Non-command 

Bhander Sandstone 

0.007 

Non-command 

Bhander Sandstone 

0.429 

Non-command 

Older Alluvium 

1.567 

Non-command 

Bhander Sandstone 

6.768 

Non-command 

Older Alluvium 

0.740 

Non-command 

Bhander Sandstone 

0.004 

Non-command 

Bhander Sandstone 

2.494 

Non-command 

Bhander Sandstone 

1.600 

Non-command 

Bhander Sandstone 

0.036 

Non-command 

Bhander Sandstone 

0.117 

Non-command 

Older Alluvium 

0.118 

Non-command 

Bhander Sandstone 

4.588 

Non-command 

Older Alluvium 

0.654 

Non-command 

Bhander Sandstone 

0.444 

Non-command 

Older Alluvium 

3.213 

Non-command 

Bhander Sandstone 

0.040 

Non-command 

Bhander Sandstone 

1.541 

Non-command 

Bhander Sandstone 

4.025 

Non-command 

Bhander Sandstone 

0.157 

Non-command 

Bhander Sandstone 

6.428 

Non-command 

Bhander Sandstone 

0.328 

Non-command 

Older Alluvium 

0.052 

Non-command 

Bhander Sandstone 

0.263 

Non-command 

Older Alluvium 

0.005 

Non-command 

Bhander Sandstone 

41.985 

Non-command 

Bhander Sandstone 

0.590 

Non-command 

Older Alluvium 

3.545 

Non-command 

Bhander Sandstone 

26.345 

Non-command 

Bhander Sandstone 

2.642 

Non-command 

Older Alluvium 

0.616 

Non-command 

Bhander Sandstone 

17.164 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

50,000 


120 

180,000 

150,000 

120 

220,000 

200,000 

120 

180,000 

150,000 

120 

70,000 

50,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

70,000 

50,000 

120 

180,000 

150,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

70,000 

50,000 

120 

180,000 

150,000 

120 

70,000 

50,000 

120 

180,000 

150,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

180,000 

150,000 

120 

70,000 

50,000 

120 

180,000 

150,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

( 15 ) 

( 16 ) 

0.024 

0.024 

0.288 

0.288 

0.120 

0.120 

0.012 

0.012 

0.084 

0.084 

0.126 

0.134 

0.036 

0.036 

0.288 

0.288 

0.245 

0.264 

0.012 

0.012 

0.078 

0.086 

0.007 

0.007 

0.367 

0.367 

0.036 

0.036 


0.450 

0.450 

0.168 

0.168 

0.036 

0.036 

0.096 

0.096 

0.360 

0.360 

0.048 

0.048 

0.276 

0.276 



0.048 

0.048 

0.420 

0.467 


0.018 

0.018 

0.126 

0.126 















































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Mangrol 


Marmada 


Mijhaura 


Moraichi 


Nainiya Ki Guwari 


Narauli 


Nibhaira 


Patipura 


Rahir 


Raibeli Jagman 


Rajor 


Type of Area (Command / N< 
command) 



Lokeshnagar 

0809000601253000 

2.221 

Fresh 

Maholi 

0809000401236700 

15.758 

Fresh 


Non-command 


Non-command 



0809000601252800 

1.904 

0809000601254600 

34.204 



0809000601253100 

3.583 

0809000601255100 

10.540 

0809000601254200 

15.553 

0809000601253400 

21.558 






Saline 

0809000601255000 

37.856 

Saline 

0809000601254300 

9.236 

Saline 

0809000601258400 

46.013 

Fresh 

0809000601254700 

8.213 

Fresh 

0809000401236900 

9.215 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Ramthara 


0809000601253700 


07005043 


Amargarh 


Bagida 


Bapoti 


Berai 


0809000601253800 


12.702 Fresh 


Saline 



Raseelpur Jaga 

0809000601254400 

13.514 

Saline 

Raseelpur Shriji 

0809000601254500 

7.226 

Saline 

Rawatpura 

0809000601255200 

6.490 

Saline 

Sapotra 

0809000601252900 

3.861 

Fresh 

Tursangpura 

0809000601251800 

5.120 

Fresh 

Adooda 

0809000601249000 

3.418 

Fresh 


28.290 Saline 


Non-command 


Kalisil 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kalisil 


Non-command 


Kalisil 


Non-command 



0809000601250200 


10.443 Fresh Non-command 


Saline Non-command 



0809000601252700 

1.817 

0810000701327500 

25.460 



Saline Non-command 


2.814 Fresh kalisil 


Non-command 


Saline Kalisil 


Bhaopur 

0810000701328800 

13.418 

Fresh 

Bookana 

0809000601251100 

2.571 

Fresh 




Chaurka Kalan 


0809000601255600 


12.849 Saline Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

6.575 

Non-command 

Bhander Sandstone 

1.731 

Non-command 

Bhander Sandstone 

12.373 

Non-command 

Older Alluvium 

1.890 

Non-command 

Bhander Sandstone 

0.209 

Non-command 

Older Alluvium 

0.289 

Non-command 

Bhander Sandstone 

0.540 

Non-command 

Bhander Sandstone 

14.279 

Non-command 

Bhander Sandstone 

18.406 

Non-command 

Bhander Sandstone 

0.337 

Non-command 

Bhander Sandstone 

10.192 

Non-command 

Bhander Sandstone 

11.337 

Non-command 

Bhander Sandstone 

4.563 

Non-command 

Older Alluvium 

1.849 

Non-command 

Bhander Sandstone 

14.581 

Non-command 

Bhander Sandstone 

12.799 

Non-command 

Bhander Sandstone 

9.236 

Non-command 

Bhander Sandstone 

9.363 

Non-command 

Bhander Sandstone 

0.955 

Non-command 

Bhander Sandstone 

3.895 

Non-command 

Older Alluvium 

1.367 

Non-command 

Bhander Sandstone 

1.724 

Command 

Bhander Sandstone 

0.000 

Non-command 

Bhander Sandstone 

9.033 

Non-command 

Bhander Sandstone 

13.512 

Non-command 

Bhander Sandstone 

7.057 

Non-command 

Bhander Sandstone 

4.154 

Non-command 

Bhander Sandstone 

1.454 

Non-command 

Bhander Sandstone 

0.128 

Command 

Older Alluvium 

0.438 

Non-command 

Older Alluvium 

2.894 

Command 

Bhander Sandstone 

1.553 

Non-command 

Bhander Sandstone 

13.852 

Non-command 

Older Alluvium 

1.393 

Non-command 

Older Alluvium 

5.481 

Non-command 

Older Alluvium 

2.373 

Non-command 

Quartzite 

2.479 

Non-command 

Bhander Sandstone 

0.003 

Non-command 

Older Alluvium 

10.088 

Non-command 

Older Alluvium 

11.235 

Command 

Bhander Sandstone 

0.139 

Command 

Older Alluvium 

0.107 

Non-command 

Older Alluvium 

0.121 

Command 

Bhander Sandstone 

1.030 

Command 

Older Alluvium 

0.172 

Non-command 

Bhander Sandstone 

0.469 

Non-command 

Older Alluvium 

0.757 

Non-command 

Older Alluvium 

0.358 

Command 

Bhander Sandstone 

0.035 

Command 

Older Alluvium 

0.217 

Non-command 

Bhander Sandstone 

0.001 

Non-command 

Older Alluvium 

0.667 

Non-command 

Bhander Sandstone 

4.171 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

130,000 

100,000 

120 

180,000 

150,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

70,000 

50,000 

120 

180,000 

150,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

180,000 

150,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

220,000 

200,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

180,000 

150,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

- 

0.218 

0.522 

0.608 

0.557 

0.641 

0.108 

0.124 

0.019 

0.019 

0.036 

0.036 

0.090 

0.090 

0.072 

0.072 

0.030 

0.030 

0.090 

0.090 

- 

- 

0.006 

0.006 

0.090 

0.090 

0.048 

0.048 

0.090 

0.090 



0.288 

0.300 

0.132 

0.132 

0.162 

0.162 



0.006 

0.006 

0.612 

0.655 

0.018 

0.018 

0.024 

0.024 

0.120 

0.120 

0.012 

0.012 

0.114 

0.114 

0.017 

0.017 

0.720 

0.720 

0.109 

0.109 

0.050 

0.050 


0.029 

0.029 

0.019 

0.019 

0.054 

0.054 

0.048 

0.048 

0.048 

0.048 

0.120 

0.120 

0.025 

0.025 

0.054 

0.054 

0.126 

0.126 























































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Dang Bajoli 


Dang Bhavpur 


Daulatpura 


Fatehpur 


Gajjupura 


Ganwda 


Garhi Ka Gaon 


Gorahar 


Type of Area (Command / N< 
command) 



0810000701327400 



Dhokalpura 

0809000601250100 

0.730 

Fresh 

Dhoolwas 

0809000601251400 

2.938 

Fresh 


22.936 Fresh Non-command 


Saline Non-command 


14.150 Fresh Non-command 


Saline Non-command 


20.789 Saline Non-command 


Non-command 


Kalisil 


Non-command 



Doodha Ki Guwari 

0809000601253900 

6.988 

Saline 

Doondipura 

0809000601248800 

2.570 

Fresh 



0809000601249800 



0809000601249100 


0809000601249600 


0809000601250700 


13.064 Fresh 


Saline 


1.805 Fresh 


1.503 Fresh 


9.479 Fresh 


7.619 Fresh 


Saline 


Non-command 


Kalisil 


Non-command 


Kalisil 


Non-command 


Non-command 


Non-command 


Kalisil 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Gordhanpura 

0809000601244000 

6.179 

Fresh 

Haroti 

0809000601249700 

16.667 

Fresh 

Isarda 

0810000701327600 

11.803 

Saline 

Jamooni 

0809000601255700 

5.330 

Saline 

Jeerota 

0809000601244100 

9.528 

Fresh 

Jorli 

0809000601248600 

2.343 

Fresh 


Kala Gurha 


0809000601250600 


13.150 Saline 


Kalisil 


Non-command 


Non-command 


Non-command 


Kalisil 


Kalisil 


Non-command 


Non-command 


Kanarda 

0809000601255800 

22.122 

Saline 

Khawda 

0809000601251500 

2.271 

Fresh 


Khidarpur Jadoo 


Khoh 


Kiradi 


Kishorpura 


0810000701327200 


30.207 Fresh 


Saline 


0809000601250400 

25.492 

0809000601250000 

5.214 

0809000601248700 

2.854 



Lokeshnagar 

0809000601253000 

2.221 

Fresh 

Madhorajpura 

0809000601249200 

1.914 

Fresh 


Mangrol 


0809000601252800 


1.904 Fresh 


Non-command 


Kalisil 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kalisil 


Non-command 


Non-command 


Kalisil 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

7.822 

Non-command 

Bhander Sandstone 

0.222 

Non-command 

Older Alluvium 

1.161 

Command 

Bhander Sandstone 

0.546 

Command 

Older Alluvium 

0.303 

Non-command 

Bhander Sandstone 

0.066 

Non-command 

Older Alluvium 

0.134 

Non-command 

Older Alluvium 

13.890 

Non-command 

Older Alluvium 

1.205 

Non-command 

Older Alluvium 

7.121 

Non-command 

Older Alluvium 

5.108 

Non-command 

Bhander Sandstone 

10.527 

Non-command 

Older Alluvium 

10.262 

Non-command 

Older Alluvium 

0.730 

Command 

Bhander Sandstone 

0.698 

Non-command 

Bhander Sandstone 

0.796 

Non-command 

Older Alluvium 

0.277 

Non-command 

Older Alluvium 

6.986 

Command 

Older Alluvium 

0.792 

Non-command 

Older Alluvium 

0.311 

Command 

Older Alluvium 

1.989 

Non-command 

Older Alluvium 

3.537 

Non-command 

Older Alluvium 

0.113 

Non-command 

Older Alluvium 

0.666 

Command 

Bhander Sandstone 

0.032 

Non-command 

Bhander Sandstone 

0.049 

Non-command 

Older Alluvium 

1.503 

Non-command 

Older Alluvium 

9.107 

Non-command 

Older Alluvium 

4.061 

Non-command 

Older Alluvium 

3.464 

Non-command 

Quartzite 

0.089 

Command 

Older Alluvium 

0.120 

Non-command 

Older Alluvium 

0.782 

Non-command 

Older Alluvium 

0.406 

Non-command 

Older Alluvium 

1.883 

Command 

Older Alluvium 

0.670 

Command 

Older Alluvium 

0.158 

Non-command 

Older Alluvium 

2.158 

Non-command 

Older Alluvium 

11.675 

Non-command 

Quartzite 

1.060 

Non-command 

Older Alluvium 

0.494 

Command 

Bhander Sandstone 

0.553 

Non-command 

Bhander Sandstone 

0.788 

Non-command 

Older Alluvium 

1.316 

Non-command 

Older Alluvium 

1.436 

Non-command 

Older Alluvium 

19.937 

Non-command 

Older Alluvium 

5.214 

Command 

Older Alluvium 

0.060 

Non-command 

Older Alluvium 

1.076 

Non-command 

Bhander Sandstone 

0.082 

Command 

Older Alluvium 

0.198 

Non-command 

Older Alluvium 

1.716 

Non-command 

Bhander Sandstone 

0.005 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

220,000 

200,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

90,000 

70,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

90,000 

70,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

180,000 

150,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.008 




0.288 

0.310 

0.216 

0.216 

0.036 

0.036 

0.096 

0.096 



0.030 

0.030 

0.034 

0.034 

0.048 

0.048 

0.126 

0.126 

0.144 

0.166 

0.072 

0.072 

- 

- 

0.072 

0.072 

0.024 

0.024 

0.240 

0.240 

0.408 

0.408 

- 

- 

0.008 

0.008 

0.018 

0.018 

0.018 

0.018 

0.336 

0.336 

0.624 

0.624 

0.048 

0.048 

0.008 

0.008 



0.192 

0.192 

0.024 

0.024 

0.408 

0.408 

0.126 

0.126 

0.004 

0.004 

- 

- 

0.144 

0.166 

0.216 

0.238 

0.014 

0.014 

0.010 

0.010 

0.101 

0.101 

0.336 

0.336 

- 

- 

0.024 

0.024 

0.018 

0.018 

0.048 

0.048 

0.312 

0.312 






















































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


07006044 


Matoriya Ki Guwari 


Nainiya Ki Guwari 


Neemoda 


Rawatpura 


Rooppura 


Saimarda 


Sankra 


Sapotra 



Tursangpura 


Unchi Guwari 


Bhairoon Khera (Hanootiya) 


Bheemlat 


Deopura (Dewas) 


Deopura (Hanootiya) 


Dhani Khera 


Ganeshpura (Hanootiya) 


Garwar 


Hanootiya 


Jaliya li 


Kashipura 


Pratappura-1 


Ramgarh 


Salarmala li 


Shivpuri 


Topas 


Ajgari 


Alamboo 


0809000601254000 


0809000601254200 


0809000601243500 


44.107 Saline 


15.553 Saline 


22.542 Fresh 



0809000601255200 

6.490 

0809000601249400 

0.539 

0809000601249900 

5.595 


0810000301294900 

11.685 

0809000601252900 

3.861 



0821000502546200 

2.253 

Fresh 

0824000202802100 

10.486 

Fresh 

0821000502541400 

4.105 

Fresh 

0821000502542000 

2.293 

Fresh 

0821000502542100 

3.735 

Fresh 

0821000502546400 

2.162 

Fresh 

0824000202802200 

1.700 

Fresh 

0821000502542200 

19.840 

Fresh 

0821000502546300 

38.185 

Fresh 


0821000502542300 

0.434 

Fresh 

0821000502541100 

1.817 

Fresh 

0821000502541300 

17.455 

Fresh 

0821000502546500 

2.906 

Fresh 

0821000502542400 

16.049 

Fresh 

0821000502541200 

0.253 

Fresh 

0821000802576100 

11.017 

Fresh 

0821000902582500 

9.417 

Fresh 


Aloli 

0821000902583300 

6.309 

Fresh 

Amali 

0821000902585800 

5.227 

Fresh 

Amali (Jooniyan) 

0821000902579500 

6.238 

Fresh 

Amli Kaloosingh 

0824000302813500 

9.901 

Fresh 

Arniya 

0822000602660500 

8.604 

Fresh 


Non-command 


Non-command 


Kalisil 


Non-command 


Kalisil 


Non-command 


Non-command 


Kalisil 


Non-command 


Kalisil 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kalisil 


Non-command 


Kalisil 


Non-command 


Kalisil 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Narayan Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sub Basin: 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

24.408 

Non-command 

Bhander Sandstone 

4.216 

Command 

Older Alluvium 

0.299 

Non-command 

Older Alluvium 

1.304 

Command 

Bhander Sandstone 

0.768 

Command 

Older Alluvium 

1.138 

Non-command 

Older Alluvium 

0.458 

Non-command 

Older Alluvium 

3.628 

Non-command 

Quartzite 

0.006 

Command 

Bhander Sandstone 

0.003 

Non-command 

Bhander Sandstone 

0.112 

Command 

Bhander Sandstone 

0.874 

Non-command 

Bhander Sandstone 

0.639 

Non-command 

Bhander Sandstone 

0.327 

Non-command 

Older Alluvium 

0.539 

Non-command 

Older Alluvium 

0.538 

Non-command 

Older Alluvium 

3.486 

Non-command 

Older Alluvium 

0.014 

Command 

Bhander Sandstone 

1.016 

Non-command 

Bhander Sandstone 

0.743 

Command 

Bhander Sandstone 

0.223 

Non-command 

Older Alluvium 

5.183 

Non-command 

Quartzite 

0.050 

Command 

Bhander Sandstone 

0.014 

Non-command 

Bhander Sandstone 

1.497 

Non-command 

Bhander Sandstone 

0.232 

Non-command 

Older Alluvium 

9.339 


with 

Pumpset 


Non-command 

Gneisses(B.G.C.) 

0.990 

Non-command 

Gneisses(B.G.C.) 

0.002 

Non-command 

Gneisses(B.G.C.) 

0.122 

Non-command 

Gneisses(B.G.C.) 

0.898 

Non-command 

Gneisses(B.G.C.) 

3.735 

Non-command 

Gneisses(B.G.C.) 

2.162 

Non-command 

Gneisses(B.G.C.) 

0.011 

Non-command 

Gneisses(B.G.C.) 

14.926 

Command 

Gneisses(B.G.C.) 

0.279 

Non-command 

Gneisses(B.G.C.) 

10.842 

Non-command 

Gneisses(B.G.C.) 

0.434 

Non-command 

Gneisses(B.G.C.) 

0.656 

Non-command 

Gneisses(B.G.C.) 

12.879 

Non-command 

Gneisses(B.G.C.) 

1.576 

Non-command 

Gneisses(B.G.C.) 

3.499 

Non-command 

Gneisses(B.G.C.) 

0.253 

Non-command 

Gneisses(B.G.C.) 

0.152 

Non-command 

Gneisses(B.G.C.) 

4.995 

Non-command 

Older Alluvium 

4.422 

Non-command 

Gneisses(B.G.C.) 

6.309 

Non-command 

Older Alluvium 

2.963 

Non-command 

Gneisses(B.G.C.) 

6.238 

Non-command 

Phyllite & Schist 

0.101 

Non-command 

Gneisses(B.G.C.) 

2.411 

Non-command 

Phyllite & Schist 

6.193 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

90,000 

70,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

90,000 

70,000 

120 

110,000 

80,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

70,000 

50,000 

120 

90,000 

70,000 



120 

100,000 

80,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

130,000 

120,000 

120 

90,000 

50,000 

120 

90,000 

70,000 


Tube Wells with 
Wells Pumpset 


MCM MCM 




0.006 

0.006 

0.024 

0.024 

0.072 

0.072 

0.180 

0.180 

0.360 

0.360 

0.144 

0.144 

0.216 

0.216 



0.018 

0.018 

0.024 

0.024 

0.018 

0.018 


0.144 

0.144 

0.024 

0.024 

0.067 

0.067 


0.432 

0.454 

0.306 

0.328 

0.030 

0.030 

0.118 

0.118 



0.010 

0.010 

0.019 

0.019 

0.038 

0.038 

0.115 

0.115 

0.005 

0.005 

0.634 

0.634 


0.086 

0.098 

0.077 

0.077 

0.077 

0.077 

0.259 

0.259 

0.115 

0.115 

0.029 

0.029 

0.048 

0.048 


0.269 

0.269 

0.259 

0.259 

0.566 

0.566 

0.594 

0.594 

0.326 

0.326 

- 

- 

0.024 

0.024 

0.084 

0.084 






































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Baneriya 

0821000902585500 

1.506 

Fresh 

Barla 

0822000602660600 

11.499 

Fresh 

Barla (Taswariyaka) 

0824000302814400 

11.876 

Fresh 


Non-command 


Non-command 


Arwar 



Barla (arwar Ka) 

0824000302810500 

2.915 

Fresh 

Beejwar 

0822000602660400 

17.435 

Fresh 


Arwar 


Non-command 


Beeliya 


Beerwara 


Beh Ka Khera 


Bhandawas 


Bharai 


Bheemrawas 


Chapaneri 


Chawandiya 


Chosla 


Dabarkalan 


Deokhera 


0821000702563700 

3.744 

Fresh 

0821000802576400 

7.713 

Fresh 

0821000902580500 

4.703 

Fresh 

0824000302813200 

4.270 

Fresh 

0821000902583600 

4.087 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0821000902580400 

8.534 

0821000902582400 

19.384 



Saline 


11.070 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Chak Beeliya 

0821000802576200 

2.086 

Fresh 

Chand Thali 

0821000902584000 

5.784 

Fresh 

Chandali 

0821000802576000 

12.213 

Fresh 

Chandma 

0824000302811700 

11.517 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 





Saline 

0821000702563900 

24.096 

Fresh 

0821000702563500 

4.517 

Fresh 

0821000902584100 

13.040 

Fresh 

0822000602660900 

20.384 

Fresh 

0821000902582100 

3.020 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Deokheri 


Deopura 


Ganpatiya Khera 


Gegwa 


0821000902583800 

4.503 

Fresh 

0821000902581700 

4.315 

Fresh 

0821000902582700 

9.994 

Fresh 


Non-command 


Non-command 


Non-command 



Deoriya 

0824000302812600 

6.142 

Fresh 

Dhanop 

0824000302811100 

28.164 

Saline 

Dhoondhari 

0821000902581200 

13.176 

Fresh 


Arwar 


Non-command 


Non-command 



0824000302811400 


0824000302812500 


5.421 Fresh Non-command 


Saline Non-command 


Fresh Arwar 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

2.334 

Non-command 

Older Alluvium 

8.750 

Non-command 

Gneisses(B.G.C.) 

0.520 

Non-command 

Older Alluvium 

4.097 

Non-command 

Gneisses(B.G.C.) 

1.411 

Non-command 

Phyllite & Schist 

9.435 

Command 

Older Alluvium 

1.340 

Command 

Phyllite & Schist 

0.735 

Non-command 

Older Alluvium 

2.559 

Non-command 

Phyllite & Schist 

0.260 

Command 

Gneisses(B.G.C.) 

0.590 

Non-command 

Gneisses(B.G.C.) 

6.522 

Non-command 

Phyllite & Schist 

8.076 

Non-command 

Gneisses(B.G.C.) 

0.072 

Non-command 

Gneisses(B.G.C.) 

5.015 

Non-command 

Gneisses(B.G.C.) 

4.703 

Non-command 

Phyllite & Schist 

1.732 

Non-command 

Gneisses(B.G.C.) 

3.924 

Non-command 

Older Alluvium 

0.163 

Non-command 

Gneisses(B.G.C.) 

8.534 

Non-command 

Gneisses(B.G.C.) 

13.656 

Non-command 

Gneisses(B.G.C.) 

5.728 

Non-command 

Gneisses(B.G.C.) 

2.629 

Non-command 

Older Alluvium 

0.407 

Non-command 

Phyllite & Schist 

8.035 

Non-command 

Gneisses(B.G.C.) 

2.041 

Non-command 

Older Alluvium 

5.774 

Non-command 

Gneisses(B.G.C.) 

1.126 

Non-command 

Gneisses(B.G.C.) 

6.306 

Non-command 

Older Alluvium 

2.876 

Non-command 

Gneisses(B.G.C.) 

2.195 

Non-command 

Gneisses(B.G.C.) 

0.561 

Non-command 

Gneisses(B.G.C.) 

4.517 

Non-command 

Older Alluvium 

3.576 

Non-command 

Older Alluvium 

4.312 

Non-command 

Gneisses(B.G.C.) 

2.874 

Non-command 

Older Alluvium 

0.146 

Non-command 

Gneisses(B.G.C.) 

4.326 

Non-command 

Gneisses(B.G.C.) 

4.315 

Non-command 

Gneisses(B.G.C.) 

3.155 

Non-command 

Older Alluvium 

6.839 

Command 

Gneisses(B.G.C.) 

6.142 

Non-command 

Gneisses(B.G.C.) 

2.090 

Non-command 

Gneisses(B.G.C.) 

0.703 

Non-command 

Older Alluvium 

11.763 

Non-command 

Phyllite & Schist 

0.710 

Command 

Gneisses(B.G.C.) 

3.110 

Command 

Phyllite & Schist 

0.300 

Non-command 

Gneisses(B.G.C.) 

0.821 

Non-command 

Phyllite & Schist 

2.566 

Non-command 

Gneisses(B.G.C.) 

0.000 

Non-command 

Gneisses(B.G.C.) 

3.819 

Command 

Gneisses(B.G.C.) 

1.706 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

130,000 

120,000 

120 

110,000 

90,000 

120 

90,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

90,000 

120 

120,000 

100,000 

120 

90,000 

80,000 

120 

130,000 

120,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

50,000 

30,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

120,000 

90,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

70,000 

40,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

120,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

40,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

100,000 

80,000 

120 

110,000 

90,000 

120 

130,000 

120,000 

120 

110,000 

90,000 

120 

130,000 

120,000 

120 

110,000 

90,000 

120 

70,000 

40,000 

120 

110,000 

90,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.288 

0.288 

1.210 

1.210 

0.029 

0.029 

0.292 

0.292 

0.067 

0.067 

0.403 

0.403 

0.109 

0.109 

0.101 

0.101 

0.210 

0.210 

0.029 

0.029 

0.464 

0.464 

0.474 

0.485 

0.823 

0.845 

- 

- 1 

0.084 

0.084 

0.278 

0.278 

0.029 

0.029 

0.259 

0.259 

0.011 

0.011 

0.739 

0.739 

0.576 

0.576 

0.090 

0.090 

0.240 

0.240 

0.043 

0.043 

0.739 

0.739 

- 

- 

0.529 

0.529 

0.012 

0.012 

0.076 

0.076 

0.025 

0.025 

0.010 

0.010 

0.032 

0.032 

0.140 

0.140 

0.281 

0.281 

0.115 

0.115 

0.326 

0.326 

0.022 

0.022 

0.269 

0.269 

0.403 

0.403 

0.144 

0.144 

0.367 

0.367 

0.162 

0.162 

0.019 

0.019 

0.134 

0.134 

2.462 

2.462 

0.134 

0.134 

0.205 

0.205 

0.029 

0.029 

0.054 

0.054 

0.216 

0.216 


0.053 

0.053 

0.551 

0.551 
















































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Gurha Kalan 


Hanspura 


Hukampura 


Jaliya 


Jaswantpura 


Jetpura 


Kachariya 


Kalyanpura 


Kanai Kalan 


Kanai Khurd 


Kanechhan Kalan 


Kanechhan Khurd 


Kekri (M) 


Kekri (Rural) 


Kerot 


Khawas 


Khera Hetam 


Kheri 


Kohra 


Kurthal 


Laxmipura 


Madhopura 


Malera 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


25.904 Fresh Non-command 


4.457 Fresh Non-command 


Saline Non-command 


3.179 Fresh Non-command 


10.257 Fresh Non-command 


0821000702565300 

16.435 

0824000302812300 

4.166 

0824000302812200 

6.725 

0821000802576500 

10.246 

0821000902585100 

4.160 

0821000702565700 

10.070 





0821000702563300 


0821000902582300 


0821000902582600 


0821000702565900 


Saline 


Fresh 


Fresh 


27.254 Fresh 


Non-command 


Arwar 


Arwar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


6.916 Fresh Non-command 


Saline Non-command 



Kalera Krishna Gopal 

0821000902581000 

9.342 

Fresh 

Kali Talai Ka Khera 

0821000902581800 

5.386 

Fresh 


Non-command 


Non-command 



0821000802577000 

2.674 

0821000702563000 

14.449 

0821000702563100 

8.603 

0824000302813900 

27.912 

0824000302813700 

7.182 

0821000942109000 

29.193 

0821000902579900 

17.860 

0821000702565800 

16.836 




Saline 


29.579 Fresh 


Non-command 


Non-command 


Non-command 


Arwar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


0821000902582000 

17.910 

0824000302811300 

3.599 



0821000802576800 

5.244 

0821000902580800 

11.658 

0821000702565600 

16.190 


0821000702563400 

2.304 

0821000902585600 

1.632 

0822000602660800 

12.966 



Mali Khera @ Maganpura 

0824000302810900 

2.339 

Fresh 

Mandha 

0821000902579700 

7.250 

Fresh 

Mataji Ka Khera 

0824000302810800 

2.497 

Fresh 

Meenon Ka Naya Gaon 

0821000902581400 

2.632 

Fresh 

Mehroo Kalan 

0821000902583000 

19.118 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Arwar 


Non-command 


Arwar 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

7.009 

Non-command 

Gneisses(B.G.C.) 

2.893 

Non-command 

Gneisses(B.G.C.) 

1.564 

Non-command 

Older Alluvium 

2.552 

Non-command 

Phyllite & Schist 

0.249 

Non-command 

Gneisses(B.G.C.) 

5.526 

Non-command 

Older Alluvium 

4.731 

Non-command 

Gneisses(B.G.C.) 

0.305 

Command 

Gneisses(B.G.C.) 

4.166 

Command 

Gneisses(B.G.C.) 

6.469 

Non-command 

Gneisses(B.G.C.) 

7.836 

Non-command 

Gneisses(B.G.C.) 

0.251 

Non-command 

Gneisses(B.G.C.) 

9.387 

Non-command 

Gneisses(B.G.C.) 

0.633 

Non-command 

Gneisses(B.G.C.) 

7.562 

Non-command 

Gneisses(B.G.C.) 

7.889 

Non-command 

Gneisses(B.G.C.) 

17.240 

Non-command 

Older Alluvium 

10.014 

Non-command 

Gneisses(B.G.C.) 

0.055 

Non-command 

Gneisses(B.G.C.) 

6.860 

Non-command 

Older Alluvium 

2.214 

Non-command 

Phyllite & Schist 

0.873 

Non-command 

Gneisses(B.G.C.) 

9.342 

Non-command 

Gneisses(B.G.C.) 

5.124 

Non-command 

Older Alluvium 

0.262 

Non-command 

Gneisses(B.G.C.) 

2.674 

Non-command 

Gneisses(B.G.C.) 

0.258 

Non-command 

Gneisses(B.G.C.) 

0.070 

Command 

Gneisses(B.G.C.) 

0.574 

Non-command 

Gneisses(B.G.C.) 

0.007 

Non-command 

Gneisses(B.G.C.) 

11.282 

Non-command 

Gneisses(B.G.C.) 

17.860 

Non-command 

Gneisses(B.G.C.) 

0.836 

Non-command 

Gneisses(B.G.C.) 

15.906 

Non-command 

Gneisses(B.G.C.) 

0.031 

Non-command 

Phyllite & Schist 

2.719 

Non-command 

Gneisses(B.G.C.) 

17.910 

Non-command 

Gneisses(B.G.C.) 

0.057 

Non-command 

Gneisses(B.G.C.) 

2.509 

Non-command 

Gneisses(B.G.C.) 

5.244 

Non-command 

Gneisses(B.G.C.) 

11.658 

Non-command 

Gneisses(B.G.C.) 

1.049 

Non-command 

Gneisses(B.G.C.) 

9.146 

Non-command 

Gneisses(B.G.C.) 

0.704 

Non-command 

Gneisses(B.G.C.) 

0.499 

Non-command 

Older Alluvium 

1.557 

Non-command 

Phyllite & Schist 

5.629 

Command 

Gneisses(B.G.C.) 

0.041 

Non-command 

Gneisses(B.G.C.) 

6.952 

Command 

Gneisses(B.G.C.) 

0.215 

Non-command 

Older Alluvium 

2.632 

Non-command 

Gneisses(B.G.C.) 

11.663 

Non-command 

Older Alluvium 

7.455 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

80,000 

120 

120,000 

100,000 

120 

50,000 

40,000 

120 

120,000 

90,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

90,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

90,000 

80,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

90,000 

70,000 

120 

130,000 

120,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

120,000 

100,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

110,000 

90,000 

120 

130,000 

120,000 

120 

90,000 

80,000 

120 

110,000 

90,000 

120 

70,000 

40,000 

120 

120,000 

100,000 

120 

90,000 

80,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

90,000 

80,000 

120 

110,000 

90,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

120,000 

90,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

1.123 

1.123 

0.168 

0.168 

0.034 

0.034 

0.432 

0.432 

0.038 

0.038 

1.162 

1.162 

1.112 

1.112 

0.011 

0.011 

- 

- 

0.097 

0.097 

0.132 

0.132 

0.048 

0.048 

0.086 

0.086 

0.011 

0.011 

0.130 

0.130 

1.200 

1.200 

0.874 

0.874 

0.572 

0.572 

- 

- 

0.043 

0.043 

0.185 

0.185 

0.130 

0.130 

0.298 

0.298 

0.182 

0.182 

0.011 

0.011 

0.024 

0.024 



0.048 

0.048 

0.552 

0.552 

0.259 

0.259 

0.065 

0.065 

0.518 

0.518 

0.022 

0.022 

0.029 

0.029 

0.029 

0.029 

0.118 

0.118 

0.011 

0.011 

0.086 

0.086 

0.032 

0.032 

0.389 

0.389 

1.085 

1.085 

0.778 

0.778 























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Meoda Kalan 

0821000902579300 

22.008 

Fresh 

Meoda Khurd 

0821000902580200 

10.241 

Fresh 

Modi 

0821000902585200 

3.482 

Fresh 

Molkiya 

0821000902580900 

5.809 

Fresh 

Nagola 

0821000702563800 

21.031 

Fresh 

Nai Khera 

0821000902579800 

6.307 

Fresh 

Nai Rajyas 

0824000302812700 

7.356 

Fresh 


Nandsi 


Naya Gaon 


Neemod 


Neemra(Kerot) 


Padaliya (Bhinay) 


Pandonlai 


0821000702565500 



0821000902583100 

2.919 

0821000902580700 

5.826 

0821000702563200 

11.002 

0821000702563600 

14.769 

0821000702565400 

2.708 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


2.890 Fresh Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Arwar 


Non-command 


Non-command 


Non-command 


Arwar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Arwar 


27.233 Fresh Non-command 


11.732 Fresh 


Saline 


4.453 Fresh 




Pharkiya 

0821000902581600 

11.190 

Fresh 

Phooliya Kalan 

0824000302811900 

21.620 

Fresh 


22.256 Fresh Non-command 


Non-command 


Arwar 



Pranhera 

0821000902580300 

40.624 

Fresh 

Purana Sarsoonda 

0824000302813100 

6.981 

Fresh 


Non-command 


Non-command 


Purani Arwar 


Rajpura 


Ralayta 


Rampali 


Rampura 


0824000302810200 

7.836 

Fresh 

0821000902585300 

3.778 

Fresh 

0824000302812100 

4.098 

Fresh 

0824000302812400 

3.176 

Fresh 

0821000802576300 

5.925 

Fresh 

0824000302811600 

6.771 

Fresh 


Arwar 


Non-command 


Arwar 


Arwar 


Non-command 


Non-command 



Ramthala 


0822000602660700 


Saline Non-command 


15.167 Fresh Non-command 


Ratanpura 


0824000302811800 


Sadara 

0821000902583400 

11.841 

Fresh 

Sadari 

0821000902583200 

4.961 

Fresh 

Sakariya 

0821000902581900 

14.125 

Fresh 

Salari 

0821000902579000 

11.680 

Fresh 


5.816 Fresh Arwar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

0.456 

Non-command 

Older Alluvium 

0.841 

Non-command 

Gneisses(B.G.C.) 

0.047 

Non-command 

Gneisses(B.G.C.) 

10.241 

Non-command 

Gneisses(B.G.C.) 

3.482 

Non-command 

Gneisses(B.G.C.) 

5.809 

Non-command 

Gneisses(B.G.C.) 

1.024 

Non-command 

Gneisses(B.G.C.) 

6.307 

Command 

Gneisses(B.G.C.) 

4.142 

Non-command 

Gneisses(B.G.C.) 

2.419 

Non-command 

Gneisses(B.G.C.) 

11.225 

Non-command 

Gneisses(B.G.C.) 

0.340 

Command 

Phyllite & Schist 

0.080 

Non-command 

Phyllite & Schist 

2.891 

Non-command 

Gneisses(B.G.C.) 

2.919 

Non-command 

Gneisses(B.G.C.) 

5.826 

Non-command 

Gneisses(B.G.C.) 

0.537 

Non-command 

Gneisses(B.G.C.) 

13.265 

Non-command 

Gneisses(B.G.C.) 

0.239 

Non-command 

Gneisses(B.G.C.) 

0.034 

Command 

Gneisses(B.G.C.) 

5.164 

Command 

Phyllite & Schist 

0.111 

Non-command 

Gneisses(B.G.C.) 

0.815 

Non-command 

Phyllite & Schist 

0.779 

Non-command 

Gneisses(B.G.C.) 

24.623 

Non-command 

Older Alluvium 

2.117 

Non-command 

Phyllite & Schist 

0.493 

Non-command 

Older Alluvium 

3.666 

Non-command 

Phyllite & Schist 

0.004 

Non-command 

Gneisses(B.G.C.) 

11.190 

Command 

Gneisses(B.G.C.) 

7.116 

Command 

Older Alluvium 

2.553 

Command 

Phyllite & Schist 

0.615 

Non-command 

Gneisses(B.G.C.) 

40.624 

Non-command 

Gneisses(B.G.C.) 

0.347 

Non-command 

Phyllite & Schist 

0.249 

Command 

Gneisses(B.G.C.) 

0.448 

Non-command 

Gneisses(B.G.C.) 

3.778 

Command 

Gneisses(B.G.C.) 

3.912 

Command 

Gneisses(B.G.C.) 

2.506 

Non-command 

Gneisses(B.G.C.) 

5.925 

Non-command 

Gneisses(B.G.C.) 

2.311 

Non-command 

Older Alluvium 

0.733 

Non-command 

Gneisses(B.G.C.) 

3.274 

Non-command 

Older Alluvium 

6.222 

Non-command 

Phyllite & Schist 

8.945 

Command 

Older Alluvium 

4.490 

Non-command 

Older Alluvium 

1.310 

Non-command 

Gneisses(B.G.C.) 

11.841 

Non-command 

Gneisses(B.G.C.) 

4.961 

Non-command 

Gneisses(B.G.C.) 

14.125 

Non-command 

Gneisses(B.G.C.) 

0.873 

Non-command 

Phyllite & Schist 

0.069 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

90,000 

120 

90,000 

80,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

110,000 

90,000 

120 

130,000 

120,000 

120 

110,000 

90,000 

120 

130,000 

120,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

100,000 

80,000 

120 

120,000 

90,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

130,000 

120,000 

120 

90,000 

80,000 

120 

110,000 

90,000 

120 

130,000 

120,000 

120 

110,000 

90,000 

120 

90,000 

80,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

70,000 

40,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.058 

0.058 

0.130 

0.130 

- 

- 

0.211 

0.211 

0.250 

0.250 

0.230 

0.230 

0.032 

0.032 

0.192 

0.192 

0.011 

0.011 

0.011 

0.011 

0.313 

0.313 

0.011 

0.011 

- 

- 

0.043 

0.043 

0.634 

0.634 

0.509 

0.509 

0.011 

0.011 

0.562 

0.562 

0.022 

0.022 



0.022 

0.022 

0.014 

0.014 

2.016 

2.016 

0.194 

0.194 

0.038 

0.038 

0.130 

0.130 

- 

- 

0.653 

0.653 

0.540 

0.540 

0.151 

0.151 

0.058 

0.058 

1.939 

1.939 

0.011 

0.011 

- 

- 

0.022 

0.022 

0.298 

0.298 

0.421 

0.421 

0.853 

0.853 

0.168 

0.168 

0.043 

0.043 

0.008 

0.008 

0.029 

0.029 

0.317 

0.328 

0.538 

0.549 

0.227 

0.227 

0.067 

0.067 

1.680 

1.680 

0.758 

0.758 

1.421 

1.421 

0.086 

0.086 

0.010 

0.010 














































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



07006046 


Sangariya 


Santosh Pura 


Sapla 


Sapli 


Sarsari 


Sawar 


Sheshupra 


Shyampura 


Soonpa 


Sundarpura 


Titariya 


Ugai 


Ugan Khera 


Uma Ka Khera 


Ummedpura 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


2.970 Fresh Non-command 



0824000302810600 

16.618 

0824000302812000 

1.697 

0821000802576700 

28.614 


0821000802576900 

1.188 

0821000902580000 

13.282 

0821000902586800 

31.146 

0821000902582200 

4.095 

0821000802577200 

7.955 

0821000802576600 

15.172 

0821000902584300 

3.996 



Non-command 


Arwar 


Arwar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


7.235 Fresh Non-command 


Taswariya 

0821000902579400 

9.080 

Fresh 

Taswariya Bansa 

0824000302814300 

30.069 

Fresh 




0821000902579600 

8.080 

Fresh 

0821000902580600 

8.058 

Fresh 

0821000902580100 

8.701 

Fresh 

0824000302811200 

1.389 

Saline 

0821000902586400 

2.398 

Fresh 

0824000302814100 

8.199 

Fresh 

0821000902581300 

4.124 

Fresh 


Unkarpura 

0821000902585400 

4.924 

Fresh 

Agoocha 

0824000202803900 

19.138 

Fresh 

Ajeetgarh 

0825000102961100 

2.964 

Fresh 

Ajeetpura 

0824000102792200 

0.806 

Fresh 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Arwar 


Non-command 


Non-command 


Non-command 


Non-command 


Khari 


Non-command 


Non-command 



Akrol 

0821000502541700 

5.281 

Fresh 

Amarpura 

0825000102958400 

2.236 

Fresh 

Amarpura (Akrol) 

0821000502539700 

3.141 

Fresh 

Amarsingh Ka Badiya 

0821000502538900 

1.954 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Amdala 

0824000502837600 

13.003 

Fresh 

Amner 

0825000102961500 

8.002 

Fresh 


Khari 


Non-command 


Non-command 


Non-command 



Anakar 


0821000402529000 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

0.478 

Non-command 

Older Alluvium 

0.077 

Non-command 

Gneisses(B.G.C.) 

1.278 

Command 

Gneisses(B.G.C.) 

1.100 

Command 

Gneisses(B.G.C.) 

0.308 

Non-command 

Gneisses(B.G.C.) 

25.707 

Non-command 

Gneisses(B.G.C.) 

2.907 

Non-command 

Gneisses(B.G.C.) 

1.188 

Non-command 

Gneisses(B.G.C.) 

11.568 

Non-command 

Gneisses(B.G.C.) 

5.825 

Non-command 

Gneisses(B.G.C.) 

4.095 

Non-command 

Gneisses(B.G.C.) 

7.955 

Non-command 

Gneisses(B.G.C.) 

15.098 

Non-command 

Gneisses(B.G.C.) 

0.143 

Non-command 

Older Alluvium 

0.096 

Non-command 

Gneisses(B.G.C.) 

7.179 

Non-command 

Older Alluvium 

0.056 

Non-command 

Gneisses(B.G.C.) 

5.170 

Command 

Gneisses(B.G.C.) 

2.012 

Command 

Older Alluvium 

0.692 

Command 

Phyllite & Schist 

1.023 

Non-command 

Older Alluvium 

0.030 

Non-command 

Phyllite & Schist 

0.253 

Non-command 

Gneisses(B.G.C.) 

6.483 

Non-command 

Gneisses(B.G.C.) 

8.058 

Non-command 

Gneisses(B.G.C.) 

8.701 

Non-command 

Gneisses(B.G.C.) 

1.033 

Non-command 

Gneisses(B.G.C.) 

0.367 

Command 

Gneisses(B.G.C.) 

1.052 

Non-command 

Gneisses(B.G.C.) 

0.106 

Non-command 

Older Alluvium 

4.018 

Non-command 

Gneisses(B.G.C.) 

4.924 

Non-command 

Gneisses(B.G.C.) 

1.320 

Non-command 

Gneisses(B.G.C.) 

2.756 

Command 

Gneisses(B.G.C.) 

0.067 

Non-command 

Gneisses(B.G.C.) 

0.739 

Non-command 

Gneisses(B.G.C.) 

3.088 

Non-command 

Phyllite & Schist 

17.486 

Non-command 

Gneisses(B.G.C.) 

0.265 

Non-command 

Phyllite & Schist 

4.725 

Non-command 

Gneisses(B.G.C.) 

0.072 

Non-command 

Phyllite & Schist 

0.622 

Non-command 

Gneisses(B.G.C.) 

5.242 

Non-command 

Gneisses(B.G.C.) 

2.227 

Non-command 

Gneisses(B.G.C.) 

3.141 

Non-command 

Gneisses(B.G.C.) 

0.381 

Non-command 

Phyllite & Schist 

1.573 

Command 

Gneisses(B.G.C.) 

0.035 

Non-command 

Gneisses(B.G.C.) 

0.007 

Non-command 

Gneisses(B.G.C.) 

0.079 

Non-command 

Gneisses(B.G.C.) 

7.560 

Non-command 

Phyllite & Schist 

0.353 

Non-command 

Phyllite & Schist 

0.506 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

70,000 

40,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

50,000 

40,000 

120 

120,000 

100,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

50,000 

40,000 

120 

120,000 

100,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

130,000 

120,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

70,000 

40,000 

120 

90,000 

80,000 

120 

110,000 

90,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

60,000 

35,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

110,000 

90,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

60,000 

35,000 

120 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.022 

0.022 

- 

- 

0.029 

0.029 

0.216 

0.216 

0.065 

0.065 

1.548 

1.548 

0.072 

0.072 

0.096 

0.096 

0.269 

0.280 

0.490 

0.490 

0.787 

0.787 

0.043 

0.043 

0.564 

0.564 

0.010 

0.010 

0.011 

0.011 

0.835 

0.835 

0.011 

0.011 

0.499 

0.499 

0.065 

0.065 

0.017 

0.017 

0.043 

0.043 

- 

- 

0.014 

0.014 

0.317 

0.317 

0.230 

0.230 

0.259 

0.259 

0.082 

0.082 

0.019 

0.019 


0.019 

0.019 

0.734 

0.734 

0.173 

0.173 

0.024 

0.031 

0.018 

0.018 

0.007 

0.007 

0.086 

0.086 

0.086 

0.086 

0.658 

0.658 

0.022 

0.022 

0.523 

0.523 

0.011 

0.011 

0.118 

0.118 

0.192 

0.192 

0.061 

0.061 

0.077 

0.077 

0.086 

0.086 

0.389 

0.389 



0.346 

0.346 

0.021 

0.021 

0.006 

0.006 
























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Anandipura 

0824000202803600 

4.172 

Fresh 

Antali 

0824000102789000 

5.151 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Araji Guwardi 

0821000502535600 

4.644 

Fresh 

Araniya Chauhan 

0824000302809300 

6.467 

Fresh 

Arjun Pura 

0824000102792600 

1.236 

Fresh 


Arjungarh 

0825000202970300 

5.847 

Fresh 

Asind (m) 

0824000142401000 

20.501 

Fresh 


Bachpari 

0821000502537300 

1.972 

Fresh 

Baddoo 

0824000502837400 

8.791 

Fresh 

Badhor 

0824000102782600 

28.629 

Fresh 

Badni 

0825000102959000 

3.569 

Fresh 


Bagata Kakhera 


Bagmal 


Bagrai 


Bahadurpura 


Bajunda 


Bala Charat 


Bala Ka Bariya 


Balapura 


Non-command 


Non-command 


Khari 


Non-command 


Non-command 


Khari 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0824000102797400 

5.583 

0824000102792700 

3.358 

0821000702565000 

15.737 




4.643 Fresh 


Saline 


0821000502547500 

1.719 

0824000102787300 

5.609 

0821000402531400 

1.908 



0824000102786300 

1.671 

Fresh 

0821000702559400 

3.360 

Fresh 

0824000102788400 

1.332 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Balev 

0824000102786100 

4.218 

Fresh 

Bali 

0825000102960100 

14.954 

Fresh 


Non-command 


Non-command 


Baliya Khera 

0824000502837500 

1.909 

Fresh 

Bamni 

0824000102792500 

5.193 

Fresh 


Baneriya 

0821000702559300 

3.140 

Fresh 

Banjari 

0821000402532400 

8.037 

Fresh 

Banki Kankar 

0824000102782100 

1.673 

Fresh 

Baori 

0824000302809700 

7.042 

Fresh 



Bar 


Bar Kochara 


Bar Nagar 


Bara Asan 


0825000102958300 


0821000402529800 


0824000102792900 


0821000502546800 


Saline 


4.013 Fresh 


8.530 Fresh 


0.536 Fresh 


2.398 Fresh 


10.344 Fresh 



Bara Khera 

0824000102792400 

2.968 

Fresh 

Barachh 

0824000102782700 

6.539 

Fresh 

Baral 

0821000502548500 

1.572 

Fresh 


Non-command 


Khari 


Non-command 


Non-command 


Non-command 


Non-command 


Arwar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Narayan Sagar 


Narayan Sagar 


Non-command 


Khari 


Non-command 


Narayan Sagar 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

4.172 

Non-command 

Gneisses(B.G.C.) 

2.580 

Non-command 

Phyllite & Schist 

2.570 

Non-command 

Phyllite & Schist 

0.194 

Non-command 

Gneisses(B.G.C.) 

6.372 

Command 

Gneisses(B.G.C.) 

0.018 

Non-command 

Gneisses(B.G.C.) 

1.218 

Non-command 

Gneisses(B.G.C.) 

3.380 

Command 

Gneisses(B.G.C.) 

17.591 

Non-command 

Gneisses(B.G.C.) 

2.910 

Non-command 

Phyllite & Schist 

1.972 

Non-command 

Gneisses(B.G.C.) 

8.779 

Non-command 

Gneisses(B.G.C.) 

26.967 

Non-command 

Gneisses(B.G.C.) 

2.455 

Non-command 

Phyllite & Schist 

1.103 

Non-command 

Gneisses(B.G.C.) 

5.209 

Non-command 

Gneisses(B.G.C.) 

3.358 

Non-command 

Gneisses(B.G.C.) 

15.632 

Non-command 

Gneisses(B.G.C.) 

0.105 

Non-command 

Gneisses(B.G.C.) 

3.949 

Non-command 

Gneisses(B.G.C.) 

0.694 

Non-command 

Gneisses(B.G.C.) 

1.719 

Non-command 

Gneisses(B.G.C.) 

5.609 

Non-command 

Gneisses(B.G.C.) 

0.176 

Non-command 

Phyllite & Schist 

1.731 

Non-command 

Gneisses(B.G.C.) 

1.671 

Non-command 

Gneisses(B.G.C.) 

3.360 

Non-command 

Gneisses(B.G.C.) 

0.126 

Non-command 

Phyllite & Schist 

1.206 

Non-command 

Gneisses(B.G.C.) 

1.842 

Non-command 

Phyllite & Schist 

1.244 

Non-command 

Gneisses(B.G.C.) 

4.218 

Non-command 

Gneisses(B.G.C.) 

1.902 

Non-command 

Phyllite & Schist 

1.924 

Non-command 

Gneisses(B.G.C.) 

1.909 

Command 

Gneisses(B.G.C.) 

4.085 

Non-command 

Gneisses(B.G.C.) 

1.070 

Non-command 

Gneisses(B.G.C.) 

3.140 

Non-command 

Phyllite & Schist 

1.471 

Non-command 

Gneisses(B.G.C.) 

1.666 

Command 

Gneisses(B.G.C.) 

0.269 

Non-command 

Gneisses(B.G.C.) 

3.115 

Non-command 

Gneisses(B.G.C.) 

3.658 

Non-command 

Gneisses(B.G.C.) 

3.779 

Non-command 

Gneisses(B.G.C.) 

4.219 

Non-command 

Gneisses(B.G.C.) 

0.536 

Command 

Gneisses(B.G.C.) 

2.398 

Command 

Gneisses(B.G.C.) 

9.819 

Non-command 

Gneisses(B.G.C.) 

0.524 

Command 

Gneisses(B.G.C.) 

2.968 

Non-command 

Gneisses(B.G.C.) 

5.743 

Command 

Gneisses(B.G.C.) 

0.858 

Non-command 

Gneisses(B.G.C.) 

0.714 


of Tube of Wells Operational 
Wells with Days 

Pumpset 


Average Yield 

Draft 

Tube 

Wells 

Wells with 
Pumpset 

Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

MCM 

MCM 

(12) 

(13) 

(14) 

(15) 



60,000 


50,000 


60,000 


110,000 


110,000 


50,000 


50,000 


40,000 


50,000 


50,000 


110,000 


80,000 


50,000 


50,000 


60,000 


50,000 


50,000 


90,000 


90,000 


110,000 


70,000 


100,000 


50,000 


60,000 


70,000 


50,000 


90,000 


50,000 


60,000 


50,000 


60,000 


50,000 


50,000 


60,000 


80,000 


50,000 


50,000 


90,000 


70,000 


50,000 


110,000 


110,000 


70,000 


50,000 


60,000 


50,000 


100,000 


100,000 


100,000 


50,000 


50,000 


100,000 


100,000 



0.011 

0.011 

0.047 

0.047 

1.318 

1.360 

0.216 

0.222 

0.097 

0.097 

0.058 

0.058 

0.911 

0.911 

0.104 

0.104 

0.055 

0.055 

0.072 

0.072 

0.004 

0.004 

0.454 

0.454 

- 

- 

0.335 

0.335 

0.024 

0.024 

0.029 

0.029 

0.058 

0.058 

0.019 

0.019 

0.252 

0.252 

0.176 

0.176 

0.108 

0.108 

0.014 

0.014 

0.182 

0.182 

0.086 

0.086 

0.071 

0.071 

0.151 

0.151 

0.025 

0.025 

0.029 

0.029 

0.036 

0.036 

0.148 

0.148 

0.040 

0.040 

0.270 

0.270 

0.168 

0.168 

0.083 

0.083 

0.011 

0.011 

0.140 

0.140 

0.077 

0.077 

0.230 

0.230 

0.062 

0.062 

0.068 

0.068 

0.029 

0.029 

0.106 

0.106 

0.010 

0.010 

0.234 

0.234 

0.047 

0.047 

0.106 

0.106 

0.086 

0.086 












































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Barana 

0824000102795400 

16.647 

Fresh 

Barethpura 

0824000102794300 

4.354 

Fresh 


Type of Area (Command / N< 
command) 


Bari 

0821000502546900 

6.926 

Fresh 

Bariya Heera 

0825000102957700 

5.085 

Fresh 

Bariya Meda 

0821000502539200 

0.895 

Fresh 

Barla (arwar Ka) 

0824000302810500 

2.915 

Fresh 

Barla Khera 

0821000702564100 

7.892 

Fresh 

Barli 

0821000702564600 

17.391 

Fresh 

Barni 

0824000102789300 

7.359 

Fresh 


Barsani 


Bassi (Masooda) 


Bathera 


Been 


Begaliyawas 


Bhadsi 


Bhagawanpura 


Bhagwanpura (Masooda) 


Bhairoo Khera 


Bhairoo Pura 


Bhairoon Khera 


Bhairoon Khera (Hanootiya) 


Bhalesariya 


Bhanas 


Bhartawa 


Non-command 


Khari 


Non-command 


Narayan Sagar 


Non-command 


Non-command 


Arwar 


Non-command 


Non-command 


Khari 


Non-command 



0824000102789900 


19.008 Fresh 



0821000502537500 

2.588 

0824000102790600 

1.573 

0821000402532500 

1.983 

0821000502545200 

8.590 


0824000102781800 

4.786 

0821000502547900 

6.734 

0821000502543100 

5.521 

0821000702564300 

1.999 

0824000102789200 

2.120 




0824000102792300 

1.212 

Fresh 

0824000102783100 

1.325 

Fresh 

0821000502536600 

1.316 

Fresh 

0821000502546200 

2.253 

Fresh 

0821000502540500 

2.454 

Fresh 

0824000102797300 

2.507 

Fresh 

0825000102959200 

4.471 

Fresh 


Khari 


Non-command 


Non-command 


Khari 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Khari 


Non-command 


Khari 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bhawani Khera(Masooda) 

0821000502537600 

2.119 

Fresh 

Bhawanipura 

0824000102786700 

3.158 

Fresh 

Bheel Khera 

0825000102961600 

2.350 

Fresh 

Bheemlat 

0824000202802100 

10.486 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Bhim 

0825000102962300 

9.219 

Fresh 

Bhojpura 

0824000102782300 

6.571 

Fresh 

Bhopal Garh 

0825000102957000 

1.386 

Fresh 

Bichchhu Dara 

0824000102782800 

4.358 

Fresh 

Biliyawas 

0825000102959600 

2.889 

Fresh 

Borela 

0824000102793000 

6.672 

Fresh 

Borwa 

0825000102956100 

5.128 

Fresh 

Chainpura 

0824000102786600 

10.337 

Fresh 

Chak Masooda 

0821000502537400 

0.918 

Fresh 

Chandma 

0824000302811700 

11.517 

Fresh 

Chapaneri 

0821000702563900 

24.096 

Fresh 

Chatarpura 

0824000102783300 

4.386 

Fresh 

Chawandiya 

0821000702561500 

8.416 

Fresh 

Chhapiya Khera 

0824000202802700 

1.659 

Fresh 

Chitoriya 

0824000102790800 

1.431 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Khari 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

2.843 

Command 

Gneisses(B.G.C.) 

1.708 

Non-command 

Gneisses(B.G.C.) 

2.646 

Command 

Gneisses(B.G.C.) 

6.926 

Non-command 

Gneisses(B.G.C.) 

5.049 

Non-command 

Gneisses(B.G.C.) 

0.895 

Command 

Gneisses(B.G.C.) 

2.325 

Non-command 

Gneisses(B.G.C.) 

7.892 

Non-command 

Gneisses(B.G.C.) 

17.391 

Command 

Gneisses(B.G.C.) 

5.014 

Non-command 

Gneisses(B.G.C.) 

2.040 

Non-command 

Phyllite & Schist 

0.306 

Command 

Gneisses(B.G.C.) 

2.696 

Non-command 

Gneisses(B.G.C.) 

0.259 

Non-command 

Phyllite & Schist 

2.588 

Command 

Gneisses(B.G.C.) 

1.573 

Non-command 

Phyllite & Schist 

1.710 

Non-command 

Gneisses(B.G.C.) 

4.749 

Non-command 

Gneisses(B.G.C.) 

0.079 

Non-command 

Gneisses(B.G.C.) 

4.692 

Non-command 

Gneisses(B.G.C.) 

6.734 

Non-command 

Gneisses(B.G.C.) 

5.521 

Non-command 

Gneisses(B.G.C.) 

1.583 

Command 

Gneisses(B.G.C.) 

1.813 

Non-command 

Gneisses(B.G.C.) 

0.308 

Command 

Gneisses(B.G.C.) 

1.212 

Non-command 

Gneisses(B.G.C.) 

1.325 

Non-command 

Phyllite & Schist 

1.316 

Non-command 

Gneisses(B.G.C.) 

1.263 

Non-command 

Gneisses(B.G.C.) 

2.454 

Non-command 

Gneisses(B.G.C.) 

2.507 

Non-command 

Gneisses(B.G.C.) 

2.275 

Non-command 

Phyllite & Schist 

0.239 

Non-command 

Phyllite & Schist 

2.119 

Non-command 

Gneisses(B.G.C.) 

3.104 

Non-command 

Gneisses(B.G.C.) 

2.350 

Non-command 

Gneisses(B.G.C.) 

8.273 

Non-command 

Phyllite & Schist 

2.210 

Non-command 

Phyllite & Schist 

9.214 

Non-command 

Gneisses(B.G.C.) 

6.571 

Non-command 

Gneisses(B.G.C.) 

0.103 

Non-command 

Gneisses(B.G.C.) 

4.357 

Non-command 

Gneisses(B.G.C.) 

0.368 

Non-command 

Gneisses(B.G.C.) 

6.672 

Non-command 

Gneisses(B.G.C.) 

2.061 

Non-command 

Gneisses(B.G.C.) 

10.337 

Non-command 

Phyllite & Schist 

0.918 

Non-command 

Older Alluvium 

0.140 

Non-command 

Gneisses(B.G.C.) 

20.861 

Non-command 

Gneisses(B.G.C.) 

4.351 

Non-command 

Gneisses(B.G.C.) 

0.095 

Non-command 

Gneisses(B.G.C.) 

1.659 

Command 

Gneisses(B.G.C.) 

0.593 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

100,000 

80,000 

120 

110,000 

90,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

110,000 

90,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

90,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

110,000 

90,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

35,000 

120 

110,000 

90,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

60,000 

35,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

90,000 

90,000 

120 

50,000 

30,000 

120 

90,000 

90,000 

120 

60,000 

40,000 

120 

50,000 

30,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.122 

0.122 

0.011 

0.011 

0.018 

0.018 

0.163 

0.163 

0.043 

0.043 

0.106 

0.106 

1.847 

1.847 

0.302 

0.302 

0.799 

0.799 

0.454 

0.454 

0.184 

0.184 

0.038 

0.038 

0.122 

0.122 

0.011 

0.011 

0.108 

0.108 

0.101 

0.101 

0.036 

0.036 

0.346 

0.346 

0.004 

0.004 

0.472 

0.472 

0.134 

0.134 

0.154 

0.154 

0.043 

0.043 

0.223 

0.223 

0.036 

0.036 

0.180 

0.180 

0.108 

0.108 

0.043 

0.043 

0.077 

0.077 

0.038 

0.038 

0.079 

0.079 

0.126 

0.126 

0.017 

0.017 

0.065 

0.065 

0.094 

0.094 

0.036 

0.036 

0.202 

0.202 

0.092 

0.092 

0.147 

0.161 

0.486 

0.486 

0.004 

0.004 

0.043 

0.043 

0.043 

0.043 

0.158 

0.158 

0.058 

0.058 

0.529 

0.529 

0.011 

0.011 

- 

- 

1.058 

1.069 

0.198 

0.198 

- 

- 

0.024 

0.024 

0.148 

0.148 











































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 




Chosla @ Dulhe Nagar 


Type of Area (Command / N< 
command) 



0821000502548400 


4.691 Fresh 



Chotiyas 

0824000102787600 

6.449 

Fresh 

Daheriya 

0825000102960800 

2.153 

Fresh 

Dansariya 

0825000102962700 

5.526 

Fresh 

Dantra 

0824000102794500 

4.335 

Fresh 



Daulat Garh 

0824000102797000 

12.833 

Fresh 

Daulatpura 

0824000302809400 

2.209 

Fresh 

Daulatpura (Santhana) 

0821000502547600 

6.414 

Fresh 

Daulatpura(Kesharpura) 

0821000502541000 

4.753 

Fresh 

Deo Khera 

0825000102956600 

1.644 

Fresh 

Deogarh 

0821000502542700 

1.545 

Fresh 

Deogarh @ Sooti Khera 

0821000502546700 

1.397 

Fresh 


Deokhera 


0821000402526100 


1.346 Fresh 


Narayan Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Khari 


Non-command 


Khari 


Non-command 


Khari 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Narayan Sagar 


Non-command 


Non-command 


Deoliya Kalan 

0821000702564800 

31.431 

Fresh 

Deomali 

0821000502542800 

4.107 

Fresh 

Deopura (Dewas) 

0821000502541400 

4.105 

Fresh 

Deopura (Hanootiya) 

0821000502542000 

2.293 

Fresh 

Deopura (Sathana) 

0821000502547100 

3.759 

Fresh 


Deopura(Deomali) 

0821000502542900 

4.730 

Fresh 

Deori 

0824000102794600 

2.523 

Fresh 


Devipura 


0821000502540200 


2.687 Fresh 


Dewas 

0821000502541500 

4.376 

Fresh 

Dhani 

0821000702561700 

2.891 

Fresh 

Dhanop 

0824000302811100 

28.164 

Fresh 



Dhapra 

0824000502833300 

4.300 

Fresh 

Dhawariya 

0824000102786500 

2.520 

Fresh 

Dhola Danta 

0821000502537700 

1.608 

Fresh 


Dhoraka Bariya 

0824000502833700 

3.731 

Fresh 

Dhoti 

0825000102961800 

1.256 

Fresh 

Diyas 

0824000302813000 

7.393 

Fresh 



Doodiya 

0824000102793100 

3.379 

Fresh 

Doongaji Ka Gaon 

0825000102962000 

3.088 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Narayan Sagar 


Non-command 


Non-command 


Khari 


Non-command 


Non-command 


Non-command 


Non-command 


Arwar 


Non-command 


Arwar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Arwar 


Non-command 


Khari 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

0.684 

Non-command 

Gneisses(B.G.C.) 

0.062 

Non-command 

Phyllite & Schist 

3.204 

Command 

Gneisses(B.G.C.) 

0.869 

Non-command 

Gneisses(B.G.C.) 

3.823 

Non-command 

Gneisses(B.G.C.) 

6.449 

Non-command 

Gneisses(B.G.C.) 

2.153 

Non-command 

Phyllite & Schist 

5.292 

Command 

Gneisses(B.G.C.) 

0.199 

Non-command 

Gneisses(B.G.C.) 

2.499 

Command 

Gneisses(B.G.C.) 

11.605 

Non-command 

Gneisses(B.G.C.) 

10.564 

Command 

Gneisses(B.G.C.) 

3.049 

Non-command 

Gneisses(B.G.C.) 

0.590 

Non-command 

Gneisses(B.G.C.) 

0.621 

Non-command 

Gneisses(B.G.C.) 

2.209 

Non-command 

Gneisses(B.G.C.) 

6.414 

Non-command 

Gneisses(B.G.C.) 

4.753 

Non-command 

Gneisses(B.G.C.) 

1.644 

Non-command 

Gneisses(B.G.C.) 

1.545 

Command 

Gneisses(B.G.C.) 

1.257 

Non-command 

Gneisses(B.G.C.) 

0.140 

Non-command 

Gneisses(B.G.C.) 

0.029 

Non-command 

Phyllite & Schist 

1.269 

Non-command 

Gneisses(B.G.C.) 

31.431 

Non-command 

Gneisses(B.G.C.) 

4.107 

Non-command 

Gneisses(B.G.C.) 

3.981 

Non-command 

Gneisses(B.G.C.) 

1.386 

Command 

Gneisses(B.G.C.) 

0.064 

Non-command 

Gneisses(B.G.C.) 

3.695 

Non-command 

Gneisses(B.G.C.) 

4.730 

Command 

Gneisses(B.G.C.) 

0.909 

Non-command 

Gneisses(B.G.C.) 

1.615 

Non-command 

Gneisses(B.G.C.) 

2.527 

Non-command 

Phyllite & Schist 

0.160 

Non-command 

Gneisses(B.G.C.) 

4.376 

Non-command 

Gneisses(B.G.C.) 

2.684 

Command 

Gneisses(B.G.C.) 

13.652 

Non-command 

Gneisses(B.G.C.) 

2.105 

Command 

Gneisses(B.G.C.) 

0.364 

Non-command 

Gneisses(B.G.C.) 

9.953 

Non-command 

Gneisses(B.G.C.) 

0.464 

Non-command 

Gneisses(B.G.C.) 

2.520 

Non-command 

Gneisses(B.G.C.) 

0.160 

Non-command 

Phyllite & Schist 

1.448 

Non-command 

Gneisses(B.G.C.) 

0.041 

Non-command 

Gneisses(B.G.C.) 

1.256 

Command 

Gneisses(B.G.C.) 

0.266 

Non-command 

Gneisses(B.G.C.) 

0.332 

Command 

Gneisses(B.G.C.) 

1.081 

Non-command 

Gneisses(B.G.C.) 

0.515 

Non-command 

Gneisses(B.G.C.) 

2.536 

Non-command 

Phyllite & Schist 

3.086 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

50,000 

30,000 

120 

100,000 

80,000 

120 

110,000 

90,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

35,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

110,000 

90,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

90,000 

90,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

100,000 

80,000 

120 

110,000 

90,000 

120 

100,000 

80,000 

120 

90,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

100,000 

80,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

35,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

( 15 ) 

( 16 ) 

0.169 

0.169 

- 

- 

0.097 

0.097 

0.048 

0.048 

0.192 

0.204 

0.104 

0.104 

0.180 

0.180 

0.239 

0.239 

0.007 

0.007 

0.101 

0.101 

0.336 

0.408 

0.302 

0.367 

0.346 

0.346 

0.068 

0.068 

0.029 

0.029 

0.130 

0.130 

0.115 

0.115 

0.211 

0.211 

0.043 

0.043 

0.096 

0.096 

0.058 

0.058 

0.010 

0.010 

0.005 

0.005 

0.300 

0.300 

3.283 

3.326 

0.134 

0.134 

0.192 

0.192 

0.019 

0.019 

- 

- 

0.154 

0.154 

0.317 

0.317 

0.007 

0.007 

0.014 

0.014 

0.048 

0.048 


0.221 

0.221 

0.108 

0.108 

0.259 

0.259 

0.043 

0.043 

0.005 

0.005 

0.086 

0.086 

0.007 

0.007 

0.029 

0.029 

0.010 

0.010 

0.076 

0.076 

- 

" ! 

0.223 

0.229 

0.022 

0.022 

0.022 

0.022 

0.040 

0.040 

0.018 

0.018 

0.094 

0.094 

0.139 

0.139 








































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Doongarkhera 


Dulhepura 


Ekalseenga 


Fateh Garh 


Fatehgarh @ Mawla 


Gagera 


Gajsinghpura 


Gajuna 


Ganahera 


Ganeshpura 


Gangaram Ka Khera 


Ganpatiya Khera 


Gariya Khera 


Garwai 


Garwar 


Gayatri Nagar 


Gaylon Ka Khera 


Gegwa 


Genpura 


Ghana 


Ghata 


Girdharpura 


Gobindpura 


Godaji Ka Gaon 


Gomoka Badia 


Goojargama 


Gopalpura 



Gorandiya 


Gowaliya 


Gulabpura 


Gulabpura (rural) 


Gulabpura Hurda 


Gurha 


Gurha Kalan 


Guwardi 


Hanootiya 


Harmada 


Harrajpura 


Hatan 


Census Code 

Area 

sq.km 

(3) 

(4) 

0825000102959300 

4.777 

0824000102788200 

1.272 

0821000702561600 

15.374 

0821000502545500 

5.410 

0824000102785300 

1.432 

0824000202802800 

20.991 

0824000102788600 

0.857 

0824000502833500 

16.934 

0821000702564500 

7.694 

0821000502547800 

2.864 

0824000102791100 

2.884 

0824000102791200 

1.568 

0824000302811400 

5.421 



0824000102783700 

3.858 

0824000102787100 

4.443 

0824000202802200 

1.700 

0824000102785600 

3.807 

0824000102785900 

6.019 

0824000302812500 

1.720 

0824000102784600 

3.938 

0821000702561900 

9.614 

0825000102960600 

7.645 

0824000102786400 

3.931 

0824000102783600 

2.638 

0825000102961900 

0.507 

0824000502833100 

2.212 

0821000402534200 

1.144 

0821000702559600 

5.294 

0824000102784900 

0.983 


0824000102792000 1.024 


0824000102787500 3.386 


0821000702558400 7.776 


0824000102782400 2.719 


0824000102789100 2.403 


0824000202803300 5.360 


0824000242402000 18.540 


0821000502536800 3.000 


0821000702565300 16.435 



0821000502536000 

0.662 

0821000502542200 

19.840 

0824000102787200 

2.777 

0821000502536100 

10.792 

0824000102791400 

3.001 


Hathoon 

0825000102957200 

1.704 

Fresh 

Hathoon Garh 

0825000102957100 

1.264 

Fresh 

Himmata Rooparel 

0821000502535800 

2.114 

Fresh 

Hiyaliya 

0821000702559200 

8.391 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Khari 


Khari 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Arwar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Khari 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Khari 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

4.747 

Non-command 

Gneisses(B.G.C.) 

1.272 

Non-command 

Gneisses(B.G.C.) 

14.680 

Non-command 

Gneisses(B.G.C.) 

5.410 

Non-command 

Gneisses(B.G.C.) 

1.432 

Non-command 

Gneisses(B.G.C.) 

11.803 

Non-command 

Phyllite & Schist 

0.857 

Non-command 

Gneisses(B.G.C.) 

12.636 

Non-command 

Gneisses(B.G.C.) 

7.694 

Non-command 

Gneisses(B.G.C.) 

2.864 

Command 

Gneisses(B.G.C.) 

0.110 

Command 

Gneisses(B.G.C.) 

0.846 

Non-command 

Gneisses(B.G.C.) 

0.876 

Non-command 

Gneisses(B.G.C.) 

0.725 

Non-command 

Gneisses(B.G.C.) 

3.858 

Non-command 

Gneisses(B.G.C.) 

4.443 

Non-command 

Gneisses(B.G.C.) 

1.689 

Non-command 

Gneisses(B.G.C.) 

3.807 

Non-command 

Gneisses(B.G.C.) 

6.019 

Command 

Gneisses(B.G.C.) 

0.014 

Non-command 

Phyllite & Schist 

3.938 

Non-command 

Gneisses(B.G.C.) 

2.690 

Non-command 

Gneisses(B.G.C.) 

7.548 

Non-command 

Gneisses(B.G.C.) 

3.931 

Non-command 

Gneisses(B.G.C.) 

2.638 

Non-command 

Phyllite & Schist 

0.490 

Non-command 

Gneisses(B.G.C.) 

2.212 

Non-command 

Phyllite & Schist 

0.005 

Non-command 

Gneisses(B.G.C.) 

1.496 

Non-command 

Gneisses(B.G.C.) 

0.337 

Non-command 

Phyllite & Schist 

0.646 

Command 

Gneisses(B.G.C.) 

1.024 

Non-command 

Gneisses(B.G.C.) 

3.386 

Non-command 

Gneisses(B.G.C.) 

1.056 

Non-command 

Gneisses(B.G.C.) 

2.719 

Non-command 

Gneisses(B.G.C.) 

2.403 

Non-command 

Gneisses(B.G.C.) 

0.729 

Non-command 

Gneisses(B.G.C.) 

17.835 

Non-command 

Phyllite & Schist 

3.000 

Non-command 

Gneisses(B.G.C.) 

5.274 

Non-command 

Gneisses(B.G.C.) 

10.856 

Non-command 

Gneisses(B.G.C.) 

4.194 

Non-command 

Gneisses(B.G.C.) 

4.055 

Non-command 

Phyllite & Schist 

0.662 

Non-command 

Gneisses(B.G.C.) 

4.814 

Non-command 

Gneisses(B.G.C.) 

2.777 

Non-command 

Phyllite & Schist 

10.620 

Command 

Gneisses(B.G.C.) 

1.062 

Non-command 

Gneisses(B.G.C.) 

1.867 

Non-command 

Gneisses(B.G.C.) 

0.455 

Non-command 

Gneisses(B.G.C.) 

0.283 

Non-command 

Phyllite & Schist 

2.114 

Non-command 

Gneisses(B.G.C.) 

8.391 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

90,000 

90,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

90,000 

90,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

110,000 

90,000 

120 

70,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

110,000 

90,000 

120 

60,000 

40,000 

120 

90,000 

90,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

35,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

90,000 

90,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

90,000 

90,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

110,000 

90,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

110,000 

90,000 

120 

90,000 

90,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.151 

0.151 

0.122 

0.122 

0.605 

0.605 

0.422 

0.422 

0.029 

0.029 

0.322 

0.344 

0.062 

0.062 

0.288 

0.288 

0.432 

0.432 

0.038 

0.038 

0.014 

0.014 

0.094 

0.094 

0.022 

0.022 

0.010 

0.010 

0.158 

0.158 

0.054 

0.054 

0.451 

0.451 

0.947 

0.947 

0.011 

0.011 

- 

- i 

0.173 

0.173 

0.097 

0.097 

0.212 

0.212 

0.162 

0.162 

0.054 

0.054 

0.239 

0.239 

0.029 

0.029 

- 

- ! 

0.086 

0.086 

0.022 

0.022 

0.058 

0.058 

0.068 

0.068 

0.018 

0.018 

0.054 

0.054 

0.054 

0.054 

0.148 

0.148 

0.019 

0.019 


0.086 

0.086 

0.194 

0.194 

0.389 

0.389 

0.475 

0.475 

0.464 

0.464 

0.032 

0.032 

0.202 

0.202 

0.022 

0.022 

0.130 

0.130 

0.032 

0.032 

0.058 

0.058 

0.043 

0.043 

0.036 

0.036 

0.108 

0.108 

0.616 

0.616 




















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Hurda Magra 

0824000202803400 

25.997 

Fresh 

Hurda Seja 

0824000202803500 

12.132 

Fresh 

Indragarh 

0821000502548200 

3.943 

Fresh 


Indrapura 



Jaisingh Pura 


Jaisinghpura 


Jaita Khera 


Type of Area (Command / N< 
command) 


0821000502540700 

2.151 

Fresh 

0824000102787800 

0.858 

Fresh 

0824000102792800 

1.204 

Fresh 

0824000302809900 

10.114 

Fresh 


Jagpura 

0824000102788000 

3.307 

Fresh 

Jainagar 

0824000102789400 

2.958 

Fresh 


Non-command 


Non-command 


Narayan Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Arwar 


Non-command 


Non-command 


Non-command 



0825000102958200 

1.795 

Fresh 

0821000502547400 

5.296 

Fresh 

0824000102785500 

2.735 

Fresh 

0825000102958100 

2.054 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Jaitpura 

0825000102956400 

2.816 

Fresh 

Jalampura 

0824000202802600 

12.471 

Fresh 

Jalariya 

0824000102797200 

4.635 

Fresh 

Jaliya li 

0821000502546300 

38.185 

Fresh 



Jamola 

0821000502544900 

14.407 

Saline 

Jasawant Pura 

0825000102957800 

1.442 

Fresh 


Non-command 


Non-command 


Non-command 


Narayan Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Jaswantpura 

0821000502540600 

2.550 

Fresh 

Jawanpura 

0824000102784300 

3.951 

Fresh 

Jeewaha 

0821000502539800 

4.588 

Fresh 

Jeewar 

0824000102788100 

2.760 

Fresh 


Jhadoo Ka Khera 

0824000102785800 

5.382 

Fresh 

Jhalra 

0824000102794000 

9.342 

Fresh 

Jhanbarkiya 

0821000702561800 

4.848 

Fresh 

Jhank 

0821000502539000 

21.465 

Fresh 


Non-command 


Non-command 


Non-command 


Khari 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Jheepiya 

0821000702558900 

10.735 

Fresh 

Jodhgarh 

0824000102784100 

1.567 

Fresh 


Non-command 


Non-command 


Jora Ka Khera 

0824000302811000 

0.732 

Fresh 

Kacholiya 

0824000502833900 

1.282 

Fresh 

Kaladara 

0821000402526000 

0.791 

Fresh 

Kaladeh 

0825000102961700 

3.904 

Fresh 

Kalaliya 

0825000102962200 

4.470 

Fresh 


Arwar 


Non-command 


Non-command 


Non-command 


Non-command 



Kalyan Pura 

0821000502546100 

2.055 

Fresh 

Kalyanpura 

0824000302810000 

3.038 

Fresh 

Kana Ka Khera 

0824000102790900 

1.411 

Fresh 


Kana Khera 


0821000502535300 


10.286 Fresh 


Non-command 


Non-command 


Khari 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

21.000 

Non-command 

Gneisses(B.G.C.) 

12.132 

Command 

Gneisses(B.G.C.) 

1.693 

Non-command 

Gneisses(B.G.C.) 

2.250 

Non-command 

Gneisses(B.G.C.) 

2.151 

Non-command 

Gneisses(B.G.C.) 

0.858 

Non-command 

Gneisses(B.G.C.) 

1.204 

Command 

Gneisses(B.G.C.) 

0.278 

Non-command 

Gneisses(B.G.C.) 

9.637 

Non-command 

Gneisses(B.G.C.) 

3.307 

Non-command 

Gneisses(B.G.C.) 

2.624 

Non-command 

Phyllite & Schist 

0.334 

Non-command 

Gneisses(B.G.C.) 

1.710 

Non-command 

Gneisses(B.G.C.) 

5.296 

Non-command 

Gneisses(B.G.C.) 

2.735 

Non-command 

Gneisses(B.G.C.) 

2.053 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Gneisses(B.G.C.) 

2.816 

Non-command 

Gneisses(B.G.C.) 

8.295 

Non-command 

Gneisses(B.G.C.) 

4.188 

Command 

Gneisses(B.G.C.) 

12.883 

Non-command 

Gneisses(B.G.C.) 

14.181 

Non-command 

Gneisses(B.G.C.) 

4.602 

Non-command 

Phyllite & Schist 

0.004 

Non-command 

Gneisses(B.G.C.) 

0.531 

Non-command 

Gneisses(B.G.C.) 

1.107 

Non-command 

Phyllite & Schist 

0.335 

Non-command 

Gneisses(B.G.C.) 

2.550 

Non-command 

Phyllite & Schist 

3.951 

Non-command 

Gneisses(B.G.C.) 

4.588 

Command 

Gneisses(B.G.C.) 

0.668 

Non-command 

Gneisses(B.G.C.) 

2.092 

Non-command 

Gneisses(B.G.C.) 

5.382 

Non-command 

Gneisses(B.G.C.) 

3.293 

Non-command 

Gneisses(B.G.C.) 

3.744 

Non-command 

Gneisses(B.G.C.) 

10.123 

Non-command 

Phyllite & Schist 

3.909 

Non-command 

Gneisses(B.G.C.) 

0.533 

Non-command 

Gneisses(B.G.C.) 

1.072 

Non-command 

Phyllite & Schist 

0.495 

Command 

Gneisses(B.G.C.) 

0.732 

Non-command 

Gneisses(B.G.C.) 

0.290 

Non-command 

Phyllite & Schist 

0.094 

Non-command 

Gneisses(B.G.C.) 

3.904 

Non-command 

Gneisses(B.G.C.) 

0.764 

Non-command 

Phyllite & Schist 

3.705 

Non-command 

Gneisses(B.G.C.) 

5.957 

Non-command 

Phyllite & Schist 

0.649 

Non-command 

Gneisses(B.G.C.) 

2.055 

Non-command 

Gneisses(B.G.C.) 

0.031 

Command 

Gneisses(B.G.C.) 

0.023 

Non-command 

Gneisses(B.G.C.) 

0.068 

Non-command 

Phyllite & Schist 

0.449 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

35,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

60,000 

35,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

35,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

90,000 

90,000 

120 

100,000 

80,000 

120 

110,000 

90,000 

120 

90,000 

90,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

35,000 

120 

50,000 

30,000 

120 

60,000 

35,000 

120 

100,000 

80,000 

120 

110,000 

90,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

110,000 

90,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.019 

0.019 

1.018 

1.018 

0.038 

0.038 

0.058 

0.058 

- 

- 

0.025 

0.025 

0.032 

0.032 

0.022 

0.022 

0.594 

0.594 

0.180 

0.180 

0.554 

0.554 

0.096 

0.096 

0.086 

0.086 

0.096 

0.096 

0.065 

0.065 

0.068 

0.068 

- 

- 

0.014 

0.014 

0.192 

0.214 

0.112 

0.118 

0.106 

0.118 

0.115 

0.127 

0.061 

0.061 


0.014 

0.014 

0.050 

0.050 

0.017 

0.017 

0.086 

0.086 

0.163 

0.163 

0.528 

0.528 

0.040 

0.040 

0.119 

0.119 

0.176 

0.182 

0.184 

0.190 

0.086 

0.086 

0.758 

0.758 

0.335 

0.335 

0.022 

0.022 

0.050 

0.050 

0.029 

0.029 

0.335 

0.335 

0.022 

0.022 

0.012 

0.012 

0.126 

0.126 

0.022 

0.022 

0.113 

0.113 

0.058 

0.058 

0.008 

0.008 

0.029 

0.029 

- 

- 

- 

- 

0.004 

0.004 

0.011 

0.011 














































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Kaniya 


Kaniya Khera 


Kankar Nadi 


Kanpura 


Karati 


Karnipura 


Karwai 


Kayampura 


Kesarpura (Kana Khera) 


Kesharpura (Sathana) 


Khera Palola 


Khera Rajpura 


Kheri 


Kheri Ka Khera 


Kheta Khera 


Khokulon Ka Khera 


Khoontiya 


0821000502546600 


0825000102958500 


0821000502540400 


0821000502545300 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


12.289 Fresh 


Fresh 



Kanpura (Daulatpura) 

0821000502539900 

4.431 

Fresh 

Kansya 

0824000102781700 

4.896 

Fresh 

Kanwlas 

0824000102790400 

8.544 

Fresh 


0821000702558300 

11.073 

Fresh 

0821000502541900 

1.553 

Fresh 

0824000102783400 

3.688 

Fresh 

0821000502535900 

1.106 

Fresh 

0824000302809800 

2.334 

Fresh 


Keloo 

0821000502545900 

7.684 

Fresh 

Kemariya 

0824000102781600 

2.493 

Fresh 

Keriya Khera 

0824000102791600 

1.713 

Fresh 

Kerot 

0821000702565800 

16.836 

Saline 

Kesarpura 

0824000102790700 

0.991 

Fresh 



0825000102956900 

1.195 

Fresh 

0821000502535200 

4.244 

Fresh 

0821000502547000 

3.807 

Fresh 


Kesharpura (Surajpura) 

0821000502540800 

1.358 

Fresh 

Kharniya 

0825000202970400 

2.974 

Fresh 

Khatola 

0824000102794800 

4.279 

Fresh 


Khedela 

0824000102782500 

5.254 

Fresh 

Kheempura 

0821000502538100 

7.794 

Fresh 

Khejri 

0824000202802400 

14.196 

Fresh 



0824000302809100 


0824000302810700 


0821000702565100 


0825000102956500 


0821000502535400 


0825000102959100 


0824000102794400 


0821000502547300 



Saline 

6.539 

Fresh 

2.377 

Fresh 

6.637 

Fresh 

5.593 

Fresh 

1.681 

Fresh 

1.197 

Fresh 

1.199 

Fresh 

4.569 

Fresh 


Kidimal 

0824000502833600 

9.883 

Fresh 

Kirap 

0821000502536500 

22.059 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Khari 


Non-command 


Non-command 


Non-command 


Khari 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Arwar 


Non-command 


Non-command 


Non-command 


Khari 


Non-command 


Khari 


Non-command 


Non-command 


Non-command 


Narayan Sagar 


Non-command 


Non-command 


Non-command 


Khari 


Non-command 


Non-command 


Non-command 


Non-command 


Arwar 


Non-command 


Non-command 


Non-command 


Arwar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Narayan Sagar 


Non-command 


Non-command 


Non-command 


Kishanpura @ Ratardi 

0824000102785700 

2.422 

Fresh 

Koli Khera 

0824000102790000 

5.922 

Fresh 


Non-command 


Khari 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

12.289 

Non-command 

Gneisses(B.G.C.) 

2.081 

Non-command 

Gneisses(B.G.C.) 

0.891 

Non-command 

Gneisses(B.G.C.) 

5.930 

Non-command 

Gneisses(B.G.C.) 

2.046 

Command 

Gneisses(B.G.C.) 

0.941 

Non-command 

Gneisses(B.G.C.) 

1.101 

Non-command 

Gneisses(B.G.C.) 

4.431 

Non-command 

Gneisses(B.G.C.) 

2.496 

Command 

Gneisses(B.G.C.) 

0.001 

Non-command 

Gneisses(B.G.C.) 

2.393 

Non-command 

Gneisses(B.G.C.) 

0.858 

Non-command 

Gneisses(B.G.C.) 

1.546 

Non-command 

Gneisses(B.G.C.) 

3.688 

Non-command 

Phyllite & Schist 

1.106 

Command 

Gneisses(B.G.C.) 

0.718 

Non-command 

Gneisses(B.G.C.) 

1.616 

Non-command 

Gneisses(B.G.C.) 

7.684 

Non-command 

Gneisses(B.G.C.) 

2.493 

Command 

Gneisses(B.G.C.) 

1.713 

Non-command 

Gneisses(B.G.C.) 

0.094 

Command 

Gneisses(B.G.C.) 

0.248 

Non-command 

Gneisses(B.G.C.) 

0.660 

Non-command 

Gneisses(B.G.C.) 

0.185 

Non-command 

Phyllite & Schist 

0.100 

Command 

Gneisses(B.G.C.) 

2.955 

Non-command 

Gneisses(B.G.C.) 

0.852 

Non-command 

Gneisses(B.G.C.) 

1.358 

Non-command 

Gneisses(B.G.C.) 

0.116 

Command 

Gneisses(B.G.C.) 

4.208 

Non-command 

Gneisses(B.G.C.) 

0.071 

Non-command 

Gneisses(B.G.C.) 

3.210 

Non-command 

Phyllite & Schist 

6.805 

Non-command 

Gneisses(B.G.C.) 

14.184 

Non-command 

Phyllite & Schist 

0.012 

Command 

Gneisses(B.G.C.) 

0.015 

Non-command 

Gneisses(B.G.C.) 

0.850 

Non-command 

Gneisses(B.G.C.) 

0.167 

Non-command 

Gneisses(B.G.C.) 

6.263 

Command 

Gneisses(B.G.C.) 

2.377 

Non-command 

Gneisses(B.G.C.) 

6.637 

Non-command 

Gneisses(B.G.C.) 

5.593 

Non-command 

Phyllite & Schist 

0.596 

Non-command 

Phyllite & Schist 

1.197 

Non-command 

Gneisses(B.G.C.) 

0.139 

Command 

Gneisses(B.G.C.) 

2.150 

Non-command 

Gneisses(B.G.C.) 

2.419 

Non-command 

Gneisses(B.G.C.) 

0.202 

Non-command 

Gneisses(B.G.C.) 

0.179 

Non-command 

Phyllite & Schist 

11.150 

Non-command 

Gneisses(B.G.C.) 

2.422 

Command 

Gneisses(B.G.C.) 

1.306 

Non-command 

Gneisses(B.G.C.) 

0.001 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

90,000 

90,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

90,000 

90,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

110,000 

90,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

40,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

110,000 

90,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

40,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

90,000 

120 

50,000 

30,000 

120 

110,000 

90,000 

120 

60,000 

35,000 

120 

50,000 

30,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

110,000 

90,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.038 

0.038 

0.043 

0.043 

- 

- 

0.221 

0.221 

0.029 

0.029 

0.043 

0.043 

0.054 

0.054 

0.250 

0.250 

0.040 

0.040 


0.090 

0.090 

0.054 

0.054 


0.090 

0.090 

0.086 

0.086 

0.043 

0.043 

0.097 

0.097 

0.403 

0.403 

0.047 

0.047 

0.270 

0.270 


0.018 

0.018 

0.047 

0.047 

0.011 

0.011 


0.115 

0.115 

0.029 

0.029 

0.096 

0.096 

0.004 

0.004 

0.086 

0.110 


0.101 

0.101 

0.130 

0.130 

0.566 

0.566 

- 

- 

- 

- 

0.032 

0.032 

0.005 

0.005 

0.065 

0.065 

0.346 

0.346 

0.486 

0.486 

0.108 

0.108 

0.032 

0.032 

0.029 

0.029 

0.004 

0.004 

0.163 

0.163 

0.182 

0.182 

0.007 

0.007 

0.010 

0.010 

0.648 

0.648 

0.097 

0.097 

0.076 

0.076 

































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Kolpura 

0824000102786000 

0.882 

Fresh 

Kookar Khera 

0825000102963000 

5.937 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Kookra 

0825000102959800 

8.426 

Fresh 

Koompura 

0821000502537900 

2.499 

Fresh 

Kothiya 

0824000302809200 

21.142 

Fresh 

Kotri 

0824000202803800 

11.369 

Fresh 

Kundal Ki Gawar 

0825000102962400 

4.202 

Fresh 

Kurthal 

0821000702565600 

16.190 

Saline 

Kushalpura 

0821000502543400 

4.382 

Fresh 

Lachhman Garh 

0824000102785000 

0.780 

Fresh 

Lachhmikhera 

0821000502547700 

3.366 

Fresh 

Lachhmipura 

0824000202803700 

3.013 

Fresh 

Ladpura 

0821000502541600 

1.851 

Fresh 

Laget Khera 

0825000102957300 

1.606 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Lalawas 


Lamba 


Lamgara 


Landi 


Lasariya 


Laxmi Pura 


Laxmipura ( 


Leeri 


Lodiyana 


Loolwa 


0821000502543000 

5.249 

Fresh 

0821000502545600 

15.523 

Fresh 

0824000202803200 

23.323 

Fresh 

0821000702564900 

8.280 

Fresh 

0821000502537200 

2.142 

Fresh 

0825000102959700 

6.052 

Fresh 

0821000502546000 

1.437 

Fresh 

0824000102783000 

5.439 

Fresh 

0821000302514300 

31.080 

Fresh 

0821000502547200 

9.524 

Fresh 


0821000502538800 


16.481 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Narayan Sagar 


Non-command 


Non-command 


Looneta 

0821000402534300 

7.610 

Fresh 

Lordi 

0821000502545700 

11.827 

Fresh 

Malaseri 

0824000102790200 

3.952 

Fresh 

Mali Khera @ Maganpura 

0824000302810900 

2.339 

Fresh 

Mana Nangla 

0825000102956300 

2.192 

Fresh 

Manpura 

0821000502536700 

5.335 

Fresh 

Marewara 

0824000102797600 

5.140 

Fresh 

Masinghji Ka Khera 

0824000102794700 

1.546 

Fresh 

Masinghpura 

0824000102783500 

1.291 

Fresh 

Masooda 

0821000502543200 

41.760 

Fresh 


Non-command 


Non-command 


Non-command 


Arwar 


Non-command 


Non-command 


Non-command 


Khari 


Non-command 


Non-command 


Mataji Ka Khera 


Mathaniya 


Mayla Khet 


Mechhon Ka Bariya 


0821000702564700 

11.573 

Fresh 

0824000302810800 

2.497 

Fresh 

0821000702559100 

3.878 

Fresh 

0825000102963500 

1.112 

Fresh 

0824000102793300 

9.368 

Fresh 


Mediya 

0821000402533700 

78.618 

Fresh 

Mefaliyas 

0824000102794100 

5.492 

Fresh 

Mewasa 

0824000502838600 

4.324 

Fresh 

Miyala Khet 

0825000102960400 

5.560 

Fresh 

Mogar 

0824000102785400 

3.401 

Fresh 

Mohro Ka Khera 

0824000102795000 

7.768 

Fresh 


Non-command 


Arwar 


Non-command 


Non-command 


Khari 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Khari 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

0.882 

Non-command 

Gneisses(B.G.C.) 

4.409 

Non-command 

Phyllite & Schist 

1.516 

Non-command 

Gneisses(B.G.C.) 

0.640 

Non-command 

Phyllite & Schist 

2.499 

Non-command 

Gneisses(B.G.C.) 

15.036 

Non-command 

Gneisses(B.G.C.) 

11.369 

Non-command 

Phyllite & Schist 

4.183 

Non-command 

Gneisses(B.G.C.) 

5.995 

Non-command 

Gneisses(B.G.C.) 

4.355 

Non-command 

Gneisses(B.G.C.) 

0.780 

Non-command 

Gneisses(B.G.C.) 

3.366 

Non-command 

Gneisses(B.G.C.) 

3.013 

Non-command 

Gneisses(B.G.C.) 

1.851 

Non-command 

Gneisses(B.G.C.) 

1.298 

Non-command 

Phyllite & Schist 

0.170 

Non-command 

Gneisses(B.G.C.) 

5.249 

Non-command 

Gneisses(B.G.C.) 

15.511 

Non-command 

Gneisses(B.G.C.) 

14.657 

Non-command 

Gneisses(B.G.C.) 

8.280 

Non-command 

Phyllite & Schist 

2.142 

Non-command 

Gneisses(B.G.C.) 

2.244 

Non-command 

Gneisses(B.G.C.) 

1.437 

Non-command 

Gneisses(B.G.C.) 

5.341 

Non-command 

Phyllite & Schist 

0.118 

Command 

Gneisses(B.G.C.) 

1.996 

Non-command 

Gneisses(B.G.C.) 

7.528 

Non-command 

Gneisses(B.G.C.) 

0.384 

Non-command 

Phyllite & Schist 

15.293 

Non-command 

Phyllite & Schist 

0.005 

Non-command 

Gneisses(B.G.C.) 

11.827 

Non-command 

Gneisses(B.G.C.) 

0.002 

Command 

Gneisses(B.G.C.) 

2.299 

Non-command 

Gneisses(B.G.C.) 

2.192 

Non-command 

Phyllite & Schist 

5.335 

Non-command 

Gneisses(B.G.C.) 

4.984 

Command 

Gneisses(B.G.C.) 

1.546 

Non-command 

Gneisses(B.G.C.) 

1.291 

Non-command 

Gneisses(B.G.C.) 

29.762 

Non-command 

Phyllite & Schist 

10.679 

Non-command 

Gneisses(B.G.C.) 

11.573 

Command 

Gneisses(B.G.C.) 

2.282 

Non-command 

Gneisses(B.G.C.) 

3.878 

Non-command 

Gneisses(B.G.C.) 

1.101 

Command 

Gneisses(B.G.C.) 

0.158 

Non-command 

Gneisses(B.G.C.) 

0.141 

Non-command 

Phyllite & Schist 

0.583 

Non-command 

Gneisses(B.G.C.) 

3.627 

Non-command 

Gneisses(B.G.C.) 

1.174 

Non-command 

Gneisses(B.G.C.) 

5.439 

Non-command 

Gneisses(B.G.C.) 

3.399 

Command 

Gneisses(B.G.C.) 

0.182 

Non-command 

Gneisses(B.G.C.) 

7.586 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

35,000 

120 

50,000 

30,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

90,000 

90,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

60,000 

35,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

90,000 

90,000 

120 

110,000 

90,000 

120 

50,000 

30,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

110,000 

90,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

110,000 

90,000 

120 

50,000 

30,000 

120 

110,000 

90,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

100,000 

80,000 

120 

110,000 

90,000 

120 

90,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

90,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.029 

0.029 

0.068 

0.068 

0.029 

0.029 

0.011 

0.011 

0.043 

0.043 

0.454 

0.494 

0.144 

0.144 

0.202 

0.202 

0.335 

0.335 

0.384 

0.384 

0.058 

0.058 

0.019 

0.019 

0.086 

0.086 

0.058 

0.058 

0.115 

0.115 

0.017 

0.017 

0.154 

0.154 

0.749 

0.749 

0.139 

0.139 

0.540 

0.540 

0.108 

0.108 

0.054 

0.054 

0.010 

0.010 

0.040 

0.040 

0.011 

0.011 

0.029 

0.029 

0.086 

0.086 

0.019 

0.019 

0.907 

0.907 

- 

- 

0.086 

0.086 

- 

- ! 

0.605 

0.605 

0.050 

0.050 

0.076 

0.076 

0.126 

0.132 

0.126 

0.126 

0.029 

0.029 

0.739 

0.739 

0.302 

0.302 

0.529 

0.529 

0.389 

0.389 

0.356 

0.356 

0.018 

0.018 



0.065 

0.065 

0.007 

0.007 

0.083 

0.083 

0.151 

0.151 

0.004 

0.004 

0.130 

0.130 






































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Mokhampura 

0821000502548100 

4.564 

Fresh 

Moondiya Khera 

0821000702564000 

3.857 

Fresh 

Mothi 

0824000102785200 

5.424 

Fresh 

Motras 

0824000102784500 

7.913 

Fresh 

Moyana 

0821000502537100 

6.201 

Fresh 

Murayla 

0824000202802300 

1.683 

Fresh 

Nagar 

0821000502548600 

12.702 

Fresh 

Nagola 

0821000702563800 

21.031 

Fresh 

Nahargarh 

0824000202802000 

3.400 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Naloi Lalpura 

0825000102960500 

9.341 

Fresh 

Nandawat 

0825000102961400 

4.164 

Fresh 


Arwar 


Non-command 


Non-command 


Non-command 


Nandsi 


Nandwara 


Nayagaon 


Nedi 


0821000702565500 


11.732 Fresh 


Saline 


0821000502542500 

10.160 

0825000102957600 

1.947 

0825000102962500 

2.721 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Neemera (Barli) 


Neemgarh 


Negadiya 


Negariya 


Nuwaliya 


Ojiyana 


Padaliya (Bhinay) 


Palra 


Palri 


Pandonlai 


Pandroo 


Papariya 


Para 


Parasoli 


Part Of Rajsamand District 


Patiyon Ka Khera 


0821000702564400 

12.272 

0821000502535500 

2.593 

0821000402533400 

2.533 

0824000102794200 

4.322 

0824000102795100 

3.816 

0824000102785100 

5.647 

0821000702563600 

14.769 

0825000102961000 

4.796 

0821000402531700 

4.319 

0821000702565400 

2.708 


0824000102797700 

9.340 

0824000102797100 

1.487 

0824000102787700 

6.385 

0824000102787900 

8.493 


08250001 



3.454 

Fresh 

4.190 

Fresh 

5.564 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Khari 


Non-command 


Non-command 


Non-command 


Non-command 


08250002 

3.221 

Fresh 

0824000102784800 

10.455 

Fresh 




0824000202803100 


2.313 Fresh 


Patta Khera 

0825000102957900 

1.138 

Fresh 

Peepali Baori 

0821000402531300 

2.924 

Fresh 


Narayan Sagar 


Non-command 


Non-command 


Non-command 



Peethawas 

0821000502545800 

6.363 

Fresh 

Peladol 

0825000102962600 

2.131 

Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

4.564 

Non-command 

Gneisses(B.G.C.) 

3.857 

Non-command 

Gneisses(B.G.C.) 

5.424 

Non-command 

Phyllite & Schist 

7.913 

Non-command 

Phyllite & Schist 

5.634 

Non-command 

Gneisses(B.G.C.) 

1.683 

Non-command 

Gneisses(B.G.C.) 

12.702 

Non-command 

Gneisses(B.G.C.) 

0.232 

Non-command 

Gneisses(B.G.C.) 

1.524 

Non-command 

Phyllite & Schist 

1.876 

Command 

Gneisses(B.G.C.) 

2.790 

Non-command 

Gneisses(B.G.C.) 

0.467 

Non-command 

Gneisses(B.G.C.) 

8.964 

Non-command 

Gneisses(B.G.C.) 

0.001 

Non-command 

Phyllite & Schist 

4.164 

Non-command 

Gneisses(B.G.C.) 

0.167 

Non-command 

Gneisses(B.G.C.) 

0.000 

Non-command 

Gneisses(B.G.C.) 

10.160 

Non-command 

Gneisses(B.G.C.) 

1.947 

Non-command 

Gneisses(B.G.C.) 

2.166 

Non-command 

Phyllite & Schist 

0.555 

Non-command 

Gneisses(B.G.C.) 

12.269 

Non-command 

Phyllite & Schist 

0.034 

Non-command 

Phyllite & Schist 

0.016 

Non-command 

Gneisses(B.G.C.) 

4.322 

Non-command 

Gneisses(B.G.C.) 

3.126 

Non-command 

Gneisses(B.G.C.) 

5.647 

Non-command 

Gneisses(B.G.C.) 

0.444 

Non-command 

Gneisses(B.G.C.) 

4.796 

Non-command 

Phyllite & Schist 

0.628 

Non-command 

Gneisses(B.G.C.) 

0.990 

Non-command 

Gneisses(B.G.C.) 

1.445 

Non-command 

Gneisses(B.G.C.) 

9.224 

Non-command 

Gneisses(B.G.C.) 

0.626 

Non-command 

Gneisses(B.G.C.) 

6.385 

Command 

Gneisses(B.G.C.) 

0.715 

Non-command 

Gneisses(B.G.C.) 

7.777 

Non-command 

Gneisses(B.G.C.) 

3.454 

Non-command 

Gneisses(B.G.C.) 

4.190 

Non-command 

Gneisses(B.G.C.) 

4.432 

Non-command 

Phyllite & Schist 

1.132 

Non-command 

Gneisses(B.G.C.) 

0.994 

Non-command 

Gneisses(B.G.C.) 

9.832 

Non-command 

Phyllite & Schist 

0.623 

Command 

Gneisses(B.G.C.) 

0.576 

Non-command 

Gneisses(B.G.C.) 

1.737 

Non-command 

Phyllite & Schist 

0.624 

Non-command 

Gneisses(B.G.C.) 

0.539 

Non-command 

Phyllite & Schist 

2.385 

Non-command 

Gneisses(B.G.C.) 

0.549 

Non-command 

Phyllite & Schist 

0.239 

Non-command 

Gneisses(B.G.C.) 

6.363 

Non-command 

Gneisses(B.G.C.) 

2.131 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

90,000 

90,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

90,000 

90,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

35,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

35,000 

120 

90,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

90,000 

90,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

90,000 

90,000 

120 

90,000 

90,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

35,000 

120 

40,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

60,000 

35,000 

120 

100,000 

80,000 

120 

50,000 

30,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.058 


0.140 


0.191 


0.725 


0.054 


0.134 


0.134 


0.011 


0.062 


0.143 




0.442 

0.442 

0.050 

0.050 

0.065 

0.065 

0.017 

0.017 

0.194 

0.194 

- 

- 

- 

- 

0.090 

0.090 

0.176 

0.176 

0.187 

0.187 

0.022 

0.022 

0.101 

0.101 

0.018 

0.018 

0.076 

0.076 

0.108 

0.108 

0.187 

0.199 

0.014 

0.014 

0.382 

0.394 

0.047 

0.047 

0.508 

0.508 



0.569 

0.569 

0.048 

0.048 

0.067 

0.067 

0.197 

0.197 

0.063 

0.063 

0.010 

0.010 

0.066 

0.066 

0.094 

0.094 

0.046 

0.046 

0.288 

0.288 

0.133 

0.133 

























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Phalamada 

0824000202806700 

11.064 

Fresh 

Phooliya Kalan 

0824000302811900 

21.620 

Fresh 


Pratappura 


Type of Area (Command / N< 
command) 


Non-command 


Arwar 



0824000102791900 

1.271 

Fresh 

0824000202801900 

2.099 

Fresh 


Khari 


Non-command 



Pratappura-1 

0821000502541100 

1.817 

Fresh 

Pratapura 

0824000102783800 

5.138 

Fresh 

Pratapura-2 

0821000502540300 

1.943 

Fresh 


Non-command 


Non-command 


Non-command 


Praton Ka Chaura 

0824000102781500 

0.755 

Fresh 

Purana Sarsoonda 

0824000302813100 

6.981 

Fresh 



Purani Rajyas 

0824000302810100 

8.257 

Fresh 

Ragpura 

0821000502537800 

5.971 

Fresh 


Non-command 


Arwar 


Non-command 


Arwar 


Non-command 


Non-command 


Non-command 


Rajor 


Rajpura 


Rajwa 


Ralayta 


Ramgarh 


Rampura 


Rampura Gaina 


Rampuriya 


Ranata Bhagwanpura 


Ranawaton Ka Khera 


Ranjeetpura 


Ratakot 


Ratangarh 


Ratanpura 


Reechhmal 


Renpura 


Roopaheli Kalan 


Roopaheli Khurd 


Rooppura 


0825000102956200 

6.968 

Fresh 

0824000302812100 

4.098 

Fresh 

0825000102959500 

5.365 

Fresh 

0824000302812400 

3.176 

Fresh 

0821000502541300 

17.455 

Fresh 

0821000502536900 

2.299 

Fresh 

0824000102784000 

11.762 

Fresh 


Non-command 


Arwar 


Non-command 


Arwar 


Non-command 


Non-command 


Non-command 



0824000302811600 

6.771 

Fresh 

0821000502538300 

1.634 

Fresh 

0824000102791000 

3.748 

Fresh 



0821000402532600 

5.888 

Fresh 

0824000102787400 

1.625 

Fresh 

0824000302809500 

1.122 

Fresh 

0821000702559000 

25.792 

Fresh 

0821000502536400 

3.355 

Fresh 

0821000502543300 

2.833 

Fresh 

0824000102782000 

3.742 

Fresh 

0824000302811800 

5.816 

Fresh 


Ratanpura Ghata 

0821000502539300 

0.906 

Fresh 

Rayra 

0824000102791500 

6.068 

Fresh 


0821000502539600 

3.135 

Fresh 

0821000502540000 

2.800 

Fresh 

0821000502539400 

4.597 

Fresh 

0821000502539500 

2.057 

Fresh 

0824000102783900 

2.181 

Fresh 

0824000102788900 

4.466 

Fresh 


Non-command 


Non-command 


Khari 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Arwar 


Non-command 


Non-command 


Khari 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Khari 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

1.079 

Command 

Gneisses(B.G.C.) 

7.024 

Command 

Older Alluvium 

2.900 

Non-command 

Gneisses(B.G.C.) 

0.755 

Non-command 

Older Alluvium 

0.657 

Command 

Gneisses(B.G.C.) 

1.271 

Non-command 

Gneisses(B.G.C.) 

0.032 

Non-command 

Phyllite & Schist 

2.067 

Non-command 

Gneisses(B.G.C.) 

1.160 

Non-command 

Gneisses(B.G.C.) 

5.138 

Non-command 

Gneisses(B.G.C.) 

1.943 

Non-command 

Phyllite & Schist 

0.001 

Non-command 

Gneisses(B.G.C.) 

0.747 

Command 

Gneisses(B.G.C.) 

0.000 

Non-command 

Gneisses(B.G.C.) 

0.330 

Command 

Gneisses(B.G.C.) 

6.775 

Non-command 

Gneisses(B.G.C.) 

0.282 

Non-command 

Gneisses(B.G.C.) 

0.128 

Non-command 

Gneisses(B.G.C.) 

5.637 

Non-command 

Phyllite & Schist 

0.215 

Non-command 

Gneisses(B.G.C.) 

5.657 

Command 

Gneisses(B.G.C.) 

0.186 

Non-command 

Gneisses(B.G.C.) 

5.251 

Command 

Gneisses(B.G.C.) 

0.670 

Non-command 

Gneisses(B.G.C.) 

4.009 

Non-command 

Phyllite & Schist 

2.299 

Non-command 

Gneisses(B.G.C.) 

11.002 

Non-command 

Phyllite & Schist 

0.760 

Non-command 

Older Alluvium 

0.453 

Non-command 

Phyllite & Schist 

0.242 

Command 

Gneisses(B.G.C.) 

2.913 

Non-command 

Gneisses(B.G.C.) 

0.020 

Non-command 

Phyllite & Schist 

0.098 

Non-command 

Gneisses(B.G.C.) 

1.625 

Non-command 

Gneisses(B.G.C.) 

1.122 

Non-command 

Gneisses(B.G.C.) 

24.418 

Non-command 

Phyllite & Schist 

2.108 

Non-command 

Gneisses(B.G.C.) 

2.833 

Non-command 

Gneisses(B.G.C.) 

2.277 

Command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

0.016 

Non-command 

Gneisses(B.G.C.) 

0.906 

Command 

Gneisses(B.G.C.) 

5.507 

Non-command 

Gneisses(B.G.C.) 

0.394 

Non-command 

Gneisses(B.G.C.) 

3.133 

Non-command 

Gneisses(B.G.C.) 

2.800 

Non-command 

Gneisses(B.G.C.) 

4.597 

Non-command 

Gneisses(B.G.C.) 

2.057 

Non-command 

Gneisses(B.G.C.) 

2.181 

Command 

Gneisses(B.G.C.) 

0.080 

Non-command 

Gneisses(B.G.C.) 

3.087 

Non-command 

Phyllite & Schist 

1.299 

Command 

Gneisses(B.G.C.) 

1.184 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

100,000 

80,000 

120 

110,000 

90,000 

120 

50,000 

30,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

80,000 

120 

110,000 

90,000 

120 

50,000 

30,000 

120 

110,000 

90,000 

120 

50,000 

30,000 

120 

110,000 

90,000 

120 

100,000 

80,000 

120 

110,000 

90,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

110,000 

90,000 

120 

90,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 



MCM 

MCM 

(15) 

(16) 

0.043 

0.043 

0.529 

0.529 

0.168 

0.168 

0.054 

0.054 

0.042 

0.042 

0.396 

0.396 

0.005 

0.005 

0.588 

0.588 

0.125 

0.125 

0.065 

0.065 

0.038 

0.038 

- 

- 

0.058 

0.058 

- 

- i 

0.011 

0.011 

0.259 

0.259 

0.011 

0.011 



0.061 

0.061 

0.022 

0.022 

0.018 

0.018 

0.227 

0.227 

0.077 

0.077 

0.119 

0.119 

0.184 

0.184 

0.014 

0.014 

0.008 

0.008 

0.022 

0.022 

0.108 

0.108 


0.006 

0.006 

0.007 

0.007 

0.097 

0.097 

0.896 

0.896 

0.022 

0.022 

0.086 

0.086 

0.177 

0.177 

- 

- 

- 

- 

0.192 

0.192 

0.158 

0.158 

0.011 

0.011 

0.202 

0.202 

0.067 

0.067 

0.058 

0.058 

0.096 

0.096 

0.083 

0.083 

0.004 

0.004 

0.133 

0.133 

0.072 

0.072 

0.346 

0.346 

























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Rudrapura 

0824000202802900 

5.345 

Fresh 

Rughnath Garh 

0824000102788800 

3.425 

Fresh 


Sabalpura 


Sabdara 


Sangariya 


Sangarwas 


Sangram Garh 


Type of Area (Command / N< 
command) 


Non-command 


Khari 


Non-command 



0824000102797500 

2.954 

Fresh 

0821000502537000 

2.691 

Fresh 

0824000102794900 

3.627 

Fresh 


Sadaran 

0825000102962900 

3.506 

Fresh 

Sagani 

0824000102789600 

1.038 

Fresh 

Sahnuda 

0824000502836900 

7.995 

Fresh 

Salarmala li 

0821000502546500 

2.906 

Fresh 

Salva 

0824000502833800 

2.626 

Fresh 

Samapa 

0821000402531500 

2.453 

Fresh 

Samel 

0824000102782200 

2.850 

Fresh 

Sameliya 

0825000102960900 

1.488 

Fresh 

Sangani 

0824000102793200 

2.048 

Fresh 

Sangari 

0824000302811500 

2.970 

Fresh 


Khari 


Non-command 


Non-command 


Non-command 


Khari 


Non-command 


Non-command 


Khari 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0824000302810600 


0821000402526300 


0824000102788700 


Saline 


16.618 Fresh 



Saline 


Fresh 


9.849 Fresh 


Non-command 


Arwar 


Non-command 


Non-command 


Non-command 


Non-command 


Santosh Pura 

0824000302812000 

1.697 

Fresh 

Sapola 

0824000102784200 

12.495 

Fresh 


Sawaigarh 


Sawaipura 


Semla Ka Bariya 


Shambhoo Garh 


Shekhawas 


Shergarh 


Shiv Nagar 


Arwar 


Non-command 



Sarhiyan 

0821000502536200 

6.097 

Fresh 

Saroth 

0825000102959400 

9.353 

Fresh 

Sathana 

0821000502548000 

17.825 

Fresh 


0824000102784400 

1.772 

Fresh 

0821000702558700 

5.865 

Fresh 

0824000102783200 

2.278 

Fresh 

0824000102786800 

4.726 

Fresh 

0824000102789500 

11.280 

Fresh 



0825000102957500 

5.883 

Fresh 

0821000502545400 

19.977 

Fresh 

0821000502541800 

3.056 

Fresh 

0824000202803000 

10.167 

Fresh 

0821000402526200 

4.582 

Fresh 


Shivpur 

0824000502833400 

13.545 

Fresh 

Shivpura Ghata 

0821000502539100 

1.468 

Fresh 


Arwar 


Non-command 


Non-command 


Non-command 


Narayan Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Khari 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

1.800 

Command 

Gneisses(B.G.C.) 

0.501 

Non-command 

Gneisses(B.G.C.) 

2.638 

Non-command 

Phyllite & Schist 

0.287 

Non-command 

Gneisses(B.G.C.) 

3.957 

Non-command 

Phyllite & Schist 

0.004 

Command 

Gneisses(B.G.C.) 

1.989 

Non-command 

Gneisses(B.G.C.) 

0.959 

Non-command 

Gneisses(B.G.C.) 

2.954 

Non-command 

Phyllite & Schist 

2.691 

Command 

Gneisses(B.G.C.) 

2.191 

Non-command 

Gneisses(B.G.C.) 

1.435 

Non-command 

Phyllite & Schist 

3.224 

Command 

Gneisses(B.G.C.) 

0.977 

Non-command 

Gneisses(B.G.C.) 

2.021 

Non-command 

Gneisses(B.G.C.) 

1.330 

Non-command 

Gneisses(B.G.C.) 

2.495 

Non-command 

Phyllite & Schist 

0.947 

Non-command 

Gneisses(B.G.C.) 

2.514 

Non-command 

Gneisses(B.G.C.) 

1.488 

Non-command 

Gneisses(B.G.C.) 

0.010 

Non-command 

Gneisses(B.G.C.) 

0.341 

Non-command 

Older Alluvium 

0.154 

Non-command 

Gneisses(B.G.C.) 

0.642 

Command 

Gneisses(B.G.C.) 

12.875 

Non-command 

Gneisses(B.G.C.) 

1.784 

Non-command 

Gneisses(B.G.C.) 

0.859 

Non-command 

Phyllite & Schist 

0.131 

Non-command 

Gneisses(B.G.C.) 

0.170 

Non-command 

Phyllite & Schist 

9.679 

Command 

Gneisses(B.G.C.) 

1.390 

Non-command 

Gneisses(B.G.C.) 

8.849 

Non-command 

Phyllite & Schist 

3.646 

Command 

Gneisses(B.G.C.) 

0.289 

Non-command 

Gneisses(B.G.C.) 

1.508 

Non-command 

Phyllite & Schist 

0.170 

Non-command 

Gneisses(B.G.C.) 

4.519 

Command 

Gneisses(B.G.C.) 

1.237 

Non-command 

Gneisses(B.G.C.) 

16.588 

Non-command 

Phyllite & Schist 

1.772 

Non-command 

Gneisses(B.G.C.) 

1.832 

Non-command 

Gneisses(B.G.C.) 

2.278 

Non-command 

Gneisses(B.G.C.) 

2.123 

Command 

Gneisses(B.G.C.) 

4.527 

Non-command 

Gneisses(B.G.C.) 

6.611 

Non-command 

Gneisses(B.G.C.) 

5.865 

Non-command 

Gneisses(B.G.C.) 

19.977 

Non-command 

Gneisses(B.G.C.) 

3.056 

Non-command 

Gneisses(B.G.C.) 

10.167 

Non-command 

Gneisses(B.G.C.) 

2.395 

Non-command 

Phyllite & Schist 

1.799 

Non-command 

Gneisses(B.G.C.) 

13.174 

Non-command 

Gneisses(B.G.C.) 

1.380 


of Tube of Wells Operational 
Wells with Days 

Pumpset 


Average Yield 

Draft 

Tube 

Wells 

Wells with 
Pumpset 

Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

MCM 

MCM 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 



60,000 


50,000 


50,000 


60,000 


50,000 


60,000 


50,000 


50,000 


50,000 


110,000 


50,000 


50,000 


60,000 


50,000 


80,000 


100,000 


80,000 


70,000 


50,000 


50,000 


50,000 


110,000 


90,000 


70,000 


110,000 


110,000 


70,000 


70,000 


50,000 


60,000 


110,000 


50,000 


60,000 


110,000 


110,000 


110,000 


50,000 


100,000 


100,000 


60,000 


90,000 


50,000 


50,000 


50,000 


50,000 


50,000 


100,000 


100,000 


60,000 


60,000 


70,000 


80,000 


100,000 



0.025 

0.025 

0.011 

0.011 

0.313 

0.319 

0.173 

0.173 

0.058 

0.058 

0.036 

0.036 

0.143 

0.143 

0.317 

0.317 

0.014 

0.014 

0.106 

0.106 

0.043 

0.043 

0.018 

0.018 

0.133 

0.133 

0.054 

0.054 


0.011 

0.011 

0.008 

0.008 

0.014 

0.014 

2.538 

2.538 

0.356 

0.356 

0.077 

0.077 

0.012 

0.012 

0.011 

0.011 

0.734 

0.741 

0.302 

0.302 

0.137 

0.137 

0.072 

0.072 

- 

- 

0.032 

0.032 

- 

- 

0.252 

0.252 

0.010 

0.010 

0.154 

0.154 

0.058 

0.058 

0.054 

0.054 

0.047 

0.047 

0.076 

0.076 

0.209 

0.209 

0.306 

0.306 

0.263 

0.263 

0.547 

0.547 

0.125 

0.125 

0.163 

0.170 

0.130 

0.130 

0.120 

0.120 

0.396 

0.396 

0.154 

0.154 










































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Shivpuri 

0821000502542400 

16.049 

Fresh 

Shyam Garh 

0821000502535700 

10.837 

Fresh 

Shyampura 

0821000502543500 

4.297 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Shyopura 

0821000502542600 

3.041 

Fresh 

Shyopura Ass 

0825000102958900 

1.605 

Fresh 

Sikhrani 

0821000502548300 

21.259 

Fresh 

Singawal 

0821000702559500 

14.364 

Fresh 

Singhpura 

0824000102782900 

1.946 

Fresh 

Sohanpura 

0824000102781900 

4.367 

Fresh 

Sooliya 

0824000502837300 

8.487 

Fresh 

Soona Chodsiya 

0821000502538200 

0.307 

Fresh 

Sopura 

0824000102791700 

3.048 

Fresh 

Sulwara 

0824000102795200 

6.205 

Fresh 


Sunar Kuri 

0825000102962800 

4.093 

Fresh 

Suradiya 

0821000402525900 

6.198 

Fresh 

Suraj 

0824000102786900 

1.543 

Fresh 

Surajmal Ji Ka Khera 

0824000102787000 

2.185 

Fresh 

Surajpura (Kesharpura) 

0821000502540900 

4.527 

Fresh 

Swajna Chainpura 

0825000102956700 

3.448 

Fresh 

Tatgarh 

0821000402534100 

11.613 

Fresh 

Teebana 

0825000102961200 

3.273 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Khari 


Khari 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Teetri 

0825000102960700 

9.942 

Fresh 

Telara 

0821000702561200 

5.390 

Fresh 

Thana 

0824000502833200 

10.953 

Fresh 

Thaneta 

0825000102960300 

5.671 

Fresh 

Thoomiya 

0824000102786200 

1.986 

Fresh 

Tiloli 

0824000102797800 

24.952 

Fresh 

Togi 

0825000102961300 

3.284 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Udaipur Khera 

0821000702564200 

2.969 

Fresh 

Uma Ka Khera 

0824000302811200 

1.389 

Saline 

Umar Baori 

0825000102956800 

0.438 

Fresh 

Undawasan 

0825000202970200 

4.075 

Fresh 

Uttami 

0821000502540100 

6.174 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


07006047 


Anjna 

0825000202975500 

5.230 

Saline 

Arjungarh 

0825000202970300 

5.847 

Fresh 

Atholiya 

0825000102963800 

2.035 

Fresh 


Baddoo 


Bagata Kakhera 


Baggar 


Non-command 


Non-command 


Non-command 



0824000502837400 

8.791 

0824000102797400 

5.583 

0825000102965900 

11.377 




Bagjana 

0824000502835400 

3.779 

Fresh 

Bamni 

0824000102792500 

5.193 

Fresh 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Khari 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

12.550 

Non-command 

Phyllite & Schist 

9.603 

Non-command 

Gneisses(B.G.C.) 

0.155 

Non-command 

Phyllite & Schist 

1.187 

Non-command 

Gneisses(B.G.C.) 

3.041 

Non-command 

Gneisses(B.G.C.) 

1.590 

Non-command 

Gneisses(B.G.C.) 

20.961 

Non-command 

Gneisses(B.G.C.) 

14.343 

Non-command 

Gneisses(B.G.C.) 

1.946 

Non-command 

Gneisses(B.G.C.) 

3.303 

Non-command 

Gneisses(B.G.C.) 

1.618 

Non-command 

Phyllite & Schist 

0.307 

Command 

Gneisses(B.G.C.) 

3.048 

Command 

Gneisses(B.G.C.) 

0.672 

Non-command 

Gneisses(B.G.C.) 

5.290 

Non-command 

Phyllite & Schist 

2.009 

Non-command 

Phyllite & Schist 

0.077 

Non-command 

Gneisses(B.G.C.) 

0.890 

Non-command 

Gneisses(B.G.C.) 

2.185 

Non-command 

Gneisses(B.G.C.) 

4.527 

Non-command 

Gneisses(B.G.C.) 

3.448 

Non-command 

Phyllite & Schist 

0.283 

Non-command 

Gneisses(B.G.C.) 

3.107 

Non-command 

Phyllite & Schist 

0.020 

Non-command 

Gneisses(B.G.C.) 

9.942 

Non-command 

Gneisses(B.G.C.) 

0.014 

Non-command 

Gneisses(B.G.C.) 

10.914 

Non-command 

Gneisses(B.G.C.) 

5.282 

Non-command 

Gneisses(B.G.C.) 

1.986 

Non-command 

Gneisses(B.G.C.) 

0.567 

Non-command 

Gneisses(B.G.C.) 

2.838 

Non-command 

Phyllite & Schist 

0.445 

Non-command 

Gneisses(B.G.C.) 

2.779 

Non-command 

Gneisses(B.G.C.) 

0.356 

Non-command 

Gneisses(B.G.C.) 

0.438 

Non-command 

Gneisses(B.G.C.) 

1.867 

Non-command 

Gneisses(B.G.C.) 

5.969 

Non-command 

Phyllite & Schist 

0.204 

Non-command 

Gneisses(B.G.C.) 

4.746 

Non-command 

Gneisses(B.G.C.) 

2.467 

Non-command 

Gneisses(B.G.C.) 

1.572 

Non-command 

Phyllite & Schist 

0.463 

Non-command 

Gneisses(B.G.C.) 

0.011 

Non-command 

Gneisses(B.G.C.) 

0.374 

Non-command 

Phyllite & Schist 

7.091 

Non-command 

Phyllite & Schist 

4.036 

Non-command 

Gneisses 

0.002 

Non-command 

Phyllite & Schist 

2.716 

Non-command 

Gneisses(B.G.C.) 

3.779 

Command 

Gneisses(B.G.C.) 

0.028 

Non-command 

Gneisses(B.G.C.) 

0.011 

Non-command 

Gneisses(B.G.C.) 

0.381 

Non-command 

Phyllite & Schist 

8.493 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

110,000 

90,000 

120 

100,000 

80,000 

120 

110,000 

90,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

100,000 

80,000 

120 

90,000 

90,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

35,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

60,000 

35,000 

120 

50,000 

30,000 

120 

90,000 

90,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

35,000 

120 

90,000 

90,000 

120 

70,000 

40,000 

120 

50,000 

30,000 

120 

40,000 

30,000 

120 

100,000 

80,000 

120 

110,000 

90,000 

120 

30,000 

15,000 

120 

40,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

35,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

60,000 

35,000 

120 

50,000 

30,000 

120 

30,000 

20,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

35,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.125 

0.125 

0.097 

0.097 

- 

- 

0.011 

0.011 

0.173 

0.173 

0.036 

0.036 

0.240 

0.264 

0.983 

0.983 

0.058 

0.058 

0.137 

0.137 

0.022 

0.022 

- 

- 

0.079 

0.079 

0.014 

0.014 

0.115 

0.115 

0.042 

0.042 

0.006 

0.006 

0.126 

0.126 

0.094 

0.094 

0.211 

0.211 

0.090 

0.090 

0.006 

0.006 

0.115 

0.115 



0.324 

0.324 

0.097 

0.097 

0.007 

0.007 

0.022 

0.022 

0.101 

0.101 

0.017 

0.017 

0.086 

0.086 

0.029 

0.029 

0.065 

0.065 

0.004 

0.004 

0.595 

0.595 

0.022 

0.022 

0.083 

0.083 

0.032 

0.032 

0.040 

0.040 

0.013 

0.013 


0.004 

0.004 

0.013 

0.013 

0.007 

0.007 


0.155 

0.155 

0.050 

0.050 
















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Beer Deogarh 

0825000202977500 

7.965 

Saline 

Bhabhana 

0824000502836700 

6.775 

Fresh 

Bhawanipura 

0824000102786700 

3.158 

Fresh 

Bhera Gurha 

0825000102967400 

1.800 

Saline 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


5.420 Saline Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Bichhudra 

0825000102963300 

1.476 

Fresh 

Chaita 

0825000102966900 

3.908 

Saline 

Chak Kalagun 

0825000202969900 

2.588 

Fresh 

Chansen 

0824000502834300 

4.604 

Fresh 

Charda 

0825000202977100 

1.384 

Saline 

Chattarpura 

0825000102964900 

2.166 

Fresh 

Cheta Asan (Rural) 

0825000202974300 

1.798 

Saline 

Chhapli 

0825000102968400 

5.876 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chitamba 

0824000502835600 

10.575 

Fresh 

Chokhirat 

0825000102963200 

5.529 

Fresh 


Non-command 


Non-command 


Dabjar 

0825000102967100 

2.358 

Saline 

Dansariya 

0825000102962700 

5.526 

Fresh 

Danteri 

0824000502836300 

4.228 

Fresh 

Dantra 

0824000102794500 

4.335 

Fresh 


Dapta 

0825000102963400 

1.360 

Fresh 

Daulpura 

0825000202975300 

7.999 

Saline 

Deogarh (M) 

0825000242501000 

17.440 

Saline 


Non-command 


Non-command 


Non-command 


Khari 


Non-command 


Non-command 


Non-command 


Non-command 


Deogarh (Rural) 

0825000202974700 

1.769 

Saline 

Deopura 

0825000202971600 

4.740 

Fresh 

Dhak Ka Chora 

0825000102965000 

3.921 

Fresh 

Dhaneri 

0824000102793600 

2.783 

Fresh 

Dhapra 

0824000502833300 

4.300 

Fresh 

Dhawala Kalan 

0825000102965700 

0.981 

Fresh 

Dhawala Khurd 

0825000102966100 

1.411 

Fresh 

Dhoraka Bariya 

0824000502833700 

3.731 

Fresh 

Dhorela 

0825000102963700 

4.906 

Fresh 


Dhuwala (kareda) 


Doodiya 


Fakoliya 


Gajuna 


Garway 


Ghati 


Gorana 


Gordhanpura 


Gorkhya 


Gundali Khera 


Gyangarh 


Hamela Ki Ber 


0824000502835800 

7.821 

0824000102793100 

3.379 

0824000502835500 

7.926 

0824000502833500 

16.934 

0824000502837100 

3.445 

0825000202973000 

4.295 



0824000502834500 

5.931 

0824000502837200 

2.682 

0824000502839200 

16.860 

0824000502836500 

1.910 

0824000502834700 

10.759 

0825000102964200 

5.701 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

0.007 

Non-command 

Phyllite & Schist 

4.812 

Non-command 

Gneisses(B.G.C.) 

1.510 

Non-command 

Gneisses(B.G.C.) 

0.766 

Non-command 

Gneisses(B.G.C.) 

0.054 

Non-command 

Gneisses 

0.025 

Non-command 

Phyllite & Schist 

1.076 

Non-command 

Gneisses(B.G.C.) 

2.271 

Non-command 

Phyllite & Schist 

0.001 

Non-command 

Phyllite & Schist 

1.365 

Non-command 

Phyllite & Schist 

1.867 

Non-command 

Gneisses(B.G.C.) 

2.588 

Non-command 

Gneisses(B.G.C.) 

4.604 

Non-command 

Gneisses(B.G.C.) 

1.384 

Non-command 

Phyllite & Schist 

2.166 

Non-command 

Phyllite & Schist 

1.798 

Non-command 

Gneisses 

0.450 

Non-command 

Phyllite & Schist 

0.713 

Non-command 

Gneisses(B.G.C.) 

10.575 

Non-command 

Gneisses(B.G.C.) 

1.927 

Non-command 

Phyllite & Schist 

3.571 

Non-command 

Phyllite & Schist 

1.261 

Non-command 

Phyllite & Schist 

0.161 

Non-command 

Gneisses(B.G.C.) 

0.651 

Command 

Gneisses(B.G.C.) 

0.003 

Non-command 

Gneisses(B.G.C.) 

1.634 

Non-command 

Phyllite & Schist 

1.360 

Non-command 

Gneisses(B.G.C.) 

6.530 

Non-command 

Gneisses(B.G.C.) 

7.453 

Non-command 

Phyllite & Schist 

9.987 

Non-command 

Phyllite & Schist 

1.769 

Non-command 

Gneisses(B.G.C.) 

3.480 

Non-command 

Phyllite & Schist 

3.921 

Non-command 

Gneisses(B.G.C.) 

2.783 

Non-command 

Gneisses(B.G.C.) 

3.789 

Non-command 

Phyllite & Schist 

0.981 

Non-command 

Phyllite & Schist 

1.411 

Non-command 

Gneisses(B.G.C.) 

3.690 

Non-command 

Gneisses(B.G.C.) 

2.709 

Non-command 

Phyllite & Schist 

2.197 

Non-command 

Gneisses(B.G.C.) 

7.821 

Non-command 

Gneisses(B.G.C.) 

0.843 

Non-command 

Gneisses(B.G.C.) 

7.926 

Non-command 

Gneisses(B.G.C.) 

4.299 

Non-command 

Gneisses(B.G.C.) 

3.445 

Non-command 

Gneisses(B.G.C.) 

2.512 

Non-command 

Gneisses(B.G.C.) 

1.783 

Non-command 

Gneisses(B.G.C.) 

5.931 

Non-command 

Gneisses(B.G.C.) 

2.682 

Non-command 

Gneisses(B.G.C.) 

2.261 

Non-command 

Gneisses(B.G.C.) 

0.153 

Non-command 

Gneisses(B.G.C.) 

10.759 

Non-command 

Phyllite & Schist 

5.665 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

30,000 

20,000 

120 

50,000 

30,000 

120 

30,000 

15,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

30,000 

20,000 

120 

50,000 

30,000 

120 

30,000 

15,000 

120 

50,000 

30,000 

120 

60,000 

35,000 

120 

50,000 

30,000 

120 

40,000 

30,000 

120 

80,000 

60,000 

120 

30,000 

15,000 

120 

60,000 

35,000 

120 

50,000 

30,000 

120 

30,000 

20,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

60,000 

35,000 

120 

50,000 

30,000 

120 

60,000 

35,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

35,000 

120 

30,000 

15,000 

120 

30,000 

15,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

40,000 

30,000 

120 

60,000 

35,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

60,000 

35,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

40,000 

30,000 

120 

30,000 

15,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

60,000 

35,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.699 

0.699 

0.009 

0.009 

0.007 

0.007 


0.002 

0.002 

0.173 

0.173 

0.068 

0.068 


0.025 

0.025 

0.101 

0.101 

0.007 

0.007 

0.158 

0.158 

0.014 

0.014 

0.210 

0.210 

0.032 

0.032 

0.002 

0.002 

0.007 

0.007 

0.331 

0.350 

0.011 

0.011 

0.025 

0.025 

0.011 

0.011 

0.008 

0.008 

0.014 

0.014 

- 

- 

0.065 

0.065 

0.029 

0.029 

0.092 

0.096 

0.455 

0.462 

1.220 

1.232 

0.180 

0.180 

0.101 

0.101 

0.260 

0.260 

0.122 

0.122 

0.079 

0.089 

0.113 

0.113 

0.042 

0.042 

0.036 

0.036 

0.025 

0.025 

0.025 

0.025 

0.101 

0.101 

0.032 

0.032 

0.173 

0.173 

0.101 

0.101 

0.115 

0.115 

0.101 

0.106 

0.036 

0.036 

0.144 

0.144 

0.202 

0.202 

0.094 

0.104 

- 

- 

0.533 

0.533 

0.038 

0.038 










































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Hira Ki Bassi (A) 


Hira Ki Bassi (B) 


Isarmand 


Jamron Ka Bariya 


Jema Khera 


Jhalra 


Jhankara 


Jhootara 


Jogela 


Kachhbali 


Kacholiya 


Kahari 


Kakrod 


Kalagun 


Kalalon Ki Anti 


Kangson Ka Bariya 


Kaniyana 


Kartha 


Katar 


Kathar 


Kera Ka Khera 


Kharniya 


Khatanon Ka Bariya 


Kheema Khera 


Khokulon Ka Khera 


Khuma Khera 


Kidimal 


Kishan Pura 


Kitoka Wadiya 


Kuanthal 


Kundeli 


Kunwar 


Kunwariya 


Kurachon Ka Khera 


Lakha Gurha 


Lasani 


Laxmipura 


Looneta 


Madariya 


0825000202974400 


0825000202974500 


0825000202971400 


0824000102793400 


0825000202975600 


0824000102794000 


0825000202972000 


0825000102965800 


0825000202975000 


0825000102965200 


0824000502833900 


0825000102964300 


0825000202970900 


0825000202969800 


0825000202973100 



0825000102967700 


Area 


sq.km 


(4) 


2.271 


1.990 


10.084 


2.991 


2.316 


9.342 


3.708 


1.579 


1.276 


7.653 


1.282 


7.013 


7.111 


6.508 


4.207 


10.112 Fresh 


Saline 


4.109 Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0824000502837000 

2.069 

0825000102967000 

1.810 

0824000502836100 

7.040 

0824000102793500 

6.064 

0825000102966200 

1.441 

0824000502835900 

2.842 

0825000202970400 

2.974 

0824000502834400 

1.613 

0825000102967800 

3.265 

0824000102794400 

1.199 

0825000202970500 

5.922 

0824000502833600 

9.883 

0825000202974600 

4.250 

0825000202974000 

2.239 


0825000202981400 

15.401 

0825000202973600 

6.640 


0824000502835100 

5.749 

0825000202971700 

2.669 

0825000202972800 

0.645 



0825000102964700 

7.039 

0825000202971500 

18.235 

0825000202969500 

1.164 

0821000402534300 

7.610 

0825000202972700 

8.555 



Malak Maliya 


0825000202971300 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

2.271 

Non-command 

Phyllite & Schist 

1.990 

Non-command 

Gneisses(B.G.C.) 

9.521 

Non-command 

Gneisses(B.G.C.) 

2.991 

Non-command 

Gneisses(B.G.C.) 

1.315 

Non-command 

Gneisses(B.G.C.) 

6.049 

Non-command 

Gneisses(B.G.C.) 

0.004 

Non-command 

Phyllite & Schist 

1.579 

Non-command 

Gneisses(B.G.C.) 

1.276 

Non-command 

Phyllite & Schist 

6.159 

Non-command 

Gneisses(B.G.C.) 

0.979 

Non-command 

Phyllite & Schist 

7.013 

Non-command 

Gneisses(B.G.C.) 

7.111 

Non-command 

Gneisses(B.G.C.) 

6.508 

Non-command 

Gneisses(B.G.C.) 

2.154 

Non-command 

Gneisses(B.G.C.) 

2.053 

Non-command 

Gneisses(B.G.C.) 

1.881 

Non-command 

Phyllite & Schist 

0.563 

Non-command 

Phyllite & Schist 

0.290 

Non-command 

Phyllite & Schist 

6.750 

Non-command 

Gneisses 

0.478 

Non-command 

Phyllite & Schist 

2.776 

Non-command 

Gneisses(B.G.C.) 

2.069 

Non-command 

Phyllite & Schist 

1.442 

Non-command 

Gneisses(B.G.C.) 

6.390 

Non-command 

Gneisses(B.G.C.) 

6.064 

Non-command 

Phyllite & Schist 

1.441 

Non-command 

Gneisses(B.G.C.) 

2.842 

Non-command 

Gneisses(B.G.C.) 

2.858 

Non-command 

Gneisses(B.G.C.) 

1.613 

Non-command 

Phyllite & Schist 

1.600 

Non-command 

Gneisses(B.G.C.) 

1.060 

Non-command 

Gneisses(B.G.C.) 

5.922 

Non-command 

Gneisses(B.G.C.) 

9.679 

Non-command 

Phyllite & Schist 

4.214 

Non-command 

Phyllite & Schist 

0.301 

Non-command 

Phyllite & Schist 

1.938 

Non-command 

Phyllite & Schist 

0.003 

Non-command 

Phyllite & Schist 

2.960 

Non-command 

Phyllite & Schist 

3.680 

Non-command 

Gneisses(B.G.C.) 

5.749 

Non-command 

Gneisses(B.G.C.) 

0.142 

Non-command 

Gneisses(B.G.C.) 

0.641 

Non-command 

Gneisses(B.G.C.) 

0.004 

Non-command 

Gneisses(B.G.C.) 

0.696 

Non-command 

Phyllite & Schist 

0.419 

Non-command 

Phyllite & Schist 

7.039 

Non-command 

Gneisses(B.G.C.) 

17.381 

Non-command 

Gneisses(B.G.C.) 

1.164 

Non-command 

Phyllite & Schist 

7.605 

Non-command 

Gneisses(B.G.C.) 

1.290 

Non-command 

Gneisses(B.G.C.) 

0.065 

Non-command 

Gneisses(B.G.C.) 

2.044 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

40,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

15,000 

120 

50,000 

30,000 

120 

40,000 

30,000 

120 

60,000 

35,000 

120 

30,000 

15,000 

120 

60,000 

35,000 

120 

80,000 

60,000 

120 

60,000 

35,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

30,000 

15,000 

120 

50,000 

30,000 

120 

60,000 

35,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

30,000 

20,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

60,000 

35,000 

120 

80,000 

60,000 

120 

40,000 

30,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

40,000 

30,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

30,000 

15,000 

120 

50,000 

30,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

70,000 

50,000 

120 

40,000 

30,000 

120 

30,000 

15,000 

120 

40,000 

30,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.072 

0.072 

0.011 

0.011 

0.306 

0.316 

0.065 

0.065 

0.005 

0.005 

0.342 

0.348 

- 

- 

0.042 

0.042 

0.007 

0.007 

0.071 

0.071 

0.065 

0.065 

0.147 

0.147 

0.151 

0.151 

0.288 

0.288 

0.148 

0.148 

0.072 

0.072 

0.018 

0.018 

0.008 

0.008 

0.012 

0.012 

0.130 

0.130 

0.002 

0.002 

0.011 

0.011 

0.058 

0.058 

0.022 

0.022 

0.454 

0.454 

0.515 

0.515 

0.004 

0.004 

0.029 

0.029 

0.072 

0.072 

0.036 

0.036 

0.104 

0.104 

0.036 

0.036 

0.065 

0.065 

0.360 

0.360 

0.234 

0.234 

0.042 

0.042 

0.166 

0.166 

- 

- 

0.222 

0.222 

0.169 

0.169 



0.025 

0.025 

0.017 

0.017 

0.374 

0.374 

0.619 

0.619 

0.011 

0.011 

0.270 

0.270 

0.050 

0.055 

0.002 

0.002 

0.058 

0.058 








































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Malaton Kiber 


Malji Ka Khera 


Malkot 


Mandawar 


Mandawara 


Mathoo Wara 


Mechhon Ka Bariya 


Payari 


Peepali 


Pharaliya 


Phooldeh Ka Bariya 


Phukiyathar 


Pitampura 


Puniyana 


Pusalon Ka Khera 


Rampuriya 


Rashmi 


Rohida 


Rooppura 


Rughnathpura 


Sahnuda 


Sakar Ka Bariya 


Salva 


Sangani 


Sangawas (A) 


Sangawas (B) 


Sangrampura 


Sansariya 


0821000402533900 


0825000202971900 


0825000202971000 


0825000102964800 


0825000202976900 


0821000402534000 


0824000102793300 



Mediya 

0821000402533700 

78.618 

Fresh 

Mefaliyas 

0824000102794100 

5.492 

Fresh 

Miya Falas 

0824000502836000 

3.104 

Fresh 

Miyala 

0825000202969300 

11.205 

Fresh 

Mota Gurha 

0825000102967200 

2.292 

Saline 

Mota Ka Khera 

0824000502834900 

2.706 

Fresh 

Nabri 

0825000102964600 

4.298 

Fresh 

Nareli 

0824000502834200 

5.854 

Fresh 

Naya Talab Ka Bariya 

0824000102793700 

0.983 

Fresh 

Nimbiya 

0824000502834000 

3.729 

Fresh 

Onta 

0825000102964000 

0.598 

Fresh 

Padmela 

0825000102964100 

5.975 

Fresh 

Panta Ki Anti 

0825000202973300 

4.678 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Khari 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0825000102965400 


0825000102966400 


3.048 


3.221 


2.308 


18.027 


0825000202975400 

0.685 

0824000102793800 

0.597 

0825000202973900 

3.695 

0825000202975100 

3.101 

0825000202971800 

2.519 

0825000202970800 

2.793 

0824000502834100 

1.290 

0825000202973200 

4.720 




0825000102965100 


0824000502835200 


0824000502835300 


0825000202969600 


0825000202977200 


0824000502836900 


0824000102793900 


0824000502833800 


0824000102793200 


0825000202973500 


0825000202973400 


0825000202973800 


0825000202979300 



Saline 

1.141 

Fresh 

4.937 

Fresh 

4.307 

Fresh 

1.863 

Fresh 

1.874 

Saline 

7.995 

Fresh 

3.096 

Fresh 

2.626 

Fresh 

2.048 

Fresh 

2.929 

Fresh 

1.422 

Fresh 

4.227 

Saline 



4.516 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

3.427 

Non-command 

Gneisses(B.G.C.) 

0.103 

Non-command 

Gneisses(B.G.C.) 

2.472 

Non-command 

Phyllite & Schist 

5.585 

Non-command 

Gneisses(B.G.C.) 

3.441 

Non-command 

Phyllite & Schist 

5.749 

Command 

Gneisses(B.G.C.) 

0.001 

Non-command 

Gneisses(B.G.C.) 

9.068 

Non-command 

Phyllite & Schist 

0.691 

Non-command 

Gneisses(B.G.C.) 

1.865 

Non-command 

Gneisses(B.G.C.) 

3.061 

Non-command 

Phyllite & Schist 

11.205 

Non-command 

Phyllite & Schist 

2.292 

Non-command 

Gneisses(B.G.C.) 

2.706 

Non-command 

Phyllite & Schist 

4.298 

Non-command 

Gneisses(B.G.C.) 

5.854 

Non-command 

Gneisses(B.G.C.) 

0.983 

Non-command 

Gneisses(B.G.C.) 

3.729 

Non-command 

Phyllite & Schist 

0.598 

Non-command 

Phyllite & Schist 

5.975 

Non-command 

Gneisses(B.G.C.) 

0.441 

Non-command 

Phyllite & Schist 

3.037 

Non-command 

Gneisses(B.G.C.) 

0.281 

Non-command 

Phyllite & Schist 

0.863 

Non-command 

Gneisses(B.G.C.) 

2.913 

Non-command 

Gneisses(B.G.C.) 

2.197 

Non-command 

Phyllite & Schist 

2.308 

Non-command 

Phyllite & Schist 

6.860 

Non-command 

Phyllite & Schist 

0.235 

Non-command 

Gneisses(B.G.C.) 

0.685 

Non-command 

Gneisses(B.G.C.) 

0.597 

Non-command 

Phyllite & Schist 

3.695 

Non-command 

Gneisses(B.G.C.) 

3.101 

Non-command 

Gneisses(B.G.C.) 

0.132 

Non-command 

Gneisses(B.G.C.) 

2.793 

Non-command 

Gneisses(B.G.C.) 

1.290 

Non-command 

Gneisses(B.G.C.) 

3.538 

Non-command 

Phyllite & Schist 

1.113 

Non-command 

Gneisses(B.G.C.) 

0.069 

Non-command 

Phyllite & Schist 

1.114 

Non-command 

Gneisses(B.G.C.) 

4.937 

Non-command 

Gneisses(B.G.C.) 

4.307 

Non-command 

Gneisses(B.G.C.) 

1.863 

Non-command 

Gneisses(B.G.C.) 

1.784 

Non-command 

Gneisses(B.G.C.) 

2.940 

Non-command 

Gneisses(B.G.C.) 

3.096 

Non-command 

Gneisses(B.G.C.) 

0.131 

Non-command 

Gneisses(B.G.C.) 

2.037 

Non-command 

Phyllite & Schist 

2.929 

Non-command 

Phyllite & Schist 

1.422 

Non-command 

Gneisses(B.G.C.) 

1.651 

Non-command 

Phyllite & Schist 

2.576 

Non-command 

Gneisses(B.G.C.) 

0.002 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

70,000 

50,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

60,000 

35,000 

120 

30,000 

15,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

60,000 

35,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

40,000 

30,000 

120 

70,000 

50,000 

120 

30,000 

15,000 

120 

50,000 

30,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

50,000 

30,000 

120 

30,000 

15,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

15,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

80,000 

60,000 

120 

40,000 

30,000 

120 

70,000 

50,000 

120 

30,000 

15,000 

120 

60,000 

35,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

40,000 

30,000 

120 

30,000 

15,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

30,000 

15,000 

120 

50,000 

30,000 

120 

30,000 

15,000 



Tube Wells with 
Wells Pumpset 


MCM 


( 15 ) 


0.168 





0.040 

0.040 

0.214 

0.214 

0.146 

0.150 



0.032 

0.032 

0.094 

0.094 

0.636 

0.636 

0.119 

0.119 

0.216 

0.216 

0.252 

0.252 

0.086 

0.086 

0.083 

0.083 

0.036 

0.036 

0.025 

0.025 

0.013 

0.013 

0.022 

0.022 

0.234 

0.234 

0.007 

0.007 

0.040 

0.040 



0.168 

0.168 

0.046 

0.046 


0.009 

0.009 

0.040 

0.040 

0.115 

0.115 

0.041 

0.041 

- 

- 

0.054 

0.054 

0.079 

0.079 

0.191 

0.191 

0.102 

0.102 

0.002 

0.002 

0.218 

0.218 

0.101 

0.101 

0.036 

0.036 

0.007 

0.007 

0.018 

0.018 

0.014 

0.014 

0.058 

0.058 

- 

- | 

0.043 

0.043 

0.360 

0.368 

0.018 

0.018 

0.032 

0.032 

0.101 

0.101 





















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Saredi 

0824000502836400 

4.347 

Fresh 

Semla Ka Bariya 

0824000102786800 

4.726 

Fresh 

Send Ka Khera 

0825000202972900 

1.323 

Fresh 

Shakkargarh 

0825000202969400 

5.076 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Shivpur 

0824000502833400 

13.545 

Fresh 

Shopuri 

0825000202973700 

2.333 

Saline 


Non-command 


Non-command 


Sijari Ka Bariya 

0824000502835700 

1.176 

Fresh 

Sohangarh 

0825000202970000 

10.676 

Fresh 

Solankiyon Ka Gurha 

0825000202979600 

2.773 

Saline 

Sooliya 

0824000502837300 

8.487 

Fresh 

Sunar Kuri 

0825000102962800 

4.093 

Fresh 

Suraj 

0824000102786900 

1.543 

Fresh 

Suratpura 

0825000202969700 

1.818 

Fresh 

Swadari (B) 

0825000202979700 

4.175 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Tagariya 

0824000502835000 

3.918 

Fresh 

Tal 

0825000202970100 

15.673 

Fresh 

Talai 

0825000102965300 

0.815 

Fresh 

Tatgarh 

0821000402534100 

11.613 

Fresh 

Teekhi 

0825000202975200 

1.778 

Saline 

Tegi 

0825000202979800 

2.819 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


07006048 


Telra 

0825000102966000 

1.952 

Fresh 

Thana 

0824000502833200 

10.953 

Fresh 

Theekarwas Kalan 

0825000102964500 

3.739 

Fresh 


Non-command 


Non-command 


Non-command 



Thoriya 

0825000102966300 

2.377 

Fresh 

Tikhi Ka Bariya 

0824000502834600 

3.582 

Fresh 

Tokran 

0824000502834800 

3.067 

Fresh 

Udpura 

0825000102965600 

0.834 

Fresh 

Undawasan 

0825000202970200 

4.075 

Fresh 

Vadiya 

0825000202971100 

1.251 

Fresh 

Vaniya Hatri 

0825000202971200 

3.765 

Fresh 

Verawas 

0825000202977000 

1.976 

Saline 

Vijaipura (Rural) 

0825000202974200 

1.986 

Saline 

Agariya 

0824000902885800 

7.646 

Fresh 

Amali 

0821000902585800 

5.227 

Fresh 

Amarpura Madanpura 

0824000302820700 

5.253 

Fresh 



Amli Kalan 

0824000302819000 

23.906 

Fresh 

Antoli 

0824000302818400 

4.661 

Fresh 



Arniya Rasan 


0824000302820600 


17.969 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Ummed Sagar (Bhilwara) 


Nahar Sagar 


Non-command 


Non-command 


Nahar Sagar 


Non-command 


Non-command 


Ummed Sagar (Bhilwara) 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

0.617 

Non-command 

Gneisses(B.G.C.) 

2.604 

Non-command 

Gneisses(B.G.C.) 

1.191 

Non-command 

Gneisses(B.G.C.) 

4.859 

Non-command 

Phyllite & Schist 

0.217 

Non-command 

Gneisses(B.G.C.) 

0.288 

Non-command 

Gneisses(B.G.C.) 

2.014 

Non-command 

Phyllite & Schist 

0.319 

Non-command 

Gneisses(B.G.C.) 

1.176 

Non-command 

Gneisses(B.G.C.) 

10.676 

Non-command 

Gneisses(B.G.C.) 

0.212 

Non-command 

Gneisses(B.G.C.) 

6.868 

Non-command 

Phyllite & Schist 

1.800 

Non-command 

Gneisses(B.G.C.) 

0.653 

Non-command 

Gneisses(B.G.C.) 

1.818 

Non-command 

Gneisses(B.G.C.) 

3.896 

Non-command 

Phyllite & Schist 

0.069 

Non-command 

Gneisses(B.G.C.) 

1.854 

Non-command 

Phyllite & Schist 

0.960 

Non-command 

Gneisses(B.G.C.) 

3.918 

Non-command 

Gneisses(B.G.C.) 

15.673 

Non-command 

Phyllite & Schist 

0.640 

Non-command 

Phyllite & Schist 

11.286 

Non-command 

Gneisses(B.G.C.) 

1.000 

Non-command 

Gneisses(B.G.C.) 

1.654 

Non-command 

Phyllite & Schist 

0.008 

Non-command 

Phyllite & Schist 

1.952 

Non-command 

Gneisses(B.G.C.) 

0.039 

Non-command 

Gneisses(B.G.C.) 

1.626 

Non-command 

Phyllite & Schist 

2.114 

Non-command 

Gneisses(B.G.C.) 

1.070 

Non-command 

Phyllite & Schist 

0.975 

Non-command 

Phyllite & Schist 

2.325 

Non-command 

Gneisses(B.G.C.) 

3.582 

Non-command 

Gneisses(B.G.C.) 

3.067 

Non-command 

Phyllite & Schist 

0.834 

Non-command 

Gneisses(B.G.C.) 

2.208 

Non-command 

Gneisses(B.G.C.) 

1.251 

Non-command 

Gneisses(B.G.C.) 

2.616 

Non-command 

Gneisses(B.G.C.) 

1.947 

Non-command 

Phyllite & Schist 

1.986 

Non-command 

Phyllite & Schist 

0.192 

Non-command 

Older Alluvium 

2.265 

Non-command 

Phyllite & Schist 

4.260 

Command 

Phyllite & Schist 

0.104 

Command 

Phyllite & Schist 

7.147 

Non-command 

Phyllite & Schist 

0.856 

Non-command 

Phyllite & Schist 

15.574 

Command 

Phyllite & Schist 

4.322 

Non-command 

Phyllite & Schist 

0.339 

Non-command 

Phyllite & Schist 

4.926 

Command 

Phyllite & Schist 

2.517 

Non-command 

Phyllite & Schist 

13.909 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

30,000 

15,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

40,000 

30,000 

120 

30,000 

15,000 

120 

80,000 

60,000 

120 

60,000 

35,000 

120 

50,000 

30,000 

120 

40,000 

30,000 

120 

30,000 

15,000 

120 

50,000 

30,000 

120 

30,000 

15,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

40,000 

30,000 

120 

60,000 

35,000 

120 

70,000 

50,000 

120 

30,000 

15,000 

120 

30,000 

15,000 

120 

50,000 

30,000 

120 

60,000 

35,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

60,000 

35,000 

120 

50,000 

30,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

60,000 

35,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

30,000 

15,000 

120 

50,000 

30,000 

120 

100,000 

80,000 

120 

120,000 

90,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.007 


0.090 


0.022 


0.198 


0.012 


0.007 


0.034 


0.011 


0.058 


0.072 


0.004 


0.094 


0.038 


0.094 


0.101 


0.112 


0.004 


0.103 


0.104 


0.086 


0.515 


0.105 


0.198 


0.007 


0.025 




0.061 

0.061 

0.088 

0.088 

0.054 

0.054 

0.059 

0.059 

0.067 

0.067 

0.036 

0.036 

0.072 

0.072 

0.013 

0.013 

0.007 

0.007 

0.014 

0.014 

0.127 

0.127 

0.032 

0.032 

0.076 

0.076 

0.010 

0.010 

0.454 

0.454 

0.288 

0.288 

- 

- 

0.634 

0.634 

0.072 

0.072 

0.144 

0.144 

0.446 

0.446 

0.029 

0.029 

0.115 

0.115 

0.058 

0.058 

0.202 

0.202 






















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Bilaspura 


Bisundani 



Dhani Bhavsagar 


Dohariya 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Baneriya 

0821000902585500 

1.506 

Fresh 

Bansera 

0824000302814600 

7.088 

Fresh 



Bhagwanpura 

0824000902885700 

3.385 

Fresh 

Bheempura 

0824000302815500 

6.970 

Fresh 



0824001002903400 

1.837 

Fresh 

0824000902885600 

3.108 

Fresh 

0821000902586300 

7.548 

Fresh 


Nahar Sagar 


Non-command 


Ummed Sagar (Bhilwara) 


Nahar Sagar 


Non-command 


Nahar Sagar 


Non-command 


Ummed Sagar (Bhilwara) 


Non-command 


Ummed Sagar (Bhilwara) 


Non-command 


Nahar Sagar 


Non-command 


Arwar 


Nahar Sagar 


Non-command 


Non-command 


Ummed Sagar (Bhilwara) 


Non-command 


Nahar Sagar 


Non-command 


Non-command 


Non-command 


Non-command 



Borda 

0824000902888400 

6.678 

Fresh 

Cheeklya 

0821000902585900 

4.455 

Fresh 



Daulatpura 

0824000302821600 

5.302 

Fresh 

Deo Khera 

0824000302819800 

4.991 

Fresh 



Deo Kheri 

0824000902886100 

2.032 

Fresh 

Deopuri 

0824000302814800 

9.540 

Fresh 



0824000302820100 



Eklinghpura 

0824000902888700 

1.627 

Fresh 

Fatehpura 

0824000902888500 

2.344 

Fresh 

Gordha 

0821000902586200 

6.535 

Fresh 


Non-command 


Non-command 


Nahar Sagar 


Non-command 


Non-command 


Ummed Sagar (Bhilwara) 


Non-command 


Non-command 


Ummed Sagar (Bhilwara) 


Non-command 


Nahar Sagar 


Non-command 


Non-command 


Ummed Sagar (Bhilwara) 


Nahar Sagar 


Non-command 


Non-command 


Non-command 


Non-command 



Juwara Ka Khera 

0824000302821200 

0.685 

Fresh 

KadiSahna 

0824000302819200 

14.956 

Fresh 


Nahar Sagar 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Phyllite & Schist 

6.750 

Non-command 

Phyllite & Schist 

6.430 

Command 

Phyllite & Schist 

0.094 

Command 

Phyllite & Schist 

1.927 

Non-command 

Phyllite & Schist 

2.654 

Command 

Phyllite & Schist 

0.764 

Non-command 

Phyllite & Schist 

9.271 

Command 

Phyllite & Schist 

0.062 

Non-command 

Phyllite & Schist 

1.512 

Command 

Phyllite & Schist 

0.409 

Non-command 

Gneisses(B.G.C.) 

0.094 

Command 

Phyllite & Schist 

3.100 

Non-command 

Phyllite & Schist 

3.987 

Command 

Phyllite & Schist 

0.226 

Command 

Phyllite & Schist 

1.086 

Non-command 

Older Alluvium 

0.026 

Non-command 

Phyllite & Schist 

5.643 

Non-command 

Phyllite & Schist 

1.724 

Command 

Phyllite & Schist 

0.486 

Non-command 

Phyllite & Schist 

1.040 

Command 

Phyllite & Schist 

0.311 

Non-command 

Phyllite & Schist 

1.370 

Non-command 

Older Alluvium 

0.269 

Non-command 

Phyllite & Schist 

0.022 

Non-command 

Gneisses(B.G.C.) 

2.507 

Non-command 

Older Alluvium 

3.620 

Non-command 

Phyllite & Schist 

0.109 

Non-command 

Older Alluvium 

3.023 

Non-command 

Phyllite & Schist 

1.433 

Command 

Phyllite & Schist 

0.530 

Non-command 

Phyllite & Schist 

4.359 

Non-command 

Phyllite & Schist 

9.003 

Command 

Phyllite & Schist 

0.385 

Non-command 

Phyllite & Schist 

1.171 

Non-command 

Phyllite & Schist 

4.186 

Command 

Phyllite & Schist 

0.804 

Non-command 

Phyllite & Schist 

0.048 

Command 

Phyllite & Schist 

5.033 

Non-command 

Phyllite & Schist 

4.506 

Non-command 

Phyllite & Schist 

0.066 

Command 

Phyllite & Schist 

1.763 

Command 

Phyllite & Schist 

8.415 

Non-command 

Phyllite & Schist 

3.155 

Non-command 

Phyllite & Schist 

0.660 

Non-command 

Phyllite & Schist 

0.192 

Non-command 

Older Alluvium 

1.632 

Non-command 

Phyllite & Schist 

4.745 

Non-command 

Older Alluvium 

0.265 

Non-command 

Phyllite & Schist 

0.113 

Command 

Phyllite & Schist 

2.064 

Non-command 

Phyllite & Schist 

0.130 

Non-command 

Phyllite & Schist 

0.178 

Non-command 

Phyllite & Schist 

2.371 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

90,000 

80,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

100,000 

80,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

100,000 

80,000 

120 

120,000 

90,000 

120 

100,000 

80,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

100,000 

80,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

120,000 

90,000 

120 

100,000 

80,000 

120 

120,000 

90,000 

120 

100,000 

80,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 



MCM 

MCM 

(15) 

(16) 

0.173 

0.173 

0.158 

0.158 

- 

- 

0.043 

0.043 

0.043 

0.043 

0.043 

0.043 

0.504 

0.504 


0.072 

0.072 

0.014 

0.014 


0.475 

0.475 

0.605 

0.605 

0.029 

0.029 

0.144 

0.144 


0.778 

0.778 

0.072 

0.072 

0.029 

0.029 


0.014 

0.014 

0.072 

0.072 

0.034 

0.034 


0.586 

0.586 

0.961 

0.961 


0.140 

0.140 

0.058 

0.058 

0.101 

0.101 

0.778 

0.778 

0.677 

0.677 

0.029 

0.029 

0.072 

0.072 

0.360 

0.360 

0.072 

0.072 

- 

- 

0.360 

0.360 

0.331 

0.331 

0.014 

0.014 

0.518 

0.518 

0.202 

0.202 

0.072 

0.072 

0.096 

0.096 

0.010 

0.010 

0.076 

0.076 

0.192 

0.192 

0.043 

0.043 

0.019 

0.019 

0.058 

0.058 

- 

- 

0.043 

0.043 

0.274 

0.274 





















































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Kushayata 

0821000902586500 

9.018 

Fresh 

Lasariya 

0824000302818700 

18.193 

Fresh 

Laxmipura 

0824000302819400 

1.285 

Fresh 


Madhopura 

0821000902585600 

1.632 

Fresh 

Maganpura 

0824001002903300 

7.112 

Fresh 



Mathuranath Pura 

0824000302821000 

1.654 

Fresh 

Mehroo Khurd 

0821000902585700 

2.890 

Fresh 


Ummed Sagar (Bhilwara) 


Non-command 


Non-command 


Ummed Sagar (Bhilwara) 


Non-command 


Ummed Sagar (Bhilwara) 


Nahar Sagar 


Non-command 


Non-command 


Ummed Sagar (Bhilwara) 


Nahar Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Ummed Sagar (Bhilwara) 


Non-command 


Non-command 


Nahar Sagar 


Non-command 


Ummed Sagar (Bhilwara) 


Non-command 


Ummed Sagar (Bhilwara) 


Non-command 


Non-command 


Mindoliya 

0824000302823400 

11.499 

Fresh 

Moti Pura 

0824000302815000 

2.871 

Fresh 

Muhala 

0824000302818800 

13.831 

Fresh 

Nasarda 

0824000302819100 

10.406 

Fresh 

Naya Khera 

0824000302821300 

1.636 

Fresh 

Peeplaj 

0821000902586000 

22.256 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Peta Nahar Sagar 


Petaummaidsagar 


Sewni @ Surajpura@gopalpura 


0824000302814000 


0824000302821800 


6.632 Fresh 


9.064 Fresh 


Pondrikji Ka Khera 

0824000302819900 

5.148 

Fresh 

Pratappura 

0824000302821400 

5.294 

Fresh 

Raghunthpura (bansra Ka) 

0824000302814700 

2.547 

Fresh 

Raghurajpura 

0824000302821700 

11.643 

Fresh 

Rahar 

0824000302818000 

15.545 

Fresh 


Raipura 

0824000302821500 

3.446 

Fresh 

Santokpura 

0824000302817800 

1.833 

Fresh 

Sardar Pura 

0824000302814200 

2.482 

Fresh 


Nahar Sagar 


Non-command 


Non-command 


Ummed Sagar (Bhilwara) 


Non-command 


Non-command 


Nahar Sagar 


Non-command 


Non-command 


Ummed Sagar (Bhilwara) 


Non-command 


Non-command 


Arwar 



0824000302820800 


7.507 Fresh 


Nahar Sagar 


Non-command 


Non-command 


Ummed Sagar (Bhilwara) 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Phyllite & Schist 

12.584 

Non-command 

Older Alluvium 

0.385 

Non-command 

Phyllite & Schist 

5.328 

Non-command 

Phyllite & Schist 

1.152 

Command 

Phyllite & Schist 

0.192 

Non-command 

Phyllite & Schist 

0.125 

Command 

Phyllite & Schist 

6.400 

Command 

Phyllite & Schist 

1.624 

Non-command 

Phyllite & Schist 

0.074 

Non-command 

Phyllite & Schist 

0.285 

Command 

Phyllite & Schist 

1.297 

Command 

Phyllite & Schist 

4.104 

Non-command 

Phyllite & Schist 

2.296 

Non-command 

Gneisses(B.G.C.) 

0.084 

Non-command 

Phyllite & Schist 

16.543 

Non-command 

Phyllite & Schist 

0.755 

Command 

Phyllite & Schist 

0.529 

Non-command 

Gneisses(B.G.C.) 

1.133 

Non-command 

Older Alluvium 

0.118 

Non-command 

Phyllite & Schist 

0.042 

Command 

Phyllite & Schist 

3.221 

Non-command 

Phyllite & Schist 

0.032 

Command 

Phyllite & Schist 

3.219 

Non-command 

Phyllite & Schist 

5.111 

Command 

Phyllite & Schist 

0.483 

Non-command 

Phyllite & Schist 

1.654 

Non-command 

Gneisses(B.G.C.) 

0.900 

Non-command 

Older Alluvium 

0.694 

Non-command 

Phyllite & Schist 

0.172 

Non-command 

Phyllite & Schist 

2.871 

Non-command 

Phyllite & Schist 

12.271 

Non-command 

Phyllite & Schist 

9.398 

Non-command 

Phyllite & Schist 

0.037 

Non-command 

Older Alluvium 

1.990 

Non-command 

Phyllite & Schist 

16.597 

Command 

Phyllite & Schist 

0.300 

Non-command 

Phyllite & Schist 

0.031 

Non-command 

Phyllite & Schist 

0.885 

Command 

Phyllite & Schist 

1.156 

Non-command 

Phyllite & Schist 

5.011 

Non-command 

Phyllite & Schist 

1.707 

Command 

Phyllite & Schist 

2.547 

Non-command 

Phyllite & Schist 

0.007 

Non-command 

Phyllite & Schist 

12.686 

Command 

Phyllite & Schist 

2.557 

Non-command 

Phyllite & Schist 

0.773 

Non-command 

Phyllite & Schist 

0.913 

Command 

Gneisses(B.G.C.) 

0.094 

Command 

Phyllite & Schist 

1.882 

Command 

Phyllite & Schist 

0.346 

Non-command 

Phyllite & Schist 

0.130 

Non-command 

Phyllite & Schist 

2.919 

Command 

Phyllite & Schist 

3.895 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

90,000 

80,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

90,000 

80,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

120,000 

90,000 

120 

100,000 

80,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

110,000 

90,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 



Wells with 
Pumpset 


MCM 


(15) 


1.426 




0.072 0.072 


0.014 

0.014 

0.072 

0.072 

0.533 

0.533 

0.288 

0.288 

0.010 

0.010 

0.922 

0.922 

0.072 

0.072 

0.043 

0.043 

0.067 

0.067 

0.008 

0.008 



0.374 

0.374 

0.490 

0.490 

0.043 

0.043 

0.230 

0.230 

0.125 

0.125 

0.108 

0.108 

0.014 

0.014 

0.043 

0.043 

0.994 

0.994 

0.101 

0.101 

0.014 

0.014 

0.065 

0.065 

0.518 

0.518 



0.014 

0.014 

0.014 

0.014 

0.504 

0.504 

0.173 

0.173 

0.072 

0.072 


1.022 

1.022 

0.202 

0.202 

0.086 

0.086 

0.072 

0.072 



0.029 

0.029 

0.043 

0.043 


























































































































































































































































































































































































































































































































































































































































































Micro-watershed 



07006049 


Teetora Mafi 


Topa @ Nayagaon 


Ummedpura 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


48.445 Fresh 


Shambhoopura 

0824000302820500 

1.469 

Fresh 

Shivpura 

0824000302820900 

4.529 

Fresh 

Shokya Khera 

0821000902586100 

9.270 

Fresh 

Sola Ka Khera 

0824000302821100 

2.648 

Fresh 

Surajpura (kadi Sahna) 

0824000302819700 

1.126 

Fresh 

Taswariya 

0824001002910300 

13.715 

Fresh 

Taswariya Bansa 

0824000302814300 

30.069 

Fresh 


Non-command 


Ummed Sagar (Bhilwara) 


Non-command 


Non-command 


Non-command 


Non-command 


Ummed Sagar (Bhilwara) 


Non-command 


Arwar 



0824001002903200 

10.028 

Fresh 

0824000302817900 

2.268 

Fresh 

0821000902586400 

2.398 

Fresh 

0824000302814100 

8.199 

Fresh 


Nahar Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Arwar 



Amarpura 

0824000302817700 

2.164 

Fresh 

Amli Kaloosingh 

0824000302813500 

9.901 

Fresh 


Arniya Ghora 

0824000302817400 

8.230 

Fresh 

Baldarkha 

0824000402825100 

14.450 

Fresh 

Balesariya 

0824000402830300 

8.245 

Fresh 


Non-command 


Non-command 


Arwar 


Non-command 


Non-command 


Non-command 


Non-command 


Bamniya 

0824000402829200 

16.300 

Fresh 

Beran 

0824000402828300 

14.191 

Fresh 


Non-command 


Non-command 


Beskalai 

0824000402827600 

9.509 

Fresh 

Bhatera 

0824000402825200 

11.293 

Fresh 

Bhawanipura 

0824000202807900 

4.386 

Fresh 


Non-command 


Non-command 


Non-command 


Bheempura 


0824000302815500 


6.970 Fresh 


Biliya 

0824000302816200 

10.452 

Fresh 

Borda 

0824000302817000 

16.101 

Fresh 

Dabla 

0824000402824900 

15.046 

Fresh 


Nahar Sagar 


Non-command 


Non-command 


Non-command 


Non-command 



Dagas 

0824000402825400 

3.089 

Fresh 

Delas 

0824000302815900 

5.485 

Fresh 

Deori 

0824000302816400 

4.687 

Fresh 

Dhamaniya 

0824000402826200 

6.291 

Fresh 


Dhokaliya 

0824000302813600 

5.436 

Fresh 

Dhuwaliya 

0824000202809000 

15.886 

Fresh 

Dodwaniyon Ka Khera 

0824000402828200 

10.579 

Fresh 

Dohariya 

0824000302815400 

11.579 

Fresh 

Dudla 

0824000402829900 

8.363 

Fresh 

Fatehpura @ Beski 

0824000302816900 

2.499 

Fresh 

Ganeshpura 

0824000302815800 

2.239 

Fresh 

Ganglas 

0824000102801100 

12.031 

Fresh 

Gharta 

0824000402825000 

10.161 

Fresh 


Sareri 


Non-command 


Non-command 


Non-command 


Non-command 


Sareri 


Non-command 


Non-command 


Non-command 


Nahar Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

27.908 

Command 

Phyllite & Schist 

10.648 

Non-command 

Phyllite & Schist 

1.469 

Non-command 

Phyllite & Schist 

4.522 

Non-command 

Phyllite & Schist 

9.270 

Non-command 

Phyllite & Schist 

2.072 

Command 

Phyllite & Schist 

1.126 

Non-command 

Phyllite & Schist 

0.425 

Command 

Gneisses(B.G.C.) 

6.860 

Command 

Phyllite & Schist 

6.828 

Command 

Phyllite & Schist 

8.230 

Non-command 

Phyllite & Schist 

4.140 

Non-command 

Phyllite & Schist 

1.468 

Non-command 

Phyllite & Schist 

2.259 

Non-command 

Gneisses(B.G.C.) 

1.564 

Command 

Gneisses(B.G.C.) 

2.227 

Command 

Phyllite & Schist 

0.233 

Non-command 

Phyllite & Schist 

0.023 

Non-command 

Phyllite & Schist 

2.164 

Command 

Phyllite & Schist 

0.000 

Non-command 

Phyllite & Schist 

9.800 

Non-command 

Phyllite & Schist 

8.230 

Non-command 

Phyllite & Schist 

14.450 

Non-command 

Gneisses(B.G.C.) 

0.515 

Non-command 

Phyllite & Schist 

0.667 

Non-command 

Phyllite & Schist 

0.513 

Non-command 

Gneisses(B.G.C.) 

9.982 

Non-command 

Phyllite & Schist 

3.835 

Non-command 

Phyllite & Schist 

9.419 

Non-command 

Phyllite & Schist 

11.293 

Non-command 

Gneisses(B.G.C.) 

0.085 

Non-command 

Phyllite & Schist 

0.210 

Command 

Phyllite & Schist 

0.024 

Non-command 

Phyllite & Schist 

5.266 

Non-command 

Phyllite & Schist 

10.452 

Non-command 

Phyllite & Schist 

16.101 

Non-command 

Gneisses(B.G.C.) 

3.363 

Non-command 

Phyllite & Schist 

8.191 

Command 

Phyllite & Schist 

0.012 

Non-command 

Phyllite & Schist 

3.089 

Non-command 

Phyllite & Schist 

5.485 

Non-command 

Phyllite & Schist 

4.687 

Non-command 

Phyllite & Schist 

5.886 

Command 

Phyllite & Schist 

0.405 

Non-command 

Phyllite & Schist 

5.436 

Non-command 

Gneisses(B.G.C.) 

0.436 

Non-command 

Gneisses(B.G.C.) 

1.941 

Command 

Phyllite & Schist 

0.009 

Non-command 

Phyllite & Schist 

2.007 

Non-command 

Phyllite & Schist 

2.499 

Non-command 

Phyllite & Schist 

2.239 

Non-command 

Gneisses(B.G.C.) 

0.511 

Non-command 

Gneisses(B.G.C.) 

1.415 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

100,000 

80,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

70,000 

50,000 

120 

130,000 

120,000 

120 

90,000 

80,000 

120 

110,000 

90,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

130,000 

120,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

50,000 

30,000 

120 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.446 

0.446 

0.240 

0.240 

0.158 

0.158 

0.144 

0.160 

0.018 

0.018 

0.216 

0.216 

0.288 

0.288 

0.346 

0.346 

0.173 

0.173 

0.066 

0.066 

0.144 

0.144 

0.096 

0.096 



0.029 

0.029 

2.002 

2.002 

1.000 

1.011 

0.030 

0.030 

0.050 

0.050 

0.025 

0.025 

0.264 

0.272 

0.143 

0.143 

0.823 

0.823 

0.756 

0.756 



0.274 

0.274 

0.043 

0.043 

0.562 

0.562 

0.276 

0.284 

0.949 

0.981 

- 

- ! 

0.479 

0.479 

0.173 

0.173 

0.130 

0.130 

0.101 

0.101 

0.008 

0.008 

0.115 

0.115 

0.010 

0.010 

0.048 

0.048 

- 

- 

0.084 

0.084 

0.259 

0.259 

0.072 

0.072 

0.014 

0.014 

0.090 

0.090 




























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Hukampura 

0824000302812200 

6.725 

Fresh 

Iras 

0824000102800600 

10.955 

Fresh 

Jaliya Khera 

0824000402825600 

3.773 

Fresh 

Jasoriya 

0824000402824800 

16.506 

Fresh 


Jaswanpura 

0824000402828500 

3.609 

Fresh 

Jhatal 

0824000402826800 

7.780 

Fresh 

Juwara Ka Khera 

0824000302821200 

0.685 

Fresh 

Kanechhan Kalan 

0824000302813900 

27.912 

Fresh 


Arwar 


Non-command 


Non-command 


Non-command 


Sareri 


Non-command 


Non-command 


Non-command 


Arwar 



Kasoriya 

0824000402824700 

15.387 

Fresh 

Khamor 

0824000302813400 

29.579 

Fresh 


Sareri 


Non-command 


Khatan Kheri 

0824000402827500 

6.774 

Fresh 

Khera Raj Pura @ Suratsingh Ka K 

0824000302822500 

5.552 

Fresh 

Khumanpura 

0824000102801000 

1.467 

Fresh 

Kotri 

0824000402825500 

2.268 

Fresh 

Kundiya Kalan 

0824000402825800 

23.356 

Fresh 


Kundiya Khurd 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0824000402825700 


13.033 Fresh 


Lamba 

0824000402829100 

7.156 

Fresh 

Lambia Kalan 

0824000402827900 

21.570 

Fresh 


Sareri 


Non-command 


Sareri 


Non-command 


Non-command 


Lambia Khurd 

0824000402827800 

11.868 

Fresh 

Lotiyas 

0824000402826400 

9.205 

Fresh 

Mandi 

0824000402825300 

3.010 

Fresh 

Mataji Ka Khera 

0824000302819500 

7.151 

Fresh 

Mengras 

0824000402827700 

13.436 

Fresh 

Meoda 

0824000302817200 

2.451 

Fresh 

Moriya Khera 

0824000402827400 

3.169 

Fresh 

Musha 

0824000402826900 

7.790 

Fresh 

Mushi 

0824000402827000 

19.144 

Fresh 

Nai Rajyas 

0824000302812700 

7.356 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Arwar 


Non-command 



Nanakpura 

0824000502844700 

3.896 

Fresh 

Narayan Pura 

0824000302817300 

2.721 

Fresh 

Nathriyas 

0824000302812900 

4.453 

Fresh 

Naya Khera 

0824000302821300 

1.636 

Fresh 

Naya Sarsoonda 

0824000302813800 

4.542 

Fresh 

Naya Talab 

0824000302816100 

4.496 

Fresh 

Nimbahera Kalan 

0824000402826600 

5.619 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

8.746 

Non-command 

Gneisses(B.G.C.) 

0.152 

Non-command 

Phyllite & Schist 

5.180 

Command 

Gneisses(B.G.C.) 

0.257 

Non-command 

Gneisses(B.G.C.) 

0.212 

Non-command 

Phyllite & Schist 

3.773 

Non-command 

Phyllite & Schist 

0.146 

Command 

Phyllite & Schist 

0.599 

Non-command 

Phyllite & Schist 

3.572 

Non-command 

Phyllite & Schist 

7.780 

Non-command 

Phyllite & Schist 

0.507 

Command 

Gneisses(B.G.C.) 

10.458 

Command 

Phyllite & Schist 

3.400 

Non-command 

Gneisses(B.G.C.) 

0.147 

Non-command 

Phyllite & Schist 

13.332 

Command 

Gneisses(B.G.C.) 

0.175 

Command 

Phyllite & Schist 

2.380 

Non-command 

Gneisses(B.G.C.) 

0.607 

Non-command 

Phyllite & Schist 

4.012 

Command 

Phyllite & Schist 

0.011 

Non-command 

Gneisses(B.G.C.) 

10.965 

Non-command 

Phyllite & Schist 

13.001 

Non-command 

Phyllite & Schist 

6.774 

Non-command 

Phyllite & Schist 

0.193 

Non-command 

Gneisses(B.G.C.) 

0.000 

Non-command 

Phyllite & Schist 

2.268 

Non-command 

Gneisses(B.G.C.) 

0.006 

Non-command 

Phyllite & Schist 

17.304 

Command 

Phyllite & Schist 

5.976 

Non-command 

Phyllite & Schist 

3.774 

Command 

Phyllite & Schist 

8.778 

Non-command 

Phyllite & Schist 

0.692 

Non-command 

Gneisses(B.G.C.) 

4.361 

Non-command 

Phyllite & Schist 

16.851 

Non-command 

Phyllite & Schist 

11.868 

Non-command 

Phyllite & Schist 

9.205 

Non-command 

Phyllite & Schist 

3.010 

Non-command 

Phyllite & Schist 

1.557 

Non-command 

Phyllite & Schist 

13.436 

Non-command 

Phyllite & Schist 

2.451 

Non-command 

Phyllite & Schist 

3.169 

Non-command 

Phyllite & Schist 

7.790 

Non-command 

Phyllite & Schist 

17.681 

Command 

Gneisses(B.G.C.) 

0.278 

Non-command 

Gneisses(B.G.C.) 

0.508 

Non-command 

Phyllite & Schist 

0.010 

Non-command 

Gneisses(B.G.C.) 

0.029 

Non-command 

Phyllite & Schist 

2.721 

Non-command 

Phyllite & Schist 

1.482 

Non-command 

Phyllite & Schist 

1.599 

Non-command 

Phyllite & Schist 

4.542 

Non-command 

Phyllite & Schist 

4.496 

Non-command 

Phyllite & Schist 

5.619 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

130,000 

120,000 

120 

110,000 

90,000 

120 

130,000 

120,000 

120 

110,000 

90,000 

120 

130,000 

120,000 

120 

110,000 

90,000 

120 

130,000 

120,000 

120 

110,000 

90,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

130,000 

120,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

130,000 

120,000 

120 

80,000 

60,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.781 

0.781 

0.006 

0.006 

0.210 

0.210 

- 

- 

0.011 

0.011 

0.193 

0.193 


0.008 

0.008 

0.101 

0.101 

0.412 

0.412 

0.130 

0.130 

0.065 

0.065 

0.029 

0.029 



0.022 

0.022 

0.029 

0.029 

0.412 

0.412 

0.014 

0.014 

- 

- 

0.168 

0.168 

- 

- 

1.000 

1.011 

0.344 

0.355 

0.134 

0.134 

0.302 

0.313 

0.050 

0.050 

0.216 

0.224 

1.184 

1.206 

0.487 

0.487 

0.630 

0.630 

0.025 

0.025 

0.144 

0.144 

0.580 

0.591 

0.101 

0.101 

0.067 

0.067 

0.437 

0.437 

1.033 

1.033 



0.389 

0.389 

0.029 

0.029 

0.346 

0.346 

0.043 

0.043 

0.245 

0.245 

0.403 

0.403 



















































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

Nimbahera Khurd 

0824000402826700 

4.283 

Fresh 

Nimbera 

0824000302817100 

6.144 

Fresh 

Nola Ka Khera 

0824000402827300 

1.596 

Fresh 

Panotiya 

0824000302812800 

7.055 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Patiyon Ka Khera 

0824000102800900 

1.590 

Fresh 

Peta Nahar Sagar 

0824000302814000 

6.632 

Fresh 



Phooliya Khurd 


Pratappura 


Rahar 


Raipura 


Rakshi 


Rampura 


Rampuriya 


Rayla 


0824000302822400 

13.137 

Fresh 

0824000302821400 

5.294 

Fresh 

0824000402827100 

1.166 

Fresh 

0824000302818000 

15.545 

Fresh 

0824000302821500 

3.446 

Fresh 

0824000402829000 

7.860 

Fresh 

0824000302813300 

4.840 

Fresh 

0824000102800700 

7.044 

Fresh 

0824000402826100 

25.449 

Fresh 


Non-command 


Arwar 


Nahar Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Roopaheli Khurd 


Rooppura 


Sadas 


Salriya Kalan 


Sameliya 


Samelpura 


Sankhliya 


Sanodiya 


0824000402828000 

12.711 

Fresh 

0824000302816000 

6.817 

Fresh 

0824000402828700 

1.560 

Fresh 

0824000402826500 

4.177 

Fresh 

0824000402828900 

9.579 

Fresh 

0824000302816500 

11.619 

Fresh 

0824000402828400 

1.225 

Fresh 

0824000302815700 

1.510 

Fresh 

0824000202808000 

12.445 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Santokpura 

0824000302817800 

1.833 

Fresh 

Saransh 

0824000302816300 

9.362 

Fresh 

Sardar Pura 

0824000302814200 

2.482 

Fresh 


Sardarpura 

0824000402828800 

1.945 

Fresh 

Sardarpura (arniyaka) 

0824000302817600 

3.045 

Fresh 

Shahpura (M) 

0824000342403000 

48.445 

Fresh 

Shahpura (rural) 

0824000302817500 

0.373 

Fresh 

Shambhoopura 

0824000302816700 

2.306 

Fresh 

Shree Nagar 

0824000302815600 

1.767 

Fresh 

Sola Ka Khera 

0824000302821100 

2.648 

Fresh 

Somsyas 

0824000402826300 

2.965 

Fresh 

Surajpura 

0824000402828600 

4.132 

Fresh 

Surajpura (biliyaka) 

0824000302816600 

3.345 

Fresh 

Tahnal 

0824000302816800 

13.221 

Fresh 

Taswariya Khurd 

0824000302822600 

7.708 

Fresh 

Theekariya 

0824000402826000 

1.416 

Fresh 

Topa @ Nayagaon 

0824000302817900 

2.268 

Fresh 

Ummedpura 

0824000302814100 

8.199 

Fresh 


Non-command 


Non-command 


Arwar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Arwar 



Upreda 

0824000402827200 

10.239 

Fresh 

Vijaypur 

0824000402824600 

9.208 

Fresh 


Non-command 


Non-command 


Non-command 


Sareri 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

(7) 

( 8 ) 

Non-command 

Phyllite & Schist 

4.283 

Non-command 

Phyllite & Schist 

6.144 

Non-command 

Phyllite & Schist 

1.596 

Non-command 

Gneisses(B.G.C.) 

0.013 

Non-command 

Phyllite & Schist 

0.171 

Non-command 

Gneisses(B.G.C.) 

0.013 

Command 

Phyllite & Schist 

0.787 

Command 

Phyllite & Schist 

0.203 

Non-command 

Phyllite & Schist 

5.312 

Non-command 

Phyllite & Schist 

2.975 

Non-command 

Phyllite & Schist 

3.568 

Non-command 

Phyllite & Schist 

1.162 

Non-command 

Phyllite & Schist 

0.302 

Non-command 

Phyllite & Schist 

0.162 

Non-command 

Phyllite & Schist 

4.680 

Non-command 

Gneisses(B.G.C.) 

0.033 

Non-command 

Gneisses(B.G.C.) 

0.268 

Non-command 

Gneisses(B.G.C.) 

11.607 

Non-command 

Phyllite & Schist 

12.638 

Non-command 

Gneisses(B.G.C.) 

0.193 

Non-command 

Phyllite & Schist 

6.817 

Non-command 

Phyllite & Schist 

1.560 

Non-command 

Phyllite & Schist 

4.177 

Non-command 

Phyllite & Schist 

4.345 

Non-command 

Phyllite & Schist 

11.619 

Non-command 

Phyllite & Schist 

0.577 

Non-command 

Phyllite & Schist 

1.510 

Non-command 

Gneisses(B.G.C.) 

0.146 

Non-command 

Phyllite & Schist 

0.944 

Non-command 

Phyllite & Schist 

0.920 

Non-command 

Phyllite & Schist 

9.362 

Command 

Phyllite & Schist 

0.008 

Non-command 

Phyllite & Schist 

0.022 

Non-command 

Phyllite & Schist 

1.945 

Non-command 

Phyllite & Schist 

3.045 

Non-command 

Phyllite & Schist 

9.889 

Non-command 

Phyllite & Schist 

0.373 

Non-command 

Phyllite & Schist 

2.306 

Non-command 

Phyllite & Schist 

1.767 

Non-command 

Phyllite & Schist 

0.576 

Non-command 

Phyllite & Schist 

2.965 

Non-command 

Phyllite & Schist 

3.021 

Non-command 

Phyllite & Schist 

3.345 

Non-command 

Phyllite & Schist 

13.221 

Non-command 

Phyllite & Schist 

0.043 

Non-command 

Phyllite & Schist 

1.416 

Non-command 

Phyllite & Schist 

0.010 

Command 

Gneisses(B.G.C.) 

2.557 

Command 

Phyllite & Schist 

1.802 

Non-command 

Phyllite & Schist 

0.305 

Non-command 

Phyllite & Schist 

10.105 

Non-command 

Phyllite & Schist 

2.506 

Command 

Phyllite & Schist 

2.272 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

90,000 

70,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

130,000 

120,000 

120 

50,000 

30,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

130,000 

120,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

130,000 

120,000 

120 

110,000 

90,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM 


( 15 ) 


0.680 


0.130 


0.076 




0.043 

0.043 

0.144 

0.144 

0.360 

0.360 

0.059 

0.059 

0.029 

0.029 

0.014 

0.014 

0.176 

0.187 

- 

- 

0.004 

0.004 

0.408 

0.408 

0.622 

0.622 

0.006 

0.006 

0.864 

0.864 

0.118 

0.118 

0.294 

0.294 

0.286 

0.297 

0.101 

0.101 

0.017 

0.017 

0.302 

0.302 

0.005 

0.005 

0.034 

0.034 

0.086 

0.086 

0.187 

0.187 



0.109 

0.109 

0.317 

0.317 


1.037 

1.037 

0.706 

0.706 

0.173 

0.173 

0.043 

0.043 

0.134 

0.134 

0.084 

0.084 

0.058 

0.058 

2.448 

2.448 

- 

- 

0.059 

0.059 



0.554 

0.576 

0.084 

0.084 

0.076 

0.076 







































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


(V 


07006050 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


(2) 

(3) 

(4) 

(5) 

Amarpura Madanpura 

0824000302820700 

5.253 

Fresh 

Amli 

0824000402832300 

2.546 

Fresh 

Babrana 

0824000402832200 

7.801 

Fresh 

Balesariya 

0824000402830300 

8.245 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Bamniya 

0824000402829200 

16.300 

Fresh 

Banera 

0824000402831500 

26.163 

Fresh 


Baresara 


Beran 


Beskalai 


Bheemnagar 


Bhempura 


Chalaniya 


Chhapri 


Danta Nilawari 


Daulatpura 


Non-command 


Non-command 



0824000302822300 

5.320 

Fresh 

0824000402828300 

14.191 

Fresh 

0824000402827600 

9.509 

Fresh 

0824000302822000 

1.865 

Fresh 

0824000402829500 

2.098 

Fresh 

0824000302823300 

11.262 

Fresh 

0824000802873500 

10.201 

Fresh 

0824000402830500 

3.078 

Fresh 

0824000302821600 

5.302 

Fresh 

0824000402832900 

3.240 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Mandal 


Non-command 


Non-command 


Mandal 



Dheekola 

0824000302822200 

27.609 

Fresh 

Dhola Danta 

0824000402829800 

1.313 

Fresh 

Dudla 

0824000402829900 

8.363 

Fresh 

Eklinghpura 

0824000902888700 

1.627 

Fresh 

Gadri Khera 

0824000802873800 

2.677 

Fresh 

Ganeshpura 

0824000402832800 

6.076 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Mandal 


Girdiya 

0824000302823500 

7.890 

Fresh 

Gopalpura 

0824000402832500 

7.408 

Fresh 



Hataipura 

0824000402830100 

3.295 

Fresh 

Hooniya Khera 

0824000802873600 

1.990 

Fresh 


Non-command 


Mandal 


Non-command 


Mandal 


Non-command 


Non-command 


Mandal 



Intmariya 

0824000302822700 

10.779 

Fresh 

Jaswanpura 

0824000402828500 

3.609 

Fresh 

Jorawarpura 

0824000402829300 

3.915 

Fresh 

Kalsans 

0824000402833000 

12.046 

Fresh 


Kalyanpura 

0824000402830000 

5.701 

Fresh 

Kankoliya 

0824000402832100 

1.446 

Fresh 

Karamdas 

0824000302823100 

14.643 

Fresh 

Kashiramji Ka Khera 

0824000302822800 

4.909 

Fresh 

Khayra 

0824000802874100 

5.179 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Mandal 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Khera Raj Pura @ Suratsingh Ka K 

0824000302822500 

5.552 

Fresh 

Kherliya 

0824000402832600 

4.334 

Fresh 


Non-command 


Mandal 



Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

0.888 

Non-command 

Phyllite & Schist 

2.541 

Non-command 

Phyllite & Schist 

7.801 

Non-command 

Gneisses(B.G.C.) 

0.967 

Non-command 

Phyllite & Schist 

5.993 

Non-command 

Phyllite & Schist 

15.787 

Non-command 

Gneisses(B.G.C.) 

8.827 

Non-command 

Phyllite & Schist 

14.914 

Non-command 

Gneisses(B.G.C.) 

1.325 

Non-command 

Phyllite & Schist 

6.185 

Non-command 

Phyllite & Schist 

5.320 

Non-command 

Gneisses(B.G.C.) 

0.028 

Non-command 

Phyllite & Schist 

0.090 

Non-command 

Phyllite & Schist 

1.865 

Non-command 

Phyllite & Schist 

2.098 

Non-command 

Phyllite & Schist 

9.816 

Command 

Gneisses(B.G.C.) 

0.782 

Non-command 

Gneisses(B.G.C.) 

0.008 

Non-command 

Phyllite & Schist 

4.131 

Command 

Gneisses(B.G.C.) 

1.213 

Command 

Phyllite & Schist 

1.386 

Non-command 

Phyllite & Schist 

0.184 

Non-command 

Phyllite & Schist 

27.609 

Non-command 

Phyllite & Schist 

1.313 

Non-command 

Phyllite & Schist 

6.356 

Non-command 

Phyllite & Schist 

0.078 

Non-command 

Phyllite & Schist 

2.677 

Command 

Gneisses(B.G.C.) 

0.085 

Command 

Phyllite & Schist 

0.397 

Non-command 

Phyllite & Schist 

0.017 

Command 

Phyllite & Schist 

0.202 

Non-command 

Phyllite & Schist 

7.207 

Command 

Phyllite & Schist 

0.806 

Non-command 

Phyllite & Schist 

7.846 

Non-command 

Phyllite & Schist 

3.295 

Command 

Gneisses(B.G.C.) 

1.235 

Command 

Phyllite & Schist 

0.439 

Non-command 

Phyllite & Schist 

0.153 

Non-command 

Phyllite & Schist 

10.779 

Non-command 

Phyllite & Schist 

0.037 

Non-command 

Phyllite & Schist 

3.915 

Command 

Gneisses(B.G.C.) 

0.001 

Non-command 

Gneisses(B.G.C.) 

0.018 

Non-command 

Phyllite & Schist 

5.698 

Non-command 

Phyllite & Schist 

1.048 

Non-command 

Phyllite & Schist 

14.643 

Non-command 

Phyllite & Schist 

4.909 

Non-command 

Gneisses(B.G.C.) 

0.518 

Non-command 

Phyllite & Schist 

4.442 

Non-command 

Phyllite & Schist 

5.358 

Command 

Gneisses(B.G.C.) 

0.117 

Command 

Phyllite & Schist 

0.959 

Non-command 

Phyllite & Schist 

3.015 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

130,000 

120,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

130,000 

120,000 

120 

30,000 

20,000 

120 

70,000 

50,000 

120 

130,000 

120,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

30,000 

20,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

90,000 

70,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

130,000 

120,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 



MCM 

MCM 

(15) 

(16) 

0.058 

0.058 

0.151 

0.151 

0.386 

0.397 

0.054 

0.054 

0.462 

0.473 

0.706 

0.728 

0.102 

0.161 

0.235 

0.365 

0.018 

0.026 

0.126 

0.158 

0.317 

0.317 

- 

- 

0.008 

0.008 

0.058 

0.058 

0.176 

0.176 

0.187 

0.187 

0.022 

0.022 

- 

- 

0.230 

0.230 

0.018 

0.018 

0.025 

0.025 


0.432 

0.432 

0.126 

0.126 

0.277 

0.277 

0.010 

0.010 

0.034 

0.034 



0.008 

0.008 

0.176 

0.187 

0.005 

0.005 

0.050 

0.050 

0.176 

0.176 

0.187 

0.194 

0.067 

0.071 

0.024 

0.024 

0.504 

0.504 



0.168 

0.168 

0.302 

0.324 

0.590 

0.590 

0.072 

0.072 

0.014 

0.014 

0.122 

0.126 

0.230 

0.230 

- 

- 

0.034 

0.034 

0.109 

0.120 

















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Kishanpuriya 

0824000402831600 

0.999 

Fresh 

Kodlai 

0824000402829600 

3.139 

Fresh 

Kunwar 

0824000402832000 

6.071 

Fresh 

Lakshmipura 

0824000402832700 

3.091 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Mandal 



Lamba 

0824000402829100 

7.156 

Fresh 

Lapiya 

0824000402832400 

6.538 

Fresh 


Lasadiya 

0824000402831900 

9.797 

Fresh 

Lulas 

0824000302823600 

12.004 

Fresh 

Mahtab Sagar 

0824000402831700 

1.358 

Fresh 

Mahuwa Kalan 

0824000802874300 

15.155 

Fresh 


Non-command 


Non-command 


Mandal 


Non-command 


Non-command 


Non-command 


Non-command 


Mandal 



Mindoliya 

0824000302823400 

11.499 

Fresh 

Mundeta 

0824000302824200 

15.149 

Fresh 


Mandal 


Non-command 


Non-command 


Non-command 


Mundeti 

0824000302824100 

2.516 

Fresh 

Mushi 

0824000402827000 

19.144 

Fresh 

Nahargarh 

0824000302822900 

4.818 

Fresh 

Nanakpura 

0824000502844700 

3.896 

Fresh 

Nanodiya 

0824000402831400 

4.927 

Fresh 

Nogawan 

0824000302823200 

5.876 

Fresh 

Parliya Khera 

0824000802874000 

9.714 

Fresh 

Petaummaidsagar 

0824000302821800 

9.064 

Fresh 


Phooliya Khurd 


Pratappura 


Ragaspuriya 


Raghunathpura 


Raghurajpura 


Raipura 


Rakshi 


Rampura Naya 


Rampuriya @ Payra 


0824000302822400 

13.137 

Fresh 

0824000302821400 

5.294 

Fresh 

0824000402827100 

1.166 

Fresh 

0824000302822100 

0.509 

Fresh 

0824000302821900 

4.465 

Fresh 

0824000302821700 

11.643 

Fresh 

0824000302821500 

3.446 

Fresh 

0824000402829000 

7.860 

Fresh 

0824000302823700 

2.301 

Fresh 

0824000402830400 

1.828 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Ummed Sagar (Bhilwara) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Salriya Kalan 

0824000402828900 

9.579 

Fresh 

Samelpura 

0824000402828400 

1.225 

Fresh 

Sangrampura 

0824000402831800 

7.161 

Fresh 

Sardarnagar 

0824000402829400 

17.161 

Fresh 

Seedriyas 

0824000802874400 

9.056 

Fresh 

Sewni @ Surajpura@gopalpura 

0824000302820800 

7.507 

Fresh 

Shivpura 

0824000302820900 

4.529 

Fresh 

Sultan Garh 

0824000402829700 

5.318 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

0.999 

Non-command 

Phyllite & Schist 

3.139 

Non-command 

Phyllite & Schist 

6.071 

Command 

Gneisses(B.G.C.) 

0.099 

Command 

Phyllite & Schist 

2.164 

Non-command 

Phyllite & Schist 

0.027 

Non-command 

Phyllite & Schist 

6.464 

Command 

Phyllite & Schist 

0.288 

Non-command 

Phyllite & Schist 

5.460 

Non-command 

Phyllite & Schist 

9.797 

Non-command 

Phyllite & Schist 

8.768 

Non-command 

Phyllite & Schist 

1.358 

Command 

Gneisses(B.G.C.) 

0.007 

Command 

Phyllite & Schist 

0.824 

Non-command 

Gneisses(B.G.C.) 

5.944 

Non-command 

Phyllite & Schist 

5.443 

Command 

Phyllite & Schist 

2.220 

Non-command 

Phyllite & Schist 

1.339 

Non-command 

Phyllite & Schist 

6.612 

Non-command 

Gneisses(B.G.C.) 

1.280 

Non-command 

Phyllite & Schist 

8.121 

Non-command 

Phyllite & Schist 

0.219 

Non-command 

Phyllite & Schist 

1.463 

Non-command 

Phyllite & Schist 

4.818 

Non-command 

Gneisses(B.G.C.) 

0.355 

Non-command 

Gneisses(B.G.C.) 

0.178 

Non-command 

Phyllite & Schist 

5.876 

Non-command 

Phyllite & Schist 

9.714 

Non-command 

Phyllite & Schist 

6.989 

Command 

Phyllite & Schist 

0.034 

Non-command 

Phyllite & Schist 

10.162 

Non-command 

Phyllite & Schist 

0.019 

Non-command 

Phyllite & Schist 

0.004 

Non-command 

Phyllite & Schist 

0.509 

Non-command 

Phyllite & Schist 

4.465 

Non-command 

Phyllite & Schist 

11.637 

Non-command 

Phyllite & Schist 

2.511 

Non-command 

Phyllite & Schist 

3.180 

Non-command 

Phyllite & Schist 

0.444 

Non-command 

Gneisses(B.G.C.) 

0.284 

Non-command 

Phyllite & Schist 

0.070 

Command 

Gneisses(B.G.C.) 

5.029 

Command 

Phyllite & Schist 

3.509 

Non-command 

Gneisses(B.G.C.) 

1.868 

Non-command 

Phyllite & Schist 

1.229 

Non-command 

Phyllite & Schist 

5.234 

Non-command 

Phyllite & Schist 

0.647 

Non-command 

Phyllite & Schist 

7.135 

Non-command 

Phyllite & Schist 

17.161 

Non-command 

Gneisses(B.G.C.) 

0.609 

Non-command 

Phyllite & Schist 

0.693 

Non-command 

Phyllite & Schist 

0.007 

Non-command 

Gneisses(B.G.C.) 

0.000 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

130,000 

120,000 

120 

110,000 

90,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

130,000 

120,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

130,000 

120,000 

120 

30,000 

20,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

130,000 

120,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

30,000 

20,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.151 


0.588 


0.227 




0.479 

0.479 

0.017 

0.017 

0.311 

0.322 

0.202 

0.213 

0.187 

0.187 

0.084 

0.084 



0.010 

0.010 

0.007 

0.007 

0.252 

0.274 

0.151 

0.162 

0.331 

0.331 

0.032 

0.032 

0.259 

0.259 

0.014 

0.014 

0.084 

0.084 

0.043 

0.043 

0.007 

0.007 

0.006 

0.006 

0.173 

0.173 

0.065 

0.065 

0.086 

0.086 



0.029 

0.029 

0.115 

0.115 

0.475 

0.475 

0.288 

0.288 

0.118 

0.118 

0.043 

0.043 

0.012 

0.037 

0.008 

0.019 

0.089 

0.089 

0.062 

0.062 

0.034 

0.034 

0.022 

0.022 

0.344 

0.355 

0.025 

0.025 

0.118 

0.118 

1.285 

1.317 

0.048 

0.048 

0.014 

0.014 














































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


07006051 


Bor Khera 


Type of Area (Command / N< 
command) 



Surajpura 

0824000402828600 

4.132 

Fresh 

Taswariya Khurd 

0824000302822600 

7.708 

Fresh 

Ummaidnagar 

0824000302823000 

3.062 

Fresh 

Upreda 

0824000402827200 

10.239 

Fresh 

Agoocha 

0824000202803900 

19.138 

Fresh 


Aheeron Ka Khera 

0824000102795500 

3.189 

Fresh 

Amartiya 

0824000202804200 

5.423 

Fresh 



Amerpura 

0824000202807400 

3.333 

Fresh 

Apaliyas 

0824000202805700 

7.932 

Fresh 


Araniya Chauhan 

0824000302809300 

6.467 

Fresh 

Atalpura 

0824000202806100 

3.406 

Fresh 

Bakhtawarpura 

0824000202807100 

3.930 

Fresh 

Balapura 

0824000202804500 

4.620 

Fresh 



Barana 

0824000102795400 

16.647 

Fresh 

Barantiya 

0824000202804300 

7.175 

Fresh 




0824000102796200 

10.675 

Fresh 

0824000202805100 

10.049 

Fresh 

0824000102789900 

19.008 

Fresh 



Bharliyas 

0824000202806900 

8.873 

Fresh 

Bhati Khera 

0824000102795600 

3.917 

Fresh 

Bhawanipura 

0824000202807900 

4.386 

Fresh 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sareri 


Non-command 


Non-command 


Sareri 


Khari 


Non-command 


Non-command 


Non-command 


Sareri 


Non-command 


Non-command 


Non-command 


Non-command 


Sareri 


Non-command 


Sareri 


Non-command 


Non-command 


Sareri 


Non-command 


Non-command 


Khari 


Non-command 


Non-command 


Non-command 


Sareri 


Non-command 


Sareri 


Non-command 


Sareri 


Non-command 


Non-command 


Non-command 


Non-command 


Sareri 


0824000202808100 


10.361 Fresh 


Chainpuriya 

0824000202805400 

3.202 

Fresh 

Chatarpura 

0824000202805200 

3.094 

Fresh 

Chitoriya 

0824000102790800 

1.431 

Fresh 

Dabla 

0824000402824900 

15.046 

Fresh 


Non-command 


Sareri 


Sareri 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

5.313 

Non-command 

Phyllite & Schist 

1.111 

Non-command 

Phyllite & Schist 

7.665 

Non-command 

Phyllite & Schist 

3.062 

Non-command 

Phyllite & Schist 

0.134 

Non-command 

Gneisses(B.G.C.) 

17.294 

Command 

Gneisses(B.G.C.) 

0.331 

Non-command 

Gneisses(B.G.C.) 

1.663 

Non-command 

Gneisses(B.G.C.) 

4.465 

Command 

Gneisses(B.G.C.) 

0.957 

Command 

Gneisses(B.G.C.) 

1.324 

Non-command 

Gneisses(B.G.C.) 

16.897 

Non-command 

Gneisses(B.G.C.) 

3.333 

Non-command 

Gneisses(B.G.C.) 

2.090 

Command 

Gneisses(B.G.C.) 

5.842 

Non-command 

Gneisses(B.G.C.) 

0.096 

Non-command 

Gneisses(B.G.C.) 

3.406 

Non-command 

Gneisses(B.G.C.) 

3.930 

Non-command 

Gneisses(B.G.C.) 

0.373 

Command 

Gneisses(B.G.C.) 

4.247 

Non-command 

Gneisses(B.G.C.) 

0.309 

Command 

Gneisses(B.G.C.) 

3.579 

Non-command 

Gneisses(B.G.C.) 

12.477 

Non-command 

Gneisses(B.G.C.) 

0.980 

Command 

Gneisses(B.G.C.) 

6.194 

Non-command 

Gneisses(B.G.C.) 

10.675 

Non-command 

Gneisses(B.G.C.) 

10.049 

Command 

Gneisses(B.G.C.) 

1.189 

Non-command 

Gneisses(B.G.C.) 

14.865 

Non-command 

Gneisses(B.G.C.) 

2.299 

Non-command 

Phyllite & Schist 

0.239 

Non-command 

Gneisses(B.G.C.) 

0.157 

Command 

Gneisses(B.G.C.) 

3.340 

Non-command 

Gneisses(B.G.C.) 

6.890 

Command 

Gneisses(B.G.C.) 

0.698 

Non-command 

Gneisses(B.G.C.) 

4.818 

Command 

Gneisses(B.G.C.) 

0.797 

Non-command 

Gneisses(B.G.C.) 

8.873 

Non-command 

Gneisses(B.G.C.) 

3.772 

Non-command 

Gneisses(B.G.C.) 

1.908 

Non-command 

Phyllite & Schist 

0.097 

Non-command 

Gneisses(B.G.C.) 

0.140 

Command 

Gneisses(B.G.C.) 

10.162 

Command 

Phyllite & Schist 

0.007 

Non-command 

Gneisses(B.G.C.) 

2.050 

Command 

Gneisses(B.G.C.) 

8.311 

Command 

Gneisses(B.G.C.) 

3.202 

Non-command 

Gneisses(B.G.C.) 

3.094 

Non-command 

Gneisses(B.G.C.) 

0.154 

Non-command 

Gneisses(B.G.C.) 

2.594 

Non-command 

Phyllite & Schist 

0.362 

Command 

Gneisses(B.G.C.) 

0.370 

Command 

Phyllite & Schist 

0.154 


Number 
of Wells 
with 

Pumpset 

Number of 
Operational 
Days 

Average Yield 



Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(10) 

(IV 

(12) 

(13) 

47 

120 

90,000 

70,000 

3 

120 

90,000 

70,000 

14 

120 

130,000 

120,000 

14 

120 

130,000 

120,000 

1 

120 

90,000 

70,000 

71 

120 

60,000 

40,000 

1 

120 

60,000 

40,000 

5 

120 

50,000 

30,000 

58 

120 

60,000 

40,000 

13 

120 

60,000 

40,000 

19 

120 

50,000 

30,000 

237 

120 

50,000 

30,000 

33 

120 

60,000 

40,000 

9 

120 

60,000 

40,000 

25 

120 

60,000 

40,000 

1 

120 

110,000 

90,000 

19 

120 

60,000 

40,000 

50 

120 

60,000 

40,000 

2 

120 

60,000 

40,000 

22 

120 

60,000 

40,000 

1 

120 

60,000 

40,000 

11 

120 

60,000 

40,000 

148 

120 

50,000 

30,000 

16 

120 

60,000 

40,000 

99 

120 

60,000 

40,000 

56 

120 

50,000 

30,000 

46 

120 

60,000 

40,000 

15 

120 

50,000 

30,000 

189 

120 

50,000 

30,000 

3 

120 

110,000 

90,000 

120 

130,000 

120,000 

120 

60,000 

40,000 

11 

120 

60,000 

40,000 

10 

120 

60,000 

40,000 

1 

120 

60,000 

40,000 

27 

120 

60,000 

40,000 

5 

120 

60,000 

40,000 

68 

120 

60,000 

40,000 

28 

120 

50,000 

30,000 

2 

120 

60,000 

40,000 

120 

90,000 

70,000 

1 

120 

60,000 

40,000 

91 

120 

60,000 

40,000 

120 

90,000 

70,000 

33 

120 

60,000 

40,000 

132 

120 

60,000 

40,000 

15 

120 

60,000 

40,000 

46 

120 

60,000 

40,000 

11 

120 

50,000 

30,000 

36 

120 

70,000 

50,000 

5 

120 

90,000 

70,000 

5 

120 

70,000 

50,000 

2 

120 

90,000 

70,000 


Wells with 


MCM 

MCM 

(15) 

(16) 

0.395 

0.395 

0.025 

0.025 

0.202 

0.202 

0.202 

0.202 

0.008 

0.008 

0.341 

0.413 

0.005 

0.005 

0.018 

0.018 

0.278 

0.278 

0.062 

0.062 

0.068 

0.068 

0.853 

0.853 

0.158 

0.158 

0.043 

0.050 

0.120 

0.142 

0.011 

0.011 

0.091 

0.091 

0.240 

0.240 

0.010 

0.010 

0.106 

0.106 

0.005 

0.005 

0.053 

0.053 

0.533 

0.533 

0.077 

0.077 

0.475 

0.475 

0.202 

0.208 

0.221 

0.221 

0.054 

0.054 

0.680 

0.686 

0.032 

0.032 

- 

- 

- 

- ! 

0.053 

0.053 

0.048 

0.062 

0.005 

0.005 

0.130 

0.130 

0.024 

0.024 

0.326 

0.326 

0.101 

0.101 

0.010 

0.010 


0.005 

0.005 

0.437 

0.451 

- 

- 

0.158 

0.158 

0.634 

0.648 

0.072 

0.072 

0.221 

0.221 

0.040 

0.040 

0.216 

0.224 

0.042 

0.042 

0.030 

0.030 

0.017 

0.017 




































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Daulat Garh 


Daulatpura Ki Dhani 


Deopura 


Jasoriya 


Kanpura 


Kanwaliyas 


0824000402824800 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


25.035 Fresh 


0824000102797000 

12.833 

Fresh 

0824000102789800 

4.456 

Fresh 

0824000102795700 

2.421 

Fresh 

0824000202804800 

1.487 

Fresh 



Deoriya 

0824000202807200 

6.641 

Fresh 

Dhanpura 

0824000202808200 

4.379 

Fresh 

Dholi 

0824000102796400 

12.576 

Fresh 

Dhuwaliya 

0824000202809000 

15.886 

Fresh 


Dola Ka Khera 

0824000102791300 

1.710 

Fresh 

Gagera 

0824000202802800 

20.991 

Fresh 

Gajsinghpura 

0824000202804900 

3.116 

Fresh 



Gangaram Ka Khera 

0824000102791200 

1.568 

Fresh 

Garhwalon Ka Khera 

0824000202808700 

2.248 

Fresh 



Gulabpura (rural) 

0824000202803300 

5.360 

Fresh 

Gulabpura Hurda 

0824000242402000 

18.540 

Fresh 

Hajiyas 

0824000202806800 

9.333 

Fresh 


Haripura 

0824000202805900 

3.250 

Fresh 

Hatan 

0824000102791400 

3.001 

Fresh 

Hathisar 

0824000102795300 

2.630 

Fresh 

Hurda Magra 

0824000202803400 

25.997 

Fresh 

Inani Khera 

0824000202808500 

4.345 

Fresh 

Itariya 

0824000302809900 

10.114 

Fresh 

Jabarkiya 

0824000102795900 

6.061 

Fresh 

Jaisinghpura 

0824000202804700 

20.526 

Fresh 


Jal Khera 

0824000202807500 

1.535 

Fresh 

Jalampura 

0824000202802600 

12.471 

Fresh 

Jalimpura 

0824000202808800 

5.875 

Fresh 


16.506 Fresh 


Khari 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sareri 


Non-command 


Non-command 


Non-command 


Non-command 


Sareri 


Khari 


Non-command 


Non-command 


Sareri 


Khari 


Non-command 


Khari 


Non-command 


Sareri 


Non-command 


Sareri 


Non-command 


Non-command 


Khari 


Non-command 


Non-command 


Khari 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sareri 


Non-command 


Non-command 


Non-command 


Sareri 


Non-command 


Sareri 



Jetpura 

0824000102795800 

7.993 

Fresh 

Jooni Khera 

0824000202806300 

2.480 

Fresh 

Kaliyas 

0824000102796300 

29.210 

Fresh 

Kalyanpura 

0824000302810000 

3.038 

Fresh 

Kana Ka Khera 

0824000102790900 

1.411 

Fresh 


0824000102790500 

2.126 

Fresh 

0824000202807000 

7.698 

Fresh 

0824000202807800 

14.285 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Khari 


Non-command 


Non-command 


Non-command 


Non-command 


Sareri 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Gneisses(B.G.C.) 

0.347 

Non-command 

Gneisses(B.G.C.) 

2.520 

Non-command 

Gneisses(B.G.C.) 

1.449 

Non-command 

Gneisses(B.G.C.) 

4.456 

Non-command 

Gneisses(B.G.C.) 

2.421 

Non-command 

Gneisses(B.G.C.) 

1.480 

Command 

Gneisses(B.G.C.) 

0.007 

Non-command 

Gneisses(B.G.C.) 

6.641 

Non-command 

Gneisses(B.G.C.) 

4.379 

Non-command 

Gneisses(B.G.C.) 

1.332 

Non-command 

Gneisses(B.G.C.) 

0.017 

Command 

Gneisses(B.G.C.) 

0.005 

Command 

Gneisses(B.G.C.) 

0.113 

Non-command 

Gneisses(B.G.C.) 

9.188 

Non-command 

Gneisses(B.G.C.) 

1.697 

Command 

Gneisses(B.G.C.) 

1.419 

Command 

Gneisses(B.G.C.) 

2.691 

Non-command 

Gneisses(B.G.C.) 

0.083 

Command 

Gneisses(B.G.C.) 

0.721 

Non-command 

Gneisses(B.G.C.) 

0.006 

Command 

Gneisses(B.G.C.) 

2.242 

Non-command 

Gneisses(B.G.C.) 

0.172 

Command 

Gneisses(B.G.C.) 

2.220 

Non-command 

Gneisses(B.G.C.) 

4.631 

Non-command 

Gneisses(B.G.C.) 

0.705 

Command 

Gneisses(B.G.C.) 

1.721 

Non-command 

Gneisses(B.G.C.) 

7.612 

Non-command 

Gneisses(B.G.C.) 

3.250 

Command 

Gneisses(B.G.C.) 

0.072 

Non-command 

Gneisses(B.G.C.) 

2.628 

Non-command 

Gneisses(B.G.C.) 

4.997 

Non-command 

Gneisses(B.G.C.) 

4.345 

Non-command 

Gneisses(B.G.C.) 

0.198 

Non-command 

Gneisses(B.G.C.) 

4.892 

Non-command 

Gneisses(B.G.C.) 

1.218 

Command 

Gneisses(B.G.C.) 

19.308 

Non-command 

Gneisses(B.G.C.) 

1.535 

Non-command 

Gneisses(B.G.C.) 

4.176 

Non-command 

Gneisses(B.G.C.) 

0.763 

Command 

Gneisses(B.G.C.) 

2.785 

Non-command 

Gneisses(B.G.C.) 

0.021 

Command 

Gneisses(B.G.C.) 

10.515 

Command 

Phyllite & Schist 

5.226 

Non-command 

Gneisses(B.G.C.) 

7.506 

Non-command 

Gneisses(B.G.C.) 

2.480 

Non-command 

Gneisses(B.G.C.) 

5.208 

Non-command 

Gneisses(B.G.C.) 

3.007 

Command 

Gneisses(B.G.C.) 

0.000 

Non-command 

Gneisses(B.G.C.) 

1.320 

Non-command 

Gneisses(B.G.C.) 

0.084 

Non-command 

Gneisses(B.G.C.) 

7.698 

Non-command 

Gneisses(B.G.C.) 

5.653 

Command 

Gneisses(B.G.C.) 

8.633 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

110,000 

90,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.010 

0.010 

0.072 

0.086 

0.068 

0.068 

0.335 

0.335 

0.036 

0.036 

0.072 

0.072 

- 

- 

0.269 

0.269 

0.077 

0.077 

0.032 

0.032 



0.004 

0.004 

0.250 

0.264 

0.067 

0.067 

0.053 

0.053 

0.313 

0.313 

0.011 

0.011 

0.083 

0.083 


0.139 

0.153 

0.010 

0.010 

0.110 

0.110 

0.134 

0.141 


0.086 

0.086 

0.374 

0.374 

0.038 

0.038 

0.004 

0.004 

0.140 

0.140 

0.005 

0.005 

0.221 

0.221 

0.011 

0.011 

0.252 

0.252 

0.014 

0.014 

0.230 

0.230 

0.288 

0.288 

0.096 

0.110 

0.014 

0.014 

0.048 

0.048 

- 

- 

0.144 

0.144 

0.101 

0.101 

0.418 

0.418 

0.091 

0.091 

0.266 

0.266 

0.065 

0.065 

- 

- 

0.068 

0.068 

0.004 

0.004 

0.202 

0.202 

0.461 

0.461 

0.701 

0.701 















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Kanwlas 

0824000102790400 

8.544 

Fresh 

Kasoriya 

0824000402824700 

15.387 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 



Kesarpura 

0824000102790700 

0.991 

Fresh 

Khamor 

0824000302813400 

29.579 

Fresh 


Non-command 


Non-command 


Khera Palola 

0824000302809100 

6.539 

Fresh 

Koli Khera 

0824000102790000 

5.922 

Fresh 


Kothiya 

0824000302809200 

21.142 

Fresh 

Kundiya Kalan 

0824000402825800 

23.356 

Fresh 


Non-command 


Khari 


Non-command 


Non-command 


Non-command 


Kundiya Khurd 

0824000402825700 

13.033 

Fresh 

Kushalpura 

0824000202806500 

2.061 

Fresh 

Lachhmangarh 

0824000202804400 

1.036 

Fresh 

Lachhmanpura 

0824000202805600 

4.235 

Fresh 


Lamba 

0824000202803200 

23.323 

Fresh 

Madanpura 

0824000202806400 

1.527 

Fresh 

Madera 

0824000202806200 

10.339 

Fresh 

Malaseri 

0824000102790200 

3.952 

Fresh 

Mataji Ka Khera 

0824000102796000 

6.975 

Fresh 

Mokhampura 

0824000102790300 

2.894 

Fresh 

Motipura 

0824000102796100 

6.413 

Fresh 

Na 

0824000224900001 

2.372 

Fresh 


Nangaji Ka Khera 

0824000202807600 

1.642 

Fresh 

Nuwaliya 

0824000102795100 

3.816 

Fresh 

Palri 

0824000102796500 

11.928 

Fresh 

Pardodas 

0824000202808600 

6.746 

Fresh 


Phalamada 

0824000202806700 

11.064 

Fresh 

Purana Sarsoonda 

0824000302813100 

6.981 

Fresh 


Sareri 


Non-command 


Sareri 


Non-command 


Sareri 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sareri 


Non-command 


Non-command 


Non-command 


Non-command 


Sareri 


Non-command 


Non-command 



Purani Rajyas 

0824000302810100 

8.257 

Fresh 

Rampura 

0824000302813300 

4.840 

Fresh 

Rampuriya 

0824000102791000 

3.748 

Fresh 


Rayra 

0824000102791500 

6.068 

Fresh 

Roopaheli 

0824000202805800 

20.549 

Fresh 


Rooppura 

0824000102796900 

3.917 

Fresh 

Rudrapura 

0824000202802900 

5.345 

Fresh 

Sagani 

0824000102789600 

1.038 

Fresh 

Sanodiya 

0824000202808000 

12.445 

Fresh 



8.714 Fresh 


Arwar 


Non-command 


Non-command 


Non-command 


Khari 


Non-command 


Khari 


Non-command 


Sareri 


Non-command 


Non-command 


Khari 


Non-command 


Sareri 


Non-command 


Sareri 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

6.150 

Non-command 

Gneisses(B.G.C.) 

2.498 

Non-command 

Phyllite & Schist 

1.725 

Command 

Gneisses(B.G.C.) 

0.651 

Command 

Phyllite & Schist 

10.502 

Non-command 

Gneisses(B.G.C.) 

0.083 

Non-command 

Gneisses(B.G.C.) 

2.847 

Non-command 

Phyllite & Schist 

0.015 

Non-command 

Gneisses(B.G.C.) 

0.276 

Command 

Gneisses(B.G.C.) 

3.529 

Non-command 

Gneisses(B.G.C.) 

1.086 

Non-command 

Gneisses(B.G.C.) 

6.106 

Non-command 

Gneisses(B.G.C.) 

0.049 

Non-command 

Phyllite & Schist 

0.020 

Command 

Phyllite & Schist 

0.481 

Non-command 

Gneisses(B.G.C.) 

2.061 

Command 

Gneisses(B.G.C.) 

1.036 

Non-command 

Gneisses(B.G.C.) 

0.642 

Command 

Gneisses(B.G.C.) 

3.592 

Non-command 

Gneisses(B.G.C.) 

8.666 

Non-command 

Gneisses(B.G.C.) 

1.527 

Non-command 

Gneisses(B.G.C.) 

10.339 

Non-command 

Gneisses(B.G.C.) 

3.949 

Non-command 

Gneisses(B.G.C.) 

6.975 

Non-command 

Gneisses(B.G.C.) 

2.894 

Non-command 

Gneisses(B.G.C.) 

6.319 

Non-command 

Gneisses(B.G.C.) 

2.334 

Command 

Gneisses(B.G.C.) 

0.039 

Non-command 

Gneisses(B.G.C.) 

1.642 

Non-command 

Gneisses(B.G.C.) 

0.690 

Non-command 

Gneisses(B.G.C.) 

0.584 

Non-command 

Gneisses(B.G.C.) 

3.249 

Command 

Gneisses(B.G.C.) 

3.045 

Non-command 

Gneisses(B.G.C.) 

9.985 

Non-command 

Gneisses(B.G.C.) 

5.982 

Non-command 

Phyllite & Schist 

0.073 

Command 

Gneisses(B.G.C.) 

0.023 

Non-command 

Gneisses(B.G.C.) 

0.307 

Non-command 

Gneisses(B.G.C.) 

8.129 

Non-command 

Gneisses(B.G.C.) 

4.806 

Command 

Gneisses(B.G.C.) 

0.811 

Non-command 

Gneisses(B.G.C.) 

0.004 

Command 

Gneisses(B.G.C.) 

0.167 

Non-command 

Gneisses(B.G.C.) 

20.271 

Command 

Gneisses(B.G.C.) 

0.278 

Non-command 

Gneisses(B.G.C.) 

0.000 

Non-command 

Gneisses(B.G.C.) 

3.546 

Command 

Gneisses(B.G.C.) 

0.061 

Non-command 

Gneisses(B.G.C.) 

9.354 

Non-command 

Phyllite & Schist 

1.130 

Command 

Gneisses(B.G.C.) 

0.871 

Non-command 

Gneisses(B.G.C.) 

2.636 

Command 

Gneisses(B.G.C.) 

4.412 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

110,000 

90,000 

120 

130,000 

120,000 

120 

110,000 

90,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

130,000 

120,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.234 


0.126 


0.118 


0.030 


0.731 


0.007 




0.198 

0.198 

0.061 

0.061 

0.184 

0.197 



0.017 

0.017 

0.115 

0.115 

0.029 

0.029 

0.005 

0.005 

0.034 

0.034 

0.082 

0.082 

0.077 

0.091 

0.317 

0.317 

0.166 

0.166 

0.324 

0.324 

0.112 

0.112 

0.122 

0.122 



0.154 

0.154 

0.040 

0.040 

0.018 

0.018 

0.158 

0.158 

0.149 

0.149 

0.394 

0.394 

0.108 

0.108 



0.011 

0.011 

0.281 

0.281 

0.054 

0.054 

0.029 

0.029 


0.004 

0.004 

1.666 

1.709 

0.024 

0.024 

- 

- 

0.024 

0.031 

0.018 

0.018 

0.182 

0.182 

0.042 

0.042 

0.014 

0.014 

0.168 

0.168 

0.283 

0.290 
























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


07006052 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Shambhoo Garh 

0824000102789500 

11.280 

Fresh 

Sodar 

0824000202808400 

11.012 

Fresh 

Sultanpura 

0824000202805000 

6.406 

Fresh 


Type of Area (Command / N< 
command) 


Sulwara 

0824000102795200 

6.205 

Fresh 

Suras 

0824000202808300 

3.376 

Fresh 


Taswariya 

0824000202806000 

13.024 

Fresh 

Tonkarwad 

0824000202807300 

17.164 

Fresh 

Ukhaliya 

0824000202806600 

8.491 

Fresh 

Vijaypur 

0824000402824600 

9.208 

Fresh 


Aheeron Ka Khera 


Ajeetpura 


Almas 


Amdala 


Bagmali 


Bahadurpura 


Barana 


Bemali 


Beran 


Khari 


Non-command 


Non-command 


Sareri 


Non-command 


Non-command 


Sareri 


Non-command 


Non-command 


Non-command 


Non-command 




0824000102795500 

3.189 

Fresh 

0824000502837700 

3.468 

Fresh 

0824000502843400 

3.161 

Fresh 

0824000502837600 

13.003 

Fresh 

0824000102798900 

4.967 

Fresh 

0824000102796600 

4.876 

Fresh 

0824000102795400 

16.647 

Fresh 

0824000502841600 

14.603 

Fresh 

0824000102796800 

2.742 

Fresh 

0824000402828300 

14.191 

Fresh 

0824000502843600 

13.148 

Fresh 


Bhati Khera 

0824000102795600 

3.917 

Fresh 

Bhawanipura 

0824000202807900 

4.386 

Fresh 

Bheemdiyas 

0824000502843800 

4.687 

Fresh 


Sareri 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bhenroo Khera 

0824000502843100 

7.593 

Fresh 

Brahmpuri 

0824000102801400 

1.367 

Fresh 

Charon Ka Khera 

0824000102799000 

1.933 

Fresh 

Chawandiya 

0824000502841300 

11.660 

Fresh 

Chena Ka Khera 

0824000102799900 

0.769 

Fresh 

Chhajwon Ka Khera 

0824000502843000 

11.469 

Fresh 

Dahimatha 

0824000502838000 

4.223 

Fresh 

Daulat Garh 

0824000102797000 

12.833 

Fresh 

Debipura 

0824000502841800 

3.369 

Fresh 

Deothari 

0824000502837900 

4.026 

Fresh 

Dhaniya Somaniya 

0824000502841500 

3.928 

Fresh 

Dhankpura 

0824000502841700 

3.950 

Fresh 

Dholi 

0824000102796400 

12.576 

Fresh 

Dhunwala (mandal) 

0824000502844500 

17.146 

Fresh 

Dhuwaliya 

0824000202809000 

15.886 

Fresh 

Dodwaniyon Ka Khera 

0824000402828200 

10.579 

Fresh 

Dota 

0824000102799800 

1.466 

Fresh 

Dulhepura 

0824000102801200 

6.933 

Fresh 

Dulhepura @ Bari Ka Khera 

0824000102801800 

4.143 

Fresh 

Fatehpura 

0824000502842900 

2.318 

Fresh 

Ganeshpura 

0824000502844300 

3.702 

Fresh 

Ganglas 

0824000102801100 

12.031 

Fresh 

Garadiya 

0824000502842300 

3.570 

Fresh 

Hadwon Ka Khera 

0824000102799300 

0.950 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Gneisses(B.G.C.) 

0.142 

Non-command 

Gneisses(B.G.C.) 

11.012 

Non-command 

Gneisses(B.G.C.) 

6.389 

Command 

Gneisses(B.G.C.) 

0.017 

Non-command 

Gneisses(B.G.C.) 

0.243 

Non-command 

Gneisses(B.G.C.) 

2.193 

Command 

Gneisses(B.G.C.) 

1.183 

Non-command 

Gneisses(B.G.C.) 

13.024 

Non-command 

Gneisses(B.G.C.) 

17.164 

Non-command 

Gneisses(B.G.C.) 

8.491 

Non-command 

Gneisses(B.G.C.) 

0.001 

Non-command 

Phyllite & Schist 

3.400 

Command 

Phyllite & Schist 

1.029 

Non-command 

Gneisses(B.G.C.) 

1.526 

Non-command 

Gneisses(B.G.C.) 

3.468 

Non-command 

Gneisses(B.G.C.) 

3.161 

Non-command 

Gneisses(B.G.C.) 

12.924 

Non-command 

Gneisses(B.G.C.) 

4.967 

Non-command 

Gneisses(B.G.C.) 

4.876 

Non-command 

Gneisses(B.G.C.) 

1.328 

Non-command 

Gneisses(B.G.C.) 

12.658 

Non-command 

Gneisses(B.G.C.) 

2.742 

Non-command 

Gneisses(B.G.C.) 

0.276 

Non-command 

Gneisses(B.G.C.) 

4.628 

Non-command 

Phyllite & Schist 

8.394 

Non-command 

Gneisses(B.G.C.) 

0.146 

Non-command 

Gneisses(B.G.C.) 

2.086 

Non-command 

Gneisses(B.G.C.) 

1.247 

Non-command 

Phyllite & Schist 

2.037 

Non-command 

Gneisses(B.G.C.) 

7.593 

Non-command 

Gneisses(B.G.C.) 

1.367 

Non-command 

Gneisses(B.G.C.) 

1.933 

Non-command 

Gneisses(B.G.C.) 

0.002 

Non-command 

Gneisses(B.G.C.) 

0.769 

Non-command 

Gneisses(B.G.C.) 

11.469 

Non-command 

Gneisses(B.G.C.) 

4.223 

Non-command 

Gneisses(B.G.C.) 

10.764 

Non-command 

Gneisses(B.G.C.) 

0.959 

Non-command 

Gneisses(B.G.C.) 

4.026 

Non-command 

Gneisses(B.G.C.) 

1.067 

Non-command 

Gneisses(B.G.C.) 

0.010 

Non-command 

Gneisses(B.G.C.) 

11.244 

Non-command 

Gneisses(B.G.C.) 

0.222 

Non-command 

Gneisses(B.G.C.) 

15.427 

Non-command 

Gneisses(B.G.C.) 

7.732 

Non-command 

Gneisses(B.G.C.) 

1.466 

Non-command 

Gneisses(B.G.C.) 

6.933 

Non-command 

Gneisses(B.G.C.) 

3.891 

Non-command 

Gneisses(B.G.C.) 

2.318 

Non-command 

Gneisses(B.G.C.) 

2.933 

Non-command 

Gneisses(B.G.C.) 

11.521 

Non-command 

Gneisses(B.G.C.) 

3.570 

Non-command 

Gneisses(B.G.C.) 

0.950 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

50,000 

30,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.007 

0.007 

0.490 

0.490 

0.374 

0.374 

- 

- 

0.004 

0.004 

0.120 

0.120 

0.067 

0.067 

0.437 

0.437 

0.893 

0.893 

0.461 

0.461 

- 

- 

0.109 

0.109 

0.034 

0.034 

0.018 

0.018 

0.043 

0.043 

0.454 

0.454 

0.194 

0.194 

0.144 

0.144 

0.079 

0.079 

0.058 

0.058 

0.389 

0.389 

0.133 

0.133 

0.006 

0.006 

0.317 

0.317 

0.768 

0.780 

0.004 

0.004 

0.010 

0.010 

0.094 

0.094 

0.211 

0.211 

0.230 

0.240 

0.335 

0.335 

0.079 

0.079 


0.335 

0.335 

0.187 

0.187 

0.799 

0.799 

0.515 

0.515 

0.065 

0.065 

0.317 

0.317 

0.029 

0.029 

- 

- | 

0.274 

0.292 

- 

- 

0.374 

0.374 

0.204 

0.204 

0.335 

0.335 

0.670 

0.670 

0.313 

0.313 

0.036 

0.036 

0.058 

0.058 

0.299 

0.299 

0.058 

0.058 

0.018 

0.018 















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Haripura 


Hatheepura 


Hathisar 


Hisniya 


Inani Khera 


Iras 


Jabarkiya 


Jalampura 


Jalariya 


0824000502844100 


0824000502842500 


0824000102795300 


0824000502843200 


0824000202808500 


0824000102800600 


0824000102795900 


0824000502838200 


0824000102797200 


0824000102798100 


Zone Type of Area (Command / N ( 
(Fresh / command ) 

Saline ) 


sq.km 


(4) 


3.434 


4.135 


2.630 


11.464 


4.345 


10.955 


6.061 


2.331 


4.635 


6.044 




Jali 

0824000102798600 

1.890 

Fresh 

Jalimpura 

0824000202808800 

5.875 

Fresh 


Jeendras 


0824000102798200 


4.263 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sareri 


Non-command 


Jeewaliya 

0824000102801700 

3.634 

Fresh 

Jetpura 

0824000102795800 

7.993 

Fresh 

Jodhras 

0824000102800400 

7.821 

Fresh 

Jorawarpura 

0824000102798300 

0.795 

Fresh 

Kabradiya 

0824000502842600 

23.988 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kaliyas 

0824000102796300 

29.210 

Fresh 

Kameri 

0824000502837800 

5.073 

Fresh 

Kanwaliya 

0824000402828100 

10.332 

Fresh 

Karan Garh 

0824000102797900 

7.953 

Fresh 

Karera 

0824000502838500 

32.810 

Fresh 

Kariyala 

0824000102800200 

3.869 

Fresh 

Karjaliya 

0824000102799700 

6.818 

Fresh 

Keriya 

0824000502843300 

6.540 

Fresh 

Kesarpura 

0824000502838100 

1.817 

Fresh 

Khalson Ka Khera 

0824000102800500 

5.393 

Fresh 

Kharda 

0824000102800800 

2.485 

Fresh 

Khardi 

0824000102800300 

0.819 

Fresh 

Khumanpura 

0824000102801000 

1.467 

Fresh 

Kishanpura 

0824000502842700 

2.436 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kishiramji Ki Kher 

0824000502842800 

1.977 

Fresh 

Kornas 

0824000102799500 

7.084 

Fresh 

Kundiya Kalan 

0824000402825800 

23.356 

Fresh 

Kurachhon Ka Khera 

0824000102799100 

4.176 

Fresh 

Lachhmipura 

0824000502843900 

3.241 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Lachhura 

0824000102798800 

19.661 

Fresh 

Ladoowas 

0824000502842100 

18.723 

Fresh 

Lambia Kalan 

0824000402827900 

21.570 

Fresh 

Luhariya 

0824000502846800 

21.078 

Fresh 

Malas 

0824000502842200 

11.597 

Fresh 

Malka Khera 

0824000102801600 

1.494 

Fresh 

Malnas 

0824000102798400 

3.426 

Fresh 

Marewara 

0824000102797600 

5.140 

Fresh 

Marwon Ka Khera 

0824000102799200 

5.139 

Fresh 

Melyas 

0824000502844400 

4.305 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

3.434 

Non-command 

Gneisses(B.G.C.) 

4.069 

Non-command 

Gneisses(B.G.C.) 

0.002 

Non-command 

Gneisses(B.G.C.) 

11.464 

Non-command 

Gneisses(B.G.C.) 

0.000 

Non-command 

Gneisses(B.G.C.) 

10.743 

Non-command 

Gneisses(B.G.C.) 

1.168 

Non-command 

Gneisses(B.G.C.) 

2.331 

Non-command 

Gneisses(B.G.C.) 

0.447 

Non-command 

Gneisses(B.G.C.) 

2.764 

Non-command 

Phyllite & Schist 

0.054 

Non-command 

Gneisses(B.G.C.) 

1.890 

Non-command 

Gneisses(B.G.C.) 

2.305 

Command 

Gneisses(B.G.C.) 

0.021 

Non-command 

Gneisses(B.G.C.) 

0.277 

Non-command 

Phyllite & Schist 

0.425 

Non-command 

Gneisses(B.G.C.) 

3.634 

Non-command 

Gneisses(B.G.C.) 

0.487 

Non-command 

Gneisses(B.G.C.) 

7.821 

Non-command 

Phyllite & Schist 

0.099 

Non-command 

Gneisses(B.G.C.) 

12.429 

Non-command 

Phyllite & Schist 

10.980 

Non-command 

Gneisses(B.G.C.) 

24.003 

Non-command 

Gneisses(B.G.C.) 

5.073 

Non-command 

Gneisses(B.G.C.) 

10.005 

Non-command 

Gneisses(B.G.C.) 

7.953 

Non-command 

Gneisses(B.G.C.) 

13.347 

Non-command 

Gneisses(B.G.C.) 

3.869 

Non-command 

Gneisses(B.G.C.) 

6.818 

Non-command 

Gneisses(B.G.C.) 

6.540 

Non-command 

Gneisses(B.G.C.) 

1.817 

Non-command 

Gneisses(B.G.C.) 

5.393 

Non-command 

Gneisses(B.G.C.) 

2.485 

Non-command 

Gneisses(B.G.C.) 

0.819 

Non-command 

Gneisses(B.G.C.) 

1.467 

Non-command 

Gneisses(B.G.C.) 

0.333 

Non-command 

Phyllite & Schist 

2.103 

Non-command 

Gneisses(B.G.C.) 

1.977 

Non-command 

Gneisses(B.G.C.) 

7.084 

Non-command 

Gneisses(B.G.C.) 

0.000 

Non-command 

Gneisses(B.G.C.) 

4.176 

Non-command 

Gneisses(B.G.C.) 

2.020 

Non-command 

Phyllite & Schist 

1.221 

Non-command 

Gneisses(B.G.C.) 

19.661 

Non-command 

Gneisses(B.G.C.) 

2.253 

Non-command 

Gneisses(B.G.C.) 

0.358 

Non-command 

Phyllite & Schist 

0.585 

Non-command 

Gneisses(B.G.C.) 

11.597 

Non-command 

Gneisses(B.G.C.) 

1.494 

Non-command 

Gneisses(B.G.C.) 

3.426 

Non-command 

Gneisses(B.G.C.) 

0.155 

Non-command 

Gneisses(B.G.C.) 

5.139 

Non-command 

Gneisses(B.G.C.) 

1.155 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

80,000 

60,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.036 


0.115 




0.486 

0.486 

0.061 

0.061 

0.324 

0.324 

0.011 

0.011 

0.014 

0.014 


0.202 

0.202 

0.043 

0.043 

- 

- i 

0.014 

0.014 

0.029 

0.029 

0.371 

0.371 

0.029 

0.029 

0.371 

0.371 

0.062 

0.062 

0.050 

0.050 

0.058 

0.058 

1.224 

1.230 

0.029 

0.029 

0.186 

0.186 

0.626 

0.626 

0.029 

0.058 

0.173 

0.173 

0.454 

0.454 

0.252 

0.252 

0.079 

0.079 

0.068 

0.068 

0.155 

0.155 

0.180 

0.180 

0.036 

0.036 

0.022 

0.022 

0.163 

0.163 

0.216 

0.216 

0.335 

0.335 

- 

- i 

0.439 

0.439 

0.115 

0.125 

0.086 

0.086 

1.098 

1.098 

0.043 

0.043 

0.018 

0.018 

0.029 

0.029 

0.252 

0.252 

0.194 

0.194 

0.036 

0.036 

0.004 

0.004 

0.115 

0.115 

0.043 

0.043 










































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



07007053 



Mewasa 


Mor Ka Nimbahera 


Moti Bor Ka Khera 


Motipura 


Nagpura 


Narainpura 


Palri 


Pandroo 


Papariya 


Pardodas 


Patiyon Ka Khera 


Rajpura 


Rampuriya 


Ratanpura 


Rayla 


Reh 


Roopaheli Khurd 


Rooppura 


Sajjanpura 


Salarmala 


Sareri 


Seeriyas 


Shankarpura @ Khr 


Sodanpura 


Sodas 


Sojika Khera 


Surajpura 


Tiloli 


Udaliyas 


Akhepura 


Baniyans 


Bavri 


Bhalri Kheri 


Bheemdiyas 


Danta Kalan 


Dhunwala (mandal) 


Dodwaniyon Ka Khera 


Dulhepura @ Bari Ka Khera 


Gambheer Pura @ Ha 


Ganeshpura 


Gokalpura 


Kanwaliya 


Keerkhera 


Kochriya 


Leerdiya 


Luhariya 


0824000502838600 


0824000102801300 


0824000102800100 


0824000102796100 


0824000102798000 


0824000102799600 


0824000102796500 


0824000102797700 


0824000102797100 


0824000202808600 


0824000102800900 


0824000102796700 


0824000102800700 


0824000502841400 


0824000102798700 


0824000402826100 


0824000502838300 


0824000402828000 


0824000102796900 


0824000502844000 


0824000102801500 


0824000102799400 


0824000202808900 


0824000502844200 


0824000502842000 


0824000502843500 


0824000502842400 


0824000102798500 


0824000502843700 


0824000102797800 


0824000102800000 


0824000502846000 


0824000502844600 


0824000502846100 


sq.km 


(4) 


4.324 


17.299 


1.600 


6.413 


12.094 


4.434 


11.928 


9.340 


1.487 


6.746 


1.590 


2.925 


7.044 


5.138 


4.131 


25.449 


5.956 


12.711 


3.917 


3.675 


1.594 


19.761 


8.714 


2.745 


6.246 


3.359 


3.912 


2.770 


2.104 


24.952 


3.187 


1.447 Fresh 


1.977 Fresh 


5.771 Fresh 


Zone 
(Fresh / 
Saline) 

Type of Area (Command / Non¬ 
command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 





sq.km 

(5) 

(6) 

(6) 

(7) 

(8) 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C.) 

2.229 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C.) 

17.299 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C.) 

1.600 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C.) 

0.094 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C.) 

12.094 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C.) 

4.434 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C.) 

11.344 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C.) 

0.117 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C.) 

0.861 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C.) 

0.452 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C.) 

1.577 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C.) 

2.925 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C.) 

6.776 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C.) 

0.383 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C.) 

4.131 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C.) 

1.204 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C.) 

5.956 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C.) 

12.518 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C.) 

3.917 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C.) 

3.675 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C.) 

1.594 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C.) 

19.761 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C.) 

1.666 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C.) 

2.745 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C.) 

5.823 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C.) 

3.359 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C.) 

3.912 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C.) 

2.770 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.104 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C.) 

24.385 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C.) 

3.187 


with 

Pumpset 


Sub Basin: Kothari 


Non-command 


Non-command 


Non-command 



0824000502846600 


0824000502843800 


4.787 Fresh 


4.687 Fresh 


Non-command 


Non-command 



0824000502845700 


0824000502844500 


0824000402828200 


0824000102801800 


0824000502845600 


0824000502844300 


0824000502846200 


0824000402828100 


0824000502845400 


0824000502851400 


0824000502845800 


0824000502846800 


5.742 


17.146 


10.579 


4.143 


3.973 


3.702 


2.714 


10.332 


4.498 


5.692 


4.030 


21.078 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 

Gneisses(B.G.C.) 

1.447 

Non-command 

Gneisses(B.G.C.) 

0.005 

Non-command 

Gneisses(B.G.C.) 

5.153 

Non-command 

Phyllite & Schist 

0.618 

Non-command 

Gneisses(B.G.C.) 

1.890 

Non-command 

Phyllite & Schist 

1.256 

Non-command 

Phyllite & Schist 

0.104 

Non-command 

Gneisses(B.G.C.) 

0.193 

Non-command 

Phyllite & Schist 

1.209 

Non-command 

Gneisses(B.G.C.) 

5.742 

Non-command 

Gneisses(B.G.C.) 

15.878 

Non-command 

Gneisses(B.G.C.) 

0.106 

Non-command 

Gneisses(B.G.C.) 

0.252 

Non-command 

Gneisses(B.G.C.) 

3.973 

Non-command 

Gneisses(B.G.C.) 

0.770 

Non-command 

Gneisses(B.G.C.) 

2.714 

Non-command 

Gneisses(B.G.C.) 

0.327 

Non-command 

Phyllite & Schist 

0.190 

Non-command 

Phyllite & Schist 

0.079 

Non-command 

Gneisses(B.G.C.) 

4.030 

Non-command 

Phyllite & Schist 

1.698 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

50,000 

30,000 



120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 


Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.014 

0.024 

1.426 

1.426 

0.151 

0.151 

- 

- 

0.079 

0.079 

0.335 

0.335 

0.382 

0.382 

0.004 

0.004 

0.022 

0.022 

0.024 

0.024 

0.133 

0.133 

0.209 

0.209 

0.130 

0.130 

0.007 

0.007 

0.079 

0.079 

0.042 

0.042 

0.619 

0.619 

0.228 

0.228 

0.104 

0.122 

0.072 

0.072 

0.054 

0.054 

0.839 

0.905 

0.106 

0.106 

0.072 

0.072 

0.058 

0.058 

0.115 

0.115 

0.050 

0.050 

0.036 

0.036 

0.144 

0.144 

0.961 

0.967 

0.335 

0.335 



0.389 

0.389 

0.067 

0.067 

0.065 

0.065 

0.058 

0.058 


0.014 

0.014 

0.125 

0.125 

0.050 

0.050 

0.230 

0.230 


0.022 

0.022 

0.050 

0.050 

0.014 

0.014 

0.216 

0.216 

0.006 

0.006 

- 

- 

0.010 

0.010 

0.151 

0.151 

0.077 

0.077 

















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



07007054 


Anjna 


Anoppura 


Arjungarh 


Arniya (jageer) 


Arnota 


Arsipura 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


42.569 Fresh Non-command 


Melyas 

0824000502844400 

4.305 

Fresh 

Neem Ka Khera 

0824000502844900 

3.318 

Fresh 

Rajpura@bhagatsing 

0824000502846300 

3.934 

Fresh 


Non-command 


Non-command 


Non-command 



Thob Ka Khera 

0824000502846400 

2.996 

Fresh 

Ummedpura 

0824000502845900 

2.187 

Fresh 

Alagwas 

0824000502836600 

6.030 

Fresh 

Amargarh 

0824000502851000 

7.535 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Amba Ka Khera 

0824000602857500 

3.693 

Fresh 

Amba Khera 

0825000202978200 

3.662 

Fresh 

Amli 

0824000702866100 

13.160 

Fresh 


Meja 


Non-command 


Non-command 


Non-command 


Non-command 



0825000202975500 

5.230 

0825000202976700 

2.877 


0824000602853200 

3.469 

0824000702861900 

3.771 

0824000702861400 

2.831 

0824000702866000 

12.157 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Asaholi 


Asan Koteshwari 


Aspur 


Asuna 


Atawara 


Bagar 


Bagatpura (A) 


Bagatpura(B) 


Bagha Ka Khera 


Bagoliya 


Bagor 


0824000602856900 

11.104 

0825000302983900 

1.799 

0824000602856100 

2.511 

0824000602858700 

3.981 

0824000702861600 

4.548 

0824000602854800 

5.164 

0825000202979100 

0.819 

0825000202979200 

0.898 

0825000202976500 

3.227 


0824000602853100 

8.147 

0824000502849600 

30.975 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bagpura 

0824000502849800 

0.865 

Fresh 

Bakan 

0824000602861200 

7.003 

Fresh 

Bakli 

0824000502847300 

6.918 

Fresh 


Non-command 


Non-command 


Non-command 


Ballon Ka Khera 

0825000302985800 

1.342 

Fresh 

Baniya Khera 

0825000302987400 

1.347 

Fresh 

Banjariya 

0825000202978400 

2.565 

Fresh 

Bansawari 

0825000102968200 

0.474 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Bansra 

0824000802877300 

8.358 

Fresh 

Baolas 

0824000502848200 

8.091 

Fresh 

Barawalon Ka Khera 

0824000502839000 

2.480 

Fresh 

Bari 

0824000602853000 

3.750 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

15.290 

Non-command 

Phyllite & Schist 

11.185 

Non-command 

Gneisses(B.G.C.) 

3.150 

Non-command 

Gneisses(B.G.C.) 

0.151 

Non-command 

Gneisses(B.G.C.) 

2.941 

Non-command 

Phyllite & Schist 

0.993 

Non-command 

Gneisses(B.G.C.) 

1.482 

Non-command 

Phyllite & Schist 

3.760 

Non-command 

Phyllite & Schist 

2.015 

Non-command 

Gneisses(B.G.C.) 

2.187 

Non-command 

Gneisses(B.G.C.) 

6.030 

Non-command 

Gneisses(B.G.C.) 

0.215 

Non-command 

Phyllite & Schist 

7.320 

Command 

Phyllite & Schist 

0.025 

Non-command 

Phyllite & Schist 

0.562 

Non-command 

Gneisses(B.G.C.) 

3.693 

Non-command 

Gneisses(B.G.C.) 

3.662 

Non-command 

Gneisses(B.G.C.) 

0.275 

Non-command 

Phyllite & Schist 

12.694 

Non-command 

Gneisses(B.G.C.) 

0.484 

Non-command 

Gneisses(B.G.C.) 

0.530 

Non-command 

Gneisses(B.G.C.) 

2.347 

Non-command 

Gneisses(B.G.C.) 

3.469 

Non-command 

Gneisses(B.G.C.) 

3.771 

Non-command 

Gneisses(B.G.C.) 

2.831 

Non-command 

Gneisses(B.G.C.) 

6.827 

Non-command 

Phyllite & Schist 

5.330 

Non-command 

Gneisses(B.G.C.) 

11.104 

Non-command 

Gneisses(B.G.C.) 

1.799 

Non-command 

Gneisses(B.G.C.) 

2.511 

Non-command 

Gneisses(B.G.C.) 

3.981 

Non-command 

Gneisses(B.G.C.) 

4.548 

Non-command 

Gneisses(B.G.C.) 

5.164 

Non-command 

Gneisses(B.G.C.) 

0.819 

Non-command 

Gneisses(B.G.C.) 

0.898 

Non-command 

Gneisses(B.G.C.) 

3.149 

Non-command 

Gneisses(B.G.C.) 

0.078 

Non-command 

Gneisses(B.G.C.) 

8.147 

Non-command 

Gneisses(B.G.C.) 

0.923 

Non-command 

Phyllite & Schist 

30.052 

Non-command 

Phyllite & Schist 

0.865 

Non-command 

Gneisses(B.G.C.) 

7.003 

Non-command 

Gneisses(B.G.C.) 

1.996 

Non-command 

Phyllite & Schist 

4.922 

Non-command 

Gneisses(B.G.C.) 

1.342 

Non-command 

Gneisses(B.G.C.) 

1.347 

Non-command 

Gneisses(B.G.C.) 

2.565 

Non-command 

Gneisses(B.G.C.) 

0.026 

Non-command 

Phyllite & Schist 

0.322 

Non-command 

Gneisses(B.G.C.) 

0.012 

Non-command 

Gneisses(B.G.C.) 

8.091 

Non-command 

Gneisses(B.G.C.) 

2.480 

Non-command 

Gneisses(B.G.C.) 

3.750 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

45,000 

120 

40,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

15,000 

120 

40,000 

30,000 

120 

30,000 

15,000 

120 

70,000 

45,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

45,000 

120 

45,000 

35,000 

120 

70,000 

45,000 

120 

70,000 

45,000 

120 

50,000 

30,000 

120 

70,000 

45,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

30,000 

15,000 

120 

70,000 

45,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

45,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

45,000 

35,000 

120 

45,000 

35,000 

120 

40,000 

30,000 

120 

30,000 

20,000 

120 

50,000 

30,000 

120 

30,000 

20,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

45,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.310 

0.320 

0.298 

0.310 

0.130 

0.130 

0.007 

0.007 

0.014 

0.014 

0.010 

0.010 

0.043 

0.043 

0.134 

0.134 

0.038 

0.038 

0.043 

0.043 

0.058 

0.058 

0.022 

0.022 

0.893 

0.893 

- 

- 

0.048 

0.048 

0.119 

0.119 

0.166 

0.166 

0.014 

0.014 

0.695 

0.713 

0.009 

0.009 

0.022 

0.022 

0.045 

0.045 

0.189 

0.189 

0.140 

0.146 

0.126 

0.126 

0.277 

0.283 

0.220 

0.220 

0.313 

0.347 

0.034 

0.039 

0.140 

0.140 

0.351 

0.368 

0.104 

0.104 

0.335 

0.335 

0.036 

0.036 

0.025 

0.025 

0.083 

0.083 

0.002 

0.002 

0.567 

0.617 

0.050 

0.050 

2.323 

2.335 

0.048 

0.048 

0.292 

0.292 

0.050 

0.050 

0.173 

0.173 

0.050 

0.050 

0.025 

0.025 

0.058 

0.063 



0.864 

0.864 

0.108 

0.108 

0.610 

0.652 








































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Bariya Kalan 

0824000602861000 

3.234 

Fresh 

Bariya Khurd 

0824000602860900 

5.206 

Fresh 

Barjal 

0825000102967500 

5.420 

Saline 


Type of Area (Command / N< 
command) 


Barwalon Ka Khera 


Bavri 


Beer Deogarh 


Beeyana 


Beliyon Ka Khera 


Bemali 


Beran 


Bhabhana 


Bhachardiya 


Bhadla 


Bhadoo 


Bhagatpuriya 


Bhagwanpura 


Bhainroo Khera 


Bhairoon Khera 


Bhakliya 


Bhalri Kheri 


Bhaolas 


Bharatsingh Ka Gurha 


Bhatewar 


Bheel Kheri 


Bheelri 


Bheeta 


Bhenroo Khera 


Bheru Khera 


Bhojpura 


Bhootela 


Bhopan Ki Kameri 


Bhopji Ka Khera 


Bhurwara 


Bilakhi 


Borana 


Boriyapura 


Chandelo Ki Gawar 


Non-command 


Non-command 


Non-command 



0825000302987900 

2.851 

0825000202976100 

2.223 

0824000502846100 

5.771 

0825000202977500 

7.965 

0825000202981200 

2.017 

0824000502838400 

7.211 

0824000502841600 

14.603 

0824000502848800 

2.444 

0824000502836700 

6.775 

0825000202976300 

5.304 

0825000302991100 

7.277 

0824000502851300 

23.215 

0824000502850000 

1.332 

0824000502843600 

13.148 

0824000502836200 

1.371 

0824000502848700 

3.978 

0824000502850500 

3.134 

0824000502846600 

4.787 

0824000502849500 

3.645 

0825000202977600 

3.385 


0824000602852600 

5.761 

0824000602853700 

1.024 

0824000502850600 

1.588 

0824000602852300 

5.306 

0824000502838700 

8.492 

0825000202975800 

1.946 


0824000502850100 

4.467 

0824000702862400 

3.845 

0824000502840800 

5.088 

0825000302988000 

1.840 

0825000202978700 

1.677 

0825000202975900 

2.061 

0824000602854000 

11.995 

0824000602856700 

3.127 

0825000102967900 

0.965 


11.314 Fresh 



13.162 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Charot 

0824000602860400 

5.042 

Fresh 

Chatarbhuj Pura 

0824000502850900 

3.053 

Fresh 


Non-command 


Non-command 


Chauhanon Ki Kamer 

0824000502839700 

8.862 

Fresh 

Chaukri 

0825000302983400 

1.948 

Fresh 

Chawalarel Ka Khera 

0825000202972100 

1.902 

Fresh 

Chawand Khera 

0825000302986700 

2.165 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

3.234 

Non-command 

Gneisses(B.G.C.) 

5.206 

Non-command 

Gneisses(B.G.C.) 

0.047 

Non-command 

Phyllite & Schist 

0.035 

Non-command 

Gneisses(B.G.C.) 

2.851 

Non-command 

Gneisses(B.G.C.) 

2.223 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Gneisses(B.G.C.) 

6.455 

Non-command 

Gneisses(B.G.C.) 

2.017 

Non-command 

Gneisses(B.G.C.) 

7.211 

Non-command 

Gneisses(B.G.C.) 

1.945 

Non-command 

Phyllite & Schist 

2.444 

Non-command 

Gneisses(B.G.C.) 

6.008 

Non-command 

Gneisses(B.G.C.) 

5.304 

Non-command 

Gneisses(B.G.C.) 

3.675 

Non-command 

Phyllite & Schist 

19.684 

Non-command 

Phyllite & Schist 

1.332 

Non-command 

Phyllite & Schist 

0.126 

Non-command 

Gneisses(B.G.C.) 

1.371 

Non-command 

Phyllite & Schist 

3.978 

Non-command 

Phyllite & Schist 

3.134 

Non-command 

Phyllite & Schist 

4.683 

Non-command 

Phyllite & Schist 

3.645 

Non-command 

Gneisses(B.G.C.) 

0.925 

Non-command 

Gneisses(B.G.C.) 

2.460 

Non-command 

Gneisses(B.G.C.) 

5.761 

Non-command 

Gneisses(B.G.C.) 

1.024 

Non-command 

Phyllite & Schist 

1.588 

Non-command 

Gneisses(B.G.C.) 

5.306 

Non-command 

Gneisses(B.G.C.) 

8.492 

Non-command 

Gneisses(B.G.C.) 

0.144 

Non-command 

Gneisses(B.G.C.) 

1.801 

Non-command 

Phyllite & Schist 

4.335 

Non-command 

Gneisses(B.G.C.) 

3.831 

Non-command 

Gneisses(B.G.C.) 

5.088 

Non-command 

Gneisses(B.G.C.) 

0.034 

Non-command 

Gneisses(B.G.C.) 

1.677 

Non-command 

Gneisses(B.G.C.) 

2.061 

Non-command 

Gneisses(B.G.C.) 

11.995 

Non-command 

Gneisses(B.G.C.) 

3.127 

Non-command 

Gneisses(B.G.C.) 

0.022 

Non-command 

Phyllite & Schist 

0.502 

Non-command 

Gneisses(B.G.C.) 

11.244 

Non-command 

Phyllite & Schist 

0.070 

Non-command 

Gneisses(B.G.C.) 

1.138 

Non-command 

Phyllite & Schist 

12.023 

Non-command 

Gneisses(B.G.C.) 

5.042 

Non-command 

Gneisses(B.G.C.) 

0.933 

Non-command 

Phyllite & Schist 

2.120 

Non-command 

Gneisses(B.G.C.) 

8.302 

Non-command 

Gneisses(B.G.C.) 

1.863 

Non-command 

Gneisses(B.G.C.) 

1.902 

Non-command 

Gneisses(B.G.C.) 

2.165 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

45,000 

120 

70,000 

45,000 

120 

30,000 

20,000 

120 

50,000 

30,000 

120 

45,000 

35,000 

120 

40,000 

30,000 

120 

100,000 

80,000 

120 

30,000 

15,000 

120 

40,000 

30,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

40,000 

30,000 

120 

45,000 

35,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

40,000 

30,000 

120 

30,000 

15,000 

120 

70,000 

45,000 

120 

70,000 

45,000 

120 

100,000 

80,000 

120 

70,000 

45,000 

120 

80,000 

60,000 

120 

40,000 

30,000 

120 

30,000 

15,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

45,000 

35,000 

120 

40,000 

30,000 

120 

30,000 

15,000 

120 

70,000 

45,000 

120 

70,000 

45,000 

120 

30,000 

20,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

70,000 

45,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

45,000 

35,000 

120 

40,000 

30,000 

120 

45,000 

35,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.346 

0.346 

0.308 

0.308 

0.005 

0.005 

0.004 

0.004 

0.034 

0.034 

0.065 

0.065 

- 

- 

0.038 

0.038 

0.072 

0.072 

0.022 

0.032 

0.058 

0.058 

0.077 

0.101 

0.058 

0.058 

0.184 

0.189 

0.076 

0.076 

0.941 

0.941 

0.288 

0.288 

0.010 

0.010 

0.245 

0.245 

0.048 

0.048 

0.518 

0.518 

0.154 

0.166 

0.461 

0.461 

0.029 

0.029 

0.041 

0.045 

0.448 

0.448 

0.016 

0.016 

0.384 

0.396 

0.524 

0.524 

0.137 

0.137 

0.004 

0.004 

0.034 

0.034 

0.326 

0.326 

0.133 

0.133 

0.151 

0.151 

- 

- 

0.108 

0.108 

0.029 

0.029 

0.945 

0.945 

0.459 

0.467 


0.014 

0.014 

0.252 

0.271 

- 

- 

0.029 

0.029 

0.461 

0.461 

0.297 

0.314 

0.072 

0.072 

0.211 

0.211 

0.763 

0.763 

0.080 

0.080 

0.007 

0.007 

0.046 

0.046 

























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Chhapari 

0824000802877700 

0.940 

Fresh 

Chhatol 

0824000602854300 

5.950 

Fresh 

Chileshwar 

0824000502840200 

5.590 

Fresh 

Chundi 

0825000202980000 

3.514 

Saline 

Dadiya 

0824000802877400 

4.255 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Dala Ka Khera 

0825000202982300 

2.045 

Fresh 

Dangawas 

0825000102968000 

1.621 

Saline 


Non-command 


Non-command 


Dangdi 

0825000202978600 

4.388 

Fresh 

Dangra 

0824000602859500 

2.519 

Fresh 

Dangri 

0824000602859400 

4.661 

Fresh 

Danta Luhariya 

0824000502846700 

4.287 

Fresh 

Danteri 

0824000502836300 

4.228 

Fresh 

Dantra 

0825000202982600 

2.971 

Fresh 

Darada 

0825000202980700 

1.704 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Daulatpura 

0824000502848600 

2.945 

Fresh 

Daulpura 

0825000202975300 

7.999 

Saline 

Dawer 

0825000102968300 

2.616 

Saline 


Non-command 


Non-command 


Non-command 


Debipura 


Degana 


Dekwara 


Delana (rural) 


Delas 


Deopura 


Deoriya 



0824000502841800 

3.369 

Fresh 

0825000302983300 

5.870 

Fresh 

0825000302987700 

8.159 

Fresh 

0824000702865500 

14.025 

Fresh 

0824000502841100 

3.234 

Fresh 

0825000202971600 

4.740 

Fresh 

0824000602860000 

8.533 

Fresh 

0825000202982100 

3.411 

Fresh 

0825000102968100 

0.287 

Saline 


Dhanakpura 

0825000302994200 

1.654 

Fresh 

Dhaniya Somaniya 

0824000502841500 

3.928 

Fresh 

Dhankpura 

0824000502841700 

3.950 

Fresh 

Dheekani 

0824000602855300 

4.734 

Fresh 

Dhool Khera 

0824000602853900 

1.832 

Fresh 

Dhukalsingh Ji Ka Khera 

0825000302984000 

1.714 

Fresh 

Didwana 

0825000302986600 

4.106 

Fresh 

Diyas 

0824000602861100 

1.874 

Fresh 

Dod Khera 

0824000502840100 

4.345 

Fresh 

Dodiya Khera 

0825000202980400 

0.555 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Dolaji Ka Khera 

0825000202977300 

2.452 

Saline 

Doodaliya 

0825000302986000 

3.770 

Fresh 

Doolehpura 

0824000602856500 

2.328 

Fresh 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

11.658 

Non-command 

Gneisses(B.G.C.) 

4.549 

Non-command 

Gneisses(B.G.C.) 

7.034 

Non-command 

Phyllite & Schist 

1.938 

Non-command 

Gneisses(B.G.C.) 

2.987 

Non-command 

Phyllite & Schist 

0.471 

Non-command 

Phyllite & Schist 

0.342 

Non-command 

Gneisses(B.G.C.) 

5.950 

Non-command 

Gneisses(B.G.C.) 

5.590 

Non-command 

Gneisses(B.G.C.) 

3.514 

Non-command 

Gneisses(B.G.C.) 

0.978 

Non-command 

Phyllite & Schist 

2.537 

Non-command 

Gneisses(B.G.C.) 

0.442 

Non-command 

Gneisses 

0.436 

Non-command 

Phyllite & Schist 

1.102 

Non-command 

Gneisses(B.G.C.) 

4.388 

Non-command 

Gneisses(B.G.C.) 

2.310 

Non-command 

Gneisses(B.G.C.) 

3.946 

Non-command 

Phyllite & Schist 

4.287 

Non-command 

Gneisses(B.G.C.) 

3.577 

Non-command 

Gneisses(B.G.C.) 

2.971 

Non-command 

Gneisses 

0.237 

Non-command 

Phyllite & Schist 

0.214 

Non-command 

Gneisses(B.G.C.) 

0.060 

Non-command 

Phyllite & Schist 

0.018 

Non-command 

Phyllite & Schist 

2.945 

Non-command 

Gneisses(B.G.C.) 

1.468 

Non-command 

Gneisses 

0.451 

Non-command 

Phyllite & Schist 

0.595 

Non-command 

Gneisses(B.G.C.) 

2.409 

Non-command 

Gneisses(B.G.C.) 

0.583 

Non-command 

Gneisses(B.G.C.) 

8.159 

Non-command 

Gneisses(B.G.C.) 

0.202 

Non-command 

Gneisses(B.G.C.) 

3.234 

Non-command 

Gneisses(B.G.C.) 

0.152 

Non-command 

Gneisses(B.G.C.) 

8.533 

Non-command 

Gneisses(B.G.C.) 

3.410 

Non-command 

Gneisses(B.G.C.) 

0.033 

Non-command 

Phyllite & Schist 

0.233 

Non-command 

Gneisses(B.G.C.) 

0.013 

Non-command 

Gneisses(B.G.C.) 

2.861 

Non-command 

Gneisses(B.G.C.) 

3.940 

Non-command 

Gneisses(B.G.C.) 

4.734 

Non-command 

Gneisses(B.G.C.) 

1.832 

Non-command 

Gneisses(B.G.C.) 

1.714 

Non-command 

Gneisses(B.G.C.) 

4.106 

Non-command 

Gneisses(B.G.C.) 

1.874 

Non-command 

Gneisses(B.G.C.) 

4.345 

Non-command 

Gneisses(B.G.C.) 

0.242 

Non-command 

Phyllite & Schist 

0.252 

Non-command 

Gneisses(B.G.C.) 

2.452 

Non-command 

Gneisses(B.G.C.) 

3.770 

Non-command 

Gneisses(B.G.C.) 

2.328 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

30,000 

20,000 

120 

70,000 

45,000 

120 

80,000 

60,000 

120 

30,000 

15,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

40,000 

30,000 

120 

30,000 

20,000 

120 

50,000 

30,000 

120 

40,000 

30,000 

120 

70,000 

45,000 

120 

70,000 

45,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

40,000 

30,000 

120 

30,000 

20,000 

120 

50,000 

30,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

100,000 

80,000 

120 

30,000 

15,000 

120 

30,000 

20,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

45,000 

35,000 

120 

45,000 

35,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

40,000 

30,000 

120 

70,000 

45,000 

120 

40,000 

30,000 

120 

30,000 

20,000 

120 

50,000 

30,000 

120 

45,000 

35,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

45,000 

120 

70,000 

45,000 

120 

45,000 

35,000 

120 

45,000 

35,000 

120 

70,000 

45,000 

120 

80,000 

60,000 

120 

30,000 

15,000 

120 

50,000 

30,000 

120 

30,000 

15,000 

120 

45,000 

35,000 

120 

70,000 

45,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.223 

0.223 

0.133 

0.151 

0.486 

0.486 

0.133 

0.133 

0.115 

0.115 

0.029 

0.029 

0.005 

0.005 

0.162 

0.162 

0.274 

0.274 

0.040 

0.040 

0.019 

0.019 

0.050 

0.054 

0.029 

0.029 

0.036 

0.036 

0.133 

0.133 

0.090 

0.090 

0.059 

0.059 

0.135 

0.143 

0.595 

0.595 

0.094 

0.094 

0.180 

0.180 

0.002 

0.002 

0.004 

0.004 

0.005 

0.005 

- 

- 

0.480 

0.504 

0.022 

0.022 

0.002 

0.002 

0.007 

0.007 

0.166 

0.166 

0.046 

0.046 

0.122 

0.122 

0.014 

0.014 

0.065 

0.075 

0.004 

0.004 

0.907 

0.949 

0.108 

0.108 



0.079 

0.079 

0.065 

0.065 

0.356 

0.356 

0.416 

0.433 

0.063 

0.063 

0.092 

0.092 

0.200 

0.200 

0.108 

0.108 

0.004 

0.004 

0.011 

0.011 

0.040 

0.040 

0.025 

0.025 

0.184 

0.184 









































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Dudaliya 


Ekling Pura 


Fatehpura 


Fatehpuriya 


Gadri Khera 


Galwa 


Galyawari 


Ganeshpura 


Gegas 


Ghoras 


Golera Kuwa 


Gopalpura 


Gorkhya 


Govindpura 


Gowal 


Gumanji Ka Gurha 


Gundali Khera 


Gundli 


0825000202982500 


0824000802877800 


0824000602856200 


0825000302991000 


0824000602853500 


0824000602860500 


0824000602860700 


0824000502839100 


0824000502846900 


0824000502849000 


0825000302991200 


0824000502841900 


0824000502839200 


0824000502847500 


0824000602860300 


0825000302983100 


0825000302986500 


0824000502836500 


0824000802877200 


sq.km 


(4) 


7.009 


3.134 


1.075 


2.713 


1.713 


7.935 


11.774 


1.726 


5.652 


10.532 


4.680 


5.035 


16.860 


3.857 


2.052 


5.034 


2.526 


1.910 


10.524 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Guniya 

0825000202981000 

5.975 

Fresh 

Gurha 

0824000502845300 

0.954 

Fresh 



Hadwa Ka Was 


Halela 


Hatheepura 


Heera Ka Bariya 


Hira Khera 


0825000202976000 

2.457 

0825000202980800 

3.967 

0824000502842500 

4.135 

0824000502836800 

2.631 

0825000202975700 

2.796 




Isarmand 

0825000202971400 

10.084 

Fresh 

Jagdish 

0824000502839800 

5.652 

Fresh 

Jagpura 

0824000602855500 

4.881 

Fresh 

Jalamali 

0824000602854400 

5.597 

Fresh 

Jalariya 

0824000102798100 

6.044 

Fresh 


Non-command 


Meja 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Meja 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Jarana 


Jarsa 


Jaswantpura 


Jawarji Ka Khera 


Jeelola 


Jeendras 


0824000502841000 

1.450 

Fresh 

0825000202981100 

3.506 

Fresh 

0824000502840700 

1.637 

Fresh 

0825000302990900 

1.790 

Fresh 

0825000202981900 

1.332 

Fresh 

0825000302987800 

7.111 

Fresh 

0824000102798200 

4.263 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Jeeran 

0825000202979500 

2.066 

Saline 

Jema Khera 

0825000202975600 

2.316 

Saline 

Jhankara 

0825000202972000 

3.708 

Fresh 

Jharol 

0824000602859600 

15.664 

Fresh 

Jhoompura 

0824000702865800 

7.983 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Jogras 

0824000602856300 

18.726 

Fresh 

Jorawarpura 

0824000102798300 

0.795 

Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

3.726 

Non-command 

Phyllite & Schist 

0.740 

Non-command 

Gneisses(B.G.C.) 

1.075 

Non-command 

Gneisses(B.G.C.) 

2.282 

Non-command 

Gneisses(B.G.C.) 

1.713 

Non-command 

Gneisses(B.G.C.) 

7.935 

Non-command 

Gneisses(B.G.C.) 

11.774 

Non-command 

Gneisses(B.G.C.) 

1.726 

Non-command 

Phyllite & Schist 

5.652 

Non-command 

Phyllite & Schist 

10.532 

Non-command 

Gneisses(B.G.C.) 

3.433 

Non-command 

Gneisses(B.G.C.) 

5.035 

Non-command 

Gneisses(B.G.C.) 

14.599 

Non-command 

Gneisses(B.G.C.) 

3.857 

Non-command 

Gneisses(B.G.C.) 

2.052 

Non-command 

Gneisses(B.G.C.) 

0.303 

Non-command 

Gneisses(B.G.C.) 

2.526 

Non-command 

Gneisses(B.G.C.) 

1.756 

Non-command 

Gneisses(B.G.C.) 

7.346 

Non-command 

Phyllite & Schist 

0.662 

Non-command 

Gneisses(B.G.C.) 

5.263 

Command 

Phyllite & Schist 

0.058 

Non-command 

Phyllite & Schist 

0.370 

Non-command 

Gneisses(B.G.C.) 

2.457 

Non-command 

Phyllite & Schist 

2.682 

Non-command 

Gneisses(B.G.C.) 

0.066 

Non-command 

Gneisses(B.G.C.) 

2.631 

Non-command 

Gneisses(B.G.C.) 

0.358 

Non-command 

Gneisses(B.G.C.) 

2.438 

Command 

Phyllite & Schist 

0.000 

Non-command 

Phyllite & Schist 

2.301 

Non-command 

Gneisses(B.G.C.) 

0.054 

Non-command 

Gneisses(B.G.C.) 

5.652 

Non-command 

Gneisses(B.G.C.) 

4.881 

Non-command 

Gneisses(B.G.C.) 

5.597 

Non-command 

Gneisses(B.G.C.) 

1.182 

Non-command 

Phyllite & Schist 

2.044 

Non-command 

Gneisses(B.G.C.) 

1.450 

Non-command 

Gneisses(B.G.C.) 

2.679 

Non-command 

Gneisses(B.G.C.) 

1.637 

Non-command 

Gneisses(B.G.C.) 

0.179 

Non-command 

Gneisses(B.G.C.) 

1.332 

Non-command 

Gneisses(B.G.C.) 

7.111 

Non-command 

Gneisses(B.G.C.) 

0.020 

Non-command 

Phyllite & Schist 

3.541 

Non-command 

Gneisses(B.G.C.) 

2.066 

Non-command 

Gneisses(B.G.C.) 

1.001 

Non-command 

Gneisses(B.G.C.) 

3.665 

Non-command 

Gneisses(B.G.C.) 

10.374 

Non-command 

Gneisses(B.G.C.) 

0.288 

Non-command 

Phyllite & Schist 

1.337 

Non-command 

Gneisses(B.G.C.) 

18.726 

Non-command 

Phyllite & Schist 

0.696 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

40,000 

30,000 

120 

30,000 

20,000 

120 

70,000 

45,000 

120 

45,000 

35,000 

120 

70,000 

45,000 

120 

70,000 

45,000 

120 

70,000 

45,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

45,000 

35,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

45,000 

120 

45,000 

35,000 

120 

45,000 

35,000 

120 

80,000 

60,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

40,000 

30,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

40,000 

30,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

40,000 

30,000 

120 

30,000 

15,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

40,000 

30,000 

120 

80,000 

60,000 

120 

70,000 

45,000 

120 

70,000 

45,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

40,000 

30,000 

120 

80,000 

60,000 

120 

45,000 

35,000 

120 

40,000 

30,000 

120 

45,000 

35,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

30,000 

15,000 

120 

30,000 

15,000 

120 

40,000 

30,000 

120 

70,000 

45,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

45,000 

120 

60,000 

40,000 



MCM 

MCM 

(15) 

(16) 

0.137 

0.137 

0.012 

0.012 

0.070 

0.070 

0.008 

0.008 

0.216 

0.216 

0.324 

0.341 

0.707 

0.715 

0.029 

0.029 

0.096 

0.108 

0.336 

0.360 

0.101 

0.106 

0.079 

0.079 

0.626 

0.703 

0.108 

0.118 

0.054 

0.054 

- 

- 

0.021 

0.021 

0.043 

0.043 

0.091 

0.095 

0.007 

0.007 

0.022 

0.022 

0.010 

0.010 

0.048 

0.048 

0.101 

0.101 

0.011 

0.011 

- 

- 

0.036 

0.036 

0.011 

0.011 

0.040 

0.040 



0.266 

0.266 

0.162 

0.162 

0.194 

0.194 

0.007 

0.007 

0.014 

0.014 

0.043 

0.043 

0.011 

0.011 

0.115 

0.115 

0.004 

0.004 

0.036 

0.036 

0.151 

0.151 

- 

- 

0.240 

0.240 

0.045 

0.045 

0.004 

0.004 

0.014 

0.014 

0.583 

0.591 

0.004 

0.004 

0.022 

0.022 

0.340 

0.340 

0.437 

0.451 























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Kabradiya 


Kala Dhoondha 


Kalal Kheri 


Kalesariya 


Kali Magri Ka Khera 


Kaloo Khera 


Kameri 


Kanji Ka Khera 


Kanwera 


Kapadiya Khera 


0824000502848900 


0824000602852400 


0824000502842600 


0824000702866900 


0824000602852900 


0825000202972200 


0824000702865600 


0824000502851500 


0825000202982200 


0824000502840500 


0825000202976400 


0824000502848100 


sq.km 


(4) 


9.027 


1.939 


23.988 


6.090 


5.458 


7.848 


5.982 


7.120 


7.377 


4.217 


4.725 


6.211 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Karanwas 


Karera 


Karol 


Kartha 


Kawas Ka Gurha 


Keeratpura 


Kemooniya 


Kerpura 


Khakhar Mala 


Khakharda 


Khanniya 


Khara 


Kheema Khera 


0824000502849300 

3.425 

0824000502838500 

32.810 

0824000602854900 

4.104 

0824000502836100 

7.040 

0825000202977700 

4.143 



0824000802871900 


0824000602857800 


0825000202981500 


0824000602858500 


0825000302983600 


0825000202972300 


0824000602858200 


0825000302984200 


0825000102967800 



Khemana 

0824000602860600 

12.714 

Fresh 

Khera Deopura 

0824000502850200 

2.490 

Fresh 

Khera Jassa 

0825000102968600 

1.615 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kherimata 


Khootiya 


Khootiya Khera 


Khumanpura 


Kishenpura 


Kishorpura 


Kochriya 


Kola Ka Khera 


Koshithal 


Kot 


Kotra 


Kotri 


Kuanthal 


Kulanchi 


Kundwa 


Kunwariya 


Lachhman Pura 


0824000502841200 

2.709 

Fresh 

0824000602857600 

4.731 

Fresh 

0824000602855800 

1.236 

Fresh 

0824000502839300 

2.086 

Fresh 

0825000302986300 

1.825 

Fresh 

0824000602858800 

1.827 

Fresh 

0824000502851400 

5.692 

Fresh 

0825000302987000 

2.376 

Fresh 

0824000702861500 

23.994 

Fresh 

0824000602855000 

9.240 

Fresh 

0825000202977900 

1.686 

Fresh 

0824000802872000 

4.891 

Fresh 

0825000202981400 

15.401 

Fresh 



Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0825000302987300 


0825000202978100 


0825000202971700 


0824000502850400 


1.542 

Fresh 

2.548 

Fresh 

5.096 

Fresh 

2.669 

Fresh 

3.390 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

9.027 

Non-command 

Gneisses(B.G.C.) 

1.939 

Non-command 

Phyllite & Schist 

0.579 

Non-command 

Phyllite & Schist 

0.003 

Non-command 

Gneisses(B.G.C.) 

5.458 

Non-command 

Gneisses(B.G.C.) 

7.848 

Non-command 

Gneisses(B.G.C.) 

0.181 

Non-command 

Phyllite & Schist 

4.390 

Non-command 

Gneisses(B.G.C.) 

5.283 

Non-command 

Gneisses(B.G.C.) 

4.217 

Non-command 

Gneisses(B.G.C.) 

4.725 

Non-command 

Gneisses(B.G.C.) 

4.274 

Non-command 

Phyllite & Schist 

1.937 

Non-command 

Phyllite & Schist 

3.425 

Non-command 

Gneisses(B.G.C.) 

19.462 

Non-command 

Gneisses(B.G.C.) 

4.104 

Non-command 

Gneisses(B.G.C.) 

0.008 

Non-command 

Gneisses(B.G.C.) 

3.714 

Non-command 

Gneisses(B.G.C.) 

0.428 

Non-command 

Phyllite & Schist 

0.133 

Non-command 

Gneisses(B.G.C.) 

8.880 

Non-command 

Gneisses(B.G.C.) 

1.498 

Non-command 

Gneisses(B.G.C.) 

2.085 

Non-command 

Gneisses(B.G.C.) 

1.609 

Non-command 

Gneisses(B.G.C.) 

8.230 

Non-command 

Gneisses(B.G.C.) 

3.030 

Non-command 

Gneisses(B.G.C.) 

0.012 

Non-command 

Gneisses(B.G.C.) 

0.126 

Non-command 

Phyllite & Schist 

0.168 

Non-command 

Gneisses(B.G.C.) 

12.714 

Non-command 

Phyllite & Schist 

2.490 

Non-command 

Gneisses 

0.749 

Non-command 

Phyllite & Schist 

0.790 

Non-command 

Gneisses(B.G.C.) 

2.709 

Non-command 

Gneisses(B.G.C.) 

4.731 

Non-command 

Gneisses(B.G.C.) 

1.236 

Non-command 

Gneisses(B.G.C.) 

2.086 

Non-command 

Gneisses(B.G.C.) 

1.825 

Non-command 

Gneisses(B.G.C.) 

1.827 

Non-command 

Phyllite & Schist 

0.675 

Non-command 

Gneisses(B.G.C.) 

2.376 

Non-command 

Gneisses(B.G.C.) 

23.994 

Non-command 

Gneisses(B.G.C.) 

9.240 

Non-command 

Gneisses(B.G.C.) 

1.686 

Non-command 

Phyllite & Schist 

0.588 

Non-command 

Gneisses(B.G.C.) 

5.114 

Non-command 

Gneisses(B.G.C.) 

10.148 

Non-command 

Phyllite & Schist 

0.130 

Non-command 

Gneisses(B.G.C.) 

1.542 

Non-command 

Gneisses(B.G.C.) 

2.548 

Non-command 

Gneisses(B.G.C.) 

5.096 

Non-command 

Gneisses(B.G.C.) 

2.350 

Non-command 

Phyllite & Schist 

3.390 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

70,000 

45,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

70,000 

45,000 

120 

40,000 

30,000 

120 

50,000 

30,000 

120 

100,000 

80,000 

120 

40,000 

30,000 

120 

80,000 

60,000 

120 

40,000 

30,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

70,000 

45,000 

120 

80,000 

60,000 

120 

40,000 

30,000 

120 

30,000 

15,000 

120 

30,000 

20,000 

120 

70,000 

45,000 

120 

40,000 

30,000 

120 

70,000 

45,000 

120 

45,000 

35,000 

120 

40,000 

30,000 

120 

70,000 

45,000 

120 

45,000 

35,000 

120 

30,000 

20,000 

120 

50,000 

30,000 

120 

70,000 

45,000 

120 

100,000 

80,000 

120 

30,000 

20,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

70,000 

45,000 

120 

70,000 

45,000 

120 

80,000 

60,000 

120 

45,000 

35,000 

120 

70,000 

45,000 

120 

100,000 

80,000 

120 

45,000 

35,000 

120 

50,000 

30,000 

120 

70,000 

45,000 

120 

40,000 

30,000 

120 

30,000 

20,000 

120 

40,000 

30,000 

120 

30,000 

15,000 

120 

50,000 

30,000 

120 

45,000 

35,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.173 

0.173 

0.097 

0.097 

- 

- 

- 

- 1 

0.286 

0.286 

0.302 

0.326 

0.004 

0.004 

0.288 

0.288 

0.180 

0.180 

0.043 

0.043 

0.068 

0.068 

0.180 

0.180 

0.115 

0.115 

0.432 

0.432 

0.050 

0.098 

0.081 

0.081 


0.086 

0.086 

0.005 

0.005 

0.002 

0.002 

0.535 

0.543 

0.104 

0.104 

0.189 

0.189 

0.092 

0.092 

0.263 

0.263 

0.184 

0.184 


0.005 

0.005 

0.011 

0.011 

0.859 

0.876 

0.461 

0.461 

- 

1 

- 

- | 

0.043 

0.043 

0.319 

0.319 

0.124 

0.124 

0.036 

0.036 

0.034 

0.034 

0.092 

0.092 

0.048 

0.048 

0.034 

0.034 

1.033 

1.033 

0.729 

0.729 

0.130 

0.130 

0.017 

0.017 

0.364 

0.369 

0.362 

0.366 

0.011 

0.011 

0.021 

0.021 

0.036 

0.041 

0.072 

0.077 

0.018 

0.018 

0.192 

0.204 






















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Lachhmipura 

0824000502849900 

3.722 

Fresh 

Ladki 

0824000602854100 

7.531 

Fresh 

Ladoowas 

0824000502842100 

18.723 

Fresh 

Lakhaholi 

0824000602857000 

2.395 

Fresh 

Lalji Ka Khera 

0825000202976600 

1.310 

Saline 

Lalri 

0824000502847400 

3.524 

Fresh 

Lasadiya 

0824000502850800 

3.182 

Fresh 

Lasani 

0825000202971500 

18.235 

Fresh 

Lathiya Khera 

0824000602860100 

2.240 

Fresh 

Leswa 

0824000502848300 

11.063 

Fresh 

Liki 

0825000302988100 

4.504 

Fresh 

Luhariya 

0824000502846800 

21.078 

Fresh 

Mad 

0825000202982400 

9.613 

Fresh 

Mada Ki Bassi 

0825000202980600 

12.601 

Saline 


Type of Area (Command / N< 
command) 


Madanpura 


Madariya 


Mahasingh Ji Ka Khera 


Mahendragarh 


Makarda 


Malaji Ka Gurha 


Maliyon Ka Was 


Malji Ka Khera 


Malpura 


Manakdeh 


Mandawara 


Mandi 


Mandka Khera 


Mandol 


Mandpiya 


Mangalpura 


Mankyas 


Manoharpura 


Masinghpura 


Mata Ka Gaon 


Matooniya 


Merniya Khera 


Mewasa 


Miya Falas 


Miyala 


Modiya Khera 


Mokhampura 


Mokhanda 


Moorda 


Moyna 


Mundkosiya 


Nabariya 


Naganto Ki Gawar 


Nahargarh 


Nahri 


Nanana 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0824000502849700 

0.290 

0825000202972700 

8.555 


0825000202978800 

4.461 

0824000702866300 

20.267 

0825000302985900 

4.997 

0825000202982000 

2.191 

0825000202972600 

2.795 

0825000202971900 

2.049 

0824000502849100 

2.464 

0825000302986400 

4.795 

0825000202976900 

4.104 

0824000602854500 

3.192 

0824000602859100 

3.833 

0824000602855200 

5.384 

0824000802877100 

6.011 

0824000502847800 

3.263 

0824000502849400 

3.359 

0824000502838800 

3.732 

0824000602859300 

4.735 

0825000202981800 

0.875 

0824000702862500 

7.980 

0824000602858100 

3.622 

0824000502838600 

4.324 

0824000502836000 

3.104 

0824000602854600 

4.761 

0825000202979000 

0.766 

0824000602855700 

4.605 

0824000602859000 

8.931 

0825000302994300 

8.055 

0825000202979400 

1.379 



0825000302985700 

2.681 

0825000302987200 

3.199 

0825000102967600 

3.285 

0824000502848400 

8.040 

0824000602857200 

7.766 

0825000302983500 

8.160 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

3.722 

Non-command 

Gneisses(B.G.C.) 

7.531 

Non-command 

Gneisses(B.G.C.) 

16.470 

Non-command 

Gneisses(B.G.C.) 

2.395 

Non-command 

Gneisses(B.G.C.) 

1.310 

Non-command 

Gneisses(B.G.C.) 

3.524 

Non-command 

Phyllite & Schist 

3.182 

Non-command 

Gneisses(B.G.C.) 

0.002 

Non-command 

Gneisses(B.G.C.) 

2.240 

Non-command 

Phyllite & Schist 

11.063 

Non-command 

Gneisses(B.G.C.) 

0.304 

Non-command 

Phyllite & Schist 

18.795 

Non-command 

Gneisses(B.G.C.) 

4.467 

Non-command 

Gneisses 

2.140 

Non-command 

Phyllite & Schist 

2.301 

Non-command 

Phyllite & Schist 

0.290 

Non-command 

Gneisses(B.G.C.) 

5.505 

Non-command 

Gneisses(B.G.C.) 

0.356 

Non-command 

Gneisses(B.G.C.) 

4.461 

Non-command 

Phyllite & Schist 

0.365 

Non-command 

Gneisses(B.G.C.) 

4.997 

Non-command 

Gneisses(B.G.C.) 

2.191 

Non-command 

Gneisses(B.G.C.) 

2.534 

Non-command 

Gneisses(B.G.C.) 

1.947 

Non-command 

Phyllite & Schist 

2.464 

Non-command 

Gneisses(B.G.C.) 

4.795 

Non-command 

Gneisses(B.G.C.) 

0.662 

Non-command 

Gneisses(B.G.C.) 

3.192 

Non-command 

Gneisses(B.G.C.) 

3.833 

Non-command 

Gneisses(B.G.C.) 

5.384 

Non-command 

Gneisses(B.G.C.) 

0.537 

Non-command 

Gneisses(B.G.C.) 

3.263 

Non-command 

Phyllite & Schist 

3.359 

Non-command 

Gneisses(B.G.C.) 

3.732 

Non-command 

Gneisses(B.G.C.) 

4.735 

Non-command 

Gneisses(B.G.C.) 

0.875 

Non-command 

Gneisses(B.G.C.) 

7.980 

Non-command 

Gneisses(B.G.C.) 

3.622 

Non-command 

Gneisses(B.G.C.) 

0.921 

Non-command 

Gneisses(B.G.C.) 

0.043 

Non-command 

Gneisses(B.G.C.) 

4.761 

Non-command 

Gneisses(B.G.C.) 

0.766 

Non-command 

Gneisses(B.G.C.) 

4.605 

Non-command 

Gneisses(B.G.C.) 

8.931 

Non-command 

Gneisses(B.G.C.) 

0.057 

Non-command 

Gneisses(B.G.C.) 

0.764 

Non-command 

Gneisses(B.G.C.) 

0.615 

Non-command 

Gneisses(B.G.C.) 

0.981 

Non-command 

Gneisses(B.G.C.) 

3.199 

Non-command 

Phyllite & Schist 

3.206 

Non-command 

Phyllite & Schist 

8.040 

Non-command 

Gneisses(B.G.C.) 

7.766 

Non-command 

Gneisses(B.G.C.) 

3.883 


of Tube of Wells Operational 
Wells with Days 

Pumpset 


Average Yield 

Draft 

Tube 

Wells 

Wells with 
Pumpset 

Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

MCM 

MCM 

(12) 

(13) 

(14) 

(15) 



100,000 


70,000 


80,000 


70,000 


30,000 


80,000 


100,000 


40,000 


70,000 


100,000 


45,000 


100,000 


40,000 


30,000 


50,000 


100,000 


40,000 


30,000 


40,000 


50,000 


45,000 


40,000 


40,000 


40,000 


100,000 


45,000 


30,000 


70,000 


70,000 


70,000 


30,000 


80,000 


100,000 


80,000 


70,000 


40,000 


50,000 


70,000 


80,000 


80,000 


70,000 


40,000 


70,000 


70,000 


45,000 


40,000 


30,000 


45,000 


45,000 


50,000 


100,000 


70,000 


45,000 



0.286 

0.286 

0.032 

0.032 

0.378 

0.378 

0.794 

0.811 

0.004 

0.004 

0.032 

0.032 

0.014 

0.014 

0.013 

0.013 

0.050 

0.050 

0.007 

0.007 

0.269 

0.305 

0.886 

0.886 

0.063 

0.063 























































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Nandsa Jageer 


Nandura 


Nandwa 


Narana 


Narayan Khera 


Nardas Ka Gurha 


Nathriyas 


Nawalpura 


Naya Khera 


Neemjhar 


Neemkhera 


Nimbahera Jatan 


Olano Ka Khera 


Paboonagar 


Pabrana 


Pachataron Ka Khera 


Palran 


Paniya 


Panotiya 


Panri 


Parbati 


Pardi 


Part Of Rajsamand District 


Patiya Khera 


Patiyon Ka Khera 


Peetalpura 


Peetha Ka Khera 


0824000602860800 

9.260 

Fresh 

0824000602858400 

1.780 

Fresh 

0825000202977800 

1.420 

Fresh 

0825000202978900 

4.981 

Fresh 

0824000602857100 

3.108 

Fresh 

0825000202980500 

7.766 

Fresh 



Saline 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


Saline Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 




0824000602855900 

7.989 

Fresh 

0824000502848500 

1.451 

Fresh 

0824000502847200 

5.006 

Fresh 

0824000602859700 

4.175 

Fresh 

0825000202972500 

7.112 

Fresh 

0824000702861800 

5.279 

Fresh 

0824000502840600 

10.312 

Fresh 

0825000302994100 

4.205 

Fresh 

0824000702866200 

2.147 

Fresh 

0825000302984100 

1.925 

Fresh 

0824000602857900 

5.015 

Fresh 

0824000602858000 

10.256 

Fresh 

0824000702862000 

6.264 

Fresh 

0825000202978500 

1.609 

Fresh 

0824000602856000 

14.642 

Fresh 

0825000202981700 

4.693 

Fresh 

0824000602857700 

3.160 

Fresh 

0825000202978300 

7.033 

Fresh 

08250002 

3.048 

Fresh 

0825000302986800 

1.004 

Fresh 

0824000602853600 

2.112 

Fresh 

0824000602853300 

2.585 

Fresh 

0824000602855100 

4.903 

Fresh 

0825000202981300 

3.080 

Fresh 

0824000502851100 

17.344 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Puniyana 

0825000202971800 

2.519 

Fresh 

Rachheti 

0825000302986200 

2.362 

Fresh 

Rachheti Ka Khera 

0825000302986100 

3.668 

Fresh 

Rachheti Ki Dhani 

0825000302987500 

2.966 

Fresh 

Raipur 

0824000602855400 

10.124 

Fresh 

Rajpura 

0824000502839400 

0.549 

Fresh 

Rali Khera 

0824000602859800 

1.662 

Fresh 

Rama 

0824000602854200 

4.067 

Fresh 

Rampuriya 

0824000502841400 

5.138 

Fresh 

Ran 

0825000202981600 

3.360 

Fresh 

Ranas 

0824000602861300 

7.634 

Fresh 

Ratna Ka Gurha 

0825000202980200 

3.980 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Rebariyon Ki Dhani 

0824000602858600 

3.931 

Fresh 

Rewara 

0824000602856800 

3.913 

Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

3.493 

Non-command 

Phyllite & Schist 

0.604 

Non-command 

Gneisses(B.G.C.) 

9.260 

Non-command 

Gneisses(B.G.C.) 

1.780 

Non-command 

Gneisses(B.G.C.) 

1.420 

Non-command 

Gneisses(B.G.C.) 

4.981 

Non-command 

Gneisses(B.G.C.) 

3.108 

Non-command 

Gneisses(B.G.C.) 

0.002 

Non-command 

Gneisses(B.G.C.) 

0.775 

Non-command 

Phyllite & Schist 

5.794 

Non-command 

Gneisses(B.G.C.) 

7.989 

Non-command 

Phyllite & Schist 

1.451 

Non-command 

Phyllite & Schist 

5.006 

Non-command 

Gneisses(B.G.C.) 

4.175 

Non-command 

Gneisses(B.G.C.) 

6.538 

Non-command 

Gneisses(B.G.C.) 

5.279 

Non-command 

Gneisses(B.G.C.) 

10.312 

Non-command 

Gneisses(B.G.C.) 

1.316 

Non-command 

Phyllite & Schist 

2.147 

Non-command 

Gneisses(B.G.C.) 

1.925 

Non-command 

Gneisses(B.G.C.) 

5.015 

Non-command 

Gneisses(B.G.C.) 

10.256 

Non-command 

Gneisses(B.G.C.) 

6.102 

Non-command 

Gneisses(B.G.C.) 

1.609 

Non-command 

Gneisses(B.G.C.) 

14.642 

Non-command 

Gneisses(B.G.C.) 

4.693 

Non-command 

Gneisses(B.G.C.) 

3.160 

Non-command 

Gneisses(B.G.C.) 

7.033 

Non-command 

Gneisses(B.G.C.) 

0.135 

Non-command 

Gneisses(B.G.C.) 

1.004 

Non-command 

Gneisses(B.G.C.) 

2.112 

Non-command 

Gneisses(B.G.C.) 

2.585 

Non-command 

Gneisses(B.G.C.) 

4.903 

Non-command 

Gneisses(B.G.C.) 

3.080 

Non-command 

Gneisses(B.G.C.) 

1.764 

Non-command 

Phyllite & Schist 

15.211 

Non-command 

Gneisses 

1.129 

Non-command 

Phyllite & Schist 

0.003 

Non-command 

Gneisses(B.G.C.) 

2.272 

Non-command 

Gneisses(B.G.C.) 

2.362 

Non-command 

Gneisses(B.G.C.) 

3.668 

Non-command 

Gneisses(B.G.C.) 

2.966 

Non-command 

Gneisses(B.G.C.) 

10.124 

Non-command 

Gneisses(B.G.C.) 

0.549 

Non-command 

Gneisses(B.G.C.) 

1.662 

Non-command 

Gneisses(B.G.C.) 

4.067 

Non-command 

Gneisses(B.G.C.) 

4.755 

Non-command 

Gneisses(B.G.C.) 

3.360 

Non-command 

Gneisses(B.G.C.) 

7.634 

Non-command 

Gneisses(B.G.C.) 

3.869 

Non-command 

Phyllite & Schist 

0.111 

Non-command 

Gneisses(B.G.C.) 

3.931 

Non-command 

Gneisses(B.G.C.) 

3.913 


of Tube of Wells Operational 
Wells with Days 

Pumpset 


Average Yield 



Tube 

Wells 


Ipd 


( 12 ) 


30,000 


50,000 


70,000 


70,000 


40,000 


40,000 


70,000 


40,000 


30,000 


50,000 


70,000 


100,000 


100,000 


70,000 


40,000 


50,000 


80,000 


45,000 


50,000 


45,000 


70,000 


70,000 


50,000 


40,000 


70,000 


40,000 


70,000 


40,000 


40,000 


45,000 


70,000 


70,000 


70,000 


40,000 


80,000 


100,000 


30,000 


50,000 


40,000 


45,000 


45,000 


45,000 


70,000 


80,000 


70,000 


70,000 


80,000 


40,000 


70,000 


30,000 


50,000 


70,000 


70,000 


Wells with 
Pumpset 


Ipd 


(13) 


20,000 


30,000 


45,000 


45,000 


30,000 


30,000 


45,000 


30,000 


15,000 


30,000 


45,000 


80,000 


80,000 


45,000 


30,000 


30,000 


60,000 


35,000 


30,000 


35,000 


45,000 


45,000 


30,000 


30,000 


45,000 


30,000 


45,000 


30,000 


30,000 


35,000 


45,000 


45,000 


45,000 


30,000 


60,000 


80,000 


20,000 


30,000 


30,000 


35,000 


35,000 


35,000 


45,000 


60,000 


45,000 


45,000 


60,000 


30,000 


45,000 


15,000 


30,000 


45,000 


45,000 


Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.031 

0.031 

0.007 

0.007 

0.259 

0.259 

0.135 

0.143 

0.065 

0.065 

0.108 

0.108 

0.551 

0.551 

- 

- ! 

0.022 

0.022 

0.324 

0.324 

0.459 

0.459 

0.115 

0.127 

0.192 

0.192 

0.081 

0.081 

0.220 

0.230 

0.061 

0.061 

0.698 

0.698 

0.004 

0.020 

0.032 

0.032 

0.122 

0.122 

0.200 

0.200 

1.015 

1.032 

0.169 

0.169 

0.068 

0.068 

0.302 

0.302 

0.126 

0.131 

0.270 

0.270 

0.227 

0.237 

- 

- 

0.029 

0.029 

0.189 

0.214 

0.189 

0.189 

0.329 

0.346 

0.018 

0.018 

0.122 

0.122 

1.392 

1.392 



0.018 

0.018 

0.076 

0.076 

0.050 

0.050 

0.021 

0.021 

0.972 

0.989 

0.144 

0.144 

0.103 

0.103 

0.254 

0.262 

0.086 

0.086 

0.130 

0.130 

0.270 

0.270 

0.034 

0.034 

0.004 

0.004 

0.081 

0.081 

0.340 

0.348 































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 




Roopa Ka Khera 


Rooppura 


Rughnathpura 


Sabal Pura 


Sagreo 


Sahnuda 


Sakarda 


Saliyon Ka Khera 


Samarnaka 


Sameliya 


Samrath Pura 


Sangwa 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Census Code 

Area 



sq.km 


(3) 

(4) 

(5) 

0824000602852700 

3.790 

Fresh 

0824000502847000 

2.569 

Fresh 

0825000202977200 

1.874 

Saline 

0824000502840900 

4.824 

Fresh 

0824000602855600 

17.475 

Fresh 

0824000502836900 

7.995 

Fresh 

0825000302987600 

6.322 

Fresh 

0825000202976800 

2.805 

Saline 

0825000202977400 

1.886 

Fresh 



Saline 

0824000502851200 

10.586 

Fresh 

0824000502850700 

2.347 

Fresh 

0824000802877500 

12.051 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sansariya 


Sanwalaji Ka Khera 


Sarai 


Sardarsingh Ji Ka 


Saredi 


Saredi Khera 


Sarewari 


Sargoo 


Sarnon Ka Khera 


Seftiya 


Semlat 


Shankarpura @ Khro 


Shivnathpura 


Shivrati (rural) 


Shobhag Pura 


Singhpura 


Sirodi 


Soji Ka Khera 


Solankiyon Ka Gurha 


Sora Ka Khera 


Suliya 


Suras 


Surat Singh Ka Khera 


Surgati 


Surji Ka Khera 


0825000202979300 


4.516 Fresh 


Saline 


Tahuka 


Tanka 


Teekad 


Teekhi 


Tegi 


Tejya Kheri 


0824000502840400 

2.336 

0824000502848000 

1.388 



0824000502840300 

7.476 

Fresh 

0824000502836400 

4.347 

Fresh 

0824000502838900 

2.678 

Fresh 

0824000602852500 

7.095 

Fresh 

0825000302986900 

3.025 

Fresh 

0824000602857300 

1.675 

Fresh 

0824000502849200 

1.834 

Fresh 

0825000302987100 

2.066 

Fresh 

0824000602852200 

1.144 

Fresh 

0824000502842000 

6.246 

Fresh 

0824000602856400 

3.774 

Fresh 

0824000702867200 

15.015 

Fresh 

0825000302983200 

1.974 

Fresh 

0824000602860200 

3.089 

Fresh 

0824000602854700 

5.213 

Fresh 

0824000502847600 

0.760 

Fresh 

0825000202979600 

2.773 

Saline 

0824000502840000 

4.138 

Fresh 

0825000202979900 

1.726 

Saline 

0824000602853800 

2.908 

Fresh 

0824000702862100 

5.762 

Fresh 

0824000502839600 

2.443 

Fresh 

0825000202980300 

0.539 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0824000502850300 

5.699 

0825000302983700 

3.667 



Saline 


3.012 Fresh 



0825000302983800 

7.386 

0825000202975200 

1.778 

0825000202979800 

2.819 



0824000602857400 


1.974 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

3.790 

Non-command 

Phyllite & Schist 

2.569 

Non-command 

Gneisses(B.G.C.) 

0.090 

Non-command 

Gneisses(B.G.C.) 

4.824 

Non-command 

Gneisses(B.G.C.) 

17.475 

Non-command 

Gneisses(B.G.C.) 

3.034 

Non-command 

Gneisses(B.G.C.) 

6.322 

Non-command 

Gneisses(B.G.C.) 

2.805 

Non-command 

Gneisses(B.G.C.) 

0.789 

Non-command 

Gneisses(B.G.C.) 

1.097 

Non-command 

Phyllite & Schist 

10.461 

Non-command 

Phyllite & Schist 

2.347 

Non-command 

Gneisses(B.G.C.) 

0.107 

Non-command 

Phyllite & Schist 

0.042 

Non-command 

Gneisses(B.G.C.) 

1.855 

Non-command 

Gneisses(B.G.C.) 

2.659 

Non-command 

Gneisses(B.G.C.) 

2.336 

Non-command 

Gneisses(B.G.C.) 

0.362 

Non-command 

Phyllite & Schist 

1.026 

Non-command 

Gneisses(B.G.C.) 

7.476 

Non-command 

Gneisses(B.G.C.) 

3.730 

Non-command 

Gneisses(B.G.C.) 

2.678 

Non-command 

Gneisses(B.G.C.) 

7.095 

Non-command 

Gneisses(B.G.C.) 

3.025 

Non-command 

Gneisses(B.G.C.) 

1.675 

Non-command 

Phyllite & Schist 

1.834 

Non-command 

Gneisses(B.G.C.) 

2.066 

Non-command 

Gneisses(B.G.C.) 

1.144 

Non-command 

Gneisses(B.G.C.) 

0.423 

Non-command 

Gneisses(B.G.C.) 

3.774 

Non-command 

Phyllite & Schist 

0.912 

Non-command 

Gneisses(B.G.C.) 

1.002 

Non-command 

Gneisses(B.G.C.) 

3.089 

Non-command 

Gneisses(B.G.C.) 

5.213 

Non-command 

Gneisses(B.G.C.) 

0.760 

Non-command 

Gneisses(B.G.C.) 

2.561 

Non-command 

Gneisses(B.G.C.) 

4.138 

Non-command 

Gneisses(B.G.C.) 

1.726 

Non-command 

Gneisses(B.G.C.) 

2.908 

Non-command 

Gneisses(B.G.C.) 

0.432 

Non-command 

Gneisses(B.G.C.) 

2.440 

Non-command 

Gneisses(B.G.C.) 

0.402 

Non-command 

Phyllite & Schist 

0.137 

Non-command 

Phyllite & Schist 

4.550 

Non-command 

Gneisses(B.G.C.) 

3.458 

Non-command 

Gneisses(B.G.C.) 

0.208 

Non-command 

Gneisses(B.G.C.) 

1.307 

Non-command 

Gneisses(B.G.C.) 

1.549 

Non-command 

Gneisses(B.G.C.) 

3.470 

Non-command 

Gneisses(B.G.C.) 

0.778 

Non-command 

Gneisses(B.G.C.) 

1.155 

Non-command 

Phyllite & Schist 

0.002 

Non-command 

Gneisses(B.G.C.) 

1.974 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

45,000 

120 

100,000 

80,000 

120 

30,000 

15,000 

120 

80,000 

60,000 

120 

70,000 

45,000 

120 

80,000 

60,000 

120 

45,000 

35,000 

120 

30,000 

15,000 

120 

40,000 

30,000 

120 

30,000 

15,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

40,000 

30,000 

120 

30,000 

15,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

45,000 

120 

45,000 

35,000 

120 

70,000 

45,000 

120 

100,000 

80,000 

120 

45,000 

35,000 

120 

70,000 

45,000 

120 

80,000 

60,000 

120 

70,000 

45,000 

120 

50,000 

30,000 

120 

45,000 

35,000 

120 

70,000 

45,000 

120 

70,000 

45,000 

120 

80,000 

60,000 

120 

30,000 

15,000 

120 

80,000 

60,000 

120 

30,000 

15,000 

120 

70,000 

45,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

30,000 

15,000 

120 

50,000 

30,000 

120 

100,000 

80,000 

120 

45,000 

35,000 

120 

30,000 

20,000 

120 

40,000 

30,000 

120 

30,000 

15,000 

120 

45,000 

35,000 

120 

30,000 

15,000 

120 

30,000 

15,000 

120 

50,000 

30,000 

120 

70,000 

45,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.227 

0.227 

0.288 

0.288 

- 

- 

0.036 

0.036 

1.075 

1.075 

0.014 

0.014 

0.176 

0.176 

0.043 

0.043 

0.032 

0.032 

0.023 

0.023 

0.240 

0.240 

0.278 

0.278 



0.032 

0.032 

0.023 

0.023 

0.029 

0.029 

0.014 

0.014 

0.048 

0.048 


0.029 

0.029 

0.050 

0.050 

0.502 

0.502 

0.034 

0.034 

0.086 

0.086 

0.202 

0.202 

0.046 

0.046 

0.119 

0.119 

0.007 

0.007 

0.189 

0.189 

- 

- 

0.029 

0.029 

0.162 

0.162 

0.178 

0.195 

0.058 

0.058 

0.032 

0.032 

0.043 

0.043 

0.020 

0.020 

0.405 

0.405 

0.007 

0.007 

0.122 

0.122 

0.002 

0.002 

0.004 

0.004 

0.298 

0.298 

0.088 

0.088 

0.002 

0.002 

0.040 

0.040 

0.023 

0.023 

0.105 

0.105 

0.005 

0.005 

0.018 

0.018 

- 

- 

0.200 

0.200 


































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



07007055 


Teli Khera 


Thabola 


Thala 


Theekariyan 


Thekla 


Thob Ka Khera 


Thoriya Khera 



Tolas 


Toongach 


Udairamji Ka Gurha 


Ullai 


Ummedpura 


Umri 


Vaniya Hatri 


Vena Ka Khera 


Verawas 


Agarpura 


Amarpura 


Arjiya 


Bagal Ki Jhunpariya 


0825000202976200 


0824000502846500 


0824000602853400 


0824000602859200 


0824000702862200 


0824000502846400 


0824000602852800 


0824000602858300 


0824000802877600 


0824000602859900 


0825000202980100 


0824000802873300 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



0824000602856600 

2.101 

0824000602858900 

6.466 

0824000502839500 

4.734 

0824000702862600 

14.739 

0824000702861700 

8.878 

0824000502839900 

12.057 

0825000202971200 

3.765 

0825000202972400 

2.939 

0825000202977000 

1.976 

0824000802875100 

7.780 




0824000802874800 

3.075 

Fresh 

0824000902900800 

11.853 

Fresh 

0824000502851700 

2.078 

Fresh 


9.436 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Meja 


Non-command 


Non-command 


Non-command 


Meja 


Non-command 


Mandal 



0824000902896400 


3.526 Fresh 


Balesariya 

0824000402830300 

8.245 

Fresh 

Baliya Khera 

0824000902899100 

2.956 

Fresh 

Ban Ka Khera 

0824000902892400 

19.373 

Fresh 


Banera 


0824000402831500 


26.163 Fresh 


Meja 


Non-command 


Kothari Dam 


Non-command 


Non-command 


Non-command 


Meja 


Non-command 


Non-command 


Baniyans 

0824000502844600 

1.977 

Fresh 

Bara Khera 

0824000902896800 

3.733 

Fresh 

Baran 

0824000402830200 

10.063 

Fresh 


Non-command 


Kothari Dam 


Non-command 


Barla 

0824000902900000 

11.220 

Fresh 

Beeliya 

0824001102927500 

7.455 

Fresh 


Beran 

0824000402828300 

14.191 

Fresh 

Bhadali Khera 

0824000802873200 

1.218 

Fresh 

Bhadoo 

0824000502851300 

23.215 

Fresh 


Meja 


Kothari Dam 


Non-command 


Non-command 


Mandal 


Non-command 


Bhand Ki Baori 

0824000502844800 

2.795 

Fresh 

Bhawani Singh Ka Khera 

0824001102932900 

4.014 

Fresh 

Bheelwara (m) 

0824000842405000 

114.983 

Fresh 


Non-command 


Kothari Dam 


Mandal 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

4.482 

Non-command 

Phyllite & Schist 

1.356 

Non-command 

Gneisses(B.G.C.) 

5.244 

Non-command 

Gneisses(B.G.C.) 

4.213 

Non-command 

Gneisses(B.G.C.) 

3.054 

Non-command 

Phyllite & Schist 

0.981 

Non-command 

Gneisses(B.G.C.) 

3.365 

Non-command 

Gneisses(B.G.C.) 

2.423 

Non-command 

Phyllite & Schist 

1.592 

Non-command 

Gneisses(B.G.C.) 

7.038 

Non-command 

Gneisses(B.G.C.) 

0.059 

Non-command 

Gneisses(B.G.C.) 

2.665 

Non-command 

Gneisses(B.G.C.) 

2.101 

Non-command 

Gneisses(B.G.C.) 

6.466 

Non-command 

Gneisses(B.G.C.) 

4.734 

Non-command 

Gneisses(B.G.C.) 

6.485 

Non-command 

Gneisses(B.G.C.) 

8.878 

Non-command 

Gneisses(B.G.C.) 

12.057 

Non-command 

Gneisses(B.G.C.) 

0.009 

Non-command 

Gneisses(B.G.C.) 

2.939 

Non-command 

Gneisses(B.G.C.) 

0.029 

Command 

Gneisses(B.G.C.) 

4.775 

Non-command 

Gneisses(B.G.C.) 

1.544 

Non-command 

Gneisses(B.G.C.) 

3.075 

Non-command 

Gneisses(B.G.C.) 

0.116 

Command 

Phyllite & Schist 

0.036 

Non-command 

Phyllite & Schist 

1.442 

Command 

Gneisses(B.G.C.) 

5.627 

Command 

Phyllite & Schist 

3.203 

Command 

Phyllite & Schist 

0.070 

Non-command 

Phyllite & Schist 

0.535 

Command 

Phyllite & Schist 

2.521 

Non-command 

Phyllite & Schist 

0.487 

Non-command 

Gneisses(B.G.C.) 

0.103 

Non-command 

Gneisses(B.G.C.) 

0.134 

Command 

Gneisses(B.G.C.) 

9.556 

Non-command 

Gneisses(B.G.C.) 

1.695 

Non-command 

Gneisses(B.G.C.) 

1.039 

Non-command 

Phyllite & Schist 

0.610 

Non-command 

Gneisses(B.G.C.) 

1.972 

Command 

Phyllite & Schist 

0.108 

Non-command 

Gneisses(B.G.C.) 

2.220 

Non-command 

Phyllite & Schist 

0.076 

Command 

Gneisses(B.G.C.) 

0.004 

Command 

Phyllite & Schist 

0.236 

Non-command 

Phyllite & Schist 

0.045 

Non-command 

Gneisses(B.G.C.) 

0.070 

Command 

Phyllite & Schist 

1.218 

Non-command 

Gneisses(B.G.C.) 

0.074 

Non-command 

Phyllite & Schist 

0.310 

Non-command 

Gneisses(B.G.C.) 

2.795 

Command 

Phyllite & Schist 

1.185 

Command 

Gneisses(B.G.C.) 

8.169 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

40,000 

30,000 

120 

100,000 

80,000 

120 

70,000 

45,000 

120 

70,000 

45,000 

120 

50,000 

30,000 

120 

100,000 

80,000 

120 

70,000 

45,000 

120 

70,000 

45,000 

120 

30,000 

20,000 

120 

70,000 

45,000 

120 

40,000 

30,000 

120 

30,000 

15,000 

120 

70,000 

45,000 

120 

70,000 

45,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

30,000 

15,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

30,000 

20,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

30,000 

20,000 



0.113 

0.138 

0.036 

0.043 

0.307 

0.307 

0.012 

0.012 


0.125 

0.125 

0.314 

0.314 

0.180 

0.180 

0.005 

0.005 

0.029 

0.029 

0.154 

0.166 

0.029 

0.029 

0.006 

0.006 


0.504 

0.504 

0.090 

0.090 

0.012 

0.020 

0.008 

0.019 

0.144 

0.144 



0.019 

0.019 

0.058 

0.058 

0.043 

0.043 

0.125 

0.125 






















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 



Chawandiya 


Chhapri 


Chhatri Khera 


Chodhariyas @ Gega Ka Khera 


Deopur 


Dhedhwas 


Dhelana 


Gadri Khera 



Meja 


Non-command 


Bigod 

0824001102933600 

8.033 

Fresh 

Bor Khera 

0824000902898300 

2.690 

Fresh 




Chainpuriya @ Theekariya 

0824001102933300 

3.012 

Fresh 

Chamanpura 

0824000402830900 

2.312 

Fresh 


2.568 Fresh Non-command 


Non-command 


Mandal 



0824000902892300 


0824000802873500 


0824000402831000 


12.895 Fresh 


10.201 Fresh 


2.671 Fresh 


Meja 


Non-command 


Mandal 


Non-command 


Mandal 



0824000902896000 



Danta Nilawari 

0824000402830500 

3.078 

Fresh 

Dantra (chhota) 

0824000902898000 

4.881 

Fresh 



Daulatpura 

0824000402832900 

3.240 

Fresh 

Deoli 

0824000902898500 

11.772 

Fresh 


Non-command 


Kothari Dam 


Non-command 


Non-command 


Kothari Dam 


Non-command 


Non-command 


Mandal 


Non-command 



0824001102933200 


0824000502851800 


0824000902899700 



Dhokliya 

0824000902893500 

8.770 

Fresh 

Dhool Khera 

0824000802872600 

5.563 

Fresh 



Dhunwala (mandal) 

0824000502844500 

17.146 

Fresh 

Dodwaniyon Ka Khera 

0824000402828200 

10.579 

Fresh 

Eras 

0824000802874900 

4.588 

Fresh 


Kothari Dam 


Non-command 


Meja 


Non-command 


Meja 


Non-command 


Non-command 


Meja 


Non-command 


Meja 


Non-command 


Non-command 


Non-command 


Meja 



0824000502851600 


1.811 Fresh 


Gandheri 

0824000902896700 

2.471 

Fresh 

Ganeshpura 

0824000402832800 

6.076 

Fresh 


Non-command 


Meja 


Non-command 


Kothari Dam 


Mandal 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Phyllite & Schist 

2.568 

Command 

Gneisses(B.G.C.) 

8.006 

Command 

Phyllite & Schist 

27.078 

Non-command 

Gneisses(B.G.C.) 

5.832 

Non-command 

Phyllite & Schist 

1.108 

Non-command 

Phyllite & Schist 

0.211 

Non-command 

Gneisses(B.G.C.) 

0.591 

Non-command 

Phyllite & Schist 

2.099 

Non-command 

Gneisses(B.G.C.) 

2.566 

Non-command 

Phyllite & Schist 

0.002 

Non-command 

Phyllite & Schist 

0.063 

Command 

Gneisses(B.G.C.) 

0.440 

Command 

Phyllite & Schist 

1.720 

Non-command 

Gneisses(B.G.C.) 

0.010 

Non-command 

Phyllite & Schist 

0.142 

Command 

Gneisses(B.G.C.) 

10.034 

Non-command 

Gneisses(B.G.C.) 

0.519 

Command 

Gneisses(B.G.C.) 

8.953 

Non-command 

Gneisses(B.G.C.) 

0.466 

Command 

Gneisses(B.G.C.) 

1.279 

Command 

Phyllite & Schist 

0.143 

Non-command 

Gneisses(B.G.C.) 

1.249 

Command 

Phyllite & Schist 

1.891 

Non-command 

Phyllite & Schist 

0.463 

Non-command 

Gneisses(B.G.C.) 

3.070 

Command 

Phyllite & Schist 

0.017 

Non-command 

Phyllite & Schist 

4.864 

Non-command 

Gneisses(B.G.C.) 

0.457 

Non-command 

Phyllite & Schist 

7.133 

Command 

Gneisses(B.G.C.) 

0.457 

Non-command 

Gneisses(B.G.C.) 

5.173 

Non-command 

Phyllite & Schist 

6.042 

Command 

Phyllite & Schist 

0.340 

Non-command 

Phyllite & Schist 

0.351 

Command 

Phyllite & Schist 

0.735 

Non-command 

Phyllite & Schist 

2.906 

Command 

Gneisses(B.G.C.) 

2.739 

Non-command 

Gneisses(B.G.C.) 

0.955 

Non-command 

Gneisses(B.G.C.) 

2.191 

Command 

Phyllite & Schist 

4.256 

Non-command 

Phyllite & Schist 

1.281 

Command 

Gneisses(B.G.C.) 

5.333 

Non-command 

Gneisses(B.G.C.) 

1.299 

Non-command 

Gneisses(B.G.C.) 

1.046 

Non-command 

Gneisses(B.G.C.) 

0.800 

Command 

Gneisses(B.G.C.) 

1.635 

Command 

Phyllite & Schist 

2.881 

Non-command 

Gneisses(B.G.C.) 

0.072 

Command 

Phyllite & Schist 

0.377 

Non-command 

Phyllite & Schist 

1.434 

Command 

Phyllite & Schist 

0.006 

Command 

Gneisses(B.G.C.) 

4.997 

Command 

Phyllite & Schist 

0.597 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.038 

0.038 

0.122 

0.122 

0.418 

0.418 

0.089 

0.089 

0.017 

0.017 

0.007 

0.017 

0.042 

0.042 

0.259 

0.259 

0.252 

0.252 

- 

- 

0.007 

0.007 

0.090 

0.098 

0.479 

0.522 


0.042 

0.042 

0.432 

0.449 

0.024 

0.024 

0.247 

0.251 

0.012 

0.012 

0.060 

0.060 

0.008 

0.008 

0.054 

0.054 

0.115 

0.139 

0.029 

0.029 

0.300 

0.334 

- 

- 

0.240 

0.240 

0.029 

0.033 

0.444 

0.502 

0.006 

0.006 

0.348 

0.348 

0.643 

0.643 

0.007 

0.007 

0.007 

0.007 

0.010 

0.010 

0.058 

0.058 

0.084 

0.084 

0.030 

0.030 

0.078 

0.078 

0.012 

0.012 

0.005 

0.005 

0.115 

0.133 

0.029 

0.033 

0.014 

0.014 

0.018 

0.018 

0.065 

0.072 

0.113 

0.124 

0.002 

0.002 

0.029 

0.029 

0.106 

0.106 

- 

- | 

0.072 

0.072 

0.008 

0.008 








































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Gaphesara 


Gokalpura 


Goojar Khera 


Gothra 


Govindpura 


Kawaliyas Mafi 


Keeratpura 


Kodu Kota 


Kotri 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


0824000902898100 


0824000802874500 


0824000902896600 


0824000902899200 


0824000802873000 


0824000902896100 


sq.km 


(4) (5) 


6.915 Fresh 


1.245 Fresh 


2.399 Fresh 


5.931 Fresh 


1.491 Fresh 


3.579 Fresh 



Gundli 

0824000802877200 

10.524 

Fresh 

Gurha 

0824000502845300 

0.954 

Fresh 



Hathipura 

0824000902901000 

1.747 

Fresh 

Hooniya Khera 

0824000802873600 

1.990 

Fresh 

Iras 

0824000802871800 

2.357 

Fresh 


Jaliya 

0824001102933000 

4.540 

Fresh 

Jawal 

0824000902897700 

6.232 

Fresh 

Jeepiya 

0824000802872700 

10.382 

Fresh 


Non-command 


Non-command 


Kothari Dam 


Non-command 


Mandal 


Kothari Dam 


Non-command 


Non-command 


Meja 


Non-command 


Meja 


Non-command 


Mandal 


Meja 


Non-command 


Kothari Dam 


Non-command 


Mandal 



Jityas 

0824000902899300 

4.256 

Fresh 

Jodhras 

0824000802872800 

4.824 

Fresh 



Kajlodiya 

0824000402830700 

4.120 

Fresh 

Kakroliya Mafi 

0824000902893700 

6.082 

Fresh 

Kali Randiya 

0824000902899400 

3.512 

Fresh 

Kaloo Khera 

0824000502851500 

7.120 

Fresh 

Kalsans 

0824000402833000 

12.046 

Fresh 


Meja 


Non-command 


Non-command 


Mandal 


Meja 


Non-command 


Kothari Dam 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Mandal 


Non-command 


Mandal 



0824000902892500 


0824000802871900 


2.086 Fresh 


3.793 Fresh 


Keerkhera 

0824000502845400 

4.498 

Fresh 

Kherliya 

0824000402832600 

4.334 

Fresh 

Kilpuriya 

0824000402830800 

2.232 

Fresh 

Kishangarh 

0824000902897900 

10.295 

Fresh 


Meja 


Non-command 


Meja 


Non-command 


Non-command 


Mandal 


Non-command 


Kothari Dam 


Non-command 



0824000802876900 

6.841 

Fresh 

0824000802874700 

11.305 

Fresh 

0824000802872000 

4.891 

Fresh 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

5.503 

Non-command 

Gneisses(B.G.C.) 

1.088 

Command 

Phyllite & Schist 

2.157 

Non-command 

Gneisses(B.G.C.) 

4.615 

Command 

Phyllite & Schist 

1.491 

Command 

Phyllite & Schist 

1.976 

Non-command 

Phyllite & Schist 

1.157 

Non-command 

Gneisses(B.G.C.) 

1.069 

Command 

Phyllite & Schist 

0.520 

Non-command 

Phyllite & Schist 

0.006 

Command 

Gneisses(B.G.C.) 

0.765 

Command 

Phyllite & Schist 

2.805 

Non-command 

Gneisses(B.G.C.) 

0.122 

Command 

Gneisses(B.G.C.) 

0.162 

Command 

Phyllite & Schist 

0.041 

Non-command 

Phyllite & Schist 

0.015 

Command 

Phyllite & Schist 

0.675 

Non-command 

Phyllite & Schist 

2.114 

Command 

Gneisses(B.G.C.) 

0.007 

Command 

Phyllite & Schist 

0.238 

Command 

Phyllite & Schist 

8.751 

Non-command 

Phyllite & Schist 

1.385 

Non-command 

Gneisses(B.G.C.) 

4.143 

Command 

Phyllite & Schist 

1.048 

Command 

Phyllite & Schist 

3.249 

Non-command 

Phyllite & Schist 

0.528 

Command 

Phyllite & Schist 

1.629 

Non-command 

Phyllite & Schist 

0.119 

Non-command 

Gneisses(B.G.C.) 

4.117 

Non-command 

Gneisses(B.G.C.) 

6.082 

Non-command 

Gneisses(B.G.C.) 

3.045 

Non-command 

Phyllite & Schist 

2.730 

Command 

Gneisses(B.G.C.) 

2.605 

Non-command 

Gneisses(B.G.C.) 

8.562 

Command 

Gneisses(B.G.C.) 

0.027 

Command 

Phyllite & Schist 

0.082 

Non-command 

Gneisses(B.G.C.) 

2.861 

Non-command 

Phyllite & Schist 

0.715 

Command 

Gneisses(B.G.C.) 

1.238 

Non-command 

Gneisses(B.G.C.) 

0.848 

Command 

Phyllite & Schist 

1.090 

Non-command 

Phyllite & Schist 

2.570 

Non-command 

Phyllite & Schist 

4.308 

Command 

Gneisses(B.G.C.) 

0.242 

Non-command 

Gneisses(B.G.C.) 

2.232 

Command 

Phyllite & Schist 

0.164 

Non-command 

Gneisses(B.G.C.) 

1.230 

Non-command 

Phyllite & Schist 

6.816 

Non-command 

Gneisses(B.G.C.) 

0.034 

Non-command 

Phyllite & Schist 

4.905 

Non-command 

Gneisses(B.G.C.) 

1.585 

Non-command 

Gneisses(B.G.C.) 

11.016 

Non-command 

Phyllite & Schist 

4.303 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

30,000 

20,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

30,000 

20,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

30,000 

20,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

70,000 

50,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

70,000 

50,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.202 

0.202 

0.010 

0.010 

0.096 

0.096 

- 

- 

0.144 

0.144 

0.202 

0.202 

0.115 

0.115 

0.014 

0.014 

0.067 

0.067 

- 

- 

0.024 

0.024 

0.086 

0.086 

0.006 

0.006 

0.024 

0.024 

0.002 

0.002 


0.079 

0.108 

0.355 

0.355 



0.002 

0.002 

0.007 

0.011 

0.002 

0.002 

0.269 

0.269 

0.019 

0.019 

0.228 

0.245 

0.174 

0.174 


0.173 

0.173 

0.024 

0.024 

0.078 

0.086 

- 

- 

0.008 

0.008 

0.132 

0.149 

0.042 

0.053 

0.144 

0.144 

0.102 

0.102 

0.014 

0.014 

0.036 

0.036 

0.086 

0.086 

0.006 

0.006 

0.042 

0.042 

0.010 

0.010 

0.060 

0.060 

0.518 

0.518 

- 

- 

0.374 

0.374 

0.038 

0.038 

0.547 

0.558 

0.125 

0.125 















































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Lakhamaniyas 

0824000902893600 

8.531 

Fresh 

Lakshmipura 

0824000402832700 

3.091 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Mandal 


Lapiya 

0824000402832400 

6.538 

Fresh 

Lasariya 

0824000902892600 

6.512 

Fresh 

Mahuwa Khurd 

0824000402831200 

12.633 

Fresh 


Mali Khera @ Rajpu 


Paroli Genta 


Non-command 


Non-command 


Mandal 



0824000502852000 


2.890 Fresh 



Non-command 


Meja 


Non-command 


Meja 


Non-command 


Mandal 



Marda Ki Jhunpariya 

0824000902896300 

2.130 

Fresh 

Mejan 

0824000502851900 

8.230 

Fresh 


Mohanpura 

0824001102933900 

3.408 

Fresh 

Nanakpura 

0824000502844700 

3.896 

Fresh 

Nandrai 

0824000902896500 

22.944 

Fresh 


Nanodiya 

0824000402831400 

4.927 

Fresh 

Neem Ka Khera 

0824000502844900 

3.318 

Fresh 

Nohara 

0824000902899500 

3.598 

Fresh 

Palri 

0824000802872900 

3.879 

Fresh 

Pansal 

0824000802872400 

14.760 

Fresh 


Kothari Dam 


Meja 


Non-command 


Non-command 


Non-command 


Kothari Dam 


Non-command 


Non-command 


Non-command 


Non-command 


Mandal 


Meja 



0824000902901100 


7.523 Fresh 


Non-command 


Non-command 



Rampuriya @ Payra 

0824000402830400 

1.828 

Fresh 

Ramsinghpura @ Raisinghpur 

0824000402830600 

5.315 

Fresh 

Raneegpura 

0824000402831100 

4.849 

Fresh 


Meja 


Non-command 


Non-command 


Non-command 


Mandal 



Redwas 

0824000902894100 

9.379 

Fresh 

Reechhra 

0824000802873700 

12.635 

Fresh 


Roopaheli 

0824000802875400 

11.933 

Fresh 

Rooppura 

0824000802877000 

0.858 

Fresh 

Rugnathpura @ Gawardi 

0824000902893900 

3.793 

Fresh 


Meja 


Non-command 


Non-command 


Mandal 


Non-command 


Meja 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

3.179 

Command 

Gneisses(B.G.C.) 

0.715 

Command 

Phyllite & Schist 

0.087 

Non-command 

Phyllite & Schist 

0.433 

Non-command 

Gneisses(B.G.C.) 

3.973 

Command 

Gneisses(B.G.C.) 

1.845 

Command 

Phyllite & Schist 

2.363 

Non-command 

Phyllite & Schist 

4.824 

Command 

Gneisses(B.G.C.) 

1.345 

Command 

Phyllite & Schist 

0.273 

Non-command 

Gneisses(B.G.C.) 

4.460 

Command 

Phyllite & Schist 

0.021 

Non-command 

Phyllite & Schist 

2.869 

Command 

Phyllite & Schist 

4.697 

Non-command 

Phyllite & Schist 

2.703 

Command 

Gneisses(B.G.C.) 

0.162 

Command 

Phyllite & Schist 

0.106 

Non-command 

Gneisses(B.G.C.) 

6.891 

Non-command 

Phyllite & Schist 

8.935 

Non-command 

Gneisses(B.G.C.) 

3.048 

Non-command 

Phyllite & Schist 

0.207 

Command 

Phyllite & Schist 

2.130 

Command 

Phyllite & Schist 

0.259 

Non-command 

Phyllite & Schist 

7.969 

Non-command 

Phyllite & Schist 

0.140 

Non-command 

Gneisses(B.G.C.) 

3.512 

Command 

Phyllite & Schist 

16.230 

Non-command 

Phyllite & Schist 

5.338 

Non-command 

Gneisses(B.G.C.) 

4.685 

Non-command 

Gneisses(B.G.C.) 

3.167 

Non-command 

Gneisses(B.G.C.) 

3.598 

Command 

Phyllite & Schist 

3.879 

Command 

Gneisses(B.G.C.) 

0.721 

Command 

Phyllite & Schist 

8.061 

Non-command 

Phyllite & Schist 

5.730 

Non-command 

Gneisses(B.G.C.) 

0.911 

Non-command 

Phyllite & Schist 

0.144 

Non-command 

Gneisses(B.G.C.) 

0.033 

Non-command 

Phyllite & Schist 

0.336 

Command 

Gneisses(B.G.C.) 

5.108 

Non-command 

Gneisses(B.G.C.) 

2.305 

Non-command 

Gneisses(B.G.C.) 

1.473 

Non-command 

Gneisses(B.G.C.) 

5.315 

Command 

Gneisses(B.G.C.) 

1.422 

Command 

Phyllite & Schist 

2.698 

Command 

Phyllite & Schist 

0.024 

Non-command 

Phyllite & Schist 

0.455 

Non-command 

Gneisses(B.G.C.) 

5.880 

Command 

Gneisses(B.G.C.) 

0.336 

Non-command 

Gneisses(B.G.C.) 

0.035 

Command 

Gneisses(B.G.C.) 

0.816 

Non-command 

Gneisses(B.G.C.) 

0.014 

Non-command 

Gneisses(B.G.C.) 

3.793 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.084 

0.084 

0.018 

0.018 

- 

- 

0.025 

0.025 

0.144 

0.144 

0.150 

0.167 

0.269 

0.291 

0.538 

0.581 

0.029 

0.029 

0.010 

0.010 

0.101 

0.101 

- 

- 

0.086 

0.086 

0.014 

0.025 

0.010 

0.014 



0.137 

0.137 

0.240 

0.240 

0.019 

0.023 

0.002 

0.002 

0.288 

0.300 

0.048 

0.048 

1.526 

1.526 

0.007 

0.007 

0.043 

0.043 

1.766 

1.838 

0.576 

0.600 

0.138 

0.138 

0.094 

0.094 


0.274 

0.278 

0.012 

0.019 

0.130 

0.191 

0.091 

0.134 

0.066 

0.066 

0.019 

0.019 


0.029 

0.029 

0.115 

0.137 

0.050 

0.057 

0.072 

0.223 

0.282 

0.324 

0.024 

0.032 

0.067 

0.078 























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


07008056 


Sabal Pura 


Sablaji Ka Khera 


Salampura 


Salriya 


Sameliya 


Samori 


Santokpura 


Satola 


Satola Ka Khera 


Sawaipur 


Seedriyas 


Shopura (gega Ka Khera) 


Shri Nagar 


Somsyas 


Station Nagar 



Taswariya 


Teli Khera 


Achhojai 


Aidan Ka Bas 


Akeda Chaud 


Amloda 


Anatpura 


Atalbiharipura 


Badanpura 


Baori 


Barh Jahota 


Barwara 


Basri 


Bassi Jhajhra 


Bassinaga 


0824000902898600 


0824000902894000 


0824000802872300 


0824000902893800 


0824000502851200 


0824000802872200 


0824000502845200 


0824000902892700 


0824000902892100 


0824000902899600 


0824000802874400 


0824000902898200 


0824000802874600 


0824000902892200 


0824000502845100 


0824000802873400 


0824000802873100 


0812001001572200 


0812000501503000 


0812001001573500 


0812000301473800 


0812000401487500 


0812001001570800 


0812001001581100 


sq.km 


(4) (5) 


1.985 Fresh 


1.714 Fresh 


3.817 Fresh 


5.327 Fresh 


10.586 Fresh 


5.836 Fresh 


4.006 Fresh 



5.886 Fresh 


6.273 Fresh 


9.881 Fresh 


9.056 Fresh 


3.389 Fresh 


0.907 Fresh 


1.786 Fresh 


3.961 Fresh 



7.156 Fresh 


1.718 Fresh 


4.293 Fresh 


2.171 Fresh 


4.423 Fresh 


5.327 Fresh 


8.792 Fresh 


1.672 Fresh 


2.739 Fresh 


Non-command 


Non-command 


Meja 


Non-command 


Non-command 


Non-command 


Non-command 


Mandal 


Meja 


Non-command 


Non-command 


Non-command 


Meja 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Mandal 


Non-command 


Meja 


Non-command 


Mandal 


Meja 


Non-command 


Mandal 


Mandal 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

0.001 

Non-command 

Gneisses(B.G.C.) 

1.714 

Command 

Phyllite & Schist 

0.274 

Non-command 

Phyllite & Schist 

0.618 

Non-command 

Gneisses(B.G.C.) 

5.327 

Non-command 

Phyllite & Schist 

0.125 

Non-command 

Phyllite & Schist 

5.660 

Command 

Phyllite & Schist 

0.992 

Command 

Phyllite & Schist 

0.219 

Non-command 

Phyllite & Schist 

2.796 

Non-command 

Gneisses(B.G.C.) 

4.699 

Non-command 

Gneisses(B.G.C.) 

5.041 

Command 

Gneisses(B.G.C.) 

2.672 

Non-command 

Gneisses(B.G.C.) 

5.485 

Non-command 

Gneisses(B.G.C.) 

0.075 

Non-command 

Phyllite & Schist 

1.503 

Non-command 

Gneisses(B.G.C.) 

0.074 

Non-command 

Gneisses(B.G.C.) 

1.786 

Command 

Phyllite & Schist 

0.985 

Non-command 

Phyllite & Schist 

2.976 

Command 

Phyllite & Schist 

1.529 

Non-command 

Phyllite & Schist 

2.388 

Command 

Gneisses(B.G.C.) 

0.000 

Command 

Gneisses(B.G.C.) 

18.270 

Command 

Phyllite & Schist 

2.203 

Non-command 

Gneisses(B.G.C.) 

3.412 

Command 

Gneisses(B.G.C.) 

7.156 

Command 

Gneisses(B.G.C.) 

0.895 

Command 

Phyllite & Schist 

0.824 


with 

Pumpset 


Sub Basin: Mashi 



0812000901559000 


0812001001571000 


0812000401485900 


0812000901558800 


0812000501502700 


0812000501500900 


4.018 Fresh 


0.624 Fresh 


7.049 Fresh 


1.060 Fresh 


3.472 Fresh 


15.548 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Beer Hathod 


Benarwith Daulatpura 


0812000901559700 


0812001001573200 


1.608 Fresh 


10.024 Fresh 


Non-command 


Non-command 


Non-command 

Younger Alluvium 

4.293 

Non-command 

Younger Alluvium 

2.171 

Non-command 

Younger Alluvium 

4.423 

Non-command 

Quartzite 

0.566 

Non-command 

Younger Alluvium 

2.433 

Non-command 

Younger Alluvium 

8.656 

Non-command 

Younger Alluvium 

1.130 

Non-command 

Quartzite 

0.033 

Non-command 

Younger Alluvium 

2.706 

Non-command 

Quartzite 

1.699 

Non-command 

Younger Alluvium 

2.171 

Non-command 

Younger Alluvium 

4.018 

Non-command 

Younger Alluvium 

0.624 

Non-command 

Quartzite 

1.443 

Non-command 

Younger Alluvium 

0.552 

Non-command 

Younger Alluvium 

1.060 

Non-command 

Younger Alluvium 

0.247 

Non-command 

Older Alluvium 

9.651 

Non-command 

Younger Alluvium 

5.854 

Non-command 

Quartzite 

0.048 

Non-command 

Younger Alluvium 

0.138 

Non-command 

Younger Alluvium 

0.679 

Non-command 

Younger Alluvium 

9.640 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

30,000 

20,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

30,000 

20,000 

120 

100,000 

80,000 

120 

30,000 

20,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 


120 

110,000 

90,000 

120 

100,000 

80,000 

120 

110,000 

90,000 

120 

70,000 

60,000 

120 

80,000 

50,000 

120 

40,000 

25,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

40,000 

25,000 

120 

110,000 

90,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

130,000 

110,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 



MCM 

MCM 

(15) 

(16) 

~ 

- : 

0.060 

0.060 

0.005 

0.005 

0.010 

0.010 

0.228 

0.228 

- 

- 

0.115 

0.115 

0.019 

0.019 

0.010 

0.010 

0.067 

0.067 

0.228 

0.245 

0.312 

0.312 

0.252 

0.260 

0.510 

0.527 

0.005 

0.005 

0.115 

0.115 


0.054 

0.054 

0.048 

0.048 

0.144 

0.144 

0.115 

0.115 

0.192 

0.192 


0.756 

0.950 

0.091 

0.116 

0.142 

0.178 

0.156 

0.160 

0.012 

0.012 

0.012 

0.012 



0.119 

0.343 

0.198 

0.198 

0.454 

0.454 

0.637 

0.901 

0.043 

0.188 

0.006 

0.157 

0.003 

0.037 

1.544 

1.702 

0.029 

0.029 

0.996 

0.996 

0.660 

0.660 

0.006 

0.006 

0.022 

0.022 

0.108 

0.108 

0.562 

1.737 





















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


11.068 Fresh 



Bhatton Ki Gali 

0812001001571700 

7.633 

Fresh 

Bheempura 

0812001001579400 

2.903 

Fresh 

Bhikhawas 

0812000501501300 

7.295 

Fresh 


Non-command 


Non-command 


Non-command 


Bhoodarpura 

0812000901558500 

3.165 

Fresh 

Bhoorawali 

0812001001571500 

2.099 

Fresh 

Biharipura 

0812001001566800 

5.693 

Fresh 

Bilochi 

0812001001574500 

6.380 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Boodthal 

0812001001573900 

5.160 

Fresh 

Boytawala 

0812000901559200 

5.006 

Fresh 

Bugalya 

0812001001568700 

4.407 

Fresh 

Chak Baori 

0812000901558900 

0.502 

Fresh 

Chak Barh 

0812000901558100 

0.745 

Fresh 

Chak Basri 

0812000901558600 

0.852 

Fresh 

Chak Boytawala 

0812000901558300 

1.431 

Fresh 

Chak Degrawas 

0812001001574100 

6.832 

Fresh 

Chak Jaitpura 

0812001001569500 

0.789 

Fresh 

Chak Nangal 

0812001001581800 

0.123 

Fresh 

Chak Pokharawala 

0812001001579300 

0.740 

Fresh 

Chak Rojda 

0812001001569400 

2.893 

Fresh 

Chak Sarna Doongar 

0812000901558700 

0.810 

Fresh 

Champapura 

0812000901560000 

1.377 

Fresh 

Charan_nadi 

0812000908129078 

3.078 

Fresh 

Charanwas 

0812000901557400 

4.139 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chatarpura 

0812001001572100 

4.774 

Fresh 

Cheethwari 

0812000401487600 

10.404 

Fresh 

Chetawala 

0812001001581200 

3.344 

Fresh 

Chhanwar Ka Bas 

0812001001581300 

0.507 

Fresh 

Chimanpura 

0812001001571600 

3.633 

Fresh 

Chirara 

0812001001580900 

1.830 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chomu (m) 

0812000441204000 

23.522 

Fresh 

Chonp 

0812001001574300 

9.734 

Fresh 


Non-command 


Non-command 


Dabri 

0812001001573800 

6.236 

Fresh 

Dadar Baori 

0812001001569700 

3.477 

Fresh 

Dahra 

0812000401486700 

5.195 

Fresh 


Non-command 


Non-command 


Non-command 


Dalpura 

0812001001572700 

2.864 

Fresh 

Datawata 

0812001001572000 

1.919 

Fresh 

Daulatpura 

0812001001580600 

10.103 

Fresh 


Non-command 


Non-command 


Non-command 


Degrawas 

0812001001574000 

3.260 

Fresh 

Deogudha 

0812001001570600 

4.531 

Fresh 

Dhankya 

0812000901563000 

7.371 

Fresh 

Dhaoli 

0812000301474000 

5.018 

Fresh 

Dharampura 

0812000901557900 

1.048 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.698 

Non-command 

Younger Alluvium 

9.097 

Non-command 

Younger Alluvium 

7.633 

Non-command 

Younger Alluvium 

0.838 

Non-command 

Older Alluvium 

0.502 

Non-command 

Younger Alluvium 

1.493 

Non-command 

Younger Alluvium 

3.165 

Non-command 

Younger Alluvium 

2.099 

Non-command 

Younger Alluvium 

5.693 

Non-command 

Quartzite 

0.637 

Non-command 

Younger Alluvium 

2.812 

Non-command 

Older Alluvium 

0.394 

Non-command 

Younger Alluvium 

0.041 

Non-command 

Younger Alluvium 

5.160 

Non-command 

Younger Alluvium 

4.730 

Non-command 

Older Alluvium 

0.689 

Non-command 

Younger Alluvium 

0.502 

Non-command 

Younger Alluvium 

0.745 

Non-command 

Younger Alluvium 

0.852 

Non-command 

Younger Alluvium 

1.431 

Non-command 

Younger Alluvium 

6.832 

Non-command 

Younger Alluvium 

0.789 

Non-command 

Quartzite 

0.123 

Non-command 

Younger Alluvium 

0.735 

Non-command 

Younger Alluvium 

2.893 

Non-command 

Younger Alluvium 

0.810 

Non-command 

Younger Alluvium 

1.377 

Non-command 

Younger Alluvium 

0.101 

Non-command 

Older Alluvium 

0.190 

Non-command 

Younger Alluvium 

3.940 

Non-command 

Younger Alluvium 

4.774 

Non-command 

Younger Alluvium 

10.347 

Non-command 

Younger Alluvium 

3.344 

Non-command 

Younger Alluvium 

0.507 

Non-command 

Younger Alluvium 

3.633 

Non-command 

Quartzite 

1.509 

Non-command 

Younger Alluvium 

0.321 

Non-command 

Younger Alluvium 

9.729 

Non-command 

Quartzite 

0.053 

Non-command 

Younger Alluvium 

9.681 

Non-command 

Younger Alluvium 

6.236 

Non-command 

Younger Alluvium 

3.006 

Non-command 

Quartzite 

0.304 

Non-command 

Younger Alluvium 

4.846 

Non-command 

Younger Alluvium 

2.864 

Non-command 

Younger Alluvium 

1.919 

Non-command 

Quartzite 

1.493 

Non-command 

Younger Alluvium 

4.686 

Non-command 

Younger Alluvium 

3.260 

Non-command 

Younger Alluvium 

0.396 

Non-command 

Younger Alluvium 

0.004 

Non-command 

Younger Alluvium 

4.178 

Non-command 

Younger Alluvium 

1.048 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

130,000 

110,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

40,000 

25,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

40,000 

25,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

40,000 

25,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 



Wells with 
Pumpset 


MCM 


(15) 


0.076 


































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Durjaniyawas 


Dwarkapura 


Dweeppura 


Fatehpura 


Gajadharpura 


Ghatwada 


Gokulpura 


Govindpura 


Gurha Kumawatan 


Gurha Mansingh 


Hanumanpura With Chak 


0812000901560600 


0812001001571300 


0812001001582000 


0812000401487700 


0812000901558000 


0812001001574700 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



0812000501502800 

3.380 

Fresh 

0812000908129019 

4.011 

Fresh 

0812001001571900 

3.501 

Fresh 

0812000501503100 

4.842 

Fresh 

0812000501500500 

9.338 

Fresh 

0812001001582400 

0.673 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Harchandpura 

0812001001572300 

0.485 

Fresh 

Hardattpura 

0812001001572900 

2.849 

Fresh 

Hathnoda 

0812000401486400 

8.752 

Fresh 

Hathod 

0812000901559800 

8.157 

Fresh 

Israwala 

0812001001574400 

5.001 

Fresh 

Jagnnathpura 

0812001001582100 

2.821 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Jahota 


Jairampura 


Jaitpura 


Jatanwali 


Jheera 


Jiloi 


Jorpura 


Joshiwas 


0812001001571400 

7.616 

Fresh 

0812001001571800 

10.436 

Fresh 

0812000401487400 

9.184 

Fresh 

0812001001569300 

1.357 

Fresh 

0812000401487000 

2.748 

Fresh 

0812000401487900 

2.089 

Fresh 

0812001001569000 

3.045 

Fresh 

0812000501500700 

4.127 

Fresh 

0812000501501100 

2.694 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kalakh 

0812000501501800 

15.362 

Fresh 

Kalwar 

0812000901557800 

17.509 

Fresh 

Kanpura 

0812000401486900 

3.048 

Fresh 


Non-command 


Non-command 


Non-command 


Kant 

0812001001575400 

6.070 

Fresh 

Kanwar Ka Bas 

0812000901560800 

5.125 

Fresh 

Kanwarpura 

0812001001570900 

0.623 

Fresh 

Kapariyawas 

0812000901560900 

3.974 

Fresh 

Khannipura 

0812001001570100 

2.659 

Fresh 

Khejrawas 

0812000501501200 

3.371 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kheri Aloopha 

0812000501502900 

2.200 

Fresh 

Kherwari 

0812001001580700 

3.570 

Fresh 

Khora Shyamdas 

0812001001581000 

6.347 

Fresh 


Non-command 


Non-command 


Non-command 


Khorabeesal 

0812001001573100 

7.458 

Fresh 

Kishanpura 

0812001001572800 

3.386 

Fresh 

Kishorpura 

0812000908129013 

2.932 

Fresh 

Kotra 

0812001001580500 

6.869 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Younger Alluvium 

2.423 

Non-command 

Younger Alluvium 

0.616 

Non-command 

Younger Alluvium 

1.242 

Non-command 

Younger Alluvium 

6.038 

Non-command 

Younger Alluvium 

4.478 

Non-command 

Quartzite 

0.097 

Non-command 

Younger Alluvium 

4.945 

Non-command 

Younger Alluvium 

1.185 

Non-command 

Younger Alluvium 

0.032 

Non-command 

Younger Alluvium 

3.501 

Non-command 

Younger Alluvium 

1.154 

Non-command 

Older Alluvium 

0.884 

Non-command 

Quartzite 

0.132 

Non-command 

Younger Alluvium 

0.541 

Non-command 

Younger Alluvium 

0.485 

Non-command 

Younger Alluvium 

2.849 

Non-command 

Younger Alluvium 

0.018 

Non-command 

Younger Alluvium 

5.155 

Non-command 

Younger Alluvium 

5.001 

Non-command 

Quartzite 

0.395 

Non-command 

Younger Alluvium 

2.242 

Non-command 

Younger Alluvium 

7.616 

Non-command 

Younger Alluvium 

9.799 

Non-command 

Younger Alluvium 

9.178 

Non-command 

Younger Alluvium 

1.357 

Non-command 

Younger Alluvium 

2.722 

Non-command 

Younger Alluvium 

2.089 

Non-command 

Younger Alluvium 

3.040 

Non-command 

Older Alluvium 

0.795 

Non-command 

Older Alluvium 

1.508 

Non-command 

Younger Alluvium 

0.026 

Non-command 

Younger Alluvium 

6.484 

Non-command 

Younger Alluvium 

17.437 

Non-command 

Quartzite 

0.085 

Non-command 

Younger Alluvium 

2.950 

Non-command 

Quartzite 

0.011 

Non-command 

Younger Alluvium 

3.937 

Non-command 

Younger Alluvium 

0.623 

Non-command 

Younger Alluvium 

3.142 

Non-command 

Younger Alluvium 

0.565 

Non-command 

Older Alluvium 

1.402 

Non-command 

Younger Alluvium 

0.489 

Non-command 

Younger Alluvium 

2.200 

Non-command 

Younger Alluvium 

1.374 

Non-command 

Quartzite 

1.577 

Non-command 

Younger Alluvium 

4.770 

Non-command 

Younger Alluvium 

7.323 

Non-command 

Younger Alluvium 

3.386 

Non-command 

Younger Alluvium 

0.450 

Non-command 

Quartzite 

0.140 

Non-command 

Younger Alluvium 

1.086 

Non-command 

Older Alluvium 

1.642 

Non-command 

Younger Alluvium 

1.187 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

40,000 

25,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

130,000 

110,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

40,000 

25,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

40,000 

25,000 

120 

110,000 

90,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

130,000 

110,000 

120 

130,000 

110,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

40,000 

25,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

130,000 

110,000 

120 

100,000 

80,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

130,000 

110,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.356 

0.448 

0.162 

0.545 

0.076 

0.234 

0.324 

0.550 

0.551 

0.723 

0.006 

0.025 

0.680 

1.710 

0.132 

0.132 

- 

- 

0.907 

2.583 

0.058 

0.058 

0.072 

0.216 

0.036 

0.094 

0.259 

0.602 

0.140 

0.391 

0.324 

1.076 






























































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Kudiyon Ka Bas 


Kushalpura 


Ladana 


Lalchandpura 


Lalpura 


0812000501500400 


0812000401487200 


0812001001575200 


0812000901559500 


0812000901557500 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Machera 

0812001008129082 

11.134 

Fresh 

Mahar Kalan 

0812000401486600 

8.559 

Fresh 

Mahar Khurd 

0812000301473500 

3.289 

Fresh 


Non-command 


Non-command 


Non-command 


Maheshpura Rawan 

0812001001573400 

2.841 

Fresh 

Maheshwas Kalan 

0812001001569200 

7.109 

Fresh 

Maheshwas Khurd 

0812001001569100 

3.880 

Fresh 

Malera 

0812000401488100 

1.794 

Fresh 

Manchwa 

0812000901560100 

7.405 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Manda Bhopawas 


Manpura Mancheri 


0812000901557300 


0812001001575600 


3.747 Fresh 


13.180 Fresh 


Non-command 


Non-command 


Mansa Rampura 

0812000901559400 

2.561 

Fresh 

Mohanbari 

0812001001571200 

2.489 

Fresh 

Mori 

0812001001570700 

3.611 

Fresh 

Morija 

0812000401487300 

24.214 

Fresh 

Mothoo Ka Bas 

0812001001581500 

0.708 

Fresh 

Mukandpura 

0812001001571100 

1.165 

Fresh 

Mundota 

0812001001568900 

22.872 

Fresh 

Nangal Bharda 

0812000401486000 

16.802 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Nangal Ladi 

0812001001568400 

7.814 

Fresh 

Nangal Purohit 

0812001001581700 

3.695 

Fresh 


Non-command 


Non-command 



NangalJaisa_bohra 

0812000908129064 

5.591 

Fresh 

Nara 

0812001001566700 

0.726 

Fresh 

Naradpura 

0812001001569600 

2.702 

Fresh 

Nari Ka Bas 

0812000901559900 

3.614 

Fresh 

Nayabas 

0812000301474200 

1.604 

Fresh 

Neendar 

0812001008129003 

16.218 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Niwaroo 

0812000901559300 

7.587 

Fresh 

Pachar 

0812000901557600 

19.862 

Fresh 

Parman Pura 

0812000301473600 

4.282 

Fresh 


Non-command 


Non-command 


Non-command 


Peethawas 

0812000901559600 

2.609 

Fresh 

Pindolai 

0812000901560200 

1.937 

Fresh 

Pokharawala @ Anandpur 

0812001001579200 

1.982 

Fresh 

Radha Kishanpura @ Pok 

0812001001566500 

4.043 

Fresh 

Raja Rampura 

0812001001581400 

1.953 

Fresh 

Rajawas 

0812001001581600 

4.625 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

2.973 

Non-command 

Younger Alluvium 

1.260 

Non-command 

Younger Alluvium 

0.047 

Non-command 

Younger Alluvium 

2.999 

Non-command 

Older Alluvium 

1.746 

Non-command 

Younger Alluvium 

5.046 

Non-command 

Quartzite 

0.629 

Non-command 

Younger Alluvium 

2.496 

Non-command 

Younger Alluvium 

0.389 

Non-command 

Younger Alluvium 

6.260 

Non-command 

Quartzite 

1.543 

Non-command 

Younger Alluvium 

0.529 

Non-command 

Younger Alluvium 

2.841 

Non-command 

Younger Alluvium 

7.032 

Non-command 

Younger Alluvium 

3.880 

Non-command 

Younger Alluvium 

1.794 

Non-command 

Older Alluvium 

0.655 

Non-command 

Younger Alluvium 

5.213 

Non-command 

Older Alluvium 

3.745 

Non-command 

Younger Alluvium 

0.002 

Non-command 

Quartzite 

2.341 

Non-command 

Younger Alluvium 

6.737 

Non-command 

Younger Alluvium 

2.561 

Non-command 

Younger Alluvium 

2.489 

Non-command 

Younger Alluvium 

0.826 

Non-command 

Younger Alluvium 

20.365 

Non-command 

Younger Alluvium 

0.708 

Non-command 

Younger Alluvium 

1.165 

Non-command 

Younger Alluvium 

15.209 

Non-command 

Quartzite 

0.774 

Non-command 

Younger Alluvium 

0.465 

Non-command 

Younger Alluvium 

0.415 

Non-command 

Quartzite 

2.248 

Non-command 

Younger Alluvium 

1.448 

Non-command 

Quartzite 

0.285 

Non-command 

Younger Alluvium 

4.142 

Non-command 

Younger Alluvium 

1.295 

Non-command 

Younger Alluvium 

0.652 

Non-command 

Younger Alluvium 

2.687 

Non-command 

Younger Alluvium 

3.614 

Non-command 

Younger Alluvium 

0.264 

Non-command 

Quartzite 

1.608 

Non-command 

Younger Alluvium 

10.084 

Non-command 

Younger Alluvium 

6.359 

Non-command 

Younger Alluvium 

14.550 

Non-command 

Quartzite 

1.317 

Non-command 

Younger Alluvium 

0.042 

Non-command 

Younger Alluvium 

2.609 

Non-command 

Older Alluvium 

0.374 

Non-command 

Younger Alluvium 

1.369 

Non-command 

Younger Alluvium 

0.173 

Non-command 

Younger Alluvium 

1.953 

Non-command 

Quartzite 

1.748 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

100,000 

120 

40,000 

25,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

40,000 

25,000 

120 

70,000 

60,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

40,000 

25,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

40,000 

25,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

40,000 

25,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

60,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.168 


0.279 

































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Rampura 


Type of Area (Command / N< 
command) 



Ramla Ka Bas 

0812000901557700 

2.056 

Fresh 

Ramlyawala 

0812001001581900 

1.130 

Fresh 


Non-command 


Non-command 



0812001001573600 

2.404 

Fresh 

0812001001580800 

1.859 

Fresh 


Non-command 


Non-command 



Risani 

0812001001574200 

2.432 

Fresh 

Rojda 

0812001001572400 

7.064 

Fresh 

Roondal 

0812001001575700 

14.033 

Fresh 

Sabrampura 

0812000901560300 

1.274 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Samarpura 

0812000401488000 

4.726 

Fresh 

Samod 

0812000401486500 

18.850 

Fresh 


Non-command 


Non-command 


Sanchoti 

0812000901558200 

4.988 

Fresh 

Sar 

0812001001574800 

2.062 

Fresh 

Sarang Ka Bas 

0812000901560700 

4.980 

Fresh 

Sardarpura 

0812001001572600 

3.685 

Fresh 

Sarna Chaur 

0812000901558400 

4.213 

Fresh 

Sarna Doongar 

0812000901559100 

3.734 

Fresh 

Sepatpura 

0812000301474100 

2.951 

Fresh 

Sewapura 

0812001001582500 

3.915 

Fresh 

Shambhupura 

0812000401486800 

2.109 

Fresh 

Sherawatpura 

0812001001568800 

18.453 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Shri Govindpura 

0812001001574600 

3.540 

Fresh 

Sindolai 

0812001001572500 

3.006 

Fresh 

Sirohi 

0812001001575900 

7.036 

Fresh 


Non-command 


Non-command 


Non-command 


07008057 


Sirsali 


Sirsi 


Subhrampura 


Sudarshanpura 


Sultanpura 


Sundariyawas 



0812001001566900 

5.223 

Fresh 

0812001001568200 

3.284 

Fresh 

0812001001573000 

3.877 

Fresh 

0812001001569900 

2.531 

Fresh 

0812000401487800 

4.743 

Fresh 

0812000501500600 

3.695 

Fresh 

0812000901560500 

4.893 

Fresh 

0812001001573700 

4.167 

Fresh 


Tibariya 

0812000501500800 

3.863 

Fresh 

Udaipuriya 

0812001001582200 

3.029 

Fresh 

Vijaysinghpura 

0812000401487100 

3.061 

Fresh 

Yadav Khera 

0812001001568300 

1.354 

Fresh 

Yadavkhera 

0812001001570000 

1.011 

Fresh 

Achanchukya 

0812000901561600 

3.355 

Fresh 

Agarpura 

0812000501498000 

9.408 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Asarpura 

0812000808129034 

1.806 

Fresh 

Awaniya 

0812000801543500 

3.611 

Fresh 

Baberwalan Ki Dhani 

0812000501498400 

5.410 

Fresh 

Badhmathuradas 

0812000501503700 

1.120 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Younger Alluvium 

2.877 

Non-command 

Younger Alluvium 

2.056 

Non-command 

Quartzite 

0.776 

Non-command 

Younger Alluvium 

0.354 

Non-command 

Younger Alluvium 

2.404 

Non-command 

Quartzite 

0.377 

Non-command 

Younger Alluvium 

1.482 

Non-command 

Younger Alluvium 

2.432 

Non-command 

Younger Alluvium 

7.064 

Non-command 

Younger Alluvium 

10.363 

Non-command 

Older Alluvium 

0.638 

Non-command 

Younger Alluvium 

0.623 

Non-command 

Younger Alluvium 

4.712 

Non-command 

Quartzite 

0.065 

Non-command 

Younger Alluvium 

10.659 

Non-command 

Younger Alluvium 

4.988 

Non-command 

Younger Alluvium 

0.037 

Non-command 

Younger Alluvium 

4.776 

Non-command 

Younger Alluvium 

3.685 

Non-command 

Younger Alluvium 

4.213 

Non-command 

Younger Alluvium 

3.656 

Non-command 

Younger Alluvium 

2.473 

Non-command 

Younger Alluvium 

2.959 

Non-command 

Younger Alluvium 

2.026 

Non-command 

Older Alluvium 

11.405 

Non-command 

Younger Alluvium 

4.402 

Non-command 

Younger Alluvium 

3.540 

Non-command 

Younger Alluvium 

3.006 

Non-command 

Quartzite 

0.081 

Non-command 

Younger Alluvium 

0.639 

Non-command 

Younger Alluvium 

1.390 

Non-command 

Younger Alluvium 

0.202 

Non-command 

Younger Alluvium 

3.877 

Non-command 

Younger Alluvium 

0.148 

Non-command 

Younger Alluvium 

4.563 

Non-command 

Older Alluvium 

3.650 

Non-command 

Younger Alluvium 

4.437 

Non-command 

Quartzite 

0.173 

Non-command 

Younger Alluvium 

3.994 

Non-command 

Older Alluvium 

3.863 

Non-command 

Younger Alluvium 

1.627 

Non-command 

Younger Alluvium 

3.000 

Non-command 

Younger Alluvium 

0.355 

Non-command 

Younger Alluvium 

0.471 

Non-command 

Older Alluvium 

3.355 

Non-command 

Older Alluvium 

9.366 

Non-command 

Younger Alluvium 

0.042 

Non-command 

Older Alluvium 

21.712 

Non-command 

Quartzite 

1.082 

Non-command 

Older Alluvium 

0.569 

Non-command 

Older Alluvium 

3.611 

Non-command 

Older Alluvium 

5.281 

Non-command 

Older Alluvium 

0.707 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

40,000 

25,000 

120 

70,000 

50,000 

120 

40,000 

25,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

40,000 

25,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

40,000 

25,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

40,000 

25,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

130,000 

110,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

120,000 

100,000 

120 

80,000 

50,000 



Wells with 
Pumpset 


MCM 


(15) 


0.324 







































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Bagru (m) 

0812000841209000 

33.933 

Fresh 

Bagru Khurd 

0812000801546300 

2.904 

Fresh 

Bagru Rawan 

0812000801543700 

2.261 

Fresh 

Balmukundpura @ Nada 

0812000801546700 

0.914 

Fresh 

Bamniyawas 

0812000501502300 

5.607 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Banshipura 

0812000501498300 

4.697 

Fresh 

Barh Awaniya 

0812000801543400 

0.866 

Fresh 

Barh Fatehpura 

0812000901561900 

1.752 

Fresh 

Baseri 

0812000901561200 

8.702 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Bassi Jhajhra 

0812000501502700 

3.472 

Fresh 

Bassinaga 

0812000501500900 

15.548 

Fresh 

Beer Hathod 

0812000901559700 

1.608 

Fresh 

Begas 

0812000901561300 

14.462 

Fresh 


Kalakh Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Beniya Ka Bas 

0812000501492100 

3.365 

Fresh 

Bhagwatpura 

0812000501503900 

4.967 

Fresh 

Bhainsawa 

0812000501492000 

16.972 

Fresh 

Bhairana 

0812000601518300 

1.191 

Fresh 

Bhambhoriya 

0812000801546200 

6.544 

Fresh 

Bhambori 

0812000901560400 

11.068 

Fresh 

Bhankrota_kalan 

0812000808129092 

6.625 

Fresh 

Bhaosinghpura 

0812000801543300 

0.215 

Fresh 

Bhasinghpura 

0812000501504000 

6.517 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Bhojpura Kalan 

0812000501499800 

9.422 

Fresh 

Bichpari 

0812000901563500 

2.216 

Fresh 

Bindayaka 

0812000908129047 

7.945 

Fresh 


Non-command 


Non-command 


Non-command 



Bishnawala 

0812000908129103 

1.300 

Fresh 

Bobas 

0812000501503400 

6.915 

Fresh 


Non-command 


Non-command 


Bookni 

0812000701525500 

7.958 

Fresh 

Boraj 

0812000601519000 

23.759 

Fresh 

Boytawala 

0812000901559200 

5.006 

Fresh 

Budhji Ka Bas 

0812000501502400 

0.802 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Bugalya 

0812001001568700 

4.407 

Fresh 

Chak Begas 

0812000901561400 

1.825 

Fresh 

Chak Budhji Ka Bas 

0812000501502600 

1.443 

Fresh 

Chak Harbanspura 

0812000801547900 

0.681 

Fresh 

ChakJobner 

0812000501501700 

1.367 

Fresh 

Chak Nasnota 

0812000601520300 

2.431 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Quartzite 

0.414 

Non-command 

Older Alluvium 

1.194 

Non-command 

Younger Alluvium 

2.000 

Non-command 

Older Alluvium 

28.829 

Non-command 

Older Alluvium 

2.904 

Non-command 

Older Alluvium 

2.261 

Non-command 

Older Alluvium 

0.914 

Non-command 

Older Alluvium 

3.456 

Non-command 

Younger Alluvium 

2.151 

Non-command 

Older Alluvium 

0.117 

Non-command 

Older Alluvium 

0.866 

Non-command 

Younger Alluvium 

1.752 

Non-command 

Older Alluvium 

0.030 

Non-command 

Younger Alluvium 

8.672 

Command 

Gneisses(B.G.C.) 

0.431 

Non-command 

Gneisses(B.G.C.) 

0.057 

Non-command 

Younger Alluvium 

3.225 

Non-command 

Older Alluvium 

0.043 

Non-command 

Younger Alluvium 

0.928 

Non-command 

Older Alluvium 

4.388 

Non-command 

Younger Alluvium 

10.075 

Non-command 

Older Alluvium 

1.507 

Non-command 

Older Alluvium 

4.899 

Non-command 

Older Alluvium 

1.480 

Non-command 

Gneisses(B.G.C.) 

0.285 

Non-command 

Older Alluvium 

6.544 

Non-command 

Younger Alluvium 

1.273 

Non-command 

Older Alluvium 

6.625 

Non-command 

Older Alluvium 

0.215 

Non-command 

Older Alluvium 

1.256 

Non-command 

Quartzite 

0.028 

Non-command 

Older Alluvium 

4.921 

Non-command 

Younger Alluvium 

0.380 

Non-command 

Older Alluvium 

5.594 

Non-command 

Older Alluvium 

2.216 

Non-command 

Older Alluvium 

4.890 

Non-command 

Younger Alluvium 

3.055 

Non-command 

Older Alluvium 

9.105 

Non-command 

Younger Alluvium 

2.087 

Non-command 

Younger Alluvium 

1.300 

Non-command 

Older Alluvium 

6.245 

Non-command 

Younger Alluvium 

0.670 

Non-command 

Older Alluvium 

0.469 

Non-command 

Older Alluvium 

23.759 

Non-command 

Younger Alluvium 

0.203 

Non-command 

Older Alluvium 

0.373 

Non-command 

Younger Alluvium 

0.429 

Non-command 

Older Alluvium 

0.625 

Non-command 

Younger Alluvium 

1.825 

Non-command 

Younger Alluvium 

1.443 

Non-command 

Older Alluvium 

0.170 

Non-command 

Older Alluvium 

1.367 

Non-command 

Older Alluvium 

2.001 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

80,000 

50,000 

120 

120,000 

100,000 

120 

130,000 

110,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

80,000 

50,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

130,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

80,000 

50,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

130,000 

100,000 

120 

110,000 

90,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

120,000 

100,000 

120 

130,000 

110,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

100,000 

80,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

120,000 

100,000 

120 

80,000 

50,000 



Tube Wells with 
Wells Pumpset 



0.227 

0.306 

0.072 

0.072 

0.012 

0.012 

0.413 

0.413 



0.408 

0.408 

0.040 

0.040 

1.488 

1.488 

0.432 

0.749 

1.372 

2.058 

0.853 

1.289 



0.259 

0.259 

1.158 

1.244 

0.202 

0.214 

0.011 

0.011 

3.066 

3.066 

































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Chak Ramsar 

0812000901562600 

3.210 

Fresh 

Chak_peethawas__ 

_barar 

0812000908129055 

2.197 

Fresh 

Chakno.6 

0812000801549100 

3.131 

Fresh 

Chan Chukaya 

0812000601519300 

5.154 

Fresh 

Chandpura 

0812000501502200 

1.480 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Charan_nadi 


Chatarpura@ Lalya Ka B 


Chhitroli 


Chimanpura 


Chirnotiya 


Chirota 


Dahmi Kalan 


Dahmi Khurd 


Dakaniyawas 


Dehra 


Dewala 


Dhani Boraj 


0812000908129078 

3.078 

Fresh 

0812000801547500 

2.069 

Fresh 

0812000801543800 

3.471 

Fresh 

0812000801543200 

1.384 

Fresh 

0812000808129085 

1.664 

Fresh 

0812000501499900 

3.093 

Fresh 

0812000801545800 

2.332 

Fresh 

0812000801543000 

6.497 

Fresh 

0812000801542900 

5.000 

Fresh 

0812000501502100 

2.074 

Fresh 

0812000501497900 

3.462 

Fresh 

0812000601519100 

5.723 

Fresh 

0812000501503800 

13.106 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Dhani Chandpura 

0812000501502500 

1.896 

Fresh 

Dhani Nagan 

0812000501498100 

5.905 

Fresh 

Dhankya 

0812000901563000 

7.371 

Fresh 

Dhauwas 

0812000908129083 

2.687 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Doongri 

0812000501500200 

6.558 

Fresh 

Durjaniyawas 

0812000901560600 

2.532 

Fresh 

Fatehpura 

0812000901561800 

5.023 

Fresh 


Non-command 


Non-command 


Non-command 


Gajsinghpura 

0812000908129074 

1.408 

Fresh 

Garota 

0812000601520600 

4.994 

Fresh 


Ghegha 


Girdharipura 


Gokulpura 


Gopalpura 


Non-command 


Non-command 



0812000801543100 

1.647 

Fresh 

0812000601519600 

3.460 

Fresh 

0812000908129091 

3.688 

Fresh 


Non-command 


Non-command 


Non-command 



0812000501502800 

3.380 

Fresh 

0812000908129031 

3.004 

Fresh 

0812000601518500 

5.905 

Fresh 


Non-command 


Non-command 


Kalakh Sagar 



Govindpura 

0812000908129019 

4.011 

Fresh 

Govindpura @ Jaichandp 

0812000901563700 

2.114 

Fresh 

Gurha Barsal 

0812000601518800 

13.211 

Fresh 


Non-command 


Non-command 


Non-command 


Gurha Kumawatan 

0812000501503100 

4.842 

Fresh 

Gurha Mansingh 

0812000501500500 

9.338 

Fresh 

Gurliya 

0812000901561000 

1.162 

Fresh 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Younger Alluvium 

3.210 

Non-command 

Younger Alluvium 

2.197 

Non-command 

Older Alluvium 

0.846 

Non-command 

Older Alluvium 

5.154 

Non-command 

Older Alluvium 

0.162 

Non-command 

Younger Alluvium 

1.317 

Non-command 

Younger Alluvium 

2.735 

Non-command 

Older Alluvium 

2.069 

Non-command 

Older Alluvium 

3.471 

Non-command 

Older Alluvium 

1.384 

Non-command 

Older Alluvium 

1.664 

Non-command 

Older Alluvium 

3.093 

Non-command 

Older Alluvium 

2.311 

Non-command 

Older Alluvium 

6.497 

Non-command 

Older Alluvium 

5.000 

Non-command 

Older Alluvium 

2.074 

Non-command 

Older Alluvium 

3.157 

Non-command 

Older Alluvium 

5.723 

Non-command 

Older Alluvium 

5.458 

Non-command 

Quartzite 

3.269 

Non-command 

Younger Alluvium 

1.896 

Non-command 

Older Alluvium 

5.905 

Non-command 

Younger Alluvium 

7.367 

Non-command 

Older Alluvium 

2.616 

Non-command 

Younger Alluvium 

0.000 

Non-command 

Older Alluvium 

6.559 

Non-command 

Quartzite 

3.127 

Non-command 

Older Alluvium 

6.558 

Non-command 

Younger Alluvium 

0.109 

Non-command 

Older Alluvium 

0.408 

Non-command 

Younger Alluvium 

4.616 

Non-command 

Older Alluvium 

0.568 

Non-command 

Gneisses(B.G.C.) 

2.415 

Non-command 

Older Alluvium 

0.561 

Non-command 

Gneisses(B.G.C.) 

1.269 

Non-command 

Older Alluvium 

1.727 

Non-command 

Older Alluvium 

1.647 

Non-command 

Older Alluvium 

3.460 

Non-command 

Older Alluvium 

2.314 

Non-command 

Younger Alluvium 

0.082 

Non-command 

Younger Alluvium 

2.194 

Non-command 

Younger Alluvium 

3.004 

Command 

Gneisses(B.G.C.) 

0.321 

Command 

Older Alluvium 

1.410 

Non-command 

Gneisses(B.G.C.) 

1.525 

Non-command 

Older Alluvium 

2.649 

Non-command 

Younger Alluvium 

3.979 

Non-command 

Older Alluvium 

2.114 

Non-command 

Older Alluvium 

12.514 

Non-command 

Quartzite 

0.697 

Non-command 

Younger Alluvium 

3.687 

Non-command 

Older Alluvium 

6.844 

Non-command 

Younger Alluvium 

1.162 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

130,000 

100,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

100,000 

80,000 

120 

110,000 

90,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

120,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

80,000 

50,000 

120 

120,000 

100,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

130,000 

100,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

130,000 

110,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

110,000 

90,000 



Wells with 
Pumpset 


MCM 


(15) 


0.745 



0.251 

0.251 

0.248 

0.248 

0.012 

0.012 

0.066 

0.066 

0.072 

0.072 

0.120 

0.120 

0.518 

0.518 

0.410 

0.819 

1.026 

1.160 

0.060 

0.070 

0.182 

0.182 

0.540 

1.663 

0.108 

0.121 






































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


(2) 

(3) 

(4) 

(5) 

Harbanshpura 

0812000801548100 

0.920 

Fresh 

Harchandpura @ Deoliya 

0812000801546500 

4.018 

Fresh 

Hardhyanpura 

0812000801542800 

1.684 

Fresh 

Haripura 

0812000501502000 

1.597 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Harnathpura 

0812000908129084 

2.587 

Fresh 

Hasampura 

0812000801545700 

2.307 

Fresh 

Hasampura Bas Neota 

0812000801548800 

2.364 

Fresh 

Hasampura_bas_bhankrot 

0812000808129054 

2.585 

Fresh 

Hathod 

0812000901559800 

8.157 

Fresh 

Himmatpura 

0812000901562000 

5.485 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hingoniya 


Jaibhawanipura 


Jaijaspura 


Jaipur (m Corp.) (part) 3 


Jaipuriyon_ka_bas 


Jaisinghpura 


Jaisinghpura Kankroda 


0812000501500300 

14.685 

Fresh 

0812000701525600 

2.859 

Fresh 



0812000901563600 


0812000801545600 


0812001041210000 



0812000908129004 


0812000801548200 


0812000901562200 


1.306 

Fresh 

1.545 

Fresh 

6.212 

Fresh 

8.815 

Fresh 

8.842 

Fresh 

9.184 

Fresh 

28.848 

Fresh 

1.904 

Fresh 

3.260 

Fresh 

3.057 

Fresh 


Non-command 


Hingonia 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Jewlyan Ka Bas 


0812000601518000 


6.611 Fresh 


Jhanyee 

0812000801547600 

2.435 

Fresh 

Jharna 

0812000601519800 

6.388 

Fresh 

Jobner(m) 

0812000541206000 

4.931 

Fresh 

Jorpura 

0812000501500700 

4.127 

Fresh 

Jorpura Jobner 

0812000501498500 

11.295 

Fresh 

Joshiwas 

0812000501501100 

2.694 

Fresh 

Kalakh 

0812000501501800 

15.362 

Fresh 


Kalakh Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kalwara 

0812000801546100 

13.232 

Fresh 

Kalyansar 

0812000601519500 

4.550 

Fresh 

Kanakpura 

0812000908129036 

4.167 

Fresh 


Non-command 


Non-command 


Non-command 


Kanarpura @ Khanga Ki 

0812000901562700 

2.073 

Fresh 

Kanwar Ka Bas 

0812000901560800 

5.125 

Fresh 

Kanwarpura 

0812000501503500 

4.273 

Fresh 

Kapariyawas 

0812000901560900 

3.974 

Fresh 

Kapriyawas Kalan 

0812000601520100 

7.222 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Keriya 

0812000601517800 

3.957 

Fresh 

Keshopura 

0812000808129097 

3.754 

Fresh 

Keshyawala 

0812000901562800 

0.666 

Fresh 


Kalakh Sagar 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.826 

Non-command 

Older Alluvium 

4.018 

Non-command 

Older Alluvium 

1.684 

Non-command 

Older Alluvium 

1.345 

Non-command 

Younger Alluvium 

0.252 

Non-command 

Younger Alluvium 

2.587 

Non-command 

Older Alluvium 

0.254 

Non-command 

Older Alluvium 

0.007 

Non-command 

Older Alluvium 

2.585 

Non-command 

Younger Alluvium 

3.002 

Non-command 

Older Alluvium 

2.469 

Non-command 

Younger Alluvium 

3.017 

Non-command 

Older Alluvium 

11.618 

Command 

Older Alluvium 

0.050 

Non-command 

Older Alluvium 

1.976 

Non-command 

Older Alluvium 

16.957 

Non-command 

Quartzite 

0.001 

Non-command 

Older Alluvium 

1.306 

Non-command 

Older Alluvium 

0.222 

Non-command 

Younger Alluvium 

3.642 

Non-command 

Younger Alluvium 

1.220 

Non-command 

Younger Alluvium 

1.017 

Non-command 

Younger Alluvium 

0.231 

Non-command 

Younger Alluvium 

0.316 

Non-command 

Younger Alluvium 

1.904 

Non-command 

Older Alluvium 

2.832 

Non-command 

Older Alluvium 

2.690 

Non-command 

Younger Alluvium 

0.368 

Command 

Gneisses(B.G.C.) 

3.095 

Non-command 

Gneisses(B.G.C.) 

1.008 

Non-command 

Older Alluvium 

2.435 

Non-command 

Older Alluvium 

6.388 

Non-command 

Older Alluvium 

4.757 

Non-command 

Older Alluvium 

3.331 

Non-command 

Older Alluvium 

1.488 

Non-command 

Older Alluvium 

1.160 

Non-command 

Older Alluvium 

1.295 

Non-command 

Younger Alluvium 

7.374 

Non-command 

Older Alluvium 

8.212 

Non-command 

Older Alluvium 

4.021 

Non-command 

Older Alluvium 

0.078 

Non-command 

Younger Alluvium 

4.090 

Non-command 

Younger Alluvium 

2.073 

Non-command 

Younger Alluvium 

1.188 

Non-command 

Older Alluvium 

4.273 

Non-command 

Younger Alluvium 

0.832 

Non-command 

Gneisses(B.G.C.) 

0.290 

Non-command 

Older Alluvium 

6.931 

Non-command 

Gneisses(B.G.C.) 

0.612 

Non-command 

Older Alluvium 

3.495 

Command 

Gneisses(B.G.C.) 

0.108 

Non-command 

Older Alluvium 

3.754 

Non-command 

Younger Alluvium 

0.666 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

120,000 

100,000 

120 

130,000 

110,000 

120 

110,000 

90,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

130,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

130,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

130,000 

100,000 

120 

80,000 

50,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

130,000 

110,000 

120 

130,000 

100,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

70,000 

50,000 

120 

130,000 

100,000 

120 

110,000 

90,000 



Tube Wells with 
Wells Pumpset 





0.552 

0.646 

0.540 

0.540 

0.238 

0.344 

0.281 

0.400 

1.296 

2.146 



0.032 

0.045 

1.368 

1.368 



0.065 

0.065 

0.022 

0.022 

0.022 

0.022 



0.084 

0.833 

0.036 

0.036 

0.180 

0.180 

0.216 

0.216 

1.360 

1.391 

0.840 

0.887 

0.168 

0.168 

0.011 

0.011 

0.302 

0.302 

0.194 

0.286 

0.151 

0.191 

0.030 

0.030 

0.130 

0.156 

0.006 

0.006 

0.150 

0.150 

0.030 

0.030 

0.186 

0.186 

0.006 

0.006 

0.852 

0.946 

0.097 

0.150 


































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


(2) 

(3) 

(4) 

(5) 

Kesrisingh Pura 

0812000601519200 

5.240 

Fresh 

Khatwara 

0812000801547700 

3.673 

Fresh 

Kheerwa 

0812000501492900 

5.956 

Fresh 

Khejrawas 

0812000501501200 

3.371 

Fresh 

Kheri Milak 

0812000501492500 

5.527 

Fresh 

Kishorpura 

0812000908129013 

2.932 

Fresh 

Kishorpura @ Kankroda 

0812000901562300 

1.828 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kodar 

0812000801543600 

7.647 

Fresh 

Kot Jewar 

0812000601519900 

5.514 

Fresh 

Kuchyawas 

0812000501501000 

3.404 

Fresh 

Kudiyon Ka Bas 

0812000501500400 

5.240 

Fresh 

Lalarpura 

0812000908129035 

1.195 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Laxmipura 

0812000501492700 

4.507 

Fresh 

Laxmipura @ Chak Mauja 

0812000901562400 

1.064 

Fresh 


Non-command 


Non-command 


Loharwara 

0812000501492600 

2.775 

Fresh 

Machera 

0812001008129082 

11.134 

Fresh 

Machhar Khani 

0812000501497800 

12.361 

Fresh 


Non-command 


Non-command 


Non-command 


Mahapura 

0812000801547400 

7.604 

Fresh 

Maharajpura 

0812000908129060 

1.224 

Fresh 

Maheshwas 

0812000501510100 

13.605 

Fresh 


Non-command 


Non-command 


Non-command 



Mahlan 

0812000601519400 

6.262 

Fresh 

Majipura 

0812000501504100 

4.035 

Fresh 

Malyawas 

0812000501504300 

6.182 

Fresh 

Manchwa 

0812000901560100 

7.405 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Mandau 

0812000801548000 

3.532 

Fresh 

Mansinghpura 

0812000901561700 

2.008 

Fresh 

Meenawala 

0812000908129040 

1.739 

Fresh 

Mokhampura 

0812000601517700 

12.265 

Fresh 


Muhana 

0812000801548700 

12.661 

Fresh 

Mukandpura 

0812000908129071 

3.574 

Fresh 

Mundiya Purohitan 

0812000901562500 

2.328 

Fresh 


Non-command 


Non-command 


Non-command 


Kalakh Sagar 


Non-command 


Non-command 


Non-command 


Non-command 



Murlipura 

0812000501500000 

7.299 

Fresh 

Nandgaon Barsana 

0812000901563100 

2.549 

Fresh 

Nandlalpura 

0812000701525700 

3.043 

Fresh 

Nangal Bar Goojran@pha 

0812000801546900 

2.791 

Fresh 

NangalJaisa_bohra 

0812000908129064 

5.591 

Fresh 

Nanoosar 

0812000908129081 

1.940 

Fresh 

Narottampura 

0812000801548300 

2.161 

Fresh 

Narsinghpura 

0812000801547300 

2.644 

Fresh 

Narsinghpura @ Dadiya 

0812000801546000 

2.488 

Fresh 

Nasnota 

0812000601519700 

8.379 

Fresh 

Natlalpura 

0812000901563400 

1.414 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

5.240 

Non-command 

Older Alluvium 

3.673 

Non-command 

Older Alluvium 

0.285 

Non-command 

Older Alluvium 

1.480 

Non-command 

Older Alluvium 

0.102 

Non-command 

Younger Alluvium 

2.482 

Non-command 

Older Alluvium 

1.522 

Non-command 

Younger Alluvium 

0.306 

Non-command 

Older Alluvium 

7.647 

Non-command 

Older Alluvium 

5.514 

Non-command 

Older Alluvium 

0.575 

Non-command 

Older Alluvium 

2.266 

Non-command 

Older Alluvium 

0.056 

Non-command 

Younger Alluvium 

1.132 

Non-command 

Older Alluvium 

1.070 

Non-command 

Older Alluvium 

0.747 

Non-command 

Younger Alluvium 

0.317 

Non-command 

Older Alluvium 

2.452 

Non-command 

Younger Alluvium 

7.312 

Non-command 

Older Alluvium 

1.906 

Non-command 

Quartzite 

0.226 

Non-command 

Older Alluvium 

7.604 

Non-command 

Older Alluvium 

1.224 

Non-command 

Gneisses(B.G.C.) 

2.452 

Non-command 

Older Alluvium 

6.846 

Non-command 

Quartzite 

1.186 

Non-command 

Older Alluvium 

6.262 

Non-command 

Older Alluvium 

0.699 

Non-command 

Older Alluvium 

1.419 

Non-command 

Older Alluvium 

0.705 

Non-command 

Younger Alluvium 

0.832 

Non-command 

Older Alluvium 

0.722 

Non-command 

Older Alluvium 

2.008 

Non-command 

Younger Alluvium 

1.739 

Command 

Gneisses(B.G.C.) 

0.322 

Non-command 

Gneisses(B.G.C.) 

0.030 

Non-command 

Older Alluvium 

0.054 

Non-command 

Older Alluvium 

3.574 

Non-command 

Older Alluvium 

1.538 

Non-command 

Younger Alluvium 

0.791 

Non-command 

Older Alluvium 

2.988 

Non-command 

Younger Alluvium 

0.719 

Non-command 

Older Alluvium 

7.299 

Non-command 

Younger Alluvium 

2.549 

Non-command 

Older Alluvium 

0.364 

Non-command 

Older Alluvium 

2.791 

Non-command 

Younger Alluvium 

3.630 

Non-command 

Younger Alluvium 

1.940 

Non-command 

Older Alluvium 

0.099 

Non-command 

Older Alluvium 

2.644 

Non-command 

Older Alluvium 

2.211 

Non-command 

Older Alluvium 

8.379 

Non-command 

Older Alluvium 

1.414 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

80,000 

50,000 

120 

130,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

130,000 

100,000 

120 

80,000 

50,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

130,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

130,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

130,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

80,000 

50,000 

120 

110,000 

90,000 



Wells with 
Pumpset 


MCM 


(15) 


0.666 











































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


3.391 Fresh 



Neemera 

0812000901563300 

6.256 

Fresh 

Neendar 

0812001008129003 

16.218 

Fresh 

Neota 

0812000801548900 

13.087 

Fresh 

Niwaroo 

0812000901559300 

7.587 

Fresh 

Pachar 

0812000901557600 

19.862 

Fresh 

Palri Parsa 

0812000801545900 

4.438 

Fresh 

Panchyawala 

0812000908129012 

1.201 

Fresh 

Peepla Bharatsingh 

0812000801547800 

4.691 

Fresh 

Pindolai 

0812000901560200 

1.937 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Prithvisinghpura @ Nai 

0812000801546800 

3.954 

Fresh 

Ramchandpura 

0812000801547200 

1.605 

Fresh 

Rampura 

0812000501503200 

5.753 

Fresh 


Non-command 


Non-command 


Non-command 



Rampura Unti 

0812000801544000 

10.398 

Fresh 

Rampurawas Deoliya 

0812000801546600 

1.048 

Fresh 

Ramsingh Pura 

0812000901561500 

10.830 

Fresh 


Non-command 


Non-command 


Non-command 


Ramsinghpura 

0812000501501600 

1.757 

Fresh 

Rojri 

0812000501509800 

12.798 

Fresh 

Roopsingh Ka Bas 

0812000501501400 

1.526 

Fresh 

Sabrampura 

0812000901560300 

1.274 

Fresh 

Sanjariya 

0812000801542700 

5.553 

Fresh 

Sankhla Ka Bas 

0812000501501500 

2.686 

Fresh 

Sarang Ka Bas 

0812000901560700 

4.980 

Fresh 

Sarangpura 

0812000801547100 

3.057 

Fresh 

Sardarpura @ Dhakawala 

0812000501503300 

5.163 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sherawatpura 

0812001001568800 

18.453 

Fresh 

Shrirampura @ Tewariwa 

0812000901562900 

2.494 

Fresh 

Shyosinghpura @ Shyopu 

0812000901561100 

4.597 

Fresh 

Shyosingpura Basri 

0812000601520200 

1.465 

Fresh 

Singarpura 

0812000808129100 

1.467 

Fresh 

Sirsi 

0812000908129069 

11.119 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Sitapura Bas Sanjhariy 

0812000801542600 

0.493 

Fresh 

Sitarampura 

0812000601520500 

4.003 

Fresh 


Non-command 


Kalakh Sagar 


Non-command 



Soorpura 

0812000601518900 

11.820 

Fresh 

Sorthan Ka Bas 

0812000601518200 

6.064 

Fresh 

Sriramgopalpura_bhoj 

0812000808129104 

2.633 

Fresh 

Srirampura 

0812000908129026 

2.805 

Fresh 

Srirampurabas_bhankrot 

0812000808129068 

1.655 

Fresh 

Sunda Ki Dhani 

0812000501498200 

4.759 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Gneisses(B.G.C.) 

1.464 

Command 

Older Alluvium 

0.172 

Non-command 

Gneisses(B.G.C.) 

1.656 

Non-command 

Older Alluvium 

0.051 

Non-command 

Older Alluvium 

6.256 

Non-command 

Younger Alluvium 

1.695 

Non-command 

Older Alluvium 

10.986 

Non-command 

Younger Alluvium 

1.229 

Non-command 

Younger Alluvium 

5.312 

Non-command 

Older Alluvium 

4.426 

Non-command 

Younger Alluvium 

1.201 

Non-command 

Older Alluvium 

4.512 

Non-command 

Older Alluvium 

1.561 

Non-command 

Younger Alluvium 

0.002 

Non-command 

Older Alluvium 

3.954 

Non-command 

Older Alluvium 

1.605 

Non-command 

Older Alluvium 

0.164 

Non-command 

Younger Alluvium 

5.588 

Non-command 

Older Alluvium 

3.077 

Non-command 

Quartzite 

0.271 

Non-command 

Older Alluvium 

0.310 

Non-command 

Older Alluvium 

1.048 

Non-command 

Older Alluvium 

8.401 

Non-command 

Younger Alluvium 

2.429 

Non-command 

Older Alluvium 

1.757 

Non-command 

Older Alluvium 

3.209 

Non-command 

Older Alluvium 

1.526 

Non-command 

Older Alluvium 

0.013 

Non-command 

Older Alluvium 

5.553 

Non-command 

Older Alluvium 

2.686 

Non-command 

Younger Alluvium 

0.204 

Non-command 

Older Alluvium 

3.057 

Non-command 

Older Alluvium 

3.979 

Non-command 

Younger Alluvium 

1.184 

Non-command 

Older Alluvium 

0.090 

Non-command 

Younger Alluvium 

2.494 

Non-command 

Younger Alluvium 

4.597 

Non-command 

Older Alluvium 

0.947 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

2.584 

Non-command 

Younger Alluvium 

8.534 

Non-command 

Older Alluvium 

0.867 

Non-command 

Younger Alluvium 

0.001 

Non-command 

Older Alluvium 

0.493 

Command 

Gneisses(B.G.C.) 

1.252 

Non-command 

Gneisses(B.G.C.) 

2.696 

Non-command 

Older Alluvium 

0.004 

Non-command 

Older Alluvium 

11.820 

Non-command 

Older Alluvium 

0.233 

Non-command 

Older Alluvium 

2.633 

Non-command 

Older Alluvium 

2.805 

Non-command 

Older Alluvium 

1.543 

Non-command 

Older Alluvium 

3.386 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

130,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

130,000 

100,000 

120 

110,000 

90,000 

120 

130,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

80,000 

50,000 

120 

100,000 

80,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

80,000 

50,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

130,000 

100,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

130,000 

100,000 

120 

80,000 

50,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

130,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

130,000 

100,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

130,000 

100,000 

120 

110,000 

90,000 

120 

130,000 

100,000 

120 

120,000 

100,000 



Wells with 
Pumpset 


MCM 


(15) 


0.144 




0.300 

0.378 

0.048 

0.048 

0.006 

0.006 

0.374 

0.374 

0.396 

0.454 

0.036 

0.046 



0.012 

0.028 

0.084 

0.084 

0.180 

0.180 


1.662 

1.720 

0.006 

0.006 


0.302 

0.672 

0.144 

0.160 

0.636 

0.636 


















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



07008058 


Sursinghpura 


Teelawas 


Thakursi Ka Bas 


Thikariya 


Tibariya 


Ugariyawas 


Abhaipura 


Acharawala 


Ajairajpura 


Akodiya 


Amarpura 


Anandrampura 


Anantpura 


Ankeshpura 


Anoppura 


Asarpura 


Asawala 


Awandiya 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


0812000501500600 


0812000901560500 


0812000501504200 


0812000801546400 


0812000501500100 


0812000801547000 


0812000501500800 


0812000601518600 


(5) 


Fresh 


Fresh 


Fresh 


Fresh 


Fresh 


Fresh 


Fresh 


19.517 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kalakh Sagar 


Non-command 



Vijai Govindpura 

0812000501492800 

2.056 

Fresh 

Vijaypura 

0812000908129042 

2.109 

Fresh 


Non-command 


Non-command 



0812000801551200 

3.047 

0812000801551000 

1.551 

0812000801545300 

3.368 

0822000302615600 

5.088 

0812000701527700 

4.454 


0812001301645500 

4.052 

0812000601521000 

2.582 

0812001301643700 

4.041 

0812000801544200 

2.178 


0812000808129034 

1.806 

0812000801553200 

1.210 

0812000701528500 

9.999 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kalakh Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Badanpura 

0812000801552900 

1.954 

Fresh 

Badarwas 

0812000908129099 

2.858 

Fresh 

Bagru (m) 

0812000841209000 

33.933 

Fresh 

Bajdoli 

0812001301642000 

2.253 

Fresh 

Baksawala 

0812000801553100 

1.714 

Fresh 

Balapura 

0812000701529600 

3.494 

Fresh 


Balawala 


Balrampura_khejra_ka 


Barh Ajairajpura 


Barh Bagpura 


Barh Hariharpura 


Barh Pathraj Kalan 


Barhali 


Barh-bishanpura @ Kagy 


Barhmohanpura 


Basri Jogiyan 


Beechi 


Beer Ramchandrapura 


Bhadipura @ Narayanpur 


Bhagwatsinghpura 


Bhankrota 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0812000801550800 

3.172 

0812000808129041 

1.063 

0812000801544800 

0.573 

0812001301644800 

2.693 

0812000801545400 

0.193 

0822000302615100 

1.456 

0812000701540000 

6.366 

0812000701531700 

2.669 

0812000801548500 

0.775 

0812000701539300 

7.007 

0812000701538000 

15.320 

0812000701530500 

2.782 


0812001301644100 

2.539 

0812000601525400 

6.140 


0812000701538200 


12.541 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kalakh Sagar 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.045 

Non-command 

Younger Alluvium 

0.456 

Non-command 

Older Alluvium 

0.805 

Non-command 

Older Alluvium 

3.414 

Non-command 

Older Alluvium 

5.722 

Non-command 

Older Alluvium 

3.270 

Non-command 

Older Alluvium 

0.000 

Command 

Older Alluvium 

0.345 

Non-command 

Gneisses(B.G.C.) 

0.197 

Non-command 

Older Alluvium 

16.195 

Non-command 

Quartzite 

2.688 

Non-command 

Older Alluvium 

1.469 

Non-command 

Older Alluvium 

0.713 

Non-command 

Younger Alluvium 

1.396 

Non-command 

Older Alluvium 

3.047 

Non-command 

Older Alluvium 

1.551 

Non-command 

Older Alluvium 

3.368 

Non-command 

Older Alluvium 

3.990 

Non-command 

Older Alluvium 

3.059 

Non-command 

Older Alluvium 

1.395 

Non-command 

Older Alluvium 

4.052 

Command 

Gneisses(B.G.C.) 

0.043 

Non-command 

Older Alluvium 

4.041 

Non-command 

Older Alluvium 

0.895 

Non-command 

Older Alluvium 

1.283 

Non-command 

Older Alluvium 

1.237 

Non-command 

Older Alluvium 

0.324 

Non-command 

Gneisses(B.G.C.) 

9.980 

Non-command 

Older Alluvium 

0.016 

Non-command 

Older Alluvium 

1.954 

Non-command 

Older Alluvium 

2.726 

Non-command 

Older Alluvium 

5.104 

Non-command 

Older Alluvium 

2.253 

Non-command 

Older Alluvium 

1.196 

Non-command 

Older Alluvium 

3.460 

Non-command 

Quartzite 

0.035 

Non-command 

Older Alluvium 

3.172 

Non-command 

Older Alluvium 

0.733 

Non-command 

Older Alluvium 

0.573 

Non-command 

Older Alluvium 

2.693 

Non-command 

Older Alluvium 

0.193 

Non-command 

Older Alluvium 

0.117 

Non-command 

Older Alluvium 

6.366 

Non-command 

Gneisses(B.G.C.) 

2.669 

Non-command 

Older Alluvium 

0.775 

Non-command 

Older Alluvium 

7.007 

Non-command 

Older Alluvium 

1.286 

Non-command 

Older Alluvium 

1.504 

Non-command 

Older Alluvium 

1.278 

Non-command 

Older Alluvium 

2.539 

Command 

Gneisses(B.G.C.) 

0.053 

Non-command 

Gneisses(B.G.C.) 

5.953 

Non-command 

Older Alluvium 

10.956 


with 

Pumpset 


(9) (10) 


1 


74 


70 70 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

130,000 

100,000 

120 

120,000 

100,000 

120 

130,000 

100,000 

120 

120,000 

100,000 

120 

80,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

100,000 

90,000 

120 

70,000 

50,000 

120 

100,000 

90,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

130,000 

100,000 

120 

110,000 

90,000 

120 

130,000 

100,000 

120 

100,000 

90,000 

120 

130,000 

100,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

100,000 

90,000 

120 

130,000 

100,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

130,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

100,000 

90,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

110,000 

90,000 



Tube Wells with 
Wells Pumpset 



0.024 

0.032 

0.335 

0.335 

































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Bhankrota_kalan 


Bhapura 


Bhater 


Bheempura 


Chak No.1,2,3,4,5,8,14 


Chak No.12 


Chak No.7 


Chak Sherwali 


Chakno.6 


Chaksu (m) 


Chakwara 


Chakwatika 


Chakwatka 


Chanani 


Chandawas 


Chatarpura 


Chaunp (choonp) 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Census Code 

Area 


sq.km 

(3) 

(4) 

0812000801544500 

3.933 



0812000808129092 

6.625 

0812000801549700 

8.520 

0812000801552100 

5.570 

0812000701526900 

4.270 




Bhojyara 

0812001301642400 

8.271 

Fresh 

Biharipura 

0812000601524300 

10.312 

Fresh 


Bokrawas 

0812000701540100 

4.619 

Fresh 

Bookni 

0812000701525500 

7.958 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kalakh Sagar 


Non-command 


Non-command 


Hingonia 



Brijnathpura 

0812001301641300 

2.204 

Fresh 

Chak Amjhar 

0812000801554200 

0.410 

Fresh 

Chak Basri 

0812000801549200 

1.071 

Fresh 

Chak Gulabpura 

0812000701529900 

1.472 

Saline 

Chak Harbanspura 

0812000801547900 

0.681 

Fresh 

ChakJhag 

0812000601524700 

2.984 

Fresh 


Chak Murarpura 

0812001301643200 

0.320 

Fresh 

Chak Nasnota 

0812000601520300 

2.431 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kalakh Sagar 


Non-command 


Non-command 


Non-command 



0812000801550000 

0.681 

0812000801551300 

0.311 

0812000801549800 

0.506 

0812000801549900 

0.358 

0812000801549100 

3.131 

0812001341211000 

49.279 

0812000701529100 

24.892 

0812000801554000 

0.284 

0812001301641700 

0.349 

0822000302614000 

5.665 

0812000701538900 

3.557 



0812000801549600 

3.582 

0812001301646700 

1.269 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


2.394 Saline 



Chirota 

0812000801545800 

2.332 

Fresh 

Chittora 

0812000701538500 

26.371 

Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

3.771 

Non-command 

Older Alluvium 

0.162 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

8.520 

Non-command 

Older Alluvium 

5.570 

Non-command 

Older Alluvium 

0.001 

Non-command 

Older Alluvium 

4.268 

Non-command 

Gneisses(B.G.C.) 

8.124 

Non-command 

Older Alluvium 

0.496 

Non-command 

Older Alluvium 

8.271 

Command 

Gneisses(B.G.C.) 

0.500 

Non-command 

Gneisses(B.G.C.) 

0.248 

Non-command 

Older Alluvium 

4.619 

Command 

Gneisses(B.G.C.) 

0.551 

Command 

Older Alluvium 

0.218 

Non-command 

Gneisses(B.G.C.) 

2.655 

Non-command 

Older Alluvium 

1.906 

Command 

Gneisses(B.G.C.) 

0.816 

Command 

Older Alluvium 

0.827 

Non-command 

Gneisses(B.G.C.) 

0.113 

Non-command 

Older Alluvium 

0.404 

Non-command 

Older Alluvium 

0.403 

Non-command 

Older Alluvium 

0.224 

Non-command 

Older Alluvium 

1.071 

Non-command 

Older Alluvium 

1.472 

Non-command 

Older Alluvium 

0.511 

Command 

Gneisses(B.G.C.) 

0.199 

Non-command 

Gneisses(B.G.C.) 

2.785 

Non-command 

Older Alluvium 

0.279 

Non-command 

Gneisses(B.G.C.) 

0.157 

Non-command 

Older Alluvium 

0.273 

Non-command 

Older Alluvium 

0.681 

Non-command 

Older Alluvium 

0.311 

Non-command 

Older Alluvium 

0.506 

Non-command 

Older Alluvium 

0.358 

Non-command 

Older Alluvium 

2.284 

Non-command 

Older Alluvium 

0.534 

Non-command 

Gneisses(B.G.C.) 

0.708 

Non-command 

Older Alluvium 

0.268 

Non-command 

Older Alluvium 

0.349 

Non-command 

Phyllite & Schist 

1.347 

Non-command 

Older Alluvium 

3.035 

Non-command 

Older Alluvium 

0.522 

Non-command 

Older Alluvium 

1.008 

Non-command 

Older Alluvium 

6.938 

Non-command 

Older Alluvium 

3.582 

Non-command 

Older Alluvium 

0.357 

Non-command 

Older Alluvium 

0.891 

Non-command 

Quartzite 

0.020 

Command 

Gneisses(B.G.C.) 

1.215 

Command 

Older Alluvium 

1.179 

Non-command 

Older Alluvium 

0.021 

Non-command 

Gneisses(B.G.C.) 

13.546 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

100,000 

90,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

70,000 

50,000 

120 

130,000 

100,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

90,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

130,000 

100,000 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

100,000 

90,000 

120 

70,000 

50,000 

120 

130,000 

100,000 

120 

100,000 

90,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

130,000 

100,000 

120 

90,000 

60,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.018 

0.018 

0.173 

0.173 

0.011 

0.011 

0.076 

0.076 

0.012 

0.012 

0.006 

0.006 

0.216 

0.229 

0.007 

0.007 


0.043 

0.043 

0.043 

0.043 

0.007 

0.007 

0.012 

0.012 






























































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Dabich 


Dabich Goojaran 


Dabich Maliyan 


Dabla Bujurg 


Dabla Khurd 


Daloowala 


DALPATPURA 


Datooli 


Daulatpura 


Dayalpura 


Deo Kishanpura 


Deogaon 


Deomand 


Devisinghpura 


Dhauwas 


Dhoosari 


Didawata 


Golyawas 


Gopal Nagar 


0812000701540700 

5.991 

0812000701540500 

2.687 

0812000701540400 

2.407 



0812000701539200 

4.505 

0812000701539100 

3.636 

0812000701530700 

2.771 

0812001301645700 

2.352 

0812000701536100 

13.632 

0812000801549500 

2.885 

0812000801553900 

1.371 

0812001301642900 

4.964 

0812001301645600 

2.405 

0812000701540300 

3.391 



0812000801545000 


0812000908129083 


0812001301645400 


0812000701542200 


4.164 Fresh 


2.687 Fresh 


3.420 Fresh 


17.759 Fresh 


Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Dragpalpura 

0812001301640500 

1.249 

Fresh 

Fateh Rampura 

0812000701540600 

4.081 

Fresh 

Fatehpurawas Watka 

0812001301641800 

2.836 

Fresh 

Gajsinghpura 

0812000908129074 

1.408 

Fresh 

Ganeshpura 

0812000701539000 

3.952 

Fresh 

Gangapura 

0822000202602100 

3.932 

Saline 

Gangati Kalan 

0812000601520900 

8.337 

Fresh 

Ganpatpura 

0812000808129005 

2.042 

Fresh 

Ganpatpura_chak_no_l 

0812000808129090 

0.745 

Fresh 

Ganpatpura_chak_no_2 

0812000808129044 

0.795 

Fresh 

Ganwar Brahmanan 

0812000801553000 

2.885 

Fresh 

Ganwar Jatan 

0812000801552600 

1.485 

Fresh 

Garota 

0812000601520600 

4.994 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kalakh Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0812000808129102 

3.083 

0812000701531000 

10.735 


Non-command 


Non-command 


Non-command 


Non-command 



Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

4.411 

Non-command 

Gneisses(B.G.C.) 

2.014 

Non-command 

Older Alluvium 

6.400 

Non-command 

Older Alluvium 

5.991 

Non-command 

Older Alluvium 

2.687 

Non-command 

Older Alluvium 

2.062 

Non-command 

Older Alluvium 

0.345 

Non-command 

Older Alluvium 

4.505 

Non-command 

Older Alluvium 

3.636 

Non-command 

Older Alluvium 

2.771 

Non-command 

Older Alluvium 

2.352 

Non-command 

Gneisses(B.G.C.) 

12.910 

Non-command 

Older Alluvium 

2.885 

Non-command 

Older Alluvium 

0.876 

Non-command 

Older Alluvium 

4.078 

Non-command 

Older Alluvium 

2.405 

Non-command 

Older Alluvium 

3.141 

Non-command 

Older Alluvium 

0.250 

Non-command 

Gneisses(B.G.C.) 

4.892 

Non-command 

Quartzite 

0.008 

Non-command 

Older Alluvium 

4.164 

Non-command 

Older Alluvium 

0.071 

Non-command 

Older Alluvium 

3.420 

Non-command 

Gneisses(B.G.C.) 

0.019 

Non-command 

Gneisses(B.G.C.) 

3.364 

Non-command 

Older Alluvium 

5.479 

Non-command 

Older Alluvium 

3.384 

Non-command 

Older Alluvium 

1.988 

Non-command 

Older Alluvium 

0.179 

Non-command 

Gneisses(B.G.C.) 

0.603 

Non-command 

Older Alluvium 

2.614 

Non-command 

Older Alluvium 

0.042 

Non-command 

Older Alluvium 

4.081 

Non-command 

Older Alluvium 

2.836 

Non-command 

Older Alluvium 

0.841 

Non-command 

Older Alluvium 

3.952 

Non-command 

Older Alluvium 

0.902 

Command 

Gneisses(B.G.C.) 

0.014 

Non-command 

Older Alluvium 

2.042 

Non-command 

Older Alluvium 

0.745 

Non-command 

Older Alluvium 

0.795 

Non-command 

Older Alluvium 

2.885 

Non-command 

Older Alluvium 

1.485 

Non-command 

Gneisses(B.G.C.) 

1.746 

Non-command 

Older Alluvium 

0.272 

Non-command 

Older Alluvium 

1.288 

Non-command 

Younger Alluvium 

0.005 

Non-command 

Older Alluvium 

5.897 

Non-command 

Older Alluvium 

1.374 

Non-command 

Older Alluvium 

2.943 

Non-command 

Gneisses(B.G.C.) 

0.310 

Non-command 

Older Alluvium 

9.961 

Non-command 

Older Alluvium 

0.464 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

110,000 

90,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

130,000 

100,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

130,000 

100,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.032 


0.004 


0.024 


0.551 


0.140 


0.097 


0.006 


0.799 


0.335 


0.078 


0.119 


0.137 


0.420 


0.756 


0.508 


0.097 


0.097 


0.006 


0.324 




0.068 

0.068 

0.186 

0.186 

0.173 

0.173 

0.054 

0.054 


0.004 

0.004 

0.024 

0.024 


0.119 

0.119 

0.367 

0.367 

0.054 

0.054 

0.140 

0.140 

0.018 

0.018 

- 

- 

0.264 

0.342 

0.024 

0.040 

0.036 

0.052 

0.648 

1.927 

0.108 

0.779 

0.072 

0.072 

0.012 

0.012 

0.043 

0.043 

- 

- 

1.026 

1.026 

0.132 

0.132 

0.504 

0.644 

0.014 

0.014 

0.702 

0.702 

0.018 

0.018 













































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 




Govindpura @ Mandaliya 


Gulabpura 


Hajyawala 


Hanootiya Kalan 


Hanootiya Khurd 


Hanotiya Bujurg 


Hansrajpura 


Harbanshpura 


Hargun Ki Nangal@chara 


Hari Rampura 


Hariharpura 


Harivallabhpura 


Harsooliya 


Hasampura 


Hasampura Bas Neota 


Heerapura 


Hingoniya 


Jabar 


Jagannathpura 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


11.052 Fresh 


Saline 


4.247 Fresh 


Non-command 


Non-command 


Non-command 



Govindpura 

0812000808129062 

1.503 

Fresh 

Govindpura @ Basra 

0812000701526100 

7.158 

Fresh 



0812000701542300 


5.832 Saline 


Non-command 


Hingonia 


Non-command 


Hingonia 


Non-command 


Non-command 


Jagat Sharvanpura 


Jagat Shiromanipura @ 


Jagat Shiromanipura @Toomli Ka Bas 


0812000808129101 

3.003 

0812000701541900 

3.712 

0812000701542000 

1.830 

0822000302613800 

10.608 




Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 




0812001301644900 


0812000701527500 


0812000801548100 


0822000302613600 



Saline 

1.114 

Fresh 

2.352 

Saline 

0.920 

Fresh 

2.711 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0812000801550600 

2.718 

0812000701530400 

2.467 


0812000801544700 

1.105 

0812001301644200 

3.293 

0812000701531200 

9.462 


0812000801545700 

2.307 

0812000801548800 

2.364 

0812000701530100 

5.814 



0812000908129093 

1.765 

0812000701525600 

2.859 



Saline 


3.713 Fresh 


Saline 



0812000701527300 

5.035 

0812000801544900 

2.595 



0812000801551500 

1.719 

0812000801548600 

1.137 

0812000701526400 

1.401 

0812001301646400 

3.459 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hingonia 


Non-command 


Hingonia 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

10.268 

Non-command 

Older Alluvium 

0.783 

Non-command 

Phyllite & Schist 

1.902 

Non-command 

Quartzite 

0.020 

Non-command 

Phyllite & Schist 

0.110 

Non-command 

Quartzite 

0.107 

Non-command 

Older Alluvium 

0.002 

Command 

Gneisses(B.G.C.) 

1.099 

Non-command 

Gneisses(B.G.C.) 

0.738 

Command 

Gneisses(B.G.C.) 

5.020 

Command 

Older Alluvium 

0.040 

Non-command 

Gneisses(B.G.C.) 

0.261 

Non-command 

Gneisses(B.G.C.) 

0.335 

Non-command 

Older Alluvium 

5.497 

Non-command 

Older Alluvium 

1.130 

Non-command 

Older Alluvium 

1.424 

Non-command 

Older Alluvium 

3.003 

Non-command 

Older Alluvium 

0.001 

Non-command 

Older Alluvium 

1.018 

Non-command 

Older Alluvium 

6.005 

Non-command 

Phyllite & Schist 

2.284 

Non-command 

Quartzite 

1.639 

Non-command 

Quartzite 

0.606 

Non-command 

Older Alluvium 

0.801 

Non-command 

Older Alluvium 

2.352 

Non-command 

Older Alluvium 

0.095 

Non-command 

Older Alluvium 

2.705 

Non-command 

Phyllite & Schist 

0.006 

Non-command 

Older Alluvium 

2.718 

Non-command 

Older Alluvium 

1.523 

Non-command 

Older Alluvium 

0.944 

Non-command 

Older Alluvium 

1.105 

Non-command 

Older Alluvium 

3.293 

Non-command 

Older Alluvium 

0.119 

Non-command 

Older Alluvium 

9.343 

Non-command 

Older Alluvium 

2.053 

Non-command 

Older Alluvium 

2.358 

Non-command 

Older Alluvium 

0.986 

Non-command 

Older Alluvium 

4.827 

Non-command 

Older Alluvium 

1.765 

Command 

Older Alluvium 

0.654 

Non-command 

Older Alluvium 

0.172 

Command 

Older Alluvium 

0.006 

Non-command 

Older Alluvium 

3.303 

Non-command 

Older Alluvium 

0.376 

Non-command 

Quartzite 

0.035 

Non-command 

Older Alluvium 

5.035 

Non-command 

Older Alluvium 

2.539 

Non-command 

Older Alluvium 

0.056 

Non-command 

Older Alluvium 

1.719 

Non-command 

Older Alluvium 

1.137 

Non-command 

Older Alluvium 

1.401 

Non-command 

Older Alluvium 

0.172 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

90,000 

60,000 

120 

70,000 

50,000 

120 

60,000 

30,000 

120 

50,000 

30,000 

120 

130,000 

100,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

130,000 

100,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

100,000 

90,000 

120 

70,000 

50,000 

120 

130,000 

100,000 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

130,000 

100,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

130,000 

100,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

100,000 

90,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

70,000 

50,000 

120 

100,000 

90,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.670 

0.670 

0.030 

0.030 

0.094 

0.094 

- 

- 

0.004 

0.004 

0.004 

0.004 



0.007 

0.007 

0.186 

0.186 

0.032 

0.032 

0.018 

0.018 

0.264 

0.295 


0.367 

0.367 

0.024 

0.024 























































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Jaichand Ka Bas 


Jaichandpura 


Jaijaspura 


Jaipur (m Corp.) (part) 3 


Jaipura 


Jaisinghpura 


Jaisinghpura @ Buhariy 


Jaisinghpura @ Roopwas 


Jaisinghpura @ Tejawal 


Jaisinghpura Bas Neota 


Jankinathpura 


Jatawala 


Jhadla 


Jhag 


Jhodinda Bhojpura 


Jhonpariya 


Jhund 


Jodhpura 


Jotrawala 


Kachariya 


Kantoli 


Kapoorawala 


Kareda Khurd 


Karwa 


0812000701531400 


0812001301641500 


0812000801545600 


0812001041210000 


2.865 

Saline 

1.552 

Fresh 

1.545 

Fresh 

8.842 

Fresh 

28.848 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0812001301645300 

5.450 

0812000801548200 

3.260 

0812000801554500 

1.111 

0812000801550400 

5.919 

0812000801551100 

1.580 

0812000801549300 

2.923 

0812000701530000 

5.074 


0812000801552000 

1.224 

0812000701536200 

6.503 

0812000601525300 

16.452 



Jharana 

0812000701536800 

11.941 

Fresh 

Jharana Khurd 

0812000701536600 

1.649 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hingonia 


Non-command 


Non-command 


Non-command 



0812000701528700 

6.885 

0812000701536700 

2.240 

0812000801544100 

4.158 


0822000302615900 

9.306 

0812000808129010 

1.584 

0822000302613700 

2.975 



Kadera 

0812001301643600 

12.843 

Fresh 

Kalwara 

0812000801546100 

13.232 

Fresh 

Kalyanpura 

0812000808129045 

3.551 

Fresh 

Kalyansar 

0812000601519500 

4.550 

Fresh 

Kanesar 

0822000302614600 

2.289 

Fresh 

Kansel 

0812000701526300 

7.603 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hingonia 



0812000701536300 

3.564 

0812000801550200 

4.148 

0812001301640400 

3.720 

0812000701530300 

0.982 




Saline 


6.903 Fresh 


4.601 Fresh 


Saline 


14.452 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kalakh Sagar 


Non-command 


Non-command 


Non-command 


Hingonia 


Kalakh Sagar 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Quartzite 

0.000 

Non-command 

Older Alluvium 

0.095 

Non-command 

Quartzite 

1.130 

Non-command 

Older Alluvium 

2.865 

Non-command 

Older Alluvium 

0.844 

Non-command 

Older Alluvium 

1.323 

Non-command 

Younger Alluvium 

0.012 

Non-command 

Older Alluvium 

1.761 

Non-command 

Younger Alluvium 

0.973 

Non-command 

Older Alluvium 

5.450 

Non-command 

Older Alluvium 

0.428 

Non-command 

Older Alluvium 

0.338 

Non-command 

Older Alluvium 

5.919 

Non-command 

Older Alluvium 

1.580 

Non-command 

Older Alluvium 

2.923 

Non-command 

Older Alluvium 

0.252 

Non-command 

Older Alluvium 

4.822 

Non-command 

Older Alluvium 

1.224 

Non-command 

Gneisses(B.G.C.) 

6.503 

Non-command 

Gneisses(B.G.C.) 

11.918 

Command 

Gneisses(B.G.C.) 

1.599 

Non-command 

Gneisses(B.G.C.) 

2.934 

Non-command 

Older Alluvium 

4.395 

Non-command 

Gneisses(B.G.C.) 

0.018 

Non-command 

Older Alluvium 

1.632 

Non-command 

Gneisses(B.G.C.) 

6.885 

Non-command 

Older Alluvium 

1.995 

Non-command 

Older Alluvium 

0.484 

Non-command 

Older Alluvium 

3.675 

Non-command 

Older Alluvium 

0.165 

Non-command 

Older Alluvium 

0.769 

Non-command 

Older Alluvium 

0.450 

Non-command 

Phyllite & Schist 

2.076 

Non-command 

Older Alluvium 

12.843 

Non-command 

Older Alluvium 

5.020 

Non-command 

Older Alluvium 

3.138 

Non-command 

Older Alluvium 

0.530 

Non-command 

Phyllite & Schist 

0.612 

Command 

Gneisses(B.G.C.) 

4.760 

Command 

Older Alluvium 

0.101 

Non-command 

Gneisses(B.G.C.) 

0.908 

Non-command 

Older Alluvium 

1.834 

Non-command 

Gneisses(B.G.C.) 

3.564 

Non-command 

Older Alluvium 

4.148 

Non-command 

Older Alluvium 

0.925 

Non-command 

Older Alluvium 

0.420 

Non-command 

Older Alluvium 

0.562 

Command 

Gneisses(B.G.C.) 

1.557 

Non-command 

Gneisses(B.G.C.) 

5.314 

Non-command 

Older Alluvium 

2.105 

Non-command 

Older Alluvium 

2.496 

Command 

Gneisses(B.G.C.) 

0.095 

Command 

Gneisses(B.G.C.) 

1.471 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

100,000 

90,000 

120 

130,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

130,000 

100,000 

120 

90,000 

60,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

130,000 

100,000 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

100,000 

90,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

80,000 

50,000 

120 

90,000 

60,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

90,000 

60,000 

120 

130,000 

100,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.006 

0.006 

0.029 

0.029 

0.198 

0.198 

0.054 

0.054 



0.270 

0.270 

0.209 

0.209 

0.108 

0.108 







































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Khej'ri Bujurg 


Khera Mukundpura 


Kheri Gokulpura 


Khijooriya 


Kishanpura @ Khatipura 


Kishorpura 


Kokawas 


Koonchyawas 


Kriparampura 


Kumhariyawas 


Kundan Pura 


Kunj Biharipura 


Lakhana 


Lakhawas 


Lakminarayanpura 


0812001301644500 

7.115 

0812001301646500 

2.935 

0812000801552700 

1.648 

0812000701536500 

6.967 



Kiratpura 

0812001301643800 

2.940 

Fresh 

Kishanpura 

0812000601524800 

4.146 

Fresh 


0812000701530800 

2.506 

0812000801550100 

1.518 

0812000801550700 

1.953 

0812000808129089 

2.391 

0812000701526800 

2.395 



0812001301643900 

3.511 

0812001301641900 

2.234 

0812000701539500 

2.952 

0812000701526600 

3.622 



24.027 Fresh 


0812000801551900 

1.547 

0812000801545500 

2.076 

0812000801544300 

3.097 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kalakh Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hingonia 


Non-command 



Lasariya 

0812001301645900 

2.580 

Fresh 

Madanpura @ Katariya K 

0812000701527000 

0.471 

Saline 

Madhorajpura 

0812000701536900 

18.620 

Fresh 


3.082 Saline Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Madrampura 

0812000808129008 

3.995 

Fresh 

Mahasinghpura @ Keshya 

0812000801551400 

2.202 

Fresh 

Mahasinghpura @ Majookra 

0822000302614500 

2.997 

Fresh 

Mandaliya Joga 

0812000701536400 

2.690 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Mandau 

0812000801548000 

3.532 

Fresh 

Mandor 

0812000701527900 

11.442 

Fresh 


Non-command 


Non-command 



Mangyawas 

0812000808129088 

1.687 

Fresh 

Manohariya Wala 

0812000801551700 

1.458 

Fresh 

Manpur Gate 

0812000701538800 

6.150 

Fresh 


Hingonia 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

11.628 

Non-command 

Older Alluvium 

0.110 

Non-command 

Older Alluvium 

0.833 

Non-command 

Older Alluvium 

7.115 

Non-command 

Quartzite 

1.632 

Non-command 

Older Alluvium 

1.648 

Non-command 

Gneisses(B.G.C.) 

0.176 

Non-command 

Older Alluvium 

6.791 

Non-command 

Older Alluvium 

2.940 

Command 

Gneisses(B.G.C.) 

0.236 

Non-command 

Gneisses(B.G.C.) 

0.007 

Non-command 

Older Alluvium 

2.506 

Non-command 

Older Alluvium 

1.518 

Non-command 

Older Alluvium 

1.953 

Non-command 

Older Alluvium 

2.391 

Non-command 

Older Alluvium 

0.057 

Non-command 

Older Alluvium 

2.338 

Non-command 

Older Alluvium 

3.511 

Non-command 

Older Alluvium 

2.234 

Non-command 

Older Alluvium 

2.894 

Non-command 

Gneisses(B.G.C.) 

0.113 

Non-command 

Older Alluvium 

0.202 

Command 

Older Alluvium 

2.045 

Non-command 

Gneisses(B.G.C.) 

0.074 

Non-command 

Older Alluvium 

1.188 

Non-command 

Gneisses(B.G.C.) 

5.885 

Non-command 

Older Alluvium 

14.651 

Non-command 

Quartzite 

3.491 

Non-command 

Older Alluvium 

0.185 

Non-command 

Quartzite 

1.137 

Non-command 

Older Alluvium 

1.547 

Non-command 

Older Alluvium 

2.076 

Non-command 

Older Alluvium 

3.078 

Non-command 

Older Alluvium 

0.018 

Non-command 

Older Alluvium 

0.000 

Non-command 

Younger Alluvium 

0.007 

Non-command 

Older Alluvium 

2.400 

Non-command 

Older Alluvium 

0.471 

Non-command 

Gneisses(B.G.C.) 

7.128 

Non-command 

Older Alluvium 

1.139 

Non-command 

Older Alluvium 

3.995 

Non-command 

Older Alluvium 

2.202 

Non-command 

Phyllite & Schist 

0.212 

Non-command 

Gneisses(B.G.C.) 

2.044 

Non-command 

Older Alluvium 

0.646 

Non-command 

Older Alluvium 

2.809 

Non-command 

Gneisses(B.G.C.) 

3.482 

Non-command 

Older Alluvium 

6.272 

Command 

Older Alluvium 

0.469 

Non-command 

Older Alluvium 

1.219 

Non-command 

Older Alluvium 

1.687 

Non-command 

Older Alluvium 

1.458 

Non-command 

Older Alluvium 

1.724 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

100,000 

90,000 

120 

50,000 

30,000 

120 

130,000 

100,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

70,000 

50,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

130,000 

100,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

110,000 

90,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.414 


0.022 


0.072 


0.950 


0.040 


0.480 




0.248 

0.248 

0.006 

0.006 



0.006 

0.006 

0.389 

0.389 

0.292 

0.292 

0.173 

0.265 



0.006 

0.006 

0.072 

0.072 

0.259 

0.259 

0.043 

0.043 

0.006 

0.006 

0.025 

0.025 

0.228 

0.353 









































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Manpur Teelawala 


Manpura 


Manpura @ Bhatawala 


Mansar 


Meerapura 


Mohabbat Pura 


Mohanpura 



Muhana 


Mukand Pura 


Mumararkya 


Murarpura 


Mustafabad @ Masta 


Nagar 


Nandkishorpura_manya 


Nandlalpura 


Narayan Pura 


Narottampura 


Narsinghpura @ Dadiya 


Narwariya 


Nawal Kishorpura 


Neota 


Nihalpura ( 


Nondpura 


Miyan Ka B 


Norangpura 


Pachala 


Pahariya 


Palri Parsa 


Pathraj Mustarka 


Pawaliya 


Peepla 


Peepla Bharatsingh 


Phagi 


Pinach 


Prahladpura @ Damakpur 


Pratappura 


Prempura 


0812000801550500 


0812001301646100 


0812000801552400 


0812001301643500 


0812001301645000 


0812000701539400 


0812000701531300 


0812000801548400 


0812000801554100 


0812000601517700 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


3.843 


2.141 


1.590 


3.076 


2.401 


5.370 


5.179 


2.960 


6.159 


12.265 


0812000801548700 

12.661 

0812000701542100 

4.977 

0812001301643400 

2.069 

0812001301643100 

1.461 

0812000701540200 

4.651 

0822000302613200 

12.670 


0812000808129030 

1.857 

0812000701525700 

3.043 



0812000701539700 

1.675 

0812000801548300 

2.161 

0812000801546000 

2.488 

0812000801544400 

3.318 

0812000701529700 

3.403 


0812000801548900 

13.087 

0812000701530200 

0.169 

0812000701542400 

5.773 


0822000202602200 

3.972 

0812000701528600 

7.569 

0812000701539600 

20.573 

0812000801545900 

4.438 

0822000302615200 

3.786 

0812000801550300 

9.919 

0812000701538300 

11.042 


0812000801547800 

4.691 

0812000701531800 

61.971 

0812000701528200 

6.590 

0812001301641400 

0.950 

0812000701538600 

2.353 



0822000302615500 

3.748 

0812000701541300 

2.916 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kalakh Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hingonia 


Non-command 


Hingonia 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0812000801549400 


1.324 Fresh 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

4.427 

Non-command 

Older Alluvium 

3.843 

Non-command 

Older Alluvium 

2.141 

Non-command 

Older Alluvium 

1.590 

Non-command 

Older Alluvium 

3.076 

Non-command 

Older Alluvium 

0.021 

Non-command 

Older Alluvium 

5.370 

Non-command 

Older Alluvium 

5.179 

Non-command 

Older Alluvium 

2.960 

Non-command 

Older Alluvium 

1.288 

Command 

Gneisses(B.G.C.) 

1.657 

Non-command 

Gneisses(B.G.C.) 

0.457 

Non-command 

Older Alluvium 

12.607 

Non-command 

Older Alluvium 

4.481 

Non-command 

Older Alluvium 

2.069 

Non-command 

Older Alluvium 

1.461 

Non-command 

Older Alluvium 

4.651 

Non-command 

Older Alluvium 

10.742 

Non-command 

Older Alluvium 

1.928 

Non-command 

Older Alluvium 

1.856 

Command 

Older Alluvium 

1.547 

Non-command 

Older Alluvium 

0.642 

Command 

Older Alluvium 

0.491 

Non-command 

Older Alluvium 

1.675 

Non-command 

Older Alluvium 

2.063 

Non-command 

Older Alluvium 

0.277 

Non-command 

Older Alluvium 

3.318 

Non-command 

Older Alluvium 

3.389 

Non-command 

Older Alluvium 

0.014 

Non-command 

Older Alluvium 

2.100 

Non-command 

Older Alluvium 

0.169 

Non-command 

Older Alluvium 

2.236 

Non-command 

Older Alluvium 

3.537 

Non-command 

Older Alluvium 

0.369 

Non-command 

Gneisses(B.G.C.) 

5.429 

Non-command 

Older Alluvium 

20.213 

Non-command 

Older Alluvium 

0.012 

Non-command 

Older Alluvium 

3.695 

Non-command 

Older Alluvium 

9.919 

Non-command 

Older Alluvium 

5.401 

Non-command 

Older Alluvium 

5.641 

Non-command 

Older Alluvium 

0.179 

Non-command 

Gneisses(B.G.C.) 

6.714 

Non-command 

Gneisses(B.G.C.) 

6.590 

Non-command 

Older Alluvium 

0.407 

Non-command 

Older Alluvium 

0.566 

Non-command 

Older Alluvium 

1.787 

Non-command 

Older Alluvium 

3.748 

Non-command 

Gneisses(B.G.C.) 

0.426 

Non-command 

Older Alluvium 

1.279 

Non-command 

Gneisses(B.G.C.) 

0.280 

Non-command 

Older Alluvium 

0.040 

Non-command 

Older Alluvium 

1.324 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

50,000 

120 

130,000 

100,000 

120 

100,000 

90,000 

120 

130,000 

100,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

130,000 

100,000 

120 

70,000 

50,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

70,000 

50,000 

120 

130,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

130,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

130,000 

100,000 

120 

100,000 

90,000 

120 

130,000 

100,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

130,000 

100,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

130,000 

100,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.090 



0.022 

0.022 

0.012 

0.012 

0.006 

0.006 

0.115 

0.115 

0.281 

0.373 





















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Puroshottampura @aleew 


Purshottampura @ Dadiy 


Raholi 


Raithal 


Ramdattpura 


Ramjipura Bas Neota 


Rampura 


Rampura @ Chokhawala 


Rampura Bhoortiya 


Rampura Unti 


Ramsinghpura 


Ramsinghpura_dhaulai 


Ramsinghpura_rampura 


Ramsinghpura_bas_sanga 


Rasoolpura 


Rata Khera 


Ratalya 


Ratanpura @ Rohera 


Rewantpura 


Roopbas 


Rotwara 


Sadarampura 


Saipura 


Salarsoo 


Sanganer 


Sanwal 


0812001301641000 


0812000801552800 


0822000302613400 



0812000701540900 


0812000801552200 


0812000808129039 


0812000808129095 


0812000808129011 


0812001301645100 


0812000701526200 




Sawai Jaisinghpura 


0812000701527800 


0812000701525900 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



0812000701527400 

6.911 

0812000801544600 

3.440 


0812000801549000 

2.304 

0812000701529500 

0.737 



0822000302613300 

1.465 

0812000701527200 

1.075 


0812000601524600 

6.598 

0812000801544000 

10.398 




0812000801551600 

2.564 

0822000302615700 

8.405 


Saline 


20.572 Fresh 


0812000701528300 

2.626 

0812001301645200 

4.702 

0812000701526700 

2.729 



0812001301643000 

1.580 

0812000808129016 

4.180 

0812000701528100 

6.762 

0812001041210000 

67.407 

0812000701526500 

2.718 


15.792 Fresh 



2.203 Fresh 


Saline 


6.597 Fresh 


5.795 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kalakh Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hingonia 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hingonia 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hingonia 



Kalakh Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Hingonia 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.169 

Non-command 

Older Alluvium 

1.589 

Non-command 

Older Alluvium 

13.742 

Non-command 

Older Alluvium 

5.799 

Non-command 

Older Alluvium 

0.006 

Non-command 

Older Alluvium 

3.424 

Non-command 

Older Alluvium 

6.911 

Non-command 

Older Alluvium 

1.140 

Non-command 

Older Alluvium 

2.300 

Non-command 

Older Alluvium 

2.304 

Non-command 

Gneisses(B.G.C.) 

0.015 

Non-command 

Older Alluvium 

0.722 

Non-command 

Older Alluvium 

1.465 

Non-command 

Older Alluvium 

0.306 

Non-command 

Older Alluvium 

0.769 

Command 

Gneisses(B.G.C.) 

0.272 

Non-command 

Older Alluvium 

9.467 

Non-command 

Older Alluvium 

0.620 

Non-command 

Older Alluvium 

1.303 

Non-command 

Older Alluvium 

13.991 

Non-command 

Older Alluvium 

1.779 

Non-command 

Older Alluvium 

1.851 

Non-command 

Older Alluvium 

0.027 

Non-command 

Older Alluvium 

3.057 

Command 

Gneisses(B.G.C.) 

3.344 

Command 

Older Alluvium 

0.024 

Non-command 

Gneisses(B.G.C.) 

0.261 

Non-command 

Older Alluvium 

0.143 

Non-command 

Older Alluvium 

2.564 

Non-command 

Older Alluvium 

4.527 

Non-command 

Older Alluvium 

3.878 

Non-command 

Older Alluvium 

6.432 

Non-command 

Older Alluvium 

14.140 

Non-command 

Gneisses(B.G.C.) 

2.626 

Non-command 

Older Alluvium 

4.702 

Command 

Older Alluvium 

0.472 

Non-command 

Older Alluvium 

2.258 

Non-command 

Older Alluvium 

0.679 

Non-command 

Older Alluvium 

4.169 

Non-command 

Gneisses(B.G.C.) 

6.762 

Non-command 

Older Alluvium 

2.912 

Non-command 

Gneisses(B.G.C.) 

0.003 

Command 

Gneisses(B.G.C.) 

0.410 

Command 

Older Alluvium 

1.232 

Non-command 

Gneisses(B.G.C.) 

0.506 

Non-command 

Older Alluvium 

0.568 

Command 

Gneisses(B.G.C.) 

0.340 

Non-command 

Gneisses(B.G.C.) 

10.445 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

2.203 

Non-command 

Gneisses(B.G.C.) 

1.073 

Non-command 

Older Alluvium 

5.524 

Command 

Older Alluvium 

0.054 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

90,000 

120 

130,000 

100,000 

120 

100,000 

90,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

100,000 

90,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

130,000 

100,000 

120 

100,000 

90,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

90,000 

60,000 

120 

100,000 

90,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

90,000 

120 

130,000 

100,000 

120 

90,000 

60,000 

120 

130,000 

100,000 

120 

90,000 

60,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.011 

0.011 

0.660 

1.970 

1.523 

1.523 

0.354 

0.354 

- 

- 

0.216 

0.216 

0.174 

0.174 



0.216 

0.216 

0.029 

0.029 



0.252 

0.470 

0.356 

0.356 

0.168 

0.168 

0.292 

0.318 

0.354 

0.379 

0.043 

0.043 

0.486 

0.486 



0.043 

0.043 

0.504 

0.504 

0.058 

0.058 

0.060 

0.060 



0.012 

0.012 

0.312 

0.329 






































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Shikarpura 


Shri Daulatpura 


Shri Ganeshpura 


Shri Jagpura 


Shri Jaideopura 


Shri Jaipalpura @ Gooj 


Shri Kishanpura 


Shri Kripalpura 


Shri Nagar 


Shri Niwaspura @ Ahira 


Shri Ramjipura 


Shri Rampura 


Shri Sahaipura 


Shri Sawai Jaisinghpur 


Shri Uddetpura 


Shri Vallabhpura 


Shriniwaspura 


Shrirajpura 


6.757 Fresh 


Saline 


Seemlyawas Watka 

0812001301641600 

2.088 

Fresh 

Sewapura 

0812001301644700 

3.107 

Fresh 

Shankarpura 

0812000701528800 

9.708 

Fresh 



0812000808129061 

2.669 

0812001301642600 

0.536 

0812001301645800 

1.400 

0822000302615000 

1.952 

0812001301644600 

2.236 

0812000701539900 

4.283 

0812001301642800 

1.260 

0822000302614700 

1.077 

0812001301646900 

2.213 


0812001301646800 

2.216 

0812000701540800 

3.516 

0812000801550900 

5.144 

0812001301646300 

0.841 

0812001301642100 

3.056 

0822000302615300 

1.172 

0812001301644400 

1.361 

0812000601525200 

4.706 

0812000701538700 

3.286 



Shyosinghpura @ Kallaw 


Shyosingpura Basri 


0812000801553700 

2.446 

0812000601520200 

1.465 


Non-command 


Hingonia 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kalakh Sagar 


Non-command 


Hingonia 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Singarpura 


Sirani 


Sitarampura 



Sitarampura @ Gogyawas 


Srirampurabas_bhankrot 


Sukhiya 


Sultaniya 


0812000808129100 

1.467 

Fresh 

0812000801545100 

5.332 

Fresh 

0812000601520500 

4.003 

Fresh 

0812000701539800 

1.658 

Fresh 

0812000801551800 

2.517 

Fresh 

0812001301642200 

2.297 

Fresh 

0812000808129068 

1.655 

Fresh 

0812000808129079 

2.510 

Fresh 

0812000701529200 

8.170 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sunara 

0822000302617000 

4.706 

Fresh 

Sunari 

0822000302615400 

3.284 

Fresh 

Surajpura 

0812000801552500 

2.034 

Fresh 

Surajpura @ Tootoli 

0812001301642500 

14.395 

Fresh 

Suratpura 

0812000801545200 

3.501 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.104 

Command 

Gneisses(B.G.C.) 

1.200 

Command 

Older Alluvium 

1.400 

Non-command 

Older Alluvium 

3.037 

Non-command 

Older Alluvium 

5.763 

Non-command 

Older Alluvium 

0.906 

Non-command 

Quartzite 

0.088 

Non-command 

Older Alluvium 

1.937 

Non-command 

Older Alluvium 

3.107 

Command 

Gneisses(B.G.C.) 

0.114 

Non-command 

Gneisses(B.G.C.) 

1.856 

Command 

Older Alluvium 

1.860 

Non-command 

Older Alluvium 

1.450 

Non-command 

Older Alluvium 

2.141 

Non-command 

Older Alluvium 

0.536 

Non-command 

Older Alluvium 

1.400 

Non-command 

Older Alluvium 

0.552 

Non-command 

Older Alluvium 

2.236 

Non-command 

Older Alluvium 

4.283 

Non-command 

Older Alluvium 

1.232 

Non-command 

Phyllite & Schist 

0.233 

Non-command 

Older Alluvium 

0.039 

Non-command 

Older Alluvium 

0.110 

Non-command 

Older Alluvium 

1.216 

Non-command 

Older Alluvium 

3.516 

Non-command 

Older Alluvium 

5.144 

Non-command 

Older Alluvium 

0.841 

Non-command 

Older Alluvium 

3.056 

Non-command 

Older Alluvium 

1.172 

Non-command 

Older Alluvium 

1.361 

Non-command 

Gneisses(B.G.C.) 

4.706 

Non-command 

Older Alluvium 

1.767 

Non-command 

Older Alluvium 

1.518 

Non-command 

Older Alluvium 

4.426 

Non-command 

Older Alluvium 

0.214 

Non-command 

Older Alluvium 

1.020 

Non-command 

Gneisses(B.G.C.) 

0.062 

Non-command 

Older Alluvium 

0.457 

Non-command 

Older Alluvium 

1.466 

Non-command 

Older Alluvium 

5.332 

Non-command 

Gneisses(B.G.C.) 

0.051 

Non-command 

Older Alluvium 

1.658 

Non-command 

Older Alluvium 

2.517 

Non-command 

Older Alluvium 

2.297 

Non-command 

Older Alluvium 

0.112 

Non-command 

Older Alluvium 

2.510 

Non-command 

Gneisses(B.G.C.) 

7.704 

Non-command 

Older Alluvium 

0.048 

Non-command 

Older Alluvium 

0.042 

Non-command 

Older Alluvium 

1.771 

Non-command 

Older Alluvium 

1.991 

Non-command 

Older Alluvium 

14.395 

Non-command 

Older Alluvium 

3.501 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

110,000 

90,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

90,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

130,000 

100,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

100,000 

90,000 

120 

70,000 

50,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

130,000 

100,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

130,000 

100,000 

120 

100,000 

90,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

130,000 

100,000 

120 

100,000 

90,000 

120 

130,000 

100,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.011 

0.011 

0.022 

0.022 

0.042 

0.042 

0.090 

0.098 

0.346 

0.346 

0.030 

0.030 

- 

- 

0.259 

0.259 

0.119 

0.119 

- 

- 

0.014 

0.014 

0.162 

0.162 

0.119 

0.119 

0.600 

0.600 

0.043 

0.043 

0.054 

0.054 

0.011 

0.011 

0.097 

0.097 

0.119 

0.238 

0.054 

0.054 

0.144 

0.144 



0.168 

0.511 

0.006 

0.006 

0.030 

0.030 

0.456 

0.565 

1.032 

1.126 

0.006 

0.006 

0.302 

0.342 

0.228 

0.384 

0.335 

0.335 

0.012 

0.012 

0.264 

0.311 

0.058 

0.058 

- 

- 

0.011 

0.011 

0.313 

0.313 

0.120 

0.136 

0.086 

0.086 

0.360 

0.391 

































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


07008059 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Suriya 

0822000302613500 

4.221 

Fresh 

Tamariya 

0812001301644300 

6.732 

Fresh 

Tan Jhag 

0812000601525100 

2.980 

Fresh 


Teekel Narukan 


Thali 


Trilokpura 


Veerampura 


Vinodilalpura 


Watika 


Ahmadpura @ Kethooniya 


Ajnota 


Akodiya 


Alinagar 


Aliyabad 


Almas 


Anantpura 


Ankauriya 


Antoli 


Anwarpura @ Hameeriya 


Araniya Bassi 


Arniya Kankar 


Awandiya 


Awra 


Bachhera 


Type of Area (Command / N< 
command) 


0812000701528000 


13.226 Fresh 


Non-command 


Non-command 


Kalakh Sagar 


Non-command 


Non-command 



Teekel Purohitan 

0812000701528400 

4.533 

Fresh 

Teetriya 

0812001301642700 

14.420 

Fresh 

Thala 

0812000701531500 

7.282 

Fresh 


Hingonia 


Non-command 


Non-command 


Non-command 


Non-command 



0812001301643300 

4.499 

0812001301644000 

1.260 

0812000701538400 

4.954 


0812001301642300 

4.188 

0812000801552300 

20.280 

0822000302617800 

0.873 

0812000701537300 

5.480 



10.243 Fresh 



Akhepura 

0812000601521100 

14.050 

Fresh 

Akoda 

0812000501509400 

12.429 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chaparwara 


Non-command 


Kalakh Sagar 


Non-command 



0822000302615600 

5.088 

0822000202602300 

4.258 

0822000302621400 

7.743 

0821000102495100 

2.775 

0812000601521000 

2.582 

0821000102499200 

24.870 

0822000102589100 

24.066 

0822000202602600 

0.836 

0821000102497100 

35.383 



0812000701528500 

9.999 

0822000102588600 

21.435 

0822000102589900 

11.298 


Saline 


6.853 Saline 



0812000601517200 


6.948 Fresh 


Bahakwa 

0822000302617900 

3.809 

Fresh 

Balapura 

0812000601516700 

4.282 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Kalakh Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kalakh Sagar 


Non-command 


Non-command 


Chaparwara 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

4.221 

Non-command 

Older Alluvium 

6.732 

Command 

Gneisses(B.G.C.) 

0.109 

Non-command 

Gneisses(B.G.C.) 

2.346 

Non-command 

Gneisses(B.G.C.) 

12.336 

Non-command 

Older Alluvium 

0.018 

Command 

Gneisses(B.G.C.) 

0.013 

Non-command 

Gneisses(B.G.C.) 

0.859 

Non-command 

Gneisses(B.G.C.) 

4.533 

Non-command 

Older Alluvium 

14.420 

Non-command 

Gneisses(B.G.C.) 

1.531 

Non-command 

Older Alluvium 

3.673 

Non-command 

Older Alluvium 

2.078 

Non-command 

Older Alluvium 

4.275 

Non-command 

Older Alluvium 

1.260 

Non-command 

Older Alluvium 

4.954 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

4.188 

Non-command 

Older Alluvium 

20.280 

Non-command 

Older Alluvium 

0.873 

Non-command 

Older Alluvium 

0.674 

Non-command 

Phyllite & Schist 

4.806 

Command 

Gneisses(B.G.C.) 

5.746 

Non-command 

Gneisses(B.G.C.) 

4.496 

Command 

Gneisses(B.G.C.) 

14.050 

Non-command 

Older Alluvium 

0.732 

Non-command 

Phyllite & Schist 

4.469 

Non-command 

Older Alluvium 

1.098 

Non-command 

Older Alluvium 

4.258 

Non-command 

Older Alluvium 

5.274 

Non-command 

Gneisses(B.G.C.) 

2.775 

Command 

Gneisses(B.G.C.) 

2.539 

Non-command 

Gneisses(B.G.C.) 

5.153 

Non-command 

Gneisses(B.G.C.) 

2.376 

Non-command 

Phyllite & Schist 

0.243 

Non-command 

Gneisses(B.G.C.) 

16.964 

Non-command 

Gneisses(B.G.C.) 

18.418 

Non-command 

Gneisses(B.G.C.) 

0.162 

Non-command 

Phyllite & Schist 

5.791 

Non-command 

Phyllite & Schist 

1.445 

Non-command 

Phyllite & Schist 

0.853 

Non-command 

Gneisses(B.G.C.) 

0.002 

Non-command 

Gneisses(B.G.C.) 

21.435 

Non-command 

Gneisses(B.G.C.) 

9.267 

Non-command 

Phyllite & Schist 

0.400 

Non-command 

Gneisses(B.G.C.) 

1.632 

Non-command 

Older Alluvium 

3.761 

Non-command 

Phyllite & Schist 

0.396 

Command 

Gneisses(B.G.C.) 

0.209 

Non-command 

Gneisses(B.G.C.) 

3.080 

Non-command 

Older Alluvium 

3.203 

Command 

Gneisses(B.G.C.) 

0.529 

Non-command 

Gneisses(B.G.C.) 

3.753 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

90,000 

60,000 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

100,000 

90,000 

120 

130,000 

100,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

60,000 

120 

100,000 

90,000 

120 

70,000 

50,000 

120 

100,000 

90,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

50,000 

20,000 

120 

120,000 

100,000 

120 

50,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

45,000 

120 

50,000 

20,000 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

20,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

90,000 

120 

70,000 

50,000 

120 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.367 


0.756 




0.007 

0.007 

0.310 

0.310 

1.523 

1.523 

0.137 

0.137 

0.486 

0.486 

0.150 

0.150 

0.497 

0.497 

0.076 

0.076 

0.119 

0.119 


0.054 

0.054 

3.408 

4.516 

0.130 

0.130 

0.065 

0.065 

0.328 

0.328 

0.307 

0.307 

0.240 

0.240 

0.516 

0.524 

0.012 

0.012 

0.094 

0.094 

0.216 

0.216 

0.138 

0.138 

0.324 

0.324 

0.216 

0.216 

0.072 

0.072 

0.108 

0.108 

0.036 

0.036 

0.022 

0.022 

0.696 

0.710 

0.302 

0.308 

0.006 

0.006 

0.154 

0.154 

0.070 

0.070 

0.019 

0.019 

- 

- 

0.230 

0.230 

0.202 

0.202 

0.012 

0.012 

0.024 

0.024 

0.132 

0.132 

0.005 

0.005 

- 

- 

0.042 

0.042 

0.292 

0.292 

0.006 

0.006 

0.030 

0.030 































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Banasthali Urban 


Bandar Seendri 


Banediya Charnan 


Bapdunda 


Bargaon 


Barh Ajmeri 


Beenjarwara 


Beeti 


Begam Pura 


Benee Khera 


Bhadangpura 


Bhagwatsinghpura 


Bhairana 


Bhambholao 


Bhankrota 


Bhanpura 


Bharla 


Bhatariya 


Bhawasa 


Bhawsa 


Bhogadeet 


Bhunwada 


Bichoon 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


0821000102492800 


0822000342202000 


0821000102491700 


0822000102588000 


(5) 


Fresh 


Fresh 


36.480 Fresh 



0822000102591900 

7.314 

0821000102492300 

9.453 

0822000102595100 

2.280 



3.103 Fresh 



Barh Lodhera 

0822000302616900 

0.453 

Fresh 

Barh Mordi 

0812000701534800 

1.659 

Fresh 

Barh Pathraj Kalan 

0822000302615100 

1.456 

Fresh 

Barh Pathraj Khurd 

0822000302617100 

0.827 

Fresh 

Barh Ramchandrapura 

0812000701534300 

0.737 

Fresh 

Barhchhoriya 

0822000302616600 

1.627 

Fresh 

Barna 

0821000102493000 

12.829 

Fresh 

Barol 

0822000102589600 

17.745 

Fresh 

Basra 

0812000601518100 

1.657 

Fresh 


Beechi 

0812000701538000 

15.320 

Fresh 

Beedoli 

0822000302617700 

6.831 

Fresh 

Beejalpura 

0822000202601600 

5.425 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kalakh Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kalakh Sagar 


Non-command 


Non-command 


Non-command 


Non-command 



0821000102495700 

2.400 

0821000102492600 

7.095 

0822000202601500 

4.371 


0812000601513400 

8.445 

0822000302616500 

2.290 

0812000601525400 

6.140 

0812000601518300 

1.191 

0821000102498000 

27.253 


0812000701538200 

12.541 

0812000701541600 

6.739 





Saline 

0821000102494700 

5.032 

Fresh 

0822000302622700 

2.048 

Fresh 

0812000501509000 

10.758 

Fresh 

0821000102497800 

1.759 

Fresh 

0821000102495600 

14.408 

Fresh 

0821000102494200 

12.064 

Fresh 

0812000601517900 

18.744 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kalakh Sagar 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

4.913 

Non-command 

Older Alluvium 

6.365 

Non-command 

Gneisses(B.G.C.) 

35.673 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Gneisses(B.G.C.) 

0.848 

Non-command 

Phyllite & Schist 

2.289 

Non-command 

Gneisses(B.G.C.) 

6.436 

Non-command 

Gneisses(B.G.C.) 

9.453 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Phyllite & Schist 

0.491 

Non-command 

Older Alluvium 

0.821 

Non-command 

Phyllite & Schist 

3.141 

Command 

Gneisses(B.G.C.) 

1.402 

Non-command 

Gneisses(B.G.C.) 

1.701 

Non-command 

Older Alluvium 

0.453 

Non-command 

Phyllite & Schist 

1.659 

Non-command 

Older Alluvium 

1.339 

Non-command 

Older Alluvium 

0.827 

Non-command 

Phyllite & Schist 

0.737 

Non-command 

Older Alluvium 

1.627 

Non-command 

Gneisses(B.G.C.) 

12.829 

Non-command 

Gneisses(B.G.C.) 

16.466 

Command 

Gneisses(B.G.C.) 

0.274 

Non-command 

Gneisses(B.G.C.) 

0.895 

Non-command 

Older Alluvium 

14.034 

Non-command 

Older Alluvium 

6.831 

Non-command 

Older Alluvium 

0.000 

Non-command 

Phyllite & Schist 

0.049 

Non-command 

Older Alluvium 

0.005 

Non-command 

Phyllite & Schist 

5.371 

Non-command 

Gneisses(B.G.C.) 

2.400 

Non-command 

Gneisses(B.G.C.) 

7.095 

Non-command 

Phyllite & Schist 

1.898 

Non-command 

Phyllite & Schist 

2.407 

Non-command 

Gneisses(B.G.C.) 

8.445 

Non-command 

Older Alluvium 

2.290 

Non-command 

Gneisses(B.G.C.) 

0.135 

Non-command 

Gneisses(B.G.C.) 

0.906 

Non-command 

Gneisses(B.G.C.) 

16.957 

Non-command 

Gneisses(B.G.C.) 

10.296 

Non-command 

Older Alluvium 

1.584 

Non-command 

Older Alluvium 

4.959 

Non-command 

Phyllite & Schist 

1.624 

Non-command 

Older Alluvium 

0.156 

Non-command 

Gneisses(B.G.C.) 

5.032 

Non-command 

Older Alluvium 

0.673 

Non-command 

Phyllite & Schist 

0.302 

Non-command 

Gneisses(B.G.C.) 

1.759 

Non-command 

Gneisses(B.G.C.) 

14.408 

Non-command 

Gneisses(B.G.C.) 

0.965 

Command 

Gneisses(B.G.C.) 

2.247 

Non-command 

Gneisses(B.G.C.) 

13.704 

Non-command 

Older Alluvium 

0.203 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

60,000 

40,000 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

70,000 

50,000 

120 

50,000 

20,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

60,000 

45,000 

120 

50,000 

20,000 

120 

70,000 

50,000 

120 

100,000 

90,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

50,000 

40,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

100,000 

90,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

50,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.252 

0.252 

0.648 

0.672 

1.151 

1.151 

- 

- 

0.048 

0.048 

0.101 

0.101 

0.144 

0.144 

0.412 

0.412 



0.011 

0.011 

0.014 

0.014 



0.065 

0.065 

0.126 

0.126 

0.065 

0.065 

0.011 

0.011 

0.092 

0.092 

0.076 

0.076 

0.395 

0.427 

0.528 

0.528 

0.048 

0.048 

0.150 

0.150 

0.724 

0.724 

0.659 

0.659 



0.036 

0.036 

0.240 

0.240 

0.420 

0.420 

0.027 

0.027 

0.014 

0.014 

0.084 

0.084 

0.724 

0.724 

- 

- 

0.072 

0.156 

0.324 

0.324 

0.082 

0.082 

0.043 

0.043 

0.356 

0.356 

0.092 

0.092 

0.006 

0.006 

0.552 

0.566 

0.054 

0.054 

0.007 

0.007 

0.132 

0.132 

0.204 

0.204 

0.025 

0.025 

0.096 

0.113 

0.570 

0.679 

0.006 

0.006 








































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Chandama Khurd 


Charanwas 


Chatarbhuj Pura 


Chawandiya 


Chhaparwara 


Chhapri 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



0822000302614100 

5.421 

0812000501508600 

10.104 

0822000102590600 

7.545 


Saline 


3.790 Fresh 


Chak Dudu 

0812000601524900 

2.722 

Fresh 

ChakJhag 

0812000601524700 

2.984 

Fresh 

Chak Maheshpura 

0812000601517400 

0.748 

Fresh 


Chak Meerapura 

0812000601524100 

5.650 

Fresh 

Chak Nagar 

0822000102587300 

1.110 

Fresh 

Chakwara 

0812000701529100 

24.892 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Kalakh Sagar 


Non-command 


Kalakh Sagar 


Kalakh Sagar 


Kalakh Sagar 


Non-command 


Non-command 


Non-command 


Non-command 



Chanani 

0822000302614000 

5.665 

Fresh 

Chandama Kalan 

0812000701537800 

12.746 

Fresh 


Non-command 


Non-command 



0812000701537600 



Saline 


1.863 Fresh 


Saline 


4.826 Fresh 


0.769 Fresh 


Saline 


Non-command 


Non-command 


Non-command 


Kalakh Sagar 


Non-command 


Non-command 


Non-command 


0812000501508800 

1.919 

Fresh 

Non-command 

0822000302615800 

11.322 

Fresh 

Non-command 


Saline 


48.411 Fresh 



0822000102590300 


14.943 Fresh 


Saline 


14.565 Fresh 



Chhoriya 

0822000302616400 

4.572 

Fresh 

Choondari 

0821000102492200 

8.682 

Fresh 

Chorpura 

0822000302621600 

1.797 

Fresh 

Chosla 

0821000102494900 

8.275 

Fresh 


Non-command 


Non-command 


Chaparwara 


Non-command 


Non-command 


Non-command 


Chaparwara 


Non-command 


Chaparwara 


Non-command 


Chaparwara 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Gneisses(B.G.C.) 

8.320 

Non-command 

Gneisses(B.G.C.) 

1.244 

Non-command 

Gneisses(B.G.C.) 

0.056 

Non-command 

Phyllite & Schist 

1.638 

Non-command 

Older Alluvium 

0.326 

Non-command 

Phyllite & Schist 

0.011 

Non-command 

Older Alluvium 

4.261 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Phyllite & Schist 

0.014 

Non-command 

Phyllite & Schist 

4.870 

Non-command 

Phyllite & Schist 

5.656 

Non-command 

Phyllite & Schist 

1.890 

Command 

Gneisses(B.G.C.) 

1.450 

Non-command 

Gneisses(B.G.C.) 

2.340 

Command 

Gneisses(B.G.C.) 

2.722 

Command 

Gneisses(B.G.C.) 

0.000 

Command 

Gneisses(B.G.C.) 

0.721 

Non-command 

Gneisses(B.G.C.) 

0.027 

Non-command 

Gneisses(B.G.C.) 

5.650 

Non-command 

Gneisses(B.G.C.) 

1.110 

Non-command 

Gneisses(B.G.C.) 

22.597 

Non-command 

Phyllite & Schist 

0.168 

Non-command 

Gneisses(B.G.C.) 

0.376 

Non-command 

Phyllite & Schist 

1.042 

Non-command 

Phyllite & Schist 

1.416 

Non-command 

Older Alluvium 

7.069 

Non-command 

Phyllite & Schist 

5.677 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Phyllite & Schist 

1.863 

Non-command 

Phyllite & Schist 

0.000 

Command 

Gneisses(B.G.C.) 

4.495 

Non-command 

Gneisses(B.G.C.) 

0.332 

Non-command 

Phyllite & Schist 

0.769 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Phyllite & Schist 

0.704 

Non-command 

Older Alluvium 

1.916 

Non-command 

Older Alluvium 

1.460 

Non-command 

Gneisses(B.G.C.) 

19.403 

Command 

Gneisses(B.G.C.) 

6.486 

Non-command 

Gneisses(B.G.C.) 

20.332 

Non-command 

Phyllite & Schist 

2.190 

Non-command 

Phyllite & Schist 

11.128 

Non-command 

Phyllite & Schist 

3.815 

Command 

Gneisses(B.G.C.) 

0.014 

Non-command 

Gneisses(B.G.C.) 

0.722 

Command 

Gneisses(B.G.C.) 

5.839 

Non-command 

Gneisses(B.G.C.) 

0.053 

Command 

Gneisses(B.G.C.) 

2.805 

Non-command 

Gneisses(B.G.C.) 

0.000 

Non-command 

Older Alluvium 

4.572 

Non-command 

Gneisses(B.G.C.) 

8.682 

Non-command 

Older Alluvium 

1.255 

Non-command 

Gneisses(B.G.C.) 

8.275 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

60,000 

40,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

100,000 

90,000 

120 

70,000 

50,000 

120 

90,000 

60,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

120,000 

100,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

120,000 

100,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.240 


0.036 


0.004 


0.090 


0.054 




0.036 

0.036 

0.660 

0.660 

0.086 

0.086 

0.014 

0.014 

0.022 

0.022 

0.012 

0.012 



0.006 

0.006 

0.144 

0.144 

0.677 

0.677 

0.008 

0.008 

0.007 

0.007 

0.014 

0.014 

0.043 

0.043 

0.454 

0.454 

0.286 

0.286 



0.144 

0.144 

0.012 

0.012 

0.655 

0.655 


0.022 

0.022 

0.238 

0.238 

0.102 

0.102 

0.065 

0.065 

0.011 

0.011 

0.032 

0.032 

0.004 

0.004 

0.396 

0.396 

0.053 

0.053 


0.006 

0.006 

0.252 

0.252 



0.443 

0.443 

0.160 

0.171 

0.140 

0.140 

0.588 

0.588 


















































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Churli 


Dadiya 


Dalniya 


Damodarpura 


Dang 


Dangarthal 


Dangra 


Datooli 


Dayalpura 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


0821000102492100 

6.886 

0821000102496500 

32.441 

0812000701533000 

6.096 



0822000302621800 

1.962 

0821000102498200 

11.467 

0822000302616300 

22.284 

0821000102498100 

2.142 


0812000701536100 

13.632 

0812000601522600 

1.562 


Dechwas 

0822000102590500 

5.060 

Saline 

Dedoo 

0812000601524500 

4.814 

Fresh 

Deendwara 

0821000102495200 

17.912 

Fresh 

Deopuri 

0821000102494600 

14.203 

Fresh 

Deshma 

0822000102591100 

13.078 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chaparwara 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chaparwara 


Non-command 


Non-command 


Kalakh Sagar 


Non-command 


Non-command 


Non-command 


Dethani 

0822000102589000 

12.315 

Saline 

Dhamana 

0812000601524200 

7.682 

Fresh 


Dhandhonli 

0812000601515800 

19.061 

Fresh 

Dhani Deomand 

0821000102493700 

2.826 

Saline 

Dhani Nanda 

0812000601522200 

1.805 

Fresh 


Dhani Purohitan 


Dholpuriya 


Dhunwaliya 


Dhuwaliya 


Dogri 


Doriya 


0821000102496300 

1.580 

0821000102496100 

10.831 

0812000701537400 

5.564 

0812000701533200 

3.655 


0812000601523700 


0822000102587600 


Fresh 


Fresh 


Fresh 


Fresh 


Saline 


17.759 Fresh 



Diggi 

0822000102594300 

51.160 

Fresh 

Dogra 

0812000601523400 

5.558 

Fresh 


3.271 Fresh 


5.652 Fresh 


Dosra 

0812000701541100 

5.426 

Fresh 

Dwarkanathpura @ Keriy 

0812000701535300 

6.722 

Saline 


Non-command 


Kalakh Sagar 


Non-command 


Non-command 


Non-command 


Chaparwara 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chaparwara 


Non-command 


Chaparwara 


Non-command 


Chaparwara 


Non-command 


Non-command 


Non-command 


Dwarkapuri @ Boorhi 


Fariyadpura 


Gagardoo 


Gagoonda 


0822000102590100 


4.004 Fresh 


Saline 


0812000601523200 

5.830 

0812000601515500 

15.451 

0821000102497500 

8.090 



Non-command 


Non-command 


Chaparwara 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

5.700 

Non-command 

Phyllite & Schist 

0.342 

Non-command 

Older Alluvium 

2.080 

Non-command 

Older Alluvium 

2.664 

Non-command 

Gneisses(B.G.C.) 

6.886 

Non-command 

Gneisses(B.G.C.) 

31.988 

Non-command 

Gneisses(B.G.C.) 

0.001 

Command 

Gneisses(B.G.C.) 

1.559 

Non-command 

Gneisses(B.G.C.) 

4.536 

Non-command 

Older Alluvium 

1.094 

Non-command 

Gneisses(B.G.C.) 

10.845 

Non-command 

Older Alluvium 

4.824 

Non-command 

Gneisses(B.G.C.) 

1.351 

Non-command 

Gneisses(B.G.C.) 

0.686 

Non-command 

Gneisses(B.G.C.) 

0.722 

Command 

Gneisses(B.G.C.) 

0.954 

Non-command 

Gneisses(B.G.C.) 

0.607 

Non-command 

Phyllite & Schist 

5.060 

Command 

Gneisses(B.G.C.) 

4.814 

Non-command 

Gneisses(B.G.C.) 

17.912 

Non-command 

Gneisses(B.G.C.) 

14.203 

Non-command 

Gneisses(B.G.C.) 

2.324 

Non-command 

Phyllite & Schist 

2.080 

Non-command 

Gneisses(B.G.C.) 

12.315 

Command 

Gneisses(B.G.C.) 

5.528 

Non-command 

Gneisses(B.G.C.) 

2.154 

Non-command 

Gneisses(B.G.C.) 

19.061 

Non-command 

Gneisses(B.G.C.) 

1.095 

Command 

Gneisses(B.G.C.) 

0.971 

Non-command 

Gneisses(B.G.C.) 

0.833 

Non-command 

Gneisses(B.G.C.) 

1.580 

Non-command 

Gneisses(B.G.C.) 

10.831 

Non-command 

Phyllite & Schist 

5.564 

Non-command 

Phyllite & Schist 

2.201 

Non-command 

Phyllite & Schist 

1.454 

Non-command 

Gneisses(B.G.C.) 

2.225 

Non-command 

Gneisses(B.G.C.) 

5.961 

Non-command 

Older Alluvium 

0.711 

Non-command 

Phyllite & Schist 

7.041 

Command 

Gneisses(B.G.C.) 

5.463 

Non-command 

Gneisses(B.G.C.) 

0.095 

Command 

Gneisses(B.G.C.) 

3.183 

Non-command 

Gneisses(B.G.C.) 

0.088 

Command 

Gneisses(B.G.C.) 

0.899 

Non-command 

Gneisses(B.G.C.) 

4.754 

Non-command 

Older Alluvium 

0.053 

Non-command 

Gneisses(B.G.C.) 

2.764 

Non-command 

Phyllite & Schist 

3.959 

Non-command 

Phyllite & Schist 

3.360 

Non-command 

Phyllite & Schist 

0.644 

Command 

Gneisses(B.G.C.) 

5.830 

Non-command 

Gneisses(B.G.C.) 

15.426 

Non-command 

Gneisses(B.G.C.) 

8.090 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

100,000 

120 

60,000 

40,000 

120 

100,000 

90,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

90,000 

60,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

100,000 

90,000 

120 

120,000 

100,000 

120 

100,000 

90,000 

120 

120,000 

100,000 

120 

50,000 

40,000 

120 

90,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

90,000 

60,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

110,000 

90,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

120,000 

100,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

120,000 

100,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.336 

0.336 

0.010 

0.010 

0.076 

0.076 

0.060 

0.060 

0.462 

0.462 

1.848 

1.862 

- 

- 

0.043 

0.043 

0.130 

0.130 

0.140 

0.140 

0.216 

0.216 

0.713 

0.713 



0.007 

0.007 

0.042 

0.042 

0.024 

0.024 

0.288 

0.288 

0.162 

0.162 

1.000 

1.000 

0.528 

0.528 

0.077 

0.077 

0.084 

0.084 

0.084 

0.084 

0.318 

0.335 

0.126 

0.134 

0.666 

0.666 

0.005 

0.005 

0.030 

0.030 

0.030 

0.030 

0.096 

0.096 

0.768 

0.768 

0.067 

0.067 

0.487 

0.487 

0.137 

0.137 

0.094 

0.094 

0.122 

0.122 

0.024 

0.024 

0.252 

0.252 

0.330 

0.330 

0.006 

0.006 

0.234 

0.234 

0.006 

0.006 

0.038 

0.038 

0.221 

0.221 

- 

- 1 

0.040 

0.040 

0.058 

0.058 

0.132 

0.132 

0.010 

0.010 

0.114 

0.114 

0.672 

0.672 

0.384 

0.384 











































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Gahalpur 

0821000102497900 

6.495 

Fresh 

Gaiga 

0812000601513700 

4.663 

Fresh 

Ganeshpura 

0812000601522000 

3.556 

Fresh 


Ganeshpura Faujiyan 


Gangati Khurd 


Garjhera 


Godiyana 


Gokulpura 


Goli 


Goondli 


Gopalpura 


Gordhanpura 


Gothra 


Govindpura 


Govindpura @ Keriya 


Gulab Pura 


Hachookara 


Type of Area (Command / N< 
command) 



0821000102491600 

2.326 

Fresh 

0812000701532500 

2.798 

Fresh 


Non-command 


Non-command 


Chaparwara 


Non-command 


Non-command 


Chaparwara 


Non-command 



Gangapura 

0822000202602100 

3.932 

Saline 

Gangati Kalan 

0812000601520900 

8.337 

Fresh 



0812000601525000 

6.113 

0822000102594700 

4.115 



17.027 Fresh 


0821000102494300 

7.555 

0812000701535100 

2.315 


0821000102497600 

6.562 

0821000102498600 

7.708 


0821000102496600 

12.120 

0821000102492900 

2.505 

0812000601516000 

0.681 


0822000302622200 

1.081 

0822000102591200 

6.041 

0822000102587900 

10.046 



Gunsi 

0822000302614300 

8.563 

Fresh 

Gurha Saipura 

0812000601521500 

6.790 

Fresh 


0812000701532900 


6.892 Fresh 



Haneefganj 

0822000202601700 

0.999 

Saline 

Hanootiya Kalan 

0812000701541900 

3.712 

Saline 

Hanootiya Khurd 

0812000701542000 

1.830 

Saline 

Harnoda 

0822000102590800 

4.858 

Fresh 

Harsauli 

0812000601515400 

30.458 

Fresh 

Harsundarpura @ Hathel 

0812000701537100 

10.421 

Fresh 


Chaparwara 


Non-command 


Non-command 


Kalakh Sagar 


Non-command 


Kalakh Sagar 


Non-command 


Non-command 


Chaparwara 


Chaparwara 


Non-command 


Kalakh Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chaparwara 


Non-command 


Chaparwara 


Non-command 


Non-command 


Kalakh Sagar 


Non-command 


Chaparwara 


Non-command 


Chaparwara 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

6.495 

Non-command 

Gneisses(B.G.C.) 

3.957 

Command 

Gneisses(B.G.C.) 

1.274 

Non-command 

Gneisses(B.G.C.) 

2.282 

Non-command 

Gneisses(B.G.C.) 

2.326 

Command 

Phyllite & Schist 

0.918 

Non-command 

Gneisses(B.G.C.) 

0.010 

Non-command 

Phyllite & Schist 

1.153 

Command 

Phyllite & Schist 

0.075 

Non-command 

Phyllite & Schist 

0.643 

Non-command 

Older Alluvium 

3.030 

Command 

Gneisses(B.G.C.) 

8.275 

Non-command 

Gneisses(B.G.C.) 

0.048 

Command 

Gneisses(B.G.C.) 

6.113 

Non-command 

Phyllite & Schist 

0.015 

Non-command 

Phyllite & Schist 

4.100 

Command 

Phyllite & Schist 

3.689 

Command 

Phyllite & Schist 

0.774 

Non-command 

Phyllite & Schist 

2.402 

Command 

Gneisses(B.G.C.) 

0.805 

Non-command 

Gneisses(B.G.C.) 

11.876 

Non-command 

Gneisses(B.G.C.) 

4.393 

Non-command 

Phyllite & Schist 

2.137 

Non-command 

Phyllite & Schist 

0.177 

Non-command 

Gneisses(B.G.C.) 

6.562 

Non-command 

Gneisses(B.G.C.) 

0.090 

Non-command 

Gneisses(B.G.C.) 

0.161 

Non-command 

Gneisses(B.G.C.) 

2.524 

Non-command 

Gneisses(B.G.C.) 

2.505 

Non-command 

Gneisses(B.G.C.) 

0.429 

Non-command 

Gneisses(B.G.C.) 

0.252 

Non-command 

Older Alluvium 

0.001 

Non-command 

Gneisses(B.G.C.) 

1.885 

Non-command 

Gneisses(B.G.C.) 

4.433 

Non-command 

Gneisses(B.G.C.) 

5.613 

Command 

Phyllite & Schist 

2.276 

Non-command 

Phyllite & Schist 

0.001 

Command 

Phyllite & Schist 

0.195 

Non-command 

Phyllite & Schist 

0.004 

Non-command 

Phyllite & Schist 

0.820 

Command 

Gneisses(B.G.C.) 

2.975 

Non-command 

Gneisses(B.G.C.) 

3.741 

Command 

Gneisses(B.G.C.) 

3.798 

Command 

Phyllite & Schist 

2.330 

Non-command 

Gneisses(B.G.C.) 

0.149 

Command 

Gneisses(B.G.C.) 

0.439 

Non-command 

Gneisses(B.G.C.) 

0.177 

Non-command 

Phyllite & Schist 

0.999 

Non-command 

Older Alluvium 

3.711 

Non-command 

Older Alluvium 

0.813 

Non-command 

Phyllite & Schist 

4.847 

Non-command 

Gneisses(B.G.C.) 

7.569 

Non-command 

Older Alluvium 

10.421 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

50,000 

40,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

100,000 

90,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

90,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

20,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

110,000 

90,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.144 


0.084 


0.036 


0.066 


0.160 


0.017 




0.004 

0.004 

0.072 

0.072 

0.276 

0.276 



0.134 

0.134 

0.235 

0.235 

0.022 

0.022 

0.065 

0.065 

0.018 

0.018 

0.258 

0.258 

0.143 

0.143 

0.311 

0.311 

0.011 

0.011 

0.060 

0.060 


0.005 

0.005 

0.084 

0.084 

0.260 

0.282 

0.024 

0.024 

0.007 

0.007 


0.029 

0.029 

0.048 

0.048 

0.042 

0.042 

0.042 

0.042 



0.014 

0.014 

0.120 

0.120 

0.150 

0.150 

0.144 

0.144 

0.109 

0.109 

0.007 

0.007 

0.007 

0.007 

0.004 

0.004 

0.031 

0.031 

0.078 

0.078 

0.072 

0.072 

0.108 

0.108 

0.156 

0.156 

0.670 

0.670 









































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Jewlyan Ka Bas 


Jharana 


Jhonpariya 


Jhujharpura 


Jodhpura 


Jugal Kishorpura 


Jugalipura 


Jugalpura Khurd 


Kachariya 


Kalanada 


Kalyanpura 


Kanwarpura 


Karanpura 


Karwo Ka Bas 


Kathmana 


Katsoora 


Kebaniya 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Jagatpura 

0822000302616700 

5.479 

Fresh 

Jagmohanpura 

0822000302617300 

3.200 

Fresh 

Jaisinghpura @ Gadoora 

0812000701533700 

6.394 

Saline 


Non-command 


Non-command 


Non-command 



0812000601518000 

6.611 

0812000701536800 

11.941 

0812000701536700 

2.240 

0822000302621700 

2.011 

0822000302615900 

9.306 


0812000701538100 

1.730 

0821000102497700 

3.175 

0822000302621900 

2.287 

0821000102493100 

2.564 

0822000302613700 

2.975 



Kalakh Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


3.591 Fresh 



Kachnariya 

0812000601516200 

10.633 

Fresh 

Kacholiya 

0822000102591800 

13.300 

Fresh 

Kadha 

0821000102494400 

11.498 

Fresh 

Kairiya Bajurg 

0812000601513600 

6.835 

Fresh 

Kairiya Khurd 

0812000601516300 

3.247 

Fresh 

Kakrala 

0812000601521800 

4.971 

Fresh 



0821000102496000 

8.840 

0812000601522700 

3.814 

0821000102497200 

1.657 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kalakh Sagar 


Non-command 


Non-command 


Chaparwara 


Non-command 


Non-command 


Non-command 



0812000701535500 

3.139 

0822000302622900 

1.766 

0812000601520700 

6.903 

0822000202601400 

13.206 



Non-command 


Non-command 


Kalakh Sagar 


Non-command 


Non-command 


0821000102494800 

18.197 

Fresh 

Non-command 

0821000102496400 

2.965 

Fresh 

Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.179 

Non-command 

Gneisses(B.G.C.) 

3.276 

Non-command 

Gneisses(B.G.C.) 

4.324 

Non-command 

Older Alluvium 

0.600 

Non-command 

Phyllite & Schist 

1.770 

Non-command 

Phyllite & Schist 

0.530 

Non-command 

Gneisses(B.G.C.) 

3.843 

Non-command 

Gneisses(B.G.C.) 

6.794 

Non-command 

Gneisses(B.G.C.) 

0.624 

Non-command 

Gneisses(B.G.C.) 

0.273 

Non-command 

Phyllite & Schist 

1.593 

Non-command 

Older Alluvium 

5.479 

Non-command 

Older Alluvium 

3.200 

Non-command 

Gneisses(B.G.C.) 

3.900 

Non-command 

Phyllite & Schist 

2.493 

Command 

Gneisses(B.G.C.) 

2.312 

Non-command 

Older Alluvium 

7.546 

Non-command 

Older Alluvium 

0.244 

Non-command 

Older Alluvium 

1.807 

Non-command 

Older Alluvium 

6.517 

Non-command 

Older Alluvium 

2.624 

Non-command 

Older Alluvium 

1.730 

Non-command 

Gneisses(B.G.C.) 

3.175 

Non-command 

Older Alluvium 

2.287 

Non-command 

Gneisses(B.G.C.) 

2.564 

Non-command 

Older Alluvium 

0.389 

Non-command 

Phyllite & Schist 

0.060 

Non-command 

Gneisses(B.G.C.) 

1.066 

Non-command 

Phyllite & Schist 

2.525 

Non-command 

Gneisses(B.G.C.) 

10.633 

Non-command 

Gneisses(B.G.C.) 

0.262 

Non-command 

Gneisses(B.G.C.) 

11.468 

Non-command 

Gneisses(B.G.C.) 

6.835 

Non-command 

Gneisses(B.G.C.) 

3.247 

Command 

Gneisses(B.G.C.) 

4.909 

Non-command 

Gneisses(B.G.C.) 

0.062 

Non-command 

Gneisses(B.G.C.) 

8.840 

Command 

Gneisses(B.G.C.) 

3.814 

Non-command 

Gneisses(B.G.C.) 

1.297 

Non-command 

Gneisses(B.G.C.) 

0.360 

Non-command 

Older Alluvium 

0.348 

Non-command 

Phyllite & Schist 

1.329 

Non-command 

Gneisses(B.G.C.) 

0.195 

Non-command 

Phyllite & Schist 

0.078 

Non-command 

Gneisses(B.G.C.) 

1.903 

Non-command 

Phyllite & Schist 

0.003 

Non-command 

Phyllite & Schist 

3.139 

Non-command 

Older Alluvium 

1.766 

Command 

Gneisses(B.G.C.) 

0.033 

Non-command 

Phyllite & Schist 

3.099 

Non-command 

Phyllite & Schist 

1.095 

Non-command 

Gneisses(B.G.C.) 

18.197 

Non-command 

Gneisses(B.G.C.) 

2.617 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

90,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

20,000 

120 

50,000 

20,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

50,000 

40,000 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

100,000 

90,000 

120 

70,000 

50,000 

120 

60,000 

45,000 

120 

50,000 

20,000 

120 

120,000 

100,000 

120 

120,000 

100,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.022 

0.022 

0.029 

0.029 

0.018 

0.018 

0.042 

0.042 

0.050 

0.050 

0.005 

0.005 

0.252 

0.252 

- 

! 

- 

- j 

0.014 

0.014 

0.094 

0.094 

0.292 

0.292 

0.216 

0.216 

0.115 

0.115 

0.072 

0.072 

0.054 

0.054 

0.119 

0.119 

0.011 

0.011 

0.248 

0.248 

0.572 

0.572 

0.126 

0.126 

0.032 

0.032 

0.060 

0.060 

0.173 

0.173 

0.202 

0.202 

0.065 

0.065 

0.007 

0.007 

0.030 

0.047 

0.086 

0.144 

0.516 

0.516 

0.010 

0.010 

0.311 

0.311 

0.228 

0.228 

0.090 

0.090 

0.180 

0.180 


1.848 

1.848 

0.180 

0.180 

0.132 

0.132 

0.014 

0.014 

0.032 

0.032 

0.086 

0.086 

0.036 

0.036 

0.017 

0.017 

0.184 

0.184 

- 

- i 

0.086 

0.086 

0.140 

0.140 

- 

- 

0.238 

0.238 

0.038 

0.038 

1.644 

1.644 

0.060 

0.060 









































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Khandach 


Khandewat 


Khandooj 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


0821000102496900 

5.336 

0821000102495300 

13.542 

0822000302622100 

11.128 

0812000701535200 

2.666 



Saline 


14.452 Fresh 


Khera Hanumanji 

0812000701537000 

3.513 

Fresh 

Khera Karmsotan 

0821000102491500 

6.053 

Fresh 

Khera Kumbholao 

0822000102591600 

7.058 

Fresh 

Kheri Charnan 

0812000601516500 

4.027 

Fresh 


Kheri Mohanpura 


0822000302618200 


1.805 Fresh 


Non-command 


Kalakh Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kalakh Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Chaparwara 


Non-command 


Non-command 


Kheri Suwa 


0812000601523500 


6.728 Fresh 


Khonda 

0821000202502100 

6.276 

Saline 

Khuriyal 

0812000601517100 

16.755 

Fresh 



Kishangarh (Rural) 


Kishanpura 


Kumhariya 


Kurad 


Kurthal 


Lakhawas 


Laporiya 


Lari 


Lasariya 


Lodhera 


0821000102493500 


0812000601524800 


Saline 


5.169 Fresh 


4.146 Fresh 


Kishorpura 

0812000701534400 

4.650 

Fresh 

Kudli 

0812000701533100 

12.137 

Fresh 


Chaparwara 


Non-command 


Non-command 


Kalakh Sagar 


Non-command 


Chaparwara 


Non-command 


Chaparwara 


Non-command 


Non-command 


Non-command 


Non-command 


Kalakh Sagar 


Non-command 


Non-command 


Chaparwara 



0822000102588700 

5.813 

0822000102589400 

14.771 


0822000102591000 

8.633 

0812000701534900 

5.294 


Fresh 


Fresh 


Saline 


Fresh 


Fresh 


Saline 


30.520 Fresh 



0812000601515600 

12.098 

0822000102589200 

6.068 

0812000701531900 

16.752 



0822000302616800 


5.186 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

0.348 

Command 

Gneisses(B.G.C.) 

1.008 

Non-command 

Gneisses(B.G.C.) 

2.841 

Non-command 

Gneisses(B.G.C.) 

0.160 

Non-command 

Gneisses(B.G.C.) 

13.542 

Non-command 

Older Alluvium 

0.012 

Non-command 

Phyllite & Schist 

0.048 

Non-command 

Phyllite & Schist 

2.618 

Command 

Gneisses(B.G.C.) 

0.994 

Non-command 

Gneisses(B.G.C.) 

0.264 

Non-command 

Older Alluvium 

3.513 

Non-command 

Gneisses(B.G.C.) 

5.951 

Non-command 

Gneisses(B.G.C.) 

0.166 

Command 

Gneisses(B.G.C.) 

3.808 

Non-command 

Gneisses(B.G.C.) 

0.219 

Non-command 

Older Alluvium 

0.103 

Non-command 

Phyllite & Schist 

0.493 

Command 

Gneisses(B.G.C.) 

6.632 

Non-command 

Gneisses(B.G.C.) 

0.096 

Non-command 

Gneisses(B.G.C.) 

0.088 

Command 

Gneisses(B.G.C.) 

0.611 

Non-command 

Gneisses(B.G.C.) 

1.561 

Command 

Phyllite & Schist 

0.012 

Non-command 

Phyllite & Schist 

7.285 

Command 

Phyllite & Schist 

0.008 

Non-command 

Phyllite & Schist 

1.795 

Non-command 

Gneisses(B.G.C.) 

45.157 

Non-command 

Phyllite & Schist 

3.727 

Non-command 

Gneisses(B.G.C.) 

4.275 

Non-command 

Phyllite & Schist 

0.299 

Command 

Gneisses(B.G.C.) 

3.875 

Non-command 

Gneisses(B.G.C.) 

0.028 

Non-command 

Phyllite & Schist 

4.650 

Command 

Gneisses(B.G.C.) 

0.939 

Command 

Phyllite & Schist 

6.628 

Non-command 

Gneisses(B.G.C.) 

0.266 

Non-command 

Phyllite & Schist 

3.860 

Command 

Gneisses(B.G.C.) 

0.182 

Command 

Phyllite & Schist 

0.042 

Non-command 

Gneisses(B.G.C.) 

0.220 

Non-command 

Gneisses(B.G.C.) 

5.813 

Non-command 

Gneisses(B.G.C.) 

10.549 

Non-command 

Gneisses(B.G.C.) 

4.223 

Non-command 

Phyllite & Schist 

8.345 

Non-command 

Phyllite & Schist 

5.281 

Non-command 

Phyllite & Schist 

0.013 

Non-command 

Gneisses(B.G.C.) 

29.599 

Non-command 

Gneisses(B.G.C.) 

0.711 

Non-command 

Gneisses(B.G.C.) 

12.098 

Non-command 

Gneisses(B.G.C.) 

3.813 

Non-command 

Gneisses(B.G.C.) 

2.603 

Non-command 

Phyllite & Schist 

14.149 

Non-command 

Older Alluvium 

5.186 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

40,000 

20,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

110,000 

80,000 

120 

60,000 

40,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

120,000 

100,000 

120 

50,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

100,000 

90,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.005 


0.048 


0.132 




0.008 

0.008 

0.115 

0.115 

0.036 

0.036 

0.012 

0.012 

0.076 

0.076 

0.160 

0.160 


0.192 

0.192 

0.012 

0.012 


0.014 

0.014 

0.222 

0.230 

0.006 

0.006 


0.024 

0.024 

0.066 

0.066 



0.077 

0.117 

0.048 

0.048 


0.277 

0.277 

0.022 

0.022 

0.168 

0.179 

0.007 

0.007 

0.101 

0.101 

0.004 

0.004 

- 

- | 

0.004 

0.004 

0.154 

0.154 

0.182 

0.182 

0.048 

0.048 

0.528 

0.528 

0.202 

0.202 

- 

- 

1.380 

1.394 

0.014 

0.014 

0.324 

0.324 

0.048 

0.048 

0.043 

0.043 

0.241 

0.241 

0.335 

0.335 






















































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Madanpura 


Madhogarh 


Madhonagar 


Madhopura 


Madhorajpura 


Mala 


Malikpur 


Mandawariya 


Mohammad Nagar Dhani 


Mohanpura Rajawatan 


Mohanpura Ranwa 


Mokhampura 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Census Code 

Area 


sq.km 

(3) 

(4) 

0812000601523800 

15.548 



0812000701535400 

5.052 

0822000102588900 

9.040 

0822000102589700 

3.073 


0812000601513200 

8.648 

0812000701536900 

18.620 



3.628 Saline 



Chaparwara 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Mahasinghpura @ Majookra 

0822000302614500 

2.997 

Fresh 

Mahatgaon 

0812000601513300 

7.187 

Fresh 

Maheshpura 

0812000601521300 

2.464 

Fresh 

Maheshwas 

0812000501510100 

13.605 

Fresh 


Non-command 


Non-command 


Kalakh Sagar 


Non-command 



0821000102495500 

13.626 

0822000102589800 

11.777 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chaparwara 


Chaparwara 


Chaparwara 




0821000102490900 


0821000102496800 


0812000701535800 


6.327 Fresh 


6.198 Fresh 


8.679 Fresh 


Saline 


Non-command 


Non-command 


Non-command 


Non-command 



0812000601522100 


14.372 Fresh 


Manoharpura 

0822000302616100 

5.350 

Fresh 

Manpura 

0812000601521200 

3.893 

Fresh 

Mauzamabad 

0812000601521700 

53.126 

Fresh 



15.166 Fresh 


Saline 


Chaparwara 


Non-command 


Non-command 


Kalakh Sagar 


Chaparwara 


Kalakh Sagar 


Non-command 


Chaparwara 


Non-command 


Non-command 


Non-command 


0822000202602000 

5.466 

0812000701534500 

4.544 



0812000701536000 

7.373 

0812000601517700 

12.265 



Moondolao 

0821000102494500 

17.817 

Fresh 

Moondoti 

0821000102499100 

10.362 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Kalakh Sagar 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Gneisses(B.G.C.) 

11.344 

Non-command 

Gneisses(B.G.C.) 

4.204 

Non-command 

Phyllite & Schist 

5.052 

Non-command 

Gneisses(B.G.C.) 

9.040 

Non-command 

Gneisses(B.G.C.) 

3.061 

Non-command 

Gneisses(B.G.C.) 

0.012 

Non-command 

Gneisses(B.G.C.) 

0.943 

Non-command 

Gneisses(B.G.C.) 

1.745 

Non-command 

Older Alluvium 

8.607 

Non-command 

Gneisses(B.G.C.) 

3.115 

Non-command 

Phyllite & Schist 

0.512 

Non-command 

Phyllite & Schist 

2.784 

Non-command 

Gneisses(B.G.C.) 

6.746 

Command 

Gneisses(B.G.C.) 

2.464 

Non-command 

Gneisses(B.G.C.) 

0.345 

Non-command 

Older Alluvium 

0.629 

Non-command 

Gneisses(B.G.C.) 

13.626 

Non-command 

Gneisses(B.G.C.) 

7.881 

Non-command 

Gneisses(B.G.C.) 

3.896 

Non-command 

Phyllite & Schist 

4.368 

Non-command 

Phyllite & Schist 

0.001 

Command 

Gneisses(B.G.C.) 

7.546 

Command 

Phyllite & Schist 

2.449 

Command 

Gneisses(B.G.C.) 

0.780 

Command 

Gneisses(B.G.C.) 

5.286 

Command 

Phyllite & Schist 

4.825 

Non-command 

Gneisses(B.G.C.) 

2.488 

Non-command 

Phyllite & Schist 

0.657 

Non-command 

Gneisses(B.G.C.) 

3.626 

Non-command 

Gneisses(B.G.C.) 

0.594 

Non-command 

Older Alluvium 

6.839 

Non-command 

Older Alluvium 

1.354 

Non-command 

Phyllite & Schist 

0.486 

Command 

Gneisses(B.G.C.) 

4.794 

Non-command 

Gneisses(B.G.C.) 

7.406 

Non-command 

Older Alluvium 

2.121 

Command 

Gneisses(B.G.C.) 

3.893 

Command 

Gneisses(B.G.C.) 

3.133 

Command 

Gneisses(B.G.C.) 

39.571 

Non-command 

Gneisses(B.G.C.) 

10.422 

Command 

Gneisses(B.G.C.) 

3.686 

Non-command 

Gneisses(B.G.C.) 

1.643 

Non-command 

Phyllite & Schist 

0.025 

Non-command 

Gneisses(B.G.C.) 

13.324 

Non-command 

Phyllite & Schist 

1.817 

Non-command 

Older Alluvium 

5.466 

Non-command 

Phyllite & Schist 

4.544 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Older Alluvium 

7.373 

Command 

Gneisses(B.G.C.) 

5.952 

Non-command 

Gneisses(B.G.C.) 

3.847 

Non-command 

Gneisses(B.G.C.) 

8.017 

Non-command 

Gneisses(B.G.C.) 

0.410 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

90,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

90,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

120,000 

100,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.456 

0.464 

0.168 

0.168 

0.079 

0.079 

0.132 

0.132 

0.048 

0.048 

- 

- 

0.024 

0.024 

0.050 

0.050 

0.367 

0.367 

0.068 

0.068 

0.011 

0.011 

0.036 

0.036 

0.180 

0.180 

0.108 

0.108 

0.012 

0.012 

0.024 

0.024 

0.108 

0.108 

0.202 

0.202 

0.066 

0.066 

0.210 

0.210 

- 

- 

0.389 

0.389 

0.151 

0.151 

0.022 

0.022 

0.216 

0.216 

0.227 

0.227 

0.101 

0.101 

0.034 

0.034 

0.042 

0.042 

0.048 

0.048 

0.302 

0.302 

0.036 

0.036 

0.007 

0.007 

0.138 

0.138 

0.216 

0.216 

0.086 

0.086 

0.150 

0.150 

0.162 

0.162 

2.034 

2.084 

0.534 

0.551 

0.174 

0.182 

0.078 

0.086 


0.166 

0.166 

0.022 

0.022 

0.150 

0.150 

0.580 

0.580 

- 

- 

0.205 

0.205 

0.108 

0.108 

0.072 

0.072 

0.210 

0.210 

0.048 

0.048 




















































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Nachanipura 


Nagar 


Nagri 


Naloo 


Nareda 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Name 

Census Code 

Area 



sq.km 

(2) 

(3) 

(4) 

Moongi Thala 

0812000601522300 

1.829 

Mordi 

0812000701534700 

1.795 

Morsar 

0812000501508700 

5.078 

Motipura 

0821000102495800 

4.285 

Mukand Pura 

0812000701542100 

4.977 

Mundoti 

0821000102491400 

12.833 

Muratpura 

0812000701541500 

5.364 


Chaparwara 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0812000601522500 


4.096 Fresh 



0821000102491300 

16.152 

0812000701532200 

10.753 



Naya Bas 

0812000601518400 

3.391 

Fresh 

Naya Gaon 

0821000102490700 

8.059 

Fresh 

Nimera 

0812000701533800 

11.517 

Saline 


Chaparwara 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chaparwara 


Chaparwara 


Chaparwara 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Niwai Urban 


Nohariya 


Nonandpura 


Norangpura 


Pachala 


Pacheenpala 


Pachewar 


0822000342203000 


0821000102491800 


0821000102497300 


0812000601516600 


0822000202602200 


0812000701528600 


0821000102495900 


0822000102588400 


37.795 

Fresh 

7.050 

Fresh 

6.027 

Fresh 

2.008 

Fresh 

3.972 

Saline 

7.569 

Fresh 

3.209 

Fresh 

28.159 

Fresh 


Saline 


Non-command 


Non-command 


Non-command 


Chaparwara 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Palei 

0822000302621500 

8.805 

Fresh 

Paloo Kalan 

0812000601517600 

14.120 

Fresh 



Parasoli 

0812000601513800 

20.893 

Fresh 

Parli 

0822000102587800 

9.947 

Fresh 


Parwan 


0812000701535000 


2.556 Fresh 


Non-command 


Kalakh Sagar 


Non-command 


Kalakh Sagar 


Non-command 


Chaparwara 


Non-command 


Non-command 


Non-command 


Chaparwara 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Gneisses(B.G.C.) 

1.829 

Non-command 

Phyllite & Schist 

1.795 

Non-command 

Phyllite & Schist 

5.078 

Non-command 

Gneisses(B.G.C.) 

4.285 

Non-command 

Older Alluvium 

0.496 

Non-command 

Gneisses(B.G.C.) 

0.166 

Non-command 

Gneisses(B.G.C.) 

2.755 

Non-command 

Older Alluvium 

2.100 

Non-command 

Gneisses(B.G.C.) 

0.159 

Non-command 

Older Alluvium 

0.350 

Command 

Gneisses(B.G.C.) 

2.055 

Non-command 

Gneisses(B.G.C.) 

2.041 

Non-command 

Gneisses(B.G.C.) 

11.709 

Non-command 

Gneisses(B.G.C.) 

14.972 

Non-command 

Gneisses(B.G.C.) 

2.172 

Non-command 

Gneisses(B.G.C.) 

1.807 

Non-command 

Gneisses(B.G.C.) 

7.633 

Command 

Gneisses(B.G.C.) 

0.007 

Command 

Gneisses(B.G.C.) 

10.746 

Command 

Gneisses(B.G.C.) 

2.009 

Non-command 

Gneisses(B.G.C.) 

2.055 

Non-command 

Older Alluvium 

4.898 

Non-command 

Phyllite & Schist 

0.338 

Non-command 

Gneisses(B.G.C.) 

0.048 

Non-command 

Gneisses(B.G.C.) 

8.059 

Non-command 

Gneisses(B.G.C.) 

10.206 

Non-command 

Phyllite & Schist 

1.311 

Non-command 

Older Alluvium 

1.223 

Non-command 

Gneisses(B.G.C.) 

7.050 

Non-command 

Gneisses(B.G.C.) 

6.027 

Command 

Gneisses(B.G.C.) 

2.008 

Non-command 

Older Alluvium 

3.603 

Non-command 

Gneisses(B.G.C.) 

2.139 

Non-command 

Gneisses(B.G.C.) 

3.209 

Non-command 

Gneisses(B.G.C.) 

8.934 

Non-command 

Gneisses(B.G.C.) 

17.854 

Non-command 

Phyllite & Schist 

1.371 

Non-command 

Gneisses(B.G.C.) 

9.432 

Non-command 

Older Alluvium 

3.570 

Non-command 

Phyllite & Schist 

1.091 

Non-command 

Older Alluvium 

4.358 

Command 

Gneisses(B.G.C.) 

2.600 

Non-command 

Gneisses(B.G.C.) 

11.520 

Command 

Gneisses(B.G.C.) 

3.403 

Non-command 

Gneisses(B.G.C.) 

1.584 

Command 

Gneisses(B.G.C.) 

0.019 

Non-command 

Gneisses(B.G.C.) 

5.344 

Non-command 

Older Alluvium 

0.219 

Non-command 

Phyllite & Schist 

3.142 

Non-command 

Gneisses(B.G.C.) 

0.698 

Command 

Gneisses(B.G.C.) 

5.547 

Non-command 

Gneisses(B.G.C.) 

4.400 

Non-command 

Older Alluvium 

0.021 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

60,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

60,000 

120 

100,000 

90,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

110,000 

90,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.054 

0.054 

0.235 

0.235 

0.022 

0.022 

0.444 

0.444 

0.036 

0.036 

- 

- 

0.029 

0.029 

0.032 

0.032 


0.006 

0.006 

0.024 

0.024 

0.024 

0.024 

0.403 

0.403 

0.318 

0.318 

0.084 

0.084 

0.040 

0.040 

0.445 

0.445 

- 

- 

0.306 

0.306 

0.018 

0.018 

0.018 

0.018 

0.130 

0.130 

0.008 

0.008 

0.006 

0.006 

0.235 

0.257 

0.443 

0.455 

0.058 

0.058 

0.108 

0.108 

0.370 

0.402 

0.204 

0.204 

0.204 

0.204 

0.066 

0.066 

0.043 

0.043 

0.240 

0.240 

0.730 

0.730 

0.918 

0.918 

0.058 

0.058 

0.090 

0.090 

0.036 

0.036 

0.014 

0.014 

0.518 

0.518 

0.102 

0.110 

0.468 

0.485 

0.228 

0.253 

0.108 

0.125 

- 

- ! 

0.065 

0.065 

0.022 

0.022 

0.218 

0.218 

0.030 

0.030 

0.605 

0.605 

0.480 

0.480 

0.011 

0.011 




































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Patan 


Pathraj Mustarka 


Pedi Bhata 


Peepliya 


Peethyawas 


Phagi 


Rajpura 


Ramjipura 


Ramkishanpura 


Ramnagar 


Rampura Bhoortiya 


Rampura Railway 


Ranoli 


Type of Area (Command / N< 
command) 





Saline 

0821000102492000 

12.038 

Fresh 

0822000302615200 

3.786 

Fresh 

0821000102491900 

4.197 

Fresh 

0822000102590900 

7.981 

Fresh 

0812000501508500 

7.907 

Fresh 

0812000701531800 

61.971 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Phaloda 

0821000102491000 

8.921 

Fresh 

Prempura 

0812000701541300 

2.916 

Fresh 




Radha Kishnpura 

0822000302617600 

3.046 

Fresh 

Raghunathpura 

0821000102496200 

5.983 

Fresh 

Rahlana 

0812000601513500 

24.620 

Fresh 

Raithala 

0822000102590000 

8.137 

Fresh 


3.683 Saline Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0822000102588500 



0822000302622800 

1.391 

0822000202604400 

1.866 

0812000501508900 

1.510 

0812000601524600 

6.598 

0812000701535900 

4.004 


0822000202602500 


8.967 Fresh Chaparwara 


Non-command 


Saline Chaparwara 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kalakh Sagar 


Non-command 


17.868 Fresh Non-command 


Saline Non-command 




Rari 

0821000102492700 

5.174 

Fresh 

Raseeli 

0812000601522900 

7.847 

Fresh 


Non-command 


Chaparwara 



Reta 

0812000601523000 

4.913 

Fresh 

Reti 

0812000601523100 

2.680 

Fresh 

Roshanpura @ Baneriya 

0812000601522800 

2.538 

Fresh 




2.913 Fresh Non-command 


Saline Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

2.480 

Non-command 

Phyllite & Schist 

0.055 

Non-command 

Gneisses(B.G.C.) 

12.038 

Non-command 

Older Alluvium 

0.091 

Non-command 

Gneisses(B.G.C.) 

4.197 

Non-command 

Phyllite & Schist 

7.981 

Non-command 

Phyllite & Schist 

0.050 

Non-command 

Gneisses(B.G.C.) 

32.149 

Non-command 

Older Alluvium 

3.312 

Non-command 

Gneisses(B.G.C.) 

3.242 

Non-command 

Older Alluvium 

2.593 

Non-command 

Phyllite & Schist 

13.960 

Non-command 

Gneisses(B.G.C.) 

2.431 

Non-command 

Gneisses(B.G.C.) 

0.332 

Non-command 

Older Alluvium 

0.560 

Non-command 

Older Alluvium 

1.691 

Non-command 

Phyllite & Schist 

1.992 

Non-command 

Older Alluvium 

3.046 

Non-command 

Gneisses(B.G.C.) 

5.983 

Non-command 

Gneisses(B.G.C.) 

24.620 

Non-command 

Gneisses(B.G.C.) 

0.549 

Non-command 

Phyllite & Schist 

4.453 

Non-command 

Gneisses(B.G.C.) 

0.858 

Non-command 

Phyllite & Schist 

2.278 

Command 

Phyllite & Schist 

0.290 

Non-command 

Phyllite & Schist 

0.078 

Command 

Phyllite & Schist 

2.680 

Non-command 

Gneisses(B.G.C.) 

2.122 

Non-command 

Phyllite & Schist 

3.797 

Non-command 

Phyllite & Schist 

1.008 

Non-command 

Phyllite & Schist 

1.920 

Non-command 

Older Alluvium 

1.391 

Non-command 

Older Alluvium 

0.050 

Non-command 

Phyllite & Schist 

1.346 

Command 

Gneisses(B.G.C.) 

6.326 

Non-command 

Gneisses(B.G.C.) 

1.348 

Non-command 

Older Alluvium 

2.656 

Non-command 

Phyllite & Schist 

0.036 

Non-command 

Older Alluvium 

0.000 

Non-command 

Phyllite & Schist 

13.570 

Non-command 

Gneisses(B.G.C.) 

5.174 

Command 

Gneisses(B.G.C.) 

7.778 

Command 

Phyllite & Schist 

0.069 

Non-command 

Older Alluvium 

0.714 

Non-command 

Phyllite & Schist 

0.403 

Non-command 

Older Alluvium 

0.318 

Non-command 

Phyllite & Schist 

4.136 

Command 

Gneisses(B.G.C.) 

4.913 

Command 

Gneisses(B.G.C.) 

2.680 

Command 

Gneisses(B.G.C.) 

2.478 

Command 

Phyllite & Schist 

0.060 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Phyllite & Schist 

1.435 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

50,000 

20,000 

120 

100,000 

90,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

100,000 

90,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

60,000 

45,000 

120 

70,000 

50,000 

120 

50,000 

20,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

60,000 

40,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.571 

0.571 

0.004 

0.004 

0.966 

0.966 

0.011 

0.011 

0.067 

0.067 

0.636 

0.636 

- 

- 

0.137 

0.137 

0.022 

0.022 

0.007 

0.007 

0.012 

0.012 

0.029 

0.029 

0.025 

0.025 

- 

- i 

0.011 

0.011 

0.084 

0.084 

0.041 

0.041 

0.119 

0.119 

0.024 

0.024 

0.960 

0.960 

0.019 

0.019 

0.240 

0.240 

0.024 

0.024 

0.048 

0.048 

0.024 

0.024 

0.012 

0.012 

0.106 

0.106 

0.102 

0.102 

0.144 

0.144 

0.076 

0.076 

0.061 

0.061 

0.140 

0.140 


0.086 

0.086 

0.210 

0.227 

0.029 

0.029 

0.076 

0.076 



0.216 

0.216 

0.050 

0.050 

0.582 

0.590 

0.007 

0.007 

0.032 

0.032 

0.017 

0.017 

0.006 

0.006 

0.061 

0.061 

0.192 

0.192 

0.126 

0.126 

0.246 

0.254 

0.007 

0.007 

- 

- 

0.024 

0.024 




























































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Sanaudiya 


Sandoliya 


Sangrampura 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


9.391 Fresh 


10.469 Fresh 


Saline 


0812000601515700 

9.025 

0821000102498400 

12.150 

0812000701541700 

3.634 





Sans 

0822000102592000 

11.657 

Fresh 

Sanwali 

0812000601524400 

15.792 

Fresh 


Sar Gaon 

0821000102492500 

17.084 

Fresh 

Sarsari Rampura 

0822000302623000 

3.340 

Fresh 

Sawai Madhosinghpura 

0812000601524000 

6.631 

Fresh 

Sawai Mansinghpura 

0812000601523900 

3.371 

Fresh 


Sawai Ramsingh @ Bibli Khe 

0822000102591500 

2.309 

Fresh 

Sawarda 

0812000601514500 

25.604 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kalakh Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Chaparwara 


Non-command 


Non-command 


Kalakh Sagar 


Non-command 



Seel 

0821000102498300 

6.954 

Fresh 

Sehdariya 

0812000701541400 

6.480 

Fresh 


Non-command 


Non-command 


Selsagar 


0822000102588100 


Shyosinghpura @ Basra 


Silora 


Sinroj 


Sirsya 


Sitapura 


7.256 Fresh 


Saline 


21.720 Fresh 



Shobhagpura 

0822000302617200 

1.410 

Fresh 

Shri Daulatpura 

0822000302617500 

2.289 

Fresh 

Shri Dayalpura 

0822000302614200 

1.263 

Fresh 

Shri Govindpura 

0822000302617400 

2.345 

Fresh 

Shri Jagpura 

0822000302615000 

1.952 

Fresh 

Shri Kripalpura 

0822000302614700 

1.077 

Fresh 


Non-command 


Non-command 


Chaparwara 


Non-command 


Kalakh Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Shri Rampura Bas Harnoda 

0822000102590700 

3.054 

Fresh 

Shri Vijaipura 

0822000302614800 

1.708 

Fresh 

Shrirampura 

0812000601523300 

4.598 

Fresh 



0812000601521600 

2.670 

0821000102493300 

4.259 


0821000102497400 

13.681 

0812000701533500 

7.517 

0822000102587400 

8.174 




0822000102594500 


Saline 


11.877 Fresh 


Saline 


30.742 Fresh 


Non-command 


Non-command 


Chaparwara 


Non-command 


Kalakh Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

1.480 

Non-command 

Phyllite & Schist 

7.911 

Non-command 

Phyllite & Schist 

10.469 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Gneisses(B.G.C.) 

9.025 

Non-command 

Gneisses(B.G.C.) 

10.207 

Non-command 

Older Alluvium 

0.044 

Non-command 

Gneisses(B.G.C.) 

0.078 

Non-command 

Older Alluvium 

3.512 

Non-command 

Gneisses(B.G.C.) 

11.246 

Command 

Gneisses(B.G.C.) 

2.686 

Non-command 

Gneisses(B.G.C.) 

2.322 

Non-command 

Gneisses(B.G.C.) 

17.084 

Non-command 

Older Alluvium 

3.340 

Non-command 

Gneisses(B.G.C.) 

6.631 

Command 

Gneisses(B.G.C.) 

1.076 

Non-command 

Gneisses(B.G.C.) 

2.295 

Non-command 

Gneisses(B.G.C.) 

2.104 

Command 

Gneisses(B.G.C.) 

0.114 

Non-command 

Gneisses(B.G.C.) 

15.193 

Non-command 

Phyllite & Schist 

6.839 

Non-command 

Gneisses(B.G.C.) 

6.535 

Non-command 

Gneisses(B.G.C.) 

2.003 

Non-command 

Older Alluvium 

4.476 

Non-command 

Gneisses(B.G.C.) 

1.030 

Non-command 

Gneisses(B.G.C.) 

6.227 

Command 

Gneisses(B.G.C.) 

16.223 

Non-command 

Gneisses(B.G.C.) 

4.435 

Command 

Gneisses(B.G.C.) 

0.039 

Non-command 

Gneisses(B.G.C.) 

7.699 

Non-command 

Older Alluvium 

1.410 

Non-command 

Older Alluvium 

2.289 

Non-command 

Phyllite & Schist 

0.668 

Non-command 

Older Alluvium 

2.345 

Non-command 

Older Alluvium 

1.401 

Non-command 

Older Alluvium 

0.321 

Non-command 

Phyllite & Schist 

0.523 

Non-command 

Gneisses(B.G.C.) 

8.603 

Non-command 

Phyllite & Schist 

5.075 

Non-command 

Phyllite & Schist 

3.054 

Non-command 

Older Alluvium 

1.708 

Command 

Gneisses(B.G.C.) 

4.303 

Non-command 

Gneisses(B.G.C.) 

0.295 

Command 

Gneisses(B.G.C.) 

2.670 

Non-command 

Gneisses(B.G.C.) 

0.085 

Non-command 

Gneisses(B.G.C.) 

4.174 

Non-command 

Gneisses(B.G.C.) 

13.681 

Non-command 

Gneisses(B.G.C.) 

7.517 

Non-command 

Gneisses(B.G.C.) 

6.650 

Non-command 

Gneisses(B.G.C.) 

1.524 

Non-command 

Phyllite & Schist 

2.338 

Non-command 

Phyllite & Schist 

1.155 

Non-command 

Phyllite & Schist 

0.012 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

120,000 

100,000 

120 

100,000 

90,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

120,000 

100,000 

120 

50,000 

30,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

60,000 

40,000 

120 

120,000 

100,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.097 

0.097 

0.338 

0.338 

0.353 

0.353 

- 

- 

0.222 

0.222 

0.792 

0.806 



0.114 

0.114 

0.384 

0.384 

0.078 

0.086 

0.072 

0.072 

0.538 

0.538 

0.281 

0.281 

0.036 

0.036 

0.012 

0.012 

0.024 

0.024 

0.038 

0.038 

0.006 

0.006 

0.510 

0.686 

0.274 

0.370 

0.420 

0.420 

0.130 

0.130 

0.421 

0.421 

0.010 

0.010 

0.030 

0.030 

0.522 

0.522 

0.144 

0.144 

- 

- 

0.050 

0.050 

0.292 

0.292 

0.065 

0.065 

0.029 

0.029 

0.151 

0.151 

0.043 

0.043 

0.302 

0.302 

0.324 

0.324 

0.245 

0.251 

0.144 

0.144 

0.084 

0.084 

0.076 

0.076 

0.138 

0.138 

0.012 

0.012 

0.054 

0.054 

- 

- 

0.048 

0.048 

0.504 

0.518 

0.119 

0.119 

0.192 

0.192 

0.024 

0.024 

0.108 

0.108 

0.024 

0.024 


































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


07008060 



Sooraj Ka Khera 


Soorajpura 


Sooratpura 


Soorsagar Ambapura 


Sotwara 


Sultaniya 


Sunadiya 


Sunara 


Sunari 


Syah 


Tilokpura 


Tiloniya 


Tolamal 


Tundera 


Udaipur Kalan 


Unt Ka Khera 


Ursewa 


Abbas Nagar Chak No.3 


Abbas Nagar Khas 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Census Code 

Area 



sq.km 


(3) 

(4) 

(5) 

0822000102594900 

19.234 

Fresh 



Saline 

0822000302614900 

4.359 

Fresh 

0822000302623100 

2.889 

Fresh 

0821000102492400 

2.784 

Fresh 

0822000102588200 

13.235 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0822000102592100 

12.594 

0812000701529200 

8.170 

0812000601516800 

12.933 

0822000302617000 

4.706 

0822000302615400 

3.284 

0822000102589500 

13.504 



0821000102495400 


0821000602549700 


0822000302622000 


0821000102491100 


0821000102490800 


0822000102587500 


0821000102493800 


11.977 


23.955 


2.121 


11.251 


9.101 


6.457 


21.571 



0812000701537900 

5.261 

0812000601516400 

13.948 

0822000202605200 

0.996 

0822000202604700 

1.088 


0.957 Fresh 


Saline 


1.907 Fresh 


Saline 



1.677 Fresh 


Saline 


4.859 Fresh 


Saline 


5.030 Fresh 


Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kalakh Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Mashi 


Non-command 


Mashi 


Non-command 


Mashi 


Mashi 


Non-command 


Mashi 


Mashi 


Non-command 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

10.608 

Non-command 

Phyllite & Schist 

7.920 

Non-command 

Older Alluvium 

4.359 

Non-command 

Older Alluvium 

1.644 

Non-command 

Gneisses(B.G.C.) 

2.784 

Non-command 

Gneisses(B.G.C.) 

10.515 

Non-command 

Phyllite & Schist 

0.053 

Non-command 

Gneisses(B.G.C.) 

2.633 

Non-command 

Phyllite & Schist 

0.034 

Non-command 

Gneisses(B.G.C.) 

3.095 

Non-command 

Older Alluvium 

1.455 

Non-command 

Gneisses(B.G.C.) 

4.152 

Non-command 

Gneisses(B.G.C.) 

0.417 

Non-command 

Gneisses(B.G.C.) 

12.035 

Non-command 

Older Alluvium 

4.665 

Non-command 

Older Alluvium 

1.512 

Non-command 

Gneisses(B.G.C.) 

12.483 

Non-command 

Gneisses(B.G.C.) 

1.020 

Command 

Gneisses(B.G.C.) 

0.454 

Non-command 

Gneisses(B.G.C.) 

0.071 

Non-command 

Gneisses(B.G.C.) 

1.420 

Non-command 

Gneisses(B.G.C.) 

3.374 

Non-command 

Gneisses(B.G.C.) 

11.977 

Non-command 

Gneisses(B.G.C.) 

0.612 

Non-command 

Older Alluvium 

1.707 

Non-command 

Gneisses(B.G.C.) 

4.557 

Non-command 

Gneisses(B.G.C.) 

9.101 

Non-command 

Gneisses(B.G.C.) 

6.457 

Non-command 

Gneisses(B.G.C.) 

4.120 

Non-command 

Gneisses(B.G.C.) 

5.134 

Non-command 

Gneisses(B.G.C.) 

4.709 

Non-command 

Gneisses(B.G.C.) 

1.656 

Non-command 

Older Alluvium 

5.261 

Non-command 

Gneisses(B.G.C.) 

13.948 

Non-command 

Older Alluvium 

0.996 

Command 

Older Alluvium 

0.034 

Non-command 

Older Alluvium 

0.066 

Command 

Older Alluvium 

0.173 

Non-command 

Older Alluvium 

0.814 

Command 

Older Alluvium 

0.030 

Command 

Older Alluvium 

0.919 

Non-command 

Older Alluvium 

0.009 

Command 

Older Alluvium 

0.002 

Command 

Older Alluvium 

0.887 

Non-command 

Older Alluvium 

1.014 

Non-command 

Phyllite & Schist 

0.003 

Non-command 

Older Alluvium 

0.435 

Non-command 

Older Alluvium 

1.242 

Non-command 

Older Alluvium 

2.502 

Non-command 

Phyllite & Schist 

1.590 

Non-command 

Older Alluvium 

0.768 

Non-command 

Phyllite & Schist 

0.067 

Non-command 

Phyllite & Schist 

4.963 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

100,000 

120 

60,000 

40,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

70,000 

50,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

80,000 

50,000 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

20,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

60,000 

40,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.852 


0.254 


0.173 


0.130 


0.017 


0.058 




0.114 

0.131 

0.054 

0.064 

0.048 

0.048 


0.744 

0.744 

0.713 

0.713 

0.259 

0.259 

0.211 

0.211 

0.012 

0.012 



0.038 

0.038 

0.054 

0.054 

0.109 

0.109 

0.024 

0.024 

0.162 

0.162 

0.286 

0.308 

0.244 

0.266 

0.538 

0.538 

0.050 

0.050 

0.038 

0.038 

0.202 

0.202 

0.038 

0.038 

0.173 

0.173 

0.456 

0.456 



0.006 

0.006 

0.030 

0.030 



0.006 

0.006 

0.006 

0.006 

- 

- 

0.010 

0.010 

0.006 

0.006 

0.125 

0.125 

0.043 

0.043 

0.024 

0.024 

0.012 

0.012 

0.235 

0.235 






































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Akbarnagar 

0822000202606700 

3.790 

Fresh 

Ali Nagar 

0822000202612300 

2.458 

Fresh 


Type of Area (Command / N< 
command) 



Anwar Nagar @ Bhoorawali 

0822000202605300 

4.793 

Saline 

Anwarpura @ Hameeriya 

0822000202602600 

0.836 

Saline 

Anwarpura Khera 

0822000202605900 

7.299 

Fresh 


Arniya Kankar 


Azampura 


Banasthali Urban 


Banwara 


Barhbhantriya 


Begam Pura 


Bhatariya 


Bheepur 


Bor Khandi Kalan 


Chak Miyarampura 


Chikana 


Chogai 


Chosla 


Churada 


Damodarpura 


Dangarthal 


Darda Turki 


Non-command 


Mashi 


Non-command 


Mashi 


Non-command 


Mashi 


Non-command 


Non-command 


Non-command 


Non-command 



0822000202601100 



0822000342202000 

6.461 

0822000202604200 

10.714 



0822000302622600 

1.049 

0822000202601500 

4.371 

0822000302622700 

2.048 

0822000102595700 

5.864 

0822000202603700 

14.603 



Saline 


20.515 Fresh 



0822000202607300 

1.563 

0822000302623200 

2.675 

0822000202603000 

7.773 

0822000102594600 

8.873 

0822000302616000 

5.856 


0822000302621800 

1.962 

0822000302616300 

22.284 

0822000202610100 

7.910 



3.972 Fresh 


Non-command 


Non-command 


Mashi 


Non-command 


Mashi 


Non-command 


Non-command 


Non-command 


Non-command 


Mashi 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chandsen Bheru Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Mashi 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

2.128 

Command 

Older Alluvium 

2.317 

Non-command 

Older Alluvium 

0.140 

Command 

Phyllite & Schist 

0.035 

Non-command 

Phyllite & Schist 

2.239 

Command 

Phyllite & Schist 

2.233 

Non-command 

Phyllite & Schist 

0.590 

Non-command 

Older Alluvium 

4.793 

Non-command 

Phyllite & Schist 

0.594 

Non-command 

Older Alluvium 

0.228 

Non-command 

Phyllite & Schist 

2.096 

Non-command 

Phyllite & Schist 

3.925 

Non-command 

Phyllite & Schist 

1.134 

Command 

Older Alluvium 

0.618 

Non-command 

Older Alluvium 

1.960 

Command 

Older Alluvium 

0.663 

Non-command 

Older Alluvium 

0.075 

Non-command 

Older Alluvium 

1.656 

Non-command 

Phyllite & Schist 

1.040 

Non-command 

Phyllite & Schist 

17.036 

Non-command 

Phyllite & Schist 

1.030 

Command 

Phyllite & Schist 

1.961 

Non-command 

Older Alluvium 

0.285 

Non-command 

Phyllite & Schist 

2.022 

Non-command 

Phyllite & Schist 

3.885 

Non-command 

Phyllite & Schist 

2.620 

Non-command 

Older Alluvium 

0.097 

Non-command 

Older Alluvium 

3.084 

Non-command 

Phyllite & Schist 

7.630 

Non-command 

Phyllite & Schist 

0.251 

Non-command 

Phyllite & Schist 

1.538 

Non-command 

Older Alluvium 

1.049 

Non-command 

Phyllite & Schist 

0.066 

Non-command 

Older Alluvium 

1.375 

Non-command 

Phyllite & Schist 

0.536 

Non-command 

Older Alluvium 

2.691 

Non-command 

Phyllite & Schist 

11.879 

Non-command 

Older Alluvium 

0.032 

Command 

Phyllite & Schist 

0.010 

Non-command 

Phyllite & Schist 

2.912 

Non-command 

Phyllite & Schist 

1.563 

Non-command 

Older Alluvium 

2.675 

Non-command 

Phyllite & Schist 

7.773 

Non-command 

Phyllite & Schist 

2.831 

Non-command 

Older Alluvium 

1.003 

Non-command 

Older Alluvium 

0.109 

Non-command 

Older Alluvium 

0.868 

Non-command 

Older Alluvium 

17.460 

Non-command 

Older Alluvium 

0.089 

Non-command 

Older Alluvium 

1.479 

Non-command 

Phyllite & Schist 

5.397 

Command 

Older Alluvium 

2.888 

Non-command 

Older Alluvium 

1.084 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

ipd 

(IV 

(12) 

(13) 

120 

60,000 

45,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

60,000 

45,000 

120 

50,000 

20,000 

120 

50,000 

20,000 

120 

70,000 

50,000 

120 

50,000 

20,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

60,000 

45,000 

120 

50,000 

20,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

20,000 

120 

60,000 

45,000 

120 

60,000 

45,000 

120 

50,000 

20,000 

120 

70,000 

50,000 

120 

50,000 

20,000 

120 

120,000 

100,000 

120 

60,000 

40,000 

120 

100,000 

90,000 

120 

70,000 

50,000 

120 

50,000 

20,000 

120 

120,000 

100,000 

120 

60,000 

40,000 

120 

100,000 

90,000 

120 

50,000 

20,000 

120 

100,000 

90,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

60,000 

45,000 

120 

100,000 

90,000 

120 

50,000 

20,000 

120 

120,000 

100,000 

120 

100,000 

90,000 

120 

70,000 

50,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

50,000 

20,000 

120 

100,000 

80,000 

120 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.027 

0.027 

0.154 

0.154 

0.010 

0.010 

- 

- 

0.027 

0.027 

0.012 

0.012 

0.002 

0.002 

0.174 

0.174 

0.053 

0.053 

0.019 

0.019 

0.103 

0.103 

0.189 

0.189 

0.024 

0.024 

0.038 

0.038 

0.125 

0.125 

0.024 

0.024 

- 

- 

0.060 

0.060 

0.014 

0.014 

1.102 

1.109 

0.027 

0.027 

0.024 

0.024 

0.006 

0.006 

0.024 

0.024 

0.360 

0.360 

0.096 

0.096 

0.011 

0.011 

0.156 

0.156 

0.154 

0.154 



0.097 

0.097 

0.048 

0.048 

0.106 

0.106 

0.270 

0.270 



0.024 

0.024 

0.005 

0.005 

0.680 

0.680 

0.187 

0.187 

0.168 

0.168 

0.043 

0.043 

- 

- 

0.119 

0.119 

2.570 

2.570 

0.019 

0.019 

0.162 

0.162 

0.233 

0.239 

0.115 

0.115 

0.048 

0.048 




































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Dhodhariya 


Dhola Ka Khera 


Dholi 


Dhoondiya 


0822000302623300 


0822000202607400 


0822000102595800 


0822000102595600 


0822000202610300 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Non-command 


Non-command 


Non-command 


Non-command 


Mashi 


Saline Mashi 



Diggi 

0822000102594300 

51.160 

Fresh 

Fazalpura 

0822000202605700 

11.907 

Fresh 


Non-command 


Non-command 


Fyawari 


Galod 


Girdharipura 


Gordhanpura 


Govindpura 


Gudha Ramdas 


Hamzapur 


Haripura 


0822000202605600 


0822000202611900 


0822000302623500 


23.164 Fresh Non-command 


8.038 Fresh Mashi 


Non-command 


Non-command 



0822000302622200 

1.081 

0822000202604600 

1.128 


0822000202607600 

2.120 

0822000202603100 

10.885 




Harnoda 

0822000102590800 

4.858 

Fresh 

Hingotiya 

0822000302622500 

6.505 

Fresh 

llahipura @ Hajipura 

0822000202604100 

4.043 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Imamnagar 

0822000202607500 

1.967 

Fresh 

Inayat Ganj 

0822000202602700 

1.450 

Saline 

Islampura 

0822000202612000 

1.146 

Fresh 

Islampura Gata 

0822000202612400 

4.201 

Fresh 



Jaisinghpura 


Janki Vallabhpura 


Jhujharpura 


Kakraj Khurd 


Kalyan Pura 


0822000302621700 


0822000202609800 


0822000202603800 


Non-command 


Non-command 


Mashi 


Mashi 


Non-command 


Non-command 


5.850 Saline Mashi 


Non-command 


0822000102594400 

3.336 

0822000202601300 

4.461 


Fresh 


Fresh 


Saline 


31.193 Fresh 




Non-command 


Non-command 


Non-command 


Non-command 


Tordi Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

2.001 

Non-command 

Phyllite & Schist 

2.113 

Non-command 

Phyllite & Schist 

3.072 

Non-command 

Phyllite & Schist 

17.401 

Command 

Older Alluvium 

1.018 

Command 

Phyllite & Schist 

0.262 

Non-command 

Older Alluvium 

0.364 

Non-command 

Phyllite & Schist 

0.014 

Command 

Older Alluvium 

0.174 

Command 

Phyllite & Schist 

0.315 

Non-command 

Older Alluvium 

0.188 

Non-command 

Phyllite & Schist 

0.477 

Non-command 

Phyllite & Schist 

10.667 

Non-command 

Older Alluvium 

3.100 

Non-command 

Phyllite & Schist 

8.807 

Non-command 

Older Alluvium 

9.048 

Non-command 

Phyllite & Schist 

14.116 

Command 

Older Alluvium 

3.620 

Non-command 

Older Alluvium 

1.301 

Non-command 

Older Alluvium 

0.688 

Non-command 

Phyllite & Schist 

0.061 

Non-command 

Older Alluvium 

0.069 

Non-command 

Phyllite & Schist 

4.245 

Non-command 

Older Alluvium 

1.080 

Non-command 

Older Alluvium 

0.741 

Non-command 

Older Alluvium 

0.387 

Non-command 

Phyllite & Schist 

2.120 

Non-command 

Older Alluvium 

0.291 

Non-command 

Older Alluvium 

7.885 

Non-command 

Phyllite & Schist 

2.709 

Non-command 

Phyllite & Schist 

0.011 

Non-command 

Older Alluvium 

6.326 

Non-command 

Older Alluvium 

0.630 

Non-command 

Phyllite & Schist 

3.413 

Non-command 

Phyllite & Schist 

1.967 

Non-command 

Phyllite & Schist 

0.920 

Command 

Older Alluvium 

0.440 

Command 

Older Alluvium 

0.202 

Non-command 

Older Alluvium 

2.612 

Non-command 

Older Alluvium 

3.969 

Non-command 

Phyllite & Schist 

0.699 

Command 

Older Alluvium 

0.946 

Non-command 

Older Alluvium 

4.261 

Non-command 

Phyllite & Schist 

0.644 

Non-command 

Phyllite & Schist 

3.336 

Non-command 

Phyllite & Schist 

2.932 

Non-command 

Phyllite & Schist 

1.529 

Non-command 

Phyllite & Schist 

19.307 

Command 

Phyllite & Schist 

0.009 

Non-command 

Older Alluvium 

0.204 

Non-command 

Older Alluvium 

0.510 

Non-command 

Older Alluvium 

2.184 

Non-command 

Older Alluvium 

0.590 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

90,000 

120 

60,000 

45,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

70,000 

50,000 

120 

50,000 

20,000 

120 

70,000 

50,000 

120 

50,000 

20,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

100,000 

90,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

60,000 

45,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

50,000 

20,000 

120 

120,000 

100,000 

120 

100,000 

90,000 

120 

70,000 

50,000 

120 

50,000 

20,000 

120 

60,000 

45,000 

120 

50,000 

20,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

20,000 

120 

120,000 

100,000 

120 

60,000 

45,000 

120 

50,000 

20,000 

120 

60,000 

45,000 

120 

60,000 

45,000 

120 

100,000 

90,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

50,000 


Wells with 


MCM 

MCM 

(15) 

(16) 

0.119 

0.119 

0.216 

0.216 

0.144 

0.144 

0.288 

0.288 

0.048 

0.048 

0.005 

0.005 

0.019 

0.019 

- 

- ' 

0.006 

0.006 

0.005 

0.005 

0.006 

0.006 

0.005 

0.005 

0.396 

0.396 

0.115 

0.115 

0.184 

0.184 

0.413 

0.413 

0.367 

0.367 

0.586 

0.586 

0.211 

0.211 

0.205 

0.205 

0.014 

0.014 

0.010 

0.010 

0.254 

0.254 

0.076 

0.076 

0.173 

0.173 

0.060 

0.060 

0.065 

0.065 

0.019 

0.019 

0.288 

0.288 

0.038 

0.038 

- 

- 

0.724 

0.724 

0.018 

0.018 

0.038 

0.038 

0.108 

0.108 

0.010 

0.010 

0.125 

0.125 

0.010 

0.010 

0.077 

0.077 

0.202 

0.202 

0.022 

0.022 

0.084 

0.084 

0.366 

0.366 

0.022 

0.022 

0.288 

0.288 

0.054 

0.054 

0.012 

0.012 

0.626 

0.626 


0.032 

0.032 

0.038 

0.038 

0.134 

0.134 

0.024 

0.024 




































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Kishanpura 


Kureda 


Kuredi 


Masoodapura 


Mawasipura 


Miyarampura 


Mohammad Nagar 


Mohammad Pura @Onkarpura 


Mohani 


Moondiya 


Murtazanagar 


0822000202612500 


0822000202604300 


sq.km 


(4) (5) 


7.013 Fresh 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Saline 


13.206 Fresh 



0822000302622100 

11.128 

0822000202609900 

2.810 


0822000202612200 

2.901 

0822000202611700 

5.356 

0822000202611600 

6.001 


6.349 Fresh 


43.290 Fresh 




Saline 


12.127 Fresh 



Madaripura 

0822000202608000 

3.703 

Fresh 

Manoharpura 

0822000302616100 

5.350 

Fresh 

Markhera 

0822000202612100 

4.725 

Fresh 



0822000202608600 

1.677 

0822000202607900 

2.793 

0822000202608800 

5.137 



0822000202607200 

0.817 

0822000202608400 

5.537 



0822000202604800 

0.574 

0822000202603300 

5.879 


Saline 


4.053 Fresh 


2.834 Saline 


Mashi 


Non-command 


Mashi 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Mashi 


Mashi 


Mashi 


Non-command 


Chandsen Bheru Sagar 


Non-command 


Non-command 


Non-command 


Mashi 


Non-command 


Mashi 


Non-command 


Non-command 


Non-command 


Mashi 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Mashi 


Non-command 



Non-command 


Non-command 


Non-command 


Mashi 


Non-command 


Non-command 



Naya Teela 


0822000202607800 


9.205 Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Phyllite & Schist 

0.415 

Non-command 

Phyllite & Schist 

5.493 

Command 

Phyllite & Schist 

0.255 

Non-command 

Older Alluvium 

1.578 

Non-command 

Phyllite & Schist 

1.381 

Non-command 

Older Alluvium 

0.287 

Non-command 

Phyllite & Schist 

4.158 

Non-command 

Phyllite & Schist 

4.854 

Non-command 

Older Alluvium 

11.116 

Non-command 

Older Alluvium 

2.045 

Non-command 

Older Alluvium 

0.594 

Command 

Older Alluvium 

2.643 

Command 

Older Alluvium 

3.918 

Command 

Older Alluvium 

1.388 

Non-command 

Older Alluvium 

0.315 

Command 

Phyllite & Schist 

0.001 

Non-command 

Phyllite & Schist 

0.016 

Non-command 

Older Alluvium 

0.098 

Non-command 

Phyllite & Schist 

35.115 

Non-command 

Phyllite & Schist 

8.076 

Command 

Older Alluvium 

2.660 

Non-command 

Older Alluvium 

5.397 

Command 

Older Alluvium 

2.077 

Non-command 

Older Alluvium 

1.993 

Non-command 

Phyllite & Schist 

0.917 

Non-command 

Older Alluvium 

3.229 

Command 

Older Alluvium 

0.645 

Non-command 

Older Alluvium 

0.034 

Non-command 

Phyllite & Schist 

1.677 

Non-command 

Phyllite & Schist 

1.446 

Non-command 

Phyllite & Schist 

0.309 

Non-command 

Phyllite & Schist 

3.377 

Non-command 

Phyllite & Schist 

0.817 

Command 

Older Alluvium 

0.121 

Non-command 

Older Alluvium 

0.547 

Non-command 

Phyllite & Schist 

1.077 

Command 

Older Alluvium 

1.726 

Command 

Phyllite & Schist 

1.060 

Non-command 

Older Alluvium 

0.176 

Non-command 

Phyllite & Schist 

0.727 

Non-command 

Older Alluvium 

0.574 

Non-command 

Phyllite & Schist 

5.029 

Non-command 

Phyllite & Schist 

0.850 

Command 

Older Alluvium 

0.018 

Non-command 

Older Alluvium 

0.118 

Non-command 

Older Alluvium 

2.092 

Non-command 

Phyllite & Schist 

0.742 

Command 

Older Alluvium 

0.168 

Command 

Phyllite & Schist 

0.136 

Command 

Older Alluvium 

0.480 

Command 

Phyllite & Schist 

2.056 

Non-command 

Phyllite & Schist 

1.873 

Non-command 

Phyllite & Schist 

8.534 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

45,000 

120 

60,000 

45,000 

120 

50,000 

20,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

70,000 

50,000 

120 

60,000 

45,000 

120 

50,000 

20,000 

120 

100,000 

90,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

45,000 

120 

100,000 

90,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

50,000 

20,000 

120 

60,000 

45,000 

120 

60,000 

45,000 

120 

50,000 

20,000 

120 

60,000 

45,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

70,000 

50,000 

120 

50,000 

20,000 

120 

70,000 

50,000 

120 

50,000 

20,000 

120 

70,000 

50,000 

120 

60,000 

45,000 

120 

50,000 

20,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

50,000 

20,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

70,000 

50,000 

120 

50,000 

20,000 

120 

50,000 

20,000 

120 

60,000 

45,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.016 


0.184 


0.005 




0.319 

0.319 

0.166 

0.166 

1.210 

1.210 

0.250 

0.250 

0.048 

0.048 

0.230 

0.230 

0.720 

0.720 

0.163 

0.163 

0.038 

0.038 



0.012 

0.012 

3.120 

3.134 

0.288 

0.288 

0.298 

0.298 

0.605 

0.605 

0.144 

0.144 

0.138 

0.138 

0.011 

0.011 

0.130 

0.130 

0.038 

0.038 


0.048 

0.048 

0.016 

0.016 

0.005 

0.005 

0.036 

0.036 

0.065 

0.065 



0.005 

0.005 

0.012 

0.012 

0.002 

0.002 

- 

- 

0.002 

0.002 

0.042 

0.042 

0.281 

0.281 

0.022 

0.022 

- 

- 

0.019 

0.019 

0.102 

0.102 

0.014 

0.014 

0.010 

0.010 

0.005 

0.005 

0.018 

0.018 

0.029 

0.029 

0.026 

0.026 

0.216 

0.216 








































































































































































































































































































































































































































































































































































































































































Micro-watershed 


07008061 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Niwai Urban 

0822000342203000 

37.795 

Fresh 

Pasrotiya 

0822000202611500 

5.781 

Fresh 

Peeploo 

0822000202607000 

26.597 

Fresh 


Type of Area (Command / N< 
command) 


Rahim Nagar 


Rajwas 


Rambha 


Ramkishanpura 


Ranoli 


Rasoolpura 


Saddeek Nagar 


Saddiqpura 


Sawai Jaisinghpura 


Seesola 


Shyosinghpura @ Keriya 


Sidra 


Sitaram Pura 


Sitarampura 


Soda 


Soda Baori 


Non-command 


Non-command 


Mashi 


Non-command 



0822000202607700 

3.584 

0822000302623600 

9.745 

0822000302616200 

5.279 

0822000202604400 

1.866 

0822000202602500 

17.868 

0822000202602900 

1.351 

0822000102595200 

2.913 

0822000202610000 

3.816 



Samad Pura 

0822000202603600 

2.723 

Fresh 

Sandera 

0822000202604000 

16.317 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0822000302623400 

1.057 

0822000202606800 

7.497 


0822000302622300 

4.269 

0822000302622400 

7.007 

0822000202602800 

3.584 

0822000102594800 

11.877 

0822000102594500 

30.742 



0822000102594900 


19.234 Fresh 


Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Soorajpura 

0822000302623100 

2.889 

Fresh 

Tilokpura 

0822000302622000 

2.121 

Fresh 

Vilayati Pura 

0822000202610200 

1.843 

Fresh 



0812000601517200 


6.948 Fresh 


Non-command 


Non-command 


Mashi 


Non-command 


Mashi 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

2.667 

Non-command 

Older Alluvium 

0.019 

Command 

Phyllite & Schist 

0.017 

Non-command 

Older Alluvium 

1.617 

Non-command 

Phyllite & Schist 

1.790 

Command 

Older Alluvium 

9.445 

Command 

Phyllite & Schist 

8.058 

Non-command 

Older Alluvium 

4.177 

Non-command 

Phyllite & Schist 

1.256 

Non-command 

Phyllite & Schist 

0.050 

Non-command 

Phyllite & Schist 

7.382 

Non-command 

Phyllite & Schist 

3.584 

Non-command 

Older Alluvium 

2.749 

Non-command 

Older Alluvium 

5.279 

Non-command 

Older Alluvium 

1.817 

Non-command 

Phyllite & Schist 

4.262 

Non-command 

Phyllite & Schist 

1.351 

Non-command 

Phyllite & Schist 

1.478 

Non-command 

Older Alluvium 

0.076 

Non-command 

Phyllite & Schist 

0.315 

Non-command 

Phyllite & Schist 

2.723 

Non-command 

Older Alluvium 

0.251 

Non-command 

Phyllite & Schist 

1.676 

Non-command 

Older Alluvium 

12.737 

Non-command 

Phyllite & Schist 

1.653 

Non-command 

Older Alluvium 

1.057 

Non-command 

Phyllite & Schist 

6.103 

Non-command 

Phyllite & Schist 

1.394 

Non-command 

Older Alluvium 

3.386 

Non-command 

Older Alluvium 

7.007 

Non-command 

Phyllite & Schist 

3.584 

Non-command 

Phyllite & Schist 

8.384 

Non-command 

Phyllite & Schist 

25.293 

Non-command 

Phyllite & Schist 

5.437 

Non-command 

Phyllite & Schist 

0.550 

Non-command 

Phyllite & Schist 

0.155 

Non-command 

Older Alluvium 

0.177 

Non-command 

Phyllite & Schist 

0.971 

Non-command 

Older Alluvium 

4.760 

Non-command 

Phyllite & Schist 

1.883 

Non-command 

Older Alluvium 

1.245 

Non-command 

Older Alluvium 

0.415 

Command 

Older Alluvium 

0.855 

Non-command 

Older Alluvium 

0.102 

Command 

Older Alluvium 

0.129 

Non-command 

Older Alluvium 

0.104 

Non-command 

Phyllite & Schist 

1.204 

Non-command 

Phyllite & Schist 

0.379 

Non-command 

Older Alluvium 

0.006 

Non-command 

Phyllite & Schist 

4.380 

Non-command 

Older Alluvium 

4.050 

Non-command 

Phyllite & Schist 

3.177 

Non-command 

Gneisses(B.G.C.) 

3.658 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

90,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

70,000 

50,000 

120 

50,000 

20,000 

120 

70,000 

50,000 

120 

50,000 

20,000 

120 

120,000 

100,000 

120 

60,000 

40,000 

120 

60,000 

45,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

70,000 

50,000 

120 

50,000 

20,000 

120 

50,000 

20,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

50,000 

20,000 

120 

60,000 

45,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

70,000 

50,000 

120 

50,000 

20,000 

120 

100,000 

90,000 

120 

60,000 

45,000 

120 

50,000 

20,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

50,000 

20,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

60,000 

40,000 

120 

120,000 

100,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

70,000 

50,000 

120 

50,000 

20,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

45,000 

120 

50,000 

20,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

80,000 

50,000 

120 

80,000 

60,000 

120 

70,000 

50,000 



Wells with 
Pumpset 


MCM 


(15) 


0.227 




0.134 

0.134 

0.087 

0.087 

0.504 

0.504 

0.171 

0.171 

0.222 

0.222 

0.028 

0.028 


0.149 

0.149 

0.059 

0.059 

0.583 

0.583 

0.886 

0.886 

0.108 

0.108 

0.067 

0.067 

0.034 

0.034 

0.024 

0.024 



0.092 

0.092 

0.019 

0.019 

0.076 

0.076 

0.624 

0.624 

0.031 

0.031 

0.043 

0.043 

0.221 

0.221 

0.022 

0.022 

0.540 

0.540 

0.367 

0.367 

0.091 

0.091 

0.396 

0.396 

1.224 

1.224 

0.106 

0.106 

0.048 

0.048 

0.005 

0.005 

0.010 

0.010 

0.043 

0.043 

0.228 

0.228 

0.036 

0.036 

0.097 

0.097 

0.043 

0.043 

0.029 

0.029 



0.011 

0.011 

0.002 

0.002 

- 

- 

0.049 

0.049 

0.072 

0.072 

0.065 

0.065 

0.048 

0.048 



























































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Bandar Seendri 

0821000102491700 

36.480 

Fresh 

Beegolao 

0812000601511700 

5.233 

Fresh 

Beejolao 

0812000601514600 

11.369 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 



Bhirawata 

0812000501506400 

10.500 

Fresh 

Bhojiyawas 

0821000102489100 

7.554 

Fresh 

Bhojpur 

0812000601514900 

5.086 

Fresh 

Bichoon 

0812000601517900 

18.744 

Fresh 

Bokarawas 

0812000601511800 

6.801 

Fresh 

Buharoo 

0821000102488900 

11.582 

Fresh 

Chainpura 

0812000501508600 

10.104 

Fresh 

Charanwas 

0812000501508800 

1.919 

Fresh 

Charasada 

0812000601515200 

5.467 

Fresh 

Chhaparwara 

0812000601517000 

14.565 

Fresh 


Chhapya 

0812000601515300 

8.119 

Fresh 

Chhirr 

0812000601510400 

10.007 

Fresh 

Dantra 

0812000601511400 

3.775 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chaparwara 


Non-command 


Non-command 


Non-command 


Non-command 


Dantri 

0812000601513000 

6.928 

Fresh 

Deopura 

0812000601512200 

21.958 

Fresh 

Dudu 

0812000601514700 

41.380 

Fresh 

Gagardoo 

0812000601515500 

15.451 

Fresh 

Gahlota 

0812000601510300 

11.715 

Fresh 

Gaiga 

0812000601513700 

4.663 

Fresh 

Gainji 

0812000601513900 

15.549 

Fresh 

Gidani 

0812000601517300 

17.027 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Gopalpura 

0812000501506200 

7.907 

Fresh 

Gopipura 

0812000601515100 

3.841 

Fresh 

Gurha Saipura 

0812000601521500 

6.790 

Fresh 

Habaspura 

0812000501506300 

11.339 

Fresh 

Hachookra 

0812000501507900 

9.014 

Fresh 

Haripura 

0812000501505100 

5.212 

Fresh 

Harmara 

0821000102489000 

33.020 

Fresh 

Harsauli 

0812000601515400 

30.458 

Fresh 

Hatoopura 

0812000601512300 

15.157 

Fresh 

Hirnoda 

0812000501509900 

17.639 

Fresh 

Jarawata 

0812000601511900 

15.893 

Fresh 

Jaspura 

0812000601512600 

7.251 

Fresh 

Jekampura 

0812000601514200 

4.465 

Fresh 

Jhakolar 

0812000601511500 

7.647 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kakniyawas 

0821000102491200 

13.105 

Fresh 

Kandeoli 

0812000501509100 

7.854 

Fresh 


Non-command 


Non-command 


Khajpura 

0812000601512100 

10.049 

Fresh 

Khera Karmsotan 

0821000102491500 

6.053 

Fresh 

Kheriram 

0812000501509600 

12.923 

Fresh 

Khuriyal 

0812000601517100 

16.755 

Fresh 


Non-command 


Non-command 


Non-command 


Kalakh Sagar 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

0.807 

Non-command 

Gneisses(B.G.C.) 

5.233 

Non-command 

Gneisses(B.G.C.) 

2.202 

Non-command 

Phyllite & Schist 

9.167 

Non-command 

Older Alluvium 

1.453 

Non-command 

Phyllite & Schist 

9.003 

Non-command 

Phyllite & Schist 

0.697 

Non-command 

Gneisses(B.G.C.) 

7.554 

Non-command 

Gneisses(B.G.C.) 

5.086 

Non-command 

Older Alluvium 

0.000 

Non-command 

Gneisses(B.G.C.) 

6.801 

Non-command 

Gneisses(B.G.C.) 

11.578 

Non-command 

Phyllite & Schist 

5.234 

Non-command 

Phyllite & Schist 

1.216 

Non-command 

Gneisses(B.G.C.) 

5.467 

Command 

Gneisses(B.G.C.) 

2.565 

Non-command 

Gneisses(B.G.C.) 

11.264 

Non-command 

Gneisses(B.G.C.) 

8.119 

Non-command 

Gneisses(B.G.C.) 

9.992 

Non-command 

Gneisses(B.G.C.) 

2.586 

Non-command 

Phyllite & Schist 

1.189 

Non-command 

Gneisses(B.G.C.) 

6.928 

Non-command 

Gneisses(B.G.C.) 

21.958 

Non-command 

Gneisses(B.G.C.) 

41.380 

Non-command 

Gneisses(B.G.C.) 

0.025 

Non-command 

Gneisses(B.G.C.) 

11.715 

Non-command 

Gneisses(B.G.C.) 

0.706 

Non-command 

Gneisses(B.G.C.) 

15.549 

Non-command 

Gneisses(B.G.C.) 

4.166 

Non-command 

Phyllite & Schist 

0.181 

Non-command 

Phyllite & Schist 

0.987 

Non-command 

Gneisses(B.G.C.) 

3.841 

Non-command 

Gneisses(B.G.C.) 

0.074 

Non-command 

Phyllite & Schist 

9.168 

Non-command 

Phyllite & Schist 

4.640 

Non-command 

Older Alluvium 

0.628 

Non-command 

Gneisses(B.G.C.) 

29.932 

Non-command 

Gneisses(B.G.C.) 

22.890 

Non-command 

Gneisses(B.G.C.) 

15.157 

Non-command 

Older Alluvium 

0.643 

Non-command 

Gneisses(B.G.C.) 

14.726 

Non-command 

Gneisses(B.G.C.) 

7.251 

Non-command 

Phyllite & Schist 

4.465 

Non-command 

Gneisses(B.G.C.) 

3.726 

Non-command 

Phyllite & Schist 

3.921 

Non-command 

Gneisses(B.G.C.) 

13.105 

Non-command 

Older Alluvium 

7.466 

Non-command 

Phyllite & Schist 

0.100 

Non-command 

Gneisses(B.G.C.) 

7.999 

Non-command 

Gneisses(B.G.C.) 

0.102 

Non-command 

Older Alluvium 

11.047 

Command 

Gneisses(B.G.C.) 

2.464 

Non-command 

Gneisses(B.G.C.) 

12.119 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

50,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

80,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.025 

0.025 

0.210 

0.210 

0.072 

0.072 

0.346 

0.346 

0.018 

0.018 

0.122 

0.122 

0.007 

0.007 

0.235 

0.235 

0.360 

0.360 

- 

- 

0.222 

0.222 

0.160 

0.214 

0.036 

0.036 

0.043 

0.043 

0.216 

0.216 

0.024 

0.024 

0.114 

0.114 

0.204 

0.204 

0.372 

0.372 

0.078 

0.078 

0.043 

0.043 

0.420 

0.420 

0.306 

0.314 

1.188 

1.188 

- 

- 

0.516 

0.516 

0.012 

0.012 

0.420 

0.420 

0.090 

0.090 

0.007 

0.007 

0.036 

0.036 

0.132 

0.132 


0.288 

0.288 

0.158 

0.158 

0.018 

0.018 

0.269 

0.420 

0.462 

0.462 

0.438 

0.438 

0.054 

0.054 

0.456 

0.473 

0.132 

0.132 

0.259 

0.259 

0.060 

0.060 

0.079 

0.079 

0.193 

0.193 

0.144 

0.144 

- 

- 

0.186 

0.186 

- 

- 

0.264 

0.264 

0.102 

0.102 

0.504 

0.504 







































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Kila 

0812000601513100 

3.273 

Fresh 

Kishangarh (M) 

0821000142101000 

79.253 

Fresh 

Kothera 

0812000501508200 

3.343 

Fresh 

Ladera 

0812000601512800 

13.021 

Fresh 

Madhopura 

0812000601513200 

8.648 

Fresh 

Mahatgaon 

0812000601513300 

7.187 

Fresh 

Maheshwas 

0812000501510100 

13.605 

Fresh 

Malera 

0812000601514300 

5.610 

Fresh 

Mamana 

0812000601511200 

28.102 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Mandawariya 

0821000102490900 

6.327 

Fresh 

Mangalwara 

0812000601522100 

14.372 

Fresh 


Matera 

0812000501505300 

6.916 

Fresh 

Morooda 

0812000501505600 

8.278 

Fresh 

Mundoti 

0821000102491400 

12.833 

Fresh 

Naloo 

0821000102491300 

16.152 

Fresh 

Nanan 

0812000601514100 

8.287 

Fresh 


Non-command 


Chaparwara 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Naradpura 

0812000501508400 

4.407 

Fresh 

Narayana 

0812000501508300 

58.599 

Fresh 


Non-command 


Non-command 



Narena 

0821000102488700 

15.456 

Fresh 

Nayagaon 

0812000601512700 

11.600 

Fresh 

Neemli 

0812000601511300 

13.176 

Fresh 


Non-command 


Non-command 


Non-command 


Nolya 

0812000601514800 

3.430 

Fresh 

Palbas 

0812000501509500 

15.096 

Fresh 

Panva Kalan 

0812000601510700 

15.542 

Fresh 

Panwaliya 

0812000601511600 

4.869 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Parasoli 

0812000601513800 

20.893 

Fresh 

Patoori 

0812000601512900 

3.665 

Fresh 

Peegoon 

0812000601512000 

4.853 

Fresh 

Peethyawas 

0812000501508500 

7.907 

Fresh 

Phaloda 

0821000102491000 

8.921 

Fresh 

Ralawatan 

0821000102487800 

18.379 

Fresh 

Ramnagar 

0812000501508900 

1.510 

Fresh 

Rampura 

0821000102488800 

5.179 

Fresh 

Rojri 

0812000501509800 

12.798 

Fresh 

Sakhoon 

0812000601512400 

17.496 

Fresh 

Sali 

0812000601510500 

28.287 

Fresh 

Samalpura 

0812000501505000 

3.658 

Fresh 

Sawarda 

0812000601514500 

25.604 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Shardulpura 

0812000501509200 

4.712 

Fresh 

Sholawata 

0812000501508000 

10.911 

Fresh 

Shri Ramnagar 

0812000601515000 

1.821 

Fresh 

Shri Rampura 

0812000501505500 

9.469 

Fresh 


Chaparwara 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

3.273 

Non-command 

Gneisses(B.G.C.) 

1.907 

Non-command 

Phyllite & Schist 

3.343 

Non-command 

Gneisses(B.G.C.) 

13.021 

Non-command 

Gneisses(B.G.C.) 

7.706 

Non-command 

Gneisses(B.G.C.) 

0.442 

Non-command 

Older Alluvium 

1.790 

Non-command 

Phyllite & Schist 

5.610 

Non-command 

Gneisses(B.G.C.) 

0.267 

Non-command 

Phyllite & Schist 

0.029 

Non-command 

Gneisses(B.G.C.) 

1.731 

Command 

Gneisses(B.G.C.) 

2.088 

Non-command 

Gneisses(B.G.C.) 

0.084 

Non-command 

Older Alluvium 

0.049 

Non-command 

Phyllite & Schist 

0.015 

Non-command 

Gneisses(B.G.C.) 

12.667 

Non-command 

Gneisses(B.G.C.) 

8.519 

Non-command 

Gneisses(B.G.C.) 

7.854 

Non-command 

Phyllite & Schist 

0.433 

Non-command 

Phyllite & Schist 

4.407 

Non-command 

Gneisses(B.G.C.) 

0.003 

Non-command 

Older Alluvium 

9.886 

Non-command 

Phyllite & Schist 

45.530 

Non-command 

Gneisses(B.G.C.) 

12.933 

Non-command 

Gneisses(B.G.C.) 

11.600 

Non-command 

Gneisses(B.G.C.) 

6.406 

Non-command 

Phyllite & Schist 

4.534 

Non-command 

Gneisses(B.G.C.) 

3.430 

Non-command 

Older Alluvium 

0.965 

Non-command 

Gneisses(B.G.C.) 

0.047 

Non-command 

Gneisses(B.G.C.) 

4.155 

Non-command 

Phyllite & Schist 

0.713 

Non-command 

Gneisses(B.G.C.) 

20.195 

Non-command 

Gneisses(B.G.C.) 

3.665 

Non-command 

Gneisses(B.G.C.) 

1.423 

Non-command 

Phyllite & Schist 

7.857 

Non-command 

Gneisses(B.G.C.) 

6.489 

Non-command 

Gneisses(B.G.C.) 

0.313 

Non-command 

Phyllite & Schist 

0.165 

Non-command 

Gneisses(B.G.C.) 

5.179 

Non-command 

Older Alluvium 

0.060 

Non-command 

Gneisses(B.G.C.) 

17.455 

Non-command 

Gneisses(B.G.C.) 

28.287 

Non-command 

Older Alluvium 

0.728 

Non-command 

Gneisses(B.G.C.) 

0.295 

Non-command 

Phyllite & Schist 

3.164 

Command 

Gneisses(B.G.C.) 

1.056 

Non-command 

Gneisses(B.G.C.) 

0.006 

Non-command 

Older Alluvium 

2.423 

Non-command 

Phyllite & Schist 

9.910 

Non-command 

Gneisses(B.G.C.) 

1.821 

Non-command 

Older Alluvium 

0.071 

Non-command 

Phyllite & Schist 

6.599 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

60,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.240 

0.240 

- 

- 

0.022 

0.022 

0.654 

0.671 

0.192 

0.192 

0.012 

0.012 

0.072 

0.072 

0.288 

0.288 

0.012 

0.012 


0.025 

0.025 

0.060 

0.060 



0.176 

0.176 

0.504 

0.504 

0.384 

0.384 

0.029 

0.029 

0.050 

0.050 


0.120 

0.130 

0.655 

0.703 

0.118 

0.129 

0.510 

0.510 

0.168 

0.168 

0.144 

0.144 

0.210 

0.210 

0.012 

0.012 


0.216 

0.216 

0.043 

0.043 

0.810 

0.810 

0.180 

0.180 

0.096 

0.096 

0.079 

0.079 

0.076 

0.076 

0.008 

0.008 

0.014 

0.014 

0.017 

0.017 

0.006 

0.006 

0.978 

1.020 

0.972 

0.997 

0.066 

0.066 

0.012 

0.012 

0.130 

0.168 

0.036 

0.036 

- 

- 

0.198 

0.198 

0.086 

0.086 

0.144 

0.144 

- 

- 

0.130 

0.130 






















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



07009062 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Shyopura 

0812000601512500 

6.955 

Fresh 

Shyosinghpura 

0812000501509300 

4.098 

Fresh 

Singla 

0812000501507800 

7.863 

Fresh 

Sirohi Kalan 

0812000601510200 

9.098 

Fresh 

Sirohi Khurd 

0812000501508100 

8.343 

Fresh 

Sorthan Ka Bas 

0812000601518200 

6.064 

Fresh 

Sunadiya 

0812000601516800 

12.933 

Fresh 

Surree 

0812000601510600 

4.107 

Fresh 

Sursura 

0821000102488000 

27.369 

Fresh 

Tan Chhaparwara 

0812000601516900 

1.769 

Fresh 

Tiloniya 

0821000102491100 

11.251 

Fresh 

Tokra 

0821000102489200 

9.635 

Fresh 

Tyod 

0821000102488600 

26.260 

Fresh 

Udaipuriya 

0812000601514000 

9.861 

Fresh 


Achrol 


Akedadoongar 


Akhepura 


Type of Area (Command / Non¬ 
command) 


0812001001578500 


25.367 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sub Basin: 



0812001001582900 


7.057 Fresh 


Non-command 



Ani 

0812001001578600 

3.653 

Fresh 

Badiyawala 

0812001101595200 

1.238 

Fresh 

Bagwada 

0812001001579500 

10.848 

Fresh 


Non-command 


Non-command 


Non-command 


Balkrishna Pura 

0812001101601500 

2.304 

Fresh 

Balloopura 

0812000901563800 

1.628 

Fresh 


Non-command 


Non-command 


Baragaon Jarkhya 

0812001001583300 

4.499 

Fresh 

Barh Radho Das Pura 

0812001101602100 

1.482 

Fresh 

Basna 

0812001101590300 

3.995 

Fresh 

Beer Talera 

0812001001583500 

2.389 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Beermalpura @ Mukandpu 

0812000901564200 

5.593 

Fresh 

Bhanpur Kalan 

0812001101590700 

4.356 

Fresh 

Bhattawala 

0812001101591000 

2.559 

Fresh 

Bishangarh 

0812001001582600 

2.638 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Chainpurawas Saiwar 

0812001101595400 

0.943 

Fresh 

Chak Chainpura 

0812001101596400 

2.022 

Fresh 

Chak Indra Garh 

0812001101596600 

0.412 

Fresh 

Chak Kharchi Chainpura 

0812001101596200 

1.785 

Fresh 

Chak Kothiya 

0812001001580200 

0.523 

Fresh 

Chak Mala Ki Nangal 

0812001101596500 

0.444 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

6.955 

Non-command 

Older Alluvium 

3.944 

Non-command 

Phyllite & Schist 

0.142 

Non-command 

Gneisses(B.G.C.) 

9.098 

Non-command 

Phyllite & Schist 

8.343 

Non-command 

Older Alluvium 

0.205 

Non-command 

Gneisses(B.G.C.) 

0.899 

Non-command 

Gneisses(B.G.C.) 

2.663 

Non-command 

Gneisses(B.G.C.) 

0.384 

Non-command 

Gneisses(B.G.C.) 

1.769 

Non-command 

Gneisses(B.G.C.) 

6.586 

Non-command 

Gneisses(B.G.C.) 

4.894 

Non-command 

Gneisses(B.G.C.) 

0.114 

Non-command 

Gneisses(B.G.C.) 

9.521 

Non-command 

Phyllite & Schist 

0.339 


of Tube of Wells Operational 
Wells with Days 

Pumpset 


Average Yield 

Draft 

Tube 

Wells 

Wells with 
Pumpset 

Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

MCM 

MCM 

(12) 

(13) 

(14) 

(15) 




0.552 

0.577 

0.036 

0.036 

0.006 

0.006 

0.054 

0.054 

0.120 

0.120 

0.008 

0.008 

0.084 

0.084 

0.412 

0.434 

0.067 

0.078 



0.306 

0.306 

0.014 

0.014 


Non-command 

Quartzite 

0.548 

Non-command 

Younger Alluvium 

8.231 

Non-command 

Quartzite 

0.973 

Non-command 

Younger Alluvium 

4.162 

Non-command 

Quartzite 

0.457 

Non-command 

Younger Alluvium 

1.391 

Non-command 

Quartzite 

16.603 

Non-command 

Younger Alluvium 

15.263 

Non-command 

Quartzite 

0.141 

Non-command 

Younger Alluvium 

0.612 

Non-command 

Quartzite 

0.087 

Non-command 

Younger Alluvium 

0.126 

Non-command 

Younger Alluvium 

3.155 

Non-command 

Younger Alluvium 

1.238 

Non-command 

Quartzite 

0.068 

Non-command 

Younger Alluvium 

0.003 

Non-command 

Younger Alluvium 

2.304 

Non-command 

Quartzite 

0.628 

Non-command 

Younger Alluvium 

0.461 

Non-command 

Quartzite 

3.931 

Non-command 

Younger Alluvium 

1.482 

Non-command 

Younger Alluvium 

1.893 

Non-command 

Quartzite 

1.387 

Non-command 

Younger Alluvium 

0.075 

Non-command 

Younger Alluvium 

4.044 

Non-command 

Younger Alluvium 

4.356 

Non-command 

Younger Alluvium 

1.619 

Non-command 

Quartzite 

1.968 

Non-command 

Younger Alluvium 

0.670 

Non-command 

Quartzite 

0.174 

Non-command 

Younger Alluvium 

3.059 

Non-command 

Younger Alluvium 

0.943 

Non-command 

Younger Alluvium 

2.022 

Non-command 

Younger Alluvium 

0.412 

Non-command 

Younger Alluvium 

1.785 

Non-command 

Younger Alluvium 

0.523 

Non-command 

Younger Alluvium 

0.444 


120 

80,000 

50,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 


0.042 

0.042 

1.069 

1.069 

0.060 

0.060 

0.464 

0.464 

0.030 

0.030 

0.151 

0.151 

0.168 

0.168 

0.270 

0.270 

0.012 

0.012 

0.108 

0.108 

0.006 

0.006 

0.022 

0.022 

0.562 

0.562 

0.065 

0.474 

0.006 

0.006 







































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


(2) 

(3) 

(4) 

(5) 

Chak Nondpura 

0812001101602300 

1.406 

Fresh 

Charanwas @ Kali Pahar 

0812001101587800 

9.169 

Fresh 

Chaumukha 

0812001101597200 

0.944 

Fresh 

Chawand Ka Mand 

0812001101601600 

1.406 

Fresh 

Chhapar 

0812001101590600 

1.068 

Fresh 

Chhaprari 

0812001001579000 

9.889 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Chugalpura 

0812001101595100 

2.826 

Fresh 

Daloo Ka Barh 

0812001101601700 

0.592 

Fresh 

Dangarwara Khurd 

0812001101602200 

5.599 

Fresh 

Daulatpura 

0812001001580600 

10.103 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Dhaupura 

0812001101601100 

2.401 

Fresh 

Dheengpur 

0812001001578700 

2.160 

Fresh 

Dyorha Chor 

0812001201608300 

4.588 

Fresh 

Ghata Jaldhari 

0812001101591300 

4.395 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Goojron Ka Bas 

0812001101590400 

3.739 

Fresh 

Gunawata 

0812001001578900 

5.915 

Fresh 


Non-command 


Non-command 


Guwardi 

0812001101601900 

1.729 

Fresh 

Hari Ka Bas 

0812001101595700 

3.707 

Fresh 


Non-command 


Non-command 


Harkishanpura 

0812001101602800 

1.472 

Fresh 

Harwar 

0812001001579700 

6.698 

Fresh 


Non-command 


Non-command 


Heerawala 


Indragarh 


Jagnnathpura 


Jaipur (m Corp.) (part) 3 


0812001101596700 


0812001101595300 


0812001001582100 


0812001041210000 



Jaisalya 


0812001001583000 


1.696 

Fresh 

2.884 

Fresh 

2.821 

Fresh 

0.055 

Fresh 

0.133 

Fresh 

0.134 

Fresh 

0.163 

Fresh 

0.205 

Fresh 

0.359 

Fresh 

0.473 

Fresh 

1.397 

Fresh 

2.810 

Fresh 

3.488 

Fresh 

5.248 

Fresh 

6.891 

Fresh 

8.769 

Fresh 



9.184 

Fresh 

35.511 

Fresh 



3.653 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Younger Alluvium 

1.336 

Non-command 

Younger Alluvium 

0.075 

Non-command 

Younger Alluvium 

0.879 

Non-command 

Younger Alluvium 

1.406 

Non-command 

Younger Alluvium 

1.068 

Non-command 

Quartzite 

0.995 

Non-command 

Younger Alluvium 

0.808 

Non-command 

Quartzite 

0.935 

Non-command 

Younger Alluvium 

0.194 

Non-command 

Quartzite 

2.774 

Non-command 

Younger Alluvium 

2.147 

Non-command 

Younger Alluvium 

2.594 

Non-command 

Younger Alluvium 

0.592 

Non-command 

Younger Alluvium 

4.716 

Non-command 

Quartzite 

3.855 

Non-command 

Younger Alluvium 

0.029 

Non-command 

Quartzite 

1.747 

Non-command 

Younger Alluvium 

2.704 

Non-command 

Younger Alluvium 

2.401 

Non-command 

Younger Alluvium 

1.951 

Non-command 

Younger Alluvium 

2.468 

Non-command 

Quartzite 

0.772 

Non-command 

Younger Alluvium 

2.177 

Non-command 

Younger Alluvium 

3.739 

Non-command 

Quartzite 

2.177 

Non-command 

Younger Alluvium 

2.836 

Non-command 

Younger Alluvium 

1.729 

Non-command 

Quartzite 

0.000 

Non-command 

Younger Alluvium 

2.638 

Non-command 

Younger Alluvium 

0.413 

Non-command 

Quartzite 

1.910 

Non-command 

Younger Alluvium 

4.250 

Non-command 

Younger Alluvium 

1.696 

Non-command 

Younger Alluvium 

2.884 

Non-command 

Younger Alluvium 

0.145 

Non-command 

Younger Alluvium 

0.034 

Non-command 

Younger Alluvium 

0.033 

Non-command 

Younger Alluvium 

0.076 

Non-command 

Younger Alluvium 

0.016 

Non-command 

Younger Alluvium 

0.003 

Non-command 

Younger Alluvium 

0.194 

Non-command 

Younger Alluvium 

0.396 

Non-command 

Younger Alluvium 

0.601 

Non-command 

Younger Alluvium 

0.002 

Non-command 

Younger Alluvium 

0.785 

Non-command 

Younger Alluvium 

0.290 

Non-command 

Younger Alluvium 

4.898 

Non-command 

Quartzite 

0.933 

Non-command 

Younger Alluvium 

6.259 

Non-command 

Younger Alluvium 

0.134 

Non-command 

Quartzite 

0.421 

Non-command 

Younger Alluvium 

2.574 

Non-command 

Quartzite 

0.118 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

80,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.011 

0.011 

0.011 

0.011 



0.086 

0.086 

0.006 

0.006 

0.119 

0.119 



















































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Nangal Tulsidas 


Nangal Turkan 


Type of Area (Command / N< 
command) 



Jamwa Ramgarh 

0812001101597300 

9.523 

Fresh 

Kankrel 

0812001001580100 

4.306 

Fresh 

Kherwari 

0812001001580700 

3.570 

Fresh 


Khora Meena 

0812001001580300 

3.108 

Fresh 

Khurad 

0812001001583600 

4.424 

Fresh 

Kilangarh 

0812000908129007 

2.850 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Kolyana 

0812001101595000 

6.211 

Fresh 

Kookas 

0812001001580400 

16.520 

Fresh 


Non-command 


Non-command 



Kushalpura 

0812001101596300 

1.458 

Fresh 

Labana 

0812001001578800 

10.000 

Fresh 


Lali 

0812001101597000 

3.449 

Fresh 

Langareeywas 

0812001101601800 

4.597 

Fresh 

Laxminarayanpura 

0812001001582800 

5.912 

Fresh 

Looniyawas 

0812001001582300 

3.200 

Fresh 

Machera 

0812001008129082 

11.134 

Fresh 

Maila Bagh 

0812001001583100 

6.583 

Fresh 


Malawala 

0812001101596800 

1.476 

Fresh 

Malpura Chaur 

0812000901564300 

2.532 

Fresh 

Malpura Doongar 

0812000901564100 

0.393 

Fresh 

Manpura_sarwa 

0812000908129087 

2.153 

Fresh 


Mathura Das Pura 

0812001101602000 

3.541 

Fresh 

Moondla 

0812001101601200 

3.544 

Fresh 

Nangal Soosawatan 

0812001001583900 

2.301 

Fresh 


0812001101591200 


0812001001580000 


3.716 Fresh 


1.327 Fresh 


Naradpura 

0812001101595900 

4.244 

Fresh 

Narpatyawas 

0812001101594900 

4.249 

Fresh 

Natata 

0812001101595800 

6.105 

Fresh 


Nayabas 

0812001101596900 

2.670 

Fresh 

Neemariyan 

0812001101597100 

2.673 

Fresh 

Neendar 

0812001008129003 

16.218 

Fresh 

Nestiwas 

0812001001583400 

3.268 

Fresh 

Nondpura 

0812001101602600 

1.994 

Fresh 

Paleeton Ki Dhani 

0812001101590500 

3.100 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Palera 


0812001101601400 


7.443 Fresh 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Younger Alluvium 

0.114 

Non-command 

Quartzite 

8.185 

Non-command 

Younger Alluvium 

4.924 

Non-command 

Younger Alluvium 

3.695 

Non-command 

Younger Alluvium 

4.306 

Non-command 

Quartzite 

1.497 

Non-command 

Younger Alluvium 

0.699 

Non-command 

Younger Alluvium 

2.982 

Non-command 

Quartzite 

4.340 

Non-command 

Quartzite 

0.568 

Non-command 

Younger Alluvium 

0.956 

Non-command 

Quartzite 

1.323 

Non-command 

Younger Alluvium 

0.118 

Non-command 

Younger Alluvium 

5.067 

Non-command 

Quartzite 

12.726 

Non-command 

Younger Alluvium 

2.469 

Non-command 

Quartzite 

3.268 

Non-command 

Younger Alluvium 

0.051 

Non-command 

Younger Alluvium 

1.458 

Non-command 

Quartzite 

1.497 

Non-command 

Younger Alluvium 

7.032 

Non-command 

Younger Alluvium 

3.449 

Non-command 

Younger Alluvium 

4.597 

Non-command 

Younger Alluvium 

5.729 

Non-command 

Younger Alluvium 

0.056 

Non-command 

Younger Alluvium 

1.343 

Non-command 

Quartzite 

0.765 

Non-command 

Younger Alluvium 

0.787 

Non-command 

Younger Alluvium 

1.476 

Non-command 

Younger Alluvium 

2.295 

Non-command 

Younger Alluvium 

0.393 

Non-command 

Quartzite 

0.357 

Non-command 

Younger Alluvium 

1.449 

Non-command 

Younger Alluvium 

3.541 

Non-command 

Younger Alluvium 

3.544 

Non-command 

Quartzite 

0.119 

Non-command 

Younger Alluvium 

2.166 

Non-command 

Quartzite 

0.839 

Non-command 

Younger Alluvium 

1.633 

Non-command 

Quartzite 

0.093 

Non-command 

Younger Alluvium 

1.233 

Non-command 

Younger Alluvium 

4.244 

Non-command 

Younger Alluvium 

3.485 

Non-command 

Quartzite 

0.020 

Non-command 

Younger Alluvium 

5.394 

Non-command 

Younger Alluvium 

2.670 

Non-command 

Younger Alluvium 

2.673 

Non-command 

Younger Alluvium 

2.598 

Non-command 

Quartzite 

2.753 

Non-command 

Younger Alluvium 

1.994 

Non-command 

Quartzite 

0.189 

Non-command 

Younger Alluvium 

1.316 

Non-command 

Younger Alluvium 

7.443 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

110,000 

90,000 


Tube Wells with 


MCM 

MCM 

(15) 

(16) 

~ 

- ; 

0.420 

0.420 

0.454 

0.454 

0.151 

0.402 

0.637 

0.637 

0.084 

0.084 

0.065 

0.065 

0.626 

0.626 

0.180 

0.180 

0.096 

0.096 

0.281 

0.281 

0.042 

0.042 

0.011 

0.011 

0.097 

0.440 

0.582 

0.582 

0.205 

0.205 

0.090 

0.090 


















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Pali 

0812001101590900 

4.067 

Fresh 

Papar 

0812001101602700 

13.854 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Peepalawali 

0812001101596000 

0.564 

Fresh 

Rahori 

0812001101602500 

1.467 

Fresh 

Rajpur Khanaya 

0812001001579900 

1.893 

Fresh 


Non-command 


Non-command 


Non-command 


Rampura @ Chawa Ki Nan 

0812001101595600 

3.964 

Fresh 

Rampurawas Ramgarh 

0812001101601000 

6.217 

Fresh 

Ramratanpura 

0812001201608400 

4.214 

Fresh 

Raniyawas 

0812001101602400 

4.496 

Fresh 

Roopa Ki Nangal 

0812000901564000 

3.653 

Fresh 

Roopwas 

0812001101601300 

2.211 

Fresh 

Saipura 

0812001101596100 

3.130 

Fresh 

Saiwar 

0812001101595500 

2.370 

Fresh 

Sau 

0812001101600800 

12.107 

Fresh 

Seengwana 

0812001001579100 

10.040 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sewapura 

0812001001582500 

3.915 

Fresh 

Sisiyawas 

0812001001583200 

10.190 

Fresh 


Non-command 


Non-command 


Sumel 

0812000901563900 

4.756 

Fresh 

Teekampura 

0812001101590800 

5.402 

Fresh 


Non-command 


Non-command 


07009063 


Toda Meena 

0812001101590100 

15.483 

Fresh 

Udaipuriya 

0812001001582200 

3.029 

Fresh 

Vijaypura 

0812000901564400 

3.958 

Fresh 

Abhay Pura 

0812001201612900 

2.891 

Fresh 

Achalpura 

0812001201613100 

2.392 

Fresh 


Ajairajpura @ Dehlala 


Ajmeripura 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Fresh Non-command 


Saline Non-command 


0812001301656100 


0812001301649100 


Fresh Non-command 


3.479 Fresh Non-command 


Saline Non-command 



Akedadoongar 

0812001001582900 

7.057 

Fresh 

Akhaipura 

0812001201616500 

2.826 

Fresh 

Akodiya 

0812001301637800 

9.139 

Fresh 


Non-command 


Non-command 


Non-command 



Amber 

0812001041210000 

38.095 

Fresh 

Anandpura 

0812001301649300 

2.372 

Saline 




Asawala 

0812000801553200 

1.210 

Fresh 

Ashikpura @ Chaunrya 

0812001301650200 

3.943 

Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Younger Alluvium 

3.159 

Non-command 

Quartzite 

0.032 

Non-command 

Younger Alluvium 

5.014 

Non-command 

Younger Alluvium 

0.564 

Non-command 

Younger Alluvium 

1.230 

Non-command 

Quartzite 

0.310 

Non-command 

Younger Alluvium 

1.583 

Non-command 

Younger Alluvium 

3.963 

Non-command 

Younger Alluvium 

5.621 

Non-command 

Younger Alluvium 

0.239 

Non-command 

Younger Alluvium 

2.240 

Non-command 

Younger Alluvium 

3.653 

Non-command 

Younger Alluvium 

2.211 

Non-command 

Younger Alluvium 

3.130 

Non-command 

Younger Alluvium 

2.341 

Non-command 

Younger Alluvium 

1.410 

Non-command 

Quartzite 

1.762 

Non-command 

Younger Alluvium 

3.411 

Non-command 

Younger Alluvium 

0.956 

Non-command 

Quartzite 

8.273 

Non-command 

Younger Alluvium 

0.020 

Non-command 

Younger Alluvium 

1.447 

Non-command 

Quartzite 

0.299 

Non-command 

Younger Alluvium 

5.104 

Non-command 

Younger Alluvium 

0.000 

Non-command 

Younger Alluvium 

1.157 

Non-command 

Younger Alluvium 

0.081 

Non-command 

Older Alluvium 

2.816 

Non-command 

Older Alluvium 

2.383 

Non-command 

Younger Alluvium 

0.009 

Non-command 

Older Alluvium 

3.976 

Non-command 

Younger Alluvium 

0.353 

Non-command 

Older Alluvium 

0.121 

Non-command 

Older Alluvium 

0.290 

Non-command 

Quartzite 

2.247 

Non-command 

Older Alluvium 

2.646 

Non-command 

Younger Alluvium 

0.023 

Non-command 

Phyllite & Schist 

2.798 

Non-command 

Younger Alluvium 

0.657 

Non-command 

Younger Alluvium 

1.532 

Non-command 

Older Alluvium 

2.826 

Non-command 

Older Alluvium 

1.714 

Non-command 

Quartzite 

5.663 

Non-command 

Younger Alluvium 

1.762 

Non-command 

Younger Alluvium 

0.789 

Non-command 

Older Alluvium 

0.960 

Non-command 

Phyllite & Schist 

1.361 

Non-command 

Younger Alluvium 

0.051 

Non-command 

Older Alluvium 

0.410 

Non-command 

Younger Alluvium 

0.914 

Non-command 

Older Alluvium 

0.886 

Non-command 

Older Alluvium 

0.038 

Non-command 

Younger Alluvium 

2.412 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

110,000 

90,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

80,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

65,000 

120 

100,000 

65,000 

120 

100,000 

80,000 

120 

100,000 

90,000 

120 

130,000 

110,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

100,000 

90,000 

120 

130,000 

110,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

100,000 

65,000 

120 

100,000 

90,000 

120 

60,000 

40,000 

120 

130,000 

110,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

130,000 

100,000 

120 

100,000 

90,000 

120 

130,000 

110,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.097 



0.367 

0.367 

0.040 

0.040 



0.076 

0.076 

0.042 

0.042 

0.173 

0.173 

0.218 

0.650 

0.086 

0.086 

0.120 

0.120 

0.106 

0.106 

0.011 

0.011 

0.084 

0.084 

0.072 

0.072 

0.008 

0.008 

0.059 

0.156 

0.173 

0.424 

0.108 

0.482 

- 

- ! 

0.145 

0.145 





































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Balmukundpura @ Basra 


Balrampura_khejra_ka 


Bambala 


Barala 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


Saline Non-command 



Azamnagar 

0812001301640600 

2.224 

Fresh 

Badarwas 

0812000908129099 

2.858 

Fresh 

Badrinathpura 

0812001301649600 

0.908 

Fresh 

Bagariya 

0812001301632700 

5.250 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Baksawala 

0812000801553100 

1.714 

Fresh 

Bala Ki Nangal 

0812001201611600 

1.542 

Fresh 

Balloopura 

0812000901563800 

1.628 

Fresh 


Non-command 


Non-command 


Non-command 



0812001301656300 


0812000808129041 


0812000808129006 


0812001201612400 


1.482 Fresh 


1.063 Fresh 


Fresh 


7.791 Fresh 


Saline Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Barh Babanpura 

0812001301655700 

0.656 

Fresh 

Barh Bagpura 

0812001301644800 

2.693 

Fresh 

Barh Baldeopura 

0812001301633300 

1.932 

Fresh 

Barh Bhajoopura 

0812001201616800 

0.569 

Fresh 

Barh Chandpura 

0812001301633800 

1.365 

Fresh 

Barh Chauhan 

0812001301657200 

1.404 

Fresh 


Barh Keshopura 


Barh Kukasya 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Barh Fatehpura 

0812001301655800 

1.224 

Fresh 

Barh Jagsara 

0822000302628400 

1.657 

Fresh 




0812001301656000 


0822000302628600 


Saline Non-command 


1.098 Fresh Non-command 


2.779 Fresh Non-command 



Barh Moondaheri 

0812001301636300 

0.390 

Fresh 

Barh Murlipura 

0812001301651500 

6.287 

Fresh 


Barh Parmanandpura 

0812001301657800 

0.921 

Fresh 

Barh Rajpura 

0812001301651600 

3.169 

Fresh 


1.097 Fresh Non-command 




Barh Ramzanipura 


0812001301631000 


1.722 Fresh Non-command 


Saline Non-command 


1.548 Saline Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

1.136 

Non-command 

Quartzite 

0.166 

Non-command 

Younger Alluvium 

0.191 

Non-command 

Older Alluvium 

2.224 

Non-command 

Older Alluvium 

0.132 

Non-command 

Younger Alluvium 

0.908 

Non-command 

Older Alluvium 

0.412 

Non-command 

Younger Alluvium 

4.838 

Non-command 

Older Alluvium 

1.214 

Non-command 

Younger Alluvium 

6.525 

Non-command 

Older Alluvium 

2.907 

Non-command 

Younger Alluvium 

2.420 

Non-command 

Older Alluvium 

0.518 

Non-command 

Younger Alluvium 

1.542 

Non-command 

Quartzite 

0.116 

Non-command 

Younger Alluvium 

0.424 

Non-command 

Quartzite 

2.811 

Non-command 

Younger Alluvium 

0.455 

Non-command 

Quartzite 

0.641 

Non-command 

Older Alluvium 

1.482 

Non-command 

Older Alluvium 

0.330 

Non-command 

Older Alluvium 

3.423 

Non-command 

Quartzite 

1.225 

Non-command 

Younger Alluvium 

6.566 

Non-command 

Older Alluvium 

0.646 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

1.929 

Non-command 

Older Alluvium 

0.569 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

0.846 

Non-command 

Younger Alluvium 

0.452 

Non-command 

Older Alluvium 

0.035 

Non-command 

Younger Alluvium 

0.071 

Non-command 

Older Alluvium 

1.224 

Non-command 

Older Alluvium 

1.528 

Non-command 

Phyllite & Schist 

0.129 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

1.069 

Non-command 

Older Alluvium 

0.173 

Non-command 

Phyllite & Schist 

0.474 

Non-command 

Older Alluvium 

1.557 

Non-command 

Younger Alluvium 

0.434 

Non-command 

Older Alluvium 

0.390 

Non-command 

Older Alluvium 

5.792 

Non-command 

Younger Alluvium 

0.495 

Non-command 

Older Alluvium 

0.921 

Non-command 

Older Alluvium 

0.354 

Non-command 

Younger Alluvium 

2.815 

Non-command 

Older Alluvium 

0.688 

Non-command 

Younger Alluvium 

0.409 

Non-command 

Phyllite & Schist 

0.835 

Non-command 

Phyllite & Schist 

0.680 

Non-command 

Quartzite 

1.548 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

130,000 

110,000 

120 

100,000 

90,000 

120 

130,000 

110,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

65,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

60,000 

40,000 

120 

130,000 

110,000 

120 

50,000 

30,000 

120 

100,000 

90,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

65,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

70,000 

50,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

100,000 

90,000 

120 

130,000 

110,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

130,000 

110,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

130,000 

110,000 

120 

100,000 

65,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

60,000 

30,000 

120 

50,000 

30,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.030 

0.030 

0.004 

0.004 

0.008 

0.008 

0.130 

0.130 

0.011 

0.011 

0.251 

0.251 

0.011 

0.011 

0.172 

0.172 

0.022 

0.022 

0.086 

0.086 

0.226 

0.766 

0.240 

0.696 

0.024 

0.180 

0.144 

0.180 

- 

j 

- 

- ! 

0.115 

0.115 

0.053 

0.053 

0.022 

0.022 

0.788 

0.788 


0.468 

0.515 

0.014 

0.014 

0.182 

0.206 

0.151 

0.151 


0.443 

0.443 

0.008 

0.044 


0.086 

0.086 

0.053 

0.053 



0.007 

0.007 

0.086 

0.086 

0.026 

0.026 

0.054 

0.054 

0.583 

0.583 

0.066 

0.066 

0.043 

0.043 

0.043 

0.043 

0.370 

0.370 

0.047 

0.059 

0.038 

0.050 

0.065 

0.065 

0.029 

0.029 

0.018 

0.018 

































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Barh Shyampura 

0812001301652700 

0.625 

Fresh 

Barh Shyopur 

0812000801553800 

0.764 

Fresh 

Barh Swami 

0812001201608800 

0.480 

Fresh 

Barh Yadgarpura 

0812001301651900 

0.818 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 



Barh_karol 

0812000808129070 

1.064 

Fresh 

Barh_teelawala 

0812000808129063 

0.693 

Fresh 

Bari Ka Bas 

0812000801555000 

1.364 

Fresh 

Barkhera 

0812001301638400 

5.234 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Baseri 

0812001201612100 

0.679 

Fresh 

Bassi 

0812001201614400 

19.247 

Fresh 


Non-command 


Non-command 


Bawanpura 


Beelwa Kalan 


0812001301656500 


0812000801556800 


2.176 Fresh Non-command 


Fresh Non-command 


Saline Non-command 



Beer Suratrampura 

0812001301640000 

1.119 

Fresh 

Beermalpura @ Mukandpu 

0812000901564200 

5.593 

Fresh 

Bhadadwas 

0812001301632600 

4.439 

Fresh 


Non-command 


Non-command 


Non-command 


Bhagwanpura 

0812001301637500 

3.274 

Fresh 

Bhagwatpura 

0812001301633600 

2.256 

Fresh 

Bhagwatsar Kankariya 

0812001301636100 

1.944 

Fresh 

Bhairoon_karol 

0812000808129038 

1.129 

Fresh 

Bhajoopura 

0812001201616600 

0.674 

Fresh 

Bhankri 

0812001201616400 

1.653 

Fresh 

Bhaogarh_bandha 

0812000808129009 

2.147 

Fresh 

Bhaopura 

0812001101606600 

7.275 

Fresh 

Bhaosar Isharwala 

0812001201610900 

1.726 

Fresh 


Bhatesari 


Bhawanipura 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0812001201610000 

1.929 

0812001301638000 

1.719 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bhojya Dand 


0812001301641200 


0.983 Fresh Non-command 


Saline Non-command 


1.638 Fresh Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.625 

Non-command 

Older Alluvium 

0.764 

Non-command 

Younger Alluvium 

0.366 

Non-command 

Older Alluvium 

0.021 

Non-command 

Younger Alluvium 

0.797 

Non-command 

Older Alluvium 

0.150 

Non-command 

Younger Alluvium 

0.264 

Non-command 

Older Alluvium 

1.064 

Non-command 

Older Alluvium 

0.693 

Non-command 

Older Alluvium 

1.364 

Non-command 

Older Alluvium 

3.822 

Non-command 

Quartzite 

0.001 

Non-command 

Older Alluvium 

0.048 

Non-command 

Quartzite 

1.362 

Non-command 

Older Alluvium 

1.055 

Non-command 

Quartzite 

3.795 

Non-command 

Older Alluvium 

1.937 

Non-command 

Younger Alluvium 

2.183 

Non-command 

Younger Alluvium 

0.679 

Non-command 

Older Alluvium 

14.965 

Non-command 

Younger Alluvium 

4.256 

Non-command 

Older Alluvium 

2.176 

Non-command 

Older Alluvium 

2.203 

Non-command 

Older Alluvium 

1.647 

Non-command 

Quartzite 

1.665 

Non-command 

Older Alluvium 

0.252 

Non-command 

Younger Alluvium 

1.137 

Non-command 

Older Alluvium 

1.134 

Non-command 

Younger Alluvium 

1.116 

Non-command 

Older Alluvium 

1.119 

Non-command 

Younger Alluvium 

1.549 

Non-command 

Quartzite 

3.058 

Non-command 

Younger Alluvium 

1.381 

Non-command 

Older Alluvium 

3.274 

Non-command 

Older Alluvium 

2.097 

Non-command 

Older Alluvium 

1.944 

Non-command 

Older Alluvium 

1.129 

Non-command 

Older Alluvium 

0.674 

Non-command 

Older Alluvium 

1.653 

Non-command 

Older Alluvium 

2.147 

Non-command 

Older Alluvium 

5.510 

Non-command 

Older Alluvium 

0.064 

Non-command 

Younger Alluvium 

1.662 

Non-command 

Younger Alluvium 

1.929 

Non-command 

Quartzite 

0.034 

Non-command 

Quartzite 

1.686 

Non-command 

Younger Alluvium 

0.794 

Non-command 

Phyllite & Schist 

0.001 

Non-command 

Younger Alluvium 

0.957 

Non-command 

Younger Alluvium 

0.116 

Non-command 

Phyllite & Schist 

0.562 

Non-command 

Younger Alluvium 

0.305 

Non-command 

Older Alluvium 

1.638 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

90,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

90,000 

120 

130,000 

110,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

100,000 

90,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

100,000 

90,000 

120 

130,000 

110,000 

120 

100,000 

80,000 

120 

100,000 

65,000 

120 

100,000 

80,000 

120 

100,000 

90,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

100,000 

65,000 

120 

100,000 

80,000 

120 

100,000 

90,000 

120 

130,000 

110,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

60,000 

40,000 

120 

130,000 

110,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

130,000 

100,000 

120 

100,000 

65,000 

120 

100,000 

65,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

100,000 

65,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

130,000 

110,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

130,000 

110,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

100,000 

90,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.076 


0.144 


0.048 




0.012 

0.012 

0.540 

0.540 




0.043 

0.043 

0.053 

0.053 

- 

- 

0.034 

0.034 

0.013 

0.013 

0.022 

0.022 

0.025 

0.025 

0.130 

0.130 







































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Bhonyawala 


Bhoortiya Kalan 


Bhurtiya 


Biharipura(rural) 


Bilaspura 


Birajpura 


Birdhapura @ Swami Ka 


Bodya Ka Barh 


Boorthal 


Brahmpuri 


Brijnathpura 


Brijrajpura 


Chainpura 


Chak Chandlai No.2 


Chak Chandpura 


Chak Chaurasi 


Chak Cheemapura 


Chak Dhedpura 


Chak Ghati 


Chak Laxmipura No. 1 


Chak Murarpura 


Chak Saligrampura 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 




Census Code 

Area 


sq.km 

(3) 

(4) 

0812001201614800 

2.288 

0812001301648200 

4.815 



0822000302619100 

6.715 

0812001301639800 

2.192 

0812001301636600 

3.158 

0812001201616200 

2.649 

0812001301647200 

2.122 


Non-command 


Non-command 



0812001301633500 

0.508 

0812001201610100 

2.126 

0812001201618100 

1.854 

0812001301641300 

2.204 

0812001301633400 

0.252 

0812000808129050 

1.054 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 




Chak Amjhar 

0812000801554200 

0.410 

Fresh 

Chak Balram Pura No.2 

0812001301635500 

0.399 

Fresh 

Chak Barh Babanpura 

0812001301657600 

1.279 

Fresh 

Chak Bawanpura 

0812001301656200 

0.965 

Fresh 

Chak Bhajoopura 

0812001201616700 

0.466 

Fresh 

Chak Chandlai No.l 

0812001301630400 

0.118 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 





Saline 

0812001301630600 

0.317 

Fresh 

0812001301633900 

1.040 

Fresh 

0812001301653700 

0.725 

Fresh 

0812001301653300 

0.525 

Fresh 

0812001201617200 

0.312 

Fresh 

0812001201609200 

0.260 

Fresh 

0812001301629800 

0.132 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0812001301643200 

0.320 

0812000801556200 

2.183 



Chak Shivdaspura No. 2 

0812001301631900 

0.408 

Saline 

Chak Shri Kishanpura 

0812001301641100 

0.931 

Fresh 

Chak Tajkhan Ka Bas 

0812001301635600 

0.303 

Fresh 

Chak Thooni 

0812001301633100 

0.506 

Fresh 

Chak_getor 

0812000808129072 

3.328 

Fresh 

Chak_karol 

0812000808129076 

0.305 

Fresh 

Chak_mata_shoola 

0812000808129022 

2.430 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chakshivdaspura Nol 

0812001301631400 

0.375 

Saline 

Chaksu (m) 

0812001341211000 

49.279 

Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

1.248 

Non-command 

Older Alluvium 

2.136 

Non-command 

Quartzite 

2.679 

Non-command 

Quartzite 

0.122 

Non-command 

Older Alluvium 

2.192 

Non-command 

Younger Alluvium 

3.158 

Non-command 

Older Alluvium 

2.643 

Non-command 

Older Alluvium 

1.489 

Non-command 

Older Alluvium 

0.633 

Non-command 

Older Alluvium 

0.385 

Non-command 

Younger Alluvium 

2.126 

Non-command 

Older Alluvium 

0.073 

Non-command 

Older Alluvium 

1.801 

Non-command 

Older Alluvium 

0.252 

Non-command 

Older Alluvium 

0.319 

Non-command 

Quartzite 

0.022 

Non-command 

Younger Alluvium 

0.714 

Non-command 

Older Alluvium 

0.185 

Non-command 

Older Alluvium 

0.204 

Non-command 

Older Alluvium 

1.279 

Non-command 

Older Alluvium 

0.965 

Non-command 

Older Alluvium 

0.466 

Non-command 

Older Alluvium 

0.002 

Non-command 

Quartzite 

0.053 

Non-command 

Quartzite 

0.063 

Non-command 

Older Alluvium 

0.317 

Non-command 

Older Alluvium 

0.048 

Non-command 

Older Alluvium 

0.089 

Non-command 

Older Alluvium 

0.060 

Non-command 

Older Alluvium 

0.312 

Non-command 

Younger Alluvium 

0.260 

Non-command 

Older Alluvium 

0.102 

Non-command 

Quartzite 

0.008 

Non-command 

Older Alluvium 

0.000 

Non-command 

Quartzite 

0.021 

Non-command 

Quartzite 

0.002 

Non-command 

Quartzite 

0.109 

Non-command 

Older Alluvium 

0.041 

Non-command 

Older Alluvium 

1.373 

Non-command 

Older Alluvium 

0.810 

Non-command 

Older Alluvium 

0.463 

Non-command 

Younger Alluvium 

0.112 

Non-command 

Quartzite 

0.408 

Non-command 

Older Alluvium 

0.931 

Non-command 

Older Alluvium 

0.303 

Non-command 

Older Alluvium 

0.506 

Non-command 

Older Alluvium 

3.328 

Non-command 

Older Alluvium 

0.305 

Non-command 

Older Alluvium 

0.550 

Non-command 

Younger Alluvium 

1.880 

Non-command 

Quartzite 

0.375 

Non-command 

Older Alluvium 

46.287 

Non-command 

Younger Alluvium 

2.457 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

65,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

100,000 

90,000 

120 

130,000 

110,000 

120 

100,000 

65,000 

120 

100,000 

90,000 

120 

70,000 

50,000 

120 

100,000 

90,000 

120 

100,000 

80,000 

120 

100,000 

65,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

130,000 

100,000 

120 

80,000 

60,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

65,000 

120 

100,000 

90,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

65,000 

120 

100,000 

80,000 

120 

100,000 

90,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

100,000 

90,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

130,000 

110,000 

120 

50,000 

30,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

50,000 

30,000 

120 

100,000 

90,000 

120 

130,000 

110,000 



MCM 

MCM 

(15) 

(16) 

0.094 

0.274 

0.060 

0.060 

0.047 

0.047 

0.004 

0.004 

0.184 

0.184 

0.251 

0.251 

0.094 

0.394 

0.065 

0.065 

0.012 

0.012 

0.022 

0.022 

0.566 

0.746 

0.008 

0.008 

0.270 

0.270 

0.238 

0.238 

0.132 

0.148 

0.007 

0.007 

0.312 

0.343 

0.036 

0.036 

- 

- 

- 

- 

0.108 

0.108 

0.039 

0.195 



0.004 

0.004 

0.032 

0.032 



0.004 

0.004 

- 

- ! 

0.024 

0.024 

0.008 

0.008 

0.032 

0.032 

0.013 

0.013 

0.011 

0.011 

0.032 

0.032 

0.011 

0.011 


































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Chakwatika 

0812000801554000 

0.284 

Fresh 

Chandlai 

0812001301630700 

17.475 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Charan_nadi 

0812000908129078 

3.078 

Fresh 

Charanwas 

0812001201621700 

1.427 

Fresh 


Non-command 


Non-command 


Chatarawala 


Chatarbhujpura 


Cheemapura 


Chhadel Kalan 


Chhadel Khurd 


Chimanpura 


Chorwara 


0812000808129052 


0812001301631700 


Fresh Non-command 


0.917 Fresh Non-command 


Saline Non-command 



0812001201617700 

3.614 

Fresh 

0812001301653400 

1.741 

Fresh 

0812001301637100 

4.530 

Fresh 

0812001301637000 

2.739 

Fresh 

0822000302626900 

2.276 

Fresh 

0812001201616000 

2.194 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chosla 

0812001301640700 

3.618 

Fresh 

Dadanpura 

0812001301639600 

1.106 

Fresh 

Dahar 

0812001301638900 

2.864 

Fresh 


Damodarpura 


Dangarwara Khurd 


Dantli 


Dayalpura 


Dayapura 


Dayarampura 


Deeppura 


Dehlawas 


Deo Kishanpura 


Deokinandanpura 


Dhedpura 


Dhindhol 


Dhorala 


Non-command 


Non-command 


Non-command 



0812001201616300 


0812001101602200 


0812000801555800 


Saline Non-command 


Fresh Non-command 


Fresh Non-command 


4.924 Fresh Non-command 



0812000801553900 

1.371 

0812001301639400 

1.721 

0812001201609700 

3.478 

0812001301648400 

1.283 

0812000808129029 

3.331 

0812001301642900 

4.964 

0812001301632000 

1.071 




Devapura 

0812001201614100 

2.579 

Fresh 

Dharampuri 

0812001301657000 

0.807 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0812001201617400 


0812001201617300 


0812001301632200 


Saline Non-command 


1.615 Fresh Non-command 


Fresh Non-command 


1.703 Fresh Non-command 



Dragpalpura 

0812001301640500 

1.249 

Fresh 

Dudawala 

0812001201610500 

2.025 

Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.016 

Non-command 

Older Alluvium 

17.198 

Non-command 

Quartzite 

0.278 

Non-command 

Younger Alluvium 

0.242 

Non-command 

Older Alluvium 

0.222 

Non-command 

Quartzite 

0.725 

Non-command 

Older Alluvium 

2.220 

Non-command 

Older Alluvium 

0.106 

Non-command 

Older Alluvium 

0.044 

Non-command 

Quartzite 

0.767 

Non-command 

Older Alluvium 

1.280 

Non-command 

Younger Alluvium 

0.596 

Non-command 

Older Alluvium 

0.606 

Non-command 

Older Alluvium 

1.514 

Non-command 

Younger Alluvium 

4.530 

Non-command 

Younger Alluvium 

2.739 

Non-command 

Phyllite & Schist 

0.199 

Non-command 

Older Alluvium 

0.519 

Non-command 

Quartzite 

0.047 

Non-command 

Older Alluvium 

3.618 

Non-command 

Older Alluvium 

1.106 

Non-command 

Older Alluvium 

1.037 

Non-command 

Quartzite 

1.140 

Non-command 

Quartzite 

0.686 

Non-command 

Older Alluvium 

2.862 

Non-command 

Younger Alluvium 

0.569 

Non-command 

Quartzite 

1.283 

Non-command 

Younger Alluvium 

3.638 

Non-command 

Older Alluvium 

0.495 

Non-command 

Older Alluvium 

1.721 

Non-command 

Younger Alluvium 

3.063 

Non-command 

Quartzite 

0.826 

Non-command 

Older Alluvium 

3.331 

Non-command 

Older Alluvium 

0.886 

Non-command 

Quartzite 

0.000 

Non-command 

Quartzite 

1.071 

Non-command 

Older Alluvium 

1.904 

Non-command 

Younger Alluvium 

0.200 

Non-command 

Older Alluvium 

2.579 

Non-command 

Older Alluvium 

0.012 

Non-command 

Phyllite & Schist 

0.763 

Non-command 

Younger Alluvium 

0.032 

Non-command 

Quartzite 

0.660 

Non-command 

Younger Alluvium 

0.159 

Non-command 

Quartzite 

0.989 

Non-command 

Older Alluvium 

1.544 

Non-command 

Older Alluvium 

3.719 

Non-command 

Older Alluvium 

0.015 

Non-command 

Younger Alluvium 

1.688 

Non-command 

Older Alluvium 

2.986 

Non-command 

Quartzite 

1.220 

Non-command 

Older Alluvium 

1.207 

Non-command 

Younger Alluvium 

2.025 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

ipd 

(IV 

(12) 

(13) 

120 

130,000 

100,000 

120 

100,000 

90,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

100,000 

65,000 

120 

60,000 

40,000 

120 

130,000 

100,000 

120 

100,000 

90,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

100,000 

65,000 

120 

100,000 

90,000 

120 

130,000 

110,000 

120 

130,000 

110,000 

120 

90,000 

60,000 

120 

100,000 

65,000 

120 

60,000 

40,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

100,000 

65,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

100,000 

90,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

130,000 

100,000 

120 

100,000 

90,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

100,000 

65,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

130,000 

110,000 

120 

50,000 

30,000 

120 

100,000 

65,000 

120 

100,000 

65,000 

120 

100,000 

90,000 

120 

130,000 

110,000 

120 

100,000 

65,000 

120 

60,000 

40,000 

120 

100,000 

90,000 

120 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.011 

0.011 

0.336 

0.414 

0.156 

0.203 

0.008 

0.032 

0.367 

0.367 

0.238 

0.238 

0.198 

0.198 

0.007 

0.007 

0.016 

0.052 



0.060 

0.060 

0.108 

0.108 


0.054 

0.054 

0.066 

0.066 

0.008 

0.008 

0.101 

0.497 



0.264 

0.264 

0.031 

0.187 

0.005 

0.048 

0.086 

0.086 

0.038 

0.218 






































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Dwarkpura 


Dyoda Doongar 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


Fresh Non-command 


Saline Non-command 


1.792 Fresh Non-command 


Dyorha Chor 

0812001201608300 

4.588 

Fresh 

Firojpura @ Bibi Ka Ba 

0812001301636900 

1.645 

Fresh 

Ganeshpura 

0812001301637600 

1.650 

Fresh 


Non-command 


Non-command 


Non-command 



Garhi Lashkari 

0812001301652900 

1.265 

Fresh 

Garhi Ramnagar 

0812001301647100 

3.762 

Fresh 

Garoodwasi 

0812001301651700 

6.381 

Fresh 


Non-command 


Non-command 


Non-command 


Geela Ki Nangal 

0812001201608900 

0.855 

Fresh 

Ghata 

0812001201609500 

5.535 

Fresh 

Girdharilalpura 

0812001301648100 

2.757 

Fresh 


Girdharipura 


God Ka Bas 


Gokulpura Lasariya 


Non-command 


Non-command 


Non-command 



0812001201611300 


0812001301634100 


0812001201611200 


Saline Non-command 


2.990 Fresh Non-command 


Fresh Non-command 


4.108 Fresh Non-command 


Golyawas 

0812000808129102 

3.083 

Fresh 

Goner 

0812000801556000 

15.180 

Fresh 


Gorha Phalyawas 


Govindpura 


Non-command 


Non-command 



Goojar Hera 

0812001301658300 

1.368 

Fresh 

Gopirampura 

0812001301638700 

1.985 

Fresh 

Gordhanpura 

0812001301631200 

2.691 

Saline 


Non-command 


Non-command 


Non-command 



0822000302626700 

1.970 

Fresh 

0812001201613500 

2.889 

Fresh 


0812000808129062 


0812001301649200 


Non-command 


Non-command 


1.503 Fresh Non-command 


Fresh Non-command 


Saline Non-command 



Hansrajpura 

0812001301644900 

1.114 

Fresh 

Hanumanpura 

0812001201612300 

2.115 

Fresh 


Non-command 


Non-command 


Harchandpura @ Balyawa 

0812001201608500 

4.322 

Fresh 

Hardhyanpura 

0812001201608700 

3.034 

Fresh 

Hardi 

0812001201609600 

3.586 

Fresh 

Hari Rampura 

0812001201614300 

1.574 

Fresh 

Harkishanpura 

0812001101602800 

1.472 

Fresh 

Himmatpura 

0812001201611100 

1.323 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hingoniya 

0812001201609900 

2.951 

Fresh 

Hingoniyan 

0822000302628300 

6.017 

Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

1.519 

Non-command 

Older Alluvium 

0.251 

Non-command 

Older Alluvium 

1.476 

Non-command 

Younger Alluvium 

0.316 

Non-command 

Younger Alluvium 

2.120 

Non-command 

Younger Alluvium 

1.645 

Non-command 

Older Alluvium 

0.095 

Non-command 

Younger Alluvium 

1.556 

Non-command 

Older Alluvium 

0.001 

Non-command 

Younger Alluvium 

1.764 

Non-command 

Older Alluvium 

1.265 

Non-command 

Older Alluvium 

3.762 

Non-command 

Older Alluvium 

4.418 

Non-command 

Younger Alluvium 

1.963 

Non-command 

Younger Alluvium 

0.854 

Non-command 

Younger Alluvium 

5.530 

Non-command 

Older Alluvium 

1.038 

Non-command 

Younger Alluvium 

0.696 

Non-command 

Older Alluvium 

1.024 

Non-command 

Younger Alluvium 

2.990 

Non-command 

Older Alluvium 

0.016 

Non-command 

Older Alluvium 

2.427 

Non-command 

Younger Alluvium 

1.681 

Non-command 

Older Alluvium 

0.140 

Non-command 

Older Alluvium 

8.789 

Non-command 

Younger Alluvium 

5.849 

Non-command 

Older Alluvium 

0.179 

Non-command 

Quartzite 

0.363 

Non-command 

Older Alluvium 

0.349 

Non-command 

Older Alluvium 

1.985 

Non-command 

Older Alluvium 

0.047 

Non-command 

Quartzite 

2.644 

Non-command 

Phyllite & Schist 

0.107 

Non-command 

Older Alluvium 

0.034 

Non-command 

Younger Alluvium 

2.855 

Non-command 

Older Alluvium 

1.500 

Non-command 

Younger Alluvium 

0.184 

Non-command 

Phyllite & Schist 

1.227 

Non-command 

Younger Alluvium 

0.986 

Non-command 

Older Alluvium 

3.966 

Non-command 

Younger Alluvium 

2.140 

Non-command 

Older Alluvium 

0.313 

Non-command 

Older Alluvium 

0.025 

Non-command 

Younger Alluvium 

2.089 

Non-command 

Younger Alluvium 

4.322 

Non-command 

Younger Alluvium 

2.965 

Non-command 

Younger Alluvium 

3.586 

Non-command 

Older Alluvium 

1.574 

Non-command 

Younger Alluvium 

1.058 

Non-command 

Older Alluvium 

1.275 

Non-command 

Younger Alluvium 

0.049 

Non-command 

Younger Alluvium 

2.951 

Non-command 

Older Alluvium 

0.055 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

90,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

100,000 

80,000 

120 

130,000 

110,000 

120 

100,000 

90,000 

120 

130,000 

110,000 

120 

100,000 

65,000 

120 

100,000 

80,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

130,000 

110,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

90,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

100,000 

90,000 

120 

100,000 

65,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

90,000 

60,000 

120 

100,000 

65,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

130,000 

110,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

100,000 

90,000 

120 

100,000 

65,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

65,000 

120 

110,000 

90,000 

120 

100,000 

65,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

90,000 



Tube Wells with 
Wells Pumpset 




MCM 

MCM 

(15) 

(16) 

0.216 

0.216 

0.018 

0.018 

0.336 

1.049 

0.086 

0.271 

0.173 

0.257 

0.238 

0.238 

0.011 

0.011 

0.132 

0.132 

- 

- 

0.182 

0.302 

0.184 

0.184 

0.065 

0.065 

0.443 

0.443 

0.238 

0.238 

0.192 

0.252 

0.394 

1.222 

0.173 

0.173 

0.145 

0.145 

0.096 

0.096 

0.230 

0.614 

- 

- 

0.328 

0.712 

0.278 

0.554 

0.024 

0.024 

0.792 

1.494 

0.528 

0.996 

0.008 

0.019 

0.011 

0.023 

0.032 

0.032 

0.032 

0.032 


0.025 

0.025 

0.007 

0.007 



























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Hirapura 


Hukkan 


Indrapuri 


Jag Rampura 


Jagatpura 


Jagsara 


0812000808129023 

1.937 

Fresh 

0812001301655200 

0.605 

Fresh 

0812001301639100 

3.565 

Fresh 


0812000808129077 

1.154 

Fresh 

0812001301635700 

3.320 

Fresh 

0812001301635900 

4.181 

Fresh 

0812000808129043 

1.128 

Fresh 

0822000302628500 

3.937 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Jai Anandpura 


Jaichandpura 


Jaiprakashpura 


Jaipur (m Corp.) (part) 3 


0812001301630100 


0812000801556500 


0812001301641500 


0812001301650100 


0812001041210000 



0.859 

Fresh 

1.155 

Fresh 

1.552 

Fresh 

2.312 

Fresh 

0.055 

Fresh 

0.133 

Fresh 

0.134 

Fresh 

0.163 

Fresh 

0.205 

Fresh 

0.300 

Fresh 

0.338 

Fresh 

0.356 

Fresh 

0.359 

Fresh 

0.366 

Fresh 

0.375 

Fresh 

0.386 

Fresh 

0.438 

Fresh 


0.473 

Fresh 

0.685 

Fresh 

0.800 

Fresh 

0.814 

Fresh 

1.263 

Fresh 


1.397 

Fresh 

1.437 

Fresh 


1.903 

Fresh 

2.335 

Fresh 

2.810 

Fresh 


3.488 

Fresh 

3.583 

Fresh 


3.602 

Fresh 

3.654 

Fresh 

5.248 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

2.712 

Non-command 

Older Alluvium 

0.000 

Non-command 

Phyllite & Schist 

2.656 

Non-command 

Older Alluvium 

1.937 

Non-command 

Older Alluvium 

0.021 

Non-command 

Older Alluvium 

3.262 

Non-command 

Quartzite 

0.303 

Non-command 

Older Alluvium 

1.154 

Non-command 

Older Alluvium 

2.699 

Non-command 

Older Alluvium 

4.181 

Non-command 

Older Alluvium 

1.128 

Non-command 

Older Alluvium 

1.574 

Non-command 

Phyllite & Schist 

2.046 

Non-command 

Older Alluvium 

0.164 

Non-command 

Phyllite & Schist 

0.559 

Non-command 

Younger Alluvium 

1.037 

Non-command 

Older Alluvium 

0.859 

Non-command 

Older Alluvium 

1.155 

Non-command 

Older Alluvium 

0.708 

Non-command 

Younger Alluvium 

2.312 

Non-command 

Younger Alluvium 

0.021 

Non-command 

Younger Alluvium 

0.100 

Non-command 

Younger Alluvium 

0.008 

Non-command 

Younger Alluvium 

0.147 

Non-command 

Younger Alluvium 

0.093 

Non-command 

Younger Alluvium 

0.300 

Non-command 

Younger Alluvium 

0.338 

Non-command 

Younger Alluvium 

0.356 

Non-command 

Younger Alluvium 

0.166 

Non-command 

Younger Alluvium 

0.366 

Non-command 

Younger Alluvium 

0.375 

Non-command 

Older Alluvium 

0.386 

Non-command 

Older Alluvium 

0.019 

Non-command 

Younger Alluvium 

0.419 

Non-command 

Younger Alluvium 

0.076 

Non-command 

Younger Alluvium 

0.685 

Non-command 

Younger Alluvium 

0.800 

Non-command 

Younger Alluvium 

0.612 

Non-command 

Older Alluvium 

0.144 

Non-command 

Younger Alluvium 

1.119 

Non-command 

Younger Alluvium 

0.796 

Non-command 

Older Alluvium 

1.290 

Non-command 

Younger Alluvium 

0.147 

Non-command 

Younger Alluvium 

1.140 

Non-command 

Younger Alluvium 

2.323 

Non-command 

Older Alluvium 

0.541 

Non-command 

Younger Alluvium 

2.267 

Non-command 

Younger Alluvium 

1.521 

Non-command 

Older Alluvium 

0.001 

Non-command 

Younger Alluvium 

3.582 

Non-command 

Younger Alluvium 

3.602 

Non-command 

Younger Alluvium 

2.745 

Non-command 

Older Alluvium 

3.835 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

60,000 

120 

70,000 

50,000 

120 

60,000 

30,000 

120 

130,000 

100,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

60,000 

40,000 

120 

130,000 

100,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

130,000 

100,000 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

130,000 

100,000 

120 

100,000 

90,000 

120 

130,000 

110,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.086 



0.011 

0.011 

0.011 

0.011 

0.011 

0.011 

- 

- 

0.011 

0.011 

0.011 

0.011 

0.011 

0.011 



0.011 

0.011 

0.011 

0.011 

0.011 

0.011 


0.022 

0.022 

0.011 

0.011 

0.022 

0.022 


0.022 

0.022 

0.043 

0.043 

0.011 

0.011 

0.043 

0.043 

0.032 

0.032 

- 

- 

0.065 

0.065 

0.065 

0.065 

0.054 

0.054 

0.065 

0.065 
































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Jaisinghpura 


Jaisinghpura @ Bas Bee 


Jaisinghpura @ Buhariy 


Jaisinghpura BasJeero 


Jotrawala 


Kalyanpura 


Kalyanpura_khatipura 


Kanariyawala 


Kanota 


Kanwarpura 


Kareda Bujurg 


Type of Area (Command / N< 
command) 



6.212 

Fresh 

6.891 

Fresh 

8.769 

Fresh 

8.815 

Fresh 

8.842 

Fresh 

9.184 

Fresh 

28.848 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Jaipura 

0812000808129033 

1.339 

Fresh 

Jaisalya 

0812001001583000 

3.653 

Fresh 


Non-command 


Non-command 



0812001301647900 



0812000801554500 

1.111 

0812000801555500 

1.314 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Jaisinghpura_khor 

0812000908129086 

15.010 

Fresh 

Jaitpura 

0812001301652500 

1.027 

Fresh 

Janki Ballabhpura 

0812001301639900 

1.316 

Fresh 

Jeerota 

0812000801555400 

1.394 

Fresh 


Jeetawala 

0812001201610400 

3.058 

Fresh 

Jhapda Kalan 

0812001301655600 

7.961 

Fresh 

Jhar 

0812001201615300 

11.427 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Jhujharpura 

0812001301639700 

0.765 

Fresh 

Jhujharpura_mendla 

0812000808129051 

1.556 

Fresh 


Non-command 


Non-command 




0812000808129010 

1.584 

Fresh 

0812000808129045 

3.551 

Fresh 

0812001201615800 

1.103 

Fresh 

0812001301640300 

4.115 

Fresh 

0812000808129017 

3.159 

Fresh 

0812001101603200 

2.491 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0812001201609800 


0812001301653000 


0822000302619500 


Saline Non-command 


11.551 Fresh Non-command 


3.976 Fresh Non-command 


17.107 Fresh Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Younger Alluvium 

1.123 

Non-command 

Younger Alluvium 

2.571 

Non-command 

Younger Alluvium 

0.249 

Non-command 

Quartzite 

0.002 

Non-command 

Younger Alluvium 

7.596 

Non-command 

Younger Alluvium 

7.812 

Non-command 

Younger Alluvium 

8.503 

Non-command 

Older Alluvium 

20.823 

Non-command 

Younger Alluvium 

4.975 

Non-command 

Older Alluvium 

7.746 

Non-command 

Quartzite 

3.123 

Non-command 

Younger Alluvium 

16.338 

Non-command 

Older Alluvium 

1.339 

Non-command 

Quartzite 

0.007 

Non-command 

Younger Alluvium 

2.381 

Non-command 

Older Alluvium 

3.213 

Non-command 

Older Alluvium 

1.703 

Non-command 

Older Alluvium 

1.033 

Non-command 

Older Alluvium 

0.001 

Non-command 

Older Alluvium 

0.772 

Non-command 

Older Alluvium 

0.077 

Non-command 

Younger Alluvium 

1.237 

Non-command 

Quartzite 

0.002 

Non-command 

Older Alluvium 

1.027 

Non-command 

Older Alluvium 

1.316 

Non-command 

Older Alluvium 

1.155 

Non-command 

Younger Alluvium 

0.239 

Non-command 

Younger Alluvium 

3.058 

Non-command 

Older Alluvium 

0.358 

Non-command 

Older Alluvium 

2.139 

Non-command 

Quartzite 

1.096 

Non-command 

Older Alluvium 

0.584 

Non-command 

Quartzite 

2.490 

Non-command 

Younger Alluvium 

0.592 

Non-command 

Older Alluvium 

0.765 

Non-command 

Older Alluvium 

0.756 

Non-command 

Quartzite 

0.029 

Non-command 

Younger Alluvium 

0.771 

Non-command 

Older Alluvium 

0.815 

Non-command 

Older Alluvium 

0.413 

Non-command 

Older Alluvium 

1.103 

Non-command 

Older Alluvium 

4.115 

Non-command 

Older Alluvium 

3.159 

Non-command 

Quartzite 

0.732 

Non-command 

Younger Alluvium 

1.759 

Non-command 

Quartzite 

0.030 

Non-command 

Younger Alluvium 

5.891 

Non-command 

Older Alluvium 

0.142 

Non-command 

Younger Alluvium 

1.565 

Non-command 

Younger Alluvium 

0.041 

Non-command 

Younger Alluvium 

11.327 

Non-command 

Older Alluvium 

3.976 

Non-command 

Older Alluvium 

1.284 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

ipd 

(IV 

(12) 

(13) 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

130,000 

100,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

70,000 

50,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

80,000 

50,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

90,000 

120 

100,000 

65,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

130,000 

100,000 

120 

80,000 

60,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

100,000 

65,000 

120 

100,000 

90,000 

120 

130,000 

100,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

100,000 

90,000 

120 

130,000 

110,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

90,000 

120 

100,000 

90,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.022 


0.043 




0.032 

0.032 

0.130 

0.130 

0.036 

0.036 

0.216 

0.232 


0.288 

0.744 

0.011 

0.011 

0.198 

0.198 

- 

- 

1.728 

2.328 

0.367 

0.367 

0.022 

0.022 








































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Khajalpura 


Khej'ri Khurd 


Type of Area (Command / N< 
command) 



Kareda Khurd 

0812001301640400 

3.720 

Fresh 

Kashipura 

0812001201618600 

2.190 

Fresh 

Keshopura 

0812001201612600 

1.784 

Fresh 


Non-command 


Non-command 


Non-command 



0812001301655900 

1.686 

0812001301637900 

3.662 




Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


1.953 Saline Non-command 



Khera Malookpura 

0812001201618300 

1.223 

Fresh 

Kheraraniwas 

0812001301653600 

1.149 

Fresh 

Khetapura 

0812000801554300 

1.163 

Fresh 

Khijooriya Ahiran 

0812001201613300 

4.150 

Fresh 

Khijooriya Brahman 

0812001201612500 

2.629 

Fresh 

Khijooriya Jatan 

0812001201613400 

2.199 

Fresh 


1.400 Fresh Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Khoosar 

0812000801555100 

1.014 

Fresh 

Khori 

0812000808129024 

3.077 

Fresh 


Non-command 


Non-command 


Kilkipura 


Kishanpura 


Kohlya 


Kot Khawada 


Kothoon 


Kushalpura 


Kuthara Kalan 


Kuthara Khurd 


Ladana Khurd 


0812001301630800 

1.543 

Saline 

0812001201617000 

2.748 

Fresh 

0812001301648300 

3.420 

Saline 

0812001301651100 

2.001 

Fresh 

0812001301635800 

18.479 

Fresh 

0812001301647500 

11.840 

Saline 

0812001301652300 

0.369 

Fresh 

0812001301653500 

0.473 

Fresh 

0812001201609100 

2.298 

Fresh 

0812001201609000 

2.072 

Fresh 

0812001301646600 

3.082 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Lakhawas 

0812001301639500 

2.327 

Fresh 

Lakhesara 

0812000808129073 

1.593 

Fresh 

Lasariya 

0812001301645900 

2.580 

Fresh 

Lasariya Goojran 

0812001201611000 

1.582 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Laxmi Damodarpura 


Laxminarayanpura 


Laxmipura 


0822000302628200 


1.763 Fresh 


Saline 


0812001001582800 

5.912 

0812000801554700 

0.586 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

0.032 

Non-command 

Older Alluvium 

3.493 

Non-command 

Quartzite 

0.688 

Non-command 

Older Alluvium 

2.795 

Non-command 

Older Alluvium 

0.967 

Non-command 

Older Alluvium 

0.626 

Non-command 

Younger Alluvium 

1.158 

Non-command 

Older Alluvium 

0.753 

Non-command 

Quartzite 

3.517 

Non-command 

Quartzite 

0.145 

Non-command 

Older Alluvium 

0.599 

Non-command 

Older Alluvium 

1.138 

Non-command 

Phyllite & Schist 

0.164 

Non-command 

Older Alluvium 

0.300 

Non-command 

Quartzite 

1.653 

Non-command 

Older Alluvium 

1.374 

Non-command 

Younger Alluvium 

0.026 

Non-command 

Older Alluvium 

0.253 

Non-command 

Older Alluvium 

0.019 

Non-command 

Older Alluvium 

1.163 

Non-command 

Younger Alluvium 

4.150 

Non-command 

Younger Alluvium 

2.629 

Non-command 

Older Alluvium 

0.003 

Non-command 

Younger Alluvium 

2.196 

Non-command 

Older Alluvium 

0.000 

Non-command 

Younger Alluvium 

1.114 

Non-command 

Older Alluvium 

2.688 

Non-command 

Younger Alluvium 

0.008 

Non-command 

Older Alluvium 

1.014 

Non-command 

Older Alluvium 

1.185 

Non-command 

Younger Alluvium 

1.892 

Non-command 

Quartzite 

1.543 

Non-command 

Older Alluvium 

2.748 

Non-command 

Quartzite 

3.420 

Non-command 

Older Alluvium 

2.001 

Non-command 

Older Alluvium 

18.479 

Non-command 

Quartzite 

6.346 

Non-command 

Older Alluvium 

0.369 

Non-command 

Older Alluvium 

0.471 

Non-command 

Younger Alluvium 

2.297 

Non-command 

Younger Alluvium 

2.039 

Non-command 

Older Alluvium 

0.044 

Non-command 

Quartzite 

0.644 

Non-command 

Older Alluvium 

2.327 

Non-command 

Younger Alluvium 

1.593 

Non-command 

Older Alluvium 

0.180 

Non-command 

Older Alluvium 

0.238 

Non-command 

Younger Alluvium 

1.344 

Non-command 

Phyllite & Schist 

0.483 

Non-command 

Phyllite & Schist 

1.281 

Non-command 

Younger Alluvium 

0.182 

Non-command 

Older Alluvium 

0.029 

Non-command 

Older Alluvium 

0.429 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

60,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

100,000 

90,000 

120 

100,000 

65,000 

120 

100,000 

65,000 

120 

100,000 

80,000 

120 

100,000 

90,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

100,000 

90,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

100,000 

90,000 

120 

130,000 

110,000 

120 

100,000 

65,000 

120 

100,000 

90,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

65,000 

120 

100,000 

80,000 

120 

100,000 

65,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

50,000 

30,000 

120 

100,000 

65,000 

120 

50,000 

30,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

50,000 

30,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

100,000 

90,000 

120 

130,000 

100,000 

120 

100,000 

90,000 

120 

100,000 

65,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

60,000 

30,000 

120 

110,000 

90,000 

120 

130,000 

100,000 

120 

90,000 

70,000 



MCM 

MCM 

(15) 

(16) 

~ 

~ 

0.036 

0.036 

0.004 

0.004 

0.281 

0.281 

0.016 

0.064 

0.039 

0.087 

0.086 

0.158 

0.140 

0.140 

0.125 

0.125 

0.004 

0.004 

0.076 

0.076 

0.078 

0.078 

0.007 

0.007 

0.018 

0.026 

0.065 

0.083 

0.227 

0.227 

- 

- 

0.055 

0.067 

0.011 

0.011 

0.288 

0.319 

0.490 

0.766 

0.470 

0.590 



0.016 

0.028 

0.077 

0.173 

0.029 

0.029 

0.040 

0.040 

0.011 

0.011 






































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Laxmipura @ Kathawala 


Laxmipura @ Nataniwala 


Laxmipura(laxmanpura) 


Looniyawas 


Machera 


Madan Mohanpura @ Thoo 


Mahachandpura 


Mahadeopura 


Mahal 


Mahapura @ Turkiya 


Type of Area (Command / N< 
command) 



0812001301651300 

2.526 

Fresh 

0812001301638600 

1.721 

Fresh 

0812000801553300 

0.508 

Fresh 

0812001301639300 

0.641 

Fresh 

0812000808129025 

1.819 

Fresh 

0812001008129082 

11.134 

Fresh 

0812001301655300 

0.738 

Fresh 

0812001301647700 

2.641 

Saline 

0812001301648600 

3.230 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0812000808129098 

2.900 

0822000302627200 

2.933 



Maharampura 


0812001301652400 

1.032 

Fresh 

0812001301636800 

1.499 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Maheshpura 

0812001301651200 

2.341 

Fresh 

Maila Bagh 

0812001001583100 

6.583 

Fresh 


Non-command 


Non-command 


Maksoodanpura @ Bara P 

0812001301631600 

2.011 

Saline 

Malpura Chaur 

0812000901564300 

2.532 

Fresh 

Malpuriya 

0812001301649000 

2.784 

Saline 

Malwa 

0812001301630500 

0.816 

Fresh 


Mandaliyan Meda 


Mangarh Khokhawala 


Manoharpura 


Manpur Doongri 


Manpur Nagalya 


Mansar Kheri 


Mathurawala 


Mohanpura 


Non-command 


Non-command 


Non-command 


Non-command 



0812001301649700 


Saline Non-command 


2.110 Fresh Non-command 


Saline Non-command 




0812000808129021 

1.932 

Fresh 

0812001201616900 

2.654 

Fresh 

0812001101606500 

8.468 

Fresh 


0812001301640100 


0812000801556900 


0812001201610700 


0812000801556700 


Non-command 


Non-command 


Non-command 


3.130 Fresh Non-command 


1.231 Saline Non-command 


5.471 Fresh Non-command 


2.330 Fresh Non-command 


Non-command 



Meerapura 

0812001301645000 

2.401 

Fresh 

Mohammadpura 

0812001301650300 

2.107 

Saline 




0812000801554100 

6.159 

Fresh 

0812001201615600 

2.657 

Fresh 

0812001301636400 

1.883 

Fresh 


Moondiya Khurd 


0812001301647000 


3.179 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Quartzite 

0.128 

Non-command 

Older Alluvium 

2.526 

Non-command 

Older Alluvium 

1.721 

Non-command 

Older Alluvium 

0.508 

Non-command 

Older Alluvium 

0.641 

Non-command 

Older Alluvium 

1.819 

Non-command 

Younger Alluvium 

1.944 

Non-command 

Older Alluvium 

0.087 

Non-command 

Quartzite 

2.641 

Non-command 

Older Alluvium 

1.071 

Non-command 

Quartzite 

2.159 

Non-command 

Older Alluvium 

2.900 

Non-command 

Phyllite & Schist 

1.887 

Non-command 

Phyllite & Schist 

0.552 

Non-command 

Older Alluvium 

0.627 

Non-command 

Younger Alluvium 

1.374 

Non-command 

Older Alluvium 

1.032 

Non-command 

Older Alluvium 

0.979 

Non-command 

Younger Alluvium 

0.520 

Non-command 

Older Alluvium 

2.341 

Non-command 

Quartzite 

0.043 

Non-command 

Younger Alluvium 

2.343 

Non-command 

Quartzite 

2.011 

Non-command 

Younger Alluvium 

0.173 

Non-command 

Phyllite & Schist 

2.784 

Non-command 

Older Alluvium 

0.202 

Non-command 

Quartzite 

0.362 

Non-command 

Quartzite 

0.252 

Non-command 

Younger Alluvium 

0.432 

Non-command 

Older Alluvium 

0.040 

Non-command 

Younger Alluvium 

1.638 

Non-command 

Older Alluvium 

0.205 

Non-command 

Younger Alluvium 

7.444 

Non-command 

Older Alluvium 

1.932 

Non-command 

Older Alluvium 

2.654 

Non-command 

Older Alluvium 

1.735 

Non-command 

Quartzite 

0.124 

Non-command 

Older Alluvium 

3.130 

Non-command 

Quartzite 

1.231 

Non-command 

Younger Alluvium 

5.452 

Non-command 

Older Alluvium 

0.356 

Non-command 

Older Alluvium 

0.566 

Non-command 

Quartzite 

1.408 

Non-command 

Quartzite 

0.207 

Non-command 

Younger Alluvium 

1.640 

Non-command 

Older Alluvium 

2.380 

Non-command 

Older Alluvium 

0.729 

Non-command 

Quartzite 

1.378 

Non-command 

Older Alluvium 

4.872 

Non-command 

Older Alluvium 

2.547 

Non-command 

Older Alluvium 

1.014 

Non-command 

Younger Alluvium 

0.870 

Non-command 

Older Alluvium 

3.179 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

30,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

130,000 

100,000 

120 

100,000 

90,000 

120 

130,000 

100,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

130,000 

100,000 

120 

90,000 

60,000 

120 

60,000 

30,000 

120 

100,000 

65,000 

120 

100,000 

80,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

130,000 

110,000 

120 

100,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

50,000 

30,000 

120 

110,000 

90,000 

120 

50,000 

30,000 

120 

100,000 

90,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

100,000 

65,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

65,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

100,000 

90,000 

120 

50,000 

30,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

130,000 

100,000 

120 

100,000 

65,000 

120 

100,000 

90,000 

120 

130,000 

110,000 

120 

100,000 

90,000 



Wells with 
Pumpset 


MCM 


(15) 


0.004 






















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Nanakpura @ Hema Ki Na 


Nandgaon Basri 


Nandkishorpura 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


6.402 Fresh Non-command 


1.120 Fresh Non-command 



Murlipura @ Mishra Ka 

0812000801554900 

0.341 

Fresh 

Nagal Narhar 

0822000302626800 

3.903 

Fresh 


Non-command 


Non-command 



Nagariyawala 

0812000808129096 

3.641 

Fresh 

Nai Ka Mahadeo 

0812001201621800 

3.208 

Fresh 


Non-command 


Non-command 



Nainwa 

0812001301647400 

4.248 

Saline 

Nainwa Ki Dhani 

0812001301650400 

0.700 

Fresh 


Non-command 


Non-command 



0812000801557100 


0812001301650500 


0812001301656900 


Saline Non-command 


2.380 Saline Non-command 


Fresh Non-command 


1.098 Saline Non-command 


Nandkishorpura_manya 

0812000808129030 

1.857 

Fresh 

Nandlalpura 

0812001301651000 

2.035 

Fresh 


Non-command 


Non-command 


Nangal Kama 

0812001201618900 

1.041 

Fresh 

Nangal Lar 

0812001301652100 

1.044 

Fresh 


Non-command 


Non-command 



NangalJaisa_bohra 

0812000908129064 

5.591 

Fresh 

Nanjipura 

0812001301630200 

0.748 

Fresh 

Narharpura 

0812001301640800 

2.766 

Fresh 

Narottampura 

0812001301653200 

4.269 

Fresh 

Narpatpura @ Haripura 

0812001301633000 

2.175 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Narsinghpura 

0812001301652600 

3.114 

Fresh 

Narsinghpura_raksa 

0812000808129049 

1.649 

Fresh 


Non-command 


Non-command 


Narya Ka Bas 

0812001301630300 

0.985 

Fresh 

Nayagaon 

0812001201617100 

1.768 

Fresh 

Nayla 

0812001101603000 

7.797 

Fresh 

Nenoopura 

0812001301653100 

3.854 

Fresh 

Nimodiya 

0812001301637700 

10.368 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Pachoora 

0812001301631500 

1.517 

Saline 

Palawala Jatan 

0812001201617600 

2.269 

Fresh 

Papar 

0812001101602700 

13.854 

Fresh 


Non-command 


Non-command 


Non-command 


Parmanandpura @ Mandal 


Peeliya 


Peepla Bai 


0812001301658400 


1.795 Fresh 


Saline 


0812001201617500 

7.314 

0812001201612200 

3.550 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

3.900 

Non-command 

Younger Alluvium 

0.056 

Non-command 

Quartzite 

0.722 

Non-command 

Younger Alluvium 

0.398 

Non-command 

Older Alluvium 

0.341 

Non-command 

Older Alluvium 

0.807 

Non-command 

Phyllite & Schist 

2.096 

Non-command 

Older Alluvium 

0.918 

Non-command 

Phyllite & Schist 

0.017 

Non-command 

Older Alluvium 

3.641 

Non-command 

Older Alluvium 

0.016 

Non-command 

Quartzite 

0.271 

Non-command 

Quartzite 

3.299 

Non-command 

Older Alluvium 

0.125 

Non-command 

Younger Alluvium 

0.392 

Non-command 

Older Alluvium 

0.184 

Non-command 

Quartzite 

2.380 

Non-command 

Younger Alluvium 

2.353 

Non-command 

Phyllite & Schist 

1.026 

Non-command 

Younger Alluvium 

0.073 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

1.845 

Non-command 

Younger Alluvium 

0.190 

Non-command 

Older Alluvium 

0.059 

Non-command 

Older Alluvium 

0.051 

Non-command 

Younger Alluvium 

0.992 

Non-command 

Older Alluvium 

0.380 

Non-command 

Quartzite 

0.016 

Non-command 

Older Alluvium 

0.026 

Non-command 

Quartzite 

3.404 

Non-command 

Younger Alluvium 

0.666 

Non-command 

Older Alluvium 

0.748 

Non-command 

Older Alluvium 

2.766 

Non-command 

Older Alluvium 

3.748 

Non-command 

Older Alluvium 

0.173 

Non-command 

Younger Alluvium 

2.001 

Non-command 

Older Alluvium 

3.114 

Non-command 

Quartzite 

0.476 

Non-command 

Younger Alluvium 

1.173 

Non-command 

Older Alluvium 

0.985 

Non-command 

Older Alluvium 

1.768 

Non-command 

Younger Alluvium 

7.705 

Non-command 

Older Alluvium 

3.854 

Non-command 

Older Alluvium 

3.822 

Non-command 

Younger Alluvium 

6.546 

Non-command 

Quartzite 

1.517 

Non-command 

Older Alluvium 

1.263 

Non-command 

Quartzite 

1.212 

Non-command 

Younger Alluvium 

0.704 

Non-command 

Older Alluvium 

1.348 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

0.607 

Non-command 

Younger Alluvium 

3.550 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

65,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

70,000 

50,000 

120 

60,000 

30,000 

120 

130,000 

100,000 

120 

100,000 

65,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

100,000 

90,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

130,000 

110,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

100,000 

90,000 

120 

130,000 

110,000 

120 

100,000 

65,000 

120 

100,000 

90,000 

120 

130,000 

110,000 

120 

100,000 

90,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

130,000 

110,000 

120 

100,000 

90,000 

120 

80,000 

60,000 

120 

130,000 

100,000 

120 

100,000 

90,000 

120 

100,000 

65,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

130,000 

110,000 

120 

50,000 

30,000 

120 

100,000 

65,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

70,000 

50,000 

120 

100,000 

65,000 

120 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.029 

0.029 

0.043 

0.043 

0.158 

0.158 

0.036 

0.036 

0.004 

0.004 

0.132 

0.132 

0.036 

0.036 

0.008 

0.008 



0.092 

0.092 

0.022 

0.022 










































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Peeplyabai Ka Barh 

0812001301632300 

0.472 

Fresh 

Phalyawas 

0812001201613900 

6.102 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 



Prahladpura 

0812000801557200 

2.939 

Saline 

Prahladpura @ Damakpur 

0812001301641400 

0.950 

Fresh 

Prithvi Pura 

0812001301652200 

1.117 

Fresh 


Non-command 


Non-command 


Non-command 


Puroshottampura @aleew 

0812001301641000 

3.439 

Fresh 

Radoli 

0812001301636000 

2.746 

Fresh 

Raghopura 

0812001301650600 

4.591 

Fresh 

Raghunandanpura @ Kank 

0812001301648800 

2.381 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Raipuriya Khurd 

0812001301638200 

2.072 

Saline 

Raj pura 

0812001201613800 

2.332 

Fresh 


Non-command 


Non-command 



Ramchandpura 

0812000801555200 

2.731 

Fresh 

Ramchandrapura 

0812001301653800 

2.014 

Fresh 

Ramji Pura 

0812001101603100 

2.151 

Fresh 

Ramlaxman Pura @ Thoon 

0812001301637200 

2.182 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Ramniwas 

0812001301650700 

5.253 

Fresh 

Rampura @ Kanwarpura 

0812000801556600 

1.606 

Fresh 

Rampura Bas Goner 

0812001301631300 

1.847 

Saline 


Non-command 


Non-command 


Non-command 


Rampura Bujurg 


0812001301640200 

2.550 

Fresh 

0812001301647800 

1.784 

Saline 


Non-command 


Non-command 



Rampurawas Doodhali 

0812001201615900 

1.698 

Fresh 

Ramrakhpura 

0812001201619100 

1.800 

Fresh 

Ramratanpura 

0812001201608400 

4.214 

Fresh 

Ramsar Palawala 

0812001201610600 

3.577 

Fresh 

Ramsinghpura 

0812001201610300 

4.089 

Fresh 

Ramsinghpura_bas_sanga 

0812000808129011 

3.594 

Fresh 

Ramzanipura 

0812001301633700 

5.001 

Fresh 

Ranipura 

0812001301630000 

0.277 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Raniyawas 

0812001101602400 

4.496 

Fresh 

Rasoolpura 

0812001301645100 

4.218 

Fresh 

Ratanpura 

0812001201614000 

3.483 

Fresh 


Non-command 


Non-command 


Non-command 


Rohtaspura 

0812001201615700 

1.712 

Fresh 

Roopaheri Kalan 

0812001301634000 

5.703 

Fresh 

Roopaheri Khurd With Bapugaon 

0812001301636700 

9.229 

Fresh 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Younger Alluvium 

0.472 

Non-command 

Older Alluvium 

0.026 

Non-command 

Younger Alluvium 

6.077 

Non-command 

Older Alluvium 

2.295 

Non-command 

Younger Alluvium 

0.778 

Non-command 

Quartzite 

2.939 

Non-command 

Older Alluvium 

0.543 

Non-command 

Older Alluvium 

1.085 

Non-command 

Younger Alluvium 

0.032 

Non-command 

Older Alluvium 

3.270 

Non-command 

Older Alluvium 

2.746 

Non-command 

Younger Alluvium 

4.591 

Non-command 

Older Alluvium 

2.305 

Non-command 

Phyllite & Schist 

0.077 

Non-command 

Quartzite 

2.072 

Non-command 

Older Alluvium 

2.245 

Non-command 

Younger Alluvium 

0.087 

Non-command 

Older Alluvium 

0.000 

Non-command 

Younger Alluvium 

1.951 

Non-command 

Older Alluvium 

0.248 

Non-command 

Younger Alluvium 

1.236 

Non-command 

Older Alluvium 

1.230 

Non-command 

Younger Alluvium 

0.194 

Non-command 

Older Alluvium 

2.731 

Non-command 

Older Alluvium 

0.151 

Non-command 

Younger Alluvium 

2.151 

Non-command 

Older Alluvium 

0.922 

Non-command 

Younger Alluvium 

1.260 

Non-command 

Older Alluvium 

1.351 

Non-command 

Younger Alluvium 

0.075 

Non-command 

Younger Alluvium 

5.253 

Non-command 

Older Alluvium 

1.606 

Non-command 

Older Alluvium 

0.001 

Non-command 

Quartzite 

1.846 

Non-command 

Older Alluvium 

2.550 

Non-command 

Older Alluvium 

1.054 

Non-command 

Quartzite 

0.730 

Non-command 

Older Alluvium 

1.698 

Non-command 

Older Alluvium 

0.069 

Non-command 

Younger Alluvium 

3.975 

Non-command 

Younger Alluvium 

3.577 

Non-command 

Younger Alluvium 

4.089 

Non-command 

Older Alluvium 

3.567 

Non-command 

Older Alluvium 

4.436 

Non-command 

Older Alluvium 

0.272 

Non-command 

Quartzite 

0.005 

Non-command 

Younger Alluvium 

1.894 

Non-command 

Older Alluvium 

1.161 

Non-command 

Older Alluvium 

1.713 

Non-command 

Younger Alluvium 

1.770 

Non-command 

Older Alluvium 

1.712 

Non-command 

Older Alluvium 

0.015 

Non-command 

Older Alluvium 

4.594 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

130,000 

110,000 

120 

100,000 

65,000 

120 

100,000 

80,000 

120 

100,000 

65,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

130,000 

110,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

100,000 

65,000 

120 

100,000 

80,000 

120 

100,000 

65,000 

120 

100,000 

80,000 

120 

100,000 

90,000 

120 

130,000 

110,000 

120 

100,000 

90,000 

120 

130,000 

110,000 

120 

130,000 

100,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

130,000 

110,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

110,000 

120 

130,000 

100,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

100,000 

90,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

100,000 

65,000 

120 

100,000 

65,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

65,000 

120 

100,000 

80,000 

120 

100,000 

65,000 

120 

100,000 

90,000 

120 

100,000 

90,000 



Tube Wells with 
Wells Pumpset 




MCM 

MCM 

(15) 

(16) 

0.079 

0.079 

- 

- 

0.883 

1.303 

0.047 

0.179 

0.019 

0.067 

0.007 

0.007 

0.022 

0.022 

0.022 

0.022 

- 

- | 

0.216 

0.216 

1.512 

1.512 

0.251 

0.251 

0.306 

0.306 

0.007 

0.007 

0.050 

0.050 

0.390 

0.450 

0.019 

0.019 



0.620 

0.620 

0.180 

0.180 



















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Sankh Shyopuri 


Sanpla 


Sanwaliya 


Sanwant Ka Bas 


Sevapura 


Shakkar Khawada 


Shri Brijpura 


Shri Chandpura 


Type of Area (Command / N< 
command) 



Rooppura 

0812001201612000 

2.873 

Fresh 

Sadarampura 

0812001301643000 

1.580 

Fresh 

Sadashivpura @ Yarlipu 

0812001301638500 

3.596 

Fresh 

Saipura 

0812000808129016 

4.180 

Fresh 

Salagrampura 

0812001301638800 

2.060 

Fresh 

Salgirampura 

0812000801556100 

1.431 

Fresh 

Sambhariya 

0812001201612700 

8.396 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0812001201611700 


0812001301649800 


4.684 Fresh Non-command 


3.516 Fresh Non-command 


Saline Non-command 



0812001301648500 


0812000801554400 


Saline Non-command 


8.607 Saline Non-command 


1.073 Fresh Non-command 


Saline Non-command 



Sawai Jaisinghpura 

0812001301636200 

3.310 

Fresh 

Seemlyawas Watka 

0812001301641600 

2.088 

Fresh 

Seesyawas 

0812000801555600 

1.088 

Fresh 




0812001201609300 


0812001301650000 


0.532 Fresh Non-command 


6.185 Fresh Non-command 


Saline Non-command 



Shankarpura 

0812001201618500 

2.107 

Fresh 

Shikarpura 

0812000808129061 

2.669 

Fresh 

Shivdaspura 

0812001301630900 

8.316 

Fresh 




Saline Non-command 


0812001301647600 


0812001301648900 


1.187 Saline Non-command 


1.587 Fresh Non-command 


Saline Non-command 



Shri Jagdishpura 

0812001201612800 

2.846 

Fresh 

Shri Kishanpura 

0812000801555300 

4.144 

Fresh 


Non-command 


Non-command 



Shri Nagar 


0812001301635400 

1.038 

Fresh 

0812001301642800 

1.260 

Fresh 

0812001301646900 

2.213 

Fresh 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Younger Alluvium 

4.635 

Non-command 

Older Alluvium 

1.034 

Non-command 

Quartzite 

0.144 

Non-command 

Younger Alluvium 

2.873 

Non-command 

Older Alluvium 

0.901 

Non-command 

Older Alluvium 

3.596 

Non-command 

Older Alluvium 

0.011 

Non-command 

Older Alluvium 

2.060 

Non-command 

Older Alluvium 

1.431 

Non-command 

Older Alluvium 

2.747 

Non-command 

Younger Alluvium 

5.650 

Non-command 

Older Alluvium 

51.225 

Non-command 

Quartzite 

0.068 

Non-command 

Younger Alluvium 

7.672 

Non-command 

Younger Alluvium 

4.684 

Non-command 

Younger Alluvium 

1.319 

Non-command 

Older Alluvium 

0.515 

Non-command 

Younger Alluvium 

1.682 

Non-command 

Older Alluvium 

0.312 

Non-command 

Quartzite 

0.059 

Non-command 

Younger Alluvium 

0.917 

Non-command 

Older Alluvium 

0.017 

Non-command 

Quartzite 

0.324 

Non-command 

Older Alluvium 

0.852 

Non-command 

Quartzite 

6.878 

Non-command 

Older Alluvium 

0.563 

Non-command 

Older Alluvium 

0.395 

Non-command 

Quartzite 

0.115 

Non-command 

Older Alluvium 

3.310 

Non-command 

Older Alluvium 

0.151 

Non-command 

Older Alluvium 

0.002 

Non-command 

Quartzite 

0.028 

Non-command 

Younger Alluvium 

1.058 

Non-command 

Younger Alluvium 

0.532 

Non-command 

Younger Alluvium 

5.303 

Non-command 

Older Alluvium 

0.258 

Non-command 

Younger Alluvium 

0.625 

Non-command 

Older Alluvium 

0.288 

Non-command 

Older Alluvium 

0.528 

Non-command 

Older Alluvium 

0.194 

Non-command 

Quartzite 

0.383 

Non-command 

Older Alluvium 

0.000 

Non-command 

Quartzite 

7.739 

Non-command 

Quartzite 

1.187 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Older Alluvium 

0.018 

Non-command 

Phyllite & Schist 

1.569 

Non-command 

Older Alluvium 

2.819 

Non-command 

Older Alluvium 

3.389 

Non-command 

Younger Alluvium 

0.754 

Non-command 

Older Alluvium 

0.078 

Non-command 

Older Alluvium 

0.029 

Non-command 

Older Alluvium 

0.827 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

ipd 

(IV 

(12) 

(13) 

120 

130,000 

110,000 

120 

100,000 

90,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

130,000 

100,000 

120 

100,000 

90,000 

120 

130,000 

100,000 

120 

100,000 

65,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

80,000 

60,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

60,000 

40,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

130,000 

100,000 

120 

80,000 

60,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

100,000 

65,000 

120 

130,000 

100,000 

120 

100,000 

90,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

90,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

100,000 

65,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.739 

0.739 

0.065 

0.065 

0.005 

0.005 

0.038 

0.638 

0.054 

0.054 

0.551 

0.551 

- 

- 

0.259 

0.259 

0.060 

0.060 

0.125 

0.161 

0.317 

0.401 

1.032 

1.032 

- 

- 

0.144 

0.144 

0.163 

0.187 

0.119 

0.119 

0.024 

0.024 

0.092 

0.092 

0.022 

0.022 



0.007 

0.007 

0.066 

0.066 

0.335 

0.335 

0.108 

0.124 

0.059 

0.070 

0.007 

0.007 

0.475 

0.475 

0.022 

0.022 



0.194 

0.248 

0.040 

0.040 



0.011 

0.011 

0.203 

0.299 

0.024 

0.024 






















































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Shri Niwaspura @ Ahira 


Shri Raghunathpura 


Shri Rajdhirajpura 


Shri Ram Ki Nangal 


Shri Rampura 


Shri Rooppura 


Shri Sampatpura 


Shri_govindpura 


Shripura 


Shyampura 


Shyampura Kacholiya 


Shyopur 


Shyosinghpura @ Kallaw 


Sindoli 


Siroli 


Sujanpura 


Sukh Chainpura 


Sukhdeopura @ Nataniwa 


Sukhdeopura @ Nohara 


Sukhpura 


Sumel 


Sundarpura Ka Barh 


Surajpura 


Swaimadhosinghpura 


Tajkhan Ka Bas 


Tajpura 


Teelawala 


Thali 


Theekariya Goojran 


Theekariya Meenan 


Thooni Jailalpura 


Tigariya 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Census Code 

Area 



sq.km 


(3) 

(4) 

(5) 



Saline 

0812001301646800 

2.216 

Fresh 

0812001301657900 

1.087 

Fresh 

0822000302627100 

2.238 

Fresh 

0812000801553500 

1.783 

Fresh 

0812001201611400 

3.566 

Fresh 

0822000302628100 

0.973 

Fresh 

0812001301657400 

1.907 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 




0812000808129056 


0812001301658200 


0812001201614900 


0812001301652800 


0812000801554600 



0812001201613700 

3.543 

0812000808129048 

2.684 

0812000801553700 

2.446 

0812001201611500 

5.655 

0812000801555900 

7.640 




Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Siroojyan 

0812001301639200 

1.707 

Fresh 

Sitapura 

0812000808129018 

1.916 

Fresh 

Sitarampura 

0812001301632900 

0.679 

Fresh 


Non-command 


Non-command 


Non-command 



0812001201615500 

2.027 

0822000302627300 

2.561 



0812000801553400 

0.515 

0812000801553600 

0.850 

0812000808129066 

0.473 

0812000901563900 

4.756 

0822000302627500 

2.631 

0812000801552500 

2.034 

0812001301632100 

0.557 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 






Saline 

0812001301634700 

3.292 

Fresh 

0812001301649900 

1.859 

Fresh 

0812000808129067 

2.035 

Fresh 

0812001301643300 

4.499 

Fresh 

0812001301656400 

4.695 

Fresh 

0812001301657500 

2.423 

Fresh 

0812001301638300 

1.342 

Saline 

0812001301648000 

4.798 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

1.237 

Non-command 

Older Alluvium 

1.000 

Non-command 

Older Alluvium 

0.753 

Non-command 

Phyllite & Schist 

0.527 

Non-command 

Older Alluvium 

1.783 

Non-command 

Younger Alluvium 

3.566 

Non-command 

Phyllite & Schist 

0.021 

Non-command 

Older Alluvium 

1.062 

Non-command 

Younger Alluvium 

0.839 

Non-command 

Younger Alluvium 

0.006 

Non-command 

Older Alluvium 

1.403 

Non-command 

Older Alluvium 

0.557 

Non-command 

Older Alluvium 

0.235 

Non-command 

Older Alluvium 

1.875 

Non-command 

Older Alluvium 

1.655 

Non-command 

Older Alluvium 

0.089 

Non-command 

Older Alluvium 

3.355 

Non-command 

Older Alluvium 

2.684 

Non-command 

Older Alluvium 

1.426 

Non-command 

Younger Alluvium 

5.655 

Non-command 

Older Alluvium 

0.036 

Non-command 

Quartzite 

1.149 

Non-command 

Younger Alluvium 

6.435 

Non-command 

Older Alluvium 

1.707 

Non-command 

Older Alluvium 

1.916 

Non-command 

Older Alluvium 

0.001 

Non-command 

Younger Alluvium 

0.678 

Non-command 

Older Alluvium 

0.235 

Non-command 

Phyllite & Schist 

0.002 

Non-command 

Quartzite 

0.013 

Non-command 

Older Alluvium 

0.047 

Non-command 

Quartzite 

0.622 

Non-command 

Older Alluvium 

1.997 

Non-command 

Phyllite & Schist 

0.538 

Non-command 

Phyllite & Schist 

2.022 

Non-command 

Older Alluvium 

0.515 

Non-command 

Older Alluvium 

0.850 

Non-command 

Older Alluvium 

0.473 

Non-command 

Younger Alluvium 

3.015 

Non-command 

Phyllite & Schist 

0.016 

Non-command 

Older Alluvium 

0.043 

Non-command 

Older Alluvium 

0.027 

Non-command 

Quartzite 

0.321 

Non-command 

Younger Alluvium 

0.028 

Non-command 

Quartzite 

0.182 

Non-command 

Older Alluvium 

0.259 

Non-command 

Younger Alluvium 

1.859 

Non-command 

Older Alluvium 

2.035 

Non-command 

Older Alluvium 

0.225 

Non-command 

Older Alluvium 

4.695 

Non-command 

Older Alluvium 

2.423 

Non-command 

Quartzite 

1.342 

Non-command 

Older Alluvium 

2.675 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

50,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

100,000 

90,000 

120 

130,000 

110,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

100,000 

90,000 

120 

100,000 

65,000 

120 

100,000 

90,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

100,000 

65,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

80,000 

60,000 

120 

130,000 

100,000 

120 

100,000 

90,000 

120 

130,000 

100,000 

120 

100,000 

90,000 

120 

130,000 

110,000 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

100,000 

65,000 

120 

90,000 

60,000 

120 

60,000 

30,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

130,000 

100,000 

120 

100,000 

90,000 

120 

60,000 

40,000 

120 

130,000 

110,000 

120 

50,000 

30,000 

120 

100,000 

90,000 

120 

130,000 

110,000 

120 

130,000 

100,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

50,000 

30,000 

120 

100,000 

90,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.018 

0.018 

- 

- 

0.054 

0.054 

0.014 

0.014 

0.528 

1.464 

0.106 

0.298 


0.086 

0.086 

0.079 

0.079 



0.101 

0.149 

0.924 

1.314 

0.097 

0.097 

0.132 

0.132 



0.039 

0.123 

0.022 

0.022 

0.043 

0.043 

0.108 

0.342 

0.300 

0.799 

0.468 

1.420 

0.551 

0.551 



0.007 

0.007 

0.043 

0.043 

0.132 

0.132 

0.288 

0.319 

0.022 

0.022 

0.961 

0.961 

0.972 

0.972 

0.004 

0.004 

0.140 

0.140 







































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


07009064 


Vishanpura 


Barh Jeewansingh 


Barh Kothimundha 


Barh Ramsar 


Barh Sariya 


Barriya 


Bhanwarpura 


Type of Area (Command / N< 
command) 



Todabhata 

0812001201616100 

4.342 

Fresh 

Trilokinathpura 

0812001301657700 

3.894 

Fresh 

Trilokpura 

0812001201614200 

1.134 

Fresh 

Udaipur_gilhariya 

0812000808129058 

1.704 

Fresh 

Udaipura 

0812001301640900 

3.607 

Fresh 

Ugariyawas 

0812001301636500 

1.372 

Fresh 


Vidhani 

0812000801556400 

2.717 

Fresh 

Vijai Mukundpura @ Hir 

0812001201608600 

3.497 

Fresh 

Vijaypura 

0812000901564400 

3.958 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0812001301655400 

2.547 

Fresh 

0812001301656600 

1.412 

Fresh 


Vishansinghpura 

0812001201611900 

2.271 

Fresh 

Vrindawanpura @ Roopwa 

0812001301650800 

3.534 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Ada Doongar 

0809000601253200 

12.757 

Fresh 

Adooda 

0809000601249000 

3.418 

Fresh 

Alampur 

0809000401234500 

0.999 

Fresh 

Aurach 

0809000601248400 

3.861 

Fresh 

Bairunda 

0809000601244500 

6.126 

Fresh 


Bajna 

0809000601253500 

4.945 

Fresh 

Baloti 

0809000601245000 

7.491 

Fresh 


Non-command 


Kalisil 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Bapoti 

0809000601252700 

1.817 

Fresh 

Barh Bhoodhar 

0809000601246600 

0.768 

Fresh 


Non-command 


Non-command 



0809000601246300 


0809000601246400 



Barh Milakpur 

0810000101271400 

3.150 

Fresh 

Barh Pratapsingh 

0809000601246500 

1.268 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



0810000101271000 


0809000601246100 



Barh Tatwara 

0810000101272300 

17.123 

Fresh 

Baroda 

0809000601243900 

2.169 

Fresh 



0809000401235000 


0809000601246200 


Non-command 


Non-command 


Non-command 


Kalisil 


Non-command 


Non-command 



Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Younger Alluvium 

2.123 

Non-command 

Older Alluvium 

0.571 

Non-command 

Older Alluvium 

0.456 

Non-command 

Older Alluvium 

1.134 

Non-command 

Older Alluvium 

1.704 

Non-command 

Older Alluvium 

3.607 

Non-command 

Older Alluvium 

0.029 

Non-command 

Younger Alluvium 

1.343 

Non-command 

Older Alluvium 

2.717 

Non-command 

Younger Alluvium 

3.497 

Non-command 

Older Alluvium 

1.177 

Non-command 

Younger Alluvium 

2.700 

Non-command 

Older Alluvium 

2.808 

Non-command 

Younger Alluvium 

0.161 

Non-command 

Older Alluvium 

0.849 

Non-command 

Older Alluvium 

1.412 

Non-command 

Younger Alluvium 

0.001 

Non-command 

Younger Alluvium 

2.271 

Non-command 

Older Alluvium 

0.249 

Non-command 

Younger Alluvium 

3.285 

Non-command 

Older Alluvium 

0.249 

Non-command 

Younger Alluvium 

1.167 

Non-command 

Bhander Sandstone 

2.973 

Command 

Older Alluvium 

0.086 

Non-command 

Older Alluvium 

0.999 

Non-command 

Older Alluvium 

3.861 

Non-command 

Bhander Sandstone 

0.273 

Non-command 

Older Alluvium 

5.811 

Non-command 

Bhander Sandstone 

0.590 

Non-command 

Older Alluvium 

5.769 

Non-command 

Quartzite 

0.386 

Non-command 

Bhander Sandstone 

1.390 

Non-command 

Older Alluvium 

0.220 

Non-command 

Bhander Sandstone 

1.435 

Non-command 

Bhander Sandstone 

0.024 

Non-command 

Older Alluvium 

0.744 

Non-command 

Bhander Sandstone 

1.551 

Non-command 

Older Alluvium 

0.526 

Non-command 

Bhander Sandstone 

0.374 

Non-command 

Older Alluvium 

0.456 

Non-command 

Older Alluvium 

2.213 

Non-command 

Bhander Sandstone 

0.556 

Non-command 

Older Alluvium 

0.698 

Non-command 

Older Alluvium 

1.764 

Non-command 

Quartzite 

0.954 

Non-command 

Bhander Sandstone 

0.352 

Non-command 

Older Alluvium 

0.121 

Non-command 

Older Alluvium 

10.580 

Command 

Older Alluvium 

0.241 

Non-command 

Older Alluvium 

0.360 

Non-command 

Bhander Sandstone 

0.380 

Non-command 

Older Alluvium 

1.189 

Non-command 

Bhander Sandstone 

0.109 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

130,000 

110,000 

120 

100,000 

65,000 

120 

100,000 

90,000 

120 

100,000 

65,000 

120 

130,000 

100,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

130,000 

110,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

130,000 

110,000 

120 

100,000 

80,000 

120 

100,000 

90,000 

120 

130,000 

110,000 

120 

100,000 

90,000 

120 

130,000 

110,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

130,000 

100,000 

120 

220,000 

200,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

90,000 

70,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

130,000 

120,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

130,000 

120,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

180,000 

150,000 



Tube Wells with 
Wells Pumpset 




MCM 

MCM 

(15) 

(16) 

0.132 

0.132 

0.023 

0.095 

0.043 

0.043 

0.031 

0.247 

- 

0.062 

0.216 

0.216 

- 

- 

0.172 

0.172 

0.024 

0.024 

0.173 

0.353 

0.054 

0.054 

0.119 

0.119 

0.036 

0.036 


0.076 

0.076 

0.270 

0.270 


0.221 

0.305 

0.022 

0.022 

0.422 

0.422 

0.065 

0.065 

0.343 

0.343 

0.198 

0.198 


0.192 

0.317 

1.320 

1.320 

0.036 

0.036 

0.912 

0.965 

0.072 

0.072 

0.792 

1.109 

0.017 

0.028 

0.558 

0.623 

0.120 

0.146 

0.396 

0.396 


























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Choragaon 


Dabra 


Dalapura Shastri 


Dayarampura 


Dikoli Kalan 


Dikoli Khurd 


Doondipura 


Gangurda 


Gopalgarh 


Gopipura 



Chhawa 

0810000101265400 

6.376 

Fresh 

Chooli (Rural) 

0810000101265600 

13.639 

Fresh 


Non-command 


Non-command 



0809000601251300 


0809000601247600 


0809000401234600 


0809000601244200 


4.258 Fresh 


9.534 Fresh 


1.228 Fresh 


3.966 Fresh 


Kalisil 


Non-command 


Non-command 



Dhay 

0810000101269300 

3.454 

Fresh 

Dhoolwas 

0809000601251400 

2.938 

Fresh 


Kalisil 


Non-command 


Non-command 


Kalisil 


Non-command 



0809000601247300 2.771 Fresh Non-command 


0809000601246900 


0809000601248800 


3.322 Fresh 


2.570 Fresh 


Edalpur 

0809000601243600 

10.627 

Fresh 

Gajjupura 

0809000601251600 

1.805 

Fresh 


Non-command 


Kalisil 


Non-command 


Non-command 


Kalisil 



0809000401235900 


Non-command 


6.855 Fresh Non-command 


Gerai 

0809000401236000 

9.502 

Fresh 

Gerai Ki Guwari 

0809000401235800 

1.375 

Fresh 


Ghurakar 

0809000401235400 

8.197 

Fresh 

Gokalpura 

0809000601246000 

0.367 

Fresh 



0809000401234400 


0809000601251900 


2.767 Fresh Non-command 


0.345 Fresh kalisil 



Gothra 

0809000601252500 

9.775 

Fresh 

Hanjapur 

0809000601246700 

1.003 

Fresh 


Kalisil 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.542 

Non-command 

Bhander Sandstone 

1.706 

Non-command 

Older Alluvium 

15.751 

Non-command 

Quartzite 

0.474 

Command 

Older Alluvium 

0.554 

Non-command 

Older Alluvium 

1.060 

Non-command 

Bhander Sandstone 

1.637 

Non-command 

Older Alluvium 

1.005 

Non-command 

Quartzite 

0.274 

Non-command 

Older Alluvium 

0.488 

Non-command 

Quartzite 

0.629 

Command 

Older Alluvium 

2.409 

Non-command 

Older Alluvium 

1.849 

Non-command 

Bhander Sandstone 

5.101 

Non-command 

Older Alluvium 

4.149 

Non-command 

Bhander Sandstone 

0.341 

Non-command 

Older Alluvium 

0.888 

Command 

Older Alluvium 

1.670 

Non-command 

Older Alluvium 

2.296 

Non-command 

Older Alluvium 

0.000 

Command 

Older Alluvium 

0.443 

Non-command 

Bhander Sandstone 

0.000 

Non-command 

Older Alluvium 

0.594 

Non-command 

Bhander Sandstone 

1.682 

Non-command 

Older Alluvium 

0.981 

Non-command 

Bhander Sandstone 

2.482 

Non-command 

Older Alluvium 

0.840 

Command 

Older Alluvium 

1.446 

Non-command 

Older Alluvium 

0.021 

Non-command 

Older Alluvium 

4.800 

Command 

Bhander Sandstone 

0.041 

Command 

Older Alluvium 

1.219 

Non-command 

Bhander Sandstone 

0.396 

Non-command 

Older Alluvium 

0.022 

Non-command 

Bhander Sandstone 

5.663 

Non-command 

Older Alluvium 

1.122 

Non-command 

Bhander Sandstone 

9.171 

Non-command 

Bhander Sandstone 

1.222 

Non-command 

Older Alluvium 

0.153 

Non-command 

Bhander Sandstone 

1.563 

Non-command 

Bhander Sandstone 

0.019 

Non-command 

Older Alluvium 

0.349 

Non-command 

Bhander Sandstone 

0.025 

Non-command 

Older Alluvium 

1.562 

Command 

Bhander Sandstone 

0.005 

Command 

Older Alluvium 

0.001 

Non-command 

Bhander Sandstone 

0.070 

Non-command 

Older Alluvium 

0.269 

Command 

Older Alluvium 

3.661 

Non-command 

Older Alluvium 

0.721 

Non-command 

Bhander Sandstone 

8.304 

Non-command 

Bhander Sandstone 

0.660 

Non-command 

Older Alluvium 

0.343 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

220,000 

200,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

90,000 

70,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

130,000 

120,000 

120 

220,000 

200,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

220,000 

200,000 



Wells with 
Pumpset 


MCM 


(15) 


0.144 




0.528 

0.528 

0.018 

0.018 

0.624 

0.835 

0.144 

0.187 
































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Hanumanpura 


Harisinghpura 


Hariya Ka Mandir 


Hirapur 

0810000101271600 

5.102 

Fresh 

Inayati 

0809000601248200 

8.103 

Fresh 


Jakhoda 


Jatwari 


Jeerota 


Jori 


Kali Doongri 


Kashipura 


Khawda 


Khera 


Khidarpur 


Khirkhira 


Khirkhiri 


Kudawada 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


2.050 Fresh Non-command 


0809000401235300 


0809000601244600 2.935 Fresh Non-command 


0809000601252400 3.904 Fresh Non-command 


Non-command 


Non-command 


Kalisil 


Non-command 


0809000601248300 


7.682 Fresh 




0809000601245300 4.798 Fresh Non-command 


0809000601244100 


9.528 Fresh Kalisil 


Non-command 


0.743 Fresh kalisil 


Jorli 

0809000601248600 

2.343 

Fresh 

Kachroda 

0809000601247400 

4.656 

Fresh 




Keeratpura 

0809000601252000 

1.033 

Fresh 

Khanpur 

0809000601251200 

2.897 

Fresh 


0809000601252200 0.760 Fresh Non-command 


0809000401235600 1.555 Fresh Non-command 


Non-command 


Kalisil 


Non-command 


Kalisil 


0809000601251500 



2.271 Fresh 


Non-command 


0809000601247000 2.816 Fresh Non-command 


0809000601244700 7.835 Fresh Non-command 


1.742 Fresh 


0809000401235200 


Non-command 



0809000601244900 

11.007 

Fresh 

0809000601247900 

5.911 

Fresh 


Kholai 

0810000101271700 

3.913 

Fresh 

Kishorpura 

0809000601248700 

2.854 

Fresh 


0809000601247200 


6.521 Fresh 


Kurgaon 

0809000601245700 

3.902 

Fresh 

Lalpur 

0810000101269100 

3.533 

Fresh 

Lauhra 

0809000401236100 

32.078 

Fresh 


Non-command 


Non-command 


Non-command 


Kalisil 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bhander Sandstone 

0.196 

Non-command 

Older Alluvium 

1.853 

Non-command 

Bhander Sandstone 

0.974 

Non-command 

Older Alluvium 

1.962 

Non-command 

Bhander Sandstone 

3.866 

Non-command 

Older Alluvium 

0.038 

Non-command 

Older Alluvium 

5.102 

Non-command 

Bhander Sandstone 

1.177 

Non-command 

Older Alluvium 

6.282 

Command 

Older Alluvium 

0.413 

Non-command 

Bhander Sandstone 

0.223 

Non-command 

Older Alluvium 

7.045 

Non-command 

Bhander Sandstone 

0.619 

Non-command 

Older Alluvium 

4.126 

Command 

Older Alluvium 

6.779 

Non-command 

Older Alluvium 

2.079 

Command 

Bhander Sandstone 

0.001 

Command 

Older Alluvium 

0.726 

Non-command 

Older Alluvium 

0.017 

Command 

Older Alluvium 

0.025 

Non-command 

Bhander Sandstone 

4.142 

Non-command 

Older Alluvium 

0.431 

Non-command 

Bhander Sandstone 

0.555 

Non-command 

Older Alluvium 

0.204 

Non-command 

Bhander Sandstone 

1.254 

Non-command 

Older Alluvium 

0.301 

Non-command 

Bhander Sandstone 

1.033 

Command 

Older Alluvium 

2.881 

Non-command 

Older Alluvium 

0.016 

Command 

Bhander Sandstone 

0.157 

Command 

Older Alluvium 

0.111 

Non-command 

Bhander Sandstone 

0.234 

Non-command 

Older Alluvium 

0.127 

Non-command 

Bhander Sandstone 

0.076 

Non-command 

Older Alluvium 

2.740 

Non-command 

Older Alluvium 

4.919 

Non-command 

Quartzite 

1.986 

Non-command 

Bhander Sandstone 

1.711 

Non-command 

Older Alluvium 

0.031 

Non-command 

Older Alluvium 

9.730 

Non-command 

Bhander Sandstone 

2.164 

Non-command 

Older Alluvium 

3.216 

Non-command 

Older Alluvium 

0.441 

Command 

Older Alluvium 

0.117 

Non-command 

Older Alluvium 

1.599 

Non-command 

Bhander Sandstone 

5.287 

Non-command 

Older Alluvium 

0.848 

Non-command 

Older Alluvium 

1.329 

Non-command 

Older Alluvium 

0.076 

Non-command 

Bhander Sandstone 

5.670 

Non-command 

Older Alluvium 

0.052 

Non-command 

Bhander Sandstone 

5.030 

Non-command 

Older Alluvium 

0.899 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

130,000 

120,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

220,000 

200,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

130,000 

120,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

130,000 

120,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

180,000 

150,000 

120 

220,000 

200,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.475 

1.161 

0.396 

0.396 

2.808 

2.808 

0.120 

0.120 

0.054 

0.054 

1.968 

1.968 

0.018 

0.018 

0.216 

0.295 

1.920 

1.920 

0.600 

0.600 


































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Lokeshnagar 

0809000601253000 

2.221 

Fresh 

Looloj 

0809000601248000 

3.252 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Mahmadpur 


Maholi 


0809000601245800 


0809000401236700 


5.320 Fresh 


15.758 Fresh 


Non-command 


Non-command 


Manda 

0809000601243700 

4.893 

Fresh 

Mandawara 

0809000601245900 

5.784 

Fresh 


Mangrol 

0809000601252800 

1.904 

Fresh 

Manoharpura 

0809000401235500 

4.396 

Fresh 


Masawata 

0809000601244400 

7.272 

Fresh 

Meenapura 

0809000601243800 

3.260 

Fresh 


Mijhaura 

0809000601253100 

3.583 

Fresh 

Milakpur 

0810000101271500 

2.124 

Fresh 


Narauli 

0809000601244300 

9.367 

Fresh 

Narayanpur 

0810000101271100 

1.585 

Fresh 

Neemoda 

0809000601243500 

22.542 

Fresh 

Paharpura 

0809000601248900 

3.911 

Fresh 


Pator Shastri 

0809000401234700 

1.932 

Fresh 

Peelodapura 

0809000601248100 

1.832 

Fresh 

Ramsar 

0810000101271300 

2.562 

Fresh 



Ratanapura 


Reechhoti 


Semarda 


Shekhpura 


Singoopura 


Suratpura 


Tajpur 


0809000601252100 


0.733 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kalisil 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kalisil 


Non-command 


Non-command 


Non-command 


Non-command 


Kalisil 


Non-command 


Non-command 



Sadpura 

0809000601247700 

2.727 

Fresh 

Salempur 

0809000601245200 

8.069 

Fresh 


Non-command 


Non-command 



0810000101269000 

6.618 

Fresh 

0809000401235700 

2.892 

Fresh 

0809000601247500 

4.065 

Fresh 

0809000601247800 

6.019 

Fresh 

0809000601252600 

1.393 

Fresh 

0810000101265500 

4.667 

Fresh 


Tatwara 

0810000101271200 

2.008 

Fresh 

Thooma 

0809000601246800 

3.468 

Fresh 


Totolai 

0810000101270900 

1.710 

Fresh 

Tursangpura 

0809000601251800 

5.120 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kalisil 



Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bhander Sandstone 

0.134 

Non-command 

Bhander Sandstone 

1.307 

Non-command 

Older Alluvium 

1.640 

Non-command 

Bhander Sandstone 

1.910 

Non-command 

Older Alluvium 

1.146 

Non-command 

Bhander Sandstone 

0.240 

Non-command 

Older Alluvium 

0.381 

Non-command 

Older Alluvium 

4.890 

Non-command 

Bhander Sandstone 

2.916 

Non-command 

Older Alluvium 

2.868 

Non-command 

Bhander Sandstone 

1.301 

Non-command 

Bhander Sandstone 

2.250 

Non-command 

Older Alluvium 

2.146 

Non-command 

Older Alluvium 

7.222 

Command 

Older Alluvium 

0.959 

Non-command 

Older Alluvium 

2.248 

Non-command 

Bhander Sandstone 

3.244 

Non-command 

Older Alluvium 

0.095 

Non-command 

Quartzite 

0.001 

Non-command 

Older Alluvium 

8.704 

Non-command 

Older Alluvium 

1.585 

Non-command 

Older Alluvium 

3.371 

Command 

Older Alluvium 

3.335 

Non-command 

Older Alluvium 

0.576 

Non-command 

Older Alluvium 

1.932 

Non-command 

Older Alluvium 

1.832 

Non-command 

Older Alluvium 

0.791 

Non-command 

Quartzite 

0.865 

Command 

Older Alluvium 

0.151 

Non-command 

Older Alluvium 

2.730 

Non-command 

Bhander Sandstone 

0.687 

Non-command 

Older Alluvium 

0.047 

Non-command 

Bhander Sandstone 

0.950 

Non-command 

Older Alluvium 

0.800 

Non-command 

Bhander Sandstone 

1.360 

Non-command 

Older Alluvium 

3.479 

Non-command 

Bhander Sandstone 

2.594 

Non-command 

Older Alluvium 

2.942 

Non-command 

Quartzite 

0.063 

Non-command 

Older Alluvium 

0.135 

Non-command 

Bhander Sandstone 

2.858 

Non-command 

Bhander Sandstone 

3.532 

Non-command 

Bhander Sandstone 

5.868 

Non-command 

Bhander Sandstone 

1.393 

Non-command 

Older Alluvium 

1.142 

Non-command 

Quartzite 

0.685 

Non-command 

Older Alluvium 

2.008 

Non-command 

Bhander Sandstone 

1.392 

Non-command 

Older Alluvium 

2.072 

Non-command 

Quartzite 

0.163 

Command 

Bhander Sandstone 

0.248 

Command 

Older Alluvium 

0.257 

Non-command 

Bhander Sandstone 

2.069 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

220,000 

200,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

180,000 

150,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

180,000 

150,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

220,000 

200,000 

120 

130,000 

120,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

130,000 

100,000 

120 

220,000 

200,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

90,000 

70,000 

120 

130,000 

120,000 

120 

100,000 

80,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

130,000 

120,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

90,000 

70,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

180,000 

150,000 



4.656 

5.105 

0.619 

1.243 

0.216 

0.216 

0.048 

0.048 




























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


07009065 


Type of Area (Command / N< 
command) 



Umri 

0810000101269200 

8.602 

Fresh 

Wajidpur 

0809000401234900 

0.987 

Fresh 

Abadi Ki Dhani 

0810000201283200 

0.226 

Fresh 

Abhaipura 

0810000201275700 

1.198 

Fresh 

Ahmadpur (Rural) 

0810000101266800 

2.733 

Fresh 

Akodiya 

0810000201282000 

3.808 

Fresh 

Aliganj 

0810000101266700 

2.118 

Fresh 

Alipura 

0811000501443800 

6.624 

Fresh 

Amargarh 

0810000101269800 

5.993 

Fresh 

Amawara 

0810000201272600 

25.915 

Fresh 


Non-command 


Non-command 


Non-command 


Mora Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Mora Sagar 



Arniya 

0810000101268700 

4.212 

Fresh 

Astroli 

0810000101266400 

1.565 

Fresh 

Bagor 

0809000201203500 

13.074 

Fresh 

Bairada 

0810000201282700 

7.924 

Saline 

Baloti 

0809000601245000 

7.491 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Baman Baroda 

0810000101268400 

6.692 

Fresh 

Bamanwas Patti Kalan 

0810000201277200 

38.846 

Fresh 



Bamori 

0809000201203700 

7.518 

Fresh 

Bandhawal 

0810000201278700 

2.987 

Fresh 

Banor 

0810000201274700 

2.295 

Fresh 


Bardala 


Bareela 


Barh Chhawa No.2 


Barh Danta Sooti 


Barh Dehri 


Barh Dujai 


Barh Gahnoli Chak No.l 


Barh Gahnoli Chak No.2 


Barh Goth 


Barh Govindpura 


Barh Guwari 


Non-command 


Mora Sagar 


Non-command 


Mora Sagar 


Non-command 


Non-command 


Non-command 


Mora Sagar 


Non-command 



0809000201201400 

22.217 

0810000201277600 

4.491 



Barh Bagor 

0809000201203600 

0.580 

Fresh 

Barh Bareela 

0810000201277500 

1.856 

Fresh 


Barh Bhawta 

0810000101269900 

2.488 

Fresh 

Barh Bichla 

0810000101267500 

2.037 

Fresh 

Barh Chhan 

0810000101264400 

1.079 

Saline 

Barh Chhawa No.l 

0810000101265100 

1.064 

Fresh 


0810000101265300 

0.639 

0810000201277800 

3.578 

0810000201282600 

1.267 



0810000201272900 

1.846 

0810000201279800 

0.837 

0810000201279400 

0.346 

0810000201286300 

3.984 

0810000201285300 

0.989 

0810000101272200 

5.161 



Non-command 


Non-command 


Non-command 


Mora Sagar 


Non-command 


Non-command 


Mora Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.838 

Non-command 

Older Alluvium 

0.016 

Non-command 

Older Alluvium 

0.987 

Non-command 

Older Alluvium 

0.027 

Command 

Older Alluvium 

1.198 

Non-command 

Older Alluvium 

2.733 

Non-command 

Older Alluvium 

3.808 

Non-command 

Older Alluvium 

2.118 

Non-command 

Older Alluvium 

0.345 

Non-command 

Older Alluvium 

5.993 

Command 

Older Alluvium 

0.498 

Command 

Quartzite 

0.011 

Non-command 

Older Alluvium 

0.619 

Non-command 

Quartzite 

0.373 

Non-command 

Older Alluvium 

4.212 

Non-command 

Older Alluvium 

1.565 

Non-command 

Older Alluvium 

11.464 

Non-command 

Older Alluvium 

7.924 

Non-command 

Older Alluvium 

0.615 

Non-command 

Quartzite 

0.212 

Non-command 

Older Alluvium 

6.692 

Command 

Older Alluvium 

1.068 

Non-command 

Older Alluvium 

37.778 

Command 

Older Alluvium 

19.939 

Non-command 

Older Alluvium 

4.247 

Non-command 

Older Alluvium 

6.709 

Non-command 

Older Alluvium 

2.987 

Command 

Older Alluvium 

1.734 

Non-command 

Older Alluvium 

0.549 

Non-command 

Quartzite 

0.012 

Non-command 

Older Alluvium 

4.384 

Non-command 

Older Alluvium 

2.539 

Non-command 

Older Alluvium 

0.105 

Command 

Older Alluvium 

0.016 

Non-command 

Older Alluvium 

4.475 

Non-command 

Older Alluvium 

0.580 

Command 

Older Alluvium 

0.141 

Non-command 

Older Alluvium 

1.715 

Non-command 

Older Alluvium 

2.488 

Non-command 

Older Alluvium 

2.037 

Non-command 

Older Alluvium 

1.079 

Non-command 

Older Alluvium 

0.178 

Non-command 

Quartzite 

0.887 

Non-command 

Quartzite 

0.639 

Non-command 

Older Alluvium 

3.578 

Non-command 

Older Alluvium 

0.471 

Non-command 

Older Alluvium 

0.796 

Non-command 

Quartzite 

0.263 

Non-command 

Older Alluvium 

0.837 

Non-command 

Older Alluvium 

0.346 

Non-command 

Older Alluvium 

0.013 

Non-command 

Older Alluvium 

0.989 

Non-command 

Older Alluvium 

4.638 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

220,000 

200,000 

120 

130,000 

120,000 

120 

130,000 

100,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

130,000 

120,000 

120 

220,000 

200,000 

120 

130,000 

120,000 

120 

110,000 

90,000 

120 

130,000 

120,000 

120 

220,000 

200,000 

120 

110,000 

90,000 

120 

220,000 

200,000 

120 

110,000 

90,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

220,000 

200,000 

120 

90,000 

70,000 

120 

130,000 

120,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

150,000 

120,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

110,000 

90,000 

120 

150,000 

120,000 

120 

70,000 

50,000 

120 

150,000 

120,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

150,000 

120,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

100,000 

80,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

100,000 

80,000 

120 

110,000 

90,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

130,000 

120,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.168 




0.096 

0.096 

0.475 

0.475 

1.152 

1.152 

0.274 

0.274 

0.011 

0.011 

0.288 

1.052 

0.024 

0.024 



0.562 

0.562 

0.806 

0.806 

0.187 

0.277 

0.634 

0.634 

0.096 

0.122 

0.008 

0.008 

1.325 

1.325 

0.096 

0.096 

3.120 

3.120 

1.512 

1.512 

0.312 

0.312 

0.115 

0.115 

0.192 

0.192 

0.024 

0.024 



0.216 

0.216 

0.054 

0.054 



0.130 

0.255 

0.101 

0.101 

0.096 

0.096 

0.029 

0.029 

0.101 

0.101 

0.084 

0.084 

0.120 

0.120 

0.264 

0.264 

0.182 

0.182 


0.120 

0.120 

0.072 

0.072 


0.120 

0.120 

0.331 

0.565 


























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Barh Jahra 

0810000201275500 

0.527 

Fresh 

Barh Jharoda 

0810000201287000 

1.776 

Fresh 


Type of Area (Command / N< 
command) 


Mora Sagar 


Non-command 


Barh Jharoli 

0810000201278200 

1.820 

Fresh 

Barh Kalan 

0810000101267800 

1.095 

Fresh 

Barh Khoontla 

0810000101267300 

1.856 

Fresh 

Barh Khurd 

0810000101267600 

1.276 

Fresh 

Barh Kotri 

0810000101271800 

2.109 

Fresh 

Barh Koyla 

0810000201279300 

3.166 

Fresh 

Barh Mahanandpur 

0810000101266100 

0.733 

Fresh 

Barh Milakpur 

0810000101271400 

3.150 

Fresh 

Barh Mohanpur 

0810000201284600 

0.675 

Saline 

Barh Nananwas 

0810000201287200 

1.287 

Fresh 

Barh Palasod 

0810000201285000 

1.774 

Fresh 

Barh Paniyala 

0810000201287300 

3.102 

Fresh 

Barh Phulwara 

0810000201285100 

2.623 

Fresh 

Barh Piplai 

0810000201281500 

0.462 

Fresh 

Barh Raghopura 

0810000201274200 

5.127 

Fresh 


Barh Raghunathpura 


Barh Salempur 


Barh Saloda (Rural) 


Barh Sancholi 


Barh Sitor 


Barh Sohan 


Barh Tatwara 


Bari Jhonpari 


Bas Laxmipura 


Batoda 


Benipur 


Bhanwarki 


Bhanwra 


Bhartoon 


0810000201273900 


6.672 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Mora Sagar 


Non-command 


Non-command 



0810000101265900 

0.809 

0810000201283100 

2.530 

0810000201279900 

1.685 

0810000201285600 

1.713 


0810000101272300 

17.123 

0810000201280000 

1.169 

0811000501443200 

1.928 

0810000201286700 

8.244 



0810000101264800 

2.825 

0810000201283000 

7.296 


0810000201273100 

12.489 

0809000601244800 

19.672 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Morel 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bhautai 


Bhawar 


Bhawta 


Bheetoli 


0810000201279100 

2.281 

0810000201285700 

8.326 


0810000101270000 

0.896 

0810000201274000 

3.191 



1.375 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Mora Sagar 


Non-command 



Bheroowas Chak No 1 

0811000501441500 

0.229 

Fresh 

Bheroowas Chak No 3 

0811000501439800 

0.202 

Fresh 


Non-command 


Non-command 


Bheroowas Chak No 4 


0811000501439700 


0.926 Fresh 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Older Alluvium 

0.527 

Non-command 

Older Alluvium 

1.342 

Non-command 

Quartzite 

0.433 

Non-command 

Older Alluvium 

1.820 

Non-command 

Older Alluvium 

1.095 

Non-command 

Older Alluvium 

1.856 

Non-command 

Older Alluvium 

1.276 

Non-command 

Older Alluvium 

2.004 

Non-command 

Older Alluvium 

3.166 

Non-command 

Older Alluvium 

0.733 

Non-command 

Older Alluvium 

0.937 

Non-command 

Older Alluvium 

0.675 

Non-command 

Older Alluvium 

1.278 

Non-command 

Older Alluvium 

1.774 

Non-command 

Older Alluvium 

0.365 

Non-command 

Older Alluvium 

2.623 

Non-command 

Older Alluvium 

0.462 

Command 

Older Alluvium 

3.803 

Non-command 

Older Alluvium 

1.324 

Non-command 

Older Alluvium 

2.896 

Non-command 

Quartzite 

0.980 

Non-command 

Older Alluvium 

2.782 

Non-command 

Quartzite 

0.604 

Non-command 

Older Alluvium 

0.809 

Non-command 

Older Alluvium 

1.475 

Non-command 

Older Alluvium 

1.685 

Non-command 

Older Alluvium 

1.006 

Non-command 

Older Alluvium 

0.707 

Non-command 

Older Alluvium 

4.551 

Non-command 

Older Alluvium 

1.169 

Non-command 

Older Alluvium 

1.928 

Command 

Older Alluvium 

0.176 

Non-command 

Older Alluvium 

6.433 

Non-command 

Quartzite 

0.578 

Non-command 

Older Alluvium 

2.825 

Non-command 

Older Alluvium 

6.943 

Non-command 

Older Alluvium 

0.062 

Non-command 

Quartzite 

0.006 

Non-command 

Older Alluvium 

0.598 

Non-command 

Quartzite 

0.042 

Non-command 

Older Alluvium 

2.281 

Non-command 

Older Alluvium 

5.993 

Non-command 

Older Alluvium 

0.414 

Non-command 

Older Alluvium 

0.896 

Command 

Older Alluvium 

0.014 

Non-command 

Older Alluvium 

1.641 

Non-command 

Quartzite 

1.015 

Non-command 

Older Alluvium 

0.700 

Non-command 

Quartzite 

0.584 

Non-command 

Quartzite 

0.229 

Non-command 

Older Alluvium 

0.197 

Non-command 

Quartzite 

0.005 

Non-command 

Older Alluvium 

0.145 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

110,000 

90,000 

120 

220,000 

200,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

220,000 

200,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

100,000 

80,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

110,000 

90,000 

120 

220,000 

200,000 

120 

90,000 

70,000 

120 

130,000 

120,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

100,000 

80,000 

120 

130,000 

120,000 

120 

220,000 

200,000 

120 

110,000 

90,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

110,000 

90,000 

120 

130,000 

120,000 

120 

220,000 

200,000 

120 

100,000 

80,000 

120 

110,000 

90,000 

120 

220,000 

200,000 

120 

90,000 

70,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

100,000 

80,000 

120 

130,000 

120,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

110,000 

90,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.072 

0.072 

0.011 

0.011 

0.240 

0.240 

0.086 

0.086 



0.058 

0.199 

1.080 

1.080 

0.292 

0.292 

0.024 

0.024 

1.104 

1.104 

0.043 

0.043 

0.144 

0.144 

0.624 

0.624 



0.936 

0.936 

0.672 

0.672 

0.019 

0.019 

0.072 

0.228 

- 

- 

0.768 

0.768 

0.216 

0.216 

0.119 

0.119 

0.065 

0.065 































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Binori 


Brahmabad(Rural) 


Bucholai 


Type of Area (Command / N< 
command) 



Bheroowas Chak No 5 

0811000501440100 

0.035 

Fresh 

Bhinora 

0810000201286800 

5.361 

Fresh 


Non-command 


Non-command 



0810000201282800 


12.854 Fresh 


Saline 


8.712 Fresh 


Non-command 


Non-command 


Non-command 


0811000501442200 

8.582 

0810000101266300 

2.425 

0810000101269400 

10.527 




Chak Chhawa 

0810000101265200 

1.059 

Fresh 

Chak Govindpura 

0810000201284400 

0.667 

Saline 

Chak Indawa 

0811000501440800 

1.342 

Fresh 

Chak Mukandpura Wake Nagariyawas 

0811000501440300 

0.334 

Fresh 

Chak Rajoli 

0811000501441000 

1.079 

Fresh 

Chak Salemabad 

0811000501441200 

1.006 

Fresh 

Chandanholi 

0810000201281200 

3.778 

Saline 

Chandlai 

0810000201273200 

5.360 

Fresh 

Chhan 

0810000101264300 

2.233 

Saline 

Chhawa 

0810000101265400 

6.376 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Chooli (Rural) 


0811000501442800 

3.713 

Fresh 

0810000101265600 

13.639 

Fresh 


Non-command 


Non-command 


Dabar 

0810000201280700 

4.275 

Fresh 

Dafalpur 

0809000401220100 

5.757 

Fresh 


Dangra 


Danta Sooti 


Daulatpur 


Dehlal 


Dehri 


Dhoodhoopura 


Dibsya 


Didwana 


Digo 


Non-command 


Non-command 



0810000201275000 

1.217 

0810000201277700 

4.560 

0810000101266500 

3.013 

0811000501425900 

9.506 

0810000201281600 

2.457 



Saline 


6.292 Fresh 


Mora Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0810000101268300 

3.653 

0810000101264100 

6.723 


0811000501423900 

19.948 

0811000501423700 

25.686 



Diwachli Kalan 

0811000501442700 

3.001 

Fresh 

Diwachli Khurd 

0811000501442600 

2.163 

Fresh 

Dob 

0810000101264700 

2.411 

Fresh 

Doongarwara 

0810000201274900 

7.065 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Mora Sagar 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Quartzite 

0.780 

Non-command 

Older Alluvium 

0.035 

Non-command 

Older Alluvium 

5.219 

Non-command 

Quartzite 

0.142 

Non-command 

Older Alluvium 

2.035 

Non-command 

Older Alluvium 

10.678 

Non-command 

Older Alluvium 

0.185 

Non-command 

Quartzite 

7.247 

Non-command 

Older Alluvium 

5.966 

Non-command 

Older Alluvium 

1.898 

Non-command 

Older Alluvium 

1.146 

Non-command 

Older Alluvium 

5.748 

Non-command 

Older Alluvium 

2.425 

Non-command 

Older Alluvium 

7.275 

Non-command 

Quartzite 

3.252 

Non-command 

Quartzite 

1.059 

Non-command 

Older Alluvium 

0.667 

Non-command 

Older Alluvium 

1.138 

Non-command 

Older Alluvium 

0.274 

Non-command 

Older Alluvium 

0.993 

Non-command 

Older Alluvium 

1.006 

Non-command 

Older Alluvium 

3.778 

Non-command 

Quartzite 

0.036 

Non-command 

Older Alluvium 

2.233 

Non-command 

Older Alluvium 

0.396 

Non-command 

Quartzite 

5.606 

Non-command 

Older Alluvium 

3.713 

Non-command 

Older Alluvium 

2.970 

Non-command 

Quartzite 

8.902 

Non-command 

Older Alluvium 

4.275 

Non-command 

Older Alluvium 

0.044 

Non-command 

Quartzite 

0.003 

Command 

Older Alluvium 

1.217 

Non-command 

Older Alluvium 

4.560 

Non-command 

Older Alluvium 

3.013 

Non-command 

Older Alluvium 

0.003 

Non-command 

Older Alluvium 

1.720 

Non-command 

Older Alluvium 

0.737 

Non-command 

Older Alluvium 

0.706 

Non-command 

Quartzite 

0.328 

Non-command 

Older Alluvium 

3.282 

Non-command 

Quartzite 

0.071 

Non-command 

Older Alluvium 

3.653 

Non-command 

Older Alluvium 

3.430 

Non-command 

Older Alluvium 

3.293 

Non-command 

Older Alluvium 

0.866 

Non-command 

Older Alluvium 

8.200 

Non-command 

Quartzite 

13.414 

Non-command 

Older Alluvium 

2.713 

Non-command 

Older Alluvium 

2.032 

Non-command 

Older Alluvium 

2.411 

Command 

Older Alluvium 

4.561 

Command 

Quartzite 

1.137 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

220,000 

200,000 

120 

110,000 

90,000 

120 

220,000 

200,000 

120 

100,000 

80,000 

120 

220,000 

200,000 

120 

110,000 

90,000 

120 

130,000 

120,000 

120 

220,000 

200,000 

120 

100,000 

80,000 

120 

110,000 

90,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

80,000 

120 

110,000 

90,000 

120 

100,000 

80,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

220,000 

200,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

130,000 

120,000 

120 

110,000 

90,000 

120 

220,000 

200,000 

120 

100,000 

80,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

100,000 

80,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

130,000 

120,000 

120 

220,000 

200,000 

120 

110,000 

90,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.054 

0.252 

0.634 

0.634 

0.600 

0.600 

0.144 

0.144 

0.464 

0.464 

0.374 

0.374 

0.374 

0.670 

0.100 

0.186 

0.193 

0.193 


0.022 

0.022 

0.011 

0.011 

0.022 

0.022 

0.011 

0.011 

0.288 

0.288 


0.096 

0.096 

0.014 

0.030 

0.118 

0.291 

0.281 

0.281 

0.043 

0.121 

0.067 

0.218 

0.768 

0.768 



0.480 

0.480 

0.302 

0.302 


0.072 

0.072 

0.019 

0.019 

0.011 

0.024 










































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Dovnagar 

0810000201273400 

1.451 

Fresh 

Edalpur 

0809000601243600 

10.627 

Fresh 

Gahnoli 

0810000201279500 

2.798 

Fresh 

Gandal 

0810000201278400 

14.239 

Fresh 

Gangapur City (M) 

0810000141001000 

5.534 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Gaonri Kalan 

0810000101267100 

2.352 

Fresh 

Gaonri Khurd 

0810000101266900 

2.971 

Fresh 

Garhi Gopalpura 

0810000201282300 

5.045 

Fresh 

Garhi Ka Bairwa 

0810000201282200 

0.502 

Fresh 

Garhi Khempur 

0809000201204100 

6.065 

Fresh 

Garhkhera 

0809000201203100 

1.973 

Fresh 

Ghata 

0811000501421000 

14.052 

Fresh 


Gurla 


Gurli 


Habeebpur 


Hameerpura 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Gola Gaonri 

0810000201277100 

1.368 

Fresh 

Goojar Barauda 

0810000201281900 

6.749 

Fresh 

Goojar Koleta 

0810000201274600 

6.006 

Fresh 



Gothra 

0810000201275900 

3.041 

Fresh 

Govindpura 

0809000601245500 

0.910 

Fresh 


Non-command 


Non-command 


Mora Sagar 


Non-command 


Non-command 


Non-command 


Mora Sagar 


Non-command 


Non-command 


Non-command 



0810000201284800 

2.339 

Fresh 

0810000201276300 

2.918 

Fresh 

0809000201203800 

3.379 

Fresh 

0810000101268800 

5.280 

Fresh 

0811000501442500 

2.818 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hingotiya 

0810000101267900 

4.418 

Fresh 

Indawa 

0811000501423800 

6.380 

Fresh 


Non-command 


Non-command 



Jakholas Khurd 

0810000201285200 

4.366 

Fresh 

Jalokhara 

0810000101267700 

1.306 

Fresh 

Jat Baroda 

0810000101265000 

3.437 

Fresh 

Jeewad 

0810000201285500 

15.863 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.654 

Non-command 

Quartzite 

0.691 

Non-command 

Quartzite 

0.000 

Non-command 

Older Alluvium 

4.318 

Non-command 

Older Alluvium 

2.798 

Non-command 

Older Alluvium 

14.239 

Non-command 

Older Alluvium 

2.971 

Non-command 

Quartzite 

2.564 

Non-command 

Older Alluvium 

2.352 

Non-command 

Older Alluvium 

2.971 

Non-command 

Older Alluvium 

5.045 

Non-command 

Older Alluvium 

0.502 

Non-command 

Older Alluvium 

5.892 

Non-command 

Older Alluvium 

0.007 

Non-command 

Older Alluvium 

4.932 

Non-command 

Quartzite 

0.820 

Non-command 

Older Alluvium 

5.713 

Non-command 

Quartzite 

0.382 

Non-command 

Older Alluvium 

1.368 

Non-command 

Older Alluvium 

6.749 

Command 

Older Alluvium 

5.672 

Non-command 

Older Alluvium 

0.334 

Non-command 

Older Alluvium 

1.258 

Non-command 

Older Alluvium 

1.751 

Command 

Older Alluvium 

0.131 

Command 

Quartzite 

0.576 

Non-command 

Quartzite 

0.169 

Non-command 

Older Alluvium 

2.956 

Non-command 

Older Alluvium 

0.679 

Non-command 

Quartzite 

0.232 

Non-command 

Older Alluvium 

2.339 

Non-command 

Older Alluvium 

2.351 

Non-command 

Older Alluvium 

3.173 

Non-command 

Older Alluvium 

5.280 

Non-command 

Older Alluvium 

1.979 

Non-command 

Quartzite 

0.002 

Non-command 

Older Alluvium 

4.418 

Non-command 

Older Alluvium 

4.979 

Non-command 

Quartzite 

0.133 

Command 

Older Alluvium 

2.281 

Non-command 

Older Alluvium 

0.110 

Command 

Older Alluvium 

7.974 

Non-command 

Older Alluvium 

0.065 

Non-command 

Older Alluvium 

3.570 

Non-command 

Quartzite 

1.347 

Non-command 

Older Alluvium 

2.339 

Non-command 

Quartzite 

0.639 

Non-command 

Older Alluvium 

4.447 

Non-command 

Quartzite 

0.089 

Non-command 

Older Alluvium 

4.366 

Non-command 

Older Alluvium 

1.306 

Non-command 

Older Alluvium 

3.437 

Non-command 

Older Alluvium 

13.974 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

220,000 

200,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

100,000 

80,000 

120 

220,000 

200,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

90,000 

70,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

150,000 

120,000 

120 

130,000 

120,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

130,000 

120,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

220,000 

200,000 

120 

110,000 

90,000 

120 

220,000 

200,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

220,000 

200,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.480 

0.480 

0.552 

0.552 

1.200 

1.200 

0.806 

0.806 

0.403 

0.403 

0.288 

0.288 

0.072 

0.072 

2.040 

2.040 

0.456 

0.456 

0.331 

0.331 


0.043 

0.122 

0.007 

0.017 

0.572 

0.783 

0.029 

0.039 

0.312 

0.312 

1.248 

1.380 

0.024 

0.024 


0.216 

0.216 

0.115 

0.115 



0.192 

0.192 

0.024 

0.288 

0.008 

0.040 

0.960 

0.960 

0.336 

0.336 

0.072 

0.108 

1.195 

1.195 

0.238 

0.238 


0.835 

0.835 

0.454 

0.454 

0.007 

0.007 

0.384 

0.384 

0.024 

0.024 

0.336 

0.336 

- 

- 

0.230 

0.464 

0.050 

0.115 

0.792 

1.182 

0.126 

0.202 

0.216 

0.216 

- 

- 

0.384 

0.384 

0.158 

0.158 

1.138 

1.138 

0.600 

0.600 



























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Jharoda 


Jharoli 


Jiyapur 


Jonpa 


Kacharhera 


Kadeepur 


Kakrala 


Kari Gaonri 


Kari Jhonpari 


Khera Barh Ramgarh 


Kherla 


Kherla Khurd 


Kherli 


Khirkhira 


Kholai 


Khoontla Salauna 


Khudsya 


Khura Chainpura 


Khurra 


Kiratpura 


Kishanpur 


Kishorpura 


Kohli Prempura 


Koochawar Chak No.l 


Koochawar Chak No.2 


Type of Area (Command / N< 
command) 





Saline 

0810000201286900 

2.877 

Fresh 

0810000201278100 

5.434 

Fresh 

0810000101266600 

2.313 

Fresh 

0811000501442300 

1.012 

Fresh 

0810000201277000 

4.028 

Fresh 

0810000201278000 

2.610 

Fresh 

0810000201275800 

8.876 

Fresh 



0810000101270300 

3.934 

0810000101270600 

2.313 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Mora Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


2.159 Non-command 


4.061 Fresh 


Saline 




Kashipur 

0810000101263600 

2.194 

Saline 

Kazi Kundli 

0810000201286600 

3.262 

Fresh 


Non-command 


Morel 


Non-command 



Khanpur 

0811000501443100 

1.602 

Fresh 

Khanpur Baroda 

0810000101265800 

5.478 

Fresh 


Non-command 


Non-command 



Khatana 

0810000201276400 

4.746 

Fresh 

Khatoombar 

0811000501421300 

7.294 

Fresh 


Non-command 


Non-command 



0810000101272100 

7.650 

0809000601243400 

12.083 

0811000501443000 

2.724 

0810000201280300 

6.970 




0810000101263500 

4.721 

Saline 

0809000601244900 

11.007 

Fresh 

0810000101271700 

3.913 

Fresh 

0810000101267200 

4.779 

Fresh 

0810000101268500 

2.645 

Fresh 

0809000201204200 

7.883 

Fresh 

0811000501443400 

4.559 

Fresh 

0810000201277400 

1.753 

Fresh 

0810000201278500 

2.230 

Fresh 

0811000501443500 

8.156 

Fresh 

0810000201276800 

5.097 

Fresh 

0810000201280600 

0.510 

Fresh 

0810000201280400 

1.895 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Mora Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Quartzite 

1.889 

Non-command 

Older Alluvium 

6.584 

Non-command 

Quartzite 

0.992 

Non-command 

Older Alluvium 

0.602 

Non-command 

Older Alluvium 

2.877 

Non-command 

Older Alluvium 

5.434 

Non-command 

Older Alluvium 

2.313 

Non-command 

Older Alluvium 

0.646 

Non-command 

Older Alluvium 

4.028 

Non-command 

Older Alluvium 

2.610 

Command 

Older Alluvium 

5.463 

Non-command 

Older Alluvium 

3.395 

Non-command 

Older Alluvium 

4.050 

Non-command 

Older Alluvium 

0.011 

Non-command 

Older Alluvium 

3.934 

Non-command 

Older Alluvium 

2.132 

Non-command 

Quartzite 

0.181 

Non-command 

Older Alluvium 

1.953 

Non-command 

Quartzite 

0.206 

Non-command 

Older Alluvium 

2.194 

Command 

Older Alluvium 

0.068 

Non-command 

Older Alluvium 

2.059 

Non-command 

Quartzite 

0.451 

Non-command 

Older Alluvium 

1.602 

Non-command 

Older Alluvium 

4.241 

Non-command 

Quartzite 

1.237 

Non-command 

Older Alluvium 

3.869 

Non-command 

Quartzite 

0.804 

Non-command 

Older Alluvium 

4.746 

Non-command 

Older Alluvium 

2.024 

Non-command 

Quartzite 

3.557 

Non-command 

Older Alluvium 

0.435 

Non-command 

Quartzite 

0.002 

Non-command 

Older Alluvium 

7.024 

Non-command 

Older Alluvium 

0.291 

Non-command 

Older Alluvium 

2.724 

Non-command 

Older Alluvium 

5.937 

Non-command 

Older Alluvium 

1.033 

Non-command 

Older Alluvium 

0.117 

Non-command 

Quartzite 

0.083 

Non-command 

Older Alluvium 

4.721 

Non-command 

Older Alluvium 

0.081 

Non-command 

Older Alluvium 

3.473 

Non-command 

Older Alluvium 

4.779 

Non-command 

Older Alluvium 

2.645 

Non-command 

Older Alluvium 

7.883 

Non-command 

Older Alluvium 

4.519 

Command 

Older Alluvium 

1.753 

Non-command 

Older Alluvium 

2.230 

Non-command 

Older Alluvium 

2.922 

Non-command 

Older Alluvium 

5.097 

Non-command 

Older Alluvium 

0.510 

Non-command 

Older Alluvium 

1.216 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

110,000 

90,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

130,000 

120,000 

120 

110,000 

90,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

130,000 

120,000 

120 

100,000 

80,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

220,000 

200,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

130,000 

120,000 

120 

220,000 

200,000 

120 

110,000 

90,000 

120 

220,000 

200,000 

120 

100,000 

80,000 

120 

220,000 

200,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

220,000 

200,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

150,000 

120,000 

120 

110,000 

90,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

110,000 

90,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

220,000 

200,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.032 

0.032 

0.662 

0.740 

0.059 

0.059 

0.038 

0.038 

0.768 

0.768 

0.240 

0.240 

0.202 

0.202 

0.238 

0.238 

1.224 

1.224 

- 

- 

0.648 

0.648 

0.408 

0.408 



0.024 

0.024 

0.480 

0.480 

0.043 

0.043 

0.464 

0.464 

1.152 

1.152 

0.193 

0.193 

0.205 

0.205 

0.028 

0.028 

0.024 

0.024 

0.097 

0.176 

0.115 

0.211 

0.043 

0.043 


0.216 

0.606 

0.048 

0.048 

0.540 

0.540 

1.776 

1.776 

0.125 

0.125 



0.590 

0.840 

1.843 

1.843 

0.130 

0.130 

0.158 

0.266 

0.238 

0.238 

0.096 

0.096 

- 

- 

0.205 

0.205 

0.816 

0.816 

0.048 

0.048 

0.024 

0.024 







































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Koyla 

0810000201279600 

1.182 

Fresh 

Kuagaon 

0810000201273500 

17.997 

Fresh 

Kundli 

0810000201278600 

1.534 

Fresh 

Kunkata Kalan 

0810000101270100 

3.558 

Fresh 

Kunkata Khurd 

0810000101269700 

0.815 

Fresh 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


Saline Non-command 


Fresh Non-command 


Saline Non-command 


3.159 Fresh Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kutkya 


Ladpura 


Lalpur 


Madalgaon 


Mahanandpur Dyodha 


Mahanandpur(Rural) 


Maharajpura 


Mahu Kalan (CT) 


Meenapara 


Milakpur 


Mirzapur (Rural) 


0811000501421200 


0810000201282500 


10.602 Fresh Non-command 


2.871 Fresh Non-command 


Saline Non-command 



Lalsot (M) 

0811000541105000 

12.025 

Fresh 

Liwali 

0810000201276100 

19.702 

Fresh 

Machchhipura 

0810000101269600 

5.239 

Fresh 


Non-command 


Non-command 


Non-command 



0810000201281300 

2.121 

0810000101263400 

6.572 


0810000101266200 

1.089 

0811000501442100 

5.004 

0810000141002000 

1.294 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


2.213 Non-command 




Mandawari 

0811000501443300 

12.098 

Fresh 

Meena Koleta 

0810000201274400 

3.605 

Fresh 


Non-command 


Mora Sagar 





Fresh Non-command 


Saline Non-command 


Fresh Non-command 



Moruchi Jageer 

0809000201204000 

2.931 

Fresh 

Moruchi Khalsa 

0809000201203900 

0.673 

Fresh 

Motipur 

0810000101268100 

3.383 

Fresh 

Mukandpura 

0811000501439000 

1.290 

Fresh 

Nagarhera 

0810000201280500 

1.576 

Fresh 

Nagariyawas 

0811000501440600 

1.364 

Fresh 

Nagtalai 

0810000201279000 

7.785 

Fresh 

Naharsinghpura 

0810000201276000 

1.649 

Fresh 


Morel 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Mora Sagar 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.679 

Non-command 

Older Alluvium 

1.500 

Non-command 

Older Alluvium 

0.876 

Non-command 

Older Alluvium 

2.960 

Non-command 

Quartzite 

0.135 

Non-command 

Older Alluvium 

1.182 

Non-command 

Quartzite 

13.545 

Non-command 

Older Alluvium 

1.534 

Non-command 

Older Alluvium 

3.558 

Non-command 

Older Alluvium 

0.752 

Non-command 

Quartzite 

0.063 

Non-command 

Older Alluvium 

2.340 

Non-command 

Quartzite 

3.855 

Non-command 

Older Alluvium 

2.341 

Non-command 

Older Alluvium 

0.531 

Non-command 

Older Alluvium 

1.750 

Non-command 

Quartzite 

1.584 

Non-command 

Older Alluvium 

2.194 

Non-command 

Older Alluvium 

18.380 

Non-command 

Older Alluvium 

4.663 

Non-command 

Quartzite 

0.576 

Non-command 

Older Alluvium 

2.121 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

2.501 

Non-command 

Older Alluvium 

1.089 

Non-command 

Older Alluvium 

4.832 

Non-command 

Older Alluvium 

0.672 

Non-command 

Quartzite 

0.622 

Non-command 

Older Alluvium 

1.701 

Non-command 

Quartzite 

0.511 

Non-command 

Older Alluvium 

11.512 

Command 

Older Alluvium 

2.857 

Command 

Quartzite 

0.031 

Non-command 

Older Alluvium 

0.143 

Non-command 

Quartzite 

0.489 

Non-command 

Older Alluvium 

0.275 

Non-command 

Older Alluvium 

0.255 

Non-command 

Older Alluvium 

2.818 

Non-command 

Quartzite 

0.386 

Non-command 

Older Alluvium 

1.908 

Non-command 

Quartzite 

0.121 

Non-command 

Older Alluvium 

4.832 

Non-command 

Quartzite 

0.462 

Command 

Older Alluvium 

0.001 

Non-command 

Older Alluvium 

2.319 

Non-command 

Older Alluvium 

1.656 

Non-command 

Older Alluvium 

0.031 

Non-command 

Older Alluvium 

3.383 

Non-command 

Older Alluvium 

0.680 

Non-command 

Older Alluvium 

1.576 

Non-command 

Older Alluvium 

0.684 

Non-command 

Older Alluvium 

7.785 

Command 

Older Alluvium 

0.511 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

220,000 

200,000 

120 

100,000 

80,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

220,000 

200,000 

120 

110,000 

90,000 

120 

220,000 

200,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

220,000 

200,000 

120 

100,000 

80,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

220,000 

200,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

130,000 

120,000 

120 

100,000 

80,000 

120 

130,000 

120,000 

120 

110,000 

90,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

220,000 

200,000 

120 

110,000 

90,000 

120 

220,000 

200,000 

120 

110,000 

90,000 

120 

220,000 

200,000 

120 

100,000 

80,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

130,000 

120,000 

120 

110,000 

90,000 

120 

220,000 

200,000 

120 

110,000 

90,000 

120 

220,000 

200,000 

120 

220,000 

200,000 



0.130 

0.130 

0.292 

0.292 

0.346 

0.346 

0.185 

0.185 

0.317 

0.317 

0.050 

0.050 

1.760 

2.539 

0.576 

0.576 


0.024 

0.024 

0.043 

0.043 

0.024 

0.024 

0.010 

0.010 

0.533 

0.814 

0.042 

0.064 

0.115 

0.318 

0.008 

0.019 

2.131 

2.131 

0.118 

0.118 



0.374 

0.374 

0.054 

0.054 

0.432 

0.432 

0.194 

0.194 

0.408 

0.408 

0.024 

0.024 














































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Nananwas 

0810000201287100 

10.178 

Fresh 

Nandpura 

0810000101270200 

2.314 

Fresh 

Naneta Khera 

0810000201274300 

1.690 

Fresh 



Naroli Chaur 


Naugaon 


Nawar Kishanpura 


Nehri 


Palasod 


Patti Kishorpura 


Pharaspur 


Phulwara 


Piloda 


Piplai 


Radheki 


Raghopura 


Raghunathpura 


0810000201280900 

6.714 

0810000101268600 

9.558 

0810000201276200 

4.439 

0810000201281700 

2.279 

0810000201284900 

4.205 

0811000501442000 

1.286 

0810000101268000 

2.436 

0810000201284300 

6.186 


0810000101263300 

28.530 

0810000201280200 

7.599 

0810000201278900 

4.933 

0810000201274100 

2.162 

0810000201273800 

4.240 



Non-command 


Non-command 


Non-command 


Mora Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Mora Sagar 


Non-command 


7.781 Fresh Non-command 



Rajoli 

0811000501440900 

1.474 

Fresh 

Ramgarh Murara 

0810000101272000 

8.818 

Fresh 


Non-command 


Non-command 


Ramnagar Dhosi 

0810000201276700 

1.656 

Fresh 

Rampur Palan 

0809000601245600 

4.207 

Fresh 

Rampura 

0810000201276600 

0.614 

Fresh 

Ramsar 

0810000101271300 

2.562 

Fresh 


Ramsinghpura 


Raneela 


Ranho 


Non-command 


Non-command 


Non-command 


Non-command 




0811000501442900 


0810000101263800 


0810000201279200 


0810000201284200 


0811000501420700 


0810000201281100 


Fresh 


11.340 Fresh 



0810000201277900 

13.556 

0811000501421400 

5.674 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Rewasa 

0809000201202900 

4.804 

Fresh 

Riwali 

0810000201273000 

4.475 

Fresh 


Non-command 


Non-command 


Rundi 

0809000601245400 

7.874 

Fresh 

Sahajpur 

0810000101267000 

4.191 

Fresh 

Salarpur 

0810000101268900 

1.642 

Fresh 

Salawad 

0809000201203400 

16.239 

Fresh 

Salempur 

0809000601245200 

8.069 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Saloda (Rural) 

0810000101266000 

1.180 

Fresh 

Sanwta 

0809000201204700 

5.792 

Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

1.138 

Non-command 

Older Alluvium 

8.000 

Non-command 

Older Alluvium 

2.314 

Command 

Older Alluvium 

1.362 

Non-command 

Older Alluvium 

0.327 

Non-command 

Older Alluvium 

6.714 

Non-command 

Older Alluvium 

9.558 

Non-command 

Older Alluvium 

4.044 

Non-command 

Older Alluvium 

2.279 

Non-command 

Older Alluvium 

4.205 

Non-command 

Older Alluvium 

1.286 

Non-command 

Older Alluvium 

2.436 

Non-command 

Older Alluvium 

3.696 

Non-command 

Older Alluvium 

2.490 

Non-command 

Older Alluvium 

0.350 

Non-command 

Older Alluvium 

7.599 

Non-command 

Older Alluvium 

4.933 

Command 

Older Alluvium 

2.162 

Non-command 

Older Alluvium 

1.941 

Non-command 

Quartzite 

1.547 

Non-command 

Older Alluvium 

2.662 

Non-command 

Quartzite 

1.426 

Non-command 

Older Alluvium 

1.089 

Non-command 

Older Alluvium 

7.796 

Non-command 

Quartzite 

1.022 

Non-command 

Older Alluvium 

1.656 

Non-command 

Older Alluvium 

2.193 

Non-command 

Older Alluvium 

0.614 

Non-command 

Older Alluvium 

0.174 

Non-command 

Quartzite 

0.691 

Non-command 

Older Alluvium 

1.329 

Non-command 

Older Alluvium 

11.340 

Non-command 

Older Alluvium 

2.015 

Non-command 

Older Alluvium 

2.105 

Non-command 

Older Alluvium 

0.013 

Non-command 

Older Alluvium 

0.148 

Non-command 

Older Alluvium 

3.206 

Non-command 

Older Alluvium 

13.556 

Non-command 

Older Alluvium 

1.633 

Non-command 

Quartzite 

2.957 

Non-command 

Quartzite 

0.013 

Non-command 

Older Alluvium 

0.078 

Non-command 

Quartzite 

0.783 

Non-command 

Older Alluvium 

1.585 

Non-command 

Older Alluvium 

4.191 

Non-command 

Older Alluvium 

1.642 

Non-command 

Older Alluvium 

2.353 

Non-command 

Older Alluvium 

2.904 

Non-command 

Quartzite 

2.159 

Non-command 

Older Alluvium 

2.881 

Non-command 

Quartzite 

3.367 

Non-command 

Older Alluvium 

1.180 

Non-command 

Older Alluvium 

3.343 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

130,000 

120,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

130,000 

120,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

110,000 

90,000 

120 

130,000 

120,000 

120 

220,000 

200,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

110,000 

90,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

130,000 

120,000 

120 

220,000 

200,000 

120 

100,000 

80,000 

120 

110,000 

90,000 

120 

220,000 

200,000 

120 

100,000 

80,000 

120 

220,000 

200,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

220,000 

200,000 

120 

110,000 

90,000 

120 

220,000 

200,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

150,000 

120,000 

120 

220,000 

200,000 

120 

90,000 

70,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

130,000 

120,000 

120 

150,000 

120,000 



MCM 

MCM 

(15) 

(16) 

0.072 

0.072 

0.960 

0.960 

0.403 

0.746 

0.360 

0.360 

0.072 

0.072 

2.280 

2.280 

2.160 

3.595 

0.336 

0.336 

0.648 

0.648 

1.008 

1.008 

0.130 

0.130 

0.230 

0.230 

0.696 

0.696 

0.192 

0.192 

0.029 

0.029 

3.576 

3.576 

0.288 

0.288 

0.288 

0.288 

- 

0.106 

- 

0.040 

0.461 

0.461 

0.143 

0.143 

0.292 

0.292 

1.325 

2.355 

0.101 

0.188 

0.240 

0.240 

0.024 

0.024 

1.176 

1.176 

0.014 

0.045 

0.034 

0.120 

0.108 

0.200 

- 

- 

0.048 

0.048 

0.010 

0.010 



0.086 

0.086 

0.600 

0.600 

0.065 

0.091 

0.079 

0.127 

- 

- 

0.024 

0.050 

0.054 

0.199 

- 

- 

0.086 

0.086 

0.850 

0.850 

0.014 

0.014 

0.024 

0.552 

0.008 

0.170 

0.331 

0.331 

0.227 

0.227 

0.734 

0.734 

0.029 

0.029 



































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Sarai 


Sarangpura 


Sarsali 


Shafipura 


Shahar 


Shahpura 


Sherpur Donay 


Shyampura 


Shyonanda 


Shyosinghpura 


Sikroli 


Sitapura 


Sitarampura 


Sitor 


Soorgarh 


Sop 


Sumel 


Sundri 


Suratpura 


Syaroli 


Tajpur 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Census Code 

Area 


sq.km 

(3) 

(4) 



0810000201278300 

7.003 

0810000201279700 

2.511 

0810000201280800 

4.200 


(5) 


Saline 


Fresh 


Fresh 


Fresh 


Saline 


20.408 Fresh 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


0810000201278800 


0809000201204300 


0811000501439600 


Saline Non-command 


8.194 Fresh Non-command 


31.749 Fresh Non-command 


1.539 Fresh Non-command 



0810000201275200 

4.364 

0810000201275600 

3.011 

0811000501441100 

2.052 

0810000201281800 

3.194 

0810000201272400 

19.198 



0810000201276900 

2.620 

0810000201281000 

1.611 


0810000201280100 

6.805 

0810000201282400 

2.515 

0809000201204500 

27.064 


0810000201282100 

7.906 

0810000201284000 

5.268 

0811000501441900 

5.813 

0810000101263000 

18.928 

0810000101265500 

4.667 


Non-command 


Non-command 


Non-command 


Mora Sagar 


Non-command 


Non-command 


Mora Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Tajpura 

0810000201276500 

3.741 

Fresh 

Talawara 

0810000101270700 

4.379 

Fresh 


Non-command 


Non-command 


Thali 

0810000101267400 

3.611 

Fresh 

Thanpura 

0811000501442400 

1.302 

Fresh 

Theekarya 

0810000201275300 

2.358 

Fresh 


Thoomri 

0811000401412200 

10.927 

Fresh 

Toda Dhama @ Gopalpura 

0811000501439200 

1.816 

Fresh 

Toda Dhama Chak Gangaramwala 

0811000501440200 

0.641 

Fresh 

Toda Dhama Khatiwala 

0811000501440400 

0.432 

Fresh 

Toda Dhama Mustarka 

0811000501440500 

0.254 

Fresh 

Toda Ganga 

0811000501441300 

6.217 

Fresh 


Non-command 


Non-command 


Mora Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Toda Ganga Chak No 1 


Toda Ganga Chak No 2,3 


0811000501439900 


0811000501441400 


0.412 Fresh 


0.438 Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

2.449 

Non-command 

Older Alluvium 

7.003 

Non-command 

Older Alluvium 

2.511 

Non-command 

Older Alluvium 

3.931 

Non-command 

Older Alluvium 

0.269 

Non-command 

Older Alluvium 

2.470 

Non-command 

Quartzite 

1.360 

Non-command 

Older Alluvium 

5.360 

Non-command 

Older Alluvium 

8.194 

Non-command 

Older Alluvium 

21.227 

Non-command 

Older Alluvium 

0.438 

Non-command 

Quartzite 

0.110 

Non-command 

Older Alluvium 

0.014 

Non-command 

Older Alluvium 

1.209 

Non-command 

Older Alluvium 

4.364 

Command 

Older Alluvium 

3.011 

Non-command 

Older Alluvium 

1.358 

Non-command 

Older Alluvium 

3.194 

Command 

Quartzite 

0.176 

Non-command 

Quartzite 

1.123 

Non-command 

Older Alluvium 

1.308 

Non-command 

Quartzite 

1.907 

Non-command 

Older Alluvium 

2.620 

Non-command 

Older Alluvium 

1.181 

Non-command 

Older Alluvium 

0.430 

Non-command 

Older Alluvium 

6.805 

Non-command 

Older Alluvium 

2.515 

Non-command 

Older Alluvium 

0.257 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

7.906 

Non-command 

Older Alluvium 

0.232 

Non-command 

Older Alluvium 

1.092 

Non-command 

Older Alluvium 

1.499 

Non-command 

Older Alluvium 

0.263 

Non-command 

Quartzite 

2.314 

Non-command 

Older Alluvium 

3.741 

Non-command 

Older Alluvium 

2.358 

Non-command 

Quartzite 

2.021 

Non-command 

Older Alluvium 

3.611 

Non-command 

Older Alluvium 

0.516 

Command 

Older Alluvium 

0.251 

Non-command 

Older Alluvium 

2.107 

Non-command 

Older Alluvium 

0.550 

Non-command 

Older Alluvium 

0.052 

Non-command 

Older Alluvium 

0.641 

Non-command 

Older Alluvium 

0.432 

Non-command 

Older Alluvium 

0.254 

Non-command 

Older Alluvium 

4.444 

Non-command 

Quartzite 

1.494 

Non-command 

Older Alluvium 

0.038 

Non-command 

Quartzite 

0.374 

Non-command 

Older Alluvium 

0.113 

Non-command 

Quartzite 

0.256 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

50,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

100,000 

80,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

220,000 

200,000 

120 

150,000 

120,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

220,000 

200,000 

120 

100,000 

80,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

110,000 

90,000 

120 

220,000 

200,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

220,000 

200,000 

120 

110,000 

90,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

100,000 

80,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

150,000 

120,000 

120 

70,000 

50,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

110,000 

90,000 

120 

100,000 

80,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

220,000 

200,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

130,000 

120,000 

120 

110,000 

90,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

80,000 

60,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.006 

0.006 

0.720 

0.720 

0.120 

0.120 

0.912 

0.912 

0.029 

0.029 

0.101 

0.117 

0.025 

0.025 

0.144 

0.168 

0.720 

0.720 

0.202 

0.202 

0.054 

0.054 

0.007 

0.007 

- 

- 

0.038 

0.038 

- 

- ; 

0.024 

0.024 

0.410 

0.410 

0.912 

0.912 



1.872 

1.872 

0.024 

0.024 

0.151 

0.257 

0.115 

0.163 

0.014 

0.030 

0.092 

0.178 


1.742 

2.569 

0.865 

1.351 

0.792 

0.792 

0.151 

0.151 

0.048 

0.048 

0.456 

0.456 

0.034 

0.045 

0.011 

0.011 

0.011 

0.011 

0.022 

0.022 

0.108 

0.108 

6.923 

6.923 

1.555 

1.555 







































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


Fresh Non-command 


7.544 Fresh Non-command 


Tora 

0810000201274800 

3.013 

Fresh 

Torda 

0811000501424000 

8.613 

Fresh 



Non-command 



Barh Dujai 

0810000201272900 

1.846 

Fresh 

Barh Raghunathpura 

0810000201273900 

6.672 

Fresh 


Non-command 


Non-command 



Bhanwra 

0810000201273100 

12.489 

Fresh 

Bheetoli 

0810000201274000 

3.191 

Fresh 

Bhondwara 

0809000201202400 

9.639 

Fresh 

Chandlai 

0810000201273200 

5.360 

Fresh 

Chirawanda 

0809000201202600 

30.113 

Fresh 

Dhaun 

0811000501421100 

6.292 

Fresh 

Dhola Danta 

0809000201202700 

4.182 

Fresh 

Digo 

0811000501423700 

25.686 

Fresh 

Doongarpatti Amawara 

0810000201272700 

8.714 

Fresh 

Doongarwara 

0810000201274900 

7.065 

Fresh 


Dovnagar 


0810000201273400 


1.451 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Mora Sagar 


Non-command 


Non-command 


Dujai 

0810000201272800 

3.544 

Fresh 

Ganwari 

0809000201202500 

1.822 

Fresh 

Garhmora 

0809000201202800 

19.927 

Fresh 

Goth 

0810000201272500 

5.198 

Fresh 


Khatoombar 

0811000501421300 

7.294 

Fresh 

Kuagaon 

0810000201273500 

17.997 

Fresh 

Kutkya 

0811000501421200 

10.602 

Fresh 

Pal 

0809000201202200 

23.360 

Fresh 

Raisana 

0809000201203000 

7.781 

Fresh 

Rewasa 

0809000201202900 

4.804 

Fresh 

Riwali 

0810000201273000 

4.475 

Fresh 


Non-command 


Non-command 


Non-command 


Mora Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


07009067 


Sikroli 

0810000201272400 

19.198 

Fresh 

Sukar 

0810000201273300 

4.133 

Fresh 

Abadi Ki Dhani 

0810000201283200 

0.226 

Fresh 

Achalpura 

0811000501444900 

3.301 

Fresh 


Non-command 


Non-command 


Non-command 


Morel 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

4.304 

Non-command 

Quartzite 

1.113 

Non-command 

Older Alluvium 

7.446 

Non-command 

Quartzite 

0.097 

Command 

Older Alluvium 

3.013 

Non-command 

Older Alluvium 

2.380 

Non-command 

Quartzite 

1.307 

Non-command 

Older Alluvium 

0.759 

Non-command 

Quartzite 

0.572 

Command 

Older Alluvium 

7.747 

Non-command 

Older Alluvium 

5.182 

Non-command 

Older Alluvium 

31.120 

Non-command 

Older Alluvium 

4.570 

Non-command 

Older Alluvium 

20.363 

Non-command 

Older Alluvium 

7.703 

Non-command 

Quartzite 

0.816 

Non-command 

Older Alluvium 

1.273 

Non-command 

Older Alluvium 

2.556 

Non-command 

Older Alluvium 

0.064 

Non-command 

Quartzite 

19.470 

Non-command 

Quartzite 

1.212 

Non-command 

Older Alluvium 

0.004 

Non-command 

Quartzite 

0.098 

Non-command 

Quartzite 

11.059 

Non-command 

Older Alluvium 

0.000 

Non-command 

Quartzite 

1.324 

Non-command 

Quartzite 

5.305 

Non-command 

Quartzite 

15.050 

Non-command 

Quartzite 

0.159 

Non-command 

Quartzite 

0.034 

Non-command 

Quartzite 

0.106 

Non-command 

Quartzite 

5.621 

Command 

Quartzite 

0.000 

Non-command 

Quartzite 

0.021 

Non-command 

Older Alluvium 

0.001 

Non-command 

Quartzite 

1.101 

Non-command 

Quartzite 

3.469 

Non-command 

Quartzite 

1.268 

Non-command 

Quartzite 

14.364 

Command 

Quartzite 

0.017 

Non-command 

Quartzite 

4.304 

Non-command 

Quartzite 

0.167 

Non-command 

Quartzite 

1.204 

Non-command 

Quartzite 

1.351 

Non-command 

Quartzite 

3.730 

Non-command 

Quartzite 

1.337 

Non-command 

Quartzite 

4.108 

Non-command 

Older Alluvium 

0.001 

Non-command 

Quartzite 

2.520 

Non-command 

Quartzite 

14.273 

Non-command 

Quartzite 

2.336 

Non-command 

Older Alluvium 

0.198 

Command 

Older Alluvium 

1.029 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

220,000 

200,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

130,000 

120,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

130,000 

120,000 

120 

100,000 

80,000 

120 

220,000 

200,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

220,000 

200,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

220,000 

200,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

220,000 

200,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

220,000 

200,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

220,000 

200,000 

120 

110,000 

90,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


1.145 


0.202 


0.317 




0.230 

0.355 

0.101 

0.166 

0.600 

0.600 

0.408 

0.408 

0.432 

0.432 

0.038 

0.038 

0.096 

0.096 

1.267 

1.267 

0.076 

0.076 

0.058 

0.058 

0.077 

0.077 



0.032 

0.098 

0.361 

0.361 

0.764 

0.786 



0.184 

0.646 

0.032 

0.085 

0.302 

0.460 

0.048 

0.048 

0.011 

0.024 























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Alipura 

0811000501443800 

6.624 

Fresh 

Alooda 

0810000401301300 

5.850 

Fresh 

Aniyala 

0810000301289300 

4.184 

Fresh 

Arpura 

0810000201283800 

1.447 

Fresh 

Bada 

0811000501445300 

5.904 

Fresh 

Badekhan 

0811000501437800 

6.211 

Fresh 

Bagri 

0811000501444100 

13.767 

Fresh 

Bahter 

0810000301288500 

12.387 

Fresh 



2.642 Fresh 


Non-command 


Non-command 


Non-command 


Morel 


Non-command 


Morel 


Non-command 


Non-command 


Morel 


Non-command 


Dheel 


Morel 


Non-command 


Dheel 



Barh Bada 

0811000501445200 

1.518 

Fresh 

Barh Bariyara 

0810000301287500 

2.026 

Fresh 

Barh Bariyara Chak No.l 

0810000301287600 

0.487 

Fresh 

Barh Bariyara Chak No.2 

0810000301287800 

0.312 

Fresh 

Barh Bhookha 

0810000301292600 

2.000 

Fresh 



Barh Donaycha 

0810000301293500 

0.569 

Fresh 

Barh Goth 

0810000201286300 

3.984 

Fresh 


Barh Guwari 

0810000101272200 

5.161 

Fresh 

Barh Kalyanpura 

0811000501444500 

2.383 

Fresh 



Barh Lakhanpur 

0810000201286000 

0.680 

Fresh 

Barh Paniyala 

0810000201287300 

3.102 

Fresh 

Barh Peepalwara Chak No.3 

0810000301292800 

0.648 

Fresh 

Barh Sancholi 

0810000201283100 

2.530 

Fresh 

Barh Sankra 

0810000301294500 

2.130 

Fresh 


Morel 


Non-command 


Morel 


Morel 


Morel 


Morel 


Morel 


Non-command 


Dheel 


Non-command 


Non-command 


Non-command 


Morel 


Non-command 


Non-command 


Morel 


Non-command 


Morel 


Non-command 


Non-command 


Non-command 


Dheel 


Non-command 


Non-command 


Barh Sundri 

0810000201283900 

0.819 

Fresh 

Barh Tanka 

0810000401300400 

2.542 

Fresh 

Bariyara 

0810000301287400 

2.390 

Fresh 

Barnala 

0810000201285800 

15.877 

Fresh 



Batoda 


0809000601243900 


0810000201286700 


Saline 


2.169 Fresh 


8.244 Fresh 


Non-command 


Morel 


Morel 


Morel 


Non-command 


Non-command 


Kalisil 


Non-command 


Morel 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

2.272 

Non-command 

Older Alluvium 

6.279 

Non-command 

Phyllite & Schist 

5.850 

Command 

Older Alluvium 

4.184 

Non-command 

Older Alluvium 

1.447 

Command 

Older Alluvium 

5.904 

Non-command 

Older Alluvium 

0.225 

Non-command 

Older Alluvium 

13.677 

Command 

Limestone 

0.031 

Command 

Older Alluvium 

11.517 

Non-command 

Older Alluvium 

0.713 

Command 

Limestone 

0.091 

Command 

Limestone 

1.832 

Non-command 

Limestone 

0.619 

Command 

Older Alluvium 

0.179 

Command 

Phyllite & Schist 

0.065 

Non-command 

Older Alluvium 

1.437 

Non-command 

Phyllite & Schist 

4.626 

Command 

Older Alluvium 

1.374 

Non-command 

Older Alluvium 

0.003 

Command 

Older Alluvium 

1.518 

Command 

Older Alluvium 

2.026 

Command 

Older Alluvium 

0.487 

Command 

Older Alluvium 

0.312 

Command 

Limestone 

1.273 

Non-command 

Limestone 

0.727 

Command 

Limestone 

0.221 

Non-command 

Limestone 

0.746 

Non-command 

Limestone 

2.633 

Non-command 

Quartzite 

0.248 

Non-command 

Limestone 

0.569 

Command 

Older Alluvium 

3.912 

Non-command 

Older Alluvium 

0.060 

Non-command 

Older Alluvium 

0.011 

Command 

Older Alluvium 

0.207 

Non-command 

Older Alluvium 

2.176 

Command 

Older Alluvium 

0.158 

Non-command 

Older Alluvium 

0.606 

Non-command 

Older Alluvium 

0.680 

Non-command 

Older Alluvium 

2.737 

Command 

Limestone 

0.011 

Non-command 

Older Alluvium 

1.055 

Non-command 

Limestone 

2.104 

Non-command 

Older Alluvium 

0.025 

Non-command 

Older Alluvium 

0.819 

Command 

Older Alluvium 

2.542 

Command 

Older Alluvium 

2.390 

Command 

Older Alluvium 

11.600 

Non-command 

Older Alluvium 

4.098 

Non-command 

Older Alluvium 

0.180 

Command 

Older Alluvium 

0.552 

Non-command 

Older Alluvium 

1.015 

Command 

Older Alluvium 

0.914 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

220,000 

200,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

130,000 

120,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

70,000 

50,000 

120 

220,000 

200,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

220,000 

200,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

100,000 

80,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

220,000 

200,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.032 

0.058 

0.292 

0.384 

0.234 

0.234 

0.422 

0.726 

0.144 

0.144 

0.011 

0.143 

0.022 

0.035 

1.631 

2.001 

- 

- I 

0.701 

2.285 

0.048 

0.140 

0.006 

0.006 

0.090 

0.124 

0.030 

0.038 

0.019 

0.019 

0.006 

0.006 

0.173 

0.173 

0.342 

0.350 

0.043 

0.135 

- 

- 

0.043 

0.135 

0.067 

0.067 

0.010 

0.116 

0.010 

0.010 

0.024 

0.049 

0.018 

0.026 

0.024 

0.024 

0.078 

0.086 

0.108 

0.150 

0.017 

0.028 

0.054 

0.062 

0.024 

0.024 



0.011 

0.011 

0.140 

0.140 



0.024 

0.024 

0.096 

0.205 

- 

- 

0.048 

0.048 

0.067 

0.067 

0.518 

0.716 

1.128 

1.128 

0.408 

0.408 

0.010 

0.010 

0.120 

0.120 

0.216 

0.216 

0.168 

0.168 























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Bhanwarki 


Bharja Gaddi 


Bharoti 


Bhawar 


Type of Area (Command / N< 
command) 



Berkhandi 

0810000201286200 

9.193 

Fresh 

Bhadkoli 

0810000301290200 

2.918 

Fresh 


Non-command 


Morel 


Non-command 



0810000201283000 

7.296 

0810000301291400 

2.443 

0810000301289700 

1.738 

0810000201285700 

8.326 




Bheroowas Chak No 2 

0811000501439500 

0.240 

Fresh 

Bhookha 

0810000301292700 

7.493 

Fresh 


Bhoori Pahari 

0810000701327000 

30.342 

Fresh 

Bichchhi Dona 

0810000301293300 

9.184 

Fresh 



Bichhauchh 

0810000201282800 

12.854 

Fresh 

Biloli Nadi 

0810000301294200 

4.115 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Dheel 


Non-command 


Non-command 


Dheel 


Morel 


Non-command 


Non-command 


Non-command 


Bilona Kalan 

0811000501437900 

6.008 

Fresh 

Bilona Khurd 

0811000501443900 

4.690 

Fresh 


Binori 

0811000501442200 

8.582 

Fresh 

Chainpura 

0810000401300300 

3.773 

Fresh 


Chak Rasoolpura 


Non-command 


Morel 


Non-command 


Non-command 


Morel 



Chak Bharoti 

0810000301289600 

2.590 

Fresh 

Chak Biloli 

0810000301293900 

3.816 

Fresh 


Non-command 


Dheel 


Non-command 


Morel 



0810000401303300 


Non-command 


Non-command 



Chak Samrathpura 

0810000301288000 

1.278 

Fresh 

Chak Shahpura 

0810000401300600 

0.620 

Fresh 

Chak Somawas 

0810000401297900 

1.302 

Fresh 

Chak Udairampura 

0810000201283700 

2.739 

Fresh 



Datooli 

0810000401296600 

3.845 

Fresh 

Dausada 

0811000501444000 

1.245 

Fresh 

Deoli 

0810000301289900 

3.706 

Fresh 



Morel 


Morel 


Non-command 


Morel 


Non-command 


Non-command 


Morel 


Non-command 


Non-command 


Non-command 


Dheel 


Non-command 


Non-command 


Dewalda 


0811000501444400 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.142 

Command 

Older Alluvium 

9.193 

Non-command 

Older Alluvium 

0.775 

Non-command 

Phyllite & Schist 

2.142 

Non-command 

Older Alluvium 

0.291 

Non-command 

Phyllite & Schist 

2.443 

Non-command 

Phyllite & Schist 

1.738 

Non-command 

Older Alluvium 

1.687 

Non-command 

Older Alluvium 

0.231 

Non-command 

Older Alluvium 

6.478 

Non-command 

Phyllite & Schist 

2.566 

Non-command 

Older Alluvium 

0.203 

Command 

Limestone 

0.263 

Non-command 

Limestone 

0.969 

Non-command 

Quartzite 

0.100 

Command 

Limestone 

0.218 

Command 

Limestone 

0.481 

Non-command 

Limestone 

1.495 

Non-command 

Older Alluvium 

0.141 

Non-command 

Limestone 

0.311 

Non-command 

Quartzite 

0.610 

Non-command 

Older Alluvium 

5.307 

Command 

Older Alluvium 

2.847 

Non-command 

Older Alluvium 

1.843 

Non-command 

Older Alluvium 

2.303 

Command 

Older Alluvium 

1.791 

Command 

Phyllite & Schist 

0.013 

Non-command 

Older Alluvium 

1.044 

Non-command 

Phyllite & Schist 

0.925 

Non-command 

Phyllite & Schist 

2.590 

Command 

Limestone 

1.088 

Non-command 

Limestone 

0.227 

Command 

Limestone 

0.251 

Command 

Older Alluvium 

0.329 

Non-command 

Older Alluvium 

0.177 

Non-command 

Older Alluvium 

0.502 

Non-command 

Phyllite & Schist 

0.178 

Command 

Older Alluvium 

1.278 

Command 

Older Alluvium 

0.620 

Non-command 

Older Alluvium 

0.371 

Command 

Older Alluvium 

0.235 

Non-command 

Older Alluvium 

2.503 

Non-command 

Older Alluvium 

4.176 

Non-command 

Phyllite & Schist 

0.107 

Command 

Limestone 

2.778 

Non-command 

Limestone 

0.283 

Non-command 

Older Alluvium 

3.845 

Non-command 

Older Alluvium 

1.245 

Command 

Phyllite & Schist 

0.361 

Non-command 

Phyllite & Schist 

0.279 

Non-command 

Older Alluvium 

4.238 

Non-command 

Phyllite & Schist 

0.000 

Command 

Older Alluvium 

3.184 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

220,000 

200,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

220,000 

200,000 

120 

100,000 

80,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

220,000 

200,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

110,000 

90,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.024 

0.024 

2.136 

2.136 

0.029 

0.029 

0.060 

0.068 

0.024 

0.024 

0.048 

0.048 

0.384 

0.409 

0.192 

0.192 

0.010 

0.010 

0.490 

0.490 

0.120 

0.120 

0.011 

0.011 

0.012 

0.012 

0.036 

0.044 

- 

- 1 

0.006 

0.006 

0.012 

0.012 

0.042 

0.050 

0.048 

0.048 

0.018 

0.018 

0.059 

0.059 

1.544 

1.953 

0.065 

0.250 

0.043 

0.162 

0.184 

0.184 

0.067 

0.067 

- 

- 

0.038 

0.038 

0.024 

0.024 

0.030 

0.030 

0.024 

0.049 

0.006 

0.014 



0.024 

0.024 

0.192 

0.192 

0.499 

0.499 

0.006 

0.006 

0.072 

0.114 

0.006 

0.014 

0.374 

0.374 

0.378 

0.378 

0.024 

0.032 

0.018 

0.026 

0.250 

0.250 

- 

- i 

0.324 

0.350 


















































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Goth 


Gothra 


Hanumatpur 


Haroti 


Jhanoon 


Kalyanpura 


Type of Area (Command / N< 
command) 



Dhanesra 

0810000401299900 

3.120 

Fresh 

Dhorala 

0810000401297100 

6.746 

Fresh 


Non-command 


Non-command 


Morel 


Non-command 



Didwara 

0810000301289200 

4.593 

Fresh 

Diwara 

0810000301291900 

5.549 

Fresh 



Ebra 

0810000301294800 

7.261 

Fresh 

Edalpur 

0809000601243600 

10.627 

Fresh 

Ekat 

0809000601249300 

8.969 

Fresh 


Gadota 

0810000401301100 

3.015 

Fresh 

Galad Kalan 

0810000401300100 

4.633 

Fresh 


Morel 


Dheel 


Morel 


Non-command 


Dheel 


Non-command 


Non-command 


Non-command 


Kalisil 


Non-command 


Non-command 


Morel 


Non-command 



Garhi Ka Gaon 

0809000601249600 

9.479 

Fresh 

Ghata Nainwari 

0810000401296500 

8.926 

Fresh 

Gojari 

0810000301292200 

7.252 

Fresh 


Gol 

0810000401299300 

3.202 

Fresh 

Gordhanpura 

0809000601244000 

6.179 

Fresh 



0810000201286400 


0810000401299400 


Dheel 


Non-command 


Non-command 


Non-command 


Dheel 


Non-command 


Non-command 


Kalisil 


Non-command 


Non-command 



Gotor 

0810000401296700 

10.636 

Fresh 

Hanootya 

0810000401297700 

3.420 

Fresh 


Non-command 


Non-command 



0810000401297600 


0809000601249700 




Non-command 


Non-command 


Harsota 

0810000401303800 

6.495 

Fresh 

Harsoti 

0810000401303700 

4.229 

Fresh 


Jadeed Phalsawata 

0810000301288400 

2.380 

Fresh 

Jastana 

0810000401300700 

15.283 

Fresh 




0810000401299800 


0811000501444600 


Non-command 


6.437 Fresh Non-command 


3.579 Fresh Morel 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

1.014 

Non-command 

Phyllite & Schist 

3.120 

Command 

Older Alluvium 

2.695 

Non-command 

Older Alluvium 

4.033 

Non-command 

Phyllite & Schist 

0.017 

Command 

Older Alluvium 

4.593 

Command 

Limestone 

0.091 

Command 

Limestone 

1.412 

Non-command 

Limestone 

4.043 

Command 

Limestone 

0.460 

Non-command 

Limestone 

2.645 

Non-command 

Older Alluvium 

7.261 

Non-command 

Older Alluvium 

1.079 

Command 

Older Alluvium 

3.338 

Non-command 

Older Alluvium 

0.106 

Non-command 

Older Alluvium 

3.015 

Command 

Phyllite & Schist 

0.003 

Non-command 

Older Alluvium 

3.857 

Non-command 

Phyllite & Schist 

0.773 

Command 

Phyllite & Schist 

0.003 

Non-command 

Older Alluvium 

0.184 

Non-command 

Phyllite & Schist 

3.808 

Command 

Phyllite & Schist 

1.464 

Non-command 

Phyllite & Schist 

0.794 

Non-command 

Older Alluvium 

0.079 

Non-command 

Older Alluvium 

1.563 

Command 

Limestone 

0.020 

Non-command 

Limestone 

0.588 

Non-command 

Phyllite & Schist 

0.526 

Command 

Older Alluvium 

1.568 

Non-command 

Older Alluvium 

0.109 

Non-command 

Limestone 

9.934 

Non-command 

Older Alluvium 

17.908 

Non-command 

Older Alluvium 

0.086 

Non-command 

Phyllite & Schist 

0.305 

Non-command 

Older Alluvium 

4.433 

Non-command 

Older Alluvium 

2.785 

Non-command 

Phyllite & Schist 

0.635 

Non-command 

Older Alluvium 

0.069 

Non-command 

Phyllite & Schist 

0.717 

Non-command 

Limestone 

3.038 

Non-command 

Older Alluvium 

2.984 

Non-command 

Quartzite 

2.603 

Non-command 

Phyllite & Schist 

5.383 

Non-command 

Older Alluvium 

0.547 

Non-command 

Phyllite & Schist 

3.682 

Command 

Older Alluvium 

2.380 

Command 

Older Alluvium 

7.362 

Command 

Phyllite & Schist 

5.353 

Non-command 

Phyllite & Schist 

2.567 

Non-command 

Older Alluvium 

2.006 

Non-command 

Phyllite & Schist 

4.431 

Command 

Older Alluvium 

2.150 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

220,000 

200,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

90,000 

80,000 

120 

220,000 

200,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

220,000 

200,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

110,000 

90,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.108 

0.108 

0.090 

0.090 

0.230 

0.230 

0.346 

0.346 

- 

- 

0.288 

0.367 

0.006 

0.006 

0.054 

0.079 

0.150 

0.217 

0.072 

0.080 

0.396 

0.421 

0.307 

0.452 

0.120 

0.120 

0.384 

0.384 

0.024 

0.024 

0.269 

0.269 

- 

- 

0.278 

0.278 

0.036 

0.036 


0.010 

0.010 

0.156 

0.156 

0.174 

0.191 

0.096 

0.104 



0.006 

0.006 

0.042 

0.042 

0.072 

0.072 

- 

- 

0.202 

0.202 

0.936 

0.936 

0.020 

0.020 

0.030 

0.030 

0.202 

0.202 

0.038 

0.038 

0.006 

0.006 

- 

- 

0.018 

0.018 

0.050 

0.050 

0.168 

0.168 

0.050 

0.050 

0.108 

0.108 

0.029 

0.029 

0.144 

0.144 

0.010 

0.036 

0.336 

0.336 

0.150 

0.150 

0.072 

0.072 

0.154 

0.154 

0.210 

0.210 

0.248 

0.261 







































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Larota 


Type of Area (Command / N< 
command) 



Kanloda 

0811000501444700 

2.626 

Fresh 

Karel 

0810000301288100 

6.416 

Fresh 

Kasba Bonli 

0810000401301400 

19.363 

Fresh 

Kazi Kundli 

0810000201286600 

3.262 

Fresh 


Non-command 


Morel 


Non-command 


Morel 


Morel 


Non-command 


Morel 



Keeratpura 

0810000301287700 

2.073 

Fresh 

Khatoli 

0810000301292400 

1.549 

Fresh 

Khemawas 

0811000501439400 

3.568 

Fresh 

Kherla 

0809000601243400 

12.083 

Fresh 


Morel 


Morel 


Non-command 


Non-command 



Khurra 

0811000501443400 

4.559 

Fresh 

Kishanpura 

0811000501441700 

2.079 

Fresh 

Kishorpura 

0811000501443500 

8.156 

Fresh 

Kodyai 

0810000401300000 

15.865 

Fresh 

Kothali 

0810000301294000 

5.499 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Dheel 


Non-command 



Kushalpura 

0810000401298200 

4.630 

Fresh 

Kuwagaon 

0810000401298300 

3.548 

Fresh 

Lakhanpur 

0810000201285900 

0.780 

Fresh 



0810000401299100 

5.577 

Fresh 

0810000401300900 

6.853 

Fresh 



Mahariya 

0811000501443700 

7.419 

Fresh 

Mahrawand 

0810000201283300 

2.070 

Fresh 

Maidpura 

0810000301290400 

7.580 

Fresh 

Maksoodanpura 

0810000301294600 

5.123 

Fresh 


Non-command 


Non-command 


Morel 


Non-command 


Non-command 


Morel 


Non-command 


Morel 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Malarna Chaur 


0810000301289400 


20.434 Fresh 


Morel 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

1.429 

Command 

Older Alluvium 

0.263 

Non-command 

Older Alluvium 

2.041 

Command 

Older Alluvium 

2.626 

Command 

Older Alluvium 

6.416 

Non-command 

Phyllite & Schist 

17.607 

Command 

Older Alluvium 

0.643 

Command 

Quartzite 

0.000 

Non-command 

Older Alluvium 

0.029 

Non-command 

Quartzite 

0.012 

Command 

Older Alluvium 

2.073 

Command 

Limestone 

1.549 

Non-command 

Older Alluvium 

1.137 

Non-command 

Limestone 

0.000 

Non-command 

Older Alluvium 

11.792 

Non-command 

Older Alluvium 

1.061 

Non-command 

Phyllite & Schist 

5.758 

Command 

Older Alluvium 

0.117 

Non-command 

Older Alluvium 

11.016 

Non-command 

Phyllite & Schist 

5.426 

Command 

Limestone 

0.251 

Command 

Older Alluvium 

1.674 

Non-command 

Older Alluvium 

0.040 

Non-command 

Older Alluvium 

2.079 

Non-command 

Older Alluvium 

5.234 

Non-command 

Phyllite & Schist 

15.865 

Command 

Limestone 

2.515 

Non-command 

Limestone 

2.849 

Non-command 

Quartzite 

0.135 

Command 

Limestone 

0.024 

Command 

Phyllite & Schist 

0.027 

Non-command 

Older Alluvium 

0.132 

Non-command 

Older Alluvium 

0.367 

Command 

Older Alluvium 

0.014 

Non-command 

Older Alluvium 

0.766 

Non-command 

Phyllite & Schist 

0.137 

Command 

Older Alluvium 

0.639 

Non-command 

Older Alluvium 

6.214 

Command 

Older Alluvium 

0.175 

Non-command 

Older Alluvium 

1.638 

Non-command 

Older Alluvium 

7.419 

Non-command 

Older Alluvium 

2.070 

Non-command 

Older Alluvium 

7.580 

Non-command 

Limestone 

4.629 

Non-command 

Older Alluvium 

0.494 

Command 

Older Alluvium 

15.744 

Non-command 

Older Alluvium 

3.398 

Non-command 

Phyllite & Schist 

1.291 

Command 

Limestone 

12.555 

Command 

Older Alluvium 

0.013 

Command 

Phyllite & Schist 

0.247 

Non-command 

Limestone 

7.801 

Non-command 

Older Alluvium 

0.051 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

220,000 

200,000 

120 

110,000 

90,000 

120 

220,000 

200,000 

120 

110,000 

90,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

220,000 

200,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

110,000 

90,000 

120 

220,000 

200,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

110,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.173 


0.054 


0.378 


0.108 


0.682 


1.080 


0.144 




0.346 

0.386 

0.048 

0.056 

0.108 

0.108 


2.136 

2.294 

0.019 

0.019 

0.066 

0.066 

0.019 

0.019 

1.882 

1.935 

0.576 

0.593 

0.030 

0.038 

0.298 

0.404 


0.605 

0.605 

0.378 

0.378 

0.570 

0.570 

0.090 

0.182 

0.102 

0.203 

0.008 

0.019 



0.010 

0.010 

0.029 

0.029 


0.048 

0.048 

0.012 

0.012 

0.019 

0.019 

0.154 

0.154 

- 

- { 

0.096 

0.096 

0.756 

0.756 

0.336 

0.336 

0.307 

0.307 

0.294 

0.748 

0.048 

0.127 

1.037 

1.037 

0.221 

0.221 

0.054 

0.054 

0.696 

0.696 

- 

- 

0.012 

0.012 

0.432 

0.432 






































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Miskinpura 


Mohammadpura 


Morpa 


7.891 Fresh Non-command 



Mandawari 

0811000501443300 

12.098 

Fresh 

Manoli 

0810000301288800 

6.366 

Fresh 




0810000401297300 


0810000301289000 


0810000201286500 


Saline 


Fresh 


Fresh 


10.815 Fresh 


Morel 


Non-command 


Morel 


Non-command 


Non-command 


Non-command 


Morel 


Morel 



Nananwas 

0810000201287100 

10.178 

Fresh 

Neemod 

0810000301287900 

5.561 

Fresh 

Neemoda 

0809000601243500 

22.542 

Fresh 


Paniyala 

0810000301294700 

3.097 

Fresh 

Pardampura 

0809000601249500 

4.677 

Fresh 


Non-command 


Morel 


Kalisil 


Non-command 


Non-command 


Non-command 



Patti Sultanpura 

0811000501441800 

0.534 

Fresh 

Pattya 

0810000401299700 

1.155 

Fresh 

Peelookhera Kalan 

0810000401296900 

4.691 

Fresh 



Peelwa Nadi 

0810000301293700 

2.110 

Fresh 

Peepalda 

0810000401297200 

20.819 

Fresh 


Non-command 


Non-command 


Morel 


Non-command 


Morel 


Non-command 


Dheel 


Morel 



Phalsawata 

0810000301288300 

5.639 

Fresh 

Pooneta 

0810000401303500 

5.152 

Fresh 


Dheel 


Morel 


Non-command 


Morel 


Non-command 


Pura Gulabsingh 

0810000401297500 

2.365 

Fresh 

Pura Panesingh 

0810000401297400 

3.677 

Fresh 

Qila Bonli 

0810000401301500 

4.071 

Fresh 

Raghuwanti 

0810000301294300 

6.238 

Fresh 


Raipura 


Ramri 


Ramsinghpura 


Non-command 


Non-command 


Non-command 


Dheel 


Non-command 



0811000501445100 


0810000301289100 


0810000201284200 


2.804 Fresh Morel 


1.294 Fresh Morel 


3.157 Fresh Non-command 


Saline Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

0.052 

Non-command 

Older Alluvium 

3.408 

Non-command 

Phyllite & Schist 

4.483 

Non-command 

Older Alluvium 

0.586 

Command 

Limestone 

1.576 

Command 

Older Alluvium 

1.286 

Command 

Phyllite & Schist 

3.488 

Command 

Older Alluvium 

2.311 

Non-command 

Older Alluvium 

0.001 

Command 

Older Alluvium 

1.475 

Non-command 

Older Alluvium 

1.914 

Non-command 

Older Alluvium 

0.033 

Non-command 

Phyllite & Schist 

4.467 

Command 

Older Alluvium 

2.131 

Command 

Older Alluvium 

1.754 

Command 

Quartzite 

0.002 

Non-command 

Older Alluvium 

6.376 

Non-command 

Quartzite 

0.001 

Non-command 

Older Alluvium 

1.766 

Command 

Older Alluvium 

5.561 

Command 

Older Alluvium 

1.976 

Non-command 

Older Alluvium 

15.592 

Non-command 

Older Alluvium 

3.097 

Non-command 

Limestone 

0.106 

Non-command 

Older Alluvium 

0.904 

Non-command 

Quartzite 

0.032 

Non-command 

Older Alluvium 

0.534 

Non-command 

Older Alluvium 

1.149 

Command 

Older Alluvium 

0.167 

Non-command 

Older Alluvium 

4.523 

Command 

Older Alluvium 

0.979 

Non-command 

Older Alluvium 

1.655 

Command 

Limestone 

0.688 

Command 

Older Alluvium 

2.466 

Command 

Phyllite & Schist 

4.540 

Non-command 

Older Alluvium 

0.556 

Non-command 

Phyllite & Schist 

13.257 

Command 

Limestone 

0.263 

Command 

Limestone 

0.152 

Non-command 

Limestone 

1.016 

Command 

Older Alluvium 

5.639 

Non-command 

Older Alluvium 

1.405 

Non-command 

Phyllite & Schist 

3.747 

Non-command 

Phyllite & Schist 

2.365 

Non-command 

Phyllite & Schist 

3.677 

Non-command 

Phyllite & Schist 

3.039 

Command 

Limestone 

0.043 

Non-command 

Limestone 

4.418 

Non-command 

Quartzite 

1.767 

Command 

Older Alluvium 

2.804 

Command 

Older Alluvium 

1.294 

Non-command 

Older Alluvium 

0.445 

Non-command 

Older Alluvium 

0.607 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

220,000 

200,000 

120 

110,000 

90,000 

120 

220,000 

200,000 

120 

110,000 

90,000 

120 

220,000 

200,000 

120 

110,000 

80,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

110,000 

80,000 

120 

80,000 

60,000 

120 

220,000 

200,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

110,000 

80,000 

120 

220,000 

200,000 

120 

100,000 

80,000 



MCM 

MCM 

(15) 

(16) 

- 

- ; 

0.230 

0.230 

0.192 

0.192 

0.086 

0.126 

0.048 

0.073 

0.067 

0.093 

0.114 

0.173 

0.058 

0.058 


0.072 

0.072 

0.096 

0.096 


0.084 

0.084 

0.163 

0.203 

0.264 

0.264 



0.216 

0.216 

0.499 

0.552 

0.120 

0.120 

0.960 

0.960 

0.672 

0.844 



0.054 

0.054 

0.211 

0.211 

0.010 

0.010 

0.346 

0.346 

0.019 

0.019 

0.038 

0.038 

0.126 

0.252 

0.096 

0.096 

0.114 

0.114 

0.019 

0.019 

0.324 

0.324 

0.006 

0.006 

0.006 

0.006 

0.036 

0.044 

0.518 

0.663 

0.077 

0.077 

0.126 

0.126 

0.048 

0.048 

0.042 

0.042 

0.042 

0.042 

- 

- I 

0.138 

0.348 

0.076 

0.184 

0.108 

0.464 

0.173 

0.173 





































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


(2) 

(3) 

(4) 

(5) 

Rasoolpura 

0810000301289800 

1.849 

Fresh 

Rasoolpura Chak No.l 

0810000301291300 

0.321 

Fresh 

Rasoolpura Chak No.2 

0810000301291200 

0.534 

Fresh 

Rasoolpura Chak No.3 

0810000301290100 

0.842 

Fresh 

Rawasa 

0810000401301600 

7.653 

Fresh 

Samrathpura 

0810000301288200 

1.535 

Fresh 

Sancholi 

0810000201283500 

6.186 

Fresh 

Sangarwasa 

0810000301292300 

4.423 

Fresh 


Shri Kishanpura 


Type of Area (Command / N< 
command) 



Sarwari 

0810000401303200 

7.212 

Fresh 

Sesa 

0810000301292000 

9.346 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Morel 


Morel 


Dheel 


Morel 


Non-command 


Non-command 


Non-command 


Dheel 



0811000501439600 

1.539 

Fresh 

0810000301291700 

2.115 

Fresh 


Morel 


Non-command 


Non-command 


Morel 


Non-command 



Shri Kishanpura Chak No.l 

0810000301291500 

1.664 

Fresh 

Shri Kishanpura Chak No.2 

0810000301291600 

0.493 

Fresh 

Shripura 

0810000301288900 

4.904 

Fresh 


Non-command 


Non-command 


Morel 



Shyampura Khurd 

0811000501443600 

3.335 

Fresh 

Somawas 

0810000401298000 

1.654 

Fresh 

Sotoli 

0810000401303400 

1.528 

Fresh 

Sukhanandpura 

0810000201283600 

4.485 

Fresh 


Sundarpur 

0811000501444200 

8.573 

Fresh 

Sundarpura 

0810000401300200 

3.952 

Fresh 


Non-command 


Non-command 


Non-command 


Morel 


Non-command 


Non-command 


Morel 



Suratpura 

0811000501441900 

5.813 

Fresh 

Taranpur 

0810000301289500 

3.608 

Fresh 



Toda Dhama @ Gopalpura 

0811000501439200 

1.816 

Fresh 

Toda Dhama Chak NO 2 

0811000501438000 

1.463 

Fresh 

Toda Thekla 

0811000501441600 

7.355 

Fresh 


Morel 


Non-command 


Non-command 


Morel 


Non-command 


Non-command 


Morel 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

1.849 

Non-command 

Phyllite & Schist 

0.321 

Non-command 

Phyllite & Schist 

0.534 

Non-command 

Phyllite & Schist 

0.842 

Non-command 

Phyllite & Schist 

0.190 

Command 

Older Alluvium 

1.535 

Command 

Older Alluvium 

6.186 

Command 

Limestone 

0.135 

Command 

Limestone 

0.301 

Non-command 

Limestone 

1.374 

Non-command 

Limestone 

3.060 

Non-command 

Older Alluvium 

8.611 

Non-command 

Phyllite & Schist 

1.294 

Command 

Limestone 

1.846 

Command 

Phyllite & Schist 

0.080 

Non-command 

Limestone 

4.143 

Non-command 

Phyllite & Schist 

2.015 

Command 

Older Alluvium 

2.530 

Non-command 

Older Alluvium 

0.046 

Non-command 

Older Alluvium 

0.991 

Command 

Phyllite & Schist 

0.540 

Non-command 

Limestone 

0.075 

Non-command 

Phyllite & Schist 

1.500 

Non-command 

Phyllite & Schist 

1.664 

Non-command 

Phyllite & Schist 

0.493 

Command 

Older Alluvium 

2.714 

Command 

Phyllite & Schist 

1.451 

Non-command 

Older Alluvium 

0.361 

Non-command 

Phyllite & Schist 

0.379 

Non-command 

Limestone 

5.089 

Non-command 

Quartzite 

0.537 

Non-command 

Older Alluvium 

3.335 

Non-command 

Older Alluvium 

0.368 

Non-command 

Phyllite & Schist 

1.528 

Command 

Older Alluvium 

3.886 

Non-command 

Older Alluvium 

0.599 

Non-command 

Older Alluvium 

0.216 

Command 

Older Alluvium 

1.273 

Command 

Phyllite & Schist 

0.944 

Non-command 

Older Alluvium 

0.364 

Non-command 

Phyllite & Schist 

1.370 

Command 

Older Alluvium 

1.780 

Non-command 

Older Alluvium 

3.256 

Non-command 

Older Alluvium 

4.720 

Command 

Phyllite & Schist 

0.869 

Non-command 

Phyllite & Schist 

2.739 

Non-command 

Older Alluvium 

1.571 

Non-command 

Phyllite & Schist 

7.902 

Command 

Older Alluvium 

7.017 

Non-command 

Older Alluvium 

0.445 

Non-command 

Older Alluvium 

0.040 

Non-command 

Older Alluvium 

0.109 

Non-command 

Older Alluvium 

1.938 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

220,000 

200,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

110,000 

90,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.150 

0.150 

- 

- 

0.072 

0.072 

0.018 

0.018 

0.006 

0.006 

0.029 

0.029 

1.296 

1.296 

0.006 

0.006 

0.012 

0.012 

0.048 

0.065 

0.126 

0.437 

0.566 

1.926 

- 

- 

0.078 

0.095 

0.006 

0.006 

0.180 

0.222 

0.090 

0.115 

0.038 

0.038 



0.006 

0.006 

0.030 

0.030 

0.067 

0.080 

0.024 

0.024 

0.010 

0.010 

0.006 

0.006 

0.216 

0.443 

0.034 

0.066 

0.270 

0.534 

0.038 

0.038 

0.012 

0.012 

0.216 

0.216 

0.024 

0.024 

0.011 

0.011 

0.067 

0.067 

0.030 

0.030 

0.019 

0.019 

0.048 

0.048 

0.096 

0.096 

0.192 

0.192 

0.648 

1.070 

0.018 

0.018 

0.066 

0.066 

0.106 

0.106 

0.318 

0.318 

0.288 

0.288 

0.024 

0.024 

0.011 

0.011 

- 

- 

0.518 

0.518 


















































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



07009068 


Tond 


Abhaipur 


Abhaipura 



Abhaneri 


Abhay Pura 


Achalpura 


Ajabpura 


Akhaipura 


Alipura 


0810000401300800 


0811000401411400 


0811000501414100 


0822000302629200 


0811000501425400 


0812001201612900 


0812001301632800 


0811000501432000 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



0812001201628700 

1.167 

Fresh 

0812001201629200 

2.188 

Fresh 

0811000501420900 

3.665 

Fresh 


Morel 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Alooda 

0811000401404300 

24.491 

Fresh 

Amarabad 

0811000501426100 

2.946 

Fresh 


Non-command 


Non-command 


Anandpura 


Anatpura 


Anooppura 


0811000401405200 


1.461 Fresh 


Saline 


Arniya 


Badekhan 


Bagri 


Baijwari 


Balawas 


Ballupura 


Balrampura 


Balrampura Chak No.l 


Bamanheri 


Baniyana 


Bans Parsa 


Banshipura 


Baori Ka Bas 


Bar Ka Para 


Baragaon 


Bardakho 


Baredi 


0812001201629000 

4.460 

0811000501429700 

3.124 



Apreta 

0812001201623000 

0.908 

Fresh 

Aranya Kalan 

0811000501424200 

2.497 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0822000302629800 

8.291 

Fresh 

0811000501437800 

6.211 

Fresh 

0811000501444100 

13.767 

Fresh 

0811000401411500 

3.014 

Fresh 

0811000401412900 

1.498 

Fresh 

0812001201628500 

1.253 

Fresh 

0811000501438300 

1.115 

Fresh 

0812001301635100 

0.564 

Fresh 

0812001301635200 

0.301 

Fresh 

0811000501424800 

4.206 

Fresh 

0811000401400000 

5.877 

Fresh 

0810000401295300 

3.484 

Fresh 

0822000302627600 

1.846 

Fresh 

0812001201626800 

1.244 

Fresh 

0811000501432100 

1.401 

Fresh 

0811000401404600 

8.433 

Fresh 

0811000401413100 

1.564 

Fresh 

0811000501433300 

6.582 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Barh Babanpura 

0812001301655700 

0.656 

Fresh 

Barh Babupura 

0812001201624100 

0.426 

Fresh 

Barh Baldeopura 

0812001301633300 

1.932 

Fresh 

Barh Barwa 

0811000501415400 

1.005 

Fresh 

Barh Bhowatpura 

0811000501427100 

0.651 

Fresh 

Barh Bidarkha 

0811000401408400 

0.511 

Fresh 

Barh Booj 

0812001101607000 

0.565 

Fresh 

Barh Chandpura 

0812001301633800 

1.365 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Older Alluvium 

4.028 

Non-command 

Older Alluvium 

2.604 

Non-command 

Older Alluvium 

1.367 

Non-command 

Phyllite & Schist 

0.707 

Non-command 

Younger Alluvium 

2.058 

Non-command 

Older Alluvium 

0.074 

Non-command 

Older Alluvium 

0.004 

Non-command 

Older Alluvium 

2.859 

Non-command 

Younger Alluvium 

0.003 

Non-command 

Older Alluvium 

1.167 

Non-command 

Older Alluvium 

2.188 

Non-command 

Older Alluvium 

2.836 

Non-command 

Quartzite 

0.828 

Non-command 

Older Alluvium 

22.574 

Non-command 

Older Alluvium 

1.516 

Non-command 

Younger Alluvium 

1.430 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

1.461 

Non-command 

Older Alluvium 

4.460 

Non-command 

Older Alluvium 

3.029 

Non-command 

Younger Alluvium 

0.095 

Non-command 

Older Alluvium 

0.908 

Non-command 

Older Alluvium 

1.261 

Non-command 

Younger Alluvium 

1.235 

Non-command 

Older Alluvium 

0.199 

Non-command 

Younger Alluvium 

1.798 

Non-command 

Older Alluvium 

3.954 

Non-command 

Older Alluvium 

5.986 

Non-command 

Older Alluvium 

0.091 

Non-command 

Older Alluvium 

3.014 

Non-command 

Older Alluvium 

0.672 

Non-command 

Older Alluvium 

1.253 

Non-command 

Older Alluvium 

1.115 

Non-command 

Older Alluvium 

0.564 

Non-command 

Older Alluvium 

0.301 

Non-command 

Younger Alluvium 

4.206 

Non-command 

Older Alluvium 

5.877 

Non-command 

Phyllite & Schist 

3.484 

Non-command 

Phyllite & Schist 

1.846 

Non-command 

Quartzite 

1.244 

Non-command 

Older Alluvium 

1.401 

Non-command 

Older Alluvium 

8.433 

Non-command 

Older Alluvium 

1.377 

Non-command 

Older Alluvium 

6.554 

Non-command 

Quartzite 

0.028 

Non-command 

Older Alluvium 

0.010 

Non-command 

Older Alluvium 

0.426 

Non-command 

Older Alluvium 

0.003 

Non-command 

Older Alluvium 

1.005 

Non-command 

Younger Alluvium 

0.651 

Non-command 

Older Alluvium 

0.511 

Non-command 

Older Alluvium 

0.508 

Non-command 

Older Alluvium 

1.364 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

110,000 

80,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

130,000 

90,000 

120 

100,000 

65,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

130,000 

90,000 

120 

100,000 

65,000 

120 

100,000 

65,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

130,000 

90,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

100,000 

65,000 

120 

110,000 

90,000 

120 

130,000 

90,000 

120 

100,000 

65,000 

120 

110,000 

90,000 

120 

130,000 

90,000 

120 

110,000 

90,000 

120 

130,000 

90,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

65,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

130,000 

90,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

60,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

100,000 

90,000 

120 

100,000 

65,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

130,000 

90,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

90,000 



Tube Wells with 
Wells Pumpset 



0.155 

0.155 

0.351 

0.831 

0.367 

0.393 

0.011 

0.011 

0.070 

0.106 

0.119 

0.251 

0.119 

0.259 

0.022 

0.035 

0.238 

0.456 

0.313 

0.313 

0.626 

1.009 

0.011 

0.011 

0.647 

0.647 

0.084 

0.106 

0.156 

0.336 

0.054 

0.054 

0.065 

0.065 

0.032 

0.032 

0.108 

0.311 

0.672 

0.748 

0.150 

0.150 

0.173 

0.173 

0.019 

0.098 

0.216 

0.216 

1.252 

1.306 

0.017 

0.028 

0.367 

0.393 



0.043 

0.043 

0.130 

0.177 

0.042 

0.042 

0.042 

0.118 

0.140 

0.140 





































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 


Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Barh Dabar Kalan 

0811000501425100 

0.495 

Fresh 


Type of Area (Command / N< 
command) 



Barh Dehlal 

0811000501426000 

0.724 

Fresh 

Barh Dhamsya 

0812001101608100 

1.948 

Fresh 


Non-command 


Non-command 


Barh Doobalya 

0811000501413900 

0.705 

Fresh 

Barh Fatehpura 

0811000501416200 

0.275 

Fresh 

Barh Gor Khurd 

0822000302629300 

0.613 

Fresh 

Barh Gumanpura 

0811000501430500 

0.514 

Fresh 

Barh Handa 

0822000302629400 

0.632 

Fresh 

Barh Jagner 

0811000501417900 

0.291 

Fresh 

Barh Jeeta 

0811000501425800 

0.426 

Fresh 

Barh Kalyawas 

0811000501427800 

0.525 

Saline 

Barh Keshopura 

0812001301656000 

1.098 

Fresh 

Barh Kukasya 

0822000302628600 

2.779 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Barh Mahadeopura 

0812001201617900 

1.768 

Fresh 

Barh Maharajpura 

0812001301654000 

2.032 

Fresh 

Barh Moondiya 

0811000501433400 

1.397 

Fresh 


Non-command 


Non-command 


Non-command 



Barh Prempura 

0811000501429200 

0.469 

Fresh 

Barh Rampura 

0822000302627400 

1.722 

Fresh 

Barh Ramrakhpura 

0812001201618800 

1.271 

Fresh 

Barh Rasoolpura 

0812001101605400 

2.167 

Fresh 

Barh Ratanpura 

0811000501426300 

0.623 

Fresh 

Barh Rooppura 

0811000501430900 

0.989 

Fresh 

Barh Sawaipura 

0811000401411200 

0.566 

Fresh 

Barh Shivsinghpura 

0811000501431300 

1.060 

Fresh 

Barh Shreema 

0811000501433200 

0.683 

Fresh 

Barh Shriganeshpura 

0811000501425700 

0.833 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Barh Tatarsingh Chak No 1 

0811000501435800 

0.239 

Fresh 

Barh Tatarsingh Chak No 2 

0811000501436000 

0.619 

Fresh 

Barh Tatarsingh Chak No 3 

0811000501435900 

0.153 

Fresh 

Barh Tusadri 

0811000501422200 

0.967 

Fresh 

Barh Udaipura 

0811000501428800 

0.750 

Fresh 

Barh Ugarpura 

0811000501426400 

0.308 

Fresh 

Barhcharanwas 

0812001201615200 

0.659 

Fresh 

Barhgor Kalan 

0822000302629000 

1.009 

Fresh 

Baroli 

0811000501418900 

1.070 

Fresh 

Barwa 

0812001201623600 

12.930 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Basna 

0811000401404000 

6.721 

Fresh 

Basra @ Bidarkha 

0811000501427700 

0.549 

Saline 

Bassi 

0812001201614400 

19.247 

Fresh 

Beechha 

0811000501416500 

2.243 

Fresh 

Beedoli 

0811000501425300 

5.978 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Beeghawas 


0811000401400500 


3.995 Fresh Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.356 

Non-command 

Younger Alluvium 

0.139 

Non-command 

Older Alluvium 

0.724 

Non-command 

Older Alluvium 

0.654 

Non-command 

Quartzite 

1.294 

Non-command 

Older Alluvium 

0.705 

Non-command 

Younger Alluvium 

0.275 

Non-command 

Phyllite & Schist 

0.613 

Non-command 

Older Alluvium 

0.514 

Non-command 

Phyllite & Schist 

0.632 

Non-command 

Younger Alluvium 

0.291 

Non-command 

Younger Alluvium 

0.426 

Non-command 

Older Alluvium 

0.525 

Non-command 

Older Alluvium 

0.029 

Non-command 

Older Alluvium 

0.895 

Non-command 

Phyllite & Schist 

1.236 

Non-command 

Older Alluvium 

1.768 

Non-command 

Older Alluvium 

2.032 

Non-command 

Older Alluvium 

1.155 

Non-command 

Quartzite 

0.242 

Non-command 

Older Alluvium 

1.455 

Non-command 

Younger Alluvium 

2.939 

Non-command 

Younger Alluvium 

0.469 

Non-command 

Phyllite & Schist 

0.206 

Non-command 

Older Alluvium 

1.271 

Non-command 

Older Alluvium 

0.311 

Non-command 

Younger Alluvium 

0.623 

Non-command 

Older Alluvium 

0.989 

Non-command 

Older Alluvium 

0.566 

Non-command 

Older Alluvium 

1.060 

Non-command 

Older Alluvium 

0.683 

Non-command 

Older Alluvium 

0.226 

Non-command 

Younger Alluvium 

0.606 

Non-command 

Older Alluvium 

0.239 

Non-command 

Older Alluvium 

0.619 

Non-command 

Older Alluvium 

0.153 

Non-command 

Younger Alluvium 

0.967 

Non-command 

Younger Alluvium 

0.750 

Non-command 

Younger Alluvium 

0.308 

Non-command 

Older Alluvium 

0.658 

Non-command 

Phyllite & Schist 

1.009 

Non-command 

Younger Alluvium 

1.070 

Non-command 

Older Alluvium 

6.978 

Non-command 

Quartzite 

0.057 

Non-command 

Older Alluvium 

10.223 

Non-command 

Quartzite 

1.501 

Non-command 

Older Alluvium 

0.356 

Non-command 

Older Alluvium 

0.549 

Non-command 

Older Alluvium 

0.026 

Non-command 

Younger Alluvium 

2.243 

Non-command 

Older Alluvium 

4.005 

Non-command 

Younger Alluvium 

1.972 

Non-command 

Older Alluvium 

3.995 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

110,000 

90,000 

120 

130,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

130,000 

90,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

90,000 

50,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

100,000 

65,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

90,000 

60,000 

120 

100,000 

65,000 

120 

90,000 

70,000 

120 

130,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

130,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

100,000 

65,000 

120 

90,000 

60,000 

120 

130,000 

90,000 

120 

100,000 

65,000 

120 

60,000 

40,000 

120 

100,000 

65,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

50,000 

120 

100,000 

65,000 

120 

130,000 

90,000 

120 

110,000 

90,000 

120 

130,000 

90,000 

120 

90,000 

70,000 


Wells with 


MCM 

MCM 

(15) 

(16) 

0.032 

0.098 

0.011 

0.042 

0.205 

0.245 

0.034 

0.153 

0.038 

0.196 

0.065 

0.078 

0.238 

0.316 

0.036 

0.036 

0.011 

0.011 

0.036 

0.036 

0.097 

0.191 

0.065 

0.065 

0.036 

0.090 

- 

- 

0.022 

0.022 

0.022 

0.022 

0.250 

0.298 

0.130 

0.130 

0.054 

0.067 

0.007 

0.007 

0.022 

0.022 

0.032 

0.032 

- 

- 

0.014 

0.014 

0.016 

0.076 

0.025 

0.047 

0.022 

0.053 

0.011 

0.011 

0.134 

0.134 

0.086 

0.086 

0.259 

0.272 

0.011 

0.011 

0.022 

0.022 

0.011 

0.037 

0.032 

0.111 

0.011 

0.024 


0.108 

0.139 

0.008 

0.008 

0.043 

0.043 

0.594 

0.984 

0.195 

0.327 


0.226 

0.958 

0.020 

0.085 

0.017 

0.017 

0.072 

0.223 

- 

- 

0.454 

0.735 

0.184 

0.461 

0.097 

0.253 

0.260 

0.282 











































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Beelka 


Beer Lawan 


Bhagwatpura 



Bhamoowas 


Bhandana 


Bhanwata 


Bhaopura 


Bharmal Ka Bas 


Bhateri 


Bhediyawas 


Bhedoli 


Bheroowas Chak No 2 


Bhojyara 


Bhonyawala 


Bhoodlya Bhootpura 


Bhowatpura 


Bhudarpura 


Bidarkha 


Biharipura 


0811000501416700 

3.438 

Fresh 

0811000401405600 

0.402 

Fresh 

0811000501437200 

1.046 

Fresh 

0812001301633600 

2.256 

Fresh 

0822000302629600 

6.432 

Fresh 


0811000501438200 

1.916 

Fresh 

0811000401398600 

8.715 

Fresh 

0811000501420500 

2.914 

Fresh 

0812001101606600 

7.275 

Fresh 

0811000501428700 

1.410 

Fresh 



Saline 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


1.960 Fresh Non-command 


Saline Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0812001201624900 


7.990 Fresh 


Saline 


0811000501429800 

1.948 

0810000401297800 

9.075 

0811000501439500 

0.240 

0811000501430800 

3.643 

0812001201614800 

2.288 

0811000401407000 

4.719 




Saline 


4.120 Fresh 


0811000501427200 


0812001201628400 


0811000401408600 


0811000501414500 


Saline 


1.492 Fresh 


1.604 Fresh 


1.536 Fresh 


6.618 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0811000501438700 


0812001201627700 


Saline 


1.462 Fresh 


3.226 Fresh 


Non-command 


Non-command 


Non-command 



Bilona Kalan 

0811000501437900 

6.008 

Fresh 

Bimalpura 

0812001201619600 

4.019 

Fresh 

Birajpura 

0812001201616200 

2.649 

Fresh 

Bodya Ka Barh 

0812001301633500 

0.508 

Fresh 

Booj 

0812001101606400 

9.299 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Boontoli 

0811000401404800 

2.737 

Fresh 

Borai 

0812001201623300 

5.370 

Fresh 

Borda 

0810000401295200 

4.029 

Fresh 

Borkhera 

0810000401298500 

7.784 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Brahmpuri 

0812001201618100 

1.854 

Fresh 

Burja 

0811000501421600 

2.232 

Fresh 


Non-command 


Non-command 


Byason Ka Nohar 


0811000501422900 


2.423 Fresh 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Younger Alluvium 

0.129 

Non-command 

Older Alluvium 

0.948 

Non-command 

Younger Alluvium 

0.883 

Non-command 

Younger Alluvium 

3.438 

Non-command 

Older Alluvium 

0.402 

Non-command 

Older Alluvium 

1.046 

Non-command 

Older Alluvium 

0.159 

Non-command 

Older Alluvium 

5.353 

Non-command 

Phyllite & Schist 

1.079 

Non-command 

Older Alluvium 

1.916 

Non-command 

Older Alluvium 

0.005 

Non-command 

Older Alluvium 

2.914 

Non-command 

Older Alluvium 

0.946 

Non-command 

Younger Alluvium 

0.245 

Non-command 

Older Alluvium 

0.080 

Non-command 

Younger Alluvium 

1.086 

Non-command 

Older Alluvium 

7.990 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

1.948 

Non-command 

Older Alluvium 

0.031 

Non-command 

Older Alluvium 

0.037 

Non-command 

Older Alluvium 

3.643 

Non-command 

Older Alluvium 

0.851 

Non-command 

Older Alluvium 

1.695 

Non-command 

Younger Alluvium 

2.799 

Non-command 

Older Alluvium 

0.225 

Non-command 

Older Alluvium 

4.024 

Non-command 

Quartzite 

0.096 

Non-command 

Older Alluvium 

0.000 

Non-command 

Younger Alluvium 

1.492 

Non-command 

Older Alluvium 

1.604 

Non-command 

Older Alluvium 

1.536 

Non-command 

Older Alluvium 

2.662 

Non-command 

Younger Alluvium 

0.003 

Non-command 

Older Alluvium 

3.953 

Non-command 

Older Alluvium 

1.462 

Non-command 

Older Alluvium 

2.823 

Non-command 

Quartzite 

0.403 

Non-command 

Older Alluvium 

0.701 

Non-command 

Older Alluvium 

4.019 

Non-command 

Older Alluvium 

0.006 

Non-command 

Older Alluvium 

0.123 

Non-command 

Older Alluvium 

0.378 

Non-command 

Quartzite 

1.691 

Non-command 

Older Alluvium 

2.737 

Non-command 

Older Alluvium 

0.145 

Non-command 

Phyllite & Schist 

4.029 

Non-command 

Older Alluvium 

5.709 

Non-command 

Quartzite 

1.623 

Non-command 

Older Alluvium 

1.781 

Non-command 

Older Alluvium 

1.018 

Non-command 

Quartzite 

1.214 

Non-command 

Older Alluvium 

2.418 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

130,000 

90,000 

120 

90,000 

50,000 

120 

90,000 

70,000 

120 

130,000 

90,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

130,000 

90,000 

120 

90,000 

50,000 

120 

90,000 

70,000 

120 

100,000 

65,000 

120 

90,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

80,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

65,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

50,000 

30,000 

120 

100,000 

65,000 

120 

60,000 

40,000 

120 

90,000 

50,000 

120 

130,000 

90,000 

120 

100,000 

65,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

130,000 

90,000 

120 

90,000 

50,000 

120 

110,000 

90,000 

120 

100,000 

65,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

100,000 

65,000 

120 

100,000 

65,000 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

100,000 

65,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

65,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

110,000 

90,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.022 

0.038 

0.090 

0.155 

0.118 

0.183 

0.778 

1.215 

0.017 

0.017 

0.302 

0.764 

0.022 

0.022 

0.270 

0.270 

0.036 

0.036 

0.292 

0.292 

- 

- 

- 

- 

0.109 

0.249 

0.032 

0.032 

0.006 

0.006 

0.126 

0.137 

0.499 

0.715 



0.248 

0.404 

0.156 

0.396 

0.202 

0.202 

0.173 

0.318 


0.138 

0.311 

0.270 

0.270 

0.164 

0.356 

0.014 

0.028 

0.205 

0.258 

0.374 

0.446 

- 


- 

- 

0.017 

0.039 

0.034 

0.106 

0.269 

0.269 

0.008 

0.008 

0.342 

0.342 

0.451 

0.451 

0.109 

0.109 

0.172 

0.208 

0.054 

0.067 

0.036 

0.055 

0.108 

0.161 


































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Chainpura 


Chainpura Kalan 


Chainpura Khurd 


Chak Abhaipura 


Chak Alipura 


Chak Balram Pura No.2 


Chak Chandpur 


Type of Area (Command / N< 
command) 




0812001201615000 

1.858 

Fresh 

0812001201619200 

4.241 

Fresh 

0811000501416900 

1.150 

Fresh 

0811000501429400 

0.682 

Fresh 

0811000501415000 

0.765 

Fresh 

0811000501420400 

0.749 

Fresh 

0812001301635500 

0.399 

Fresh 

0811000501419100 

0.429 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chak Chandpura 

0812001301633900 

1.040 

Fresh 

Chak Chandsen 

0811000501436300 

0.195 

Fresh 

Chak Chaurasi 

0812001301653700 

0.725 

Fresh 

Chak Cheemapura 

0812001301653300 

0.525 

Fresh 

Chak Chhareda 

0811000401412100 

4.024 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chak Dayalpura 

0812001201624000 

0.246 

Fresh 

Chak Dehlas 

0811000401408100 

0.239 

Fresh 

Chak Deori 

0812001201629600 

0.162 

Fresh 

Chak Dhakra 

0810000401295600 

1.406 

Fresh 

Chak Dharanwas 

0811000401399800 

1.042 

Fresh 

Chak Durjanwas 

0811000501423100 

0.261 

Fresh 

Chak Harpatti 

0811000401407400 

0.808 

Fresh 

Chak Hurela 

0812001101607800 

0.540 

Fresh 

Chak Indawa 

0811000501440800 

1.342 

Fresh 

ChakJagner 

0811000501415600 

0.879 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chak Jagrampura 

0811000401407800 

0.660 

Fresh 

Chak Kalikhar 

0811000401412000 

3.641 

Fresh 

Chak Khanpura 

0811000401405700 

0.662 

Fresh 

Chak Kharji 

0811000501420800 

0.429 

Fresh 

Chak Koopawas 

0811000501413700 

0.683 

Fresh 

Chak Lawan 

0812001201629400 

1.847 

Fresh 

Chak Madhogarh 

0812001201627300 

0.389 

Fresh 

Chak Maharajpura 

0812001301654100 

0.408 

Fresh 

Chak Malyawas 

0811000501416000 

0.486 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Chak Mukandpura 

0811000501439100 

0.266 

Fresh 

Chak Mukandpura Wake Nagariyawas 

0811000501440300 

0.334 

Fresh 

Chak Naradpura 

0812001201620400 

0.399 

Fresh 

Chak Patalwas 

0811000501422400 

1.343 

Fresh 

Chak Prithvisinghpura 

0811000501431500 

0.640 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chak Ramsar 


Chak Roda 


Chak Rojwari 


Chak Sahaspur 


ChakSawai Madhopura 


Chak Shahpura 


ChakShri Kishanpura N 


0811000501422000 

1.792 

Fresh 

0811000501436700 

0.298 

Fresh 

0812001201626500 

0.474 

Fresh 

0811000401412400 

0.305 

Fresh 

0811000501428000 

0.485 

Saline 

0811000501440700 

0.172 

Fresh 

0812001301634900 

0.648 

Fresh 

0812001301635300 

0.304 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Younger Alluvium 

0.005 

Non-command 

Older Alluvium 

1.793 

Non-command 

Older Alluvium 

4.241 

Non-command 

Younger Alluvium 

1.150 

Non-command 

Younger Alluvium 

0.682 

Non-command 

Older Alluvium 

0.765 

Non-command 

Older Alluvium 

0.749 

Non-command 

Older Alluvium 

0.195 

Non-command 

Older Alluvium 

0.416 

Non-command 

Younger Alluvium 

0.013 

Non-command 

Older Alluvium 

0.992 

Non-command 

Older Alluvium 

0.195 

Non-command 

Older Alluvium 

0.636 

Non-command 

Older Alluvium 

0.464 

Non-command 

Older Alluvium 

3.334 

Non-command 

Quartzite 

0.520 

Non-command 

Older Alluvium 

0.190 

Non-command 

Older Alluvium 

0.239 

Non-command 

Older Alluvium 

0.162 

Non-command 

Older Alluvium 

1.406 

Non-command 

Older Alluvium 

1.042 

Non-command 

Older Alluvium 

0.261 

Non-command 

Older Alluvium 

0.808 

Non-command 

Quartzite 

0.489 

Non-command 

Older Alluvium 

0.204 

Non-command 

Older Alluvium 

0.048 

Non-command 

Younger Alluvium 

0.831 

Non-command 

Older Alluvium 

0.660 

Non-command 

Older Alluvium 

3.520 

Non-command 

Older Alluvium 

0.662 

Non-command 

Older Alluvium 

0.429 

Non-command 

Older Alluvium 

0.683 

Non-command 

Older Alluvium 

1.847 

Non-command 

Quartzite 

0.389 

Non-command 

Older Alluvium 

0.408 

Non-command 

Older Alluvium 

0.016 

Non-command 

Younger Alluvium 

0.275 

Non-command 

Older Alluvium 

0.141 

Non-command 

Younger Alluvium 

0.054 

Non-command 

Older Alluvium 

0.266 

Non-command 

Older Alluvium 

0.060 

Non-command 

Older Alluvium 

0.399 

Non-command 

Younger Alluvium 

1.343 

Non-command 

Older Alluvium 

0.142 

Non-command 

Younger Alluvium 

0.499 

Non-command 

Older Alluvium 

1.792 

Non-command 

Older Alluvium 

0.298 

Non-command 

Older Alluvium 

0.474 

Non-command 

Older Alluvium 

0.305 

Non-command 

Older Alluvium 

0.485 

Non-command 

Older Alluvium 

0.172 

Non-command 

Older Alluvium 

0.648 

Non-command 

Older Alluvium 

0.304 



with 

Pumpset 


(9) (10) 


3 60 


22 16 


5 11 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

130,000 

90,000 

120 

100,000 

65,000 

120 

100,000 

65,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

130,000 

90,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

100,000 

65,000 

120 

90,000 

70,000 

120 

100,000 

65,000 

120 

110,000 

80,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

130,000 

90,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

65,000 

120 

60,000 

40,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

130,000 

90,000 

120 

90,000 

50,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

65,000 

120 

130,000 

90,000 

120 

110,000 

90,000 

120 

130,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

65,000 

120 

90,000 

70,000 

120 

90,000 

50,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.022 

0.022 

0.011 

0.024 

0.011 

0.011 

0.011 

0.011 

0.294 

0.294 

0.043 

0.043 

- 

- 

0.017 

0.017 

0.016 

0.052 

0.211 

0.211 

0.008 

0.008 


0.017 

0.017 

0.014 

0.115 



0.043 

0.074 

0.012 

0.023 

0.008 

0.008 

0.011 

0.011 


























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Chak Shyampura 


Chak Somawas 


Chak Toonga 


Chak Vijaipura 


Chak Vinodilalpura No. 


Chakpotli 


Chandawas 


Chandpur 


Chandpura 


Chandsen 


Chapriya 


Charangarh 


Charanwas 


Chatarpura 


Chawand 


Chawandiya 


Census Code 

Area 


sq.km 

( 3 ) 

( 4 ) 

0812001201615100 

0.328 

0810000401297900 

1.302 

0812001201628200 

1.063 

0811000501432500 

1.929 

0812001301654200 

0.746 

0812001301654300 

0.464 

0812001201622600 

0.434 

0811000501414000 

2.435 

0811000501419400 

2.178 

0812001201621000 

1.024 

0811000501435500 

4.490 

0812001201621100 

5.137 



0812001201625800 

2.824 

0811000501427400 

0.861 



0812001201617700 

3.614 

Fresh 

0812001201618700 

2.702 

Fresh 

0811000401400600 

2.694 

Fresh 

0812001101606800 

6.072 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Cheemapura 


Chharera 


Chimanpura 


Chitori 


Chodiyawas 


Chonriyawas 


Chorwara 


0812001301653400 

1.741 

Fresh 

0811000401411300 

8.509 

Fresh 

0811000501432300 

3.401 

Fresh 

0822000302626900 

2.276 

Fresh 

0812001201621900 

1.605 

Fresh 

0811000501419500 

2.790 

Fresh 

0811000501435000 

5.555 

Fresh 

0812001201616000 

2.194 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Churiyawas 

0811000401410600 

2.391 

Fresh 

Dabar Kalan 

0811000501424900 

2.960 

Fresh 

Dabar Khurd 

0811000501425200 

1.623 

Fresh 


Non-command 


Non-command 


Non-command 


Dadiya Patti 

0812001101608000 

1.383 

Fresh 

Dahlod 

0822000302626300 

9.842 

Fresh 

Damodar Ka Bas 

0812001301634800 

5.041 

Fresh 

Danau Kalan 

0812001201619500 

3.750 

Fresh 

Danau Khurd 

0812001201619400 

1.582 

Fresh 

Dangri Jagner 

0811000501418000 

0.837 

Fresh 

Darab Nagar 

0822000302629100 

0.418 

Fresh 

Datwas 

0822000302628700 

15.372 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Dausa (M) 

0811000441104000 

25.304 

Fresh 

Dayal Pura 

0812001201624200 

3.997 

Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Older Alluvium 

0.328 

Non-command 

Older Alluvium 

0.930 

Non-command 

Quartzite 

0.948 

Non-command 

Older Alluvium 

1.929 

Non-command 

Older Alluvium 

0.746 

Non-command 

Older Alluvium 

0.464 

Non-command 

Older Alluvium 

0.434 

Non-command 

Older Alluvium 

2.435 

Non-command 

Older Alluvium 

2.178 

Non-command 

Quartzite 

1.024 

Non-command 

Older Alluvium 

4.490 

Non-command 

Older Alluvium 

0.173 

Non-command 

Quartzite 

2.882 

Non-command 

Quartzite 

2.403 

Non-command 

Younger Alluvium 

0.668 

Non-command 

Younger Alluvium 

0.193 

Non-command 

Older Alluvium 

0.176 

Non-command 

Quartzite 

0.305 

Non-command 

Older Alluvium 

3.008 

Non-command 

Older Alluvium 

2.702 

Non-command 

Older Alluvium 

2.515 

Non-command 

Older Alluvium 

4.931 

Non-command 

Quartzite 

1.081 

Non-command 

Older Alluvium 

0.226 

Non-command 

Older Alluvium 

8.509 

Non-command 

Older Alluvium 

3.401 

Non-command 

Phyllite & Schist 

1.616 

Non-command 

Quartzite 

0.991 

Non-command 

Older Alluvium 

2.790 

Non-command 

Older Alluvium 

5.555 

Non-command 

Older Alluvium 

1.085 

Non-command 

Quartzite 

0.544 

Non-command 

Older Alluvium 

5.796 

Non-command 

Phyllite & Schist 

0.367 

Non-command 

Older Alluvium 

2.391 

Non-command 

Younger Alluvium 

2.960 

Non-command 

Older Alluvium 

1.247 

Non-command 

Younger Alluvium 

0.376 

Non-command 

Quartzite 

1.170 

Non-command 

Older Alluvium 

0.133 

Non-command 

Older Alluvium 

5.041 

Non-command 

Older Alluvium 

3.750 

Non-command 

Older Alluvium 

1.582 

Non-command 

Younger Alluvium 

0.837 

Non-command 

Phyllite & Schist 

0.418 

Non-command 

Older Alluvium 

0.980 

Non-command 

Phyllite & Schist 

14.392 

Non-command 

Older Alluvium 

4.954 

Non-command 

Younger Alluvium 

1.127 

Non-command 

Older Alluvium 

2.877 

Non-command 

Quartzite 

2.042 

Non-command 

Older Alluvium 

0.980 

Non-command 

Older Alluvium 

1.335 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

100,000 

65,000 

120 

110,000 

80,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

65,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

100,000 

65,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

130,000 

90,000 

120 

90,000 

70,000 

120 

100,000 

65,000 

120 

60,000 

40,000 

120 

100,000 

65,000 

120 

100,000 

65,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

65,000 

120 

60,000 

40,000 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

130,000 

90,000 

120 

110,000 

90,000 

120 

130,000 

90,000 

120 

60,000 

40,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

65,000 

120 

100,000 

65,000 

120 

130,000 

90,000 

120 

90,000 

60,000 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

130,000 

90,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

100,000 

65,000 



Tube Wells with 
Wells Pumpset 


MCM 


( 15 ) 


0.008 


0.010 



0.039 

0.123 

0.010 

0.032 

0.367 

0.367 

0.014 

0.014 

0.378 

0.378 

0.238 

0.644 

0.054 

0.133 

0.011 

0.042 

0.029 

0.238 

0.011 

0.011 

0.972 

0.972 

0.725 

0.785 

0.632 

0.680 

0.022 

0.116 

0.065 

0.065 

0.086 

0.086 

0.893 

0.893 

0.821 

0.913 

0.184 

0.200 

0.109 

0.768 

0.048 

0.365 

- 

- i 

0.023 

0.035 
















































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Dayalpura 

0811000501426500 

1.676 

Fresh 

Deeppura 

0812001101606700 

3.908 

Fresh 

Dehlal 

0811000501425900 

9.506 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Dehlari 

0811000401404500 

2.241 

Fresh 

Delas 

0811000401408200 

2.031 

Fresh 

Deogaon 

0812001201619700 

5.011 

Fresh 

Deoli 

0811000501433700 

10.240 

Fresh 

Deori 

0811000401405800 

2.489 

Fresh 

Dhadhdha Ka Bas 

0811000401410100 

1.619 

Fresh 

Dhamsya 

0812001101607700 

1.566 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Dharanwas 

0811000401412600 

1.795 

Fresh 

Dharasooti 

0811000401406100 

0.521 

Fresh 

Dharmpura 

0812001101607600 

1.725 

Fresh 


Non-command 


Non-command 


Non-command 


Dhedpura 

0812001201617400 

1.615 

Fresh 

Dheegar Ka Bas 

0812001201625600 

2.969 

Fresh 


Non-command 


Non-command 


Dhigariya 

0811000401399900 

4.338 

Fresh 

Dhindhol 

0812001201617300 

6.863 

Fresh 

Dholawas 

0811000501422500 

2.172 

Fresh 


Dhoola Raoji 


Didwana 


Dob Khalsa 


Dobla Kalan 


Dobla Khurd 


Doobli 


Doodhli 


Doongarpur 


Dublya 


Dugrawata 


Durjanwas 


Dwarkpura 


Gandlai 


Ganeshpura @ Hathathali 


Gangalyawas 


Non-command 


Non-command 


Non-command 



0812001201627000 

1.879 

Fresh 

0812001101607200 

12.626 

Fresh 

0811000501423900 

19.948 

Fresh 


Non-command 


Non-command 


Non-command 



0811000501421900 

1.319 

0812001301654700 

5.032 

0811000501428300 

3.244 


0812001201628000 

2.353 

0812001201615400 

4.209 

0811000501422800 

2.885 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



1.273 Fresh 



0811000401407700 

1.237 

0811000401407500 

4.099 

0811000501423200 

0.559 

0812001301658000 

1.827 

0811000501414400 

3.242 


0822000302626400 

2.594 

0811000501428200 

1.693 



Ganglyawas 

0811000401400700 

3.457 

Fresh 

Gaonli 

0811000401406400 

2.962 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Younger Alluvium 

1.676 

Non-command 

Older Alluvium 

3.908 

Non-command 

Older Alluvium 

6.686 

Non-command 

Quartzite 

1.211 

Non-command 

Older Alluvium 

2.241 

Non-command 

Older Alluvium 

2.031 

Non-command 

Older Alluvium 

5.011 

Non-command 

Older Alluvium 

10.240 

Non-command 

Older Alluvium 

2.489 

Non-command 

Older Alluvium 

1.619 

Non-command 

Older Alluvium 

0.076 

Non-command 

Quartzite 

1.477 

Non-command 

Older Alluvium 

1.795 

Non-command 

Older Alluvium 

0.521 

Non-command 

Older Alluvium 

1.406 

Non-command 

Quartzite 

0.313 

Non-command 

Older Alluvium 

0.071 

Non-command 

Older Alluvium 

2.055 

Non-command 

Quartzite 

0.800 

Non-command 

Older Alluvium 

4.338 

Non-command 

Older Alluvium 

1.622 

Non-command 

Older Alluvium 

0.023 

Non-command 

Younger Alluvium 

2.148 

Non-command 

Older Alluvium 

5.163 

Non-command 

Quartzite 

0.341 

Non-command 

Quartzite 

1.879 

Non-command 

Older Alluvium 

8.754 

Non-command 

Older Alluvium 

15.806 

Non-command 

Quartzite 

0.267 

Non-command 

Older Alluvium 

6.899 

Non-command 

Quartzite 

3.008 

Non-command 

Older Alluvium 

1.319 

Non-command 

Older Alluvium 

5.032 

Non-command 

Older Alluvium 

1.028 

Non-command 

Older Alluvium 

2.216 

Non-command 

Quartzite 

2.353 

Non-command 

Older Alluvium 

0.004 

Non-command 

Older Alluvium 

0.432 

Non-command 

Younger Alluvium 

2.453 

Non-command 

Older Alluvium 

0.922 

Non-command 

Quartzite 

0.351 

Non-command 

Older Alluvium 

1.237 

Non-command 

Older Alluvium 

4.099 

Non-command 

Older Alluvium 

0.559 

Non-command 

Older Alluvium 

0.057 

Non-command 

Older Alluvium 

0.984 

Non-command 

Older Alluvium 

2.259 

Non-command 

Older Alluvium 

2.157 

Non-command 

Younger Alluvium 

0.270 

Non-command 

Older Alluvium 

0.941 

Non-command 

Younger Alluvium 

0.481 

Non-command 

Older Alluvium 

2.340 

Non-command 

Older Alluvium 

0.830 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

130,000 

90,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

65,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

100,000 

65,000 

120 

100,000 

65,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

100,000 

65,000 

120 

110,000 

90,000 

120 

130,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

50,000 

120 

60,000 

40,000 

120 

100,000 

65,000 

120 

110,000 

90,000 

120 

130,000 

90,000 

120 

100,000 

65,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

50,000 

120 

100,000 

90,000 

120 

130,000 

90,000 

120 

90,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 



0.125 

0.233 

0.319 

1.907 

2.992 

5.579 

0.036 

0.065 

0.054 

0.133 

0.014 

0.033 

0.076 

0.182 

0.918 

0.918 

0.216 

0.322 

0.252 

0.436 

0.086 

0.237 

- 

- 

0.065 

0.118 

0.389 

0.748 

0.070 

0.202 

0.014 

0.043 

0.151 

0.151 

0.260 

0.260 

- 

- 

0.011 

0.011 

0.065 

0.131 

0.090 

0.209 

0.108 

0.108 

0.097 

0.144 

0.180 

0.299 

0.126 

0.180 

0.185 

0.207 

0.067 

0.067 








































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 




Garh 


Garh Ka Para 


Garholi 


Ghasipura 


Ghata 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Census Code 

Area 


sq.km 

(3) 

(4) 



0812001201621200 

3.226 

0812001301655500 

4.042 

0812001201624600 

3.341 

0812001201619300 

2.581 

0811000501421000 

14.052 



Ghata Nainwari 

0810000401296500 

8.926 

Fresh 

Girdharpura 

0811000401408500 

1.520 

Fresh 

God Ka Bas 

0812001301634100 

2.775 

Fresh 

Godawas 

0811000501423500 

6.348 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Gokulpura 


0811000501428500 


Goodariya 


Googdod 


Googolao 


Gooja Hera 


Goojar Hera 


Gopalpura 


Gordhanpura 


Gothra 


Gotor 


Gumanpura 


2.407 Fresh Non-command 


Saline Non-command 



0811000501432600 

0.530 

Fresh 

0810000401298600 

10.121 

Fresh 

0811000401399700 

4.919 

Fresh 

0811000501430200 

0.773 

Fresh 

0812001301658300 

1.368 

Fresh 

0811000501417500 

2.876 

Fresh 

0822000302626700 

1.970 

Fresh 

0810000401299400 

5.497 

Fresh 

0812001201622400 

4.892 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0810000401296700 

10.636 

Fresh 

0811000501430400 

0.726 

Fresh 

0812001201627900 

1.949 

Fresh 


Non-command 


Non-command 


Non-command 



Gurha Keeratwas 

0811000401406200 

3.914 

Fresh 

Gurha Meena 

0812001201621600 

3.959 

Fresh 


Non-command 


Non-command 


Gurha Sampatpura 

0811000501417100 

2.544 

Fresh 

Gwalni 

0812001201627800 

2.144 

Fresh 


Non-command 


Non-command 


Hamawas 

0811000501419900 

1.234 

Fresh 

Hameerpura 

0811000501416300 

1.106 

Fresh 

Hans Mahal 

0812001201624400 

3.063 

Fresh 

Hapawas 

0811000401412700 

2.309 

Fresh 

Harinarayanpura 

0812001301634200 

4.750 

Fresh 

Haripura 

0811000501422700 

2.158 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hariyana @ Harinathpura 


Harpatti 


Hathipura 


Heerapura 


0811000401406600 


3.090 Fresh 


Saline 


0811000401408000 

0.911 

0812001201621400 

3.099 

0812001101607300 

4.193 



Hemlyawala 

0811000501413400 

1.440 

Fresh 

Himmatpura 

0812001201628900 

1.922 

Fresh 

Hingoniyan 

0822000302628300 

6.017 

Fresh 

Hingoti 

0812001301634400 

2.124 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

2.133 

Non-command 

Quartzite 

3.226 

Non-command 

Older Alluvium 

4.042 

Non-command 

Older Alluvium 

3.341 

Non-command 

Older Alluvium 

2.581 

Non-command 

Older Alluvium 

0.995 

Non-command 

Quartzite 

1.169 

Non-command 

Older Alluvium 

7.363 

Non-command 

Older Alluvium 

1.520 

Non-command 

Older Alluvium 

2.759 

Non-command 

Older Alluvium 

4.179 

Non-command 

Quartzite 

2.152 

Non-command 

Older Alluvium 

1.930 

Non-command 

Older Alluvium 

0.477 

Non-command 

Older Alluvium 

0.228 

Non-command 

Quartzite 

0.535 

Non-command 

Older Alluvium 

0.530 

Non-command 

Older Alluvium 

1.114 

Non-command 

Older Alluvium 

4.919 

Non-command 

Older Alluvium 

0.773 

Non-command 

Older Alluvium 

1.019 

Non-command 

Younger Alluvium 

2.876 

Non-command 

Phyllite & Schist 

0.071 

Non-command 

Older Alluvium 

1.347 

Non-command 

Older Alluvium 

4.843 

Non-command 

Quartzite 

0.049 

Non-command 

Older Alluvium 

6.204 

Non-command 

Older Alluvium 

0.726 

Non-command 

Older Alluvium 

0.036 

Non-command 

Quartzite 

1.875 

Non-command 

Older Alluvium 

3.914 

Non-command 

Older Alluvium 

0.169 

Non-command 

Quartzite 

3.763 

Non-command 

Younger Alluvium 

2.544 

Non-command 

Older Alluvium 

0.001 

Non-command 

Quartzite 

2.143 

Non-command 

Older Alluvium 

1.234 

Non-command 

Younger Alluvium 

1.106 

Non-command 

Older Alluvium 

3.063 

Non-command 

Older Alluvium 

1.582 

Non-command 

Older Alluvium 

4.750 

Non-command 

Older Alluvium 

2.133 

Non-command 

Younger Alluvium 

0.025 

Non-command 

Older Alluvium 

0.011 

Non-command 

Older Alluvium 

3.079 

Non-command 

Older Alluvium 

0.911 

Non-command 

Quartzite 

3.099 

Non-command 

Older Alluvium 

2.068 

Non-command 

Quartzite 

0.117 

Non-command 

Older Alluvium 

1.440 

Non-command 

Older Alluvium 

1.922 

Non-command 

Phyllite & Schist 

0.594 

Non-command 

Older Alluvium 

2.124 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

100,000 

90,000 

120 

100,000 

65,000 

120 

100,000 

65,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

110,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

90,000 

50,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

80,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

130,000 

90,000 

120 

90,000 

60,000 

120 

110,000 

80,000 

120 

100,000 

65,000 

120 

60,000 

40,000 

120 

110,000 

80,000 

120 

110,000 

90,000 

120 

100,000 

65,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

100,000 

65,000 

120 

60,000 

40,000 

120 

130,000 

90,000 

120 

100,000 

65,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

130,000 

90,000 

120 

100,000 

65,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

130,000 

90,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

100,000 

65,000 

120 

90,000 

60,000 

120 

100,000 

90,000 



MCM 

MCM 

(15) 

(16) 

0.072 

0.072 

0.322 

1.164 

0.475 

0.475 

0.039 

0.279 

0.172 

0.208 

0.011 

0.024 

0.007 

0.017 

0.634 

0.634 

0.235 

0.267 

0.432 

0.432 

- 

- 

- 

- 

0.292 

0.318 

0.042 

0.042 

0.022 

0.022 

0.036 

0.046 

0.562 

0.575 

0.038 

0.038 

0.403 

0.425 

0.108 

0.121 

0.086 

0.086 



0.240 

0.240 

0.148 

0.316 


0.278 

0.278 

0.022 

0.022 


0.086 

0.165 

0.202 

0.202 

0.008 

0.008 

0.053 

0.089 



0.062 

0.206 

0.286 

0.318 

0.540 

0.540 

0.194 

0.286 



































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


(2) 

(3) 

(4) 

(5) 

Hingotiya 

0811000401400300 

3.466 

Fresh 

Hirapura 

0812001301655200 

0.605 

Fresh 

Hirdaigarh Chak No.l 

0811000501413500 

0.356 

Fresh 

Hirdaigarh Chak No.2 

0811000501413600 

0.595 

Fresh 

Hodayali 

0811000501430600 

3.522 

Fresh 

Hurela 

0812001101607900 

1.837 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Indawa 

0811000501423800 

6.380 

Fresh 

Indrapuri 

0812001301635700 

3.320 

Fresh 

Itarda 

0811000401404200 

1.651 

Fresh 

Jagdishpura 

0812001301653900 

2.950 

Fresh 

Jagmalpura 

0812001101607100 

3.825 

Fresh 

Jagner 

0811000501417800 

1.547 

Fresh 

Jagner Turkan 

0811000501415800 

3.669 

Fresh 


Jagrampura 


Jagsahaipura 


Jairam Ka Bas 


Jairampura 


Jaisinghpura 


Jaitpura 


Jasodanandan Pura 


Jatlao 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0811000401407900 

1.502 

0811000401406900 

1.707 


Saline 


3.937 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



0812001201629500 


0811000401400100 


0811000501430000 


0810000401295800 


Saline 


0.646 Fresh 


3.163 Fresh 


3.158 Fresh 


6.838 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0811000401410800 

0.321 

Fresh 

0822000302627000 

2.006 

Fresh 

0810000401298700 

8.163 

Fresh 


Non-command 


Non-command 


Non-command 



Jaun 

0811000401412300 

6.397 

Fresh 

Jeetpur 

0811000501418400 

2.560 

Fresh 

Jhajhwar 

0812001201622800 

3.653 

Fresh 

Jhanpda 

0811000501429600 

4.014 

Fresh 

Jhapda Kalan 

0812001301655600 

7.961 

Fresh 

Jhar 

0812001201615300 

11.427 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Jheejha 

0812001201618200 

0.781 

Fresh 

Jhoopariya 

0811000401406800 

0.912 

Saline 

Jhoopriya Rajawatan 

0811000501419600 

0.915 

Fresh 

Kaila Ka Bas 

0811000501415100 

0.494 

Fresh 

Kaleri 

0811000401413000 

4.707 

Fresh 

Kalikhar 

0811000401411800 

1.843 

Fresh 

Kallawas Jageer 

0811000501418200 

1.004 

Fresh 

Kallawas Khalsa 

0811000501417700 

1.280 

Fresh 

Kaloowas 

0811000501417000 

4.401 

Fresh 

Kalyanpura 

0811000501418300 

2.218 

Fresh 

Kalyawas 

0811000501427900 

0.887 

Saline 

Kaneta 

0812001201622900 

2.599 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

3.466 

Non-command 

Older Alluvium 

0.584 

Non-command 

Older Alluvium 

0.356 

Non-command 

Older Alluvium 

0.595 

Non-command 

Older Alluvium 

3.522 

Non-command 

Older Alluvium 

0.234 

Non-command 

Quartzite 

1.519 

Non-command 

Older Alluvium 

0.385 

Non-command 

Older Alluvium 

0.621 

Non-command 

Older Alluvium 

1.651 

Non-command 

Older Alluvium 

2.950 

Non-command 

Older Alluvium 

2.769 

Non-command 

Younger Alluvium 

1.547 

Non-command 

Older Alluvium 

2.728 

Non-command 

Younger Alluvium 

0.942 

Non-command 

Older Alluvium 

1.502 

Non-command 

Older Alluvium 

0.179 

Non-command 

Older Alluvium 

1.528 

Non-command 

Older Alluvium 

0.229 

Non-command 

Phyllite & Schist 

0.087 

Non-command 

Older Alluvium 

0.631 

Non-command 

Younger Alluvium 

1.653 

Non-command 

Older Alluvium 

0.463 

Non-command 

Older Alluvium 

0.646 

Non-command 

Older Alluvium 

3.163 

Non-command 

Older Alluvium 

3.158 

Non-command 

Older Alluvium 

3.086 

Non-command 

Phyllite & Schist 

3.746 

Non-command 

Older Alluvium 

0.321 

Non-command 

Phyllite & Schist 

2.006 

Non-command 

Older Alluvium 

0.084 

Non-command 

Quartzite 

0.391 

Non-command 

Older Alluvium 

9.757 

Non-command 

Quartzite 

0.488 

Non-command 

Older Alluvium 

4.900 

Non-command 

Younger Alluvium 

2.560 

Non-command 

Older Alluvium 

3.653 

Non-command 

Older Alluvium 

4.014 

Non-command 

Older Alluvium 

7.603 

Non-command 

Older Alluvium 

6.219 

Non-command 

Quartzite 

0.327 

Non-command 

Older Alluvium 

0.781 

Non-command 

Older Alluvium 

0.912 

Non-command 

Older Alluvium 

0.915 

Non-command 

Older Alluvium 

0.494 

Non-command 

Older Alluvium 

1.667 

Non-command 

Older Alluvium 

1.843 

Non-command 

Younger Alluvium 

1.004 

Non-command 

Younger Alluvium 

1.280 

Non-command 

Younger Alluvium 

4.401 

Non-command 

Younger Alluvium 

2.218 

Non-command 

Older Alluvium 

0.887 

Non-command 

Older Alluvium 

2.599 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

130,000 

90,000 

120 

110,000 

90,000 

120 

130,000 

90,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

50,000 

30,000 

120 

100,000 

65,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

110,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

65,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

130,000 

90,000 

120 

100,000 

65,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

65,000 

120 

60,000 

40,000 

120 

100,000 

65,000 

120 

50,000 

30,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

90,000 

50,000 

120 

100,000 

65,000 



MCM 

MCM 

(15) 

(16) 

0.210 

0.242 

0.389 

0.389 

0.076 

0.089 

0.032 

0.045 

0.324 

0.337 

0.017 

0.071 

0.053 

0.269 

0.033 

0.033 

0.022 

0.022 

0.176 

0.187 

0.151 

0.151 

0.143 

0.618 

0.054 

0.210 

0.389 

0.561 

0.130 

0.192 

0.143 

0.143 

0.025 

0.025 

0.076 

0.076 

0.043 

0.043 

0.007 

0.007 

0.067 

0.067 

0.227 

0.227 

0.022 

0.022 

0.156 

0.348 

0.185 

0.185 

0.367 

0.367 

0.144 

0.144 

0.114 

0.114 

0.042 

0.042 

0.180 

0.180 

- 

- 

0.017 

0.017 

0.523 

0.931 

0.014 

0.028 

0.160 

0.192 

0.367 

0.461 

0.195 

0.291 

0.842 

0.895 

0.886 

0.886 

0.226 

1.222 

0.010 

0.039 

0.211 

0.247 

0.079 

0.079 

- 

- 

0.184 

0.263 

0.050 

0.061 

0.235 

0.235 

0.162 

0.380 

0.097 

0.253 


















































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 




Khanpura 


0811000401404900 


0811000501414300 


0811000501424700 


0812001201620800 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Census Code 

Area 


sq.km 

(3) 

(4) 

0812001201624800 

6.672 

0811000501444300 

4.461 



0811000401409800 

2.826 

0812001201625000 

1.606 



Saline 


2.673 Fresh 


2.328 Fresh 


1.637 Fresh 


0.933 Fresh 


Non-command 


Morel 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Karanpura 

0811000401405000 

2.095 

Fresh 

Karanpura Chak No 1 

0811000501434100 

1.042 

Fresh 

Karanpura Chak No 2 

0811000501434000 

0.830 

Fresh 

Karanpura Chak No 3 

0811000501433900 

0.939 

Fresh 

Karanpura Chak No 4 

0811000501433800 

0.245 

Fresh 

Kashipura 

0812001201618600 

2.190 

Fresh 

Kayamnagar @ Basri 

0822000302627700 

1.026 

Fresh 

Kelyawala 

0812001201628100 

1.124 

Fresh 

Keshopura 

0812001301655900 

1.686 

Fresh 

Khairwal 

0811000401398500 

11.108 

Fresh 

Khandewal 

0811000401407200 

3.461 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0811000401405500 



Saline 


3.389 Fresh 


Saline 


2.959 Fresh 


Saline 


7.977 Fresh 


Kharjee Vijaipura 

0811000501432800 

0.818 

Fresh 

Khatehpura 

0812001101606900 

3.859 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Khatepura 

0812001201619800 

3.607 

Fresh 

Khatwa 

0811000501437700 

13.571 

Fresh 

Khemawas 

0811000501439400 

3.568 

Fresh 

Khempuri 

0811000501419800 

0.843 

Fresh 

Khempuri Meeno Ki Dhani 

0811000501419700 

0.777 

Fresh 

Khera Malookpura 

0812001201618300 

1.223 

Fresh 

Khera Patalwas 

0811000501418100 

0.722 

Fresh 

Kheraraniwas 

0812001301653600 

1.149 

Fresh 

Kherawas 

0811000401409000 

3.261 

Fresh 


Kherla Khurd 


Kherlawas 


Kherli 


Khijooriya Tiwariyan 


Khirkhari 


Kho Rajyawala 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0811000401412500 

2.556 

Fresh 

0811000401400400 

4.102 

Fresh 

0812001201624300 

3.032 

Fresh 

0811000501437500 

7.801 

Fresh 

0812001201617800 

2.477 

Fresh 

0810000401299500 

7.553 

Fresh 

0812001201626000 

0.450 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

6.672 

Command 

Older Alluvium 

0.004 

Non-command 

Older Alluvium 

2.153 

Non-command 

Older Alluvium 

2.826 

Non-command 

Older Alluvium 

1.606 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

2.673 

Non-command 

Older Alluvium 

2.328 

Non-command 

Younger Alluvium 

1.637 

Non-command 

Older Alluvium 

0.681 

Non-command 

Quartzite 

0.252 

Non-command 

Older Alluvium 

1.527 

Non-command 

Quartzite 

1.564 

Non-command 

Older Alluvium 

2.095 

Non-command 

Older Alluvium 

1.042 

Non-command 

Older Alluvium 

0.830 

Non-command 

Older Alluvium 

0.939 

Non-command 

Older Alluvium 

0.245 

Non-command 

Older Alluvium 

1.223 

Non-command 

Phyllite & Schist 

1.026 

Non-command 

Quartzite 

1.055 

Non-command 

Older Alluvium 

0.933 

Non-command 

Older Alluvium 

0.009 

Non-command 

Older Alluvium 

2.507 

Non-command 

Younger Alluvium 

0.574 

Non-command 

Older Alluvium 

0.380 

Non-command 

Older Alluvium 

3.197 

Non-command 

Older Alluvium 

0.193 

Non-command 

Older Alluvium 

2.430 

Non-command 

Older Alluvium 

0.529 

Non-command 

Older Alluvium 

0.017 

Non-command 

Quartzite 

1.342 

Non-command 

Older Alluvium 

0.818 

Non-command 

Older Alluvium 

2.058 

Non-command 

Quartzite 

1.801 

Non-command 

Older Alluvium 

3.607 

Non-command 

Older Alluvium 

13.571 

Non-command 

Older Alluvium 

1.994 

Non-command 

Older Alluvium 

0.843 

Non-command 

Older Alluvium 

0.777 

Non-command 

Older Alluvium 

0.970 

Non-command 

Younger Alluvium 

0.722 

Non-command 

Older Alluvium 

1.130 

Non-command 

Older Alluvium 

2.076 

Non-command 

Younger Alluvium 

1.185 

Non-command 

Older Alluvium 

2.556 

Non-command 

Older Alluvium 

3.127 

Non-command 

Older Alluvium 

2.337 

Non-command 

Older Alluvium 

7.801 

Non-command 

Older Alluvium 

2.477 

Non-command 

Older Alluvium 

0.209 

Non-command 

Older Alluvium 

0.448 

Non-command 

Quartzite 

0.002 


with 

Pumpset 


(9) (10) 


17 31 


32 


17 12 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

65,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

100,000 

65,000 

120 

90,000 

50,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

130,000 

90,000 

120 

100,000 

65,000 

120 

60,000 

40,000 

120 

100,000 

65,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

65,000 

120 

90,000 

60,000 

120 

60,000 

40,000 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

100,000 

65,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

65,000 

120 

130,000 

90,000 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

65,000 

120 

110,000 

90,000 

120 

100,000 

65,000 

120 

110,000 

80,000 

120 

100,000 

65,000 

120 

60,000 

40,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.242 




0.269 

0.269 

0.130 

0.354 



0.070 

0.250 

0.019 

0.062 

0.094 

0.250 

0.062 

0.156 

0.202 

0.202 

0.302 

0.315 

0.065 

0.078 

0.076 

0.089 

0.043 

0.043 

0.023 

0.071 

0.137 

0.137 

0.048 

0.264 

0.173 

0.173 


0.294 

0.294 

0.086 

0.086 

0.018 

0.018 

0.311 

0.311 

0.007 

0.007 

0.344 

0.344 

0.032 

0.032 


0.043 

0.043 

0.043 

0.043 

0.076 

0.141 

0.034 

0.070 

0.078 

1.878 

2.257 

2.363 

0.184 

0.184 



0.475 

0.475 

0.059 

0.059 

0.043 

0.043 

0.235 

0.235 

0.244 

0.266 

0.070 

0.154 

0.540 

0.540 

0.055 

1.555 




































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Kirari 


Kishanpura 


Kishanpura Bara 


Kishanpura Tapriya 


Kishorpura 


Kokriya 


Koliwara 


Kolyawas 


Koonpa Ka Bas 


Koopawas 


Kootalwas 


Kota Patti 


Ladpura 


Lahri Ka Was 


Lalgarh 


Lalpura 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


2.099 Fresh Non-command 


0811000501437600 

5.113 

Fresh 

0812001201621500 

3.452 

Fresh 

0812001201623100 

2.890 

Fresh 


Non-command 


Non-command 


Non-command 



0811000401408300 

1.758 

0811000401408800 

0.933 

0811000401409600 

2.087 

0811000501429900 

1.305 

0811000501422600 

0.703 

0811000401409400 

2.702 

0812001301634600 

3.036 

0811000501413300 

1.779 

0811000501418800 

1.222 

0811000401405100 

4.102 




Saline 


12.072 Fresh 


Kundanpura 

0812001201620300 

0.781 

Fresh 

Kurawada 

0822000302629500 

3.549 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 




0811000501416400 

3.183 

Fresh 

0812001301653500 

0.473 

Fresh 

0810000401296200 

5.906 

Fresh 


Non-command 


Non-command 


Non-command 



0811000501437000 

3.350 

Fresh 

0811000401410500 

5.834 

Fresh 

0811000501420300 

2.533 

Fresh 


Non-command 


Non-command 


Non-command 



Lakhan Ka Bas 

0811000401410700 

0.665 

Fresh 

Lakhanpur 

0811000501432200 

2.606 

Fresh 

Lalawala 

0812001201626400 

0.555 

Fresh 


Non-command 


Non-command 


Non-command 



0811000501438500 

2.288 

0812001201626200 

3.087 



Lalsot (M) 


0812001201628600 

2.602 

0811000541105000 

12.025 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Lalwas 


Lawan 


Laxmipura 


Lorwara 


Lunera 


0812001101605600 

7.170 

0811000401405400 

14.303 


0812001201623900 

2.638 

0811000501432900 

0.923 

0822000302626600 

7.771 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.626 

Non-command 

Quartzite 

1.373 

Non-command 

Older Alluvium 

5.113 

Non-command 

Quartzite 

2.925 

Non-command 

Older Alluvium 

2.235 

Non-command 

Quartzite 

0.656 

Non-command 

Older Alluvium 

1.758 

Non-command 

Older Alluvium 

0.933 

Non-command 

Older Alluvium 

2.087 

Non-command 

Older Alluvium 

1.305 

Non-command 

Older Alluvium 

0.703 

Non-command 

Older Alluvium 

2.702 

Non-command 

Older Alluvium 

3.036 

Non-command 

Older Alluvium 

1.779 

Non-command 

Younger Alluvium 

1.222 

Non-command 

Older Alluvium 

2.856 

Non-command 

Older Alluvium 

1.246 

Non-command 

Older Alluvium 

0.001 

Non-command 

Phyllite & Schist 

12.071 

Non-command 

Older Alluvium 

0.781 

Non-command 

Older Alluvium 

0.919 

Non-command 

Phyllite & Schist 

2.630 

Non-command 

Older Alluvium 

3.505 

Non-command 

Quartzite 

0.511 

Non-command 

Younger Alluvium 

3.183 

Non-command 

Older Alluvium 

0.001 

Non-command 

Older Alluvium 

5.829 

Non-command 

Quartzite 

0.077 

Non-command 

Older Alluvium 

1.931 

Non-command 

Quartzite 

0.592 

Non-command 

Older Alluvium 

3.350 

Non-command 

Older Alluvium 

5.834 

Non-command 

Older Alluvium 

1.386 

Non-command 

Quartzite 

1.147 

Non-command 

Older Alluvium 

0.665 

Non-command 

Older Alluvium 

2.606 

Non-command 

Older Alluvium 

0.552 

Non-command 

Quartzite 

0.003 

Non-command 

Older Alluvium 

0.003 

Non-command 

Quartzite 

6.197 

Non-command 

Older Alluvium 

2.288 

Non-command 

Older Alluvium 

3.087 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

2.602 

Non-command 

Older Alluvium 

8.231 

Non-command 

Quartzite 

0.594 

Non-command 

Older Alluvium 

0.570 

Non-command 

Older Alluvium 

3.271 

Non-command 

Older Alluvium 

11.032 

Non-command 

Older Alluvium 

1.842 

Non-command 

Older Alluvium 

0.923 

Non-command 

Older Alluvium 

2.012 

Non-command 

Phyllite & Schist 

5.424 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

65,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

60,000 

40,000 

120 

100,000 

65,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

130,000 

90,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

100,000 

65,000 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

110,000 

80,000 

120 

90,000 

70,000 

120 

130,000 

90,000 

120 

100,000 

90,000 

120 

110,000 

80,000 

120 

90,000 

70,000 

120 

110,000 

80,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

100,000 

65,000 

120 

60,000 

40,000 

120 

100,000 

65,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

100,000 

65,000 

120 

90,000 

50,000 

120 

100,000 

65,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

100,000 

65,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

90,000 

60,000 




MCM 

MCM 

(15) 

(16) 

0.101 

0.221 

0.144 

0.302 

0.432 

0.432 

0.355 

0.405 

0.148 

0.220 

0.024 

0.038 

0.067 

0.067 

0.084 

0.084 

0.294 

0.294 

0.259 

0.259 

0.432 

0.564 

0.151 

0.151 

0.313 

0.313 

0.238 

0.264 

0.335 

0.834 

0.193 

0.193 

0.036 

0.036 

- 

- 

0.198 

0.198 

0.101 

0.305 

0.086 

0.086 

0.158 

0.158 

0.298 

0.298 

0.042 

0.042 

0.421 

0.795 

- 

- 

0.758 

0.758 

0.008 

0.008 

0.163 

0.163 

0.050 

0.050 

0.583 

1.415 

0.756 

0.778 

0.259 

0.365 

0.144 

0.202 

0.084 

0.084 

0.324 

0.324 

0.047 

0.239 



0.055 

0.223 

1.361 

1.361 

0.065 

0.065 

0.025 

0.036 

0.311 

0.311 

0.450 

0.450 

0.023 

0.035 

0.130 

0.143 

0.086 

0.086 

0.158 

0.158 



































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


(2) 

(3) 

(4) 

(5) 

Madan Mohanpura @ Thoo 

0812001301655300 

0.738 

Fresh 

Madanpura 

0812001201624500 

3.081 

Fresh 

Madhayawala 

0812001201629100 

1.111 

Fresh 

Madhogarh 

0812001201627500 

2.002 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Madhopura 


Mahadeopura 


Mahapura @ Turkiya 


Maharaj Kanwarpura 


0811000501435100 

1.247 

Fresh 

0812001301634300 

2.600 

Fresh 

0812001301634500 

3.659 

Fresh 

0822000302627200 

2.933 

Fresh 

0822000302628800 

1.572 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Maharajpura 


Majheola 


Malarna 


Malihala 


Malyawas 


Mandawari 


Mandera Sunarpura 


Mandrooppura 


Manota 


Manpur 


Manpura 


Manrahera 


Manwa Ka Bas Chak No.l 


Manwa Ka Bas Chak No.2 


Manwa Ka Bas Chak No.3 


Matlana 


Matwas 


Medar Khurd 


Medharkalan 


Meethawas 


Mirzapura 


Mitrapura 


Mohabbatpura 


Mohammadpura 


Mohanpura 


Molai 


Moondiya 


0811000501431200 

5.606 

Fresh 

0812001301654600 

1.813 

Fresh 

0810000401295900 

15.385 

Fresh 

0811000401399200 

10.251 

Fresh 

0812001201622200 

1.497 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0811000501438900 


0811000501416100 


1.175 Fresh 


1.190 Fresh 


Saline 


Non-command 


Non-command 


Non-command 



0812001301635000 

1.724 

0811000401406700 

5.914 


0812001201626900 

0.469 

0812001101606500 

8.468 


0810000401296400 



5.925 Fresh 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


0811000401410300 

1.562 

Fresh 

0811000501423400 

2.625 

Fresh 

0811000501415200 

1.080 

Fresh 

0811000501414900 

0.667 

Fresh 

0811000501414700 

0.305 

Fresh 

0811000501414800 

0.400 

Fresh 

0811000501431000 

3.281 

Fresh 

0811000401404700 

3.126 

Fresh 

0810000401298400 

2.316 

Fresh 

0822000302630500 

5.389 

Fresh 

0812001201623800 

1.614 

Fresh 

0811000501437300 

4.083 

Fresh 

0810000401295700 

6.150 

Fresh 




0811000501434300 

0.978 

Fresh 

0811000501416800 

3.940 

Fresh 

0811000401410900 

1.548 

Fresh 

0811000501418500 

0.652 

Fresh 

0812001201615600 

2.657 

Fresh 

0811000501419200 

1.004 

Fresh 

0811000501433500 

8.499 

Fresh 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.650 

Non-command 

Older Alluvium 

3.081 

Non-command 

Older Alluvium 

1.111 

Non-command 

Older Alluvium 

1.422 

Non-command 

Quartzite 

0.580 

Non-command 

Older Alluvium 

1.247 

Non-command 

Older Alluvium 

2.600 

Non-command 

Older Alluvium 

3.659 

Non-command 

Phyllite & Schist 

0.494 

Non-command 

Older Alluvium 

0.825 

Non-command 

Phyllite & Schist 

0.747 

Non-command 

Older Alluvium 

5.606 

Non-command 

Older Alluvium 

1.813 

Non-command 

Older Alluvium 

15.009 

Non-command 

Older Alluvium 

6.368 

Non-command 

Older Alluvium 

1.100 

Non-command 

Quartzite 

0.398 

Non-command 

Older Alluvium 

3.183 

Non-command 

Younger Alluvium 

2.060 

Non-command 

Older Alluvium 

1.175 

Non-command 

Younger Alluvium 

0.312 

Non-command 

Older Alluvium 

0.745 

Non-command 

Younger Alluvium 

0.133 

Non-command 

Older Alluvium 

1.724 

Non-command 

Older Alluvium 

5.471 

Non-command 

Older Alluvium 

0.443 

Non-command 

Quartzite 

0.469 

Non-command 

Older Alluvium 

0.773 

Non-command 

Quartzite 

0.671 

Non-command 

Older Alluvium 

5.383 

Non-command 

Quartzite 

0.543 

Non-command 

Older Alluvium 

1.562 

Non-command 

Older Alluvium 

2.625 

Non-command 

Older Alluvium 

1.080 

Non-command 

Older Alluvium 

0.667 

Non-command 

Older Alluvium 

0.305 

Non-command 

Older Alluvium 

0.400 

Non-command 

Older Alluvium 

3.281 

Non-command 

Older Alluvium 

3.126 

Non-command 

Older Alluvium 

2.311 

Non-command 

Older Alluvium 

0.300 

Non-command 

Older Alluvium 

1.614 

Non-command 

Older Alluvium 

4.083 

Non-command 

Older Alluvium 

4.318 

Non-command 

Phyllite & Schist 

1.829 

Non-command 

Older Alluvium 

0.978 

Non-command 

Younger Alluvium 

3.940 

Non-command 

Older Alluvium 

1.548 

Non-command 

Younger Alluvium 

0.652 

Non-command 

Older Alluvium 

0.110 

Non-command 

Older Alluvium 

1.004 

Non-command 

Older Alluvium 

7.903 

Non-command 

Quartzite 

0.596 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

90,000 

120 

100,000 

65,000 

120 

100,000 

65,000 

120 

100,000 

65,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

110,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

65,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

130,000 

90,000 

120 

90,000 

50,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

110,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

110,000 

80,000 

120 

100,000 

90,000 

120 

100,000 

65,000 

120 

110,000 

90,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

130,000 

90,000 

120 

90,000 

70,000 

120 

130,000 

90,000 

120 

100,000 

65,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

60,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.108 


0.078 


0.179 


0.164 


0.043 


0.076 


0.562 


0.302 


0.029 


0.076 


0.043 



0.227 

0.253 

0.108 

0.121 

0.054 

0.067 

0.076 

0.089 

0.616 

0.642 

0.244 

0.244 

0.202 

0.202 

0.022 

0.022 

0.179 

0.335 

0.972 

0.972 

0.528 

0.528 

0.138 

0.138 

0.086 

0.099 

0.389 

0.592 

0.126 

0.126 

0.130 

0.333 

0.008 

0.032 

- 

- 

0.238 

0.264 

0.014 

0.014 































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Nagal Isar 


Nai Ka Mahadeo 


Nalawas 


Nangal @ Abhaipura 


Nangal Gogoriyan 


Nangal Govind 


Nangal Kama 


Nangal Rajawatan 


Nantori 


Napa Ka Bas 


Napa Ka Bas Chak No.l 


Napa Ka Bas Chak No.2 


Napa Ka Bas Chak No.3 


Naradpura 


Narayanpura 


Narottampura 


Naurangpura 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


6.402 Fresh Non-command 


0.983 Fresh Non-command 


Saline Non-command 


Non-command 


1.190 Fresh Non-command 



Mothooka 

0822000302627800 

1.783 

Fresh 

Mukandpura 

0810000401298100 

3.465 

Fresh 


Non-command 


Non-command 



0811000501439000 

1.290 

Fresh 

0822000302628900 

1.522 

Fresh 


Non-command 


Non-command 



Nagal Narhar 

0822000302626800 

3.903 

Fresh 

Nagariyawas 

0811000501440600 

1.364 

Fresh 

Nagrajpura 

0812001201620700 

2.418 

Fresh 


Non-command 


Non-command 


Non-command 



0812001201621800 

3.208 

0811000501428400 

2.362 


0811000501438600 

2.150 

0812001101605500 

6.661 

0811000401399600 

5.022 

0812001201618900 

1.041 

0811000401410000 

4.315 

0810000401295500 

4.331 

0811000501427000 

1.250 

0811000501426800 

0.264 

0811000501426700 

0.475 

0811000501426900 

0.157 

0812001201620500 

1.843 

0811000501434500 

1.980 

0812001301653200 

4.269 

0811000501427600 

1.104 



3.096 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Nayagaon 

0811000401408700 

1.580 

Fresh 

Nehri Jaswantpura 

0811000501424400 

2.544 

Fresh 

Newar 

0812001101606200 

4.995 

Fresh 

Nichooniya 

0811000501417400 

3.594 

Fresh 

Nimora 

0812001201622100 

2.251 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Nirjharna 


Nizampura 


Orangpura 


Palawala Jatan 


Palri 


Palunda 


0811000501435200 


8.454 Fresh 


Non-command 



0812001301654400 


0.935 Fresh 


Saline 


0812001201617600 

2.269 

0811000501424500 

2.050 

0811000501420000 

4.108 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

2.446 

Non-command 

Older Alluvium 

0.148 

Non-command 

Older Alluvium 

0.835 

Non-command 

Older Alluvium 

9.870 

Non-command 

Quartzite 

0.697 

Non-command 

Older Alluvium 

0.061 

Non-command 

Quartzite 

1.129 

Non-command 

Phyllite & Schist 

1.783 

Non-command 

Older Alluvium 

2.735 

Non-command 

Quartzite 

0.729 

Non-command 

Older Alluvium 

0.610 

Non-command 

Older Alluvium 

1.514 

Non-command 

Phyllite & Schist 

0.009 

Non-command 

Phyllite & Schist 

0.003 

Non-command 

Older Alluvium 

0.680 

Non-command 

Older Alluvium 

1.673 

Non-command 

Quartzite 

0.731 

Non-command 

Quartzite 

1.902 

Non-command 

Older Alluvium 

2.176 

Non-command 

Older Alluvium 

0.186 

Non-command 

Older Alluvium 

2.150 

Non-command 

Older Alluvium 

0.274 

Non-command 

Older Alluvium 

2.895 

Non-command 

Older Alluvium 

0.982 

Non-command 

Older Alluvium 

4.315 

Non-command 

Older Alluvium 

4.331 

Non-command 

Younger Alluvium 

1.250 

Non-command 

Younger Alluvium 

0.264 

Non-command 

Younger Alluvium 

0.475 

Non-command 

Younger Alluvium 

0.157 

Non-command 

Older Alluvium 

1.843 

Non-command 

Older Alluvium 

1.980 

Non-command 

Older Alluvium 

0.520 

Non-command 

Younger Alluvium 

0.829 

Non-command 

Older Alluvium 

0.078 

Non-command 

Younger Alluvium 

0.197 

Non-command 

Older Alluvium 

1.455 

Non-command 

Younger Alluvium 

1.641 

Non-command 

Older Alluvium 

1.580 

Non-command 

Younger Alluvium 

2.544 

Non-command 

Older Alluvium 

0.520 

Non-command 

Younger Alluvium 

3.594 

Non-command 

Older Alluvium 

1.071 

Non-command 

Quartzite 

0.913 

Non-command 

Older Alluvium 

8.309 

Non-command 

Younger Alluvium 

0.030 

Non-command 

Older Alluvium 

1.027 

Non-command 

Younger Alluvium 

1.195 

Non-command 

Older Alluvium 

0.935 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

1.006 

Non-command 

Younger Alluvium 

2.050 

Non-command 

Older Alluvium 

4.108 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

65,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

110,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

65,000 

120 

60,000 

40,000 

120 

90,000 

60,000 

120 

110,000 

80,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

100,000 

65,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

90,000 

50,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

65,000 

120 

90,000 

70,000 

120 

110,000 

80,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

100,000 

65,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

130,000 

90,000 

120 

90,000 

50,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

130,000 

90,000 

120 

90,000 

70,000 

120 

130,000 

90,000 

120 

90,000 

70,000 

120 

130,000 

90,000 

120 

100,000 

65,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

130,000 

90,000 

120 

110,000 

90,000 

120 

130,000 

90,000 

120 

100,000 

90,000 

120 

70,000 

50,000 

120 

100,000 

65,000 

120 

130,000 

90,000 

120 

110,000 

90,000 



Tube Wells with 
Wells Pumpset 




0.184 

0.184 

0.078 

0.330 

0.024 

0.089 


0.248 

0.274 

0.012 

0.012 

0.378 

0.378 

0.008 

0.008 

0.294 

0.305 

0.023 

0.155 

0.353 

0.375 

1.066 

1.066 

0.292 

0.386 

0.022 

0.022 

0.022 

0.022 

0.011 

0.011 

0.250 

0.298 


0.130 

0.130 

0.421 

0.686 

0.024 

0.046 

0.076 

0.119 



0.218 

0.218 

0.421 

0.795 

0.033 

0.120 


0.016 

0.040 

0.010 

0.024 

1.523 

1.523 

0.011 

0.011 

0.130 

0.275 

0.140 

0.343 

0.054 

0.054 

- 

- 

0.156 

0.204 

0.119 

0.337 































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 




Parmanandpura 


Parmanandpura @ Mandal 


Patalwas 


Patan 


Patti Chimanpura 


Peelarama 


Peeliya 


Peelookhera Kalan 


Peelookhera Khurd 


Peepalya Chainpura 


Pitambar Bharti 


Pooranwas 


Prahladpura 



Prithvipura 


Prithvisinghpura 


Purbiyawas 


Pyariwas 


Raghunathpura Chak No 1 


Raghunathpura Chak No 2 


Raghunathpura Chak No 3 


Rahuwas 


Raidamodarpura 


Raimalpura 


Rajoli 


Rajpura 


Rajpura Patalwas 


Rajwas 


0811000401406000 


0811000501437400 


0811000501429300 


0812001201625100 


0811000501440900 


0811000401409300 


0811000501431100 


0812001201625900 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Census Code 

Area 


sq.km 

(3) 

(4) 

0811000401404100 

11.667 

0812001201623200 

7.772 



0812001301658100 

1.306 

0812001301658400 

1.795 

0811000501422300 

1.462 

0812001201625300 

6.450 


0811000501432700 

0.514 

0812001201624700 

1.567 

0812001201617500 

7.314 

0810000401296900 

4.691 

0810000401296800 

8.873 


0811000401405900 

1.329 

0811000501436800 

0.972 

0811000401407600 

2.168 


Saline 


2.731 Fresh 



0812001201627100 

2.009 

0811000501431400 

0.789 

0811000401405300 

12.359 


0811000401409900 

3.106 

0811000501434400 

0.962 

0811000501437100 

0.561 

0811000501434600 

0.307 

0811000501418600 

3.037 


0822000302628000 

3.138 

0811000501429100 

1.435 


Saline 


1.474 Fresh 


2.040 Fresh 


3.220 Fresh 


3.701 Fresh 


Non-command 


Non-command 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Morel 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 





Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0811000401400900 

2.866 

0811000401406300 

2.625 



Saline 


2.875 Fresh 


Ralawas 

0811000501424100 

5.512 

Fresh 

Ralawata 

0811000401401100 

2.757 

Fresh 

Ramchandrapura 

0812001301653800 

2.014 

Fresh 

Ramgarh Pachwara 

0811000501425600 

6.473 

Fresh 

Ramjipura 

0811000401400200 

0.591 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

8.772 

Non-command 

Older Alluvium 

2.915 

Non-command 

Quartzite 

1.624 

Non-command 

Older Alluvium 

1.306 

Non-command 

Older Alluvium 

0.447 

Non-command 

Younger Alluvium 

1.462 

Non-command 

Older Alluvium 

6.450 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

0.514 

Non-command 

Older Alluvium 

1.567 

Non-command 

Older Alluvium 

6.707 

Non-command 

Older Alluvium 

0.000 

Command 

Older Alluvium 

0.014 

Non-command 

Older Alluvium 

6.225 

Non-command 

Older Alluvium 

1.329 

Non-command 

Older Alluvium 

0.972 

Non-command 

Older Alluvium 

1.692 

Non-command 

Older Alluvium 

0.476 

Non-command 

Older Alluvium 

0.010 

Non-command 

Quartzite 

2.682 

Non-command 

Older Alluvium 

1.223 

Non-command 

Older Alluvium 

1.666 

Non-command 

Younger Alluvium 

0.971 

Non-command 

Older Alluvium 

0.931 

Non-command 

Older Alluvium 

0.000 

Non-command 

Quartzite 

2.009 

Non-command 

Older Alluvium 

0.789 

Non-command 

Older Alluvium 

2.162 

Non-command 

Older Alluvium 

10.196 

Non-command 

Older Alluvium 

3.106 

Non-command 

Older Alluvium 

0.962 

Non-command 

Older Alluvium 

0.561 

Non-command 

Older Alluvium 

0.307 

Non-command 

Older Alluvium 

0.115 

Non-command 

Younger Alluvium 

2.923 

Non-command 

Phyllite & Schist 

3.138 

Non-command 

Younger Alluvium 

1.410 

Non-command 

Younger Alluvium 

0.025 

Non-command 

Older Alluvium 

0.385 

Non-command 

Older Alluvium 

2.040 

Non-command 

Older Alluvium 

3.220 

Non-command 

Older Alluvium 

0.826 

Non-command 

Quartzite 

2.875 

Non-command 

Older Alluvium 

1.754 

Non-command 

Older Alluvium 

2.542 

Non-command 

Older Alluvium 

0.083 

Non-command 

Older Alluvium 

1.168 

Non-command 

Quartzite 

1.707 

Non-command 

Older Alluvium 

5.512 

Non-command 

Older Alluvium 

0.031 

Non-command 

Older Alluvium 

1.864 

Non-command 

Younger Alluvium 

6.473 

Non-command 

Older Alluvium 

0.168 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

100,000 

65,000 

120 

60,000 

40,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

130,000 

90,000 

120 

100,000 

65,000 

120 

90,000 

50,000 

120 

110,000 

90,000 

120 

100,000 

65,000 

120 

100,000 

65,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

130,000 

90,000 

120 

100,000 

65,000 

120 

90,000 

50,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

130,000 

90,000 

120 

90,000 

60,000 

120 

130,000 

90,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

100,000 

65,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

100,000 

65,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

130,000 

90,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.798 


0.125 


0.043 


0.022 


0.065 


0.281 


0.234 




0.144 

0.144 

0.168 

0.168 

0.022 

0.048 

0.134 

0.134 

0.014 

0.014 


0.518 

0.518 

1.652 

3.212 

0.050 

0.061 



















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Ramnagar 


Ramnagar Rewari 


Rampura @ Chandaliya 


Rampura Bas Chawandia 


Rampura Kalan 


Rampura Kalan Dhani Meenan 


Rampura Khurd 


Rampurawas Deogaon 


Ramrakhpura 


Ramsar 


Ramsinghpura 


Ramthala 


Ramzanipura 


Raniwas 


Ranoli 


Ratanpura 


Rojwari 


Roongti 


Roopaheri Kalan 


Roopnagar 


Rooppura 


0812001201625200 


0812001301654900 


0811000501415900 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


2.794 Fresh Non-command 


2.229 Fresh Non-command 


5.156 Fresh Non-command 



0812001201626100 


0812001101607400 


Saline Non-command 


2.175 Fresh Non-command 


9.613 Fresh Non-command 



0811000501414200 

1.566 

Fresh 

0811000501420200 

1.461 

Fresh 



0811000501420100 


0811000401399500 

0.997 

Fresh 

0811000501438100 

0.713 

Fresh 

0812001201619000 

1.731 

Fresh 

0812001201619100 

1.800 

Fresh 

0811000501421700 

1.519 

Fresh 


1.331 Fresh Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0811000401402200 

2.302 

Fresh 

0811000401409200 

3.140 

Fresh 



0811000401411900 

0.892 

Fresh 

0811000501420700 

5.662 

Fresh 




2.751 Fresh Non-command 


Saline Non-command 


4.143 Fresh 


Non-command 


0811000401409700 

3.228 

Fresh 

0812001301633700 

5.001 

Fresh 

0811000401400800 

1.988 

Fresh 

0811000401410400 

3.495 

Fresh 

0811000501416600 

3.740 

Fresh 



0811000501429000 


0812001201627600 


0812001201626700 


0810000401295400 


2.093 Fresh 


1.800 Fresh 


1.041 Fresh 


10.763 Fresh 


0812001301634000 

5.703 

Fresh 

0812001301655000 

0.893 

Fresh 

0811000501430700 

2.018 

Fresh 

0812001201620000 

4.059 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

2.794 

Non-command 

Older Alluvium 

2.229 

Non-command 

Older Alluvium 

4.729 

Non-command 

Younger Alluvium 

0.266 

Non-command 

Older Alluvium 

0.160 

Non-command 

Older Alluvium 

2.012 

Non-command 

Quartzite 

0.162 

Non-command 

Older Alluvium 

8.388 

Non-command 

Quartzite 

1.053 

Non-command 

Older Alluvium 

1.566 

Non-command 

Older Alluvium 

1.273 

Non-command 

Younger Alluvium 

0.189 

Non-command 

Older Alluvium 

1.241 

Non-command 

Younger Alluvium 

0.090 

Non-command 

Older Alluvium 

0.760 

Non-command 

Older Alluvium 

0.713 

Non-command 

Older Alluvium 

1.731 

Non-command 

Older Alluvium 

1.730 

Non-command 

Older Alluvium 

0.578 

Non-command 

Quartzite 

0.941 

Non-command 

Older Alluvium 

0.001 

Non-command 

Quartzite 

0.931 

Non-command 

Older Alluvium 

0.017 

Non-command 

Older Alluvium 

2.910 

Non-command 

Younger Alluvium 

0.230 

Non-command 

Older Alluvium 

0.892 

Non-command 

Older Alluvium 

3.412 

Non-command 

Quartzite 

1.920 

Non-command 

Older Alluvium 

0.029 

Non-command 

Younger Alluvium 

0.287 

Non-command 

Older Alluvium 

2.044 

Non-command 

Younger Alluvium 

0.390 

Non-command 

Older Alluvium 

3.430 

Non-command 

Quartzite 

0.713 

Non-command 

Older Alluvium 

3.228 

Non-command 

Older Alluvium 

0.565 

Non-command 

Older Alluvium 

1.228 

Non-command 

Older Alluvium 

3.495 

Non-command 

Older Alluvium 

0.024 

Non-command 

Younger Alluvium 

3.716 

Non-command 

Older Alluvium 

0.713 

Non-command 

Younger Alluvium 

1.380 

Non-command 

Older Alluvium 

1.687 

Non-command 

Quartzite 

0.112 

Non-command 

Older Alluvium 

0.451 

Non-command 

Quartzite 

0.590 

Non-command 

Older Alluvium 

7.902 

Non-command 

Phyllite & Schist 

2.860 

Non-command 

Older Alluvium 

5.688 

Non-command 

Older Alluvium 

0.893 

Non-command 

Older Alluvium 

2.018 

Non-command 

Older Alluvium 

2.989 

Non-command 

Quartzite 

1.070 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

65,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

130,000 

90,000 

120 

90,000 

50,000 

120 

100,000 

65,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

130,000 

90,000 

120 

110,000 

90,000 

120 

130,000 

90,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

100,000 

65,000 

120 

100,000 

65,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

100,000 

65,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

130,000 

90,000 

120 

90,000 

50,000 

120 

90,000 

70,000 

120 

100,000 

65,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

130,000 

90,000 

120 

110,000 

90,000 

120 

130,000 

90,000 

120 

100,000 

65,000 

120 

60,000 

40,000 

120 

100,000 

65,000 

120 

60,000 

40,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

65,000 

120 

60,000 

40,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.047 


0.378 


0.594 


0.032 


0.012 


0.023 



0.252 

0.252 

0.022 

0.022 

0.034 

0.034 

0.140 

0.153 

0.058 

0.068 


0.011 

0.027 

0.054 

0.097 

0.017 

0.028 

0.031 

1.123 

0.005 

0.142 

0.143 

0.165 

0.032 

0.032 

0.042 

0.053 

0.378 

0.378 





































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Sahaspur 


Sahaspura 


Salagrampura 


Salagrampura 


Salagrampura 


Salagrampura 


Salagrampura 


Salagrampura 


Salagrampura 


Salemabad 


Salempura 


Samel 


Sankya 


Sanwasa 


ChakNol 


Chak No 2 


Chak No 3 


Chak No 4 


Chak No 5 


Chak No 6 


Chak No 7 


0811000401411700 

1.124 

0811000501417300 

1.429 

0811000501435400 

0.340 

0811000501436100 

0.046 

0811000501436200 

0.234 

0811000501435600 

0.141 

0811000501435700 

0.225 

0811000501436400 

0.416 

0811000501436900 

0.191 

0811000501438800 

1.030 

0811000501423300 

4.266 

0811000501430300 

3.162 

0811000501436500 

0.472 

0811000501431900 

2.055 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sar 


Sawai Jaisinghpura 


Sawai Madhopura 


Sawaipura 


Sawalyawala 


Seengpura 


0811000401413200 


0812001201618000 


0811000501427500 


12.520 Fresh Non-command 


2.032 Fresh Non-command 


0.588 Fresh Non-command 


Saline Non-command 




0811000401411000 

0.291 

Fresh 

0812001201629300 

1.982 

Fresh 

0811000401411600 

1.028 

Fresh 

0811000501417200 

2.881 

Fresh 

0822000302626500 

6.294 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Shankarpura 

0812001201618500 

2.107 

Fresh 

Shekhpura 

0811000401409500 

2.263 

Fresh 

Shishodiya 

0811000501415700 

4.342 

Fresh 


Non-command 


Non-command 


Non-command 



Shreema 

0811000501433100 

6.438 

Fresh 

Shri Govindpura 

0811000501434200 

1.532 

Fresh 

Shri Jagdishpura 

0812001201612800 

2.846 

Fresh 

Shri Kishanpura 

0812001301635400 

1.038 

Fresh 

Shri Raghunathpura 

0812001301657900 

1.087 

Fresh 

Shri Rajdhanpura 

0822000302627900 

1.046 

Fresh 

Shri Rajdhirajpura 

0822000302627100 

2.238 

Fresh 

Shri Ramchandrapura 

0811000501418700 

1.678 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Shri Ramnagar 

0812001201620200 

0.498 

Fresh 

Shri Rampura 

0811000501433600 

3.555 

Fresh 

Shri Rooppura 

0822000302628100 

0.973 

Fresh 

Shri Sukhchainpura 

0811000501438400 

2.249 

Fresh 

Shriganeshpura 

0811000501425500 

0.771 

Fresh 

Shrinagar 

0812001201625500 

2.183 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Shripura 


0812001301658200 


0.709 Fresh 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

3.771 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

1.124 

Non-command 

Younger Alluvium 

1.429 

Non-command 

Older Alluvium 

0.340 

Non-command 

Older Alluvium 

0.046 

Non-command 

Older Alluvium 

0.234 

Non-command 

Older Alluvium 

0.141 

Non-command 

Older Alluvium 

0.225 

Non-command 

Older Alluvium 

0.416 

Non-command 

Older Alluvium 

0.191 

Non-command 

Older Alluvium 

1.030 

Non-command 

Older Alluvium 

4.266 

Non-command 

Older Alluvium 

3.162 

Non-command 

Older Alluvium 

0.472 

Non-command 

Older Alluvium 

0.831 

Non-command 

Younger Alluvium 

1.104 

Non-command 

Older Alluvium 

0.145 

Non-command 

Older Alluvium 

2.032 

Non-command 

Younger Alluvium 

0.226 

Non-command 

Older Alluvium 

0.114 

Non-command 

Younger Alluvium 

0.248 

Non-command 

Older Alluvium 

0.291 

Non-command 

Older Alluvium 

1.982 

Non-command 

Older Alluvium 

1.028 

Non-command 

Younger Alluvium 

2.881 

Non-command 

Older Alluvium 

6.005 

Non-command 

Phyllite & Schist 

0.173 

Non-command 

Older Alluvium 

2.080 

Non-command 

Younger Alluvium 

0.377 

Non-command 

Older Alluvium 

1.819 

Non-command 

Older Alluvium 

2.263 

Non-command 

Older Alluvium 

2.106 

Non-command 

Younger Alluvium 

2.236 

Non-command 

Older Alluvium 

4.479 

Non-command 

Younger Alluvium 

1.081 

Non-command 

Older Alluvium 

6.438 

Non-command 

Older Alluvium 

1.532 

Non-command 

Older Alluvium 

0.027 

Non-command 

Older Alluvium 

0.960 

Non-command 

Older Alluvium 

0.334 

Non-command 

Phyllite & Schist 

1.046 

Non-command 

Phyllite & Schist 

1.712 

Non-command 

Older Alluvium 

0.861 

Non-command 

Younger Alluvium 

0.818 

Non-command 

Older Alluvium 

0.498 

Non-command 

Older Alluvium 

3.555 

Non-command 

Phyllite & Schist 

0.952 

Non-command 

Older Alluvium 

2.249 

Non-command 

Younger Alluvium 

0.771 

Non-command 

Older Alluvium 

2.049 

Non-command 

Quartzite 

0.133 

Non-command 

Older Alluvium 

0.152 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

90,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

130,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

130,000 

90,000 

120 

90,000 

70,000 

120 

100,000 

65,000 

120 

130,000 

90,000 

120 

90,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

65,000 

120 

90,000 

70,000 

120 

130,000 

90,000 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

130,000 

90,000 

120 

100,000 

65,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

130,000 

90,000 

120 

110,000 

90,000 

120 

130,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

65,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

130,000 

90,000 

120 

100,000 

65,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

130,000 

90,000 

120 

100,000 

65,000 

120 

60,000 

40,000 

120 

100,000 

90,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.227 





0.086 

0.244 

0.043 

0.122 

0.022 

0.062 

0.022 

0.048 

0.022 

0.048 

0.022 

0.075 

0.011 

0.037 

0.043 

0.043 



0.810 

0.836 

0.022 

0.075 

0.702 

0.702 

0.929 

0.929 


0.257 

0.305 

0.043 

0.105 

0.012 

0.034 

0.034 

0.088 

0.202 

0.202 

0.218 

0.602 

0.311 

0.311 


0.270 

0.270 

0.007 

0.007 



0.008 

0.116 

0.151 

0.151 

0.140 

0.206 

0.140 

0.218 

0.842 

0.882 

0.205 

0.221 

1.296 

1.322 

0.313 

0.326 


0.130 

0.130 

0.022 

0.022 

0.086 

0.086 

0.043 

0.043 

0.119 

0.159 

0.108 

0.155 

0.055 

0.127 

0.464 

0.477 

- 

- 

0.216 

0.216 

0.076 

0.107 

0.055 

0.283 

- 

0.007 

0.032 

0.032 

























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


3.201 Fresh Non-command 


Shyalawas 

0811000401402700 

10.118 

Fresh 

Shyampura 

0812001201614900 

3.271 

Fresh 

Shyampura @ Habeebpura 

0811000501423000 

1.178 

Fresh 


Non-command 


Non-command 


Non-command 


Shyampura Kacholiya 

0812001201613700 

3.543 

Fresh 

Shyampura Kalan 

0811000501429500 

3.832 

Fresh 


Non-command 


Non-command 



Shyonanda 

0811000501441100 

2.052 

Fresh 

Sindoli 

0811000501415500 

2.872 

Fresh 

Singwara 

0811000401399300 

5.503 

Fresh 

Sitapura 

0811000501414600 

1.112 

Fresh 

Sitarampura Chak No 1 

0811000501434700 

0.922 

Fresh 

Sitarampura Chak No 2 

0811000501434800 

0.649 

Fresh 

Sitarampura Chak No 3 

0811000501434900 

0.391 

Fresh 

Siya Ka Was 

0812001201628800 

0.817 

Fresh 

Somawas 

0810000401298000 

1.654 

Fresh 

Sonar 

0811000501415300 

2.877 

Fresh 

Soyla 

0810000401295100 

0.838 

Fresh 

Sujanpura 

0812001201615500 

2.027 

Fresh 

Sultanpura 

0811000501424600 

1.605 

Fresh 

Sundarpur 

0811000501444200 

8.573 

Fresh 

Sundarpura 

0812001101605800 

1.944 

Fresh 

Sundarpura Ka Barh 

0822000302627500 

2.631 

Fresh 

Surajpura 

0811000501428100 

1.342 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Swarooppura 

0811000501413800 

1.137 

Fresh 

Tahatra 

0812001201623700 

11.151 

Fresh 

Tajkhan Ka Bas 

0812001301634700 

3.292 

Fresh 

Talab Gaon 

0811000501432400 

1.997 

Fresh 

Tallukpur Doongri 

0812001301655100 

0.519 

Fresh 

Teentoli 

0811000401410200 

2.343 

Fresh 

Teetoli @ Bara Gaon 

0822000302630400 

4.766 

Fresh 

Tekchandpura 

0812001201625700 

1.822 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Thaloj 

0811000501435300 

3.208 

Fresh 

Thanera 

0810000401296100 

4.590 

Fresh 


Non-command 


Non-command 


Thikariya 

0811000401404400 

7.048 

Fresh 

Thoomri 

0811000401412200 

10.927 

Fresh 


Toda Dhama @ Gopalpura 


Toda Dhama Chak NO 2 


Toda Dhama Chak No 1 


Non-command 


Non-command 



Tiddiwala 

0812001201629700 

1.580 

Fresh 

Tilpatti 

0812001201626300 

1.575 

Fresh 


Non-command 


Non-command 



0811000501439200 


0811000501438000 


0811000501439300 


Saline Non-command 


1.816 Fresh Non-command 


1.463 Fresh Non-command 


0.195 Fresh Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.811 

Non-command 

Younger Alluvium 

2.390 

Non-command 

Older Alluvium 

1.313 

Non-command 

Older Alluvium 

3.031 

Non-command 

Older Alluvium 

1.073 

Non-command 

Younger Alluvium 

0.105 

Non-command 

Older Alluvium 

0.188 

Non-command 

Older Alluvium 

2.229 

Non-command 

Younger Alluvium 

1.533 

Non-command 

Older Alluvium 

0.031 

Non-command 

Younger Alluvium 

0.039 

Non-command 

Older Alluvium 

0.087 

Non-command 

Older Alluvium 

2.872 

Non-command 

Older Alluvium 

3.781 

Non-command 

Older Alluvium 

1.112 

Non-command 

Older Alluvium 

0.922 

Non-command 

Older Alluvium 

0.649 

Non-command 

Older Alluvium 

0.391 

Non-command 

Older Alluvium 

0.817 

Non-command 

Older Alluvium 

1.234 

Non-command 

Older Alluvium 

2.877 

Non-command 

Phyllite & Schist 

0.838 

Non-command 

Older Alluvium 

0.030 

Non-command 

Younger Alluvium 

1.605 

Non-command 

Older Alluvium 

8.357 

Non-command 

Older Alluvium 

0.001 

Non-command 

Phyllite & Schist 

2.614 

Non-command 

Older Alluvium 

1.211 

Non-command 

Younger Alluvium 

0.131 

Non-command 

Older Alluvium 

1.137 

Non-command 

Older Alluvium 

9.765 

Non-command 

Older Alluvium 

3.033 

Non-command 

Older Alluvium 

1.997 

Non-command 

Older Alluvium 

0.519 

Non-command 

Older Alluvium 

2.343 

Non-command 

Older Alluvium 

1.928 

Non-command 

Older Alluvium 

0.036 

Non-command 

Quartzite 

1.703 

Non-command 

Older Alluvium 

2.953 

Non-command 

Older Alluvium 

4.590 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Older Alluvium 

7.048 

Non-command 

Older Alluvium 

6.674 

Non-command 

Quartzite 

1.047 

Non-command 

Older Alluvium 

0.878 

Non-command 

Younger Alluvium 

7.105 

Non-command 

Older Alluvium 

1.580 

Non-command 

Older Alluvium 

1.462 

Non-command 

Quartzite 

0.112 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

1.725 

Non-command 

Older Alluvium 

1.353 

Non-command 

Older Alluvium 

0.195 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

110,000 

90,000 

120 

130,000 

90,000 

120 

90,000 

70,000 

120 

100,000 

65,000 

120 

110,000 

90,000 

120 

130,000 

90,000 

120 

100,000 

65,000 

120 

110,000 

90,000 

120 

130,000 

90,000 

120 

90,000 

50,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

65,000 

120 

110,000 

80,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

100,000 

65,000 

120 

130,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

50,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

100,000 

65,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

100,000 

65,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

130,000 

90,000 

120 

100,000 

65,000 

120 

100,000 

65,000 

120 

60,000 

40,000 

120 

90,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.151 


0.464 


0.050 


0.179 


0.367 


0.032 


0.031 




0.022 

0.022 

0.173 

0.186 

0.277 

0.299 

0.173 

0.252 

0.022 

0.022 

0.022 

0.022 

0.022 

0.022 

0.289 

0.637 

0.134 

0.134 

0.421 

0.513 

0.054 

0.054 



0.043 

0.043 

0.192 

0.376 

0.025 

0.047 

0.313 

0.339 

0.499 

0.715 

0.497 

0.497 

0.637 

0.650 

0.108 

0.108 

0.328 

0.328 

0.032 

0.032 



0.302 

0.302 

0.032 

0.032 

0.011 

0.011 



















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 



07010069 


Trilokinathpura 


Udaipura 




Ugariyawas 


Ugarpura 


Ugawas 


Vijaipura 


Vimalpura 


Vinodilalpura 


Bapdunda 


Barh Govindpura @ Keriya 


Barol 


Beed Ganwar 


Brijlal Nagar 


Chand Sen 


Dadawat 


Deshma 


Diggi 


Ganwar 


Ghati 


Govindpura @ Ker 


Hathgi 


Kacholiya 


Khera Kumbholao 


Kurthal 


Malpura Urban 


Peenani 


Rajpura 


Rampura Bas Ganwar 


Roopaheli 


Sadarpura 


0812001301657700 


0811000401411100 


0811000501428900 


0810000401296300 


0811000501436600 


0811000501426600 


0812001201625400 


0811000501433000 


0812001301655400 


0812001301654800 


0822000102591900 


0822000102591400 


0822000102589600 


0822000102591700 


0822000102596200 


3.894 Fresh 


4.917 Fresh 


1.844 Fresh 


7.794 Fresh 


1.494 Fresh 


0.727 Fresh 


2.144 Fresh 


3.595 Fresh 


2.547 Fresh 


0.629 Fresh 


7.314 Fresh 


2.252 Fresh 


17.745 Fresh 


4.766 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

1.832 

Non-command 

Older Alluvium 

3.419 

Non-command 

Quartzite 

0.343 

Non-command 

Older Alluvium 

0.612 

Non-command 

Younger Alluvium 

1.158 

Non-command 

Older Alluvium 

2.988 

Non-command 

Quartzite 

0.693 

Non-command 

Older Alluvium 

1.069 

Non-command 

Younger Alluvium 

1.820 

Non-command 

Older Alluvium 

3.564 

Non-command 

Quartzite 

0.259 

Non-command 

Older Alluvium 

3.438 

Non-command 

Older Alluvium 

4.917 

Non-command 

Younger Alluvium 

1.844 

Non-command 

Older Alluvium 

5.896 

Non-command 

Quartzite 

1.898 

Non-command 

Older Alluvium 

1.494 

Non-command 

Younger Alluvium 

0.727 

Non-command 

Older Alluvium 

2.144 

Non-command 

Older Alluvium 

3.595 

Non-command 

Older Alluvium 

1.698 

Non-command 

Older Alluvium 

0.629 


Sub Basin: Sodra 



0822000102596100 


0822000102593600 


0822000102591100 


38.353 Fresh 


4.961 Fresh 


13.078 Fresh 


Chandsen Bheru Sagar 


Non-command 


Non-command 


Non-command 



0822000102594300 


0822000102591300 


0822000102599100 


0822000102591200 


0822000102596400 


0822000102591800 


0822000102591600 


0822000102591000 


0822000142201000 


0822000102594200 


51.160 Fresh 


18.991 Fresh 


20.894 Fresh 


6.041 Fresh 


15.723 Fresh 


13.300 Fresh 


Fresh 


Fresh 


36.363 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0822000102593800 


0822000102593900 


0822000102596800 


0822000102596300 


12.931 Fresh 


5.362 Fresh 


12.455 Fresh 


10.718 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



with 

Pumpset 


(9) (10) 



0822000102592000 


11.657 Fresh 


Non-command 


Non-command 

Gneisses(B.G.C.) 

0.878 

Non-command 

Gneisses(B.G.C.) 

2.252 

Non-command 

Gneisses(B.G.C.) 

1.280 

Non-command 

Gneisses(B.G.C.) 

4.766 

Non-command 

Gneisses(B.G.C.) 

1.861 

Non-command 

Phyllite & Schist 

6.604 

Command 

Phyllite & Schist 

0.003 

Non-command 

Phyllite & Schist 

18.982 

Non-command 

Gneisses(B.G.C.) 

1.359 

Non-command 

Gneisses(B.G.C.) 

6.073 

Non-command 

Phyllite & Schist 

2.601 

Non-command 

Gneisses(B.G.C.) 

4.949 

Non-command 

Phyllite & Schist 

3.453 

Non-command 

Phyllite & Schist 

30.469 

Non-command 

Gneisses(B.G.C.) 

18.811 

Non-command 

Phyllite & Schist 

2.465 

Non-command 

Gneisses(B.G.C.) 

4.156 

Non-command 

Gneisses(B.G.C.) 

13.363 

Non-command 

Gneisses(B.G.C.) 

8.151 

Non-command 

Gneisses(B.G.C.) 

6.893 

Non-command 

Phyllite & Schist 

0.288 

Non-command 

Phyllite & Schist 

9.780 

Non-command 

Gneisses(B.G.C.) 

1.009 

Non-command 

Phyllite & Schist 

8.557 

Non-command 

Gneisses(B.G.C.) 

12.930 

Non-command 

Gneisses(B.G.C.) 

5.362 

Non-command 

Gneisses(B.G.C.) 

1.817 

Non-command 

Gneisses(B.G.C.) 

8.973 

Non-command 

Phyllite & Schist 

1.745 

Non-command 

Gneisses(B.G.C.) 

0.411 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

110,000 

90,000 

120 

100,000 

65,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

100,000 

65,000 

120 

60,000 

40,000 

120 

100,000 

65,000 

120 

130,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

130,000 

90,000 

120 

110,000 

80,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

130,000 

90,000 

120 

100,000 

65,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 


120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

100,000 

80,000 



MCM 

MCM 

(15) 

(16) 

~ 

~ | 

0.133 

0.529 

0.010 

0.032 

0.034 

0.034 

0.086 

0.086 

0.920 

1.928 

0.130 

0.274 

0.491 

0.515 

0.238 

0.410 



0.019 

0.019 

- 

- 

0.038 

0.038 

0.086 

0.086 

0.096 

0.096 

0.432 

0.432 

- 

- 

1.212 

1.212 

0.067 

0.067 

0.202 

0.202 

0.108 

0.108 

0.096 

0.096 

0.084 

0.084 

1.116 

1.116 

0.346 

0.346 

0.024 

0.024 

0.058 

0.058 

0.278 

0.302 

0.326 

0.326 

0.029 

0.029 

0.024 

0.024 

0.384 

0.384 

0.038 

0.038 

0.372 

0.372 

0.346 

0.346 

0.106 

0.106 

0.048 

0.048 

0.202 

0.202 

0.048 

0.048 

0.010 

0.010 



















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


07010070 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


(2) 

(3) 

(4) 

(5) 

Sawai Ramsingh @ Bibli Khe 

0822000102591500 

2.309 

Fresh 

Shyopur 

0822000102594000 

7.094 

Fresh 

Sindoliya 

0822000102593700 

12.978 

Fresh 

Aliyari 

0822000502650200 

7.957 

Fresh 


Type of Area (Command / N< 
command) 



Ataleekpura 

0822000202612900 

2.482 

Fresh 

Azizpura (Sainpura) 

0822000202610700 

0.860 

Fresh 



Baori 

0822000502651900 

23.190 

Fresh 

Bas Jagroop 

0822000502647900 

2.090 

Fresh 

Bas Udda 

0822000502650800 

2.288 

Fresh 

Beejwar 

0822000202610600 

5.370 

Fresh 

Bhagwan Pura 

0822000102596000 

4.793 

Fresh 


Bhanwata 

0822000502649300 

10.969 

Fresh 

Bhawalpur 

0822000102599500 

4.726 

Fresh 

Bheepur 

0822000102595700 

5.864 

Fresh 



Deori 

0822000202611800 

3.972 

Fresh 

Dewalya Patti Goojran 

0822000102599600 

3.813 

Fresh 

Dewalya Patti Jatan 

0822000102599700 

1.657 

Fresh 



Dholi 

0822000102595600 

17.851 

Fresh 

Dhoondiya 

0822000202610300 

9.467 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Tordi Sagar 


Non-command 


Tordi Sagar 


Non-command 


Tordi Sagar 


Chandsen Bheru Sagar 


Non-command 


Non-command 


Non-command 


Tordi Sagar 


Non-command 


Tordi Sagar 


Non-command 


Tordi Sagar 


Non-command 


Non-command 


Non-command 


Tordi Sagar 


Chandsen Bheru Sagar 


Non-command 


Non-command 


Tordi Sagar 


Chandsen Bheru Sagar 


Non-command 


Chandsen Bheru Sagar 


Non-command 


Tordi Sagar 


Non-command 


Tordi Sagar 


Chandsen Bheru Sagar 


Non-command 


Tordi Sagar 


Mashi 


Tordi Sagar 


Non-command 


Tordi Sagar 


Chandsen Bheru Sagar 


Non-command 


Non-command 


Mashi 


Non-command 



Doongri Kalan 


0822000102599300 


Saline Mashi 


Non-command 


51.160 Fresh Chandsen Bheru Sagar 


Non-command 


13.634 Fresh Non-command 


15.404 Fresh Chandsen Bheru Sagar 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

0.204 

Non-command 

Gneisses(B.G.C.) 

7.094 

Non-command 

Gneisses(B.G.C.) 

2.126 

Non-command 

Phyllite & Schist 

2.234 

Command 

Phyllite & Schist 

5.723 

Non-command 

Phyllite & Schist 

2.354 

Command 

Phyllite & Schist 

0.042 

Non-command 

Phyllite & Schist 

1.525 

Command 

Phyllite & Schist 

3.235 

Command 

Phyllite & Schist 

2.420 

Non-command 

Phyllite & Schist 

1.430 

Non-command 

Phyllite & Schist 

1.871 

Non-command 

Phyllite & Schist 

0.032 

Command 

Phyllite & Schist 

0.828 

Non-command 

Phyllite & Schist 

1.053 

Command 

Phyllite & Schist 

2.977 

Non-command 

Phyllite & Schist 

9.047 

Command 

Phyllite & Schist 

0.249 

Non-command 

Phyllite & Schist 

0.115 

Non-command 

Phyllite & Schist 

2.090 

Non-command 

Phyllite & Schist 

2.288 

Command 

Phyllite & Schist 

5.370 

Command 

Phyllite & Schist 

2.139 

Non-command 

Phyllite & Schist 

2.654 

Non-command 

Phyllite & Schist 

0.004 

Command 

Phyllite & Schist 

4.726 

Command 

Phyllite & Schist 

0.626 

Non-command 

Phyllite & Schist 

4.702 

Command 

Phyllite & Schist 

10.987 

Non-command 

Phyllite & Schist 

6.228 

Command 

Phyllite & Schist 

0.378 

Non-command 

Phyllite & Schist 

3.690 

Command 

Phyllite & Schist 

0.037 

Command 

Phyllite & Schist 

7.128 

Non-command 

Phyllite & Schist 

11.008 

Command 

Phyllite & Schist 

0.057 

Command 

Older Alluvium 

0.000 

Command 

Phyllite & Schist 

3.813 

Non-command 

Phyllite & Schist 

0.210 

Command 

Phyllite & Schist 

1.448 

Command 

Phyllite & Schist 

0.594 

Non-command 

Phyllite & Schist 

5.007 

Non-command 

Phyllite & Schist 

0.450 

Command 

Older Alluvium 

4.911 

Non-command 

Older Alluvium 

1.636 

Non-command 

Phyllite & Schist 

0.031 

Command 

Older Alluvium 

0.075 

Non-command 

Older Alluvium 

0.001 

Command 

Phyllite & Schist 

0.086 

Non-command 

Phyllite & Schist 

2.898 

Non-command 

Older Alluvium 

1.399 

Non-command 

Phyllite & Schist 

0.407 

Command 

Phyllite & Schist 

0.003 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

60,000 

45,000 

120 

60,000 

45,000 

120 

60,000 

45,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

45,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

60,000 

45,000 

120 

60,000 

45,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

120,000 

100,000 



MCM 

MCM 

(15) 

(16) 

- 

- ; 

0.019 

0.019 

0.038 

0.038 

0.050 

0.050 

0.134 

0.134 

0.444 

0.458 

0.012 

0.012 

0.120 

0.120 

0.240 

0.240 

0.132 

0.132 

0.084 

0.084 

0.097 

0.097 

0.005 

0.005 

0.076 

0.076 

0.076 

0.076 

0.218 

0.218 

0.680 

0.680 

0.017 

0.017 

- 

- 

0.017 

0.017 

0.050 

0.050 

0.238 

0.238 

0.024 

0.024 

0.024 

0.024 


0.072 

0.072 

0.060 

0.060 

0.456 

0.456 

0.084 

0.084 

0.048 

0.048 



0.456 

0.456 

0.696 

0.696 



0.036 

0.036 

0.024 

0.024 

0.228 

0.228 

0.012 

0.012 

0.240 

0.240 

0.077 

0.077 



0.108 

0.108 

0.115 

0.115 

0.016 

0.016 























































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Ghati 


Gurudayalpura 


Ibrahimpura Thatha 


Janwali 


Jhirana 


Kadeela 


Khera Malooka Nagar 


Type of Area (Command / N< 
command) 



Non-command 


Tordi Sagar 



Ghareda 

0822000502650000 

11.824 

Fresh 

Ghasipura 

0822000102600500 

2.450 

Fresh 



0822000102599100 


0822000102600100 


20.894 Fresh 


5.826 Fresh 



Hanotiya 

0822000202612800 

9.708 

Fresh 

Hundeela 

0822000502650600 

6.382 

Fresh 


0822000202611200 


5.121 Fresh 


Non-command 


Chandsen Bheru Sagar 


Non-command 


Tordi Sagar 


Non-command 


Tordi Sagar 


Chandsen Bheru Sagar 


Non-command 


Tordi Sagar 


Non-command 


Tordi Sagar 


Non-command 


Non-command 


Tordi Sagar 


Mashi 


Non-command 



Indokiya 

0822000502651100 

4.921 

Fresh 

Ishakpura 

0822000202611300 

3.321 

Fresh 


Non-command 


Mashi 


Non-command 



Islampura Gata 

0822000202612400 

4.201 

Fresh 

Jankipura 

0822000102600000 

5.483 

Fresh 



0822000202612700 


0822000202608100 


0822000102600200 


7.525 Fresh Non-command 


31.193 Fresh 


18.033 Fresh 



Karim Nagar 

0822000202610900 

1.755 

Fresh 

Kashipura 

0822000202608300 

7.013 

Fresh 

Kerwaliya 

0822000102599900 

6.307 

Fresh 


0822000102598800 



25.979 Fresh 


Saline 


Kookar 

0822000502649900 

15.374 

Fresh 

Kuhara Khurd 

0822000502650900 

8.504 

Fresh 


Kureda 

0822000202611700 

5.356 

Fresh 

Kuredi 

0822000202611600 

6.001 

Fresh 


Non-command 


Tordi Sagar 


Chandsen Bheru Sagar 


Non-command 


Tordi Sagar 


Chandsen Bheru Sagar 


Non-command 


Tordi Sagar 


Non-command 


Non-command 


Tordi Sagar 


Non-command 


Tordi Sagar 


Non-command 


Tordi Sagar 


Non-command 


Non-command 


Tordi Sagar 


Mashi 


Mashi 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

0.004 

Command 

Older Alluvium 

9.282 

Command 

Phyllite & Schist 

6.115 

Command 

Older Alluvium 

1.536 

Command 

Phyllite & Schist 

3.987 

Non-command 

Phyllite & Schist 

0.750 

Command 

Phyllite & Schist 

0.465 

Non-command 

Phyllite & Schist 

1.199 

Command 

Phyllite & Schist 

0.786 

Non-command 

Phyllite & Schist 

3.820 

Command 

Phyllite & Schist 

8.561 

Command 

Phyllite & Schist 

0.388 

Non-command 

Phyllite & Schist 

0.036 

Command 

Phyllite & Schist 

5.402 

Non-command 

Phyllite & Schist 

5.310 

Command 

Phyllite & Schist 

16.331 

Non-command 

Phyllite & Schist 

9.708 

Non-command 

Phyllite & Schist 

5.237 

Command 

Phyllite & Schist 

1.145 

Command 

Older Alluvium 

0.073 

Non-command 

Older Alluvium 

0.111 

Non-command 

Phyllite & Schist 

4.937 

Non-command 

Phyllite & Schist 

0.812 

Command 

Older Alluvium 

0.470 

Non-command 

Older Alluvium 

0.093 

Non-command 

Phyllite & Schist 

2.757 

Non-command 

Older Alluvium 

0.242 

Command 

Older Alluvium 

0.503 

Command 

Phyllite & Schist 

4.980 

Non-command 

Older Alluvium 

2.349 

Non-command 

Phyllite & Schist 

5.176 

Non-command 

Phyllite & Schist 

8.604 

Command 

Phyllite & Schist 

3.273 

Command 

Phyllite & Schist 

13.399 

Non-command 

Phyllite & Schist 

1.172 

Command 

Phyllite & Schist 

3.462 

Command 

Phyllite & Schist 

0.610 

Non-command 

Phyllite & Schist 

0.045 

Command 

Phyllite & Schist 

12.810 

Non-command 

Phyllite & Schist 

1.755 

Non-command 

Phyllite & Schist 

0.851 

Command 

Older Alluvium 

0.079 

Command 

Phyllite & Schist 

6.228 

Non-command 

Phyllite & Schist 

8.783 

Command 

Phyllite & Schist 

5.999 

Non-command 

Phyllite & Schist 

0.116 

Command 

Phyllite & Schist 

5.462 

Non-command 

Phyllite & Schist 

4.823 

Non-command 

Phyllite & Schist 

2.351 

Command 

Phyllite & Schist 

4.606 

Command 

Older Alluvium 

1.438 

Command 

Older Alluvium 

3.999 

Non-command 

Older Alluvium 

0.300 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

45,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

60,000 

45,000 

120 

60,000 

45,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

60,000 

45,000 

120 

60,000 

45,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 


Wells with 


MCM 

MCM 

(15) 

(16) 

- 

~ | 

0.360 

0.360 

0.240 

0.240 

0.096 

0.096 

0.228 

0.228 

0.008 

0.008 

0.012 

0.012 

0.024 

0.024 

0.024 

0.024 

0.048 

0.048 

0.096 

0.096 


0.012 

0.012 

0.151 

0.151 

0.462 

0.462 

0.270 

0.270 

0.101 

0.101 

0.025 

0.025 

0.010 

0.010 

0.010 

0.010 

0.351 

0.351 

0.059 

0.059 

0.010 

0.010 


0.038 

0.038 

0.010 

0.010 

0.024 

0.024 

0.300 

0.300 

0.259 

0.259 

0.329 

0.329 

0.281 

0.281 

0.108 

0.108 

0.468 

0.468 

0.036 

0.036 

0.120 

0.120 

0.036 

0.036 


0.804 

0.804 

0.054 

0.054 

0.027 

0.027 


0.324 

0.324 

0.120 

0.120 

0.084 

0.084 

- 

- 

0.034 

0.034 

0.512 

0.512 

0.076 

0.076 

0.151 

0.151 

0.259 

0.259 

0.470 

0.470 

0.038 

0.038 








































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Mumana 


Pathraj Kalan 


Pathraj Khurd 


Peeploo 


Rahimpura Naya Gaon 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Lamba Kalan 

0822000502651800 

12.073 

Fresh 

Lank 

0822000202613000 

10.522 

Fresh 

Madaripura 

0822000202608000 

3.703 

Fresh 

Maharajpura 

0822000102600800 

4.061 

Fresh 



Malooni 

0822000102601000 

2.058 

Fresh 

Manda 

0822000502650300 

4.801 

Fresh 

Mawasipura 

0822000202607900 

2.793 

Fresh 

Mohammad Nagar 

0822000202608400 

5.537 

Fresh 

Mor 

0822000502647800 

21.598 

Fresh 

Motipura 

0822000502650500 

3.148 

Fresh 


0822000202610400 


11.333 Fresh 


Chandsen Bheru Sagar 


Non-command 


Tordi Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Tordi Sagar 


Mashi 


Non-command 


Tordi Sagar 


Tordi Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Tordi Sagar 


Mashi 


Non-command 



Namookiya 

0822000102599200 

3.440 

Fresh 

Naner 

0822000202611000 

9.991 

Fresh 


Naya Teela 

0822000202607800 

9.205 

Fresh 

Nayabas 

0822000502651000 

2.357 

Fresh 



Pandrahera 

0822000502650100 

12.042 

Fresh 

Panwaliya 

0822000502647500 

29.997 

Fresh 

Pasrotiya 

0822000202611500 

5.781 

Fresh 


0822000502648100 


11.979 Fresh 


Tordi Sagar 


Non-command 


Tordi Sagar 


Non-command 


Non-command 


Tordi Sagar 


Non-command 


Tordi Sagar 


Non-command 


Non-command 


Mashi 


Non-command 


Non-command 



0822000502649500 


0822000202607000 


0822000202610800 


Saline 


7.163 Fresh 


26.597 Fresh 


9.010 Fresh 


Ramchandrapura 

0822000502648000 

1.925 

Fresh 

Rameshwarpura 

0822000502647300 

4.540 

Fresh 

Rindalya Rampura 

0822000502647700 

6.240 

Fresh 


Shri Gopalpura 

0822000102600900 

2.787 

Fresh 

Sitarampura 

0822000502649400 

5.076 

Fresh 

Teelanju 

0822000102599800 

14.509 

Fresh 



Vilayati Pura 


0822000202610200 


1.843 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Tordi Sagar 


Non-command 


Non-command 


Non-command 


Tordi Sagar 


Tordi Sagar 


Non-command 


Non-command 


Tordi Sagar 


Non-command 


Tordi Sagar 


Non-command 


Tordi Sagar 


Mashi 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Phyllite & Schist 

4.941 

Non-command 

Phyllite & Schist 

0.716 

Command 

Phyllite & Schist 

0.675 

Non-command 

Phyllite & Schist 

0.006 

Non-command 

Phyllite & Schist 

1.030 

Non-command 

Phyllite & Schist 

2.787 

Non-command 

Phyllite & Schist 

1.095 

Command 

Phyllite & Schist 

2.966 

Command 

Older Alluvium 

1.225 

Non-command 

Older Alluvium 

2.689 

Non-command 

Phyllite & Schist 

0.499 

Command 

Phyllite & Schist 

2.058 

Command 

Phyllite & Schist 

4.801 

Non-command 

Phyllite & Schist 

1.347 

Non-command 

Phyllite & Schist 

0.103 

Non-command 

Phyllite & Schist 

21.356 

Non-command 

Phyllite & Schist 

0.812 

Command 

Phyllite & Schist 

2.337 

Command 

Older Alluvium 

3.719 

Non-command 

Older Alluvium 

1.001 

Non-command 

Phyllite & Schist 

6.613 

Command 

Phyllite & Schist 

3.440 

Non-command 

Phyllite & Schist 

7.589 

Command 

Phyllite & Schist 

2.402 

Non-command 

Phyllite & Schist 

0.671 

Non-command 

Phyllite & Schist 

0.588 

Command 

Phyllite & Schist 

0.297 

Non-command 

Phyllite & Schist 

7.412 

Command 

Phyllite & Schist 

0.295 

Non-command 

Phyllite & Schist 

9.794 

Non-command 

Phyllite & Schist 

2.421 

Command 

Older Alluvium 

2.495 

Non-command 

Older Alluvium 

3.198 

Non-command 

Gneisses(B.G.C.) 

0.003 

Non-command 

Phyllite & Schist 

2.090 

Non-command 

Phyllite & Schist 

1.737 

Non-command 

Phyllite & Schist 

5.550 

Non-command 

Phyllite & Schist 

0.236 

Non-command 

Phyllite & Schist 

4.666 

Command 

Phyllite & Schist 

4.344 

Non-command 

Phyllite & Schist 

1.907 

Non-command 

Phyllite & Schist 

0.001 

Non-command 

Phyllite & Schist 

6.204 

Command 

Phyllite & Schist 

0.036 

Command 

Phyllite & Schist 

2.787 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Phyllite & Schist 

6.493 

Command 

Phyllite & Schist 

8.016 

Non-command 

Phyllite & Schist 

3.612 

Command 

Phyllite & Schist 

6.980 

Non-command 

Phyllite & Schist 

0.156 

Command 

Phyllite & Schist 

1.364 

Command 

Older Alluvium 

0.604 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

60,000 

45,000 

120 

60,000 

45,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

60,000 

45,000 

120 

60,000 

45,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

60,000 

45,000 

120 

120,000 

100,000 

120 

60,000 

45,000 

120 

60,000 

45,000 

120 

60,000 

45,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

45,000 

120 

60,000 

45,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

60,000 

45,000 

120 

60,000 

45,000 

120 

60,000 

45,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.060 

0.060 

0.012 

0.012 

0.012 

0.012 

- 

- 

0.027 

0.027 

0.027 

0.027 

0.012 

0.012 

0.036 

0.036 

0.096 

0.096 

0.211 

0.211 

0.022 

0.022 

0.156 

0.156 

0.336 

0.336 

0.016 

0.016 

- 

- 

1.571 

1.582 

0.050 

0.050 

0.160 

0.160 

0.106 

0.106 

0.029 

0.029 

0.103 

0.103 

0.312 

0.312 

0.761 

0.761 

0.238 

0.238 

0.016 

0.016 

0.034 

0.034 

0.017 

0.017 

0.216 

0.216 

0.011 

0.011 

0.848 

0.848 

0.067 

0.067 

0.269 

0.269 

0.346 

0.346 


0.084 

0.084 

0.038 

0.038 

0.185 

0.185 

0.011 

0.011 

0.205 

0.205 

0.194 

0.194 

0.025 

0.025 



0.312 

0.312 

0.396 

0.396 

0.516 

0.516 

1.008 

1.008 

0.010 

0.010 

0.077 

0.077 

0.019 

0.019 



















































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Amli Charnan 


Ankauriya 


Antoli 


Asan Jogiyan 


Badgaon @ Jarkhiya 


Balapura 


Banthali 


Barh Dorai 


Bheeleda 


Borada 


Brijlal Nagar 


Dadawat 


Dang 


Dangra 


Dantri 


Datob 


Deogaon 


Deoriya 


Dhanota 


Dhasook 


Dheebru 


Dothli 


Ganeshpura 


Ghati 


Golipura 


Goojarwara 



Gothiyana 


Gulgaon 


Hathgi 


Hindola 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


0822000102592600 

9.847 

0821000102499200 

24.870 

0822000102589100 

24.066 

0822000102592800 

4.448 

0822000102593100 

4.418 



0821000102499000 

4.777 

0821000802568300 

7.954 

0822000102596700 

1.637 

0822000102592900 

5.451 

0821000802569300 

32.092 

0822000102596200 

9.142 



0822000102593600 

4.961 

0821000102498200 

11.467 

0821000102498100 

2.142 


0821000802569200 

5.215 

0822000502647000 

25.682 

0821000902578600 

31.140 


0821000802569100 

8.924 

0822000102598500 

3.996 

0821000102499600 

12.510 

0822000102597800 

8.113 



0821000802568800 

6.301 

0822000102596500 

11.612 



0821000102499900 

9.617 

0822000102593200 

3.561 


0822000102599100 20.894 


0822000102598700 9.390 


0821000102500000 5.682 


0821000802572000 7.458 


0821000102498600 7.708 


0821000102499300 

32.283 

0822000102592700 

16.179 

0822000102596400 

15.723 

0822000102597900 

12.488 


Mashi 


Non-command 


Non-command 


Non-command 


Non-command 


Tordi Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Command 

Older Alluvium 

0.041 

Non-command 

Older Alluvium 

0.008 

Non-command 

Gneisses(B.G.C.) 

8.330 

Non-command 

Gneisses(B.G.C.) 

0.513 

Non-command 

Phyllite & Schist 

9.887 

Command 

Phyllite & Schist 

0.000 

Non-command 

Gneisses(B.G.C.) 

9.847 

Non-command 

Gneisses(B.G.C.) 

18.313 

Non-command 

Gneisses(B.G.C.) 

21.690 

Non-command 

Gneisses(B.G.C.) 

4.448 

Non-command 

Gneisses(B.G.C.) 

0.531 

Non-command 

Gneisses(B.G.C.) 

3.886 

Non-command 

Gneisses(B.G.C.) 

2.509 

Non-command 

Gneisses(B.G.C.) 

11.602 

Non-command 

Gneisses(B.G.C.) 

4.777 

Non-command 

Gneisses(B.G.C.) 

7.954 

Non-command 

Gneisses(B.G.C.) 

1.637 

Non-command 

Gneisses(B.G.C.) 

5.451 

Non-command 

Gneisses(B.G.C.) 

2.821 

Non-command 

Gneisses(B.G.C.) 

0.033 

Non-command 

Phyllite & Schist 

0.643 

Non-command 

Gneisses(B.G.C.) 

41.750 

Non-command 

Gneisses(B.G.C.) 

1.068 

Non-command 

Gneisses(B.G.C.) 

3.602 

Non-command 

Gneisses(B.G.C.) 

0.623 

Non-command 

Gneisses(B.G.C.) 

0.058 

Non-command 

Gneisses(B.G.C.) 

0.047 

Non-command 

Gneisses(B.G.C.) 

4.378 

Non-command 

Gneisses(B.G.C.) 

9.512 

Non-command 

Gneisses(B.G.C.) 

0.000 

Non-command 

Gneisses(B.G.C.) 

2.898 

Non-command 

Gneisses(B.G.C.) 

6.849 

Non-command 

Phyllite & Schist 

3.996 

Non-command 

Gneisses(B.G.C.) 

12.510 

Non-command 

Gneisses(B.G.C.) 

1.955 

Non-command 

Gneisses(B.G.C.) 

6.158 

Non-command 

Gneisses(B.G.C.) 

1.738 

Non-command 

Gneisses(B.G.C.) 

11.083 

Non-command 

Phyllite & Schist 

0.529 

Non-command 

Gneisses(B.G.C.) 

9.617 

Non-command 

Gneisses(B.G.C.) 

0.012 

Non-command 

Gneisses(B.G.C.) 

3.549 

Non-command 

Phyllite & Schist 

3.861 

Non-command 

Phyllite & Schist 

9.390 

Non-command 

Gneisses(B.G.C.) 

5.682 

Non-command 

Gneisses(B.G.C.) 

0.790 

Non-command 

Gneisses(B.G.C.) 

6.689 

Non-command 

Gneisses(B.G.C.) 

0.768 

Non-command 

Gneisses(B.G.C.) 

6.195 

Non-command 

Gneisses(B.G.C.) 

16.179 

Non-command 

Gneisses(B.G.C.) 

2.360 

Non-command 

Gneisses(B.G.C.) 

11.597 

Non-command 

Gneisses(B.G.C.) 

0.891 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

50,000 

40,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

50,000 

30,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

50,000 

40,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.394 

0.394 

0.018 

0.018 

1.860 

1.918 


0.461 

0.461 

0.384 

0.398 

0.318 

0.318 

0.029 

0.029 

0.029 

0.029 

0.138 

0.138 

0.058 

0.058 

0.150 

0.150 

0.348 

0.348 


0.010 

0.010 

0.202 

0.202 

0.012 

0.012 


0.048 

0.048 

1.440 

1.440 

0.024 

0.024 

0.163 

0.163 

0.012 

0.012 



0.132 

0.132 

0.143 

0.143 

- 

- 

0.054 

0.054 

0.072 

0.072 

0.780 

0.780 

1.056 

1.070 

0.086 

0.086 

0.180 

0.180 

0.024 

0.024 

0.672 

0.672 

0.036 

0.036 

0.468 

0.468 

- 

- 

0.054 

0.054 

0.048 

0.048 

0.336 

0.336 

0.288 

0.288 

0.012 

0.012 

0.396 

0.396 

0.019 

0.019 

0.168 

0.168 

0.365 

0.365 

0.048 

0.048 

0.768 

0.768 

0.036 

0.036 








































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Indoli 


Jhaloosi 


Jharli 


Jheerota 


Jorawarpura 


Kacholiya 


Kakalwara 


Kalyanpura Peegoon 


Kantoli 


Kasheer 


Keriya 


Kharwar 


Khejron Ka Bas 


Khera Malooka Nagar 


Kishanpura 


Lamba Hari Singh 


Lamya Joonardar 


Lari 


Laxmipura 


Mahadeo Pura 


Maharajpura @ Teetriya 


Malpura (Rural) 


Malpura Urban 


Census Code 

Area 


sq.km 

(3) 

(4) 

0822000102598000 

11.949 

0821000802568100 

5.263 

0822000102597600 

15.546 

0821000102499500 

18.531 

0821000102499400 

7.052 

0822000102591800 

13.300 

0821000102498500 

7.802 

0822000102598600 

8.217 

0822000102596900 

32.938 



0821000802567900 

23.654 

0821000102496900 

5.336 

0821000802568400 

14.702 

0822000502647100 

4.965 



0822000102598800 25.979 


0821000102499700 1.415 


0822000102597400 3.338 


0822000102592400 9.817 



0822000102589200 

6.068 

0821000802568600 

5.192 

0822000102597000 

4.300 


0822000102596600 

7.301 

0822000102598400 

2.869 

0822000142201000 

36.363 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Mandiyawad Kalan 


Mandiyawad Khurd 


Moondoti 


0821000102498900 

4.240 

0821000102498800 

4.146 



Saline 


17.533 Fresh 


Manoharpura 

0821000802568700 

10.150 

Fresh 

Mehroo 

0822000502647400 

24.318 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 




0821000102499100 


0821000802568500 


0822000502647800 



Saline 


10.362 Fresh 


2.398 Fresh 


21.598 Fresh 


Saline 


27.146 Fresh 


Saline 


Fresh 


Saline 


11.384 Fresh 



Pandarwara 


0821000102499800 


17.661 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

11.949 

Non-command 

Gneisses(B.G.C.) 

0.279 

Non-command 

Gneisses(B.G.C.) 

14.437 

Non-command 

Gneisses(B.G.C.) 

18.531 

Non-command 

Gneisses(B.G.C.) 

7.052 

Non-command 

Gneisses(B.G.C.) 

4.887 

Non-command 

Gneisses(B.G.C.) 

7.802 

Non-command 

Phyllite & Schist 

8.217 

Non-command 

Gneisses(B.G.C.) 

29.176 

Non-command 

Gneisses(B.G.C.) 

3.762 

Non-command 

Gneisses(B.G.C.) 

18.261 

Non-command 

Gneisses(B.G.C.) 

1.421 

Non-command 

Gneisses(B.G.C.) 

14.702 

Non-command 

Gneisses(B.G.C.) 

4.788 

Non-command 

Gneisses(B.G.C.) 

0.006 

Non-command 

Phyllite & Schist 

5.619 

Non-command 

Gneisses(B.G.C.) 

1.415 

Non-command 

Gneisses(B.G.C.) 

3.329 

Non-command 

Gneisses(B.G.C.) 

5.807 

Non-command 

Gneisses(B.G.C.) 

4.011 

Non-command 

Gneisses(B.G.C.) 

14.528 

Non-command 

Gneisses(B.G.C.) 

0.964 

Non-command 

Gneisses(B.G.C.) 

11.469 

Non-command 

Gneisses(B.G.C.) 

0.647 

Non-command 

Gneisses(B.G.C.) 

2.255 

Non-command 

Gneisses(B.G.C.) 

5.192 

Non-command 

Gneisses(B.G.C.) 

1.601 

Non-command 

Gneisses(B.G.C.) 

2.700 

Non-command 

Gneisses(B.G.C.) 

7.301 

Non-command 

Phyllite & Schist 

2.869 

Non-command 

Gneisses(B.G.C.) 

0.177 

Non-command 

Phyllite & Schist 

26.406 

Non-command 

Gneisses(B.G.C.) 

4.240 

Non-command 

Gneisses(B.G.C.) 

2.404 

Non-command 

Gneisses(B.G.C.) 

1.742 

Non-command 

Gneisses(B.G.C.) 

11.806 

Non-command 

Phyllite & Schist 

5.727 

Non-command 

Gneisses(B.G.C.) 

8.520 

Non-command 

Gneisses(B.G.C.) 

0.413 

Non-command 

Phyllite & Schist 

6.110 

Non-command 

Phyllite & Schist 

17.795 

Non-command 

Gneisses(B.G.C.) 

9.952 

Non-command 

Gneisses(B.G.C.) 

2.398 

Non-command 

Phyllite & Schist 

0.198 

Non-command 

Phyllite & Schist 

0.044 

Non-command 

Gneisses(B.G.C.) 

6.080 

Non-command 

Gneisses(B.G.C.) 

21.066 

Non-command 

Gneisses(B.G.C.) 

2.881 

Non-command 

Gneisses(B.G.C.) 

0.847 

Non-command 

Gneisses(B.G.C.) 

1.311 

Non-command 

Gneisses(B.G.C.) 

0.676 

Non-command 

Phyllite & Schist 

0.387 

Non-command 

Gneisses(B.G.C.) 

17.661 


of Tube of Wells Operational 
Wells with Days 

Pumpset 


Average Yield 

Draft 

Tube 

Wells 

Wells with 
Pumpset 

Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

MCM 

MCM 

(12) 

(13) 

(14) 

(15) 

100,000 

80,000 

- 

0.902 

120,000 

100,000 

- 

0.012 

100,000 

80,000 

- 

0.816 

120,000 

100,000 

0.014 

0.948 



120,000 


100,000 


120,000 


120,000 


100,000 


70,000 


120,000 


120,000 


120,000 


90,000 


50,000 


120,000 


120,000 


100,000 


100,000 


70,000 


100,000 


70,000 


100,000 


70,000 


70,000 


120,000 


100,000 


70,000 


100,000 


120,000 


100,000 


120,000 


120,000 


120,000 


50,000 


90,000 


90,000 


120,000 


90,000 


90,000 


60,000 


120,000 


120,000 


90,000 


60,000 


100,000 


70,000 


120,000 


50,000 


90,000 


50,000 


60,000 


120,000 


100,000 


80,000 


100,000 


100,000 


80,000 


50,000 


100,000 


100,000 


100,000 


70,000 


30,000 


100,000 


100,000 


80,000 


80,000 


50,000 


80,000 


50,000 


80,000 


50,000 


50,000 


100,000 


80,000 


50,000 


80,000 


100,000 


80,000 


100,000 


100,000 


100,000 


40,000 


70,000 


70,000 


100,000 


70,000 


70,000 


40,000 


100,000 


100,000 


70,000 


40,000 


80,000 


50,000 


100,000 


40,000 


70,000 


30,000 


40,000 


100,000 



0.084 

0.084 

0.060 

0.060 

0.144 

0.144 

0.211 

0.211 

0.090 

0.090 

1.114 

1.114 

0.048 

0.048 

0.835 

0.835 

0.030 

0.030 

0.024 

0.024 

- 

- 

0.029 

0.029 

0.030 

0.030 

0.192 

0.216 

4.764 

4.966 

0.010 

0.010 

1.044 

1.044 

0.192 

0.192 

0.096 

0.096 

0.029 

0.029 

0.370 

0.370 

0.176 

0.176 

0.132 

0.132 

0.017 

0.017 

0.210 

0.210 

0.350 

0.350 

1.032 

1.032 

0.060 

0.060 

0.017 

0.017 

- 

- 

0.144 

0.144 

0.312 

0.312 

0.180 

0.180 

0.024 

0.024 

0.092 

0.092 

0.022 

0.022 

0.014 

0.014 

0.288 

0.288 























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


03001001 


Phool Maliya 


Rajpura 


Ramchandrapura 


Rameshwarpura 


Ramgarh 


Rampura Bas Bagri 



Roopaheli 


Sadapur 


Sali Lakhapura 


Sandoliya 


Sanodiya 


Sarwar 


Sawai Ram Singhpura @ Arni 


Sawariya 


Seel 


Shambhoopura 


Shankarpura 


Sindoliya 


Sotwara 


Srirampura 


Suwadiyari 


Tantiya 


Thari 



Amka 


Angari 


Bassi 


Beer Kanarwas 


Bhojera 


Bhooriyawas 


Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 



11.979 Fresh 


Saline 


0822000102597200 

6.416 

0822000102593800 

12.931 

0822000502648000 

1.925 

0822000502647300 

4.540 



0806000900886600 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Saline 


11.953 Fresh 


Non-command 


Non-command 



0821000102498400 

12.150 

0822000102597500 

5.675 

0821000102500100 

9.369 

0822000102597300 

9.248 

0822000502646500 

27.922 

0821000102498300 

6.954 

0821000902578500 

3.119 


0822000102593300 

0.688 

0822000102593700 

12.978 

0822000102592100 

12.594 


0821000802568200 

10.705 

0822000102592300 

1.467 

0822000102598100 

13.096 

0822000102589300 

8.669 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 


( 6 ) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


0821000802568900 

2.630 

Fresh 

Non-command 

Non-command 

0822000102593500 

8.389 

Fresh 

Non-command 

Non-command 


0822000102596800 

12.455 

Fresh 

Non-command 

0821000802569000 

10.134 

Fresh 

Non-command 

0822000102598200 

3.950 

Fresh 

Non-command 


River Basin 


Sub Basin: 


12.505 Fresh 



Non-command 


0806000900886800 

5.551 

Fresh 

Non-command 

0806000900885000 

11.120 

Fresh 

Non-command 

0812001101592700 

5.352 

Fresh 

Non-command 

0812001101592500 

8.132 

Fresh 

Non-command 



Non-command 


Non-command 


0812000201465800 

4.424 

Fresh 

Non-command 

0806000900887300 

7.085 

Fresh 

Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Banganga 


Banganga 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 


sq.km 

(7) 

(8) 

Gneisses(B.G.C.) 

7.223 

Phyllite & Schist 

2.710 

Gneisses(B.G.C.) 

1.607 

Phyllite & Schist 

16.036 

Phyllite & Schist 

0.024 

Phyllite & Schist 

3.374 

Gneisses(B.G.C.) 

6.416 

Gneisses(B.G.C.) 

0.001 

Phyllite & Schist 

0.018 

Phyllite & Schist 

0.923 

Phyllite & Schist 

3.616 

Gneisses(B.G.C.) 

0.001 

Gneisses(B.G.C.) 

7.387 

Gneisses(B.G.C.) 

1.002 

Gneisses(B.G.C.) 

9.150 

Phyllite & Schist 

2.804 

Gneisses(B.G.C.) 

10.638 

Gneisses(B.G.C.) 

1.687 

Gneisses(B.G.C.) 

2.092 

Phyllite & Schist 

1.858 

Gneisses(B.G.C.) 

1.943 

Gneisses(B.G.C.) 

0.976 

Gneisses(B.G.C.) 

9.369 

Gneisses(B.G.C.) 

9.248 

Gneisses(B.G.C.) 

20.951 

Gneisses(B.G.C.) 

0.419 

Gneisses(B.G.C) 

0.000 

Gneisses(B.G.C.) 

0.508 

Gneisses(B.G.C.) 

0.688 

Gneisses(B.G.C.) 

10.613 

Gneisses(B.G.C.) 

8.347 

Gneisses(B.G.C.) 

0.095 

Gneisses(B.G.C.) 

10.347 

Gneisses(B.G.C.) 

1.467 

Gneisses(B.G.C.) 

13.096 

Gneisses(B.G.C.) 

0.373 

Gneisses(B.G.C.) 

3.503 

Phyllite & Schist 

3.044 


with 

Pumpset 


Quartzite 

6.339 

Slate 

1.923 

Quartzite 

2.461 

Quartzite 

0.000 

Quartzite 

4.209 

Phyllite & Schist 

4.200 

Quartzite 

2.596 

Quartzite 

3.888 

Slate 

0.064 

Quartzite 

0.437 

Slate 

0.590 

Quartzite 

0.310 

Quartzite 

1.423 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

90,000 

80,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

120,000 

100,000 



Wells with 
Pumpset 


MCM 


(15) 


0.202 


54 

120 

70,000 

50,000 

16 

120 

70,000 

50,000 

18 

120 

70,000 

50,000 

- 

120 

70,000 

50,000 

10 

120 

60,000 

40,000 

- 

120 

70,000 

50,000 

! 

120 

60,000 

40,000 

36 

120 

70,000 

50,000 

1 

120 

70,000 

50,000 

11 

120 

70,000 

50,000 

16 

120 

70,000 

50,000 

3 

120 

80,000 

60,000 

12 

120 

70,000 

50,000 






0.072 

0.072 

0.125 

0.125 



0.034 

0.034 

0.077 

0.077 


0.173 

0.173 

0.018 

0.018 

0.797 

0.797 

0.300 

0.300 

0.269 

0.269 

0.048 

0.048 

0.048 

0.048 

0.060 

0.060 

0.144 

0.144 

0.029 

0.029 

0.324 

0.324 

0.192 

0.192 

0.067 

0.067 

0.024 

0.024 


0.004 

0.004 

0.030 

0.030 

0.192 

0.192 

0.096 

0.096 


0.072 

0.072 

0.036 

0.036 

0.173 

0.173 

0.010 

0.010 

0.060 

0.060 

0.432 

0.432 


0.324 

0.332 

0.096 

0.096 

0.108 

0.125 



0.216 

0.233 

0.006 

0.006 

0.066 

0.066 

0.096 

0.096 

0.022 

0.022 

0.072 

0.072 











































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Chaha Ka Bas 

0806000900889800 

3.783 

Fresh 

Chainpura 

0812001101588800 

4.911 

Fresh 

Chak Dagota 

0812001101592800 

0.397 

Fresh 

Chandpura 

0806000900889000 

1.927 

Fresh 


Chatarpura 

0812001101599100 

2.028 

Fresh 

Chilpali 

0812001101585400 

3.730 

Fresh 

Chosla 

0806000900887100 

3.488 

Fresh 


Dagarwara 

0812001101599200 

14.075 

Fresh 

Dagota 

0812001101592900 

30.736 

Fresh 


Darolai 

0812001101588900 

4.049 

Fresh 

Galawas 

0812000201466200 

6.960 

Fresh 

Goojron Ka Guwara 

0806000900889200 

1.245 

Fresh 

Guwara 

0812001101598600 

1.833 

Fresh 


Guwara Dulawa 

0806000900893900 

2.677 

Fresh 

Hameerpur 

0806000900890400 

12.408 

Fresh 


Heengawala 


Jagannathpura 


0812001101593200 


0806000900890900 


2.359 Fresh 


6.261 Fresh 


Jaitpur Goojran 

0806000900890500 

5.420 

Fresh 

Jhiri 

0806000900888900 

17.392 

Fresh 


Jodhoola 

0812000201466000 

1.750 

Fresh 

Jodhoola Upala 

0812000201466100 

1.799 

Fresh 

Kaler 

0806000900890700 

14.178 

Fresh 

Kali Barkhari 

0812001101592600 

1.584 

Fresh 

Kanikhor 

0812001101592300 

11.328 

Fresh 

Kela Ka Bas 

0812001101585300 

3.837 

Fresh 

Kilatpuri 

0812001101593300 

2.842 

Fresh 


Kooda 

0812001101589200 

12.813 

Fresh 

Lalpura 

0806000900889300 

3.834 

Fresh 

Lothawas 

0806000900890000 

8.994 

Fresh 

Madhogarh 

0806000900889600 

7.762 

Fresh 

Manhagi 

0812001101589100 

4.128 

Fresh 

Nabhawala 

0812001101598900 

4.546 

Fresh 


Nagel 

0806000900889700 

3.609 

Fresh 

Nangal Bani 

0806000900884900 

9.569 

Fresh 

Narhat 

0806000900886900 

9.005 

Fresh 

Neemla 

0812001101593100 

2.187 

Fresh 

Nitata 

0806000900890600 

11.094 

Fresh 


Pachpadi 

0806000900889500 

2.461 

Fresh 

Padak Chhapli 

0806000900887000 

3.987 

Fresh 

Piplai 

0806000900891000 

13.542 

Fresh 

Pratapgarh 

0806000900889100 

4.849 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Slate 

2.932 

Non-command 

Quartzite 

1.858 

Non-command 

Quartzite 

0.048 

Non-command 

Quartzite 

0.092 

Non-command 

Quartzite 

0.597 

Non-command 

Slate 

0.775 

Non-command 

Phyllite & Schist 

0.288 

Non-command 

Quartzite 

0.008 

Non-command 

Quartzite 

0.862 

Non-command 

Slate 

0.562 

Non-command 

Phyllite & Schist 

0.066 

Non-command 

Phyllite & Schist 

11.883 

Non-command 

Quartzite 

8.344 

Non-command 

Quartzite 

0.597 

Non-command 

Quartzite 

2.142 

Non-command 

Quartzite 

0.537 

Non-command 

Phyllite & Schist 

0.884 

Non-command 

Quartzite 

0.336 

Non-command 

Quartzite 

0.439 

Non-command 

Quartzite 

5.435 

Non-command 

Slate 

6.596 

Non-command 

Phyllite & Schist 

2.351 

Non-command 

Quartzite 

0.008 

Non-command 

Quartzite 

3.698 

Non-command 

Slate 

1.239 

Non-command 

Quartzite 

5.018 

Non-command 

Quartzite 

8.856 

Non-command 

Slate 

0.804 

Non-command 

Quartzite 

0.338 

Non-command 

Quartzite 

0.885 

Non-command 

Quartzite 

12.999 

Non-command 

Quartzite 

1.584 

Non-command 

Phyllite & Schist 

1.142 

Non-command 

Quartzite 

0.024 

Non-command 

Phyllite & Schist 

2.540 

Non-command 

Quartzite 

0.140 

Non-command 

Quartzite 

0.153 

Non-command 

Quartzite 

3.006 

Non-command 

Quartzite 

1.026 

Non-command 

Quartzite 

5.703 

Non-command 

Quartzite 

0.054 

Non-command 

Phyllite & Schist 

0.908 

Non-command 

Quartzite 

0.000 

Non-command 

Quartzite 

1.345 

Non-command 

Quartzite 

0.016 

Non-command 

Quartzite 

6.361 

Non-command 

Phyllite & Schist 

2.187 

Non-command 

Phyllite & Schist 

1.824 

Non-command 

Quartzite 

7.345 

Non-command 

Quartzite 

1.601 

Non-command 

Quartzite 

2.999 

Non-command 

Quartzite 

0.130 

Non-command 

Quartzite 

3.787 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.144 

0.144 

0.066 

0.150 

0.005 

0.005 

0.005 

0.005 

0.066 

0.066 

0.084 

0.084 

0.012 

0.020 

- 

- 

0.114 

0.114 

0.078 

0.078 

- 

- 

0.078 

0.078 

0.043 

0.043 

0.014 

0.036 

0.122 

0.122 

0.042 

0.092 

0.066 

0.074 

0.019 

0.019 

0.006 

0.006 

0.216 

0.216 

0.258 

0.258 

0.102 

0.110 



0.132 

0.132 

0.005 

0.005 


0.384 

0.426 

0.018 

0.034 

0.144 

0.270 

0.005 

0.005 

0.042 

0.050 



0.252 

0.269 

0.120 

0.128 

0.034 

0.034 

0.084 

0.084 

0.084 

0.126 

0.174 

0.208 

































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Rasawala 

0812001101592400 

3.288 

Fresh 

Rayanwala 

0812001101593500 

8.898 

Fresh 


Non-command 


Non-command 



Rundh Agar 

0806000900886500 

1.838 

Fresh 

Rundh Ajabgarh 

0806000900893800 

2.559 

Fresh 

Rundh Hameerpur 

0806000900890300 

2.554 

Fresh 


Non-command 


Non-command 


Non-command 


Rundh Jhiri 

0806000900887500 

4.390 

Fresh 

Rundh Lalpura 

0806000900889900 

1.374 

Fresh 

Rundh Lothawas 

0806000900890100 

0.633 

Fresh 

Rundh Pachpadi 

0806000900889400 

0.570 

Fresh 

Rundh Pratapgarh 

0806000900890200 

0.863 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Samra 

0806000900890800 

16.370 

Fresh 

Satana 

0812000201465900 

9.049 

Fresh 

Shekhawala 

0812001101599000 

4.916 

Fresh 

Shri Ramgopalpura 

0812001101593000 

4.573 

Fresh 

Singhpuri 

0812001101593400 

2.251 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Srinagar 

0812001101598700 

2.916 

Fresh 

Talva 

0812000201468400 

17.524 

Fresh 

Thali 

0812001101598500 

11.334 

Fresh 

Toda 

0806000900887200 

4.072 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


03001002 


Todalari 

0812001101585200 

7.297 

Fresh 

Anantpura 

0812001101589300 

1.470 

Fresh 


Non-command 


Non-command 



Bahlor 

0812001101587100 

8.922 

Fresh 

Bamanwati 

0812001101594200 

6.719 

Fresh 


Kharad 


Non-command 


Non-command 


Non-command 


Bhagwan Pura 

0812001101597900 

4.562 

Fresh 

Bhatt Ka Was 

0812001101588400 

1.971 

Fresh 

Bhawni 

0812001101594000 

3.292 

Fresh 


Bhawni Khurd 

0812001101593900 

0.747 

Fresh 

Bhimawas 

0812001101594500 

4.362 

Fresh 


Non-command 


Non-command 


Kharad 


Non-command 


Kharad 


Non-command 


Boroda 


0811000401390100 


4.219 Fresh 


Chaha Ka Bas 

0806000900889800 

3.783 

Fresh 

Chainpura 

0812001101588800 

4.911 

Fresh 

Chainpurabas Dedwari 

0812001101589900 

3.315 

Fresh 

Chak Dantli 

0812001101593800 

1.215 

Fresh 


Chatarpura 

0812001101599100 

2.028 

Fresh 

Chilpali 

0812001101585400 

3.730 

Fresh 

Dagarwara 

0812001101599200 

14.075 

Fresh 


Non-command 


Sainthal Sagar 


Non-command 


Non-command 


Non-command 


Kharad 


Non-command 


Non-command 


Non-command 


Kharad 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Slate 

0.162 

Non-command 

Phyllite & Schist 

6.233 

Non-command 

Quartzite 

0.066 

Non-command 

Phyllite & Schist 

2.321 

Non-command 

Phyllite & Schist 

3.169 

Non-command 

Quartzite 

0.464 

Non-command 

Quartzite 

0.189 

Non-command 

Quartzite 

0.098 

Non-command 

Quartzite 

2.036 

Non-command 

Slate 

0.518 

Non-command 

Quartzite 

1.337 

Non-command 

Quartzite 

1.025 

Non-command 

Quartzite 

0.407 

Non-command 

Quartzite 

0.485 

Non-command 

Quartzite 

0.560 

Non-command 

Slate 

0.078 

Non-command 

Quartzite 

12.898 

Non-command 

Quartzite 

0.285 

Non-command 

Phyllite & Schist 

2.334 

Non-command 

Phyllite & Schist 

4.355 

Non-command 

Phyllite & Schist 

0.730 

Non-command 

Quartzite 

1.489 

Non-command 

Phyllite & Schist 

2.913 

Non-command 

Quartzite 

0.128 

Non-command 

Phyllite & Schist 

0.400 

Non-command 

Quartzite 

1.004 

Non-command 

Slate 

1.919 

Non-command 

Quartzite 

0.052 

Non-command 

Phyllite & Schist 

0.714 

Non-command 

Quartzite 

0.756 

Command 

Phyllite & Schist 

4.520 

Non-command 

Phyllite & Schist 

0.575 

Non-command 

Quartzite 

8.390 

Non-command 

Phyllite & Schist 

5.588 

Non-command 

Quartzite 

0.012 

Non-command 

Phyllite & Schist 

0.349 

Non-command 

Quartzite 

1.945 

Command 

Phyllite & Schist 

2.173 

Non-command 

Phyllite & Schist 

0.941 

Command 

Phyllite & Schist 

0.747 

Non-command 

Phyllite & Schist 

0.195 

Non-command 

Quartzite 

0.293 

Non-command 

Quartzite 

0.162 

Command 

Quartzite 

0.001 

Non-command 

Quartzite 

0.033 

Non-command 

Quartzite 

2.205 

Non-command 

Quartzite 

0.197 

Command 

Phyllite & Schist 

1.215 

Non-command 

Phyllite & Schist 

0.001 

Non-command 

Phyllite & Schist 

1.740 

Non-command 

Quartzite 

3.441 

Command 

Phyllite & Schist 

2.828 

Non-command 

Phyllite & Schist 

10.898 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.018 

0.026 

0.234 

0.259 

- 

- 

0.048 

0.073 

0.036 

0.036 

0.005 

0.005 

0.012 

0.012 

- 

- 

0.024 

0.024 

0.006 

0.006 

0.030 

0.030 

0.006 

0.006 

0.024 

0.024 

0.018 

0.018 

0.024 

0.024 


0.306 

0.398 

0.007 

0.007 

0.036 

0.053 

0.120 

0.120 

0.012 

0.012 

0.019 

0.019 

0.228 

0.253 


0.018 

0.018 

0.072 

0.089 

0.138 

0.163 























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Dantala Gujran 

0812001101587300 

6.078 

Fresh 

Dantala Meena 

0812001101588000 

2.973 

Fresh 


Non-command 


Non-command 



Darolai 

0812001101588900 

4.049 

Fresh 

Devitala 

0812001101588700 

2.181 

Fresh 

Dheerawas 

0812001101586900 

4.112 

Fresh 

Dhekla 

0812001101587200 

3.000 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Dhoret @ Harrampura 

0812001101594400 

9.623 

Fresh 

Doonga Ka Bas 

0812001101585500 

3.290 

Fresh 

Gopinathpura 

0812001101589400 

1.837 

Fresh 


Non-command 


Non-command 


Non-command 



Jaisinghpura Was Bahlo 

0812001101587000 

1.860 

Fresh 

Jodhrala 

0812001101588500 

1.894 

Fresh 

Kanikhor 

0812001101592300 

11.328 

Fresh 

Kela Ka Bas 

0812001101585300 

3.837 

Fresh 

Kharad 

0812001101594100 

1.470 

Fresh 


Kooda 

0812001101589200 

12.813 

Fresh 

Kushalpura 

0812001101589000 

4.447 

Fresh 


Kharad 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kharad 


Non-command 


Non-command 


Non-command 


Lothawas 

0806000900890000 

8.994 

Fresh 

Lunetha 

0812001101588300 

4.031 

Fresh 

Madhogarh 

0806000900889600 

7.762 

Fresh 

Maliwas 

0812001101588100 

1.378 

Fresh 

Manhagi 

0812001101589100 

4.128 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Mathasoola 

0812001101588200 

12.130 

Fresh 

Nagel 

0806000900889700 

3.609 

Fresh 

Nangal Tejsingh 

0812001101589600 

2.149 

Fresh 


Non-command 


Non-command 


Non-command 



Pachpadi 

0806000900889500 

2.461 

Fresh 

Patalwas 

0812001101593700 

4.133 

Fresh 



Non-command 


Kharad 


Non-command 


Kharad 


Non-command 


Kharad 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Quartzite 

0.050 

Non-command 

Phyllite & Schist 

0.003 

Non-command 

Phyllite & Schist 

0.123 

Non-command 

Quartzite 

0.287 

Non-command 

Phyllite & Schist 

2.874 

Non-command 

Quartzite 

0.125 

Non-command 

Quartzite 

1.836 

Non-command 

Quartzite 

1.801 

Non-command 

Quartzite 

0.133 

Non-command 

Phyllite & Schist 

0.266 

Non-command 

Quartzite 

0.302 

Non-command 

Phyllite & Schist 

2.242 

Non-command 

Quartzite 

1.016 

Non-command 

Phyllite & Schist 

0.759 

Non-command 

Quartzite 

0.822 

Non-command 

Phyllite & Schist 

2.566 

Non-command 

Quartzite 

0.002 

Non-command 

Phyllite & Schist 

0.613 

Non-command 

Quartzite 

0.001 

Command 

Phyllite & Schist 

0.059 

Non-command 

Phyllite & Schist 

1.207 

Non-command 

Quartzite 

1.502 

Non-command 

Quartzite 

1.839 

Non-command 

Phyllite & Schist 

8.168 

Non-command 

Quartzite 

3.401 

Command 

Phyllite & Schist 

0.871 

Non-command 

Phyllite & Schist 

0.434 

Non-command 

Quartzite 

8.507 

Non-command 

Phyllite & Schist 

1.141 

Non-command 

Quartzite 

1.647 

Non-command 

Quartzite 

4.652 

Non-command 

Quartzite 

2.881 

Non-command 

Quartzite 

1.235 

Non-command 

Quartzite 

0.009 

Non-command 

Phyllite & Schist 

0.001 

Non-command 

Quartzite 

2.109 

Non-command 

Phyllite & Schist 

1.309 

Non-command 

Quartzite 

0.080 

Non-command 

Quartzite 

9.047 

Non-command 

Quartzite 

0.532 

Non-command 

Phyllite & Schist 

1.423 

Non-command 

Quartzite 

0.726 

Non-command 

Phyllite & Schist 

0.918 

Non-command 

Quartzite 

0.165 

Non-command 

Quartzite 

0.002 

Command 

Phyllite & Schist 

2.298 

Non-command 

Phyllite & Schist 

1.592 

Command 

Phyllite & Schist 

0.014 

Non-command 

Phyllite & Schist 

1.515 

Command 

Phyllite & Schist 

2.882 

Non-command 

Phyllite & Schist 

0.060 

Non-command 

Phyllite & Schist 

0.080 

Non-command 

Quartzite 

7.159 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 



0.240 

0.319 

0.072 

0.089 

0.005 

0.005 

0.662 

0.943 


0.150 

0.167 

0.062 

0.069 

0.017 

0.017 



0.006 

0.006 

0.283 

0.369 



















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


(2) 

(3) 

(4) 

(5) 

Ramjipura 

0812001101599300 

1.524 

Fresh 

Rampura @ Maharajpura 

0811000401390000 

6.889 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Rampura Bas Samred 

0812001101589700 

2.115 

Fresh 

Rampurawas Thali 

0812001101598300 

2.012 

Fresh 


Rasawala 

0812001101592400 

3.288 

Fresh 

Rayanwala 

0812001101593500 

8.898 

Fresh 


Shri Ramjipura 


Non-command 


Kharad 


Non-command 


Non-command 


Non-command 



Samor 

0812001101599400 

3.643 

Fresh 

Samred Kalan 

0812001101591900 

9.146 

Fresh 


Kharad 


Non-command 


Non-command 


Non-command 



0812001101594300 


6.824 Fresh 


Srinagar 

0812001101598700 

2.916 

Fresh 

Thali 

0812001101598500 

11.334 

Fresh 


Sainthal Sagar 


Kharad 


Non-command 


Non-command 


Non-command 


03001003 


Todalari 

0812001101585200 

7.297 

Fresh 

Akbarpur Faujdar 

0807000300992300 

0.907 

Saline 



Araji Ishnaka 


Arroowa 


Badesara 


Badika 


Bajahera 


Bajheri 


Baldeopura 


Balraka 


Bamanpura 


Bandheri 


Bandka 


Baorika 


Barada 


Barkhera Faujdar 


Barkhera Sad 


Baroda Meo 


0807000300991900 

1.030 

0806001200946800 

8.085 



0807000401006300 

4.024 

0806001200943800 

2.319 



0807000300982400 

3.871 

0806001100922900 

1.035 

0806001200939600 

2.185 

0807000300990100 

0.992 

0806001200939500 

3.067 

0806001100923100 

0.724 

0806001100926200 

2.948 

0806001100924900 

1.737 



0806001200941500 

3.079 

0807000300982200 

2.010 

0807000300989700 

1.888 

0806001100924500 

11.163 


Non-command 


Non-command 


Sikri bund 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sikri bund 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sikri bund 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sikri bund 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

0.184 

Non-command 

Phyllite & Schist 

0.855 

Non-command 

Quartzite 

0.412 

Non-command 

Quartzite 

0.237 

Command 

Phyllite & Schist 

0.353 

Non-command 

Phyllite & Schist 

1.659 

Non-command 

Phyllite & Schist 

0.372 

Non-command 

Phyllite & Schist 

1.666 

Non-command 

Quartzite 

3.186 

Command 

Phyllite & Schist 

2.165 

Non-command 

Phyllite & Schist 

1.160 

Non-command 

Phyllite & Schist 

0.904 

Non-command 

Phyllite & Schist 

0.494 

Non-command 

Quartzite 

0.596 

Command 

Phyllite & Schist 

0.631 

Non-command 

Phyllite & Schist 

8.757 

Non-command 

Quartzite 

0.093 

Non-command 

Phyllite & Schist 

1.383 

Non-command 

Quartzite 

0.135 

Command 

Phyllite & Schist 

0.000 

Command 

Phyllite & Schist 

0.720 

Non-command 

Phyllite & Schist 

5.229 

Non-command 

Phyllite & Schist 

0.004 

Non-command 

Phyllite & Schist 

10.923 

Non-command 

Quartzite 

0.011 

Non-command 

Quartzite 

1.168 

Non-command 

Older Alluvium 

0.198 

Command 

Older Alluvium 

0.297 

Non-command 

Older Alluvium 

0.731 

Non-command 

Older Alluvium 

0.081 

Non-command 

Older Alluvium 

1.030 

Non-command 

Older Alluvium 

3.186 

Non-command 

Older Alluvium 

1.850 

Non-command 

Older Alluvium 

1.549 

Command 

Older Alluvium 

0.431 

Non-command 

Older Alluvium 

4.024 

Non-command 

Older Alluvium 

0.091 

Non-command 

Older Alluvium 

1.498 

Non-command 

Older Alluvium 

3.334 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

3.871 

Non-command 

Older Alluvium 

0.659 

Non-command 

Older Alluvium 

0.000 

Command 

Older Alluvium 

0.246 

Non-command 

Older Alluvium 

1.723 

Non-command 

Older Alluvium 

0.724 

Non-command 

Older Alluvium 

1.831 

Non-command 

Older Alluvium 

0.009 

Non-command 

Older Alluvium 

1.206 

Non-command 

Older Alluvium 

3.079 

Non-command 

Older Alluvium 

2.010 

Command 

Older Alluvium 

0.024 

Non-command 

Older Alluvium 

0.246 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

180,000 

120,000 

120 

80,000 

70,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

180,000 

120,000 

120 

80,000 

70,000 

120 

180,000 

120,000 

120 

80,000 

70,000 

120 

90,000 

80,000 

120 

110,000 

80,000 

120 

80,000 

70,000 

120 

90,000 

80,000 

120 

80,000 

70,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

80,000 

70,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

120,000 

100,000 



Wells with 
Pumpset 


MCM 


(15) 


0.012 














































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Barsana 


Bas Dongri 


Bedham 


Beedooka 


Berka 


Bhadeera 


Bhainsrawat 


Bhanpur 


Bhavli 


Bhuraka 


Birgawan 


Boochaka 


Boolaheri 


Chahori Ka Nangla 


Chak Cheluwa 


Chak Semli 


Chak Sundrawali 


Chimanpura 


Chirawal Goojar 


Chirawal Mali 


Dabhawali 


Damara 


Dantlothi 


Daroda 


Dayalpura 


Dhandaka 


Dhandholi 


Dhankroli 


Dhanmatpura 


Dongri 


Doodheri 


Dunawal 


Dusrahera 


Enchera 


Fatehpur Kalan 


Fatehpur Khurd 


Census Code 

Area 


sq.km 

(3) 

(4) 



0807000300991800 

0.656 

0806001100922300 

2.255 

0807000401002500 

5.250 

0806001100923700 

1.941 


0806001200943600 

2.655 

0806001200941800 

3.832 

0806001100923000 

3.009 

0807000300991600 

0.950 

0807000300983700 

2.339 



1.563 Saline 


0807000300980700 

2.210 

0807000300990900 

2.298 


0807000300981400 

1.537 

0806001100922800 

1.221 

0806001200943000 

2.019 

0807000300990800 

1.137 


0807000300980300 

0.818 

0807000300996000 

6.472 



0806001100924800 

0.833 

0807000300982900 

1.113 

0807000300990400 

2.887 


0807000300995000 

1.592 

0807000401006100 

2.837 


0807000401006800 

4.709 

0806001200947100 

3.170 


0806001200944100 

1.581 

0807000300982800 

0.932 

0807000300981600 

1.453 

0806001200942100 

2.449 

0807000300991000 

1.227 

0806001100922200 

3.083 

0806001200942700 

5.452 

0807000300995200 

4.013 

0806001100926000 

3.727 

0807000501009800 

7.035 



0807000300980000 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sikri bund 


Non-command 


Sikri bund 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sikri bund 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.840 

Non-command 

Older Alluvium 

0.656 

Non-command 

Older Alluvium 

1.123 

Non-command 

Older Alluvium 

2.953 

Non-command 

Older Alluvium 

0.526 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

0.360 

Non-command 

Older Alluvium 

3.359 

Non-command 

Older Alluvium 

3.009 

Non-command 

Older Alluvium 

0.950 

Non-command 

Older Alluvium 

1.460 

Command 

Older Alluvium 

0.077 

Non-command 

Older Alluvium 

1.538 

Command 

Older Alluvium 

0.025 

Non-command 

Older Alluvium 

2.210 

Non-command 

Older Alluvium 

2.048 

Non-command 

Older Alluvium 

0.250 

Non-command 

Older Alluvium 

1.537 

Non-command 

Older Alluvium 

1.208 

Non-command 

Older Alluvium 

0.522 

Non-command 

Older Alluvium 

0.757 

Non-command 

Older Alluvium 

0.381 

Non-command 

Older Alluvium 

0.724 

Non-command 

Older Alluvium 

5.719 

Non-command 

Older Alluvium 

0.752 

Non-command 

Older Alluvium 

0.144 

Non-command 

Older Alluvium 

1.042 

Non-command 

Older Alluvium 

0.550 

Non-command 

Older Alluvium 

0.020 

Non-command 

Older Alluvium 

0.279 

Non-command 

Older Alluvium 

1.113 

Non-command 

Older Alluvium 

0.278 

Command 

Older Alluvium 

2.608 

Non-command 

Older Alluvium 

0.057 

Non-command 

Older Alluvium 

2.102 

Non-command 

Older Alluvium 

0.735 

Non-command 

Older Alluvium 

4.709 

Non-command 

Older Alluvium 

0.718 

Non-command 

Older Alluvium 

0.004 

Non-command 

Older Alluvium 

0.445 

Non-command 

Older Alluvium 

0.932 

Non-command 

Older Alluvium 

1.453 

Non-command 

Older Alluvium 

2.449 

Non-command 

Older Alluvium 

1.227 

Non-command 

Older Alluvium 

1.524 

Non-command 

Older Alluvium 

2.425 

Non-command 

Older Alluvium 

3.432 

Non-command 

Older Alluvium 

0.001 

Non-command 

Older Alluvium 

0.040 

Non-command 

Older Alluvium 

1.364 

Non-command 

Older Alluvium 

0.014 

Non-command 

Older Alluvium 

2.164 

Non-command 

Older Alluvium 

0.000 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

110,000 

80,000 

120 

90,000 

80,000 

120 

110,000 

80,000 

120 

90,000 

80,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

80,000 

70,000 

120 

80,000 

70,000 

120 

110,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

200,000 

130,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

110,000 

80,000 

120 

180,000 

120,000 

120 

200,000 

130,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

200,000 

130,000 

120 

90,000 

80,000 

120 

180,000 

120,000 

120 

80,000 

70,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

110,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

180,000 

120,000 

120 

80,000 

70,000 

120 

180,000 

120,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

180,000 

120,000 

120 

200,000 

130,000 

120 

110,000 

80,000 

120 

180,000 

120,000 

120 

90,000 

80,000 

120 

110,000 

80,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

200,000 

130,000 

120 

90,000 

80,000 

120 

200,000 

130,000 



Tube Wells with 
Wells Pumpset 














































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Gahankar 


Gangawak 


Garoli 


Haneepur 


Hanumanta 


Hulyana 


mlali 


Indrawali 


Ishnaka 


Ishroti 


Itera 


Jagarka 


Jalooki 


Janoothar 


Jatoli Thoon 


Jhareda 


Jheetredi 


Jhoolka 


Kailoori 


Kainchki 


Kakra 


Kaldaheri 


Kasoda 


Khakhawali 


Kharsanki 


Kherli 


Kherli Tarf Rela 


Kumharedi 


Kurbara 


Kutakpur 


Lodhaheri 


Maithna 


Manota Kalan 


Manota Khurd 


Masari 


Mathura Hera 


Mawai 


Moliya 


Moondoti 


Census Code 

Area 


sq.km 

(3) 

(4) 



0807000300979900 

1.779 

0807000300995900 

6.289 

0807000401007400 

1.455 

0806001200942200 

2.295 

0806001200940300 

2.419 

0806001200941300 

6.037 


0806001100924700 

2.383 

0806001200940700 

3.036 

0807000300992000 

1.312 

0806001200944900 

1.984 

0806001100926400 

8.489 

0807000300983200 

2.195 

0807000300981000 

4.616 

0807000401007300 

10.475 

0807000401006500 

6.968 

0806001100922700 

1.645 

0807000300981700 

2.157 

0807000401006200 

1.119 


0807000501009900 

4.627 

0807000300980800 

1.621 

0807000401002400 

5.655 

0807000300981900 

0.894 

0807000300980900 

3.968 



0807000300982000 

6.863 

0806001100923600 

1.617 

0807000300982100 

2.676 

0806001200943500 

1.809 

0807000300990300 

2.270 


0807000601021500 

3.266 

0807000300990200 

1.721 

0807000300980100 

1.737 

0806001200942000 

3.924 



0807000300981100 

5.409 

0807000300981200 

4.145 



0806001200943100 

8.472 

0806001200940600 

2.994 

0807000401006400 

4.962 

0806001100926300 

4.842 

0807000300982500 

4.593 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sikri bund 


Non-command 


Sikri bund 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

2.097 

Non-command 

Older Alluvium 

0.480 

Non-command 

Older Alluvium 

6.289 

Non-command 

Older Alluvium 

0.483 

Non-command 

Older Alluvium 

2.295 

Non-command 

Older Alluvium 

0.369 

Non-command 

Older Alluvium 

4.833 

Non-command 

Older Alluvium 

1.204 

Non-command 

Older Alluvium 

2.318 

Non-command 

Older Alluvium 

0.735 

Non-command 

Older Alluvium 

1.312 

Non-command 

Older Alluvium 

0.109 

Non-command 

Older Alluvium 

0.395 

Non-command 

Older Alluvium 

2.195 

Non-command 

Older Alluvium 

4.616 

Non-command 

Older Alluvium 

7.766 

Non-command 

Older Alluvium 

6.968 

Non-command 

Older Alluvium 

0.927 

Non-command 

Older Alluvium 

2.157 

Non-command 

Older Alluvium 

1.119 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

0.076 

Non-command 

Older Alluvium 

1.621 

Non-command 

Older Alluvium 

0.200 

Non-command 

Older Alluvium 

0.894 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

3.684 

Non-command 

Older Alluvium 

4.794 

Non-command 

Older Alluvium 

4.368 

Non-command 

Older Alluvium 

6.863 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

2.676 

Non-command 

Older Alluvium 

1.148 

Non-command 

Older Alluvium 

0.129 

Command 

Older Alluvium 

2.141 

Non-command 

Older Alluvium 

0.002 

Command 

Older Alluvium 

1.648 

Non-command 

Older Alluvium 

1.737 

Non-command 

Older Alluvium 

2.535 

Non-command 

Older Alluvium 

1.389 

Non-command 

Older Alluvium 

2.234 

Non-command 

Older Alluvium 

0.374 

Non-command 

Older Alluvium 

5.409 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

4.145 

Non-command 

Older Alluvium 

1.168 

Non-command 

Older Alluvium 

0.186 

Non-command 

Older Alluvium 

1.929 

Non-command 

Older Alluvium 

0.767 

Non-command 

Older Alluvium 

4.962 

Non-command 

Older Alluvium 

1.293 

Non-command 

Older Alluvium 

0.025 

Non-command 

Older Alluvium 

4.568 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

200,000 

130,000 

120 

100,000 

80,000 

120 

180,000 

120,000 

120 

80,000 

70,000 

120 

180,000 

120,000 

120 

80,000 

70,000 

120 

110,000 

80,000 

120 

80,000 

70,000 

120 

90,000 

80,000 

120 

80,000 

70,000 

120 

110,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

110,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

200,000 

130,000 

120 

90,000 

80,000 

120 

180,000 

120,000 

120 

80,000 

70,000 

120 

90,000 

80,000 

120 

120,000 

100,000 

120 

90,000 

80,000 

120 

80,000 

70,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

180,000 

120,000 

120 

80,000 

70,000 

120 

180,000 

120,000 

120 

80,000 

70,000 

120 

90,000 

80,000 

120 

200,000 

130,000 

120 

90,000 

80,000 

120 

180,000 

120,000 

120 

80,000 

70,000 

120 

180,000 

120,000 

120 

80,000 

70,000 

120 

100,000 

80,000 

120 

110,000 

80,000 

120 

200,000 

130,000 

120 

90,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.058 


0.019 


0.187 


0.019 








































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Moraka 


Moroli 


Mudhera 


Mundpuri Khurd 


Muriya 


Nagar (M) 


Nagla Bhogra 


Nagla Deshwar 


Nagla Janoothar 


Nagla Lakhmi 


Nagla Matwa 


Nagla Ram Ratan 


Nagla Shyam 


Nahroli Deshwar 


Nahroli Thakur 


Nangla Keshariya 


Nangla Khooba 


Nangla Sitaram 


Nauganwa 


Neemki 


Nibhera 


Padalwas 


Paltoo 


Panhori 


Pathroda 


Peelooki 


Peepal Khera 


Peeploo 


Peeraka 


Pendka 


Pharaska 


Pisai 


Poonchhri 


Pootli 


Raipur Khurd 


Ram Nagar 


Ramwas 


Ranota 


Census Code 

Area 


sq.km 

( 3 ) 

( 4 ) 

0807000300981500 

4.370 

0807000401006900 

3.441 

0807000300996500 

9.623 



0806001100923500 

2.826 

0807000300995100 

4.369 

0807000340702000 

11.440 



0807000300992400 

1.439 

0807000401006600 

1.122 

0807000401006700 

1.485 

0807000401002900 

0.725 

0806001200940800 

1.737 


0807000300991400 

1.633 

0807000300983300 

0.913 


0807000401007100 

3.377 

0807000401007000 

1.158 

0806001200947000 

1.498 


0806001200947200 

2.019 

0806001200947400 

1.610 


0807000300991700 

0.866 

0807000300990600 

0.686 

0806001100926100 

4.587 

0807000300992500 

3.079 

0807000300996300 

2.819 

0807000401002800 

13.534 


0806001100923200 

1.838 

0807000300996400 

2.810 



0807000300991500 

0.882 

0806001100924600 

4.132 

0807000300980600 

2.353 


0807000300983000 

2.000 

0807000300983400 

2.608 



0807000300990500 


0806001200941900 


0807000300995500 


0807000300996200 


0807000300979700 


0806001200939400 


0806001100921900 


0806001200943700 


0807000300981300 


0807000300995700 


0.826 

Saline 

3.170 

Saline 

4.006 

Saline 

1.399 

Fresh 

2.277 

Saline 

5.661 

Saline 

6.616 

Saline 

1.490 

Saline 

2.388 

Saline 

5.622 

Fresh 


Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sikri bund 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sikri bund 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sikri bund 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Older Alluvium 

4.370 

Non-command 

Older Alluvium 

3.413 

Non-command 

Older Alluvium 

8.840 

Non-command 

Older Alluvium 

0.783 

Non-command 

Older Alluvium 

0.339 

Non-command 

Older Alluvium 

3.266 

Non-command 

Older Alluvium 

0.011 

Non-command 

Older Alluvium 

10.534 

Command 

Older Alluvium 

0.894 

Non-command 

Older Alluvium 

0.061 

Non-command 

Older Alluvium 

1.122 

Non-command 

Older Alluvium 

1.485 

Non-command 

Older Alluvium 

0.467 

Non-command 

Older Alluvium 

1.310 

Non-command 

Older Alluvium 

0.411 

Non-command 

Older Alluvium 

1.633 

Non-command 

Older Alluvium 

0.861 

Command 

Older Alluvium 

0.052 

Non-command 

Older Alluvium 

0.131 

Non-command 

Older Alluvium 

0.038 

Non-command 

Older Alluvium 

0.854 

Non-command 

Older Alluvium 

0.096 

Non-command 

Older Alluvium 

0.355 

Non-command 

Older Alluvium 

0.003 

Non-command 

Older Alluvium 

0.087 

Non-command 

Older Alluvium 

0.866 

Non-command 

Older Alluvium 

0.686 

Non-command 

Older Alluvium 

0.921 

Non-command 

Older Alluvium 

0.013 

Non-command 

Older Alluvium 

2.819 

Non-command 

Older Alluvium 

1.361 

Non-command 

Older Alluvium 

3.160 

Non-command 

Older Alluvium 

1.830 

Non-command 

Older Alluvium 

2.713 

Non-command 

Older Alluvium 

0.097 

Non-command 

Older Alluvium 

0.882 

Non-command 

Older Alluvium 

1.457 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

2.322 

Non-command 

Older Alluvium 

2.000 

Non-command 

Older Alluvium 

1.401 

Command 

Older Alluvium 

1.207 

Non-command 

Older Alluvium 

0.826 

Non-command 

Older Alluvium 

3.170 

Non-command 

Older Alluvium 

2.046 

Non-command 

Older Alluvium 

1.399 

Non-command 

Older Alluvium 

0.395 

Non-command 

Older Alluvium 

5.661 

Non-command 

Older Alluvium 

0.035 

Non-command 

Older Alluvium 

1.490 

Non-command 

Older Alluvium 

2.388 

Non-command 

Older Alluvium 

1.410 

Non-command 

Older Alluvium 

3.696 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

200,000 

130,000 

120 

90,000 

80,000 

120 

110,000 

80,000 

120 

90,000 

80,000 

120 

200,000 

130,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

180,000 

120,000 

120 

80,000 

70,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

180,000 

120,000 

120 

80,000 

70,000 

120 

180,000 

120,000 

120 

180,000 

120,000 

120 

80,000 

70,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

110,000 

80,000 

120 

90,000 

80,000 

120 

200,000 

130,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

110,000 

80,000 

120 

200,000 

130,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

110,000 

80,000 

120 

200,000 

130,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

80,000 

70,000 

120 

90,000 

80,000 

120 

200,000 

130,000 

120 

90,000 

80,000 

120 

80,000 

70,000 

120 

110,000 

80,000 

120 

80,000 

70,000 

120 

90,000 

80,000 

120 

200,000 

130,000 

120 

90,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM 


( 15 ) 


0.077 


0.202 


0.234 


0.010 

















































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Semli 


Semli Dilawar 


Shekhpur 


Sirthala 


Sirthali 


Siswara 


Sitahara 


Somsi 


Sonkh 


Sundana 


Sundrawali 


Tajipur 


Taira 


Taraudar 


Tasai 


03001004 


Tusari 


Veerthala 


Ahmadabas 


Bader 


Census Code 

Area 


sq.km 

( 3 ) 

( 4 ) 

0807000300991200 

1.475 



0806001100922400 

2.246 

0807000300995600 

3.608 


0806001200943400 

2.988 

0806001200943200 

2.344 

0806001200942300 

1.654 

0807000300983100 

1.311 

0807000501010000 

5.291 



0806001100922500 

1.355 

0806001200941100 

3.323 



0807000300981800 2.534 


0806001100922600 3.938 


0807000300980500 1.590 


0807000300980400 3.517 


0806001100923300 1.277 


0807000300982300 1.875 


0807000300983500 2.730 


0807000300983600 2.220 


0807000401006000 10.515 


0806001200940400 

6.002 

0807000300982700 

1.174 

0806001200941600 

12.704 


0807000501012600 

1.871 

0807000300995800 

9.083 


0807000300980200 

0.963 

0806001100923400 

2.443 


0807000300996100 

6.653 

0806001200940900 

20.581 



0806001200941200 

6.678 

0807000300982600 

1.364 

0806001100929100 

0.609 

0806000700862300 

9.430 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sikri bund 


Sikri bund 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Badh Goojar Khohra 


0806001100928900 


1.024 Fresh Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Older Alluvium 

0.165 

Non-command 

Older Alluvium 

1.310 

Non-command 

Older Alluvium 

2.246 

Non-command 

Older Alluvium 

0.784 

Non-command 

Older Alluvium 

2.824 

Non-command 

Older Alluvium 

2.988 

Non-command 

Older Alluvium 

2.344 

Non-command 

Older Alluvium 

1.654 

Non-command 

Older Alluvium 

1.311 

Non-command 

Older Alluvium 

0.129 

Non-command 

Older Alluvium 

2.373 

Non-command 

Older Alluvium 

1.570 

Non-command 

Older Alluvium 

0.805 

Non-command 

Older Alluvium 

1.355 

Non-command 

Older Alluvium 

3.306 

Non-command 

Older Alluvium 

0.017 

Non-command 

Older Alluvium 

0.066 

Non-command 

Older Alluvium 

2.536 

Non-command 

Older Alluvium 

2.534 

Non-command 

Older Alluvium 

3.938 

Non-command 

Older Alluvium 

1.590 

Non-command 

Older Alluvium 

3.517 

Non-command 

Older Alluvium 

1.277 

Non-command 

Older Alluvium 

1.875 

Command 

Older Alluvium 

1.761 

Command 

Older Alluvium 

1.171 

Non-command 

Older Alluvium 

6.595 

Non-command 

Older Alluvium 

0.388 

Non-command 

Older Alluvium 

1.216 

Non-command 

Older Alluvium 

1.174 

Non-command 

Older Alluvium 

2.889 

Non-command 

Older Alluvium 

7.520 

Non-command 

Older Alluvium 

0.042 

Non-command 

Older Alluvium 

2.906 

Non-command 

Older Alluvium 

6.177 

Non-command 

Older Alluvium 

0.963 

Non-command 

Older Alluvium 

0.428 

Non-command 

Older Alluvium 

0.700 

Non-command 

Older Alluvium 

6.653 

Non-command 

Older Alluvium 

17.737 

Non-command 

Older Alluvium 

0.181 

Non-command 

Older Alluvium 

0.102 

Non-command 

Older Alluvium 

4.417 

Non-command 

Older Alluvium 

6.090 

Non-command 

Older Alluvium 

0.129 

Non-command 

Older Alluvium 

0.213 

Non-command 

Older Alluvium 

2.599 

Non-command 

Older Alluvium 

6.678 

Non-command 

Older Alluvium 

1.364 

Non-command 

Older Alluvium 

0.609 

Non-command 

Older Alluvium 

1.130 

Non-command 

Quartzite 

6.134 

Non-command 

Older Alluvium 

1.024 


with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

200,000 

130,000 

120 

90,000 

80,000 

120 

110,000 

80,000 

120 

200,000 

130,000 

120 

90,000 

80,000 

120 

80,000 

70,000 

120 

180,000 

120,000 

120 

180,000 

120,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

180,000 

120,000 

120 

80,000 

70,000 

120 

110,000 

80,000 

120 

180,000 

120,000 

120 

80,000 

70,000 

120 

200,000 

130,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

110,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

110,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

80,000 

70,000 

120 

90,000 

80,000 

120 

180,000 

120,000 

120 

80,000 

70,000 

120 

120,000 

90,000 

120 

200,000 

130,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

200,000 

130,000 

120 

180,000 

120,000 

120 

80,000 

70,000 

120 

180,000 

120,000 

120 

80,000 

70,000 

120 

200,000 

130,000 

120 

90,000 

80,000 

120 

180,000 

120,000 

120 

80,000 

70,000 

120 

180,000 

120,000 

120 

90,000 

80,000 

120 

120,000 

100,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

120,000 

100,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 

































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


Fresh Non-command 


5.182 Fresh Non-command 



Bas Dhekda 

0806001100932900 

3.996 

Fresh 

Berla 

0806001100932400 

7.652 

Fresh 


Non-command 


Non-command 



Bharkol 

0806000700864800 

5.943 

Fresh 

Boontoli 

0806001100928700 

6.298 

Fresh 


Non-command 


Non-command 



Daulatpura 

0806001100929600 

1.064 

Saline 

Deenar 

0806001100928100 

5.784 

Fresh 

Dwarkpur 

0806001100932100 

2.310 

Fresh 


Non-command 


Non-command 


Non-command 


Gandoora 


0806001100929400 


Gor Pahari 


Lachhmangarh 


Maharajpura 


Mojpur 


6.508 Fresh Non-command 


Saline Non-command 


Non-command 



0806001100931500 


Fresh Non-command 


Saline Non-command 


1.798 Fresh Non-command 




Hadarhera 

0806001100928300 

1.900 

Fresh 

Hingota 

0806001100929500 

2.646 

Saline 

Jamalpur 

0806001100929000 

2.885 

Fresh 

Kafanwara 

0806001100929700 

2.112 

Saline 

Kanwara 

0806001100930200 

4.891 

Saline 

Kharkhara 

0806000700862200 

3.727 

Fresh 

Kharsanki 

0806001100929800 

0.945 

Saline 

Kherli Mahlak 

0806001100931700 

1.332 

Fresh 

Kherli Veeran 

0806001100925700 

1.018 

Fresh 

Khunteta Kalan 

0806000600841900 

6.669 

Fresh 


1.618 Fresh Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0806001100931300 

9.364 

0806000700864700 

6.851 

0806001100933000 

22.450 




Nangal Todiyar 

0806000700864600 

4.788 

Fresh 

Nenapur 

0806001100928400 

2.132 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

1.350 

Non-command 

Quartzite 

1.115 

Non-command 

Older Alluvium 

5.159 

Non-command 

Quartzite 

0.015 

Non-command 

Older Alluvium 

0.247 

Non-command 

Older Alluvium 

2.933 

Non-command 

Quartzite 

3.792 

Non-command 

Quartzite 

0.155 

Non-command 

Older Alluvium 

1.722 

Non-command 

Quartzite 

3.025 

Non-command 

Older Alluvium 

2.552 

Non-command 

Quartzite 

0.055 

Non-command 

Older Alluvium 

0.573 

Non-command 

Quartzite 

0.374 

Non-command 

Older Alluvium 

1.939 

Non-command 

Quartzite 

0.378 

Non-command 

Older Alluvium 

1.064 

Non-command 

Older Alluvium 

4.820 

Non-command 

Older Alluvium 

0.175 

Non-command 

Quartzite 

2.114 

Non-command 

Older Alluvium 

2.868 

Non-command 

Older Alluvium 

1.231 

Non-command 

Older Alluvium 

5.500 

Non-command 

Quartzite 

0.066 

Non-command 

Older Alluvium 

1.042 

Non-command 

Quartzite 

0.771 

Non-command 

Older Alluvium 

0.054 

Non-command 

Older Alluvium 

1.910 

Non-command 

Older Alluvium 

1.471 

Non-command 

Quartzite 

0.226 

Non-command 

Older Alluvium 

1.145 

Non-command 

Quartzite 

0.247 

Non-command 

Older Alluvium 

1.648 

Non-command 

Older Alluvium 

2.011 

Non-command 

Older Alluvium 

2.885 

Non-command 

Older Alluvium 

1.862 

Non-command 

Older Alluvium 

0.823 

Non-command 

Quartzite 

0.036 

Non-command 

Older Alluvium 

0.038 

Non-command 

Older Alluvium 

1.332 

Non-command 

Older Alluvium 

0.051 

Non-command 

Older Alluvium 

0.382 

Non-command 

Quartzite 

0.180 

Non-command 

Older Alluvium 

0.345 

Non-command 

Quartzite 

1.033 

Non-command 

Older Alluvium 

2.107 

Non-command 

Quartzite 

3.714 

Non-command 

Older Alluvium 

6.064 

Non-command 

Older Alluvium 

0.119 

Non-command 

Older Alluvium 

3.652 

Non-command 

Quartzite 

0.655 

Non-command 

Quartzite 

0.407 

Non-command 

Older Alluvium 

1.948 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

100,000 

120 

60,000 

40,000 

120 

120,000 

100,000 

120 

60,000 

40,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

60,000 

40,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

60,000 

40,000 

120 

120,000 

100,000 

120 

60,000 

40,000 

120 

120,000 

100,000 

120 

60,000 

40,000 

120 

120,000 

100,000 

120 

60,000 

40,000 

120 

110,000 

80,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

60,000 

40,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

120,000 

100,000 

120 

60,000 

40,000 

120 

120,000 

100,000 

120 

60,000 

40,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

120,000 

100,000 

120 

60,000 

40,000 

120 

120,000 

100,000 

120 

60,000 

40,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

110,000 

80,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 








































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


03001005 


Roneeja Pahar 


Roneejajat 


Ronpur 


Rundh Maujpur 


Soorajgarh 


Sorai 


Baharpuri 


Type of Area (Command / N< 
command) 



0806000700862100 

2.076 

0806001100929300 

1.163 


0806001100931800 


0806001100931600 


Non-command 


Fresh Non-command 


Saline Non-command 


1.493 Fresh Non-command 


1.687 Fresh Non-command 


Saline Non-command 


0806001100925600 

3.997 

0806001100932500 

4.799 



Non-command 


Non-command 


3.107 Non-command 


0806001100931400 

1.225 

0806001100929200 

3.446 





Adoli 

0806001100936300 

3.944 

Fresh 

Adooka 

0806001000900700 

1.627 

Fresh 

Andwari 

0806001000912200 

2.636 

Fresh 

Antapara 

0806001100937800 

2.563 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0806001100931100 



Barh Bileta 

0806001000901100 

1.319 

Fresh 

Barh Doroli 

0806001000912500 

0.302 

Fresh 

Barh Makroda 

0806001000914200 

1.374 

Fresh 

Bas Dhekda 

0806001100932900 

3.996 

Fresh 

Baseri 

0806001100937100 

3.097 

Fresh 

Berawanda 

0806001000913300 

0.994 

Fresh 


Fresh Non-command 


Saline Non-command 


5.075 Fresh Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bhagwatpura 

0806001100937500 

1.436 

Fresh 

Bharkol 

0806000700864800 

5.943 

Fresh 


Non-command 


Non-command 



Bhoor Pahari 

0806001100937300 

1.572 

Fresh 

Bichgaon 

0806001100936100 

6.924 

Fresh 


Non-command 


Non-command 


Bidarka 

0806001100938300 

4.605 

Fresh 

Bileta 

0806001000901000 

6.087 

Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Quartzite 

0.156 

Non-command 

Older Alluvium 

2.727 

Non-command 

Quartzite 

0.003 

Non-command 

Quartzite 

0.085 

Non-command 

Older Alluvium 

0.518 

Non-command 

Older Alluvium 

0.645 

Non-command 

Older Alluvium 

0.996 

Non-command 

Quartzite 

0.368 

Non-command 

Older Alluvium 

0.471 

Non-command 

Older Alluvium 

1.216 

Non-command 

Older Alluvium 

0.603 

Non-command 

Older Alluvium 

2.907 

Non-command 

Quartzite 

0.881 

Non-command 

Older Alluvium 

2.543 

Non-command 

Quartzite 

0.487 

Non-command 

Older Alluvium 

1.225 

Non-command 

Older Alluvium 

0.797 

Non-command 

Older Alluvium 

2.649 

Non-command 

Older Alluvium 

0.395 

Non-command 

Quartzite 

3.347 

Non-command 

Older Alluvium 

0.094 

Non-command 

Older Alluvium 

1.626 

Non-command 

Older Alluvium 

2.636 

Non-command 

Older Alluvium 

0.206 

Non-command 

Phyllite & Schist 

0.317 

Non-command 

Slate 

1.753 

Non-command 

Older Alluvium 

0.598 

Non-command 

Slate 

0.213 

Non-command 

Older Alluvium 

0.195 

Non-command 

Slate 

0.140 

Non-command 

Older Alluvium 

0.219 

Non-command 

Older Alluvium 

1.580 

Non-command 

Older Alluvium 

4.625 

Non-command 

Slate 

0.163 

Non-command 

Slate 

0.061 

Non-command 

Slate 

0.302 

Non-command 

Older Alluvium 

1.195 

Non-command 

Older Alluvium 

3.749 

Non-command 

Older Alluvium 

2.989 

Non-command 

Older Alluvium 

0.814 

Non-command 

Slate 

0.180 

Non-command 

Older Alluvium 

1.436 

Non-command 

Older Alluvium 

0.619 

Non-command 

Quartzite 

3.828 

Non-command 

Older Alluvium 

0.632 

Non-command 

Slate 

1.592 

Non-command 

Older Alluvium 

1.572 

Non-command 

Older Alluvium 

6.613 

Non-command 

Phyllite & Schist 

0.311 

Non-command 

Older Alluvium 

2.280 

Non-command 

Older Alluvium 

3.351 

Non-command 

Quartzite 

0.352 

Non-command 

Slate 

0.012 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

40,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

120,000 

100,000 

120 

60,000 

40,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

60,000 

40,000 

120 

120,000 

100,000 

120 

60,000 

40,000 

120 

110,000 

80,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

120,000 

100,000 

120 

60,000 

40,000 

120 

180,000 

120,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Boore Kalan 

0806001000899400 

1.309 

Fresh 

Boore Khurd 

0806001000899500 

1.566 

Fresh 

Buchpuri 

0806001000914400 

5.810 

Fresh 

Chandpura 

0806001000918600 

3.335 

Fresh 

Chhila Chhoh 

0806001100932600 

3.147 

Fresh 

Chhilodi 

0806001000899600 

5.783 

Fresh 


Deorajpura 


Doroli 


Fatehpur Tarf Malawali 


Gaonri 


Gor Pahari 


Gothra 


Guriya 


Harsana 


Hasanpur 


Hirnoti 


Ishwana 


Jhalatala 


Jhankra 


Jodhpura 


Jona Khera Bhai 


Jona Khera Pahar 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


6.438 Fresh Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Chimrawali Sikh 

0806001100932700 

3.137 

Fresh 

Dabla Meena 

0806001000901900 

1.729 

Fresh 

Dabla Meo 

0806001000901800 

0.904 

Fresh 

Dalalpura 

0806001000912000 

2.907 

Fresh 

Deewli 

0806001100934800 

5.680 

Fresh 


0806001100936000 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


0.999 Fresh Non-command 



0806001100935300 


1.694 Fresh Non-command 


Saline Non-command 


1.933 Fresh Non-command 



Ghatwari 

0806001000912700 

1.166 

Fresh 

Googrod 

0806001000901200 

1.831 

Fresh 


Non-command 


Non-command 



0806001100931500 

3.835 

0806001100938200 

5.277 

0806001000913400 

2.092 

0806001100934500 

13.859 


0806001100933400 

8.242 

0806001000913700 

2.347 


0806001000911800 




Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


7.648 Fresh Non-command 


8.226 Fresh Non-command 


4.851 Fresh Non-command 



0806001100934600 


1.870 Fresh Non-command 


2.268 Fresh Non-command 


Saline Non-command 


3.971 Fresh Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

2.985 

Non-command 

Slate 

2.373 

Non-command 

Quartzite 

1.104 

Non-command 

Quartzite 

0.589 

Non-command 

Older Alluvium 

0.095 

Non-command 

Slate 

0.061 

Non-command 

Older Alluvium 

0.037 

Non-command 

Older Alluvium 

2.689 

Non-command 

Quartzite 

2.647 

Non-command 

Older Alluvium 

2.642 

Non-command 

Quartzite 

2.132 

Non-command 

Older Alluvium 

0.291 

Non-command 

Older Alluvium 

0.036 

Non-command 

Older Alluvium 

0.247 

Non-command 

Older Alluvium 

2.907 

Non-command 

Older Alluvium 

5.181 

Non-command 

Phyllite & Schist 

0.082 

Non-command 

Older Alluvium 

0.882 

Non-command 

Phyllite & Schist 

0.117 

Non-command 

Older Alluvium 

2.340 

Non-command 

Slate 

3.176 

Non-command 

Older Alluvium 

1.248 

Non-command 

Older Alluvium 

0.407 

Non-command 

Older Alluvium 

1.219 

Non-command 

Quartzite 

0.354 

Non-command 

Slate 

0.353 

Non-command 

Older Alluvium 

0.948 

Non-command 

Quartzite 

0.139 

Non-command 

Older Alluvium 

5.231 

Non-command 

Slate 

1.763 

Non-command 

Older Alluvium 

1.153 

Non-command 

Older Alluvium 

0.261 

Non-command 

Slate 

0.562 

Non-command 

Older Alluvium 

1.871 

Non-command 

Older Alluvium 

2.825 

Non-command 

Older Alluvium 

2.092 

Non-command 

Older Alluvium 

12.886 

Non-command 

Older Alluvium 

0.587 

Non-command 

Older Alluvium 

3.093 

Non-command 

Older Alluvium 

2.270 

Non-command 

Slate 

0.072 

Non-command 

Older Alluvium 

3.466 

Non-command 

Quartzite 

0.899 

Non-command 

Older Alluvium 

5.416 

Non-command 

Phyllite & Schist 

2.684 

Non-command 

Slate 

0.059 

Non-command 

Older Alluvium 

2.754 

Non-command 

Slate 

1.957 

Non-command 

Older Alluvium 

1.544 

Non-command 

Slate 

0.130 

Non-command 

Older Alluvium 

1.750 

Non-command 

Older Alluvium 

0.518 

Non-command 

Older Alluvium 

2.139 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

60,000 

40,000 

120 

120,000 

100,000 

120 

130,000 

110,000 

120 

130,000 

110,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

110,000 

80,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

120,000 

100,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.156 


0.096 


0.134 


0.096 


0.012 


0.010 



0.300 

0.300 

0.240 

0.240 

0.156 

0.473 

0.053 

0.182 

0.024 

0.067 

- 

- 

0.040 

0.040 

0.504 

0.677 

0.240 

1.118 

- 

0.008 

0.276 

0.434 

0.018 

0.026 

0.468 

0.583 

0.518 

0.638 

0.120 

0.408 

0.029 

0.108 

0.120 

0.120 

0.029 

0.029 

0.029 

0.029 

0.084 

0.084 

0.010 

0.010 

0.588 

0.689 

0.163 

0.187 

0.120 

0.192 

0.036 

0.036 

0.058 

0.058 

0.067 

0.146 

0.072 

0.403 

1.272 

1.574 

0.288 

1.267 

0.010 

0.050 

0.264 

0.307 

0.300 

0.458 

0.010 

0.010 

0.180 

0.295 

0.038 

0.062 

0.168 

0.917 

0.042 

0.260 

- 

0.008 

0.168 

0.197 

0.096 

0.120 

0.084 

0.343 

0.006 

0.014 

0.072 

0.130 

0.019 

0.032 

0.108 

0.367 















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Kachawa 


Kajota 


Kali Pahari 


Kaneti 


Khohra Chauhan 


Manakpur 


Manjapta 


Manpura 


Mojpur 


Moondiya Khera 


Mukundpura 


Type of Area (Command / N< 
command) 



0806001100935400 


0806001100935100 


0806000700864900 


3.827 Fresh Non-command 


4.731 Fresh Non-command 


4.020 Fresh Non-command 



0806001100937600 

2.896 

Fresh 

0806001000913100 

2.049 

Fresh 


Kanwara 

0806001100930200 

4.891 

Saline 

Kharkhara 

0806001000901700 

2.494 

Fresh 

Kharkhari Chawandsingh 

0806001000899200 

2.953 

Fresh 

Khera Mangal Singh 

0806001100938400 

8.842 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kherli Lodha 

0806001100933100 

1.840 

Saline 

Khirni Khohra 

0806001000900400 

1.251 

Fresh 



Khoh 

0806001100934000 

3.168 

Fresh 

Khohra 

0806001100935200 

13.831 

Fresh 


Non-command 


Non-command 



0806001000918000 


Saline Non-command 


Fresh Non-command 



Lachhmangarh 

0806001100931300 

9.364 

Saline 

Lalka 

0806001000900200 

1.581 

Fresh 



Lilee 

0806001100930300 

2.995 

Saline 

Machari 

0806001000911900 

18.385 

Fresh 


Madhogarh 

0806001000901500 

2.791 

Fresh 

Maharajpura 

0806000700864700 

6.851 

Fresh 

Makroda 

0806001000914100 

1.504 

Fresh 


Malawali 

0806001100935000 

4.572 

Fresh 

Manaka 

0806001000912300 

1.208 

Fresh 


Non-command 


2.835 Fresh Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0806001100936900 

4.288 

0806001100933300 

1.960 


0806001000900900 


0806001100933000 


Saline 


1.217 Fresh 


22.450 Fresh 


Saline 


0806001100934900 

1.640 

0806001100937900 

1.649 



Mundjori 

0806001100934400 

1.595 

Fresh 

Nangal Dhanna 

0806001000899800 

1.682 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Nangal Gangaguroo 


0806001000912600 


1.553 Fresh 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

1.805 

Non-command 

Older Alluvium 

3.083 

Non-command 

Slate 

0.192 

Non-command 

Older Alluvium 

2.708 

Non-command 

Slate 

1.152 

Non-command 

Older Alluvium 

0.455 

Non-command 

Quartzite 

0.515 

Non-command 

Older Alluvium 

2.896 

Non-command 

Older Alluvium 

0.071 

Non-command 

Slate 

1.931 

Non-command 

Older Alluvium 

0.463 

Non-command 

Older Alluvium 

1.149 

Non-command 

Older Alluvium 

0.209 

Non-command 

Older Alluvium 

0.850 

Non-command 

Slate 

0.018 

Non-command 

Older Alluvium 

1.840 

Non-command 

Older Alluvium 

0.343 

Non-command 

Slate 

0.858 

Non-command 

Older Alluvium 

0.003 

Non-command 

Older Alluvium 

9.252 

Non-command 

Slate 

0.728 

Non-command 

Older Alluvium 

1.759 

Non-command 

Older Alluvium 

2.470 

Non-command 

Slate 

0.606 

Non-command 

Older Alluvium 

6.698 

Non-command 

Older Alluvium 

0.825 

Non-command 

Slate 

0.484 

Non-command 

Older Alluvium 

1.454 

Non-command 

Slate 

1.370 

Non-command 

Older Alluvium 

0.285 

Non-command 

Older Alluvium 

16.495 

Non-command 

Quartzite 

0.220 

Non-command 

Slate 

0.070 

Non-command 

Quartzite 

2.510 

Non-command 

Older Alluvium 

0.056 

Non-command 

Slate 

0.817 

Non-command 

Older Alluvium 

4.465 

Non-command 

Older Alluvium 

0.886 

Non-command 

Slate 

0.299 

Non-command 

Older Alluvium 

0.031 

Non-command 

Older Alluvium 

1.342 

Non-command 

Older Alluvium 

0.050 

Non-command 

Older Alluvium 

0.885 

Non-command 

Slate 

0.308 

Non-command 

Older Alluvium 

8.071 

Non-command 

Older Alluvium 

8.195 

Non-command 

Older Alluvium 

1.640 

Non-command 

Older Alluvium 

0.401 

Non-command 

Phyllite & Schist 

1.248 

Non-command 

Older Alluvium 

1.221 

Non-command 

Older Alluvium 

0.887 

Non-command 

Quartzite 

0.737 

Non-command 

Older Alluvium 

1.174 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

110,000 

80,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

180,000 

120,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

110,000 

80,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

110,000 

80,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

180,000 

120,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

120,000 

100,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.042 

0.176 

0.252 

0.785 

0.006 

0.023 

0.240 

0.456 

0.048 

0.107 

0.018 

0.042 

0.012 

0.026 

0.036 

0.367 

- 

- | 

0.125 

0.173 

0.019 

0.032 

0.060 

0.060 

0.036 

0.036 

0.024 

0.096 



0.420 

1.126 

0.018 

0.052 

0.067 

0.186 

0.120 

0.163 

0.029 

0.041 

0.614 

0.786 

0.072 

0.144 

0.029 

0.065 

0.108 

0.209 

0.086 

0.158 

0.038 

0.051 

1.212 

1.918 

0.010 

0.022 


0.024 

0.197 

0.012 

0.026 

0.077 

0.185 

0.480 

1.330 

0.072 

0.072 

0.019 

0.019 

- 

- ' 

0.060 

0.103 

- 

- 

0.096 

0.096 

0.029 

0.029 

0.372 

0.977 

0.298 

0.852 

0.084 

0.343 

0.012 

0.070 

0.018 

0.110 

0.036 

0.151 

0.036 

0.036 

0.029 

0.029 

0.204 

0.262 














































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 



03001006 


Nangal Sanna 


Nangal Sohan 


Pinan 


Pundaraka 


Rajpur Chhota 


Rasoolpur 


Sehra 


Semla 


Shekhpur 


Sunari 


Ajeetpura 


Badka 


Baharpuri 



Nangal Todiyar 

0806000700864600 

4.788 

Fresh 

Narnol Kalan 

0806001100938100 

3.274 

Fresh 

Narnol Khurd 

0806001100937000 

1.391 

Fresh 

Naya Gaon Machari 

0806001000912100 

1.299 

Fresh 

Odpur 

0806001000901600 

3.302 

Fresh 


0806001000899900 0.605 Fresh Non-command 


0806001000913200 2.899 Fresh Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Padli 

0806001000917900 

2.869 

Fresh 

Pande Roopbas 

0806001000918100 

2.676 

Fresh 

Patan 

0806001000900800 

3.184 

Fresh 



0806001000912800 


0806001000900500 


0806001000900000 


0806001100935700 


14.746 Fresh Non-command 


1.203 Fresh Non-command 


4.381 Fresh Non-command 


1.984 Fresh Non-command 


Reni 

0806001000917800 

28.905 

Fresh 

Sahibabad 

0806001000913600 

0.799 

Fresh 

Sajanpuri 

0806001100931200 

1.103 

Saline 

Salimpur 

0806001100935900 

1.341 

Fresh 


0806001100937400 


0806001100933200 


0806001100935800 


0806001100937700 



3.381 Fresh Non-command 


0.678 Fresh Non-command 


Saline Non-command 


3.441 Fresh Non-command 


4.963 Fresh Non-command 



Tilakpur 

0806001100936200 

2.383 

Fresh 

Toda Gyan Singh 

0806001000900300 

2.315 

Fresh 



5.537 Fresh Non-command 


Uchhar 

0806001100937200 

2.713 

Fresh 

Vabeli 

0806001000914000 

4.445 

Fresh 



0806001200944400 


0806001100927700 


0806001100931100 


1.382 Fresh Non-command 


1.190 Saline Non-command 


2.294 Fresh Non-command 


Saline Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Slate 

0.375 

Non-command 

Older Alluvium 

0.279 

Non-command 

Quartzite 

0.325 

Non-command 

Older Alluvium 

2.146 

Non-command 

Slate 

0.639 

Non-command 

Quartzite 

0.832 

Non-command 

Older Alluvium 

3.007 

Non-command 

Older Alluvium 

1.211 

Non-command 

Older Alluvium 

1.299 

Non-command 

Older Alluvium 

2.899 

Non-command 

Slate 

0.035 

Non-command 

Older Alluvium 

1.999 

Non-command 

Slate 

2.031 

Non-command 

Slate 

0.091 

Non-command 

Slate 

1.462 

Non-command 

Older Alluvium 

2.840 

Non-command 

Quartzite 

0.334 

Non-command 

Older Alluvium 

14.745 

Non-command 

Slate 

0.001 

Non-command 

Older Alluvium 

0.201 

Non-command 

Slate 

0.620 

Non-command 

Older Alluvium 

1.334 

Non-command 

Slate 

2.712 

Non-command 

Older Alluvium 

1.263 

Non-command 

Phyllite & Schist 

0.633 

Non-command 

Slate 

0.179 

Non-command 

Older Alluvium 

0.799 

Non-command 

Older Alluvium 

1.103 

Non-command 

Older Alluvium 

1.055 

Non-command 

Phyllite & Schist 

0.257 

Non-command 

Older Alluvium 

2.287 

Non-command 

Phyllite & Schist 

1.093 

Non-command 

Older Alluvium 

0.052 

Non-command 

Older Alluvium 

0.626 

Non-command 

Older Alluvium 

3.187 

Non-command 

Phyllite & Schist 

0.254 

Non-command 

Older Alluvium 

3.415 

Non-command 

Phyllite & Schist 

0.528 

Non-command 

Slate 

0.701 

Non-command 

Older Alluvium 

0.150 

Non-command 

Slate 

0.004 

Non-command 

Older Alluvium 

2.144 

Non-command 

Older Alluvium 

1.021 

Non-command 

Slate 

1.195 

Non-command 

Older Alluvium 

5.007 

Non-command 

Slate 

0.286 

Non-command 

Older Alluvium 

2.713 

Non-command 

Older Alluvium 

3.635 

Non-command 

Slate 

0.741 

Non-command 

Older Alluvium 

1.382 

Non-command 

Older Alluvium 

1.190 

Non-command 

Older Alluvium 

0.037 

Non-command 

Older Alluvium 

0.458 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

180,000 

120,000 

120 

110,000 

80,000 

120 

120,000 

100,000 

120 

110,000 

80,000 



MCM 

MCM 

(15) 

(16) 

0.048 

0.060 

0.060 

0.060 

0.058 

0.058 

0.168 

0.269 

0.038 

0.062 

0.024 

0.153 

0.144 

0.389 

0.072 

0.360 

0.180 

0.367 

0.288 

0.288 

- 

- 

0.300 

0.473 

0.240 

0.396 

- 

- ! 

0.077 

0.101 

0.408 

0.408 

0.038 

0.038 

1.308 

1.524 


0.036 

0.036 

0.096 

0.096 

0.168 

0.168 

0.269 

0.269 

0.132 

0.449 

0.036 

0.128 

0.010 

0.010 

0.048 

0.091 

0.125 

0.178 

0.048 

0.293 

0.006 

0.040 

0.072 

0.360 

0.018 

0.102 

0.012 

0.012 

0.106 

0.159 

0.108 

0.324 

0.006 

0.014 

0.048 

0.307 

0.006 

0.031 

0.006 

0.040 

0.024 

0.038 

































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 




Bamanpura 


Bandka 


Baorika 


Barkhera Faujdar 


Baroda Meo 


Barodakan 


Baroli 



Butyana 


Chak Semli 


Chhangalki 


Chimanpura 


Deenar 


Dhand 


Dusrahera 


Fatehpur @ Khudiyana 


Gandoora 


Gaonri 


Gopalpura 


Hadarhera 


Hajipur 


Hanumanta 


Hasanpur 


Hingota 


Indrawali 


Kafanwara 


Kankroli 


Kanwara 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Census Code 

Area 


sq.km 

(3) 

(4) 

0806001200939600 

2.185 



0806001200939500 

3.067 

0806001100926200 

2.948 

0806001100924900 

1.737 


0807000300982200 

2.010 

0806001100924500 

11.163 

0806001200939800 

7.877 

0806001100930000 

3.138 



0806001200939100 

1.984 

0806001200940200 

1.011 

0806001200940500 

2.673 


0806001100925100 

4.177 

0807000300980300 

0.818 

0806001100925900 

1.265 

0806001100924800 

0.833 

0806001100928100 

5.784 

0806001100925800 

3.758 

0806001100926000 

3.727 


0806001100926700 

1.325 

0806001100929400 

6.508 


0806001100927100 

1.172 

0806001100930400 

1.853 

0806001100928300 

1.900 

0806001100926600 

2.368 

0806001200940300 

2.419 

0806001100933400 

8.242 

0806001100929500 

2.646 

0806001200940700 

3.036 



0806001200939900 

1.460 

0806001100927200 

11.141 



0806001100929700 

2.112 

0806001200944200 

4.206 

0806001100930200 

4.891 



Kharsanki 


0806001100929800 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.814 

Non-command 

Older Alluvium 

1.371 

Non-command 

Older Alluvium 

1.344 

Non-command 

Older Alluvium 

1.118 

Non-command 

Older Alluvium 

0.081 

Non-command 

Older Alluvium 

0.441 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

0.168 

Non-command 

Older Alluvium 

4.441 

Non-command 

Older Alluvium 

3.080 

Non-command 

Older Alluvium 

0.058 

Non-command 

Older Alluvium 

1.984 

Non-command 

Older Alluvium 

1.011 

Non-command 

Older Alluvium 

2.294 

Non-command 

Older Alluvium 

0.379 

Non-command 

Older Alluvium 

1.383 

Non-command 

Older Alluvium 

0.094 

Non-command 

Older Alluvium 

1.190 

Non-command 

Older Alluvium 

0.553 

Non-command 

Older Alluvium 

0.964 

Non-command 

Older Alluvium 

3.758 

Non-command 

Older Alluvium 

2.005 

Non-command 

Older Alluvium 

1.721 

Non-command 

Older Alluvium 

1.325 

Non-command 

Older Alluvium 

0.901 

Non-command 

Older Alluvium 

1.508 

Non-command 

Older Alluvium 

1.172 

Non-command 

Older Alluvium 

1.772 

Non-command 

Older Alluvium 

0.251 

Non-command 

Older Alluvium 

2.368 

Non-command 

Older Alluvium 

2.050 

Non-command 

Older Alluvium 

2.575 

Non-command 

Older Alluvium 

0.636 

Non-command 

Older Alluvium 

0.948 

Non-command 

Older Alluvium 

1.353 

Non-command 

Older Alluvium 

4.858 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

6.440 

Non-command 

Older Alluvium 

1.654 

Non-command 

Older Alluvium 

0.600 

Non-command 

Older Alluvium 

11.013 

Non-command 

Older Alluvium 

0.128 

Non-command 

Older Alluvium 

2.478 

Non-command 

Older Alluvium 

0.073 

Non-command 

Older Alluvium 

0.250 

Non-command 

Older Alluvium 

0.751 

Non-command 

Older Alluvium 

0.099 

Non-command 

Older Alluvium 

3.507 

Non-command 

Older Alluvium 

1.138 

Non-command 

Older Alluvium 

1.339 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

0.284 

Non-command 

Older Alluvium 

0.908 



with 

Pumpset 


(9) (10) 


1 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

180,000 

120,000 

120 

80,000 

70,000 

120 

80,000 

70,000 

120 

110,000 

80,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

90,000 

80,000 

120 

120,000 

100,000 

120 

180,000 

120,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

180,000 

120,000 

120 

80,000 

70,000 

120 

180,000 

120,000 

120 

80,000 

70,000 

120 

120,000 

100,000 

120 

90,000 

80,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

80,000 

70,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

180,000 

120,000 

120 

80,000 

70,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

180,000 

120,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

180,000 

120,000 

120 

80,000 

70,000 

120 

110,000 

80,000 

120 

180,000 

120,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

200,000 

130,000 

120 

90,000 

80,000 

120 

110,000 

80,000 



Tube Wells with 
Wells Pumpset 














































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


03001007 




Kherla 


Kherli Chandrawat 



Kherli Veeran 


Khudiyana 


Lachhmangarh 


Lilee 


Malla Ka Bas 


Manjapta 


Manota Khurd 


Mathura Hera 


Nagla Matwa 


Nangal Khanjadi 


Nangli Tarf Bayra 


Nibhera 


Pahari 


Raipur 


Raj pur 


Ranoli 


Ratawali 


Resti 


Ronpur 


Sedooka Nangla 


Titpuri 


Toda 


Todarbas 


Ankholi 


Badangarh 


Barawali 


Baroli Chauth 


Chak Gharwari 


Chak Keshopura 


Zone Type of Area (Command / N ( 
(Fresh / command ) 

Saline ) 


Census Code 

Area 


sq.km 

(3) 

(4) 

0806001100925000 

1.470 

0806001100927600 

4.067 



0806001100925700 

1.018 

0806001100926900 

5.846 

0806001100931300 

9.364 

0806001100930300 

2.995 



0806001100927000 

0.859 

0806001100933300 

1.960 

0807000300981200 

4.145 

0806001200940600 

2.994 



0806001200940800 

1.737 

0806001100929900 

4.856 


0806001100926800 

1.528 

0806001100926100 

4.587 

0806001200944300 

1.689 

0806001100931000 

1.984 

0806001200940000 

1.439 

0806001200944600 

2.275 

0806001100927500 

1.104 

0806001100928000 

1.040 

0806001100925600 

3.997 

0806001200940100 

0.668 



0806001200944500 

4.899 

0806001100930600 

6.396 

0806001100930100 

1.116 

0807000401007500 

2.074 


0807000401008500 

5.050 

0807000401007900 

2.855 


0807000401004200 

4.597 

0807000401009100 

1.487 

0807000401008400 

2.398 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

1.100 

Non-command 

Older Alluvium 

0.096 

Non-command 

Older Alluvium 

3.971 

Non-command 

Older Alluvium 

0.968 

Non-command 

Older Alluvium 

4.423 

Non-command 

Older Alluvium 

0.559 

Non-command 

Older Alluvium 

1.395 

Non-command 

Older Alluvium 

1.315 

Non-command 

Older Alluvium 

1.716 

Non-command 

Older Alluvium 

0.172 

Non-command 

Older Alluvium 

0.859 

Non-command 

Older Alluvium 

0.568 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

0.055 

Non-command 

Older Alluvium 

2.171 

Non-command 

Older Alluvium 

2.032 

Non-command 

Older Alluvium 

1.595 

Non-command 

Older Alluvium 

0.919 

Non-command 

Older Alluvium 

0.397 

Non-command 

Older Alluvium 

0.317 

Non-command 

Older Alluvium 

3.233 

Non-command 

Older Alluvium 

0.015 

Non-command 

Older Alluvium 

0.267 

Non-command 

Older Alluvium 

4.589 

Non-command 

Older Alluvium 

1.528 

Non-command 

Older Alluvium 

3.665 

Non-command 

Older Alluvium 

1.582 

Non-command 

Older Alluvium 

1.682 

Non-command 

Older Alluvium 

1.439 

Non-command 

Older Alluvium 

0.773 

Non-command 

Older Alluvium 

1.104 

Non-command 

Older Alluvium 

1.040 

Non-command 

Older Alluvium 

0.752 

Non-command 

Older Alluvium 

0.434 

Non-command 

Older Alluvium 

0.233 

Non-command 

Older Alluvium 

2.257 

Non-command 

Older Alluvium 

2.529 

Non-command 

Older Alluvium 

1.854 

Non-command 

Older Alluvium 

0.458 

Non-command 

Older Alluvium 

1.395 

Non-command 

Older Alluvium 

0.596 

Non-command 

Older Alluvium 

2.969 

Non-command 

Older Alluvium 

2.171 

Non-command 

Older Alluvium 

1.116 

Non-command 

Older Alluvium 

0.294 

Non-command 

Older Alluvium 

0.070 

Command 

Older Alluvium 

5.050 

Command 

Older Alluvium 

0.605 

Command 

Older Alluvium 

2.250 

Command 

Older Alluvium 

0.382 

Command 

Older Alluvium 

1.487 

Command 

Older Alluvium 

0.349 

Command 

Older Alluvium 

1.176 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

80,000 

120 

180,000 

120,000 

120 

80,000 

70,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

80,000 

70,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

180,000 

120,000 

120 

120,000 

100,000 

120 

180,000 

120,000 

120 

180,000 

120,000 

120 

110,000 

80,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

180,000 

120,000 

120 

80,000 

70,000 

120 

180,000 

120,000 

120 

80,000 

70,000 

120 

180,000 

120,000 

120 

80,000 

70,000 

120 

180,000 

120,000 

120 

80,000 

70,000 

120 

180,000 

120,000 

120 

180,000 

120,000 

120 

110,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 





























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 




Didwari 


Gahnawali 


Gangar Soli 


Garhi Lodha 


Ghanagirse 


Janoothar 


Jatoli Kadeem 


Kheriya Purohitan 


Khohri 


Koomha 


Korer 


Kuchawati 


Madhera 


Madhuwana 


Matoli 


Moroli 


Mukandpura 


Nagla Lakhmi 


Nagla Radhey 


Nahroli Deshwar 


Nahroli Thakur 


Narena Katta 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Census Code 

Area 


sq.km 

(3) 

(4) 

0807000601022800 

1.353 

0807000401005100 

0.689 



0807000601023400 

4.330 

0807000401008300 

1.790 

0807000601023100 

3.344 

0807000401005300 

1.480 

0807000401005800 

1.015 



Gharwari 

0807000401009200 

1.727 

Saline 

Girse 

0807000401005700 

5.083 

Fresh 



0807000401007300 

10.475 

0807000401009400 

2.751 



0807000601023300 

3.875 

0807000401009600 

10.732 



0807000401005500 

2.596 

0807000401005600 

3.648 

0807000601024600 

7.216 

0807000401009500 

14.975 


0807000401003400 

4.393 

0807000401008700 

2.886 

0807000401008800 

1.067 

0807000401007200 

1.735 

0807000401006900 

3.441 

0807000601022500 

0.406 


Nagala Bhawani Singh 

0807000401008100 

1.611 

Saline 

Nagala Warawali 

0807000401008000 

1.584 

Saline 

Nagla Chewa 

0807000401008600 

0.251 

Saline 

Nagla Gangi 

0807000401009700 

0.887 

Saline 



0807000401002900 

0.725 

0807000401005200 

1.647 


0807000401007100 

3.377 

0807000401007000 

1.158 

0807000401003000 

5.012 



Saline 


4.462 Fresh 


Pahartal 

0807000401003100 

3.385 

Fresh 

Pala 

0807000601022400 

2.903 

Saline 

Panhori 

0807000401002800 

13.534 

Fresh 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Non-command 


Gurgaon Canal 


Gurgaon Canal 


Non-command 


Gurgaon Canal 


Gurgaon Canal 


Non-command 


Non-command 


Non-command 


Non-command 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Non-command 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Non-command 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Non-command 


Non-command 


Gurgaon Canal 


Non-command 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Non-command 


Non-command 


Gurgaon Canal 


Gurgaon Canal 


Non-command 


Non-command 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Non-command 


Gurgaon Canal 


Non-command 


Gurgaon Canal 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Older Alluvium 

1.353 

Command 

Older Alluvium 

0.441 

Command 

Older Alluvium 

0.230 

Command 

Older Alluvium 

0.688 

Command 

Older Alluvium 

1.790 

Non-command 

Older Alluvium 

1.967 

Command 

Older Alluvium 

0.317 

Command 

Older Alluvium 

0.293 

Non-command 

Older Alluvium 

0.722 

Command 

Older Alluvium 

1.727 

Command 

Older Alluvium 

3.826 

Non-command 

Older Alluvium 

1.257 

Non-command 

Older Alluvium 

1.177 

Non-command 

Older Alluvium 

0.014 

Non-command 

Older Alluvium 

2.508 

Command 

Older Alluvium 

0.001 

Command 

Older Alluvium 

2.750 

Command 

Older Alluvium 

3.875 

Command 

Older Alluvium 

1.204 

Non-command 

Older Alluvium 

2.589 

Command 

Older Alluvium 

0.252 

Command 

Older Alluvium 

2.951 

Command 

Older Alluvium 

4.990 

Command 

Older Alluvium 

0.765 

Command 

Older Alluvium 

2.337 

Command 

Older Alluvium 

0.699 

Non-command 

Older Alluvium 

0.723 

Command 

Older Alluvium 

0.000 

Command 

Older Alluvium 

13.743 

Command 

Older Alluvium 

0.617 

Command 

Older Alluvium 

2.886 

Command 

Older Alluvium 

1.067 

Non-command 

Older Alluvium 

1.735 

Non-command 

Older Alluvium 

0.028 

Command 

Older Alluvium 

0.053 

Non-command 

Older Alluvium 

0.183 

Command 

Older Alluvium 

1.611 

Command 

Older Alluvium 

1.584 

Command 

Older Alluvium 

0.251 

Command 

Older Alluvium 

0.449 

Non-command 

Older Alluvium 

0.438 

Non-command 

Older Alluvium 

0.258 

Command 

Older Alluvium 

0.205 

Command 

Older Alluvium 

0.137 

Non-command 

Older Alluvium 

3.246 

Non-command 

Older Alluvium 

1.120 

Command 

Older Alluvium 

0.770 

Command 

Older Alluvium 

0.011 

Command 

Older Alluvium 

0.069 

Non-command 

Older Alluvium 

4.393 

Command 

Older Alluvium 

0.026 

Non-command 

Older Alluvium 

0.348 

Command 

Older Alluvium 

0.135 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.010 



0.010 

0.010 

0.058 

0.112 

0.086 

0.183 

0.029 

0.094 
















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



03001008 


Randheerpura 

0807000601023000 

2.802 

Saline 

Rundh Gharwari 

0807000401008900 

3.387 

Saline 

Rundh Narayanpur 

0807000401009000 

2.424 

Saline 

Saharai 

0807000401007800 

3.282 

Fresh 



Samai 

0807000401004500 

6.850 

Fresh 

Senhti 

0807000601022600 

2.024 

Saline 



Songaon 


Akhaigarh 


Ankholi 


Arroowa 


Astavan Jadid 


Astavan Kadim 


Badka 


Bahramda 


Barauli Chhar 


Bartai 


Barwara 


Beekroo 


Bhadeera 


Bharithal 


Bhatawali 


0807000401008200 


0807000401005400 



Fresh 


Saline 


22.623 Saline 


Siswara 

0807000401006000 

10.515 

Fresh 

Sitara 

0807000601022700 

2.785 

Saline 


6.710 Fresh 


Saline 


5.263 Saline 



0807000501013100 

2.836 

0807000401007500 

2.074 


0806001200946800 

8.085 

0807000601026700 

5.174 

0807000601026600 

3.816 


0806001200942600 

3.408 

0807000501010300 

5.045 



0807000501013500 

11.043 

0807000601021900 

6.164 

0807000501011600 

1.060 

0807000501013200 

4.890 

0806001200941800 

3.832 

0807000501010100 

12.540 



0806001200942900 

4.013 

0807000601031500 

11.510 


Non-command 


Gurgaon Canal 


Non-command 


Non-command 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Non-command 


Gurgaon Canal 


Non-command 


Gurgaon Canal 


Gurgaon Canal 


Non-command 


Gurgaon Canal 


Non-command 


Non-command 


Non-command 


Gurgaon Canal 


Non-command 


Non-command 


Gurgaon Canal 


Non-command 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Non-command 


Non-command 


Non-command 


Gurgaon Canal 


Gurgaon Canal 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.824 

Command 

Older Alluvium 

0.051 

Non-command 

Older Alluvium 

0.249 

Non-command 

Older Alluvium 

0.935 

Command 

Older Alluvium 

3.387 

Command 

Older Alluvium 

2.234 

Command 

Older Alluvium 

1.288 

Non-command 

Older Alluvium 

1.139 

Command 

Older Alluvium 

0.476 

Non-command 

Older Alluvium 

0.379 

Command 

Older Alluvium 

3.636 

Command 

Older Alluvium 

1.862 

Non-command 

Older Alluvium 

0.117 

Command 

Older Alluvium 

1.661 

Non-command 

Older Alluvium 

1.671 

Non-command 

Older Alluvium 

2.408 

Non-command 

Older Alluvium 

1.224 

Command 

Older Alluvium 

5.599 

Non-command 

Older Alluvium 

5.486 

Non-command 

Older Alluvium 

3.532 

Command 

Older Alluvium 

1.941 

Non-command 

Older Alluvium 

0.843 

Command 

Older Alluvium 

5.549 

Command 

Older Alluvium 

1.052 

Command 

Older Alluvium 

2.813 

Non-command 

Older Alluvium 

2.449 

Non-command 

Older Alluvium 

0.134 

Non-command 

Older Alluvium 

2.126 

Command 

Older Alluvium 

1.418 

Command 

Older Alluvium 

0.221 

Non-command 

Older Alluvium 

3.169 

Non-command 

Older Alluvium 

0.005 

Non-command 

Older Alluvium 

0.788 

Non-command 

Older Alluvium 

0.215 

Non-command 

Older Alluvium 

0.684 

Non-command 

Older Alluvium 

1.355 

Non-command 

Older Alluvium 

5.174 

Non-command 

Older Alluvium 

3.143 

Non-command 

Older Alluvium 

0.672 

Non-command 

Older Alluvium 

0.074 

Non-command 

Older Alluvium 

0.318 

Non-command 

Older Alluvium 

4.727 

Non-command 

Older Alluvium 

0.095 

Non-command 

Older Alluvium 

2.660 

Non-command 

Older Alluvium 

9.982 

Non-command 

Older Alluvium 

6.164 

Non-command 

Older Alluvium 

1.060 

Non-command 

Older Alluvium 

4.590 

Non-command 

Older Alluvium 

0.473 

Non-command 

Older Alluvium 

5.875 

Non-command 

Older Alluvium 

6.665 

Non-command 

Older Alluvium 

4.013 

Non-command 

Older Alluvium 

1.724 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

110,000 

90,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

180,000 

120,000 

120 

90,000 

80,000 

120 

110,000 

90,000 

120 

90,000 

80,000 

120 

180,000 

120,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

110,000 

90,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

80,000 

70,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

180,000 

120,000 

120 

110,000 

90,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.010 






















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 




Bhatpura 


Bilawati 


Birharu 


Chahori Ka Nangla 


Chak Bani 


Cheetaheri Kashi 


Chhatarpur 


Chidarua 


Chimni 


Darapur 


Daroda 


Dhanipura 


Dhansoti 


Dhanwara 


Doodheri 


Doroli 


Enchera 


Gangar Soli 


Gangroli 


Garoo 


Gazipur 


Gudawali 


Guwarua 


Harnera 


Hingoli 


Isapur 


Jahangeerpur 


Janoothar 


Jaya 


Jhaurol 


Jodhela 


Kailoori 


Kareeli 


Katara 


Kehripura 


Khera Karauli 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Census Code 

Area 


sq.km 

(3) 

(4) 



0807000601025700 

1.263 

0807000601025200 

2.323 

0807000601026300 

3.482 

0806001200943000 

2.019 

0807000601031200 

1.476 

0807000501012500 

1.197 

0807000501012800 

4.070 

0807000501014100 

2.028 

0807000601031100 

0.971 



0807000601025900 

1.059 

0806001200947100 

3.170 

0807000501013600 

0.927 

0807000601022200 

1.991 

0807000601027100 

6.708 



0806001200942700 

5.452 

0806001200952200 

9.624 

0807000501009800 

7.035 


0807000601023100 

3.344 

0807000501011000 

4.102 



0806001200949800 

11.461 

0807000501014000 

1.572 

0807000601030700 

2.802 



0807000501012000 

1.275 

0807000501010700 

3.170 


0807000601026400 

1.694 

0807000501012100 

2.048 

0807000601022100 

3.929 

0807000401007300 

10.475 

0807000601022000 

2.415 

0807000501014200 

2.691 

0807000601026500 

1.130 

0807000501009900 

4.627 

0807000501011700 

8.420 

0807000501013900 

7.914 

0807000501013800 

0.903 

0807000601030500 

2.453 



Kheriya Jaga 


0807000501010600 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

2.947 

Non-command 

Older Alluvium 

1.263 

Non-command 

Older Alluvium 

1.802 

Non-command 

Older Alluvium 

3.482 

Non-command 

Older Alluvium 

1.497 

Non-command 

Older Alluvium 

0.001 

Non-command 

Older Alluvium 

0.627 

Non-command 

Older Alluvium 

4.070 

Non-command 

Older Alluvium 

0.058 

Non-command 

Older Alluvium 

0.052 

Non-command 

Older Alluvium 

0.186 

Non-command 

Older Alluvium 

0.341 

Non-command 

Older Alluvium 

2.002 

Non-command 

Older Alluvium 

1.059 

Non-command 

Older Alluvium 

1.748 

Non-command 

Older Alluvium 

0.552 

Non-command 

Older Alluvium 

1.991 

Non-command 

Older Alluvium 

0.028 

Non-command 

Older Alluvium 

0.760 

Non-command 

Older Alluvium 

0.894 

Non-command 

Older Alluvium 

2.849 

Non-command 

Older Alluvium 

3.027 

Non-command 

Older Alluvium 

0.428 

Non-command 

Older Alluvium 

0.096 

Non-command 

Older Alluvium 

5.536 

Non-command 

Older Alluvium 

1.329 

Non-command 

Older Alluvium 

0.012 

Non-command 

Older Alluvium 

3.784 

Non-command 

Older Alluvium 

0.814 

Non-command 

Older Alluvium 

0.158 

Non-command 

Older Alluvium 

6.565 

Non-command 

Older Alluvium 

0.967 

Non-command 

Older Alluvium 

1.304 

Non-command 

Older Alluvium 

1.498 

Non-command 

Older Alluvium 

2.388 

Non-command 

Older Alluvium 

0.554 

Non-command 

Older Alluvium 

1.275 

Non-command 

Older Alluvium 

2.903 

Non-command 

Older Alluvium 

0.267 

Non-command 

Older Alluvium 

1.694 

Non-command 

Older Alluvium 

2.048 

Non-command 

Older Alluvium 

3.929 

Non-command 

Older Alluvium 

0.202 

Non-command 

Older Alluvium 

2.415 

Non-command 

Older Alluvium 

0.668 

Non-command 

Older Alluvium 

1.130 

Non-command 

Older Alluvium 

4.551 

Non-command 

Older Alluvium 

8.420 

Non-command 

Older Alluvium 

7.911 

Non-command 

Older Alluvium 

0.810 

Non-command 

Older Alluvium 

1.765 

Non-command 

Older Alluvium 

0.688 

Non-command 

Older Alluvium 

0.025 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

80,000 

120 

110,000 

90,000 

120 

90,000 

80,000 

120 

110,000 

90,000 

120 

180,000 

120,000 

120 

110,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

80,000 

120 

110,000 

90,000 

120 

90,000 

80,000 

120 

110,000 

90,000 

120 

180,000 

120,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

110,000 

90,000 

120 

90,000 

80,000 

120 

180,000 

120,000 

120 

80,000 

70,000 

120 

180,000 

120,000 

120 

180,000 

120,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

180,000 

120,000 

120 

120,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

80,000 

120 

110,000 

90,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

110,000 

90,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

80,000 

120 

120,000 

90,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.010 


0.011 




















































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Kolupura 


Koomha 


Kumher (M) 


Kurbara 


Lalpur 


Lanki 


Luhasa 



Manoharpur Khawaspur 


Masari 


Meda Choli 


Moondiya 


Mukandpura 


Nadbai (M) 


Nagla Bakhta 


Nagla Birharu 


Nagla Gopal 


Nagla Indarman 


Nagla Karoli 


Nagla Kurwariya 


Nagla Mana 


Nagla Moti 


Nangla Keshariya 


Nangla Khooba 


Nangla Rampura 


Nayabas 


Pachora 


Padola 


Pala 


Peedhi 


Pichoomar 


Pooth 


Raisees 


Ram Nagar 


Randheerpura 


Reethauthi 


Roneeja 


Census Code 

Area 


sq.km 

(3) 

(4) 



0807000501011800 

0.601 

0807000601024600 

7.216 

0807000640705000 

12.893 

0807000601021500 

3.266 


0807000501012700 

2.657 

0807000601021600 

1.870 

0807000501011400 

7.891 



0807000501013700 

2.549 

0806001200943100 

8.472 

0807000501010800 

2.167 


0806001200942800 

3.335 

0807000601022500 

0.406 


0807000601026200 

1.082 

0807000501012300 

0.652 

0807000501011900 

0.322 

0807000601026800 

2.165 


0807000501012200 

1.080 

0807000601030300 

0.590 


0807000601032400 

0.959 

0806001200947000 

1.498 

0806001200947200 

2.019 

0806001200946900 

4.081 

0807000501012900 

4.851 

0807000601026100 

1.812 


0807000601030900 

2.539 

0807000601022400 

2.903 

0807000601026900 

3.574 

0807000601025500 

4.965 

0807000601031000 

3.305 


0807000501011200 

6.304 

0807000601025400 

1.343 

0807000601023000 

2.802 

0807000601022300 

2.019 

0807000501010000 

5.291 



Rundh Bhatawali 


0807000601031400 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Gurgaon Canal 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

2.112 

Non-command 

Older Alluvium 

0.601 

Non-command 

Older Alluvium 

0.084 

Non-command 

Older Alluvium 

2.220 

Non-command 

Older Alluvium 

0.003 

Non-command 

Older Alluvium 

3.261 

Non-command 

Older Alluvium 

2.657 

Non-command 

Older Alluvium 

1.870 

Non-command 

Older Alluvium 

2.979 

Non-command 

Older Alluvium 

0.056 

Non-command 

Older Alluvium 

3.902 

Non-command 

Older Alluvium 

2.811 

Non-command 

Older Alluvium 

1.112 

Non-command 

Older Alluvium 

4.010 

Non-command 

Older Alluvium 

1.053 

Non-command 

Older Alluvium 

6.543 

Non-command 

Older Alluvium 

2.142 

Non-command 

Older Alluvium 

0.025 

Non-command 

Older Alluvium 

3.335 

Command 

Older Alluvium 

0.043 

Non-command 

Older Alluvium 

0.127 

Non-command 

Older Alluvium 

2.735 

Non-command 

Older Alluvium 

0.091 

Non-command 

Older Alluvium 

0.175 

Non-command 

Older Alluvium 

0.006 

Non-command 

Older Alluvium 

1.082 

Non-command 

Older Alluvium 

0.652 

Non-command 

Older Alluvium 

0.322 

Non-command 

Older Alluvium 

0.006 

Non-command 

Older Alluvium 

2.159 

Non-command 

Older Alluvium 

1.080 

Non-command 

Older Alluvium 

0.116 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

0.538 

Non-command 

Older Alluvium 

0.132 

Non-command 

Older Alluvium 

3.087 

Non-command 

Older Alluvium 

4.851 

Non-command 

Older Alluvium 

0.154 

Non-command 

Older Alluvium 

1.658 

Non-command 

Older Alluvium 

2.533 

Non-command 

Older Alluvium 

2.556 

Non-command 

Older Alluvium 

3.574 

Non-command 

Older Alluvium 

4.965 

Non-command 

Older Alluvium 

1.470 

Non-command 

Older Alluvium 

0.833 

Non-command 

Older Alluvium 

0.007 

Non-command 

Older Alluvium 

1.343 

Non-command 

Older Alluvium 

1.867 

Non-command 

Older Alluvium 

2.019 

Non-command 

Older Alluvium 

1.337 

Non-command 

Older Alluvium 

1.452 

Non-command 

Older Alluvium 

0.033 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

110,000 

90,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

110,000 

90,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

180,000 

120,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

180,000 

120,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

110,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

80,000 

120 

110,000 

90,000 

120 

180,000 

120,000 

120 

180,000 

120,000 

120 

180,000 

120,000 

120 

120,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

110,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

110,000 

90,000 



Tube Wells with 
Wells Pumpset 





















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


03001009 


Salimpur 


Samantpura 


Sarsai 


Senhti 


Sikrora 


Sikrori 


Sinsini 


Sirsai 


Sitara 


Sonkh 


Sundana 


Supawas 


Therawar 


Unch 


User 


Usrani 


Usrara 


Wasaiya Jat 


Adoli 


Agraya 


Arroowa 


Badla 


Badsu 


Bahtoo Kalan 


Bahtoo Khurd 


Ballupura Ramgarh 


Banawar 


Barodakan 


Baseth 


Berka 


Bhanokhar 


Bhattwas 


Bhojpura 


Bidarka 


Chandpur 


Chokuti 


Daroda 


Daulat Pura 


Dayalpura 


Dayothana 


Ganjpur 


0807000501013300 

1.852 

0807000501011100 

0.837 

0807000601027400 

1.326 

0807000601022600 

2.024 

0807000601027000 

4.438 

0807000601025300 

8.407 

0807000401008200 

22.623 


0807000501010500 

2.069 

0807000601022700 

2.785 

0806001200941600 

12.704 

0807000501012600 

1.871 

0807000601025100 

3.672 

0807000601021700 

7.206 

0807000501012400 

7.608 

0807000501010200 

3.888 

0807000601021800 

5.384 

0807000601030400 

0.783 

0807000501010900 

1.589 


0806001100936300 

3.944 

0806001200949300 

5.396 

0806001200946800 

8.085 



0806001200945700 

2.463 

0806001200948700 

2.362 

0806001200946300 

4.458 

0806001200946200 

2.072 

0806001200945300 

2.026 


0811000201360900 

5.578 

0806001200939800 

7.877 

0806001200947800 

8.656 


0806001200943600 

2.655 

0806001200948300 

11.262 

0806001200948100 

0.940 

0806001200945000 

3.775 

0806001100938300 

4.605 

0806001200946000 

2.836 

0806001200945900 

1.564 

0806001200947100 

3.170 



0811000201361300 

1.654 

0806001200944100 

1.581 

0806001200947900 

6.419 

0806001200945100 

2.061 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Gurgaon Canal 


Non-command 


Non-command 


Gurgaon Canal 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.783 

Non-command 

Older Alluvium 

3.144 

Non-command 

Older Alluvium 

7.683 

Non-command 

Older Alluvium 

0.545 

Non-command 

Older Alluvium 

0.245 

Non-command 

Older Alluvium 

0.127 

Command 

Older Alluvium 

0.045 

Non-command 

Older Alluvium 

4.438 

Non-command 

Older Alluvium 

8.009 

Command 

Older Alluvium 

1.149 

Non-command 

Older Alluvium 

10.389 

Non-command 

Older Alluvium 

1.666 

Non-command 

Older Alluvium 

0.001 

Non-command 

Older Alluvium 

2.295 

Non-command 

Older Alluvium 

1.829 

Non-command 

Older Alluvium 

3.672 

Non-command 

Older Alluvium 

4.946 

Non-command 

Older Alluvium 

7.608 

Non-command 

Older Alluvium 

3.888 

Non-command 

Older Alluvium 

5.384 

Non-command 

Older Alluvium 

0.656 

Non-command 

Older Alluvium 

0.724 

Non-command 

Older Alluvium 

0.865 

Non-command 

Older Alluvium 

2.730 

Non-command 

Older Alluvium 

5.396 

Non-command 

Older Alluvium 

0.003 

Non-command 

Older Alluvium 

1.692 

Non-command 

Older Alluvium 

0.139 

Non-command 

Older Alluvium 

0.592 

Non-command 

Older Alluvium 

2.463 

Non-command 

Older Alluvium 

2.362 

Non-command 

Older Alluvium 

4.458 

Non-command 

Older Alluvium 

2.072 

Non-command 

Older Alluvium 

1.756 

Non-command 

Older Alluvium 

0.270 

Non-command 

Older Alluvium 

1.102 

Non-command 

Older Alluvium 

3.435 

Non-command 

Older Alluvium 

7.994 

Non-command 

Older Alluvium 

0.662 

Non-command 

Older Alluvium 

2.295 

Non-command 

Older Alluvium 

11.262 

Non-command 

Older Alluvium 

0.940 

Non-command 

Older Alluvium 

3.775 

Non-command 

Older Alluvium 

1.918 

Non-command 

Older Alluvium 

2.836 

Non-command 

Older Alluvium 

1.564 

Non-command 

Older Alluvium 

0.052 

Non-command 

Older Alluvium 

0.109 

Non-command 

Older Alluvium 

1.654 

Non-command 

Older Alluvium 

1.136 

Non-command 

Older Alluvium 

6.419 

Non-command 

Older Alluvium 

0.750 

Non-command 

Older Alluvium 

1.311 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

80,000 

120 

110,000 

90,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

80,000 

70,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

110,000 

90,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

180,000 

120,000 

120 

180,000 

120,000 

120 

180,000 

120,000 

120 

80,000 

70,000 

120 

180,000 

120,000 

120 

80,000 

70,000 

120 

180,000 

120,000 

120 

180,000 

120,000 

120 

180,000 

120,000 

120 

180,000 

120,000 

120 

180,000 

120,000 

120 

80,000 

70,000 

120 

80,000 

60,000 

120 

180,000 

120,000 

120 

180,000 

120,000 

120 

80,000 

70,000 

120 

80,000 

70,000 

120 

180,000 

120,000 

120 

180,000 

120,000 

120 

80,000 

70,000 

120 

120,000 

100,000 

120 

180,000 

120,000 

120 

180,000 

120,000 

120 

180,000 

120,000 

120 

80,000 

70,000 

120 

80,000 

60,000 

120 

180,000 

120,000 

120 

180,000 

120,000 

120 

180,000 

120,000 

120 

80,000 

70,000 



Tube Wells with 
Wells Pumpset 



































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Ghosrana 


Gopalpura 


Gothra 


Gundabas 


Hadoli 


Haripura 


Harsana 


Hasanpur 


Imarti Ka Was 


Isarpura 


Ishrota 


Itola 


Jadla 


Jagru 


Jahadoo 


Jatwara 


Kalwari 


Kankroli 


Kantwari 


Kemla 


Khera Laganpur 


Khera Mangal Singh 


Khera Meda 


Khera Sarangpuri 


Khera Tarf Bahtoo 


Kherli Tarf Nooniya 


Kherli Tarf Rela 


Khoh 


Khudiyana 


Kot 


Lathki 


Lidpuri 


Makkhan Ka Nagla 


Makreta 


Manakpur 


Mangolaki 


Mankhera 


Manya Ka Bas 


Mundjori 


Nahar Khohra 


Nangal Meo 


Nangal Roopa 


Nangla Bas Guman 


Nangla Jadoo 


Nangla Keshariya 


Nangla Khooba 


0806001200949100 


0806001100930400 


0806001100938200 


0806001200948000 


0811000201361000 


0806001100930500 


0806001100934500 


0806001100933400 


0806001200945600 


0811000201361100 


0806001200943900 


sq.km 


(4) 


4.337 


1.853 


5.277 


2.413 


2.806 


0.424 


13.859 


8.242 


0.692 


1.878 


2.808 



0806001200939900 

1.460 

0806001200945400 

5.300 

0806001100934300 

2.968 

0806001200948400 

4.172 

0806001100936600 

1.453 

0806001200949200 

6.850 

0806001200944200 

4.206 

0806001200948200 

2.683 

0806001100933500 

1.729 

0806001100936500 

2.776 

0806001100938400 

8.842 

0806001200946600 

4.625 

0806001100934200 

3.751 

0806001200946400 

1.847 


0806001200947700 

3.099 

0806001200943500 

1.809 

0806001100934000 

3.168 

0806001100926900 

5.846 

0811000201361500 

9.338 

0806001200947500 

4.469 


0806001200948800 

1.878 

0806001200949600 

3.029 


0806001100930900 

2.635 

0806001100936900 

4.288 

0806001200947300 

2.525 



0806001200944000 

3.081 

0806001200949000 

2.153 

0806001100934400 

1.595 

0806001100933700 

3.354 

0811000201361200 

2.624 

0806001100933800 

3.766 

0806001100934100 

1.223 

0806001200949500 

1.149 

0806001200947000 

1.498 

0806001200947200 

2.019 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 

Number 
of Tube 
Wells 



sq.km 


(6) 

(7) 

(8) 

(9) 

Non-command 

Older Alluvium 

0.557 

5 

Non-command 

Older Alluvium 

0.081 

1 

Non-command 

Older Alluvium 

1.521 

12 

Non-command 

Older Alluvium 

2.413 

15 

Non-command 

Older Alluvium 

2.731 

6 

Non-command 

Older Alluvium 

0.424 

34 

Non-command 

Older Alluvium 

0.113 

1 

Non-command 

Older Alluvium 

0.952 

1 

Non-command 

Older Alluvium 

0.692 

20 

Non-command 

Older Alluvium 

1.776 

5 

Non-command 

Older Alluvium 

0.958 

12 

Non-command 

Older Alluvium 

1.851 

22 

Non-command 

Older Alluvium 

0.578 

5 

Non-command 

Older Alluvium 

1.297 

11 

Non-command 

Older Alluvium 

0.860 

2 

Non-command 

Older Alluvium 

5.300 

45 

Non-command 

Older Alluvium 

2.335 

10 

Non-command 

Older Alluvium 

4.172 

40 

Non-command 

Older Alluvium 

1.449 

16 

Non-command 

Older Alluvium 

6.795 

151 

Non-command 

Older Alluvium 

3.455 

40 

Non-command 

Older Alluvium 

2.683 

18 

Non-command 

Older Alluvium 

1.487 

2 

Non-command 

Older Alluvium 

2.570 

10 

Non-command 

Older Alluvium 

0.853 

5 

Non-command 

Older Alluvium 

4.625 

44 

Non-command 

Older Alluvium 

3.053 

8 

Non-command 

Older Alluvium 

1.806 

18 

Non-command 

Older Alluvium 

0.041 

- 

Non-command 

Older Alluvium 

3.099 

88 

Non-command 

Older Alluvium 

0.660 

18 

Non-command 

Older Alluvium 

2.513 

12 

Non-command 

Older Alluvium 

1.423 

13 

Non-command 

Older Alluvium 

1.742 

29 

Non-command 

Older Alluvium 

0.482 

7 

Non-command 

Older Alluvium 

3.987 

62 

Non-command 

Older Alluvium 

1.846 

15 

Non-command 

Older Alluvium 

1.678 

34 

Non-command 

Older Alluvium 

0.377 

8 

Non-command 

Older Alluvium 

2.025 

13 

Non-command 

Older Alluvium 

3.368 

10 

Non-command 

Older Alluvium 

1.752 

51 

Non-command 

Older Alluvium 

0.710 

21 

Non-command 

Older Alluvium 

0.473 

4 

Non-command 

Older Alluvium 

0.620 

9 

Non-command 

Older Alluvium 

0.102 

1 

Non-command 

Older Alluvium 

2.852 

22 

Non-command 

Older Alluvium 

2.492 

36 

Non-command 

Older Alluvium 

3.766 

15 

Non-command 

Older Alluvium 

1.223 

7 

Non-command 

Older Alluvium 

1.149 

56 

Non-command 

Older Alluvium 

0.010 

- 

Non-command 

Older Alluvium 

1.345 

35 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

180,000 

120,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

180,000 

120,000 

120 

80,000 

60,000 

120 

180,000 

120,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

180,000 

120,000 

120 

80,000 

60,000 

120 

180,000 

120,000 

120 

80,000 

70,000 

120 

180,000 

120,000 

120 

80,000 

70,000 

120 

180,000 

120,000 

120 

180,000 

120,000 

120 

180,000 

120,000 

120 

180,000 

120,000 

120 

180,000 

120,000 

120 

180,000 

120,000 

120 

180,000 

120,000 

120 

180,000 

120,000 

120 

180,000 

120,000 

120 

180,000 

120,000 

120 

120,000 

100,000 

120 

80,000 

70,000 

120 

180,000 

120,000 

120 

180,000 

120,000 

120 

80,000 

70,000 

120 

180,000 

120,000 

120 

80,000 

70,000 

120 

180,000 

120,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

180,000 

120,000 

120 

80,000 

70,000 

120 

180,000 

120,000 

120 

180,000 

120,000 

120 

80,000 

70,000 

120 

180,000 

120,000 

120 

180,000 

120,000 

120 

180,000 

120,000 

120 

80,000 

70,000 

120 

180,000 

120,000 

120 

180,000 

120,000 

120 

120,000 

100,000 

120 

180,000 

120,000 

120 

80,000 

60,000 

120 

180,000 

120,000 

120 

180,000 

120,000 

120 

180,000 

120,000 

120 

80,000 

70,000 

120 

180,000 

120,000 



Wells with 
Pumpset 


MCM 

































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Nangli Bhawana 


Nangli Tarf Toda 


Napapara 


Narnol Kalan 


Narnol Khurd 


Natoj 


Nithari 


Nooniya 


Pahari 


Paota 


Patakpur 


Raipur 


Ranoli 


Reenjhwas 


Roneeja Than 


Roopbas Thekri 


Sahari 


Sajanpara 


Salempur 


Salwari 


Santokpur 


Shekhpura 


Sonkhari 


03001010 


Tasai 


Teentpur 


Tilakpur 


Titpuri 


Toda 


Uksi 


Ahmadpur 


Census Code 

Area 


sq.km 

(3) 

(4) 

0806001200947400 

1.610 



0806001200945500 

1.112 

0806001200945800 

0.747 

0806001100933900 

1.041 

0806001100938100 

3.274 

0806001100937000 

1.391 

0806001200949400 

3.847 


0806001100936700 

3.047 

0806001200947600 

3.804 



0806001200944300 

1.689 

0806001200944800 

2.986 


0806001100930800 

1.374 

0806001100931000 

1.984 

0806001200944600 

2.275 

0806001200948600 

5.621 

0806001200948900 

5.504 

0806001100930700 

1.523 

0806001200946100 

2.874 

0806001200948500 

2.825 

0806001200944700 

2.293 


0806001200950400 

6.292 

0806001100936800 

1.770 

0806001200946700 

2.014 

0806001200949700 

9.868 



0806001200940900 

20.581 

0806001100933600 

1.761 

0806001100936200 

2.383 

0806001200944500 

4.899 


0806001100930600 

6.396 

0806001100936400 

4.417 

0806001000916200 

1.375 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Akhaigarh 

0807000501013100 

2.836 

Fresh 

Akoda 

0806001000919300 

4.073 

Fresh 


Amarpur 


Amarpura 


Antapara 


Babekhar 


Badangarhi 


Non-command 


Non-command 



0806001100938500 

4.695 

0806001000917000 

0.631 


0806001100937800 

2.563 

0807000801052700 

4.422 

0806001200949900 

3.305 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.007 

Non-command 

Older Alluvium 

1.513 

Non-command 

Older Alluvium 

1.112 

Non-command 

Older Alluvium 

0.747 

Non-command 

Older Alluvium 

0.882 

Non-command 

Older Alluvium 

0.004 

Non-command 

Older Alluvium 

0.014 

Non-command 

Older Alluvium 

3.456 

Non-command 

Older Alluvium 

0.017 

Non-command 

Older Alluvium 

2.888 

Non-command 

Older Alluvium 

3.748 

Non-command 

Older Alluvium 

0.055 

Non-command 

Older Alluvium 

2.882 

Non-command 

Older Alluvium 

0.452 

Non-command 

Older Alluvium 

0.107 

Non-command 

Older Alluvium 

0.502 

Non-command 

Older Alluvium 

2.484 

Non-command 

Older Alluvium 

1.202 

Non-command 

Older Alluvium 

0.165 

Non-command 

Older Alluvium 

1.502 

Non-command 

Older Alluvium 

4.871 

Non-command 

Older Alluvium 

0.067 

Non-command 

Older Alluvium 

1.513 

Non-command 

Older Alluvium 

2.846 

Non-command 

Older Alluvium 

2.825 

Non-command 

Older Alluvium 

0.138 

Non-command 

Older Alluvium 

2.155 

Non-command 

Older Alluvium 

0.879 

Non-command 

Older Alluvium 

1.583 

Non-command 

Older Alluvium 

2.014 

Non-command 

Older Alluvium 

2.735 

Non-command 

Older Alluvium 

0.004 

Non-command 

Older Alluvium 

0.075 

Non-command 

Older Alluvium 

6.251 

Non-command 

Older Alluvium 

0.351 

Non-command 

Older Alluvium 

1.390 

Non-command 

Older Alluvium 

0.003 

Non-command 

Older Alluvium 

1.770 

Non-command 

Older Alluvium 

0.160 

Non-command 

Older Alluvium 

4.105 

Non-command 

Older Alluvium 

4.173 

Non-command 

Older Alluvium 

1.237 

Non-command 

Slate 

0.102 

Non-command 

Older Alluvium 

2.047 

Non-command 

Older Alluvium 

0.324 

Non-command 

Slate 

0.428 

Non-command 

Older Alluvium 

3.118 

Non-command 

Older Alluvium 

3.164 

Non-command 

Older Alluvium 

0.597 

Non-command 

Older Alluvium 

0.034 

Non-command 

Slate 

0.006 

Non-command 

Older Alluvium 

0.003 

Non-command 

Older Alluvium 

3.293 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

180,000 

120,000 

120 

80,000 

70,000 

120 

180,000 

120,000 

120 

180,000 

120,000 

120 

180,000 

120,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

180,000 

120,000 

120 

80,000 

70,000 

120 

180,000 

120,000 

120 

180,000 

120,000 

120 

80,000 

70,000 

120 

180,000 

120,000 

120 

80,000 

70,000 

120 

180,000 

120,000 

120 

180,000 

120,000 

120 

80,000 

70,000 

120 

180,000 

120,000 

120 

120,000 

100,000 

120 

180,000 

120,000 

120 

180,000 

120,000 

120 

180,000 

120,000 

120 

180,000 

120,000 

120 

180,000 

120,000 

120 

180,000 

120,000 

120 

180,000 

120,000 

120 

80,000 

70,000 

120 

180,000 

120,000 

120 

180,000 

120,000 

120 

80,000 

70,000 

120 

180,000 

120,000 

120 

80,000 

70,000 

120 

180,000 

120,000 

120 

80,000 

70,000 

120 

180,000 

120,000 

120 

180,000 

120,000 

120 

120,000 

100,000 

120 

180,000 

120,000 

120 

80,000 

70,000 

120 

180,000 

120,000 

120 

180,000 

120,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

120,000 

90,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

170,000 

90,000 

120 

180,000 

120,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 

































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Barh Makroda 


Baswa 


Beekroo 


Beerasna 


Bhajera 


Bhandpura 


Bhedoli 


Bheekhaheri 


Bhuleri 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


Saline Non-command 


Non-command 


2.378 Fresh Non-command 



Bahar Khoh 

0811000201367000 

5.292 

Fresh 

Bajoli 

0806001000916900 

2.589 

Fresh 

Banawar 

0811000201360900 

5.578 

Fresh 

Bandanpura 

0811000201364500 

0.829 

Fresh 

Baori Khera 

0811000101359800 

4.146 

Saline 


3.937 Fresh Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0806001000914200 

1.374 

0811000101342800 

18.706 

0807000501013200 

4.890 

0811000201364200 

1.672 

0806001000917100 

1.884 


0811000201362200 

0.617 

0806001000913000 

2.498 

0806001100938700 

4.006 



Bheetoli 

0806001000917500 

1.198 

Saline 

Bhooda 

0806001000919400 

6.239 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0806001000915400 


Saline Non-command 


4.088 Fresh Non-command 



Biwai 

0811000101354400 

4.399 

Saline 

Buchpuri 

0806001000914400 

5.810 

Fresh 


Non-command 


Non-command 


Chak Biwai 

0811000101354600 

2.630 

Saline 

Chamaron Ka Bas 

0811000101360000 

2.641 

Saline 

Chandpura 

0806001000918600 

3.335 

Fresh 


Non-command 


Non-command 


Non-command 


Chanpawas 


Cheemapura 


Dahari Dantwara 


Dallapura 


Danpur 


0811000101357800 

1.496 

0806001000916800 

1.751 



0806001200950600 


0811000201364000 


0806001000918900 


Non-command 


Fresh Non-command 


Saline Non-command 


Fresh Non-command 


Saline Non-command 


2.091 Fresh Non-command 


1.413 Fresh Non-command 


5.000 Fresh Non-command 


Dantiya 

0806001200950500 

5.241 

Fresh 

Daroda 

0806001200947100 

3.170 

Fresh 

Daulat Pura 

0811000201361300 

1.654 

Fresh 

Deeppura Ghati 

0811000101342600 

2.641 

Fresh 

Dera 

0806001000915200 

5.447 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.003 

Non-command 

Older Alluvium 

5.489 

Non-command 

Slate 

0.010 

Non-command 

Older Alluvium 

1.998 

Non-command 

Slate 

0.000 

Non-command 

Older Alluvium 

3.142 

Non-command 

Slate 

0.541 

Non-command 

Older Alluvium 

0.461 

Non-command 

Older Alluvium 

2.589 

Non-command 

Older Alluvium 

3.773 

Non-command 

Older Alluvium 

0.829 

Non-command 

Older Alluvium 

3.323 

Non-command 

Younger Alluvium 

0.823 

Non-command 

Older Alluvium 

0.179 

Non-command 

Quartzite 

0.049 

Non-command 

Older Alluvium 

0.146 

Non-command 

Older Alluvium 

0.989 

Non-command 

Older Alluvium 

0.129 

Non-command 

Older Alluvium 

1.755 

Non-command 

Older Alluvium 

0.617 

Non-command 

Older Alluvium 

0.007 

Non-command 

Older Alluvium 

1.353 

Non-command 

Slate 

2.652 

Non-command 

Older Alluvium 

1.198 

Non-command 

Older Alluvium 

3.911 

Non-command 

Slate 

0.784 

Non-command 

Younger Alluvium 

0.031 

Non-command 

Older Alluvium 

1.233 

Non-command 

Older Alluvium 

1.815 

Non-command 

Quartzite 

0.281 

Non-command 

Slate 

1.149 

Non-command 

Older Alluvium 

1.052 

Non-command 

Older Alluvium 

4.708 

Non-command 

Quartzite 

0.309 

Non-command 

Older Alluvium 

2.205 

Non-command 

Younger Alluvium 

0.641 

Non-command 

Older Alluvium 

2.422 

Non-command 

Slate 

0.452 

Non-command 

Older Alluvium 

0.332 

Non-command 

Older Alluvium 

0.432 

Non-command 

Older Alluvium 

1.319 

Non-command 

Older Alluvium 

4.406 

Non-command 

Slate 

1.285 

Non-command 

Older Alluvium 

3.934 

Non-command 

Older Alluvium 

0.774 

Non-command 

Older Alluvium 

1.413 

Non-command 

Older Alluvium 

4.221 

Non-command 

Slate 

0.468 

Non-command 

Older Alluvium 

2.115 

Non-command 

Older Alluvium 

0.538 

Non-command 

Older Alluvium 

0.001 

Non-command 

Quartzite 

0.011 

Non-command 

Older Alluvium 

4.404 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

80,000 

70,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

50,000 

120 

90,000 

50,000 

120 

120,000 

100,000 

120 

90,000 

60,000 

120 

120,000 

90,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

150,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

50,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

90,000 

50,000 

120 

90,000 

50,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

90,000 

50,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

180,000 

120,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

180,000 

120,000 

120 

180,000 

120,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

120,000 

100,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 
























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Dubbi 


Dughati 


Edalpur 


Gadhmadya Ki Dhani 


Gala Khera 


Garh Himmat Singh 


Garhi Sawairam 


Jagmalpura 


Type of Area (Command / N< 
command) 



0811000101354700 

2.575 

0806001200951300 

2.859 

0811000201361800 

2.259 

0811000101359700 

1.149 

0806001200950300 

2.828 


0811000201362100 

2.530 

0806001000918500 

8.269 



Garoo 

0806001200949800 

11.461 

Fresh 

Ghosrana 

0806001200949100 

4.337 

Fresh 

Gopal Garh 

0811000201362900 

2.777 

Fresh 

Hadoli 

0811000201361000 

2.806 

Fresh 

Haldena 

0811000201361600 

4.701 

Fresh 

Haripura 

0811000201363300 

3.024 

Fresh 

Hatoj 

0806001000916300 

3.106 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Isarpura 

0811000201361100 

1.878 

Fresh 

Ishwana 

0806001000911800 

7.648 

Fresh 



Non-command 


Non-command 


4.155 Fresh Non-command 


Saline Non-command 


Jaisinghpura 

0806001000917300 

1.871 

Saline 

Jamdoli 

0806001000915500 

17.615 

Fresh 


Non-command 


Non-command 



Jaswar 

0807000801051800 

9.619 

Fresh 

Jatwara 

0811000201364700 

4.185 

Fresh 


Non-command 


Non-command 


Jhajhi Rampura 


Jhankra 


Kalwari 


Kalyanpura 



Katahada 


Keelpur 


0811000101342700 

5.053 

Fresh 

0806001000912900 

4.851 

Fresh 

0806001200949200 

6.850 

Fresh 

0806001000917200 

2.673 

Saline 

0806001200951100 

3.143 

Fresh 

0806001000913100 

2.049 

Fresh 


0806001200950200 



2.826 Fresh 


Saline 


1.943 Saline 


1.244 Fresh 


Saline 


0806001200950900 

2.393 

0806001000916100 

1.680 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Slate 

1.043 

Non-command 

Older Alluvium 

1.045 

Non-command 

Younger Alluvium 

0.351 

Non-command 

Older Alluvium 

1.157 

Non-command 

Slate 

1.558 

Non-command 

Older Alluvium 

1.285 

Non-command 

Older Alluvium 

2.402 

Non-command 

Older Alluvium 

2.036 

Non-command 

Older Alluvium 

1.149 

Non-command 

Older Alluvium 

0.300 

Non-command 

Older Alluvium 

2.528 

Non-command 

Older Alluvium 

2.530 

Non-command 

Older Alluvium 

0.507 

Non-command 

Slate 

0.542 

Non-command 

Older Alluvium 

4.896 

Non-command 

Older Alluvium 

3.781 

Non-command 

Older Alluvium 

2.777 

Non-command 

Older Alluvium 

0.004 

Non-command 

Older Alluvium 

4.701 

Non-command 

Older Alluvium 

3.024 

Non-command 

Older Alluvium 

2.874 

Non-command 

Slate 

0.201 

Non-command 

Older Alluvium 

0.072 

Non-command 

Younger Alluvium 

1.858 

Non-command 

Older Alluvium 

0.005 

Non-command 

Older Alluvium 

1.433 

Non-command 

Quartzite 

0.276 

Non-command 

Older Alluvium 

2.315 

Non-command 

Older Alluvium 

1.840 

Non-command 

Older Alluvium 

0.487 

Non-command 

Slate 

0.406 

Non-command 

Older Alluvium 

1.871 

Non-command 

Older Alluvium 

5.759 

Non-command 

Quartzite 

1.828 

Non-command 

Slate 

6.073 

Non-command 

Older Alluvium 

1.584 

Non-command 

Older Alluvium 

4.063 

Non-command 

Younger Alluvium 

0.086 

Non-command 

Quartzite 

0.030 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

0.054 

Non-command 

Older Alluvium 

2.673 

Non-command 

Older Alluvium 

3.143 

Non-command 

Older Alluvium 

0.014 

Non-command 

Slate 

0.009 

Non-command 

Older Alluvium 

1.350 

Non-command 

Older Alluvium 

1.475 

Non-command 

Older Alluvium 

0.256 

Non-command 

Younger Alluvium 

0.589 

Non-command 

Older Alluvium 

0.008 

Non-command 

Older Alluvium 

1.236 

Non-command 

Older Alluvium 

2.393 

Non-command 

Older Alluvium 

1.410 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

90,000 

50,000 

120 

180,000 

120,000 

120 

80,000 

60,000 

120 

90,000 

50,000 

120 

180,000 

120,000 

120 

80,000 

70,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

180,000 

120,000 

120 

180,000 

120,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

90,000 

50,000 

120 

90,000 

50,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

170,000 

90,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

120,000 

100,000 

120 

180,000 

120,000 

120 

90,000 

70,000 

120 

180,000 

120,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

180,000 

120,000 

120 

80,000 

70,000 

120 

90,000 

50,000 

120 

90,000 

50,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

180,000 

120,000 

120 

120,000 

100,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.134 









































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Kesra 

0811000201366400 

2.919 

Fresh 

Kharagpur 

0806001000916400 

2.013 

Fresh 

Khari Ki Jhonpari 

0811000101360200 

3.102 

Saline 

Kharkhari Rana 

0806001000914600 

1.507 

Fresh 


Khera Mangal Singh 


Khera Mirzapur 


Khera Tarf Kalyanpura 


Kherli (M) 


Kherli Kalan 


Kherli Khurd 


Kherli Narayan Singh 


Khonkhar 


Khurd 


Kishorpura 


Kodiya 


Kot 


Ladanpur 


Ladiya 


Lidpuri 


Magarakha 


Makkhan Ka Nagla 


Nangal Charan 


Nangal Kolra 


Nangal Meena 


Nangal Sumer Singh 


Nangla Khooba 


Nangla Madhopur 


Nangla Rampura 


Natoj 


Non-command 


Non-command 


Non-command 


Non-command 



0806001000916000 


5.457 Fresh 


Non-command 





Saline 

0806001200951000 

2.432 

Fresh 

0806001240609000 

2.823 

Fresh 

0811000201363200 

1.817 

Fresh 

0811000201363100 

0.924 

Fresh 

0811000201366500 

2.332 

Fresh 

0806001200951200 

5.878 

Fresh 

0806001000914700 

1.420 

Fresh 

0811000201363400 

1.508 

Fresh 

0806001000919100 

2.487 

Fresh 

0811000201361500 

9.338 

Fresh 

0811000201366800 

2.162 

Fresh 

0806001000915600 

6.991 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0806001200948800 

1.878 

0811000201366900 

0.946 

0806001200949600 

3.029 




Saline 


1.504 Fresh 


Maliwas 

0811000101357700 

1.336 

Saline 

Mandawar (CT) 

0811000241102000 

5.791 

Fresh 

Mangolaki 

0806001200947300 

2.525 

Fresh 

Manya Ka Bas 

0806001200949000 

2.153 

Fresh 

Manyapura 

0811000201364400 

1.751 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Medpura 

0806001200951800 

1.312 

Saline 

Moondiya 

0806001000916700 

0.870 

Saline 

Mukundpura 

0806001000914900 

1.791 

Fresh 


0811000201361900 

1.072 

0811000201361700 

2.500 

0811000201362600 

2.340 

0811000201362400 

6.123 

0806001200947200 

2.019 

0806001200950000 

2.865 



0806001200946900 

4.081 

0806001200949400 

3.847 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Slate 

0.235 

Non-command 

Older Alluvium 

0.884 

Non-command 

Older Alluvium 

2.013 

Non-command 

Younger Alluvium 

0.008 

Non-command 

Older Alluvium 

1.297 

Non-command 

Quartzite 

0.097 

Non-command 

Slate 

0.037 

Non-command 

Older Alluvium 

5.280 

Non-command 

Slate 

1.377 

Non-command 

Older Alluvium 

4.296 

Non-command 

Slate 

0.328 

Non-command 

Older Alluvium 

0.752 

Non-command 

Older Alluvium 

2.432 

Non-command 

Older Alluvium 

0.718 

Non-command 

Older Alluvium 

1.817 

Non-command 

Older Alluvium 

0.924 

Non-command 

Older Alluvium 

0.961 

Non-command 

Older Alluvium 

5.878 

Non-command 

Slate 

1.418 

Non-command 

Older Alluvium 

1.508 

Non-command 

Older Alluvium 

2.487 

Non-command 

Older Alluvium 

7.597 

Non-command 

Older Alluvium 

2.162 

Non-command 

Older Alluvium 

1.049 

Non-command 

Slate 

1.675 

Non-command 

Older Alluvium 

0.226 

Non-command 

Older Alluvium 

0.032 

Non-command 

Older Alluvium 

0.811 

Non-command 

Older Alluvium 

0.378 

Non-command 

Older Alluvium 

0.597 

Non-command 

Older Alluvium 

0.029 

Non-command 

Slate 

0.375 

Non-command 

Older Alluvium 

0.183 

Non-command 

Older Alluvium 

5.434 

Non-command 

Older Alluvium 

0.063 

Non-command 

Older Alluvium 

1.533 

Non-command 

Older Alluvium 

1.222 

Non-command 

Younger Alluvium 

0.528 

Non-command 

Older Alluvium 

0.754 

Non-command 

Younger Alluvium 

0.013 

Non-command 

Older Alluvium 

1.222 

Non-command 

Older Alluvium 

0.870 

Non-command 

Older Alluvium 

0.928 

Non-command 

Slate 

0.858 

Non-command 

Older Alluvium 

1.072 

Non-command 

Older Alluvium 

2.500 

Non-command 

Older Alluvium 

2.340 

Non-command 

Older Alluvium 

5.279 

Non-command 

Older Alluvium 

0.186 

Non-command 

Older Alluvium 

2.774 

Non-command 

Older Alluvium 

0.058 

Non-command 

Older Alluvium 

0.995 

Non-command 

Older Alluvium 

0.374 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

90,000 

50,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

180,000 

120,000 

120 

180,000 

120,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

180,000 

120,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

180,000 

120,000 

120 

80,000 

60,000 

120 

180,000 

120,000 

120 

80,000 

70,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

90,000 

50,000 

120 

80,000 

60,000 

120 

180,000 

120,000 

120 

180,000 

120,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

50,000 

120 

90,000 

50,000 

120 

80,000 

70,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

180,000 

120,000 

120 

180,000 

120,000 

120 

80,000 

70,000 

120 

180,000 

120,000 

120 

180,000 

120,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.096 



























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Patar Khera 


Peelwa 


Peepal Hera 


Peepal Khera 


Preetampura 


Rahcholi 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Census Code 

Area 


sq.km 

(3) 

(4) 

0806001000916500 

0.861 



0811000201364600 

1.336 

0806001000917900 

2.869 



Non-command 


Non-command 


Non-command 


Non-command 


3.290 Non-command 




Pakhar 

0811000201363500 

7.245 

Fresh 

Pali 

0806001000918200 

6.271 

Fresh 


Non-command 


Non-command 



Paloda 

0811000201363900 

1.989 

Fresh 

Pande Roopbas 

0806001000918100 

2.676 

Fresh 


Non-command 


Non-command 



0811000101360100 

3.517 

0811000201364100 

2.935 

0806001000916600 

2.899 

0806001200951700 

3.345 



0806001200951900 

0.870 

0806001000915000 

1.267 




Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Raipur 

0811000201362300 

4.583 

Fresh 

Rajgarh 

0811000201363800 

3.110 

Fresh 

Rajpur 

0811000201366700 

3.449 

Fresh 

Rampura 

0806001000917600 

3.748 

Saline 

Rampura Patan 

0806001200950700 

3.678 

Fresh 

Ramsinghpura 

0806001000918700 

2.635 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Reendli 

0811000201362000 

2.352 

Fresh 

Reengas Pura 

0811000201361400 

3.187 

Fresh 

Reni 

0806001000917800 

28.905 

Fresh 


Roneeja Than 


Rundh Sonkhari 


Sabrawali 


Non-command 


Non-command 


Non-command 



0806001200948900 


0806001200950100 


0811000101348700 


Saline 


5.504 Fresh 


0.395 Fresh 


8.147 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Sahajpura ( Rural) 

0806001200952100 

2.650 

Fresh 

Sainthal 

0806001000915800 

4.832 

Fresh 



Salwari 


0806001200950400 


6.292 Fresh Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.574 

Non-command 

Older Alluvium 

0.287 

Non-command 

Older Alluvium 

1.336 

Non-command 

Older Alluvium 

1.922 

Non-command 

Slate 

0.677 

Non-command 

Older Alluvium 

2.252 

Non-command 

Slate 

0.902 

Non-command 

Older Alluvium 

5.537 

Non-command 

Older Alluvium 

5.470 

Non-command 

Slate 

0.801 

Non-command 

Older Alluvium 

1.199 

Non-command 

Older Alluvium 

0.025 

Non-command 

Slate 

0.801 

Non-command 

Older Alluvium 

7.592 

Non-command 

Slate 

0.683 

Non-command 

Older Alluvium 

0.251 

Non-command 

Younger Alluvium 

1.369 

Non-command 

Younger Alluvium 

0.203 

Non-command 

Older Alluvium 

2.935 

Non-command 

Older Alluvium 

2.899 

Non-command 

Older Alluvium 

1.481 

Non-command 

Older Alluvium 

1.864 

Non-command 

Older Alluvium 

0.254 

Non-command 

Older Alluvium 

1.520 

Non-command 

Older Alluvium 

0.440 

Non-command 

Older Alluvium 

1.062 

Non-command 

Quartzite 

0.064 

Non-command 

Slate 

0.081 

Non-command 

Older Alluvium 

4.583 

Non-command 

Older Alluvium 

0.574 

Non-command 

Older Alluvium 

3.449 

Non-command 

Older Alluvium 

3.748 

Non-command 

Older Alluvium 

3.102 

Non-command 

Older Alluvium 

1.785 

Non-command 

Slate 

0.680 

Non-command 

Older Alluvium 

2.352 

Non-command 

Older Alluvium 

2.900 

Non-command 

Older Alluvium 

25.425 

Non-command 

Slate 

1.707 

Non-command 

Older Alluvium 

1.224 

Non-command 

Older Alluvium 

5.437 

Non-command 

Older Alluvium 

0.395 

Non-command 

Gneisses(B.G.C.) 

0.037 

Non-command 

Quartzite 

0.501 

Non-command 

Slate 

0.139 

Non-command 

Older Alluvium 

1.286 

Non-command 

Older Alluvium 

1.989 

Non-command 

Slate 

2.003 

Non-command 

Older Alluvium 

0.661 

Non-command 

Older Alluvium 

3.634 

Non-command 

Quartzite 

0.093 

Non-command 

Slate 

0.129 

Non-command 

Older Alluvium 

5.413 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

50,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

180,000 

120,000 

120 

80,000 

70,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

80,000 

70,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

180,000 

120,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

180,000 

120,000 

120 

180,000 

120,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

180,000 

120,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

180,000 

120,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.144 


0.050 














































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 




Sarangpur 


Sarawali 


Seemla 


Sonkhar ( Rural 


Tahaldi 


Tahtara 


Zone Type of Area (Command / N ( 
(Fresh / command ) 

Saline ) 


Census Code 

Area 


sq.km 

(3) 

(4) 

0806001200951600 

10.401 



0811000201366600 

1.447 

0811000201362500 

3.607 

0811000101357600 

2.352 

0806001200952000 

7.600 



0811000201362700 

3.885 

0806001000914300 

5.461 



Teekri Kilanot 

0811000201363000 

1.741 

Fresh 

Thonsri 

0806001000915100 

2.486 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Tigariya 


0811000101359600 


Saline Non-command 


2.980 Saline Non-command 


03001011 


Udaipura 

0806001200950800 

1.318 

Fresh 

Ukeri 

0806001000919500 

9.452 

Fresh 


Non-command 


Non-command 



Ukroond 

0811000201362800 

4.468 

Fresh 

Uprera 

0811000101342900 

5.148 

Fresh 

Vabeli 

0806001000914000 

4.445 

Fresh 

Veergaon 

0811000201364900 

2.170 

Fresh 

Agar 

0806000900886600 

12.505 

Fresh 

Ajabpura 

0812001101585700 

2.781 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Amka 

0806000900886800 

5.551 

Fresh 

Amloda 

0812000201467400 

11.617 

Fresh 


Non-command 


Non-command 



Badshah Pur 

0812000201468100 

2.173 

Fresh 

Bamanwas 

0812001101584800 

3.069 

Fresh 

Bara Dehra 

0812001101586500 

3.812 

Fresh 


Non-command 


Non-command 


Non-command 



Bhairunpura 

0812000201465200 

2.088 

Fresh 

Bhamod 

0812000201466800 

3.414 

Fresh 

Bhikhawala 

0812000301477500 

2.776 

Fresh 

Bhindor 

0812000201467900 

3.043 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Bhojera 


0812000201465800 


4.424 Fresh 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.245 

Non-command 

Older Alluvium 

0.737 

Non-command 

Older Alluvium 

1.141 

Non-command 

Older Alluvium 

3.211 

Non-command 

Older Alluvium 

0.253 

Non-command 

Older Alluvium 

5.876 

Non-command 

Older Alluvium 

1.060 

Non-command 

Older Alluvium 

6.007 

Non-command 

Older Alluvium 

1.122 

Non-command 

Older Alluvium 

3.722 

Non-command 

Older Alluvium 

1.502 

Non-command 

Slate 

3.613 

Non-command 

Older Alluvium 

1.741 

Non-command 

Older Alluvium 

1.200 

Non-command 

Quartzite 

0.074 

Non-command 

Slate 

1.114 

Non-command 

Older Alluvium 

2.624 

Non-command 

Slate 

0.679 

Non-command 

Older Alluvium 

0.187 

Non-command 

Older Alluvium 

1.149 

Non-command 

Younger Alluvium 

1.734 

Non-command 

Older Alluvium 

1.318 

Non-command 

Older Alluvium 

0.044 

Non-command 

Younger Alluvium 

1.771 

Non-command 

Older Alluvium 

0.067 

Non-command 

Younger Alluvium 

2.414 

Non-command 

Older Alluvium 

4.468 

Non-command 

Quartzite 

0.057 

Non-command 

Older Alluvium 

0.062 

Non-command 

Younger Alluvium 

0.377 

Non-command 

Quartzite 

0.011 

Non-command 

Quartzite 

0.809 

Non-command 

Younger Alluvium 

1.972 

Non-command 

Quartzite 

0.004 

Non-command 

Quartzite 

1.021 

Non-command 

Younger Alluvium 

8.330 

Non-command 

Quartzite 

2.878 

Non-command 

Younger Alluvium 

5.422 

Non-command 

Quartzite 

1.850 

Non-command 

Quartzite 

3.023 

Non-command 

Phyllite & Schist 

0.124 

Non-command 

Quartzite 

0.106 

Non-command 

Younger Alluvium 

2.458 

Non-command 

Quartzite 

2.039 

Non-command 

Younger Alluvium 

0.033 

Non-command 

Quartzite 

2.531 

Non-command 

Younger Alluvium 

2.519 

Non-command 

Quartzite 

0.550 

Non-command 

Quartzite 

2.920 

Non-command 

Younger Alluvium 

0.158 

Non-command 

Quartzite 

2.792 

Non-command 

Younger Alluvium 

0.147 

Non-command 

Quartzite 

2.688 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

180,000 

120,000 

120 

80,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

50,000 

120 

180,000 

120,000 

120 

80,000 

70,000 

120 

180,000 

120,000 

120 

80,000 

70,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

50,000 

120 

90,000 

50,000 

120 

180,000 

120,000 

120 

120,000 

100,000 

120 

150,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

50,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

80,000 

60,000 



Tube Wells with 
Wells Pumpset 




0.050 

0.050 

0.065 

0.065 

0.065 

0.065 

0.137 

0.137 

0.018 

0.037 

0.310 

0.310 

0.022 

0.022 

0.209 

0.209 

































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


(2) 

(3) 

(4) 

(5) 

Bhojpura 

0812001101585800 

3.925 

Fresh 

Bhuranpura @nestiwas 

0812001001576800 

4.826 

Fresh 

Bihajar 

0812000201467800 

12.669 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 



Chak Bai Ka Bas 

0812000201465700 

0.911 

Fresh 

Cheend 

0812000201466300 

1.763 

Fresh 

Chharsa 

0812000301477700 

7.505 

Fresh 

Chilpali 

0812001101585400 

3.730 

Fresh 

Daulaj 

0812000201465600 

3.481 

Fresh 

Devan 

0812000301476500 

12.196 

Fresh 

Dhaler 

0812001101586000 

3.124 

Fresh 

Dhaula 

0812001101586800 

8.673 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Galawas 

0812000201466200 

6.960 

Fresh 

Gathwari 

0812001101584600 

2.452 

Fresh 

Gathwari Meena 

0812001101584500 

0.914 

Fresh 

Gheota 

0812000201467700 

3.856 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Gokalyawala 

0812001101585000 

2.724 

Fresh 

Gol 

0812001101585100 

3.786 

Fresh 


Non-command 


Non-command 



Gyanpura 

0812000201465500 

3.730 

Fresh 

Hanutpura 

0812000301478100 

6.538 

Fresh 


Non-command 


Non-command 



Haripura Brahmanan 

0812001101584200 

3.646 

Fresh 

Jodhoola 

0812000201466000 

1.750 

Fresh 

Jodhoola Upala 

0812000201466100 

1.799 

Fresh 

Kalyanpura 

0812000201467500 

5.333 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Kanwarpura 

0812001001577000 

2.729 

Fresh 

Kela Ka Bas 

0812001101585300 

3.837 

Fresh 

Khera 

0812000201465000 

0.850 

Fresh 

Khora Larkhani 

0812000301478000 

4.978 

Fresh 

Kukdela 

0812000201464900 

2.943 

Fresh 

Kumbhawas 

0812000301476600 

9.553 

Fresh 

Ladipura 

0812001101586600 

2.425 

Fresh 

Lobrawas 

0812000301476400 

6.084 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Younger Alluvium 

3.503 

Non-command 

Younger Alluvium 

0.034 

Non-command 

Quartzite 

8.097 

Non-command 

Younger Alluvium 

0.169 

Non-command 

Quartzite 

2.153 

Non-command 

Younger Alluvium 

2.750 

Non-command 

Quartzite 

2.912 

Non-command 

Younger Alluvium 

0.139 

Non-command 

Quartzite 

0.462 

Non-command 

Quartzite 

1.081 

Non-command 

Younger Alluvium 

5.567 

Non-command 

Quartzite 

0.090 

Non-command 

Quartzite 

2.983 

Non-command 

Younger Alluvium 

0.693 

Non-command 

Younger Alluvium 

0.066 

Non-command 

Phyllite & Schist 

2.475 

Non-command 

Quartzite 

0.566 

Non-command 

Younger Alluvium 

0.861 

Non-command 

Phyllite & Schist 

1.678 

Non-command 

Quartzite 

1.534 

Non-command 

Phyllite & Schist 

0.013 

Non-command 

Quartzite 

0.002 

Non-command 

Phyllite & Schist 

0.548 

Non-command 

Quartzite 

1.510 

Non-command 

Younger Alluvium 

0.216 

Non-command 

Quartzite 

0.735 

Non-command 

Younger Alluvium 

2.452 

Non-command 

Younger Alluvium 

0.914 

Non-command 

Quartzite 

2.417 

Non-command 

Younger Alluvium 

1.249 

Non-command 

Quartzite 

2.573 

Non-command 

Quartzite 

3.090 

Non-command 

Younger Alluvium 

0.696 

Non-command 

Quartzite 

1.868 

Non-command 

Younger Alluvium 

1.868 

Non-command 

Quartzite 

2.879 

Non-command 

Quartzite 

0.547 

Non-command 

Younger Alluvium 

5.620 

Non-command 

Quartzite 

0.220 

Non-command 

Younger Alluvium 

2.060 

Non-command 

Younger Alluvium 

3.642 

Non-command 

Quartzite 

0.833 

Non-command 

Quartzite 

0.070 

Non-command 

Quartzite 

0.803 

Non-command 

Younger Alluvium 

4.343 

Non-command 

Younger Alluvium 

0.440 

Non-command 

Quartzite 

0.040 

Non-command 

Quartzite 

0.850 

Non-command 

Younger Alluvium 

3.845 

Non-command 

Quartzite 

0.940 

Non-command 

Younger Alluvium 

1.130 

Non-command 

Younger Alluvium 

0.007 

Non-command 

Younger Alluvium 

0.000 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

50,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

50,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

80,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.130 






























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Madhogarh 


Maliwara 


Med 


Nangal Bani 


Narhat 


Nekawala 


0806000900889600 


0812000201466400 


0812000201466600 


0806000900884900 


0806000900886900 


0812001101585600 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


(5) 


Fresh 


Fresh 


13.154 Fresh 



Noorpur 

0812001101585900 

2.655 

Fresh 

Norang Pura 

0812000201465100 

7.207 

Fresh 

Palri 

0812000201467100 

7.822 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Pando 

0812000201466900 

5.595 

Fresh 

Poorawala 

0812000201466500 

0.545 

Fresh 

Ramsinghpura 

0812000201467200 

2.910 

Fresh 


Non-command 


Non-command 


Non-command 


Ratanpura Haripura 

0812001101584300 

4.227 

Fresh 

Ratanpura Jatan 

0812001101584400 

1.580 

Fresh 

Satana 

0812000201465900 

9.049 

Fresh 

Sewara 

0812000201465300 

2.288 

Fresh 

Shakatpura 

0812000301477900 

3.673 

Fresh 

Shyampura 

0812000201466700 

6.863 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Surana 

0812000301477800 

5.735 

Fresh 

Talva 

0812000201468400 

17.524 

Fresh 


Non-command 


Non-command 


Teori 

0812000201465400 

3.329 

Fresh 

Todalari 

0812001101585200 

7.297 

Fresh 


Non-command 


Non-command 


03001012 



Viratnagar (m) 


Bachhamadi 


Bagdhari 


Bajhera 


Bansi Kalan 


Bansi Khurd 


Basairi 


Basaiya Abhai 


Basaiya Kalan 


Basua 


Beelauth 


Bharkau 


Bhot 


Chainpura 


Chak Shahna 


Dahra 


Dayawali 


Dhadholi 


Dhaur 


0812000241202000 

34.434 

0807000501019700 

7.321 

0807000701037500 

3.233 

0807000501019100 

1.687 

0807000701036800 

1.566 

0807000701034400 

3.716 

0807001001086000 

2.258 

0807000501020700 

1.143 


0807000501019200 

2.716 

0807000701036700 

3.507 

0807000501018700 

3.855 

0807000501018500 

1.862 

0807001001085100 

4.325 

0807000501019600 

3.874 

0807001001084600 

1.662 

0807000501018600 

6.266 



0807000701037000 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Quartzite 

0.091 

Non-command 

Quartzite 

0.560 

Non-command 

Quartzite 

12.789 

Non-command 

Quartzite 

0.008 

Non-command 

Quartzite 

0.560 

Non-command 

Quartzite 

4.065 

Non-command 

Younger Alluvium 

0.256 

Non-command 

Younger Alluvium 

1.397 

Non-command 

Quartzite 

5.031 

Non-command 

Quartzite 

1.605 

Non-command 

Younger Alluvium 

4.773 

Non-command 

Quartzite 

1.799 

Non-command 

Quartzite 

0.545 

Non-command 

Quartzite 

0.895 

Non-command 

Younger Alluvium 

1.817 

Non-command 

Younger Alluvium 

3.080 

Non-command 

Younger Alluvium 

1.414 

Non-command 

Quartzite 

7.548 

Non-command 

Quartzite 

1.563 

Non-command 

Younger Alluvium 

2.833 

Non-command 

Quartzite 

5.760 

Non-command 

Younger Alluvium 

0.802 

Non-command 

Quartzite 

1.497 

Non-command 

Younger Alluvium 

0.051 

Non-command 

Younger Alluvium 

3.927 

Non-command 

Quartzite 

11.620 

Non-command 

Younger Alluvium 

0.463 

Non-command 

Quartzite 

2.705 

Non-command 

Quartzite 

3.435 

Non-command 

Younger Alluvium 

1.920 

Non-command 

Quartzite 

1.064 

Non-command 

Older Alluvium 

3.314 

Non-command 

Older Alluvium 

3.233 

Non-command 

Older Alluvium 

1.687 

Non-command 

Older Alluvium 

1.501 

Non-command 

Older Alluvium 

1.093 

Non-command 

Older Alluvium 

0.651 

Non-command 

Older Alluvium 

0.138 

Non-command 

Older Alluvium 

0.019 

Non-command 

Older Alluvium 

2.716 

Non-command 

Older Alluvium 

0.284 

Non-command 

Older Alluvium 

3.731 

Non-command 

Older Alluvium 

1.248 

Non-command 

Older Alluvium 

1.918 

Non-command 

Older Alluvium 

3.874 

Non-command 

Older Alluvium 

0.028 

Non-command 

Older Alluvium 

0.604 

Non-command 

Older Alluvium 

1.214 

Non-command 

Older Alluvium 

0.207 

Non-command 

Older Alluvium 

2.669 

Non-command 

Older Alluvium 

0.005 

Non-command 

Older Alluvium 

0.676 

Non-command 

Older Alluvium 

3.987 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

50,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

110,000 

70,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

90,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.490 

0.490 

2.210 

2.210 

- 

- 

0.018 

0.018 

0.082 

0.557 

0.011 

0.064 

0.032 

0.190 

0.180 

0.180 

0.022 

0.022 

0.097 

0.097 

0.281 

0.281 

0.418 

0.418 

0.022 

0.022 

0.076 

0.076 

0.097 

0.335 

0.086 

0.324 

0.173 

0.173 

0.144 

0.144 

0.096 

0.365 

0.461 

0.461 

0.097 

0.097 

0.324 

0.324 

0.022 

0.022 

0.516 

0.910 

0.130 

0.130 

0.011 

0.011 

0.173 

0.173 

0.048 

0.393 

0.065 

0.421 

0.079 

0.079 

- 

0.583 

0.013 

0.229 

0.029 

0.191 















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


03001013 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Fatehpur 


Gagwana 


Habeebpur 


Hateejar 


Jaichauli 


Jhamri 


Kothen Kalan 


Kothen Khurd 


Lakhanpur 


Ludhabai 


Lulhara 


Mahua 


Mai 


Mamtoli 


Nagla Bhaua 


Nagla Churaman 


Paharsar 


Par 


Paraswara 


Raina 


Sewar 


Sewar Khurd 


Shahna 


Shahpur 


Shyorana 


Sukhawali 


Tanda 


Tehra Brahman 


Tohila 


Vamanpura 


Adhaiya Khurd 


Aghapur 


Ajan 


Anipur 


Araji Saiga 


Awar 


Census Code 

Area 


sq.km 

(3) 

(4) 

0807001001085000 

4.698 

0807000501019500 

2.691 

0807000701037300 

5.278 



0807000801059300 

7.279 

0807001001084800 

3.471 

0807000901066700 

4.288 

0807000501019300 

1.293 

0807000501019400 

0.893 

0807000501020600 

5.942 

0807000701036300 

3.441 


0807000501018900 

1.966 

0807000701037100 

5.972 


0807000501021100 

5.762 

0807001001084400 

1.444 

0807000501019000 

1.481 

0807000701036400 

1.406 

0807000501015700 

5.280 

0807000701037400 

1.644 

0807000501020900 

4.089 


0807000501015800 

1.897 

0807000707900001 

7.338 


0807000701037700 

0.777 

0807001001084500 

3.103 

0807000501018800 

4.011 

0807000701037800 

2.518 

0807000701037600 

2.299 

0807000701036900 

3.370 

0807001001084700 

4.532 


0807000501020500 

2.605 

0807000701036100 

3.380 


0.614 Fresh 


1.860 Fresh 



0.378 Fresh 


1.540 Fresh 


Saline 


0807000601029700 

1.567 

0807000701049000 

7.960 

0807000601023900 

13.087 

0807000701038300 

1.522 



0807000701045400 

0.373 

0807000601027800 

11.902 



( 6 ) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Ajan Lower Bund 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Ajan Lower Bund 


Non-command 


Ajan Lower Bund 


Non-command 


Ajan Lower Bund 


Non-command 


Ajan Lower Bund 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bharatpur Canal 


Non-command 


Non-command 


Non-command 


Bharatpur Canal 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

1.956 

Non-command 

Older Alluvium 

2.691 

Non-command 

Older Alluvium 

2.884 

Non-command 

Older Alluvium 

2.394 

Non-command 

Older Alluvium 

0.896 

Non-command 

Older Alluvium 

2.764 

Non-command 

Older Alluvium 

1.601 

Non-command 

Older Alluvium 

0.870 

Non-command 

Older Alluvium 

0.769 

Non-command 

Older Alluvium 

3.217 

Non-command 

Older Alluvium 

0.755 

Non-command 

Older Alluvium 

0.238 

Non-command 

Older Alluvium 

1.541 

Non-command 

Older Alluvium 

0.043 

Non-command 

Older Alluvium 

4.666 

Non-command 

Older Alluvium 

0.027 

Non-command 

Older Alluvium 

1.443 

Non-command 

Older Alluvium 

0.795 

Non-command 

Older Alluvium 

0.006 

Non-command 

Older Alluvium 

1.304 

Non-command 

Older Alluvium 

1.644 

Non-command 

Older Alluvium 

2.731 

Non-command 

Older Alluvium 

0.669 

Non-command 

Older Alluvium 

0.016 

Command 

Older Alluvium 

0.359 

Non-command 

Older Alluvium 

1.679 

Non-command 

Older Alluvium 

0.559 

Non-command 

Older Alluvium 

1.664 

Non-command 

Older Alluvium 

4.011 

Non-command 

Older Alluvium 

0.146 

Non-command 

Older Alluvium 

1.311 

Non-command 

Older Alluvium 

3.370 

Non-command 

Older Alluvium 

1.336 

Non-command 

Older Alluvium 

1.440 

Non-command 

Older Alluvium 

0.804 

Command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

1.097 

Command 

Older Alluvium 

0.587 

Non-command 

Older Alluvium 

0.028 

Command 

Older Alluvium 

0.402 

Non-command 

Older Alluvium 

1.458 

Command 

Older Alluvium 

0.317 

Non-command 

Older Alluvium 

0.061 

Non-command 

Older Alluvium 

0.048 

Non-command 

Older Alluvium 

0.122 

Non-command 

Older Alluvium 

0.401 

Non-command 

Older Alluvium 

0.320 

Command 

Older Alluvium 

0.596 

Non-command 

Older Alluvium 

1.520 

Non-command 

Older Alluvium 

0.001 

Non-command 

Older Alluvium 

0.373 

Command 

Older Alluvium 

1.142 

Non-command 

Older Alluvium 

3.276 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

110,000 

70,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

170,000 

90,000 

120 

110,000 

70,000 

120 

150,000 

120,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

110,000 

70,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

110,000 

90,000 

120 

90,000 

80,000 

120 

110,000 

90,000 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

90,000 

80,000 



Tube Wells with 
Wells Pumpset 
































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Bajhera 


Bansi Birahna 


Bansi Kalan 


Barakhur 


Barso ( Rural 


Basua 


Belara Kalan 


0807000701044800 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


5.081 Fresh 


Saline 


9.059 Fresh 


Saline 


4.997 Fresh 


2.163 Saline 



0807000701036800 

1.566 

0807000701042400 

2.507 

0807000701045300 

2.321 

0807000701036700 

3.507 

0807000601029800 

6.173 


3.045 Fresh 



28.252 Fresh 


Bhot 

0807001001085100 

4.325 

Fresh 

Bilawati 

0807000601025200 

2.323 

Saline 

Birawai 

0807000701046300 

1.343 

Fresh 


Borai 

0807000601033200 

2.922 

Fresh 

Chak Bahnera 

0807000701047100 

1.202 

Fresh 


Chak Baltikari 

0807000701043900 

2.036 

Fresh 

Chak Bhandor 

0807000701039600 

2.335 

Fresh 

Chak Borai 

0807000601033300 

0.874 

Fresh 

Chak Daulatpur 

0807000701043800 

3.838 

Fresh 


Chak Ghana Bhandor 

0807000701040000 

0.506 

Saline 

Chak Hathkauli 

0807000701044100 

2.568 

Fresh 

Chak Hindola No. 2 

0807000701034900 

0.330 

Saline 

Chak Luchpuri 

0807000601029400 

0.649 

Saline 

Chak Mahroli Mafi 

0807000701046500 

0.447 

Fresh 



Chak Nagla Karansingh 

0807000701039700 

0.675 

Fresh 

Chak Ramnagar 

0807000701047700 

1.182 

Fresh 

Chak Sakeetra 

0807000601030100 

2.526 

Fresh 

Chak Seh 

0807000601033100 

1.309 

Fresh 


( 6 ) 


Non-command 


Non-command 


Non-command 


Ajan Lower Bund 


Non-command 


Ajan Lower Bund 


Non-command 


Ajan Lower Bund 


Non-command 


Ajan Lower Bund 


Ajan Lower Bund 


Non-command 


Ajan Lower Bund 


Non-command 


Non-command 


Non-command 


Non-command 


Ajan Lower Bund 


Non-command 


Ajan Lower Bund 


Non-command 


Ajan Lower Bund 


Non-command 


Ajan Lower Bund 


Non-command 


Ajan Lower Bund 


Non-command 


Ajan Lower Bund 


Non-command 


Non-command 


Non-command 


Ajan Lower Bund 


Non-command 


Non-command 


Ajan Lower Bund 


Non-command 


Non-command 


Non-command 


Non-command 


Ajan Lower Bund 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Ajan Lower Bund 


Non-command 


Ajan Lower Bund 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.440 

Non-command 

Older Alluvium 

4.241 

Non-command 

Older Alluvium 

2.321 

Command 

Older Alluvium 

2.680 

Non-command 

Older Alluvium 

4.058 

Command 

Older Alluvium 

0.229 

Non-command 

Older Alluvium 

1.132 

Command 

Older Alluvium 

2.157 

Non-command 

Older Alluvium 

0.005 

Command 

Older Alluvium 

1.417 

Command 

Older Alluvium 

1.224 

Non-command 

Older Alluvium 

0.044 

Command 

Older Alluvium 

2.507 

Non-command 

Older Alluvium 

2.321 

Non-command 

Older Alluvium 

2.327 

Non-command 

Older Alluvium 

4.781 

Non-command 

Older Alluvium 

0.703 

Command 

Older Alluvium 

2.030 

Non-command 

Older Alluvium 

1.907 

Command 

Older Alluvium 

0.209 

Non-command 

Older Alluvium 

0.814 

Command 

Older Alluvium 

2.023 

Non-command 

Older Alluvium 

0.335 

Command 

Older Alluvium 

0.462 

Non-command 

Older Alluvium 

0.000 

Command 

Older Alluvium 

0.794 

Non-command 

Older Alluvium 

24.800 

Command 

Older Alluvium 

1.645 

Non-command 

Older Alluvium 

1.013 

Non-command 

Older Alluvium 

0.720 

Non-command 

Older Alluvium 

0.522 

Command 

Older Alluvium 

0.111 

Non-command 

Older Alluvium 

1.232 

Non-command 

Older Alluvium 

2.922 

Command 

Older Alluvium 

0.838 

Non-command 

Older Alluvium 

0.087 

Non-command 

Older Alluvium 

1.781 

Non-command 

Older Alluvium 

2.335 

Non-command 

Older Alluvium 

0.874 

Command 

Older Alluvium 

1.253 

Non-command 

Older Alluvium 

1.524 

Non-command 

Older Alluvium 

0.506 

Non-command 

Older Alluvium 

2.568 

Non-command 

Older Alluvium 

0.034 

Non-command 

Older Alluvium 

0.001 

Command 

Older Alluvium 

0.123 

Non-command 

Older Alluvium 

0.324 

Command 

Older Alluvium 

0.083 

Non-command 

Older Alluvium 

0.560 

Non-command 

Older Alluvium 

0.675 

Non-command 

Older Alluvium 

1.182 

Non-command 

Older Alluvium 

1.859 

Non-command 

Older Alluvium 

0.926 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

110,000 

90,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

110,000 

90,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

110,000 

70,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

110,000 

90,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

110,000 

90,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

110,000 

90,000 

120 

110,000 

90,000 



Tube Wells with 
Wells Pumpset 
























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 




Chak Shyorawali 


Chak Undra 


Dandoo 


Dayopura 


Dhanwara 


Dhokas 


Gadhaira 


Gangar Soli 


Gaonri 


Garhi Zalimsingh 


Ghana Bhandor 


Ghasaula 


Ghusyari 


Indoo 


Indrapura 


0807000701035200 


0807000701039900 


0807000701045500 


0807000701043600 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Census Code 

Area 


sq.km 

(3) 

(4) 

0807000701038600 

1.965 



0807000701050100 

0.463 

0807000701044300 

1.499 




Chichana 

0807000701051300 

3.236 

Fresh 

Chiksana 

0807000701044000 

4.316 

Fresh 



0807000601024400 

1.574 

0807000701047900 

3.924 

0807000601027100 

6.708 



0807000601025000 

0.714 

0807000601024900 

1.411 

0807000601023100 

3.344 

0807000701042800 

5.615 



1.784 Saline 


0.573 Saline 


3.534 Fresh 


2.401 Fresh 



Helak 

0807000601033700 

4.407 

Saline 

Hindola 

0807000701035000 

2.605 

Saline 

Ikaran 

0807000701044600 

5.464 

Saline 



0807000601024500 

4.262 

0807000601027300 

0.733 


Fresh 


Saline 


23.303 Saline 



Jarhara 

0807000601030200 

1.828 

Fresh 

Jatoli Ghana ( Rural) 

0807000701045200 

3.379 

Fresh 

Jharoli 

0807000701034600 

1.694 

Saline 

Jheelara ( Rural) 

0807000701038000 

2.203 

Fresh 

Jiroli 

0807000701042300 

2.087 

Saline 

Kakalpura 

0807000701035400 

1.036 

Saline 

Kanjoli 

0807000701039100 

2.353 

Fresh 



3.375 Fresh 


Saline 


( 6 ) 


Non-command 


Non-command 


Non-command 


Ajan Lower Bund 


Ajan Lower Bund 


Ajan Lower Bund 


Non-command 


Non-command 


Ajan Lower Bund 


Non-command 


Bharatpur Canal 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Ajan Lower Bund 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Ajan Lower Bund 


Non-command 


Ajan Lower Bund 


Non-command 


Ajan Lower Bund 


Non-command 


Non-command 


Non-command 


Ajan Lower Bund 


Non-command 


Non-command 


Non-command 


Non-command 


Ajan Lower Bund 


Bharatpur Canal 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Ajan Lower Bund 


Non-command 


Ajan Lower Bund 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.259 

Non-command 

Older Alluvium 

1.706 

Non-command 

Older Alluvium 

0.077 

Command 

Older Alluvium 

0.904 

Command 

Older Alluvium 

0.595 

Command 

Older Alluvium 

2.730 

Non-command 

Older Alluvium 

0.052 

Non-command 

Older Alluvium 

0.411 

Command 

Older Alluvium 

0.817 

Non-command 

Older Alluvium 

3.499 

Command 

Older Alluvium 

1.030 

Non-command 

Older Alluvium 

2.080 

Non-command 

Older Alluvium 

0.074 

Non-command 

Older Alluvium 

1.476 

Non-command 

Older Alluvium 

3.106 

Non-command 

Older Alluvium 

0.804 

Non-command 

Older Alluvium 

0.511 

Non-command 

Older Alluvium 

0.926 

Non-command 

Older Alluvium 

0.714 

Non-command 

Older Alluvium 

1.411 

Non-command 

Older Alluvium 

0.047 

Command 

Older Alluvium 

2.310 

Non-command 

Older Alluvium 

0.359 

Non-command 

Older Alluvium 

1.784 

Non-command 

Older Alluvium 

0.573 

Non-command 

Older Alluvium 

3.481 

Non-command 

Older Alluvium 

0.049 

Command 

Older Alluvium 

0.315 

Non-command 

Older Alluvium 

0.760 

Command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

2.356 

Command 

Older Alluvium 

1.984 

Non-command 

Older Alluvium 

0.627 

Non-command 

Older Alluvium 

4.336 

Non-command 

Older Alluvium 

2.033 

Command 

Older Alluvium 

1.679 

Non-command 

Older Alluvium 

0.773 

Non-command 

Older Alluvium 

0.918 

Non-command 

Older Alluvium 

0.641 

Non-command 

Older Alluvium 

0.092 

Command 

Older Alluvium 

9.389 

Command 

Older Alluvium 

0.011 

Non-command 

Older Alluvium 

4.283 

Non-command 

Older Alluvium 

0.814 

Non-command 

Older Alluvium 

3.379 

Non-command 

Older Alluvium 

0.549 

Non-command 

Older Alluvium 

2.203 

Command 

Older Alluvium 

1.788 

Non-command 

Older Alluvium 

1.036 

Command 

Older Alluvium 

0.065 

Non-command 

Older Alluvium 

2.288 

Non-command 

Older Alluvium 

3.198 

Non-command 

Older Alluvium 

0.177 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

110,000 

90,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

110,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

110,000 

90,000 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

90,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 










































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Kasot 

0807000401009600 

10.732 

Saline 

Khadera 

0807000701047500 

2.269 

Fresh 

Khan 

0807000601024300 

1.361 

Saline 

Khemra 

0807000701046100 

3.886 

Fresh 


Type of Area (Command / N< 
command) 



Khokhar 


Koomha 


Kumher (M) 


Kwardiya 


Madarpur 


Madhoni 


Nagla Baghera 


Nagla Bandh 


Nagla Budhsingh 


Nagla Churaman 


Nagla Dulheram 


Nagla Ganga 


Nagla Gopal ( Rural 


Nagla Harchand 


0807000701047800 


0807000601024600 


0807000701047400 


0807000640705000 


0807000601029300 


0807000601028600 


0807000701036400 


0807000701046900 


0807000601029200 


0807000701045100 


Saline 


Fresh 


Saline 


Fresh 


12.893 Fresh 



Fresh 


Saline 


2.510 Fresh 


Maharath 

0807000601024800 

1.321 

Saline 

Mahganwa 

0807000701040500 

6.405 

Saline 


Mahua 

0807000701037100 

5.972 

Saline 

Maigoojar 

0807000701051200 

0.561 

Fresh 

Malah 

0807000701047300 

6.094 

Fresh 

Maloni 

0807000701045800 

1.647 

Fresh 



Mehtoli 

0807000701046700 

1.221 

Fresh 

Moondota 

0807000701035500 

3.249 

Saline 

Moroli Kalan 

0807000701040700 

4.382 

Saline 

Moroli Khurd 

0807000701040600 

2.465 

Saline 

Murwara 

0807000701038200 

3.390 

Fresh 


0.887 Fresh 


Saline 



0.611 Saline 


1.406 Saline 


1.236 Fresh 


1.023 Fresh 


Saline 




2.038 Fresh 


Saline 


0.916 Saline 


( 6 ) 


Non-command 


Non-command 


Non-command 


Ajan Lower Bund 


Non-command 


Ajan Lower Bund 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Ajan Lower Bund 


Non-command 


Non-command 


Non-command 


Ajan Lower Bund 


Non-command 


Non-command 


Bharatpur Canal 


Non-command 


Non-command 


Non-command 


Non-command 


Ajan Lower Bund 


Non-command 


Ajan Lower Bund 


Non-command 


Non-command 


Non-command 


Bharatpur Canal 


Bharatpur Canal 


Ajan Lower Bund 


Non-command 


Non-command 


Non-command 


Ajan Lower Bund 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bharatpur Canal 


Non-command 


Non-command 


Non-command 


Bharatpur Canal 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.781 

Non-command 

Older Alluvium 

2.232 

Non-command 

Older Alluvium 

0.027 

Command 

Older Alluvium 

2.372 

Non-command 

Older Alluvium 

0.202 

Command 

Older Alluvium 

1.312 

Non-command 

Older Alluvium 

0.686 

Non-command 

Older Alluvium 

6.133 

Non-command 

Older Alluvium 

5.537 

Non-command 

Older Alluvium 

1.878 

Non-command 

Older Alluvium 

8.795 

Non-command 

Older Alluvium 

2.583 

Non-command 

Older Alluvium 

0.051 

Non-command 

Older Alluvium 

0.274 

Non-command 

Older Alluvium 

0.744 

Non-command 

Older Alluvium 

1.119 

Non-command 

Older Alluvium 

1.330 

Command 

Older Alluvium 

1.458 

Non-command 

Older Alluvium 

0.058 

Non-command 

Older Alluvium 

2.496 

Non-command 

Older Alluvium 

1.380 

Command 

Older Alluvium 

0.415 

Non-command 

Older Alluvium 

2.095 

Non-command 

Older Alluvium 

1.321 

Command 

Older Alluvium 

4.999 

Non-command 

Older Alluvium 

0.642 

Non-command 

Older Alluvium 

1.263 

Non-command 

Older Alluvium 

0.008 

Non-command 

Older Alluvium 

6.094 

Command 

Older Alluvium 

0.199 

Non-command 

Older Alluvium 

0.051 

Command 

Older Alluvium 

0.996 

Non-command 

Older Alluvium 

0.401 

Non-command 

Older Alluvium 

1.221 

Non-command 

Older Alluvium 

3.249 

Command 

Older Alluvium 

0.062 

Command 

Older Alluvium 

0.018 

Command 

Older Alluvium 

0.814 

Non-command 

Older Alluvium 

2.577 

Non-command 

Older Alluvium 

0.247 

Non-command 

Older Alluvium 

0.456 

Command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

0.829 

Non-command 

Older Alluvium 

0.190 

Non-command 

Older Alluvium 

1.400 

Non-command 

Older Alluvium 

1.002 

Non-command 

Older Alluvium 

0.507 

Command 

Older Alluvium 

0.014 

Non-command 

Older Alluvium 

0.449 

Non-command 

Older Alluvium 

1.814 

Non-command 

Older Alluvium 

0.224 

Command 

Older Alluvium 

0.736 

Non-command 

Older Alluvium 

0.180 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

110,000 

90,000 

120 

90,000 

80,000 

120 

110,000 

90,000 

120 

90,000 

80,000 

120 

110,000 

90,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

110,000 

90,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

110,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 











































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 




Nagla Hargovind 


Nagla Jeewana 


Nagla Jodhsingh 


Nagla Karansingh 


Nagla Kesariya 


Nagla Khoontela 


Nagla Lodha 


Nagla Mainthna 


Nagla Mana 


Nagla Manjhi 


Nagla Seekham 


Nagla Taroda 


Rundh Seh 


Sadpura 


Samaspur Khurd 


Sarsai 


0807000701046600 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Census Code 

Area 


sq.km 

(3) 

(4) 

0807000701035100 

4.515 

0807000601028400 

2.211 

0807000601028900 

3.173 



0807000701039800 

0.438 

0807000701044900 

0.984 

0807000601033800 

4.563 

0807000701042600 

1.478 

0807000601029900 

2.088 


0807000601030300 

0.590 

0807000601029100 

2.123 



0.995 Fresh 


Nagla Raoji 

0807000701035300 

1.972 

Saline 

Nagla Sawairam 

0807000601029000 

3.474 

Fresh 



1.283 Fresh 


Nagla Tuhiram 

0807000601028500 

3.237 

Saline 

Nauganwa 

0807000701042200 

4.721 

Saline 

Noh (Rural) 

0807000707900002 

6.868 

Fresh 



Peernagar 

0807000701042700 

2.012 

Saline 

Pichgai 

0807000601033600 

3.283 

Saline 

Pilua 

0807000701035600 

2.130 

Saline 

Piryani 

0807000701046000 

0.881 

Saline 

Ramnagar 

0807000701047600 

2.660 

Fresh 

Rudh Sakeetra 

0807000607900004 

1.110 

Fresh 

Rund Helak Bari 

0807000601032700 

8.052 

Saline 

Rundh Bansi Khurd 

0807000701034500 

1.939 

Saline 

Rundh Helak Chhoti 

0807000601032100 

0.577 

Saline 

Rundh Ikaran 

0807000701044700 

2.211 

Saline 



0.815 Fresh 


Saline 


0807000701038800 

0.822 

0807000701038500 

1.370 

0807000701045900 

1.831 

0807000601027400 

1.326 



Sendroli 


0807000701038400 


Saline 


2.625 Fresh 


Saline 


1.813 Fresh 


( 6 ) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Ajan Lower Bund 


Non-command 


Ajan Lower Bund 


Non-command 


Non-command 


Non-command 


Bharatpur Canal 


Non-command 


Bharatpur Canal 


Non-command 


Ajan Lower Bund 


Non-command 


Non-command 


Bharatpur Canal 


Non-command 


Bharatpur Canal 


Non-command 


Ajan Lower Bund 


Non-command 


Ajan Lower Bund 


Non-command 


Non-command 


Ajan Lower Bund 


Ajan Lower Bund 


Non-command 


Ajan Lower Bund 


Non-command 


Ajan Lower Bund 


Non-command 


Non-command 


Ajan Lower Bund 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Ajan Lower Bund 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Ajan Lower Bund 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.411 

Non-command 

Older Alluvium 

2.211 

Non-command 

Older Alluvium 

1.996 

Non-command 

Older Alluvium 

1.177 

Non-command 

Older Alluvium 

0.438 

Command 

Older Alluvium 

0.984 

Non-command 

Older Alluvium 

4.563 

Command 

Older Alluvium 

1.478 

Non-command 

Older Alluvium 

1.900 

Non-command 

Older Alluvium 

0.188 

Non-command 

Older Alluvium 

0.370 

Command 

Older Alluvium 

0.002 

Non-command 

Older Alluvium 

1.947 

Command 

Older Alluvium 

0.118 

Non-command 

Older Alluvium 

0.056 

Command 

Older Alluvium 

0.156 

Non-command 

Older Alluvium 

0.839 

Non-command 

Older Alluvium 

1.972 

Command 

Older Alluvium 

0.096 

Non-command 

Older Alluvium 

2.612 

Command 

Older Alluvium 

0.172 

Non-command 

Older Alluvium 

0.594 

Command 

Older Alluvium 

0.005 

Non-command 

Older Alluvium 

0.837 

Command 

Older Alluvium 

0.392 

Non-command 

Older Alluvium 

0.891 

Non-command 

Older Alluvium 

3.237 

Command 

Older Alluvium 

0.246 

Command 

Older Alluvium 

0.038 

Non-command 

Older Alluvium 

1.184 

Command 

Older Alluvium 

5.109 

Non-command 

Older Alluvium 

0.537 

Command 

Older Alluvium 

2.012 

Non-command 

Older Alluvium 

0.686 

Non-command 

Older Alluvium 

2.130 

Command 

Older Alluvium 

0.881 

Non-command 

Older Alluvium 

2.520 

Non-command 

Older Alluvium 

0.023 

Non-command 

Older Alluvium 

0.377 

Non-command 

Older Alluvium 

0.058 

Non-command 

Older Alluvium 

0.037 

Command 

Older Alluvium 

0.690 

Non-command 

Older Alluvium 

1.512 

Non-command 

Older Alluvium 

0.790 

Non-command 

Older Alluvium 

0.025 

Non-command 

Older Alluvium 

0.822 

Non-command 

Older Alluvium 

1.370 

Command 

Older Alluvium 

1.831 

Non-command 

Older Alluvium 

0.040 

Non-command 

Older Alluvium 

1.159 

Non-command 

Older Alluvium 

1.155 

Non-command 

Older Alluvium 

0.236 

Non-command 

Older Alluvium 

0.516 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

110,000 

90,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

110,000 

90,000 

120 

90,000 

80,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

110,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

110,000 

90,000 

120 

90,000 

80,000 

120 

110,000 

90,000 

120 

90,000 

80,000 

120 

150,000 

110,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 






























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



03001014 


Senthari 


Sewar 


Taharki 


Tatamar 


Tehra Lodha 


Thei 


Tonga (Rural) 


Tontpur ( Rural) 


Tuhiya 


Usrara 


Vamanpura 


Vijay Nagar 


Aghapur 


Ajan 


Alipur 


Atari 


Bachhamadi 


Bahnera 


0807000707900003 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


0807000601024700 

1.100 

0807000707900001 

7.338 




Sewar Khurd 

0807000701037700 

0.777 

Fresh 

Shreenagar ( Rural) 

0807000701045600 

31.146 

Fresh 

Shyorana 

0807000701037800 

2.518 

Fresh 


Sikrori 

0807000601025300 

8.407 

Saline 

Sinpini 

0807000701036500 

3.585 

Saline 

Sogar 

0807000601028300 

5.035 

Saline 


Sukhawali 

0807000701037600 

2.299 

Fresh 

Sunari 

0807000701045700 

3.192 

Fresh 



0807000701036600 

2.256 

0807000701035900 

1.617 


0807000701046800 

2.660 

0807000701044200 

2.272 



1.328 Fresh 


Saline 


1.643 Fresh 



1.345 Fresh 


Saline 


0807000601030400 

0.783 

0807000701036100 

3.380 


0807000601032800 

2.797 

0807000701049000 

7.960 

0807000701048400 

3.059 

0807000501020400 

2.711 



0807000501020300 

3.233 

0807000501019700 

7.321 

0807000701047200 

4.997 


Bahra Rekhpura 

0807001001086100 

2.583 

Fresh 

Bahrawali 

0807001001087400 

3.228 

Fresh 

Banji 

0807000701048000 

2.854 

Fresh 

Barah Mafi 

0807001001086900 

6.859 

Fresh 

Barha Patti 

0807001001085500 

2.850 

Fresh 


( 6 ) 


Non-command 


Non-command 


Ajan Lower Bund 


Non-command 


Non-command 


Non-command 


Ajan Lower Bund 


Non-command 


Non-command 


Non-command 


Bharatpur Canal 


Non-command 


Non-command 


Ajan Lower Bund 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Ajan Lower Bund 


Non-command 


Ajan Lower Bund 


Ajan Lower Bund 


Ajan Lower Bund 


Non-command 


Ajan Lower Bund 


Ajan Lower Bund 


Bharatpur Canal 


Non-command 


Ajan Lower Bund 


Bharatpur Canal 


Non-command 


Ajan Lower Bund 


Ajan Lower Bund 


Non-command 


Ajan Lower Bund 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Ajan Lower Bund 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

1.297 

Non-command 

Older Alluvium 

1.100 

Command 

Older Alluvium 

1.651 

Non-command 

Older Alluvium 

3.650 

Non-command 

Older Alluvium 

0.218 

Non-command 

Older Alluvium 

24.712 

Command 

Older Alluvium 

0.015 

Non-command 

Older Alluvium 

2.357 

Non-command 

Older Alluvium 

0.398 

Non-command 

Older Alluvium 

3.585 

Command 

Older Alluvium 

2.143 

Non-command 

Older Alluvium 

2.771 

Non-command 

Older Alluvium 

0.988 

Command 

Older Alluvium 

1.345 

Non-command 

Older Alluvium 

1.847 

Non-command 

Older Alluvium 

1.938 

Non-command 

Older Alluvium 

0.514 

Non-command 

Older Alluvium 

1.103 

Non-command 

Older Alluvium 

1.129 

Command 

Older Alluvium 

0.491 

Non-command 

Older Alluvium 

1.781 

Command 

Older Alluvium 

0.185 

Command 

Older Alluvium 

1.143 

Command 

Older Alluvium 

0.952 

Non-command 

Older Alluvium 

0.691 

Command 

Older Alluvium 

1.862 

Command 

Older Alluvium 

2.642 

Command 

Older Alluvium 

0.022 

Non-command 

Older Alluvium 

0.832 

Command 

Older Alluvium 

0.272 

Command 

Older Alluvium 

3.341 

Non-command 

Older Alluvium 

1.713 

Command 

Older Alluvium 

0.022 

Command 

Older Alluvium 

1.322 

Non-command 

Older Alluvium 

0.126 

Command 

Older Alluvium 

0.394 

Non-command 

Older Alluvium 

1.890 

Non-command 

Older Alluvium 

0.009 

Non-command 

Older Alluvium 

7.640 

Non-command 

Older Alluvium 

3.059 

Non-command 

Older Alluvium 

0.853 

Non-command 

Older Alluvium 

1.858 

Non-command 

Older Alluvium 

4.759 

Non-command 

Older Alluvium 

0.527 

Non-command 

Older Alluvium 

3.233 

Non-command 

Older Alluvium 

4.008 

Command 

Older Alluvium 

0.246 

Non-command 

Older Alluvium 

3.390 

Non-command 

Older Alluvium 

2.583 

Non-command 

Older Alluvium 

3.228 

Non-command 

Older Alluvium 

2.854 

Non-command 

Older Alluvium 

6.859 

Non-command 

Older Alluvium 

2.850 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

110,000 

90,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

110,000 

90,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

110,000 

70,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

150,000 

110,000 

120 

110,000 

70,000 

120 

110,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 






































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Barigha 


Barkhera 


Barkoli 


Basairi 


Bhaisa 


Bhot 


Bilan Chatpura 


Burana 


Chak Ajan 


Chak Bahnera 


Chak Choba 


Chak Darapur No. 1 


Chak Darapur No. 2 


Chak Dhobi 


Chak Ekta 


Chak Kaprola 


Chak Kazi 


Chak Kharka 


Chak Kurka 


Chak Nagla Phatiyar 


Chak Nagla Teeketa 


Chak Nashwariya 


Chak Nihal 


Chak Pichoona 


Chak Shahna 


Chak Shyorawali 


Chak Shyosingh 


Chak Unchagaon 


Chandanpura 


Chandoli 


Chichana 


Chokipura 


Churari Goojar 


Darapur 


Daulatgarh 


Dayawali 


Dayopura 


Dhanagarh 


Ekta 


Fatehpur 


Gahlau 


Gahnoli 


Garhi 


Ghasaula 


0807001001089500 


0807000901066800 


0807001001085400 


0807001001086000 




0807001001089200 

5.375 

0807001001085100 

4.325 

0807001001087500 

2.551 

0807001001090100 

2.549 

0807000701048500 

1.273 

0807000701047100 

1.202 



0807000701049800 

0.375 

0807000701050900 

2.432 

0807000701051000 

0.980 

0807000701050000 

0.597 

0807000701048100 

1.930 

0807000701048600 

0.675 

0807000701050200 

1.190 

0807001001085200 

1.071 

0807000701049200 

1.252 

0807000701050700 

1.002 

0807000701050400 

1.801 

0807000701050300 

0.940 

0807000501020000 

0.698 

0807001001087700 

1.120 

0807001001084600 

1.662 



0807000701050100 

0.463 

0807000701049900 

0.819 

0807000701048900 

0.526 

0807001001090800 

2.286 

0807001001090900 

3.462 

0807000701051300 

3.236 

0807000701049700 

1.573 

0807001001086600 

2.392 

0807000701050800 

1.419 

0807001001087000 

2.851 

0807000501020800 

3.033 

0807000701047900 

3.924 

0807000701051400 

2.762 

0807000701048200 

2.975 

0807001001085000 

4.698 

0807001001086700 

3.961 

0807001001089900 

3.781 

0807001001090200 

2.061 

0807000701045500 

3.534 


( 6 ) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Ajan Lower Bund 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

2.387 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

1.663 

Non-command 

Older Alluvium 

0.110 

Non-command 

Older Alluvium 

1.497 

Non-command 

Older Alluvium 

0.792 

Non-command 

Older Alluvium 

0.194 

Non-command 

Older Alluvium 

1.667 

Non-command 

Older Alluvium 

1.687 

Non-command 

Older Alluvium 

2.551 

Non-command 

Older Alluvium 

2.549 

Non-command 

Older Alluvium 

1.273 

Command 

Older Alluvium 

0.229 

Non-command 

Older Alluvium 

0.047 

Non-command 

Older Alluvium 

0.365 

Non-command 

Older Alluvium 

1.442 

Non-command 

Older Alluvium 

0.241 

Non-command 

Older Alluvium 

0.403 

Non-command 

Older Alluvium 

0.375 

Non-command 

Older Alluvium 

2.432 

Non-command 

Older Alluvium 

0.980 

Non-command 

Older Alluvium 

0.597 

Non-command 

Older Alluvium 

1.930 

Non-command 

Older Alluvium 

0.675 

Non-command 

Older Alluvium 

1.190 

Non-command 

Older Alluvium 

1.071 

Non-command 

Older Alluvium 

1.252 

Non-command 

Older Alluvium 

1.002 

Non-command 

Older Alluvium 

1.801 

Non-command 

Older Alluvium 

0.940 

Non-command 

Older Alluvium 

0.644 

Non-command 

Older Alluvium 

0.761 

Non-command 

Older Alluvium 

0.951 

Non-command 

Older Alluvium 

0.683 

Non-command 

Older Alluvium 

0.386 

Non-command 

Older Alluvium 

0.819 

Non-command 

Older Alluvium 

0.526 

Non-command 

Older Alluvium 

0.555 

Non-command 

Older Alluvium 

0.080 

Non-command 

Older Alluvium 

2.825 

Non-command 

Older Alluvium 

1.573 

Non-command 

Older Alluvium 

2.392 

Non-command 

Older Alluvium 

1.419 

Non-command 

Older Alluvium 

2.851 

Non-command 

Older Alluvium 

0.157 

Non-command 

Older Alluvium 

2.448 

Non-command 

Older Alluvium 

2.762 

Non-command 

Older Alluvium 

2.975 

Non-command 

Older Alluvium 

2.742 

Non-command 

Older Alluvium 

3.961 

Non-command 

Older Alluvium 

3.781 

Non-command 

Older Alluvium 

2.061 

Non-command 

Older Alluvium 

0.053 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

110,000 

70,000 

120 

150,000 

120,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

110,000 

70,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

120,000 

90,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

110,000 

70,000 

120 

150,000 

110,000 

120 

110,000 

70,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

150,000 

110,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 














































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Ghehari 


Gilgiliya Patti 


Haroli 


Hateejar 


Jahangeerpur 


Jaichauli 


Jhamri 


Jindpura 


Jugla Patti 


Kaimasi 


Kalyanpur 


Kaprola 


Kaproli 


Khadera 


Kharera 


Kharka 


Khijoori 


Khokhar 


Khudasa 


Kothen Kalan 


Kothen Khurd 


Kunder 


Kurka 


Lakhanpur 


Madariyapura 


Mahal 


Mai 


Maigoojar 


Mamtoli 


Milakpur 


Mudhera 


Nagla Abhairam 


Nagla Beeja 


Nagla Dulheram 


Census Code 

Area 

sq.km 

(3) 

(4) 

0807000701049600 

1.902 

0807001001086500 

1.709 

0807001001087800 

3.492 

0807000801059300 

7.279 

0807000501021200 

5.934 

0807001001084800 

3.471 

0807000901066700 

4.288 

0807001001089800 

3.490 

0807001001085600 

2.557 

0807001001086200 

2.156 

0807000701049400 

2.341 

0807000701048700 

1.416 

0807000701049100 

1.184 

0807000701047500 

2.269 

0807000701048300 

1.868 

0807001001084900 

6.890 

0807001001085300 

2.525 

0807001001090000 

2.392 

0807000701047800 

1.844 

0807001001089400 

5.359 

0807000501019300 

1.293 

0807000501019400 

0.893 

0807001001088800 

5.194 

0807001001088900 

10.374 

0807000501020600 

5.942 



0807001001087300 

1.763 

0807001001089600 

0.422 

0807000501021100 

5.762 

0807000701051200 

0.561 

0807001001084400 

1.444 

0807000901070700 

6.048 

0807001001086300 

2.542 

0807000701051100 

1.117 

0807001001088300 

2.708 

0807000701046900 

1.236 


Nagla Kalyan 

0807001001088700 

3.058 

Fresh 

Nagla Kalyanpur 

0807000701049300 

4.111 

Fresh 

Nagla Mai 

0807000501021000 

4.441 

Fresh 

Nagla Phatiyar 

0807000701050600 

1.445 

Fresh 

Nagla Radhey 

0807001001089300 

3.802 

Fresh 

Nagla Sewa Kurwariya 

0807000901067900 

0.989 

Fresh 

Nagla Teeketa 

0807000701050500 

1.147 

Fresh 

Nagla Tehriyan Khalsa 

0807001001088500 

1.897 

Fresh 

Nagla Tehriyan Mafi 

0807001001088400 

0.533 

Fresh 

Nagla Tiketa 

0807001001086400 

1.027 

Fresh 

Nekpur 

0807001001087900 

7.857 

Fresh 

Odel Gaddi 

0807001001090500 

12.266 

Fresh 

Pana 

0807001001088600 

4.590 

Fresh 

Paraswara 

0807000501020900 

4.089 

Fresh 

Pasaunra 

0807001001090300 

0.882 

Fresh 

Peepli 

0807000901070600 

1.883 

Fresh 


( 6 ) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Ajan Lower Bund 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

1.902 

Non-command 

Older Alluvium 

1.709 

Non-command 

Older Alluvium 

3.086 

Non-command 

Older Alluvium 

1.224 

Non-command 

Older Alluvium 

1.642 

Non-command 

Older Alluvium 

0.707 

Non-command 

Older Alluvium 

2.203 

Non-command 

Older Alluvium 

2.849 

Non-command 

Older Alluvium 

2.557 

Non-command 

Older Alluvium 

2.156 

Non-command 

Older Alluvium 

2.341 

Non-command 

Older Alluvium 

1.416 

Non-command 

Older Alluvium 

1.184 

Non-command 

Older Alluvium 

0.037 

Non-command 

Older Alluvium 

1.868 

Non-command 

Older Alluvium 

6.890 

Non-command 

Older Alluvium 

2.525 

Non-command 

Older Alluvium 

2.392 

Non-command 

Older Alluvium 

1.158 

Non-command 

Older Alluvium 

0.025 

Non-command 

Older Alluvium 

0.422 

Non-command 

Older Alluvium 

0.124 

Non-command 

Older Alluvium 

4.946 

Non-command 

Older Alluvium 

0.694 

Non-command 

Older Alluvium 

0.865 

Non-command 

Older Alluvium 

1.860 

Non-command 

Older Alluvium 

1.752 

Non-command 

Older Alluvium 

0.422 

Non-command 

Older Alluvium 

4.923 

Non-command 

Older Alluvium 

0.553 

Non-command 

Older Alluvium 

0.001 

Non-command 

Older Alluvium 

0.717 

Non-command 

Older Alluvium 

2.542 

Non-command 

Older Alluvium 

1.117 

Non-command 

Older Alluvium 

2.708 

Command 

Older Alluvium 

0.010 

Non-command 

Older Alluvium 

0.224 

Non-command 

Older Alluvium 

1.773 

Non-command 

Older Alluvium 

4.111 

Non-command 

Older Alluvium 

3.279 

Non-command 

Older Alluvium 

1.445 

Non-command 

Older Alluvium 

0.194 

Non-command 

Older Alluvium 

0.097 

Non-command 

Older Alluvium 

1.147 

Non-command 

Older Alluvium 

1.297 

Non-command 

Older Alluvium 

0.533 

Non-command 

Older Alluvium 

1.027 

Non-command 

Older Alluvium 

7.857 

Non-command 

Older Alluvium 

5.707 

Non-command 

Older Alluvium 

2.429 

Non-command 

Older Alluvium 

0.689 

Non-command 

Older Alluvium 

0.819 

Non-command 

Older Alluvium 

0.001 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

150,000 

110,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

170,000 

90,000 

120 

120,000 

90,000 

120 

110,000 

70,000 

120 

150,000 

120,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

150,000 

110,000 

120 

110,000 

70,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

120,000 

90,000 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

150,000 

120,000 

120 

110,000 

70,000 

120 

150,000 

110,000 

120 

110,000 

70,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

110,000 

70,000 

120 

150,000 

110,000 

120 

120,000 

90,000 

120 

150,000 

110,000 

120 

110,000 

70,000 

120 

150,000 

120,000 

120 

150,000 

110,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

120,000 

90,000 

120 

110,000 

70,000 

120 

150,000 

120,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 






















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


03001015 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Raheempur 


Ramnagar 


Rundh Kharka 


Sanhooli 


Sedpura 


Shahna 


Shekhpur 


Sheri Kalan 


Sheri Khurd 


Shreenagar ( Rural ’ 


Sikroda 


Sonothi 


Tehra Brahman 


Tehra Ghori Banjara 


Tehra Lodha 


Tihiya Patti 


Tohila 


Uchchain 


Unchagaon 


Wanshibagri 


Akbarpur 


Alipur 


Bahar Khoh 


Balahera 


Census Code 

Area 


sq.km 

(3) 

(4) 

0807001001087600 

9.964 

0807000501020100 

8.825 



0807001001088000 

1.463 

0807000701047600 

2.660 

0807001001086800 

2.042 

0807000701051500 

2.123 

0807001001089700 

2.403 

0807001001084500 

3.103 


0807000901067000 

3.331 

0807001001088100 

1.419 

0807001001088200 

1.227 

0807000701045600 

31.146 

0807001001087100 

4.695 

0807001001089000 

4.622 

0807001001084700 

4.532 




0807000701049500 


0807000701046800 


0807001001085800 


0807000501020500 


0807001001085700 


0807000701048800 


0807001001087200 


0811000201365600 


0807000801051700 


0811000101360400 


0807000801052600 



1.928 Fresh 


Saline 


0811000201367000 

5.292 

0811000101360500 

9.921 


Saline 


4.799 Fresh 




3.971 Fresh 


Saline 


1.672 Fresh 


Berkhera 

0811000201365200 

4.744 

Fresh 

Bhapur 

0811000201366100 

1.057 

Fresh 

BhopurTappa 

0811000201366200 

4.064 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Dhigariya Kapoor 


Dhol Khera 


0811000101359100 


0811000201364300 


2.932 Fresh 


Saline 


3.310 Fresh 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

7.865 

Non-command 

Older Alluvium 

5.019 

Non-command 

Older Alluvium 

1.889 

Non-command 

Older Alluvium 

1.463 

Non-command 

Older Alluvium 

0.140 

Non-command 

Older Alluvium 

2.042 

Non-command 

Older Alluvium 

2.123 

Non-command 

Older Alluvium 

2.403 

Non-command 

Older Alluvium 

0.670 

Non-command 

Older Alluvium 

0.769 

Non-command 

Older Alluvium 

0.299 

Non-command 

Older Alluvium 

1.419 

Non-command 

Older Alluvium 

1.227 

Non-command 

Older Alluvium 

6.433 

Non-command 

Older Alluvium 

4.695 

Non-command 

Older Alluvium 

0.056 

Non-command 

Older Alluvium 

1.382 

Non-command 

Older Alluvium 

0.374 

Non-command 

Older Alluvium 

1.106 

Non-command 

Older Alluvium 

1.531 

Non-command 

Older Alluvium 

3.415 

Non-command 

Older Alluvium 

1.801 

Non-command 

Older Alluvium 

2.771 

Non-command 

Older Alluvium 

2.010 

Non-command 

Older Alluvium 

3.049 

Non-command 

Younger Alluvium 

0.598 

Non-command 

Older Alluvium 

1.857 

Non-command 

Younger Alluvium 

0.402 

Non-command 

Older Alluvium 

1.518 

Non-command 

Older Alluvium 

0.011 

Non-command 

Older Alluvium 

3.540 

Non-command 

Older Alluvium 

0.257 

Non-command 

Older Alluvium 

0.789 

Non-command 

Younger Alluvium 

2.936 

Non-command 

Younger Alluvium 

0.321 

Non-command 

Younger Alluvium 

1.091 

Non-command 

Older Alluvium 

3.714 

Non-command 

Older Alluvium 

0.079 

Non-command 

Younger Alluvium 

7.000 

Non-command 

Younger Alluvium 

2.497 

Non-command 

Older Alluvium 

0.484 

Non-command 

Younger Alluvium 

0.572 

Non-command 

Older Alluvium 

0.152 

Non-command 

Older Alluvium 

0.413 

Non-command 

Older Alluvium 

0.255 

Non-command 

Younger Alluvium 

0.429 

Non-command 

Younger Alluvium 

4.744 

Non-command 

Younger Alluvium 

0.469 

Non-command 

Older Alluvium 

0.872 

Non-command 

Younger Alluvium 

3.191 

Non-command 

Younger Alluvium 

0.147 

Non-command 

Younger Alluvium 

0.103 

Non-command 

Older Alluvium 

0.046 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

110,000 

70,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

110,000 

70,000 

120 

150,000 

110,000 

120 

110,000 

70,000 

120 

150,000 

110,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

90,000 

80,000 

120 

150,000 

120,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

150,000 

110,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

110,000 

70,000 

120 

90,000 

80,000 

120 

110,000 

70,000 

120 

150,000 

110,000 

120 

110,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

90,000 

50,000 

120 

170,000 

90,000 

120 

90,000 

80,000 

120 

170,000 

90,000 

120 

90,000 

80,000 

120 

170,000 

90,000 

120 

120,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

50,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

50,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

180,000 

120,000 

120 

80,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

90,000 

50,000 

120 

80,000 

60,000 



Tube Wells with 
Wells Pumpset 


































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Doolhapura 

0811000201365300 

2.755 

Fresh 

Gagwana 

0811000201369400 

6.563 

Fresh 

Ghalawata 

0806001200952600 

3.942 

Fresh 

Guwarki 

0811000201368300 

5.024 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Hingota 


Hurla 


0807000801053000 


0811000201368200 


1.437 Fresh 


4.640 Fresh 


Non-command 


Non-command 


Jaswar 


0807000801051800 



9.619 Fresh 


Saline 


5.246 Fresh 


2.538 Fresh 


Saline 


4.550 Fresh 


Kamalpur 

0811000201365500 

1.755 

Fresh 

Kamalpura 

0807000801055800 

5.683 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kankarwas 


0811000101360300 



Khohra 


Kuti Sawdas 


Maharajpura 


Malahera 


Manyapura 


Moondphori 


Motooka 


Nadna 


Nagla Bhawla 


Nawalpura 


Norangwara 


3.229 Fresh 


Saline 


0811000201366400 

2.919 

0811000201366300 

4.228 



5.188 Fresh 



Non-command 


Non-command 


Non-command 


Non-command 



Kherli Narayan Singh 

0811000201366500 

2.332 

Fresh 

Khoh Kalan 

0811000201367100 

3.825 

Fresh 


Non-command 


Non-command 



0807000801051900 

1.750 

0806001200952500 

1.546 

0807000801052100 

2.617 




3.518 Fresh 


Saline 


0807000801053100 

0.919 

0811000201364400 

1.751 

0811000201368700 

5.638 


0811000201365900 

0.953 

0811000201365000 

2.033 

0807000801052200 

3.351 




0807000801052400 


3.458 Fresh 


Saline 


1.691 Fresh 


Saline 



Pakhar 

0811000201363500 

7.245 

Fresh 

Pali 

0811000201366000 

3.811 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Younger Alluvium 

1.869 

Non-command 

Younger Alluvium 

2.755 

Non-command 

Older Alluvium 

0.047 

Non-command 

Older Alluvium 

1.257 

Non-command 

Older Alluvium 

0.700 

Non-command 

Younger Alluvium 

0.177 

Non-command 

Older Alluvium 

0.036 

Non-command 

Younger Alluvium 

0.043 

Non-command 

Older Alluvium 

0.975 

Non-command 

Younger Alluvium 

1.998 

Non-command 

Older Alluvium 

0.119 

Non-command 

Older Alluvium 

0.419 

Non-command 

Older Alluvium 

1.775 

Non-command 

Younger Alluvium 

3.471 

Non-command 

Younger Alluvium 

0.889 

Non-command 

Younger Alluvium 

0.027 

Non-command 

Older Alluvium 

0.033 

Non-command 

Younger Alluvium 

4.095 

Non-command 

Younger Alluvium 

1.095 

Non-command 

Older Alluvium 

0.084 

Non-command 

Younger Alluvium 

1.929 

Non-command 

Younger Alluvium 

0.777 

Non-command 

Younger Alluvium 

1.335 

Non-command 

Older Alluvium 

2.035 

Non-command 

Older Alluvium 

4.219 

Non-command 

Younger Alluvium 

0.009 

Non-command 

Older Alluvium 

0.346 

Non-command 

Younger Alluvium 

4.177 

Non-command 

Older Alluvium 

1.371 

Non-command 

Older Alluvium 

3.309 

Non-command 

Younger Alluvium 

0.000 

Non-command 

Older Alluvium 

1.749 

Non-command 

Older Alluvium 

0.128 

Non-command 

Older Alluvium 

0.037 

Non-command 

Older Alluvium 

2.580 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

3.033 

Non-command 

Older Alluvium 

0.079 

Non-command 

Younger Alluvium 

0.000 

Non-command 

Older Alluvium 

0.130 

Non-command 

Younger Alluvium 

1.480 

Non-command 

Younger Alluvium 

0.184 

Non-command 

Younger Alluvium 

2.033 

Non-command 

Older Alluvium 

1.274 

Non-command 

Older Alluvium 

2.077 

Non-command 

Older Alluvium 

1.498 

Non-command 

Older Alluvium 

0.018 

Non-command 

Older Alluvium 

0.232 

Non-command 

Older Alluvium 

0.492 

Non-command 

Older Alluvium 

0.456 

Non-command 

Younger Alluvium 

1.401 

Non-command 

Older Alluvium 

1.707 

Non-command 

Younger Alluvium 

0.933 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

180,000 

120,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

170,000 

90,000 

120 

120,000 

90,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

170,000 

90,000 

120 

90,000 

80,000 

120 

170,000 

90,000 

120 

120,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

170,000 

90,000 

120 

120,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

170,000 

90,000 

120 

120,000 

90,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

180,000 

120,000 

120 

170,000 

90,000 

120 

90,000 

80,000 

120 

170,000 

90,000 

120 

90,000 

80,000 

120 

170,000 

90,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

170,000 

90,000 

120 

90,000 

80,000 

120 

170,000 

90,000 

120 

90,000 

80,000 

120 

170,000 

90,000 

120 

90,000 

80,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 








































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Patti Kayampur 


Peeplipara 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


1.989 Fresh Non-command 


Parla 

0811000201364800 

1.805 

Fresh 

Pathena 

0807000801052500 

13.530 

Fresh 


Non-command 


Non-command 



0811000201369000 


0811000201368600 


Saline Non-command 


Fresh Non-command 


4.144 Fresh Non-command 



Ramgarh 

0811000201365700 

3.415 

Fresh 

Raseedpur 

0811000201363700 

6.214 

Fresh 


Non-command 


Non-command 



Samoochi 

0806001200951600 

10.401 

Saline 

Sarangpur 

0811000201366600 

1.447 

Fresh 

Seet 

0811000201363600 

4.367 

Fresh 


Non-command 


Non-command 


Non-command 


Shahadpur 

0811000201365800 

2.848 

Fresh 

Sinduki 

0811000201367300 

3.240 

Fresh 


Non-command 


Non-command 


03001016 


Teekri Jafaran 

0811000201367500 

3.219 

Fresh 

Todra 

0811000201367200 

1.575 

Fresh 


Antarhera 


Ataripura 


Aund Brahman 


Aund Goojar 


Aund Meena 


Bachhren 


Bajhera Khurd 


Non-command 


Non-command 



Valeen 

0811000201365400 

1.914 

Fresh 

Veergaon 

0811000201364900 

2.170 

Fresh 

Vishala 

0811000201368900 

2.178 

Fresh 


Fresh Non-command 


Saline Non-command 


Fresh Non-command 


Non-command 


Non-command 


Non-command 



Akbarpur 

0811000201365600 

1.063 

Fresh 

Allapur 

0811000201367700 

0.749 

Fresh 

Amarpur 

0811000201371100 

4.379 

Fresh 

Anatpura 

0809000101180600 

5.426 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



0809000101180400 

4.153 

0807000801057700 

1.466 

0811000201373500 

3.146 

0811000201373300 

3.857 

0811000201373400 

3.985 

0807000801055600 

9.264 

0807000801060800 

3.384 




Saline 


9.921 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.209 

Non-command 

Younger Alluvium 

0.581 

Non-command 

Younger Alluvium 

0.186 

Non-command 

Older Alluvium 

3.801 

Non-command 

Younger Alluvium 

0.069 

Non-command 

Older Alluvium 

0.534 

Non-command 

Older Alluvium 

0.025 

Non-command 

Older Alluvium 

0.090 

Non-command 

Younger Alluvium 

3.142 

Non-command 

Older Alluvium 

1.830 

Non-command 

Younger Alluvium 

0.705 

Non-command 

Younger Alluvium 

0.230 

Non-command 

Older Alluvium 

3.700 

Non-command 

Younger Alluvium 

2.514 

Non-command 

Older Alluvium 

0.176 

Non-command 

Younger Alluvium 

3.379 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

0.306 

Non-command 

Older Alluvium 

2.573 

Non-command 

Younger Alluvium 

1.793 

Non-command 

Younger Alluvium 

0.195 

Non-command 

Older Alluvium 

1.917 

Non-command 

Younger Alluvium 

1.323 

Non-command 

Younger Alluvium 

0.480 

Non-command 

Older Alluvium 

1.561 

Non-command 

Younger Alluvium 

0.015 

Non-command 

Older Alluvium 

0.053 

Non-command 

Younger Alluvium 

4.307 

Non-command 

Younger Alluvium 

2.377 

Non-command 

Younger Alluvium 

0.685 

Non-command 

Older Alluvium 

0.061 

Non-command 

Younger Alluvium 

1.140 

Non-command 

Younger Alluvium 

1.543 

Non-command 

Younger Alluvium 

1.793 

Non-command 

Older Alluvium 

0.240 

Non-command 

Younger Alluvium 

0.205 

Non-command 

Older Alluvium 

0.890 

Non-command 

Quartzite 

2.297 

Non-command 

Younger Alluvium 

0.003 

Non-command 

Older Alluvium 

0.719 

Non-command 

Older Alluvium 

3.526 

Non-command 

Older Alluvium 

4.554 

Non-command 

Quartzite 

0.871 

Non-command 

Older Alluvium 

1.789 

Non-command 

Older Alluvium 

1.466 

Non-command 

Older Alluvium 

0.490 

Non-command 

Older Alluvium 

1.132 

Non-command 

Older Alluvium 

1.190 

Non-command 

Older Alluvium 

0.115 

Non-command 

Older Alluvium 

2.430 

Non-command 

Older Alluvium 

0.945 

Non-command 

Older Alluvium 

0.172 

Non-command 

Younger Alluvium 

0.139 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

170,000 

90,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

150,000 

100,000 

120 

90,000 

70,000 

120 

170,000 

90,000 

120 

120,000 

90,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

170,000 

90,000 

120 

80,000 

50,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

250,000 

200,000 

120 

150,000 

120,000 

120 

250,000 

200,000 

120 

90,000 

80,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

170,000 

90,000 

120 

170,000 

90,000 

120 

90,000 

80,000 

120 

110,000 

90,000 

120 

110,000 

90,000 



Tube Wells with 
Wells Pumpset 












































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Balloopura 


Bara Khurd 


Barauli 


Bareetki 


Bhagwanpur 


Bhaisapatti Kalan 


Bhaisapatti Khurd 


Bhaiseena 


Bhajera 


Birana 


Birunda 


Boraj 


Chaintoli 


Choorpura 


Churkhera 


Dantli 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


4.799 Fresh Non-command 


9.042 Fresh Non-command 


0811000201372200 

3.921 

0807000801059900 

2.198 

0807000801057500 

6.440 



0811000201370400 

0.958 

0807000801055500 

2.569 

0809000101182500 

3.039 

0809000101182400 

4.183 

0809000101180800 

4.035 

0809000101181100 

2.202 



Bhanakpura 

0809000101180700 

1.166 

Fresh 

Bhopur Shahpur 

0811000201372000 

5.263 

Fresh 

Bhusawar (M) 

0807000840707000 

19.826 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0811000201370300 

2.167 

0811000201369700 

1.667 

0807000801056200 

0.742 

0807000801055200 

2.123 


0809000101182600 

1.715 

0811000201371000 

1.490 

0809000101181200 

2.606 



Deewali 

0807000801055900 

2.927 

Fresh 

Dhanturi 

0811000201367900 

2.691 

Fresh 

Dorawali 

0809000101185900 

5.329 

Fresh 

Faujipura 

0807000801056000 

1.001 

Fresh 

Gagwana 

0811000201369400 

6.563 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


2.390 Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 




Gahnoli 

0811000201372100 

5.209 

Fresh 

Gangroli 

0807000801060100 

2.934 

Saline 

Garhi Patti 

0811000201369800 

1.881 

Fresh 

Garhi Sadh 

0807000801056300 

1.883 

Fresh 

Gazipur 

0811000201371900 

8.030 

Fresh 

Ghatri 

0807000801061200 

6.006 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Gohandi Meena 

0811000201373700 

3.073 

Fresh 

Goojar Kheriya 

0811000201371200 

3.316 

Fresh 

Guwarki 

0811000201368300 

5.024 

Fresh 


Non-command 


Non-command 


Non-command 


Handiya 

0811000201367600 

5.248 

Fresh 

Hasilpur 

0811000201368500 

1.055 

Fresh 

Hatauri 

0807000801061100 

6.998 

Fresh 


Non-command 


Non-command 


Non-command 


Hisamada 

0807000801060200 

3.486 

Saline 

Hurla 

0811000201368200 

4.640 

Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

3.006 

Non-command 

Younger Alluvium 

0.737 

Non-command 

Older Alluvium 

0.470 

Non-command 

Quartzite 

0.809 

Non-command 

Older Alluvium 

3.921 

Non-command 

Older Alluvium 

0.016 

Non-command 

Older Alluvium 

3.571 

Non-command 

Older Alluvium 

2.680 

Non-command 

Older Alluvium 

0.958 

Non-command 

Older Alluvium 

2.569 

Non-command 

Older Alluvium 

0.290 

Non-command 

Older Alluvium 

0.165 

Non-command 

Older Alluvium 

1.996 

Non-command 

Older Alluvium 

1.815 

Non-command 

Quartzite 

0.371 

Non-command 

Older Alluvium 

1.166 

Non-command 

Older Alluvium 

5.263 

Non-command 

Older Alluvium 

19.818 

Non-command 

Quartzite 

0.007 

Non-command 

Older Alluvium 

2.162 

Non-command 

Older Alluvium 

1.661 

Non-command 

Older Alluvium 

0.742 

Non-command 

Older Alluvium 

0.002 

Non-command 

Older Alluvium 

0.204 

Non-command 

Older Alluvium 

0.984 

Non-command 

Older Alluvium 

1.452 

Non-command 

Older Alluvium 

0.291 

Non-command 

Quartzite 

0.308 

Non-command 

Older Alluvium 

2.180 

Non-command 

Quartzite 

0.210 

Non-command 

Older Alluvium 

2.011 

Non-command 

Older Alluvium 

2.691 

Non-command 

Older Alluvium 

2.930 

Non-command 

Older Alluvium 

0.991 

Non-command 

Older Alluvium 

6.344 

Non-command 

Younger Alluvium 

0.007 

Non-command 

Older Alluvium 

5.182 

Non-command 

Older Alluvium 

2.169 

Non-command 

Older Alluvium 

1.843 

Non-command 

Older Alluvium 

1.883 

Non-command 

Older Alluvium 

8.008 

Non-command 

Older Alluvium 

0.232 

Non-command 

Quartzite 

5.040 

Non-command 

Older Alluvium 

0.052 

Non-command 

Older Alluvium 

3.183 

Non-command 

Older Alluvium 

4.142 

Non-command 

Younger Alluvium 

0.005 

Non-command 

Older Alluvium 

3.388 

Non-command 

Older Alluvium 

1.055 

Non-command 

Older Alluvium 

0.750 

Non-command 

Quartzite 

1.831 

Non-command 

Older Alluvium 

0.252 

Non-command 

Older Alluvium 

1.505 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

170,000 

90,000 

120 

80,000 

50,000 

120 

80,000 

60,000 

120 

90,000 

80,000 

120 

170,000 

90,000 

120 

90,000 

80,000 

120 

80,000 

60,000 

120 

170,000 

90,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

150,000 

120,000 

120 

250,000 

200,000 

120 

80,000 

60,000 

120 

170,000 

90,000 

120 

80,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

170,000 

90,000 

120 

170,000 

90,000 

120 

90,000 

80,000 

120 

250,000 

200,000 

120 

80,000 

60,000 

120 

250,000 

200,000 

120 

150,000 

120,000 

120 

170,000 

90,000 

120 

80,000 

50,000 

120 

170,000 

90,000 

120 

80,000 

60,000 

120 

250,000 

200,000 

120 

170,000 

90,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

80,000 

120 

80,000 

60,000 

120 

170,000 

90,000 

120 

80,000 

60,000 

120 

170,000 

90,000 

120 

80,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

170,000 

90,000 

120 

80,000 

50,000 

120 

90,000 

80,000 

120 

80,000 

60,000 



Tube Wells with 
Wells Pumpset 


























































































































































































































































































































































































































































































































































































































































































































































































Village 

Zone 
(Fresh / 
Saline) 

Type of Area (Command / N< 
command) 

Name 

Census Code 

Area 

sq.km 

(2) 

(3) 

(4) 

(5) 

(6) 






Itamada 

0807000801057400 

5.086 

Fresh 

Non-command 




Saline 

Non-command 

Jagjiwanpur 

0807000801060600 

2.701 

Fresh 

Non-command 

Jagrampur 

0811000201370500 

1.968 

Fresh 

Non-command 

Jhareesa 

0809000101182300 

3.864 

Fresh 

Non-command 

Jhoonthahera Khurd 

0811000101360800 

4.550 

Fresh 

Non-command 






Jodhpura 

0809000101183000 

1.548 

Fresh 

Non-command 

Kalohar 

0807000801057000 

3.282 

Fresh 

Non-command 






Kamalpur 

0811000201365500 

1.755 

Fresh 

Non-command 

Kamalpura 

0807000801055800 

5.683 

Fresh 

Non-command 

Kamalpuriya Ka Pura 

0809000101186000 

3.209 

Fresh 

Non-command 

Karanpur 

0809000101180500 

2.477 

Fresh 

Non-command 

Kayampur 

0811000201369200 

2.305 

Fresh 

Non-command 

Khanpur 

0811000201373600 

3.269 

Fresh 

Non-command 

Khawda 

0811000201371800 

5.206 

Fresh 

Non-command 

Kheriya 

0809000101185800 

3.177 

Fresh 

Non-command 

Kherla Gadali 

0811000201372400 

2.702 

Fresh 

Non-command 

Khirkhiri 

0809000101183100 

0.251 

Fresh 

Non-command 

Khirni 

0807000801056600 

1.186 

Fresh 

Non-command 

Khohra 

0811000201373200 

2.381 

Fresh 

Non-command 

Khohra Nandsingh 

0811000201370000 

2.295 

Fresh 

Non-command 

Khohri 

0811000201370700 

3.373 

Fresh 

Non-command 

Khonch Puri 

0811000201370900 

2.652 

Fresh 

Non-command 

Kirti Nagla 

0811000201369900 

3.431 

Fresh 

Non-command 

Kondla 

0811000201373900 

1.961 

Fresh 

Non-command 

Kotki 

0807000801057100 

1.321 

Fresh 

Non-command 

Kutakpur 

0811000201371600 

3.780 

Fresh 

Non-command 

Lalpur 

0811000201372600 

1.462 

Fresh 

Non-command 

Langripura 

0811000201371400 

3.157 

Fresh 

Non-command 

Machan Ka Pura 

0811000201372800 

1.255 

Fresh 

Non-command 

Madhopura 

0809000101182700 

1.105 

Fresh 

Non-command 

Mahtoli 

0807000801055100 

2.184 

Saline 

Non-command 

Mahwa (CT) 

0811000241103000 

2.692 

Fresh 

Non-command 

Maidpur 

0807000801061600 

3.643 

Fresh 

Non-command 

Malpur 

0807000801056500 

2.602 

Fresh 

Non-command 

Matasoola 

0809000101182800 

3.435 

Fresh 

Non-command 







Maujpur 

0811000201369500 

2.787 

Fresh 

Non-command 

Mausampur Patti 

0811000201370600 

2.593 

Fresh 

Non-command 

Meena Kheriya 

0811000201371700 

0.573 

Fresh 

Non-command 

Mohanpur 

0811000201373000 

2.406 

Fresh 

Non-command 

Moodiya Sad 

0807000801055000 

4.024 

Saline 

Non-command 

Moondphori 

0811000201368700 

5.638 

Fresh 

Non-command 

Moosepur 

0807000801057300 

2.180 

Fresh 

Non-command 

Nagla Bandh 

0807000801058200 

0.796 

Saline 

Non-command 

Nagla Nathuram 

0807000801056100 

1.155 

Fresh 

Non-command 

Narharpur 

0807000801060900 

1.515 

Fresh 

Non-command 

Naugaon 

0811000201371500 

1.714 

Fresh 

Non-command 

Nawar 

0807000801060300 

2.823 

Saline 

Non-command 

Naya Gaon 

0811000201367800 

2.148 

Fresh 

Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Younger Alluvium 

0.162 

Non-command 

Older Alluvium 

3.093 

Non-command 

Older Alluvium 

1.978 

Non-command 

Older Alluvium 

0.315 

Non-command 

Older Alluvium 

1.968 

Non-command 

Older Alluvium 

0.060 

Non-command 

Older Alluvium 

0.237 

Non-command 

Younger Alluvium 

0.015 

Non-command 

Older Alluvium 

0.031 

Non-command 

Older Alluvium 

0.538 

Non-command 

Quartzite 

2.742 

Non-command 

Younger Alluvium 

0.660 

Non-command 

Older Alluvium 

0.069 

Non-command 

Older Alluvium 

0.008 

Non-command 

Older Alluvium 

1.979 

Non-command 

Older Alluvium 

0.132 

Non-command 

Older Alluvium 

0.154 

Non-command 

Older Alluvium 

5.098 

Non-command 

Older Alluvium 

0.418 

Non-command 

Older Alluvium 

1.659 

Non-command 

Older Alluvium 

0.164 

Non-command 

Older Alluvium 

1.186 

Non-command 

Older Alluvium 

2.322 

Non-command 

Older Alluvium 

2.295 

Non-command 

Older Alluvium 

3.348 

Non-command 

Older Alluvium 

2.609 

Non-command 

Older Alluvium 

3.350 

Non-command 

Older Alluvium 

0.205 

Non-command 

Older Alluvium 

1.321 

Non-command 

Older Alluvium 

2.886 

Non-command 

Older Alluvium 

1.462 

Non-command 

Older Alluvium 

3.157 

Non-command 

Older Alluvium 

1.255 

Non-command 

Older Alluvium 

1.105 

Non-command 

Older Alluvium 

0.180 

Non-command 

Older Alluvium 

2.687 

Non-command 

Older Alluvium 

0.941 

Non-command 

Older Alluvium 

2.589 

Non-command 

Older Alluvium 

2.321 

Non-command 

Quartzite 

0.100 

Non-command 

Older Alluvium 

2.787 

Non-command 

Older Alluvium 

2.593 

Non-command 

Older Alluvium 

0.573 

Non-command 

Older Alluvium 

2.212 

Non-command 

Older Alluvium 

0.201 

Non-command 

Older Alluvium 

0.026 

Non-command 

Older Alluvium 

2.180 

Non-command 

Older Alluvium 

0.234 

Non-command 

Older Alluvium 

1.155 

Non-command 

Older Alluvium 

1.515 

Non-command 

Older Alluvium 

1.704 

Non-command 

Older Alluvium 

0.444 

Non-command 

Older Alluvium 

2.148 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

170,000 

90,000 

120 

90,000 

80,000 

120 

170,000 

90,000 

120 

80,000 

60,000 

120 

250,000 

200,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

250,000 

200,000 

120 

170,000 

90,000 

120 

80,000 

50,000 

120 

90,000 

70,000 

120 

170,000 

90,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

250,000 

200,000 

120 

80,000 

60,000 

120 

250,000 

200,000 

120 

170,000 

90,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

170,000 

90,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

250,000 

200,000 

120 

90,000 

80,000 

120 

80,000 

60,000 

120 

170,000 

90,000 

120 

170,000 

90,000 

120 

250,000 

200,000 

120 

150,000 

120,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

80,000 

120 

80,000 

60,000 

120 

170,000 

90,000 

120 

90,000 

80,000 

120 

170,000 

90,000 

120 

170,000 

90,000 

120 

80,000 

60,000 

120 

90,000 

80,000 

120 

80,000 

60,000 



Tube Wells with 
Wells Pumpset 














































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 


Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Naya Gaon Khalsa 

0807000801056900 

3.359 

Fresh 


Type of Area (Command / N< 
command) 


2.557 Fresh Non-command 




Norangwara 

0811000201368800 

3.898 

Fresh 

Padli 

0811000201370100 

2.282 

Fresh 

Pahari 

0811000201372900 

3.955 

Fresh 

Palan Hera 

0811000201372700 

5.266 

Fresh 

Paota 

0811000201371300 

6.271 

Fresh 

Pariya Ka Nangla 

0811000201370800 

1.304 

Fresh 

Parla Khalsa 

0809000101181700 

2.870 

Fresh 

Parli Khurd 

0809000101182900 

4.501 

Fresh 


7.746 Fresh Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Patoli 

0809000101181000 

0.909 

Fresh 

Patti Kayampur 

0811000201369000 

2.999 

Fresh 

Peepal Khera 

0811000201369300 

9.561 

Fresh 

Peeplipara 

0811000201368600 

4.144 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Raheemgarh 

0807000801060000 

2.687 

Saline 

Ramgarh 

0811000201365700 

3.415 

Fresh 


Randheergarh 


Rasoolpur 


Ront 


Salempur Khurd 


Samaspur 


Samleti 


Shahpur 


Singarwali 


Siras 


Non-command 


Non-command 



0807000801056400 

7.312 

0811000201372500 

1.434 

0811000201372300 

6.178 

0807000801055400 

7.871 


0811000201370200 

1.298 

0811000201368100 

4.858 



Santha 

0811000201373100 

8.234 

Fresh 

Sarsena Chak No.l 

0809000101182100 

0.903 

Fresh 

Saypur 

0811000201369600 

3.100 

Fresh 

Sendhli 

0807000801056700 

2.904 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0807000801057600 

1.402 

0807000801057800 

2.364 

0807000801060700 

6.120 




Tajpur 

0807000801057900 

2.014 

Saline 

Targawan 

0807000801061300 

1.291 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Teekri Jafaran 

0811000201367500 

3.219 

Fresh 

Tekra 

0811000201368000 

0.821 

Fresh 

Tudawali 

0809000101180900 

2.670 

Fresh 


Non-command 


Non-command 


Non-command 


Tudiyana 

0811000201365100 

4.391 

Fresh 

Tundpura 

0807000801060500 

1.529 

Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

2.953 

Non-command 

Quartzite 

0.407 

Non-command 

Older Alluvium 

2.425 

Non-command 

Quartzite 

0.132 

Non-command 

Older Alluvium 

3.002 

Non-command 

Quartzite 

0.000 

Non-command 

Older Alluvium 

0.067 

Non-command 

Older Alluvium 

2.282 

Non-command 

Older Alluvium 

3.955 

Non-command 

Older Alluvium 

5.266 

Non-command 

Older Alluvium 

6.271 

Non-command 

Older Alluvium 

1.304 

Non-command 

Quartzite 

0.000 

Non-command 

Older Alluvium 

0.666 

Non-command 

Quartzite 

0.238 

Non-command 

Older Alluvium 

0.909 

Non-command 

Older Alluvium 

0.144 

Non-command 

Older Alluvium 

9.243 

Non-command 

Older Alluvium 

0.006 

Non-command 

Younger Alluvium 

0.012 

Non-command 

Older Alluvium 

2.101 

Non-command 

Older Alluvium 

0.337 

Non-command 

Younger Alluvium 

1.516 

Non-command 

Older Alluvium 

7.312 

Non-command 

Older Alluvium 

1.434 

Non-command 

Older Alluvium 

6.025 

Non-command 

Older Alluvium 

2.552 

Non-command 

Older Alluvium 

0.018 

Non-command 

Older Alluvium 

1.292 

Non-command 

Older Alluvium 

4.197 

Non-command 

Younger Alluvium 

0.661 

Non-command 

Older Alluvium 

8.234 

Non-command 

Older Alluvium 

0.002 

Non-command 

Older Alluvium 

2.980 

Non-command 

Older Alluvium 

2.761 

Non-command 

Quartzite 

0.143 

Non-command 

Older Alluvium 

0.275 

Non-command 

Younger Alluvium 

0.038 

Non-command 

Older Alluvium 

1.166 

Non-command 

Older Alluvium 

2.363 

Non-command 

Older Alluvium 

3.851 

Non-command 

Older Alluvium 

1.810 

Non-command 

Older Alluvium 

2.374 

Non-command 

Quartzite 

4.897 

Non-command 

Older Alluvium 

0.748 

Non-command 

Older Alluvium 

0.003 

Non-command 

Quartzite 

0.341 

Non-command 

Older Alluvium 

0.015 

Non-command 

Older Alluvium 

0.821 

Non-command 

Older Alluvium 

1.175 

Non-command 

Quartzite 

0.839 

Non-command 

Younger Alluvium 

0.032 

Non-command 

Older Alluvium 

0.498 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

170,000 

90,000 

120 

80,000 

50,000 

120 

170,000 

90,000 

120 

80,000 

50,000 

120 

170,000 

90,000 

120 

80,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

150,000 

120,000 

120 

250,000 

200,000 

120 

150,000 

120,000 

120 

250,000 

200,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

170,000 

90,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

170,000 

90,000 

120 

90,000 

80,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

250,000 

200,000 

120 

80,000 

60,000 

120 

170,000 

90,000 

120 

80,000 

50,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

170,000 

90,000 

120 

90,000 

80,000 

120 

170,000 

90,000 

120 

80,000 

50,000 

120 

90,000 

80,000 

120 

170,000 

90,000 

120 

80,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

250,000 

200,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

170,000 

90,000 



Tube Wells with 
Wells Pumpset 


MCM 


( 15 ) 


0.130 


0.012 


0.043 






























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



03001017 


Vishala 


Wara Bujurg 


Ajroda 


Akbarpur 


Allapur 


Amoli 


Araji Zalim 


Astal 


Atrampura 


Bajhera Kalan 


Bamoori 


Bansi 


Bara Khurd 


Barauli 


Barkhera 


Beerampura 


Bhagora 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


Saline Non-command 


0811000201368900 

2.178 

0811000201374100 

4.745 

0807000801064200 

4.053 


0811000201365600 

1.063 

0811000201367700 

0.749 

0807000801054900 

5.214 


0807000901068800 

0.258 

0807000501019900 

0.665 

0807000801055300 

1.256 



0807000801065400 

5.346 

0807000901067400 

1.209 

0807000801064100 

4.338 


0807000801059900 

2.198 

0807000801057500 

6.440 

0807000901066800 

5.982 


0807000901068100 

1.924 

0807000801066300 

7.608 


Non-command 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bhaiseena 

0807000801053500 

4.171 

Fresh 

Bhapur 

0811000201366100 

1.057 

Fresh 

Bhodagaon 

0807000801063100 

4.377 

Fresh 


Bholapura 


Bhopar 


Bijwari 


Chaintoli 


Chak Bansi 


Chak Beechhi 


Chak Beerampura 


Chak Kherli Goojar 


Chak Khohri 


Chak Nihal 


Chak Pola 


Chhokarwara Kalan 


Non-command 


Non-command 


Non-command 



0807000801063800 

2.450 

0807000801063200 

2.507 

0807000801054000 

4.147 

0807000801055200 

2.123 


0807000801064000 

1.040 

0807000901068500 

0.600 

0807000901067800 

2.164 



0807000801059700 

2.058 

0807000801064700 

1.512 


0807000501020000 

0.698 

0807000901067700 

0.560 

0807000801053300 

5.682 



Chhokarwara Khurd 


0807000801053200 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 

Number 
of Tube 
Wells 



sq.km 


(6) 

(7) 

(8) 

(9) 

Non-command 

Older Alluvium 

0.104 

1 

Non-command 

Older Alluvium 

0.004 

- 

Non-command 

Younger Alluvium 

0.367 

8 

Non-command 

Older Alluvium 

0.041 

1 

Non-command 

Older Alluvium 

0.978 

23 

Non-command 

Older Alluvium 

0.994 

6 

Non-command 

Older Alluvium 

3.059 

17 

Non-command 

Younger Alluvium 

0.463 

8 

Non-command 

Older Alluvium 

0.030 

1 

Non-command 

Older Alluvium 

3.491 

29 

Non-command 

Older Alluvium 

1.723 

14 

Non-command 

Older Alluvium 

0.258 

4 

Non-command 

Older Alluvium 

0.665 

34 

Non-command 

Older Alluvium 

0.169 

3 

Non-command 

Older Alluvium 

1.087 

23 

Non-command 

Older Alluvium 

0.006 

- 

Non-command 

Older Alluvium 

1.337 

2 

Non-command 

Older Alluvium 

5.247 

52 

Non-command 

Younger Alluvium 

0.178 

2 

Non-command 

Older Alluvium 

5.346 

17 

Non-command 

Older Alluvium 

1.209 

20 

Non-command 

Older Alluvium 

0.629 

4 

Non-command 

Older Alluvium 

3.709 

22 

Non-command 

Older Alluvium 

2.182 

13 

Non-command 

Older Alluvium 

0.189 

2 

Non-command 

Older Alluvium 

2.554 

26 

Non-command 

Older Alluvium 

3.428 

36 

Non-command 

Older Alluvium 

0.019 

1 

Non-command 

Older Alluvium 

0.474 

1 

Non-command 

Quartzite 

3.469 

5 

Non-command 

Older Alluvium 

0.507 

7 

Non-command 

Younger Alluvium 

0.588 

9 

Non-command 

Older Alluvium 

2.192 

1 

Non-command 

Quartzite 

2.146 

1 

Non-command 

Older Alluvium 

2.450 

10 

Non-command 

Older Alluvium 

2.507 

18 

Non-command 

Older Alluvium 

2.104 

27 

Non-command 

Older Alluvium 

0.089 

2 

Non-command 

Older Alluvium 

1.828 

34 

Non-command 

Older Alluvium 

1.040 

10 

Non-command 

Older Alluvium 

0.009 

1 

Non-command 

Older Alluvium 

0.535 

5 

Non-command 

Older Alluvium 

1.629 

16 

Non-command 

Older Alluvium 

2.697 

9 

Non-command 

Older Alluvium 

3.254 

11 

Non-command 

Older Alluvium 

1.074 

19 

Non-command 

Older Alluvium 

1.164 

2 

Non-command 

Older Alluvium 

0.348 

1 

Non-command 

Older Alluvium 

0.054 

1 

Non-command 

Older Alluvium 

0.560 

26 

Non-command 

Older Alluvium 

4.251 

78 

Non-command 

Older Alluvium 

1.430 

26 

Non-command 

Older Alluvium 

2.906 

44 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

80,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

170,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

170,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

170,000 

90,000 

120 

90,000 

80,000 

120 

150,000 

120,000 

120 

90,000 

80,000 

120 

170,000 

90,000 

120 

120,000 

90,000 

120 

170,000 

90,000 

120 

90,000 

80,000 

120 

170,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

150,000 

120,000 

120 

90,000 

80,000 

120 

150,000 

120,000 

120 

170,000 

90,000 

120 

80,000 

50,000 

120 

170,000 

90,000 

120 

90,000 

70,000 

120 

170,000 

90,000 

120 

80,000 

50,000 

120 

170,000 

90,000 

120 

170,000 

90,000 

120 

170,000 

90,000 

120 

170,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

150,000 

120,000 

120 

90,000 

80,000 

120 

170,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

170,000 

90,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

170,000 

90,000 

120 

90,000 

80,000 

120 

170,000 

90,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 






































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Faujipura 


Gangroli 


Gazipur 


Gobra 


Gothra 


Govindpura 


Halena 


Handiya 


Hisamada 


Honta 


rniya 


Itamada 


Jagjiwanpur 


Jahangeerpur 


Jahanpur 


Jeewad 


Jhalatala 


Jhamri 


Kamalpura 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Census Code 

Area 


sq.km 

(3) 

(4) 

0807000901069100 

1.048 



0807000801055900 

2.927 

0807000801059400 

5.788 



0807000801056000 

1.001 

0807000801060100 

2.934 

0807000801053400 

3.131 

0807000501021300 

3.151 


0807000801066000 

2.750 

0807000801063400 

2.087 



0807000801058400 

6.178 

0811000201367600 

5.248 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



6.998 Fresh 



Hateejar 

0807000801059300 

7.279 

Fresh 

Hingota 

0807000801053000 

1.437 

Fresh 


Non-command 


Non-command 



0807000801060200 

3.486 

0807000501021400 

2.227 


0807000801054600 

1.408 

0807000801057400 

5.086 

0807000801060600 

2.701 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



18.077 Fresh 



0807000501021200 

5.934 

0807000801054700 

3.389 



0807000801065300 

4.082 

0807000801054800 

5.671 


0807000901066700 

4.288 

0807000801055800 

5.683 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



1.250 Fresh 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

1.025 

Non-command 

Older Alluvium 

0.023 

Non-command 

Older Alluvium 

0.916 

Non-command 

Older Alluvium 

0.783 

Non-command 

Older Alluvium 

2.838 

Non-command 

Older Alluvium 

0.073 

Non-command 

Older Alluvium 

6.762 

Non-command 

Older Alluvium 

0.010 

Non-command 

Older Alluvium 

0.765 

Non-command 

Older Alluvium 

0.630 

Non-command 

Older Alluvium 

1.839 

Non-command 

Older Alluvium 

1.312 

Non-command 

Quartzite 

2.750 

Non-command 

Older Alluvium 

0.061 

Non-command 

Older Alluvium 

2.027 

Non-command 

Older Alluvium 

0.485 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

2.278 

Non-command 

Older Alluvium 

4.328 

Non-command 

Older Alluvium 

0.631 

Non-command 

Older Alluvium 

1.849 

Non-command 

Younger Alluvium 

0.011 

Non-command 

Older Alluvium 

0.259 

Non-command 

Quartzite 

3.871 

Non-command 

Older Alluvium 

2.317 

Non-command 

Older Alluvium 

1.164 

Non-command 

Younger Alluvium 

0.193 

Non-command 

Older Alluvium 

2.337 

Non-command 

Older Alluvium 

0.209 

Non-command 

Older Alluvium 

3.235 

Non-command 

Older Alluvium 

0.797 

Non-command 

Older Alluvium 

1.431 

Non-command 

Older Alluvium 

0.014 

Non-command 

Older Alluvium 

0.016 

Non-command 

Older Alluvium 

2.307 

Non-command 

Quartzite 

0.080 

Non-command 

Older Alluvium 

0.025 

Non-command 

Quartzite 

5.822 

Non-command 

Older Alluvium 

4.292 

Non-command 

Older Alluvium 

0.052 

Non-command 

Older Alluvium 

0.108 

Non-command 

Older Alluvium 

1.573 

Non-command 

Older Alluvium 

0.510 

Non-command 

Older Alluvium 

2.275 

Non-command 

Older Alluvium 

0.049 

Non-command 

Older Alluvium 

4.082 

Non-command 

Older Alluvium 

1.655 

Non-command 

Older Alluvium 

3.406 

Non-command 

Older Alluvium 

0.478 

Non-command 

Older Alluvium 

3.337 

Non-command 

Younger Alluvium 

0.265 

Non-command 

Older Alluvium 

1.021 

Non-command 

Quartzite 

0.137 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

150,000 

120,000 

120 

90,000 

80,000 

120 

170,000 

90,000 

120 

170,000 

90,000 

120 

90,000 

80,000 

120 

150,000 

120,000 

120 

90,000 

80,000 

120 

170,000 

90,000 

120 

90,000 

80,000 

120 

170,000 

90,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

80,000 

50,000 

120 

170,000 

90,000 

120 

90,000 

80,000 

120 

170,000 

90,000 

120 

90,000 

80,000 

120 

150,000 

120,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

170,000 

90,000 

120 

80,000 

50,000 

120 

170,000 

90,000 

120 

170,000 

90,000 

120 

120,000 

90,000 

120 

150,000 

120,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

170,000 

90,000 

120 

80,000 

50,000 

120 

170,000 

90,000 

120 

80,000 

50,000 

120 

120,000 

90,000 

120 

170,000 

90,000 

120 

90,000 

80,000 

120 

170,000 

90,000 

120 

90,000 

80,000 

120 

170,000 

90,000 

120 

90,000 

80,000 

120 

170,000 

90,000 

120 

170,000 

90,000 

120 

90,000 

80,000 

120 

150,000 

120,000 

120 

170,000 

90,000 

120 

120,000 

90,000 

120 

170,000 

90,000 

120 

80,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.086 





















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Khareri 


Khaspur 


Khatnawali 


Kherla Gadali 


Kherli Gadasiya 


Kherli Goojar 


Khohra 


Khohri 


Lalpur 


Luhasa 


Mahtoli 


Mahwa (CT) 


Mai 


Malahera 


Mokhroli 


Moloni 


Moodiya 


Moodiya Sad 


Morooda 


Motooka 


Muhari 


Nagla Balloo 


Nagla Bandh 


Nagla Jodha 


Nagla Kalyan 


Nagla Kharagsingh 


Nagla Kothari 


Nagla Mai 


Nagla Nabariya 


Nagla Sewa Kurwariya 


Nagla Tehriyan Khalsa 


Nawar 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


7.157 Fresh Non-command 


0807000901075500 

20.621 

0807000801063500 

3.115 

0807000901069200 

9.097 


0811000201372400 

2.702 

0807000901066900 

8.682 


0807000801059800 

4.791 

0807000901068900 

2.315 

0807000801064600 

2.202 



0807000801065100 

1.233 

0807000801064800 

1.953 


0807000801055100 

2.184 

0811000241103000 

2.692 

0807000501021100 

5.762 

0807000801053100 

0.919 

0807000801060400 

2.472 


0807000801058100 

3.954 

0807000901067200 

4.137 



0807000801055000 

4.024 

0807000801065700 

0.539 

0811000201365900 

0.953 

0807000801065200 

2.525 



0807000801065600 

0.968 

0807000801058200 

0.796 

0807000801065500 

0.426 

0807001001088700 

3.058 

0807000901068200 

3.678 


0807000801058000 

0.403 

0807000501021000 

4.441 

0807000901067600 

0.994 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


0807000901067900 

0.989 

Fresh 

Non-command 

0807001001088500 

1.897 

Fresh 

Non-command 

0807000801060300 

2.823 

Fresh 

Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.311 

Non-command 

Quartzite 

6.109 

Non-command 

Older Alluvium 

0.073 

Non-command 

Younger Alluvium 

0.592 

Non-command 

Older Alluvium 

0.184 

Non-command 

Older Alluvium 

2.283 

Non-command 

Older Alluvium 

0.018 

Non-command 

Older Alluvium 

3.115 

Non-command 

Older Alluvium 

0.446 

Non-command 

Older Alluvium 

0.289 

Non-command 

Older Alluvium 

1.043 

Non-command 

Older Alluvium 

5.173 

Non-command 

Older Alluvium 

3.508 

Non-command 

Older Alluvium 

2.750 

Non-command 

Older Alluvium 

2.211 

Non-command 

Older Alluvium 

1.871 

Non-command 

Older Alluvium 

0.297 

Non-command 

Older Alluvium 

0.373 

Non-command 

Quartzite 

3.617 

Non-command 

Older Alluvium 

1.233 

Non-command 

Older Alluvium 

0.324 

Non-command 

Older Alluvium 

1.629 

Non-command 

Older Alluvium 

2.005 

Non-command 

Older Alluvium 

0.005 

Non-command 

Older Alluvium 

0.813 

Non-command 

Older Alluvium 

0.840 

Non-command 

Older Alluvium 

2.368 

Non-command 

Older Alluvium 

0.105 

Non-command 

Older Alluvium 

3.954 

Non-command 

Older Alluvium 

0.047 

Non-command 

Older Alluvium 

4.090 

Non-command 

Older Alluvium 

0.182 

Non-command 

Older Alluvium 

0.032 

Non-command 

Older Alluvium 

3.823 

Non-command 

Older Alluvium 

0.539 

Non-command 

Younger Alluvium 

0.769 

Non-command 

Older Alluvium 

2.403 

Non-command 

Older Alluvium 

0.122 

Non-command 

Older Alluvium 

0.856 

Non-command 

Older Alluvium 

1.393 

Non-command 

Older Alluvium 

0.742 

Non-command 

Older Alluvium 

0.562 

Non-command 

Older Alluvium 

0.426 

Non-command 

Older Alluvium 

0.064 

Non-command 

Older Alluvium 

0.004 

Non-command 

Older Alluvium 

2.603 

Non-command 

Older Alluvium 

0.403 

Non-command 

Older Alluvium 

1.162 

Non-command 

Older Alluvium 

0.850 

Non-command 

Older Alluvium 

0.144 

Non-command 

Older Alluvium 

0.720 

Non-command 

Older Alluvium 

0.600 

Non-command 

Older Alluvium 

0.345 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

170,000 

90,000 

120 

80,000 

50,000 

120 

170,000 

90,000 

120 

120,000 

90,000 

120 

170,000 

90,000 

120 

90,000 

80,000 

120 

150,000 

120,000 

120 

90,000 

80,000 

120 

150,000 

120,000 

120 

90,000 

80,000 

120 

80,000 

60,000 

120 

150,000 

120,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

170,000 

90,000 

120 

90,000 

80,000 

120 

170,000 

90,000 

120 

80,000 

50,000 

120 

170,000 

90,000 

120 

170,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

80,000 

60,000 

120 

120,000 

90,000 

120 

170,000 

90,000 

120 

170,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

150,000 

120,000 

120 

90,000 

80,000 

120 

170,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

170,000 

90,000 

120 

90,000 

70,000 

120 

170,000 

90,000 

120 

90,000 

80,000 

120 

150,000 

120,000 

120 

90,000 

80,000 

120 

170,000 

90,000 

120 

90,000 

80,000 

120 

170,000 

90,000 

120 

110,000 

70,000 

120 

150,000 

120,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

150,000 

120,000 

120 

90,000 

80,000 

120 

150,000 

120,000 

120 

110,000 

70,000 

120 

170,000 

90,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 






























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Pidawali 


Pingora 


Raheemgarh 


Raipur 


Rajgarh 


Ramgarh 


Ront 


Salempur Khurd 


Samraya 


Shahadpur 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Pana 

0807001001088600 

4.590 

Fresh 

Pathena 

0807000801052500 

13.530 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0807000901068700 

4.126 

0807000501020100 

8.825 

0807000801060000 

2.687 

0807000801063000 

4.227 

0807000801064400 

2.439 


0811000201365700 

3.415 

0811000201372300 

6.178 

0807000801055400 

7.871 


0807000801066400 

4.644 

0811000201365800 

2.848 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Shahpur 

0807000801057600 

1.402 

Saline 

Shekhpur 

0807000901067000 

3.331 

Fresh 

Shyosinghpura 

0807000801065900 

2.709 

Fresh 


Non-command 


Non-command 


Non-command 


Singarwali 

0807000801057800 

2.364 

Saline 

Siras 

0807000801060700 

6.120 

Fresh 

Sita 

0807000801062900 

8.654 

Fresh 


Non-command 


Non-command 


Non-command 


03001018 


Suhans 


Suhari 


Tajpur 


Teekri Jafaran 


Tilchivi 


Tundpura 


0807000801064300 


0807000801057200 

8.677 

0807000801057900 

2.014 

0811000201367500 

3.219 


0807000801058300 

2.450 

0807000801060500 

1.529 



3.741 Fresh Non-command 


Saline Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Umrend 

0807000801066500 

11.038 

Fresh 

Unapur 

0807000801065000 

4.518 

Fresh 

Weir (M) 

0807000840708000 

15.846 

Fresh 


Non-command 


Non-command 


Non-command 



Achalpura 

0811000301384100 

3.261 

Fresh 

Aliyapara 

0811000101358200 

1.701 

Fresh 

Anantwara 

0811000101353200 

12.653 

Fresh 


Asatwara 


0811000301377300 


1.087 Fresh 


Non-command 


Non-command 


Kala Kho 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

2.034 

Non-command 

Older Alluvium 

3.368 

Non-command 

Older Alluvium 

0.299 

Non-command 

Older Alluvium 

3.027 

Non-command 

Older Alluvium 

0.722 

Non-command 

Older Alluvium 

0.764 

Non-command 

Younger Alluvium 

2.113 

Non-command 

Older Alluvium 

2.161 

Non-command 

Older Alluvium 

4.904 

Non-command 

Younger Alluvium 

0.009 

Non-command 

Older Alluvium 

2.522 

Non-command 

Older Alluvium 

1.916 

Non-command 

Older Alluvium 

0.586 

Non-command 

Quartzite 

4.027 

Non-command 

Older Alluvium 

0.023 

Non-command 

Older Alluvium 

2.123 

Non-command 

Younger Alluvium 

1.332 

Non-command 

Older Alluvium 

0.153 

Non-command 

Older Alluvium 

4.876 

Non-command 

Older Alluvium 

0.425 

Non-command 

Older Alluvium 

0.126 

Non-command 

Older Alluvium 

0.547 

Non-command 

Younger Alluvium 

1.794 

Non-command 

Older Alluvium 

0.236 

Non-command 

Older Alluvium 

3.032 

Non-command 

Older Alluvium 

1.341 

Non-command 

Quartzite 

1.368 

Non-command 

Older Alluvium 

0.001 

Non-command 

Older Alluvium 

0.432 

Non-command 

Older Alluvium 

0.002 

Non-command 

Quartzite 

7.564 

Non-command 

Older Alluvium 

2.244 

Non-command 

Older Alluvium 

1.452 

Non-command 

Quartzite 

1.152 

Non-command 

Older Alluvium 

1.266 

Non-command 

Older Alluvium 

1.984 

Non-command 

Younger Alluvium 

0.739 

Non-command 

Older Alluvium 

2.019 

Non-command 

Older Alluvium 

0.779 

Non-command 

Older Alluvium 

0.149 

Non-command 

Older Alluvium 

3.277 

Non-command 

Younger Alluvium 

0.117 

Non-command 

Quartzite 

0.016 

Non-command 

Older Alluvium 

4.518 

Non-command 

Older Alluvium 

13.642 

Non-command 

Quartzite 

2.204 

Non-command 

Older Alluvium 

0.628 

Non-command 

Younger Alluvium 

2.140 

Non-command 

Younger Alluvium 

3.066 

Non-command 

Younger Alluvium 

1.374 

Command 

Younger Alluvium 

1.004 

Non-command 

Younger Alluvium 

11.649 

Non-command 

Younger Alluvium 

1.087 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

80,000 

120 

170,000 

90,000 

120 

90,000 

80,000 

120 

170,000 

90,000 

120 

90,000 

80,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

110,000 

70,000 

120 

170,000 

90,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

80,000 

50,000 

120 

170,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

170,000 

90,000 

120 

90,000 

80,000 

120 

170,000 

90,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

150,000 

120,000 

120 

170,000 

90,000 

120 

80,000 

50,000 

120 

90,000 

80,000 

120 

170,000 

90,000 

120 

170,000 

90,000 

120 

80,000 

50,000 

120 

170,000 

90,000 

120 

90,000 

80,000 

120 

80,000 

50,000 

120 

90,000 

80,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

170,000 

90,000 

120 

90,000 

80,000 

120 

170,000 

90,000 

120 

120,000 

90,000 

120 

80,000 

50,000 

120 

170,000 

90,000 

120 

170,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

60,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.038 


0.011 



0.032 

1.154 

0.270 

1.820 

0.024 

0.139 

0.065 

0.065 

0.238 

0.238 

0.252 

0.445 

0.194 

0.194 

0.054 

0.054 

0.616 

0.616 

0.072 

0.080 











































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Badiyal Kalan 


Baijupara 


Bainsala Ka Bas 


Barli 


Bas Gurhaliya 


Basra 


0811000101356400 


0811000101358900 


0811000101354000 


0811000301384400 


0811000101345900 


0811000101353400 


0811000301380900 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


3.710 Fresh 


3.095 Fresh 


0.938 Fresh 


2.037 Fresh 


2.042 Fresh 


1.849 Fresh 


2.717 Fresh 



Bedhadi Meenan 

0811000101358300 

2.995 

Fresh 

Beendarwara 

0811000301380500 

3.449 

Fresh 



Chak Sarundla 

0811000301384200 

1.136 

Fresh 

Chandanwas 

0811000101344800 

8.932 

Fresh 

Chandera 

0811000301378000 

5.213 

Fresh 

Chandpur 

0811000301386300 

1.432 

Fresh 

Chorwara 

0811000101353800 

1.993 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kala Kho 


Non-command 


Kala Kho 


Non-command 


Non-command 


Kala Kho 


Non-command 


Kala Kho 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Delari 

0811000101351400 

3.736 

Fresh 

Dhand 

0811000101356300 

0.507 

Fresh 

Dhandholai 

0811000101356100 

1.474 

Fresh 

Dhani Harijan 

0811000101352700 

1.277 

Fresh 


Dhulkot 

0811000301380100 

1.648 

Fresh 

Dwarapura 

0811000101351300 

2.024 

Fresh 

Gaonri 

0811000301376900 

3.008 

Fresh 


Girdharpura 

0811000301381000 

2.807 

Fresh 

Goliya 

0811000301380700 

0.795 

Fresh 


Goojarwas 


0811000101352100 


2.205 Fresh 


Non-command 


Non-command 


Non-command 


Kala Kho 


Non-command 


Non-command 


Non-command 


Kala Kho 


Non-command 


Kala Kho 


Kala Kho 


Non-command 


Kala Kho 


Non-command 



Gurhaliya 

0811000101345000 

1.715 

Fresh 

Handli 

0811000101358600 

1.756 

Fresh 

Heengi 

0811000301379500 

4.540 

Fresh 

Itka 

0811000301380800 

1.941 

Fresh 

Jahangiriya 

0811000301386600 

1.045 

Fresh 

Jahangirpura 

0811000301386500 

3.175 

Fresh 

Jalalpura 

0811000101356800 

3.240 

Fresh 

Jassapara 

0811000101352800 

2.040 

Fresh 

Jhajha Ka Bas 

0811000101353100 

0.377 

Fresh 

Jharna 

0811000301384000 

3.114 

Fresh 

Jheejhan 

0811000301384300 

3.856 

Fresh 

Jhoonpdi 

0811000101353500 

1.000 

Fresh 

Jhoonthahera Kalan 

0811000101360700 

2.538 

Fresh 

Jodhpura 

0811000301377500 

0.857 

Fresh 

Jopara 

0811000301377600 

0.784 

Fresh 

Kalwan 

0811000301384800 

9.200 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Madho Sagar 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Younger Alluvium 

3.710 

Non-command 

Younger Alluvium 

0.000 

Non-command 

Younger Alluvium 

0.938 

Non-command 

Younger Alluvium 

2.037 

Non-command 

Older Alluvium 

1.109 

Non-command 

Younger Alluvium 

1.849 

Command 

Younger Alluvium 

1.601 

Non-command 

Younger Alluvium 

0.315 

Command 

Younger Alluvium 

6.406 

Non-command 

Younger Alluvium 

0.513 

Non-command 

Younger Alluvium 

1.669 

Command 

Younger Alluvium 

0.416 

Non-command 

Younger Alluvium 

3.034 

Command 

Younger Alluvium 

0.062 

Non-command 

Younger Alluvium 

2.324 

Non-command 

Younger Alluvium 

1.136 

Non-command 

Older Alluvium 

2.527 

Non-command 

Younger Alluvium 

0.673 

Non-command 

Younger Alluvium 

0.152 

Non-command 

Older Alluvium 

0.005 

Non-command 

Younger Alluvium 

0.973 

Non-command 

Older Alluvium 

0.038 

Non-command 

Younger Alluvium 

0.507 

Non-command 

Younger Alluvium 

1.096 

Command 

Younger Alluvium 

0.007 

Non-command 

Younger Alluvium 

1.270 

Non-command 

Younger Alluvium 

0.002 

Non-command 

Older Alluvium 

0.005 

Command 

Younger Alluvium 

0.592 

Non-command 

Younger Alluvium 

2.417 

Command 

Younger Alluvium 

0.000 

Command 

Younger Alluvium 

0.266 

Non-command 

Younger Alluvium 

0.529 

Command 

Younger Alluvium 

0.244 

Non-command 

Older Alluvium 

0.532 

Non-command 

Younger Alluvium 

0.302 

Non-command 

Older Alluvium 

0.456 

Non-command 

Younger Alluvium 

1.193 

Non-command 

Younger Alluvium 

0.005 

Non-command 

Younger Alluvium 

0.908 

Non-command 

Younger Alluvium 

0.003 

Non-command 

Younger Alluvium 

0.799 

Non-command 

Younger Alluvium 

3.240 

Non-command 

Younger Alluvium 

2.040 

Non-command 

Younger Alluvium 

0.377 

Non-command 

Younger Alluvium 

0.041 

Non-command 

Younger Alluvium 

3.542 

Non-command 

Younger Alluvium 

1.000 

Non-command 

Younger Alluvium 

0.220 

Non-command 

Younger Alluvium 

0.857 

Non-command 

Younger Alluvium 

0.784 

Command 

Younger Alluvium 

0.033 

Non-command 

Younger Alluvium 

3.356 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

110,000 

90,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

110,000 

90,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

60,000 

120 

110,000 

90,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.248 

0.248 

- 

- 1 

0.292 

0.292 

0.158 

0.360 

0.248 

0.248 

0.356 

0.356 

0.079 

0.180 

0.014 

0.031 

0.540 

0.809 

0.043 

0.068 

0.054 

0.054 

0.014 

0.039 

0.094 

0.304 

0.007 

0.015 

0.223 

0.500 

0.101 

0.202 

0.032 

0.032 

0.065 

0.065 

0.029 

0.037 

- 

- ! 

0.173 

0.173 

0.011 

0.011 

0.216 

0.216 

0.378 

0.378 



0.029 

0.096 

0.058 

0.184 

0.054 

0.054 

0.119 

0.119 

0.065 

0.065 

0.097 

0.097 

0.227 

0.227 



















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Kanchanpura 


Karori 


Kathnadi 


Keeratpura 


Khadarpur 


Khairpur 


Khala Ramsinghpura 


Khera 


Khera Paharpur 


Kheri 


Kheri Ramla 


Kherla 


Leekhli 


0811000101358800 


0811000301377800 


0811000101355800 


0811000101346300 


0811000301377700 


0811000101356700 


0811000101357000 


0811000101356000 


0811000301378500 


0811000101356200 


0811000301379600 


0811000301379800 


0811000301376800 



Lotwara 

0811000101358400 

8.504 

Fresh 

Manota 

0811000101346000 

1.759 

Fresh 

Manpur 

0811000301377100 

6.169 

Fresh 

Mariyada 

0811000301376700 

3.413 

Fresh 


Meenapara 

0811000101356600 

2.346 

Fresh 

Meetarwari 

0811000101346100 

1.972 

Fresh 

Mendi 

0811000101355400 

3.660 

Fresh 

Monawas 

0811000101350400 

1.022 

Fresh 

Moondphori 

0811000201368700 

5.638 

Fresh 

Moradi 

0811000101350600 

1.629 

Fresh 

Motipura 

0811000101351900 

3.158 

Fresh 

Motooka 

0811000101357100 

3.142 

Fresh 

Mund Ghisya 

0811000101353900 

1.972 

Fresh 

Murlipur 

0811000301380000 

2.030 

Fresh 

Nanagwada Goojran 

0811000101353700 

1.641 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kala Kho 


Non-command 


Non-command 


Non-command 


Non-command 


Kala Kho 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kala Kho 


Non-command 


Non-command 


Non-command 


Non-command 


Nangal 

0811000101358500 

7.722 

Fresh 

Narayanpura 

0811000101350500 

1.886 

Fresh 


Non-command 


Non-command 


Nihalpura 

0811000301381300 

3.795 

Fresh 

Nikatpuri 

0811000301377200 

0.948 

Fresh 

Norangwara 

0811000201368800 

3.898 

Fresh 

Pamadi 

0811000101350100 

3.857 

Fresh 

Pancholi 

0811000301379900 

3.113 

Fresh 

Parli 

0811000301378200 

6.496 

Fresh 

Parli Barh 

0811000301384600 

2.377 

Fresh 

Patti Salesingh 

0811000301378900 

0.622 

Fresh 

Peechupara Kalan 

0811000101352200 

2.140 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kala Kho 


Non-command 



Peechupara Khurd 

0811000101350200 

4.149 

Fresh 

Peelori 

0811000301379700 

1.148 

Fresh 

Peepalki 

0811000301377000 

2.487 

Fresh 


Peeplipara 

0811000201368600 

4.144 

Fresh 

Pratappura 

0811000101351100 

3.777 

Fresh 

Pundarpara 

0811000101356900 

3.930 

Fresh 

Raipura Brahman 

0811000301380400 

2.368 

Fresh 


Non-command 


Non-command 


Kala Kho 


Non-command 


Non-command 


Non-command 


Non-command 


Kala Kho 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Younger Alluvium 

0.043 

Non-command 

Younger Alluvium 

1.354 

Non-command 

Younger Alluvium 

0.694 

Non-command 

Older Alluvium 

1.652 

Non-command 

Younger Alluvium 

1.451 

Non-command 

Younger Alluvium 

1.661 

Non-command 

Younger Alluvium 

3.412 

Non-command 

Younger Alluvium 

0.418 

Non-command 

Younger Alluvium 

0.399 

Non-command 

Younger Alluvium 

1.917 

Non-command 

Younger Alluvium 

1.108 

Non-command 

Younger Alluvium 

2.772 

Command 

Younger Alluvium 

4.281 

Non-command 

Younger Alluvium 

0.086 

Non-command 

Younger Alluvium 

8.504 

Non-command 

Older Alluvium 

1.440 

Non-command 

Younger Alluvium 

6.089 

Command 

Younger Alluvium 

2.186 

Non-command 

Younger Alluvium 

1.227 

Non-command 

Younger Alluvium 

2.346 

Non-command 

Older Alluvium 

1.067 

Non-command 

Younger Alluvium 

0.052 

Non-command 

Older Alluvium 

0.367 

Non-command 

Younger Alluvium 

3.127 

Non-command 

Older Alluvium 

1.569 

Command 

Younger Alluvium 

0.070 

Non-command 

Younger Alluvium 

1.938 

Non-command 

Younger Alluvium 

0.968 

Non-command 

Younger Alluvium 

0.524 

Non-command 

Older Alluvium 

0.000 

Non-command 

Younger Alluvium 

0.796 

Non-command 

Younger Alluvium 

5.790 

Non-command 

Older Alluvium 

0.289 

Non-command 

Younger Alluvium 

0.029 

Non-command 

Younger Alluvium 

0.712 

Non-command 

Younger Alluvium 

0.948 

Non-command 

Younger Alluvium 

1.785 

Non-command 

Older Alluvium 

1.253 

Non-command 

Younger Alluvium 

0.376 

Non-command 

Younger Alluvium 

0.713 

Non-command 

Younger Alluvium 

0.333 

Non-command 

Younger Alluvium 

0.366 

Command 

Younger Alluvium 

0.394 

Non-command 

Older Alluvium 

0.907 

Non-command 

Younger Alluvium 

0.840 

Non-command 

Older Alluvium 

2.048 

Non-command 

Younger Alluvium 

1.009 

Command 

Younger Alluvium 

0.272 

Non-command 

Younger Alluvium 

2.197 

Non-command 

Younger Alluvium 

0.832 

Non-command 

Older Alluvium 

1.234 

Non-command 

Younger Alluvium 

3.930 

Command 

Younger Alluvium 

0.072 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

110,000 

90,000 

120 

70,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

60,000 

120 

110,000 

90,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

60,000 



MCM 

MCM 

(15) 

(16) 

0.011 

0.011 

0.598 

0.632 

0.022 

0.022 

0.151 

0.151 

0.065 

0.065 

0.173 

0.173 

0.151 

0.151 

0.302 

0.302 

0.086 

0.086 

0.562 

0.562 

0.058 

0.058 

0.029 

0.037 

0.194 

0.396 

0.007 

0.007 

1.080 

1.278 

0.238 

0.238 

0.648 

0.724 

0.144 

0.287 

0.086 

0.170 

0.778 

0.778 

0.194 

0.194 

0.011 

0.011 

0.097 

0.097 

- 

0.238 

0.356 

0.356 

0.011 

0.011 

0.551 

0.551 

0.130 

0.130 

0.058 

0.058 

- 

- 

0.119 

0.119 

0.886 

0.978 

0.043 

0.043 











































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Raipura Goojar 

0811000301377400 

1.217 

Fresh 

Ralawata 

0811000101355700 

4.722 

Fresh 

Ramgarh 

0811000301384500 

3.016 

Fresh 

Rampura 

0811000101353600 

1.672 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Ranapara 

0811000101356500 

2.977 

Fresh 

Rani Ka Was 

0811000101352400 

2.292 

Fresh 


Non-command 


Kala Kho 


Non-command 



Roopbas 

0811000101355900 

1.865 

Fresh 

Sanwas 

0811000301380300 

2.548 

Fresh 

Sarundla 

0811000301386400 

7.375 

Fresh 

Seekri 

0811000301380200 

8.674 

Fresh 

Shekhpura 

0811000101353000 

2.028 

Fresh 


Shyamsinghpura 

0811000101351200 

1.632 

Fresh 

Sikandara 

0811000301376500 

5.800 

Fresh 


Sodala 

0811000101353300 

1.309 

Fresh 

Somara 

0811000101350300 

1.566 

Fresh 

Sumel 

0811000101358700 

1.939 

Fresh 

Sungari 

0811000101352300 

1.807 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Kala Kho 


Non-command 


Non-command 


Kala Kho 


Non-command 


Non-command 


Non-command 


Non-command 


Kala Kho 


Non-command 



Surer 

0811000301377900 

1.684 

Fresh 

Theekariya 

0811000301379200 

1.205 

Fresh 

Toorwara 

0811000101352900 

0.971 

Fresh 

Un Baragaon 

0811000101352500 

4.374 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


03001019 


Vishala 

0811000201368900 

2.178 

Fresh 

Achrol 

0812001001578500 

25.367 

Fresh 

Ani 

0812001001578600 

3.653 

Fresh 

Anoppura 

0812001101594600 

3.910 

Fresh 

Arjunpura 

0812001101586700 

2.088 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Arniya 

0812001001576900 

9.725 

Fresh 

Bara Dehra 

0812001101586500 

3.812 

Fresh 


Non-command 


Non-command 


Basna 

0812001101590300 

3.995 

Fresh 

Beelpur 

0812001001576000 

3.771 

Fresh 


Non-command 


Non-command 



Bhattawala 

0812001101591000 

2.559 

Fresh 

Bhimawas 

0812001101594500 

4.362 

Fresh 

Bhojpura 

0812001101585800 

3.925 

Fresh 

Bhuranpura 

0812001101586300 

3.378 

Fresh 

Bhuranpura @nestiwas 

0812001001576800 

4.826 

Fresh 

Bilod 

0812001101587900 

14.992 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Younger Alluvium 

2.296 

Non-command 

Younger Alluvium 

1.217 

Non-command 

Younger Alluvium 

0.957 

Non-command 

Younger Alluvium 

1.943 

Non-command 

Older Alluvium 

0.031 

Non-command 

Younger Alluvium 

0.505 

Non-command 

Younger Alluvium 

2.977 

Command 

Younger Alluvium 

0.179 

Non-command 

Older Alluvium 

0.414 

Non-command 

Younger Alluvium 

1.698 

Non-command 

Younger Alluvium 

0.568 

Non-command 

Younger Alluvium 

2.548 

Non-command 

Younger Alluvium 

1.298 

Non-command 

Younger Alluvium 

2.831 

Command 

Younger Alluvium 

0.055 

Non-command 

Younger Alluvium 

1.973 

Non-command 

Older Alluvium 

0.172 

Command 

Younger Alluvium 

3.541 

Non-command 

Younger Alluvium 

0.035 

Non-command 

Younger Alluvium 

1.309 

Non-command 

Older Alluvium 

1.182 

Non-command 

Younger Alluvium 

1.311 

Command 

Younger Alluvium 

0.355 

Non-command 

Older Alluvium 

0.716 

Non-command 

Younger Alluvium 

0.737 

Non-command 

Younger Alluvium 

0.806 

Non-command 

Younger Alluvium 

0.086 

Non-command 

Younger Alluvium 

0.421 

Non-command 

Older Alluvium 

1.444 

Non-command 

Younger Alluvium 

0.570 

Non-command 

Younger Alluvium 

0.528 

Non-command 

Younger Alluvium 

0.425 

Non-command 

Younger Alluvium 

0.039 

Non-command 

Quartzite 

3.506 

Non-command 

Phyllite & Schist 

1.745 

Non-command 

Quartzite 

0.023 

Non-command 

Younger Alluvium 

0.320 

Non-command 

Younger Alluvium 

0.097 

Non-command 

Phyllite & Schist 

0.347 

Non-command 

Younger Alluvium 

0.772 

Non-command 

Younger Alluvium 

1.530 

Non-command 

Quartzite 

2.832 

Non-command 

Younger Alluvium 

0.180 

Non-command 

Phyllite & Schist 

0.008 

Non-command 

Quartzite 

2.213 

Non-command 

Younger Alluvium 

0.058 

Non-command 

Younger Alluvium 

0.533 

Non-command 

Quartzite 

1.918 

Non-command 

Younger Alluvium 

0.036 

Non-command 

Younger Alluvium 

1.966 

Non-command 

Younger Alluvium 

0.613 

Non-command 

Phyllite & Schist 

5.689 

Non-command 

Quartzite 

5.293 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

110,000 

90,000 

120 

70,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

60,000 

40,000 



Wells with 
Pumpset 


MCM 


(15) 


0.122 



































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 



Bisori 


Bitthalpur 


Chainpurabas Dedwari 


Charanwas @ Kali Pahar 


Dantala Meena 


Dedwari 


Dheerawas 


Dhekla 


Godiyana 


Gopalgarh 


Jugalpura 


Kalwad Kalan & Khurd 


0812001001578000 


0812001001578400 



0812001101591100 4.267 Fresh Non-command 


0812001101594800 3.018 Fresh Non-command 


0812001101589900 3.315 Fresh Non-command 


Chak Charanwas 

0812001101587700 

1.427 

Fresh 

Chak Jaisinghnagar 

0812001001578100 

0.811 

Fresh 


Chandawas 

0812001001577700 

3.624 

Fresh 

Chandwaji 

0812001001577400 

1.858 

Fresh 



0812001101587800 9.169 Fresh Non-command 


Charanwas Gajaji 

0812001101586100 

0.914 

Fresh 

Chaumukha 

0812001101597200 

0.944 

Fresh 

Chitanukalan 

0812001001576100 

4.386 

Fresh 


Chugalpura 

0812001101595100 

2.826 

Fresh 

Dantala Gujran 

0812001101587300 

6.078 

Fresh 



0812001101588000 2.973 Fresh Non-command 


0812001101590000 3.256 Fresh Non-command 


Dhaler 

0812001101586000 

3.124 

Fresh 

Dhaula 

0812001101586800 

8.673 

Fresh 



0812001101586900 4.112 Fresh Non-command 


0812001101587200 3.000 Fresh Non-command 


Ghata Jaldhari 

0812001101591300 

4.395 

Fresh 

Ghati Ghan Shyampura 

0812001101594700 

4.138 

Fresh 



0812001101591800 8.241 Fresh Non-command 


0812001101597600 11.895 Fresh Non-command 


Harchandpura @kankarwa 

0812001001577100 

3.379 

Fresh 

Haripura Brahmanan 

0812001101584200 

3.646 

Fresh 

Jaichand Pura 

0812001101586400 

2.972 

Fresh 



1.988 Fresh Non-command 


Jamwa Ramgarh 

0812001101597300 

9.523 

Fresh 

Jhol 

0812001101603500 

12.073 

Fresh 

Jindon Ki Dhani 

0812001101590200 

0.743 

Fresh 



4.371 Fresh Non-command 


5.760 Fresh Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Younger Alluvium 

1.143 

Non-command 

Quartzite 

0.198 

Non-command 

Younger Alluvium 

0.319 

Non-command 

Quartzite 

0.304 

Non-command 

Younger Alluvium 

2.714 

Non-command 

Phyllite & Schist 

1.833 

Non-command 

Quartzite 

0.879 

Non-command 

Younger Alluvium 

1.205 

Non-command 

Quartzite 

0.516 

Non-command 

Younger Alluvium 

0.295 

Non-command 

Younger Alluvium 

2.851 

Non-command 

Quartzite 

0.530 

Non-command 

Younger Alluvium 

0.708 

Non-command 

Quartzite 

1.198 

Non-command 

Younger Alluvium 

0.446 

Non-command 

Younger Alluvium 

0.912 

Non-command 

Younger Alluvium 

0.065 

Non-command 

Quartzite 

1.331 

Non-command 

Younger Alluvium 

1.568 

Non-command 

Younger Alluvium 

0.005 

Non-command 

Phyllite & Schist 

4.301 

Non-command 

Quartzite 

0.755 

Non-command 

Phyllite & Schist 

1.592 

Non-command 

Quartzite 

0.001 

Non-command 

Phyllite & Schist 

1.790 

Non-command 

Quartzite 

1.189 

Non-command 

Younger Alluvium 

3.057 

Non-command 

Phyllite & Schist 

1.729 

Non-command 

Quartzite 

2.854 

Non-command 

Phyllite & Schist 

0.204 

Non-command 

Quartzite 

0.071 

Non-command 

Phyllite & Schist 

1.152 

Non-command 

Quartzite 

0.837 

Non-command 

Quartzite 

1.165 

Non-command 

Quartzite 

3.727 

Non-command 

Younger Alluvium 

0.172 

Non-command 

Phyllite & Schist 

0.426 

Non-command 

Quartzite 

6.006 

Non-command 

Quartzite 

6.276 

Non-command 

Younger Alluvium 

1.510 

Non-command 

Younger Alluvium 

0.859 

Non-command 

Younger Alluvium 

0.004 

Non-command 

Quartzite 

0.767 

Non-command 

Younger Alluvium 

2.204 

Non-command 

Quartzite 

1.166 

Non-command 

Younger Alluvium 

0.822 

Non-command 

Younger Alluvium 

4.631 

Non-command 

Quartzite 

0.244 

Non-command 

Quartzite 

0.005 

Non-command 

Younger Alluvium 

0.738 

Non-command 

Quartzite 

0.568 

Non-command 

Younger Alluvium 

2.491 

Non-command 

Younger Alluvium 

0.086 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

110,000 

90,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.043 




































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Kanwarpura 

0812001001577000 

2.729 

Fresh 

Kelanwas 

0812001101591500 

2.261 

Fresh 


Maliwas 


Manpura Mancheri 


Mathasoola 


Nangal Tulsidas 


Peelwa 


Puth Ka Bas @ Chawa Ka 


Sau Sareen 


Shyampura 


0812001101588100 


0812001001575600 


0812001101588200 


0812001101591200 


0812001001577200 


0812001001575500 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Kolyana 

0812001101595000 

6.211 

Fresh 

Kushalpura 

0812001001577900 

4.061 

Fresh 



2.425 Fresh Non-command 


Lamya Mewal 

0812001001576300 

1.778 

Fresh 

Maid Rajsinghpura 

0812001101597400 

2.973 

Fresh 

Majipura 

0812001101587500 

6.305 

Fresh 



1.378 Fresh Non-command 


13.180 Fresh Non-command 


12.130 Fresh 


3.716 Fresh 


Narpatyawas 

0812001101594900 

4.249 

Fresh 

Nimbhi 

0812001101591400 

10.692 

Fresh 


Noorpur 

0812001101585900 

2.655 

Fresh 

Paleeton Ki Dhani 

0812001101590500 

3.100 

Fresh 


Pali 

0812001101590900 

4.067 

Fresh 

Papar 

0812001101602700 

13.854 

Fresh 


2.830 Fresh 


6.637 Fresh 


Raisar 

0812001101588600 

9.954 

Fresh 

Rajpurwas Chandwaji 

0812001001577600 

1.810 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Rampura @ Baniyawala 

0812001001578200 

3.997 

Fresh 

Rampura Bas Samred 

0812001101589700 

2.115 

Fresh 

Rampurawas Ramgarh 

0812001101601000 

6.217 

Fresh 

Raopura 

0812001101586200 

1.352 

Fresh 

Ratanpura Haripura 

0812001101584300 

4.227 

Fresh 

Ratanpura Jatan 

0812001101584400 

1.580 

Fresh 

Roondal 

0812001001575700 

14.033 

Fresh 

Salarwas 

0812001001577300 

3.350 

Fresh 

Samred Kalan 

0812001101591900 

9.146 

Fresh 

Samred Khurd 

0812001101589800 

4.891 

Fresh 

Sau 

0812001101600800 

12.107 

Fresh 


0812001101600900 


0812001001577800 


4.267 Fresh 


4.011 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Younger Alluvium 

1.365 

Non-command 

Quartzite 

0.035 

Non-command 

Younger Alluvium 

1.727 

Non-command 

Younger Alluvium 

0.369 

Non-command 

Quartzite 

0.050 

Non-command 

Younger Alluvium 

3.746 

Non-command 

Phyllite & Schist 

0.181 

Non-command 

Younger Alluvium 

2.236 

Non-command 

Quartzite 

0.003 

Non-command 

Younger Alluvium 

2.920 

Non-command 

Quartzite 

0.216 

Non-command 

Younger Alluvium 

5.889 

Non-command 

Phyllite & Schist 

0.308 

Non-command 

Quartzite 

0.547 

Non-command 

Quartzite 

0.322 

Non-command 

Younger Alluvium 

0.296 

Non-command 

Phyllite & Schist 

0.756 

Non-command 

Quartzite 

1.346 

Non-command 

Quartzite 

1.033 

Non-command 

Younger Alluvium 

0.001 

Non-command 

Younger Alluvium 

0.337 

Non-command 

Quartzite 

1.588 

Non-command 

Younger Alluvium 

5.799 

Non-command 

Younger Alluvium 

1.112 

Non-command 

Quartzite 

1.044 

Non-command 

Younger Alluvium 

0.189 

Non-command 

Younger Alluvium 

0.334 

Non-command 

Quartzite 

1.566 

Non-command 

Younger Alluvium 

0.504 

Non-command 

Quartzite 

0.436 

Non-command 

Younger Alluvium 

0.108 

Non-command 

Quartzite 

0.204 

Non-command 

Younger Alluvium 

0.249 

Non-command 

Quartzite 

0.088 

Non-command 

Quartzite 

0.101 

Non-command 

Younger Alluvium 

1.708 

Non-command 

Quartzite 

2.254 

Non-command 

Younger Alluvium 

2.993 

Non-command 

Younger Alluvium 

0.280 

Non-command 

Quartzite 

1.202 

Non-command 

Younger Alluvium 

0.278 

Non-command 

Younger Alluvium 

1.235 

Non-command 

Younger Alluvium 

0.690 

Non-command 

Younger Alluvium 

0.166 

Non-command 

Younger Alluvium 

0.039 

Non-command 

Quartzite 

0.033 

Non-command 

Quartzite 

5.827 

Non-command 

Quartzite 

4.886 

Non-command 

Quartzite 

0.453 

Non-command 

Younger Alluvium 

5.979 

Non-command 

Quartzite 

0.670 

Non-command 

Younger Alluvium 

1.213 

Non-command 

Younger Alluvium 

3.902 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

110,000 

90,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

60,000 

40,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

110,000 

90,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 





































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


03001020 


Chandoosa 


Chandpur 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Ambari 

0811000301387500 

3.717 

Fresh 

Bairawanda 

0811000301387100 

16.053 

Fresh 

Banepura 

0811000301389400 

1.884 

Fresh 


Non-command 


Non-command 


Madho Sagar 



Barh Bairawanda 

0811000301387700 

0.834 

Fresh 

Baseri 

0811000301389600 

3.630 

Fresh 


Non-command 


Non-command 


Non-command 



Bhanwarwara 

0809000201197500 

3.237 

Fresh 

Bhaogarh 

0811000301389500 

1.973 

Fresh 

Boojot 

0811000301388500 

4.425 

Fresh 


Non-command 


Non-command 


Madho Sagar 



Brahmbad 

0811000301378100 

2.455 

Fresh 

Chainpura 

0811000301388700 

1.387 

Fresh 

Chak Ganipur 

0811000301385100 

0.894 

Fresh 


Chak Kalakho 

0811000301388200 

0.943 

Fresh 

Chak Vishala 

0811000201369100 

0.934 

Fresh 

Chandera 

0811000301378000 

5.213 

Fresh 


0811000301379400 


0811000301386300 


6.856 Fresh 


1.432 Fresh 


Chirawanda 

0809000201202600 

30.113 

Fresh 

Darjapur 

0811000301379100 

0.562 

Fresh 

Dawakhar 

0811000301387300 

4.058 

Fresh 

Dhulkot 

0811000301380100 

1.648 

Fresh 

Farraspura 

0811000301387900 

10.173 

Fresh 


Non-command 


Non-command 


Madho Sagar 


Madho Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Madho Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Madho Sagar 



Gadhora 

0811000301387400 

4.923 

Fresh 

Gadoli 

0811000301389000 

10.097 

Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Quartzite 

0.281 

Non-command 

Younger Alluvium 

1.915 

Non-command 

Quartzite 

1.536 

Non-command 

Younger Alluvium 

0.095 

Non-command 

Quartzite 

0.609 

Non-command 

Younger Alluvium 

0.250 

Non-command 

Quartzite 

1.305 

Non-command 

Younger Alluvium 

1.393 

Non-command 

Phyllite & Schist 

6.751 

Non-command 

Quartzite 

5.487 

Non-command 

Younger Alluvium 

1.193 

Non-command 

Phyllite & Schist 

0.475 

Non-command 

Quartzite 

6.193 

Non-command 

Younger Alluvium 

4.486 

Non-command 

Quartzite 

0.400 

Non-command 

Younger Alluvium 

7.362 

Non-command 

Quartzite 

3.214 

Non-command 

Quartzite 

9.635 

Command 

Quartzite 

0.234 

Command 

Younger Alluvium 

1.368 

Non-command 

Quartzite 

0.282 

Non-command 

Quartzite 

0.834 

Non-command 

Quartzite 

0.005 

Non-command 

Younger Alluvium 

0.000 

Non-command 

Quartzite 

0.603 

Non-command 

Younger Alluvium 

5.372 

Non-command 

Quartzite 

0.016 

Non-command 

Quartzite 

0.065 

Command 

Quartzite 

1.470 

Command 

Younger Alluvium 

1.706 

Non-command 

Quartzite 

0.068 

Non-command 

Younger Alluvium 

1.767 

Command 

Younger Alluvium 

0.962 

Command 

Younger Alluvium 

0.826 

Non-command 

Younger Alluvium 

0.068 

Non-command 

Quartzite 

0.943 

Non-command 

Younger Alluvium 

0.934 

Non-command 

Older Alluvium 

0.226 

Non-command 

Younger Alluvium 

3.952 

Non-command 

Quartzite 

0.635 

Non-command 

Younger Alluvium 

6.189 

Command 

Younger Alluvium 

0.358 

Non-command 

Younger Alluvium 

0.886 

Non-command 

Quartzite 

4.839 

Non-command 

Younger Alluvium 

0.562 

Non-command 

Quartzite 

1.634 

Non-command 

Younger Alluvium 

1.647 

Command 

Quartzite 

0.172 

Command 

Younger Alluvium 

0.268 

Non-command 

Quartzite 

5.993 

Non-command 

Younger Alluvium 

0.861 

Non-command 

Quartzite 

3.380 

Non-command 

Quartzite 

6.852 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

70,000 

45,000 

120 

70,000 

45,000 

120 

70,000 

45,000 

120 

70,000 

60,000 

120 

70,000 

45,000 

120 

70,000 

45,000 

120 

70,000 

45,000 

120 

70,000 

60,000 

120 

70,000 

45,000 

120 

70,000 

60,000 

120 

90,000 

70,000 

120 

70,000 

45,000 

120 

70,000 

45,000 

120 

70,000 

60,000 

120 

70,000 

45,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

45,000 

120 

90,000 

70,000 

120 

70,000 

45,000 

120 

70,000 

60,000 

120 

70,000 

45,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

90,000 

70,000 

120 

70,000 

60,000 

120 

70,000 

45,000 

120 

70,000 

60,000 

120 

70,000 

45,000 

120 

70,000 

60,000 

120 

70,000 

45,000 

120 

70,000 

60,000 

120 

70,000 

45,000 

120 

70,000 

45,000 



Wells with 
Pumpset 


MCM 


(15) 


0.018 











































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Gerota 

0811000301389100 

4.563 

Fresh 

Ghoomana 

0811000301388900 

5.721 

Fresh 


Madho Sagar 


Non-command 


Madho Sagar 


Non-command 


Madho Sagar 


Non-command 


Madho Sagar 


Non-command 


Non-command 


Madho Sagar 



Gilari 

0811000301384700 

2.458 

Fresh 

Girdharipura 

0811000301385500 

1.542 

Fresh 


Madho Sagar 


Madho Sagar 


Non-command 



Goojar Seemla 

0811000301378400 

2.528 

Fresh 

Guna 

0809000201197400 

5.162 

Fresh 

Heengi 

0811000301379500 

4.540 

Fresh 

Heengwa 

0811000301385400 

3.485 

Fresh 


Jagrampura Patti 

0811000301388100 

0.898 

Fresh 

Jagsahaipura 

0811000301389300 

1.449 

Fresh 

Jaisinghpura 

0811000301388800 

2.223 

Fresh 

Jheejhan 

0811000301384300 

3.856 

Fresh 

Jodhya 

0811000301387600 

1.749 

Fresh 

Kailai 

0811000301384900 

2.639 

Fresh 

Kalakho 

0811000301388300 

5.293 

Fresh 

Kalwan 

0811000301384800 

9.200 

Fresh 


Kaneti 

0809000101184100 

2.376 

Fresh 

Karori 

0811000301377800 

1.654 

Fresh 

Kayampur 

0811000201369200 

2.305 

Fresh 


Non-command 


Non-command 


Non-command 


Madho Sagar 


Non-command 


Non-command 


Madho Sagar 


Madho Sagar 


Non-command 


Non-command 


Madho Sagar 


Non-command 


Madho Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Khera Paharpur 

0811000301378500 

1.398 

Fresh 

Kheri Ramla 

0811000301379600 

1.871 

Fresh 

Kherla 

0811000301379800 

3.959 

Fresh 

Kundera Doongar 

0811000301385700 

5.693 

Fresh 


Non-command 


Non-command 


Non-command 


Madho Sagar 


Non-command 



Kundera Khurd 

0811000301385200 

0.839 

Fresh 

Laka 

0811000301387200 

12.180 

Fresh 

Lakhanpur 

0811000301389800 

3.526 

Fresh 


Madho Sagar 


Non-command 


Non-command 


Manpur 

0811000301377100 

6.169 

Fresh 

Maulai 

0811000301388000 

2.957 

Fresh 


Meena Seemla 

0811000301378300 

4.744 

Fresh 

Morer 

0811000301386100 

1.870 

Fresh 

Moroli 

0811000301382500 

10.368 

Fresh 

Mudiya Khera 

0811000301385900 

3.386 

Fresh 


Non-command 


Madho Sagar 


Non-command 


Non-command 


Madho Sagar 


Non-command 


Madho Sagar 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

2.088 

Non-command 

Younger Alluvium 

0.201 

Command 

Quartzite 

0.698 

Command 

Younger Alluvium 

0.821 

Non-command 

Quartzite 

0.557 

Command 

Younger Alluvium 

10.537 

Non-command 

Younger Alluvium 

0.428 

Command 

Quartzite 

0.089 

Non-command 

Quartzite 

0.566 

Non-command 

Quartzite 

0.712 

Command 

Quartzite 

0.831 

Command 

Younger Alluvium 

3.860 

Non-command 

Quartzite 

0.870 

Non-command 

Younger Alluvium 

0.050 

Command 

Younger Alluvium 

2.458 

Command 

Younger Alluvium 

0.060 

Non-command 

Quartzite 

0.216 

Non-command 

Younger Alluvium 

1.267 

Non-command 

Younger Alluvium 

2.528 

Non-command 

Quartzite 

0.001 

Non-command 

Younger Alluvium 

4.535 

Command 

Younger Alluvium 

1.352 

Non-command 

Younger Alluvium 

2.132 

Non-command 

Quartzite 

0.898 

Command 

Younger Alluvium 

1.449 

Command 

Younger Alluvium 

2.223 

Non-command 

Younger Alluvium 

0.041 

Non-command 

Quartzite 

1.749 

Command 

Younger Alluvium 

2.639 

Non-command 

Quartzite 

4.422 

Command 

Younger Alluvium 

4.222 

Non-command 

Younger Alluvium 

1.441 

Non-command 

Quartzite 

0.001 

Non-command 

Younger Alluvium 

0.300 

Non-command 

Older Alluvium 

0.769 

Non-command 

Younger Alluvium 

1.204 

Non-command 

Younger Alluvium 

0.998 

Non-command 

Younger Alluvium 

0.763 

Non-command 

Younger Alluvium 

1.187 

Command 

Younger Alluvium 

3.908 

Non-command 

Quartzite 

0.183 

Non-command 

Younger Alluvium 

0.222 

Command 

Younger Alluvium 

0.839 

Non-command 

Quartzite 

3.881 

Non-command 

Quartzite 

0.732 

Non-command 

Younger Alluvium 

0.131 

Non-command 

Younger Alluvium 

0.080 

Command 

Quartzite 

0.025 

Non-command 

Quartzite 

2.237 

Non-command 

Younger Alluvium 

2.298 

Command 

Younger Alluvium 

1.870 

Non-command 

Quartzite 

2.768 

Command 

Younger Alluvium 

3.386 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

45,000 

120 

70,000 

60,000 

120 

70,000 

45,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

45,000 

120 

70,000 

45,000 

120 

70,000 

45,000 

120 

70,000 

45,000 

120 

70,000 

60,000 

120 

70,000 

45,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

45,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

90,000 

70,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

45,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

45,000 

120 

70,000 

60,000 

120 

70,000 

45,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

150,000 

120,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

45,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

45,000 

120 

70,000 

45,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

45,000 

120 

70,000 

45,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

45,000 

120 

70,000 

60,000 



MCM 

MCM 

(15) 

(16) 

0.180 

0.247 

0.014 

0.022 

0.049 

0.116 

0.079 

0.155 

0.043 

0.093 

0.209 

0.545 

0.007 

0.024 

0.011 

0.019 

0.086 

0.111 

0.016 

0.050 

0.016 

0.050 

0.086 

0.246 

0.016 

0.050 

- 

- 1 

0.058 

0.125 

0.007 

0.007 

0.016 

0.024 

0.108 

0.133 

0.331 

0.348 

- 

- ! 

0.173 

0.232 

0.086 

0.120 

0.130 

0.189 

0.097 

0.248 

0.158 

0.360 

0.230 

0.516 

0.007 

0.007 

0.216 

0.266 

0.108 

0.377 

0.427 

1.149 

0.324 

0.744 

0.108 

0.251 





































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Muhana 

0809000201197300 

4.013 

Fresh 

Murlipur 

0811000301380000 

2.030 

Fresh 

Nahar Khora 

0811000301389900 

8.410 

Fresh 

Namner 

0811000301386000 

2.982 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Madho Sagar 



Nangal 

0811000101358500 

7.722 

Fresh 

Naya Gaon 

0811000301379300 

5.042 

Fresh 


Non-command 


Non-command 


03001021 


Norangwara 

0811000201368800 

3.898 

Fresh 

Pancholi 

0811000301379900 

3.113 

Fresh 

Parli 

0811000301378200 

6.496 

Fresh 

Parli Barh 

0811000301384600 

2.377 

Fresh 



Non-command 


Non-command 


Non-command 


Madho Sagar 


Non-command 


Madho Sagar 



Patti Salesingh 

0811000301378900 

0.622 

Fresh 

Peelori 

0811000301379700 

1.148 

Fresh 

Peepalki 

0811000301377000 

2.487 

Fresh 

Rajahera 

0809000201197200 

2.724 

Fresh 

Ramera 

0811000301385600 

2.175 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Madho Sagar 


Non-command 



Ramgarh 

0811000301384500 

3.016 

Fresh 

Ranoli 

0811000301382600 

11.260 

Fresh 

Sandera 

0809000201195600 

3.911 

Fresh 

Sarundla 

0811000301386400 

7.375 

Fresh 



Sultanpura 

0811000301378600 

0.622 

Fresh 

Surer 

0811000301377900 

1.684 

Fresh 

Theekariya 

0811000301379200 

1.205 

Fresh 

Torda 

0811000301387800 

8.817 

Fresh 

Udaipura 

0811000301378700 

8.397 

Fresh 

Udalwara 

0811000301387000 

3.533 

Fresh 

Vishala 

0811000201368900 

2.178 

Fresh 


Non-command 


Non-command 


Non-command 


Madho Sagar 


Non-command 


Madho Sagar 


Non-command 


Madho Sagar 


Non-command 


Madho Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Asthal 


0812001101600300 


1.642 Fresh 


Kharad 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Quartzite 

0.002 

Non-command 

Younger Alluvium 

1.506 

Non-command 

Quartzite 

0.000 

Command 

Quartzite 

0.005 

Command 

Younger Alluvium 

2.647 

Non-command 

Quartzite 

0.198 

Non-command 

Younger Alluvium 

0.129 

Non-command 

Quartzite 

0.654 

Non-command 

Younger Alluvium 

2.891 

Non-command 

Younger Alluvium 

1.932 

Non-command 

Quartzite 

1.150 

Non-command 

Younger Alluvium 

2.927 

Non-command 

Younger Alluvium 

0.040 

Non-command 

Younger Alluvium 

2.737 

Non-command 

Younger Alluvium 

3.962 

Command 

Younger Alluvium 

0.772 

Non-command 

Younger Alluvium 

1.272 

Command 

Quartzite 

0.000 

Command 

Younger Alluvium 

2.065 

Non-command 

Quartzite 

0.003 

Non-command 

Younger Alluvium 

0.008 

Non-command 

Older Alluvium 

0.906 

Non-command 

Younger Alluvium 

1.815 

Non-command 

Younger Alluvium 

0.256 

Non-command 

Younger Alluvium 

0.139 

Non-command 

Younger Alluvium 

0.018 

Non-command 

Quartzite 

0.000 

Command 

Younger Alluvium 

1.719 

Non-command 

Quartzite 

0.067 

Non-command 

Younger Alluvium 

0.387 

Non-command 

Younger Alluvium 

1.073 

Non-command 

Quartzite 

2.259 

Non-command 

Quartzite 

0.000 

Command 

Younger Alluvium 

2.024 

Non-command 

Younger Alluvium 

2.471 

Command 

Younger Alluvium 

0.324 

Non-command 

Younger Alluvium 

5.422 

Command 

Younger Alluvium 

7.411 

Non-command 

Younger Alluvium 

1.148 

Command 

Younger Alluvium 

4.033 

Non-command 

Quartzite 

0.023 

Non-command 

Younger Alluvium 

0.252 

Non-command 

Younger Alluvium 

0.622 

Non-command 

Younger Alluvium 

0.878 

Non-command 

Younger Alluvium 

1.119 

Non-command 

Quartzite 

1.427 

Non-command 

Younger Alluvium 

3.888 

Non-command 

Quartzite 

0.078 

Non-command 

Older Alluvium 

0.006 

Non-command 

Younger Alluvium 

1.106 

Command 

Older Alluvium 

0.798 

Command 

Phyllite & Schist 

9.457 

Command 

Phyllite & Schist 

0.034 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

70,000 

60,000 

120 

70,000 

45,000 

120 

70,000 

45,000 

120 

70,000 

60,000 

120 

70,000 

45,000 

120 

70,000 

60,000 

120 

70,000 

45,000 

120 

70,000 

60,000 

120 

110,000 

90,000 

120 

70,000 

45,000 

120 

70,000 

60,000 

120 

90,000 

70,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

45,000 

120 

70,000 

60,000 

120 

70,000 

45,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

90,000 

70,000 

120 

70,000 

60,000 

120 

70,000 

45,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

45,000 

120 

90,000 

70,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

45,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

45,000 

120 

70,000 

60,000 

120 

70,000 

45,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 






0.475 

0.525 

0.016 

0.016 

0.108 

0.116 

0.036 

0.128 

0.027 

0.035 



0.029 

0.037 

0.029 

0.029 

0.115 

0.123 

0.734 

0.826 

0.167 

0.453 

0.302 

0.798 

0.005 

0.013 
























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 



Barh Booj 

0812001101607000 

0.565 

Fresh 

Barh Khemawas 

0812001101606000 

0.317 

Fresh 

Barh Rasoolpura 

0812001101605400 

2.167 

Fresh 


Barh Thaulai 


Bhagwan Pura 


Bhonda Khera 


Biharipura 


Birasana 


Booj 


Borai 


Gaonli 


Gopalgarh 


Goth Ki Patti 


Gudhawas Nevar 


Ishwarsingh Pura 



0812001101600400 1.262 Fresh kharad 



0812001101597900 


4.562 Fresh 


Bhanpura Khurd 

0812001101605700 

2.288 

Fresh 

Bhimawas 

0812001101594500 

4.362 

Fresh 


Non-command 


Kharad 


Non-command 


Non-command 


Non-command 


0812001101599600 2.052 Fresh Kharad 


0811000401394500 5.087 Fresh Non-command 


0812001101604600 


0812001101606400 


0812001201623300 


Chak Kanwarpura 

0812001101599800 

1.112 

Fresh 

Chak Koochawas 

0812001101604900 

1.398 

Fresh 


Chak Palri 

0812001101604200 

0.490 

Fresh 

Chandrana 

0811000401394600 

11.293 

Fresh 


Dagarwara 

0812001101599200 

14.075 

Fresh 

Dhoola Raoji 

0812001101607200 

12.626 

Fresh 

Dhoret @ Harrampura 

0812001101594400 

9.623 

Fresh 


0812001101604500 


0812001101597600 


2.961 Fresh Kharad 


Non-command 


9.299 Fresh Non-command 


5.370 Fresh Non-command 


Kharad 


Kharad 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


4.222 Fresh 


11.895 Fresh 



0812001101603700 


0812001101604400 


0812001101599500 


Non-command 


1.332 Fresh Non-command 



Jagmalpura 

0812001101607100 

3.825 

Fresh 

Jaisinghpura 

0812001101605900 

2.844 

Fresh 

Jamwa Ghat 

0812001101597700 

5.549 

Fresh 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.468 

Non-command 

Phyllite & Schist 

0.416 

Non-command 

Quartzite 

0.712 

Non-command 

Older Alluvium 

0.058 

Non-command 

Older Alluvium 

0.317 

Non-command 

Older Alluvium 

0.992 

Non-command 

Quartzite 

0.864 

Command 

Older Alluvium 

0.239 

Command 

Phyllite & Schist 

0.058 

Non-command 

Older Alluvium 

0.964 

Command 

Phyllite & Schist 

2.623 

Non-command 

Phyllite & Schist 

1.590 

Non-command 

Older Alluvium 

2.288 

Non-command 

Phyllite & Schist 

0.138 

Non-command 

Quartzite 

0.216 

Command 

Older Alluvium 

2.035 

Command 

Phyllite & Schist 

0.017 

Non-command 

Older Alluvium 

0.025 

Non-command 

Phyllite & Schist 

0.101 

Command 

Older Alluvium 

2.149 

Non-command 

Older Alluvium 

0.812 

Non-command 

Older Alluvium 

0.428 

Non-command 

Quartzite 

6.798 

Non-command 

Older Alluvium 

4.855 

Non-command 

Quartzite 

0.166 

Command 

Older Alluvium 

1.112 

Command 

Older Alluvium 

1.305 

Non-command 

Older Alluvium 

0.093 

Non-command 

Quartzite 

0.490 

Non-command 

Older Alluvium 

1.656 

Non-command 

Quartzite 

0.004 

Non-command 

Phyllite & Schist 

0.226 

Non-command 

Older Alluvium 

1.045 

Non-command 

Phyllite & Schist 

3.940 

Non-command 

Quartzite 

1.276 

Non-command 

Older Alluvium 

3.584 

Non-command 

Quartzite 

0.638 

Non-command 

Phyllite & Schist 

0.102 

Non-command 

Quartzite 

1.427 

Non-command 

Younger Alluvium 

0.386 

Command 

Older Alluvium 

1.029 

Command 

Phyllite & Schist 

1.294 

Non-command 

Older Alluvium 

0.020 

Non-command 

Quartzite 

0.724 

Non-command 

Younger Alluvium 

0.248 

Non-command 

Older Alluvium 

0.391 

Non-command 

Quartzite 

2.063 

Non-command 

Older Alluvium 

1.083 

Non-command 

Phyllite & Schist 

0.170 

Non-command 

Older Alluvium 

0.513 

Non-command 

Older Alluvium 

2.844 

Non-command 

Older Alluvium 

0.019 

Non-command 

Quartzite 

3.276 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

100,000 

65,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

40,000 



Tube Wells with 
Wells Pumpset 




0.007 

0.007 

0.185 

0.347 

0.067 

0.121 

0.017 

0.049 

0.139 

0.434 

0.328 

0.388 

0.005 

0.005 

0.126 

0.288 

0.017 

0.039 


0.024 

0.089 

0.160 

0.160 



0.034 

0.214 

0.032 

0.151 

0.017 

0.049 

0.053 

0.183 

0.143 

0.154 

0.018 

0.018 

0.025 

0.111 

0.084 

0.386 




















































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Kharkara 


Khawa Raniji 


Koochawas 


Maksoodan Pura 


Manota 


Nangal Bela 


Nangal Gogoriyan 


Newar 


Palri Kalan 


Palri Khurd 


Papar 


Parasoli 


Radha Govindpura 


Raipur 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


4.115 Fresh Non-command 


Jhol 

0812001101603500 

12.073 

Fresh 

Kanwarpura 

0812001101599700 

3.361 

Fresh 

Kharana 

0812001101604100 

3.261 

Fresh 



0812001101603900 


0812001101600700 



1.784 Fresh Non-command 


7.870 Fresh kharad 


Non-command 



Khemawas 

0812001101604300 

1.834 

Fresh 

Kherawas Newar 

0812001101606100 

3.313 

Fresh 

Koliwara 

0812001101605200 

3.635 

Fresh 



0812001101604700 


6.331 Fresh Kharad 


Non-command 



0812001101606300 


0812001101606500 


0812001101605000 


0812001101605500 


7.170 Fresh Kharad 


Non-command 


2.342 Fresh Non-command 


8.468 Fresh Non-command 



6.661 Fresh Kharad 


Non-command 



0812001101606200 


0812001101603800 


0812001101604000 


4.995 Fresh Non-command 


4.119 Fresh Non-command 


3.452 Fresh Non-command 



0812001101602700 13.854 Fresh Non-command 


0812001201623200 


7.772 Fresh Non-command 


Peipura 

0812001201623400 

1.640 

Fresh 

Phootolao 

0812001101598200 

4.780 

Fresh 




0812001101605300 


0812001101597800 


Non-command 


1.693 Fresh Non-command 


4.550 Fresh Kharad 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.440 

Non-command 

Quartzite 

2.990 

Non-command 

Quartzite 

4.319 

Command 

Older Alluvium 

3.361 

Non-command 

Older Alluvium 

1.045 

Non-command 

Quartzite 

2.216 

Non-command 

Quartzite 

1.512 

Non-command 

Younger Alluvium 

0.016 

Command 

Older Alluvium 

0.037 

Non-command 

Older Alluvium 

4.188 

Non-command 

Quartzite 

3.079 

Non-command 

Quartzite 

1.834 

Non-command 

Older Alluvium 

3.313 

Non-command 

Older Alluvium 

3.063 

Non-command 

Phyllite & Schist 

0.544 

Command 

Older Alluvium 

1.163 

Command 

Quartzite 

0.645 

Non-command 

Older Alluvium 

4.508 

Non-command 

Quartzite 

0.015 

Command 

Older Alluvium 

0.181 

Command 

Quartzite 

0.440 

Non-command 

Older Alluvium 

3.058 

Non-command 

Quartzite 

2.921 

Non-command 

Older Alluvium 

2.089 

Non-command 

Quartzite 

0.253 

Non-command 

Older Alluvium 

1.072 

Non-command 

Quartzite 

2.787 

Non-command 

Older Alluvium 

1.374 

Non-command 

Quartzite 

0.164 

Command 

Older Alluvium 

0.682 

Non-command 

Older Alluvium 

2.889 

Non-command 

Quartzite 

2.816 

Non-command 

Older Alluvium 

3.487 

Non-command 

Quartzite 

0.095 

Non-command 

Quartzite 

3.946 

Non-command 

Younger Alluvium 

0.044 

Non-command 

Older Alluvium 

0.000 

Non-command 

Quartzite 

2.691 

Non-command 

Younger Alluvium 

0.002 

Non-command 

Quartzite 

1.759 

Non-command 

Younger Alluvium 

0.492 

Non-command 

Older Alluvium 

0.835 

Non-command 

Quartzite 

0.084 

Non-command 

Older Alluvium 

1.640 

Command 

Older Alluvium 

0.145 

Command 

Phyllite & Schist 

0.968 

Non-command 

Older Alluvium 

0.472 

Non-command 

Phyllite & Schist 

0.254 

Non-command 

Older Alluvium 

1.393 

Non-command 

Quartzite 

0.300 

Command 

Phyllite & Schist 

0.268 

Non-command 

Phyllite & Schist 

1.748 

Non-command 

Quartzite 

2.307 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

100,000 

65,000 

120 

60,000 

40,000 

120 

100,000 

65,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 



Tube Wells with 
Wells Pumpset 




0.008 

0.008 

0.014 

0.021 

0.151 

0.216 

0.086 

0.129 

0.059 

0.178 

0.005 

0.012 

0.050 

0.093 

0.077 

0.156 

0.168 

0.265 

0.010 

0.017 

0.017 

0.028 

0.059 

0.113 

0.029 

0.065 

0.210 

0.783 

0.005 

0.012 

0.053 

0.312 






























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


03001022 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Ramjipura 

0812001101599300 

1.524 

Fresh 

Saipur 

0812001101598000 

5.237 

Fresh 


Samor 


Sarjoli 


Sau Sareen 


Shankarpura 


Barh Chandrana 


Barh Chhangala 


Bhojpura 


Bhojwara 


Biharipura 


Type of Area (Command / N< 
command) 



0812001101599400 


0812001101603600 


Non-command 


Kharad 


Non-command 


Non-command 



Sarpura 

0812001101605100 

3.961 

Fresh 

Sau 

0812001101600800 

12.107 

Fresh 


Non-command 


Non-command 



0812001101600900 


0812001101604800 



Shivpura 

0812001101600600 

1.262 

Fresh 

Sri Ramnagar 

0812001101600000 

1.210 

Fresh 


Sundarpura 

0812001101605800 

1.944 

Fresh 

Thaulai 

0812001101600200 

3.872 

Fresh 


Non-command 


Kharad 


Non-command 


Kharad 


Non-command 


Kharad 



Toloopura 

0812001101600100 

1.563 

Fresh 

Vishanpura 

0812001101597500 

14.811 

Fresh 


Achhiwas 

0811000401393100 

2.400 

Fresh 

Akhepura 

0811000401392000 

0.331 

Fresh 

Bane Ka Barkhera 

0811000401396100 

5.283 

Fresh 

Banetha 

0811000401395200 

4.676 

Fresh 

Bapi 

0811000401394100 

9.850 

Fresh 


0811000401398300 


0811000401393900 


2.384 Fresh 


0.956 Fresh 


Barkhera 

0811000401398200 

4.936 

Fresh 

Baroli 

0811000401392300 

11.724 

Fresh 


Barwa 

0812001201623600 

12.930 

Fresh 

Bas Gurhaliya 

0811000101345900 

2.042 

Fresh 

Bhandari 

0811000301381400 

4.260 

Fresh 

Bhanwati 

0811000101340900 

3.154 

Fresh 

Bhedoli 

0811000401392700 

1.993 

Fresh 


0811000301376400 


0811000101345600 


1.675 Fresh 


1.885 Fresh 


Kharad 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sainthal Sagar 


Non-command 


Non-command 


Sainthal Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sainthal Sagar 


Kala Kho 


Non-command 


Non-command 



0811000401394500 


5.087 Fresh 


Sainthal Sagar 


Non-command 



Binawala 


0811000401390300 


2.895 Fresh Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

0.683 

Command 

Phyllite & Schist 

1.076 

Non-command 

Phyllite & Schist 

0.836 

Non-command 

Older Alluvium 

0.570 

Non-command 

Phyllite & Schist 

2.169 

Non-command 

Quartzite 

7.107 

Non-command 

Younger Alluvium 

0.020 

Non-command 

Older Alluvium 

3.961 

Non-command 

Quartzite 

0.429 

Non-command 

Younger Alluvium 

0.055 

Non-command 

Quartzite 

0.450 

Non-command 

Younger Alluvium 

0.051 

Command 

Older Alluvium 

1.950 

Command 

Quartzite 

0.566 

Non-command 

Quartzite 

0.921 

Command 

Older Alluvium 

0.553 

Command 

Phyllite & Schist 

0.658 

Non-command 

Older Alluvium 

1.943 

Command 

Older Alluvium 

0.026 

Command 

Phyllite & Schist 

3.178 

Non-command 

Older Alluvium 

0.147 

Non-command 

Phyllite & Schist 

0.521 

Command 

Phyllite & Schist 

1.563 

Non-command 

Quartzite 

2.205 

Non-command 

Younger Alluvium 

0.500 

Non-command 

Younger Alluvium 

0.942 

Non-command 

Quartzite 

0.110 

Non-command 

Younger Alluvium 

1.455 

Non-command 

Quartzite 

4.657 

Non-command 

Quartzite 

5.685 

Command 

Quartzite 

4.165 

Non-command 

Older Alluvium 

0.991 

Non-command 

Quartzite 

1.148 

Non-command 

Quartzite 

0.955 

Command 

Quartzite 

0.001 

Non-command 

Older Alluvium 

0.053 

Non-command 

Older Alluvium 

5.052 

Non-command 

Quartzite 

5.336 

Non-command 

Older Alluvium 

1.319 

Non-command 

Older Alluvium 

0.241 

Non-command 

Younger Alluvium 

1.015 

Non-command 

Quartzite 

0.623 

Non-command 

Quartzite 

0.932 

Command 

Quartzite 

0.216 

Command 

Younger Alluvium 

0.671 

Non-command 

Younger Alluvium 

0.239 

Non-command 

Older Alluvium 

1.070 

Non-command 

Younger Alluvium 

0.584 

Command 

Older Alluvium 

0.231 

Non-command 

Older Alluvium 

0.042 

Non-command 

Phyllite & Schist 

0.726 

Non-command 

Quartzite 

4.192 

Non-command 

Quartzite 

0.334 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

80,000 

60,000 

120 

100,000 

90,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

100,000 

65,000 

120 

110,000 

90,000 

120 

70,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 



Tube Wells with 
Wells Pumpset 



0.067 

0.153 

0.010 

0.024 

0.019 

0.141 

0.025 

0.068 

0.018 

0.060 

0.076 

0.314 



0.140 

0.140 

0.007 

0.007 

0.346 

0.346 

0.187 

0.206 

0.209 

0.209 

0.151 

0.151 



0.403 

0.425 

0.367 

0.386 

0.039 

0.063 

0.054 

0.054 

0.108 

0.200 

0.079 

0.079 

0.158 

0.158 

0.036 

0.036 

0.101 

0.185 

0.036 

0.061 

0.216 

0.216 

0.119 

0.119 

0.043 

0.043 

- 

- 

0.058 

0.058 

0.346 

0.346 

0.014 

0.014 

























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Borai 

0812001201623300 

5.370 

Fresh 

Boroda 

0811000401390100 

4.219 

Fresh 



Chak Jasota 

0811000401397400 

0.309 

Fresh 

Chandanwas 

0811000101344800 

8.932 

Fresh 

Chandrana 

0811000401394600 

11.293 

Fresh 


Sainthal Sagar 


Non-command 


Sainthal Sagar 


Non-command 


Non-command 


Sainthal Sagar 


Non-command 


Sainthal Sagar 


Non-command 


Non-command 


Non-command 



Chhokarwara 

0811000301381200 

2.674 

Fresh 

Chordi 

0811000401391800 

2.234 

Fresh 


Dadanka 

0811000401391900 

1.750 

Fresh 

Dagarwara 

0812001101599200 

14.075 

Fresh 

Dantli 

0811000401393500 

2.097 

Fresh 


Non-command 


Non-command 


Sainthal Sagar 


Non-command 


Non-command 


Non-command 



Delari 

0811000101351400 

3.736 

Fresh 

Dhai 

0811000401394300 

0.674 

Fresh 

Dhanawar 

0811000101345700 

4.317 

Fresh 


Sainthal Sagar 


Non-command 


Non-command 


Non-command 


Dharampura 

0811000401392200 

3.297 

Fresh 

Dhigariya Tappa Koleshwar 

0811000101351500 

4.849 

Fresh 



Dwarapura 


0811000101351300 


2.024 Fresh 


Non-command 


Non-command 


Kala Kho 


Non-command 


Non-command 


Gadarwara Brahmanan 

0811000101345800 

3.134 

Fresh 

Goojarwas 

0811000101352100 

2.205 

Fresh 


Non-command 


Kala Kho 


Non-command 



Gurhaliya 

0811000101345000 

1.715 

Fresh 

Hodayli 

0811000401393800 

2.756 

Fresh 


Non-command 


Non-command 


Jaitpura 

0811000401396000 

1.685 

Fresh 

Jasota 

0811000401395100 

6.954 

Fresh 

Jhera 

0811000401394400 

4.058 

Fresh 

Jopara 

0811000401393200 

3.838 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Kableshwar 

0811000401391700 

4.279 

Fresh 

Kailai 

0811000301376300 

3.688 

Fresh 


Kalera 

0811000301381100 

2.070 

Fresh 

Kali Pahari 

0811000401393600 

11.490 

Fresh 


Non-command 


Kala Kho 


Non-command 


Non-command 


Non-command 


Sainthal Sagar 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Quartzite 

0.339 

Non-command 

Older Alluvium 

2.595 

Non-command 

Quartzite 

1.292 

Command 

Quartzite 

0.088 

Non-command 

Older Alluvium 

0.192 

Non-command 

Quartzite 

0.446 

Command 

Quartzite 

1.084 

Non-command 

Quartzite 

2.569 

Command 

Quartzite 

1.013 

Non-command 

Quartzite 

0.031 

Non-command 

Older Alluvium 

0.098 

Non-command 

Older Alluvium 

3.246 

Non-command 

Phyllite & Schist 

0.001 

Non-command 

Quartzite 

6.386 

Non-command 

Older Alluvium 

2.068 

Non-command 

Quartzite 

0.403 

Non-command 

Younger Alluvium 

0.494 

Non-command 

Quartzite 

2.207 

Command 

Quartzite 

0.004 

Non-command 

Quartzite 

0.913 

Non-command 

Phyllite & Schist 

0.008 

Non-command 

Older Alluvium 

0.213 

Non-command 

Quartzite 

1.634 

Command 

Quartzite 

0.250 

Non-command 

Older Alluvium 

3.697 

Non-command 

Quartzite 

0.674 

Non-command 

Older Alluvium 

1.382 

Non-command 

Younger Alluvium 

2.840 

Non-command 

Older Alluvium 

3.297 

Non-command 

Older Alluvium 

2.277 

Non-command 

Younger Alluvium 

2.294 

Command 

Younger Alluvium 

0.003 

Non-command 

Younger Alluvium 

2.609 

Non-command 

Older Alluvium 

1.837 

Non-command 

Younger Alluvium 

0.182 

Non-command 

Older Alluvium 

3.134 

Command 

Younger Alluvium 

0.077 

Non-command 

Older Alluvium 

0.101 

Non-command 

Younger Alluvium 

0.949 

Non-command 

Older Alluvium 

0.811 

Non-command 

Older Alluvium 

1.869 

Non-command 

Quartzite 

0.887 

Non-command 

Younger Alluvium 

0.023 

Non-command 

Quartzite 

6.954 

Non-command 

Quartzite 

4.058 

Non-command 

Older Alluvium 

0.414 

Non-command 

Younger Alluvium 

0.640 

Non-command 

Older Alluvium 

1.446 

Command 

Younger Alluvium 

1.248 

Non-command 

Younger Alluvium 

2.286 

Non-command 

Younger Alluvium 

0.143 

Non-command 

Quartzite 

11.481 

Command 

Quartzite 

0.010 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

100,000 

65,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

100,000 

90,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.014 


0.269 


0.115 


0.007 


0.016 


0.022 


0.043 


0.072 


0.029 




0.533 

0.543 

0.126 

0.126 

0.022 

0.022 

0.151 

0.285 

0.353 

0.353 



0.008 

0.008 

0.065 

0.065 

0.007 

0.007 

0.626 

0.626 

0.108 

0.108 

0.475 

0.475 

0.983 

0.983 

0.512 

0.652 

0.324 

0.324 

0.324 

0.324 

- 

- ' 

0.533 

0.777 

0.205 

0.205 

0.022 

0.022 

0.400 

0.400 

0.022 

0.022 

0.022 

0.022 

0.216 

0.216 

0.184 

0.184 

0.118 

0.194 

0.050 

0.079 

- 

- 

0.504 

0.523 

0.259 

0.259 

0.025 

0.025 

0.043 

0.043 

0.168 

0.168 

0.094 

0.178 

0.173 

0.333 

0.007 

0.015 

1.102 

1.121 
























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Kundal 


Lohsari 


Lotwara 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


7.771 Fresh Non-command 



Kheenchawas 

0811000401396200 

1.134 

Fresh 

Khohra Kalan 

0811000401393400 

4.097 

Fresh 


Non-command 


Sainthal Sagar 


Non-command 


Non-command 



Khohra Khurd 

0811000401392400 

4.408 

Fresh 

Khoontla 

0811000101351800 

4.402 

Fresh 



Khuri Kalan 

0811000401394900 

6.148 

Fresh 

Khuri Khurd 

0811000401395000 

7.306 

Fresh 

Koliwara 

0812001101605200 

3.635 

Fresh 

Kolwa 

0811000101345200 

6.878 

Fresh 


Non-command 


Kala Kho 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0811000401392500 


0811000401393000 


12.136 Fresh 


2.113 Fresh 


Non-command 


Sainthal Sagar 


Non-command 



0811000401393300 


1.870 Fresh 


Sainthal Sagar 


Non-command 



Mahsara Kalan 

0811000401395300 

12.803 

Fresh 

Malagwas 

0811000401397700 

3.392 

Fresh 


Non-command 


Non-command 


Malpura 

0811000401394700 

4.160 

Fresh 

Manga Bhata 

0811000401395600 

3.459 

Fresh 

Manota 

0811000101346000 

1.759 

Fresh 

Meenawara 

0811000301383600 

1.905 

Fresh 

Meetarwari 

0811000101346100 

1.972 

Fresh 

Monawas 

0811000101350400 

1.022 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Mora Patti 

0811000401397900 

3.921 

Fresh 

Moradi 

0811000101350600 

1.629 

Fresh 



Naharna 

0811000301383700 

0.822 

Fresh 

Nangal Bersi 

0811000401398400 

2.626 

Fresh 


Non-command 


Non-command 


Kala Kho 


Non-command 


Non-command 


Non-command 


Nangal Bohra 


Narayanpura 


0812001201623500 


0811000101350500 


6.846 Fresh 


1.886 Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.754 

Non-command 

Quartzite 

2.090 

Non-command 

Younger Alluvium 

0.153 

Command 

Older Alluvium 

3.022 

Command 

Quartzite 

1.451 

Non-command 

Older Alluvium 

0.861 

Command 

Older Alluvium 

0.429 

Non-command 

Younger Alluvium 

0.421 

Non-command 

Older Alluvium 

1.318 

Non-command 

Quartzite 

0.151 

Command 

Older Alluvium 

0.245 

Command 

Quartzite 

2.383 

Non-command 

Quartzite 

0.156 

Command 

Younger Alluvium 

1.471 

Non-command 

Younger Alluvium 

2.931 

Non-command 

Quartzite 

6.148 

Non-command 

Quartzite 

7.306 

Non-command 

Phyllite & Schist 

0.028 

Non-command 

Older Alluvium 

4.026 

Non-command 

Quartzite 

0.937 

Command 

Older Alluvium 

0.085 

Command 

Quartzite 

0.008 

Non-command 

Quartzite 

0.973 

Command 

Quartzite 

1.016 

Non-command 

Older Alluvium 

0.350 

Non-command 

Younger Alluvium 

0.757 

Command 

Older Alluvium 

1.006 

Non-command 

Older Alluvium 

1.339 

Non-command 

Younger Alluvium 

0.000 

Command 

Older Alluvium 

0.401 

Command 

Quartzite 

0.130 

Non-command 

Quartzite 

6.970 

Non-command 

Older Alluvium 

0.243 

Non-command 

Quartzite 

2.161 

Non-command 

Quartzite 

4.160 

Non-command 

Older Alluvium 

0.452 

Non-command 

Older Alluvium 

0.030 

Non-command 

Younger Alluvium 

0.005 

Non-command 

Older Alluvium 

0.712 

Non-command 

Older Alluvium 

0.230 

Non-command 

Younger Alluvium 

0.424 

Non-command 

Older Alluvium 

0.033 

Non-command 

Older Alluvium 

0.014 

Non-command 

Younger Alluvium 

0.012 

Command 

Younger Alluvium 

1.079 

Non-command 

Younger Alluvium 

0.982 

Non-command 

Younger Alluvium 

0.208 

Non-command 

Older Alluvium 

0.756 

Non-command 

Quartzite 

0.668 

Non-command 

Older Alluvium 

1.694 

Non-command 

Quartzite 

0.704 

Non-command 

Older Alluvium 

0.156 

Non-command 

Younger Alluvium 

1.413 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

70,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

100,000 

65,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

110,000 

90,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.067 

0.067 

0.158 

0.168 

0.022 

0.022 

0.277 

0.288 

0.115 

0.115 

0.108 

0.108 

0.054 

0.054 

0.108 

0.108 

0.092 

0.092 

0.007 

0.007 

0.017 

0.017 

0.144 

0.144 

0.022 

0.022 

0.140 

0.140 

0.292 

0.292 

0.518 

0.556 

0.324 

0.343 

- 

- 

0.302 

0.302 

0.050 

0.050 

0.011 

0.011 

- 

- 

0.130 

0.130 

0.144 

0.144 

0.025 

0.025 

0.065 

0.065 

0.067 

0.067 

0.067 

0.078 


0.017 

0.017 

0.007 

0.007 

0.396 

0.406 

0.017 

0.017 

0.108 

0.108 

0.425 

0.435 

0.034 

0.034 



0.130 

0.130 

0.065 

0.065 

0.108 

0.108 



0.097 

0.097 

0.086 

0.086 

0.022 

0.039 

0.059 

0.059 

0.050 

0.050 

0.047 

0.059 

0.010 

0.010 

0.022 

0.022 

0.205 

0.205 

























































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Sainthal Sagar 


Non-command 



Nihalpura 

0811000301381300 

3.795 

Fresh 

Parasoli 

0812001201623200 

7.772 

Fresh 

Peelwa 

0811000401391300 

6.577 

Fresh 


Non-command 


Non-command 


Non-command 


Peelwa Kalan 

0811000301381600 

1.576 

Fresh 

Peelwa Khurd 

0811000301381700 

1.632 

Fresh 

Pratappura 

0811000101351100 

3.777 

Fresh 


Sindoli 


Sitapura 


Non-command 


Non-command 


Non-command 



Rajwas 

0811000301383800 

3.788 

Fresh 

Ramjipura 

0812001101599300 

1.524 

Fresh 

Rampura @ Maharajpura 

0811000401390000 

6.889 

Fresh 


Non-command 


Non-command 


Non-command 



Reta 

0811000301376100 

15.481 

Fresh 

Rohara 

0811000401397500 

3.533 

Fresh 

Sahupara 

0811000101352000 

1.506 

Fresh 

Sainthal 

0811000401390800 

9.297 

Fresh 

Seengpura 

0811000401393700 

4.468 

Fresh 


Sainthal Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0811000401392600 


0811000401394800 


9.837 Fresh 


2.295 Fresh 


Non-command 


Sainthal Sagar 


Non-command 


Sudarshanpura 

0811000401394200 

1.685 

Fresh 

Sumel Kalan 

0811000101351700 

4.289 

Fresh 


Non-command 


Kala Kho 


Non-command 



Tigadda 

0811000101345100 

1.428 

Fresh 

Titarwara Kalan 

0811000401391600 

8.784 

Fresh 


Non-command 


Non-command 


03001023 


Titarwara Khurd 

0811000401391400 

4.689 

Fresh 

Udawala 

0811000401390200 

2.213 

Fresh 



Amarpur 

0811000201371100 

4.379 

Fresh 

Antarhera 

0809000101180400 

4.153 

Fresh 


Non-command 


Non-command 


Sainthal Sagar 


Non-command 


Sainthal Sagar 


Non-command 


Non-command 


Asro 

0809000101183900 

1.938 

Fresh 

Azizpur 

0809000101183400 

4.016 

Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.355 

Non-command 

Younger Alluvium 

0.298 

Command 

Older Alluvium 

2.255 

Non-command 

Older Alluvium 

1.522 

Non-command 

Quartzite 

0.819 

Command 

Older Alluvium 

0.415 

Command 

Quartzite 

2.020 

Non-command 

Younger Alluvium 

0.987 

Non-command 

Older Alluvium 

0.446 

Non-command 

Older Alluvium 

0.100 

Non-command 

Quartzite 

0.590 

Non-command 

Younger Alluvium 

0.315 

Non-command 

Younger Alluvium 

0.054 

Non-command 

Older Alluvium 

0.383 

Non-command 

Younger Alluvium 

0.629 

Non-command 

Older Alluvium 

0.228 

Non-command 

Quartzite 

0.180 

Non-command 

Younger Alluvium 

2.801 

Non-command 

Phyllite & Schist 

0.657 

Non-command 

Phyllite & Schist 

0.595 

Non-command 

Quartzite 

4.796 

Command 

Quartzite 

0.002 

Non-command 

Younger Alluvium 

1.043 

Non-command 

Quartzite 

1.184 

Non-command 

Younger Alluvium 

1.506 

Non-command 

Quartzite 

0.922 

Non-command 

Older Alluvium 

0.366 

Non-command 

Quartzite 

4.101 

Non-command 

Older Alluvium 

0.972 

Non-command 

Younger Alluvium 

0.488 

Non-command 

Quartzite 

6.144 

Command 

Quartzite 

0.318 

Non-command 

Older Alluvium 

0.020 

Non-command 

Quartzite 

2.275 

Non-command 

Quartzite 

1.685 

Command 

Younger Alluvium 

0.158 

Non-command 

Older Alluvium 

0.321 

Non-command 

Younger Alluvium 

3.810 

Non-command 

Older Alluvium 

0.011 

Non-command 

Younger Alluvium 

2.152 

Non-command 

Older Alluvium 

0.730 

Non-command 

Older Alluvium 

2.632 

Non-command 

Quartzite 

4.834 

Non-command 

Quartzite 

1.723 

Non-command 

Quartzite 

0.686 

Command 

Quartzite 

1.527 

Non-command 

Older Alluvium 

0.574 

Command 

Older Alluvium 

2.249 

Non-command 

Older Alluvium 

0.853 

Non-command 

Older Alluvium 

1.775 

Non-command 

Younger Alluvium 

0.000 

Non-command 

Quartzite 

1.901 

Non-command 

Older Alluvium 

4.016 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

70,000 

60,000 

120 

100,000 

65,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

250,000 

200,000 

120 

90,000 

80,000 

120 

150,000 

120,000 

120 

250,000 

200,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.043 

0.043 

0.032 

0.032 

0.281 

0.281 

0.218 

0.218 

0.101 

0.101 

0.059 

0.059 

0.252 

0.252 

0.108 

0.184 

0.016 

0.016 

0.008 

0.008 

0.029 

0.029 

0.007 

0.007 

- 

- 

0.054 

0.054 

0.086 

0.086 

0.008 

0.008 

0.007 

0.007 

0.058 

0.159 

0.054 

0.079 

0.014 

0.014 

0.108 

0.108 

- 

- 

0.014 

0.039 

0.065 

0.065 

0.162 

0.162 

0.043 

0.043 

0.017 

0.028 

0.158 

0.216 

0.238 

0.238 

0.119 

0.119 

0.850 

0.869 

0.043 

0.043 


0.166 

0.166 

0.072 

0.072 

0.011 

0.011 

0.022 

0.022 

0.302 

0.302 
























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Beejalwara 


Bhaisapatti Kalan 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


5.419 Fresh 



Balawas 

0809000101186900 

2.125 

Fresh 

Baseri 

0811000301389600 

3.630 

Fresh 


Non-command 


Non-command 



0809000101187600 


0809000101182500 


3.757 Fresh 


3.039 Fresh 


Bhaisapatti Khurd 

0809000101182400 

4.183 

Fresh 

Bhaiseena 

0809000101180800 

4.035 

Fresh 

Bhajera 

0809000101181100 

2.202 

Fresh 

Bhalpur 

0811000301378800 

8.530 

Fresh 


Bhandari Androoni 

0809000101187900 

2.187 

Fresh 

Bhandari Berooni 

0809000101189500 

5.375 

Fresh 

Bhaogarh 

0811000301389500 

1.973 

Fresh 

Bheempur 

0809000101184200 

2.828 

Fresh 

Bhoora 

0809000101181600 

4.480 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Chak Gazipur 

0809000101185700 

1.016 

Fresh 

Chak Mahendwara 

0809000101183700 

1.232 

Fresh 

Chandera 

0811000301378000 

5.213 

Fresh 


Non-command 


Non-command 


Non-command 


Choorpura 


Dadanpur 


0809000101182600 


0809000101184500 


1.715 Fresh 


2.880 Fresh 


Dainda 

0811000301389700 

2.001 

Fresh 

Dantli 

0809000101181200 

2.606 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Fatehpur 

0809000101186600 

2.634 

Fresh 

Gadoli 

0811000301389000 

10.097 

Fresh 

Gahroli 

0809000101181400 

3.097 

Fresh 


Non-command 


Non-command 


Non-command 



Garhi Barh 

0809000101185500 

0.827 

Fresh 

Gazipur 

0809000101185600 

1.302 

Fresh 

Gerota 

0811000301389100 

4.563 

Fresh 

Goojar Kheriya 

0811000201371200 

3.316 

Fresh 

Gopalpura 

0809000101183600 

1.629 

Fresh 

Gorda 

0809000101188700 

8.868 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Jhareesa 

0809000101182300 

3.864 

Fresh 

Jhunki 

0809000101184900 

2.867 

Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

2.677 

Non-command 

Quartzite 

1.849 

Non-command 

Older Alluvium 

0.008 

Non-command 

Quartzite 

2.851 

Non-command 

Younger Alluvium 

0.002 

Non-command 

Older Alluvium 

2.003 

Non-command 

Quartzite 

0.942 

Non-command 

Older Alluvium 

2.749 

Non-command 

Quartzite 

0.000 

Non-command 

Older Alluvium 

4.018 

Non-command 

Older Alluvium 

2.040 

Non-command 

Quartzite 

0.017 

Non-command 

Quartzite 

0.767 

Non-command 

Younger Alluvium 

1.242 

Non-command 

Older Alluvium 

0.890 

Non-command 

Older Alluvium 

0.464 

Non-command 

Quartzite 

1.217 

Non-command 

Quartzite 

2.376 

Non-command 

Older Alluvium 

2.727 

Non-command 

Quartzite 

1.494 

Non-command 

Older Alluvium 

0.000 

Non-command 

Younger Alluvium 

0.687 

Non-command 

Older Alluvium 

1.016 

Non-command 

Older Alluvium 

1.232 

Non-command 

Older Alluvium 

0.025 

Non-command 

Younger Alluvium 

0.028 

Non-command 

Older Alluvium 

0.731 

Non-command 

Quartzite 

0.001 

Non-command 

Older Alluvium 

2.346 

Non-command 

Quartzite 

0.534 

Non-command 

Quartzite 

1.548 

Non-command 

Older Alluvium 

0.582 

Non-command 

Quartzite 

1.425 

Non-command 

Younger Alluvium 

0.000 

Non-command 

Older Alluvium 

2.687 

Non-command 

Quartzite 

0.141 

Non-command 

Older Alluvium 

0.069 

Non-command 

Quartzite 

0.009 

Non-command 

Quartzite 

2.531 

Non-command 

Younger Alluvium 

0.000 

Non-command 

Older Alluvium 

3.193 

Non-command 

Quartzite 

2.028 

Non-command 

Older Alluvium 

0.827 

Non-command 

Older Alluvium 

1.027 

Non-command 

Quartzite 

2.921 

Non-command 

Older Alluvium 

0.133 

Non-command 

Older Alluvium 

1.629 

Non-command 

Older Alluvium 

4.532 

Non-command 

Quartzite 

2.139 

Non-command 

Older Alluvium 

3.196 

Non-command 

Quartzite 

0.591 

Non-command 

Older Alluvium 

3.804 

Non-command 

Older Alluvium 

2.632 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

250,000 

200,000 

120 

150,000 

120,000 

120 

250,000 

200,000 

120 

70,000 

45,000 

120 

70,000 

60,000 

120 

250,000 

200,000 

120 

150,000 

120,000 

120 

250,000 

200,000 

120 

150,000 

120,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

150,000 

120,000 

120 

70,000 

45,000 

120 

70,000 

60,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

70,000 

45,000 

120 

150,000 

120,000 

120 

250,000 

200,000 

120 

150,000 

120,000 

120 

70,000 

45,000 

120 

70,000 

60,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

70,000 

45,000 

120 

70,000 

60,000 

120 

250,000 

200,000 

120 

150,000 

120,000 

120 

250,000 

200,000 

120 

150,000 

120,000 

120 

70,000 

45,000 

120 

250,000 

200,000 

120 

150,000 

120,000 

120 

90,000 

80,000 

120 

250,000 

200,000 

120 

150,000 

120,000 

120 

250,000 

200,000 

120 

70,000 

45,000 

120 

150,000 

120,000 

120 

90,000 

80,000 

120 

250,000 

200,000 

120 

150,000 

120,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

70,000 

45,000 

120 

80,000 

60,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

150,000 

120,000 

120 

250,000 

200,000 

120 

150,000 

120,000 

120 

250,000 

200,000 

120 

250,000 

200,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.096 


0.029 





























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 



Machri 


Mahendwara 


Makbara 


Makhthot 


Manderoo 


Mannauj 


Matasoola 


Meena Seemla 


Meenapatti 


Mehandipur 


Mereda 


Nandipur 


Nandri 


Nangal Mandal 


0809000101187500 


0809000101183800 


0809000101184000 


0809000101188100 


0809000101185400 


0809000101184600 


0809000101182800 


0811000301378300 


0809000201195400 


0809000101181300 


0809000101185200 



Jodhpura 

0809000101183000 

1.548 

Fresh 

Kaneti 

0809000101184100 

2.376 

Fresh 

Karanpur 

0809000101180500 

2.477 

Fresh 

Kariri 

0809000101186400 

1.704 

Fresh 

Kayampur 

0811000201369200 

2.305 

Fresh 

Khanpur 

0809000101186500 

3.581 

Fresh 

Kheri 

0809000101185100 

6.467 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kheriya 

0809000101185800 

3.177 

Fresh 

Khirkhiri 

0809000101183100 

0.251 

Fresh 

Khohra 

0809000101188300 

20.294 

Fresh 



5.693 Fresh Non-command 


Ladpur 

0809000101187700 

2.946 

Fresh 

Lakhanpur 

0811000301389800 

3.526 

Fresh 



3.249 Fresh Non-command 


2.291 Fresh Non-command 


4.743 Fresh Non-command 


0.684 Fresh Non-command 


3.092 Fresh Non-command 


4.431 Fresh Non-command 


3.435 Fresh Non-command 


4.744 Fresh Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


2.870 

Fresh 

7.138 

Fresh 

1.156 

Fresh 

2.519 

Fresh 



Mohanpur 

0809000101186700 

3.154 

Fresh 

Monapura 

0809000101188200 

0.704 

Fresh 


Muthepur 

0809000101182200 

3.347 

Fresh 

Nahar Khora 

0811000301389900 

8.410 

Fresh 

Nand 

0809000101189000 

6.599 

Fresh 


0809000101184700 


0811000301379000 


0809000101183200 


1.706 Fresh 


3.716 Fresh 


3.996 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Quartzite 

0.235 

Non-command 

Older Alluvium 

1.517 

Non-command 

Quartzite 

1.804 

Non-command 

Older Alluvium 

0.450 

Non-command 

Older Alluvium 

0.026 

Non-command 

Older Alluvium 

0.056 

Non-command 

Older Alluvium 

0.325 

Non-command 

Older Alluvium 

5.225 

Non-command 

Quartzite 

1.196 

Non-command 

Older Alluvium 

1.106 

Non-command 

Older Alluvium 

0.088 

Non-command 

Older Alluvium 

9.172 

Non-command 

Quartzite 

6.182 

Non-command 

Quartzite 

0.336 

Non-command 

Younger Alluvium 

0.029 

Non-command 

Quartzite 

2.946 

Non-command 

Quartzite 

0.789 

Non-command 

Younger Alluvium 

0.049 

Non-command 

Older Alluvium 

2.181 

Non-command 

Quartzite 

0.518 

Non-command 

Older Alluvium 

2.278 

Non-command 

Quartzite 

0.013 

Non-command 

Older Alluvium 

0.066 

Non-command 

Quartzite 

3.349 

Non-command 

Older Alluvium 

0.374 

Non-command 

Quartzite 

0.015 

Non-command 

Older Alluvium 

2.344 

Non-command 

Quartzite 

0.748 

Non-command 

Older Alluvium 

3.070 

Non-command 

Quartzite 

1.361 

Non-command 

Older Alluvium 

0.731 

Non-command 

Quartzite 

0.283 

Non-command 

Quartzite 

0.477 

Non-command 

Younger Alluvium 

1.759 

Non-command 

Quartzite 

0.012 

Non-command 

Quartzite 

0.613 

Non-command 

Quartzite 

1.148 

Non-command 

Older Alluvium 

2.034 

Non-command 

Quartzite 

0.485 

Non-command 

Older Alluvium 

3.527 

Non-command 

Quartzite 

0.015 

Non-command 

Older Alluvium 

0.170 

Non-command 

Older Alluvium 

0.650 

Non-command 

Quartzite 

0.001 

Non-command 

Older Alluvium 

3.347 

Non-command 

Quartzite 

6.224 

Non-command 

Older Alluvium 

1.477 

Non-command 

Quartzite 

0.158 

Non-command 

Older Alluvium 

1.705 

Non-command 

Quartzite 

0.001 

Non-command 

Quartzite 

0.014 

Non-command 

Younger Alluvium 

0.004 

Non-command 

Older Alluvium 

3.996 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

150,000 

120,000 

120 

250,000 

200,000 

120 

150,000 

120,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

80,000 

60,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

150,000 

120,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

150,000 

120,000 

120 

70,000 

45,000 

120 

70,000 

60,000 

120 

150,000 

120,000 

120 

70,000 

45,000 

120 

70,000 

60,000 

120 

250,000 

200,000 

120 

150,000 

120,000 

120 

250,000 

200,000 

120 

150,000 

120,000 

120 

250,000 

200,000 

120 

150,000 

120,000 

120 

250,000 

200,000 

120 

150,000 

120,000 

120 

250,000 

200,000 

120 

150,000 

120,000 

120 

250,000 

200,000 

120 

150,000 

120,000 

120 

250,000 

200,000 

120 

150,000 

120,000 

120 

70,000 

45,000 

120 

70,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

250,000 

200,000 

120 

150,000 

120,000 

120 

250,000 

200,000 

120 

150,000 

120,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

150,000 

120,000 

120 

250,000 

200,000 

120 

70,000 

45,000 

120 

250,000 

200,000 

120 

150,000 

120,000 

120 

250,000 

200,000 

120 

150,000 

120,000 

120 

70,000 

45,000 

120 

70,000 

60,000 

120 

250,000 

200,000 



0.014 

0.014 

0.048 

0.288 



0.096 

0.576 

0.014 

0.104 

0.336 

1.116 

0.086 

0.302 

0.096 

0.186 

0.014 

0.032 

0.049 

0.049 

0.252 

0.260 


0.017 

0.017 

0.115 

0.439 

0.096 

0.636 

0.014 

0.086 

0.072 

0.432 














































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


5.042 Fresh 



Padampura 

0809000101188400 

9.985 

Fresh 

Parla Jageer 

0809000101181800 

0.455 

Fresh 

Parla Khalsa 

0809000101181700 

2.870 

Fresh 


Non-command 


Non-command 


Non-command 



0809000101190000 

4.852 

Fresh 

0811000301378200 

6.496 

Fresh 


Non-command 


Non-command 



Rajpur 

0809000201195700 

5.196 

Fresh 

Rampura 

0809000201195500 

4.974 

Fresh 

Sandera 

0809000201195600 

3.911 

Fresh 

Sankarwara 

0809000101181500 

3.393 

Fresh 

Sarsena Chak No.l 

0809000101182100 

0.903 

Fresh 

Sarsena Chak No.2 

0809000101182000 

0.306 

Fresh 

Saypur 

0811000201369600 

3.100 

Fresh 

Sehrakhar 

0809000101184400 

4.825 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Shankarpur Dorka 

0809000101181900 

1.446 

Fresh 

Sikrai Doongar 

0811000301385800 

5.250 

Fresh 


Non-command 


Non-command 



Talchida 

0809000201195800 

3.089 

Fresh 

Todabhim (M) 

0809000140901000 

12.342 

Fresh 


Non-command 


Non-command 


Trishool 

0809000101184800 

6.029 

Fresh 

Tudawali 

0809000101180900 

2.670 

Fresh 


Non-command 


Non-command 


Turakpur 


Udaipura 


0809000101185300 


0811000301378700 


1.310 Fresh 


8.397 Fresh 


Non-command 


Non-command 


03001024 


Vishanpura Charan 

0809000101183300 

1.222 

Fresh 

Achalpura 

0811000301384100 

3.261 

Fresh 

Agawali 

0811000301386900 

9.361 

Fresh 


Non-command 


Non-command 


Non-command 


Amawara 

0810000201272600 

25.915 

Fresh 

Bairada Khurd 

0811000301383400 

2.261 

Fresh 

Bairawanda 

0811000301387100 

16.053 

Fresh 

Basna 

0811000401404000 

6.721 

Fresh 

Basra 

0811000301380900 

2.717 

Fresh 


Bhadangyawas 

0811000301383900 

3.047 

Fresh 

Bhandari 

0811000301381400 

4.260 

Fresh 

Bhojpura 

0811000301376400 

1.675 

Fresh 


Chhokarwara 

0811000301381200 

2.674 

Fresh 

Chirawanda 

0809000201202600 

30.113 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Kala Kho 


Non-command 


Non-command 


Non-command 


Kala Kho 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Quartzite 

0.025 

Non-command 

Younger Alluvium 

0.021 

Non-command 

Older Alluvium 

2.406 

Non-command 

Older Alluvium 

0.455 

Non-command 

Older Alluvium 

1.006 

Non-command 

Quartzite 

1.863 

Non-command 

Older Alluvium 

0.007 

Non-command 

Older Alluvium 

0.000 

Non-command 

Younger Alluvium 

1.821 

Non-command 

Older Alluvium 

3.111 

Non-command 

Quartzite 

0.485 

Non-command 

Older Alluvium 

2.036 

Non-command 

Quartzite 

0.445 

Non-command 

Quartzite 

0.057 

Non-command 

Quartzite 

0.122 

Non-command 

Quartzite 

0.048 

Non-command 

Quartzite 

3.384 

Non-command 

Older Alluvium 

0.901 

Non-command 

Older Alluvium 

0.306 

Non-command 

Older Alluvium 

0.120 

Non-command 

Older Alluvium 

1.196 

Non-command 

Quartzite 

3.629 

Non-command 

Older Alluvium 

1.446 

Non-command 

Quartzite 

0.104 

Non-command 

Younger Alluvium 

0.195 

Non-command 

Older Alluvium 

0.584 

Non-command 

Quartzite 

1.975 

Non-command 

Quartzite 

0.001 

Non-command 

Older Alluvium 

11.381 

Non-command 

Quartzite 

0.961 

Non-command 

Older Alluvium 

5.907 

Non-command 

Older Alluvium 

0.597 

Non-command 

Quartzite 

0.059 

Non-command 

Older Alluvium 

1.065 

Non-command 

Quartzite 

0.245 

Non-command 

Quartzite 

0.706 

Non-command 

Younger Alluvium 

3.410 

Non-command 

Older Alluvium 

1.222 

Non-command 

Younger Alluvium 

0.195 

Non-command 

Quartzite 

0.483 

Non-command 

Younger Alluvium 

8.802 

Non-command 

Quartzite 

0.035 

Non-command 

Younger Alluvium 

0.038 

Non-command 

Quartzite 

2.608 

Non-command 

Older Alluvium 

0.064 

Command 

Younger Alluvium 

0.294 

Non-command 

Younger Alluvium 

0.506 

Non-command 

Younger Alluvium 

3.047 

Non-command 

Younger Alluvium 

3.245 

Command 

Younger Alluvium 

0.433 

Non-command 

Younger Alluvium 

0.332 

Non-command 

Younger Alluvium 

2.179 

Non-command 

Quartzite 

2.138 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

45,000 

120 

70,000 

60,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

150,000 

120,000 

120 

250,000 

200,000 

120 

70,000 

45,000 

120 

70,000 

60,000 

120 

250,000 

200,000 

120 

150,000 

120,000 

120 

250,000 

200,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

80,000 

60,000 

120 

250,000 

200,000 

120 

150,000 

120,000 

120 

250,000 

200,000 

120 

70,000 

45,000 

120 

70,000 

60,000 

120 

250,000 

200,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

250,000 

200,000 

120 

150,000 

120,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

150,000 

120,000 

120 

250,000 

200,000 

120 

150,000 

120,000 

120 

70,000 

45,000 

120 

70,000 

60,000 

120 

250,000 

200,000 

120 

70,000 

60,000 

120 

70,000 

45,000 

120 

70,000 

60,000 

120 

110,000 

90,000 

120 

70,000 

60,000 

120 

70,000 

45,000 

120 

90,000 

70,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.014 

0.031 

0.022 

0.056 

0.144 

0.404 

0.331 

0.642 

0.065 

0.115 

0.050 

0.092 

0.670 

1.250 

0.109 

0.109 
















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


6.292 Fresh 



Dhiradi 

0811000301383200 

0.876 

Fresh 

Dhola Danta 

0809000201202700 

4.182 

Fresh 

Dolika 

0811000301381500 

2.967 

Fresh 

Doongarpatti Amawara 

0810000201272700 

8.714 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Farraspura 


0811000301387900 


10.173 Fresh 


Madho Sagar 


Non-command 



Gangadwari 

0811000301386700 

3.783 

Fresh 

Garhmora 

0809000201202800 

19.927 

Fresh 

Ghata 

0811000501421000 

14.052 

Fresh 

Girdharpura 

0811000301381000 

2.807 

Fresh 


Goojarwara 

0811000301383500 

1.953 

Fresh 

Gumanpura 

0811000301382900 

2.321 

Fresh 

Itka 

0811000301380800 

1.941 

Fresh 


Jahangiriya 

0811000301386600 

1.045 

Fresh 

Jahangirpura 

0811000301386500 

3.175 

Fresh 

Jaun 

0811000401412300 

6.397 

Fresh 

Jharna 

0811000301384000 

3.114 

Fresh 

Jheejhan 

0811000301384300 

3.856 

Fresh 

Kalera 

0811000301381100 

2.070 

Fresh 


Kaleri 

0811000401413000 

4.707 

Fresh 

Karoli 

0811000301382300 

3.577 

Fresh 


Non-command 


Non-command 


Non-command 


Kala Kho 


Non-command 


Non-command 


Non-command 


Kala Kho 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kala Kho 


Non-command 


Non-command 


Non-command 



Kherawas 

0811000301382800 

4.490 

Fresh 

Korda Kalan 

0811000301383100 

1.305 

Fresh 

Korda Khurd 

0811000301383000 

2.606 

Fresh 


Non-command 


Non-command 


Non-command 


Kutkya 

0811000501421200 

10.602 

Fresh 

Laka 

0811000301387200 

12.180 

Fresh 

Meenawara 

0811000301383600 

1.905 

Fresh 

Mohchingpura 

0811000301382400 

4.276 

Fresh 

Moroli 

0811000301382500 

10.368 

Fresh 



Naharna 

0811000301383700 

0.822 

Fresh 

Nihalpura 

0811000301381300 

3.795 

Fresh 

Rajwas 

0811000301383800 

3.788 

Fresh 

Ranoli 

0811000301382600 

11.260 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kala Kho 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Rewasa 

0809000201202900 

4.804 

Fresh 

Sar 

0811000401413200 

12.520 

Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

1.620 

Non-command 

Quartzite 

2.073 

Non-command 

Younger Alluvium 

0.194 

Non-command 

Quartzite 

3.878 

Non-command 

Younger Alluvium 

2.967 

Non-command 

Older Alluvium 

1.550 

Non-command 

Quartzite 

1.264 

Command 

Younger Alluvium 

0.012 

Non-command 

Quartzite 

0.281 

Non-command 

Younger Alluvium 

2.486 

Non-command 

Quartzite 

0.583 

Non-command 

Younger Alluvium 

2.598 

Non-command 

Younger Alluvium 

3.783 

Non-command 

Quartzite 

3.364 

Non-command 

Quartzite 

0.093 

Command 

Younger Alluvium 

2.714 

Non-command 

Younger Alluvium 

0.093 

Non-command 

Younger Alluvium 

1.096 

Non-command 

Quartzite 

1.404 

Command 

Younger Alluvium 

0.112 

Non-command 

Younger Alluvium 

0.921 

Non-command 

Younger Alluvium 

1.043 

Non-command 

Younger Alluvium 

2.376 

Non-command 

Older Alluvium 

0.711 

Non-command 

Younger Alluvium 

3.073 

Non-command 

Younger Alluvium 

0.273 

Command 

Younger Alluvium 

0.413 

Non-command 

Younger Alluvium 

1.513 

Non-command 

Older Alluvium 

0.273 

Non-command 

Older Alluvium 

1.595 

Non-command 

Younger Alluvium 

0.275 

Non-command 

Older Alluvium 

4.154 

Non-command 

Quartzite 

0.047 

Non-command 

Quartzite 

0.913 

Non-command 

Younger Alluvium 

0.359 

Non-command 

Quartzite 

0.761 

Non-command 

Younger Alluvium 

0.034 

Non-command 

Quartzite 

1.123 

Non-command 

Quartzite 

3.292 

Non-command 

Younger Alluvium 

0.660 

Non-command 

Older Alluvium 

2.017 

Non-command 

Older Alluvium 

3.144 

Non-command 

Quartzite 

2.272 

Command 

Younger Alluvium 

1.015 

Non-command 

Younger Alluvium 

0.013 

Non-command 

Younger Alluvium 

0.133 

Non-command 

Younger Alluvium 

2.096 

Non-command 

Younger Alluvium 

0.888 

Non-command 

Older Alluvium 

0.382 

Non-command 

Quartzite 

3.820 

Non-command 

Younger Alluvium 

2.869 

Non-command 

Quartzite 

0.208 

Non-command 

Older Alluvium 

7.071 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

70,000 

60,000 

120 

90,000 

70,000 

120 

70,000 

60,000 

120 

220,000 

200,000 

120 

110,000 

90,000 

120 

70,000 

60,000 

120 

70,000 

45,000 

120 

70,000 

60,000 

120 

70,000 

45,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

45,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

90,000 

70,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

90,000 

70,000 

120 

70,000 

45,000 

120 

70,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

70,000 

45,000 

120 

70,000 

60,000 

120 

70,000 

45,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

45,000 

120 

70,000 

60,000 

120 

70,000 

45,000 

120 

70,000 

45,000 

120 

70,000 

45,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

45,000 

120 

70,000 

45,000 

120 

70,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.022 


0.014 


0.014 




0.011 

0.019 

0.130 

0.172 

0.076 

0.135 

0.468 

0.745 

0.605 

1.361 

0.176 

0.176 


0.137 

0.305 

0.007 

0.015 

0.072 

0.139 

0.119 

0.169 

0.022 

0.047 

0.158 

0.376 

0.122 

0.206 

0.036 

0.053 

0.025 

0.025 

0.252 

0.630 

0.029 

0.037 

0.029 

0.054 

0.108 

0.209 

0.008 

0.008 

0.178 

0.203 

0.043 

0.043 

0.538 

0.560 

0.007 

0.007 

0.022 

0.030 

0.029 

0.037 

0.022 

0.030 


0.029 

0.048 

0.038 

0.072 

0.137 

0.305 

0.038 

0.063 

0.022 

0.047 

0.016 

0.033 

0.086 

0.086 



0.043 

0.060 

0.043 

0.051 

0.034 

0.034 

0.025 

0.047 

























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Shekhpura 

0811000301383300 

1.150 

Fresh 

Sikandara 

0811000301376500 

5.800 

Fresh 

Sikroli 

0810000201272400 

19.198 

Fresh 


Madho Sagar 


Non-command 


Non-command 


Kala Kho 


Non-command 


Thoomri 

0811000401412200 

10.927 

Fresh 

Torda 

0811000301387800 

8.817 

Fresh 


Non-command 


Non-command 


03001025 



Udalwara 


Ajau 


Alipur 


Baben 


Badha 


Bahrampura 


Bai 


Bailara 


Bangan Ka Nangla 


Bansi Kalan 


Bansi Khurd 


Barauli Chhar 


Barauli Ran 


Basua 


Beekroo 


Beelauth 


Belara Kalan 


Beri 


Bewar 


Bhaiseena 


Bhanwar 


Bharkau 


Bhatawali 


Bhausinga 


Bhootauli 


Bijwari 


Binua 


Bisda 


Budhwari Kalan 


0811000301387000 

3.533 

0807000601032300 

3.320 

0807000801051700 

3.300 



0807000601033500 

5.081 

0807000501017700 

3.568 


0806001200952800 

3.627 

0807000801059500 

2.010 

0807000501015000 

3.593 

0806001200952400 

3.971 



0807000701036800 

1.566 

0807000701034400 

3.716 

0807000501013500 

11.043 

0807000501017200 

5.634 

0807000701036700 

3.507 

0807000501013200 

4.890 

0807000501018700 

3.855 

0807000601029800 

6.173 

0807000801058900 

4.706 


0807000801059600 

2.871 

0807000801053500 

4.171 

0806001200951400 

3.507 

0807000501018500 

1.862 

0807000601031500 

11.510 


0807000501016600 

3.044 

0807000801054300 

4.301 


0807000801054000 

4.147 

0807000501015400 

3.037 

0807000701034000 

2.100 

0807000501016200 

3.797 



Chainpura 


0806001200951500 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Quartzite 

2.057 

Command 

Younger Alluvium 

0.000 

Non-command 

Younger Alluvium 

0.350 

Non-command 

Younger Alluvium 

0.125 

Command 

Younger Alluvium 

2.224 

Non-command 

Older Alluvium 

0.829 

Non-command 

Quartzite 

1.452 

Non-command 

Older Alluvium 

1.185 

Non-command 

Quartzite 

3.978 

Non-command 

Younger Alluvium 

3.269 

Non-command 

Quartzite 

3.455 

Non-command 

Older Alluvium 

3.320 

Non-command 

Older Alluvium 

0.621 

Non-command 

Older Alluvium 

0.754 

Non-command 

Older Alluvium 

6.205 

Non-command 

Older Alluvium 

0.732 

Non-command 

Older Alluvium 

0.401 

Non-command 

Older Alluvium 

3.411 

Non-command 

Older Alluvium 

0.158 

Non-command 

Older Alluvium 

3.627 

Non-command 

Older Alluvium 

2.010 

Non-command 

Older Alluvium 

3.593 

Non-command 

Older Alluvium 

0.966 

Non-command 

Older Alluvium 

2.440 

Non-command 

Older Alluvium 

1.483 

Non-command 

Older Alluvium 

0.032 

Non-command 

Older Alluvium 

0.021 

Non-command 

Older Alluvium 

2.623 

Non-command 

Older Alluvium 

1.061 

Non-command 

Older Alluvium 

5.634 

Non-command 

Older Alluvium 

0.896 

Non-command 

Older Alluvium 

0.154 

Non-command 

Older Alluvium 

0.124 

Non-command 

Older Alluvium 

0.131 

Non-command 

Older Alluvium 

0.783 

Non-command 

Older Alluvium 

3.923 

Non-command 

Older Alluvium 

2.871 

Non-command 

Older Alluvium 

3.664 

Non-command 

Older Alluvium 

3.501 

Non-command 

Older Alluvium 

0.615 

Non-command 

Older Alluvium 

2.422 

Non-command 

Older Alluvium 

4.418 

Non-command 

Older Alluvium 

3.044 

Non-command 

Older Alluvium 

2.525 

Non-command 

Older Alluvium 

1.776 

Non-command 

Older Alluvium 

2.043 

Non-command 

Older Alluvium 

3.037 

Non-command 

Older Alluvium 

2.100 

Non-command 

Older Alluvium 

3.655 

Non-command 

Older Alluvium 

0.143 

Non-command 

Older Alluvium 

2.753 

Non-command 

Older Alluvium 

0.946 

Non-command 

Older Alluvium 

2.430 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

80,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

220,000 

200,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

70,000 

45,000 

120 

70,000 

60,000 

120 

70,000 

45,000 

120 

110,000 

90,000 

120 

170,000 

90,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

180,000 

120,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

180,000 

120,000 

120 

80,000 

70,000 

120 

110,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

110,000 

90,000 

120 

170,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

170,000 

90,000 

120 

180,000 

120,000 

120 

120,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

170,000 

90,000 

120 

90,000 

80,000 

120 

170,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

180,000 

120,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.007 








































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Chak Hindola No. 1 


Chak Hindola No. 2 


Chak Kherli Goojar 


Chak Paprera 


Chak Sakeetra 


Chak Seh 


Chaukipura 


Chidarua 


Chimni 


Dahari Dantwara 


Dahra 


Dantiya 


Dhanipura 


Dhanota 


Dhanwara 


Dharsoni 


Doroli 


Dughati 


Gadauli 


Gangroli 


Gazipur 


Ghalawata 


Gudawali 


Halena 


Hantra 


Hasanpur 


Hateejar 


Helak 


Hindola 


rniya 


Jahanpur 


Jarhara 


Jaswar 


0807000701034800 

0.737 

0807000701034900 

0.330 

0807000801059700 

2.058 

0807000601031600 

1.817 


0807000601030100 

2.526 

0807000601033100 

1.309 

0807000601033000 

1.527 


0807000501014100 

2.028 

0807000601031100 

0.971 



0806001200950600 

2.091 

0807000501018600 

6.266 


0806001200950500 

5.241 

0807000501013600 

0.927 

0807000701034300 

5.744 



0807000601027100 


0807000801059400 


0806001200952200 


0806001200951300 


0807000501015600 


0807000501011000 


0807000501014000 


0807000801053400 


0806001200952600 


0807000501016500 


0807000801058400 


0807000501018400 


0807000501015200 



0807000801059300 

7.279 

0807000601033700 

4.407 

0807000701035000 

2.605 

0807000801054600 

1.408 

0807000801054700 

3.389 


0807000601030200 

1.828 

0807000801051800 

9.619 



Jhamri 


0807000901066700 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

1.336 

Non-command 

Older Alluvium 

0.139 

Non-command 

Older Alluvium 

0.062 

Non-command 

Older Alluvium 

1.229 

Non-command 

Older Alluvium 

0.737 

Non-command 

Older Alluvium 

0.296 

Non-command 

Older Alluvium 

0.984 

Non-command 

Older Alluvium 

1.692 

Non-command 

Older Alluvium 

0.125 

Non-command 

Older Alluvium 

0.667 

Non-command 

Older Alluvium 

0.383 

Non-command 

Older Alluvium 

0.392 

Non-command 

Older Alluvium 

1.135 

Non-command 

Older Alluvium 

1.970 

Non-command 

Older Alluvium 

0.614 

Non-command 

Older Alluvium 

0.119 

Non-command 

Older Alluvium 

0.411 

Non-command 

Older Alluvium 

0.353 

Non-command 

Older Alluvium 

1.541 

Non-command 

Older Alluvium 

1.077 

Non-command 

Older Alluvium 

1.237 

Non-command 

Older Alluvium 

2.808 

Non-command 

Older Alluvium 

1.641 

Non-command 

Older Alluvium 

3.125 

Non-command 

Older Alluvium 

0.374 

Non-command 

Older Alluvium 

2.169 

Non-command 

Older Alluvium 

3.575 

Non-command 

Older Alluvium 

2.010 

Non-command 

Older Alluvium 

2.167 

Non-command 

Older Alluvium 

9.196 

Non-command 

Older Alluvium 

0.386 

Non-command 

Older Alluvium 

5.983 

Non-command 

Older Alluvium 

0.307 

Non-command 

Older Alluvium 

0.606 

Non-command 

Older Alluvium 

2.501 

Non-command 

Older Alluvium 

2.686 

Non-command 

Older Alluvium 

4.260 

Non-command 

Older Alluvium 

5.547 

Non-command 

Older Alluvium 

8.633 

Non-command 

Older Alluvium 

2.496 

Non-command 

Older Alluvium 

2.833 

Non-command 

Older Alluvium 

2.841 

Non-command 

Older Alluvium 

0.071 

Non-command 

Older Alluvium 

0.572 

Non-command 

Older Alluvium 

1.394 

Non-command 

Older Alluvium 

0.023 

Non-command 

Older Alluvium 

3.206 

Non-command 

Older Alluvium 

1.014 

Non-command 

Older Alluvium 

4.712 

Non-command 

Older Alluvium 

0.494 

Non-command 

Older Alluvium 

0.103 

Non-command 

Older Alluvium 

0.507 

Non-command 

Older Alluvium 

0.006 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

110,000 

90,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

110,000 

90,000 

120 

90,000 

80,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

180,000 

120,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

180,000 

120,000 

120 

120,000 

90,000 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

110,000 

90,000 

120 

90,000 

80,000 

120 

180,000 

120,000 

120 

180,000 

120,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

170,000 

90,000 

120 

180,000 

120,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

170,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

170,000 

90,000 

120 

90,000 

80,000 

120 

110,000 

90,000 

120 

170,000 

90,000 

120 

90,000 

80,000 

120 

170,000 

90,000 

120 

90,000 

80,000 

120 

150,000 

120,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 


(15) 


0.011 





























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Jogeepura 


Kanchanpura 


Karhi 


Karomeo 


Kasganj 


Katara 


Kawai 


Kehripura 


Kesra 


Khadraya 


Khangri 


Khera 


Kheri Devisingh 


Kheriya Brahman 


Kherli (M) 


Kherli Goojar 


Kherli Rel ( Rural) 


Khurrampur 


Kishanpura 


Kuti Sawdas 


Lalchah 


Lulhara 


Magarakha 


Mahrampur 


Manjhi 


Manoharpur Khawaspur 


Medpura 


Milkipura 


Moodiya Gandhar 


Moodiya Jat 


Census Code 

Area 


sq.km 

(3) 

(4) 

0807000501018200 

4.781 

0807000701034600 

1.694 

0807000501014200 

2.691 



0807000501017100 

2.027 

0807000601032900 

1.150 

0807000501015300 

6.275 


0807000501014500 

0.879 

0807000501014700 

1.567 

0807000501013900 

7.914 

0807000501015100 

20.870 


0807000501013800 

0.903 

0807000501017400 

4.316 

0807000801053600 

4.969 

0807000501016700 

7.528 



0807000501016300 

1.881 

0807000501014900 

6.527 


0807000501018100 

1.764 

0806001240609000 

2.823 

0807000801059800 

4.791 

0806001200952300 

2.755 

0807000501017500 

3.253 

0807000601027200 

1.751 


0806001200952500 

1.546 

0807000501014800 

1.127 



0807000501018900 

1.966 

0811000201366900 

0.946 

0807000501011300 

1.522 

0807000501010400 

5.217 


0807000501013700 

2.549 

0806001200951800 

1.312 

0807000501016800 

2.048 


0807000801059000 

1.071 

0807000801054100 

2.194 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

4.781 

Non-command 

Older Alluvium 

1.144 

Non-command 

Older Alluvium 

1.847 

Non-command 

Older Alluvium 

0.176 

Non-command 

Older Alluvium 

2.027 

Non-command 

Older Alluvium 

1.150 

Non-command 

Older Alluvium 

4.215 

Non-command 

Older Alluvium 

2.061 

Non-command 

Older Alluvium 

0.879 

Non-command 

Older Alluvium 

1.567 

Non-command 

Older Alluvium 

0.003 

Non-command 

Older Alluvium 

20.797 

Non-command 

Older Alluvium 

0.073 

Non-command 

Older Alluvium 

0.093 

Non-command 

Older Alluvium 

4.316 

Non-command 

Older Alluvium 

4.969 

Non-command 

Older Alluvium 

5.845 

Non-command 

Older Alluvium 

1.684 

Non-command 

Older Alluvium 

1.184 

Non-command 

Older Alluvium 

4.317 

Non-command 

Older Alluvium 

1.473 

Non-command 

Older Alluvium 

1.894 

Non-command 

Older Alluvium 

1.881 

Non-command 

Older Alluvium 

6.363 

Non-command 

Older Alluvium 

0.165 

Non-command 

Older Alluvium 

1.764 

Non-command 

Older Alluvium 

2.105 

Non-command 

Older Alluvium 

2.041 

Non-command 

Older Alluvium 

2.755 

Non-command 

Older Alluvium 

3.253 

Non-command 

Older Alluvium 

1.643 

Non-command 

Older Alluvium 

0.107 

Non-command 

Older Alluvium 

1.418 

Non-command 

Older Alluvium 

0.084 

Non-command 

Older Alluvium 

1.043 

Non-command 

Older Alluvium 

4.729 

Non-command 

Older Alluvium 

0.126 

Non-command 

Older Alluvium 

0.425 

Non-command 

Older Alluvium 

0.099 

Non-command 

Older Alluvium 

1.522 

Non-command 

Older Alluvium 

0.083 

Non-command 

Older Alluvium 

0.013 

Non-command 

Older Alluvium 

1.497 

Non-command 

Older Alluvium 

0.089 

Non-command 

Older Alluvium 

1.568 

Non-command 

Older Alluvium 

0.480 

Non-command 

Older Alluvium 

1.071 

Non-command 

Older Alluvium 

1.401 

Non-command 

Older Alluvium 

0.579 

Non-command 

Older Alluvium 

0.934 

Non-command 

Older Alluvium 

4.805 

Non-command 

Older Alluvium 

2.027 

Non-command 

Older Alluvium 

0.370 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

170,000 

90,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

110,000 

90,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

180,000 

120,000 

120 

90,000 

80,000 

120 

180,000 

120,000 

120 

120,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

80,000 

120 

180,000 

120,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

80,000 

60,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

80,000 

70,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

170,000 

90,000 

120 

90,000 

80,000 

120 

170,000 

90,000 

120 

90,000 

80,000 

120 

110,000 

90,000 

120 

90,000 

80,000 



Tube Wells with 
Wells Pumpset 































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Nagla Ajau 


Nagla Bakhta 


Nagla Bhaua 


Nagla Dharm Singh 


Nagla Hargovind 


Nagla Hetram 


Nagla Khatauti 


Nagla Mana 


Nagla Moti 


Nagla Paharkhan 


Naiwara 


Naiwari 


Nam 


Naroli 


Naswara 


Nawalpura 


Noorpur 


Nyamatpur 


Padola 


Paharsar 


Pahua 


Pali 


Paprera 


Pathena 


Peeli 


Pichgai 


Piprau 


Preetampura 


Raina 


Raisees 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


0807000601032600 

0.460 

0807000501014300 

1.211 



0807000501019000 

1.481 

0807000701034700 

0.887 

0807000701035100 

4.515 


0807000801054400 

1.907 

0807000501016000 

1.049 


0807000601030300 

0.590 

0807000601032400 

0.959 

0807000501014400 

1.593 

0807000801053900 

4.295 

0807000801053700 

2.614 

0807000501016400 

4.515 

0807000801052300 

3.458 

0807000801058700 

1.575 

0807000801052400 

1.691 



0807000501017800 

1.832 

0807000801059200 

6.168 



0807000601030900 

2.539 

0807000501015700 

5.280 

0807000601032500 

4.014 


0807000801058500 

2.778 

0807000601031700 

7.440 


0807000801052500 

13.530 

0807000501018000 

2.085 


0807000601033600 

3.283 

0807000501017000 

6.775 



0806001200951900 

0.870 

0807000501015800 

1.897 

0807000501011200 

6.304 



Ramnagar 


0807000801058800 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

3.713 

Non-command 

Older Alluvium 

0.276 

Non-command 

Older Alluvium 

6.437 

Non-command 

Older Alluvium 

6.033 

Non-command 

Older Alluvium 

0.460 

Non-command 

Older Alluvium 

0.179 

Non-command 

Older Alluvium 

0.851 

Non-command 

Older Alluvium 

0.243 

Non-command 

Older Alluvium 

0.373 

Non-command 

Older Alluvium 

0.686 

Non-command 

Older Alluvium 

0.887 

Non-command 

Older Alluvium 

0.118 

Non-command 

Older Alluvium 

3.987 

Non-command 

Older Alluvium 

1.907 

Non-command 

Older Alluvium 

0.425 

Non-command 

Older Alluvium 

0.625 

Non-command 

Older Alluvium 

0.104 

Non-command 

Older Alluvium 

0.959 

Non-command 

Older Alluvium 

1.593 

Non-command 

Older Alluvium 

4.295 

Non-command 

Older Alluvium 

2.614 

Non-command 

Older Alluvium 

4.515 

Non-command 

Older Alluvium 

1.942 

Non-command 

Older Alluvium 

1.575 

Non-command 

Older Alluvium 

0.879 

Non-command 

Older Alluvium 

0.087 

Non-command 

Older Alluvium 

0.207 

Non-command 

Older Alluvium 

3.728 

Non-command 

Older Alluvium 

1.832 

Non-command 

Older Alluvium 

1.008 

Non-command 

Older Alluvium 

1.411 

Non-command 

Older Alluvium 

6.731 

Non-command 

Older Alluvium 

0.140 

Non-command 

Older Alluvium 

0.007 

Non-command 

Older Alluvium 

3.976 

Non-command 

Older Alluvium 

3.748 

Non-command 

Older Alluvium 

0.266 

Non-command 

Older Alluvium 

2.778 

Non-command 

Older Alluvium 

2.504 

Non-command 

Older Alluvium 

4.936 

Non-command 

Older Alluvium 

4.213 

Non-command 

Older Alluvium 

0.897 

Non-command 

Older Alluvium 

1.188 

Non-command 

Older Alluvium 

2.598 

Non-command 

Older Alluvium 

6.575 

Non-command 

Older Alluvium 

0.201 

Non-command 

Older Alluvium 

0.667 

Non-command 

Older Alluvium 

0.335 

Non-command 

Older Alluvium 

0.429 

Non-command 

Older Alluvium 

1.880 

Non-command 

Older Alluvium 

3.192 

Non-command 

Older Alluvium 

3.105 

Non-command 

Older Alluvium 

1.990 



with 

Pumpset 


(9) (10) 


49 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

170,000 

90,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

110,000 

90,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

170,000 

90,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

80,000 

120 

170,000 

90,000 

120 

170,000 

90,000 

120 

120,000 

90,000 

120 

170,000 

90,000 

120 

90,000 

80,000 

120 

170,000 

90,000 

120 

90,000 

80,000 

120 

170,000 

90,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

170,000 

90,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

110,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

110,000 

90,000 

120 

90,000 

80,000 

120 

170,000 

90,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

110,000 

90,000 

120 

90,000 

80,000 

120 

80,000 

70,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.043 




































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


03001026 




Rampura 


Rampura Patan 


Reengas Pura 


Rudh Sakeetra 


Rund Helak Bari 


Rundh Bansi Khurd 


Rundh Bhatawali 


Rundh Helak Chhoti 


Rundh Naiwara 


Sahajpura ( Rural) 


Saindoli 


Salimpur 


Samantpura 


Saypura 


Seehi 


Seh 


Taharki 


Talchhera 


Tilchivi 


Utarda 


Vijay Nagar 


Wajidpura 


Abhaurra 


Adhaiya Kalan 


Ajan 


Athaira 


Awar 


0807000601023900 


0807000701041400 


0807000601027800 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Census Code 

Area 


sq.km 

(3) 

(4) 

0806001200952700 

4.408 

0806001200950700 

3.678 

0811000201361400 

3.187 

0807000607900004 

1.110 

0807000601032700 

8.052 



0807000701034500 

1.939 

0807000601031400 

1.078 


0807000601032100 

0.577 

0807000801053800 

2.701 

0806001200952100 

2.650 

0807000501013400 

2.484 

0807000501013300 

1.852 

0807000501011100 

0.837 

0807000801051600 

4.241 



0806001200952900 

4.252 

0807000601032200 

4.323 

0807000601033400 

2.625 



0807000501015500 

0.889 

0807000501010500 

2.069 



0807000701036600 

2.256 

0807000501017300 

6.854 

0807000801058300 

2.450 

0807000501017600 

4.446 

0807000601032800 

2.797 


0807000501014600 

1.245 

0807000601024000 

5.747 

0807000601029600 

1.540 



1.567 Fresh 


Saline 


13.087 Saline 


1.306 Fresh 


11.902 Saline 


Baghai 

0807000701041700 

1.776 

Fresh 

Belara Kalan 

0807000601029800 

6.173 

Fresh 


( 6 ) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bharatpur Canal 


Bharatpur Canal 


Non-command 


Bharatpur Canal 


Non-command 


Bharatpur Canal 


Non-command 


Bharatpur Canal 


Bharatpur Canal 


Non-command 


Bharatpur Canal 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

4.408 

Non-command 

Older Alluvium 

0.306 

Non-command 

Older Alluvium 

0.132 

Non-command 

Older Alluvium 

1.087 

Non-command 

Older Alluvium 

4.858 

Non-command 

Older Alluvium 

2.818 

Non-command 

Older Alluvium 

1.882 

Non-command 

Older Alluvium 

0.035 

Non-command 

Older Alluvium 

0.227 

Non-command 

Older Alluvium 

0.541 

Non-command 

Older Alluvium 

2.701 

Non-command 

Older Alluvium 

1.364 

Non-command 

Older Alluvium 

2.484 

Non-command 

Older Alluvium 

1.307 

Non-command 

Older Alluvium 

0.592 

Non-command 

Older Alluvium 

4.184 

Non-command 

Older Alluvium 

0.057 

Non-command 

Older Alluvium 

3.181 

Non-command 

Older Alluvium 

6.238 

Non-command 

Older Alluvium 

0.990 

Non-command 

Older Alluvium 

10.320 

Non-command 

Older Alluvium 

4.252 

Non-command 

Older Alluvium 

4.323 

Non-command 

Older Alluvium 

0.119 

Non-command 

Older Alluvium 

1.115 

Non-command 

Older Alluvium 

0.889 

Non-command 

Older Alluvium 

0.050 

Non-command 

Older Alluvium 

0.353 

Non-command 

Older Alluvium 

2.326 

Non-command 

Older Alluvium 

0.176 

Non-command 

Older Alluvium 

0.499 

Non-command 

Older Alluvium 

0.091 

Non-command 

Older Alluvium 

0.318 

Non-command 

Older Alluvium 

6.854 

Non-command 

Older Alluvium 

0.431 

Non-command 

Older Alluvium 

4.446 

Non-command 

Older Alluvium 

0.679 

Non-command 

Older Alluvium 

2.109 

Non-command 

Older Alluvium 

1.245 

Command 

Older Alluvium 

5.747 

Command 

Older Alluvium 

0.010 

Non-command 

Older Alluvium 

0.094 

Command 

Older Alluvium 

0.743 

Non-command 

Older Alluvium 

0.523 

Command 

Older Alluvium 

0.385 

Non-command 

Older Alluvium 

0.570 

Command 

Older Alluvium 

0.211 

Command 

Older Alluvium 

12.491 

Non-command 

Older Alluvium 

1.306 

Command 

Older Alluvium 

6.572 

Non-command 

Older Alluvium 

0.912 

Non-command 

Older Alluvium 

1.776 

Non-command 

Older Alluvium 

0.523 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

180,000 

120,000 

120 

180,000 

120,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

110,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

170,000 

90,000 

120 

180,000 

120,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

170,000 

90,000 

120 

90,000 

80,000 

120 

180,000 

120,000 

120 

80,000 

70,000 

120 

170,000 

90,000 

120 

90,000 

80,000 

120 

180,000 

120,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

110,000 

90,000 

120 

90,000 

80,000 

120 

180,000 

120,000 

120 

80,000 

70,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

90,000 

80,000 

120 

120,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

110,000 

90,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 





















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Burawai 


Chak Baltikari 


Chak Daulatpur 


Hathaini 


Ikaran 


0807000701041300 


0807000701042300 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Saline 


3.045 Fresh 



0807000601028100 

3.494 

0807000701043900 

2.036 

0807000701043800 

3.838 



5.615 Saline 


2.401 Fresh 


Saline 


11.673 Fresh 


Saline 


0807000701042100 

2.866 

0807000701044600 

5.464 


4.262 Saline 


23.303 Saline 




6.568 Fresh 


Saline 


2.087 Saline 


Karoth 

0807000701041500 

2.225 

Fresh 

Kasot 

0807000401009600 

10.732 

Saline 



( 6 ) 


Non-command 


Bharatpur Canal 


Non-command 


Bharatpur Canal 


Ajan Lower Bund 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Ajan Lower Bund 


Non-command 


Bharatpur Canal 


Non-command 


Bharatpur Canal 


Non-command 


Ajan Lower Bund 


Non-command 


Ajan Lower Bund 


Non-command 


Bharatpur Canal 


Non-command 


Bharatpur Canal 


Non-command 


Non-command 


Non-command 


Gurgaon Canal 


Non-command 


Bharatpur Canal 


Gurgaon Canal 


Non-command 


Ajan Lower Bund 


Non-command 


Non-command 


Non-command 


Bharatpur Canal 


Bharatpur Canal 


Non-command 


Ajan Lower Bund 


Non-command 


Bharatpur Canal 


Non-command 


Ajan Lower Bund 


Bharatpur Canal 


Non-command 


Non-command 


Non-command 


Ajan Lower Bund 


Non-command 


Non-command 


Bharatpur Canal 


Gurgaon Canal 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.036 

Command 

Older Alluvium 

0.186 

Non-command 

Older Alluvium 

0.039 

Command 

Older Alluvium 

0.600 

Command 

Older Alluvium 

0.033 

Non-command 

Older Alluvium 

0.193 

Non-command 

Older Alluvium 

4.858 

Non-command 

Older Alluvium 

0.056 

Non-command 

Older Alluvium 

3.494 

Non-command 

Older Alluvium 

0.256 

Command 

Older Alluvium 

0.055 

Non-command 

Older Alluvium 

1.006 

Command 

Older Alluvium 

0.026 

Non-command 

Older Alluvium 

0.107 

Command 

Older Alluvium 

0.245 

Non-command 

Older Alluvium 

0.270 

Command 

Older Alluvium 

0.003 

Non-command 

Older Alluvium 

0.974 

Command 

Older Alluvium 

0.056 

Non-command 

Older Alluvium 

0.446 

Command 

Older Alluvium 

3.099 

Non-command 

Older Alluvium 

0.652 

Command 

Older Alluvium 

0.032 

Non-command 

Older Alluvium 

1.469 

Non-command 

Older Alluvium 

0.345 

Non-command 

Older Alluvium 

2.290 

Command 

Older Alluvium 

0.002 

Non-command 

Older Alluvium 

0.000 

Command 

Older Alluvium 

0.678 

Command 

Older Alluvium 

2.945 

Non-command 

Older Alluvium 

0.016 

Command 

Older Alluvium 

0.679 

Non-command 

Older Alluvium 

2.267 

Non-command 

Older Alluvium 

0.287 

Non-command 

Older Alluvium 

0.990 

Command 

Older Alluvium 

2.562 

Command 

Older Alluvium 

9.112 

Non-command 

Older Alluvium 

2.866 

Command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

3.012 

Command 

Older Alluvium 

0.266 

Non-command 

Older Alluvium 

3.078 

Command 

Older Alluvium 

0.658 

Command 

Older Alluvium 

2.202 

Non-command 

Older Alluvium 

6.760 

Non-command 

Older Alluvium 

4.247 

Non-command 

Older Alluvium 

2.321 

Command 

Older Alluvium 

0.298 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

2.225 

Command 

Older Alluvium 

2.426 

Command 

Older Alluvium 

0.353 

Non-command 

Older Alluvium 

3.381 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

80,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

110,000 

90,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

110,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 



















































































































































































































































































































































































































































































































































































































































































Micro-watershed 




Kolipura 


Koomha 


Korer 


Mahganwa 


Moroli Kalan 


Moroli Khurd 


Nagla Bagha 


Nagla Hatheepura 


Nagla Maloo 


0807000701040600 


0807000601023500 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Census Code 

Area 


sq.km 

(3) 

(4) 

0807000601024300 

1.361 



0807000701041800 

1.326 

0807000601024600 

7.216 

0807000401009500 

14.975 



Saline 


3.372 Saline 



0807000701040500 

6.405 

0807000701040700 

4.382 



Saline 


2.465 Saline 


0.818 Fresh 



Nagla Baghera 

0807000601029300 

0.887 

Saline 

Nagla Budhsingh 

0807000601028600 

0.611 

Saline 

Nagla Ganga 

0807000601029200 

1.023 

Saline 

Nagla Gulabi 

0807000701042900 

1.693 

Saline 



0807000701043000 

0.689 

0807000601028700 

0.591 



Nagla Parsuram 

0807000701043100 

1.485 

Saline 

Nauganwa 

0807000701042200 

4.721 

Saline 



Phulwara 

0807000701043200 

3.326 

Saline 

Rarah 

0807000601027900 

7.954 

Fresh 


Rundh Ikaran 

0807000701044700 

2.211 

Saline 

Rundh Rarah 

0807000701040800 

1.242 

Fresh 



Santrook 

0807000601028000 

8.369 

Fresh 

Senthra 

0807000701041100 

2.623 

Fresh 


( 6 ) 


Bharatpur Canal 


Non-command 


Non-command 


Non-command 


Gurgaon Canal 


Gurgaon Canal 


Bharatpur Canal 


Non-command 


Non-command 


Non-command 


Bharatpur Canal 


Bharatpur Canal 


Non-command 


Bharatpur Canal 


Bharatpur Canal 


Bharatpur Canal 


Non-command 


Bharatpur Canal 


Non-command 


Non-command 


Non-command 


Non-command 


Ajan Lower Bund 


Non-command 


Non-command 


Non-command 


Non-command 


Bharatpur Canal 


Non-command 


Non-command 


Ajan Lower Bund 


Non-command 


Non-command 


Non-command 


Non-command 


Ajan Lower Bund 


Non-command 


Non-command 


Bharatpur Canal 


Non-command 


Non-command 


Bharatpur Canal 


Non-command 


Bharatpur Canal 


Non-command 


Bharatpur Canal 


Non-command 


Bharatpur Canal 


Non-command 


Bharatpur Canal 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Older Alluvium 

0.048 

Non-command 

Older Alluvium 

1.287 

Non-command 

Older Alluvium 

1.326 

Non-command 

Older Alluvium 

0.277 

Command 

Older Alluvium 

0.003 

Command 

Older Alluvium 

1.228 

Command 

Older Alluvium 

0.850 

Non-command 

Older Alluvium 

1.503 

Non-command 

Older Alluvium 

2.248 

Non-command 

Older Alluvium 

0.277 

Command 

Older Alluvium 

0.764 

Command 

Older Alluvium 

0.554 

Non-command 

Older Alluvium 

0.000 

Command 

Older Alluvium 

3.766 

Command 

Older Alluvium 

2.448 

Command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

0.000 

Command 

Older Alluvium 

0.796 

Non-command 

Older Alluvium 

0.022 

Non-command 

Older Alluvium 

0.184 

Non-command 

Older Alluvium 

0.422 

Non-command 

Older Alluvium 

0.053 

Command 

Older Alluvium 

0.043 

Non-command 

Older Alluvium 

1.650 

Non-command 

Older Alluvium 

0.001 

Non-command 

Older Alluvium 

1.241 

Non-command 

Older Alluvium 

0.689 

Command 

Older Alluvium 

0.078 

Non-command 

Older Alluvium 

0.513 

Non-command 

Older Alluvium 

1.485 

Command 

Older Alluvium 

2.878 

Non-command 

Older Alluvium 

1.597 

Non-command 

Older Alluvium 

0.008 

Non-command 

Older Alluvium 

1.317 

Non-command 

Older Alluvium 

1.610 

Command 

Older Alluvium 

0.088 

Non-command 

Older Alluvium 

3.632 

Non-command 

Older Alluvium 

3.326 

Command 

Older Alluvium 

0.520 

Non-command 

Older Alluvium 

7.434 

Non-command 

Older Alluvium 

0.009 

Command 

Older Alluvium 

0.977 

Non-command 

Older Alluvium 

0.265 

Command 

Older Alluvium 

0.049 

Non-command 

Older Alluvium 

0.859 

Command 

Older Alluvium 

0.480 

Non-command 

Older Alluvium 

1.493 

Command 

Older Alluvium 

2.409 

Non-command 

Older Alluvium 

0.052 

Command 

Older Alluvium 

0.743 

Non-command 

Older Alluvium 

0.615 

Non-command 

Older Alluvium 

8.369 

Non-command 

Older Alluvium 

0.571 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

110,000 

90,000 

120 

150,000 

110,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 
















































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



03001027 


Sunari 


Surauta 


Takha 


Talphara 


Ubar 


Achrol 


Bagwada 


Chhaprari 


Chitanukalan 


Ghatwada 


Jaitpura Kheenchee 


Kalwad Kalan & Khurd 


Kant 


Kiratpura 


Kotra 


0807000601028300 

5.035 

0807000701043400 

4.833 



0807000601027700 

2.714 

0807000601027600 

4.122 



0807000601023800 


0807000601023600 


0807000601028200 


0812001001578500 


0812001001579500 


0812001001579000 


0812001001576100 


0812001001574700 


0812001001575000 


0812001001578400 


0812001001575400 


0812001001575300 


0812001001580500 


10.475 Fresh 


Saline 


9.544 Fresh 


Saline 


7.240 Saline 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


( 6 ) 


Non-command 


Bharatpur Canal 


Non-command 


Non-command 


Bharatpur Canal 


Bharatpur Canal 


Non-command 


Bharatpur Canal 


Bharatpur Canal 


Bharatpur Canal 


Bharatpur Canal 


Bharatpur Canal 


Non-command 


Non-command 


25.367 Fresh 


10.848 Fresh Non-command 


Beer Talera 

0812001001583500 

2.389 

Fresh 

Bheempura 

0812001001579400 

2.903 

Fresh 

Bilochi 

0812001001574500 

6.380 

Fresh 


Chak Charanwas 

0812001101587700 

1.427 

Fresh 

Chak Pokharawala 

0812001001579300 

0.740 

Fresh 

Charanwas @ Kali Pahar 

0812001101587800 

9.169 

Fresh 



9.889 Fresh Non-command 


4.386 Fresh Non-command 


5.622 Fresh Non-command 


11.850 Fresh Non-command 


Jugalpura 

0812001001578000 

4.371 

Fresh 

Kalighati 

0812001001574900 

5.302 

Fresh 



5.760 Fresh Non-command 


6.070 Fresh Non-command 


4.798 Fresh Non-command 


6.869 Fresh Non-command 


Kushalpura 

0812001001577900 

4.061 

Fresh 

Labana 

0812001001578800 

10.000 

Fresh 

Ladana 

0812001001575200 

1.865 

Fresh 


Non-command 


Non-command 


Non-command 



Pokharawala @ Anandpur 

0812001001579200 

1.982 

Fresh 

Puth Ka Bas @ Chawa Ka 

0812001001575500 

6.637 

Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

2.052 

Command 

Older Alluvium 

0.121 

Non-command 

Older Alluvium 

0.876 

Non-command 

Older Alluvium 

3.958 

Command 

Older Alluvium 

2.714 

Command 

Older Alluvium 

4.122 

Non-command 

Older Alluvium 

0.000 

Command 

Older Alluvium 

2.727 

Command 

Older Alluvium 

7.748 

Command 

Older Alluvium 

0.801 

Command 

Older Alluvium 

8.743 

Command 

Older Alluvium 

1.857 

Non-command 

Older Alluvium 

0.058 

Non-command 

Quartzite 

7.256 

Non-command 

Younger Alluvium 

4.873 

Non-command 

Quartzite 

4.047 

Non-command 

Younger Alluvium 

2.266 

Non-command 

Quartzite 

0.007 

Non-command 

Younger Alluvium 

2.064 

Non-command 

Quartzite 

1.457 

Non-command 

Younger Alluvium 

1.363 

Non-command 

Younger Alluvium 

0.170 

Non-command 

Younger Alluvium 

0.004 

Non-command 

Quartzite 

2.352 

Non-command 

Younger Alluvium 

3.531 

Non-command 

Quartzite 

2.636 

Non-command 

Younger Alluvium 

4.734 

Non-command 

Quartzite 

0.049 

Non-command 

Younger Alluvium 

0.024 

Non-command 

Quartzite 

0.019 

Non-command 

Younger Alluvium 

0.152 

Non-command 

Quartzite 

5.661 

Non-command 

Younger Alluvium 

5.971 

Non-command 

Younger Alluvium 

0.274 

Non-command 

Quartzite 

0.374 

Non-command 

Younger Alluvium 

4.826 

Non-command 

Quartzite 

2.490 

Non-command 

Younger Alluvium 

2.362 

Non-command 

Quartzite 

1.571 

Non-command 

Younger Alluvium 

4.067 

Non-command 

Quartzite 

0.550 

Non-command 

Younger Alluvium 

3.719 

Non-command 

Quartzite 

1.511 

Non-command 

Younger Alluvium 

0.093 

Non-command 

Younger Alluvium 

0.066 

Non-command 

Quartzite 

0.050 

Non-command 

Quartzite 

0.141 

Non-command 

Younger Alluvium 

1.388 

Non-command 

Quartzite 

1.560 

Non-command 

Younger Alluvium 

0.751 

Non-command 

Younger Alluvium 

0.613 

Non-command 

Quartzite 

2.387 

Non-command 

Younger Alluvium 

2.607 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

110,000 

90,000 

120 

90,000 

80,000 

120 

110,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 



Tube Wells with 
Wells Pumpset 




0.516 

0.516 

0.626 

0.626 

0.462 

0.462 

0.475 

0.475 


0.248 

0.248 

0.144 

0.317 

0.238 

0.462 

0.011 

0.011 



0.022 

0.048 

0.180 

0.334 

0.346 

0.557 

0.022 

0.048 

0.006 

0.016 

0.130 

0.288 

0.096 

0.240 

0.162 

0.360 

0.066 

0.124 

0.324 

0.509 

0.012 

0.012 

0.108 

0.161 

0.042 

0.042 















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Arniya 

0812001001576900 

9.725 

Fresh 

Bhikhawala 

0812000301477500 

2.776 

Fresh 

Bhuranpura 

0812001101586300 

3.378 

Fresh 

Bhuranpura @nestiwas 

0812001001576800 

4.826 

Fresh 

Chak Manoharpur 

0812001001576500 

4.155 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chandawas 

0812001001577700 

3.624 

Fresh 

Chandwaji 

0812001001577400 

1.858 

Fresh 


Non-command 


Non-command 


Charanwas Gajaji 

0812001101586100 

0.914 

Fresh 

Chharsa 

0812000301477700 

7.505 

Fresh 

Deo Ka Harmara 

0812001001576600 

6.211 

Fresh 


Non-command 


Non-command 


Non-command 


Gailadera 


Gonakasar 


Gonpur @ Dangawali 


Hanutiya 


Harchandpura @kankarwa 


Kalwaniyon Ka Bas 


Kalyanpura 


Kanwarpura 


Kumbhawas 


Kushalpura 


Lakher 


0812000301474300 

3.667 

Fresh 

0812000301474400 

5.191 

Fresh 

0812000301474700 

4.260 

Fresh 

0812000301473000 

2.579 

Fresh 

0812001001577100 

3.379 

Fresh 

0812000301471400 

7.500 

Fresh 

0812000301472800 

4.695 

Fresh 

0812000301477000 

3.779 

Fresh 

0812001001577000 

2.729 

Fresh 

0812000301476600 

9.553 

Fresh 

0812001001577900 

4.061 

Fresh 

0812001001576700 

8.188 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Lakhni 

0812000301476100 

4.820 

Fresh 

Lamya Mewal 

0812001001576300 

1.778 

Fresh 


Non-command 


Non-command 


Majipura 

0812001101587500 

6.305 

Fresh 

Mamtori Kalan 

0812000301474600 

8.758 

Fresh 


Non-command 


Non-command 



Mangarh 

0813000501742400 

10.001 

Fresh 

Manoharpur 

0812000301477200 

20.692 

Fresh 


Non-command 


Non-command 


Markhi 

0812000301472900 

5.593 

Fresh 

Nakawala 

0812001001575800 

2.678 

Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Quartzite 

0.598 

Non-command 

Younger Alluvium 

1.312 

Non-command 

Quartzite 

1.494 

Non-command 

Younger Alluvium 

2.223 

Non-command 

Quartzite 

1.197 

Non-command 

Younger Alluvium 

1.488 

Non-command 

Quartzite 

0.003 

Non-command 

Younger Alluvium 

1.506 

Non-command 

Quartzite 

2.951 

Non-command 

Younger Alluvium 

1.121 

Non-command 

Quartzite 

3.061 

Non-command 

Younger Alluvium 

0.185 

Non-command 

Older Alluvium 

0.629 

Non-command 

Younger Alluvium 

5.217 

Non-command 

Younger Alluvium 

9.616 

Non-command 

Younger Alluvium 

2.564 

Non-command 

Younger Alluvium 

1.411 

Non-command 

Younger Alluvium 

4.180 

Non-command 

Quartzite 

2.801 

Non-command 

Younger Alluvium 

1.355 

Non-command 

Younger Alluvium 

0.306 

Non-command 

Quartzite 

0.389 

Non-command 

Younger Alluvium 

0.116 

Non-command 

Younger Alluvium 

0.002 

Non-command 

Younger Alluvium 

1.188 

Non-command 

Quartzite 

4.163 

Non-command 

Younger Alluvium 

1.297 

Non-command 

Younger Alluvium 

0.014 

Non-command 

Younger Alluvium 

0.647 

Non-command 

Younger Alluvium 

0.201 

Non-command 

Younger Alluvium 

2.216 

Non-command 

Younger Alluvium 

2.519 

Non-command 

Younger Alluvium 

2.339 

Non-command 

Younger Alluvium 

1.034 

Non-command 

Younger Alluvium 

1.787 

Non-command 

Younger Alluvium 

0.923 

Non-command 

Younger Alluvium 

2.568 

Non-command 

Younger Alluvium 

0.186 

Non-command 

Quartzite 

1.659 

Non-command 

Younger Alluvium 

6.315 

Non-command 

Younger Alluvium 

0.066 

Non-command 

Quartzite 

1.405 

Non-command 

Younger Alluvium 

0.109 

Non-command 

Younger Alluvium 

0.199 

Non-command 

Quartzite 

1.933 

Non-command 

Younger Alluvium 

2.345 

Non-command 

Quartzite 

4.090 

Non-command 

Younger Alluvium 

1.289 

Non-command 

Older Alluvium 

0.212 

Non-command 

Quartzite 

2.262 

Non-command 

Younger Alluvium 

10.711 

Non-command 

Younger Alluvium 

4.124 

Non-command 

Quartzite 

0.098 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

60,000 

120 

80,000 

50,000 

120 

70,000 

60,000 

120 

80,000 

50,000 

120 

60,000 

30,000 

120 

70,000 

60,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.005 

0.019 

0.022 

0.075 

0.042 

0.100 

0.119 

0.225 

0.066 

0.085 

0.140 

0.180 

- 

- 

0.151 

0.415 

0.024 

0.120 

0.022 

0.075 

0.204 

0.521 

0.022 

0.048 

0.076 

0.130 

0.474 

0.896 

0.432 

0.775 

0.270 

0.520 

0.043 

0.096 

0.184 

0.408 

0.126 

0.376 

0.108 

0.266 

0.011 

0.024 

0.012 

0.022 

0.011 

0.011 














































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Nayan 

0812000301471300 

11.141 

Fresh 

Nithara 

0812000301476700 

6.513 

Fresh 

Pathano Ka Bas 

0812000301471100 

3.719 

Fresh 


Non-command 


Non-command 


Non-command 



Peeplod Narain 

0812000301475000 

2.121 

Fresh 

Peeplod Nathu 

0812000301474900 

6.214 

Fresh 

Pratappura 

0812000301477100 

4.170 

Fresh 


Non-command 


Non-command 


Non-command 


03001029 


Radawas 

0812000301473200 

17.851 

Fresh 

Rajpurwas Chandwaji 

0812001001577600 

1.810 

Fresh 

Raopura 

0812001101586200 

1.352 

Fresh 

Ratanpura Haripura 

0812001101584300 

4.227 

Fresh 

Roondal 

0812001001575700 

14.033 

Fresh 

Salarwas 

0812001001577300 

3.350 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Shivpuri 

0812000301477400 

4.992 

Fresh 

Shyosinghpura 

0812000301473900 

3.273 

Fresh 

Sirohi 

0812001001575900 

7.036 

Fresh 


Non-command 


Non-command 


Non-command 



Surana 

0812000301477800 

5.735 

Fresh 

Tejpura 

0812000301473100 

4.746 

Fresh 

Tori 

0812000301477600 

4.273 

Fresh 

Trilok Pura 

0812000301471700 

5.566 

Fresh 

Udawala 

0812000301476900 

6.044 

Fresh 

Vishan Garh 

0812000301474800 

26.888 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Al Ka Was 

0811000101343600 

0.361 

Fresh 

Alipur 

0811000101360400 

5.531 

Saline 

Anandpura 

0811000101348200 

0.540 

Fresh 

Arniya 

0811000101346200 

4.511 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Ashapura 

0811000101346800 

0.887 

Fresh 

Badabas 

0811000101360600 

1.928 

Saline 

Badiyal Khurd 

0811000101347200 

2.997 

Fresh 


Non-command 


Non-command 


Non-command 


Balloopura 

0806001000911500 

0.940 

Fresh 

Banapura 

0811000101348900 

1.729 

Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Younger Alluvium 

1.814 

Non-command 

Quartzite 

0.016 

Non-command 

Younger Alluvium 

6.845 

Non-command 

Younger Alluvium 

4.340 

Non-command 

Younger Alluvium 

0.040 

Non-command 

Older Alluvium 

0.637 

Non-command 

Younger Alluvium 

0.406 

Non-command 

Quartzite 

0.163 

Non-command 

Younger Alluvium 

2.051 

Non-command 

Younger Alluvium 

0.027 

Non-command 

Younger Alluvium 

0.066 

Non-command 

Quartzite 

1.176 

Non-command 

Younger Alluvium 

0.888 

Non-command 

Younger Alluvium 

4.502 

Non-command 

Younger Alluvium 

0.000 

Non-command 

Younger Alluvium 

0.117 

Non-command 

Younger Alluvium 

0.458 

Non-command 

Younger Alluvium 

0.117 

Non-command 

Quartzite 

2.495 

Non-command 

Younger Alluvium 

0.783 

Non-command 

Older Alluvium 

0.075 

Non-command 

Younger Alluvium 

0.029 

Non-command 

Younger Alluvium 

4.565 

Non-command 

Younger Alluvium 

0.002 

Non-command 

Quartzite 

1.002 

Non-command 

Younger Alluvium 

1.497 

Non-command 

Quartzite 

0.428 

Non-command 

Younger Alluvium 

0.017 

Non-command 

Quartzite 

1.283 

Non-command 

Younger Alluvium 

0.875 

Non-command 

Younger Alluvium 

1.390 

Non-command 

Younger Alluvium 

0.177 

Non-command 

Younger Alluvium 

4.090 

Non-command 

Younger Alluvium 

0.400 

Non-command 

Younger Alluvium 

0.216 

Non-command 

Quartzite 

9.244 

Non-command 

Younger Alluvium 

5.198 

Non-command 

Gneisses(B.G.C.) 

2.578 

Non-command 

Older Alluvium 

0.706 

Non-command 

Quartzite 

0.285 

Non-command 

Older Alluvium 

0.361 

Non-command 

Younger Alluvium 

5.129 

Non-command 

Gneisses(B.G.C.) 

0.540 

Non-command 

Older Alluvium 

0.002 

Non-command 

Quartzite 

0.000 

Non-command 

Older Alluvium 

0.887 

Non-command 

Younger Alluvium 

0.516 

Non-command 

Older Alluvium 

2.145 

Non-command 

Quartzite 

0.492 

Non-command 

Older Alluvium 

0.080 

Non-command 

Gneisses(B.G.C.) 

0.683 

Non-command 

Older Alluvium 

0.004 

Non-command 

Slate 

0.432 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

110,000 

90,000 

120 

70,000 

60,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

90,000 

70,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

70,000 

60,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

60,000 

30,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

70,000 

60,000 

120 

80,000 

50,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

90,000 

50,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

90,000 

50,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

130,000 

110,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.054 



0.108 

0.137 

0.130 

0.156 

0.186 

0.330 

0.006 

0.016 

0.306 

0.584 

0.024 

0.053 

0.036 

0.055 

0.511 

0.881 

0.240 

0.480 

0.115 

0.115 

0.043 

0.043 

0.014 

0.014 

0.022 

0.114 

0.348 

0.521 

0.065 

0.119 



0.162 

0.162 

0.042 

0.042 

0.216 

0.216 

0.036 

0.036 

0.040 

0.040 

0.029 

0.040 
































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Bandikui (M) 

0811000141101000 

3.013 

Fresh 

Bandikui Jageer(Rural) 

0811000101347800 

1.126 

Fresh 

Barh Bishanpura 

0811000101347600 

0.599 

Fresh 

Bas Biwai 

0811000101354500 

2.150 

Saline 

Basra Brahman 

0811000101348300 

0.626 

Fresh 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


1.003 Fresh Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Bishanpura 

0811000101343500 

1.815 

Fresh 

Biwai 

0811000101354400 

4.399 

Saline 

Chainpura 

0811000101344100 

0.438 

Fresh 

Chak Anandpura 

0811000101348100 

1.572 

Fresh 


Chak Biwai 

0811000101354600 

2.630 

Saline 

Chak Rewasa 

0811000101347400 

0.980 

Fresh 

Chamaron Ka Bas 

0811000101360000 

2.641 

Saline 

Chandera 

0811000101339800 

8.594 

Fresh 

Chanpawas 

0811000101357800 

1.496 

Saline 

Cheemapura 

0811000101343700 

1.581 

Fresh 


2.641 Fresh Non-command 



2.451 Fresh Non-command 


Dewara 

0811000101348400 

1.374 

Fresh 

Dhapawan Kalan 

0811000101343800 

1.551 

Fresh 



3.076 Fresh Non-command 


Dhigariya Bhim 

0811000101359200 

6.988 

Saline 

Dhigariya Kapoor 

0811000101359100 

2.932 

Saline 

Dilawarpura 

0811000101341600 

3.999 

Fresh 


Dubbi 

0811000101354700 

2.575 

Saline 

Echeri 

0811000101341700 

8.863 

Fresh 


1.779 Fresh Non-command 


4.450 Fresh Non-command 


Saline Non-command 




2.789 Fresh Non-command 


8.059 Fresh Non-command 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Limestone 

0.451 

Non-command 

Older Alluvium 

0.353 

Non-command 

Older Alluvium 

0.316 

Non-command 

Older Alluvium 

0.750 

Non-command 

Older Alluvium 

0.599 

Non-command 

Older Alluvium 

2.150 

Non-command 

Gneisses(B.G.C.) 

0.104 

Non-command 

Older Alluvium 

0.522 

Non-command 

Gneisses(B.G.C.) 

17.901 

Non-command 

Quartzite 

0.131 

Non-command 

Gneisses(B.G.C.) 

0.156 

Non-command 

Older Alluvium 

0.283 

Non-command 

Older Alluvium 

8.046 

Non-command 

Quartzite 

1.784 

Non-command 

Gneisses(B.G.C.) 

0.140 

Non-command 

Older Alluvium 

0.859 

Non-command 

Older Alluvium 

1.815 

Non-command 

Older Alluvium 

3.347 

Non-command 

Quartzite 

0.405 

Non-command 

Gneisses(B.G.C.) 

0.788 

Non-command 

Older Alluvium 

0.784 

Non-command 

Older Alluvium 

0.425 

Non-command 

Older Alluvium 

0.980 

Non-command 

Younger Alluvium 

2.000 

Non-command 

Older Alluvium 

0.280 

Non-command 

Older Alluvium 

1.164 

Non-command 

Older Alluvium 

1.208 

Non-command 

Quartzite 

0.373 

Non-command 

Gneisses(B.G.C.) 

0.251 

Non-command 

Quartzite 

0.906 

Non-command 

Limestone 

0.155 

Non-command 

Older Alluvium 

2.292 

Non-command 

Gneisses(B.G.C.) 

1.374 

Non-command 

Older Alluvium 

0.273 

Non-command 

Quartzite 

1.278 

Non-command 

Older Alluvium 

0.006 

Non-command 

Quartzite 

3.024 

Non-command 

Younger Alluvium 

1.234 

Non-command 

Younger Alluvium 

0.940 

Non-command 

Older Alluvium 

2.416 

Non-command 

Quartzite 

0.204 

Non-command 

Older Alluvium 

1.290 

Non-command 

Older Alluvium 

1.925 

Non-command 

Quartzite 

3.326 

Non-command 

Gneisses(B.G.C.) 

1.381 

Non-command 

Older Alluvium 

0.398 

Non-command 

Older Alluvium 

0.118 

Non-command 

Older Alluvium 

1.071 

Non-command 

Younger Alluvium 

0.019 

Non-command 

Older Alluvium 

0.887 

Non-command 

Quartzite 

0.035 

Non-command 

Gneisses(B.G.C.) 

4.780 

Non-command 

Older Alluvium 

1.271 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

130,000 

110,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

50,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

130,000 

110,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

50,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

90,000 

50,000 

120 

110,000 

90,000 

120 

90,000 

50,000 

120 

110,000 

90,000 

120 

90,000 

50,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

130,000 

110,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

50,000 

120 

90,000 

50,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

50,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

50,000 

120 

90,000 

50,000 

120 

130,000 

110,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

110,000 

90,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.464 

0.464 

0.076 

0.182 

0.192 

0.235 

0.007 

0.007 

0.076 

0.102 

4.133 

4.133 

0.029 

0.029 

0.007 

0.007 

0.022 

0.035 

0.845 

0.845 

0.118 

0.118 

0.014 

0.014 

0.108 

0.121 

0.032 

0.138 

0.066 

0.120 

0.022 

0.022 



0.006 

0.006 

0.065 

0.065 

0.084 

0.084 

0.011 

0.011 

0.030 

0.073 

0.054 

0.054 

0.014 

0.014 

0.022 

0.022 

0.058 

0.058 

0.008 

0.008 

0.106 

0.106 

0.151 

0.151 

0.032 

0.045 

0.101 

0.177 

- 

- 

0.072 

0.072 

0.078 

0.078 

0.186 

0.186 

0.184 

0.184 

0.007 

0.007 

0.084 

0.084 

0.216 

0.216 

0.252 

0.252 

0.086 

0.086 

0.043 

0.043 

0.032 

0.032 

0.168 

0.190 

- 

- 

0.172 

0.172 

0.008 

0.008 

0.317 

0.317 

0.130 

0.130 





















































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Jhoonpri Pesarana 


Joneta 


Kaler 


Kaneti 


Kankarwas 


Kanwarpura 


Kareeriya 


Karnawar 


Type of Area (Command / N< 
command) 



Gurha Ashikpura 

0811000101354900 

1.797 

Saline 

Gurha Katla 

0811000101341400 

4.730 

Fresh 


Non-command 


Non-command 



Guwara Ghesli 

0806001000910200 

0.443 

Fresh 

Harnathpura 

0811000101348000 

1.117 

Fresh 

Hingota 

0811000101359900 

3.127 

Saline 

Jaipura 

0811000101343000 

1.908 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Jaitpura 

0811000101344300 

1.572 

Fresh 

Jamdoli 

0806001000915500 

17.615 

Fresh 

Jhajhi Rampura 

0811000101342700 

5.053 

Fresh 


Non-command 


Non-command 


Non-command 



0811000101349100 

0.874 

0806001000909300 

2.024 

0811000101342500 

3.309 

0811000101359500 

1.943 

0811000101360300 

3.229 


0811000101347100 

0.844 

0811000101357500 

1.600 

0811000101342000 

7.244 


2.254 Fresh 


2.642 Fresh 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Khari Ki Jhonpari 

0811000101360200 

3.102 

Saline 

Kherli 

0806001000908700 

2.050 

Fresh 


2.705 Fresh Non-command 


Non-command 


Non-command 


Khohra 

0811000101341900 

1.691 

Fresh 

Khoont Jatoli 

0811000101340400 

9.115 

Fresh 


Non-command 


Non-command 


Kishanpura 

0811000101349300 

2.890 

Fresh 

Kolana 

0811000101347500 

2.485 

Fresh 

Koondla 

0806001000904600 

6.444 

Fresh 


Non-command 


Non-command 


Non-command 



Kotwal Ka Bas 

0811000101355000 

2.834 

Saline 

Kukarwari 

0811000101348800 

0.942 

Fresh 

Ladiya 

0806001000915600 

6.991 

Fresh 


Non-command 


Non-command 


Non-command 



0806001000909000 


0811000101349400 


Saline Non-command 


Fresh Non-command 


2.460 Fresh Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Quartzite 

1.133 

Non-command 

Older Alluvium 

1.684 

Non-command 

Older Alluvium 

0.132 

Non-command 

Quartzite 

0.898 

Non-command 

Older Alluvium 

0.443 

Non-command 

Older Alluvium 

1.117 

Non-command 

Younger Alluvium 

1.197 

Non-command 

Gneisses(B.G.C.) 

1.395 

Non-command 

Older Alluvium 

0.484 

Non-command 

Gneisses(B.G.C.) 

1.506 

Non-command 

Older Alluvium 

1.322 

Non-command 

Quartzite 

0.000 

Non-command 

Quartzite 

1.572 

Non-command 

Slate 

0.036 

Non-command 

Gneisses(B.G.C.) 

2.175 

Non-command 

Quartzite 

1.135 

Non-command 

Gneisses(B.G.C.) 

0.874 

Non-command 

Older Alluvium 

2.021 

Non-command 

Gneisses(B.G.C.) 

3.295 

Non-command 

Younger Alluvium 

1.099 

Non-command 

Younger Alluvium 

0.008 

Non-command 

Younger Alluvium 

1.074 

Non-command 

Older Alluvium 

0.844 

Non-command 

Older Alluvium 

1.600 

Non-command 

Older Alluvium 

1.226 

Non-command 

Quartzite 

5.894 

Non-command 

Older Alluvium 

0.590 

Non-command 

Quartzite 

1.248 

Non-command 

Gneisses(B.G.C.) 

0.805 

Non-command 

Older Alluvium 

1.641 

Non-command 

Slate 

0.021 

Non-command 

Gneisses(B.G.C.) 

0.005 

Non-command 

Older Alluvium 

2.700 

Non-command 

Younger Alluvium 

3.093 

Non-command 

Older Alluvium 

1.929 

Non-command 

Quartzite 

0.113 

Non-command 

Quartzite 

0.989 

Non-command 

Older Alluvium 

1.165 

Non-command 

Quartzite 

0.000 

Non-command 

Gneisses(B.G.C.) 

0.402 

Non-command 

Older Alluvium 

2.485 

Non-command 

Limestone 

0.339 

Non-command 

Older Alluvium 

2.978 

Non-command 

Quartzite 

1.349 

Non-command 

Older Alluvium 

0.242 

Non-command 

Gneisses(B.G.C.) 

0.942 

Non-command 

Gneisses(B.G.C.) 

0.000 

Non-command 

Older Alluvium 

0.636 

Non-command 

Slate 

1.733 

Non-command 

Older Alluvium 

1.012 

Non-command 

Older Alluvium 

1.196 

Non-command 

Gneisses(B.G.C.) 

2.357 

Non-command 

Older Alluvium 

0.101 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

60,000 

120 

90,000 

50,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

130,000 

110,000 

120 

110,000 

90,000 

120 

90,000 

50,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

130,000 

110,000 

120 

90,000 

60,000 

120 

90,000 

50,000 

120 

110,000 

90,000 

120 

90,000 

50,000 

120 

110,000 

90,000 

120 

90,000 

50,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

90,000 

50,000 

120 

130,000 

110,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

130,000 

110,000 

120 

90,000 

70,000 

120 

90,000 

50,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

130,000 

110,000 

120 

90,000 

60,000 

120 

110,000 

90,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.079 

0.079 

0.096 

0.096 

0.032 

0.032 

0.151 

0.151 

0.185 

0.185 

0.119 

0.159 

0.258 

0.269 

0.194 

0.194 

0.108 

0.108 

0.137 

0.137 

0.173 

0.173 

- 

- 

0.101 

0.101 

- 

- 

0.151 

0.151 

0.072 

0.072 

0.043 

0.075 

0.422 

0.422 

0.331 

0.331 

0.096 

0.107 


0.048 

0.070 

0.076 

0.076 

0.042 

0.074 

0.216 

0.216 

0.691 

0.691 

0.097 

0.097 

0.130 

0.130 

0.043 

0.054 

0.119 

0.132 



0.173 

0.318 

0.120 

0.120 

0.198 

0.198 

0.008 

0.008 

0.115 

0.115 

0.054 

0.054 

- 

- | 

0.029 

0.040 

0.518 

1.125 

0.033 

0.033 

0.462 

0.462 

0.134 

0.134 

0.012 

0.012 

0.050 

0.050 

- 

- | 

0.036 

0.036 

0.086 

0.086 

0.042 

0.042 

0.211 

0.211 

0.144 

0.166 

0.011 

0.011 






















































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Liloj Ka Gola 


Mahtani 


Mau Kalan 


Mau Khera 


Mau Khurd 


Motiwara 


Muhi 


Nihalpura 


Noorpur Basda 


Panditpura 


Papraki 


Parla 


Patar Khera 


Peepli Ka Bas 


Rajahera 


Raj pur Bara 


0811000101349500 


0811000101342300 


0811000101359400 


0811000101359300 


0811000101357900 


0806001000910300 


0811000101341500 


0811000101358000 


0811000101355200 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


1.547 Fresh Non-command 


2.719 Fresh Non-command 


Maihlooni 

0811000101344500 

0.688 

Fresh 

Maliwas 

0811000101357700 

1.336 

Saline 

Mandawari 

0806001000909700 

2.711 

Fresh 



Mukarpura 

0811000101346900 

1.671 

Fresh 

Murrata 

0806001000909900 

0.702 

Fresh 


Nandera 

0811000101349600 

11.585 

Fresh 

Nangal Dharmoo 

0806001000911400 

1.568 

Fresh 


Nangal Jhamarwara 

0811000101354800 

4.754 

Saline 

Nangwas 

0811000101347000 

3.303 

Fresh 

Narayanpur 

0806001000909200 

2.486 

Fresh 

Narayanpura 

0811000101347700 

1.718 

Fresh 

Narwas 

0806001000909800 

0.768 

Fresh 

Nathalwara 

0806001000909100 

4.219 

Fresh 

Neemla 

0806001000911000 

5.605 

Fresh 


2.628 Saline Non-command 


3.009 Saline Non-command 


1.414 Saline Non-command 


3.424 Fresh Non-command 


5.893 Fresh Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


2.626 Saline Non-command 



0811000101347900 

5.453 

0811000101354300 

3.545 


Fresh Non-command 


Saline Non-command 


Fresh Non-command 


Fresh Non-command 



0811000101348500 


0811000101360100 


0811000101343900 


Saline Non-command 


1.616 Fresh Non-command 


3.517 Saline Non-command 


Fresh Non-command 



Pragpura 

0806001000915700 

2.028 

Saline 

Prempura 

0806001000911100 

2.468 

Fresh 


0811000101355300 


0806001000910000 


Non-command 


Non-command 


Fresh Non-command 


Saline Non-command 


7.670 Fresh Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

1.247 

Non-command 

Older Alluvium 

0.170 

Non-command 

Gneisses(B.G.C.) 

1.062 

Non-command 

Older Alluvium 

1.657 

Non-command 

Quartzite 

0.688 

Non-command 

Older Alluvium 

1.153 

Non-command 

Limestone 

0.192 

Non-command 

Older Alluvium 

1.880 

Non-command 

Older Alluvium 

1.358 

Non-command 

Younger Alluvium 

0.503 

Non-command 

Older Alluvium 

0.386 

Non-command 

Younger Alluvium 

2.623 

Non-command 

Older Alluvium 

0.956 

Non-command 

Younger Alluvium 

0.459 

Non-command 

Limestone 

1.381 

Non-command 

Older Alluvium 

2.041 

Non-command 

Older Alluvium 

3.875 

Non-command 

Quartzite 

1.373 

Non-command 

Older Alluvium 

1.190 

Non-command 

Limestone 

0.668 

Non-command 

Older Alluvium 

0.009 

Non-command 

Older Alluvium 

0.250 

Non-command 

Older Alluvium 

0.041 

Non-command 

Quartzite 

0.406 

Non-command 

Older Alluvium 

3.088 

Non-command 

Older Alluvium 

1.010 

Non-command 

Older Alluvium 

2.484 

Non-command 

Older Alluvium 

1.718 

Non-command 

Limestone 

0.754 

Non-command 

Older Alluvium 

4.168 

Non-command 

Limestone 

2.948 

Non-command 

Older Alluvium 

2.576 

Non-command 

Older Alluvium 

0.009 

Non-command 

Younger Alluvium 

0.631 

Non-command 

Older Alluvium 

0.298 

Non-command 

Older Alluvium 

1.066 

Non-command 

Older Alluvium 

3.585 

Non-command 

Gneisses(B.G.C.) 

0.023 

Non-command 

Older Alluvium 

2.206 

Non-command 

Older Alluvium 

1.317 

Non-command 

Gneisses(B.G.C.) 

1.610 

Non-command 

Younger Alluvium 

3.314 

Non-command 

Older Alluvium 

0.020 

Non-command 

Quartzite 

0.956 

Non-command 

Gneisses(B.G.C.) 

0.008 

Non-command 

Older Alluvium 

0.689 

Non-command 

Quartzite 

3.145 

Non-command 

Older Alluvium 

0.254 

Non-command 

Limestone 

0.040 

Non-command 

Older Alluvium 

2.261 

Non-command 

Older Alluvium 

0.283 

Non-command 

Older Alluvium 

0.067 

Non-command 

Limestone 

2.549 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

50,000 

120 

90,000 

70,000 

120 

130,000 

110,000 

120 

90,000 

50,000 

120 

90,000 

50,000 

120 

90,000 

50,000 

120 

90,000 

50,000 

120 

90,000 

50,000 

120 

90,000 

50,000 

120 

90,000 

70,000 

120 

130,000 

110,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

130,000 

110,000 

120 

110,000 

90,000 

120 

130,000 

110,000 

120 

90,000 

70,000 

120 

90,000 

50,000 

120 

110,000 

90,000 

120 

130,000 

110,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

130,000 

110,000 

120 

90,000 

70,000 

120 

130,000 

110,000 

120 

90,000 

50,000 

120 

90,000 

50,000 

120 

110,000 

90,000 

120 

90,000 

50,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

90,000 

50,000 

120 

90,000 

60,000 

120 

90,000 

50,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

130,000 

110,000 

120 

110,000 

90,000 

120 

90,000 

50,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.158 

0.190 

0.032 

0.032 

- 

- 

0.011 

0.011 

0.122 

0.122 

0.030 

0.041 

0.008 

0.008 

0.132 

0.132 

0.060 

0.082 

0.024 

0.035 

0.054 

0.054 

0.366 

0.388 

0.132 

0.132 

0.060 

0.060 

0.319 

0.319 

0.752 

0.752 

0.886 

0.886 

0.209 

0.209 

0.173 

0.173 

0.092 

0.092 

- 

- 

0.022 

0.022 

0.013 

0.013 

0.067 

0.067 

0.168 

0.168 

0.086 

0.086 

0.739 

0.739 

0.281 

0.822 

0.067 

0.067 

0.713 

0.713 

0.437 

0.459 

0.594 

0.625 


0.132 

0.132 

0.011 

0.011 

0.030 

0.030 

0.594 

0.713 


0.076 

0.089 

0.024 

0.035 

0.086 

0.086 

0.114 

0.125 



0.097 

0.097 

0.281 

0.281 

0.025 

0.025 


0.198 

0.198 

0.011 

0.024 




























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 



03001030 


Rambas 

0811000101344400 

1.949 

Fresh 

Rampuriya Ka Bas 

0811000101342200 

1.690 

Fresh 



Ramsinghpura 


Ratanpura 


Rehariya 


Sahajpura 


Sakat 


Thikariya 


Tigariya 


Ukeri 


Uprera 



0806001000904700 


0806001000910900 


0811000101339600 


Rewasa 

0811000101341800 

0.360 

Fresh 

Rundh Beegota 

0806001000908400 

0.311 

Fresh 


Rundh Daulatpura 

0806001000910400 

0.066 

Fresh 

Sabrawali 

0811000101348700 

8.147 

Fresh 


2.751 Fresh Non-command 


1.098 Fresh Non-command 


12.624 Fresh Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0811000101343400 


0806001000909600 


Seemla 

0811000101357600 

2.352 

Saline 

Shobhapura 

0806001000909500 

1.610 

Fresh 

Shyampura 

0811000101344700 

3.592 

Fresh 

Sonari 

0811000101355100 

1.844 

Saline 

Sudharanpara 

0811000101357400 

2.914 

Saline 

Surer 

0806001000911300 

6.456 

Fresh 


Syalawas Kalan 

0811000101346600 

2.628 

Fresh 

Syalawas Khurd(Rural) 

0811000101346700 

4.021 

Fresh 

Talab 

0806001000897300 

9.968 

Fresh 

Thala Ki Dhani 

0811000101347300 

0.978 

Fresh 

Thamawali 

0806001000909400 

3.222 

Fresh 


3.091 Fresh Non-command 


7.570 Fresh Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0811000101357200 


0811000101359600 


1.863 Saline Non-command 


2.980 Saline Non-command 


Tihara 

0811000101344200 

1.836 

Fresh 

Todi 

0806001000910100 

1.416 

Fresh 



0806001000919500 


0811000101342900 


Urwari 

0811000101339700 

7.370 

Fresh 

Veerpur 

0806001000908600 

3.930 

Fresh 


Vijainagar 

0806001000911200 

0.724 

Fresh 

Agar 

0806000900886600 

12.505 

Fresh 

Ajabgarh 

0806000900893700 

3.639 

Fresh 

Akhepura 

0811000401392000 

0.331 

Fresh 


9.452 Fresh Non-command 


Saline Non-command 


5.148 Fresh Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

4.806 

Non-command 

Quartzite 

1.767 

Non-command 

Gneisses(B.G.C.) 

1.354 

Non-command 

Quartzite 

0.336 

Non-command 

Older Alluvium 

2.558 

Non-command 

Quartzite 

0.077 

Non-command 

Limestone 

0.625 

Non-command 

Older Alluvium 

0.408 

Non-command 

Older Alluvium 

0.357 

Non-command 

Quartzite 

0.661 

Non-command 

Quartzite 

0.360 

Non-command 

Older Alluvium 

0.022 

Non-command 

Quartzite 

0.057 

Non-command 

Limestone 

0.001 

Non-command 

Gneisses(B.G.C.) 

6.045 

Non-command 

Quartzite 

0.086 

Non-command 

Slate 

0.381 

Non-command 

Gneisses(B.G.C.) 

0.003 

Non-command 

Older Alluvium 

3.088 

Non-command 

Limestone 

0.051 

Non-command 

Older Alluvium 

7.416 

Non-command 

Older Alluvium 

2.099 

Non-command 

Older Alluvium 

1.610 

Non-command 

Quartzite 

0.767 

Non-command 

Older Alluvium 

0.032 

Non-command 

Older Alluvium 

1.286 

Non-command 

Older Alluvium 

1.215 

Non-command 

Quartzite 

4.430 

Non-command 

Older Alluvium 

0.032 

Non-command 

Older Alluvium 

0.416 

Non-command 

Quartzite 

0.022 

Non-command 

Older Alluvium 

0.978 

Non-command 

Gneisses(B.G.C.) 

0.143 

Non-command 

Older Alluvium 

2.461 

Non-command 

Quartzite 

0.618 

Non-command 

Older Alluvium 

0.158 

Non-command 

Younger Alluvium 

0.213 

Non-command 

Older Alluvium 

0.000 

Non-command 

Younger Alluvium 

0.097 

Non-command 

Quartzite 

1.759 

Non-command 

Limestone 

0.177 

Non-command 

Older Alluvium 

1.239 

Non-command 

Younger Alluvium 

0.166 

Non-command 

Younger Alluvium 

1.804 

Non-command 

Gneisses(B.G.C.) 

4.486 

Non-command 

Quartzite 

0.068 

Non-command 

Older Alluvium 

0.252 

Non-command 

Older Alluvium 

3.240 

Non-command 

Quartzite 

0.304 

Non-command 

Older Alluvium 

0.698 

Non-command 

Quartzite 

0.004 

Non-command 

Quartzite 

2.028 

Non-command 

Quartzite 

0.221 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

130,000 

110,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

130,000 

110,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

130,000 

110,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

130,000 

110,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

130,000 

110,000 

120 

90,000 

50,000 

120 

130,000 

110,000 

120 

90,000 

60,000 

120 

90,000 

50,000 

120 

90,000 

50,000 

120 

130,000 

110,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

130,000 

110,000 

120 

90,000 

70,000 

120 

90,000 

50,000 

120 

90,000 

50,000 

120 

90,000 

50,000 

120 

90,000 

50,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

130,000 

110,000 

120 

150,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

130,000 

110,000 

120 

90,000 

70,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

60,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.977 


0.094 


0.072 


0.022 


0.356 


0.008 


0.076 


0.079 


0.022 


0.022 


0.079 


0.013 


0.025 




0.017 

0.017 

3.142 

3.142 

0.024 

0.024 

0.356 

0.356 

0.022 

0.022 


0.120 

0.120 

0.277 

0.277 

0.647 

0.647 



0.151 

0.151 

0.007 

0.007 

0.330 

0.330 

0.050 

0.050 

0.012 

0.012 

0.018 

0.018 



0.065 

0.065 

0.025 

0.025 

0.264 

0.264 

0.012 

0.012 

0.134 

0.166 

0.007 

0.007 



0.198 

0.198 

0.008 

0.008 

0.145 

0.145 


0.126 

0.126 

0.022 

0.032 
































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Chordi 


Dabkan 


Dadanka 


Dagota 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Balloowas 

0806000900891100 

3.879 

Fresh 

Bamanwas Chaugan 

0806000900888000 

3.160 

Fresh 


Non-command 


Non-command 



Banchhri 

0806000900888200 

1.381 

Fresh 

Barh Rajdhar 

0811000401391000 

0.686 

Fresh 


Non-command 


Non-command 



Barwa Doongri 

0806001000907900 

0.637 

Fresh 

Bassi 

0812001101592700 

5.352 

Fresh 

Berli 

0806001000904900 

0.907 

Fresh 

Bhaiyapura 

0811000401390700 

1.438 

Fresh 


Bhangarh 

0806001000906000 

8.936 

Fresh 

Bheekampura 

0806000900888500 

2.125 

Fresh 

Binawala 

0811000401390300 

2.895 

Fresh 


Birkari 

0806001000906800 

12.862 

Fresh 

Bishanpura 

0811000401392100 

6.463 

Fresh 


Sainthal Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Sainthal Sagar 


Non-command 


Non-command 


Non-command 


Sainthal Sagar 


Non-command 


Non-command 



Chak Dagota 

0812001101592800 

0.397 

Fresh 

Chak Habibwala 

0811000401390900 

0.247 

Fresh 


Non-command 


Sainthal Sagar 


Non-command 


Non-command 



0811000401391800 

2.234 

0806001000896300 

0.739 


0811000401391900 

1.750 

0812001101592900 

30.736 



Damodar Ka Bas 

0806001000906600 

0.622 

Fresh 

Daulatpura 

0806000900888600 

2.917 

Fresh 

Dera 

0806000900887800 

1.024 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Dheeroda 

0806001000905500 

0.061 

Fresh 

Doomeda 

0806000900886400 

4.028 

Fresh 


Gola Ka Bas 


Non-command 


Non-command 



Ganeshpura With Rundh Kali Gha 

0806000900884000 

21.118 

Fresh 

Garh 

0806001000896400 

1.306 

Fresh 

Ghatra 

0806001000908300 

4.449 

Fresh 


Non-command 


Non-command 


Non-command 



0806001000906100 


1.402 Fresh Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Quartzite 

2.447 

Non-command 

Slate 

3.395 

Non-command 

Quartzite 

5.326 

Non-command 

Slate 

3.135 

Non-command 

Quartzite 

3.879 

Non-command 

Quartzite 

2.146 

Non-command 

Slate 

1.014 

Non-command 

Quartzite 

1.381 

Non-command 

Older Alluvium 

0.548 

Non-command 

Quartzite 

0.006 

Command 

Older Alluvium 

0.132 

Non-command 

Quartzite 

0.637 

Non-command 

Quartzite 

0.021 

Non-command 

Limestone 

0.758 

Non-command 

Quartzite 

1.210 

Command 

Quartzite 

0.228 

Non-command 

Quartzite 

8.652 

Non-command 

Quartzite 

2.125 

Non-command 

Quartzite 

1.251 

Command 

Quartzite 

0.972 

Non-command 

Quartzite 

12.862 

Non-command 

Older Alluvium 

1.996 

Non-command 

Quartzite 

0.492 

Non-command 

Quartzite 

0.751 

Command 

Quartzite 

1.775 

Non-command 

Quartzite 

0.052 

Non-command 

Older Alluvium 

0.240 

Non-command 

Quartzite 

0.007 

Non-command 

Limestone 

1.495 

Non-command 

Quartzite 

0.441 

Non-command 

Quartzite 

0.023 

Non-command 

Quartzite 

0.729 

Non-command 

Quartzite 

0.010 

Non-command 

Quartzite 

0.837 

Non-command 

Phyllite & Schist 

0.558 

Non-command 

Quartzite 

0.386 

Non-command 

Quartzite 

0.622 

Non-command 

Quartzite 

2.805 

Non-command 

Quartzite 

0.122 

Non-command 

Slate 

0.902 

Non-command 

Quartzite 

0.061 

Non-command 

Quartzite 

1.529 

Non-command 

Slate 

2.499 

Non-command 

Limestone 

0.352 

Non-command 

Slate 

2.268 

Non-command 

Quartzite 

2.331 

Non-command 

Quartzite 

1.305 

Non-command 

Limestone 

2.021 

Non-command 

Quartzite 

0.373 

Non-command 

Slate 

1.596 

Non-command 

Limestone 

3.418 

Non-command 

Quartzite 

2.215 

Non-command 

Quartzite 

1.402 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.096 


0.132 


0.563 


0.336 


0.180 


0.336 


0.162 


0.114 


0.017 




0.370 

0.370 

0.216 

0.216 

0.058 

0.058 

0.043 

0.043 

0.714 

0.714 

0.202 

0.224 

0.043 

0.053 

0.029 

0.029 

0.072 

0.072 

0.005 

0.005 

0.059 

0.059 


0.038 

0.038 

0.010 

0.010 

0.007 

0.007 

0.034 

0.034 


0.036 

0.036 

0.006 

0.006 

- 

- 

0.193 

0.193 

0.168 

0.168 

0.024 

0.024 

0.174 

0.174 

0.336 

0.336 

0.066 

0.066 

0.114 

0.114 

0.025 

0.025 

0.193 

0.193 

- 

- 

0.160 

0.160 

0.260 

0.260 

0.050 

0.050 

0.210 

0.210 

0.024 

0.024 

0.014 

0.014 

0.311 

0.311 


































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Gopalpura 

0806000900888400 

2.988 

Fresh 

Gordhanpura 

0806001000897200 

5.776 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 



Govindpura 

0806000900891200 

2.086 

Fresh 

Gur Ka Khera 

0806001000907200 

2.212 

Fresh 

Gurha Kishordas 

0806000900885400 

3.310 

Fresh 


Non-command 


Non-command 


Non-command 



Guwara Bandipul 

0806000900894000 

1.506 

Fresh 

Guwara Bhagwan 

0806000900893000 

0.600 

Fresh 

Guwara Bhooriyawali 

0806000900892200 

2.522 

Fresh 

Guwara Birkari 

0806000900893600 

0.629 

Fresh 

Guwara Dabar 

0806000900892300 

0.588 

Fresh 

Guwara Dhasi 

0806000900892500 

0.292 

Fresh 

Guwara Dulawa 

0806000900893900 

2.677 

Fresh 

Guwara Gugli 

0806000900894100 

2.525 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Guwara Hanuman 

0806000900892700 

0.408 

Fresh 

Guwara Har 

0806000900893200 

0.507 

Fresh 

Guwara Jamadar 

0806000900893400 

0.205 

Fresh 

Guwara Janawat 

0806000900893100 

0.394 

Fresh 

Guwara Kalot 

0806000900892900 

0.225 

Fresh 

Guwara Kalyan 

0806000900891700 

2.561 

Fresh 

Guwara Kundal 

0806000900892100 

1.033 

Fresh 

Guwara Lala Bhaiya 

0806000900892600 

0.547 

Fresh 

Guwara Leswa 

0806000900894300 

0.887 

Fresh 

Guwara Naidoli 

0806000900891600 

1.501 

Fresh 

Guwara Nirbha 

0806000900894400 

0.593 

Fresh 

Guwara Pakhal 

0806000900891800 

0.394 

Fresh 

Guwara Radi 

0806000900894200 

1.163 

Fresh 

Guwara Ramji 

0806000900894500 

1.061 

Fresh 

Guwara Sadaram 

0806000900891500 

1.844 

Fresh 

Guwara Sahiba 

0806000900892800 

0.523 

Fresh 

Guwara Seeli Baori 

0806000900892000 

0.262 

Fresh 

Guwara Seera 

0806000900892400 

0.381 

Fresh 

Guwara Soti 

0806000900893500 

0.266 

Fresh 

Guwara Vyas 

0806000900893300 

0.235 

Fresh 

Habibwala 

0811000401391100 

1.747 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Hodayli 

0806000900888100 

1.070 

Fresh 

Jagannathpura 

0806000900890900 

6.261 

Fresh 

Jaisinghpura 

0806000900886300 

3.199 

Fresh 


Non-command 


Non-command 


Non-command 


Jaitpur Brahmnan 

0806000900891300 

3.948 

Fresh 

Jhajhrawala 

0811000401390600 

1.743 

Fresh 


Jhiri 

0806000900888900 

17.392 

Fresh 

Kableshwar 

0811000401391700 

4.279 

Fresh 


Non-command 


Non-command 


Sainthal Sagar 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Quartzite 

2.689 

Non-command 

Limestone 

3.052 

Non-command 

Quartzite 

1.876 

Non-command 

Slate 

0.559 

Non-command 

Quartzite 

2.017 

Non-command 

Quartzite 

2.212 

Non-command 

Quartzite 

0.339 

Non-command 

Slate 

0.364 

Non-command 

Older Alluvium 

2.530 

Non-command 

Quartzite 

0.132 

Non-command 

Quartzite 

0.912 

Non-command 

Quartzite 

0.600 

Non-command 

Quartzite 

2.291 

Non-command 

Quartzite 

0.615 

Non-command 

Quartzite 

0.588 

Non-command 

Quartzite 

0.273 

Non-command 

Quartzite 

0.749 

Non-command 

Quartzite 

2.279 

Non-command 

Slate 

0.019 

Non-command 

Quartzite 

0.369 

Non-command 

Quartzite 

0.507 

Non-command 

Quartzite 

0.205 

Non-command 

Quartzite 

0.390 

Non-command 

Quartzite 

0.182 

Non-command 

Quartzite 

2.561 

Non-command 

Quartzite 

1.004 

Non-command 

Quartzite 

0.547 

Non-command 

Quartzite 

0.886 

Non-command 

Quartzite 

1.490 

Non-command 

Quartzite 

0.490 

Non-command 

Quartzite 

0.394 

Non-command 

Quartzite 

1.123 

Non-command 

Quartzite 

1.048 

Non-command 

Quartzite 

1.797 

Non-command 

Quartzite 

0.457 

Non-command 

Quartzite 

0.262 

Non-command 

Quartzite 

0.290 

Non-command 

Quartzite 

0.266 

Non-command 

Quartzite 

0.235 

Non-command 

Older Alluvium 

0.963 

Non-command 

Quartzite 

0.602 

Command 

Older Alluvium 

0.174 

Command 

Quartzite 

0.008 

Non-command 

Quartzite 

1.070 

Non-command 

Quartzite 

0.591 

Non-command 

Quartzite 

0.548 

Non-command 

Slate 

2.641 

Non-command 

Quartzite 

3.585 

Non-command 

Quartzite 

0.090 

Command 

Quartzite 

1.653 

Non-command 

Quartzite 

3.118 

Non-command 

Older Alluvium 

1.924 

Non-command 

Quartzite 

0.910 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

80,000 

60,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.150 

0.150 

0.168 

0.168 

0.101 

0.101 

0.034 

0.034 

0.168 

0.168 

0.134 

0.134 

0.012 

0.012 

0.012 

0.012 

0.017 

0.017 

- 

- 

0.012 

0.012 

0.018 

0.018 

0.120 

0.120 

0.078 

0.078 

0.036 

0.036 

0.090 

0.090 

0.018 

0.018 

0.138 

0.138 

- 

- 

0.048 

0.048 

0.138 

0.138 

0.054 

0.054 

0.054 

0.054 

0.048 

0.048 

0.114 

0.131 

0.078 

0.078 

0.042 

0.042 

0.018 

0.018 

0.090 

0.090 

0.024 

0.024 

0.024 

0.024 

0.102 

0.102 

0.120 

0.120 

0.072 

0.080 

0.036 

0.036 

0.012 

0.012 

0.072 

0.072 

0.024 

0.024 

0.036 

0.036 

0.008 

0.008 

0.007 

0.007 



0.096 

0.096 

0.012 

0.012 

0.012 

0.012 

0.072 

0.072 

0.132 

0.132 

0.007 

0.007 

0.202 

0.202 

0.168 

0.168 

0.227 

0.227 

0.094 

0.094 




















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Kaniyawas 


Kankwari 


Kama Ka Bas 


Keetla 


Khariyawas 


Khartala 


Khirat Ka Bas 


Khoh 


Kishori 


Koleshwar Kalan 


Koleshwar Khurd 


Kootooki 


Kotri Rampura 


Kundla 


Kyara 


Lakhawas 


Losal 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


( 4 ) ( 5 ) ( 6 ) 


Fresh Non-command 


4.505 Fresh Non-command 



Kala Deewala 

0806001000907600 

1.172 

Fresh 

Kalalanka 

0806000900887900 

2.383 

Fresh 


Non-command 


Non-command 




0806001000894900 

0.974 

Fresh 

0806001000906900 

1.306 

Fresh 

0806001000894800 

1.029 

Fresh 

0806000900883900 

4.241 

Fresh 

0806001000906500 

0.974 

Fresh 

0806001000897400 

4.120 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0811000401390500 


2.017 Fresh 


0806001000905700 

0.844 

Fresh 

0806001000905300 

3.517 

Fresh 

0806000900888300 

3.174 

Fresh 

0811000401391500 

3.321 

Fresh 

0811000101339900 

5.224 

Fresh 

0806001000907100 

1.656 

Fresh 

0806001000896800 

1.550 

Fresh 



Saline 


Non-command 


Sainthal Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0806000900891400 

3.049 

0806000900888700 

5.925 

0806001000907500 

0.415 

0806001000897700 

6.481 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Saline Non-command 



4.810 Fresh Non-command 


Mitrawat 

0806001000895000 

0.747 

Fresh 

Murlipura 

0806001000895700 

3.446 

Saline 


4.546 Fresh Non-command 



Naidoli 


0806001000896100 


6.020 Fresh Non-command 


Saline Non-command 


2.562 Saline Non-command 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Quartzite 

5.026 

Non-command 

Slate 

0.683 

Non-command 

Limestone 

3.938 

Non-command 

Quartzite 

0.005 

Non-command 

Quartzite 

1.172 

Non-command 

Quartzite 

2.346 

Non-command 

Slate 

0.037 

Non-command 

Quartzite 

0.199 

Non-command 

Slate 

4.099 

Non-command 

Quartzite 

0.947 

Non-command 

Quartzite 

1.306 

Non-command 

Quartzite 

0.986 

Non-command 

Quartzite 

0.137 

Non-command 

Quartzite 

0.974 

Non-command 

Limestone 

0.126 

Non-command 

Quartzite 

1.129 

Non-command 

Limestone 

1.748 

Non-command 

Quartzite 

0.017 

Non-command 

Quartzite 

1.157 

Command 

Quartzite 

0.860 

Non-command 

Quartzite 

0.789 

Non-command 

Slate 

3.427 

Non-command 

Quartzite 

3.158 

Non-command 

Quartzite 

2.802 

Non-command 

Quartzite 

2.447 

Non-command 

Quartzite 

1.656 

Non-command 

Quartzite 

0.008 

Non-command 

Limestone 

0.011 

Non-command 

Quartzite 

1.298 

Non-command 

Quartzite 

3.049 

Non-command 

Quartzite 

5.365 

Non-command 

Quartzite 

0.415 

Non-command 

Limestone 

4.867 

Non-command 

Limestone 

1.608 

Non-command 

Limestone 

0.001 

Non-command 

Quartzite 

1.395 

Non-command 

Slate 

1.163 

Non-command 

Limestone 

0.020 

Non-command 

Quartzite 

0.072 

Non-command 

Quartzite 

1.470 

Non-command 

Slate 

0.550 

Non-command 

Quartzite 

0.706 

Non-command 

Limestone 

2.360 

Non-command 

Quartzite 

1.086 

Non-command 

Phyllite & Schist 

0.408 

Non-command 

Quartzite 

1.407 

Command 

Phyllite & Schist 

0.080 

Command 

Quartzite 

1.742 

Non-command 

Limestone 

0.548 

Non-command 

Quartzite 

3.142 

Non-command 

Limestone 

1.311 

Non-command 

Quartzite 

1.007 

Non-command 

Limestone 

2.435 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

( 15 ) 

( 16 ) 

0.228 

0.228 

0.030 

0.030 

0.496 

0.496 

- 

- 

0.017 

0.017 

0.252 

0.252 

0.006 

0.006 

0.008 

0.008 

0.151 

0.151 

0.109 

0.109 

0.017 

0.017 

0.008 

0.008 



0.043 

0.043 

0.029 

0.029 

0.092 

0.092 

0.899 

0.899 

0.600 

0.600 

0.100 

0.100 

0.043 

0.043 

0.193 

0.193 



0.019 

0.019 

0.120 

0.120 

0.300 

0.300 

0.059 

0.059 

0.235 

0.235 

0.043 

0.043 

- 

- 

0.134 

0.134 

0.109 

0.109 

- 

- 

0.005 

0.005 

0.078 

0.078 

0.030 

0.030 

0.059 

0.059 

0.053 

0.053 

0.024 

0.024 

0.018 

0.018 

0.053 

0.067 

0.006 

0.006 

0.062 

0.076 

0.008 

0.008 

0.059 

0.059 

0.014 

0.014 

0.010 

0.010 

0.048 

0.048 




















































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Namdarpura 

0806001000906400 

0.383 

Fresh 

Nangal Chandel 

0806001000907700 

3.782 

Fresh 


Non-command 


Non-command 



Nangal Dasa 

0806001000907300 

1.964 

Fresh 

Nangal Kama 

0806001000908000 

1.607 

Fresh 

Palpur 

0806001000897100 

1.286 

Fresh 

Paota 

0806001000907800 

1.784 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Patti Beena 

0806001000906200 

0.485 

Fresh 

Peelwa 

0811000401391300 

6.577 

Fresh 


Non-command 


Non-command 


Pemawala 

0806001000906700 

0.848 

Fresh 

Piplai 

0806000900891000 

13.542 

Fresh 

Prempura 

0806001000907000 

1.556 

Fresh 

Raipura 

0806000900886000 

4.241 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Rajdoli 

0806001000897500 

1.565 

Saline 

Rajor 

0806001000895300 

3.891 

Fresh 


Non-command 


Non-command 


Rampura @ Maharajpura 

0811000401390000 

6.889 

Fresh 

Ramyanwala 

0812001101598800 

9.340 

Fresh 


Non-command 


Non-command 


Ratna Ka Bas 

0806001000905900 

0.553 

Fresh 

Rehariya 

0811000101339600 

12.624 

Fresh 


Non-command 


Non-command 



Roopbas 

0806001000897600 

1.560 

Saline 

Rundh Agar 

0806000900886500 

1.838 

Fresh 

Rundh Ajabgarh 

0806000900893800 

2.559 

Fresh 

Rundh Beegota 

0806001000908400 

0.311 

Fresh 

Rundh Bhangarh 

0806001000905800 

0.238 

Fresh 

Rundh Dabkan 

0806001000896200 

2.183 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Rundh Jhiri 

0806000900887500 

4.390 

Fresh 

Rundh Kankwari 

0806001000894700 

0.083 

Fresh 

Rundh Nadoo 

0806001000895500 

0.216 

Saline 

Rundh Narayani 

0806001000905400 

0.243 

Fresh 

Rundh Rajor 

0806001000895100 

0.003 

Fresh 

Rundh Seeli Baori 

0806000900894600 

17.013 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Rundh Tahla 


0806001000895400 


0.745 Fresh Non-command 


Saline Non-command 


0.633 Fresh Non-command 



Samra 

0806000900890800 

16.370 

Fresh 

Sanwatsar 

0806000900887600 

2.178 

Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Quartzite 

0.127 

Non-command 

Quartzite 

0.383 

Non-command 

Quartzite 

3.776 

Non-command 

Slate 

0.001 

Non-command 

Quartzite 

1.948 

Non-command 

Quartzite 

1.607 

Non-command 

Slate 

1.245 

Non-command 

Quartzite 

1.591 

Non-command 

Slate 

0.193 

Non-command 

Quartzite 

0.485 

Non-command 

Older Alluvium 

2.161 

Non-command 

Quartzite 

3.726 

Non-command 

Quartzite 

0.848 

Non-command 

Quartzite 

9.691 

Non-command 

Quartzite 

1.556 

Non-command 

Quartzite 

2.182 

Non-command 

Slate 

0.045 

Non-command 

Limestone 

1.565 

Non-command 

Quartzite 

3.865 

Non-command 

Slate 

0.001 

Non-command 

Quartzite 

0.230 

Non-command 

Phyllite & Schist 

0.175 

Non-command 

Quartzite 

1.530 

Non-command 

Quartzite 

0.483 

Non-command 

Older Alluvium 

0.231 

Non-command 

Quartzite 

6.572 

Non-command 

Slate 

1.123 

Non-command 

Limestone 

1.560 

Non-command 

Quartzite 

0.607 

Non-command 

Quartzite 

1.078 

Non-command 

Limestone 

0.103 

Non-command 

Quartzite 

0.193 

Non-command 

Quartzite 

0.402 

Non-command 

Slate 

0.006 

Non-command 

Limestone 

1.093 

Non-command 

Quartzite 

0.683 

Non-command 

Quartzite 

1.284 

Non-command 

Quartzite 

0.083 

Non-command 

Quartzite 

0.210 

Non-command 

Quartzite 

0.207 

Non-command 

Quartzite 

0.003 

Non-command 

Quartzite 

4.320 

Non-command 

Slate 

7.353 

Non-command 

Quartzite 

0.003 

Non-command 

Quartzite 

0.738 

Non-command 

Limestone 

0.023 

Non-command 

Quartzite 

0.330 

Non-command 

Older Alluvium 

0.020 

Non-command 

Quartzite 

5.729 

Command 

Older Alluvium 

0.049 

Command 

Quartzite 

2.578 

Non-command 

Quartzite 

0.421 

Non-command 

Quartzite 

2.146 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 



MCM 

MCM 

(15) 

(16) 

~ 

- : 

0.050 

0.050 

0.244 

0.244 

- 

- 

0.101 

0.101 

0.193 

0.193 

0.168 

0.168 

0.126 

0.126 

0.017 

0.017 

0.059 

0.059 

0.109 

0.109 

0.166 

0.166 

0.101 

0.101 

0.066 

0.083 

0.227 

0.259 

0.006 

0.006 


0.053 

0.053 

0.160 

0.160 


0.007 

0.007 

0.006 

0.006 

0.043 

0.050 

0.092 

0.092 

0.011 

0.011 

0.252 

0.252 

0.050 

0.050 

0.106 

0.106 

0.042 

0.042 

0.024 

0.024 

0.042 

0.042 

0.067 

0.067 

0.008 

0.008 


0.010 

0.010 

0.005 

0.005 

0.030 

0.030 

0.008 

0.008 

0.034 

0.034 

0.050 

0.050 

0.042 

0.042 

0.012 

0.012 

0.018 

0.018 



0.122 

0.122 

0.012 

0.012 

0.078 

0.086 












































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Seeli Baori 

0806000900891900 

3.858 

Fresh 

Shekhawala 

0812001101599000 

4.916 

Fresh 


Suratgarh 


Syaluta 


Thana 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 



Shivnagri 

0806001000908100 

0.104 

Fresh 

Shri Madhogovindpura 

0811000401390400 

0.803 

Fresh 

Shyampura 

0806000900886100 

3.413 

Fresh 

Siraska 

0806000900883700 

12.648 

Fresh 

Sitapura 

0806001000906300 

2.951 

Fresh 

Sitawat 

0806001000896700 

1.206 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0806000900888800 


0806001000907400 


Saline Non-command 


Fresh Non-command 


Fresh Non-command 



0806001000905100 


Saline Non-command 


Fresh Non-command 



Tilwar 

0806001000897000 

2.091 

Fresh 

Tilwari 

0806001000896600 

1.884 

Fresh 


Non-command 


Non-command 


Titarwara Kalan 

0811000401391600 

8.784 

Fresh 

Titarwara Khurd 

0811000401391400 

4.689 

Fresh 

Toda Jaisinghpura 

0806001000905000 

4.638 

Fresh 


Non-command 


Non-command 


Non-command 


03001031 


Todi Ka Bas 

0806001000905600 

0.451 

Fresh 

Umri Deori 

0806001000897800 

1.147 

Fresh 

Urwari 

0811000101339700 

7.370 

Fresh 


Non-command 


Non-command 


Non-command 



Aliyapara 

0811000101358200 

1.701 

Fresh 

Arniya 

0811000101346200 

4.511 

Fresh 


Non-command 


Non-command 


Badiyal Khurd 

0811000101347200 

2.997 

Fresh 

Bagdera 

0811000101340200 

4.392 

Fresh 

Baijupara 

0811000101358900 

3.095 

Fresh 

Bandikui (M) 

0811000141101000 

3.013 

Fresh 

Bandikui Jageer(Rural) 

0811000101347800 

1.126 

Fresh 

Bara Bas 

0811000101349800 

0.835 

Fresh 

Barh Bageechi 

0811000101346500 

0.408 

Fresh 

Barh Bichchhi 

0811000101350000 

0.773 

Fresh 

Baroli 

0811000401392300 

11.724 

Fresh 

Bas Gurhaliya 

0811000101345900 

2.042 

Fresh 

Bedari Goojran 

0811000101354200 

4.204 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Quartzite 

3.182 

Non-command 

Phyllite & Schist 

0.158 

Non-command 

Quartzite 

0.432 

Command 

Phyllite & Schist 

0.039 

Command 

Quartzite 

0.435 

Non-command 

Quartzite 

0.104 

Non-command 

Quartzite 

0.803 

Non-command 

Quartzite 

3.064 

Non-command 

Quartzite 

1.372 

Non-command 

Quartzite 

2.951 

Non-command 

Quartzite 

0.547 

Non-command 

Slate 

0.193 

Non-command 

Quartzite 

0.450 

Non-command 

Quartzite 

3.751 

Non-command 

Quartzite 

6.620 

Non-command 

Slate 

0.000 

Non-command 

Limestone 

0.008 

Non-command 

Quartzite 

0.087 

Non-command 

Limestone 

7.113 

Non-command 

Quartzite 

2.376 

Non-command 

Limestone 

5.834 

Non-command 

Quartzite 

2.709 

Non-command 

Limestone 

1.003 

Non-command 

Limestone 

1.936 

Non-command 

Slate 

0.340 

Non-command 

Slate 

1.924 

Non-command 

Quartzite 

0.815 

Non-command 

Slate 

0.708 

Non-command 

Quartzite 

0.050 

Non-command 

Quartzite 

2.636 

Non-command 

Limestone 

3.073 

Non-command 

Slate 

1.553 

Non-command 

Quartzite 

0.451 

Non-command 

Quartzite 

0.418 

Non-command 

Older Alluvium 

0.096 

Non-command 

Quartzite 

1.316 

Non-command 

Older Alluvium 

3.234 

Non-command 

Younger Alluvium 

0.035 

Non-command 

Younger Alluvium 

0.327 

Non-command 

Older Alluvium 

4.277 

Non-command 

Quartzite 

0.233 

Non-command 

Older Alluvium 

0.361 

Non-command 

Quartzite 

4.392 

Non-command 

Younger Alluvium 

3.095 

Non-command 

Older Alluvium 

2.697 

Non-command 

Older Alluvium 

0.376 

Non-command 

Older Alluvium 

0.835 

Non-command 

Older Alluvium 

0.408 

Non-command 

Older Alluvium 

0.773 

Non-command 

Quartzite 

0.224 

Non-command 

Older Alluvium 

0.692 

Non-command 

Gneisses(B.G.C.) 

0.072 

Non-command 

Older Alluvium 

3.693 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

110,000 

90,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.114 




0.005 

0.005 

0.042 

0.042 

0.101 

0.101 

0.042 

0.042 


0.134 

0.134 

0.025 

0.025 

0.008 

0.008 

0.010 

0.010 

0.168 

0.168 

1.512 

1.512 



0.008 

0.008 

0.235 

0.235 

0.077 

0.077 

1.084 

1.084 

0.496 

0.496 

0.106 

0.106 



0.286 

0.286 

0.034 

0.034 

0.034 

0.034 

0.007 

0.007 

0.165 

0.165 

0.235 

0.235 

0.118 

0.118 

0.059 

0.059 

0.042 

0.042 


0.014 

0.014 

0.356 

0.356 


0.043 

0.043 

0.907 

0.907 

0.036 

0.036 

0.032 

0.032 

0.331 

0.331 

0.400 

0.466 


0.238 

0.238 

0.637 

0.756 

0.108 

0.108 

0.086 

0.086 

0.014 

0.014 

0.151 

0.151 






































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Bedhadi Meenan 


Bhandeda 


Bhanwara 


Bhanwata 


Bhanwati 


Bhatpura 


Dhandholai 


Dhigariya Bhim 


Dhigariya Kapoor 


Dholka 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


0811000101358300 


0811000101349900 


0811000101340600 


0811000101340800 


0811000101340900 


0811000101349200 



Bhedoli 

0811000401392700 

1.993 

Fresh 

Chak Somara 

0811000101350700 

0.673 

Fresh 

Chandanwas 

0811000101344800 

8.932 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Chaubariwala 

0811000101340000 

6.571 

Fresh 

Chorwara 

0811000101353800 

1.993 

Fresh 


Non-command 


Non-command 



0811000101356100 

1.474 

0811000101359200 

6.988 


0811000101359100 



Saline 


Fresh 


Saline 


1.747 Fresh 


Durki 

0811000101340100 

2.145 

Fresh 

Gadandi 

0811000101341300 

4.895 

Fresh 

Gadarwara Goojaran 

0811000101341200 

1.805 

Fresh 

Garh Dubbi 

0811000101355500 

0.730 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Gurha Ashikpura 

0811000101354900 

1.797 

Saline 

Gurha Katla 

0811000101341400 

4.730 

Fresh 



Gurhaliya 

0811000101345000 

1.715 

Fresh 

Handli 

0811000101358600 

1.756 

Fresh 

Haripura 

0811000101349700 

3.181 

Fresh 

Jagsoli 

0811000101340300 

4.288 

Fresh 

Jaitalwari 

0811000101358100 

1.374 

Fresh 

Jhoonthahera Kalan 

0811000101360700 

2.538 

Fresh 

Jhoonthahera Khurd 

0811000101360800 

4.550 

Fresh 

Kanchanpura 

0811000101358800 

0.964 

Fresh 

Katarwada 

0811000101344600 

2.254 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kathnadi 

0811000101355800 

1.897 

Fresh 

Keeratpura 

0811000101346300 

6.045 

Fresh 

Khera 

0811000101356000 

0.736 

Fresh 

Khohra Khurd 

0811000401392400 

4.408 

Fresh 

Khoont Jatoli 

0811000101340400 

9.115 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Younger Alluvium 

1.326 

Non-command 

Older Alluvium 

3.629 

Non-command 

Quartzite 

2.609 

Non-command 

Quartzite 

5.799 

Non-command 

Quartzite 

2.532 

Non-command 

Gneisses(B.G.C.) 

0.004 

Non-command 

Older Alluvium 

0.373 

Non-command 

Quartzite 

0.844 

Non-command 

Older Alluvium 

0.673 

Non-command 

Older Alluvium 

4.045 

Non-command 

Quartzite 

2.261 

Non-command 

Older Alluvium 

0.887 

Non-command 

Quartzite 

6.440 

Non-command 

Quartzite 

6.147 

Non-command 

Older Alluvium 

0.780 

Non-command 

Younger Alluvium 

0.235 

Non-command 

Younger Alluvium 

0.378 

Non-command 

Younger Alluvium 

4.521 

Non-command 

Younger Alluvium 

1.234 

Non-command 

Younger Alluvium 

1.695 

Non-command 

Younger Alluvium 

0.047 

Non-command 

Older Alluvium 

1.129 

Non-command 

Quartzite 

0.618 

Non-command 

Quartzite 

2.145 

Non-command 

Quartzite 

4.895 

Non-command 

Quartzite 

1.805 

Non-command 

Older Alluvium 

0.669 

Non-command 

Younger Alluvium 

0.062 

Non-command 

Older Alluvium 

0.538 

Non-command 

Younger Alluvium 

2.654 

Non-command 

Older Alluvium 

0.027 

Non-command 

Younger Alluvium 

0.024 

Non-command 

Older Alluvium 

0.113 

Non-command 

Older Alluvium 

0.166 

Non-command 

Quartzite 

3.533 

Non-command 

Older Alluvium 

0.448 

Non-command 

Younger Alluvium 

0.563 

Non-command 

Older Alluvium 

3.181 

Non-command 

Quartzite 

4.007 

Non-command 

Younger Alluvium 

1.374 

Non-command 

Younger Alluvium 

1.402 

Non-command 

Younger Alluvium 

0.120 

Non-command 

Younger Alluvium 

0.921 

Non-command 

Older Alluvium 

0.412 

Non-command 

Quartzite 

0.004 

Non-command 

Younger Alluvium 

1.203 

Non-command 

Older Alluvium 

4.393 

Non-command 

Younger Alluvium 

0.318 

Non-command 

Quartzite 

3.179 

Non-command 

Older Alluvium 

1.486 

Non-command 

Quartzite 

5.150 

Non-command 

Gneisses(B.G.C.) 

0.713 

Non-command 

Older Alluvium 

1.775 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

50,000 

120 

110,000 

90,000 

120 

90,000 

50,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

50,000 

120 

90,000 

50,000 

120 

90,000 

50,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

110,000 

90,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.043 


0.443 


0.036 


0.626 


0.324 



0.043 

0.056 

0.144 

0.144 

0.076 

0.076 

0.043 

0.043 

0.014 

0.014 

0.032 

0.032 

0.173 

0.173 

0.166 

0.166 

0.140 

0.140 

0.043 

0.043 

0.130 

0.130 

0.529 

0.529 

0.078 

0.078 

0.594 

0.594 

0.012 

0.012 

0.065 

0.065 

0.029 

0.029 

0.122 

0.122 

0.043 

0.043 

0.317 

0.317 

0.216 

0.216 

0.022 

0.022 

0.151 

0.164 

0.756 

0.809 

0.006 

0.006 

0.006 

0.006 

0.006 

0.006 

0.043 

0.043 

0.583 

0.583 

0.097 

0.097 

0.108 

0.108 

0.302 

0.302 

0.072 

0.072 

0.216 

0.216 

0.108 

0.148 

- 

- 

0.140 

0.180 

0.065 

0.065 

- 

- 

0.043 

0.043 

0.389 

0.389 

0.238 

0.238 

0.418 

0.428 

0.076 

0.076 

0.173 

0.173 

0.058 

0.080 

0.205 

0.258 














































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 




Koleshwar Kalan 


Koleshwar Khurd 


Kolwa 


Kothin 


Kotwal Ka Bas 


Kundal 


Kuti 


Liloj 


Liloj Ka Gola 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Census Code 

Area 


sq.km 

(3) 

(4) 

0811000401391500 

3.321 

0811000101339900 

5.224 

0811000101345200 

6.878 



0811000101359000 

1.155 

0811000101355000 

2.834 


0811000401392500 

12.136 

0811000101346400 

1.841 

0811000101349400 

2.460 

0811000101349500 

1.547 



Manota 

0811000101346000 

1.759 

Fresh 

Meetarwari 

0811000101346100 

1.972 

Fresh 

Mendi 

0811000101355400 

3.660 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Moondphori 

0811000201368700 

5.638 

Fresh 

Moradi 

0811000101350600 

1.629 

Fresh 

Moradi Chak No.l 

0811000101351000 

0.596 

Fresh 

Moradi Chak No.2 

0811000101350900 

0.337 

Fresh 

Moradi Chak No.3 

0811000101350800 

0.484 

Fresh 

Motooka 

0811000101357100 

3.142 

Fresh 

Muhi 

0811000101341500 

5.893 

Fresh 

Mukarpura 

0811000101346900 

1.671 

Fresh 

Mund Ghisya 

0811000101353900 

1.972 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Nanagwada Brahmnan 


Nanagwada Goojran 


Nangwas 


Nihalpura 


Norangwara 


Pamadi 


Panditpura 


Peechupara Khurd 


Peeplipara 


Pratappura 


Rajahera 


Rajwas 


Ralawata 


0811000101341100 


0811000101353700 


1.293 Fresh 


1.641 Fresh 


Nandera 

0811000101349600 

11.585 

Fresh 

Nangal Jhamarwara 

0811000101354800 

4.754 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



0811000101347000 

3.303 

0811000101358000 

2.626 



0811000201368800 

3.898 

0811000101350100 

3.857 

0811000101347900 

5.453 

0811000101350200 

4.149 

0811000201368600 

4.144 

0811000101351100 

3.777 

0811000101355300 

3.568 

0811000101340500 

1.789 

0811000101355700 

4.722 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Rambas 

0811000101344400 

1.949 

Fresh 

Rampura 

0811000101341000 

1.587 

Fresh 


Non-command 


Non-command 



0811000101353600 


1.672 Fresh 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Quartzite 

0.044 

Non-command 

Quartzite 

1.647 

Non-command 

Older Alluvium 

1.126 

Non-command 

Quartzite 

0.696 

Non-command 

Younger Alluvium 

1.155 

Non-command 

Older Alluvium 

1.817 

Non-command 

Older Alluvium 

0.776 

Non-command 

Quartzite 

8.010 

Non-command 

Older Alluvium 

1.841 

Non-command 

Gneisses(B.G.C.) 

0.001 

Non-command 

Gneisses(B.G.C.) 

0.092 

Non-command 

Older Alluvium 

0.038 

Non-command 

Older Alluvium 

0.289 

Non-command 

Older Alluvium 

0.193 

Non-command 

Older Alluvium 

1.592 

Non-command 

Younger Alluvium 

2.016 

Non-command 

Younger Alluvium 

0.855 

Non-command 

Older Alluvium 

0.033 

Non-command 

Older Alluvium 

0.596 

Non-command 

Older Alluvium 

0.337 

Non-command 

Older Alluvium 

0.484 

Non-command 

Younger Alluvium 

1.204 

Non-command 

Older Alluvium 

0.043 

Non-command 

Older Alluvium 

0.480 

Non-command 

Older Alluvium 

0.492 

Non-command 

Younger Alluvium 

0.512 

Non-command 

Older Alluvium 

1.255 

Non-command 

Quartzite 

0.038 

Non-command 

Older Alluvium 

0.683 

Non-command 

Younger Alluvium 

0.161 

Non-command 

Older Alluvium 

11.334 

Non-command 

Older Alluvium 

0.843 

Non-command 

Younger Alluvium 

0.000 

Non-command 

Older Alluvium 

0.823 

Non-command 

Older Alluvium 

2.292 

Non-command 

Younger Alluvium 

1.503 

Non-command 

Younger Alluvium 

0.483 

Non-command 

Older Alluvium 

2.561 

Non-command 

Older Alluvium 

0.011 

Non-command 

Younger Alluvium 

0.141 

Non-command 

Older Alluvium 

2.605 

Non-command 

Older Alluvium 

1.868 

Non-command 

Older Alluvium 

2.101 

Non-command 

Younger Alluvium 

0.061 

Non-command 

Older Alluvium 

1.531 

Non-command 

Older Alluvium 

3.218 

Non-command 

Quartzite 

1.789 

Non-command 

Older Alluvium 

0.735 

Non-command 

Younger Alluvium 

3.030 

Non-command 

Quartzite 

0.044 

Non-command 

Older Alluvium 

0.398 

Non-command 

Quartzite 

1.190 

Non-command 

Older Alluvium 

0.655 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

50,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

50,000 

120 

110,000 

90,000 

120 

90,000 

50,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

110,000 

90,000 



MCM 

MCM 

(15) 

(16) 

~ 

~ | 

0.029 

0.029 

0.086 

0.086 

0.036 

0.036 

0.194 

0.234 

0.130 

0.130 

0.030 

0.030 

1.102 

1.131 

0.065 

0.065 



0.108 

0.108 

0.022 

0.022 

0.788 

1.012 

0.086 

0.086 


0.042 

0.042 

0.184 

0.184 

0.562 

0.562 

0.102 

0.102 

0.130 

0.130 



0.022 

0.022 

0.050 

0.050 

0.140 

0.140 
















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Sindoli 


Somara 


Sonari 


Sumel 


Syalawas Kalan 


Syalawas Khurd(Rural) 


Tantiya Thailawas 


Thikariya 


Tigadda 


Titarwara Kalan 


Titarwara Khurd 


Toorwara 


Type of Area (Command / N< 
command) 



Rehariya 

0811000101339600 

12.624 

Fresh 

Roopbas 

0811000101355900 

1.865 

Fresh 

Shyampura 

0811000101344700 

3.592 

Fresh 


Non-command 


Non-command 


Non-command 



0811000401392600 

9.837 

0811000101350300 

1.566 

0811000101355100 

1.844 



Saline 


2.914 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0811000101358700 

1.939 

0811000101346600 

2.628 

0811000101346700 

4.021 

0811000101340700 

1.500 

0811000101357200 

1.863 


0811000101345100 

1.428 

0811000401391600 

8.784 

0811000401391400 

4.689 

0811000101352900 

0.971 


1.576 Fresh 



1.042 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Un Baragaon 

0811000101352500 

4.374 

Fresh 

Urwari 

0811000101339700 

7.370 

Fresh 


Non-command 


Non-command 


03001032 


Achhiwas 


Agawali 


Alooda 


Amtera 


Bairada Khurd 


Bairawas 


0811000401393100 

2.400 

Fresh 

0811000301386900 

9.361 

Fresh 

0811000401404300 

24.491 

Fresh 

0811000401403400 

4.206 

Fresh 

0811000301383400 

2.261 

Fresh 

0811000401396300 

1.752 

Fresh 

0811000401403700 

1.378 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Balawas 

0811000401412900 

1.498 

Fresh 

Bane Ka Barkhera 

0811000401396100 

5.283 

Fresh 

Banetha 

0811000401395200 

4.676 

Fresh 

Banri 

0811000401412800 

0.663 

Fresh 

Barh Chandrana 

0811000401398300 

2.384 

Fresh 

Barh Dausa 

0811000401397300 

0.669 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Barkhera 

0811000401398200 

4.936 

Fresh 

Barwa 

0812001201623600 

12.930 

Fresh 

Basna 

0811000401404000 

6.721 

Fresh 

Bhaglai 

0811000401402000 

4.094 

Fresh 


Bhandana 


Non-command 


Non-command 


Non-command 


Non-command 



0811000401398600 


8.715 Fresh 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Younger Alluvium 

0.482 

Non-command 

Quartzite 

0.000 

Non-command 

Younger Alluvium 

1.297 

Non-command 

Older Alluvium 

0.011 

Non-command 

Quartzite 

2.815 

Non-command 

Quartzite 

3.249 

Non-command 

Older Alluvium 

0.384 

Non-command 

Older Alluvium 

1.658 

Non-command 

Older Alluvium 

0.154 

Non-command 

Older Alluvium 

1.076 

Non-command 

Younger Alluvium 

0.013 

Non-command 

Older Alluvium 

0.539 

Non-command 

Younger Alluvium 

0.629 

Non-command 

Older Alluvium 

2.596 

Non-command 

Older Alluvium 

3.605 

Non-command 

Quartzite 

1.500 

Non-command 

Younger Alluvium 

1.403 

Non-command 

Younger Alluvium 

0.089 

Non-command 

Older Alluvium 

0.698 

Non-command 

Quartzite 

0.137 

Non-command 

Quartzite 

0.041 

Non-command 

Older Alluvium 

0.306 

Non-command 

Younger Alluvium 

0.243 

Non-command 

Older Alluvium 

0.523 

Non-command 

Younger Alluvium 

1.052 

Non-command 

Older Alluvium 

0.894 

Non-command 

Younger Alluvium 

0.148 

Non-command 

Older Alluvium 

2.360 

Non-command 

Older Alluvium 

0.302 

Non-command 

Quartzite 

4.716 

Non-command 

Younger Alluvium 

1.457 

Non-command 

Younger Alluvium 

0.076 

Non-command 

Older Alluvium 

1.916 

Non-command 

Younger Alluvium 

4.206 

Non-command 

Younger Alluvium 

2.223 

Non-command 

Younger Alluvium 

1.752 

Non-command 

Older Alluvium 

1.070 

Non-command 

Younger Alluvium 

0.308 

Non-command 

Older Alluvium 

0.826 

Non-command 

Younger Alluvium 

3.828 

Non-command 

Quartzite 

0.019 

Non-command 

Older Alluvium 

0.663 

Non-command 

Older Alluvium 

0.245 

Non-command 

Older Alluvium 

0.371 

Non-command 

Quartzite 

0.297 

Non-command 

Older Alluvium 

4.883 

Non-command 

Older Alluvium 

4.576 

Non-command 

Older Alluvium 

5.883 

Non-command 

Older Alluvium 

2.055 

Non-command 

Phyllite & Schist 

2.039 

Non-command 

Older Alluvium 

2.685 

Non-command 

Phyllite & Schist 

0.618 

Non-command 

Older Alluvium 

8.710 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

90,000 

50,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

100,000 

90,000 

120 

70,000 

60,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

70,000 

60,000 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

100,000 

65,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.097 




0.086 

0.086 

0.454 

0.464 

0.108 

0.108 

0.097 

0.097 

0.006 

0.006 

0.184 

0.184 


0.048 

0.048 

0.119 

0.119 

0.292 

0.292 

0.454 

0.454 

0.043 

0.043 

0.184 

0.184 

0.006 

0.006 

0.151 

0.151 

0.014 

0.014 


0.067 

0.089 

0.125 

0.209 

0.227 

0.259 

0.227 

0.238 

0.194 

0.204 

0.176 

0.187 

0.036 

0.036 

0.563 

0.585 



















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


33.489 Fresh Non-command 



Bhankhrota 

0811000401396700 

1.520 

Fresh 

Bhankri 

0811000401396800 

3.875 

Fresh 

Bichalwas(Rural) 

0811000401396900 

2.140 

Fresh 


Non-command 


Non-command 


Non-command 


Birasna 

0811000401403000 

4.059 

Fresh 

Borai 

0812001201623300 

5.370 

Fresh 

Chak Bhaglai 

0811000401402300 

0.372 

Fresh 

Chak Dausa(Rural) 

0811000401401600 

0.851 

Fresh 

Chak Dayalpura 

0812001201624000 

0.246 

Fresh 

Chak Jasota 

0811000401397400 

0.309 

Fresh 

Chak Rampura 

0811000401399100 

0.585 

Fresh 

Chawand 

0811000401400600 

2.694 

Fresh 

Chawand Hera 

0811000401397800 

7.074 

Fresh 

Chuchariya Ka Was 

0811000401402100 

0.330 

Fresh 

Daglao 

0811000401401000 

1.572 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Dalelpura 

0811000401398900 

2.940 

Fresh 

Dausa (M) 

0811000441104000 

25.304 

Fresh 


Non-command 


Non-command 


Dausa Khurd (Rural) 


Dausa(Rural) 


0811000401397000 


0811000401397100 


4.057 Fresh 


3.640 Fresh 


Non-command 


Non-command 


Dayal Pura 

0812001201624200 

3.997 

Fresh 

Deori 

0811000301382000 

4.512 

Fresh 

Dewanwara 

0811000401403500 

1.945 

Fresh 

Dhanawar 

0811000101345700 

4.317 

Fresh 

Dharanwas 

0811000401399400 

0.500 

Fresh 

Dhigariya Tappa Koleshwar 

0811000101351500 

4.849 

Fresh 

Dhiradi 

0811000301383200 

0.876 

Fresh 

Dubbi 

0811000301376200 

5.313 

Fresh 


Ganeshpura 

0811000401401500 

4.424 

Fresh 

Ganglyawas 

0811000401400700 

3.457 

Fresh 

Garh 

0811000301382700 

2.736 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kala Kho 


Non-command 


Non-command 


Non-command 


Non-command 


Goojar Bairada 

0811000301381800 

3.097 

Fresh 

Goojarwara 

0811000301383500 

1.953 

Fresh 

Gothra 

0811000401403100 

10.053 

Fresh 

Gumanpura 

0811000301382900 

2.321 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Hajya Ka Bas 

0811000401395400 

1.863 

Fresh 

Hapawas 

0811000401412700 

2.309 

Fresh 

Haripura 

0811000401397600 

2.872 

Fresh 


Non-command 


Non-command 


Non-command 


Jaisinghpura 

0811000401402400 

2.297 

Fresh 

Jaitpura 

0811000401396000 

1.685 

Fresh 

Jhaparawas 

0811000301382200 

3.557 

Fresh 

Jirota Kalan 

0811000401398800 

4.007 

Fresh 

Jirota Khurd 

0811000401398700 

3.786 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

1.715 

Non-command 

Phyllite & Schist 

16.309 

Non-command 

Younger Alluvium 

15.464 

Non-command 

Older Alluvium 

1.520 

Non-command 

Older Alluvium 

3.603 

Non-command 

Older Alluvium 

0.875 

Non-command 

Phyllite & Schist 

1.265 

Non-command 

Younger Alluvium 

4.059 

Non-command 

Older Alluvium 

0.013 

Non-command 

Older Alluvium 

0.372 

Non-command 

Phyllite & Schist 

0.851 

Non-command 

Older Alluvium 

0.056 

Non-command 

Quartzite 

0.278 

Non-command 

Older Alluvium 

0.585 

Non-command 

Older Alluvium 

0.179 

Non-command 

Older Alluvium 

4.603 

Non-command 

Older Alluvium 

0.330 

Non-command 

Older Alluvium 

1.060 

Non-command 

Phyllite & Schist 

0.513 

Non-command 

Older Alluvium 

2.940 

Non-command 

Older Alluvium 

16.090 

Non-command 

Phyllite & Schist 

7.118 

Non-command 

Older Alluvium 

1.674 

Non-command 

Phyllite & Schist 

2.381 

Non-command 

Older Alluvium 

1.883 

Non-command 

Phyllite & Schist 

1.757 

Non-command 

Older Alluvium 

2.662 

Non-command 

Younger Alluvium 

4.512 

Non-command 

Younger Alluvium 

1.945 

Non-command 

Younger Alluvium 

0.095 

Non-command 

Older Alluvium 

0.500 

Non-command 

Younger Alluvium 

0.279 

Non-command 

Younger Alluvium 

0.683 

Command 

Younger Alluvium 

1.368 

Non-command 

Younger Alluvium 

1.333 

Non-command 

Phyllite & Schist 

4.424 

Non-command 

Older Alluvium 

1.116 

Non-command 

Quartzite 

0.116 

Non-command 

Younger Alluvium 

2.620 

Non-command 

Younger Alluvium 

3.097 

Non-command 

Younger Alluvium 

0.857 

Non-command 

Younger Alluvium 

10.053 

Non-command 

Quartzite 

0.751 

Non-command 

Younger Alluvium 

0.167 

Non-command 

Older Alluvium 

1.863 

Non-command 

Older Alluvium 

0.727 

Non-command 

Older Alluvium 

2.689 

Non-command 

Quartzite 

0.182 

Non-command 

Older Alluvium 

2.297 

Non-command 

Younger Alluvium 

1.662 

Non-command 

Younger Alluvium 

3.557 

Non-command 

Older Alluvium 

4.007 

Non-command 

Older Alluvium 

3.786 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

100,000 

90,000 

120 

100,000 

65,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

100,000 

65,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

100,000 

65,000 

120 

70,000 

60,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

70,000 

45,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

100,000 

90,000 

120 

70,000 

45,000 

120 

70,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

70,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.202 


1.649 


2.344 


0.042 


0.294 


0.025 


0.036 


0.173 




0.017 

0.017 

0.286 

0.297 

0.008 

0.019 

0.067 

0.067 

0.029 

0.029 

0.160 

0.160 

- 

- 

- 

- 

0.101 

0.101 

0.130 

0.130 

0.470 

0.492 

0.382 

0.392 

0.055 

0.091 

0.446 

1.017 

0.140 

0.140 

0.032 

0.032 

0.244 

0.244 

0.043 

0.043 

0.043 

0.110 

0.281 

0.407 

0.274 

0.400 

0.137 

0.137 

0.092 

0.103 

0.005 

0.005 

0.101 

0.143 

0.439 

0.993 

0.058 

0.117 

1.242 

1.266 

0.065 

0.090 

0.022 

0.030 

0.151 

0.151 

0.126 

0.148 

0.168 

0.179 

0.007 

0.007 

0.218 

0.229 

0.043 

0.043 

0.144 

0.220 

0.176 

0.187 

0.193 

0.204 





























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


3.838 Fresh 


3.688 Fresh 




Kalakho 

0811000401403200 

6.470 

Fresh 

Kaleri 

0811000401413000 

4.707 

Fresh 

Kandoli 

0811000401396400 

2.205 

Fresh 

Karoli 

0811000301382300 

3.577 

Fresh 


Kala Kho 


Non-command 


Kala Kho 


Non-command 


Non-command 


Non-command 


Khairwal 

0811000401398500 

11.108 

Fresh 

Kharandi 

0811000401402900 

2.138 

Fresh 


Non-command 


Non-command 


Khawa Raoji 

0811000401403900 

14.096 

Fresh 

Kheenchawas 

0811000401396200 

1.134 

Fresh 

Kherawas 

0811000301382800 

4.490 

Fresh 


Non-command 


Non-command 


Non-command 


Kherla Khurd 

0811000401400400 

4.102 

Fresh 

Kherlawas 

0812001201624300 

3.032 

Fresh 

Kherli 

0811000401401700 

4.800 

Fresh 


Non-command 


Non-command 


Non-command 


Korda Kalan 

0811000301383100 

1.305 

Fresh 

Korda Khurd 

0811000301383000 

2.606 

Fresh 


Non-command 


Non-command 


Ladpura Atta 

0811000301382100 

1.660 

Fresh 

Laxmipura 

0812001201623900 

2.638 

Fresh 

Mahansara Khurd (Rural) 

0811000401397200 

8.657 

Fresh 


Non-command 


Non-command 


Non-command 



Malarna 

0811000401399200 

10.251 

Fresh 

Malawas 

0811000301381900 

1.508 

Fresh 

Manga Bhata 

0811000401395600 

3.459 

Fresh 

Meenawara 

0811000301383600 

1.905 

Fresh 

Mitrapura 

0811000401396600 

2.410 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Mohchingpura 

0811000301382400 

4.276 

Fresh 

Moond Bisya 

0811000401403800 

2.382 

Fresh 


Non-command 


Non-command 


Mora Patti 

0811000401397900 

3.921 

Fresh 

Morasani 

0811000401395800 

0.812 

Fresh 


Non-command 


Non-command 


Moroli 

0811000301382500 

10.368 

Fresh 

Motalwas 

0811000401401300 

3.224 

Fresh 

Na 

0811000411900001 

6.319 

Fresh 

Naharna 

0811000301383700 

0.822 

Fresh 

Nangal Bersi 

0811000401398400 

2.626 

Fresh 

Nangal Bohra 

0812001201623500 

6.846 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.468 

Non-command 

Younger Alluvium 

2.316 

Command 

Younger Alluvium 

0.120 

Non-command 

Younger Alluvium 

0.035 

Command 

Younger Alluvium 

6.470 

Non-command 

Older Alluvium 

2.302 

Non-command 

Younger Alluvium 

2.205 

Non-command 

Older Alluvium 

0.658 

Non-command 

Younger Alluvium 

0.830 

Non-command 

Older Alluvium 

11.099 

Non-command 

Older Alluvium 

0.022 

Non-command 

Younger Alluvium 

2.116 

Non-command 

Older Alluvium 

8.790 

Non-command 

Younger Alluvium 

0.713 

Non-command 

Quartzite 

0.621 

Non-command 

Younger Alluvium 

2.957 

Non-command 

Older Alluvium 

0.975 

Non-command 

Older Alluvium 

0.695 

Non-command 

Older Alluvium 

1.378 

Non-command 

Phyllite & Schist 

3.423 

Non-command 

Younger Alluvium 

0.946 

Non-command 

Quartzite 

0.083 

Non-command 

Younger Alluvium 

1.728 

Non-command 

Younger Alluvium 

1.660 

Non-command 

Older Alluvium 

0.797 

Non-command 

Older Alluvium 

7.177 

Non-command 

Phyllite & Schist 

0.894 

Non-command 

Quartzite 

0.586 

Non-command 

Older Alluvium 

1.852 

Non-command 

Phyllite & Schist 

0.812 

Non-command 

Younger Alluvium 

0.611 

Non-command 

Older Alluvium 

0.769 

Non-command 

Quartzite 

5.063 

Non-command 

Older Alluvium 

0.742 

Non-command 

Quartzite 

0.245 

Non-command 

Older Alluvium 

3.883 

Non-command 

Younger Alluvium 

1.508 

Non-command 

Older Alluvium 

3.007 

Non-command 

Younger Alluvium 

1.240 

Non-command 

Older Alluvium 

2.299 

Non-command 

Younger Alluvium 

0.110 

Non-command 

Older Alluvium 

2.259 

Non-command 

Older Alluvium 

2.274 

Non-command 

Younger Alluvium 

0.108 

Non-command 

Older Alluvium 

3.888 

Non-command 

Older Alluvium 

0.193 

Non-command 

Younger Alluvium 

0.620 

Non-command 

Older Alluvium 

0.152 

Non-command 

Phyllite & Schist 

3.224 

Non-command 

Younger Alluvium 

6.319 

Non-command 

Younger Alluvium 

0.481 

Non-command 

Older Alluvium 

1.203 

Non-command 

Older Alluvium 

4.448 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

70,000 

45,000 

120 

70,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

70,000 

45,000 

120 

70,000 

60,000 

120 

90,000 

70,000 

120 

100,000 

65,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

45,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

100,000 

65,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

70,000 

60,000 

120 

90,000 

70,000 

120 

70,000 

60,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

70,000 

45,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

70,000 

45,000 

120 

80,000 

60,000 

120 

100,000 

90,000 

120 

70,000 

60,000 

120 

90,000 

70,000 

120 

100,000 

65,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.025 

0.025 

0.162 

0.174 

0.007 

0.015 

- 

- 

1.620 

1.692 

0.067 

0.089 

0.432 

0.456 

0.076 

0.084 

0.122 

0.130 

0.168 

0.384 

0.008 

0.008 

0.788 

0.788 

1.134 

1.177 

0.173 

0.173 

0.016 

0.024 

0.094 

0.119 

0.076 

0.087 

0.023 

0.047 

0.101 

0.101 

0.216 

0.216 

0.072 

0.097 

- 

- 

0.065 

0.090 

0.216 

0.283 

0.016 

0.016 

0.286 

0.318 

0.029 

0.029 

0.022 

0.022 

0.143 

0.154 

0.050 

0.050 

0.065 

0.065 

0.050 

0.050 

0.288 

0.298 

0.042 

0.042 

0.014 

0.014 

0.134 

0.134 

0.346 

0.783 

0.235 

0.235 

0.252 

0.571 

0.193 

0.193 

0.011 

0.011 

0.043 

0.077 

0.218 

0.229 

0.011 

0.011 

0.101 

0.112 

0.034 

0.034 

0.119 

0.119 



0.043 

0.077 

0.101 

0.101 

0.117 

0.153 









































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


08001001 


Nangal Govind 


Palawas 


Paparda 


Parasoli 


Peelwa Kalan 


Peelwa Khurd 


Prempura 


Raghunathpura 


Rajpura 


Rajwas 


Ralawata 


Ramjipura 


Rampura 


Rampura Kalan 


Rampura Khurd 


Ramsinghpura 


Raniwas 


Rohara 


Roogali 


Rudmal Ka Bas 


Sabalpura 


Sarai 


Shekhpura 


Shyalawas 


Singwara 


Sumel Kalan 


Sumel Khurd 


Surajpura 


Tahatra 



0811000401399600 


0811000401395900 


sq.km 


(4) (5) 


5.868 Fresh 


5.022 Fresh 


1.514 Fresh 



Non-command 


Non-command 



0811000401404100 


0812001201623200 


11.667 Fresh 


7.772 Fresh 


Non-command 


Non-command 



0811000301381600 


0811000301381700 


0811000401395500 


0811000401401200 


0811000401395700 


0811000301383800 


0811000401400900 


0811000401401100 


0811000401400200 


0811000401398000 


0811000401401900 


0811000401399500 


0811000401402200 


0811000401400800 


1.576 Fresh 


1.632 Fresh 


4.163 Fresh 


0.795 Fresh 


0.861 Fresh 


3.788 Fresh 


2.866 Fresh 


2.757 Fresh 


0.591 Fresh 


2.435 Fresh 


2.549 Fresh 


0.997 Fresh 


2.302 Fresh 


1.988 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0811000401397500 


0811000401398100 


0811000401403300 


0811000401399000 


0811000401403600 


0811000301383300 


0811000401402700 


0811000401399300 


0811000101351700 


0811000101351600 


0811000401401400 


0812001201623700 


3.533 Fresh 


1.507 Fresh 


3.186 Fresh 


2.733 Fresh 


2.363 Fresh 


1.150 Fresh 


10.118 Fresh 


5.503 Fresh 


4.289 Fresh 


2.363 Fresh 


4.215 Fresh 


11.151 Fresh 


Kala Kho 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kala Kho 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

4.964 

Non-command 

Younger Alluvium 

0.904 

Non-command 

Older Alluvium 

2.127 

Non-command 

Older Alluvium 

0.647 

Non-command 

Younger Alluvium 

0.867 

Non-command 

Older Alluvium 

2.895 

Non-command 

Older Alluvium 

1.853 

Non-command 

Quartzite 

0.013 

Non-command 

Older Alluvium 

0.414 

Non-command 

Younger Alluvium 

3.421 

Non-command 

Younger Alluvium 

1.261 

Non-command 

Younger Alluvium 

1.578 

Non-command 

Older Alluvium 

3.695 

Non-command 

Quartzite 

0.040 

Non-command 

Phyllite & Schist 

0.795 

Non-command 

Older Alluvium 

0.514 

Non-command 

Younger Alluvium 

0.347 

Non-command 

Younger Alluvium 

0.100 

Non-command 

Older Alluvium 

1.112 

Non-command 

Older Alluvium 

1.572 

Non-command 

Phyllite & Schist 

1.154 

Non-command 

Older Alluvium 

0.423 

Non-command 

Older Alluvium 

2.435 

Non-command 

Older Alluvium 

1.708 

Non-command 

Phyllite & Schist 

0.841 

Non-command 

Older Alluvium 

0.237 

Non-command 

Older Alluvium 

2.285 

Non-command 

Older Alluvium 

0.760 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Quartzite 

0.445 

Non-command 

Younger Alluvium 

0.210 

Command 

Younger Alluvium 

4.228 

Non-command 

Younger Alluvium 

10.210 

Non-command 

Older Alluvium 

0.570 

Non-command 

Quartzite 

1.779 

Non-command 

Older Alluvium 

1.507 

Non-command 

Younger Alluvium 

3.186 

Non-command 

Older Alluvium 

2.733 

Non-command 

Younger Alluvium 

2.363 

Non-command 

Younger Alluvium 

1.025 

Non-command 

Older Alluvium 

8.805 

Non-command 

Older Alluvium 

1.722 

Non-command 

Younger Alluvium 

0.000 

Command 

Younger Alluvium 

0.036 

Non-command 

Younger Alluvium 

0.164 

Non-command 

Phyllite & Schist 

4.215 

Non-command 

Older Alluvium 

1.387 


River Basin: 


Sub Basin: 


Chambal 


Chakan 



Ahmad Nagar 

0822000702694300 

5.156 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.690 

Alipura Bhagwanpura 

0822000702691000 

3.198 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.198 

Allapura 

0822000702688600 

5.858 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C.) 

0.789 

Ateekpura 

0822000702690600 

4.536 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.284 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

100,000 

65,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

70,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

70,000 

45,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

70,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

100,000 

65,000 



120 

90,000 

70,000 

120 

120,000 

100,000 

120 

90,000 

40,000 

120 

120,000 

100,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.580 

0.580 

0.130 

0.130 

0.210 

0.221 

0.067 

0.067 

0.119 

0.119 

0.260 

0.282 

0.078 

0.090 

- 

- ! 

0.025 

0.025 

0.302 

0.302 

0.029 

0.046 

0.072 

0.089 

0.193 

0.193 

- 

- 

0.043 

0.043 

0.143 

0.143 

0.119 

0.119 


0.109 

0.120 

0.143 

0.154 

0.094 

0.094 

0.134 

0.145 

0.134 

0.134 

0.160 

0.182 

0.065 

0.075 

0.017 

0.017 

0.034 

0.034 

0.025 

0.025 



0.072 

0.181 

0.166 

0.418 

0.042 

0.042 

0.101 

0.101 

0.109 

0.109 

0.940 

0.940 

0.311 

0.333 

0.065 

0.065 

0.166 

0.376 

0.344 

0.376 

0.126 

0.137 



0.022 

0.022 

0.418 

0.418 

0.070 

0.094 


0.126 

0.169 

0.348 

0.607 

0.010 

0.010 








































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


08001002 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Choru 

0822000702689100 

19.979 

Fresh 

Deoli 

0822000702691200 

22.812 

Fresh 



Firozpura 


Galwaniya 


Ahmad Nagar 


Ali 


Ameerganj 


Amli 


0822000702690800 


0822000702694500 


0822000702694300 


0822000702693200 


0822000702695700 


0822000702696300 


4.915 Fresh 


5.171 Fresh 


5.156 Fresh 


1.866 Fresh 


2.727 Fresh 


6.085 Fresh 



Govindpura 

0822000702694100 

3.621 

Fresh 

Mahuwa 

0822000702694200 

8.890 

Fresh 


Mandawara 

0822000702690900 

5.731 

Fresh 

Manoharpura 

0822000702694400 

5.905 

Fresh 



Galwania 


Non-command 


Non-command 


Non-command 


Non-command 


Galwania 


Non-command 


Non-command 


Pachali 

0822000702690200 

5.160 

Fresh 

Patoli 

0822000702688700 

11.143 

Fresh 


Saddik Nagar 

0822000702690700 

2.646 

Fresh 

Shop 

0822000702690500 

21.993 

Fresh 



Solatpura 

0822000702688800 

4.189 

Fresh 

Abhaipur 

0823000302734000 

2.051 

Fresh 


Allapura 

0822000702688600 

5.858 

Fresh 

Amarpura 

0823000302737400 

1.841 

Fresh 


Non-command 


Non-command 


Galwania 


Non-command 


Non-command 


Non-command 


Non-command 


Galwania 


Non-command 


Non-command 



Anghora 

0823000302736300 

3.578 

Fresh 

Antarda 

0823000202728500 

17.486 

Fresh 



Anwar Nagar 

0822000702693500 

1.712 

Fresh 

Ariyali 

0823000202728300 

10.049 

Fresh 


6.701 Fresh Non-command 





0823000302737500 


0823000302732700 


1.074 Fresh Non-command 


13.692 Fresh Galwania 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

3.256 

Non-command 

Gneisses(B.G.C.) 

4.503 

Non-command 

Older Alluvium 

0.929 

Non-command 

Phyllite & Schist 

0.757 

Non-command 

Older Alluvium 

4.458 

Non-command 

Phyllite & Schist 

0.312 

Command 

Phyllite & Schist 

0.020 

Non-command 

Phyllite & Schist 

2.483 

Non-command 

Phyllite & Schist 

0.398 

Non-command 

Older Alluvium 

4.963 

Non-command 

Phyllite & Schist 

3.710 

Non-command 

Older Alluvium 

5.731 

Command 

Phyllite & Schist 

0.001 

Non-command 

Phyllite & Schist 

1.980 

Non-command 

Gneisses(B.G.C.) 

0.092 

Non-command 

Older Alluvium 

3.559 

Non-command 

Phyllite & Schist 

0.159 

Non-command 

Older Alluvium 

0.015 

Non-command 

Gneisses(B.G.C.) 

0.636 

Non-command 

Older Alluvium 

5.294 

Non-command 

Older Alluvium 

2.646 

Non-command 

Older Alluvium 

3.136 

Non-command 

Phyllite & Schist 

9.590 

Non-command 

Older Alluvium 

3.960 

Non-command 

Bhander Sandstone 

0.395 

Non-command 

Shale 

1.655 

Command 

Phyllite & Schist 

0.054 

Non-command 

Phyllite & Schist 

3.412 

Non-command 

Limestone 

1.545 

Non-command 

Phyllite & Schist 

0.321 

Non-command 

Gneisses(B.G.C.) 

1.294 

Non-command 

Bhander Sandstone 

0.216 

Non-command 

Shale 

1.584 

Command 

Phyllite & Schist 

2.258 

Non-command 

Phyllite & Schist 

0.470 

Non-command 

Bhander Sandstone 

1.659 

Non-command 

Gneisses(B.G.C.) 

2.941 

Non-command 

Shale 

0.500 

Non-command 

Bhander Sandstone 

1.537 

Non-command 

Shale 

0.257 

Non-command 

Shale 

0.000 

Non-command 

Bhander Sandstone 

0.137 

Non-command 

Limestone 

0.888 

Non-command 

Phyllite & Schist 

1.325 

Non-command 

Phyllite & Schist 

1.712 

Non-command 

Bhander Sandstone 

1.835 

Non-command 

Limestone 

5.050 

Non-command 

Bhander Sandstone 

0.564 

Non-command 

Limestone 

2.988 

Non-command 

Phyllite & Schist 

0.001 

Non-command 

Bhander Sandstone 

0.417 

Non-command 

Shale 

0.575 

Command 

Bhander Sandstone 

0.050 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

100,000 

120 

90,000 

40,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

40,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

90,000 

40,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

40,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

50,000 

120 

90,000 

40,000 

120 

90,000 

40,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 



Tube Wells with 
Wells Pumpset 




MCM 

MCM 

(15) 

(16) 

0.168 

0.485 

0.082 

0.147 

0.048 

0.062 

0.025 

0.036 

0.360 

0.590 

0.017 

0.028 

- 

- 

0.059 

0.059 

0.034 

0.045 

0.540 

0.785 

0.277 

0.417 

0.456 

0.658 

- 

- 

0.050 

0.050 

0.005 

0.005 

0.648 

0.864 

0.017 

0.028 


0.005 

0.059 

0.048 

0.624 

0.132 

0.319 

0.336 

0.422 

0.722 

0.927 

0.060 

0.420 

0.036 

0.036 

0.166 

0.177 


0.252 

0.338 

0.143 

0.143 

0.025 

0.025 

0.014 

0.014 

0.007 

0.007 

0.065 

0.087 

0.025 

0.068 

0.008 

0.019 

0.048 

0.048 

0.067 

0.067 

0.010 

0.010 

0.072 

0.104 

0.014 

0.014 

- 

- ! 

0.005 

0.005 

0.042 

0.042 

0.066 

0.076 

0.101 

0.101 

0.043 

0.072 

0.162 

0.280 

0.043 

0.050 

0.276 

0.309 

- 

- 

0.058 

0.090 

0.079 

0.122 

0.007 

0.007 







































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 



Bagawda 


Balapura 


Balwan 


Balwan Khurd 


Bansi 


Daramataji 


Daulatpura 


Deoli 


Deopura 


Dhakar Kheri 



0823000202721400 

6.020 

Fresh 

0823000302732800 

1.573 

Fresh 

0823000302737600 

17.873 

Fresh 


0810000601326200 


0823000202728200 


11.161 Fresh 


4.620 Fresh 


Bansla 

0822000702693100 

1.482 

Fresh 

Banthali 

0823000202731700 

2.675 

Fresh 


Batawadi 

0823000202721500 

13.760 

Fresh 

Belanganj 

0823000302732600 

5.198 

Fresh 

Bhatpura 

0810000601324400 

8.145 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Galwania 


Non-command 



Bishanpura 

0823000202722000 

2.690 

Fresh 

Bishnpura 

0822000702695900 

1.669 

Fresh 


Non-command 


Galwania 


Non-command 



Bohariya Gaon 

0823000302732300 

2.100 

Fresh 

Boodhkarwar 

0823000202727800 

1.520 

Fresh 


Borda 

0823000202720600 

5.065 

Fresh 

Chak Karwadiya 1 

0822000702695800 

0.545 

Fresh 



Chakkherli 

0823000302736000 

1.215 

Fresh 

Chanda Kalan 

0823000302737800 

5.650 

Fresh 

Chandra Ganj 

0823000302732500 

1.846 

Fresh 


Chawandpura 

0823000202714400 

5.557 

Fresh 

Chhan 

0822000702693400 

2.134 

Fresh 

Chhatrapura 

0823000302735500 

2.855 

Fresh 


Non-command 


Non-command 


Non-command 


Galwania 


Non-command 


Galwania 


Non-command 


Non-command 


Non-command 


Galwania 


Non-command 


Non-command 


Non-command 


Non-command 



0822000702691400 

3.519 

Fresh 

0823000302737200 

2.823 

Fresh 

0822000702691200 

22.812 

Fresh 


0823000302736600 


0823000302737000 


4.820 Fresh 


2.605 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Limestone 

0.080 

Command 

Phyllite & Schist 

3.169 

Non-command 

Bhander Sandstone 

3.962 

Non-command 

Limestone 

3.830 

Non-command 

Phyllite & Schist 

1.436 

Non-command 

Older Alluvium 

0.000 

Non-command 

Phyllite & Schist 

8.397 

Non-command 

Phyllite & Schist 

3.462 

Non-command 

Bhander Sandstone 

1.573 

Non-command 

Bhander Sandstone 

3.901 

Non-command 

Shale 

4.559 

Non-command 

Bhander Sandstone 

0.501 

Non-command 

Shale 

1.142 

Non-command 

Bhander Sandstone 

2.406 

Non-command 

Limestone 

0.100 

Non-command 

Limestone 

1.482 

Non-command 

Bhander Sandstone 

0.053 

Non-command 

Limestone 

0.138 

Non-command 

Phyllite & Schist 

13.760 

Command 

Phyllite & Schist 

5.198 

Non-command 

Bhander Sandstone 

2.655 

Non-command 

Gneisses(B.G.C.) 

1.020 

Non-command 

Phyllite & Schist 

0.324 

Non-command 

Limestone 

2.690 

Command 

Phyllite & Schist 

0.061 

Non-command 

Gneisses(B.G.C.) 

0.241 

Non-command 

Phyllite & Schist 

1.367 

Non-command 

Limestone 

2.100 

Non-command 

Bhander Sandstone 

1.191 

Non-command 

Limestone 

0.055 

Non-command 

Phyllite & Schist 

0.364 

Command 

Phyllite & Schist 

0.067 

Non-command 

Phyllite & Schist 

0.477 

Command 

Phyllite & Schist 

0.907 

Non-command 

Phyllite & Schist 

0.087 

Non-command 

Shale 

1.215 

Non-command 

Shale 

2.260 

Command 

Phyllite & Schist 

0.464 

Non-command 

Phyllite & Schist 

1.382 

Non-command 

Phyllite & Schist 

0.466 

Non-command 

Phyllite & Schist 

2.134 

Non-command 

Bhander Sandstone 

2.038 

Non-command 

Limestone 

0.155 

Non-command 

Shale 

0.332 

Non-command 

Bhander Sandstone 

0.704 

Non-command 

Limestone 

0.256 

Non-command 

Gneisses(B.G.C.) 

2.498 

Non-command 

Shale 

2.823 

Non-command 

Gneisses(B.G.C.) 

14.162 

Non-command 

Phyllite & Schist 

2.461 

Non-command 

Bhander Sandstone 

0.056 

Non-command 

Shale 

0.784 

Non-command 

Bhander Sandstone 

0.016 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

150,000 

120,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

50,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

60,000 

120 

90,000 

50,000 

120 

90,000 

50,000 

120 

80,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

40,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

40,000 

120 

90,000 

60,000 

120 

90,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 



Tube Wells with 
Wells Pumpset 






MCM 

MCM 

(15) 

(16) 

0.007 

0.007 

0.338 

0.348 

0.417 

0.428 

0.410 

0.420 

0.151 

0.151 

- 

- 

0.426 

0.493 

0.120 

0.216 

0.281 

0.281 

0.065 

0.076 

0.072 

0.083 

0.012 

0.012 

0.038 

0.038 

0.082 

0.082 

0.006 

0.006 

0.025 

0.025 

- 

- 

0.006 

0.006 

0.420 

1.140 

0.043 

0.062 

0.024 

0.024 

0.012 

0.012 

0.006 

0.006 

0.084 

0.118 


0.005 

0.005 

0.059 

0.081 

0.101 

0.159 

0.168 

0.175 

0.006 

0.006 

0.012 

0.022 



0.432 

0.486 

0.007 

0.007 

0.007 

0.017 

0.022 

0.032 

0.018 

0.037 

0.185 

0.239 

0.202 

0.202 

0.014 

0.014 

0.036 

0.036 

0.050 

0.061 

0.022 

0.022 

0.029 

0.223 

0.295 

0.403 

0.254 

0.470 

0.076 

0.108 

- 

- | 

0.029 

0.029 






















































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 



Galwaniya 


Hameerpura 


Hanotiya 


Hardo Ganj 


Heerapur 


Kanakpura 


Kankariya 


Kanpur 



Fatehganj 

0823000202722500 

9.641 

Fresh 

Firozpura 

0822000702690800 

4.915 

Fresh 

Gafoor Pura 

0822000702690300 

1.687 

Fresh 


0822000702694500 


5.171 Fresh 


Gangli 

0822000702691600 

6.445 

Fresh 

Gendapura 

0823000302733800 

1.360 

Fresh 

Gopali 

0822000702693000 

1.020 

Fresh 

Gopalpura 

0822000702692900 

1.196 

Fresh 

Govindpura 

0822000702694100 

3.621 

Fresh 


Non-command 


Non-command 


Non-command 


Galwania 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0822000702696100 


0822000702692700 


0823000302737100 

2.286 

Fresh 

0823000202727600 

3.054 

Fresh 

0823000302735800 

2.411 

Fresh 


1.292 Fresh Non-command 


3.302 Fresh Non-command 


Non-command 


Non-command 


Non-command 



Hindwar 

0810000601324200 

8.603 

Fresh 

Hirapur 

0823000202732000 

4.273 

Fresh 


Ibrahim Ganj 

0822000702694800 

1.390 

Fresh 

Ibrahim Nagar 

0822000702692400 

2.780 

Fresh 

Indragarh (M) 

0823000342302000 

12.021 

Fresh 


Islamnagar 

0822000702693600 

2.542 

Fresh 

Jainagar 

0823000302734900 

3.634 

Fresh 


Non-command 


Non-command 


Galwania 


Non-command 


Non-command 


Non-command 


Non-command 



Jarkhoda 

0823000202722600 

12.285 

Fresh 

Jheera 

0823000302735300 

5.098 

Fresh 


Non-command 


Non-command 



Juwar 

0810000601321300 

11.987 

Fresh 

Kailashpuri 

0823000302732400 

2.387 

Fresh 


Kalmiya 

0823000202727300 

5.868 

Fresh 

Kalyani Khera 

0823000202727700 

2.115 

Fresh 



0823000202727900 


0823000202727400 


0823000302737300 


1.634 Fresh Non-command 


3.164 Fresh Non-command 


1.474 Fresh Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Shale 

2.572 

Non-command 

Phyllite & Schist 

1.639 

Non-command 

Older Alluvium 

0.048 

Non-command 

Older Alluvium 

0.019 

Non-command 

Phyllite & Schist 

0.254 

Command 

Phyllite & Schist 

2.007 

Non-command 

Phyllite & Schist 

0.661 

Non-command 

Phyllite & Schist 

6.092 

Non-command 

Shale 

1.360 

Non-command 

Limestone 

1.020 

Non-command 

Limestone 

1.196 

Non-command 

Gneisses(B.G.C.) 

0.098 

Non-command 

Phyllite & Schist 

3.125 

Non-command 

Bhander Sandstone 

3.485 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Shale 

0.874 

Non-command 

Gneisses(B.G.C.) 

0.574 

Non-command 

Shale 

0.717 

Non-command 

Limestone 

0.534 

Non-command 

Phyllite & Schist 

2.768 

Non-command 

Shale 

2.286 

Non-command 

Limestone 

3.054 

Non-command 

Bhander Sandstone 

1.364 

Non-command 

Shale 

1.047 

Non-command 

Quartzite 

0.326 

Non-command 

Bhander Sandstone 

2.280 

Non-command 

Limestone 

0.668 

Command 

Phyllite & Schist 

1.390 

Non-command 

Phyllite & Schist 

2.780 

Non-command 

Bhander Sandstone 

2.692 

Non-command 

Shale 

2.035 

Non-command 

Phyllite & Schist 

2.542 

Non-command 

Bhander Sandstone 

0.494 

Non-command 

Limestone 

3.112 

Non-command 

Bhander Sandstone 

0.053 

Non-command 

Limestone 

3.126 

Non-command 

Phyllite & Schist 

2.807 

Non-command 

Bhander Sandstone 

0.745 

Non-command 

Limestone 

3.453 

Non-command 

Gneisses(B.G.C.) 

0.508 

Non-command 

Older Alluvium 

0.039 

Non-command 

Phyllite & Schist 

6.995 

Non-command 

Phyllite & Schist 

11.303 

Non-command 

Limestone 

0.368 

Non-command 

Phyllite & Schist 

2.019 

Non-command 

Phyllite & Schist 

2.788 

Non-command 

Bhander Sandstone 

0.003 

Non-command 

Limestone 

2.112 

Non-command 

Bhander Sandstone 

0.117 

Non-command 

Limestone 

0.800 

Non-command 

Limestone 

0.319 

Non-command 

Phyllite & Schist 

2.846 

Non-command 

Shale 

1.474 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

60,000 

120 

80,000 

50,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

40,000 

120 

90,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

70,000 

50,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

50,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

40,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

90,000 

60,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.144 


0.024 




0.017 

0.017 

0.050 

0.050 

0.017 

0.017 


0.115 

0.115 

0.176 

0.176 

0.134 

0.134 

0.005 

0.005 

0.269 

0.312 

0.598 

0.620 


0.151 

0.151 

0.014 

0.036 

0.014 

0.036 

0.017 

0.017 

0.092 

0.092 

0.122 

0.176 

0.156 

0.181 

0.036 

0.047 

0.022 

0.033 

0.008 

0.008 

0.043 

0.043 

0.018 

0.018 

0.118 

0.118 

0.109 

0.141 

0.144 

0.176 

0.108 

0.130 

0.336 

0.401 

0.007 

0.007 

0.036 

0.055 

0.007 

0.007 

0.266 

0.343 

0.204 

0.300 

0.043 

0.043 

0.230 

0.240 

0.010 

0.021 

- 

- 

0.244 

0.320 

0.914 

1.317 

0.007 

0.007 

0.029 

0.039 

0.132 

0.247 

- 

- 

0.102 

0.136 

0.010 

0.010 

0.102 

0.102 

0.018 

0.026 

0.132 

0.190 

0.050 

0.061 













































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Kanwarpura 

0823000302736700 

3.177 

Fresh 

Karmapur 

0810000601326500 

6.000 

Fresh 


Karwar 


Kashipura 


Kherla 


Kherli Mafi 


Khijoori 


Kishanganj 


Kolaspura 


Kotri 


Kumhariya 


Kushalipura 


Kushtala 


Lalpura 


Laxmipura 


Type of Area (Command / N< 
command) 



Non-command 


Kota Barrage 


Non-command 


Galwania 


Non-command 


0823000202727500 


0823000202721900 


Kemalaya 

0823000302733300 

1.980 

Fresh 

Kemla 

0823000202728100 

3.208 

Fresh 


Keshopura 

0823000302734200 

0.576 

Fresh 

Kethooda 

0823000202722300 

8.567 

Fresh 


Khajoora 

0823000202727200 

5.081 

Fresh 

Khanpur 

0810000601326100 

2.196 

Fresh 

Khatoli 

0822000702691500 

9.447 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0810000601321900 


0823000302735600 


0810000601321800 



0823000302737700 

0.743 

Fresh 

0823000302733600 

2.521 

Fresh 

0822000702694700 

2.482 

Fresh 

0823000202728000 

1.935 

Fresh 


Galwania 


Non-command 


Non-command 


Galwania 


Non-command 


Non-command 


Non-command 


Galwania 


Non-command 



0822000702693700 

6.488 

Fresh 

0823000202722100 

2.103 

Fresh 

0823000202721800 

1.606 

Fresh 


Non-command 


Non-command 


Non-command 



0810000601320900 


0823000302734700 


0810000601322100 




Non-command 


Non-command 


Non-command 



Mahapura 

0823000302735900 

1.238 

Fresh 

Mahmood Nagar 

0822000702691300 

1.073 

Fresh 

Mahuwa 

0822000702694200 

8.890 

Fresh 

Mallapura 

0822000702696500 

1.873 

Fresh 

Mani 

0823000202722200 

5.917 

Fresh 

Manoharpura 

0822000702694400 

5.905 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Galwania 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bhander Sandstone 

0.298 

Command 

Shale 

0.014 

Non-command 

Shale 

2.677 

Command 

Phyllite & Schist 

0.512 

Non-command 

Bhander Sandstone 

0.000 

Non-command 

Phyllite & Schist 

5.111 

Non-command 

Shale 

0.913 

Non-command 

Limestone 

17.902 

Non-command 

Phyllite & Schist 

1.605 

Non-command 

Limestone 

4.105 

Non-command 

Phyllite & Schist 

0.006 

Non-command 

Shale 

1.928 

Non-command 

Bhander Sandstone 

1.423 

Non-command 

Limestone 

0.723 

Non-command 

Shale 

0.576 

Non-command 

Limestone 

3.280 

Non-command 

Phyllite & Schist 

5.287 

Non-command 

Phyllite & Schist 

0.472 

Non-command 

Shale 

0.106 

Non-command 

Gneisses(B.G.C.) 

0.139 

Non-command 

Older Alluvium 

0.117 

Non-command 

Phyllite & Schist 

0.034 

Command 

Phyllite & Schist 

1.263 

Non-command 

Phyllite & Schist 

0.792 

Non-command 

Bhander Sandstone 

1.100 

Non-command 

Shale 

0.968 

Command 

Phyllite & Schist 

2.928 

Non-command 

Phyllite & Schist 

4.391 

Non-command 

Shale 

0.743 

Non-command 

Shale 

2.521 

Command 

Phyllite & Schist 

2.482 

Non-command 

Bhander Sandstone 

0.995 

Non-command 

Limestone 

0.313 

Non-command 

Phyllite & Schist 

6.488 

Non-command 

Limestone 

2.103 

Non-command 

Limestone 

1.412 

Non-command 

Phyllite & Schist 

0.194 

Non-command 

Older Alluvium 

0.029 

Non-command 

Phyllite & Schist 

0.036 

Non-command 

Bhander Sandstone 

0.285 

Non-command 

Shale 

0.645 

Non-command 

Bhander Sandstone 

0.094 

Non-command 

Gneisses(B.G.C.) 

0.754 

Non-command 

Phyllite & Schist 

8.556 

Non-command 

Quartzite 

0.000 

Non-command 

Bhander Sandstone 

0.473 

Non-command 

Shale 

0.939 

Non-command 

Shale 

1.238 

Non-command 

Gneisses(B.G.C.) 

1.073 

Non-command 

Phyllite & Schist 

0.216 

Non-command 

Shale 

1.873 

Non-command 

Limestone 

5.917 

Command 

Phyllite & Schist 

3.863 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

40,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

90,000 

60,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

90,000 

60,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

100,000 

80,000 

120 

90,000 

40,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

50,000 

120 

90,000 

50,000 

120 

80,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

40,000 

120 

70,000 

50,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.014 




0.266 

0.320 

0.024 

0.024 

0.018 

0.018 

0.108 

0.119 

0.132 

0.149 

0.210 

0.239 

0.018 

0.037 

0.010 

0.010 

0.005 

0.005 

0.012 

0.012 



0.230 

0.262 

0.210 

0.232 

0.014 

0.014 

0.006 

0.006 

0.235 

0.278 

0.144 

0.178 

0.066 

0.108 

0.006 

0.016 



0.012 

0.012 

0.114 

0.162 

- 

- 

0.036 

0.036 

0.065 

0.065 

0.050 

0.072 

0.077 

0.196 

0.017 

0.028 

0.053 

0.053 

0.600 

0.692 

0.092 

0.092 































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Manrajpura 

0810000601321700 

7.352 

Fresh 

Mohammad Pura 

0822000702696000 

1.702 

Fresh 


Non-command 


Non-command 


Galwania 


Non-command 



Mooi 

0823000302735700 

1.098 

Fresh 

Motipura 

0822000702692500 

1.812 

Fresh 

Mubarak Nagar 

0822000702694000 

2.674 

Fresh 

Mui 

0810000601321400 

9.901 

Fresh 

Murjad Pura 

0823000302737900 

1.284 

Fresh 

Naharganj 

0823000202721300 

9.974 

Fresh 

Nanta 

0823000302733500 

4.711 

Fresh 

Nawabganj 

0822000702695200 

1.668 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Galwania 



Nayagaon 

0823000302734500 

2.622 

Fresh 

Nazeerpura 

0822000702695100 

1.261 

Fresh 


Nimli Kalan 


0810000601321200 


7.026 Fresh 


Non-command 


Galwania 


Non-command 


Non-command 


Nimli Khurd 

0810000601321000 

3.738 

Fresh 

Pachali 

0822000702690200 

5.160 

Fresh 

Pancholas 

0810000601322000 

26.144 

Fresh 


Raghunath Pura 


Non-command 


Non-command 


Galwania 


Non-command 



Peechoopura 

0823000302733400 

0.896 

Fresh 

Peepalwara 

0810000601321500 

8.943 

Fresh 

Peeparwala 

0823000202727100 

3.957 

Fresh 

Phalaudi 

0810000601324300 

11.917 

Fresh 


Galwania 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0822000702695300 


1.291 Fresh 


Raheem Nagar 

0822000702694600 

0.555 

Fresh 

Rahmanpura 

0822000702692100 

3.919 

Fresh 

Rakaspura 

0823000302736900 

2.020 

Fresh 


Galwania 


Non-command 


Galwania 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

( 7 ) 

(8) 

Non-command 

Phyllite & Schist 

0.061 

Non-command 

Phyllite & Schist 

7.352 

Command 

Phyllite & Schist 

0.201 

Non-command 

Gneisses(B.G.C.) 

0.169 

Non-command 

Phyllite & Schist 

1.189 

Non-command 

Shale 

0.144 

Non-command 

Bhander Sandstone 

9.861 

Non-command 

Limestone 

1.822 

Non-command 

Bhander Sandstone 

1.098 

Non-command 

Phyllite & Schist 

1.812 

Non-command 

Phyllite & Schist 

2.674 

Non-command 

Phyllite & Schist 

3.473 

Non-command 

Shale 

0.530 

Non-command 

Phyllite & Schist 

1.716 

Non-command 

Shale 

4.711 

Command 

Bhander Sandstone 

0.098 

Command 

Phyllite & Schist 

0.703 

Non-command 

Bhander Sandstone 

0.367 

Non-command 

Limestone 

0.000 

Non-command 

Phyllite & Schist 

0.499 

Non-command 

Bhander Sandstone 

0.727 

Non-command 

Shale 

2.421 

Non-command 

Shale 

2.622 

Command 

Phyllite & Schist 

1.089 

Non-command 

Phyllite & Schist 

0.173 

Non-command 

Older Alluvium 

1.989 

Non-command 

Phyllite & Schist 

4.179 

Non-command 

Older Alluvium 

0.072 

Non-command 

Older Alluvium 

0.470 

Command 

Phyllite & Schist 

1.446 

Non-command 

Gneisses(B.G.C.) 

3.507 

Non-command 

Phyllite & Schist 

20.575 

Non-command 

Limestone 

0.620 

Non-command 

Phyllite & Schist 

0.989 

Non-command 

Bhander Sandstone 

2.629 

Non-command 

Gneisses(B.G.C.) 

0.132 

Non-command 

Shale 

9.296 

Command 

Phyllite & Schist 

2.282 

Non-command 

Phyllite & Schist 

5.751 

Non-command 

Shale 

0.896 

Non-command 

Phyllite & Schist 

8.863 

Non-command 

Phyllite & Schist 

0.266 

Non-command 

Bhander Sandstone 

0.216 

Non-command 

Limestone 

1.290 

Non-command 

Phyllite & Schist 

1.244 

Non-command 

Quartzite 

3.271 

Non-command 

Older Alluvium 

0.758 

Non-command 

Phyllite & Schist 

0.028 

Command 

Phyllite & Schist 

0.467 

Non-command 

Phyllite & Schist 

0.825 

Command 

Phyllite & Schist 

0.555 

Non-command 

Phyllite & Schist 

3.919 

Non-command 

Bhander Sandstone 

0.293 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

80,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

40,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

50,000 

120 

90,000 

60,000 

120 

90,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

80,000 

50,000 

120 

90,000 

50,000 

120 

80,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

50,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

50,000 

120 

90,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

50,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

60,000 









MCM 

MCM 

(15) 

(16) 

- 

- 

0.240 

0.336 

0.025 

0.036 

0.010 

0.010 

0.143 

0.175 

0.010 

0.010 

0.130 

0.195 

0.022 

0.032 

0.266 

0.352 

0.109 

0.109 

0.244 

0.266 

0.526 

0.804 

- 

- 

0.036 

0.103 

0.238 

0.303 

0.006 

0.006 

0.042 

0.053 

0.012 

0.012 



0.025 

0.036 

0.072 

0.083 

0.230 

0.273 

0.173 

0.216 

0.025 

0.047 

0.008 

0.008 

0.029 

0.065 

0.050 

0.108 

0.010 

0.010 

0.012 

0.012 

0.048 

0.058 

0.126 

0.148 

0.726 

0.870 

0.042 

0.042 

0.059 

0.059 

0.072 

0.083 


0.252 

0.306 

0.084 

0.127 

0.210 

0.318 

0.029 

0.029 

0.907 

1.291 

0.006 

0.016 

0.018 

0.018 

0.130 

0.140 

0.102 

0.112 

0.386 

0.418 

- 

| 

- 

- 

0.025 

0.036 

0.042 

0.053 

0.235 

0.235 

0.134 

0.134 

0.022 

0.022 



















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Ramngar 


Rampuriya 


Rasoolpura 


Rawanjna Chaur 


Rawanjna Doongar 


Shapura Kalan 


Sherganj 


Sheriya 


Shivganj 


Shop 


Sindoli 


Type of Area (Command / N< 
command) 



Ramajpura 

0823000302735000 

2.859 

Fresh 

Ramnagar 

0810000601326300 

3.919 

Fresh 


Non-command 


Non-command 



0823000302733100 

0.623 

Fresh 

0822000702693300 

1.649 

Fresh 

0823000302733200 

1.013 

Fresh 

0822000702692600 

2.356 

Fresh 

0810000601322300 

11.882 

Fresh 

0810000601322500 

10.069 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Rohit 

0822000702691800 

9.449 

Fresh 

Rooppura 

0823000302734600 

1.002 

Fresh 


Roshanpura 

0822000702695600 

1.353 

Fresh 

Sagatpura 

0823000202722400 

4.559 

Fresh 

Sameedhi 

0823000202714500 

13.303 

Fresh 

Sangramganj 

0823000302732200 

1.067 

Fresh 


Sankli 

0810000601322200 

2.504 

Fresh 

Sedri Gujran 

0822000702694900 

1.051 

Fresh 

Sedri Maliyan 

0822000702695000 

1.509 

Fresh 

Shah Alampura 

0822000702693900 

0.958 

Fresh 

Shahpura Khurd 

0822000702696200 

4.921 

Fresh 


Non-command 


Non-command 


Galwania 


Non-command 


Non-command 


Non-command 


Non-command 


Galwania 


Galwania 


Non-command 


Non-command 



0822000702690500 


21.993 Fresh 


Galwania 


Non-command 



Shreepura 

0823000202721700 

1.310 

Fresh 

Shyodanpura 

0823000302735200 

4.080 

Fresh 


Non-command 


Non-command 



0810000601326400 

9.080 

Fresh 

0822000702692000 

7.322 

Fresh 


Soonsa 

0823000202721600 

9.829 

Fresh 

Subhnpura 

0822000702692200 

2.113 

Fresh 

Sumerganj Mandi 

0823000302736200 

1.935 

Fresh 

Sumerpura 

0823000302732100 

0.700 

Fresh 

Sunari 

0823000302736100 

1.900 

Fresh 

Talwas 

0823000202731800 

26.314 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Shale 

1.727 

Non-command 

Limestone 

2.859 

Non-command 

Bhander Sandstone 

1.274 

Non-command 

Shale 

2.070 

Non-command 

Shale 

0.623 

Non-command 

Phyllite & Schist 

1.649 

Non-command 

Shale 

1.013 

Non-command 

Phyllite & Schist 

2.356 

Non-command 

Phyllite & Schist 

11.806 

Non-command 

Phyllite & Schist 

2.658 

Non-command 

Quartzite 

1.889 

Non-command 

Older Alluvium 

1.298 

Non-command 

Phyllite & Schist 

5.171 

Non-command 

Phyllite & Schist 

9.449 

Non-command 

Bhander Sandstone 

0.843 

Non-command 

Shale 

0.159 

Command 

Phyllite & Schist 

1.353 

Non-command 

Phyllite & Schist 

4.559 

Non-command 

Phyllite & Schist 

6.894 

Non-command 

Limestone 

0.936 

Non-command 

Phyllite & Schist 

0.131 

Non-command 

Phyllite & Schist 

2.504 

Command 

Phyllite & Schist 

1.051 

Command 

Phyllite & Schist 

1.509 

Non-command 

Phyllite & Schist 

0.958 

Non-command 

Bhander Sandstone 

0.265 

Non-command 

Gneisses(B.G.C.) 

4.625 

Non-command 

Phyllite & Schist 

0.010 

Non-command 

Gneisses(B.G.C.) 

0.032 

Non-command 

Shale 

1.120 

Non-command 

Bhander Sandstone 

1.520 

Non-command 

Shale 

2.244 

Non-command 

Bhander Sandstone 

1.614 

Non-command 

Limestone 

0.881 

Non-command 

Bhander Sandstone 

0.334 

Non-command 

Shale 

0.440 

Command 

Phyllite & Schist 

0.583 

Non-command 

Older Alluvium 

2.754 

Non-command 

Phyllite & Schist 

5.931 

Non-command 

Phyllite & Schist 

1.310 

Non-command 

Bhander Sandstone 

0.017 

Non-command 

Limestone 

4.063 

Non-command 

Phyllite & Schist 

0.493 

Non-command 

Quartzite 

0.031 

Non-command 

Shale 

6.190 

Non-command 

Gneisses(B.G.C.) 

0.932 

Non-command 

Phyllite & Schist 

6.391 

Non-command 

Phyllite & Schist 

9.829 

Non-command 

Phyllite & Schist 

2.113 

Non-command 

Shale 

1.935 

Non-command 

Limestone 

0.700 

Non-command 

Shale 

1.900 

Non-command 

Bhander Sandstone 

0.171 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

50,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

50,000 

120 

90,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

40,000 

120 

90,000 

40,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

80,000 

50,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

90,000 

40,000 

120 

90,000 

70,000 

120 

80,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

60,000 

40,000 



Wells with 
Pumpset 


MCM 


(15) 


0.122 




0.024 

0.024 

0.768 

0.800 

0.094 

0.105 

0.144 

0.155 

0.010 

0.010 

0.006 

0.006 

0.043 

0.043 

0.050 

0.050 

0.042 

0.053 

0.300 

0.386 

0.445 

0.575 

0.180 

0.228 

- 

- 

0.180 

0.199 

0.058 

0.106 

- 

- 

0.019 

0.019 

0.014 

0.014 

0.160 

0.160 

0.408 

1.224 

0.143 

0.165 

0.288 

0.364 

0.036 

0.055 

0.101 

0.133 














































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone Type of Area (Command / Non - 
(Fresh / command ) 

Saline ) 




08002003 


Thikariya 


Tokaspura 


Usmanpura 


Vijaipura 


Abhaipur 


Akhawa 


Alniya 


Anandpura @ Phoota Tala 


Anwali 


Arampura 


Aranya 


Arjunpura 


Arlya Jageer 


Balapura 


Banda 


Baori Khera 


Bargu 


Barodiya 


Bhagwanpura 


Bhanda Hera 


Bhimpura 


Bhojpura 


Borawas 


Boriyakheri 


Borkhandi 


Brajeshpura 


Chainpura 


Chand Baori 


Chandresal 


0822000702692300 


0823000302734400 


0822000702691700 


0810000601321100 


0830000303804800 


3.386 Fresh 


1.273 Fresh 


3.002 Fresh 


1.844 Fresh 


4.572 Fresh 



0830000303811300 


0830000303808100 


0830000303806700 


0830000303806900 


0830000303803700 


0830000303802700 


0830000303801300 


0830000303809200 


0830000303805500 


0830000303807300 


0830000303808300 


0830000203796000 


0830000303809100 


0830000303805600 


47.337 Fresh 


13.800 Fresh 


13.484 Fresh 


13.936 Fresh 


0.922 Fresh 


1.655 Fresh 


3.613 Fresh 


8.736 Fresh 


4.373 Fresh 


23.875 Fresh 


6.466 Fresh 


3.656 Fresh 


14.228 Fresh 


2.134 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Sub Basin 


Alnia 


Kota Barrage 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kota Barrage 


Kota Barrage 


Non-command 


Kota Barrage 


Alnia 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Alnia 


Non-command 


Alnia 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Limestone 

3.158 

Non-command 

Bhander Sandstone 

1.030 

Non-command 

Gneisses(B.G.C.) 

0.704 

Non-command 

Phyllite & Schist 

3.386 

Non-command 

Shale 

1.273 

Non-command 

Phyllite & Schist 

3.002 

Non-command 

Older Alluvium 

0.357 

Non-command 

Phyllite & Schist 

0.000 


: Chambal Downstream 



0830000203797700 


0830000203794200 


15.082 Fresh 


0.683 Fresh 


Non-command 


Kota Barrage 



0830000303804000 


0830000303806200 


0830000303803100 


0830000303811400 


0830000303804700 


4.326 Fresh 


2.668 Fresh 


1.911 Fresh 


41.614 Fresh 


1.781 Fresh 



0830000303801500 


0830000303802100 


0830000303803900 


0830000303813100 


0830000303801100 


2.844 Fresh 


1.726 Fresh 


1.168 Fresh 


10.999 Fresh 


8.241 Fresh 


Kota Barrage 


Non-command 


Kota Barrage 


Non-command 


Alnia 


Kota Barrage 


Non-command 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Non-command 


Kota Barrage 



Chareenda 


Charheri 


0830000303803200 


0830000203795600 


3.364 Fresh 


0.722 Fresh 


Kota Barrage 


Non-command 


Kota Barrage 


Kota Barrage 



Command 

Bhander Sandstone 

1.941 

Command 

Bhander Sandstone 

0.055 

Non-command 

Bhander Sandstone 

2.576 

Non-command 

Bhander Sandstone 

37.651 

Non-command 

Bhander Sandstone 

13.800 

Non-command 

Bhander Sandstone 

8.030 

Non-command 

Bhander Sandstone 

0.975 

Command 

Bhander Sandstone 

0.922 

Command 

Bhander Sandstone 

0.678 

Non-command 

Bhander Sandstone 

0.977 

Command 

Bhander Sandstone 

3.613 

Command 

Bhander Sandstone 

4.162 

Non-command 

Bhander Sandstone 

1.779 

Non-command 

Bhander Sandstone 

0.778 

Non-command 

Limestone 

0.339 

Non-command 

Bhander Sandstone 

14.101 

Non-command 

Bhander Sandstone 

0.462 

Non-command 

Limestone 

3.034 

Command 

Bhander Sandstone 

9.895 

Non-command 

Bhander Sandstone 

4.233 

Command 

Bhander Sandstone 

0.832 

Non-command 

Bhander Sandstone 

1.301 

Non-command 

Limestone 

0.001 

Non-command 

Limestone 

1.183 

Command 

Limestone 

0.483 

Command 

Older Alluvium 

0.017 

Command 

Bhander Sandstone 

4.326 

Non-command 

Bhander Sandstone 

2.668 

Command 

Bhander Sandstone 

1.911 

Non-command 

Bhander Sandstone 

2.901 

Command 

Bhander Sandstone 

1.347 

Command 

Bhander Sandstone 

0.079 

Non-command 

Bhander Sandstone 

0.355 

Command 

Bhander Sandstone 

2.844 

Command 

Bhander Sandstone 

1.676 

Command 

Limestone 

0.049 

Command 

Bhander Sandstone 

1.168 

Non-command 

Bhander Sandstone 

2.046 

Command 

Bhander Sandstone 

3.324 

Command 

Limestone 

4.917 

Command 

Limestone 

1.263 

Non-command 

Limestone 

3.374 

Command 

Bhander Sandstone 

3.364 

Command 

Limestone 

0.085 


Number 
of Wells 
with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

50,000 

120 

90,000 

50,000 

120 

90,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

80,000 

60,000 


120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

300,000 

300,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

300,000 

300,000 

120 

300,000 

300,000 

120 

350,000 

350,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

300,000 

300,000 

120 

300,000 

300,000 

120 

90,000 

70,000 

120 

300,000 

300,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.036 


0.030 


0.024 


0.160 


0.259 


0.319 


0.010 



































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Chhatrapura 

0830000303804100 

2.145 

Fresh 

Chhipan Heri 

0830000303809400 

1.972 

Fresh 



Chorda 

0830000303808800 

3.259 

Fresh 

Dagariya 

0830000203794600 

2.716 

Fresh 

Dahra 

0830000303802400 

4.870 

Fresh 


Daslana 

0830000303802000 

3.933 

Fresh 

Deolimachhiyan 

0830000303800300 

4.443 

Fresh 

Dhakarkheri 

0830000303803600 

3.242 

Fresh 

Dhani 

0830000303809000 

10.198 

Fresh 


Dharmpura 

0830000303807400 

12.807 

Fresh 

Dolya 

0830000303811200 

21.974 

Fresh 

Galana 

0830000303805400 

14.327 

Fresh 


Non-command 


Kota Barrage 


Alnia 


Non-command 


Non-command 


Kota Barrage 


Kota Barrage 


Non-command 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Alnia 


Non-command 


Non-command 


Non-command 


Alnia 


Non-command 



Gangaycha 

0830000303799900 

3.292 

Fresh 

Godalyaheri 

0830000303802500 

8.327 

Fresh 


Alnia 


Non-command 


Kota Barrage 


Non-command 


Hanotya 

0830000303810600 

4.283 

Fresh 

Hanuwant Khera 

0830000303801700 

0.726 

Fresh 

Hathi Khera 

0830000303801800 

1.906 

Fresh 

Hirapur 

0830000303810800 

8.228 

Fresh 

Jakhora 

0830000303805000 

6.065 

Fresh 

Jalkhera 

0830000303803800 

1.039 

Fresh 

Jampura 

0830000303804600 

2.263 

Fresh 


Jhalipura 

0830000303802900 

5.745 

Fresh 

Kadi Hera 

0830000303805300 

7.907 

Fresh 


Non-command 


Kota Barrage 


Kota Barrage 


Non-command 


Non-command 


Kota Barrage 


Alnia 


Non-command 


Kota Barrage 


Non-command 


Kaithoon (M) 


0830000343003000 


14.134 Fresh 


Kanwarpura 

0830000303803300 

4.562 

Fresh 

Kasampura 

0830000203794100 

2.279 

Fresh 

Kasar 

0830000303808700 

22.591 

Fresh 

Kethori 

0830000303802300 

4.992 

Fresh 


Kewal Nagar 

0830000303808000 

3.500 

Fresh 

Khanpuriya 

0830000303809500 

11.206 

Fresh 

Khera 

0830000303803000 

5.705 

Fresh 

Kherajagpura 

0830000303806400 

16.826 

Fresh 

Kherli Pande 

0830000303801000 

1.292 

Fresh 

Kishanpura Kaithoon 

0830000303805100 

3.519 

Fresh 

Kishanpura Takiya 

0830000303800200 

3.625 

Fresh 

Kota (M Corp.) 

0830000343001000 

27.258 

Fresh 



109.423 Fresh 


Kota Barrage 


Non-command 


Kota Barrage 


Kota Barrage 


Non-command 


Kota Barrage 


Non-command 


Non-command 


Non-command 


Kota Barrage 


Non-command 


Kota Barrage 


Non-command 


Kota Barrage 


Kota Barrage 


Non-command 


Kota Barrage 


Non-command 


Kota Barrage 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Limestone 

0.637 

Command 

Bhander Sandstone 

2.145 

Command 

Bhander Sandstone 

0.306 

Non-command 

Bhander Sandstone 

1.142 

Non-command 

Bhander Sandstone 

3.259 

Command 

Limestone 

1.118 

Command 

Limestone 

0.016 

Non-command 

Limestone 

4.854 

Command 

Bhander Sandstone 

3.933 

Command 

Limestone 

1.606 

Command 

Bhander Sandstone 

3.242 

Command 

Bhander Sandstone 

1.954 

Non-command 

Bhander Sandstone 

8.244 

Non-command 

Bhander Sandstone 

12.807 

Non-command 

Bhander Sandstone 

1.254 

Command 

Bhander Sandstone 

2.528 

Non-command 

Bhander Sandstone 

3.505 

Non-command 

Limestone 

3.755 

Command 

Bhander Sandstone 

2.821 

Non-command 

Bhander Sandstone 

0.674 

Command 

Limestone 

1.047 

Non-command 

Bhander Sandstone 

5.092 

Non-command 

Limestone 

3.235 

Non-command 

Bhander Sandstone 

2.075 

Command 

Bhander Sandstone 

0.726 

Command 

Bhander Sandstone 

1.906 

Non-command 

Bhander Sandstone 

0.772 

Non-command 

Bhander Sandstone 

6.065 

Command 

Bhander Sandstone 

1.039 

Command 

Bhander Sandstone 

2.149 

Non-command 

Bhander Sandstone 

0.114 

Command 

Bhander Sandstone 

5.745 

Non-command 

Bhander Sandstone 

2.597 

Non-command 

Limestone 

4.387 

Command 

Bhander Sandstone 

8.670 

Non-command 

Bhander Sandstone 

5.464 

Command 

Bhander Sandstone 

4.562 

Command 

Limestone 

0.036 

Non-command 

Bhander Sandstone 

18.653 

Command 

Limestone 

1.400 

Non-command 

Limestone 

3.592 

Non-command 

Bhander Sandstone 

3.500 

Non-command 

Bhander Sandstone 

8.414 

Command 

Bhander Sandstone 

5.705 

Non-command 

Bhander Sandstone 

16.826 

Command 

Bhander Sandstone 

1.292 

Non-command 

Bhander Sandstone 

3.519 

Command 

Limestone 

2.243 

Command 

Bhander Sandstone 

0.344 

Non-command 

Bhander Sandstone 

5.869 

Command 

Bhander Sandstone 

27.044 

Non-command 

Bhander Sandstone 

33.284 

Command 

Bhander Sandstone 

15.150 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

300,000 

300,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

300,000 

300,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

300,000 

300,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.540 




0.008 

0.051 

0.025 

0.209 

0.034 

0.250 

0.017 

0.114 



























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Koyla Talai 

0830000303807700 

2.618 

Fresh 

Kurari 

0830000203795900 

2.261 

Fresh 

Ladpura Kaithoon 

0830000303804900 

4.410 

Fresh 



Lakhawa 

0830000303806500 

11.414 

Fresh 

Manasgaon 

0830000303800600 

9.595 

Fresh 

Mandana 

0830000303810400 

47.888 

Fresh 

Mandaniya 

0830000303801900 

3.029 

Fresh 


Non-command 


Non-command 


Alnia 


Kota Barrage 


Non-command 


Non-command 


Kota Barrage 


Non-command 


Kota Barrage 


Manpura 

0830000303801400 

2.370 

Fresh 

Mawasa 

0830000303805900 

4.469 

Fresh 


Moondla 

0830000203794300 

1.839 

Fresh 

Morpa 

0830000303802600 

5.117 

Fresh 


Kota Barrage 


Alnia 


Non-command 


Kota Barrage 


Non-command 


Motipura 


0830000303804200 


2.935 Fresh 


Mukundpura 

0830000303810500 

2.437 

Fresh 

Nagpura 

0830000303804300 

2.085 

Fresh 

Naya Nohra 

0830000303801600 

2.654 

Fresh 

Nayagaon Ahiran 

0830000203792000 

3.653 

Fresh 


Kota Barrage 


Non-command 


Non-command 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Nechalpura 

0830000303807900 

2.436 

Fresh 

Nohati 

0830000203795800 

2.554 

Fresh 

Notana 

0830000303800400 

6.020 

Fresh 


Non-command 


Non-command 


Kota Barrage 


Pachankui 

0830000303807500 

5.649 

Fresh 

Pachpahar 

0830000303808500 

20.616 

Fresh 

Padliya 

0830000203794400 

8.188 

Fresh 


Peepal Heri 

0830000303809300 

2.162 

Fresh 

Pipalda Shekhan 

0830000303800800 

1.828 

Fresh 


Non-command 


Non-command 


Kota Barrage 


Non-command 


Alnia 


Kota Barrage 


Polai Kalan 

0830000203795700 

8.287 

Fresh 

Polai Khurd 

0830000203795500 

5.019 

Fresh 



Rajnagar 

0830000303803400 

2.299 

Fresh 

Rajpura 

0830000303805200 

12.391 

Fresh 


Ramrajpura 


Rangbari 


Non-command 


Kota Barrage 


Non-command 


Alnia 


Kota Barrage 


Non-command 


Kota Barrage 


Non-command 



0830000303800700 


0830000303806600 


9.435 Fresh 


6.930 Fresh 


Alnia 


Kota Barrage 


Non-command 


Kota Barrage 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Limestone 

4.789 

Command 

Older Alluvium 

0.000 

Non-command 

Bhander Sandstone 

2.618 

Non-command 

Limestone 

2.261 

Command 

Bhander Sandstone 

0.264 

Command 

Bhander Sandstone 

1.968 

Non-command 

Bhander Sandstone 

2.179 

Non-command 

Bhander Sandstone 

11.414 

Command 

Limestone 

5.746 

Non-command 

Bhander Sandstone 

1.341 

Command 

Bhander Sandstone 

3.027 

Command 

Limestone 

0.002 

Command 

Bhander Sandstone 

2.370 

Command 

Bhander Sandstone 

3.088 

Non-command 

Bhander Sandstone 

1.381 

Command 

Limestone 

1.715 

Non-command 

Bhander Sandstone 

3.682 

Non-command 

Limestone 

1.435 

Command 

Bhander Sandstone 

2.803 

Non-command 

Bhander Sandstone 

0.132 

Non-command 

Bhander Sandstone 

1.484 

Command 

Bhander Sandstone 

2.085 

Command 

Bhander Sandstone 

2.654 

Command 

Limestone 

0.285 

Command 

Older Alluvium 

0.199 

Non-command 

Bhander Sandstone 

2.436 

Non-command 

Limestone 

2.554 

Command 

Bhander Sandstone 

0.116 

Command 

Limestone 

5.444 

Non-command 

Bhander Sandstone 

3.989 

Non-command 

Bhander Sandstone 

5.448 

Command 

Limestone 

7.013 

Non-command 

Limestone 

1.175 

Command 

Bhander Sandstone 

0.032 

Command 

Bhander Sandstone 

0.761 

Command 

Limestone 

1.067 

Non-command 

Limestone 

7.180 

Command 

Limestone 

0.200 

Non-command 

Limestone 

2.322 

Command 

Bhander Sandstone 

0.723 

Command 

Bhander Sandstone 

0.386 

Non-command 

Bhander Sandstone 

1.601 

Command 

Bhander Sandstone 

2.299 

Non-command 

Bhander Sandstone 

0.790 

Non-command 

Limestone 

11.099 

Command 

Bhander Sandstone 

1.465 

Command 

Limestone 

0.032 

Command 

Bhander Sandstone 

0.574 

Command 

Bhander Sandstone 

1.044 

Non-command 

Bhander Sandstone 

0.176 

Command 

Bhander Sandstone 

0.025 

Command 

Limestone 

9.309 

Non-command 

Bhander Sandstone 

5.377 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

150,000 

120,000 

120 

180,000 

160,000 

120 

90,000 

70,000 

120 

300,000 

300,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

300,000 

300,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

300,000 

300,000 

120 

350,000 

350,000 

120 

90,000 

70,000 

120 

300,000 

300,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

300,000 

300,000 

120 

300,000 

300,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

300,000 

300,000 

120 

300,000 

300,000 

120 

300,000 

300,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.014 





































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Ranpur 

0830000303807600 

36.352 

Fresh 

Rasoolpur 

0830000303802800 

8.578 

Fresh 


Alnia 


Non-command 


Non-command 


Kota Barrage 



Rath Kankra 

0830000303807100 

13.637 

Fresh 

Renkyakheri 

0830000303808600 

7.780 

Fresh 

Rooparel 

0830000303806000 

22.503 

Fresh 


Rooppura 

0830000303807800 

2.532 

Fresh 

Roteda 

0830000303801200 

3.767 

Fresh 


Non-command 


Non-command 


Alnia 


Non-command 


Non-command 


Kota Barrage 


Shankarpura 

0830000303809600 

5.900 

Fresh 

Shyampura 

0830000303808200 

8.940 

Fresh 

Sogariya 

0830000343002000 

2.837 

Fresh 


Non-command 


Non-command 


Kota Barrage 


Soonagar 

0823000402749200 

10.474 

Fresh 

Sukhpura 

0830000303803500 

0.898 

Fresh 

Tather 

0830000303802200 

6.669 

Fresh 


Kota Barrage 


Kota Barrage 


Kota Barrage 


08002004 



Toomra 

0830000503833600 

3.753 

Fresh 

Ummedpura 

0830000303806300 

2.036 

Fresh 

Vijaipura 

0830000303806100 

1.797 

Fresh 

Akhawa 

0830000303811300 

47.337 

Fresh 

Bakshpura 

0830000303815600 

7.047 

Fresh 

Baori Khera 

0830000303808300 

6.466 

Fresh 

Chand Baori 

0830000303813100 

10.999 

Fresh 

Daulatpura 

0830000303815500 

2.171 

Fresh 

Dohnya 

0830000303814000 

3.919 

Fresh 

Dolya 

0830000303811200 

21.974 

Fresh 

Hanotya 

0830000303810600 

4.283 

Fresh 

Haripura 

0830000303813000 

8.340 

Fresh 

Hirapur 

0830000303810800 

8.228 

Fresh 

Indrapura 

0830000303814100 

1.860 

Fresh 

Jaspura 

0830000303814200 

4.432 

Fresh 

Jodhpura 

0830000303810900 

2.187 

Fresh 

Keshopura 

0830000303814700 

5.977 

Fresh 

Kishanpura 

0830000303813300 

8.380 

Fresh 

Kolana @ Laxmipura 

0830000303808400 

13.803 

Fresh 

Mandalya 

0830000303811000 

9.395 

Fresh 

Mandana 

0830000303810400 

47.888 

Fresh 

Mandirgarh 

0830000303814900 

16.691 

Fresh 

Manpura 

0830000303815400 

3.127 

Fresh 

Narayanpura 

0830000303814300 

5.299 

Fresh 

Pachankui 

0830000303807500 

5.649 

Fresh 

Pachpahar 

0830000303808500 

20.616 

Fresh 

Ranpur 

0830000303807600 

36.352 

Fresh 

Rel 

0830000303811100 

39.549 

Fresh 

Renkyakheri 

0830000303808600 

7.780 

Fresh 

Rojhala 

0830000303814800 

2.291 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Bhander Sandstone 

2.832 

Non-command 

Bhander Sandstone 

0.131 

Non-command 

Bhander Sandstone 

28.518 

Command 

Bhander Sandstone 

6.874 

Command 

Limestone 

0.006 

Non-command 

Bhander Sandstone 

1.481 

Non-command 

Limestone 

0.218 

Non-command 

Bhander Sandstone 

0.156 

Non-command 

Bhander Sandstone 

3.084 

Command 

Bhander Sandstone 

0.135 

Non-command 

Bhander Sandstone 

22.369 

Non-command 

Bhander Sandstone 

2.532 

Command 

Bhander Sandstone 

2.011 

Command 

Limestone 

1.756 

Non-command 

Bhander Sandstone 

0.840 

Non-command 

Bhander Sandstone 

3.480 

Command 

Bhander Sandstone 

0.562 

Command 

Limestone 

2.252 

Command 

Limestone 

0.071 

Command 

Bhander Sandstone 

0.898 

Command 

Bhander Sandstone 

0.751 

Command 

Limestone 

5.476 

Non-command 

Limestone 

0.442 

Non-command 

Limestone 

0.616 

Non-command 

Bhander Sandstone 

2.036 

Non-command 

Bhander Sandstone 

1.797 

Non-command 

Bhander Sandstone 

0.076 

Non-command 

Bhander Sandstone 

2.037 

Non-command 

Bhander Sandstone 

6.003 

Non-command 

Bhander Sandstone 

5.558 

Non-command 

Bhander Sandstone 

2.148 

Non-command 

Bhander Sandstone 

0.126 

Non-command 

Bhander Sandstone 

20.578 

Non-command 

Bhander Sandstone 

2.208 

Non-command 

Bhander Sandstone 

0.036 

Non-command 

Bhander Sandstone 

7.456 

Non-command 

Bhander Sandstone 

0.442 

Non-command 

Bhander Sandstone 

4.270 

Non-command 

Bhander Sandstone 

2.187 

Non-command 

Bhander Sandstone 

4.498 

Non-command 

Bhander Sandstone 

3.337 

Non-command 

Bhander Sandstone 

13.803 

Non-command 

Bhander Sandstone 

9.395 

Non-command 

Bhander Sandstone 

0.333 

Non-command 

Bhander Sandstone 

5.312 

Non-command 

Bhander Sandstone 

1.594 

Non-command 

Bhander Sandstone 

1.677 

Non-command 

Bhander Sandstone 

1.660 

Non-command 

Bhander Sandstone 

15.168 

Non-command 

Bhander Sandstone 

7.834 

Non-command 

Bhander Sandstone 

39.549 

Non-command 

Bhander Sandstone 

4.696 

Non-command 

Bhander Sandstone 

2.291 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 



0.504 

1.012 

0.017 

0.017 





































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


08002005 


Sabalpura 


Sarangpur 


Shyampura 


Sohan Pura 


Akhegarh 


Akoda 


Akoriya 


Alwat Ki Guwari 


Amarapur 


Amre Ki Guwari 


Arora 


Asha Ki Guwari 


Bagora 


Baharda 


Bahrawada Kalan 


Bajoli 


Baler 


Bangarda Kalan 


Bangarda Khurd 


Bari Ka Chhahara 


Barred 


Beerpur 


Berai 


Bhaironpur 


Bharrpura 


Bhattpura 


0830000303813200 


0830000303810700 


0830000303808200 


0830000303815300 


0810000701332900 


0810000701339200 


0809000601257200 


sq.km 


(4) 


5.574 


4.237 


8.940 


1.995 


5.007 


14.010 


5.493 


0809000601258500 

15.725 

0809000601256600 

11.088 

0809000601259200 

14.288 

0809000601259700 

15.955 

0809000601256700 

5.733 

0810000701332300 

8.502 

0809000601255300 

6.894 

0810000701331600 

7.709 

0810000701328400 

8.862 

0810000701328100 

20.503 


0810000701331000 

4.996 

0810000701330900 

1.870 

0810000701339100 

2.811 

0809000501243300 

5.989 

0810000701328200 

5.775 

0810000701327500 

25.460 


0809000601256900 

5.245 

0809000601256500 

2.044 

0809000501240400 

7.668 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bichpuri Goojran 


Bichpuri Mishran 


Bijaude Ki Guwari 


Bilwas 


Chacheri 


Chak Mandrail 


Chandeli 


Chaurghan 


Chaurka Kalan 


Chhawripura 


Chirchiri 


Chirmil 


Chiroji Khera 


Dang Bajoli 


Dangariya 


0810000701330700 

6.800 

0810000701328000 

4.619 

0809000601258900 

7.006 

0809000601255900 

21.016 


0809000601256000 

0.649 

0809000501240000 

3.699 

0809000501239200 

5.258 

0809000601256400 

15.662 

0809000601255600 

12.849 

0809000501239100 

5.682 

0809000601257100 

4.855 

0809000601259500 

13.626 

0810000701327700 

3.694 



4.529 Saline 


0810000701327400 

22.936 

0809000601257700 

11.816 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Davar Khargamanshah 


0809000601259600 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bhander Sandstone 

5.574 

Non-command 

Bhander Sandstone 

4.237 

Non-command 

Bhander Sandstone 

5.461 

Non-command 

Bhander Sandstone 

0.009 

Non-command 

Older Alluvium 

1.742 

Non-command 

Older Alluvium 

7.842 

Non-command 

Bhander Sandstone 

0.003 

Non-command 

Bhander Sandstone 

5.453 

Non-command 

Bhander Sandstone 

0.004 

Non-command 

Bhander Sandstone 

9.891 

Non-command 

Bhander Sandstone 

0.922 

Non-command 

Bhander Sandstone 

14.408 

Non-command 

Bhander Sandstone 

4.956 

Non-command 

Older Alluvium 

8.502 

Non-command 

Bhander Sandstone 

4.210 

Non-command 

Older Alluvium 

4.678 

Non-command 

Older Alluvium 

1.751 

Non-command 

Older Alluvium 

19.483 

Non-command 

Older Alluvium 

0.003 

Non-command 

Older Alluvium 

1.108 

Non-command 

Older Alluvium 

0.196 

Non-command 

Older Alluvium 

2.811 

Non-command 

Older Alluvium 

3.075 

Non-command 

Older Alluvium 

5.775 

Non-command 

Older Alluvium 

2.201 

Non-command 

Older Alluvium 

0.065 

Non-command 

Bhander Sandstone 

5.245 

Non-command 

Bhander Sandstone 

1.640 

Non-command 

Bhander Sandstone 

0.028 

Non-command 

Older Alluvium 

0.879 

Non-command 

Older Alluvium 

1.705 

Non-command 

Older Alluvium 

4.619 

Non-command 

Bhander Sandstone 

0.041 

Non-command 

Older Alluvium 

0.017 

Non-command 

Older Alluvium 

20.999 

Non-command 

Older Alluvium 

0.649 

Non-command 

Older Alluvium 

3.699 

Non-command 

Bhander Sandstone 

4.241 

Non-command 

Bhander Sandstone 

11.903 

Non-command 

Bhander Sandstone 

0.699 

Non-command 

Bhander Sandstone 

4.675 

Non-command 

Bhander Sandstone 

4.855 

Non-command 

Bhander Sandstone 

11.498 

Non-command 

Older Alluvium 

0.412 

Non-command 

Older Alluvium 

3.282 

Non-command 

Bhander Sandstone 

11.047 

Non-command 

Older Alluvium 

4.785 

Non-command 

Bhander Sandstone 

0.635 

Non-command 

Older Alluvium 

2.512 

Non-command 

Older Alluvium 

0.993 

Non-command 

Bhander Sandstone 

0.009 

Non-command 

Bhander Sandstone 

11.807 

Non-command 

Bhander Sandstone 

4.282 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

180,000 

150,000 

120 

70,000 

50,000 

120 

180,000 

150,000 

120 

70,000 

50,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

70,000 

50,000 

120 

150,000 

120,000 

120 

70,000 

50,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

220,000 

200,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

220,000 

200,000 

120 

180,000 

150,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

180,000 

150,000 

120 

70,000 

50,000 

120 

180,000 

150,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

180,000 

150,000 

120 

70,000 

50,000 

120 

180,000 

150,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.008 


0.042 


0.008 




0.030 

0.064 

0.018 

0.018 

0.828 

0.828 


0.101 

0.245 

0.006 

0.006 

0.173 

1.631 

0.130 

0.220 

0.288 

0.900 



0.048 

0.056 

0.072 

0.072 


0.024 

0.024 

0.187 

0.277 

0.115 

0.349 



0.025 

0.025 

0.048 

0.048 

0.720 

0.742 

0.198 

0.198 



0.012 

0.037 

0.072 

0.072 

0.014 

0.014 

0.067 

0.067 

0.006 

0.006 






























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Doylepura 


Garhi Ka Gaon 


Garhwar 


Ghata 


Hasanpura 


Isarda 


Jakhoda 


Jamooni 


Jargarhpura 


Kabeerpur 


Kachnari 


Kailadevi 


Kalakhet 


Kamokhari 


Kaneti 


Kankra 


Kapoor Khera 


Karauli Ghata 


Karauli Tarachand 


Kareera Kalan 


Kareera Khurd 


Kased 


Khidarpur Jatan 


Khijoora 


Khirkan 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


0809000501238900 

8.972 

0809000601258200 

17.709 

0809000501240100 

3.734 

0809000601257300 

4.836 


Fresh 


Fresh 


Saline 


23.038 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0809000601256200 

1.820 

Saline 

Non-command 

0810000701327600 

11.803 

Fresh 

Non-command 



0810000701332400 

6.157 

0809000601255700 

5.330 

0809000501239700 

7.951 


0810000701332000 

2.736 

0810000701332600 

9.366 

0809000401236200 

42.526 

0809000501239000 

4.264 

0809000601257500 

4.995 




Fresh 


Fresh 


Saline 


22.122 Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


0810000701330800 

2.074 

0809000601257800 

3.697 

0809000601258000 

5.292 




0810000701331800 

2.332 

0810000701331200 

6.323 

0810000701332800 

3.791 

0810000701332700 

2.359 

0809000601260100 

33.293 


0810000701327900 

7.651 

0809000601254800 

6.948 

0809000501239800 

9.665 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kishangarh Chhahara 


Koorat Ki Guwari 


Kosra With Chhareta Tod 


Kudana 


Kuredi 


0810000701331900 

1.793 

0809000601259300 

16.656 

0810000701332200 

15.138 

0810000701331400 

6.548 

0810000701327800 

22.117 



Kutalpur 


0810000701331700 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bhander Sandstone 

0.004 

Non-command 

Bhander Sandstone 

3.561 

Non-command 

Bhander Sandstone 

0.002 

Non-command 

Bhander Sandstone 

4.070 

Non-command 

Bhander Sandstone 

0.699 

Non-command 

Bhander Sandstone 

15.362 

Non-command 

Older Alluvium 

3.462 

Non-command 

Bhander Sandstone 

0.001 

Non-command 

Bhander Sandstone 

4.835 

Non-command 

Bhander Sandstone 

0.003 

Non-command 

Older Alluvium 

0.006 

Non-command 

Bhander Sandstone 

15.083 

Non-command 

Older Alluvium 

6.355 

Non-command 

Older Alluvium 

1.820 

Non-command 

Older Alluvium 

1.756 

Non-command 

Older Alluvium 

8.398 

Non-command 

Older Alluvium 

6.157 

Non-command 

Older Alluvium 

3.447 

Non-command 

Bhander Sandstone 

2.555 

Non-command 

Older Alluvium 

4.740 

Non-command 

Older Alluvium 

2.736 

Non-command 

Older Alluvium 

9.366 

Non-command 

Bhander Sandstone 

0.471 

Non-command 

Bhander Sandstone 

3.838 

Non-command 

Bhander Sandstone 

0.003 

Non-command 

Bhander Sandstone 

4.993 

Non-command 

Bhander Sandstone 

0.026 

Non-command 

Older Alluvium 

18.266 

Non-command 

Older Alluvium 

0.132 

Non-command 

Bhander Sandstone 

3.697 

Non-command 

Bhander Sandstone 

0.008 

Non-command 

Bhander Sandstone 

5.284 

Non-command 

Bhander Sandstone 

0.004 

Non-command 

Bhander Sandstone 

18.311 

Non-command 

Bhander Sandstone 

0.000 

Non-command 

Bhander Sandstone 

8.131 

Non-command 

Older Alluvium 

0.586 

Non-command 

Older Alluvium 

2.051 

Non-command 

Older Alluvium 

3.791 

Non-command 

Older Alluvium 

2.359 

Non-command 

Bhander Sandstone 

15.769 

Non-command 

Bhander Sandstone 

12.244 

Non-command 

Older Alluvium 

7.651 

Non-command 

Bhander Sandstone 

6.883 

Non-command 

Bhander Sandstone 

0.067 

Non-command 

Older Alluvium 

9.437 

Non-command 

Older Alluvium 

1.793 

Non-command 

Bhander Sandstone 

5.908 

Non-command 

Older Alluvium 

15.138 

Non-command 

Older Alluvium 

1.075 

Non-command 

Older Alluvium 

16.832 

Non-command 

Older Alluvium 

5.286 

Non-command 

Older Alluvium 

0.000 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

180,000 

150,000 

120 

70,000 

50,000 

120 

180,000 

150,000 

120 

70,000 

50,000 

120 

180,000 

150,000 

120 

70,000 

50,000 

120 

220,000 

200,000 

120 

180,000 

150,000 

120 

70,000 

50,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

70,000 

50,000 

120 

180,000 

150,000 

120 

70,000 

50,000 

120 

180,000 

150,000 

120 

70,000 

50,000 

120 

180,000 

150,000 

120 

70,000 

50,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

180,000 

150,000 

120 

70,000 

50,000 

120 

150,000 

120,000 

120 

70,000 

50,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

150,000 

120,000 

120 

180,000 

150,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

150,000 

120,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.306 

0.306 

0.048 

0.048 





























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Kyarda Kalan 


Madhpuri 


Mahal Dhankri 


Maharajpura 


Makanpur 


Mamrot 


Manikpura 


Matoriya Ki Guwari 


Mogepura 


Moraichi 


Moroj 


Nanpur 


Nayagaon 


Needar 


Nibhaira 


Peepal Guwari 


Rahir 


Ranipura 


Rawatpura 


Rodawad 


Rodhai 


0810000701331100 


0810000701332100 


0809000601256800 


0809000601256100 


0809000501240300 


0810000701339000 


0809000601259800 




0809000601254000 

44.107 

0809000501239900 

10.299 

0809000601255100 

10.540 

0810000701328300 

10.966 

0809000601257000 

3.268 

0809000501240200 

2.512 

0809000501239600 

20.341 

0809000601255000 

37.856 

0809000601259400 

4.228 

0809000601258400 

46.013 



0809000501243200 

2.360 

0809000601255200 

6.490 

0810000701332500 

14.370 

0809000501239300 

46.937 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


08002006 


Seegor Kalan 


Sewti Kalan 


Simara 


Singan Kachh 


Toda 


Tursampur 


Veeram Ki Guwar 


Ajabpura 


Bodal 


0810000701333000 

3.522 

0810000701339400 

6.608 

0809000601260000 

15.182 


0810000701339500 

11.513 

0809000601259900 

17.358 


0809000501243100 

2.646 

0809000601254900 

6.908 

0810000601323000 

2.632 

0810000601323600 

4.201 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chhandal Chhandali 

0810000701335200 

7.366 

Fresh 

Gopalpura 

0810000701335300 

3.628 

Fresh 

Gurha 

0810000601323400 

3.703 

Fresh 

Indala 

0810000701335400 

16.347 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Khalwara 

0810000601323200 

2.207 

Fresh 

Lahpur 

0810000701335100 

4.717 

Fresh 

Mei Khurd 

0810000701334900 

48.460 

Fresh 


Non-command 


Non-command 


Non-command 


Miyapur 


0810000701335500 


11.164 Fresh 


Mansarovar 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.536 

Non-command 

Older Alluvium 

1.111 

Non-command 

Bhander Sandstone 

4.935 

Non-command 

Older Alluvium 

1.080 

Non-command 

Older Alluvium 

0.132 

Non-command 

Older Alluvium 

1.256 

Non-command 

Bhander Sandstone 

7.743 

Non-command 

Bhander Sandstone 

0.017 

Non-command 

Bhander Sandstone 

0.004 

Non-command 

Bhander Sandstone 

4.781 

Non-command 

Bhander Sandstone 

0.053 

Non-command 

Bhander Sandstone 

1.258 

Non-command 

Older Alluvium 

18.125 

Non-command 

Older Alluvium 

10.095 

Non-command 

Bhander Sandstone 

0.348 

Non-command 

Older Alluvium 

10.949 

Non-command 

Bhander Sandstone 

3.268 

Non-command 

Older Alluvium 

2.036 

Non-command 

Bhander Sandstone 

0.019 

Non-command 

Bhander Sandstone 

22.527 

Non-command 

Bhander Sandstone 

3.974 

Non-command 

Bhander Sandstone 

27.487 

Non-command 

Bhander Sandstone 

4.439 

Non-command 

Bhander Sandstone 

3.497 

Non-command 

Bhander Sandstone 

2.821 

Non-command 

Older Alluvium 

1.379 

Non-command 

Bhander Sandstone 

1.948 

Non-command 

Older Alluvium 

14.370 

Non-command 

Bhander Sandstone 

40.603 

Non-command 

Older Alluvium 

0.068 

Non-command 

Older Alluvium 

1.437 

Non-command 

Older Alluvium 

4.410 

Non-command 

Bhander Sandstone 

0.013 

Non-command 

Bhander Sandstone 

14.902 

Non-command 

Older Alluvium 

11.513 

Non-command 

Bhander Sandstone 

1.634 

Non-command 

Bhander Sandstone 

13.894 

Non-command 

Older Alluvium 

0.246 

Non-command 

Bhander Sandstone 

5.736 

Non-command 

Quartzite 

0.231 

Non-command 

Quartzite 

0.942 

Non-command 

Shale 

0.605 

Non-command 

Quartzite 

5.347 

Non-command 

Shale 

0.215 

Non-command 

Quartzite 

2.676 

Non-command 

Quartzite 

0.204 

Non-command 

Shale 

7.586 

Non-command 

Quartzite 

1.554 

Non-command 

Quartzite 

3.672 

Non-command 

Quartzite 

0.901 

Non-command 

Shale 

2.097 

Command 

Shale 

0.019 

Non-command 

Shale 

2.229 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

ipd 

(IV 

(12) 

(13) 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

220,000 

200,000 

120 

150,000 

120,000 

120 

180,000 

150,000 

120 

70,000 

50,000 

120 

180,000 

150,000 

120 

70,000 

50,000 

120 

180,000 

150,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

220,000 

200,000 

120 

70,000 

50,000 

120 

150,000 

120,000 

120 

70,000 

50,000 

120 

220,000 

200,000 

120 

180,000 

150,000 

120 

70,000 

50,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

70,000 

50,000 

120 

180,000 

150,000 

120 

70,000 

50,000 

120 

220,000 

200,000 

120 

70,000 

50,000 

120 

150,000 

120,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

180,000 

150,000 

120 

70,000 

50,000 

120 

150,000 

120,000 

120 

180,000 

150,000 

120 

70,000 

50,000 

120 

220,000 

200,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.029 




0.288 

0.918 

0.018 

0.018 

0.048 

0.048 



0.774 

0.774 

0.042 

0.042 



0.018 

0.018 

0.060 

0.060 

0.048 

0.048 


0.008 

0.008 

0.042 

0.042 

0.029 

0.029 

0.042 

0.042 

0.019 

0.031 

0.084 

0.084 



0.059 

0.059 

0.050 

0.050 

0.008 

0.030 

0.019 

0.067 































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Mor Doongri 


Nakdi Rahmanpura 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 







Prempura 

0810000701330000 

10.048 

Fresh 

Qila Ranthambor 

0810000601319900 

137.499 

Fresh 


Non-command 


Non-command 


Shahrpura 

0810000601323100 

1.149 

Fresh 

Umri Firozpur 

0810000701335000 

13.295 

Fresh 


Non-command 


Non-command 


08002007 


Ajabpura 

0810000601323000 

2.632 

Fresh 

Ajeetpura 

0810000601325300 

4.121 

Fresh 


Allapur 


Non-command 


Kota Barrage 



0810000701336200 


1.817 Fresh 


Amalda 

0830000103774300 

9.580 

Fresh 

Amli 

0822000702696300 

6.085 

Fresh 


Mansarovar 


Non-command 


Kota Barrage 


Non-command 


Anchher 

0810000601324800 

3.411 

Fresh 

Aniyala 

0810000701338600 

11.583 

Fresh 


Non-command 


Non-command 


Asida 

0830000103768800 

4.824 

Fresh 

Awand 

0810000601323700 

5.140 

Fresh 

Badhpur 

0810000701336000 

5.610 

Fresh 


Bagawada 


Bagli 


0830000103768700 

5.705 

Fresh 

0823000302740600 

5.245 

Fresh 

0830000103767600 

9.725 

Fresh 



Kota Barrage 


Non-command 


Mansarovar 


Non-command 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Non-command 


Bahrawali 

0823000302740500 

7.968 

Fresh 

Bahrawanda Khurd 

0810000701337300 

6.287 

Fresh 

Baijpur 

0830000103767000 

5.449 

Fresh 


Kota Barrage 


Mansarovar 


Kota Barrage 


Balupa 

0830000103769200 

9.946 

Fresh 

Balwan 

0823000302737600 

17.873 

Fresh 


Kota Barrage 


Kota Barrage 


Non-command 



Bambooliya Kalan 

0830000103771200 

11.240 

Fresh 

Bambooliya Khurd 

0830000103771300 

4.201 

Fresh 

Bangrod 

0830000103770200 

3.078 

Fresh 

Banjari 

0830000103772100 

3.071 

Fresh 

Barod 

0810000701338400 

10.301 

Fresh 

Barwas 

0810000701339300 

11.482 

Fresh 

Baswara 

0823000302738600 

13.191 

Fresh 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Non-command 


Non-command 


Kota Barrage 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Quartzite 

5.259 

Non-command 

Shale 

2.010 

Non-command 

Quartzite 

5.346 

Non-command 

Shale 

2.861 

Non-command 

Quartzite 

3.506 

Non-command 

Older Alluvium 

0.082 

Non-command 

Quartzite 

1.020 

Non-command 

Quartzite 

0.797 

Non-command 

Quartzite 

7.067 

Non-command 

Shale 

0.002 

Non-command 

Quartzite 

2.010 

Command 

Older Alluvium 

0.000 

Command 

Shale 

0.008 

Non-command 

Older Alluvium 

0.000 

Non-command 

Shale 

4.113 

Command 

Older Alluvium 

0.000 

Command 

Shale 

0.001 

Non-command 

Older Alluvium 

0.000 

Non-command 

Shale 

3.934 

Command 

Shale 

1.671 

Non-command 

Shale 

0.146 

Command 

Older Alluvium 

7.836 

Non-command 

Bhander Sandstone 

0.026 

Non-command 

Gneisses(B.G.C.) 

0.073 

Non-command 

Shale 

3.401 

Non-command 

Limestone 

0.726 

Non-command 

Older Alluvium 

4.459 

Command 

Older Alluvium 

1.191 

Non-command 

Shale 

5.140 

Command 

Shale 

1.917 

Non-command 

Shale 

3.693 

Command 

Older Alluvium 

1.143 

Command 

Older Alluvium 

0.316 

Command 

Older Alluvium 

9.527 

Non-command 

Older Alluvium 

0.197 

Non-command 

Shale 

0.000 

Command 

Older Alluvium 

5.360 

Command 

Shale 

6.287 

Command 

Older Alluvium 

5.449 

Command 

Shale 

0.000 

Command 

Older Alluvium 

1.693 

Command 

Bhander Sandstone 

0.209 

Non-command 

Bhander Sandstone 

2.490 

Non-command 

Shale 

0.168 

Non-command 

Bhander Sandstone 

2.017 

Non-command 

Shale 

4.618 

Command 

Older Alluvium 

8.187 

Command 

Older Alluvium 

2.311 

Command 

Older Alluvium 

3.078 

Command 

Older Alluvium 

0.051 

Non-command 

Limestone 

3.820 

Non-command 

Older Alluvium 

5.445 

Command 

Older Alluvium 

9.627 



with 

Pumpset 


(9) (10) 


2 10 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

170,000 

130,000 

120 

90,000 

50,000 

120 

90,000 

40,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

150,000 

120,000 

120 

170,000 

130,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

170,000 

130,000 

120 

160,000 

140,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

90,000 

50,000 

120 

160,000 

140,000 

120 

100,000 

80,000 

120 

170,000 

130,000 

120 

90,000 

50,000 

120 

170,000 

130,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

50,000 

120 

100,000 

80,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

80,000 

60,000 

120 

150,000 

120,000 

120 

160,000 

140,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.101 


0.038 


0.067 


0.038 


0.017 




0.084 

0.106 

0.034 

0.034 























































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Chanda Khurd 


Chhan 


Dhanwan 


Dharmpuri 


Dheepri (Chambal) 


Dheeroli 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Bhatpura 

0810000601324400 

8.145 

Fresh 

Binjari 

0810000701338100 

1.952 

Fresh 

Bodal 

0810000601323600 

4.201 

Fresh 


Bohna 

0810000701338000 

9.339 

Fresh 

Borda 

0830000103771800 

5.967 

Fresh 

Chak Dharmpuri 

0810000701336500 

0.304 

Fresh 

Chak Guwari 

0830000103769500 

3.338 

Fresh 

Chak Ishapura 

0810000701334400 

1.055 

Fresh 

Chak Kakawata 

0830000103770500 

2.483 

Fresh 

Chak Kherli Pema 

0830000103766500 

1.439 

Fresh 

Chak Tori 

0830000103766400 

0.922 

Fresh 

Chanda Kalan 

0823000302737800 

5.650 

Fresh 


Mansarovar 


Non-command 


Kota Barrage 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kota Barrage 


Mansarovar 


Kota Barrage 


Non-command 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 



0823000302738000 


0810000701335800 


2.737 Fresh 


5.347 Fresh 


Chhapol 

0830000103768900 

6.993 

Fresh 

Chitara 

0810000601325900 

10.054 

Fresh 

Dangarwara 

0810000601324900 

6.975 

Fresh 

Daulatpura 

0810000701337200 

6.085 

Fresh 



0830000103768100 


0810000701336600 


8.551 Fresh 


1.213 Fresh 



0830000103766200 


0810000601325700 


11.681 Fresh 


6.321 Fresh 


Non-command 


Non-command 


Mansarovar 


Non-command 


Kota Barrage 


Non-command 


Non-command 


Mansarovar 


Non-command 


Kota Barrage 


Non-command 


Kota Barrage 


Mansarovar 


Non-command 


Kota Barrage 


Non-command 


Kota Barrage 



Dobarli 


0823000302738400 


3.300 Fresh 


Non-command 


Kota Barrage 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Older Alluvium 

0.000 

Command 

Shale 

0.039 

Command 

Shale 

1.688 

Non-command 

Older Alluvium 

0.000 

Non-command 

Shale 

4.574 

Command 

Older Alluvium 

3.355 

Command 

Shale 

0.109 

Non-command 

Older Alluvium 

0.002 

Non-command 

Shale 

0.000 

Non-command 

Quartzite 

2.511 

Non-command 

Shale 

12.362 

Non-command 

Bhander Sandstone 

0.996 

Non-command 

Limestone 

1.952 

Non-command 

Quartzite 

0.525 

Non-command 

Shale 

0.512 

Non-command 

Limestone 

9.339 

Command 

Older Alluvium 

5.592 

Command 

Shale 

0.304 

Command 

Older Alluvium 

0.608 

Non-command 

Shale 

1.055 

Command 

Older Alluvium 

2.483 

Command 

Older Alluvium 

1.439 

Command 

Older Alluvium 

0.922 

Command 

Older Alluvium 

0.011 

Command 

Shale 

0.140 

Non-command 

Older Alluvium 

0.562 

Non-command 

Shale 

2.676 

Non-command 

Older Alluvium 

1.155 

Non-command 

Shale 

1.582 

Command 

Shale 

4.069 

Non-command 

Shale 

0.988 

Command 

Older Alluvium 

0.937 

Non-command 

Shale 

10.054 

Non-command 

Shale 

6.975 

Command 

Shale 

6.027 

Non-command 

Shale 

0.058 

Command 

Older Alluvium 

5.545 

Command 

Shale 

0.000 

Non-command 

Older Alluvium 

0.147 

Non-command 

Shale 

0.000 

Command 

Older Alluvium 

8.551 

Command 

Shale 

0.000 

Command 

Limestone 

0.002 

Command 

Shale 

0.990 

Non-command 

Limestone 

0.019 

Non-command 

Shale 

0.203 

Command 

Older Alluvium 

11.173 

Non-command 

Older Alluvium 

0.121 

Command 

Older Alluvium 

0.000 

Command 

Shale 

0.032 

Non-command 

Older Alluvium 

0.000 

Non-command 

Shale 

6.288 

Command 

Bhander Sandstone 

0.189 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

170,000 

130,000 

120 

90,000 

50,000 

120 

170,000 

130,000 

120 

90,000 

50,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

50,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

170,000 

130,000 

120 

100,000 

80,000 

120 

170,000 

130,000 

120 

100,000 

80,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

160,000 

140,000 

120 

90,000 

60,000 

120 

160,000 

140,000 

120 

90,000 

60,000 

120 

160,000 

140,000 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

170,000 

130,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

170,000 

130,000 

120 

90,000 

50,000 

120 

170,000 

130,000 

120 

90,000 

50,000 

120 

170,000 

130,000 

120 

90,000 

50,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

90,000 

60,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 



0.012 0.192 


0.143 



















































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 



Gopalpura 


Gothra 


Gothra Kalan 


Gothra Khurd 


Jetpur 



Dumoda 

0810000601324000 

3.839 

Fresh 

Gandawar 

0810000701338200 

10.740 

Fresh 

Gandayata 

0810000701335900 

4.155 

Fresh 


Ganeshkhera 

0830000103771900 

3.252 

Fresh 

Garhi 

0810000601326600 

6.450 

Fresh 


21.725 Fresh Non-command 


Non-command 


Non-command 


Mansarovar 


Non-command 


Kota Barrage 


Kota Barrage 



Genta 

0830000103771100 

19.216 

Fresh 

Ghatod 

0830000103767500 

3.879 

Fresh 


Kota Barrage 


Kota Barrage 



0810000701335300 

3.628 

Fresh 

0830000103769400 

4.663 

Fresh 

0810000701334700 

6.563 

Fresh 

0830000103766800 

4.645 

Fresh 

0830000103767800 

2.836 

Fresh 


Non-command 


Non-command 


Kota Barrage 


Non-command 


Kota Barrage 


Kota Barrage 



Guwadi 

0830000103767400 

2.759 

Fresh 

Hajjam Kheri 

0810000601322700 

2.394 

Fresh 

Halonda 

0810000601322900 

6.082 

Fresh 

Hatholi 

0830000103771600 

4.949 

Fresh 

Hawa Kherli 

0830000103771000 

3.509 

Fresh 

Hindwar 

0810000601324200 

8.603 

Fresh 

Indala 

0810000701335400 

16.347 

Fresh 


Ishapura 

0810000701334300 

2.272 

Fresh 

Jailalpura 

0810000701336900 

4.128 

Fresh 


Kota Barrage 


Non-command 


Non-command 


Kota Barrage 


Kota Barrage 


Non-command 


Mansarovar 


Non-command 


Non-command 


Kota Barrage 



Jaisinghpura 

0810000701334200 

3.912 

Fresh 

Jalpa Kheri 

0810000601323900 

4.328 

Fresh 


Non-command 


Non-command 



0810000701335700 


5.755 Fresh 


Kailashpuri 

0810000601324100 

2.668 

Fresh 

Kakawata 

0830000103765600 

3.808 

Fresh 


Mansarovar 


Non-command 


Non-command 


Kota Barrage 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bhander Sandstone 

1.629 

Non-command 

Shale 

1.482 

Non-command 

Bhander Sandstone 

1.694 

Non-command 

Limestone 

1.122 

Non-command 

Shale 

15.287 

Non-command 

Quartzite 

3.323 

Non-command 

Limestone 

10.740 

Command 

Shale 

0.988 

Non-command 

Shale 

3.166 

Command 

Older Alluvium 

0.010 

Command 

Older Alluvium 

0.000 

Command 

Shale 

0.157 

Non-command 

Older Alluvium 

0.000 

Non-command 

Shale 

6.293 

Command 

Older Alluvium 

12.120 

Command 

Older Alluvium 

3.847 

Command 

Shale 

0.000 

Non-command 

Older Alluvium 

0.031 

Non-command 

Shale 

2.344 

Command 

Older Alluvium 

3.119 

Non-command 

Limestone 

6.563 

Command 

Older Alluvium 

4.645 

Command 

Older Alluvium 

2.834 

Command 

Shale 

0.000 

Non-command 

Older Alluvium 

0.002 

Non-command 

Shale 

0.000 

Command 

Limestone 

0.000 

Command 

Older Alluvium 

1.257 

Non-command 

Limestone 

0.001 

Non-command 

Older Alluvium 

0.091 

Command 

Older Alluvium 

2.759 

Non-command 

Quartzite 

2.336 

Non-command 

Quartzite 

5.306 

Command 

Older Alluvium 

4.948 

Command 

Older Alluvium 

3.509 

Non-command 

Quartzite 

7.038 

Command 

Shale 

0.992 

Non-command 

Shale 

4.803 

Non-command 

Shale 

2.272 

Command 

Limestone 

0.056 

Command 

Older Alluvium 

0.001 

Non-command 

Limestone 

2.097 

Non-command 

Older Alluvium 

0.000 

Non-command 

Shale 

1.975 

Non-command 

Shale 

3.912 

Non-command 

Limestone 

0.011 

Non-command 

Quartzite 

1.490 

Non-command 

Shale 

2.792 

Command 

Shale 

4.313 

Non-command 

Shale 

1.130 

Non-command 

Quartzite 

2.180 

Command 

Bhander Sandstone 

0.251 

Command 

Older Alluvium 

0.386 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

50,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

170,000 

130,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

90,000 

50,000 

120 

170,000 

130,000 

120 

100,000 

80,000 

120 

170,000 

130,000 

120 

80,000 

60,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

90,000 

50,000 

120 

170,000 

130,000 

120 

90,000 

50,000 

120 

150,000 

90,000 

120 

170,000 

130,000 

120 

150,000 

90,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

150,000 

120,000 

120 

80,000 

60,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

170,000 

130,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.030 

0.030 

0.029 

0.029 

0.461 

0.461 

0.420 

0.420 

0.605 

0.999 

0.058 

0.058 

0.173 

0.173 



















































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 



Kakrawada 

0830000103765900 

8.740 

Fresh 

Kali Bhati 

0810000601322600 

4.030 

Fresh 

Kamokhari 

0810000701334600 

2.536 

Fresh 


Kasba Khandar 


Katar 


Kherli Khurd 


Kherli Pema 


Khirkhari 


Kishanpura 



Kankra Mej 

0823000302738700 

4.010 

Fresh 

Karmapur 

0810000601326500 

6.000 

Fresh 


Kota Barrage 


Kota Barrage 



0810000701334100 


0810000701337100 


Non-command 


11.253 Fresh Non-command 


6.184 Fresh 


Keerpura 

0830000103770700 

2.058 

Fresh 

Keshopura 

0830000103773700 

5.488 

Fresh 

Kethoda 

0830000103768500 

6.611 

Fresh 


Khakata 

0823000302740400 

5.925 

Fresh 

Khalwara 

0810000601323200 

2.207 

Fresh 

Khandeolan 

0810000701337500 

8.094 

Fresh 


Khanpur 

0810000601326100 

2.196 

Fresh 

Kharwan 

0830000103774400 

3.906 

Fresh 

Kherli Kalan 

0823000302738300 

1.192 

Fresh 


Mansarovar 


Non-command 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Non-command 


Non-command 


Non-command 


Kota Barrage 


Kota Barrage 



0823000302738100 


0830000103766300 


0810000601325400 


0.870 Fresh 


1.953 Fresh 


8.257 Fresh 


Non-command 


Non-command 


Kota Barrage 


Non-command 


Kota Barrage 



0810000601326000 

1.685 

Fresh 

0823000302738200 

1.423 

Fresh 


Non-command 


Kota Barrage 



Kishanpura @ Khawaspura 

0830000103769700 

2.883 

Fresh 

Kushalipura 

0810000601322800 

1.177 

Fresh 

Kushalpur 

0810000701333900 

2.821 

Fresh 


Kota Barrage 


Non-command 


Non-command 



Lahsoda 


0810000601325100 


19.545 Fresh Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Shale 

3.171 

Command 

Older Alluvium 

8.740 

Non-command 

Quartzite 

0.075 

Non-command 

Limestone 

2.407 

Non-command 

Shale 

0.129 

Command 

Older Alluvium 

0.111 

Command 

Older Alluvium 

0.000 

Command 

Shale 

0.430 

Non-command 

Older Alluvium 

0.000 

Non-command 

Shale 

2.879 

Non-command 

Limestone 

0.564 

Non-command 

Shale 

4.932 

Command 

Shale 

2.062 

Non-command 

Shale 

4.122 

Command 

Older Alluvium 

2.058 

Command 

Older Alluvium 

0.141 

Command 

Limestone 

0.000 

Command 

Older Alluvium 

2.778 

Command 

Older Alluvium 

3.742 

Non-command 

Quartzite 

0.160 

Non-command 

Limestone 

3.363 

Non-command 

Shale 

4.732 

Non-command 

Shale 

2.091 

Command 

Older Alluvium 

0.123 

Command 

Bhander Sandstone 

0.110 

Command 

Shale 

0.020 

Non-command 

Bhander Sandstone 

0.354 

Non-command 

Shale 

0.708 

Non-command 

Older Alluvium 

0.041 

Non-command 

Shale 

0.829 

Command 

Older Alluvium 

1.851 

Non-command 

Older Alluvium 

0.102 

Command 

Older Alluvium 

0.000 

Command 

Shale 

0.437 

Non-command 

Older Alluvium 

0.000 

Non-command 

Shale 

7.819 

Non-command 

Shale 

1.685 

Command 

Older Alluvium 

0.011 

Command 

Shale 

0.013 

Non-command 

Older Alluvium 

0.589 

Non-command 

Shale 

0.810 

Command 

Older Alluvium 

0.283 

Non-command 

Quartzite 

0.172 

Non-command 

Quartzite 

0.034 

Non-command 

Shale 

0.114 

Command 

Limestone 

0.072 

Command 

Older Alluvium 

0.000 

Command 

Shale 

0.000 

Command 

Shale 

4.121 

Non-command 

Limestone 

0.245 

Non-command 

Older Alluvium 

0.000 

Non-command 

Shale 

4.759 

Non-command 

Shale 

19.545 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

50,000 

120 

170,000 

130,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

160,000 

140,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

150,000 

90,000 

120 

170,000 

130,000 

120 

160,000 

140,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

170,000 

130,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

160,000 

140,000 

120 

90,000 

60,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

160,000 

140,000 

120 

90,000 

60,000 

120 

160,000 

140,000 

120 

90,000 

60,000 

120 

170,000 

130,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 



0.730 

0.742 

0.077 

0.077 



0.259 

0.319 

0.014 

0.014 




0.298 

0.370 

0.547 

0.547 


















































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Laxmipura 

0810000601325000 

4.236 

Fresh 

Makheeda 

0823000302740300 

11.392 

Fresh 

Meena Kheri 

0810000701337900 

6.185 

Fresh 


Mei Kalan 


Mei Khurd 


Miyana 


Miyapur 


Mukandpura 


Mundraheri 


Naya Gaon 


Neemola 


Peepalda 



0810000701334800 


0810000701334900 


8.164 Fresh Non-command 


48.460 Fresh Non-command 



0830000103767200 14.334 Fresh Kota Barrage 


Non-command 



0810000701335500 11.164 Fresh Mansarovar 


Non-command 


0810000701334500 1.687 Fresh Non-command 


0810000601324600 3.161 Fresh Non-command 


Murjad Pura 

0823000302737900 

1.284 

Fresh 

Nachhai 

0810000701335600 

5.869 

Fresh 


Nakdi Rahmanpura 

0810000601323500 

12.486 

Fresh 

Narwalan 

0810000701337000 

4.109 

Fresh 


0830000103768400 


0830000103767100 


2.671 Fresh 


11.669 Fresh 



Neemsara 

0830000103770600 

9.880 

Fresh 

On Kalal 

0810000701333300 

3.197 

Fresh 

On Meena 

0810000701338500 

7.501 

Fresh 


Padra Bardar 

0810000701338700 

7.845 

Fresh 

Pali 

0810000701336800 

9.845 

Fresh 


Non-command 


Mansarovar 


Non-command 


Non-command 


Non-command 


Kota Barrage 


Kota Barrage 


Non-command 


Kota Barrage 


Non-command 


Non-command 


Non-command 


Kota Barrage 



0823000302733700 13.396 Fresh Non-command 



Para 

0830000103765800 

0.602 

Fresh 

Pawandi 

0810000701337600 

4.082 

Fresh 



0810000701338300 9.214 Fresh Non-command 


Peepalda (Thag) 

0823000302740200 

8.360 

Fresh 

Phalaudi 

0810000601324300 

11.917 

Fresh 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Shale 

3.778 

Command 

Older Alluvium 

7.529 

Non-command 

Limestone 

5.472 

Non-command 

Shale 

0.713 

Non-command 

Limestone 

1.623 

Non-command 

Shale 

5.356 

Non-command 

Limestone 

2.823 

Non-command 

Quartzite 

1.932 

Non-command 

Shale 

14.206 

Command 

Older Alluvium 

14.143 

Command 

Shale 

0.000 

Non-command 

Older Alluvium 

0.169 

Non-command 

Shale 

0.000 

Command 

Shale 

0.849 

Non-command 

Shale 

6.135 

Non-command 

Limestone 

0.578 

Non-command 

Shale 

1.110 

Non-command 

Bhander Sandstone 

2.759 

Non-command 

Limestone 

0.266 

Non-command 

Shale 

0.753 

Command 

Shale 

0.165 

Non-command 

Shale 

5.510 

Non-command 

Shale 

0.757 

Non-command 

Limestone 

1.970 

Non-command 

Shale 

2.139 

Command 

Limestone 

0.000 

Command 

Older Alluvium 

2.529 

Command 

Older Alluvium 

11.405 

Command 

Shale 

0.000 

Non-command 

Older Alluvium 

0.062 

Non-command 

Shale 

0.000 

Command 

Older Alluvium 

9.880 

Non-command 

Limestone 

0.053 

Non-command 

Limestone 

5.749 

Non-command 

Older Alluvium 

0.635 

Non-command 

Limestone 

0.002 

Command 

Limestone 

0.393 

Command 

Older Alluvium 

0.000 

Command 

Shale 

0.402 

Non-command 

Limestone 

4.638 

Non-command 

Older Alluvium 

0.000 

Non-command 

Shale 

4.413 

Non-command 

Bhander Sandstone 

0.027 

Non-command 

Gneisses(B.G.C.) 

0.010 

Non-command 

Shale 

0.125 

Command 

Older Alluvium 

0.602 

Non-command 

Limestone 

4.027 

Non-command 

Shale 

0.055 

Non-command 

Limestone 

8.985 

Non-command 

Older Alluvium 

0.185 

Command 

Older Alluvium 

5.829 

Non-command 

Bhander Sandstone 

0.030 

Non-command 

Limestone 

2.129 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

160,000 

140,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

170,000 

130,000 

120 

90,000 

50,000 

120 

170,000 

130,000 

120 

90,000 

50,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

90,000 

50,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

150,000 

90,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

90,000 

50,000 

120 

170,000 

130,000 

120 

90,000 

50,000 

120 

170,000 

130,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

150,000 

120,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

90,000 

50,000 

120 

90,000 

60,000 

120 

170,000 

130,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

150,000 

120,000 

120 

160,000 

140,000 

120 

90,000 

50,000 

120 

80,000 

60,000 



Wells with 
Pumpset 


MCM 


(15) 


0.202 




0.010 

0.010 

0.038 

0.038 

0.007 

0.017 

0.029 

0.041 

0.156 

0.156 

0.022 

0.022 


0.010 

0.010 

0.240 

0.240 

0.010 

0.010 

0.043 

0.206 

0.058 

0.286 










































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Qila Khandar 

0810000701333800 

2.329 

Fresh 

Qila Ranthambor 

0810000601319900 

137.499 

Fresh 


Mansarovar 


Non-command 


Non-command 


Non-command 



Raghunathpura 

0830000103770900 

2.267 

Fresh 

Rajpura 

0830000103770800 

5.896 

Fresh 

Ramganj 

0830000103765700 

1.643 

Fresh 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Ramnagar 


Rampura 


Rampuriya 


Rawanjna Doongar 


Rawara 


Rodganj @ Haripura 


0810000601326300 

3.919 

Fresh 

0810000601325800 

2.289 

Fresh 

0830000103773800 

7.571 

Fresh 

0830000103769100 

4.353 

Fresh 

0810000601322500 

10.069 

Fresh 

0810000701334000 

1.789 

Fresh 

0830000103765500 

3.100 

Fresh 


Non-command 


Non-command 


Kota Barrage 


Kota Barrage 


Non-command 


Non-command 


Kota Barrage 


Sabzipura 

0830000103772000 

2.068 

Fresh 

Sangrampura 

0830000103769000 

3.702 

Fresh 

Sanmanpura 

0830000103771700 

7.903 

Fresh 

Sanwalpur 

0810000701337700 

10.338 

Fresh 

Sawaiganj 

0810000601325200 

1.538 

Fresh 

Seenota 

0830000103766000 

8.667 

Fresh 


Sewti Kalan 


Sewti Khurd 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Non-command 


Non-command 


Kota Barrage 



0810000601325600 


Non-command 


4.319 Fresh Non-command 



0810000701339400 

6.608 

Fresh 

0810000601325500 

6.010 

Fresh 


Non-command 


Kota Barrage 



Sherganj 

0830000103770400 

3.608 

Fresh 

Shergarh 

0830000103766900 

3.488 

Fresh 


Sherpur 

0830000103770300 

3.852 

Fresh 

Shivdanpura 

0830000103768300 

2.547 

Fresh 


Kota Barrage 


Kota Barrage 


Non-command 


Kota Barrage 


Kota Barrage 



Shripura 

0830000103770100 

3.385 

Fresh 

Shyopura 

0810000601326400 

9.080 

Fresh 


Non-command 


Kota Barrage 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Quartzite 

2.489 

Command 

Shale 

2.418 

Non-command 

Shale 

6.013 

Non-command 

Shale 

0.169 

Non-command 

Older Alluvium 

0.261 

Non-command 

Quartzite 

0.388 

Command 

Older Alluvium 

2.267 

Command 

Older Alluvium 

5.896 

Command 

Older Alluvium 

1.517 

Command 

Shale 

0.126 

Non-command 

Shale 

0.004 

Non-command 

Shale 

2.289 

Command 

Older Alluvium 

0.214 

Command 

Older Alluvium 

4.353 

Non-command 

Quartzite 

0.008 

Non-command 

Shale 

1.789 

Command 

Bhander Sandstone 

1.820 

Command 

Shale 

1.280 

Command 

Older Alluvium 

0.000 

Command 

Older Alluvium 

0.690 

Command 

Older Alluvium 

6.179 

Non-command 

Limestone 

10.338 

Non-command 

Shale 

1.538 

Command 

Bhander Sandstone 

0.061 

Command 

Older Alluvium 

5.819 

Command 

Shale 

2.743 

Non-command 

Shale 

0.044 

Non-command 

Older Alluvium 

0.000 

Non-command 

Shale 

4.319 

Non-command 

Older Alluvium 

1.372 

Command 

Older Alluvium 

0.000 

Command 

Shale 

0.112 

Non-command 

Shale 

5.899 

Command 

Limestone 

0.665 

Command 

Older Alluvium 

0.001 

Command 

Limestone 

0.130 

Command 

Shale 

3.222 

Non-command 

Limestone 

3.652 

Non-command 

Shale 

2.368 

Command 

Bhander Sandstone 

0.160 

Command 

Older Alluvium 

0.135 

Command 

Shale 

0.397 

Non-command 

Bhander Sandstone 

0.492 

Non-command 

Shale 

1.244 

Command 

Older Alluvium 

3.608 

Command 

Older Alluvium 

3.318 

Non-command 

Older Alluvium 

0.170 

Command 

Older Alluvium 

3.852 

Command 

Limestone 

0.000 

Command 

Older Alluvium 

2.542 

Non-command 

Older Alluvium 

0.006 

Command 

Older Alluvium 

2.138 

Non-command 

Shale 

2.890 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

90,000 

50,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

90,000 

50,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

170,000 

130,000 

120 

90,000 

50,000 

120 

90,000 

50,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

150,000 

120,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

160,000 

140,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

150,000 

90,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.294 


0.182 


0.461 


0.010 










































































































































































































































































































































































































































































































































































































































































Micro-watershed 



08002008 


Sonkachh 


Sukhwas 


0830000103771500 


0810000701337800 


0810000701336100 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Sumerpura 

0830000103770000 

4.462 

Fresh 

Sumerpura @ Barmahali 

0830000103766600 

4.072 

Fresh 



Kota Barrage 


Non-command 


Mansarovar 


Non-command 


Kota Barrage 


Kota Barrage 


Non-command 


Kota Barrage 


Non-command 



Udaipura 

0830000103767300 

3.996 

Fresh 

Ummedpura 

0830000103771400 

4.818 

Fresh 

Vishanpura 

0830000103767900 

2.844 

Fresh 

Ajanda 

0823000402753500 

10.529 

Fresh 

Amalda 

0830000103774300 

9.580 

Fresh 

Amarpura 

0830000203791000 

7.072 

Fresh 


Kota Barrage 


Non-command 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 



Bagawada 

0830000203786600 

5.425 

Fresh 

Bagli 

0823000302740600 

5.245 

Fresh 

Bahrawali 

0823000302740500 

7.968 

Fresh 

Bakyan 

0830000203790600 

6.438 

Fresh 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Baldeopura 

0823000302743500 

7.479 

Fresh 

Balod 

0823000402754500 

6.711 

Fresh 

Bambuliya Rawtan 

0830000203788200 

3.549 

Fresh 

Bamoolya Ranmal 

0830000203783700 

1.944 

Fresh 

Banethiya 

0830000203786800 

4.379 

Fresh 

Barana 

0830000203788500 

4.066 

Fresh 

Barod 

0830000203786300 

18.917 

Fresh 

Bhaopura 

0823000402750500 

3.803 

Fresh 

Bhooden 

0830000203788100 

5.892 

Fresh 

Bislai 

0830000203788400 

5.675 

Fresh 

Borkhera 

0830000203788800 

4.272 

Fresh 

Boya Khera 

0823000402753800 

3.687 

Fresh 

Budhadeet 

0830000203785900 

8.937 

Fresh 

Chaheencha 

0823000302743000 

6.870 

Fresh 

Chak Hadiya Khera 

0823000402754400 

0.788 

Fresh 

Champa Khera 

0830000203788600 

1.778 

Fresh 

Chopar Kheri 

0830000203785500 

1.909 

Fresh 

Dabar 

0830000203793400 

7.026 

Fresh 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Dediyaheri 

0830000203785700 

1.403 

Fresh 

Deewaniyan 

0830000203783200 

3.237 

Fresh 

Dei Khera 

0823000302742800 

12.608 

Fresh 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Older Alluvium 

5.522 

Non-command 

Limestone 

6.097 

Command 

Shale 

2.606 

Non-command 

Shale 

0.657 

Command 

Older Alluvium 

0.005 

Command 

Older Alluvium 

4.008 

Non-command 

Older Alluvium 

0.064 

Command 

Older Alluvium 

4.192 

Non-command 

Older Alluvium 

0.064 

Non-command 

Shale 

0.000 

Non-command 

Limestone 

3.464 

Non-command 

Quartzite 

0.622 

Non-command 

Shale 

0.162 

Command 

Older Alluvium 

0.644 

Non-command 

Older Alluvium 

0.232 

Command 

Older Alluvium 

2.334 

Command 

Shale 

0.000 

Command 

Older Alluvium 

3.453 

Command 

Older Alluvium 

4.745 

Command 

Older Alluvium 

2.811 

Command 

Older Alluvium 

7.345 

Command 

Older Alluvium 

0.139 

Command 

Limestone 

1.068 

Command 

Older Alluvium 

5.380 

Command 

Limestone 

1.298 

Command 

Older Alluvium 

0.423 

Command 

Older Alluvium 

1.971 

Command 

Older Alluvium 

4.887 

Command 

Older Alluvium 

0.616 

Command 

Limestone 

0.164 

Command 

Older Alluvium 

0.171 

Command 

Older Alluvium 

6.796 

Command 

Older Alluvium 

2.735 

Command 

Older Alluvium 

2.397 

Command 

Older Alluvium 

1.477 

Command 

Older Alluvium 

4.379 

Command 

Older Alluvium 

1.106 

Command 

Older Alluvium 

2.974 

Command 

Older Alluvium 

2.378 

Command 

Older Alluvium 

2.829 

Command 

Older Alluvium 

2.401 

Command 

Older Alluvium 

4.272 

Command 

Older Alluvium 

3.386 

Command 

Older Alluvium 

8.937 

Command 

Older Alluvium 

6.049 

Command 

Older Alluvium 

0.788 

Command 

Older Alluvium 

1.778 

Command 

Older Alluvium 

1.909 

Command 

Bhander Sandstone 

0.054 

Command 

Limestone 

0.711 

Command 

Older Alluvium 

1.403 

Command 

Older Alluvium 

1.749 

Command 

Older Alluvium 

0.082 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

170,000 

130,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

90,000 

50,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

90,000 

50,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

160,000 

140,000 

120 

170,000 

130,000 

120 

300,000 

300,000 

120 

350,000 

350,000 

120 

300,000 

300,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

160,000 

140,000 

120 

160,000 

140,000 

120 

300,000 

300,000 

120 

350,000 

350,000 

120 

160,000 

140,000 

120 

160,000 

140,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

160,000 

140,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

160,000 

140,000 

120 

350,000 

350,000 

120 

160,000 

140,000 

120 

160,000 

140,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

120,000 

100,000 

120 

300,000 

300,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

160,000 

140,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.016 


0.266 


0.211 


0.058 
































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Deoli 

0823000402754100 

2.962 

Fresh 

Deopura 

0823000402753900 

1.412 

Fresh 

Dhansuri 

0830000203788300 

5.780 

Fresh 

Dhanwa 

0830000203787700 

5.325 

Fresh 

Dheekoli 

0823000402754000 

5.011 

Fresh 

Dobarli 

0830000203787000 

2.226 

Fresh 

Dolar 

0823000402754700 

11.148 

Fresh 

Durjanpura 

0830000203784000 

1.544 

Fresh 

Fatahpur Khushk 

0830000203782400 

5.687 

Fresh 

Ghat Ka Barana 

0823000302743200 

6.457 

Fresh 

Guhatha 

0823000302740700 

13.466 

Fresh 

Hanotiya 

0830000203786900 

3.147 

Fresh 

Haripura @ Nayagaon 

0830000203784600 

3.729 

Fresh 

Idalgarh 

0830000203786500 

2.470 

Fresh 

Jahangeerpura 

0830000203787600 

4.842 

Fresh 

Jakhrond 

0830000203790700 

11.505 

Fresh 


Type of Area (Command / N< 
command) 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Jhapayta 


Jharanya 


Jhargaon 


Jharol 


Jhonpariya 


Jiyaheri 


Kaprain (M) 


Khairoola 


Khand Gaon 


Kharwan 


Khera Bhopal 


Kheri Ghata 


Kherli Bandha 


Kherli Khushk 


Kherli Naunera 


Kherli Parasram 


Kherli Shahran 


Kherli Tawran 


Kherli Vyasan 


Khyawada 


Kishan Ganj 


Kishorpura 


Kodkya 


Koomla 


Kota Khurd 


Kotra Deepsingh 


Kotrapura 


Kotri 


Kunethiya 


Labaan 


Lakh Saneeja 


Madanpura 


Maharana 


Mandariya 


Mandawara 


0823000302743100 

6.163 

Fresh 

0823000402754200 

3.396 

Fresh 

0830000203785400 

3.818 

Fresh 

0830000203784400 

2.419 

Fresh 

0830000203785300 

3.269 

Fresh 

0830000203787100 

3.524 

Fresh 

0830000203792800 

0.654 

Fresh 

0823000442304000 

40.787 

Fresh 

0830000203788000 

6.074 

Fresh 

0830000203789000 

1.983 

Fresh 

0830000103774400 

3.906 

Fresh 

0830000203785600 

3.546 

Fresh 

0830000203793000 

4.070 

Fresh 

0823000402753600 

6.501 

Fresh 

0830000203782500 

2.421 

Fresh 

0830000103774500 

4.314 

Fresh 

0830000203787900 

3.995 

Fresh 

0830000203783800 

2.567 

Fresh 

0830000203787400 

6.494 

Fresh 

0823000402750400 

4.106 

Fresh 

0830000203786400 

3.668 

Fresh 

0830000203786000 

4.816 

Fresh 

0830000203790500 

5.588 

Fresh 

0823000402753700 

12.339 

Fresh 

0830000203784500 

1.625 

Fresh 

0823000302742900 

13.382 

Fresh 

0830000203784700 

18.259 

Fresh 

0830000203782600 

5.344 

Fresh 

0823000302743400 

5.760 

Fresh 

0830000203784200 

6.085 

Fresh 

0823000302740800 

13.310 

Fresh 

0830000203784100 

6.405 

Fresh 

0830000203783500 

5.179 

Fresh 

0830000203787300 

6.908 

Fresh 

0830000203785100 

4.821 

Fresh 

0830000203787200 

19.754 

Fresh 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Older Alluvium 

2.962 

Command 

Older Alluvium 

1.412 

Command 

Older Alluvium 

2.446 

Command 

Older Alluvium 

5.325 

Command 

Older Alluvium 

5.011 

Command 

Older Alluvium 

2.226 

Command 

Older Alluvium 

0.490 

Command 

Older Alluvium 

1.544 

Command 

Older Alluvium 

5.687 

Command 

Older Alluvium 

3.039 

Command 

Older Alluvium 

12.937 

Command 

Older Alluvium 

3.147 

Command 

Older Alluvium 

3.729 

Command 

Older Alluvium 

0.317 

Command 

Older Alluvium 

4.842 

Command 

Limestone 

0.970 

Command 

Older Alluvium 

3.524 

Command 

Older Alluvium 

3.980 

Command 

Older Alluvium 

3.396 

Command 

Older Alluvium 

3.818 

Command 

Older Alluvium 

2.419 

Command 

Older Alluvium 

3.269 

Command 

Older Alluvium 

3.524 

Command 

Limestone 

0.321 

Command 

Older Alluvium 

25.384 

Command 

Older Alluvium 

4.205 

Command 

Older Alluvium 

0.183 

Command 

Older Alluvium 

3.071 

Command 

Older Alluvium 

3.546 

Command 

Limestone 

0.321 

Command 

Older Alluvium 

6.501 

Command 

Older Alluvium 

2.421 

Command 

Older Alluvium 

0.006 

Command 

Older Alluvium 

1.492 

Command 

Older Alluvium 

2.567 

Command 

Older Alluvium 

1.935 

Command 

Older Alluvium 

2.372 

Command 

Older Alluvium 

0.935 

Command 

Older Alluvium 

4.573 

Command 

Older Alluvium 

5.456 

Command 

Older Alluvium 

8.499 

Command 

Older Alluvium 

1.625 

Command 

Older Alluvium 

10.445 

Command 

Older Alluvium 

3.292 

Command 

Older Alluvium 

5.344 

Command 

Older Alluvium 

5.546 

Command 

Older Alluvium 

6.085 

Command 

Older Alluvium 

0.178 

Command 

Older Alluvium 

6.405 

Command 

Older Alluvium 

2.702 

Command 

Older Alluvium 

4.113 

Command 

Older Alluvium 

4.821 

Command 

Older Alluvium 

10.891 



with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

160,000 

140,000 

120 

160,000 

140,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

160,000 

140,000 

120 

350,000 

350,000 

120 

160,000 

140,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

160,000 

140,000 

120 

160,000 

140,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

300,000 

300,000 

120 

350,000 

350,000 

120 

160,000 

140,000 

120 

160,000 

140,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

300,000 

300,000 

120 

160,000 

140,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

170,000 

130,000 

120 

350,000 

350,000 

120 

300,000 

300,000 

120 

160,000 

140,000 

120 

350,000 

350,000 

120 

170,000 

130,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

160,000 

140,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

160,000 

140,000 

120 

350,000 

350,000 

120 

160,000 

140,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

160,000 

140,000 

120 

350,000 

350,000 

120 

160,000 

140,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

350,000 

350,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 





















































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


(2) 

(3) 

(4) 

(5) 

Morana 

0830000203785000 

9.360 

Fresh 

Morpa 

0830000203788700 

7.084 

Fresh 

Napahera 

0830000203790400 

2.441 

Fresh 

Narpatkheri 

0830000203784900 

3.758 

Fresh 

Narsinghpura 

0830000203783600 

3.805 

Fresh 

Neemli 

0830000203787500 

2.067 

Fresh 

Neemoda Ujar 

0830000203782700 

10.250 

Fresh 

Notara 

0830000203789100 

12.227 

Fresh 

Pali 

0830000203785800 

2.085 

Fresh 

Peepalda Beeram 

0830000203786100 

5.028 

Fresh 

Peepalda Sand 

0830000203785200 

8.073 

Fresh 

Peeplda Samel 

0830000203782900 

9.083 

Fresh 

Pipaldda Hariji 

0823000402750300 

12.343 

Fresh 

Ramnagar 

0830000203784300 

3.379 

Fresh 

Rampura 

0830000203783900 

2.486 

Fresh 

Rampura @ Nayagaon 

0830000203790300 

3.927 

Fresh 

Reechhaheri 

0830000203792900 

1.330 

Fresh 

Roteda 

0823000402754300 

16.004 

Fresh 

Saneeja Baori 

0830000203787800 

2.459 

Fresh 

Sangaheri 

0830000203782800 

4.512 

Fresh 

Sarola 

0830000203793300 

9.326 

Fresh 


Type of Area (Command / N< 
command) 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Sarsala 

0823000402750900 

8.568 

Fresh 

Shahpura 

0830000203788900 

0.792 

Fresh 

Sultanpur 

0830000203790200 

17.088 

Fresh 

Surela 

0830000203792700 

3.702 

Fresh 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


08002009 


Takarwara 

0830000203784800 

8.965 

Fresh 

Ummedpura 

0830000203786700 

4.508 

Fresh 

Aam Ka Pura 

0808000501172900 

1.783 

Fresh 

Anandapura 

0808000501173400 

4.926 

Fresh 

Andwa Puraini 

0808000501177900 

4.105 

Fresh 

Atroli 

0808000501178700 

0.620 

Fresh 

Bag 

0808000401168500 

1.990 

Fresh 

Bahadurpur 

0808000401162200 

1.409 

Fresh 

Bahari Ka Pura 

0808000501177000 

2.194 

Fresh 

Bahwalpur 

0808000401160700 

0.889 

Fresh 

Bakspura 

0808000501178300 

4.128 

Fresh 

Bamroli 

0808000401168400 

2.061 

Fresh 

Bareh Mori 

0808000401161300 

3.121 

Fresh 

Barsala 

0808000501176100 

6.904 

Fresh 

Basai Gheeyaram 

0808000501175700 

0.759 

Fresh 

Basai Kare 

0808000501176500 

2.535 

Fresh 

Basai Kavilal 

0808000501175800 

0.388 

Fresh 

Basai Neem 

0808000401168100 

4.515 

Fresh 


Kota Barrage 


Kota Barrage 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Beechhiya 

0808000401168000 

11.943 

Fresh 

Berkhera 

0808000501180000 

2.226 

Fresh 

Bhagwanpur 

0808000501174700 

1.542 

Fresh 

Bhaisakh 

0808000401162900 

6.425 

Fresh 

Bhaisena 

0808000401162600 

1.958 

Fresh 

Bhaisena Ka Pura 

0808000401162700 

1.925 

Fresh 

Bhaupura 

0808000501172100 

1.648 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Older Alluvium 

9.360 

Command 

Older Alluvium 

7.084 

Command 

Older Alluvium 

2.441 

Command 

Older Alluvium 

3.758 

Command 

Older Alluvium 

3.805 

Command 

Older Alluvium 

0.790 

Command 

Older Alluvium 

10.250 

Command 

Older Alluvium 

6.309 

Command 

Older Alluvium 

2.085 

Command 

Older Alluvium 

0.338 

Command 

Older Alluvium 

8.073 

Command 

Older Alluvium 

2.406 

Command 

Older Alluvium 

3.187 

Command 

Older Alluvium 

3.379 

Command 

Older Alluvium 

2.486 

Command 

Older Alluvium 

3.811 

Command 

Limestone 

1.308 

Command 

Older Alluvium 

13.720 

Command 

Older Alluvium 

2.459 

Command 

Older Alluvium 

4.512 

Command 

Bhander Sandstone 

0.128 

Command 

Limestone 

2.527 

Command 

Older Alluvium 

0.627 

Command 

Older Alluvium 

0.586 

Command 

Older Alluvium 

0.931 

Command 

Limestone 

1.778 

Command 

Older Alluvium 

0.176 

Command 

Older Alluvium 

8.943 

Command 

Older Alluvium 

4.508 

Non-command 

Older Alluvium 

1.147 

Non-command 

Older Alluvium 

0.069 

Non-command 

Older Alluvium 

4.105 

Non-command 

Older Alluvium 

0.601 

Non-command 

Older Alluvium 

1.990 

Non-command 

Older Alluvium 

0.981 

Non-command 

Older Alluvium 

2.194 

Non-command 

Older Alluvium 

0.354 

Non-command 

Older Alluvium 

4.128 

Non-command 

Older Alluvium 

2.061 

Non-command 

Older Alluvium 

0.173 

Non-command 

Older Alluvium 

6.904 

Non-command 

Older Alluvium 

0.759 

Non-command 

Older Alluvium 

2.535 

Non-command 

Older Alluvium 

0.388 

Non-command 

Bhander Sandstone 

0.852 

Non-command 

Older Alluvium 

0.928 

Non-command 

Bhander Sandstone 

0.000 

Non-command 

Older Alluvium 

2.226 

Non-command 

Older Alluvium 

1.542 

Non-command 

Older Alluvium 

6.380 

Non-command 

Older Alluvium 

1.958 

Non-command 

Older Alluvium 

1.925 

Non-command 

Older Alluvium 

0.906 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

160,000 

140,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

300,000 

300,000 

120 

160,000 

140,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

120,000 

100,000 

120 

300,000 

300,000 

120 

160,000 

140,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

300,000 

300,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

75,000 

120 

130,000 

100,000 

120 

90,000 

75,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 



0.042 

0.042 

0.252 

0.324 

0.042 

0.042 

0.336 

0.462 

0.084 

0.126 

0.048 

0.084 


0.038 

0.086 

0.115 

0.175 



0.038 

0.074 

0.048 

0.096 

0.307 

0.343 

0.826 

0.934 



















































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Bhooda 

0808000501179700 

1.563 

Fresh 

Bichola 

0808000501171800 

1.649 

Fresh 

Bichpuri 

0808000501176700 

2.404 

Fresh 

Chadiyan Ka Pura 

0808000501178000 

1.034 

Fresh 

Chak Jalalpur 

0808000401161800 

0.955 

Fresh 

Changora 

0808000501179200 

2.799 

Fresh 

Chauhanpura 

0808000501177400 

3.834 

Fresh 

Cheelpura 

0808000501178200 

4.296 

Fresh 

Dabhera 

0808000501177100 

0.761 

Fresh 

Dagarpur 

0808000401162300 

1.832 

Fresh 

Dagra 

0808000501176000 

3.268 

Fresh 

Dalel Ka Pura 

0808000501174300 

0.553 

Fresh 

Dani 

0808000501177300 

3.172 

Fresh 

Dharapura 

0808000501176200 

0.995 

Fresh 

Dhaulpur (M) 

0808000440802000 

26.278 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Dhodi Ka Pura 

0808000501173200 

2.456 

Fresh 

Dighi 

0808000501172000 

2.138 

Fresh 

Dihauli 

0808000501177600 

4.678 

Fresh 

Diwan Ka Pura 

0808000401162400 

0.926 

Fresh 

Doon Ka Pura 

0808000401163300 

0.551 

Fresh 

Farashpura 

0808000501176900 

0.898 

Fresh 

Gadrai 

0808000501179900 

1.468 

Fresh 

Garhi Jafar 

0808000501175900 

1.472 

Fresh 

Garhi Kareelpur 

0808000501175000 

1.718 

Fresh 

Garhi Tadabali 

0808000501175400 

4.549 

Fresh 

Gawan 

0808000401168300 

5.271 

Fresh 

Gher 

0808000401168900 

3.482 

Fresh 

Ghuraiya Khera 

0808000501179300 

0.462 

Fresh 

Gohdupura 

0808000501172400 

0.519 

Fresh 

Golipura 

0808000501177200 

0.178 

Fresh 

Gopalpura 

0808000501179500 

2.896 

Fresh 

Gunpur 

0808000501179400 

0.730 

Fresh 

Hanuman Ka Pura 

0808000501176600 

1.479 

Fresh 

Indrawali 

0808000501177500 

2.777 

Fresh 

Jaitpur 

0808000501176300 

2.536 

Fresh 

Jarah 

0808000501174400 

2.579 

Fresh 

Jarga 

0808000501175200 

2.375 

Fresh 

Jatoli 

0808000401160800 

2.310 

Fresh 

Jugaipura 

0808000501176800 

0.680 

Fresh 

Kamariyan Ka Pura 

0808000501178100 

3.089 

Fresh 

Kanchanpura 

0808000501172500 

1.454 

Fresh 

Karka Kherli 

0808000501177700 

1.842 

Fresh 

Kasimpur 

0808000401162500 

3.199 

Fresh 

Kathoomra 

0808000501179800 

1.393 

Fresh 

Kathoomri 

0808000501180300 

2.039 

Fresh 

Khanpura 

0808000501172600 

2.438 

Fresh 

Kharagpura 

0808000401163100 

0.613 

Fresh 

Khurd 

0808000401162000 

3.102 

Fresh 

Khurila 

0808000501174500 

2.726 

Fresh 

Khurila Ka Pura 

0808000501174900 

1.970 

Fresh 

Khurili 

0808000501174600 

1.139 

Fresh 

Kumharpura 

0808000501171900 

1.344 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

1.563 

Non-command 

Older Alluvium 

0.206 

Non-command 

Older Alluvium 

2.404 

Non-command 

Older Alluvium 

1.034 

Non-command 

Older Alluvium 

0.955 

Non-command 

Older Alluvium 

2.799 

Non-command 

Older Alluvium 

3.834 

Non-command 

Older Alluvium 

4.296 

Non-command 

Older Alluvium 

0.761 

Non-command 

Older Alluvium 

0.228 

Non-command 

Older Alluvium 

3.268 

Non-command 

Older Alluvium 

0.553 

Non-command 

Older Alluvium 

3.166 

Non-command 

Older Alluvium 

0.995 

Non-command 

Bhander Sandstone 

2.592 

Non-command 

Older Alluvium 

13.872 

Non-command 

Older Alluvium 

2.456 

Non-command 

Older Alluvium 

1.849 

Non-command 

Older Alluvium 

1.841 

Non-command 

Older Alluvium 

0.926 

Non-command 

Older Alluvium 

0.528 

Non-command 

Older Alluvium 

0.898 

Non-command 

Older Alluvium 

1.468 

Non-command 

Older Alluvium 

1.472 

Non-command 

Older Alluvium 

1.718 

Non-command 

Older Alluvium 

3.937 

Non-command 

Older Alluvium 

5.271 

Non-command 

Older Alluvium 

3.482 

Non-command 

Older Alluvium 

0.462 

Non-command 

Older Alluvium 

0.016 

Non-command 

Older Alluvium 

0.178 

Non-command 

Older Alluvium 

2.896 

Non-command 

Older Alluvium 

0.730 

Non-command 

Older Alluvium 

1.479 

Non-command 

Older Alluvium 

1.698 

Non-command 

Older Alluvium 

2.536 

Non-command 

Older Alluvium 

2.579 

Non-command 

Older Alluvium 

1.016 

Non-command 

Older Alluvium 

0.579 

Non-command 

Older Alluvium 

0.680 

Non-command 

Older Alluvium 

3.089 

Non-command 

Older Alluvium 

0.014 

Non-command 

Older Alluvium 

1.829 

Non-command 

Older Alluvium 

3.199 

Non-command 

Older Alluvium 

1.393 

Non-command 

Older Alluvium 

2.039 

Non-command 

Older Alluvium 

0.296 

Non-command 

Older Alluvium 

0.565 

Non-command 

Older Alluvium 

3.102 

Non-command 

Older Alluvium 

2.673 

Non-command 

Older Alluvium 

1.970 

Non-command 

Older Alluvium 

0.853 

Non-command 

Older Alluvium 

0.960 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

75,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 




0.221 

0.413 

0.048 

0.192 

0.096 

0.096 

0.278 

0.398 

0.096 

0.132 

0.012 

0.028 



0.048 

0.108 

0.058 

0.118 

0.058 

0.142 

0.115 

0.187 

0.086 

0.122 

0.067 

0.127 

0.240 

0.324 

0.029 

0.029 

0.086 

0.110 

0.067 

0.115 

0.038 

0.062 

- 

- 

0.163 

0.247 

0.682 

0.802 

0.106 

0.406 

0.077 

0.137 

0.010 

0.022 

0.192 

0.288 

0.451 

0.499 

0.173 

0.269 

0.048 

0.096 

0.010 

0.022 

0.038 

0.050 














































































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


08002010 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Lalpur 

0808000501178500 

0.894 

Fresh 

Luhari 

0808000401160400 

3.379 

Fresh 

Machhariya 

0808000501174100 

4.165 

Fresh 

Madhai 

0808000501178900 

1.133 

Fresh 

Madho Ka Pura 

0808000501174000 

2.124 

Fresh 

Mahadpura 

0808000501179600 

6.656 

Fresh 

Malikpur 

0808000401161700 

1.456 

Fresh 

Marena 

0808000501173700 

4.861 

Fresh 

Masoodpur 

0808000401163400 

2.573 

Fresh 

Nadauli 

0808000501173100 

9.124 

Fresh 

Nahila 

0808000501174800 

4.820 

Fresh 

Naseelpur 

0808000501179100 

2.384 

Fresh 

Pahari 

0808000501173900 

3.255 

Fresh 

Papripura 

0808000501180200 

1.602 

Fresh 

Pathrora Kalan 

0808000401161500 

1.379 

Fresh 

Pathrora Khurd 

0808000401161600 

1.485 

Fresh 

Pharakpur 

0808000401162100 

1.601 

Fresh 

Purapatiram 

0808000501177800 

1.196 

Fresh 

Rahsena 

0808000501178800 

2.683 

Fresh 

Rajakhera (M) 

0808000540803000 

22.443 

Fresh 

Ranchhorpura 

0808000501175300 

1.015 

Fresh 

Sadapur 

0808000501174200 

1.380 

Fresh 

Salempur 

0808000401163000 

1.637 

Fresh 

Samaliyapura 

0808000501173000 

2.138 

Fresh 

Samauna 

0808000501175500 

2.098 

Fresh 

Samola 

0808000401162800 

0.390 

Fresh 

Samor 

0808000501179000 

2.907 

Fresh 

Sanda 

0808000401163200 

3.558 

Fresh 

Saumli 

0808000501172200 

3.009 

Fresh 

Shahanpur 

0808000401168800 

2.947 

Fresh 

Shankarpura 

0808000501180100 

1.662 

Fresh 

Shekhpur Goojar 

0808000501178600 

3.383 

Fresh 

Siholi 

0808000501176400 

3.078 

Fresh 

Sikandarpur 

0808000501175600 

2.134 

Fresh 

Singhawali 

0808000401161400 

1.459 

Fresh 

Subedar Ka Pura 

0808000401161900 

1.005 

Fresh 

Sultanpur 

0808000501175100 

3.943 

Fresh 

Sundarpur 

0808000401168600 

2.519 

Fresh 

Teeketpura 

0808000501178400 

2.731 

Fresh 

Tighara 

0808000401168700 

1.500 

Fresh 

Ond 

0809000501242000 

34.495 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Amolpura 

0808000201135100 

4.017 

Fresh 

Bagpur 

0809000501242300 

6.037 

Fresh 

Baguriyapura 

0809000501241500 

2.055 

Fresh 

Baharda 

0809000501238500 

47.140 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Barapura 

0808000401167700 

4.392 

Fresh 

Barela Pura 

0808000401167900 

3.081 

Fresh 


Non-command 


Non-command 


Baripura 

0808000201135700 

11.868 

Fresh 

Barpura 

0808000201134400 

4.637 

Fresh 

Barred 

0809000501243300 

5.989 

Fresh 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.894 

Non-command 

Older Alluvium 

0.224 

Non-command 

Older Alluvium 

3.582 

Non-command 

Older Alluvium 

1.133 

Non-command 

Older Alluvium 

2.124 

Non-command 

Older Alluvium 

6.656 

Non-command 

Older Alluvium 

1.456 

Non-command 

Older Alluvium 

2.083 

Non-command 

Older Alluvium 

0.433 

Non-command 

Older Alluvium 

0.019 

Non-command 

Older Alluvium 

4.806 

Non-command 

Older Alluvium 

2.384 

Non-command 

Older Alluvium 

1.791 

Non-command 

Older Alluvium 

1.602 

Non-command 

Older Alluvium 

1.188 

Non-command 

Older Alluvium 

0.684 

Non-command 

Older Alluvium 

1.601 

Non-command 

Older Alluvium 

1.196 

Non-command 

Older Alluvium 

2.683 

Non-command 

Older Alluvium 

0.637 

Non-command 

Older Alluvium 

0.032 

Non-command 

Older Alluvium 

1.380 

Non-command 

Older Alluvium 

1.637 

Non-command 

Older Alluvium 

1.100 

Non-command 

Older Alluvium 

2.098 

Non-command 

Older Alluvium 

0.390 

Non-command 

Older Alluvium 

2.907 

Non-command 

Older Alluvium 

3.111 

Non-command 

Older Alluvium 

0.740 

Non-command 

Older Alluvium 

2.947 

Non-command 

Older Alluvium 

1.662 

Non-command 

Older Alluvium 

3.383 

Non-command 

Older Alluvium 

3.078 

Non-command 

Older Alluvium 

2.134 

Non-command 

Older Alluvium 

1.090 

Non-command 

Older Alluvium 

1.005 

Non-command 

Older Alluvium 

3.495 

Non-command 

Older Alluvium 

2.519 

Non-command 

Older Alluvium 

2.731 

Non-command 

Older Alluvium 

1.500 

Non-command 

Bhander Sandstone 

0.778 

Non-command 

Older Alluvium 

32.506 

Non-command 

Bhander Sandstone 

1.950 

Non-command 

Older Alluvium 

4.676 

Non-command 

Older Alluvium 

1.185 

Non-command 

Bhander Sandstone 

0.968 

Non-command 

Older Alluvium 

0.123 

Non-command 

Older Alluvium 

4.392 

Non-command 

Bhander Sandstone 

0.040 

Non-command 

Older Alluvium 

3.041 

Non-command 

Bhander Sandstone 

3.975 

Non-command 

Older Alluvium 

4.637 

Non-command 

Older Alluvium 

2.915 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

90,000 

60,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

130,000 

100,000 

120 

90,000 

75,000 

120 

130,000 

100,000 

120 

90,000 

60,000 

120 

120,000 

90,000 

120 

220,000 

200,000 



Wells with 
Pumpset 


MCM 


(15) 


0.192 



0.077 

0.185 

0.192 

0.312 

0.048 

0.084 

0.077 

0.077 

0.144 

0.144 


0.011 

0.011 

0.456 

0.456 





































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Beerpur 

0808000201136400 

7.504 

Fresh 

Bhampura 

0808000101118400 

4.290 

Fresh 


Non-command 


Non-command 



Bhauhari 

0808000101119700 

9.098 

Fresh 

Bheret 

0809000501242100 

6.055 

Fresh 


Non-command 


Non-command 



Bhindipura 

0808000101113700 

1.464 

Fresh 

Bhojpur 

0809000501240500 

3.308 

Fresh 


Non-command 


Non-command 



Bijaude Ki Guwari 

0809000601258900 

7.006 

Fresh 

Bishnoda 

0808000401166600 

9.020 

Fresh 

Budhpura 

0808000201135600 

4.175 

Fresh 


Non-command 


Non-command 


Non-command 


Bugdar 

0809000501238800 

28.815 

Fresh 

Chainapura 

0809000501241000 

4.853 

Fresh 

Chandelipura 

0809000501241700 

15.283 

Fresh 


Non-command 


Non-command 


Non-command 



Dadroni 

0808000101117600 

18.652 

Fresh 

Dargawan 

0809000501242700 

6.194 

Fresh 

Darura 

0809000501241800 

5.895 

Fresh 

Dhanawali 

0808000201134500 

1.423 

Fresh 

Dhaulpur (M) 

0808000440802000 

26.278 

Fresh 

Dhoreta 

0809000501242400 

8.222 

Fresh 

Doylepura 

0809000501238900 

8.972 

Fresh 

Durgasi 

0808000101118200 

6.435 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Firojpur 

0809000501240700 

1.766 

Fresh 

Gangoli 

0808000201134600 

4.101 

Fresh 

Garha Khoh 

0808000101114500 

0.813 

Fresh 

Garhwar 

0809000501240100 

3.734 

Fresh 

Garwapura 

0808000401167500 

7.529 

Fresh 

Ghari 

0808000101117500 

7.203 

Fresh 

Ghatooli 

0809000501240900 

4.255 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Gironiya 

0808000101118000 

16.071 

Fresh 

Golari 

0808000101118700 

23.421 

Fresh 


Non-command 


Non-command 


Golipura 


Gopalpur 


Gopalpura 


Gulawali 


Gunna Ka Pura 


0808000101118800 

1.260 

Fresh 

0808000101118900 

3.080 

Fresh 

0809000501242600 

1.155 

Fresh 

0808000101119300 

2.252 

Fresh 

0808000101118600 

6.790 

Fresh 

0808000401166800 

5.324 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bhander Sandstone 

12.699 

Non-command 

Older Alluvium 

4.126 

Non-command 

Bhander Sandstone 

1.703 

Non-command 

Older Alluvium 

1.032 

Non-command 

Bhander Sandstone 

11.542 

Non-command 

Older Alluvium 

0.000 

Non-command 

Bhander Sandstone 

6.088 

Non-command 

Bhander Sandstone 

2.046 

Non-command 

Older Alluvium 

2.244 

Non-command 

Bhander Sandstone 

0.941 

Non-command 

Older Alluvium 

4.026 

Non-command 

Older Alluvium 

9.098 

Non-command 

Bhander Sandstone 

0.002 

Non-command 

Older Alluvium 

5.265 

Non-command 

Bhander Sandstone 

0.331 

Non-command 

Bhander Sandstone 

1.028 

Non-command 

Older Alluvium 

2.280 

Non-command 

Bhander Sandstone 

0.611 

Non-command 

Bhander Sandstone 

0.042 

Non-command 

Bhander Sandstone 

3.621 

Non-command 

Older Alluvium 

0.555 

Non-command 

Bhander Sandstone 

6.678 

Non-command 

Bhander Sandstone 

3.705 

Non-command 

Bhander Sandstone 

10.491 

Non-command 

Older Alluvium 

1.979 

Non-command 

Bhander Sandstone 

2.820 

Non-command 

Older Alluvium 

3.111 

Non-command 

Bhander Sandstone 

3.285 

Non-command 

Older Alluvium 

6.194 

Non-command 

Bhander Sandstone 

5.009 

Non-command 

Older Alluvium 

1.423 

Non-command 

Bhander Sandstone 

1.612 

Non-command 

Older Alluvium 

7.008 

Non-command 

Bhander Sandstone 

8.228 

Non-command 

Bhander Sandstone 

0.060 

Non-command 

Older Alluvium 

6.374 

Non-command 

Older Alluvium 

1.766 

Non-command 

Older Alluvium 

4.101 

Non-command 

Bhander Sandstone 

0.813 

Non-command 

Older Alluvium 

0.272 

Non-command 

Bhander Sandstone 

7.198 

Non-command 

Bhander Sandstone 

0.000 

Non-command 

Bhander Sandstone 

0.240 

Non-command 

Older Alluvium 

3.499 

Non-command 

Bhander Sandstone 

14.755 

Non-command 

Bhander Sandstone 

20.704 

Non-command 

Older Alluvium 

1.377 

Non-command 

Bhander Sandstone 

1.260 

Non-command 

Bhander Sandstone 

1.920 

Non-command 

Older Alluvium 

1.155 

Non-command 

Bhander Sandstone 

1.462 

Non-command 

Older Alluvium 

6.790 

Non-command 

Bhander Sandstone 

0.866 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

60,000 

120 

120,000 

90,000 

120 

90,000 

75,000 

120 

130,000 

100,000 

120 

90,000 

75,000 

120 

130,000 

100,000 

120 

90,000 

60,000 

120 

150,000 

130,000 

120 

350,000 

300,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

350,000 

300,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

150,000 

130,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

180,000 

150,000 

120 

90,000 

75,000 

120 

90,000 

60,000 

120 

120,000 

90,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

90,000 

60,000 

120 

120,000 

90,000 

120 

150,000 

130,000 

120 

220,000 

200,000 

120 

180,000 

150,000 

120 

120,000 

90,000 

120 

90,000 

75,000 

120 

220,000 

200,000 

120 

180,000 

150,000 

120 

150,000 

130,000 

120 

350,000 

300,000 

120 

220,000 

200,000 

120 

120,000 

90,000 

120 

150,000 

130,000 

120 

220,000 

200,000 

120 

90,000 

75,000 

120 

150,000 

130,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

350,000 

300,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

220,000 

200,000 

120 

150,000 

130,000 

120 

350,000 

300,000 

120 

90,000 

75,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.014 

0.014 

0.011 

0.011 

0.027 

0.038 

0.024 

0.024 

0.063 

0.139 

- 

- 

0.007 

0.007 

0.031 

0.031 

0.072 

0.072 

0.018 

0.018 

0.072 

0.072 



0.024 

0.050 

0.018 

0.018 



0.162 

0.162 

0.048 

0.048 


0.011 

0.011 

0.031 

0.031 

0.384 

0.569 



0.126 

0.148 

0.840 

0.840 



0.018 

0.018 

0.504 

0.504 



0.016 

0.016 

0.408 

0.408 


0.036 

0.036 

0.018 

0.018 
































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Hirnauda 


Indora 


Jakha 


Jakhauda 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


1.511 Fresh 



Gurha 

0808000101113600 

4.393 

Fresh 

Gurha Mutawali 

0808000201134300 

11.709 

Fresh 


Non-command 


Non-command 




0808000201133500 

6.447 

Fresh 

0809000501239400 

8.565 

Fresh 

0808000401164600 

5.674 

Fresh 

0808000101119200 

9.715 

Fresh 

0808000101117800 

5.307 

Fresh 

0809000501241100 

2.985 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Jargarhpura 

0809000501239700 

7.951 

Fresh 

Jhareela 

0809000501240800 

1.193 

Fresh 


Non-command 


Non-command 



Jogiyapura 

0808000201136700 

3.514 

Fresh 

Kalakhet 

0809000501239000 

4.264 

Fresh 

Kamare Ka Pura 

0808000401168200 

3.624 

Fresh 


Non-command 


Non-command 


Non-command 



Kasba Nagar 

0808000201136800 

8.919 

Fresh 

Khanpura 

0808000401166900 

2.159 

Fresh 

Kharaiti 

0808000201133800 

3.671 

Fresh 


Non-command 


Non-command 


Non-command 


Khirkan 

0809000501239800 

9.665 

Fresh 

Khushiyalpur 

0808000101118100 

12.549 

Fresh 


Non-command 


Non-command 


Kookpur 

0808000401167100 

5.637 

Fresh 

Kotra 

0808000401167400 

1.696 

Fresh 

Kudinna 

0808000201133700 

28.589 

Fresh 


Non-command 


Non-command 


Non-command 


Kumarpura 

0808000101112300 

1.065 

Fresh 

Langra 

0809000501238700 

17.605 

Fresh 

Madanpur 

0808000101119500 

24.655 

Fresh 


Non-command 


Non-command 


Non-command 


Mahadpura 

0808000201135400 

5.719 

Fresh 

Maikna 

0809000501242500 

2.920 

Fresh 


Non-command 


Non-command 


Makanpur 

0809000501240300 

1.086 

Fresh 

Mallapura 

0808000101117900 

11.800 

Fresh 

Manakhur 

0809000501241600 

18.735 

Fresh 


Non-command 


Non-command 


Non-command 


Mandi Bhat 

0809000601258800 

15.020 

Fresh 

Mandrail 

0809000501240600 

7.930 

Fresh 

Manpura 

0808000101113800 

3.769 

Fresh 

Mar Ka Kua 

0809000501242200 

8.869 

Fresh 

Mathara 

0808000101119000 

9.944 

Fresh 

Milkan 

0808000401166500 

1.581 

Fresh 

Moroli 

0808000401167800 

10.631 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bhander Sandstone 

0.122 

Non-command 

Older Alluvium 

1.389 

Non-command 

Bhander Sandstone 

0.677 

Non-command 

Bhander Sandstone 

2.996 

Non-command 

Older Alluvium 

8.713 

Non-command 

Bhander Sandstone 

5.495 

Non-command 

Bhander Sandstone 

6.672 

Non-command 

Bhander Sandstone 

0.512 

Non-command 

Bhander Sandstone 

0.000 

Non-command 

Bhander Sandstone 

4.730 

Non-command 

Bhander Sandstone 

0.533 

Non-command 

Older Alluvium 

1.296 

Non-command 

Bhander Sandstone 

0.323 

Non-command 

Bhander Sandstone 

0.403 

Non-command 

Older Alluvium 

0.634 

Non-command 

Bhander Sandstone 

19.113 

Non-command 

Older Alluvium 

13.216 

Non-command 

Older Alluvium 

3.514 

Non-command 

Bhander Sandstone 

0.378 

Non-command 

Bhander Sandstone 

1.662 

Non-command 

Older Alluvium 

1.962 

Non-command 

Bhander Sandstone 

0.231 

Non-command 

Older Alluvium 

7.335 

Non-command 

Older Alluvium 

8.919 

Non-command 

Bhander Sandstone 

0.062 

Non-command 

Bhander Sandstone 

0.815 

Non-command 

Older Alluvium 

2.856 

Non-command 

Bhander Sandstone 

0.003 

Non-command 

Bhander Sandstone 

9.230 

Non-command 

Older Alluvium 

2.272 

Non-command 

Bhander Sandstone 

4.939 

Non-command 

Bhander Sandstone 

1.434 

Non-command 

Bhander Sandstone 

6.503 

Non-command 

Older Alluvium 

1.459 

Non-command 

Bhander Sandstone 

0.036 

Non-command 

Bhander Sandstone 

0.799 

Non-command 

Bhander Sandstone 

8.734 

Non-command 

Older Alluvium 

14.951 

Non-command 

Bhander Sandstone 

3.940 

Non-command 

Bhander Sandstone 

0.012 

Non-command 

Older Alluvium 

2.337 

Non-command 

Older Alluvium 

0.596 

Non-command 

Bhander Sandstone 

10.280 

Non-command 

Bhander Sandstone 

4.687 

Non-command 

Older Alluvium 

1.861 

Non-command 

Bhander Sandstone 

0.087 

Non-command 

Older Alluvium 

7.705 

Non-command 

Bhander Sandstone 

2.335 

Non-command 

Older Alluvium 

8.097 

Non-command 

Bhander Sandstone 

1.287 

Non-command 

Bhander Sandstone 

0.015 

Non-command 

Bhander Sandstone 

4.917 

Non-command 

Older Alluvium 

5.714 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

150,000 

130,000 

120 

350,000 

300,000 

120 

150,000 

130,000 

120 

90,000 

60,000 

120 

120,000 

90,000 

120 

90,000 

60,000 

120 

180,000 

150,000 

120 

90,000 

75,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

150,000 

130,000 

120 

350,000 

300,000 

120 

120,000 

90,000 

120 

180,000 

150,000 

120 

90,000 

75,000 

120 

130,000 

100,000 

120 

90,000 

60,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

90,000 

75,000 

120 

90,000 

60,000 

120 

120,000 

90,000 

120 

180,000 

150,000 

120 

150,000 

130,000 

120 

350,000 

300,000 

120 

90,000 

75,000 

120 

90,000 

75,000 

120 

90,000 

60,000 

120 

120,000 

90,000 

120 

150,000 

130,000 

120 

180,000 

150,000 

120 

150,000 

130,000 

120 

350,000 

300,000 

120 

90,000 

60,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

150,000 

130,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

150,000 

130,000 

120 

220,000 

200,000 

120 

150,000 

130,000 

120 

90,000 

75,000 

120 

90,000 

75,000 

120 

130,000 

100,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.125 

0.125 

0.126 

0.126 

0.432 

0.432 


0.018 

0.040 

0.048 

0.101 

0.078 

0.078 

0.108 

0.108 

0.022 

0.022 


0.009 

0.009 

0.012 

0.028 


0.011 

0.011 

0.022 

0.022 



0.036 

0.036 

0.007 

0.007 


0.216 

0.216 

0.192 

0.218 



0.384 

0.410 

0.016 

0.016 



















































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Narsinghpur 

0808000201134200 

0.820 

Fresh 

Nayagaon 

0809000501240200 

2.512 

Fresh 

Nayapura 

0808000201134100 

1.531 

Fresh 

Needar 

0809000501239600 

20.341 

Fresh 

Nibhi 

0808000401167000 

3.446 

Fresh 

Nihalpur 

0809000501243000 

1.255 

Fresh 

Niyayati 

0808000201134700 

4.442 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Padampura 

0808000101114300 

3.237 

Fresh 

Pali 

0808000201133300 

15.829 

Fresh 


Non-command 


Non-command 


Pancholi 

0809000501242900 

12.543 

Fresh 

Pasela 

0809000501241300 

1.206 

Fresh 


Non-command 


Non-command 



Patewari 

0808000401167200 

4.413 

Fresh 

Rahe 

0808000201134900 

3.933 

Fresh 

Rajai Kalan 

0808000201136500 

9.465 

Fresh 


Non-command 


Non-command 


Non-command 



Rajpur 

0809000501241200 

1.724 

Fresh 

Rancholi 

0809000501242800 

9.440 

Fresh 

Ranipura 

0809000501243200 

2.360 

Fresh 

Rodhai 

0809000501239300 

46.937 

Fresh 

Rudhera 

0808000201135000 

9.036 

Fresh 

Sahraun 

0808000401167300 

3.740 

Fresh 

Saipur 

0808000101119400 

1.915 

Fresh 

Sarmathura 

0808000101114600 

6.068 

Fresh 

Sewarpali 

0808000201133400 

28.368 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Shankarpur 

0808000101118300 

2.928 

Fresh 

Shitalpura 

0808000101117700 

1.354 

Fresh 

Shyampur 

0809000501239500 

7.615 

Fresh 

Soni 

0808000101113300 

5.547 

Fresh 

Teen Pokhar 

0809000501238600 

11.287 

Fresh 

Thoomri 

0808000101113500 

1.880 

Fresh 

Tor 

0808000201134000 

0.838 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


08002011 


Tursampur 

0809000501243100 

2.646 

Fresh 

Vateekra 

0808000101113400 

2.509 

Fresh 

Amarpura 

0830000203791000 

7.072 

Fresh 

Amora 

0830000203795100 

2.566 

Fresh 

Anatpura 

0823000402750800 

1.941 

Fresh 


Non-command 


Non-command 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bhander Sandstone 

4.945 

Non-command 

Older Alluvium 

0.031 

Non-command 

Bhander Sandstone 

3.745 

Non-command 

Older Alluvium 

3.856 

Non-command 

Bhander Sandstone 

4.056 

Non-command 

Older Alluvium 

3.115 

Non-command 

Bhander Sandstone 

0.398 

Non-command 

Older Alluvium 

0.449 

Non-command 

Bhander Sandstone 

0.805 

Non-command 

Bhander Sandstone 

16.617 

Non-command 

Bhander Sandstone 

0.151 

Non-command 

Older Alluvium 

1.255 

Non-command 

Bhander Sandstone 

0.392 

Non-command 

Older Alluvium 

4.050 

Non-command 

Bhander Sandstone 

2.931 

Non-command 

Bhander Sandstone 

0.279 

Non-command 

Older Alluvium 

15.429 

Non-command 

Older Alluvium 

12.543 

Non-command 

Bhander Sandstone 

0.747 

Non-command 

Older Alluvium 

0.099 

Non-command 

Bhander Sandstone 

0.107 

Non-command 

Older Alluvium 

2.269 

Non-command 

Bhander Sandstone 

4.413 

Non-command 

Bhander Sandstone 

2.193 

Non-command 

Bhander Sandstone 

6.095 

Non-command 

Older Alluvium 

3.370 

Non-command 

Bhander Sandstone 

0.267 

Non-command 

Older Alluvium 

6.049 

Non-command 

Bhander Sandstone 

1.360 

Non-command 

Older Alluvium 

9.132 

Non-command 

Older Alluvium 

0.981 

Non-command 

Bhander Sandstone 

2.695 

Non-command 

Bhander Sandstone 

1.352 

Non-command 

Bhander Sandstone 

3.738 

Non-command 

Bhander Sandstone 

1.915 

Non-command 

Bhander Sandstone 

1.919 

Non-command 

Bhander Sandstone 

7.283 

Non-command 

Older Alluvium 

19.537 

Non-command 

Bhander Sandstone 

6.188 

Non-command 

Older Alluvium 

7.735 

Non-command 

Older Alluvium 

2.928 

Non-command 

Bhander Sandstone 

0.608 

Non-command 

Bhander Sandstone 

6.497 

Non-command 

Bhander Sandstone 

0.220 

Non-command 

Bhander Sandstone 

4.229 

Non-command 

Bhander Sandstone 

1.880 

Non-command 

Bhander Sandstone 

0.730 

Non-command 

Older Alluvium 

0.108 

Non-command 

Older Alluvium 

2.400 

Non-command 

Bhander Sandstone 

0.110 

Command 

Older Alluvium 

0.240 

Command 

Bhander Sandstone 

2.566 

Command 

Older Alluvium 

1.299 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

60,000 

120 

120,000 

90,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

90,000 

75,000 

120 

130,000 

100,000 

120 

90,000 

60,000 

120 

220,000 

200,000 

120 

90,000 

60,000 

120 

180,000 

150,000 

120 

90,000 

75,000 

120 

220,000 

200,000 

120 

90,000 

60,000 

120 

120,000 

90,000 

120 

150,000 

130,000 

120 

90,000 

60,000 

120 

120,000 

90,000 

120 

220,000 

200,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

90,000 

75,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

120,000 

90,000 

120 

90,000 

60,000 

120 

120,000 

90,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

220,000 

200,000 

120 

180,000 

150,000 

120 

90,000 

60,000 

120 

90,000 

75,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

90,000 

60,000 

120 

120,000 

90,000 

120 

90,000 

60,000 

120 

120,000 

90,000 

120 

350,000 

300,000 

120 

150,000 

130,000 

120 

180,000 

150,000 

120 

150,000 

130,000 

120 

180,000 

150,000 

120 

150,000 

130,000 

120 

90,000 

60,000 

120 

120,000 

90,000 

120 

220,000 

200,000 

120 

150,000 

130,000 

120 

350,000 

350,000 

120 

120,000 

100,000 

120 

160,000 

140,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 


(14) (15) 




0.007 

0.007 

0.792 

0.835 



0.011 

0.011 

0.078 

0.078 



0.336 

0.336 

0.120 

0.199 

0.054 

0.076 



0.218 

0.308 

0.007 

0.007 

0.011 

0.011 



0.042 

0.042 

0.240 

0.298 

0.017 

0.132 





















































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Arnetha 


Atraliya 


Bagtari 


Balapura 


Baleetha 


Ballabhpura 


Bhauran 


Deolimachhiyan 


Deopura 


Dhaba 


Ghaghtana 


Gokulpura 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


0823000402751200 


0830000203791600 


0830000203790100 


0830000203789800 


0823000402749500 


0830000203797400 


14.467 Fresh 


Fresh 



Balod 

0823000402754500 

6.711 

Fresh 

Bamori 

0830000203796700 

8.411 

Fresh 

Bargu 

0830000203796000 

3.656 

Fresh 

Beeraj 

0823000402750200 

4.493 

Fresh 

Bhagwanpura 

0830000203791700 

3.510 

Fresh 

Bhanda Hera 

0830000203797700 

15.082 

Fresh 

Bhattipura 

0830000203799200 

3.805 

Fresh 


0830000203796400 


5.287 Fresh 


Bheeya 

0823000402749900 

11.846 

Fresh 

Bhimpura 

0830000203794200 

0.683 

Fresh 


Brijpura 

0830000203796100 

2.744 

Fresh 

Chandrawala 

0830000203789900 

7.953 

Fresh 

Chawandheri 

0830000203793500 

0.835 

Fresh 

Cheensa 

0830000203796900 

4.721 

Fresh 

Chhiparda 

0830000203789500 

10.236 

Fresh 

Dabar 

0830000203793400 

7.026 

Fresh 


Dagariya 

0830000203794600 

2.716 

Fresh 

Darbiji 

0830000203795000 

2.648 

Fresh 


0830000303800300 


0830000203794700 


4.443 Fresh 


9.725 Fresh 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Non-command 


Kota Barrage 


Kota Barrage 


Non-command 


Kota Barrage 


Non-command 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Non-command 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 



0830000203797500 



Dhori 

0830000203799300 

3.781 

Fresh 

Digod 

0830000203794000 

16.793 

Fresh 


Dolar 

0823000402754700 

11.148 

Fresh 

Doongarjya 

0830000203792300 

7.401 

Fresh 

Fatehpur 

0830000203792200 

3.499 

Fresh 

Gadepan 

0830000203797100 

4.935 

Fresh 


Gamach 

0823000502774100 

7.262 

Fresh 

Gangaycha 

0830000303799900 

3.292 

Fresh 


Non-command 


Kota Barrage 


Non-command 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 



0830000203789400 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Older Alluvium 

0.038 

Command 

Older Alluvium 

5.587 

Command 

Older Alluvium 

4.062 

Command 

Older Alluvium 

4.734 

Command 

Older Alluvium 

6.238 

Command 

Bhander Sandstone 

0.408 

Command 

Limestone 

3.274 

Command 

Older Alluvium 

3.976 

Command 

Bhander Sandstone 

6.667 

Non-command 

Limestone 

0.622 

Command 

Older Alluvium 

4.493 

Command 

Older Alluvium 

3.510 

Non-command 

Limestone 

1.155 

Command 

Limestone 

1.559 

Non-command 

Limestone 

0.092 

Command 

Bhander Sandstone 

1.336 

Command 

Limestone 

3.951 

Command 

Older Alluvium 

5.709 

Command 

Limestone 

0.074 

Command 

Older Alluvium 

0.111 

Non-command 

Limestone 

2.744 

Command 

Older Alluvium 

7.953 

Command 

Limestone 

0.835 

Command 

Bhander Sandstone 

0.226 

Command 

Older Alluvium 

10.236 

Command 

Bhander Sandstone 

5.440 

Command 

Limestone 

0.767 

Command 

Limestone 

1.598 

Command 

Bhander Sandstone 

1.416 

Command 

Limestone 

1.232 

Command 

Limestone 

2.837 

Command 

Older Alluvium 

0.000 

Command 

Limestone 

5.165 

Command 

Older Alluvium 

1.267 

Non-command 

Limestone 

3.293 

Command 

Limestone 

4.496 

Non-command 

Limestone 

3.774 

Command 

Limestone 

0.115 

Command 

Limestone 

2.176 

Command 

Older Alluvium 

14.617 

Command 

Older Alluvium 

10.657 

Command 

Older Alluvium 

7.401 

Command 

Older Alluvium 

3.499 

Command 

Bhander Sandstone 

4.922 

Command 

Limestone 

0.005 

Command 

Older Alluvium 

1.212 

Command 

Limestone 

2.150 

Command 

Older Alluvium 

0.096 

Command 

Limestone 

2.919 

Command 

Older Alluvium 

1.810 

Command 

Limestone 

0.239 

Command 

Older Alluvium 

5.461 

Command 

Older Alluvium 

4.180 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

160,000 

140,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

160,000 

140,000 

120 

120,000 

100,000 

120 

300,000 

300,000 

120 

160,000 

140,000 

120 

120,000 

100,000 

120 

300,000 

300,000 

120 

160,000 

140,000 

120 

350,000 

350,000 

120 

300,000 

300,000 

120 

300,000 

300,000 

120 

300,000 

300,000 

120 

120,000 

100,000 

120 

300,000 

300,000 

120 

160,000 

140,000 

120 

300,000 

300,000 

120 

350,000 

350,000 

120 

300,000 

300,000 

120 

350,000 

350,000 

120 

300,000 

300,000 

120 

120,000 

100,000 

120 

350,000 

350,000 

120 

120,000 

100,000 

120 

300,000 

300,000 

120 

300,000 

300,000 

120 

120,000 

100,000 

120 

300,000 

300,000 

120 

150,000 

120,000 

120 

180,000 

160,000 

120 

300,000 

300,000 

120 

350,000 

350,000 

120 

300,000 

300,000 

120 

300,000 

300,000 

120 

300,000 

300,000 

120 

300,000 

300,000 

120 

300,000 

300,000 

120 

350,000 

350,000 

120 

160,000 

140,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

120,000 

100,000 

120 

300,000 

300,000 

120 

180,000 

170,000 

120 

150,000 

120,000 

120 

180,000 

160,000 

120 

150,000 

120,000 

120 

180,000 

160,000 

120 

150,000 

120,000 

120 

180,000 

160,000 

120 

350,000 

350,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 








































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Gudla 

0823000402748400 

6.601 

Fresh 

Gumanpura 

0830000203795300 

4.660 

Fresh 


Kanwarpura 


Type of Area (Command / N< 
command) 


Gurli 

0823000402748600 

5.412 

Fresh 

Hanotiya 

0830000203797600 

8.101 

Fresh 

Haripura 

0830000203790000 

4.296 

Fresh 

Indrapuriya 

0823000402749800 

3.771 

Fresh 

Jagdari 

0823000402754600 

10.167 

Fresh 

Jagnatha 

0823000402749600 

3.553 

Fresh 

Jakhroon 

0823000402750000 

3.200 

Fresh 

Janakpur 

0830000203799400 

2.253 

Fresh 

Jhotoli 

0830000203789200 

8.192 

Fresh 

Kacholiya 

0830000203792400 

4.606 

Fresh 

Kalarewa 

0830000203795200 

4.280 

Fresh 


Kota Barrage 


Kota Barrage 


Non-command 


Kota Barrage 


Non-command 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 



2.259 Fresh 


Non-command 


Kota Barrage 


0830000203793800 


Kaprain (M) 

0823000442304000 

40.787 

Fresh 

Karariya 

0830000203796200 

5.780 

Fresh 

Kareerka Khera 

0830000203796500 

1.714 

Fresh 

Kasampura 

0830000203794100 

2.279 

Fresh 


5.615 Fresh Kota Barrage 


Kota Barrage 


Non-command 


Kota Barrage 


Kota Barrage 


Keshonagar 


Keshoraipatan (M) 


0823000402749000 


0823000442305000 


3.119 Fresh 


21.034 Fresh 


Khand Gaon 

0830000203789000 

1.983 

Fresh 

Kherli 

0823000402749400 

5.255 

Fresh 

Kherli Kalya 

0830000203791400 

3.693 

Fresh 

Kherli Mahadeet 

0830000203796600 

2.530 

Fresh 


Kherli Tawran 

0830000203787400 

6.494 

Fresh 

Kherli Vyasan 

0823000402750400 

4.106 

Fresh 

Kishanpura Takiya 

0830000303800200 

3.625 

Fresh 

Kota (M Corp.) 

0830000343001000 

27.258 

Fresh 



Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Non-command 


Kota Barrage 



Kotsuwan 

0830000203791800 

10.451 

Fresh 

Lakheri Khurd 

0823000402749100 

4.771 

Fresh 


Madhorajpura 

0823000402749700 

7.405 

Fresh 

Maharana 

0830000203787300 

6.908 

Fresh 

Mahrana 

0823000502774500 

7.523 

Fresh 

Manasgaon 

0830000303800600 

9.595 

Fresh 


Non-command 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Older Alluvium 

0.274 

Command 

Limestone 

4.558 

Non-command 

Limestone 

0.102 

Command 

Older Alluvium 

1.105 

Non-command 

Limestone 

3.964 

Command 

Older Alluvium 

4.296 

Command 

Older Alluvium 

1.139 

Command 

Older Alluvium 

10.167 

Command 

Older Alluvium 

3.553 

Command 

Older Alluvium 

3.200 

Command 

Limestone 

0.074 

Command 

Older Alluvium 

8.192 

Command 

Older Alluvium 

4.606 

Command 

Bhander Sandstone 

0.229 

Command 

Limestone 

4.052 

Command 

Limestone 

6.366 

Command 

Older Alluvium 

0.002 

Non-command 

Limestone 

0.308 

Command 

Limestone 

0.013 

Command 

Older Alluvium 

1.237 

Command 

Limestone 

0.508 

Command 

Older Alluvium 

5.107 

Command 

Older Alluvium 

2.037 

Non-command 

Limestone 

5.780 

Command 

Limestone 

1.714 

Command 

Limestone 

0.624 

Command 

Older Alluvium 

1.619 

Command 

Limestone 

0.069 

Command 

Older Alluvium 

3.050 

Command 

Limestone 

0.000 

Command 

Older Alluvium 

7.300 

Command 

Older Alluvium 

1.800 

Command 

Older Alluvium 

5.255 

Command 

Older Alluvium 

3.693 

Command 

Bhander Sandstone 

1.177 

Command 

Limestone 

1.352 

Command 

Older Alluvium 

4.559 

Command 

Older Alluvium 

1.734 

Command 

Limestone 

1.382 

Command 

Bhander Sandstone 

2.058 

Non-command 

Bhander Sandstone 

1.096 

Command 

Bhander Sandstone 

12.987 

Command 

Limestone 

6.437 

Command 

Older Alluvium 

3.808 

Non-command 

Bhander Sandstone 

21.073 

Command 

Older Alluvium 

10.451 

Command 

Limestone 

0.918 

Command 

Older Alluvium 

3.853 

Command 

Older Alluvium 

7.405 

Command 

Older Alluvium 

2.795 

Command 

Older Alluvium 

0.439 

Command 

Limestone 

2.451 

Command 

Older Alluvium 

1.398 



with 

Pumpset 


( 9 ) ( 10 ) 


2 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

160,000 

140,000 

120 

300,000 

300,000 

120 

300,000 

300,000 

120 

160,000 

140,000 

120 

300,000 

300,000 

120 

350,000 

350,000 

120 

160,000 

140,000 

120 

160,000 

140,000 

120 

160,000 

140,000 

120 

160,000 

140,000 

120 

300,000 

300,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

120,000 

100,000 

120 

300,000 

300,000 

120 

300,000 

300,000 

120 

350,000 

350,000 

120 

300,000 

300,000 

120 

130,000 

100,000 

120 

180,000 

170,000 

120 

300,000 

300,000 

120 

350,000 

350,000 

120 

160,000 

140,000 

120 

300,000 

300,000 

120 

300,000 

300,000 

120 

300,000 

300,000 

120 

350,000 

350,000 

120 

80,000 

60,000 

120 

160,000 

140,000 

120 

80,000 

60,000 

120 

160,000 

140,000 

120 

350,000 

350,000 

120 

160,000 

140,000 

120 

350,000 

350,000 

120 

120,000 

100,000 

120 

300,000 

300,000 

120 

350,000 

350,000 

120 

160,000 

140,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

180,000 

160,000 

120 

90,000 

70,000 

120 

350,000 

350,000 

120 

80,000 

60,000 

120 

160,000 

140,000 

120 

160,000 

140,000 

120 

350,000 

350,000 

120 

180,000 

170,000 

120 

150,000 

120,000 

120 

180,000 

160,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 





































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Mandawara 

0830000203787200 

19.754 

Fresh 

Mandawari 

0830000203791900 

2.674 

Fresh 

Mandola 

0830000203795400 

6.187 

Fresh 

Mehandi 

0830000203792500 

4.856 

Fresh 


Type of Area (Command / N< 
command) 


Moondla 

0830000203794300 

1.839 

Fresh 

Nathoo Balai Ki Jhopariy 

0830000203793600 

2.177 

Fresh 

Nayagaon Ahiran 

0830000203792000 

3.653 

Fresh 


Neemli 


Neemotha 


Nimoda 


Notana 


Notara 


Onkarpura 


Pachara 


Pachara Ki Jhonpariyan 


Padasalya 


Patolya 


Prempura 


Seenta 


0830000203787500 

2.067 

Fresh 

0823000402749300 

6.662 

Fresh 

0830000203789600 

17.795 

Fresh 

0830000303800400 

6.020 

Fresh 

0823000402750100 

3.988 

Fresh 

0830000203789100 

12.227 

Fresh 

0830000203789700 

3.558 

Fresh 

0830000203797300 

4.415 

Fresh 


Kota Barrage 


Kota Barrage 


Non-command 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 



0830000203797200 


0830000203793700 


0823000402748700 


5.493 Fresh 


3.876 Fresh 


2.783 Fresh 


Pipaldda Hariji 

0823000402750300 

12.343 

Fresh 

Polai Kalan 

0830000203795700 

8.287 

Fresh 

Polai Khurd 

0830000203795500 

5.019 

Fresh 


0830000203792600 


2.188 Fresh 


Rampura @ Nayagaon 

0830000203790300 

3.927 

Fresh 

Ramrajpura 

0830000303800700 

9.435 

Fresh 

Rangpur 

0830000303800100 

6.041 

Fresh 


Rangrajpura 

0823000402751100 

3.071 

Fresh 

Rel 

0830000203799100 

9.476 

Fresh 


Roteda 

0823000402754300 

16.004 

Fresh 

Rugghi 

0830000203797000 

5.474 

Fresh 

Samadpuriya 

0823000402751000 

3.661 

Fresh 

Sarola 

0830000203793300 

9.326 

Fresh 

Sarsala 

0823000402750900 

8.568 

Fresh 

Seemalya 

0830000203796300 

5.866 

Fresh 


0823000502774600 


6.552 Fresh 


Shahpura 

0830000203788900 

0.792 

Fresh 

Shambhoopura 

0830000303799700 

16.500 

Fresh 

Sholi 

0830000203792100 

2.524 

Fresh 

Shopura @ Baldeopura 

0830000203789300 

2.671 

Fresh 

Sogariya 

0830000343002000 

2.837 

Fresh 

Soonagar 

0823000402749200 

10.474 

Fresh 


Non-command 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Non-command 


Kota Barrage 


Non-command 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Non-command 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Non-command 


Kota Barrage 


Kota Barrage 


Non-command 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Older Alluvium 

8.862 

Command 

Older Alluvium 

2.674 

Non-command 

Limestone 

6.187 

Command 

Limestone 

1.595 

Command 

Older Alluvium 

3.261 

Command 

Limestone 

0.123 

Command 

Limestone 

2.177 

Command 

Limestone 

0.240 

Command 

Older Alluvium 

2.930 

Command 

Older Alluvium 

1.277 

Command 

Older Alluvium 

6.662 

Command 

Older Alluvium 

17.795 

Command 

Limestone 

0.460 

Command 

Older Alluvium 

3.988 

Command 

Older Alluvium 

5.918 

Command 

Older Alluvium 

3.558 

Command 

Bhander Sandstone 

0.001 

Command 

Limestone 

2.281 

Non-command 

Limestone 

0.004 

Command 

Bhander Sandstone 

1.634 

Command 

Limestone 

1.792 

Command 

Limestone 

3.617 

Command 

Older Alluvium 

0.259 

Command 

Limestone 

0.000 

Command 

Older Alluvium 

0.881 

Command 

Older Alluvium 

9.156 

Non-command 

Limestone 

1.106 

Command 

Limestone 

0.150 

Non-command 

Limestone 

2.347 

Command 

Limestone 

1.242 

Command 

Older Alluvium 

0.946 

Command 

Older Alluvium 

0.116 

Command 

Limestone 

0.101 

Command 

Limestone 

6.041 

Command 

Older Alluvium 

0.000 

Command 

Older Alluvium 

1.003 

Command 

Limestone 

0.305 

Non-command 

Limestone 

3.022 

Command 

Older Alluvium 

2.284 

Command 

Bhander Sandstone 

2.080 

Command 

Older Alluvium 

3.661 

Command 

Bhander Sandstone 

0.009 

Command 

Older Alluvium 

5.143 

Command 

Limestone 

2.263 

Non-command 

Limestone 

3.602 

Command 

Limestone 

0.172 

Command 

Older Alluvium 

2.975 

Command 

Older Alluvium 

0.207 

Non-command 

Bhander Sandstone 

1.251 

Command 

Older Alluvium 

2.524 

Command 

Older Alluvium 

2.671 

Command 

Limestone 

0.023 

Command 

Limestone 

1.826 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

300,000 

300,000 

120 

300,000 

300,000 

120 

350,000 

350,000 

120 

300,000 

300,000 

120 

300,000 

300,000 

120 

300,000 

300,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

160,000 

140,000 

120 

350,000 

350,000 

120 

150,000 

120,000 

120 

160,000 

140,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

120,000 

100,000 

120 

300,000 

300,000 

120 

300,000 

300,000 

120 

120,000 

100,000 

120 

300,000 

300,000 

120 

300,000 

300,000 

120 

350,000 

350,000 

120 

80,000 

60,000 

120 

160,000 

140,000 

120 

160,000 

140,000 

120 

300,000 

300,000 

120 

300,000 

300,000 

120 

300,000 

300,000 

120 

300,000 

300,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

180,000 

160,000 

120 

160,000 

140,000 

120 

300,000 

300,000 

120 

300,000 

300,000 

120 

160,000 

140,000 

120 

120,000 

100,000 

120 

160,000 

140,000 

120 

120,000 

100,000 

120 

160,000 

140,000 

120 

300,000 

300,000 

120 

300,000 

300,000 

120 

130,000 

100,000 

120 

180,000 

170,000 

120 

350,000 

350,000 

120 

90,000 

70,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

150,000 

120,000 

120 

80,000 

60,000 



Wells with 
Pumpset 


MCM 


(15) 


0.168 



0.034 

0.226 

0.252 

0.360 

0.396 

0.576 

0.012 

0.012 

0.204 

0.247 

- 

- 

0.034 

0.056 

0.504 

0.630 

0.042 

0.084 


















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 



08003012 


Tharla 


Toran 


Udpuriya 


Ukalda 


Ummedpura 


Zalimpura 


Balechhan 


Bargaon 


Bassi 


Beena-Ka-Khera 


Beer Kala Khet 


Bhainsrorgarh 


Bhanda Kuri 


Bhawanipura 


Bhoonjar Kalan 


Bhoonjar Khurd 


Chhant Ka Khera 


Dhagadmau Kalan 


Dhamniya 


Dhangadmau Khurd 


Dhuniya 


Forest Block 


Ganeshpura 


Girdiya 


Gopalpura 



0830000203790200 


0830000203792700 


17.088 Fresh 


3.702 Fresh 


Kota Barrage 


Kota Barrage 




0830000203791300 


0830000203791100 


0830000203791500 


0830000203794900 


0830000203793900 


0830000203791200 


0829000403582700 


0829000403574000 


0824001202955800 


0829000403581300 


1.394 Fresh 


6.654 Fresh 


4.118 Fresh 


4.202 Fresh 


2.496 Fresh 


4.015 Fresh 


9.407 Fresh 


0.462 Fresh 


4.180 Fresh 


19.299 Fresh 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Sub Basin 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Older Alluvium 

8.577 

Command 

Older Alluvium 

16.157 

Command 

Limestone 

1.430 

Command 

Older Alluvium 

0.319 

Command 

Limestone 

0.221 

Command 

Older Alluvium 

5.487 

Command 

Older Alluvium 

1.394 

Command 

Older Alluvium 

6.654 

Command 

Older Alluvium 

4.118 

Command 

Limestone 

4.202 

Command 

Older Alluvium 

2.496 

Command 

Older Alluvium 

4.015 


: Chambal Upstream 



0829000403578700 


0829000403583000 


0829000403579400 


0829000403578400 


0829000403575700 


0829000403574100 


2.399 Fresh 


0.870 Fresh 


6.129 Fresh 


2.775 Fresh 


2.435 Fresh 


14.697 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0829000403579500 


0829000403576000 


0829000403573200 


0829000403573700 


1.803 


3.308 


3.130 


11.472 


0823000502779600 


0829000403572900 


0829000403578500 


0829000403576900 


0829000403583600 


0829000408299002 


0829000403577800 


0829000403578300 


0829000403577300 



Gudha 


0824001202955900 



Non-command 


Non-command 


Non-command 


Non-command 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Non-command 


Non-command 

Bhander Sandstone 

0.389 

Non-command 

Bhander Sandstone 

0.220 

Non-command 

Shale 

0.227 

Non-command 

Bhander Sandstone 

0.161 

Non-command 

Bhander Sandstone 

0.256 

Non-command 

Shale 

0.732 

Non-command 

Bhander Sandstone 

2.574 

Non-command 

Shale 

4.013 

Non-command 

Shale 

2.399 

Non-command 

Bhander Sandstone 

0.870 

Non-command 

Shale 

6.129 

Non-command 

Shale 

2.775 

Non-command 

Bhander Sandstone 

1.426 

Non-command 

Bhander Sandstone 

0.283 

Non-command 

Shale 

6.253 

Non-command 

Shale 

1.803 

Non-command 

Shale 

1.565 

Non-command 

Bhander Sandstone 

1.890 

Non-command 

Bhander Sandstone 

2.030 

Non-command 

Shale 

8.215 

Non-command 

Bhander Sandstone 

1.380 

Non-command 

Shale 

7.797 

Non-command 

Bhander Sandstone 

3.191 

Non-command 

Shale 

0.019 

Non-command 

Bhander Sandstone 

0.007 

Non-command 

Bhander Sandstone 

0.008 

Non-command 

Shale 

4.680 

Non-command 

Shale 

0.863 

Non-command 

Bhander Sandstone 

7.423 

Non-command 

Shale 

0.353 

Non-command 

Bhander Sandstone 

0.382 

Non-command 

Bhander Sandstone 

0.189 

Non-command 

Bhander Sandstone 

0.160 

Non-command 

Shale 

3.423 

Non-command 

Shale 

2.873 

Non-command 

Bhander Sandstone 

2.627 

Non-command 

Shale 

0.007 

Non-command 

Bhander Sandstone 

2.872 

Non-command 

Shale 

0.992 

Non-command 

Bhander Sandstone 

0.063 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

160,000 

140,000 

120 

350,000 

350,000 

120 

300,000 

300,000 

120 

350,000 

350,000 

120 

130,000 

100,000 

120 

180,000 

170,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

300,000 

300,000 

120 

350,000 

350,000 

120 

350,000 

350,000 


120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

70,000 

40,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

60,000 

40,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

60,000 

40,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

60,000 

40,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

60,000 

40,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

70,000 

40,000 




MCM 

MCM 

(15) 

(16) 

0.034 

0.552 

1.092 

1.344 

0.216 

0.288 

0.042 

0.042 

- 

0.016 

- 

0.605 

0.126 

0.168 

0.252 

0.336 

0.630 

0.756 

0.108 

0.144 

0.210 

0.294 

0.294 

0.378 


0.008 

0.008 

0.017 

0.017 

0.025 

0.025 

0.005 

0.013 


0.008 

0.008 

0.059 

0.059 

0.084 

0.084 

0.086 

0.108 


0.613 

0.673 

0.086 

0.100 

0.008 

0.008 

0.017 

0.017 

0.353 

0.365 

0.244 

0.244 

0.084 

0.084 

0.285 

0.285 

0.067 

0.067 

0.252 

0.252 

0.193 

0.241 

1.117 

1.405 

0.151 

0.211 



0.479 

0.515 

0.038 

0.045 

0.428 

0.488 

0.017 

0.017 



0.059 

0.059 

0.106 

0.113 

0.302 

0.302 














































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Haripura 


Hatholi 


Jai Nagar 


Jalampura 


Jamboo Kuri 


Kajoriya 


Kalyanpura 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



0829000403578800 


0829000403576500 


0829000403577200 


0829000403578100 


0829000403578900 


0829000403578200 


0829000403577400 


0829000403577900 


0824001202952400 



Kesharpura 

0829000403571900 

2.894 

Fresh 

Khalgaon 

0829000403573900 

0.965 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Khema Ka Khera 

0829000403572200 

2.492 

Fresh 

Khumanganj 

0829000403573300 

4.981 

Fresh 


Non-command 


Non-command 



Kolpura 

0829000403583200 

4.792 

Fresh 

Kripapur 

0829000403582800 

2.075 

Fresh 

Lambakhoh 

0823000502779400 

8.275 

Fresh 

Laxmi Khera 

0829000403572800 

3.508 

Fresh 

Lothiyana 

0829000403573400 

5.532 

Fresh 

Luhariya 

0829000403576400 

8.969 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Meghniwas 

0829000403578600 

1.474 

Fresh 

Mortooka 

0829000403575800 

1.715 

Fresh 

Nagpura 

0829000403577100 

11.040 

Fresh 


Non-command 


Non-command 


Non-command 



Naroli 

0823000502779700 

4.479 

Fresh 

Nasera 

0829000403573800 

0.449 

Fresh 


Non-command 


Non-command 


Naya Gaon 

0829000403573100 

1.683 

Fresh 

Neemri Gawa 

0824001202949400 

4.120 

Fresh 

Pachyanpura 

0824001202949300 

8.407 

Fresh 

Padajhar Khurd 

0829000403585400 

1.774 

Fresh 

Paparbar 

0824001202949500 

4.082 

Fresh 

Parlai Khurd 

0829000403579300 

5.225 

Fresh 

Peepalda 

0829000403571700 

6.481 

Fresh 

Peerpura 

0829000403573600 

0.895 

Fresh 

Pratappura 

0829000403572300 

3.091 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Rajpura 

0823000502779800 

5.712 

Fresh 

Ramnagar 

0829000403577700 

0.381 

Fresh 

Ratanpura 

0829000403576600 

1.727 

Fresh 

Rawatpura 

0829000403582900 

1.487 

Fresh 

Sanga Ki Bari 

0829000403578000 

3.465 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Shale 

0.151 

Non-command 

Bhander Sandstone 

1.783 

Non-command 

Bhander Sandstone 

0.304 

Non-command 

Shale 

2.148 

Non-command 

Shale 

3.466 

Non-command 

Shale 

2.369 

Non-command 

Bhander Sandstone 

1.392 

Non-command 

Shale 

0.044 

Non-command 

Bhander Sandstone 

0.025 

Non-command 

Shale 

0.011 

Non-command 

Shale 

2.894 

Non-command 

Bhander Sandstone 

0.202 

Non-command 

Shale 

0.763 

Non-command 

Bhander Sandstone 

10.559 

Non-command 

Shale 

0.355 

Non-command 

Shale 

2.492 

Non-command 

Bhander Sandstone 

0.807 

Non-command 

Shale 

4.044 

Non-command 

Bhander Sandstone 

0.136 

Non-command 

Shale 

2.588 

Non-command 

Bhander Sandstone 

0.680 

Non-command 

Bhander Sandstone 

1.206 

Non-command 

Bhander Sandstone 

0.026 

Non-command 

Shale 

3.431 

Non-command 

Shale 

5.532 

Non-command 

Bhander Sandstone 

8.168 

Non-command 

Shale 

0.801 

Non-command 

Bhander Sandstone 

5.587 

Non-command 

Shale 

0.679 

Non-command 

Shale 

1.474 

Non-command 

Bhander Sandstone 

1.624 

Non-command 

Bhander Sandstone 

8.080 

Non-command 

Shale 

2.961 

Non-command 

Bhander Sandstone 

5.183 

Non-command 

Shale 

0.517 

Non-command 

Bhander Sandstone 

0.071 

Non-command 

Bhander Sandstone 

0.213 

Non-command 

Shale 

0.061 

Non-command 

Bhander Sandstone 

1.230 

Non-command 

Bhander Sandstone 

0.271 

Non-command 

Bhander Sandstone 

0.023 

Non-command 

Bhander Sandstone 

0.091 

Non-command 

Bhander Sandstone 

0.075 

Non-command 

Shale 

3.977 

Non-command 

Shale 

6.481 

Non-command 

Shale 

0.431 

Non-command 

Bhander Sandstone 

0.232 

Non-command 

Shale 

2.860 

Non-command 

Bhander Sandstone 

0.242 

Non-command 

Bhander Sandstone 

0.381 

Non-command 

Bhander Sandstone 

0.196 

Non-command 

Bhander Sandstone 

1.487 

Non-command 

Bhander Sandstone 

0.187 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

40,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

100,000 

70,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

50,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

60,000 

40,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

100,000 

70,000 

120 

70,000 

40,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

60,000 

40,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.084 

0.084 

0.042 

0.054 



0.336 

0.360 

0.025 

0.025 

0.092 

0.092 

0.034 

0.034 


0.328 

0.400 

0.050 

0.062 

0.244 

0.316 

0.008 

0.008 

0.126 

0.162 

0.042 

0.042 

0.134 

0.134 


0.277 

0.337 

0.302 

0.302 

0.202 

0.226 

0.017 

0.017 

0.193 

0.193 

0.025 

0.025 

0.269 

0.341 

0.042 

0.042 

0.580 

0.664 

0.210 

0.246 

0.101 

0.101 

0.008 

0.008 



0.017 

0.017 

0.260 

0.332 

0.008 

0.008 

0.202 

0.202 

0.050 

0.050 

0.084 

0.084 








































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Shambhoopura 

0829000403577600 

1.837 

Fresh 

Shripura 

0829000403573500 

15.439 

Fresh 

Sukhpura 

0829000403573000 

10.806 

Fresh 


Non-command 


Non-command 


Non-command 



Suthiyal 

0824001202952300 

1.027 

Fresh 

Takarda 

0829000403571800 

4.995 

Fresh 

Tamboliya 

0829000403572000 

3.120 

Fresh 

Tilaswan 

0824001202952200 

7.255 

Fresh 

Umarcha 

0829000403577000 

7.991 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


08003013 


Amalda 


Amarpura 


Amba 


0829000303560300 

5.344 

Fresh 

0829000303569300 

1.448 

Fresh 

0829000303561100 

1.229 

Fresh 

0829000303565900 

0.892 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Amjhariya 

0829000303552400 

4.315 

Fresh 

Anoppura 

0829000303560500 

5.856 

Fresh 


Non-command 


Non-command 



Badanpura 

0829000303568400 

1.391 

Fresh 

Bagpachhli Kheri 

0829000303564700 

2.609 

Fresh 

Bagpura 

0829000303566800 

10.589 

Fresh 

Bamanhera 

0829000303568700 

1.873 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Bande Ka Ramnagar 

0829000303565300 

1.208 

Fresh 

Begun (M) 

0829000342901000 

11.832 

Fresh 


Non-command 


Non-command 



Bhanwariya Khurd 

0829000303559000 

3.325 

Fresh 

Bhatkhera Joona 

0829000303570400 

0.404 

Fresh 

Bhatkhera Naya 

0829000303570000 

0.934 

Fresh 

Bheelon Ki Baithak 

0829000303561900 

1.472 

Fresh 

Bor Baori 

0829000303569200 

1.862 

Fresh 

Borakundi 

0829000303570700 

0.489 

Fresh 

Brijpura 

0829000303567000 

2.303 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chainsingh Ji Ka Rajpura 

0829000303562400 

2.055 

Fresh 

Chanchpura 

0829000303560100 

6.374 

Fresh 

Chanda Kheri 

0829000303558500 

7.915 

Fresh 

Charchha 

0829000303566000 

7.907 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Shale 

3.278 

Non-command 

Bhander Sandstone 

0.000 

Non-command 

Shale 

3.647 

Non-command 

Bhander Sandstone 

1.837 

Non-command 

Shale 

15.439 

Non-command 

Bhander Sandstone 

3.638 

Non-command 

Shale 

5.263 

Non-command 

Bhander Sandstone 

1.738 

Non-command 

Shale 

4.550 

Non-command 

Bhander Sandstone 

0.127 

Non-command 

Shale 

4.995 

Non-command 

Shale 

3.120 

Non-command 

Bhander Sandstone 

0.096 

Non-command 

Bhander Sandstone 

2.500 

Non-command 

Shale 

5.491 

Non-command 

Bhander Sandstone 

0.433 

Non-command 

Shale 

1.448 

Non-command 

Bhander Sandstone 

0.321 

Non-command 

Bhander Sandstone 

0.001 

Non-command 

Shale 

0.891 

Non-command 

Shale 

0.097 

Non-command 

Bhander Sandstone 

4.194 

Non-command 

Shale 

0.044 

Non-command 

Bhander Sandstone 

0.001 

Non-command 

Shale 

0.790 

Non-command 

Limestone 

2.832 

Non-command 

Shale 

1.399 

Non-command 

Shale 

1.391 

Non-command 

Shale 

2.609 

Non-command 

Shale 

10.567 

Non-command 

Limestone 

0.312 

Non-command 

Shale 

1.561 

Non-command 

Bhander Sandstone 

2.134 

Non-command 

Shale 

0.050 

Non-command 

Bhander Sandstone 

1.208 

Non-command 

Bhander Sandstone 

8.826 

Non-command 

Shale 

3.006 

Non-command 

Bhander Sandstone 

0.475 

Non-command 

Shale 

0.178 

Non-command 

Bhander Sandstone 

0.422 

Non-command 

Shale 

0.571 

Non-command 

Shale 

1.270 

Non-command 

Shale 

0.404 

Non-command 

Shale 

0.934 

Non-command 

Bhander Sandstone 

0.441 

Non-command 

Shale 

1.862 

Non-command 

Shale 

0.489 

Non-command 

Bhander Sandstone 

2.289 

Non-command 

Shale 

0.014 

Non-command 

Bhander Sandstone 

2.055 

Non-command 

Bhander Sandstone 

1.806 

Non-command 

Limestone 

0.289 

Non-command 

Bhander Sandstone 

0.081 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

40,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

70,000 

40,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

70,000 

40,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

70,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

70,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

70,000 

120 

60,000 

40,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.010 

0.010 

- 

- 

0.202 

0.250 

0.218 

0.218 

0.815 

0.815 

0.168 

0.216 

0.244 

0.304 

0.025 

0.025 

0.059 

0.059 

- 

- 

0.680 

0.800 

0.462 

0.594 

0.005 

0.005 

0.025 

0.025 

0.042 

0.042 

0.024 

0.046 

0.158 

0.360 



0.264 

0.754 

0.403 

0.489 

0.110 

0.146 

0.067 

0.197 

0.182 

0.578 

0.077 

0.091 

0.042 

0.071 

0.120 

0.242 

0.115 

0.216 

0.005 

0.005 

0.062 

0.134 

1.080 

1.411 

0.365 

0.480 

0.038 

0.045 

0.014 

0.014 

0.019 

0.041 

0.029 

0.058 

0.053 

0.089 

0.024 

0.024 

0.048 

0.055 

0.019 

0.026 

0.346 

0.360 

0.048 

0.055 

0.139 

0.290 

- 

- 

0.149 

0.336 

0.005 

0.027 

0.025 

0.035 









































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Chekli 

0829000303571300 

0.775 

Fresh 

Chhaliyon Ki Baithak 

0829000303562000 

0.974 

Fresh 

Daulatpur 

0829000303565000 

4.682 

Fresh 


Non-command 


Non-command 


Non-command 


Dediya 

0829000303571000 

3.898 

Fresh 

Delwalgarh 

0829000303561300 

5.306 

Fresh 

Deoriya 

0829000303564200 

1.263 

Fresh 


Non-command 


Non-command 


Non-command 



Dhamancha 

0829000303570500 

4.354 

Fresh 

Dhanora 

0829000303564600 

4.514 

Fresh 


Non-command 


Non-command 


DharamdasJi Ka Khera 

0829000303570900 

3.772 

Fresh 

Dharla 

0829000303563600 

5.257 

Fresh 

Dhawrakuri 

0829000303571400 

1.774 

Fresh 

Dobiyan 

0829000303570300 

1.484 

Fresh 

Dorai 

0829000303566700 

4.485 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Fatehpur @ Jhunjala Magr 

0829000303571100 

2.436 

Fresh 

Galyabaori 

0829000303570200 

3.050 

Fresh 

Gandeliya 

0829000303567400 

0.788 

Fresh 


Non-command 


Non-command 


Non-command 


Ganeshpura 

0829000303562900 

2.110 

Fresh 

Gangapur 

0829000303562600 

1.082 

Fresh 


Non-command 


Non-command 


Garhwara 

0829000303567500 

1.943 

Fresh 

Ghatabao 

0829000303554400 

0.926 

Fresh 

Ghati 

0829000403579000 

5.648 

Fresh 

Gopalpura 

0829000303565100 

1.470 

Fresh 

Govindpura 

0829000303568600 

2.830 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Hanutiya 

0829000303569400 

1.611 

Fresh 

Haripura 

0829000303565700 

0.575 

Fresh 


Non-command 


Non-command 



Jaisinghpura 

0829000303568800 

1.372 

Fresh 

Jalampura 

0829000303560400 

2.505 

Fresh 

Jalsagar 

0829000303566900 

1.666 

Fresh 

Jandolya 

0829000303571200 

3.772 

Fresh 

Jawadiya Joona 

0829000303561500 

2.189 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Shale 

7.823 

Non-command 

Limestone 

1.012 

Non-command 

Shale 

2.743 

Non-command 

Shale 

0.775 

Non-command 

Bhander Sandstone 

0.974 

Non-command 

Bhander Sandstone 

3.612 

Non-command 

Shale 

1.069 

Non-command 

Shale 

3.898 

Non-command 

Shale 

1.755 

Non-command 

Bhander Sandstone 

0.760 

Non-command 

Limestone 

0.014 

Non-command 

Shale 

0.488 

Non-command 

Bhander Sandstone 

0.428 

Non-command 

Shale 

0.635 

Non-command 

Shale 

4.354 

Non-command 

Limestone 

0.933 

Non-command 

Shale 

3.581 

Non-command 

Shale 

3.772 

Non-command 

Bhander Sandstone 

0.656 

Non-command 

Shale 

1.774 

Non-command 

Shale 

1.484 

Non-command 

Bhander Sandstone 

3.200 

Non-command 

Shale 

1.284 

Non-command 

Bhander Sandstone 

1.227 

Non-command 

Shale 

0.359 

Non-command 

Shale 

2.436 

Non-command 

Shale 

3.050 

Non-command 

Bhander Sandstone 

0.073 

Non-command 

Shale 

0.715 

Non-command 

Shale 

2.110 

Non-command 

Bhander Sandstone 

0.237 

Non-command 

Shale 

0.845 

Non-command 

Shale 

1.943 

Non-command 

Bhander Sandstone 

0.000 

Non-command 

Shale 

5.648 

Non-command 

Bhander Sandstone 

1.470 

Non-command 

Limestone 

2.329 

Non-command 

Shale 

0.501 

Non-command 

Limestone 

2.947 

Non-command 

Shale 

1.137 

Non-command 

Shale 

1.611 

Non-command 

Bhander Sandstone 

0.492 

Non-command 

Shale 

0.083 

Non-command 

Bhander Sandstone 

2.977 

Non-command 

Shale 

0.897 

Non-command 

Shale 

1.372 

Non-command 

Bhander Sandstone 

0.012 

Non-command 

Shale 

1.666 

Non-command 

Shale 

3.772 

Non-command 

Bhander Sandstone 

0.033 

Non-command 

Shale 

2.128 

Non-command 

Bhander Sandstone 

0.275 

Non-command 

Shale 

0.631 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

40,000 

120 

80,000 

70,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

70,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

70,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

70,000 

120 

60,000 

40,000 

120 

80,000 

70,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.168 

0.319 

0.101 

0.226 

0.158 

0.403 

0.019 

0.041 

0.101 

0.173 

0.043 

0.151 

0.014 

0.043 

0.067 

0.110 

- 

- 

0.019 

0.026 

- 

- 

0.014 

0.014 

0.010 

0.017 

0.019 

0.033 

0.451 

0.797 

0.101 

0.168 

0.221 

0.408 

0.014 

0.021 

0.029 

0.051 

0.043 

0.057 

0.067 

0.067 

0.245 

0.389 

0.096 

0.154 

0.048 

0.055 

0.014 

0.014 

0.014 

0.021 

0.096 

0.305 

0.005 

0.005 

0.053 

0.053 

0.154 

0.212 

0.005 

0.027 

0.024 

0.089 

0.077 

0.077 



0.096 

0.110 

0.019 

0.019 

0.048 

0.055 


















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Jetpuriya 


Jhonpariya 


Jodhapatel Ki Kheri 


Kadmali 


Kalabar 


Kaldan 


Kalyanpura 


Kanthariya 


Karanpuriya 


Karundiya 


Katunda 


Khardi 


0829000303566500 


0829000303570600 


0829000303562200 


0829000303560600 


0829000303568500 


0829000303569800 


0829000303568300 


0829000303570100 


0829000303563300 


0829000303568200 


0829000303557000 


0829000303567900 


sq.km 


(4) 


1.346 


0.874 


1.290 


0.167 


0.784 


0.842 


2.172 


3.032 


1.445 


1.303 


14.319 


3.143 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kheri Anoppura 

0829000303561000 

0.425 

Fresh 

Khermaliya 

0829000303559500 

4.154 

Fresh 


Non-command 


Non-command 


Khordiya 

0829000403579200 

2.488 

Fresh 

Khumawas 

0829000303565600 

0.271 

Fresh 

Kishorpura 

0829000303562700 

2.529 

Fresh 


Non-command 


Non-command 


Non-command 


Kulatiya Jooni 

0829000303567600 

0.846 

Fresh 

Kulatiya Nai 

0829000303570800 

2.524 

Fresh 

Ladpura 

0829000303566600 

1.600 

Fresh 


Non-command 


Non-command 


Non-command 


Laxmiganj 

0829000303565200 

0.990 

Fresh 

Madhopur 

0829000303564900 

1.765 

Fresh 

Mahesara 

0829000303552500 

22.860 

Fresh 


Non-command 


Non-command 


Non-command 


Mahupura 

0829000303565800 

0.502 

Fresh 

Mandawari 

0829000303560200 

8.885 

Fresh 

Mankeshwar 

0829000303565500 

1.028 

Fresh 

Marawada 

0829000303563100 

4.061 

Fresh 

Meghpura 

0829000303565400 

4.821 

Fresh 

Naya Gaon 

0829000303569700 

1.794 

Fresh 

Niliya 

0829000303554300 

1.376 

Fresh 

Pachhunda 

0829000303562800 

2.916 

Fresh 

Palanpur 

0829000303559300 

2.440 

Fresh 

Palka 

0829000303563500 

3.338 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Parawas 

0829000303562100 

1.842 

Fresh 

Parkhiya Khera 

0829000303564300 

1.455 

Fresh 


Non-command 


Non-command 



Parlai Khurd 

0829000403579300 

5.225 

Fresh 

Peepalda 

0829000303566200 

0.912 

Fresh 

Peepli Khera 

0829000303559400 

2.951 

Fresh 

Phalatol 

0829000303561800 

1.127 

Fresh 

Pratappura 

0829000303562300 

0.650 

Fresh 

Rajgarh 

0829000303567300 

3.543 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Ramniwas 


0829000303566100 


2.138 Fresh 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Shale 

1.346 

Non-command 

Shale 

0.874 

Non-command 

Bhander Sandstone 

1.290 

Non-command 

Bhander Sandstone 

0.167 

Non-command 

Shale 

0.784 

Non-command 

Shale 

0.842 

Non-command 

Shale 

2.172 

Non-command 

Shale 

3.032 

Non-command 

Limestone 

1.445 

Non-command 

Shale 

1.303 

Non-command 

Shale 

2.576 

Non-command 

Bhander Sandstone 

0.229 

Non-command 

Shale 

2.914 

Non-command 

Bhander Sandstone 

0.425 

Non-command 

Bhander Sandstone 

0.366 

Non-command 

Shale 

1.072 

Non-command 

Shale 

2.488 

Non-command 

Bhander Sandstone 

0.271 

Non-command 

Bhander Sandstone 

0.002 

Non-command 

Shale 

2.526 

Non-command 

Shale 

0.846 

Non-command 

Shale 

2.524 

Non-command 

Bhander Sandstone 

0.128 

Non-command 

Shale 

1.472 

Non-command 

Bhander Sandstone 

0.990 

Non-command 

Bhander Sandstone 

1.765 

Non-command 

Bhander Sandstone 

1.266 

Non-command 

Shale 

0.182 

Non-command 

Shale 

0.502 

Non-command 

Bhander Sandstone 

8.112 

Non-command 

Bhander Sandstone 

1.028 

Non-command 

Shale 

4.061 

Non-command 

Bhander Sandstone 

4.821 

Non-command 

Shale 

1.794 

Non-command 

Bhander Sandstone 

0.962 

Non-command 

Shale 

2.916 

Non-command 

Shale 

2.440 

Non-command 

Bhander Sandstone 

0.821 

Non-command 

Limestone 

0.735 

Non-command 

Bhander Sandstone 

3.203 

Non-command 

Shale 

0.745 

Non-command 

Bhander Sandstone 

1.842 

Non-command 

Bhander Sandstone 

0.372 

Non-command 

Limestone 

0.748 

Non-command 

Shale 

0.335 

Non-command 

Shale 

1.248 

Non-command 

Shale 

0.910 

Non-command 

Shale 

2.925 

Non-command 

Bhander Sandstone 

1.048 

Non-command 

Bhander Sandstone 

0.650 

Non-command 

Bhander Sandstone 

2.697 

Non-command 

Shale 

0.846 

Non-command 

Shale 

2.138 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

70,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

70,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

70,000 

120 

60,000 

40,000 

120 

100,000 

70,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.014 


0.058 


0.096 




0.010 

0.010 

0.058 

0.108 

0.062 

0.177 

0.019 

0.019 

0.005 

0.005 

0.024 

0.038 

0.427 

0.895 

0.101 

0.180 

0.283 

0.384 

0.331 

0.518 

0.178 

0.351 

0.072 

0.180 

0.168 

0.175 

0.173 

0.245 

0.038 

0.052 

0.059 

0.078 

- 

! 

- 

- 

0.110 

0.189 

0.014 

0.014 

0.050 

0.060 

0.014 

0.014 

0.025 

0.025 

0.091 

0.120 

0.086 

0.244 

0.014 

0.014 

0.163 

0.242 

0.086 

0.108 

0.029 

0.036 

0.038 

0.045 



















































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


5.441 Fresh 



Randola 

0829000303566300 

0.258 

Fresh 

Rawarda 

0829000303563800 

6.413 

Fresh 

Rayta 

0829000303563900 

6.740 

Fresh 


Non-command 


Non-command 


Non-command 



Rooppura 

0829000303563000 

1.532 

Fresh 

Samron Ka Lewa 

0829000303571600 

2.577 

Fresh 

Sangwa 

0829000403579100 

1.694 

Fresh 

Sarlasya 

0829000303569900 

2.188 

Fresh 

Sarli Ka Khera 

0829000303571500 

2.353 

Fresh 

Saroopji Ki Kheri 

0829000303569100 

2.541 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Semaliya 

0829000303568000 

1.867 

Fresh 

Semlader 

0829000303561400 

3.323 

Fresh 

Shadi 

0829000303563400 

3.609 

Fresh 


Non-command 


Non-command 


Non-command 



Shyodarshanpura 

0829000303568100 

3.773 

Fresh 

Singhpur 

0829000303569000 

5.575 

Fresh 


Non-command 


Non-command 


Sonagar 

0829000303560000 

1.422 

Fresh 

Soorpur 

0829000303562500 

0.711 

Fresh 

Taleti 

0829000303561200 

3.578 

Fresh 


Non-command 


Non-command 


Non-command 



Udpuriya 

0829000303566400 

1.454 

Fresh 

Umar Ka Khal 

0829000303554500 

0.612 

Fresh 

Utthen Kalan 

0829000303564100 

1.886 

Fresh 


Non-command 


Non-command 


Non-command 


08003014 


Utthen Khurd 

0829000303564000 

1.013 

Fresh 

Akhawa 

0830000303811300 

47.337 

Fresh 

Anandpura @ Phoota Tala 

0830000303806700 

13.484 

Fresh 

Anwali 

0830000303806900 

13.936 

Fresh 

Banda 

0830000303807300 

23.875 

Fresh 

Borawas 

0830000303811400 

41.614 

Fresh 

Daulatganj @ Naya Gaon 

0830000303807000 

33.515 

Fresh 

Dhaneshwar 

0823000502781100 

17.855 

Fresh 

Haripura 

0830000303813000 

8.340 

Fresh 

Jamoonya 

0830000303807200 

3.617 

Fresh 

Jawahar Sagar 

0823000502781300 

11.618 

Fresh 

Karondi 

0823000502781200 

0.233 

Fresh 

Khadipur 

0823000502781400 

1.588 

Fresh 

Kota (M Corp.) 

0830000343001000 

27.258 

Fresh 



Kotbaori 


0830000303811600 


109.423 

Fresh 

7.959 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kota Barrage 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Limestone 

1.704 

Non-command 

Shale 

3.737 

Non-command 

Shale 

0.258 

Non-command 

Bhander Sandstone 

0.896 

Non-command 

Bhander Sandstone 

1.826 

Non-command 

Shale 

3.663 

Non-command 

Limestone 

0.300 

Non-command 

Shale 

1.836 

Non-command 

Shale 

1.532 

Non-command 

Shale 

2.577 

Non-command 

Shale 

1.694 

Non-command 

Shale 

2.188 

Non-command 

Shale 

2.353 

Non-command 

Bhander Sandstone 

2.133 

Non-command 

Shale 

0.408 

Non-command 

Shale 

1.867 

Non-command 

Shale 

0.120 

Non-command 

Bhander Sandstone 

0.078 

Non-command 

Limestone 

3.532 

Non-command 

Limestone 

0.262 

Non-command 

Shale 

2.002 

Non-command 

Shale 

3.773 

Non-command 

Bhander Sandstone 

0.899 

Non-command 

Shale 

4.239 

Non-command 

Bhander Sandstone 

0.475 

Non-command 

Bhander Sandstone 

0.711 

Non-command 

Bhander Sandstone 

0.329 

Non-command 

Shale 

1.929 

Non-command 

Limestone 

4.974 

Non-command 

Shale 

3.584 

Non-command 

Bhander Sandstone 

0.174 

Non-command 

Shale 

3.266 

Non-command 

Shale 

1.454 

Non-command 

Bhander Sandstone 

0.001 

Non-command 

Bhander Sandstone 

1.414 

Non-command 

Shale 

0.473 

Non-command 

Bhander Sandstone 

1.013 

Non-command 

Bhander Sandstone 

8.657 

Non-command 

Bhander Sandstone 

5.454 

Non-command 

Bhander Sandstone 

12.961 

Non-command 

Bhander Sandstone 

9.774 

Non-command 

Bhander Sandstone 

30.290 

Non-command 

Bhander Sandstone 

32.497 

Non-command 

Bhander Sandstone 

3.665 

Non-command 

Bhander Sandstone 

0.000 

Non-command 

Bhander Sandstone 

2.625 

Non-command 

Bhander Sandstone 

6.271 

Non-command 

Bhander Sandstone 

0.011 

Non-command 

Bhander Sandstone 

0.297 

Command 

Bhander Sandstone 

0.134 

Non-command 

Bhander Sandstone 

17.757 

Non-command 

Bhander Sandstone 

7.590 

Non-command 

Bhander Sandstone 

2.207 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

80,000 

70,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

70,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

70,000 

120 

80,000 

70,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

70,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 



MCM 

MCM 

(15) 

(16) 

0.050 

0.338 

0.058 

0.526 

0.038 

0.038 

0.053 

0.060 

0.192 

0.293 

0.379 

0.573 

0.101 

0.130 

0.350 

0.487 

0.154 

0.204 

0.062 

0.148 

0.082 

0.089 

0.010 

0.060 

0.043 

0.093 

0.086 

0.108 

0.019 

0.026 

0.197 

0.384 

- 

- 

0.005 

0.005 

0.470 

0.518 

0.042 

0.061 

0.197 

0.283 

0.250 

0.624 

0.019 

0.026 

0.086 

0.108 

0.043 

0.137 

0.043 

0.065 


0.011 0.017 


0.119 0.017 


0.054 0.008 


































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



08003015 


Rangbari 


Rath Kankra 


Rojhari 


Tholanpur 


Agra 


Ajpura 


Akhawa 


Amarpura 


0830000303806600 


0830000303807100 


0830000303806800 


0830000303811500 


0829000403582700 


0829000403583100 


0830000303811300 


0829000403588100 


0830000303813800 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) 


6.930 


13.637 


6.253 


13.851 


9.407 


0.726 


47.337 


0.587 


1.814 




Arena Kalan 

0829000403583400 

2.649 

Fresh 

Bachhriya 

0830000303812500 

2.301 

Fresh 

Baheliya 

0829000403586300 

6.947 

Fresh 

Bakchanch 

0823000502779900 

23.453 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bakhtpura 


Balapura 


0829000403576200 


0829000403574300 


7.746 Fresh 


0.410 Fresh 


Non-command 


Non-command 


Balkoo 

0830000403817700 

8.357 

Fresh 

Baroliya 

0829000403575000 

1.949 

Fresh 


Non-command 


Non-command 


Barwan 

0829000403586000 

5.994 

Fresh 

Beer Kala Khet 

0829000403575700 

2.435 

Fresh 


Non-command 


Non-command 


Bhagwanpura 

0830000303813500 

0.615 

Fresh 

Bhagwatpura 

0829000403588600 

1.290 

Fresh 


Non-command 


Non-command 



Bhawanipura 

0829000403576000 

3.308 

Fresh 

Borawas 

0830000303811400 

41.614 

Fresh 

Borkui 

0830000303812400 

3.186 

Fresh 

Bugchach Kalan 

0830000303812600 

3.532 

Fresh 

Bugchach Khurd 

0830000303812700 

0.580 

Fresh 

Chand Baori 

0830000303813100 

10.999 

Fresh 

Chenpua 

0829000403585300 

1.263 

Fresh 

Deeppura 

0829000403587600 

2.494 

Fresh 

Deopura 

0830000303812000 

1.566 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Dhaneshwar 

0823000502781100 

17.855 

Fresh 

Dhuniya 

0829000403583600 

0.433 

Fresh 

Dohnya 

0830000303814000 

3.919 

Fresh 


Non-command 


Non-command 


Non-command 


Dolya 

0830000303811200 

21.974 

Fresh 

Doodi Talai 

0829000403584600 

3.085 

Fresh 

Forest Block 

0829000408299002 

39.833 

Fresh 

Ganeshpura 

0830000303814400 

2.762 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bhander Sandstone 

1.553 

Non-command 

Bhander Sandstone 

13.018 

Non-command 

Bhander Sandstone 

6.253 

Non-command 

Bhander Sandstone 

0.185 

Non-command 

Bhander Sandstone 

1.016 

Non-command 

Bhander Sandstone 

0.726 

Non-command 

Bhander Sandstone 

0.954 

Non-command 

Bhander Sandstone 

0.001 

Non-command 

Bhander Sandstone 

0.633 

Non-command 

Shale 

0.861 

Non-command 

Bhander Sandstone 

1.928 

Non-command 

Bhander Sandstone 

1.710 

Non-command 

Bhander Sandstone 

6.146 

Non-command 

Bhander Sandstone 

5.516 

Non-command 

Shale 

0.036 

Non-command 

Bhander Sandstone 

0.018 

Non-command 

Shale 

1.097 

Non-command 

Bhander Sandstone 

0.072 

Non-command 

Shale 

0.339 

Non-command 

Shale 

0.001 

Non-command 

Bhander Sandstone 

1.947 

Non-command 

Shale 

0.001 

Non-command 

Bhander Sandstone 

1.770 

Non-command 

Bhander Sandstone 

0.685 

Non-command 

Shale 

0.000 

Non-command 

Bhander Sandstone 

0.465 

Non-command 

Bhander Sandstone 

0.000 

Non-command 

Shale 

0.003 

Non-command 

Bhander Sandstone 

0.080 

Non-command 

Shale 

7.969 

Non-command 

Shale 

1.621 

Non-command 

Bhander Sandstone 

4.933 

Non-command 

Bhander Sandstone 

2.640 

Non-command 

Bhander Sandstone 

3.008 

Non-command 

Bhander Sandstone 

0.190 

Non-command 

Bhander Sandstone 

2.991 

Non-command 

Bhander Sandstone 

1.263 

Non-command 

Shale 

0.601 

Non-command 

Bhander Sandstone 

1.086 

Non-command 

Shale 

0.463 

Non-command 

Bhander Sandstone 

2.534 

Non-command 

Shale 

0.025 

Non-command 

Bhander Sandstone 

3.793 

Non-command 

Bhander Sandstone 

0.052 

Non-command 

Bhander Sandstone 

2.264 

Non-command 

Shale 

0.619 

Non-command 

Bhander Sandstone 

0.143 

Non-command 

Bhander Sandstone 

0.366 

Non-command 

Bhander Sandstone 

32.862 

Non-command 

Bhander Sandstone 

0.596 

Non-command 

Shale 

1.009 

Non-command 

Bhander Sandstone 

2.993 

Non-command 

Shale 

1.336 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

50,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

75,000 

60,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

50,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

50,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

50,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.008 

0.008 

0.151 

0.151 



0.017 

0.017 

0.101 

0.101 

0.059 

0.059 
























































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


12.249 Fresh 



Hajipur 

0829000403574400 

0.762 

Fresh 

Haripura 

0830000303813000 

8.340 

Fresh 

Hatholi 

0829000403576500 

2.593 

Fresh 

Indrapura 

0830000303814100 

1.860 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Jaspura 

0830000303814200 

4.432 

Fresh 

Jawahar Sagar 

0823000502781300 

11.618 

Fresh 

Jhalar Baori 

0829000403574800 

4.770 

Fresh 


Non-command 


Non-command 


Non-command 



Jhoojhala 

0829000403586200 

0.348 

Fresh 

Kacholiya 

0829000403575200 

0.735 

Fresh 


Non-command 


Non-command 


Khal Gaon 

0829000403576800 

1.870 

Fresh 

Khangarpura 

0830000303813900 

7.686 

Fresh 


Non-command 


Non-command 


Kharli Baori 

0830000303814600 

2.543 

Fresh 

Khera Veeran 

0829000403585000 

0.281 

Fresh 

Kishanpura 

0830000303813300 

8.380 

Fresh 

Kolipura 

0830000303811800 

2.258 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Kolpura 

0829000403583200 

4.792 

Fresh 

Koriya Khal 

0829000403574200 

0.242 

Fresh 


Non-command 


Non-command 


Kotbaori 

0830000303811600 

7.959 

Fresh 

Kotra 

0829000403588800 

3.203 

Fresh 

Kripapur 

0829000403582800 

2.075 

Fresh 

Kushalgarh 

0829000403585100 

0.496 

Fresh 

Lasana 

0829000403586100 

1.509 

Fresh 

Mahupura 

0829000403575600 

1.823 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Malpura 

0829000403588700 

0.814 

Fresh 

Mandesara 

0829000403576700 

9.336 

Fresh 

Manoli 

0829000403586500 

3.120 

Fresh 

Manpura 

0829000403587700 

2.691 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Mortooka 

0829000403575800 

1.715 

Fresh 

Motipura 

0830000303813400 

0.455 

Fresh 

Nali 

0829000403584900 

3.555 

Fresh 

Narayanpura 

0830000303814300 

5.299 

Fresh 


Neemkhera 


Non-command 


Non-command 


Non-command 


Non-command 



0830000303812100 


2.207 Fresh 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bhander Sandstone 

10.516 

Non-command 

Shale 

0.221 

Non-command 

Shale 

0.762 

Non-command 

Bhander Sandstone 

8.016 

Non-command 

Bhander Sandstone 

0.810 

Non-command 

Bhander Sandstone 

0.508 

Non-command 

Shale 

0.306 

Non-command 

Bhander Sandstone 

1.790 

Non-command 

Shale 

2.985 

Non-command 

Bhander Sandstone 

0.005 

Non-command 

Shale 

3.386 

Non-command 

Bhander Sandstone 

0.784 

Non-command 

Shale 

6.157 

Non-command 

Bhander Sandstone 

0.162 

Non-command 

Bhander Sandstone 

0.759 

Non-command 

Bhander Sandstone 

0.733 

Non-command 

Shale 

0.063 

Non-command 

Bhander Sandstone 

0.015 

Non-command 

Shale 

0.018 

Non-command 

Bhander Sandstone 

0.348 

Non-command 

Bhander Sandstone 

0.696 

Non-command 

Shale 

0.039 

Non-command 

Bhander Sandstone 

1.870 

Non-command 

Bhander Sandstone 

4.753 

Non-command 

Shale 

2.167 

Non-command 

Bhander Sandstone 

0.346 

Non-command 

Bhander Sandstone 

0.281 

Non-command 

Bhander Sandstone 

4.938 

Non-command 

Bhander Sandstone 

1.676 

Non-command 

Shale 

0.257 

Non-command 

Bhander Sandstone 

4.112 

Non-command 

Bhander Sandstone 

0.161 

Non-command 

Shale 

0.081 

Non-command 

Bhander Sandstone 

5.718 

Non-command 

Shale 

0.025 

Non-command 

Bhander Sandstone 

0.869 

Non-command 

Bhander Sandstone 

0.496 

Non-command 

Bhander Sandstone 

1.509 

Non-command 

Bhander Sandstone 

0.491 

Non-command 

Shale 

1.332 

Non-command 

Shale 

0.012 

Non-command 

Bhander Sandstone 

3.071 

Non-command 

Bhander Sandstone 

0.490 

Non-command 

Bhander Sandstone 

0.343 

Non-command 

Shale 

0.149 

Non-command 

Bhander Sandstone 

0.085 

Non-command 

Bhander Sandstone 

0.319 

Non-command 

Bhander Sandstone 

3.187 

Non-command 

Bhander Sandstone 

1.369 

Non-command 

Shale 

0.582 

Non-command 

Bhander Sandstone 

0.322 

Non-command 

Shale 

1.634 

Non-command 

Bhander Sandstone 

1.261 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

90,000 

50,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

50,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

50,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

50,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

50,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.260 


0.006 


0.025 


0.017 


0.042 




0.050 

0.050 

0.076 

0.076 


0.143 

0.167 

0.025 

0.025 

0.193 

0.205 



0.092 

0.092 

0.193 

0.193 

0.235 

0.235 

0.017 

0.017 

0.034 

0.034 



0.008 

0.030 

0.176 

0.176 









































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Ogadiya 


Padajhar Khurd 


Paral Banda 


Peerpura 


Phootpal 


Prithvipura 


Rajpura 


Ratanpura 


Ratariya 


0829000403583700 

1.041 

Fresh 

0829000403585400 

1.774 

Fresh 

0829000403585200 

0.371 

Fresh 

0829000403573600 

0.895 

Fresh 

0829000403583300 

1.352 

Fresh 

0830000303813700 

2.204 

Fresh 

0823000502779800 

5.712 

Fresh 

0829000403583500 

1.862 

Fresh 

0829000403576600 

1.727 

Fresh 

0830000303811900 

1.644 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Ratoli 

0829000403586600 

2.776 

Fresh 

Rawatbhata (M) 

0829000442902000 

9.535 

Fresh 

Rooppura 

0830000303812300 

6.118 

Fresh 

Saneeta 

0829000403575400 

1.956 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Shyampura 

0829000403576100 

1.583 

Fresh 

Shyodanpura 

0830000303812200 

1.466 

Fresh 


Non-command 


Non-command 


Teendwa 

0829000403575100 

0.573 

Fresh 

Tholanpur 

0830000303811500 

13.851 

Fresh 


Non-command 


Non-command 


Udpura 

0830000303813600 

0.744 

Fresh 

Udpuria 

0829000403575900 

1.076 

Fresh 


Non-command 


Non-command 


08003016 


Udpuriya 


Ummedpura 


Agra 


Amlat 


Anandpura 


Anwalhera 


Arena Kalan 


Arena Khurd 


Arniya 


Baheliya 


Bakhari 


Banda 


Baori Khera 


Barkhera 


Barwan 


Chittauriya 


Dareeba 


Deeppura 


Deopura 


Dholai 


Doodi Talai 


Dotara 


Eklingpura 


0829000403583900 

2.443 

Fresh 

0830000303812800 

0.343 

Fresh 

0829000403582700 

9.407 

Fresh 

0829000403584400 

2.859 

Fresh 

0829000403584500 

1.416 

Fresh 

0829000403593600 

6.707 

Fresh 

0829000403583400 

2.649 

Fresh 

0829000403584700 

0.147 

Fresh 

0829000403581300 

19.299 

Fresh 

0829000403584300 

0.167 

Fresh 

0829000403586300 

6.947 

Fresh 

0829000403582000 

0.064 

Fresh 

0829000403591900 

0.006 

Fresh 

0829000403593900 

3.313 

Fresh 

0829000403591700 

5.947 

Fresh 

0829000403586000 

5.994 

Fresh 

0829000403593000 

2.308 

Fresh 

0829000403581900 

0.854 

Fresh 

0829000403587600 

2.494 

Fresh 

0829000403594200 

8.847 

Fresh 

0829000403591300 

4.094 

Fresh 

0829000403584600 

3.085 

Fresh 

0829000403592400 

10.451 

Fresh 

0829000403591100 

4.999 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Shale 

0.501 

Non-command 

Bhander Sandstone 

1.034 

Non-command 

Bhander Sandstone 

1.194 

Non-command 

Bhander Sandstone 

0.371 

Non-command 

Shale 

0.407 

Non-command 

Bhander Sandstone 

1.352 

Non-command 

Bhander Sandstone 

1.893 

Non-command 

Bhander Sandstone 

0.207 

Non-command 

Bhander Sandstone 

1.857 

Non-command 

Bhander Sandstone 

1.531 

Non-command 

Bhander Sandstone 

1.062 

Non-command 

Shale 

0.432 

Non-command 

Bhander Sandstone 

0.172 

Non-command 

Bhander Sandstone 

6.517 

Non-command 

Bhander Sandstone 

4.943 

Non-command 

Bhander Sandstone 

1.518 

Non-command 

Shale 

0.439 

Non-command 

Bhander Sandstone 

1.601 

Non-command 

Shale 

0.088 

Non-command 

Shale 

1.583 

Non-command 

Bhander Sandstone 

1.061 

Non-command 

Shale 

0.020 

Non-command 

Bhander Sandstone 

0.573 

Non-command 

Bhander Sandstone 

9.604 

Non-command 

Shale 

0.941 

Non-command 

Bhander Sandstone 

0.564 

Non-command 

Bhander Sandstone 

0.386 

Non-command 

Shale 

0.681 

Non-command 

Bhander Sandstone 

0.282 

Non-command 

Bhander Sandstone 

0.323 

Non-command 

Bhander Sandstone 

7.490 

Non-command 

Bhander Sandstone 

2.578 

Non-command 

Bhander Sandstone 

1.267 

Non-command 

Bhander Sandstone 

6.707 

Non-command 

Bhander Sandstone 

0.721 

Non-command 

Bhander Sandstone 

0.144 

Non-command 

Bhander Sandstone 

7.845 

Non-command 

Bhander Sandstone 

0.121 

Non-command 

Bhander Sandstone 

0.725 

Non-command 

Bhander Sandstone 

0.021 

Non-command 

Bhander Sandstone 

0.006 

Non-command 

Bhander Sandstone 

3.313 

Non-command 

Bhander Sandstone 

5.947 

Non-command 

Bhander Sandstone 

3.047 

Non-command 

Bhander Sandstone 

2.308 

Non-command 

Bhander Sandstone 

0.605 

Non-command 

Shale 

0.001 

Non-command 

Bhander Sandstone 

3.527 

Non-command 

Bhander Sandstone 

0.210 

Non-command 

Bhander Sandstone 

2.693 

Non-command 

Bhander Sandstone 

10.050 

Non-command 

Bhander Sandstone 

0.267 

Non-command 

Shale 

0.053 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

50,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

50,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

50,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

50,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 






0.092 

0.092 

0.050 

0.050 



0.059 

0.059 

0.017 

0.017 



0.042 

0.042 

0.042 

0.042 

0.076 

0.100 



0.050 

0.050 

0.050 

0.050 



0.143 

0.143 

0.008 

0.008 

0.042 

0.042 


0.034 

0.034 

0.008 

0.008 



































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Emti 

0829000403585600 

1.081 

Fresh 

Forest Block 

0829000408299002 

39.833 

Fresh 

Ganeshpura 

0829000403584800 

0.360 

Fresh 

Ganga Ka Khera 

0829000403585700 

0.099 

Fresh 

Gopalpura 

0829000403590700 

4.793 

Fresh 

Govindpura 

0829000403593300 

1.619 

Fresh 

Jagliya Rundi 

0829000403582100 

1.377 

Fresh 

Jalampura 

0829000403587800 

0.767 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Jaswantpura 

0829000403582500 

1.464 

Fresh 

Jhalar Baori 

0829000403574800 

4.770 

Fresh 


Non-command 


Non-command 



Jheenkra 

0829000403593200 

6.704 

Fresh 

Kanti 

0829000403592500 

0.172 

Fresh 

Kanwarpura 

0829000403594100 

3.654 

Fresh 

Kesha Ka Khera 

0829000403586400 

0.559 

Fresh 

Kethoola 

0829000403592600 

0.194 

Fresh 

Khangarpura 

0829000403580800 

3.773 

Fresh 

Kharnai 

0829000403581700 

10.951 

Fresh 

Kherat 

0829000403594000 

4.221 

Fresh 

Kherli 

0829000403587400 

6.594 

Fresh 

Kishorpura 

0829000403588400 

1.309 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kua Khera 

0829000403592900 

10.334 

Fresh 

Kundaliya 

0829000403585500 

0.195 

Fresh 

Latoor 

0829000403592800 

1.612 

Fresh 

Manoli 

0829000403586500 

3.120 

Fresh 

Matasara 

0829000403591400 

0.704 

Fresh 

Meghpura 

0829000403593800 

0.253 

Fresh 

Menpura 

0829000403580900 

3.103 

Fresh 

Mohana 

0829000403591000 

8.563 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Mordi 

0829000403586700 

0.268 

Fresh 

Muwada 

0829000403593400 

3.796 

Fresh 

Nali 

0829000403584900 

3.555 

Fresh 

Narayanpura 

0829000403583800 

1.013 

Fresh 

Nayagaon 

0829000403593100 

7.138 

Fresh 

Neem Ka Khera 

0829000403584100 

0.229 

Fresh 

Ogadiya 

0829000403583700 

1.041 

Fresh 

Peepalda 

0829000403592300 

8.564 

Fresh 

Prempura 

0829000403582200 

0.732 

Fresh 

Raipur 

0829000403587300 

0.331 

Fresh 

Rajpura 

0829000403583500 

1.862 

Fresh 

Rampuriya 

0829000403592700 

1.968 

Fresh 

Ratoli 

0829000403586600 

2.776 

Fresh 

Rawatbhata (M) 

0829000442902000 

9.535 

Fresh 

Ren Khera 

0829000403589200 

6.220 

Fresh 

Rodi 

0829000403591500 

5.402 

Fresh 

Rooppura 

0829000403584000 

1.281 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bhander Sandstone 

1.044 

Non-command 

Bhander Sandstone 

4.546 

Non-command 

Bhander Sandstone 

0.360 

Non-command 

Bhander Sandstone 

0.099 

Non-command 

Bhander Sandstone 

0.060 

Non-command 

Bhander Sandstone 

1.619 

Non-command 

Bhander Sandstone 

1.311 

Non-command 

Bhander Sandstone 

0.000 

Non-command 

Shale 

0.025 

Non-command 

Bhander Sandstone 

0.084 

Non-command 

Shale 

0.021 

Non-command 

Bhander Sandstone 

1.240 

Non-command 

Bhander Sandstone 

3.972 

Non-command 

Shale 

0.001 

Non-command 

Bhander Sandstone 

0.008 

Non-command 

Shale 

0.066 

Non-command 

Bhander Sandstone 

6.704 

Non-command 

Bhander Sandstone 

0.172 

Non-command 

Bhander Sandstone 

0.392 

Non-command 

Bhander Sandstone 

0.283 

Non-command 

Bhander Sandstone 

0.194 

Non-command 

Bhander Sandstone 

3.689 

Non-command 

Bhander Sandstone 

0.038 

Non-command 

Bhander Sandstone 

4.216 

Non-command 

Bhander Sandstone 

6.594 

Non-command 

Bhander Sandstone 

0.000 

Non-command 

Shale 

0.014 

Non-command 

Bhander Sandstone 

10.334 

Non-command 

Bhander Sandstone 

0.195 

Non-command 

Bhander Sandstone 

1.249 

Non-command 

Bhander Sandstone 

1.732 

Non-command 

Bhander Sandstone 

0.704 

Non-command 

Bhander Sandstone 

0.129 

Non-command 

Bhander Sandstone 

3.103 

Non-command 

Bhander Sandstone 

0.222 

Non-command 

Shale 

0.007 

Non-command 

Bhander Sandstone 

0.137 

Non-command 

Bhander Sandstone 

3.796 

Non-command 

Bhander Sandstone 

0.368 

Non-command 

Bhander Sandstone 

0.792 

Non-command 

Bhander Sandstone 

7.138 

Non-command 

Bhander Sandstone 

0.205 

Non-command 

Bhander Sandstone 

0.007 

Non-command 

Bhander Sandstone 

8.442 

Non-command 

Bhander Sandstone 

0.453 

Non-command 

Bhander Sandstone 

0.331 

Non-command 

Bhander Sandstone 

0.005 

Non-command 

Bhander Sandstone 

1.894 

Non-command 

Bhander Sandstone 

1.810 

Non-command 

Bhander Sandstone 

2.925 

Non-command 

Bhander Sandstone 

0.036 

Non-command 

Bhander Sandstone 

5.402 

Non-command 

Bhander Sandstone 

0.665 


with 

Pumpset 


(9) (10) 


20 24 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 


(14) (15) 


0.240 0.202 




0.160 

0.208 

0.067 

0.067 



0.580 

0.640 

0.076 

0.076 































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


08003017 


sq.km 


(4) (5) 


5.727 Fresh 


3.576 Fresh 



Udpuriya 

0829000403583900 

2.443 

Fresh 

Akya Gehlot 

0832000704116800 

4.847 

Fresh 

Akya Parmar 

0832000704125100 

2.121 

Fresh 

Badiya Lakha 

0832000704126300 

3.503 

Fresh 

Baman Deoriya 

0832000704125500 

4.562 

Fresh 

Bankari 

0832000704117000 

1.815 

Fresh 

Bar Khera 

0832000704124600 

1.522 

Fresh 

Bardiya Beerji 

0832000704125000 

8.498 

Fresh 

Bardiya Heerji 

0832000704127500 

4.721 

Fresh 

Beel Kheri 

0832000704127200 

9.797 

Fresh 

Berla 

0832000704126100 

8.892 

Fresh 

Beti Kheri 

0832000704123900 

1.424 

Fresh 

Bharka 

0832000704128500 

3.594 

Fresh 

Bhat Kheri 

0832000704121900 

4.020 

Fresh 

Bilawali 

0832000704122100 

4.426 

Fresh 

Bishniya 

0832000704119100 

2.710 

Fresh 

Borkheri Anjana 

0832000704124800 

1.780 

Fresh 

Borkheri Kachhnara 

0832000704124000 

1.220 

Fresh 

Borkheri Karamchand 

0832000704117200 

1.332 

Fresh 

Chachurni 

0832000704133100 

5.406 

Fresh 

Chand Kheri 

0832000704125600 

1.880 

Fresh 

Chandrapura 

0832000704129400 

2.233 

Fresh 

Chara 

0832000704127400 

7.816 

Fresh 

Chaukari Kalan 

0832000704133500 

3.351 

Fresh 

Chaukari Khurd 

0832000704133000 

4.022 

Fresh 

Chhappiyan 

0832000704116500 

3.298 

Fresh 

Chiri 

0832000704126500 

0.823 

Fresh 

Chistipura 

0832000704122200 

1.620 

Fresh 

Chor Bardi 

0832000704124100 

3.688 

Fresh 

Dag 

0832000704133900 

17.876 

Fresh 

Daryaopura 

0832000704134000 

7.665 

Fresh 

Dela Kheri 

0832000704124200 

1.800 

Fresh 

Deogarh 

0832000704123300 

8.728 

Fresh 

Deoriya Kanwal 

0832000704119600 

3.895 

Fresh 

Deoriya Kilol 

0832000704117600 

2.775 

Fresh 

Dhabla 

0832000704124500 

3.602 

Fresh 

Dhamanda Kalan 

0832000704129500 

2.023 

Fresh 

Dhamanda Khurd 

0832000704129600 

1.982 

Fresh 

Dharmpuri 

0832000704126800 

0.660 

Fresh 

Dheengani 

0832000704118100 

1.799 

Fresh 

Dokar Khera 

0832000704127100 

3.583 

Fresh 

Doli Sarna 

0832000704132500 

3.720 

Fresh 

Dudhaliya 

0832000704133200 

9.805 

Fresh 

Dudhlai 

0832000704128600 

4.826 

Fresh 

Gangdhar 

0832000704118900 

5.308 

Fresh 

Garda 

0832000704117900 

1.592 

Fresh 

Garha 

0832000704133800 

6.671 

Fresh 

Ghata Kheri 

0832000704128100 

1.447 

Fresh 

Ghattiya 

0832000704117100 

1.964 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bhander Sandstone 

0.003 

Non-command 

Shale 

0.002 

Non-command 

Bhander Sandstone 

3.571 

Non-command 

Shale 

0.005 

Non-command 

Bhander Sandstone 

2.161 

Non-command 

Deccan Traps 

1.699 

Non-command 

Deccan Traps 

2.121 

Non-command 

Deccan Traps 

3.503 

Non-command 

Deccan Traps 

2.121 

Non-command 

Deccan Traps 

1.815 

Non-command 

Deccan Traps 

1.522 

Non-command 

Deccan Traps 

8.498 

Non-command 

Deccan Traps 

4.721 

Non-command 

Deccan Traps 

9.653 

Non-command 

Deccan Traps 

8.892 

Non-command 

Deccan Traps 

1.424 

Non-command 

Deccan Traps 

3.594 

Non-command 

Deccan Traps 

4.020 

Non-command 

Deccan Traps 

4.426 

Non-command 

Deccan Traps 

2.710 

Non-command 

Deccan Traps 

1.780 

Non-command 

Deccan Traps 

1.220 

Non-command 

Deccan Traps 

1.332 

Non-command 

Deccan Traps 

5.406 

Non-command 

Deccan Traps 

0.175 

Non-command 

Deccan Traps 

0.169 

Non-command 

Deccan Traps 

7.816 

Non-command 

Deccan Traps 

3.351 

Non-command 

Deccan Traps 

4.022 

Non-command 

Deccan Traps 

1.149 

Non-command 

Deccan Traps 

0.823 

Non-command 

Deccan Traps 

1.620 

Non-command 

Deccan Traps 

3.688 

Non-command 

Deccan Traps 

17.486 

Non-command 

Deccan Traps 

2.883 

Non-command 

Deccan Traps 

1.800 

Non-command 

Deccan Traps 

8.728 

Non-command 

Deccan Traps 

2.328 

Non-command 

Deccan Traps 

2.775 

Non-command 

Deccan Traps 

3.602 

Non-command 

Deccan Traps 

1.086 

Non-command 

Deccan Traps 

1.495 

Non-command 

Deccan Traps 

0.660 

Non-command 

Deccan Traps 

1.799 

Non-command 

Deccan Traps 

0.013 

Non-command 

Deccan Traps 

0.920 

Non-command 

Deccan Traps 

9.805 

Non-command 

Deccan Traps 

4.826 

Non-command 

Deccan Traps 

5.308 

Non-command 

Deccan Traps 

1.592 

Non-command 

Deccan Traps 

6.671 

Non-command 

Deccan Traps 

1.447 

Non-command 

Deccan Traps 

1.964 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.034 

0.034 

0.079 

0.079 

0.158 

0.158 

0.396 

0.396 

0.205 

0.212 

0.152 

0.152 

0.119 

0.119 

0.462 

0.462 

0.205 

0.205 

0.442 

0.442 

0.521 

0.521 

0.125 

0.125 

0.370 

0.370 

0.211 

0.211 

0.469 

0.469 

0.350 

0.350 

0.026 

0.026 

0.125 

0.125 

0.125 

0.125 

0.634 

0.648 

0.007 

0.007 

0.013 

0.013 

0.290 

0.290 

0.158 

0.165 

0.370 

0.370 

0.092 

0.092 

0.106 

0.106 

0.158 

0.158 

0.125 

0.125 

2.350 

2.372 

0.086 

0.086 

0.073 

0.073 

0.779 

0.779 

0.211 

0.211 

0.238 

0.238 

0.152 

0.152 

0.099 

0.099 

0.119 

0.126 

0.073 

0.073 

0.145 

0.145 

- 

- 

0.026 

0.026 

1.115 

1.115 

0.323 

0.323 

0.290 

0.290 

0.106 

0.106 

0.310 

0.310 

0.158 

0.165 

0.099 

0.099 









































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Girdharpura 


Gol Kheri 


Govindpura 


Guradiya Isar 


Guradiya Jhala 


Guradiya Deora 


Guwalad 


Harni Khera 


Hasamadi 


Hidayat Nagar 


Jagdishpura 


Jamuniya 


Jeta Kheri 


Jheekariya 


Kachhnara 


Kagariya 


Kalyanpura 


Karanpura 


Kama Kheri 


Karnaliya 


Keetiya 


Keloo Khera 


Khamla 


Khankhari 


Kher Khera 


Khurchaniya 


Kolva Goojar 


Kolvi @ Mandi Rajendrapur 


Kumathiya 


Kutki 


Kyasra 


Lakha Kheri Parmar 


Lasooriya 


Loona Khera 


Loona Kheri 


Magsi 


Mahuri Khera 


Malhar Ganj 


Mandirpur 


Melki 


Meroo Kheri 


Mokal Kheri 


Moondla 


Naya Khera 


Nipaniya 


Nipaniya Jhala 


Nipanya Kaloo 


Padma Kheri 


Para Peepli 


Paraliya 


Parthi Garh 


Patlai 


0832000704133700 


0832000704119000 


0832000704132100 


0832000704123600 


0832000704118000 


0832000704121800 


0832000704122900 


0832000704119400 


0832000704118400 


0832000704132900 


0832000704133600 


0832000704123400 


0832000704118700 


0832000704116900 


0832000704127800 


0832000704126700 


0832000704132800 


0832000704118800 


0832000704117500 


0832000704118300 


0832000704125400 


0832000704122800 


0832000704129100 


0832000704126600 


0832000704128000 


0832000704125900 


0832000704123100 


0832000704117400 


0832000743208000 


0832000704127300 


0832000704122000 


0832000704132400 


0832000704126200 


0832000704123500 


0832000704122600 


0832000704122500 


0832000704127600 


0832000704134100 


0832000704122300 


0832000704128700 


0832000704122700 


0832000704128900 


0832000704122400 


0832000704116400 


0832000704123000 


0832000704129000 


0832000704119800 


0832000704118600 


0832000704124900 


0832000704116300 


0832000704119700 


0832000704132700 


0832000704128800 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Deccan Traps 

2.445 

Non-command 

Deccan Traps 

3.606 

Non-command 

Deccan Traps 

0.003 

Non-command 

Deccan Traps 

6.372 

Non-command 

Deccan Traps 

4.016 

Non-command 

Deccan Traps 

3.434 

Non-command 

Deccan Traps 

2.652 

Non-command 

Deccan Traps 

4.113 

Non-command 

Deccan Traps 

1.621 

Non-command 

Deccan Traps 

3.718 

Non-command 

Deccan Traps 

5.863 

Non-command 

Deccan Traps 

4.753 

Non-command 

Deccan Traps 

8.053 

Non-command 

Deccan Traps 

3.223 

Non-command 

Deccan Traps 

12.166 

Non-command 

Deccan Traps 

2.866 

Non-command 

Deccan Traps 

2.164 

Non-command 

Deccan Traps 

2.956 

Non-command 

Deccan Traps 

2.508 

Non-command 

Deccan Traps 

1.737 

Non-command 

Deccan Traps 

1.513 

Non-command 

Deccan Traps 

2.489 

Non-command 

Deccan Traps 

2.440 

Non-command 

Deccan Traps 

1.874 

Non-command 

Deccan Traps 

1.565 

Non-command 

Deccan Traps 

0.021 

Non-command 

Deccan Traps 

1.847 

Non-command 

Deccan Traps 

2.947 

Non-command 

Deccan Traps 

1.907 

Non-command 

Deccan Traps 

6.080 

Non-command 

Deccan Traps 

2.602 

Non-command 

Deccan Traps 

0.126 

Non-command 

Deccan Traps 

1.882 

Non-command 

Deccan Traps 

3.773 

Non-command 

Deccan Traps 

4.576 

Non-command 

Deccan Traps 

2.398 

Non-command 

Deccan Traps 

14.666 

Non-command 

Deccan Traps 

3.072 

Non-command 

Deccan Traps 

2.321 

Non-command 

Deccan Traps 

3.870 

Non-command 

Deccan Traps 

1.563 

Non-command 

Deccan Traps 

2.918 

Non-command 

Deccan Traps 

3.052 

Non-command 

Deccan Traps 

2.127 

Non-command 

Deccan Traps 

3.557 

Non-command 

Deccan Traps 

5.647 

Non-command 

Deccan Traps 

0.033 

Non-command 

Deccan Traps 

4.499 

Non-command 

Deccan Traps 

3.520 

Non-command 

Deccan Traps 

2.066 

Non-command 

Deccan Traps 

2.129 

Non-command 

Deccan Traps 

3.354 

Non-command 

Deccan Traps 

4.370 


of Tube of Wells Operational 
Wells with Days 

Pumpset 


Average Yield 

Draft 

Tube 

Wells 

Wells with 
Pumpset 

Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

MCM 

MCM 

(12) 

(13) 

(14) 

(15) 





0.528 

0.528 

0.752 

0.752 

0.172 

0.172 

0.323 

0.323 

0.244 

0.244 

0.304 

0.304 

0.310 

0.310 

0.409 

0.423 

0.700 

0.700 

0.502 

0.502 

0.106 

0.106 

1.096 

1.139 

0.660 

0.660 


0.436 

0.436 

0.165 

0.165 

0.106 

0.106 

0.066 

0.066 

0.284 

0.284 

0.310 

0.310 

0.310 

0.310 

0.040 

0.040 

- 

- 

0.323 

0.323 

0.172 

0.172 

0.343 

0.350 

0.653 

0.653 

0.073 

0.073 

0.007 

0.007 

0.046 

0.046 

0.224 

0.224 

0.469 

0.469 

0.224 

0.224 

0.422 

0.422 

0.079 

0.079 

0.152 

0.152 

0.422 

0.429 

0.139 

0.139 

0.172 

0.172 

0.178 

0.178 

0.178 

0.178 

0.363 

0.363 

0.330 

0.330 

- 

- 

0.429 

0.429 

0.132 

0.132 

0.132 

0.132 

0.125 

0.125 

0.541 

0.548 

0.640 

0.640 


















































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


08003018 


Village 



Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Peepa Kheri 

0832000704125200 

2.742 

Fresh 

Peepalda 

0832000704123200 

2.342 

Fresh 

Peeplya Kalan 

0832000704132600 

3.235 

Fresh 

Peeplya Khurd 

0832000704129300 

2.500 

Fresh 

Piplai 

0832000704119200 

2.500 

Fresh 

Punwar Kheri 

0832000704124700 

2.245 

Fresh 

Rajpura 

0832000704128300 

5.537 

Fresh 

Ralayti 

0832000704117300 

1.993 

Fresh 

Rampura 

0832000704127700 

14.733 

Fresh 

Ranayra 

0832000704119500 

6.203 

Fresh 

Rapa Khera 

0832000704119300 

2.243 

Fresh 

Ratanpura 

0832000704133400 

3.599 

Fresh 

Rawatpura 

0832000704117700 

5.992 

Fresh 

Rojhana 

0832000704118500 

5.634 

Fresh 

Sakariya 

0832000704117800 

7.922 

Fresh 

Salariya 

0832000704126000 

4.144 

Fresh 

Saranga Khera 

0832000704132300 

3.683 

Fresh 

Sarwar 

0832000704126400 

6.308 

Fresh 

Semli Chharot 

0832000704118200 

3.810 

Fresh 

Semli Gehlot 

0832000704116700 

4.108 

Fresh 

Senkala 

0832000704124400 

2.190 

Fresh 

Shivgarh 

0832000704133300 

4.302 

Fresh 

Sikandarpura 

0832000704132200 

2.245 

Fresh 

Suhagara 

0832000704127900 

2.671 

Fresh 

Sujanpur 

0832000704129700 

3.555 

Fresh 

Sunari 

0832000704124300 

2.364 

Fresh 

Talawali 

0832000704125300 

7.283 

Fresh 

Tapli 

0832000704123800 

1.204 

Fresh 

Tigariya 

0832000704123700 

2.981 

Fresh 

Tisai 

0832000704128200 

7.409 

Fresh 

Tokra 

0832000704135300 

6.974 

Fresh 

Udaipur 

0832000704128400 

8.346 

Fresh 

Umariya 

0832000704129200 

8.958 

Fresh 

Unhel 

0832000704126900 

18.498 

Fresh 

Amarniwas 

0824001202952900 

0.744 

Fresh 

Amba 

0829000403574000 

0.462 

Fresh 

Amritpuriya 

0824001202950000 

1.198 

Fresh 

Ant 

0824001202955000 

1.464 

Fresh 

Anti 

0824001202955800 

4.180 

Fresh 

Aroli 

0824001202948000 

8.958 

Fresh 

Bahadur Ji Ka Khera 

0824001202954300 

0.851 

Fresh 

Bakchanch 

0823000502779900 

23.453 

Fresh 

Baniyon Ka Talab 

0824001202954500 

3.332 

Fresh 

Barfoo 

0823000502779100 

5.330 

Fresh 

Barwa 

0824001202951700 

0.456 

Fresh 

Beodiya 

0823000502780300 

3.605 

Fresh 

Berisal 

0824001202948500 

1.759 

Fresh 

Bhagwanpura 

0824001202952800 

1.027 

Fresh 

Bhagwanpura @Chainpuriya 

0823000502780800 

3.542 

Fresh 

Bheroopura 

0824001202955200 

0.788 

Fresh 

Bhoonjar Kalan 

0829000403573200 

3.130 

Fresh 

Bhoonjar Khurd 

0829000403573700 

11.472 

Fresh 

Bhooti 

0824001202953000 

2.850 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Deccan Traps 

2.742 

Non-command 

Deccan Traps 

2.342 

Non-command 

Deccan Traps 

3.122 

Non-command 

Deccan Traps 

2.444 

Non-command 

Deccan Traps 

2.500 

Non-command 

Deccan Traps 

2.245 

Non-command 

Deccan Traps 

5.537 

Non-command 

Deccan Traps 

1.993 

Non-command 

Deccan Traps 

14.733 

Non-command 

Deccan Traps 

6.203 

Non-command 

Deccan Traps 

2.243 

Non-command 

Deccan Traps 

3.599 

Non-command 

Deccan Traps 

5.992 

Non-command 

Deccan Traps 

5.634 

Non-command 

Deccan Traps 

7.922 

Non-command 

Deccan Traps 

1.955 

Non-command 

Deccan Traps 

2.048 

Non-command 

Deccan Traps 

6.308 

Non-command 

Deccan Traps 

3.810 

Non-command 

Deccan Traps 

0.028 

Non-command 

Deccan Traps 

2.190 

Non-command 

Deccan Traps 

4.302 

Non-command 

Deccan Traps 

0.897 

Non-command 

Deccan Traps 

2.671 

Non-command 

Deccan Traps 

0.393 

Non-command 

Deccan Traps 

2.364 

Non-command 

Deccan Traps 

7.283 

Non-command 

Deccan Traps 

1.204 

Non-command 

Deccan Traps 

2.981 

Non-command 

Deccan Traps 

7.409 

Non-command 

Deccan Traps 

2.580 

Non-command 

Deccan Traps 

8.346 

Non-command 

Deccan Traps 

1.087 

Non-command 

Deccan Traps 

1.299 

Non-command 

Bhander Sandstone 

0.691 

Non-command 

Bhander Sandstone 

0.002 

Non-command 

Bhander Sandstone 

1.190 

Non-command 

Bhander Sandstone 

1.464 

Non-command 

Bhander Sandstone 

4.019 

Non-command 

Bhander Sandstone 

8.099 

Non-command 

Bhander Sandstone 

0.851 

Non-command 

Bhander Sandstone 

14.960 

Non-command 

Bhander Sandstone 

3.332 

Non-command 

Bhander Sandstone 

5.330 

Non-command 

Bhander Sandstone 

0.456 

Non-command 

Bhander Sandstone 

3.605 

Non-command 

Bhander Sandstone 

0.792 

Non-command 

Bhander Sandstone 

1.025 

Non-command 

Bhander Sandstone 

0.955 

Non-command 

Bhander Sandstone 

0.786 

Non-command 

Bhander Sandstone 

0.016 

Non-command 

Bhander Sandstone 

0.002 

Non-command 

Bhander Sandstone 

0.076 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

70,000 

40,000 

120 

100,000 

70,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

90,000 

70,000 

120 

70,000 

40,000 

120 

90,000 

70,000 

120 

70,000 

40,000 

120 

90,000 

70,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

90,000 

70,000 

120 

70,000 

40,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

70,000 

40,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.079 

0.079 

0.462 

0.462 

0.257 

0.257 

0.422 

0.422 

0.112 

0.112 

0.119 

0.119 

0.323 

0.323 

0.132 

0.132 

0.574 

0.574 

0.363 

0.363 

0.119 

0.119 

0.231 

0.245 

0.257 

0.257 

0.858 

0.858 

0.917 

0.917 

0.125 

0.125 

0.119 

0.119 

0.271 

0.271 

0.343 

0.343 

- 

- 

0.350 

0.350 

0.125 

0.125 

0.007 

0.007 

0.033 

0.033 

0.020 

0.020 

0.145 

0.145 

0.601 

0.601 

0.119 

0.119 

0.337 

0.337 

0.409 

0.409 

0.165 

0.165 

0.416 

0.416 

0.066 

0.066 

0.079 

0.086 

0.024 

0.049 



0.005 

0.013 

0.067 

0.067 

0.072 

0.097 


0.053 

0.095 

0.029 

0.046 

0.017 

0.039 

0.038 

0.038 






























































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 



Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Bhopi Karet 

0824001202949200 

0.819 

Fresh 

Bijoliyan Khurd 

0824001202946300 

15.965 

Fresh 

Bilona Bari 

0824001202947700 

1.331 

Fresh 

Brijpura 

0824001202951800 

2.757 

Fresh 

Budhpura 

0823000542307000 

1.372 

Fresh 

Chandji Ki Kheri 

0824001202948900 

4.912 

Fresh 

Cheeta Bara 

0824001202949800 

0.952 

Fresh 

Chhant Ka Khera 

0823000502779600 

3.824 

Fresh 

Choona Ki Bhati 

0824001202949900 

1.644 

Fresh 

Dabi 

0823000502780400 

7.274 

Fresh 

Daboosar 

0823000502780200 

0.188 

Fresh 

Danpura 

0824001202955600 

0.413 

Fresh 

Dasalya 

0823000502780100 

5.208 

Fresh 

Debiniwas 

0824001202952600 

1.525 

Fresh 

Deogarh 

0823000502778600 

2.958 

Fresh 

Deroli 

0824001202951500 

0.913 

Fresh 

Dhaneshwar 

0823000502781100 

17.855 

Fresh 

Dobiya 

0824001202951900 

0.689 

Fresh 

Ganeshpura 

0823000502779500 

2.340 

Fresh 

Girdharpura 

0824001202949100 

1.632 

Fresh 

Gopalniwas 

0824001202948300 

2.297 

Fresh 

Gopalpura 

0824001202950100 

2.766 

Fresh 

Gopalpura (Barad) 

0823000502778800 

1.680 

Fresh 

Gordhan Niwas 

0824001202948800 

0.675 

Fresh 

Gordhanpura 

0823000502779000 

1.583 

Fresh 

Govind Niwas 

0824001202951300 

0.798 

Fresh 

Gudha 

0824001202955900 

7.069 

Fresh 

Gurha 

0823000502780000 

3.368 

Fresh 

Haripura 

0824001202954900 

2.085 

Fresh 

Harji Pura 

0824001202951400 

0.494 

Fresh 

Hemniwas 

0824001202954200 

1.668 

Fresh 

Indrapura 

0824001202949600 

2.801 

Fresh 

Jaleri 

0824001202947600 

4.717 

Fresh 

Jhadoli 

0824001202948200 

3.933 

Fresh 

Jhalon Ka Dhoondha 

0824001202955500 

0.702 

Fresh 

Jolas 

0824001202949700 

1.964 

Fresh 

Kalighati 

0824001202955400 

0.278 

Fresh 

Kalyanpura 

0824001202948600 

1.525 

Fresh 

Kantwara 

0824001202954600 

3.605 

Fresh 

Kanwarpura 

0824001202952100 

0.635 

Fresh 

Kasya 

0824001202952400 

3.936 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kerkhera 

0824001202954700 

2.445 

Fresh 

Kharipur 

0824001202947400 

4.764 

Fresh 

Koyala Kundi 

0824001202952000 

0.669 

Fresh 

Lakshmi Niwas 

0824001202948700 

1.999 

Fresh 

Lambakhoh 

0823000502779400 

8.275 

Fresh 

Mahupura 

0824001202952500 

0.645 

Fresh 

Makreri 

0824001202954000 

3.477 

Fresh 

Manji Sahab Ka Khera 

0824001202950200 

3.432 

Fresh 

Mogarwasa 

0824001202954400 

1.453 

Fresh 

Motipura 

0824001202954100 

0.910 

Fresh 

Nahargarh 

0829000403572600 

6.939 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bhander Sandstone 

0.819 

Non-command 

Bhander Sandstone 

0.016 

Non-command 

Bhander Sandstone 

1.167 

Non-command 

Bhander Sandstone 

2.757 

Non-command 

Bhander Sandstone 

0.064 

Non-command 

Bhander Sandstone 

4.904 

Non-command 

Bhander Sandstone 

0.952 

Non-command 

Bhander Sandstone 

3.816 

Non-command 

Bhander Sandstone 

1.644 

Non-command 

Bhander Sandstone 

5.149 

Non-command 

Bhander Sandstone 

0.188 

Non-command 

Bhander Sandstone 

0.413 

Non-command 

Bhander Sandstone 

5.208 

Non-command 

Bhander Sandstone 

1.525 

Non-command 

Bhander Sandstone 

0.000 

Non-command 

Bhander Sandstone 

0.913 

Non-command 

Bhander Sandstone 

1.858 

Non-command 

Bhander Sandstone 

0.689 

Non-command 

Bhander Sandstone 

2.340 

Non-command 

Bhander Sandstone 

1.632 

Non-command 

Bhander Sandstone 

2.296 

Non-command 

Bhander Sandstone 

2.324 

Non-command 

Bhander Sandstone 

0.038 

Non-command 

Bhander Sandstone 

0.675 

Non-command 

Bhander Sandstone 

0.007 

Non-command 

Bhander Sandstone 

0.192 

Non-command 

Bhander Sandstone 

7.000 

Non-command 

Bhander Sandstone 

3.368 

Non-command 

Bhander Sandstone 

2.085 

Non-command 

Bhander Sandstone 

0.494 

Non-command 

Bhander Sandstone 

1.668 

Non-command 

Bhander Sandstone 

2.801 

Non-command 

Bhander Sandstone 

0.057 

Non-command 

Bhander Sandstone 

3.933 

Non-command 

Bhander Sandstone 

0.702 

Non-command 

Bhander Sandstone 

1.964 

Non-command 

Bhander Sandstone 

0.254 

Non-command 

Bhander Sandstone 

0.507 

Non-command 

Bhander Sandstone 

3.605 

Non-command 

Bhander Sandstone 

0.635 

Non-command 

Bhander Sandstone 

3.887 

Non-command 

Shale 

0.013 

Non-command 

Bhander Sandstone 

2.445 

Non-command 

Bhander Sandstone 

0.460 

Non-command 

Bhander Sandstone 

0.669 

Non-command 

Bhander Sandstone 

0.356 

Non-command 

Bhander Sandstone 

8.234 

Non-command 

Bhander Sandstone 

0.645 

Non-command 

Bhander Sandstone 

3.328 

Non-command 

Bhander Sandstone 

0.550 

Non-command 

Bhander Sandstone 

1.453 

Non-command 

Bhander Sandstone 

0.910 

Non-command 

Bhander Sandstone 

0.000 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

90,000 

70,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

90,000 

70,000 

120 

70,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

40,000 

120 

90,000 

70,000 

120 

70,000 

40,000 

120 

90,000 

70,000 

120 

70,000 

40,000 

120 

90,000 

70,000 

120 

70,000 

40,000 

120 

90,000 

70,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

90,000 

70,000 

120 

70,000 

40,000 

120 

90,000 

70,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

90,000 

70,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

90,000 

70,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

100,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.010 




0.317 

0.435 

0.048 

0.073 

0.050 

0.136 

0.053 

0.070 

0.118 

0.118 

0.084 

0.084 

0.091 

0.108 

0.034 

0.034 

0.029 

0.054 


0.038 

0.038 

0.017 

0.028 

0.048 

0.073 

0.101 

0.112 

0.178 

0.296 

0.053 

0.112 

0.038 

0.038 



0.019 

0.019 

0.235 

0.285 

0.042 

0.085 

0.014 

0.014 

0.072 

0.106 

0.029 

0.029 

0.130 

0.138 


0.163 

0.205 

0.010 

0.010 

0.077 

0.136 

0.034 

0.034 

0.038 

0.038 

0.024 

0.049 

0.043 

0.043 

0.149 

0.199 

- 

- 

0.086 

0.086 

0.014 

0.022 

0.038 

0.046 

0.019 

0.019 

0.084 

0.116 

0.077 

0.077 

0.038 

0.038 

0.029 

0.029 

- 

0.008 

0.082 

0.082 





































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


08003019 


Village 



Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Naroli 

0823000502779700 

4.479 

Fresh 

Naya Gaon 

0829000403573100 

1.683 

Fresh 

Neemri Gawa 

0824001202949400 

4.120 

Fresh 

Pachyanpura 

0824001202949300 

8.407 

Fresh 

Paparbar 

0824001202949500 

4.082 

Fresh 

Parana (Karadonka) 

0823000502778400 

5.580 

Fresh 

Peepalda 

0823000502779200 

2.952 

Fresh 

Rajpura 

0823000502779800 

5.712 

Fresh 

Rakholi 

0824001202949000 

2.252 

Fresh 

Rampuriya @ Chopra 

0824001202947800 

0.930 

Fresh 

Rasadpura 

0824001202947900 

3.845 

Fresh 

Ratanpura 

0823000502779300 

1.360 

Fresh 

Rawarda 

0829000303563800 

6.413 

Fresh 

Resunda 

0824001202955300 

3.057 

Fresh 

Sadaramji Ka Khera 

0824001202953900 

3.564 

Fresh 

Salawatiya 

0824001202948400 

3.650 

Fresh 

Satkundiya 

0824001202955100 

1.995 

Fresh 

Shambhoo Nath Ji Ka Khera 

0829000403572500 

4.373 

Fresh 

Shambhoopura 

0824001202952700 

2.495 

Fresh 

Shikargah 

0824001202951600 

1.018 

Fresh 

Shopura 

0824001202948100 

1.292 

Fresh 

Sootra 

0823000502780600 

6.497 

Fresh 

Sukhpura 

0829000403573000 

10.806 

Fresh 

Surajbilas 

0824001202954800 

2.005 

Fresh 

Suthiyal 

0824001202952300 

1.027 

Fresh 

Tilaswan 

0824001202952200 

7.255 

Fresh 

Udpuriya 

0824001202951100 

1.658 

Fresh 

Umaji Ka Khera 

0824001202951200 

2.059 

Fresh 

Ummedpura 

0824001202955700 

2.974 

Fresh 

Akya Gehlot 

0832000704116800 

4.847 

Fresh 

Aranya 

0832000704121300 

4.408 

Fresh 

Baman Deoriya 

0832000704125500 

4.562 

Fresh 

Beel Kheri 

0832000704127200 

9.797 

Fresh 

Bharka 

0832000704120100 

8.593 

Fresh 

Chand Kheri 

0832000704125600 

1.880 

Fresh 

Chhappiyan 

0832000704116500 

3.298 

Fresh 

Chhayan 

0832000704121500 

3.570 

Fresh 

Deoriya Kanwal 

0832000704119600 

3.895 

Fresh 

Dokar Khera 

0832000704127100 

3.583 

Fresh 

Dokar Kheri 

0832000704120800 

3.600 

Fresh 

Guradlya Deora 

0832000704121800 

5.880 

Fresh 

Harimatya Meran 

0832000704121000 

2.235 

Fresh 

Harmatya Ratna 

0832000704120900 

3.801 

Fresh 

Jakhni 

0832000704120000 

2.161 

Fresh 

Karma Kheri 

0832000704125800 

4.619 

Fresh 

Keetiya 

0832000704125400 

15.971 

Fresh 

Khasroo Kheri 

0832000704121600 

2.268 

Fresh 

Khejariya 

0832000704120200 

5.126 

Fresh 

Kher Khera 

0832000704125900 

4.873 

Fresh 

Koondla 

0832000704119900 

7.642 

Fresh 

Kumathiya 

0832000704127300 

6.092 

Fresh 

Lakha Kheri Umat 

0832000704121700 

4.800 

Fresh 

Majanpur 

0832000704121200 

3.205 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bhander Sandstone 

4.401 

Non-command 

Bhander Sandstone 

0.005 

Non-command 

Bhander Sandstone 

3.849 

Non-command 

Bhander Sandstone 

8.385 

Non-command 

Bhander Sandstone 

4.006 

Non-command 

Bhander Sandstone 

0.066 

Non-command 

Bhander Sandstone 

2.952 

Non-command 

Bhander Sandstone 

5.172 

Non-command 

Bhander Sandstone 

2.252 

Non-command 

Bhander Sandstone 

0.930 

Non-command 

Bhander Sandstone 

1.358 

Non-command 

Bhander Sandstone 

1.360 

Non-command 

Bhander Sandstone 

0.010 

Non-command 

Bhander Sandstone 

3.002 

Non-command 

Bhander Sandstone 

0.164 

Non-command 

Bhander Sandstone 

3.070 

Non-command 

Bhander Sandstone 

1.938 

Non-command 

Shale 

0.098 

Non-command 

Bhander Sandstone 

2.495 

Non-command 

Bhander Sandstone 

1.018 

Non-command 

Bhander Sandstone 

1.292 

Non-command 

Bhander Sandstone 

4.552 

Non-command 

Bhander Sandstone 

0.019 

Non-command 

Bhander Sandstone 

2.005 

Non-command 

Bhander Sandstone 

0.900 

Non-command 

Bhander Sandstone 

7.159 

Non-command 

Bhander Sandstone 

0.450 

Non-command 

Bhander Sandstone 

0.677 

Non-command 

Bhander Sandstone 

2.974 

Non-command 

Deccan Traps 

3.148 

Non-command 

Deccan Traps 

4.408 

Non-command 

Deccan Traps 

2.441 

Non-command 

Deccan Traps 

0.144 

Non-command 

Deccan Traps 

8.593 

Non-command 

Deccan Traps 

1.706 

Non-command 

Deccan Traps 

2.149 

Non-command 

Deccan Traps 

3.570 

Non-command 

Deccan Traps 

1.567 

Non-command 

Deccan Traps 

3.570 

Non-command 

Deccan Traps 

3.600 

Non-command 

Deccan Traps 

2.445 

Non-command 

Deccan Traps 

2.235 

Non-command 

Deccan Traps 

3.801 

Non-command 

Deccan Traps 

2.161 

Non-command 

Deccan Traps 

4.619 

Non-command 

Deccan Traps 

14.458 

Non-command 

Deccan Traps 

2.268 

Non-command 

Deccan Traps 

5.126 

Non-command 

Deccan Traps 

4.852 

Non-command 

Deccan Traps 

7.642 

Non-command 

Deccan Traps 

0.012 

Non-command 

Deccan Traps 

4.800 

Non-command 

Deccan Traps 

3.205 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

100,000 

70,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.042 




0.067 

0.078 

0.118 

0.150 

0.096 

0.146 

0.014 

0.014 



0.072 

0.072 

0.005 

0.005 

0.518 

0.585 

0.072 

0.072 

0.008 

0.008 

0.077 

0.094 

0.005 

0.005 

0.058 

0.075 

0.067 

0.099 

- 

- 

0.110 

0.152 

0.014 

0.022 

0.254 

0.271 

0.010 

0.010 

0.029 

0.037 

0.091 

0.116 

0.139 

0.139 

0.106 

0.106 

0.231 

0.245 

0.007 

0.007 

0.587 

0.587 

0.086 

0.086 

0.165 

0.165 

0.145 

0.145 

0.145 

0.145 

0.224 

0.224 

0.376 

0.376 

0.119 

0.119 

0.119 

0.119 

0.158 

0.158 

0.152 

0.152 

0.086 

0.086 

0.607 

0.607 

0.112 

0.119 

0.165 

0.165 

0.152 

0.152 

0.409 

0.409 

- 

- | 

0.205 

0.205 

0.211 

0.211 







































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


08003020 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Makoriya 

0832000704116600 

5.006 

Fresh 

Nipaniya Jhala 

0832000704119800 

3.003 

Fresh 

Nisal Kheri 

0832000704121400 

2.563 

Fresh 

Para Peepli 

0832000704116300 

3.699 

Fresh 

Paraliya 

0832000704119700 

8.014 

Fresh 

Parasali 

0832000704120400 

3.061 

Fresh 

Raipuriya 

0832000704125700 

1.130 

Fresh 

Rati Kheri 

0832000704120700 

2.485 

Fresh 

Rawan Gurari 

0832000704120600 

2.648 

Fresh 

Salariya 

0832000704126000 

4.144 

Fresh 

Sedara 

0832000704127000 

3.084 

Fresh 

Seendhala 

0832000704120300 

7.048 

Fresh 

Semli Gehlot 

0832000704116700 

4.108 

Fresh 

Somchiri 

0832000704120500 

2.594 

Fresh 

Tonkara 

0832000704121100 

3.021 

Fresh 

Unhel 

0832000704126900 

18.498 

Fresh 

Ajota 

0829000903680300 

5.342 

Fresh 

Amarpura 

0829000403581400 

1.650 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Baghpura 

0829000403581500 

0.715 

Fresh 

Bakhari 

0829000403582000 

0.064 

Fresh 

Balaganj 

0829000403581800 

1.701 

Fresh 


Non-command 


Non-command 


Non-command 


Balkundi Kalan 

0829000403581100 

5.259 

Fresh 

Balkundi Khurd 

0829000403581200 

3.431 

Fresh 

Bangera Ghata 

0829000903679300 

7.228 

Fresh 

Barodia 

0829000403580700 

2.408 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Benipuriya 

0829000903680700 

0.954 

Fresh 

Bhawaliya 

0829000903680000 

1.025 

Fresh 

Bhuwaniya Kheri 

0829000903679400 

1.773 

Fresh 

Cholni 

0829000903681200 

2.735 

Fresh 

Daulpura 

0829000403579900 

2.087 

Fresh 

Deopura 

0829000403594200 

8.847 

Fresh 

Deopuriya 

0829000903680900 

2.237 

Fresh 

Dhareshwar 

0829000903680400 

5.229 

Fresh 

Eklingpura 

0829000903678200 

6.476 

Fresh 

Gopalpura 

0829000403590700 

4.793 

Fresh 

Gujaron Ki Morvan 

0829000403579600 

2.186 

Fresh 

Gurha Khera 

0829000403581600 

1.673 

Fresh 

Hadon Ki Morvan 

0829000403580000 

1.306 

Fresh 

Hamerganj 

0829000403580100 

0.891 

Fresh 

Jawada 

0829000403580300 

7.400 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kanera 

0829000903679700 

12.164 

Fresh 

Kanwarpura 

0829000403594100 

3.654 

Fresh 

Kewaron Ka Luhariya 

0829000403579800 

3.386 

Fresh 

Kharama 

0829000403580500 

3.506 

Fresh 

Kherat 

0829000403594000 

4.221 

Fresh 

Kochwa 

0829000903678400 

2.460 

Fresh 

Laxmipura 

0829000403580400 

5.983 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Deccan Traps 

5.006 

Non-command 

Deccan Traps 

2.971 

Non-command 

Deccan Traps 

2.563 

Non-command 

Deccan Traps 

1.633 

Non-command 

Deccan Traps 

5.884 

Non-command 

Deccan Traps 

3.061 

Non-command 

Deccan Traps 

1.130 

Non-command 

Deccan Traps 

2.485 

Non-command 

Deccan Traps 

2.648 

Non-command 

Deccan Traps 

2.189 

Non-command 

Deccan Traps 

3.084 

Non-command 

Deccan Traps 

7.048 

Non-command 

Deccan Traps 

4.080 

Non-command 

Deccan Traps 

2.594 

Non-command 

Deccan Traps 

3.021 

Non-command 

Deccan Traps 

17.198 

Non-command 

Bhander Sandstone 

5.342 

Non-command 

Bhander Sandstone 

1.367 

Non-command 

Shale 

0.283 

Non-command 

Bhander Sandstone 

1.347 

Non-command 

Shale 

3.928 

Non-command 

Shale 

0.715 

Non-command 

Bhander Sandstone 

0.008 

Non-command 

Bhander Sandstone 

1.231 

Non-command 

Shale 

0.470 

Non-command 

Bhander Sandstone 

5.195 

Non-command 

Bhander Sandstone 

3.410 

Non-command 

Bhander Sandstone 

0.207 

Non-command 

Bhander Sandstone 

0.820 

Non-command 

Shale 

1.559 

Non-command 

Bhander Sandstone 

0.954 

Non-command 

Bhander Sandstone 

1.025 

Non-command 

Bhander Sandstone 

1.773 

Non-command 

Bhander Sandstone 

2.735 

Non-command 

Shale 

2.087 

Non-command 

Bhander Sandstone 

5.148 

Non-command 

Bhander Sandstone 

2.237 

Non-command 

Bhander Sandstone 

5.222 

Non-command 

Bhander Sandstone 

5.558 

Non-command 

Bhander Sandstone 

4.733 

Non-command 

Shale 

2.186 

Non-command 

Shale 

1.673 

Non-command 

Shale 

1.306 

Non-command 

Shale 

0.891 

Non-command 

Bhander Sandstone 

0.065 

Non-command 

Shale 

7.335 

Non-command 

Bhander Sandstone 

11.594 

Non-command 

Bhander Sandstone 

3.262 

Non-command 

Shale 

3.386 

Non-command 

Shale 

3.502 

Non-command 

Bhander Sandstone 

0.005 

Non-command 

Bhander Sandstone 

0.055 

Non-command 

Bhander Sandstone 

0.467 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

70,000 

65,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

70,000 

65,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

70,000 

65,000 

120 

70,000 

65,000 

120 

70,000 

65,000 

120 

70,000 

65,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

70,000 

65,000 

120 

70,000 

65,000 

120 

70,000 

65,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

70,000 

65,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

70,000 

65,000 

120 

100,000 

70,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.370 

0.370 

0.297 

0.297 

0.033 

0.033 

0.099 

0.099 

0.356 

0.356 

0.224 

0.224 

0.125 

0.125 

0.363 

0.363 

0.462 

0.462 

0.139 

0.139 

0.224 

0.224 

0.330 

0.330 

0.198 

0.198 

0.317 

0.317 

0.218 

0.218 

1.030 

1.131 

0.242 

0.292 

0.059 

0.059 

0.017 

0.017 

0.017 

0.017 

0.042 

0.054 

0.176 

0.176 

- 

- 

0.059 

0.059 

0.017 

0.017 

0.118 

0.154 





























































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Loonkhanda 


Mailana 


Mai Khera 


Type of Area (Command / N< 
command) 



0829000903680200 

0.507 

Fresh 

0829000903679500 

1.897 

Fresh 

0829000903681100 

20.118 

Fresh 

0829000403581000 

3.411 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Manohar Kheri 

0829000903679100 

2.398 

Fresh 

Mardpura 

0829000903680100 

0.192 

Fresh 

Meghpura 

0829000403593800 

0.253 

Fresh 

Neemoda 

0829000403580600 

4.743 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


08003021 


Neemri 

0829000403582600 

3.114 

Fresh 

Nimboda 

0829000903681300 

11.932 

Fresh 

Peelkheri 

0829000903679600 

1.811 

Fresh 

Pratappura 

0829000903679800 

1.078 

Fresh 

Rawaliya 

0829000903680600 

1.218 

Fresh 

Sarsi 

0829000903681000 

4.860 

Fresh 

Semaliya 

0829000903679900 

2.115 

Fresh 

Semliya 

0829000403580200 

3.489 

Fresh 

Shrinagar 

0829000903680500 

0.681 

Fresh 

Shripura 

0829000903680800 

0.631 

Fresh 

Tolon Ka Luhariya 

0829000403579700 

1.475 

Fresh 

Achalpuriya 

0829001203728600 

3.378 

Fresh 

Achari 

0829001003692000 

3.185 

Fresh 

Amba Khera 

0829001203715600 

0.557 

Fresh 

Amlawada 

0829001203728100 

12.604 

Fresh 

Awleshwar 

0829001203730200 

7.094 

Fresh 

Bajni 

0829001203727200 

2.003 

Fresh 

Bakhatpura 

0829001203715000 

0.328 

Fresh 

Bambori 

0829001203715800 

2.076 

Fresh 

Bamotar 

0829001203726700 

4.837 

Fresh 

Bardeeya 

0829001203716400 

7.950 

Fresh 

Barkhera @ Rampadka Khera 

0829001203722800 

2.027 

Fresh 

Barmandal 

0829001203728400 

9.779 

Fresh 

Basad 

0829001203730400 

17.042 

Fresh 

Baseri Kundal 

0829001003693000 

1.849 

Fresh 

Bhameriya 

0829001203716200 

1.079 

Fresh 

Bhatkheri 

0829001203722000 

1.512 

Fresh 

Bhunwasiya 

0829001203727800 

5.070 

Fresh 

Bila Khera 

0829001203716900 

2.322 

Fresh 

Bori 

0829001203727000 

7.848 

Fresh 

Chamalawada 

0829001203717200 

5.392 

Fresh 

Chamanaji Ka Peepaliya 

0829001203722600 

2.144 

Fresh 

Cheniya Kheri 

0829001203728300 

4.353 

Fresh 

Chhayan 

0829001203723100 

2.424 

Fresh 

Chowkri 

0829001203724000 

2.637 

Fresh 

Dabra 

0829001203728500 

3.949 

Fresh 

Dalelpura Sangika 

0829001203715400 

0.452 

Fresh 

Dama Kheri 

0829001203727700 

1.060 

Fresh 

Deokhera 

0829001003692100 

5.173 

Fresh 

Deri 

0829001203722500 

3.356 

Fresh 

Dhamaniya Road 

0829001003691900 

2.007 

Fresh 

Dhamliya 

0829001203727900 

2.095 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Shale 

5.516 

Non-command 

Bhander Sandstone 

0.507 

Non-command 

Bhander Sandstone 

1.897 

Non-command 

Bhander Sandstone 

20.118 

Non-command 

Bhander Sandstone 

2.763 

Non-command 

Shale 

0.636 

Non-command 

Bhander Sandstone 

0.006 

Non-command 

Bhander Sandstone 

0.192 

Non-command 

Bhander Sandstone 

0.124 

Non-command 

Bhander Sandstone 

1.478 

Non-command 

Shale 

3.214 

Non-command 

Bhander Sandstone 

3.104 

Non-command 

Bhander Sandstone 

11.930 

Non-command 

Bhander Sandstone 

1.811 

Non-command 

Bhander Sandstone 

1.077 

Non-command 

Bhander Sandstone 

1.218 

Non-command 

Bhander Sandstone 

4.860 

Non-command 

Bhander Sandstone 

2.115 

Non-command 

Shale 

3.489 

Non-command 

Bhander Sandstone 

0.681 

Non-command 

Bhander Sandstone 

0.631 

Non-command 

Shale 

1.475 

Non-command 

Deccan Traps 

3.375 

Non-command 

Deccan Traps 

3.185 

Non-command 

Deccan Traps 

0.557 

Non-command 

Deccan Traps 

11.234 

Non-command 

Deccan Traps 

0.405 

Non-command 

Deccan Traps 

2.003 

Non-command 

Deccan Traps 

0.328 

Non-command 

Deccan Traps 

2.076 

Non-command 

Deccan Traps 

0.050 

Non-command 

Deccan Traps 

7.950 

Non-command 

Deccan Traps 

2.027 

Non-command 

Deccan Traps 

9.770 

Non-command 

Deccan Traps 

16.539 

Non-command 

Deccan Traps 

0.137 

Non-command 

Deccan Traps 

1.079 

Non-command 

Deccan Traps 

1.512 

Non-command 

Deccan Traps 

5.070 

Non-command 

Deccan Traps 

2.322 

Non-command 

Deccan Traps 

7.417 

Non-command 

Deccan Traps 

5.378 

Non-command 

Deccan Traps 

2.144 

Non-command 

Deccan Traps 

4.353 

Non-command 

Deccan Traps 

2.424 

Non-command 

Deccan Traps 

2.636 

Non-command 

Deccan Traps 

3.433 

Non-command 

Deccan Traps 

0.452 

Non-command 

Deccan Traps 

1.060 

Non-command 

Deccan Traps 

5.173 

Non-command 

Deccan Traps 

3.356 

Non-command 

Deccan Traps 

0.046 

Non-command 

Deccan Traps 

2.095 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

70,000 

120 

70,000 

65,000 

120 

70,000 

65,000 

120 

70,000 

65,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

70,000 

65,000 

120 

70,000 

65,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

70,000 

65,000 

120 

70,000 

65,000 

120 

70,000 

65,000 

120 

70,000 

65,000 

120 

70,000 

65,000 

120 

70,000 

65,000 

120 

100,000 

70,000 

120 

70,000 

65,000 

120 

70,000 

65,000 

120 

100,000 

70,000 

120 

60,000 

35,000 

120 

45,000 

25,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

45,000 

25,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

45,000 

25,000 

120 

60,000 

35,000 

120 

45,000 

25,000 

120 

60,000 

35,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.496 

0.568 

0.117 

0.134 

0.094 

0.178 

1.115 

1.258 

0.168 

0.192 

0.034 

0.034 

- 

- 

0.008 

0.008 

- 

- ; 

0.059 

0.083 

0.118 

0.166 

0.101 

0.125 

0.226 

0.293 

0.351 

0.376 

0.047 

0.081 

0.094 

0.128 

0.702 

1.080 

0.047 

0.097 

0.126 

0.126 

0.047 

0.081 

0.218 

0.285 

0.227 

0.323 

0.176 

0.190 

0.456 

0.661 

0.029 

0.029 

0.605 

0.670 

0.118 

0.118 

0.227 

0.227 

0.017 

0.017 

0.798 

0.798 

0.004 

0.004 

0.714 

0.736 

0.580 

0.602 

1.155 

1.299 

1.189 

1.319 

0.012 

0.017 

0.101 

0.101 

0.063 

0.085 

0.231 

0.281 

0.147 

0.161 

0.416 

0.481 

0.588 

0.610 

0.248 

0.248 

0.407 

0.443 

0.151 

0.201 

0.084 

0.084 

0.319 

0.341 

0.008 

0.008 

0.290 

0.290 

0.096 

0.209 

0.269 

0.269 

0.003 

0.003 

0.139 

0.153 































































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Dhamotar 


Gadola 


Gardora 


Gardori 


Ghorawad 


Ghotarsi 


Gopalpura 


Gordhanpura 


Hadiji Ka Peepaliya 


Haripura 



Jalodiya Khurd 


Jamlaoda 


Jaswant Pura 


Jhantla 


Kajli 


Kalyanpura 


Kamliya 


Kanakpura 


Kanora 


Kariyawad 


Karyawad 


Keet Kheri 


Kesharpura 


Kesunda 


Khadiya Kheri 


Khakhri Khera No.l 


Khakhri Khera No.2 


Khera 


Khera Kesunda 


Khermaliya 


Khoriya 


Kolvi 


Kolvi Mandir 


Kushalpura 


Lalpura Peepal Khera 


Magroda 


Nagpura 


Narani 


Narayan Khera 


Nathu Kheri 


Padampura 


Palthan 


Panmodi 


Peeloo 


Peepli Khera No.l 


Peepli Khera No.2 


Pratapgarh (M) 


Rajora 


Ranjal 



Zone 
(Fresh / 
Saline) 

Census Code 

Area 



sq.km 

(3) 

(4) 

(5) 

0829001203724100 

8.515 

Fresh 

0829001203727300 

8.824 

Fresh 

0829001203728700 

4.176 

Fresh 

0829001203728800 

3.909 

Fresh 

0829001203721500 

2.571 

Fresh 

0829001203730000 

6.189 

Fresh 

0829001203717000 

1.653 

Fresh 

0829001203730300 

2.184 

Fresh 

0829001203722100 

1.840 

Fresh 

0829001203715200 

0.104 

Fresh 

0829001203723000 

0.627 

Fresh 

0829001003692800 

10.590 

Fresh 




0829001003692500 

3.137 

Fresh 

0829001003692300 

3.126 

Fresh 

0829001203722900 

0.966 

Fresh 

0829001203714600 

2.968 

Fresh 

0829001203716800 

4.072 

Fresh 

0829001203714900 

0.245 

Fresh 

0829001203728900 

7.329 

Fresh 

0829001203728000 

3.223 

Fresh 

0829001203716500 

0.962 

Fresh 

0829001203721800 

5.565 

Fresh 

0829001203727100 

2.351 

Fresh 

0829001203734000 

5.162 

Fresh 

0829001203734200 

1.299 

Fresh 

0829001203714800 

0.940 

Fresh 

0829001003683300 

14.445 

Fresh 

0829001203728200 

2.478 

Fresh 

0829001203715300 

0.433 

Fresh 

0829001203717600 

0.711 

Fresh 

0829001203716600 

2.819 

Fresh 

0829001003683200 

2.695 

Fresh 

0829001003692700 

5.067 

Fresh 

0829001203721100 

3.538 

Fresh 

0829001203716700 

2.250 

Fresh 

0829001203722700 

1.759 

Fresh 

0829001203716000 

0.579 

Fresh 

0829001203721700 

2.254 

Fresh 

0829001203722300 

5.989 

Fresh 

0829001203721200 

1.132 

Fresh 

0829001003692400 

3.797 

Fresh 

0829001203723600 

4.764 

Fresh 

0829001203729000 

3.488 

Fresh 

0829001203717300 

1.380 

Fresh 

0829001203727500 

6.185 

Fresh 

0829001203723300 

9.692 

Fresh 

0829001203721900 

6.375 

Fresh 

0829001203715100 

0.610 

Fresh 

0829001203715900 

0.590 

Fresh 

0829001242908000 

22.822 

Fresh 

0829001203734300 

6.675 

Fresh 

0829001203716100 

0.984 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Deccan Traps 

0.979 

Non-command 

Deccan Traps 

8.824 

Non-command 

Deccan Traps 

4.176 

Non-command 

Deccan Traps 

3.001 

Non-command 

Deccan Traps 

2.571 

Non-command 

Deccan Traps 

0.090 

Non-command 

Deccan Traps 

1.653 

Non-command 

Deccan Traps 

1.343 

Non-command 

Deccan Traps 

1.840 

Non-command 

Deccan Traps 

0.104 

Non-command 

Deccan Traps 

0.627 

Non-command 

Deccan Traps 

7.129 

Non-command 

Shale 

0.653 

Non-command 

Deccan Traps 

3.137 

Non-command 

Deccan Traps 

1.077 

Non-command 

Deccan Traps 

0.966 

Non-command 

Deccan Traps 

1.978 

Non-command 

Deccan Traps 

4.072 

Non-command 

Deccan Traps 

0.198 

Non-command 

Deccan Traps 

0.030 

Non-command 

Deccan Traps 

3.108 

Non-command 

Deccan Traps 

0.962 

Non-command 

Deccan Traps 

5.565 

Non-command 

Deccan Traps 

2.351 

Non-command 

Deccan Traps 

0.148 

Non-command 

Deccan Traps 

0.139 

Non-command 

Deccan Traps 

0.646 

Non-command 

Deccan Traps 

3.202 

Non-command 

Deccan Traps 

2.478 

Non-command 

Deccan Traps 

0.433 

Non-command 

Deccan Traps 

0.007 

Non-command 

Deccan Traps 

2.819 

Non-command 

Deccan Traps 

0.008 

Non-command 

Deccan Traps 

5.067 

Non-command 

Deccan Traps 

3.270 

Non-command 

Deccan Traps 

2.250 

Non-command 

Deccan Traps 

1.759 

Non-command 

Deccan Traps 

0.579 

Non-command 

Deccan Traps 

2.254 

Non-command 

Deccan Traps 

5.989 

Non-command 

Deccan Traps 

0.268 

Non-command 

Deccan Traps 

0.709 

Non-command 

Deccan Traps 

2.832 

Non-command 

Deccan Traps 

0.782 

Non-command 

Deccan Traps 

1.380 

Non-command 

Deccan Traps 

6.185 

Non-command 

Deccan Traps 

9.692 

Non-command 

Deccan Traps 

6.375 

Non-command 

Deccan Traps 

0.610 

Non-command 

Deccan Traps 

0.590 

Non-command 

Deccan Traps 

0.414 

Non-command 

Deccan Traps 

0.098 

Non-command 

Deccan Traps 

0.984 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

45,000 

25,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

45,000 

25,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 




MCM 

MCM 

(15) 

(16) 

0.038 

0.038 

1.260 

1.382 

0.235 

0.242 

0.063 

0.077 

0.160 

0.167 

0.008 

0.008 

0.063 

0.063 

0.059 

0.059 

0.168 

0.182 

0.017 

0.017 

0.050 

0.050 

0.261 

0.531 

0.024 

0.051 

0.171 

0.360 

0.063 

0.160 

0.126 

0.140 

0.113 

0.113 

0.235 

0.242 

0.008 

0.008 

0.004 

0.004 

0.332 

0.397 

0.076 

0.076 

0.676 

0.690 

0.332 

0.368 

0.008 

0.008 

0.017 

0.017 

0.050 

0.050 

0.126 

0.218 

0.118 

0.154 

0.013 

0.013 

- 

- 

0.470 

0.484 

- 

- ; 

0.348 

0.537 

0.521 

0.543 

0.357 

0.371 

0.134 

0.206 

0.046 

0.046 

0.336 

0.350 

0.706 

0.749 

0.008 

0.008 

0.051 

0.078 


0.080 

0.080 

0.046 

0.060 

0.483 

0.541 

0.748 

0.942 

0.764 

0.915 

0.021 

0.021 

0.017 

0.017 

0.017 

0.024 

0.008 

0.008 

0.101 

0.101 



























































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


08003022 


Rathajana 


Rathoron Ka Khera 


Ratniya Kheri 


Saba Khera No.l 


Saba Khera No.2 


Sajanpuriya 


Sakariya 


Samantpura 


Sandi Khera 


Sej Kheri 


Semalon Ka Khera 


Semlop 


Sidhpura 


Soobi 


Teriya Kheri 


Thara 


Tofakhera 


Umarda 


Ummedpura 


Umri Khera 


Achalpuriya 


Achlawada 


Achnara 


Ajanda 


Akhepur 


Ambeerama 


Arniya 


Arnod 


Asawata 


Athinera 


Awleshwar 


Baga Kheri 


Bagariya 


Bajrang Garh 


Baneriya Kalan 


Banslai 


Bari Sakhthali 


Barkheri 



Barmandal 


Barodiya 


Barotha 


Barwas Kalan 


Barwas Khurd 


Basad 


Basera 


Bedma 


Belara 


Belari 


Bhachundla 


Bhanawada 


Bilesari 


0829001203721400 


0829001203717100 


0829001203721300 


0829001203717400 


0829001203717500 


0829001203722200 


0829001203727600 


0829001203716300 


0829001003692900 


0829001003692600 


0829001203714700 


0829001203723400 


0829001203726900 


0829001003692200 


0829001203727400 


0829001203721600 


0829001203722400 


0829001203723200 


0829001203715500 


0829001203715700 


0829001203728600 


0829001303748900 


0829001303755500 


0829001303764900 


0829001203736800 


0829001303765300 


0829001203734600 


0829001303751000 


0829001203736500 


0829001303750100 


0829001203730200 


0829001303753700 


0829001203735800 


0829001203736600 


0829001303749500 


0829001303763100 


0829001303763000 


0829001203735700 


0829001203746800 


0829001303755600 


0829001203728400 


0829001203735500 


0829001203735900 


0829001303756700 


0829001303752900 


0829001203730400 


0829001203734800 


0829001303750700 


0829001203747000 


0829001203746900 


0829001303758700 


0829001203736700 


0829001203747400 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Deccan Traps 

6.627 

Non-command 

Deccan Traps 

0.572 

Non-command 

Deccan Traps 

2.632 

Non-command 

Deccan Traps 

1.305 

Non-command 

Deccan Traps 

0.531 

Non-command 

Deccan Traps 

1.303 

Non-command 

Deccan Traps 

5.698 

Non-command 

Deccan Traps 

0.296 

Non-command 

Deccan Traps 

0.321 

Non-command 

Deccan Traps 

1.543 

Non-command 

Deccan Traps 

0.041 

Non-command 

Deccan Traps 

1.939 

Non-command 

Deccan Traps 

0.072 

Non-command 

Deccan Traps 

6.630 

Non-command 

Deccan Traps 

1.452 

Non-command 

Deccan Traps 

7.018 

Non-command 

Deccan Traps 

1.566 

Non-command 

Deccan Traps 

1.358 

Non-command 

Deccan Traps 

0.572 

Non-command 

Deccan Traps 

0.866 

Non-command 

Deccan Traps 

0.004 

Non-command 

Deccan Traps 

0.177 

Non-command 

Deccan Traps 

3.661 

Non-command 

Deccan Traps 

1.522 

Non-command 

Deccan Traps 

4.568 

Non-command 

Deccan Traps 

2.822 

Non-command 

Deccan Traps 

2.818 

Non-command 

Deccan Traps 

14.004 

Non-command 

Deccan Traps 

6.726 

Non-command 

Deccan Traps 

4.265 

Non-command 

Deccan Traps 

6.689 

Non-command 

Deccan Traps 

1.812 

Non-command 

Deccan Traps 

2.928 

Non-command 

Deccan Traps 

4.297 

Non-command 

Deccan Traps 

3.204 

Non-command 

Deccan Traps 

6.740 

Non-command 

Deccan Traps 

10.580 

Non-command 

Deccan Traps 

1.281 

Non-command 

Deccan Traps 

2.701 

Non-command 

Deccan Traps 

3.596 

Non-command 

Deccan Traps 

0.009 

Non-command 

Deccan Traps 

1.589 

Non-command 

Deccan Traps 

4.980 

Non-command 

Deccan Traps 

8.599 

Non-command 

Deccan Traps 

3.489 

Non-command 

Deccan Traps 

0.004 

Non-command 

Deccan Traps 

2.361 

Non-command 

Deccan Traps 

7.403 

Non-command 

Deccan Traps 

2.103 

Non-command 

Deccan Traps 

1.354 

Non-command 

Deccan Traps 

3.806 

Non-command 

Deccan Traps 

1.918 

Non-command 

Deccan Traps 

5.368 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

45,000 

25,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

35,000 



MCM 

MCM 

(15) 

(16) 

0.764 

0.800 

0.034 

0.034 

0.202 

0.216 

0.076 

0.076 

0.004 

0.004 

0.097 

0.104 

0.454 

0.497 

0.038 

0.038 

0.006 

0.011 

0.030 

0.046 

- 

- 

0.151 

0.173 

0.008 

0.008 

0.390 

0.898 

0.109 

0.109 

1.046 

1.190 

0.202 

0.245 

0.113 

0.113 

0.013 

0.013 

0.017 

0.017 

- 

- 

0.010 

0.010 

0.418 

0.447 

0.072 

0.072 

0.395 

0.395 

0.120 

0.228 

0.483 

0.483 

1.008 

1.116 

0.567 

0.581 

0.408 

0.437 

1.978 

1.985 

0.082 

0.082 

0.084 

0.106 

0.349 

0.349 

0.259 

0.273 

0.283 

0.557 

0.677 

1.260 

0.076 

0.083 

0.231 

0.231 

0.269 

0.283 


0.168 

0.175 

0.340 

0.340 

0.384 

0.413 

0.178 

0.178 

- 

- i 

0.332 

0.382 

0.523 

0.537 

0.176 

0.176 

0.101 

0.101 

0.413 

0.485 

0.164 

0.164 

0.202 

0.202 


























































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Bordiya 


Chacha Kheri 


Chakoonda 


Chandera 


Choopna 

Dabra 

Dalot 

Depur 

Dewad 

Dewaldi 


Dhanesari 


Diwala 


Dorana 


Faredi 


Gandher 


Gardori 


Gatkar 


Ghas Khera 


Ghotarsi 


Gordhanpura 


Hamja Kheri 


Hatuniyan 


Jahazpur 


Jajali 


Jalandhar Khera 


Jamboo Kudi 


Jaswantpura 


Jeerawata 


Jethiya Kheri 


Jhankar 


Jharmari 


Jhasri 


Jhaunda 


Kachnara 


Kalyanpura 


Kanad 


Kanar 


Kangarh 


Kanthar 


Karai Khera 


Karyawad 


Katkari 


Keet Kheri 


Kerwas 


Kesharpura 


Kharkhara 


Kheri 


Khoontwas 


Kodinera 


Kotri 


Kulthana 


0829001303762800 


0829001303749600 


0829001303759100 


0829001303759300 


0829001303753900 


0829001203728500 


0829001303759400 


0829001303757100 


0829001203734500 


0829001303753200 


0829001203735400 


0829001303754100 


0829001303759500 


0829001303755700 


0829001303753800 


0829001203746300 


0829001203728800 


0829001303762200 


0829001203746600 


0829001203730000 


0829001203730300 


0829001303750600 


0829001203729700 


0829001203746200 


0829001303749800 


0829001303762900 


0829001303759900 


0829001203736300 


0829001303756300 


0829001303750500 


0829001303749300 


0829001303759800 


0829001203737000 


0829001203746000 


0829001203729100 


0829001303756500 


0829001203728900 


0829001303752100 


0829001303757000 


0829001303764600 


0829001203735200 


0829001303760700 


0829001203734000 


0829001203729400 


0829001203734200 


0829001203745900 


0829001303762000 


0829001303752700 


0829001303758600 


0829001303762600 


0829001303750200 


0829001303756000 


0829001203747100 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Deccan Traps 

6.621 

Non-command 

Deccan Traps 

3.728 

Non-command 

Deccan Traps 

2.044 

Non-command 

Deccan Traps 

8.466 

Non-command 

Deccan Traps 

11.112 

Non-command 

Deccan Traps 

0.516 

Non-command 

Deccan Traps 

16.331 

Non-command 

Deccan Traps 

0.004 

Non-command 

Deccan Traps 

6.878 

Non-command 

Deccan Traps 

2.315 

Non-command 

Deccan Traps 

0.606 

Non-command 

Deccan Traps 

7.204 

Non-command 

Deccan Traps 

4.281 

Non-command 

Deccan Traps 

10.626 

Non-command 

Deccan Traps 

3.964 

Non-command 

Deccan Traps 

11.622 

Non-command 

Deccan Traps 

0.908 

Non-command 

Deccan Traps 

6.047 

Non-command 

Deccan Traps 

1.664 

Non-command 

Deccan Traps 

6.099 

Non-command 

Deccan Traps 

0.842 

Non-command 

Deccan Traps 

0.738 

Non-command 

Deccan Traps 

6.509 

Non-command 

Deccan Traps 

4.261 

Non-command 

Deccan Traps 

6.257 

Non-command 

Deccan Traps 

5.918 

Non-command 

Deccan Traps 

6.763 

Non-command 

Deccan Traps 

1.874 

Non-command 

Deccan Traps 

4.147 

Non-command 

Deccan Traps 

1.652 

Non-command 

Deccan Traps 

0.001 

Non-command 

Deccan Traps 

1.362 

Non-command 

Deccan Traps 

4.295 

Non-command 

Deccan Traps 

0.887 

Non-command 

Deccan Traps 

2.408 

Non-command 

Deccan Traps 

5.066 

Non-command 

Deccan Traps 

7.299 

Non-command 

Deccan Traps 

0.009 

Non-command 

Deccan Traps 

0.457 

Non-command 

Deccan Traps 

1.532 

Non-command 

Deccan Traps 

1.687 

Non-command 

Deccan Traps 

0.185 

Non-command 

Deccan Traps 

0.130 

Non-command 

Deccan Traps 

1.753 

Non-command 

Deccan Traps 

1.159 

Non-command 

Deccan Traps 

0.394 

Non-command 

Deccan Traps 

0.854 

Non-command 

Deccan Traps 

3.194 

Non-command 

Deccan Traps 

1.411 

Non-command 

Deccan Traps 

3.918 

Non-command 

Deccan Traps 

2.930 

Non-command 

Deccan Traps 

7.920 

Non-command 

Deccan Traps 

9.640 


of Tube of Wells Operational 
Wells with Days 

Pumpset 




Average Yield 

Draft 

Tube 

Wells 

Wells with 
Pumpset 

Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

MCM 

MCM 

(12) 

(13) 

(14) 

(15) 

60,000 

40,000 

0.504 

0.072 

60,000 

40,000 

0.022 

0.379 

60,000 

40,000 

0.252 

0.336 

60,000 

40,000 

0.374 

0.744 

60,000 

40,000 

0.050 

0.456 

60,000 

35,000 

- 

0.050 

60,000 

40,000 

0.403 

1.282 




0.571 

0.585 

0.158 

0.158 

0.105 

0.119 

0.254 

0.261 

0.158 

0.295 

0.605 

0.634 

0.341 

0.348 

0.580 

0.580 

0.021 

0.028 

0.096 

0.175 

0.105 

0.105 

0.554 

0.583 

0.038 

0.038 

0.283 

0.297 

0.252 

0.266 

0.357 

0.357 

0.427 

0.456 

0.082 

0.125 

0.034 

0.048 

0.080 

0.080 

0.360 

0.389 

0.187 

0.194 


120 

60,000 

40,000 

0.086 

0.082 

0.168 

120 

60,000 

35,000 

- 

0.273 

0.273 

120 

60,000 

35,000 

- 

0.013 

0.013 

120 

60,000 

35,000 

0.007 

0.365 

0.372 

120 

60,000 

40,000 

0.029 

0.245 

0.274 

120 

60,000 

35,000 

0.058 

0.773 

0.831 



0.024 

0.031 

0.048 

0.062 

0.105 

0.105 

0.005 

0.005 

0.008 

0.008 

0.126 

0.140 

0.151 

0.151 

0.029 

0.029 

0.024 

0.024 

0.096 

0.110 

0.110 

0.132 

0.082 

0.543 

0.466 

0.502 

1.200 

1.301 

0.680 

0.680 




































































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Kuni 


Lakhaniya 


Lala Kheri 


Langariya 


Loopri 


Machlana 


Machlani 


Mahuri Khera 


Mai Chacha Kheri 


Malpeeprodi 


Mandawara 


Mandwi 


Manpura Kalan 


Manpura Khurd 


Mata Ji Ka Seegpuriya 


Meerawata 


Moba Kheri 


Moheda 


Mokhampura 


Morjhar 


Morundi 


Mothiya 


Mowai 


Nagdera 


Nagdi 


Nanana 


Nathu Kheri 


Naya Khera 


Neenor 


Nogawan 


Padooni 


Panchewa 


Panriya 


Parpatiya 


Patniya 


Peeprodi 


Pingthali 


Pooniya Kheri 


Pratappura 


Raipuriya 


Rajora 


Rajpuriya 


Ramgarh 


Ramnagar 


Ratangarh 


Reechha 


Richhawara 


Sakar Kheri 


Sakhthali Khurd 


Salamgarh 


Sanchai 


Sanoti 


0829001203735000 


0829001303762500 


0829001303762300 


0829001303758300 


0829001303753000 


0829001203729600 


0829001203729500 


0829001303752400 


0829001303756600 


0829001303758800 


0829001303749700 


0829001303756100 


0829001303763500 


0829001303763400 


0829001303753100 


0829001303759000 


0829001303756400 


0829001303754200 


0829001203730100 


0829001203729300 


0829001303756900 


0829001303765400 


0829001303754000 


0829001303750900 


0829001303755400 


0829001203735300 


0829001203729000 


0829001303750000 


0829001303749200 


0829001303762400 


0829001303750800 


0829001303753300 


0829001303762700 


0829001203737800 


0829001303755800 


0829001203735600 


0829001303758900 


0829001303755300 


0829001303763200 


0829001203729800 


0829001203747200 


0829001203734300 


0829001203735100 


0829001203736200 


0829001303752800 


0829001303753500 


0829001303750400 


0829001203729200 


0829001203734700 


0829001303752500 


0829001303758200 


0829001203736900 


0829001203747300 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Deccan Traps 

2.868 

Non-command 

Deccan Traps 

2.208 

Non-command 

Deccan Traps 

4.725 

Non-command 

Deccan Traps 

1.124 

Non-command 

Deccan Traps 

4.864 

Non-command 

Deccan Traps 

2.097 

Non-command 

Deccan Traps 

1.000 

Non-command 

Deccan Traps 

0.001 

Non-command 

Deccan Traps 

1.039 

Non-command 

Deccan Traps 

1.292 

Non-command 

Deccan Traps 

5.421 

Non-command 

Deccan Traps 

3.808 

Non-command 

Deccan Traps 

1.419 

Non-command 

Deccan Traps 

0.569 

Non-command 

Deccan Traps 

2.725 

Non-command 

Deccan Traps 

3.974 

Non-command 

Deccan Traps 

2.558 

Non-command 

Deccan Traps 

14.867 

Non-command 

Deccan Traps 

3.630 

Non-command 

Deccan Traps 

1.914 

Non-command 

Deccan Traps 

0.329 

Non-command 

Deccan Traps 

1.820 

Non-command 

Deccan Traps 

4.656 

Non-command 

Deccan Traps 

8.165 

Non-command 

Deccan Traps 

0.990 

Non-command 

Deccan Traps 

2.420 

Non-command 

Deccan Traps 

2.706 

Non-command 

Deccan Traps 

1.383 

Non-command 

Deccan Traps 

0.458 

Non-command 

Deccan Traps 

14.747 

Non-command 

Deccan Traps 

4.929 

Non-command 

Deccan Traps 

7.145 

Non-command 

Deccan Traps 

1.823 

Non-command 

Deccan Traps 

0.076 

Non-command 

Deccan Traps 

0.487 

Non-command 

Deccan Traps 

1.299 

Non-command 

Deccan Traps 

4.253 

Non-command 

Deccan Traps 

0.136 

Non-command 

Deccan Traps 

1.595 

Non-command 

Deccan Traps 

1.559 

Non-command 

Deccan Traps 

1.772 

Non-command 

Deccan Traps 

6.577 

Non-command 

Deccan Traps 

1.310 

Non-command 

Deccan Traps 

3.681 

Non-command 

Deccan Traps 

4.550 

Non-command 

Deccan Traps 

0.329 

Non-command 

Deccan Traps 

2.847 

Non-command 

Deccan Traps 

4.114 

Non-command 

Deccan Traps 

2.991 

Non-command 

Deccan Traps 

9.748 

Non-command 

Deccan Traps 

2.402 

Non-command 

Deccan Traps 

4.736 

Non-command 

Deccan Traps 

6.447 


of Tube of Wells Operational 
Wells with Days 

Pumpset 


Average Yield 

Draft 

Total 

Draft 

Tube 

Wells 

Wells with 
Pumpset 

Tube 

Wells 

Wells with 
Pumpset 


Ipd 

Ipd 

MCM 

MCM 

MCM 

(12) 

(13) 

(14) 

(15) 

(16) 

60,000 

35,000 

0.014 

0.202 

0.216 

60,000 

40,000 

0.115 

0.106 

0.221 

60,000 

40,000 

0.173 

0.086 

0.259 

60,000 

40,000 

0.065 

0.101 

0.166 

60,000 

40,000 

0.036 

0.446 

0.482 

60,000 

35,000 

0.022 

0.193 

0.215 

60,000 

35,000 

0.014 

0.042 

0.056 



0.067 

0.067 

0.062 

0.062 

0.422 

0.444 

0.264 

0.451 

0.058 

0.101 

0.029 

0.065 

0.034 

0.034 

0.365 

0.379 

0.086 

0.136 

0.605 

0.648 

0.202 

0.216 

0.189 

0.196 

0.005 

0.005 

0.106 

0.221 

0.394 

0.444 

0.427 

0.449 

0.058 

0.072 

0.076 

0.083 

0.269 

0.276 

0.091 

0.105 

0.034 

0.034 

1.190 

2.558 

0.432 

0.526 

0.365 

0.394 

0.034 

0.192 

0.004 

0.004 

0.101 

0.101 

0.084 

0.084 

0.062 

0.076 

0.005 

0.005 

0.086 

0.172 

0.227 

0.241 

0.076 

0.076 

0.525 

0.525 

0.055 

0.055 

0.130 

0.130 

0.504 

0.540 

0.086 

0.086 

0.240 

0.269 

0.433 

0.469 

0.147 

0.154 

0.216 

0.238 

0.274 

0.346 

0.315 

0.315 

0.185 

0.185 























































































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


08004023 


Village 

Zone 
(Fresh / 
Saline) 

Type of Area (Command / Non¬ 
command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 

Name 

Census Code 

Area 








sq.km 

sq.km 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

Sardarpura 

0829001303759700 

1.648 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.574 

Sarkot 

0829001303764700 

14.660 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.190 

Sat Mahuri 

0829001303759600 

1.554 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.554 

Seedheriya 

0829001203746500 

2.178 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.178 

Seengpuriya 

0829001203729900 

1.131 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.131 

Seengpuriya Charanon Ka 

0829001303750300 

1.709 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.709 

Sekri 

0829001203736100 

2.013 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.013 

Selarpura Kalan 

0829001203734900 

2.203 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.203 

Selarpura Khurd 

0829001203746700 

3.618 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.618 

Semal Kheri 

0829001303756200 

2.390 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.390 

Semli 

0829001203734400 

3.775 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.775 

Sewana 

0829001303758500 

12.856 

Fresh 

Non-command 

Non-command 

Deccan Traps 

12.706 

Sholi 

0829001303755900 

5.178 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.178 

Siliya Kheri 

0829001303759200 

3.000 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.000 

Sodalpuriya 

0829001203746400 

0.613 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.613 

Sohanpur 

0829001203737100 

4.947 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.436 

Takrawad 

0829001203736000 

2.193 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.193 

Talab Khera 

0829001303762100 

0.589 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.255 

Tanda 

0829001303753600 

3.032 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.032 

Theekariya 

0829001203736400 

2.423 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.423 

Uchwaniyan 

0829001303749900 

1.594 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.594 

Udiya Kheri 

0829001303756800 

2.281 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.281 

Umar Kheri 

0829001203747500 

2.388 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.388 

Uthel 

0829001303763300 

4.276 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.222 

Vanpura 

0829001303753400 

2.157 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.157 

Veerawali 

0829001303749400 

8.242 

Fresh 

Non-command 

Non-command 

Deccan Traps 

7.448 


Akiya 


Akodiya 



Ameenpur 


Amliya 


Anandpura 


Ank Kheri 


Anwali Kalan 


Anya Kheri 


Arniya 


Aru Kheri 


Awar 


Bajpura 


Bambori 


Bani 


Bar Kheri 


Bhagwatipura 


Bhaisajhar 


Bhaisani 


Bhaisariya 


Bhawanipura 


Bheemni 


Bhoor Kheri 


Sub Basin: Kali Sindh 


0832000504089900 


0832000604094500 


3.934 Fresh 


4.325 Fresh 



0832000604110400 


0832000504090100 


0832000504086900 


0832000504088000 


0832000504083300 


0832000604110800 


0832000504090000 


0832000604103200 


2.454 Fresh 


5.771 Fresh 


1.426 Fresh 


7.602 Fresh 


5.915 Fresh 


2.650 Fresh 


4.599 Fresh 


2.367 Fresh 



0832000504091300 


0832000504092900 


0832000504086800 


0832000504087100 


0832000504091600 


0832000604111500 


0832000504090300 


0832000704129900 


0832000504089000 


0832000704132000 


0832000504089400 


0832000504093300 


0832000604111400 




Non-command 

Non-command 

Deccan Traps 

3.934 

Gagrain 

Command 

Deccan Traps 

0.736 

Non-command 

Non-command 

Deccan Traps 

0.671 

Non-command 

Non-command 

Deccan Traps 

2.454 

Non-command 

Non-command 

Deccan Traps 

5.771 

Non-command 

Non-command 

Deccan Traps 

0.032 

Non-command 

Non-command 

Deccan Traps 

7.602 

Non-command 

Non-command 

Deccan Traps 

0.602 

Piplad 

Command 

Deccan Traps 

0.101 

Non-command 

Non-command 

Deccan Traps 

2.650 

Non-command 

Non-command 

Deccan Traps 

4.599 

Gagrain 

Command 

Deccan Traps 

2.365 

Non-command 

Non-command 

Deccan Traps 

0.002 

Non-command 

Non-command 

Deccan Traps 

2.032 

Non-command 

Non-command 

Deccan Traps 

3.647 

Non-command 

Non-command 

Deccan Traps 

0.439 

Non-command 

Non-command 

Deccan Traps 

1.610 

Non-command 

Non-command 

Deccan Traps 

4.709 

Non-command 

Non-command 

Deccan Traps 

3.181 

Non-command 

Non-command 

Deccan Traps 

3.222 

Non-command 

Non-command 

Deccan Traps 

4.122 

Non-command 

Non-command 

Deccan Traps 

2.628 

Non-command 

Non-command 

Deccan Traps 

1.799 

Non-command 

Non-command 

Deccan Traps 

3.442 

Non-command 

Non-command 

Deccan Traps 

3.437 

Non-command 

Non-command 

Deccan Traps 

2.641 


Number 
of Wells 
with 

Pumpset 

Number of 
Operational 
Days 

Average Yield 



Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(10) 

(IV 

(12) 

(13) 

14 

120 

60,000 

40,000 

14 

120 

60,000 

40,000 

9 

120 

60,000 

40,000 

36 

120 

60,000 

35,000 

23 

120 

60,000 

35,000 

19 

120 

60,000 

40,000 

23 

120 

60,000 

35,000 

68 

120 

60,000 

35,000 

32 

120 

60,000 

35,000 

66 

120 

60,000 

40,000 

83 

120 

60,000 

35,000 

124 

120 

60,000 

40,000 

98 

120 

60,000 

40,000 

17 

120 

60,000 

40,000 

12 

120 

60,000 

35,000 

76 

120 

60,000 

35,000 

22 

120 

60,000 

35,000 

1 

120 

60,000 

40,000 

94 

120 

60,000 

40,000 

22 

120 

60,000 

35,000 

50 

120 

60,000 

40,000 

12 

120 

60,000 

40,000 

10 

120 

60,000 

35,000 

42 

120 

60,000 

40,000 

40 

120 

60,000 

40,000 

84 

120 

60,000 

40,000 


33 

120 

45,000 

45,000 

11 

120 

80,000 

55,000 

10 

120 

80,000 

55,000 

47 

120 

80,000 

55,000 

28 

120 

45,000 

45,000 

1 

120 

45,000 

45,000 

105 

120 

45,000 

45,000 

12 

120 

45,000 

45,000 

2 

120 

45,000 

45,000 

19 

120 

80,000 

55,000 

53 

120 

45,000 

45,000 

38 

120 

80,000 

55,000 

- 

120 

80,000 

55,000 

48 

120 

60,000 

55,000 

3 

120 

60,000 

55,000 

2 

120 

45,000 

45,000 

2 

120 

45,000 

45,000 

97 

120 

60,000 

55,000 

29 

120 

80,000 

55,000 

12 

120 

45,000 

45,000 

38 

120 

60,000 

55,000 

39 

120 

45,000 

45,000 

6 

120 

60,000 

55,000 

37 

120 

45,000 

45,000 

59 

120 

60,000 

55,000 

42 

120 

80,000 

55,000 



MCM 

MCM 

(15) 

(16) 

0.067 

0.146 

0.067 

0.081 

0.043 

0.072 

0.151 

0.151 

0.097 

0.097 

0.091 

0.091 

0.097 

0.097 

0.286 

0.300 

0.134 

0.134 

0.317 

0.490 

0.349 

0.349 

0.595 

1.049 

0.470 

0.484 

0.082 

0.168 

0.050 

0.050 

0.319 

0.319 

0.092 

0.092 

0.005 

0.012 

0.451 

0.487 

0.092 

0.092 

0.240 

0.262 

0.058 

0.072 

0.042 

0.042 

0.202 

0.396 

0.192 

0.199 

0.403 

0.439 


0.178 

0.302 

0.073 

0.073 

0.066 

0.066 

0.310 

0.329 

0.151 

0.291 

0.005 

0.005 

0.567 

0.902 

0.065 

0.065 

0.011 

0.011 

0.125 

0.125 

0.286 

0.286 

0.251 

0.261 

- 

- ! 

0.317 

0.317 

0.020 

0.020 

0.011 

0.011 

0.011 

0.016 

0.640 

0.676 

0.191 

0.191 

0.065 

0.081 

0.251 

0.251 

0.211 

0.211 

0.040 

0.040 

0.200 

0.227 

0.389 

0.432 

0.277 

0.277 










































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Binnayaga 

0832000504094200 

19.658 

Fresh 

Bishaniya 

0832000504084300 

2.081 

Fresh 

Boliya Bujurg 

0832000604106600 

12.223 

Fresh 


Type of Area (Command / N< 
command) 


Bor Kheri 

0832000504093600 

4.428 

Fresh 

Borda 

0832000604107300 

5.978 

Fresh 


Brahmali 


Chand Kheri 


Chandra Pura 


Chandrapura 



Chhan Ka Khera 


Chor Kheri 


Dabla Bhoj 


Deliya Kheri 


Deogarh 


Deori 


Dhabla Kheenchi 


Dhamanda Kalan 


Dhamanda Khurd 


Dhatooriya Kalan 


Dhatooriya Khurd 


Dobra 


Doli Sarna 


Fazilpur 


Gangaliya Kheri 


Gelana 


Gelani 


Ghata Kheri 


Ghughwa 


Govindpura 


Gunai 


Guradi 


Guradiya Joga 


Guradiya Kalan 


Guradiya Khurd 


Hanotiya Kotri 


Harmatya 


Harnawada 


Hatuniya 


Hatya Gaur 


Jajni 


Jalni 


Jaswantpura 


Jheejhani 


Jheekariya 


0832000504088300 

2.102 

Fresh 

0832000504092300 

2.839 

Fresh 

0832000604099600 

2.032 

Fresh 

0832000504089700 

1.733 

Fresh 

0832000504092000 

1.145 

Fresh 

0832000704129400 

2.233 

Fresh 

0832000504091000 

7.102 

Fresh 

0832000504083700 

8.300 

Fresh 




0832000604114900 

15.801 

Fresh 

0832000504088900 

1.715 

Fresh 

0832000504093900 

1.339 

Fresh 

0832000504087300 

1.483 

Fresh 

0832000604103800 

10.309 

Fresh 

0832000704129500 

2.023 

Fresh 

0832000704129600 

1.982 

Fresh 

0832000604110700 

5.613 

Fresh 

0832000604110900 

2.772 

Fresh 

0832000504088600 

2.739 

Fresh 

0832000704132500 

3.720 

Fresh 

0832000704131400 

5.125 

Fresh 

0832000504091800 

3.293 

Fresh 

0832000604106900 

4.278 

Fresh 

0832000604107100 

5.613 

Fresh 

0832000604111000 

8.188 

Fresh 

0832000504091100 

4.414 

Fresh 

0832000604111200 

3.025 

Fresh 

0832000704132100 

9.012 

Fresh 

0832000704130500 

6.172 

Fresh 

0832000504084400 

1.451 

Fresh 

0832000504087200 

7.003 

Fresh 

0832000504094300 

19.769 

Fresh 

0832000504092400 

2.627 

Fresh 

0832000604112200 

7.748 

Fresh 

0832000504088100 

4.352 

Fresh 

0832000704130600 

5.902 

Fresh 

0832000504087600 

3.576 

Fresh 

0832000504093700 

2.155 

Fresh 

0832000504093800 

10.129 

Fresh 

0832000504093400 

2.211 

Fresh 

0832000504088700 

2.856 

Fresh 

0832000604102900 

3.002 

Fresh 

0832000504090200 

3.208 

Fresh 

0832000504084500 

3.289 

Fresh 



Non-command 


Piplad 


Gagrain 


Non-command 


Non-command 


Gagrain 


Non-command 


Non-command 


Non-command 


Gagrain 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Piplad 


Non-command 


Non-command 


Non-command 


Non-command 


Gagrain 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Piplad 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Gagrain 


Non-command 


Gagrain 


Non-command 


Piplad 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Deccan Traps 

19.025 

Command 

Deccan Traps 

2.081 

Command 

Deccan Traps 

6.908 

Non-command 

Deccan Traps 

3.746 

Non-command 

Deccan Traps 

4.428 

Command 

Deccan Traps 

1.384 

Non-command 

Deccan Traps 

2.565 

Non-command 

Deccan Traps 

2.102 

Non-command 

Deccan Traps 

2.838 

Command 

Deccan Traps 

0.336 

Non-command 

Deccan Traps 

1.733 

Non-command 

Deccan Traps 

1.145 

Non-command 

Deccan Traps 

2.064 

Non-command 

Deccan Traps 

7.102 

Non-command 

Deccan Traps 

0.018 

Command 

Deccan Traps 

1.878 

Non-command 

Deccan Traps 

0.343 

Non-command 

Deccan Traps 

1.715 

Non-command 

Deccan Traps 

1.304 

Non-command 

Deccan Traps 

1.391 

Command 

Deccan Traps 

0.244 

Non-command 

Deccan Traps 

0.937 

Non-command 

Deccan Traps 

0.487 

Non-command 

Deccan Traps 

5.613 

Non-command 

Deccan Traps 

2.772 

Non-command 

Deccan Traps 

2.739 

Non-command 

Deccan Traps 

2.799 

Non-command 

Deccan Traps 

0.020 

Non-command 

Deccan Traps 

3.293 

Non-command 

Deccan Traps 

4.278 

Non-command 

Deccan Traps 

5.613 

Non-command 

Deccan Traps 

8.188 

Non-command 

Deccan Traps 

4.414 

Non-command 

Deccan Traps 

3.025 

Non-command 

Deccan Traps 

2.683 

Non-command 

Deccan Traps 

6.172 

Command 

Deccan Traps 

1.451 

Non-command 

Deccan Traps 

5.460 

Non-command 

Deccan Traps 

17.625 

Non-command 

Deccan Traps 

2.627 

Non-command 

Deccan Traps 

3.190 

Non-command 

Deccan Traps 

4.352 

Non-command 

Deccan Traps 

5.902 

Non-command 

Deccan Traps 

3.576 

Non-command 

Deccan Traps 

2.155 

Non-command 

Deccan Traps 

7.535 

Non-command 

Deccan Traps 

2.211 

Non-command 

Deccan Traps 

2.854 

Command 

Deccan Traps 

2.474 

Non-command 

Deccan Traps 

3.208 

Command 

Deccan Traps 

0.040 

Non-command 

Deccan Traps 

0.387 

Command 

Deccan Traps 

2.861 



Number 
of Wells 
with 

Pumpset 

Number of 
Operational 
Days 

Average Yield 



Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(10) 

(IV 

(12) 

(13) 

35 

120 

60,000 

55,000 

56 

120 

45,000 

45,000 

107 

120 

80,000 

55,000 

58 

120 

80,000 

55,000 

96 

120 

60,000 

55,000 

26 

120 

80,000 

55,000 

48 

120 

80,000 

55,000 

93 

120 

45,000 

45,000 

36 

120 

60,000 

55,000 

120 

80,000 

55,000 

21 

120 

45,000 

45,000 

31 

120 

60,000 

55,000 

21 

120 

60,000 

55,000 

27 

120 

60,000 

55,000 

120 

45,000 

45,000 

21 

120 

45,000 

45,000 

2 

120 

80,000 

55,000 

19 

120 

45,000 

45,000 

36 

120 

60,000 

55,000 

8 

120 

45,000 

45,000 

2 

120 

80,000 

55,000 

13 

120 

60,000 

55,000 

6 

120 

60,000 

55,000 

33 

120 

80,000 

55,000 

15 

120 

80,000 

55,000 

20 

120 

45,000 

45,000 

13 

120 

60,000 

55,000 

120 

60,000 

55,000 

12 

120 

60,000 

55,000 

69 

120 

80,000 

55,000 

74 

120 

80,000 

55,000 

25 

120 

80,000 

55,000 

28 

120 

60,000 

55,000 

27 

120 

80,000 

55,000 

8 

120 

60,000 

55,000 

66 

120 

60,000 

55,000 

51 

120 

45,000 

45,000 

24 

120 

45,000 

45,000 

101 

120 

60,000 

55,000 

51 

120 

60,000 

55,000 

31 

120 

80,000 

55,000 

58 

120 

45,000 

45,000 

34 

120 

60,000 

55,000 

85 

120 

45,000 

45,000 

21 

120 

60,000 

55,000 

47 

120 

60,000 

55,000 

27 

120 

60,000 

55,000 

42 

120 

45,000 

45,000 

23 

120 

80,000 

55,000 

27 

120 

45,000 

45,000 

1 

120 

45,000 

45,000 

6 

120 

45,000 

45,000 

43 

120 

45,000 

45,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.231 


0.302 


0.706 


0.383 


0.634 


0.172 


0.317 


0.502 


0.238 



0.113 

0.135 

0.205 

0.219 

0.139 

0.139 

0.178 

0.185 

- 

- 

0.113 

0.113 

0.013 

0.013 

0.103 

0.103 

0.238 

0.238 

0.043 

0.054 

0.013 

0.013 

0.086 

0.086 

0.040 

0.040 

0.218 

0.218 

0.099 

0.099 

0.108 

0.108 

0.086 

0.086 

- 

- 

0.079 

0.086 

0.455 

0.465 

0.488 

0.498 

0.165 

0.165 

0.185 

0.192 

0.178 

0.178 

0.053 

0.053 

0.436 

0.436 

0.275 

0.275 

0.130 

0.233 

0.667 

0.667 

0.337 

0.359 

0.205 

0.205 

0.313 

0.372 

0.224 

0.231 

0.459 

0.470 

0.139 

0.139 

0.310 

0.310 

0.178 

0.178 

0.227 

0.227 

0.152 

0.200 

0.146 

0.254 

0.005 

0.005 

0.032 

0.032 

0.232 

0.232 























































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Karawan 

0832000504091900 

15.563 

Fresh 

Keetiya 

0832000704130400 

1.740 

Fresh 

Khajoori 

0832000604111600 

2.791 

Fresh 

Khandal Kheri 

0832000604102800 

4.654 

Fresh 

Khandar 

0832000504092500 

3.244 

Fresh 

Khar Khera 

0832000504089200 

2.811 

Fresh 

Kharpa 

0832000504087400 

2.230 

Fresh 

Kharpa Kalan 

0832000604110200 

7.220 

Fresh 

Kharpa Khurd 

0832000604112100 

6.722 

Fresh 

Khera Nipaniya 

0832000604107200 

2.196 

Fresh 

Khera Sanoriya 

0832000604103600 

0.983 

Fresh 


Kheta Khera 

0832000504083800 

1.254 

Fresh 

Khokhariya Kalan 

0832000504090900 

5.633 

Fresh 

Khokhariya Khurd 

0832000504091700 

4.134 

Fresh 

Khol Kheri 

0832000504091200 

2.448 

Fresh 

Kishan Nagar 

0832000704130000 

5.843 

Fresh 

Kochariya Kheri 

0832000504090700 

4.740 

Fresh 

Koli Khera 

0832000604107400 

4.082 

Fresh 




0832000604107500 

4.581 

Fresh 

0832000704130200 

10.066 

Fresh 

0832000504084600 

6.715 

Fresh 



Kundi Khera 

0832000504084800 

8.170 

Fresh 

Kundiya 

0832000704130700 

6.533 

Fresh 

Kundla Khemraj 

0832000604110300 

6.885 

Fresh 

Kyasra 

0832000704132400 

6.132 

Fresh 

Lar Khera 

0832000504092800 

8.374 

Fresh 

Lasooriya 

0832000504084200 

3.949 

Fresh 


Lolra 

0832000504089100 

2.864 

Fresh 

Madhvi 

0832000704129800 

2.587 

Fresh 

Mahuri Khera 

0832000704134100 

3.157 

Fresh 

Mahuriya 

0832000504088800 

3.925 

Fresh 

Malpura 

0832000704130300 

4.668 

Fresh 

Mandvi 

0832000504084900 

6.817 

Fresh 

Marlawada 

0832000504090800 

9.649 

Fresh 

Mishroli 

0832000504089800 

22.401 

Fresh 

Mogra 

0832000504087700 

4.877 

Fresh 


Morda 

0832000504088200 

2.904 

Fresh 

Moru Kheri 

0832000504094000 

3.325 

Fresh 

Moya Khera 

0832000504084700 

8.528 

Fresh 


Mumana 


0832000604111300 


1.861 Fresh 


Non-command 


Non-command 


Gagrain 


Non-command 


Non-command 


Non-command 


Non-command 


Gagrain 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Gagrain 


Non-command 


Piplad 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Gagrain 


Non-command 


Non-command 


Non-command 


Gagrain 


Non-command 


Piplad 


Gagrain 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Piplad 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Gagrain 


Non-command 


Non-command 


Non-command 


Non-command 


Piplad 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Deccan Traps 

2.668 

Non-command 

Deccan Traps 

0.014 

Command 

Deccan Traps 

0.046 

Non-command 

Deccan Traps 

3.959 

Non-command 

Deccan Traps 

15.563 

Non-command 

Deccan Traps 

1.740 

Non-command 

Deccan Traps 

2.791 

Command 

Deccan Traps 

0.007 

Non-command 

Deccan Traps 

3.244 

Non-command 

Deccan Traps 

2.811 

Non-command 

Deccan Traps 

2.230 

Non-command 

Deccan Traps 

4.867 

Non-command 

Deccan Traps 

5.954 

Non-command 

Deccan Traps 

2.196 

Command 

Deccan Traps 

0.761 

Non-command 

Deccan Traps 

0.222 

Command 

Deccan Traps 

1.254 

Non-command 

Deccan Traps 

5.633 

Non-command 

Deccan Traps 

4.134 

Non-command 

Deccan Traps 

2.448 

Non-command 

Deccan Traps 

5.843 

Non-command 

Deccan Traps 

4.740 

Command 

Deccan Traps 

0.395 

Non-command 

Deccan Traps 

1.591 

Non-command 

Deccan Traps 

4.581 

Non-command 

Deccan Traps 

10.066 

Command 

Deccan Traps 

0.143 

Non-command 

Deccan Traps 

2.133 

Command 

Deccan Traps 

4.439 

Command 

Deccan Traps 

0.020 

Non-command 

Deccan Traps 

2.040 

Non-command 

Deccan Traps 

1.676 

Non-command 

Deccan Traps 

3.014 

Non-command 

Deccan Traps 

6.885 

Non-command 

Deccan Traps 

6.006 

Non-command 

Deccan Traps 

8.374 

Non-command 

Deccan Traps 

1.041 

Command 

Deccan Traps 

1.416 

Non-command 

Deccan Traps 

2.864 

Non-command 

Deccan Traps 

2.587 

Non-command 

Deccan Traps 

0.023 

Non-command 

Deccan Traps 

3.925 

Non-command 

Deccan Traps 

4.668 

Non-command 

Deccan Traps 

0.001 

Non-command 

Deccan Traps 

9.649 

Non-command 

Deccan Traps 

22.401 

Command 

Deccan Traps 

0.018 

Non-command 

Deccan Traps 

4.859 

Non-command 

Deccan Traps 

2.904 

Non-command 

Deccan Traps 

0.416 

Non-command 

Deccan Traps 

3.225 

Command 

Deccan Traps 

5.242 

Non-command 

Deccan Traps 

1.861 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

45,000 

45,000 

120 

45,000 

45,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

60,000 

55,000 

120 

45,000 

45,000 

120 

45,000 

45,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

45,000 

45,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

60,000 

55,000 

120 

45,000 

45,000 

120 

45,000 

45,000 

120 

45,000 

45,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

45,000 

45,000 

120 

60,000 

55,000 

120 

80,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

45,000 

45,000 

120 

45,000 

45,000 

120 

45,000 

45,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

45,000 

45,000 

120 

60,000 

55,000 

120 

45,000 

45,000 

120 

60,000 

55,000 

120 

45,000 

45,000 

120 

45,000 

45,000 

120 

45,000 

45,000 

120 

45,000 

45,000 

120 

60,000 

55,000 

120 

45,000 

45,000 

120 

45,000 

45,000 

120 

80,000 

55,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.158 




0.194 

0.199 

0.792 

1.008 

0.165 

0.165 

0.198 

0.198 


0.290 

0.333 

0.103 

0.119 

0.162 

0.167 

0.772 

0.810 

0.224 

0.224 

0.224 

0.224 

0.191 

0.191 

0.053 

0.053 

0.216 

0.216 

0.337 

0.351 

0.376 

0.398 

0.007 

0.007 

0.330 

0.330 

0.099 

0.329 

0.040 

0.040 

0.152 

0.152 

0.350 

0.350 

0.119 

0.119 

0.005 

0.005 

0.092 

0.092 

0.194 

0.194 

0.007 

0.007 

0.396 

0.406 

0.146 

0.146 

0.066 

0.066 

0.356 

0.356 

0.403 

0.403 

0.290 

0.312 

0.059 

0.059 

0.081 

0.081 

0.394 

0.486 

0.013 

0.013 


0.286 

0.329 

0.073 

0.073 



0.297 

0.297 

0.081 

0.108 

0.053 

0.053 

0.254 

0.254 

0.410 

0.410 

0.317 

0.317 






























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Nagar 

0832000604111800 

2.930 

Fresh 

Nahar Ghatta 

0832000504089600 

3.679 

Fresh 

Nal Khadi 

0832000504087900 

3.502 

Fresh 


Type of Area (Command / N< 
command) 


Nathoo Kheri 

0832000504092600 

3.770 

Fresh 

Naulai 

0832000604111700 

4.086 

Fresh 

Nipaniya Hara 

0832000504089300 

3.235 

Fresh 

Pagariya 

0832000504093100 

2.781 

Fresh 

Parla 

0832000704130100 

10.736 

Fresh 

Payra 

0832000504093200 

6.141 

Fresh 

Peeplya Kalan 

0832000704132600 

3.235 

Fresh 

Peeplya Khurd 

0832000704129300 

2.500 

Fresh 

Pura 

0832000604107000 

1.950 

Fresh 

Puwandla 

0832000704131900 

9.562 

Fresh 

Raja Kheri 

0832000604110500 

4.857 

Fresh 

Rajgarh 

0832000504090400 

5.732 

Fresh 

Raj pura 

0832000504093500 

4.335 

Fresh 

Ramay Dalpat 

0832000604111900 

6.245 

Fresh 

Ramay Mahoo 

0832000604114800 

9.725 

Fresh 

Ranayra 

0832000504088500 

10.040 

Fresh 

Ratanpura 

0832000504087000 

6.309 

Fresh 

Roopa Kheri 

0832000604112000 

4.941 

Fresh 

Sagriya 

0832000504089500 

4.837 

Fresh 

Salriya 

0832000504094400 

10.937 

Fresh 

Samariya 

0832000604103000 

8.214 

Fresh 



Saranga Khera 

0832000704132300 

3.683 

Fresh 

Sarod 

0832000504088400 

20.448 

Fresh 

Semla 

0832000604103900 

7.003 

Fresh 

Semli 

0832000504092700 

1.893 

Fresh 

Semli Jassa 

0832000504087500 

2.789 

Fresh 

Semlibakta 

0832000504083900 

3.197 

Fresh 

Shekhpura 

0832000504093000 

2.505 

Fresh 

Silehgarh 

0832000504090600 

6.142 

Fresh 

Silori 

0832000604107700 

7.305 

Fresh 

Singhpur 

0832000504091400 

11.639 

Fresh 

Sirpoi 

0832000604103400 

10.771 

Fresh 



Sujanpur 

0832000704129700 

3.555 

Fresh 

Sunari 

0832000604106700 

1.989 

Fresh 

Sunel 

0832000604103100 

25.829 

Fresh 


Suwa Sara 

0832000604110600 

2.311 

Fresh 

Theekariya 

0832000504092100 

1.994 

Fresh 

Toongani 

0832000504092200 

2.184 

Fresh 

Tulkya Kheri 

0832000604103300 

1.469 

Fresh 


Non-command 


Non-command 


Gagrain 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Gagrain 


Non-command 


Gagrain 


Non-command 


Gagrain 


Non-command 


Non-command 


Non-command 


Gagrain 


Non-command 


Non-command 


Piplad 


Non-command 


Non-command 


Non-command 


Non-command 


Gagrain 


Non-command 


Non-command 


Piplad 


Non-command 


Non-command 


Gagrain 


Non-command 


Non-command 


Non-command 


Non-command 


Gagrain 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Deccan Traps 

2.870 

Non-command 

Deccan Traps 

3.679 

Command 

Deccan Traps 

0.042 

Non-command 

Deccan Traps 

3.461 

Non-command 

Deccan Traps 

3.770 

Non-command 

Deccan Traps 

4.086 

Non-command 

Deccan Traps 

3.235 

Non-command 

Deccan Traps 

2.781 

Non-command 

Deccan Traps 

10.736 

Non-command 

Deccan Traps 

6.141 

Non-command 

Deccan Traps 

0.113 

Non-command 

Deccan Traps 

0.056 

Non-command 

Deccan Traps 

1.950 

Non-command 

Deccan Traps 

0.015 

Non-command 

Deccan Traps 

4.857 

Non-command 

Deccan Traps 

5.732 

Non-command 

Deccan Traps 

4.335 

Non-command 

Deccan Traps 

4.402 

Non-command 

Deccan Traps 

2.759 

Non-command 

Deccan Traps 

10.028 

Non-command 

Deccan Traps 

5.692 

Non-command 

Deccan Traps 

4.941 

Non-command 

Deccan Traps 

4.837 

Non-command 

Deccan Traps 

10.937 

Command 

Deccan Traps 

8.214 

Non-command 

Deccan Traps 

0.000 

Command 

Deccan Traps 

0.210 

Non-command 

Deccan Traps 

8.324 

Command 

Deccan Traps 

3.883 

Non-command 

Deccan Traps 

1.346 

Non-command 

Deccan Traps 

1.632 

Non-command 

Deccan Traps 

16.091 

Command 

Deccan Traps 

0.121 

Non-command 

Deccan Traps 

1.893 

Non-command 

Deccan Traps 

2.789 

Command 

Deccan Traps 

2.017 

Non-command 

Deccan Traps 

2.505 

Non-command 

Deccan Traps 

6.142 

Non-command 

Deccan Traps 

2.251 

Non-command 

Deccan Traps 

11.639 

Command 

Deccan Traps 

9.268 

Non-command 

Deccan Traps 

0.660 

Non-command 

Deccan Traps 

5.654 

Command 

Deccan Traps 

4.616 

Non-command 

Deccan Traps 

3.162 

Non-command 

Deccan Traps 

1.989 

Command 

Deccan Traps 

22.535 

Non-command 

Deccan Traps 

0.008 

Non-command 

Deccan Traps 

2.311 

Non-command 

Deccan Traps 

1.994 

Non-command 

Deccan Traps 

2.184 

Command 

Deccan Traps 

1.451 

Non-command 

Deccan Traps 

0.018 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

80,000 

55,000 

120 

45,000 

45,000 

120 

45,000 

45,000 

120 

45,000 

45,000 

120 

60,000 

55,000 

120 

80,000 

55,000 

120 

45,000 

45,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

80,000 

55,000 

120 

60,000 

55,000 

120 

80,000 

55,000 

120 

45,000 

45,000 

120 

60,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

45,000 

45,000 

120 

45,000 

45,000 

120 

80,000 

55,000 

120 

45,000 

45,000 

120 

60,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

60,000 

55,000 

120 

45,000 

45,000 

120 

80,000 

55,000 

120 

60,000 

55,000 

120 

45,000 

45,000 

120 

45,000 

45,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

80,000 

55,000 

120 

60,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

45,000 

45,000 

120 

45,000 

45,000 

120 

60,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.059 


0.243 


0.005 


0.281 


0.290 


0.594 


0.076 


1.142 


0.370 


0.119 


0.007 


0.007 


0.515 




0.113 

0.156 

0.257 

0.257 

0.244 

0.244 

0.119 

0.119 

0.464 

0.469 

0.032 

0.075 

0.337 

0.337 

0.221 

0.264 

0.040 

0.040 

1.142 

1.161 

- 

- 

0.033 

0.033 

1.254 

1.273 

0.238 

0.276 

0.086 

0.105 

0.092 

0.092 

0.826 

0.858 

0.013 

0.013 

0.218 

0.218 

0.162 

0.167 

0.097 

0.097 

0.112 

0.112 

0.627 

0.951 

0.132 

0.142 

0.818 

0.847 

1.485 

1.571 

0.106 

0.116 

0.707 

0.707 

0.578 

0.578 

0.172 

0.172 

0.152 

0.152 

4.376 

4.568 

- 

- 

0.092 

0.092 

0.376 

0.376 

0.092 

0.092 

0.185 

0.185 














































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


08004024 


08004025 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Udliya Kheri 

0832000604111100 

5.743 

Fresh 

Umariya 

0832000704129200 

8.958 

Fresh 

Vistuniya 

0832000504091500 

3.408 

Fresh 

Anandpura 

0832000504086900 

1.426 

Fresh 

Bajpura 

0832000504086800 

4.426 

Fresh 

Bambori 

0832000504087100 

5.511 

Fresh 

Bhawani Mandi (M) 

0832000543206000 

4.230 

Fresh 

Deori 

0832000504087300 

1.483 

Fresh 

Deoriya 

0832000504085000 

4.212 

Fresh 

Era Khera 

0832000504085100 

1.674 

Fresh 

Eri 

0832000504085200 

1.643 

Fresh 

Gangpura 

0832000504084100 

4.659 

Fresh 

Guradiya Bharta 

0832000504085700 

5.096 

Fresh 

Guradiya Joga 

0832000504087200 

7.003 

Fresh 

Guradiya Mana 

0832000504086200 

5.647 

Fresh 

Gurha 

0832000504086600 

8.125 

Fresh 

Kanar Kheri 

0832000504086000 

1.873 

Fresh 

Khandar 

0832000504086500 

1.434 

Fresh 

Khoti 

0832000504085500 

1.024 

Fresh 

Kothala 

0832000504086400 

4.164 

Fresh 

Kundi Khera 

0832000504084800 

8.170 

Fresh 

Lambi 

0832000509905100 

2.153 

Fresh 

Lasooriya 

0832000504084200 

3.949 

Fresh 


Type of Area (Command / N< 
command) 


Malakhera 

0832000504086700 

4.320 

Fresh 

Malikhera 

0832000509905200 

1.567 

Fresh 

Mandvi 

0832000504084900 

6.817 

Fresh 

Moya Khera 

0832000504084700 

8.528 

Fresh 

Muglana 

0832000509905300 

3.771 

Fresh 

Narayan Khera 

0832000504085800 

9.445 

Fresh 

Nipaniya Uda 

0832000504085600 

1.574 

Fresh 

Nirdhari 

0832000504086100 

1.124 

Fresh 

Pachpahar 

0832000509905400 

8.571 

Fresh 

Padasali 

0832000504085300 

3.166 

Fresh 

Paliya Kheri 

0832000504085900 

1.982 

Fresh 

Ratanpura 

0832000504087000 

6.309 

Fresh 

Sangali 

0832000504085400 

1.788 

Fresh 

Sarkanya 

0832000504086300 

5.033 

Fresh 

Sarod 

0832000504088400 

20.448 

Fresh 

Sooliya 

0832000504084000 

11.273 

Fresh 


Alipur 

0832000604115900 

4.326 

Fresh 

Bani Kheri 

0832000704134400 

5.024 

Fresh 

Bardiya 

0832000704130800 

11.578 

Fresh 

Bhaisariya 

0832000704132000 

7.036 

Fresh 

Binnayaga 

0832000504094200 

19.658 

Fresh 

Birma Kheri 

0832000704134900 

6.735 

Fresh 

Chak Semli 

0832000604115000 

0.790 

Fresh 

Chhan 

0832000704135100 

9.487 

Fresh 

Dabla Bhoj 

0832000604114900 

15.801 

Fresh 

Dag 

0832000704133900 

17.876 

Fresh 

Daryaopura 

0832000704134000 

7.665 

Fresh 

Deogarh 

0832000504093900 

1.339 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Piplad 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Piplad 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Deccan Traps 

5.743 

Non-command 

Deccan Traps 

7.871 

Non-command 

Deccan Traps 

3.408 

Non-command 

Deccan Traps 

1.394 

Non-command 

Deccan Traps 

3.987 

Non-command 

Deccan Traps 

3.901 

Non-command 

Deccan Traps 

4.230 

Non-command 

Deccan Traps 

0.092 

Non-command 

Deccan Traps 

4.212 

Non-command 

Deccan Traps 

1.674 

Non-command 

Deccan Traps 

1.643 

Non-command 

Deccan Traps 

4.659 

Non-command 

Deccan Traps 

5.096 

Non-command 

Deccan Traps 

1.543 

Non-command 

Deccan Traps 

5.647 

Non-command 

Deccan Traps 

8.125 

Non-command 

Deccan Traps 

1.873 

Non-command 

Deccan Traps 

1.434 

Non-command 

Deccan Traps 

1.024 

Non-command 

Deccan Traps 

4.164 

Non-command 

Deccan Traps 

6.494 

Non-command 

Deccan Traps 

2.153 

Non-command 

Deccan Traps 

1.366 

Command 

Deccan Traps 

0.125 

Non-command 

Deccan Traps 

4.320 

Non-command 

Deccan Traps 

1.567 

Non-command 

Deccan Traps 

6.816 

Non-command 

Deccan Traps 

0.061 

Non-command 

Deccan Traps 

3.771 

Non-command 

Deccan Traps 

9.445 

Non-command 

Deccan Traps 

1.574 

Non-command 

Deccan Traps 

1.124 

Non-command 

Deccan Traps 

8.571 

Non-command 

Deccan Traps 

3.166 

Non-command 

Deccan Traps 

1.982 

Non-command 

Deccan Traps 

0.617 

Non-command 

Deccan Traps 

1.788 

Non-command 

Deccan Traps 

5.033 

Non-command 

Deccan Traps 

4.355 

Non-command 

Deccan Traps 

0.855 

Command 

Deccan Traps 

0.005 

Non-command 

Deccan Traps 

2.353 

Non-command 

Deccan Traps 

5.024 

Non-command 

Deccan Traps 

11.578 

Non-command 

Deccan Traps 

5.236 

Non-command 

Deccan Traps 

0.632 

Non-command 

Deccan Traps 

6.735 

Non-command 

Deccan Traps 

0.027 

Non-command 

Deccan Traps 

9.487 

Non-command 

Deccan Traps 

10.557 

Non-command 

Deccan Traps 

0.390 

Non-command 

Deccan Traps 

4.781 

Non-command 

Deccan Traps 

0.036 


Number 
of Wells 
with 

Pumpset 

Number of 
Operational 
Days 

Average Yield 



Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(10) 

(IV 

(12) 

(13) 

10 

120 

80,000 

55,000 

72 

120 

60,000 

55,000 

75 

120 

60,000 

55,000 

42 

120 

45,000 

45,000 

17 

120 

45,000 

45,000 

6 

120 

45,000 

45,000 

66 

120 

45,000 

45,000 

1 

120 

45,000 

45,000 

33 

120 

45,000 

45,000 

32 

120 

45,000 

45,000 

26 

120 

45,000 

45,000 

131 

120 

45,000 

45,000 

108 

120 

45,000 

45,000 

7 

120 

45,000 

45,000 

92 

120 

45,000 

45,000 

112 

120 

45,000 

45,000 

45 

120 

45,000 

45,000 

29 

120 

45,000 

45,000 

48 

120 

45,000 

45,000 

46 

120 

45,000 

45,000 

105 

120 

45,000 

45,000 

5 

120 

45,000 

45,000 

14 

120 

45,000 

45,000 

1 

120 

45,000 

45,000 

39 

120 

45,000 

45,000 

63 

120 

45,000 

45,000 

181 

120 

45,000 

45,000 

1 

120 

45,000 

45,000 

107 

120 

45,000 

45,000 

377 

120 

45,000 

45,000 

47 

120 

45,000 

45,000 

8 

120 

45,000 

45,000 

98 

120 

45,000 

45,000 

45 

120 

45,000 

45,000 

35 

120 

45,000 

45,000 

1 

120 

45,000 

45,000 

26 

120 

45,000 

45,000 

147 

120 

45,000 

45,000 

42 

120 

45,000 

45,000 

20 

120 

45,000 

45,000 

120 

45,000 

45,000 

3 

120 

80,000 

55,000 

14 

120 

60,000 

55,000 

57 

120 

60,000 

55,000 

18 

120 

60,000 

55,000 

1 

120 

60,000 

55,000 

16 

120 

60,000 

55,000 

120 

80,000 

55,000 

61 

120 

60,000 

55,000 

61 

120 

80,000 

55,000 

8 

120 

60,000 

55,000 

21 

120 

60,000 

55,000 

1 

120 

60,000 

55,000 


Wells with 


MCM 

MCM 

(15) 

(16) 

0.066 

0.066 

0.475 

0.475 

0.495 

0.531 

0.227 

0.227 

0.092 

0.103 

0.032 

0.037 

0.356 

0.356 

0.005 

0.005 

0.178 

0.194 

0.173 

0.281 

0.140 

0.172 

0.707 

0.707 

0.583 

0.610 

0.038 

0.065 

0.497 

0.616 

0.605 

0.686 

0.243 

0.270 

0.157 

0.162 

0.259 

0.259 

0.248 

0.286 

0.567 

0.572 

0.027 

0.027 

0.076 

0.076 

0.005 

0.005 

0.211 

0.233 

0.340 

0.340 

0.977 

0.977 

0.005 

0.005 

0.578 

0.578 

2.036 

2.041 

0.254 

0.259 

0.043 

0.097 

0.529 

0.556 

0.243 

0.281 

0.189 

0.189 

0.005 

0.010 

0.140 

0.189 

0.794 

0.805 

0.227 

0.238 

0.108 

0.108 

- 

- 

0.020 

0.030 

0.092 

0.092 

0.376 

0.376 

0.119 

0.119 

0.007 

0.007 

0.106 

0.106 

- 

- 

0.403 

0.403 

0.403 

0.403 

0.053 

0.053 

0.139 

0.139 

0.007 

0.007 


























































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


08004026 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Dhabla 

0832000704131000 

4.175 

Fresh 

Dhatooriya 

0832000704131300 

4.367 

Fresh 

Dobra 

0832000704135200 

6.412 

Fresh 

Dori 

0832000704135000 

7.213 

Fresh 

Fatehpur 

0832000604116200 

2.968 

Fresh 

Fazilpur 

0832000704131400 

5.125 

Fresh 

Gagurni 

0832000704130900 

5.303 

Fresh 

Ghati 

0832000704134200 

6.792 

Fresh 

Govindpura 

0832000704132100 

9.012 

Fresh 

Guradiya Kalan 

0832000504094300 

19.769 

Fresh 

Harnawada Gaja 

0832000604116000 

10.512 

Fresh 

Harnawda Peetha 

0832000604116100 

7.708 

Fresh 

Jajni 

0832000504093800 

10.129 

Fresh 

Kabeeri 

0832000704131200 

6.413 

Fresh 

Karanpura 

0832000704131100 

4.786 

Fresh 

Keloo Khera 

0832000704134600 

6.353 

Fresh 

Khera 

0832000504094100 

1.294 

Fresh 

Kundiya 

0832000704130700 

6.533 

Fresh 

Luhariya 

0832000704131800 

13.492 

Fresh 

Mahuri Khera 

0832000704134100 

3.157 

Fresh 

Mangwaliya 

0832000704134300 

5.615 

Fresh 

Moru Kheri 

0832000504094000 

3.325 

Fresh 

Nagar 

0832000604111800 

2.930 

Fresh 

Nahar Ghatti 

0832000704134700 

8.292 

Fresh 

Nandpur 

0832000704131700 

6.413 

Fresh 

Parasli 

0832000704134500 

5.779 

Fresh 

Peepaliya 

0832000604115100 

5.891 

Fresh 

Puwandla 

0832000704131900 

9.562 

Fresh 

Ramay Dalpat 

0832000604111900 

6.245 

Fresh 

Ramay Mahoo 

0832000604114800 

9.725 

Fresh 

Sakatpura 

0832000704134800 

4.572 

Fresh 

Salriya 

0832000704131600 

4.947 

Fresh 

Saranga Khera 

0832000704132300 

3.683 

Fresh 

Semli Chauhan 

0832000604115800 

9.937 

Fresh 

Shekhpur 

0832000704131500 

3.508 

Fresh 

Sikandarpura 

0832000704132200 

2.245 

Fresh 

Tokra 

0832000704135300 

6.974 

Fresh 

Akodiya 

0832000604094500 

4.325 

Fresh 


Type of Area (Command / N< 
command) 



Amarpura 

0830000403830500 

4.848 

Fresh 

Amliya Kheri 

0832000504080800 

3.408 

Fresh 

Amrit Kheri 

0830000403832700 

1.308 

Fresh 

Anandpura 

0832000504083000 

2.849 

Fresh 

Antraliya 

0830000403826600 

3.027 

Fresh 

Anwali Kalan 

0832000504083300 

5.915 

Fresh 



Aranya Kalan 

0830000403833300 

4.445 

Fresh 

Aranya Khurd 

0830000403830800 

2.436 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Gagrain 


Non-command 


Gagrain 


Non-command 


Piplad 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Piplad 


Non-command 


Piplad 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Deccan Traps 

4.175 

Non-command 

Deccan Traps 

4.367 

Non-command 

Deccan Traps 

6.412 

Non-command 

Deccan Traps 

7.213 

Non-command 

Deccan Traps 

2.968 

Non-command 

Deccan Traps 

5.105 

Non-command 

Deccan Traps 

5.303 

Non-command 

Deccan Traps 

6.792 

Non-command 

Deccan Traps 

6.326 

Non-command 

Deccan Traps 

2.144 

Non-command 

Deccan Traps 

7.529 

Non-command 

Deccan Traps 

4.769 

Non-command 

Deccan Traps 

2.595 

Non-command 

Deccan Traps 

6.399 

Non-command 

Deccan Traps 

4.786 

Non-command 

Deccan Traps 

6.353 

Non-command 

Deccan Traps 

1.294 

Non-command 

Deccan Traps 

3.519 

Non-command 

Deccan Traps 

13.492 

Non-command 

Deccan Traps 

0.062 

Non-command 

Deccan Traps 

5.615 

Non-command 

Deccan Traps 

2.909 

Non-command 

Deccan Traps 

0.060 

Non-command 

Deccan Traps 

8.292 

Non-command 

Deccan Traps 

6.413 

Non-command 

Deccan Traps 

5.779 

Non-command 

Deccan Traps 

0.002 

Non-command 

Deccan Traps 

9.547 

Non-command 

Deccan Traps 

1.179 

Non-command 

Deccan Traps 

3.245 

Non-command 

Deccan Traps 

4.572 

Non-command 

Deccan Traps 

4.947 

Non-command 

Deccan Traps 

0.003 

Non-command 

Deccan Traps 

6.205 

Non-command 

Deccan Traps 

3.508 

Non-command 

Deccan Traps 

1.347 

Non-command 

Deccan Traps 

4.394 

Command 

Deccan Traps 

2.902 

Non-command 

Deccan Traps 

0.017 

Command 

Deccan Traps 

0.081 

Non-command 

Deccan Traps 

0.207 

Command 

Deccan Traps 

7.175 

Non-command 

Limestone 

4.848 

Non-command 

Deccan Traps 

3.408 

Non-command 

Limestone 

1.308 

Non-command 

Deccan Traps 

2.849 

Non-command 

Limestone 

3.027 

Non-command 

Deccan Traps 

4.650 

Command 

Deccan Traps 

0.562 

Non-command 

Deccan Traps 

1.279 

Command 

Deccan Traps 

2.288 

Non-command 

Limestone 

4.445 

Non-command 

Limestone 

2.436 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

80,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

80,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

80,000 

55,000 

120 

60,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

80,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

60,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

45,000 

45,000 

120 

45,000 

45,000 

120 

45,000 

45,000 

120 

120,000 

85,000 

120 

45,000 

45,000 

120 

120,000 

85,000 

120 

45,000 

45,000 

120 

120,000 

85,000 

120 

45,000 

45,000 

120 

45,000 

45,000 

120 

45,000 

45,000 

120 

45,000 

45,000 

120 

120,000 

85,000 

120 

120,000 

85,000 



Tube Wells with 
Wells Pumpset 




MCM 

MCM 

(15) 

(16) 

0.409 

0.409 

0.521 

0.528 

0.660 

0.689 

0.726 

0.740 

0.086 

0.086 

0.244 

0.244 

0.145 

0.145 

0.271 

0.278 

0.132 

0.132 

0.079 

0.079 

0.680 

0.680 

0.429 

0.429 

0.106 

0.106 

0.317 

0.317 

0.053 

0.053 

0.251 

0.251 

0.238 

0.238 

0.073 

0.073 

0.455 

0.455 

- 

- 

0.172 

0.179 

0.350 

0.350 

- 

- 

0.086 

0.086 

0.257 

0.257 

0.284 

0.284 


0.112 

0.112 

0.066 

0.066 

0.139 

0.139 

0.079 

0.079 

0.073 

0.073 

- 

- ' 

0.356 

0.366 

0.191 

0.191 

0.007 

0.007 

0.277 

0.277 

0.277 

0.277 

- 

- 1 

0.005 

0.005 

0.016 

0.016 

0.475 

0.475 

1.499 

1.643 

0.119 

0.124 

0.204 

0.204 

0.065 

0.087 

0.224 

0.512 

0.486 

0.486 

0.059 

0.059 

0.130 

0.130 

0.238 

0.238 

0.408 

0.408 

0.306 

0.306 





































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Aroliya 

0832000504081700 

8.985 

Fresh 

Azampur 

0832000604098500 

5.646 

Fresh 

Badarkhan 

0830000403827300 

0.550 

Fresh 

Bakani Khurd 

0832000504083400 

4.117 

Fresh 


Type of Area (Command / N< 
command) 


Balgarh 

0832000203998800 

2.252 

Fresh 

Banda 

0830000403831700 

3.518 

Fresh 

Bansya Heri 

0830000403831100 

7.117 

Fresh 

Baori Khera Antri 

0832000203999300 

1.930 

Fresh 

Baori Khera Kalan 

0832000204010000 

4.526 

Fresh 

Barkheri Jadeed 

0832000604098700 

4.419 

Fresh 

Barodiya Antari 

0830000403827800 

3.402 

Fresh 

Beer Mandi 

0830000403828000 

2.010 

Fresh 

Bhandar 

0832000604101300 

3.539 

Fresh 

Bhanya Kheri 

0832000604096400 

3.120 

Fresh 

Bhaopura 

0830000403831600 

2.895 

Fresh 

Bhatkhera Kalan 

0832000604096000 

3.247 

Fresh 

Bhatkhera Khurd 

0832000604094900 

1.308 

Fresh 


Bhilwara 

0832000204002400 

5.494 

Fresh 

Bhilwari 

0832000504081600 

7.557 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Piplad 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Gagrain 


Non-command 


Non-command 


Non-command 



Binolai 

0832000204003200 

2.899 

Fresh 

Biriya Kheri Khurd 

0832000204003500 

0.978 

Fresh 

Bishanya Kheri 

0830000403830300 

2.349 

Fresh 

Boliya Bujurg 

0832000604106600 

12.223 

Fresh 

Boodhan Kheri 

0830000403829400 

4.576 

Fresh 

Bor Kheri 

0832000604104600 

4.776 

Fresh 

Borda 

0832000604107300 

5.978 

Fresh 

Borkheri Khurd 

0832000604095300 

2.986 

Fresh 

Brindawan 

0832000203998700 

1.182 

Fresh 

Budhanpur 

0832000504080700 

4.615 

Fresh 

Chachhalai 

0832000604099300 

2.354 

Fresh 


Chachhalao 

0832000604099100 

4.886 

Fresh 

Chandra Pura 

0832000604099600 

2.032 

Fresh 

Chhori 

0832000604107600 

8.428 

Fresh 



Deengasi 

0830000403827200 

2.670 

Fresh 

Deoli Khurd 

0830000403831500 

6.777 

Fresh 

Devri 

0832000204003100 

5.281 

Fresh 

Dhabla 

0832000604095600 

2.479 

Fresh 

Dhabla Kheenchi 

0832000604103800 

10.309 

Fresh 



Dhabli Khurd 

0832000204010200 

3.849 

Fresh 

Dhamaniya 

0832000604101200 

3.764 

Fresh 


Non-command 


Non-command 


Non-command 


Gagrain 


Non-command 


Non-command 


Gagrain 


Non-command 


Non-command 


Non-command 


Gagrain 


Non-command 


Non-command 


Gagrain 


Gagrain 


Non-command 


Gagrain 


Non-command 


Piplad 


Non-command 


Non-command 


Non-command 


Non-command 


Gagrain 


Non-command 


Gagrain 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Deccan Traps 

8.985 

Non-command 

Deccan Traps 

0.047 

Non-command 

Limestone 

0.550 

Non-command 

Deccan Traps 

0.425 

Command 

Deccan Traps 

3.692 

Non-command 

Limestone 

1.854 

Non-command 

Limestone 

3.518 

Non-command 

Limestone 

7.117 

Non-command 

Limestone 

1.296 

Non-command 

Deccan Traps 

4.526 

Non-command 

Deccan Traps 

3.236 

Non-command 

Limestone 

2.759 

Non-command 

Limestone 

2.010 

Non-command 

Deccan Traps 

0.149 

Non-command 

Deccan Traps 

3.120 

Non-command 

Limestone 

2.895 

Non-command 

Deccan Traps 

3.247 

Command 

Deccan Traps 

0.954 

Non-command 

Deccan Traps 

0.354 

Non-command 

Deccan Traps 

5.494 

Non-command 

Deccan Traps 

4.926 

Non-command 

Limestone 

2.630 

Non-command 

Bhander Sandstone 

6.025 

Non-command 

Limestone 

2.733 

Non-command 

Deccan Traps 

2.899 

Non-command 

Deccan Traps 

0.978 

Non-command 

Limestone 

2.349 

Command 

Deccan Traps 

1.568 

Non-command 

Limestone 

0.239 

Non-command 

Deccan Traps 

4.469 

Command 

Deccan Traps 

2.029 

Non-command 

Deccan Traps 

2.986 

Non-command 

Limestone 

1.182 

Non-command 

Deccan Traps 

4.615 

Command 

Deccan Traps 

0.713 

Non-command 

Deccan Traps 

1.641 

Non-command 

Deccan Traps 

4.886 

Command 

Deccan Traps 

1.696 

Command 

Deccan Traps 

0.361 

Non-command 

Deccan Traps 

7.829 

Command 

Deccan Traps 

0.062 

Non-command 

Deccan Traps 

0.134 

Command 

Deccan Traps 

6.210 

Non-command 

Limestone 

2.670 

Non-command 

Limestone 

6.777 

Non-command 

Deccan Traps 

3.247 

Non-command 

Deccan Traps 

2.479 

Command 

Deccan Traps 

5.051 

Non-command 

Deccan Traps 

5.014 

Command 

Deccan Traps 

1.137 

Non-command 

Deccan Traps 

4.354 

Non-command 

Deccan Traps 

3.849 

Non-command 

Deccan Traps 

0.003 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

45,000 

45,000 

120 

80,000 

55,000 

120 

120,000 

85,000 

120 

45,000 

45,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

120,000 

85,000 

120 

120,000 

85,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

80,000 

55,000 

120 

120,000 

85,000 

120 

120,000 

85,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

120,000 

85,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

45,000 

45,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

45,000 

45,000 

120 

120,000 

85,000 

120 

80,000 

55,000 

120 

120,000 

85,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

45,000 

45,000 

120 

45,000 

45,000 

120 

45,000 

45,000 

120 

120,000 

85,000 

120 

120,000 

85,000 

120 

45,000 

45,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

45,000 

45,000 

120 

80,000 

55,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.497 

0.497 

0.013 

0.013 

0.020 

0.020 

0.054 

0.054 

0.454 

0.454 

0.014 

0.014 

0.765 

0.765 

0.510 

0.524 

- 

- j 

0.653 

0.664 

0.020 

0.020 

0.204 

0.204 

0.306 

0.306 

0.007 

0.007 

0.066 

0.066 

0.306 

0.335 

0.290 

0.290 

0.079 

0.079 

0.033 

0.033 

0.427 

0.427 

0.302 

0.302 

0.216 

0.216 

0.036 

0.036 

0.014 

0.014 

0.232 

0.232 

0.070 

0.070 

2.540 

2.770 

0.158 

0.187 

0.041 

0.041 

0.561 

0.753 

0.251 

0.251 

0.158 

0.158 

0.101 

0.112 

0.400 

0.400 

0.079 

0.079 

0.191 

0.201 

0.693 

0.722 

0.020 

0.020 

0.013 

0.013 

0.317 

0.384 

0.005 

0.005 

0.005 

0.005 

0.373 

0.373 

0.306 

0.306 

2.468 

2.526 

0.151 

0.162 

0.231 

0.231 

0.264 

0.360 

0.257 

0.353 

0.046 

0.056 

0.172 

0.201 

0.200 

0.205 





































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


3.542 Fresh 



Dharmachya Kheri 

0832000604104700 

1.794 

Fresh 

Dharnawad 

0830000403832100 

11.329 

Fresh 


Non-command 


Non-command 



Dod Kheri 

0830000403831800 

1.387 

Fresh 

Dola 

0832000604107800 

7.915 

Fresh 

Dubaliya 

0832000604098900 

4.436 

Fresh 

Duhniya 

0830000403826100 

6.711 

Fresh 

Durgpura 

0832000203999100 

10.884 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Durjanpura 


Fozal Pura 


Gadara 


Gadari 


Gadiya 



Gagron 


Ganeshpura 


Gaonri 


Garnawad 


Gaupura 


Ghata Kheri 


Ghatod 


Gokulpura 


Goondi 


Gopalpura 


Govindpura 


Gulya Kheri 


0830000403830600 

2.707 

Fresh 

0832000203999400 

2.713 

Fresh 

0832000604095700 

2.278 

Fresh 

0832000204010400 

2.756 

Fresh 

0830000403833200 

5.026 

Fresh 

0832000204003300 

3.579 

Fresh 

0832000604096500 

5.880 

Fresh 

0832000203996700 

4.047 

Fresh 

0832000504082300 

7.818 

Fresh 

0832000203997000 

8.348 

Fresh 

0832000504082600 

10.195 

Fresh 

0830000403827600 

1.062 

Fresh 

0832000604099500 

1.450 

Fresh 

0832000504082100 

7.172 

Fresh 

0832000203999000 

1.440 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Gagrain 


Non-command 


Non-command 



0830000403824200 

1.783 

Fresh 

0832000203998900 

1.585 

Fresh 

0832000504082400 

1.675 

Fresh 

0832000504081200 

5.295 

Fresh 

0832000504083200 

2.836 

Fresh 


Gundi 

0832000604095100 

4.005 

Fresh 

Guradiya 

0832000604096300 

3.673 

Fresh 

Guradiya Jhala 

0832000504081400 

4.203 

Fresh 

Hanotiya Dubaliya 

0832000604098800 

5.522 

Fresh 

Hanotiya Hindusingh 

0832000604106500 

1.026 

Fresh 



Hanotya 

0830000403833100 

3.371 

Fresh 

Haripura 

0830000403832500 

2.813 

Fresh 

Haripura Khurd 

0832000203996400 

6.309 

Fresh 

Hemal Kheri 

0830000403832400 

2.855 

Fresh 

Hemra 

0832000604106200 

12.723 

Fresh 

Jagpura 

0830000403832200 

4.739 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Piplad 


Non-command 


Non-command 


Non-command 


Non-command 


Gagrain 


Non-command 


Gagrain 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Jaswantpura 

0832000604102900 

3.002 

Fresh 

Jhalawar (M) 

0832000243201000 

11.040 

Fresh 

Jheejhni 

0832000204003800 

2.704 

Fresh 


Gagrain 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bhander Sandstone 

2.853 

Non-command 

Limestone 

0.688 

Non-command 

Deccan Traps 

0.635 

Non-command 

Deccan Traps 

4.784 

Non-command 

Limestone 

6.544 

Non-command 

Limestone 

1.387 

Non-command 

Deccan Traps 

1.392 

Non-command 

Deccan Traps 

4.436 

Non-command 

Limestone 

0.000 

Non-command 

Bhander Sandstone 

5.027 

Non-command 

Limestone 

4.987 

Non-command 

Limestone 

2.707 

Non-command 

Limestone 

1.057 

Non-command 

Deccan Traps 

2.278 

Non-command 

Deccan Traps 

2.756 

Non-command 

Limestone 

5.026 

Non-command 

Deccan Traps 

3.579 

Non-command 

Deccan Traps 

3.252 

Non-command 

Limestone 

0.795 

Non-command 

Deccan Traps 

7.818 

Non-command 

Bhander Sandstone 

1.557 

Non-command 

Deccan Traps 

10.195 

Non-command 

Limestone 

0.277 

Command 

Deccan Traps 

1.450 

Non-command 

Deccan Traps 

7.172 

Non-command 

Bhander Sandstone 

0.179 

Non-command 

Limestone 

1.120 

Non-command 

Deccan Traps 

0.503 

Non-command 

Limestone 

3.659 

Non-command 

Limestone 

0.029 

Non-command 

Limestone 

0.987 

Non-command 

Deccan Traps 

1.675 

Non-command 

Deccan Traps 

5.295 

Non-command 

Deccan Traps 

2.834 

Command 

Deccan Traps 

0.002 

Non-command 

Deccan Traps 

4.005 

Non-command 

Deccan Traps 

3.611 

Non-command 

Deccan Traps 

4.203 

Non-command 

Deccan Traps 

0.080 

Command 

Deccan Traps 

0.339 

Non-command 

Deccan Traps 

0.687 

Command 

Deccan Traps 

1.808 

Non-command 

Deccan Traps 

3.402 

Non-command 

Limestone 

3.371 

Non-command 

Limestone 

2.813 

Non-command 

Bhander Sandstone 

0.208 

Non-command 

Limestone 

2.855 

Non-command 

Deccan Traps 

12.723 

Non-command 

Deccan Traps 

2.523 

Non-command 

Limestone 

2.216 

Command 

Deccan Traps 

0.529 

Non-command 

Bhander Sandstone 

0.001 

Non-command 

Deccan Traps 

2.704 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

55,000 

120 

80,000 

60,000 

120 

120,000 

85,000 

120 

120,000 

85,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

120,000 

85,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

120,000 

85,000 

120 

90,000 

60,000 

120 

80,000 

55,000 

120 

45,000 

45,000 

120 

120,000 

85,000 

120 

45,000 

45,000 

120 

80,000 

55,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

120,000 

85,000 

120 

80,000 

55,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

120,000 

85,000 

120 

120,000 

85,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

45,000 

45,000 

120 

45,000 

45,000 

120 

45,000 

45,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

45,000 

45,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

120,000 

85,000 

120 

120,000 

85,000 

120 

90,000 

60,000 

120 

120,000 

85,000 

120 

80,000 

55,000 

120 

80,000 

60,000 

120 

120,000 

85,000 

120 

80,000 

55,000 

120 

90,000 

60,000 

120 

45,000 

45,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.317 

0.349 

0.317 

0.349 

0.306 

0.306 


0.218 

0.218 

0.373 

0.373 

1.030 

1.160 

0.356 

0.356 

0.396 

0.406 



0.416 

0.416 

0.020 

0.020 

0.079 

0.079 

0.437 

0.437 


0.014 

0.014 

0.014 

0.014 

0.122 

0.136 


0.022 

0.022 

0.054 

0.054 

0.421 

0.421 

0.362 

0.362 


0.640 

0.650 

0.515 

0.515 

0.292 

0.292 

0.007 

0.007 

0.112 

0.131 

0.224 

0.262 

0.099 

0.118 

0.191 

0.220 

0.704 

0.704 

1.030 

1.116 

- 

- 

0.408 

0.408 

1.379 

1.945 

0.252 

0.252 

0.306 

0.306 

0.033 

0.043 

- 

- 

0.070 

0.070 































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


0830000403827700 


0830000403827500 


0832000203998500 


0832000604096600 


0832000203998300 


0830000403832600 


sq.km 


(4) (5) 


1.328 Fresh 


3.099 Fresh 


9.344 Fresh 


2.897 Fresh 


2.027 Fresh 


23.941 Fresh 


Kadar Nagar 

0832000604102600 

5.475 

Fresh 

Kadodiya 

0832000604099800 

14.387 

Fresh 

Kaliyakheri 

0832000504081100 

3.619 

Fresh 

Kalmandi Kalan 

0832000203998400 

6.382 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Kalotiya 

0832000604095900 

3.340 

Fresh 

Kalya Khera 

0832000604094600 

2.703 

Fresh 


Kalya Kui 

0830000403826700 

1.192 

Fresh 

Kanwara 

0832000204003900 

5.818 

Fresh 

Kanwari 

0832000604095500 

1.259 

Fresh 

Karanpura 

0832000504080900 

1.940 

Fresh 

Karma Kheri 

0832000604104500 

4.600 

Fresh 

Kesarpura 

0832000604102500 

1.831 

Fresh 

Khairabad 

0830000403828300 

2.720 

Fresh 

Khaleel Nagar 

0832000604102200 

5.491 

Fresh 

Khamni 

0832000604095000 

2.957 

Fresh 



Khatkar 

0832000604106000 

5.967 

Fresh 

Kheemach 

0830000403826400 

6.325 

Fresh 

Khejriyakhal 

0832000504080600 

2.231 

Fresh 

Khod 

0832000504082000 

7.287 

Fresh 

Khokhanda 

0832000203997600 

8.081 

Fresh 


Non-command 


Gagrain 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Gagrain 


Non-command 


Gagrain 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Khokhandi 

0832000203997400 

3.684 

Fresh 

Khoriya 

0832000504082800 

2.671 

Fresh 


Kishanpura 


Kishanpura Antri 


0832000204004200 

0.851 

Fresh 

0832000504082200 

1.646 

Fresh 

0832000203998600 

3.999 

Fresh 


Non-command 


Non-command 


Piplad 


Non-command 


Non-command 


Non-command 


Kishorpura 

0830000403830200 

1.115 

Fresh 

Kola 

0830000403832800 

4.841 

Fresh 

Koli Khera 

0832000604107400 

4.082 

Fresh 


Kothla Ghati 

0832000203996800 

1.015 

Fresh 

Kotra 

0832000203997800 

3.400 

Fresh 


Non-command 


Non-command 


Gagrain 


Non-command 


Non-command 


Non-command 



Gagrain 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Limestone 

0.393 

Non-command 

Limestone 

0.659 

Non-command 

Limestone 

9.319 

Non-command 

Deccan Traps 

0.356 

Non-command 

Limestone 

2.027 

Non-command 

Deccan Traps 

3.351 

Non-command 

Limestone 

20.590 

Non-command 

Deccan Traps 

5.475 

Non-command 

Deccan Traps 

14.387 

Non-command 

Deccan Traps 

3.619 

Non-command 

Deccan Traps 

1.036 

Non-command 

Limestone 

5.346 

Non-command 

Deccan Traps 

0.019 

Non-command 

Limestone 

4.596 

Non-command 

Deccan Traps 

3.340 

Command 

Deccan Traps 

2.467 

Non-command 

Deccan Traps 

0.236 

Non-command 

Limestone 

1.192 

Non-command 

Deccan Traps 

5.818 

Non-command 

Deccan Traps 

1.259 

Non-command 

Deccan Traps 

1.940 

Non-command 

Deccan Traps 

4.597 

Non-command 

Deccan Traps 

1.831 

Non-command 

Limestone 

0.201 

Non-command 

Deccan Traps 

3.014 

Command 

Deccan Traps 

0.012 

Non-command 

Deccan Traps 

2.945 

Command 

Deccan Traps 

4.621 

Non-command 

Deccan Traps 

0.026 

Non-command 

Deccan Traps 

0.469 

Non-command 

Limestone 

0.020 

Non-command 

Deccan Traps 

0.013 

Non-command 

Limestone 

3.621 

Non-command 

Deccan Traps 

2.231 

Non-command 

Deccan Traps 

7.287 

Non-command 

Bhander Sandstone 

5.535 

Non-command 

Limestone 

2.546 

Non-command 

Limestone 

3.684 

Non-command 

Deccan Traps 

1.115 

Command 

Deccan Traps 

1.556 

Non-command 

Deccan Traps 

0.274 

Non-command 

Deccan Traps 

1.646 

Non-command 

Bhander Sandstone 

0.587 

Non-command 

Limestone 

3.412 

Non-command 

Limestone 

1.115 

Non-command 

Limestone 

4.841 

Command 

Deccan Traps 

0.417 

Non-command 

Deccan Traps 

1.679 

Non-command 

Limestone 

0.774 

Non-command 

Bhander Sandstone 

0.622 

Non-command 

Limestone 

2.779 

Command 

Deccan Traps 

3.134 

Non-command 

Deccan Traps 

2.265 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

85,000 

120 

120,000 

85,000 

120 

90,000 

60,000 

120 

80,000 

55,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

120,000 

85,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

45,000 

45,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

120,000 

85,000 

120 

45,000 

45,000 

120 

80,000 

55,000 

120 

45,000 

45,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

120,000 

85,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

80,000 

55,000 

120 

120,000 

85,000 

120 

45,000 

45,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

45,000 

45,000 

120 

45,000 

45,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

120,000 

85,000 

120 

120,000 

85,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

55,000 

120 

80,000 

55,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.010 

0.010 

0.031 

0.031 

0.101 

0.101 

0.013 

0.013 

0.072 

0.072 

0.418 

0.428 

3.631 

3.703 

0.554 

0.708 

0.977 

1.035 

0.119 

0.124 

0.081 

0.081 

0.569 

0.569 

- 

- | 

0.346 

0.357 

0.587 

0.587 

0.119 

0.119 

0.013 

0.013 

0.235 

0.249 

0.551 

0.551 

0.429 

0.458 

0.248 

0.248 

0.178 

0.466 

0.145 

0.174 

0.265 

0.265 

0.145 

0.145 

- 

- 

0.304 

0.304 

0.620 

0.716 

0.007 

0.007 

0.086 

0.091 

0.007 

0.007 


0.235 

0.523 

0.200 

0.200 

0.972 

0.972 

0.151 

0.162 

0.065 

0.065 

0.115 

0.115 

0.140 

0.140 

0.194 

0.194 

0.027 

0.027 

0.124 

0.124 

0.036 

0.036 

0.223 

0.245 

0.398 

0.398 

0.551 

0.551 

0.040 

0.040 

0.158 

0.158 

0.014 

0.014 

- 

- 

- 

- 

0.178 

0.197 

0.132 

0.142 











































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Kudayla 


Kumbhkot (CT) 


Kundala Pratap 


Kutkya 


Lakhariya 


Lai Gaon 


0830000403828200 


0830000443010000 


0832000604102300 


0830000403826900 


0830000403832900 


0832000604094800 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


4.059 Fresh 


5.673 Fresh 


4.112 Fresh 


2.140 Fresh 


4.887 Fresh 


2.801 Fresh 


Lasoriya 

0830000403829600 

3.262 

Fresh 

Laxmipura 

0830000403830700 

2.808 

Fresh 

Luhariya Deh 

0832000204002200 

1.855 

Fresh 

Luhariya Dhani 

0832000203997500 

5.283 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Gagrain 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Mageespur 


Manda 


Mandali 


Mandi Nathan 


Mandi Veeran 


0832000604104400 

8.061 

Fresh 

0830000403829900 

6.948 

Fresh 

0832000204010900 

4.336 

Fresh 

0830000403830000 

1.500 

Fresh 

0830000403830900 

0.985 

Fresh 

0830000403833500 

1.404 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Manpura 

0832000203999600 

1.554 

Fresh 

Maroom Kheri 

0832000604099000 

4.435 

Fresh 

Mathaniya 

0832000604101800 

10.202 

Fresh 

Mayla 

0830000403828100 

3.952 

Fresh 

Menhadiya Kheri 

0832000504082900 

1.600 

Fresh 


Moondiya 

0830000403829700 

5.824 

Fresh 

Mori 

0832000604102100 

5.876 

Fresh 

Mortuka 

0832000203997200 

1.673 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Piplad 


Non-command 


Non-command 


Non-command 


Moti Pura 

0832000204002600 

3.419 

Fresh 

Nadiya Kheri 

0832000204003700 

3.435 

Fresh 

Nahar Singhi 

0832000203998200 

3.435 

Fresh 

Naharawad 

0832000504082500 

6.984 

Fresh 

Naklang 

0832000604102000 

4.328 

Fresh 

Nal Khari 

0832000204010300 

3.371 

Fresh 

Nala 

0832000203999200 

1.888 

Fresh 

Nalodiya 

0830000403831400 

4.867 

Fresh 

Narayan Khera 

0832000204004300 

2.807 

Fresh 

Narayanpura 

0832000203997300 

11.779 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Nimana 

0830000403826200 

6.290 

Fresh 

Nipaniya 

0832000604106100 

7.489 

Fresh 

Nolav 

0832000203996900 

4.580 

Fresh 

Noorpura 

0832000604104100 

2.286 

Fresh 


Nyamat Kheri 

0830000403832000 

3.473 

Fresh 

Osav 

0832000604104800 

11.784 

Fresh 

Pagariya 

0832000604099900 

8.108 

Fresh 

Pama Kheri 

0830000403826800 

1.929 

Fresh 

Panchapura 

0832000203999500 

1.241 

Fresh 

Parolya 

0832000204003400 

1.459 

Fresh 

Pau Kheri 

0832000604099400 

2.399 

Fresh 


Non-command 


Non-command 


Non-command 


Gagrain 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Gagrain 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Limestone 

4.059 

Non-command 

Limestone 

5.673 

Non-command 

Deccan Traps 

4.112 

Non-command 

Limestone 

2.140 

Non-command 

Limestone 

4.887 

Command 

Deccan Traps 

0.884 

Non-command 

Deccan Traps 

1.917 

Non-command 

Limestone 

0.054 

Non-command 

Limestone 

2.795 

Non-command 

Deccan Traps 

1.855 

Non-command 

Bhander Sandstone 

0.574 

Non-command 

Limestone 

4.709 

Non-command 

Deccan Traps 

8.061 

Non-command 

Limestone 

5.937 

Non-command 

Deccan Traps 

0.292 

Non-command 

Limestone 

1.500 

Non-command 

Limestone 

0.985 

Non-command 

Deccan Traps 

0.642 

Non-command 

Limestone 

0.762 

Non-command 

Limestone 

0.079 

Non-command 

Deccan Traps 

4.435 

Non-command 

Deccan Traps 

2.686 

Non-command 

Limestone 

3.917 

Non-command 

Deccan Traps 

0.314 

Command 

Deccan Traps 

1.287 

Non-command 

Limestone 

0.000 

Non-command 

Deccan Traps 

5.876 

Non-command 

Bhander Sandstone 

1.562 

Non-command 

Limestone 

0.110 

Non-command 

Deccan Traps 

3.414 

Non-command 

Deccan Traps 

3.435 

Non-command 

Limestone 

3.435 

Non-command 

Deccan Traps 

6.984 

Non-command 

Deccan Traps 

1.049 

Non-command 

Deccan Traps 

3.371 

Non-command 

Limestone 

1.888 

Non-command 

Limestone 

4.867 

Non-command 

Deccan Traps 

0.227 

Non-command 

Bhander Sandstone 

3.175 

Non-command 

Limestone 

0.790 

Non-command 

Limestone 

0.965 

Non-command 

Deccan Traps 

5.611 

Non-command 

Limestone 

1.734 

Command 

Deccan Traps 

1.288 

Non-command 

Deccan Traps 

0.997 

Non-command 

Limestone 

3.473 

Non-command 

Deccan Traps 

1.860 

Non-command 

Deccan Traps 

8.108 

Non-command 

Limestone 

1.929 

Non-command 

Limestone 

0.210 

Non-command 

Deccan Traps 

1.459 

Command 

Deccan Traps 

1.474 

Non-command 

Deccan Traps 

0.925 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

85,000 

120 

120,000 

85,000 

120 

80,000 

55,000 

120 

120,000 

85,000 

120 

120,000 

85,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

120,000 

85,000 

120 

120,000 

85,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

55,000 

120 

120,000 

85,000 

120 

45,000 

45,000 

120 

120,000 

85,000 

120 

120,000 

85,000 

120 

80,000 

60,000 

120 

120,000 

85,000 

120 

90,000 

60,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

120,000 

85,000 

120 

45,000 

45,000 

120 

45,000 

45,000 

120 

120,000 

85,000 

120 

80,000 

55,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

80,000 

55,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

120,000 

85,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

120,000 

85,000 

120 

80,000 

55,000 

120 

90,000 

60,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

120,000 

85,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

120,000 

85,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

80,000 

55,000 

120 

80,000 

55,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.734 

0.792 

0.398 

0.398 

0.224 

0.234 

0.459 

0.459 

1.275 

1.275 

0.125 

0.125 

0.277 

0.277 

0.010 

0.010 

0.479 

0.479 

0.248 

0.248 

- 

- 

0.007 

0.007 

0.944 

1.069 

1.081 

1.081 

0.043 

0.043 

0.388 

0.388 

0.071 

0.071 



0.178 

0.178 

0.317 

0.317 

0.377 

0.406 

0.027 

0.027 

0.108 

0.108 


0.548 

0.558 

0.007 

0.007 


0.464 

0.464 

0.313 

0.313 

0.036 

0.036 

0.481 

0.481 

0.033 

0.033 

0.346 

0.346 

0.014 

0.014 

1.234 

1.248 



0.130 

0.130 

0.238 

0.238 

0.152 

0.152 





































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


(2) 

(3) 

(4) 

(5) 

Payli 

0830000403831000 

2.608 

Fresh 

Peepa Kheri 

0830000403826500 

4.491 

Fresh 

Peepliya 

0832000504081800 

6.155 

Fresh 

Peetha Kheri 

0832000604106300 

6.334 

Fresh 

Petbhar 

0832000604095800 

7.316 

Fresh 

Prempura @ Laxmipura 

0832000203997100 

2.314 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Prithya Kheri 

0832000204010500 

3.075 

Fresh 

Raipur 

0832000204001800 

3.015 

Fresh 

Rajpura 

0832000504081300 

2.820 

Fresh 

Rajpura Bujurg 

0832000604094700 

2.026 

Fresh 

Rajpura Khurd 

0832000604098600 

3.355 

Fresh 

Rakba Pahar 

0830000403825800 

13.841 

Fresh 

Ralayti 

0832000204001900 

3.672 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Ramganj Mandi (M) 


Ramniwas 


Rampuriya 


Rati Talai 


Rawali 


Roonji 


0830000443007000 

29.550 

Fresh 

0832000504083100 

8.642 

Fresh 

0830000403827000 

1.045 

Fresh 

0832000204009900 

0.975 

Fresh 

0832000204010100 

2.675 

Fresh 

0830000403830100 

3.758 

Fresh 

0832000504081500 

6.546 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Rooppura 

0832000604095400 

2.848 

Fresh 

Roshan Bari 

0832000604099200 

7.458 

Fresh 


Rundlao 


Sahipur 


Salawad Kalan 


Salawad Khurd 


Salotiya 


Salotya 


Samiya 


Samli Kham 


Samrai 


San Khera 


Sandpur 


Sankali Khera 


Sanoriya 


Sarawan 


Satalkheri (CT) 


Semalheri 


Semla 


Semli 


Semlibakta 


Set Kheri 


Shamiyan 


Shri Chhatrapur 


Shyampura 


Silori 


Singhaniya 


Sirpoi 


0832000204009700 

3.990 

Fresh 

0832000203998000 

5.064 

Fresh 

0830000403827900 

3.207 

Fresh 

0830000403827400 

5.643 

Fresh 

0832000604096100 

4.284 

Fresh 

0832000203998100 

5.497 

Fresh 

0832000604096200 

5.344 

Fresh 

0832000604100100 

10.544 

Fresh 

0832000204002500 

3.477 

Fresh 

0830000403829800 

3.430 

Fresh 

0830000403830400 

2.686 

Fresh 

0832000204003600 

1.036 

Fresh 

0832000604103700 

5.243 

Fresh 

0832000204010700 

4.086 

Fresh 

0830000443008000 

4.395 

Fresh 

0830000403831200 

2.281 

Fresh 

0832000604103900 

7.003 

Fresh 

0832000204009500 

3.548 

Fresh 

0832000504083900 

3.197 

Fresh 

0832000604104200 

1.894 

Fresh 

0832000504081900 

5.693 

Fresh 

0832000504081000 

6.996 

Fresh 

0832000204010600 

4.030 

Fresh 

0832000604104300 

0.980 

Fresh 

0832000604107700 

7.305 

Fresh 

0832000204002100 

2.936 

Fresh 

0832000604103400 

10.771 

Fresh 


Non-command 


Gagrain 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Gagrain 


Non-command 


Non-command 


Non-command 


Gagrain 


Non-command 


Piplad 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Gagrain 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Limestone 

2.608 

Non-command 

Limestone 

4.491 

Non-command 

Deccan Traps 

6.155 

Non-command 

Deccan Traps 

6.334 

Non-command 

Deccan Traps 

7.316 

Non-command 

Bhander Sandstone 

0.418 

Non-command 

Limestone 

1.283 

Non-command 

Deccan Traps 

3.075 

Non-command 

Limestone 

0.024 

Non-command 

Deccan Traps 

2.820 

Non-command 

Deccan Traps 

2.026 

Non-command 

Deccan Traps 

1.175 

Non-command 

Limestone 

8.056 

Non-command 

Deccan Traps 

0.017 

Non-command 

Limestone 

0.274 

Non-command 

Limestone 

27.346 

Non-command 

Deccan Traps 

8.642 

Non-command 

Limestone 

1.045 

Non-command 

Deccan Traps 

0.975 

Non-command 

Deccan Traps 

2.675 

Non-command 

Limestone 

3.758 

Non-command 

Deccan Traps 

6.165 

Non-command 

Limestone 

0.381 

Non-command 

Deccan Traps 

2.848 

Command 

Deccan Traps 

1.893 

Non-command 

Deccan Traps 

5.565 

Non-command 

Deccan Traps 

3.969 

Non-command 

Limestone 

5.064 

Non-command 

Limestone 

3.207 

Non-command 

Limestone 

5.643 

Non-command 

Deccan Traps 

4.284 

Non-command 

Limestone 

5.497 

Non-command 

Deccan Traps 

5.343 

Non-command 

Deccan Traps 

3.748 

Non-command 

Deccan Traps 

3.477 

Non-command 

Limestone 

2.411 

Non-command 

Limestone 

2.686 

Non-command 

Deccan Traps 

1.036 

Command 

Deccan Traps 

0.015 

Non-command 

Deccan Traps 

1.768 

Non-command 

Limestone 

4.393 

Non-command 

Limestone 

2.281 

Command 

Deccan Traps 

6.882 

Non-command 

Deccan Traps 

0.197 

Command 

Deccan Traps 

1.180 

Non-command 

Deccan Traps 

1.894 

Non-command 

Deccan Traps 

5.693 

Non-command 

Deccan Traps 

6.996 

Non-command 

Deccan Traps 

1.473 

Non-command 

Deccan Traps 

0.980 

Non-command 

Deccan Traps 

0.962 

Non-command 

Deccan Traps 

2.843 

Command 

Deccan Traps 

0.843 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

85,000 

120 

120,000 

85,000 

120 

45,000 

45,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

120,000 

85,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

120,000 

85,000 

120 

45,000 

45,000 

120 

120,000 

85,000 

120 

45,000 

45,000 

120 

45,000 

45,000 

120 

120,000 

85,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

120,000 

85,000 

120 

120,000 

85,000 

120 

80,000 

55,000 

120 

90,000 

60,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

45,000 

45,000 

120 

120,000 

85,000 

120 

120,000 

85,000 

120 

45,000 

45,000 

120 

80,000 

55,000 

120 

45,000 

45,000 

120 

120,000 

85,000 

120 

120,000 

85,000 

120 

80,000 

55,000 

120 

45,000 

45,000 

120 

45,000 

45,000 

120 

80,000 

55,000 

120 

45,000 

45,000 

120 

45,000 

45,000 

120 

45,000 

45,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

45,000 

45,000 

120 

80,000 

55,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.071 

0.085 

0.408 

0.408 

0.751 

0.751 

0.244 

0.359 

0.574 

0.574 

0.014 

0.014 

0.050 

0.050 

0.383 

0.388 

- 

- 

0.373 

0.373 

0.323 

0.323 

0.026 

0.026 



0.302 

0.302 

0.224 

0.224 

0.054 

0.054 

0.124 

0.129 

0.734 

0.734 

0.432 

0.432 

0.036 

0.036 

0.092 

0.092 

0.172 

0.182 

0.515 

0.534 

0.815 

0.831 

0.050 

0.072 

0.020 

0.020 

0.194 

0.194 

1.043 

1.043 

0.108 

0.119 

0.653 

0.672 

0.257 

0.267 

0.567 

0.567 

0.286 

0.286 

0.714 

0.714 

0.043 

0.043 

- 

- | 

0.086 

0.086 

0.306 

0.306 

0.102 

0.102 

0.680 

0.757 

0.011 

0.011 

0.059 

0.059 

0.099 

0.099 

0.459 

0.459 

0.383 

0.383 

0.243 

0.248 

0.092 

0.130 

0.059 

0.059 

0.346 

0.346 

0.132 

0.142 













































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Sirpoi Khurd 

0832000604101900 

2.174 

Fresh 

Sitaphal 

0832000204004000 

6.816 

Fresh 

Sohan Kheri 

0832000204004100 

2.911 

Fresh 

Sooliya 

0832000504084000 

11.273 

Fresh 


Teetarwasa 


Telya Kheri 


Type of Area (Command / N< 
command) 


Suket (CT) 

0830000443009000 

9.741 

Fresh 

Sunel 

0832000604103100 

25.829 

Fresh 

Surera 

0830000403831300 

2.956 

Fresh 

Tal 

0832000504082700 

4.918 

Fresh 



0832000604095200 

2.248 

Fresh 

0832000204009800 

8.183 

Fresh 

0830000403832300 

2.202 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Piplad 


Non-command 


Gagrain 


Non-command 


Non-command 


Piplad 


Non-command 


Non-command 


Non-command 


Tomariya Kheri 

0832000604107900 

2.232 

Fresh 

Udpura 

0830000403833000 

4.145 

Fresh 


Non-command 


Non-command 


Ummedpura 

0830000403827100 

1.065 

Fresh 

Undal 

0832000204002700 

4.819 

Fresh 

Undwa 

0830000403831900 

10.420 

Fresh 

Unhel 

0832000604099700 

5.897 

Fresh 


08004027 


Urmal 

0832000204002300 

2.833 

Fresh 

Wazeerpura 

0832000604102400 

2.891 

Fresh 

Bheempura 

0830000403828900 

3.990 

Fresh 


Non-command 


Non-command 


Non-command 


Gagrain 


Non-command 


Non-command 


Non-command 


Non-command 


Boodhan Kheri 

0830000403829400 

4.576 

Fresh 

Budhkhan 

0830000403824100 

6.656 

Fresh 

Chhatrapura 

0830000403828400 

2.691 

Fresh 

Dariya 

0830000403829100 

0.476 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Goyanda 

0830000403829500 

9.811 

Fresh 

Jodhpura 

0830000403828700 

2.025 

Fresh 

Khairabad 

0830000403828300 

2.720 

Fresh 

Lasoriya 

0830000403829600 

3.262 

Fresh 

Manda 

0830000403829900 

6.948 

Fresh 

Moondiya 

0830000403829700 

5.824 

Fresh 

Noorpura 

0830000403828800 

5.870 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Raghunathpura 

0830000403823700 

2.173 

Fresh 

Ramganj Mandi (M) 

0830000443007000 

29.550 

Fresh 

Reenchhariya 

0830000403829300 

4.953 

Fresh 

Rooppura 

0830000403823600 

1.343 

Fresh 

San Khera 

0830000403829800 

3.430 

Fresh 

Sarang Kheri 

0830000403828600 

4.606 

Fresh 

Sohanpuna 

0830000403823800 

3.308 

Fresh 

Tamoliya 

0830000403828500 

2.414 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Deccan Traps 

0.145 

Non-command 

Deccan Traps 

6.816 

Non-command 

Deccan Traps 

2.911 

Non-command 

Deccan Traps 

0.141 

Command 

Deccan Traps 

0.001 

Non-command 

Limestone 

9.741 

Command 

Deccan Traps 

3.286 

Non-command 

Limestone 

2.956 

Non-command 

Deccan Traps 

1.843 

Command 

Deccan Traps 

3.074 

Non-command 

Deccan Traps 

2.248 

Non-command 

Deccan Traps 

1.259 

Non-command 

Deccan Traps 

0.171 

Non-command 

Limestone 

2.031 

Non-command 

Deccan Traps 

0.019 

Non-command 

Deccan Traps 

0.249 

Non-command 

Limestone 

3.896 

Non-command 

Limestone 

1.065 

Non-command 

Deccan Traps 

0.847 

Non-command 

Limestone 

10.420 

Command 

Deccan Traps 

0.367 

Non-command 

Deccan Traps 

5.530 

Non-command 

Deccan Traps 

2.833 

Non-command 

Deccan Traps 

2.891 

Non-command 

Bhander Sandstone 

0.192 

Non-command 

Limestone 

3.797 

Non-command 

Limestone 

4.338 

Non-command 

Limestone 

0.210 

Non-command 

Limestone 

2.311 

Non-command 

Bhander Sandstone 

0.413 

Non-command 

Limestone 

0.064 

Non-command 

Bhander Sandstone 

0.037 

Non-command 

Limestone 

1.206 

Non-command 

Bhander Sandstone 

0.271 

Non-command 

Limestone 

0.299 

Non-command 

Bhander Sandstone 

0.512 

Non-command 

Limestone 

2.935 

Non-command 

Limestone 

9.811 

Non-command 

Bhander Sandstone 

2.025 

Non-command 

Limestone 

2.503 

Non-command 

Limestone 

3.208 

Non-command 

Limestone 

1.011 

Non-command 

Limestone 

5.824 

Non-command 

Bhander Sandstone 

5.523 

Non-command 

Limestone 

0.346 

Non-command 

Bhander Sandstone 

1.973 

Non-command 

Limestone 

1.215 

Non-command 

Limestone 

4.953 

Non-command 

Bhander Sandstone 

1.285 

Non-command 

Limestone 

1.019 

Non-command 

Bhander Sandstone 

4.606 

Non-command 

Bhander Sandstone 

1.019 

Non-command 

Bhander Sandstone 

1.147 


of Tube of Wells Operational 
Wells with Days 

Pumpset 


Average Yield 

Draft 

Tube 

Wells 

Wells with 
Pumpset 

Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

MCM 

MCM 

(12) 

(13) 

(14) 

(15) 



80,000 


45,000 


45,000 


45,000 


45,000 


120,000 


80,000 


120,000 


45,000 


45,000 


80,000 


45,000 


80,000 


120,000 


80,000 


80,000 


120,000 


120,000 


45,000 


120,000 


80,000 


80,000 


45,000 


80,000 


90,000 


120,000 


120,000 


120,000 


120,000 


90,000 


120,000 


90,000 


120,000 


90,000 


120,000 


90,000 


120,000 


120,000 


90,000 


120,000 


120,000 


120,000 


120,000 


90,000 


120,000 


90,000 


120,000 


120,000 


90,000 


120,000 


90,000 


90,000 


90,000 



1.612 

1.626 

0.640 

0.669 

0.173 

0.173 

0.130 

0.130 

0.216 

0.216 

0.205 

0.205 

0.151 

0.151 

0.022 

0.022 

0.326 

0.326 


0.036 

0.036 

0.775 

0.775 

0.296 

0.296 

0.022 

0.022 

2.285 

2.314 

0.040 

0.059 

0.561 

0.907 

0.167 

0.172 

0.389 

0.399 

0.014 

0.014 

0.479 

0.479 

0.745 

0.745 

0.010 

0.010 

0.122 

0.122 

0.086 

0.086 

0.020 

0.020 

- 

- ! 

0.061 

0.075 

0.022 

0.033 

0.031 

0.045 

0.007 

0.007 

0.051 

0.051 

1.469 

1.469 

0.144 

0.144 

3.264 

3.350 

0.520 

0.520 

0.184 

0.184 

0.622 

0.622 

0.223 

0.223 

0.020 

0.020 

0.216 

0.216 

- 

- | 

1.244 

1.302 

0.130 

0.130 

0.122 

0.122 

0.209 

0.231 

0.043 

0.043 

0.072 

0.115 














































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


08004028 


Amjhar 


Type of Area (Command / N< 
command) 



Alod 

0830000403820300 

6.628 

Fresh 

Ama Ka Pani 

0830000303814500 

0.596 

Fresh 


Non-command 


Non-command 



0830000303813800 

1.814 

Fresh 

0830000403818800 

3.695 

Fresh 


Non-command 


Non-command 



Amlawad Khera 

0830000403823400 

1.790 

Fresh 

Arlai 

0830000403820000 

6.241 

Fresh 


Takli 


Non-command 


Non-command 



Askali 

0830000403824600 

1.718 

Fresh 

Badodiya 

0829000403589000 

2.988 

Fresh 

Bakspura 

0830000403818000 

5.436 

Fresh 


Non-command 


Non-command 


Non-command 


Balkoo 

0830000403817700 

8.357 

Fresh 

Bambori Kalan 

0829000403588900 

3.761 

Fresh 

Bambori Khurd 

0829000403589600 

2.800 

Fresh 

Bana Ka Khera 

0829000403588300 

1.257 

Fresh 

Barodiya Antari 

0830000403827800 

3.402 

Fresh 

Barodiya Kalan 

0830000403822000 

5.594 

Fresh 


Bhagwanpura 

0830000403819100 

1.115 

Fresh 

Bhagwatpura 

0829000403588600 

1.290 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Takli 


Takli 


Non-command 


Bhapra 

0830000403825400 

1.355 

Fresh 

Bhatwara 

0830000403818600 

1.533 

Fresh 


Bheempura 

0829000403589300 

1.954 

Fresh 

Bholoo 

0830000403821000 

2.882 

Fresh 

Binda Pahar 

0830000403825600 

0.766 

Fresh 

Bordi 

0830000403819800 

3.052 

Fresh 


Non-command 


Non-command 


Takli 


Non-command 


Takli 


Non-command 


Non-command 


Borina 

0830000403823100 

1.452 

Fresh 

Budhkhan 

0830000403824100 

6.656 

Fresh 


Bugchach Kalan 

0830000303812600 

3.532 

Fresh 

Bugchach Khurd 

0830000303812700 

0.580 

Fresh 

Chandrapura 

0830000403822500 

6.805 

Fresh 


Non-command 


Non-command 


Takli 


Non-command 


Non-command 


Non-command 



Chariya Kheri 

0830000403826300 

1.689 

Fresh 

Chechat(CT) 

0830000443004000 

16.113 

Fresh 


Takli 


Non-command 


Non-command 



Chhatrapura 

0830000403828400 

2.691 

Fresh 

Chonsala 

0830000403826000 

5.964 

Fresh 

Damodarpura 

0830000303815100 

7.445 

Fresh 


Non-command 


Non-command 


Non-command 


Deeppura 


0829000403587600 


2.494 Fresh 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Limestone 

1.267 

Non-command 

Bhander Sandstone 

6.628 

Non-command 

Bhander Sandstone 

0.078 

Non-command 

Shale 

0.393 

Non-command 

Bhander Sandstone 

0.069 

Non-command 

Shale 

0.360 

Non-command 

Shale 

0.012 

Non-command 

Bhander Sandstone 

2.240 

Non-command 

Limestone 

0.007 

Command 

Bhander Sandstone 

1.448 

Non-command 

Bhander Sandstone 

1.790 

Non-command 

Bhander Sandstone 

3.111 

Non-command 

Shale 

3.130 

Non-command 

Limestone 

1.718 

Non-command 

Shale 

2.988 

Non-command 

Bhander Sandstone 

0.025 

Non-command 

Shale 

4.833 

Non-command 

Shale 

7.185 

Non-command 

Shale 

3.761 

Non-command 

Shale 

2.406 

Non-command 

Shale 

1.241 

Non-command 

Limestone 

0.643 

Non-command 

Limestone 

2.518 

Command 

Limestone 

3.076 

Command 

Limestone 

1.115 

Non-command 

Bhander Sandstone 

0.001 

Non-command 

Shale 

1.085 

Non-command 

Limestone 

1.355 

Non-command 

Bhander Sandstone 

0.897 

Command 

Bhander Sandstone 

0.635 

Non-command 

Shale 

1.866 

Command 

Limestone 

2.882 

Non-command 

Limestone 

0.766 

Non-command 

Bhander Sandstone 

0.988 

Non-command 

Shale 

2.064 

Non-command 

Bhander Sandstone 

1.452 

Non-command 

Limestone 

3.003 

Command 

Limestone 

3.443 

Non-command 

Bhander Sandstone 

0.016 

Non-command 

Bhander Sandstone 

0.073 

Non-command 

Bhander Sandstone 

2.436 

Non-command 

Limestone 

4.031 

Command 

Limestone 

0.338 

Non-command 

Limestone 

1.689 

Non-command 

Bhander Sandstone 

0.140 

Non-command 

Limestone 

0.978 

Command 

Bhander Sandstone 

0.318 

Command 

Limestone 

14.677 

Non-command 

Limestone 

0.380 

Non-command 

Limestone 

5.964 

Non-command 

Bhander Sandstone 

4.378 

Non-command 

Shale 

1.271 

Non-command 

Shale 

1.650 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

85,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

50,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

50,000 

120 

90,000 

60,000 

120 

120,000 

85,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

50,000 

120 

120,000 

85,000 

120 

100,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

50,000 

120 

90,000 

50,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

120,000 

85,000 

120 

120,000 

85,000 

120 

120,000 

85,000 

120 

120,000 

85,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

120,000 

85,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

100,000 

70,000 

120 

120,000 

85,000 

120 

120,000 

85,000 

120 

90,000 

60,000 

120 

90,000 

50,000 

120 

90,000 

60,000 

120 

120,000 

85,000 

120 

120,000 

85,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

120,000 

85,000 

120 

120,000 

85,000 

120 

120,000 

85,000 

120 

90,000 

60,000 

120 

120,000 

85,000 

120 

90,000 

60,000 

120 

120,000 

85,000 

120 

120,000 

85,000 

120 

120,000 

85,000 

120 

90,000 

70,000 

120 

90,000 

50,000 

120 

100,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.112 




0.034 

0.034 

0.176 

0.200 



0.218 

0.218 

0.076 

0.076 

0.034 

0.034 

0.051 

0.051 

0.082 

0.096 

0.092 

0.106 
















































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


7.290 Fresh 



Dhaipura 

0830000403821100 

2.891 

Fresh 

Dhakya 

0830000403823900 

3.862 

Fresh 


Takli 


Takli 


Non-command 



Dhardi 

0829000403590000 

4.079 

Fresh 

Dharoopura 

0830000403820900 

3.147 

Fresh 

Dhawad Kalan 

0829000403590300 

9.669 

Fresh 

Dhawad Khurd 

0829000403590200 

2.336 

Fresh 

Dholai 

0829000403591300 

4.094 

Fresh 

Dohnya 

0830000303814000 

3.919 

Fresh 

Dudhiya Heri 

0830000403819900 

3.469 

Fresh 


Non-command 


Takli 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Duhniya 

0830000403826100 

6.711 

Fresh 

Eklingpura 

0829000403591100 

4.999 

Fresh 

Fatehpur 

0830000403824400 

5.178 

Fresh 

Gadari 

0830000403825200 

17.141 

Fresh 

Ganeshpura 

0830000303814400 

2.762 

Fresh 


Ganeshpura Kalan 


Ganeshpura Khurd 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0830000403821700 



Gaupura 

0830000403827600 

1.062 

Fresh 

Ghati Jageer 

0830000403825100 

35.254 

Fresh 

Ghatoli 

0830000403817800 

12.250 

Fresh 


Non-command 


Takli 


Non-command 


Takli 


Non-command 


Non-command 


Non-command 



Goondi 

0830000403824200 

1.783 

Fresh 

Gudala 

0830000403819300 

6.030 

Fresh 


Non-command 


Takli 


Gulabpura 

0830000403823300 

2.807 

Fresh 

Gumanpura 

0830000403821900 

3.029 

Fresh 


Halsera 

0829000403589400 

3.359 

Fresh 

Hamaun 

0830000403821200 

2.439 

Fresh 


Haripura 

0830000303816200 

2.946 

Fresh 

Hathi Khera 

0830000403818100 

2.076 

Fresh 


Non-command 


Non-command 


Takli 


Non-command 


Non-command 


Takli 


Non-command 


Non-command 



Hathiya Kheri 

0830000403823200 

2.676 

Fresh 

Hatona 

0830000403817900 

3.965 

Fresh 


Takli 


Non-command 


Non-command 


Hirya Kheri 

0830000403825900 

2.013 

Fresh 

Indrapura 

0830000303814100 

1.860 

Fresh 

Isarpura 

0830000403818900 

3.404 

Fresh 


Non-command 


Non-command 


Takli 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bhander Sandstone 

6.586 

Non-command 

Shale 

0.000 

Command 

Bhander Sandstone 

0.704 

Command 

Limestone 

2.891 

Non-command 

Bhander Sandstone 

1.195 

Non-command 

Limestone 

0.337 

Command 

Bhander Sandstone 

0.900 

Command 

Limestone 

0.862 

Non-command 

Shale 

3.793 

Command 

Limestone 

3.147 

Non-command 

Shale 

9.669 

Non-command 

Shale 

1.968 

Non-command 

Shale 

3.767 

Non-command 

Shale 

0.420 

Non-command 

Bhander Sandstone 

0.291 

Non-command 

Shale 

3.178 

Non-command 

Limestone 

6.711 

Non-command 

Shale 

4.423 

Non-command 

Limestone 

5.178 

Non-command 

Limestone 

8.738 

Non-command 

Bhander Sandstone 

0.021 

Non-command 

Shale 

0.328 

Non-command 

Limestone 

0.265 

Command 

Limestone 

4.185 

Non-command 

Limestone 

0.829 

Command 

Limestone 

0.368 

Non-command 

Limestone 

0.785 

Non-command 

Limestone 

6.704 

Non-command 

Bhander Sandstone 

0.348 

Non-command 

Shale 

10.927 

Non-command 

Bhander Sandstone 

2.757 

Non-command 

Shale 

2.560 

Non-command 

Bhander Sandstone 

0.111 

Non-command 

Shale 

0.054 

Non-command 

Limestone 

1.755 

Command 

Bhander Sandstone 

1.702 

Command 

Limestone 

4.328 

Non-command 

Bhander Sandstone 

2.807 

Non-command 

Limestone 

0.512 

Command 

Limestone 

2.517 

Non-command 

Shale 

3.359 

Non-command 

Limestone 

0.014 

Command 

Limestone 

2.425 

Non-command 

Bhander Sandstone 

0.334 

Non-command 

Bhander Sandstone 

0.460 

Non-command 

Shale 

0.720 

Command 

Bhander Sandstone 

0.897 

Non-command 

Bhander Sandstone 

2.676 

Non-command 

Bhander Sandstone 

0.108 

Non-command 

Shale 

3.857 

Non-command 

Limestone 

2.013 

Non-command 

Shale 

0.260 

Command 

Bhander Sandstone 

1.625 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

60,000 

120 

90,000 

50,000 

120 

90,000 

60,000 

120 

120,000 

85,000 

120 

90,000 

60,000 

120 

120,000 

85,000 

120 

90,000 

60,000 

120 

120,000 

85,000 

120 

100,000 

70,000 

120 

120,000 

85,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

50,000 

120 

90,000 

60,000 

120 

90,000 

50,000 

120 

120,000 

85,000 

120 

100,000 

70,000 

120 

120,000 

85,000 

120 

120,000 

85,000 

120 

90,000 

70,000 

120 

90,000 

50,000 

120 

120,000 

85,000 

120 

120,000 

85,000 

120 

120,000 

85,000 

120 

120,000 

85,000 

120 

120,000 

85,000 

120 

120,000 

85,000 

120 

90,000 

60,000 

120 

90,000 

50,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

50,000 

120 

120,000 

85,000 

120 

90,000 

60,000 

120 

120,000 

85,000 

120 

90,000 

60,000 

120 

120,000 

85,000 

120 

120,000 

85,000 

120 

100,000 

70,000 

120 

120,000 

85,000 

120 

120,000 

85,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

50,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

50,000 

120 

120,000 

85,000 

120 

90,000 

50,000 

120 

90,000 

60,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.041 

0.113 

0.101 

0.133 

0.041 

0.055 

0.072 

0.104 

0.102 

0.131 

0.311 

0.323 

0.061 

0.162 

0.420 

0.444 

0.109 

0.109 

0.176 

0.176 



0.020 

0.034 

0.061 

0.061 

0.020 

0.020 

0.041 

0.041 



0.058 

0.058 

0.072 

0.072 

0.108 

0.108 


0.014 

0.014 

0.390 

0.390 

0.020 

0.020 




































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Jal Khera 


Jalampura 


Jamunya 


Jhamra 


Kanwarpura 


Type of Area (Command / N< 
command) 



0829000403589900 

3.553 

Fresh 

0829000403587800 

0.767 

Fresh 

0830000403825700 

1.774 

Fresh 

0830000303816500 

5.388 

Fresh 

0830000403818500 

2.734 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Jhilara 

0830000403827700 

1.328 

Fresh 

Jhiri 

0830000403827500 

3.099 

Fresh 

Kalya Kheri 

0830000403822300 

1.624 

Fresh 

Kamalpura 

0830000403821400 

4.372 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



0830000303816100 

2.772 

Fresh 

0830000403819200 

4.707 

Fresh 


Takli 


Non-command 


Takli 



Karanpura 

0829000403590100 

1.901 

Fresh 

Kelu Kheri 

0829000403588500 

2.073 

Fresh 

Keshopura 

0830000303814700 

5.977 

Fresh 

Khairabad 

0830000403828300 

2.720 

Fresh 

Khajupura 

0829000403588200 

0.973 

Fresh 

Khangarpura 

0830000303813900 

7.686 

Fresh 

Khani 

0830000403822900 

6.342 

Fresh 

Kharli Baori 

0830000303814600 

2.543 

Fresh 

Kharli Bawari 

0830000403825500 

1.080 

Fresh 

Khati Khera 

0829000403590400 

10.610 

Fresh 

Kheemach 

0830000403826400 

6.325 

Fresh 

Khera Rudhda 

0830000403820100 

3.603 

Fresh 

Kherli 

0830000403819400 

6.836 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Kishorpura 

0829000403588400 

1.309 

Fresh 

Kookara Kalan 

0830000403825000 

2.200 

Fresh 

Kookara Khurd 

0830000403821500 

3.435 

Fresh 

Kotra 

0829000403588800 

3.203 

Fresh 

Kotri 

0830000403819500 

7.250 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Takli 



Ladpur 

0829000403589700 

7.310 

Fresh 

Laxmipura 

0830000303816400 

3.485 

Fresh 


Non-command 


Non-command 


Madanpura 

0830000403823500 

0.894 

Fresh 

Malpura 

0829000403588700 

0.814 

Fresh 

Mandirgarh 

0830000303814900 

16.691 

Fresh 

Manoharpura 

0830000403818300 

6.168 

Fresh 


Manpura 


Non-command 


Non-command 


Non-command 


Non-command 



0829000403587700 


2.691 Fresh 


Takli 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Limestone 

1.778 

Non-command 

Bhander Sandstone 

2.598 

Non-command 

Limestone 

0.629 

Non-command 

Shale 

3.553 

Non-command 

Shale 

0.636 

Non-command 

Limestone 

1.774 

Non-command 

Bhander Sandstone 

2.612 

Non-command 

Bhander Sandstone 

2.386 

Non-command 

Shale 

0.012 

Non-command 

Bhander Sandstone 

1.559 

Non-command 

Shale 

9.796 

Non-command 

Limestone 

0.935 

Non-command 

Limestone 

2.441 

Non-command 

Bhander Sandstone 

1.624 

Non-command 

Bhander Sandstone 

0.873 

Non-command 

Limestone 

3.492 

Command 

Limestone 

0.007 

Non-command 

Bhander Sandstone 

0.114 

Command 

Bhander Sandstone 

2.790 

Command 

Limestone 

1.916 

Non-command 

Shale 

1.642 

Non-command 

Shale 

2.073 

Non-command 

Bhander Sandstone 

1.178 

Non-command 

Limestone 

0.017 

Non-command 

Shale 

0.973 

Non-command 

Shale 

0.348 

Non-command 

Bhander Sandstone 

6.342 

Non-command 

Bhander Sandstone 

1.980 

Non-command 

Limestone 

1.080 

Non-command 

Shale 

10.610 

Non-command 

Limestone 

2.704 

Non-command 

Shale 

3.603 

Non-command 

Bhander Sandstone 

0.550 

Non-command 

Shale 

0.325 

Command 

Bhander Sandstone 

3.122 

Command 

Limestone 

2.839 

Non-command 

Shale 

1.081 

Non-command 

Limestone 

2.044 

Non-command 

Limestone 

3.366 

Non-command 

Shale 

2.796 

Non-command 

Bhander Sandstone 

0.989 

Command 

Bhander Sandstone 

4.363 

Command 

Limestone 

1.898 

Non-command 

Shale 

7.310 

Non-command 

Bhander Sandstone 

2.046 

Non-command 

Shale 

0.320 

Non-command 

Bhander Sandstone 

0.894 

Non-command 

Shale 

0.590 

Non-command 

Bhander Sandstone 

3.197 

Non-command 

Bhander Sandstone 

0.897 

Non-command 

Shale 

3.588 

Command 

Bhander Sandstone 

1.081 

Non-command 

Bhander Sandstone 

0.152 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

85,000 

120 

90,000 

60,000 

120 

120,000 

85,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

120,000 

85,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

50,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

120,000 

85,000 

120 

120,000 

85,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

120,000 

85,000 

120 

120,000 

85,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

120,000 

85,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

120,000 

85,000 

120 

100,000 

70,000 

120 

90,000 

50,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

120,000 

85,000 

120 

100,000 

70,000 

120 

120,000 

85,000 

120 

90,000 

50,000 

120 

90,000 

60,000 

120 

90,000 

50,000 

120 

90,000 

60,000 

120 

120,000 

85,000 

120 

100,000 

70,000 

120 

120,000 

85,000 

120 

120,000 

85,000 

120 

100,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

120,000 

85,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

50,000 

120 

90,000 

60,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

50,000 

120 

90,000 

60,000 

120 

100,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.010 




0.134 

0.134 

0.865 

0.877 

0.041 

0.041 

0.112 

0.112 

0.065 

0.065 



0.202 

0.202 

0.204 

0.204 

0.118 

0.118 

0.126 

0.126 

- 

- 

0.020 

0.020 

0.042 

0.042 



0.043 

0.043 

0.059 

0.059 


0.094 

0.094 

0.306 

0.306 

0.108 

0.108 








































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 



Manya Kheri 


Mashal Pura 


Naiyon Ki Talai 


Narayanpura 


Phawa 


Pipalda 


0830000403824900 

11.688 

Fresh 

0829000403590500 

5.665 

Fresh 


0832000203996300 



0829000403588000 


0830000303814300 


0832000203997300 


0830000403818400 


0830000403820200 


0830000403821300 


10.453 Fresh Non-command 


Mawasa 

0830000403820600 

6.179 

Fresh 

Mayla 

0830000403828100 

3.952 

Fresh 

Meenya Kheri 

0830000403819000 

6.569 

Fresh 



Menpur 

0829000403589500 

1.440 

Fresh 

Mohan Pura 

0830000303815200 

1.963 

Fresh 

Mohana 

0829000403591000 

8.563 

Fresh 


Mohanpura 

0829000403589800 

5.450 

Fresh 

Morak (CT) 

0830000443005000 

8.871 

Fresh 




Takli 


3.074 Fresh Non-command 


Motipura Khurd 

0830000403820400 

1.737 

Fresh 

Mukandpura 

0830000403821800 

1.232 

Fresh 

Mukundara 

0830000403818700 

21.511 

Fresh 




0.957 Fresh Non-command 


5.299 Fresh Non-command 


11.779 Fresh Non-command 


4.631 Fresh Non-command 



Nayagaon Khalsa 

0830000403825300 

2.940 

Fresh 

Neemoda 

0830000403820500 

4.351 

Fresh 

Nimana 

0830000403826200 

6.290 

Fresh 

Phanda 

0830000403820800 

2.144 

Fresh 





Takli 


6.011 Fresh Non-command 


3.427 Fresh Non-command 


Takli 


Raghunathpura 

0830000403823700 

2.173 

Fresh 

Rai Khera 

0830000403822200 

5.711 

Fresh 



Takli 


3.737 Fresh Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Shale 

1.428 

Non-command 

Limestone 

11.688 

Non-command 

Bhander Sandstone 

5.026 

Non-command 

Shale 

0.639 

Non-command 

Bhander Sandstone 

2.530 

Non-command 

Limestone 

0.867 

Non-command 

Bhander Sandstone 

6.179 

Non-command 

Limestone 

0.036 

Non-command 

Bhander Sandstone 

2.655 

Command 

Bhander Sandstone 

1.949 

Command 

Limestone 

0.956 

Non-command 

Shale 

1.440 

Non-command 

Bhander Sandstone 

0.307 

Non-command 

Bhander Sandstone 

0.346 

Non-command 

Shale 

7.544 

Non-command 

Shale 

5.450 

Non-command 

Limestone 

5.846 

Command 

Limestone 

3.025 

Non-command 

Bhander Sandstone 

2.913 

Non-command 

Limestone 

0.145 

Command 

Limestone 

0.016 

Non-command 

Bhander Sandstone 

1.737 

Command 

Limestone 

1.232 

Non-command 

Bhander Sandstone 

8.226 

Non-command 

Limestone 

1.190 

Non-command 

Bhander Sandstone 

0.284 

Non-command 

Shale 

0.524 

Non-command 

Bhander Sandstone 

0.440 

Non-command 

Shale 

0.132 

Non-command 

Bhander Sandstone 

0.919 

Non-command 

Limestone 

5.211 

Non-command 

Bhander Sandstone 

2.652 

Non-command 

Shale 

0.888 

Command 

Bhander Sandstone 

0.881 

Non-command 

Limestone 

2.940 

Non-command 

Bhander Sandstone 

4.351 

Non-command 

Limestone 

5.325 

Non-command 

Bhander Sandstone 

0.907 

Non-command 

Limestone 

0.032 

Command 

Bhander Sandstone 

1.001 

Command 

Limestone 

0.204 

Non-command 

Bhander Sandstone 

2.825 

Non-command 

Shale 

3.186 

Non-command 

Bhander Sandstone 

0.004 

Non-command 

Limestone 

0.245 

Command 

Bhander Sandstone 

0.162 

Command 

Limestone 

3.016 

Non-command 

Bhander Sandstone 

0.200 

Non-command 

Bhander Sandstone 

5.703 

Command 

Bhander Sandstone 

0.008 

Non-command 

Limestone 

0.256 

Command 

Bhander Sandstone 

0.103 

Command 

Limestone 

3.379 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

70,000 

120 

120,000 

85,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

120,000 

85,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

120,000 

85,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

120,000 

85,000 

120 

120,000 

85,000 

120 

90,000 

60,000 

120 

120,000 

85,000 

120 

120,000 

85,000 

120 

90,000 

60,000 

120 

120,000 

85,000 

120 

90,000 

60,000 

120 

120,000 

85,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

50,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

50,000 

120 

90,000 

60,000 

120 

120,000 

85,000 

120 

90,000 

60,000 

120 

120,000 

85,000 

120 

90,000 

60,000 

120 

120,000 

85,000 

120 

90,000 

60,000 

120 

120,000 

85,000 

120 

90,000 

60,000 

120 

90,000 

50,000 

120 

90,000 

60,000 

120 

120,000 

85,000 

120 

90,000 

60,000 

120 

120,000 

85,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

120,000 

85,000 

120 

90,000 

60,000 

120 

120,000 

85,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.017 


0.031 


0.252 


0.034 


0.022 


0.007 


0.029 0.020 




0.034 

0.034 

0.697 

0.697 

0.344 

0.380 

0.959 

1.002 

0.490 

0.504 



0.025 

0.025 

0.042 

0.042 



0.020 

0.020 

0.022 

0.022 















































































































































































































































































































































































































































































































































































































Micro-watershed 



08004029 


Rajpura Khurd 


Rakba Pahar 


Ramganj Mandi (M) 


Rampuriya 


Ranwatha 


Reenchhi 


Ren Khera 


Rooppura 


Sahrawada 


Salera Kalan 


Semaliya 


Shogarh 


Sohan Khera 


Sohanpuna 


Telya Kheri 


Udpura (CT) 


Vijaipur 


Zalimpura 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


0830000403823000 


0830000403825800 


0830000443007000 


0830000403818200 


0830000303816300 


0830000403822800 


0829000403589200 


0829000403590900 


sq.km 


(4) 


2.267 


13.841 


29.550 


3.729 


10.493 


3.852 


6.220 


5.584 




0830000403823600 

1.343 

Fresh 

0830000403824800 

2.873 

Fresh 


0830000403822100 


5.246 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Takli 


Non-command 


Takli 



Salera Khurd 

0830000403822700 

2.645 

Fresh 

Sandya Kheri 

0830000403819600 

4.401 

Fresh 


Non-command 


Non-command 



0829000403589100 

5.727 

Fresh 

0829000403590800 

4.768 

Fresh 

0830000403824300 

2.042 

Fresh 

0830000403823800 

3.308 

Fresh 

0830000403824700 

4.725 

Fresh 

0830000443006000 

2.705 

Fresh 

0829000403591200 

1.897 

Fresh 

0830000303815000 

0.802 

Fresh 

0830000403821600 

1.987 

Fresh 



Zalimpura Khurd 

0830000403820700 

2.745 

Fresh 

Amarpura 

0832000304060100 

1.244 

Fresh 

Amarpura Kalan 

0832000204022300 

3.478 

Fresh 

Ambala 

0832000103995300 

4.979 

Fresh 

Ametha 

0832000304038800 

19.925 

Fresh 



Anandpura 

0832000304058400 

2.799 

Fresh 

Arniya 

0832000304040200 

2.390 

Fresh 


Takli 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Takli 


Non-command 


Non-command 


Non-command 


Non-command 


Chappi 


Non-command 


Chappi 


Non-command 


Non-command 


Chappi 



Asalpur 

0832000304053800 

5.427 

Fresh 

Awand 

0832000304038500 

9.415 

Fresh 


Non-command 


Non-command 


Bairagarh 

0832000304044700 

1.515 

Fresh 

Baldeopura 

0832000304044800 

3.304 

Fresh 

Bandri 

0832000304035200 

5.489 

Fresh 

Bankar 

0832000304058500 

4.997 

Fresh 

Bans Kheri Lodhan 

0832000304058600 

5.343 

Fresh 

Bapawar 

0832000304060600 

1.446 

Fresh 

Bareda 

0832000103995100 

7.195 

Fresh 

Bareri Kalan 

0832000304043100 

1.042 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chappi 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bhander Sandstone 

2.267 

Non-command 

Limestone 

5.785 

Non-command 

Limestone 

0.988 

Non-command 

Shale 

3.393 

Non-command 

Bhander Sandstone 

0.776 

Non-command 

Bhander Sandstone 

3.852 

Non-command 

Shale 

6.019 

Non-command 

Bhander Sandstone 

4.533 

Non-command 

Shale 

0.386 

Non-command 

Bhander Sandstone 

0.059 

Non-command 

Limestone 

2.859 

Command 

Limestone 

0.014 

Non-command 

Bhander Sandstone 

0.952 

Command 

Bhander Sandstone 

2.967 

Command 

Limestone 

1.327 

Non-command 

Bhander Sandstone 

2.645 

Non-command 

Bhander Sandstone 

2.587 

Non-command 

Shale 

0.998 

Command 

Bhander Sandstone 

0.816 

Non-command 

Shale 

5.460 

Non-command 

Bhander Sandstone 

4.249 

Non-command 

Limestone 

2.042 

Non-command 

Bhander Sandstone 

2.290 

Non-command 

Limestone 

4.725 

Non-command 

Limestone 

2.705 

Non-command 

Shale 

1.897 

Non-command 

Bhander Sandstone 

0.774 

Non-command 

Limestone 

1.616 

Command 

Limestone 

0.370 

Non-command 

Bhander Sandstone 

2.745 

Non-command 

Deccan Traps 

1.244 

Non-command 

Deccan Traps 

0.177 

Non-command 

Bhander Sandstone 

0.051 

Command 

Deccan Traps 

2.592 

Non-command 

Deccan Traps 

17.244 

Command 

Deccan Traps 

2.759 

Non-command 

Deccan Traps 

0.213 

Non-command 

Deccan Traps 

1.651 

Command 

Bhander Sandstone 

1.205 

Command 

Deccan Traps 

1.057 

Non-command 

Bhander Sandstone 

0.127 

Non-command 

Deccan Traps 

0.001 

Non-command 

Deccan Traps 

5.422 

Non-command 

Bhander Sandstone 

7.022 

Non-command 

Deccan Traps 

0.823 

Non-command 

Deccan Traps 

1.218 

Non-command 

Deccan Traps 

3.304 

Non-command 

Bhander Sandstone 

5.310 

Non-command 

Deccan Traps 

1.405 

Non-command 

Deccan Traps 

5.343 

Non-command 

Deccan Traps 

1.446 

Non-command 

Bhander Sandstone 

0.036 

Command 

Deccan Traps 

0.749 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

60,000 

120 

120,000 

85,000 

120 

120,000 

85,000 

120 

90,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

60,000 

120 

120,000 

85,000 

120 

120,000 

85,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

120,000 

85,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

50,000 

120 

90,000 

60,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

120,000 

85,000 

120 

90,000 

60,000 

120 

120,000 

85,000 

120 

120,000 

85,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

120,000 

85,000 

120 

120,000 

85,000 

120 

90,000 

60,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

70,000 

60,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

90,000 

50,000 

120 

80,000 

50,000 

120 

90,000 

50,000 

120 

80,000 

50,000 

120 

50,000 

50,000 

120 

90,000 

50,000 

120 

80,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

90,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

70,000 

60,000 

120 

50,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.078 

0.078 

0.008 

0.019 



0.007 

0.007 

0.020 

0.092 



0.606 

0.612 

0.012 

0.012 

- 

- 

0.138 

0.138 

0.912 

0.912 

0.468 

0.468 

0.036 

0.036 

0.090 

0.090 

0.060 

0.060 

0.054 

0.054 

0.006 

0.006 

- 

- 

0.024 

0.024 

0.162 

0.162 

0.018 

0.018 

1.170 

1.170 

0.390 

0.390 

0.090 

0.090 

0.018 

0.018 

0.528 

0.528 

0.360 

0.360 





























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Bareri Khurd 

0832000304043200 

0.591 

Fresh 

Barkheri 

0832000304039200 

2.461 

Fresh 

Baskheri Lodhan 

0832000304039800 

4.656 

Fresh 

Basodiya 

0832000304043300 

3.586 

Fresh 

Belwan 

0832000304036100 

5.233 

Fresh 

Bhanderi 

0832000304044600 

0.598 

Fresh 

Bhanpura 

0832000304048100 

3.325 

Fresh 

Bharatpura 

0832000304039600 

2.889 

Fresh 

Bheemgarh Veeran 

0832000103995800 

11.188 

Fresh 

Biloniya 

0832000304047600 

0.913 

Fresh 

Bindayaka 

0832000304043800 

2.266 

Fresh 

Bindayaki 

0832000304043600 

0.886 

Fresh 

Bindli 

0832000304059800 

1.450 

Fresh 

Bokhari 

0832000103995000 

2.738 

Fresh 

Bor Kheri Lodhan 

0832000304056600 

2.059 

Fresh 

Borband 

0832000304058800 

11.662 

Fresh 

Borda 

0832000304037600 

3.928 

Fresh 


Type of Area (Command / N< 
command) 


Borkheri Maliyan 


Chandrapura 


Chhabariya 


0832000304039700 


2.039 Fresh 



Chhapihera 

0832000103995500 

2.313 

Fresh 

Chuthya Kheri 

0832000204016900 

1.655 

Fresh 

Dadlai 

0832000304051400 

2.584 

Fresh 

Daulara 

0832000103995900 

4.597 

Fresh 

Daulatpura 

0832000103995700 

8.539 

Fresh 

Dehlanpur 

0832000304046600 

4.840 

Fresh 


Deoli 

0832000304043900 

4.900 

Fresh 

Deoli Bar 

0832000304059400 

2.157 

Fresh 

Deopura 

0832000304037300 

4.213 

Fresh 


Deori Khera 

0832000304056800 

3.024 

Fresh 

Deori Mandir 

0832000304059500 

2.059 

Fresh 

Dholsara 

0832000304039100 

1.390 

Fresh 

Doongar Gaon 

0832000304056300 

4.924 

Fresh 

Doriya Kheri 

0832000304056400 

2.992 

Fresh 

Dudhiya Kheri 

0832000304051000 

2.592 

Fresh 


Durjan Pura Khurd 

0832000304043700 

2.750 

Fresh 

Durjanpura 

0832000304048300 

6.355 

Fresh 

Gadiya 

0832000304045500 

1.732 

Fresh 

Gadiya Jaimal 

0832000304043400 

2.206 

Fresh 

Gadiya Mahesh 

0832000304038300 

0.748 

Fresh 

Garda 

0832000304053700 

8.341 

Fresh 

Gehoon Kheri 

0832000304044000 

4.384 

Fresh 

Ghatoli 

0832000304050800 

8.814 

Fresh 


Ghora Khera 

0832000304059700 

3.851 

Fresh 

Goojar Kheri 

0832000304040100 

1.789 

Fresh 


Chappi 


Non-command 


Chappi 


Chappi 


Non-command 


Chappi 


Non-command 


Chappi 


Non-command 


Chappi 


Chappi 


Chappi 


Non-command 


Non-command 


Non-command 


Non-command 


Chappi 


Chappi 


Non-command 


Chappi 


Non-command 


Chappi 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chappi 


Non-command 


Chappi 


Non-command 


Chappi 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chappi 


Non-command 


Chappi 


Non-command 


Non-command 


Chappi 


Non-command 


Non-command 


Chappi 


Chappi 


Non-command 


Non-command 


Chappi 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Deccan Traps 

0.028 

Non-command 

Deccan Traps 

2.461 

Command 

Deccan Traps 

4.656 

Command 

Deccan Traps 

3.498 

Non-command 

Bhander Sandstone 

5.044 

Command 

Deccan Traps 

0.598 

Non-command 

Deccan Traps 

1.104 

Command 

Deccan Traps 

2.889 

Non-command 

Bhander Sandstone 

9.958 

Command 

Deccan Traps 

0.913 

Command 

Deccan Traps 

2.266 

Command 

Deccan Traps 

0.886 

Non-command 

Deccan Traps 

1.450 

Non-command 

Bhander Sandstone 

1.805 

Non-command 

Deccan Traps 

2.059 

Non-command 

Deccan Traps 

11.662 

Command 

Bhander Sandstone 

2.837 

Command 

Deccan Traps 

1.091 

Command 

Deccan Traps 

2.034 

Non-command 

Deccan Traps 

0.005 

Command 

Deccan Traps 

0.948 

Non-command 

Deccan Traps 

0.935 

Command 

Deccan Traps 

0.029 

Non-command 

Deccan Traps 

5.008 

Non-command 

Bhander Sandstone 

1.696 

Non-command 

Deccan Traps 

0.200 

Non-command 

Deccan Traps 

2.584 

Non-command 

Bhander Sandstone 

3.542 

Non-command 

Bhander Sandstone 

8.315 

Command 

Deccan Traps 

0.765 

Non-command 

Deccan Traps 

2.294 

Command 

Deccan Traps 

4.900 

Non-command 

Deccan Traps 

2.157 

Command 

Bhander Sandstone 

0.840 

Command 

Deccan Traps 

0.537 

Non-command 

Deccan Traps 

3.024 

Non-command 

Deccan Traps 

2.059 

Non-command 

Deccan Traps 

1.390 

Non-command 

Deccan Traps 

4.924 

Non-command 

Deccan Traps 

2.992 

Command 

Deccan Traps 

1.591 

Non-command 

Deccan Traps 

1.001 

Command 

Deccan Traps 

2.750 

Non-command 

Deccan Traps 

0.006 

Non-command 

Deccan Traps 

1.580 

Command 

Deccan Traps 

1.746 

Non-command 

Bhander Sandstone 

0.748 

Non-command 

Deccan Traps 

2.287 

Command 

Deccan Traps 

4.384 

Command 

Deccan Traps 

0.415 

Non-command 

Deccan Traps 

7.435 

Non-command 

Deccan Traps 

3.851 

Command 

Deccan Traps 

1.789 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

80,000 

50,000 

120 

50,000 

50,000 

120 

80,000 

50,000 

120 

50,000 

50,000 

120 

90,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

70,000 

60,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

70,000 

60,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

90,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

70,000 

60,000 

120 

45,000 

45,000 

120 

50,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

90,000 

50,000 

120 

80,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

80,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

90,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

80,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.132 

0.132 

0.456 

0.456 

0.042 

0.042 

0.156 

0.156 

0.024 

0.024 

0.138 

0.138 



0.054 

0.054 

0.054 

0.054 



0.168 

0.168 

0.432 

0.432 

0.060 

0.060 

0.156 

0.156 

0.834 

0.834 

0.078 

0.078 

1.368 

1.374 

0.306 

0.306 

0.048 

0.048 
































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 


Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Gordhanpura Near Jheekariya 

0832000304054200 

1.913 

Fresh 

Gordhanpura Near Koli 

0832000304050900 

1.278 

Fresh 


Type of Area (Command / N< 
command) 


Gorya Khera 

0832000304047900 

2.269 

Fresh 

Gujri 

0832000309903100 

1.003 

Fresh 

Gul Kheri 

0832000304047200 

2.576 

Fresh 


Guradi 

0832000304053900 

3.160 

Fresh 

Gurha 

0832000204015800 

4.753 

Fresh 

Hanoti 

0832000304035700 

0.590 

Fresh 

Haripura 

0832000304046500 

0.990 

Fresh 

Harnawada Khurd 

0832000304059300 

0.446 

Fresh 

Islampura 

0832000304058900 

2.224 

Fresh 

Jamunya Kalan 

0832000304036000 

3.216 

Fresh 



Jheekariya 

0832000304054100 

4.156 

Fresh 

Kalwa 

0832000304035600 

0.595 

Fresh 

Kalya Kheri 

0832000304044300 

0.978 

Fresh 

Katphala 

0832000304040000 

3.652 

Fresh 

Katphali 

0832000304039900 

3.684 

Fresh 


Khajoori 

0832000304056200 

3.058 

Fresh 

Khariya 

0832000304059200 

1.894 

Fresh 

Kharpa 

0832000304040500 

2.893 

Fresh 

Kherkhera Near Amrit Kheri 

0832000304051200 

2.453 

Fresh 



Khokharya 

0832000304060500 

2.000 

Fresh 

Khokhera Lala 

0832000304035900 

1.835 

Fresh 

Khokhera Ramchandra 

0832000304040600 

1.857 

Fresh 

Khuri 

0832000304043000 

1.007 

Fresh 

Kishorpura 

0832000304051300 

2.009 

Fresh 

Kohri 

0832000304038900 

2.990 

Fresh 

Kohri Jhar 

0832000304054400 

7.664 

Fresh 

Koli 

0832000304047100 

2.542 

Fresh 


Koloo Khera 

0832000304045000 

5.702 

Fresh 

Kookal Wara 

0832000304037700 

0.738 

Fresh 

Kookalwari 

0832000304037800 

1.711 

Fresh 

Kotra Dayal 

0832000304036400 

2.890 

Fresh 


Kushalpura 

0832000304051500 

3.477 

Fresh 

Lasooriya Gend 

0832000304061000 

3.767 

Fresh 

Laxmipura 

0832000304045100 

1.789 

Fresh 

Madanpura 

0832000304039000 

3.460 

Fresh 

Madanpura @ Churel 

0832000304044200 

1.024 

Fresh 

Mala Tota 

0832000204017700 

4.472 

Fresh 

Mangalpura 

0832000304057200 

2.336 

Fresh 

Mankund 

0832000204016800 

10.663 

Fresh 


Non-command 


Chappi 


Non-command 


Chappi 


Chappi 


Chappi 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chappi 


Non-command 


Chappi 


Non-command 


Non-command 


Non-command 


Chappi 


Chappi 


Chappi 


Non-command 


Non-command 


Non-command 


Chappi 


Chappi 


Non-command 


Chappi 


Non-command 


Non-command 


Non-command 


Chappi 


Chappi 


Non-command 


Non-command 


Non-command 


Chappi 


Non-command 


Non-command 


Chappi 


Chappi 


Chappi 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chappi 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Deccan Traps 

1.913 

Command 

Deccan Traps 

0.076 

Non-command 

Deccan Traps 

1.163 

Command 

Deccan Traps 

0.045 

Command 

Deccan Traps 

0.508 

Command 

Deccan Traps 

1.032 

Non-command 

Deccan Traps 

0.794 

Non-command 

Deccan Traps 

3.160 

Non-command 

Bhander Sandstone 

0.515 

Non-command 

Bhander Sandstone 

0.590 

Non-command 

Deccan Traps 

0.061 

Non-command 

Deccan Traps 

0.446 

Non-command 

Deccan Traps 

2.224 

Command 

Bhander Sandstone 

1.644 

Non-command 

Bhander Sandstone 

1.573 

Command 

Bhander Sandstone 

1.314 

Non-command 

Bhander Sandstone 

0.444 

Non-command 

Deccan Traps 

4.156 

Non-command 

Bhander Sandstone 

0.595 

Command 

Deccan Traps 

0.978 

Command 

Deccan Traps 

3.652 

Command 

Deccan Traps 

0.785 

Non-command 

Deccan Traps 

2.539 

Non-command 

Deccan Traps 

3.058 

Non-command 

Deccan Traps 

1.894 

Command 

Deccan Traps 

2.893 

Command 

Deccan Traps 

0.044 

Non-command 

Deccan Traps 

2.409 

Command 

Deccan Traps 

0.430 

Non-command 

Deccan Traps 

1.250 

Non-command 

Deccan Traps 

2.000 

Non-command 

Bhander Sandstone 

1.835 

Command 

Deccan Traps 

1.540 

Command 

Deccan Traps 

0.691 

Non-command 

Deccan Traps 

1.938 

Non-command 

Deccan Traps 

2.990 

Non-command 

Deccan Traps 

2.948 

Command 

Deccan Traps 

0.995 

Non-command 

Deccan Traps 

1.481 

Non-command 

Deccan Traps 

1.195 

Command 

Bhander Sandstone 

0.738 

Command 

Bhander Sandstone 

1.711 

Command 

Bhander Sandstone 

1.587 

Non-command 

Bhander Sandstone 

0.474 

Non-command 

Deccan Traps 

0.590 

Non-command 

Deccan Traps 

1.420 

Non-command 

Deccan Traps 

1.761 

Non-command 

Deccan Traps 

3.417 

Command 

Deccan Traps 

1.024 

Non-command 

Deccan Traps 

0.499 

Non-command 

Deccan Traps 

0.538 

Non-command 

Bhander Sandstone 

0.238 

Non-command 

Deccan Traps 

0.024 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

80,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

90,000 

60,000 

120 

90,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

90,000 

50,000 

120 

90,000 

50,000 

120 

90,000 

50,000 

120 

90,000 

50,000 

120 

50,000 

50,000 

120 

90,000 

50,000 

120 

50,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

80,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

90,000 

50,000 

120 

80,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

80,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

90,000 

50,000 

120 

90,000 

50,000 

120 

90,000 

50,000 

120 

90,000 

50,000 

120 

50,000 

50,000 

120 

80,000 

50,000 

120 

50,000 

50,000 

120 

80,000 

50,000 

120 

50,000 

50,000 

120 

45,000 

45,000 

120 

50,000 

50,000 

120 

90,000 

60,000 

120 

45,000 

45,000 



MCM 

MCM 

(15) 

(16) 

0.204 

0.204 

0.012 

0.012 

0.210 

0.210 

0.006 

0.006 

0.114 

0.114 

0.210 

0.210 

0.162 

0.162 

0.420 

0.420 

0.022 

0.022 

0.078 

0.078 

0.006 

0.006 

0.060 

0.060 

0.312 

0.312 

0.078 

0.078 

0.078 

0.078 

0.114 

0.114 

0.042 

0.042 

0.612 

0.612 

0.066 

0.066 

0.096 

0.096 

0.132 

0.132 

0.024 

0.024 

0.084 

0.084 

0.078 

0.078 

0.054 

0.054 

0.426 

0.426 

- 

- | 

0.054 

0.054 

0.048 

0.048 

0.138 

0.138 

0.030 

0.030 

0.108 

0.108 

0.060 

0.060 

0.150 

0.150 

0.084 

0.084 

0.012 

0.012 

0.072 

0.072 

0.198 

0.198 

0.294 

0.294 

0.012 

0.012 

0.222 

0.222 

0.168 

0.168 

0.150 

0.150 

0.042 

0.042 

- 

- 

0.066 

0.066 

0.108 

0.108 

0.084 

0.084 

0.144 

0.144 

0.005 

0.005 

0.042 

0.042 
































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Manpura 


Manpura Lodhan 


Manya Kheri 


Methoon 


Mirzapur 


Mishroli 


0832000103996000 


0832000304056000 


0832000304044400 


0832000304040300 


0832000304035500 


0832000304038200 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


3.922 Fresh 


3.511 Fresh 


1.096 Fresh 


6.020 Fresh 


1.606 Fresh 


5.113 Fresh 


Non-command 


Non-command 


Chappi 


Chappi 


Non-command 


Non-command 


Moi Kalan 


Moi Khurd 


Moreli 


Mothpuriya 


Motipura 


Nainkot 


Napanya 


Narera 


Naya Gaon 


Naya Khera 


Neem Khera 


Pachola 


Padliya 


Padlya 


0832000304060700 

3.548 

Fresh 

0832000304060800 

3.202 

Fresh 

0832000304036500 

4.710 

Fresh 

0832000304056500 

2.573 

Fresh 

0832000304045600 

1.831 

Fresh 

0832000304060200 

1.137 

Fresh 

0832000304035800 

0.711 

Fresh 

0832000304057100 

1.760 

Fresh 

0832000304038400 

0.939 

Fresh 

0832000304038600 

5.194 

Fresh 



0832000304044900 

4.603 

Fresh 

0832000304057000 

2.128 

Fresh 

0832000304054300 

1.201 

Fresh 

0832000304047800 

2.141 

Fresh 

0832000304038700 

5.482 

Fresh 

0832000304047400 

1.946 

Fresh 


Parpati 

0832000304040400 

2.995 

Fresh 

Patanuda 

0832000304037900 

1.706 

Fresh 


Patri 

0832000304056100 

1.384 

Fresh 

Peepaldi 

0832000304044100 

8.048 

Fresh 


Peethapura 

0832000304060900 

5.820 

Fresh 

Polao 

0832000304036200 

4.528 

Fresh 

Poli 

0832000304038000 

6.921 

Fresh 


Prithipura 

0832000304060400 

0.954 

Fresh 

Rampuriya Kalan 

0832000304059900 

1.022 

Fresh 

Rampuriya Khurd 

0832000304059100 

1.873 

Fresh 

Raredi 

0832000204015900 

6.667 

Fresh 

Ratanpura 

0832000304038100 

3.970 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chappi 


Non-command 


Non-command 


Non-command 


Non-command 


Chappi 


Non-command 


Chappi 


Non-command 


Chappi 


Chappi 


Non-command 


Non-command 


Chappi 


Non-command 


Non-command 


Non-command 


Chappi 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chappi 



Rawans Veeran 

0832000103995600 

2.319 

Fresh 

Reenchhwa 

0832000304037400 

8.918 

Fresh 


Rooppura 

0832000304039400 

1.318 

Fresh 

Sagoriya 

0832000304056900 

2.329 

Fresh 

Sankheri 

0832000304043500 

2.123 

Fresh 

Sar Bulandpura 

0832000304059000 

1.964 

Fresh 

Sara Kuan 

0832000304035300 

3.450 

Fresh 


Non-command 


Chappi 


Non-command 


Non-command 


Non-command 


Chappi 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bhander Sandstone 

0.633 

Non-command 

Deccan Traps 

2.788 

Command 

Deccan Traps 

1.096 

Command 

Deccan Traps 

6.020 

Non-command 

Bhander Sandstone 

1.606 

Non-command 

Bhander Sandstone 

4.238 

Non-command 

Deccan Traps 

0.838 

Non-command 

Deccan Traps 

3.548 

Non-command 

Deccan Traps 

3.202 

Non-command 

Bhander Sandstone 

0.004 

Non-command 

Deccan Traps 

2.573 

Non-command 

Deccan Traps 

0.139 

Non-command 

Deccan Traps 

1.137 

Non-command 

Bhander Sandstone 

0.711 

Non-command 

Deccan Traps 

0.055 

Non-command 

Bhander Sandstone 

0.939 

Non-command 

Bhander Sandstone 

2.177 

Non-command 

Deccan Traps 

3.008 

Command 

Deccan Traps 

2.515 

Non-command 

Deccan Traps 

2.199 

Non-command 

Deccan Traps 

3.383 

Non-command 

Deccan Traps 

2.128 

Non-command 

Deccan Traps 

1.170 

Command 

Deccan Traps 

0.118 

Non-command 

Deccan Traps 

5.361 

Command 

Deccan Traps 

1.938 

Non-command 

Deccan Traps 

0.008 

Command 

Deccan Traps 

2.995 

Command 

Bhander Sandstone 

1.008 

Non-command 

Bhander Sandstone 

0.698 

Non-command 

Deccan Traps 

1.384 

Command 

Deccan Traps 

5.362 

Non-command 

Deccan Traps 

2.686 

Non-command 

Deccan Traps 

5.656 

Non-command 

Bhander Sandstone 

2.150 

Command 

Bhander Sandstone 

3.206 

Non-command 

Bhander Sandstone 

3.715 

Non-command 

Deccan Traps 

0.954 

Non-command 

Deccan Traps 

1.022 

Non-command 

Deccan Traps 

1.873 

Non-command 

Bhander Sandstone 

0.546 

Command 

Bhander Sandstone 

0.386 

Command 

Deccan Traps 

0.017 

Non-command 

Bhander Sandstone 

3.249 

Non-command 

Deccan Traps 

0.272 

Non-command 

Bhander Sandstone 

0.308 

Command 

Bhander Sandstone 

5.463 

Non-command 

Bhander Sandstone 

1.031 

Non-command 

Deccan Traps 

1.318 

Non-command 

Deccan Traps 

2.329 

Command 

Deccan Traps 

2.123 

Non-command 

Deccan Traps 

1.964 

Non-command 

Bhander Sandstone 

3.432 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

60,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

80,000 

50,000 

120 

90,000 

50,000 

120 

90,000 

50,000 

120 

80,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

90,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

90,000 

50,000 

120 

50,000 

50,000 

120 

90,000 

50,000 

120 

90,000 

50,000 

120 

80,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

80,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

80,000 

50,000 

120 

90,000 

50,000 

120 

90,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

90,000 

50,000 

120 

90,000 

50,000 

120 

90,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

90,000 

60,000 

120 

90,000 

50,000 

120 

80,000 

50,000 

120 

90,000 

50,000 

120 

80,000 

50,000 

120 

70,000 

60,000 

120 

90,000 

50,000 

120 

90,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

90,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.036 

0.036 

1.104 

1.104 

0.042 

0.042 

0.468 

0.468 

0.090 

0.090 

0.480 

0.480 

0.162 

0.162 


0.132 

0.132 

0.012 

0.012 

0.060 

0.060 

0.114 

0.114 

0.006 

0.006 

0.042 

0.042 

0.048 

0.048 

0.066 

0.066 

0.072 

0.072 

0.066 

0.066 

0.054 

0.054 

0.042 

0.042 

0.054 

0.060 

0.030 

0.030 

0.186 

0.186 

0.150 

0.150 


0.282 

0.282 

0.150 

0.150 

0.108 

0.108 

0.258 

0.258 

0.138 

0.138 

0.066 

0.066 

0.330 

0.330 

0.078 

0.078 

0.084 

0.084 

0.102 

0.102 

0.084 

0.084 

0.204 

0.204 

0.048 

0.048 

0.007 

0.007 

0.024 

0.024 


0.186 

0.186 

0.018 

0.018 


0.456 

0.456 

0.084 

0.084 

- 

- 

0.168 

0.168 

0.240 

0.240 

0.036 

0.036 

0.114 

0.114 

















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Sarda 

0832000304060300 

1.764 

Fresh 

Sawalda 

0832000304046800 

4.120 

Fresh 

Semal Khera 

0832000204022500 

5.926 

Fresh 

Semli 

0832000304046200 

1.449 

Fresh 

Semli Kalan 

0832000304048200 

4.006 

Fresh 

Sendari 

0832000304047500 

1.679 

Fresh 

Sewanya 

0832000103994900 

1.982 

Fresh 

Sewanya Kalan 

0832000204022600 

0.372 

Fresh 

Sewanya Khurd 

0832000304039300 

5.238 

Fresh 

Shyopura 

0832000304059600 

1.627 

Fresh 

Sohan Khera 

0832000304056700 

1.709 

Fresh 

Talawara 

0832000304058700 

3.065 

Fresh 

Taraj 

0832000103995400 

21.091 

Fresh 

Tekla 

0832000204022700 

3.360 

Fresh 

Thanawad 

0832000304035400 

7.214 

Fresh 

Tharaul 

0832000304037500 

2.891 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chappi 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chappi 


Toda 

0832000304054000 

1.038 

Fresh 

Tol Khera 

0832000304060000 

1.166 

Fresh 

Uchawada 

0832000304046900 

4.240 

Fresh 


Uchawadi 


08004030 Agariya 


Amarpura 


Amlawada 


Anandpura 


Ardi Khera 


Bahari Kalan 


Bahari Khurd 


Bairagarh 


Bankar 


Baori Khera 


Bhalta 


Bheel Bhalti 


Bheel Khera 


Binda Khera 


Bor Kheri Goojran 


Chhuwariya 


Dangal 


Daulat Pura 


Dehlanpur 


Gadiya 


Ganesh Pura 


Ganeshpura 


Ganeshpura @ Mangalya 


Ganeshpura @ Sooli Puri 


Garda 


Govindpura 


Haripura 


Haripura @ Leora 


0832000304047000 

0.523 

Fresh 

0832000204031100 

2.276 

Fresh 

0832000204034700 

0.959 

Fresh 

0832000304057400 

4.567 

Fresh 

0832000204030600 

1.019 

Fresh 

0832000304058400 

2.799 

Fresh 

0832000304046700 

1.454 

Fresh 

0832000304052700 

2.683 

Fresh 

0832000304052800 

2.113 

Fresh 

0832000304044700 

1.515 

Fresh 

0832000304058500 

4.997 

Fresh 

0832000204030200 

1.727 

Fresh 

0832000304051900 

3.139 

Fresh 

0832000304052900 

8.397 

Fresh 

0832000304053400 

2.194 

Fresh 

0832000304058000 

3.912 

Fresh 

0832000304051800 

3.135 

Fresh 

0832000304057300 

4.901 

Fresh 

0832000304052400 

5.646 

Fresh 

0832000204034900 

1.374 

Fresh 

0832000204034600 

1.979 

Fresh 

0832000304046600 

4.840 

Fresh 

0832000304045500 

1.732 

Fresh 

0832000204033600 

0.879 

Fresh 

0832000304046300 

1.750 

Fresh 

0832000304058200 

0.942 

Fresh 

0832000304052200 

1.654 

Fresh 

0832000204035100 

2.438 

Fresh 

0832000304053700 

8.341 

Fresh 

0832000204030700 

1.337 

Fresh 

0832000304046500 

0.990 

Fresh 

0832000204030800 

5.812 

Fresh 


Non-command 


Non-command 


Chappi 


Non-command 


Chappi 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Deccan Traps 

1.764 

Non-command 

Deccan Traps 

0.999 

Non-command 

Deccan Traps 

4.043 

Non-command 

Deccan Traps 

0.469 

Non-command 

Deccan Traps 

0.311 

Command 

Deccan Traps 

1.679 

Non-command 

Bhander Sandstone 

0.042 

Non-command 

Deccan Traps 

0.364 

Non-command 

Deccan Traps 

5.219 

Non-command 

Deccan Traps 

1.627 

Non-command 

Deccan Traps 

1.709 

Non-command 

Deccan Traps 

3.065 

Non-command 

Bhander Sandstone 

17.475 

Non-command 

Deccan Traps 

0.212 

Non-command 

Bhander Sandstone 

7.214 

Command 

Bhander Sandstone 

0.801 

Command 

Deccan Traps 

2.090 

Non-command 

Deccan Traps 

1.038 

Non-command 

Deccan Traps 

1.166 

Command 

Deccan Traps 

1.954 

Non-command 

Deccan Traps 

2.175 

Command 

Deccan Traps 

0.523 

Non-command 

Deccan Traps 

2.071 

Non-command 

Deccan Traps 

0.959 

Non-command 

Deccan Traps 

4.567 

Non-command 

Deccan Traps 

0.095 

Non-command 

Deccan Traps 

1.148 

Non-command 

Deccan Traps 

1.454 

Non-command 

Deccan Traps 

2.683 

Non-command 

Deccan Traps 

2.113 

Non-command 

Deccan Traps 

0.296 

Non-command 

Deccan Traps 

3.591 

Non-command 

Deccan Traps 

0.020 

Non-command 

Deccan Traps 

3.139 

Non-command 

Deccan Traps 

8.397 

Non-command 

Deccan Traps 

2.194 

Non-command 

Deccan Traps 

3.912 

Non-command 

Deccan Traps 

3.135 

Non-command 

Deccan Traps 

4.901 

Non-command 

Deccan Traps 

5.646 

Non-command 

Deccan Traps 

1.374 

Non-command 

Deccan Traps 

1.885 

Non-command 

Deccan Traps 

1.780 

Non-command 

Deccan Traps 

0.152 

Non-command 

Deccan Traps 

0.171 

Non-command 

Deccan Traps 

1.750 

Non-command 

Deccan Traps 

0.942 

Non-command 

Deccan Traps 

1.654 

Non-command 

Deccan Traps 

2.438 

Non-command 

Deccan Traps 

6.054 

Non-command 

Deccan Traps 

0.022 

Non-command 

Deccan Traps 

0.929 

Non-command 

Deccan Traps 

4.759 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

70,000 

60,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

70,000 

60,000 

120 

50,000 

50,000 

120 

90,000 

50,000 

120 

90,000 

50,000 

120 

80,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.450 


0.006 


0.162 


0.030 


0.054 


0.072 



0.048 

0.048 

0.054 

0.054 

0.282 

0.282 

0.054 

0.054 


0.276 

0.276 

1.584 

1.602 

0.510 

0.510 

0.138 

0.138 

0.474 

0.474 

0.600 

0.600 

0.216 

0.216 

0.042 

0.042 

0.138 

0.138 

0.054 

0.054 

0.018 

0.018 

0.036 

0.036 

- 

- 

0.066 

0.066 

0.042 

0.042 

0.054 

0.054 

0.414 

0.420 

- 

- 

0.120 

0.120 

0.042 

0.042 































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Jagdishpura 

0832000304045400 

2.453 

Fresh 

Jalimpura 

0832000304046400 

1.176 

Fresh 

Kalya Kheri 

0832000204026100 

2.045 

Fresh 

Khar Khera 

0832000304057500 

2.681 

Fresh 

Khar Kheri 

0832000304057900 

2.444 

Fresh 

Kher Danta 

0832000304052600 

2.099 

Fresh 

Kherla 

0832000304046000 

1.107 

Fresh 

Kishanpura 

0832000304058100 

0.883 

Fresh 

Kishorpura 

0832000304051300 

2.009 

Fresh 

Koloo Khera 

0832000304045000 

5.702 

Fresh 

Kotra 

0832000304053500 

1.476 

Fresh 

Kushalpura 

0832000304051500 

3.477 

Fresh 

Lakshmi Pura 

0832000204034400 

1.375 

Fresh 

Lalpura 

0832000204026400 

1.324 

Fresh 

Laxmipura 

0832000304045100 

1.789 

Fresh 

Mahuwa Khera 

0832000304045800 

2.997 

Fresh 

Mangalpura 

0832000304057200 

2.336 

Fresh 

Manpura 

0832000304045300 

3.736 

Fresh 

Manpura Jageer 

0832000304045900 

1.412 

Fresh 

Motipura 

0832000304045600 

1.831 

Fresh 

Nahardi Kalan 

0832000204030900 

1.290 

Fresh 

Nahardi Khurd 

0832000204031000 

2.407 

Fresh 

Nahargarh 

0832000304053200 

0.214 

Fresh 

Napanya 

0832000304057100 

1.760 

Fresh 

Narsinghpura 

0832000204031200 

2.180 

Fresh 

Naya Gaon 

0832000304044500 

6.045 

Fresh 


Type of Area (Command / N< 
command) 


08004031 


Pachan Kheri 

0832000304053000 

1.850 

Fresh 

Padlya Lodhan 

0832000304052100 

9.485 

Fresh 

Parthipura (Veeran) 

0832000204034500 

0.602 

Fresh 

Patan Jageer 

0832000304046100 

0.446 

Fresh 

Patri Khera 

0832000304051700 

2.160 

Fresh 

Prempura 

0832000204034800 

0.484 

Fresh 

Prithipura 

0832000304052000 

1.042 

Fresh 

Ram Bhalti 

0832000304053300 

0.971 

Fresh 

Rampuriya 

0832000304052500 

7.521 

Fresh 

Rankra 

0832000304057800 

2.072 

Fresh 

Rojya 

0832000304058300 

4.800 

Fresh 

Rooppura 

0832000204035000 

0.734 

Fresh 

Sawalda 

0832000304046800 

4.120 

Fresh 

Semli 

0832000304046200 

1.449 

Fresh 

Shivpura 

0832000304045700 

1.495 

Fresh 

Soori 

0832000304057700 

2.629 

Fresh 

Talab Bhalti 

0832000304053600 

1.494 

Fresh 

Teej Bardi 

0832000304045200 

6.400 

Fresh 

Tol Khera 

0832000304052300 

2.705 

Fresh 

Uchawada 

0832000304046900 

4.240 

Fresh 

Umariya 

0832000304057600 

3.559 

Fresh 

Umri 

0832000304053100 

6.729 

Fresh 

Upsali 

0832000304051600 

7.047 

Fresh 

Vijaipura 

0832000204030300 

1.857 

Fresh 

Amalda 

0830000103774300 

9.580 

Fresh 

Ayana 

0830000103780600 

29.733 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chappi 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kota Barrage 


Kota Barrage 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Deccan Traps 

2.453 

Non-command 

Deccan Traps 

1.176 

Non-command 

Deccan Traps 

0.007 

Non-command 

Deccan Traps 

2.681 

Non-command 

Deccan Traps 

2.444 

Non-command 

Deccan Traps 

2.099 

Non-command 

Deccan Traps 

1.107 

Non-command 

Deccan Traps 

0.883 

Non-command 

Deccan Traps 

0.071 

Non-command 

Deccan Traps 

2.553 

Non-command 

Deccan Traps 

1.476 

Non-command 

Deccan Traps 

2.859 

Non-command 

Deccan Traps 

0.062 

Non-command 

Deccan Traps 

0.131 

Non-command 

Deccan Traps 

0.028 

Non-command 

Deccan Traps 

2.997 

Non-command 

Deccan Traps 

1.798 

Non-command 

Deccan Traps 

2.837 

Non-command 

Deccan Traps 

1.412 

Non-command 

Deccan Traps 

1.692 

Non-command 

Deccan Traps 

1.290 

Non-command 

Deccan Traps 

2.007 

Non-command 

Deccan Traps 

0.214 

Non-command 

Deccan Traps 

1.705 

Non-command 

Deccan Traps 

0.030 

Command 

Deccan Traps 

0.056 

Non-command 

Deccan Traps 

1.271 

Non-command 

Deccan Traps 

1.850 

Non-command 

Deccan Traps 

9.479 

Non-command 

Deccan Traps 

0.357 

Non-command 

Deccan Traps 

0.446 

Non-command 

Deccan Traps 

2.160 

Non-command 

Deccan Traps 

0.484 

Non-command 

Deccan Traps 

1.042 

Non-command 

Deccan Traps 

0.971 

Non-command 

Deccan Traps 

7.521 

Non-command 

Deccan Traps 

2.072 

Non-command 

Deccan Traps 

4.800 

Non-command 

Deccan Traps 

0.734 

Non-command 

Deccan Traps 

3.121 

Non-command 

Deccan Traps 

0.980 

Non-command 

Deccan Traps 

1.495 

Non-command 

Deccan Traps 

2.629 

Non-command 

Deccan Traps 

1.494 

Non-command 

Deccan Traps 

5.261 

Non-command 

Deccan Traps 

2.705 

Non-command 

Deccan Traps 

0.112 

Non-command 

Deccan Traps 

3.559 

Non-command 

Deccan Traps 

6.729 

Non-command 

Deccan Traps 

7.047 

Non-command 

Deccan Traps 

0.126 

Command 

Older Alluvium 

0.365 

Command 

Limestone 

0.330 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

170,000 

130,000 

120 

150,000 

90,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.126 

0.126 

0.228 

0.228 

- 

- 

0.072 

0.072 

0.066 

0.066 

0.096 

0.096 

0.018 

0.018 

0.030 

0.030 

0.006 

0.006 

0.024 

0.024 



0.006 

0.006 

0.012 

0.012 


0.156 

0.156 

0.138 

0.138 

0.162 

0.162 

0.102 

0.102 

0.126 

0.126 

0.090 

0.090 

0.078 

0.078 

0.066 

0.066 

0.126 

0.126 



0.036 

0.036 

0.078 

0.078 

0.276 

0.276 

0.006 

0.006 

- 

- 

0.246 

0.246 

0.018 

0.018 

0.108 

0.108 

0.174 

0.174 

0.198 

0.198 

0.264 

0.264 

0.162 

0.162 

0.030 

0.030 

0.030 

0.030 

0.054 

0.054 

0.132 

0.132 

0.294 

0.294 

0.222 

0.222 

- 

- 

0.066 

0.066 

0.006 

0.006 

0.546 

0.546 

0.072 

0.072 

0.078 

0.078 



















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


10.121 Fresh 



Bagli 

0823000302740600 

5.245 

Fresh 

Bamoolya Ranmal 

0830000203783700 

1.944 

Fresh 

Barod 

0830000203786300 

18.917 

Fresh 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Bijawata 

0830000103774800 

5.494 

Fresh 

Binayaka 

0830000103779200 

9.116 

Fresh 

Daulatpura 

0830000103779800 

4.124 

Fresh 

Deewaniyan 

0830000203783200 

3.237 

Fresh 

Dheepri ( Kalisindh) 

0830000103779600 

2.831 

Fresh 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 



Dorli 

0830000103779100 

4.340 

Fresh 

Ebra 

0830000203783300 

5.121 

Fresh 

Ganeshganj 

0830000103775400 

9.625 

Fresh 

Gaonri 

0830000203786200 

3.018 

Fresh 

Jaloda Khatiyan 

0830000103780000 

8.881 

Fresh 

Kankra 

0830000103780300 

3.868 

Fresh 

Kharwan 

0830000103774400 

3.906 

Fresh 

Kherli Naunera 

0830000103774500 

4.314 

Fresh 

Kherlimaharaja 

0830000103779400 

5.514 

Fresh 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kishan Ganj 

0830000203786000 

4.816 

Fresh 

Kishanwas 

0830000103774700 

5.047 

Fresh 

Kolana 

0830000103779500 

6.130 

Fresh 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kotra Deepsingh 

0830000203784700 

18.259 

Fresh 

Madanpura 

0830000203783500 

5.179 

Fresh 

Mangaheri 

0830000203783100 

3.593 

Fresh 

Manpura 

0830000103775200 

2.991 

Fresh 

Mohammad Pura 

0830000203783000 

4.306 

Fresh 

Mugena 

0830000103775000 

5.337 

Fresh 

Mundli 

0830000103774900 

5.621 

Fresh 

Nalawata 

0830000103779300 

6.797 

Fresh 

Narayanpura 

0830000103774600 

4.184 

Fresh 

Naunera 

0830000103774200 

12.207 

Fresh 

Patpara 

0831000103855000 

7.434 

Fresh 

Peepalda Beeram 

0830000203786100 

5.028 

Fresh 

Peeplda Samel 

0830000203782900 

9.083 

Fresh 

Prempura 

0830000103780500 

8.124 

Fresh 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


08004032 


Raghunath Pura 

0830000103780200 

2.031 

Fresh 

Ralayta 

0830000203783400 

4.012 

Fresh 

Rampura Barod 

0831000103855100 

4.710 

Fresh 

Ranodiya 

0830000103775100 

10.191 

Fresh 

Shrinal 

0831000103855200 

1.005 

Fresh 

Shripura 

0830000103780400 

4.448 

Fresh 

Takarwara 

0830000203784800 

8.965 

Fresh 

Akeri 

0831000203866300 

1.299 

Fresh 

Alipura 

0831000203863500 

2.873 

Fresh 

Amalsara 

0831000203867100 

16.608 

Fresh 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Limestone 

7.294 

Command 

Older Alluvium 

2.460 

Command 

Older Alluvium 

0.000 

Command 

Older Alluvium 

0.466 

Command 

Limestone 

0.024 

Command 

Older Alluvium 

11.855 

Command 

Older Alluvium 

5.494 

Command 

Older Alluvium 

9.116 

Command 

Limestone 

3.909 

Command 

Older Alluvium 

1.488 

Command 

Limestone 

0.807 

Command 

Older Alluvium 

0.013 

Command 

Limestone 

2.179 

Command 

Older Alluvium 

3.786 

Command 

Older Alluvium 

3.114 

Command 

Older Alluvium 

5.121 

Command 

Older Alluvium 

1.376 

Command 

Older Alluvium 

3.018 

Command 

Limestone 

8.881 

Command 

Limestone 

3.852 

Command 

Older Alluvium 

0.712 

Command 

Older Alluvium 

4.232 

Command 

Limestone 

0.000 

Command 

Older Alluvium 

5.514 

Command 

Older Alluvium 

0.244 

Command 

Older Alluvium 

5.047 

Command 

Limestone 

4.256 

Command 

Older Alluvium 

1.826 

Command 

Older Alluvium 

14.967 

Command 

Older Alluvium 

2.477 

Command 

Older Alluvium 

3.593 

Command 

Older Alluvium 

0.023 

Command 

Older Alluvium 

4.306 

Command 

Older Alluvium 

4.115 

Command 

Older Alluvium 

5.621 

Command 

Older Alluvium 

6.797 

Command 

Older Alluvium 

4.184 

Command 

Older Alluvium 

5.694 

Command 

Limestone 

1.409 

Command 

Older Alluvium 

4.690 

Command 

Older Alluvium 

6.678 

Command 

Limestone 

2.289 

Command 

Older Alluvium 

0.628 

Command 

Limestone 

2.031 

Command 

Older Alluvium 

4.012 

Command 

Limestone 

2.067 

Command 

Older Alluvium 

7.649 

Command 

Limestone 

0.074 

Command 

Limestone 

2.701 

Command 

Older Alluvium 

0.023 

Command 

Limestone 

1.299 

Command 

Limestone 

2.873 

Command 

Bhander Sandstone 

4.610 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

150,000 

90,000 

120 

170,000 

130,000 

120 

160,000 

140,000 

120 

350,000 

350,000 

120 

300,000 

300,000 

120 

350,000 

350,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

150,000 

90,000 

120 

350,000 

350,000 

120 

150,000 

90,000 

120 

170,000 

130,000 

120 

150,000 

90,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

350,000 

350,000 

120 

170,000 

130,000 

120 

350,000 

350,000 

120 

150,000 

90,000 

120 

150,000 

90,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

150,000 

90,000 

120 

170,000 

130,000 

120 

350,000 

350,000 

120 

170,000 

130,000 

120 

150,000 

90,000 

120 

170,000 

130,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

170,000 

130,000 

120 

350,000 

350,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

325,000 

300,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

150,000 

90,000 

120 

170,000 

130,000 

120 

150,000 

90,000 

120 

350,000 

350,000 

120 

325,000 

300,000 

120 

170,000 

130,000 

120 

325,000 

300,000 

120 

150,000 

90,000 

120 

350,000 

350,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

150,000 

120,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 













































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Bala Khera 


Type of Area (Command / N< 
command) 



Amarpura 

0830000203791000 

7.072 

Fresh 

Anma 

0831000203867000 

1.773 

Fresh 

Antah (M) 

0831000243102000 

16.360 

Fresh 


Aton 

0830000203790800 

3.041 

Fresh 

Bagawada 

0830000203786600 

5.425 

Fresh 


Non-command 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Non-command 


Kota Barrage 


Kota Barrage 



0831000203864300 


8.987 Fresh 


Balapura 

0831000103858800 

1.351 

Fresh 

Baldara 

0831000203863400 

12.860 

Fresh 

Baldeo Pura 

0831000103862400 

2.949 

Fresh 


Balwankheri 

0831000103855500 

2.676 

Fresh 

Bambooliya Ghata 

0830000103779700 

2.392 

Fresh 

Bambuliya Rawtan 

0830000203788200 

3.549 

Fresh 

Bamooliya Jageer 

0831000303871000 

1.400 

Fresh 

Bamooliya Jogiyan 

0831000203864500 

6.430 

Fresh 



Bamoolya Mataji 

0831000203867500 

7.626 

Fresh 

Bamori 

0830000203796700 

8.411 

Fresh 

Baori Khera 

0831000203868600 

5.041 

Fresh 


Kota Barrage 


Non-command 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Non-command 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Non-command 


Kota Barrage 


Non-command 


Kota Barrage 


Non-command 


Kota Barrage 


Kota Barrage 


Kota Barrage 



Bargaon 

0831000203862900 

6.576 

Fresh 

Barkhera 

0831000203866100 

5.978 

Fresh 



Batawadi 

0831000203867800 

3.845 

Fresh 

Bengni 

0831000303876900 

9.231 

Fresh 

Bhateri 

0831000103858200 

2.775 

Fresh 

Bhojya Kheri 

0831000203863900 

3.583 

Fresh 

Bhonra Jari 

0831000203868200 

7.917 

Fresh 


Bhooden 

0830000203788100 

5.892 

Fresh 

Bijora 

0831000203865400 

5.025 

Fresh 


Kota Barrage 


Kota Barrage 


Non-command 


Kota Barrage 


Kota Barrage 


Non-command 


Parwan Lift 


Non-command 


Parwan Lift 


Non-command 


Parwan Lift 


Kota Barrage 


Kota Barrage 


Non-command 


Parwan Lift 


Kota Barrage 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Limestone 

0.584 

Non-command 

Bhander Sandstone 

5.314 

Command 

Limestone 

0.384 

Command 

Limestone 

1.773 

Command 

Limestone 

11.367 

Non-command 

Limestone 

4.993 

Command 

Limestone 

1.320 

Command 

Limestone 

0.022 

Command 

Older Alluvium 

3.432 

Command 

Limestone 

5.594 

Command 

Older Alluvium 

0.509 

Command 

Limestone 

6.302 

Non-command 

Limestone 

2.685 

Command 

Limestone 

1.351 

Command 

Limestone 

12.860 

Command 

Older Alluvium 

0.459 

Non-command 

Older Alluvium 

2.490 

Command 

Limestone 

0.012 

Command 

Limestone 

2.392 

Command 

Older Alluvium 

1.152 

Non-command 

Older Alluvium 

1.378 

Command 

Limestone 

3.139 

Non-command 

Limestone 

3.291 

Command 

Limestone 

0.239 

Non-command 

Limestone 

8.334 

Command 

Limestone 

7.626 

Command 

Bhander Sandstone 

1.744 

Command 

Bhander Sandstone 

0.364 

Command 

Limestone 

1.036 

Non-command 

Bhander Sandstone 

3.632 

Non-command 

Limestone 

0.009 

Command 

Limestone 

2.472 

Command 

Older Alluvium 

0.488 

Command 

Limestone 

6.576 

Command 

Limestone 

3.682 

Non-command 

Limestone 

2.296 

Command 

Limestone 

0.687 

Command 

Older Alluvium 

3.377 

Command 

Limestone 

5.792 

Non-command 

Limestone 

12.179 

Command 

Limestone 

1.663 

Non-command 

Limestone 

10.715 

Non-command 

Older Alluvium 

0.435 

Command 

Limestone 

0.121 

Non-command 

Limestone 

3.845 

Command 

Limestone 

0.947 

Command 

Limestone 

2.775 

Command 

Limestone 

3.583 

Non-command 

Limestone 

2.917 

Command 

Limestone 

5.000 

Command 

Older Alluvium 

3.063 

Non-command 

Limestone 

1.516 

Non-command 

Older Alluvium 

2.854 



with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

300,000 

300,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

300,000 

300,000 

120 

300,000 

300,000 

120 

350,000 

350,000 

120 

300,000 

300,000 

120 

350,000 

350,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

150,000 

90,000 

120 

350,000 

350,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

120,000 

100,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

300,000 

300,000 

120 

350,000 

350,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

300,000 

300,000 

120 

350,000 

350,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

200,000 

150,000 

120 

150,000 

120,000 

120 

200,000 

150,000 

120 

325,000 

300,000 

120 

200,000 

150,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

350,000 

350,000 

120 

325,000 

300,000 

120 

150,000 

120,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 






































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Bilendi 

0831000203868900 

4.986 

Fresh 

Bishan Kheri 

0831000203864000 

4.257 

Fresh 


Type of Area (Command / N< 
command) 



Non-command 


Kota Barrage 


Non-command 


Kota Barrage 



Borda 

0831000103859400 

6.605 

Fresh 

Borina 

0831000303876000 

7.766 

Fresh 


Bundi 

0831000203865600 

4.841 

Fresh 

Chainpura 

0831000303871100 

9.610 

Fresh 

Chainpuriya 

0831000103857700 

3.920 

Fresh 

Chak Shahbad 

0831000203864200 

2.732 

Fresh 

Chandraheri 

0831000103857800 

2.762 

Fresh 

Cheensa 

0830000203796900 

4.721 

Fresh 


Kota Barrage 


Non-command 


Parwan Lift 


Non-command 


Non-command 


Kota Barrage 


Non-command 


Kota Barrage 


Kota Barrage 


Chhatrapura 

0831000103858900 

10.952 

Fresh 

Dabar 

0830000203793400 

7.026 

Fresh 

Dabri Kakaji 

0831000203865200 

3.993 

Fresh 


Kota Barrage 


Kota Barrage 


Non-command 


Daulatpura 

0830000103779800 

4.124 

Fresh 

Delaheri 

0831000203866200 

3.263 

Fresh 

Deopura Sorkhand 

0831000203864900 

4.809 

Fresh 


Dhansuri 


Kota Barrage 


Kota Barrage 


Non-command 



0830000203788300 


5.780 Fresh 


Non-command 


Kota Barrage 


Dhatooriya 

0831000203864400 

6.250 

Fresh 

Dheepri ( Kalisindh) 

0830000103779600 

2.831 

Fresh 

Dhoomarkheri 

0831000103855300 

4.605 

Fresh 

Dugari 

0831000203866500 

5.443 

Fresh 

Gadepan 

0830000203797100 

4.935 

Fresh 

Ganeshpura 

0831000203863000 

0.745 

Fresh 

Ghorigaon 

0831000203862700 

7.435 

Fresh 

Godawari 

0831000103858600 

1.729 

Fresh 

Gopalpura 

0831000203866800 

2.420 

Fresh 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Govindpura 


0831000203867900 


5.856 Fresh 


Gulab Pura 

0831000203866900 

7.975 

Fresh 

Hanpa Heri 

0831000203868100 

4.388 

Fresh 

Harsoli 

0831000103862300 

1.756 

Fresh 

Idalgarh 

0830000203786500 

2.470 

Fresh 


Non-command 


Parwan Lift 


Kota Barrage 


Parwan Lift 


Non-command 


Kota Barrage 


Jai Nagar 

0831000203868000 

4.278 

Fresh 

Jakhrond 

0830000203790700 

11.505 

Fresh 

Jaloda Tejaji 

0831000103857600 

8.317 

Fresh 

Jiyaheri 

0830000203792800 

0.654 

Fresh 

Kachnawada 

0830000203793100 

8.706 

Fresh 

Kachri 

0831000203865800 

4.757 

Fresh 


Parwan Lift 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bhander Sandstone 

1.520 

Command 

Limestone 

4.231 

Non-command 

Limestone 

0.025 

Command 

Limestone 

2.376 

Command 

Older Alluvium 

0.899 

Non-command 

Limestone 

0.040 

Non-command 

Older Alluvium 

1.724 

Command 

Limestone 

1.298 

Non-command 

Limestone 

0.921 

Command 

Limestone 

4.137 

Non-command 

Limestone 

4.841 

Non-command 

Older Alluvium 

0.047 

Command 

Limestone 

2.988 

Non-command 

Limestone 

2.732 

Command 

Limestone 

2.762 

Command 

Bhander Sandstone 

1.576 

Command 

Limestone 

1.746 

Command 

Limestone 

10.952 

Command 

Bhander Sandstone 

0.054 

Non-command 

Limestone 

3.842 

Non-command 

Older Alluvium 

0.150 

Command 

Limestone 

0.214 

Command 

Limestone 

3.263 

Non-command 

Limestone 

1.788 

Non-command 

Older Alluvium 

3.021 

Command 

Bhander Sandstone 

3.956 

Command 

Limestone 

3.365 

Non-command 

Bhander Sandstone 

0.255 

Command 

Limestone 

0.428 

Command 

Older Alluvium 

2.906 

Command 

Limestone 

6.250 

Command 

Limestone 

2.010 

Command 

Limestone 

4.502 

Command 

Limestone 

5.443 

Command 

Bhander Sandstone 

0.008 

Command 

Limestone 

0.745 

Command 

Limestone 

7.435 

Command 

Limestone 

1.729 

Command 

Bhander Sandstone 

1.276 

Command 

Limestone 

1.144 

Non-command 

Limestone 

4.601 

Command 

Limestone 

1.255 

Command 

Bhander Sandstone 

1.842 

Command 

Limestone 

3.975 

Non-command 

Older Alluvium 

1.700 

Command 

Limestone 

0.538 

Command 

Older Alluvium 

1.615 

Command 

Limestone 

4.278 

Command 

Limestone 

7.011 

Command 

Limestone 

0.344 

Command 

Limestone 

0.333 

Command 

Limestone 

8.706 

Non-command 

Limestone 

4.757 


with 

Pumpset 


(9) (10) 


2 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

300,000 

300,000 

120 

350,000 

350,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

120,000 

100,000 

120 

300,000 

300,000 

120 

325,000 

300,000 

120 

120,000 

100,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

150,000 

90,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

300,000 

300,000 

120 

350,000 

350,000 

120 

325,000 

300,000 

120 

150,000 

90,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

120,000 

100,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

300,000 

300,000 

120 

350,000 

350,000 

120 

325,000 

300,000 

120 

300,000 

300,000 

120 

325,000 

300,000 

120 

300,000 

300,000 

120 

300,000 

300,000 

120 

325,000 

300,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.108 

0.144 

0.042 

0.042 






















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


4.560 Fresh 



Kala Khera 

0831000303870800 

1.704 

Fresh 

Kanada @ Kanoda 

0831000103854900 

4.735 

Fresh 

Kankra 

0830000103780300 

3.868 

Fresh 

Kekakheri 

0831000103855400 

1.939 

Fresh 

Kethori 

0831000203867200 

7.579 

Fresh 


Kewra 


0831000203868400 


3.506 Fresh 


Non-command 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Non-command 


Non-command 


Khairoola 

0830000203788000 

6.074 

Fresh 

Khajoorna Kalan 

0831000203868500 

6.735 

Fresh 


Kota Barrage 


Kota Barrage 


Non-command 



Kheri 

0831000303875900 

1.858 

Fresh 

Kheri Ghata 

0830000203793000 

4.070 

Fresh 

Kherli Dhakran 

0830000203790900 

4.178 

Fresh 

Kherli Parasram 

0830000203787900 

3.995 

Fresh 

Khyawada 

0830000203786400 

3.668 

Fresh 


Non-command 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kishanpura 

0831000103860300 

7.311 

Fresh 

Kishorpura 

0830000203790500 

5.588 

Fresh 

Kolana 

0830000103779500 

6.130 

Fresh 

Koondla 

0831000103859200 

1.753 

Fresh 

Kotri 

0831000203868300 

2.342 

Fresh 


Moondli 


Motikuan 


Mundala 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Non-command 



Kushya 

0831000103859300 

4.413 

Fresh 

Ladwara 

0831000203863700 

6.043 

Fresh 

Lasari 

0831000203867600 

5.062 

Fresh 

Mahuwa 

0831000103860700 

7.710 

Fresh 


Mai Bamori 

0831000103855600 

10.141 

Fresh 

Mandpur 

0831000203862600 

2.212 

Fresh 

Manpura 

0831000203869000 

7.866 

Fresh 


Mirzapur 

0831000203869900 

8.825 

Fresh 

Mohammadpura 

0831000203868800 

7.538 

Fresh 

Molki 

0831000203866400 

2.175 

Fresh 

Moondla 

0831000103860500 

2.545 

Fresh 


0831000103861000 


5.822 Fresh 


Parwan Lift 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Non-command 


Kota Barrage 


Kota Barrage 


Non-command 


Parwan Lift 


Parwan Lift 


Non-command 


Kota Barrage 


Kota Barrage 


Non-command 


Kota Barrage 



0830000203793200 


0831000103860900 


2.014 Fresh 


2.875 Fresh 


Kota Barrage 


Kota Barrage 


Nagda 

0831000203863800 

14.975 

Fresh 

Nawalpura 

0831000103859000 

2.644 

Fresh 


Kota Barrage 


Kota Barrage 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Bhander Sandstone 

0.680 

Command 

Limestone 

3.880 

Non-command 

Older Alluvium 

0.271 

Command 

Limestone 

4.735 

Command 

Limestone 

0.016 

Command 

Limestone 

0.530 

Command 

Bhander Sandstone 

0.170 

Non-command 

Bhander Sandstone 

4.126 

Non-command 

Bhander Sandstone 

0.422 

Non-command 

Limestone 

3.083 

Command 

Older Alluvium 

1.869 

Command 

Limestone 

5.556 

Non-command 

Bhander Sandstone 

0.065 

Non-command 

Limestone 

1.114 

Non-command 

Limestone 

2.462 

Non-command 

Older Alluvium 

0.430 

Non-command 

Limestone 

0.117 

Command 

Limestone 

3.750 

Command 

Limestone 

4.178 

Command 

Older Alluvium 

2.503 

Command 

Limestone 

0.616 

Command 

Older Alluvium 

2.118 

Command 

Limestone 

0.270 

Command 

Older Alluvium 

0.132 

Command 

Limestone 

0.048 

Command 

Limestone 

1.753 

Non-command 

Bhander Sandstone 

1.671 

Non-command 

Limestone 

0.625 

Command 

Limestone 

0.046 

Command 

Limestone 

4.407 

Command 

Limestone 

6.043 

Command 

Limestone 

5.062 

Command 

Limestone 

5.307 

Non-command 

Limestone 

2.403 

Command 

Limestone 

0.000 

Command 

Limestone 

2.212 

Non-command 

Bhander Sandstone 

2.071 

Command 

Bhander Sandstone 

0.177 

Command 

Limestone 

0.054 

Non-command 

Bhander Sandstone 

1.951 

Command 

Limestone 

2.175 

Command 

Limestone 

0.257 

Non-command 

Limestone 

0.148 

Command 

Limestone 

1.833 

Command 

Older Alluvium 

2.568 

Non-command 

Limestone 

0.471 

Non-command 

Older Alluvium 

0.951 

Command 

Bhander Sandstone 

0.622 

Command 

Limestone 

1.392 

Command 

Limestone 

2.843 

Command 

Older Alluvium 

0.032 

Command 

Limestone 

14.975 

Command 

Limestone 

2.644 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

100,000 

120 

300,000 

300,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

150,000 

90,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

350,000 

350,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

200,000 

150,000 

120 

300,000 

300,000 

120 

300,000 

300,000 

120 

350,000 

350,000 

120 

300,000 

300,000 

120 

350,000 

350,000 

120 

325,000 

300,000 

120 

350,000 

350,000 

120 

150,000 

90,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

120,000 

100,000 

120 

300,000 

300,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

325,000 

300,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.036 


0.540 























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Padalya 

0831000103861300 

7.394 

Fresh 

Pakalkhera 

0831000103859100 

5.622 

Fresh 

Palaytha 

0831000203866700 

25.515 

Fresh 


Kota Barrage 


Non-command 


Kota Barrage 


Non-command 


Non-command 


Kota Barrage 


Kota Barrage 


Palsawa 

0831000203865700 

7.075 

Fresh 

Paparli 

0831000103858700 

2.633 

Fresh 

Patoonda 

0831000203862500 

19.102 

Fresh 

Patpara 

0831000103855000 

7.434 

Fresh 

Pipalda 

0831000103858400 

4.205 

Fresh 


Non-command 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Raipariya 

0831000203863600 

8.396 

Fresh 

Raithal 

0831000103860800 

15.980 

Fresh 


Rajpura 

0831000303873300 

3.704 

Fresh 

Rakaspurya 

0831000103860600 

5.469 

Fresh 


Rampura @ Phoolpura 

0831000103854800 

3.148 

Fresh 

Rampura Barod 

0831000103855100 

4.710 

Fresh 

Ras Khera 

0831000203865500 

5.294 

Fresh 


Kota Barrage 


Kota Barrage 


Non-command 


Non-command 


Kota Barrage 


Non-command 


Kota Barrage 


Kota Barrage 


Non-command 


Ratariya 


0831000203864100 


5.840 Fresh 


Reechhaheri 

0830000203792900 

1.330 

Fresh 

Rooppura 

0831000203863100 

2.496 

Fresh 

Rugghi 

0830000203797000 

5.474 

Fresh 

Sankali 

0831000303870300 

7.724 

Fresh 

Sarkanya 

0831000203862800 

6.434 

Fresh 


Kota Barrage 


Non-command 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Non-command 


Kota Barrage 



Seemli 

0831000303870400 

7.264 

Fresh 

Seeswali 

0831000103858100 

28.788 

Fresh 


Non-command 


Kota Barrage 


Shahupura 

0831000103857900 

6.992 

Fresh 

Shivpura 

0831000103854700 

4.974 

Fresh 

Shrinal 

0831000103855200 

1.005 

Fresh 

Shripura 

0830000103780400 

4.448 

Fresh 

Shyampura 

0831000103861200 

4.175 

Fresh 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Non-command 


Sindhpuri 

0831000203863200 

2.309 

Fresh 

Sokhanda 

0831000103861100 

3.615 

Fresh 


Kota Barrage 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bhander Sandstone 

7.707 

Non-command 

Limestone 

0.042 

Command 

Limestone 

5.298 

Non-command 

Limestone 

3.882 

Non-command 

Older Alluvium 

2.025 

Command 

Limestone 

4.869 

Non-command 

Limestone 

1.259 

Non-command 

Limestone 

0.261 

Command 

Limestone 

5.622 

Command 

Bhander Sandstone 

0.240 

Command 

Limestone 

22.492 

Non-command 

Limestone 

7.075 

Command 

Limestone 

2.633 

Command 

Limestone 

19.102 

Command 

Limestone 

6.026 

Command 

Limestone 

0.805 

Command 

Older Alluvium 

3.400 

Command 

Limestone 

8.396 

Command 

Limestone 

15.505 

Non-command 

Limestone 

0.475 

Non-command 

Older Alluvium 

2.073 

Command 

Limestone 

0.003 

Non-command 

Limestone 

2.758 

Command 

Limestone 

3.148 

Command 

Limestone 

2.643 

Non-command 

Limestone 

2.234 

Non-command 

Older Alluvium 

2.893 

Command 

Limestone 

3.808 

Non-command 

Limestone 

2.031 

Command 

Limestone 

0.022 

Command 

Limestone 

2.496 

Command 

Bhander Sandstone 

0.946 

Non-command 

Older Alluvium 

7.724 

Command 

Limestone 

2.830 

Command 

Older Alluvium 

0.533 

Non-command 

Limestone 

1.178 

Non-command 

Older Alluvium 

1.893 

Command 

Bhander Sandstone 

1.780 

Command 

Limestone 

4.881 

Non-command 

Older Alluvium 

7.264 

Command 

Limestone 

28.788 

Command 

Older Alluvium 

0.000 

Command 

Limestone 

6.992 

Command 

Limestone 

4.974 

Command 

Limestone 

0.932 

Command 

Limestone 

0.875 

Non-command 

Limestone 

0.532 

Non-command 

Older Alluvium 

0.818 

Command 

Limestone 

2.309 

Non-command 

Limestone 

1.852 

Non-command 

Older Alluvium 

1.763 

Command 

Limestone 

5.827 

Command 

Older Alluvium 

6.174 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

300,000 

300,000 

120 

325,000 

300,000 

120 

120,000 

100,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

120,000 

100,000 

120 

300,000 

300,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

150,000 

90,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

150,000 

120,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


10.368 Fresh 



Sorkhand Khurd 

0831000203864700 

4.468 

Fresh 

Sorsan 

0831000203869400 

25.507 

Fresh 


Non-command 


Non-command 



Sundlak 

0831000303873400 

10.688 

Fresh 

Takha 

0831000203867300 

4.354 

Fresh 


Non-command 


Kota Barrage 



Tam Khera 

0831000203865900 

8.165 

Fresh 

Tarda 

0831000203865100 

8.302 

Fresh 


Non-command 


Non-command 


Non-command 



Teekhod 

0831000203863300 

6.446 

Fresh 

Thamli 

0831000303870600 

2.019 

Fresh 

Theekariya 

0831000203866600 

5.983 

Fresh 

Tisaya 

0831000103858000 

8.595 

Fresh 

Udpuriya 

0831000103858500 

10.114 

Fresh 


Kota Barrage 


Non-command 


Kota Barrage 


Kota Barrage 


Kota Barrage 


08004033 


Vijaipur 

0831000303870500 

2.668 

Fresh 

Adoosa 

0830000503835100 

2.472 

Fresh 

Akodiya 

0832000103977900 

3.706 

Fresh 

Alyaheri 

0830000503838200 

2.114 

Fresh 

Amalsara 

0831000203867100 

16.608 

Fresh 

Amli 

0830000503836200 

4.293 

Fresh 



Non-command 


Non-command 


Harishchandra Sagar 


Non-command 


Kota Barrage 


Harishchandra Sagar 


Non-command 


Alnia 


Non-command 



Atraliya 

0830000503836400 

2.055 

Fresh 

Awan 

0830000503839500 

14.067 

Fresh 



Baisar 

0830000503847900 

3.589 

Fresh 

Bakshpura 

0830000303815600 

7.047 

Fresh 

Balapura 

0830000303805500 

4.373 

Fresh 


Alnia 


Non-command 


Non-command 


Non-command 


Sawan Bhadon 


Non-command 


Sawan Bhadon 


Harishchandra Sagar 


Non-command 


Alnia 


Non-command 



Baloohera 

0830000503840000 

6.056 

Fresh 

Bamooli 

0830000203798000 

4.729 

Fresh 

Bamoolya Jageer 

0830000503850300 

5.883 

Fresh 


Non-command 


Non-command 


Harishchandra Sagar 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 

Number 
of Tube 
Wells 



sq.km 


(6) 

(7) 

(8) 

(9) 

Non-command 

Limestone 

8.984 

48 

Non-command 

Older Alluvium 

1.385 

7 

Non-command 

Limestone 

4.468 

27 

Non-command 

Bhander Sandstone 

2.749 

13 

Non-command 

Limestone 

0.214 

1 

Command 

Bhander Sandstone 

3.176 

15 

Command 

Limestone 

1.556 

8 

Non-command 

Older Alluvium 

0.301 

3 

Command 

Bhander Sandstone 

2.103 

2 

Command 

Limestone 

0.624 

1 

Non-command 

Bhander Sandstone 

1.627 

2 

Non-command 

Limestone 

8.165 

24 

Non-command 

Limestone 

0.184 

1 

Non-command 

Older Alluvium 

6.896 

46 

Command 

Limestone 

6.446 

- 

Non-command 

Older Alluvium 

1.130 

30 

Command 

Limestone 

5.983 

5 

Command 

Limestone 

8.595 

5 

Command 

Limestone 

8.389 

2 

Command 

Older Alluvium 

1.725 

1 

Non-command 

Older Alluvium 

1.536 

36 

Non-command 

Bhander Sandstone 

1.125 

22 

Command 

Bhander Sandstone 

3.330 

13 

Non-command 

Limestone 

2.114 

3 

Command 

Bhander Sandstone 

0.023 

- 

Command 

Limestone 

1.788 

44 

Non-command 

Limestone 

0.310 

8 

Command 

Bhander Sandstone 

1.131 

9 

Non-command 

Bhander Sandstone 

5.146 

42 

Non-command 

Limestone 

0.215 

2 

Command 

Bhander Sandstone 

0.707 

5 

Command 

Shale 

0.370 

2 

Non-command 

Bhander Sandstone 

1.057 

7 

Non-command 

Shale 

0.101 

1 

Command 

Bhander Sandstone 

7.827 

30 

Command 

Limestone 

5.334 

21 

Non-command 

Bhander Sandstone 

0.377 

1 

Non-command 

Limestone 

0.759 

3 

Command 

Bhander Sandstone 

0.837 

4 

Non-command 

Bhander Sandstone 

1.959 

9 

Non-command 

Bhander Sandstone 

0.155 

2 

Non-command 

Bhander Sandstone 

8.517 

162 

Command 

Bhander Sandstone 

5.551 

105 

Non-command 

Bhander Sandstone 

1.895 

11 

Command 

Bhander Sandstone 

4.777 

27 

Command 

Shale 

0.079 

- 

Non-command 

Bhander Sandstone 

1.517 

2 

Command 

Limestone 

0.545 

2 

Non-command 

Bhander Sandstone 

0.307 

1 

Non-command 

Limestone 

2.404 

8 

Non-command 

Bhander Sandstone 

6.056 

133 

Non-command 

Limestone 

4.729 

2 

Command 

Bhander Sandstone 

1.698 

5 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

80,000 

60,000 

120 

70,000 

60,000 

120 

90,000 

60,000 

120 

150,000 

120,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

80,000 

120 

80,000 

60,000 

120 

90,000 

80,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

80,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

80,000 

60,000 

120 

300,000 

300,000 

120 

80,000 

60,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.072 
































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Borina Kalan 


Chak Dhoolet 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Barkhera 

0830000503853900 

7.609 

Fresh 

Barkheri 

0830000503850400 

1.082 

Fresh 

Barodiya 

0830000303809100 

14.228 

Fresh 

Basyaheri 

0830000503852700 

2.203 

Fresh 


Bhanda Hera 

0830000203797700 

15.082 

Fresh 

Bhankya Kheri 

0830000503850500 

0.612 

Fresh 

Bhat Kheri 

0830000203798600 

1.544 

Fresh 



Bheenlot 

0830000303815900 

11.232 

Fresh 

Bishanpura 

0830000503846800 

4.754 

Fresh 

Borda 

0832000103982600 

27.636 

Fresh 

Boreli 

0832000103978500 

4.407 

Fresh 


0830000503851000 


5.913 Fresh 


Non-command 


Alnia 


Non-command 


Non-command 


Harishchandra Sagar 


Alnia 


Non-command 


Sawan Bhadon 


Non-command 


Harishchandra Sagar 


Kota Barrage 


Non-command 


Kota Barrage 


Non-command 


Harishchandra Sagar 


Non-command 


Non-command 


Sawan Bhadon 


Non-command 


Harishchandra Sagar 


Non-command 


Harishchandra Sagar 


Non-command 



Brijalya 

0830000503835700 

4.297 

Fresh 

Brijnagar 

0830000503833700 

6.037 

Fresh 


0830000503854600 


23.278 Fresh 


Non-command 


Alnia 


Non-command 


Harishchandra Sagar 


Non-command 



Chak Jagdishpura 

0830000503852200 

10.744 

Fresh 

Chalet 

0832000103982400 

8.823 

Fresh 



Charchriya @ Kashipura 

0830000503853500 

2.941 

Fresh 

Cheensa 

0830000203796900 

4.721 

Fresh 


Non-command 


Harishchandra Sagar 


Non-command 


Harishchandra Sagar 


Non-command 


Alnia 


Non-command 


Harishchandra Sagar 


Non-command 


Non-command 


Kota Barrage 



Choma Biboo 

0830000203798200 

4.743 

Fresh 

Choma Maliyan 

0830000203798900 

5.216 

Fresh 

Choma Moondli 

0830000203798800 

1.508 

Fresh 

Chomakot 

0830000203798100 

4.769 

Fresh 

Chonsla 

0832000103978100 

10.349 

Fresh 


Alnia 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Harishchandra Sagar 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Bhander Sandstone 

1.934 

Command 

Limestone 

1.381 

Non-command 

Limestone 

0.000 

Command 

Bhander Sandstone 

4.219 

Non-command 

Bhander Sandstone 

31.522 

Non-command 

Bhander Sandstone 

7.609 

Command 

Bhander Sandstone 

1.007 

Command 

Bhander Sandstone 

0.100 

Non-command 

Bhander Sandstone 

0.910 

Command 

Bhander Sandstone 

1.293 

Non-command 

Limestone 

12.744 

Command 

Bhander Sandstone 

0.001 

Command 

Limestone 

1.542 

Non-command 

Limestone 

0.003 

Command 

Limestone 

1.876 

Non-command 

Limestone 

0.278 

Command 

Bhander Sandstone 

4.625 

Non-command 

Bhander Sandstone 

0.768 

Non-command 

Bhander Sandstone 

9.107 

Command 

Bhander Sandstone 

4.754 

Non-command 

Bhander Sandstone 

0.316 

Command 

Bhander Sandstone 

1.047 

Non-command 

Bhander Sandstone 

0.250 

Command 

Shale 

1.967 

Non-command 

Bhander Sandstone 

0.502 

Non-command 

Shale 

2.978 

Non-command 

Bhander Sandstone 

4.491 

Non-command 

Shale 

0.179 

Non-command 

Limestone 

4.297 

Command 

Limestone 

1.781 

Non-command 

Limestone 

4.256 

Command 

Bhander Sandstone 

0.001 

Non-command 

Bhander Sandstone 

22.925 

Non-command 

Limestone 

0.352 

Non-command 

Bhander Sandstone 

10.744 

Command 

Bhander Sandstone 

1.349 

Non-command 

Bhander Sandstone 

0.293 

Command 

Bhander Sandstone 

0.408 

Non-command 

Bhander Sandstone 

0.765 

Command 

Bhander Sandstone 

2.349 

Non-command 

Bhander Sandstone 

0.002 

Command 

Limestone 

0.091 

Non-command 

Limestone 

1.024 

Non-command 

Bhander Sandstone 

2.941 

Command 

Bhander Sandstone 

0.652 

Command 

Limestone 

0.520 

Command 

Bhander Sandstone 

0.456 

Non-command 

Bhander Sandstone 

0.068 

Non-command 

Limestone 

4.743 

Non-command 

Limestone 

5.216 

Non-command 

Limestone 

1.508 

Non-command 

Limestone 

4.769 

Command 

Bhander Sandstone 

7.690 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

300,000 

300,000 

120 

80,000 

60,000 

120 

300,000 

300,000 

120 

300,000 

300,000 

120 

300,000 

300,000 

120 

300,000 

300,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

90,000 

80,000 

120 

80,000 

60,000 

120 

90,000 

80,000 

120 

80,000 

60,000 

120 

90,000 

80,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

300,000 

300,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

300,000 

300,000 

120 

300,000 

300,000 

120 

300,000 

300,000 

120 

300,000 

300,000 

120 

70,000 

60,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 



Garmori 


Ghanahera 


Ghatal 


Ghati Jageer 


Girdharpura 


Golbao 


Goojariya Heri 


Gopalpura 


Gulab Pura 


Gunjara 


Gurayta 


Gurla 


Guwavada 


Handeeta 


0830000503839900 


0830000503847400 


0830000503836300 


0830000403825100 


0831000203866900 


0830000503853000 


0830000503851500 


0830000503834500 


0830000503834400 


0830000503835200 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Danta 

0830000503854500 

8.708 

Fresh 

Danwas 

0832000103978600 

3.459 

Fresh 



Deeppura 

0830000303810100 

11.631 

Fresh 

Deganya 

0830000503840400 

6.766 

Fresh 



Deoli 

0830000503836000 

10.219 

Fresh 

Dhikoli 

0830000503838300 

7.331 

Fresh 



Dhoolet 

0830000503853700 

6.411 

Fresh 

Dhori 

0830000203799300 

3.781 

Fresh 



Dhoti 

0830000503835600 

7.495 

Fresh 

Gadari 

0830000403825200 

17.141 

Fresh 

Galana 

0830000303805400 

14.327 

Fresh 



Garda 

0830000503854300 

6.077 

Fresh 

Gardana 

0830000503837800 

8.370 

Fresh 



Non-command 


Kota Barrage 


Non-command 


Non-command 


Harishchandra Sagar 


Non-command 


Alnia 


Harishchandra Sagar 


Non-command 


Non-command 


Alnia 


Non-command 


Sawan Bhadon 


Non-command 


Kota Barrage 


Non-command 


Non-command 


Non-command 


Alnia 


Non-command 


Non-command 


Non-command 


Harishchandra Sagar 


Non-command 


Non-command 




0830000203798300 

2.636 

Fresh 

0830000503853800 

1.991 

Fresh 

0832000203996200 

9.720 

Fresh 

0830000503846600 

3.593 

Fresh 


0830000303816800 

15.103 

Fresh 

0830000503845500 

8.555 

Fresh 



Harishchandra Sagar 


Non-command 


Harishchandra Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sawan Bhadon 


Non-command 


Non-command 


Sawan Bhadon 


Kota Barrage 



6.973 

Fresh 

7.078 

Fresh 




Non-command 


Sawan Bhadon 


Non-command 


Harishchandra Sagar 


Non-command 


Kota Barrage 


Non-command 


Kota Barrage 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bhander Sandstone 

2.352 

Command 

Limestone 

0.113 

Non-command 

Limestone 

1.681 

Non-command 

Bhander Sandstone 

8.708 

Command 

Bhander Sandstone 

0.358 

Non-command 

Bhander Sandstone 

0.042 

Command 

Bhander Sandstone 

11.631 

Command 

Limestone 

0.073 

Non-command 

Limestone 

0.058 

Non-command 

Limestone 

10.219 

Command 

Limestone 

0.189 

Non-command 

Limestone 

6.309 

Command 

Limestone 

0.833 

Non-command 

Bhander Sandstone 

6.411 

Command 

Limestone 

3.443 

Non-command 

Limestone 

0.222 

Non-command 

Limestone 

7.495 

Non-command 

Limestone 

7.022 

Command 

Limestone 

0.192 

Non-command 

Limestone 

4.347 

Non-command 

Bhander Sandstone 

1.846 

Non-command 

Limestone 

4.267 

Non-command 

Bhander Sandstone 

6.077 

Command 

Limestone 

0.426 

Non-command 

Limestone 

7.674 

Non-command 

Bhander Sandstone 

0.822 

Non-command 

Limestone 

0.117 

Command 

Bhander Sandstone 

0.010 

Non-command 

Bhander Sandstone 

1.168 

Command 

Limestone 

1.198 

Non-command 

Limestone 

1.107 

Non-command 

Bhander Sandstone 

4.421 

Non-command 

Limestone 

15.168 

Non-command 

Limestone 

2.636 

Non-command 

Bhander Sandstone 

1.991 

Non-command 

Bhander Sandstone 

9.720 

Non-command 

Bhander Sandstone 

1.277 

Command 

Bhander Sandstone 

2.316 

Non-command 

Bhander Sandstone 

11.612 

Non-command 

Bhander Sandstone 

0.001 

Command 

Bhander Sandstone 

8.554 

Command 

Bhander Sandstone 

3.886 

Command 

Limestone 

0.579 

Non-command 

Bhander Sandstone 

2.053 

Command 

Bhander Sandstone 

0.025 

Non-command 

Bhander Sandstone 

6.973 

Command 

Bhander Sandstone 

0.918 

Non-command 

Bhander Sandstone 

6.160 

Command 

Limestone 

2.539 

Non-command 

Limestone 

1.902 

Command 

Limestone 

0.098 

Non-command 

Limestone 

1.926 

Non-command 

Bhander Sandstone 

3.336 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

70,000 

60,000 

120 

300,000 

300,000 

120 

300,000 

300,000 

120 

80,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

300,000 

300,000 

120 

300,000 

300,000 

120 

90,000 

60,000 

120 

120,000 

85,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

120,000 

85,000 

120 

300,000 

300,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

60,000 



Tube Wells with 
Wells Pumpset 


MCM 


( 15 ) 


0.007 


0.036 


0.612 
























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Hanotiya 

0830000203797600 

8.101 

Fresh 

Haripura Dhanriya 

0830000503846100 

3.363 

Fresh 



Haripura Manji 

0830000503834000 

2.277 

Fresh 

Heenchar 

0832000103982500 

33.677 

Fresh 



Jagalyaheri 

0830000503839100 

3.519 

Fresh 

Jagdishpura 

0830000503846400 

2.986 

Fresh 

Janakpur 

0830000203799400 

2.253 

Fresh 


Non-command 


Non-command 


Sawan Bhadon 


Non-command 


Non-command 


Harishchandra Sagar 


Non-command 


Non-command 


Sawan Bhadon 


Harishchandra Sagar 


Non-command 


Non-command 


Sawan Bhadon 


Kota Barrage 


Jatipura 

0830000203798400 

1.411 

Fresh 

Jhalara 

0830000503845400 

2.036 

Fresh 



Kacholya 

0830000503837900 

2.261 

Fresh 

Kadi Hera 

0830000303805300 

7.907 

Fresh 

Kakriya 

0830000503852800 

3.054 

Fresh 

Kalmandi 

0830000503851700 

3.290 

Fresh 

Kalya Kheri 

0830000303817000 

11.364 

Fresh 

Kandaphal 

0830000503835500 

6.048 

Fresh 

Kanpura 

0832000203996500 

17.847 

Fresh 


Non-command 


Non-command 


Sawan Bhadon 


Non-command 


Sawan Bhadon 


Non-command 


Sawan Bhadon 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kanwas 


Kareeriya 


0830000503852100 


0830000503835300 


9.104 Fresh 


4.644 Fresh 


Non-command 


Sawan Bhadon 


Harishchandra Sagar 


Non-command 



Kasar 

0830000303808700 

22.591 

Fresh 

Kathaun 

0830000503835400 

2.431 

Fresh 



Non-command 


Harishchandra Sagar 


Non-command 


Alnia 


Kesoli 

0830000503851900 

3.247 

Fresh 

Khajoori 

0830000503835900 

10.090 

Fresh 


Non-command 


Alnia 



Khajoorna 

0830000503839000 

2.429 

Fresh 

Khangaon 

0830000503839800 

4.308 

Fresh 


Harishchandra Sagar 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Limestone 

0.032 

Non-command 

Limestone 

4.136 

Non-command 

Bhander Sandstone 

3.057 

Command 

Bhander Sandstone 

0.307 

Non-command 

Bhander Sandstone 

0.639 

Non-command 

Limestone 

5.462 

Non-command 

Limestone 

2.247 

Command 

Bhander Sandstone 

0.316 

Non-command 

Bhander Sandstone 

8.550 

Non-command 

Bhander Sandstone 

0.750 

Command 

Bhander Sandstone 

3.356 

Command 

Bhander Sandstone 

0.157 

Command 

Limestone 

0.000 

Non-command 

Bhander Sandstone 

0.224 

Non-command 

Bhander Sandstone 

3.519 

Command 

Bhander Sandstone 

2.986 

Command 

Bhander Sandstone 

0.006 

Command 

Limestone 

2.174 

Non-command 

Limestone 

1.411 

Non-command 

Bhander Sandstone 

1.309 

Command 

Bhander Sandstone 

0.727 

Non-command 

Bhander Sandstone 

0.993 

Command 

Bhander Sandstone 

2.279 

Non-command 

Bhander Sandstone 

1.322 

Command 

Bhander Sandstone 

1.743 

Non-command 

Limestone 

2.261 

Non-command 

Limestone 

0.922 

Non-command 

Bhander Sandstone 

3.054 

Non-command 

Bhander Sandstone 

3.290 

Non-command 

Bhander Sandstone 

6.350 

Non-command 

Limestone 

6.048 

Non-command 

Bhander Sandstone 

17.661 

Non-command 

Limestone 

0.185 

Non-command 

Bhander Sandstone 

0.736 

Command 

Bhander Sandstone 

8.368 

Command 

Limestone 

0.135 

Non-command 

Bhander Sandstone 

0.715 

Non-command 

Limestone 

0.539 

Non-command 

Bhander Sandstone 

3.938 

Command 

Limestone 

0.060 

Non-command 

Limestone 

2.355 

Command 

Bhander Sandstone 

3.667 

Command 

Limestone 

0.017 

Non-command 

Bhander Sandstone 

3.247 

Command 

Bhander Sandstone 

2.399 

Command 

Limestone 

0.976 

Non-command 

Bhander Sandstone 

1.137 

Non-command 

Limestone 

5.578 

Command 

Bhander Sandstone 

0.016 

Non-command 

Bhander Sandstone 

1.081 

Non-command 

Bhander Sandstone 

2.429 

Non-command 

Bhander Sandstone 

1.831 

Non-command 

Limestone 

1.271 



with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

90,000 

60,000 

120 

300,000 

300,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

300,000 

300,000 

120 

300,000 

300,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

150,000 

120,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

60,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 





































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Khanpuriya 

0830000303809500 

11.206 

Fresh 

Kharipur 

0830000503838500 

3.037 

Fresh 


Sawan Bhadon 


Non-command 


Alnia 



Kherli Gurla 

0830000503834600 

2.161 

Fresh 

Kherli Kakoonya 

0830000503838000 

3.803 

Fresh 



Harishchandra Sagar 


Non-command 


Non-command 


Sawan Bhadon 


Kota Barrage 


Harishchandra Sagar 


Harishchandra Sagar 


Non-command 


Harishchandra Sagar 


Non-command 


Non-command 


Khodya Kheri 

0830000503838700 

7.045 

Fresh 

Kishanpura 

0830000503850900 

7.879 

Fresh 


0830000503854200 

3.915 

Fresh 

0832000203996100 

3.971 

Fresh 


Non-command 


Harishchandra Sagar 


Non-command 


Non-command 


Non-command 


Kishor Sagar 

0830000503852300 

30.578 

Fresh 

Kishorpura 

0830000503845900 

11.343 

Fresh 

Kolanajageer 

0830000503846700 

1.134 

Fresh 

Kolani 

0830000503846500 

1.687 

Fresh 


Kot Baori 

0830000503839200 

0.790 

Fresh 

Kotri 

0830000503847600 

9.096 

Fresh 



Laxmipura 


Loda Hera 


Madariya 


Madhopur 


3.127 Fresh 


18.123 Fresh 


Kurariya Kalan 

0830000503836600 

1.615 

Fresh 

Kushalipuramajrakhatipur 

0830000503833900 

7.157 

Fresh 

Ladpura 

0830000503839400 

8.864 

Fresh 

Lala Hera 

0830000503840300 

6.517 

Fresh 


Non-command 


Non-command 


Sawan Bhadon 


Non-command 


Sawan Bhadon 


Non-command 


Harishchandra Sagar 


Non-command 


Harishchandra Sagar 


Non-command 


Alnia 


Non-command 


Non-command 


Non-command 


Non-command 


Harishchandra Sagar 



0830000503844800 


5.670 Fresh 



0830000503854100 

4.837 

Fresh 

0830000503853400 

2.559 

Fresh 

0830000503854000 

2.908 

Fresh 

0830000503846300 

1.481 

Fresh 


Non-command 


Harishchandra Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Bhander Sandstone 

1.206 

Non-command 

Bhander Sandstone 

2.791 

Command 

Bhander Sandstone 

1.722 

Command 

Limestone 

0.042 

Non-command 

Bhander Sandstone 

0.515 

Non-command 

Limestone 

0.759 

Command 

Bhander Sandstone 

0.565 

Non-command 

Bhander Sandstone 

0.290 

Non-command 

Bhander Sandstone 

2.087 

Command 

Bhander Sandstone 

1.629 

Command 

Limestone 

2.161 

Command 

Bhander Sandstone 

0.016 

Command 

Limestone 

0.037 

Non-command 

Bhander Sandstone 

0.677 

Non-command 

Limestone 

3.068 

Command 

Limestone 

0.165 

Non-command 

Limestone 

3.542 

Command 

Bhander Sandstone 

0.104 

Non-command 

Bhander Sandstone 

0.396 

Non-command 

Bhander Sandstone 

1.708 

Non-command 

Limestone 

1.991 

Non-command 

Bhander Sandstone 

7.045 

Command 

Shale 

0.381 

Non-command 

Shale 

0.003 

Non-command 

Bhander Sandstone 

3.915 

Non-command 

Bhander Sandstone 

3.527 

Non-command 

Limestone 

0.444 

Non-command 

Bhander Sandstone 

26.672 

Non-command 

Bhander Sandstone 

11.343 

Command 

Bhander Sandstone 

1.134 

Non-command 

Bhander Sandstone 

0.886 

Command 

Bhander Sandstone 

0.802 

Non-command 

Bhander Sandstone 

0.790 

Command 

Bhander Sandstone 

1.477 

Command 

Shale 

0.069 

Non-command 

Bhander Sandstone 

2.456 

Command 

Bhander Sandstone 

1.287 

Command 

Shale 

0.751 

Non-command 

Bhander Sandstone 

1.054 

Command 

Limestone 

0.170 

Non-command 

Limestone 

17.953 

Non-command 

Bhander Sandstone 

0.021 

Non-command 

Limestone 

7.157 

Non-command 

Bhander Sandstone 

8.864 

Command 

Bhander Sandstone 

0.000 

Command 

Limestone 

0.259 

Non-command 

Limestone 

0.194 

Command 

Bhander Sandstone 

0.029 

Non-command 

Bhander Sandstone 

0.041 

Non-command 

Bhander Sandstone 

4.837 

Non-command 

Bhander Sandstone 

2.559 

Non-command 

Bhander Sandstone 

2.908 

Non-command 

Bhander Sandstone 

1.481 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

80,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

80,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 





























































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


6.409 Fresh 


Mamor 

0830000503847500 

9.163 

Fresh 

Mandana 

0830000303810400 

47.888 

Fresh 

Mandlya Heri 

0830000503846200 

2.674 

Fresh 

Mandoohera 

0830000503847300 

2.653 

Fresh 

Mangalpura 

0830000503839300 

1.551 

Fresh 

Mashal Pura 

0832000203996300 

10.453 

Fresh 


Harishchandra Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Mohanpura 

0830000503838900 

12.312 

Fresh 

Moi Khurd 

0830000503850700 

5.916 

Fresh 

Moru Kalan 

0830000503852500 

77.390 

Fresh 


Non-command 


Harishchandra Sagar 


Non-command 



Moru Khurd 

0830000503852400 

9.244 

Fresh 

Moryaheri 

0830000503834100 

2.646 

Fresh 

Mukundpura 

0830000303810500 

2.437 

Fresh 

Nahariya 

0830000503845000 

7.409 

Fresh 


Nalodi 

0830000503854400 

4.000 

Fresh 

Narayanpura 

0832000203997300 

11.779 

Fresh 


Sawan Bhadon 


Non-command 


Non-command 


Non-command 


Harishchandra Sagar 


Non-command 


Non-command 


Non-command 


Neem Kheri 

0830000503853300 

1.845 

Fresh 

Neemkheri 

0830000303815700 

1.672 

Fresh 

Niyana 

0830000503839700 

1.550 

Fresh 



Non-command 


Non-command 


Non-command 


Sawan Bhadon 


Kota Barrage 



Palahera 

0830000503845100 

7.379 

Fresh 

Palaytha 

0831000203866700 

25.515 

Fresh 


Non-command 


Kota Barrage 


Palkya 

0830000503836500 

3.275 

Fresh 

Panahera 

0830000503847200 

3.151 

Fresh 

Parlya 

0830000303809800 

0.986 

Fresh 

Peepal Heri 

0830000303809300 

2.162 

Fresh 



Rajpura 


Non-command 


Non-command 


Alnia 


Alnia 


Non-command 


Non-command 



Peetampura 

0830000503845800 

4.259 

Fresh 

Phata Khera 

0830000303815800 

5.592 

Fresh 

Rajgarh 

0830000503834900 

5.877 

Fresh 


Non-command 


Non-command 


Kota Barrage 


Non-command 



0830000303805200 

12.391 

Fresh 

0830000503839600 

4.940 

Fresh 


Non-command 


Non-command 



0832000203996600 


14.145 Fresh 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Limestone 

0.347 

Non-command 

Limestone 

0.002 

Non-command 

Bhander Sandstone 

9.163 

Non-command 

Bhander Sandstone 

46.214 

Non-command 

Bhander Sandstone 

2.674 

Non-command 

Bhander Sandstone 

2.653 

Non-command 

Bhander Sandstone 

1.551 

Non-command 

Bhander Sandstone 

4.943 

Non-command 

Limestone 

1.850 

Non-command 

Bhander Sandstone 

12.312 

Command 

Shale 

0.000 

Non-command 

Bhander Sandstone 

50.802 

Non-command 

Limestone 

0.084 

Command 

Bhander Sandstone 

0.381 

Non-command 

Bhander Sandstone 

0.040 

Non-command 

Limestone 

2.646 

Non-command 

Bhander Sandstone 

0.953 

Command 

Bhander Sandstone 

0.020 

Non-command 

Bhander Sandstone 

0.794 

Non-command 

Bhander Sandstone 

4.000 

Non-command 

Bhander Sandstone 

0.126 

Non-command 

Limestone 

1.082 

Non-command 

Bhander Sandstone 

1.845 

Non-command 

Bhander Sandstone 

1.007 

Non-command 

Bhander Sandstone 

0.663 

Command 

Bhander Sandstone 

0.887 

Command 

Bhander Sandstone 

1.031 

Command 

Limestone 

1.099 

Command 

Bhander Sandstone 

2.028 

Command 

Limestone 

0.039 

Non-command 

Bhander Sandstone 

7.379 

Command 

Bhander Sandstone 

0.963 

Command 

Limestone 

1.819 

Non-command 

Bhander Sandstone 

1.765 

Non-command 

Bhander Sandstone 

3.151 

Command 

Bhander Sandstone 

0.986 

Command 

Bhander Sandstone 

2.063 

Non-command 

Bhander Sandstone 

0.067 

Non-command 

Bhander Sandstone 

3.100 

Non-command 

Limestone 

3.086 

Command 

Bhander Sandstone 

0.393 

Command 

Limestone 

1.996 

Non-command 

Bhander Sandstone 

4.259 

Non-command 

Bhander Sandstone 

5.268 

Command 

Limestone 

0.485 

Non-command 

Bhander Sandstone 

0.723 

Non-command 

Limestone 

2.040 

Non-command 

Limestone 

0.502 

Non-command 

Bhander Sandstone 

0.001 

Non-command 

Limestone 

0.238 

Command 

Bhander Sandstone 

2.457 

Command 

Limestone 

2.244 

Non-command 

Bhander Sandstone 

7.389 


with 

Pumpset 


(9) (10) 


9 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

80,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

300,000 

300,000 

120 

120,000 

100,000 

120 

300,000 

300,000 

120 

80,000 

60,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

150,000 

120,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 












































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Ramgarh 

0830000503834700 

0.751 

Fresh 

Ramri 

0830000203798700 

1.469 

Fresh 

Rel 

0830000203799100 

9.476 

Fresh 

Roopahera 

0830000503845200 

4.175 

Fresh 

Rugghi 

0830000203797000 

5.474 

Fresh 


Kota Barrage 


Non-command 


Non-command 


Non-command 


Kota Barrage 


Saderi 


0830000203799000 


2.784 Fresh 


Salaunya 

0830000503834800 

0.897 

Fresh 

Saloniya 

0830000503851800 

5.548 

Fresh 

Samad Kheri 

0832000103978200 

2.053 

Fresh 



Sarkhandiya 

0832000103977800 

5.762 

Fresh 

Sarola 

0830000503847100 

6.252 

Fresh 

Sarola Bhankya Kheri 

0832000103978000 

1.271 

Fresh 

Sawan Bhadon 

0830000503845700 

3.820 

Fresh 



Seemalya 


Shankarpura 


0830000303809600 


5.900 Fresh 


Singh Pura 

0830000303816900 

5.537 

Fresh 

Suwana 

0830000203797800 

8.710 

Fresh 

Tahla 

0830000203797900 

2.028 

Fresh 

Tarkasya 

0830000503851300 

3.375 

Fresh 


Kota Barrage 


Non-command 


Kota Barrage 


Non-command 


Harishchandra Sagar 


Non-command 


Non-command 


Sawan Bhadon 


Harishchandra Sagar 


Non-command 


Harishchandra Sagar 


Non-command 


Sawan Bhadon 


Alnia 


Non-command 


Non-command 


Sawan Bhadon 


Alnia 


Non-command 


Non-command 


Non-command 


Non-command 


Harishchandra Sagar 


Non-command 



Tolya 

0830000503853100 

2.647 

Fresh 

Toomra 

0830000503833600 

3.753 

Fresh 

Tosya 

0830000503853200 

2.546 

Fresh 

Umarheri 

0830000503838100 

1.340 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


08004034 


Ummed Pura 

0832000103978300 

5.809 

Fresh 

Urna 

0830000503838800 

5.473 

Fresh 

Vijaipur 

0830000503847800 

2.458 

Fresh 


Harishchandra Sagar 


Non-command 


Harishchandra Sagar 



Zalimpura 

0830000503846000 

3.911 

Fresh 

Bakshpura 

0830000303815600 

7.047 

Fresh 

Beel Kheri 

0830000303816700 

2.451 

Fresh 

Bhanwariya 

0830000303816600 

2.141 

Fresh 

Bheenlot 

0830000303815900 

11.232 

Fresh 

Dadwara 

0830000303817200 

5.917 

Fresh 

Daulatpura 

0830000303815500 

2.171 

Fresh 

Dobara 

0830000303817600 

6.686 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Limestone 

1.685 

Command 

Limestone 

0.452 

Non-command 

Limestone 

1.469 

Non-command 

Limestone 

6.148 

Non-command 

Bhander Sandstone 

4.175 

Command 

Bhander Sandstone 

2.357 

Command 

Limestone 

0.092 

Command 

Limestone 

0.778 

Non-command 

Limestone 

2.006 

Command 

Limestone 

0.217 

Non-command 

Bhander Sandstone 

5.548 

Command 

Bhander Sandstone 

1.458 

Non-command 

Bhander Sandstone 

0.429 

Non-command 

Bhander Sandstone 

3.064 

Command 

Bhander Sandstone 

0.330 

Command 

Bhander Sandstone 

0.373 

Non-command 

Bhander Sandstone 

6.252 

Command 

Bhander Sandstone 

0.197 

Non-command 

Bhander Sandstone 

1.005 

Command 

Bhander Sandstone 

2.816 

Command 

Bhander Sandstone 

2.580 

Non-command 

Bhander Sandstone 

8.072 

Non-command 

Bhander Sandstone 

1.445 

Command 

Bhander Sandstone 

2.027 

Command 

Bhander Sandstone 

1.595 

Non-command 

Bhander Sandstone 

3.464 

Non-command 

Bhander Sandstone 

1.729 

Non-command 

Limestone 

8.710 

Non-command 

Limestone 

2.028 

Command 

Bhander Sandstone 

0.018 

Non-command 

Bhander Sandstone 

3.351 

Non-command 

Shale 

0.006 

Non-command 

Bhander Sandstone 

0.008 

Non-command 

Limestone 

3.476 

Non-command 

Bhander Sandstone 

2.647 

Non-command 

Limestone 

3.138 

Non-command 

Bhander Sandstone 

2.546 

Non-command 

Bhander Sandstone 

0.050 

Non-command 

Limestone 

1.290 

Command 

Bhander Sandstone 

3.599 

Non-command 

Bhander Sandstone 

5.473 

Command 

Bhander Sandstone 

0.404 

Command 

Shale 

0.601 

Non-command 

Bhander Sandstone 

1.266 

Non-command 

Shale 

0.188 

Non-command 

Bhander Sandstone 

3.911 

Non-command 

Bhander Sandstone 

3.494 

Non-command 

Bhander Sandstone 

2.451 

Non-command 

Bhander Sandstone 

2.141 

Non-command 

Bhander Sandstone 

2.124 

Non-command 

Bhander Sandstone 

5.917 

Non-command 

Bhander Sandstone 

0.023 

Non-command 

Bhander Sandstone 

6.686 


with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

300,000 

300,000 

120 

300,000 

300,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

300,000 

300,000 

120 

300,000 

300,000 

120 

300,000 

300,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

300,000 

300,000 

120 

300,000 

300,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

80,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

80,000 

120 

80,000 

60,000 

120 

90,000 

80,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 











































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


35.254 Fresh 



Gopalpura 

0830000303816800 

15.103 

Fresh 

Haripura 

0830000303816200 

2.946 

Fresh 

Jhamra 

0830000303816500 

5.388 

Fresh 

Kalya Kheri 

0830000303817000 

11.364 

Fresh 

Kanwarpura 

0830000303816100 

2.772 

Fresh 

Kishor Sagar 

0830000503852300 

30.578 

Fresh 

Kothal 

0830000303817300 

1.749 

Fresh 

Laxmipura 

0830000303816400 

3.485 

Fresh 

Mandirgarh 

0830000303814900 

16.691 

Fresh 

Manpura 

0830000303815400 

3.127 

Fresh 

Meenya Kheri 

0830000403819000 

6.569 

Fresh 

Mohan Pura 

0830000303815200 

1.963 

Fresh 

Moru Kalan 

0830000503852500 

77.390 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Moru Khurd 

0830000503852400 

9.244 

Fresh 

Mukundara 

0830000403818700 

21.511 

Fresh 


Non-command 


Non-command 


08004035 


Nayagaon 

0830000303817500 

0.743 

Fresh 

Neemkheri 

0830000303815700 

1.672 

Fresh 

Padampura 

0830000303817400 

2.469 

Fresh 

Phata Khera 

0830000303815800 

5.592 

Fresh 

Ranwatha 

0830000303816300 

10.493 

Fresh 

Singh Pura 

0830000303816900 

5.537 

Fresh 

Sohan Pura 

0830000303815300 

1.995 

Fresh 

Tholpura 

0830000303817100 

2.321 

Fresh 

Ummedpura 

0830000303816000 

4.814 

Fresh 

Akodiya 

0832000204008100 

3.310 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Akwasa 

0832000204012300 

2.987 

Fresh 

Bagdar 

0832000204005300 

2.975 

Fresh 

Bagwara 

0832000204019000 

1.353 

Fresh 

Bakshpura 

0832000204005400 

1.424 

Fresh 

Balgarh 

0832000203998800 

2.252 

Fresh 

Bali 

0832000204011300 

3.915 

Fresh 

Balya Kheri 

0832000204001000 

0.789 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Baori Khera Antri 

0832000203999300 

1.930 

Fresh 

Bar Bar 

0832000204024400 

3.109 

Fresh 

Barbela 

0832000204008400 

3.696 

Fresh 


Non-command 


Non-command 


Non-command 



Barkheri 


0832000204019100 


1.541 Fresh Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bhander Sandstone 

0.143 

Non-command 

Limestone 

7.978 

Non-command 

Bhander Sandstone 

3.492 

Non-command 

Bhander Sandstone 

2.339 

Non-command 

Bhander Sandstone 

1.479 

Non-command 

Bhander Sandstone 

5.014 

Non-command 

Bhander Sandstone 

2.562 

Non-command 

Bhander Sandstone 

3.906 

Non-command 

Bhander Sandstone 

1.738 

Non-command 

Bhander Sandstone 

0.038 

Non-command 

Bhander Sandstone 

7.585 

Non-command 

Bhander Sandstone 

1.533 

Non-command 

Bhander Sandstone 

0.268 

Non-command 

Bhander Sandstone 

1.399 

Non-command 

Bhander Sandstone 

25.056 

Non-command 

Limestone 

1.062 

Non-command 

Bhander Sandstone 

9.204 

Non-command 

Bhander Sandstone 

9.050 

Non-command 

Limestone 

0.212 

Non-command 

Bhander Sandstone 

0.743 

Non-command 

Bhander Sandstone 

0.665 

Non-command 

Bhander Sandstone 

2.469 

Non-command 

Bhander Sandstone 

0.324 

Non-command 

Bhander Sandstone 

9.341 

Non-command 

Bhander Sandstone 

3.809 

Non-command 

Bhander Sandstone 

1.986 

Non-command 

Bhander Sandstone 

2.321 

Non-command 

Bhander Sandstone 

4.814 

Non-command 

Bhander Sandstone 

0.738 

Non-command 

Deccan Traps 

2.221 

Non-command 

Deccan Traps 

2.987 

Non-command 

Limestone 

2.960 

Non-command 

Deccan Traps 

0.578 

Non-command 

Limestone 

1.424 

Non-command 

Limestone 

0.396 

Non-command 

Deccan Traps 

3.915 

Non-command 

Bhander Sandstone 

0.774 

Non-command 

Deccan Traps 

0.009 

Non-command 

Limestone 

0.006 

Non-command 

Deccan Traps 

3.028 

Non-command 

Limestone 

1.952 

Non-command 

Deccan Traps 

0.485 

Non-command 

Limestone 

0.066 

Non-command 

Bhander Sandstone 

1.181 

Non-command 

Limestone 

4.476 

Non-command 

Limestone 

0.634 

Non-command 

Deccan Traps 

3.109 

Non-command 

Bhander Sandstone 

2.428 

Non-command 

Deccan Traps 

1.145 

Non-command 

Limestone 

0.123 

Non-command 

Bhander Sandstone 

0.532 

Non-command 

Deccan Traps 

0.511 

Non-command 

Deccan Traps 

0.413 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

60,000 

120 

120,000 

85,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

120,000 

85,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

50,000 

50,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

50,000 

50,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

50,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 


(14) (15) 




0.011 0.008 


0.634 



0.194 

0.194 

0.050 

0.050 



0.119 

0.119 

0.101 

0.101 

0.016 

0.016 


0.014 

0.014 

0.043 

0.054 

- 

- i 

0.264 

0.276 

0.295 

0.327 

0.103 

0.108 

0.014 

0.014 

0.158 

0.169 

0.113 

0.113 

0.084 

0.084 














































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Beelwa 

0832000204012700 

3.188 

Fresh 

Beenda 

0832000204011700 

5.417 

Fresh 

Bhanwariya 

0832000204000700 

3.159 

Fresh 


Bramhpura 


Chandiya Kheri 


Chandloi 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 



Bhanwrasi 

0832000204008900 

3.564 

Fresh 

Bhavpura 

0832000204021100 

1.104 

Fresh 

Bhojia Kheri 

0832000204025100 

0.517 

Fresh 

Bhumara 

0832000204028600 

10.585 

Fresh 


Bhumari 

0832000204028500 

2.992 

Fresh 

Biriya Kheri Kalan 

0832000204004700 

3.432 

Fresh 

Boodh Mandawar 

0832000204000200 

8.227 

Fresh 


Non-command 


Non-command 


Non-command 


Chauli 


Non-command 


Chauli 


Non-command 


Non-command 



Bor Kheri 

0832000204019900 

1.026 

Fresh 

Borda 

0832000103982600 

27.636 

Fresh 


Non-command 


Non-command 



0832000204011800 

6.390 

Fresh 

0832000204025500 

2.055 

Fresh 

0832000204004900 

1.838 

Fresh 

0832000204004800 

2.787 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Changeri 


Chariya Kheri 


0832000204000000 


8.857 Fresh 


Non-command 



Dabal 

0832000604097300 

7.453 

Fresh 

Dadwara 

0832000204006500 

2.070 

Fresh 

Deenya Kheri 

0832000204021200 

2.485 

Fresh 

Deetya Kheri 

0832000204012000 

4.683 

Fresh 

Deewri 

0832000204020200 

2.530 

Fresh 

Deo Doongri 

0832000204023900 

2.004 

Fresh 

Deoli 

0832000204019600 

4.635 

Fresh 

Devri 

0832000204003100 

5.281 

Fresh 

Dhabli Kalan 

0832000204011500 

5.360 

Fresh 

Dhanoda 

0832000204005900 

2.961 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Donda 

0832000204011400 

4.445 

Fresh 

Dudhaliya 

0832000204021500 

3.878 

Fresh 

Durgpura 

0832000203999100 

10.884 

Fresh 


Non-command 


Non-command 


Non-command 


Fatehpura 

0832000204006800 

0.388 

Fresh 

Fozal Pura 

0832000203999400 

2.713 

Fresh 

Gadiya 

0832000604096500 

5.880 

Fresh 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Deccan Traps 

3.157 

Non-command 

Deccan Traps 

5.417 

Non-command 

Bhander Sandstone 

0.049 

Non-command 

Deccan Traps 

3.092 

Non-command 

Limestone 

0.019 

Non-command 

Deccan Traps 

3.164 

Non-command 

Limestone 

4.835 

Non-command 

Deccan Traps 

3.564 

Non-command 

Deccan Traps 

1.104 

Non-command 

Deccan Traps 

0.118 

Command 

Deccan Traps 

0.166 

Non-command 

Deccan Traps 

0.076 

Command 

Deccan Traps 

0.001 

Non-command 

Deccan Traps 

3.432 

Non-command 

Bhander Sandstone 

2.230 

Non-command 

Deccan Traps 

1.079 

Non-command 

Limestone 

3.747 

Non-command 

Deccan Traps 

1.026 

Non-command 

Bhander Sandstone 

0.890 

Non-command 

Limestone 

1.960 

Non-command 

Deccan Traps 

6.390 

Non-command 

Deccan Traps 

0.111 

Non-command 

Deccan Traps 

1.838 

Non-command 

Deccan Traps 

2.545 

Non-command 

Limestone 

0.241 

Non-command 

Bhander Sandstone 

0.807 

Non-command 

Limestone 

6.914 

Non-command 

Bhander Sandstone 

1.176 

Non-command 

Limestone 

0.201 

Non-command 

Deccan Traps 

0.327 

Non-command 

Limestone 

0.906 

Non-command 

Deccan Traps 

7.453 

Non-command 

Deccan Traps 

2.070 

Non-command 

Deccan Traps 

2.485 

Non-command 

Deccan Traps 

4.683 

Non-command 

Deccan Traps 

2.530 

Non-command 

Deccan Traps 

2.004 

Non-command 

Deccan Traps 

2.903 

Non-command 

Deccan Traps 

2.033 

Non-command 

Deccan Traps 

5.360 

Non-command 

Bhander Sandstone 

0.008 

Non-command 

Limestone 

2.953 

Non-command 

Bhander Sandstone 

1.142 

Non-command 

Limestone 

1.317 

Non-command 

Bhander Sandstone 

0.896 

Non-command 

Limestone 

0.822 

Non-command 

Deccan Traps 

4.445 

Non-command 

Deccan Traps 

3.878 

Non-command 

Bhander Sandstone 

0.180 

Non-command 

Limestone 

0.690 

Non-command 

Deccan Traps 

0.363 

Non-command 

Limestone 

1.655 

Non-command 

Deccan Traps 

2.150 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

45,000 

45,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

50,000 

50,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

45,000 

45,000 

120 

50,000 

50,000 

120 

45,000 

45,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

80,000 

55,000 

120 

45,000 

45,000 

120 

50,000 

50,000 

120 

45,000 

45,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

45,000 

45,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

50,000 

50,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

80,000 

55,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.221 


0.254 




0.173 

0.178 

0.346 

0.357 

0.162 

0.167 

0.150 

0.150 

0.018 

0.018 

0.006 

0.006 

0.006 

0.006 


0.324 

0.324 

0.079 

0.111 

0.027 

0.032 

0.137 

0.180 

0.138 

0.138 


0.007 

0.017 

0.351 

0.351 

0.024 

0.024 

0.130 

0.130 

0.416 

0.416 

0.050 

0.050 

0.014 

0.014 

0.115 

0.126 

0.058 

0.080 

0.007 

0.007 

0.022 

0.022 

0.079 

0.079 

0.634 

0.634 

0.103 

0.103 

0.126 

0.132 

0.313 

0.313 

0.006 

0.012 

0.348 

0.348 

0.138 

0.144 

0.097 

0.102 

0.394 

0.394 

- 

- 

0.036 

0.047 

0.014 

0.014 

0.014 

0.014 

0.014 

0.025 

0.007 

0.018 

0.637 

0.637 

0.516 

0.528 

0.014 

0.014 

0.043 

0.043 

0.011 

0.011 

- 

- 

0.264 

0.274 



























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Gadiya Kund 

0832000204012600 

0.939 

Fresh 

Gagron 

0832000203996700 

4.047 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Ganeshpura 

0832000204025000 

3.145 

Fresh 

Gaonri 

0832000203997000 

8.348 

Fresh 


Gara Gaon 


Ghatlai 


Girdharpura 


Non-command 


Non-command 



0832000204001500 

0.649 

Fresh 

0832000204020800 

1.259 

Fresh 

0832000204006700 

0.735 

Fresh 

0832000204006000 

2.973 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Gopal Pura 

0832000204023700 

1.515 

Fresh 

Gopalpura 

0832000203998900 

1.585 

Fresh 

Gordhan Niwas 

0832000204002900 

3.069 

Fresh 


Non-command 


Non-command 


Non-command 


Gordhanpura 

0832000204000600 

2.074 

Fresh 

Govindpura 

0832000204005600 

3.699 

Fresh 


Guradiya 


Gurha 


Guwari Kalan 


Guwari Khurd 


Gwal Doongri 


Harigarh 


Haripura 


Non-command 


Non-command 



0832000204019700 

5.699 

Fresh 

0832000604096300 

3.673 

Fresh 

0832000204001600 

1.944 

Fresh 

0832000203999900 

1.019 

Fresh 

0832000203999800 

1.108 

Fresh 

0832000204006600 

1.003 

Fresh 

0832000103983500 

25.091 

Fresh 

0832000204008000 

1.185 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Heenchar 


0832000204020600 

2.811 

Fresh 

0832000103982500 

33.677 

Fresh 


Non-command 


Non-command 


Iktasa 

0832000204013300 

4.498 

Fresh 

Jagannathpuri 

0832000204011200 

7.650 

Fresh 

Jarel 

0832000204009100 

3.564 

Fresh 

Jetpura 

0832000204012200 

1.748 

Fresh 

Jhalarpathan (M) 

0832000243202000 

21.473 

Fresh 


Jheenta Pura 


Jhirniya 


Jhoomki 


Kalakot 


Kalmandi Khurd 


Kalyan Pura 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0832000204012900 

2.363 

Fresh 

0832000204025200 

2.357 

Fresh 

0832000604096600 

2.897 

Fresh 

0832000204011100 

7.638 

Fresh 

0832000204009600 

2.800 

Fresh 

0832000204002000 

5.238 

Fresh 

0832000204012800 

1.427 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kamalpura 

0832000204024300 

2.077 

Fresh 

Karma Kheri 

0832000204004400 

0.840 

Fresh 

Khairasi 

0832000204000800 

2.534 

Fresh 


Non-command 


Non-command 


Non-command 


Khandiya 


0832000204001400 


4.267 Fresh 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Deccan Traps 

0.939 

Non-command 

Bhander Sandstone 

0.131 

Non-command 

Limestone 

2.672 

Non-command 

Deccan Traps 

0.071 

Non-command 

Bhander Sandstone 

0.551 

Non-command 

Limestone 

0.059 

Non-command 

Limestone 

0.649 

Non-command 

Deccan Traps 

1.259 

Non-command 

Deccan Traps 

0.735 

Non-command 

Bhander Sandstone 

0.105 

Non-command 

Limestone 

2.868 

Non-command 

Bhander Sandstone 

0.040 

Non-command 

Limestone 

0.100 

Non-command 

Deccan Traps 

1.515 

Non-command 

Limestone 

0.597 

Non-command 

Deccan Traps 

1.581 

Non-command 

Limestone 

1.488 

Non-command 

Deccan Traps 

2.074 

Non-command 

Bhander Sandstone 

0.505 

Non-command 

Limestone 

3.193 

Non-command 

Deccan Traps 

5.217 

Non-command 

Deccan Traps 

0.062 

Non-command 

Limestone 

1.944 

Non-command 

Limestone 

1.019 

Non-command 

Limestone 

1.108 

Non-command 

Deccan Traps 

1.003 

Non-command 

Limestone 

0.043 

Non-command 

Bhander Sandstone 

1.082 

Non-command 

Deccan Traps 

0.000 

Non-command 

Deccan Traps 

2.811 

Non-command 

Bhander Sandstone 

2.462 

Non-command 

Limestone 

2.531 

Non-command 

Bhander Sandstone 

0.060 

Non-command 

Deccan Traps 

7.650 

Non-command 

Deccan Traps 

3.564 

Non-command 

Deccan Traps 

1.747 

Non-command 

Deccan Traps 

0.602 

Non-command 

Limestone 

20.870 

Non-command 

Bhander Sandstone 

5.285 

Non-command 

Limestone 

5.754 

Non-command 

Deccan Traps 

1.315 

Non-command 

Deccan Traps 

1.371 

Non-command 

Deccan Traps 

0.145 

Non-command 

Deccan Traps 

7.638 

Non-command 

Deccan Traps 

2.800 

Non-command 

Limestone 

0.623 

Non-command 

Bhander Sandstone 

0.071 

Non-command 

Deccan Traps 

1.206 

Non-command 

Deccan Traps 

2.077 

Non-command 

Deccan Traps 

0.840 

Non-command 

Bhander Sandstone 

0.109 

Non-command 

Deccan Traps 

2.426 

Non-command 

Bhander Sandstone 

0.404 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

50,000 

50,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

50,000 

50,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

50,000 

50,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

50,000 

50,000 

120 

80,000 

55,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

50,000 

50,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

45,000 

45,000 

120 

45,000 

45,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

50,000 

50,000 

120 

80,000 

55,000 

120 

45,000 

45,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

50,000 

50,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

90,000 

60,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.221 

0.232 

- 

- 

0.007 

0.018 

0.006 

0.006 



0.014 

0.036 

0.114 

0.114 

0.032 

0.032 

0.014 

0.014 

0.338 

0.370 



0.252 

0.252 

0.014 

0.014 

0.059 

0.064 

0.072 

0.072 

0.103 

0.119 

0.079 

0.079 

0.482 

0.493 

0.174 

0.180 

0.007 

0.007 

0.007 

0.007 

0.079 

0.111 

0.029 

0.029 

0.119 

0.119 


0.038 

0.038 

0.014 

0.014 
































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 



Kishanpura Bhanwrasi 


Kolana 


Kotghati 


Kothla Ghati 


Kotra Kunja 


Kundbari 


Kuwabhao @ Bhopatpura 


Lakshmi Pura 


Lalya Kheri 


Madhopur 


Malipura 


Manda 


Mandawar 


3.015 Fresh Non-command 


1.702 Fresh Non-command 


2.477 Fresh Chauli 


Non-command 


4.701 Fresh Non-command 



0832000204004200 

0.851 

Fresh 

0832000204021000 

1.109 

Fresh 

0832000204009000 

1.764 

Fresh 

0832000204001100 

2.874 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 




0832000204020900 

1.904 

Fresh 

0832000204025600 

5.789 

Fresh 

0832000204000300 

0.561 

Fresh 

0832000203996800 

1.015 

Fresh 

0832000204024700 

3.486 

Fresh 

0832000204012500 

0.799 

Fresh 

0832000204007100 

6.641 

Fresh 

0832000204024200 

1.699 

Fresh 

0832000204024000 

1.524 

Fresh 

0832000204005200 

3.164 

Fresh 

0832000204005500 

2.012 

Fresh 

0832000204010900 

4.336 

Fresh 

0832000204000400 

9.878 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Mangal 


Manpura 



0832000204009200 

3.777 

Fresh 

0832000203999600 

1.554 

Fresh 

0832000204019200 

4.140 

Fresh 

0832000204007900 

0.661 

Fresh 


Molakya Kalan 

0832000204027900 

4.348 

Fresh 

Moondaliya Kheri 

0832000204004600 

2.207 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Mori 

0832000204013100 

2.113 

Fresh 

Moriya Kheri 

0832000204008600 

0.494 

Fresh 

Moti Pura 

0832000204002600 

3.419 

Fresh 

Motya Doongri 

0832000204012400 

1.802 

Fresh 

Munderi 

0832000204001300 

1.804 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Nahardi 

0832000204011900 

2.575 

Fresh 

Napanya Goojaran 

0832000204020700 

2.537 

Fresh 

Narayan Khera 

0832000204004300 

2.807 

Fresh 

Nasirabad 

0832000204020500 

5.521 

Fresh 

Nayapura 

0832000204011000 

3.274 

Fresh 

Neemoda 

0832000204003000 

3.732 

Fresh 

Nolav 

0832000203996900 

4.580 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Limestone 

3.862 

Non-command 

Deccan Traps 

2.513 

Non-command 

Limestone 

0.012 

Non-command 

Bhander Sandstone 

0.398 

Non-command 

Deccan Traps 

1.304 

Command 

Deccan Traps 

0.001 

Non-command 

Deccan Traps 

0.732 

Non-command 

Bhander Sandstone 

2.038 

Non-command 

Deccan Traps 

0.033 

Non-command 

Limestone 

2.629 

Non-command 

Deccan Traps 

0.577 

Non-command 

Deccan Traps 

1.109 

Non-command 

Deccan Traps 

1.764 

Non-command 

Bhander Sandstone 

1.736 

Non-command 

Deccan Traps 

0.341 

Non-command 

Limestone 

0.796 

Non-command 

Deccan Traps 

1.904 

Non-command 

Deccan Traps 

1.569 

Non-command 

Limestone 

0.560 

Non-command 

Limestone 

0.241 

Non-command 

Deccan Traps 

2.245 

Non-command 

Deccan Traps 

0.771 

Non-command 

Limestone 

0.922 

Non-command 

Deccan Traps 

1.699 

Non-command 

Deccan Traps 

1.345 

Non-command 

Limestone 

3.156 

Non-command 

Limestone 

2.012 

Non-command 

Deccan Traps 

4.045 

Non-command 

Deccan Traps 

3.606 

Non-command 

Limestone 

2.894 

Non-command 

Deccan Traps 

3.777 

Non-command 

Limestone 

1.475 

Non-command 

Deccan Traps 

0.242 

Non-command 

Bhander Sandstone 

0.026 

Non-command 

Deccan Traps 

0.107 

Non-command 

Deccan Traps 

0.006 

Non-command 

Deccan Traps 

1.948 

Non-command 

Limestone 

0.259 

Non-command 

Deccan Traps 

0.506 

Non-command 

Limestone 

1.183 

Non-command 

Deccan Traps 

0.414 

Non-command 

Limestone 

0.494 

Non-command 

Deccan Traps 

0.005 

Non-command 

Deccan Traps 

1.802 

Non-command 

Bhander Sandstone 

0.634 

Non-command 

Limestone 

1.170 

Non-command 

Deccan Traps 

2.575 

Non-command 

Deccan Traps 

2.537 

Non-command 

Deccan Traps 

2.580 

Non-command 

Deccan Traps 

5.521 

Non-command 

Deccan Traps 

3.274 

Non-command 

Deccan Traps 

3.732 

Non-command 

Bhander Sandstone 

0.186 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

50,000 

50,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

50,000 

50,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

50,000 

50,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

50,000 

50,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

50,000 

50,000 

120 

45,000 

45,000 

120 

50,000 

50,000 

120 

45,000 

45,000 

120 

45,000 

45,000 

120 

90,000 

60,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.101 


0.448 




0.007 

0.007 

0.022 

0.022 



0.084 

0.090 

0.115 

0.115 



0.151 

0.151 

0.049 

0.049 

0.204 

0.204 

0.259 

0.259 

0.086 

0.097 

0.011 

0.011 

0.043 

0.054 

0.156 

0.156 

0.108 

0.108 



0.048 

0.048 

0.038 

0.038 

0.029 

0.029 

0.180 

0.180 

0.258 

0.276 

0.137 

0.137 

0.029 

0.040 

0.599 

0.604 

0.140 

0.183 

0.151 

0.216 

0.103 

0.103 


0.006 

0.006 

0.007 

0.007 

0.027 

0.027 

- 

- 

0.086 

0.086 

0.014 

0.014 

0.022 

0.022 

0.079 

0.079 

0.124 

0.124 

0.086 

0.086 

- 

- 

0.016 

0.016 

0.029 

0.029 

0.043 

0.054 

0.184 

0.184 

0.144 

0.144 

0.022 

0.022 

0.450 

0.486 

0.373 

0.373 

0.232 

0.232 

0.007 

0.007 












































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Padalya Kulmi 

0832000204019400 

1.439 

Fresh 

Pal Khanda 

0832000604096900 

2.124 

Fresh 

Panchapura 

0832000203999500 

1.241 

Fresh 

Pandki 

0832000204021400 

1.472 

Fresh 

Panwasa 

0832000204007800 

5.005 

Fresh 

Peepalya Talab 

0832000204020000 

1.479 

Fresh 

Peeplya Sarhad 

0832000204006400 

3.273 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Piplod 

0832000204012100 

6.591 

Fresh 

Pirathvi Pura 

0832000204006900 

5.358 

Fresh 


Non-command 


Non-command 


Prahladpura 

0832000204020400 

5.539 

Fresh 

Prempura @ Laxmipura 

0832000203997100 

2.314 

Fresh 


Raghunathpura 


Raipur 


Ralayta 


Ralayti 


Non-command 


Non-command 




0832000604097500 

4.507 

Fresh 

0832000204001800 

3.015 

Fresh 

0832000604097600 

9.013 

Fresh 

0832000203996600 

14.145 

Fresh 


0832000204020300 

2.880 

Fresh 

0832000204021300 

1.415 

Fresh 

0832000204001700 

8.418 

Fresh 

0832000204001900 

3.672 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Ramniwas 

0832000204021600 

1.554 

Fresh 

Rampuriya 

0832000604097200 

5.469 

Fresh 

Ramri 

0832000204006100 

2.755 

Fresh 


Non-command 


Non-command 


Non-command 



Ratlai 

0832000204023600 

6.406 

Fresh 

Rawal 

0832000604097400 

4.225 

Fresh 

Reechhwa 

0832000204020100 

6.080 

Fresh 

Reejoda 

0832000204019800 

4.462 

Fresh 

Reejon 

0832000204023800 

3.336 

Fresh 

Rooparel 

0832000204008700 

2.456 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Rundlao 

0832000204009700 

3.990 

Fresh 

Salawad 

0832000204024600 

3.888 

Fresh 

Salri 

0832000604097000 

7.649 

Fresh 

Salriya 

0832000204004500 

2.660 

Fresh 

Samiya 

0832000604096200 

5.344 

Fresh 

Sanwalpura 

0832000204025700 

2.463 

Fresh 

Saranga Khera 

0832000204009300 

2.900 

Fresh 

Sarawan 

0832000204010700 

4.086 

Fresh 

Sekhla 

0832000204008500 

3.738 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Semli 

0832000204009500 

3.548 

Fresh 

Semli Kalan 

0832000204019300 

3.343 

Fresh 

Semli Kalyan 

0832000604097100 

2.315 

Fresh 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Limestone 

2.408 

Non-command 

Deccan Traps 

1.439 

Non-command 

Deccan Traps 

1.530 

Non-command 

Limestone 

1.031 

Non-command 

Deccan Traps 

1.472 

Non-command 

Deccan Traps 

0.368 

Non-command 

Deccan Traps 

1.479 

Non-command 

Bhander Sandstone 

0.005 

Non-command 

Deccan Traps 

3.268 

Non-command 

Deccan Traps 

6.591 

Non-command 

Deccan Traps 

2.257 

Non-command 

Limestone 

1.259 

Non-command 

Deccan Traps 

5.539 

Non-command 

Bhander Sandstone 

0.003 

Non-command 

Limestone 

0.549 

Non-command 

Bhander Sandstone 

1.040 

Non-command 

Deccan Traps 

1.925 

Non-command 

Deccan Traps 

1.441 

Non-command 

Limestone 

2.989 

Non-command 

Deccan Traps 

2.263 

Non-command 

Bhander Sandstone 

1.496 

Non-command 

Limestone 

3.272 

Non-command 

Deccan Traps 

2.880 

Non-command 

Deccan Traps 

1.415 

Non-command 

Limestone 

8.418 

Non-command 

Deccan Traps 

0.228 

Non-command 

Limestone 

3.152 

Non-command 

Deccan Traps 

0.343 

Non-command 

Deccan Traps 

5.469 

Non-command 

Bhander Sandstone 

1.236 

Non-command 

Deccan Traps 

1.519 

Non-command 

Limestone 

0.000 

Non-command 

Deccan Traps 

1.004 

Non-command 

Deccan Traps 

4.184 

Non-command 

Deccan Traps 

6.080 

Non-command 

Deccan Traps 

4.458 

Non-command 

Deccan Traps 

2.086 

Non-command 

Deccan Traps 

2.351 

Non-command 

Limestone 

0.106 

Non-command 

Deccan Traps 

0.021 

Non-command 

Deccan Traps 

3.888 

Non-command 

Deccan Traps 

7.519 

Non-command 

Deccan Traps 

2.660 

Non-command 

Deccan Traps 

0.001 

Non-command 

Deccan Traps 

0.384 

Non-command 

Deccan Traps 

2.900 

Non-command 

Deccan Traps 

2.318 

Non-command 

Bhander Sandstone 

1.987 

Non-command 

Deccan Traps 

0.274 

Non-command 

Limestone 

1.477 

Non-command 

Deccan Traps 

3.351 

Non-command 

Deccan Traps 

0.786 

Non-command 

Deccan Traps 

2.315 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

60,000 

120 

50,000 

50,000 

120 

80,000 

55,000 

120 

90,000 

60,000 

120 

50,000 

50,000 

120 

45,000 

45,000 

120 

50,000 

50,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

45,000 

45,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

50,000 

50,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

80,000 

55,000 

120 

90,000 

60,000 

120 

80,000 

55,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

50,000 

50,000 

120 

80,000 

55,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

50,000 

50,000 

120 

80,000 

55,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

50,000 

50,000 

120 

80,000 

55,000 

120 

45,000 

45,000 

120 

80,000 

55,000 

120 

50,000 

50,000 

120 

45,000 

45,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

50,000 

50,000 

120 

80,000 

55,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.050 

0.050 

0.534 

0.552 

0.211 

0.211 

- 

- 

0.060 

0.066 

0.032 

0.032 

0.132 

0.132 


0.070 

0.092 

0.648 

0.659 

0.054 

0.054 

0.036 

0.036 

0.060 

0.060 


0.022 

0.022 

0.072 

0.083 

0.097 

0.102 

0.152 

0.152 

0.122 

0.133 

0.376 

0.376 



0.168 

0.168 

0.540 

0.562 

0.011 

0.011 

0.187 

0.219 

0.096 

0.096 

0.264 

0.302 

0.194 

0.205 

0.178 

0.189 

- 

- ' 

0.240 

0.246 

0.304 

0.304 

0.516 

0.528 

0.114 

0.114 

0.486 

0.504 

0.124 

0.135 

0.007 

0.007 

0.005 

0.005 

0.864 

0.984 

1.109 

1.157 

0.351 

0.351 

- 

- 

0.042 

0.042 

0.146 

0.146 

0.108 

0.108 

0.072 

0.083 

0.005 

0.005 

0.058 

0.069 

0.184 

0.184 

0.114 

0.120 

0.013 

0.032 








































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Semli Noabad 

0832000204013000 

1.631 

Fresh 

Semli Patpariya 

0832000204001200 

1.784 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Shyampura 

0832000204010600 

4.030 

Fresh 

Shyopur 

0832000204009400 

3.217 

Fresh 

Singhaniya 

0832000204002100 

2.936 

Fresh 

Soori 

0832000204024100 

1.021 

Fresh 

Soyli 

0832000604096700 

5.096 

Fresh 

Teetarwasa 

0832000204009800 

8.183 

Fresh 

Teetri 

0832000204010800 

2.787 

Fresh 

Telya Kheri 

0832000204008200 

2.198 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


08004036 


Titoriya 

0832000204024500 

1.703 

Fresh 

Tol Khera 

0832000204011600 

5.581 

Fresh 

Toongani 

0832000204007700 

2.694 

Fresh 

Uakhli 

0832000204024900 

1.568 

Fresh 

Undal 

0832000204002700 

4.819 

Fresh 

Wajind Pura 

0832000204019500 

2.896 

Fresh 

Ada Kheri 

0832000604114200 

4.776 

Fresh 

Alipur 

0832000604115900 

4.326 

Fresh 

Amjhar Kalan 

0832000204033700 

0.754 

Fresh 

Amjhar Khurd 

0832000204033500 

1.403 

Fresh 

Asandiya 

0832000604100700 

1.918 

Fresh 

Azampur 

0832000604098500 

5.646 

Fresh 

Bajrangpura 

0832000604098300 

1.406 

Fresh 


Bakani 

0832000243203000 

5.748 

Fresh 

Banjari 

0832000604108600 

2.849 

Fresh 

Banor 

0832000604105000 

6.842 

Fresh 


Bans Khoyara 

0832000204031500 

1.628 

Fresh 

Baray 

0832000204032800 

8.913 

Fresh 

Barkhera Kalan 

0832000204033200 

2.638 

Fresh 

Barkhera Khurd 

0832000204033300 

1.192 

Fresh 

Barkheri Jadeed 

0832000604098700 

4.419 

Fresh 

Bhandar 

0832000604101300 

3.539 

Fresh 


Bhanpura 

0832000204031900 

2.184 

Fresh 

Bhat Khera 

0832000604101400 

1.173 

Fresh 


Bhojia Kheri 

0832000204025100 

0.517 

Fresh 

Bhumara 

0832000204028600 

10.585 

Fresh 



Bolya Bari 

0832000604115300 

5.025 

Fresh 

Borband 

0832000604101100 

1.912 

Fresh 



Borjhari 


Bramhpura 


Chak Dewar No 2 


Chakdewar No. 1 


0832000604104900 

6.274 

Fresh 

0832000204031300 

2.944 

Fresh 

0832000204025500 

2.055 

Fresh 

0832000204032500 

1.441 

Fresh 

0832000204032300 

1.146 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chauli 


Non-command 


Chauli 


Non-command 


Non-command 


Non-command 


Chauli 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chauli 


Non-command 


Non-command 


Chauli 


Non-command 


Non-command 


Chauli 


Non-command 


Chauli 


Non-command 


Non-command 


Chauli 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Deccan Traps 

1.622 

Non-command 

Bhander Sandstone 

1.095 

Non-command 

Limestone 

0.688 

Non-command 

Deccan Traps 

2.557 

Non-command 

Deccan Traps 

3.217 

Non-command 

Deccan Traps 

0.093 

Non-command 

Deccan Traps 

1.021 

Non-command 

Deccan Traps 

2.620 

Non-command 

Deccan Traps 

6.924 

Non-command 

Deccan Traps 

2.787 

Non-command 

Bhander Sandstone 

0.025 

Non-command 

Deccan Traps 

2.172 

Non-command 

Deccan Traps 

1.703 

Non-command 

Deccan Traps 

5.581 

Non-command 

Deccan Traps 

1.319 

Non-command 

Deccan Traps 

1.040 

Non-command 

Deccan Traps 

3.973 

Non-command 

Deccan Traps 

1.780 

Non-command 

Deccan Traps 

1.856 

Non-command 

Deccan Traps 

1.973 

Non-command 

Deccan Traps 

0.754 

Non-command 

Deccan Traps 

1.403 

Command 

Deccan Traps 

1.918 

Non-command 

Deccan Traps 

5.600 

Command 

Deccan Traps 

1.340 

Non-command 

Deccan Traps 

0.066 

Non-command 

Deccan Traps 

5.748 

Non-command 

Deccan Traps 

0.319 

Command 

Deccan Traps 

5.160 

Non-command 

Deccan Traps 

1.682 

Non-command 

Deccan Traps 

1.628 

Non-command 

Deccan Traps 

8.913 

Non-command 

Deccan Traps 

2.638 

Non-command 

Deccan Traps 

1.192 

Non-command 

Deccan Traps 

1.182 

Command 

Deccan Traps 

0.083 

Non-command 

Deccan Traps 

3.306 

Non-command 

Deccan Traps 

2.184 

Command 

Deccan Traps 

1.091 

Non-command 

Deccan Traps 

0.082 

Non-command 

Deccan Traps 

0.399 

Command 

Deccan Traps 

3.979 

Non-command 

Deccan Traps 

6.364 

Command 

Deccan Traps 

0.633 

Non-command 

Deccan Traps 

2.358 

Non-command 

Deccan Traps 

3.159 

Command 

Deccan Traps 

1.728 

Non-command 

Deccan Traps 

0.184 

Non-command 

Deccan Traps 

5.592 

Non-command 

Deccan Traps 

2.163 

Non-command 

Deccan Traps 

1.944 

Non-command 

Deccan Traps 

1.441 

Non-command 

Deccan Traps 

1.146 



Number 
of Wells 
with 

Pumpset 

Number of 
Operational 
Days 

Average Yield 



Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(10) 

(IV 

(12) 

(13) 

17 

120 

45,000 

45,000 

6 

120 

90,000 

60,000 

4 120 

90,000 

60,000 

77 

120 

45,000 

45,000 

30 

120 

45,000 

45,000 

2 

120 

45,000 

45,000 

53 

120 

50,000 

50,000 

16 

120 

80,000 

55,000 

153 

120 

45,000 

45,000 

68 

120 

45,000 

45,000 

120 

90,000 

60,000 

38 

120 

45,000 

45,000 

28 

120 

50,000 

50,000 

31 

120 

45,000 

45,000 

22 

120 

45,000 

45,000 

59 

120 

50,000 

50,000 

16 

120 

45,000 

45,000 

15 

120 

50,000 

50,000 

14 

120 

80,000 

55,000 

3 

120 

80,000 

55,000 

30 

120 

50,000 

50,000 

49 

120 

50,000 

50,000 

30 

120 

80,000 

55,000 

206 

120 

80,000 

55,000 

11 

120 

80,000 

55,000 

1 

120 

80,000 

55,000 

138 

120 

50,000 

50,000 

3 

120 

80,000 

55,000 

76 

120 

80,000 

55,000 

25 

120 

80,000 

55,000 

16 

120 

50,000 

50,000 

261 

120 

50,000 

50,000 

32 

120 

50,000 

50,000 

99 

120 

50,000 

50,000 

1 

120 

80,000 

55,000 

1 

120 

80,000 

55,000 

32 

120 

80,000 

55,000 

51 

120 

50,000 

50,000 

3 

120 

80,000 

55,000 

120 

80,000 

55,000 

9 

120 

50,000 

50,000 

31 

120 

50,000 

50,000 

l 49 

120 

50,000 

50,000 

7 

120 

50,000 

50,000 

24 

120 

50,000 

50,000 

30 

120 

80,000 

55,000 

21 

120 

80,000 

55,000 

2 

120 

80,000 

55,000 

45 

120 

80,000 

55,000 

31 

120 

50,000 

50,000 

72 

120 

50,000 

50,000 

10 

120 

50,000 

50,000 

1 

120 

50,000 

50,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.092 

0.092 

0.043 

0.043 

0.029 

0.029 

0.416 

0.421 

0.162 

0.162 

0.011 

0.011 

0.318 

0.324 

0.106 

0.106 

0.826 

0.826 

0.367 

0.367 

- 

- 

0.205 

0.227 

0.168 

0.180 

0.167 

0.167 

0.119 

0.119 

0.354 

0.372 

0.086 

0.097 

0.090 

0.090 

0.092 

0.092 

0.020 

0.020 

0.180 

0.180 

0.294 

0.294 

0.198 

0.198 

1.360 

1.370 

0.073 

0.073 

0.007 

0.007 

0.828 

1.242 

0.020 

0.020 

0.502 

0.512 

0.165 

0.165 

0.096 

0.096 

1.566 

1.614 

0.192 

0.198 

0.594 

0.624 

0.007 

0.007 

0.007 

0.007 

0.211 

0.211 

0.306 

0.306 

0.020 

0.020 

- 

- 

0.054 

0.054 

0.186 

0.186 

0.294 

0.300 

0.042 

0.042 

0.144 

0.144 

0.198 

0.198 

0.139 

0.139 

0.013 

0.013 

0.297 

0.297 

0.186 

0.186 

0.432 

0.438 

0.060 

0.060 

0.006 

0.006 



































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


3.276 Fresh 


4.059 Fresh 



Danta 

0832000604114500 

10.633 

Fresh 

Dantiya 

0832000204029600 

2.295 

Fresh 

Daulat Pura 

0832000204034600 

1.979 

Fresh 

Daulatpura 

0832000604108900 

5.157 

Fresh 

Deewal Khera 

0832000604100200 

4.373 

Fresh 


Deochi 

0832000604113700 

5.109 

Fresh 

Deonagar 

0832000204029100 

3.028 

Fresh 

Dewar 

0832000204032100 

2.204 

Fresh 

Dhamaniya 

0832000604101200 

3.764 

Fresh 


Dharoniya 

0832000604108800 

5.944 

Fresh 

Dharoo Kheri 

0832000604108500 

4.186 

Fresh 

Diyadhari 

0832000204032900 

1.024 

Fresh 

Dobra 

0832000604097900 

1.637 

Fresh 

Dobri 

0832000604098000 

3.984 

Fresh 



Gadiya 

0832000604096500 

5.880 

Fresh 

Ganesh Pura 

0832000204033600 

0.879 

Fresh 

Ganeshpura 

0832000204025000 

3.145 

Fresh 

Gangpura @ Tumariya Kheri 

0832000204031400 

2.225 

Fresh 

Garwara 

0832000604100000 

2.332 

Fresh 


Guradiya 

0832000604109000 

5.129 

Fresh 

Hanotiya Dharoniya 

0832000604105500 

2.846 

Fresh 

Hanotiya Dubaliya 

0832000604098800 

5.522 

Fresh 

Haripura 

0832000204028200 

1.001 

Fresh 

Harnawada Gaja 

0832000604116000 

10.512 

Fresh 

Harnawda Peetha 

0832000604116100 

7.708 

Fresh 

Himmatgarh 

0832000604105600 

7.973 

Fresh 


Jabarpura 

0832000204032400 

1.027 

Fresh 

Jagpura 

0832000204028300 

1.263 

Fresh 

Jheejhaniya 

0832000204028100 

1.329 

Fresh 

Jheekari 

0832000604100800 

5.493 

Fresh 



Jheenta Pura 

0832000204025200 

2.357 

Fresh 

Jhirniya 

0832000604096600 

2.897 

Fresh 

Kachra Kheri 

0832000604105400 

2.728 

Fresh 

Kali Talai 

0832000604100500 

5.812 

Fresh 


Kalyanpura 

0832000604098200 

1.899 

Fresh 

Kankriya 

0832000204033400 

8.148 

Fresh 

Karadiya Osav 

0832000604105700 

3.075 

Fresh 


Chauli 


Non-command 


Chauli 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chauli 


Non-command 


Non-command 


Non-command 


Non-command 


Chauli 


Non-command 


Non-command 


Non-command 


Non-command 


Chauli 


Chauli 


Non-command 


Chauli 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chauli 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chauli 


Non-command 


Non-command 


Non-command 


Non-command 


Chauli 


Non-command 


Chauli 


Non-command 


Non-command 


Non-command 


Non-command 


Chauli 


Non-command 


Chauli 


Non-command 


Chauli 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Deccan Traps 

2.636 

Non-command 

Deccan Traps 

0.640 

Command 

Deccan Traps 

0.903 

Non-command 

Deccan Traps 

3.156 

Non-command 

Deccan Traps 

0.467 

Non-command 

Deccan Traps 

2.193 

Non-command 

Deccan Traps 

0.095 

Non-command 

Deccan Traps 

2.765 

Command 

Deccan Traps 

3.714 

Non-command 

Deccan Traps 

0.659 

Non-command 

Deccan Traps 

5.109 

Non-command 

Deccan Traps 

3.028 

Non-command 

Deccan Traps 

2.204 

Command 

Deccan Traps 

0.174 

Non-command 

Deccan Traps 

3.588 

Non-command 

Deccan Traps 

0.532 

Non-command 

Deccan Traps 

0.848 

Non-command 

Deccan Traps 

1.024 

Command 

Deccan Traps 

1.637 

Command 

Deccan Traps 

2.782 

Non-command 

Deccan Traps 

1.201 

Command 

Deccan Traps 

1.282 

Non-command 

Deccan Traps 

5.966 

Non-command 

Deccan Traps 

0.478 

Non-command 

Deccan Traps 

0.708 

Non-command 

Deccan Traps 

3.074 

Non-command 

Deccan Traps 

0.966 

Command 

Deccan Traps 

0.750 

Non-command 

Deccan Traps 

1.582 

Non-command 

Deccan Traps 

0.077 

Non-command 

Deccan Traps 

0.358 

Non-command 

Deccan Traps 

5.442 

Non-command 

Deccan Traps 

1.001 

Non-command 

Deccan Traps 

2.984 

Non-command 

Deccan Traps 

2.939 

Command 

Deccan Traps 

1.863 

Non-command 

Deccan Traps 

4.963 

Non-command 

Deccan Traps 

1.027 

Non-command 

Deccan Traps 

1.263 

Non-command 

Deccan Traps 

1.329 

Command 

Deccan Traps 

4.597 

Non-command 

Deccan Traps 

0.895 

Command 

Deccan Traps 

2.025 

Non-command 

Deccan Traps 

1.810 

Non-command 

Deccan Traps 

0.986 

Non-command 

Deccan Traps 

2.396 

Non-command 

Deccan Traps 

2.728 

Command 

Deccan Traps 

5.497 

Non-command 

Deccan Traps 

0.314 

Command 

Deccan Traps 

1.899 

Non-command 

Deccan Traps 

8.148 

Command 

Deccan Traps 

0.583 

Non-command 

Deccan Traps 

0.860 


Number 
of Wells 
with 

Pumpset 

Number of 
Operational 
Days 

Average Yield 



Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(10) 

(IV 

(12) 

(13) 

24 

120 

80,000 

55,000 

6 

120 

80,000 

55,000 

11 

120 

80,000 

55,000 

39 

120 

80,000 

55,000 

6 

120 

80,000 

55,000 

72 

120 

50,000 

50,000 

1 

120 

50,000 

50,000 

8 

120 

80,000 

55,000 

60 

120 

80,000 

55,000 

11 

120 

80,000 

55,000 

28 

120 

80,000 

55,000 

126 

120 

50,000 

50,000 

- 

120 

50,000 

50,000 

2 

120 

80,000 

55,000 

42 

120 

80,000 

55,000 

7 

120 

80,000 

55,000 

9 

120 

80,000 

55,000 

16 

120 

50,000 

50,000 

84 

120 

80,000 

55,000 

31 

120 

80,000 

55,000 

14 

120 

80,000 

55,000 

14 

120 

80,000 

55,000 

66 

120 

80,000 

55,000 

9 

120 

80,000 

55,000 

24 

120 

50,000 

50,000 

34 

120 

50,000 

50,000 

9 

120 

50,000 

50,000 

28 

120 

80,000 

55,000 

58 

120 

80,000 

55,000 

1 

120 

80,000 

55,000 

5 

120 

80,000 

55,000 

87 

120 

80,000 

55,000 

13 

120 

50,000 

50,000 

41 

120 

80,000 

55,000 

40 

120 

80,000 

55,000 

8 

120 

80,000 

55,000 

22 

120 

80,000 

55,000 

- 

120 

50,000 

50,000 

55 

120 

50,000 

50,000 

82 

120 

50,000 

50,000 

10 

120 

80,000 

55,000 

2 

120 

80,000 

55,000 

22 

120 

80,000 

55,000 

20 

120 

80,000 

55,000 

18 

120 

50,000 

50,000 

13 

120 

80,000 

55,000 

23 

120 

80,000 

55,000 

45 

120 

80,000 

55,000 

3 

120 

80,000 

55,000 

11 

120 

80,000 

55,000 

74 

120 

50,000 

50,000 

7 

120 

80,000 

55,000 

10 

120 

80,000 

55,000 


Wells with 


MCM 

MCM 

(15) 

(16) 

0.158 

0.158 

0.040 

0.040 

0.073 

0.073 

0.257 

0.257 

0.040 

0.040 

0.432 

0.432 

0.006 

0.006 

0.053 

0.053 

0.396 

0.406 

0.073 

0.073 

0.185 

0.185 

0.756 

0.762 

- 

0.048 

0.013 

0.013 

0.277 

0.277 

0.046 

0.056 

0.059 

0.059 

0.096 

0.096 

0.554 

0.573 

0.205 

0.215 

0.092 

0.102 

0.092 

0.092 

0.436 

0.436 

0.059 

0.059 

0.144 

0.144 

0.204 

0.216 

0.054 

0.054 

0.185 

0.195 

0.383 

0.393 

0.007 

0.007 

0.033 

0.033 

0.574 

0.584 

0.078 

0.078 

0.271 

0.271 

0.264 

0.264 

0.053 

0.053 

0.145 

0.155 

- 

- 

0.330 

0.330 

0.492 

0.492 

0.066 

0.066 

0.013 

0.013 

0.145 

0.145 

0.132 

0.132 

0.108 

0.114 

0.086 

0.086 

0.152 

0.171 

0.297 

0.307 

0.020 

0.020 

0.073 

0.073 

0.444 

0.444 

0.046 

0.046 

0.066 

0.066 






























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Karadiya Sherpur 


Karal Gaon 


Khachrod 


Khadagpura 


Khaleel Nagar 


Khatkar 


Lakshmi Pura 


Lalya Kheri 


Laxmipura 


Loda Khera 


Maheshpura 


Manpura 


Mathaniya 


Molakya Kalan 


Molakya Khurd 


Moondla 


Mori 


Moru Kheri 


Motipura 


Moya Kheri 


Naklang 


Nandpura 


Nanor 


Napaniya Dalla 


Narsinghpura 


Neu Kheri 


Nimba Hera 


Osav 


Pal Khanda 


Parasli 


0832000604114000 


0832000204029500 


0832000204029200 


0832000604115700 


0832000604102200 


0832000204024800 


sq.km 


(4) (5) 


2.316 Fresh 


7.119 Fresh 


3.239 Fresh 


7.346 Fresh 


5.491 Fresh 


2.477 Fresh 



Kishanpura @ Damakpura 

0832000204033100 

1.284 

Fresh 

Koli 

0832000204025600 

5.789 

Fresh 

Kotra Ghata 

0832000204029300 

2.476 

Fresh 

Kotra Kunja 

0832000204024700 

3.486 

Fresh 

Kotra Radi 

0832000204033800 

1.996 

Fresh 

Kotri Khurd 

0832000604100900 

2.943 

Fresh 

Kushalpura 

0832000204030000 

10.145 

Fresh 

Kutki 

0832000604098100 

2.903 

Fresh 


0832000204034400 

1.375 

Fresh 

0832000204024000 

1.524 

Fresh 

0832000204029400 

1.524 

Fresh 

0832000604115600 

1.301 

Fresh 

0832000204034000 

2.610 

Fresh 

0832000204032000 

2.881 

Fresh 

0832000204034100 

0.268 

Fresh 

0832000604101800 

10.202 

Fresh 

0832000204027900 

4.348 

Fresh 

0832000204028000 

0.821 

Fresh 

0832000604097800 

4.765 

Fresh 

0832000204034300 

7.598 

Fresh 

0832000204027700 

2.471 

Fresh 

0832000204025300 

1.401 

Fresh 

0832000204028700 

3.365 

Fresh 

0832000204033000 

2.655 

Fresh 

0832000604102000 

4.328 

Fresh 

0832000604097700 

3.377 

Fresh 

0832000204032600 

4.508 

Fresh 

0832000204028800 

2.327 

Fresh 

0832000204028400 

1.155 

Fresh 

0832000204031200 

2.180 

Fresh 

0832000204032700 

2.497 

Fresh 

0832000604108700 

3.495 

Fresh 

0832000604104800 

11.784 

Fresh 

0832000604096900 

2.124 

Fresh 

0832000604098400 

2.693 

Fresh 


Parthipura (Veeran) 

0832000204034500 

0.602 

Fresh 

Punya Kheri 

0832000204027800 

7.272 

Fresh 

Raghunathpura 

0832000604097500 

4.507 

Fresh 


Raipur 


Raj pura Khurd 


0832000604097600 


0832000604098600 


9.013 Fresh 


3.355 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chauli 


Non-command 


Chauli 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chauli 


Non-command 


Chauli 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chauli 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chauli 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chauli 


Non-command 


Non-command 


Non-command 


Chauli 


Non-command 


Chauli 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Deccan Traps 

2.316 

Non-command 

Deccan Traps 

6.587 

Non-command 

Deccan Traps 

3.239 

Non-command 

Deccan Traps 

7.333 

Non-command 

Deccan Traps 

2.476 

Command 

Deccan Traps 

0.003 

Non-command 

Deccan Traps 

1.742 

Command 

Deccan Traps 

3.671 

Non-command 

Deccan Traps 

0.329 

Non-command 

Deccan Traps 

1.284 

Non-command 

Deccan Traps 

0.253 

Non-command 

Deccan Traps 

2.476 

Non-command 

Deccan Traps 

1.242 

Non-command 

Deccan Traps 

1.996 

Command 

Deccan Traps 

2.943 

Non-command 

Deccan Traps 

1.504 

Command 

Deccan Traps 

2.316 

Non-command 

Deccan Traps 

0.586 

Non-command 

Deccan Traps 

1.312 

Non-command 

Deccan Traps 

0.179 

Non-command 

Deccan Traps 

1.524 

Non-command 

Deccan Traps 

1.301 

Non-command 

Deccan Traps 

2.610 

Non-command 

Deccan Traps 

2.881 

Non-command 

Deccan Traps 

0.268 

Non-command 

Deccan Traps 

7.516 

Non-command 

Deccan Traps 

4.336 

Non-command 

Deccan Traps 

0.821 

Command 

Deccan Traps 

4.765 

Non-command 

Deccan Traps 

7.598 

Non-command 

Deccan Traps 

0.146 

Non-command 

Deccan Traps 

1.401 

Non-command 

Deccan Traps 

3.365 

Non-command 

Deccan Traps 

2.655 

Non-command 

Deccan Traps 

3.279 

Command 

Deccan Traps 

3.377 

Non-command 

Deccan Traps 

4.508 

Non-command 

Deccan Traps 

2.327 

Non-command 

Deccan Traps 

1.155 

Non-command 

Deccan Traps 

1.156 

Non-command 

Deccan Traps 

2.497 

Non-command 

Deccan Traps 

3.495 

Non-command 

Deccan Traps 

1.927 

Non-command 

Deccan Traps 

0.591 

Command 

Deccan Traps 

1.871 

Non-command 

Deccan Traps 

0.823 

Non-command 

Deccan Traps 

0.225 

Non-command 

Deccan Traps 

4.137 

Command 

Deccan Traps 

0.687 

Non-command 

Deccan Traps 

2.348 

Command 

Deccan Traps 

4.356 

Non-command 

Deccan Traps 

2.394 

Non-command 

Deccan Traps 

2.180 


of Tube of Wells Operational 
Wells with Days 

Pumpset 


(9) (10) 


Average Yield 

Draft 

Tube 

Wells 

Wells with 
Pumpset 

Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

MCM 

MCM 

(12) 

(13) 

(14) 

(15) 

80,000 

55,000 

- 

0.264 

50,000 

50,000 

0.030 

0.930 




0.158 

0.158 

0.119 

0.119 


0.204 

0.216 

0.231 

0.231 

0.020 

0.020 

0.162 

0.162 

0.018 

0.018 

- 

- 

0.030 

0.030 

0.204 

0.216 

0.284 

0.284 

0.078 

0.078 

0.165 

0.165 

0.040 

0.040 

0.132 

0.132 

0.036 

0.036 

0.084 

0.138 

0.139 

0.139 

0.264 

0.264 

0.402 

0.420 

0.036 

0.036 

0.884 

0.884 

0.720 

0.732 

0.324 

0.324 

0.178 

0.188 

0.804 

0.804 

0.012 

0.012 

0.132 

0.132 

0.204 

0.216 

0.462 

0.504 

0.099 

0.099 

0.073 

0.073 

1.338 

1.398 

0.378 

0.378 

0.108 

0.108 

0.084 

0.084 

0.366 

0.456 

0.383 

0.421 

- 

0.029 

0.079 

0.079 

0.297 

0.297 

0.132 

0.132 

0.006 

0.006 

0.192 

0.204 

0.073 

0.073 

0.251 

0.251 

0.726 

0.726 

0.403 

0.403 

0.046 

0.046 










































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


08004037 


Ramchandra Pura 


Rampuriya 



Ramthi 


Rasoolpura 


Ratya Doongri 


Rawal 


Reejon 


Renpla 


Roopa Kheri 


Rooparel 


Salawad 


Salri 


Samli Jinnar 


0832000204031600 


0832000204029800 


0832000604114100 


0832000604113800 


0832000604113900 


0832000204025400 


0832000604097400 


0832000204023800 


0832000204032200 


0832000604100300 


0832000604101700 


0832000204024600 


0832000604097000 


0832000604108300 




Sanwat Khera 

0832000604115200 

4.838 

Fresh 

Sar Kheri 

0832000604115400 

5.748 

Fresh 

Sarwar 

0832000604115500 

2.479 

Fresh 

Sawa Khoh 

0832000204033900 

2.425 

Fresh 

Semli Bhawani 

0832000604101000 

2.128 

Fresh 

Semli Chauhan 

0832000604115800 

9.937 

Fresh 

Sherpur 

0832000604113600 

10.032 

Fresh 

Shivpura 

0832000204029000 

1.219 

Fresh 

Sirpoi Khurd 

0832000604101900 

2.174 

Fresh 

Sooraj Pura 

0832000204034200 

0.697 

Fresh 

Soyla 

0832000604096800 

4.656 

Fresh 


Soyli 

0832000604096700 

5.096 

Fresh 

Sunwas 

0832000604100400 

6.035 

Fresh 



Thobariya Kalan 

0832000204031700 

2.302 

Fresh 

Thobariya Khurd 

0832000204031800 

1.021 

Fresh 

Uakhli 

0832000204024900 

1.568 

Fresh 

Ummedpura 

0832000204028900 

0.640 

Fresh 

Ada Kheri 

0832000604114200 

4.776 

Fresh 

Ameerpura 

0832000604109500 

2.569 

Fresh 

Azizpur 

0832000604109200 

2.266 

Fresh 

Baida 

0832000604113200 

5.619 

Fresh 

Banjari 

0832000604108600 

2.849 

Fresh 

Bans Kheri 

0832000604114600 

9.493 

Fresh 

Beejanya Kheri 

0832000604114300 

4.167 

Fresh 

Beer Sarkari 

0832000604113000 

0.683 

Fresh 

Bismillapura 

0832000604112800 

2.138 

Fresh 

Bolya Bari 

0832000604115300 

5.025 

Fresh 

Bor Kheri 

0832000604104600 

4.776 

Fresh 

Borband 

0832000604104900 

6.274 

Fresh 

Chak Semli 

0832000604115000 

0.790 

Fresh 

Chhori 

0832000604107600 

8.428 

Fresh 

Dabla Bhoj 

0832000604114900 

15.801 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chauli 


Non-command 


Non-command 


Non-command 


Chauli 


Non-command 


Chauli 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chauli 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chauli 


Non-command 


Non-command 


Chauli 


Non-command 


Chauli 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Deccan Traps 

1.049 

Non-command 

Deccan Traps 

1.366 

Non-command 

Deccan Traps 

8.616 

Non-command 

Deccan Traps 

6.393 

Non-command 

Deccan Traps 

5.080 

Non-command 

Deccan Traps 

1.758 

Non-command 

Deccan Traps 

0.041 

Non-command 

Deccan Traps 

1.250 

Non-command 

Deccan Traps 

8.386 

Command 

Deccan Traps 

5.574 

Non-command 

Deccan Traps 

2.525 

Non-command 

Deccan Traps 

0.001 

Non-command 

Deccan Traps 

0.130 

Command 

Deccan Traps 

0.164 

Non-command 

Deccan Traps 

0.015 

Command 

Deccan Traps 

0.464 

Non-command 

Deccan Traps 

6.332 

Non-command 

Deccan Traps 

1.933 

Non-command 

Deccan Traps 

5.748 

Non-command 

Deccan Traps 

2.479 

Non-command 

Deccan Traps 

2.425 

Command 

Deccan Traps 

2.128 

Non-command 

Deccan Traps 

2.874 

Non-command 

Deccan Traps 

4.771 

Non-command 

Deccan Traps 

1.219 

Non-command 

Deccan Traps 

2.029 

Non-command 

Deccan Traps 

0.697 

Command 

Deccan Traps 

0.669 

Non-command 

Deccan Traps 

3.987 

Non-command 

Deccan Traps 

2.476 

Command 

Deccan Traps 

5.702 

Non-command 

Deccan Traps 

0.333 

Command 

Deccan Traps 

3.873 

Non-command 

Deccan Traps 

0.308 

Non-command 

Deccan Traps 

2.302 

Non-command 

Deccan Traps 

1.021 

Non-command 

Deccan Traps 

0.528 

Non-command 

Deccan Traps 

0.640 

Non-command 

Deccan Traps 

2.920 

Non-command 

Deccan Traps 

2.569 

Non-command 

Deccan Traps 

2.266 

Non-command 

Deccan Traps 

5.619 

Non-command 

Deccan Traps 

2.530 

Non-command 

Deccan Traps 

9.493 

Non-command 

Deccan Traps 

4.167 

Non-command 

Deccan Traps 

0.683 

Non-command 

Deccan Traps 

2.138 

Non-command 

Deccan Traps 

1.865 

Non-command 

Deccan Traps 

0.307 

Non-command 

Deccan Traps 

0.681 

Non-command 

Deccan Traps 

0.762 

Non-command 

Deccan Traps 

0.239 

Non-command 

Deccan Traps 

4.901 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

50,000 

50,000 

120 

80,000 

55,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

50,000 

50,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

50,000 

50,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

50,000 

50,000 

120 

80,000 

55,000 

120 

50,000 

50,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.156 


0.150 


0.297 


0.257 


0.224 


0.528 









































































































































































































































































































































































































































































































































































































































































































































































































Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Danta 

0832000604114500 

10.633 

Fresh 

Daulatpura 

0832000604108900 

5.157 

Fresh 

Dhandera 

0832000604114700 

6.185 

Fresh 

Dhara Kheri 

0832000604112400 

4.656 

Fresh 

Dharmachya Kheri 

0832000604104700 

1.794 

Fresh 

Dharoniya 

0832000604108800 

5.944 

Fresh 

Dharoo Kheri 

0832000604108500 

4.186 

Fresh 

Dilawara 

0832000604109400 

3.614 

Fresh 

Dola 

0832000604107800 

7.915 

Fresh 

Farshpura 

0832000604108400 

3.317 

Fresh 

Gardan Kheri 

0832000604109900 

4.971 

Fresh 

Guradiya 

0832000604109000 

5.129 

Fresh 

Hanotiya Dharoniya 

0832000604105500 

2.846 

Fresh 

Hanotiya Kotri 

0832000604112200 

7.748 

Fresh 

Himmatgarh 

0832000604105600 

7.973 

Fresh 


llahipura 

0832000604112900 

1.124 

Fresh 

Jablen 

0832000604112600 

2.341 

Fresh 

Jeta Kheri 

0832000604109700 

2.111 

Fresh 

Kalyanpura 

0832000604113300 

3.885 

Fresh 

Karadiya Osav 

0832000604105700 

3.075 

Fresh 


Karma Kheri 

0832000604104500 

4.600 

Fresh 

Khadagpura 

0832000604115700 

7.346 

Fresh 

Khairana 

0832000604108000 

8.956 

Fresh 

Kharpa Kalan 

0832000604110200 

7.220 

Fresh 

Kharpa Khurd 

0832000604112100 

6.722 

Fresh 

Khatkar 

0832000604106000 

5.967 

Fresh 

Khejariya 

0832000604112500 

3.867 

Fresh 

Kheri 

0832000604114400 

2.430 

Fresh 

Kita Kheri 

0832000604109300 

1.287 

Fresh 

Kotri 

0832000604110100 

6.257 

Fresh 

Loti 

0832000604108200 

1.399 

Fresh 

Maya Kheri 

0832000604109600 

5.055 

Fresh 

Meerpura 

0832000604113400 

0.848 

Fresh 

Mohammadpura 

0832000604113500 

0.990 

Fresh 

Motmindganj 

0832000604105900 

3.536 

Fresh 

Narana 

0832000604113100 

2.354 

Fresh 

Nimba Hera 

0832000604108700 

3.495 

Fresh 

Nipaniya 

0832000604106100 

7.489 

Fresh 

Odiya Kheri 

0832000604108100 

5.339 

Fresh 

Osav 

0832000604104800 

11.784 

Fresh 

Padiyar Kheri 

0832000604110000 

3.563 

Fresh 

Peepaliya 

0832000604115100 

5.891 

Fresh 

Pirawa (M) 

0832000643207000 

7.964 

Fresh 

Rajpura 

0832000604109800 

1.822 

Fresh 

Ramay Dalpat 

0832000604111900 

6.245 

Fresh 

Ramay Mahoo 

0832000604114800 

9.725 

Fresh 

Rooppura 

0832000604112700 

1.059 

Fresh 

Samli Jinnar 

0832000604108300 

1.749 

Fresh 


Sanwat Khera 

0832000604115200 

4.838 

Fresh 

Saranga Khera 

0832000604112300 

6.684 

Fresh 


Type of Area (Command / 
command) 


_ m 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Chauli 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Chauli 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Chauli 

Non-command 

Non-command 

Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Deccan Traps 

10.166 

Non-command 

Deccan Traps 

2.393 

Non-command 

Deccan Traps 

6.185 

Non-command 

Deccan Traps 

4.656 

Non-command 

Deccan Traps 

1.159 

Non-command 

Deccan Traps 

5.411 

Non-command 

Deccan Traps 

3.338 

Non-command 

Deccan Traps 

3.614 

Non-command 

Deccan Traps 

6.524 

Non-command 

Deccan Traps 

3.317 

Non-command 

Deccan Traps 

4.971 

Non-command 

Deccan Traps 

5.053 

Non-command 

Deccan Traps 

2.488 

Non-command 

Deccan Traps 

4.558 

Command 

Deccan Traps 

0.000 

Non-command 

Deccan Traps 

1.147 

Non-command 

Deccan Traps 

1.124 

Non-command 

Deccan Traps 

2.341 

Non-command 

Deccan Traps 

2.111 

Non-command 

Deccan Traps 

3.885 

Command 

Deccan Traps 

0.006 

Non-command 

Deccan Traps 

1.627 

Non-command 

Deccan Traps 

0.003 

Non-command 

Deccan Traps 

0.013 

Non-command 

Deccan Traps 

8.956 

Non-command 

Deccan Traps 

2.353 

Non-command 

Deccan Traps 

0.767 

Non-command 

Deccan Traps 

5.955 

Non-command 

Deccan Traps 

3.867 

Non-command 

Deccan Traps 

2.430 

Non-command 

Deccan Traps 

1.287 

Non-command 

Deccan Traps 

6.257 

Non-command 

Deccan Traps 

1.399 

Non-command 

Deccan Traps 

5.055 

Non-command 

Deccan Traps 

0.848 

Non-command 

Deccan Traps 

0.990 

Non-command 

Deccan Traps 

3.536 

Non-command 

Deccan Traps 

2.354 

Non-command 

Deccan Traps 

0.000 

Non-command 

Deccan Traps 

1.878 

Non-command 

Deccan Traps 

5.339 

Non-command 

Deccan Traps 

7.997 

Non-command 

Deccan Traps 

3.563 

Non-command 

Deccan Traps 

5.890 

Non-command 

Deccan Traps 

7.964 

Non-command 

Deccan Traps 

1.822 

Non-command 

Deccan Traps 

0.660 

Non-command 

Deccan Traps 

3.717 

Non-command 

Deccan Traps 

1.059 

Command 

Deccan Traps 

0.042 

Non-command 

Deccan Traps 

1.528 

Non-command 

Deccan Traps 

2.905 

Non-command 

Deccan Traps 

6.684 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 



Wells with 
Pumpset 


MCM 


(15) 


0.878 



0.007 

0.007 

0.251 

0.261 

0.475 

0.475 



























































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


08004038 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Saroniya 

0832000604109100 

3.023 

Fresh 

Semli Chauhan 

0832000604115800 

9.937 

Fresh 

Sherpur 

0832000604113600 

10.032 

Fresh 

Silori 

0832000604107700 

7.305 

Fresh 

Tiktikiya 

0832000604105800 

3.167 

Fresh 

Tomariya Kheri 

0832000604107900 

2.232 

Fresh 

Adoosa 

0830000503835100 

2.472 

Fresh 

Amalsara 

0831000203867100 

16.608 

Fresh 


Bapawar Khurd 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kota Barrage 



Asannakti 

0831000203869300 

5.913 

Fresh 

Bambooliya Kataria 

0830000503840700 

3.434 

Fresh 

Bapawar Kalan 

0830000503843100 

10.377 

Fresh 


Non-command 


Non-command 


Non-command 



0830000503842900 


2.190 Fresh 


Parwan Pickup Weir 


Non-command 



Bayra 

0830000503837000 

0.894 

Fresh 

Begna 

0831000303876100 

7.150 

Fresh 


Non-command 


Parwan Lift 



Bhairoopura 

0832000103975800 

3.223 

Fresh 

Bhoola Hera 

0830000503848500 

2.918 

Fresh 

Bhoola Heri 

0830000503843200 

4.807 

Fresh 


Non-command 


Non-command 


Non-command 


Bilasara 

0832000103975900 

5.924 

Fresh 

Bilendi 

0831000203868900 

4.986 

Fresh 

Bohra 

0832000103975700 

11.450 

Fresh 

Boodhani 

0830000503842700 

4.983 

Fresh 

Borda 

0830000503844100 

3.491 

Fresh 

Borina 

0831000303876000 

7.766 

Fresh 

Chaheriya 

0831000203869800 

2.453 

Fresh 

Chatarpura 

0830000503849900 

3.567 

Fresh 

Chureliyan 

0831000303877100 

3.223 

Fresh 

Dabari Kalan 

0830000503842200 

15.682 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Parwan Lift 


Non-command 


Non-command 


Non-command 


Non-command 


Dawri Nakkiji 

0831000203870100 

3.046 

Fresh 

Deopura Sorsan 

0831000203869700 

4.905 

Fresh 


Dheeraheri 


0830000503842100 


4.765 Fresh 


Non-command 


Non-command 


Parwan Lift 


Non-command 


Digod 

0830000503848300 

7.862 

Fresh 

Dillipura 

0830000503844400 

4.816 

Fresh 


Non-command 


Non-command 


Dobara 

0830000503849800 

3.411 

Fresh 

Dobari 

0830000503848400 

1.353 

Fresh 

Doongarpur 

0830000503849700 

7.039 

Fresh 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Deccan Traps 

3.023 

Non-command 

Deccan Traps 

0.859 

Non-command 

Deccan Traps 

5.261 

Non-command 

Deccan Traps 

4.092 

Non-command 

Deccan Traps 

3.167 

Non-command 

Deccan Traps 

2.213 

Non-command 

Bhander Sandstone 

1.347 

Command 

Bhander Sandstone 

0.266 

Command 

Limestone 

0.034 

Non-command 

Bhander Sandstone 

5.745 

Non-command 

Limestone 

0.032 

Non-command 

Bhander Sandstone 

5.913 

Non-command 

Bhander Sandstone 

3.434 

Non-command 

Bhander Sandstone 

7.675 

Non-command 

Shale 

0.109 

Command 

Bhander Sandstone 

0.002 

Non-command 

Bhander Sandstone 

0.774 

Non-command 

Limestone 

0.026 

Non-command 

Bhander Sandstone 

0.727 

Non-command 

Shale 

2.726 

Non-command 

Bhander Sandstone 

0.894 

Command 

Bhander Sandstone 

0.446 

Command 

Limestone 

6.704 

Non-command 

Bhander Sandstone 

0.595 

Non-command 

Limestone 

0.276 

Command 

Bhander Sandstone 

2.193 

Command 

Limestone 

5.220 

Non-command 

Bhander Sandstone 

3.143 

Non-command 

Shale 

2.918 

Non-command 

Bhander Sandstone 

1.193 

Non-command 

Shale 

3.614 

Non-command 

Bhander Sandstone 

3.842 

Non-command 

Bhander Sandstone 

3.466 

Non-command 

Bhander Sandstone 

2.762 

Non-command 

Bhander Sandstone 

3.460 

Non-command 

Shale 

3.491 

Command 

Limestone 

2.318 

Non-command 

Bhander Sandstone 

2.453 

Non-command 

Shale 

0.783 

Non-command 

Bhander Sandstone 

3.223 

Non-command 

Bhander Sandstone 

15.584 

Non-command 

Shale 

0.099 

Non-command 

Bhander Sandstone 

3.046 

Non-command 

Bhander Sandstone 

4.111 

Command 

Bhander Sandstone 

0.794 

Non-command 

Bhander Sandstone 

2.018 

Non-command 

Shale 

0.643 

Non-command 

Shale 

7.044 

Non-command 

Bhander Sandstone 

1.758 

Non-command 

Shale 

3.059 

Non-command 

Shale 

1.488 

Non-command 

Shale 

1.353 

Non-command 

Bhander Sandstone 

4.771 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

55,000 

120 

80,000 

60,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

80,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

80,000 

120 

80,000 

60,000 

120 

150,000 

120,000 

120 

200,000 

150,000 

120 

150,000 

120,000 

120 

200,000 

150,000 

120 

150,000 

120,000 

120 

200,000 

150,000 

120 

70,000 

60,000 

120 

90,000 

80,000 

120 

80,000 

60,000 

120 

90,000 

80,000 

120 

70,000 

60,000 

120 

150,000 

120,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

80,000 

120 

200,000 

150,000 

120 

150,000 

120,000 

120 

90,000 

80,000 

120 

150,000 

120,000 

120 

80,000 

60,000 

120 

90,000 

80,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

80,000 

60,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

80,000 

60,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

80,000 

60,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.607 


0.046 


0.244 


0.244 


0.178 


0.370 



























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Ghas Khera 

0830000503842300 

2.099 

Fresh 

Gulab Pura 

0831000203866900 

7.975 

Fresh 


Non-command 


Kota Barrage 



Hanotiya 

0831000203870200 

3.150 

Fresh 

Hanpa Heri 

0831000203868100 

4.388 

Fresh 

Hanuwat Khera 

0830000503848800 

4.638 

Fresh 

Hanwat Khera 

0831000203870000 

3.406 

Fresh 


Haripura 

0830000503848200 

5.509 

Fresh 

Jagannathpura 

0831000303877400 

5.423 

Fresh 


Jali Hera 

0830000503841000 

1.122 

Fresh 

Jithani 

0830000503849400 

5.696 

Fresh 

Jogara 

0830000503848000 

4.728 

Fresh 

Jolpa 

0832000103975400 

22.302 

Fresh 

Kamolar 

0830000503843400 

9.408 

Fresh 

Kanganya 

0830000503837200 

4.594 

Fresh 

Kethori 

0831000203867200 

7.579 

Fresh 

Khariya 

0830000503843600 

3.823 

Fresh 


Non-command 


Parwan Lift 


Non-command 


Non-command 


Parwan Lift 


Non-command 


Non-command 


Parwan Lift 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kharkhara 

0831000203869100 

2.224 

Fresh 

Kherali 

0831000303876600 

9.084 

Fresh 


Non-command 


Parwan Lift 


Kotra 

0830000503843000 

4.191 

Fresh 

Kundanpur 

0830000503836900 

5.741 

Fresh 

Kurariya Kalan 

0830000503836600 

1.615 

Fresh 

Labaniya 

0830000503848900 

3.600 

Fresh 


Lasariya Kalan 


0830000503843700 


2.786 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Parwan Pickup Weir 


Non-command 


Lasariya Khurd 

0830000503844300 

2.254 

Fresh 

Latoora 

0830000503848700 

1.684 

Fresh 

Latoori 

0830000503848600 

6.263 

Fresh 


Non-command 


Non-command 


Non-command 


Lewa 

0831000303876700 

5.233 

Fresh 

Lola Heri 

0830000503842800 

3.734 

Fresh 


Parwan Lift 


Non-command 


Malihera 

0830000503840900 

4.425 

Fresh 

Manpura 

0831000203869000 

7.866 

Fresh 


Mau Jageer 

0831000203869500 

6.565 

Fresh 

Mirzapur 

0831000203869900 

8.825 

Fresh 


Non-command 


Non-command 


Parwan Lift 


Non-command 


Non-command 


Parwan Lift 



Mohammadpura 

0831000203868800 

7.538 

Fresh 

Moikalan 

0830000503849600 

24.694 

Fresh 


Non-command 


Non-command 


Nayapura 

0830000503843900 

1.499 

Fresh 

Niyana 

0831000203868700 

7.875 

Fresh 

Noorpur 

0831000303877300 

0.862 

Fresh 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Shale 

2.035 

Non-command 

Bhander Sandstone 

0.547 

Non-command 

Shale 

6.446 

Non-command 

Bhander Sandstone 

2.099 

Command 

Bhander Sandstone 

0.653 

Command 

Limestone 

1.015 

Non-command 

Bhander Sandstone 

3.150 

Command 

Limestone 

0.413 

Non-command 

Bhander Sandstone 

0.004 

Non-command 

Bhander Sandstone 

2.825 

Command 

Bhander Sandstone 

0.580 

Non-command 

Shale 

5.044 

Non-command 

Bhander Sandstone 

3.066 

Command 

Bhander Sandstone 

2.357 

Non-command 

Bhander Sandstone 

0.842 

Non-command 

Bhander Sandstone 

0.129 

Non-command 

Shale 

0.234 

Non-command 

Bhander Sandstone 

0.332 

Non-command 

Shale 

9.408 

Non-command 

Bhander Sandstone 

3.500 

Non-command 

Bhander Sandstone 

3.283 

Non-command 

Bhander Sandstone 

3.594 

Non-command 

Shale 

0.229 

Non-command 

Bhander Sandstone 

2.224 

Command 

Limestone 

0.645 

Command 

Older Alluvium 

0.000 

Non-command 

Bhander Sandstone 

0.008 

Non-command 

Bhander Sandstone 

3.156 

Non-command 

Bhander Sandstone 

1.265 

Non-command 

Bhander Sandstone 

1.267 

Command 

Bhander Sandstone 

0.008 

Non-command 

Bhander Sandstone 

2.145 

Non-command 

Shale 

0.640 

Non-command 

Shale 

2.254 

Non-command 

Bhander Sandstone 

1.652 

Non-command 

Bhander Sandstone 

3.857 

Non-command 

Shale 

2.043 

Command 

Limestone 

2.893 

Non-command 

Bhander Sandstone 

1.981 

Non-command 

Limestone 

0.020 

Non-command 

Bhander Sandstone 

3.861 

Non-command 

Bhander Sandstone 

5.445 

Command 

Bhander Sandstone 

0.172 

Non-command 

Bhander Sandstone 

6.565 

Non-command 

Bhander Sandstone 

4.182 

Command 

Bhander Sandstone 

1.978 

Command 

Limestone 

2.611 

Non-command 

Bhander Sandstone 

5.587 

Non-command 

Bhander Sandstone 

21.074 

Non-command 

Shale 

0.153 

Non-command 

Shale 

1.499 

Non-command 

Bhander Sandstone 

0.125 

Non-command 

Bhander Sandstone 

0.689 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

80,000 

120 

80,000 

60,000 

120 

90,000 

80,000 

120 

80,000 

60,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

80,000 

60,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

90,000 

80,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

80,000 

120 

70,000 

60,000 

120 

90,000 

80,000 

120 

80,000 

60,000 

120 

150,000 

120,000 

120 

80,000 

60,000 

120 

90,000 

80,000 

120 

150,000 

120,000 

120 

200,000 

150,000 

120 

150,000 

120,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

80,000 

120 

200,000 

150,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

80,000 

60,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

150,000 

120,000 

120 

150,000 

120,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.115 
















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Palkya 

0830000503836500 

3.275 

Fresh 

Pratappura 

0830000503843800 

1.719 

Fresh 



Parwan Lift 


Non-command 


Non-command 


Kota Barrage 


Non-command 


Rajoriya 

0831000203869600 

4.464 

Fresh 

Ramgarh 

0830000503834700 

0.751 

Fresh 

Ratawad 

0831000303876800 

6.833 

Fresh 


Non-command 


Kota Barrage 


Non-command 


Parwan Lift 



Relawad 

0830000503842400 

4.745 

Fresh 

Rosalya 

0830000503844000 

3.913 

Fresh 


Non-command 


Non-command 


Salaunya 

0830000503834800 

0.897 

Fresh 

Sanga Heri 

0831000203869200 

2.260 

Fresh 

Sangod (M) 

0830000543011000 

17.368 

Fresh 


Kota Barrage 


Non-command 


Non-command 


Shankarpura 


0831000303877500 


2.967 Fresh 


08004039 


Umarda 


Non-command 


Parwan Lift 



Shyampura 

0831000303876200 

5.277 

Fresh 

Soonda 

0830000503842600 

1.164 

Fresh 

Sorsan 

0831000203869400 

25.507 

Fresh 


Parwan Lift 


Non-command 


Non-command 


Parwan Lift 



Sundkya 

0830000503837100 

1.745 

Fresh 

Talchhi 

0830000503844200 

2.005 

Fresh 

Theemli 

0830000503840800 

2.162 

Fresh 

Tulsan 

0831000303877600 

7.879 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Parwan Lift 



0830000503842500 



2.723 

Fresh 

7.429 

Fresh 

5.369 

Fresh 


Non-command 


Non-command 


Non-command 


Parwan Lift 



Vinod Kalan 

0830000503840500 

7.702 

Fresh 

Vinod Khurd 

0830000503840600 

3.213 

Fresh 

Achalpura 

0831000803962500 

1.760 

Fresh 

Akawad Kalan 

0832000103993000 

9.533 

Fresh 

Akawad Khurd 

0832000103993100 

5.344 

Fresh 

Aklera (M) 

0832000343204000 

6.846 

Fresh 


Amarpura 

0831000803970600 

2.301 

Fresh 

Ambala 

0832000103995300 

4.979 

Fresh 

Amlawada Kharan 

0831000803966600 

10.069 

Fresh 

Amlawadaali 

0831000803957600 

4.589 

Fresh 

Amrit Kheri 

0832000304047700 

3.378 

Fresh 


Asalpur 

0831000803970500 

3.428 

Fresh 

Babar 

0831000803970900 

2.227 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chappi 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chappi 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Bhander Sandstone 

0.173 

Non-command 

Bhander Sandstone 

0.070 

Non-command 

Bhander Sandstone 

0.274 

Non-command 

Shale 

1.445 

Command 

Limestone 

0.506 

Non-command 

Bhander Sandstone 

1.198 

Non-command 

Limestone 

0.925 

Non-command 

Bhander Sandstone 

4.464 

Command 

Limestone 

0.299 

Non-command 

Bhander Sandstone 

0.086 

Command 

Bhander Sandstone 

5.803 

Command 

Limestone 

0.944 

Non-command 

Bhander Sandstone 

4.745 

Non-command 

Bhander Sandstone 

0.105 

Non-command 

Shale 

3.808 

Command 

Limestone 

0.679 

Non-command 

Bhander Sandstone 

2.260 

Non-command 

Bhander Sandstone 

3.518 

Non-command 

Shale 

10.639 

Non-command 

Bhander Sandstone 

1.691 

Command 

Bhander Sandstone 

0.877 

Command 

Limestone 

0.002 

Command 

Limestone 

1.748 

Non-command 

Bhander Sandstone 

0.504 

Non-command 

Bhander Sandstone 

12.578 

Command 

Bhander Sandstone 

4.033 

Command 

Limestone 

1.201 

Non-command 

Bhander Sandstone 

1.745 

Non-command 

Shale 

2.005 

Non-command 

Bhander Sandstone 

2.162 

Non-command 

Bhander Sandstone 

0.406 

Command 

Bhander Sandstone 

1.580 

Command 

Limestone 

0.174 

Non-command 

Bhander Sandstone 

2.723 

Non-command 

Bhander Sandstone 

7.280 

Non-command 

Bhander Sandstone 

4.379 

Command 

Bhander Sandstone 

0.960 

Command 

Limestone 

0.030 

Non-command 

Bhander Sandstone 

0.005 

Non-command 

Bhander Sandstone 

2.696 

Non-command 

Bhander Sandstone 

1.756 

Non-command 

Bhander Sandstone 

8.085 

Non-command 

Bhander Sandstone 

4.075 

Command 

Deccan Traps 

5.471 

Non-command 

Deccan Traps 

1.375 

Non-command 

Deccan Traps 

1.716 

Non-command 

Bhander Sandstone 

4.928 

Non-command 

Bhander Sandstone 

10.069 

Non-command 

Bhander Sandstone 

3.624 

Command 

Deccan Traps 

0.135 

Non-command 

Deccan Traps 

0.271 

Non-command 

Deccan Traps 

3.014 

Non-command 

Deccan Traps 

2.131 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

150,000 

120,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

80,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

150,000 

120,000 

120 

90,000 

60,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

200,000 

150,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

80,000 

120 

90,000 

60,000 

120 

150,000 

120,000 

120 

80,000 

60,000 

120 

90,000 

80,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

80,000 

60,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

80,000 

60,000 

120 

90,000 

80,000 

120 

80,000 

60,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

200,000 

150,000 

120 

150,000 

120,000 

120 

80,000 

60,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

200,000 

150,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

40,000 



Tube Wells with 
Wells Pumpset 




















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


11.375 Fresh 



Bal Khoh 

0832000103992900 

0.350 

Fresh 

Baldeo Pura 

0832000103995200 

5.997 

Fresh 

Bamori (Baday) 

0831000803966800 

4.968 

Fresh 


Non-command 


Non-command 


Non-command 



Baori Khera 

0831000803970300 

3.869 

Fresh 

Bardawada 

0832000304042500 

2.564 

Fresh 

Bareda 

0832000103995100 

7.195 

Fresh 

Bareri Kalan 

0832000304043100 

1.042 

Fresh 

Bareri Khurd 

0832000304043200 

0.591 

Fresh 

Barkheri 

0831000403891400 

22.812 

Fresh 

Basodiya 

0832000304043300 

3.586 

Fresh 

Beenda 

0832000304042300 

2.729 

Fresh 

Bhanpura 

0832000304048100 

3.325 

Fresh 

Bhaopura 

0831000803967000 

7.789 

Fresh 


Non-command 


Non-command 


Non-command 


Chappi 


Chappi 


Non-command 


Chappi 


Non-command 


Non-command 


Non-command 


Bhawanipura 

0832000304054600 

0.592 

Fresh 

Bhawanipura Jageer@Kakoni 

0831000803971200 

7.071 

Fresh 


Non-command 


Non-command 


Bheel Khera 

0832000103994600 

3.543 

Fresh 

Bheemgarh Veeran 

0832000103995800 

11.188 

Fresh 

Bilendi 

0831000803962600 

11.267 

Fresh 


Non-command 


Non-command 


Non-command 


Bislai 

0832000103994100 

2.270 

Fresh 

Bokhari 

0832000103995000 

2.738 

Fresh 

Bor Kheri 

0832000103994500 

3.618 

Fresh 

Borda 

0831000803966400 

1.430 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Bosar 

0832000103988800 

9.678 

Fresh 

Brahma Kheri 

0831000803971700 

1.861 

Fresh 

Chainpuriya Jageer 

0831000803961300 

4.598 

Fresh 

Chandaliya 

0832000103993700 

3.257 

Fresh 

Chandipur 

0832000304042900 

1.863 

Fresh 


Chhapihera 


Chureliya 


Dahi Khera 


Dateela 


Daulara 


Deopura 


0832000103995500 

2.313 

Fresh 

0832000304050100 

10.177 

Fresh 

0832000304042600 

1.111 

Fresh 

0832000304036800 

0.647 

Fresh 

0832000103995900 

4.597 

Fresh 

0831000403892600 

7.859 

Fresh 

0832000304037300 

4.213 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Chappi 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chappi 



Deori 

0832000103994200 

2.459 

Fresh 

Deori Chanchal 

0832000304050300 

6.016 

Fresh 

Deori Deo 

0832000304055700 

3.398 

Fresh 

Deori Kalan 

0832000304049000 

2.563 

Fresh 

Deori Khurd 

0832000304049100 

2.213 

Fresh 

Dobara 

0831000803970400 

3.933 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bhander Sandstone 

6.446 

Non-command 

Deccan Traps 

2.989 

Non-command 

Bhander Sandstone 

0.186 

Non-command 

Bhander Sandstone 

5.940 

Non-command 

Bhander Sandstone 

2.140 

Non-command 

Deccan Traps 

2.631 

Non-command 

Bhander Sandstone 

0.161 

Non-command 

Limestone 

0.002 

Non-command 

Deccan Traps 

3.633 

Non-command 

Deccan Traps 

0.368 

Non-command 

Bhander Sandstone 

7.034 

Command 

Deccan Traps 

0.293 

Command 

Deccan Traps 

0.563 

Non-command 

Bhander Sandstone 

12.378 

Command 

Deccan Traps 

0.088 

Non-command 

Deccan Traps 

0.706 

Non-command 

Deccan Traps 

2.218 

Non-command 

Bhander Sandstone 

2.453 

Non-command 

Deccan Traps 

4.454 

Non-command 

Deccan Traps 

0.592 

Non-command 

Bhander Sandstone 

6.463 

Non-command 

Deccan Traps 

0.485 

Non-command 

Bhander Sandstone 

3.219 

Non-command 

Bhander Sandstone 

0.797 

Non-command 

Bhander Sandstone 

8.722 

Non-command 

Deccan Traps 

1.964 

Non-command 

Bhander Sandstone 

0.499 

Non-command 

Bhander Sandstone 

0.897 

Non-command 

Bhander Sandstone 

3.445 

Non-command 

Bhander Sandstone 

1.418 

Non-command 

Deccan Traps 

0.012 

Non-command 

Bhander Sandstone 

1.772 

Non-command 

Deccan Traps 

0.100 

Non-command 

Bhander Sandstone 

0.383 

Non-command 

Bhander Sandstone 

0.160 

Command 

Deccan Traps 

1.489 

Non-command 

Deccan Traps 

0.375 

Non-command 

Bhander Sandstone 

0.350 

Non-command 

Deccan Traps 

0.114 

Non-command 

Deccan Traps 

1.111 

Non-command 

Bhander Sandstone 

0.647 

Non-command 

Bhander Sandstone 

0.667 

Non-command 

Bhander Sandstone 

0.275 

Command 

Bhander Sandstone 

1.002 

Command 

Deccan Traps 

0.841 

Non-command 

Bhander Sandstone 

0.976 

Non-command 

Deccan Traps 

0.017 

Non-command 

Bhander Sandstone 

1.605 

Non-command 

Deccan Traps 

5.871 

Non-command 

Deccan Traps 

2.327 

Non-command 

Deccan Traps 

2.563 

Non-command 

Deccan Traps 

2.195 

Non-command 

Deccan Traps 

3.091 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

90,000 

50,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

80,000 

50,000 

120 

70,000 

60,000 

120 

50,000 

50,000 

120 

80,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

50,000 

120 

80,000 

50,000 

120 

50,000 

50,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

80,000 

50,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

70,000 

60,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

70,000 

60,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

70,000 

60,000 

120 

80,000 

50,000 

120 

50,000 

50,000 

120 

90,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

90,000 

50,000 

120 

80,000 

50,000 

120 

90,000 

50,000 

120 

80,000 

50,000 

120 

70,000 

60,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

60,000 

40,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.691 


0.158 


0.029 


0.014 


0.490 


0.302 




0.030 

0.030 

0.024 

0.024 

0.030 

0.030 








































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Durjanpura 

0832000304048300 

6.355 

Fresh 

FatehpurJageer 

0831000803966300 

1.167 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Gadari 

0831000803961400 

1.539 

Fresh 

Gadiya Jaimal 

0832000304043400 

2.206 

Fresh 

Ganesh Ganj 

0832000304036900 

0.934 

Fresh 

Ghatoli 

0832000304050800 

8.814 

Fresh 

Gopalpura 

0832000304048400 

3.372 

Fresh 


Gordhanpura Near Koli 

0832000304050900 

1.278 

Fresh 

Gordhanpura@Kachnari 

0832000304048600 

3.483 

Fresh 

Gorya Khera 

0832000304047900 

2.269 

Fresh 


Gujri 


Gul Kheri 


Gundlai 


Gurha 


Haripura 


Hatola 


Hatoli 


Jai Nagar 


Jamunya 


Kachnariya 


Kagni Khera 


Kajlya 


Kalatol 


0832000309903100 

1.003 

Fresh 

0832000304047200 

2.576 

Fresh 

0831000803957800 

7.835 

Fresh 

0832000204015800 

4.753 

Fresh 

0832000304055900 

0.729 

Fresh 

0832000103993600 

3.406 

Fresh 

0832000103993500 

2.978 

Fresh 

0832000103993800 

4.101 

Fresh 

0831000803962100 

1.440 

Fresh 

0832000304055800 

2.203 

Fresh 

0832000304048800 

2.974 

Fresh 

0832000103994800 

1.472 

Fresh 

0832000304042800 

1.046 

Fresh 


0831000803971500 


4.830 Fresh 


Non-command 


Chappi 


Non-command 


Non-command 


Chappi 


Non-command 


Non-command 


Non-command 


Chappi 


Non-command 


Chappi 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chappi 


Non-command 


Non-command 


Kalmodiya 

0831000803971000 

1.608 

Fresh 

Kalyanpura 

0831000803957700 

5.980 

Fresh 

Kandari 

0831000803970200 

14.616 

Fresh 

Kanwar Pura 

0832000304048700 

2.691 

Fresh 


Karanwas 


0832000103994300 


5.767 Fresh 


Non-command 


Non-command 


Non-command 


Chappi 


Non-command 


Non-command 


Karnal Jageer 

0831000803963000 

6.215 

Fresh 

Kenwachi Kalan 

0832000304036700 

3.696 

Fresh 

Kenwachi Khurd 

0832000304037200 

2.347 

Fresh 


Non-command 


Non-command 


Chappi 


Non-command 



Khair Khera 

0832000103993900 

6.597 

Fresh 

Kharan 

0831000803966700 

6.275 

Fresh 


Non-command 


Non-command 



Kherkhera Near Kishorpura 

0832000304047300 

2.707 

Fresh 

Khokhera Ramchandra 

0832000304040600 

1.857 

Fresh 

Khuri 

0832000304043000 

1.007 

Fresh 

Kishanpuriya 

0832000304040700 

2.754 

Fresh 

Kohri 

0831000803961700 

1.851 

Fresh 

Kohri Jhar 

0832000304054400 

7.664 

Fresh 

Koli 

0832000304047100 

2.542 

Fresh 


Non-command 


Chappi 


Chappi 


Chappi 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Deccan Traps 

6.348 

Non-command 

Bhander Sandstone 

0.461 

Non-command 

Deccan Traps 

0.707 

Non-command 

Bhander Sandstone 

1.539 

Command 

Deccan Traps 

0.460 

Non-command 

Bhander Sandstone 

0.934 

Non-command 

Deccan Traps 

0.964 

Command 

Deccan Traps 

0.268 

Non-command 

Deccan Traps 

3.104 

Non-command 

Deccan Traps 

0.039 

Non-command 

Deccan Traps 

3.483 

Command 

Deccan Traps 

1.868 

Non-command 

Deccan Traps 

0.357 

Command 

Deccan Traps 

0.495 

Non-command 

Deccan Traps 

0.566 

Non-command 

Bhander Sandstone 

7.194 

Non-command 

Bhander Sandstone 

0.011 

Non-command 

Deccan Traps 

0.729 

Non-command 

Bhander Sandstone 

3.330 

Non-command 

Bhander Sandstone 

2.621 

Non-command 

Bhander Sandstone 

1.125 

Non-command 

Bhander Sandstone 

1.440 

Non-command 

Deccan Traps 

2.203 

Non-command 

Deccan Traps 

2.974 

Non-command 

Bhander Sandstone 

1.365 

Command 

Deccan Traps 

0.727 

Non-command 

Deccan Traps 

0.319 

Non-command 

Bhander Sandstone 

0.600 

Non-command 

Deccan Traps 

1.065 

Non-command 

Deccan Traps 

1.608 

Non-command 

Bhander Sandstone 

5.980 

Non-command 

Deccan Traps 

0.556 

Command 

Deccan Traps 

1.609 

Non-command 

Deccan Traps 

1.082 

Non-command 

Bhander Sandstone 

4.489 

Non-command 

Limestone 

0.387 

Non-command 

Bhander Sandstone 

0.606 

Non-command 

Bhander Sandstone 

3.696 

Command 

Deccan Traps 

0.012 

Non-command 

Bhander Sandstone 

2.092 

Non-command 

Deccan Traps 

0.244 

Non-command 

Bhander Sandstone 

6.153 

Non-command 

Bhander Sandstone 

6.228 

Non-command 

Deccan Traps 

0.047 

Non-command 

Bhander Sandstone 

1.588 

Non-command 

Deccan Traps 

1.406 

Non-command 

Deccan Traps 

0.977 

Command 

Deccan Traps 

0.317 

Command 

Deccan Traps 

0.316 

Command 

Deccan Traps 

2.754 

Non-command 

Bhander Sandstone 

0.202 

Non-command 

Deccan Traps 

4.716 

Non-command 

Deccan Traps 

0.022 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

50,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

50,000 

50,000 

120 

90,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

80,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

80,000 

50,000 

120 

50,000 

50,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

80,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

100,000 

80,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

70,000 

60,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

90,000 

50,000 

120 

80,000 

50,000 

120 

90,000 

50,000 

120 

80,000 

50,000 

120 

70,000 

60,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

50,000 

50,000 

120 

80,000 

50,000 

120 

50,000 

50,000 

120 

80,000 

50,000 

120 

100,000 

80,000 

120 

50,000 

50,000 

120 

50,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.336 


0.144 


0.115 


0.154 


0.114 


0.048 


0.180 


0.024 


0.300 


0.006 


0.048 


0.216 


0.042 


0.114 


0.114 


0.442 



0.317 

0.341 

0.144 

0.158 

0.108 

0.108 

0.012 

0.012 

0.066 

0.066 

0.174 

0.174 

0.029 

0.029 

0.108 

0.108 

0.006 

0.006 

















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Korkya 

0832000103993200 

0.584 

Fresh 

Kotra Dayal 

0832000304036400 

2.890 

Fresh 


Type of Area (Command / N< 
command) 


Kotra Jageer 

0832000304050400 

4.272 

Fresh 

Lambawar 

0831000803971400 

3.791 

Fresh 


Non-command 


Chappi 


Non-command 


Non-command 


Non-command 


Lasooriya Gend 

0832000304061000 

3.767 

Fresh 

Laxmipura Kalan 

0831000803961600 

1.914 

Fresh 

Luhariya 

0832000304037000 

2.016 

Fresh 


Luharpura 


Madanpura 


Madhopur 


Mahuwa Khera 


Mahuwa Khoh 


Malan Wasa 


Maloni 


Malooni 


Non-command 


Non-command 


Chappi 


Non-command 



0832000304042200 

0.672 

Fresh 

0832000304049200 

1.762 

Fresh 

0831000803962000 

5.839 

Fresh 

0832000103993400 

4.858 

Fresh 

0832000304049300 

2.111 

Fresh 

0832000304048900 

3.579 

Fresh 

0832000103991600 

15.421 

Fresh 

0831000803962400 

11.660 

Fresh 

0832000103991500 

7.298 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Mangta 


0832000304037100 


2.102 Fresh 


Chappi 


Non-command 



Manpura 

0832000103996000 

3.922 

Fresh 

Manpura Goojran 

0832000304048500 

1.329 

Fresh 

Manpura Lodhan 

0832000304056000 

3.511 

Fresh 

Misroli 

0831000803962800 

6.584 

Fresh 

Mokhampura 

0831000803962200 

20.173 

Fresh 

Moonj Khera 

0832000304054700 

2.230 

Fresh 

Moreli 

0832000304036500 

4.710 

Fresh 

Motipura Khurd 

0831000803962700 

6.121 

Fresh 

Nareda 

0831000803970700 

2.124 

Fresh 

Narsinghpura 

0831000403891700 

16.882 

Fresh 


Naya Pura 


Neem Khera 


Neem Khera 


Neemthoor 


Pachola 


0831000803967300 

3.179 

Fresh 

0832000304049400 

1.434 

Fresh 

0832000304054300 

1.201 

Fresh 

0832000304061200 

3.607 

Fresh 

0831000803957400 

16.007 

Fresh 

0832000304047800 

2.141 

Fresh 


Pal Khanda 

0832000304061100 

1.226 

Fresh 

Panchkui 

0831000803961800 

2.296 

Fresh 

Patan Khema 

0832000304036600 

2.170 

Fresh 

Patla Pani 

0831000803967400 

2.534 

Fresh 

Patri Khera 

0832000304050600 

1.674 

Fresh 

Peepalya Ghata 

0831000803962300 

16.470 

Fresh 

Peethapura 

0832000304060900 

5.820 

Fresh 

Phokarda 

0832000304042700 

3.131 

Fresh 

Polao 

0832000304036200 

4.528 

Fresh 

Rampura 

0832000304048000 

1.437 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Parwan Pickup Weir 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chappi 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chappi 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bhander Sandstone 

0.035 

Command 

Bhander Sandstone 

0.018 

Non-command 

Bhander Sandstone 

0.781 

Non-command 

Deccan Traps 

4.272 

Non-command 

Bhander Sandstone 

3.477 

Non-command 

Deccan Traps 

0.297 

Non-command 

Deccan Traps 

1.099 

Non-command 

Bhander Sandstone 

1.687 

Command 

Deccan Traps 

0.005 

Non-command 

Bhander Sandstone 

1.253 

Non-command 

Deccan Traps 

0.644 

Non-command 

Deccan Traps 

0.059 

Non-command 

Deccan Traps 

1.472 

Non-command 

Bhander Sandstone 

5.408 

Non-command 

Bhander Sandstone 

4.451 

Non-command 

Deccan Traps 

0.021 

Non-command 

Deccan Traps 

3.579 

Non-command 

Bhander Sandstone 

0.799 

Non-command 

Bhander Sandstone 

11.346 

Non-command 

Bhander Sandstone 

0.008 

Non-command 

Limestone 

0.748 

Command 

Deccan Traps 

0.012 

Non-command 

Bhander Sandstone 

1.800 

Non-command 

Deccan Traps 

0.291 

Non-command 

Bhander Sandstone 

2.747 

Non-command 

Deccan Traps 

1.329 

Non-command 

Deccan Traps 

0.721 

Non-command 

Bhander Sandstone 

0.279 

Non-command 

Bhander Sandstone 

19.941 

Non-command 

Deccan Traps 

1.649 

Non-command 

Bhander Sandstone 

4.692 

Non-command 

Bhander Sandstone 

0.152 

Non-command 

Deccan Traps 

0.002 

Non-command 

Bhander Sandstone 

6.551 

Command 

Bhander Sandstone 

0.120 

Non-command 

Deccan Traps 

1.314 

Non-command 

Deccan Traps 

0.011 

Non-command 

Deccan Traps 

0.032 

Non-command 

Deccan Traps 

0.385 

Non-command 

Bhander Sandstone 

15.837 

Command 

Deccan Traps 

1.941 

Non-command 

Deccan Traps 

0.081 

Non-command 

Deccan Traps 

0.605 

Non-command 

Bhander Sandstone 

2.060 

Non-command 

Bhander Sandstone 

2.144 

Non-command 

Deccan Traps 

0.101 

Non-command 

Deccan Traps 

1.674 

Non-command 

Bhander Sandstone 

16.427 

Non-command 

Deccan Traps 

0.131 

Non-command 

Deccan Traps 

1.602 

Non-command 

Bhander Sandstone 

2.355 

Command 

Deccan Traps 

0.030 

Non-command 

Deccan Traps 

1.407 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

60,000 

120 

90,000 

50,000 

120 

90,000 

50,000 

120 

50,000 

50,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

80,000 

50,000 

120 

100,000 

80,000 

120 

80,000 

50,000 

120 

90,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

100,000 

80,000 

120 

70,000 

60,000 

120 

80,000 

50,000 

120 

50,000 

50,000 

120 

70,000 

60,000 

120 

100,000 

80,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

50,000 

120 

90,000 

50,000 

120 

80,000 

50,000 

120 

70,000 

60,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

80,000 

50,000 

120 

90,000 

50,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

80,000 

50,000 

120 

50,000 

50,000 

120 

80,000 

50,000 

120 

100,000 

80,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

80,000 

50,000 

120 

100,000 

80,000 

120 

90,000 

50,000 

120 

60,000 

40,000 

120 

80,000 

50,000 

120 

100,000 

80,000 

120 

50,000 

50,000 

120 

80,000 

50,000 

120 

90,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.007 

0.015 

- 

- 

0.072 

0.072 

0.498 

0.498 

0.202 

0.214 

0.010 

0.010 

0.054 

0.054 

0.221 

0.305 

- 

- ' 

0.114 

0.114 

0.060 

0.060 

0.012 

0.012 

0.150 

0.150 

0.019 

0.055 

0.101 

0.227 



0.010 

0.010 

0.365 

0.521 

0.120 

0.120 

0.384 

0.395 



0.034 

0.034 

0.006 

0.006 

- 

- 

0.018 

0.018 

0.077 

0.221 

0.534 

0.534 

0.024 

0.024 

0.072 

0.072 

0.173 

0.233 

0.084 

0.084 

0.005 

0.005 

0.192 

0.192 

0.202 

0.238 

0.006 

0.006 

0.120 

0.120 

0.084 

0.084 

0.006 

0.006 

0.156 

0.156 
































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


(2) 

(3) 

(4) 

(5) 

Rawans Veeran 

0832000103995600 

2.319 

Fresh 

Reenchhwa 

0832000304037400 

8.918 

Fresh 


Type of Area (Command / N< 
command) 


Saikur 

0831000803970800 

4.426 

Fresh 

Salki Doongri 

0832000204015700 

3.667 

Fresh 


Non-command 


Chappi 


Non-command 


Non-command 


Non-command 


Samrol 

0832000103994700 

1.103 

Fresh 

Sar Khandiya 

0832000304054500 

3.764 

Fresh 

Sarang Khera 

0831000803961500 

4.832 

Fresh 

Sarkhandi Kalan 

0832000304050700 

1.901 

Fresh 

Sarkhandi Khurd 

0832000304050500 

2.658 

Fresh 

Sarthal 

0831000803971100 

8.656 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sarthala 

0832000103994400 

3.280 

Fresh 

Seejanya 

0831000803961900 

2.807 

Fresh 

Semli Kalan 

0832000304048200 

4.006 

Fresh 

Sewanya 

0832000103994900 

1.982 

Fresh 

Shergarh 

0831000403891500 

23.949 

Fresh 


Sukh Baredi 

0832000103994000 

3.410 

Fresh 

Sukhneri 

0831000803966500 

4.216 

Fresh 

Takooda Jageer 

0831000803966900 

2.027 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Parwan Pickup Weir 


Non-command 


Non-command 


Non-command 


Taraj 

0832000103995400 

21.091 

Fresh 

Telani 

0832000304040800 

0.582 

Fresh 


08004040 


Turkariya 

0832000304041000 

1.502 

Fresh 

Ugarpura 

0832000304050200 

2.462 

Fresh 

Ugena 

0832000304042100 

1.837 

Fresh 

Ummedpura 

0831000803957500 

8.172 

Fresh 

Uni 

0832000304040900 

1.903 

Fresh 

Akolya 

0832000404073000 

0.911 

Fresh 

Amarpura 

0831000803970600 

2.301 

Fresh 

Amlawada 

0832000304041100 

3.418 

Fresh 

Ank Kheri 

0832000404072900 

3.060 

Fresh 

Anwal Hera 

0832000404072700 

3.046 

Fresh 

Arjunpura 

0832000404062700 

10.119 

Fresh 

Asalpur 

0831000803970500 

3.428 

Fresh 

Baldeopura @ Char Khera 

0832000304055400 

1.240 

Fresh 

Baman Gaon 

0832000404069300 

1.207 

Fresh 

Bamanya Kheri 

0832000404062300 

5.808 

Fresh 

Bambooliya 

0832000404062200 

0.886 

Fresh 

Bamla Beh 

0832000404072300 

2.278 

Fresh 

Bandha Jageer 

0832000404062900 

1.914 

Fresh 

Baneth 

0832000404068400 

1.841 

Fresh 

Bans Khera 

0832000404068800 

5.859 

Fresh 

Banskheri Mewatiyan 

0832000404069700 

4.777 

Fresh 

Baori Khera 

0831000803970300 

3.869 

Fresh 

Bardawada 

0832000304042500 

2.564 

Fresh 

Bargaon 

0832000404073600 

3.108 

Fresh 

Baroo Beh 

0832000404064300 

5.267 

Fresh 

Barrawada 

0832000404062000 

1.432 

Fresh 

Barwad 

0832000404062100 

2.899 

Fresh 


Non-command 


Chappi 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bhander Sandstone 

1.844 

Command 

Bhander Sandstone 

0.006 

Non-command 

Bhander Sandstone 

2.315 

Non-command 

Deccan Traps 

3.577 

Non-command 

Bhander Sandstone 

0.013 

Non-command 

Limestone 

0.024 

Non-command 

Bhander Sandstone 

1.052 

Non-command 

Deccan Traps 

3.764 

Non-command 

Bhander Sandstone 

3.450 

Non-command 

Deccan Traps 

1.901 

Non-command 

Deccan Traps 

2.658 

Non-command 

Bhander Sandstone 

1.669 

Non-command 

Deccan Traps 

6.956 

Non-command 

Bhander Sandstone 

3.280 

Non-command 

Bhander Sandstone 

2.530 

Non-command 

Deccan Traps 

3.683 

Non-command 

Bhander Sandstone 

1.839 

Non-command 

Bhander Sandstone 

8.365 

Command 

Bhander Sandstone 

0.062 

Non-command 

Bhander Sandstone 

2.797 

Non-command 

Bhander Sandstone 

4.216 

Non-command 

Bhander Sandstone 

2.003 

Non-command 

Deccan Traps 

0.023 

Non-command 

Bhander Sandstone 

3.496 

Command 

Deccan Traps 

0.391 

Non-command 

Deccan Traps 

0.188 

Non-command 

Deccan Traps 

0.576 

Non-command 

Deccan Traps 

1.905 

Non-command 

Deccan Traps 

0.268 

Non-command 

Bhander Sandstone 

6.470 

Non-command 

Deccan Traps 

1.247 

Non-command 

Deccan Traps 

0.911 

Non-command 

Deccan Traps 

0.581 

Non-command 

Deccan Traps 

3.418 

Non-command 

Deccan Traps 

3.060 

Non-command 

Deccan Traps 

3.046 

Non-command 

Deccan Traps 

10.009 

Non-command 

Deccan Traps 

0.380 

Non-command 

Deccan Traps 

1.240 

Non-command 

Deccan Traps 

1.207 

Non-command 

Deccan Traps 

5.808 

Non-command 

Deccan Traps 

0.886 

Non-command 

Deccan Traps 

2.278 

Non-command 

Deccan Traps 

1.914 

Non-command 

Deccan Traps 

1.839 

Non-command 

Deccan Traps 

5.859 

Non-command 

Deccan Traps 

4.777 

Non-command 

Deccan Traps 

0.175 

Non-command 

Deccan Traps 

2.196 

Non-command 

Deccan Traps 

0.284 

Non-command 

Deccan Traps 

3.174 

Non-command 

Deccan Traps 

1.432 

Non-command 

Deccan Traps 

2.899 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

60,000 

120 

90,000 

50,000 

120 

90,000 

50,000 

120 

60,000 

40,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

50,000 

120 

100,000 

80,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

70,000 

60,000 

120 

100,000 

80,000 

120 

50,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

70,000 

60,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

100,000 

80,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

60,000 

40,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

60,000 

40,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

60,000 

40,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.192 

0.192 

0.518 

0.583 















































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Battoo Kheri 


Beel Khera 


Beenda 


Bhatgaon 


Bhawanipura 


Bhoolan Kheri 


Bhoomriya 


Birjipura 


Bishan Khera 


Bislai 


Bor Kheri 


Borda 


Brahma Kheri 


Budhwara 


Bukharya 


Chachorni 


Chak Baldeopura 


Chandipur 


Chandpura Kasba 


Chanpura Bheelan 


Chhan 


Chureliya 


Deegod Jageer 


Dekriya Kheri 


Deo Khoh 


Deori Chanchal 


Deori Deo 


Deori Kalan 


Deori Khurd 


Dev Kadar 


Dhaba 


Dhama Hera 


Dhamaniya 


Dhoondhaliya 


Dobara 


Gajwara 


Gajwari 


Ganeshpura 


Ganeshpura Lodhan 


Ganeshpura Maliyan 


Ganeshpura Near Dhaba 


Gangahoni 


Garboliya 


Gharawali 


Gokulpura 


Goraya Khera 


Goriya 


Goriya Khera 


Gurar Khera 


Gurari 


0832000404063900 


0831000803972200 


0832000304042300 


0831000803973300 


0832000404074600 


0832000404070100 


0832000404065700 


0832000404074500 


0832000404072600 


0832000404070000 


0831000803972600 


0832000404071100 


0831000803971700 


0832000404070600 


0832000404066800 


0832000404061900 


0832000304055500 


0832000404065400 


0832000404074000 


0832000404072500 


0832000404066400 


0832000304050100 


0831000803972100 


0832000404072200 


0832000304054800 


0832000304050300 


0832000304055700 


0832000404063700 


0832000304049100 


0832000404062500 


0832000304055000 


0832000304055200 


0832000404065800 


0832000404069200 


0831000803972900 


0832000304041900 


0831000803970400 


0832000404067100 


0832000404067000 


0832000304049800 


0832000404062600 


0832000404072400 


0832000404074100 


0832000304061500 


0832000404073800 


0832000404074200 


0832000404068900 


0832000304061400 


0832000404069500 


0832000404066200 


0832000304050000 


0832000404069900 


0832000404071500 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Deccan Traps 

1.149 

Non-command 

Deccan Traps 

1.493 

Non-command 

Deccan Traps 

2.023 

Non-command 

Deccan Traps 

0.448 

Non-command 

Deccan Traps 

5.104 

Non-command 

Deccan Traps 

2.661 

Non-command 

Deccan Traps 

3.449 

Non-command 

Deccan Traps 

1.426 

Non-command 

Deccan Traps 

5.453 

Non-command 

Deccan Traps 

2.402 

Non-command 

Deccan Traps 

4.183 

Non-command 

Deccan Traps 

2.106 

Non-command 

Deccan Traps 

1.762 

Non-command 

Deccan Traps 

3.917 

Non-command 

Deccan Traps 

0.986 

Non-command 

Deccan Traps 

1.022 

Non-command 

Deccan Traps 

1.074 

Non-command 

Deccan Traps 

4.200 

Non-command 

Deccan Traps 

2.485 

Non-command 

Deccan Traps 

8.480 

Non-command 

Deccan Traps 

3.174 

Non-command 

Deccan Traps 

10.063 

Non-command 

Deccan Traps 

7.047 

Non-command 

Deccan Traps 

2.134 

Non-command 

Deccan Traps 

1.349 

Non-command 

Deccan Traps 

0.145 

Non-command 

Deccan Traps 

1.072 

Non-command 

Deccan Traps 

3.296 

Non-command 

Deccan Traps 

0.018 

Non-command 

Deccan Traps 

2.247 

Non-command 

Deccan Traps 

2.753 

Non-command 

Deccan Traps 

1.244 

Non-command 

Deccan Traps 

2.756 

Non-command 

Deccan Traps 

3.468 

Non-command 

Deccan Traps 

0.153 

Non-command 

Deccan Traps 

1.702 

Non-command 

Deccan Traps 

0.762 

Non-command 

Deccan Traps 

2.648 

Non-command 

Deccan Traps 

1.942 

Non-command 

Deccan Traps 

1.031 

Non-command 

Deccan Traps 

1.520 

Non-command 

Deccan Traps 

5.111 

Non-command 

Deccan Traps 

0.266 

Non-command 

Deccan Traps 

2.305 

Non-command 

Deccan Traps 

0.005 

Non-command 

Deccan Traps 

2.683 

Non-command 

Deccan Traps 

3.775 

Non-command 

Deccan Traps 

0.811 

Non-command 

Deccan Traps 

2.866 

Non-command 

Deccan Traps 

1.169 

Non-command 

Deccan Traps 

1.362 

Non-command 

Deccan Traps 

0.875 

Non-command 

Deccan Traps 

3.693 


of Tube of Wells Operational 
Wells with Days 

Pumpset 


Average Yield 




Tube 

Wells 


Ipd 


( 12 ) 


80,000 


60,000 


80,000 


60,000 


80,000 


80,000 


80,000 


80,000 


80,000 


80,000 


60,000 


80,000 


60,000 


80,000 


80,000 


80,000 


80,000 


80,000 


80,000 


80,000 


80,000 


80,000 


60,000 


80,000 


80,000 


80,000 


80,000 


80,000 


80,000 


80,000 


80,000 


80,000 


80,000 


80,000 


60,000 


80,000 


60,000 


80,000 


80,000 


80,000 


80,000 


80,000 


80,000 


80,000 


80,000 


Wells with 
Pumpset 


Ipd 


(13) 


50,000 


40,000 


50,000 


40,000 


50,000 


50,000 


50,000 


50,000 


50,000 


50,000 


40,000 


50,000 


40,000 


50,000 


50,000 


50,000 


50,000 


50,000 


50,000 


50,000 


50,000 


50,000 


40,000 


50,000 


50,000 


50,000 


50,000 


50,000 


50,000 


50,000 


50,000 


50,000 


50,000 


50,000 


40,000 


50,000 


40,000 


50,000 


50,000 


50,000 


50,000 


50,000 


50,000 


50,000 


50,000 


Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.366 

0.366 

0.072 

0.079 

0.408 

0.408 

0.014 

0.014 

0.102 

0.102 

0.246 

0.246 

0.126 

0.126 

0.006 

0.006 

0.246 

0.246 

0.396 

0.396 

0.202 

0.202 

0.084 

0.084 

0.230 

0.244 

0.708 

0.708 

0.204 

0.204 

0.318 

0.366 

- 

- 

0.744 

0.744 

0.486 

0.486 

0.456 

0.456 

0.372 

0.372 

0.816 

0.816 

1.166 

1.216 

0.180 

0.180 

0.018 

0.018 

0.006 

0.006 

0.078 

0.078 

0.180 

0.180 

0.006 

0.006 

0.174 

0.174 

0.378 

0.378 

0.324 

0.353 

0.324 

0.324 

0.048 

0.048 

0.010 

0.010 

0.180 

0.180 

0.058 

0.058 

0.450 

0.460 

0.348 

0.348 

0.060 

0.060 

0.174 

0.174 

0.066 

0.066 



120 

80,000 

50,000 

0.019 

0.942 

0.961 

120 

80,000 

50,000 

0.010 

0.906 

0.916 

120 

80,000 

50,000 

- 

0.204 

0.204 

120 

80,000 

50,000 

- 

0.282 

0.282 



0.144 

0.144 

0.060 

0.060 

0.564 

0.564 






















































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


(2) 

(3) 

(4) 

(5) 

Halesara 

0831000803971800 

2.604 

Fresh 

Hanotiya Lodhan 

0832000404072000 

5.152 

Fresh 

Hanotya Mewatiyan 

0832000404068600 

1.381 

Fresh 

Harnawada Shahji 

0831000803972300 

17.298 

Fresh 

Hatai Khera 

0832000404070900 

2.580 

Fresh 

Himmatgarh 

0832000404068700 

1.309 

Fresh 

Hindola 

0831000803971900 

1.732 

Fresh 

Jamunya @ Kandari 

0832000404071400 

3.934 

Fresh 

Jatawa 

0832000404065600 

3.173 

Fresh 

Jawar 

0832000404066700 

7.256 

Fresh 

Jawari 

0832000404066600 

2.057 

Fresh 

Jetpura 

0832000404073100 

2.561 

Fresh 

Jheenkni 

0832000404073500 

10.939 

Fresh 

Jhiri 

0832000404069600 

3.263 

Fresh 

Joonapani 

0832000404070500 

9.812 

Fresh 

Kachnariya Khurd 

0831000803972500 

2.352 

Fresh 

Kalatol 

0831000803971500 

4.830 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kamkhera 

0832000404063600 

4.269 

Fresh 

Kandari 

0831000803970200 

14.616 

Fresh 

Kanwariya Kheri 

0832000404074800 

4.491 

Fresh 

Khajoori 

0832000404067200 

3.897 

Fresh 

Khajoori Jageer 

0832000404063000 

1.619 

Fresh 

Khankhara Lodhan 

0832000404071200 

1.933 

Fresh 

Khanpuriya Near Lahapasya 

0832000304041500 

1.384 

Fresh 

Khareriya 

0832000404063200 

3.415 

Fresh 

Khejra 

0832000304049900 

3.655 

Fresh 

Khenjra 

0832000404062800 

4.786 

Fresh 

Kheri Jageer 

0832000404061700 

1.470 

Fresh 

Kheri Mewatiyan 

0832000404069100 

2.502 

Fresh 

Khoribor 

0832000404075200 

1.991 

Fresh 

Kishanpuriya @ Mogya Beh 

0832000404066500 

1.272 

Fresh 

Kishanpurya 

0832000404069400 

3.490 

Fresh 

Kishorpura 

0832000404061800 

0.973 

Fresh 

Kohri 

0832000304055100 

1.691 

Fresh 

Koloo Kheri Mewatiyan 

0832000404063800 

2.880 

Fresh 

Kolookheri Kalan 

0832000404071900 

7.048 

Fresh 

Koonjari 

0832000404066300 

2.967 

Fresh 

Koonjran 

0832000404066100 

3.378 

Fresh 

Koriya Patan 

0832000404073200 

3.050 

Fresh 

Kotra Chamar Garh 

0832000404068100 

10.654 

Fresh 

Kotra Kagla 

0832000404064200 

8.780 

Fresh 

Kunda Khera 

0832000404068000 

2.745 

Fresh 

Kunma Kheri 

0831000803972700 

4.195 

Fresh 

Ladpurya 

0832000404067700 

5.162 

Fresh 

Lahas 

0832000304041600 

3.209 

Fresh 

Lahasi 

0832000304041700 

4.381 

Fresh 

Lapasya 

0832000304042400 

3.232 

Fresh 

Lasooriya Gend 

0832000304061000 

3.767 

Fresh 

Lasooriya Shah 

0832000304061300 

5.930 

Fresh 

Lodhipura 

0832000404068200 

5.312 

Fresh 

Luhariya 

0832000304037000 

2.016 

Fresh 

Luharpura 

0832000304042200 

0.672 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Deccan Traps 

2.604 

Non-command 

Deccan Traps 

5.149 

Non-command 

Deccan Traps 

1.381 

Non-command 

Deccan Traps 

15.431 

Non-command 

Deccan Traps 

2.580 

Non-command 

Deccan Traps 

1.309 

Non-command 

Deccan Traps 

1.732 

Non-command 

Deccan Traps 

3.889 

Non-command 

Deccan Traps 

3.173 

Non-command 

Deccan Traps 

7.256 

Non-command 

Deccan Traps 

2.057 

Non-command 

Deccan Traps 

2.560 

Non-command 

Deccan Traps 

3.244 

Non-command 

Deccan Traps 

3.263 

Non-command 

Deccan Traps 

9.812 

Non-command 

Deccan Traps 

2.349 

Non-command 

Bhander Sandstone 

0.055 

Non-command 

Deccan Traps 

3.110 

Non-command 

Deccan Traps 

4.269 

Non-command 

Deccan Traps 

12.362 

Non-command 

Deccan Traps 

2.761 

Non-command 

Deccan Traps 

3.895 

Non-command 

Deccan Traps 

1.619 

Non-command 

Deccan Traps 

1.933 

Non-command 

Deccan Traps 

1.384 

Non-command 

Deccan Traps 

3.415 

Non-command 

Deccan Traps 

3.655 

Non-command 

Deccan Traps 

4.748 

Non-command 

Deccan Traps 

1.470 

Non-command 

Deccan Traps 

2.502 

Non-command 

Deccan Traps 

0.139 

Non-command 

Deccan Traps 

1.263 

Non-command 

Deccan Traps 

3.490 

Non-command 

Deccan Traps 

0.973 

Non-command 

Deccan Traps 

1.691 

Non-command 

Deccan Traps 

2.880 

Non-command 

Deccan Traps 

7.048 

Non-command 

Deccan Traps 

2.967 

Non-command 

Deccan Traps 

3.378 

Non-command 

Deccan Traps 

2.744 

Non-command 

Deccan Traps 

8.342 

Non-command 

Deccan Traps 

8.399 

Non-command 

Deccan Traps 

0.212 

Non-command 

Deccan Traps 

0.000 

Non-command 

Deccan Traps 

1.225 

Non-command 

Deccan Traps 

3.209 

Non-command 

Deccan Traps 

4.381 

Non-command 

Deccan Traps 

3.232 

Non-command 

Deccan Traps 

1.248 

Non-command 

Deccan Traps 

5.930 

Non-command 

Deccan Traps 

5.073 

Non-command 

Deccan Traps 

0.114 

Non-command 

Deccan Traps 

0.613 


Number 
of Wells 
with 

Pumpset 

Number of 
Operational 
Days 

Average Yield 



Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(10) 

(IV 

(12) 

(13) 

58 

120 

60,000 

40,000 

80 

120 

80,000 

50,000 

20 

120 

80,000 

50,000 

275 

120 

60,000 

40,000 

43 

120 

80,000 

50,000 

23 

120 

80,000 

50,000 

6 

120 

60,000 

40,000 

58 

120 

80,000 

50,000 

108 

120 

80,000 

50,000 

145 

120 

80,000 

50,000 

49 

120 

80,000 

50,000 

46 

120 

80,000 

50,000 

18 

120 

80,000 

50,000 

88 

120 

80,000 

50,000 

66 

120 

80,000 

50,000 

49 

120 

60,000 

40,000 

1 

120 

100,000 

80,000 

34 

120 

60,000 

40,000 

58 

120 

80,000 

50,000 

71 

120 

60,000 

40,000 

34 

120 

80,000 

50,000 

100 

120 

80,000 

50,000 

52 

120 

80,000 

50,000 

23 

120 

80,000 

50,000 

40 

120 

80,000 

50,000 

2 

120 

80,000 

50,000 

56 

120 

80,000 

50,000 

45 

120 

80,000 

50,000 

15 

120 

80,000 

50,000 

25 

120 

80,000 

50,000 

2 

120 

80,000 

50,000 

27 

120 

80,000 

50,000 

12 

120 

80,000 

50,000 

11 

120 

80,000 

50,000 

32 

120 

80,000 

50,000 

72 

120 

80,000 

50,000 

228 

120 

80,000 

50,000 

85 

120 

80,000 

50,000 

24 

120 

80,000 

50,000 

2 

120 

80,000 

50,000 

4 120 

80,000 

50,000 

33 

120 

80,000 

50,000 

2 

120 

80,000 

50,000 

120 

60,000 

40,000 

3 

120 

80,000 

50,000 

134 

120 

80,000 

50,000 

34 

120 

80,000 

50,000 

67 

120 

80,000 

50,000 

10 

120 

80,000 

50,000 

127 

120 

80,000 

50,000 

19 

120 

80,000 

50,000 

2 

120 

80,000 

50,000 

23 

120 

80,000 

50,000 


Wells with 


MCM 

MCM 

(15) 

(16) 

0.278 

0.307 

0.480 

0.480 

0.120 

0.120 

1.320 

1.342 

0.258 

0.258 

0.138 

0.138 

0.029 

0.029 

0.348 

0.348 

0.648 

0.658 

0.870 

0.870 

0.294 

0.294 

0.276 

0.276 

0.108 

0.108 

0.528 

0.528 

0.396 

0.396 

0.235 

0.235 

0.010 

0.010 

0.163 

0.170 

0.348 

0.396 

0.341 

0.363 

0.204 

0.204 

0.600 

0.619 

0.312 

0.341 

0.138 

0.138 

0.240 

0.240 

0.012 

0.070 

0.336 

0.336 

0.270 

0.270 

0.090 

0.148 

0.150 

0.150 

0.012 

0.012 

0.162 

0.162 

0.072 

0.072 

0.066 

0.085 

0.192 

0.192 

0.432 

0.480 

1.368 

1.368 

0.510 

0.510 

0.144 

0.144 

0.012 

0.012 

0.024 

0.024 

0.198 

0.198 

0.012 

0.012 

- 

- 

0.018 

0.018 

0.804 

0.804 

0.204 

0.233 

0.402 

0.402 

0.060 

0.060 

0.762 

0.772 

0.114 

0.114 

0.012 

0.012 

0.138 

0.148 









































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Madanpura 


Maheshpura 


Mahuwa Khera 


Manapsar 


Manohar Thana 


Manpura 


Manpura Balram 


Manya Kheri 


Mawasa 


Mohanpura 


Moonj Khera 


Motipura 


Nagniya Kheri 


Nandhera 


Nareda 


Naya Pura 


Neem Khera 


Nesh Charnan 


Pacheta 


Paharpura 


Pal Khanda 


Panch Peepli 


Parthipura 


Pathari 


Pathriya 


Patla Pani 


Patlon 



Peepalya 


Peeplya Jawar 


Phokarda 


Phooti Barod@Phool Barod 


Piplodi 


Pirthipura Near Chureliya 


Poonya Khera 


Prempura 


Rajpura 


Rampurya 


Ranipura 


Ratanpura 


Reechhari 


Roopahera 


Sadala 


Sagoni 


Saikur 


Salawad 


Samrol 


Sareri 


0832000404074400 


0832000304049200 


0832000404071700 


0832000304049300 


0832000404071800 


0832000443205000 


0832000404071000 


0832000404073400 


0832000404072800 


0832000304041300 


0832000404064400 


0832000404074900 


0832000304054700 


0832000304049600 


0832000404066900 


0832000404063400 


0831000803970700 


0832000304049400 


0832000304061200 


0832000404074700 


0832000404067500 


0832000404074300 


0832000304061100 


0832000404072100 


0832000404065900 


0831000803971600 


0832000304041200 


0831000803967400 


0832000404061600 


0832000404068300 


0832000404070400 


0831000803972000 


0832000404064000 


0832000404063300 


0832000404065300 


0832000304042700 


0831000803972400 


0832000404071600 


0832000304054900 


0832000404069000 


0831000803970000 


0832000404069800 


0832000404067400 


0832000304041800 


0832000404067300 


0832000404070700 


0832000404071300 


0832000404065500 


0832000404068500 


0831000803970800 


0832000304041400 


0832000404070300 


0832000404063500 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Deccan Traps 

0.000 

Non-command 

Deccan Traps 

0.290 

Non-command 

Deccan Traps 

3.747 

Non-command 

Deccan Traps 

2.089 

Non-command 

Deccan Traps 

6.482 

Non-command 

Deccan Traps 

1.828 

Non-command 

Deccan Traps 

1.400 

Non-command 

Deccan Traps 

0.010 

Non-command 

Deccan Traps 

1.538 

Non-command 

Deccan Traps 

2.394 

Non-command 

Deccan Traps 

5.985 

Non-command 

Deccan Traps 

3.693 

Non-command 

Deccan Traps 

0.581 

Non-command 

Deccan Traps 

1.172 

Non-command 

Deccan Traps 

1.170 

Non-command 

Deccan Traps 

3.472 

Non-command 

Deccan Traps 

2.068 

Non-command 

Deccan Traps 

1.423 

Non-command 

Deccan Traps 

3.223 

Non-command 

Deccan Traps 

1.774 

Non-command 

Deccan Traps 

6.231 

Non-command 

Deccan Traps 

4.683 

Non-command 

Deccan Traps 

0.621 

Non-command 

Deccan Traps 

3.724 

Non-command 

Deccan Traps 

1.185 

Non-command 

Deccan Traps 

2.289 

Non-command 

Deccan Traps 

2.809 

Non-command 

Deccan Traps 

0.253 

Non-command 

Deccan Traps 

2.542 

Non-command 

Deccan Traps 

3.592 

Non-command 

Deccan Traps 

2.559 

Non-command 

Deccan Traps 

2.722 

Non-command 

Deccan Traps 

1.588 

Non-command 

Deccan Traps 

0.542 

Non-command 

Deccan Traps 

4.419 

Non-command 

Deccan Traps 

1.529 

Non-command 

Deccan Traps 

8.399 

Non-command 

Deccan Traps 

3.614 

Non-command 

Deccan Traps 

3.050 

Non-command 

Deccan Traps 

2.651 

Non-command 

Deccan Traps 

0.551 

Non-command 

Deccan Traps 

1.893 

Non-command 

Deccan Traps 

3.164 

Non-command 

Deccan Traps 

0.919 

Non-command 

Deccan Traps 

0.776 

Non-command 

Deccan Traps 

11.746 

Non-command 

Deccan Traps 

2.794 

Non-command 

Deccan Traps 

3.270 

Non-command 

Deccan Traps 

2.236 

Non-command 

Deccan Traps 

0.844 

Non-command 

Deccan Traps 

1.895 

Non-command 

Deccan Traps 

1.706 

Non-command 

Deccan Traps 

5.272 


Number 
of Wells 
with 

Pumpset 

Number of 
Operational 
Days 

Average Yield 



Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(10) 

(IV 

(12) 

(13) 

120 

80,000 

50,000 

5 

120 

80,000 

50,000 

17 

120 

80,000 

50,000 

38 

120 

80,000 

50,000 

122 

120 

80,000 

50,000 

85 

120 

80,000 

50,000 

11 

120 

80,000 

50,000 

120 

80,000 

50,000 

54 

120 

80,000 

50,000 

34 

120 

80,000 

50,000 

14 

120 

80,000 

50,000 

16 

120 

80,000 

50,000 

7 

120 

80,000 

50,000 

2 

120 

80,000 

50,000 

45 

120 

80,000 

50,000 

74 

120 

80,000 

50,000 

83 

120 

60,000 

40,000 

67 

120 

80,000 

50,000 

29 

120 

80,000 

50,000 

8 

120 

80,000 

50,000 

124 

120 

80,000 

50,000 

34 

120 

80,000 

50,000 

13 

120 

80,000 

50,000 

45 

120 

80,000 

50,000 

11 

120 

80,000 

50,000 

13 

120 

60,000 

40,000 

46 

120 

80,000 

50,000 

1 

120 

60,000 

40,000 

39 

120 

80,000 

50,000 

138 

120 

80,000 

50,000 

47 

120 

80,000 

50,000 

37 

120 

60,000 

40,000 

50 

120 

80,000 

50,000 

6 

120 

80,000 

50,000 

86 

120 

80,000 

50,000 

19 

120 

80,000 

50,000 

100 

120 

60,000 

40,000 

47 

120 

80,000 

50,000 

53 

120 

80,000 

50,000 

31 

120 

80,000 

50,000 

5 

120 

60,000 

40,000 

18 

120 

80,000 

50,000 

11 

120 

80,000 

50,000 

20 

120 

80,000 

50,000 

28 

120 

80,000 

50,000 

126 

120 

80,000 

50,000 

62 

120 

80,000 

50,000 

119 

120 

80,000 

50,000 

25 

120 

80,000 

50,000 

25 

120 

60,000 

40,000 

53 

120 

80,000 

50,000 

105 

120 

80,000 

50,000 

117 

120 

80,000 

50,000 


Tube Wells with 


MCM 

MCM 

(15) 

(16) 

~ 

- 

0.030 

0.030 

0.102 

0.102 

0.228 

0.276 

0.732 

0.732 

0.510 

0.539 

0.066 

0.066 

- 

- ! 

0.324 

0.324 

0.204 

0.204 

0.084 

0.084 

0.096 

0.096 

0.042 

0.042 

0.012 

0.012 

0.270 

0.270 

0.444 

0.463 

0.398 

0.405 

0.402 

0.488 

0.174 

0.174 

0.048 

0.048 

0.744 

0.744 

0.204 

0.204 

0.078 

0.078 

0.270 

0.270 

0.066 

0.066 

0.062 

0.062 

0.276 

0.276 

0.005 

0.005 

0.234 

0.311 

0.828 

0.828 

0.282 

0.282 

0.178 

0.192 

0.300 

0.300 

0.036 

0.036 

0.516 

0.516 

0.114 

0.114 

0.480 

0.502 

0.282 

0.282 

0.318 

0.318 

0.186 

0.186 

0.024 

0.024 

0.108 

0.108 

0.066 

0.066 

0.120 

0.130 

0.168 

0.168 

0.756 

0.756 

0.372 

0.372 

0.714 

0.714 

0.150 

0.160 

0.120 

0.134 

0.318 

0.318 

0.630 

0.649 

0.702 

0.702 





































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


08004041 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Sehat Kheri 

0832000404070200 

1.811 

Fresh 

Semali Jageer 

0832000404063100 

2.634 

Fresh 

Semli Khurd 

0832000304049500 

1.236 

Fresh 

Shorti 

0832000404064100 

10.455 

Fresh 

Shripura @ Dhabli 

0832000304055300 

2.143 

Fresh 

Soolya Jageer 

0832000404062400 

4.497 

Fresh 

Talaipura 

0832000304055600 

2.108 

Fresh 

Tandi 

0832000404065200 

2.716 

Fresh 

Telani 

0832000304040800 

0.582 

Fresh 

Thamari 

0832000304049700 

2.371 

Fresh 

Theekriya 

0832000404070800 

2.592 

Fresh 

Todri Meeran 

0832000404073300 

2.952 

Fresh 

Torakhera 

0832000404067600 

8.863 

Fresh 

Turkariya 

0832000304041000 

1.502 

Fresh 

Udpurya 

0832000404066000 

1.023 

Fresh 

Ugarpura 

0832000304050200 

2.462 

Fresh 

Ugena 

0832000304042100 

1.837 

Fresh 

Ugeni 

0832000304042000 

0.566 

Fresh 

Uni 

0832000304040900 

1.903 

Fresh 

Achrawa 

0831000403891100 

2.415 

Fresh 


Type of Area (Command / N< 
command) 


Amapura 

0831000403888900 

1.873 

Fresh 

Amli Jageer 

0831000403886400 

3.958 

Fresh 



Amratkheri 

0831000403893900 

2.949 

Fresh 

Antana 

0831000403887500 

10.955 

Fresh 

Asan 

0831000403883200 

0.778 

Fresh 

Aton 

0831000403885300 

13.929 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Parwan Pickup Weir 


Non-command 


Non-command 


Parwan Pickup Weir 


Non-command 


Parwan Pickup Weir 


Lashi 


Non-command 


Non-command 


Non-command 


Atru 

0831000403884800 

12.685 

Fresh 

Badora 

0831000403890900 

43.916 

Fresh 


Bahlawan 


Bahrawada 


Baldeopura 


Bapawar Kalan 


0831000403886000 


0.920 Fresh 


Non-command 


Non-command 


Parwan Pickup Weir 


Non-command 


Parwan Pickup Weir 



0832000103980400 

4.976 

Fresh 

0831000403888500 

7.080 

Fresh 

0831000403890200 

4.239 

Fresh 



Bamli 

0831000303878200 

8.446 

Fresh 

Bamori 

0831000403887200 

10.748 

Fresh 

Banpur 

0831000403889700 

6.310 

Fresh 


0830000503843100 


10.377 Fresh 


Non-command 


Non-command 


Non-command 


Parwan Pickup Weir 


Non-command 


Parwan Lift 


Non-command 


Non-command 


Non-command 


Parwan Pickup Weir 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Deccan Traps 

1.811 

Non-command 

Deccan Traps 

2.634 

Non-command 

Deccan Traps 

1.236 

Non-command 

Deccan Traps 

10.424 

Non-command 

Deccan Traps 

2.143 

Non-command 

Deccan Traps 

4.497 

Non-command 

Deccan Traps 

2.108 

Non-command 

Deccan Traps 

0.386 

Non-command 

Deccan Traps 

0.004 

Non-command 

Deccan Traps 

2.371 

Non-command 

Deccan Traps 

2.592 

Non-command 

Deccan Traps 

2.524 

Non-command 

Deccan Traps 

7.413 

Non-command 

Deccan Traps 

0.926 

Non-command 

Deccan Traps 

1.023 

Non-command 

Deccan Traps 

0.557 

Non-command 

Deccan Traps 

1.569 

Non-command 

Deccan Traps 

0.566 

Non-command 

Deccan Traps 

0.656 

Non-command 

Bhander Sandstone 

0.962 

Command 

Bhander Sandstone 

1.454 

Non-command 

Bhander Sandstone 

1.873 

Non-command 

Bhander Sandstone 

0.313 

Command 

Bhander Sandstone 

3.645 

Non-command 

Bhander Sandstone 

1.915 

Command 

Bhander Sandstone 

0.980 

Command 

Bhander Sandstone 

0.816 

Non-command 

Bhander Sandstone 

10.955 

Non-command 

Limestone 

0.778 

Non-command 

Bhander Sandstone 

13.744 

Non-command 

Limestone 

0.185 

Non-command 

Bhander Sandstone 

3.979 

Non-command 

Bhander Sandstone 

41.104 

Command 

Bhander Sandstone 

0.657 

Non-command 

Limestone 

0.600 

Command 

Bhander Sandstone 

0.001 

Command 

Limestone 

0.319 

Non-command 

Bhander Sandstone 

0.033 

Non-command 

Bhander Sandstone 

0.824 

Non-command 

Bhander Sandstone 

1.040 

Command 

Bhander Sandstone 

3.199 

Non-command 

Limestone 

6.652 

Command 

Limestone 

2.126 

Non-command 

Limestone 

0.834 

Non-command 

Bhander Sandstone 

10.748 

Non-command 

Bhander Sandstone 

5.674 

Command 

Bhander Sandstone 

0.636 

Non-command 

Bhander Sandstone 

1.158 

Non-command 

Limestone 

0.328 

Command 

Bhander Sandstone 

0.815 

Command 

Limestone 

0.292 

Non-command 

Bhander Sandstone 

0.449 

Non-command 

Limestone 

0.942 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

60,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.234 

0.234 

0.294 

0.361 

0.066 

0.066 

1.014 

1.033 

0.126 

0.126 

0.234 

0.234 

0.030 

0.030 

0.012 

0.012 

- 

- 

0.180 

0.199 

0.300 

0.300 

0.642 

0.642 

0.120 

0.120 

0.234 

0.234 

0.294 

0.294 

0.012 

0.012 

0.174 

0.203 

0.204 

0.204 

0.084 

0.084 

0.084 

0.193 

0.120 

0.280 

0.132 

0.224 

0.006 

0.014 

0.036 

0.170 

0.036 

0.095 

0.018 

0.052 

0.048 

0.090 

0.612 

0.965 

0.018 

0.248 

0.426 

1.644 

0.006 

0.025 

0.090 

0.409 

1.248 

1.769 

0.018 

0.026 

0.042 

0.215 












































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Baraodi 

0831000403892900 

4.113 

Fresh 

Barawada 

0831000803958400 

4.686 

Fresh 


Type of Area (Command / N< 
command) 


Barlan 

0831000403888200 

7.818 

Fresh 

Barna 

0830000503849000 

3.221 

Fresh 


Barodiya 

0831000403891800 

1.560 

Fresh 

Bhagwanpura 

0831000803958600 

2.860 

Fresh 

Bhainsara 

0831000403885400 

6.029 

Fresh 


Non-command 


Lashi 


Non-command 


Non-command 


Non-command 


Parwan Pickup Weir 


Non-command 


Lashi 


Non-command 


Bhairoopura 

0832000103975800 

3.223 

Fresh 

Bhakrawada 

0831000403889300 

5.015 

Fresh 

Bhoju Kheri 

0831000403890400 

2.604 

Fresh 



Bilasara 

0832000103975900 

5.924 

Fresh 

Bokara 

0831000403882800 

5.043 

Fresh 

Boodhani 

0830000503842700 

4.983 

Fresh 

Borda 

0831000303877900 

14.657 

Fresh 


Non-command 


Non-command 


Non-command 


Parwan Pickup Weir 


Non-command 


Parwan Pickup Weir 


Non-command 


Parwan Pickup Weir 


Non-command 


Non-command 


Non-command 


Non-command 


Budhan Hera 


0830000503849500 


6.700 Fresh 


Charan Kheri 

0831000403892200 

2.165 

Fresh 

Charel 

0830000503849200 

9.986 

Fresh 


Non-command 


Parwan Pickup Weir 


Non-command 


Non-command 



Chhatrapura 

0831000403888400 

11.214 

Fresh 

Chhela Bel 

0831000403884000 

4.433 

Fresh 

Dadwara 

0831000403887300 

2.711 

Fresh 

Dara 

0831000403888600 

8.533 

Fresh 

Daurani 

0830000503849300 

0.900 

Fresh 


Deelod Hathi 

0831000403889400 

12.442 

Fresh 

Deeloda 

0831000303878000 

9.678 

Fresh 

Deoli Rawan 

0831000403885600 

2.527 

Fresh 

Deopura 

0831000403892600 

7.859 

Fresh 

Dhoti 

0831000403880700 

14.781 

Fresh 

Dhumen 

0831000403886600 

21.947 

Fresh 


Diwali 

0831000403883700 

4.219 

Fresh 

Doongarpur 

0830000503849700 

7.039 

Fresh 

Durjan Pura 

0832000103980100 

3.543 

Fresh 

Gandoliya 

0831000403885000 

7.323 

Fresh 

Gordhanpura 

0831000403893700 

4.891 

Fresh 

Gordi 

0831000403891900 

7.489 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Parwan Pickup Weir 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Parwan Pickup Weir 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 

Number 
of Tube 
Wells 

Number 
of Wells 
with 

Pumpset 

Number of 
Operational 
Days 

Average Yield 

Draft 

Total 

Draft 







Tube 

Wells 

Wells with 
Pumpset 

Tube 

Wells 

Wells with 
Pumpset 


sq.km 

Ipd 

Ipd 

MCM 

MCM 

MCM 

(6) 

(7) 

(8) 

(9) 

(10) 

(IV 

(12) 

(13) 

(14) 

(15) 

(16) 

Non-command 

Bhander Sandstone 

4.113 

24 

48 

120 

70,000 

50,000 

0.202 

0.288 

0.490 

Command 

Bhander Sandstone 

1.049 

3 

14 

120 

100,000 

80,000 

0.036 

0.134 

0.170 

Non-command 

Bhander Sandstone 

2.496 

7 

34 

120 

100,000 

80,000 

0.084 

0.326 

0.410 

Non-command 

Bhander Sandstone 

7.728 

21 

14 

120 

70,000 

50,000 

0.176 

0.084 

0.260 

Non-command 

Limestone 

1.268 

6 

2 

120 

90,000 

60,000 

0.065 

0.014 

0.079 

Command 

Limestone 

1.953 

9 

3 

120 

90,000 

60,000 

0.097 

0.022 

0.119 

Non-command 

Bhander Sandstone 

1.560 

13 

4 

120 

70,000 

50,000 

0.109 

0.024 

0.133 


Command Bhander Sandstone 0.006 - - 120 100,000 80,000 


Non-command 

Bhander Sandstone 

0.155 

3 

2 

120 

70,000 

50,000 

0.025 

0.012 

0.037 

Non-command 

Limestone 

5.874 

126 

69 

120 

80,000 

50,000 

1.210 

0.414 

1.624 

Non-command 

Bhander Sandstone 

0.080 

1 

- 

120 

70,000 

60,000 

0.008 

- 

0.008 

Non-command 

Bhander Sandstone 

5.015 

26 

45 

120 

70,000 

50,000 

0.218 

0.270 

0.488 

Non-command 

Bhander Sandstone 

2.143 

5 

7 

120 

70,000 

50,000 

0.042 

0.042 

0.084 

Command 

Bhander Sandstone 

0.460 

1 

1 

120 

70,000 

50,000 

0.008 

0.006 

0.014 

Non-command 

Bhander Sandstone 

1.246 

21 

19 

120 

70,000 

50,000 

0.176 

0.114 

0.290 

Command 

Bhander Sandstone 

2.328 

38 

35 

120 

70,000 

50,000 

0.319 

0.210 

0.529 

Non-command 

Bhander Sandstone 

0.995 

6 

1 

120 

70,000 

50,000 

0.050 

0.006 

0.056 

Command 

Bhander Sandstone 

3.412 

22 

2 

120 

70,000 

50,000 

0.185 

0.012 

0.197 

Non-command 

Bhander Sandstone 

0.567 

7 

- 

120 

70,000 

60,000 

0.059 

- 

0.059 

Non-command 

Limestone 

5.043 

69 

34 

120 

80,000 

50,000 

0.662 

0.204 

0.866 

Non-command 

Bhander Sandstone 

1.522 

42 

1 

120 

80,000 

60,000 

0.403 

0.007 

0.410 


Non-command Bhander Sandstone 0.015 - - 120 150,000 120,000 

Non-command Limestone 14.642 148 - 120 200,000 150,000 3.552 - 3.552 

Non-command Bhander Sandstone 4.458 12 15 120 80,000 60,000 0.115 o.ios 0.223 

Command Bhander Sandstone 2.242 6 1 120 80,000 60,000 0.058 0.050 0.108 

Non-command Bhander Sandstone 2.165 38 40 120 70,000 50,000 0.319 0.240 0.559 

Non-command Bhander Sandstone 1.641 9 4 120 80,000 60,000 0.086 0.029 0.115 

Non-command Limestone 4.004 22 9 120 90,000 60,000 0.238 0.065 0.303 

Command Bhander Sandstone 1.421 8 3 120 80,000 60,000 0.077 0.022 0.099 

Command _ Limestone _ 2.920 _16_6_ 120 90,000 60,000 0.173 _ 0.043 0.216 

Non-command Bhander Sandstone 0.349 2 1 120 70,000 50,000 0.017 0.006 0.023 

Non-command Limestone 0.093 1 - 120 80,000 50,000 0.010 - 0.010 

Command Bhander Sandstone 1.067 6 3 120 70,000 50,000 0.050 0.018 0.068 

Command Limestone 0.246 1 1 120 80,000 50,000 0.010 0.006 0.016 

Non-command Bhander Sandstone 0.007 - - 120 70,000 50,000 

Non-command Limestone 2.015 50 8 120 80,000 50,000 0.480 0.048 0.528 

Non-command Bhander Sandstone 2.711 32 27 120 70,000 50,000 0.269 0.162 0.431 

Non-command Bhander Sandstone 2.706 16 1 120 70,000 50,000 0.134 0.006 0.140 

Non-command Bhander Sandstone 0.454 8 5 120 80,000 60,000 0.077 0.036 0.113 

Command Bhander Sandstone 0.446 1 5 120 80,000 60,000 0.067 0.036 0.103 

Non-command Bhander Sandstone 12.442 96 72 120 70,000 50,000 0.806 0.432 1.238 

Non-command Limestone 9.657 78 - 120 200,000 150,000 1.872 - 1.872 

Non-command Bhander Sandstone 2.527 7 4 120 70,000 50,000 0.059 0.024 0.083 

Non-command Bhander Sandstone 1.547 2 3 120 70,000 50,000 0.017 0.018 0.035 

Non-command Limestone 0.238 2 - 120 80,000 50,000 0.019 - 0.019 

Non-command Bhander Sandstone 16.744 15 29 120 70,000 50,000 0.126 0.174 0.300 

Command Bhander Sandstone 5.203 5 9 120 70,000 50,000 0.042 0.054 0.096 

Non-command Limestone 4.219 154 73 120 80,000 50,000 1.478 0.438 1.916 

Non-command Bhander Sandstone 0.125 1 1 120 80,000 60,000 0.010 0.007 0.017 

Non-command Bhander Sandstone 0.264 1 - 120 70,000 60,000 0.008 - 0.008 

Non-command Bhander Sandstone 3.008 37 9 120 70,000 50,000 0.311 0.054 0.365 

Non-command Bhander Sandstone 2.353 8 17 120 70,000 50,000 0.067 0.102 0.169 

Non-command Bhander Sandstone 7.451 97 74 120 70,000 50,000 0.815 0.444 1.259 

























































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Karariya Hara 


Karjoona 


Type of Area (Command / N< 
command) 



Hani Hera 

0831000403889100 

3.821 

Fresh 

Hanuwat Khera 

0830000503848800 

4.638 

Fresh 


Parwan Pickup Weir 


Non-command 


Non-command 



Jeerod 

0831000403882900 

5.686 

Fresh 

Jhagar 

0832000103988600 

10.005 

Fresh 

Jharota 

0831000403890100 

9.908 

Fresh 



Kachara 

0831000403885100 

4.666 

Fresh 

Kachari 

0831000403885200 

5.985 

Fresh 

Kanotiya 

0831000403890600 

11.896 

Fresh 

Kanwariya 

0831000403891300 

2.574 

Fresh 


Kanwarpura 

0831000403893600 

5.012 

Fresh 

Karadya Gulji 

0831000403890000 

1.276 

Fresh 


0831000403886500 


0831000403891200 


6.336 Fresh 


3.516 Fresh 


Kasampura 

0831000403892800 

6.309 

Fresh 

Katawar 

0831000403890300 

7.862 

Fresh 


Kawai 

0831000403893500 

13.172 

Fresh 

Kerwaliya 

0831000403892400 

5.930 

Fresh 

Khanpurya 

0831000403887000 

3.410 

Fresh 

Kharkhada Ramlothan 

0831000403889600 

5.657 

Fresh 

Kharkhara Asan 

0831000403883100 

2.784 

Fresh 

Kherali 

0831000303876600 

9.084 

Fresh 


Lashi 


Non-command 


Non-command 


Non-command 


Non-command 


Parwan Pickup Weir 


Non-command 


Parwan Pickup Weir 


Non-command 


Non-command 


Non-command 


Non-command 


Parwan Pickup Weir 


Non-command 


Non-command 


Parwan Pickup Weir 


Non-command 


Parwan Pickup Weir 


Non-command 


Parwan Pickup Weir 


Non-command 


Non-command 


Parwan Pickup Weir 


Non-command 


Non-command 


Parwan Pickup Weir 


Non-command 


Non-command 


Parwan Lift 


Kherli Bansla 

0831000403888300 

6.962 

Fresh 

Kherli Dabka 

0831000403885500 

5.043 

Fresh 


Non-command 


Non-command 


Kherli Gaddiyan 

0831000403893400 

12.999 

Fresh 

Kherli Majar 

0831000403883600 

1.912 

Fresh 

Kherli Naharya 

0831000403887400 

2.741 

Fresh 

Kherli Rawan 

0831000403885700 

4.109 

Fresh 


Khuri 

0831000403882700 

12.390 

Fresh 

Kishanpura 

0831000403886100 

2.561 

Fresh 


Kishanpura Masaldaran 


Non-command 


Non-command 


Non-command 


Non-command 


Parwan Pickup Weir 


Non-command 


Non-command 



0831000403891600 


2.314 Fresh 


Kotla 

0832000103976000 

7.086 

Fresh 

Kotra 

0830000503843000 

4.191 

Fresh 


Non-command 


Parwan Pickup Weir 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 

Number 
of Tube 
Wells 



sq.km 


(6) 

(7) 

(8) 

(9) 

Command 

Bhander Sandstone 

0.038 

1 

Non-command 

Bhander Sandstone 

3.821 

31 

Non-command 

Bhander Sandstone 

3.756 

19 

Non-command 

Limestone 

0.113 

1 

Command 

Bhander Sandstone 

0.451 

2 

Command 

Limestone 

0.315 

2 

Command 

Bhander Sandstone 

2.091 

8 

Non-command 

Bhander Sandstone 

0.052 

- 

Non-command 

Limestone 

5.287 

73 

Non-command 

Bhander Sandstone 

0.012 

- 

Non-command 

Bhander Sandstone 

5.706 

9 

Command 

Bhander Sandstone 

4.202 

6 

Non-command 

Bhander Sandstone 

4.450 

19 

Command 

Bhander Sandstone 

1.117 

5 

Non-command 

Bhander Sandstone 

4.666 

33 

Non-command 

Bhander Sandstone 

5.985 

17 

Non-command 

Bhander Sandstone 

11.896 

28 

Non-command 

Bhander Sandstone 

0.905 

3 

Command 

Bhander Sandstone 

1.669 

5 

Non-command 

Bhander Sandstone 

3.619 

9 

Non-command 

Bhander Sandstone 

0.273 

6 

Command 

Bhander Sandstone 

1.004 

22 

Non-command 

Bhander Sandstone 

6.031 

14 

Command 

Bhander Sandstone 

0.306 

1 

Non-command 

Bhander Sandstone 

1.202 

21 

Command 

Bhander Sandstone 

2.315 

41 

Non-command 

Bhander Sandstone 

6.271 

30 

Non-command 

Bhander Sandstone 

1.224 

5 

Command 

Bhander Sandstone 

6.639 

27 

Non-command 

Bhander Sandstone 

7.257 

25 

Non-command 

Bhander Sandstone 

5.930 

40 

Command 

Bhander Sandstone 

3.410 

30 

Non-command 

Bhander Sandstone 

5.657 

85 

Non-command 

Limestone 

2.784 

88 

Command 

Limestone 

1.494 

30 

Command 

Older Alluvium 

0.309 

6 

Non-command 

Bhander Sandstone 

3.891 

6 

Non-command 

Bhander Sandstone 

4.880 

27 

Non-command 

Limestone 

0.163 

1 

Non-command 

Bhander Sandstone 

3.031 

8 

Non-command 

Limestone 

1.912 

33 

Non-command 

Bhander Sandstone 

2.741 

45 

Non-command 

Bhander Sandstone 

0.509 

4 

Command 

Bhander Sandstone 

3.600 

26 

Non-command 

Limestone 

8.526 

150 

Non-command 

Bhander Sandstone 

0.729 

10 

Non-command 

Limestone 

0.114 

2 

Command 

Bhander Sandstone 

1.437 

19 

Command 

Limestone 

0.281 

4 

Non-command 

Bhander Sandstone 

1.295 

22 

Command 

Bhander Sandstone 

1.020 

17 

Non-command 

Bhander Sandstone 

0.647 

- 

Non-command 

Bhander Sandstone 

0.241 

2 


with 

Pumpset 



Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

200,000 

150,000 

120 

150,000 

120,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

80,000 

60,000 



Tube Wells with 
Wells Pumpset 

















































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Kundi 

0831000403893000 

11.262 

Fresh 

Kunjer 

0831000403883400 

14.979 

Fresh 

Labaniya 

0830000503848900 

3.600 

Fresh 


Non-command 


Non-command 


Non-command 



Latoora 

0830000503848700 

1.684 

Fresh 

Latoori 

0830000503848600 

6.263 

Fresh 

Laxmipura 

0831000403884700 

2.456 

Fresh 

Lola Heri 

0830000503842800 

3.734 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Lolaheri 

0831000403889000 

3.606 

Fresh 

Manoharpur 

0831000403883000 

5.024 

Fresh 

Manyagan 

0831000403889800 

1.174 

Fresh 

Maytha 

0831000403883500 

6.125 

Fresh 


Mehla 


Merma Talab 


Narsinghpura 


Nayagaon 


Nayagaon Bajaran 


Neemoda 


Nohalya 


Padliya 


Panduheli 


Non-command 


Non-command 


Non-command 


Non-command 



0831000403891000 


0831000403883900 


2.223 Fresh 


11.127 Fresh 


Parwan Pickup Weir 


Non-command 


Parwan Pickup Weir 


Non-command 



Moikalan 

0830000503849600 

24.694 

Fresh 

Moondla 

0831000403887600 

8.777 

Fresh 

Moosai Gujran 

0831000403894000 

4.463 

Fresh 


Mothpur 

0831000403892300 

16.555 

Fresh 

Motipura 

0831000403892700 

5.673 

Fresh 

Motuka 

0831000403887100 

2.959 

Fresh 


Musen Mata 

0831000403887700 

5.675 

Fresh 

Nanawata 

0831000403892100 

5.378 

Fresh 

Narayanpura 

0831000403890500 

1.572 

Fresh 



0831000803958300 

0.440 

Fresh 

0831000403880500 

5.258 

Fresh 

0831000403891700 

16.882 

Fresh 



0831000403892000 

5.012 

Fresh 

0832000103976300 

3.347 

Fresh 

0831000403883800 

5.017 

Fresh 

0831000403888700 

11.098 

Fresh 

0831000403886700 

3.938 

Fresh 

0831000403893200 

4.890 

Fresh 

0831000403894100 

1.938 

Fresh 


Non-command 


Non-command 


Lashi 


Non-command 


Non-command 


Non-command 


Non-command 


Parwan Pickup Weir 


Non-command 


Non-command 


Non-command 


Parwan Pickup Weir 


Non-command 


Non-command 


Non-command 


Parwan Pickup Weir 


Non-command 


Non-command 


Non-command 


Non-command 


Parwan Pickup Weir 


Non-command 


Lashi 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 

Number 
of Tube 
Wells 



sq.km 


(6) 

(7) 

(8) 

(9) 

Non-command 

Limestone 

2.561 

18 

Command 

Limestone 

1.381 

10 

Non-command 

Bhander Sandstone 

4.448 

57 

Non-command 

Limestone 

2.930 

38 

Command 

Bhander Sandstone 

1.107 

14 

Command 

Limestone 

0.763 

10 

Non-command 

Bhander Sandstone 

11.262 

128 

Non-command 

Limestone 

14.979 

190 

Non-command 

Bhander Sandstone 

1.331 

15 

Non-command 

Limestone 

0.384 

4 

Command 

Bhander Sandstone 

0.543 

6 

Command 

Limestone 

0.067 

1 

Non-command 

Bhander Sandstone 

0.032 

- 

Non-command 

Bhander Sandstone 

0.363 

3 

Non-command 

Bhander Sandstone 

2.456 

41 

Non-command 

Bhander Sandstone 

1.202 

14 

Non-command 

Limestone 

0.532 

6 

Non-command 

Bhander Sandstone 

3.606 

10 

Non-command 

Limestone 

5.024 

84 

Non-command 

Bhander Sandstone 

1.174 

7 

Non-command 

Bhander Sandstone 

0.900 

11 

Non-command 

Limestone 

5.152 

61 

Command 

Limestone 

0.073 

1 

Non-command 

Bhander Sandstone 

0.822 

3 

Command 

Bhander Sandstone 

1.401 

5 

Non-command 

Bhander Sandstone 

5.271 

91 

Non-command 

Limestone 

4.790 

83 

Non-command 

Bhander Sandstone 

0.136 

1 

Non-command 

Limestone 

0.010 

- 

Non-command 

Bhander Sandstone 

1.538 

5 

Non-command 

Bhander Sandstone 

8.777 

25 

Command 

Bhander Sandstone 

0.573 

4 

Non-command 

Bhander Sandstone 

3.891 

31 

Non-command 

Bhander Sandstone 

16.555 

196 

Non-command 

Bhander Sandstone 

3.131 

6 

Non-command 

Bhander Sandstone 

2.068 

10 

Command 

Bhander Sandstone 

0.891 

5 

Non-command 

Bhander Sandstone 

5.675 

42 

Non-command 

Bhander Sandstone 

5.378 

71 

Non-command 

Bhander Sandstone 

0.727 

9 

Command 

Bhander Sandstone 

0.844 

11 

Non-command 

Bhander Sandstone 

0.440 

8 

Non-command 

Limestone 

0.127 

2 

Non-command 

Bhander Sandstone 

10.040 

12 

Command 

Bhander Sandstone 

0.161 

- 

Non-command 

Bhander Sandstone 

5.012 

36 

Non-command 

Bhander Sandstone 

0.096 

1 

Non-command 

Limestone 

5.017 

56 

Non-command 

Bhander Sandstone 

4.890 

18 

Command 

Bhander Sandstone 

3.938 

40 

Non-command 

Bhander Sandstone 

4.890 

15 

Command 

Bhander Sandstone 

0.692 

6 

Non-command 

Bhander Sandstone 

1.246 

10 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

150,000 

120,000 

120 

200,000 

150,000 

120 

150,000 

120,000 

120 

200,000 

150,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

80,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

80,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 



Wells with 
Pumpset 


MCM 


(15) 


0.007 

































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Patna 


Phaliya 


Phattu Kheri 


Potoo Kheri 


Rajpura Jageer 


Reechhanda 


Sankhera 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


0831000403888000 


0831000803958000 


0831000403888100 


0832000103980000 


0831000803958200 


0831000403886200 


sq.km 


(4) (5) 


2.138 Fresh 


9.912 Fresh 


3.283 Fresh 


9.118 Fresh 


5.391 Fresh 


5.523 Fresh 


Rughnathpura 

0831000403890700 

13.286 

Fresh 

Sahrod 

0831000403880600 

10.320 

Fresh 

Sakatpur 

0831000403886800 

6.020 

Fresh 

Salpura 

0831000403893800 

3.838 

Fresh 


0830000503849100 


1.850 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Parwan Pickup Weir 


Non-command 


Non-command 


Parwan Pickup Weir 


Lashi 


Non-command 


Non-command 



Sarsodiya 

0831000403892500 

7.420 

Fresh 

Seendhni 

0831000403888800 

3.123 

Fresh 

Shankarpura 

0831000303877500 

2.967 

Fresh 

Shergarh 

0831000403891500 

23.949 

Fresh 


Sodalheri 

0831000403893300 

5.269 

Fresh 

Soonda 

0830000503842600 

1.164 

Fresh 

Subhashpura 

0831000403887900 

1.251 

Fresh 

Teegri 

0831000403889200 

3.677 

Fresh 

Toomra 

0831000303877700 

2.522 

Fresh 


Parwan Pickup Weir 


Non-command 


Non-command 


Non-command 


Non-command 


Parwan Pickup Weir 


Non-command 


Non-command 


Non-command 


Non-command 


Parwan Lift 


Tulsan 


0831000303877600 


7.879 Fresh 


Non-command 


Parwan Lift 


08004042 



Udpuriya 

0831000403883300 

4.335 

Fresh 

Ugrapura 

0831000403893100 

6.345 

Fresh 

Umarda 

0830000503842500 

7.429 

Fresh 

Ummedganj 

0831000403887800 

3.629 

Fresh 

Ummedpura 

0831000803957500 

8.172 

Fresh 

Vyas Kheri 

0831000403889500 

1.461 

Fresh 

Balbatpura 

0832000404077400 

0.931 

Fresh 

Baldeopura 

0832000404076300 

3.771 

Fresh 

Banjari 

0832000404076500 

1.223 

Fresh 

Bargaon 

0832000404073600 

3.108 

Fresh 

Bhojpur 

0832000404076700 

1.778 

Fresh 

Birjipura 

0832000404074500 

3.560 

Fresh 

Borkhandi 

0832000404080300 

1.410 

Fresh 

Chandpura Kasba 

0832000404074000 

2.746 

Fresh 

Chhittora 

0832000404078500 

2.819 

Fresh 

Chhorliya 

0832000404078400 

1.578 

Fresh 

Chittauri 

0832000404080100 

6.347 

Fresh 

Dangipura 

0832000404079800 

7.930 

Fresh 

Dolatpura 

0832000404075600 

2.758 

Fresh 

Ganeshpura 

0832000404077800 

3.923 

Fresh 

Ganeshpura Lodhan 

0832000404072400 

5.272 

Fresh 

Ganeshpura Maliyan 

0832000404074100 

1.369 

Fresh 

Gangahoni 

0832000404073800 

4.977 

Fresh 

Ghora Khera 

0832000404077500 

1.625 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bhander Sandstone 

2.138 

Non-command 

Bhander Sandstone 

0.151 

Non-command 

Bhander Sandstone 

3.283 

Non-command 

Bhander Sandstone 

0.018 

Non-command 

Bhander Sandstone 

0.995 

Non-command 

Bhander Sandstone 

2.322 

Command 

Bhander Sandstone 

3.201 

Non-command 

Bhander Sandstone 

13.260 

Non-command 

Limestone 

9.540 

Command 

Bhander Sandstone 

6.020 

Command 

Bhander Sandstone 

0.585 

Non-command 

Bhander Sandstone 

0.579 

Non-command 

Bhander Sandstone 

0.862 

Non-command 

Limestone 

0.143 

Command 

Bhander Sandstone 

0.846 

Non-command 

Bhander Sandstone 

7.316 

Non-command 

Bhander Sandstone 

3.123 

Non-command 

Bhander Sandstone 

0.397 

Non-command 

Bhander Sandstone 

10.487 

Command 

Bhander Sandstone 

0.961 

Non-command 

Bhander Sandstone 

5.269 

Non-command 

Bhander Sandstone 

0.660 

Non-command 

Bhander Sandstone 

1.251 

Non-command 

Bhander Sandstone 

3.677 

Command 

Bhander Sandstone 

0.145 

Command 

Limestone 

2.378 

Non-command 

Bhander Sandstone 

1.109 

Command 

Bhander Sandstone 

3.213 

Command 

Limestone 

1.396 

Non-command 

Limestone 

4.335 

Non-command 

Bhander Sandstone 

6.345 

Non-command 

Bhander Sandstone 

0.149 

Non-command 

Bhander Sandstone 

3.629 

Non-command 

Bhander Sandstone 

1.194 

Non-command 

Bhander Sandstone 

1.461 

Non-command 

Deccan Traps 

0.931 

Non-command 

Deccan Traps 

3.771 

Non-command 

Deccan Traps 

1.223 

Non-command 

Deccan Traps 

2.824 

Non-command 

Deccan Traps 

1.778 

Non-command 

Deccan Traps 

2.134 

Non-command 

Deccan Traps 

1.410 

Non-command 

Deccan Traps 

0.262 

Non-command 

Deccan Traps 

2.819 

Non-command 

Deccan Traps 

1.578 

Non-command 

Deccan Traps 

6.347 

Non-command 

Deccan Traps 

7.930 

Non-command 

Deccan Traps 

2.758 

Non-command 

Deccan Traps 

3.923 

Non-command 

Deccan Traps 

0.161 

Non-command 

Deccan Traps 

1.063 

Non-command 

Deccan Traps 

4.972 

Non-command 

Deccan Traps 

1.625 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

150,000 

120,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

150,000 

120,000 

120 

200,000 

150,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

200,000 

150,000 

120 

80,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.444 



0.228 

0.228 

0.360 

0.360 

























































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Girdharpura 


Gordhanpura 


Gorya Khera 


Gurar Khera 


Guwari 


Hameerpura 


Haripura 


Jai Shree 


Jheenkni 


Kachhotiya 


Kalapatha 


Kanwa 


Kanwariya Kheri 


Khankhara Goojran 


Khanpurya 


Khata Kheri 


Kherkheri Ghata 


Kherkheri Mata 


Khoribor 


Koloo Kheri Maliyan 


Koriya Patan 


KundiBeh 


Ladpura Balram 


Laxmipura 


Madan Pura 


Madhopurya 


Maharajpura 


Manohar Thana 


Manpura 


Manpura Balram 


Mogya Beh 


Mohanpura 


Moti Pura 


Narhera 


Nesh Charnan 


Nesh Goojran 


Paharpura 


Patlapani 


Peeplya Lodhan 


Peethapura 


Pindola 


Rampurya 


Rampurya Goojran 


Ranwasya 


Ratanpurya 


Salya Khera 


Semla Beh 


Semli Khurd 


Semlihat 


Tajpurya 


Talai Beh 


Talawara 


0832000404075400 


0832000404077700 


0832000404076200 


0832000404075100 


0832000404079500 


0832000404075800 


0832000404076000 


0832000404078900 


0832000404073500 


0832000404073900 


0832000404076600 


0832000404078100 


0832000404074800 


0832000404075500 


0832000404080500 


0832000404076100 


0832000404075900 


0832000404073700 


0832000404075200 


0832000404077000 


0832000404073200 


0832000404077900 


0832000404077100 


0832000404075000 


0832000404079700 


0832000404074400 


0832000404080400 


0832000404078200 


0832000443205000 


0832000404079300 


0832000404073400 


0832000404079000 


0832000404074900 


0832000404079200 


0832000404075300 


0832000404074700 


0832000404078800 


0832000404074300 


0832000404079900 


0832000404075700 


0832000404079400 


0832000404079600 


0832000404077200 


0832000404078700 


0832000404078000 


0832000404077300 


0832000404077600 


0832000404080000 


0832000404078600 


0832000404078300 


0832000404080200 


0832000404079100 


0832000404076800 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Deccan Traps 

2.211 

Non-command 

Deccan Traps 

1.162 

Non-command 

Deccan Traps 

3.618 

Non-command 

Deccan Traps 

1.935 

Non-command 

Deccan Traps 

3.781 

Non-command 

Deccan Traps 

1.007 

Non-command 

Deccan Traps 

3.492 

Non-command 

Deccan Traps 

2.266 

Non-command 

Deccan Traps 

7.695 

Non-command 

Deccan Traps 

1.153 

Non-command 

Deccan Traps 

2.331 

Non-command 

Deccan Traps 

5.075 

Non-command 

Deccan Traps 

1.727 

Non-command 

Deccan Traps 

1.685 

Non-command 

Deccan Traps 

7.305 

Non-command 

Deccan Traps 

1.028 

Non-command 

Deccan Traps 

2.254 

Non-command 

Deccan Traps 

2.579 

Non-command 

Deccan Traps 

1.851 

Non-command 

Deccan Traps 

2.130 

Non-command 

Deccan Traps 

0.306 

Non-command 

Deccan Traps 

3.996 

Non-command 

Deccan Traps 

3.791 

Non-command 

Deccan Traps 

2.096 

Non-command 

Deccan Traps 

4.935 

Non-command 

Deccan Traps 

2.758 

Non-command 

Deccan Traps 

1.419 

Non-command 

Deccan Traps 

8.480 

Non-command 

Deccan Traps 

1.771 

Non-command 

Deccan Traps 

2.054 

Non-command 

Deccan Traps 

2.578 

Non-command 

Deccan Traps 

2.396 

Non-command 

Deccan Traps 

0.319 

Non-command 

Deccan Traps 

0.706 

Non-command 

Deccan Traps 

1.256 

Non-command 

Deccan Traps 

1.406 

Non-command 

Deccan Traps 

1.536 

Non-command 

Deccan Traps 

1.205 

Non-command 

Deccan Traps 

1.477 

Non-command 

Deccan Traps 

1.047 

Non-command 

Deccan Traps 

4.386 

Non-command 

Deccan Traps 

3.468 

Non-command 

Deccan Traps 

2.469 

Non-command 

Deccan Traps 

1.559 

Non-command 

Deccan Traps 

2.678 

Non-command 

Deccan Traps 

3.102 

Non-command 

Deccan Traps 

1.378 

Non-command 

Deccan Traps 

6.138 

Non-command 

Deccan Traps 

2.384 

Non-command 

Deccan Traps 

11.953 

Non-command 

Deccan Traps 

2.202 

Non-command 

Deccan Traps 

1.032 

Non-command 

Deccan Traps 

2.892 



Number 
of Wells 
with 

Pumpset 

Number of 
Operational 
Days 

Average Yield 



Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(10) 

(IV 

(12) 

(13) 

8 

120 

80,000 

50,000 

11 

120 

80,000 

50,000 

26 

120 

80,000 

50,000 

14 

120 

80,000 

50,000 

38 

120 

80,000 

50,000 

12 

120 

80,000 

50,000 

13 

120 

80,000 

50,000 

6 

120 

80,000 

50,000 

42 

120 

80,000 

50,000 

23 

120 

80,000 

50,000 

3 

120 

80,000 

50,000 

50 

120 

80,000 

50,000 

22 

120 

80,000 

50,000 

44 

120 

80,000 

50,000 

55 

120 

80,000 

50,000 

96 

120 

80,000 

50,000 

33 

120 

80,000 

50,000 

38 

120 

80,000 

50,000 

21 

120 

80,000 

50,000 

60 

120 

80,000 

50,000 

120 

80,000 

50,000 

52 

120 

80,000 

50,000 

34 

120 

80,000 

50,000 

25 

120 

80,000 

50,000 

11 

120 

80,000 

50,000 

81 

120 

80,000 

50,000 

13 

120 

80,000 

50,000 

70 

120 

80,000 

50,000 

82 

120 

80,000 

50,000 

11 

120 

80,000 

50,000 

51 

120 

80,000 

50,000 

31 

120 

80,000 

50,000 

1 

120 

80,000 

50,000 

13 

120 

80,000 

50,000 

25 

120 

80,000 

50,000 

6 

120 

80,000 

50,000 

12 

120 

80,000 

50,000 

9 

120 

80,000 

50,000 

12 

120 

80,000 

50,000 

19 

120 

80,000 

50,000 

23 

120 

80,000 

50,000 

69 

120 

80,000 

50,000 

32 

120 

80,000 

50,000 

13 

120 

80,000 

50,000 

43 

120 

80,000 

50,000 

6 

120 

80,000 

50,000 

19 

120 

80,000 

50,000 

15 

120 

80,000 

50,000 

63 

120 

80,000 

50,000 

87 

120 

80,000 

50,000 

28 

120 

80,000 

50,000 

9 

120 

80,000 

50,000 

23 

120 

80,000 

50,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.048 

0.048 

0.066 

0.066 

0.156 

0.204 

0.084 

0.084 

0.228 

0.228 

0.072 

0.072 

0.078 

0.078 

0.036 

0.036 

0.252 

0.252 

0.138 

0.138 

0.018 

0.018 

0.300 

0.300 

0.132 

0.132 

0.264 

0.264 

0.330 

0.330 

0.576 

0.576 

0.198 

0.198 

0.228 

0.228 

0.126 

0.126 

0.360 

0.360 

- 

- 

0.312 

0.312 

0.204 

0.204 

0.150 

0.150 

0.066 

0.066 

0.486 

0.486 

0.078 

0.078 

0.420 

0.420 

0.492 

0.511 

0.066 

0.066 

0.306 

0.306 

0.186 

0.186 

0.006 

0.006 

0.078 

0.078 

0.150 

0.150 

0.036 

0.036 

0.072 

0.072 

0.054 

0.054 

0.072 

0.072 

0.114 

0.114 

0.138 

0.138 

0.414 

0.414 

0.192 

0.192 

0.078 

0.078 

0.258 

0.258 

0.036 

0.036 

0.114 

0.114 

0.090 

0.090 

0.378 

0.378 

0.522 

0.522 

0.168 

0.168 

0.054 

0.054 

0.138 

0.138 





















































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



08004043 


Todra 


Todri Jagannath 


Todri Meeran 


Achrawan 


Akawad Khurd 


Akodiya 


Alanpur 


Amrit Kua 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


0832000404076400 


0832000404076900 


0832000404073300 


0832000103985400 


0832000103993100 


0830000503850600 


sq.km 


(4) (5) 


2.812 Fresh 


4.022 Fresh 


2.952 Fresh 


1.081 Fresh 


5.344 Fresh 


2.569 Fresh 


Non-command 


Non-command 


Non-command 


Bhim Sagar 


Non-command 


Harishchandra Sagar 



0832000103977900 

3.706 

Fresh 

0832000103977000 

1.555 

Fresh 



0832000103989800 


0.835 Fresh 



Amli 

0830000503836200 

4.293 

Fresh 

Amrit Kheri 

0830000503844600 

1.823 

Fresh 


Harishchandra Sagar 


Non-command 


Bhim Sagar 


Non-command 


Bhim Sagar 


Non-command 


Harishchandra Sagar 


Non-command 


Harishchandra Sagar 


Harishchandra Sagar 



0830000503851100 


2.980 Fresh 


Non-command 


Harishchandra Sagar 



Antarwara 

0832000103986600 

2.244 

Fresh 

Atraliya 

0830000503836400 

2.055 

Fresh 


Badan Kheri 

0832000103983800 

3.356 

Fresh 

Badiya Gorhanpura 

0832000204016000 

5.456 

Fresh 


Non-command 


Bhim Sagar 


Harishchandra Sagar 


Non-command 


Bhim Sagar 


Non-command 


Badora 

0831000403890900 

43.916 

Fresh 

Bagher 

0832000103985800 

16.017 

Fresh 


Bagod 


Bahrawada 


Baisar 


Bal Khoh 


Bamoolya Jageer 


Non-command 


Bhim Sagar 


Non-command 



0832000103982200 


1.360 Fresh 



0832000103980400 

4.976 

Fresh 

0830000503847900 

3.589 

Fresh 

0832000103980200 

8.499 

Fresh 

0832000103992900 

0.350 

Fresh 

0830000503850300 

5.883 

Fresh 



Bhim Sagar 


Harishchandra Sagar 


Non-command 


Non-command 


Harishchandra Sagar 


Non-command 


Non-command 


Bhim Sagar 


Harishchandra Sagar 


Non-command 


Bhim Sagar 


Harishchandra Sagar 


Non-command 


Harishchandra Sagar 



0832000103981800 


1.588 Fresh Bhim Sagar 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Deccan Traps 

2.812 

Non-command 

Deccan Traps 

4.022 

Non-command 

Deccan Traps 

0.428 

Command 

Bhander Sandstone 

1.081 

Non-command 

Bhander Sandstone 

1.226 

Command 

Bhander Sandstone 

2.080 

Command 

Shale 

0.489 

Command 

Bhander Sandstone 

0.119 

Non-command 

Bhander Sandstone 

1.505 

Non-command 

Shale 

0.050 

Command 

Bhander Sandstone 

1.626 

Non-command 

Bhander Sandstone 

0.474 

Command 

Bhander Sandstone 

0.823 

Non-command 

Bhander Sandstone 

0.012 

Command 

Bhander Sandstone 

0.587 

Non-command 

Bhander Sandstone 

0.295 

Command 

Limestone 

2.194 

Command 

Bhander Sandstone 

0.300 

Command 

Shale 

1.393 

Non-command 

Shale 

0.131 

Command 

Bhander Sandstone 

0.701 

Command 

Shale 

0.044 

Command 

Bhander Sandstone 

1.388 

Command 

Limestone 

0.346 

Non-command 

Bhander Sandstone 

0.034 

Command 

Bhander Sandstone 

2.241 

Command 

Bhander Sandstone 

1.075 

Non-command 

Bhander Sandstone 

0.826 

Command 

Bhander Sandstone 

3.356 

Non-command 

Bhander Sandstone 

1.201 

Non-command 

Limestone 

0.020 

Non-command 

Bhander Sandstone 

1.864 

Command 

Bhander Sandstone 

6.712 

Non-command 

Bhander Sandstone 

4.498 

Non-command 

Limestone 

4.667 

Command 

Bhander Sandstone 

0.699 

Command 

Bhander Sandstone 

0.634 

Non-command 

Bhander Sandstone 

0.027 

Non-command 

Bhander Sandstone 

4.841 

Command 

Shale 

3.510 

Non-command 

Bhander Sandstone 

8.351 

Non-command 

Bhander Sandstone 

0.106 

Command 

Bhander Sandstone 

1.085 

Command 

Bhander Sandstone 

2.782 

Non-command 

Bhander Sandstone 

0.317 

Command 

Bhander Sandstone 

0.100 

Command 

Bhander Sandstone 

1.261 

Non-command 

Bhander Sandstone 

1.058 

Command 

Bhander Sandstone 

0.503 

Command 

Shale 

0.234 

Non-command 

Bhander Sandstone 

0.091 

Non-command 

Shale 

0.062 

Command 

Bhander Sandstone 

1.187 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

80,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

60,000 

40,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

80,000 

60,000 

120 

90,000 

80,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

90,000 

80,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

80,000 

120 

80,000 

60,000 

120 

90,000 

80,000 

120 

70,000 

60,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.540 


0.786 


0.108 


0.043 


0.050 




































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 




Non-command 


Bhim Sagar 



Bansghat 

0832000204000500 

2.516 

Fresh 

Baori Khera 

0832000204000100 

6.886 

Fresh 


Bhim Sagar 


Harishchandra Sagar 


Non-command 


Non-command 


Non-command 


Bhim Sagar 


Non-command 


Bhim Sagar 


Harishchandra Sagar 


Non-command 


Non-command 



2.606 Fresh 


0830000503850400 

1.082 

Fresh 

0831000403891400 

22.812 

Fresh 

0832000103990000 

3.631 

Fresh 



Bhagwan Pura 

0832000103976700 

1.921 

Fresh 

Bhairoopura 

0832000103985900 

5.589 

Fresh 


Bhim Sagar 


Non-command 


Harishchandra Sagar 


Non-command 


Bhim Sagar 


Non-command 


Bhim Sagar 


Non-command 


Non-command 


Bhim Sagar 


Non-command 



Bhankya Kheri 

0830000503850500 

0.612 

Fresh 

Bharatpur 

0832000103992700 

3.336 

Fresh 

Bhat Kheri 

0832000103981300 

1.330 

Fresh 

Bhatwara 

0832000103978400 

7.926 

Fresh 

Bhatwasi 

0832000103986700 

0.904 

Fresh 

Bheem Khera 

0832000103987400 

0.782 

Fresh 

Bhoju Kheri 

0832000103979700 

2.672 

Fresh 

Bhoomri 

0832000103992600 

3.808 

Fresh 

Bilasara 

0832000103975900 

5.924 

Fresh 

Bishan Kheri 

0832000103982100 

5.478 

Fresh 



Bislai 

0832000103994100 

2.270 

Fresh 

Bohra 

0832000103975700 

11.450 

Fresh 

Boodh Mandawar 

0832000204000200 

8.227 

Fresh 


Harishchandra Sagar 


Non-command 


Non-command 


Harishchandra Sagar 


Bhim Sagar 


Bhim Sagar 


Non-command 


Non-command 


Non-command 


Bhim Sagar 


Harishchandra Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bhander Sandstone 

0.401 

Command 

Bhander Sandstone 

4.690 

Command 

Limestone 

0.483 

Non-command 

Bhander Sandstone 

3.798 

Non-command 

Limestone 

5.511 

Command 

Bhander Sandstone 

2.145 

Command 

Bhander Sandstone 

0.713 

Non-command 

Bhander Sandstone 

0.048 

Non-command 

Limestone 

0.049 

Non-command 

Bhander Sandstone 

0.041 

Non-command 

Limestone 

0.817 

Command 

Bhander Sandstone 

0.133 

Non-command 

Bhander Sandstone 

2.430 

Command 

Bhander Sandstone 

0.098 

Command 

Bhander Sandstone 

4.483 

Non-command 

Bhander Sandstone 

0.021 

Non-command 

Bhander Sandstone 

3.786 

Non-command 

Limestone 

1.696 

Command 

Bhander Sandstone 

0.851 

Non-command 

Bhander Sandstone 

1.755 

Command 

Bhander Sandstone 

0.074 

Non-command 

Bhander Sandstone 

9.660 

Command 

Bhander Sandstone 

2.823 

Non-command 

Bhander Sandstone 

0.807 

Command 

Bhander Sandstone 

0.347 

Non-command 

Bhander Sandstone 

0.277 

Non-command 

Bhander Sandstone 

1.921 

Command 

Bhander Sandstone 

3.061 

Non-command 

Bhander Sandstone 

1.378 

Non-command 

Limestone 

1.127 

Command 

Bhander Sandstone 

0.611 

Non-command 

Bhander Sandstone 

3.330 

Non-command 

Bhander Sandstone 

1.330 

Command 

Bhander Sandstone 

1.978 

Command 

Bhander Sandstone 

0.904 

Command 

Bhander Sandstone 

0.782 

Non-command 

Bhander Sandstone 

2.672 

Non-command 

Bhander Sandstone 

3.770 

Non-command 

Bhander Sandstone 

1.403 

Command 

Bhander Sandstone 

4.373 

Command 

Bhander Sandstone 

1.014 

Non-command 

Bhander Sandstone 

0.091 

Non-command 

Bhander Sandstone 

1.771 

Non-command 

Bhander Sandstone 

8.686 

Non-command 

Bhander Sandstone 

0.056 

Non-command 

Limestone 

0.786 

Command 

Bhander Sandstone 

0.489 

Non-command 

Bhander Sandstone 

18.451 

Non-command 

Limestone 

4.687 

Command 

Bhander Sandstone 

0.734 

Command 

Limestone 

0.348 

Non-command 

Bhander Sandstone 

6.853 

Non-command 

Limestone 

5.711 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

60,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.014 


0.137 


0.014 


0.108 


0.158 


0.014 


0.007 




0.007 

0.007 

0.007 

0.007 

0.115 

0.191 


0.058 

0.176 

0.014 

0.043 

0.022 

0.030 

0.007 

0.007 

0.194 

0.261 

0.166 

0.233 



















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Boreli 


Borina Kalan 


Bosar 


Bram Kheri 


Chalet 


Chamlasa 


0832000103978500 


0830000503851000 


0832000103988800 


0832000103983300 


0832000103982400 


0832000103982700 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


4.407 Fresh 


5.913 Fresh 


9.678 Fresh 


2.059 Fresh 


8.823 Fresh 


2.626 Fresh 



Chand Kheri 

0832000103980700 

6.212 

Fresh 

Chandaliya 

0832000103993700 

3.257 

Fresh 

Chandaniya Kheri 

0832000103987000 

2.168 

Fresh 

Chandpur Chaplra 

0832000103990700 

3.389 

Fresh 

Changeri 

0832000204000000 

8.857 

Fresh 

Chapa Khur 

0832000103990900 

5.274 

Fresh 

Charawad 

0830000503834200 

1.204 

Fresh 


Chatarpura 

0830000503849900 

3.567 

Fresh 

Cheekli 

0832000103976200 

2.484 

Fresh 

Chhatar Pura 

0832000103986500 

1.019 

Fresh 


Harishchandra Sagar 


Harishchandra Sagar 


Non-command 


Harishchandra Sagar 


Harishchandra Sagar 


Harishchandra Sagar 


Non-command 


Harishchandra Sagar 


Non-command 


Non-command 


Non-command 


Bhim Sagar 


Non-command 


Non-command 


Non-command 


Harishchandra Sagar 


Non-command 


Non-command 


Non-command 


Bhim Sagar 


Chitai 

0832000103991100 

1.705 

Fresh 

Chitawa 

0832000103991000 

3.546 

Fresh 

Chureliya 

0832000103992100 

2.481 

Fresh 

Dabri Khurd 

0830000503841700 

5.279 

Fresh 

Dadiya 

0832000103991700 

5.073 

Fresh 

Dahi Khera 

0832000103981900 

3.274 

Fresh 


Danwas 

0832000103978600 

3.459 

Fresh 

Daulatpura 

0832000103990400 

1.092 

Fresh 


Non-command 


Non-command 


Non-command 


Harishchandra Sagar 


Non-command 


Bhim Sagar 


Non-command 


Harishchandra Sagar 


Non-command 


Dayabhao 

0832000204007200 

3.721 

Fresh 

Dediya 

0832000103988400 

5.469 

Fresh 

Deganya 

0830000503840400 

6.766 

Fresh 


Non-command 


Non-command 


Harishchandra Sagar 


Deopura 

0832000103980500 

2.726 

Fresh 

Deori 

0832000103994200 

2.459 

Fresh 

Dhagariya 

0832000103991400 

5.155 

Fresh 


Non-command 


Non-command 


Non-command 


Dhandiya 

0830000503841300 

3.697 

Fresh 

Dhanoda Kalan 

0832000103991200 

6.992 

Fresh 

Dhanoda Khurd 

0832000103990500 

6.188 

Fresh 


Harishchandra Sagar 


Non-command 


Non-command 


Dhatrawada 

0832000103992200 

1.293 

Fresh 

Dheeraheri 

0830000503842100 

4.765 

Fresh 


Dholya Kheri 


Non-command 


Harishchandra Sagar 



0832000103977700 


1.045 Fresh 



Digod 

0830000503848300 

7.862 

Fresh 

Dobara 

0830000503849800 

3.411 

Fresh 


Bhim Sagar 


Harishchandra Sagar 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Bhander Sandstone 

2.604 

Command 

Shale 

0.465 

Non-command 

Bhander Sandstone 

7.872 

Command 

Bhander Sandstone 

2.059 

Command 

Bhander Sandstone 

6.536 

Command 

Bhander Sandstone 

2.523 

Non-command 

Bhander Sandstone 

0.045 

Command 

Bhander Sandstone 

2.350 

Non-command 

Bhander Sandstone 

0.008 

Non-command 

Bhander Sandstone 

6.206 

Non-command 

Bhander Sandstone 

3.092 

Command 

Bhander Sandstone 

2.161 

Non-command 

Bhander Sandstone 

3.382 

Non-command 

Limestone 

0.148 

Non-command 

Bhander Sandstone 

5.163 

Command 

Limestone 

0.064 

Non-command 

Limestone 

0.025 

Non-command 

Shale 

2.784 

Non-command 

Bhander Sandstone 

2.484 

Command 

Bhander Sandstone 

0.605 

Command 

Limestone 

0.413 

Non-command 

Bhander Sandstone 

1.705 

Non-command 

Bhander Sandstone 

3.503 

Non-command 

Bhander Sandstone 

2.481 

Command 

Bhander Sandstone 

5.279 

Non-command 

Bhander Sandstone 

5.060 

Command 

Bhander Sandstone 

0.636 

Non-command 

Bhander Sandstone 

2.613 

Command 

Bhander Sandstone 

2.823 

Non-command 

Bhander Sandstone 

0.938 

Non-command 

Limestone 

0.154 

Non-command 

Limestone 

0.041 

Non-command 

Bhander Sandstone 

5.407 

Command 

Bhander Sandstone 

3.229 

Command 

Limestone 

3.405 

Non-command 

Bhander Sandstone 

2.726 

Non-command 

Bhander Sandstone 

0.813 

Non-command 

Bhander Sandstone 

3.832 

Non-command 

Limestone 

1.270 

Command 

Bhander Sandstone 

3.697 

Non-command 

Bhander Sandstone 

6.986 

Non-command 

Bhander Sandstone 

4.461 

Non-command 

Limestone 

1.611 

Non-command 

Bhander Sandstone 

1.293 

Command 

Bhander Sandstone 

0.012 

Command 

Shale 

0.056 

Non-command 

Bhander Sandstone 

0.850 

Non-command 

Shale 

1.187 

Command 

Bhander Sandstone 

1.041 

Command 

Bhander Sandstone 

0.001 

Non-command 

Bhander Sandstone 

0.003 

Non-command 

Shale 

0.818 

Non-command 

Bhander Sandstone 

0.000 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

60,000 

120 

90,000 

80,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

90,000 

60,000 

120 

70,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

80,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

80,000 

120 

80,000 

60,000 

120 

90,000 

80,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

90,000 

80,000 

120 

80,000 

60,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.014 


0.010 




































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 


Doondi 


Doongarpur 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Dobra 

0832000103976600 

16.777 

Fresh 

Doonda 

0832000103984900 

8.590 

Fresh 




0832000103980900 

3.140 

Fresh 

0830000503849700 

7.039 

Fresh 

0832000103992300 

2.123 

Fresh 

0832000103980100 

3.543 

Fresh 

0832000103983200 

1.971 

Fresh 



Gadarwara Doondi 

0832000103981100 

11.995 

Fresh 

Gadarwara Noorji 

0832000103986900 

3.501 

Fresh 

Ganesh Pura 

0832000204015500 

3.130 

Fresh 


Non-command 


Bhim Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bhim Sagar 


Harishchandra Sagar 


Non-command 


Harishchandra Sagar 


Non-command 


Non-command 


Bhim Sagar 


Non-command 


Gardana 


Gaupura 


0830000503837800 


0832000204015600 


8.370 Fresh 


2.186 Fresh 


Harishchandra Sagar 


Non-command 


Non-command 


Ghagharawata 

0832000103989100 

3.253 

Fresh 

Ghanahera 

0830000503847400 

6.697 

Fresh 


Ghatal 


Ghatoliya 


Golana 


Gunjari 


Gurha 


Gurjeni 


Guwari 


Hali Hera 


Handeeta 


Hanwat Khera 


Harigarh 


0830000503836300 


5.914 Fresh 


Non-command 


Harishchandra Sagar 


Non-command 


Harishchandra Sagar 



0830000503836800 


0832000103987900 


1.954 Fresh 


8.539 Fresh 


Golya Kheri 

0832000103980600 

4.297 

Fresh 

Gugalheri 

0832000103985200 

0.716 

Fresh 

Gul Kheri 

0832000103977400 

1.200 

Fresh 


0832000103985300 

0.709 

Fresh 

0832000103979600 

0.733 

Fresh 

0832000204015800 

4.753 

Fresh 

0832000103984800 

2.364 

Fresh 

0832000103987100 

2.560 

Fresh 

0832000103985000 

2.778 

Fresh 

0830000503835200 

3.563 

Fresh 

0832000103992800 

0.646 

Fresh 

0832000103983500 

25.091 

Fresh 



Haripura 

0830000503848200 

5.509 

Fresh 

Haripura Manji 

0830000503834000 

2.277 

Fresh 

Hatai Kheri 

0832000103981000 

3.051 

Fresh 

Heenchar 

0832000103982500 

33.677 

Fresh 


Heengi 


0830000503850000 


7.302 Fresh 


Non-command 


Harishchandra Sagar 


Non-command 


Bhim Sagar 


Non-command 


Non-command 


Bhim Sagar 


Bhim Sagar 


Non-command 


Bhim Sagar 


Non-command 


Non-command 


Non-command 


Bhim Sagar 


Non-command 


Non-command 


Non-command 


Bhim Sagar 


Harishchandra Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Harishchandra Sagar 


Non-command 


Harishchandra Sagar 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Shale 

1.923 

Non-command 

Bhander Sandstone 

16.777 

Command 

Bhander Sandstone 

0.833 

Non-command 

Bhander Sandstone 

7.757 

Non-command 

Bhander Sandstone 

3.140 

Non-command 

Shale 

0.108 

Non-command 

Bhander Sandstone 

2.082 

Non-command 

Bhander Sandstone 

3.280 

Command 

Bhander Sandstone 

0.688 

Command 

Bhander Sandstone 

1.264 

Non-command 

Bhander Sandstone 

0.019 

Command 

Shale 

1.860 

Non-command 

Shale 

1.592 

Non-command 

Bhander Sandstone 

11.990 

Command 

Bhander Sandstone 

3.495 

Non-command 

Bhander Sandstone 

1.123 

Non-command 

Limestone 

1.977 

Command 

Limestone 

0.264 

Non-command 

Limestone 

0.006 

Non-command 

Bhander Sandstone 

2.035 

Non-command 

Limestone 

0.147 

Non-command 

Bhander Sandstone 

3.231 

Command 

Bhander Sandstone 

5.051 

Non-command 

Bhander Sandstone 

0.468 

Command 

Bhander Sandstone 

0.719 

Command 

Limestone 

2.715 

Non-command 

Limestone 

0.175 

Command 

Bhander Sandstone 

1.672 

Non-command 

Bhander Sandstone 

0.282 

Command 

Bhander Sandstone 

5.308 

Non-command 

Bhander Sandstone 

3.231 

Non-command 

Bhander Sandstone 

4.268 

Command 

Bhander Sandstone 

0.716 

Command 

Bhander Sandstone 

0.461 

Non-command 

Bhander Sandstone 

0.739 

Command 

Bhander Sandstone 

0.709 

Non-command 

Bhander Sandstone 

0.733 

Non-command 

Bhander Sandstone 

4.226 

Non-command 

Bhander Sandstone 

2.364 

Command 

Bhander Sandstone 

2.560 

Non-command 

Bhander Sandstone 

2.778 

Non-command 

Bhander Sandstone 

0.195 

Non-command 

Bhander Sandstone 

0.613 

Command 

Bhander Sandstone 

6.393 

Command 

Bhander Sandstone 

1.794 

Non-command 

Bhander Sandstone 

11.777 

Non-command 

Limestone 

4.380 

Non-command 

Shale 

0.465 

Non-command 

Limestone 

0.030 

Non-command 

Bhander Sandstone 

3.051 

Command 

Bhander Sandstone 

6.447 

Non-command 

Bhander Sandstone 

11.805 

Command 

Shale 

0.241 


with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

90,000 

80,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

90,000 

80,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

90,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

80,000 

120 

90,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

90,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 

































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Jagdishpura 


Jal Kheri 



0832000103993800 

4.101 

Fresh 

0832000103988900 

7.406 

Fresh 

0832000103989700 

0.817 

Fresh 



Jali Hera 

0830000503841000 

1.122 

Fresh 

Jamunya Talai 

0832000103986100 

3.725 

Fresh 


Non-command 


Harishchandra Sagar 


Non-command 


Non-command 


Non-command 


Bhim Sagar 


Non-command 


Non-command 


Bhim Sagar 



Jarga 

0832000103984700 

6.621 

Fresh 

Jathedi 

0832000103981700 

1.138 

Fresh 



Jawra 

0832000103986400 

0.885 

Fresh 

Jeera Pur 

0832000103978700 

2.605 

Fresh 



Jhagar 

0832000103988600 

10.005 

Fresh 

Jithana 

0832000103984600 

2.656 

Fresh 



Kalarewa 

0832000103981400 

3.096 

Fresh 

Kanganya 

0830000503837200 

4.594 

Fresh 

Kankarda 

0832000103990800 

5.366 

Fresh 


Kans Kherli 

0832000204015400 

8.744 

Fresh 

Kanwalda 

0832000103988000 

2.365 

Fresh 

Kanwarpura Bhattji 

0832000103985500 

1.935 

Fresh 

Kanwarpura Mandwalan 

0832000103976500 

6.761 

Fresh 

Karanwas 

0832000103994300 

5.767 

Fresh 


Non-command 


Bhim Sagar 


Non-command 


Bhim Sagar 


Bhim Sagar 


Harishchandra Sagar 


Non-command 


Non-command 


Bhim Sagar 


Non-command 


Harishchandra Sagar 


Non-command 


Harishchandra Sagar 


Non-command 


Non-command 


Bhim Sagar 


Non-command 


Non-command 


Non-command 


Bhim Sagar 


Non-command 


Non-command 


Non-command 


Bhim Sagar 


Non-command 


Non-command 



Kari Kheri 

0832000103992000 

3.862 

Fresh 

Kathaun 

0830000503835400 

2.431 

Fresh 


Keelyaheri 

0830000503837400 

0.790 

Fresh 

Kethooni 

0832000103981500 

2.393 

Fresh 

Khamawada 

0832000103978900 

1.839 

Fresh 

Khandi 

0832000103989400 

4.167 

Fresh 

Khanpur 

0832000103980800 

6.186 

Fresh 

Khata Kheri 

0832000103977300 

3.526 

Fresh 


Non-command 


Harishchandra Sagar 


Non-command 


Harishchandra Sagar 


Non-command 


Bhim Sagar 


Non-command 


Non-command 


Bhim Sagar 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Shale 

7.061 

Command 

Bhander Sandstone 

2.309 

Non-command 

Bhander Sandstone 

0.002 

Non-command 

Bhander Sandstone 

2.931 

Non-command 

Bhander Sandstone 

7.394 

Command 

Bhander Sandstone 

0.806 

Non-command 

Bhander Sandstone 

0.011 

Non-command 

Bhander Sandstone 

0.280 

Command 

Bhander Sandstone 

0.340 

Command 

Limestone 

0.397 

Non-command 

Bhander Sandstone 

2.465 

Non-command 

Limestone 

0.371 

Non-command 

Bhander Sandstone 

6.621 

Command 

Bhander Sandstone 

0.592 

Non-command 

Bhander Sandstone 

0.546 

Command 

Bhander Sandstone 

0.885 

Command 

Bhander Sandstone 

0.945 

Command 

Bhander Sandstone 

1.612 

Non-command 

Bhander Sandstone 

0.048 

Non-command 

Bhander Sandstone 

9.983 

Command 

Bhander Sandstone 

0.011 

Non-command 

Bhander Sandstone 

2.645 

Command 

Shale 

0.266 

Non-command 

Shale 

4.228 

Command 

Shale 

0.553 

Non-command 

Shale 

1.292 

Non-command 

Bhander Sandstone 

13.959 

Non-command 

Shale 

8.011 

Command 

Bhander Sandstone 

1.567 

Non-command 

Bhander Sandstone 

0.446 

Non-command 

Bhander Sandstone 

3.096 

Non-command 

Bhander Sandstone 

1.093 

Command 

Bhander Sandstone 

0.008 

Non-command 

Bhander Sandstone 

5.346 

Non-command 

Limestone 

0.308 

Non-command 

Bhander Sandstone 

2.365 

Command 

Bhander Sandstone 

1.935 

Non-command 

Bhander Sandstone 

6.761 

Non-command 

Bhander Sandstone 

0.483 

Non-command 

Limestone 

0.342 

Command 

Bhander Sandstone 

0.132 

Command 

Limestone 

0.969 

Non-command 

Bhander Sandstone 

0.290 

Non-command 

Limestone 

1.865 

Non-command 

Bhander Sandstone 

3.862 

Command 

Limestone 

0.015 

Non-command 

Limestone 

0.001 

Command 

Bhander Sandstone 

0.790 

Non-command 

Bhander Sandstone 

2.393 

Command 

Bhander Sandstone 

1.839 

Non-command 

Bhander Sandstone 

4.162 

Non-command 

Bhander Sandstone 

6.176 

Command 

Bhander Sandstone 

2.664 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

80,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

70,000 

60,000 

120 

60,000 

40,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

90,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

70,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 


(15) 


0.566 




































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Kheri 

0832000103989000 

3.819 

Fresh 

Kherli Kakoonya 

0830000503838000 

3.803 

Fresh 

Kherli Khoda 

0830000503840100 

1.611 

Fresh 


Kherli Meeran 

0832000103986800 

1.396 

Fresh 

Khoont Kheri 

0832000103975500 

2.324 

Fresh 

Khunja 

0832000103976900 

1.463 

Fresh 

Kishanpura 

0830000503836700 

1.249 

Fresh 



Korkya 

0832000103993200 

0.584 

Fresh 

Kotla 

0832000103976000 

7.086 

Fresh 

Kotri 

0830000503847600 

9.096 

Fresh 


Harishchandra Sagar 


Non-command 


Bhim Sagar 


Non-command 


Bhim Sagar 


Harishchandra Sagar 


Non-command 


Non-command 


Harishchandra Sagar 


Harishchandra Sagar 


Non-command 


Bhim Sagar 


Non-command 


Non-command 


Harishchandra Sagar 


Non-command 


Harishchandra Sagar 


Non-command 


Bhim Sagar 


Non-command 


Non-command 


Non-command 


Harishchandra Sagar 



Kudet 

0830000503847700 

3.127 

Fresh 

Kundanpur 

0830000503836900 

5.741 

Fresh 



Kuntara 

0832000103984300 

0.867 

Fresh 

Kurariya Kalan 

0830000503836600 

1.615 

Fresh 

Kurariya Khurd 

0830000503841100 

1.035 

Fresh 


Kuwabhao @ Bhopatpura 

0832000204007100 

6.641 

Fresh 

Ladaniya 

0832000103985600 

3.561 

Fresh 

Lakha Kheri 

0832000103988100 

2.939 

Fresh 

Lala Hera 

0830000503840300 

6.517 

Fresh 


Non-command 


Harishchandra Sagar 


Harishchandra Sagar 


Non-command 


Bhim Sagar 


Non-command 


Bhim Sagar 


Non-command 


Harishchandra Sagar 


Non-command 


Non-command 


Bhim Sagar 


Non-command 


Harishchandra Sagar 


Lalawata 

0832000103979100 

2.092 

Fresh 

Laxmipura 

0830000503844800 

5.670 

Fresh 


Layphal 


Non-command 


Harishchandra Sagar 



0832000103982300 


9.562 Fresh 



Lodha 

0832000103979800 

1.140 

Fresh 

Lokat 

0832000103987300 

0.948 

Fresh 

Machhalya 

0830000503842000 

1.511 

Fresh 


Non-command 


Bhim Sagar 


Harishchandra Sagar 


Non-command 


Bhim Sagar 


Non-command 


Non-command 


Bhim Sagar 


Harishchandra Sagar 



Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Bhander Sandstone 

0.622 

Non-command 

Bhander Sandstone 

0.231 

Command 

Bhander Sandstone 

0.407 

Non-command 

Bhander Sandstone 

5.640 

Command 

Bhander Sandstone 

4.907 

Command 

Bhander Sandstone 

1.612 

Non-command 

Bhander Sandstone 

0.272 

Non-command 

Bhander Sandstone 

3.802 

Command 

Limestone 

0.006 

Command 

Bhander Sandstone 

1.099 

Non-command 

Bhander Sandstone 

0.012 

Command 

Bhander Sandstone 

1.396 

Non-command 

Bhander Sandstone 

2.324 

Non-command 

Bhander Sandstone 

1.463 

Command 

Bhander Sandstone 

0.878 

Non-command 

Bhander Sandstone 

0.371 

Command 

Shale 

7.494 

Non-command 

Shale 

0.002 

Command 

Bhander Sandstone 

0.146 

Non-command 

Bhander Sandstone 

0.907 

Non-command 

Bhander Sandstone 

0.538 

Non-command 

Bhander Sandstone 

6.406 

Command 

Bhander Sandstone 

3.247 

Command 

Shale 

1.663 

Non-command 

Bhander Sandstone 

0.184 

Command 

Shale 

0.034 

Command 

Bhander Sandstone 

0.001 

Non-command 

Bhander Sandstone 

2.584 

Command 

Bhander Sandstone 

0.478 

Non-command 

Bhander Sandstone 

0.756 

Command 

Bhander Sandstone 

0.867 

Non-command 

Bhander Sandstone 

0.329 

Command 

Bhander Sandstone 

0.877 

Non-command 

Bhander Sandstone 

0.158 

Non-command 

Limestone 

0.028 

Command 

Bhander Sandstone 

3.561 

Non-command 

Bhander Sandstone 

2.939 

Command 

Bhander Sandstone 

4.350 

Command 

Limestone 

1.714 

Non-command 

Bhander Sandstone 

2.092 

Command 

Bhander Sandstone 

4.740 

Command 

Shale 

0.859 

Non-command 

Bhander Sandstone 

0.001 

Command 

Bhander Sandstone 

1.113 

Command 

Bhander Sandstone 

7.763 

Non-command 

Bhander Sandstone 

0.538 

Command 

Bhander Sandstone 

0.044 

Non-command 

Bhander Sandstone 

2.023 

Non-command 

Bhander Sandstone 

1.140 

Command 

Bhander Sandstone 

0.948 

Command 

Bhander Sandstone 

0.469 

Command 

Shale 

0.830 

Non-command 

Shale 

0.211 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

80,000 

120 

80,000 

60,000 

120 

90,000 

80,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

80,000 

120 

80,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

80,000 

120 

90,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 

























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


3.328 Fresh 


Mahuwa Khera 

0832000103993400 

4.858 

Fresh 

Makrawad 

0830000503837700 

6.409 

Fresh 


Bhim Sagar 


Non-command 


Non-command 


Harishchandra Sagar 



Malan Wasa 

0832000103991600 

15.421 

Fresh 

Malihera 

0830000503840900 

4.425 

Fresh 

Malooni 

0832000103991500 

7.298 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Malya Khera 

0832000103987500 

0.727 

Fresh 

Mandap 

0830000503837600 

6.400 

Fresh 


Maraita 


Moi Khurd 


Moikalan 


Bhim Sagar 


Harishchandra Sagar 



0832000103985100 


2.891 Fresh 


Matwasa 

0832000103987600 

1.127 

Fresh 

Mehandri 

0832000103975600 

6.037 

Fresh 

Melkheri 

0830000503841400 

0.532 

Fresh 

Miyara 

0832000103985700 

3.713 

Fresh 

Mohammadpur 

0832000103988700 

7.629 

Fresh 

Mohanpura 

0832000103979000 

1.855 

Fresh 


0830000503850700 


5.916 Fresh 


Bhim Sagar 


Non-command 


Bhim Sagar 


Non-command 


Harishchandra Sagar 


Bhim Sagar 


Non-command 


Bhim Sagar 


Non-command 


Harishchandra Sagar 



0830000503849600 


24.694 Fresh 


Non-command 


Non-command 


Moondla 


Nahariya 


0832000103984100 


10.367 Fresh 



Bhim Sagar 


Harishchandra Sagar 


Non-command 


Bhim Sagar 



Motla 

0832000103976100 

1.347 

Fresh 

Nagalheri 

0830000503841200 

2.971 

Fresh 


Nagonya 

0832000103987200 

1.951 

Fresh 

Nagra Kheri 

0830000503844700 

4.648 

Fresh 


Non-command 


Harishchandra Sagar 


Non-command 


Bhim Sagar 


Harishchandra Sagar 



0830000503845000 


7.409 Fresh 


Nala 

0832000204016200 

2.180 

Fresh 

Narsinghpura 

0830000503844900 

2.177 

Fresh 


Non-command 


Harishchandra Sagar 


Non-command 


Non-command 


Harishchandra Sagar 


Nayagaon Bajaran 

0832000103976300 

3.347 

Fresh 

Nayagaon Thakooran 

0832000103980300 

2.452 

Fresh 

Neem Thoor 

0832000103993300 

0.455 

Fresh 

Nipaniya 

0832000103982900 

2.695 

Fresh 


Non-command 


Non-command 


Non-command 


Bhim Sagar 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Bhander Sandstone 

2.403 

Non-command 

Bhander Sandstone 

0.925 

Non-command 

Bhander Sandstone 

0.391 

Command 

Bhander Sandstone 

1.983 

Command 

Limestone 

4.077 

Non-command 

Limestone 

0.000 

Non-command 

Bhander Sandstone 

14.544 

Non-command 

Bhander Sandstone 

0.564 

Non-command 

Bhander Sandstone 

3.662 

Non-command 

Limestone 

2.729 

Command 

Bhander Sandstone 

0.727 

Command 

Bhander Sandstone 

5.711 

Command 

Limestone 

0.688 

Non-command 

Bhander Sandstone 

0.791 

Non-command 

Limestone 

1.100 

Command 

Bhander Sandstone 

2.453 

Non-command 

Bhander Sandstone 

0.439 

Command 

Bhander Sandstone 

1.127 

Non-command 

Bhander Sandstone 

6.037 

Command 

Bhander Sandstone 

0.532 

Command 

Bhander Sandstone 

3.713 

Non-command 

Bhander Sandstone 

7.472 

Command 

Bhander Sandstone 

0.896 

Non-command 

Bhander Sandstone 

0.959 

Command 

Bhander Sandstone 

0.263 

Command 

Shale 

5.475 

Non-command 

Shale 

0.179 

Non-command 

Bhander Sandstone 

1.315 

Non-command 

Shale 

0.614 

Command 

Bhander Sandstone 

9.975 

Command 

Bhander Sandstone 

0.305 

Non-command 

Bhander Sandstone 

0.086 

Command 

Bhander Sandstone 

0.559 

Command 

Limestone 

0.291 

Non-command 

Bhander Sandstone 

1.429 

Non-command 

Limestone 

0.481 

Non-command 

Bhander Sandstone 

1.347 

Command 

Bhander Sandstone 

2.436 

Non-command 

Bhander Sandstone 

0.535 

Command 

Bhander Sandstone 

1.951 

Command 

Bhander Sandstone 

0.003 

Command 

Shale 

4.503 

Non-command 

Shale 

0.143 

Command 

Bhander Sandstone 

6.486 

Non-command 

Bhander Sandstone 

0.110 

Non-command 

Bhander Sandstone 

0.439 

Command 

Bhander Sandstone 

2.176 

Command 

Shale 

0.001 

Non-command 

Bhander Sandstone 

3.250 

Non-command 

Bhander Sandstone 

2.442 

Non-command 

Bhander Sandstone 

0.455 

Command 

Bhander Sandstone 

2.301 

Non-command 

Bhander Sandstone 

0.394 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

80,000 

60,000 

120 

90,000 

80,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

80,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.022 


0.007 


0.007 







































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Salki Doongri 


Sanga Hera 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


3.888 Fresh 



Pacheepala 

0832000103988300 

3.385 

Fresh 

Padmiya 

0832000103979500 

1.971 

Fresh 

Pakhrana 

0832000103983000 

2.342 

Fresh 


Palkya 

0830000503836500 

3.275 

Fresh 

Pamla Kheri 

0830000503844500 

2.589 

Fresh 



Peepalda 

0832000103990600 

3.898 

Fresh 

Peetampura 

0832000103983900 

2.127 

Fresh 



Piplaj 

0832000103988500 

8.787 

Fresh 

Potoo Kheri 

0832000103980000 

9.118 

Fresh 

Rajpura 

0832000103990300 

2.121 

Fresh 


Bhim Sagar 


Harishchandra Sagar 


Non-command 


Non-command 


Non-command 


Bhim Sagar 


Non-command 


Non-command 


Harishchandra Sagar 


Non-command 


Bhim Sagar 


Harishchandra Sagar 


Non-command 


Non-command 


Bhim Sagar 


Harishchandra Sagar 


Non-command 


Bhim Sagar 


Non-command 


Non-command 


Non-command 


Non-command 



Rampura 

0832000103979300 

4.448 

Fresh 

Ranya Kheri 

0832000103979400 

1.160 

Fresh 

Raredi 

0832000204015900 

6.667 

Fresh 

Ratanpura 

0832000103990100 

4.860 

Fresh 



Roopa Hera 

0832000103979900 

0.901 

Fresh 

Rughnathpura 

0831000403890700 

13.286 

Fresh 

Sahipur 

0830000503850100 

1.709 

Fresh 


0832000204015700 


0832000103977200 


3.667 Fresh 


2.979 Fresh 



Sarola Kalan 

0832000103991800 

9.545 

Fresh 

Sarola Khurd 

0832000103992400 

7.845 

Fresh 

Seemal Kheri 

0832000103989300 

3.105 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Bhim Sagar 


Non-command 


Harishchandra Sagar 


Non-command 


Non-command 


Non-command 


Harishchandra Sagar 


Non-command 


Non-command 


Bhim Sagar 


Harishchandra Sagar 


Non-command 


Harishchandra Sagar 


Non-command 


Bhim Sagar 


Harishchandra Sagar 


Non-command 


Bhim Sagar 


Harishchandra Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Bhander Sandstone 

3.599 

Command 

Bhander Sandstone 

0.217 

Non-command 

Bhander Sandstone 

0.072 

Non-command 

Bhander Sandstone 

3.382 

Non-command 

Bhander Sandstone 

1.968 

Command 

Bhander Sandstone 

0.023 

Non-command 

Bhander Sandstone 

2.318 

Non-command 

Bhander Sandstone 

1.440 

Command 

Shale 

2.299 

Non-command 

Shale 

0.289 

Command 

Bhander Sandstone 

7.857 

Command 

Bhander Sandstone 

1.242 

Non-command 

Bhander Sandstone 

0.178 

Non-command 

Bhander Sandstone 

3.890 

Command 

Bhander Sandstone 

1.291 

Command 

Bhander Sandstone 

0.818 

Non-command 

Bhander Sandstone 

0.018 

Command 

Bhander Sandstone 

0.023 

Non-command 

Bhander Sandstone 

2.947 

Non-command 

Bhander Sandstone 

8.780 

Non-command 

Bhander Sandstone 

9.042 

Non-command 

Bhander Sandstone 

1.873 

Non-command 

Limestone 

0.248 

Command 

Bhander Sandstone 

0.763 

Command 

Shale 

0.040 

Non-command 

Bhander Sandstone 

0.141 

Non-command 

Bhander Sandstone 

4.448 

Non-command 

Bhander Sandstone 

1.160 

Non-command 

Bhander Sandstone 

4.517 

Command 

Bhander Sandstone 

4.094 

Non-command 

Bhander Sandstone 

0.766 

Command 

Bhander Sandstone 

3.112 

Non-command 

Bhander Sandstone 

0.352 

Non-command 

Bhander Sandstone 

0.901 

Non-command 

Bhander Sandstone 

0.027 

Command 

Shale 

0.191 

Non-command 

Shale 

1.519 

Non-command 

Bhander Sandstone 

2.566 

Non-command 

Limestone 

1.061 

Command 

Bhander Sandstone 

1.087 

Command 

Bhander Sandstone 

1.786 

Non-command 

Bhander Sandstone 

0.073 

Command 

Shale 

0.018 

Non-command 

Shale 

3.193 

Command 

Bhander Sandstone 

4.720 

Command 

Bhander Sandstone 

0.400 

Non-command 

Bhander Sandstone 

0.184 

Command 

Bhander Sandstone 

0.279 

Command 

Bhander Sandstone 

0.699 

Non-command 

Bhander Sandstone 

0.056 

Non-command 

Bhander Sandstone 

9.542 

Non-command 

Bhander Sandstone 

7.845 

Non-command 

Bhander Sandstone 

3.095 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

80,000 

120 

80,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

90,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 


(15) 


0.043 














































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



08004044 


Vinod Kalan 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


2.671 Fresh 



Sewani 

0832000103988200 

2.503 

Fresh 

Shergarh 

0831000403891500 

23.949 

Fresh 

Shyampura 

0830000503841600 

5.607 

Fresh 

Shyonagar @ Dhani 

0832000103992500 

2.689 

Fresh 

Singola 

0832000103979200 

1.707 

Fresh 


Sojpur 

0832000103989200 

3.317 

Fresh 

Soomar 

0832000103976400 

2.478 

Fresh 

Sukh Baredi 

0832000103994000 

3.410 

Fresh 

Sunariya 

0832000103989500 

2.601 

Fresh 

Suwalya 

0832000103976800 

2.774 

Fresh 

Tahroli 

0830000503837500 

1.845 

Fresh 

Theekariya 

0832000103981200 

1.595 

Fresh 

Thoonpur 

0830000503834300 

4.245 

Fresh 

Umariya 

0832000103991900 

2.281 

Fresh 

Ummed Pura 

0832000103978300 

5.809 

Fresh 



0832000103983600 

2.433 

Fresh 

0830000503840500 

7.702 

Fresh 


Vinod Khurd 

0830000503840600 

3.213 

Fresh 

Agariya 

0832000204031100 

2.276 

Fresh 

Akodiya 

0832000204008100 

3.310 

Fresh 

Amarpura Kalan 

0832000204022300 

3.478 

Fresh 

Amarpura Khurd 

0832000204023000 

0.861 

Fresh 

Ametha 

0832000304038800 

19.925 

Fresh 

Ananda 

0832000204014500 

1.431 

Fresh 

Anandpura 

0832000204030600 

1.019 

Fresh 

Areda 

0832000204007300 

2.471 

Fresh 


Bhim Sagar 


Harishchandra Sagar 


Non-command 


Non-command 


Non-command 


Harishchandra Sagar 


Non-command 


Bhim Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Harishchandra Sagar 


Non-command 


Non-command 


Non-command 


Bhim Sagar 


Harishchandra Sagar 


Non-command 


Bhim Sagar 


Harishchandra Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Bagwara 

0832000204019000 

1.353 

Fresh 

Banniya 

0832000103986000 

14.757 

Fresh 

Bans Kheri 

0832000204023400 

0.993 

Fresh 

Bansghat 

0832000204000500 

2.516 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Baori Khera 

0832000204030200 

1.727 

Fresh 

Barkheri 

0832000204019100 

1.541 

Fresh 

Barodiya 

0832000204014300 

3.323 

Fresh 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Bhander Sandstone 

0.507 

Command 

Bhander Sandstone 

2.142 

Non-command 

Bhander Sandstone 

0.023 

Non-command 

Bhander Sandstone 

2.492 

Non-command 

Bhander Sandstone 

2.656 

Command 

Bhander Sandstone 

5.607 

Non-command 

Bhander Sandstone 

2.661 

Command 

Bhander Sandstone 

0.112 

Non-command 

Bhander Sandstone 

1.595 

Non-command 

Bhander Sandstone 

3.317 

Non-command 

Bhander Sandstone 

2.478 

Non-command 

Bhander Sandstone 

0.612 

Non-command 

Bhander Sandstone 

2.601 

Non-command 

Bhander Sandstone 

2.772 

Command 

Bhander Sandstone 

1.845 

Non-command 

Bhander Sandstone 

1.595 

Non-command 

Limestone 

0.761 

Non-command 

Bhander Sandstone 

2.281 

Command 

Bhander Sandstone 

0.339 

Command 

Bhander Sandstone 

1.583 

Non-command 

Bhander Sandstone 

0.086 

Command 

Bhander Sandstone 

2.430 

Command 

Bhander Sandstone 

6.897 

Non-command 

Bhander Sandstone 

0.799 

Non-command 

Bhander Sandstone 

0.518 

Non-command 

Deccan Traps 

0.205 

Non-command 

Bhander Sandstone 

0.351 

Non-command 

Deccan Traps 

3.301 

Non-command 

Deccan Traps 

0.861 

Non-command 

Deccan Traps 

0.009 

Non-command 

Bhander Sandstone 

1.431 

Non-command 

Deccan Traps 

0.924 

Non-command 

Bhander Sandstone 

0.421 

Non-command 

Limestone 

1.560 

Non-command 

Bhander Sandstone 

2.078 

Non-command 

Deccan Traps 

0.137 

Non-command 

Bhander Sandstone 

5.328 

Non-command 

Deccan Traps 

2.121 

Non-command 

Bhander Sandstone 

0.336 

Non-command 

Deccan Traps 

1.149 

Non-command 

Deccan Traps 

0.950 

Non-command 

Limestone 

0.081 

Non-command 

Bhander Sandstone 

1.296 

Non-command 

Limestone 

2.522 

Non-command 

Deccan Traps 

0.776 

Non-command 

Limestone 

0.208 

Non-command 

Deccan Traps 

0.993 

Non-command 

Deccan Traps 

0.020 

Non-command 

Limestone 

1.674 

Non-command 

Deccan Traps 

1.707 

Non-command 

Deccan Traps 

1.127 

Non-command 

Bhander Sandstone 

0.268 

Non-command 

Deccan Traps 

3.056 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

60,000 

120 

90,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

50,000 

50,000 

120 

90,000 

60,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

80,000 

50,000 

120 

90,000 

60,000 

120 

50,000 

50,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

90,000 

50,000 

120 

80,000 

50,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

50,000 

50,000 

120 

80,000 

60,000 

120 

50,000 

50,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

90,000 

60,000 

120 

45,000 

45,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 



0.353 

0.375 

0.018 

0.018 




0.166 

0.166 

0.011 

0.011 

1.692 

1.778 

0.502 

0.518 

0.006 

0.006 

0.024 

0.024 

0.130 

0.130 

0.014 

0.014 

0.058 

0.058 

0.115 

0.115 

0.114 

0.114 

0.007 

0.007 

0.120 

0.120 

- 

- 

0.072 

0.072 

0.132 

0.132 

0.240 

0.240 

0.043 

0.043 

0.394 

0.405 





























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Beer Khanga 

0832000204022000 

1.284 

Fresh 

Bheemli 

0832000204017400 

2.165 

Fresh 

Borda Mau 

0832000103990200 

14.716 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Borjhari 

0832000204031300 

2.944 

Fresh 

Brijpura 

0832000204018600 

2.181 

Fresh 

Char Doongari 

0832000204027500 

2.243 

Fresh 

Chokari 

0832000204017800 

4.484 

Fresh 

Choona Bhati 

0832000204007000 

1.508 

Fresh 

Chuthya Kheri 

0832000204016900 

1.655 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Dantiya 

0832000204029600 

2.295 

Fresh 

Dayabhao 

0832000204007200 

3.721 

Fresh 


Non-command 


Non-command 


Deoli 

0832000204019600 

4.635 

Fresh 

Deori 

0832000204029700 

1.349 

Fresh 

Devri 

0832000204018300 

1.397 

Fresh 

Dhabariya 

0832000204013500 

2.058 

Fresh 


Dhanoda Khurd 


Dharli 


Dheengalya Kheri 


Non-command 


Non-command 


Non-command 


Non-command 



Dhabli 

0832000204016400 

1.880 

Fresh 

Dhanoda 

0832000204014200 

3.882 

Fresh 


Non-command 


Non-command 



0832000204018000 

1.350 

Fresh 

0832000103990500 

6.188 

Fresh 

0832000204026000 

3.425 

Fresh 

0832000204013600 

0.866 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Fatehpura 

0832000204006800 

0.388 

Fresh 

Gadari 

0832000204021700 

2.275 

Fresh 

Gadiya Mer 

0832000204016600 

2.560 

Fresh 


Non-command 


Non-command 


Non-command 


Ganeshpura 

0832000204029900 

3.284 

Fresh 

Gangpura @ Tumariya Kheri 

0832000204031400 

2.225 

Fresh 

Gaonri 

0832000204013900 

1.555 

Fresh 


Non-command 


Non-command 


Non-command 


Gargach 

0832000204015300 

1.771 

Fresh 

Garwara 

0832000204027600 

2.856 

Fresh 

Gaupura 

0832000204015600 

2.186 

Fresh 


Girdharpura 


Gopal Pura @ Guradiya 


Gordhanpura 


Gordhanpura @ Nayagaon 


Govindpura 


Gurad Khera 


Haripura 



0832000204026900 

0.786 

Fresh 

0832000204026200 

1.216 

Fresh 

0832000204023100 

7.165 

Fresh 

0832000204026800 

0.732 

Fresh 

0832000204019700 

5.699 

Fresh 

0832000204030700 

1.337 

Fresh 

0832000204023200 

3.496 

Fresh 

0832000204008000 

1.185 

Fresh 




0832000204018800 

2.166 

Fresh 

0832000204026600 

0.882 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Deccan Traps 

1.284 

Non-command 

Deccan Traps 

2.165 

Non-command 

Bhander Sandstone 

0.094 

Non-command 

Limestone 

0.936 

Non-command 

Deccan Traps 

0.781 

Non-command 

Deccan Traps 

2.179 

Non-command 

Deccan Traps 

2.243 

Non-command 

Deccan Traps 

4.426 

Non-command 

Limestone 

0.275 

Non-command 

Bhander Sandstone 

0.311 

Non-command 

Deccan Traps 

1.143 

Non-command 

Deccan Traps 

0.102 

Non-command 

Bhander Sandstone 

0.453 

Non-command 

Limestone 

2.480 

Non-command 

Deccan Traps 

1.691 

Non-command 

Deccan Traps 

1.349 

Non-command 

Deccan Traps 

1.397 

Non-command 

Bhander Sandstone 

0.707 

Non-command 

Deccan Traps 

0.608 

Non-command 

Limestone 

0.744 

Non-command 

Bhander Sandstone 

1.880 

Non-command 

Bhander Sandstone 

0.687 

Non-command 

Deccan Traps 

3.195 

Non-command 

Deccan Traps 

1.350 

Non-command 

Limestone 

0.117 

Non-command 

Deccan Traps 

3.425 

Non-command 

Bhander Sandstone 

0.095 

Non-command 

Deccan Traps 

0.771 

Non-command 

Bhander Sandstone 

3.772 

Non-command 

Deccan Traps 

5.547 

Non-command 

Deccan Traps 

0.025 

Non-command 

Deccan Traps 

2.275 

Non-command 

Bhander Sandstone 

0.001 

Non-command 

Deccan Traps 

2.560 

Non-command 

Deccan Traps 

3.284 

Non-command 

Deccan Traps 

1.259 

Non-command 

Bhander Sandstone 

0.941 

Non-command 

Deccan Traps 

0.614 

Non-command 

Limestone 

1.747 

Non-command 

Deccan Traps 

2.856 

Non-command 

Bhander Sandstone 

0.000 

Non-command 

Limestone 

0.000 

Non-command 

Deccan Traps 

0.786 

Non-command 

Deccan Traps 

1.216 

Non-command 

Deccan Traps 

7.165 

Non-command 

Deccan Traps 

0.732 

Non-command 

Deccan Traps 

0.481 

Non-command 

Deccan Traps 

1.315 

Non-command 

Deccan Traps 

3.496 

Non-command 

Bhander Sandstone 

0.064 

Non-command 

Deccan Traps 

0.038 

Non-command 

Deccan Traps 

2.166 

Non-command 

Deccan Traps 

0.882 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

50,000 

120 

45,000 

45,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

50,000 

50,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

50,000 

50,000 

120 

80,000 

60,000 

120 

50,000 

50,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

45,000 

45,000 

120 

50,000 

50,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

50,000 

50,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

50,000 

50,000 

120 

50,000 

50,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.042 

0.042 

0.054 

0.054 

- 

- 

0.029 

0.039 

0.066 

0.066 

0.084 

0.084 

0.174 

0.174 

0.204 

0.204 

0.022 

0.022 

0.007 

0.007 

0.022 

0.022 

0.018 

0.018 

0.014 

0.014 

0.086 

0.086 

0.078 

0.078 

0.186 

0.186 

0.354 

0.354 

0.036 

0.036 

0.027 

0.027 

0.043 

0.043 

0.238 

0.238 

0.094 

0.094 

0.329 

0.334 

0.126 

0.126 

0.007 

0.007 

0.180 

0.180 

0.007 

0.007 

0.027 

0.027 

0.590 

0.612 

0.653 

0.664 



0.184 

0.200 

0.108 

0.108 

0.066 

0.066 

0.338 

0.349 

0.167 

0.167 



0.084 

0.084 

0.066 

0.072 

0.054 

0.054 

0.084 

0.084 

0.018 

0.018 

0.090 

0.090 

0.432 

0.444 

0.014 

0.014 

0.005 

0.005 

0.228 

0.228 

0.060 

0.060 



















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


(2) 

(3) 

(4) 

(5) 

Haripura @ Jhantaliya 

0832000204022800 

1.173 

Fresh 

Haripura @ Leora 

0832000204030800 

5.812 

Fresh 

Iktasa 

0832000204013300 

4.498 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 



Jamunya Talai 

0832000103986100 

3.725 

Fresh 

Jatamari 

0832000204014100 

2.674 

Fresh 

Jheekariya 

0832000204022400 

2.550 

Fresh 

Jheenta Pura 

0832000204012900 

2.363 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Jhoomki 

0832000204018900 

1.131 

Fresh 

Joona Khera 

0832000204013200 

2.256 

Fresh 


Non-command 


Non-command 


Kalya Kheri 

0832000204026100 

2.045 

Fresh 

Kalyan Pura 

0832000204012800 

1.427 

Fresh 


Non-command 


Non-command 



Karal Gaon 

0832000204029500 

7.119 

Fresh 

Kenchani 

0832000204015100 

3.102 

Fresh 


Non-command 


Non-command 



Kheriya 

0832000204025800 

2.340 

Fresh 

Kherla 

0832000204014800 

2.394 

Fresh 


Non-command 


Non-command 


Kishanpura @ Bara 

0832000204018700 

4.072 

Fresh 

Koli 

0832000204025600 

5.789 

Fresh 

Koloo Khera 

0832000304045000 

5.702 

Fresh 

Kushalpura 

0832000204030000 

10.145 

Fresh 

Kuwabhao @ Bhopatpura 

0832000204007100 

6.641 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Lalpura 

0832000204026400 

1.324 

Fresh 

Lalpuri 

0832000204030500 

0.589 

Fresh 

Lawasal 

0832000204015000 

2.760 

Fresh 


Madanpura 


Mala Tota 


Mandawar 


Manpura 


Non-command 


Non-command 


Non-command 



0832000204026500 

3.813 

Fresh 

0832000304039000 

3.460 

Fresh 

0832000204017700 

4.472 

Fresh 

0832000204000400 

9.878 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



0832000204014900 


1.295 Fresh 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Deccan Traps 

1.173 

Non-command 

Deccan Traps 

1.052 

Non-command 

Bhander Sandstone 

2.657 

Non-command 

Deccan Traps 

1.781 

Non-command 

Bhander Sandstone 

0.265 

Non-command 

Deccan Traps 

0.888 

Non-command 

Limestone 

0.127 

Non-command 

Deccan Traps 

2.650 

Non-command 

Deccan Traps 

2.550 

Non-command 

Bhander Sandstone 

0.348 

Non-command 

Deccan Traps 

0.700 

Non-command 

Deccan Traps 

1.131 

Non-command 

Bhander Sandstone 

0.914 

Non-command 

Deccan Traps 

1.342 

Non-command 

Deccan Traps 

2.038 

Non-command 

Bhander Sandstone 

0.039 

Non-command 

Deccan Traps 

0.110 

Non-command 

Bhander Sandstone 

0.382 

Non-command 

Limestone 

7.140 

Non-command 

Bhander Sandstone 

1.974 

Non-command 

Deccan Traps 

0.706 

Non-command 

Deccan Traps 

0.532 

Non-command 

Bhander Sandstone 

0.790 

Non-command 

Deccan Traps 

0.730 

Non-command 

Limestone 

1.505 

Non-command 

Bhander Sandstone 

1.979 

Non-command 

Deccan Traps 

1.112 

Non-command 

Deccan Traps 

0.431 

Non-command 

Limestone 

2.203 

Non-command 

Bhander Sandstone 

1.557 

Non-command 

Deccan Traps 

0.480 

Non-command 

Deccan Traps 

2.340 

Non-command 

Bhander Sandstone 

0.001 

Non-command 

Deccan Traps 

2.393 

Non-command 

Deccan Traps 

4.072 

Non-command 

Deccan Traps 

3.968 

Non-command 

Deccan Traps 

1.954 

Non-command 

Deccan Traps 

8.641 

Non-command 

Bhander Sandstone 

0.974 

Non-command 

Limestone 

4.164 

Non-command 

Deccan Traps 

1.193 

Non-command 

Deccan Traps 

0.589 

Non-command 

Bhander Sandstone 

2.059 

Non-command 

Deccan Traps 

0.009 

Non-command 

Limestone 

0.575 

Non-command 

Deccan Traps 

3.813 

Non-command 

Deccan Traps 

0.042 

Non-command 

Deccan Traps 

3.973 

Non-command 

Deccan Traps 

0.078 

Non-command 

Limestone 

1.096 

Non-command 

Bhander Sandstone 

4.814 

Non-command 

Deccan Traps 

5.587 

Non-command 

Bhander Sandstone 

0.462 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

80,000 

60,000 

120 

45,000 

45,000 

120 

50,000 

50,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

50,000 

50,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

50,000 

50,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

50,000 

50,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

50,000 

50,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

50,000 

50,000 

120 

80,000 

50,000 

120 

45,000 

45,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

90,000 

60,000 



Tube Wells with 
Wells Pumpset 




MCM 

MCM 

(15) 

(16) 

0.072 

0.072 

0.006 

0.006 

0.490 

0.544 

0.248 

0.264 

0.014 

0.014 

0.032 

0.032 

- 

- 

0.076 

0.076 

0.252 

0.258 

0.144 

0.144 

0.221 

0.221 

0.354 

0.354 

0.554 

0.576 

0.605 

0.621 

0.150 

0.150 

0.007 

0.007 

0.011 

0.011 



0.137 

0.137 

0.038 

0.038 

0.078 

0.078 

0.014 

0.014 

0.005 

0.005 

0.022 

0.022 

0.086 

0.151 

0.038 

0.054 

0.027 

0.027 

0.166 

0.166 

0.151 

0.162 

0.032 

0.032 

0.606 

0.618 


0.470 

0.492 

0.048 

0.048 

0.270 

0.270 

0.018 

0.018 

0.450 

0.450 

0.036 

0.036 

0.144 

0.144 

0.114 

0.120 

0.036 

0.036 

0.295 

0.317 

- 

- 

0.086 

0.097 

0.060 

0.072 

- 

" 1 

0.059 

0.059 

0.005 

0.005 

0.058 

0.080 

0.007 

0.007 

0.011 

0.011 

0.079 

0.079 





































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 




0832000204019200 

4.140 

Fresh 

0832000304045300 

3.736 

Fresh 

0832000204015200 

1.588 

Fresh 


Non-command 


Non-command 


Non-command 



Mehsar 

0832000204014000 

2.468 

Fresh 

Melki 

0832000204021900 

1.606 

Fresh 

Mohammad Pura 

0832000204017200 

0.624 

Fresh 


Non-command 


Non-command 


Non-command 


Mokhampura 

0832000204007900 

0.661 

Fresh 

Molakya Kalan 

0832000204027900 

4.348 

Fresh 

Mordiveeran 

0832000204022900 

1.407 

Fresh 

Mori 

0832000103986200 

4.568 

Fresh 


Moru Kheri 


Motipura 


Nahardi Khurd 


Nala 


Narsinghpura 


Naya Gaon 


Non-command 


Non-command 


Non-command 


Non-command 




0832000204013100 

2.113 

Fresh 

0832000204027700 

2.471 

Fresh 

0832000204025900 

2.542 

Fresh 

0832000204031000 

2.407 

Fresh 

0832000204016200 

2.180 

Fresh 

0832000204031200 

2.180 

Fresh 

0832000304038600 

5.194 

Fresh 

0832000304044900 

4.603 

Fresh 

0832000204014700 

2.191 

Fresh 


Naya Khera 

0832000204030400 

0.442 

Fresh 

Nayagaon Bheelan 

0832000204018100 

0.650 

Fresh 

Neem Khera 

0832000204026300 

1.509 

Fresh 

Padalya Goojaran 

0832000204023500 

1.138 

Fresh 

Padliya 

0832000304038700 

5.482 

Fresh 

Padlya Lodhan 

0832000304052100 

9.485 

Fresh 

Panch Peepalya 

0832000204027100 

4.457 

Fresh 

Panwasa 

0832000204007800 

5.005 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Parthipura 

0832000204021800 

1.314 

Fresh 

Parthipura (Veeran) 

0832000204034500 

0.602 

Fresh 

Pathri 

0832000204018500 

2.056 

Fresh 

Pathriya 

0832000204018400 

2.703 

Fresh 

Peepalya Nagga 

0832000204027200 

5.544 

Fresh 

Peeplya Goojaran 

0832000204016500 

2.259 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Punya Kheri 

0832000204027800 

7.272 

Fresh 

Raj pura 

0832000204027300 

1.597 

Fresh 

Ramniwas 

0832000204021600 

1.554 

Fresh 

Rampuriya 

0832000204029800 

1.393 

Fresh 

Rangpatan 

0832000204016300 

2.761 

Fresh 

Raredi 

0832000204015900 

6.667 

Fresh 

Ratanpura 

0832000204018200 

0.835 

Fresh 

Ratlai 

0832000204023600 

6.406 

Fresh 

Rooppura Baldiya 

0832000204016700 

3.079 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Deccan Traps 

0.834 

Non-command 

Deccan Traps 

3.858 

Non-command 

Deccan Traps 

0.899 

Non-command 

Bhander Sandstone 

0.672 

Non-command 

Deccan Traps 

0.004 

Non-command 

Limestone 

0.846 

Non-command 

Deccan Traps 

2.468 

Non-command 

Deccan Traps 

1.606 

Non-command 

Bhander Sandstone 

0.487 

Non-command 

Deccan Traps 

0.137 

Non-command 

Deccan Traps 

0.527 

Non-command 

Deccan Traps 

0.001 

Non-command 

Deccan Traps 

1.407 

Non-command 

Bhander Sandstone 

0.386 

Non-command 

Limestone 

0.957 

Non-command 

Deccan Traps 

1.699 

Non-command 

Deccan Traps 

2.325 

Non-command 

Deccan Traps 

2.542 

Non-command 

Deccan Traps 

0.400 

Non-command 

Bhander Sandstone 

1.649 

Non-command 

Deccan Traps 

0.994 

Non-command 

Deccan Traps 

0.006 

Non-command 

Deccan Traps 

1.220 

Non-command 

Bhander Sandstone 

1.409 

Non-command 

Deccan Traps 

0.782 

Non-command 

Deccan Traps 

0.442 

Non-command 

Deccan Traps 

0.650 

Non-command 

Deccan Traps 

1.509 

Non-command 

Deccan Traps 

1.138 

Non-command 

Deccan Traps 

0.115 

Non-command 

Deccan Traps 

0.006 

Non-command 

Deccan Traps 

4.457 

Non-command 

Bhander Sandstone 

0.074 

Non-command 

Deccan Traps 

4.403 

Non-command 

Limestone 

0.152 

Non-command 

Deccan Traps 

1.314 

Non-command 

Deccan Traps 

0.019 

Non-command 

Deccan Traps 

2.031 

Non-command 

Deccan Traps 

2.702 

Non-command 

Deccan Traps 

5.544 

Non-command 

Bhander Sandstone 

1.360 

Non-command 

Deccan Traps 

0.900 

Non-command 

Deccan Traps 

0.294 

Non-command 

Limestone 

1.265 

Non-command 

Deccan Traps 

3.135 

Non-command 

Deccan Traps 

1.597 

Non-command 

Deccan Traps 

1.212 

Non-command 

Deccan Traps 

0.027 

Non-command 

Bhander Sandstone 

2.761 

Non-command 

Bhander Sandstone 

1.600 

Non-command 

Deccan Traps 

0.835 

Non-command 

Deccan Traps 

5.402 

Non-command 

Bhander Sandstone 

2.118 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

45,000 

45,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

50,000 

50,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

45,000 

45,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

45,000 

45,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

90,000 

60,000 

120 

50,000 

50,000 

120 

80,000 

50,000 

120 

50,000 

50,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

80,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

90,000 

60,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.103 

0.103 

0.132 

0.132 

0.054 

0.054 

0.043 

0.043 

- 

- 

0.058 

0.069 

0.524 

0.524 

0.240 

0.246 

0.144 

0.166 

0.032 

0.037 

0.130 

0.135 

- 

- 

0.042 

0.042 

0.014 

0.022 

0.029 

0.048 

0.497 

0.508 

0.198 

0.198 

0.210 

0.210 

0.018 

0.018 

0.043 

0.043 

0.072 

0.072 


0.018 

0.018 

0.151 

0.173 

0.065 

0.070 

0.030 

0.030 

0.150 

0.150 

0.036 

0.036 

0.108 

0.108 

0.006 

0.006 


0.054 

0.054 

0.014 

0.014 

0.378 

0.389 

0.014 

0.014 

0.078 

0.078 

- 

- 

0.114 

0.114 

0.180 

0.198 

0.186 

0.198 

0.094 

0.094 

0.043 

0.043 

0.005 

0.005 

0.036 

0.036 

0.144 

0.150 

0.066 

0.066 

0.342 

0.342 

- 

- 

0.079 

0.079 

0.029 

0.029 

0.180 

0.180 

1.308 

1.356 

0.086 

0.086 









































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / Non¬ 
command) 



Rughnathpura 

0832000204022100 

0.872 

Fresh 

Sagodiya 

0832000204007400 

2.745 

Fresh 

Sakatpura 

0832000204027400 

0.859 

Fresh 

Sanwalpura 

0832000204025700 

2.463 

Fresh 

Semal Khera 

0832000204022500 

5.926 

Fresh 

Semli 

0832000204017900 

1.562 

Fresh 

Semli Gokul 

0832000204017600 

3.183 

Fresh 

Semli Kalan 

0832000204019300 

3.343 

Fresh 

Sewanya Kalan 

0832000204022600 

0.372 

Fresh 

Sewanya Khurd 

0832000304039300 

5.238 

Fresh 

Shivpura 

0832000204023300 

3.019 

Fresh 

Shripura 

0832000204030100 

1.319 

Fresh 

Shyopura @ Kherli 

0832000204026700 

1.431 

Fresh 

Talwariya 

0832000204014600 

1.819 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Teej Bardi 

0832000304045200 

6.400 

Fresh 

Tekla 

0832000204022700 

3.360 

Fresh 

Tekli 

0832000204022200 

1.841 

Fresh 

Tokri 

0832000204027000 

1.579 

Fresh 

Tokri Baldeopura 

0832000204017500 

2.341 

Fresh 

Toongani 

0832000204007700 

2.694 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Vijaipura 

0832000204030300 

1.857 

Fresh 

Wajind Pura 

0832000204019500 

2.896 

Fresh 


08005045 



Agar 

0831000603937800 

2.517 

Fresh 

Aheer Pahari 

0831000603917200 

1.632 

Fresh 

Amkhoh 

0831000603931800 

5.683 

Fresh 


Amrod 

0831000603937900 

11.650 

Fresh 

Anjani 

0831000603937400 

6.311 

Fresh 

Bagda 

0831000603924900 

5.151 

Fresh 

Baint 

0831000603929400 

9.979 

Fresh 


Bainta 


Balharpur 


Ballampur 


Baman Gawan 


Bans Kheri 


Banwaripura 


Barara 


Basai 


Baseli 


Beel Khera Dang 


Beel Kheramal 


Beelampur 


Bhanpur 


Bharoli 


Bhoyal 


0831000603915600 

2.674 

Fresh 

0831000603929500 

4.696 

Fresh 

0831000603936000 

2.558 

Fresh 

0831000603930000 

6.817 

Fresh 

0831000603926200 

1.802 

Fresh 

0831000603937600 

6.379 

Fresh 

0831000603917600 

8.978 

Fresh 

0831000603922400 

3.203 

Fresh 

0831000603930300 

3.398 

Fresh 

0831000603921800 

5.107 

Fresh 

0831000603920100 

2.111 

Fresh 

0831000603929800 

1.684 

Fresh 

0831000603931600 

3.500 

Fresh 

0831000603936300 

1.386 

Fresh 

0831000603930500 

3.942 

Fresh 

0831000603923800 

5.304 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sub Basin: 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Deccan Traps 

0.961 

Non-command 

Deccan Traps 

0.872 

Non-command 

Limestone 

2.745 

Non-command 

Deccan Traps 

0.859 

Non-command 

Deccan Traps 

2.079 

Non-command 

Deccan Traps 

1.884 

Non-command 

Deccan Traps 

1.562 

Non-command 

Deccan Traps 

3.175 

Non-command 

Deccan Traps 

2.512 

Non-command 

Deccan Traps 

0.008 

Non-command 

Deccan Traps 

0.019 

Non-command 

Deccan Traps 

3.019 

Non-command 

Deccan Traps 

1.319 

Non-command 

Deccan Traps 

1.431 

Non-command 

Bhander Sandstone 

1.563 

Non-command 

Deccan Traps 

0.256 

Non-command 

Bhander Sandstone 

2.287 

Non-command 

Limestone 

0.048 

Non-command 

Deccan Traps 

1.139 

Non-command 

Deccan Traps 

3.149 

Non-command 

Deccan Traps 

1.841 

Non-command 

Deccan Traps 

1.579 

Non-command 

Deccan Traps 

2.272 

Non-command 

Deccan Traps 

1.362 

Non-command 

Limestone 

0.012 

Non-command 

Deccan Traps 

1.731 

Non-command 

Deccan Traps 

1.116 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

45,000 

45,000 

120 

50,000 

50,000 

120 

90,000 

60,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

45,000 

45,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

90,000 

60,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

45,000 

45,000 

120 

45,000 

45,000 

120 

90,000 

60,000 

120 

50,000 

50,000 

120 

50,000 

50,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.032 

0.032 

0.240 

0.252 

0.108 

0.108 

0.018 

0.018 

0.228 

0.228 

0.078 

0.078 

0.192 

0.192 

0.027 

0.027 

0.360 

0.372 

- 

- 

- 

- 

0.282 

0.282 

0.024 

0.024 

0.132 

0.132 

0.151 

0.183 

0.016 

0.016 

0.173 

0.184 

0.007 

0.007 


0.222 

0.222 

0.138 

0.138 

0.030 

0.030 

0.076 

0.076 

0.119 

0.119 


0.030 

0.030 

0.054 

0.054 


Non-command 

Shale 

2.517 

Non-command 

Bhander Sandstone 

1.632 

Non-command 

Bhander Sandstone 

3.104 

Non-command 

Shale 

1.255 

Non-command 

Shale 

11.650 

Non-command 

Shale 

6.311 

Non-command 

Shale 

5.151 

Non-command 

Bhander Sandstone 

6.637 

Non-command 

Shale 

1.583 

Non-command 

Bhander Sandstone 

2.044 

Non-command 

Shale 

4.589 

Non-command 

Bhander Sandstone 

1.864 

Non-command 

Shale 

6.817 

Non-command 

Shale 

1.802 

Non-command 

Shale 

6.379 

Non-command 

Bhander Sandstone 

3.020 

Non-command 

Shale 

3.203 

Non-command 

Shale 

3.395 

Non-command 

Shale 

5.029 

Non-command 

Shale 

2.111 

Non-command 

Shale 

1.684 

Non-command 

Shale 

3.500 

Non-command 

Shale 

1.386 

Non-command 

Shale 

3.939 

Non-command 

Shale 

5.304 


120 

60,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 



0.394 

0.394 

0.019 

0.019 



0.024 

0.024 

0.432 

0.432 
























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Birmani 

0831000603916900 

3.297 

Fresh 

Boodhi Bhoyal 

0831000603923900 

11.060 

Fresh 

Boori 

0831000603936700 

1.969 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Budha Nonera 


Chhaila 


Chhipol 


Chiroli 


Chooriya 


Chora Khari 


Dabar 


Deori 


Dhankari 


Dhurera 


Dhuwan 


Doondabar 


Faredua Taleti 


Ganjan 


Ganna Kheri 


Gatta Khera 


Ghar Ghusan 


Ghoghra 


Gordhanpura 


Goyra 


Gujarra 


Gunjari 


Gurjara 


Guwari 


Hadota 


0831000603926300 

3.829 

Fresh 

0831000603924200 

7.362 

Fresh 

0831000603916300 

1.732 

Fresh 

0831000603931400 

1.819 

Fresh 

0831000603922300 

1.581 

Fresh 

0831000603921100 

9.751 

Fresh 

0831000603925900 

6.243 

Fresh 

0831000603922900 

29.616 

Fresh 

0831000603925200 

0.846 

Fresh 

0831000603915800 

4.400 

Fresh 

0831000603923400 

4.354 

Fresh 

0831000603926500 

1.720 

Fresh 

0831000603919800 

2.051 

Fresh 

0831000603924000 

9.956 

Fresh 

0831000603920000 

2.534 

Fresh 

0831000603929700 

3.140 

Fresh 

0831000603919700 

2.327 

Fresh 

0831000603926000 

4.320 

Fresh 

0831000603920300 

2.899 

Fresh 

0831000603920200 

1.251 

Fresh 

0831000603920500 

3.372 

Fresh 

0831000603930900 

1.193 

Fresh 

0831000603921400 

10.232 

Fresh 

0831000603919900 

2.637 

Fresh 

0831000603926400 

4.013 

Fresh 

0831000603916200 

19.072 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Handi Khera 


Hanotiya 



Hanuwat Khera 


Haryanagar 


Haudapura 


Hindola 


Jabra 


Jakha 


Kachhiya Thana 


Kaloni 


0831000603924100 

4.225 

Fresh 

0831000603916400 

3.901 

Fresh 

0831000603921000 

8.412 

Fresh 

0831000603931200 

3.037 

Fresh 

0831000603926900 

3.440 

Fresh 

0831000603916500 

1.883 

Fresh 

0831000603920800 

8.811 

Fresh 

0831000603925800 

6.696 

Fresh 

0831000603918700 

9.603 

Fresh 

0831000603924800 

1.365 

Fresh 

0831000603925500 

8.927 

Fresh 

0831000603927000 

13.843 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kamlawada 

0831000603918800 

19.546 

Fresh 

Kaneriya 

0831000603937100 

1.242 

Fresh 

Kanwarpura 

0831000603920700 

0.836 

Fresh 

Karaliya 

0831000603937300 

1.337 

Fresh 

Kasba Nonera 

0831000603926700 

7.397 

Fresh 

Kasba Thana 

0831000603925600 

8.543 

Fresh 

Kema 

0831000603922800 

3.071 

Fresh 

Khanda Sahrol 

0831000603929300 

12.490 

Fresh 

Kharka Shyam Shahi 

0831000603931100 

0.288 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Shale 

3.297 

Non-command 

Shale 

11.060 

Non-command 

Bhander Sandstone 

0.000 

Non-command 

Shale 

1.969 

Non-command 

Shale 

3.829 

Non-command 

Shale 

7.362 

Non-command 

Shale 

1.732 

Non-command 

Shale 

1.819 

Non-command 

Shale 

1.511 

Non-command 

Shale 

9.727 

Non-command 

Shale 

6.243 

Non-command 

Shale 

29.518 

Non-command 

Shale 

0.846 

Non-command 

Bhander Sandstone 

3.711 

Non-command 

Shale 

4.354 

Non-command 

Shale 

1.720 

Non-command 

Shale 

2.051 

Non-command 

Shale 

9.956 

Non-command 

Shale 

2.534 

Non-command 

Shale 

3.140 

Non-command 

Shale 

2.327 

Non-command 

Shale 

4.320 

Non-command 

Shale 

2.899 

Non-command 

Shale 

1.251 

Non-command 

Shale 

3.372 

Non-command 

Shale 

1.193 

Non-command 

Shale 

9.973 

Non-command 

Shale 

2.637 

Non-command 

Shale 

4.013 

Non-command 

Bhander Sandstone 

12.196 

Non-command 

Shale 

3.195 

Non-command 

Shale 

4.225 

Non-command 

Shale 

3.901 

Non-command 

Shale 

8.412 

Non-command 

Shale 

3.037 

Non-command 

Shale 

3.346 

Non-command 

Shale 

1.883 

Non-command 

Shale 

8.811 

Non-command 

Shale 

6.695 

Non-command 

Bhander Sandstone 

0.568 

Non-command 

Shale 

1.365 

Non-command 

Shale 

8.878 

Non-command 

Bhander Sandstone 

5.585 

Non-command 

Shale 

4.447 

Non-command 

Bhander Sandstone 

0.774 

Non-command 

Shale 

1.242 

Non-command 

Shale 

0.836 

Non-command 

Shale 

1.337 

Non-command 

Shale 

7.397 

Non-command 

Shale 

8.543 

Non-command 

Shale 

3.071 

Non-command 

Bhander Sandstone 

0.027 

Non-command 

Shale 

0.288 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

40,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.024 


0.326 




0.024 

0.024 

0.077 

0.077 



0.005 

0.005 

0.019 

0.019 

0.014 

0.014 

0.014 

0.014 

0.005 

0.005 

0.226 

0.226 

0.091 

0.091 


0.010 

0.010 

0.014 

0.014 

0.072 

0.072 

0.034 

0.034 

0.072 

0.072 

0.010 

0.010 



0.038 

0.038 

0.010 

0.010 

0.024 

0.024 



0.158 

0.158 

0.854 

0.854 

0.024 

0.024 




























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Kharka Vijaipur 


Khiriya 


Khirkhiri 


Khushalpura 


Kirad Pahari 


Kishanpura 


0831000603930200 


0831000603924600 


0831000603922200 


0831000603916800 


0831000603917400 


0831000603917000 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


1.627 Fresh 


4.147 Fresh 


7.888 Fresh 


5.257 Fresh 


2.869 Fresh 


2.316 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kot Khanga 


Kotra 


Kotri 


Kripalpur 


Kujay 


Kunda 


Maheshpur 


Mahoori 


Mahu 


Mahua Kheri 


Mahuri Khera 


Majhari 


Majhera 


Majhola 


Malwaya 


Mamoni 


Mandi Barwali 


Mandi Bhonra 


0831000603938000 

9.723 

Fresh 

0831000603921300 

10.406 

Fresh 

0831000603930700 

3.329 

Fresh 

0831000603938100 

5.290 

Fresh 

0831000603919000 

17.670 

Fresh 

0831000603930800 

2.225 

Fresh 

0831000603921200 

6.300 

Fresh 

0831000603930600 

3.785 

Fresh 

0831000603921900 

17.016 

Fresh 

0831000603937500 

7.991 

Fresh 

0831000603915700 

4.771 

Fresh 

0831000603925400 

1.250 

Fresh 

0831000603919100 

1.350 

Fresh 

0831000603926600 

6.773 

Fresh 

0831000603932000 

7.127 

Fresh 

0831000603924700 

7.364 

Fresh 

0831000603924500 

4.529 

Fresh 

0831000603927200 

10.183 

Fresh 

0831000603929900 

0.935 

Fresh 

0831000603931700 

13.265 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Mandi Sambhar Singa 

0831000603923100 

6.843 

Fresh 

Mando 

0831000603925700 

4.596 

Fresh 

Manka Khera 

0831000603937200 

1.271 

Fresh 

Mohanpur 

0831000603935800 

4.812 

Fresh 

Moondiyar 

0831000603927100 

5.075 

Fresh 

Mungawali 

0831000603919500 

1.805 

Fresh 

Munsredi 

0831000603936500 

1.836 

Fresh 

Nachna Khera 

0831000603917100 

4.018 

Fresh 

Nadiya 

0831000603931900 

11.098 

Fresh 

Narora 

0831000603921700 

2.210 

Fresh 

Nayagaon 

0831000603920900 

2.776 

Fresh 

Nidh 

0831000603916000 

0.764 

Fresh 

Nukarra 

0831000603936200 

2.984 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Ogar 

0831000603925100 

18.486 

Fresh 

Pahari Veeran 

0831000603936600 

3.552 

Fresh 


Non-command 


Non-command 


Pajantori 

0831000603923700 

2.318 

Fresh 

Palakheri 

0831000603925000 

7.928 

Fresh 

Patan 

0831000603921600 

4.005 

Fresh 

Patara 

0831000603923600 

1.366 

Fresh 

Pathari 

0831000603922000 

4.255 

Fresh 

Pindasal 

0831000603919400 

13.411 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Shale 

1.627 

Non-command 

Shale 

4.147 

Non-command 

Shale 

7.591 

Non-command 

Shale 

5.257 

Non-command 

Bhander Sandstone 

2.617 

Non-command 

Bhander Sandstone 

1.350 

Non-command 

Shale 

0.641 

Non-command 

Shale 

9.723 

Non-command 

Shale 

10.162 

Non-command 

Shale 

3.329 

Non-command 

Shale 

5.290 

Non-command 

Bhander Sandstone 

14.978 

Non-command 

Shale 

2.225 

Non-command 

Shale 

6.300 

Non-command 

Shale 

3.704 

Non-command 

Shale 

16.974 

Non-command 

Shale 

7.991 

Non-command 

Bhander Sandstone 

4.128 

Non-command 

Shale 

1.250 

Non-command 

Bhander Sandstone 

1.350 

Non-command 

Shale 

6.773 

Non-command 

Bhander Sandstone 

5.856 

Non-command 

Shale 

7.364 

Non-command 

Shale 

4.529 

Non-command 

Bhander Sandstone 

2.906 

Non-command 

Shale 

0.935 

Non-command 

Bhander Sandstone 

5.606 

Non-command 

Shale 

6.465 

Non-command 

Bhander Sandstone 

4.155 

Non-command 

Shale 

2.292 

Non-command 

Shale 

6.829 

Non-command 

Shale 

4.595 

Non-command 

Shale 

1.271 

Non-command 

Bhander Sandstone 

0.715 

Non-command 

Bhander Sandstone 

4.918 

Non-command 

Shale 

1.805 

Non-command 

Shale 

1.836 

Non-command 

Bhander Sandstone 

3.921 

Non-command 

Bhander Sandstone 

3.582 

Non-command 

Shale 

1.998 

Non-command 

Shale 

2.776 

Non-command 

Bhander Sandstone 

0.764 

Non-command 

Bhander Sandstone 

2.894 

Non-command 

Shale 

0.090 

Non-command 

Shale 

18.436 

Non-command 

Bhander Sandstone 

1.582 

Non-command 

Shale 

1.971 

Non-command 

Shale 

2.318 

Non-command 

Shale 

7.928 

Non-command 

Shale 

3.640 

Non-command 

Shale 

1.366 

Non-command 

Shale 

4.255 

Non-command 

Shale 

12.907 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 



Tube Wells with 
Wells Pumpset 



0.005 

0.005 

0.010 

0.010 



0.048 

0.048 

0.010 

0.010 

0.010 

0.010 

0.058 

0.058 



0.022 

0.022 

0.010 

0.010 

0.014 

0.014 

0.005 

0.005 

0.005 

0.005 



0.072 

0.072 

0.058 

0.058 

0.024 

0.024 

0.014 

0.014 

0.053 

0.053 

























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Prot Pahari 

0831000603917300 

1.403 

Fresh 

Pureni 

0831000603936800 

2.584 

Fresh 

Raipur 

0831000603922600 

1.978 

Fresh 

Raj pur 

0831000603916100 

7.771 

Fresh 

Rampur Taleti 

0831000603931000 

3.828 

Fresh 

Ranipura 

0831000603915500 

15.592 

Fresh 

Ratatal 

0831000603918900 

9.352 

Fresh 

Reejhol 

0831000603923300 

5.466 

Fresh 

Renwaja 

0831000603924400 

0.671 

Fresh 

Sahjanpur 

0831000603926800 

2.198 

Fresh 

Sahrol Taleti 

0831000603916600 

8.488 

Fresh 


Type of Area (Command / Non¬ 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


08006046 


Saloda 

0831000603920600 

1.601 

Fresh 

Sandokara 

0831000603937000 

12.366 

Fresh 

Sandri 

0831000603923000 

4.866 

Fresh 

Sangawan 

0831000603921500 

6.726 

Fresh 

Sangeshwar 

0831000603929600 

3.136 

Fresh 

Sanwara 

0831000603923200 

17.007 

Fresh 

Sar 

0831000603920400 

3.005 

Fresh 

Sedon 

0831000603922700 

1.983 

Fresh 

Semli Taleti 

0831000603930400 

3.187 

Fresh 

Shahbad 

0831000603919300 

6.932 

Fresh 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Shubh Dhara 

0831000603916700 

3.564 

Fresh 

Sirsipura 

0831000603923500 

2.790 

Fresh 

Suhan 

0831000603935900 

5.246 

Fresh 

Suwans 

0831000603919600 

5.336 

Fresh 

Tanda 

0831000603922500 

4.451 

Fresh 

Tanda Ahiran 

0831000603925300 

4.824 

Fresh 

Tanda Kachhiyan 

0831000603936900 

3.068 

Fresh 

Telni 

0831000603915900 

6.719 

Fresh 

Tentai 

0831000603930100 

4.955 

Fresh 

Tigri 

0831000603937700 

1.569 

Fresh 

Tilgawan 

0831000603926100 

6.138 

Fresh 

Tiparka 

0831000603936400 

3.743 

Fresh 

Uchawada 

0831000603917500 

11.856 

Fresh 

Uncha Pathar 

0831000603924300 

4.007 

Fresh 

Vajarkha 

0831000603922100 

1.979 

Fresh 

Vijaipur 

0831000603931300 

1.272 

Fresh 

Vyas Kheri 

0831000603931500 

1.920 

Fresh 


Anwa 

0822000602667600 

26.151 

Fresh 

Baori Khera 

0823000102699700 

3.216 

Fresh 

Basni 

0823000102696600 

4.299 

Fresh 

Batwari 

0823000102697200 

2.683 

Fresh 

Beel Ka Khera 

0823000102696900 

1.897 

Fresh 

Benpa 

0822000602668100 

9.899 

Fresh 

Bhunwar 

0824001002908100 

7.321 

Fresh 

Bisanpura 

0822000602667800 

9.162 

Fresh 

Brahmanon Ki Jhopariyan 

0823000102701000 

4.358 

Fresh 

Chakanandpura 

0822000602669200 

1.804 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sub Basin: 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bhander Sandstone 

1.132 

Non-command 

Shale 

2.584 

Non-command 

Shale 

1.978 

Non-command 

Bhander Sandstone 

4.867 

Non-command 

Shale 

3.828 

Non-command 

Bhander Sandstone 

1.763 

Non-command 

Bhander Sandstone 

8.037 

Non-command 

Shale 

5.466 

Non-command 

Shale 

0.671 

Non-command 

Shale 

2.198 

Non-command 

Bhander Sandstone 

0.513 

Non-command 

Shale 

7.975 

Non-command 

Shale 

1.601 

Non-command 

Shale 

12.366 

Non-command 

Shale 

4.831 

Non-command 

Shale 

6.294 

Non-command 

Shale 

3.136 

Non-command 

Shale 

16.997 

Non-command 

Shale 

3.005 

Non-command 

Shale 

1.983 

Non-command 

Shale 

3.187 

Non-command 

Bhander Sandstone 

1.356 

Non-command 

Shale 

4.977 

Non-command 

Bhander Sandstone 

6.980 

Non-command 

Shale 

1.005 

Non-command 

Shale 

3.564 

Non-command 

Shale 

2.790 

Non-command 

Bhander Sandstone 

4.646 

Non-command 

Shale 

5.336 

Non-command 

Shale 

4.451 

Non-command 

Shale 

4.824 

Non-command 

Shale 

3.068 

Non-command 

Bhander Sandstone 

6.310 

Non-command 

Shale 

4.955 

Non-command 

Shale 

1.569 

Non-command 

Shale 

6.138 

Non-command 

Shale 

3.743 

Non-command 

Bhander Sandstone 

0.140 

Non-command 

Shale 

4.007 

Non-command 

Shale 

1.817 

Non-command 

Shale 

1.272 

Non-command 

Shale 

1.920 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.029 

0.029 

0.038 

0.038 



0.014 

0.014 

0.158 

0.172 



0.379 

0.379 

0.058 

0.058 

0.010 

0.010 



0.062 

0.062 

0.010 

0.010 

0.005 

0.005 

0.014 

0.014 


Non-command 

Phyllite & Schist 

23.887 

Non-command 

Phyllite & Schist 

0.248 

Non-command 

Phyllite & Schist 

4.299 

Non-command 

Phyllite & Schist 

2.683 

Non-command 

Phyllite & Schist 

1.851 

Non-command 

Phyllite & Schist 

9.899 

Non-command 

Phyllite & Schist 

0.123 

Non-command 

Phyllite & Schist 

8.659 

Non-command 

Phyllite & Schist 

0.164 

Non-command 

Phyllite & Schist 

0.680 



121 

120 

90,000 

70,000 

5 

120 

70,000 

40,000 

87 

120 

70,000 

40,000 

22 

120 

70,000 

40,000 

5 

120 

70,000 

40,000 

65 

120 

90,000 

70,000 

- 

120 

70,000 

50,000 

26 

120 

90,000 

70,000 

2 

120 

70,000 

40,000 

2 

120 

90,000 

70,000 




1.016 

1.038 

0.024 

0.032 

0.418 

0.426 

0.106 

0.114 

0.024 

0.058 

0.546 

0.546 

- 

- 

0.218 

0.218 

0.010 

0.010 

0.017 

0.017 







































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 



Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Chandadand 

0824001002907500 

1.839 

Fresh 

Chandli 

0822000602664700 

28.087 

Fresh 

Chhaga KaJhoonpara 

0824001002908300 

2.701 

Fresh 

Deva Ka Khera 

0823000102696700 

2.882 

Fresh 

Dhandhola 

0824001002908600 

11.318 

Fresh 

Dhardhari 

0823000102698100 

11.280 

Fresh 

Dharola 

0822000602668800 

11.243 

Fresh 

Dheekla 

0822000602669100 

3.867 

Fresh 

Durgapura 

0823000102697800 

8.233 

Fresh 

Gadoli 

0824001002906900 

5.685 

Fresh 

Ganeshganj 

0823000102699500 

11.690 

Fresh 

Gopalpura 

0822000602668000 

5.848 

Fresh 

Goram Garh 

0824001002907100 

2.419 

Fresh 

Gulabpura 

0822000602669400 

0.828 

Fresh 

Huwalya 

0823000102697500 

4.377 

Fresh 

Intunda 

0824001002907600 

13.204 

Fresh 

Kabri 

0823000102699800 

3.948 

Fresh 

Kachhola 

0823000102699600 

10.142 

Fresh 

Kala Mai 

0823000102697100 

2.246 

Fresh 

Kalyanpura 

0822000602667700 

1.294 

Fresh 

Kanwarpura 

0822000602664900 

7.249 

Fresh 

Khawaspura 

0822000602669000 

3.401 

Fresh 

Kishanganj 

0823000102699900 

3.714 

Fresh 

Laxmipura 

0822000602668500 

2.366 

Fresh 

Luhari Kalan 

0824001002908200 

16.887 

Fresh 

Luhari Khurd 

0824001002907300 

6.496 

Fresh 

Lunda Ka Jhoonpara 

0824001002908400 

1.950 

Fresh 

Maliyon Ki Jhoonpariyan 

0823000102697400 

6.227 

Fresh 

Manohargarh 

0824001002907400 

4.294 

Fresh 

Mendi 

0823000102699400 

2.625 

Fresh 

Nayagaon 

0822000602667900 

10.133 

Fresh 

Odhandha 

0823000102697700 

9.803 

Fresh 

Pagara 

0823000102697600 

14.769 

Fresh 

Paprala 

0823000102696800 

1.927 

Fresh 

Pech Ki Baori 

0823000102697000 

4.270 

Fresh 

Peepalwasa 

0823000102698500 

5.941 

Fresh 

Rajendrapura 

0822000602669500 

0.755 

Fresh 

Rajkot 

0822000602668300 

11.239 

Fresh 

Rajnagar 

0822000602668400 

1.975 

Fresh 

Rampura 

0822000602669300 

4.837 

Fresh 

Roneeja 

0823000102698000 

13.822 

Fresh 


Type of Area (Command / N< 
command) 


Rosanda 

0823000102700000 

3.892 

Fresh 

Sangramganj 

0822000602669600 

2.889 

Fresh 

Sanwatgarh 

0822000602663000 

26.237 

Fresh 

Sardarpura 

0822000602668900 

9.717 

Fresh 

Sitapura 

0822000602668700 

8.392 

Fresh 

Sujanpura 

0822000602668200 

6.169 

Fresh 

Swaroop Ganh 

0823000102700200 

2.402 

Fresh 

Teekar 

0824001002906000 

12.418 

Fresh 

Toda Ka Gothra 

0822000602668600 

7.714 

Fresh 

Tonkra 

0823000102700700 

5.799 

Fresh 

Uda Ka Khera 

0824001002907700 

2.351 

Fresh 


( 6 ) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bundi Ka Gothra 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

1.839 

Non-command 

Phyllite & Schist 

5.020 

Non-command 

Phyllite & Schist 

2.473 

Non-command 

Phyllite & Schist 

2.882 

Non-command 

Phyllite & Schist 

0.052 

Non-command 

Phyllite & Schist 

3.475 

Non-command 

Phyllite & Schist 

8.789 

Non-command 

Phyllite & Schist 

0.002 

Non-command 

Phyllite & Schist 

1.838 

Non-command 

Phyllite & Schist 

1.471 

Non-command 

Phyllite & Schist 

0.034 

Non-command 

Phyllite & Schist 

5.848 

Non-command 

Phyllite & Schist 

1.113 

Non-command 

Phyllite & Schist 

0.824 

Non-command 

Phyllite & Schist 

4.377 

Non-command 

Phyllite & Schist 

12.574 

Non-command 

Phyllite & Schist 

3.948 

Non-command 

Phyllite & Schist 

3.505 

Non-command 

Phyllite & Schist 

2.246 

Non-command 

Phyllite & Schist 

1.294 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Phyllite & Schist 

2.314 

Non-command 

Phyllite & Schist 

3.714 

Non-command 

Phyllite & Schist 

2.366 

Non-command 

Phyllite & Schist 

15.887 

Non-command 

Phyllite & Schist 

6.496 

Non-command 

Phyllite & Schist 

1.950 

Non-command 

Phyllite & Schist 

6.227 

Non-command 

Phyllite & Schist 

4.294 

Non-command 

Phyllite & Schist 

0.008 

Non-command 

Phyllite & Schist 

10.133 

Non-command 

Phyllite & Schist 

9.367 

Non-command 

Phyllite & Schist 

14.769 

Non-command 

Phyllite & Schist 

1.927 

Non-command 

Phyllite & Schist 

4.267 

Non-command 

Phyllite & Schist 

0.541 

Non-command 

Phyllite & Schist 

0.436 

Non-command 

Phyllite & Schist 

11.239 

Non-command 

Phyllite & Schist 

1.975 

Non-command 

Phyllite & Schist 

1.410 

Command 

Phyllite & Schist 

0.018 

Non-command 

Phyllite & Schist 

4.840 

Non-command 

Phyllite & Schist 

2.451 

Non-command 

Phyllite & Schist 

0.020 

Non-command 

Phyllite & Schist 

4.095 

Non-command 

Phyllite & Schist 

9.717 

Non-command 

Phyllite & Schist 

8.388 

Non-command 

Phyllite & Schist 

6.169 

Non-command 

Phyllite & Schist 

0.667 

Non-command 

Phyllite & Schist 

2.877 

Non-command 

Phyllite & Schist 

7.701 

Non-command 

Phyllite & Schist 

1.243 

Non-command 

Phyllite & Schist 

0.305 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

40,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

40,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

40,000 

120 

90,000 

70,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

40,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

40,000 

120 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.132 

0.182 

0.277 

0.277 

0.042 

0.042 

0.216 

0.317 

- 

- 

0.034 

0.034 

1.336 

1.336 


0.038 

0.055 

0.138 

0.138 


0.059 

0.059 

0.132 

0.132 

0.017 

0.017 

0.288 

0.288 

0.600 

0.902 

0.130 

0.138 

0.163 

0.180 

0.178 

0.186 

0.235 

0.235 


0.218 

0.229 

0.130 

0.130 

0.496 

0.496 

0.798 

0.806 

0.456 

0.456 

0.066 

0.066 



0.277 

0.277 

0.168 

0.286 

0.398 

0.398 

0.374 

0.458 

0.206 

0.231 

0.005 

0.005 

0.008 

0.008 

0.857 

0.857 

0.084 

0.084 

0.025 

0.025 

- 

- 

0.288 

0.330 

0.149 

0.157 

- 

- 

0.084 

0.084 

0.361 

0.361 

0.714 

0.725 

0.269 

0.269 

0.077 

0.085 

0.270 

0.270 

0.882 

0.882 

0.163 

0.180 

0.024 

0.024 































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


08006047 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Umar 

0823000102697300 

9.934 

Fresh 

Anwa 

0822000602667600 

26.151 

Fresh 

Bajoli 

0822000602672100 

6.616 

Fresh 

Bal 

0823000102710600 

12.985 

Fresh 


Type of Area (Command / N< 
command) 



Balola 

0823000102704000 

5.880 

Fresh 

Baori Khera 

0823000102699700 

3.216 

Fresh 

Bargaon 

0823000102711400 

14.801 

Fresh 

Baroli 

0822000602671900 

7.142 

Fresh 

Bhawanipura 

0823000102698900 

6.870 

Fresh 

Bisdhari 

0823000102711500 

14.747 

Fresh 

Brahmanon Ka Luhariya 

0823000102698400 

6.218 

Fresh 


Chakanandpura 

0822000602669200 

1.804 

Fresh 

Chhabariyon Ka Naya Gaon 

0823000102698300 

9.963 

Fresh 


Dhardhari 

0823000102698100 

11.280 

Fresh 

Dharola 

0822000602668800 

11.243 

Fresh 

Dheekla 

0822000602669100 

3.867 

Fresh 

Durgapura 

0823000102697800 

8.233 

Fresh 

Ganeshganj 

0823000102699500 

11.690 

Fresh 

Goojarya Khera 

0823000202724100 

4.541 

Fresh 

Gothra 

0823000102697900 

6.576 

Fresh 


Harmali Ka Khera 

0823000102710900 

6.416 

Fresh 

Jajawar 

0823000202717700 

13.042 

Fresh 

Kachhola 

0823000102699600 

10.142 

Fresh 

Kachnariya 

0823000102699300 

1.354 

Fresh 

Kanwara 

0822000602671800 

23.979 

Fresh 

Khawaspura 

0822000602669000 

3.401 

Fresh 

Kothi 

0823000102711100 

4.012 

Fresh 

Kumharla 

0823000102698200 

4.270 

Fresh 

Mendi 

0823000102699400 

2.625 

Fresh 

Nimod 

0823000102711300 

11.124 

Fresh 



Odhandha 

0823000102697700 

9.803 

Fresh 

Peepalwasa 

0823000102698500 

5.941 

Fresh 


Rampura 

0822000602669300 

4.837 

Fresh 

Ranipura 

0823000102710700 

2.984 

Fresh 



( 6 ) 


Non-command 


Non-command 


Non-command 


Bundi Ka Gothra 


Gudha 


Non-command 


Non-command 


Non-command 


Gudha 


Non-command 


Non-command 


Gudha 


Bundi Ka Gothra 


Non-command 


Non-command 


Bundi Ka Gothra 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bundi Ka Gothra 


Bundi Ka Gothra 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bundi Ka Gothra 


Non-command 


Non-command 


Bundi Ka Gothra 


Gudha 


Non-command 


Non-command 


Bundi Ka Gothra 


Non-command 


Non-command 


Bundi Ka Gothra 


Gudha 


Non-command 


Bundi Ka Gothra 


Gudha 


Non-command 


Bundi Ka Gothra 


Non-command 


Bundi Ka Gothra 


Non-command 


Bundi Ka Gothra 


Gudha 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

9.934 

Non-command 

Phyllite & Schist 

0.005 

Non-command 

Phyllite & Schist 

1.829 

Command 

Phyllite & Schist 

9.703 

Command 

Phyllite & Schist 

2.058 

Non-command 

Phyllite & Schist 

0.402 

Non-command 

Phyllite & Schist 

0.458 

Non-command 

Phyllite & Schist 

0.433 

Command 

Phyllite & Schist 

1.093 

Non-command 

Phyllite & Schist 

7.066 

Non-command 

Phyllite & Schist 

0.153 

Command 

Phyllite & Schist 

0.003 

Command 

Phyllite & Schist 

1.371 

Non-command 

Phyllite & Schist 

4.847 

Non-command 

Phyllite & Schist 

1.124 

Command 

Phyllite & Schist 

3.571 

Non-command 

Phyllite & Schist 

6.149 

Non-command 

Phyllite & Schist 

7.805 

Non-command 

Phyllite & Schist 

2.454 

Non-command 

Phyllite & Schist 

3.866 

Non-command 

Phyllite & Schist 

6.394 

Non-command 

Phyllite & Schist 

10.627 

Command 

Phyllite & Schist 

0.165 

Command 

Phyllite & Schist 

1.056 

Non-command 

Phyllite & Schist 

5.282 

Non-command 

Phyllite & Schist 

0.332 

Non-command 

Phyllite & Schist 

2.981 

Non-command 

Phyllite & Schist 

6.598 

Non-command 

Phyllite & Schist 

1.134 

Non-command 

Phyllite & Schist 

17.691 

Non-command 

Phyllite & Schist 

1.087 

Command 

Phyllite & Schist 

0.436 

Non-command 

Phyllite & Schist 

4.270 

Non-command 

Phyllite & Schist 

2.617 

Command 

Phyllite & Schist 

4.928 

Command 

Phyllite & Schist 

2.427 

Non-command 

Phyllite & Schist 

1.568 

Non-command 

Phyllite & Schist 

0.435 

Command 

Phyllite & Schist 

2.180 

Non-command 

Phyllite & Schist 

3.220 

Non-command 

Phyllite & Schist 

1.658 

Command 

Phyllite & Schist 

2.248 

Command 

Phyllite & Schist 

0.234 

Non-command 

Phyllite & Schist 

0.501 

Command 

Phyllite & Schist 

4.586 

Command 

Phyllite & Schist 

0.083 

Non-command 

Phyllite & Schist 

6.174 

Command 

Phyllite & Schist 

5.513 

Non-command 

Phyllite & Schist 

0.184 

Command 

Phyllite & Schist 

1.630 

Non-command 

Phyllite & Schist 

7.333 

Command 

Phyllite & Schist 

0.650 

Command 

Phyllite & Schist 

0.085 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

90,000 

70,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

90,000 

70,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

80,000 

50,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

80,000 

50,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

90,000 

70,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

80,000 

50,000 

120 

80,000 

50,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.758 

0.775 

- 

- 

0.042 

0.042 

0.091 

0.385 

0.019 

0.078 

0.005 

0.013 

0.005 

0.013 

0.038 

0.046 

0.082 

0.191 

0.277 

0.288 

0.014 

0.031 



























































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


08006048 


Akoda 


Type of Area (Command / N< 
command) 



Sangrampura 

0822000602672200 

6.682 

Fresh 

Sanwatgarh 

0823000102711200 

10.047 

Fresh 



Sukhpura 

0823000102699200 

5.142 

Fresh 

Syawata 

0822000602672300 

5.706 

Fresh 

Takla 

0823000202717800 

8.908 

Fresh 

Theekariya Kalan 

0822000602671700 

9.320 

Fresh 

Theekariya Khurd 

0822000602672400 

0.890 

Fresh 

Toda Ka Gothra 

0822000602668600 

7.714 

Fresh 

Ajeta 

0823000502764800 

9.259 

Fresh 


( 6 ) 


Non-command 


Non-command 


Bundi Ka Gothra 


Gudha 


Non-command 


Bundi Ka Gothra 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kota Barrage 



0823000102712300 


35.413 Fresh 


Kota Barrage 


Non-command 


Non-command 



Alkodiya 

0823000502771800 

2.982 

Fresh 

Alphanagar 

0823000502771500 

6.455 

Fresh 


Kota Barrage 


Bardha 



Amarniwas 

0824001202952900 

0.744 

Fresh 

Amli 

0823000502768500 

2.217 

Fresh 

Amritpuriya 

0824001202950000 

1.198 

Fresh 

Amthoon 

0823000502770800 

1.086 

Fresh 

Andher 

0823000502767900 

3.717 

Fresh 



Anoppura 

0823000502769200 

4.733 

Fresh 

Anthara 

0823000502766500 

9.270 

Fresh 

Arnetha 

0823000402751200 

14.467 

Fresh 

Astoli 

0823000502755200 

8.430 

Fresh 

Badoonda 

0823000502773600 

10.254 

Fresh 

Bagda 

0823000502760400 

3.877 

Fresh 


Non-command 


Bardha 


Non-command 


Non-command 


Bardha 


Kota Barrage 


Non-command 


Non-command 


Kota Barrage 


Kota Barrage 


Non-command 


Kota Barrage 


Kota Barrage 


Bahadurpura 

0823000502759700 

3.218 

Fresh 

Bajar 

0823000502773700 

6.525 

Fresh 

Bakshpura 

0823000502775000 

3.811 

Fresh 

Balapura 

0823000502759800 

2.169 

Fresh 



Baldara 


Baldeopura 


0823000402746800 

4.322 

Fresh 

0823000502760000 

2.382 

Fresh 

0823000502762600 

1.855 

Fresh 



Non-command 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Non-command 


Bardha 


Non-command 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

0.101 

Non-command 

Phyllite & Schist 

1.335 

Command 

Phyllite & Schist 

4.114 

Command 

Phyllite & Schist 

2.478 

Non-command 

Phyllite & Schist 

0.102 

Command 

Phyllite & Schist 

4.018 

Non-command 

Phyllite & Schist 

0.164 

Non-command 

Phyllite & Schist 

0.033 

Non-command 

Phyllite & Schist 

5.277 

Non-command 

Phyllite & Schist 

2.370 

Non-command 

Phyllite & Schist 

1.607 

Non-command 

Phyllite & Schist 

0.890 

Non-command 

Phyllite & Schist 

0.013 

Command 

Limestone 

0.105 

Command 

Older Alluvium 

6.673 

Command 

Limestone 

2.394 

Non-command 

Limestone 

0.938 

Non-command 

Bhander Sandstone 

5.026 

Non-command 

Limestone 

2.539 

Command 

Limestone 

4.811 

Command 

Older Alluvium 

0.990 

Command 

Limestone 

2.982 

Command 

Bhander Sandstone 

2.121 

Command 

Limestone 

0.001 

Command 

Bhander Sandstone 

1.263 

Command 

Limestone 

2.993 

Non-command 

Bhander Sandstone 

0.076 

Non-command 

Limestone 

0.002 

Non-command 

Bhander Sandstone 

0.053 

Command 

Bhander Sandstone 

2.217 

Non-command 

Bhander Sandstone 

0.008 

Non-command 

Bhander Sandstone 

1.085 

Command 

Limestone 

0.798 

Command 

Limestone 

2.859 

Non-command 

Limestone 

0.060 

Non-command 

Bhander Sandstone 

4.733 

Command 

Older Alluvium 

9.270 

Command 

Older Alluvium 

10.289 

Non-command 

Limestone 

7.712 

Command 

Older Alluvium 

10.254 

Command 

Limestone 

0.190 

Command 

Older Alluvium 

3.687 

Non-command 

Limestone 

3.218 

Command 

Older Alluvium 

6.525 

Command 

Older Alluvium 

3.811 

Command 

Limestone 

0.186 

Non-command 

Limestone 

1.982 

Command 

Bhander Sandstone 

1.271 

Non-command 

Bhander Sandstone 

0.753 

Command 

Older Alluvium 

4.322 

Command 

Limestone 

2.382 

Command 

Limestone 

1.461 

Non-command 

Limestone 

0.373 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

80,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

90,000 

70,000 

120 

80,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

180,000 

170,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

130,000 

100,000 

120 

180,000 

170,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

70,000 

40,000 

120 

90,000 

60,000 

120 

70,000 

40,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

90,000 

60,000 

120 

180,000 

170,000 

120 

160,000 

140,000 

120 

130,000 

100,000 

120 

180,000 

170,000 

120 

130,000 

100,000 

120 

180,000 

170,000 

120 

130,000 

100,000 

120 

180,000 

170,000 

120 

180,000 

170,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

160,000 

140,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.006 

0.006 

0.025 

0.025 

0.298 

0.558 

0.178 

0.329 

0.010 

0.018 

0.144 

0.178 

0.005 

0.005 

- 

- ! 

0.437 

0.448 

0.096 

0.134 

0.084 

0.084 

0.118 

0.118 


























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Bharta Baori 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


2.971 Fresh Kota Barrage 



Baniyani 

0823000402747100 

2.505 

Fresh 

Banjaron Ki Jhonpariyan 

0823000402747900 

1.966 

Fresh 

Banka 

0824001202944400 

7.267 

Fresh 

Banka Khera 

0823000502766400 

3.658 

Fresh 

Banki 

0823000502769100 

2.017 

Fresh 

Baori Khera 

0823000502768000 

3.242 

Fresh 


Non-command 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Non-command 


Kota Barrage 


Non-command 


Bardha 



Barkhera 

0823000502767600 

2.338 

Fresh 

Baroondhan 

0823000502771200 

13.613 

Fresh 

Barwas 

0823000502762100 

4.339 

Fresh 


Basoli 

0823000102706400 

23.750 

Fresh 

Bathwara 

0823000502766600 

5.187 

Fresh 

Beebanwa 

0823000502759600 

2.135 

Fresh 

Beechri 

0823000502765600 

5.562 

Fresh 

Beelooba 

0823000502771600 

1.467 

Fresh 


Kota Barrage 


Non-command 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Non-command 


Non-command 


Kota Barrage 


Non-command 


Kota Barrage 


Bardha 


Kota Barrage 



Berisal 

0824001202948500 

1.759 

Fresh 

Bhagwanpura 

0824001202952800 

1.027 

Fresh 

Bhains Khera 

0823000402744400 

4.623 

Fresh 


Non-command 


Non-command 


Non-command 


Kota Barrage 



Bhairoopura Barad 

0823000502769000 

2.048 

Fresh 

Bhairoopura Ojha 

0823000502763800 

4.280 

Fresh 

Bhalsanva 

0823000502756000 

1.884 

Fresh 

Bhanwarda 

0823000502759100 

3.800 

Fresh 

Bhanwriya Kua 

0823000502771000 

3.350 

Fresh 


Non-command 


Non-command 


Kota Barrage 


Non-command 


Kota Barrage 


Bardha 


Kota Barrage 



0823000502771300 


3.084 Fresh 


Non-command 


Bardha 


Kota Barrage 



Bhatonka Khera 

0823000502765700 

2.425 

Fresh 

Bhawani Pura @ Bangamata 

0823000502755800 

2.119 

Fresh 

Bhawanipura 

0823000502774000 

2.539 

Fresh 

Bheem Ka Khera 

0823000502757800 

0.966 

Fresh 


Non-command 


Kota Barrage 


Non-command 


Kota Barrage 


Bardha 


Non-command 



Bardha 


Kota Barrage 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Bhander Sandstone 

1.365 

Command 

Limestone 

1.473 

Command 

Older Alluvium 

0.008 

Non-command 

Limestone 

0.125 

Command 

Limestone 

4.222 

Command 

Older Alluvium 

4.486 

Command 

Older Alluvium 

2.505 

Command 

Older Alluvium 

1.966 

Non-command 

Bhander Sandstone 

1.889 

Command 

Older Alluvium 

3.658 

Non-command 

Bhander Sandstone 

2.017 

Command 

Bhander Sandstone 

0.097 

Command 

Limestone 

2.493 

Command 

Limestone 

0.621 

Non-command 

Limestone 

0.031 

Command 

Limestone 

2.338 

Command 

Limestone 

13.613 

Command 

Limestone 

2.798 

Non-command 

Limestone 

1.011 

Non-command 

Bhander Sandstone 

0.067 

Command 

Older Alluvium 

5.187 

Non-command 

Limestone 

2.135 

Command 

Older Alluvium 

5.562 

Command 

Bhander Sandstone 

0.128 

Command 

Bhander Sandstone 

0.733 

Command 

Limestone 

0.588 

Non-command 

Bhander Sandstone 

0.018 

Non-command 

Bhander Sandstone 

0.310 

Non-command 

Bhander Sandstone 

0.002 

Command 

Limestone 

0.526 

Command 

Older Alluvium 

0.743 

Non-command 

Limestone 

0.001 

Non-command 

Bhander Sandstone 

2.048 

Command 

Limestone 

4.280 

Non-command 

Limestone 

1.884 

Command 

Limestone 

3.800 

Command 

Bhander Sandstone 

0.851 

Command 

Bhander Sandstone 

1.189 

Command 

Limestone 

1.154 

Non-command 

Bhander Sandstone 

0.156 

Command 

Bhander Sandstone 

1.091 

Command 

Bhander Sandstone 

1.127 

Command 

Limestone 

0.828 

Non-command 

Bhander Sandstone 

0.037 

Command 

Older Alluvium 

2.425 

Non-command 

Limestone 

2.119 

Command 

Older Alluvium 

2.539 

Command 

Bhander Sandstone 

0.009 

Non-command 

Bhander Sandstone 

0.810 

Non-command 

Limestone 

0.147 

Command 

Limestone 

1.050 

Command 

Limestone 

1.241 

Non-command 

Limestone 

0.091 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

180,000 

170,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

180,000 

170,000 

120 

160,000 

140,000 

120 

160,000 

140,000 

120 

70,000 

40,000 

120 

180,000 

170,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

60,000 

40,000 

120 

180,000 

170,000 

120 

130,000 

100,000 

120 

180,000 

170,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

80,000 

60,000 

120 

160,000 

140,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

130,000 

100,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

130,000 

100,000 

120 

90,000 

60,000 

120 

180,000 

170,000 

120 

130,000 

100,000 

120 

180,000 

170,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.034 


0.048 



0.041 

0.127 

0.132 

0.444 

0.082 

0.147 



0.007 

0.007 

0.017 

0.017 



0.061 

0.126 

0.084 

0.146 

0.143 

0.143 

- 

- 

0.022 

0.022 

0.012 

0.012 

0.060 

0.060 

0.072 

0.072 






































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Bheeya 


Bheroopura 


Bhindi 


Bhojgarh 


Bhoomakhera 


Bhooti 


Bhopat Pura 


0823000402749900 


0824001202955200 


0823000402752200 


0823000102706500 


0823000502773100 


0824001202953000 


0823000502775800 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


11.846 Fresh 


0.788 Fresh 


3.100 Fresh 


8.663 Fresh 


9.045 Fresh 


2.850 Fresh 


3.850 Fresh 


Kota Barrage 


Non-command 


Kota Barrage 


Non-command 


Kota Barrage 


Non-command 


Kota Barrage 


Bhopatpura 

0824001202944600 

2.191 

Fresh 

Bijnawar 

0823000502768600 

1.533 

Fresh 


Bijoliya Kalan 

0824001242408000 

9.106 

Fresh 

Bijoliyan Khurd 

0824001202946300 

15.965 

Fresh 

Binayka 

0823000502774800 

2.988 

Fresh 

Bisanpura 

0823000502756400 

5.980 

Fresh 


Non-command 


Bardha 


Non-command 


Non-command 


Non-command 


Kota Barrage 


Bhimlat Abheypura 



Boodhya 

0823000402751900 

4.652 

Fresh 

Budhpura 

0823000542307000 

1.372 

Fresh 

Bundi (M) 

0823000542306000 

34.705 

Fresh 



Kota Barrage 


Non-command 


Kota Barrage 


Non-command 


Bardha 


Chakkherla 

0823000502775400 

0.923 

Fresh 

Chakmoheeepura 

0823000502772300 

0.547 

Fresh 


Kota Barrage 


Kota Barrage 


Chanda Ka Talab 

0823000502770600 

1.701 

Fresh 

Chandanheli 

0823000502773800 

2.210 

Fresh 

Chandji Ki Kheri 

0824001202948900 

4.912 

Fresh 

Chapras 

0823000502759000 

1.138 

Fresh 

Chari 

0823000402751600 

6.525 

Fresh 

Chawachh 

0823000402747000 

3.974 

Fresh 

Chhaparda 

0823000502765400 

3.014 

Fresh 


Non-command 


Kota Barrage 


Non-command 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Chhapawda 

0823000502775300 

3.340 

Fresh 

Chharakwara 

0823000402747600 

12.392 

Fresh 

Chhawani 

0823000502765800 

6.428 

Fresh 

Chhoreda 

0823000402746900 

5.263 

Fresh 

Chitawa 

0823000402748300 

6.544 

Fresh 

Dabi 

0823000502780400 

7.274 

Fresh 

Daglawda 

0823000502775100 

4.273 

Fresh 

Dalelpura 

0823000102712600 

4.470 

Fresh 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Non-command 


Kota Barrage 


Non-command 


Datoonda 


Daulat Pura 


Dayalpura 


Deelunda 


Dehit 


Deloonda 


Deogarh 


Deonagar 


0823000102707600 

22.846 

Fresh 

0823000502755700 

1.600 

Fresh 

0823000502761100 

3.563 

Fresh 

0823000502764900 

6.166 

Fresh 

0823000502774400 

9.852 

Fresh 

0823000502774900 

6.580 

Fresh 

0823000502778600 

2.958 

Fresh 

0824001202953700 

1.329 

Fresh 

0824001202953800 

2.388 

Fresh 


Non-command 


Non-command 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Older Alluvium 

5.375 

Non-command 

Bhander Sandstone 

0.002 

Command 

Older Alluvium 

0.975 

Non-command 

Bhander Sandstone 

0.083 

Command 

Older Alluvium 

9.045 

Non-command 

Bhander Sandstone 

2.774 

Command 

Bhander Sandstone 

0.191 

Command 

Older Alluvium 

3.659 

Non-command 

Bhander Sandstone 

1.660 

Command 

Bhander Sandstone 

1.371 

Non-command 

Bhander Sandstone 

0.162 

Non-command 

Bhander Sandstone 

8.526 

Non-command 

Bhander Sandstone 

10.732 

Command 

Older Alluvium 

2.988 

Command 

Bhander Sandstone 

0.007 

Command 

Limestone 

4.195 

Non-command 

Bhander Sandstone 

0.473 

Non-command 

Limestone 

1.305 

Command 

Older Alluvium 

4.652 

Non-command 

Bhander Sandstone 

1.308 

Command 

Limestone 

2.015 

Non-command 

Limestone 

30.700 

Command 

Bhander Sandstone 

0.861 

Command 

Limestone 

0.235 

Command 

Older Alluvium 

0.923 

Command 

Limestone 

0.250 

Command 

Older Alluvium 

0.298 

Non-command 

Bhander Sandstone 

1.701 

Command 

Older Alluvium 

2.210 

Non-command 

Bhander Sandstone 

0.009 

Command 

Limestone 

1.138 

Command 

Older Alluvium 

6.525 

Command 

Older Alluvium 

3.974 

Command 

Limestone 

0.127 

Command 

Older Alluvium 

0.712 

Command 

Older Alluvium 

3.340 

Command 

Older Alluvium 

12.392 

Command 

Older Alluvium 

6.428 

Command 

Older Alluvium 

5.263 

Command 

Older Alluvium 

6.544 

Non-command 

Bhander Sandstone 

0.354 

Command 

Older Alluvium 

4.273 

Non-command 

Bhander Sandstone 

0.801 

Non-command 

Limestone 

0.713 

Non-command 

Bhander Sandstone 

0.674 

Non-command 

Limestone 

1.600 

Command 

Limestone 

3.563 

Command 

Older Alluvium 

2.553 

Command 

Older Alluvium 

9.852 

Command 

Older Alluvium 

6.580 

Non-command 

Bhander Sandstone 

2.958 

Non-command 

Bhander Sandstone 

1.329 

Non-command 

Bhander Sandstone 

2.388 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

160,000 

140,000 

120 

70,000 

40,000 

120 

160,000 

140,000 

120 

60,000 

40,000 

120 

180,000 

170,000 

120 

70,000 

40,000 

120 

90,000 

70,000 

120 

180,000 

170,000 

120 

70,000 

40,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

180,000 

170,000 

120 

90,000 

60,000 

120 

130,000 

100,000 

120 

90,000 

60,000 

120 

130,000 

100,000 

120 

160,000 

140,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

90,000 

60,000 

120 

130,000 

100,000 

120 

180,000 

170,000 

120 

130,000 

100,000 

120 

180,000 

170,000 

120 

90,000 

70,000 

120 

180,000 

170,000 

120 

70,000 

40,000 

120 

130,000 

100,000 

120 

160,000 

140,000 

120 

160,000 

140,000 

120 

130,000 

100,000 

120 

180,000 

170,000 

120 

180,000 

170,000 

120 

160,000 

140,000 

120 

180,000 

170,000 

120 

160,000 

140,000 

120 

160,000 

140,000 

120 

90,000 

70,000 

120 

180,000 

170,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

60,000 

40,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

180,000 

170,000 

120 

180,000 

170,000 

120 

180,000 

170,000 

120 

90,000 

70,000 

120 

70,000 

40,000 

120 

70,000 

40,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 





























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Ganeshpura 


Ganeshpura @ Ladpura 


Ganpatpura 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Dhola Ki Jhonpariyan 

0823000502758600 

1.835 

Fresh 

Dhorela 

0823000502778900 

1.228 

Fresh 

Dolara 

0823000502759300 

3.808 

Fresh 

Dotana 

0823000402746500 

4.704 

Fresh 


Dulhepura 

0823000502770500 

2.478 

Fresh 

Ebra 

0823000502766300 

9.169 

Fresh 

Fatehpur 

0824001202950400 

0.730 

Fresh 

Fatehpura 

0823000502778500 

2.941 

Fresh 

Gadegal 

0823000502767800 

1.587 

Fresh 

Gagos 

0823000502771400 

3.043 

Fresh 


Kota Barrage 


Non-command 


Kota Barrage 


Kota Barrage 


Non-command 


Kota Barrage 


Non-command 


Non-command 


Kota Barrage 


Bardha 


Kota Barrage 



Gamach 

0823000502774100 

7.262 

Fresh 

Gandhigram 

0823000502760700 

1.747 

Fresh 


0823000502761500 

3.206 

Fresh 

0824001202950900 

1.927 

Fresh 

0823000502773400 

2.046 

Fresh 

0823000502760900 

2.429 

Fresh 


Gardara 

0823000502778300 

10.562 

Fresh 

Garnara 

0823000502757500 

2.913 

Fresh 


Non-command 


Kota Barrage 


Kota Barrage 


Non-command 


Kota Barrage 


Non-command 


Kota Barrage 


Kota Barrage 


Non-command 


Non-command 


Non-command 


Girdharpura 


Gobariya 


0830000303799800 


0823000502764600 


1.436 Fresh 


2.200 Fresh 


Gogpura 

0823000502765900 

4.133 

Fresh 

Golpur 

0823000502769400 

3.753 

Fresh 

Gopalniwas 

0823000502768100 

2.002 

Fresh 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Non-command 


Bardha 


Gopalpura 


0823000502756900 


1.943 Fresh 



Gopalpura (Barad) 


Gordhanpura 



0824001202950100 

2.766 

Fresh 

0823000502778800 

1.680 

Fresh 

0823000502761200 

2.228 

Fresh 

0823000502779000 

1.583 

Fresh 

0830000303799600 

2.148 

Fresh 


Govind Niwas 

0824001202951300 

0.798 

Fresh 

Govindpur Baori 

0823000502776700 

3.042 

Fresh 


Bhimlat Abheypura 


Non-command 


Non-command 


Non-command 


Kota Barrage 


Non-command 


Kota Barrage 


Non-command 


Kota Barrage 



Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Older Alluvium 

1.078 

Non-command 

Bhander Sandstone 

0.020 

Command 

Bhander Sandstone 

0.436 

Command 

Limestone 

0.635 

Command 

Bhander Sandstone 

0.492 

Command 

Limestone 

2.536 

Non-command 

Bhander Sandstone 

0.057 

Non-command 

Limestone 

0.058 

Command 

Limestone 

1.835 

Non-command 

Bhander Sandstone 

1.228 

Command 

Limestone 

3.808 

Command 

Limestone 

0.130 

Command 

Older Alluvium 

1.927 

Non-command 

Bhander Sandstone 

2.478 

Command 

Older Alluvium 

9.169 

Non-command 

Bhander Sandstone 

0.730 

Non-command 

Bhander Sandstone 

2.941 

Command 

Limestone 

1.587 

Command 

Bhander Sandstone 

2.329 

Command 

Bhander Sandstone 

0.072 

Command 

Limestone 

0.002 

Non-command 

Bhander Sandstone 

0.586 

Command 

Older Alluvium 

6.050 

Command 

Limestone 

0.002 

Non-command 

Limestone 

1.745 

Command 

Limestone 

3.206 

Non-command 

Bhander Sandstone 

1.927 

Command 

Older Alluvium 

2.046 

Command 

Limestone 

0.524 

Non-command 

Limestone 

1.638 

Non-command 

Bhander Sandstone 

10.374 

Non-command 

Bhander Sandstone 

1.763 

Non-command 

Limestone 

1.150 

Command 

Bhander Sandstone 

1.115 

Command 

Older Alluvium 

0.321 

Command 

Limestone 

0.003 

Command 

Older Alluvium 

2.197 

Command 

Older Alluvium 

2.068 

Non-command 

Bhander Sandstone 

3.753 

Command 

Bhander Sandstone 

0.134 

Command 

Limestone 

1.868 

Command 

Bhander Sandstone 

0.233 

Non-command 

Bhander Sandstone 

1.710 

Non-command 

Bhander Sandstone 

0.442 

Non-command 

Bhander Sandstone 

1.642 

Command 

Limestone 

2.228 

Non-command 

Bhander Sandstone 

1.576 

Command 

Bhander Sandstone 

0.076 

Command 

Older Alluvium 

2.071 

Non-command 

Bhander Sandstone 

0.606 

Command 

Bhander Sandstone 

1.419 

Command 

Older Alluvium 

0.578 

Non-command 

Bhander Sandstone 

1.045 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

180,000 

160,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

130,000 

100,000 

120 

90,000 

60,000 

120 

130,000 

100,000 

120 

90,000 

60,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

80,000 

60,000 

120 

160,000 

140,000 

120 

90,000 

60,000 

120 

180,000 

170,000 

120 

70,000 

40,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

180,000 

170,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

70,000 

40,000 

120 

180,000 

170,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

180,000 

160,000 

120 

130,000 

100,000 

120 

180,000 

170,000 

120 

180,000 

170,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

130,000 

100,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

70,000 

40,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

180,000 

160,000 

120 

70,000 

40,000 

120 

90,000 

70,000 

120 

180,000 

170,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.038 



0.041 

0.084 

0.041 

0.127 

0.014 

0.014 

- 

- 

0.036 

0.145 

0.022 

0.022 

0.137 

0.137 

0.010 

0.010 

0.084 

0.084 

0.120 

0.245 

0.067 

0.067 

0.008 

0.051 

0.384 

2.479 

0.062 

0.062 

0.008 

0.159 

- 

0.130 

0.008 

0.127 














































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Govindpura 


Gudla 


Gulkheri 


Gumampura 


Gurha Nathawatan 


0824001202953200 


0823000402748400 


0823000502762400 


0823000502767300 


0823000502756300 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


0.892 Fresh 


6.601 Fresh 


4.560 Fresh 


3.589 Fresh 


28.273 Fresh 


( 6 ) 


Non-command 


Kota Barrage 


Non-command 


Kota Barrage 


Bhimlat Abheypura 


Non-command 



Gurli 

0823000402748600 

5.412 

Fresh 

Guwar 

0823000502778200 

2.531 

Fresh 

Guwari 

0823000502763600 

5.934 

Fresh 


Kota Barrage 


Non-command 


Kota Barrage 


Halihera 

0823000402748100 

3.093 

Fresh 

Hanotya 

0823000502765500 

3.915 

Fresh 

Hari Pura 

0823000502770200 

5.595 

Fresh 


Haripura 


Hathanapur 


Hatipura 


Hazari Bhiroon Ji Ki Jhopar 


Holaspura 


Indrapuriya 


Ishwarnagar 


Itoda 


Jagannathpura 


0823000102713700 

6.051 

Fresh 

0823000502762000 

3.168 

Fresh 

0823000402751400 

2.998 

Fresh 

0823000502755600 

5.128 

Fresh 

0823000502757700 

1.312 

Fresh 

0823000502769600 

2.106 

Fresh 

0823000402749800 

3.771 

Fresh 

0823000402748900 

3.176 

Fresh 

0823000502759200 

1.551 

Fresh 

0823000402744300 

5.592 

Fresh 


Kota Barrage 


Kota Barrage 


Bardha 


Non-command 


Non-command 


Kota Barrage 


Kota Barrage 


Non-command 


Non-command 


Non-command 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Jaithal 

0823000402746700 

17.795 

Fresh 

Jakhana 

0823000502766000 

4.717 

Fresh 

Jakhmoond 

0823000502776800 

6.059 

Fresh 


Jalera 


Jaloda 


Jalodi 


Jameetpura 


Jaoti Kalan 


Jaoti Khurd 


Jarkhoda 


Kota Barrage 


Kota Barrage 


Kota Barrage 



0823000502760500 

4.403 

Fresh 

0823000402752000 

6.988 

Fresh 

0823000502772200 

3.632 

Fresh 

0823000502772800 

5.505 

Fresh 

0823000502775500 

3.162 

Fresh 

0823000502761300 

4.377 

Fresh 

0823000502764100 

2.022 

Fresh 

0823000502767000 

4.798 

Fresh 


Non-command 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Jawda 

0824001202945900 

3.855 

Fresh 

Jharbala Pura 

0823000502761700 

6.044 

Fresh 


Jhuwansa 

0823000402747500 

5.360 

Fresh 

Kachhi Pura 

0824001202953600 

0.495 

Fresh 

Kalighati 

0824001202955400 

0.278 

Fresh 

Kalpuriya 

0823000502758500 

1.509 

Fresh 

Kalyanpura 

0823000502770700 

3.727 

Fresh 


Non-command 


Kota Barrage 


Non-command 


Kota Barrage 


Non-command 


Non-command 


Kota Barrage 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bhander Sandstone 

0.892 

Command 

Older Alluvium 

6.326 

Non-command 

Limestone 

0.044 

Command 

Limestone 

3.589 

Command 

Limestone 

12.129 

Non-command 

Bhander Sandstone 

4.881 

Non-command 

Limestone 

6.834 

Command 

Older Alluvium 

4.307 

Non-command 

Bhander Sandstone 

2.531 

Command 

Limestone 

4.925 

Command 

Older Alluvium 

1.009 

Command 

Older Alluvium 

3.093 

Command 

Older Alluvium 

3.915 

Command 

Bhander Sandstone 

1.224 

Non-command 

Bhander Sandstone 

4.372 

Non-command 

Limestone 

0.464 

Command 

Limestone 

3.168 

Command 

Older Alluvium 

2.998 

Non-command 

Limestone 

5.128 

Non-command 

Limestone 

1.312 

Non-command 

Bhander Sandstone 

2.106 

Command 

Older Alluvium 

2.632 

Command 

Older Alluvium 

3.176 

Command 

Limestone 

1.551 

Command 

Limestone 

0.402 

Command 

Older Alluvium 

0.139 

Command 

Older Alluvium 

9.701 

Command 

Older Alluvium 

4.717 

Command 

Bhander Sandstone 

0.968 

Command 

Limestone 

0.017 

Non-command 

Bhander Sandstone 

5.054 

Non-command 

Limestone 

0.020 

Command 

Bhander Sandstone 

0.679 

Command 

Bhander Sandstone 

0.550 

Command 

Limestone 

0.181 

Non-command 

Bhander Sandstone 

0.066 

Command 

Older Alluvium 

4.403 

Command 

Older Alluvium 

6.988 

Command 

Older Alluvium 

3.632 

Command 

Older Alluvium 

5.505 

Command 

Older Alluvium 

3.162 

Command 

Limestone 

4.377 

Command 

Limestone 

2.022 

Command 

Limestone 

4.194 

Command 

Older Alluvium 

0.603 

Non-command 

Bhander Sandstone 

3.855 

Command 

Limestone 

3.594 

Non-command 

Limestone 

1.841 

Command 

Older Alluvium 

5.360 

Non-command 

Bhander Sandstone 

0.495 

Non-command 

Bhander Sandstone 

0.024 

Command 

Limestone 

1.509 

Non-command 

Bhander Sandstone 

3.335 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

40,000 

120 

160,000 

140,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

90,000 

60,000 

120 

130,000 

100,000 

120 

160,000 

140,000 

120 

90,000 

60,000 

120 

130,000 

100,000 

120 

180,000 

170,000 

120 

160,000 

140,000 

120 

180,000 

170,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

70,000 

40,000 

120 

130,000 

100,000 

120 

160,000 

140,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

90,000 

60,000 

120 

160,000 

140,000 

120 

160,000 

140,000 

120 

130,000 

100,000 

120 

80,000 

60,000 

120 

160,000 

140,000 

120 

160,000 

140,000 

120 

180,000 

170,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

180,000 

170,000 

120 

160,000 

140,000 

120 

180,000 

170,000 

120 

180,000 

170,000 

120 

180,000 

170,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

180,000 

170,000 

120 

70,000 

40,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

160,000 

140,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

130,000 

100,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.096 


0.017 



































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Kama 


Kamolar 


Kanan 


Kanihera 


Kanjri Silor 


Karad Ka Vardha 


0824001202948600 


0824001202953100 


0823000402751700 


0823000502774200 


0823000402747400 


0823000502755300 


0823000502760200 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


1.525 Fresh 


1.815 Fresh 


3.061 Fresh 


2.259 Fresh 


2.360 Fresh 


6.449 Fresh 


3.346 Fresh 


Non-command 


Non-command 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Non-command 


Kota Barrage 


Karjoona 

0823000502758300 

2.790 

Fresh 

Karwala 

0823000402747200 

10.338 

Fresh 

Kati 

0823000502755100 

6.862 

Fresh 

Katunara 

0823000502761000 

1.205 

Fresh 


Keshopura 

0823000102712200 

14.548 

Fresh 

Keshoraipatan (M) 

0823000442305000 

21.034 

Fresh 

Keshoraipatan (Rural) 

0823000402751500 

1.212 

Fresh 

Kethooda 

0823000502777100 

4.932 

Fresh 


Bardha 


Kota Barrage 


Non-command 


Kota Barrage 


Non-command 


Non-command 


Kota Barrage 


Kota Barrage 


Bardha 


Kota Barrage 



Kewariya 

0823000502769500 

4.286 

Fresh 

Khaloonda 

0823000502773300 

6.022 

Fresh 

Khankhera 

0823000502767700 

2.425 

Fresh 

Khatiyari 

0823000502762500 

3.039 

Fresh 



Kheenya 

0823000102707400 

20.087 

Fresh 

Kherariya 

0824001202944900 

1.271 

Fresh 

Kherla 

0823000502775600 

1.161 

Fresh 


Non-command 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Non-command 


Kota Barrage 


Non-command 


Non-command 


Non-command 


Kota Barrage 


Kherli Mehta 

0823000402752100 

2.127 

Fresh 

Kheroli 

0823000502775900 

2.384 

Fresh 


Kheroona 


Khunetiya 


Kota Barrage 


Kota Barrage 



0823000502755000 


0823000502757100 


6.311 Fresh 


1.178 Fresh 


Bhimlat Abheypura 


Non-command 


Bhimlat Abheypura 


Non-command 



Khurar 

0823000502772500 

2.314 

Fresh 

Khyawada 

0823000502765300 

5.359 

Fresh 

Kishanniwas 

0824001202950700 

0.935 

Fresh 

Kishanpura 

0823000502764300 

3.135 

Fresh 


Kota Barrage 


Kota Barrage 


Non-command 


Kota Barrage 



Kishanpuriya 

0824001202945400 

1.560 

Fresh 

Kodija 

0823000402747700 

5.018 

Fresh 

Kota (M Corp.) 

0830000343001000 

109.423 

Fresh 


Bardha 


Non-command 


Non-command 


Kota Barrage 


Kota Barrage 



Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bhander Sandstone 

1.018 

Non-command 

Bhander Sandstone 

1.815 

Command 

Older Alluvium 

3.061 

Command 

Older Alluvium 

1.010 

Command 

Older Alluvium 

2.360 

Non-command 

Limestone 

5.718 

Command 

Limestone 

1.177 

Command 

Older Alluvium 

2.169 

Command 

Limestone 

2.790 

Command 

Older Alluvium 

10.338 

Non-command 

Limestone 

6.575 

Command 

Limestone 

0.701 

Non-command 

Limestone 

0.505 

Non-command 

Limestone 

0.738 

Command 

Older Alluvium 

13.733 

Command 

Older Alluvium 

1.212 

Command 

Bhander Sandstone 

1.384 

Command 

Bhander Sandstone 

0.065 

Command 

Limestone 

0.379 

Non-command 

Bhander Sandstone 

3.068 

Non-command 

Limestone 

0.037 

Non-command 

Bhander Sandstone 

4.286 

Command 

Older Alluvium 

6.022 

Command 

Limestone 

2.425 

Command 

Limestone 

2.003 

Non-command 

Limestone 

0.508 

Command 

Limestone 

1.362 

Non-command 

Limestone 

0.454 

Non-command 

Bhander Sandstone 

0.040 

Non-command 

Bhander Sandstone 

0.001 

Command 

Limestone 

0.040 

Command 

Older Alluvium 

1.122 

Command 

Older Alluvium 

2.127 

Command 

Bhander Sandstone 

0.257 

Command 

Limestone 

1.072 

Command 

Older Alluvium 

1.055 

Command 

Limestone 

1.052 

Non-command 

Limestone 

4.836 

Command 

Limestone 

0.681 

Non-command 

Bhander Sandstone 

0.035 

Non-command 

Limestone 

0.462 

Command 

Limestone 

2.314 

Command 

Older Alluvium 

1.286 

Non-command 

Bhander Sandstone 

0.935 

Command 

Limestone 

2.106 

Command 

Older Alluvium 

1.029 

Command 

Bhander Sandstone 

1.441 

Non-command 

Bhander Sandstone 

0.934 

Non-command 

Bhander Sandstone 

0.429 

Command 

Older Alluvium 

5.018 

Command 

Bhander Sandstone 

17.788 

Command 

Older Alluvium 

1.813 

Non-command 

Bhander Sandstone 

13.141 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

160,000 

140,000 

120 

180,000 

170,000 

120 

160,000 

140,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

180,000 

170,000 

120 

130,000 

100,000 

120 

160,000 

140,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

70,000 

40,000 

120 

160,000 

140,000 

120 

160,000 

140,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

90,000 

60,000 

120 

180,000 

170,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

130,000 

100,000 

120 

180,000 

170,000 

120 

160,000 

140,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

180,000 

170,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

90,000 

60,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

180,000 

170,000 

120 

70,000 

40,000 

120 

130,000 

100,000 

120 

180,000 

170,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

70,000 

40,000 

120 

160,000 

140,000 

120 

90,000 

70,000 

120 

180,000 

160,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.072 


0.163 


0.050 





























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Kothiya 

0823000502767100 

3.715 

Fresh 

Kotkhera 

0823000502767500 

3.930 

Fresh 

Kumhariya 

0823000502768200 

1.359 

Fresh 


Type of Area (Command / N< 
command) 


Kota Barrage 


Kota Barrage 


Bardha 


Kundaliya 


0823000502761600 


3.822 Fresh 



Lachhmanpura 

0824001202950800 

0.866 

Fresh 

Ladpur 

0823000502773200 

6.866 

Fresh 

Lakha Ki Jhopariyan 

0823000502758100 

2.263 

Fresh 


Kota Barrage 


Non-command 


Kota Barrage 


Non-command 


Non-command 


Kota Barrage 


Bardha 



Lakshmi Niwas 

0824001202948700 

1.999 

Fresh 

Lalpura 

0823000502760300 

3.083 

Fresh 

Lamba Peepal 

0823000502776000 

1.748 

Fresh 


Non-command 


Non-command 


Kota Barrage 


Kota Barrage 



Laxmipura 

0823000502778700 

1.520 

Fresh 

Laxshmi Khera 

0824001202945300 

3.272 

Fresh 

Leelera Byasan 

0823000502766700 

4.277 

Fresh 

Leelera Charnan 

0823000502772000 

0.675 

Fresh 

Lesarda 

0823000402748000 

11.669 

Fresh 

Loicha 

0823000502769700 

5.367 

Fresh 

Lorda 

0824001202944500 

3.546 

Fresh 

Mahrampura 

0823000502758000 

1.192 

Fresh 


Non-command 


Non-command 


Non-command 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Non-command 


Non-command 


Bardha 



Mahrana 

0823000502774500 

7.523 

Fresh 

Makreri 

0824001202954000 

3.477 

Fresh 

Malipura 

0823000502769900 

1.854 

Fresh 



Mandawari 

0823000502768800 

4.695 

Fresh 

Manditya 

0823000502766100 

2.832 

Fresh 

Mandol 

0824001202953300 

2.613 

Fresh 

Mandri 

0823000502776300 

1.211 

Fresh 

Mangal 

0823000502756200 

2.864 

Fresh 


Mangarh 

0824001202946400 

2.899 

Fresh 

Mangli 

0823000502767200 

2.123 

Fresh 

Manji Sahab Ka Khera 

0824001202950200 

3.432 

Fresh 

Manpura 

0824001202945800 

7.298 

Fresh 

Matoonda 

0823000502760600 

14.426 

Fresh 


Kota Barrage 


Non-command 


Bardha 


Non-command 


Bardha 


Non-command 


Non-command 


Kota Barrage 


Non-command 


Kota Barrage 


Bhimlat Abheypura 


Non-command 


Non-command 


Kota Barrage 


Non-command 


Non-command 


Kota Barrage 



Mayaja 

0823000402747800 

6.538 

Fresh 

Megharawat Ki Jhonpariyan 

0823000502756700 

4.913 

Fresh 


Non-command 


Kota Barrage 


Bhimlat Abheypura 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Limestone 

3.715 

Command 

Limestone 

3.930 

Command 

Bhander Sandstone 

1.358 

Command 

Limestone 

0.000 

Command 

Limestone 

1.071 

Non-command 

Limestone 

2.231 

Command 

Limestone 

4.626 

Non-command 

Limestone 

0.135 

Non-command 

Bhander Sandstone 

0.866 

Command 

Older Alluvium 

6.866 

Command 

Bhander Sandstone 

0.191 

Command 

Limestone 

1.861 

Non-command 

Limestone 

0.212 

Non-command 

Bhander Sandstone 

1.644 

Command 

Older Alluvium 

3.083 

Command 

Limestone 

1.446 

Command 

Older Alluvium 

0.302 

Command 

Bhander Sandstone 

1.214 

Command 

Limestone 

0.026 

Non-command 

Bhander Sandstone 

5.031 

Non-command 

Bhander Sandstone 

1.520 

Non-command 

Bhander Sandstone 

0.152 

Command 

Older Alluvium 

4.277 

Command 

Older Alluvium 

0.675 

Command 

Older Alluvium 

11.669 

Non-command 

Bhander Sandstone 

5.367 

Non-command 

Bhander Sandstone 

3.296 

Command 

Bhander Sandstone 

0.871 

Command 

Limestone 

0.180 

Non-command 

Bhander Sandstone 

0.024 

Non-command 

Limestone 

0.116 

Command 

Older Alluvium 

7.083 

Non-command 

Bhander Sandstone 

0.149 

Command 

Bhander Sandstone 

0.716 

Non-command 

Bhander Sandstone 

1.138 

Command 

Bhander Sandstone 

0.407 

Non-command 

Bhander Sandstone 

3.934 

Non-command 

Bhander Sandstone 

4.695 

Command 

Older Alluvium 

2.832 

Non-command 

Bhander Sandstone 

2.284 

Command 

Limestone 

1.211 

Command 

Limestone 

1.132 

Non-command 

Limestone 

1.732 

Non-command 

Bhander Sandstone 

0.203 

Command 

Limestone 

2.123 

Non-command 

Bhander Sandstone 

2.881 

Non-command 

Bhander Sandstone 

4.557 

Command 

Limestone 

12.098 

Command 

Older Alluvium 

0.368 

Non-command 

Limestone 

1.960 

Command 

Older Alluvium 

6.538 

Command 

Bhander Sandstone 

0.839 

Non-command 

Bhander Sandstone 

0.693 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

90,000 

60,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

70,000 

40,000 

120 

180,000 

170,000 

120 

90,000 

60,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

70,000 

40,000 

120 

180,000 

170,000 

120 

130,000 

100,000 

120 

180,000 

170,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

40,000 

120 

180,000 

170,000 

120 

180,000 

170,000 

120 

160,000 

140,000 

120 

90,000 

60,000 

120 

70,000 

40,000 

120 

90,000 

60,000 

120 

130,000 

100,000 

120 

90,000 

60,000 

120 

130,000 

100,000 

120 

180,000 

170,000 

120 

70,000 

40,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

180,000 

170,000 

120 

70,000 

40,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

70,000 

40,000 

120 

130,000 

100,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

130,000 

100,000 

120 

180,000 

170,000 

120 

130,000 

100,000 

120 

160,000 

140,000 

120 

90,000 

60,000 

120 

90,000 

60,000 



0.126 

0.191 

0.067 

0.067 

0.010 

0.010 

0.163 

0.703 

0.061 

0.212 

0.017 

1.438 

0.079 

0.101 

0.024 

0.024 

0.058 

0.101 

0.024 

0.040 


























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


3.846 Fresh 


Moheepura 

0823000502771900 

1.994 

Fresh 

Morkhoondana 

0823000402744200 

6.833 

Fresh 


( 6 ) 


Bhimlat Abheypura 


Non-command 


Kota Barrage 


Kota Barrage 



Moti Pura 

0823000502764200 

1.035 

Fresh 

Motuka 

0823000502776400 

1.845 

Fresh 


Kota Barrage 


Bardha 



Nainda 

0823000502772700 

3.070 

Fresh 

Namana 

0823000502770100 

10.856 

Fresh 



1.417 Fresh 


Nandpura 

0823000502764000 

3.287 

Fresh 

Narsingh Pura 

0823000502761900 

4.707 

Fresh 

Nathawa 

0823000102713800 

7.819 

Fresh 

Naya Bardha 

0823000502776500 

4.823 

Fresh 


Naya Gaon 

0824001202950300 

2.992 

Fresh 

Nayagaon 

0823000502761800 

2.758 

Fresh 

Neem Ka Khera 

0823000502756500 

12.000 

Fresh 


Kota Barrage 


Bardha 


Non-command 


Kota Barrage 


Non-command 


Kota Barrage 


Kota Barrage 


Non-command 


Kota Barrage 


Non-command 


Non-command 


Kota Barrage 


Bhimlat Abheypura 



Neemoda 

0823000402748200 

4.466 

Fresh 

Notara 

0823000502775700 

7.791 

Fresh 

Onarji Ki Jhonpariyan 

0823000502756600 

5.902 

Fresh 


Onkarpura 

0823000502763900 

3.237 

Fresh 

Padra 

0823000402751800 

6.086 

Fresh 

Pakal Puriya 

0823000502768400 

1.791 

Fresh 


Palka 

0823000502778100 

3.919 

Fresh 

Parana (Bheelonwala) 

0823000502769300 

0.866 

Fresh 

Parana (Karadonka) 

0823000502778400 

5.580 

Fresh 

Patolya 

0823000402748700 

2.783 

Fresh 

Peelda (Samel) 

0823000402746400 

3.063 

Fresh 


Non-command 


Kota Barrage 


Kota Barrage 


Bhimlat Abheypura 


Non-command 


Kota Barrage 


Kota Barrage 


Bardha 


Non-command 


Non-command 


Non-command 


Non-command 


Kota Barrage 


Kota Barrage 


Peepalda Hadon Ka 

0823000502766800 

4.534 

Fresh 

Peeplya 

0823000502766200 

6.585 

Fresh 

Peetambpura 

0823000502776900 

2.344 

Fresh 


Purohition Ka Khera 


Radi 


Raghunathpura 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Non-command 



0824001202950500 

1.801 

Fresh 

0823000402751300 

5.423 

Fresh 

0823000402747300 

4.601 

Fresh 

0823000502761400 

2.174 

Fresh 


Bardha 


Non-command 


Non-command 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Bhander Sandstone 

0.601 

Non-command 

Bhander Sandstone 

3.217 

Command 

Limestone 

1.994 

Command 

Limestone 

0.178 

Command 

Older Alluvium 

3.958 

Command 

Limestone 

1.035 

Command 

Bhander Sandstone 

0.162 

Command 

Limestone 

0.021 

Command 

Bhander Sandstone 

0.006 

Command 

Limestone 

1.640 

Non-command 

Bhander Sandstone 

0.005 

Non-command 

Limestone 

0.012 

Command 

Older Alluvium 

3.070 

Command 

Bhander Sandstone 

7.568 

Command 

Limestone 

3.164 

Non-command 

Bhander Sandstone 

0.124 

Command 

Limestone 

0.220 

Non-command 

Limestone 

1.197 

Command 

Limestone 

3.287 

Command 

Limestone 

4.707 

Non-command 

Limestone 

0.736 

Command 

Limestone 

4.719 

Non-command 

Limestone 

0.104 

Non-command 

Bhander Sandstone 

2.992 

Command 

Limestone 

2.758 

Command 

Bhander Sandstone 

5.592 

Command 

Limestone 

1.277 

Non-command 

Bhander Sandstone 

4.405 

Command 

Older Alluvium 

4.466 

Command 

Older Alluvium 

7.791 

Command 

Bhander Sandstone 

3.801 

Non-command 

Bhander Sandstone 

2.102 

Command 

Limestone 

3.237 

Command 

Older Alluvium 

6.086 

Command 

Bhander Sandstone 

1.767 

Non-command 

Bhander Sandstone 

0.024 

Non-command 

Bhander Sandstone 

2.370 

Non-command 

Bhander Sandstone 

0.866 

Non-command 

Bhander Sandstone 

5.514 

Command 

Older Alluvium 

1.902 

Command 

Limestone 

0.169 

Command 

Older Alluvium 

0.335 

Command 

Older Alluvium 

4.534 

Command 

Older Alluvium 

6.585 

Command 

Limestone 

0.047 

Non-command 

Bhander Sandstone 

1.829 

Non-command 

Limestone 

0.469 

Command 

Bhander Sandstone 

1.266 

Non-command 

Bhander Sandstone 

1.864 

Non-command 

Bhander Sandstone 

1.801 

Command 

Older Alluvium 

5.423 

Command 

Older Alluvium 

4.601 

Command 

Limestone 

2.174 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

130,000 

100,000 

120 

80,000 

60,000 

120 

160,000 

140,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

180,000 

170,000 

120 

90,000 

60,000 

120 

130,000 

100,000 

120 

90,000 

60,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

70,000 

40,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

70,000 

40,000 

120 

130,000 

100,000 

120 

90,000 

60,000 

120 

130,000 

100,000 

120 

90,000 

60,000 

120 

160,000 

140,000 

120 

180,000 

170,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

130,000 

100,000 

120 

160,000 

140,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

160,000 

140,000 

120 

80,000 

60,000 

120 

160,000 

140,000 

120 

180,000 

170,000 

120 

180,000 

170,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

70,000 

40,000 

120 

160,000 

140,000 

120 

160,000 

140,000 

120 

130,000 

100,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.043 


0.223 


0.096 




0.082 

0.968 

0.101 

0.209 

0.072 

0.134 





















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Rampuriya (Tulsi) 


Rampuriya(Dhola) 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


3.150 Fresh 



Raghuveer Pura 

0823000502755400 

2.588 

Fresh 

Raithal 

0823000502764700 

9.186 

Fresh 


Non-command 


Kota Barrage 



Ramganj 

0823000502759400 

3.174 

Fresh 

Ramnagar 

0823000502755900 

6.423 

Fresh 



0823000102712800 

9.731 

Fresh 

0823000502758200 

0.548 

Fresh 

0823000502777600 

0.841 

Fresh 

0823000502763500 

10.457 

Fresh 


Kota Barrage 


Non-command 


Kota Barrage 


Bhimlat Abheypura 


Non-command 


Non-command 


Bardha 


Non-command 


Kota Barrage 


Ramrda 

0824001202945700 

1.620 

Fresh 

Rangpuriya 

0823000402748800 

3.690 

Fresh 

Rayta 

0823000502758800 

3.909 

Fresh 


Resunda 

0824001202955300 

3.057 

Fresh 

Rihana 

0823000502765100 

6.079 

Fresh 

Roopnagar 

0823000502757400 

1.862 

Fresh 


Non-command 


Kota Barrage 


Kota Barrage 


Non-command 


Non-command 


Kota Barrage 


Non-command 


Rughnathpura 

0824001202951000 

0.926 

Fresh 

Sadaramji Ka Khera 

0824001202953900 

3.564 

Fresh 

Salawatiya 

0824001202948400 

3.650 

Fresh 

Salriya 

0823000502757900 

2.009 

Fresh 


Samarba 

0823000502763700 

2.194 

Fresh 

Sandri 

0823000502776200 

1.773 

Fresh 

Sangawada 

0823000502764400 

3.136 

Fresh 


Non-command 


Non-command 


Non-command 


Bardha 


Non-command 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Sankarda 

0823000502758700 

1.133 

Fresh 

Sanwal Pura 

0823000502767400 

1.899 

Fresh 

Sapteeja 

0823000502772100 

1.698 

Fresh 

Sarki Kudi 

0824001202953500 

0.754 

Fresh 

Sarwan Ki Jhonpariyan 

0823000502768900 

2.013 

Fresh 


Satheli 

0823000502773000 

6.501 

Fresh 

Sathoor 

0823000102713600 

16.454 

Fresh 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Non-command 


Bardha 


Non-command 


Kota Barrage 


Non-command 


Satkundiya 

0824001202955100 

1.995 

Fresh 

Sawar 

0823000502774700 

2.868 

Fresh 


Non-command 


Kota Barrage 


Sedari 

0823000502773900 

3.127 

Fresh 

Seelor 

0823000502755500 

13.757 

Fresh 



Kota Barrage 


Bardha 


Kota Barrage 


Non-command 


Bhimlat Abheypura 


Non-command 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Limestone 

3.132 

Command 

Older Alluvium 

0.019 

Non-command 

Limestone 

2.588 

Command 

Limestone 

0.049 

Command 

Older Alluvium 

9.137 

Command 

Limestone 

1.769 

Non-command 

Limestone 

1.013 

Command 

Limestone 

3.174 

Command 

Limestone 

5.163 

Non-command 

Limestone 

1.260 

Non-command 

Limestone 

0.618 

Command 

Bhander Sandstone 

0.548 

Non-command 

Bhander Sandstone 

0.001 

Command 

Limestone 

9.501 

Command 

Older Alluvium 

0.931 

Non-command 

Bhander Sandstone 

0.268 

Command 

Older Alluvium 

3.690 

Command 

Limestone 

3.506 

Non-command 

Limestone 

0.403 

Non-command 

Bhander Sandstone 

0.056 

Command 

Older Alluvium 

1.493 

Non-command 

Bhander Sandstone 

1.138 

Non-command 

Limestone 

0.724 

Non-command 

Bhander Sandstone 

0.926 

Non-command 

Bhander Sandstone 

3.400 

Non-command 

Bhander Sandstone 

0.001 

Command 

Bhander Sandstone 

1.546 

Non-command 

Bhander Sandstone 

0.462 

Command 

Limestone 

2.194 

Command 

Limestone 

1.773 

Command 

Limestone 

0.000 

Command 

Older Alluvium 

3.136 

Command 

Limestone 

1.133 

Command 

Limestone 

1.899 

Command 

Older Alluvium 

1.698 

Non-command 

Bhander Sandstone 

0.754 

Command 

Bhander Sandstone 

0.000 

Non-command 

Bhander Sandstone 

2.013 

Command 

Older Alluvium 

6.501 

Non-command 

Bhander Sandstone 

0.210 

Non-command 

Limestone 

1.554 

Non-command 

Bhander Sandstone 

0.057 

Command 

Bhander Sandstone 

1.002 

Command 

Older Alluvium 

1.866 

Command 

Older Alluvium 

3.127 

Command 

Limestone 

1.065 

Command 

Limestone 

1.139 

Non-command 

Limestone 

11.552 

Command 

Limestone 

0.428 

Non-command 

Bhander Sandstone 

0.367 

Non-command 

Limestone 

0.579 

Command 

Bhander Sandstone 

0.014 

Command 

Older Alluvium 

3.391 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

130,000 

100,000 

120 

180,000 

170,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

180,000 

170,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

70,000 

40,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

180,000 

170,000 

120 

70,000 

40,000 

120 

160,000 

140,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

70,000 

40,000 

120 

180,000 

170,000 

120 

90,000 

60,000 

120 

130,000 

100,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

180,000 

170,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

180,000 

170,000 

120 

70,000 

40,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

180,000 

170,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

90,000 

70,000 

120 

180,000 

170,000 

120 

180,000 

170,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

90,000 

60,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

180,000 

170,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.048 




0.286 

0.480 

0.036 

0.083 

0.024 

0.040 

0.048 

1.093 

0.264 

0.358 

0.060 

0.076 

0.005 

0.005 

0.014 

0.057 



0.020 

0.042 

0.029 

0.072 

0.024 

0.071 

0.034 

0.034 

0.134 

0.134 



0.061 

0.385 

0.120 

0.588 

0.024 

0.320 

0.041 

0.149 

0.010 

0.010 




























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


2.063 Fresh 


( 6 ) 


Bhimlat Abheypura 


Non-command 



Seeta Pura 

0823000502771700 

5.701 

Fresh 

Shahpura 

0823000502754800 

17.548 

Fresh 


Kota Barrage 


Non-command 



Shambhoopura 

0830000303799700 

16.500 

Fresh 

Shivshakti Ka Khera 

0823000502760100 

3.002 

Fresh 


Non-command 


Kota Barrage 



Shreepura 

0823000402750700 

3.546 

Fresh 

Shrinagar 

0823000502757600 

2.118 

Fresh 


Kota Barrage 


Non-command 



Shyamoo 

0823000502770400 

1.584 

Fresh 

Soonthi 

0824001202944800 

8.840 

Fresh 

Sundarpura 

0823000502769800 

1.250 

Fresh 

Suwasan 

0823000502773500 

12.234 

Fresh 

Talab Bardha 

0823000502777400 

2.664 

Fresh 

Talab Gaon 

0823000102713900 

9.339 

Fresh 

Talera 

0823000502772600 

4.551 

Fresh 


Non-command 


Non-command 


Non-command 


Kota Barrage 


Non-command 


Non-command 


Kota Barrage 


Teekhabara 

0823000502756100 

3.351 

Fresh 

Teekhi 

0824001202946100 

2.276 

Fresh 

Teerath 

0823000502774300 

14.289 

Fresh 

Teetarwasa 

0823000502775200 

3.699 

Fresh 

Tharoda 

0824001202946000 

8.833 

Fresh 

Theekariya Charnan 

0823000502766900 

5.122 

Fresh 


Non-command 


Non-command 


Kota Barrage 


Kota Barrage 


Non-command 


Kota Barrage 


Theekariyan Kalan 

0823000502772900 

14.858 

Fresh 

Tulsi 

0823000502777000 

1.612 

Fresh 

Udpuriya 

0824001202951100 

1.658 

Fresh 

Ulera 

0823000502757000 

5.290 

Fresh 


Kota Barrage 


Non-command 


Non-command 


Bhimlat Abheypura 



Umaji Ka Khera 

0824001202951200 

2.059 

Fresh 

Umarthoona 

0823000502754900 

6.145 

Fresh 


08006049 


Ummedramji Ka Khera 

0824001202953400 

0.287 

Fresh 

Umrach 

0823000502758900 

3.165 

Fresh 

Uttamnagar 

0824001202944700 

2.414 

Fresh 

Veekam Pura 

0824001202950600 

1.329 

Fresh 

Vijaynagar 

0823000402748500 

3.025 

Fresh 

Amarpura 

0824001202944000 

2.231 

Fresh 


Non-command 


Bhimlat Abheypura 


Non-command 


Non-command 


Kota Barrage 


Non-command 


Non-command 


Kota Barrage 


Non-command 


Banka 

0824001202944400 

7.267 

Fresh 

Barodiya 

0824001202944200 

2.468 

Fresh 


Non-command 


Non-command 


Bhopatpura 

0824001202944600 

2.191 

Fresh 

Bijoliya Kalan 

0824001242408000 

9.106 

Fresh 

Chenpuriya 

0824001202945200 

2.672 

Fresh 

Chhatri Khera 

0824001202945000 

0.508 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Limestone 

1.420 

Non-command 

Bhander Sandstone 

0.133 

Non-command 

Limestone 

0.510 

Command 

Limestone 

5.701 

Non-command 

Bhander Sandstone 

10.057 

Non-command 

Limestone 

3.559 

Non-command 

Bhander Sandstone 

6.447 

Command 

Limestone 

2.373 

Command 

Older Alluvium 

0.628 

Non-command 

Bhander Sandstone 

0.317 

Non-command 

Limestone 

6.166 

Command 

Older Alluvium 

0.151 

Non-command 

Bhander Sandstone 

0.286 

Non-command 

Limestone 

1.832 

Non-command 

Bhander Sandstone 

1.584 

Non-command 

Bhander Sandstone 

8.575 

Non-command 

Bhander Sandstone 

1.250 

Command 

Older Alluvium 

12.234 

Non-command 

Bhander Sandstone 

0.142 

Non-command 

Limestone 

0.745 

Command 

Limestone 

1.763 

Command 

Older Alluvium 

2.788 

Non-command 

Limestone 

3.351 

Non-command 

Bhander Sandstone 

0.526 

Command 

Older Alluvium 

8.581 

Command 

Older Alluvium 

3.699 

Non-command 

Bhander Sandstone 

7.980 

Command 

Limestone 

1.018 

Command 

Older Alluvium 

4.105 

Command 

Older Alluvium 

14.858 

Non-command 

Bhander Sandstone 

1.612 

Non-command 

Bhander Sandstone 

1.207 

Command 

Bhander Sandstone 

0.575 

Command 

Limestone 

2.935 

Non-command 

Bhander Sandstone 

0.864 

Non-command 

Limestone 

0.917 

Non-command 

Bhander Sandstone 

1.381 

Command 

Limestone 

1.768 

Non-command 

Limestone 

4.170 

Non-command 

Bhander Sandstone 

0.287 

Command 

Limestone 

3.165 

Non-command 

Bhander Sandstone 

2.009 

Non-command 

Bhander Sandstone 

1.329 

Command 

Older Alluvium 

3.025 

Non-command 

Bhander Sandstone 

0.045 

Non-command 

Phyllite & Schist 

1.330 

Non-command 

Bhander Sandstone 

4.814 

Non-command 

Bhander Sandstone 

0.060 

Non-command 

Phyllite & Schist 

0.589 

Non-command 

Bhander Sandstone 

0.532 

Non-command 

Bhander Sandstone 

0.581 

Non-command 

Bhander Sandstone 

2.672 

Non-command 

Bhander Sandstone 

0.508 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

130,000 

100,000 

120 

90,000 

60,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

90,000 

60,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

180,000 

170,000 

120 

90,000 

60,000 

120 

130,000 

100,000 

120 

160,000 

140,000 

120 

90,000 

60,000 

120 

130,000 

100,000 

120 

90,000 

60,000 

120 

70,000 

40,000 

120 

90,000 

60,000 

120 

180,000 

170,000 

120 

90,000 

70,000 

120 

70,000 

40,000 

120 

130,000 

100,000 

120 

180,000 

170,000 

120 

130,000 

100,000 

120 

70,000 

40,000 

120 

180,000 

170,000 

120 

180,000 

170,000 

120 

70,000 

40,000 

120 

130,000 

100,000 

120 

180,000 

170,000 

120 

180,000 

170,000 

120 

90,000 

70,000 

120 

70,000 

40,000 

120 

90,000 

60,000 

120 

130,000 

100,000 

120 

90,000 

60,000 

120 

130,000 

100,000 

120 

70,000 

40,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

70,000 

40,000 

120 

130,000 

100,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

160,000 

140,000 

120 

70,000 

40,000 

120 

80,000 

60,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

80,000 

60,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.168 


0.007 


0.060 


0.132 







































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Gordhanpura 

0824001202945100 

1.404 

Fresh 

Jalindri 

0824001202944300 

13.044 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Kesuvilas 

0824001202945600 

6.011 

Fresh 

Khanderiya 

0823000102707500 

2.570 

Fresh 

Kheenya 

0823000102707400 

20.087 

Fresh 


Non-command 


Non-command 


Non-command 


Kherariya 

0824001202944900 

1.271 

Fresh 

Kishanpuriya 

0824001202945400 

1.560 

Fresh 

Laxshmi Khera 

0824001202945300 

3.272 

Fresh 

Lorda 

0824001202944500 

3.546 

Fresh 

Mai Ka Khera 

0824001102940700 

5.313 

Fresh 

Mandol 

0824001202953300 

2.613 

Fresh 

Manpura 

0824001202945800 

7.298 

Fresh 

Megharawat Ki Jhonpariyan 

0823000502756700 

4.913 

Fresh 


Neem Ka Khera 


Ramchandraji Ka Khera 


Rampuriya 


Ramrda 


Uttamnagar 


08006050 Amthoon 


Balapura 


Bhagwanpura @Chainpuriya 


Bhawani Pura 


Bijari 


Dabi 


Deoriya 


Dhaneshwar 


Dora 


Gagos 


Jaloti 


Jawahar Sagar 


Kachhalya 


Kalyanpura 


Kanwarpura 


Karondi 


Khadipur 


Kota (M Corp.) 


Laxmi Pura 


Palka 


Rampuriya (Tulsi) 


Shambhoopura 


Shyopuriya 


Sootra 


Talab Bardha 


Thari 


08006051 Aon Ka Khera 


0823000502756500 

12.000 

Fresh 

0824001102940400 

2.162 

Fresh 

0824001202944100 

2.795 

Fresh 

0824001202945500 

0.301 

Fresh 

0824001202945700 

1.620 

Fresh 

0824001202944700 

2.414 

Fresh 

0823000502770800 

1.086 

Fresh 

0823000502777300 

2.117 

Fresh 

0823000502780800 

3.542 

Fresh 

0823000502780700 

2.044 

Fresh 

0823000502781000 

0.491 

Fresh 

0823000502780400 

7.274 

Fresh 

0823000502777500 

18.655 

Fresh 

0823000502781100 

17.855 

Fresh 

0823000502777900 

1.399 

Fresh 

0823000502771400 

3.043 

Fresh 

0823000502777700 

2.039 

Fresh 

0823000502781300 

11.618 

Fresh 

0823000502778000 

0.555 

Fresh 

0823000502770700 

3.727 

Fresh 

0823000502780900 

3.719 

Fresh 

0823000502781200 

0.233 

Fresh 

0823000502781400 

1.588 

Fresh 

0830000343001000 

109.423 

Fresh 

0823000502770900 

9.645 

Fresh 

0823000502778100 

3.919 

Fresh 

0823000502777600 

0.841 

Fresh 

0830000303799700 

16.500 

Fresh 

0823000502777800 

0.743 

Fresh 

0823000502780600 

6.497 

Fresh 

0823000502777400 

2.664 

Fresh 

0823000502780500 

2.200 

Fresh 

0823000202718600 

3.736 

Fresh 


Bagera 

0823000202719800 

3.001 

Fresh 

Bamangaon 

0823000202720400 

23.256 

Fresh 

Bambooli 

0823000202715200 

9.440 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bhimlat Abheypura 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Dugari 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bhander Sandstone 

1.404 

Non-command 

Bhander Sandstone 

4.888 

Non-command 

Phyllite & Schist 

3.391 

Non-command 

Bhander Sandstone 

5.919 

Non-command 

Bhander Sandstone 

2.570 

Non-command 

Bhander Sandstone 

2.463 

Non-command 

Phyllite & Schist 

0.192 

Non-command 

Bhander Sandstone 

1.270 

Non-command 

Bhander Sandstone 

1.131 

Non-command 

Bhander Sandstone 

3.120 

Non-command 

Bhander Sandstone 

0.243 

Non-command 

Bhander Sandstone 

0.004 

Non-command 

Bhander Sandstone 

0.329 

Non-command 

Bhander Sandstone 

2.740 

Command 

Bhander Sandstone 

0.151 

Non-command 

Bhander Sandstone 

3.056 

Non-command 

Bhander Sandstone 

0.178 

Non-command 

Phyllite & Schist 

0.900 

Non-command 

Phyllite & Schist 

0.103 

Non-command 

Bhander Sandstone 

0.301 

Non-command 

Bhander Sandstone 

0.254 

Non-command 

Bhander Sandstone 

0.405 

Non-command 

Bhander Sandstone 

0.001 

Non-command 

Bhander Sandstone 

0.092 

Non-command 

Bhander Sandstone 

2.587 

Non-command 

Bhander Sandstone 

2.043 

Non-command 

Bhander Sandstone 

0.491 

Non-command 

Bhander Sandstone 

1.772 

Non-command 

Bhander Sandstone 

18.635 

Non-command 

Bhander Sandstone 

6.893 

Non-command 

Bhander Sandstone 

1.399 

Non-command 

Bhander Sandstone 

0.054 

Non-command 

Bhander Sandstone 

2.039 

Non-command 

Bhander Sandstone 

0.005 

Non-command 

Bhander Sandstone 

0.555 

Non-command 

Bhander Sandstone 

0.392 

Non-command 

Bhander Sandstone 

3.719 

Non-command 

Bhander Sandstone 

0.222 

Non-command 

Bhander Sandstone 

1.291 

Non-command 

Bhander Sandstone 

3.734 

Non-command 

Bhander Sandstone 

3.374 

Non-command 

Bhander Sandstone 

1.549 

Non-command 

Bhander Sandstone 

0.841 

Non-command 

Bhander Sandstone 

8.801 

Non-command 

Bhander Sandstone 

0.743 

Non-command 

Bhander Sandstone 

1.945 

Non-command 

Bhander Sandstone 

2.522 

Non-command 

Bhander Sandstone 

2.200 

Command 

Phyllite & Schist 

0.045 

Non-command 

Phyllite & Schist 

2.732 

Non-command 

Phyllite & Schist 

3.001 

Non-command 

Phyllite & Schist 

16.712 

Non-command 

Phyllite & Schist 

0.654 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

80,000 

60,000 

120 

70,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.034 

0.034 

0.067 

0.067 

0.072 

0.072 

0.062 

0.087 

- 

- 

0.077 

0.091 

0.005 

0.005 

0.082 

0.082 

0.024 

0.032 

0.163 

0.197 



0.005 

0.005 

0.043 

0.051 


0.029 

0.029 

0.007 

0.007 

0.058 

0.058 

0.007 

0.007 

0.010 

0.018 










































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


08006052 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Bari Parap 

0823000202720200 

6.761 

Fresh 

Bhajneri 

0823000202719200 

15.330 

Fresh 

Bhawanipura 

0823000202721000 

2.405 

Fresh 

Bhompura 

0823000202720900 

3.449 

Fresh 

Chhotiparap 

0823000202715500 

1.792 

Fresh 

Dalelpura 

0823000202720000 

2.778 

Fresh 

Delpura 

0823000202719300 

5.813 

Fresh 

Deori Barwa 

0823000202718500 

2.092 

Fresh 

Gurhadeoji 

0823000202723100 

10.096 

Fresh 

Gurjaniyan 

0823000202719400 

3.576 

Fresh 

Haripura 

0823000202719100 

3.096 

Fresh 

Khanpura 

0823000202718400 

5.444 

Fresh 

Kheroona 

0823000202719900 

4.882 

Fresh 

Lalganj 

0823000202720300 

3.708 

Fresh 

Laxmipura 

0823000202719000 

2.980 

Fresh 


Type of Area (Command / N< 
command) 


Mahaveerpura 

0823000202717600 

3.376 

Fresh 

Manpura 

0823000202718700 

2.494 

Fresh 

Mena 

0823000202718900 

2.813 

Fresh 


Nainwa (M) 

0823000242301000 

39.723 

Fresh 

Nainwa(Rural) 

0823000202720100 

2.213 

Fresh 

Nathra 

0823000202719700 

1.430 

Fresh 

Nathri 

0823000202719600 

2.349 

Fresh 

Pai 

0823000202718800 

3.251 

Fresh 

Phuleta 

0823000202719500 

7.623 

Fresh 

Raghunathpura 

0823000202718300 

5.518 

Fresh 

Rajlawata 

0823000202715400 

9.940 

Fresh 

Ralri 

0823000202715300 

3.913 

Fresh 

Sandeela 

0823000202714900 

5.588 

Fresh 

Topa 

0823000202717400 

2.993 

Fresh 

Ajanda 

0823000402753500 

10.529 

Fresh 

Amarpura 

0823000402745500 

2.038 

Fresh 

Amli Khera 

0823000302736800 

1.808 

Fresh 

Anatpura 

0823000402750800 

1.941 

Fresh 

Anghora 

0823000302736300 

3.578 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Dugari 


Non-command 


Non-command 


Non-command 


Dugari 


Non-command 


Non-command 


Non-command 


Dugari 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kota Barrage 


Kota Barrage 


Non-command 


Kota Barrage 


Non-command 


Ardana 

0823000402753300 

3.337 

Fresh 

Arnetha 

0823000402751200 

14.467 

Fresh 

Arniya 

0823000402753200 

2.643 

Fresh 

Bagli 

0823000302740600 

5.245 

Fresh 

Bahrawali 

0823000302740500 

7.968 

Fresh 

Bala Pura 

0823000302739100 

2.160 

Fresh 

Baldeopura 

0823000302743500 

7.479 

Fresh 

Balkasa 

0823000402752300 

5.723 

Fresh 

Balwan 

0823000302737600 

17.873 

Fresh 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Non-command 


Kota Barrage 


Kota Barrage 


Non-command 


Banjharli 

0823000402753400 

2.992 

Fresh 

Bansi 

0823000202728200 

4.620 

Fresh 

Banthali 

0823000202731700 

2.675 

Fresh 

Bara Khera 

0823000302740000 

17.881 

Fresh 


Kota Barrage 


Non-command 


Non-command 


Kota Barrage 



Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

6.761 

Non-command 

Phyllite & Schist 

4.363 

Non-command 

Phyllite & Schist 

1.026 

Non-command 

Phyllite & Schist 

2.424 

Non-command 

Phyllite & Schist 

1.792 

Non-command 

Phyllite & Schist 

2.778 

Non-command 

Phyllite & Schist 

0.435 

Non-command 

Phyllite & Schist 

2.021 

Non-command 

Phyllite & Schist 

1.867 

Non-command 

Phyllite & Schist 

3.559 

Command 

Phyllite & Schist 

0.006 

Non-command 

Phyllite & Schist 

5.136 

Non-command 

Phyllite & Schist 

4.882 

Non-command 

Phyllite & Schist 

3.708 

Command 

Phyllite & Schist 

0.784 

Non-command 

Phyllite & Schist 

1.534 

Non-command 

Phyllite & Schist 

0.027 

Non-command 

Phyllite & Schist 

2.494 

Command 

Phyllite & Schist 

0.020 

Non-command 

Phyllite & Schist 

2.479 

Non-command 

Phyllite & Schist 

27.132 

Non-command 

Phyllite & Schist 

2.213 

Non-command 

Phyllite & Schist 

1.430 

Non-command 

Phyllite & Schist 

2.311 

Non-command 

Phyllite & Schist 

3.251 

Non-command 

Phyllite & Schist 

7.623 

Non-command 

Phyllite & Schist 

0.327 

Non-command 

Phyllite & Schist 

6.731 

Non-command 

Phyllite & Schist 

3.891 

Non-command 

Phyllite & Schist 

0.002 

Non-command 

Phyllite & Schist 

1.431 

Command 

Older Alluvium 

3.184 

Command 

Older Alluvium 

2.038 

Non-command 

Bhander Sandstone 

0.014 

Command 

Older Alluvium 

0.643 

Non-command 

Bhander Sandstone 

1.535 

Non-command 

Shale 

2.021 

Command 

Older Alluvium 

3.337 

Command 

Older Alluvium 

3.847 

Command 

Older Alluvium 

2.643 

Command 

Older Alluvium 

0.042 

Command 

Older Alluvium 

1.992 

Non-command 

Shale 

2.160 

Command 

Older Alluvium 

0.683 

Command 

Older Alluvium 

4.394 

Non-command 

Bhander Sandstone 

3.251 

Non-command 

Shale 

0.276 

Command 

Older Alluvium 

2.992 

Non-command 

Bhander Sandstone 

0.141 

Non-command 

Bhander Sandstone 

0.055 

Command 

Older Alluvium 

14.215 

Command 

Shale 

2.203 

Non-command 

Older Alluvium 

0.120 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

160,000 

140,000 

120 

160,000 

140,000 

120 

90,000 

60,000 

120 

160,000 

140,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

160,000 

140,000 

120 

160,000 

140,000 

120 

160,000 

140,000 

120 

160,000 

140,000 

120 

160,000 

140,000 

120 

90,000 

60,000 

120 

160,000 

140,000 

120 

160,000 

140,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

160,000 

140,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

160,000 

140,000 

120 

90,000 

60,000 

120 

160,000 

140,000 


Wells with 


MCM 

MCM 

(15) 

(16) 

0.270 

0.289 

0.216 

0.322 

0.018 

0.124 

0.066 

0.104 

0.144 

0.144 

0.108 

0.185 

0.006 

0.044 

0.066 

0.095 

0.060 

0.242 

0.054 

0.073 

- 

- 

0.378 

0.484 

0.204 

0.281 

0.108 

0.252 

0.042 

0.042 

0.084 

0.094 


0.078 

0.232 

0.498 

0.498 

0.894 

1.038 

0.072 

0.072 

0.102 

0.102 

0.312 

0.322 

0.474 

0.512 

0.012 

0.012 

0.330 

0.359 

0.150 

0.150 
















































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Barani 

0823000402746000 

3.643 

Fresh 

Bargaon 

0823000302738900 

2.505 

Fresh 


Kota Barrage 


Kota Barrage 



Bhand Guwar 

0823000302739000 

3.016 

Fresh 

Bhaopura 

0823000402750500 

3.803 

Fresh 

Bheeya 

0823000402749900 

11.846 

Fresh 

Bishanpura 

0823000302736400 

0.820 

Fresh 


Non-command 


Kota Barrage 


Kota Barrage 


Non-command 


Boodhel 


Borda Kachhiyan 


0823000302741700 


0823000402745300 


3.616 Fresh 


9.142 Fresh 


Kota Barrage 


Non-command 


Kota Barrage 



Bordamal 

0823000402752500 

6.702 

Fresh 

Boya Khera 

0823000402753800 

3.687 

Fresh 

Chadhgaon 

0823000402753000 

4.586 

Fresh 

Chaheencha 

0823000302743000 

6.870 

Fresh 

Chak Makheeda 

0823000302740100 

3.994 

Fresh 

Chak Malikpura 

0823000302742400 

0.923 

Fresh 

Chamawali 

0823000302739300 

4.676 

Fresh 


Non-command 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Non-command 



Chardana 

0823000402753100 

4.803 

Fresh 

Chautra Ka Khera 

0823000402745800 

1.791 

Fresh 

Dadwara 

0823000302741200 

5.462 

Fresh 


Kota Barrage 


Kota Barrage 


Kota Barrage 



Dangaheri 

0823000302741800 

5.857 

Fresh 

Dapta 

0823000302741100 

9.847 

Fresh 


Non-command 


Kota Barrage 



Dei Khera 

0823000302742800 

12.608 

Fresh 

Deopura 

0823000302736600 

4.820 

Fresh 


Non-command 


Kota Barrage 


Non-command 


Dhagariya 


0823000302741500 


5.159 Fresh 


Dhakar Kheri 

0823000302737000 

2.605 

Fresh 

Dharwan 

0823000302742300 

5.380 

Fresh 

Dheengsi 

0823000402745200 

1.925 

Fresh 

Garjani 

0823000402752900 

3.193 

Fresh 

Gendoli Khurd 

0823000402744700 

7.245 

Fresh 

Gendoli Khurd Ki Jhonpariya 

0823000402744800 

6.006 

Fresh 

Ghat Ka Barana 

0823000302743200 

6.457 

Fresh 

Goontha 

0823000402744900 

5.065 

Fresh 

Gudali 

0823000202731400 

1.523 

Fresh 


Kota Barrage 


Non-command 


Non-command 


Kota Barrage 


Non-command 


Kota Barrage 


Non-command 


Non-command 


Kota Barrage 


Non-command 


Non-command 


Guhatha 


0823000302740700 


13.466 Fresh Kota Barrage 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Shale 

1.343 

Command 

Older Alluvium 

0.502 

Command 

Older Alluvium 

0.011 

Command 

Shale 

0.228 

Non-command 

Older Alluvium 

0.011 

Non-command 

Shale 

2.255 

Command 

Older Alluvium 

3.378 

Command 

Shale 

0.185 

Non-command 

Shale 

2.868 

Command 

Older Alluvium 

1.425 

Command 

Older Alluvium 

0.762 

Non-command 

Bhander Sandstone 

0.110 

Non-command 

Shale 

0.710 

Command 

Limestone 

0.166 

Non-command 

Limestone 

3.208 

Command 

Limestone 

0.446 

Command 

Older Alluvium 

7.711 

Non-command 

Limestone 

0.600 

Command 

Older Alluvium 

6.702 

Command 

Older Alluvium 

0.301 

Command 

Older Alluvium 

4.586 

Command 

Older Alluvium 

0.821 

Command 

Older Alluvium 

3.994 

Command 

Older Alluvium 

0.923 

Non-command 

Bhander Sandstone 

0.082 

Non-command 

Limestone 

0.073 

Non-command 

Shale 

3.900 

Command 

Older Alluvium 

4.803 

Command 

Older Alluvium 

1.791 

Command 

Older Alluvium 

5.190 

Command 

Shale 

0.091 

Non-command 

Older Alluvium 

0.070 

Non-command 

Shale 

0.111 

Non-command 

Limestone 

4.922 

Command 

Older Alluvium 

6.987 

Command 

Shale 

2.205 

Non-command 

Shale 

0.655 

Command 

Older Alluvium 

12.526 

Non-command 

Bhander Sandstone 

0.215 

Non-command 

Shale 

3.765 

Command 

Older Alluvium 

5.140 

Non-command 

Older Alluvium 

0.019 

Non-command 

Shale 

0.017 

Command 

Older Alluvium 

5.380 

Non-command 

Limestone 

0.119 

Command 

Older Alluvium 

3.193 

Non-command 

Limestone 

2.103 

Non-command 

Limestone 

0.939 

Command 

Older Alluvium 

3.418 

Non-command 

Limestone 

4.205 

Non-command 

Bhander Sandstone 

0.002 

Non-command 

Limestone 

0.081 

Command 

Older Alluvium 

0.529 



with 

Pumpset 


(9) (10) 


1 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

60,000 

120 

160,000 

140,000 

120 

160,000 

140,000 

120 

90,000 

60,000 

120 

160,000 

140,000 

120 

90,000 

60,000 

120 

160,000 

140,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

160,000 

140,000 

120 

160,000 

140,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

160,000 

140,000 

120 

80,000 

60,000 

120 

160,000 

140,000 

120 

160,000 

140,000 

120 

160,000 

140,000 

120 

160,000 

140,000 

120 

160,000 

140,000 

120 

160,000 

140,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

160,000 

140,000 

120 

160,000 

140,000 

120 

160,000 

140,000 

120 

90,000 

60,000 

120 

160,000 

140,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

160,000 

140,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

160,000 

140,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

160,000 

140,000 

120 

160,000 

140,000 

120 

90,000 

60,000 

120 

160,000 

140,000 

120 

80,000 

60,000 

120 

160,000 

140,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

160,000 

140,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

160,000 

140,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 


(15) 


0.014 




0.036 

0.036 

0.084 

0.084 










































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Haripura 

0823000402752700 

5.720 

Fresh 

Higoniya 

0823000402752800 

8.923 

Fresh 

Hirapur 

0823000202732000 

4.273 

Fresh 

Indragarh (M) 

0823000342302000 

12.021 

Fresh 


Type of Area (Command / N< 
command) 


Kota Barrage 


Kota Barrage 


Non-command 


Non-command 


Isarda 

0823000402745700 

4.991 

Fresh 

Jalera 

0823000402745400 

1.702 

Fresh 



Jhadol 


Kankra Mej 


Kanwarpura 


Kaprain (M) 


Kareeriya 


Kheriya Durjan 


Kheriya Man 


Kherli Deoji 


Kodkya 


Korkiya Balaji 


Kota Khurd 


Kotri 


Labaan 


Lachhmipura 


Lakheri (M) 


3.346 Fresh 


Kota Barrage 


Kota Barrage 


Non-command 


Kota Barrage 


0823000402745100 


6.745 Fresh 


Jhalaji Ka Baran 

0823000402745900 

20.454 

Fresh 

Jhapayta 

0823000302743100 

6.163 

Fresh 

Kankra Doongar 

0823000302739400 

5.412 

Fresh 


Non-command 


Kota Barrage 


Non-command 


Kota Barrage 


Kota Barrage 


Non-command 



0823000302736700 


3.177 Fresh 


Non-command 



0823000402745600 

3.499 

Fresh 

0823000442304000 

40.787 

Fresh 

0823000302738800 

4.354 

Fresh 


Kota Barrage 


Kota Barrage 


Kota Barrage 



Karwala KiJhonparyan 

0823000402746200 

8.145 

Fresh 

Kemla 

0823000202728100 

3.208 

Fresh 

Khakata 

0823000302740400 

5.925 

Fresh 

Kharayta 

0823000302741000 

8.571 

Fresh 


Non-command 


Kota Barrage 


Non-command 


Kota Barrage 


Kota Barrage 



0823000302742200 


4.428 Fresh 


Non-command 


Kota Barrage 



0823000302742100 


9.410 Fresh 


Non-command 


Kota Barrage 



0823000302739600 


5.339 Fresh 


Non-command 


Kota Barrage 


Non-command 



0823000402753700 

12.339 

Fresh 

0823000402746300 

5.344 

Fresh 

0823000302742900 

13.382 

Fresh 

0823000202728000 

1.935 

Fresh 

0823000302743400 

5.760 

Fresh 

0823000302740800 

13.310 

Fresh 

0823000402750600 

1.666 

Fresh 

0823000342303000 

26.972 

Fresh 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Non-command 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Older Alluvium 

5.720 

Command 

Older Alluvium 

8.923 

Non-command 

Bhander Sandstone 

0.088 

Non-command 

Bhander Sandstone 

2.927 

Non-command 

Shale 

1.386 

Command 

Older Alluvium 

4.991 

Command 

Limestone 

0.309 

Command 

Older Alluvium 

1.388 

Non-command 

Limestone 

0.005 

Command 

Older Alluvium 

0.613 

Command 

Shale 

2.077 

Non-command 

Shale 

0.656 

Command 

Limestone 

1.839 

Non-command 

Limestone 

4.905 

Command 

Older Alluvium 

15.423 

Command 

Older Alluvium 

2.183 

Non-command 

Bhander Sandstone 

0.575 

Non-command 

Limestone 

2.638 

Non-command 

Shale 

1.533 

Command 

Older Alluvium 

3.069 

Command 

Shale 

0.830 

Non-command 

Bhander Sandstone 

2.873 

Non-command 

Shale 

0.007 

Command 

Older Alluvium 

3.499 

Command 

Older Alluvium 

13.366 

Command 

Older Alluvium 

2.269 

Command 

Shale 

1.722 

Non-command 

Shale 

0.363 

Command 

Older Alluvium 

3.043 

Non-command 

Bhander Sandstone 

0.081 

Command 

Older Alluvium 

2.183 

Command 

Older Alluvium 

3.837 

Command 

Shale 

4.071 

Non-command 

Shale 

0.663 

Command 

Limestone 

0.353 

Command 

Older Alluvium 

4.069 

Non-command 

Limestone 

0.006 

Command 

Limestone 

4.764 

Command 

Older Alluvium 

4.188 

Non-command 

Limestone 

0.457 

Command 

Shale 

0.006 

Non-command 

Limestone 

2.110 

Non-command 

Older Alluvium 

0.343 

Non-command 

Shale 

2.880 

Command 

Older Alluvium 

3.840 

Command 

Older Alluvium 

0.707 

Command 

Older Alluvium 

2.937 

Non-command 

Bhander Sandstone 

0.104 

Command 

Older Alluvium 

0.215 

Command 

Older Alluvium 

13.132 

Command 

Older Alluvium 

1.654 

Non-command 

Bhander Sandstone 

0.667 

Non-command 

Shale 

22.252 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

160,000 

140,000 

120 

160,000 

140,000 

120 

60,000 

40,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

160,000 

140,000 

120 

80,000 

60,000 

120 

160,000 

140,000 

120 

80,000 

60,000 

120 

160,000 

140,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

160,000 

140,000 

120 

160,000 

140,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

160,000 

140,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

160,000 

140,000 

120 

160,000 

140,000 

120 

160,000 

140,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

160,000 

140,000 

120 

60,000 

40,000 

120 

160,000 

140,000 

120 

160,000 

140,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

160,000 

140,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

160,000 

140,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

160,000 

140,000 

120 

90,000 

60,000 

120 

160,000 

140,000 

120 

160,000 

140,000 

120 

160,000 

140,000 

120 

60,000 

40,000 

120 

160,000 

140,000 

120 

160,000 

140,000 

120 

160,000 

140,000 

120 

90,000 

60,000 

120 

90,000 

60,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 

















































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Lakheri (Rural) 

0823000302739200 

1.434 

Fresh 

Laxmipura 

0823000302742700 

6.528 

Fresh 

Mahuwa 

0823000402745000 

1.468 

Fresh 

Makheeda 

0823000302740300 

11.392 

Fresh 

Malikpura 

0823000302743300 

4.023 

Fresh 

Mandpur 

0823000202730700 

4.333 

Fresh 

Menoli 

0823000402746100 

5.235 

Fresh 

Nayagaon 

0823000402752600 

6.273 

Fresh 

Nayagaon (Papri) 

0823000302739700 

4.958 

Fresh 


Type of Area (Command / N< 
command) 


Nayagaon @ Ramganj 

0823000202731300 

1.962 

Fresh 

Neem Khera 

0823000202731600 

2.926 

Fresh 


Non-command 


Kota Barrage 


Non-command 


Kota Barrage 


Kota Barrage 


Non-command 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Non-command 


Non-command 


Non-command 


Notara 

0823000302742600 

10.684 

Fresh 

Ohari 

0823000402746600 

4.279 

Fresh 

Pacheepla 

0823000302742000 

6.226 

Fresh 


Paparli 


Kota Barrage 


Kota Barrage 


Kota Barrage 



0823000302741600 


5.061 Fresh 


Non-command 


Kota Barrage 


Non-command 



Peepalda (Thag) 

0823000302740200 

8.360 

Fresh 

Phuleta @ Lachhmiganj 

0823000202731200 

1.755 

Fresh 


Kota Barrage 


Non-command 


Pratapgarh 


Sakhawada 


0823000302741300 


8.062 Fresh 


Kota Barrage 


Non-command 



Raghunathpura 

0823000302742500 

3.710 

Fresh 

Ramganj 

0823000302740900 

1.462 

Fresh 

Rampuriya 

0823000402752400 

3.607 

Fresh 

Rangrajpura 

0823000402751100 

3.071 

Fresh 

Rebarpura 

0823000302741900 

4.785 

Fresh 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 



0823000302736500 


4.847 Fresh 


Kota Barrage 


Non-command 



Samadpuriya 

0823000402751000 

3.661 

Fresh 

Sangoda 

0823000202731100 

4.283 

Fresh 

Sarsala 

0823000402750900 

8.568 

Fresh 

Shahanpur 

0823000302738500 

5.819 

Fresh 


Kota Barrage 


Non-command 


Kota Barrage 


Kota Barrage 



Sheriya 

0823000202731900 

4.024 

Fresh 

Shreepura 

0823000402750700 

3.546 

Fresh 

Theekri 

0823000302741400 

6.706 

Fresh 


Non-command 


Non-command 


Kota Barrage 


Kota Barrage 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Shale 

1.434 

Command 

Older Alluvium 

6.528 

Non-command 

Limestone 

1.318 

Command 

Older Alluvium 

3.863 

Command 

Older Alluvium 

4.023 

Non-command 

Limestone 

0.064 

Command 

Older Alluvium 

1.614 

Command 

Older Alluvium 

6.273 

Command 

Shale 

0.503 

Non-command 

Shale 

4.454 

Non-command 

Limestone 

0.043 

Non-command 

Bhander Sandstone 

0.027 

Non-command 

Limestone 

0.042 

Command 

Older Alluvium 

10.684 

Command 

Older Alluvium 

0.398 

Command 

Limestone 

1.985 

Command 

Older Alluvium 

2.801 

Non-command 

Limestone 

1.440 

Command 

Older Alluvium 

2.092 

Non-command 

Limestone 

1.123 

Non-command 

Older Alluvium 

1.846 

Command 

Older Alluvium 

2.261 

Command 

Shale 

6.031 

Command 

Older Alluvium 

2.531 

Non-command 

Bhander Sandstone 

0.000 

Non-command 

Limestone 

0.073 

Command 

Older Alluvium 

7.375 

Non-command 

Limestone 

0.010 

Non-command 

Older Alluvium 

0.676 

Command 

Older Alluvium 

3.710 

Command 

Older Alluvium 

1.462 

Command 

Older Alluvium 

3.598 

Command 

Older Alluvium 

2.069 

Command 

Limestone 

0.993 

Command 

Older Alluvium 

3.119 

Non-command 

Limestone 

0.664 

Non-command 

Older Alluvium 

0.010 

Command 

Shale 

0.989 

Non-command 

Bhander Sandstone 

0.805 

Non-command 

Shale 

2.169 

Command 

Older Alluvium 

0.000 

Non-command 

Limestone 

0.126 

Command 

Older Alluvium 

2.798 

Command 

Older Alluvium 

0.002 

Command 

Shale 

1.198 

Non-command 

Shale 

1.467 

Non-command 

Bhander Sandstone 

0.076 

Command 

Older Alluvium 

1.599 

Command 

Older Alluvium 

5.175 

Non-command 

Limestone 

0.343 

Non-command 

Older Alluvium 

1.188 

Non-command 

Bhander Sandstone 

0.780 

Non-command 

Limestone 

8.584 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

60,000 

120 

160,000 

140,000 

120 

80,000 

60,000 

120 

160,000 

140,000 

120 

160,000 

140,000 

120 

70,000 

50,000 

120 

160,000 

140,000 

120 

160,000 

140,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

160,000 

140,000 

120 

160,000 

140,000 

120 

80,000 

60,000 

120 

160,000 

140,000 

120 

80,000 

60,000 

120 

160,000 

140,000 

120 

80,000 

60,000 

120 

160,000 

140,000 

120 

160,000 

140,000 

120 

90,000 

60,000 

120 

160,000 

140,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

160,000 

140,000 

120 

80,000 

60,000 

120 

160,000 

140,000 

120 

160,000 

140,000 

120 

160,000 

140,000 

120 

160,000 

140,000 

120 

160,000 

140,000 

120 

80,000 

60,000 

120 

160,000 

140,000 

120 

80,000 

60,000 

120 

160,000 

140,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

160,000 

140,000 

120 

70,000 

50,000 

120 

160,000 

140,000 

120 

160,000 

140,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

60,000 

40,000 

120 

160,000 

140,000 

120 

160,000 

140,000 

120 

80,000 

60,000 

120 

160,000 

140,000 

120 

90,000 

60,000 

120 

80,000 

60,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.446 



0.006 

0.006 

0.202 

0.682 




0.007 

0.007 

0.007 

0.007 

- 

- 

0.017 

0.132 

0.168 

0.398 

0.007 

0.017 

0.034 

0.092 

0.058 

0.058 

0.590 

0.590 










































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


(V 


08006053 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Ajeta 

0823000502764800 

9.259 

Fresh 

Akher 

0823000502762200 

3.654 

Fresh 

Aklor 

0823000102705000 

2.397 

Fresh 


Antarda 


Bachhola 


Bagli 


Balapura 


Balkasa 


Balola 


Bamangaon 


Bansi 


Type of Area (Command / N< 
command) 



Kota Barrage 


Non-command 


Gudha 


Non-command 


Gudha 


Non-command 



Alod 

0823000102708800 

4.204 

Fresh 

Amartya 

0823000102704300 

4.478 

Fresh 

Anantganj 

0823000102709600 

4.484 

Fresh 


0823000202728500 


17.486 Fresh 


Gudha 


Non-command 


Gudha 


Non-command 


Gudha 


Non-command 


Non-command 



Arjunpura 

0823000202727000 

2.145 

Fresh 

Arnetha 

0823000202728400 

6.701 

Fresh 


Dugari 


Non-command 


Non-command 


Non-command 



0823000402751200 

14.467 

Fresh 

0823000202717000 

9.549 

Fresh 

0823000502765200 

2.170 

Fresh 


Kota Barrage 


Non-command 


Kota Barrage 



Bahadur Pura 

0823000102707800 

1.715 

Fresh 

Bajoli 

0822000602672100 

6.616 

Fresh 

Bal 

0823000102710600 

12.985 

Fresh 


0823000102709500 

6.330 

Fresh 

0823000202718100 

5.042 

Fresh 

0823000402752300 

5.723 

Fresh 

0823000102704000 

5.880 

Fresh 

0823000202720400 

23.256 

Fresh 

0823000202723800 

14.332 

Fresh 


Bansoli 

0823000202726300 

5.019 

Fresh 

Banthali 

0823000202731700 

2.675 

Fresh 


Non-command 


Non-command 


Non-command 


Gudha 


Non-command 


Gudha 


Non-command 


Kota Barrage 


Non-command 


Non-command 


Dugari 


Non-command 


Non-command 


Non-command 


Baori 

0823000202726400 

5.071 

Fresh 

Baori Khera 

0823000102699700 

3.216 

Fresh 

Bara Naya Gaon 

0823000102708000 

10.362 

Fresh 


Non-command 


Non-command 


Gudha 



Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Older Alluvium 

2.481 

Non-command 

Limestone 

0.011 

Command 

Phyllite & Schist 

0.709 

Non-command 

Phyllite & Schist 

1.688 

Command 

Phyllite & Schist 

5.087 

Non-command 

Bhander Sandstone 

7.349 

Non-command 

Limestone 

0.713 

Non-command 

Phyllite & Schist 

4.698 

Command 

Phyllite & Schist 

0.862 

Non-command 

Phyllite & Schist 

0.359 

Command 

Phyllite & Schist 

4.204 

Non-command 

Phyllite & Schist 

4.478 

Command 

Phyllite & Schist 

3.971 

Non-command 

Phyllite & Schist 

0.513 

Non-command 

Bhander Sandstone 

2.253 

Non-command 

Limestone 

0.256 

Non-command 

Phyllite & Schist 

10.668 

Command 

Phyllite & Schist 

0.002 

Non-command 

Phyllite & Schist 

0.957 

Non-command 

Phyllite & Schist 

2.145 

Non-command 

Bhander Sandstone 

1.254 

Non-command 

Limestone 

0.153 

Non-command 

Phyllite & Schist 

0.140 

Command 

Older Alluvium 

0.294 

Non-command 

Phyllite & Schist 

5.039 

Command 

Limestone 

0.451 

Command 

Older Alluvium 

0.068 

Non-command 

Limestone 

1.651 

Non-command 

Phyllite & Schist 

1.650 

Non-command 

Phyllite & Schist 

2.327 

Command 

Phyllite & Schist 

0.812 

Non-command 

Phyllite & Schist 

0.010 

Command 

Phyllite & Schist 

6.330 

Non-command 

Phyllite & Schist 

5.042 

Command 

Older Alluvium 

1.329 

Non-command 

Phyllite & Schist 

5.422 

Non-command 

Phyllite & Schist 

1.576 

Command 

Phyllite & Schist 

4.366 

Non-command 

Phyllite & Schist 

9.966 

Non-command 

Phyllite & Schist 

5.019 

Non-command 

Bhander Sandstone 

0.970 

Non-command 

Limestone 

0.410 

Non-command 

Phyllite & Schist 

5.071 

Non-command 

Phyllite & Schist 

2.535 

Command 

Bhander Sandstone 

6.365 

Command 

Phyllite & Schist 

2.275 

Non-command 

Bhander Sandstone 

0.545 

Non-command 

Phyllite & Schist 

1.176 

Non-command 

Bhander Sandstone 

0.550 

Non-command 

Limestone 

3.733 

Command 

Limestone 

0.832 

Command 

Older Alluvium 

1.021 

Non-command 

Limestone 

1.289 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

180,000 

170,000 

120 

130,000 

100,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

160,000 

140,000 

120 

80,000 

50,000 

120 

130,000 

100,000 

120 

180,000 

170,000 

120 

130,000 

100,000 

120 

70,000 

40,000 

120 

90,000 

70,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

80,000 

50,000 

120 

160,000 

140,000 

120 

70,000 

40,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

70,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

90,000 

60,000 

120 

130,000 

100,000 

120 

80,000 

60,000 

120 

160,000 

140,000 

120 

80,000 

60,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.061 

0.126 

- 

- 

0.038 

0.097 

0.091 

0.242 

0.024 

0.074 

0.034 

0.092 

0.005 

0.013 

0.019 

0.061 

0.096 

0.230 

0.038 

0.088 

0.792 

1.355 

0.346 

0.514 

0.062 

0.180 

0.010 

0.027 

0.086 

0.093 

0.012 

0.012 

0.510 

0.548 



0.024 

0.055 

0.077 

0.119 

0.050 

0.050 

0.010 

0.035 

































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Baroli 


Barwas 


Bheemganj 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 




0822000602671900 

7.142 

Fresh 

0823000102705500 

2.271 

Fresh 

0823000502762100 

4.339 

Fresh 

0823000102708600 

4.286 

Fresh 


Beejanta 

0823000202725100 

2.035 

Fresh 

Beekaran 

0823000102700400 

1.099 

Fresh 

Beel Ka Khera 

0823000102696900 

1.897 

Fresh 

Beerampur 

0823000402743600 

4.970 

Fresh 

Bhains Khera 

0823000402744400 

4.623 

Fresh 



Bhamar 

0823000202724800 

2.306 

Fresh 

Bhan Ka Gurha 

0824001002907800 

6.719 

Fresh 

Bhandera 

0823000202724000 

5.649 

Fresh 


Bhanoli 

0822000602672000 

2.620 

Fresh 

Bhanwarkhol @ Arjunpura 

0823000202731500 

3.273 

Fresh 




0823000202721000 

2.405 

Fresh 

0823000102700600 

2.966 

Fresh 

0823000202717200 

3.059 

Fresh 

0823000502763100 

4.690 

Fresh 


Non-command 


Non-command 


Non-command 


Gudha 


Non-command 


Non-command 


Non-command 


Non-command 


Kota Barrage 


Non-command 


Dugari 


Non-command 


Non-command 


Non-command 


Bundi Ka Gothra 


Non-command 


Non-command 


Non-command 


Gudha 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Bhindi 

0823000402752200 

3.100 

Fresh 

Bhompura 

0823000202720900 

3.449 

Fresh 

Bhunwar 

0824001002908100 

7.321 

Fresh 

Biharipura 

0823000202726700 

3.480 

Fresh 

Bijetha 

0824001002908000 

6.020 

Fresh 

Bisdhari 

0823000102711500 

14.747 

Fresh 


Kota Barrage 


Non-command 


Non-command 


Non-command 


Non-command 


Gudha 


Non-command 



Bishanpura 

0823000102701400 

1.249 

Fresh 

Borda 

0823000102711800 

8.301 

Fresh 


Non-command 


Gudha 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Bhander Sandstone 

0.248 

Command 

Phyllite & Schist 

9.871 

Non-command 

Bhander Sandstone 

1.247 

Non-command 

Phyllite & Schist 

2.342 

Command 

Bhander Sandstone 

1.001 

Command 

Limestone 

0.863 

Command 

Phyllite & Schist 

3.594 

Non-command 

Bhander Sandstone 

0.432 

Non-command 

Limestone 

0.032 

Non-command 

Phyllite & Schist 

0.076 

Non-command 

Phyllite & Schist 

2.271 

Non-command 

Limestone 

0.020 

Command 

Bhander Sandstone 

0.343 

Command 

Phyllite & Schist 

3.943 

Non-command 

Phyllite & Schist 

2.035 

Non-command 

Phyllite & Schist 

1.099 

Non-command 

Phyllite & Schist 

0.046 

Non-command 

Limestone 

4.970 

Command 

Limestone 

0.134 

Non-command 

Limestone 

3.218 

Command 

Phyllite & Schist 

4.003 

Non-command 

Phyllite & Schist 

6.964 

Non-command 

Phyllite & Schist 

2.306 

Non-command 

Phyllite & Schist 

6.451 

Command 

Phyllite & Schist 

2.004 

Non-command 

Phyllite & Schist 

3.645 

Non-command 

Phyllite & Schist 

2.324 

Non-command 

Bhander Sandstone 

1.805 

Non-command 

Limestone 

1.272 

Command 

Phyllite & Schist 

1.164 

Non-command 

Phyllite & Schist 

5.553 

Non-command 

Phyllite & Schist 

1.379 

Non-command 

Phyllite & Schist 

2.966 

Non-command 

Phyllite & Schist 

3.059 

Non-command 

Bhander Sandstone 

2.878 

Non-command 

Limestone 

0.875 

Non-command 

Bhander Sandstone 

12.706 

Non-command 

Limestone 

0.479 

Command 

Older Alluvium 

2.125 

Non-command 

Phyllite & Schist 

1.025 

Non-command 

Phyllite & Schist 

2.359 

Non-command 

Phyllite & Schist 

3.480 

Non-command 

Phyllite & Schist 

3.355 

Command 

Phyllite & Schist 

0.059 

Non-command 

Bhander Sandstone 

9.127 

Non-command 

Phyllite & Schist 

2.169 

Non-command 

Phyllite & Schist 

0.006 

Command 

Bhander Sandstone 

0.318 

Command 

Phyllite & Schist 

4.648 

Non-command 

Bhander Sandstone 

2.841 

Non-command 

Phyllite & Schist 

0.420 

Command 

Limestone 

0.020 

Command 

Older Alluvium 

0.266 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

90,000 

70,000 

120 

70,000 

40,000 

120 

130,000 

100,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

80,000 

50,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

80,000 

50,000 

120 

70,000 

40,000 

120 

80,000 

50,000 

120 

90,000 

60,000 

120 

130,000 

100,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

160,000 

140,000 

120 

80,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

80,000 

60,000 

120 

160,000 

140,000 


Wells with 


MCM 

MCM 

(15) 

(16) 

0.019 

0.041 

0.715 

1.723 

0.091 

0.199 

0.168 

0.403 

0.139 

0.204 

0.120 

0.187 

0.494 

0.763 

0.058 

0.087 

0.005 

0.005 

- 

- 

0.120 

0.355 

- 

- 

0.014 

0.050 

0.178 

0.615 

0.114 

0.143 

0.101 

0.101 


0.036 

0.036 

0.198 

0.294 

0.342 

0.515 

0.150 

0.188 

0.276 

0.276 

0.120 

0.130 

0.216 

0.235 

0.168 

0.179 

0.125 

0.125 

0.114 

0.114 

0.096 

0.230 

0.470 

1.117 

0.030 

0.164 

0.250 

0.326 

0.114 

0.114 

0.058 

0.058 

0.036 

0.036 

0.048 

0.048 












































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline ) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Brahmanon Ki Jhopariyan 


Bundi (M) 


Chainpuriya 


Chak Bhawanipura 


Chatarganj 


Chipalta 


Chohra 


Dabeta 


Dakoon 


Dalelpura 


Danta 


Dara Ka Naya Gaon 


Datoonda 


Deelunda 


Dei 


Delpura 


Deo Doongri 


Deopura 


Type of Area (Command / N < 
command ) 



Non-command 


Gudha 



0823000102705800 


0823000102712400 


4.606 Fresh 


1.217 Fresh 


0823000102701000 

4.358 

Fresh 

0823000542306000 

34.705 

Fresh 

0823000102700900 

1.058 

Fresh 

0823000202716500 

2.330 

Fresh 

0823000202720800 

0.587 

Fresh 

0823000102705100 

6.207 

Fresh 



Chhabariyon Ka Naya Gaon 

0823000102698300 

9.963 

Fresh 

Chhaparda 

0823000502765400 

3.014 

Fresh 


Gudha 


Non-command 


Gudha 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Gudha 


Non-command 


Gudha 


Non-command 


Non-command 


Kota Barrage 



0823000202730800 


0823000102708200 


0823000102711600 


2.454 Fresh 


4.050 Fresh 


13.377 Fresh 


Non-command 


Non-command 



Gudha 


Non-command 



Dabla 

0823000102709400 

5.591 

Fresh 

Dablana 

0823000102710400 

13.647 

Fresh 


0823000202723500 


0823000102712600 


9.371 Fresh 


4.470 Fresh 


Gudha 


Gudha 


Non-command 


Dugari 


Non-command 


Non-command 



0823000102713300 


0823000102711700 


3.616 Fresh 


8.573 Fresh 


Gudha 


Gudha 



0823000102707600 


22.846 Fresh 



0823000502764900 

6.166 

Fresh 

0823000202723200 

29.652 

Fresh 

0823000202719300 

5.813 

Fresh 

0823000102700100 

3.520 

Fresh 

0823000202722800 

2.189 

Fresh 

0823000202725400 

5.352 

Fresh 




0823000202731000 

3.068 

Fresh 


Non-command 


Non-command 


Kota Barrage 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Limestone 

0.098 

Command 

Bhander Sandstone 

2.034 

Command 

Limestone 

0.175 

Non-command 

Bhander Sandstone 

0.351 

Non-command 

Limestone 

1.816 

Command 

Phyllite & Schist 

3.070 

Non-command 

Phyllite & Schist 

0.266 

Command 

Phyllite & Schist 

1.173 

Non-command 

Phyllite & Schist 

0.044 

Non-command 

Phyllite & Schist 

4.194 

Non-command 

Limestone 

0.002 

Non-command 

Phyllite & Schist 

1.058 

Non-command 

Phyllite & Schist 

0.162 

Non-command 

Phyllite & Schist 

0.587 

Command 

Phyllite & Schist 

3.711 

Non-command 

Phyllite & Schist 

2.496 

Command 

Phyllite & Schist 

6.683 

Non-command 

Phyllite & Schist 

1.866 

Non-command 

Phyllite & Schist 

0.243 

Command 

Limestone 

1.638 

Command 

Older Alluvium 

0.482 

Non-command 

Limestone 

0.055 

Non-command 

Bhander Sandstone 

1.563 

Non-command 

Limestone 

0.517 

Non-command 

Bhander Sandstone 

3.596 

Non-command 

Phyllite & Schist 

0.032 

Command 

Phyllite & Schist 

0.300 

Non-command 

Bhander Sandstone 

10.179 

Non-command 

Phyllite & Schist 

1.720 

Command 

Phyllite & Schist 

5.591 

Command 

Phyllite & Schist 

13.510 

Non-command 

Phyllite & Schist 

0.136 

Command 

Phyllite & Schist 

0.407 

Non-command 

Phyllite & Schist 

8.964 

Non-command 

Bhander Sandstone 

1.945 

Non-command 

Limestone 

0.173 

Non-command 

Phyllite & Schist 

0.379 

Command 

Bhander Sandstone 

2.785 

Command 

Phyllite & Schist 

0.831 

Command 

Bhander Sandstone 

0.413 

Command 

Phyllite & Schist 

0.446 

Non-command 

Bhander Sandstone 

7.008 

Non-command 

Bhander Sandstone 

9.715 

Non-command 

Phyllite & Schist 

1.267 

Command 

Older Alluvium 

3.613 

Non-command 

Phyllite & Schist 

29.652 

Non-command 

Phyllite & Schist 

5.378 

Non-command 

Phyllite & Schist 

3.520 

Non-command 

Phyllite & Schist 

2.189 

Non-command 

Bhander Sandstone 

0.203 

Non-command 

Phyllite & Schist 

5.150 

Non-command 

Bhander Sandstone 

1.376 

Non-command 

Limestone 

1.381 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

130,000 

100,000 

120 

70,000 

40,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

130,000 

100,000 

120 

180,000 

170,000 

120 

130,000 

100,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

180,000 

170,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

70,000 

40,000 

120 

80,000 

50,000 

120 

60,000 

40,000 

120 

80,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 





0.072 

0.097 

0.006 

0.006 

0.006 

0.044 

0.091 

0.419 

0.058 

0.276 

0.106 

0.442 

0.029 

0.121 

0.005 

0.005 

0.036 

0.052 

0.020 

0.020 


0.154 

0.154 

0.060 

0.060 

0.024 

0.082 

- 

- 

0.019 

0.027 

0.586 

0.895 

0.101 

0.160 

0.154 

0.440 

0.614 

1.588 

0.005 

0.013 

0.018 

0.018 

0.462 

0.500 

0.019 

0.091 

- 

0.008 

0.005 

0.022 

0.110 

0.204 

0.034 

0.068 

0.010 

0.039 

0.010 

0.044 

0.173 

0.627 

0.202 

0.202 

0.029 

0.029 

0.041 

0.171 

1.806 

4.763 

0.066 

0.604 

0.072 

0.072 

0.060 

0.223 

0.005 

0.005 

0.096 

0.096 

0.038 

0.038 

0.048 

0.048 



















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


(2) 

(3) 

(4) 

(5) 

Deori Barwa 

0823000202718500 

2.092 

Fresh 

Deroli 

0823000102705600 

3.699 

Fresh 


Fazalpura 


Gokulpura 


Goojarya Khera 


Gordhanpura 


Gorsya Ka Khera 


Gothra 


Type of Area (Command / N< 
command) 


Dewarya 

0823000202723400 

2.633 

Fresh 

Dhabhaiyon Ka Naya Gaon 

0823000102710100 

4.551 

Fresh 

Dhadhoon 

0823000202729100 

9.628 

Fresh 


Non-command 


Gudha 


Non-command 


Non-command 


Gudha 


Non-command 



Dhanao 

0823000102709200 

3.890 

Fresh 

Dheengsi 

0823000402745200 

1.925 

Fresh 


Gudha 


Kota Barrage 



Dhowara 

0823000102704500 

8.873 

Fresh 

Dodi 

0823000202723600 

5.638 

Fresh 


Dotana 

0823000402746500 

4.704 

Fresh 

Dugari 

0823000202718200 

17.321 

Fresh 


Fatehganj 

0823000202722500 

9.641 

Fresh 

Fatehpura 

0823000202724700 

3.138 

Fresh 


0823000102711900 


5.209 Fresh 


Non-command 


Non-command 


Dugari 


Non-command 


Kota Barrage 


Dugari 


Non-command 


Non-command 


Bundi Ka Gothra 


Non-command 


Gudha 


Non-command 



Gadarya 

0823000202722900 

3.111 

Fresh 

Ganeshganj 

0823000102699500 

11.690 

Fresh 

Ganeshpura 

0823000202726200 

4.364 

Fresh 

Gaonri 

0823000202721100 

4.804 

Fresh 

Gendoli Kalan 

0823000402744600 

12.289 

Fresh 

Gendoli Khurd 

0823000402744700 

7.245 

Fresh 

Gendoli Khurd Ki Jhonpariya 

0823000402744800 

6.006 

Fresh 



Gobalya 

0823000202718000 

3.699 

Fresh 

Gogpura 

0823000502765900 

4.133 

Fresh 



Gudali 


0823000102701200 

5.270 

Fresh 

0823000202724100 

4.541 

Fresh 

0823000102701300 

4.920 

Fresh 

0823000102699100 

2.369 

Fresh 

0823000102697900 

6.576 

Fresh 

0823000402744100 

5.772 

Fresh 




0823000202731400 

1.523 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kota Barrage 


Non-command 


Kota Barrage 


Non-command 


Non-command 


Kota Barrage 


Non-command 


Bundi Ka Gothra 


Non-command 


Non-command 


Non-command 


Kota Barrage 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

0.072 

Command 

Phyllite & Schist 

1.118 

Non-command 

Phyllite & Schist 

2.582 

Non-command 

Phyllite & Schist 

2.633 

Command 

Phyllite & Schist 

4.551 

Non-command 

Bhander Sandstone 

4.583 

Non-command 

Limestone 

1.513 

Non-command 

Phyllite & Schist 

2.698 

Command 

Phyllite & Schist 

4.605 

Non-command 

Phyllite & Schist 

0.168 

Command 

Bhander Sandstone 

0.157 

Command 

Limestone 

0.397 

Command 

Phyllite & Schist 

1.551 

Non-command 

Bhander Sandstone 

1.277 

Non-command 

Limestone 

0.262 

Non-command 

Phyllite & Schist 

0.616 

Command 

Phyllite & Schist 

3.890 

Command 

Limestone 

1.133 

Command 

Older Alluvium 

0.177 

Non-command 

Limestone 

0.497 

Non-command 

Phyllite & Schist 

8.873 

Command 

Phyllite & Schist 

3.685 

Non-command 

Phyllite & Schist 

1.954 

Command 

Older Alluvium 

2.646 

Command 

Phyllite & Schist 

4.654 

Non-command 

Phyllite & Schist 

12.668 

Non-command 

Phyllite & Schist 

8.002 

Command 

Phyllite & Schist 

2.145 

Non-command 

Phyllite & Schist 

0.993 

Command 

Phyllite & Schist 

1.462 

Non-command 

Bhander Sandstone 

1.224 

Non-command 

Phyllite & Schist 

1.909 

Non-command 

Phyllite & Schist 

3.111 

Non-command 

Phyllite & Schist 

1.029 

Non-command 

Phyllite & Schist 

4.364 

Non-command 

Phyllite & Schist 

4.804 

Non-command 

Limestone 

11.972 

Non-command 

Limestone 

4.377 

Command 

Limestone 

0.451 

Non-command 

Limestone 

4.616 

Command 

Limestone 

0.075 

Non-command 

Limestone 

4.682 

Non-command 

Phyllite & Schist 

3.699 

Command 

Limestone 

0.004 

Command 

Older Alluvium 

2.061 

Non-command 

Phyllite & Schist 

5.217 

Command 

Phyllite & Schist 

4.376 

Non-command 

Phyllite & Schist 

3.669 

Non-command 

Phyllite & Schist 

2.369 

Non-command 

Phyllite & Schist 

0.238 

Command 

Limestone 

0.361 

Non-command 

Limestone 

5.410 

Non-command 

Bhander Sandstone 

0.846 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

80,000 

50,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

80,000 

50,000 

120 

70,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

80,000 

60,000 

120 

160,000 

140,000 

120 

80,000 

60,000 

120 

70,000 

40,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

160,000 

140,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

70,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

80,000 

50,000 

120 

70,000 

40,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

50,000 

120 

130,000 

100,000 

120 

180,000 

170,000 

120 

70,000 

40,000 

120 

80,000 

50,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

60,000 

40,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 






0.426 

0.426 

1.152 

1.162 

0.108 

0.108 

0.138 

0.311 

0.066 

0.152 

0.010 

0.027 

0.005 

0.012 

0.010 

0.027 

0.114 

0.239 

0.005 

0.005 

0.078 

0.625 

0.168 

0.389 

0.230 

0.240 

0.439 

0.449 

0.022 

0.022 

0.202 

0.202 

- 

- 

0.158 

0.158 

0.120 

0.120 

- 

- 

0.041 

0.106 

0.547 

0.547 

0.228 

0.238 

0.163 

0.163 

0.312 

0.564 

0.038 

0.063 

0.022 

0.022 

0.266 

0.266 

0.086 

0.086 
















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Haripura @ Jawara Ki Jhopar 


Type of Area (Command / N< 
command) 



Gulkheri 

0823000502762400 

4.560 

Fresh 

Gurha 

0823000102705900 

5.502 

Fresh 



Gurha Gopalji 

0823000202725700 

4.370 

Fresh 

Gurha Sadavartian 

0823000202729600 

18.455 

Fresh 


Non-command 


Gudha 


Non-command 


Non-command 


Bundi Ka Gothra 



Gurhadeoji 

0823000202723100 

10.096 

Fresh 

Gurhamagdooka 

0823000502762800 

2.358 

Fresh 


Non-command 


Non-command 



Gurjaniyan 

0823000202719400 

3.576 

Fresh 

Haripura 

0823000102713700 

6.051 

Fresh 


Non-command 


Non-command 



0823000202719100 

3.096 

Fresh 

0823000502762900 

7.695 

Fresh 


Dugari 


Non-command 



Harna 

0823000102700300 

3.555 

Fresh 

Hindoli 

0823000102703900 

13.759 

Fresh 

Holaspura 

0823000102710300 

6.544 

Fresh 

Intunda 

0824001002907600 

13.204 

Fresh 

Jagannathpura 

0823000402744300 

5.592 

Fresh 


Jagmunda 

0823000202725500 

3.174 

Fresh 

Jahooriya 

0823000402743900 

3.570 

Fresh 

Jainiwas 

0823000102712500 

3.387 

Fresh 


Jaithal 

0823000402746700 

17.795 

Fresh 

Jajawar 

0823000202717700 

13.042 

Fresh 

Jar Ka Nayagaon 

0823000102708300 

7.762 

Fresh 


Bundi Ka Gothra 


Non-command 


Non-command 


Non-command 


Gudha 


Non-command 


Kota Barrage 


Non-command 


Non-command 


Non-command 


Gudha 


Non-command 


Kota Barrage 


Non-command 


Gudha 



Jarkhoda 

0823000202722600 

12.285 

Fresh 

Jawra 

0823000502763000 

6.590 

Fresh 


Non-command 


Non-command 


Jeewanpura 

0823000202725300 

1.988 

Fresh 

Jetpur 

0823000202730300 

4.610 

Fresh 


Non-command 


Non-command 



Kabul 

0823000102708900 

1.523 

Fresh 

Kachhola 

0823000102699600 

10.142 

Fresh 

Kachnariya 

0823000102699300 

1.354 

Fresh 

Kala Bhata 

0823000102708700 

2.574 

Fresh 


Non-command 


Gudha 


Non-command 


Non-command 


Gudha 


Kala Mai 

0823000102697100 

2.246 

Fresh 

Kalamal 

0823000202725200 

6.721 

Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Limestone 

0.084 

Non-command 

Limestone 

2.498 

Command 

Phyllite & Schist 

0.679 

Non-command 

Phyllite & Schist 

1.213 

Non-command 

Phyllite & Schist 

4.370 

Command 

Bhander Sandstone 

0.605 

Command 

Phyllite & Schist 

0.904 

Non-command 

Bhander Sandstone 

9.992 

Non-command 

Phyllite & Schist 

5.849 

Non-command 

Phyllite & Schist 

8.229 

Non-command 

Bhander Sandstone 

0.930 

Non-command 

Limestone 

0.494 

Non-command 

Phyllite & Schist 

0.017 

Non-command 

Bhander Sandstone 

2.630 

Non-command 

Limestone 

2.004 

Non-command 

Phyllite & Schist 

0.029 

Command 

Phyllite & Schist 

3.090 

Non-command 

Bhander Sandstone 

5.007 

Non-command 

Limestone 

0.247 

Command 

Phyllite & Schist 

2.220 

Non-command 

Phyllite & Schist 

3.864 

Non-command 

Phyllite & Schist 

3.555 

Non-command 

Phyllite & Schist 

13.759 

Command 

Phyllite & Schist 

6.544 

Non-command 

Phyllite & Schist 

0.630 

Command 

Limestone 

0.322 

Non-command 

Limestone 

4.729 

Non-command 

Phyllite & Schist 

3.174 

Non-command 

Limestone 

2.940 

Command 

Phyllite & Schist 

1.359 

Non-command 

Phyllite & Schist 

2.027 

Command 

Older Alluvium 

8.094 

Non-command 

Phyllite & Schist 

10.061 

Command 

Bhander Sandstone 

0.637 

Command 

Phyllite & Schist 

5.576 

Non-command 

Bhander Sandstone 

0.529 

Non-command 

Phyllite & Schist 

1.006 

Non-command 

Phyllite & Schist 

9.478 

Non-command 

Bhander Sandstone 

3.875 

Non-command 

Limestone 

0.797 

Non-command 

Phyllite & Schist 

1.988 

Non-command 

Bhander Sandstone 

1.181 

Non-command 

Phyllite & Schist 

3.370 

Command 

Limestone 

1.510 

Command 

Older Alluvium 

3.390 

Non-command 

Limestone 

0.131 

Command 

Phyllite & Schist 

1.523 

Non-command 

Phyllite & Schist 

0.039 

Non-command 

Phyllite & Schist 

0.220 

Command 

Bhander Sandstone 

0.469 

Command 

Phyllite & Schist 

2.106 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Phyllite & Schist 

6.721 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

50,000 

120 

130,000 

100,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

80,000 

50,000 

120 

60,000 

40,000 

120 

80,000 

50,000 

120 

60,000 

40,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

90,000 

60,000 

120 

130,000 

100,000 

120 

80,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

80,000 

50,000 

120 

90,000 

60,000 

120 

130,000 

100,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

50,000 

120 

80,000 

60,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

160,000 

140,000 

120 

80,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

80,000 

50,000 

120 

90,000 

60,000 

120 

130,000 

100,000 

120 

80,000 

50,000 

120 

60,000 

40,000 

120 

80,000 

50,000 

120 

80,000 

60,000 

120 

160,000 

140,000 

120 

80,000 

60,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

80,000 

50,000 


Wells with 


MCM 

MCM 

(15) 

(16) 

0.012 

0.012 

0.084 

0.084 

0.024 

0.032 

0.038 

0.063 

0.120 

0.197 

0.010 

0.010 

0.012 

0.012 

0.125 

0.132 

0.096 

0.106 

0.252 

1.049 

0.058 

0.058 

0.048 

0.048 

- 

- 

0.048 

0.062 

0.038 

0.055 

- 

- ! 

0.078 

0.174 

0.115 

0.115 

0.012 

0.012 

0.134 

0.168 

0.235 

0.294 

0.355 

0.363 

1.051 

1.353 

0.154 

0.389 

0.030 

0.047 










































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


8.788 Fresh 


( 6 ) 


Bundi Ka Gothra 


Non-command 



Kalmiya 

0823000202727300 

5.868 

Fresh 

Kanjri Silor 

0823000502755300 

6.449 

Fresh 

Karadkheri 

0823000102704900 

2.325 

Fresh 

Kareeri 

0823000202720700 

5.194 

Fresh 

Karwala KiJhonparyan 

0823000402746200 

8.145 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Kota Barrage 



Kedara Ki Jhopdiyan 

0823000202728600 

4.270 

Fresh 

Kesarpura 

0823000502763400 

3.756 

Fresh 


Non-command 


Non-command 


Kota Barrage 



Khajoora 

0823000202727200 

5.081 

Fresh 

Khajoori 

0823000202726500 

12.670 

Fresh 

Khanika @ Deopura 

0823000202729000 

2.643 

Fresh 

Khanpura 

0823000202718400 

5.444 

Fresh 

Kharibara 

0823000502763300 

3.040 

Fresh 

Khatawada 

0823000102709800 

2.484 

Fresh 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Gudha 


Non-command 


Gudha 


Khatiyari 

0823000502762500 

3.039 

Fresh 

Khatkar 

0823000502762700 

11.513 

Fresh 


Non-command 


Kota Barrage 



Kheri 

0823000202728700 

3.252 

Fresh 

Khohra Kalan 

0824001002913500 

3.229 

Fresh 

Khohran Khurd 

0824001002907900 

1.473 

Fresh 

Khori 

0823000202717100 

2.816 

Fresh 

Khuri 

0823000202728800 

5.182 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Kishanganj 


0823000202729200 


1.992 Fresh 


Non-command 


Non-command 


Kolahera 

0823000202723000 

5.431 

Fresh 

Korkiya Balaji 

0823000402746300 

5.344 

Fresh 


Non-command 


Kota Barrage 



Korma 

0823000202717300 

10.474 

Fresh 

Kothi 

0823000102711100 

4.012 

Fresh 


Kuwagaon 

0823000402743800 

7.646 

Fresh 

Lachhmipura 

0823000402750600 

1.666 

Fresh 

Lamba Barda 

0823000202729400 

4.661 

Fresh 


Non-command 


Non-command 


Bundi Ka Gothra 


Non-command 


Non-command 


Kota Barrage 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Phyllite & Schist 

0.381 

Non-command 

Bhander Sandstone 

5.382 

Non-command 

Phyllite & Schist 

1.368 

Non-command 

Phyllite & Schist 

3.080 

Non-command 

Limestone 

0.077 

Non-command 

Phyllite & Schist 

2.325 

Non-command 

Phyllite & Schist 

4.011 

Command 

Limestone 

1.029 

Command 

Older Alluvium 

3.995 

Non-command 

Limestone 

0.078 

Non-command 

Phyllite & Schist 

4.270 

Command 

Limestone 

0.450 

Command 

Older Alluvium 

0.359 

Non-command 

Limestone 

2.877 

Non-command 

Older Alluvium 

0.057 

Non-command 

Bhander Sandstone 

4.486 

Non-command 

Limestone 

4.423 

Non-command 

Phyllite & Schist 

4.609 

Non-command 

Phyllite & Schist 

12.670 

Non-command 

Phyllite & Schist 

2.643 

Non-command 

Phyllite & Schist 

0.308 

Non-command 

Limestone 

1.898 

Command 

Phyllite & Schist 

2.252 

Non-command 

Phyllite & Schist 

0.232 

Command 

Bhander Sandstone 

1.232 

Command 

Phyllite & Schist 

1.040 

Non-command 

Limestone 

0.019 

Command 

Limestone 

1.623 

Command 

Older Alluvium 

0.191 

Non-command 

Limestone 

4.347 

Non-command 

Phyllite & Schist 

3.252 

Non-command 

Phyllite & Schist 

0.060 

Non-command 

Phyllite & Schist 

0.116 

Non-command 

Phyllite & Schist 

2.816 

Non-command 

Bhander Sandstone 

2.238 

Non-command 

Limestone 

0.354 

Non-command 

Phyllite & Schist 

2.284 

Command 

Limestone 

1.298 

Command 

Older Alluvium 

2.117 

Non-command 

Limestone 

0.658 

Non-command 

Bhander Sandstone 

0.933 

Non-command 

Phyllite & Schist 

0.777 

Non-command 

Phyllite & Schist 

5.431 

Command 

Limestone 

0.103 

Command 

Older Alluvium 

4.414 

Non-command 

Limestone 

0.120 

Non-command 

Phyllite & Schist 

10.328 

Command 

Phyllite & Schist 

2.511 

Non-command 

Phyllite & Schist 

1.066 

Non-command 

Limestone 

6.125 

Command 

Older Alluvium 

0.012 

Non-command 

Bhander Sandstone 

0.875 

Non-command 

Phyllite & Schist 

3.786 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

80,000 

50,000 

120 

60,000 

40,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

130,000 

100,000 

120 

70,000 

40,000 

120 

80,000 

50,000 

120 

80,000 

60,000 

120 

160,000 

140,000 

120 

80,000 

60,000 

120 

80,000 

50,000 

120 

130,000 

100,000 

120 

180,000 

170,000 

120 

130,000 

100,000 

120 

180,000 

170,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

130,000 

100,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

180,000 

170,000 

120 

130,000 

100,000 

120 

80,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

130,000 

100,000 

120 

180,000 

170,000 

120 

130,000 

100,000 

120 

60,000 

40,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

60,000 

120 

160,000 

140,000 

120 

80,000 

60,000 

120 

80,000 

50,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

80,000 

60,000 

120 

160,000 

140,000 

120 

60,000 

40,000 

120 

80,000 

50,000 



Tube Wells with 
Wells Pumpset 



0.019 

0.019 

0.014 

0.014 

0.150 

0.313 

0.492 

0.761 

0.090 

0.186 

0.024 

0.034 

0.060 

0.091 

0.134 

0.327 

0.014 

0.031 

0.024 

0.046 

0.024 

0.041 
























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


(2) 

(3) 

(4) 

(5) 

Laxmipura 

0823000202719000 

2.980 

Fresh 

Leelda 

0823000202725600 

1.827 

Fresh 

Lodha Ki Jhonpariyan 

0823000102710200 

4.162 

Fresh 

Lohli 

0823000402744500 

1.761 

Fresh 


Type of Area (Command / N< 
command) 



Luhari Kalan 

0824001002908200 

16.887 

Fresh 

Luhariya 

0823000102704200 

2.000 

Fresh 

Luharpura 

0823000202729900 

2.822 

Fresh 


Mahaveerpura 

0823000202717600 

3.376 

Fresh 

Malera 

0823000202722700 

4.190 

Fresh 

Manak Chowk 

0823000202729800 

9.165 

Fresh 


Dugari 


Non-command 


Gudha 


Kota Barrage 


Non-command 


Kota Barrage 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Mandpur 


Mangli Kalan 


Mangli Khurd 


0823000202730700 


0823000102705200 


4.333 Fresh 


Non-command 



4.066 Fresh Gudha 


Manpura 

0823000202724900 

2.611 

Fresh 

Maran 

0823000202724600 

3.777 

Fresh 


Menoli 


Motipura 


Non-command 


Bundi Ka Gothra 


Non-command 



Medhakpura 

0823000202725900 

2.005 

Fresh 

Meenon Ki Jhonparyan 

0823000202730400 

8.956 

Fresh 


Non-command 


Non-command 



0823000402746100 


5.235 Fresh 


Dugari 


Non-command 


Kota Barrage 



Modsa 

0823000202726000 

13.405 

Fresh 

Mohabbatpura 

0823000202725800 

2.351 

Fresh 

Moondli 

0823000202724300 

3.542 

Fresh 



0823000102700500 

1.895 

Fresh 

0823000202730100 

7.330 

Fresh 


Non-command 


Non-command 


Non-command 


Bundi Ka Gothra 


Non-command 


Kota Barrage 


Non-command 


Non-command 


Non-command 



Mundgasa 

0823000102709900 

2.873 

Fresh 

Murdiya 

0823000202726100 

3.876 

Fresh 

Nadhahet 

0823000102713200 

6.395 

Fresh 


Gudha 


Non-command 


Gudha 



Naharganj 

0823000202721300 

9.974 

Fresh 

Nainwa (M) 

0823000242301000 

39.723 

Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Phyllite & Schist 

0.662 

Non-command 

Phyllite & Schist 

1.827 

Command 

Phyllite & Schist 

4.162 

Command 

Limestone 

0.115 

Non-command 

Limestone 

1.645 

Command 

Older Alluvium 

0.330 

Non-command 

Limestone 

2.620 

Non-command 

Older Alluvium 

0.772 

Non-command 

Phyllite & Schist 

0.310 

Non-command 

Phyllite & Schist 

2.000 

Non-command 

Bhander Sandstone 

0.915 

Non-command 

Limestone 

1.043 

Non-command 

Phyllite & Schist 

3.349 

Non-command 

Phyllite & Schist 

4.190 

Non-command 

Bhander Sandstone 

1.555 

Non-command 

Limestone 

4.079 

Non-command 

Bhander Sandstone 

0.768 

Non-command 

Limestone 

1.978 

Command 

Bhander Sandstone 

0.178 

Command 

Phyllite & Schist 

3.631 

Command 

Bhander Sandstone 

1.832 

Command 

Phyllite & Schist 

2.234 

Non-command 

Phyllite & Schist 

2.611 

Command 

Phyllite & Schist 

1.934 

Non-command 

Bhander Sandstone 

0.199 

Non-command 

Phyllite & Schist 

1.644 

Non-command 

Phyllite & Schist 

2.005 

Non-command 

Bhander Sandstone 

0.809 

Non-command 

Limestone 

3.132 

Non-command 

Phyllite & Schist 

2.223 

Command 

Phyllite & Schist 

0.189 

Non-command 

Phyllite & Schist 

0.125 

Command 

Limestone 

1.490 

Command 

Older Alluvium 

1.501 

Non-command 

Limestone 

0.630 

Non-command 

Phyllite & Schist 

13.405 

Non-command 

Phyllite & Schist 

2.351 

Command 

Phyllite & Schist 

3.225 

Non-command 

Phyllite & Schist 

0.317 

Command 

Limestone 

0.718 

Non-command 

Limestone 

1.979 

Non-command 

Phyllite & Schist 

1.895 

Non-command 

Bhander Sandstone 

1.077 

Non-command 

Limestone 

4.838 

Command 

Phyllite & Schist 

2.873 

Non-command 

Phyllite & Schist 

3.876 

Command 

Bhander Sandstone 

0.865 

Command 

Limestone 

0.714 

Command 

Phyllite & Schist 

3.998 

Non-command 

Bhander Sandstone 

0.325 

Non-command 

Limestone 

0.491 

Non-command 

Phyllite & Schist 

7.966 

Non-command 

Phyllite & Schist 

1.750 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

70,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

180,000 

170,000 

120 

130,000 

100,000 

120 

180,000 

170,000 

120 

70,000 

50,000 

120 

70,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

60,000 

40,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

60,000 

120 

160,000 

140,000 

120 

80,000 

60,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

40,000 

120 

80,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

80,000 

50,000 

120 

80,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.036 


0.222 


0.178 




0.036 

0.036 

0.020 

0.020 

0.018 

0.018 

0.072 

0.097 

0.034 

0.034 

0.054 

0.054 

0.198 

0.198 

0.186 

0.349 

0.034 

0.041 

0.108 

0.116 

0.024 

0.024 

0.072 

0.072 

0.010 

0.024 

0.202 

0.513 

0.019 

0.069 

0.019 

0.086 

0.228 

0.324 

0.114 

0.133 

0.010 

0.010 

0.096 

0.106 

0.090 

0.224 

0.010 

0.017 

0.048 

0.082 

0.036 

0.065 

0.006 

0.016 

0.006 

0.016 

0.014 

0.187 

0.034 

0.380 

0.007 

0.084 

0.366 

0.760 

0.072 

0.178 

0.216 

0.235 

0.018 

0.018 

- 

- 

0.007 

0.007 

0.187 

0.221 

0.029 

0.029 

0.156 

0.156 

0.264 

0.516 

0.108 

0.338 

0.019 

0.033 

0.014 

0.031 

0.091 

0.183 

0.010 

0.017 

0.010 

0.018 

0.156 

0.482 

0.030 

0.030 



































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Nathri 

0823000202719600 

2.349 

Fresh 

Nayagaon @ Ramganj 

0823000202731300 

1.962 

Fresh 


Non-command 


Non-command 



Nayagaon @ Ratanganj 

0823000202723300 

2.253 

Fresh 

Neem Khera 

0823000202731600 

2.926 

Fresh 



Ohari 

0823000402746600 

4.279 

Fresh 

Pandoola 

0823000202723700 

4.810 

Fresh 

Panidal 

0823000102704800 

2.224 

Fresh 

Payra 

0823000102704100 

2.051 

Fresh 

Pech Ki Baori 

0823000102697000 

4.270 

Fresh 

Peelda (Samel) 

0823000402746400 

3.063 

Fresh 


Non-command 


Non-command 


Gudha 


Non-command 


Bundi Ka Gothra 


Gudha 


Non-command 


Kota Barrage 


Dugari 


Non-command 


Non-command 


Non-command 


Kota Barrage 



Peeparwala 

0823000202727100 

3.957 

Fresh 

Phalasthooni 

0823000202724500 

5.908 

Fresh 


Non-command 


Non-command 


Phatookara 

0823000202726900 

2.749 

Fresh 

Pholai 

0823000402744000 

2.890 

Fresh 

Phuleta @ Lachhmiganj 

0823000202731200 

1.755 

Fresh 


Non-command 


Non-command 


Non-command 


Raghunathpura 


Rajpura 


Rajwas 


Ramchandraji Ka Khera 


0823000102701100 

3.284 

Fresh 

0823000102705300 

3.602 

Fresh 



0823000102710000 

2.672 

Fresh 

0823000202718300 

5.518 

Fresh 

0823000102709300 

1.069 

Fresh 

0823000502762300 

3.303 

Fresh 

0823000102709100 

3.665 

Fresh 


Non-command 


Gudha 


Non-command 


Gudha 


Non-command 


Gudha 


Non-command 


Gudha 


Ramee Ki Jhonpariyan 


Ramganj 


Ramgarh 


0823000102708100 


1.800 Fresh 


Gudha 


Non-command 



0823000202723900 


0823000202729700 


3.204 Fresh 


22.710 Fresh 


Bundi Ka Gothra 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Phyllite & Schist 

1.891 

Non-command 

Bhander Sandstone 

2.539 

Non-command 

Phyllite & Schist 

2.830 

Non-command 

Bhander Sandstone 

2.554 

Non-command 

Phyllite & Schist 

3.253 

Non-command 

Bhander Sandstone 

0.314 

Non-command 

Limestone 

5.801 

Non-command 

Phyllite & Schist 

0.038 

Non-command 

Bhander Sandstone 

1.390 

Non-command 

Limestone 

0.050 

Non-command 

Phyllite & Schist 

2.253 

Non-command 

Bhander Sandstone 

1.673 

Non-command 

Limestone 

0.367 

Command 

Phyllite & Schist 

0.288 

Non-command 

Phyllite & Schist 

7.699 

Command 

Phyllite & Schist 

0.596 

Command 

Phyllite & Schist 

1.565 

Non-command 

Phyllite & Schist 

0.041 

Command 

Older Alluvium 

3.880 

Command 

Phyllite & Schist 

4.810 

Non-command 

Phyllite & Schist 

2.224 

Non-command 

Phyllite & Schist 

2.051 

Non-command 

Phyllite & Schist 

0.004 

Command 

Limestone 

0.103 

Command 

Older Alluvium 

2.402 

Non-command 

Limestone 

0.053 

Non-command 

Older Alluvium 

0.000 

Non-command 

Bhander Sandstone 

0.955 

Non-command 

Limestone 

8.841 

Non-command 

Phyllite & Schist 

1.494 

Non-command 

Phyllite & Schist 

3.691 

Non-command 

Bhander Sandstone 

4.482 

Non-command 

Phyllite & Schist 

0.070 

Non-command 

Phyllite & Schist 

2.749 

Non-command 

Limestone 

2.431 

Non-command 

Bhander Sandstone 

1.092 

Non-command 

Limestone 

0.051 

Non-command 

Phyllite & Schist 

3.213 

Command 

Phyllite & Schist 

2.706 

Non-command 

Phyllite & Schist 

0.896 

Command 

Phyllite & Schist 

2.672 

Non-command 

Phyllite & Schist 

5.190 

Command 

Phyllite & Schist 

1.069 

Non-command 

Limestone 

0.006 

Command 

Bhander Sandstone 

0.002 

Command 

Phyllite & Schist 

3.663 

Command 

Bhander Sandstone 

0.018 

Non-command 

Bhander Sandstone 

1.328 

Non-command 

Phyllite & Schist 

0.454 

Command 

Phyllite & Schist 

0.542 

Non-command 

Phyllite & Schist 

2.662 

Non-command 

Bhander Sandstone 

11.892 

Non-command 

Limestone 

4.614 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

80,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

160,000 

140,000 

120 

80,000 

50,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

80,000 

60,000 

120 

160,000 

140,000 

120 

80,000 

60,000 

120 

160,000 

140,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

60,000 

40,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

80,000 

50,000 

120 

70,000 

40,000 

120 

130,000 

100,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.110 


0.053 


0.072 


0.149 


0.192 


0.005 


0.062 



0.062 

0.062 

0.762 

0.762 

0.126 

0.126 

0.114 

0.229 

0.182 

0.182 

0.006 

0.006 

0.072 

0.120 

0.166 

0.166 

0.038 

0.038 


0.221 

0.221 

0.110 

0.211 

0.038 

0.072 

0.115 

0.392 

0.240 

0.240 

0.058 

0.100 






















































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Ramniwas 


Rampuriya 


Rampuriya(Dhola) 


Rashali 


Ren 


Rishanda 


Sabalpura 


Sadera 


Sanwatgarh 


Sarodara 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


0823000102709700 


3.216 Fresh Gudha 


Non-command 


0823000102703700 

3.808 

Fresh 

0823000102712800 

9.731 

Fresh 



0823000402752400 

3.607 

Fresh 

0823000502763500 

10.457 

Fresh 



0823000202730900 


0823000102698700 


Rethoda 

0823000202721200 

10.743 

Fresh 

Rihana 

0823000502765100 

6.079 

Fresh 


3.678 Fresh Non-command 


12.228 Fresh 


Gudha 


Non-command 


Non-command 


Kota Barrage 



0823000102710800 


8.969 Fresh 


Rosanda 

0823000102700000 

3.892 

Fresh 

Rughnathpura 

0823000102708500 

1.337 

Fresh 


0823000202730000 


0823000202724200 



Sahaspuriya 

0823000102703500 

2.672 

Fresh 

Salawlya 

0823000102703400 

4.386 

Fresh 

Sangoda 

0823000202731100 

4.283 

Fresh 


0823000102711200 


0823000102706300 


Bundi Ka Gothra 


Non-command 


Non-command 


Gudha 


10.844 Fresh Non-command 


4.946 Fresh 


Bundi Ka Gothra 


Gudha 


Non-command 


Non-command 


Non-command 


Non-command 


10.047 Fresh Bundi Ka Gothra 


Gudha 


9.111 Fresh Non-command 


Sarsiya 

0824001002913200 

13.653 

Fresh 

Sasti 

0823000202730600 

1.852 

Fresh 




Seesola 

0823000202717500 

5.217 

Fresh 

Shahan 

0823000202726600 

6.103 

Fresh 

Shahpura 

0823000502754800 

17.548 

Fresh 

Shankarpura 

0823000102699000 

2.384 

Fresh 


Shivdanpura 

0823000202726800 

4.934 

Fresh 

Shivpura 

0823000202728900 

4.284 

Fresh 


Shreepura 

0823000402750700 

3.546 

Fresh 

Singhari 

0823000102703600 

3.636 

Fresh 

Siyana 

0823000102712000 

2.856 

Fresh 

Solaki Jhonpariyan 

0823000102713500 

1.477 

Fresh 


16.454 Fresh Non-command 


Non-command 


Non-command 


Non-command 


Gudha 


Non-command 


Non-command 


Non-command 


Kota Barrage 


Non-command 


Gudha 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Phyllite & Schist 

0.393 

Non-command 

Phyllite & Schist 

2.822 

Non-command 

Phyllite & Schist 

3.808 

Non-command 

Bhander Sandstone 

0.545 

Non-command 

Limestone 

6.489 

Command 

Older Alluvium 

0.009 

Command 

Limestone 

0.005 

Command 

Older Alluvium 

0.021 

Non-command 

Bhander Sandstone 

1.918 

Non-command 

Limestone 

0.851 

Command 

Phyllite & Schist 

0.843 

Non-command 

Phyllite & Schist 

0.542 

Non-command 

Phyllite & Schist 

10.743 

Command 

Limestone 

0.001 

Command 

Older Alluvium 

2.935 

Non-command 

Limestone 

0.526 

Non-command 

Older Alluvium 

1.124 

Command 

Phyllite & Schist 

2.913 

Non-command 

Phyllite & Schist 

0.359 

Non-command 

Phyllite & Schist 

1.441 

Command 

Bhander Sandstone 

1.203 

Command 

Phyllite & Schist 

0.134 

Non-command 

Bhander Sandstone 

3.666 

Non-command 

Limestone 

4.597 

Command 

Phyllite & Schist 

3.304 

Command 

Phyllite & Schist 

0.051 

Non-command 

Phyllite & Schist 

0.754 

Non-command 

Phyllite & Schist 

2.672 

Non-command 

Phyllite & Schist 

4.386 

Non-command 

Bhander Sandstone 

2.351 

Non-command 

Limestone 

0.303 

Command 

Phyllite & Schist 

3.342 

Command 

Phyllite & Schist 

0.011 

Non-command 

Bhander Sandstone 

0.174 

Non-command 

Phyllite & Schist 

0.035 

Non-command 

Phyllite & Schist 

0.001 

Non-command 

Bhander Sandstone 

1.301 

Non-command 

Limestone 

0.390 

Non-command 

Bhander Sandstone 

5.230 

Non-command 

Limestone 

0.979 

Non-command 

Phyllite & Schist 

2.725 

Non-command 

Phyllite & Schist 

5.217 

Non-command 

Phyllite & Schist 

6.103 

Non-command 

Bhander Sandstone 

0.221 

Command 

Phyllite & Schist 

1.142 

Non-command 

Phyllite & Schist 

1.242 

Non-command 

Phyllite & Schist 

4.934 

Non-command 

Bhander Sandstone 

0.068 

Non-command 

Phyllite & Schist 

4.216 

Command 

Older Alluvium 

1.795 

Non-command 

Phyllite & Schist 

3.636 

Command 

Phyllite & Schist 

2.856 

Non-command 

Bhander Sandstone 

1.149 



with 

Pumpset 


(9) (10) 


1 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

160,000 

140,000 

120 

130,000 

100,000 

120 

180,000 

170,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

80,000 

50,000 

120 

130,000 

100,000 

120 

180,000 

170,000 

120 

130,000 

100,000 

120 

180,000 

170,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

90,000 

60,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

80,000 

50,000 

120 

60,000 

40,000 

120 

80,000 

50,000 

120 

160,000 

140,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

60,000 

40,000 



Tube Wells with 
Wells Pumpset 



0.053 

0.053 

0.030 

0.030 

0.086 

0.128 

0.053 

0.078 

0.444 

1.106 



0.020 

0.042 

0.110 

0.244 

0.014 

0.031 

0.086 

0.086 

0.038 

0.204 

0.005 

0.022 

0.077 

0.077 

0.114 

0.114 

0.234 

0.253 

0.006 

0.006 

0.054 

0.054 

0.283 

0.401 

0.302 

0.378 

0.019 

0.019 

- 

- 

0.240 

0.450 



0.048 

0.048 

0.018 

0.018 

0.240 

0.355 

0.043 

0.068 

0.120 

0.187 

0.360 

0.360 

0.234 

0.426 

- 

- 

0.058 

0.142 

0.067 

0.151 

0.054 

0.102 

- 

- 

0.108 

0.194 

0.034 

0.168 

0.298 

0.516 

0.053 

0.280 

0.077 

0.178 


































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



08006054 


Soohri 

0823000102710500 

10.353 

Fresh 

Soonsadiya 

0823000202730500 

1.808 

Fresh 



Suwansara 


Swaroop Ganh 


Tahla 


Vijaigarh 


Abwar 


Achala Ji Ka Khera 


Adimalji Ka Khera 


Ajeetpura 


Akheramji Ka Khera 


Amargarh 


Amarpura 


Amli 


Babaji Ka Khera 


Bag Ki Jhoonpariya 


Bahadur Pura 


Bakhatpura 


Bakhera 


Balapura 


0823000102699200 

5.142 

Fresh 

0823000102703800 

2.134 

Fresh 

0823000202717900 

6.145 

Fresh 

0823000102700200 

2.402 

Fresh 

0823000102705700 

3.882 

Fresh 



Takla 

0823000202717800 

8.908 

Fresh 

Talab Gaon 

0823000102713900 

9.339 

Fresh 

Talwas 

0823000202731800 

26.314 

Fresh 


Gudha 


Non-command 


Bundi Ka Gothra 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Gudha 


Non-command 


Non-command 


Non-command 


Non-command 



Taradkya 

0823000102700800 

1.159 

Fresh 

Thana 

0823000102703300 

6.605 

Fresh 

Theekarda 

0823000102712700 

12.295 

Fresh 


Non-command 


Non-command 


Gudha 



Tonkra 

0823000102700700 

5.799 

Fresh 

Topa 

0823000202717400 

2.993 

Fresh 

Trishulya 

0823000102713000 

2.142 

Fresh 

Turkari 

0823000102707900 

2.159 

Fresh 


Non-command 


Non-command 


Gudha 


Gudha 



Uda Ka Khera 

0824001002907700 

2.351 

Fresh 

Uransi 

0823000202725000 

3.055 

Fresh 


0823000102703200 

7.823 

Fresh 

0823000102706600 

4.644 

Fresh 

0824001102930100 

4.536 

Fresh 

0824001002925900 

9.349 

Fresh 

0824001102939700 

1.152 

Fresh 

0824001002924600 

2.753 

Fresh 

0824001002922000 

5.805 

Fresh 

0823000102702600 

1.398 

Fresh 

0824001202944000 

2.231 

Fresh 

0824001102929700 

6.022 

Fresh 

0824001002917200 

1.598 

Fresh 

0824001002923600 

1.272 

Fresh 

0823000102707800 

1.715 

Fresh 

0824001102929400 

2.755 

Fresh 

0824001002918700 

0.601 

Fresh 

0824001002904000 

2.101 

Fresh 


Non-command 


Dugari 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Limestone 

0.187 

Non-command 

Phyllite & Schist 

0.121 

Command 

Phyllite & Schist 

10.353 

Non-command 

Bhander Sandstone 

0.039 

Non-command 

Limestone 

1.764 

Non-command 

Bhander Sandstone 

0.102 

Non-command 

Phyllite & Schist 

1.440 

Command 

Phyllite & Schist 

0.408 

Non-command 

Phyllite & Schist 

8.515 

Non-command 

Phyllite & Schist 

5.109 

Non-command 

Phyllite & Schist 

2.134 

Non-command 

Phyllite & Schist 

6.145 

Non-command 

Phyllite & Schist 

1.735 

Command 

Phyllite & Schist 

0.076 

Non-command 

Phyllite & Schist 

3.172 

Non-command 

Phyllite & Schist 

6.538 

Non-command 

Limestone 

7.949 

Non-command 

Bhander Sandstone 

5.885 

Non-command 

Limestone 

7.873 

Non-command 

Phyllite & Schist 

0.155 

Non-command 

Phyllite & Schist 

1.159 

Non-command 

Phyllite & Schist 

2.162 

Command 

Bhander Sandstone 

0.371 

Command 

Phyllite & Schist 

5.342 

Non-command 

Bhander Sandstone 

2.664 

Non-command 

Limestone 

0.955 

Non-command 

Phyllite & Schist 

2.398 

Non-command 

Phyllite & Schist 

4.556 

Non-command 

Phyllite & Schist 

1.562 

Command 

Phyllite & Schist 

2.142 

Command 

Bhander Sandstone 

0.039 

Command 

Phyllite & Schist 

0.280 

Non-command 

Bhander Sandstone 

0.598 

Non-command 

Phyllite & Schist 

1.242 

Non-command 

Phyllite & Schist 

2.046 

Command 

Phyllite & Schist 

0.092 

Non-command 

Phyllite & Schist 

2.963 

Non-command 

Phyllite & Schist 

0.435 

Non-command 

Phyllite & Schist 

4.644 

Non-command 

Phyllite & Schist 

4.536 

Non-command 

Phyllite & Schist 

9.349 

Non-command 

Phyllite & Schist 

1.015 

Non-command 

Phyllite & Schist 

2.332 

Non-command 

Phyllite & Schist 

3.943 

Non-command 

Phyllite & Schist 

1.398 

Non-command 

Phyllite & Schist 

0.856 

Non-command 

Phyllite & Schist 

4.655 

Non-command 

Phyllite & Schist 

1.598 

Non-command 

Phyllite & Schist 

1.272 

Non-command 

Phyllite & Schist 

0.065 

Non-command 

Phyllite & Schist 

2.751 

Non-command 

Phyllite & Schist 

0.600 

Non-command 

Phyllite & Schist 

2.101 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

80,000 

50,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

80,000 

50,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

80,000 

50,000 

120 

70,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

80,000 

50,000 

120 

70,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

40,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 



MCM 

MCM 

(15) 

(16) 

0.014 

0.031 

0.010 

0.018 

0.264 

0.524 

0.005 

0.005 

0.180 

0.180 

0.005 

0.005 

0.096 

0.115 

0.029 

0.054 

0.624 

1.178 

0.130 

0.164 

0.130 

0.164 

0.216 

0.216 

0.202 

0.210 

0.005 

0.005 

0.130 

0.214 

0.270 

0.366 

0.096 

0.197 

0.048 

0.048 

0.090 

0.090 

- 

- i 

0.091 

0.099 

0.221 

0.221 

0.014 

0.050 

0.230 

0.877 

0.115 

0.389 

0.043 

0.161 

0.101 

0.387 

0.600 

0.650 

0.024 

0.024 

0.173 

0.366 

- 

- 

0.010 

0.018 

0.019 

0.033 

0.043 

0.085 

0.156 

0.164 

0.006 

0.006 

0.258 

0.268 

0.038 

0.038 

0.192 

0.192 

0.072 

0.072 

0.102 

0.102 

0.029 

0.029 

0.048 

0.048 

0.636 

0.678 

0.029 

0.029 

0.072 

0.082 

0.310 

0.358 

0.042 

0.050 

0.090 

0.090 

0.005 

0.005 

0.122 

0.122 

0.078 

0.128 

0.108 

0.108 



























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Bandha Ka Khera 


Bandi Ka Khera 


Banka 


Bankra 


Baroda 


Barodiya 


Bhootpuriya 


Bhopalgarh 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


0823000102702500 


0823000102706200 


0824001202944400 


0824001002923500 


0824001002917800 


0824001202944200 


sq.km 


(4) (5) 


2.121 Fresh 


8.463 Fresh 


7.267 Fresh 


5.605 Fresh 


8.726 Fresh 


2.468 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Beekran 

0824001102931100 

16.046 

Fresh 

Beeramata 

0824001002913300 

2.893 

Fresh 

Bei 

0824001002919600 

4.474 

Fresh 

Bhagunagar 

0824001002921600 

3.581 

Fresh 

Bhan Ka Gurha 

0824001002907800 

6.719 

Fresh 

Bharji Ka Khera 

0824001102930200 

1.311 

Fresh 

Bhat Kheri 

0824001102940100 

4.940 

Fresh 

Bhawanipura 

0823000102702200 

1.519 

Fresh 

Bheem Ka Khera 

0824001002917500 

2.090 

Fresh 

Bheempura 

0824001002923200 

1.088 

Fresh 

Bhojgarh 

0823000102706500 

8.663 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0824001002922600 

0.854 

Fresh 

0823000102702400 

1.582 

Fresh 

0824001102941200 

2.952 

Fresh 


Non-command 


Non-command 


Non-command 


Bhopalpura 

0824001002919400 

1.363 

Fresh 

Bijetha 

0824001002908000 

6.020 

Fresh 

Biletha 

0824001002913400 

8.139 

Fresh 

Bishanpura 

0823000102701400 

1.249 

Fresh 

Borkhera 

0823000102705800 

4.606 

Fresh 

Brij Ki Doongri 

0824001002918800 

1.611 

Fresh 

Chak Chhambar 

0824001002924100 

1.339 

Fresh 

Chand Kheri 

0824001002913900 

1.249 

Fresh 

Chawandiya 

0824001102929600 

1.905 

Fresh 

Chhachhiya Badola 

0824001002922800 

0.377 

Fresh 

Dalpura 

0824001002924900 

5.267 

Fresh 

Dalsingh Ji Ka Khera 

0824001102940300 

1.060 

Fresh 

Danji Ka Khera 

0824001102931600 

4.422 

Fresh 

Datoonda 

0823000102707600 

22.846 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Deo Nagar 

0824001002917900 

1.351 

Fresh 

Deogarh 

0824001102931500 

3.241 

Fresh 

Deoli Ki Noon 

0824001102931000 

3.631 

Fresh 

Deopura 

0824001102930800 

1.919 

Fresh 

Deopuriya 

0824001102929100 

0.777 

Fresh 

Devi Singhji Ka Khera 

0824001002919000 

1.830 

Fresh 

Dhamniya 

0824001102927800 

9.347 

Fresh 

Dhanwara 

0824001102940600 

8.627 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Dheganya 

0823000102706100 

6.356 

Fresh 

Dhor 

0824001002917300 

1.662 

Fresh 

Dhorela 

0824001102941100 

4.100 

Fresh 

Dudaji Ka Khera 

0824001102931300 

0.918 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

2.121 

Non-command 

Phyllite & Schist 

8.452 

Non-command 

Bhander Sandstone 

0.446 

Non-command 

Phyllite & Schist 

5.605 

Non-command 

Phyllite & Schist 

8.726 

Non-command 

Bhander Sandstone 

0.384 

Non-command 

Phyllite & Schist 

1.434 

Non-command 

Bhander Sandstone 

1.737 

Non-command 

Phyllite & Schist 

20.574 

Non-command 

Phyllite & Schist 

15.225 

Non-command 

Phyllite & Schist 

2.893 

Non-command 

Phyllite & Schist 

4.431 

Non-command 

Phyllite & Schist 

0.209 

Non-command 

Phyllite & Schist 

0.268 

Non-command 

Phyllite & Schist 

1.311 

Non-command 

Phyllite & Schist 

4.940 

Non-command 

Phyllite & Schist 

1.519 

Non-command 

Phyllite & Schist 

2.090 

Non-command 

Phyllite & Schist 

1.088 

Non-command 

Bhander Sandstone 

3.704 

Non-command 

Phyllite & Schist 

3.498 

Non-command 

Phyllite & Schist 

0.180 

Non-command 

Phyllite & Schist 

1.582 

Non-command 

Bhander Sandstone 

0.199 

Non-command 

Phyllite & Schist 

0.248 

Non-command 

Phyllite & Schist 

1.363 

Non-command 

Phyllite & Schist 

2.665 

Non-command 

Phyllite & Schist 

8.139 

Non-command 

Phyllite & Schist 

1.244 

Non-command 

Phyllite & Schist 

1.270 

Non-command 

Phyllite & Schist 

1.611 

Non-command 

Phyllite & Schist 

1.339 

Non-command 

Phyllite & Schist 

1.249 

Non-command 

Phyllite & Schist 

1.496 

Non-command 

Phyllite & Schist 

0.377 

Non-command 

Phyllite & Schist 

5.267 

Non-command 

Phyllite & Schist 

1.060 

Non-command 

Phyllite & Schist 

1.292 

Non-command 

Bhander Sandstone 

0.738 

Non-command 

Phyllite & Schist 

5.704 

Non-command 

Phyllite & Schist 

1.351 

Non-command 

Phyllite & Schist 

3.241 

Non-command 

Phyllite & Schist 

3.631 

Non-command 

Phyllite & Schist 

1.919 

Non-command 

Phyllite & Schist 

0.706 

Non-command 

Phyllite & Schist 

1.830 

Non-command 

Phyllite & Schist 

0.762 

Non-command 

Bhander Sandstone 

0.714 

Non-command 

Phyllite & Schist 

7.913 

Non-command 

Phyllite & Schist 

6.356 

Non-command 

Phyllite & Schist 

1.662 

Non-command 

Phyllite & Schist 

2.186 

Non-command 

Phyllite & Schist 

0.918 


of Tube of Wells Operational 
Wells with Days 

Pumpset 


Average Yield 

Draft 

Tube 

Wells 

Wells with 
Pumpset 

Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

MCM 

MCM 

(12) 

(13) 

(14) 

(15) 





0.005 

0.005 

0.426 

0.426 

0.426 

0.460 

0.024 

0.024 

0.144 

0.154 

0.043 

0.050 

0.528 

0.587 

0.331 

0.331 

0.090 

0.090 

0.348 

0.474 

0.018 

0.018 

0.012 

0.012 

0.036 

0.036 

0.101 

0.111 

0.082 

0.090 

0.072 

0.114 

0.174 

0.174 

0.254 

0.254 

0.240 

0.240 

0.006 

0.006 

0.086 

0.086 

- 

- 

- 

- ; 

0.198 

0.215 

0.138 

0.138 

0.636 

0.644 

0.269 

0.269 

0.038 

0.063 

0.150 

0.167 

0.030 

0.030 

0.066 

0.083 

0.101 

0.101 

0.120 

0.120 

0.132 

0.132 

0.187 

0.187 

0.043 

0.043 

0.014 

0.014 

0.120 

0.120 

0.144 

0.161 

0.072 

0.072 

0.108 

0.108 

0.086 

0.086 

0.072 

0.072 

0.084 

0.151 

0.122 

0.132 

0.034 

0.042 

0.598 

0.684 

0.062 

0.062 

0.420 

0.454 

0.122 

0.170 

0.043 

0.043 



















































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Ekalmeri 

0824001002925600 

4.819 

Fresh 

Fatehgarh 

0823000102701500 

3.021 

Fresh 

Galiya 

0824001002925200 

1.321 

Fresh 

Godpuriya 

0824001002924300 

1.768 

Fresh 

Goga Ka Khera 

0824001002914200 

2.980 

Fresh 

Gokulpura 

0823000102701200 

5.270 

Fresh 

Gopalpura 

0823000102706800 

2.576 

Fresh 

Gordhanpura 

0823000102701300 

4.920 

Fresh 

Gudha 

0824001102930700 

1.831 

Fresh 

Gurha 

0823000102705900 

5.502 

Fresh 

Gurha Nathawatan 

0823000502756300 

28.273 

Fresh 

Gurjanya 

0823000102702700 

3.472 

Fresh 

Hameeriya 

0824001102940800 

4.400 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Harjaspura 

0824001102929200 

1.742 

Fresh 

Harsalon KiJhonpariya 

0824001002923300 

2.025 

Fresh 

Hindusinghji Ki Garhi 

0824001102929000 

0.701 

Fresh 

Jagmohanpura 

0824001002921900 

1.556 

Fresh 

Jahazpuriya 

0823000102706000 

7.882 

Fresh 

Jaigarh 

0824001002923000 

0.645 

Fresh 

Jakholi Kalan 

0823000102707300 

8.633 

Fresh 

Jakholi Khurd 

0823000102707000 

2.387 

Fresh 

Jalam Ki Jhonpariyan 

0824001102940000 

9.381 

Fresh 

Jalindri 

0824001202944300 

13.044 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Jasuji Ka Khera 


Jawanpura 


Jetpura 


Jhanjhola 


Jheekali 


Jhojhar 


Jora Ji Ka Khera 


Jujarpur 


Kabri 


Kankariya Khera 


Kansya 


Karar Kheri 


Keeratpura 


Keriya 


Kesuvilas 


Kham Ka Khera 


Khaneriya 


Kheenya 


0824001102929800 

4.758 

Fresh 

0824001002921800 

2.724 

Fresh 

0823000102702300 

2.309 

Fresh 

0824001102930300 

9.103 

Fresh 

0824001002914100 

1.477 

Fresh 

0824001002919200 

1.781 

Fresh 

0824001002925700 

3.318 

Fresh 

0824001102941000 

1.867 

Fresh 

0824001002918000 

1.176 

Fresh 

0824001002923900 

3.959 

Fresh 

0824001002922500 

1.524 

Fresh 

0824001002923400 

0.534 

Fresh 

0824001102930600 

2.346 

Fresh 

0824001102928900 

0.217 

Fresh 

0824001102929300 

1.471 

Fresh 

0824001202945600 

6.011 

Fresh 

0824001102939900 

0.848 

Fresh 

0824001002914000 

1.182 

Fresh 

0823000102707400 

20.087 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Khejara 

0823000102702800 

1.353 

Fresh 

Khema Ka Khera 

0824001002918600 

2.459 

Fresh 

Kherkhata 

0823000102706700 

4.010 

Fresh 

Kheroona 

0824001002925300 

6.502 

Fresh 

Khohra Kalan 

0824001002913500 

3.229 

Fresh 

Khohran Khurd 

0824001002907900 

1.473 

Fresh 

Kishangarh 

0824001002922900 

2.111 

Fresh 

Kishanpura 

0824001002918300 

1.943 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

4.819 

Non-command 

Phyllite & Schist 

3.021 

Non-command 

Phyllite & Schist 

1.321 

Non-command 

Phyllite & Schist 

1.768 

Non-command 

Phyllite & Schist 

2.908 

Non-command 

Phyllite & Schist 

0.053 

Non-command 

Phyllite & Schist 

2.576 

Non-command 

Phyllite & Schist 

1.251 

Non-command 

Phyllite & Schist 

1.831 

Non-command 

Phyllite & Schist 

3.610 

Non-command 

Bhander Sandstone 

0.327 

Non-command 

Phyllite & Schist 

3.472 

Non-command 

Bhander Sandstone 

1.245 

Non-command 

Phyllite & Schist 

1.562 

Non-command 

Phyllite & Schist 

0.107 

Non-command 

Phyllite & Schist 

2.025 

Non-command 

Phyllite & Schist 

0.701 

Non-command 

Phyllite & Schist 

1.522 

Non-command 

Phyllite & Schist 

7.882 

Non-command 

Phyllite & Schist 

0.601 

Non-command 

Phyllite & Schist 

8.633 

Non-command 

Phyllite & Schist 

2.387 

Non-command 

Phyllite & Schist 

2.612 

Non-command 

Bhander Sandstone 

0.835 

Non-command 

Phyllite & Schist 

3.635 

Non-command 

Phyllite & Schist 

4.660 

Non-command 

Phyllite & Schist 

2.687 

Non-command 

Phyllite & Schist 

2.309 

Non-command 

Phyllite & Schist 

9.103 

Non-command 

Phyllite & Schist 

1.477 

Non-command 

Phyllite & Schist 

1.781 

Non-command 

Phyllite & Schist 

3.318 

Non-command 

Phyllite & Schist 

0.458 

Non-command 

Phyllite & Schist 

1.176 

Non-command 

Phyllite & Schist 

3.959 

Non-command 

Phyllite & Schist 

1.523 

Non-command 

Phyllite & Schist 

0.534 

Non-command 

Phyllite & Schist 

2.346 

Non-command 

Phyllite & Schist 

0.217 

Non-command 

Phyllite & Schist 

1.223 

Non-command 

Bhander Sandstone 

0.091 

Non-command 

Phyllite & Schist 

0.188 

Non-command 

Phyllite & Schist 

1.182 

Non-command 

Bhander Sandstone 

2.473 

Non-command 

Phyllite & Schist 

14.263 

Non-command 

Phyllite & Schist 

1.353 

Non-command 

Phyllite & Schist 

2.459 

Non-command 

Phyllite & Schist 

4.010 

Non-command 

Phyllite & Schist 

6.502 

Non-command 

Phyllite & Schist 

3.169 

Non-command 

Phyllite & Schist 

1.357 

Non-command 

Phyllite & Schist 

1.566 

Non-command 

Phyllite & Schist 

1.943 



Number 
of Wells 
with 

Pumpset 

Number of 
Operational 
Days 

Average Yield 



Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(10) 

(IV 

(12) 

(13) 

2 

120 

70,000 

50,000 

55 

120 

70,000 

40,000 

7 

120 

70,000 

50,000 

15 

120 

70,000 

50,000 

13 

120 

70,000 

50,000 

1 

120 

70,000 

40,000 

16 

120 

70,000 

40,000 

11 

120 

70,000 

40,000 

10 

120 

80,000 

60,000 

24 

120 

70,000 

40,000 

- 

120 

90,000 

60,000 

16 

120 

70,000 

40,000 

8 

120 

70,000 

40,000 

10 

120 

80,000 

60,000 

5 

120 

80,000 

60,000 

7 

120 

70,000 

50,000 

- 

120 

80,000 

60,000 

16 

120 

70,000 

50,000 

20 

120 

70,000 

40,000 

3 

120 

70,000 

50,000 

26 

120 

70,000 

40,000 

29 

120 

70,000 

40,000 

6 

120 

80,000 

60,000 

2 

120 

70,000 

40,000 

11 

120 

80,000 

60,000 

63 

120 

80,000 

60,000 

10 

120 

70,000 

50,000 

19 

120 

70,000 

40,000 

88 

120 

80,000 

60,000 

42 

120 

70,000 

50,000 

28 

120 

70,000 

50,000 

12 

120 

70,000 

50,000 

4 

120 

80,000 

60,000 

17 

120 

70,000 

50,000 

28 

120 

70,000 

50,000 

15 

120 

70,000 

50,000 

14 

120 

70,000 

50,000 

15 

120 

80,000 

60,000 

! 

120 

80,000 

60,000 

7 

120 

80,000 

60,000 

- 

120 

70,000 

40,000 

1 

120 

80,000 

60,000 

7 

120 

70,000 

50,000 

16 

120 

60,000 

40,000 

93 

120 

70,000 

40,000 

26 

120 

70,000 

40,000 

6 

120 

70,000 

50,000 

72 

120 

70,000 

40,000 

14 

120 

70,000 

50,000 

52 

120 

70,000 

50,000 

15 

120 

70,000 

50,000 

14 

120 

70,000 

50,000 

17 

120 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.012 

0.012 

0.264 

0.264 

0.042 

0.042 

0.090 

0.090 

0.078 

0.078 

0.005 

0.005 

0.077 

0.077 

0.053 

0.053 

0.072 

0.072 

0.115 

0.182 

- 

- 

0.077 

0.077 

0.038 

0.038 

0.072 

0.072 

0.036 

0.036 

0.042 

0.042 

- 

- 

0.096 

0.096 

0.096 

0.096 

0.018 

0.018 

0.125 

0.125 

0.139 

0.139 

0.043 

0.043 

0.010 

0.010 

0.079 

0.079 

0.454 

0.454 

0.060 

0.094 

0.091 

0.099 

0.634 

0.634 

0.252 

0.269 

0.168 

0.294 

0.072 

0.080 

0.029 

0.029 

0.102 

0.127 

0.168 

0.218 

0.090 

0.090 

0.084 

0.084 

0.108 

0.108 



0.007 

0.007 

0.042 

0.059 

0.077 

0.091 

0.446 

0.555 

0.125 

0.125 

0.036 

0.044 

0.346 

0.346 

0.084 

0.084 

0.312 

0.312 

0.090 

0.098 

0.084 

0.084 

0.102 

0.144 



















































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Lai Ka Khera 


Laxmipura 


Madhopura 


Madhu Puriya 


Mai Ka Khera 


Mala Ka Khera 


Mangtala 


Marari 


Mardiya 


Mediyan 


Meghpura 


Mewasa 


Mohanpura 


Motipura 


Mukan Garh 


Mukandpura 


Nadhawa 


Narayanpur 


Nathadand 


Nathji Ka Khera 


Nathoon 


Negarh 


Nehri 


Nrisinghgarh 


Owan 


Panna Ka Khera 


Peeploond 


Phalenda 


Raghunathpura 


Rajpura 


Ralayata 


Rama Ka Khera 


Ramchandraji Ka Khera 


Rampura 


Rampuriya 


Ramrda 


Ratangarh 


Rigardi 


Rooparel 


Rooppura 


Rooptalai 


Sadapur 


Saipeepla 


Salampura 


Sarodara 


Sarsiya 


0824001002918500 


0824001002918400 


0824001202943800 


0824001102928700 


0824001002919500 


0824001102940700 


sq.km 


(4) (5) 


1.741 Fresh 


0.889 Fresh 


3.896 Fresh 


1.479 Fresh 


0.873 Fresh 


5.313 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0824001102930000 

1.414 

Fresh 

0824001102930900 

16.118 

Fresh 

0823000102702900 

8.925 

Fresh 

0823000102706900 

2.528 

Fresh 

0824001002913600 

3.240 

Fresh 

0824001102940200 

1.409 

Fresh 

0824001002922400 

0.174 

Fresh 

0824001002926000 

2.792 

Fresh 

0824001002924700 

1.185 

Fresh 

0824001002923700 

0.958 

Fresh 

0824001102932200 

6.911 

Fresh 

0824001002924400 

0.945 

Fresh 

0823000102703100 

3.955 

Fresh 

0823000102707700 

6.717 

Fresh 


0824001002918100 

1.322 

Fresh 

0824001102929900 

6.327 

Fresh 

0824001002917100 

2.549 

Fresh 

0823000102702100 

9.122 

Fresh 

0823000102701800 

6.641 

Fresh 

0824001002923800 

0.765 

Fresh 

0823000102701900 

13.021 

Fresh 

0824001002919300 

1.541 

Fresh 

0824001002914400 

16.924 

Fresh 

0823000102701600 

4.604 

Fresh 

0823000102701100 

3.284 

Fresh 

0824001002917400 

2.345 

Fresh 

0824001102928800 

1.927 

Fresh 

0823000102701700 

1.682 

Fresh 

0824001002918200 

1.621 

Fresh 

0824001102940400 

2.162 

Fresh 

0824001002924500 

2.180 

Fresh 

0823000102707200 

1.514 

Fresh 

0824001202944100 

2.795 

Fresh 

0824001202945700 

1.620 

Fresh 

0824001002924800 

1.570 

Fresh 

0823000102702000 

2.311 

Fresh 

0824001102930400 

2.967 

Fresh 

0824001002924200 

1.565 

Fresh 

0824001102939800 

3.383 

Fresh 

0824001002921700 

3.951 

Fresh 

0824001202943900 

3.364 

Fresh 

0824001102929500 

1.176 

Fresh 

0823000102706300 

9.111 

Fresh 




0824001002913200 

13.653 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

1.741 

Non-command 

Phyllite & Schist 

0.889 

Non-command 

Phyllite & Schist 

3.896 

Non-command 

Phyllite & Schist 

1.292 

Non-command 

Phyllite & Schist 

0.873 

Non-command 

Bhander Sandstone 

3.346 

Non-command 

Phyllite & Schist 

1.077 

Non-command 

Phyllite & Schist 

1.414 

Non-command 

Phyllite & Schist 

16.118 

Non-command 

Phyllite & Schist 

8.925 

Non-command 

Phyllite & Schist 

2.528 

Non-command 

Phyllite & Schist 

3.240 

Non-command 

Phyllite & Schist 

1.409 

Non-command 

Phyllite & Schist 

0.091 

Non-command 

Phyllite & Schist 

2.792 

Non-command 

Phyllite & Schist 

1.185 

Non-command 

Phyllite & Schist 

0.958 

Non-command 

Phyllite & Schist 

0.390 

Non-command 

Phyllite & Schist 

0.945 

Non-command 

Phyllite & Schist 

3.955 

Non-command 

Bhander Sandstone 

0.000 

Non-command 

Phyllite & Schist 

0.401 

Non-command 

Phyllite & Schist 

1.322 

Non-command 

Phyllite & Schist 

6.179 

Non-command 

Phyllite & Schist 

2.511 

Non-command 

Phyllite & Schist 

9.122 

Non-command 

Phyllite & Schist 

6.641 

Non-command 

Phyllite & Schist 

0.765 

Non-command 

Phyllite & Schist 

13.021 

Non-command 

Phyllite & Schist 

1.541 

Non-command 

Phyllite & Schist 

0.390 

Non-command 

Phyllite & Schist 

4.604 

Non-command 

Phyllite & Schist 

0.072 

Non-command 

Phyllite & Schist 

2.345 

Non-command 

Phyllite & Schist 

1.705 

Non-command 

Phyllite & Schist 

1.682 

Non-command 

Phyllite & Schist 

1.621 

Non-command 

Phyllite & Schist 

1.262 

Non-command 

Phyllite & Schist 

2.145 

Non-command 

Phyllite & Schist 

1.514 

Non-command 

Phyllite & Schist 

2.692 

Non-command 

Bhander Sandstone 

1.004 

Non-command 

Phyllite & Schist 

1.570 

Non-command 

Phyllite & Schist 

2.311 

Non-command 

Phyllite & Schist 

2.967 

Non-command 

Phyllite & Schist 

1.565 

Non-command 

Phyllite & Schist 

0.333 

Non-command 

Phyllite & Schist 

0.308 

Non-command 

Phyllite & Schist 

3.364 

Non-command 

Phyllite & Schist 

0.294 

Non-command 

Bhander Sandstone 

1.373 

Non-command 

Phyllite & Schist 

6.212 

Non-command 

Phyllite & Schist 

1.810 


Number 
of Wells 
with 

Pumpset 

Number of 
Operational 
Days 

Average Yield 



Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(10) 

(IV 

(12) 

(13) 

31 

120 

70,000 

50,000 

19 

120 

70,000 

50,000 

28 

120 

80,000 

60,000 

20 

120 

80,000 

60,000 

52 

120 

70,000 

50,000 

19 

120 

70,000 

40,000 

6 

120 

80,000 

60,000 

8 

120 

80,000 

60,000 

129 

120 

80,000 

60,000 

32 

120 

70,000 

40,000 

37 

120 

70,000 

40,000 

57 

120 

70,000 

50,000 

9 

120 

80,000 

60,000 

7 

120 

70,000 

50,000 

7 

120 

70,000 

50,000 

11 

120 

70,000 

50,000 

25 

120 

70,000 

50,000 

4 120 

80,000 

60,000 

2 

120 

70,000 

50,000 

10 

120 

70,000 

40,000 

120 

60,000 

40,000 

5 

120 

70,000 

40,000 

21 

120 

70,000 

50,000 

10 

120 

80,000 

60,000 

68 

120 

70,000 

50,000 

114 

120 

70,000 

40,000 

54 

120 

70,000 

40,000 

12 

120 

70,000 

50,000 

248 

120 

70,000 

40,000 

22 

120 

70,000 

50,000 

5 

120 

70,000 

50,000 

69 

120 

70,000 

40,000 

1 

120 

70,000 

40,000 

25 

120 

70,000 

50,000 

12 

120 

80,000 

60,000 

17 

120 

70,000 

40,000 

18 

120 

70,000 

50,000 

12 

120 

80,000 

60,000 

18 

120 

70,000 

50,000 

18 

120 

70,000 

40,000 

27 

120 

80,000 

60,000 

1 

120 

70,000 

40,000 

24 

120 

70,000 

50,000 

16 

120 

70,000 

40,000 

2 

120 

80,000 

60,000 

60 

120 

70,000 

50,000 

1 

120 

80,000 

60,000 

1 

120 

70,000 

50,000 

32 

120 

80,000 

60,000 

2 

120 

80,000 

60,000 

1 

120 

60,000 

40,000 

6 

120 

70,000 

40,000 

24 

120 

70,000 

50,000 


Wells with 


MCM 

MCM 

(15) 

(16) 

0.186 

0.228 

0.114 

0.114 

0.202 

0.202 

0.144 

0.173 

0.312 

0.312 

0.091 

0.234 

0.043 

0.091 

0.058 

0.058 

0.929 

0.929 

0.154 

0.171 

0.178 

0.178 

0.342 

0.342 

0.065 

0.065 

0.042 

0.042 

0.042 

0.042 

0.066 

0.066 

0.150 

0.150 

0.029 

0.029 

0.012 

0.012 

0.048 

0.048 

- 

- | 

0.024 

0.024 

0.126 

0.151 

0.072 

0.072 

0.408 

0.416 

0.547 

0.555 

0.259 

0.259 

0.072 

0.072 

1.190 

1.190 

0.132 

0.149 

0.030 

0.030 

0.331 

0.331 

0.005 

0.005 

0.150 

0.158 

0.086 

0.105 

0.082 

0.082 

0.108 

0.108 

0.086 

0.086 

0.108 

0.108 

0.086 

0.086 

0.194 

0.194 

0.005 

0.013 

0.144 

0.144 

0.077 

0.077 

0.014 

0.014 

0.360 

0.360 

0.007 

0.007 

0.006 

0.014 

0.230 

0.230 

0.014 

0.014 

0.005 

0.012 

0.029 

0.046 

0.144 

0.152 
































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 



Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Sarthala 

0824001102928600 

15.105 

Fresh 

Seetla Ka Khera 

0823000102707100 

1.487 

Fresh 

Shahpura 

0823000502754800 

17.548 

Fresh 

Shakar Garh 

0824001002918900 

11.076 

Fresh 

Shaktaji Ka Khera 

0824001102930500 

3.723 

Fresh 

Sherpura 

0824001002925100 

1.604 

Fresh 

Shivgarh 

0824001002913700 

1.165 

Fresh 

Shivpura 

0824001002917600 

1.294 

Fresh 

Shobhaji Ka Khera 

0824001002925500 

2.358 

Fresh 

Shyampura 

0824001102940900 

14.664 

Fresh 


Type of Area (Command / Nor 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Subhas Nagar 


Sujanpura 


Tahla 


Takhatji Ka Khera 


Taloda 


Teekhi 


Teethoda (jageer) 


Thana 


Tola 


Undaron Ka Khera 


0824001002914300 

0.284 

Fresh 

0824001002924000 

4.032 

Fresh 

0823000102705700 

3.882 

Fresh 

0824001002925800 

0.453 

Fresh 

0824001102931200 

2.207 

Fresh 

0823000102703000 

3.423 

Fresh 

0824001002917700 

2.589 

Fresh 

0824001202946100 

2.276 

Fresh 

0824001002925400 

4.630 

Fresh 

0823000102703300 

6.605 

Fresh 

0824001002913800 

3.050 

Fresh 

0824001102940500 

4.636 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


08007055 


Urna 

0824001002925000 

4.126 

Fresh 

Utharna 

0824001002923100 

2.409 

Fresh 

Vijaigarh 

0823000102703200 

7.823 

Fresh 


Achalpura 

0831000803962500 

1.760 

Fresh 

Acholi 

0831000703943900 

3.882 

Fresh 



Afzal Pura 


Ajnawar 


Ameen Pura 


Ameerpur Kheri 



Aminpur@Naya Gaon 


Amlawadaali 


Amratkheri 


Amrit Kheri 


Anandpura 


Baday 


Bajajpur 


Bajrangpura 


0831000703954700 

3.339 

Fresh 

0831000803960500 

9.301 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Bethli 


Non-command 


Non-command 


Lashi 


Sub Basin: 



0831000703950400 

1.337 

Fresh 

0831000703943200 

1.756 

Fresh 



0831000703948700 

1.532 

Fresh 

0831000803957600 

4.589 

Fresh 

0831000403893900 

2.949 

Fresh 


0831000803974300 

2.135 

Fresh 

0831000703938200 

9.830 

Fresh 

0831000803966200 

11.375 

Fresh 

0831000803975300 

5.218 

Fresh 

0831000803965900 

2.900 

Fresh 


Bala Pura 

0831000703951300 

3.640 

Fresh 

Balapura 

0831000803965200 

1.301 

Fresh 


Lashi 


Non-command 


Non-command 


Bethli 


Non-command 


Non-command 


Non-command 


Lashi 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


V 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 

Number 
of Tube 
Wells 

Number 
of Wells 
with 

Pumpset 

sq.km 


(6) 

(7) 

( 8 ) 

( 9 ) 

(10) 


Non-command 

Phyllite & Schist 

0.956 

3 

8 


Non-command 

Phyllite & Schist 

1.487 

- 

32 


Non-command 

Bhander Sandstone 

0.272 

- 

- 


Non-command 

Phyllite & Schist 

11.076 

12 

174 


Non-command 

Phyllite & Schist 

3.723 

- 

42 


Non-command 

Phyllite & Schist 

1.604 

- 

17 


Non-command 

Phyllite & Schist 

1.165 

- 

15 


Non-command 

Phyllite & Schist 

1.294 

- 

4 


Non-command 

Phyllite & Schist 

2.358 

- 

5 


Non-command 

Bhander Sandstone 

0.154 

- 

1 


Non-command 

Phyllite & Schist 

12.974 

6 

56 


Non-command 

Phyllite & Schist 

0.142 

- 

8 


Non-command 

Phyllite & Schist 

4.032 

- 

42 


Non-command 

Phyllite & Schist 

0.634 

2 

5 


Non-command 

Phyllite & Schist 

0.453 

- 

13 


Non-command 

Phyllite & Schist 

2.207 

- 

5 


Non-command 

Phyllite & Schist 

3.423 

- 

19 


Non-command 

Phyllite & Schist 

2.589 

4 

43 


Non-command 

Bhander Sandstone 

0.264 

- 

1 


Non-command 

Phyllite & Schist 

4.630 

- 

78 


Non-command 

Phyllite & Schist 

4.443 

1 

95 


Non-command 

Phyllite & Schist 

3.050 

9 

53 


Non-command 

Bhander Sandstone 

0.826 

2 

10 


Non-command 

Phyllite & Schist 

3.810 

10 

48 


Non-command 

Phyllite & Schist 

4.126 

- 

56 


Non-command 

Phyllite & Schist 

2.409 

- 

67 


Non-command 

Phyllite & Schist 

7.389 

- 

140 

Parwati 


Non-command 

Bhander Sandstone 

0.004 

- 

- 

Command 

Bhander Sandstone 

3.870 

16 

46 

Non-command 

Bhander Sandstone 

0.012 

- 

- 

Non-command 

Deccan Traps 

3.339 

2 

10 

Command 

Bhander Sandstone 

4.548 

19 

78 

Command 

Deccan Traps 

3.185 

13 

54 

Non-command 

Bhander Sandstone 

0.150 

1 

3 

Non-command 

Deccan Traps 

1.418 

6 

24 

Command 

Deccan Traps 

2.596 

13 

25 

Non-command 

Deccan Traps 

0.779 

4 

8 

Non-command 

Deccan Traps 

1.337 

3 

2 

Command 

Deccan Traps 

0.004 

- 

- 

Non-command 

Deccan Traps 

0.471 

- 

2 

Non-command 

Deccan Traps 

1.499 

- 

18 

Non-command 

Bhander Sandstone 

0.778 

2 

7 

Command 

Bhander Sandstone 

1.516 

9 

14 

Non-command 

Bhander Sandstone 

0.617 

4 

6 

Non-command 

Deccan Traps 

1.983 

3 

24 

Non-command 

Bhander Sandstone 

2.239 

1 

2 

Non-command 

Deccan Traps 

1.853 

4 

21 

Non-command 

Deccan Traps 

5.218 

- 

61 

Non-command 

Bhander Sandstone 

0.597 

- 

9 

Non-command 

Deccan Traps 

2.302 

2 

37 

Non-command 

Deccan Traps 

3.640 

3 

28 

Non-command 

Deccan Traps 

0.685 

2 

3 


Number of 
Operational 
Days 


Average Yield 

Draft 

Tube 

Wells 

Wells with 
Pumpset 

Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

MCM 

MCM 

(12) 

(13) 

(14) 

(15) 

80,000 

60,000 

0.029 

0.058 



1.044 

1.145 

0.302 

0.302 

0.102 

0.102 

0.090 

0.090 

0.024 

0.024 

0.030 

0.030 

0.005 

0.005 

0.403 

0.461 

0.048 

0.048 

0.252 

0.252 

0.024 

0.041 

0.078 

0.078 

0.036 

0.036 

0.091 

0.091 

0.258 

0.292 

0.005 

0.005 

0.468 

0.468 

0.456 

0.464 

0.318 

0.394 

0.048 

0.065 

0.346 

0.442 

0.336 

0.336 

0.402 

0.402 

0.672 

0.672 


120 

100,000 

80,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

120,000 

100,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

40,000 


0.552 

0.782 

- 

- 

0.072 

0.091 

0.749 

0.977 

0.259 

0.353 

0.029 

0.041 

0.115 

0.158 

0.120 

0.214 

0.038 

0.067 

0.014 

0.043 

- 

- 

0.014 

0.014 

0.130 

0.130 

0.067 

0.091 

0.084 

0.160 

0.036 

0.070 

0.115 

0.137 

0.024 

0.038 

0.101 

0.130 

0.293 

0.293 

0.086 

0.086 

0.178 

0.192 

0.202 

0.231 

0.014 

0.028 































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Baldeopura 


Balharpur 


Balloo Kheri 


Bambori Ghata 


Bamla 


Bamora 


0831000403888500 


0831000703939800 


0831000803964400 


0831000803959400 


0831000703956800 


0831000703944600 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


7.080 Fresh 


5.115 Fresh 


6.000 Fresh 


4.292 Fresh 


12.074 Fresh 


10.522 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bamori (Baday) 

0831000803966800 

4.968 

Fresh 

Banjari 

0831000703941200 

2.266 

Fresh 


Bansapura 


Banskhera 


Baori Khera 


Barai 


Barawada 


Bardawada 


0831000803964000 

0.528 

Fresh 

0831000803965700 

2.324 

Fresh 

0831000703944400 

1.319 

Fresh 

0831000803970300 

3.869 

Fresh 

0831000703944800 

4.823 

Fresh 

0831000803958400 

4.686 

Fresh 


0831000803965500 


2.907 Fresh 


Non-command 


Bethli 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Lashi 


Non-command 


Non-command 


Barkhera @ Baman Khoh 

0831000803975100 

2.854 

Fresh 

Barodiya 

0831000703945600 

0.655 

Fresh 

Baroni 

0831000703949700 

2.117 

Fresh 

Baroo Beh 

0832000404064300 

5.267 

Fresh 

Barpara 

0831000703949300 

0.849 

Fresh 

Barsat 

0831000803967500 

7.685 

Fresh 

Barwat Kheri 

0831000703951200 

3.870 

Fresh 

Batawada Uncha 

0831000703949500 

8.237 

Fresh 

Beedia Radi 

0831000703948800 

3.513 

Fresh 

Beel Khera 

0831000703938800 

6.698 

Fresh 

Bhagwanpura 

0831000803958600 

2.860 

Fresh 

Bhagwatpura 

0831000803963100 

1.924 

Fresh 

Bhanwar 

0831000703951600 

2.528 

Fresh 

Bhaopura 

0831000803967000 

7.789 

Fresh 

Bhaura 

0831000703940600 

2.536 

Fresh 

Bhilwara Neecha 

0831000703943100 

5.222 

Fresh 


Bilendi 


0831000803962600 


11.267 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Lashi 


Non-command 


Non-command 


Non-command 


Non-command 


Bethli 


Non-command 


Non-command 


Bindarada 


0831000703944500 

2.163 

Fresh 

0831000803961100 

4.366 

Fresh 


Non-command 


Non-command 



Bishankhera Chena 

0831000703953600 

5.924 

Fresh 

Bislai 

0831000803974900 

3.505 

Fresh 

Chachora 

0831000703945800 

5.970 

Fresh 


Non-command 


Non-command 


Non-command 


Chainpura 

0831000803974200 

1.139 

Fresh 

Chainpuriya Jageer 

0831000803961300 

4.598 

Fresh 


Non-command 


Non-command 


Chainpurya 

0831000403884500 

8.007 

Fresh 

Chandipur 

0832000404065400 

4.207 

Fresh 

Chawal Kheri 

0831000703944700 

3.829 

Fresh 

Chhabra (M) 

0831000743105000 

10.303 

Fresh 


Non-command 


Non-command 


Non-command 


Bethli 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bhander Sandstone 

4.554 

Non-command 

Bhander Sandstone 

5.115 

Non-command 

Deccan Traps 

5.982 

Non-command 

Deccan Traps 

4.292 

Non-command 

Deccan Traps 

7.286 

Non-command 

Bhander Sandstone 

4.853 

Non-command 

Deccan Traps 

5.669 

Non-command 

Deccan Traps 

0.174 

Command 

Bhander Sandstone 

2.117 

Non-command 

Bhander Sandstone 

0.149 

Non-command 

Deccan Traps 

0.528 

Non-command 

Bhander Sandstone 

2.324 

Non-command 

Bhander Sandstone 

1.319 

Non-command 

Deccan Traps 

0.048 

Non-command 

Bhander Sandstone 

4.823 

Command 

Bhander Sandstone 

1.140 

Non-command 

Bhander Sandstone 

0.001 

Non-command 

Bhander Sandstone 

1.657 

Non-command 

Deccan Traps 

1.250 

Non-command 

Deccan Traps 

2.850 

Non-command 

Deccan Traps 

0.655 

Non-command 

Deccan Traps 

2.117 

Non-command 

Deccan Traps 

1.867 

Non-command 

Deccan Traps 

0.849 

Non-command 

Deccan Traps 

7.518 

Non-command 

Deccan Traps 

3.870 

Non-command 

Deccan Traps 

8.237 

Non-command 

Deccan Traps 

3.191 

Non-command 

Bhander Sandstone 

6.121 

Command 

Bhander Sandstone 

2.854 

Non-command 

Bhander Sandstone 

1.924 

Non-command 

Deccan Traps 

2.528 

Non-command 

Deccan Traps 

0.764 

Non-command 

Bhander Sandstone 

2.536 

Command 

Deccan Traps 

0.000 

Non-command 

Deccan Traps 

0.233 

Non-command 

Bhander Sandstone 

0.344 

Non-command 

Deccan Traps 

0.237 

Non-command 

Bhander Sandstone 

2.163 

Non-command 

Bhander Sandstone 

2.292 

Non-command 

Deccan Traps 

2.074 

Non-command 

Deccan Traps 

3.984 

Non-command 

Deccan Traps 

3.505 

Non-command 

Bhander Sandstone 

0.416 

Non-command 

Deccan Traps 

5.506 

Non-command 

Deccan Traps 

1.139 

Non-command 

Bhander Sandstone 

4.203 

Non-command 

Deccan Traps 

0.010 

Non-command 

Bhander Sandstone 

2.603 

Non-command 

Deccan Traps 

0.007 

Non-command 

Bhander Sandstone 

3.829 

Command 

Bhander Sandstone 

0.215 

Non-command 

Bhander Sandstone 

10.082 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

60,000 

40,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

50,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 



0.461 

0.521 

0.173 

0.202 

0.240 

0.247 

0.317 

0.327 

0.230 

0.259 

0.024 

0.024 

0.043 

0.062 

0.691 

0.727 

0.187 

0.206 

0.137 

0.195 

0.130 

0.140 

0.252 

0.324 

0.547 

0.727 

0.422 

0.518 

0.338 

0.338 

0.091 

0.113 

0.084 

0.113 




















































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Chhatrapura 

0831000403888400 

11.214 

Fresh 

Chhipabarod (CT) 

0831000843106000 

5.937 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Lashi 



Dabari 

0831000803968700 

3.089 

Fresh 

Dangpura 

0831000703954300 

1.903 

Fresh 

Dant Ka Pani 

0831000803970100 

3.064 

Fresh 

Dara 

0831000403888600 

8.533 

Fresh 

Daulatpura 

0831000803959800 

3.713 

Fresh 

Dehri 

0831000703945700 

3.701 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Deopura 

0831000403892600 

7.859 

Fresh 

Deori Jodh 

0831000803965600 

3.009 

Fresh 

Deori Moond 

0831000803973500 

3.718 

Fresh 

Dhab Beh 

0832000404065000 

0.835 

Fresh 

Dhamdhar 

0832000404064500 

3.075 

Fresh 

Dhanwas 

0832000404067900 

3.051 

Fresh 

Dheenga Rari 

0831000703955600 

1.578 

Fresh 

Dholam 

0831000803960600 

6.205 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Lashi 


Non-command 


Lashi 



Dilod 

0831000703938900 

12.390 

Fresh 

Dohni 

0831000703944900 

3.899 

Fresh 

Gagchana 

0831000803964300 

3.266 

Fresh 

Ganeshpura 

0831000803959300 

3.575 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Ghaghonia 

0831000803959000 

6.234 

Fresh 

Ghata Kheri 

0831000703950700 

6.240 

Fresh 

Ghatta 

0831000703946100 

2.964 

Fresh 

Ghatti 

0831000703946200 

2.068 

Fresh 


Gobindpura 

0831000703950800 

2.493 

Fresh 

Gogatori 

0831000703941300 

7.805 

Fresh 


Non-command 


Non-command 


Non-command 


Bethli 


Non-command 


Non-command 


Bethli 


Non-command 



Googor 

0831000703941000 

8.790 

Fresh 

Gopal Para 

0831000703948600 

4.365 

Fresh 

Gorakhpura 

0831000703940000 

1.134 

Fresh 

Gordhan Pura 

0831000803965300 

5.814 

Fresh 


Non-command 


Non-command 


Non-command 


Lashi 


Non-command 



Gordhanpura 

0831000403893700 

4.891 

Fresh 

Gordhanpura @ Surdibah 

0831000803975200 

4.325 

Fresh 

Govind Pura 

0831000803963900 

3.947 

Fresh 

Gujar Kheri 

0831000803964900 

1.123 

Fresh 

Gul Kheri 

0831000803960100 

5.657 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bhander Sandstone 

8.336 

Command 

Bhander Sandstone 

0.179 

Command 

Deccan Traps 

3.454 

Non-command 

Bhander Sandstone 

0.017 

Non-command 

Deccan Traps 

2.288 

Non-command 

Deccan Traps 

3.089 

Non-command 

Deccan Traps 

1.903 

Non-command 

Deccan Traps 

0.107 

Non-command 

Bhander Sandstone 

5.768 

Non-command 

Deccan Traps 

3.707 

Non-command 

Bhander Sandstone 

0.103 

Non-command 

Deccan Traps 

3.598 

Non-command 

Bhander Sandstone 

5.957 

Non-command 

Bhander Sandstone 

3.009 

Non-command 

Deccan Traps 

2.434 

Non-command 

Deccan Traps 

0.835 

Non-command 

Deccan Traps 

3.075 

Non-command 

Deccan Traps 

3.051 

Non-command 

Deccan Traps 

1.578 

Command 

Bhander Sandstone 

4.534 

Non-command 

Bhander Sandstone 

1.671 

Command 

Bhander Sandstone 

0.289 

Command 

Deccan Traps 

3.473 

Non-command 

Bhander Sandstone 

1.690 

Non-command 

Deccan Traps 

1.702 

Non-command 

Bhander Sandstone 

1.314 

Non-command 

Deccan Traps 

3.870 

Non-command 

Deccan Traps 

3.259 

Non-command 

Bhander Sandstone 

0.396 

Non-command 

Deccan Traps 

3.180 

Non-command 

Bhander Sandstone 

0.005 

Non-command 

Deccan Traps 

2.372 

Non-command 

Bhander Sandstone 

6.234 

Non-command 

Deccan Traps 

6.240 

Non-command 

Deccan Traps 

1.765 

Command 

Deccan Traps 

0.001 

Non-command 

Deccan Traps 

0.638 

Non-command 

Deccan Traps 

2.493 

Command 

Bhander Sandstone 

0.269 

Non-command 

Bhander Sandstone 

2.623 

Non-command 

Deccan Traps 

0.166 

Non-command 

Bhander Sandstone 

4.660 

Non-command 

Deccan Traps 

4.175 

Non-command 

Bhander Sandstone 

1.134 

Command 

Deccan Traps 

0.003 

Non-command 

Bhander Sandstone 

3.402 

Non-command 

Deccan Traps 

2.409 

Non-command 

Bhander Sandstone 

2.539 

Non-command 

Deccan Traps 

4.325 

Non-command 

Deccan Traps 

3.947 

Non-command 

Deccan Traps 

0.005 

Non-command 

Bhander Sandstone 

0.016 

Non-command 

Deccan Traps 

5.641 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

60,000 

40,000 



Wells with 
Pumpset 


MCM 


(15) 


0.036 



0.636 

0.780 

0.122 

0.122 

0.264 

0.322 


0.979 

1.327 

0.350 

0.494 

0.108 

0.175 

0.014 

0.014 

0.154 

0.233 




















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Gundlai 


Guru Kheri 


Hafeej Pura 


Halgana 


Hana Kheri 


Hanuwat Khera 


Hinglot 


Ibrahimpur Jadeed 


lslampura@Patpari 


Jala 


Janchrora 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


0831000803957800 


0831000803959100 


0831000703951500 


0831000703939900 


0831000703955200 


0831000403894200 


0831000703943600 


sq.km 


(4) (5) 


7.835 Fresh 


5.762 Fresh 


1.668 Fresh 


3.875 Fresh 


2.592 Fresh 


4.124 Fresh 


3.190 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Lashi 


Bethli 


Non-command 



0831000703954600 


0831000703956000 


0831000703953500 


0831000703956700 


0831000703941400 


1.850 

Fresh 

4.030 

Fresh 

1.805 

Fresh 

1.693 

Fresh 

18.654 

Fresh 

6.447 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Jhanjhani 

0831000803973700 

7.588 

Fresh 

Jharanya Jageer 

0831000803961000 

4.562 

Fresh 


Non-command 


Non-command 


Jharkheri 

0831000703949100 

3.177 

Fresh 

Kabar Khoh 

0831000703954900 

2.241 

Fresh 

Kachhawan 

0831000703939200 

6.113 

Fresh 

Kadaiya Ban 

0831000703944000 

5.046 

Fresh 


Kadaiya Chhatri 

0831000703943300 

4.090 

Fresh 

Kadaiya Nohar 

0831000703945100 

7.375 

Fresh 


Non-command 


Non-command 


Non-command 


Bethli 


Non-command 


Non-command 


Non-command 


Kajlya 

0831000803964200 

4.615 

Fresh 

Kakarda 

0831000803958100 

1.707 

Fresh 


Kakarwa 


Kalpa Jageer 


Kalya Kheri 


Kandari 


Kansal 


Kanwarpura 


Kari Kheri 


Karnal Jageer 


Kami Jageer 


Kawai 


Kel Kheri 


0831000703943400 


2.754 Fresh 


Non-command 


Lashi 


Non-command 


Bethli 


Non-command 



0831000803967200 

5.687 

Fresh 

0831000703940500 

6.118 

Fresh 

0831000803970200 

14.616 

Fresh 

0831000703940400 

2.861 

Fresh 

0831000403893600 

5.012 

Fresh 

0831000703938500 

3.035 

Fresh 

0831000803963000 

6.215 

Fresh 

0831000803968400 

2.566 

Fresh 

0831000403893500 

13.172 

Fresh 

0831000703948900 

2.113 

Fresh 

0831000803960700 

1.273 

Fresh 



Kesholi 


0831000703940700 


2.930 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Lashi 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bhander Sandstone 

0.563 

Non-command 

Bhander Sandstone 

5.762 

Non-command 

Deccan Traps 

1.668 

Non-command 

Bhander Sandstone 

3.875 

Non-command 

Deccan Traps 

2.592 

Command 

Bhander Sandstone 

1.980 

Command 

Bhander Sandstone 

0.013 

Non-command 

Bhander Sandstone 

0.619 

Non-command 

Deccan Traps 

2.559 

Command 

Bhander Sandstone 

0.074 

Non-command 

Bhander Sandstone 

0.744 

Non-command 

Deccan Traps 

2.439 

Command 

Bhander Sandstone 

1.186 

Command 

Deccan Traps 

0.024 

Non-command 

Bhander Sandstone 

0.369 

Non-command 

Deccan Traps 

0.544 

Non-command 

Deccan Traps 

1.850 

Non-command 

Deccan Traps 

4.030 

Non-command 

Deccan Traps 

0.014 

Non-command 

Deccan Traps 

1.693 

Non-command 

Deccan Traps 

18.654 

Non-command 

Bhander Sandstone 

0.178 

Non-command 

Deccan Traps 

0.001 

Non-command 

Deccan Traps 

4.102 

Non-command 

Bhander Sandstone 

0.074 

Non-command 

Deccan Traps 

4.489 

Non-command 

Deccan Traps 

3.177 

Non-command 

Deccan Traps 

2.241 

Non-command 

Bhander Sandstone 

1.891 

Command 

Bhander Sandstone 

0.877 

Non-command 

Bhander Sandstone 

4.169 

Non-command 

Deccan Traps 

0.410 

Non-command 

Bhander Sandstone 

0.503 

Non-command 

Deccan Traps 

6.872 

Non-command 

Deccan Traps 

3.778 

Command 

Bhander Sandstone 

0.520 

Non-command 

Bhander Sandstone 

1.187 

Command 

Bhander Sandstone 

1.067 

Non-command 

Bhander Sandstone 

0.266 

Non-command 

Deccan Traps 

1.018 

Non-command 

Deccan Traps 

5.687 

Non-command 

Bhander Sandstone 

6.118 

Non-command 

Deccan Traps 

1.256 

Non-command 

Bhander Sandstone 

2.861 

Non-command 

Bhander Sandstone 

1.393 

Non-command 

Bhander Sandstone 

2.992 

Non-command 

Bhander Sandstone 

5.605 

Non-command 

Deccan Traps 

2.566 

Non-command 

Bhander Sandstone 

5.915 

Non-command 

Deccan Traps 

2.113 

Command 

Bhander Sandstone 

1.258 

Non-command 

Bhander Sandstone 

0.015 

Non-command 

Bhander Sandstone 

2.930 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

120,000 

100,000 

120 

60,000 

40,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

120,000 

100,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.038 


0.221 


0.014 


0.408 


0.396 


0.198 



0.072 

0.266 

0.626 

0.684 

0.144 

0.154 

0.156 

0.214 

0.216 

0.274 

1.032 

1.334 

0.043 

0.043 

0.048 

0.062 

0.374 

0.508 

0.182 

0.225 

0.019 

0.079 

0.058 

0.190 

0.072 

0.115 

0.024 

0.038 

0.043 

0.072 

0.893 

0.936 

0.120 

0.149 

0.034 

0.034 

0.144 

0.173 

0.024 

0.058 

0.132 

0.175 

0.432 

0.492 

0.154 

0.168 

0.396 

0.564 

0.209 

0.228 

0.365 

0.473 

- 

- 

0.564 

0.650 



































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Khajoori 

0831000703951900 

4.312 

Fresh 

Khajooriya 

0831000803967800 

4.493 

Fresh 

Khakra 

0831000703945300 

2.964 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Khalakpura 

0831000703951800 

3.223 

Fresh 

Khankhara 

0831000803963600 

1.177 

Fresh 


Khanpurya 

0832000404064900 

2.167 

Fresh 

Kharkhera Nathooram 

0831000703950500 

14.936 

Fresh 

Khatoli 

0831000703943800 

2.091 

Fresh 


Khejra 


Kher Khajuriya 


Kher Khera 


Kheri 


Kohri 


Koloo Khera 


Koloo Kheri 


Kotra Bhagwan 


Kotra Chamar Garh 


Kotra Khanderay 


Kotri 


Kulinjara 


Kunda Allapura 


Kunda Khera 


Kundi 


Kundi Khera 


0831000703949000 

1.083 

Fresh 

0831000803968800 

1.252 

Fresh 

0832000404064600 

5.869 

Fresh 

0831000703939500 

7.005 

Fresh 

0831000803963300 

4.103 

Fresh 


Non-command 


Lashi 


Non-command 


Non-command 


Non-command 


Bethli 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Kherkhera Gusai 

0831000703949900 

3.170 

Fresh 

Kherkhera Laxman 

0831000703955000 

5.992 

Fresh 

Kherkhera Meena 

0831000703951100 

2.284 

Fresh 

Kherla 

0831000703944300 

3.540 

Fresh 

Kherla Jageer 

0831000803962900 

3.479 

Fresh 

Kherli 

0831000703939600 

7.213 

Fresh 

Kherli Gaddiyan 

0831000403893400 

12.999 

Fresh 

Khokhai 

0831000703939700 

3.583 

Fresh 


Khopar 

0831000703944200 

1.792 

Fresh 

Kishanpura 

0831000503911000 

13.848 

Fresh 

Kishorpura 

0831000703941100 

2.091 

Fresh 



0831000803961700 

1.851 

Fresh 

0831000703939000 

5.286 

Fresh 

0831000803968200 

4.868 

Fresh 

0831000703945400 

2.418 

Fresh 

0831000803967100 

5.355 

Fresh 

0832000404068100 

10.654 

Fresh 

0831000803974000 

6.073 

Fresh 

0831000703940900 

2.889 

Fresh 

0831000803973900 

1.947 

Fresh 

0831000703956500 

6.430 

Fresh 

0831000703948400 

1.685 

Fresh 

0832000404068000 

2.745 

Fresh 

0831000703950000 

4.208 

Fresh 

0831000803965800 

2.602 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bethli 


Non-command 


Non-command 


Non-command 


Bethli 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Ladpurya 

0832000404067700 

5.162 

Fresh 

Lapakna 

0831000703953900 

3.386 

Fresh 

Laxmipura Kalan 

0831000803961600 

1.914 

Fresh 

Lodhipura 

0832000404068200 

5.312 

Fresh 

Madanpura 

0831000803974700 

1.267 

Fresh 

Madhopur 

0831000803962000 

5.839 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Deccan Traps 

2.789 

Non-command 

Bhander Sandstone 

1.876 

Non-command 

Bhander Sandstone 

2.779 

Non-command 

Deccan Traps 

0.184 

Non-command 

Deccan Traps 

2.164 

Command 

Deccan Traps 

0.908 

Non-command 

Deccan Traps 

0.269 

Non-command 

Deccan Traps 

2.167 

Non-command 

Deccan Traps 

14.708 

Command 

Bhander Sandstone 

2.074 

Non-command 

Bhander Sandstone 

0.016 

Non-command 

Deccan Traps 

1.083 

Non-command 

Deccan Traps 

1.252 

Non-command 

Deccan Traps 

5.869 

Non-command 

Bhander Sandstone 

2.093 

Non-command 

Bhander Sandstone 

3.265 

Non-command 

Deccan Traps 

0.835 

Non-command 

Deccan Traps 

3.170 

Non-command 

Deccan Traps 

5.992 

Non-command 

Deccan Traps 

2.284 

Non-command 

Bhander Sandstone 

3.540 

Non-command 

Bhander Sandstone 

3.479 

Non-command 

Bhander Sandstone 

1.060 

Non-command 

Bhander Sandstone 

9.968 

Command 

Bhander Sandstone 

1.858 

Non-command 

Bhander Sandstone 

1.725 

Non-command 

Bhander Sandstone 

1.792 

Non-command 

Bhander Sandstone 

0.000 

Command 

Bhander Sandstone 

0.745 

Non-command 

Bhander Sandstone 

1.292 

Non-command 

Bhander Sandstone 

3.784 

Non-command 

Deccan Traps 

5.311 

Non-command 

Bhander Sandstone 

1.647 

Non-command 

Bhander Sandstone 

5.148 

Non-command 

Deccan Traps 

0.042 

Non-command 

Bhander Sandstone 

2.418 

Non-command 

Deccan Traps 

5.355 

Non-command 

Deccan Traps 

2.212 

Non-command 

Deccan Traps 

6.073 

Non-command 

Bhander Sandstone 

2.889 

Non-command 

Deccan Traps 

1.947 

Non-command 

Deccan Traps 

0.402 

Non-command 

Deccan Traps 

0.000 

Non-command 

Deccan Traps 

2.532 

Non-command 

Deccan Traps 

4.105 

Non-command 

Bhander Sandstone 

1.752 

Non-command 

Deccan Traps 

0.849 

Non-command 

Deccan Traps 

3.937 

Non-command 

Deccan Traps 

3.386 

Non-command 

Bhander Sandstone 

0.226 

Non-command 

Deccan Traps 

0.236 

Non-command 

Deccan Traps 

1.267 

Non-command 

Bhander Sandstone 

0.431 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

50,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

80,000 

50,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

275,000 

250,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

60,000 

40,000 

120 

120,000 

100,000 

120 

60,000 

40,000 

120 

80,000 

50,000 

120 

60,000 

40,000 

120 

120,000 

100,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

50,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

80,000 

50,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

80,000 

50,000 

120 

60,000 

40,000 

120 

100,000 

80,000 





MCM 

MCM 

(15) 

(16) 

0.137 

0.214 

0.259 

0.379 

0.540 

0.612 

0.022 

0.022 

0.050 

0.050 

0.053 

0.233 

0.014 

0.064 

0.060 

0.060 

0.065 

0.065 

0.336 

0.509 

- 

- 

0.065 

0.084 

0.202 

0.202 

0.210 

0.210 

0.108 

0.151 

0.451 

0.595 

0.058 

0.080 

0.043 

0.053 

0.072 

0.091 

0.014 

0.033 

0.120 

0.149 

0.634 

0.742 

0.036 

0.050 

0.012 

0.239 

0.156 

0.242 

0.156 

0.242 

0.792 

0.907 

- 

- 

0.012 

0.026 

0.024 

0.053 

0.509 

0.593 

0.355 

0.434 

0.240 

0.288 

0.948 

1.135 

0.005 

0.005 

0.552 

0.624 

0.211 

0.240 

0.006 

0.006 

0.062 

0.062 

0.984 

1.272 

0.043 

0.043 

0.007 

0.007 


0.114 

0.114 

0.216 

0.274 

0.230 

0.266 

0.058 

0.065 

0.066 

0.066 

0.014 

0.024 

0.029 

0.041 

0.006 

0.006 

0.067 

0.067 




































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Madna Kheri 

0831000703955700 

4.618 

Fresh 

Mahesh Pura 

0831000703943700 

0.836 

Fresh 

Mahuwa Khera 

0831000703951700 

2.795 

Fresh 

Maloni 

0831000803962400 

11.660 

Fresh 

Mandola 

0831000803968500 

2.502 

Fresh 

Mandoo Kheri 

0831000703954000 

0.931 

Fresh 

Manpura 

0831000803973600 

8.171 

Fresh 

Masalpura 

0831000803974100 

0.754 

Fresh 

Mawasa 

0831000803958800 

5.029 

Fresh 


Type of Area (Command / N< 
command) 



Mawasa Dola 


Misroli 


Miyara 


Mohammad Pur 


Moonda Ghata 


Moondakya 


Moondki 


Moondla 


Morela 


Moreli 


Motipura 


Motipura Khurd 


Motipura@lslam Nagar 


Nagda 


Nagdi @ Shahadatpura 


Nalkheri 


0832000404064400 

7.825 

Fresh 

0831000703951000 

2.594 

Fresh 

0831000803962800 

6.584 

Fresh 

0831000803959700 

4.898 

Fresh 

0831000803964600 

3.634 

Fresh 

0831000803968600 

5.458 

Fresh 

0831000703950200 

5.090 

Fresh 

0831000803964500 

3.696 

Fresh 

0831000703939300 

2.894 

Fresh 

0831000703954200 

1.548 

Fresh 

0831000703954400 

2.584 

Fresh 

0831000403892700 

5.673 

Fresh 

0831000803962700 

6.121 

Fresh 

0831000703955400 

1.594 

Fresh 

0831000703956600 

8.264 

Fresh 

0831000703955300 

2.581 

Fresh 

0831000803960400 

5.042 

Fresh 


Nanoo Kheri 

0831000703951400 

0.881 

Fresh 

Narsinghpura 

0831000703938600 

3.688 

Fresh 

Nawab Ganj 

0831000703949800 

2.267 

Fresh 

Nawab Pura 

0831000703955500 

1.480 

Fresh 

Naya Pura 

0831000803967300 

3.179 

Fresh 

Neem Thoor 

0831000703945500 

2.031 

Fresh 


Non-command 


Bethli 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Lashi 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Lashi 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Neemkhera 

0831000703955100 

6.932 

Fresh 

Neemoda 

0831000403888700 

11.098 

Fresh 

Nipani 

0831000703949600 

1.965 

Fresh 

Nipaniya 

0831000703949400 

8.562 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Niyana 

0831000803959500 

3.246 

Fresh 

Noorpura@Nayagaon 

0831000703954100 

1.605 

Fresh 

Pacheta 

0832000404067500 

6.262 

Fresh 

Pachhar 

0831000803959900 

4.076 

Fresh 

Pachpara 

0831000703949200 

1.060 

Fresh 

Padalya 

0831000803966100 

3.473 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Pali 

0831000703953700 

1.724 

Fresh 

Panchkui 

0831000803961800 

2.296 

Fresh 

Parolya 

0831000703945200 

2.511 

Fresh 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Deccan Traps 

3.432 

Command 

Bhander Sandstone 

0.836 

Non-command 

Deccan Traps 

2.231 

Non-command 

Bhander Sandstone 

0.314 

Non-command 

Deccan Traps 

2.468 

Non-command 

Deccan Traps 

0.931 

Non-command 

Deccan Traps 

4.941 

Non-command 

Deccan Traps 

0.754 

Command 

Bhander Sandstone 

1.951 

Non-command 

Bhander Sandstone 

3.078 

Non-command 

Deccan Traps 

1.839 

Non-command 

Deccan Traps 

2.594 

Non-command 

Bhander Sandstone 

6.306 

Non-command 

Deccan Traps 

4.863 

Non-command 

Deccan Traps 

3.514 

Non-command 

Deccan Traps 

5.458 

Non-command 

Deccan Traps 

5.090 

Non-command 

Deccan Traps 

3.506 

Non-command 

Bhander Sandstone 

2.894 

Non-command 

Deccan Traps 

1.548 

Non-command 

Deccan Traps 

2.584 

Non-command 

Bhander Sandstone 

2.542 

Non-command 

Bhander Sandstone 

5.969 

Non-command 

Deccan Traps 

1.594 

Non-command 

Deccan Traps 

8.221 

Non-command 

Deccan Traps 

2.581 

Command 

Bhander Sandstone 

4.656 

Non-command 

Bhander Sandstone 

0.386 

Non-command 

Deccan Traps 

0.881 

Non-command 

Bhander Sandstone 

0.647 

Non-command 

Deccan Traps 

2.267 

Non-command 

Deccan Traps 

1.480 

Non-command 

Deccan Traps 

1.848 

Non-command 

Bhander Sandstone 

1.916 

Non-command 

Deccan Traps 

0.115 

Non-command 

Deccan Traps 

6.932 

Non-command 

Bhander Sandstone 

6.208 

Non-command 

Deccan Traps 

1.965 

Non-command 

Bhander Sandstone 

0.068 

Non-command 

Deccan Traps 

8.494 

Non-command 

Deccan Traps 

3.246 

Non-command 

Deccan Traps 

1.605 

Non-command 

Deccan Traps 

0.031 

Non-command 

Deccan Traps 

4.076 

Non-command 

Deccan Traps 

1.060 

Non-command 

Bhander Sandstone 

1.190 

Non-command 

Deccan Traps 

2.283 

Non-command 

Deccan Traps 

1.724 

Non-command 

Bhander Sandstone 

0.236 

Non-command 

Bhander Sandstone 

0.896 

Non-command 

Deccan Traps 

1.615 

Command 

Bhander Sandstone 

1.104 

Command 

Deccan Traps 

0.824 


of Tube of Wells Operational 
Wells with Days 

Pumpset 


Average Yield 




Tube 

Wells 


Ipd 


( 12 ) 


80,000 


120,000 


80,000 


100,000 


60,000 


80,000 


60,000 


60,000 


100,000 


100,000 


80,000 


80,000 


80,000 


80,000 


100,000 


100,000 


80,000 


120,000 


80,000 


80,000 


60,000 


120,000 


80,000 


80,000 


70,000 


80,000 


120,000 


80,000 


60,000 


80,000 


80,000 


60,000 


80,000 


100,000 


60,000 


80,000 


100,000 


120,000 


80,000 


100,000 


60,000 


Wells with 
Pumpset 


Ipd 


(13) 


60,000 


100,000 


60,000 


80,000 


40,000 


60,000 


40,000 


40,000 


80,000 


80,000 


50,000 


6 

120 

80,000 

60,000 

0.067 

17 

120 

100,000 

80,000 

0.108 

30 

120 

60,000 

40,000 

0.007 

32 

120 

60,000 

40,000 

0.050 

23 

120 

60,000 

40,000 

0.022 

43 

120 

80,000 

60,000 

0.077 

15 

120 

60,000 

40,000 

0.022 

56 

120 

120,000 

100,000 

0.144 

58 

120 

80,000 

60,000 

0.058 

39 

120 

80,000 

60,000 

0.067 

20 

120 

70,000 

50,000 

0.034 

4 

120 

100,000 

80,000 

0.024 


60,000 


60,000 


60,000 


80,000 


80,000 


60,000 


100,000 


60,000 


60,000 


40,000 


100,000 


60,000 


60,000 


50,000 


60,000 


100,000 


60,000 


40,000 


60,000 


50,000 


40,000 


60,000 


80,000 


40,000 


60,000 


80,000 


100,000 


60,000 


80,000 


40,000 


Wells with 
Pumpset 


MCM 


(15) 


0.382 






























































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Patla Pani 

0831000803967400 

2.534 

Fresh 

Patna 

0831000703950100 

5.795 

Fresh 

Patri 

0831000803973400 

5.555 

Fresh 

Peepal Hera 

0831000803967600 

3.333 

Fresh 


Type of Area (Command / N< 
command) 


Peepal Kheri Kulipata 

0831000703957000 

6.356 

Fresh 

Peepalkheri 

0831000803963200 

1.532 

Fresh 

Peepalya Chauki 

0831000803957900 

4.875 

Fresh 

Peepalya Jageer 

0831000703940300 

4.157 

Fresh 

Peethpur 

0831000803964800 

9.682 

Fresh 

Phaliya 

0831000803958000 

9.912 

Fresh 


Phool Baroda 

0831000803958900 

8.261 

Fresh 

Prahaladpura 

0831000803974800 

2.759 

Fresh 

Prathipura 

0832000404067800 

2.951 

Fresh 

Rain 

0831000803960900 

7.745 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Lashi 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Rajpura 


Rajpura Jageer 


Ratanpura 


0831000803965400 


0831000803958200 


4.412 Fresh 


5.391 Fresh 


Ram Nagar 

0831000803968300 

3.207 

Fresh 

Ramgarh 

0831000803974500 

1.067 

Fresh 

Rampuriya 

0831000803961200 

6.633 

Fresh 


Rampurya 

0831000703950300 

3.021 

Fresh 

Ranwa 

0831000803963400 

3.151 

Fresh 


0831000403884600 

6.144 

Fresh 

0831000803960800 

2.468 

Fresh 


Non-command 


Lashi 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Lashi 



Rawansya 

0831000803974600 

3.454 

Fresh 

Reechhra 

0831000703944100 

7.440 

Fresh 


Non-command 


Non-command 


Bethli 


Non-command 


Bethli 



Reenjha 

0831000703940100 

2.931 

Fresh 

Reenjhari 

0831000703940200 

2.418 

Fresh 

Rooppura 

0831000803958500 

5.827 

Fresh 

Salpura 

0831000403893800 

3.838 

Fresh 


Sangora 

0831000703938700 

3.865 

Fresh 

Sankha Jageer 

0831000803964700 

4.686 

Fresh 

Sarang Khera 

0831000803961500 

4.832 

Fresh 

Seejanya 

0831000803961900 

2.807 

Fresh 

Sejanpur 

0831000803975000 

7.709 

Fresh 

Semla 

0831000703950900 

3.022 

Fresh 

Semla Beh 

0832000404064800 

1.705 

Fresh 

Semli 

0831000703954500 

15.352 

Fresh 

Set Kolu 

0831000803969500 

6.729 

Fresh 


Non-command 


Non-command 


Lashi 


Lashi 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Deccan Traps 

2.104 

Non-command 

Deccan Traps 

5.732 

Non-command 

Deccan Traps 

0.029 

Non-command 

Bhander Sandstone 

0.120 

Non-command 

Deccan Traps 

2.994 

Non-command 

Deccan Traps 

0.080 

Non-command 

Bhander Sandstone 

1.532 

Non-command 

Bhander Sandstone 

4.868 

Non-command 

Bhander Sandstone 

4.157 

Non-command 

Deccan Traps 

6.411 

Command 

Bhander Sandstone 

0.185 

Non-command 

Bhander Sandstone 

9.571 

Non-command 

Bhander Sandstone 

8.261 

Non-command 

Deccan Traps 

2.759 

Non-command 

Deccan Traps 

2.951 

Non-command 

Bhander Sandstone 

0.635 

Non-command 

Deccan Traps 

7.110 

Non-command 

Bhander Sandstone 

3.783 

Non-command 

Deccan Traps 

0.619 

Command 

Bhander Sandstone 

2.924 

Non-command 

Bhander Sandstone 

1.471 

Non-command 

Deccan Traps 

1.742 

Non-command 

Deccan Traps 

1.067 

Non-command 

Bhander Sandstone 

4.861 

Non-command 

Deccan Traps 

1.771 

Non-command 

Deccan Traps 

3.021 

Non-command 

Bhander Sandstone 

0.020 

Non-command 

Deccan Traps 

3.131 

Non-command 

Bhander Sandstone 

0.018 

Command 

Bhander Sandstone 

0.153 

Command 

Deccan Traps 

2.084 

Non-command 

Deccan Traps 

0.231 

Non-command 

Deccan Traps 

3.454 

Command 

Bhander Sandstone 

0.072 

Non-command 

Bhander Sandstone 

7.368 

Command 

Bhander Sandstone 

1.140 

Command 

Deccan Traps 

0.151 

Non-command 

Bhander Sandstone 

0.154 

Non-command 

Deccan Traps 

1.108 

Non-command 

Bhander Sandstone 

2.931 

Non-command 

Bhander Sandstone 

2.418 

Command 

Bhander Sandstone 

5.827 

Command 

Bhander Sandstone 

0.080 

Non-command 

Bhander Sandstone 

2.594 

Non-command 

Bhander Sandstone 

1.237 

Non-command 

Deccan Traps 

4.686 

Non-command 

Bhander Sandstone 

1.304 

Non-command 

Bhander Sandstone 

0.235 

Non-command 

Deccan Traps 

7.406 

Non-command 

Deccan Traps 

3.022 

Non-command 

Deccan Traps 

1.705 

Non-command 

Deccan Traps 

15.352 

Non-command 

Deccan Traps 

0.030 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

80,000 

50,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

50,000 

120 

80,000 

60,000 

120 

60,000 

40,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.058 

0.058 

0.014 

0.043 

- 

- 

0.029 

0.029 

0.389 

0.403 

0.007 

0.007 

0.739 

0.895 

0.019 

0.307 

0.336 

0.451 

0.326 

0.376 

- 

- 

0.125 

0.293 

1.786 

2.422 

0.072 

0.072 

0.114 

0.114 

0.048 

0.096 

0.254 

0.571 

0.960 

1.116 

0.077 

0.091 

0.144 

0.204 

0.077 

0.113 

0.014 

0.021 

0.096 

0.118 

0.038 

0.170 

0.010 

0.039 

0.058 

0.087 



0.029 

0.041 

0.226 

0.348 

0.024 

0.038 

0.115 

0.115 

- 

- 

0.612 

0.785 

0.132 

0.161 

0.014 

0.014 

0.024 

0.024 

0.079 

0.098 

0.072 

0.072 

0.060 

0.060 

0.682 

0.910 

- 

- 

0.084 

0.134 

0.072 

0.072 

0.106 

0.156 

0.038 

0.062 

0.010 

0.010 

0.437 

0.451 

0.418 

0.437 

0.090 

0.090 

0.778 

0.807 

0.005 

0.005 
































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


08007056 


Torakhera 


Turki Para 


Udpuriya 


Udpurya 


Umar Thana 


Umariya 


Ummedpura 


Utawali 


Wazeerpura 


Yusufpura 


Amrit Kheri 


Balapura 


Banjari 


Barkhera @ Baman Khoh 


Baroo Beh 


Barsat 


Bhatgaon 


Bor Kheri 


Borkheri(Banjari) 


Chauki 


sq.km 


(4) (5) 


3.329 Fresh 



Shekhapur 

0831000703939400 

5.232 

Fresh 

Solatpura 

0831000703940800 

3.015 

Fresh 

Soni 

0831000703938400 

3.166 

Fresh 

Subhanpura@Haripura 

0831000703953800 

2.263 

Fresh 

Surajpura Khurd 

0831000803973800 

3.514 

Fresh 

Surajpura Malkarni 

0831000803969000 

2.259 

Fresh 

Taklon 

0832000404064700 

1.588 

Fresh 

Tancha 

0831000803960000 

13.526 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Lashi 


Non-command 




0831000803968900 

1.493 

Fresh 

0832000404065200 

2.716 

Fresh 

0831000803963500 

2.412 

Fresh 


Lashi 


Non-command 


Non-command 


Non-command 


Lashi 


Non-command 



0832000404067600 

8.863 

Fresh 

0831000703948500 

2.024 

Fresh 

0831000703945900 

2.802 

Fresh 

0831000803959600 

5.128 

Fresh 

0832000404065100 

1.484 

Fresh 

0831000703939100 

5.602 

Fresh 

0831000803974400 

2.361 

Fresh 

0831000803957500 

8.172 

Fresh 

0831000803964100 

4.841 

Fresh 

0831000703945000 

7.163 

Fresh 

0831000703950600 

4.106 

Fresh 

0831000803974300 

2.135 

Fresh 

0831000803965200 

1.301 

Fresh 

0831000803969200 

3.449 

Fresh 

0831000803975100 

2.854 

Fresh 

0832000404064300 

5.267 

Fresh 

0831000803967500 

7.685 

Fresh 

0831000803973300 

9.128 

Fresh 

0831000803972600 

5.799 

Fresh 

0831000803969700 

1.534 

Fresh 

0831000803969400 

1.203 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Dant Ka Pani 

0831000803970100 

3.064 

Fresh 

Deori Bhan 

0831000803972800 

3.612 

Fresh 

Deori Moond 

0831000803973500 

3.718 

Fresh 

Dhamaniya 

0831000803972900 

9.162 

Fresh 

Digod Khalsa 

0831000803965100 

8.940 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Lashi 


Non-command 



Gujar Kheri 

0831000803964900 

1.123 

Fresh 

Guradi 

0831000803969300 

3.097 

Fresh 

HandiKhoh 

0831000803968000 

1.227 

Fresh 


Non-command 


Non-command 


Non-command 


Harnawada Shahji 


0831000803972300 


17.298 Fresh 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bhander Sandstone 

1.288 

Non-command 

Deccan Traps 

0.505 

Non-command 

Bhander Sandstone 

1.629 

Non-command 

Bhander Sandstone 

3.015 

Non-command 

Bhander Sandstone 

1.148 

Non-command 

Deccan Traps 

2.263 

Non-command 

Deccan Traps 

3.514 

Non-command 

Deccan Traps 

1.133 

Non-command 

Deccan Traps 

1.588 

Command 

Bhander Sandstone 

1.999 

Non-command 

Bhander Sandstone 

9.333 

Non-command 

Deccan Traps 

2.194 

Command 

Bhander Sandstone 

5.343 

Non-command 

Bhander Sandstone 

0.004 

Non-command 

Deccan Traps 

1.421 

Non-command 

Deccan Traps 

2.330 

Command 

Deccan Traps 

0.321 

Non-command 

Bhander Sandstone 

0.009 

Non-command 

Deccan Traps 

2.082 

Non-command 

Deccan Traps 

1.451 

Non-command 

Deccan Traps 

1.549 

Non-command 

Deccan Traps 

2.402 

Non-command 

Deccan Traps 

5.128 

Non-command 

Deccan Traps 

1.484 

Non-command 

Bhander Sandstone 

5.602 

Non-command 

Deccan Traps 

2.112 

Non-command 

Bhander Sandstone 

0.172 

Non-command 

Deccan Traps 

4.822 

Non-command 

Deccan Traps 

6.998 

Non-command 

Deccan Traps 

4.106 

Non-command 

Deccan Traps 

0.152 

Non-command 

Deccan Traps 

0.615 

Non-command 

Deccan Traps 

3.449 

Non-command 

Deccan Traps 

0.003 

Non-command 

Deccan Traps 

0.226 

Non-command 

Deccan Traps 

0.167 

Non-command 

Deccan Traps 

8.680 

Non-command 

Deccan Traps 

1.560 

Non-command 

Deccan Traps 

1.534 

Non-command 

Bhander Sandstone 

0.001 

Non-command 

Deccan Traps 

1.202 

Non-command 

Deccan Traps 

2.957 

Non-command 

Deccan Traps 

3.612 

Non-command 

Deccan Traps 

1.285 

Non-command 

Deccan Traps 

9.009 

Command 

Deccan Traps 

0.037 

Non-command 

Bhander Sandstone 

0.082 

Non-command 

Deccan Traps 

1.667 

Non-command 

Deccan Traps 

1.118 

Non-command 

Deccan Traps 

3.097 

Non-command 

Bhander Sandstone 

1.166 

Non-command 

Deccan Traps 

0.061 

Non-command 

Deccan Traps 

1.708 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

50,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

80,000 

50,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

80,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

80,000 

50,000 

120 

120,000 

100,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

60,000 

40,000 



MCM 

MCM 

(15) 

(16) 

0.384 

0.408 

0.077 

0.084 

0.192 

0.235 

0.540 

0.612 

0.120 

0.149 

0.014 

0.014 

0.038 

0.038 

0.062 

0.069 

0.156 

0.156 

0.384 

0.456 

1.786 

2.122 

0.211 

0.254 

1.210 

1.402 

- 

- 

0.034 

0.034 

0.078 

0.078 

0.034 

0.048 

- 

- 

0.216 

0.302 

0.024 

0.024 

0.166 

0.185 

0.050 

0.079 

0.408 

0.588 



0.082 

0.111 

0.036 

0.036 

0.022 

0.022 

0.010 

0.010 

0.014 

0.028 

0.739 

0.739 

- 

- 

0.006 

0.006 

0.014 

0.014 

0.254 

0.283 

0.072 

0.072 

0.110 

0.124 

- 

- 

0.206 

0.220 

0.125 

0.125 

0.331 

0.331 

0.072 

0.072 

0.619 

0.619 

0.005 

0.005 

0.010 

0.010 

0.120 

0.170 

0.053 

0.067 

0.485 

0.485 

0.547 

0.559 

0.014 

0.014 

0.144 

0.144 



































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Jhanjhani 


Kachnariya Kalan 


Kajlya 


Kandari 


Khajooriya 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


0831000803973700 


0831000803973200 


0831000803964200 


0831000803970200 


0831000803967800 


(5) 


Fresh 


Fresh 


Fresh 


14.616 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Khariya 

0831000803973000 

2.910 

Fresh 

Koloo Khera 

0831000803968200 

4.868 

Fresh 

Kotra Kagla 

0832000404064200 

8.780 

Fresh 

Kunma Kheri 

0831000803972700 

4.195 

Fresh 

Ladpura 

0831000803969600 

1.564 

Fresh 

Lamba Khera 

0831000803967900 

2.990 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Laxmi Pura Khurd 

0831000803969900 

1.938 

Fresh 

Manpura 

0831000803973600 

8.171 

Fresh 

Motipura Kalan 

0831000803969100 

5.828 

Fresh 

Naya Gaon@Malkhajooriya 

0831000803965000 

4.498 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Patla Pani 

0831000803967400 

2.534 

Fresh 

Patri 

0831000803973400 

5.555 

Fresh 

Peepal Hera 

0831000803967600 

3.333 

Fresh 

Peepalya Akheraj 

0831000803969800 

0.894 

Fresh 

Peethpur 

0831000803964800 

9.682 

Fresh 

Prempura 

0831000803970000 

3.740 

Fresh 

Ram Nagar 

0831000803968300 

3.207 

Fresh 

Sejanpur 

0831000803975000 

7.709 

Fresh 

Set Kolu 

0831000803969500 

6.729 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Shripura 

0831000803973100 

2.354 

Fresh 

Surajpura Malkarni 

0831000803969000 

2.259 

Fresh 

Tandi 

0831000803968900 

1.493 

Fresh 

Uchakpura 

0831000803968100 

2.435 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


08007057 


Umariya 

0831000803974400 

2.361 

Fresh 

Utawali 

0831000803964100 

4.841 

Fresh 

Akera 

0831000303878700 

5.580 

Fresh 


Non-command 


Non-command 


Non-command 



Akeri 

0831000303870700 

0.825 

Fresh 

Amapura 

0831000303875500 

3.745 

Fresh 


Non-command 


Non-command 



Balapura 

0831000103855800 

4.710 

Fresh 

Balunda 

0831000103856500 

4.949 

Fresh 


Balwankheri 

0831000103855500 

2.676 

Fresh 

Bamla 

0831000303878100 

13.726 

Fresh 


Kota Barrage 


Kota Barrage 


Non-command 


Kota Barrage 


Non-command 



Parwan Lift 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Deccan Traps 

3.486 

Non-command 

Deccan Traps 

5.751 

Non-command 

Deccan Traps 

0.837 

Non-command 

Deccan Traps 

0.334 

Non-command 

Bhander Sandstone 

2.603 

Non-command 

Deccan Traps 

0.015 

Non-command 

Deccan Traps 

2.910 

Non-command 

Deccan Traps 

4.826 

Non-command 

Deccan Traps 

0.380 

Non-command 

Deccan Traps 

4.195 

Non-command 

Deccan Traps 

1.559 

Non-command 

Bhander Sandstone 

2.913 

Non-command 

Deccan Traps 

0.077 

Non-command 

Deccan Traps 

1.938 

Non-command 

Deccan Traps 

3.230 

Non-command 

Deccan Traps 

5.828 

Non-command 

Bhander Sandstone 

2.171 

Non-command 

Deccan Traps 

2.327 

Non-command 

Deccan Traps 

0.076 

Non-command 

Deccan Traps 

5.526 

Non-command 

Deccan Traps 

0.219 

Non-command 

Deccan Traps 

0.894 

Non-command 

Deccan Traps 

3.252 

Non-command 

Deccan Traps 

3.189 

Non-command 

Deccan Traps 

1.465 

Non-command 

Deccan Traps 

0.288 

Non-command 

Bhander Sandstone 

1.130 

Non-command 

Deccan Traps 

5.570 

Non-command 

Bhander Sandstone 

0.622 

Non-command 

Deccan Traps 

0.910 

Non-command 

Deccan Traps 

2.354 

Non-command 

Deccan Traps 

1.108 

Non-command 

Deccan Traps 

0.066 

Non-command 

Bhander Sandstone 

0.703 

Non-command 

Deccan Traps 

1.732 

Non-command 

Deccan Traps 

0.249 

Non-command 

Deccan Traps 

0.018 

Non-command 

Bhander Sandstone 

0.765 

Non-command 

Older Alluvium 

0.046 

Command 

Bhander Sandstone 

1.187 

Command 

Older Alluvium 

1.078 

Non-command 

Older Alluvium 

0.825 

Non-command 

Bhander Sandstone 

0.204 

Non-command 

Older Alluvium 

3.541 

Non-command 

Limestone 

15.544 

Non-command 

Older Alluvium 

4.909 

Command 

Limestone 

3.588 

Command 

Limestone 

1.436 

Non-command 

Limestone 

0.086 

Command 

Limestone 

2.664 

Non-command 

Limestone 

2.953 

Non-command 

Older Alluvium 

0.750 

Command 

Limestone 

0.280 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

200,000 

150,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

200,000 

150,000 

120 

150,000 

120,000 

120 

200,000 

150,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.293 

0.315 

0.677 

0.691 

0.043 

0.050 

0.010 

0.010 

0.365 

0.533 

- 

- 

0.211 

0.211 

0.379 

0.408 

0.012 

0.012 

0.331 

0.331 

0.125 

0.132 

0.566 

0.578 

0.010 

0.010 

0.115 

0.115 

0.120 

0.142 

0.514 

0.514 

0.010 

0.010 

0.005 

0.012 

- 

- 

0.274 

0.274 

0.029 

0.029 

0.168 

0.168 

0.163 

0.185 

0.125 

0.132 

0.010 

0.010 

0.019 

0.019 

0.288 

0.324 

0.701 

0.787 

0.182 

0.194 

0.134 

0.141 

0.638 

0.652 

0.062 

0.069 
















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Bamooliya Jageer 

0831000303871000 

1.400 

Fresh 

Bamori Kalan 

0831000103856000 

13.915 

Fresh 

Baori Khera 

0831000303875300 

4.955 

Fresh 



Non-command 


Kota Barrage 


Non-command 


Parwati Pickup Weir 


Non-command 



Barani 

0831000303879700 

4.535 

Fresh 

Baroli 

0830000103782000 

5.924 

Fresh 



Non-command 


Kota Barrage 


Non-command 


Non-command 



Bhaogarh 

0831000103856400 

7.920 

Fresh 

Bhateriya 

0831000103856800 

5.261 

Fresh 

Bhatsui 

0831000303872500 

3.493 

Fresh 


Bhatwara 

0831000103861400 

10.794 

Fresh 

Bhojya Kheri 

0831000103857400 

4.215 

Fresh 

Bijora 

0831000203865400 

5.025 

Fresh 

Bohat 

0831000103862100 

23.898 

Fresh 


Kota Barrage 


Kota Barrage 


Non-command 


Parwati Pickup Weir 


Non-command 


Kota Barrage 


Non-command 


Non-command 



Borda 

0831000103859400 

6.605 

Fresh 

Boredi 

0831000303873200 

3.066 

Fresh 

Borina 

0831000303876000 

7.766 

Fresh 


Chainpura 


0831000303871100 


9.610 Fresh 


Parwati Pickup Weir 


Kota Barrage 


Non-command 


Non-command 


Parwan Lift 


Non-command 


Chainpuriya 

0831000103857700 

3.920 

Fresh 

Chandpura 

0831000303874800 

1.936 

Fresh 


Daulatpura 

0831000303878300 

3.548 

Fresh 

Deeloda 

0831000303878000 

9.678 

Fresh 

Dhonkal Kheri 

0831000103856200 

1.404 

Fresh 

Dhoomarkheri 

0831000103855300 

4.605 

Fresh 

Dhoti 

0831000403880700 

14.781 

Fresh 

Durjanpura 

0831000303878500 

5.762 

Fresh 


Kota Barrage 


Non-command 


Parwati Pickup Weir 


Non-command 


Non-command 


Kota Barrage 


Kota Barrage 


Non-command 


Non-command 


Fatehpur 


Gopalpura 


0831000303875000 


0831000303874200 


3.698 Fresh 


Gajanpura 

0831000303873800 

4.945 

Fresh 

Gheensari 

0831000303874900 

5.348 

Fresh 


6.282 Fresh 


Non-command 


Parwati Pickup Weir 


Non-command 


Non-command 


Parwati Pickup Weir 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Older Alluvium 

0.964 

Non-command 

Limestone 

4.098 

Non-command 

Older Alluvium 

3.514 

Non-command 

Limestone 

0.659 

Non-command 

Older Alluvium 

2.790 

Non-command 

Older Alluvium 

0.023 

Command 

Limestone 

8.602 

Non-command 

Bhander Sandstone 

4.824 

Command 

Bhander Sandstone 

0.118 

Non-command 

Bhander Sandstone 

9.161 

Non-command 

Older Alluvium 

5.432 

Non-command 

Limestone 

1.377 

Non-command 

Older Alluvium 

2.383 

Non-command 

Older Alluvium 

0.878 

Command 

Limestone 

2.239 

Non-command 

Limestone 

0.007 

Non-command 

Limestone 

1.634 

Non-command 

Older Alluvium 

1.600 

Non-command 

Limestone 

0.009 

Non-command 

Older Alluvium 

0.014 

Command 

Limestone 

4.157 

Command 

Limestone 

5.261 

Non-command 

Older Alluvium 

2.620 

Command 

Older Alluvium 

0.063 

Non-command 

Limestone 

10.794 

Command 

Limestone 

4.215 

Non-command 

Older Alluvium 

0.656 

Non-command 

Limestone 

19.516 

Non-command 

Older Alluvium 

1.199 

Command 

Limestone 

0.038 

Command 

Limestone 

5.307 

Non-command 

Older Alluvium 

3.066 

Non-command 

Limestone 

0.025 

Command 

Limestone 

0.365 

Non-command 

Limestone 

7.182 

Non-command 

Older Alluvium 

2.381 

Command 

Limestone 

0.932 

Non-command 

Bhander Sandstone 

0.888 

Command 

Bhander Sandstone 

0.000 

Non-command 

Older Alluvium 

3.548 

Non-command 

Limestone 

0.021 

Command 

Limestone 

1.404 

Command 

Limestone 

0.103 

Non-command 

Limestone 

5.322 

Non-command 

Bhander Sandstone 

1.086 

Non-command 

Older Alluvium 

4.676 

Non-command 

Bhander Sandstone 

2.733 

Command 

Bhander Sandstone 

0.106 

Non-command 

Older Alluvium 

4.945 

Non-command 

Bhander Sandstone 

0.053 

Command 

Bhander Sandstone 

0.086 

Non-command 

Bhander Sandstone 

3.742 

Non-command 

Older Alluvium 

2.540 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

150,000 

120,000 

120 

200,000 

150,000 

120 

150,000 

120,000 

120 

200,000 

150,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

200,000 

150,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

90,000 

120 

150,000 

90,000 

120 

200,000 

150,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

200,000 

150,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

80,000 

50,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 



Tube Wells with 
Wells Pumpset 












































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Gudrawani 

0831000103861800 

4.835 

Fresh 

Gurawadiya 

0831000103856600 

1.631 

Fresh 


Haripura 


Kherali 


Type of Area (Command / N< 
command) 


0830000103782100 

5.459 

Fresh 

0831000303873600 

4.257 

Fresh 


Non-command 


Kota Barrage 


Non-command 


Kota Barrage 


Non-command 



Harsoli 

0831000103862300 

1.756 

Fresh 

Hingoniya 

0831000103862200 

2.065 

Fresh 



Jaloda Tejaji 

0831000103857600 

8.317 

Fresh 

Jarawadiya 

0831000103859700 

3.207 

Fresh 



Non-command 


Non-command 


Kota Barrage 


Non-command 


Non-command 


Parwati Pickup Weir 


Kota Barrage 


Kota Barrage 


Non-command 


Parwati Pickup Weir 


Kota Barrage 



Kaji Khera 

0831000303874000 

1.660 

Fresh 

Kala Khera 

0831000303870800 

1.704 

Fresh 

Kalmanda 

0831000303876500 

10.425 

Fresh 


Karariya 

0831000103857300 

6.547 

Fresh 

Kashi Pura 

0831000103856300 

3.879 

Fresh 

Kekakheri 

0831000103855400 

1.939 

Fresh 

Khanpuriya 

0831000103856900 

2.397 

Fresh 


Kota Barrage 


Non-command 


Non-command 


Parwati Pickup Weir 


Non-command 


Non-command 


Non-command 


Parwan Lift 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 



Kheri Jageer 

0831000303871200 

5.228 

Fresh 

Kherli Bhadolya 

0831000303872700 

6.166 

Fresh 


Kota Barrage 


Non-command 


Non-command 


Parwan Lift 


Non-command 


Parwan Lift 


Non-command 


Non-command 



Kherli Kesho 

0831000303872200 

5.022 

Fresh 

Kishanpura 

0831000103860300 

7.311 

Fresh 


Kotri 

0831000303879400 

4.675 

Fresh 

Koyla 

0831000303871500 

16.432 

Fresh 


Parwati Pickup Weir 


Parwati Pickup Weir 


Kota Barrage 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Limestone 

0.007 

Command 

Bhander Sandstone 

0.055 

Non-command 

Bhander Sandstone 

0.129 

Command 

Limestone 

5.296 

Non-command 

Limestone 

4.250 

Non-command 

Older Alluvium 

0.007 

Non-command 

Older Alluvium 

0.057 

Non-command 

Limestone 

2.065 

Non-command 

Older Alluvium 

0.000 

Non-command 

Limestone 

1.139 

Non-command 

Older Alluvium 

9.201 

Command 

Limestone 

2.727 

Non-command 

Limestone 

0.174 

Non-command 

Limestone 

1.642 

Command 

Bhander Sandstone 

0.390 

Command 

Limestone 

0.248 

Command 

Limestone 

7.974 

Command 

Bhander Sandstone 

0.020 

Non-command 

Bhander Sandstone 

0.004 

Command 

Bhander Sandstone 

0.741 

Command 

Bhander Sandstone 

1.277 

Command 

Limestone 

1.619 

Non-command 

Bhander Sandstone 

0.042 

Non-command 

Limestone 

0.001 

Command 

Limestone 

0.477 

Non-command 

Limestone 

2.248 

Non-command 

Limestone 

1.909 

Command 

Limestone 

0.199 

Non-command 

Older Alluvium 

1.660 

Non-command 

Older Alluvium 

1.433 

Non-command 

Older Alluvium 

8.478 

Command 

Older Alluvium 

1.947 

Command 

Limestone 

6.547 

Command 

Limestone 

3.879 

Command 

Limestone 

1.409 

Command 

Bhander Sandstone 

1.519 

Command 

Limestone 

0.878 

Command 

Limestone 

5.665 

Non-command 

Limestone 

0.048 

Non-command 

Older Alluvium 

0.136 

Command 

Limestone 

0.384 

Command 

Older Alluvium 

6.115 

Non-command 

Limestone 

1.617 

Command 

Limestone 

0.124 

Non-command 

Limestone 

5.228 

Non-command 

Limestone 

3.513 

Non-command 

Older Alluvium 

2.449 

Command 

Limestone 

0.204 

Command 

Older Alluvium 

0.002 

Command 

Limestone 

6.446 

Non-command 

Limestone 

0.595 

Non-command 

Older Alluvium 

0.121 

Non-command 

Older Alluvium 

0.008 



with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

90,000 

120 

200,000 

150,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

200,000 

150,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

150,000 

90,000 

120 

150,000 

90,000 

120 

150,000 

120,000 

120 

200,000 

150,000 

120 

150,000 

120,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

150,000 

120,000 

120 

200,000 

150,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

150,000 

120,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 











































































































































































































































































































































































































































































































































































































































































Village 

Zone 
(Fresh / 
Saline) 

Name 


Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 


Kushya 


Laxmipura 


Moondla 


Mordi 


Mothpura 




0831000103859300 

4.413 

Fresh 

0830000103781900 

9.265 

Fresh 

0831000303878600 

3.199 

Fresh 


Parwati Pickup Weir 


Kota Barrage 


Kota Barrage 


Non-command 



Lisariya 

0831000303872600 

9.005 

Fresh 

Mahalpur 

0831000103859600 

5.386 

Fresh 



Mai Bamori 

0831000103855600 

10.141 

Fresh 

Mandola 

0831000303879800 

8.403 

Fresh 


Non-command 


Kota Barrage 


Non-command 


Parwati Pickup Weir 


Kota Barrage 


Non-command 



Mandoli 

0831000303878400 

2.406 

Fresh 

Mangrol (M) 

0831000143101000 

21.652 

Fresh 


Non-command 


Kota Barrage 



Melkheri 

0831000303873100 

8.181 

Fresh 

Miyada 

0831000303871300 

20.084 

Fresh 


Non-command 


Non-command 



0831000103860500 


0831000103859500 


0831000303875700 


2.545 Fresh 


3.610 Fresh 


2.955 Fresh 


Kota Barrage 


Non-command 


Kota Barrage 


Non-command 


Non-command 



Mundiya 

0831000103859800 

6.274 

Fresh 

Nalka 

0831000303874100 

4.663 

Fresh 

Nandgaonri 

0831000103859900 

5.218 

Fresh 

Nareda 

0831000303875200 

5.152 

Fresh 


Narsinghpura 

0831000403880500 

5.258 

Fresh 

Nimoda 

0830000103782200 

1.982 

Fresh 

Niyana 

0831000303875400 

6.168 

Fresh 


Padalya 


0831000103861300 


Parwati Pickup Weir 


Non-command 


Parwati Pickup Weir 


Non-command 


Parwati Pickup Weir 


Non-command 


Kota Barrage 


Non-command 


7.394 Fresh Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Older Alluvium 

0.082 

Command 

Limestone 

0.006 

Command 

Limestone 

0.670 

Non-command 

Bhander Sandstone 

3.055 

Non-command 

Older Alluvium 

0.144 

Command 

Limestone 

1.993 

Command 

Older Alluvium 

0.348 

Non-command 

Older Alluvium 

9.005 

Command 

Bhander Sandstone 

0.843 

Non-command 

Bhander Sandstone 

0.047 

Command 

Bhander Sandstone 

1.131 

Command 

Limestone 

4.482 

Non-command 

Bhander Sandstone 

0.215 

Non-command 

Older Alluvium 

8.053 

Non-command 

Older Alluvium 

2.355 

Command 

Bhander Sandstone 

5.225 

Command 

Limestone 

13.328 

Non-command 

Bhander Sandstone 

0.630 

Non-command 

Limestone 

0.616 

Command 

Bhander Sandstone 

1.837 

Command 

Limestone 

0.016 

Non-command 

Older Alluvium 

0.667 

Command 

Older Alluvium 

0.039 

Non-command 

Older Alluvium 

0.348 

Command 

Older Alluvium 

0.496 

Non-command 

Bhander Sandstone 

0.224 

Non-command 

Older Alluvium 

3.539 

Command 

Older Alluvium 

0.029 

Command 

Bhander Sandstone 

3.473 

Command 

Limestone 

4.379 

Non-command 

Older Alluvium 

8.181 

Non-command 

Limestone 

3.117 

Non-command 

Older Alluvium 

2.072 

Command 

Limestone 

0.268 

Command 

Older Alluvium 

2.058 

Command 

Limestone 

0.954 

Non-command 

Limestone 

1.186 

Command 

Bhander Sandstone 

1.102 

Non-command 

Bhander Sandstone 

0.011 

Non-command 

Limestone 

0.087 

Non-command 

Older Alluvium 

2.553 

Command 

Limestone 

0.020 

Command 

Older Alluvium 

0.295 

Command 

Bhander Sandstone 

0.513 

Non-command 

Older Alluvium 

4.663 

Command 

Bhander Sandstone 

0.066 

Non-command 

Bhander Sandstone 

3.131 

Command 

Bhander Sandstone 

1.122 

Non-command 

Limestone 

5.131 

Command 

Limestone 

1.982 

Non-command 

Bhander Sandstone 

6.078 

Non-command 

Older Alluvium 

0.090 

Non-command 

Limestone 

7.132 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

150,000 

90,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

200,000 

150,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

200,000 

150,000 

120 

150,000 

120,000 

120 

200,000 

150,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

200,000 

150,000 

120 

150,000 

120,000 

120 

200,000 

150,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

80,000 

50,000 

120 

150,000 

90,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

325,000 

300,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 
















































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Pali 

0831000103856100 

1.217 

Fresh 

Patheda 

0831000303879300 

5.956 

Fresh 


Type of Area (Command / N< 
command) 


Peepalda 

0831000303873000 

5.789 

Fresh 

Phoonsra 

0831000303875800 

4.232 

Fresh 


Kota Barrage 


Non-command 


Parwati Pickup Weir 


Non-command 


Non-command 


Rajpali 

0831000303873900 

1.324 

Fresh 

Rajpura 

0831000303873300 

3.704 

Fresh 

Rakaspurya 

0831000103860600 

5.469 

Fresh 

Rampura Bhagtan 

0831000103855700 

8.554 

Fresh 

Ranihera 

0831000303872900 

6.381 

Fresh 

Raptawan 

0831000303875100 

0.438 

Fresh 

Raroti 

0831000303874500 

8.855 

Fresh 


Non-command 


Non-command 


Non-command 


Kota Barrage 


Non-command 


Non-command 


Non-command 



Ras Khera 

0831000203865500 

5.294 

Fresh 

Rawal Jawal 

0831000103855900 

1.954 

Fresh 


Non-command 


Kota Barrage 


08007058 


Rebarpura 

0831000303871400 

5.058 

Fresh 

Reejhya 

0831000103857000 

6.078 

Fresh 



Sahrod 

0831000403880600 

10.320 

Fresh 

Samaspur 

0831000303872800 

1.841 

Fresh 

Seeghanya 

0831000103860400 

2.264 

Fresh 

Seemalya 

0831000103857500 

4.093 

Fresh 

Shripura 

0830000103780400 

4.448 

Fresh 

Shyampura 

0831000103861200 

4.175 

Fresh 


Ummedganj 


Parwati Pickup Weir 


Kota Barrage 


Non-command 


Kota Barrage 


Non-command 


Non-command 


Non-command 


Non-command 


Kota Barrage 


Kota Barrage 


Non-command 



Sundlak 

0831000303873400 

10.688 

Fresh 

Talawada 

0831000303875600 

3.028 

Fresh 

Tarda 

0831000203865100 

8.302 

Fresh 

Thamli 

0831000303870600 

2.019 

Fresh 

Thoosra 

0831000303876300 

3.374 

Fresh 


Non-command 


Parwan Lift 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0831000303876400 


2.894 Fresh 


Vijaipur 

0831000303870500 

2.668 

Fresh 

Amkheri 

0831000503898800 

0.987 

Fresh 



Amrola 

0831000603914700 

4.085 

Fresh 

Asnawar 

0831000503894800 

7.020 

Fresh 


Non-command 


Parwan Lift 


Non-command 


Gopalpura 


Non-command 


Ummed Sagar (Baran) 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Limestone 

1.217 

Non-command 

Older Alluvium 

0.480 

Command 

Older Alluvium 

0.403 

Non-command 

Older Alluvium 

5.789 

Non-command 

Limestone 

2.800 

Non-command 

Older Alluvium 

1.431 

Non-command 

Older Alluvium 

1.324 

Non-command 

Older Alluvium 

1.631 

Non-command 

Limestone 

2.708 

Command 

Limestone 

3.331 

Non-command 

Older Alluvium 

6.381 

Non-command 

Bhander Sandstone 

0.438 

Non-command 

Bhander Sandstone 

1.216 

Non-command 

Older Alluvium 

0.405 

Command 

Bhander Sandstone 

0.020 

Command 

Older Alluvium 

0.159 

Non-command 

Older Alluvium 

0.168 

Command 

Bhander Sandstone 

0.176 

Command 

Limestone 

1.779 

Command 

Older Alluvium 

0.249 

Command 

Bhander Sandstone 

2.168 

Non-command 

Bhander Sandstone 

0.024 

Command 

Bhander Sandstone 

2.230 

Non-command 

Bhander Sandstone 

0.029 

Non-command 

Limestone 

0.746 

Non-command 

Older Alluvium 

1.841 

Non-command 

Limestone 

2.264 

Command 

Limestone 

4.093 

Command 

Limestone 

0.015 

Non-command 

Limestone 

2.797 

Non-command 

Older Alluvium 

0.029 

Non-command 

Limestone 

0.608 

Command 

Limestone 

2.922 

Non-command 

Older Alluvium 

10.387 

Non-command 

Older Alluvium 

3.028 

Non-command 

Older Alluvium 

1.223 

Non-command 

Older Alluvium 

0.889 

Non-command 

Limestone 

0.199 

Non-command 

Older Alluvium 

0.049 

Command 

Limestone 

1.526 

Command 

Older Alluvium 

1.599 

Non-command 

Limestone 

0.075 

Non-command 

Older Alluvium 

2.857 

Command 

Limestone 

0.050 

Command 

Older Alluvium 

2.485 

Non-command 

Older Alluvium 

0.378 

Command 

Older Alluvium 

2.516 

Non-command 

Older Alluvium 

1.132 

Command 

Bhander Sandstone 

0.299 

Non-command 

Bhander Sandstone 

0.202 

Command 

Bhander Sandstone 

0.486 

Non-command 

Bhander Sandstone 

4.085 

Non-command 

Bhander Sandstone 

6.236 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

200,000 

150,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

80,000 

50,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

150,000 

90,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

200,000 

150,000 

120 

150,000 

120,000 

120 

200,000 

150,000 

120 

150,000 

120,000 

120 

200,000 

150,000 

120 

150,000 

120,000 

120 

200,000 

150,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

80,000 

60,000 

120 

275,000 

250,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 
































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Bahrai 

0831000603918300 

27.674 

Fresh 

Bainta 

0831000603915600 

2.674 

Fresh 

Bakanpura 

0831000503903200 

12.036 

Fresh 


Type of Area (Command / N< 
command) 



Balapura @ Janakpur 

0831000503900300 

5.861 

Fresh 

Balon 

0831000503895300 

2.548 

Fresh 

Balunda 

0831000103856500 

0.000 

Fresh 

Baman Deh 

0831000503899400 

27.325 

Fresh 

Bapcha 

0831000503898900 

0.515 

Fresh 


Barooni 

0831000503901900 

0.949 

Fresh 

Brahmpura 

0831000503896400 

1.034 

Fresh 

Chandrapura @ Nayagaon 

0831000503895200 

1.946 

Fresh 

Charpura 

0831000503906400 

8.243 

Fresh 

Chindaliya 

0831000503901000 

0.699 

Fresh 



Chunwaya 

0831000503899500 

8.785 

Fresh 

Dabari 

0831000603915000 

1.449 

Fresh 

Daulatpura 

0831000503899000 

5.784 

Fresh 



Dhand Chhatarpura 

0831000503901600 

2.454 

Fresh 

Dhani 

0831000503896100 

0.903 

Fresh 


Dhatooriya 

0831000603915300 

10.319 

Fresh 

Dholpur 

0831000503895000 

5.318 

Fresh 

Dhurera 

0831000603915800 

4.400 

Fresh 

Duger 

0831000503896200 

0.789 

Fresh 


Fatehpura 

0831000503896000 

1.479 

Fresh 

Fatehpura Kachhara 

0831000503898300 

2.393 

Fresh 


Gajra Gajri 


Ganeshpura 



Geedpata 


Gopalpura 


0831000503906200 

6.969 

Fresh 

0831000503904100 

3.436 

Fresh 

0831000603914900 

2.058 

Fresh 

0831000503903100 

7.374 

Fresh 


0831000503906100 

19.680 

Fresh 

0831000503894500 

2.309 

Fresh 

0831000503904400 

6.214 

Fresh 



Gordhanpura 

0831000503900000 

15.580 

Fresh 

Gordhanpura @ Banjh Amli 

0831000503899200 

7.704 

Fresh 


Gorela 

0831000503894300 

3.514 

Fresh 

Gurawadiya 

0831000103856600 

1.631 

Fresh 

Jagdevpura 

0831000503900600 

4.416 

Fresh 


Non-command 


Non-command 


Non-command 


Ummed Sagar (Baran) 


Gopalpura 


Non-command 


Ummed Sagar (Baran) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Ummed Sagar (Baran) 


Gopalpura 


Non-command 


Non-command 


Non-command 


Gopalpura 


Non-command 


Ummed Sagar (Baran) 


Non-command 


Non-command 


Gopalpura 


Non-command 


Ummed Sagar (Baran) 


Gopalpura 


Non-command 


Gopalpura 


Gopalpura 


Non-command 


Non-command 


Non-command 


Non-command 


Gopalpura 


Non-command 


Non-command 


Gopalpura 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Ummed Sagar (Baran) 


Non-command 


Non-command 


Gopalpura 


Non-command 


Non-command 


Non-command 


Ummed Sagar (Baran) 


Non-command 


Non-command 


Ummed Sagar (Baran) 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bhander Sandstone 

0.779 

Non-command 

Bhander Sandstone 

0.557 

Non-command 

Bhander Sandstone 

7.711 

Command 

Bhander Sandstone 

4.325 

Command 

Bhander Sandstone 

0.171 

Non-command 

Bhander Sandstone 

0.246 

Command 

Bhander Sandstone 

0.637 

Non-command 

Bhander Sandstone 

5.861 

Non-command 

Bhander Sandstone 

2.330 

Non-command 

Bhander Sandstone 

0.000 

Non-command 

Bhander Sandstone 

27.325 

Non-command 

Bhander Sandstone 

0.081 

Command 

Bhander Sandstone 

0.434 

Command 

Bhander Sandstone 

0.696 

Non-command 

Bhander Sandstone 

0.002 

Non-command 

Bhander Sandstone 

1.946 

Non-command 

Bhander Sandstone 

4.523 

Command 

Bhander Sandstone 

0.000 

Non-command 

Bhander Sandstone 

0.106 

Command 

Bhander Sandstone 

0.593 

Non-command 

Bhander Sandstone 

8.785 

Non-command 

Bhander Sandstone 

1.449 

Command 

Bhander Sandstone 

0.194 

Non-command 

Bhander Sandstone 

5.124 

Command 

Bhander Sandstone 

0.465 

Command 

Bhander Sandstone 

0.730 

Non-command 

Bhander Sandstone 

0.050 

Command 

Bhander Sandstone 

0.147 

Command 

Bhander Sandstone 

0.024 

Non-command 

Bhander Sandstone 

0.880 

Non-command 

Bhander Sandstone 

3.309 

Non-command 

Bhander Sandstone 

5.243 

Non-command 

Bhander Sandstone 

0.001 

Command 

Bhander Sandstone 

0.346 

Non-command 

Bhander Sandstone 

0.418 

Non-command 

Bhander Sandstone 

1.479 

Command 

Bhander Sandstone 

1.178 

Non-command 

Bhander Sandstone 

0.148 

Non-command 

Bhander Sandstone 

2.987 

Non-command 

Bhander Sandstone 

0.612 

Non-command 

Bhander Sandstone 

2.058 

Non-command 

Bhander Sandstone 

4.127 

Command 

Bhander Sandstone 

2.673 

Non-command 

Bhander Sandstone 

0.423 

Non-command 

Bhander Sandstone 

1.247 

Command 

Bhander Sandstone 

0.005 

Non-command 

Bhander Sandstone 

6.102 

Non-command 

Bhander Sandstone 

14.625 

Non-command 

Bhander Sandstone 

7.158 

Command 

Bhander Sandstone 

0.546 

Non-command 

Bhander Sandstone 

0.198 

Non-command 

Bhander Sandstone 

0.001 

Command 

Bhander Sandstone 

4.416 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

150,000 

120,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

80,000 

60,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

80,000 

60,000 

120 

275,000 

250,000 

120 

80,000 

60,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

80,000 

60,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

150,000 

120,000 

120 

275,000 

250,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 


























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Jagdishpura 

0831000503906500 

17.682 

Fresh 

Jaiswan 

0831000503904300 

16.331 

Fresh 


Type of Area (Command / N< 
command) 


Jakhoni 


Jetpura 


Kali Mati 


Kamal Khera 


Karanpura 


0831000603918000 

2.040 

Fresh 

0831000503895100 

3.148 

Fresh 

0831000503899700 

13.134 

Fresh 

0831000503899900 

23.996 

Fresh 

0831000603915400 

6.559 

Fresh 

0831000503903000 

2.008 

Fresh 



Kareeriya 

0831000503895600 

4.851 

Fresh 

Karwala @ Lachhmipura 

0831000503894900 

1.800 

Fresh 

Karwari Kalan 

0831000503900500 

20.518 

Fresh 



Khairai 

0831000603917900 

2.197 

Fresh 

Khairoona 

0831000603914800 

6.537 

Fresh 

Khandela 

0831000503900200 

31.445 

Fresh 

Khandela Kheri 

0831000503899100 

1.746 

Fresh 



Kishnaipura 

0831000503898200 

2.585 

Fresh 

Koti Khera 

0831000503903400 

5.479 

Fresh 

Kunji 

0831000503895400 

3.866 

Fresh 

Kurkuti 

0831000603915100 

3.468 

Fresh 

Lahrooni 

0831000503895700 

6.403 

Fresh 

Lalganj 

0831000503902600 

2.464 

Fresh 


Laxmipura 

0831000503904000 

8.572 

Fresh 

Madhopura 

0831000503899800 

28.953 

Fresh 

Mahu 

0831000603915700 

4.771 

Fresh 

Mauj 

0831000503902800 

2.903 

Fresh 


Maytha 

0831000503898500 

1.981 

Fresh 

Meghpura 

0831000503898600 

2.451 

Fresh 



Muhal 

0831000603914600 

18.792 

Fresh 

Nayagaon 

0831000503899600 

10.747 

Fresh 

Padampura 

0831000503901200 

0.991 

Fresh 

Pagara 

0831000503900700 

6.787 

Fresh 


Pali 

0831000503894400 

2.996 

Fresh 

Peepalkheri 

0831000503895500 

1.316 

Fresh 

Prempura 

0831000503896300 

0.480 

Fresh 

Ramgarh 

0831000503896500 

13.555 

Fresh 

Rampuriya Todiya 

0831000503900400 

19.274 

Fresh 


Non-command 


Non-command 


Ummed Sagar (Baran) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Gopalpura 


Non-command 


Ummed Sagar (Baran) 


Non-command 


Non-command 


Non-command 


Ummed Sagar (Baran) 


Non-command 


Ummed Sagar (Baran) 


Non-command 


Non-command 


Non-command 


Gopalpura 


Non-command 


Gopalpura 


Non-command 


Gopalpura 


Non-command 


Non-command 


Non-command 


Non-command 


Gopalpura 


Non-command 


Non-command 


Non-command 


Non-command 


Gopalpura 


Non-command 


Gopalpura 


Gopalpura 


Non-command 


Ummed Sagar (Baran) 


Gopalpura 


Non-command 


Ummed Sagar (Baran) 


Non-command 


Non-command 


Gopalpura 


Non-command 


Ummed Sagar (Baran) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bhander Sandstone 

6.235 

Non-command 

Bhander Sandstone 

5.817 

Command 

Bhander Sandstone 

0.028 

Non-command 

Bhander Sandstone 

1.256 

Non-command 

Bhander Sandstone 

3.148 

Non-command 

Bhander Sandstone 

13.134 

Non-command 

Bhander Sandstone 

23.996 

Non-command 

Bhander Sandstone 

6.559 

Command 

Bhander Sandstone 

0.087 

Non-command 

Bhander Sandstone 

0.375 

Command 

Bhander Sandstone 

1.546 

Non-command 

Bhander Sandstone 

4.851 

Non-command 

Bhander Sandstone 

0.707 

Non-command 

Bhander Sandstone 

11.500 

Command 

Bhander Sandstone 

9.018 

Non-command 

Bhander Sandstone 

3.554 

Command 

Bhander Sandstone 

0.513 

Non-command 

Bhander Sandstone 

1.875 

Non-command 

Bhander Sandstone 

6.537 

Non-command 

Bhander Sandstone 

20.418 

Command 

Bhander Sandstone 

0.324 

Non-command 

Bhander Sandstone 

1.421 

Command 

Bhander Sandstone 

1.893 

Non-command 

Bhander Sandstone 

0.410 

Command 

Bhander Sandstone 

0.005 

Non-command 

Bhander Sandstone 

5.475 

Non-command 

Bhander Sandstone 

3.866 

Non-command 

Bhander Sandstone 

3.468 

Non-command 

Bhander Sandstone 

6.403 

Command 

Bhander Sandstone 

1.273 

Non-command 

Bhander Sandstone 

0.005 

Non-command 

Bhander Sandstone 

0.059 

Non-command 

Bhander Sandstone 

28.953 

Non-command 

Bhander Sandstone 

0.000 

Command 

Bhander Sandstone 

0.548 

Non-command 

Bhander Sandstone 

2.355 

Command 

Bhander Sandstone 

1.093 

Command 

Bhander Sandstone 

1.325 

Non-command 

Bhander Sandstone 

0.040 

Command 

Bhander Sandstone 

0.005 

Command 

Bhander Sandstone 

0.795 

Non-command 

Bhander Sandstone 

1.472 

Command 

Bhander Sandstone 

2.268 

Non-command 

Bhander Sandstone 

18.792 

Non-command 

Bhander Sandstone 

10.747 

Command 

Bhander Sandstone 

0.015 

Non-command 

Bhander Sandstone 

0.404 

Command 

Bhander Sandstone 

6.383 

Non-command 

Bhander Sandstone 

2.786 

Non-command 

Bhander Sandstone 

1.316 

Non-command 

Bhander Sandstone 

0.242 

Non-command 

Bhander Sandstone 

1.363 

Non-command 

Bhander Sandstone 

19.274 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

80,000 

60,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

80,000 

60,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

80,000 

60,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

80,000 

60,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

80,000 

60,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 


(15) 


0.030 



0.030 

0.030 

0.450 

0.516 

0.150 

0.183 





























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


08007059 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Ranipura 

0831000603915500 

15.592 

Fresh 

Ranwasa 

0831000503906300 

7.528 

Fresh 

Ranwasi 

0831000503906700 

8.991 

Fresh 

Relawan 

0831000503901100 

7.522 

Fresh 


Type of Area (Command / N< 
command) 



Seemlya Sopan 

0831000503898700 

1.073 

Fresh 

Semal Khera 

0831000503903300 

11.655 

Fresh 

Semli Phatak 

0831000603917800 

11.220 

Fresh 

Semra 

0831000603915200 

2.087 

Fresh 

Shahpura 

0831000503904500 

11.404 

Fresh 


Shri Pura 

0831000503894700 

2.991 

Fresh 

Sookha Semli 

0831000603918100 

50.492 

Fresh 

Suhawan 

0831000503901800 

3.435 

Fresh 

Suwans 

0831000503895800 

8.950 

Fresh 

Telni 

0831000603915900 

6.719 

Fresh 

Uchawada 

0831000603917500 

11.856 

Fresh 

Ahera 

0831000603929100 

3.375 

Fresh 

Ajrora 

0831000603928000 

7.037 

Fresh 

Amroli 

0831000503903700 

7.816 

Fresh 

Bahrai 

0831000603918300 

27.674 

Fresh 

Baint 

0831000603929400 

9.979 

Fresh 

Balapura 

0831000603927500 

10.620 

Fresh 

Balharpur 

0831000603932200 

3.132 

Fresh 

Banskhera Mai 

0831000603927600 

5.025 

Fresh 

Barara 

0831000603917600 

8.978 

Fresh 

Bhanwatipura 

0831000603918500 

1.159 

Fresh 

Bichi 

0831000603932100 

3.592 

Fresh 

Biharipura 

0831000603927300 

5.845 

Fresh 

Chainpura 

0831000503903900 

4.375 

Fresh 

Charpura 

0831000503906400 

8.243 

Fresh 

Chhichhroni 

0831000603933400 

16.692 

Fresh 

Chindaliya 

0831000603933800 

9.704 

Fresh 

Danta 

0831000603933500 

2.614 

Fresh 

Deori Upreti 

0831000603929200 

10.805 

Fresh 

Dhatooriya 

0831000603915300 

10.319 

Fresh 

Dhikwani 

0831000603932600 

8.297 

Fresh 

Digoda 

0831000503903800 

8.010 

Fresh 

Faredua Upreti 

0831000603928700 

3.254 

Fresh 

Gadar 

0831000603935500 

4.390 

Fresh 

Gadreta 

0831000603927700 

2.454 

Fresh 

Ganeshpura 

0831000503904100 

3.436 

Fresh 

Garda 

0831000503903100 

7.374 

Fresh 

Ghansuri 

0831000603928500 

1.401 

Fresh 

Ghensuwa 

0831000603932300 

8.537 

Fresh 

Gordhanpura 

0831000503900000 

15.580 

Fresh 

Halawani 

0831000503903600 

1.973 

Fresh 

Haripura 

0831000603918200 

8.464 

Fresh 


Non-command 


Non-command 


Non-command 


Gopalpura 


Non-command 


Gopalpura 


Non-command 


Ummed Sagar (Baran) 


Gopalpura 


Non-command 


Gopalpura 


Non-command 


Non-command 


Non-command 


Gopalpura 


Non-command 


Non-command 


Non-command 


Gopalpura 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bhander Sandstone 

13.829 

Non-command 

Bhander Sandstone 

7.528 

Non-command 

Bhander Sandstone 

2.971 

Command 

Bhander Sandstone 

3.422 

Non-command 

Bhander Sandstone 

0.066 

Command 

Bhander Sandstone 

0.056 

Non-command 

Bhander Sandstone 

1.683 

Command 

Bhander Sandstone 

0.309 

Command 

Bhander Sandstone 

0.068 

Non-command 

Bhander Sandstone 

5.608 

Command 

Bhander Sandstone 

0.355 

Non-command 

Bhander Sandstone 

11.655 

Non-command 

Bhander Sandstone 

0.000 

Non-command 

Bhander Sandstone 

2.087 

Command 

Bhander Sandstone 

0.008 

Non-command 

Bhander Sandstone 

1.353 

Non-command 

Bhander Sandstone 

1.059 

Non-command 

Bhander Sandstone 

14.397 

Command 

Bhander Sandstone 

2.256 

Non-command 

Bhander Sandstone 

8.950 

Non-command 

Bhander Sandstone 

0.148 

Non-command 

Bhander Sandstone 

6.885 

Non-command 

Bhander Sandstone 

3.375 

Non-command 

Bhander Sandstone 

7.037 

Non-command 

Bhander Sandstone 

7.816 

Non-command 

Bhander Sandstone 

26.895 

Non-command 

Bhander Sandstone 

0.317 

Non-command 

Bhander Sandstone 

10.620 

Non-command 

Bhander Sandstone 

3.132 

Non-command 

Bhander Sandstone 

5.025 

Non-command 

Bhander Sandstone 

5.958 

Non-command 

Bhander Sandstone 

1.159 

Non-command 

Bhander Sandstone 

3.592 

Non-command 

Bhander Sandstone 

5.774 

Non-command 

Bhander Sandstone 

4.375 

Non-command 

Bhander Sandstone 

0.834 

Non-command 

Bhander Sandstone 

16.692 

Non-command 

Bhander Sandstone 

1.219 

Non-command 

Bhander Sandstone 

2.614 

Non-command 

Bhander Sandstone 

10.805 

Non-command 

Bhander Sandstone 

7.010 

Non-command 

Bhander Sandstone 

8.297 

Non-command 

Bhander Sandstone 

8.010 

Non-command 

Bhander Sandstone 

3.254 

Non-command 

Bhander Sandstone 

0.080 

Non-command 

Bhander Sandstone 

2.454 

Non-command 

Bhander Sandstone 

2.823 

Non-command 

Bhander Sandstone 

0.574 

Non-command 

Bhander Sandstone 

1.401 

Non-command 

Bhander Sandstone 

8.537 

Non-command 

Bhander Sandstone 

0.956 

Non-command 

Bhander Sandstone 

1.973 

Non-command 

Bhander Sandstone 

8.464 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

80,000 

60,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

80,000 

60,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

275,000 

250,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

275,000 

250,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

80,000 

60,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 














































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Harla 

0831000603933900 

1.927 

Fresh 

Hatri 

0831000603935300 

25.549 

Fresh 

Isatori 

0831000603935400 

5.833 

Fresh 

Jabra 

0831000603918700 

9.603 

Fresh 

Jagda 

0831000603927900 

1.637 

Fresh 

Jagdishpura 

0831000503906500 

17.682 

Fresh 

Jaiswan 

0831000503904300 

16.331 

Fresh 

Jakhoni 

0831000603918000 

2.040 

Fresh 

Kaloni 

0831000603927000 

13.843 

Fresh 

Kaloniya 

0831000603933100 

3.056 

Fresh 

Kamlawada 

0831000603918800 

19.546 

Fresh 

Kedarkui 

0831000603928100 

10.106 

Fresh 

Kelwara 

0831000603933600 

7.995 

Fresh 

Khadri 

0831000603917700 

1.429 

Fresh 

Khairai 

0831000603917900 

2.197 

Fresh 

Khanda Sahrol 

0831000603929300 

12.490 

Fresh 

Khandela 

0831000503900200 

31.445 

Fresh 

Khankhara @ Ganeshpura 

0831000503904200 

1.829 

Fresh 

Khatka 

0831000603918600 

1.833 

Fresh 

Kherla 

0831000503903500 

6.647 

Fresh 

Khiriya 

0831000603934200 

8.215 

Fresh 

Khyawada 

0831000603928200 

11.427 

Fresh 

Kirad Pahari 

0831000603917400 

2.869 

Fresh 

Koti Khera 

0831000503903400 

5.479 

Fresh 

Kundai 

0831000603932800 

0.863 

Fresh 

Kushyara 

0831000603933000 

9.999 

Fresh 

Laxmipura 

0831000503904000 

8.572 

Fresh 

Mahodra 

0831000603935200 

33.538 

Fresh 

Majhera 

0831000603932000 

7.127 

Fresh 

Mamoni 

0831000603927200 

10.183 

Fresh 

Mohanpur 

0831000603935800 

4.812 

Fresh 

Moondiyar 

0831000603927100 

5.075 

Fresh 

Nadiya 

0831000603931900 

11.098 

Fresh 

Nagori 

0831000603927800 

2.519 

Fresh 

Naran Khera 

0831000603932900 

15.306 

Fresh 

Natai 

0831000603928600 

5.209 

Fresh 

Niwari 

0831000603927400 

8.291 

Fresh 

Nonpura 

0831000603918400 

4.030 

Fresh 

Pahari Jageer 

0831000603933200 

8.470 

Fresh 

Parla 

0831000603934000 

2.518 

Fresh 

Prot Pahari 

0831000603917300 

1.403 

Fresh 

Radhapura 

0831000503900100 

1.085 

Fresh 

Rajpur 

0831000603916100 

7.771 

Fresh 

Rampur Umreti 

0831000603935600 

8.949 

Fresh 

Ranipura 

0831000603932500 

2.890 

Fresh 

Ratai Kalan 

0831000603932700 

5.279 

Fresh 

Ratai Khurd 

0831000603928900 

2.317 

Fresh 

Ratatal 

0831000603918900 

9.352 

Fresh 

Reethipura 

0831000603929000 

0.951 

Fresh 

Samraniya 

0831000603928800 

2.028 

Fresh 

Semli Phatak 

0831000603917800 

11.220 

Fresh 

Silora 

0831000603928300 

2.237 

Fresh 

Silori 

0831000603928400 

1.302 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bhander Sandstone 

1.355 

Non-command 

Bhander Sandstone 

4.249 

Non-command 

Bhander Sandstone 

3.571 

Non-command 

Bhander Sandstone 

9.035 

Non-command 

Bhander Sandstone 

1.637 

Non-command 

Bhander Sandstone 

4.402 

Non-command 

Bhander Sandstone 

10.487 

Non-command 

Bhander Sandstone 

0.784 

Non-command 

Bhander Sandstone 

1.606 

Non-command 

Bhander Sandstone 

3.056 

Non-command 

Bhander Sandstone 

18.772 

Non-command 

Bhander Sandstone 

10.106 

Non-command 

Bhander Sandstone 

6.281 

Non-command 

Bhander Sandstone 

1.429 

Non-command 

Bhander Sandstone 

0.322 

Non-command 

Bhander Sandstone 

12.463 

Non-command 

Bhander Sandstone 

11.027 

Non-command 

Bhander Sandstone 

1.829 

Non-command 

Bhander Sandstone 

1.833 

Non-command 

Bhander Sandstone 

6.647 

Non-command 

Bhander Sandstone 

0.331 

Non-command 

Bhander Sandstone 

11.427 

Non-command 

Bhander Sandstone 

0.252 

Non-command 

Bhander Sandstone 

0.004 

Non-command 

Bhander Sandstone 

0.863 

Non-command 

Bhander Sandstone 

9.999 

Non-command 

Bhander Sandstone 

8.513 

Non-command 

Bhander Sandstone 

5.358 

Non-command 

Bhander Sandstone 

0.496 

Non-command 

Bhander Sandstone 

7.205 

Non-command 

Bhander Sandstone 

4.097 

Non-command 

Bhander Sandstone 

0.157 

Non-command 

Bhander Sandstone 

7.517 

Non-command 

Bhander Sandstone 

2.519 

Non-command 

Bhander Sandstone 

8.871 

Non-command 

Bhander Sandstone 

5.209 

Non-command 

Bhander Sandstone 

8.291 

Non-command 

Bhander Sandstone 

4.030 

Non-command 

Bhander Sandstone 

7.519 

Non-command 

Bhander Sandstone 

1.581 

Non-command 

Bhander Sandstone 

0.270 

Non-command 

Bhander Sandstone 

1.085 

Non-command 

Bhander Sandstone 

2.903 

Non-command 

Bhander Sandstone 

8.408 

Non-command 

Bhander Sandstone 

2.890 

Non-command 

Bhander Sandstone 

5.279 

Non-command 

Bhander Sandstone 

2.317 

Non-command 

Bhander Sandstone 

1.315 

Non-command 

Bhander Sandstone 

0.951 

Non-command 

Bhander Sandstone 

2.028 

Non-command 

Bhander Sandstone 

11.220 

Non-command 

Bhander Sandstone 

2.237 

Non-command 

Bhander Sandstone 

1.302 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

80,000 

60,000 

120 

275,000 

250,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

275,000 

250,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

275,000 

250,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

275,000 

250,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 



Tube Wells with 
Wells Pumpset 




































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


08007060 


08007061 


Sookha Semli 


Suhan 


Uchawada 


Unee 


Viroli 


Baida 


Bhanwargarh 


0831000603918100 


0831000603935900 


0831000603917500 


0831000603933300 


0831000603932400 


0831000603934300 


0831000503906800 


50.492 Fresh 


5.246 Fresh 


11.856 Fresh 


17.603 Fresh 


7.390 Fresh 


11.530 Fresh 


31.831 Fresh 



Boren 

0831000503909600 

16.163 

Fresh 

Chandan Hera 

0831000603934500 

16.266 

Fresh 

Charpura 

0831000503906400 

8.243 

Fresh 

Chindaliya 

0831000603933800 

9.704 

Fresh 

Deori Veeran 

0831000603935100 

16.238 

Fresh 

Dhikoniya 

0831000503909300 

15.811 

Fresh 

Gajra Gajri 

0831000503906200 

6.969 

Fresh 

Gajron 

0831000503909400 

3.136 

Fresh 

Geedpata 

0831000503906100 

19.680 

Fresh 

Gopalpura 

0831000503904400 

6.214 

Fresh 

Harla 

0831000603933900 

1.927 

Fresh 

Hatwari 

0831000603934100 

2.761 

Fresh 

Iklera Sagar 

0831000503905000 

23.351 

Fresh 

Jagdishpura 

0831000503906500 

17.682 

Fresh 

Kelwara 

0831000603933600 

7.995 

Fresh 

Kharda 

0831000603934400 

14.489 

Fresh 

Khiriya 

0831000603934200 

8.215 

Fresh 

Kunda 

0831000503906000 

13.965 

Fresh 


Mahodra 

0831000603935200 

33.538 

Fresh 

Naran Khera 

0831000603932900 

15.306 

Fresh 

Nayagaon @ Ramnagar 

0831000503906600 

5.616 

Fresh 

Pahari Jageer 

0831000603933200 

8.470 

Fresh 

Parla 

0831000603934000 

2.518 

Fresh 

Patha 

0831000603934800 

3.804 

Fresh 

Peepal Kheri 

0831000603934600 

13.346 

Fresh 

Peepalda 

0831000503909900 

15.339 

Fresh 


Penawada 

0831000603933700 

2.715 

Fresh 

Phaldi 

0831000503905900 

10.128 

Fresh 

Ranwasi 

0831000503906700 

8.991 

Fresh 

Sirsod Kalan 

0831000603934900 

2.953 

Fresh 

Sirsod Khurd 

0831000603935000 

13.986 

Fresh 

Tala Wara 

0831000503909700 

17.275 

Fresh 

Baida 

0831000603934300 

11.530 

Fresh 

Bans Khera Googal 

0831000603935700 

2.200 

Fresh 

Boren 

0831000503909600 

16.163 

Fresh 

Deori Veeran 

0831000603935100 

16.238 

Fresh 

Gadar 

0831000603935500 

4.390 

Fresh 

Ghatta 

0831000503909800 

17.566 

Fresh 

Handiyai 

0831000603934700 

5.382 

Fresh 

Hatri 

0831000603935300 

25.549 

Fresh 

Isatori 

0831000603935400 

5.833 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bilas 


Non-command 


Bilas 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bilas 


Non-command 


Bilas 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bilas 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bilas 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bhander Sandstone 

36.095 

Non-command 

Bhander Sandstone 

0.284 

Non-command 

Bhander Sandstone 

4.830 

Non-command 

Bhander Sandstone 

17.603 

Non-command 

Bhander Sandstone 

7.390 

Non-command 

Bhander Sandstone 

10.549 

Command 

Bhander Sandstone 

5.494 

Non-command 

Bhander Sandstone 

19.608 

Command 

Bhander Sandstone 

0.588 

Non-command 

Bhander Sandstone 

9.191 

Non-command 

Bhander Sandstone 

15.414 

Non-command 

Bhander Sandstone 

16.266 

Non-command 

Bhander Sandstone 

2.887 

Non-command 

Bhander Sandstone 

8.485 

Non-command 

Bhander Sandstone 

9.722 

Command 

Bhander Sandstone 

2.921 

Non-command 

Bhander Sandstone 

3.982 

Command 

Bhander Sandstone 

0.509 

Non-command 

Bhander Sandstone 

15.156 

Non-command 

Bhander Sandstone 

0.082 

Non-command 

Bhander Sandstone 

0.573 

Non-command 

Bhander Sandstone 

2.761 

Non-command 

Bhander Sandstone 

0.301 

Non-command 

Bhander Sandstone 

7.046 

Non-command 

Bhander Sandstone 

1.714 

Non-command 

Bhander Sandstone 

0.361 

Non-command 

Bhander Sandstone 

7.884 

Command 

Bhander Sandstone 

0.122 

Non-command 

Bhander Sandstone 

11.618 

Non-command 

Bhander Sandstone 

11.690 

Non-command 

Bhander Sandstone 

6.435 

Non-command 

Bhander Sandstone 

5.616 

Non-command 

Bhander Sandstone 

0.951 

Non-command 

Bhander Sandstone 

0.938 

Non-command 

Bhander Sandstone 

0.456 

Non-command 

Bhander Sandstone 

6.670 

Command 

Bhander Sandstone 

1.285 

Non-command 

Bhander Sandstone 

2.301 

Non-command 

Bhander Sandstone 

2.715 

Non-command 

Bhander Sandstone 

0.015 

Non-command 

Bhander Sandstone 

6.020 

Non-command 

Bhander Sandstone 

0.277 

Non-command 

Bhander Sandstone 

12.700 

Non-command 

Bhander Sandstone 

0.449 

Non-command 

Bhander Sandstone 

0.981 

Non-command 

Bhander Sandstone 

2.200 

Non-command 

Bhander Sandstone 

0.749 

Non-command 

Bhander Sandstone 

6.516 

Non-command 

Bhander Sandstone 

4.309 

Non-command 

Bhander Sandstone 

4.459 

Non-command 

Bhander Sandstone 

5.382 

Non-command 

Bhander Sandstone 

21.300 

Non-command 

Bhander Sandstone 

2.262 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

80,000 

60,000 

120 

275,000 

250,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

275,000 

250,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

80,000 

60,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

275,000 

250,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

275,000 

250,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

275,000 

250,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 








































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


08007062 


08007063 


Kharda 


Mahodra 


Patha 


Peepal Kheri 


Peepalda 


0831000603934400 


0831000603935200 


0831000603934800 


0831000603934600 


0831000503909900 


14.489 Fresh 


33.538 Fresh 


3.804 Fresh 


13.346 Fresh 


15.339 Fresh 


Rampur Umreti 

0831000603935600 

8.949 

Fresh 

Sirsod Kalan 

0831000603934900 

2.953 

Fresh 

Sirsod Khurd 

0831000603935000 

13.986 

Fresh 

Tala Wara 

0831000503909700 

17.275 

Fresh 


Alampura 

0831000703938300 

10.149 

Fresh 

Anandpura 

0831000703938200 

9.830 

Fresh 

Badipura 

0831000503913800 

5.746 

Fresh 

Baldeopura @ Dob 

0831000503913300 

19.989 

Fresh 

Banda Kalan 

0831000503914000 

2.209 

Fresh 

Banda-Khurd 

0831000503913900 

1.758 

Fresh 

Beel Khera 

0831000703938800 

6.698 

Fresh 

Bhainroo Pura 

0831000503913700 

1.612 

Fresh 

Biloda 

0831000503914500 

10.604 

Fresh 

Chainpurya 

0831000403884500 

8.007 

Fresh 

Chhatrapura 

0831000403888400 

11.214 

Fresh 

Daulatpura 

0831000503914200 

2.899 

Fresh 

Dilod 

0831000703938900 

12.390 

Fresh 

Durjanpura 

0831000503913500 

1.838 

Fresh 

Geegcha 

0831000503913000 

7.912 

Fresh 

Geegchi 

0831000503913100 

3.928 

Fresh 

Kachhawan 

0831000703939200 

6.113 

Fresh 

Kari Kheri 

0831000703938500 

3.035 

Fresh 

Kishanpura 

0831000503911000 

13.848 

Fresh 

Koloo Khera 

0831000703939000 

5.286 

Fresh 

Lakrai 

0831000503913400 

2.883 

Fresh 

Laxmipura @ Patpadi 

0831000503913600 

11.343 

Fresh 

Mahodari 

0831000503912900 

31.716 

Fresh 

Mamli 

0831000503914400 

7.647 

Fresh 

Moyda 

0831000503913200 

5.557 

Fresh 

Narsinghpura 

0831000703938600 

3.688 

Fresh 

Pachlawada 

0831000503914300 

4.826 

Fresh 

Sangora 

0831000703938700 

3.865 

Fresh 

Shahpura 

0831000503912600 

12.310 

Fresh 

Shekhapur 

0831000703939400 

5.232 

Fresh 

Shripura 

0831000503912700 

16.745 

Fresh 

Simlod 

0831000503912800 

6.536 

Fresh 

Soni 

0831000703938400 

3.166 

Fresh 

Alla Pura 

0831000703941900 

4.600 

Fresh 

Ameerpur Kheri 

0831000703943200 

1.756 

Fresh 


Aminpur@Naya Gaon 

0831000703948700 

1.532 

Fresh 

Asapura 

0831000703946700 

2.689 

Fresh 

Bapcha 

0831000703947900 

6.776 

Fresh 

Beedia Radi 

0831000703948800 

3.513 

Fresh 

Bhatkhera@Faridpur 

0831000703952300 

2.614 

Fresh 

Bhilwara Neecha 

0831000703943100 

5.222 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Bilas 


Non-command 


Non-command 


Non-command 


Non-command 


Bilas 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bethli 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bethli 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bhander Sandstone 

14.128 

Non-command 

Bhander Sandstone 

16.491 

Non-command 

Bhander Sandstone 

3.348 

Non-command 

Bhander Sandstone 

6.676 

Command 

Bhander Sandstone 

0.454 

Non-command 

Bhander Sandstone 

6.152 

Non-command 

Bhander Sandstone 

0.541 

Non-command 

Bhander Sandstone 

2.676 

Non-command 

Bhander Sandstone 

1.286 

Command 

Bhander Sandstone 

0.031 

Non-command 

Bhander Sandstone 

16.795 

Non-command 

Bhander Sandstone 

10.149 

Non-command 

Bhander Sandstone 

7.591 

Non-command 

Bhander Sandstone 

5.503 

Non-command 

Bhander Sandstone 

19.989 

Non-command 

Bhander Sandstone 

0.430 

Non-command 

Bhander Sandstone 

0.020 

Non-command 

Bhander Sandstone 

0.577 

Non-command 

Bhander Sandstone 

1.612 

Non-command 

Bhander Sandstone 

10.604 

Non-command 

Bhander Sandstone 

2.395 

Non-command 

Bhander Sandstone 

0.093 

Non-command 

Bhander Sandstone 

2.845 

Non-command 

Bhander Sandstone 

11.076 

Non-command 

Bhander Sandstone 

1.838 

Non-command 

Bhander Sandstone 

2.673 

Non-command 

Bhander Sandstone 

3.534 

Non-command 

Bhander Sandstone 

4.222 

Non-command 

Bhander Sandstone 

0.044 

Non-command 

Bhander Sandstone 

0.373 

Non-command 

Bhander Sandstone 

0.139 

Non-command 

Bhander Sandstone 

2.883 

Non-command 

Bhander Sandstone 

5.202 

Non-command 

Bhander Sandstone 

20.872 

Non-command 

Bhander Sandstone 

7.647 

Non-command 

Bhander Sandstone 

5.557 

Non-command 

Bhander Sandstone 

3.041 

Non-command 

Bhander Sandstone 

4.826 

Non-command 

Bhander Sandstone 

2.629 

Non-command 

Bhander Sandstone 

1.598 

Non-command 

Bhander Sandstone 

1.521 

Non-command 

Bhander Sandstone 

7.660 

Non-command 

Bhander Sandstone 

6.238 

Non-command 

Bhander Sandstone 

2.018 

Non-command 

Deccan Traps 

1.114 

Command 

Deccan Traps 

1.000 

Non-command 

Deccan Traps 

0.281 

Non-command 

Deccan Traps 

0.033 

Non-command 

Deccan Traps 

1.878 

Non-command 

Deccan Traps 

6.776 

Non-command 

Deccan Traps 

0.322 

Non-command 

Deccan Traps 

0.836 

Command 

Deccan Traps 

4.137 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

120,000 

100,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

275,000 

250,000 

120 

120,000 

100,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

275,000 

250,000 

120 

120,000 

100,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

120,000 

100,000 

120 

275,000 

250,000 

120 

120,000 

100,000 

120 

275,000 

250,000 

120 

120,000 

100,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 



Tube Wells with 
Wells Pumpset 



0.240 

0.504 

0.216 

0.274 

0.036 

0.036 

0.036 

0.036 

0.007 

0.007 

- 

- 

0.043 

0.072 

0.461 

0.490 

0.014 

0.014 

0.007 

0.007 

0.454 

0.531 



























































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Jepla 


Kadaiya Chhatri 


Kadaiya Chor 


0831000703942900 



Bhilwara Uncha 


Bhilwari 


Bhoolon 


Bhuwa Kheri 

0831000703943000 

2.355 

Fresh 

Bor Kheri 

0831000703947800 

2.891 

Fresh 

Chachora 

0831000703945800 

5.970 

Fresh 

Chhatar Pura 

0831000703941800 

5.667 

Fresh 



Non-command 


Bethli 


Non-command 


Bethli 


Non-command 


Bethli 


Non-command 


Bethli 


Non-command 


Non-command 


Bethli 


Non-command 


Bethli 


Non-command 


Bethli 


Non-command 


Bethli 


Non-command 


Bethli 



Googor 

0831000703941000 

8.790 

Fresh 

Gopal Para 

0831000703948600 

4.365 

Fresh 

Hanwat Kherapar 

0831000703947700 

1.543 

Fresh 

Ibrahimpur Kadeem 

0831000703941500 

3.896 

Fresh 


Non-command 


Non-command 


Non-command 


Bethli 



0831000703942500 


8.420 Fresh 



Kakarwa 

0831000703943400 

2.754 

Fresh 

Kamal Pura 

0831000703946300 

2.046 

Fresh 


Khana Kheri 

0831000703942400 

5.166 

Fresh 

Kheri 

0831000703939500 

7.005 

Fresh 

Kherli 

0831000703939600 

7.213 

Fresh 

Kishorpura 

0831000703941100 

2.091 

Fresh 

Kotrapar 

0831000703942000 

11.693 

Fresh 

Kunda Allapura 

0831000703948400 

1.685 

Fresh 

Mahuwa Khera 

0831000703951700 

2.795 

Fresh 

Manak Chowk 

0831000703948100 

3.366 

Fresh 


Bethli 


Non-command 


Bethli 


Non-command 


Bethli 


Non-command 


Bethli 


Non-command 


Non-command 


Bethli 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bethli 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Deccan Traps 

0.852 

Command 

Deccan Traps 

2.689 

Non-command 

Deccan Traps 

0.197 

Command 

Deccan Traps 

1.777 

Non-command 

Deccan Traps 

0.920 

Command 

Deccan Traps 

1.872 

Non-command 

Deccan Traps 

0.060 

Command 

Deccan Traps 

2.355 

Non-command 

Deccan Traps 

2.891 

Non-command 

Deccan Traps 

0.048 

Command 

Deccan Traps 

0.133 

Non-command 

Deccan Traps 

2.506 

Command 

Deccan Traps 

0.948 

Non-command 

Deccan Traps 

0.318 

Command 

Deccan Traps 

0.319 

Non-command 

Deccan Traps 

0.880 

Command 

Deccan Traps 

1.133 

Non-command 

Deccan Traps 

0.296 

Command 

Bhander Sandstone 

1.723 

Command 

Deccan Traps 

4.614 

Non-command 

Bhander Sandstone 

0.116 

Non-command 

Deccan Traps 

2.187 

Non-command 

Bhander Sandstone 

4.703 

Non-command 

Deccan Traps 

0.044 

Non-command 

Bhander Sandstone 

4.015 

Non-command 

Deccan Traps 

0.189 

Non-command 

Deccan Traps 

0.301 

Command 

Bhander Sandstone 

1.634 

Command 

Deccan Traps 

2.241 

Non-command 

Bhander Sandstone 

0.009 

Command 

Bhander Sandstone 

1.178 

Command 

Deccan Traps 

0.375 

Non-command 

Bhander Sandstone 

3.787 

Non-command 

Deccan Traps 

0.928 

Command 

Deccan Traps 

5.042 

Non-command 

Deccan Traps 

3.376 

Command 

Deccan Traps 

1.743 

Non-command 

Deccan Traps 

1.937 

Command 

Deccan Traps 

0.328 

Non-command 

Deccan Traps 

0.535 

Command 

Deccan Traps 

0.484 

Non-command 

Deccan Traps 

0.558 

Non-command 

Deccan Traps 

0.402 

Command 

Deccan Traps 

0.441 

Non-command 

Deccan Traps 

1.604 

Non-command 

Deccan Traps 

2.249 

Non-command 

Bhander Sandstone 

4.913 

Non-command 

Bhander Sandstone 

6.153 

Non-command 

Bhander Sandstone 

0.054 

Non-command 

Deccan Traps 

3.215 

Non-command 

Deccan Traps 

1.603 

Non-command 

Deccan Traps 

0.205 

Command 

Deccan Traps 

0.474 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 





MCM 

MCM 

(15) 

(16) 

0.094 

0.113 

0.439 

0.535 

0.029 

0.039 

0.086 

0.115 

0.043 

0.053 

0.252 

0.310 

0.007 

0.007 

0.346 

0.365 

0.007 

0.017 

0.007 

0.007 

0.007 

0.007 

0.072 

0.082 

0.288 

0.355 

0.101 

0.120 

0.029 

0.029 

0.079 

0.089 

0.115 

0.134 

0.029 

0.039 

0.096 

0.110 

0.151 

0.170 

0.012 

0.012 

0.072 

0.082 

- 

- 

- 

- 

0.552 

0.667 

0.007 

0.007 

0.014 

0.024 




























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



08007064 


Mawasa Vyas 

0831000703947600 

2.221 

Fresh 

Mohammadpura 

0831000703948000 

2.577 

Fresh 

Morkheri 

0831000703946600 

1.514 

Fresh 

Mukand Kheri 

0831000703953100 

4.500 

Fresh 

Niyamatpur 

0831000703948200 

1.874 

Fresh 


Nizam Kheri 

0831000703946900 

0.789 

Fresh 

Peepal Kheri 

0831000703952100 

4.431 

Fresh 

Rahron 

0831000703952200 

2.055 

Fresh 

Reechhri Jageer 

0831000703943500 

2.887 

Fresh 

Rooparel 

0831000703946500 

2.408 

Fresh 


Sevan Kheri 

0831000703946800 

2.904 

Fresh 

Shekhapur 

0831000703939400 

5.232 

Fresh 

Subhanpur Kadees 

0831000703942700 

1.745 

Fresh 

Turki Para 

0831000703948500 

2.024 

Fresh 

Uchawad 

0831000703941700 

13.380 

Fresh 


Udpuriya 

0831000703945900 

2.802 

Fresh 

Akodiya 

0831000703947400 

5.758 

Fresh 

Alla Pura 

0831000703941900 

4.600 

Fresh 

Amanpura 

0831000703947200 

1.255 

Fresh 

Aranyapar 

0831000703947300 

3.300 

Fresh 

Asapura 

0831000703946700 

2.689 

Fresh 

Badanwas 

0831000703942200 

2.426 

Fresh 

Batawadapar 

0831000703956300 

7.787 

Fresh 

Bhatkhera@Faridpur 

0831000703952300 

2.614 

Fresh 

Bhojpur 

0831000703942300 

3.362 

Fresh 

Bishan Kherapar 

0831000703947100 

2.309 

Fresh 

Chhatar Pura 

0831000703941800 

5.667 

Fresh 


Non-command 


Bethli 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bethli 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bethli 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bethli 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chowki 

0831000703952500 

4.310 

Fresh 

Dholara 

0831000703942100 

6.207 

Fresh 

Faizpura 

0831000703957100 

4.618 

Fresh 

Godiya Charan 

0831000703941600 

9.239 

Fresh 


Non-command 


Non-command 


Non-command 


Bethli 


Non-command 



Godiya Mehar 

0831000703952700 

13.228 

Fresh 

Hanwat Kherapar 

0831000703947700 

1.543 

Fresh 

Ibrahimpur Kadeem 

0831000703941500 

3.896 

Fresh 

Jepla 

0831000703942500 

8.420 

Fresh 

Kadaiya Hat 

0831000703952800 

6.393 

Fresh 

Karadiyapar 

0831000703947000 

3.065 

Fresh 

Khana Kheri 

0831000703942400 

5.166 

Fresh 

Khurai 

0831000703956400 

10.296 

Fresh 

Kotrapar 

0831000703942000 

11.693 

Fresh 

Mawasa Vyas 

0831000703947600 

2.221 

Fresh 

Motipura@Shakoorpura 

0831000703952400 

6.546 

Fresh 

Nizam Kheri 

0831000703946900 

0.789 

Fresh 

Rahron 

0831000703952200 

2.055 

Fresh 


Non-command 


Non-command 


Bethli 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Deccan Traps 

2.892 

Command 

Deccan Traps 

1.339 

Non-command 

Deccan Traps 

1.041 

Non-command 

Deccan Traps 

0.479 

Non-command 

Deccan Traps 

2.577 

Non-command 

Deccan Traps 

1.514 

Non-command 

Deccan Traps 

0.401 

Command 

Deccan Traps 

0.541 

Non-command 

Deccan Traps 

1.333 

Non-command 

Deccan Traps 

0.002 

Non-command 

Deccan Traps 

2.823 

Non-command 

Deccan Traps 

1.284 

Non-command 

Deccan Traps 

0.335 

Command 

Deccan Traps 

1.896 

Non-command 

Deccan Traps 

0.512 

Non-command 

Deccan Traps 

1.613 

Non-command 

Bhander Sandstone 

2.081 

Non-command 

Deccan Traps 

1.745 

Non-command 

Deccan Traps 

0.452 

Command 

Bhander Sandstone 

1.286 

Non-command 

Bhander Sandstone 

0.014 

Non-command 

Deccan Traps 

0.400 

Non-command 

Deccan Traps 

5.758 

Non-command 

Deccan Traps 

3.486 

Non-command 

Deccan Traps 

1.255 

Non-command 

Deccan Traps 

3.300 

Non-command 

Deccan Traps 

0.812 

Non-command 

Deccan Traps 

2.426 

Non-command 

Deccan Traps 

6.881 

Non-command 

Deccan Traps 

1.728 

Non-command 

Deccan Traps 

3.362 

Non-command 

Deccan Traps 

2.309 

Non-command 

Bhander Sandstone 

0.018 

Non-command 

Deccan Traps 

3.010 

Non-command 

Deccan Traps 

4.310 

Non-command 

Deccan Traps 

6.207 

Non-command 

Deccan Traps 

0.179 

Command 

Bhander Sandstone 

0.018 

Non-command 

Bhander Sandstone 

0.047 

Non-command 

Deccan Traps 

0.534 

Non-command 

Deccan Traps 

10.488 

Non-command 

Deccan Traps 

1.242 

Command 

Bhander Sandstone 

0.013 

Non-command 

Deccan Traps 

0.001 

Non-command 

Deccan Traps 

1.361 

Non-command 

Deccan Traps 

3.065 

Non-command 

Deccan Traps 

2.917 

Non-command 

Deccan Traps 

8.065 

Non-command 

Deccan Traps 

8.477 

Non-command 

Deccan Traps 

1.743 

Non-command 

Deccan Traps 

5.588 

Non-command 

Deccan Traps 

0.786 

Non-command 

Deccan Traps 

0.014 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.108 

0.108 

0.050 

0.050 

0.036 

0.036 

0.014 

0.014 

0.209 

0.228 

0.043 

0.091 

0.022 

0.032 

0.065 

0.065 

0.151 

0.161 

- 

- 

0.007 

0.007 

0.014 

0.014 

0.022 

0.022 

0.223 

0.281 

0.065 

0.075 

0.187 

0.245 

0.252 

0.310 

0.072 

0.149 

0.050 

0.050 

0.084 

0.084 



0.086 

0.096 

0.216 

0.235 

0.022 

0.041 

0.007 

0.007 



0.014 

0.014 

0.504 

0.542 

0.058 

0.116 



0.115 

0.144 

0.050 

0.117 

0.137 

0.147 

0.216 

0.216 

0.173 

0.211 

0.065 

0.084 

0.173 

0.240 

0.058 

0.279 
























































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


08007065 


08007066 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


(2) 

(3) 

(4) 

(5) 

Sevan Kheri 

0831000703946800 

2.904 

Fresh 

Teetar Kheri 

0831000703947500 

0.878 

Fresh 

Theemarpura@Gafoorpura 

0831000703952600 

6.775 

Fresh 

Uchawad 

0831000703941700 

13.380 

Fresh 


Type of Area (Command / N< 
command) 


Amlawada 


Non-command 


Non-command 


Non-command 


Bethli 


Non-command 



Ahamadpura 

0831000703953400 

2.901 

Fresh 

Bamla 

0831000703956800 

12.074 

Fresh 

Batawadapar 

0831000703956300 

7.787 

Fresh 

Bhatkhera@Faridpur 

0831000703952300 

2.614 

Fresh 

Bishankhera Chena 

0831000703953600 

5.924 

Fresh 

Faizpura 

0831000703957100 

4.618 

Fresh 

Gangna Kheri 

0831000703953000 

1.582 

Fresh 

Godiya Mehar 

0831000703952700 

13.228 

Fresh 

Hasya Kheri 

0831000703953200 

3.110 

Fresh 

Ibrahimpur Jadeed 

0831000703956000 

1.805 

Fresh 

Kadaiya Chor 

0831000703952000 

3.311 

Fresh 


Kadaiya Hat 

0831000703952800 

6.393 

Fresh 

Khajoori 

0831000703951900 

4.312 

Fresh 

Khalakpura 

0831000703951800 

3.223 

Fresh 

Kher Khera Bhoora 

0831000703952900 

5.119 

Fresh 

Khurai 

0831000703956400 

10.296 

Fresh 

Kotra Meghnath 

0831000703955800 

3.407 

Fresh 

Kulinjara 

0831000703956500 

6.430 

Fresh 

Kunda Allapura 

0831000703948400 

1.685 

Fresh 

Madna Kheri 

0831000703955700 

4.618 

Fresh 

Mahuwa Khera 

0831000703951700 

2.795 

Fresh 

Moondiya Khera 

0831000703956100 

2.311 

Fresh 

Motipura@Shakoorpura 

0831000703952400 

6.546 

Fresh 

Mukand Kheri 

0831000703953100 

4.500 

Fresh 

Nagda 

0831000703956600 

8.264 

Fresh 

Peepal Kheri 

0831000703952100 

4.431 

Fresh 

Peepal Kheri Kulipata 

0831000703957000 

6.356 

Fresh 

Peeploo Sarhad 

0831000703957200 

3.661 

Fresh 

Phaliya 

0831000703955900 

3.914 

Fresh 

Rahron 

0831000703952200 

2.055 

Fresh 

Rajpura 

0831000703956200 

4.142 

Fresh 

Rasoolpura 

0831000703953300 

1.371 

Fresh 

Semal Kheri 

0831000703957300 

2.513 

Fresh 

Telni 

0831000703956900 

4.697 

Fresh 

Ahmada 

0831000503910600 

5.737 

Fresh 

Ahmadi 

0831000503910300 

7.960 

Fresh 

Akera 

0831000303878700 

5.580 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bethli 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0831000503905400 


2.430 Fresh 



Bilas 


Non-command 


Bilas 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Deccan Traps 

1.290 

Non-command 

Deccan Traps 

0.878 

Non-command 

Deccan Traps 

6.775 

Command 

Bhander Sandstone 

1.343 

Non-command 

Bhander Sandstone 

9.008 

Non-command 

Deccan Traps 

1.728 

Non-command 

Deccan Traps 

2.901 

Non-command 

Deccan Traps 

4.788 

Non-command 

Deccan Traps 

0.906 

Non-command 

Deccan Traps 

0.049 

Non-command 

Deccan Traps 

1.940 

Non-command 

Deccan Traps 

4.439 

Non-command 

Deccan Traps 

1.582 

Non-command 

Deccan Traps 

2.740 

Non-command 

Deccan Traps 

3.110 

Non-command 

Deccan Traps 

1.770 

Command 

Deccan Traps 

0.072 

Non-command 

Deccan Traps 

2.376 

Non-command 

Deccan Traps 

5.032 

Non-command 

Deccan Traps 

1.523 

Non-command 

Deccan Traps 

1.059 

Non-command 

Deccan Traps 

5.119 

Non-command 

Deccan Traps 

2.231 

Non-command 

Deccan Traps 

3.407 

Non-command 

Deccan Traps 

6.028 

Non-command 

Deccan Traps 

0.082 

Non-command 

Deccan Traps 

1.098 

Non-command 

Deccan Traps 

0.356 

Non-command 

Deccan Traps 

2.311 

Non-command 

Deccan Traps 

0.958 

Non-command 

Deccan Traps 

4.098 

Non-command 

Deccan Traps 

0.042 

Non-command 

Deccan Traps 

1.608 

Non-command 

Deccan Traps 

6.276 

Non-command 

Deccan Traps 

3.661 

Non-command 

Deccan Traps 

3.914 

Non-command 

Deccan Traps 

0.758 

Non-command 

Deccan Traps 

4.142 

Non-command 

Deccan Traps 

1.371 

Non-command 

Deccan Traps 

2.513 

Non-command 

Deccan Traps 

4.697 

Non-command 

Bhander Sandstone 

5.737 

Non-command 

Bhander Sandstone 

7.960 

Non-command 

Bhander Sandstone 

0.155 

Non-command 

Older Alluvium 

1.040 

Command 

Bhander Sandstone 

0.147 

Command 

Older Alluvium 

1.161 

Command 

Bhander Sandstone 

5.166 

Non-command 

Bhander Sandstone 

0.871 

Command 

Bhander Sandstone 

1.584 

Non-command 

Bhander Sandstone 

0.846 

Non-command 

Bhander Sandstone 

1.059 

Non-command 

Limestone 

0.778 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

70,000 

50,000 

120 

80,000 

50,000 


Wells with 


MCM 

MCM 

(15) 

(16) 

0.151 

0.199 

0.180 

0.228 

0.216 

0.274 

0.096 

0.096 

0.624 

0.667 

0.072 

0.082 

0.245 

0.255 

0.036 

0.036 

0.072 

0.072 

- 

- 

0.144 

0.154 

0.209 

0.219 

0.137 

0.137 

0.130 

0.140 

0.014 

0.043 

0.202 

0.202 

- 

- 

0.007 

0.065 

0.410 

0.535 

0.079 

0.117 

0.022 

0.022 

0.180 

0.209 

0.058 

0.058 

0.144 

0.144 

0.137 

0.156 





















































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Ardana 

0831000403882400 

0.430 

Fresh 

Ardand 

0831000403884100 

8.562 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Arjunpura 

0831000503896800 

4.353 

Fresh 

Arnya 

0831000403881900 

1.238 

Fresh 



Asnawar 

0831000503894800 

7.020 

Fresh 

Atru 

0831000403884800 

12.685 

Fresh 

Badipura 

0831000503913800 

5.746 

Fresh 

Bagawada 

0830000103768700 

5.705 

Fresh 



Bahadurganj 

0831000403881000 

4.609 

Fresh 

Bairpur 

0831000403881300 

1.081 

Fresh 


Balapura 


Baldeopura 


Balunda 


Non-command 


Non-command 


Parwati Pickup Weir 


Kota Barrage 


Non-command 


Non-command 


Non-command 


Non-command 


Kota Barrage 


Non-command 


Non-command 


Non-command 


Non-command 



Bajrang Garh 

0831000503908900 

6.520 

Fresh 

Bala Khera 

0831000503902000 

4.541 

Fresh 


0831000503910900 


0831000503912200 


0831000403888500 


0831000103856500 



9.608 

Fresh 

6.816 

Fresh 

7.080 

Fresh 

0.000 

Fresh 

0.000 

Fresh 

4.949 

Fresh 


9.946 Fresh 


7.122 Fresh 


Non-command 


Gopalpura 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kota Barrage 


Non-command 



Kota Barrage 


Non-command 


Non-command 



Bamori 

0831000503911300 

1.104 

Fresh 

Bamori Mohan 

0831000503908000 

2.531 

Fresh 


Banda Kalan 

0831000503914000 

2.209 

Fresh 

Banda-Khurd 

0831000503913900 

1.758 

Fresh 

Banjari 

0830000103772100 

3.071 

Fresh 

Baori Khera 

0831000303875300 

4.955 

Fresh 

Bapoti 

0831000503908600 

2.315 

Fresh 

Barana 

0831000303880100 

11.350 

Fresh 


Non-command 


Bilas 


Non-command 


Non-command 


Non-command 


Kota Barrage 


Parwati Pickup Weir 


Bilas 


Non-command 


Barani 


Barlan 


0831000303879700 


0831000403888200 


4.535 Fresh 



7.818 Fresh 


Non-command 


Parwati Pickup Weir 


Bilas 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bhander Sandstone 

0.430 

Non-command 

Bhander Sandstone 

0.807 

Non-command 

Limestone 

7.755 

Non-command 

Bhander Sandstone 

4.353 

Non-command 

Bhander Sandstone 

1.201 

Command 

Bhander Sandstone 

0.037 

Command 

Older Alluvium 

3.511 

Non-command 

Older Alluvium 

0.122 

Non-command 

Bhander Sandstone 

0.042 

Non-command 

Bhander Sandstone 

8.707 

Non-command 

Bhander Sandstone 

0.244 

Command 

Older Alluvium 

4.369 

Non-command 

Older Alluvium 

0.192 

Non-command 

Bhander Sandstone 

3.372 

Non-command 

Limestone 

1.148 

Non-command 

Bhander Sandstone 

4.609 

Non-command 

Limestone 

0.003 

Non-command 

Older Alluvium 

0.078 

Command 

Bhander Sandstone 

0.763 

Command 

Older Alluvium 

0.237 

Non-command 

Bhander Sandstone 

6.520 

Command 

Bhander Sandstone 

4.530 

Non-command 

Bhander Sandstone 

0.011 

Non-command 

Bhander Sandstone 

9.608 

Non-command 

Bhander Sandstone 

6.816 

Non-command 

Bhander Sandstone 

1.703 

Non-command 

Bhander Sandstone 

0.000 

Non-command 

Bhander Sandstone 

0.000 

Command 

Limestone 

0.281 

Non-command 

Bhander Sandstone 

1.691 

Non-command 

Limestone 

1.456 

Command 

Older Alluvium 

7.970 

Non-command 

Older Alluvium 

0.282 

Non-command 

Limestone 

3.294 

Non-command 

Older Alluvium 

0.247 

Command 

Bhander Sandstone 

0.426 

Command 

Limestone 

0.226 

Command 

Older Alluvium 

2.928 

Non-command 

Bhander Sandstone 

1.104 

Command 

Bhander Sandstone 

1.412 

Non-command 

Bhander Sandstone 

1.118 

Non-command 

Bhander Sandstone 

1.779 

Non-command 

Bhander Sandstone 

1.738 

Command 

Older Alluvium 

3.020 

Command 

Bhander Sandstone 

0.013 

Command 

Bhander Sandstone 

2.315 

Non-command 

Limestone 

4.985 

Non-command 

Older Alluvium 

2.605 

Non-command 

Older Alluvium 

3.278 

Command 

Older Alluvium 

0.379 

Command 

Bhander Sandstone 

4.322 

Non-command 

Bhander Sandstone 

1.390 

Non-command 

Bhander Sandstone 

0.090 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

275,000 

250,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

275,000 

250,000 

120 

70,000 

50,000 

120 

275,000 

250,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

70,000 

50,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

200,000 

150,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

200,000 

150,000 

120 

150,000 

120,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

170,000 

130,000 

120 

150,000 

120,000 

120 

275,000 

250,000 

120 

200,000 

150,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 



0.010 

0.010 

0.048 

0.065 

0.029 

0.041 

0.240 

0.537 

0.060 

0.126 


0.030 

0.030 

0.060 

0.159 

0.006 

0.098 








































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Bhatkheri 


Bhatsui 


Bhawanipura 


Bhopalganj 


Bilasgarh 


Bislai 


Chhapol 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


1.922 Fresh 


5.924 Fresh 



Barooni 

0831000503901900 

0.949 

Fresh 

Basthooni 

0831000503905700 

4.246 

Fresh 



Beeroda 

0830000103773000 

3.289 

Fresh 

Berakya 

0831000403884900 

1.450 

Fresh 

Bhagwanpura 

0831000103862000 

6.862 

Fresh 


Gopalpura 


Non-command 


Kota Barrage 


Non-command 


Gopalpura 


Bilas 


Non-command 


Kota Barrage 


Non-command 


Non-command 



Bhakhrawada 

0831000503908200 

2.150 

Fresh 

Bhanwargarh 

0831000503906800 

31.831 

Fresh 

Bhaogarh 

0831000103856400 

7.920 

Fresh 


0831000303878800 


7.539 Fresh 


Non-command 


Bilas 


Kota Barrage 


Non-command 


Bilas 


Non-command 



0831000303872500 


3.493 Fresh 


0830000103773600 

5.444 

Fresh 

0831000503897700 

1.826 

Fresh 

0830000103773400 

4.205 

Fresh 

0831000503909200 

4.688 

Fresh 

0830000103780900 

3.108 

Fresh 



0831000503896700 

2.724 

Fresh 

0831000103862100 

23.898 

Fresh 


Non-command 


Parwati Pickup Weir 


Kota Barrage 


Gopalpura 


Kota Barrage 


Bilas 


Kota Barrage 


Non-command 


Non-command 


Non-command 



Borda 

0830000103771800 

5.967 

Fresh 

Boreda 

0831000503897200 

3.759 

Fresh 

Brahmpura 

0831000503896400 

1.034 

Fresh 

Brijnagar 

0831000503897800 

2.531 

Fresh 


Chainpurya 

0831000403884500 

8.007 

Fresh 

Chak Guwari 

0830000103769500 

3.338 

Fresh 


Chak Lolkya 

0831000503897500 

0.721 

Fresh 

Chandpura 

0831000303874800 

1.936 

Fresh 


Chardana 

0831000403880900 

3.511 

Fresh 

Chhajawa 

0831000403880800 

7.403 

Fresh 


Parwati Pickup Weir 


Kota Barrage 


Non-command 


Non-command 


Gopalpura 


Non-command 


Non-command 


Kota Barrage 


Non-command 


Non-command 


Non-command 


Parwati Pickup Weir 


Non-command 


Non-command 



0830000103768900 


6.993 Fresh 


Chhatarganj 

0831000503911600 

30.944 

Fresh 

Chhatra Pura 

0830000103772800 

1.648 

Fresh 


Kota Barrage 


Non-command 


Non-command 


Kota Barrage 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Bhander Sandstone 

1.427 

Non-command 

Bhander Sandstone 

0.495 

Command 

Limestone 

2.189 

Non-command 

Limestone 

0.148 

Command 

Bhander Sandstone 

0.253 

Command 

Bhander Sandstone 

4.215 

Non-command 

Bhander Sandstone 

0.031 

Command 

Older Alluvium 

0.017 

Non-command 

Bhander Sandstone 

1.450 

Non-command 

Limestone 

0.517 

Non-command 

Older Alluvium 

1.829 

Command 

Limestone 

2.191 

Command 

Older Alluvium 

2.301 

Non-command 

Bhander Sandstone 

2.150 

Command 

Bhander Sandstone 

6.728 

Command 

Limestone 

3.391 

Non-command 

Limestone 

0.373 

Command 

Bhander Sandstone 

0.014 

Non-command 

Bhander Sandstone 

3.358 

Non-command 

Older Alluvium 

0.209 

Command 

Bhander Sandstone 

2.954 

Command 

Older Alluvium 

1.003 

Non-command 

Older Alluvium 

0.231 

Command 

Older Alluvium 

0.579 

Command 

Older Alluvium 

0.737 

Command 

Bhander Sandstone 

1.826 

Command 

Older Alluvium 

4.151 

Command 

Bhander Sandstone 

4.688 

Command 

Older Alluvium 

2.921 

Non-command 

Older Alluvium 

0.187 

Non-command 

Bhander Sandstone 

2.724 

Non-command 

Limestone 

0.482 

Non-command 

Older Alluvium 

0.549 

Command 

Limestone 

0.350 

Command 

Older Alluvium 

0.375 

Non-command 

Bhander Sandstone 

3.759 

Non-command 

Bhander Sandstone 

1.033 

Command 

Bhander Sandstone 

2.248 

Non-command 

Bhander Sandstone 

0.283 

Non-command 

Bhander Sandstone 

3.008 

Command 

Older Alluvium 

2.674 

Non-command 

Older Alluvium 

0.056 

Non-command 

Bhander Sandstone 

0.721 

Non-command 

Bhander Sandstone 

0.175 

Command 

Bhander Sandstone 

0.873 

Non-command 

Bhander Sandstone 

3.511 

Non-command 

Bhander Sandstone 

1.909 

Non-command 

Limestone 

3.745 

Non-command 

Older Alluvium 

1.749 

Command 

Older Alluvium 

5.847 

Non-command 

Older Alluvium 

0.209 

Non-command 

Bhander Sandstone 

30.944 

Command 

Older Alluvium 

1.642 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

150,000 

90,000 

120 

150,000 

90,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

170,000 

130,000 

120 

70,000 

50,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

170,000 

130,000 

120 

275,000 

250,000 

120 

170,000 

130,000 

120 

275,000 

250,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

275,000 

250,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

170,000 

130,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

70,000 

50,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

275,000 

250,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

100,000 

80,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

275,000 

250,000 

120 

170,000 

130,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.060 


0.030 


























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Chhela Bel 


Chhinod 


Chyawada 


Durjanpura 


Fatehpur 


Fatehpura Kachhara 


Gajron 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


0831000403888400 


0831000503912100 


0831000403884000 


0831000503902300 


0830000103778300 


11.214 Fresh 


17.243 Fresh 




Dara 

0831000403888600 

8.533 

Fresh 

Daulatpura 

0831000503914200 

2.899 

Fresh 

Degnijageer 

0831000403881700 

3.720 

Fresh 


Delod 

0831000503905300 

0.559 

Fresh 

Deo Neemri 

0830000103772400 

1.062 

Fresh 

Deopura 

0831000503898400 

0.806 

Fresh 

Dhand Chhatarpura 

0831000503901600 

2.454 

Fresh 

Dheepri (Chambal) 

0830000103766200 

11.681 

Fresh 

Dhikoniya 

0831000503909300 

15.811 

Fresh 


Dhoti 

0831000403880700 

14.781 

Fresh 

Digodpar 

0831000503902200 

9.927 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Kota Barrage 


Non-command 


Non-command 


Parwati Pickup Weir 


Non-command 


Non-command 


Non-command 


Parwati Pickup Weir 


Bilas 


Kota Barrage 


Gopalpura 


Gopalpura 


Kota Barrage 


Bilas 


Non-command 


Non-command 


Gopalpura 


Non-command 



Duger 

0831000503896200 

0.789 

Fresh 

Dungarli 

0830000103777100 

8.977 

Fresh 


0830000103781200 


10.732 Fresh 


Non-command 


Kota Barrage 


Non-command 


Kota Barrage 



0830000103772200 

2.934 

Fresh 

0831000303875000 

3.698 

Fresh 



0831000503909400 


3.136 Fresh 


Gandawad 

0830000103780800 

3.201 

Fresh 

Gandoliya 

0831000403885000 

7.323 

Fresh 

Ganeshkhera 

0830000103771900 

3.252 

Fresh 

Geedpata 

0831000503906100 

19.680 

Fresh 

Geegcha 

0831000503913000 

7.912 

Fresh 

Geegchi 

0831000503913100 

3.928 

Fresh 

Ghatta 

0831000503909800 

17.566 

Fresh 

Ghatti 

0831000503910000 

10.097 

Fresh 

Gheensari 

0831000303874900 

5.348 

Fresh 



Gobarcha 


0831000503908400 


0.630 Fresh 


Kota Barrage 


Non-command 


Kota Barrage 


Non-command 


Parwati Pickup Weir 


Gopalpura 


Non-command 


Bilas 


Non-command 


Kota Barrage 


Non-command 


Kota Barrage 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bilas 


Non-command 


Parwati Pickup Weir 


Kota Barrage 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bhander Sandstone 

2.778 

Non-command 

Bhander Sandstone 

17.243 

Non-command 

Limestone 

2.418 

Non-command 

Bhander Sandstone 

3.706 

Command 

Older Alluvium 

2.249 

Non-command 

Older Alluvium 

0.182 

Non-command 

Bhander Sandstone 

2.602 

Command 

Bhander Sandstone 

2.571 

Non-command 

Bhander Sandstone 

0.059 

Non-command 

Bhander Sandstone 

0.055 

Non-command 

Bhander Sandstone 

2.075 

Command 

Bhander Sandstone 

1.646 

Command 

Bhander Sandstone 

0.559 

Command 

Older Alluvium 

1.062 

Command 

Bhander Sandstone 

0.027 

Command 

Bhander Sandstone 

2.306 

Command 

Older Alluvium 

0.386 

Command 

Bhander Sandstone 

9.371 

Non-command 

Bhander Sandstone 

3.518 

Non-command 

Limestone 

9.222 

Command 

Bhander Sandstone 

1.008 

Non-command 

Bhander Sandstone 

8.510 

Non-command 

Older Alluvium 

0.410 

Non-command 

Bhander Sandstone 

0.025 

Command 

Older Alluvium 

5.041 

Non-command 

Older Alluvium 

0.772 

Command 

Limestone 

2.534 

Command 

Older Alluvium 

1.985 

Non-command 

Limestone 

0.285 

Non-command 

Older Alluvium 

0.001 

Command 

Older Alluvium 

1.194 

Non-command 

Older Alluvium 

0.090 

Command 

Older Alluvium 

2.934 

Non-command 

Bhander Sandstone 

0.468 

Command 

Bhander Sandstone 

0.390 

Command 

Bhander Sandstone 

0.621 

Non-command 

Bhander Sandstone 

0.447 

Command 

Bhander Sandstone 

0.932 

Non-command 

Bhander Sandstone 

1.694 

Command 

Older Alluvium 

0.044 

Non-command 

Bhander Sandstone 

4.315 

Command 

Older Alluvium 

3.242 

Non-command 

Bhander Sandstone 

4.101 

Non-command 

Bhander Sandstone 

5.239 

Non-command 

Bhander Sandstone 

0.394 

Non-command 

Bhander Sandstone 

13.107 

Non-command 

Bhander Sandstone 

10.097 

Command 

Bhander Sandstone 

0.008 

Non-command 

Bhander Sandstone 

1.950 

Command 

Bhander Sandstone 

3.251 

Command 

Older Alluvium 

1.434 

Non-command 

Older Alluvium 

0.271 

Non-command 

Bhander Sandstone 

0.630 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

50,000 

120 

275,000 

250,000 

120 

80,000 

50,000 

120 

275,000 

250,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

275,000 

250,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

275,000 

250,000 

120 

170,000 

130,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

170,000 

130,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

80,000 

50,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

130,000 

100,000 

120 

275,000 

250,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

150,000 

90,000 

120 

170,000 

130,000 

120 

150,000 

90,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

170,000 

130,000 

120 

70,000 

50,000 

120 

170,000 

130,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

275,000 

250,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.012 


0.030 


0.060 


0.630 






















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Gorela 


Govindpura 


Gudrawani 


Gurala 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



0830000103769400 

4.663 

Fresh 

0831000503894500 

2.309 

Fresh 

0831000503904400 

6.214 

Fresh 

0830000103772700 

4.476 

Fresh 


0831000303880000 

4.302 

Fresh 

0831000503910100 

11.673 

Fresh 

0831000503894300 

3.514 

Fresh 

0831000403884400 

6.588 

Fresh 

0831000103861800 

4.835 

Fresh 


Parwati Pickup Weir 


Kota Barrage 


Non-command 


Non-command 


Kota Barrage 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0830000103768600 


3.058 Fresh 


Gurawadiya 

0831000103856600 

1.631 

Fresh 

Hanotiya 

0831000303879100 

3.104 

Fresh 


Parwati Pickup Weir 


Kota Barrage 


Non-command 


Non-command 


Non-command 



Haripura 

0831000503910700 

4.842 

Fresh 

Harnawada 

0831000403881100 

3.821 

Fresh 


Parwati Pickup Weir 


Non-command 


Non-command 



Iklera Sagar 

0831000503905000 

23.351 

Fresh 

Isharpura 

0831000103860000 

6.309 

Fresh 


Bilas 


Non-command 


Non-command 


Non-command 



Jalwara 

0831000503910800 

6.862 

Fresh 

Jarawadiya 

0831000103859700 

3.207 

Fresh 



Non-command 


Parwati Pickup Weir 


Non-command 


Non-command 


Parwati Pickup Weir 


Kota Barrage 



Jeerod 

0831000403882900 

5.686 

Fresh 

Jetpura 

0831000503911700 

5.614 

Fresh 

Jharwa 

0831000103861500 

5.481 

Fresh 


Kota Barrage 


Non-command 


Kota Barrage 


Non-command 


Non-command 


Non-command 


Non-command 



Parwati Pickup Weir 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bhander Sandstone 

0.831 

Non-command 

Older Alluvium 

1.117 

Command 

Older Alluvium 

0.274 

Command 

Older Alluvium 

1.545 

Non-command 

Bhander Sandstone 

1.062 

Non-command 

Bhander Sandstone 

0.025 

Command 

Older Alluvium 

4.394 

Non-command 

Older Alluvium 

0.080 

Non-command 

Limestone 

4.302 

Non-command 

Bhander Sandstone 

11.673 

Non-command 

Bhander Sandstone 

3.316 

Non-command 

Bhander Sandstone 

6.588 

Non-command 

Bhander Sandstone 

1.364 

Non-command 

Limestone 

0.938 

Command 

Limestone 

2.526 

Command 

Older Alluvium 

1.070 

Non-command 

Older Alluvium 

0.640 

Non-command 

Bhander Sandstone 

1.446 

Non-command 

Bhander Sandstone 

1.826 

Non-command 

Older Alluvium 

1.273 

Command 

Older Alluvium 

0.005 

Non-command 

Bhander Sandstone 

4.842 

Non-command 

Bhander Sandstone 

3.318 

Non-command 

Older Alluvium 

0.503 

Non-command 

Bhander Sandstone 

0.471 

Non-command 

Older Alluvium 

0.911 

Command 

Bhander Sandstone 

0.002 

Command 

Older Alluvium 

3.234 

Command 

Bhander Sandstone 

0.064 

Non-command 

Bhander Sandstone 

8.260 

Non-command 

Bhander Sandstone 

23.050 

Non-command 

Bhander Sandstone 

0.193 

Non-command 

Limestone 

0.281 

Command 

Bhander Sandstone 

1.363 

Command 

Limestone 

2.193 

Non-command 

Older Alluvium 

0.013 

Command 

Older Alluvium 

2.112 

Non-command 

Bhander Sandstone 

6.862 

Non-command 

Bhander Sandstone 

1.561 

Command 

Bhander Sandstone 

0.881 

Command 

Bhander Sandstone 

0.002 

Command 

Limestone 

0.006 

Non-command 

Bhander Sandstone 

0.502 

Non-command 

Limestone 

0.030 

Command 

Older Alluvium 

3.577 

Non-command 

Older Alluvium 

0.112 

Command 

Older Alluvium 

3.373 

Non-command 

Older Alluvium 

0.242 

Non-command 

Limestone 

0.399 

Non-command 

Bhander Sandstone 

5.614 

Non-command 

Bhander Sandstone 

0.656 

Non-command 

Limestone 

1.072 

Command 

Bhander Sandstone 

0.056 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

170,000 

130,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

200,000 

150,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

70,000 

50,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

275,000 

250,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

275,000 

250,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

80,000 

50,000 

120 

275,000 

250,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

150,000 

120,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 



















































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Kalyanpura Ghata 


Kamtha 


Kankarda 


Kanwariya 


Karjoda 


Karnahera 


Kethoda 


Khairpur 


Khatauli 


Khedaheri 


Khera 


Kherli 


Kherli Bansla 


Kherli Kesho 


Type of Area (Command / N< 
command) 



Jhiri 

0831000503911900 

9.096 

Fresh 

Jhopariya 

0830000103772300 

0.844 

Fresh 

Jorawarpura 

0830000103773500 

6.679 

Fresh 

Kadeeli 

0831000503911200 

5.509 

Fresh 

Kagla Bambori 

0831000503901500 

8.328 

Fresh 


0831000303874600 


3.324 Fresh 


Non-command 


Kota Barrage 


Kota Barrage 


Non-command 


Gopalpura 


Non-command 


Bilas 


Non-command 



0831000503905500 


0831000503907600 


0831000503898000 


4.229 Fresh 


2.253 Fresh 


2.311 Fresh 


Kanwarpura 

0830000103778500 

3.855 

Fresh 

Kapri Khera 

0831000503906900 

3.348 

Fresh 

Kareeriya 

0831000103861900 

3.294 

Fresh 


Bilas 


Non-command 


Bilas 


Non-command 


Gopalpura 


Non-command 


Kota Barrage 


Bilas 


Non-command 



0830000103781100 


0831000303880300 



Karwala @ Lachhmipura 

0831000503894900 

1.800 

Fresh 

Keerpura 

0830000103772600 

1.825 

Fresh 



0830000103768500 


0831000503909100 



Khalda 

0831000503911400 

3.170 

Fresh 

Khaldi 

0831000503911500 

5.558 

Fresh 

Khareela 

0831000403882600 

7.515 

Fresh 


Kota Barrage 


Non-command 


Parwati Pickup Weir 


Non-command 


Kota Barrage 


Non-command 


Kota Barrage 


Non-command 


Bilas 


Non-command 


Non-command 


Non-command 


Non-command 



0830000103772500 


0831000303879200 


0830000103782300 



0831000503902700 

2.892 

Fresh 

0831000503914100 

2.540 

Fresh 

0831000403888300 

6.962 

Fresh 

0831000303872200 

5.022 

Fresh 



Kota Barrage 


Non-command 


Non-command 


Parwati Pickup Weir 


Kota Barrage 


Non-command 


Gopalpura 


Non-command 


Non-command 


Non-command 


Parwati Pickup Weir 


Bilas 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Limestone 

1.588 

Non-command 

Bhander Sandstone 

9.096 

Command 

Older Alluvium 

0.844 

Command 

Older Alluvium 

1.455 

Non-command 

Bhander Sandstone 

5.509 

Command 

Bhander Sandstone 

7.047 

Non-command 

Bhander Sandstone 

1.282 

Command 

Bhander Sandstone 

0.055 

Non-command 

Bhander Sandstone 

1.802 

Non-command 

Older Alluvium 

0.264 

Command 

Bhander Sandstone 

1.193 

Command 

Older Alluvium 

0.010 

Command 

Bhander Sandstone 

0.201 

Non-command 

Bhander Sandstone 

4.028 

Command 

Bhander Sandstone 

1.102 

Non-command 

Bhander Sandstone 

1.151 

Command 

Bhander Sandstone 

1.291 

Non-command 

Bhander Sandstone 

1.020 

Command 

Older Alluvium 

0.323 

Command 

Bhander Sandstone 

3.348 

Non-command 

Bhander Sandstone 

0.448 

Non-command 

Limestone 

0.474 

Non-command 

Older Alluvium 

2.207 

Command 

Limestone 

0.025 

Command 

Older Alluvium 

0.141 

Command 

Older Alluvium 

3.446 

Non-command 

Older Alluvium 

0.012 

Command 

Bhander Sandstone 

0.255 

Command 

Older Alluvium 

5.398 

Non-command 

Bhander Sandstone 

0.106 

Command 

Older Alluvium 

1.775 

Non-command 

Older Alluvium 

0.051 

Command 

Older Alluvium 

3.321 

Non-command 

Older Alluvium 

0.512 

Command 

Bhander Sandstone 

1.705 

Non-command 

Bhander Sandstone 

1.307 

Non-command 

Bhander Sandstone 

3.170 

Non-command 

Bhander Sandstone 

5.558 

Non-command 

Bhander Sandstone 

0.350 

Non-command 

Limestone 

7.165 

Command 

Older Alluvium 

9.526 

Non-command 

Older Alluvium 

0.581 

Non-command 

Older Alluvium 

0.733 

Command 

Older Alluvium 

3.779 

Command 

Limestone 

0.881 

Non-command 

Limestone 

0.065 

Command 

Bhander Sandstone 

0.588 

Non-command 

Bhander Sandstone 

2.540 

Non-command 

Bhander Sandstone 

3.071 

Non-command 

Older Alluvium 

0.838 

Command 

Older Alluvium 

4.182 

Command 

Bhander Sandstone 

0.222 

Non-command 

Bhander Sandstone 

0.755 


with 

Pumpset 


(9) (10) 


1 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

325,000 

300,000 

120 

275,000 

250,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

170,000 

130,000 

120 

275,000 

250,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

275,000 

250,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

90,000 

120 

150,000 

90,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

70,000 

50,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

275,000 

250,000 

120 

275,000 

250,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.036 









































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


7.102 Fresh 


Kherliganj (CT) 

0831000443104000 

4.669 

Fresh 

Kheruna 

0831000503908700 

2.768 

Fresh 

Khuri 

0831000403882700 

12.390 

Fresh 

Khyawada 

0831000503910400 

3.940 

Fresh 

Kishanganj 

0831000503905200 

10.895 

Fresh 


Kishanpura 

0831000503911000 

13.848 

Fresh 

Kishanpura @ Khawaspura 

0830000103769700 

2.883 

Fresh 

Kishnaipura 

0831000503898200 

2.585 

Fresh 


Koondi 

0831000503908300 

9.278 

Fresh 

Kotra 

0831000303879600 

2.959 

Fresh 



0831000403881800 

3.546 

Fresh 

0831000303879400 

4.675 

Fresh 



Lalapura 

0831000503905600 

3.048 

Fresh 

Lalganj 

0831000503902600 

2.464 

Fresh 

Lathkhera 

0831000503911100 

6.993 

Fresh 

Laxmipura 

0831000403884700 

2.456 

Fresh 

Laxmipura @ Patpadi 

0831000503913600 

11.343 

Fresh 

Lolkya 

0831000503897400 

2.128 

Fresh 

Luhariya 

0831000303880400 

4.060 

Fresh 


Bilas 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bilas 


Non-command 


Non-command 


Kota Barrage 


Gopalpura 


Non-command 


Non-command 


Non-command 


Parwati Pickup Weir 


Non-command 


Non-command 


Parwati Pickup Weir 


Gopalpura 


Non-command 


Parwati Pickup Weir 


Non-command 


Parwati Pickup Weir 


Bilas 


Non-command 


Gopalpura 


Non-command 


Kota Barrage 


Non-command 


Non-command 


Gopalpura 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Parwati Pickup Weir 



Madanpura 

0831000503901300 

1.368 

Fresh 

Madhopura 

0831000503897900 

1.589 

Fresh 

Mahalpur 

0831000103859600 

5.386 

Fresh 



Mahesh Pura 

0831000403884300 

4.200 

Fresh 

Mahodari 

0831000503912900 

31.716 

Fresh 

Mahrawta 

0831000503904800 

11.652 

Fresh 


Gopalpura 


Non-command 


Kota Barrage 


Non-command 


Parwati Pickup Weir 


Non-command 


Non-command 


Non-command 


Mahtabpura 


Majrawata 


0831000503897300 


3.180 Fresh 


Non-command 



Parwati Pickup Weir 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Bhander Sandstone 

2.587 

Non-command 

Bhander Sandstone 

4.515 

Non-command 

Bhander Sandstone 

4.669 

Non-command 

Bhander Sandstone 

2.768 

Non-command 

Limestone 

3.863 

Non-command 

Bhander Sandstone 

3.940 

Command 

Bhander Sandstone 

6.027 

Non-command 

Bhander Sandstone 

4.869 

Non-command 

Bhander Sandstone 

13.474 

Command 

Older Alluvium 

2.600 

Command 

Bhander Sandstone 

2.528 

Non-command 

Bhander Sandstone 

0.051 

Non-command 

Bhander Sandstone 

9.278 

Non-command 

Older Alluvium 

0.603 

Command 

Older Alluvium 

2.356 

Non-command 

Bhander Sandstone 

3.546 

Non-command 

Older Alluvium 

2.659 

Command 

Older Alluvium 

1.896 

Command 

Bhander Sandstone 

0.000 

Non-command 

Bhander Sandstone 

2.146 

Non-command 

Older Alluvium 

6.780 

Command 

Older Alluvium 

9.655 

Non-command 

Older Alluvium 

7.842 

Command 

Older Alluvium 

8.500 

Command 

Bhander Sandstone 

0.882 

Non-command 

Bhander Sandstone 

1.343 

Command 

Bhander Sandstone 

1.078 

Non-command 

Bhander Sandstone 

3.324 

Command 

Older Alluvium 

4.486 

Non-command 

Older Alluvium 

0.112 

Non-command 

Bhander Sandstone 

3.048 

Command 

Bhander Sandstone 

1.186 

Non-command 

Bhander Sandstone 

6.993 

Non-command 

Bhander Sandstone 

0.000 

Non-command 

Bhander Sandstone 

6.141 

Non-command 

Bhander Sandstone 

2.128 

Non-command 

Bhander Sandstone 

0.571 

Command 

Bhander Sandstone 

0.642 

Command 

Older Alluvium 

2.848 

Command 

Bhander Sandstone 

1.368 

Non-command 

Bhander Sandstone 

1.589 

Command 

Bhander Sandstone 

0.000 

Non-command 

Bhander Sandstone 

2.583 

Command 

Bhander Sandstone 

0.782 

Non-command 

Bhander Sandstone 

4.200 

Non-command 

Bhander Sandstone 

10.844 

Non-command 

Bhander Sandstone 

11.592 

Non-command 

Older Alluvium 

0.060 

Non-command 

Bhander Sandstone 

2.220 

Non-command 

Older Alluvium 

0.960 

Non-command 

Bhander Sandstone 

0.975 

Non-command 

Older Alluvium 

2.803 

Command 

Bhander Sandstone 

0.097 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

70,000 

50,000 

120 

275,000 

250,000 

120 

80,000 

50,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

170,000 

130,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

70,000 

50,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

70,000 

50,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

70,000 

50,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

130,000 

100,000 

120 

275,000 

250,000 

120 

130,000 

100,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 



Wells with 
Pumpset 


MCM 


(15) 


0.120 



























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Mandola 

0831000303879800 

8.403 

Fresh 

Mandoli 

0831000303878400 

2.406 

Fresh 

Manpura 

0831000303872300 

2.386 

Fresh 



Maytha 

0831000503898500 

1.981 

Fresh 

Meethod 

0830000103781000 

5.699 

Fresh 


Meghpura 

0831000503898600 

2.451 

Fresh 

Merma Talab 

0831000403883900 

11.127 

Fresh 

Mermachah 

0831000403884200 

6.326 

Fresh 


Non-command 


Non-command 


Non-command 


Parwati Pickup Weir 


Kota Barrage 


Non-command 


Non-command 


Parwati Pickup Weir 


Gopalpura 


Kota Barrage 


Non-command 


Gopalpura 


Non-command 


Non-command 


Misai 

0831000503904700 

10.272 

Fresh 

Miyada 

0831000303871300 

20.084 

Fresh 


Miyana 

0830000103767200 

14.334 

Fresh 

Moondla Bisoti 

0831000403881200 

4.620 

Fresh 


Mor Khundna 


Non-command 


Non-command 


Parwati Pickup Weir 


Kota Barrage 


Non-command 



0830000103776900 


5.443 Fresh 



Motipura 

0831000403882000 

5.106 

Fresh 

Motipura @ Barooni 

0831000503912000 

5.903 

Fresh 

Mundiya 

0831000103859800 

6.274 

Fresh 


Nahargarh 

0831000503911800 

44.321 

Fresh 

Naihroopur 

0831000503912300 

4.271 

Fresh 

Nalda 

0831000503907700 

6.422 

Fresh 


Naldi 

0831000503908500 

1.458 

Fresh 

Nandgaonri 

0831000103859900 

5.218 

Fresh 



Naya Gaon 

0830000103768400 

2.671 

Fresh 

Neem Khera 

0831000503912400 

4.463 

Fresh 

Neemoda 

0831000503896900 

4.005 

Fresh 

Neemola 

0830000103767100 

11.669 

Fresh 

Padampura 

0831000503901200 

0.991 

Fresh 

Pagara 

0831000103861700 

7.715 

Fresh 


Kota Barrage 


Non-command 


Kota Barrage 


Non-command 


Non-command 


Non-command 


Non-command 


Parwati Pickup Weir 


Non-command 


Non-command 


Bilas 


Non-command 


Non-command 


Non-command 


Parwati Pickup Weir 


Non-command 


Parwati Pickup Weir 


Kota Barrage 


Non-command 


Non-command 


Kota Barrage 


Gopalpura 


Non-command 



Pali 

0831000503894400 

2.996 

Fresh 

Paraniya 

0831000503910200 

23.287 

Fresh 


Non-command 


Bilas 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Older Alluvium 

2.196 

Non-command 

Older Alluvium 

0.135 

Non-command 

Older Alluvium 

0.051 

Non-command 

Older Alluvium 

0.036 

Command 

Older Alluvium 

1.643 

Command 

Older Alluvium 

2.660 

Non-command 

Older Alluvium 

0.132 

Non-command 

Older Alluvium 

0.000 

Command 

Older Alluvium 

1.300 

Command 

Bhander Sandstone 

0.888 

Command 

Older Alluvium 

4.966 

Non-command 

Older Alluvium 

0.069 

Command 

Bhander Sandstone 

1.081 

Non-command 

Limestone 

1.066 

Non-command 

Bhander Sandstone 

4.956 

Non-command 

Limestone 

1.225 

Non-command 

Bhander Sandstone 

10.272 

Non-command 

Older Alluvium 

3.460 

Command 

Older Alluvium 

9.108 

Command 

Older Alluvium 

0.021 

Non-command 

Bhander Sandstone 

1.259 

Non-command 

Limestone 

1.047 

Non-command 

Older Alluvium 

1.643 

Command 

Bhander Sandstone 

0.615 

Command 

Older Alluvium 

0.057 

Command 

Older Alluvium 

4.000 

Non-command 

Older Alluvium 

0.387 

Command 

Bhander Sandstone 

0.068 

Non-command 

Bhander Sandstone 

2.428 

Non-command 

Bhander Sandstone 

5.106 

Non-command 

Bhander Sandstone 

5.903 

Non-command 

Bhander Sandstone 

3.832 

Command 

Bhander Sandstone 

1.929 

Non-command 

Bhander Sandstone 

44.321 

Non-command 

Bhander Sandstone 

4.271 

Command 

Bhander Sandstone 

5.082 

Non-command 

Bhander Sandstone 

1.340 

Non-command 

Bhander Sandstone 

1.458 

Non-command 

Bhander Sandstone 

1.058 

Command 

Bhander Sandstone 

4.094 

Non-command 

Bhander Sandstone 

0.552 

Command 

Bhander Sandstone 

0.347 

Command 

Older Alluvium 

0.142 

Non-command 

Bhander Sandstone 

4.463 

Non-command 

Bhander Sandstone 

4.005 

Command 

Older Alluvium 

0.202 

Command 

Bhander Sandstone 

0.976 

Non-command 

Bhander Sandstone 

5.818 

Non-command 

Limestone 

0.025 

Non-command 

Older Alluvium 

1.873 

Non-command 

Bhander Sandstone 

0.209 

Command 

Bhander Sandstone 

5.272 

Non-command 

Bhander Sandstone 

18.016 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

275,000 

250,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

275,000 

250,000 

120 

80,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

275,000 

250,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

170,000 

130,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

70,000 

50,000 

120 

275,000 

250,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

170,000 

130,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

170,000 

130,000 

120 

275,000 

250,000 

120 

150,000 

120,000 

120 

325,000 

300,000 

120 

150,000 

120,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 



















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Patalya 

0831000403882200 

2.714 

Fresh 

Patheda 

0831000303879300 

5.956 

Fresh 


Type of Area (Command / N< 
command) 



Peepalda Kalan 

0831000503897000 

5.776 

Fresh 

Peepalda Khurd 

0831000503897100 

8.779 

Fresh 


Peetampura 

0831000503910500 

3.941 

Fresh 

Pempura 

0831000503908800 

6.421 

Fresh 

Phaldi 

0831000503905900 

10.128 

Fresh 



Piplod 

0831000403882100 

13.206 

Fresh 

Prempura 

0831000503896300 

0.480 

Fresh 

Rahlai 

0831000403881400 

4.736 

Fresh 


Non-command 


Non-command 


Parwati Pickup Weir 


Bilas 


Non-command 


Bilas 


Non-command 


Gopalpura 


Non-command 


Bilas 


Non-command 


Non-command 


Gopalpura 


Non-command 


Non-command 


Non-command 


Bilas 


Non-command 


Kota Barrage 


Non-command 


Non-command 


Non-command 


Non-command 


Parwati Pickup Weir 



Ram Khera 

0830000103769900 

1.942 

Fresh 

Ramganj @ Nayagaon 

0831000503909000 

5.923 

Fresh 


Ramgarh 

0831000503896500 

13.555 

Fresh 

Ramniwas 

0831000403881500 

3.293 

Fresh 



Kota Barrage 


Bilas 


Non-command 


Non-command 


Non-command 


Parwati Pickup Weir 


Bilas 


Non-command 


Bilas 


Non-command 


Non-command 



Ratanpura 

0831000403884600 

6.144 

Fresh 

Rebarpura 

0831000303871400 

5.058 

Fresh 



Relawan 

0831000503901100 

7.522 

Fresh 

Rengarh 

0831000103857100 

7.917 

Fresh 


Ron 

0830000103778100 

4.597 

Fresh 

Sabzipura 

0830000103772000 

2.068 

Fresh 

Sahrod 

0831000403880600 

10.320 

Fresh 


Non-command 


Non-command 


Parwati Pickup Weir 


Kota Barrage 


Non-command 


Non-command 


Parwati Pickup Weir 


Gopalpura 


Kota Barrage 


Non-command 


Kota Barrage 


Kota Barrage 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bhander Sandstone 

2.714 

Non-command 

Older Alluvium 

0.595 

Command 

Older Alluvium 

4.478 

Command 

Bhander Sandstone 

2.435 

Non-command 

Bhander Sandstone 

0.501 

Command 

Bhander Sandstone 

2.213 

Non-command 

Bhander Sandstone 

0.263 

Command 

Bhander Sandstone 

0.119 

Non-command 

Bhander Sandstone 

4.005 

Command 

Bhander Sandstone 

2.583 

Non-command 

Bhander Sandstone 

2.563 

Non-command 

Bhander Sandstone 

5.776 

Command 

Bhander Sandstone 

0.119 

Non-command 

Bhander Sandstone 

8.660 

Non-command 

Bhander Sandstone 

3.941 

Non-command 

Bhander Sandstone 

6.421 

Command 

Bhander Sandstone 

3.804 

Non-command 

Bhander Sandstone 

6.308 

Command 

Older Alluvium 

6.766 

Non-command 

Older Alluvium 

0.440 

Non-command 

Bhander Sandstone 

13.206 

Non-command 

Bhander Sandstone 

0.238 

Non-command 

Bhander Sandstone 

1.416 

Command 

Bhander Sandstone 

3.319 

Command 

Older Alluvium 

0.002 

Command 

Older Alluvium 

1.942 

Command 

Bhander Sandstone 

0.389 

Non-command 

Bhander Sandstone 

5.534 

Non-command 

Bhander Sandstone 

8.534 

Non-command 

Bhander Sandstone 

0.686 

Command 

Bhander Sandstone 

2.607 

Command 

Bhander Sandstone 

4.034 

Non-command 

Bhander Sandstone 

0.025 

Command 

Bhander Sandstone 

8.499 

Non-command 

Bhander Sandstone 

8.766 

Non-command 

Bhander Sandstone 

0.323 

Non-command 

Older Alluvium 

1.180 

Command 

Bhander Sandstone 

1.982 

Command 

Older Alluvium 

3.569 

Non-command 

Bhander Sandstone 

6.125 

Non-command 

Older Alluvium 

2.090 

Command 

Older Alluvium 

2.719 

Command 

Bhander Sandstone 

0.135 

Non-command 

Bhander Sandstone 

3.751 

Non-command 

Bhander Sandstone 

0.139 

Non-command 

Older Alluvium 

1.550 

Command 

Older Alluvium 

1.595 

Command 

Bhander Sandstone 

4.034 

Command 

Bhander Sandstone 

0.128 

Non-command 

Bhander Sandstone 

5.531 

Command 

Older Alluvium 

0.009 

Command 

Older Alluvium 

2.068 

Non-command 

Limestone 

0.034 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

50,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

70,000 

50,000 

120 

275,000 

250,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

170,000 

130,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

70,000 

50,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

275,000 

250,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

80,000 

50,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.072 

0.173 

0.029 

0.101 

0.202 

0.796 

0.180 

0.312 

0.030 

0.063 

0.360 

0.459 

0.030 

0.030 

- 

- 

0.060 

0.159 

0.060 

0.060 

0.060 

0.060 

0.540 

0.639 




































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


08007067 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Sakhrawada 

0831000503908100 

5.034 

Fresh 

Sambalpur 

0831000303874700 

8.691 

Fresh 


Shahgarh 


Shahnawada 


Shobhagpura 


Shri Pura 


Shripura 


Sigri 


Simlod 


Singola 


Type of Area (Command / N< 
command) 



Sanmanpura 

0830000103771700 

7.903 

Fresh 

Seemlya 

0831000503907300 

4.312 

Fresh 


Seemlya Sopan 

0831000503898700 

1.073 

Fresh 

Sewani 

0831000503897600 

7.047 

Fresh 


0831000303871800 


7.380 Fresh 


Non-command 


Bilas 


Non-command 


Parwati Pickup Weir 


Kota Barrage 


Non-command 


Kota Barrage 


Bilas 


Non-command 


Gopalpura 


Gopalpura 


Non-command 


Non-command 



0830000103778400 


4.533 Fresh 



0831000503912600 

12.310 

Fresh 

0831000503901700 

1.197 

Fresh 

0831000503894700 

2.991 

Fresh 

0830000103770100 

3.385 

Fresh 

0831000503912700 

16.745 

Fresh 

0831000503912500 

19.080 

Fresh 

0831000503912800 

6.536 

Fresh 

0831000103861600 

4.228 

Fresh 


Sorana 

0831000503904600 

6.354 

Fresh 

Suhawan 

0831000503901800 

3.435 

Fresh 

Sumerpura 

0830000103770000 

4.462 

Fresh 

Swarooppura 

0831000503901400 

2.708 

Fresh 

Tagariya Dhani 

0831000503894600 

4.754 

Fresh 

Talab 

0830000103773300 

9.529 

Fresh 

Tejgarh 

0831000303872000 

3.957 

Fresh 


Thana 

0831000503896600 

2.078 

Fresh 

Thoogani 

0831000503907900 

1.728 

Fresh 



Udaipura 

0830000103767300 

3.996 

Fresh 

Udpuriya 

0831000503898100 

2.301 

Fresh 

Ulthi 

0831000303871600 

11.730 

Fresh 


Parwati Pickup Weir 


Kota Barrage 


Non-command 


Gopalpura 


Non-command 


Non-command 


Gopalpura 


Non-command 


Kota Barrage 


Non-command 


Non-command 


Non-command 


Non-command 


Parwati Pickup Weir 


Non-command 


Gopalpura 


Kota Barrage 


Gopalpura 


Non-command 


Kota Barrage 


Non-command 


Parwati Pickup Weir 


Non-command 


Bilas 


Non-command 


Non-command 


Parwati Pickup Weir 


Kota Barrage 


Gopalpura 


Non-command 



Vishanpura 

0830000103767900 

2.844 

Fresh 

Amalda 

0830000103774300 

9.580 

Fresh 

Aranya 

0830000103781800 

2.366 

Fresh 

Ayana 

0830000103780600 

29.733 

Fresh 


Parwati Pickup Weir 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Ayani 

0830000103780100 

10.121 

Fresh 

Balapura 

0831000103855800 

4.710 

Fresh 


Kota Barrage 


Kota Barrage 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bhander Sandstone 

5.034 

Command 

Bhander Sandstone 

0.005 

Non-command 

Bhander Sandstone 

3.384 

Command 

Bhander Sandstone 

5.302 

Command 

Older Alluvium 

2.978 

Non-command 

Older Alluvium 

0.034 

Command 

Older Alluvium 

1.369 

Command 

Bhander Sandstone 

0.228 

Non-command 

Bhander Sandstone 

4.084 

Command 

Bhander Sandstone 

0.718 

Command 

Bhander Sandstone 

5.138 

Non-command 

Bhander Sandstone 

1.909 

Non-command 

Bhander Sandstone 

0.834 

Non-command 

Older Alluvium 

1.772 

Command 

Older Alluvium 

4.775 

Command 

Older Alluvium 

3.541 

Non-command 

Older Alluvium 

0.175 

Command 

Bhander Sandstone 

1.179 

Non-command 

Bhander Sandstone 

8.863 

Non-command 

Bhander Sandstone 

10.712 

Command 

Bhander Sandstone 

1.197 

Non-command 

Bhander Sandstone 

1.899 

Command 

Older Alluvium 

1.247 

Non-command 

Bhander Sandstone 

9.085 

Non-command 

Bhander Sandstone 

19.080 

Non-command 

Bhander Sandstone 

0.298 

Non-command 

Bhander Sandstone 

2.517 

Command 

Bhander Sandstone 

1.711 

Non-command 

Bhander Sandstone 

6.354 

Command 

Bhander Sandstone 

1.179 

Command 

Older Alluvium 

4.456 

Command 

Bhander Sandstone 

2.708 

Non-command 

Bhander Sandstone 

4.754 

Command 

Older Alluvium 

7.193 

Non-command 

Older Alluvium 

2.558 

Command 

Older Alluvium 

1.399 

Non-command 

Bhander Sandstone 

1.605 

Command 

Bhander Sandstone 

0.000 

Non-command 

Bhander Sandstone 

1.727 

Non-command 

Older Alluvium 

0.242 

Command 

Older Alluvium 

4.620 

Command 

Older Alluvium 

0.544 

Command 

Bhander Sandstone 

2.301 

Non-command 

Bhander Sandstone 

1.344 

Non-command 

Older Alluvium 

9.400 

Command 

Older Alluvium 

0.986 

Command 

Older Alluvium 

0.033 

Command 

Older Alluvium 

1.240 

Command 

Limestone 

2.366 

Command 

Limestone 

10.535 

Command 

Older Alluvium 

18.868 

Command 

Older Alluvium 

0.366 

Command 

Limestone 

1.122 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

275,000 

250,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

170,000 

130,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

170,000 

130,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

170,000 

130,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

275,000 

250,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

170,000 

130,000 

120 

275,000 

250,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

150,000 

90,000 

120 

150,000 

90,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

325,000 

300,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.900 
































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


(2) 

(3) 

(4) 

(5) 

Bambooliya Kalan 

0830000103771200 

11.240 

Fresh 

Bambooliya Khurd 

0830000103771300 

4.201 

Fresh 

Bambooliya Khurda 

0830000103781300 

1.922 

Fresh 

Bamori Kalan 

0831000103856000 

13.915 

Fresh 

Barodiya 

0830000103777400 

5.241 

Fresh 

Baroli 

0830000103782000 

5.924 

Fresh 

Beeroda 

0830000103773000 

3.289 

Fresh 

Bhairoopura 

0830000103773200 

3.066 

Fresh 

Bhawanipura 

0830000103773600 

5.444 

Fresh 

Bhopalganj 

0830000103773400 

4.205 

Fresh 

Chak Kherli 

0830000103778000 

0.705 

Fresh 

Chanda 

0830000103775500 

3.958 

Fresh 

Chhatra Pura 

0830000103772800 

1.648 

Fresh 

Chhatra Pura @ Kumhariya 

0830000103779000 

2.978 

Fresh 

Chyawada 

0830000103778300 

2.831 

Fresh 

Dadwara 

0830000103774100 

7.687 

Fresh 

Deopura 

0830000103776700 

3.981 

Fresh 

Dheedhora 

0830000103781400 

2.161 

Fresh 


Type of Area (Command / N< 
command) 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Doli 

0830000103775600 

6.584 

Fresh 

Dorli 

0830000103779100 

4.340 

Fresh 

Dungarli 

0830000103777100 

8.977 

Fresh 

Durjanpura 

0830000103781200 

10.732 

Fresh 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 



Fatehpura (Rampura) 

0830000103773900 

4.714 

Fresh 

Gandawad 

0830000103780800 

3.201 

Fresh 

Ganesh Khera 

0830000103778700 

5.593 

Fresh 

Ganesh Pura 

0830000103778900 

6.460 

Fresh 

Ganeshganj 

0830000103775400 

9.625 

Fresh 

Genta 

0830000103771100 

19.216 

Fresh 

Gondi 

0830000103775300 

5.935 

Fresh 

Gordhanpura 

0830000103772700 

4.476 

Fresh 

Haripura 

0830000103782100 

5.459 

Fresh 

Hatholi 

0830000103771600 

4.949 

Fresh 

Itawa 

0830000103774000 

17.741 

Fresh 

Jharol 

0830000103775700 

7.866 

Fresh 

Jorawarpura 

0830000103773500 

6.679 

Fresh 

Kajliya 

0830000103777800 

3.227 

Fresh 

Kamalda 

0830000103781700 

3.139 

Fresh 

Kanwarpura 

0830000103778500 

3.855 

Fresh 

Kareela 

0830000103773100 

3.814 

Fresh 

Karjoda 

0830000103781100 

4.459 

Fresh 

Karwar 

0830000103776200 

8.029 

Fresh 

Keshopura 

0830000103773700 

5.488 

Fresh 

Kherda 

0830000103776100 

4.325 

Fresh 

Kherli Berisal 

0830000103776800 

5.566 

Fresh 

Kherli Borda 

0830000103776000 

4.095 

Fresh 

Kherli Kishanpura 

0830000103778600 

2.362 

Fresh 

Kherli Naunera 

0830000103774500 

4.314 

Fresh 

Kherli Peepalda 

0830000103777900 

3.777 

Fresh 

Kherlideo 

0830000103780700 

2.893 

Fresh 


Kota Barrage 


Non-command 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Older Alluvium 

3.053 

Command 

Older Alluvium 

1.890 

Command 

Older Alluvium 

1.922 

Command 

Limestone 

5.312 

Command 

Older Alluvium 

5.241 

Command 

Limestone 

1.341 

Command 

Older Alluvium 

3.272 

Command 

Older Alluvium 

3.066 

Command 

Older Alluvium 

4.707 

Command 

Older Alluvium 

0.054 

Command 

Older Alluvium 

0.705 

Command 

Older Alluvium 

3.958 

Command 

Older Alluvium 

0.005 

Command 

Older Alluvium 

2.978 

Command 

Older Alluvium 

0.400 

Command 

Older Alluvium 

7.687 

Command 

Older Alluvium 

3.981 

Command 

Limestone 

0.785 

Command 

Older Alluvium 

1.376 

Command 

Older Alluvium 

6.584 

Command 

Older Alluvium 

1.225 

Command 

Older Alluvium 

3.164 

Command 

Limestone 

2.168 

Command 

Older Alluvium 

3.759 

Command 

Older Alluvium 

3.254 

Non-command 

Older Alluvium 

0.016 

Command 

Older Alluvium 

4.714 

Command 

Older Alluvium 

3.157 

Command 

Older Alluvium 

5.593 

Command 

Older Alluvium 

6.460 

Command 

Older Alluvium 

8.249 

Command 

Older Alluvium 

7.096 

Command 

Older Alluvium 

5.935 

Command 

Older Alluvium 

0.002 

Command 

Limestone 

0.163 

Command 

Older Alluvium 

0.001 

Command 

Older Alluvium 

17.741 

Command 

Older Alluvium 

7.866 

Command 

Older Alluvium 

5.224 

Command 

Older Alluvium 

3.227 

Command 

Limestone 

3.139 

Command 

Older Alluvium 

3.533 

Command 

Older Alluvium 

3.814 

Command 

Older Alluvium 

1.001 

Command 

Older Alluvium 

8.029 

Command 

Older Alluvium 

5.347 

Command 

Older Alluvium 

4.325 

Command 

Older Alluvium 

5.566 

Command 

Older Alluvium 

4.095 

Command 

Older Alluvium 

2.362 

Command 

Older Alluvium 

0.076 

Command 

Older Alluvium 

3.777 

Command 

Older Alluvium 

2.893 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

325,000 

300,000 

120 

170,000 

130,000 

120 

150,000 

90,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

150,000 

90,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

150,000 

90,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

150,000 

90,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

150,000 

90,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.016 


0.016 








































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


04001001 


Khorawada 


Khyawada 


Kishanpura @ Allapura 


Lachhmipura 


Laxmipura 


Luhawad 


Mai Bamori 


Manpura 


Marjhana 


Matoli 


Meethod 


Mor Khundna 


Mugena 


Naunera 


Parli 


Peepalda Kalan 


Peepalda Khurd 


Phoosod 


Prempura 


Rajopa 


Rampura 


Rampura Bhagtan 


Ranodiya 


Rohli 


Ron 


Sanmanpura 


Shahnawada 


Shobhagpura 


Shripura 


Talab 


Ummedpura 


Vijai Pura 



Akolpura 


Alwat Ki Guwari 


Amre Ki Guwari 


Bahadarpur 


Baharda 


Balloopura 


Barkhera 


Bhankri 


Bhanwarpura 


0830000103775800 


0830000103777600 


0830000103775900 


0830000103776300 


0830000103781900 


0830000103778800 


0831000103855600 


0830000103775200 


0830000103778200 


0830000103781500 


0830000103781000 


0830000103776900 


0830000103775000 


0830000103774200 


0830000103776600 


0830000103777500 


0830000103777700 


0830000103777200 


0830000103780500 


0830000103776400 


0830000103773800 


0831000103855700 


0830000103775100 


0830000103777300 


0830000103778100 


0830000103771700 


0830000103778400 


0830000103776500 


0830000103780400 


0830000103773300 


0830000103771400 


0830000103781600 


0809000401222200 


( 5 ) 


Fresh 


17.460 Fresh 


5.538 


10.141 


2.991 


2.999 


1.638 


5.699 


5.443 


5.337 


12.207 


4.953 


2.553 


6.156 


12.049 


8.124 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Kota Barrage 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Command 

Older Alluvium 

2.004 

Command 

Older Alluvium 

17.460 

Command 

Older Alluvium 

4.183 

Command 

Older Alluvium 

4.645 

Command 

Limestone 

7.108 

Command 

Older Alluvium 

1.487 

Command 

Older Alluvium 

5.538 

Command 

Limestone 

5.659 

Command 

Older Alluvium 

2.968 

Command 

Older Alluvium 

0.208 

Command 

Older Alluvium 

1.638 

Command 

Older Alluvium 

0.664 

Command 

Older Alluvium 

1.056 

Command 

Older Alluvium 

1.221 

Command 

Older Alluvium 

6.512 

Command 

Older Alluvium 

4.953 

Command 

Older Alluvium 

2.553 

Command 

Older Alluvium 

6.156 

Command 

Older Alluvium 

4.843 

Command 

Limestone 

0.736 

Command 

Older Alluvium 

4.471 

Command 

Older Alluvium 

5.632 

Command 

Older Alluvium 

7.357 

Command 

Limestone 

5.223 

Command 

Older Alluvium 

2.542 

Command 

Older Alluvium 

6.717 

Command 

Older Alluvium 

4.588 

Command 

Older Alluvium 

0.355 

Command 

Older Alluvium 

0.816 

Command 

Older Alluvium 

7.714 

Command 

Limestone 

0.857 

Command 

Older Alluvium 

2.335 

Command 

Older Alluvium 

0.073 

Command 

Limestone 

1.814 

Command 

Older Alluvium 

2.344 


River Basin 


Sub Basin: 


: Gambhir 


Gambhir 


4.383 Fresh 


Non-command 



0809000401237200 


0809000601258500 


0809000601259200 


0809000601258700 


0809000501238500 


0809000401222100 


0809000401232500 


11.939 Fresh 


15.725 Fresh 


14.288 Fresh 


50.839 Fresh 


47.140 Fresh 


Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0809000501238200 


0809000401232400 


22.059 Fresh 


22.888 Fresh 


Non-command 


Non-command 




Bichpuri 


0809000401232200 


12.890 Fresh 


Non-command 


Non-command 

Bhander Sandstone 

0.300 

Non-command 

Older Alluvium 

1.192 

Non-command 

Bhander Sandstone 

11.939 

Non-command 

Bhander Sandstone 

6.491 

Non-command 

Bhander Sandstone 

13.359 

Non-command 

Bhander Sandstone 

42.934 

Non-command 

Bhander Sandstone 

1.945 

Non-command 

Older Alluvium 

1.978 

Non-command 

Bhander Sandstone 

0.040 

Non-command 

Older Alluvium 

7.802 

Non-command 

Bhander Sandstone 

13.903 

Non-command 

Bhander Sandstone 

15.498 

Non-command 

Older Alluvium 

3.199 

Non-command 

Bhander Sandstone 

6.918 

Non-command 

Older Alluvium 

0.461 

Non-command 

Bhander Sandstone 

12.890 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

150,000 

90,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

325,000 

300,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

150,000 

90,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

325,000 

300,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

150,000 

90,000 

120 

170,000 

130,000 

120 

170,000 

130,000 

120 

150,000 

90,000 

120 

170,000 

130,000 



120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

180,000 

150,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.016 


0.640 














































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 




Bijaude Ki Guwari 


Binega 


Birwas 


Bugdar 


Chainpur 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Census Code 

Area 



sq.km 


(3) 

(4) 

(5) 

0809000601258900 

7.006 

Fresh 

0809000401231800 

4.383 

Fresh 

0809000401221700 

4.908 

Fresh 



Saline 

0809000501238800 

28.815 

Fresh 

0809000401223100 

8.391 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chaube Ki Guwari 

0809000601258600 

8.070 

Fresh 

Deeppura 

0809000401222000 

2.836 

Fresh 

Dhandhupura 

0809000401232600 

3.886 

Fresh 

Doodapura 

0809000401237300 

2.057 

Fresh 

Garhi Ka Gaon 

0809000501237800 

16.457 

Fresh 

Gurdah 

0809000501238300 

65.831 

Fresh 

Gurla 

0809000401218500 

4.433 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Harnagar 

0809000401237400 

18.026 

Fresh 

Jakher 

0809000401237100 

5.016 

Fresh 

Kanchanpur 

0809000501237900 

2.300 

Fresh 

Karauli (M) 

0809000440903000 

27.257 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Karauli (Rural) 

0809000401221800 

1.054 

Fresh 

Karsai 

0809000401237000 

15.508 

Fresh 


Kharenta 


Khoobnagar 


Koorat Ki Guwari 


Kosra 


Non-command 


Non-command 



0809000401221600 


0809000401237500 

16.276 

0809000601259300 

16.656 

0809000401232000 

5.342 


Kota(Chhawar) 

0809000401231500 

14.949 

Fresh 

Langra 

0809000501238700 

17.605 

Fresh 

Mahoo 

0809000401237700 

3.561 

Fresh 

Makanpur Chaube 

0809000401222800 

3.940 

Fresh 


3.317 Fresh Non-command 


Saline Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Makanpur Swami 

0809000501238100 

6.349 

Fresh 

Manchi 

0809000401222400 

5.726 

Fresh 

Mandi Bhat 

0809000601258800 

15.020 

Fresh 

Pahari 

0809000401218300 

0.791 

Fresh 

Palanpur 

0809000301217400 

10.622 

Fresh 

Parao Makkhoosingh 

0809000401221900 

2.983 

Fresh 

Parasari 

0809000401237600 

9.599 

Fresh 

Peepal Guwari 

0809000601259400 

4.228 

Fresh 

Peepalpura 

0809000401218700 

6.144 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Rahir 

0809000601258400 

46.013 

Fresh 

Raibeli Mathureki 

0809000601259100 

8.699 

Fresh 

Raj pur 

0809000401232700 

2.265 

Fresh 

Rampur 

0809000401233400 

4.392 

Fresh 

Saseri 

0809000401232300 

15.376 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bhander Sandstone 

6.353 

Non-command 

Bhander Sandstone 

0.754 

Non-command 

Older Alluvium 

3.478 

Non-command 

Older Alluvium 

0.778 

Non-command 

Bhander Sandstone 

22.137 

Non-command 

Bhander Sandstone 

0.268 

Non-command 

Older Alluvium 

0.067 

Non-command 

Bhander Sandstone 

1.746 

Non-command 

Older Alluvium 

0.222 

Non-command 

Older Alluvium 

2.651 

Non-command 

Bhander Sandstone 

2.057 

Non-command 

Bhander Sandstone 

16.457 

Non-command 

Bhander Sandstone 

0.283 

Non-command 

Bhander Sandstone 

0.909 

Non-command 

Older Alluvium 

2.636 

Non-command 

Bhander Sandstone 

0.181 

Non-command 

Older Alluvium 

0.098 

Non-command 

Bhander Sandstone 

18.026 

Non-command 

Bhander Sandstone 

5.016 

Non-command 

Bhander Sandstone 

2.300 

Non-command 

Bhander Sandstone 

6.673 

Non-command 

Older Alluvium 

20.124 

Non-command 

Older Alluvium 

1.054 

Non-command 

Bhander Sandstone 

0.287 

Non-command 

Older Alluvium 

0.125 

Non-command 

Bhander Sandstone 

0.001 

Non-command 

Older Alluvium 

1.648 

Non-command 

Older Alluvium 

0.613 

Non-command 

Older Alluvium 

0.914 

Non-command 

Bhander Sandstone 

11.814 

Non-command 

Bhander Sandstone 

10.456 

Non-command 

Bhander Sandstone 

1.622 

Non-command 

Older Alluvium 

3.706 

Non-command 

Bhander Sandstone 

0.897 

Non-command 

Bhander Sandstone 

9.354 

Non-command 

Bhander Sandstone 

3.561 

Non-command 

Bhander Sandstone 

0.068 

Non-command 

Older Alluvium 

1.767 

Non-command 

Bhander Sandstone 

6.349 

Non-command 

Older Alluvium 

0.227 

Non-command 

Bhander Sandstone 

14.934 

Non-command 

Older Alluvium 

0.041 

Non-command 

Older Alluvium 

0.058 

Non-command 

Older Alluvium 

1.339 

Non-command 

Bhander Sandstone 

5.769 

Non-command 

Bhander Sandstone 

0.061 

Non-command 

Bhander Sandstone 

0.972 

Non-command 

Older Alluvium 

0.054 

Non-command 

Bhander Sandstone 

1.808 

Non-command 

Bhander Sandstone 

8.699 

Non-command 

Older Alluvium 

1.353 

Non-command 

Older Alluvium 

0.742 

Non-command 

Bhander Sandstone 

15.376 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

180,000 

150,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

180,000 

150,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

180,000 

150,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

180,000 

150,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

180,000 

150,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

180,000 

150,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

180,000 

150,000 

120 

130,000 

100,000 

120 

180,000 

150,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

180,000 

150,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.162 




0.054 

0.054 

0.048 

0.064 

0.288 

0.350 

0.528 

0.528 

0.522 

0.522 



0.528 

0.552 

0.192 

0.192 

0.378 

0.400 

0.096 

0.096 

0.360 

0.360 

9.840 

10.776 

0.019 

0.019 

0.012 

0.012 



0.036 

0.052 

0.086 

0.086 



0.504 

0.660 

0.084 

0.084 

0.624 

0.624 






























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

Silpura 

0809000401222300 

3.736 

Fresh 

Sonpura 

0809000601259000 

4.337 

Fresh 

Sorya 

0809000401231900 

4.665 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Teekatpura 


0809000401218800 


3.461 Fresh 


Saline 


Non-command 


Non-command 


04001002 



Tharkapura 


Unche Ka Pura 


Watda 


Akbarpur 


Akhawara 


Alooda 


Ambari 


Andhiya Khera 


Ayyapur 


Baglai 


Bagor 


Bairoj 


Balakhera 


Balghat 


Bamori 


Bara 


Bara Pichanot 


Bara Wajidpur 


Baragaon 


Bardala 


Barh Baragaon 


Barh Bardala 


Barh Jeerna 


Barh Kemri 


Barh Mahasinghpura 


Baseri 


Bhandari Androoni 


Bhandari Berooni 


Bhanwarwara 


Bhanwra 


0809000401232800 

3.511 

0809000401218900 

4.103 


0809000501238000 

4.124 

0809000301214400 

3.234 

0809000101194600 

3.191 

0809000201201600 

5.103 

0811000301387500 

3.717 

0809000201196300 

6.758 

0809000101193900 

2.227 

0810000101261600 

7.127 



0809000201203500 

13.074 

0809000101188600 

5.419 

0809000201196600 

2.433 

0809000101189700 

7.272 


0809000201203700 

7.518 

0809000201196000 

6.600 

0809000201204600 

7.354 

0809000201198900 

3.419 

0809000201201000 

5.750 

0809000201201400 

22.217 


0809000201200800 

2.798 

0809000201201300 

2.465 

0809000201201700 

3.579 

0809000201196400 

2.663 

0809000101193400 

9.093 



Barh Nadoti 

0809000201198400 

1.574 

Fresh 

Barh Rayal 

0810000101260400 

1.802 

Fresh 

Barh Sikandarpur 

0809000201198600 

0.442 

Fresh 

Baroli 

0810000101262700 

6.149 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Panchana 


Non-command 


Non-command 


Non-command 


Non-command 


Panchana 


Non-command 


Panchana 


Non-command 


Panchana 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Panchana 


Non-command 


Panchana 


Non-command 


Non-command 



0811000301389600 

3.630 

0809000101187900 

2.187 

0809000101189500 

5.375 


0809000201197500 

3.237 

0809000201197900 

1.546 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Older Alluvium 

3.361 

Non-command 

Bhander Sandstone 

4.337 

Non-command 

Bhander Sandstone 

4.191 

Non-command 

Older Alluvium 

0.473 

Non-command 

Older Alluvium 

1.627 

Non-command 

Bhander Sandstone 

0.034 

Non-command 

Older Alluvium 

1.319 

Non-command 

Older Alluvium 

1.556 

Non-command 

Older Alluvium 

0.079 

Non-command 

Older Alluvium 

1.207 

Non-command 

Bhander Sandstone 

4.124 

Command 

Older Alluvium 

1.333 

Non-command 

Older Alluvium 

0.142 

Non-command 

Older Alluvium 

5.103 

Non-command 

Quartzite 

0.081 

Non-command 

Older Alluvium 

6.758 

Command 

Older Alluvium 

0.267 

Non-command 

Older Alluvium 

0.756 

Command 

Older Alluvium 

0.001 

Non-command 

Older Alluvium 

1.738 

Command 

Older Alluvium 

4.631 

Non-command 

Older Alluvium 

1.610 

Non-command 

Quartzite 

0.005 

Non-command 

Older Alluvium 

2.433 

Non-command 

Older Alluvium 

0.692 

Non-command 

Older Alluvium 

1.550 

Non-command 

Older Alluvium 

0.809 

Non-command 

Quartzite 

6.586 

Non-command 

Older Alluvium 

0.430 

Non-command 

Older Alluvium 

3.419 

Non-command 

Older Alluvium 

5.750 

Non-command 

Older Alluvium 

19.312 

Non-command 

Older Alluvium 

2.799 

Non-command 

Older Alluvium 

2.798 

Non-command 

Older Alluvium 

2.465 

Non-command 

Older Alluvium 

3.579 

Non-command 

Older Alluvium 

2.663 

Non-command 

Older Alluvium 

0.179 

Non-command 

Older Alluvium 

7.873 

Command 

Older Alluvium 

1.040 

Non-command 

Older Alluvium 

1.574 

Command 

Older Alluvium 

1.802 

Non-command 

Older Alluvium 

0.442 

Non-command 

Older Alluvium 

2.213 

Non-command 

Quartzite 

0.786 

Non-command 

Older Alluvium 

1.608 

Non-command 

Quartzite 

1.541 

Non-command 

Quartzite 

0.060 

Non-command 

Older Alluvium 

0.727 

Non-command 

Older Alluvium 

2.583 

Non-command 

Older Alluvium 

1.451 

Non-command 

Quartzite 

2.262 

Non-command 

Older Alluvium 

0.861 



with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

130,000 

100,000 

120 

180,000 

150,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

180,000 

150,000 

120 

100,000 

80,000 

120 

250,000 

200,000 

120 

150,000 

120,000 

120 

70,000 

45,000 

120 

150,000 

120,000 

120 

250,000 

200,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

70,000 

50,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

150,000 

120,000 

120 

130,000 

120,000 

120 

150,000 

120,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

45,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

150,000 

120,000 



Tube Wells with 
Wells Pumpset 



0.038 

0.038 

0.010 

0.010 

0.014 

0.014 

0.389 

0.607 

0.014 

0.014 

0.317 

0.785 

0.067 

0.175 

0.154 

0.406 

0.090 

0.266 

- 

- 

0.048 

0.228 

0.048 

0.288 

0.010 

0.070 

0.185 

0.196 

0.230 

0.230 






























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Bhaogarh 


Bheelapara 


Bhondwara 


Bhotwara 


Bichpuri 


Bilai 


Chak Kemla 


Chandan Gaon 


Chandwar 


Chhakra 


0811000301389500 

1.973 

0809000201196500 

4.055 

0809000201202400 

9.639 

0809000101193800 

2.444 

0809000101193000 

0.823 

0809000201199800 

2.565 


0809000201200200 

4.377 

0809000301214600 

3.260 

0809000101193600 

6.035 

0810000101262900 

5.409 



Chirawanda 

0809000201202600 

30.113 

Fresh 

Dainda 

0811000301389700 

2.001 

Fresh 

Dalpura 

0809000201201800 

2.871 

Fresh 


Non-command 


Non-command 


Non-command 


Panchana 


Non-command 


Non-command 


Non-command 


Panchana 


Panchana 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Deeppura 

0809000401220000 

1.892 

Fresh 

Dhadanga 

0809000201198200 

1.681 

Fresh 


Non-command 


Non-command 


Dhahariya 

0809000201198300 

6.135 

Fresh 

Dhamadi Ka Pura 

0809000201199000 

0.962 

Fresh 

Dhand Ka Pura 

0809000201199400 

0.878 

Fresh 

Dhawan 

0809000101188900 

3.115 

Fresh 

Dholeta 

0809000201196200 

8.196 

Fresh 

Dubbi 

0809000301214200 

2.676 

Fresh 

Gadhora 

0811000301387400 

4.923 

Fresh 

Gadoli 

0811000301389000 

10.097 

Fresh 

Gajjupura 

0809000101188500 

5.893 

Fresh 

Ganwari 

0809000201202500 

1.822 

Fresh 

Gaonri 

0809000101189200 

7.200 

Fresh 

Garhi 

0809000201195900 

4.106 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Panchana 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Garhi Khempur 

0809000201204100 

6.065 

Fresh 

Garhkhera 

0809000201203100 

1.973 

Fresh 

Gerota 

0811000301389100 

4.563 

Fresh 

Ghatoli 

0809000201196800 

2.847 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Gidani 

0809000201197100 

2.847 

Fresh 

Gorda 

0809000101188700 

8.868 

Fresh 


Non-command 


Non-command 



Guna 

0809000201197400 

5.162 

Fresh 

Gurha Chandraji 

0809000201197000 

21.044 

Fresh 


Non-command 


Non-command 


Gurli 

0809000201203800 

3.379 

Fresh 

Hafzabad 

0809000201200500 

2.502 

Fresh 

Harloda 

0809000201202100 

2.283 

Fresh 


Non-command 


Non-command 


Non-command 


Hodaheli 

0809000201201100 

1.949 

Fresh 

Ibrahimpur 

0809000201198800 

2.837 

Fresh 

Jagatpura 

0809000401219700 

1.296 

Saline 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Quartzite 

0.300 

Non-command 

Quartzite 

0.038 

Non-command 

Older Alluvium 

4.055 

Non-command 

Quartzite 

5.386 

Command 

Older Alluvium 

2.444 

Non-command 

Older Alluvium 

0.823 

Non-command 

Older Alluvium 

2.563 

Non-command 

Older Alluvium 

0.002 

Command 

Older Alluvium 

4.377 

Command 

Older Alluvium 

0.974 

Non-command 

Older Alluvium 

6.035 

Non-command 

Older Alluvium 

4.316 

Non-command 

Quartzite 

0.938 

Non-command 

Quartzite 

2.189 

Non-command 

Quartzite 

0.046 

Non-command 

Older Alluvium 

2.145 

Non-command 

Quartzite 

0.419 

Non-command 

Older Alluvium 

0.068 

Non-command 

Older Alluvium 

1.236 

Non-command 

Quartzite 

0.229 

Non-command 

Older Alluvium 

6.135 

Non-command 

Older Alluvium 

0.962 

Non-command 

Older Alluvium 

0.878 

Non-command 

Older Alluvium 

2.775 

Non-command 

Older Alluvium 

7.679 

Command 

Older Alluvium 

0.522 

Non-command 

Quartzite 

0.001 

Non-command 

Quartzite 

0.387 

Non-command 

Quartzite 

0.002 

Non-command 

Quartzite 

0.001 

Non-command 

Older Alluvium 

7.200 

Non-command 

Older Alluvium 

0.063 

Non-command 

Quartzite 

3.594 

Non-command 

Older Alluvium 

0.173 

Non-command 

Older Alluvium 

1.966 

Non-command 

Quartzite 

0.077 

Non-command 

Older Alluvium 

2.620 

Non-command 

Quartzite 

0.216 

Non-command 

Quartzite 

2.595 

Non-command 

Older Alluvium 

0.497 

Non-command 

Quartzite 

0.003 

Non-command 

Older Alluvium 

2.580 

Non-command 

Quartzite 

0.275 

Non-command 

Quartzite 

4.569 

Non-command 

Older Alluvium 

9.510 

Non-command 

Quartzite 

9.898 

Non-command 

Older Alluvium 

0.206 

Non-command 

Older Alluvium 

2.502 

Non-command 

Older Alluvium 

2.080 

Non-command 

Quartzite 

0.203 

Non-command 

Older Alluvium 

1.949 

Non-command 

Older Alluvium 

2.837 

Non-command 

Older Alluvium 

0.050 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

70,000 

45,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

150,000 

120,000 

120 

70,000 

50,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

45,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

250,000 

200,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

70,000 

45,000 

120 

70,000 

45,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

250,000 

200,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

70,000 

45,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

250,000 

200,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.042 


0.005 


0.432 


0.076 


0.096 


0.038 



0.034 

0.056 

0.014 

0.014 

0.158 

0.176 


0.274 

0.328 

0.017 

0.017 

0.084 

0.095 

0.024 

0.084 


0.202 

0.202 

0.017 

0.017 

0.244 

0.255 

1.181 

1.271 

0.706 

0.760 



0.274 

0.274 

0.158 

0.158 





















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 




Jahangeerpur 


Jahannagar Morda 



Kherla Janetpur 


Kherli 


Khilchipur Meena 


Khilchipur Wara 


Khohra 


Khoyli 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Census Code 

Area 


sq.km 

( 3 ) 

( 4 ) 

0809000401219900 

5.693 

0809000101189400 

6.099 



0809000201197600 

14.827 

0809000201201500 

3.618 




Jindon Ka Pura 

0809000201199300 

1.316 

Fresh 

Kaima 

0809000201201200 

13.316 

Fresh 

Kaimri 

0809000201199500 

5.629 

Fresh 

Kakara 

0809000201199700 

1.884 

Fresh 

Kalakho 

0811000301388300 

5.293 

Fresh 

Kalwari 

0809000101194400 

3.234 

Fresh 

Kamalpura 

0809000101189300 

2.827 

Fresh 

Kemla 

0809000201200300 

16.067 

Fresh 



Kemri Khurd 

0810000101260300 

1.334 

Fresh 

Khandeep 

0810000101261300 

17.079 

Fresh 



0810000101260900 

2.105 

Fresh 

0809000201200700 

3.391 

Fresh 

0810000101261700 

7.951 

Fresh 



0809000101193200 

4.427 

0809000101193300 

0.890 


0809000101188300 

20.294 

0809000201203200 

4.631 




Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Panchana 


Non-command 


Non-command 


Panchana 


Non-command 


Panchana 


Panchana 


Non-command 


Panchana 


Panchana 


Non-command 


Panchana 


Non-command 


Non-command 


Panchana 


Non-command 


Non-command 


Panchana 


Non-command 


Non-command 


Panchana 


Non-command 


Panchana 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Kodiya 

0809000301214500 

3.911 

Fresh 

Kunjela 

0809000201200600 

16.119 

Fresh 



Kunsay 


0810000101262400 


Non-command 


Panchana 


Non-command 


Panchana 


Panchana 


Non-command 


Panchana 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

3.526 

Non-command 

Older Alluvium 

2.573 

Non-command 

Quartzite 

13.390 

Non-command 

Older Alluvium 

3.277 

Non-command 

Older Alluvium 

0.342 

Non-command 

Older Alluvium 

6.262 

Non-command 

Quartzite 

0.243 

Non-command 

Older Alluvium 

1.316 

Non-command 

Older Alluvium 

13.316 

Non-command 

Older Alluvium 

5.629 

Non-command 

Older Alluvium 

1.884 

Non-command 

Quartzite 

0.227 

Command 

Older Alluvium 

3.215 

Non-command 

Older Alluvium 

2.827 

Non-command 

Older Alluvium 

0.608 

Command 

Older Alluvium 

3.224 

Non-command 

Older Alluvium 

3.555 

Command 

Older Alluvium 

8.680 

Command 

Older Alluvium 

1.334 

Non-command 

Older Alluvium 

6.627 

Command 

Older Alluvium 

4.794 

Command 

Older Alluvium 

0.034 

Non-command 

Older Alluvium 

2.332 

Command 

Older Alluvium 

0.409 

Non-command 

Older Alluvium 

1.675 

Non-command 

Older Alluvium 

3.181 

Command 

Older Alluvium 

0.270 

Non-command 

Older Alluvium 

0.492 

Non-command 

Older Alluvium 

3.113 

Non-command 

Quartzite 

0.584 

Command 

Older Alluvium 

1.263 

Non-command 

Older Alluvium 

3.391 

Non-command 

Older Alluvium 

1.038 

Command 

Older Alluvium 

0.326 

Non-command 

Older Alluvium 

0.805 

Command 

Older Alluvium 

5.783 

Non-command 

Older Alluvium 

4.427 

Non-command 

Older Alluvium 

0.854 

Non-command 

Older Alluvium 

0.036 

Non-command 

Older Alluvium 

0.019 

Non-command 

Older Alluvium 

4.419 

Non-command 

Quartzite 

0.212 

Non-command 

Older Alluvium 

0.930 

Non-command 

Quartzite 

0.358 

Non-command 

Older Alluvium 

2.366 

Command 

Older Alluvium 

1.231 

Non-command 

Older Alluvium 

0.054 

Command 

Older Alluvium 

1.171 

Command 

Older Alluvium 

3.911 

Non-command 

Older Alluvium 

15.901 

Command 

Older Alluvium 

0.218 

Non-command 

Older Alluvium 

3.685 



with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

130,000 

100,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

70,000 

50,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

70,000 

45,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

100,000 

80,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

100,000 

80,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

70,000 

50,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

130,000 

120,000 

120 

150,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

250,000 

200,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

130,000 

120,000 




MCM 

MCM 

( 15 ) 

( 16 ) 

- 

- ! 

0.384 

0.684 

0.106 

0.202 

0.529 

0.529 

0.086 

0.086 

0.006 

0.006 

0.259 

0.277 

0.008 

0.008 

0.115 

0.115 

0.331 

0.331 

0.115 

0.115 

0.072 

0.072 

0.022 

0.056 

0.120 

0.330 

0.384 

0.924 

0.043 

0.061 

0.202 

0.274 

0.096 

0.138 

0.228 

0.320 

0.590 

0.855 

1.253 

2.111 

0.907 

1.531 

- 

- 

0.245 

0.448 

0.043 

0.074 

0.115 

0.223 

0.072 

0.072 


0.006 

0.006 

0.360 

0.859 

0.042 

0.107 

0.158 

0.252 

0.086 

0.086 

0.101 

0.163 

0.029 

0.045 

0.048 

0.084 

0.346 

0.646 

0.077 

0.113 

0.120 

0.120 



0.216 

0.216 

0.050 

0.050 

0.216 

0.497 

0.115 

0.255 


























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Lahawad 

0809000201204400 

8.574 

Fresh 

Laka 

0811000301387200 

12.180 

Fresh 

Lalsar 

0809000201202300 

10.000 

Fresh 

Loda 

0809000201202000 

3.609 

Fresh 


Non-command 


Panchana 


Non-command 


Panchana 


Non-command 


Non-command 


Non-command 


Non-command 


Luhar Khera 


0809000101193500 


7.007 Fresh 


Saline 



Maidhe Ka Pura 

0809000201199200 

1.858 

Fresh 

Maloopara 

0809000201196700 

3.597 

Fresh 

Math 

0810000101262200 

2.396 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Panchana 


Non-command 


Panchana 


Non-command 


Non-command 


Non-command 


Meena Baroda 


0810000101262600 


Mehta Ka Pura 


Meri 


Milak Saray 


Mohanpur 


Mohanpura 


Mohcha 


Mohcha Ka Pura 


Moruchi Jageer 


Moruchi Khalsa 


Muhana 


Nadoti 


Nahar Khora 


Nand 


0809000201199100 


0810000101262100 


0809000201200400 


10.587 Fresh 


Saline 




0809000401219400 

4.012 

0809000101189100 

8.423 

0810000101261100 

2.970 


0810000101261000 

2.443 

0809000201204000 

2.931 

0809000201203900 

0.673 

0809000201197300 

4.013 

0809000201198500 

12.743 


0811000301389900 

8.410 

0809000101189000 

6.599 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Panchana 


Panchana 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Nangal Sherpur 


Nayagaon 


Nayapura 


Nayawas 


0809000101189600 



6.986 Fresh 


Saline 


3.236 Fresh 


Saline 


0809000201200900 

1.280 

0809000201198000 

3.063 



0809000401219600 


Non-command 


Non-command 


Panchana 


Panchana 


Non-command 


Non-command 


0.975 Saline Non-command 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Quartzite 

1.004 

Non-command 

Older Alluvium 

0.160 

Command 

Older Alluvium 

1.932 

Non-command 

Older Alluvium 

0.832 

Command 

Older Alluvium 

0.756 

Non-command 

Older Alluvium 

8.574 

Non-command 

Quartzite 

0.290 

Non-command 

Quartzite 

3.664 

Non-command 

Older Alluvium 

3.347 

Non-command 

Quartzite 

0.262 

Non-command 

Older Alluvium 

6.936 

Non-command 

Older Alluvium 

0.070 

Non-command 

Older Alluvium 

0.783 

Non-command 

Quartzite 

1.735 

Non-command 

Older Alluvium 

0.130 

Non-command 

Older Alluvium 

3.940 

Non-command 

Older Alluvium 

5.767 

Command 

Older Alluvium 

10.038 

Non-command 

Older Alluvium 

0.064 

Command 

Older Alluvium 

0.698 

Non-command 

Older Alluvium 

1.858 

Non-command 

Older Alluvium 

3.597 

Non-command 

Older Alluvium 

1.287 

Non-command 

Quartzite 

0.369 

Non-command 

Older Alluvium 

1.122 

Non-command 

Older Alluvium 

5.540 

Non-command 

Quartzite 

1.941 

Non-command 

Quartzite 

5.581 

Non-command 

Older Alluvium 

1.851 

Non-command 

Older Alluvium 

1.292 

Non-command 

Older Alluvium 

9.114 

Non-command 

Older Alluvium 

0.337 

Non-command 

Older Alluvium 

0.558 

Non-command 

Older Alluvium 

8.423 

Non-command 

Older Alluvium 

0.001 

Command 

Older Alluvium 

0.486 

Command 

Older Alluvium 

2.443 

Non-command 

Older Alluvium 

1.275 

Non-command 

Older Alluvium 

0.642 

Non-command 

Quartzite 

3.502 

Non-command 

Older Alluvium 

11.489 

Non-command 

Older Alluvium 

1.254 

Non-command 

Quartzite 

0.120 

Non-command 

Older Alluvium 

3.920 

Non-command 

Quartzite 

0.019 

Non-command 

Older Alluvium 

1.412 

Non-command 

Older Alluvium 

4.890 

Command 

Older Alluvium 

1.943 

Command 

Older Alluvium 

1.293 

Non-command 

Older Alluvium 

1.280 

Non-command 

Older Alluvium 

3.030 

Non-command 

Quartzite 

0.033 

Non-command 

Older Alluvium 

0.013 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

150,000 

120,000 

120 

70,000 

45,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

130,000 

120,000 

120 

100,000 

80,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

130,000 

120,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

130,000 

120,000 

120 

150,000 

120,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

250,000 

200,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

70,000 

50,000 

120 

70,000 

45,000 

120 

250,000 

200,000 

120 

150,000 

120,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

130,000 

120,000 

120 

100,000 

80,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 




MCM 

MCM 

(15) 

(16) 

0.076 

0.141 

- 

- 

0.096 

0.156 

0.019 

0.031 

0.010 

0.022 

0.734 

0.734 

0.005 

0.005 

0.352 

0.352 

0.058 

0.058 



0.101 

0.101 

0.126 

0.126 



0.010 

0.022 

0.173 

0.173 

0.533 

0.587 

0.288 

0.475 

0.050 

0.082 

0.158 

0.408 

0.509 

1.433 

0.050 

0.050 

0.134 

0.145 

0.029 

0.029 

0.144 

0.394 

0.374 

0.374 

0.006 

0.006 

0.008 

0.051 

0.288 

0.348 



0.235 

0.246 

1.253 

1.253 

0.060 

0.060 



0.072 

0.072 

0.086 

0.086 

0.389 

0.545 

0.173 

0.245 

0.029 

0.029 

0.245 

0.245 







































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Padampura 

0809000101188400 

9.985 

Fresh 

Pahari 

0809000101192800 

8.469 

Fresh 


Raghuvanshi 


Raipur 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Panchana 


Non-command 


Non-command 



Paota 

0810000101261900 

5.068 

Fresh 

Pareeta 

0809000401219200 

6.028 

Saline 


Non-command 


Non-command 



Penchla 

0809000101189800 

2.138 

Fresh 

Phulwara 

0810000101262000 

8.765 

Fresh 



0809000401219300 


0810000101262300 


Non-command 


Panchana 


Non-command 


Non-command 


Panchana 


Non-command 


Panchana 


Non-command 


Non-command 


Non-command 



Rajahera 

0809000201197200 

2.724 

Fresh 

Rajoli 

0809000101188800 

7.845 

Fresh 

Raj pur 

0809000201195700 

5.196 

Fresh 


Non-command 


Non-command 


Non-command 


Ralawata 


0809000201199900 


5.965 Fresh 



Rampura 


Ranoli 


Rendayal Goojar 


Rendayal Turk 


Rengaspura 


Ronsi 


0809000201195500 

4.974 

Fresh 

0809000101194300 

4.995 

Fresh 

0811000301382600 

11.260 

Fresh 

0810000101260600 

4.825 

Fresh 

0810000101260500 

1.293 

Fresh 

0809000201196900 

0.453 

Fresh 

0809000201200100 

13.064 

Fresh 


Sahajpur 

0809000401219100 

3.592 

Saline 

Salawad 

0809000201203400 

16.239 

Fresh 

Sandera 

0809000201195600 

3.911 

Fresh 

Sengarpura 

0809000401217500 

6.809 

Fresh 


Non-command 


Panchana 


Non-command 


Panchana 


Non-command 


Panchana 


Non-command 


Panchana 


Panchana 


Non-command 


Non-command 


Panchana 


Non-command 


Non-command 


Non-command 


Non-command 



Shahar 

0809000201204300 

31.749 

Fresh 

Shekh Pura 

0809000101194200 

2.734 

Fresh 

Shekhpur 

0810000101263100 

4.459 

Saline 

Shiwala 

0810000101261500 

9.630 

Fresh 


Non-command 


Panchana 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

5.337 

Non-command 

Older Alluvium 

1.396 

Command 

Older Alluvium 

0.733 

Non-command 

Older Alluvium 

1.332 

Non-command 

Older Alluvium 

0.429 

Non-command 

Quartzite 

12.979 

Non-command 

Older Alluvium 

1.921 

Non-command 

Quartzite 

0.126 

Non-command 

Older Alluvium 

5.068 

Non-command 

Older Alluvium 

5.253 

Non-command 

Quartzite 

0.363 

Non-command 

Older Alluvium 

0.265 

Command 

Older Alluvium 

1.659 

Non-command 

Older Alluvium 

0.865 

Non-command 

Older Alluvium 

5.851 

Command 

Older Alluvium 

0.043 

Non-command 

Older Alluvium 

11.194 

Command 

Older Alluvium 

6.133 

Non-command 

Older Alluvium 

10.853 

Non-command 

Older Alluvium 

1.266 

Non-command 

Older Alluvium 

2.286 

Non-command 

Quartzite 

0.262 

Non-command 

Older Alluvium 

0.956 

Non-command 

Quartzite 

0.854 

Non-command 

Quartzite 

2.375 

Non-command 

Older Alluvium 

7.554 

Non-command 

Older Alluvium 

0.029 

Non-command 

Quartzite 

4.718 

Non-command 

Older Alluvium 

0.994 

Command 

Older Alluvium 

2.041 

Non-command 

Older Alluvium 

2.492 

Command 

Older Alluvium 

0.438 

Non-command 

Quartzite 

4.339 

Command 

Older Alluvium 

4.956 

Non-command 

Quartzite 

0.015 

Command 

Older Alluvium 

1.411 

Command 

Older Alluvium 

0.972 

Non-command 

Older Alluvium 

0.453 

Non-command 

Older Alluvium 

0.286 

Command 

Older Alluvium 

12.778 

Non-command 

Older Alluvium 

0.507 

Non-command 

Older Alluvium 

13.886 

Non-command 

Quartzite 

3.062 

Non-command 

Older Alluvium 

3.686 

Non-command 

Quartzite 

0.066 

Non-command 

Older Alluvium 

1.911 

Non-command 

Quartzite 

1.418 

Non-command 

Older Alluvium 

5.564 

Non-command 

Quartzite 

1.900 

Non-command 

Older Alluvium 

10.522 

Command 

Older Alluvium 

0.349 

Non-command 

Older Alluvium 

4.459 

Non-command 

Older Alluvium 

0.128 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

250,000 

200,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

250,000 

200,000 

120 

70,000 

45,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

150,000 

120,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

130,000 

120,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.144 


0.240 


0.144 


0.096 


0.043 


0.664 


0.043 



0.185 

0.196 

0.058 

0.058 

0.115 

0.115 

0.060 

0.060 

0.012 

0.012 

0.176 

0.176 

0.384 

0.594 

- 

- 

0.360 

0.563 

0.115 

0.177 

0.259 

0.295 

0.029 

0.029 

1.008 

1.206 

0.025 

0.047 

0.130 

0.130 

0.151 

0.162 

1.884 

2.071 

0.025 

0.025 

0.072 

0.088 

0.034 

0.034 

0.144 

0.168 

0.030 

0.038 

0.101 

0.101 

0.072 

0.282 

0.154 

0.382 

0.014 

0.030 



















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


04001003 


Tundeela 


Udai Khurd 


Urdain 


Type of Area (Command / N< 
command) 



0809000201198700 

2.949 

0809000201204500 

27.064 



Saline 


Fresh 


Saline 


18.928 Fresh 



Talchida 

0809000201195800 

3.089 

Fresh 

Tesgaon 

0809000201199600 

10.544 

Fresh 

Timawa 

0809000201196100 

9.077 

Fresh 


Panchana 


Non-command 


Panchana 


Non-command 


Non-command 


Non-command 


Panchana 


Panchana 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0810000201275100 

13.564 

0810000101264000 

20.477 

0809000101193100 

2.156 


Fresh 


Saline 


22.635 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Barwar 

0807001001095100 

3.776 

Fresh 

Basai 

0807001001098900 

2.624 

Fresh 


Non-command 


Non-command 


Bhiriyani 

0807001001097900 

2.517 

Fresh 

Birrua 

0807001001098300 

3.885 

Fresh 

Bokauli 

0807001001090600 

3.271 

Fresh 

Chak Kheriya Jat 

0807001001097200 

1.589 

Fresh 

Chak Rundh Maloni 

0807001001099800 

0.348 

Fresh 

Chak Sajjanwas 

0807001001099400 

1.558 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chak Samri 

0807001001097700 

1.900 

Fresh 

Chandanpura 

0807001001090800 

2.286 

Fresh 

Chandoli 

0807001001090900 

3.462 

Fresh 

Chekora 

0807001001095500 

7.586 

Fresh 

Dahina Gaon 

0807001001091300 

6.369 

Fresh 

Daurda 

0807001001094900 

5.279 

Fresh 

Deori 

0807001001095900 

2.137 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Dhana 

0807001001099000 

2.904 

Fresh 

Dumriya 

0807001001093000 

9.823 

Fresh 

Elau 

0807001001099100 

3.685 

Fresh 


Non-command 


Non-command 


Non-command 


Ghata 

0807001001090700 

1.647 

Fresh 

Ghatoli 

0807001001097000 

2.819 

Fresh 

Ibrahimpur 

0807001001096700 

10.744 

Fresh 

Jahan Nagar 

0807001001095300 

0.758 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Older Alluvium 

0.974 

Non-command 

Older Alluvium 

2.700 

Command 

Older Alluvium 

5.829 

Non-command 

Older Alluvium 

2.949 

Non-command 

Older Alluvium 

26.807 

Non-command 

Older Alluvium 

0.000 

Command 

Older Alluvium 

0.361 

Command 

Older Alluvium 

0.959 

Non-command 

Older Alluvium 

0.128 

Non-command 

Older Alluvium 

14.425 

Non-command 

Quartzite 

2.740 

Non-command 

Quartzite 

2.878 

Non-command 

Older Alluvium 

10.544 

Non-command 

Older Alluvium 

6.639 

Non-command 

Quartzite 

0.997 

Non-command 

Older Alluvium 

0.635 

Non-command 

Older Alluvium 

0.114 

Non-command 

Older Alluvium 

0.354 

Non-command 

Older Alluvium 

1.802 

Non-command 

Older Alluvium 

9.714 

Non-command 

Older Alluvium 

9.153 

Non-command 

Quartzite 

3.768 

Non-command 

Bhander Sandstone 

11.906 

Non-command 

Older Alluvium 

0.026 

Non-command 

Bhander Sandstone 

3.159 

Non-command 

Older Alluvium 

0.770 

Non-command 

Older Alluvium 

3.776 

Non-command 

Bhander Sandstone 

0.768 

Non-command 

Older Alluvium 

1.806 

Non-command 

Bhander Sandstone 

2.517 

Non-command 

Bhander Sandstone 

3.885 

Non-command 

Older Alluvium 

3.271 

Non-command 

Older Alluvium 

1.589 

Non-command 

Bhander Sandstone 

0.348 

Non-command 

Bhander Sandstone 

1.508 

Non-command 

Older Alluvium 

0.050 

Non-command 

Older Alluvium 

1.900 

Non-command 

Older Alluvium 

1.556 

Non-command 

Older Alluvium 

0.079 

Non-command 

Bhander Sandstone 

7.586 

Non-command 

Bhander Sandstone 

0.358 

Non-command 

Older Alluvium 

5.279 

Non-command 

Bhander Sandstone 

0.089 

Non-command 

Older Alluvium 

2.048 

Non-command 

Bhander Sandstone 

2.904 

Non-command 

Bhander Sandstone 

0.767 

Non-command 

Bhander Sandstone 

0.427 

Non-command 

Older Alluvium 

3.259 

Non-command 

Older Alluvium 

1.394 

Non-command 

Older Alluvium 

2.819 

Non-command 

Older Alluvium 

10.744 

Non-command 

Bhander Sandstone 

0.520 

Non-command 

Older Alluvium 

0.238 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

130,000 

120,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

70,000 

50,000 

120 

130,000 

120,000 

120 

100,000 

80,000 

120 

130,000 

120,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

220,000 

200,000 

120 

100,000 

80,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

130,000 

120,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

90,000 

60,000 

120 

110,000 

70,000 

120 

90,000 

60,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

90,000 

60,000 

120 

110,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

110,000 

70,000 

120 

90,000 

60,000 

120 

110,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

90,000 

60,000 

120 

110,000 

70,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.130 

0.208 

0.240 

0.396 

0.509 

0.845 

0.043 

0.043 

0.058 

0.058 

- 

- 

0.101 

0.101 

0.192 

0.192 

0.014 

0.014 

1.075 

1.555 

0.126 

0.193 

1.134 

1.156 

0.648 

0.666 

0.374 

0.446 

0.034 

0.045 

0.048 

0.048 

- 

- 

0.024 

0.024 

0.038 

0.038 

1.325 

2.058 

0.835 

1.363 

0.216 

0.367 

0.310 

0.537 






















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Jaswant Nagar 

0807001001095600 

2.664 

Fresh 

Jatmasi 

0807001001098400 

6.203 

Fresh 

Jotroli 

0807001001094300 

3.963 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Kandholi 

0807001001091000 

3.589 

Fresh 

Karai 

0807001001096600 

3.723 

Fresh 

Khan Surjapura 

0807001001097100 

9.924 

Fresh 


Non-command 


Non-command 


Non-command 


Kheriya Billoch 

0807001001096200 

2.483 

Fresh 

Kheriya Jat 

0807001001097300 

1.432 

Fresh 

Kheriya Lodha 

0807001001095800 

2.018 

Fresh 


Non-command 


Non-command 


Non-command 


Kherli 

0807001001098500 

1.089 

Fresh 

Khohri 

0807001001098800 

5.870 

Fresh 


Non-command 


Non-command 



Lakhanpur 

0807001001093900 

3.758 

Fresh 

Mahalpur Choora 

0807001001094100 

7.196 

Fresh 


Non-command 


Non-command 



Mangren Kalan 

0807000901079600 

2.827 

Fresh 

Mertha 

0807001001096500 

4.912 

Fresh 

Milsawa 

0807001001096300 

6.489 

Fresh 

Moroli Dahhr 

0807001001096400 

3.180 

Fresh 

Nagla Goojar 

0807001001096100 

2.518 

Fresh 

Nagla Jarela 

0807001001095000 

1.435 

Fresh 

Nagla Jatmasi 

0807001001094500 

3.881 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Nagla Pachhadara 


Naya Gaon 


Noharda 


Odel Gaddi 


Odel Jat 


Paharpur 


Panduri 


Pasaunra 


Pura 


Rajpura 


0807001001094700 


0807001001096000 


0807001001100100 


0807001001090500 


0807001001094800 


0807001001098600 


0807001001095700 


0807001001090300 


0807001001099500 


0807001001094200 


1.028 

Fresh 

3.474 

Fresh 

3.953 

Fresh 

4.235 

Fresh 

12.266 

Fresh 

4.039 

Fresh 

9.360 

Fresh 

1.388 

Fresh 

0.882 

Fresh 

1.750 

Fresh 

2.560 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Ranpur 


Rundh Kheriya Jat 


Rundh Noharda 


0807001001093800 


2.115 Fresh 


Non-command 



0807001001100000 


0.468 Fresh 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bhander Sandstone 

2.664 

Non-command 

Bhander Sandstone 

6.203 

Non-command 

Bhander Sandstone 

3.828 

Non-command 

Older Alluvium 

0.135 

Non-command 

Older Alluvium 

0.904 

Non-command 

Older Alluvium 

3.723 

Non-command 

Bhander Sandstone 

4.210 

Non-command 

Older Alluvium 

5.708 

Non-command 

Older Alluvium 

2.483 

Non-command 

Older Alluvium 

1.432 

Non-command 

Bhander Sandstone 

1.428 

Non-command 

Older Alluvium 

0.590 

Non-command 

Bhander Sandstone 

1.089 

Non-command 

Bhander Sandstone 

5.125 

Non-command 

Older Alluvium 

0.531 

Non-command 

Bhander Sandstone 

0.623 

Non-command 

Older Alluvium 

1.083 

Non-command 

Older Alluvium 

0.038 

Non-command 

Bhander Sandstone 

2.113 

Non-command 

Older Alluvium 

0.478 

Non-command 

Bhander Sandstone 

0.111 

Non-command 

Older Alluvium 

0.299 

Non-command 

Bhander Sandstone 

1.047 

Non-command 

Older Alluvium 

0.734 

Non-command 

Bhander Sandstone 

0.055 

Non-command 

Older Alluvium 

3.381 

Non-command 

Bhander Sandstone 

1.434 

Non-command 

Older Alluvium 

4.912 

Non-command 

Older Alluvium 

6.489 

Non-command 

Older Alluvium 

3.180 

Non-command 

Older Alluvium 

2.518 

Non-command 

Older Alluvium 

1.435 

Non-command 

Bhander Sandstone 

3.807 

Non-command 

Older Alluvium 

0.074 

Non-command 

Older Alluvium 

1.028 

Non-command 

Older Alluvium 

3.474 

Non-command 

Older Alluvium 

3.953 

Non-command 

Older Alluvium 

4.235 

Non-command 

Older Alluvium 

6.559 

Non-command 

Older Alluvium 

4.039 

Non-command 

Bhander Sandstone 

9.359 

Non-command 

Bhander Sandstone 

1.388 

Non-command 

Older Alluvium 

0.063 

Non-command 

Older Alluvium 

1.687 

Non-command 

Bhander Sandstone 

1.515 

Non-command 

Older Alluvium 

1.043 

Non-command 

Bhander Sandstone 

0.139 

Non-command 

Older Alluvium 

0.123 

Non-command 

Bhander Sandstone 

0.751 

Non-command 

Older Alluvium 

0.731 

Non-command 

Bhander Sandstone 

1.131 

Non-command 

Older Alluvium 

0.228 

Non-command 

Bhander Sandstone 

0.310 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

90,000 

60,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

90,000 

60,000 

120 

110,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

110,000 

70,000 

120 

90,000 

60,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

90,000 

60,000 

120 

110,000 

70,000 

120 

90,000 

60,000 

120 

110,000 

70,000 

120 

90,000 

60,000 

120 

110,000 

70,000 

120 

90,000 

60,000 

120 

110,000 

70,000 

120 

90,000 

60,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

90,000 

60,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

90,000 

60,000 

120 

110,000 

70,000 

120 

90,000 

60,000 

120 

110,000 

70,000 

120 

90,000 

60,000 

120 

110,000 

70,000 

120 

90,000 

60,000 

120 

110,000 

70,000 

120 

90,000 

60,000 


Wells with 


MCM 

MCM 

(15) 

(16) 

0.043 

0.237 

0.454 

0.832 

0.302 

0.594 

0.008 

0.021 

0.042 

0.134 

0.076 

0.366 

0.043 

0.075 

0.076 

0.129 

0.059 

0.112 

0.067 

0.265 

0.058 

0.209 

0.025 

0.104 

0.122 

0.370 

0.180 

0.353 

0.025 

0.051 

0.022 

0.065 

0.042 

0.148 

- 

- 

0.079 

0.079 

0.017 

0.017 

0.007 

0.007 

0.025 

0.025 

0.029 

0.029 

0.025 

0.025 

- 

- 

0.126 

0.430 

0.014 

0.014 

0.067 

0.318 

0.134 

0.451 

0.042 

0.240 

0.118 

0.210 

0.042 

0.385 

0.338 

0.673 

0.008 

0.021 

0.059 

0.231 

0.092 

0.316 

0.143 

0.209 

0.042 

0.134 

0.067 

0.212 

0.210 

0.474 




































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


04001004 


Bachhaina 


Bajoli 


Bangaspura 


Bansi 


Bansroli 


Baori 


Barigha 


Baroda 


Beerampura 


Bhagora 


Bhagori 


Bhaisa 


Bhawanpura 


Bidyari 


Birhata 


Bosoli 


Brahmawad 


Type of Area (Command / N< 
command) 



Samahad 

0807001001098200 

3.581 

Fresh 

Samesara 

0807001001096900 

2.230 

Fresh 


Non-command 


Non-command 



Singhaniya 

0807000901079500 

2.283 

Fresh 

Singhawali 

0807001001095400 

5.707 

Fresh 


Non-command 


Non-command 



Tarbeejpur 

0807000901079400 

4.085 

Fresh 

Tontpur 

0807001001099200 

1.379 

Fresh 

Vinuan 

0807001001094600 

5.026 

Fresh 


Non-command 


Non-command 


Non-command 



Agawali 

0807000901071400 

2.448 

Ajnoli 

0807000901070500 

2.688 


0807000901069000 

1.420 

0807000901071300 

2.187 


0807000901078600 

3.969 

0807001001098700 

13.785 

0807000901071200 

1.770 


0807000901073500 

1.868 

0807001001089500 

3.468 

0807000901073400 

3.277 



4.309 Fresh 


0807000901068100 



1.924 Fresh 


Saline 


7.608 Fresh 


3.354 Fresh 


Saline 


0807001001089200 

5.375 

0807001001092800 

2.015 

0807000901072000 

4.442 

0807000901070800 

3.063 

0807001001092100 

1.520 

0807000901074300 

4.499 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Baretha 


Non-command 


Baretha 


Non-command 


Baretha 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Baretha 


Non-command 


Non-command 


Non-command 


Baretha 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.158 

Non-command 

Bhander Sandstone 

10.752 

Non-command 

Older Alluvium 

0.340 

Non-command 

Bhander Sandstone 

0.300 

Non-command 

Older Alluvium 

0.160 

Non-command 

Bhander Sandstone 

1.457 

Non-command 

Older Alluvium 

1.036 

Non-command 

Bhander Sandstone 

4.219 

Non-command 

Older Alluvium 

2.319 

Non-command 

Bhander Sandstone 

1.897 

Non-command 

Older Alluvium 

0.982 

Non-command 

Bhander Sandstone 

3.581 

Non-command 

Bhander Sandstone 

0.514 

Non-command 

Older Alluvium 

1.715 

Non-command 

Bhander Sandstone 

0.095 

Non-command 

Older Alluvium 

3.906 

Non-command 

Bhander Sandstone 

1.386 

Non-command 

Older Alluvium 

2.005 

Non-command 

Bhander Sandstone 

2.264 

Non-command 

Bhander Sandstone 

4.583 

Non-command 

Older Alluvium 

1.124 

Non-command 

Bhander Sandstone 

0.691 

Non-command 

Older Alluvium 

1.379 

Non-command 

Bhander Sandstone 

2.024 

Non-command 

Older Alluvium 

3.003 

Non-command 

Older Alluvium 

2.163 

Non-command 

Older Alluvium 

0.126 

Non-command 

Older Alluvium 

2.562 

Non-command 

Older Alluvium 

0.002 

Non-command 

Older Alluvium 

0.327 

Non-command 

Older Alluvium 

1.775 

Non-command 

Older Alluvium 

0.215 

Non-command 

Bhander Sandstone 

1.853 

Non-command 

Older Alluvium 

1.171 

Non-command 

Older Alluvium 

0.599 

Command 

Older Alluvium 

1.868 

Non-command 

Older Alluvium 

1.082 

Command 

Older Alluvium 

3.223 

Non-command 

Older Alluvium 

0.054 

Command 

Older Alluvium 

2.175 

Non-command 

Older Alluvium 

2.134 

Non-command 

Older Alluvium 

1.423 

Non-command 

Older Alluvium 

0.483 

Non-command 

Older Alluvium 

1.086 

Non-command 

Quartzite 

2.102 

Non-command 

Older Alluvium 

0.006 

Non-command 

Older Alluvium 

0.246 

Non-command 

Older Alluvium 

3.709 

Command 

Older Alluvium 

2.015 

Non-command 

Older Alluvium 

0.089 

Non-command 

Older Alluvium 

3.063 

Non-command 

Older Alluvium 

1.520 

Command 

Older Alluvium 

1.910 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

110,000 

70,000 

120 

90,000 

60,000 

120 

110,000 

70,000 

120 

90,000 

60,000 

120 

110,000 

70,000 

120 

90,000 

60,000 

120 

110,000 

70,000 

120 

90,000 

60,000 

120 

110,000 

70,000 

120 

90,000 

60,000 

120 

110,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

110,000 

70,000 

120 

90,000 

60,000 

120 

110,000 

70,000 

120 

90,000 

60,000 

120 

110,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

110,000 

70,000 

120 

90,000 

60,000 

120 

110,000 

70,000 

120 

90,000 

60,000 

120 

110,000 

70,000 

120 

90,000 

80,000 

120 

150,000 

120,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

150,000 

120,000 

120 

90,000 

80,000 

120 

150,000 

120,000 

120 

90,000 

60,000 

120 

150,000 

120,000 

120 

90,000 

80,000 

120 

150,000 

120,000 

120 

110,000 

70,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

90,000 

80,000 

120 

170,000 

90,000 

120 

80,000 

50,000 

120 

150,000 

120,000 

120 

90,000 

80,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

90,000 

80,000 

120 

150,000 

120,000 

120 

110,000 

70,000 

120 

150,000 

120,000 



Wells with 
Pumpset 


MCM 


(15) 


0.008 






















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Gudhakar 


Haroli 


Jareela 


Jarkhoh 


Jaswant Nagar 


Jindpura 


Kakalpura 


Kakraua 


Khareri 


Khatipura 


Khatnawali 


Type of Area (Command / N< 
command) 



Chak Beechhi 

0807000901068500 

0.600 

Saline 

Chak Bidyari 

0807000901072600 

2.635 

Saline 

Chak Goojar Balai 

0807001001093600 

1.589 

Fresh 

Chak Khudas 

0807001001091600 

1.057 

Fresh 

Chak Nawli 

0807000901071600 

2.424 

Saline 

Chak Pichoona 

0807001001087700 

1.120 

Fresh 

Chandanpura 

0807001001090800 

2.286 

Fresh 

Chandoli 

0807001001090900 

3.462 

Fresh 

Chaukhanda 

0807000901073100 

1.259 

Fresh 

Churari Dang 

0807001001093100 

3.716 

Fresh 


Non-command 


Baretha 


Non-command 


Baretha 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Dehgawan 

0807000901070000 

3.248 

Saline 

Dumriya 

0807001001093000 

9.823 

Fresh 


Non-command 


Baretha 


Non-command 



Encholi 

0807000901070100 

1.589 

Saline 

Gajnua 

0807000901079300 

6.938 

Fresh 

Ghata 

0807001001090700 

1.647 

Fresh 

Goojar Balai 

0807001001093700 

4.507 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



0807000801064500 


4.956 Fresh 


Saline 


0807001001087800 

3.492 

0807001001092700 

2.167 

0807000901069400 

1.845 

0807000901070400 

0.483 

0807001001089800 

3.490 

0807000901078900 

1.535 

0807001001092600 

1.766 



1.250 Fresh 



Kandholi 

0807001001091000 

3.589 

Fresh 

Kanjoli 

0807001001092400 

2.525 

Fresh 

Karanpura 

0807001001093300 

9.639 

Fresh 



0807000901075500 

20.621 

0807001001092500 

1.231 

0807000901069200 

9.097 



Saline 


8.453 Fresh 


Kheriya 

0807000901073900 

1.274 

Fresh 

Khohra 

0807000901068900 

2.315 

Saline 


Baretha 


Non-command 


Non-command 


Non-command 


Non-command 


Baretha 


Non-command 


Non-command 


Non-command 


Baretha 


Baretha 


Non-command 


Non-command 


Non-command 


Non-command 


Baretha 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Baretha 


Non-command 


Baretha 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

1.296 

Command 

Older Alluvium 

0.438 

Non-command 

Older Alluvium 

0.274 

Command 

Older Alluvium 

0.372 

Non-command 

Older Alluvium 

0.750 

Non-command 

Older Alluvium 

0.591 

Non-command 

Older Alluvium 

0.014 

Non-command 

Older Alluvium 

1.589 

Non-command 

Older Alluvium 

1.057 

Non-command 

Older Alluvium 

1.872 

Non-command 

Older Alluvium 

0.360 

Non-command 

Older Alluvium 

0.175 

Non-command 

Older Alluvium 

3.303 

Non-command 

Older Alluvium 

1.259 

Non-command 

Bhander Sandstone 

0.637 

Non-command 

Older Alluvium 

3.079 

Non-command 

Bhander Sandstone 

1.735 

Non-command 

Older Alluvium 

4.276 

Non-command 

Older Alluvium 

1.557 

Command 

Older Alluvium 

0.125 

Non-command 

Bhander Sandstone 

3.227 

Non-command 

Older Alluvium 

5.026 

Non-command 

Older Alluvium 

1.474 

Non-command 

Older Alluvium 

0.820 

Non-command 

Older Alluvium 

0.253 

Non-command 

Bhander Sandstone 

0.002 

Non-command 

Older Alluvium 

4.505 

Command 

Older Alluvium 

0.949 

Non-command 

Older Alluvium 

0.366 

Non-command 

Older Alluvium 

4.312 

Non-command 

Older Alluvium 

0.159 

Non-command 

Older Alluvium 

0.406 

Command 

Older Alluvium 

2.167 

Non-command 

Older Alluvium 

0.747 

Non-command 

Older Alluvium 

0.443 

Non-command 

Older Alluvium 

0.641 

Command 

Older Alluvium 

1.535 

Command 

Older Alluvium 

1.127 

Non-command 

Older Alluvium 

0.639 

Non-command 

Older Alluvium 

0.080 

Non-command 

Quartzite 

0.012 

Non-command 

Older Alluvium 

2.685 

Non-command 

Older Alluvium 

2.525 

Command 

Older Alluvium 

2.283 

Non-command 

Older Alluvium 

7.356 

Non-command 

Older Alluvium 

8.223 

Non-command 

Older Alluvium 

1.231 

Non-command 

Older Alluvium 

2.075 

Non-command 

Older Alluvium 

5.956 

Command 

Older Alluvium 

0.383 

Non-command 

Older Alluvium 

8.070 

Command 

Older Alluvium 

1.274 

Non-command 

Older Alluvium 

0.049 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

150,000 

120,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

90,000 

80,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

150,000 

120,000 

120 

90,000 

60,000 

120 

110,000 

70,000 

120 

90,000 

60,000 

120 

110,000 

70,000 

120 

90,000 

80,000 

120 

110,000 

70,000 

120 

90,000 

60,000 

120 

110,000 

70,000 

120 

90,000 

80,000 

120 

150,000 

120,000 

120 

110,000 

70,000 

120 

90,000 

60,000 

120 

110,000 

70,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

170,000 

90,000 

120 

90,000 

80,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

150,000 

120,000 

120 

90,000 

80,000 

120 

110,000 

70,000 

120 

150,000 

120,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

170,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

150,000 

120,000 

120 

110,000 

70,000 

120 

150,000 

120,000 

120 

90,000 

80,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

150,000 

120,000 

120 

90,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.259 


0.058 


0.038 



0.036 

0.079 

0.067 

0.146 

0.336 

0.336 



0.118 

0.369 

0.084 

0.401 

0.017 

0.017 

0.067 

0.093 

1.037 

1.397 

0.034 

0.258 

0.302 

0.338 

0.586 

0.662 

0.008 

0.048 

0.235 

1.001 

0.029 

0.137 

0.010 

0.010 





















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 




Kunder 


Kurka 


Lahchora Kalan 


Lakhanpur 


Madapura 


0807000801066200 


0807001001093900 


0807001001092300 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Census Code 

Area 


sq.km 

(3) 

(4) 

0807000801064600 

2.202 



0807001001089400 

5.359 

0807000901074100 

2.873 



0807001001088800 

5.194 

0807001001088900 

10.374 

0807000901071100 

2.444 



4.440 Fresh 


3.758 Fresh 


5.520 Fresh 


Madariyapura 

0807001001087300 

1.763 

Fresh 

Mahalpur Choora 

0807001001094100 

7.196 

Fresh 


Non-command 


Non-command 


Non-command 


Baretha 


Baretha 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Baretha 


Non-command 


Non-command 


Non-command 


Mahalpur Kachhi 


Mahmadpura 


Marauli 


Milakpur 


Moroli Dang 


Morooda 


Murrika 


Nabhera 


Nadi Gaon 


a Bahaduriya 


a Balloo 


a Bhagwat 


a Dadhiram 


a Jhamra 


a Kalyan 


a Kharagsingh 


a Khushaliram 


a Khushfaham 


a Kishan Vallabh 


a Medsingh 


a Radhey 


a Sewa Kurwariya 


a Shyolal 


0807001001091100 


0807000901078700 


1.959 Fresh 


11.258 Fresh 



0807001001091900 

5.207 

0807000901070700 

6.048 

0807001001093200 

2.177 

0807000801065700 

0.539 

0807001001091200 

2.288 

0807001001091800 

5.238 

0807000901072900 

5.648 


0807000901068000 

2.258 

0807000801065600 

0.968 

0807001001089100 

0.336 

0807001001092900 

0.869 

0807000901072800 

2.450 

0807001001088700 

3.058 

0807000901068200 

3.678 



0807000901068300 

0.558 

0807000901068600 

3.103 

0807000901069600 

0.594 



0807000901068400 

0.574 

0807001001089300 

3.802 

0807000901067900 

0.989 

0807000901069700 

0.557 



Saline 


4.979 Fresh 



Non-command 


Baretha 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Baretha 


Non-command 


Non-command 


Non-command 


Non-command 


Baretha 


Baretha 


Non-command 


Non-command 


Non-command 


Non-command 


Baretha 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Baretha 


Non-command 


Baretha 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.009 

Non-command 

Older Alluvium 

0.026 

Non-command 

Older Alluvium 

5.334 

Command 

Older Alluvium 

0.492 

Command 

Older Alluvium 

1.982 

Non-command 

Older Alluvium 

0.399 

Non-command 

Older Alluvium 

0.248 

Non-command 

Older Alluvium 

9.680 

Non-command 

Older Alluvium 

1.982 

Non-command 

Older Alluvium 

0.463 

Non-command 

Older Alluvium 

0.234 

Non-command 

Older Alluvium 

3.720 

Command 

Older Alluvium 

0.904 

Non-command 

Older Alluvium 

4.617 

Non-command 

Older Alluvium 

0.011 

Non-command 

Bhander Sandstone 

2.968 

Non-command 

Older Alluvium 

1.637 

Non-command 

Bhander Sandstone 

0.479 

Non-command 

Older Alluvium 

1.069 

Command 

Older Alluvium 

6.312 

Non-command 

Older Alluvium 

3.508 

Non-command 

Older Alluvium 

5.207 

Non-command 

Older Alluvium 

5.331 

Non-command 

Older Alluvium 

2.177 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

2.288 

Non-command 

Older Alluvium 

5.238 

Non-command 

Older Alluvium 

0.098 

Non-command 

Older Alluvium 

3.104 

Non-command 

Older Alluvium 

0.009 

Non-command 

Older Alluvium 

0.226 

Non-command 

Older Alluvium 

0.336 

Command 

Older Alluvium 

0.869 

Non-command 

Older Alluvium 

1.110 

Non-command 

Older Alluvium 

1.220 

Non-command 

Older Alluvium 

0.002 

Non-command 

Older Alluvium 

1.069 

Command 

Older Alluvium 

2.016 

Command 

Older Alluvium 

0.006 

Non-command 

Older Alluvium 

0.558 

Non-command 

Older Alluvium 

3.099 

Non-command 

Older Alluvium 

0.388 

Non-command 

Older Alluvium 

0.011 

Command 

Older Alluvium 

0.351 

Non-command 

Older Alluvium 

1.042 

Non-command 

Older Alluvium 

0.574 

Non-command 

Older Alluvium 

3.608 

Non-command 

Older Alluvium 

0.172 

Non-command 

Older Alluvium 

0.373 

Non-command 

Older Alluvium 

0.184 

Command 

Older Alluvium 

3.150 

Non-command 

Older Alluvium 

0.817 

Command 

Older Alluvium 

0.016 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

170,000 

90,000 

120 

90,000 

80,000 

120 

110,000 

70,000 

120 

150,000 

120,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

150,000 

120,000 

120 

90,000 

80,000 

120 

170,000 

90,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

90,000 

60,000 

120 

110,000 

70,000 

120 

90,000 

60,000 

120 

110,000 

70,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

110,000 

70,000 

120 

150,000 

120,000 

120 

110,000 

70,000 

120 

170,000 

90,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

150,000 

120,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

170,000 

90,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

90,000 

80,000 

120 

110,000 

70,000 

120 

150,000 

120,000 

120 

90,000 

80,000 

120 

150,000 

120,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

150,000 

120,000 

120 

90,000 

80,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

90,000 

80,000 

120 

110,000 

70,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

90,000 

80,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

90,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.108 

0.108 

0.067 

0.067 

0.029 

0.029 

0.084 

0.084 

0.360 

0.720 

0.202 

0.400 

0.210 

0.857 

0.360 

0.792 

0.168 

0.260 









































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Nawli 


Nayagaon Kalan 


Paharpur 


Palidang 


Rajpura 


Ranpur 


Raseelpur 


Ratua 


Reechhauli 


Salabad 


Samraya 


Samri 


Santokpura 


Type of Area (Command / N< 
command) 



0807000901070200 

3.750 

0807000901069300 

2.296 



0807001001098600 

9.360 

0807000901079200 

3.300 




Peepli 

0807000901070600 

1.883 

Fresh 

Pichoona 

0807001001087600 

9.964 

Fresh 

Pidawali 

0807000901068700 

4.126 

Saline 

Purabai Khera 

0807000901074200 

7.747 

Saline 



0807001001094200 

2.560 

0807001001093800 

2.115 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Baretha 


Non-command 


Non-command 


Non-command 


Non-command 


Baretha 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0807001001091500 

2.696 

0807001001091700 

2.563 

0807000901071000 

1.859 


Saline 


8.209 Fresh 



0807000901071500 

3.347 

0807000801066400 

4.644 


Non-command 


Non-command 


Non-command 


Non-command 


Baretha 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0807000901079900 

4.516 

0807000901073700 

1.557 



Saline 


4.874 Fresh 



Semra Mafi 

0807001001091400 

1.705 

Fresh 

Sewla 

0807000901070900 

1.266 

Fresh 

Shrinagar 

0807001001092200 

0.848 

Fresh 

Singhara 

0807000901078400 

9.167 

Fresh 


Sirrond 


0807001001094000 


7.471 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Baretha 


Non-command 


Non-command 


Non-command 


Non-command 


Baretha 


Non-command 


Non-command 


Sonothi 

0807001001089000 

4.622 

Fresh 

Sookha Seela 

0807000901080100 

6.925 

Fresh 


Soopa 

0807000901074000 

3.591 

Fresh 

Soopra 

0807001001092000 

3.021 

Fresh 

Suhans 

0807000801064300 

3.741 

Fresh 

Talimpur 

0807000901070300 

1.202 

Saline 

Thikariya 

0807000901073300 

1.956 

Fresh 


Umrend 


0807000801066500 


11.038 Fresh 


Non-command 


Baretha 


Non-command 


Baretha 


Non-command 


Non-command 


Non-command 


Baretha 


Non-command 


Non-command 


04001005 


Aam Ka Pura 


0808000501172900 


1.783 Fresh 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.996 

Non-command 

Older Alluvium 

3.613 

Non-command 

Older Alluvium 

2.205 

Non-command 

Older Alluvium 

0.091 

Non-command 

Bhander Sandstone 

0.000 

Command 

Older Alluvium 

0.021 

Non-command 

Older Alluvium 

3.259 

Non-command 

Older Alluvium 

1.882 

Non-command 

Older Alluvium 

2.099 

Non-command 

Older Alluvium 

1.107 

Command 

Older Alluvium 

2.540 

Non-command 

Older Alluvium 

5.207 

Non-command 

Older Alluvium 

0.144 

Non-command 

Older Alluvium 

0.071 

Non-command 

Older Alluvium 

0.002 

Non-command 

Bhander Sandstone 

0.242 

Non-command 

Older Alluvium 

1.611 

Non-command 

Older Alluvium 

2.696 

Non-command 

Older Alluvium 

2.563 

Non-command 

Older Alluvium 

1.805 

Non-command 

Older Alluvium 

0.054 

Command 

Older Alluvium 

4.662 

Non-command 

Older Alluvium 

3.547 

Non-command 

Older Alluvium 

0.536 

Non-command 

Older Alluvium 

1.895 

Non-command 

Older Alluvium 

1.125 

Non-command 

Older Alluvium 

4.197 

Non-command 

Quartzite 

0.230 

Non-command 

Older Alluvium 

0.004 

Non-command 

Older Alluvium 

0.576 

Non-command 

Older Alluvium 

0.981 

Non-command 

Older Alluvium 

0.441 

Command 

Older Alluvium 

0.034 

Non-command 

Older Alluvium 

3.028 

Non-command 

Older Alluvium 

1.705 

Non-command 

Older Alluvium 

1.266 

Non-command 

Older Alluvium 

0.848 

Command 

Older Alluvium 

1.046 

Non-command 

Older Alluvium 

0.566 

Non-command 

Bhander Sandstone 

2.917 

Non-command 

Older Alluvium 

4.554 

Non-command 

Older Alluvium 

4.565 

Command 

Older Alluvium 

0.177 

Non-command 

Older Alluvium 

1.837 

Command 

Older Alluvium 

3.591 

Non-command 

Older Alluvium 

3.021 

Non-command 

Older Alluvium 

0.022 

Non-command 

Older Alluvium 

1.202 

Command 

Older Alluvium 

1.262 

Non-command 

Older Alluvium 

0.694 

Non-command 

Older Alluvium 

4.084 

Non-command 

Quartzite 

2.622 

Non-command 

Older Alluvium 

0.636 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

150,000 

120,000 

120 

90,000 

80,000 

120 

90,000 

60,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

110,000 

70,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

170,000 

90,000 

120 

90,000 

80,000 

120 

110,000 

70,000 

120 

90,000 

60,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

150,000 

120,000 

120 

90,000 

80,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

150,000 

120,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

170,000 

90,000 

120 

80,000 

50,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

90,000 

80,000 

120 

150,000 

120,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

110,000 

70,000 

120 

150,000 

120,000 

120 

110,000 

70,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

90,000 

60,000 

120 

110,000 

70,000 

120 

110,000 

70,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

110,000 

70,000 

120 

170,000 

90,000 

120 

90,000 

80,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

170,000 

90,000 

120 

80,000 

50,000 

120 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.077 


0.547 


0.187 


0.010 



0.014 

0.014 

0.130 

0.526 

0.067 

0.397 

- 

- 

0.106 

0.419 

0.014 

0.122 

0.014 

0.086 

0.032 

0.195 

0.012 

0.060 

0.019 

0.031 



























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Ajeetapura 

0808000501169200 

2.109 

Fresh 

Anandapura 

0808000501173400 

4.926 

Fresh 

Babarpur 

0808000501171300 

4.378 

Fresh 

Bajna 

0808000501170900 

3.379 

Fresh 

Beech Ka Pura 

0808000501169100 

3.724 

Fresh 

Bhaupura 

0808000501172100 

1.648 

Fresh 

Bichola 

0808000501171800 

1.649 

Fresh 

Bidar 

0808000501169600 

2.532 

Fresh 

Bilheta 

0808000501170700 

2.121 

Fresh 

Chaudharipura 

0808000501173500 

1.488 

Fresh 

Chhetapura 

0808000501169900 

1.409 

Fresh 

Deodas Ka Pura 

0808000501170200 

0.633 

Fresh 

Deokhera 

0808000501171600 

2.452 

Fresh 

Didwar 

0808000501170500 

3.210 

Fresh 

Dighi 

0808000501172000 

2.138 

Fresh 

Dirawali 

0808000501170400 

3.911 

Fresh 

Dongarpur 

0808000501169700 

2.347 

Fresh 

Ganhaidi 

0808000501169000 

4.694 

Fresh 

Garayach 

0808000401154400 

1.657 

Fresh 

Garhi Jonawad 

0808000501171500 

4.086 

Fresh 

Garhi Tadabali 

0808000501175400 

4.549 

Fresh 

Gohdupura 

0808000501172400 

0.519 

Fresh 

Hathwari 

0808000501173300 

8.742 

Fresh 

Jagmohan Ka Pura 

0808000501171000 

3.292 

Fresh 

Jarga 

0808000501175200 

2.375 

Fresh 

Kachhiyara Bidar 

0808000501169500 

1.716 

Fresh 

Kanchanpura 

0808000501172500 

1.454 

Fresh 

Kasiyapura 

0808000501170600 

2.001 

Fresh 

Katarpura 

0808000501170800 

2.192 

Fresh 

Khanpura 

0808000501172600 

2.438 

Fresh 

Khurila 

0808000501174500 

2.726 

Fresh 

Khurili 

0808000501174600 

1.139 

Fresh 

Kumharpura 

0808000501171900 

1.344 

Fresh 

Machhariya 

0808000501174100 

4.165 

Fresh 

Marena 

0808000501173700 

4.861 

Fresh 

Mithawali 

0808000501172800 

3.564 

Fresh 

Nadauli 

0808000501173100 

9.124 

Fresh 

Nadora 

0808000501171400 

2.548 

Fresh 

Nagar 

0808000501169300 

3.268 

Fresh 

Nahila 

0808000501174800 

4.820 

Fresh 

Neemdara 

0808000501171700 

2.353 

Fresh 

Pahari 

0808000501173900 

3.255 

Fresh 

Pai 

0808000501173600 

2.168 

Fresh 

Pasuapura 

0808000501172700 

0.883 

Fresh 

Rajakhera (M) 

0808000540803000 

22.443 

Fresh 

Ranchhorpura 

0808000501175300 

1.015 

Fresh 

Rundh Garayach 

0808000401154500 

2.270 

Fresh 

Rundh Nahila 

0808000501172300 

0.015 

Fresh 

Samaliyapura 

0808000501173000 

2.138 

Fresh 

Saumli 

0808000501172200 

3.009 

Fresh 

Savitanagar 

0808000501173800 

1.587 

Fresh 

Shekhpur Brahman 

0808000501171200 

3.351 

Fresh 

Sikroda 

0808000501169800 

3.649 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

2.109 

Non-command 

Older Alluvium 

4.856 

Non-command 

Older Alluvium 

4.378 

Non-command 

Older Alluvium 

3.379 

Non-command 

Older Alluvium 

3.724 

Non-command 

Older Alluvium 

0.742 

Non-command 

Older Alluvium 

1.444 

Non-command 

Older Alluvium 

2.532 

Non-command 

Older Alluvium 

2.121 

Non-command 

Older Alluvium 

1.342 

Non-command 

Older Alluvium 

1.409 

Non-command 

Older Alluvium 

0.633 

Non-command 

Older Alluvium 

2.452 

Non-command 

Older Alluvium 

3.210 

Non-command 

Older Alluvium 

0.289 

Non-command 

Older Alluvium 

3.911 

Non-command 

Older Alluvium 

2.347 

Non-command 

Older Alluvium 

4.694 

Non-command 

Older Alluvium 

0.430 

Non-command 

Older Alluvium 

4.086 

Non-command 

Older Alluvium 

0.612 

Non-command 

Older Alluvium 

0.502 

Non-command 

Older Alluvium 

8.157 

Non-command 

Older Alluvium 

3.292 

Non-command 

Older Alluvium 

1.358 

Non-command 

Older Alluvium 

1.716 

Non-command 

Older Alluvium 

1.440 

Non-command 

Older Alluvium 

2.001 

Non-command 

Older Alluvium 

2.192 

Non-command 

Older Alluvium 

2.142 

Non-command 

Older Alluvium 

0.054 

Non-command 

Older Alluvium 

0.286 

Non-command 

Older Alluvium 

0.384 

Non-command 

Older Alluvium 

0.583 

Non-command 

Older Alluvium 

0.974 

Non-command 

Older Alluvium 

3.564 

Non-command 

Older Alluvium 

9.105 

Non-command 

Older Alluvium 

2.548 

Non-command 

Older Alluvium 

3.268 

Non-command 

Older Alluvium 

0.013 

Non-command 

Older Alluvium 

2.353 

Non-command 

Older Alluvium 

1.464 

Non-command 

Older Alluvium 

1.414 

Non-command 

Older Alluvium 

0.883 

Non-command 

Older Alluvium 

21.806 

Non-command 

Older Alluvium 

0.983 

Non-command 

Older Alluvium 

0.003 

Non-command 

Older Alluvium 

0.015 

Non-command 

Older Alluvium 

1.038 

Non-command 

Older Alluvium 

2.269 

Non-command 

Older Alluvium 

1.587 

Non-command 

Older Alluvium 

3.351 

Non-command 

Older Alluvium 

3.649 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 



MCM 

MCM 

(15) 

(16) 

0.144 

0.180 

0.134 

0.230 

0.173 

0.245 

0.211 

0.283 

0.182 

0.230 

0.010 

0.010 

0.058 

0.094 

0.355 

0.427 

0.106 

0.166 

0.038 

0.086 

0.192 

0.264 

- 

- 

0.595 

0.715 

0.211 

0.247 

0.010 

0.022 

0.182 

0.218 

0.192 

0.300 

0.576 

0.696 

0.058 

0.130 

0.182 

0.242 

0.019 

0.031 

0.048 

0.108 

0.202 

0.286 

0.288 

0.372 

0.029 

0.029 

- 

- 

0.038 

0.074 

0.096 

0.144 

0.144 

0.180 

0.106 

0.166 


0.010 

0.010 

0.019 

0.031 

0.058 

0.082 

0.086 

0.134 

0.346 

0.430 

0.144 

0.204 

0.298 

0.394 

0.259 

0.379 























































































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


04001006 


Silawat 


Singhawali Kalan 


Singhawali Khurd 


Srinagar 


Sultanpur 


Teerajpur 


Agawali 


Alapuri 


Araji Nandkishor 


Bagh Kanawar 


Bajoli 


Bangaspura 


Bayana (M) 


Bayana (Rural) 


Bhagori 


Jhatola 


Kachaira 


Kapoora Dahar 


Kapoora Malooka 


Karwari 


Khareri 


0808000501171100 


0808000501170300 


0808000501170100 


0808000501170000 


0808000501175100 


0808000501169400 


0807000901071400 


0807000901081000 


0807000901072500 


0807000901074700 


0807000901071300 


0807000901078600 


0807000940709000 



0807000901074600 

0.742 

0807000901069500 

3.354 



Bidyari 

0807000901072000 

4.442 

Saline 

Biskhori 

0807000901075000 

1.115 

Fresh 

Brahmawad 

0807000901074300 

4.499 

Fresh 

Chahal 

0807000901078100 

1.807 

Fresh 

Chak Bidyari 

0807000901072600 

2.635 

Saline 

Chak Nawli 

0807000901071600 

2.424 

Saline 

Chinayata 

0809000301210700 

5.375 

Fresh 

Damdama 

0807000901074900 

2.994 

Fresh 

Danda 

0809000401226700 

25.592 

Fresh 

Dehgawan 

0807000901070000 

3.248 

Saline 

Dewasarai 

0807000901074400 

0.787 

Fresh 

Dhadren 

0807000901081600 

5.153 

Fresh 

Dhandhawali 

0809000301208300 

5.947 

Fresh 

Dhurairi 

0807000901082400 

6.590 

Fresh 

Dukawali 

0809000401225900 

8.261 

Fresh 

Dumariya 

0807000901080900 

3.145 

Fresh 

Etmadpur 

0807000901077400 

2.368 

Fresh 

Gazipur 

0807000901077500 

7.604 

Fresh 

Ghunaini 

0807000901082600 

14.986 

Fresh 

Harnagar 

0807000901072400 

1.223 

Saline 

Imliya 

0807000901075100 

2.312 

Fresh 

Jarkhoh 

0807000901069400 

1.845 

Fresh 

Jarwar 

0807000901082000 

4.892 

Fresh 

Jatwara 

0809000301208700 

6.823 

Fresh 



0807000901082300 

3.215 

0807000901075300 

2.006 



0807000901082200 

3.048 

0807000901082100 

4.811 

0807000901081800 

3.617 

0807000901075500 

20.621 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Jugger 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Jugger 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Jugger 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

2.030 

Non-command 

Older Alluvium 

3.427 

Non-command 

Older Alluvium 

1.473 

Non-command 

Older Alluvium 

1.132 

Non-command 

Older Alluvium 

0.448 

Non-command 

Older Alluvium 

1.425 

Non-command 

Older Alluvium 

0.145 

Non-command 

Older Alluvium 

2.679 

Non-command 

Older Alluvium 

0.204 

Non-command 

Older Alluvium 

0.309 

Non-command 

Older Alluvium 

0.051 

Non-command 

Older Alluvium 

3.650 

Non-command 

Older Alluvium 

9.086 

Non-command 

Older Alluvium 

0.268 

Non-command 

Older Alluvium 

0.625 

Non-command 

Older Alluvium 

1.958 

Non-command 

Older Alluvium 

0.975 

Command 

Older Alluvium 

1.931 

Non-command 

Older Alluvium 

5.541 

Non-command 

Older Alluvium 

4.352 

Non-command 

Older Alluvium 

0.966 

Non-command 

Older Alluvium 

0.581 

Non-command 

Older Alluvium 

1.807 

Non-command 

Older Alluvium 

2.621 

Non-command 

Older Alluvium 

0.551 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

2.903 

Non-command 

Older Alluvium 

0.475 

Non-command 

Older Alluvium 

1.691 

Non-command 

Older Alluvium 

0.787 

Non-command 

Older Alluvium 

0.029 

Command 

Older Alluvium 

0.145 

Non-command 

Older Alluvium 

6.457 

Non-command 

Older Alluvium 

0.046 

Non-command 

Older Alluvium 

2.968 

Non-command 

Older Alluvium 

1.440 

Non-command 

Older Alluvium 

1.397 

Non-command 

Older Alluvium 

2.631 

Non-command 

Older Alluvium 

1.223 

Non-command 

Older Alluvium 

1.890 

Non-command 

Older Alluvium 

0.983 

Non-command 

Older Alluvium 

4.892 

Command 

Older Alluvium 

1.845 

Non-command 

Older Alluvium 

4.978 

Non-command 

Older Alluvium 

2.897 

Non-command 

Older Alluvium 

2.005 

Non-command 

Older Alluvium 

0.001 

Non-command 

Older Alluvium 

0.639 

Non-command 

Older Alluvium 

3.830 

Non-command 

Older Alluvium 

2.964 

Non-command 

Older Alluvium 

4.649 

Non-command 

Older Alluvium 

0.880 

Non-command 

Older Alluvium 

0.957 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

150,000 

120,000 

120 

90,000 

80,000 

120 

150,000 

120,000 

120 

90,000 

80,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

90,000 

80,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

150,000 

120,000 

120 

130,000 

100,000 

120 

90,000 

80,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

150,000 

120,000 

120 

130,000 

100,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

90,000 

80,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

90,000 

80,000 

120 

150,000 

120,000 

120 

90,000 

80,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 



MCM 

MCM 

(15) 

(16) 

0.346 

0.394 

0.202 

0.274 

0.086 

0.110 

0.048 

0.060 

0.010 

0.010 

0.106 

0.154 

0.010 

0.021 

0.288 

0.450 

0.058 

0.080 

0.029 

0.047 

- 

0.011 

0.317 

0.389 

1.987 

3.139 

0.038 

0.060 

0.228 

0.359 

0.115 

0.115 

0.038 

0.038 

0.038 

0.482 

0.115 

1.387 

0.230 

0.306 

0.115 

0.115 

0.115 

0.385 

0.360 

0.486 

0.029 

0.029 

0.019 

0.062 

- 

- 

0.202 

0.436 

0.012 

0.012 

0.250 

0.250 

0.072 

0.216 



0.749 

1.019 

0.144 

0.180 

0.058 

0.058 

0.187 

0.205 

0.202 

0.418 

0.072 

0.072 

0.058 

0.076 

0.043 

0.133 

0.048 

0.456 

0.144 

1.248 

0.173 

0.407 

0.374 

0.410 

- 

- 

0.086 

0.122 

0.336 

0.476 

0.317 

0.407 

0.576 

0.936 

0.086 

0.104 

0.115 

0.151 



























































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Kheri Dang 


Kheri Hewat 


Kotha 


Lahchora Khurd 


Lohatwara 


Mahloni 


Mahmadpura 


Malipura 


Mor Talab 


Muawali 


Murki 


Nadi Gaon 


Nagal Durgasi 


Nagla Chheetariya 


Nagla Chimman 


Nagla Harlal 


Nagla Jhamra 


Nagla Kishan Vallabh 


Nagla Nirbhan 


Nagla Purohit 


Nagla Roopram 


Nagla Tirkha 


Nahroli 


Nayagaon Khurd 


Patti Shahjad 


Peepal Khera 


Puraharlal 


Qila 


Raseri 


Sadhpura 


Salabad 


Samogar 


Sarai Bhamboo 


Sarai Saiyadali 


Seedpur 


Shergarh 


Sikandara 


Singhan Khera 


Singhara 


Census Code 

Area 


sq.km 

(3) 

(4) 

0807000901080300 

6.850 

0809000301208900 

10.761 

0807000901077800 

1.774 

0807000901074800 

0.645 

0807000901080800 

1.387 

0807000901075400 

5.637 

0807000901078700 

11.258 



0807000901078000 

2.362 

0807000901077600 

12.779 

0807000901081900 

4.271 

0807000901074500 

2.868 


0807000901072900 

5.648 

0809000301208800 

4.884 

0807000901071900 

1.065 

0807000901072100 

1.237 

0807000901072200 

0.648 

0807000901072800 

2.450 

0807000901069600 

0.594 


0807000901071700 

0.565 

0807000901071800 

0.950 

0807000901069800 

0.648 


0807000901069900 

0.652 

0807000901080700 

7.611 

0807000901075200 

2.697 


0807000901077900 

0.841 

0809000401226600 

7.671 

0807000901082500 

4.314 

0807000901077700 

2.082 

0807000901081700 

5.649 

0809000401226500 

4.760 

0807000901071500 

3.347 

0807000901081100 

2.988 

0807000901081200 

2.804 

0807000901078200 

0.310 

0807000901072700 

4.874 


0807000901080500 

10.104 

0807000901080600 

5.185 

0807000901078300 

1.813 

0807000901078400 

9.167 



3.015 Fresh 


Somli 

0809000301209100 

4.255 

Fresh 

Sookha Seela 

0807000901080100 

6.925 

Fresh 

Sultanpur 

0807000901078500 

1.470 

Fresh 

Suroth 

0809000301208400 

16.304 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Baretha 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Baretha 


Non-command 


Jugger 


Non-command 


Non-command 


Non-command 


Non-command 


Jugger 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.516 

Non-command 

Older Alluvium 

3.057 

Non-command 

Older Alluvium 

1.289 

Non-command 

Older Alluvium 

0.645 

Non-command 

Older Alluvium 

1.070 

Non-command 

Older Alluvium 

4.844 

Command 

Older Alluvium 

0.245 

Non-command 

Older Alluvium 

1.171 

Non-command 

Older Alluvium 

1.729 

Non-command 

Older Alluvium 

9.924 

Non-command 

Older Alluvium 

4.271 

Non-command 

Older Alluvium 

0.515 

Non-command 

Older Alluvium 

2.353 

Non-command 

Older Alluvium 

2.446 

Non-command 

Older Alluvium 

4.450 

Non-command 

Older Alluvium 

1.065 

Non-command 

Older Alluvium 

1.237 

Non-command 

Older Alluvium 

0.648 

Non-command 

Older Alluvium 

1.340 

Non-command 

Older Alluvium 

0.188 

Non-command 

Older Alluvium 

0.006 

Non-command 

Older Alluvium 

0.565 

Non-command 

Older Alluvium 

0.950 

Non-command 

Older Alluvium 

0.029 

Non-command 

Older Alluvium 

0.619 

Non-command 

Older Alluvium 

0.652 

Non-command 

Older Alluvium 

7.611 

Non-command 

Older Alluvium 

1.632 

Non-command 

Older Alluvium 

1.065 

Non-command 

Older Alluvium 

0.841 

Non-command 

Older Alluvium 

0.522 

Non-command 

Older Alluvium 

4.312 

Non-command 

Older Alluvium 

1.724 

Non-command 

Older Alluvium 

4.715 

Non-command 

Older Alluvium 

0.175 

Non-command 

Older Alluvium 

2.222 

Non-command 

Older Alluvium 

2.965 

Non-command 

Older Alluvium 

1.084 

Non-command 

Older Alluvium 

0.310 

Non-command 

Older Alluvium 

0.538 

Non-command 

Older Alluvium 

0.833 

Non-command 

Older Alluvium 

10.104 

Non-command 

Older Alluvium 

5.185 

Non-command 

Older Alluvium 

1.813 

Command 

Older Alluvium 

0.006 

Non-command 

Older Alluvium 

7.549 

Command 

Older Alluvium 

1.124 

Non-command 

Older Alluvium 

1.363 

Non-command 

Older Alluvium 

0.476 

Non-command 

Older Alluvium 

0.001 

Non-command 

Older Alluvium 

1.446 

Command 

Older Alluvium 

1.647 

Non-command 

Older Alluvium 

0.044 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

150,000 

120,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

150,000 

120,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

90,000 

80,000 

120 

150,000 

120,000 

120 

130,000 

100,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

130,000 

100,000 

120 

90,000 

80,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

90,000 

80,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

100,000 

80,000 


Wells with 


MCM 

MCM 

(15) 

(16) 

0.029 

0.029 

0.010 

0.310 

0.518 

0.518 

0.072 

0.108 

0.202 

0.220 

0.288 

0.558 

0.014 

0.032 

0.072 

0.144 

0.230 

0.266 

- 

- 

0.302 

0.392 

0.058 

0.184 

0.182 

0.506 

0.058 

0.393 

0.058 

0.550 

0.058 

0.080 

0.086 

0.108 

0.048 

0.048 

0.010 

0.226 

0.029 

0.047 


0.029 

0.029 

0.058 

0.069 

0.547 

0.943 

0.043 

0.061 

0.019 

0.030 

0.360 

0.576 


0.125 

0.330 

0.518 

0.932 

0.173 

0.281 

0.173 

0.173 

0.029 

0.119 

0.029 

0.105 

0.605 

0.875 

0.202 

0.382 

0.014 

0.122 


0.058 

0.130 

0.029 

0.197 




































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



04001007 


Tali 


Thana Dang 


Tyohari 


Umrend 


Adda 


Aipur 


0809000401226400 


0807000901080400 


0807000801066600 


0807000801066500 


0807000901076700 


0807000801061400 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


(5) 


Fresh 


Fresh 


Fresh 


11.038 Fresh 



Ajanhera 

0807000801061900 

3.483 

Fresh 

Alapuri 

0807000901081000 

3.715 

Fresh 

Alipur 

0811000201375700 

2.172 

Fresh 

Arauda 

0807000901077300 

4.044 

Fresh 

Atkoli 

0809000301205000 

2.798 

Fresh 

Aund Brahman 

0811000201373500 

3.146 

Fresh 

Aund Goojar 

0811000201373300 

3.857 

Fresh 

Aund Meena 

0811000201373400 

3.985 

Fresh 

Bagren 

0807000901075600 

25.433 

Fresh 

Ballabhgarh 

0807000801062600 

9.042 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Baragaon 

0811000201374800 

4.915 

Fresh 

Bhaja Moroli 

0807000901075800 

4.347 

Fresh 

Bhukrawali 

0809000301208600 

9.483 

Fresh 


Bonl 

0809000101186300 

7.678 

Fresh 

Cheekhru 

0807000901076500 

3.412 

Fresh 

Chinayata 

0809000301210700 

5.375 

Fresh 

Churari 

0809000301205100 

1.948 

Fresh 

Dhadren 

0807000901081600 

5.153 

Fresh 


Dhand 

0811000201375900 

3.899 

Fresh 

Dhandhawali 

0809000301208300 

5.947 

Fresh 



Dorawali 


Dukawali 


Etmadpur 


Garhi Brahmanan 


Gazipur 



0809000101185900 

5.329 

Fresh 

0809000401225900 

8.261 

Fresh 

0807000901077400 

2.368 

Fresh 

0807000801062400 

1.427 

Fresh 

0807000901077500 

7.604 

Fresh 

0811000201371900 

8.030 

Fresh 

0807000801061200 

6.006 

Fresh 


Ghonsla 

0809000301204800 

11.957 

Fresh 

Gogera 

0807000801062100 

5.001 

Fresh 

Gohandi Goojar 

0811000201373800 

0.881 

Fresh 

Gohandi Meena 

0811000201373700 

3.073 

Fresh 

Intkhera 

0807000901076600 

3.506 

Fresh 



Jahazpur 

0811000201374700 

2.256 

Fresh 

Jalalpur 

0811000201375200 

1.608 

Fresh 

Jaspura Moroli 

0807000901076400 

7.127 

Fresh 


Non-command 


Non-command 


Jugger 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Jugger 


Non-command 


Non-command 


Jugger 


Non-command 


Jugger 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Jugger 


Non-command 


Non-command 


Non-command 


Non-command 


Jugger 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.096 

Non-command 

Older Alluvium 

2.540 

Non-command 

Older Alluvium 

3.545 

Non-command 

Older Alluvium 

2.521 

Non-command 

Older Alluvium 

2.734 

Non-command 

Older Alluvium 

0.042 

Non-command 

Quartzite 

0.285 

Non-command 

Older Alluvium 

3.483 

Non-command 

Older Alluvium 

0.426 

Non-command 

Older Alluvium 

2.172 

Non-command 

Older Alluvium 

4.044 

Non-command 

Older Alluvium 

0.074 

Non-command 

Older Alluvium 

2.460 

Non-command 

Older Alluvium 

2.609 

Non-command 

Older Alluvium 

2.654 

Non-command 

Older Alluvium 

23.129 

Non-command 

Older Alluvium 

7.646 

Non-command 

Quartzite 

0.061 

Non-command 

Older Alluvium 

4.915 

Non-command 

Older Alluvium 

4.347 

Command 

Older Alluvium 

1.920 

Non-command 

Older Alluvium 

0.090 

Non-command 

Older Alluvium 

2.418 

Non-command 

Older Alluvium 

3.412 

Non-command 

Older Alluvium 

1.213 

Non-command 

Older Alluvium 

0.134 

Command 

Older Alluvium 

0.490 

Non-command 

Older Alluvium 

4.634 

Non-command 

Older Alluvium 

3.899 

Command 

Older Alluvium 

4.008 

Non-command 

Older Alluvium 

0.014 

Command 

Older Alluvium 

1.670 

Non-command 

Older Alluvium 

0.164 

Non-command 

Older Alluvium 

1.690 

Non-command 

Older Alluvium 

0.029 

Non-command 

Older Alluvium 

0.918 

Non-command 

Older Alluvium 

1.427 

Non-command 

Older Alluvium 

5.028 

Non-command 

Older Alluvium 

0.006 

Non-command 

Older Alluvium 

0.603 

Non-command 

Quartzite 

0.019 

Non-command 

Older Alluvium 

0.210 

Non-command 

Older Alluvium 

4.747 

Non-command 

Older Alluvium 

0.864 

Non-command 

Older Alluvium 

2.992 

Command 

Older Alluvium 

0.202 

Non-command 

Older Alluvium 

3.304 

Non-command 

Older Alluvium 

4.290 

Non-command 

Quartzite 

6.879 

Non-command 

Older Alluvium 

2.254 

Non-command 

Older Alluvium 

1.608 

Command 

Older Alluvium 

0.147 

Non-command 

Older Alluvium 

6.980 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

130,000 

100,000 

120 

150,000 

120,000 

120 

170,000 

90,000 

120 

170,000 

90,000 

120 

150,000 

120,000 

120 

170,000 

90,000 

120 

80,000 

50,000 

120 

170,000 

90,000 

120 

150,000 

120,000 

120 

80,000 

60,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

150,000 

120,000 

120 

170,000 

90,000 

120 

80,000 

50,000 

120 

80,000 

60,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

250,000 

200,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

250,000 

200,000 

120 

130,000 

100,000 

120 

150,000 

120,000 

120 

170,000 

90,000 

120 

150,000 

120,000 

120 

80,000 

60,000 

120 

170,000 

90,000 

120 

80,000 

50,000 

120 

100,000 

80,000 

120 

170,000 

90,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

170,000 

90,000 

120 

80,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

150,000 

120,000 

120 

150,000 

120,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 

































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Jonl 

0809000101186100 

6.335 

Fresh 

Kair 

0807000901075900 

15.980 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 



Kamalpuriya Ka Pura 

0809000101186000 

3.209 

Fresh 

Karwari 

0807000901081800 

3.617 

Fresh 

Katariyapura 

0807000901076100 

3.401 

Fresh 


Jugger 


Non-command 


Non-command 


Non-command 


Non-command 


Katkar 

0807000901081300 

1.679 

Fresh 

Khairora 

0807000801066100 

7.157 

Fresh 


Non-command 


Non-command 


Khan Khera 

0807000901075700 

10.260 

Fresh 

Khanpur 

0811000201373600 

3.269 

Fresh 

Khareri 

0807000901075500 

20.621 

Fresh 

Khawda 

0811000201371800 

5.206 

Fresh 

Kheri Hewat 

0809000301208900 

10.761 

Fresh 

Kheriya 

0809000101185800 

3.177 

Fresh 

Kherla Bujurg 

0811000201374200 

7.125 

Fresh 

Kherli Brahmanan 

0807000801062300 

1.508 

Fresh 

Kherli Goojar 

0809000301204900 

11.683 

Fresh 

Khilchipur 

0811000201374500 

1.092 

Fresh 

Khohra Mulla 

0811000201374000 

2.741 

Fresh 

Khoot Khera 

0807000901077000 

7.431 

Fresh 

Kirawali 

0807000801062700 

8.468 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kondla 

0811000201373900 

1.961 

Fresh 

Kutakpur 

0811000201371600 

3.780 

Fresh 

Madanpur 

0807000901077100 

5.538 

Fresh 

Mahrawar 

0807000901077200 

5.437 

Fresh 

Maidpur 

0807000801061600 

3.643 

Fresh 

Mainapura 

0807000801062200 

7.107 

Fresh 

Majhadpur 

0807000801062500 

2.483 

Fresh 

Mangren Khurd 

0807000901076000 

3.702 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Milki Pura 

0811000201374400 

1.325 

Fresh 

Mor Talab 

0807000901077600 

12.779 

Fresh 

Nagla Hota 

0807000901081500 

2.235 

Fresh 

Nahida 

0811000201375400 

3.525 

Fresh 

Naugaon 

0811000201371500 

1.714 

Fresh 

Nithar 

0807000801061500 

7.746 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Nithari 

0807000901076200 

4.862 

Fresh 

Pali 

0809000301205200 

1.051 

Fresh 


Peeloopura 

0807000901081400 

3.151 

Fresh 

Peeparra 

0807000901076900 

2.336 

Fresh 

Qila 

0807000901077700 

2.082 

Fresh 

Ramnagar 

0807000801062000 

4.545 

Fresh 

Raroda 

0807000901076800 

3.934 

Fresh 

Raseri 

0807000901081700 

5.649 

Fresh 

Ratanpura 

0811000201374900 

5.120 

Fresh 

Reejwas 

0809000301205400 

2.480 

Fresh 


Non-command 


Jugger 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Jugger 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

5.303 

Non-command 

Older Alluvium 

14.269 

Non-command 

Quartzite 

0.469 

Command 

Older Alluvium 

0.082 

Non-command 

Older Alluvium 

7.143 

Non-command 

Older Alluvium 

3.127 

Non-command 

Older Alluvium 

2.737 

Non-command 

Older Alluvium 

3.189 

Non-command 

Quartzite 

0.212 

Non-command 

Older Alluvium 

1.679 

Non-command 

Older Alluvium 

0.051 

Non-command 

Quartzite 

0.003 

Non-command 

Older Alluvium 

9.303 

Non-command 

Older Alluvium 

3.091 

Non-command 

Older Alluvium 

8.888 

Non-command 

Older Alluvium 

0.061 

Non-command 

Older Alluvium 

3.618 

Non-command 

Older Alluvium 

0.014 

Non-command 

Older Alluvium 

7.125 

Non-command 

Older Alluvium 

1.508 

Non-command 

Older Alluvium 

2.033 

Non-command 

Older Alluvium 

1.092 

Non-command 

Older Alluvium 

2.716 

Non-command 

Older Alluvium 

7.431 

Non-command 

Older Alluvium 

2.486 

Non-command 

Quartzite 

5.096 

Non-command 

Older Alluvium 

1.734 

Non-command 

Older Alluvium 

0.801 

Non-command 

Older Alluvium 

5.538 

Non-command 

Older Alluvium 

5.437 

Non-command 

Older Alluvium 

2.244 

Non-command 

Older Alluvium 

6.618 

Non-command 

Older Alluvium 

2.483 

Non-command 

Older Alluvium 

1.336 

Non-command 

Quartzite 

2.086 

Non-command 

Older Alluvium 

1.325 

Non-command 

Older Alluvium 

1.984 

Non-command 

Older Alluvium 

2.235 

Non-command 

Older Alluvium 

3.525 

Non-command 

Older Alluvium 

0.010 

Non-command 

Older Alluvium 

3.932 

Non-command 

Quartzite 

0.562 

Non-command 

Older Alluvium 

4.862 

Command 

Older Alluvium 

0.048 

Non-command 

Older Alluvium 

0.211 

Non-command 

Older Alluvium 

3.151 

Non-command 

Older Alluvium 

2.336 

Non-command 

Older Alluvium 

0.059 

Non-command 

Older Alluvium 

4.545 

Non-command 

Older Alluvium 

3.934 

Non-command 

Older Alluvium 

0.934 

Non-command 

Older Alluvium 

5.120 

Command 

Older Alluvium 

1.839 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

250,000 

200,000 

120 

150,000 

120,000 

120 

80,000 

60,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

250,000 

200,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

80,000 

60,000 

120 

150,000 

120,000 

120 

170,000 

90,000 

120 

80,000 

50,000 

120 

150,000 

120,000 

120 

80,000 

60,000 

120 

150,000 

120,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

250,000 

200,000 

120 

80,000 

60,000 

120 

170,000 

90,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

150,000 

120,000 

120 

170,000 

90,000 

120 

80,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

170,000 

90,000 

120 

170,000 

90,000 

120 

170,000 

90,000 

120 

150,000 

120,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

170,000 

90,000 

120 

80,000 

50,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

170,000 

90,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

80,000 

60,000 

120 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.408 

0.798 

0.230 

0.500 

0.007 

0.017 

- 

- 

0.331 

1.123 

0.048 

0.048 

0.259 

0.331 

0.187 

0.223 

0.007 

0.007 

0.130 

0.166 

















































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Sahida 

0811000201375300 

2.652 

Fresh 

Salempur 

0811000201375000 

8.187 

Fresh 

Salempur Kalan 

0807000801061700 

1.735 

Fresh 

Samaspur 

0811000201375600 

8.289 

Fresh 

Sarai Bhamboo 

0807000901081200 

2.804 

Fresh 

Shahjadpura 

0807000801061800 

5.100 

Fresh 

Sheeshwara 

0811000201376000 

10.555 

Fresh 

Sikandarpur 

0811000201375500 

2.464 

Fresh 

Singhan Jatt 

0809000301205300 

2.294 

Fresh 


Sita 

0807000801062900 

8.654 

Fresh 

Somala Ratra 

0809000301209000 

3.015 

Fresh 



Suhari 

0807000801057200 

8.677 

Fresh 

Sultanpura 

0811000201375100 

1.427 

Fresh 

Suroth 

0809000301208400 

16.304 

Fresh 



Tal Chiri 

0811000201374600 

4.069 

Fresh 

Targawan 

0807000801061300 

1.291 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Jugger 


Non-command 


Non-command 


Jugger 


Non-command 


Jugger 


Non-command 


Non-command 


Non-command 


Jugger 


Non-command 


Jugger 


Non-command 


Non-command 


Non-command 


04001008 


Tehra 

0811000201374300 

1.515 

Fresh 

Veerampur 

0811000201375800 

1.661 

Fresh 

Vijaypura 

0809000301205700 

3.092 

Fresh 

Vishan Pura 

0809000101186200 

3.237 

Fresh 

Wai Jatt 

0809000301205500 

4.422 

Fresh 


Wara Bujurg 

0811000201374100 

4.745 

Fresh 

Akbarpur 

0809000301214400 

3.234 

Fresh 



Akhawara 


Alipura 


Arej 


Atkoli 


Ayyapur 


Badleta Bujurg 


Badleta Khurd 


Bahadurpur 


Balawas 


Baledi 


Balghat 


Banwaripur 


Bargawan 


Beejalwara 


Bhadoli 


0809000101194600 

3.191 

0809000301213100 

5.826 


0809000101194100 

3.040 

0809000301205000 

2.798 

0809000101193900 

2.227 


0809000101190100 

5.291 

0809000101187400 

3.334 

0809000101194800 

2.544 


0809000101186900 

2.125 

0809000101190200 

1.679 

0809000101189700 

7.272 



0809000301214000 

1.989 

0809000301213200 

8.766 

0809000101187600 

3.757 

0809000101192100 

2.451 


Non-command 


Non-command 


Jugger 


Non-command 


Jugger 


Non-command 


Non-command 


Non-command 


Panchana 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Panchana 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.052 

Non-command 

Older Alluvium 

2.652 

Non-command 

Older Alluvium 

5.570 

Non-command 

Older Alluvium 

1.735 

Non-command 

Older Alluvium 

8.212 

Non-command 

Older Alluvium 

1.720 

Non-command 

Older Alluvium 

5.100 

Non-command 

Older Alluvium 

8.743 

Non-command 

Older Alluvium 

2.464 

Command 

Older Alluvium 

1.044 

Non-command 

Older Alluvium 

0.140 

Non-command 

Quartzite 

0.003 

Command 

Older Alluvium 

0.298 

Non-command 

Older Alluvium 

0.230 

Command 

Older Alluvium 

0.138 

Non-command 

Older Alluvium 

3.408 

Non-command 

Quartzite 

0.131 

Non-command 

Older Alluvium 

1.427 

Command 

Older Alluvium 

5.465 

Non-command 

Older Alluvium 

9.148 

Command 

Older Alluvium 

0.601 

Non-command 

Older Alluvium 

1.673 

Non-command 

Older Alluvium 

4.069 

Non-command 

Older Alluvium 

0.709 

Non-command 

Quartzite 

0.238 

Non-command 

Older Alluvium 

1.515 

Non-command 

Older Alluvium 

1.661 

Command 

Older Alluvium 

0.162 

Non-command 

Older Alluvium 

1.325 

Command 

Older Alluvium 

2.744 

Non-command 

Older Alluvium 

0.515 

Non-command 

Older Alluvium 

3.070 

Non-command 

Older Alluvium 

0.136 

Command 

Older Alluvium 

1.765 

Non-command 

Older Alluvium 

3.049 

Non-command 

Older Alluvium 

1.872 

Non-command 

Older Alluvium 

3.954 

Non-command 

Older Alluvium 

3.040 

Non-command 

Older Alluvium 

2.724 

Non-command 

Older Alluvium 

0.968 

Command 

Older Alluvium 

0.992 

Non-command 

Older Alluvium 

5.291 

Non-command 

Older Alluvium 

3.324 

Non-command 

Older Alluvium 

2.147 

Non-command 

Older Alluvium 

0.397 

Non-command 

Older Alluvium 

1.985 

Non-command 

Older Alluvium 

1.679 

Non-command 

Older Alluvium 

4.585 

Non-command 

Older Alluvium 

0.444 

Non-command 

Older Alluvium 

1.989 

Non-command 

Older Alluvium 

8.766 

Non-command 

Older Alluvium 

0.280 

Non-command 

Older Alluvium 

1.599 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

170,000 

90,000 

120 

80,000 

60,000 

120 

150,000 

120,000 

120 

170,000 

90,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

80,000 

50,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

80,000 

50,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

170,000 

90,000 

120 

80,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

250,000 

200,000 

120 

250,000 

200,000 



Tube Wells with 
Wells Pumpset 













































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Chak Redayal Turk 


Chak Sikandarpur 



Edalpur 


Fatehpur 


Faujipur 


Fazalabad 


Gaonri 


Garhi Mosamabad 


Gazipur 


Ghatra Sherpur 


Ghonsla 


Gopipur 


Gunsar 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Bhandari Androoni 

0809000101187900 

2.187 

Fresh 

Bhandari Berooni 

0809000101189500 

5.375 

Fresh 

Bholooki Kothi 

0809000101186800 

1.814 

Fresh 

Bhopur 

0809000101195000 

3.698 

Fresh 

Binega 

0809000301213400 

1.528 

Fresh 

Bonl 

0809000101186300 

7.678 

Fresh 

Chak Bahadurpur 

0809000101194900 

1.644 

Fresh 

Chak Garhi Mosamabad 

0809000301206800 

0.855 

Fresh 

Chak Hingot 

0809000301214800 

1.774 

Fresh 

Chak Kanwar Pura 

0809000101191700 

1.294 

Fresh 

Chak Redayal Goojar 

0810000101260700 

1.700 

Fresh 



0810000101260800 

0.258 

0809000301207000 

1.480 


Saline 


3.260 Fresh 


Chandeela 

0809000301206000 

2.979 

Fresh 

Churari 

0809000301205100 

1.948 

Fresh 

Danalpur 

0809000301214700 

3.776 

Fresh 

Dedroli 

0809000301216600 

5.445 

Fresh 

Deolen 

0809000101191100 

6.059 

Fresh 

Dhahara 

0809000301207100 

4.994 

Saline 

Dubbi 

0809000301214200 

2.676 

Fresh 



0809000101187800 

3.788 

0809000101186600 

2.634 

0809000101187300 

0.764 

0809000301206700 

1.708 

0809000301214100 

5.724 

0809000301207300 

2.126 



0809000101185600 1.302 


0809000101194700 2.193 


0809000101189900 2.483 


0809000301204800 11.957 


0809000301207500 3.218 


0809000301216300 4.115 


Non-command 


Non-command 


Panchana 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Panchana 


Panchana 


Non-command 


Non-command 


Non-command 


Panchana 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Panchana 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Gurhapol 


Hindaun (M) 


Hindaun (Rural) 


Hingot 


rniya 


Jagdishpura 


Jahanabad 


Jaisinghpura 


Jaisni 


0809000301206100 

2.659 

Fresh 

0809000340902000 

35.597 

Fresh 

0809000301212700 

0.802 

Fresh 

0809000301213900 

1.498 

Fresh 

0809000301213600 

3.240 

Fresh 

0809000101190900 

2.360 

Fresh 

0809000301213500 

2.077 

Fresh 

0809000101190800 

2.141 

Fresh 

0809000101185000 

4.412 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.852 

Non-command 

Older Alluvium 

3.469 

Command 

Older Alluvium 

0.335 

Non-command 

Older Alluvium 

0.259 

Non-command 

Older Alluvium 

0.009 

Non-command 

Older Alluvium 

1.814 

Non-command 

Older Alluvium 

3.698 

Non-command 

Older Alluvium 

1.528 

Non-command 

Older Alluvium 

5.260 

Non-command 

Older Alluvium 

1.644 

Non-command 

Older Alluvium 

0.855 

Non-command 

Older Alluvium 

1.774 

Non-command 

Older Alluvium 

1.294 

Non-command 

Older Alluvium 

0.715 

Command 

Older Alluvium 

0.985 

Command 

Older Alluvium 

0.258 

Non-command 

Older Alluvium 

0.135 

Non-command 

Older Alluvium 

1.344 

Non-command 

Older Alluvium 

0.811 

Command 

Older Alluvium 

1.476 

Non-command 

Older Alluvium 

2.166 

Non-command 

Older Alluvium 

1.653 

Non-command 

Older Alluvium 

3.776 

Non-command 

Older Alluvium 

1.886 

Non-command 

Older Alluvium 

6.059 

Non-command 

Older Alluvium 

4.994 

Non-command 

Older Alluvium 

1.823 

Command 

Older Alluvium 

0.332 

Non-command 

Older Alluvium 

0.253 

Non-command 

Older Alluvium 

2.219 

Non-command 

Older Alluvium 

0.586 

Non-command 

Older Alluvium 

1.708 

Non-command 

Older Alluvium 

5.724 

Non-command 

Older Alluvium 

0.422 

Non-command 

Older Alluvium 

1.704 

Non-command 

Older Alluvium 

0.116 

Non-command 

Older Alluvium 

1.555 

Non-command 

Older Alluvium 

0.108 

Non-command 

Older Alluvium 

2.193 

Non-command 

Older Alluvium 

2.483 

Non-command 

Older Alluvium 

11.746 

Non-command 

Older Alluvium 

3.218 

Non-command 

Bhander Sandstone 

0.039 

Non-command 

Older Alluvium 

2.811 

Non-command 

Older Alluvium 

2.659 

Non-command 

Older Alluvium 

6.106 

Non-command 

Older Alluvium 

0.453 

Non-command 

Older Alluvium 

1.498 

Non-command 

Older Alluvium 

3.240 

Non-command 

Older Alluvium 

2.360 

Non-command 

Older Alluvium 

2.077 

Non-command 

Older Alluvium 

2.141 

Non-command 

Older Alluvium 

0.038 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

250,000 

200,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

250,000 

200,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

250,000 

200,000 

120 

250,000 

200,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.010 


0.490 


0.043 


0.024 



















































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Jonl 


Kachroli 


Kailash Nagar 


Kajanipur 


Kalwari 


Kamalpuriya Ka Pura 


Kandroli 


Kanjoli 


Karai 


Karampura 


Kariri 


Katara Aziz 


Katkar 


Khandeep 


Khanpur 


Khera 


Kheri Chandla 


Kheri Ghatam 


Kheri Sheesh 


Kheriya 


Kherla Janetpur 


Kherli Goojar 


Kirwara 


Kodiya 


Kudhawal 


Kutakpur 


Kyarda Kalan 


Kyarda Khurd 


Lahchora 


Lalaram Ka Pura 


Machri 


Mahmadpur 


Mahoo Dalalpur 


Mahoo Ibrahimpur 


Mahoo Khas 


Majeedpura 


Mandawara 


Manema 


Census Code 

Area 


sq.km 

(3) 

(4) 

0809000301215400 

1.830 

0809000301213000 

6.900 



0809000101186100 

6.335 

0809000301216500 

11.182 

0809000301212800 

2.960 

0809000301213800 

3.617 

0809000101194400 

3.234 

0809000101186000 

3.209 

0809000301214900 

3.092 

0809000101192700 

5.672 



0809000301206300 

4.861 

0809000101190600 

2.148 

0809000101186400 

1.704 

0809000101192400 

2.773 


0809000301215600 

11.466 

0810000101261300 

17.079 

0809000101186500 

3.581 

0809000301215300 

4.139 

0809000301213700 

1.417 

0809000301212600 

3.278 

0809000301212500 

2.403 

0809000101185800 

3.177 

0810000101260900 

2.105 

0809000301204900 

11.683 

0809000101194000 

0.944 

0809000301214500 

3.911 

0809000101187000 

3.335 

0809000301215500 

2.507 

0809000301207800 

1.918 

0809000301207600 

2.970 

0809000301208000 

4.444 

0809000101191900 

1.856 



0809000101187500 

3.249 

0809000101191000 

4.779 

0809000301206500 

0.980 

0809000301206200 

2.861 

0809000301206400 

4.084 

0809000101190500 

1.565 

0809000301212900 

5.881 

0809000301216200 

4.053 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Panchana 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Panchana 


Non-command 


Non-command 


Panchana 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Milak Pataunda 

0809000301215100 

2.575 

Fresh 

Mohanpur 

0809000101186700 

3.154 

Fresh 

Mohcha 

0810000101261100 

2.970 

Fresh 


Non-command 


Non-command 


Non-command 


Panchana 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

1.830 

Non-command 

Older Alluvium 

6.118 

Non-command 

Older Alluvium 

0.781 

Non-command 

Older Alluvium 

1.032 

Non-command 

Older Alluvium 

4.769 

Non-command 

Older Alluvium 

2.960 

Non-command 

Older Alluvium 

3.617 

Command 

Older Alluvium 

0.019 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

3.092 

Non-command 

Older Alluvium 

2.778 

Non-command 

Older Alluvium 

2.894 

Non-command 

Older Alluvium 

2.920 

Non-command 

Older Alluvium 

0.300 

Non-command 

Older Alluvium 

4.861 

Non-command 

Older Alluvium 

2.148 

Non-command 

Older Alluvium 

1.547 

Non-command 

Older Alluvium 

0.138 

Non-command 

Older Alluvium 

2.635 

Non-command 

Older Alluvium 

4.432 

Non-command 

Older Alluvium 

2.946 

Non-command 

Older Alluvium 

2.820 

Non-command 

Older Alluvium 

4.127 

Non-command 

Older Alluvium 

1.417 

Non-command 

Older Alluvium 

3.278 

Non-command 

Older Alluvium 

2.403 

Non-command 

Older Alluvium 

1.102 

Command 

Older Alluvium 

0.842 

Non-command 

Older Alluvium 

9.649 

Non-command 

Older Alluvium 

0.944 

Command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

3.230 

Non-command 

Older Alluvium 

2.507 

Non-command 

Older Alluvium 

1.918 

Non-command 

Older Alluvium 

2.970 

Non-command 

Older Alluvium 

1.238 

Non-command 

Older Alluvium 

0.655 

Non-command 

Older Alluvium 

1.202 

Non-command 

Older Alluvium 

0.593 

Non-command 

Older Alluvium 

1.264 

Non-command 

Older Alluvium 

0.068 

Non-command 

Older Alluvium 

4.779 

Non-command 

Older Alluvium 

0.980 

Non-command 

Older Alluvium 

2.861 

Non-command 

Older Alluvium 

4.084 

Non-command 

Older Alluvium 

1.565 

Non-command 

Older Alluvium 

5.881 

Non-command 

Bhander Sandstone 

0.121 

Non-command 

Older Alluvium 

3.220 

Non-command 

Older Alluvium 

2.474 

Non-command 

Older Alluvium 

2.539 

Non-command 

Older Alluvium 

0.607 

Command 

Older Alluvium 

1.876 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

130,000 

120,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

250,000 

200,000 

120 

130,000 

120,000 

120 

100,000 

80,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

250,000 

200,000 

120 

130,000 

120,000 

120 

130,000 

120,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


1.008 





































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Mosalpur 


Nagla Meena 


Nandpura 


Nangal Sherpur 


Nangal Sultanpur 


Nayagaon 


Nisoora 


Norangabad 


Pali 


Parli 


Pat Katara 


Pataunda 


Patti Narayanpur 


Patti Shekhpura 


Peelwa 


Peepalhera 


Penchla 


Phulwara 


Ranmalpara 


Ranoli 


Rendayal Goojar 


Rendayal Turk 


Rewai 


Sahjanpur 


Salaipura 


Salempur 


Salimpur 


Samaspur 


Sanet 


Shankarpur 


Sheeshwara 


Shekh Pura 


Shyampur Moondri 


Sikandarpur 


Sikroda Jatt 


Sikroda Meena 


Singhniyan 


Sitapur 


Tajpur 


Census Code 

Area 


sq.km 

(3) 

(4) 

0809000101190300 

8.794 



0809000101191600 

1.807 

0809000301213300 

3.171 

0809000101192000 

1.559 

0809000101189600 

6.986 

0809000101187200 

3.491 

0809000101191200 

2.407 

0809000101195200 

5.719 

0809000301214300 

3.451 


0809000101189800 


0809000301212200 


0810000101262000 


0809000101191400 


0809000101194300 


0810000101260600 


8.469 Fresh 





Saline 

0809000301205200 

1.051 

Fresh 

0809000101190000 

4.852 

Fresh 

0809000101190700 

1.606 

Fresh 

0809000301215000 

3.489 

Fresh 

0809000301207700 

3.086 

Fresh 

0809000101194500 

2.801 

Fresh 



0809000101191300 

6.005 

0809000301206900 

1.928 


Saline 


2.138 Fresh 


6.700 Fresh 


8.765 Fresh 


2.573 Fresh 


4.995 Fresh 


4.825 Fresh 



0810000101260500 

1.293 

0809000301207900 

2.741 

0809000101195100 

2.343 

0809000101190400 

2.787 

0811000201375000 

8.187 

0809000101192300 

3.433 


0811000201375600 

8.289 

0809000301215200 

2.934 

0809000101187100 

1.205 

0811000201376000 

10.555 

0809000101194200 

2.734 


0809000301206600 

1.975 

0809000301207400 

0.900 


0809000301212300 

2.713 

0809000301212400 

3.061 

0809000101192200 

3.249 


0809000301205900 

3.453 

0809000101192600 

1.811 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Panchana 


Non-command 


Panchana 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Panchana 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Panchana 


Non-command 


Panchana 


Panchana 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Panchana 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

8.788 

Non-command 

Older Alluvium 

0.006 

Non-command 

Older Alluvium 

1.807 

Non-command 

Older Alluvium 

3.171 

Non-command 

Older Alluvium 

1.559 

Non-command 

Older Alluvium 

0.684 

Non-command 

Older Alluvium 

3.359 

Non-command 

Older Alluvium 

2.407 

Non-command 

Older Alluvium 

5.719 

Non-command 

Older Alluvium 

2.730 

Command 

Older Alluvium 

0.721 

Non-command 

Older Alluvium 

4.868 

Command 

Older Alluvium 

0.023 

Non-command 

Older Alluvium 

0.037 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

4.611 

Non-command 

Older Alluvium 

1.606 

Non-command 

Older Alluvium 

3.489 

Non-command 

Older Alluvium 

3.086 

Non-command 

Older Alluvium 

0.517 

Command 

Older Alluvium 

0.360 

Non-command 

Older Alluvium 

6.005 

Non-command 

Older Alluvium 

1.879 

Non-command 

Older Alluvium 

0.049 

Non-command 

Older Alluvium 

1.273 

Non-command 

Older Alluvium 

0.018 

Non-command 

Older Alluvium 

0.010 

Non-command 

Older Alluvium 

2.573 

Command 

Older Alluvium 

0.039 

Non-command 

Older Alluvium 

1.741 

Command 

Older Alluvium 

1.673 

Command 

Older Alluvium 

0.320 

Non-command 

Older Alluvium 

2.741 

Non-command 

Older Alluvium 

2.343 

Non-command 

Older Alluvium 

2.787 

Non-command 

Older Alluvium 

2.617 

Non-command 

Older Alluvium 

1.263 

Non-command 

Older Alluvium 

2.170 

Non-command 

Older Alluvium 

0.077 

Non-command 

Older Alluvium 

0.824 

Non-command 

Older Alluvium 

1.205 

Non-command 

Older Alluvium 

1.811 

Non-command 

Older Alluvium 

1.410 

Command 

Older Alluvium 

0.975 

Non-command 

Older Alluvium 

1.975 

Non-command 

Older Alluvium 

0.701 

Non-command 

Older Alluvium 

0.200 

Non-command 

Older Alluvium 

0.864 

Non-command 

Older Alluvium 

2.569 

Non-command 

Older Alluvium 

2.033 

Non-command 

Older Alluvium 

1.217 

Non-command 

Older Alluvium 

1.114 

Non-command 

Older Alluvium 

0.598 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

130,000 

120,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

100,000 

80,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

80,000 

60,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

250,000 

200,000 

120 

80,000 

60,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

250,000 

200,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.432 







































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Tigriya 


Todoopura 


Vajna Kalan 


Vajna Khurd 


Vanki 


Ver Khera 


Vishan Pura 


04001009 Adhannpur 


Alahpura 


Atiraj Ka Pura 


Atroli 


Bagcholi Khar 


Bagcholi Lodha 


Bahadurpur 


Bahwalpur 


Bakanyan Ka Pura 


Bal Govind Ka Pura 


Bandpura 


Bara 


Bara Gaon 


Barailpura 


Barawat 


Bareh Mori 


Basaiya Laloo 


Beelpur 


Bhagana 


Bhagpura 


Bhagwant Garh 


Bhanpur 


Bhawani Shankar Pura 


Bhojpur 


Bhondiya 


Bichola 


Bintipura 


Biparpur 


Birodha 


Boocha Ka Pura 


Bothpura 


Bretha 


Chaina Ka Pura (Bothpura) 


Chaproli 


Chaudharipura 


Dagarpur 


Dandoli 


Dani 


Dariyapur 


Darupura 


Dayeri 


Dharampura 


Dhondhi Ka Pura 


Dihauli 


Dogarpur 


Census Code 

Area 

sq.km 

(3) 

(4) 



0809000101191500 

2.441 

0809000301216100 

3.296 

0809000301209800 

5.668 

0809000301209700 

3.079 

0809000301209900 

4.848 

0809000301205800 

5.889 

0809000101186200 

3.237 

0808000401157600 

1.598 

0808000401160100 

2.012 

0808000401158400 

0.920 

0808000501178700 

0.620 

0808000401151400 

2.924 

0808000401157900 

0.930 

0808000401162200 

1.409 

0808000401160700 

0.889 

0808000401160900 

0.741 

0808000401156300 

1.506 

0808000401160600 

1.192 

0808000301147900 

3.535 

0808000401151300 

4.447 

0808000401158800 

0.897 

0808000401157100 

3.386 

0808000401161300 

3.121 

0808000401155800 

0.512 

0808000401158500 

2.612 

0808000301147600 

2.454 

0808000401154800 

2.181 

0808000401160300 

0.468 

0808000401156400 

1.431 

0808000401152300 

0.336 

0808000401159000 

1.926 

0808000401153000 

1.352 

0808000401153500 

0.658 

0808000401154200 

1.292 

0808000401158600 

2.917 

0808000401158300 

7.571 

0808000401149800 

0.992 

0808000401151500 

3.319 

0808000401150000 

4.369 

0808000401151800 

1.200 

0808000401153300 

4.207 

0808000501173500 

1.488 

0808000401162300 

1.832 

0808000401157500 

1.921 

0808000501177300 

3.172 

0808000401160200 

1.322 

0808000401152700 

1.685 

0808000401151700 

1.859 

0808000401157000 

3.334 

0808000401154600 

2.657 

0808000501177600 

4.678 

0808000401155600 

1.991 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

1.212 

Non-command 

Older Alluvium 

2.441 

Non-command 

Older Alluvium 

0.015 

Non-command 

Older Alluvium 

1.485 

Non-command 

Older Alluvium 

1.294 

Non-command 

Older Alluvium 

2.096 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

1.912 

Non-command 

Older Alluvium 

1.598 

Non-command 

Older Alluvium 

0.740 

Non-command 

Older Alluvium 

0.920 

Non-command 

Older Alluvium 

0.019 

Non-command 

Older Alluvium 

2.924 

Non-command 

Older Alluvium 

0.930 

Non-command 

Older Alluvium 

0.428 

Non-command 

Older Alluvium 

0.535 

Non-command 

Older Alluvium 

0.741 

Non-command 

Older Alluvium 

1.506 

Non-command 

Older Alluvium 

1.192 

Non-command 

Older Alluvium 

0.015 

Non-command 

Older Alluvium 

4.447 

Non-command 

Older Alluvium 

0.897 

Non-command 

Older Alluvium 

3.386 

Non-command 

Older Alluvium 

2.948 

Non-command 

Older Alluvium 

0.512 

Non-command 

Older Alluvium 

2.612 

Non-command 

Older Alluvium 

0.007 

Non-command 

Older Alluvium 

2.181 

Non-command 

Older Alluvium 

0.468 

Non-command 

Older Alluvium 

1.431 

Non-command 

Older Alluvium 

0.336 

Non-command 

Older Alluvium 

1.304 

Non-command 

Older Alluvium 

1.352 

Non-command 

Older Alluvium 

0.658 

Non-command 

Older Alluvium 

1.292 

Non-command 

Older Alluvium 

2.896 

Non-command 

Older Alluvium 

7.571 

Non-command 

Older Alluvium 

0.992 

Non-command 

Older Alluvium 

1.007 

Non-command 

Older Alluvium 

4.369 

Non-command 

Older Alluvium 

1.145 

Non-command 

Older Alluvium 

4.207 

Non-command 

Older Alluvium 

0.146 

Non-command 

Older Alluvium 

1.603 

Non-command 

Older Alluvium 

1.921 

Non-command 

Older Alluvium 

0.005 

Non-command 

Older Alluvium 

0.221 

Non-command 

Older Alluvium 

1.579 

Non-command 

Older Alluvium 

1.858 

Non-command 

Older Alluvium 

1.646 

Non-command 

Older Alluvium 

2.657 

Non-command 

Older Alluvium 

2.837 

Non-command 

Older Alluvium 

1.991 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 



0.072 

0.072 

0.634 

1.426 

0.096 

0.112 

0.384 

0.899 















































































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Doobra 

0808000401159100 

1.988 

Fresh 

Dubati 

0808000401157300 

1.853 

Fresh 

Dulhara 

0808000401157800 

3.812 

Fresh 

Durgpura 

0808000401152900 

0.673 

Fresh 

Edalpur 

0808000401159400 

2.973 

Fresh 

Garayach 

0808000401154400 

1.657 

Fresh 

Garhi 

0808000401157200 

1.899 

Fresh 

Garhi Jawahar 

0808000401154300 

1.188 

Fresh 

Hathwari 

0808000501173300 

8.742 

Fresh 

Hinota 

0808000401152400 

2.299 

Fresh 

Inchhapura 

0808000401150400 

1.903 

Fresh 

Indrawali 

0808000501177500 

2.777 

Fresh 

Jagariyapura 

0808000401155100 

2.353 

Fresh 

Jahanpur 

0808000401155700 

1.357 

Fresh 

Jalalpur 

0808000401152200 

0.760 

Fresh 

Jasoopura 

0808000401151100 

1.854 

Fresh 

Jatoli 

0808000401160800 

2.310 

Fresh 

Jayera 

0808000401156700 

2.490 

Fresh 

Jhande Ka Pura 

0808000401153900 

2.026 

Fresh 

Jharpura 

0808000301147500 

2.685 

Fresh 

Kailashpura 

0808000401154100 

3.311 

Fresh 

Kajeepura 

0808000401160000 

2.172 

Fresh 

Kaluapura 

0808000401152600 

0.515 

Fresh 

Kalyanpur 

0808000401156900 

1.646 

Fresh 

Karka Kherli 

0808000501177700 

1.842 

Fresh 

Kasganj 

0808000401152500 

0.876 

Fresh 

Khar Ka Pura 

0808000401153200 

0.731 

Fresh 

Kharagpura 

0808000401163100 

0.613 

Fresh 

Kherli 

0808000401154700 

5.961 

Fresh 

Khoobipura 

0808000401150900 

1.051 

Fresh 

Kilol Ka Pura 

0808000401161100 

0.909 

Fresh 

Kotpura 

0808000401153800 

3.537 

Fresh 

Kripapura 

0808000401159200 

1.315 

Fresh 

Kusaida 

0808000401151200 

3.809 

Fresh 

Kusaida Khurd 

0808000401150300 

2.101 

Fresh 

Ladampur 

0808000401153100 

1.274 

Fresh 

Loola Ka Pura 

0808000401156200 

0.540 

Fresh 

Luhari 

0808000401160400 

3.379 

Fresh 

Luhari Ka Pura 

0808000401160500 

1.083 

Fresh 

Mahoori 

0808000401152800 

1.238 

Fresh 

Mangrol 

0808000401156100 

4.879 

Fresh 

Maniyan 

0808000401156500 

6.880 

Fresh 

Marena 

0808000501173700 

4.861 

Fresh 

Marha Bhau 

0808000401155200 

3.492 

Fresh 

Marha Bujurg 

0808000401155000 

1.786 

Fresh 

Masoodpur 

0808000401163400 

2.573 

Fresh 

Mauza Ka Nagla 

0808000401151600 

0.793 

Fresh 

Mirjapur 

0808000401158000 

1.844 

Fresh 

Misariya Ka Pura 

0808000401157700 

0.891 

Fresh 

Moredha 

0808000401153400 

3.161 

Fresh 

Mugarwara 

0808000401158700 

1.223 

Fresh 

Mustfabad 

0808000401159600 

1.182 

Fresh 

Naya Gaon 

0808000401161000 

0.712 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

1.988 

Non-command 

Older Alluvium 

1.853 

Non-command 

Older Alluvium 

3.812 

Non-command 

Older Alluvium 

0.547 

Non-command 

Older Alluvium 

2.973 

Non-command 

Older Alluvium 

1.226 

Non-command 

Older Alluvium 

1.899 

Non-command 

Older Alluvium 

1.188 

Non-command 

Older Alluvium 

0.585 

Non-command 

Older Alluvium 

2.299 

Non-command 

Older Alluvium 

1.903 

Non-command 

Older Alluvium 

1.079 

Non-command 

Older Alluvium 

2.353 

Non-command 

Older Alluvium 

1.357 

Non-command 

Older Alluvium 

0.760 

Non-command 

Older Alluvium 

1.854 

Non-command 

Older Alluvium 

1.731 

Non-command 

Older Alluvium 

2.490 

Non-command 

Older Alluvium 

2.026 

Non-command 

Older Alluvium 

0.014 

Non-command 

Older Alluvium 

3.311 

Non-command 

Older Alluvium 

0.147 

Non-command 

Older Alluvium 

0.515 

Non-command 

Older Alluvium 

1.088 

Non-command 

Older Alluvium 

0.013 

Non-command 

Older Alluvium 

0.876 

Non-command 

Older Alluvium 

0.731 

Non-command 

Older Alluvium 

0.047 

Non-command 

Older Alluvium 

5.961 

Non-command 

Older Alluvium 

1.051 

Non-command 

Older Alluvium 

0.909 

Non-command 

Older Alluvium 

3.537 

Non-command 

Older Alluvium 

1.315 

Non-command 

Older Alluvium 

3.809 

Non-command 

Older Alluvium 

2.101 

Non-command 

Older Alluvium 

1.274 

Non-command 

Older Alluvium 

0.540 

Non-command 

Older Alluvium 

3.154 

Non-command 

Older Alluvium 

1.083 

Non-command 

Older Alluvium 

1.067 

Non-command 

Older Alluvium 

4.879 

Non-command 

Older Alluvium 

6.880 

Non-command 

Older Alluvium 

1.804 

Non-command 

Older Alluvium 

3.492 

Non-command 

Older Alluvium 

1.786 

Non-command 

Older Alluvium 

0.058 

Non-command 

Older Alluvium 

0.508 

Non-command 

Older Alluvium 

1.844 

Non-command 

Older Alluvium 

0.891 

Non-command 

Older Alluvium 

3.161 

Non-command 

Older Alluvium 

0.658 

Non-command 

Older Alluvium 

1.182 

Non-command 

Older Alluvium 

0.712 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

100,000 

80,000 



0.180 

0.523 

0.048 

0.132 

0.019 

0.031 

0.269 

1.349 

0.048 

0.108 

0.048 

0.096 

0.086 

0.194 

0.120 

0.276 

0.480 

1.080 

0.413 

0.929 

0.168 

0.511 

0.240 

0.540 

1.267 

1.363 

0.096 

0.120 

0.588 

0.884 

1.018 

2.290 

1.164 

1.991 

0.163 

0.259 

0.173 

0.389 

0.038 

0.086 

- 

- 1 

0.192 

0.348 

0.096 

0.204 

0.288 

0.648 

0.298 

0.670 

0.216 

0.403 

0.360 

0.407 

0.288 

0.372 













































































































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


04001010 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Nekpur 

0808000401158900 

2.233 

Fresh 

Nidhaira Khurd 

0808000301147400 

3.832 

Fresh 

Ochha Ka Pura 

0808000401152100 

1.831 

Fresh 

Odi 

0808000401159800 

1.986 

Fresh 

Padampura 

0808000401150600 

0.915 

Fresh 

Pai 

0808000501173600 

2.168 

Fresh 

Parsoda 

0808000401156000 

3.713 

Fresh 

Pathrora Kalan 

0808000401161500 

1.379 

Fresh 

Pathrora Khurd 

0808000401161600 

1.485 

Fresh 

Pati 

0808000401150200 

3.578 

Fresh 

Phoolpur 

0808000401156600 

1.015 

Fresh 

Piluya 

0808000401151000 

1.758 

Fresh 

Radhepura 

0808000401150800 

0.845 

Fresh 

Randoli 

0808000401152000 

4.007 

Fresh 

Ratanpur 

0808000401155400 

1.283 

Fresh 

Rawatpura 

0808000401158200 

1.716 

Fresh 

Rundh Garayach 

0808000401154500 

2.270 

Fresh 

Sadikpur 

0808000401161200 

2.692 

Fresh 

Sahajpur 

0808000401155500 

2.027 

Fresh 

Sakatpur 

0808000401159300 

1.239 

Fresh 

Sakhwara 

0808000301145900 

8.711 

Fresh 

Sanda 

0808000401163200 

3.558 

Fresh 

Saridiya Ka Pura 

0808000401153600 

0.502 

Fresh 

Sarkan Khera 

0808000401159700 

1.885 

Fresh 

Sarkoli 

0808000401158100 

1.493 

Fresh 

Sattar Ka Pura 

0808000401157400 

0.498 

Fresh 

Semar Ka Pura 

0808000401149900 

1.716 

Fresh 

Shahpura 

0808000401150500 

2.747 

Fresh 

Shala Ka Pura 

0808000401149700 

2.799 

Fresh 

Shankarapura 

0808000401153700 

0.870 

Fresh 

Shijroli 

0808000401150100 

3.797 

Fresh 

Singhawali 

0808000401161400 

1.459 

Fresh 

Siypura 

0808000401151900 

4.981 

Fresh 

Tanda 

0808000401156800 

2.153 

Fresh 

Tetooka 

0808000401155900 

1.503 

Fresh 

Tihaiyapura 

0808000401150700 

1.551 

Fresh 

Tor Shankra 

0808000401155300 

0.882 

Fresh 

Tordanyal 

0808000401159500 

2.170 

Fresh 

Virjapura 

0808000401154900 

1.416 

Fresh 

Virjapura Kalan 

0808000401154000 

1.562 

Fresh 

Agarri 

0809000401222200 

4.383 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Anandgarh 


Ari Hudpura 


0809000401232900 



1.973 Fresh 


Saline 


3.317 Fresh 


Saline 


Atewa 

0809000401236500 

8.087 

Fresh 

Bahadarpur 

0809000601258700 

50.839 

Fresh 

Barh Dulhepal 

0809000401220400 

0.381 

Fresh 

Barh Gulal 

0809000401219800 

0.592 

Fresh 

Barkhera 

0809000401232500 

9.619 

Fresh 

Barrif 

0809000401234300 

2.992 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

1.620 

Non-command 

Older Alluvium 

0.010 

Non-command 

Older Alluvium 

1.831 

Non-command 

Older Alluvium 

1.722 

Non-command 

Older Alluvium 

0.915 

Non-command 

Older Alluvium 

0.755 

Non-command 

Older Alluvium 

3.713 

Non-command 

Older Alluvium 

0.191 

Non-command 

Older Alluvium 

0.801 

Non-command 

Older Alluvium 

3.578 

Non-command 

Older Alluvium 

1.015 

Non-command 

Older Alluvium 

1.758 

Non-command 

Older Alluvium 

0.845 

Non-command 

Older Alluvium 

4.007 

Non-command 

Older Alluvium 

1.283 

Non-command 

Older Alluvium 

1.716 

Non-command 

Older Alluvium 

2.267 

Non-command 

Older Alluvium 

2.692 

Non-command 

Older Alluvium 

2.027 

Non-command 

Older Alluvium 

1.239 

Non-command 

Older Alluvium 

0.093 

Non-command 

Older Alluvium 

0.340 

Non-command 

Older Alluvium 

0.502 

Non-command 

Older Alluvium 

1.349 

Non-command 

Older Alluvium 

1.493 

Non-command 

Older Alluvium 

0.498 

Non-command 

Older Alluvium 

1.716 

Non-command 

Older Alluvium 

2.747 

Non-command 

Older Alluvium 

2.799 

Non-command 

Older Alluvium 

0.870 

Non-command 

Older Alluvium 

3.797 

Non-command 

Older Alluvium 

0.369 

Non-command 

Older Alluvium 

4.981 

Non-command 

Older Alluvium 

1.631 

Non-command 

Older Alluvium 

1.503 

Non-command 

Older Alluvium 

1.551 

Non-command 

Older Alluvium 

0.882 

Non-command 

Older Alluvium 

2.170 

Non-command 

Older Alluvium 

1.416 

Non-command 

Older Alluvium 

1.562 

Non-command 

Bhander Sandstone 

1.065 

Non-command 

Older Alluvium 

1.231 

Non-command 

Older Alluvium 

1.385 

Non-command 

Older Alluvium 

0.588 

Non-command 

Older Alluvium 

3.037 

Non-command 

Bhander Sandstone 

0.054 

Non-command 

Older Alluvium 

0.226 

Non-command 

Bhander Sandstone 

0.579 

Non-command 

Bhander Sandstone 

7.904 

Non-command 

Older Alluvium 

0.381 

Non-command 

Older Alluvium 

0.592 

Non-command 

Older Alluvium 

1.777 

Non-command 

Older Alluvium 

2.559 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

180,000 

150,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 



Tube Wells with 
Wells Pumpset 




MCM 

MCM 

(15) 

(16) 

0.372 

0.622 

- 

- 

0.221 

0.341 

0.372 

0.575 

0.384 

0.864 

0.029 

0.053 

0.269 

0.605 

0.010 

0.022 

0.077 

0.101 

0.787 

1.771 

0.312 

0.437 

0.106 

0.238 

0.173 

0.389 

0.336 

0.624 

0.144 

0.324 

0.276 

0.650 

0.058 

0.130 

0.480 

0.756 

0.125 

0.281 

0.120 

0.292 

- 

- 

0.058 

0.070 

0.096 

0.216 

0.276 

0.354 

0.192 

0.456 

0.288 

0.553 

0.324 

0.558 

0.298 

0.670 

0.336 

0.539 

0.096 

0.216 

0.600 

0.725 

0.048 

0.048 

0.072 

0.150 

0.696 

0.946 

0.038 

0.086 

0.298 

0.670 

0.029 

0.065 

0.576 

0.716 

0.240 

0.492 

0.096 

0.216 

0.010 

0.142 

0.024 

0.211 

0.132 

0.475 

0.034 

0.142 

1.188 

1.406 

0.012 

0.012 

0.059 

0.070 
























































































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Barriya 

0809000401235000 

1.762 

Fresh 

Baseri 

0809000401218000 

6.427 

Fresh 


Dahmoli 


Daleelpur 


Deeppura 


Dhandhupura 


Dhoogarh 


Gaoda Goojar 


Gaoda Meena 


Garhi Badhawa 


Gopalgarh 


Hajaripura 


Harjanpura 


Jagatpura 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 



Bhalpur 

0810000101261200 

6.315 

Fresh 

Bhanwarpura 

0809000401232400 

22.888 

Fresh 


Non-command 


Non-command 



Bindapura 

0809000401219500 

1.053 

Fresh 

Birhati 

0809000401233500 

0.828 

Fresh 

Chainpur 

0809000401235100 

3.476 

Fresh 


Non-command 


Non-command 


Non-command 



Chak Dhoogarh 

0809000401233200 

1.793 

Fresh 

Chak Rod 

0809000401217800 

0.215 

Fresh 

Chaube Ki Guwari 

0809000601258600 

8.070 

Fresh 

Chhakra 

0810000101262900 

5.409 

Saline 

Chodarapura 

0809000401219000 

1.665 

Saline 

Dafalpur 

0809000401220100 

5.757 

Fresh 


0809000401221400 


0809000401220900 


0809000401220000 


2.937 Fresh 


Saline 


3.069 Fresh 


1.892 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0809000401232600 

3.886 

0809000401233100 

0.713 


0809000301216000 


0809000301215900 


0809000301215800 


0809000401234400 


Saline 


3.939 Fresh 


4.535 Fresh 


3.066 Fresh 


2.767 Fresh 


Gopalpur Sai 

0809000401233300 

3.290 

Fresh 

Gunesari 

0809000401233000 

0.937 

Fresh 

Gunesra 

0809000401233900 

5.106 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0809000401221300 


0809000401234200 


0809000401219700 


Saline 


1.644 Fresh 


Saline 


3.623 Fresh 


1.296 Fresh 


Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.192 

Non-command 

Bhander Sandstone 

0.915 

Non-command 

Older Alluvium 

5.498 

Non-command 

Bhander Sandstone 

0.420 

Non-command 

Older Alluvium 

0.689 

Non-command 

Older Alluvium 

2.511 

Non-command 

Bhander Sandstone 

1.906 

Non-command 

Older Alluvium 

2.282 

Non-command 

Bhander Sandstone 

0.836 

Non-command 

Older Alluvium 

1.377 

Non-command 

Older Alluvium 

1.053 

Non-command 

Older Alluvium 

0.828 

Non-command 

Bhander Sandstone 

0.153 

Non-command 

Older Alluvium 

0.681 

Non-command 

Bhander Sandstone 

0.169 

Non-command 

Older Alluvium 

0.150 

Non-command 

Older Alluvium 

1.793 

Non-command 

Older Alluvium 

0.215 

Non-command 

Bhander Sandstone 

2.299 

Non-command 

Older Alluvium 

0.075 

Non-command 

Older Alluvium 

1.665 

Non-command 

Older Alluvium 

4.424 

Non-command 

Quartzite 

1.285 

Non-command 

Older Alluvium 

2.149 

Non-command 

Older Alluvium 

0.788 

Non-command 

Bhander Sandstone 

1.250 

Non-command 

Older Alluvium 

1.819 

Non-command 

Older Alluvium 

1.776 

Non-command 

Quartzite 

0.003 

Non-command 

Older Alluvium 

1.235 

Non-command 

Older Alluvium 

0.619 

Non-command 

Older Alluvium 

0.094 

Non-command 

Bhander Sandstone 

1.176 

Non-command 

Older Alluvium 

2.718 

Non-command 

Bhander Sandstone 

2.754 

Non-command 

Older Alluvium 

1.550 

Non-command 

Bhander Sandstone 

0.031 

Non-command 

Older Alluvium 

3.034 

Non-command 

Bhander Sandstone 

0.044 

Non-command 

Older Alluvium 

0.651 

Non-command 

Older Alluvium 

3.284 

Non-command 

Older Alluvium 

0.937 

Non-command 

Bhander Sandstone 

2.026 

Non-command 

Older Alluvium 

2.949 

Non-command 

Bhander Sandstone 

0.270 

Non-command 

Older Alluvium 

0.270 

Non-command 

Bhander Sandstone 

0.068 

Non-command 

Older Alluvium 

0.043 

Non-command 

Older Alluvium 

1.601 

Non-command 

Bhander Sandstone 

0.520 

Non-command 

Older Alluvium 

2.674 

Non-command 

Older Alluvium 

0.692 

Non-command 

Older Alluvium 

0.536 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

130,000 

120,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

180,000 

150,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

70,000 

50,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

90,000 

70,000 



Wells with 
Pumpset 


MCM 




0.132 

0.163 

0.048 

0.095 

0.008 

0.008 

0.151 

0.410 

0.394 

1.054 

0.470 

1.388 

0.298 

0.874 






































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Jahangeerpur 


Jeewli 


Khandeep 


Kharenta 


Khohri 


Kota 


Kotra Dhahar 


Kotri 


Makanpur 


Mamchari 


Manch 


Math 


Meena Baroda 


Meri 


Milak Pataunda 


Mohanpur 


Mothiyapur 


Nayawas 


Pahari 


Paitoli 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


0809000401219900 


0810000101264600 


sq.km 


(4) (5) 


5.693 Fresh 


Saline 


8.279 Fresh 


Jungeenpura 

0809000401218200 

0.850 

Fresh 

Kalakhana 

0809000301217300 

1.352 

Fresh 


Kalyani 

0809000401233600 

1.833 

Fresh 

Karsai 

0809000401237000 

15.508 

Fresh 


Karwar Meena 

0809000301216900 

4.444 

Fresh 

Kashirampura 

0809000401218400 

1.720 

Fresh 

Katkar 

0809000301215600 

11.466 

Fresh 

Keeratpur 

0809000401221200 

2.315 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0810000101261300 

17.079 

0809000401221600 

3.317 


0809000401236300 

26.711 

0809000401234100 

4.951 



0809000301217100 


0809000301217200 


8.211 Fresh 


13.892 Fresh 


Kurgaon 

0809000601245700 

3.902 

Fresh 

Mahmadpur 

0809000601245800 

5.320 

Fresh 


0809000401220200 


0809000401233700 


0809000401234000 


5.408 Fresh 


6.914 Fresh 


3.593 Fresh 


Manchi 

0809000401222400 

5.726 

Fresh 

Manema 

0809000301216200 

4.053 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0810000101262200 

2.396 

0810000101262600 

10.587 


0810000101262100 

9.801 

0809000301215100 

2.575 

0809000401219400 

4.012 



0809000301211300 


0809000401219600 


Saline 


13.698 Fresh 


0.975 Fresh 


Saline 


0809000401218300 

0.791 

0809000401221000 

3.832 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

5.484 

Non-command 

Older Alluvium 

0.205 

Non-command 

Older Alluvium 

0.000 

Non-command 

Quartzite 

0.100 

Non-command 

Older Alluvium 

0.850 

Non-command 

Bhander Sandstone 

0.228 

Non-command 

Older Alluvium 

1.123 

Non-command 

Older Alluvium 

1.833 

Non-command 

Bhander Sandstone 

5.777 

Non-command 

Older Alluvium 

5.142 

Non-command 

Bhander Sandstone 

0.173 

Non-command 

Older Alluvium 

0.071 

Non-command 

Older Alluvium 

7.034 

Non-command 

Bhander Sandstone 

0.197 

Non-command 

Older Alluvium 

2.118 

Non-command 

Older Alluvium 

2.678 

Non-command 

Older Alluvium 

0.104 

Non-command 

Older Alluvium 

1.240 

Non-command 

Bhander Sandstone 

0.097 

Non-command 

Bhander Sandstone 

0.401 

Non-command 

Older Alluvium 

0.977 

Non-command 

Bhander Sandstone 

0.215 

Non-command 

Older Alluvium 

0.583 

Non-command 

Bhander Sandstone 

2.251 

Non-command 

Older Alluvium 

7.692 

Non-command 

Older Alluvium 

2.573 

Non-command 

Bhander Sandstone 

0.728 

Non-command 

Older Alluvium 

1.536 

Non-command 

Bhander Sandstone 

0.360 

Non-command 

Older Alluvium 

5.048 

Non-command 

Bhander Sandstone 

0.205 

Non-command 

Older Alluvium 

5.831 

Non-command 

Bhander Sandstone 

0.187 

Non-command 

Older Alluvium 

3.391 

Non-command 

Older Alluvium 

0.016 

Non-command 

Bhander Sandstone 

0.046 

Non-command 

Older Alluvium 

0.580 

Non-command 

Bhander Sandstone 

0.304 

Non-command 

Older Alluvium 

1.217 

Non-command 

Older Alluvium 

0.740 

Non-command 

Older Alluvium 

0.963 

Non-command 

Older Alluvium 

2.961 

Non-command 

Older Alluvium 

8.509 

Non-command 

Older Alluvium 

0.102 

Non-command 

Older Alluvium 

1.063 

Non-command 

Older Alluvium 

2.348 

Non-command 

Bhander Sandstone 

0.400 

Non-command 

Older Alluvium 

0.010 

Non-command 

Older Alluvium 

0.364 

Non-command 

Older Alluvium 

0.539 

Non-command 

Older Alluvium 

0.750 

Non-command 

Bhander Sandstone 

0.350 

Non-command 

Older Alluvium 

3.483 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

130,000 

120,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

220,000 

200,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

100,000 

80,000 

120 

130,000 

120,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

130,000 

100,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


1.524 


0.042 




0.490 

2.590 

0.010 

0.034 

0.084 

0.334 

0.504 

0.847 

0.036 

0.036 

0.277 

0.320 


0.019 

0.031 

0.048 

0.064 

0.025 

0.057 

0.067 

0.175 

0.118 

0.129 

0.470 

0.530 

0.360 

0.492 

0.180 

0.223 

0.504 

0.583 

0.010 

0.010 

0.108 

0.202 

0.019 

0.019 

0.696 

0.743 

0.029 

0.041 

0.588 

0.775 



0.024 

0.149 

0.034 

0.228 

0.025 

0.025 


















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


10.622 Fresh Non-command 


Pareeta 

0809000401219200 

6.028 

Saline 

Pator 

0809000401220700 

2.060 

Fresh 


Non-command 


Non-command 



0810000101262000 

8.765 

0809000401219300 

5.316 


0810000101262300 

2.581 

0809000401236900 

9.215 




Raj pur 

0809000401232700 

2.265 

Fresh 

Rampur 

0809000401233400 

4.392 

Fresh 

Rampur Palan 

0809000601245600 

4.207 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Reethauli 

0809000301215700 

6.489 

Fresh 

Rod Kalan 

0809000401217700 

8.201 

Fresh 

Rod Khurd 

0809000401218600 

0.806 

Fresh 


Non-command 


Non-command 


Non-command 



Rudor 

0809000401217900 

4.285 

Fresh 

Ruggapura 

0809000401218100 

1.141 

Fresh 

Rundi 

0809000601245400 

7.874 

Fresh 


Non-command 


Non-command 


Non-command 


Sahajpur 

0809000401219100 

3.592 

Saline 

Saipur 

0809000401221100 

2.399 

Fresh 


Non-command 


Non-command 


04001011 


Sanet 

0809000301215200 

2.934 

Fresh 

Sengarpura 

0809000401217500 

6.809 

Fresh 

Sewa 

0810000101264500 

20.408 

Fresh 


Silpura 


Syaroli 


Taroli 


Teekatpura 


Tharkapura 


Todoopura 


Tulsipura 


Unche Ka Pura 


Akpura 


Arjunpura 


Bagthar 


Non-command 


Non-command 


Non-command 



0809000401222300 

3.736 

0810000101263000 

18.928 


0809000401233800 

3.442 

0809000401218800 

3.461 


0809000401232800 



3.511 Fresh 


Saline 



0809000401218900 

4.103 

0808000101104500 

0.967 

0808000101107800 

0.772 

0808000101100800 

9.006 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Parbati 


Non-command 


Non-command 


Parbati 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bhander Sandstone 

1.230 

Non-command 

Older Alluvium 

8.286 

Non-command 

Older Alluvium 

0.412 

Non-command 

Bhander Sandstone 

2.017 

Non-command 

Older Alluvium 

0.043 

Non-command 

Older Alluvium 

0.587 

Non-command 

Bhander Sandstone 

2.071 

Non-command 

Older Alluvium 

2.460 

Non-command 

Older Alluvium 

2.862 

Non-command 

Older Alluvium 

0.080 

Non-command 

Older Alluvium 

3.963 

Non-command 

Older Alluvium 

0.033 

Non-command 

Bhander Sandstone 

3.930 

Non-command 

Older Alluvium 

0.023 

Non-command 

Older Alluvium 

0.912 

Non-command 

Older Alluvium 

3.651 

Non-command 

Older Alluvium 

1.730 

Non-command 

Quartzite 

0.284 

Non-command 

Older Alluvium 

6.489 

Non-command 

Older Alluvium 

8.201 

Non-command 

Bhander Sandstone 

0.032 

Non-command 

Older Alluvium 

0.666 

Non-command 

Bhander Sandstone 

0.090 

Non-command 

Older Alluvium 

0.018 

Non-command 

Older Alluvium 

4.285 

Non-command 

Older Alluvium 

1.141 

Non-command 

Bhander Sandstone 

0.252 

Non-command 

Older Alluvium 

1.198 

Non-command 

Older Alluvium 

3.085 

Non-command 

Bhander Sandstone 

0.241 

Non-command 

Older Alluvium 

2.158 

Non-command 

Older Alluvium 

2.109 

Non-command 

Older Alluvium 

3.057 

Non-command 

Older Alluvium 

0.215 

Non-command 

Quartzite 

0.203 

Non-command 

Older Alluvium 

0.162 

Non-command 

Older Alluvium 

0.070 

Non-command 

Older Alluvium 

0.065 

Non-command 

Older Alluvium 

3.442 

Non-command 

Bhander Sandstone 

0.000 

Non-command 

Older Alluvium 

0.481 

Non-command 

Older Alluvium 

1.534 

Non-command 

Older Alluvium 

0.194 

Non-command 

Bhander Sandstone 

0.790 

Non-command 

Older Alluvium 

2.256 

Non-command 

Older Alluvium 

0.036 

Non-command 

Older Alluvium 

2.358 

Non-command 

Older Alluvium 

2.817 

Command 

Older Alluvium 

0.012 

Non-command 

Bhander Sandstone 

0.772 

Non-command 

Bhander Sandstone 

0.046 

Command 

Bhander Sandstone 

0.697 

Command 

Older Alluvium 

8.264 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

130,000 

120,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

120,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

220,000 

200,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

130,000 

120,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

350,000 

300,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

350,000 

300,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.067 


0.490 


0.067 


0.019 



0.014 

0.014 

0.010 

0.010 

0.504 

0.660 


0.059 

0.070 

0.252 

0.283 

0.025 

0.025 

0.101 

0.349 

0.336 

1.128 

0.012 

0.012 

0.328 

0.458 

0.286 

0.329 






















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Baisora 

0807000901084100 

12.573 

Fresh 

Bajna 

0807000901083800 

15.816 

Fresh 

Ban Kookra 

0807000901079700 

2.643 

Fresh 

Banora 

0808000101107700 

3.997 

Fresh 


Type of Area (Command / N< 
command) 


Bansrai 

0808000101108400 

10.142 

Fresh 

Baoripura 

0808000101108300 

1.585 

Fresh 

Barai 

0808000101106800 

2.628 

Fresh 

Baseri 

0808000101106900 

9.809 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Parbati 


Non-command 


Non-command 


Parbati 


Parbati 



Chak Samantgarh 

0807000901084300 

1.286 

Fresh 

Chhar Alinagar 

0808000101101500 

1.977 

Fresh 

Dar Barahna 

0807000901083400 

12.424 

Fresh 

Dhaur 

0808000101108100 

11.385 

Fresh 

Gajnua 

0807000901079300 

6.938 

Fresh 

Harjoopura 

0808000101107600 

5.063 

Fresh 


Hingota 

0808000101106100 

2.971 

Fresh 

Indaun 

0808000101100400 

1.863 

Fresh 


Jaisora 

0807000901083900 

14.535 

Fresh 

Jamoora 

0809000401227000 

39.137 

Fresh 

Jarga 

0808000101101000 

7.541 

Fresh 


Non-command 


Parbati 


Non-command 


Parbati 


Non-command 


Non-command 


Non-command 


Non-command 


Parbati 


Parbati 


Non-command 


Parbati 


Non-command 


Non-command 


Non-command 


Parbati 



Jheel 

0808000101105700 

1.289 

Fresh 

Kandpura 

0808000101107000 

0.952 

Fresh 

Kani 

0807000901083700 

4.925 

Fresh 

Kankor 

0808000101107900 

2.180 

Fresh 

Karilpura 

0808000101100900 

6.753 

Fresh 


Parbati 


Parbati 


Non-command 


Non-command 


Non-command 


Parbati 



Khailpur 

0808000101106200 

1.940 

Fresh 

Khanpura 

0808000101108200 

4.169 

Fresh 

Kharagpura 

0808000101108000 

4.837 

Fresh 

Khidora 

0808000101106000 

2.272 

Fresh 

Kot 

0807000901083600 

35.420 

Fresh 

Kotra 

0808000101107400 

6.909 

Fresh 



Math Badri 

0808000101106400 

1.815 

Fresh 

Mohari 

0808000101106700 

2.318 

Fresh 

Moorik 

0808000101100600 

4.317 

Fresh 


Parbati 


Non-command 


Non-command 


Parbati 


Non-command 


Non-command 


Parbati 


Non-command 


Parbati 


Parbati 


Parbati 


Parbati 


Nagla Darwesha 


Nonerapur Chandoo 


0808000101107200 


0808000101100700 


4.841 Fresh 


3.246 Fresh 


Non-command 


Parbati 


Non-command 


Parbati 



0808000101101200 


1.827 Fresh 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bhander Sandstone 

12.573 

Non-command 

Bhander Sandstone 

13.519 

Non-command 

Bhander Sandstone 

0.001 

Non-command 

Bhander Sandstone 

0.517 

Command 

Bhander Sandstone 

0.204 

Non-command 

Bhander Sandstone 

1.670 

Non-command 

Bhander Sandstone 

0.011 

Command 

Bhander Sandstone 

0.938 

Command 

Bhander Sandstone 

4.281 

Command 

Older Alluvium 

5.528 

Non-command 

Bhander Sandstone 

1.802 

Command 

Bhander Sandstone 

1.278 

Non-command 

Bhander Sandstone 

1.286 

Command 

Bhander Sandstone 

0.224 

Non-command 

Bhander Sandstone 

0.121 

Non-command 

Bhander Sandstone 

10.896 

Non-command 

Bhander Sandstone 

0.243 

Non-command 

Bhander Sandstone 

0.924 

Command 

Bhander Sandstone 

2.712 

Command 

Older Alluvium 

2.610 

Non-command 

Bhander Sandstone 

0.280 

Command 

Bhander Sandstone 

1.584 

Non-command 

Bhander Sandstone 

14.535 

Non-command 

Bhander Sandstone 

8.212 

Non-command 

Bhander Sandstone 

0.003 

Command 

Bhander Sandstone 

2.070 

Command 

Older Alluvium 

4.663 

Command 

Older Alluvium 

0.427 

Command 

Older Alluvium 

0.952 

Non-command 

Bhander Sandstone 

4.925 

Non-command 

Bhander Sandstone 

0.225 

Non-command 

Bhander Sandstone 

3.342 

Command 

Bhander Sandstone 

2.994 

Command 

Older Alluvium 

0.417 

Command 

Older Alluvium 

1.940 

Non-command 

Bhander Sandstone 

0.675 

Non-command 

Bhander Sandstone 

0.003 

Command 

Older Alluvium 

1.645 

Non-command 

Bhander Sandstone 

29.230 

Non-command 

Bhander Sandstone 

5.121 

Command 

Bhander Sandstone 

1.788 

Non-command 

Bhander Sandstone 

0.098 

Command 

Bhander Sandstone 

3.197 

Command 

Older Alluvium 

1.815 

Command 

Bhander Sandstone 

0.589 

Command 

Bhander Sandstone 

0.176 

Command 

Older Alluvium 

4.141 

Non-command 

Bhander Sandstone 

0.207 

Command 

Bhander Sandstone 

4.634 

Non-command 

Bhander Sandstone 

0.453 

Command 

Bhander Sandstone 

1.620 

Command 

Older Alluvium 

1.172 

Non-command 

Bhander Sandstone 

0.006 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

350,000 

300,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

90,000 

60,000 

120 

150,000 

130,000 

120 

90,000 

60,000 

120 

150,000 

130,000 

120 

90,000 

60,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

350,000 

300,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

350,000 

300,000 

120 

350,000 

300,000 

120 

350,000 

300,000 

120 

90,000 

60,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

350,000 

300,000 

120 

350,000 

300,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

350,000 

300,000 

120 

90,000 

60,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

350,000 

300,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

350,000 

300,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

350,000 

300,000 

120 

150,000 

130,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.180 


0.245 



0.288 

0.666 

0.047 

0.047 

- 

- 

0.900 

2.244 

0.259 

0.259 

0.203 

0.257 

0.078 

0.096 

0.016 

0.034 

0.328 

0.958 

0.216 

0.762 

0.078 

0.150 

0.016 

0.052 

0.972 

2.862 

0.016 

0.052 

0.484 

1.294 

0.031 

0.085 

0.109 

0.271 

0.180 

0.474 



















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 




Parua 

0807000901083500 

19.098 

Fresh 

Patharra 

0808000101100200 

6.751 

Fresh 

Pattipura 

0808000101101700 

4.371 

Fresh 

Pipron 

0808000101107500 

2.810 

Fresh 


Pohap Singh Ka Pura 

0808000101105200 

0.280 

Fresh 

Poothpura Kalan 

0808000101107100 

0.995 

Fresh 

Ramnagar 

0808000101101600 

1.588 

Fresh 

Rampur 

0808000101106600 

5.396 

Fresh 


Parbati 


Non-command 


Non-command 


Parbati 


Non-command 


Parbati 


Parbati 


Parbati 


Parbati 


Parbati 


04001012 


Salempur Rawatpati 

0808000101105500 

6.358 

Fresh 

Samantgarh 

0807000901084200 

7.554 

Fresh 

Sangoli 

0808000101106300 

1.253 

Fresh 

Siholi 

0808000101101300 

2.750 

Fresh 


Parbati 


Non-command 


Parbati 


Non-command 


Parbati 



Singhrawali 

0807000901084000 

7.824 

Fresh 

Tarsooma 

0807000901079800 

8.849 

Fresh 

Timasiya 

0808000101106500 

2.626 

Fresh 

Timkoli 

0809000401226900 

15.023 

Fresh 

Tuniyapura 

0808000101101100 

3.266 

Fresh 

Tursipura 

0808000101107300 

2.108 

Fresh 

Akpura 

0808000101104500 

0.967 

Fresh 

Alinagar 

0808000101101400 

0.830 

Fresh 


Non-command 


Non-command 


Parbati 


Non-command 


Parbati 


Parbati 


Parbati 


Parbati 


Andoa Ka Pura 

0808000301143500 

2.799 

Fresh 

Atarsooma 

0808000101103500 

4.132 

Fresh 


Parbati 


Parbati 


Badrika 

0808000301146500 

2.409 

Fresh 

Bajjar Garh 

0808000301141800 

1.827 

Fresh 


Bala Ka Nagla 

0808000301143000 

0.894 

Fresh 

Basai Nawab 

0808000301141600 

7.137 

Fresh 


Bhadiyana 


Bhagaura 


0808000301142000 


0808000101103900 


5.095 Fresh 


0.705 Fresh 


Parbati 


Non-command 


Parbati 


Parbati 


Non-command 


Parbati 


Non-command 


Parbati 


Parbati 


Bhaulpura 

0808000301146400 

1.004 

Fresh 

Bhoorapura 

0808000301146600 

0.923 

Fresh 

Boreli 

0808000101102000 

6.077 

Fresh 


Parbati 


Parbati 


Parbati 


Chailpura 

0808000301143200 

0.933 

Fresh 

Chandu Ka Pura 

0808000301141200 

2.165 

Fresh 

Chhar Alinagar 

0808000101101500 

1.977 

Fresh 

Chharboreli 

0808000101101900 

3.303 

Fresh 


Chorpura 


Dadipura 


Parbati 


Non-command 


Parbati 


Non-command 



0808000101103100 


4.264 Fresh 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Bhander Sandstone 

1.821 

Non-command 

Bhander Sandstone 

9.730 

Non-command 

Bhander Sandstone 

6.751 

Command 

Bhander Sandstone 

0.156 

Non-command 

Bhander Sandstone 

0.278 

Command 

Bhander Sandstone 

2.532 

Command 

Older Alluvium 

0.001 

Command 

Older Alluvium 

0.992 

Command 

Bhander Sandstone 

0.219 

Command 

Bhander Sandstone 

0.186 

Command 

Older Alluvium 

0.408 

Command 

Older Alluvium 

0.073 

Non-command 

Bhander Sandstone 

7.554 

Command 

Older Alluvium 

1.253 

Non-command 

Bhander Sandstone 

0.001 

Command 

Bhander Sandstone 

2.299 

Command 

Older Alluvium 

0.000 

Non-command 

Bhander Sandstone 

6.204 

Non-command 

Bhander Sandstone 

0.799 

Command 

Older Alluvium 

2.626 

Non-command 

Bhander Sandstone 

0.886 

Command 

Older Alluvium 

2.342 

Command 

Bhander Sandstone 

2.108 

Command 

Older Alluvium 

0.955 

Command 

Bhander Sandstone 

0.619 

Command 

Older Alluvium 

0.212 

Command 

Older Alluvium 

0.443 

Command 

Bhander Sandstone 

1.063 

Command 

Older Alluvium 

3.069 

Command 

Older Alluvium 

1.879 

Non-command 

Older Alluvium 

1.227 

Command 

Older Alluvium 

0.600 

Command 

Older Alluvium 

0.886 

Non-command 

Older Alluvium 

2.645 

Command 

Older Alluvium 

4.491 

Non-command 

Older Alluvium 

3.837 

Command 

Older Alluvium 

1.258 

Command 

Bhander Sandstone 

0.594 

Command 

Older Alluvium 

0.112 

Command 

Older Alluvium 

0.166 

Command 

Older Alluvium 

0.104 

Command 

Bhander Sandstone 

2.175 

Command 

Older Alluvium 

3.901 

Command 

Older Alluvium 

0.106 

Non-command 

Older Alluvium 

2.165 

Command 

Bhander Sandstone 

1.753 

Non-command 

Bhander Sandstone 

0.001 

Non-command 

Older Alluvium 

0.047 

Command 

Bhander Sandstone 

2.582 

Command 

Older Alluvium 

0.673 

Command 

Bhander Sandstone 

0.035 

Command 

Older Alluvium 

2.309 

Non-command 

Bhander Sandstone 

0.007 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

150,000 

130,000 

120 

90,000 

60,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

350,000 

300,000 

120 

350,000 

300,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

350,000 

300,000 

120 

350,000 

300,000 

120 

90,000 

60,000 

120 

350,000 

300,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

350,000 

300,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

350,000 

300,000 

120 

100,000 

80,000 

120 

350,000 

300,000 

120 

150,000 

130,000 

120 

350,000 

300,000 

120 

150,000 

130,000 

120 

350,000 

300,000 

120 

130,000 

100,000 

120 

150,000 

130,000 

120 

350,000 

300,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

150,000 

130,000 

120 

350,000 

300,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

150,000 

130,000 

120 

350,000 

300,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

350,000 

300,000 

120 

150,000 

130,000 

120 

350,000 

300,000 

120 

150,000 

130,000 

120 

350,000 

300,000 

120 

150,000 

130,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.187 


0.187 


0.343 


0.018 0.016 


0.252 0.172 





0.079 

0.079 

0.864 

2.334 



0.108 

0.140 

0.007 

0.007 

1.584 

2.970 


0.031 

0.031 

0.036 

0.036 






















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 




Dadkee 

0808000301140700 

0.719 

Fresh 

Davopura 

0808000101105800 

3.145 

Fresh 

Deenpur 

0808000101103000 

1.897 

Fresh 

Dinkata 

0808000101105100 

1.317 

Fresh 

Donari 

0808000301140500 

5.900 

Fresh 

Doongarwara 

0808000301137000 

1.755 

Fresh 



Gurja 

0808000101104200 

1.883 

Fresh 

Hingota 

0808000101106100 

2.971 

Fresh 

Indoli 

0808000301146800 

3.155 

Fresh 


Intaki 

0808000301142900 

0.749 

Fresh 

Jageer Boreli 

0808000101102200 

2.797 

Fresh 

Jageer Pura Kalan 

0808000301141400 

1.630 

Fresh 


Jageerpura 

0808000301141700 

1.467 

Fresh 

Jarga 

0808000101101000 

7.541 

Fresh 


Parbati 


Parbati 


Parbati 


Parbati 


Parbati 


Non-command 


Parbati 


Parbati 


Non-command 


Parbati 


Non-command 


Parbati 


Parbati 


Parbati 


Non-command 


Parbati 


Parbati 


Parbati 


Non-command 


Parbati 


Parbati 


Parbati 


Jaroli 

0808000301140600 

4.352 

Fresh 

Jhilra 

0808000301140200 

1.426 

Fresh 

Kaithri 

0808000301137200 

7.421 

Fresh 


Kalloopura 

0808000101103600 

1.618 

Fresh 

Kanasil 

0808000301143600 

1.634 

Fresh 

Katailpura 

0808000101105900 

1.234 

Fresh 

Kharagpur 

0808000301146900 

5.280 

Fresh 


Khemri 


0808000101102100 


2.834 Fresh 


Parbati 


Parbati 


Non-command 


Parbati 


Parbati 


Parbati 


Parbati 


Non-command 


Parbati 


Non-command 


Parbati 



Khidora 

0808000101106000 

2.272 

Fresh 

Kodpura 

0808000301140400 

0.675 

Fresh 

Kolari 

0808000301143700 

1.653 

Fresh 

Kuiya 

0808000101103400 

2.619 

Fresh 


Parbati 


Parbati 


Parbati 


Parbati 


Kunkuta 

0808000101102400 

7.134 

Fresh 

Kurendha 

0808000301142300 

2.544 

Fresh 

Laudpura 

0808000101105600 

0.134 

Fresh 

Levade Ka Pura 

0808000101102300 

0.830 

Fresh 

Ludhpura 

0808000301141000 

2.307 

Fresh 



Mamodhan 

0808000101104300 

3.790 

Fresh 

Mansoorpura 

0808000301143800 

2.861 

Fresh 


Parbati 


Parbati 


Parbati 


Parbati 


Non-command 


Parbati 


Non-command 


Parbati 


Parbati 


Parbati 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Bhander Sandstone 

3.946 

Command 

Older Alluvium 

0.311 

Command 

Older Alluvium 

0.719 

Command 

Older Alluvium 

0.294 

Command 

Older Alluvium 

0.894 

Command 

Older Alluvium 

0.196 

Command 

Older Alluvium 

5.900 

Non-command 

Older Alluvium 

0.052 

Command 

Older Alluvium 

1.703 

Command 

Bhander Sandstone 

1.876 

Command 

Older Alluvium 

4.101 

Non-command 

Older Alluvium 

0.046 

Command 

Older Alluvium 

1.349 

Non-command 

Older Alluvium 

0.039 

Command 

Older Alluvium 

6.295 

Command 

Older Alluvium 

1.794 

Command 

Older Alluvium 

0.360 

Non-command 

Older Alluvium 

0.072 

Command 

Older Alluvium 

3.083 

Command 

Older Alluvium 

0.749 

Command 

Older Alluvium 

2.717 

Non-command 

Older Alluvium 

1.332 

Command 

Older Alluvium 

0.297 

Command 

Older Alluvium 

1.467 

Command 

Bhander Sandstone 

0.007 

Command 

Older Alluvium 

0.798 

Command 

Older Alluvium 

4.352 

Command 

Older Alluvium 

0.675 

Non-command 

Older Alluvium 

0.000 

Command 

Older Alluvium 

7.421 

Command 

Older Alluvium 

0.098 

Command 

Older Alluvium 

1.440 

Command 

Older Alluvium 

0.227 

Non-command 

Older Alluvium 

0.462 

Command 

Older Alluvium 

3.864 

Non-command 

Older Alluvium 

0.012 

Command 

Bhander Sandstone 

1.305 

Command 

Older Alluvium 

1.516 

Command 

Older Alluvium 

0.056 

Command 

Older Alluvium 

0.675 

Command 

Older Alluvium 

0.135 

Command 

Bhander Sandstone 

2.160 

Command 

Older Alluvium 

0.458 

Command 

Older Alluvium 

1.215 

Command 

Older Alluvium 

2.544 

Command 

Older Alluvium 

0.134 

Command 

Older Alluvium 

0.830 

Non-command 

Older Alluvium 

2.269 

Command 

Older Alluvium 

0.038 

Non-command 

Older Alluvium 

3.833 

Command 

Older Alluvium 

4.927 

Command 

Older Alluvium 

0.099 

Command 

Older Alluvium 

0.077 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

150,000 

130,000 

120 

350,000 

300,000 

120 

130,000 

100,000 

120 

350,000 

300,000 

120 

350,000 

300,000 

120 

350,000 

300,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

150,000 

130,000 

120 

350,000 

300,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

350,000 

300,000 

120 

350,000 

300,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

350,000 

300,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

150,000 

130,000 

120 

350,000 

300,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

350,000 

300,000 

120 

130,000 

100,000 

120 

350,000 

300,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

350,000 

300,000 

120 

150,000 

130,000 

120 

350,000 

300,000 

120 

350,000 

300,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

150,000 

130,000 

120 

350,000 

300,000 

120 

350,000 

300,000 

120 

130,000 

100,000 

120 

350,000 

300,000 

120 

350,000 

300,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

350,000 

300,000 

120 

130,000 

100,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.047 




0.024 

0.024 

0.203 

0.257 

0.972 

1.266 


0.036 

0.332 

0.048 

0.438 

0.036 

0.036 
















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Mau Gulawali 


Mirzapur 


Moosalpur 


Motiram Ka Nagala 


Nagla Harlal 


0808000101102800 


0808000101103700 


0808000301146300 


0808000301143100 


0808000301141900 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


4.013 Fresh 


1.515 Fresh 


0.815 Fresh 


0.784 Fresh 


2.131 Fresh 


Nagla Kharapur 

0808000301146700 

2.622 

Fresh 

Nagla Mau 

0808000101102700 

1.366 

Fresh 

Nandpura 

0808000301141300 

2.485 

Fresh 

Naya Nagla 

0808000301140800 

3.379 

Fresh 


Nonera Prithvisingh 

0808000101104600 

3.830 

Fresh 

Nrisinghpur 

0808000101101800 

1.867 

Fresh 


Pati Ka Pura 

0808000301142600 

2.982 

Fresh 

Pattipura 

0808000101101700 

4.371 

Fresh 


Peepripura 

0808000101104100 

0.947 

Fresh 

Phoote Ka Nagla 

0808000301137600 

1.304 

Fresh 

Piphera 

0808000301142700 

5.464 

Fresh 

Piprauwa 

0808000301142800 

2.384 

Fresh 

Pohap Singh Ka Pura 

0808000101105200 

0.280 

Fresh 

Poothpura 

0808000301137900 

0.799 

Fresh 

Prithvipura 

0808000301142500 

1.204 

Fresh 

Raiviyapura 

0808000101103800 

5.431 

Fresh 


Parbati 


Parbati 


Parbati 


Parbati 


Non-command 


Parbati 


Parbati 


Parbati 


Non-command 


Non-command 


Parbati 


Parbati 


Non-command 


Parbati 


Parbati 


Non-command 


Parbati 


Parbati 


Parbati 


Parbati 


Parbati 


Parbati 


Parbati 


Parbati 


Parbati 


04001013 


Rajaura Kalan 

0808000301140300 

5.452 

Fresh 

Rajora Khurd 

0808000301137800 

4.591 

Fresh 

Ramnagar 

0808000101101600 

1.588 

Fresh 


Rampur Amarpura 

0808000101104800 

0.536 

Fresh 

Rampur Jatpura 

0808000101104900 

0.784 

Fresh 

Ranjeetpura 

0808000301142200 

2.001 

Fresh 

Ranjeetpura (Nawar) 

0808000301141100 

2.806 

Fresh 


Rundh Rajora 

0808000301137300 

1.631 

Fresh 

Sahpur 

0808000301141500 

0.926 

Fresh 


Sahroli 

0808000301137500 

3.506 

Fresh 

Sarkana 

0808000301142400 

3.725 

Fresh 

Semra 

0808000301137400 

1.948 

Fresh 

Signa Ka Nagla 

0808000101104000 

0.817 

Fresh 



Parbati 


Parbati 


Non-command 


Parbati 


Parbati 


Parbati 


Parbati 


Non-command 


Parbati 


Parbati 


Non-command 


Parbati 


Parbati 


Parbati 


Parbati 


Parbati 


Non-command 


Parbati 


Singhora 

0808000301142100 

2.746 

Fresh 

Tuniyapura 

0808000101101100 

3.266 

Fresh 

Alampur 

0809000401227400 

2.741 

Fresh 

Aneejara 

0809000401229000 

8.920 

Fresh 

Bajna 

0807000901083800 

15.816 

Fresh 

Ban Kookra 

0807000901079700 

2.643 

Fresh 

Bangaspura 

0807000901078600 

3.969 

Fresh 


Parbati 


Parbati 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Older Alluvium 

3.346 

Command 

Older Alluvium 

0.088 

Command 

Older Alluvium 

0.471 

Command 

Older Alluvium 

0.774 

Non-command 

Older Alluvium 

0.867 

Command 

Older Alluvium 

1.263 

Command 

Older Alluvium 

2.109 

Command 

Older Alluvium 

0.009 

Non-command 

Older Alluvium 

2.485 

Non-command 

Older Alluvium 

0.235 

Command 

Older Alluvium 

3.144 

Command 

Older Alluvium 

1.375 

Non-command 

Bhander Sandstone 

0.024 

Command 

Bhander Sandstone 

1.843 

Command 

Older Alluvium 

2.982 

Non-command 

Bhander Sandstone 

0.010 

Command 

Bhander Sandstone 

4.205 

Command 

Older Alluvium 

0.089 

Command 

Older Alluvium 

0.014 

Command 

Older Alluvium 

5.464 

Command 

Older Alluvium 

2.384 

Command 

Older Alluvium 

0.193 

Command 

Older Alluvium 

0.797 

Command 

Older Alluvium 

1.204 

Command 

Bhander Sandstone 

4.894 

Command 

Older Alluvium 

0.165 

Command 

Older Alluvium 

1.608 

Command 

Older Alluvium 

0.885 

Non-command 

Bhander Sandstone 

0.018 

Command 

Bhander Sandstone 

1.351 

Command 

Older Alluvium 

0.373 

Command 

Older Alluvium 

0.226 

Command 

Older Alluvium 

2.001 

Non-command 

Older Alluvium 

1.114 

Command 

Older Alluvium 

1.692 

Command 

Older Alluvium 

1.631 

Non-command 

Older Alluvium 

0.666 

Command 

Older Alluvium 

0.260 

Command 

Older Alluvium 

2.489 

Command 

Older Alluvium 

3.624 

Command 

Older Alluvium 

1.540 

Command 

Bhander Sandstone 

0.313 

Command 

Older Alluvium 

0.504 

Non-command 

Bhander Sandstone 

0.002 

Command 

Bhander Sandstone 

0.447 

Command 

Older Alluvium 

0.000 

Command 

Older Alluvium 

2.746 

Command 

Older Alluvium 

0.924 

Non-command 

Bhander Sandstone 

2.580 

Non-command 

Bhander Sandstone 

4.123 

Non-command 

Bhander Sandstone 

2.296 

Non-command 

Bhander Sandstone 

2.642 

Non-command 

Older Alluvium 

0.047 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

350,000 

300,000 

120 

350,000 

300,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

350,000 

300,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

350,000 

300,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

130,000 

100,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

350,000 

300,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

350,000 

300,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

150,000 

130,000 

120 

350,000 

300,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

350,000 

300,000 

120 

350,000 

300,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

150,000 

130,000 

120 

350,000 

300,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

350,000 

300,000 

120 

130,000 

100,000 

120 

350,000 

300,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

150,000 

120,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.252 




0.024 

0.024 

0.012 

0.028 

0.096 

0.361 

0.072 

0.156 



0.108 

1.075 

0.216 

0.840 

0.072 

0.114 

0.132 

0.272 

0.012 

0.028 

0.250 

0.340 

0.036 

0.036 

0.048 

0.110 

0.048 

0.110 

























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Banswari 

0809000401228900 

5.074 

Fresh 

Bhojpur 

0809000401227800 

7.512 

Fresh 

Budhawar 

0807000901080000 

3.266 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Chainpura 

0807000901083100 

3.110 

Fresh 

Chamarpura 

0809000401226300 

12.050 

Fresh 

Danda 

0809000401226700 

25.592 

Fresh 


Non-command 


Non-command 


Non-command 



Farakpur 

0809000401227700 

4.759 

Fresh 

Gajnua 

0807000901079300 

6.938 

Fresh 


Non-command 


Non-command 


Garh Mandora 

0809000401228000 

14.554 

Fresh 

Ghunaini 

0807000901082600 

14.986 

Fresh 


Non-command 


Non-command 



Jamoora 

0809000401227000 

39.137 

Fresh 

Kheri Dang 

0807000901080300 

6.850 

Fresh 

Khulawali 

0807000901080200 

1.755 

Fresh 

Kot 

0807000901083600 

35.420 

Fresh 

Lakhnipur 

0809000401225500 

1.461 

Fresh 

Mahmadpura 

0807000901078700 

11.258 

Fresh 

Mangren Kalan 

0807000901079600 

2.827 

Fresh 

Mangrol 

0809000401227300 

3.076 

Fresh 

Masalpur 

0809000401229300 

7.735 

Fresh 

Meola 

0809000401226200 

6.004 

Fresh 

Nawalapura 

0809000401226800 

9.388 

Fresh 

Palidang 

0807000901079200 

3.300 

Fresh 

Parua 

0807000901083500 

19.098 

Fresh 

Popalpura 

0807000901083200 

1.168 

Fresh 

Samri 

0807000901079900 

4.516 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Seopura 


Shahpur 


0807000901082800 


0807000901082700 


7.657 Fresh 


24.785 Fresh 


Non-command 


Non-command 


Siganpur 

0809000401227200 

1.816 

Fresh 

Singhan Dang 

0807000901083000 

1.085 

Fresh 


Non-command 


Non-command 


Singniya 

0809000401227600 

5.829 

Fresh 

Sookha Seela 

0807000901080100 

6.925 

Fresh 

Tarbeejpur 

0807000901079400 

4.085 

Fresh 


Non-command 


Non-command 


Non-command 


Tarhati With Kanchanpur 

0809000401227500 

5.761 

Fresh 

Tarsooma 

0807000901079800 

8.849 

Fresh 


Non-command 


Non-command 


Thana Dang 

0807000901080400 

5.979 

Fresh 

Timkoli 

0809000401226900 

15.023 

Fresh 

Turtipura 

0807000901083300 

3.874 

Fresh 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bhander Sandstone 

1.043 

Non-command 

Bhander Sandstone 

6.017 

Non-command 

Bhander Sandstone 

0.118 

Non-command 

Older Alluvium 

3.149 

Non-command 

Older Alluvium 

3.110 

Non-command 

Bhander Sandstone 

5.094 

Non-command 

Bhander Sandstone 

4.361 

Non-command 

Older Alluvium 

3.263 

Non-command 

Bhander Sandstone 

10.193 

Non-command 

Older Alluvium 

2.110 

Non-command 

Bhander Sandstone 

0.602 

Non-command 

Older Alluvium 

0.069 

Non-command 

Bhander Sandstone 

2.892 

Non-command 

Bhander Sandstone 

4.212 

Non-command 

Older Alluvium 

1.662 

Non-command 

Bhander Sandstone 

0.916 

Non-command 

Bhander Sandstone 

2.216 

Non-command 

Older Alluvium 

8.304 

Non-command 

Bhander Sandstone 

10.968 

Non-command 

Older Alluvium 

0.293 

Non-command 

Bhander Sandstone 

12.022 

Non-command 

Older Alluvium 

6.054 

Non-command 

Older Alluvium 

1.755 

Non-command 

Bhander Sandstone 

0.567 

Non-command 

Bhander Sandstone 

0.030 

Non-command 

Older Alluvium 

0.004 

Non-command 

Bhander Sandstone 

1.391 

Non-command 

Bhander Sandstone 

1.894 

Non-command 

Bhander Sandstone 

2.335 

Non-command 

Bhander Sandstone 

1.208 

Non-command 

Bhander Sandstone 

7.224 

Non-command 

Older Alluvium 

0.021 

Non-command 

Bhander Sandstone 

9.366 

Non-command 

Older Alluvium 

1.168 

Non-command 

Bhander Sandstone 

2.229 

Non-command 

Older Alluvium 

2.282 

Non-command 

Bhander Sandstone 

6.355 

Non-command 

Older Alluvium 

1.303 

Non-command 

Bhander Sandstone 

21.098 

Non-command 

Older Alluvium 

3.687 

Non-command 

Bhander Sandstone 

1.816 

Non-command 

Bhander Sandstone 

0.480 

Non-command 

Older Alluvium 

0.605 

Non-command 

Bhander Sandstone 

1.885 

Non-command 

Older Alluvium 

4.887 

Non-command 

Bhander Sandstone 

3.368 

Non-command 

Older Alluvium 

0.026 

Non-command 

Bhander Sandstone 

5.478 

Non-command 

Bhander Sandstone 

8.006 

Non-command 

Older Alluvium 

0.043 

Non-command 

Older Alluvium 

3.122 

Non-command 

Bhander Sandstone 

14.132 

Non-command 

Older Alluvium 

3.874 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

90,000 

60,000 

120 

150,000 

120,000 

120 

90,000 

60,000 

120 

110,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

150,000 

120,000 

120 

90,000 

60,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

150,000 

120,000 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

150,000 

120,000 

120 

90,000 

60,000 

120 

150,000 

120,000 

120 

90,000 

60,000 

120 

150,000 

120,000 

120 

90,000 

60,000 

120 

150,000 

120,000 

120 

90,000 

60,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

150,000 

120,000 

120 

90,000 

60,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

150,000 

120,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.115 

0.169 

0.259 

0.331 

0.010 

0.010 

0.067 

0.067 

0.060 

0.060 

0.166 

0.231 

0.072 

0.090 

0.007 

0.018 


0.029 

0.029 

0.014 

0.014 

0.014 

0.014 


0.014 

0.014 

0.019 

0.019 

0.043 

0.043 

0.108 

0.108 


0.326 

0.326 

0.086 

0.129 
















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



04001014 


Umri 


Uncha Gaon 


Aneejara 


Bahrai 


Balloopura 


Bhaisawat 


0809000401227100 


0809000401224900 


0809000401229000 


0809000401231200 


0809000401222100 


0809000401222500 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


6.597 Fresh 


4.262 Fresh 


8.920 Fresh 


8.566 Fresh 


2.236 Fresh 


6.198 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bhaua 

0809000401225600 

1.565 

Fresh 

Bhauwapura 

0809000401231100 

6.580 

Fresh 

Bhavli 

0809000401230400 

10.992 

Fresh 

Binega 

0809000401231800 

4.383 

Fresh 

Chainpur 

0809000401223100 

8.391 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chhawar 

0809000401231400 

4.539 

Fresh 

Deeppura 

0809000401222000 

2.836 

Fresh 

Farakpur 

0809000401227700 

4.759 

Fresh 

Fatehpur 

0809000401223400 

14.560 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Goojar Bhavli 

0809000401224100 

1.028 

Fresh 

Gurdah 

0809000501238300 

65.831 

Fresh 

Guwreda 

0809000401230600 

10.166 

Fresh 


Non-command 


Non-command 


Non-command 


Hakimpura 

0809000401223900 

1.276 

Fresh 

Karauli (M) 

0809000440903000 

27.257 

Fresh 

Kasara 

0809000401230300 

2.895 

Fresh 

Khaira 

0809000401231000 

19.560 

Fresh 

Kharwaya 

0809000401224500 

2.890 

Fresh 

Khera Rajgarh 

0809000401225100 

1.610 

Fresh 

Kheriya 

0809000401224000 

4.014 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Khoobnagar 

0809000401237500 

16.276 

Fresh 

Konder 

0809000401222900 

1.430 

Fresh 

Kosra 

0809000401232000 

5.342 

Fresh 

Kota(Chhawar) 

0809000401231500 

14.949 

Fresh 

Kotri 

0809000301217200 

13.892 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Lakhnipur 

0809000401225500 

1.461 

Fresh 

Ledor Kalan 

0809000401223600 

5.306 

Fresh 


Non-command 


Non-command 



Lotda 

0809000401230000 

10.582 

Fresh 

Machani 

0809000401231600 

3.982 

Fresh 


Non-command 


Non-command 


Madanpur 

0809000401225000 

2.982 

Fresh 

Mahuwa Khera 

0809000401230900 

13.569 

Fresh 

Makanpur Chaube 

0809000401222800 

3.940 

Fresh 

Malpur 

0809000401224300 

3.548 

Fresh 

Manchi 

0809000401222400 

5.726 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bhander Sandstone 

6.074 

Non-command 

Bhander Sandstone 

0.549 

Non-command 

Bhander Sandstone 

4.771 

Non-command 

Bhander Sandstone 

8.225 

Non-command 

Older Alluvium 

0.088 

Non-command 

Bhander Sandstone 

2.923 

Non-command 

Older Alluvium 

3.059 

Non-command 

Bhander Sandstone 

1.000 

Non-command 

Bhander Sandstone 

5.084 

Non-command 

Bhander Sandstone 

9.519 

Non-command 

Bhander Sandstone 

3.629 

Non-command 

Bhander Sandstone 

2.210 

Non-command 

Older Alluvium 

5.846 

Non-command 

Bhander Sandstone 

4.362 

Non-command 

Older Alluvium 

2.614 

Non-command 

Bhander Sandstone 

1.865 

Non-command 

Bhander Sandstone 

0.700 

Non-command 

Older Alluvium 

13.615 

Non-command 

Bhander Sandstone 

1.408 

Non-command 

Older Alluvium 

5.808 

Non-command 

Bhander Sandstone 

6.531 

Non-command 

Older Alluvium 

0.166 

Non-command 

Bhander Sandstone 

1.028 

Non-command 

Bhander Sandstone 

2.052 

Non-command 

Bhander Sandstone 

7.957 

Non-command 

Older Alluvium 

0.052 

Non-command 

Older Alluvium 

1.276 

Non-command 

Older Alluvium 

0.444 

Non-command 

Bhander Sandstone 

2.895 

Non-command 

Bhander Sandstone 

7.731 

Non-command 

Bhander Sandstone 

1.075 

Non-command 

Bhander Sandstone 

0.466 

Non-command 

Bhander Sandstone 

0.857 

Non-command 

Older Alluvium 

3.157 

Non-command 

Bhander Sandstone 

4.461 

Non-command 

Older Alluvium 

1.340 

Non-command 

Older Alluvium 

0.001 

Non-command 

Bhander Sandstone 

13.189 

Non-command 

Bhander Sandstone 

0.204 

Non-command 

Older Alluvium 

0.262 

Non-command 

Bhander Sandstone 

1.431 

Non-command 

Bhander Sandstone 

0.174 

Non-command 

Older Alluvium 

5.113 

Non-command 

Bhander Sandstone 

8.125 

Non-command 

Older Alluvium 

5.116 

Non-command 

Bhander Sandstone 

0.644 

Non-command 

Bhander Sandstone 

3.973 

Non-command 

Older Alluvium 

0.009 

Non-command 

Bhander Sandstone 

1.994 

Non-command 

Bhander Sandstone 

0.026 

Non-command 

Older Alluvium 

2.104 

Non-command 

Bhander Sandstone 

3.292 

Non-command 

Older Alluvium 

4.932 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

180,000 

150,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

130,000 

100,000 



Tube Wells with 
Wells Pumpset 




0.048 

0.228 

0.018 

0.018 

0.029 

0.077 



0.019 

0.127 

0.019 

0.019 

0.019 

0.055 

0.072 

0.212 

0.038 

0.038 

1.512 

1.933 


0.730 

0.958 

0.008 

0.008 

0.019 

0.019 

0.154 

0.154 











































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Manda Khera 


Masalpur 


Mengra Kalan 


Mengra Khurd 


Meola 


Mothiyapur 


0809000401223800 


0809000401229300 


0809000401223500 


0809000401223700 


0809000401226200 


0809000301211300 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


(5) 


Fresh 


Fresh 


Fresh 


Fresh 


Fresh 


13.698 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Munshipura 

0809000401229100 

1.667 

Fresh 

Narayana 

0809000401224200 

3.331 

Fresh 

Pahari Meeran 

0809000401222700 

3.320 

Fresh 

Palanpur 

0809000301217400 

10.622 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Parao Makkhoosingh 

0809000401221900 

2.983 

Fresh 

Parasari 

0809000401237600 

9.599 

Fresh 

Pejpura 

0809000401224700 

1.390 

Fresh 

Pura Auodarkhan 

0809000401225400 

1.215 

Fresh 

Rajanipura 

0809000401224600 

1.716 

Fresh 

Rampura 

0809000401224400 

5.816 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


04001015 


Ratiyapura 

0809000401231300 

12.020 

Fresh 

Rohar 

0809000401229200 

1.349 

Fresh 

Sahanpur 

0809000401230200 

3.688 

Fresh 

Seeloti 

0809000401224800 

4.585 

Fresh 

Shankarpura 

0809000401222600 

5.619 

Fresh 


Chinayata 


Churari 


Dedroli 


Dhandhawali 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Singniya 

0809000401227600 

5.829 

Fresh 

Sohanpur 

0809000401223000 

5.708 

Fresh 

Tarhati With Kanchanpur 

0809000401227500 

5.761 

Fresh 

Tatwai 

0809000401231700 

2.029 

Fresh 

Ummedpura 

0809000401223200 

2.902 

Fresh 

Uncha Gaon 

0809000401224900 

4.262 

Fresh 

Alawara 

0809000301209600 

2.726 

Fresh 



2.979 Fresh 


Saline 


0809000301210700 

5.375 

0809000301205100 

1.948 

0809000301216600 

5.445 

0809000301208300 

5.947 


14.387 Fresh 




Dhursi 


0809000301205600 


4.230 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Jugger 


Non-command 


Jugger 


Non-command 


Non-command 


Jugger 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Jugger 


Non-command 


Jugger 


Non-command 


Jugger 


Non-command 


Jugger 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

3.239 

Non-command 

Bhander Sandstone 

0.036 

Non-command 

Older Alluvium 

2.066 

Non-command 

Older Alluvium 

0.419 

Non-command 

Bhander Sandstone 

0.067 

Non-command 

Bhander Sandstone 

0.351 

Non-command 

Older Alluvium 

0.335 

Non-command 

Bhander Sandstone 

1.667 

Non-command 

Bhander Sandstone 

3.331 

Non-command 

Older Alluvium 

3.320 

Non-command 

Bhander Sandstone 

0.016 

Non-command 

Older Alluvium 

0.595 

Non-command 

Older Alluvium 

1.271 

Non-command 

Bhander Sandstone 

3.716 

Non-command 

Bhander Sandstone 

1.370 

Non-command 

Bhander Sandstone 

0.990 

Non-command 

Bhander Sandstone 

0.003 

Non-command 

Bhander Sandstone 

2.969 

Non-command 

Older Alluvium 

2.444 

Non-command 

Bhander Sandstone 

1.937 

Non-command 

Bhander Sandstone 

1.297 

Non-command 

Bhander Sandstone 

0.251 

Non-command 

Bhander Sandstone 

2.230 

Non-command 

Bhander Sandstone 

0.281 

Non-command 

Older Alluvium 

5.234 

Non-command 

Bhander Sandstone 

2.126 

Non-command 

Older Alluvium 

1.810 

Non-command 

Bhander Sandstone 

3.944 

Non-command 

Older Alluvium 

5.698 

Non-command 

Bhander Sandstone 

0.051 

Non-command 

Bhander Sandstone 

2.029 

Non-command 

Older Alluvium 

2.902 

Non-command 

Bhander Sandstone 

3.703 

Command 

Older Alluvium 

1.791 

Non-command 

Older Alluvium 

0.935 

Command 

Older Alluvium 

0.677 

Non-command 

Older Alluvium 

1.479 

Non-command 

Older Alluvium 

3.169 

Non-command 

Quartzite 

0.012 

Command 

Older Alluvium 

1.162 

Non-command 

Older Alluvium 

0.132 

Non-command 

Older Alluvium 

0.812 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

4.077 

Non-command 

Older Alluvium 

0.161 

Non-command 

Older Alluvium 

0.365 

Command 

Older Alluvium 

1.753 

Non-command 

Older Alluvium 

0.027 

Command 

Older Alluvium 

12.643 

Non-command 

Older Alluvium 

0.899 

Command 

Older Alluvium 

0.527 

Non-command 

Older Alluvium 

0.318 

Command 

Older Alluvium 

2.396 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 





0.017 

0.017 

0.019 

0.019 



0.038 

0.098 

0.024 

0.040 

0.058 

0.058 

0.038 

0.062 

0.019 

0.019 



0.192 

0.360 

0.019 

0.019 

0.528 

0.668 

0.029 

0.053 

0.024 

0.055 

0.048 

0.048 

0.060 

0.122 


































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Hadoli 


Hindaun (M) 


Hindaun (Rural) 


Hukmi Khera 


Kalwari Jatt 


Kalyanpur Sayta 


Karsoli 


Khohara Ghuseti 


Lahchora 


Pali 


Phulwara 


Rara Shahpur 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


3.179 Fresh Non-command 


Dukawali 

0809000401225900 

8.261 

Fresh 

Ekolasi 

0809000301210000 

3.426 

Fresh 




0809000301210600 


0809000340902000 


0809000301212700 


0809000301208100 



Non-command 


5.707 Fresh Jugger 


Non-command 


35.597 Fresh Non-command 


0.802 Fresh Non-command 


6.566 Fresh Jugger 


Saline Jugger 


Non-command 


Jagar 

0809000301210800 

19.224 

Fresh 

Jat Nagala 

0809000301209400 

3.437 

Fresh 



Non-command 


11.182 Fresh Non-command 



0809000301210300 


0809000301210900 


5.546 Fresh Jugger 


Non-command 


4.169 Fresh Jugger 


Non-command 



0809000301210200 


4.234 Fresh Jugger 


Non-command 



Khera 

0809000301215300 

4.139 

Fresh 

Kheri Hewat 

0809000301208900 

10.761 

Fresh 

Khijoori 

0809000301209200 

3.069 

Fresh 



0809000301212000 


0809000301208000 



Non-command 


4.823 Fresh Non-command 


4.444 Fresh Non-command 


Saline Jugger 


Non-command 


3.591 Fresh Jugger 


Non-command 


0809000301205200 


0809000301212200 


0809000301210500 


1.051 Fresh 


6.700 Fresh 


2.297 Fresh 


Reejwas 

0809000301205400 

2.480 

Fresh 

Sherpur 

0809000301209300 

3.328 

Fresh 


Sikroda Jatt 

0809000301212300 

2.713 

Fresh 

Sikroda Meena 

0809000301212400 

3.061 

Fresh 

Singhan Jatt 

0809000301205300 

2.294 

Fresh 


Singhan Meena 


0809000301216400 


3.643 Fresh 


Jugger 


Non-command 


Non-command 


Jugger 


Non-command 


Jugger 


Jugger 


Non-command 


Non-command 


Non-command 


Jugger 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bhander Sandstone 

0.567 

Non-command 

Older Alluvium 

1.994 

Non-command 

Older Alluvium 

0.079 

Command 

Older Alluvium 

0.007 

Non-command 

Older Alluvium 

3.418 

Command 

Older Alluvium 

0.319 

Non-command 

Older Alluvium 

5.316 

Non-command 

Older Alluvium 

26.014 

Non-command 

Quartzite 

3.477 

Non-command 

Older Alluvium 

0.349 

Command 

Older Alluvium 

5.008 

Command 

Older Alluvium 

1.507 

Non-command 

Older Alluvium 

0.050 

Non-command 

Older Alluvium 

8.585 

Command 

Older Alluvium 

3.046 

Non-command 

Older Alluvium 

0.390 

Non-command 

Bhander Sandstone 

0.004 

Non-command 

Older Alluvium 

3.938 

Non-command 

Quartzite 

2.149 

Command 

Older Alluvium 

1.912 

Non-command 

Older Alluvium 

2.658 

Command 

Older Alluvium 

0.001 

Non-command 

Older Alluvium 

2.316 

Non-command 

Quartzite 

0.163 

Command 

Older Alluvium 

1.448 

Non-command 

Older Alluvium 

1.859 

Non-command 

Quartzite 

0.927 

Non-command 

Older Alluvium 

0.012 

Non-command 

Older Alluvium 

3.523 

Command 

Older Alluvium 

2.009 

Non-command 

Older Alluvium 

1.060 

Non-command 

Bhander Sandstone 

0.041 

Non-command 

Older Alluvium 

0.652 

Non-command 

Older Alluvium 

1.937 

Command 

Older Alluvium 

0.048 

Non-command 

Older Alluvium 

1.221 

Command 

Older Alluvium 

0.489 

Non-command 

Older Alluvium 

3.068 

Non-command 

Quartzite 

0.034 

Command 

Older Alluvium 

0.589 

Non-command 

Older Alluvium 

0.202 

Non-command 

Older Alluvium 

5.476 

Non-command 

Quartzite 

1.206 

Command 

Older Alluvium 

0.129 

Non-command 

Older Alluvium 

2.096 

Command 

Older Alluvium 

0.589 

Command 

Older Alluvium 

0.807 

Non-command 

Older Alluvium 

2.521 

Non-command 

Older Alluvium 

1.849 

Non-command 

Older Alluvium 

0.492 

Command 

Older Alluvium 

1.109 

Non-command 

Older Alluvium 

0.000 

Non-command 

Bhander Sandstone 

0.034 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 











































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



04001016 


Somli 


Suroth 


Vajna Kalan 


Vajna Khurd 


Vanki 


Ver Khera 



0809000301209100 

4.255 

0809000301208400 

16.304 

0809000301209800 

5.668 

0809000301209700 

3.079 

0809000301209900 

4.848 

0809000301205800 

5.889 




Vijaypura 

0809000301205700 

3.092 

Fresh 

Wai Jatt 

0809000301205500 

4.422 

Fresh 

Areni Goojar 

0809000301211200 

8.730 

Fresh 

Barh Ponchhari 

0809000301211700 

0.900 

Fresh 

Barwatpura 

0809000401226000 

2.572 

Fresh 

Baseri 

0809000401218000 

6.427 

Fresh 

Bhango 

0809000301211900 

2.128 

Fresh 


Non-command 


Non-command 


Non-command 


Jugger 


Non-command 


Non-command 


Non-command 


Jugger 


Non-command 


Jugger 


Non-command 


Jugger 


Jugger 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bhaua 

0809000401225600 

1.565 

Fresh 

Chak Peeloowala 

0809000301211000 

5.855 

Fresh 

Chamarpura 

0809000401226300 

12.050 

Fresh 

Chinayata 

0809000301210700 

5.375 

Fresh 

Danda 

0809000401226700 

25.592 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Dughati 

0809000301212100 

3.179 

Fresh 

Dukawali 

0809000401225900 

8.261 

Fresh 


Non-command 


Non-command 


Gaoda Goojar 

0809000301216000 

3.939 

Fresh 

Gaoda Meena 

0809000301215900 

4.535 

Fresh 


Non-command 


Non-command 


Garhi 

0809000401226100 

3.106 

Fresh 

Gunsar 

0809000301216300 

4.115 

Fresh 


Non-command 


Non-command 



Jhirna 

0809000301211500 

5.061 

Fresh 

Kachroli 

0809000301216500 

11.182 

Fresh 

Kalakhana 

0809000301217300 

1.352 

Fresh 

Kalwari Jatt 

0809000301210300 

5.546 

Fresh 

Kalyanpur Sayta 

0809000301210900 

4.169 

Fresh 

Karwar Meena 

0809000301216900 

4.444 

Fresh 

Khanwara 

0809000301217000 

9.990 

Fresh 

Khareta 

0809000301211100 

29.042 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kharwaya 

0809000401224500 

2.890 

Fresh 

Khera Rajgarh 

0809000401225100 

1.610 

Fresh 

Khohara Ghuseti 

0809000301212000 

4.823 

Fresh 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.003 

Non-command 

Older Alluvium 

2.306 

Non-command 

Older Alluvium 

0.033 

Non-command 

Older Alluvium 

0.233 

Command 

Older Alluvium 

0.001 

Non-command 

Older Alluvium 

4.183 

Non-command 

Older Alluvium 

1.785 

Non-command 

Older Alluvium 

2.751 

Command 

Older Alluvium 

3.507 

Non-command 

Older Alluvium 

1.480 

Command 

Older Alluvium 

0.814 

Non-command 

Older Alluvium 

0.088 

Command 

Older Alluvium 

2.930 

Command 

Older Alluvium 

1.163 

Non-command 

Bhander Sandstone 

8.730 

Non-command 

Bhander Sandstone 

0.900 

Non-command 

Bhander Sandstone 

2.572 

Non-command 

Older Alluvium 

0.014 

Non-command 

Bhander Sandstone 

1.983 

Non-command 

Older Alluvium 

0.012 

Non-command 

Bhander Sandstone 

0.566 

Non-command 

Older Alluvium 

2.118 

Non-command 

Bhander Sandstone 

6.720 

Non-command 

Older Alluvium 

0.000 

Non-command 

Bhander Sandstone 

14.891 

Non-command 

Older Alluvium 

1.525 

Non-command 

Bhander Sandstone 

0.946 

Non-command 

Older Alluvium 

1.791 

Non-command 

Bhander Sandstone 

0.362 

Non-command 

Bhander Sandstone 

5.530 

Non-command 

Older Alluvium 

2.232 

Non-command 

Bhander Sandstone 

0.046 

Non-command 

Bhander Sandstone 

0.132 

Non-command 

Older Alluvium 

0.099 

Non-command 

Bhander Sandstone 

3.106 

Non-command 

Bhander Sandstone 

0.771 

Non-command 

Older Alluvium 

0.189 

Non-command 

Bhander Sandstone 

0.923 

Non-command 

Older Alluvium 

9.450 

Non-command 

Bhander Sandstone 

2.029 

Non-command 

Older Alluvium 

6.594 

Non-command 

Bhander Sandstone 

5.041 

Non-command 

Older Alluvium 

0.141 

Non-command 

Bhander Sandstone 

0.000 

Non-command 

Older Alluvium 

0.977 

Non-command 

Older Alluvium 

1.689 

Non-command 

Bhander Sandstone 

4.155 

Non-command 

Bhander Sandstone 

9.949 

Non-command 

Bhander Sandstone 

16.022 

Non-command 

Older Alluvium 

12.792 

Non-command 

Bhander Sandstone 

1.632 

Non-command 

Bhander Sandstone 

1.144 

Non-command 

Bhander Sandstone 

0.839 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 





















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 



15001001 


Kumherpur 


Leeloti 


Madanpur 


Malpur 


Manema 


Meola 


Mothiyapur 


Nawalapura 


Nayawas 


Neemor Patti 


Neemripura 


Ponchhari 


Pura Auodarkhan 


Rajanipura 


Rampura 


Sadhpura 


Sakarghata 


Seeloti 


Singhan Meena 


Todoopura 


Vajheda 


1 ARW 


1 AWSM 


0809000401225300 


0809000301216800 


0809000401225000 


0809000401224300 


0809000301216200 


0809000401226200 


0809000301211300 


0809000401226800 


0809000401225700 


0809000301211400 


0809000401225800 


1.827 Fresh 


1.305 Fresh 


2.982 Fresh 


3.548 Fresh 


4.053 Fresh 


6.004 Fresh 


13.698 Fresh 


9.388 Fresh 


2.729 Fresh 


7.244 Fresh 


2.572 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0809000301211600 


0809000401225400 


0809000401224600 


0809000401224400 


0809000401226500 


0809000401225200 


0809000401224800 


0809000301216400 


6.754 Fresh 


1.215 Fresh 


1.716 Fresh 


5.816 Fresh 


4.760 Fresh 


2.577 Fresh 


4.585 Fresh 


3.643 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0809000301216100 


0809000301216700 


0802000300373300 


0802000300376000 


3.296 Fresh 


3.411 Fresh 


1.947 Saline 


2.531 Saline 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

2.772 

Non-command 

Bhander Sandstone 

5.511 

Non-command 

Older Alluvium 

1.902 

Non-command 

Bhander Sandstone 

2.973 

Non-command 

Older Alluvium 

0.207 

Non-command 

Bhander Sandstone 

1.827 

Non-command 

Bhander Sandstone 

1.305 

Non-command 

Bhander Sandstone 

0.988 

Non-command 

Bhander Sandstone 

0.084 

Non-command 

Bhander Sandstone 

0.017 

Non-command 

Bhander Sandstone 

4.729 

Non-command 

Bhander Sandstone 

10.716 

Non-command 

Older Alluvium 

1.489 

Non-command 

Bhander Sandstone 

2.148 

Non-command 

Bhander Sandstone 

2.729 

Non-command 

Bhander Sandstone 

7.244 

Non-command 

Bhander Sandstone 

2.456 

Non-command 

Older Alluvium 

0.116 

Non-command 

Bhander Sandstone 

3.261 

Non-command 

Older Alluvium 

3.190 

Non-command 

Bhander Sandstone 

6.429 

Non-command 

Bhander Sandstone 

0.226 

Non-command 

Bhander Sandstone 

1.701 

Non-command 

Bhander Sandstone 

0.110 

Non-command 

Bhander Sandstone 

2.260 

Non-command 

Older Alluvium 

2.100 

Non-command 

Bhander Sandstone 

2.577 

Non-command 

Bhander Sandstone 

2.355 

Non-command 

Bhander Sandstone 

0.811 

Non-command 

Older Alluvium 

2.696 

Non-command 

Bhander Sandstone 

5.862 

Non-command 

Older Alluvium 

1.402 

Non-command 

Bhander Sandstone 

0.126 

Non-command 

Bhander Sandstone 

1.486 

Non-command 

Older Alluvium 

1.506 


with 

Pumpset 


River Basin: Ghaggar 


Sub Basin: Ghaggar 



IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.947 

Bhakhra Canal 

Command 

Younger Alluvium 

2.530 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.001 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.949 

Non-command 

Non-command 

Younger Alluvium 

0.561 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.310 

Non-command 

Non-command 

Younger Alluvium 

0.305 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.950 

Bhakhra Canal 

Command 

Younger Alluvium 

0.332 

Non-command 

Non-command 

Younger Alluvium 

0.763 

Bhakhra Canal 

Command 

Younger Alluvium 

1.234 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.056 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.997 

Bhakhra Canal 

Command 

Younger Alluvium 

2.586 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.370 

Bhakhra Canal 

Command 

Younger Alluvium 

2.522 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 




90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

70,000 

50,000 

90 

70,000 

50,000 


Tube Wells with 
Wells Pumpset 




0.086 

0.086 

0.571 

0.582 

0.096 

0.096 

0.019 

0.019 

0.096 

0.192 

0.017 

0.211 

0.029 

0.041 

- 

- 

0.019 

0.019 

0.024 

0.024 

0.025 

0.684 

0.010 

0.010 

0.038 

0.038 

- 

- 

0.010 

0.010 

0.012 

0.012 

0.010 

0.382 

0.211 

0.379 

0.092 

0.222 

0.355 

0.847 

0.029 

0.029 

0.012 

0.012 

0.017 

0.060 

0.294 

0.661 

0.336 

0.732 





























































































































































































































































































































































































































































































































































































































































































































Village 


Zone 
(Fresh / 
Saline) 


Type of Area (Command / Non¬ 
command) 



1 DBL-B 


1 DPM 



1 KSP-A 


1 KSP-B 


1 KSP-C 


1 KSR-A 


1 KSR-B 


1 KWD 


1 KWM 


1 LAKH-RD 


1 LBM 


1 LGW 


1 MKS-A 


1 MKS-B 


1 MNWM 


1 MOD 


Census Code 

Area 


sq.km 

(3) 

(4) 

0802000300364000 

2.696 

0802000200324100 

2.847 



0801000900266200 

2.592 

0802000200324400 

2.273 

0802000200324300 

3.538 

0801000800251300 

2.978 


0802000300381100 


0802000200336200 




0802000200332500 

5.671 

0801000900258500 

1.666 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System Stage I 


Bhakhra Canal 


Bhakhra Canal 


Ghaggar River Bed 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Bhakhra Canal 


Gang Canal 


IGNP Canal System Stage I 


0802000200326000 

3.019 

Saline 

Bhakhra Canal 

0802000300355800 

3.888 

Fresh 

Bhakhra Canal 



0802000500416900 

9.591 

0801000900290100 

5.691 



3.427 Fresh 


0802000200330800 

1.940 

0802000200333100 

1.839 

0802000200333200 

2.126 

0801000900270100 

2.568 


0801000900271200 

2.151 

0802000300383800 

2.331 

0802000300384400 

1.694 

0802000400408000 

3.259 

0802000400412100 

2.070 

0802000300363400 

6.134 



1.550 Fresh 


Saline 


2.693 Fresh 


Saline 


1.186 Fresh 


2.777 Fresh 



0802000200322200 

3.046 

Fresh 

0802000200322100 

2.121 

Fresh 

0801000900257400 

3.116 

Saline 

0802000300359900 

2.933 

Fresh 



1 MST-SM 


0802000200337600 


1.242 Saline 


Ghaggar River Bed 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Non-command 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Ghaggar River Bed 


Ghaggar River Bed 


Bhakhra Canal 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System Stage I 


Bhakhra Canal 


Ghaggar River Bed 


Ghaggar River Bed 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System Stage I 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


IGNP Canal System Stage I 


Bhakhra Canal 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

2.696 

Command 

Younger Alluvium 

0.000 

Command 

Younger Alluvium 

2.847 

Command 

Younger Alluvium 

2.592 

Command 

Younger Alluvium 

2.273 

Command 

Younger Alluvium 

3.538 

Command 

Younger Alluvium 

0.449 

Command 

Younger Alluvium 

1.499 

Command 

Younger Alluvium 

0.790 

Command 

Younger Alluvium 

0.008 

Command 

Younger Alluvium 

0.923 

Command 

Younger Alluvium 

5.671 

Command 

Younger Alluvium 

0.588 

Command 

Younger Alluvium 

0.823 

Command 

Younger Alluvium 

3.019 

Command 

Younger Alluvium 

2.345 

Command 

Younger Alluvium 

0.372 

Command 

Younger Alluvium 

0.127 

Command 

Younger Alluvium 

5.589 

Command 

Younger Alluvium 

9.350 

Command 

Younger Alluvium 

3.857 

Non-command 

Younger Alluvium 

0.102 

Command 

Younger Alluvium 

2.710 

Command 

Younger Alluvium 

0.718 

Command 

Younger Alluvium 

1.940 

Command 

Younger Alluvium 

1.839 

Command 

Younger Alluvium 

2.126 

Command 

Younger Alluvium 

1.200 

Command 

Younger Alluvium 

1.369 

Command 

Younger Alluvium 

2.151 

Command 

Younger Alluvium 

2.331 

Command 

Younger Alluvium 

1.694 

Non-command 

Younger Alluvium 

3.259 

Command 

Younger Alluvium 

2.070 

Command 

Younger Alluvium 

0.386 

Command 

Younger Alluvium 

4.593 

Command 

Younger Alluvium 

0.636 

Command 

Younger Alluvium 

0.304 

Command 

Younger Alluvium 

0.611 

Command 

Younger Alluvium 

0.557 

Command 

Younger Alluvium 

1.097 

Command 

Younger Alluvium 

0.767 

Command 

Younger Alluvium 

1.186 

Command 

Younger Alluvium 

0.013 

Command 

Younger Alluvium 

2.764 

Command 

Younger Alluvium 

0.460 

Command 

Younger Alluvium 

0.566 

Command 

Younger Alluvium 

3.116 

Command 

Younger Alluvium 

0.005 

Command 

Younger Alluvium 

2.929 

Command 

Younger Alluvium 

0.865 

Command 

Younger Alluvium 

0.634 

Command 

Younger Alluvium 

0.211 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

130,000 

110,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

110,000 

90,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 






































































































































































































































































































































































































































































































































































































































































































































Village 


Zone 
(Fresh / 
Saline) 


Type of Area (Command / Non¬ 
command) 



1 STD 


1 STG (RURAL) 


IT 


1 TLW-A 


1 TLW-B 


Census Code 

Area 


sq.km 

(3) 

(4) 



0801000900258300 


0802000400405500 


0802000200331800 


0801000900256700 


0802000300381500 


0802000300356300 


0802000300359600 



0802000300377800 

1.995 

Fresh 

0802000300379100 

1.266 

Saline 

0802000200335500 

1.803 

Fresh 



0802000400408100 

2.432 

Saline 

0802000400404700 

3.297 

Fresh 



Saline 


1.580 Saline 


0802000400409300 

3.334 

Saline 

0802000300356200 

7.329 

Saline 

0802000400397600 

4.514 

Fresh 



Saline 


Fresh 


Saline 


1.760 Fresh 



Saline 


2.152 Saline 


2.703 Fresh 




Saline 

0801000900255200 

4.873 

Saline 

0802000300382800 

2.468 

Fresh 

0802000400402600 

2.091 

Saline 

0802000100318300 

6.098 

Saline 

0801000940111000 

1.587 

Saline 

0802000400399600 

3.042 

Fresh 

0802000400399500 

2.103 

Fresh 

0802000300362600 

1.565 

Saline 

0801000900265500 

2.902 

Saline 

0801000900290500 

7.185 

Saline 

0802000200329600 

4.812 

Fresh 


4.648 

Saline 

1.399 

Saline 

2.265 

Saline 

1.661 

Fresh 



0802000400409000 

1.708 

Saline 

0802000200332200 

3.680 

Fresh 

0802000200332300 

2.994 

Fresh 


( 6 ) 


Ghaggar River Bed 


IGNP Canal System 


Ghaggar River Bed 


IGNP Canal System 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Ghaggar River Bed 


Non-command 


Ghaggar River Bed 


IGNP Canal System 


IGNP Canal System 


Gang Canal 


IGNP Canal System 


IGNP Canal System 


Bhakhra Canal 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


IGNP Canal System 


IGNP Canal System 


Ghaggar River Bed 


IGNP Canal System 


Gang Canal 


IGNP Canal System 


Ghaggar River Bed 


IGNP Canal System 


IGNP Canal System 


Bhakhra Canal 


IGNP Canal System 


Bhakhra Canal 


Ghaggar River Bed 


Ghaggar River Bed 


Gang Canal 


Ghaggar River Bed 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Ghaggar River Bed 


Ghaggar River Bed 


Bhakhra Canal 


IGNP Canal System 


Non-command 


Bhakhra Canal 


Ghaggar River Bed 


IGNP Canal System 


IGNP Canal System 


Bhakhra Canal 


Bhakhra Canal 


Ghaggar River Bed 


IGNP Canal System 


Bhakhra Canal 


Bhakhra Canal 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

0.015 

Command 

Younger Alluvium 

1.016 

Command 

Younger Alluvium 

1.995 

Command 

Younger Alluvium 

1.266 

Command 

Younger Alluvium 

0.093 

Command 

Younger Alluvium 

0.160 

Command 

Younger Alluvium 

1.453 

Command 

Younger Alluvium 

0.051 

Non-command 

Younger Alluvium 

2.432 

Command 

Younger Alluvium 

0.155 

Command 

Younger Alluvium 

1.974 

Command 

Younger Alluvium 

1.168 

Command 

Younger Alluvium 

0.937 

Command 

Younger Alluvium 

0.620 

Command 

Younger Alluvium 

3.334 

Command 

Younger Alluvium 

6.177 

Command 

Younger Alluvium 

0.312 

Command 

Younger Alluvium 

1.068 

Command 

Younger Alluvium 

3.134 

Command 

Younger Alluvium 

1.351 

Command 

Younger Alluvium 

1.346 

Command 

Younger Alluvium 

0.111 

Command 

Younger Alluvium 

1.649 

Command 

Younger Alluvium 

0.495 

Command 

Younger Alluvium 

5.622 

Command 

Younger Alluvium 

0.546 

Command 

Younger Alluvium 

0.329 

Command 

Younger Alluvium 

2.456 

Command 

Younger Alluvium 

1.801 

Command 

Younger Alluvium 

0.351 

Command 

Younger Alluvium 

0.790 

Command 

Younger Alluvium 

1.503 

Command 

Younger Alluvium 

0.410 

Command 

Younger Alluvium 

0.772 

Command 

Younger Alluvium 

2.468 

Command 

Younger Alluvium 

2.091 

Command 

Younger Alluvium 

3.278 

Command 

Younger Alluvium 

1.587 

Command 

Younger Alluvium 

3.042 

Command 

Younger Alluvium 

2.103 

Command 

Younger Alluvium 

1.565 

Command 

Younger Alluvium 

2.891 

Non-command 

Younger Alluvium 

7.185 

Command 

Younger Alluvium 

4.810 

Command 

Younger Alluvium 

0.002 

Command 

Younger Alluvium 

0.156 

Command 

Younger Alluvium 

1.399 

Command 

Younger Alluvium 

2.265 

Command 

Younger Alluvium 

0.269 

Command 

Younger Alluvium 

1.392 

Command 

Younger Alluvium 

1.708 

Command 

Younger Alluvium 

3.680 

Command 

Younger Alluvium 

2.994 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

110,000 

90,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



1 TTD 


1 ZWD 


10 CDR-A 


10 CDR-B 


10 DBL 


10 FDM 


10 FTP 


10GGR 


10 HMH 


10 KSP 


10 LGW 


10 LKS 


10 LLW 


10 MD-C 


10 MKS-A 


10 MKS-B 


10 MWM 


10 MZW 


10 NDR 


10 NGC 


10 PBN-A 


10 PBN-B 


10 RP-A 


10 RP-B 


10 SGR 


0801000900291900 


0802000300381400 


0802000200327600 


0802000200331000 


0802000300358600 


0802000300384500 


0802000300382500 


0802000200328000 


0802000300381900 


0801000900263700 


Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 



0802000200327800 

1.817 

Fresh 

0802000200339500 

1.739 

Saline 

0801000900266800 

1.529 

Saline 

0802000200325200 

4.126 

Fresh 



Saline 


2.888 Saline 


Fresh 



0802000300370900 

4.286 

0802000400398500 

3.284 

0802000400396400 

17.807 

0802000300351800 

2.713 



1.874 Saline 


0802000300376600 

0.942 

0802000200323500 

3.644 


0802000200323600 

1.878 

0802000300373800 

1.882 



Saline 


7.400 Saline 


1.899 Fresh 


3.440 Fresh 



0802000400398100 

3.459 

Fresh 

0802000400398200 

3.390 

Fresh 

0802000300382000 

1.162 

Fresh 



Saline 


1.442 Saline 


1.570 Fresh 



10 SHPD-A 


0801000900268100 


1.724 Fresh 


( 6 ) 


IGNP Canal System 


IGNP Canal System 


Bhakhra Canal 


Ghaggar River Bed 


Ghaggar River Bed 


IGNP Canal System 


IGNP Canal System 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System 


Bhakhra Canal 


IGNP Canal System 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Ghaggar River Bed 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


Ghaggar River Bed 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Ghaggar River Bed 


Gang Canal 


IGNP Canal System 


Bhakhra Canal 


IGNP Canal System 


Non-command 


Ghaggar River Bed 


Ghaggar River Bed 


Ghaggar River Bed 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


Bhakhra Canal 


Ghaggar River Bed 


IGNP Canal System 


Bhakhra Canal 


IGNP Canal System 


Ghaggar River Bed 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

0.413 

Command 

Younger Alluvium 

6.611 

Command 

Younger Alluvium 

0.103 

Command 

Younger Alluvium 

4.162 

Command 

Younger Alluvium 

1.817 

Command 

Younger Alluvium 

0.456 

Command 

Younger Alluvium 

1.529 

Command 

Younger Alluvium 

0.502 

Command 

Younger Alluvium 

0.648 

Command 

Younger Alluvium 

2.975 

Command 

Younger Alluvium 

2.888 

Command 

Younger Alluvium 

0.217 

Command 

Younger Alluvium 

0.100 

Command 

Younger Alluvium 

1.808 

Command 

Younger Alluvium 

4.286 

Command 

Younger Alluvium 

3.284 

Command 

Younger Alluvium 

2.525 

Command 

Younger Alluvium 

2.469 

Command 

Younger Alluvium 

0.243 

Command 

Younger Alluvium 

1.249 

Command 

Younger Alluvium 

0.027 

Command 

Younger Alluvium 

1.620 

Command 

Younger Alluvium 

0.254 

Command 

Younger Alluvium 

0.942 

Command 

Younger Alluvium 

0.198 

Command 

Younger Alluvium 

0.535 

Command 

Younger Alluvium 

0.053 

Command 

Younger Alluvium 

1.152 

Command 

Younger Alluvium 

0.410 

Command 

Younger Alluvium 

0.320 

Command 

Younger Alluvium 

5.003 

Command 

Younger Alluvium 

1.899 

Command 

Younger Alluvium 

0.278 

Command 

Younger Alluvium 

2.421 

Command 

Younger Alluvium 

0.738 

Command 

Younger Alluvium 

0.004 

Command 

Younger Alluvium 

1.586 

Command 

Younger Alluvium 

0.067 

Command 

Younger Alluvium 

0.110 

Command 

Younger Alluvium 

3.824 

Non-command 

Younger Alluvium 

0.901 

Command 

Younger Alluvium 

3.459 

Command 

Younger Alluvium 

3.390 

Command 

Younger Alluvium 

0.359 

Command 

Younger Alluvium 

0.427 

Command 

Younger Alluvium 

0.376 

Command 

Younger Alluvium 

1.442 

Command 

Younger Alluvium 

0.011 

Command 

Younger Alluvium 

0.266 

Command 

Younger Alluvium 

0.667 

Command 

Younger Alluvium 

0.505 

Command 

Younger Alluvium 

0.121 

Command 

Younger Alluvium 

0.779 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

150,000 

130,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

200,000 

150,000 

90 

200,000 

150,000 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

200,000 

150,000 



Tube Wells with 
Wells Pumpset 


























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Type of Area (Command / Non¬ 
command) 

Name 


Census Code 

Area 






sq.km 



(2) 

(3) 

(4) 

(5) 

(6) 



10SLW 


10 SSW-A 


10 SSW-B 


10 STB 


10 STG 


10 ZWD 


11CDR 


11 DBL 


11 FTP 


11GGR 


11 HMH 


11 KSP 


11 LGW 


11 LLW 


11 MD 


11 MKS 


11 MOD 


11 MWM 


11 NDR 


11 NRD 


11 PBN 


11 RP 


11SGR 


11SHPD 


11 SPD-A 


11SPD-B 


11SSW 


0801000900267700 


0801000900267800 


Saline 


1.615 Saline 


1.836 Saline 



0802000200335600 

3.073 

0802000300369800 

3.405 

0802000300369900 

2.719 

0802000400408300 

5.826 


0802000300363000 

1.752 

0802000400415200 

1.982 

0802000200327900 

3.188 


0802000200341500 

1.273 

0802000200326900 

1.808 

0802000200330900 

1.933 

0802000300358700 

3.850 



0802000300371000 

3.217 

0802000400398600 

3.175 

0802000300352200 

2.707 


0802000300376500 

3.615 

0802000200323700 

2.437 

0802000400393700 

10.329 

0802000400416400 

5.973 

0802000300382600 

1.476 

0801000900254900 

3.550 

0802000400400000 

2.425 

0802000300381800 

0.875 



Saline 


1.785 Saline 


0801000900264500 

0.571 

Saline 

0801000900268400 

1.789 

Fresh 



0801000900290900 

1.221 

Saline 

0801000900290800 

0.784 

Saline 

0802000300369600 

3.073 

Saline 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Ghaggar River Bed 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Ghaggar River Bed 


Ghaggar River Bed 


Ghaggar River Bed 


Ghaggar River Bed 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System Stage I 


Non-command 


Bhakhra Canal 


IGNP Canal System Stage I 


Ghaggar River Bed 


Ghaggar River Bed 


IGNP Canal System Stage I 


Ghaggar River Bed 


Bhakhra Canal 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Ghaggar River Bed 


IGNP Canal System Stage I 


Ghaggar River Bed 


Gang Canal 


Ghaggar River Bed 


Ghaggar River Bed 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Bhakhra Canal 


Ghaggar River Bed 


IGNP Canal System Stage I 


Gang Canal 


Ghaggar River Bed 


IGNP Canal System Stage I 


Ghaggar River Bed 


IGNP Canal System Stage I 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Ghaggar River Bed 


Non-command 


Non-command 


Bhakhra Canal 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

0.802 

Command 

Younger Alluvium 

0.143 

Command 

Younger Alluvium 

1.615 

Command 

Younger Alluvium 

0.303 

Command 

Younger Alluvium 

1.533 

Command 

Younger Alluvium 

0.245 

Command 

Younger Alluvium 

2.463 

Command 

Younger Alluvium 

0.180 

Command 

Younger Alluvium 

2.032 

Command 

Younger Alluvium 

3.073 

Command 

Younger Alluvium 

3.405 

Command 

Younger Alluvium 

2.719 

Command 

Younger Alluvium 

2.609 

Non-command 

Younger Alluvium 

3.217 

Command 

Younger Alluvium 

1.752 

Command 

Younger Alluvium 

1.982 

Command 

Younger Alluvium 

3.180 

Command 

Younger Alluvium 

0.008 

Command 

Younger Alluvium 

0.095 

Command 

Younger Alluvium 

1.808 

Command 

Younger Alluvium 

1.933 

Command 

Younger Alluvium 

0.707 

Command 

Younger Alluvium 

0.096 

Command 

Younger Alluvium 

3.047 

Command 

Younger Alluvium 

3.217 

Command 

Younger Alluvium 

3.175 

Command 

Younger Alluvium 

2.048 

Command 

Younger Alluvium 

0.186 

Command 

Younger Alluvium 

3.615 

Command 

Younger Alluvium 

2.437 

Command 

Younger Alluvium 

3.120 

Command 

Younger Alluvium 

5.973 

Command 

Younger Alluvium 

1.476 

Command 

Younger Alluvium 

0.001 

Command 

Younger Alluvium 

2.425 

Command 

Younger Alluvium 

0.191 

Command 

Younger Alluvium 

0.393 

Command 

Younger Alluvium 

0.291 

Command 

Younger Alluvium 

1.450 

Command 

Younger Alluvium 

0.334 

Command 

Younger Alluvium 

0.571 

Command 

Younger Alluvium 

0.245 

Command 

Younger Alluvium 

0.480 

Command 

Younger Alluvium 

0.024 

Command 

Younger Alluvium 

0.689 

Command 

Younger Alluvium 

0.352 

Command 

Younger Alluvium 

0.087 

Command 

Younger Alluvium 

1.729 

Command 

Younger Alluvium 

3.194 

Command 

Younger Alluvium 

0.047 

Non-command 

Younger Alluvium 

1.221 

Non-command 

Younger Alluvium 

0.784 

Command 

Younger Alluvium 

3.073 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

110,000 

90,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

100,000 

80,000 

90 

110,000 

90,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

200,000 

150,000 

90 

200,000 

150,000 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 
























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



12GGR 


12 HMH 


12 KSP-A 


12 KSP-B 


12 LGW 


12 MD 


12 MOD 


12 MWM 


12 NDR-A 


12 NDR-B 


12 PBN 


12 RP 


12SGR 


12SHPD 


12SLW 


12 STB-A 


12 STB-A (RCP) 


12STG 


12ZWD 


0802000300376400 

1.204 

0802000400393800 

7.757 


0802000400416300 


0802000300377900 


0802000300378000 


0802000400398300 


0802000300381200 


0802000400407600 


0802000400401900 


Saline 


2.188 Saline 


3.836 Fresh 


1.635 Fresh 


Saline 


Fresh 


1.609 Fresh 


Saline 


1.207 Saline 


Stage I 




Saline 

0802000200330700 

2.249 

Saline 

0802000300370200 

6.998 

Saline 

0802000300371400 

1.835 

Saline 

0802000300371500 

3.643 

Saline 

0802000400396800 

2.973 

Fresh 





0801000900264600 

0.956 

Saline 

0801000900267600 

1.068 

Saline 

0802000200334200 

2.402 

Fresh 




0802000400407900 

2.949 

Saline 

0802000300365900 

2.381 

Saline 

0802000400414300 

1.034 

Saline 



6.312 Fresh 


Saline 


Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


( 6 ) 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


IGNP Canal System 


Bhakhra Canal 


Ghaggar River Bed 


Ghaggar River Bed 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


IGNP Canal System 


Ghaggar River Bed 


Ghaggar River Bed 


IGNP Canal System 


IGNP Canal System 


Ghaggar River Bed 


Ghaggar River Bed 


IGNP Canal System 


IGNP Canal System 


Ghaggar River Bed 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


IGNP Canal System 


Non-command 


Ghaggar River Bed 


IGNP Canal System 


IGNP Canal System 


Non-command 


Ghaggar River Bed 


IGNP Canal System 


Non-command 


Bhakhra Canal 


IGNP Canal System 


Non-command 


Bhakhra Canal 


Bhakhra Canal 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

1.929 

Command 

Younger Alluvium 

0.005 

Command 

Younger Alluvium 

0.114 

Command 

Younger Alluvium 

1.132 

Command 

Younger Alluvium 

0.008 

Command 

Younger Alluvium 

2.604 

Command 

Younger Alluvium 

1.089 

Command 

Younger Alluvium 

0.275 

Command 

Younger Alluvium 

0.214 

Command 

Younger Alluvium 

2.687 

Command 

Younger Alluvium 

0.411 

Command 

Younger Alluvium 

2.915 

Command 

Younger Alluvium 

0.172 

Command 

Younger Alluvium 

2.249 

Command 

Younger Alluvium 

6.998 

Command 

Younger Alluvium 

1.835 

Command 

Younger Alluvium 

3.643 

Command 

Younger Alluvium 

0.298 

Command 

Younger Alluvium 

0.739 

Command 

Younger Alluvium 

0.080 

Command 

Younger Alluvium 

0.045 

Command 

Younger Alluvium 

1.370 

Command 

Younger Alluvium 

1.204 

Command 

Younger Alluvium 

0.374 

Command 

Younger Alluvium 

1.766 

Command 

Younger Alluvium 

0.441 

Command 

Younger Alluvium 

2.188 

Command 

Younger Alluvium 

3.836 

Command 

Younger Alluvium 

1.189 

Command 

Younger Alluvium 

0.351 

Command 

Younger Alluvium 

0.095 

Command 

Younger Alluvium 

4.262 

Command 

Younger Alluvium 

1.579 

Command 

Younger Alluvium 

0.030 

Command 

Younger Alluvium 

0.956 

Command 

Younger Alluvium 

1.068 

Command 

Younger Alluvium 

0.424 

Command 

Younger Alluvium 

0.818 

Command 

Younger Alluvium 

1.160 

Command 

Younger Alluvium 

0.819 

Non-command 

Younger Alluvium 

0.368 

Command 

Younger Alluvium 

0.264 

Command 

Younger Alluvium 

0.546 

Command 

Younger Alluvium 

0.438 

Non-command 

Younger Alluvium 

1.207 

Command 

Younger Alluvium 

3.013 

Command 

Younger Alluvium 

0.024 

Non-command 

Younger Alluvium 

2.949 

Command 

Younger Alluvium 

2.381 

Command 

Younger Alluvium 

0.346 

Non-command 

Younger Alluvium 

0.688 

Command 

Younger Alluvium 

1.427 

Command 

Younger Alluvium 

4.024 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

200,000 

150,000 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.065 




0.016 

0.016 

0.032 

0.032 










































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command /1 
command) 



13 FTP 


13GGR 


13 HMH (RURAL) 


13 KSP-A 


13 KSP-B 


13 LGW 


13 LKS 


13 LLW 


13 NGC 


13 PBN 


13 RP 


13 SGR 


13SHPD 


13 SPD-A 


13SPD-B 


13 SSW 


13 STB 


3.504 Fresh 


Saline 



0802000200326800 

0.972 

0802000200330100 

6.016 

0802000300358800 

2.478 

0802000300371200 

1.835 

0802000300371300 

2.039 

0802000400398700 

3.159 

0801000900261600 

1.130 

0802000300352800 

3.052 




13 MKS 

0802000100318900 

4.527 

Saline 

13 MWM 

0802000400416200 

0.961 

Saline 

13 NDR 

0802000300382100 

2.454 

Fresh 



0802000200329200 

1.697 

0802000400399900 

3.654 

0802000300381700 

1.863 


0801000900264700 

1.734 

0801000900267200 

1.930 




Saline 


3.079 Fresh 




Saline 

0802000400414400 

1.471 

Saline 

0802000400414100 

1.345 

Saline 

0802000300369500 

2.412 

Saline 

0801000900263900 

0.912 

Fresh 

0802000400407700 

5.063 

Saline 



13 STG 

0802000300365800 

2.356 

Saline 

13 ZWD 

0802000400414200 

1.853 

Saline 



14DBL 

0802000200341800 

3.621 

Saline 

14 FTP 

0802000200325500 

3.829 

Fresh 



14GGR 


0802000200330600 


Saline 


3.983 Saline 


( 6 ) 


IGNP Canal System : 


Ghaggar River Bed 


Bhakhra Canal 


Ghaggar River Bed 


Ghaggar River Bed 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System : 


Bhakhra Canal 


IGNP Canal System : 


Ghaggar River Bed 


IGNP Canal System : 


IGNP Canal System : 


Bhakhra Canal 


Ghaggar River Bed 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


Gang Canal 


Ghaggar River Bed 


IGNP Canal System : 


IGNP Canal System : 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Non-command 


Non-command 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


IGNP Canal System : 


Non-command 


Ghaggar River Bed 


IGNP Canal System : 


Ghaggar River Bed 


IGNP Canal System : 


Bhakhra Canal 


IGNP Canal System : 


Non-command 


Bhakhra Canal 


Ghaggar River Bed 


IGNP Canal System : 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Bhakhra Canal 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

0.861 

Command 

Younger Alluvium 

0.143 

Command 

Younger Alluvium 

1.741 

Command 

Younger Alluvium 

1.620 

Command 

Younger Alluvium 

0.972 

Command 

Younger Alluvium 

6.016 

Command 

Younger Alluvium 

2.478 

Command 

Younger Alluvium 

1.835 

Command 

Younger Alluvium 

2.039 

Command 

Younger Alluvium 

3.028 

Command 

Younger Alluvium 

0.100 

Command 

Younger Alluvium 

1.934 

Command 

Younger Alluvium 

0.529 

Command 

Younger Alluvium 

3.736 

Command 

Younger Alluvium 

0.071 

Command 

Younger Alluvium 

4.150 

Command 

Younger Alluvium 

0.961 

Command 

Younger Alluvium 

1.586 

Command 

Younger Alluvium 

0.298 

Command 

Younger Alluvium 

0.571 

Command 

Younger Alluvium 

1.697 

Command 

Younger Alluvium 

3.654 

Command 

Younger Alluvium 

0.026 

Command 

Younger Alluvium 

1.837 

Command 

Younger Alluvium 

1.734 

Command 

Younger Alluvium 

0.084 

Command 

Younger Alluvium 

0.023 

Command 

Younger Alluvium 

0.027 

Command 

Younger Alluvium 

1.796 

Command 

Younger Alluvium 

0.687 

Command 

Younger Alluvium 

2.137 

Command 

Younger Alluvium 

0.255 

Non-command 

Younger Alluvium 

1.471 

Non-command 

Younger Alluvium 

1.345 

Command 

Younger Alluvium 

2.412 

Command 

Younger Alluvium 

0.912 

Command 

Younger Alluvium 

0.737 

Command 

Younger Alluvium 

0.759 

Non-command 

Younger Alluvium 

3.568 

Command 

Younger Alluvium 

0.811 

Command 

Younger Alluvium 

0.020 

Command 

Younger Alluvium 

0.020 

Command 

Younger Alluvium 

0.288 

Command 

Younger Alluvium 

2.356 

Command 

Younger Alluvium 

0.305 

Non-command 

Younger Alluvium 

1.548 

Command 

Younger Alluvium 

1.232 

Command 

Younger Alluvium 

1.977 

Command 

Younger Alluvium 

0.275 

Command 

Younger Alluvium 

0.175 

Command 

Younger Alluvium 

3.239 

Command 

Younger Alluvium 

0.415 

Command 

Younger Alluvium 

3.983 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

200,000 

150,000 

90 

200,000 

150,000 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

200,000 

150,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

200,000 

150,000 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.006 
























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



14HMH (RURAL) 


14 KSP 


14 LGW-A 


14 LKS 


14 LLW 


14 MD 


14 MOD 


14 NDR-CAD 


14 NDR-CAD (RAHIT) 


14 NGC 


14PBN 


14 SD 


14 SGR 


14SHPD 


14SLW 


14SPD 


14 SSW 


14 STB 


14 STB-A 


14 STB-B 


14 STG 


14 ZWD 


143 RD 


15 CDR 


15GGR 


15 HMH (RURAL) 


15 KSP 


15 LGW-A 


15 LGW-B 


0802000300370100 


0802000300371600 


0802000400396700 



0801000900267300 


0801000900290700 


0802000300370000 


0801000900264000 


0802000300364300 


0802000400414000 


Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 



0801000900261900 

1.826 

0802000300352400 

6.090 


0802000300376100 

1.993 

0802000400394100 

2.938 



0802000300378700 

1.260 

0802000300378800 

2.265 

0802000200328100 

1.963 





Saline 

0802000400399800 

5.787 

Fresh 

0801000800253100 

10.356 

Saline 

0801000900262700 

2.340 

Saline 

0801000900267100 

1.144 

Saline 

0802000200334100 

2.125 

Fresh 




Saline 

1.237 

Saline 

1.272 

Saline 

8.139 

Saline 

0.547 

Fresh 



Saline 


2.929 Saline 


0801000900264200 

0.530 

Saline 

0801000900264300 

0.639 

Saline 


3.311 Saline 


2.081 Saline 


0801000900292000 

1.850 

Saline 

0802000200329300 

2.394 

Saline 

0802000200330200 

2.821 

Saline 

0802000300358900 

3.357 

Saline 

0802000300371700 

4.277 

Saline 

0802000400398800 

1.543 

Fresh 

0802000400399000 

2.304 

Fresh 



15 LLW-A 


0802000300352500 


2.121 Fresh 


( 6 ) 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


IGNP Canal System 


IGNP Canal System 


Ghaggar River Bed 


Ghaggar River Bed 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Ghaggar River Bed 


Gang Canal 


IGNP Canal System 


IGNP Canal System 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Ghaggar River Bed 


Non-command 


Bhakhra Canal 


Ghaggar River Bed 


IGNP Canal System 


IGNP Canal System 


Bhakhra Canal 


IGNP Canal System 


Non-command 


IGNP Canal System 


Ghaggar River Bed 


IGNP Canal System 


Bhakhra Canal 


IGNP Canal System 


Non-command 


IGNP Canal System 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Stage I 


Stage I 


Stage I 


Stage I 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

3.370 

Command 

Younger Alluvium 

4.072 

Command 

Younger Alluvium 

0.033 

Command 

Younger Alluvium 

0.289 

Command 

Younger Alluvium 

0.049 

Command 

Younger Alluvium 

2.587 

Command 

Younger Alluvium 

0.217 

Command 

Younger Alluvium 

3.131 

Command 

Younger Alluvium 

2.905 

Command 

Younger Alluvium 

1.993 

Command 

Younger Alluvium 

0.398 

Command 

Younger Alluvium 

1.068 

Command 

Younger Alluvium 

0.263 

Command 

Younger Alluvium 

0.002 

Command 

Younger Alluvium 

2.589 

Command 

Younger Alluvium 

1.260 

Command 

Younger Alluvium 

2.265 

Command 

Younger Alluvium 

0.401 

Command 

Younger Alluvium 

0.862 

Command 

Younger Alluvium 

0.700 

Command 

Younger Alluvium 

5.787 

Command 

Younger Alluvium 

2.785 

Command 

Younger Alluvium 

2.340 

Command 

Younger Alluvium 

1.144 

Command 

Younger Alluvium 

0.177 

Command 

Younger Alluvium 

0.020 

Command 

Younger Alluvium 

1.928 

Command 

Younger Alluvium 

1.237 

Non-command 

Younger Alluvium 

1.272 

Command 

Younger Alluvium 

8.139 

Command 

Younger Alluvium 

0.004 

Command 

Younger Alluvium 

0.013 

Command 

Younger Alluvium 

0.530 

Command 

Younger Alluvium 

2.100 

Command 

Younger Alluvium 

0.000 

Non-command 

Younger Alluvium 

0.829 

Command 

Younger Alluvium 

0.530 

Command 

Younger Alluvium 

0.001 

Command 

Younger Alluvium 

0.637 

Command 

Younger Alluvium 

3.311 

Command 

Younger Alluvium 

0.815 

Non-command 

Younger Alluvium 

1.266 

Command 

Younger Alluvium 

0.371 

Command 

Younger Alluvium 

2.394 

Command 

Younger Alluvium 

2.821 

Command 

Younger Alluvium 

3.357 

Command 

Younger Alluvium 

4.277 

Command 

Younger Alluvium 

1.516 

Command 

Younger Alluvium 

0.286 

Command 

Younger Alluvium 

2.018 

Command 

Younger Alluvium 

0.214 

Command 

Younger Alluvium 

1.322 

Command 

Younger Alluvium 

0.626 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

200,000 

150,000 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

150,000 

130,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 

































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



15 MKS 


15 MOD-A 


15 NDR-A 


15 NGC 


15 PBN 


15 RP 


15 SGR 


15SLW 


15SPD 


15 SSW-A 


15 SSW-B 


15 STB-A 


15 STG-A 


15 STG-B 


15 ZWD 


156 RDR 


16GGR 


16 HMH (RURAL) 


16 KSP 


16 LGW 


0802000200329100 


0802000400401200 


0802000300381300 


0801000900262800 


0802000400412700 


0802000300369300 


0802000300369400 


0801000900264900 


0802000200330500 


0802000300359000 


0802000300371800 


0802000400399100 


Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


Saline 


3.194 Fresh 


Saline 


1.967 Saline 


0802000100319100 

6.427 

Saline 

0802000400393400 

4.198 

Fresh 

0802000300378600 

0.908 

Fresh 



Saline 


1.052 Fresh 


Saline 


1.156 Saline 


3.736 Fresh 


4.220 Saline 


1.760 Saline 



0802000200334000 

2.057 

Saline 

0801000900266900 

3.157 

Fresh 



1.192 Saline 


2.977 Saline 


2.543 Saline 


1.031 Fresh 


Saline 



1.578 Fresh 


Saline 


0802000300365400 

2.059 

Saline 

0802000300365300 

1.637 

Saline 

0802000400413900 

1.781 

Saline 

0801000900290000 

2.739 

Saline 



Saline 


2.544 Saline 


3.039 Saline 


2.835 Saline 


7.903 Fresh 



( 6 ) 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System 


Bhakhra Canal 


Bhakhra Canal 


Ghaggar River Bed 


IGNP Canal System 


IGNP Canal System 


Ghaggar River Bed 


IGNP Canal System 


IGNP Canal System 


Bhakhra Canal 


Ghaggar River Bed 


IGNP Canal System 


Bhakhra Canal 


IGNP Canal System 


Gang Canal 


Ghaggar River Bed 


IGNP Canal System 


Gang Canal 


Ghaggar River Bed 


IGNP Canal System 


Bhakhra Canal 


Gang Canal 


Ghaggar River Bed 


Gang Canal 


Ghaggar River Bed 


IGNP Canal System 


Non-command 


Bhakhra Canal 


Bhakhra Canal 


Ghaggar River Bed 


Ghaggar River Bed 


IGNP Canal System 


Ghaggar River Bed 


Ghaggar River Bed 


IGNP Canal System 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System 


IGNP Canal System 


Non-command 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Ghaggar River Bed 


IGNP Canal System 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

0.875 

Command 

Younger Alluvium 

0.017 

Command 

Younger Alluvium 

0.804 

Command 

Younger Alluvium 

0.080 

Command 

Younger Alluvium 

1.887 

Command 

Younger Alluvium 

4.551 

Command 

Younger Alluvium 

0.006 

Command 

Younger Alluvium 

0.429 

Command 

Younger Alluvium 

0.367 

Command 

Younger Alluvium 

0.112 

Command 

Younger Alluvium 

0.014 

Command 

Younger Alluvium 

0.141 

Command 

Younger Alluvium 

0.897 

Command 

Younger Alluvium 

1.156 

Command 

Younger Alluvium 

3.736 

Command 

Younger Alluvium 

4.220 

Command 

Younger Alluvium 

0.065 

Command 

Younger Alluvium 

1.695 

Command 

Younger Alluvium 

0.274 

Command 

Younger Alluvium 

0.452 

Command 

Younger Alluvium 

0.002 

Command 

Younger Alluvium 

0.010 

Command 

Younger Alluvium 

0.237 

Command 

Younger Alluvium 

0.327 

Command 

Younger Alluvium 

2.057 

Command 

Younger Alluvium 

0.364 

Command 

Younger Alluvium 

1.090 

Command 

Younger Alluvium 

0.059 

Command 

Younger Alluvium 

0.982 

Command 

Younger Alluvium 

0.661 

Non-command 

Younger Alluvium 

1.192 

Command 

Younger Alluvium 

2.977 

Command 

Younger Alluvium 

2.543 

Command 

Younger Alluvium 

0.585 

Command 

Younger Alluvium 

0.136 

Command 

Younger Alluvium 

0.309 

Command 

Younger Alluvium 

0.353 

Command 

Younger Alluvium 

0.080 

Command 

Younger Alluvium 

1.145 

Command 

Younger Alluvium 

2.059 

Command 

Younger Alluvium 

1.637 

Command 

Younger Alluvium 

1.781 

Command 

Younger Alluvium 

0.602 

Non-command 

Younger Alluvium 

1.979 

Command 

Younger Alluvium 

0.591 

Command 

Younger Alluvium 

1.476 

Command 

Younger Alluvium 

2.455 

Command 

Younger Alluvium 

2.544 

Command 

Younger Alluvium 

3.039 

Command 

Younger Alluvium 

2.835 

Command 

Younger Alluvium 

1.019 

Command 

Younger Alluvium 

3.309 

Command 

Younger Alluvium 

0.484 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

70,000 

50,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

200,000 

150,000 

90 

200,000 

150,000 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

200,000 

150,000 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

220,000 

180,000 

90 

220,000 

180,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

110,000 

90,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 

























































































































































































































































































































































































































































































































































































































































































Micro-watershed 



16STG 


16ZWD 


168 RDR 


17GGR 


17 HMH (RURAL) 


17 KSP 


17 LGW 


17 LLW 


17 MKS 


17 NDR 


17 SSW 


17 STB-A 


17 STG 


17 ZWD 


18GGR 


18 HMH (RURAL) 


0802000300364500 

3.103 

0802000400413400 

1.501 

0801000900289700 

3.251 

0802000200330300 

3.234 

0802000300359100 

4.442 

0802000300371900 

2.205 

0802000400396500 

7.916 

0802000300352900 

4.471 


0802000100319000 

7.149 

0802000300379000 

1.511 



0802000300369200 


0801000900269900 


Saline 


6.028 Fresh 


2.764 Saline 


1.779 Saline 


1.094 Fresh 


Saline 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 



0802000300364400 

4.052 

Saline 

0802000400413200 

1.601 

Saline 

0802000200330400 

4.538 

Saline 

0802000300359200 

3.000 

Saline 


Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


( 6 ) 


Bhakhra Canal 


IGNP Canal System 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System 


Bhakhra Canal 


Ghaggar River Bed 


IGNP Canal System 


IGNP Canal System 


Bhakhra Canal 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System 


Non-command 


IGNP Canal System 


Non-command 


Bhakhra Canal 


Ghaggar River Bed 


Ghaggar River Bed 


IGNP Canal System 


Bhakhra Canal 


IGNP Canal System 


Non-command 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System 


IGNP Canal System 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Bhakhra Canal 


Ghaggar River Bed 


IGNP Canal System 


IGNP Canal System 


Non-command 


Bhakhra Canal 


Ghaggar River Bed 


Ghaggar River Bed 


IGNP Canal System 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


IGNP Canal System 


Bhakhra Canal 


Bhakhra Canal 


Stage I 


Stage I 


Stage I 


Stage I 



Stage I 


Stage I 


Stage I 


Stage I 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

1.485 

Command 

Younger Alluvium 

1.605 

Command 

Younger Alluvium 

1.048 

Command 

Younger Alluvium 

1.186 

Command 

Younger Alluvium 

2.125 

Command 

Younger Alluvium 

0.671 

Command 

Younger Alluvium 

0.078 

Command 

Younger Alluvium 

2.757 

Command 

Younger Alluvium 

0.502 

Command 

Younger Alluvium 

0.197 

Command 

Younger Alluvium 

0.011 

Command 

Younger Alluvium 

1.451 

Command 

Younger Alluvium 

5.148 

Command 

Younger Alluvium 

0.069 

Command 

Younger Alluvium 

4.069 

Command 

Younger Alluvium 

0.346 

Non-command 

Younger Alluvium 

0.393 

Command 

Younger Alluvium 

0.512 

Non-command 

Younger Alluvium 

0.529 

Command 

Younger Alluvium 

4.263 

Command 

Younger Alluvium 

0.717 

Command 

Younger Alluvium 

0.173 

Command 

Younger Alluvium 

0.827 

Command 

Younger Alluvium 

3.103 

Command 

Younger Alluvium 

1.501 

Non-command 

Younger Alluvium 

3.251 

Command 

Younger Alluvium 

3.234 

Command 

Younger Alluvium 

4.442 

Command 

Younger Alluvium 

2.205 

Command 

Younger Alluvium 

5.593 

Command 

Younger Alluvium 

0.371 

Command 

Younger Alluvium 

0.090 

Command 

Younger Alluvium 

7.149 

Command 

Younger Alluvium 

0.107 

Command 

Younger Alluvium 

1.404 

Command 

Younger Alluvium 

0.182 

Command 

Younger Alluvium 

0.015 

Command 

Younger Alluvium 

1.549 

Command 

Younger Alluvium 

0.205 

Command 

Younger Alluvium 

4.604 

Command 

Younger Alluvium 

1.218 

Command 

Younger Alluvium 

1.640 

Non-command 

Younger Alluvium 

1.124 

Command 

Younger Alluvium 

1.779 

Command 

Younger Alluvium 

1.008 

Command 

Younger Alluvium 

0.052 

Command 

Younger Alluvium 

0.034 

Command 

Younger Alluvium 

1.189 

Command 

Younger Alluvium 

0.869 

Command 

Younger Alluvium 

4.052 

Command 

Younger Alluvium 

1.601 

Command 

Younger Alluvium 

4.538 

Command 

Younger Alluvium 

3.000 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.057 


0.057 

















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



18 KSP 


18 LGW-A 


18 LGW-B 


18 PBN-A 


18 PBN-B 


18 SPD-A 


18SPD-B 


18 SSW 


18 STB 


18 STG 


18 ZWD 


19GGR 


19 HMH 


19 KSP (KISHANPURA) 


19 LGW-A 


19 LGW-B 


19 MKS (MANAKSAR) 


19 MOD 


19 NDR 


19 NGC-B 


19 PBN-A 


0802000300372000 


0801000900263300 


0801000900263200 


0802000400401400 


0802000400401500 


Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


3.609 Saline 


0.759 Saline 


2.125 Saline 




0802000400412600 

2.734 

Saline 

0802000400412500 

1.947 

Saline 

0802000300366800 

3.590 

Saline 

0801000900269800 

1.567 

Fresh 



0802000300364600 

2.621 

Saline 

0802000400412300 

5.105 

Saline 





Saline 

0802000200326500 

3.060 

Saline 

0802000300366600 

3.835 

Saline 

0802000300372100 

2.625 

Saline 

0801000900261700 

0.868 

Saline 

0801000900261800 

1.088 

Saline 

0802000100318400 

3.002 

Saline 

0802000400394600 

3.685 

Saline 

0802000300375800 

1.063 

Saline 



0802000200328400 

1.820 

Fresh 

0802000400403900 

3.840 

Fresh 



19 SSW 


19 STB 


0802000300369100 

2.656 

Saline 

0801000900265100 

1.580 

Saline 


( 6 ) 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System 


Bhakhra Canal 


IGNP Canal System 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Ghaggar River Bed 


Non-command 


Non-command 


Bhakhra Canal 


Ghaggar River Bed 


IGNP Canal System 


Ghaggar River Bed 


IGNP Canal System 


Bhakhra Canal 


IGNP Canal System 


Non-command 


IGNP Canal System 


Non-command 


IGNP Canal System 


Non-command 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System 


Bhakhra Canal 


Ghaggar River Bed 


Ghaggar River Bed 


Bhakhra Canal 


Ghaggar River Bed 


IGNP Canal System 


Bhakhra Canal 


IGNP Canal System 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System 


IGNP Canal System 


Non-command 


Bhakhra Canal 


IGNP Canal System 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage II 


Stage II 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

3.609 

Command 

Younger Alluvium 

0.735 

Command 

Younger Alluvium 

2.066 

Command 

Younger Alluvium 

0.060 

Command 

Younger Alluvium 

0.764 

Command 

Younger Alluvium 

2.824 

Command 

Younger Alluvium 

0.345 

Command 

Younger Alluvium 

1.720 

Command 

Younger Alluvium 

0.224 

Command 

Younger Alluvium 

8.623 

Command 

Younger Alluvium 

0.305 

Command 

Younger Alluvium 

2.847 

Non-command 

Younger Alluvium 

2.734 

Non-command 

Younger Alluvium 

1.947 

Command 

Younger Alluvium 

3.590 

Command 

Younger Alluvium 

0.506 

Command 

Younger Alluvium 

0.003 

Command 

Younger Alluvium 

0.036 

Command 

Younger Alluvium 

1.022 

Command 

Younger Alluvium 

2.621 

Command 

Younger Alluvium 

1.412 

Non-command 

Younger Alluvium 

3.693 

Command 

Younger Alluvium 

0.122 

Non-command 

Younger Alluvium 

0.019 

Command 

Younger Alluvium 

6.888 

Non-command 

Younger Alluvium 

3.358 

Command 

Younger Alluvium 

0.939 

Command 

Younger Alluvium 

1.344 

Command 

Younger Alluvium 

2.157 

Command 

Younger Alluvium 

3.060 

Command 

Younger Alluvium 

3.835 

Command 

Younger Alluvium 

2.625 

Command 

Younger Alluvium 

0.504 

Command 

Younger Alluvium 

0.789 

Command 

Younger Alluvium 

2.118 

Command 

Younger Alluvium 

0.183 

Command 

Younger Alluvium 

0.594 

Command 

Younger Alluvium 

0.469 

Command 

Younger Alluvium 

0.000 

Command 

Younger Alluvium 

1.431 

Command 

Younger Alluvium 

1.820 

Command 

Younger Alluvium 

1.917 

Command 

Younger Alluvium 

0.707 

Command 

Younger Alluvium 

0.568 

Command 

Younger Alluvium 

0.024 

Command 

Younger Alluvium 

0.624 

Command 

Younger Alluvium 

1.400 

Command 

Younger Alluvium 

0.503 

Command 

Younger Alluvium 

1.429 

Command 

Younger Alluvium 

0.480 

Non-command 

Younger Alluvium 

1.918 

Command 

Younger Alluvium 

2.656 

Command 

Younger Alluvium 

1.580 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

200,000 

150,000 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

220,000 

180,000 

90 

220,000 

180,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 
























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 


Zone 
(Fresh / 
Saline) 


Type of Area (Command / Non¬ 
command) 



2 AWSM 


2 BHM 


2 BHM-A 


2 BNPM-A 


2 BNPM-B 


2 DPM 


2 FDM 


2 FTP 


2 GB HINDU 


2GB-A 


2 GMD 


2 HLM 


2 HMH 


2 JRK 


2 JW 


2 KBM 


2 KDM 


2 KND 


2 KNJ 


Census Code 

Area 


sq.km 

(3) 

(4) 

0802000300364700 

2.564 

0801000900291600 

3.474 



0801000900258600 


0802000300381000 




0802000300375700 

1.258 

Saline 

0801000900291000 

1.527 

Saline 

0801000900291100 

1.578 

Saline 



0801000900255700 

6.500 

Saline 

0801000900255800 

1.579 

Saline 



0802000300374100 

1.943 

Saline 

0802000200322700 

2.083 

Fresh 

0802000400410700 

5.463 

Saline 

0802000300363800 

3.293 

Fresh 



0802000200324000 

3.405 

0801000900266000 

2.692 

0802000200324500 

3.155 


0801000800251000 

3.231 

0801000800251400 

4.886 




1.212 Fresh 


Saline 



Saline 


1.221 Saline 


Fresh 



0802000300358200 

6.860 

0802000300359700 

3.033 

0802000400411100 

1.556 

0802000500418800 

3.369 

0802000500417000 

1.381 

0801000900289900 

5.916 

0802000300362300 

1.962 




( 6 ) 


Bhakhra Canal 


IGNP Canal System 


Non-command 


Bhakhra Canal 


IGNP Canal System 


Bhakhra Canal 


Non-command 


IGNP Canal System 


Non-command 


IGNP Canal System 


Non-command 


IGNP Canal System 


Gang Canal 


IGNP Canal System 


Bhakhra Canal 


Non-command 


IGNP Canal System 


Non-command 


IGNP Canal System 


Bhakhra Canal 


IGNP Canal System 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System 


Gang Canal 


Ghaggar River Bed 


IGNP Canal System 


Gang Canal 


Ghaggar River Bed 


IGNP Canal System 


Ghaggar River Bed 


Ghaggar River Bed 


Bhakhra Canal 


Ghaggar River Bed 


Ghaggar River Bed 


IGNP Canal System 


Ghaggar River Bed 


IGNP Canal System 


IGNP Canal System 


Bhakhra Canal 


Ghaggar River Bed 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


Non-command 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Stage I 


Stage I 


Stage I 


Stage II 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

2.564 

Command 

Younger Alluvium 

1.316 

Non-command 

Younger Alluvium 

0.550 

Command 

Younger Alluvium 

0.988 

Command 

Younger Alluvium 

1.425 

Command 

Younger Alluvium 

1.258 

Non-command 

Younger Alluvium 

1.527 

Command 

Younger Alluvium 

0.900 

Non-command 

Younger Alluvium 

0.678 

Command 

Younger Alluvium 

1.138 

Non-command 

Younger Alluvium 

4.999 

Command 

Younger Alluvium 

3.901 

Command 

Younger Alluvium 

0.044 

Command 

Younger Alluvium 

1.535 

Command 

Younger Alluvium 

0.408 

Non-command 

Younger Alluvium 

1.877 

Command 

Younger Alluvium 

0.153 

Non-command 

Younger Alluvium 

4.070 

Command 

Younger Alluvium 

1.943 

Command 

Younger Alluvium 

1.950 

Command 

Younger Alluvium 

5.463 

Command 

Younger Alluvium 

2.757 

Command 

Younger Alluvium 

0.012 

Command 

Younger Alluvium 

0.524 

Command 

Younger Alluvium 

3.405 

Command 

Younger Alluvium 

2.692 

Command 

Younger Alluvium 

2.708 

Command 

Younger Alluvium 

0.447 

Command 

Younger Alluvium 

3.230 

Command 

Younger Alluvium 

0.228 

Command 

Younger Alluvium 

2.727 

Command 

Younger Alluvium 

0.929 

Command 

Younger Alluvium 

0.033 

Command 

Younger Alluvium 

0.060 

Command 

Younger Alluvium 

0.908 

Command 

Younger Alluvium 

1.094 

Command 

Younger Alluvium 

0.118 

Command 

Younger Alluvium 

0.444 

Command 

Younger Alluvium 

1.305 

Command 

Younger Alluvium 

0.836 

Command 

Younger Alluvium 

0.185 

Command 

Younger Alluvium 

0.242 

Command 

Younger Alluvium 

0.274 

Command 

Younger Alluvium 

2.809 

Command 

Younger Alluvium 

6.860 

Command 

Younger Alluvium 

2.505 

Command 

Younger Alluvium 

1.556 

Command 

Younger Alluvium 

0.128 

Command 

Younger Alluvium 

1.381 

Non-command 

Younger Alluvium 

2.137 

Command 

Younger Alluvium 

0.304 

Command 

Younger Alluvium 

1.658 

Command 

Younger Alluvium 

3.429 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

130,000 

110,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

150,000 

130,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 
































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 


Zone 
(Fresh / 
Saline) 


Type of Area (Command / Non¬ 
command) 



Name 

Census Code 

Area 




sq.km 

(2) 

(3) 

(4) 

2 KSR 

0801000900271300 

3.855 


2 Kwm 


2 LBM 


2 MNWM 


2 MNWM-A 


2 MOD-A 


2 MST-SM 


2 MW 


2 MWM-A 


2 MWM-B 


2 NDR 


2 NRD-A 


2 NRD-B 


2 NSW 


2 NWN (RURAL) 


2 PBN 


0802000300384300 


0802000400408800 


0802000200323200 


0801000900258400 


0801000900257700 





Saline 


2.241 Saline 


1.477 Saline 



0802000300383700 

1.306 

0802000400394400 

2.010 



0802000300380600 

1.464 

0802000200335900 

4.074 




Saline 


3.588 Fresh 


Saline 


2.723 Fresh 



0801000900256200 

1.965 

0801000900256100 

1.843 

0802000300360100 

2.256 


3.845 Fresh 



1.149 Saline 



0802000200337500 

1.202 

Saline 

0802000300378100 

1.248 

Fresh 



0802000300379500 

1.376 

0802000300379600 

1.264 

0802000200336800 

1.601 




0802000400408200 

3.160 

Saline 

0802000400404600 

1.630 

Fresh 



Saline 


1.073 Saline 


2.018 Saline 



0802000400409200 

1.870 

0802000300356100 

5.158 

0802000300363700 

3.981 


Saline 


2.730 Fresh 


Saline 


2.855 Saline 


( 6 ) 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Non-command 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


IGNP Canal System Stage I 


Bhakhra Canal 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Ghaggar River Bed 


IGNP Canal System Stage I 


Ghaggar River Bed 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Ghaggar River Bed 


Bhakhra Canal 


Ghaggar River Bed 


Non-command 


Ghaggar River Bed 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Gang Canal 


Gang Canal 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Ghaggar River Bed 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

0.176 

Command 

Younger Alluvium 

3.517 

Command 

Younger Alluvium 

0.162 

Command 

Younger Alluvium 

1.975 

Command 

Younger Alluvium 

1.451 

Non-command 

Younger Alluvium 

0.026 

Command 

Younger Alluvium 

0.716 

Command 

Younger Alluvium 

4.195 

Command 

Younger Alluvium 

4.246 

Command 

Younger Alluvium 

1.306 

Command 

Younger Alluvium 

0.114 

Command 

Younger Alluvium 

0.531 

Command 

Younger Alluvium 

1.464 

Command 

Younger Alluvium 

0.656 

Command 

Younger Alluvium 

0.240 

Command 

Younger Alluvium 

3.178 

Command 

Younger Alluvium 

1.302 

Command 

Younger Alluvium 

2.239 

Command 

Younger Alluvium 

1.087 

Command 

Younger Alluvium 

1.636 

Command 

Younger Alluvium 

1.965 

Command 

Younger Alluvium 

1.843 

Command 

Younger Alluvium 

0.806 

Command 

Younger Alluvium 

1.450 

Command 

Younger Alluvium 

2.990 

Command 

Younger Alluvium 

0.815 

Command 

Younger Alluvium 

0.579 

Command 

Younger Alluvium 

0.570 

Command 

Younger Alluvium 

1.202 

Command 

Younger Alluvium 

0.578 

Command 

Younger Alluvium 

0.532 

Command 

Younger Alluvium 

0.137 

Command 

Younger Alluvium 

1.376 

Command 

Younger Alluvium 

1.264 

Command 

Younger Alluvium 

1.076 

Command 

Younger Alluvium 

0.081 

Command 

Younger Alluvium 

0.443 

Non-command 

Younger Alluvium 

3.160 

Command 

Younger Alluvium 

0.061 

Command 

Younger Alluvium 

1.536 

Command 

Younger Alluvium 

0.033 

Command 

Younger Alluvium 

1.073 

Command 

Younger Alluvium 

0.368 

Command 

Younger Alluvium 

1.650 

Command 

Younger Alluvium 

1.870 

Command 

Younger Alluvium 

5.158 

Command 

Younger Alluvium 

1.992 

Command 

Younger Alluvium 

1.989 

Command 

Younger Alluvium 

0.555 

Command 

Younger Alluvium 

2.099 

Command 

Younger Alluvium 

0.076 

Command 

Younger Alluvium 

0.304 

Non-command 

Younger Alluvium 

0.298 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

ipd 

(IV 

(12) 

(13) 

90 

200,000 

150,000 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 

































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 


Zone 
(Fresh / 
Saline) 


Type of Area (Command / Non¬ 
command) 



Name 

Census Code 

Area 




sq.km 

(2) 

(3) 

(4) 

2 PWM 

0802000400410000 

3.590 


2 RPM 


2 RRW 



2 SGR 


2SHPD 


2 SNM (RURAL) 


2 SPD 


2SRPM 


2 SRW 


2 SSW 


2 STB 


2 STD 


2 STG 


2 T 


2 TLW 


2 TTD 


2 ZWM 


20 FTP (FATEHPUR) 


20 HMH 


20 KSP 


20 LGW 


20 MKS 


20 NDR-A 


20 NDR-B 


20 NGC 


0802000300370600 


0802000400416100 


0802000300356400 


0802000300360000 


20 SPD 


0802000400401600 


0802000400412400 




0802000400402500 

2.008 

0802000300351600 

4.162 


Saline 


2.702 Fresh 


Saline 


1.254 Saline 


0802000400401700 

5.016 

Fresh 

0801000900265600 

2.828 

Saline 


0802000300362500 

3.009 

Saline 

0801000900265700 

2.287 

Saline 


Saline 


0.771 Saline 


1.525 Saline 


1.057 Saline 


1.312 Fresh 


Saline 


5.365 Fresh 


3.053 Saline 


0801000900290600 

1.241 

Saline 

0802000200329800 

3.617 

Fresh 



0802000400409100 

2.152 

Saline 

0802000200332400 

1.472 

Fresh 

0801000900291800 

1.142 

Saline 

0802000500417700 

2.637 

Saline 

0802000100318700 

3.099 

Fresh 

0802000300366500 

7.517 

Saline 

0802000300372200 

1.394 

Saline 

0801000900263100 

2.378 

Saline 


0802000100318500 

5.081 

Saline 

0802000300379200 

1.132 

Saline 

0802000300379300 

2.112 

Saline 

0802000200328800 

2.431 

Fresh 



( 6 ) 


Ghaggar River Bed 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Bhakhra Canal 


IGNP Canal System Stage I 


Bhakhra Canal 


Ghaggar River Bed 


Ghaggar River Bed 


Ghaggar River Bed 


Ghaggar River Bed 


IGNP Canal System Stage I 


Ghaggar River Bed 


IGNP Canal System Stage I 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Ghaggar River Bed 


Ghaggar River Bed 


Gang Canal 


IGNP Canal System Stage I 


Bhakhra Canal 


Gang Canal 


IGNP Canal System Stage I 


Non-command 


Bhakhra Canal 


Ghaggar River Bed 


Ghaggar River Bed 


Bhakhra Canal 


IGNP Canal System Stage I 


Bhakhra Canal 


Bhakhra Canal 


Ghaggar River Bed 


IGNP Canal System Stage I 


Bhakhra Canal 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Ghaggar River Bed 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System Stage I 


Bhakhra Canal 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Bhakhra Canal 


Ghaggar River Bed 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

3.231 

Command 

Younger Alluvium 

0.279 

Command 

Younger Alluvium 

0.080 

Command 

Younger Alluvium 

1.336 

Command 

Younger Alluvium 

0.393 

Command 

Younger Alluvium 

0.324 

Command 

Younger Alluvium 

0.882 

Command 

Younger Alluvium 

0.184 

Command 

Younger Alluvium 

0.286 

Command 

Younger Alluvium 

0.477 

Command 

Younger Alluvium 

1.390 

Command 

Younger Alluvium 

0.289 

Command 

Younger Alluvium 

2.400 

Command 

Younger Alluvium 

2.008 

Command 

Younger Alluvium 

0.012 

Command 

Younger Alluvium 

3.379 

Command 

Younger Alluvium 

0.022 

Command 

Younger Alluvium 

0.001 

Command 

Younger Alluvium 

0.454 

Command 

Younger Alluvium 

0.800 

Command 

Younger Alluvium 

5.016 

Command 

Younger Alluvium 

0.000 

Command 

Younger Alluvium 

2.828 

Command 

Younger Alluvium 

3.009 

Command 

Younger Alluvium 

0.570 

Command 

Younger Alluvium 

1.717 

Non-command 

Younger Alluvium 

1.241 

Command 

Younger Alluvium 

0.095 

Command 

Younger Alluvium 

1.421 

Command 

Younger Alluvium 

2.101 

Command 

Younger Alluvium 

0.771 

Command 

Younger Alluvium 

1.525 

Command 

Younger Alluvium 

1.057 

Command 

Younger Alluvium 

0.716 

Command 

Younger Alluvium 

0.597 

Command 

Younger Alluvium 

2.152 

Command 

Younger Alluvium 

1.472 

Command 

Younger Alluvium 

1.142 

Command 

Younger Alluvium 

1.171 

Command 

Younger Alluvium 

3.099 

Command 

Younger Alluvium 

7.517 

Command 

Younger Alluvium 

1.394 

Command 

Younger Alluvium 

0.860 

Command 

Younger Alluvium 

1.518 

Command 

Younger Alluvium 

5.081 

Command 

Younger Alluvium 

1.132 

Command 

Younger Alluvium 

2.112 

Command 

Younger Alluvium 

0.193 

Command 

Younger Alluvium 

0.084 

Command 

Younger Alluvium 

2.154 

Command 

Younger Alluvium 

1.541 

Command 

Younger Alluvium 

3.824 

Non-command 

Younger Alluvium 

3.053 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

110,000 

90,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

220,000 

180,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.057 


0.008 






































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



20 STG 


207 RD 


21 AG 


21 HMH-A 


21 HMH-B 


21 KSP 


21 LGW 


21 NDR 


21SSW 


21 STB 


22 HMH 


22 KSP 


22 LGW-A 


22 LGW-B 


22 LGW-C 


22 NDR 


22 PBN 


22SSW 


22 STB 


22 STB-A 


22 STB-B 


22 STG 


23 HMH 


23 KSP 


23 LGW-A 


0801000900269600 

1.480 

Saline 




0802000300364800 

5.348 

Saline 

0801000900257600 

0.885 

Saline 

0802000300384700 

2.885 

Saline 

0802000300366400 

1.658 

Saline 

0802000300366300 

1.738 

Saline 

0802000300372300 

2.598 

Saline 

0801000900262300 

1.701 

Saline 

0802000300379400 

1.096 

Saline 



0802000400403300 


Saline 


4.413 Fresh 


0802000300369000 

1.511 

Saline 

0801000900265200 

1.210 

Saline 

0802000300366200 

8.456 

Saline 

0802000300372400 

1.281 

Saline 

0801000900262400 

2.996 

Saline 

0801000900262500 

1.022 

Saline 


0801000900259600 

1.312 

Saline 

0802000300375400 

2.745 

Saline 





Saline 

0802000400402000 

7.222 

Fresh 

0802000300368900 

3.700 

Saline 

0801000900269300 

1.763 

Saline 

0801000900269500 

1.394 

Saline 

0801000900269400 

0.941 

Saline 

0802000400400300 

15.642 

Fresh 



0802000300366100 

3.603 

Saline 

0802000300372500 

3.021 

Saline 

0801000900263000 

2.227 

Saline 



Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


( 6 ) 


Bhakhra Canal 


Bhakhra Canal 


Ghaggar River Bed 


IGNP Canal System Stage I 


Bhakhra Canal 


IGNP Canal System Stage I 


Bhakhra Canal 


IGNP Canal System Stage I 


Bhakhra Canal 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System Stage I 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


IGNP Canal System Stage I 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System Stage I 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System Stage I 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Bhakhra Canal 


Ghaggar River Bed 


IGNP Canal System Stage I 


Bhakhra Canal 


IGNP Canal System Stage I 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System Stage I 


Bhakhra Canal 


IGNP Canal System Stage I 


23 NDR 


23 NGC 


0802000300375300 

0.699 

Saline 

Bhakhra Canal 

0802000200328500 

2.666 

Fresh 

Bhakhra Canal 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

3.446 

Command 

Younger Alluvium 

0.027 

Command 

Younger Alluvium 

0.224 

Command 

Younger Alluvium 

0.008 

Command 

Younger Alluvium 

0.042 

Command 

Younger Alluvium 

0.587 

Command 

Younger Alluvium 

0.341 

Command 

Younger Alluvium 

1.139 

Command 

Younger Alluvium 

5.348 

Command 

Younger Alluvium 

0.885 

Command 

Younger Alluvium 

0.001 

Command 

Younger Alluvium 

1.658 

Command 

Younger Alluvium 

1.738 

Command 

Younger Alluvium 

2.598 

Command 

Younger Alluvium 

1.326 

Command 

Younger Alluvium 

0.051 

Command 

Younger Alluvium 

1.045 

Command 

Younger Alluvium 

0.131 

Command 

Younger Alluvium 

0.088 

Command 

Younger Alluvium 

1.958 

Command 

Younger Alluvium 

0.874 

Command 

Younger Alluvium 

3.539 

Command 

Younger Alluvium 

1.511 

Command 

Younger Alluvium 

1.210 

Command 

Younger Alluvium 

8.456 

Command 

Younger Alluvium 

1.281 

Command 

Younger Alluvium 

1.306 

Command 

Younger Alluvium 

0.620 

Command 

Younger Alluvium 

0.403 

Command 

Younger Alluvium 

0.722 

Command 

Younger Alluvium 

2.325 

Command 

Younger Alluvium 

0.420 

Command 

Younger Alluvium 

0.207 

Command 

Younger Alluvium 

0.138 

Command 

Younger Alluvium 

2.067 

Command 

Younger Alluvium 

7.222 

Command 

Younger Alluvium 

3.700 

Command 

Younger Alluvium 

1.763 

Command 

Younger Alluvium 

1.394 

Command 

Younger Alluvium 

0.941 

Command 

Younger Alluvium 

0.223 

Command 

Younger Alluvium 

0.559 

Command 

Younger Alluvium 

0.819 

Command 

Younger Alluvium 

12.486 

Command 

Younger Alluvium 

1.555 

Command 

Younger Alluvium 

3.603 

Command 

Younger Alluvium 

3.021 

Command 

Younger Alluvium 

0.914 

Command 

Younger Alluvium 

1.313 

Command 

Younger Alluvium 

0.598 

Command 

Younger Alluvium 

2.240 

Command 

Younger Alluvium 

0.699 

Command 

Younger Alluvium 

0.199 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

70,000 

50,000 

90 

200,000 

150,000 

90 

200,000 

150,000 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

110,000 

90,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Type of Area (Command / Non¬ 
command) 

Name 


Census Code 

Area 






sq.km 



( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 


25 LGW-A 


25 NDR-A 


25 NDR-B 


25 SSW 


25 STG 


26 NDR-A 


26 NDR-B 


26 NGC 


26 SSW 


26 STG 


27 LGW 


0802000300372700 


Saline 


5.261 Saline 


3.031 Saline 


0801000900265400 

2.198 

Saline 

0802000400400400 

4.554 

Fresh 




Saline 


2.099 Saline 


0801000900259700 

2.197 

Saline 

0802000300374700 

3.985 

Saline 


0802000200326700 

1.181 

Fresh 

0802000400402100 

7.965 

Fresh 

0802000300368800 

3.635 

Saline 

0802000400400500 

4.894 

Fresh 

0802000300372600 

1.430 

Saline 


0801000900259400 

1.314 

Saline 

0802000300374500 

1.299 

Saline 

0802000300374600 

1.281 

Saline 



0802000300367100 

4.312 

Saline 

0802000400400600 

4.247 

Fresh 

0802000300374400 

1.068 

Saline 


0802000300374300 

0.913 

Saline 

0802000200326400 

1.693 

Fresh 



0802000300368700 

4.046 

0802000400400700 

3.496 

0801000900262600 

1.530 


2.497 Saline 



1.353 Fresh 



Ghaggar River Bed 


Bhakhra Canal 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Bhakhra Canal 


Ghaggar River Bed 


IGNP Canal System Stage I 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System Stage I 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System Stage I 


Ghaggar River Bed 


Ghaggar River Bed 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Bhakhra Canal 


IGNP Canal System Stage I 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Ghaggar River Bed 


Ghaggar River Bed 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


IGNP Canal System Stage I 


Bhakhra Canal 


IGNP Canal System Stage I 


Bhakhra Canal 


Ghaggar River Bed 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Command 

Younger Alluvium 

0.135 

Command 

Younger Alluvium 

2.332 

Command 

Younger Alluvium 

1.176 

Command 

Younger Alluvium 

1.273 

Command 

Younger Alluvium 

0.104 

Command 

Younger Alluvium 

5.261 

Command 

Younger Alluvium 

0.340 

Command 

Younger Alluvium 

1.959 

Command 

Younger Alluvium 

0.786 

Command 

Younger Alluvium 

0.125 

Command 

Younger Alluvium 

4.375 

Command 

Younger Alluvium 

0.042 

Command 

Younger Alluvium 

0.011 

Command 

Younger Alluvium 

0.985 

Command 

Younger Alluvium 

1.113 

Command 

Younger Alluvium 

0.347 

Command 

Younger Alluvium 

3.802 

Command 

Younger Alluvium 

0.183 

Command 

Younger Alluvium 

1.181 

Command 

Younger Alluvium 

7.965 

Command 

Younger Alluvium 

3.635 

Command 

Younger Alluvium 

4.894 

Command 

Younger Alluvium 

0.738 

Command 

Younger Alluvium 

0.692 

Command 

Younger Alluvium 

0.016 

Command 

Younger Alluvium 

1.299 

Command 

Younger Alluvium 

0.169 

Command 

Younger Alluvium 

1.112 

Command 

Younger Alluvium 

0.127 

Command 

Younger Alluvium 

0.087 

Command 

Younger Alluvium 

1.635 

Command 

Younger Alluvium 

0.460 

Command 

Younger Alluvium 

0.931 

Command 

Younger Alluvium 

3.422 

Command 

Younger Alluvium 

0.049 

Command 

Younger Alluvium 

4.312 

Command 

Younger Alluvium 

4.247 

Command 

Younger Alluvium 

0.000 

Command 

Younger Alluvium 

1.068 

Command 

Younger Alluvium 

0.913 

Command 

Younger Alluvium 

0.107 

Command 

Younger Alluvium 

0.074 

Command 

Younger Alluvium 

1.512 

Command 

Younger Alluvium 

6.532 

Command 

Younger Alluvium 

0.981 

Command 

Younger Alluvium 

4.046 

Command 

Younger Alluvium 

3.496 

Command 

Younger Alluvium 

0.842 

Command 

Younger Alluvium 

0.688 

Command 

Younger Alluvium 

1.406 

Command 

Younger Alluvium 

1.091 

Command 

Younger Alluvium 

0.209 

Command 

Younger Alluvium 

0.214 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

110,000 

90,000 



Tube Wells with 
Wells Pumpset 














































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



27 STG 


28 NDR 


28 NGC 


28 PBN-A 


28 PBN-B 


28 SSW 


28 STG-A 


29 NDR 


29 NGC 


29 SSW 


29 STG 


3 AWSM-A 


3 AWSM-B 


3 BHM-A 


3 BHM-B 


3 BJW 


3 BNPM 


3 BRP 


3 CDR 


3 DBL 


3 DPM 


3 FDM 


3 FTP 


3GB-B 


3 GGR 


3 GMD 


3 HLM 


3 HMH 


3 JRK 


0802000400401000 

6.466 

Fresh 

0802000300374900 

1.397 

Saline 

0802000200325600 

1.983 

Fresh 

0801000900270200 

0.684 

Saline 


0802000300367200 

3.671 

0802000400404300 

2.617 



0801000900258700 


0802000300380800 


0802000200325900 


0802000300355700 


Saline 


1.353 Saline 


0802000300375500 

0.949 

0802000300375600 

1.107 

0802000400414600 

0.635 

0802000400415300 

0.951 

0801000900289400 

3.294 

0801000900256000 

2.129 

0802000400406800 

1.438 

0802000200322900 

3.203 


0802000300363900 

1.714 

0802000200323900 

3.316 

0801000900266300 

1.157 

0802000200324900 

3.221 



Saline 


4.110 Fresh 


Saline 


1.110 Saline 


Saline 


2.446 Saline 


Stage I 


0801000900270300 

1.131 

Saline 

0802000300368600 

3.024 

Saline 

0802000400400800 

2.889 

Fresh 



0802000300374200 

1.432 

Saline 

0802000200326200 

1.522 

Fresh 


Stage I 


Stage I 


Stage I 




0801000800251800 

1.443 

Fresh 

0802000200332700 

5.682 

Fresh 




Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


( 6 ) 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Ghaggar River Bed 


Ghaggar River Bed 


IGNP Canal System 


Ghaggar River Bed 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Bhakhra Canal 


Ghaggar River Bed 


IGNP Canal System 


Ghaggar River Bed 


IGNP Canal System 


IGNP Canal System 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


IGNP Canal System 


IGNP Canal System 


Bhakhra Canal 


IGNP Canal System 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System 


IGNP Canal System 


Non-command 


IGNP Canal System 


Non-command 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Ghaggar River Bed 


IGNP Canal System 


Ghaggar River Bed 


Bhakhra Canal 


Ghaggar River Bed 


Ghaggar River Bed 


IGNP Canal System 


Ghaggar River Bed 


IGNP Canal System 


IGNP Canal System 


Bhakhra Canal 


Ghaggar River Bed 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Command 

Younger Alluvium 

0.930 

Command 

Younger Alluvium 

0.002 

Command 

Younger Alluvium 

2.229 

Command 

Younger Alluvium 

0.115 

Command 

Younger Alluvium 

6.466 

Command 

Younger Alluvium 

1.397 

Command 

Younger Alluvium 

1.983 

Command 

Younger Alluvium 

0.556 

Command 

Younger Alluvium 

0.129 

Command 

Younger Alluvium 

1.131 

Command 

Younger Alluvium 

3.024 

Command 

Younger Alluvium 

2.822 

Command 

Younger Alluvium 

0.066 

Command 

Younger Alluvium 

2.134 

Command 

Younger Alluvium 

0.881 

Command 

Younger Alluvium 

1.432 

Command 

Younger Alluvium 

0.174 

Command 

Younger Alluvium 

0.578 

Command 

Younger Alluvium 

0.769 

Command 

Younger Alluvium 

5.132 

Command 

Younger Alluvium 

0.117 

Command 

Younger Alluvium 

3.671 

Command 

Younger Alluvium 

0.000 

Command 

Younger Alluvium 

2.617 

Command 

Younger Alluvium 

0.347 

Command 

Younger Alluvium 

1.005 

Command 

Younger Alluvium 

0.949 

Command 

Younger Alluvium 

1.107 

Command 

Younger Alluvium 

0.635 

Command 

Younger Alluvium 

0.951 

Non-command 

Younger Alluvium 

3.294 

Command 

Younger Alluvium 

2.104 

Non-command 

Younger Alluvium 

1.438 

Command 

Younger Alluvium 

3.201 

Command 

Younger Alluvium 

0.002 

Command 

Younger Alluvium 

1.714 

Command 

Younger Alluvium 

3.316 

Command 

Younger Alluvium 

1.157 

Command 

Younger Alluvium 

1.500 

Command 

Younger Alluvium 

0.008 

Command 

Younger Alluvium 

1.713 

Command 

Younger Alluvium 

3.406 

Command 

Younger Alluvium 

0.309 

Command 

Younger Alluvium 

0.088 

Command 

Younger Alluvium 

1.161 

Command 

Younger Alluvium 

2.829 

Command 

Younger Alluvium 

1.692 

Command 

Younger Alluvium 

0.160 

Command 

Younger Alluvium 

2.605 

Command 

Younger Alluvium 

0.645 

Command 

Younger Alluvium 

1.363 

Command 

Younger Alluvium 

2.446 

Command 

Younger Alluvium 

0.002 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

130,000 

110,000 

90 

130,000 

110,000 

90 

130,000 

110,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

150,000 

130,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 


























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 



3 JW 


3 KDM 


3 KLM 


3 KNJ (RURAL) 


3 KSP 


3 KSR 


3 LBM 


3 LGW 


3 LK 


3 LKS 


3 MKS 


3 MNWM 


3 MOD 


3 NRD-A 


3 NRD-B 


3 NSW 


Census Code 

Area 


sq.km 

( 3 ) 

( 4 ) 

0801000800250800 

5.313 



0802000400411200 

1.675 

0802000500416800 

4.101 

0802000500418100 

3.355 

0802000300359400 

2.114 


0802000200333900 

3.535 

0801000900269200 

2.881 

0802000400412200 

1.672 


0802000400394000 

3.558 

Fresh 

0802000300383900 

0.901 

Saline 

0802000400394500 

4.134 

Fresh 



0802000200322000 


0801000900256300 


0802000300361700 


Saline 


2.469 Fresh 


Saline 


2.679 Fresh 


2.128 Saline 


2.415 Fresh 



0801000900258200 

1.126 

0801000900258100 

3.357 

0802000400405600 

1.895 



3 PPM 


0801000900275700 


Saline 


6.436 Fresh 


Saline 


3.148 Fresh 


Saline 


5.713 Fresh 


Saline 


15.847 Fresh 


( 6 ) 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System 


IGNP Canal System 


Non-command 


Ghaggar River Bed 


IGNP Canal System 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System 


Bhakhra Canal 


Ghaggar River Bed 


Ghaggar River Bed 


IGNP Canal System 


Ghaggar River Bed 


Ghaggar River Bed 


IGNP Canal System 


Ghaggar River Bed 


IGNP Canal System 


IGNP Canal System 


Ghaggar River Bed 


IGNP Canal System 


IGNP Canal System 


Ghaggar River Bed 


Bhakhra Canal 


Ghaggar River Bed 


Ghaggar River Bed 


IGNP Canal System 


IGNP Canal System 


Gang Canal 


Gang Canal 


IGNP Canal System 


IGNP Canal System 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Ghaggar River Bed 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Command 

Younger Alluvium 

0.001 

Command 

Younger Alluvium 

0.025 

Command 

Younger Alluvium 

1.675 

Command 

Younger Alluvium 

1.466 

Command 

Younger Alluvium 

1.402 

Command 

Younger Alluvium 

0.392 

Command 

Younger Alluvium 

1.722 

Command 

Younger Alluvium 

3.535 

Command 

Younger Alluvium 

2.881 

Command 

Younger Alluvium 

1.570 

Non-command 

Younger Alluvium 

0.102 

Command 

Younger Alluvium 

3.531 

Command 

Younger Alluvium 

0.901 

Command 

Younger Alluvium 

0.082 

Command 

Younger Alluvium 

0.000 

Command 

Younger Alluvium 

0.018 

Command 

Younger Alluvium 

0.261 

Command 

Younger Alluvium 

2.131 

Command 

Younger Alluvium 

0.078 

Command 

Younger Alluvium 

0.103 

Command 

Younger Alluvium 

1.988 

Command 

Younger Alluvium 

0.006 

Command 

Younger Alluvium 

1.619 

Command 

Younger Alluvium 

0.262 

Command 

Younger Alluvium 

0.387 

Command 

Younger Alluvium 

0.780 

Command 

Younger Alluvium 

1.417 

Command 

Younger Alluvium 

0.974 

Command 

Younger Alluvium 

0.014 

Command 

Younger Alluvium 

0.337 

Command 

Younger Alluvium 

1.544 

Command 

Younger Alluvium 

0.016 

Command 

Younger Alluvium 

0.246 

Command 

Younger Alluvium 

2.490 

Command 

Younger Alluvium 

0.561 

Command 

Younger Alluvium 

0.232 

Command 

Younger Alluvium 

0.681 

Command 

Younger Alluvium 

0.136 

Command 

Younger Alluvium 

2.390 

Command 

Younger Alluvium 

0.014 

Command 

Younger Alluvium 

0.799 

Command 

Younger Alluvium 

1.054 

Command 

Younger Alluvium 

0.112 

Command 

Younger Alluvium 

1.783 

Command 

Younger Alluvium 

1.650 

Command 

Younger Alluvium 

3.086 

Command 

Younger Alluvium 

1.699 

Command 

Younger Alluvium 

0.407 

Command 

Younger Alluvium 

2.741 

Command 

Younger Alluvium 

5.580 

Command 

Younger Alluvium 

0.133 

Command 

Younger Alluvium 

0.000 

Command 

Younger Alluvium 

0.058 



with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

200,000 

150,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 








































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



3 RP 


3 RPM 


3 RRW-A 


3 RWB 


3 SGM 


3 SGR 


3SHPD 


3 SNM 


3 SPD 


3SSW 


3 STB 


3 STD 


3 TLW 


3 TTD-A 


3 TTD-B 


3ZWM 


30 NDR 


30 NGC 


30 PBN 


30 SSW 


30 STG 


31 NDR 


31 PBN 


31 SSW (FATEHGARH) 


31 STG 


32 NDR 


32 NGC 


0802000300383000 

2.185 

0801000900270500 

4.504 

0802000300351700 

3.368 




0802000200335400 


0801000900271100 


0802000400399400 


0801000900265900 


0802000300362400 


0801000900265800 


0802000500418300 


0802000200329700 



0801000900270400 


0802000300368500 


0802000400401100 



0802000200333500 

4.084 

0802000400415000 

5.647 

0802000300356500 

3.002 



Saline 


4.016 Saline 


2.697 Saline 


4.580 Fresh 


0802000300373500 

3.791 

0801000900270900 

3.774 



0802000300367300 

5.337 

0802000400404200 

2.346 


0802000300373200 

3.370 

0802000200325700 

1.911 


0802000200332100 

3.213 

Fresh 

0801000900290300 

2.611 

Saline 

0801000900290200 

6.870 

Saline 


0802000500417800 

2.763 

Saline 

0802000300373400 

2.533 

Saline 

0802000200326100 

1.863 

Fresh 




Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


( 6 ) 


IGNP Canal System Stage I 


Ghaggar River Bed 


IGNP Canal System Stage I 


Ghaggar River Bed 


Ghaggar River Bed 


Ghaggar River Bed 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Ghaggar River Bed 


IGNP Canal System Stage I 


Bhakhra Canal 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Bhakhra Canal 


Ghaggar River Bed 


Ghaggar River Bed 


Bhakhra Canal 


IGNP Canal System Stage I 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System Stage I 


Non-command 


Bhakhra Canal 


Non-command 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Ghaggar River Bed 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Non-command 


Bhakhra Canal 


Non-command 


Bhakhra Canal 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Bhakhra Canal 


Ghaggar River Bed 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Command 

Younger Alluvium 

0.230 

Command 

Younger Alluvium 

3.539 

Command 

Younger Alluvium 

0.185 

Command 

Younger Alluvium 

0.031 

Command 

Younger Alluvium 

1.722 

Command 

Younger Alluvium 

2.185 

Command 

Younger Alluvium 

4.504 

Command 

Younger Alluvium 

2.726 

Command 

Younger Alluvium 

0.529 

Command 

Younger Alluvium 

0.305 

Command 

Younger Alluvium 

2.292 

Command 

Younger Alluvium 

0.180 

Command 

Younger Alluvium 

4.198 

Command 

Younger Alluvium 

3.217 

Command 

Younger Alluvium 

2.069 

Command 

Younger Alluvium 

1.893 

Command 

Younger Alluvium 

3.260 

Command 

Younger Alluvium 

0.265 

Command 

Younger Alluvium 

0.475 

Command 

Younger Alluvium 

1.599 

Command 

Younger Alluvium 

0.263 

Command 

Younger Alluvium 

4.084 

Command 

Younger Alluvium 

5.647 

Command 

Younger Alluvium 

0.000 

Command 

Younger Alluvium 

3.002 

Command 

Younger Alluvium 

1.207 

Command 

Younger Alluvium 

1.453 

Command 

Younger Alluvium 

1.428 

Non-command 

Younger Alluvium 

1.307 

Command 

Younger Alluvium 

3.213 

Non-command 

Younger Alluvium 

2.611 

Command 

Younger Alluvium 

4.529 

Non-command 

Younger Alluvium 

2.341 

Command 

Younger Alluvium 

0.184 

Command 

Younger Alluvium 

2.533 

Command 

Younger Alluvium 

0.233 

Command 

Younger Alluvium 

0.748 

Command 

Younger Alluvium 

0.881 

Command 

Younger Alluvium 

4.016 

Command 

Younger Alluvium 

2.697 

Command 

Younger Alluvium 

2.449 

Command 

Younger Alluvium 

1.859 

Command 

Younger Alluvium 

0.273 

Command 

Younger Alluvium 

3.791 

Non-command 

Younger Alluvium 

0.060 

Command 

Younger Alluvium 

2.996 

Non-command 

Younger Alluvium 

0.718 

Command 

Younger Alluvium 

5.337 

Command 

Younger Alluvium 

1.153 

Command 

Younger Alluvium 

1.194 

Command 

Younger Alluvium 

3.370 

Command 

Younger Alluvium 

0.275 

Command 

Younger Alluvium 

0.980 



with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

90 

100,000 

80,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

110,000 

90,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

110,000 

90,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 














































































































































































































































































































































































































































































































































































































































































































































Village 


Zone 
(Fresh / 
Saline) 


Type of Area (Command / Non¬ 
command) 



Census Code 

Area 


sq.km 

( 3 ) 

( 4 ) 



0801000900272000 


0802000400403600 


0801000900272200 


0802000300365500 


0801000900277100 


( 5 ) 


Saline 


4.655 Saline 


0802000300367400 

4.195 

Saline 

0802000400404100 

3.400 

Saline 



0802000300365700 

2.631 

0802000400404000 

4.922 



Saline 


3.556 Saline 


0801000900271900 

7.341 

Saline 

0802000300367500 

3.168 

Saline 


0802000300373100 

4.107 

0801000900270700 

9.799 


0802000300365600 

3.748 

0802000400403400 

2.665 


11.149 Fresh 


Saline 


Saline 


Fresh 


Saline 


Saline 


Fresh 


Saline 


11.226 Fresh 



0801000900272100 

5.444 

0802000300367600 

4.299 

0802000400403000 

2.467 


0802000400402800 

1.915 

0802000400411000 

1.639 




Saline 


3.706 Fresh 


Saline 


3.879 Saline 


3.458 Saline 


8.679 Saline 



38 NDRTP 


0802000400410300 


Saline 


3.391 Fresh 


( 6 ) 


Bhakhra Canal 


Bhakhra Canal 


Non-command 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System 


Ghaggar River Bed 


IGNP Canal System 


IGNP Canal System 


Non-command 


Non-command 


Bhakhra Canal 


IGNP Canal System 


Bhakhra Canal 


IGNP Canal System 


Ghaggar River Bed 


IGNP Canal System 


IGNP Canal System 


Bhakhra Canal 


Non-command 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System 


Non-command 


Non-command 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Ghaggar River Bed 


IGNP Canal System 


IGNP Canal System 


Non-command 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Ghaggar River Bed 


IGNP Canal System 


IGNP Canal System 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Non-command 


Bhakhra Canal 


Bhakhra Canal 


Non-command 


Ghaggar River Bed 


IGNP Canal System 


IGNP Canal System 


Ghaggar River Bed 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Command 

Younger Alluvium 

0.656 

Command 

Younger Alluvium 

1.664 

Non-command 

Younger Alluvium 

2.991 

Command 

Younger Alluvium 

4.195 

Command 

Younger Alluvium 

1.017 

Command 

Younger Alluvium 

2.383 

Command 

Younger Alluvium 

7.876 

Command 

Younger Alluvium 

1.615 

Command 

Younger Alluvium 

0.330 

Non-command 

Younger Alluvium 

1.287 

Non-command 

Younger Alluvium 

5.050 

Command 

Younger Alluvium 

2.631 

Command 

Younger Alluvium 

0.050 

Command 

Younger Alluvium 

2.711 

Command 

Younger Alluvium 

2.161 

Command 

Younger Alluvium 

1.578 

Command 

Younger Alluvium 

0.939 

Command 

Younger Alluvium 

0.715 

Command 

Younger Alluvium 

1.376 

Non-command 

Younger Alluvium 

2.181 

Command 

Younger Alluvium 

7.341 

Command 

Younger Alluvium 

3.019 

Command 

Younger Alluvium 

0.149 

Command 

Younger Alluvium 

0.296 

Command 

Younger Alluvium 

10.853 

Command 

Younger Alluvium 

4.107 

Non-command 

Younger Alluvium 

4.129 

Non-command 

Younger Alluvium 

5.670 

Command 

Younger Alluvium 

3.748 

Command 

Younger Alluvium 

1.476 

Command 

Younger Alluvium 

1.189 

Command 

Younger Alluvium 

0.306 

Command 

Younger Alluvium 

0.582 

Command 

Younger Alluvium 

10.337 

Non-command 

Younger Alluvium 

5.444 

Command 

Younger Alluvium 

4.299 

Command 

Younger Alluvium 

0.513 

Command 

Younger Alluvium 

1.954 

Command 

Younger Alluvium 

1.915 

Command 

Younger Alluvium 

0.049 

Command 

Younger Alluvium 

0.459 

Command 

Younger Alluvium 

1.131 

Command 

Younger Alluvium 

0.422 

Command 

Younger Alluvium 

2.787 

Command 

Younger Alluvium 

0.497 

Non-command 

Younger Alluvium 

3.879 

Command 

Younger Alluvium 

3.458 

Command 

Younger Alluvium 

8.046 

Non-command 

Younger Alluvium 

0.634 

Command 

Younger Alluvium 

6.523 

Command 

Younger Alluvium 

1.328 

Command 

Younger Alluvium 

1.700 

Command 

Younger Alluvium 

2.504 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

110,000 

90,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 


















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 


Zone 
(Fresh / 
Saline) 


Type of Area (Command / Non¬ 
command) 



39 SSW 


39 STG 


4 ARW 


4 ARW-A 


4 AWSM 


4 BHM 


4 BJW 


4 BRP 


4 CDR 


4 DBL 


4 FDM-A 


4 FDM-B 


4 FTP 


4 GB 


4 HLM 


4 HLM-A 


4 HMH 


4 JW 


4 KKW 


4 KSP 


4 KSR 


4 LGW-A 


4 LGW-B 


4 LK 


4 MD 


Census Code 

Area 


sq.km 

( 3 ) 

( 4 ) 



0801000900272300 


0802000300367700 


0802000400402900 



0802000300380700 


0802000200325800 


0801000800250900 



Saline 


2.046 Fresh 


Saline 


4.300 Saline 


2.579 Saline 


1.274 Fresh 


Saline 


Fresh 


Saline 


1.844 Fresh 



0802000300365200 

3.499 

0801000900277000 

1.291 

0802000300372900 

2.042 

0802000300373000 

1.658 

0802000300375100 

1.992 

0802000400415400 

1.140 

0801000900289300 

8.552 


0802000400406900 

2.213 

0802000200324600 

3.370 

0802000200338600 

1.269 

0801000900266400 

2.143 

0801000900266500 

1.534 

0802000200324200 

2.882 

0801000800251700 

1.429 

0802000300380900 

4.274 




Saline 


1.069 Fresh 


4.458 Fresh 


Saline 


5.755 Fresh 


0802000400411500 

1.988 

Saline 

0802000300352000 

3.344 

Fresh 

0802000200333300 

5.133 

Saline 

0801000900271400 

1.483 

Fresh 



0802000400397500 

0.502 

Fresh 

0802000400397400 

1.363 

Fresh 

0802000300384000 

1.289 

Saline 

0802000200336000 

3.295 

Fresh 


( 6 ) 


IGNP Canal System 


IGNP Canal System 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Non-command 


Bhakhra Canal 


IGNP Canal System 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System 


IGNP Canal System 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Non-command 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System 


IGNP Canal System 


Bhakhra Canal 


IGNP Canal System 


Non-command 


Non-command 


Non-command 


Bhakhra Canal 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


Bhakhra Canal 


Ghaggar River Bed 


Ghaggar River Bed 


IGNP Canal System 


IGNP Canal System 


Ghaggar River Bed 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Ghaggar River Bed 


IGNP Canal System 


IGNP Canal System 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Ghaggar River Bed 


IGNP Canal System 


IGNP Canal System 


Non-command 


Ghaggar River Bed 


Ghaggar River Bed 


IGNP Canal System 


Bhakhra Canal 


Ghaggar River Bed 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Command 

Younger Alluvium 

0.439 

Command 

Younger Alluvium 

0.448 

Command 

Younger Alluvium 

0.248 

Command 

Younger Alluvium 

1.721 

Command 

Younger Alluvium 

0.078 

Non-command 

Younger Alluvium 

4.300 

Command 

Younger Alluvium 

2.577 

Command 

Younger Alluvium 

0.002 

Command 

Younger Alluvium 

0.822 

Command 

Younger Alluvium 

0.453 

Command 

Younger Alluvium 

0.374 

Command 

Younger Alluvium 

2.177 

Command 

Younger Alluvium 

0.074 

Command 

Younger Alluvium 

1.770 

Command 

Younger Alluvium 

4.769 

Non-command 

Younger Alluvium 

0.496 

Command 

Younger Alluvium 

3.499 

Command 

Younger Alluvium 

1.291 

Command 

Younger Alluvium 

2.042 

Command 

Younger Alluvium 

1.658 

Command 

Younger Alluvium 

1.992 

Command 

Younger Alluvium 

1.140 

Non-command 

Younger Alluvium 

0.027 

Non-command 

Younger Alluvium 

8.525 

Non-command 

Younger Alluvium 

2.213 

Command 

Younger Alluvium 

3.370 

Command 

Younger Alluvium 

0.029 

Command 

Younger Alluvium 

2.143 

Command 

Younger Alluvium 

1.534 

Command 

Younger Alluvium 

2.882 

Command 

Younger Alluvium 

1.215 

Command 

Younger Alluvium 

0.359 

Command 

Younger Alluvium 

0.391 

Command 

Younger Alluvium 

3.524 

Command 

Younger Alluvium 

1.069 

Command 

Younger Alluvium 

0.236 

Command 

Younger Alluvium 

0.605 

Command 

Younger Alluvium 

3.618 

Command 

Younger Alluvium 

0.001 

Command 

Younger Alluvium 

0.044 

Command 

Younger Alluvium 

1.988 

Command 

Younger Alluvium 

0.132 

Command 

Younger Alluvium 

5.133 

Command 

Younger Alluvium 

0.012 

Command 

Younger Alluvium 

1.373 

Command 

Younger Alluvium 

0.098 

Command 

Younger Alluvium 

0.511 

Non-command 

Younger Alluvium 

0.592 

Command 

Younger Alluvium 

0.502 

Command 

Younger Alluvium 

1.363 

Command 

Younger Alluvium 

1.289 

Command 

Younger Alluvium 

0.425 

Command 

Younger Alluvium 

1.769 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

130,000 

110,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

150,000 

130,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

130,000 

110,000 

90 

130,000 

110,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

90,000 

70,000 

90 

200,000 

150,000 

90 

200,000 

150,000 

90 

200,000 

150,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

110,000 

90,000 



Tube Wells with 
Wells Pumpset 


MCM 


( 15 ) 


0.008 


0.006 




























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


4 MNWM 


4 MOD 


4 MST 


4 MWM-A 


4 MWM-B 


4 NDR 


4 NR 


4 NSW-A 


4 NSW-B 


0802000300379900 


0802000300380000 


sq.km 


(4) (5) 


Saline 


2.483 Fresh 


Saline 


0801000900256400 

1.171 

0802000300361500 

4.917 

0802000200337800 

1.637 




0802000200336700 

2.742 

0802000400404400 

2.604 



0802000400405700 

1.809 

Saline 

0802000400405800 

2.032 

Saline 



4 SGM 


0801000900271700 


( 6 ) 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System Stage I 


Ghaggar River Bed 


Ghaggar River Bed 


Bhakhra Canal 


Ghaggar River Bed 


IGNP Canal System Stage I 


Ghaggar River Bed 


Ghaggar River Bed 


IGNP Canal System Stage I 


Ghaggar River Bed 


IGNP Canal System Stage I 


Ghaggar River Bed 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Ghaggar River Bed 


Ghaggar River Bed 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Ghaggar River Bed 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Gang Canal 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Non-command 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Ghaggar River Bed 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System Stage I 


Non-command 


Ghaggar River Bed 


Ghaggar River Bed 


Ghaggar River Bed 


IGNP Canal System Stage I 


Ghaggar River Bed 


IGNP Canal System Stage I 


Bhakhra Canal 


Non-command 


Bhakhra Canal 


Non-command 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System Stage I 


Bhakhra Canal 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

1.101 

Command 

Younger Alluvium 

1.321 

Command 

Younger Alluvium 

0.961 

Command 

Younger Alluvium 

1.171 

Command 

Younger Alluvium 

0.053 

Command 

Younger Alluvium 

0.442 

Command 

Younger Alluvium 

0.006 

Command 

Younger Alluvium 

1.172 

Command 

Younger Alluvium 

0.017 

Command 

Younger Alluvium 

0.339 

Command 

Younger Alluvium 

1.118 

Command 

Younger Alluvium 

0.685 

Command 

Younger Alluvium 

0.328 

Command 

Younger Alluvium 

1.115 

Command 

Younger Alluvium 

0.296 

Command 

Younger Alluvium 

0.394 

Command 

Younger Alluvium 

0.695 

Command 

Younger Alluvium 

4.819 

Command 

Younger Alluvium 

0.866 

Command 

Younger Alluvium 

0.254 

Command 

Younger Alluvium 

0.063 

Command 

Younger Alluvium 

2.742 

Command 

Younger Alluvium 

0.554 

Command 

Younger Alluvium 

2.050 

Command 

Younger Alluvium 

0.731 

Command 

Younger Alluvium 

0.702 

Command 

Younger Alluvium 

1.809 

Command 

Younger Alluvium 

1.716 

Non-command 

Younger Alluvium 

0.316 

Command 

Younger Alluvium 

1.321 

Command 

Younger Alluvium 

1.017 

Command 

Younger Alluvium 

3.361 

Command 

Younger Alluvium 

2.571 

Command 

Younger Alluvium 

0.031 

Command 

Younger Alluvium 

0.250 

Non-command 

Younger Alluvium 

1.232 

Command 

Younger Alluvium 

0.670 

Non-command 

Younger Alluvium 

6.407 

Command 

Younger Alluvium 

0.004 

Command 

Younger Alluvium 

1.444 

Command 

Younger Alluvium 

0.067 

Command 

Younger Alluvium 

0.002 

Command 

Younger Alluvium 

0.278 

Command 

Younger Alluvium 

2.808 

Command 

Younger Alluvium 

1.845 

Non-command 

Younger Alluvium 

0.416 

Command 

Younger Alluvium 

2.086 

Non-command 

Younger Alluvium 

0.012 

Command 

Younger Alluvium 

5.220 

Command 

Younger Alluvium 

1.826 

Command 

Younger Alluvium 

0.091 

Command 

Younger Alluvium 

0.081 

Command 

Younger Alluvium 

1.304 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

200,000 

150,000 

90 

200,000 

150,000 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

200,000 

150,000 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 























































































































































































































































































































































































































































































































































































































































































Micro-watershed 




40 NGC 


40 PBN 


40 SSW 


40 STG 


41 NDR 


41 SSW 


41 STG 


42 NDR 


42 PBN 


42 SSW 


42 STG 


43 NDR 


43 NDR-A 


43 NGC 


43 SSW 


43 STG I 


43 STG II 


44 NDR-A 


44 NGC 


Census Code 

Area 


sq.km 

(3) 

(4) 

0802000400399300 

2.109 

0802000300362800 

2.534 

0801000900269100 

1.985 

0802000500418200 

6.682 

0802000500418000 

4.196 

0802000300370700 

2.248 

0802000400413800 

7.169 

0802000300362000 

3.860 



0802000200332000 

2.877 

0802000500417900 

3.599 

0802000400411400 

3.151 


0802000300357600 

1.556 

0801000900272800 

1.261 

0802000300367800 

2.862 

0801000900276800 

1.663 

0802000400409800 

1.744 


Saline 


2.656 Fresh 



Saline 


3.842 Saline 


Saline 


1.826 Fresh 


0802000300365000 

2.473 

0801000900277300 

1.475 


0801000900276600 

1.169 

0802000400411800 

1.866 

0802000300357300 

2.417 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


0802000300365100 

3.393 

Saline 

0801000900276900 

2.575 

Saline 

0802000400409700 

2.453 

Fresh 



0801000900273000 

1.327 

Saline 

0802000300367900 

2.762 

Saline 

0801000900276700 

2.249 

Saline 

0802000400411700 

2.660 

Saline 

0802000400411600 

3.335 

Saline 

0802000300357400 

2.078 

Fresh 




Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


( 6 ) 


Ghaggar River Bed 


Bhakhra Canal 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


Bhakhra Canal 


IGNP Canal System 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


Ghaggar River Bed 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Ghaggar River Bed 


IGNP Canal System 


IGNP Canal System 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Bhakhra Canal 


Non-command 


Bhakhra Canal 


Bhakhra Canal 


Ghaggar River Bed 


IGNP Canal System 


IGNP Canal System 


Ghaggar River Bed 


IGNP Canal System 


IGNP Canal System 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System 


IGNP Canal System 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Bhakhra Canal 


Non-command 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 



Stage I 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

2.109 

Command 

Younger Alluvium 

2.534 

Command 

Younger Alluvium 

1.985 

Command 

Younger Alluvium 

3.600 

Command 

Younger Alluvium 

4.196 

Command 

Younger Alluvium 

2.248 

Command 

Younger Alluvium 

7.169 

Command 

Younger Alluvium 

1.634 

Command 

Younger Alluvium 

2.226 

Command 

Younger Alluvium 

2.877 

Command 

Younger Alluvium 

3.558 

Command 

Younger Alluvium 

0.041 

Command 

Younger Alluvium 

3.110 

Command 

Younger Alluvium 

1.556 

Command 

Younger Alluvium 

1.261 

Command 

Younger Alluvium 

2.862 

Command 

Younger Alluvium 

1.663 

Command 

Younger Alluvium 

0.950 

Command 

Younger Alluvium 

0.450 

Command 

Younger Alluvium 

0.344 

Command 

Younger Alluvium 

0.684 

Command 

Younger Alluvium 

0.460 

Command 

Younger Alluvium 

1.511 

Command 

Younger Alluvium 

3.023 

Non-command 

Younger Alluvium 

0.819 

Command 

Younger Alluvium 

3.393 

Command 

Younger Alluvium 

2.575 

Command 

Younger Alluvium 

0.280 

Command 

Younger Alluvium 

0.503 

Command 

Younger Alluvium 

1.669 

Command 

Younger Alluvium 

2.755 

Command 

Younger Alluvium 

0.703 

Command 

Younger Alluvium 

1.084 

Command 

Younger Alluvium 

0.210 

Command 

Younger Alluvium 

1.617 

Command 

Younger Alluvium 

1.327 

Command 

Younger Alluvium 

2.762 

Command 

Younger Alluvium 

2.249 

Command 

Younger Alluvium 

2.660 

Command 

Younger Alluvium 

3.335 

Command 

Younger Alluvium 

0.461 

Command 

Younger Alluvium 

1.423 

Command 

Younger Alluvium 

0.194 

Command 

Younger Alluvium 

2.840 

Non-command 

Younger Alluvium 

0.303 

Command 

Younger Alluvium 

2.473 

Command 

Younger Alluvium 

0.250 

Command 

Younger Alluvium 

1.225 

Command 

Younger Alluvium 

1.169 

Command 

Younger Alluvium 

1.866 

Command 

Younger Alluvium 

0.582 

Command 

Younger Alluvium 

1.256 

Command 

Younger Alluvium 

0.578 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

110,000 

90,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.251 































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 


Zone 
(Fresh / 
Saline) 


Type of Area (Command / Non¬ 
command) 


Name 

Census Code 

Area 



sq.km 

(2) 

(3) 

(4) 

44 PBN 

0801000900273200 

1.886 

44 SSW 

0802000300368000 

6.707 

44 STG 

0801000900276500 

2.251 


45 PBN 


45 SSW 


45 STG (RURAL) 


46 NDR 


47 NDR 


47 NGC 


5 ARW-A 


5 ARW-B 


5 AWSM 


5 BHM 


5 BPM 


0802000400411900 


0802000300357100 



Saline 


4.743 Fresh 




Saline 


2.456 Fresh 


0801000900273300 

1.103 

0802000300364900 

5.760 

0801000900276400 

1.061 

0802000400409400 

2.603 


Saline 


4.032 Saline 




26.509 Fresh 



3.841 Saline 


2.431 Fresh 



0802000300368200 

1.092 

Saline 

0802000300368100 

1.403 

Saline 


0802000300375200 

2.624 

Saline 

0802000400415600 

1.063 

Saline 

0801000900256500 

4.222 

Saline 


( 6 ) 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Non-command 


Bhakhra Canal 


Ghaggar River Bed 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Non-command 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Non-command 


Ghaggar River Bed 


IGNP Canal System Stage I 


Bhakhra Canal 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Ghaggar River Bed 


IGNP Canal System Stage I 


Bhakhra Canal 


IGNP Canal System Stage I 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Gang Canal 


IGNP Canal System Stage I 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Ghaggar River Bed 


IGNP Canal System Stage I 


Bhakhra Canal 


IGNP Canal System Stage I 


Bhakhra Canal 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

1.886 

Command 

Younger Alluvium 

6.707 

Command 

Younger Alluvium 

1.195 

Non-command 

Younger Alluvium 

0.244 

Command 

Younger Alluvium 

0.812 

Command 

Younger Alluvium 

1.240 

Command 

Younger Alluvium 

1.275 

Command 

Younger Alluvium 

2.228 

Command 

Younger Alluvium 

0.752 

Command 

Younger Alluvium 

1.130 

Command 

Younger Alluvium 

0.575 

Command 

Younger Alluvium 

1.103 

Command 

Younger Alluvium 

5.760 

Non-command 

Younger Alluvium 

1.061 

Command 

Younger Alluvium 

0.096 

Command 

Younger Alluvium 

2.507 

Command 

Younger Alluvium 

0.457 

Command 

Younger Alluvium 

0.912 

Command 

Younger Alluvium 

0.605 

Command 

Younger Alluvium 

1.463 

Command 

Younger Alluvium 

1.307 

Non-command 

Younger Alluvium 

1.262 

Command 

Younger Alluvium 

0.155 

Command 

Younger Alluvium 

0.306 

Command 

Younger Alluvium 

5.358 

Command 

Younger Alluvium 

20.690 

Command 

Younger Alluvium 

3.841 

Command 

Younger Alluvium 

0.620 

Command 

Younger Alluvium 

0.983 

Command 

Younger Alluvium 

0.828 

Command 

Younger Alluvium 

2.044 

Command 

Younger Alluvium 

0.311 

Command 

Younger Alluvium 

6.071 

Command 

Younger Alluvium 

1.159 

Command 

Younger Alluvium 

0.374 

Command 

Younger Alluvium 

3.367 

Command 

Younger Alluvium 

1.178 

Command 

Younger Alluvium 

0.341 

Command 

Younger Alluvium 

1.069 

Command 

Younger Alluvium 

4.708 

Command 

Younger Alluvium 

0.096 

Command 

Younger Alluvium 

2.037 

Command 

Younger Alluvium 

0.361 

Command 

Younger Alluvium 

1.343 

Command 

Younger Alluvium 

0.338 

Command 

Younger Alluvium 

6.826 

Command 

Younger Alluvium 

1.441 

Command 

Younger Alluvium 

1.092 

Command 

Younger Alluvium 

0.212 

Command 

Younger Alluvium 

1.191 

Command 

Younger Alluvium 

2.624 

Command 

Younger Alluvium 

1.063 

Command 

Younger Alluvium 

0.154 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

200,000 

150,000 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

200,000 

150,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 


























































































































































































































































































































































































































































































































































































































































































Micro-watershed 



5 BRP 


5 CDR 


5 DBL 


5 FDM -B 


5 FDM-A 


5 FTP 


5GB-A 


5 GGR 


5GMD 


5 HLM 


5 HMH 


5 KSP 


5 LGW 


5 MNWM 


5 MOD 


5 MST 


5 MW 


5 MWM-A (MAINAWALI) 


5 MWM-B 


5 NDR 


5 NDR-A 


0802000400407500 


0802000200324700 


0802000200338500 


0801000900257200 


0801000900266100 


0802000200325000 



0802000300384100 


0802000300377500 



0801000800252300 

1.044 

0802000200332800 

4.083 


0802000300359800 

2.970 

0802000300362200 

2.787 



0802000200333800 

3.188 

0802000400394200 

3.379 



Saline 


3.796 Saline 


0801000900257000 

6.078 

0802000300361600 

1.225 

0802000200336600 

1.019 

0802000300378300 

1.849 

0802000300380100 

3.821 

0802000300380200 

2.343 



0802000200336300 

2.428 

0802000200336500 

3.676 


2.143 Saline 



0802000200331400 


5.199 Fresh 


Saline 


3.277 Fresh 


2.143 Saline 


Stage I 


Stage I 


Stage I 



0801000900258900 

1.036 

Saline 

0802000400416600 

3.013 

Saline 

0802000300358000 

4.314 

Fresh 


Stage I 


Stage I 





Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


( 6 ) 


Non-command 


Bhakhra Canal 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Ghaggar River Bed 


Ghaggar River Bed 


Bhakhra Canal 


Ghaggar River Bed 


IGNP Canal System 


IGNP Canal System 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


IGNP Canal System 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System 


Ghaggar River Bed 


Ghaggar River Bed 


IGNP Canal System 


Ghaggar River Bed 


Ghaggar River Bed 


IGNP Canal System 


IGNP Canal System 


Ghaggar River Bed 


Ghaggar River Bed 


Ghaggar River Bed 


Ghaggar River Bed 


Ghaggar River Bed 


Gang Canal 


IGNP Canal System 


IGNP Canal System 


Non-command 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Ghaggar River Bed 


IGNP Canal System 


Bhakhra Canal 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Younger Alluvium 

2.832 

Command 

Younger Alluvium 

3.632 

Command 

Younger Alluvium 

0.459 

Command 

Younger Alluvium 

2.123 

Command 

Younger Alluvium 

1.415 

Command 

Younger Alluvium 

0.895 

Command 

Younger Alluvium 

1.764 

Command 

Younger Alluvium 

0.482 

Command 

Younger Alluvium 

0.000 

Command 

Younger Alluvium 

0.067 

Command 

Younger Alluvium 

1.434 

Command 

Younger Alluvium 

2.581 

Command 

Younger Alluvium 

0.001 

Command 

Younger Alluvium 

3.013 

Command 

Younger Alluvium 

0.375 

Command 

Younger Alluvium 

0.792 

Command 

Younger Alluvium 

3.148 

Command 

Younger Alluvium 

1.029 

Command 

Younger Alluvium 

0.182 

Command 

Younger Alluvium 

2.605 

Command 

Younger Alluvium 

3.188 

Command 

Younger Alluvium 

0.694 

Command 

Younger Alluvium 

2.156 

Command 

Younger Alluvium 

0.503 

Command 

Younger Alluvium 

2.862 

Command 

Younger Alluvium 

0.334 

Command 

Younger Alluvium 

1.002 

Command 

Younger Alluvium 

0.556 

Command 

Younger Alluvium 

1.910 

Command 

Younger Alluvium 

0.101 

Command 

Younger Alluvium 

0.149 

Command 

Younger Alluvium 

0.215 

Command 

Younger Alluvium 

1.019 

Command 

Younger Alluvium 

1.849 

Command 

Younger Alluvium 

3.821 

Command 

Younger Alluvium 

1.833 

Command 

Younger Alluvium 

0.404 

Command 

Younger Alluvium 

0.107 

Command 

Younger Alluvium 

2.428 

Command 

Younger Alluvium 

3.109 

Command 

Younger Alluvium 

0.567 

Command 

Younger Alluvium 

0.808 

Command 

Younger Alluvium 

0.509 

Command 

Younger Alluvium 

2.390 

Command 

Younger Alluvium 

0.174 

Command 

Younger Alluvium 

2.135 

Non-command 

Younger Alluvium 

0.008 

Command 

Younger Alluvium 

0.482 

Command 

Younger Alluvium 

0.708 

Command 

Younger Alluvium 

4.009 

Command 

Younger Alluvium 

2.849 

Command 

Younger Alluvium 

0.429 

Command 

Younger Alluvium 

0.023 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

130,000 

110,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

110,000 

90,000 

90 

70,000 

50,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.044 






































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Type of Area (Command / Non¬ 
command) 

Name 


Census Code 

Area 






sq.km 



(2) 

(3) 

(4) 

(5) 

(6) 



5 RP 


5 RWB 


5SGM 


5SHPD-A 


5SHPD-B 


5 SPD-A 


5SPD-B 


5 SRW 


5 SSW (JHAMBAR) 


5 STB 


5 TLW 


5 ZWD 


50 NGC (RURAL) 


50 PBN 


51000 RD 


52 PBN 


54000 RD 


55/56 RD 


6 ARW 


6 BHM 


6 BRP 


6 CDR 


6 DBL 


6 FDM-A 


6 FDM-B 


6 FTP 


0802000300383100 

2.227 

Fresh 

0802000200337300 

2.112 

Saline 

0801000900271800 

0.923 

Saline 





Saline 

0801000900269000 

2.176 

Saline 

0801000900268900 

3.106 

Saline 

0802000500417100 

4.199 

Saline 

0802000500417200 

2.447 

Saline 

0802000200329900 

1.794 

Saline 


0802000300370500 

4.044 

Saline 

0802000400413700 

2.355 

Saline 

0802000200331900 

5.312 

Fresh 

0802000500417600 

5.643 

Saline 

0802000300356800 

2.288 

Fresh 

0801000900273800 

6.100 

Saline 



0802000400414900 


0801000800251900 


0802000400415500 


0802000400407100 


0802000200324800 


2.807 Fresh 


Saline 


3.022 Saline 


6.124 Fresh 


Saline 



0802000400414800 

1.882 

Saline 

0802000300381600 

1.976 

Saline 

0802000400410100 

13.097 

Fresh 



Saline 


0.924 Saline 


4.437 Saline 


3.880 Fresh 


0802000200339400 

1.660 

Saline 

0801000900266600 

2.479 

Saline 

0801000900266700 

2.132 

Saline 

0802000200325100 

3.459 

Fresh 



6 HLM 


0802000400416500 


3.596 Saline 


Ghaggar River Bed 


Ghaggar River Bed 


IGNP Canal System Stage I 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Ghaggar River Bed 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


IGNP Canal System Stage I 


Bhakhra Canal 


IGNP Canal System Stage I 


Ghaggar River Bed 


Gang Canal 


IGNP Canal System Stage I 


Bhakhra Canal 


Ghaggar River Bed 


Ghaggar River Bed 


Gang Canal 


Ghaggar River Bed 


IGNP Canal System Stage I 


Ghaggar River Bed 


Gang Canal 


Ghaggar River Bed 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Ghaggar River Bed 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Non-command 


Bhakhra Canal 


Ghaggar River Bed 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Ghaggar River Bed 


Gang Canal 


Ghaggar River Bed 


IGNP Canal System Stage I 


Bhakhra Canal 


Ghaggar River Bed 


IGNP Canal System Stage I 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

2.120 

Command 

Younger Alluvium 

2.227 

Command 

Younger Alluvium 

0.235 

Command 

Younger Alluvium 

0.748 

Command 

Younger Alluvium 

0.175 

Command 

Younger Alluvium 

0.078 

Command 

Younger Alluvium 

4.431 

Command 

Younger Alluvium 

0.523 

Command 

Younger Alluvium 

0.828 

Command 

Younger Alluvium 

2.176 

Command 

Younger Alluvium 

3.106 

Command 

Younger Alluvium 

4.199 

Command 

Younger Alluvium 

2.447 

Command 

Younger Alluvium 

0.608 

Command 

Younger Alluvium 

1.186 

Command 

Younger Alluvium 

4.044 

Command 

Younger Alluvium 

2.355 

Command 

Younger Alluvium 

5.312 

Command 

Younger Alluvium 

4.344 

Command 

Younger Alluvium 

2.288 

Command 

Younger Alluvium 

4.716 

Command 

Younger Alluvium 

0.012 

Command 

Younger Alluvium 

0.089 

Command 

Younger Alluvium 

1.518 

Command 

Younger Alluvium 

0.574 

Command 

Younger Alluvium 

0.511 

Command 

Younger Alluvium 

1.722 

Command 

Younger Alluvium 

3.022 

Command 

Younger Alluvium 

0.002 

Command 

Younger Alluvium 

4.782 

Command 

Younger Alluvium 

0.953 

Command 

Younger Alluvium 

1.882 

Command 

Younger Alluvium 

1.976 

Command 

Younger Alluvium 

0.475 

Command 

Younger Alluvium 

0.445 

Command 

Younger Alluvium 

12.176 

Command 

Younger Alluvium 

0.924 

Non-command 

Younger Alluvium 

4.437 

Command 

Younger Alluvium 

3.698 

Command 

Younger Alluvium 

0.182 

Command 

Younger Alluvium 

0.299 

Command 

Younger Alluvium 

2.479 

Command 

Younger Alluvium 

2.132 

Command 

Younger Alluvium 

1.125 

Command 

Younger Alluvium 

0.085 

Command 

Younger Alluvium 

2.250 

Command 

Younger Alluvium 

1.295 

Command 

Younger Alluvium 

0.449 

Command 

Younger Alluvium 

0.905 

Command 

Younger Alluvium 

0.042 

Command 

Younger Alluvium 

2.145 

Command 

Younger Alluvium 

2.689 

Command 

Younger Alluvium 

3.596 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 



















































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



6 KHR 


6 KKW 


6 KSP 


6 LGW 


6 LLW 


6 MD-A 


6 MD-B 


6 MOD 


6 MWM-A 


6 NDR 


6 NRD 


6 RWB 


6SGM-A 


6SGM-B 


6 SGR 


6 SNM 


6 SPD 


6 SPD-A 


6SPD-B 


6 SRW 


6SSW 


6 STG 


6 ZWD-A 




Saline 

0802000200322500 

2.327 

Fresh 

0802000300352100 

4.774 

Fresh 

0802000200333400 

2.792 

Saline 

0802000400397300 

3.237 

Fresh 

0802000300351400 

2.977 

Saline 

0802000300377400 

1.965 

Saline 

0802000300377300 

1.367 

Saline 

0802000300361400 

2.945 

Fresh 

0802000300380400 

1.614 

Fresh 



0802000300380300 


0802000300362700 


0801000900268700 


Saline 


1.821 Fresh 


0802000200336400 

3.112 

Fresh 

0801000900257900 

2.965 

Saline 



0802000200337400 

1.414 

0801000900271500 

3.509 



Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


( 6 ) 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Ghaggar River Bed 


Ghaggar River Bed 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Ghaggar River Bed 


IGNP Canal System Stage I 


Ghaggar River Bed 


Gang Canal 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Non-command 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Ghaggar River Bed 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Ghaggar River Bed 


Bhakhra Canal 


Ghaggar River Bed 


0801000900272500 

1.566 

Saline 

Bhakhra Canal 

0802000400401800 

3.018 

Fresh 

Bhakhra Canal 



Saline 


3.909 Saline 


1.070 Fresh 



0802000500417500 

3.120 

Saline 

0802000500417400 

1.872 

Saline 

0802000200330000 

2.767 

Saline 

0802000300370400 

1.584 

Saline 

0802000300361900 

1.492 

Fresh 

0802000400415700 

1.734 

Saline 


Ghaggar River Bed 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Bhakhra Canal 


IGNP Canal System Stage I 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Ghaggar River Bed 


IGNP Canal System Stage I 


Bhakhra Canal 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System Stage I 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

0.140 

Command 

Younger Alluvium 

0.268 

Command 

Younger Alluvium 

2.442 

Command 

Younger Alluvium 

0.296 

Command 

Younger Alluvium 

0.164 

Command 

Younger Alluvium 

2.792 

Command 

Younger Alluvium 

3.237 

Command 

Younger Alluvium 

0.006 

Command 

Younger Alluvium 

1.965 

Command 

Younger Alluvium 

1.367 

Command 

Younger Alluvium 

2.376 

Command 

Younger Alluvium 

1.468 

Command 

Younger Alluvium 

0.095 

Command 

Younger Alluvium 

0.051 

Command 

Younger Alluvium 

1.818 

Command 

Younger Alluvium 

0.003 

Command 

Younger Alluvium 

3.112 

Command 

Younger Alluvium 

0.001 

Command 

Younger Alluvium 

2.963 

Command 

Younger Alluvium 

0.118 

Non-command 

Younger Alluvium 

0.988 

Command 

Younger Alluvium 

0.306 

Command 

Younger Alluvium 

2.355 

Command 

Younger Alluvium 

0.670 

Command 

Younger Alluvium 

0.474 

Command 

Younger Alluvium 

0.173 

Command 

Younger Alluvium 

1.466 

Command 

Younger Alluvium 

0.076 

Command 

Younger Alluvium 

0.301 

Command 

Younger Alluvium 

0.105 

Command 

Younger Alluvium 

3.102 

Command 

Younger Alluvium 

1.566 

Command 

Younger Alluvium 

0.005 

Command 

Younger Alluvium 

2.775 

Command 

Younger Alluvium 

0.215 

Command 

Younger Alluvium 

0.024 

Command 

Younger Alluvium 

0.276 

Command 

Younger Alluvium 

0.951 

Command 

Younger Alluvium 

3.781 

Command 

Younger Alluvium 

1.867 

Command 

Younger Alluvium 

0.116 

Command 

Younger Alluvium 

3.909 

Command 

Younger Alluvium 

0.278 

Command 

Younger Alluvium 

0.094 

Command 

Younger Alluvium 

0.122 

Command 

Younger Alluvium 

0.283 

Command 

Younger Alluvium 

0.292 

Command 

Younger Alluvium 

3.120 

Command 

Younger Alluvium 

1.872 

Command 

Younger Alluvium 

2.767 

Command 

Younger Alluvium 

1.584 

Command 

Younger Alluvium 

1.492 

Command 

Younger Alluvium 

1.734 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

150,000 

130,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

110,000 

90,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

200,000 

150,000 

90 

200,000 

150,000 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

150,000 

130,000 

90 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 



0.235 

0.235 

0.016 

0.016 











































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



644 RD 


650 RD 


654 RD 


67000 RD 


6Z WD-B 


7 BRP 


7 CDR 


7 FDM 


7 FTP 


7 HMH 


7 JRK 


7 KHR 


7 KSP 


7 LGW-A 


7 LGW-B 


7 LLW 


7 MD 


7 MOD 


7 MWM 


7 NDR-B 


7 NRD 


7 NSW 


7 PBN 


7 RP-A 


7 RP-B 


7 RPC 


7 SGM 


7SGR-A 


0802000200334900 


0802000200334800 


0802000200335200 


0802000400413600 


0802000400416000 


0802000400407400 


0802000200327400 


0801000900272600 


0801000900263400 



0801000900257100 

1.780 

Saline 

0802000200327300 

4.796 

Fresh 


0802000300361300 

3.237 

0802000300379700 

4.007 


Saline 


1.978 Saline 


0.899 Fresh 


0.985 Fresh 


Saline 


2.728 Fresh 


Saline 


Stage I 


Stage I 


Stage I 



0802000300358300 

4.340 

Saline 

0802000300360200 

3.224 

Fresh 

0802000200322400 

2.934 

Fresh 

0802000200333700 

2.559 

Saline 

0802000400397200 

2.994 

Fresh 

0802000400397100 

1.804 

Fresh 

0802000300351200 

2.243 

Fresh 

0802000300377200 

3.064 

Fresh 




0802000300377600 

2.065 

Fresh 

0801000900257500 

0.799 

Saline 

0802000400406100 

1.829 

Saline 


0802000400397900 

1.916 

Fresh 

0802000300383200 

2.235 

Fresh 

0802000300382400 

2.611 

Fresh 

0802000300382300 

1.294 

Fresh 




Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 




Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System 


IGNP Canal System 


Non-command 


Bhakhra Canal 


Ghaggar River Bed 


IGNP Canal System 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Bhakhra Canal 


Ghaggar River Bed 


Ghaggar River Bed 


Bhakhra Canal 


Bhakhra Canal 


Ghaggar River Bed 


IGNP Canal System 


Bhakhra Canal 


IGNP Canal System 


Bhakhra Canal 


Bhakhra Canal 


Ghaggar River Bed 


Ghaggar River Bed 


IGNP Canal System 


IGNP Canal System 


Bhakhra Canal 


Ghaggar River Bed 


IGNP Canal System 


Ghaggar River Bed 


IGNP Canal System 


IGNP Canal System 


Non-command 


Ghaggar River Bed 


Ghaggar River Bed 


Ghaggar River Bed 


Ghaggar River Bed 


IGNP Canal System 


IGNP Canal System 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System 


Bhakhra Canal 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

2.882 

Command 

Younger Alluvium 

0.657 

Command 

Younger Alluvium 

0.605 

Command 

Younger Alluvium 

3.101 

Command 

Younger Alluvium 

1.766 

Non-command 

Younger Alluvium 

4.755 

Command 

Younger Alluvium 

2.415 

Command 

Younger Alluvium 

0.921 

Command 

Younger Alluvium 

1.780 

Command 

Younger Alluvium 

0.017 

Command 

Younger Alluvium 

4.779 

Command 

Younger Alluvium 

1.462 

Command 

Younger Alluvium 

0.018 

Command 

Younger Alluvium 

4.340 

Command 

Younger Alluvium 

0.378 

Command 

Younger Alluvium 

0.147 

Command 

Younger Alluvium 

2.559 

Command 

Younger Alluvium 

2.994 

Command 

Younger Alluvium 

1.804 

Command 

Younger Alluvium 

0.004 

Command 

Younger Alluvium 

0.287 

Command 

Younger Alluvium 

0.007 

Command 

Younger Alluvium 

0.014 

Command 

Younger Alluvium 

2.596 

Command 

Younger Alluvium 

0.160 

Command 

Younger Alluvium 

1.342 

Command 

Younger Alluvium 

1.032 

Command 

Younger Alluvium 

0.031 

Command 

Younger Alluvium 

0.735 

Command 

Younger Alluvium 

0.755 

Command 

Younger Alluvium 

2.517 

Command 

Younger Alluvium 

0.126 

Command 

Younger Alluvium 

2.631 

Command 

Younger Alluvium 

0.245 

Command 

Younger Alluvium 

2.065 

Command 

Younger Alluvium 

0.799 

Command 

Younger Alluvium 

0.381 

Non-command 

Younger Alluvium 

1.447 

Command 

Younger Alluvium 

1.916 

Command 

Younger Alluvium 

2.235 

Command 

Younger Alluvium 

2.611 

Command 

Younger Alluvium 

0.366 

Command 

Younger Alluvium 

0.286 

Command 

Younger Alluvium 

0.642 

Command 

Younger Alluvium 

1.978 

Command 

Younger Alluvium 

0.012 

Command 

Younger Alluvium 

0.114 

Command 

Younger Alluvium 

0.445 

Command 

Younger Alluvium 

0.327 

Command 

Younger Alluvium 

0.785 

Command 

Younger Alluvium 

0.200 

Command 

Younger Alluvium 

0.064 

Command 

Younger Alluvium 

2.664 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

100,000 

80,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

150,000 

130,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

200,000 

150,000 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

200,000 

150,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 



































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 



7SHPD-B 


7 SNM 


7 SPD 


7 SRW 


7 SSW 


7 STB 


7 STG 


7 ZWD 


75000 RD 


767.50 RD 


8 BRP 


8 CDR 


8 FDM 


8 FTP-A 


8 JRK 


8 KHR 


8 KSP 


8 LGW-A 


8 LLW 


8 MD 


8 MZW 


8 NDR 


8 NRD 


8 NSW 


8 PBN 


8 RP-CAD(RAHIT) 


Census Code 

Area 


sq.km 

(3) 

(4) 

0801000900268500 

2.494 

0802000300362900 

6.089 

0802000500417300 

0.900 

0802000200331200 

2.681 



0802000300370800 

6.177 

0802000400412000 

1.503 

0802000300363100 

4.007 


0802000400415900 

1.803 

0802000400413500 

3.649 

0802000400413300 

2.727 

0802000400407300 

3.622 

0802000200327500 

2.953 


0801000900256900 

3.166 

Saline 

0802000200327200 

2.213 

Fresh 



0802000300360300 


0802000200322300 


0802000300371100 


0802000400397000 


0802000200341900 


0802000300382900 


0801000900255300 


0802000400406300 


Saline 


3.983 Fresh 


3.505 Fresh 


2.190 Saline 


3.660 Fresh 



0802000300351500 

3.149 

0802000300377100 

2.723 



Saline 


5.164 Saline 


1.789 Fresh 


1.170 Saline 


6.545 Saline 


0802000400398000 

3.033 

Fresh 

0802000300383400 

2.946 

Fresh 



8 RP-CAD(SAHIT) 


8 SD 


0802000300383300 


0801000900273900 


Saline 


1.307 Fresh 


6.397 Saline 


( 6 ) 


IGNP Canal System 


Bhakhra Canal 


IGNP Canal System 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


IGNP Canal System 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


Non-command 


Bhakhra Canal 


Ghaggar River Bed 


IGNP Canal System 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System 


Bhakhra Canal 


IGNP Canal System 


Bhakhra Canal 


Bhakhra Canal 


Ghaggar River Bed 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


Ghaggar River Bed 


Gang Canal 


IGNP Canal System 


Non-command 


Ghaggar River Bed 


Ghaggar River Bed 


IGNP Canal System 


IGNP Canal System 


Ghaggar River Bed 


Gang Canal 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

2.494 

Command 

Younger Alluvium 

6.089 

Command 

Younger Alluvium 

0.900 

Command 

Younger Alluvium 

2.480 

Command 

Younger Alluvium 

0.201 

Command 

Younger Alluvium 

6.177 

Command 

Younger Alluvium 

1.503 

Command 

Younger Alluvium 

0.099 

Command 

Younger Alluvium 

3.908 

Command 

Younger Alluvium 

1.803 

Command 

Younger Alluvium 

3.649 

Command 

Younger Alluvium 

2.727 

Non-command 

Younger Alluvium 

3.622 

Command 

Younger Alluvium 

0.771 

Command 

Younger Alluvium 

2.182 

Command 

Younger Alluvium 

1.673 

Command 

Younger Alluvium 

0.031 

Command 

Younger Alluvium 

2.183 

Command 

Younger Alluvium 

0.000 

Command 

Younger Alluvium 

3.011 

Command 

Younger Alluvium 

5.324 

Command 

Younger Alluvium 

0.025 

Command 

Younger Alluvium 

0.222 

Command 

Younger Alluvium 

0.270 

Command 

Younger Alluvium 

2.330 

Command 

Younger Alluvium 

0.616 

Command 

Younger Alluvium 

0.705 

Command 

Younger Alluvium 

2.190 

Command 

Younger Alluvium 

0.004 

Command 

Younger Alluvium 

1.766 

Command 

Younger Alluvium 

0.670 

Command 

Younger Alluvium 

2.624 

Command 

Younger Alluvium 

0.042 

Command 

Younger Alluvium 

0.476 

Command 

Younger Alluvium 

0.142 

Command 

Younger Alluvium 

0.787 

Command 

Younger Alluvium 

1.793 

Command 

Younger Alluvium 

0.207 

Command 

Younger Alluvium 

0.121 

Command 

Younger Alluvium 

0.992 

Command 

Younger Alluvium 

0.181 

Command 

Younger Alluvium 

0.002 

Command 

Younger Alluvium 

0.035 

Command 

Younger Alluvium 

1.789 

Command 

Younger Alluvium 

1.170 

Command 

Younger Alluvium 

5.003 

Non-command 

Younger Alluvium 

1.543 

Command 

Younger Alluvium 

3.033 

Command 

Younger Alluvium 

0.791 

Command 

Younger Alluvium 

0.252 

Command 

Younger Alluvium 

1.904 

Command 

Younger Alluvium 

1.307 

Command 

Younger Alluvium 

0.662 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

100,000 

80,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

150,000 

130,000 

90 

110,000 

90,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

150,000 

130,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 



0.130 

0.288 

0.024 

0.024 

0.105 

0.105 









































































































































































































































































































































































































































































































































































































































































































































Village 


Zone 
(Fresh / 
Saline) 


Type of Area (Command / Non¬ 
command) 



Census Code 

Area 


sq.km 

(3) 

(4) 



0801000900268200 


0802000200334600 



0802000400415800 


0802000400408600 



Saline 


2.185 Fresh 



3.608 Fresh 


Saline 


6.764 Saline 



0802000300370300 

8.971 

0802000400408900 

3.267 

0802000300363200 

3.150 




Saline 


1.718 Saline 


1.265 Saline 



0801000900256800 

2.582 

Saline 

0802000200327000 

2.876 

Fresh 

0802000200333000 

2.733 

Saline 

0802000300358500 

2.977 

Fresh 



0802000300360400 

2.740 

0802000200323000 

3.260 


0802000200333600 

3.975 

0802000400398400 

1.565 

0802000400396200 

2.652 

0802000400396300 

2.246 

0802000300351900 

2.124 

0802000300377000 

1.639 




Saline 


2.342 Fresh 



0802000300361200 

4.294 

0802000300373900 

1.768 


0802000300382700 

1.042 

0801000900255500 

1.883 



4.265 Saline 



( 6 ) 


IGNP Canal System 


Bhakhra Canal 


Ghaggar River Bed 


Ghaggar River Bed 


IGNP Canal System 


IGNP Canal System 


Ghaggar River Bed 


IGNP Canal System 


Ghaggar River Bed 


IGNP Canal System 


Ghaggar River Bed 


Ghaggar River Bed 


IGNP Canal System 


Non-command 


Bhakhra Canal 


IGNP Canal System 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


IGNP Canal System 


IGNP Canal System 


Non-command 


Bhakhra Canal 


Ghaggar River Bed 


IGNP Canal System 


Ghaggar River Bed 


Bhakhra Canal 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Ghaggar River Bed 


IGNP Canal System 


IGNP Canal System 


Bhakhra Canal 


Bhakhra Canal 


Ghaggar River Bed 


IGNP Canal System 


IGNP Canal System 


Ghaggar River Bed 


Gang Canal 


IGNP Canal System 


Gang Canal 


IGNP Canal System 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

3.261 

Command 

Younger Alluvium 

2.472 

Command 

Younger Alluvium 

0.055 

Command 

Younger Alluvium 

0.098 

Command 

Younger Alluvium 

1.010 

Command 

Younger Alluvium 

0.003 

Command 

Younger Alluvium 

0.216 

Command 

Younger Alluvium 

0.613 

Command 

Younger Alluvium 

0.091 

Command 

Younger Alluvium 

1.265 

Command 

Younger Alluvium 

3.462 

Command 

Younger Alluvium 

0.146 

Command 

Younger Alluvium 

4.295 

Non-command 

Younger Alluvium 

2.469 

Command 

Younger Alluvium 

8.971 

Command 

Younger Alluvium 

3.267 

Command 

Younger Alluvium 

1.964 

Command 

Younger Alluvium 

1.186 

Command 

Younger Alluvium 

4.549 

Command 

Younger Alluvium 

0.838 

Command 

Younger Alluvium 

0.130 

Command 

Younger Alluvium 

1.718 

Command 

Younger Alluvium 

0.074 

Non-command 

Younger Alluvium 

1.191 

Command 

Younger Alluvium 

6.075 

Command 

Younger Alluvium 

1.120 

Command 

Younger Alluvium 

0.815 

Command 

Younger Alluvium 

2.876 

Command 

Younger Alluvium 

2.733 

Command 

Younger Alluvium 

0.250 

Command 

Younger Alluvium 

0.178 

Command 

Younger Alluvium 

2.549 

Command 

Younger Alluvium 

0.015 

Command 

Younger Alluvium 

1.900 

Command 

Younger Alluvium 

1.360 

Command 

Younger Alluvium 

3.975 

Command 

Younger Alluvium 

1.565 

Command 

Younger Alluvium 

0.508 

Command 

Younger Alluvium 

1.166 

Command 

Younger Alluvium 

1.987 

Command 

Younger Alluvium 

0.025 

Command 

Younger Alluvium 

0.249 

Command 

Younger Alluvium 

1.364 

Command 

Younger Alluvium 

0.731 

Command 

Younger Alluvium 

1.611 

Command 

Younger Alluvium 

0.291 

Command 

Younger Alluvium 

0.000 

Command 

Younger Alluvium 

1.767 

Command 

Younger Alluvium 

1.042 

Command 

Younger Alluvium 

1.657 

Command 

Younger Alluvium 

0.227 

Command 

Younger Alluvium 

0.814 

Command 

Younger Alluvium 

2.446 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

ipd 

(IV 

( 12 ) 

( 13 ) 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

200,000 

150,000 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

200,000 

150,000 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

100,000 

80,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

150,000 

130,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 



















































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



9 SD 


9 SGM 


Kanor 


KHEDASARI 


Kishanpura 


0801000900274000 


0801000900267500 


0801000900289800 


0802000500416700 


0801000900277600 


Zone Type of Area (Command / 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


3.283 Saline 


9 PBN-A 

0802000400400200 

2.646 

Fresh 

9 PBN-B 

0802000400400100 

3.725 

Fresh 

9 RP 

0802000300383600 

5.429 

Fresh 



Saline 


6.482 Saline 


1.003 Saline 



9 SSW 

0802000300369700 

2.325 

Saline 

9 STB 

0802000400408500 

3.547 

Saline 


9 STG 

0802000300364200 

2.077 

Saline 

9 ZWD 

0802000400415100 

4.583 

Saline 

Amarpura Jatan 

0801000900276100 

10.779 

Saline 



Bareka 

0801000900277200 

2.440 

Saline 

BAROPALBARANI 

0802000400407200 

16.042 

Saline 

Bhairoonpura 

0801000900275800 

9.588 

Fresh 



9.771 Saline 


1.520 Saline 


33.315 Fresh 


Saline 


( 6 ) 


IGNP Canal System : 


Non-command 


Ghaggar River Bed 


Ghaggar River Bed 


Ghaggar River Bed 


IGNP Canal System : 


IGNP Canal System : 


Gang Canal 


Bhakhra Canal 


Ghaggar River Bed 


IGNP Canal System : 


Bhakhra Canal 


IGNP Canal System : 


Gang Canal 


Ghaggar River Bed 


IGNP Canal System : 


Ghaggar River Bed 


IGNP Canal System : 


Ghaggar River Bed 


Bhakhra Canal 


Ghaggar River Bed 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


Non-command 


Bhakhra Canal 


IGNP Canal System : 


Non-command 


Bhakhra Canal 


IGNP Canal System : 


Bhakhra Canal 


IGNP Canal System : 


Non-command 


Bhakhra Canal 


Non-command 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


Non-command 


Bhakhra Canal 


Ghaggar River Bed 


Non-command 


IGNP Canal System : 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

0.199 

Non-command 

Younger Alluvium 

3.084 

Command 

Younger Alluvium 

2.646 

Command 

Younger Alluvium 

3.725 

Command 

Younger Alluvium 

0.402 

Command 

Younger Alluvium 

0.412 

Command 

Younger Alluvium 

4.615 

Command 

Younger Alluvium 

0.047 

Command 

Younger Alluvium 

0.608 

Command 

Younger Alluvium 

0.395 

Command 

Younger Alluvium 

0.001 

Command 

Younger Alluvium 

0.277 

Command 

Younger Alluvium 

1.375 

Command 

Younger Alluvium 

0.033 

Command 

Younger Alluvium 

0.123 

Command 

Younger Alluvium 

0.233 

Command 

Younger Alluvium 

1.036 

Command 

Younger Alluvium 

0.410 

Command 

Younger Alluvium 

2.796 

Command 

Younger Alluvium 

0.176 

Command 

Younger Alluvium 

0.212 

Command 

Younger Alluvium 

1.161 

Non-command 

Younger Alluvium 

0.780 

Command 

Younger Alluvium 

5.110 

Non-command 

Younger Alluvium 

0.120 

Command 

Younger Alluvium 

2.325 

Command 

Younger Alluvium 

3.441 

Non-command 

Younger Alluvium 

0.106 

Command 

Younger Alluvium 

2.077 

Command 

Younger Alluvium 

4.583 

Command 

Younger Alluvium 

0.472 

Command 

Younger Alluvium 

3.665 

Non-command 

Younger Alluvium 

6.642 

Command 

Younger Alluvium 

2.440 

Non-command 

Younger Alluvium 

16.042 

Command 

Younger Alluvium 

3.747 

Non-command 

Younger Alluvium 

0.006 

Command 

Younger Alluvium 

2.713 

Non-command 

Younger Alluvium 

1.960 

Command 

Younger Alluvium 

0.133 

Non-command 

Younger Alluvium 

7.388 

Command 

Younger Alluvium 

1.903 

Non-command 

Younger Alluvium 

16.980 

Command 

Younger Alluvium 

0.871 

Non-command 

Younger Alluvium 

2.680 

Command 

Younger Alluvium 

0.322 

Non-command 

Younger Alluvium 

17.742 

Command 

Younger Alluvium 

2.907 

Command 

Younger Alluvium 

4.991 

Non-command 

Younger Alluvium 

9.771 

Command 

Younger Alluvium 

1.520 

Non-command 

Younger Alluvium 

14.926 

Non-command 

Younger Alluvium 

14.723 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

200,000 

150,000 

90 

200,000 

150,000 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

200,000 

150,000 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

200,000 

150,000 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

200,000 

150,000 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

200,000 

150,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.013 


0.227 


0.211 


0.300 


























































































































































































































































































































































































































































































































































































































































































Micro-watershed 



15001002 


MANAKTHERI BARANI 


Mohamdabad 


Pilibanga (M) 


Rajpura Piperan 


Rangmahal 


Sardarpura Khartha 


Sardarpura Ladana 


Suratgarh (m) 


Suratgarh (rural) 


1 APD 


1 APM 


IAS 


1 BGD 


1 BGM 


1 BKM 


1 BKSM 


1 BLD 


1 BLM 


1 BNM 


0801000901900022 


0801000901900023 


0801000900277900 


0801000900288100 


0801000900276300 


Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


5.935 Saline 


0802000400407000 

2.969 

Saline 

0801000900276000 

4.368 

Saline 



0801000901900019 

1.227 

Saline 

0801000901900021 

0.525 

Saline 



0.569 

Saline 

1.154 

Saline 

14.186 

Fresh 



0802000440203000 

3.016 

Fresh 

0801000900288600 

10.403 

Saline 

0801000900277400 

33.193 

Fresh 



18.979 Fresh 


Saline 



35.265 Fresh 



14.919 Fresh 


Saline 


2.547 Saline 


1.815 Fresh 


Saline 


0801000800232700 

2.546 

Saline 

0801000600153000 

1.552 

Saline 

0801000900281600 

1.257 

Saline 

0801000800250200 

3.292 

Saline 




0801000800250600 

2.688 

Saline 

0801000900285800 

2.516 

Saline 

0801000900286100 

1.781 

Saline 

0801000800229600 

1.650 

Saline 

0801000800245300 

3.318 

Saline 

0801000600153700 

2.203 

Saline 


( 6 ) 


Bhakhra Canal 


Non-command 


Non-command 


Gang Canal 


IGNP Canal System : 


Non-command 


Bhakhra Canal 


Gang Canal 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


Non-command 


Ghaggar River Bed 


Non-command 


Bhakhra Canal 


Non-command 


Bhakhra Canal 


Non-command 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


IGNP Canal System : 


Non-command 


Bhakhra Canal 


Non-command 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


Non-command 


Non-command 


IGNP Canal System : 


Non-command 


Non-command 


Non-command 


Gang Canal 


IGNP Canal System Stage I 


Gang Canal 


Gang Canal 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


Gang Canal 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

0.033 

Non-command 

Younger Alluvium 

5.902 

Non-command 

Younger Alluvium 

2.969 

Command 

Younger Alluvium 

0.320 

Command 

Younger Alluvium 

3.059 

Non-command 

Younger Alluvium 

0.990 

Command 

Younger Alluvium 

1.227 

Command 

Younger Alluvium 

0.132 

Command 

Younger Alluvium 

0.166 

Command 

Younger Alluvium 

0.569 

Command 

Younger Alluvium 

1.154 

Command 

Younger Alluvium 

0.332 

Non-command 

Younger Alluvium 

0.067 

Command 

Younger Alluvium 

1.075 

Non-command 

Younger Alluvium 

0.055 

Command 

Younger Alluvium 

3.016 

Non-command 

Younger Alluvium 

0.044 

Command 

Younger Alluvium 

0.321 

Non-command 

Younger Alluvium 

22.243 

Command 

Younger Alluvium 

0.778 

Non-command 

Younger Alluvium 

9.851 

Command 

Younger Alluvium 

1.115 

Non-command 

Younger Alluvium 

2.919 

Command 

Younger Alluvium 

0.040 

Command 

Younger Alluvium 

0.754 

Non-command 

Younger Alluvium 

1.831 

Command 

Younger Alluvium 

2.574 

Non-command 

Younger Alluvium 

7.487 

Command 

Younger Alluvium 

4.384 

Non-command 

Younger Alluvium 

30.042 

Command 

Younger Alluvium 

0.084 

Non-command 

Younger Alluvium 

22.160 

Non-command 

Younger Alluvium 

10.585 

Command 

Younger Alluvium 

1.197 

Non-command 

Younger Alluvium 

7.289 

Non-command 

Younger Alluvium 

2.703 

Non-command 

Younger Alluvium 

8.443 

Command 

Younger Alluvium 

1.840 

Command 

Younger Alluvium 

0.042 

Command 

Younger Alluvium 

0.319 

Command 

Younger Alluvium 

1.469 

Command 

Younger Alluvium 

0.027 

Command 

Younger Alluvium 

2.546 

Command 

Younger Alluvium 

1.552 

Command 

Younger Alluvium 

1.257 

Command 

Younger Alluvium 

0.002 

Command 

Younger Alluvium 

3.290 

Command 

Younger Alluvium 

2.688 

Command 

Younger Alluvium 

0.094 

Command 

Younger Alluvium 

1.781 

Command 

Younger Alluvium 

1.650 

Command 

Younger Alluvium 

3.318 

Command 

Younger Alluvium 

2.203 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

200,000 

150,000 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

110,000 

90,000 

90 

100,000 

80,000 

90 

200,000 

150,000 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

200,000 

150,000 

90 

200,000 

150,000 

90 

200,000 

150,000 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 















































































































































































































































































































































































































































































































































































































































Micro-watershed 



1 BSM 


1 BWM-A 


1 CDM-A 


1CDM-B 


1 DAM 


1 DD 



1GB-B 


1 GDM 


1GDSM 


1GM 


1 GSM 


1 H 


1 IWM 


1JKM 


1JKSM 


1JSD 


1 KSD-B 


1 KSM 


0801000500140200 


0801000800250100 



Zone Type of Area (Command / 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


9.259 Fresh 


Saline 


2.758 Fresh 


0801000600154100 

2.166 

0801000500130100 

1.943 




1 BWM-B 

0801000500130200 

1.002 

Saline 

1 BWSM 

0801000500128900 

1.582 

Saline 



0801000800234300 

1.858 

0801000800234200 

1.517 

0801000800232100 

1.600 

0801000600176500 

4.477 



Saline 


4.702 Saline 


1 DWM 

0801000900286600 

8.144 

Saline 

1 DWSM 

0801000900282900 

4.080 

Saline 

1GB-A 

0801000800251300 

2.978 

Fresh 



0801000800251200 

3.065 

0801000900285600 

1.526 

0801000900283800 

2.291 

0801000800242000 

0.781 

0801000900281000 

1.768 

0801000600170900 

2.402 


0801000500132500 

2.610 

0801000800248600 

3.661 




Saline 


4.012 Saline 


1.976 Saline 


1 K-A 

0801000600168400 

0.908 

Fresh 

1 KAM 

0801000600148900 

0.923 

Saline 

1 K-B 

0801000600168500 

1.444 

Fresh 

1 KBM 

0801000600147000 

3.165 

Saline 

1 KSD-A 

0801000800227300 

2.591 

Saline 



0801000800227200 

2.253 

0801000600145500 

1.438 

0801000900274800 

8.768 


Saline 


2.482 Saline 


1 LC 

0801000500122400 

0.700 

Saline 

1 LGM 

0801000800234700 

1.926 

Saline 

1 LM 

0801000600177700 

2.629 

Saline 

1 LPM 

0801000500137700 

1.551 

Saline 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


Gang Cana 


IGNP Canal 


IGNP Canal 


Gang Cana 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


Ghaggar Ri 


IGNP Canal 


IGNP Canal 


IGNP Canal 


Ghaggar Ri 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


Gang Cana 


IGNP Canal 


IGNP Canal 


IGNP Canal 


Gang Cana 


Ghaggar Ri 


IGNP Canal 


IGNP Canal 


IGNP Canal 


Gang Cana 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


Gang Cana 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


Gang Cana 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


Gang Cana 


IGNP Canal 


( 6 ) 


I System Stage 


I System Stage 


I System Stage 


I System Stage 


I System Stage 


I System Stage 


I System Stage 


I System Stage 


I System Stage 


I System Stage 


I System Stage 


I System Stage 


I System Stage 


ver Bed 


I System Stage 


I System Stage 


I System Stage 


ver Bed 


I System Stage 


I System Stage 


I System Stage 


I System Stage 


I System Stage 


I System Stage 


I System Stage 


I System Stage 


ver Bed 


I System Stage 


I System Stage 


I System Stage 


I System Stage 


I System Stage 


I System Stage 


I System Stage 


I System Stage 


I System Stage 


I System Stage 


I System Stage 


I System Stage 


I System Stage 


I System Stage 


I System Stage 


I System Stage 


I System Stage 


I System Stage 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

3.329 

Command 

Younger Alluvium 

5.931 

Command 

Younger Alluvium 

2.131 

Command 

Younger Alluvium 

0.627 

Command 

Younger Alluvium 

2.166 

Command 

Younger Alluvium 

0.719 

Command 

Younger Alluvium 

0.763 

Command 

Younger Alluvium 

0.002 

Command 

Younger Alluvium 

0.006 

Command 

Younger Alluvium 

0.389 

Command 

Younger Alluvium 

1.858 

Command 

Younger Alluvium 

1.517 

Command 

Younger Alluvium 

1.600 

Command 

Younger Alluvium 

0.149 

Command 

Younger Alluvium 

0.449 

Command 

Younger Alluvium 

0.786 

Command 

Younger Alluvium 

3.916 

Command 

Younger Alluvium 

4.023 

Command 

Younger Alluvium 

4.080 

Command 

Younger Alluvium 

0.017 

Command 

Younger Alluvium 

0.000 

Command 

Younger Alluvium 

0.223 

Command 

Younger Alluvium 

2.134 

Command 

Younger Alluvium 

0.849 

Command 

Younger Alluvium 

1.683 

Command 

Younger Alluvium 

0.781 

Command 

Younger Alluvium 

1.768 

Command 

Younger Alluvium 

0.196 

Command 

Younger Alluvium 

1.870 

Command 

Younger Alluvium 

2.610 

Command 

Younger Alluvium 

0.088 

Command 

Younger Alluvium 

0.528 

Command 

Younger Alluvium 

3.045 

Command 

Younger Alluvium 

4.012 

Command 

Younger Alluvium 

0.770 

Command 

Younger Alluvium 

1.206 

Command 

Younger Alluvium 

0.908 

Command 

Younger Alluvium 

0.923 

Command 

Younger Alluvium 

1.444 

Command 

Younger Alluvium 

3.165 

Command 

Younger Alluvium 

0.576 

Command 

Younger Alluvium 

2.015 

Command 

Younger Alluvium 

2.253 

Command 

Younger Alluvium 

1.438 

Command 

Younger Alluvium 

0.406 

Command 

Younger Alluvium 

8.362 

Command 

Younger Alluvium 

1.143 

Command 

Younger Alluvium 

1.339 

Command 

Younger Alluvium 

0.700 

Command 

Younger Alluvium 

1.926 

Command 

Younger Alluvium 

1.877 

Command 

Younger Alluvium 

0.507 

Command 

Younger Alluvium 

1.044 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 
























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



1 LSM 


1 LSM -A 


1 MGM 


1 MSD 


1 ND 


1 NP 


1 NWM 


1 NZM-A 


1 NZM-B 


1 NZP-A 


1 NZP-B 


1 PPM 


1 PTD-A 


1 PTD-B 


1 RBM 


1SJM-A 


1SJM-B 


1 SPM 


1 STB 


1 SVSM-A 


1 SVSM-B 


1 UDM-A 


1 UDM-B 


1 USS 


10 APD-A 


10 APD-B 


10 AS 


10 BGD 


10 BLD 


0801000600149700 


0801000600149800 


0801000500133800 


0801000800249400 




0801000600167100 


0801000500120600 


0801000600176700 


0801000800229300 


0801000800229200 


0801000500139800 


0801000500139700 


0801000600168300 


0801000600160700 


0801000900275900 


0801000800228100 


0801000800228000 


0801000800235600 


0801000900255200 


0801000900279800 


0801000800248900 


0801000900278800 


0801000600143900 


0801000600144000 


0801000500137000 


0801000900256700 


0801000800244000 


0801000800243900 


0801000600150400 


0801000600150500 


0801000600151300 


0801000800233900 


0801000800233800 


0801000800240400 


0801000500141600 


0801000800230800 


Zone 
(Fresh / 
Saline) 


sq.km 


(4) (5) 


1.548 Saline 


0.699 Saline 


2.833 Saline 


3.064 Saline 


6.628 Saline 


1.106 Fresh 


Saline 


1.531 Saline 


2.591 Fresh 


2.787 Fresh 


Saline 


2.077 Saline 


2.026 Saline 


1.726 Saline 


2.141 Saline 


2.932 Fresh 


Fresh 



6.117 Saline 


1.019 Saline 


1.568 Saline 


1.749 Saline 




4.873 Saline 


3.431 Fresh 


Saline 


2.241 Fresh 


Saline 


1.314 Saline 


5.790 Saline 




0.846 Fresh 


2.479 Saline 


Type of Area (Command / Non¬ 
command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 




sq.km 

(6) 

(6) 

(7) 

(8) 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.548 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.699 

Gang Canal 

Command 

Younger Alluvium 

1.719 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.114 

Gang Canal 

Command 

Younger Alluvium 

3.060 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.004 

Gang Canal 

Command 

Younger Alluvium 

0.950 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.678 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.064 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.043 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.095 

Gang Canal 

Command 

Younger Alluvium 

0.014 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.451 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.030 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.077 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.026 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.726 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.141 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.932 

Ghaggar River Bed 

Command 

Younger Alluvium 

5.014 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.197 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.284 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.687 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.000 

Gang Canal 

Command 

Younger Alluvium 

0.577 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.442 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.568 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.076 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.673 

Gang Canal 

Command 

Younger Alluvium 

2.267 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.734 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.697 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.090 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.929 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.222 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.314 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.348 

Non-command 

Non-command 

Younger Alluvium 

0.004 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.168 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.052 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.521 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.492 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.223 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.784 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.128 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.138 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.326 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.758 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.037 

Gang Canal 

Command 

Younger Alluvium 

0.118 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.175 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.846 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.479 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

130,000 

110,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 


























































































































































































































































































































































































































































































































































































































































































Micro-watershed 


10 KSD 


10 LM-A 


10 LM-B 


10 LSM 


10 NRD 


10 PTD 


10 SAD 


10 SD 


10 SD-A 


10 SJM 


10:00 AM 


11 A-A 


11 A-B 


11 APD 


11 AS 


11 BGD 


11 BLD 


11 BLM 


11 GB-A 


11GB-B 


11JOIYANWALI 


11 K 


11 LSM 


11 LSM-A 


11 NRD 


11 NWD 


11 P 


11 PTD 


0801000800254500 


0801000600163200 


sq.km 


(4) (5) 


4.465 Fresh 


Saline 



Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


Fresh 


Saline 


4.680 Fresh 


0801000800239300 

5.030 

0801000600162500 

3.920 



0801000500137800 

1.303 

0801000600176900 

1.984 



0801000600176800 

1.943 

0801000600147300 

1.726 

0801000900255400 

2.312 


0801000500131500 

3.715 

Saline 

0801000500134200 

3.178 

Saline 



0801000900275100 

2.242 

0801000900275000 

3.833 


0801000600145100 

2.014 

0801000600167700 

2.027 

0801000600167900 

2.433 

0801000600168000 

2.087 

0801000800233500 

1.676 

0801000800240300 

5.385 

0801000500141500 

1.228 

0801000800230900 

1.871 

0801000800244500 

6.379 


0801000800247900 

2.457 

Fresh 

0801000800247800 

2.380 

Fresh 



Saline 


2.334 Saline 


2.068 Saline 


0801000600146900 

1.614 

Saline 

0801000600146800 

3.497 

Saline 

0801000900254900 

3.550 

Saline 


0801000900254800 

1.960 

Saline 

0801000600175700 

4.527 

Fresh 

0801000500136000 

2.320 

Saline 


( 6 ) 


Ghaggar River Bed 


Ghaggar River Bed 


IGNP Canal System 


Ghaggar River Bed 


Ghaggar River Bed 


Gang Canal 


Ghaggar River Bed 


Gang Canal 


Ghaggar River Bed 


IGNP Canal System 


Ghaggar River Bed 


Ghaggar River Bed 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


Gang Canal 


IGNP Canal System 


Gang Canal 


Gang Canal 


IGNP Canal System 


Gang Canal 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


Ghaggar River Bed 


IGNP Canal System 


Ghaggar River Bed 


IGNP Canal System 


Ghaggar River Bed 


Gang Canal 


Ghaggar River Bed 


IGNP Canal System 


Gang Canal 


Gang Canal 


Ghaggar River Bed 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


Gang Canal 


IGNP Canal System 


Gang Canal 


IGNP Canal System 


Gang Canal 


IGNP Canal System 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

1.297 

Command 

Younger Alluvium 

3.110 

Command 

Younger Alluvium 

0.057 

Command 

Younger Alluvium 

1.068 

Command 

Younger Alluvium 

1.628 

Command 

Younger Alluvium 

0.073 

Command 

Younger Alluvium 

4.207 

Command 

Younger Alluvium 

0.400 

Command 

Younger Alluvium 

0.000 

Command 

Younger Alluvium 

2.385 

Command 

Younger Alluvium 

2.620 

Command 

Younger Alluvium 

1.300 

Command 

Younger Alluvium 

1.303 

Command 

Younger Alluvium 

0.012 

Command 

Younger Alluvium 

0.006 

Command 

Younger Alluvium 

0.051 

Command 

Younger Alluvium 

1.726 

Command 

Younger Alluvium 

0.656 

Command 

Younger Alluvium 

0.004 

Command 

Younger Alluvium 

3.715 

Command 

Younger Alluvium 

1.806 

Command 

Younger Alluvium 

1.372 

Command 

Younger Alluvium 

2.478 

Command 

Younger Alluvium 

0.255 

Command 

Younger Alluvium 

2.242 

Command 

Younger Alluvium 

1.618 

Command 

Younger Alluvium 

2.215 

Command 

Younger Alluvium 

2.014 

Command 

Younger Alluvium 

2.027 

Command 

Younger Alluvium 

2.433 

Command 

Younger Alluvium 

2.087 

Command 

Younger Alluvium 

1.676 

Command 

Younger Alluvium 

5.385 

Command 

Younger Alluvium 

1.228 

Command 

Younger Alluvium 

1.871 

Command 

Younger Alluvium 

1.122 

Command 

Younger Alluvium 

5.257 

Command 

Younger Alluvium 

2.457 

Command 

Younger Alluvium 

0.147 

Command 

Younger Alluvium 

0.232 

Command 

Younger Alluvium 

0.008 

Command 

Younger Alluvium 

1.992 

Command 

Younger Alluvium 

2.334 

Command 

Younger Alluvium 

1.920 

Command 

Younger Alluvium 

0.148 

Command 

Younger Alluvium 

1.614 

Command 

Younger Alluvium 

3.497 

Command 

Younger Alluvium 

3.510 

Command 

Younger Alluvium 

0.039 

Command 

Younger Alluvium 

1.960 

Command 

Younger Alluvium 

1.058 

Command 

Younger Alluvium 

1.441 

Command 

Younger Alluvium 

0.879 



with 

Pumpset 


(9) (10) 


2 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

130,000 

110,000 

90 

130,000 

110,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 


























































































































































































































































































































































































































































































































































































































































































Micro-watershed 



12 GM 


12 K 


12 LSM 


12 NRD 


0801000500141300 


Zone Type of Area (Command / 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


2.161 Saline 


USD 

0801000900274100 

2.778 

Saline 

11SJM-A 

0801000600142900 

1.300 

Saline 

11SJM-B 

0801000600143000 

1.836 

Saline 

12 A-A 

0801000600165700 

1.290 

Fresh 



12 APD 

0801000600144300 

1.441 

Saline 

12 AS 

0801000800240200 

3.136 

Saline 

12 BGD-A 

0801000500141200 

2.071 

Fresh 



Saline 


1.771 Fresh 


12 BLD 

0801000800231000 

1.986 

Saline 

12 BLM-A 

0801000800244400 

1.845 

Saline 

12 BLM-B 

0801000800244300 

1.932 

Saline 



0801000800239500 

11.309 

0801000600162600 

2.254 


0801000600146700 

2.642 

0801000500121300 

3.362 



12 PTD 

0801000500131200 

3.734 

Saline 

12 PTD-A 

0801000500136100 

2.571 

Saline 


12 PTD-B 

0801000500136200 

2.057 

Saline 

12 SAD 

0801000500134400 

4.045 

Saline 



12SJM 

0801000600145200 

2.693 

Saline 

13 A 

0801000600168100 

1.082 

Fresh 

13 APD-A 

0801000800233700 

2.045 

Saline 

13 APD-B 

0801000800233600 

3.845 

Saline 

13 AS 

0801000800240100 

4.764 

Saline 

13 BGD 

0801000500141400 

0.571 

Fresh 

13 BLD 

0801000800231100 

2.642 

Saline 


( 6 ) 


Gang Canal 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


Ghaggar River Bed 


IGNP Canal System : 


Ghaggar River Bed 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


Ghaggar River Bed 


IGNP Canal System : 


IGNP Canal System : 


Ghaggar River Bed 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


Ghaggar River Bed 


IGNP Canal System : 


Gang Canal 


Ghaggar River Bed 


IGNP Canal System : 


Gang Canal 


Gang Canal 


Ghaggar River Bed 


Gang Canal 


IGNP Canal System : 


Ghaggar River Bed 


Ghaggar River Bed 


IGNP Canal System : 


Gang Canal 


Gang Canal 


IGNP Canal System : 


Gang Canal 


Gang Canal 


IGNP Canal System : 


Gang Canal 


Gang Canal 


IGNP Canal System : 


Gang Canal 


Gang Canal 


IGNP Canal System : 


Gang Canal 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


Ghaggar River Bed 


Ghaggar River Bed 


IGNP Canal System : 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

0.611 

Command 

Younger Alluvium 

1.549 

Command 

Younger Alluvium 

2.778 

Command 

Younger Alluvium 

1.300 

Command 

Younger Alluvium 

1.836 

Command 

Younger Alluvium 

0.170 

Command 

Younger Alluvium 

1.120 

Command 

Younger Alluvium 

0.548 

Command 

Younger Alluvium 

1.421 

Command 

Younger Alluvium 

1.441 

Command 

Younger Alluvium 

3.136 

Command 

Younger Alluvium 

1.298 

Command 

Younger Alluvium 

0.580 

Command 

Younger Alluvium 

0.194 

Command 

Younger Alluvium 

1.737 

Command 

Younger Alluvium 

0.034 

Command 

Younger Alluvium 

1.986 

Command 

Younger Alluvium 

1.845 

Command 

Younger Alluvium 

1.046 

Command 

Younger Alluvium 

0.886 

Command 

Younger Alluvium 

0.235 

Command 

Younger Alluvium 

1.666 

Command 

Younger Alluvium 

0.020 

Command 

Younger Alluvium 

0.267 

Command 

Younger Alluvium 

0.183 

Command 

Younger Alluvium 

0.027 

Command 

Younger Alluvium 

1.193 

Command 

Younger Alluvium 

0.062 

Command 

Younger Alluvium 

0.435 

Command 

Younger Alluvium 

1.818 

Command 

Younger Alluvium 

2.642 

Command 

Younger Alluvium 

0.400 

Command 

Younger Alluvium 

2.141 

Command 

Younger Alluvium 

0.821 

Command 

Younger Alluvium 

0.001 

Command 

Younger Alluvium 

0.782 

Command 

Younger Alluvium 

2.686 

Command 

Younger Alluvium 

3.734 

Command 

Younger Alluvium 

2.099 

Command 

Younger Alluvium 

0.472 

Command 

Younger Alluvium 

2.057 

Command 

Younger Alluvium 

4.045 

Command 

Younger Alluvium 

0.000 

Command 

Younger Alluvium 

0.002 

Command 

Younger Alluvium 

0.571 

Command 

Younger Alluvium 

2.693 

Command 

Younger Alluvium 

1.082 

Command 

Younger Alluvium 

2.045 

Command 

Younger Alluvium 

3.845 

Command 

Younger Alluvium 

4.764 

Command 

Younger Alluvium 

0.571 

Command 

Younger Alluvium 

0.743 

Command 

Younger Alluvium 

1.899 



with 

Pumpset 


(9) (10) 


3 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

130,000 

110,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 


























































































































































































































































































































































































































































































































































































































































































Micro-watershed 



13 BLD-A 


13 BLD-B 


13 BLD-C 


13 BLM-A 


13 GB 


13 K 


13 NRD-A 


13 NRD-B 


13 NWD 


13 P 


13 SAD 


14 APD-A 


14 APD-B 


14 AS-A 


14 AS-B 


14 BGD 


14 BLD-A 


14 BLD-B 


14 BLD-C 


14 GB 


14 P 


14 PTD 


14 SAD 


14 SD 


0801000800231300 


0801000800231400 


0801000800231200 


0801000800244100 



0801000800231500 


0801000800231600 


0801000800231700 


0801000800247400 



0801000800247300 

2.125 

0801000600162700 

3.200 

0801000500121100 

2.351 

0801000500121200 

3.067 

0801000500122000 

2.278 

0801000600169500 

2.364 

0801000500134600 

2.129 



1.266 Saline 



13 SJM 

0801000600145700 

2.752 

Saline 

14 A 

0801000600164900 

3.779 

Fresh 





Saline 

0801000600144400 

1.684 

Saline 

0801000600144500 

2.246 

Saline 

0801000800239900 

4.867 

Saline 

0801000800239800 

4.956 

Saline 

0801000800246200 

3.338 

Fresh 



Saline 


2.244 Saline 


1.619 Saline 


3.970 Saline 


2.186 Fresh 



0801000600163100 

5.442 

0801000500124300 

2.303 



0801000600170800 

3.493 

0801000500131000 

2.524 

0801000500134500 

2.262 

0801000800253100 

10.356 


14 SJM-A 

0801000600142800 

1.432 

Saline 

14 SJM-B 

0801000600142700 

1.808 

Saline 

15 A-A 

0801000600165100 

1.449 

Fresh 



15 APD 

0801000600150300 

3.037 

Saline 

15 AS-A 

0801000800237200 

3.274 

Saline 



Zone Type of Area (Command /1 
(Fresh / command) 

Saline) 


( 6 ) 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


Ghaggar River Bed 


Ghaggar River Bed 


Ghaggar River Bed 


Ghaggar River Bed 


Gang Canal 


Ghaggar River Bed 


Gang Canal 


Gang Canal 


Gang Canal 


IGNP Canal System : 


Gang Canal 


IGNP Canal System : 


Gang Canal 


IGNP Canal System : 


IGNP Canal System : 


Ghaggar River Bed 


IGNP Canal System : 


Ghaggar River Bed 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


Ghaggar River Bed 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


Gang Canal 


Ghaggar River Bed 


Gang Canal 


Ghaggar River Bed 


Gang Canal 


Gang Canal 


IGNP Canal System : 


Gang Canal 


Gang Canal 


Gang Canal 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


Ghaggar River Bed 


IGNP Canal System : 


Ghaggar River Bed 


IGNP Canal System : 


IGNP Canal System : 


Gang Canal 


IGNP Canal System : 


Gang Canal 


IGNP Canal System : 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

3.895 

Command 

Younger Alluvium 

3.132 

Command 

Younger Alluvium 

0.687 

Command 

Younger Alluvium 

1.489 

Command 

Younger Alluvium 

2.383 

Command 

Younger Alluvium 

1.097 

Command 

Younger Alluvium 

0.442 

Command 

Younger Alluvium 

2.125 

Command 

Younger Alluvium 

3.200 

Command 

Younger Alluvium 

2.351 

Command 

Younger Alluvium 

3.067 

Command 

Younger Alluvium 

2.278 

Command 

Younger Alluvium 

0.820 

Command 

Younger Alluvium 

1.661 

Command 

Younger Alluvium 

0.467 

Command 

Younger Alluvium 

0.013 

Command 

Younger Alluvium 

1.253 

Command 

Younger Alluvium 

2.752 

Command 

Younger Alluvium 

3.778 

Command 

Younger Alluvium 

0.001 

Command 

Younger Alluvium 

0.000 

Command 

Younger Alluvium 

1.684 

Command 

Younger Alluvium 

2.246 

Command 

Younger Alluvium 

4.860 

Command 

Younger Alluvium 

4.268 

Command 

Younger Alluvium 

0.972 

Command 

Younger Alluvium 

0.817 

Command 

Younger Alluvium 

1.548 

Command 

Younger Alluvium 

2.244 

Command 

Younger Alluvium 

1.619 

Command 

Younger Alluvium 

3.970 

Command 

Younger Alluvium 

0.005 

Command 

Younger Alluvium 

0.002 

Command 

Younger Alluvium 

2.179 

Command 

Younger Alluvium 

5.442 

Command 

Younger Alluvium 

0.001 

Command 

Younger Alluvium 

2.258 

Command 

Younger Alluvium 

3.282 

Command 

Younger Alluvium 

2.308 

Command 

Younger Alluvium 

2.262 

Command 

Younger Alluvium 

7.489 

Command 

Younger Alluvium 

0.081 

Command 

Younger Alluvium 

1.432 

Command 

Younger Alluvium 

1.808 

Command 

Younger Alluvium 

1.393 

Command 

Younger Alluvium 

0.056 

Command 

Younger Alluvium 

0.989 

Command 

Younger Alluvium 

0.125 

Command 

Younger Alluvium 

3.037 

Command 

Younger Alluvium 

0.084 

Command 

Younger Alluvium 

3.190 

Command 

Younger Alluvium 

1.097 

Command 

Younger Alluvium 

4.964 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

130,000 

110,000 

90 

130,000 

110,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 









































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



15 BLD-A 


15 BLD-B 


15 GB 


15 GM 


15 H 


15 K 


15 NP 


15 NRD 


15 P 


15 PTD-A 


15 PTD-B 


15 SAD 


15 SD 


15 SJM 


155 RDAS 


16 APD-A 


16 APD-B 


16 AS 


16 BLD-A 


16 BLD-B 


16 P 


16 PTD-A 


16 PTD-B 


16 SAD 


16 SD 


16 SJM 


16/17 NP 


17 A-A 


0801000800231800 


0801000800234800 


0801000800247500 


0801000600170700 


0801000500128600 


0801000500128700 


Saline 


1.888 Saline 


2.120 Saline 


1.819 Fresh 



0801000800237800 

3.032 

Saline 

0801000600171400 

4.953 

Saline 

0801000600162800 

4.603 

Fresh 



0801000500123300 

5.036 

0801000500121800 

1.913 



0801000600169600 

3.333 

0801000500130900 

0.796 

0801000500130800 

0.988 

0801000500134700 

4.678 


0801000800253600 

1.481 

0801000600145800 

2.297 

0801000600167800 

1.456 



0801000600144700 

2.015 

0801000600144800 

2.351 

0801000800237700 

4.820 

0801000800235000 

1.423 

0801000800235100 

3.462 


1.294 Saline 



0801000800246400 

4.186 

Fresh 

0801000600162900 

2.788 

Fresh 



Saline 


4.302 Saline 


1.434 Saline 


3.445 Saline 


0801000500134800 

2.578 

Saline 

0801000800253300 

5.622 

Saline 


0801000600146100 

1.794 

Saline 

0801000500124100 

2.233 

Saline 

0801000600164700 

2.387 

Fresh 


Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


( 6 ) 


Ghaggar River Bed 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Gang Canal 


Ghaggar River Bed 


IGNP Canal System Stage I 


Gang Canal 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Ghaggar River Bed 


IGNP Canal System Stage I 


Ghaggar River Bed 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


IGNP Canal System Stage I 


Gang Canal 


Gang Canal 


Gang Canal 


IGNP Canal System Stage I 


Gang Canal 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Ghaggar River Bed 


Ghaggar River Bed 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Ghaggar River Bed 


IGNP Canal System Stage I 


Ghaggar River Bed 


IGNP Canal System Stage I 


Ghaggar River Bed 


Ghaggar River Bed 


IGNP Canal System Stage I 


Ghaggar River Bed 


IGNP Canal System Stage I 


Gang Canal 


Gang Canal 


IGNP Canal System Stage I 


Gang Canal 


Gang Canal 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Gang Canal 


Ghaggar River Bed 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

3.824 

Command 

Younger Alluvium 

0.035 

Command 

Younger Alluvium 

0.027 

Command 

Younger Alluvium 

1.888 

Command 

Younger Alluvium 

2.120 

Command 

Younger Alluvium 

0.051 

Command 

Younger Alluvium 

1.412 

Command 

Younger Alluvium 

0.029 

Command 

Younger Alluvium 

0.315 

Command 

Younger Alluvium 

0.012 

Command 

Younger Alluvium 

0.635 

Command 

Younger Alluvium 

0.329 

Command 

Younger Alluvium 

0.171 

Command 

Younger Alluvium 

0.899 

Command 

Younger Alluvium 

3.533 

Command 

Younger Alluvium 

5.036 

Command 

Younger Alluvium 

1.270 

Command 

Younger Alluvium 

0.643 

Command 

Younger Alluvium 

0.638 

Command 

Younger Alluvium 

3.530 

Command 

Younger Alluvium 

3.333 

Command 

Younger Alluvium 

0.796 

Command 

Younger Alluvium 

0.988 

Command 

Younger Alluvium 

2.555 

Command 

Younger Alluvium 

2.123 

Command 

Younger Alluvium 

1.481 

Command 

Younger Alluvium 

2.297 

Command 

Younger Alluvium 

1.440 

Command 

Younger Alluvium 

0.016 

Command 

Younger Alluvium 

3.490 

Command 

Younger Alluvium 

0.208 

Command 

Younger Alluvium 

2.015 

Command 

Younger Alluvium 

2.351 

Command 

Younger Alluvium 

3.624 

Command 

Younger Alluvium 

1.423 

Command 

Younger Alluvium 

1.056 

Command 

Younger Alluvium 

2.406 

Command 

Younger Alluvium 

0.363 

Command 

Younger Alluvium 

0.931 

Command 

Younger Alluvium 

4.186 

Command 

Younger Alluvium 

0.071 

Command 

Younger Alluvium 

0.306 

Command 

Younger Alluvium 

2.411 

Command 

Younger Alluvium 

4.302 

Command 

Younger Alluvium 

0.965 

Command 

Younger Alluvium 

0.546 

Command 

Younger Alluvium 

0.326 

Command 

Younger Alluvium 

2.578 

Command 

Younger Alluvium 

4.833 

Command 

Younger Alluvium 

0.789 

Command 

Younger Alluvium 

1.794 

Command 

Younger Alluvium 

2.233 

Command 

Younger Alluvium 

2.387 


with 

Pumpset 


(9) (10) 


14 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

130,000 

110,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

130,000 

110,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 

























































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

17 A-B 

0801000600164600 

1.729 

Fresh 

17 APD 

0801000600150200 

1.414 

Saline 

17 AS 

0801000800237400 

1.413 

Saline 


Type of Area (Command / 
command) 


17 BLD 


0801000800235300 


4.658 Fresh 


Saline 


2.769 Fresh 



17 H 

0801000600171500 

4.455 

Saline 

17 P 

0801000600169700 

4.689 

Saline 

17 PTD 

0801000500130700 

2.373 

Saline 


17 SAD 

0801000500132700 

1.472 

Saline 

17 SD 

0801000800253400 

2.050 

Saline 


17 SD-A 

0801000800253500 

1.936 

Saline 

17 SJM -B 

0801000600142400 

1.646 

Saline 

17 SJM-A 

0801000600142600 

1.950 

Saline 

171 RDAS 

0801000600168200 

1.033 

Fresh 

18 A-A 

0801000600161400 

0.825 

Fresh 

18 A-B 

0801000600161500 

1.460 

Fresh 

18 APD-A 

0801000600145300 

1.255 

Saline 

18 APD-B 

0801000600145400 

0.956 

Saline 

18 AS 

0801000800237600 

11.370 

Saline 


18 GB 

0801000800246300 

3.681 

Fresh 

18 NP 

0801000500123900 

2.075 

Saline 


18 P 

0801000600170400 

5.901 

Saline 

18 PTD-A 

0801000500130600 

2.327 

Saline 



18 SAD 

0801000500134900 

1.692 

Saline 

18 SD 

0801000800253700 

3.962 

Saline 

18 SJM 

0801000600146200 

3.886 

Saline 

19 A-A 

0801000600161600 

1.739 

Fresh 

19 A-B 

0801000600161700 

1.863 

Fresh 

19 APD 

0801000600150100 

2.599 

Saline 

19 AS 

0801000800237500 

3.929 

Saline 


19 GB 

0801000800246600 

3.146 

Fresh 

19 H 

0801000600171600 

4.164 

Saline 

19 NP 

0801000500124000 

3.257 

Saline 

19 P 

0801000600170600 

4.520 

Saline 

19 PTD 

0801000500128800 

1.565 

Saline 


19 SD 

0801000800253800 

1.576 

Saline 

19SDC 

0801000800253900 

1.289 

Saline 


19 SJM 


0801000600146300 


1.905 Saline 


( 6 ) 


Ghaggar River Bed 


IGNP Canal System : 


Gang Canal 


IGNP Canal System : 


Ghaggar River Bed 


Ghaggar River Bed 


Gang Canal 


Ghaggar River Bed 


Gang Canal 


Ghaggar River Bed 


IGNP Canal System : 


IGNP Canal System : 


Gang Canal 


IGNP Canal System : 


Gang Canal 


Gang Canal 


IGNP Canal System : 


Gang Canal 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


Ghaggar River Bed 


Ghaggar River Bed 


IGNP Canal System : 


IGNP Canal System : 


Gang Canal 


IGNP Canal System : 


Ghaggar River Bed 


Gang Canal 


IGNP Canal System : 


IGNP Canal System : 


Gang Canal 


IGNP Canal System : 


Gang Canal 


IGNP Canal System : 


Gang Canal 


Gang Canal 


IGNP Canal System : 


Ghaggar River Bed 


Ghaggar River Bed 


IGNP Canal System : 


Gang Canal 


IGNP Canal System : 


Ghaggar River Bed 


IGNP Canal System : 


Gang Canal 


IGNP Canal System : 


Gang Canal 


IGNP Canal System : 


Gang Canal 


Gang Canal 


IGNP Canal System : 


IGNP Canal System : 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

1.729 

Command 

Younger Alluvium 

1.414 

Command 

Younger Alluvium 

0.712 

Command 

Younger Alluvium 

0.702 

Command 

Younger Alluvium 

2.755 

Command 

Younger Alluvium 

1.903 

Command 

Younger Alluvium 

0.012 

Command 

Younger Alluvium 

2.553 

Command 

Younger Alluvium 

0.143 

Command 

Younger Alluvium 

0.060 

Command 

Younger Alluvium 

0.017 

Command 

Younger Alluvium 

4.689 

Command 

Younger Alluvium 

1.989 

Command 

Younger Alluvium 

0.383 

Command 

Younger Alluvium 

1.472 

Command 

Younger Alluvium 

1.383 

Command 

Younger Alluvium 

0.667 

Command 

Younger Alluvium 

1.936 

Command 

Younger Alluvium 

1.646 

Command 

Younger Alluvium 

1.950 

Command 

Younger Alluvium 

1.033 

Command 

Younger Alluvium 

0.825 

Command 

Younger Alluvium 

1.460 

Command 

Younger Alluvium 

1.255 

Command 

Younger Alluvium 

0.956 

Command 

Younger Alluvium 

0.000 

Command 

Younger Alluvium 

9.619 

Command 

Younger Alluvium 

3.681 

Command 

Younger Alluvium 

1.595 

Command 

Younger Alluvium 

0.480 

Command 

Younger Alluvium 

5.901 

Command 

Younger Alluvium 

1.627 

Command 

Younger Alluvium 

0.700 

Command 

Younger Alluvium 

1.846 

Command 

Younger Alluvium 

0.190 

Command 

Younger Alluvium 

1.692 

Command 

Younger Alluvium 

3.962 

Command 

Younger Alluvium 

3.886 

Command 

Younger Alluvium 

1.739 

Command 

Younger Alluvium 

1.863 

Command 

Younger Alluvium 

2.599 

Command 

Younger Alluvium 

3.069 

Command 

Younger Alluvium 

0.772 

Command 

Younger Alluvium 

3.146 

Command 

Younger Alluvium 

0.057 

Command 

Younger Alluvium 

3.257 

Command 

Younger Alluvium 

4.520 

Command 

Younger Alluvium 

0.761 

Command 

Younger Alluvium 

0.021 

Command 

Younger Alluvium 

1.576 

Command 

Younger Alluvium 

1.217 

Command 

Younger Alluvium 

0.073 

Command 

Younger Alluvium 

1.905 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

130,000 

110,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 












































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



2 BKM 


2 BKSM 


2 BLD 


2 BLD-A 


2 BLD-B 


2 BLM 


2 BMM 


2 BNM 


2 BNPM-A 


2 BPM 



2 BSM 


2 BWM-A 


2 BWM-B 


2 DAM 


2 DJM-A 


2 DWSM 


2 GB HINDU 


2 GBM 


2 GDM 


2 GM 


2 GSM 


2 H 


2 IWM 


2 JKM 


2 JKSM 


2 JSD 


Zone Type of Area (Command / 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


1.058 Saline 


2.009 Fresh 


Saline 


2 APD-A 

0801000800232400 

1.339 

Saline 

2 APD-B 

0801000800232300 

5.011 

Saline 

2 APM 

0801000600152900 

1.585 

Saline 

2 AS 

0801000900281500 

4.120 

Saline 

2 BGD 

0801000800250300 

1.743 

Saline 

2 BGM 

0801000800250700 

5.270 

Fresh 





Saline 

0801000900285900 

5.362 

Saline 

0801000900282800 

1.468 

Saline 

0801000800229700 

2.748 

Saline 

0801000800229800 

3.213 

Saline 

0801000800229900 

2.597 

Saline 

0801000800245200 

2.204 

Saline 

0801000900286700 

18.407 

Saline 


0801000600148400 

3.382 

Saline 

0801000900287100 

15.046 

Saline 



0801000900255700 

6.500 

0801000900279500 

6.232 


Saline 


3.071 Fresh 



0801000600154200 

1.205 

0801000500129000 

1.304 

0801000500129100 

1.786 

0801000800232000 

0.601 

0801000800235800 

2.184 



0801000900281400 

8.461 

0801000800251000 

3.231 

0801000900287300 

3.512 


0801000900285500 

3.530 

0801000900283500 

3.409 

0801000900281200 

9.929 

0801000600175100 

3.117 


0801000500135000 

3.538 

0801000800248700 

3.536 

0801000500140300 

1.885 

0801000800249600 

1.944 


2 K-A 

0801000600165500 

1.294 

Fresh 

2 KAM 

0801000600148100 

3.151 

Saline 


( 6 ) 


Gang Canal 


IGNP Canal System : 


IGNP Canal System : 


Gang Canal 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


Ghaggar River Bed 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


Ghaggar River Bed 


IGNP Canal System : 


Ghaggar River Bed 


Ghaggar River Bed 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


Gang Canal 


IGNP Canal System : 


IGNP Canal System : 


Gang Canal 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

0.173 

Command 

Younger Alluvium 

0.638 

Command 

Younger Alluvium 

0.003 

Command 

Younger Alluvium 

0.148 

Command 

Younger Alluvium 

1.858 

Command 

Younger Alluvium 

1.339 

Command 

Younger Alluvium 

5.011 

Command 

Younger Alluvium 

1.585 

Command 

Younger Alluvium 

4.120 

Command 

Younger Alluvium 

1.743 

Command 

Younger Alluvium 

0.612 

Command 

Younger Alluvium 

1.621 

Command 

Younger Alluvium 

3.027 

Command 

Younger Alluvium 

4.307 

Command 

Younger Alluvium 

1.468 

Command 

Younger Alluvium 

2.748 

Command 

Younger Alluvium 

3.213 

Command 

Younger Alluvium 

2.597 

Command 

Younger Alluvium 

2.204 

Command 

Younger Alluvium 

7.077 

Non-command 

Younger Alluvium 

0.834 

Command 

Younger Alluvium 

3.382 

Command 

Younger Alluvium 

3.126 

Non-command 

Younger Alluvium 

2.603 

Command 

Younger Alluvium 

2.599 

Command 

Younger Alluvium 

1.273 

Command 

Younger Alluvium 

4.959 

Command 

Younger Alluvium 

0.137 

Command 

Younger Alluvium 

2.934 

Command 

Younger Alluvium 

1.205 

Command 

Younger Alluvium 

0.330 

Command 

Younger Alluvium 

0.346 

Command 

Younger Alluvium 

0.601 

Command 

Younger Alluvium 

1.510 

Command 

Younger Alluvium 

0.674 

Command 

Younger Alluvium 

0.465 

Command 

Younger Alluvium 

1.546 

Command 

Younger Alluvium 

8.461 

Command 

Younger Alluvium 

0.001 

Command 

Younger Alluvium 

0.376 

Non-command 

Younger Alluvium 

0.330 

Command 

Younger Alluvium 

0.879 

Command 

Younger Alluvium 

3.409 

Command 

Younger Alluvium 

9.929 

Command 

Younger Alluvium 

0.107 

Command 

Younger Alluvium 

0.002 

Command 

Younger Alluvium 

3.538 

Command 

Younger Alluvium 

3.536 

Command 

Younger Alluvium 

1.885 

Command 

Younger Alluvium 

0.433 

Command 

Younger Alluvium 

1.511 

Command 

Younger Alluvium 

1.294 

Command 

Younger Alluvium 

3.151 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 





























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command /1 
(Fresh / command) 

Saline) 



2 MSR (RURAL) 


2 ND-A 


2 ND-B 


2 NP 


2 NWM 


2 NZP 


2 P-A 


2 PGM -A 


Census Code 

Area 


sq.km 

(3) 

(4) 

0801000600178400 

4.042 



0801000600165400 

1.409 

0801000600147100 

3.244 

0801000800227100 

2.663 

0801000600145600 

1.419 

0801000900274700 

3.167 


0801000800248800 

2.645 

0801000500122500 

4.976 


0801000600156400 


0801000600177800 


0801000600177900 


0801000500120500 


0801000600176600 


0801000800229400 


0801000600168600 


0801000600168900 


0801000600160800 




2 LGM 

0801000800234600 

2.075 

Saline 

2 LM -A 

0801000600177600 

1.882 

Saline 

2 LM-B 

0801000600177500 

1.700 

Saline 

2 LPM 

0801000500136300 

2.313 

Saline 


2 LSM 

0801000600149300 

2.084 

Saline 

2 MGM 

0801000500133900 

1.906 

Saline 

2 MSD 

0801000800249300 

3.843 

Saline 


3.663 Fresh 


Saline 




3.466 Fresh 


Saline 


0801000900288300 

2.855 

0801000800227900 

1.529 



2.239 Saline 



2 RM 

0801000900279900 

1.793 

Saline 

2 RM-A 

0801000900255100 

5.373 

Saline 

2 RM-B 

0801000900255000 

1.460 

Saline 

2 RTM 

0801000800234900 

3.094 

Saline 

2 SAD 

0801000800249000 

1.501 

Saline 

2 SD 

0801000900278600 

3.516 

Saline 

2 SJM 

0801000800232800 

0.959 

Saline 

2SPM-B 

0801000900282700 

7.773 

Saline 

2SPSM 

0801000500136900 

1.571 

Saline 


Gang Canal 


IGNP Canal System Stage 


IGNP Canal System Stage 


IGNP Canal System Stage 


IGNP Canal System Stage 


IGNP Canal System Stage 


IGNP Canal System Stage 


IGNP Canal System Stage 


IGNP Canal System Stage 


Gang Canal 


IGNP Canal System Stage 


IGNP Canal System Stage 


IGNP Canal System Stage 


IGNP Canal System Stage 


Gang Canal 


IGNP Canal System Stage 


IGNP Canal System Stage 


IGNP Canal System Stage 


Gang Canal 


IGNP Canal System Stage 


Ghaggar River Bed 


Gang Canal 


Ghaggar River Bed 


IGNP Canal System Stage 


IGNP Canal System Stage 


IGNP Canal System Stage 


Gang Canal 


IGNP Canal System Stage 


IGNP Canal System Stage 


IGNP Canal System Stage 


IGNP Canal System Stage 


Ghaggar River Bed 


Ghaggar River Bed 


Ghaggar River Bed 


Ghaggar River Bed 


Ghaggar River Bed 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


Gang Canal 


IGNP Canal System 


Ghaggar River Bed 


IGNP Canal System 


IGNP Canal System 


Gang Canal 


Gang Canal 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

0.067 

Command 

Younger Alluvium 

0.284 

Command 

Younger Alluvium 

1.409 

Command 

Younger Alluvium 

3.244 

Command 

Younger Alluvium 

2.663 

Command 

Younger Alluvium 

1.419 

Command 

Younger Alluvium 

1.389 

Command 

Younger Alluvium 

1.778 

Command 

Younger Alluvium 

2.645 

Command 

Younger Alluvium 

4.803 

Command 

Younger Alluvium 

0.174 

Command 

Younger Alluvium 

2.075 

Command 

Younger Alluvium 

1.433 

Command 

Younger Alluvium 

1.420 

Command 

Younger Alluvium 

0.509 

Command 

Younger Alluvium 

1.805 

Command 

Younger Alluvium 

2.084 

Command 

Younger Alluvium 

1.906 

Command 

Younger Alluvium 

3.825 

Command 

Younger Alluvium 

0.018 

Command 

Younger Alluvium 

0.077 

Command 

Younger Alluvium 

1.399 

Command 

Younger Alluvium 

1.923 

Command 

Younger Alluvium 

0.265 

Command 

Younger Alluvium 

2.467 

Command 

Younger Alluvium 

0.422 

Command 

Younger Alluvium 

0.189 

Command 

Younger Alluvium 

2.170 

Command 

Younger Alluvium 

3.324 

Command 

Younger Alluvium 

1.032 

Command 

Younger Alluvium 

1.357 

Command 

Younger Alluvium 

1.243 

Command 

Younger Alluvium 

1.559 

Command 

Younger Alluvium 

1.766 

Command 

Younger Alluvium 

1.114 

Command 

Younger Alluvium 

1.618 

Command 

Younger Alluvium 

1.382 

Command 

Younger Alluvium 

2.091 

Command 

Younger Alluvium 

1.375 

Command 

Younger Alluvium 

0.014 

Command 

Younger Alluvium 

1.077 

Command 

Younger Alluvium 

0.452 

Command 

Younger Alluvium 

2.013 

Command 

Younger Alluvium 

0.226 

Command 

Younger Alluvium 

1.793 

Command 

Younger Alluvium 

3.042 

Command 

Younger Alluvium 

1.460 

Command 

Younger Alluvium 

3.094 

Command 

Younger Alluvium 

1.501 

Command 

Younger Alluvium 

3.516 

Command 

Younger Alluvium 

0.959 

Command 

Younger Alluvium 

7.129 

Command 

Younger Alluvium 

1.571 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 































































































































































































































































































































































































































































































































































































































































































Village 


Zone 
(Fresh / 
Saline ) 


Type of Area (Command / Non ¬ 
command ) 


2 STB 
2 UDM 
2 USS 
20 A-A 
20 A-B 
20 APD 
20 AS 
20 GB 
20 NP 


20 P 
20 PTD 


20 SD-A 


20SD-B 


20 SJM 

21 A 

21 APD-A 
21 APD-B 
21GB 


21 P 
21 PTD 
21 SD-A 


21SD-B 


21 SJM 
21/23 NP 


22 A-A 
22 A-B 
22 APD 
22 GB 
22 NP 
22 P 

22 PTD-A 
22 PTD-B 
22 SD 

22 SJM 

23 A-A 
23 A-B 
23 APD 
23 GB 


23 P 


Name 


( 2 ) 


Census Code 


_ (3) 

0801000800229100 

0801000600151200 

0801000600151400 

0801000600164500 

0801000600164400 

0801000600149900 

0801000600166900 

0801000800246700 

0801000500124500 


0801000600170500 

0801000500130400 


0801000800254000 


0801000800254100 


0801000600142300 

0801000600163700 

0801000600151500 

0801000600150000 

0801000800246800 


0801000600170300 

0801000500130300 

0801000800254200 


0801000800254300 


0801000600146400 

0801000500125000 


0801000600161800 

0801000600161900 

0801000600151600 

0801000800247200 

0801000500124200 

0801000600170200 

0801000500129900 

0801000500130000 

0801000900280400 

0801000600146500 

0801000600163600 

0801000600162200 

0801000600151800 

0801000800246900 


0801000600170000 


Area 

sq.km 

(4) 

1.076 

2.052 

4.860 

2.335 

1.603 

1.411 

4.552 

2.785 

2.764 


3.311 

2.432 


3.422 


3.396 


1.822 

2.404 

1.177 

1.225 

4.049 


3.729 

1.352 

2.438 


3.349 


2.086 

4.060 


3.809 

2.643 

1.693 

1.204 

5.379 

4.468 

0.639 

2.007 

4.762 

2.258 

0.902 

1.504 

2.068 

5.152 


7.854 


_ (51 

Saline 

Saline 

Saline 

Fresh 

Fresh 

Saline 

Saline 

Fresh 

Fresh 

Saline 

Saline 

Saline 


Saline 


Saline 


Saline 

Fresh 

Saline 

Saline 

Fresh 


Saline 


Saline 

Saline 

Saline 


Saline 


Saline 

Fresh 

Saline 

Fresh 

Fresh 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 

Fresh 

Fresh 

Saline 

Fresh 

Saline 


Fresh 


Saline 


_ ( 6 ) 

IGNP Canal System Stage I 
IGNP Canal System Stage I 
IGNP Canal System Stage I 
Ghaggar River Bed 
Ghaggar River Bed 
IGNP Canal System Stage I 
Gang Canal 
Ghaggar River Bed 
Gang Canal 
Gang Canal 

IGNP Canal System Stage I 
Gang Canal 

IGNP Canal System Stage I 
Gang Canal 

IGNP Canal System Stage I 
Gang Canal 

IGNP Canal System Stage I 
IGNP Canal System Stage I 
Ghaggar River Bed 
IGNP Canal System Stage I 
IGNP Canal System Stage I 
Gang Canal 
Ghaggar River Bed 
Gang Canal 
Ghaggar River Bed 
IGNP Canal System Stage I 
IGNP Canal System Stage I 
Gang Canal 

IGNP Canal System Stage I 
Gang Canal 

IGNP Canal System Stage I 
IGNP Canal System Stage I 
Gang Canal 
Gang Canal 
Ghaggar River Bed 
Ghaggar River Bed 
IGNP Canal System Stage I 
Gang Canal 
Gang Canal 

IGNP Canal System Stage I 
IGNP Canal System Stage I 
IGNP Canal System Stage I 
IGNP Canal System Stage I 
IGNP Canal System Stage I 
Ghaggar River Bed 
Ghaggar River Bed 
IGNP Canal System Stage I 
Ghaggar River Bed 
Gang Canal 
Ghaggar River Bed 
Ghaggar River Bed 
IGNP Canal System Stage I 
Ghaggar River Bed 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

1.076 

Command 

Younger Alluvium 

2.052 

Command 

Younger Alluvium 

4.860 

Command 

Younger Alluvium 

2.335 

Command 

Younger Alluvium 

1.603 

Command 

Younger Alluvium 

1.411 

Command 

Younger Alluvium 

3.328 

Command 

Younger Alluvium 

2.785 

Command 

Younger Alluvium 

0.160 

Command 

Younger Alluvium 

0.125 

Command 

Younger Alluvium 

3.046 

Command 

Younger Alluvium 

0.554 

Command 

Younger Alluvium 

1.878 

Command 

Younger Alluvium 

2.805 

Command 

Younger Alluvium 

0.617 

Command 

Younger Alluvium 

3.056 

Command 

Younger Alluvium 

0.340 

Command 

Younger Alluvium 

1.822 

Command 

Younger Alluvium 

2.404 

Command 

Younger Alluvium 

1.177 

Command 

Younger Alluvium 

1.225 

Command 

Younger Alluvium 

0.010 

Command 

Younger Alluvium 

0.585 

Command 

Younger Alluvium 

2.929 

Command 

Younger Alluvium 

0.525 

Command 

Younger Alluvium 

3.685 

Command 

Younger Alluvium 

1.352 

Command 

Younger Alluvium 

2.198 

Command 

Younger Alluvium 

0.240 

Command 

Younger Alluvium 

2.780 

Command 

Younger Alluvium 

0.569 

Command 

Younger Alluvium 

2.086 

Command 

Younger Alluvium 

0.001 

Command 

Younger Alluvium 

0.501 

Command 

Younger Alluvium 

3.809 

Command 

Younger Alluvium 

2.643 

Command 

Younger Alluvium 

1.693 

Command 

Younger Alluvium 

1.204 

Command 

Younger Alluvium 

5.379 

Command 

Younger Alluvium 

4.256 

Command 

Younger Alluvium 

0.353 

Command 

Younger Alluvium 

0.647 

Command 

Younger Alluvium 

4.762 

Command 

Younger Alluvium 

2.258 

Command 

Younger Alluvium 

0.902 

Command 

Younger Alluvium 

1.504 

Command 

Younger Alluvium 

2.068 

Command 

Younger Alluvium 

0.205 

Command 

Younger Alluvium 

4.038 

Command 

Younger Alluvium 

0.909 

Command 

Younger Alluvium 

0.010 

Command 

Younger Alluvium 

0.246 

Command 

Younger Alluvium 

0.701 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 














































































































































































































































































































































































































































































































































































































































































































Village 


23 PTD-A 
23 PTD-B 
23 SD 

23 SJM 
239.500 RD 

24 A-A 
24 A-B 
24 APD 
24 APD-A 
24 GB 


24 NP 
24 P 
24 PTD 
24 SD 

24 SJM 

25 A-A 
25 A-B 

25 APD(A) 
25 APD-B 
25 GB 


25 NP 
25 PTD 

25 SJM 

26 A 
26 APD 
26 GB 


26 PTD 

26 SJM 

27 A 

27 APD-A 
27 APD-B 
27 GB 


27 NP-A 


27 NP-B 


27 PTD 

28 A 


28 APD-A 
28 APD-B 
28 GB-A 


28GB-B 


Name 


( 2 ) 


Census Code 


(3) 


0801000600142100 

0801000600142000 

0801000800254400 

0801000600146600 

0801000900256600 

0801000600162000 

0801000600162100 

0801000600152000 

0801000600151900 

0801000800247100 


0801000500133100 

0801000600170100 

0801000500129800 

0801000900280600 

0801000600141900 

0801000600162300 

0801000600162400 

0801000600149200 

0801000600148800 

0801000800247000 


0801000500133000 

0801000500129700 

0801000600141700 

0801000600155800 

0801000600153100 

0801000800243800 


0801000500129600 

0801000600141800 

0801000600155500 

0801000600148700 

0801000600148600 

0801000800243700 


0801000500119500 


0801000500119400 


0801000500129400 

0801000600155600 


0801000600153200 

0801000600153300 

0801000800243400 


0801000800243300 


Zone 
(Fresh / 
Saline) 


Area 


sq.km 

(4) 


(5) 


1.335 

4.849 

1.256 

1.063 

7.716 

2.455 

0.814 

3.170 

1.699 

9.572 


Saline 

Saline 

Saline 

Saline 

Saline 

Fresh 

Fresh 

Saline 

Saline 

Saline 


3.492 

4.558 

1.897 

1.691 

5.371 

2.477 

1.757 

2.824 

3.754 

7.924 


Saline 

Saline 

Saline 

Saline 

Saline 

Fresh 

Fresh 

Saline 

Saline 

Saline 


1.600 

2.760 

5.021 

4.225 

2.149 

5.177 


Saline 

Saline 

Saline 

Fresh 

Saline 

Fresh 

Saline 


0.605 

4.337 

3.353 

2.285 

2.132 

3.023 


Saline 

Saline 

Fresh 

Saline 

Saline 

Fresh 

Saline 


5.306 


5.600 


2.743 

2.574 


Fresh 

Saline 

Fresh 

Saline 

Saline 

Fresh 

Saline 


2.315 

1.866 

2.465 


Saline 

Saline 

Saline 


9.709 


Saline 


Type of Area (Command / 
command) 


_ ( 6 ) 

IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
Gang Canal 

IGNP Canal System Stage 
IGNP Canal System Stage 
Ghaggar River Bed 
Ghaggar River Bed 
IGNP Canal System Stage 
IGNP Canal System Stage 
Gang Canal 

IGNP Canal System Stage 
Gang Canal 

IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
Ghaggar River Bed 
Ghaggar River Bed 
IGNP Canal System Stage 
IGNP Canal System Stage 
Gang Canal 

IGNP Canal System Stage 
Gang Canal 

IGNP Canal System Stage 
IGNP Canal System Stage 
Ghaggar River Bed 
IGNP Canal System Stage 
Ghaggar River Bed 
Gang Canal 
Ghaggar River Bed 
IGNP Canal System Stage 
IGNP Canal System Stage 
Ghaggar River Bed 
IGNP Canal System Stage 
IGNP Canal System Stage 
Ghaggar River Bed 
Gang Canal 
Ghaggar River Bed 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 

IGNP Canal System Stage 
Ghaggar River Bed 
Ghaggar River Bed 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
Gang Canal 
Ghaggar River Bed 
Gang Canal 

IGNP Canal System Stage 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

6.897 

Command 

Younger Alluvium 

1.335 

Command 

Younger Alluvium 

4.842 

Command 

Younger Alluvium 

1.256 

Command 

Younger Alluvium 

1.063 

Command 

Younger Alluvium 

7.716 

Command 

Younger Alluvium 

2.455 

Command 

Younger Alluvium 

0.814 

Command 

Younger Alluvium 

3.170 

Command 

Younger Alluvium 

1.699 

Command 

Younger Alluvium 

6.220 

Command 

Younger Alluvium 

3.352 

Command 

Younger Alluvium 

3.443 

Command 

Younger Alluvium 

4.169 

Command 

Younger Alluvium 

1.897 

Command 

Younger Alluvium 

1.691 

Command 

Younger Alluvium 

5.371 

Command 

Younger Alluvium 

2.477 

Command 

Younger Alluvium 

1.757 

Command 

Younger Alluvium 

2.824 

Command 

Younger Alluvium 

3.754 

Command 

Younger Alluvium 

5.533 

Command 

Younger Alluvium 

2.390 

Command 

Younger Alluvium 

1.471 

Command 

Younger Alluvium 

2.662 

Command 

Younger Alluvium 

5.021 

Command 

Younger Alluvium 

4.225 

Command 

Younger Alluvium 

2.149 

Command 

Younger Alluvium 

3.787 

Command 

Younger Alluvium 

0.232 

Command 

Younger Alluvium 

1.157 

Command 

Younger Alluvium 

0.605 

Command 

Younger Alluvium 

4.337 

Command 

Younger Alluvium 

3.353 

Command 

Younger Alluvium 

2.285 

Command 

Younger Alluvium 

2.132 

Command 

Younger Alluvium 

1.753 

Command 

Younger Alluvium 

0.448 

Command 

Younger Alluvium 

0.822 

Command 

Younger Alluvium 

0.171 

Command 

Younger Alluvium 

0.969 

Command 

Younger Alluvium 

0.433 

Command 

Younger Alluvium 

0.087 

Command 

Younger Alluvium 

2.129 

Command 

Younger Alluvium 

1.631 

Command 

Younger Alluvium 

0.717 

Command 

Younger Alluvium 

0.225 

Command 

Younger Alluvium 

2.315 

Command 

Younger Alluvium 

1.866 

Command 

Younger Alluvium 

2.283 

Command 

Younger Alluvium 

0.182 

Command 

Younger Alluvium 

4.861 

Command 

Younger Alluvium 

4.848 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 






































































































































































































































































































































































































































































































































































































































































































Micro-watershed 




29 APD 


29 GB-A (RURAL) 


3 BNPM 


3 BPM 


3 BPSM 


3 DAM 


3 DJM 


3 GB-A 


3GB-B 


3 H 


3 ISW-A 


3 JKSM 


3 JSD 


3 K 


3 KAM 


3 KSD 


Census Code 

Area 


sq.km 

(3) 

(4) 

0801000500129500 

2.237 

0801000600155300 

2.725 



0801000600148500 

3.242 

0801000800243600 

1.566 


2.594 Fresh 


Saline 




1.518 Fresh 



3 AP 

0801000900287900 

2.352 

Saline 

3 APD-A 

0801000800233000 

0.855 

Saline 

3 APD-B 

0801000800232600 

0.534 

Saline 

3 APM 

0801000600152100 

2.970 

Saline 

3 AS 

0801000900280900 

1.865 

Saline 

3 BGD 

0801000800250400 

3.453 

Saline 

3 BGM 

0801000800252100 

3.975 

Fresh 

3 BKM 

0801000900286000 

1.757 

Saline 

3 BKSM 

0801000900283000 

4.213 

Saline 

3 BLD 

0801000800230000 

1.946 

Saline 

3 BLM 

0801000800245500 

1.612 

Saline 

3 BLM-A 

0801000800245400 

2.144 

Saline 

3 BMM 

0801000900282000 

5.003 

Saline 

3 BNM 

0801000900287200 

5.406 

Saline 



0801000900256000 

2.129 

0801000900279600 

1.870 



0801000900285200 

4.319 

0801000900280100 

2.022 

0801000800232200 

3.462 

0801000800236100 

3.994 


0801000800251600 

4.110 

0801000800251800 

1.443 

0801000600175000 

3.337 

0801000500134100 

2.336 


3 ISW-B 

0801000500134000 

2.978 

Saline 

3 JKM 

0801000500140700 

1.584 

Fresh 



0801000500140400 

2.652 

0801000800250800 

5.313 


0801000600165300 

1.372 

0801000600148000 

0.685 

0801000800227400 

3.604 


Zone Type of Area (Command / 
(Fresh / command) 

Saline) 


( 6 ) 


IGNP Canal System : 


Ghaggar River Bed 


Ghaggar River Bed 


IGNP Canal System : 


Ghaggar River Bed 


Gang Canal 


Ghaggar River Bed 


Ghaggar River Bed 


Gang Canal 


Ghaggar River Bed 


Gang Canal 


IGNP Canal System : 


Gang Canal 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


Ghaggar River Bed 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


Ghaggar River Bed 


Ghaggar River Bed 


Ghaggar River Bed 


Ghaggar River Bed 


IGNP Canal System : 


Gang Canal 


IGNP Canal System : 


IGNP Canal System : 


Ghaggar River Bed 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


Gang Canal 


IGNP Canal System : 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

2.237 

Command 

Younger Alluvium 

2.582 

Command 

Younger Alluvium 

0.144 

Command 

Younger Alluvium 

3.242 

Command 

Younger Alluvium 

0.819 

Command 

Younger Alluvium 

0.090 

Command 

Younger Alluvium 

0.657 

Command 

Younger Alluvium 

1.202 

Command 

Younger Alluvium 

0.001 

Command 

Younger Alluvium 

1.392 

Command 

Younger Alluvium 

0.920 

Command 

Younger Alluvium 

0.239 

Command 

Younger Alluvium 

0.323 

Command 

Younger Alluvium 

0.037 

Command 

Younger Alluvium 

0.081 

Command 

Younger Alluvium 

0.855 

Command 

Younger Alluvium 

0.534 

Command 

Younger Alluvium 

2.970 

Command 

Younger Alluvium 

1.865 

Command 

Younger Alluvium 

3.453 

Command 

Younger Alluvium 

3.975 

Command 

Younger Alluvium 

1.757 

Command 

Younger Alluvium 

4.213 

Command 

Younger Alluvium 

1.946 

Command 

Younger Alluvium 

1.612 

Command 

Younger Alluvium 

2.144 

Command 

Younger Alluvium 

5.003 

Command 

Younger Alluvium 

1.232 

Non-command 

Younger Alluvium 

1.187 

Command 

Younger Alluvium 

0.025 

Command 

Younger Alluvium 

0.171 

Command 

Younger Alluvium 

1.699 

Command 

Younger Alluvium 

1.037 

Command 

Younger Alluvium 

2.022 

Command 

Younger Alluvium 

3.462 

Command 

Younger Alluvium 

3.926 

Command 

Younger Alluvium 

0.068 

Command 

Younger Alluvium 

0.395 

Command 

Younger Alluvium 

1.355 

Command 

Younger Alluvium 

0.002 

Command 

Younger Alluvium 

0.269 

Command 

Younger Alluvium 

2.067 

Command 

Younger Alluvium 

2.978 

Command 

Younger Alluvium 

0.040 

Command 

Younger Alluvium 

0.428 

Command 

Younger Alluvium 

1.116 

Command 

Younger Alluvium 

2.652 

Command 

Younger Alluvium 

0.025 

Command 

Younger Alluvium 

5.263 

Command 

Younger Alluvium 

1.372 

Command 

Younger Alluvium 

0.685 

Command 

Younger Alluvium 

1.398 

Command 

Younger Alluvium 

2.206 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 





























































































































































































































































































































































































































































































































































































































































































Micro-watershed 




3 KWM 


3 LC-A 


3 LC-B 


3 LGM 


3 LPM-A 


3 LPM-B 


3 LSM 


3 MC 


3 MNWM 


3 MSD 


3 MSR 


3 NZP 


3 NZP(BARANI) 


3 PGM 


3 PM 


3 RM 


3 RPM 


3 RTM 


3 SD 


3 SJM 


3 SPM 


3 SPS 


3 STB 


3 UDM-A 


3 UDM-B 


30 A 


30 APD 


31 A 


31 APD-A 


Census Code 

Area 


sq.km 

(3) 

(4) 

0801000600149600 

2.682 

0801000900274600 

2.524 



0801000500140100 

2.668 

0801000800249700 

2.500 

0801000800249800 

1.623 

0801000800234400 

3.182 

0801000500137600 

1.923 

0801000500137500 

1.405 

0801000600149400 

3.471 

0801000900287500 

5.692 

0801000900256300 

2.128 

0801000500122600 

6.412 


0801000600156200 


1.549 Fresh 


Saline 


0801000500139600 

3.547 

0801000500139500 

1.323 

0801000600176400 

2.788 



0801000600165900 

4.216 

0801000600163000 

5.474 


Saline 


15.847 Fresh 



3.392 Fresh 


Saline 


Stage I 



0801000900280200 

2.559 

Saline 

0801000500121000 

3.730 

Saline 

0801000600158200 

2.933 

Saline 



0801000900278500 

4.933 

Saline 

0801000600144100 

3.024 

Saline 

0801000900282600 

8.537 

Saline 

0801000600142500 

1.056 

Saline 

0801000800229000 

1.291 

Saline 

0801000600150600 

1.915 

Saline 

0801000600150700 

5.531 

Saline 

0801000600155400 

3.212 

Fresh 

0801000600153400 

3.020 

Saline 

0801000600155200 

2.183 

Fresh 

0801000600153600 

3.222 

Saline 


Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


( 6 ) 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


Gang Canal 


IGNP Canal System 


Ghaggar River Bed 


Gang Canal 


Ghaggar River Bed 


Gang Canal 


Gang Canal 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


Ghaggar River Bed 


Ghaggar River Bed 


IGNP Canal System 


Ghaggar River Bed 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


Gang Canal 


IGNP Canal System 


Ghaggar River Bed 


Ghaggar River Bed 


IGNP Canal System 


IGNP Canal System 


Gang Canal 


Ghaggar River Bed 


IGNP Canal System 


Gang Canal 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


Ghaggar River Bed 


IGNP Canal System 


Ghaggar River Bed 


IGNP Canal System 




Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

2.682 

Command 

Younger Alluvium 

0.803 

Command 

Younger Alluvium 

1.722 

Command 

Younger Alluvium 

2.668 

Command 

Younger Alluvium 

2.500 

Command 

Younger Alluvium 

1.623 

Command 

Younger Alluvium 

3.182 

Command 

Younger Alluvium 

1.923 

Command 

Younger Alluvium 

1.405 

Command 

Younger Alluvium 

3.471 

Command 

Younger Alluvium 

0.613 

Command 

Younger Alluvium 

0.139 

Command 

Younger Alluvium 

6.400 

Command 

Younger Alluvium 

0.012 

Command 

Younger Alluvium 

0.053 

Command 

Younger Alluvium 

0.119 

Command 

Younger Alluvium 

1.378 

Command 

Younger Alluvium 

0.000 

Command 

Younger Alluvium 

0.015 

Command 

Younger Alluvium 

3.547 

Command 

Younger Alluvium 

1.323 

Command 

Younger Alluvium 

2.770 

Command 

Younger Alluvium 

0.018 

Command 

Younger Alluvium 

4.216 

Command 

Younger Alluvium 

0.092 

Command 

Younger Alluvium 

0.505 

Command 

Younger Alluvium 

4.877 

Command 

Younger Alluvium 

11.574 

Command 

Younger Alluvium 

3.984 

Command 

Younger Alluvium 

2.819 

Command 

Younger Alluvium 

2.969 

Command 

Younger Alluvium 

0.025 

Command 

Younger Alluvium 

1.057 

Command 

Younger Alluvium 

0.783 

Command 

Younger Alluvium 

2.571 

Command 

Younger Alluvium 

0.039 

Command 

Younger Alluvium 

2.559 

Command 

Younger Alluvium 

2.257 

Command 

Younger Alluvium 

0.260 

Command 

Younger Alluvium 

2.674 

Command 

Younger Alluvium 

0.038 

Command 

Younger Alluvium 

5.461 

Command 

Younger Alluvium 

4.933 

Command 

Younger Alluvium 

3.024 

Command 

Younger Alluvium 

2.464 

Command 

Younger Alluvium 

1.056 

Command 

Younger Alluvium 

1.291 

Command 

Younger Alluvium 

1.915 

Command 

Younger Alluvium 

5.531 

Command 

Younger Alluvium 

3.212 

Command 

Younger Alluvium 

3.020 

Command 

Younger Alluvium 

2.183 

Command 

Younger Alluvium 

3.222 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

100,000 

80,000 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 










































































































































































































































































































































































































































































































































































































































































































Village 


Zone 
(Fresh / 
Saline) 


Type of Area (Command / Non¬ 
command) 



31 APD-B 


31GB (RURAL) 


33 APD 


33 GB (RURAL) 


34 APD 


34 GB 


34 NP 


35 A 


35 NP 


36 APD 


37 GB-A 


37GB-B 


37 NP 


37 NP-A 


Census Code 

Area 


sq.km 

(3) 

(4) 

0801000600153500 

1.940 

0801000800243200 

1.904 


0801000600153900 


0801000800242900 


0801000500132900 


0801000600154900 




0801000600153800 

3.027 

0801000800243100 

1.215 


2.300 Fresh 



0801000600154000 

4.049 

0801000800243000 

5.162 



Saline 


3.843 Saline 


2.019 Fresh 


4.300 Saline 



0801000500132800 

3.506 

0801000600154600 

3.740 


3.143 Saline 



0801000800241800 

1.208 

0801000800242200 

1.514 

0801000500125300 

2.647 

0801000500119100 

3.109 



0801000500125400 

1.888 

0801000600166400 

2.936 


( 6 ) 


IGNP Canal System 


Gang Canal 


Ghaggar River Bed 


Ghaggar River Bed 


Ghaggar River Bed 


IGNP Canal System 


Gang Canal 


Ghaggar River Bed 


Ghaggar River Bed 


IGNP Canal System 


IGNP Canal System 


Ghaggar River Bed 


Ghaggar River Bed 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Ghaggar River Bed 


IGNP Canal System 


Ghaggar River Bed 


IGNP Canal System 


Ghaggar River Bed 


Gang Canal 


Ghaggar River Bed 


IGNP Canal System 


Ghaggar River Bed 


IGNP Canal System 


Ghaggar River Bed 


IGNP Canal System 


Ghaggar River Bed 


Ghaggar River Bed 


Gang Canal 


Gang Canal 


Gang Canal 


Ghaggar River Bed 


IGNP Canal System 


Gang Canal 


Ghaggar River Bed 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Ghaggar River Bed 


Gang Canal 


Gang Canal 


Ghaggar River Bed 


Ghaggar River Bed 


Gang Canal 


IGNP Canal System 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

1.940 

Command 

Younger Alluvium 

1.251 

Command 

Younger Alluvium 

0.652 

Command 

Younger Alluvium 

3.435 

Command 

Younger Alluvium 

0.454 

Command 

Younger Alluvium 

3.027 

Command 

Younger Alluvium 

0.041 

Command 

Younger Alluvium 

1.174 

Command 

Younger Alluvium 

2.210 

Command 

Younger Alluvium 

0.090 

Command 

Younger Alluvium 

4.049 

Command 

Younger Alluvium 

4.619 

Command 

Younger Alluvium 

0.543 

Command 

Younger Alluvium 

0.015 

Command 

Younger Alluvium 

0.007 

Command 

Younger Alluvium 

0.136 

Command 

Younger Alluvium 

1.178 

Command 

Younger Alluvium 

1.895 

Command 

Younger Alluvium 

0.260 

Command 

Younger Alluvium 

2.797 

Command 

Younger Alluvium 

3.843 

Command 

Younger Alluvium 

2.019 

Command 

Younger Alluvium 

4.300 

Command 

Younger Alluvium 

2.819 

Command 

Younger Alluvium 

0.826 

Command 

Younger Alluvium 

0.501 

Command 

Younger Alluvium 

0.341 

Command 

Younger Alluvium 

0.252 

Command 

Younger Alluvium 

2.622 

Command 

Younger Alluvium 

3.165 

Command 

Younger Alluvium 

0.940 

Command 

Younger Alluvium 

1.209 

Command 

Younger Alluvium 

1.576 

Command 

Younger Alluvium 

3.502 

Command 

Younger Alluvium 

0.096 

Command 

Younger Alluvium 

3.644 

Command 

Younger Alluvium 

0.501 

Command 

Younger Alluvium 

2.642 

Command 

Younger Alluvium 

0.990 

Command 

Younger Alluvium 

0.567 

Command 

Younger Alluvium 

1.208 

Command 

Younger Alluvium 

1.514 

Command 

Younger Alluvium 

0.148 

Command 

Younger Alluvium 

0.094 

Command 

Younger Alluvium 

0.104 

Command 

Younger Alluvium 

1.565 

Command 

Younger Alluvium 

2.182 

Command 

Younger Alluvium 

3.408 

Command 

Younger Alluvium 

0.294 

Command 

Younger Alluvium 

3.721 

Command 

Younger Alluvium 

0.965 

Command 

Younger Alluvium 

0.290 

Command 

Younger Alluvium 

2.896 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

130,000 

110,000 

90 

130,000 

110,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 


































































































































































































































































































































































































































































































































































































































































Micro-watershed 



4 APD 


4 APM 


4 AS 


4 BGD 



4 Bgm 


4 BKM 


4 BKSM 


4 BLD 


4 BLM 


4 BMM 


4 BPM 


4 DWM 


4 GB 


4 H 


4 JKM 


4 JSD 


4 K-A 


4 KAM 


4 K-B 


4 KSD-A 


4 KSD-B 


4 KSM 


4 KSM-A 


4 KWM 


4 LC-A 


4 LC-B 


4 LGM 


4 LM 


4 LPM 


4 LSM 


4 LSM-A 


4 MSD 


4 MSR 


0801000600156000 


Zone Type of Area (Command / 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


Saline 


5.373 Saline 


0801000800232500 

1.198 

0801000600152800 

2.906 

0801000800242100 

1.127 

0801000800250500 

4.044 


0801000800252200 

4.800 

0801000900283100 

1.971 

0801000900281300 

5.033 

0801000800229500 

1.896 

0801000800245100 

2.817 

0801000900281900 

7.713 

0801000500121500 

1.957 

0801000800254700 

4.153 



2.339 Fresh 


Saline 


0801000900282300 

2.469 

0801000800251700 

1.429 

0801000600171000 

2.786 

0801000500140600 

1.934 

0801000800250900 

5.755 






Saline 

0801000600168700 

1.643 

Fresh 

0801000600147200 

1.513 

Saline 

0801000600168800 

1.587 

Fresh 

0801000600143800 

1.617 

Saline 

0801000600143700 

1.336 

Saline 

0801000600146000 

3.369 

Saline 

0801000600145900 

2.392 

Saline 

0801000500140000 

1.780 

Saline 

0801000800249900 

3.058 

Saline 

0801000800250000 

1.967 

Saline 



0801000800234500 

5.997 

0801000600177400 

3.273 


0801000500137400 

2.554 

0801000600149100 

1.872 

0801000600149000 

3.385 

0801000500123500 

2.112 



3.850 Fresh 


Saline 



4 PGM 


4 PPM 


0801000600169000 

2.023 

Fresh 

0801000600165800 

3.889 

Fresh 

0801000900278100 

4.009 

Fresh 


( 6 ) 


IGNP Canal System : 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


IGNP Canal System : 


Gang Canal 


IGNP Canal System : 


IGNP Canal System : 


Ghaggar River Bed 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


Gang Canal 


IGNP Canal System : 


Ghaggar River Bed 


Ghaggar River Bed 


IGNP Canal System : 


Ghaggar River Bed 


IGNP Canal System : 


IGNP Canal System : 


Ghaggar River Bed 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


Gang Canal 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


Gang Canal 


IGNP Canal System : 


Ghaggar River Bed 


Gang Canal 


Ghaggar River Bed 


Gang Canal 


IGNP Canal System : 


IGNP Canal System : 


Ghaggar River Bed 


IGNP Canal System : 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

0.040 

Command 

Younger Alluvium 

3.877 

Non-command 

Younger Alluvium 

0.732 

Command 

Younger Alluvium 

1.198 

Command 

Younger Alluvium 

2.906 

Command 

Younger Alluvium 

1.127 

Command 

Younger Alluvium 

0.024 

Command 

Younger Alluvium 

4.020 

Command 

Younger Alluvium 

4.800 

Command 

Younger Alluvium 

1.971 

Command 

Younger Alluvium 

5.033 

Command 

Younger Alluvium 

1.896 

Command 

Younger Alluvium 

2.817 

Command 

Younger Alluvium 

7.713 

Command 

Younger Alluvium 

1.957 

Command 

Younger Alluvium 

1.332 

Command 

Younger Alluvium 

2.821 

Command 

Younger Alluvium 

2.323 

Command 

Younger Alluvium 

0.016 

Command 

Younger Alluvium 

2.469 

Command 

Younger Alluvium 

0.214 

Command 

Younger Alluvium 

2.633 

Command 

Younger Alluvium 

1.934 

Command 

Younger Alluvium 

1.055 

Command 

Younger Alluvium 

1.902 

Command 

Younger Alluvium 

2.753 

Command 

Younger Alluvium 

1.311 

Command 

Younger Alluvium 

1.513 

Command 

Younger Alluvium 

0.102 

Command 

Younger Alluvium 

1.617 

Command 

Younger Alluvium 

1.336 

Command 

Younger Alluvium 

3.369 

Command 

Younger Alluvium 

2.392 

Command 

Younger Alluvium 

1.780 

Command 

Younger Alluvium 

3.058 

Command 

Younger Alluvium 

0.643 

Command 

Younger Alluvium 

1.324 

Command 

Younger Alluvium 

5.997 

Command 

Younger Alluvium 

0.397 

Command 

Younger Alluvium 

1.972 

Command 

Younger Alluvium 

2.554 

Command 

Younger Alluvium 

1.872 

Command 

Younger Alluvium 

3.385 

Command 

Younger Alluvium 

0.615 

Command 

Younger Alluvium 

1.498 

Command 

Younger Alluvium 

0.223 

Command 

Younger Alluvium 

1.323 

Command 

Younger Alluvium 

2.305 

Command 

Younger Alluvium 

0.599 

Command 

Younger Alluvium 

1.015 

Command 

Younger Alluvium 

2.012 

Command 

Younger Alluvium 

3.889 

Command 

Younger Alluvium 

3.976 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

130,000 

110,000 

90 

200,000 

150,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 
































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



4 PPN 


4 PTD-A 


4 PTD-B 


4 RM 


4 RTM 


4SJM-A 


4SJM-B 


4 SPS(SALEMPURA) 


4 STB 


4 UDM 


40 GB 


45 GB-A 


45 GB-B 


45 NP 


48 GB-B 


48 NP 


0801000900288400 

8.598 

0801000800227700 

1.878 





0801000800227800 

1.740 

Saline 

0801000900280300 

2.177 

Saline 

0801000600158100 

2.795 

Saline 



0801000900278400 

7.286 

0801000900278300 

2.433 



0801000600143500 

2.513 

0801000600143400 

2.831 

0801000600142200 

2.669 

0801000800228900 

2.260 

0801000600151100 

2.554 

0801000800242600 

6.441 



0801000800242500 

2.012 

0801000800241700 

1.763 



0801000800241600 

4.307 

Saline 

0801000800241500 

2.551 

Saline 



0801000800241400 

1.827 

0801000800241300 

2.816 

0801000500126200 

3.577 


Saline 


1.838 Saline 


1.930 Saline 



1.256 Fresh 


Saline 


4.910 Saline 


2.987 Fresh 


Saline 


4.374 Fresh 


Saline 


0801000800236300 

1.335 

0801000500126900 

4.877 


0801000500127000 


Saline 


0.996 Saline 


2.137 Fresh 


Saline 


2.923 Saline 


Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


( 6 ) 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Gang Canal 


IGNP Canal System Stage I 


Gang Canal 


IGNP Canal System Stage I 


Gang Canal 


IGNP Canal System Stage I 


Gang Canal 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Ghaggar River Bed 


Ghaggar River Bed 


Gang Canal 


Gang Canal 


Ghaggar River Bed 


Gang Canal 


Ghaggar River Bed 


Gang Canal 


Gang Canal 


Ghaggar River Bed 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Ghaggar River Bed 


Gang Canal 


Ghaggar River Bed 


Gang Canal 


Gang Canal 


Gang Canal 


IGNP Canal System Stage I 


Gang Canal 


Gang Canal 


Ghaggar River Bed 


Ghaggar River Bed 


Ghaggar River Bed 


Gang Canal 


Gang Canal 


Gang Canal 


Ghaggar River Bed 


Ghaggar River Bed 


Gang Canal 


Ghaggar River Bed 


Gang Canal 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

0.002 

Command 

Younger Alluvium 

0.011 

Command 

Younger Alluvium 

1.873 

Command 

Younger Alluvium 

0.005 

Command 

Younger Alluvium 

1.740 

Command 

Younger Alluvium 

2.177 

Command 

Younger Alluvium 

0.382 

Command 

Younger Alluvium 

2.414 

Command 

Younger Alluvium 

1.092 

Command 

Younger Alluvium 

1.523 

Command 

Younger Alluvium 

7.286 

Command 

Younger Alluvium 

0.001 

Command 

Younger Alluvium 

2.432 

Command 

Younger Alluvium 

2.513 

Command 

Younger Alluvium 

2.831 

Command 

Younger Alluvium 

2.669 

Command 

Younger Alluvium 

2.260 

Command 

Younger Alluvium 

2.554 

Command 

Younger Alluvium 

4.214 

Command 

Younger Alluvium 

2.227 

Command 

Younger Alluvium 

1.087 

Command 

Younger Alluvium 

0.830 

Command 

Younger Alluvium 

2.012 

Command 

Younger Alluvium 

1.323 

Command 

Younger Alluvium 

0.440 

Command 

Younger Alluvium 

4.307 

Command 

Younger Alluvium 

1.656 

Command 

Younger Alluvium 

0.895 

Command 

Younger Alluvium 

1.827 

Command 

Younger Alluvium 

2.816 

Command 

Younger Alluvium 

0.009 

Command 

Younger Alluvium 

3.568 

Command 

Younger Alluvium 

1.815 

Command 

Younger Alluvium 

0.023 

Command 

Younger Alluvium 

1.454 

Command 

Younger Alluvium 

0.476 

Command 

Younger Alluvium 

0.636 

Command 

Younger Alluvium 

0.057 

Command 

Younger Alluvium 

4.627 

Command 

Younger Alluvium 

0.283 

Command 

Younger Alluvium 

0.002 

Command 

Younger Alluvium 

2.936 

Command 

Younger Alluvium 

3.768 

Command 

Younger Alluvium 

0.606 

Command 

Younger Alluvium 

1.335 

Command 

Younger Alluvium 

0.080 

Command 

Younger Alluvium 

0.051 

Command 

Younger Alluvium 

0.013 

Command 

Younger Alluvium 

0.984 

Command 

Younger Alluvium 

0.093 

Command 

Younger Alluvium 

0.381 

Command 

Younger Alluvium 

1.663 

Command 

Younger Alluvium 

0.329 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 















































































































































































































































































































































































































































































































































































































































































Micro-watershed 



5 AP 


5 APD-A 


5 APD-B 


5 APM-A 


5 APM-B 


5 AS-A 


5 AS-B 


5 BKM 


5 BLD-A 


5 BLD-B 


5 BLM 


5 BPM 


5 DWM 


5GB-A 


5GB-B 


0801000900279000 

7.694 

0801000800233100 

1.120 

0801000800233200 

2.314 

0801000600152600 

1.904 

0801000600152500 

1.607 

0801000800241200 

1.616 

0801000800241000 

3.032 


0801000900283200 


0801000800230100 


0801000800230200 


0801000800245800 


1.612 Fresh 




Saline 


4.547 Saline 


2.721 Saline 


1.759 Saline 


2.281 Fresh 



0801000900256500 

4.222 

Saline 

0801000900282200 

2.765 

Saline 

0801000800252300 

1.044 

Fresh 

0801000800252400 

2.314 

Fresh 



5 GDM 

0801000900284200 

3.859 

Saline 

5 JKM 

0801000500140500 

4.070 

Saline 

5 K 

0801000600165200 

3.258 

Fresh 



5 KAM(A) 

0801000600148300 

3.604 

Saline 

5 KAM(B) 

0801000600148200 

1.532 

Saline 

5 KSD-A 

0801000500138300 

2.084 

Saline 



5 LSM 

0801000600149500 

2.354 

Saline 

5 LSM-A 

0801000600147700 

2.416 

Saline 


Zone Type of Area (Command / 
(Fresh / command) 

Saline) 


( 6 ) 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


Gang Canal 


Gang Canal 


IGNP Canal System : 


Ghaggar River Bed 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


Ghaggar River Bed 


IGNP Canal System : 


Ghaggar River Bed 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


Ghaggar River Bed 


Ghaggar River Bed 


Gang Canal 


Ghaggar River Bed 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


Ghaggar River Bed 


IGNP Canal System : 


Ghaggar River Bed 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


Gang Canal 


IGNP Canal System : 


Gang Canal 


IGNP Canal System : 


Gang Canal 


IGNP Canal System : 


Gang Canal 


IGNP Canal System : 


Gang Canal 


IGNP Canal System : 


Gang Canal 


IGNP Canal System : 


Gang Canal 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

0.249 

Command 

Younger Alluvium 

1.367 

Command 

Younger Alluvium 

0.862 

Command 

Younger Alluvium 

0.150 

Command 

Younger Alluvium 

7.694 

Command 

Younger Alluvium 

1.120 

Command 

Younger Alluvium 

2.314 

Command 

Younger Alluvium 

1.904 

Command 

Younger Alluvium 

1.607 

Command 

Younger Alluvium 

1.616 

Command 

Younger Alluvium 

0.429 

Command 

Younger Alluvium 

2.603 

Command 

Younger Alluvium 

0.618 

Command 

Younger Alluvium 

0.856 

Command 

Younger Alluvium 

0.138 

Command 

Younger Alluvium 

4.547 

Command 

Younger Alluvium 

2.721 

Command 

Younger Alluvium 

1.759 

Command 

Younger Alluvium 

0.286 

Command 

Younger Alluvium 

0.001 

Command 

Younger Alluvium 

0.233 

Command 

Younger Alluvium 

1.761 

Command 

Younger Alluvium 

4.068 

Command 

Younger Alluvium 

2.765 

Command 

Younger Alluvium 

1.044 

Command 

Younger Alluvium 

1.904 

Command 

Younger Alluvium 

0.135 

Command 

Younger Alluvium 

0.266 

Command 

Younger Alluvium 

0.009 

Command 

Younger Alluvium 

0.442 

Command 

Younger Alluvium 

4.070 

Command 

Younger Alluvium 

0.910 

Command 

Younger Alluvium 

2.231 

Command 

Younger Alluvium 

0.139 

Command 

Younger Alluvium 

2.561 

Command 

Younger Alluvium 

3.604 

Command 

Younger Alluvium 

1.532 

Command 

Younger Alluvium 

0.833 

Command 

Younger Alluvium 

1.251 

Command 

Younger Alluvium 

0.133 

Command 

Younger Alluvium 

1.054 

Command 

Younger Alluvium 

0.333 

Command 

Younger Alluvium 

2.679 

Command 

Younger Alluvium 

0.950 

Command 

Younger Alluvium 

1.078 

Command 

Younger Alluvium 

2.393 

Command 

Younger Alluvium 

2.215 

Command 

Younger Alluvium 

0.122 

Command 

Younger Alluvium 

2.031 

Command 

Younger Alluvium 

0.021 

Command 

Younger Alluvium 

1.646 

Command 

Younger Alluvium 

2.354 

Command 

Younger Alluvium 

2.416 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 
























































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


5 PGM 


5 RM 


5 RTM 


5 SAD 


5 SJM 


5 STB-A 


5 STB-B 


5 UDM 


5 UDM-A 


50 GB 


50 NP 


50 PBN 


51GB 


51 NP 


52 GB 


52 PBN 


53 GB 


53 NP 


54 GB 


54 NP 


55 GB 


55 NP 


56GB-A 


56GB-B 


0801000600176300 

3.361 

0801000600161100 

3.999 



0801000800236900 


0801000500132000 


0801000800237100 


0801000800251900 


0801000600158800 


0801000500127200 


0801000600159200 


0801000500127300 


0801000600159100 


0801000500126300 


0801000600158900 


0801000600159000 




0801000900280700 

3.157 

Saline 

0801000600150800 

2.960 

Saline 

0801000500133500 

2.130 

Saline 



0801000600144200 

2.528 

0801000800228500 

1.711 

0801000800228400 

1.909 

0801000600150900 

4.065 

0801000600151000 

4.092 

0801000800236800 

5.882 




0801000500132100 

4.931 

Saline 

0801000900273800 

6.100 

Saline 



0801000500126400 

2.226 

Saline 

0801000600158700 

4.480 

Fresh 



( 6 ) 


IGNP Canal System 


Gang Canal 


IGNP Canal System 


Ghaggar River Bed 


Gang Canal 


Ghaggar River Bed 


IGNP Canal System 


Gang Canal 


Gang Canal 


Gang Canal 


IGNP Canal System 


IGNP Canal System 


Ghaggar River Bed 


Ghaggar River Bed 


IGNP Canal System 


IGNP Canal System 


Gang Canal 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


Gang Canal 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


Ghaggar River Bed 


Gang Canal 


Ghaggar River Bed 


Gang Canal 


Gang Canal 


IGNP Canal System 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


IGNP Canal System 


Gang Canal 


Gang Canal 


Ghaggar River Bed 


Gang Canal 


Ghaggar River Bed 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

5.930 

Command 

Younger Alluvium 

0.851 

Command 

Younger Alluvium 

1.128 

Command 

Younger Alluvium 

0.055 

Command 

Younger Alluvium 

0.244 

Command 

Younger Alluvium 

1.376 

Command 

Younger Alluvium 

0.356 

Command 

Younger Alluvium 

3.867 

Command 

Younger Alluvium 

0.951 

Command 

Younger Alluvium 

3.002 

Command 

Younger Alluvium 

2.658 

Command 

Younger Alluvium 

1.230 

Command 

Younger Alluvium 

2.824 

Command 

Younger Alluvium 

1.175 

Command 

Younger Alluvium 

1.119 

Command 

Younger Alluvium 

3.480 

Command 

Younger Alluvium 

3.288 

Command 

Younger Alluvium 

0.539 

Command 

Younger Alluvium 

3.157 

Command 

Younger Alluvium 

2.960 

Command 

Younger Alluvium 

1.143 

Command 

Younger Alluvium 

0.987 

Command 

Younger Alluvium 

2.179 

Command 

Younger Alluvium 

3.480 

Command 

Younger Alluvium 

2.528 

Command 

Younger Alluvium 

1.711 

Command 

Younger Alluvium 

1.909 

Command 

Younger Alluvium 

4.065 

Command 

Younger Alluvium 

4.092 

Command 

Younger Alluvium 

1.708 

Command 

Younger Alluvium 

1.737 

Command 

Younger Alluvium 

2.437 

Command 

Younger Alluvium 

4.333 

Command 

Younger Alluvium 

0.650 

Command 

Younger Alluvium 

0.723 

Command 

Younger Alluvium 

4.158 

Command 

Younger Alluvium 

1.522 

Command 

Younger Alluvium 

2.484 

Command 

Younger Alluvium 

0.387 

Command 

Younger Alluvium 

2.135 

Command 

Younger Alluvium 

0.001 

Command 

Younger Alluvium 

2.511 

Command 

Younger Alluvium 

1.182 

Command 

Younger Alluvium 

4.003 

Command 

Younger Alluvium 

1.254 

Command 

Younger Alluvium 

1.427 

Command 

Younger Alluvium 

2.108 

Command 

Younger Alluvium 

0.017 

Command 

Younger Alluvium 

2.226 

Command 

Younger Alluvium 

0.343 

Command 

Younger Alluvium 

1.987 

Command 

Younger Alluvium 

1.938 

Command 

Younger Alluvium 

0.212 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 












































































































































































































































































































































































































































































































































































































































































































Micro-watershed 




6 DWM 


6 GB-A 


6 K-A 


6 K-B 


6 KSD 


6 KWM 


6 LC 


6 LPM 


6 LSM 


6 MSD 


6 MSR 


0801000500132600 


0801000600158500 


0801000500126500 


0801000600158600 


0801000500138900 


0801000600166300 


0801000600166200 



0801000900282100 


0801000800252000 


0801000500137300 


0801000600147800 


0801000500123400 


0801000600155700 



0801000800231900 

2.484 

0801000600152200 

3.404 

0801000800240900 

12.682 



3.446 Fresh 



6 BKM 

0801000900283300 

7.640 

Saline 

6 BLD 

0801000800230300 

1.019 

Saline 

6 BLM-A 

0801000800245700 

0.710 

Saline 

6 BLM-B 

0801000800245600 

0.868 

Saline 



3.873 Saline 


3.477 Fresh 


Saline 





Saline 

0801000600164200 

4.033 

Fresh 

0801000600164100 

2.491 

Fresh 

0801000600143600 

5.423 

Saline 

0801000500139900 

4.497 

Saline 

0801000500121700 

2.925 

Fresh 



Saline 


1.940 Saline 


2.921 Saline 


7.030 Saline 


2.565 Fresh 


Saline 



6 NZP-A 


0801000500139200 


5.131 Fresh 


Saline 


1.783 Saline 


Zone Type of Area (Command /1 
(Fresh / command) 

Saline) 


( 6 ) 


Gang Canal 


Ghaggar River Bed 


Gang Canal 


Ghaggar River Bed 


Gang Canal 


IGNP Canal System : 


Ghaggar River Bed 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


Gang Canal 


IGNP Canal System : 


Ghaggar River Bed 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


Ghaggar River Bed 


IGNP Canal System : 


Gang Canal 


IGNP Canal System : 


Gang Canal 


IGNP Canal System : 


IGNP Canal System : 


Ghaggar River Bed 


Gang Canal 


Ghaggar River Bed 


IGNP Canal System : 


Ghaggar River Bed 


Gang Canal 


Ghaggar River Bed 


Ghaggar River Bed 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


Gang Canal 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


Gang Canal 


IGNP Canal System : 


Ghaggar River Bed 


Ghaggar River Bed 


IGNP Canal System : 


Gang Canal 


Gang Canal 


Gang Canal 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

2.602 

Command 

Younger Alluvium 

1.856 

Command 

Younger Alluvium 

3.202 

Command 

Younger Alluvium 

3.384 

Command 

Younger Alluvium 

3.738 

Command 

Younger Alluvium 

1.474 

Command 

Younger Alluvium 

0.015 

Command 

Younger Alluvium 

1.011 

Command 

Younger Alluvium 

7.166 

Command 

Younger Alluvium 

1.369 

Command 

Younger Alluvium 

2.484 

Command 

Younger Alluvium 

3.404 

Command 

Younger Alluvium 

1.960 

Command 

Younger Alluvium 

10.722 

Command 

Younger Alluvium 

2.910 

Command 

Younger Alluvium 

0.536 

Command 

Younger Alluvium 

6.426 

Command 

Younger Alluvium 

1.019 

Command 

Younger Alluvium 

0.710 

Command 

Younger Alluvium 

0.008 

Command 

Younger Alluvium 

0.860 

Command 

Younger Alluvium 

1.739 

Command 

Younger Alluvium 

0.485 

Command 

Younger Alluvium 

0.320 

Command 

Younger Alluvium 

3.005 

Command 

Younger Alluvium 

3.873 

Command 

Younger Alluvium 

0.336 

Command 

Younger Alluvium 

0.319 

Command 

Younger Alluvium 

0.115 

Command 

Younger Alluvium 

0.016 

Command 

Younger Alluvium 

1.154 

Command 

Younger Alluvium 

1.272 

Command 

Younger Alluvium 

0.630 

Command 

Younger Alluvium 

0.105 

Command 

Younger Alluvium 

0.529 

Command 

Younger Alluvium 

1.372 

Command 

Younger Alluvium 

1.208 

Command 

Younger Alluvium 

0.057 

Command 

Younger Alluvium 

5.423 

Command 

Younger Alluvium 

4.497 

Command 

Younger Alluvium 

0.561 

Command 

Younger Alluvium 

0.870 

Command 

Younger Alluvium 

1.494 

Command 

Younger Alluvium 

1.940 

Command 

Younger Alluvium 

2.921 

Command 

Younger Alluvium 

6.996 

Command 

Younger Alluvium 

0.034 

Command 

Younger Alluvium 

1.407 

Command 

Younger Alluvium 

1.107 

Command 

Younger Alluvium 

0.051 

Command 

Younger Alluvium 

1.754 

Command 

Younger Alluvium 

2.707 

Command 

Younger Alluvium 

1.097 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

130,000 

110,000 

90 

130,000 

110,000 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


























































































































































































































































































































































































































































































































































































































































































Village 


Zone 
(Fresh / 
Saline) 


Type of Area (Command / Non¬ 
command) 



Census Code 

Area 


sq.km 

(3) 

(4) 



0801000600159400 


0801000500135200 


0801000600159500 


0801000500131700 


0801000500131600 


0801000600160300 



0801000600169100 

3.405 

Fresh 

0801000600161000 

2.261 

Saline 


0801000500138800 

0.967 

Saline 

0801000500138700 

2.648 

Saline 

0801000500123800 

3.581 

Saline 



0801000600144600 

1.278 

0801000800228800 

1.252 



0801000800228600 

0.591 

Saline 

0801000600159300 

2.412 

Fresh 



Saline 


1.740 Fresh 



Saline 


1.268 Saline 


3.039 Fresh 



0801000500132400 

2.002 

0801000600159900 

1.988 

0801000600159800 

3.217 


0801000500135300 

2.037 

0801000600159600 

2.561 


0801000500132200 

3.456 

0801000600158400 

2.969 


0801000500135400 

2.343 

0801000600160000 

3.010 


0801000500131800 

2.277 

0801000600160100 

2.495 


0801000500135500 

2.789 

0801000600160200 

3.942 


2.172 Saline 


1.954 Saline 



( 6 ) 


IGNP Canal System 


Gang Canal 


IGNP Canal System 


Gang Canal 


IGNP Canal System 


IGNP Canal System 


Gang Canal 


Ghaggar River Bed 


Gang Canal 


Gang Canal 


Gang Canal 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


Gang Canal 


IGNP Canal System 


Gang Canal 


IGNP Canal System 


IGNP Canal System 


Gang Canal 


Ghaggar River Bed 


Gang Canal 


Gang Canal 


Ghaggar River Bed 


Gang Canal 


Gang Canal 


Gang Canal 


Ghaggar River Bed 


Gang Canal 


Gang Canal 


Ghaggar River Bed 


Ghaggar River Bed 


Ghaggar River Bed 


Gang Canal 


Gang Canal 


Ghaggar River Bed 


Gang Canal 


Ghaggar River Bed 


Ghaggar River Bed 


Gang Canal 


Ghaggar River Bed 


Ghaggar River Bed 


Gang Canal 


Ghaggar River Bed 


Ghaggar River Bed 


Gang Canal 


Gang Canal 


Ghaggar River Bed 


Gang Canal 


Gang Canal 


Ghaggar River Bed 


Ghaggar River Bed 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

0.686 

Command 

Younger Alluvium 

1.010 

Command 

Younger Alluvium 

0.660 

Command 

Younger Alluvium 

1.484 

Command 

Younger Alluvium 

0.598 

Command 

Younger Alluvium 

1.123 

Command 

Younger Alluvium 

0.311 

Command 

Younger Alluvium 

1.950 

Command 

Younger Alluvium 

0.967 

Command 

Younger Alluvium 

2.648 

Command 

Younger Alluvium 

0.713 

Command 

Younger Alluvium 

2.868 

Command 

Younger Alluvium 

0.786 

Command 

Younger Alluvium 

3.019 

Command 

Younger Alluvium 

1.278 

Command 

Younger Alluvium 

0.068 

Command 

Younger Alluvium 

1.184 

Command 

Younger Alluvium 

1.016 

Command 

Younger Alluvium 

1.349 

Command 

Younger Alluvium 

0.591 

Command 

Younger Alluvium 

1.021 

Command 

Younger Alluvium 

0.249 

Command 

Younger Alluvium 

1.142 

Command 

Younger Alluvium 

0.885 

Command 

Younger Alluvium 

0.312 

Command 

Younger Alluvium 

0.543 

Command 

Younger Alluvium 

1.268 

Command 

Younger Alluvium 

1.445 

Command 

Younger Alluvium 

0.676 

Command 

Younger Alluvium 

0.918 

Command 

Younger Alluvium 

2.002 

Command 

Younger Alluvium 

1.988 

Command 

Younger Alluvium 

3.201 

Command 

Younger Alluvium 

0.016 

Command 

Younger Alluvium 

2.037 

Command 

Younger Alluvium 

2.001 

Command 

Younger Alluvium 

0.559 

Command 

Younger Alluvium 

3.456 

Command 

Younger Alluvium 

0.073 

Command 

Younger Alluvium 

2.896 

Command 

Younger Alluvium 

2.343 

Command 

Younger Alluvium 

1.428 

Command 

Younger Alluvium 

1.582 

Command 

Younger Alluvium 

2.277 

Command 

Younger Alluvium 

0.163 

Command 

Younger Alluvium 

2.332 

Command 

Younger Alluvium 

2.789 

Command 

Younger Alluvium 

0.467 

Command 

Younger Alluvium 

3.475 

Command 

Younger Alluvium 

2.172 

Command 

Younger Alluvium 

1.954 

Command 

Younger Alluvium 

1.879 

Command 

Younger Alluvium 

0.919 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 













































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


7 AP 


7 APD-A 


7 APD-B 


7 APM 


7 APM-A 


7 AS 


7 BKM 


7 BLD 


7 BLM-A 


7 DWM 


7GB-A 


7GB-B 


7 H 


7 JKM 


7 LSM 


7 NP-A 


7 NP-B 


7 NZP 


7 PGM 


0801000500136600 


sq.km 


W (5) 


2.812 Saline 



Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


1.779 Fresh 


Saline 



0801000500131400 

2.520 

Saline 

0801000600166100 

1.403 

Fresh 


0801000900279200 

10.915 

Saline 

0801000800232900 

2.692 

Saline 

0801000800233300 

0.808 

Saline 

0801000600152300 

2.156 

Saline 

0801000600152400 

1.493 

Saline 

0801000800241100 

4.691 

Saline 



0801000900283400 

4.614 

0801000800230400 

2.069 

0801000800246000 

2.269 




2.937 Fresh 


Saline 


0801000900281700 

1.743 

0801000800252500 

1.667 

0801000800252600 

2.960 

0801000600171100 

3.889 

0801000500141100 

3.650 



0801000500138200 

1.694 

0801000800249200 

4.649 



1.537 Fresh 


Saline 


1.618 Fresh 


Saline 


1.539 Saline 


0801000600147600 

2.096 

Saline 

0801000500122800 

3.213 

Saline 

0801000500122900 

4.044 

Saline 

0801000500135100 

2.668 

Saline 

0801000600161200 

2.932 

Saline 


( 6 ) 


Gang Canal 


Ghaggar River Bed 


Ghaggar River Bed 


Ghaggar River Bed 


Gang Canal 


Ghaggar River Bed 


IGNP Canal System 


Gang Canal 


Ghaggar River Bed 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


Gang Canal 


IGNP Canal System 


Ghaggar River Bed 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


Ghaggar River Bed 


Ghaggar River Bed 


IGNP Canal System 


Ghaggar River Bed 


Ghaggar River Bed 


IGNP Canal System 


IGNP Canal System 


Ghaggar River Bed 


Ghaggar River Bed 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


Ghaggar River Bed 


IGNP Canal System 


Ghaggar River Bed 


Ghaggar River Bed 


Ghaggar River Bed 


IGNP Canal System 


Gang Canal 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


Gang Canal 


IGNP Canal System 


IGNP Canal System 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

0.166 

Command 

Younger Alluvium 

2.646 

Command 

Younger Alluvium 

0.023 

Command 

Younger Alluvium 

1.756 

Command 

Younger Alluvium 

0.620 

Command 

Younger Alluvium 

1.734 

Command 

Younger Alluvium 

0.177 

Command 

Younger Alluvium 

2.520 

Command 

Younger Alluvium 

0.184 

Command 

Younger Alluvium 

1.219 

Command 

Younger Alluvium 

10.915 

Command 

Younger Alluvium 

2.692 

Command 

Younger Alluvium 

0.808 

Command 

Younger Alluvium 

2.156 

Command 

Younger Alluvium 

1.493 

Command 

Younger Alluvium 

2.852 

Command 

Younger Alluvium 

1.839 

Command 

Younger Alluvium 

2.359 

Command 

Younger Alluvium 

0.513 

Command 

Younger Alluvium 

0.044 

Command 

Younger Alluvium 

4.614 

Command 

Younger Alluvium 

2.069 

Command 

Younger Alluvium 

1.333 

Command 

Younger Alluvium 

0.808 

Command 

Younger Alluvium 

0.128 

Command 

Younger Alluvium 

1.003 

Command 

Younger Alluvium 

1.925 

Command 

Younger Alluvium 

0.009 

Command 

Younger Alluvium 

1.743 

Command 

Younger Alluvium 

1.667 

Command 

Younger Alluvium 

2.960 

Command 

Younger Alluvium 

3.555 

Command 

Younger Alluvium 

0.004 

Command 

Younger Alluvium 

3.646 

Command 

Younger Alluvium 

2.071 

Command 

Younger Alluvium 

0.804 

Command 

Younger Alluvium 

0.028 

Command 

Younger Alluvium 

1.005 

Command 

Younger Alluvium 

0.202 

Command 

Younger Alluvium 

1.694 

Command 

Younger Alluvium 

2.192 

Command 

Younger Alluvium 

2.457 

Command 

Younger Alluvium 

0.623 

Command 

Younger Alluvium 

0.514 

Command 

Younger Alluvium 

1.176 

Command 

Younger Alluvium 

0.208 

Command 

Younger Alluvium 

0.039 

Command 

Younger Alluvium 

1.501 

Command 

Younger Alluvium 

2.096 

Command 

Younger Alluvium 

2.331 

Command 

Younger Alluvium 

4.044 

Command 

Younger Alluvium 

2.668 

Command 

Younger Alluvium 

0.875 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

130,000 

110,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 

























































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone 
(Fresh / 
Saline) 



Type of Area (Command / Non¬ 
command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 




sq.km 

(6) 

(6) 

(7) 

(8) 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.058 

Gang Canal 

Command 

Younger Alluvium 

1.257 

Gang Canal 

Command 

Younger Alluvium 

1.097 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.147 

Gang Canal 

Command 

Younger Alluvium 

2.083 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.421 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

6.399 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.649 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.152 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.665 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.424 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.333 

Gang Canal 

Command 

Younger Alluvium 

1.409 

Gang Canal 

Command 

Younger Alluvium 

1.621 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.539 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.429 

Gang Canal 

Command 

Younger Alluvium 

0.006 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.143 

Gang Canal 

Command 

Younger Alluvium 

0.595 

Gang Canal 

Command 

Younger Alluvium 

2.299 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.139 

Gang Canal 

Command 

Younger Alluvium 

3.390 

Gang Canal 

Command 

Younger Alluvium 

0.756 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.541 

Gang Canal 

Command 

Younger Alluvium 

2.593 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.212 

Gang Canal 

Command 

Younger Alluvium 

2.895 

Gang Canal 

Command 

Younger Alluvium 

3.594 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.108 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.490 

Gang Canal 

Command 

Younger Alluvium 

0.002 

Gang Canal 

Command 

Younger Alluvium 

0.031 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.837 

Gang Canal 

Command 

Younger Alluvium 

0.216 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.949 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.521 

Gang Canal 

Command 

Younger Alluvium 

2.003 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.534 

Gang Canal 

Command 

Younger Alluvium 

1.333 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.026 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.674 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.170 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.471 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.764 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

12.335 

Ghaggar River Bed 

Command 

Younger Alluvium 

3.295 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.103 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.338 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.530 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.057 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.585 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.014 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.864 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

130,000 

110,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / 
(Fresh / command) 

Saline) 


9 BGD-B 


9 BLD 


9 BLM 


9 FDM 


9 GB 


9 H 


9 K-A 


sq.km 


(4) (5) 


2.979 Saline 


3.166 Saline 


2.476 Fresh 


Saline 


8 K-A 

0801000600164000 

1.171 

Fresh 

8 K-B 

0801000600163900 

2.414 

Fresh 



8 KSD-A 

0801000500138100 

1.792 

Saline 

8 KSD-B 

0801000500138000 

0.476 

Saline 

8 LPM-A 

0801000500137200 

0.551 

Saline 

8 LPM-B 

0801000500137100 

1.422 

Saline 

8 LSM 

0801000600147500 

1.444 

Saline 

8 NP 

0801000500123100 

8.640 

Saline 

8 PTD-A 

0801000500135600 

1.493 

Saline 

8 PTD-B 

0801000500135700 

2.921 

Saline 

8 SAD 

0801000500133200 

4.325 

Saline 

8 SD 

0801000900273900 

6.397 

Saline 


8SJM-A 

0801000600144900 

2.201 

Saline 

8SJM-B 

0801000600145000 

2.172 

Saline 

8 STB 

0801000800228200 

1.853 

Saline 

80 GB(RURAL) 

0801000600156600 

4.332 

Saline 


81GB 

0801000600157500 

2.636 

Saline 

85 LNP 

0801000500120900 

3.181 

Saline 

86GB-A 

0801000600157000 

1.245 

Saline 

86GB-B 

0801000600156900 

2.293 

Saline 

87 GB 

0801000600156800 

3.511 

Saline 



9 APD 

0801000800233400 

2.321 

Saline 

9 AS-A 

0801000800240600 

2.817 

Saline 


9 AS-B 

0801000800240500 

3.270 

Saline 

9 BGD-A 

0801000500140800 

3.210 

Fresh 





Saline 

0801000500140900 

2.424 

Fresh 

0801000800230700 

3.725 

Saline 

0801000800244800 

2.357 

Saline 

0801000900256800 

2.582 

Saline 

0801000800252900 

4.288 

Saline 

0801000600171200 

4.352 

Saline 

0801000600163400 

5.323 

Saline 


( 6 ) 


IGNP Canal System : 


IGNP Canal System : 


Ghaggar River Bed 


Gang Canal 


Ghaggar River Bed 


IGNP Canal System : 


Ghaggar River Bed 


IGNP Canal System : 


Ghaggar River Bed 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


Gang Canal 


IGNP Canal System : 


Gang Canal 


Gang Canal 


IGNP Canal System : 


IGNP Canal System : 


Gang Canal 


IGNP Canal System : 


Gang Canal 


IGNP Canal System : 


Gang Canal 


Ghaggar River Bed 


IGNP Canal System : 


Ghaggar River Bed 


IGNP Canal System : 


IGNP Canal System : 


Gang Canal 


IGNP Canal System : 


IGNP Canal System : 


Ghaggar River Bed 


IGNP Canal System : 


IGNP Canal System : 


Ghaggar River Bed 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


Gang Canal 


IGNP Canal System : 


Ghaggar River Bed 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

2.979 

Command 

Younger Alluvium 

1.493 

Command 

Younger Alluvium 

1.373 

Command 

Younger Alluvium 

1.001 

Command 

Younger Alluvium 

0.102 

Command 

Younger Alluvium 

0.068 

Command 

Younger Alluvium 

0.008 

Command 

Younger Alluvium 

0.033 

Command 

Younger Alluvium 

0.059 

Command 

Younger Alluvium 

1.034 

Command 

Younger Alluvium 

1.792 

Command 

Younger Alluvium 

0.476 

Command 

Younger Alluvium 

0.551 

Command 

Younger Alluvium 

1.422 

Command 

Younger Alluvium 

1.444 

Command 

Younger Alluvium 

5.995 

Command 

Younger Alluvium 

1.493 

Command 

Younger Alluvium 

2.921 

Command 

Younger Alluvium 

4.325 

Command 

Younger Alluvium 

0.088 

Command 

Younger Alluvium 

2.386 

Command 

Younger Alluvium 

2.201 

Command 

Younger Alluvium 

2.172 

Command 

Younger Alluvium 

1.853 

Command 

Younger Alluvium 

3.131 

Command 

Younger Alluvium 

1.201 

Command 

Younger Alluvium 

2.636 

Command 

Younger Alluvium 

1.166 

Command 

Younger Alluvium 

1.245 

Command 

Younger Alluvium 

2.293 

Command 

Younger Alluvium 

0.703 

Command 

Younger Alluvium 

2.808 

Command 

Younger Alluvium 

0.040 

Command 

Younger Alluvium 

3.679 

Command 

Younger Alluvium 

0.817 

Command 

Younger Alluvium 

0.073 

Command 

Younger Alluvium 

1.505 

Command 

Younger Alluvium 

0.620 

Command 

Younger Alluvium 

4.989 

Command 

Younger Alluvium 

2.321 

Command 

Younger Alluvium 

0.870 

Command 

Younger Alluvium 

1.946 

Command 

Younger Alluvium 

3.270 

Command 

Younger Alluvium 

2.490 

Command 

Younger Alluvium 

0.561 

Command 

Younger Alluvium 

0.159 

Command 

Younger Alluvium 

2.424 

Command 

Younger Alluvium 

3.725 

Command 

Younger Alluvium 

2.357 

Command 

Younger Alluvium 

1.768 

Command 

Younger Alluvium 

4.288 

Command 

Younger Alluvium 

1.517 

Command 

Younger Alluvium 

1.803 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 





































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / 
command) 



9 KSD 


9 LM-A 


9 LM-B 


9 LPM-A 


9 LPM-B 


9 LSM 


9 LSM-A 


9 NRD - B 


94 GB 


Amargarh 


Bagicha 


Baranwali 


Baror Barani 


Bhagsar 


Bidasari 


Chainpura Barani 


Dhadhiyawali 


0801000500137900 

1.960 

0801000600177100 

1.618 



0801000600177000 

1.506 

0801000500136700 

2.749 

0801000500136800 

1.430 

0801000600147900 

2.318 

0801000600147400 

1.329 

0801000900255600 

4.265 



9 SJM 

0801000600143100 

1.359 

Saline 

90 GB 

0801000600152700 

1.949 

Saline 



0801000600154500 

1.714 

0801000500125200 

1.874 




0801000500126600 


0801000500116800 


0801000600166800 


0801000500123000 


0801000800240000 


0801000900275800 


Saline 


3.349 Fresh 



2.363 Saline 


0.979 Saline 


1.169 Saline 


2.631 Saline 


4.404 Saline 


9.588 Fresh 



0801000900281100 

2.220 

0801000800241900 

3.329 

0801000900277800 

26.081 



Dulrasar 


0801000500112500 


3.462 Saline 


12.813 Saline 



( 6 ) 


IGNP Canal System : 


Ghaggar River Bed 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


Gang Canal 


IGNP Canal System : 


Gang Canal 


IGNP Canal System : 


Gang Canal 


IGNP Canal System : 


Gang Canal 


IGNP Canal System : 


Gang Canal 


IGNP Canal System : 


IGNP Canal System : 


Gang Canal 


IGNP Canal System : 


Gang Canal 


IGNP Canal System : 


Gang Canal 


IGNP Canal System : 


Gang Canal 


Ghaggar River Bed 


IGNP Canal System : 


IGNP Canal System : 


Gang Canal 


Gang Canal 


Ghaggar River Bed 


Gang Canal 


Ghaggar River Bed 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


Gang Canal 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


Non-command 


Gang Canal 


IGNP Canal System : 


Gang Canal 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

3.505 

Command 

Younger Alluvium 

1.811 

Command 

Younger Alluvium 

0.259 

Command 

Younger Alluvium 

1.960 

Command 

Younger Alluvium 

0.822 

Command 

Younger Alluvium 

0.002 

Command 

Younger Alluvium 

1.075 

Command 

Younger Alluvium 

2.749 

Command 

Younger Alluvium 

1.430 

Command 

Younger Alluvium 

2.318 

Command 

Younger Alluvium 

1.329 

Command 

Younger Alluvium 

0.025 

Command 

Younger Alluvium 

0.980 

Command 

Younger Alluvium 

1.133 

Command 

Younger Alluvium 

0.074 

Command 

Younger Alluvium 

1.623 

Command 

Younger Alluvium 

0.052 

Command 

Younger Alluvium 

0.992 

Command 

Younger Alluvium 

0.078 

Command 

Younger Alluvium 

0.670 

Command 

Younger Alluvium 

5.764 

Command 

Younger Alluvium 

1.359 

Command 

Younger Alluvium 

0.230 

Command 

Younger Alluvium 

1.719 

Command 

Younger Alluvium 

1.168 

Command 

Younger Alluvium 

2.035 

Command 

Younger Alluvium 

0.508 

Command 

Younger Alluvium 

2.837 

Command 

Younger Alluvium 

2.821 

Command 

Younger Alluvium 

0.180 

Command 

Younger Alluvium 

0.273 

Command 

Younger Alluvium 

1.714 

Command 

Younger Alluvium 

0.215 

Command 

Younger Alluvium 

0.391 

Command 

Younger Alluvium 

0.048 

Command 

Younger Alluvium 

0.604 

Command 

Younger Alluvium 

2.696 

Command 

Younger Alluvium 

2.363 

Command 

Younger Alluvium 

0.022 

Command 

Younger Alluvium 

1.169 

Command 

Younger Alluvium 

2.631 

Command 

Younger Alluvium 

4.404 

Command 

Younger Alluvium 

0.713 

Command 

Younger Alluvium 

0.450 

Command 

Younger Alluvium 

2.220 

Command 

Younger Alluvium 

3.329 

Command 

Younger Alluvium 

2.048 

Non-command 

Younger Alluvium 

0.484 

Command 

Younger Alluvium 

0.888 

Non-command 

Younger Alluvium 

1.046 

Command 

Younger Alluvium 

1.938 

Command 

Younger Alluvium 

1.524 

Command 

Younger Alluvium 

0.515 


with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

200,000 

150,000 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 
































































































































































































































































































































































































































































































































































































































































Micro-watershed 


11001001 




Govindsar 


Gurli Barani 


Hardaswali Barani 


Haripura 


Jyankidaswala 


Karanisar 


Kararwali 


Kunplee Barani 


Motasar 


Mukalawa 


Na 



Raghunathpura 


Ramsara Kumharan 


Ratnisar 


Sangeeta Athoona 


Sardarpura Ladana 


Shyamgarh 


Suratgarh (rural) 


Tatarsar 


Vijainagar (m) 



Ambatri 


Arnoo 


Bagawas 


Bhadarda 


0801000601900010 


0801000601900011 


0801000901900017 


0801000900277900 




0801000500132300 


0801000900276300 


0801000500131900 


0801000840110000 


0818000402303800 


Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


Census Code 

Area 


sq.km 

(3) 

(4) 

0801000900283700 

8.680 

0801000900283600 

3.251 

0801000900279100 

3.803 

0801000500122300 

6.807 



0801000900275300 

1.984 

0801000900274500 

6.719 


0801000500123200 

5.650 

0801000800239400 

5.219 

0801000800240800 

23.419 


0801000500120200 

4.413 

0801000501900007 

5.015 

0801000601900009 

0.934 



14.186 Fresh 



0801000900280800 

2.334 

0801000500112600 

12.984 

0801000900274400 

4.825 


Fresh 


Saline 


13.767 Fresh 



0801000900278700 

4.170 

0801000900288100 

18.979 



2.508 Saline 


35.265 Fresh 


2.051 Saline 


3.891 Fresh 


Saline 


11.345 Fresh 



0818000402304500 

11.693 

Fresh 

0818000502311100 

3.506 

Fresh 

0818000502311300 

9.718 

Fresh 

0818000402300800 

11.002 

Fresh 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Gang Canal 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Gang Canal 


IGNP Canal System Stage I 


Gang Canal 


IGNP Canal System Stage I 


Gang Canal 


Gang Canal 


Ghaggar River Bed 


Ghaggar River Bed 


Ghaggar River Bed 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Gang Canal 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Non-command 


Gang Canal 


Non-command 


Gang Canal 


Ghaggar River Bed 


Ghaggar River Bed 


River Basin 


Sub Basin: 


Bandi Sendra 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Bhagal Sephta 

0818000402299100 

12.180 

Fresh 

Bharoori 

0818000402302300 

9.768 

Fresh 


Non-command 


Bandi Sendra 



Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

5.978 

Command 

Younger Alluvium 

3.251 

Command 

Younger Alluvium 

3.803 

Command 

Younger Alluvium 

1.173 

Command 

Younger Alluvium 

5.634 

Command 

Younger Alluvium 

1.984 

Command 

Younger Alluvium 

0.219 

Command 

Younger Alluvium 

6.500 

Command 

Younger Alluvium 

4.029 

Command 

Younger Alluvium 

2.942 

Command 

Younger Alluvium 

0.147 

Command 

Younger Alluvium 

23.272 

Command 

Younger Alluvium 

1.032 

Command 

Younger Alluvium 

5.015 

Command 

Younger Alluvium 

0.098 

Command 

Younger Alluvium 

0.835 

Command 

Younger Alluvium 

1.540 

Command 

Younger Alluvium 

0.562 

Command 

Younger Alluvium 

2.287 

Command 

Younger Alluvium 

1.877 

Non-command 

Younger Alluvium 

0.461 

Command 

Younger Alluvium 

8.813 

Non-command 

Younger Alluvium 

1.506 

Command 

Younger Alluvium 

4.206 

Command 

Younger Alluvium 

0.203 

Command 

Younger Alluvium 

2.334 

Command 

Younger Alluvium 

0.270 

Command 

Younger Alluvium 

0.054 

Command 

Younger Alluvium 

4.772 

Command 

Younger Alluvium 

1.317 

Command 

Younger Alluvium 

12.450 

Command 

Younger Alluvium 

4.170 

Command 

Younger Alluvium 

10.454 

Non-command 

Younger Alluvium 

1.081 

Command 

Younger Alluvium 

2.508 

Non-command 

Younger Alluvium 

0.755 

Command 

Younger Alluvium 

2.051 

Command 

Younger Alluvium 

0.872 

Command 

Younger Alluvium 

3.019 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

200,000 

150,000 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

200,000 

150,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 


Command 

Jalore Granite 

0.015 

Non-command 

Jalore Granite 

0.106 

Non-command 

Jalore Granite 

2.345 

Non-command 

Older Alluvium 

0.102 

Non-command 

Older Alluvium 

5.791 

Non-command 

Jalore Granite 

1.843 

Non-command 

Older Alluvium 

1.908 

Non-command 

Younger Alluvium 

6.491 

Non-command 

Younger Alluvium 

11.170 

Command 

Jalore Granite 

0.875 

Command 

Older Alluvium 

0.196 

Non-command 

Jalore Granite 

1.782 


9 

120 

90,000 

70,000 

- 

120 

90,000 

70,000 

5 

120 

90,000 

70,000 

- 

150 

120,000 

100,000 

2 

150 

120,000 

100,000 

8 

120 

90,000 

70,000 

9 

180 

130,000 

110,000 

29 

150 

150,000 

130,000 

26 

180 

130,000 

110,000 

10 

120 

90,000 

70,000 

2 

180 

130,000 

110,000 

6 

120 

90,000 

70,000 







0.076 

0.087 

- 

- 

0.042 

0.042 

- 

0.018 

0.030 

0.354 

0.067 

0.089 

0.178 

0.225 

0.566 

0.679 

0.515 

1.334 

0.084 

0.095 

0.040 

0.040 

0.050 

0.050 


















































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 



Bhinmal (Rural) 

0818000402299400 

14.339 

Fresh 

Borta 

0818000402298900 

29.260 

Fresh 


Komta 


Kora 


Kot Kasta 


Kushlapura 


Ledarmer 


Nasoli 


Navapura Chaupawatan 


104.556 Fresh Non-command 


Non-command 


Non-command 




Daman 

0818000502310500 

20.562 

Fresh 

Daspan 

0818000402297900 

34.227 

Fresh 


Non-command 


Non-command 



Delwara 

0818000402300600 

20.136 

Fresh 

Deta Khurd 

0818000102274900 

6.240 

Fresh 

Dhumbariya 

0818000502310400 

43.956 

Fresh 


Dorda 

0818000402304700 

60.412 

Fresh 

Ghaseri 

0818000402302200 

9.227 

Fresh 


Jaitoo 

0818000502310800 

23.803 

Fresh 

Kaleti 

0818000502310600 

13.392 

Fresh 


Kawtara 

0818000502310900 

30.772 

Fresh 

Khanpur 

0818000402300700 

15.683 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0818000102274700 


0818000402297700 


0818000402301000 




Non-command 


Non-command 


Non-command 



0818000402299200 


0818000402300900 


11.576 Fresh 


12.908 Fresh 


Non-command 


Non-command 



Loonawas 

0818000502310700 

10.380 

Fresh 

Loor 

0818000402301100 

7.285 

Fresh 

Mandakwana 

0818000102275000 

6.194 

Fresh 

Meerpura 

0818000502311000 

5.807 

Fresh 

Mindawas 

0818000502311400 

10.737 

Fresh 

Munthla Kaba 

0818000402302400 

16.643 

Fresh 


Narsana 

0818000502311600 

25.586 

Fresh 

Narta 

0818000402299300 

8.505 

Fresh 


0818000402299000 


0818000402297800 


14.885 Fresh 


4.738 Fresh 


Pawli 

0818000402300300 

15.312 

Fresh 

Punrau 

0818000102274600 

13.764 

Fresh 

Rah 

0818000502311500 

16.765 

Fresh 

Sarthala 

0818000402298100 

7.707 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bandi Sendra 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

4.641 

Non-command 

Jalore Granite 

0.065 

Non-command 

Older Alluvium 

13.377 

Non-command 

Younger Alluvium 

2.266 

Non-command 

Older Alluvium 

1.019 

Non-command 

Older Alluvium 

4.334 

Non-command 

Younger Alluvium 

0.009 

Non-command 

Older Alluvium 

5.562 

Non-command 

Older Alluvium 

15.007 

Non-command 

Younger Alluvium 

14.223 

Non-command 

Jalore Granite 

6.887 

Non-command 

Younger Alluvium 

0.019 

Non-command 

Older Alluvium 

6.233 

Non-command 

Younger Alluvium 

0.675 

Non-command 

Jalore Granite 

4.113 

Non-command 

Jalore Granite 

2.392 

Non-command 

Older Alluvium 

0.952 

Non-command 

Older Alluvium 

23.803 

Non-command 

Older Alluvium 

8.734 

Non-command 

Younger Alluvium 

3.338 

Non-command 

Older Alluvium 

28.193 

Non-command 

Jalore Granite 

9.707 

Non-command 

Younger Alluvium 

0.604 

Non-command 

Older Alluvium 

11.759 

Non-command 

Younger Alluvium 

7.048 

Non-command 

Older Alluvium 

2.071 

Non-command 

Younger Alluvium 

8.634 

Non-command 

Jalore Granite 

3.286 

Non-command 

Older Alluvium 

6.247 

Non-command 

Younger Alluvium 

0.991 

Non-command 

Older Alluvium 

4.314 

Non-command 

Younger Alluvium 

7.262 

Non-command 

Jalore Granite 

0.014 

Non-command 

Older Alluvium 

4.078 

Non-command 

Younger Alluvium 

7.853 

Non-command 

Older Alluvium 

6.553 

Non-command 

Older Alluvium 

0.352 

Non-command 

Younger Alluvium 

0.146 

Non-command 

Older Alluvium 

5.510 

Non-command 

Older Alluvium 

1.200 

Command 

Jalore Granite 

0.210 

Non-command 

Jalore Granite 

10.632 

Non-command 

Older Alluvium 

1.694 

Non-command 

Older Alluvium 

4.639 

Non-command 

Younger Alluvium 

3.866 

Non-command 

Older Alluvium 

0.987 

Non-command 

Younger Alluvium 

11.382 

Non-command 

Older Alluvium 

2.120 

Non-command 

Younger Alluvium 

2.618 

Non-command 

Jalore Granite 

0.235 

Non-command 

Younger Alluvium 

4.647 

Non-command 

Older Alluvium 

3.995 

Non-command 

Younger Alluvium 

1.667 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

180 

130,000 

110,000 

120 

90,000 

70,000 

180 

130,000 

110,000 

150 

150,000 

130,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

180 

130,000 

110,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

180 

130,000 

110,000 

120 

90,000 

70,000 

150 

150,000 

130,000 

150 

120,000 

100,000 

180 

130,000 

110,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

180 

130,000 

110,000 

150 

120,000 

100,000 

120 

90,000 

70,000 

150 

150,000 

130,000 

150 

150,000 

120,000 

150 

150,000 

130,000 

150 

120,000 

100,000 

180 

130,000 

110,000 

120 

100,000 

80,000 

150 

120,000 

100,000 

180 

130,000 

110,000 

150 

120,000 

100,000 

180 

130,000 

110,000 

120 

100,000 

80,000 

150 

120,000 

100,000 

180 

130,000 

110,000 

150 

120,000 

100,000 

180 

130,000 

110,000 

150 

150,000 

130,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

180 

130,000 

110,000 

150 

120,000 

100,000 

180 

130,000 

110,000 

150 

120,000 

100,000 

180 

130,000 

110,000 

120 

90,000 

70,000 

150 

150,000 

130,000 

150 

120,000 

100,000 

180 

130,000 

110,000 



Tube Wells with 
Wells Pumpset 


MCM 


( 15 ) 


0.297 




0.330 

0.546 

1.080 

1.404 

1.366 

1.764 

0.126 

0.126 



0.075 

0.093 

0.218 

0.265 

0.105 

0.807 

0.040 

0.040 

























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


11001002 


sq.km 


(4) (5) 


15.052 Fresh 


Tawab 

0818000402302100 

17.148 

Fresh 

Thoor 

0818000402302500 

23.768 

Fresh 



Tilora 

0818000102274400 

28.626 

Fresh 

Ajbar 

0818000402303800 

11.345 

Fresh 

Akoona 

0819000202353900 

17.427 

Fresh 

Ambatri 

0818000402304500 

11.693 

Fresh 

Amlari 

0819000202357100 

18.731 

Fresh 

Anapur 

0819000502376500 

8.000 

Fresh 

Bag 

0819000202357200 

5.840 

Fresh 

Bara Bhawji 

0818000402307300 

5.946 

Fresh 

Betarna 

0818000402304100 

6.847 

Fresh 

Bikanwas 

0818000402306700 

2.131 

Fresh 

Boogaon 

0818000402303900 

14.417 

Fresh 

Chandoor 

0818000402304200 

18.816 

Fresh 

Chekla 

0818000402305500 

9.295 

Fresh 

Dantrai 

0819000502376800 

19.870 

Fresh 

Dorda 

0818000402304700 

60.412 

Fresh 

Gajapura 1/3 

0818000402306900 

3.212 

Fresh 

Gajapura 2/3 

0818000402306800 

6.004 

Fresh 

Golana 

0818000402306500 

16.602 

Fresh 

Haliwara 

0819000202354100 

11.290 

Fresh 

Harni Amarpura(harni) 

0819000502376600 

21.585 

Fresh 

Himmatpura 

0819000502376300 

13.483 

Fresh 


Bandi Sendra 


Non-command 


Non-command 


Bandi Sendra 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Jaswant Pura 

0818000402307400 

12.272 

Fresh 

Jawiya 

0818000402306300 

18.110 

Fresh 

Jeetpura 

0818000402307200 

5.389 

Fresh 

Kalapura 

0818000402306600 

11.138 

Fresh 

Keebla 

0818000402306400 

11.124 

Fresh 

Mermandwara 

0819000202356500 

37.873 

Fresh 

Nembora 

0819000202353800 

6.655 

Fresh 

Nimbaj 

0819000502376400 

14.573 

Fresh 

Noon 

0819000202353700 

14.434 

Fresh 

Padar 

0818000402307000 

3.629 

Fresh 

Pawti 

0818000402304300 

7.800 

Fresh 

Phaidani 

0818000402304400 

18.397 

Fresh 

Poseetara 

0819000202356400 

7.160 

Fresh 

Punawa 

0819000202356900 

3.352 

Fresh 

Rampura 

0819000202357000 

7.076 

Fresh 

Roda Khera 

0819000202356800 

9.586 

Fresh 

Sanpur 

0819000202357300 

18.672 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sildar 

0819000202356700 

6.242 

Fresh 

Sindhara 

0818000402304600 

15.052 

Fresh 

Sirodki 

0819000202356600 

6.969 

Fresh 

Uchmat 

0818000402307100 

9.536 

Fresh 

Wadwaj 

0819000502376100 

31.697 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


11001003 


Akoona 

0819000202353900 

17.427 

Fresh 

Baida (v) 

0819000202354800 

30.827 

Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Jalore Granite 

0.349 

Non-command 

Jalore Granite 

12.434 

Non-command 

Older Alluvium 

1.624 

Command 

Jalore Granite 

0.363 

Non-command 

Jalore Granite 

0.150 

Non-command 

Younger Alluvium 

0.064 

Non-command 

Jalore Granite 

0.461 

Non-command 

Jalore Granite 

5.955 

Non-command 

Jalore Granite 

8.513 

Non-command 

Jalore Granite 

13.383 

Non-command 

Jalore Granite 

7.795 

Non-command 

Jalore Granite 

3.096 

Non-command 

Jalore Granite 

5.946 

Non-command 

Jalore Granite 

0.044 

Non-command 

Jalore Granite 

2.131 

Non-command 

Jalore Granite 

0.102 

Non-command 

Jalore Granite 

13.772 

Non-command 

Jalore Granite 

4.098 

Non-command 

Jalore Granite 

0.491 

Non-command 

Jalore Granite 

23.952 

Non-command 

Jalore Granite 

3.212 

Non-command 

Jalore Granite 

6.004 

Non-command 

Jalore Granite 

16.198 

Non-command 

Jalore Granite 

5.387 

Non-command 

Jalore Granite 

2.932 

Non-command 

Jalore Granite 

7.470 

Non-command 

Younger Alluvium 

2.534 

Non-command 

Jalore Granite 

8.308 

Non-command 

Jalore Granite 

0.025 

Non-command 

Jalore Granite 

5.389 

Non-command 

Jalore Granite 

11.089 

Non-command 

Jalore Granite 

0.252 

Non-command 

Jalore Granite 

16.387 

Non-command 

Jalore Granite 

0.069 

Non-command 

Jalore Granite 

2.689 

Non-command 

Jalore Granite 

0.013 

Non-command 

Jalore Granite 

3.629 

Non-command 

Jalore Granite 

6.678 

Non-command 

Jalore Granite 

0.715 

Non-command 

Jalore Granite 

0.715 

Non-command 

Jalore Granite 

3.352 

Non-command 

Jalore Granite 

7.076 

Non-command 

Jalore Granite 

9.569 

Non-command 

Jalore Granite 

2.416 

Non-command 

Phyllite & Schist 

0.016 

Non-command 

Jalore Granite 

6.242 

Non-command 

Jalore Granite 

0.689 

Non-command 

Jalore Granite 

6.969 

Non-command 

Jalore Granite 

3.417 

Non-command 

Jalore Granite 

0.000 

Non-command 

Younger Alluvium 

0.382 

Non-command 

Jalore Granite 

10.379 

Non-command 

Phyllite & Schist 

4.712 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

90,000 

70,000 

180 

130,000 

110,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

150 

150,000 

130,000 

120 

90,000 

70,000 

120 

150,000 

130,000 

120 

90,000 

70,000 

120 

150,000 

130,000 

120 

100,000 

80,000 

120 

150,000 

130,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

150,000 

130,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

100,000 

80,000 

120 

150,000 

130,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

180,000 

150,000 

120 

150,000 

130,000 

120 

90,000 

70,000 

120 

150,000 

130,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

150,000 

120,000 

120 

150,000 

130,000 

120 

180,000 

150,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.294 

0.402 

0.260 

0.357 

0.317 

0.364 

0.042 

0.042 

0.017 

0.017 

- 

- 

0.008 

0.008 

0.172 

0.172 

0.151 

0.151 

1.014 

1.014 

0.336 

0.408 

0.203 

0.203 

0.143 

0.143 



0.420 

0.431 

0.185 

0.185 

0.029 

0.029 

0.605 

0.616 

0.076 

0.076 

0.118 

0.118 

0.823 

0.834 

0.359 

0.359 

0.154 

0.166 

0.125 

0.149 

0.058 

0.076 

0.336 

0.368 


0.344 

0.355 

0.336 

0.336 

0.008 

0.008 

0.796 

0.796 



0.084 

0.084 

0.319 

0.319 

0.008 

0.008 

0.047 

0.047 

0.608 

0.608 

0.062 

0.062 

0.234 

0.234 

0.172 

0.172 

- 

- 

0.671 

0.671 

0.017 

0.017 

0.718 

0.718 

0.143 

0.143 

- 

- 

0.014 

0.014 

0.312 

0.312 

0.054 

0.054 
































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 



11002004 


Chandoor 


Dorda 


Haliwara 


Jaila 


Kakendra 


Kalapura 


Kooma 


Kotra 


Madiya 


Mermandwara 


Nembora 


Noon 


Padroo Khera 


Pawti 


Phaidani 


Phalwadi 


Poseetara 


Sanpur 


Savrata 


Siya Kara 


Akeli 


Akhawas 



Baraton Ka Oda 


Bari 


Basni Bhadawatan 


Basni Jodhraj 


Beethoo 


Bhaisana 


Bhakri 


Bhambolai 


Bhaton Ki Dhani 


Bhawan 


Bheenwli 


Bhojawas 


Bijliyawas 


Bomadara 


0818000402304200 


0818000402304700 


0819000202354100 


0819000202354500 


0819000202356300 


18.816 Fresh 


60.412 Fresh 


11.290 Fresh 


Fresh 


4.676 


18.133 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0818000402306600 


0819000202354700 


0819000202354300 


0819000202354000 


0819000202356500 


0819000202353800 


0819000202353700 


0819000202356100 


0818000402304300 


0818000402304400 


0819000202354600 


0819000202356400 


0819000202357300 


0819000202354400 


0819000202356200 


11.138 


11.579 


3.407 


15.581 


37.873 


6.655 


14.434 


7.767 


7.800 


18.397 


26.368 


7.160 Fresh 


18.672 Fresh 


3.497 Fresh 


Fresh 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0819000202354200 


0820000502431000 


0820000602440800 



0820000602443300 


0820000502431500 


0820000602445900 


0820000602446500 


0820000302416200 


0820000302416100 


0820000402426500 


0820000302416900 


0815000602001800 


0820000502430400 


0820000502434000 


6.162 Fresh 


Fresh 


8.810 Fresh 


Saline 


7.545 Saline 


7.368 Fresh 


13.280 Fresh 


Saline 


1.988 Fresh 


8.916 Fresh 


7.208 Fresh 


8.705 Fresh 


29.589 Saline 


18.482 Fresh 


10.601 Saline 


13.001 Fresh 


8.520 Saline 


Non-command 


Sub Basin 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Jalore Granite 

2.888 

Non-command 

Jalore Granite 

1.147 

Non-command 

Jalore Granite 

5.903 

Non-command 

Jalore Granite 

0.734 

Non-command 

Jalore Granite 

13.600 

Non-command 

Phyllite & Schist 

4.531 

Non-command 

Jalore Granite 

0.049 

Non-command 

Phyllite & Schist 

4.205 

Non-command 

Jalore Granite 

3.407 

Non-command 

Jalore Granite 

15.581 

Non-command 

Jalore Granite 

19.163 

Non-command 

Jalore Granite 

6.398 

Non-command 

Jalore Granite 

3.383 

Non-command 

Phyllite & Schist 

3.939 

Non-command 

Jalore Granite 

1.122 

Non-command 

Jalore Granite 

17.682 

Non-command 

Jalore Granite 

13.322 

Non-command 

Phyllite & Schist 

0.508 

Non-command 

Jalore Granite 

6.367 

Non-command 

Jalore Granite 

2.955 

Non-command 

Phyllite & Schist 

4.767 

Non-command 

Jalore Granite 

3.128 

Non-command 

Jalore Granite 

0.067 

Non-command 

Phyllite & Schist 

7.735 

Non-command 

Jalore Granite 

5.023 


with 

Pumpset 


: Bandi (Hemawas) 



0820000602445300 


0820000602444300 


0820000602446200 


0820000302416500 


0820000502431200 


10.354 Fresh 


Fresh 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 

Phyllite & Schist 

0.951 

Non-command 

Phyllite & Schist 

1.619 

Non-command 

Phyllite & Schist 

7.191 

Non-command 

Erinpura Granite 

4.713 

Non-command 

Phyllite & Schist 

1.453 

Non-command 

Phyllite & Schist 

7.368 

Non-command 

Phyllite & Schist 

0.863 

Non-command 

Phyllite & Schist 

11.720 

Non-command 

Erinpura Granite 

1.913 

Non-command 

Older Alluvium 

6.994 

Non-command 

Phyllite & Schist 

1.921 

Non-command 

Phyllite & Schist 

1.121 

Non-command 

Phyllite & Schist 

0.106 

Non-command 

Erinpura Granite 

0.000 

Non-command 

Younger Alluvium 

12.291 

Non-command 

Phyllite & Schist 

12.854 

Non-command 

Younger Alluvium 

3.006 

Non-command 

Phyllite & Schist 

0.001 

Non-command 

Erinpura Granite 

0.117 

Non-command 

Phyllite & Schist 

8.009 

Non-command 

Younger Alluvium 

0.394 

Non-command 

Phyllite & Schist 

6.504 

Non-command 

Older Alluvium 

5.035 

Non-command 

Older Alluvium 

4.580 

Non-command 

Phyllite & Schist 

9.466 

Non-command 

Phyllite & Schist 

3.714 

Non-command 

Phyllite & Schist 

2.144 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

180,000 

150,000 

120 

90,000 

70,000 

120 

180,000 

150,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

180,000 

150,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

150,000 

130,000 

120 

180,000 

150,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

180,000 

150,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

180,000 

150,000 

120 

150,000 

130,000 


120 

180,000 

150,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

180,000 

150,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

150,000 

120,000 

120 

110,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

120,000 

90,000 

120 

90,000 

70,000 

120 

180,000 

150,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

150,000 

100,000 

120 

110,000 

90,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

120,000 

90,000 

120 

180,000 

150,000 

120 

90,000 

70,000 



MCM 

MCM 

(15) 

(16) 

0.084 

0.084 

0.025 

0.025 

0.390 

0.390 

0.078 

0.078 

0.577 

0.577 

0.216 

0.216 

- 

- 

0.036 

0.036 

0.109 

0.109 

1.420 

1.420 

0.920 

0.920 

0.156 

0.156 

0.203 

0.203 

0.180 

0.180 

0.050 

0.050 

0.168 

0.168 

0.156 

0.156 

- 

- 

0.343 

0.343 

0.203 

0.203 

0.396 

0.396 

0.203 

0.203 


0.594 

0.594 

0.437 

0.437 


0.018 

0.018 

0.054 

0.080 

0.193 

0.269 

0.014 

0.024 

0.008 

0.008 

0.065 

0.091 

0.036 

0.036 

0.202 

0.245 

0.072 

0.086 

0.259 

0.403 

0.054 

0.080 

0.022 

0.022 



0.012 

0.012 

0.184 

0.270 

0.050 

0.050 



0.302 

0.302 

0.202 

0.310 

0.202 

0.202 

0.162 

0.162 

0.072 

0.180 

0.025 

0.057 

















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Dhundhara 


Dingor 


Diwandi 


Dudor 


Gadana 


Gajangarh 


Garwara 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Bujarel 

0821000402533800 

1.821 

Fresh 

Chainpura Bhatan 

0815000602001900 

10.373 

Saline 

Chatelaoo 

0820000402426300 

18.083 

Saline 

Chawadiya 

0820000602441400 

10.790 

Saline 



4.239 Saline Hemawas 


Chelawas 

0820000602446800 

10.048 

Fresh 

Chirpatiya 

0820000602442800 

21.499 

Fresh 


Dansariya 

0825000102962700 

5.526 

Fresh 

Dharamdhari 

0820000402428400 

6.929 

Saline 



Dhola Danta(Bara Khan) 

0821000402533600 

1.311 

Fresh 

Dholeriya Jagir 

0820000402424000 

13.116 

Saline 


Dholeriya Sasan 

0820000402423900 

12.299 

Saline 

Dhundhala 

0820000602443800 

12.941 

Fresh 



0815000602000900 


0820000602450500 


53.561 Saline Non-command 


16.405 Fresh Non-command 



0820000402422200 

26.110 

0820000602441000 

42.950 


0820000602446700 


0820000402428500 


0820000402426400 


Saline Non-command 


15.036 Fresh Non-command 


25.454 Saline Non-command 


27.887 Saline Non-command 


Giradra Jageer 

0820000502433800 

7.115 

Saline 

Giradra Khalsa 

0820000502434800 

11.212 

Saline 



2.740 Fresh Non-command 


Gulabpura 

0820000502433700 

5.719 

Saline 

Gura Dhamawat 

0820000602450400 

17.373 

Fresh 


Gura Soorsingh 

0820000602450200 

8.205 

Fresh 

Guragari 

0820000602444100 

3.315 

Fresh 


Hameer Was 

0820000602444500 

2.834 

Fresh 

Hariya Mali 

0820000302420700 

12.687 

Fresh 

Heerawas 

0820000402423200 

7.906 

Saline 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Erinpura Granite 

2.268 

Non-command 

Phyllite & Schist 

3.431 

Non-command 

Erinpura Granite 

2.772 

Non-command 

Older Alluvium 

1.819 

Non-command 

Phyllite & Schist 

3.043 

Non-command 

Phyllite & Schist 

0.914 

Non-command 

Younger Alluvium 

1.922 

Non-command 

Younger Alluvium 

18.083 

Non-command 

Erinpura Granite 

0.194 

Non-command 

Phyllite & Schist 

2.598 

Command 

Older Alluvium 

0.000 

Command 

Younger Alluvium 

1.047 

Non-command 

Phyllite & Schist 

1.725 

Non-command 

Older Alluvium 

0.015 

Non-command 

Phyllite & Schist 

21.484 

Non-command 

Phyllite & Schist 

0.003 

Non-command 

Erinpura Granite 

1.778 

Non-command 

Phyllite & Schist 

1.319 

Non-command 

Younger Alluvium 

1.683 

Non-command 

Phyllite & Schist 

0.542 

Non-command 

Older Alluvium 

0.446 

Non-command 

Younger Alluvium 

7.274 

Non-command 

Younger Alluvium 

10.432 

Non-command 

Older Alluvium 

1.197 

Non-command 

Phyllite & Schist 

10.342 

Non-command 

Older Alluvium 

0.001 

Non-command 

Younger Alluvium 

6.077 

Non-command 

Erinpura Granite 

1.197 

Non-command 

Phyllite & Schist 

1.037 

Non-command 

Younger Alluvium 

17.302 

Non-command 

Phyllite & Schist 

40.830 

Non-command 

Phyllite & Schist 

2.119 

Non-command 

Older Alluvium 

1.582 

Non-command 

Phyllite & Schist 

7.763 

Non-command 

Erinpura Granite 

8.881 

Non-command 

Phyllite & Schist 

0.928 

Non-command 

Older Alluvium 

0.705 

Non-command 

Younger Alluvium 

27.182 

Command 

Phyllite & Schist 

7.115 

Command 

Older Alluvium 

1.428 

Command 

Phyllite & Schist 

1.908 

Command 

Younger Alluvium 

0.710 

Non-command 

Older Alluvium 

2.247 

Non-command 

Phyllite & Schist 

0.493 

Command 

Phyllite & Schist 

1.417 

Non-command 

Erinpura Granite 

5.242 

Non-command 

Phyllite & Schist 

8.796 

Non-command 

Erinpura Granite 

1.907 

Non-command 

Erinpura Granite 

1.391 

Non-command 

Phyllite & Schist 

0.945 

Non-command 

Older Alluvium 

2.834 

Non-command 

Erinpura Granite 

5.286 

Non-command 

Younger Alluvium 

1.890 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

150,000 

120,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

50,000 

120 

150,000 

100,000 

120 

110,000 

90,000 

120 

150,000 

120,000 

120 

110,000 

90,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

150,000 

120,000 

120 

110,000 

90,000 

120 

100,000 

50,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

110,000 

90,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

80,000 

50,000 

120 

90,000 

70,000 

120 

150,000 

100,000 

120 

150,000 

120,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

150,000 

120,000 

120 

130,000 

120,000 

120 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 




MCM 

MCM 

(15) 

(16) 

0.048 

0.048 

0.076 

0.089 

0.048 

0.077 

0.029 

0.047 

0.043 

0.069 

0.018 

0.018 

0.008 

0.008 

0.006 

0.006 

0.007 

0.007 

0.092 

0.114 

- 

- 

0.012 

0.012 

0.065 

0.091 



0.025 

0.025 

0.012 

0.012 

0.011 

0.011 

0.078 

0.078 

0.778 

0.884 

0.034 

0.034 

0.058 

0.094 

0.194 

0.326 



0.012 

0.012 

0.025 

0.025 

0.012 

0.012 

0.115 

0.169 

0.022 

0.035 

0.017 

0.017 

0.012 

0.012 

0.022 

0.022 

0.168 

0.168 

0.108 

0.137 

0.065 

0.078 

0.043 

0.061 

0.230 

0.277 



































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Hemliyawas Kalan (Rural) 


Hemliyawas Khurd (Rural) 


Indra Nagar 


Jaitpur 


Kachhbali 


Kantaliya 


Kharchi 


Kharda 


Khardi 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


4.972 Fresh 


Saline 


7.069 Fresh 


Saline 


0820000502430800 

15.730 

0820000402424100 

38.998 


9.929 Saline 



15.616 Fresh 


11.973 Saline 


5.117 Fresh 


Saline 


0825000102965200 

7.653 

0820000602444800 

34.652 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Giroliya Tank 


Non-command 




Non-command 


Non-command 


Non-command 


Non-command 



Karniyali 

0815000602002000 

15.864 

Saline 

Karoliya 

0820000602442700 

5.136 

Fresh 

Ker Khera 

0820000302420800 

6.490 

Fresh 

Kerla 

0820000502434200 

5.718 

Saline 


Non-command 


Non-command 


Non-command 


Hemawas 


Non-command 



0820000602441300 


0820000402428600 


0820000602440500 


8.784 Saline Non-command 


40.174 Saline Non-command 


23.753 Fresh Non-command 


Saline Non-command 



Khariya Soda 

0820000302416700 

10.498 

Fresh 

Khariya Swami 

0820000302416600 

10.118 

Fresh 

Khetawas 

0820000502430600 

12.968 

Fresh 

Khutani 

0820000402422800 

31.706 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Kushalpura 

0820000602442900 

3.587 

Fresh 

Lakhar Thumb 

0815000602001000 

4.812 

Saline 

Lambra 

0820000402422400 

21.164 

Saline 

Lolawas 

0820000602441200 

2.990 

Saline 

Malaton Kiber 

0821000402533900 

6.783 

Fresh 

Malsa Baori 

0820000602449900 

9.237 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Mamawas 

0820000302416400 

6.413 

Fresh 

Manda 

0820000602443200 

26.828 

Fresh 


Non-command 


Non-command 


Mandawar 

0825000102964800 

5.800 

Fresh 

Mandawas 

0820000402422900 

56.442 

Saline 


Non-command 


Non-command 


Mandiya 

0820000520900004 

16.810 

Saline 

Manpura 

0820000520900002 

12.293 

Fresh 


Hemawas 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

1.214 

Non-command 

Phyllite & Schist 

3.757 

Non-command 

Phyllite & Schist 

2.532 

Non-command 

Phyllite & Schist 

2.432 

Non-command 

Phyllite & Schist 

5.798 

Command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

15.789 

Non-command 

Younger Alluvium 

2.857 

Command 

Phyllite & Schist 

2.230 

Command 

Younger Alluvium 

0.834 

Non-command 

Phyllite & Schist 

5.827 

Non-command 

Younger Alluvium 

1.037 

Non-command 

Erinpura Granite 

7.285 

Non-command 

Phyllite & Schist 

0.303 

Non-command 

Erinpura Granite 

1.268 

Non-command 

Phyllite & Schist 

10.705 

Non-command 

Phyllite & Schist 

0.605 

Non-command 

Phyllite & Schist 

4.512 

Non-command 

Phyllite & Schist 

0.010 

Non-command 

Erinpura Granite 

20.275 

Non-command 

Older Alluvium 

13.400 

Non-command 

Phyllite & Schist 

0.001 

Non-command 

Younger Alluvium 

0.435 

Non-command 

Phyllite & Schist 

3.562 

Non-command 

Erinpura Granite 

0.072 

Command 

Younger Alluvium 

0.065 

Non-command 

Phyllite & Schist 

1.751 

Non-command 

Younger Alluvium 

3.902 

Non-command 

Phyllite & Schist 

6.464 

Non-command 

Erinpura Granite 

0.768 

Non-command 

Phyllite & Schist 

6.005 

Non-command 

Erinpura Granite 

0.847 

Non-command 

Phyllite & Schist 

10.044 

Non-command 

Phyllite & Schist 

5.715 

Non-command 

Phyllite & Schist 

10.118 

Non-command 

Phyllite & Schist 

4.962 

Non-command 

Older Alluvium 

0.011 

Non-command 

Younger Alluvium 

3.029 

Non-command 

Phyllite & Schist 

3.587 

Non-command 

Younger Alluvium 

2.340 

Non-command 

Younger Alluvium 

0.902 

Non-command 

Phyllite & Schist 

2.990 

Non-command 

Phyllite & Schist 

2.415 

Non-command 

Erinpura Granite 

0.718 

Non-command 

Older Alluvium 

6.732 

Non-command 

Phyllite & Schist 

1.194 

Non-command 

Older Alluvium 

22.182 

Non-command 

Phyllite & Schist 

4.646 

Non-command 

Phyllite & Schist 

0.101 

Non-command 

Older Alluvium 

0.582 

Non-command 

Younger Alluvium 

11.764 

Command 

Phyllite & Schist 

10.407 

Non-command 

Phyllite & Schist 

0.061 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

180,000 

150,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

150,000 

100,000 

120 

90,000 

70,000 

120 

150,000 

100,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

60,000 

35,000 

120 

120,000 

100,000 

120 

150,000 

120,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

130,000 

120,000 

120 

150,000 

100,000 

120 

90,000 

70,000 

120 

150,000 

100,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

180,000 

150,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

150,000 

120,000 

120 

120,000 

90,000 

120 

150,000 

120,000 

120 

110,000 

90,000 

120 

60,000 

35,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

180,000 

150,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.022 

0.062 

0.059 

0.156 

0.054 

0.080 

0.042 

0.064 

0.054 

0.119 

- 

- 

0.038 

0.050 

0.006 

0.006 

0.025 

0.025 

0.012 

0.012 

0.076 

0.087 

0.024 

0.024 

0.192 

0.206 

0.011 

0.011 

0.036 

0.046 

0.319 

0.384 



0.067 

0.067 

0.204 

0.204 

0.176 

0.295 


0.086 

0.284 

0.007 

0.026 

0.118 

0.388 

0.151 

0.151 

0.151 

0.209 

0.126 

0.299 



0.054 

0.080 

0.042 

0.042 


0.084 

0.160 

0.114 

0.114 

0.060 

0.060 

0.634 

0.652 

0.032 

0.032 

0.965 

1.019 

0.151 

0.164 

0.004 

0.004 
































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


(2) 

(3) 

(4) 

(5) 

Marwar Junction (CT) 

0820000642005000 

8.219 

Saline 

Mathoo Wara 

0821000402534000 

6.019 

Fresh 

Mayala Gurha 

0820000602445600 

6.114 

Fresh 


Narsinghpura 


Neembala Khera 


Nehra 


Nimli Manda 


Pali (MCI) 


Parasla Kalan 


Parasla Khurd 


Pardi 


Punayta 


Rad Jhalra 


Rajkiyawas Khurd 


Reesaniya 


Rewariya 


Type of Area (Command / N< 
command) 


Mediya 

0821000402533700 

78.618 

Fresh 

Melap 

0820000602444700 

3.471 

Fresh 


Melawas 

0820000602443700 

6.092 

Fresh 

Mewara Ki Dhani 

0820000602445200 

3.533 

Fresh 


Moriya 

0820000402426600 

11.694 

Saline 

Muliawas 

0820000502434300 

12.876 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hemawas 


Non-command 



Murdiya 

0820000402423000 

13.356 

Saline 

Musaliya 

0820000602443600 

6.427 

Fresh 


Non-command 


Non-command 



0820000602442400 

4.472 

0820000502431300 

4.415 


0820000402423800 

11.443 

0820000602446300 

17.474 

0820000542004000 

97.271 



0820000502431400 


0820000502431600 


0820000602445100 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hemawas 


Non-command 


Hemawas 


Non-command 


19.518 Fresh Non-command 


Saline Non-command 


8.155 Saline Non-command 


8.265 Fresh Non-command 



Phenkariya 

0820000402423100 

10.894 

Saline 

Phooliya 

0820000602443100 

7.195 

Fresh 



0820000520900001 


12.675 Saline Hemawas 


Non-command 



0820000602445500 


0820000602440600 


7.658 Fresh Non-command 


10.738 Saline Non-command 


Rajola Khurd 

0820000602444400 

7.393 

Fresh 

Ranawas 

0820000602446600 

12.808 

Fresh 


3.822 Saline Hemawas 




0820000502431100 


Non-command 


6.632 Fresh Non-command 


Saline Non-command 


0820000602443400 

7.777 

0820000602442600 

4.545 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

5.094 

Non-command 

Phyllite & Schist 

0.253 

Non-command 

Erinpura Granite 

0.180 

Non-command 

Phyllite & Schist 

5.184 

Non-command 

Phyllite & Schist 

28.074 

Non-command 

Erinpura Granite 

0.304 

Non-command 

Older Alluvium 

3.167 

Non-command 

Phyllite & Schist 

3.189 

Non-command 

Erinpura Granite 

0.994 

Non-command 

Phyllite & Schist 

1.612 

Non-command 

Younger Alluvium 

5.050 

Command 

Younger Alluvium 

1.175 

Non-command 

Phyllite & Schist 

0.369 

Non-command 

Younger Alluvium 

11.209 

Non-command 

Younger Alluvium 

13.320 

Non-command 

Older Alluvium 

6.038 

Non-command 

Phyllite & Schist 

0.390 

Non-command 

Phyllite & Schist 

0.738 

Non-command 

Phyllite & Schist 

0.326 

Non-command 

Phyllite & Schist 

1.112 

Non-command 

Younger Alluvium 

11.365 

Non-command 

Older Alluvium 

17.474 

Command 

Phyllite & Schist 

1.240 

Non-command 

Phyllite & Schist 

56.080 

Command 

Phyllite & Schist 

1.030 

Non-command 

Erinpura Granite 

0.437 

Non-command 

Phyllite & Schist 

5.477 

Non-command 

Phyllite & Schist 

5.226 

Non-command 

Phyllite & Schist 

9.719 

Non-command 

Erinpura Granite 

0.058 

Non-command 

Phyllite & Schist 

1.220 

Non-command 

Erinpura Granite 

0.032 

Non-command 

Phyllite & Schist 

1.549 

Non-command 

Younger Alluvium 

10.894 

Non-command 

Older Alluvium 

1.537 

Non-command 

Phyllite & Schist 

5.658 

Command 

Phyllite & Schist 

3.125 

Non-command 

Erinpura Granite 

1.528 

Non-command 

Phyllite & Schist 

7.397 

Non-command 

Erinpura Granite 

1.581 

Non-command 

Phyllite & Schist 

4.788 

Non-command 

Erinpura Granite 

7.576 

Non-command 

Phyllite & Schist 

0.470 

Non-command 

Older Alluvium 

7.393 

Non-command 

Older Alluvium 

9.995 

Non-command 

Phyllite & Schist 

0.372 

Command 

Older Alluvium 

0.281 

Command 

Younger Alluvium 

3.015 

Non-command 

Younger Alluvium 

0.523 

Non-command 

Phyllite & Schist 

0.659 

Non-command 

Phyllite & Schist 

2.852 

Non-command 

Phyllite & Schist 

7.777 

Non-command 

Phyllite & Schist 

4.545 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

150,000 

120,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

150,000 

100,000 

120 

90,000 

70,000 

120 

150,000 

100,000 

120 

70,000 

50,000 

120 

150,000 

120,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

180,000 

150,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

150,000 

120,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

180,000 

150,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

150,000 

120,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

150,000 

100,000 

120 

150,000 

100,000 

120 

180,000 

150,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

110,000 

90,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.025 




0.076 

0.076 

0.036 

0.036 

0.012 

0.012 

0.216 

0.216 

0.086 

0.350 

0.096 

0.096 

0.151 

0.151 



0.036 

0.036 

0.048 

0.048 

0.504 

0.666 

0.022 

0.035 

0.011 

0.011 

0.018 

0.018 

0.017 

0.017 

0.042 

0.042 

1.037 

1.109 

0.018 

0.018 

0.702 

0.853 

0.008 

0.008 


0.034 

0.045 

0.162 

0.162 

0.134 

0.134 



0.054 

0.054 

0.078 

0.078 

0.014 

0.014 

0.043 

0.056 

0.101 

0.112 

0.043 

0.043 

0.244 

0.266 

0.060 

0.060 

0.162 

0.162 

0.050 

0.060 

- 

- 

0.446 

0.554 

0.706 

0.796 

0.022 

0.022 



0.008 

0.008 

0.022 

0.035 

0.022 

0.062 



































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


11002005 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Rodiyana 

0821000402533500 

1.589 

Fresh 

Roopawas 

0820000502434500 

29.307 

Saline 


Seenchiyawas 


Seeriyari 


Sisarwada 


Sojat Road (CT) 


Sonailakha 


Sukarlai 


Uparli Neembari 


Utvan 


Vaniya Mali 


Vopari 


Type of Area (Command / N< 
command) 


Saji 

0820000402423700 

7.655 

Saline 

Sajianpura 

0820000402423600 

14.415 

Saline 

Samooja 

0817000402167800 

32.703 

Saline 

Saran 

0820000602446000 

14.402 

Fresh 



Non-command 


Non-command 



0820000602450100 


24.545 Fresh Non-command 



Shekhawas 

0820000602444600 

6.317 

Fresh 

Sinchana 

0820000602450000 

4.578 

Fresh 


Non-command 


Non-command 



0820000602440400 


41.804 Fresh 


Saline 


0820000302417000 

11.013 

0820000342003000 

7.714 

0820000402423500 

21.642 

0820000402426200 

8.241 




Talai 

0825000102965300 

0.815 

Fresh 

Thakurwas 

0820000602446400 

4.979 

Fresh 

Thai 

0820000602444900 

10.076 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hemawas 


Non-command 


Non-command 


Non-command 


Non-command 



0820000602445800 

10.367 

0820000502430900 

7.044 



Non-command 


Non-command 


Non-command 


Non-command 



Akrawas 

0820000502431700 

6.435 

Saline 

Akrawas Purohitan 

0820000502431800 

6.944 

Saline 

Angdosh 

0820000602446900 

9.846 

Fresh 

Asan (Ghanchian) 

0820000602447300 

11.477 

Fresh 


Asan Dakaniya 

0820000602451300 

4.575 

Fresh 

Asan Jodhwan 

0820000602451400 

4.667 

Fresh 

Asan Melra 

0820000602451000 

3.952 

Fresh 

Auwa 

0820000602447100 

6.203 

Fresh 

Baniyawas 

0820000502431500 

13.280 

Saline 

Bariya 

0820000602448400 

16.517 

Fresh 

Barsa 

0820000602441900 

16.450 

Saline 


15.470 Fresh Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Basni Jojawar 


0820000602451800 


7.727 Fresh Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

0.133 

Command 

Older Alluvium 

2.359 

Command 

Younger Alluvium 

0.720 

Non-command 

Younger Alluvium 

4.447 

Non-command 

Younger Alluvium 

14.209 

Non-command 

Younger Alluvium 

0.513 

Non-command 

Erinpura Granite 

13.681 

Non-command 

Older Alluvium 

0.509 

Non-command 

Erinpura Granite 

0.019 

Non-command 

Younger Alluvium 

0.422 

Non-command 

Older Alluvium 

14.599 

Non-command 

Phyllite & Schist 

15.107 

Non-command 

Erinpura Granite 

6.824 

Non-command 

Phyllite & Schist 

2.877 

Non-command 

Erinpura Granite 

20.244 

Non-command 

Older Alluvium 

3.247 

Non-command 

Phyllite & Schist 

0.964 

Non-command 

Older Alluvium 

6.317 

Non-command 

Erinpura Granite 

0.841 

Non-command 

Older Alluvium 

3.737 

Non-command 

Phyllite & Schist 

25.434 

Non-command 

Phyllite & Schist 

6.388 

Non-command 

Phyllite & Schist 

1.905 

Non-command 

Phyllite & Schist 

2.559 

Non-command 

Younger Alluvium 

6.562 

Command 

Older Alluvium 

0.022 

Non-command 

Older Alluvium 

1.297 

Non-command 

Younger Alluvium 

0.808 

Non-command 

Phyllite & Schist 

0.114 

Non-command 

Older Alluvium 

4.979 

Non-command 

Erinpura Granite 

8.712 

Non-command 

Older Alluvium 

1.104 

Non-command 

Erinpura Granite 

9.750 

Non-command 

Phyllite & Schist 

5.118 

Non-command 

Phyllite & Schist 

0.272 

Non-command 

Erinpura Granite 

4.792 

Non-command 

Phyllite & Schist 

0.085 

Non-command 

Erinpura Granite 

2.813 

Non-command 

Older Alluvium 

12.657 

Non-command 

Erinpura Granite 

6.435 

Non-command 

Erinpura Granite 

6.944 

Non-command 

Phyllite & Schist 

9.846 

Non-command 

Erinpura Granite 

0.094 

Non-command 

Phyllite & Schist 

11.384 

Non-command 

Erinpura Granite 

4.575 

Non-command 

Erinpura Granite 

4.667 

Non-command 

Erinpura Granite 

3.952 

Non-command 

Phyllite & Schist 

6.203 

Non-command 

Phyllite & Schist 

0.356 

Non-command 

Erinpura Granite 

8.568 

Non-command 

Erinpura Granite 

12.243 

Non-command 

Phyllite & Schist 

4.207 

Non-command 

Erinpura Granite 

5.771 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

150,000 

100,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

60,000 

120 

120,000 

100,000 

120 

150,000 

120,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

150,000 

120,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

150,000 

120,000 

120 

110,000 

90,000 

120 

150,000 

120,000 

120 

120,000 

100,000 

120 

150,000 

120,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

60,000 

35,000 

120 

150,000 

120,000 

120 

120,000 

100,000 

120 

150,000 

120,000 

120 

120,000 

100,000 

120 

180,000 

150,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

150,000 

120,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

120,000 

100,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.012 


0.006 




0.012 

0.012 

0.030 

0.030 



1.152 

1.224 

0.058 

0.058 



0.360 

0.522 

0.270 

0.402 

0.168 

0.168 

0.065 

0.065 

0.804 

0.833 

0.158 

0.158 

0.032 

0.032 

0.432 

0.450 

0.060 

0.060 

0.331 

0.331 

0.767 

1.203 

0.151 

0.237 

0.022 

0.036 

0.076 

0.105 

0.006 

0.006 



0.017 

0.017 

0.317 

0.425 

0.168 

0.182 

0.029 

0.029 

0.312 

0.312 

0.162 

0.162 



0.156 

0.170 

0.850 

0.904 

0.086 

0.086 

0.029 

0.029 

0.400 

0.598 

- 

- 

0.086 

0.099 

0.048 

0.048 

0.048 

0.048 

0.132 

0.132 

0.346 

0.755 

0.008 

0.008 

0.072 

0.086 

0.238 

0.372 

0.092 

0.146 

0.084 

0.098 











































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Bhagwanpura 


Bithora Kalan 


Bithora Khurd 


Bogla 


Bomadara 


Chaita 


Chatra Gura 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


3.100 Fresh Non-command 


Saline Non-command 


11.859 Fresh 


0820000602442000 

2.533 

0820000602442300 

17.306 


0820000602442100 

7.241 

0820000602453000 

3.420 

0820000502431200 

5.991 

0825000102966900 

3.908 

0820000602453400 

7.513 



Non-command 




Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


7.418 Non-command 




Chaukariya 

0820000602451100 

10.077 

Fresh 

Chawadiya 

0820000602441400 

10.790 

Saline 


Non-command 


Non-command 


Chelawas 

0820000602446800 

10.048 

Fresh 

Deoli 

0820000602448600 

18.910 

Fresh 

Dhal 

0820000602450900 

4.911 

Fresh 


Non-command 


Non-command 


Non-command 


Dhamli 


0820000602447800 



Gadana 

0820000602446700 

15.036 

Fresh 

Gawar 

0820000602450700 

3.283 

Fresh 

Godawas 

0820000602441600 

8.044 

Saline 

Gura Bhopa 

0820000602452900 

3.834 

Fresh 

Gura Dhamawat 

0820000602450400 

17.373 

Fresh 

Gura Durjan 

0820000602449400 

3.668 

Fresh 


17.944 Fresh Non-command 


Saline Non-command 


16.405 Fresh Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Gura Mokan Singh 

0820000602448900 

7.706 

Fresh 

Gura Premsingh 

0820000602449600 

7.984 

Fresh 


11.781 Fresh Non-command 



6.174 Fresh Non-command 


Gura Soorsingh 

0820000602450200 

8.205 

Fresh 

Gurha Ajba 

0820000602451700 

5.306 

Fresh 

Gurha Ganga-I 

0820000602453200 

6.042 

Fresh 




Gurha Nawan 


0820000602451500 


3.155 Fresh Non-command 


Saline Non-command 


5.373 Fresh Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

0.145 

Non-command 

Phyllite & Schist 

1.861 

Non-command 

Erinpura Granite 

3.930 

Non-command 

Phyllite & Schist 

0.027 

Non-command 

Phyllite & Schist 

2.533 

Non-command 

Phyllite & Schist 

8.776 

Non-command 

Phyllite & Schist 

8.530 

Non-command 

Phyllite & Schist 

7.241 

Non-command 

Erinpura Granite 

3.416 

Non-command 

Phyllite & Schist 

0.134 

Non-command 

Phyllite & Schist 

0.239 

Non-command 

Erinpura Granite 

2.918 

Non-command 

Phyllite & Schist 

0.432 

Non-command 

Erinpura Granite 

7.286 

Non-command 

Phyllite & Schist 

0.133 

Non-command 

Erinpura Granite 

10.077 

Non-command 

Erinpura Granite 

0.186 

Non-command 

Phyllite & Schist 

7.812 

Non-command 

Phyllite & Schist 

8.323 

Non-command 

Erinpura Granite 

3.757 

Non-command 

Erinpura Granite 

3.483 

Non-command 

Phyllite & Schist 

1.077 

Non-command 

Erinpura Granite 

3.524 

Non-command 

Erinpura Granite 

2.841 

Non-command 

Erinpura Granite 

5.254 

Non-command 

Phyllite & Schist 

2.987 

Non-command 

Phyllite & Schist 

5.690 

Non-command 

Phyllite & Schist 

1.965 

Non-command 

Erinpura Granite 

8.044 

Non-command 

Erinpura Granite 

3.834 

Non-command 

Phyllite & Schist 

0.018 

Non-command 

Erinpura Granite 

3.637 

Non-command 

Older Alluvium 

0.032 

Non-command 

Erinpura Granite 

8.132 

Non-command 

Phyllite & Schist 

3.984 

Non-command 

Erinpura Granite 

2.657 

Non-command 

Older Alluvium 

1.719 

Non-command 

Erinpura Granite 

6.983 

Non-command 

Erinpura Granite 

0.017 

Non-command 

Older Alluvium 

7.483 

Non-command 

Phyllite & Schist 

0.484 

Non-command 

Erinpura Granite 

7.519 

Non-command 

Older Alluvium 

0.897 

Non-command 

Phyllite & Schist 

3.365 

Non-command 

Erinpura Granite 

1.892 

Non-command 

Older Alluvium 

4.283 

Non-command 

Erinpura Granite 

6.298 

Non-command 

Erinpura Granite 

5.306 

Non-command 

Erinpura Granite 

1.315 

Non-command 

Phyllite & Schist 

2.852 

Non-command 

Phyllite & Schist 

1.621 

Non-command 

Phyllite & Schist 

0.002 

Non-command 

Erinpura Granite 

5.373 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

35,000 

120 

50,000 

30,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

150,000 

120,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

150,000 

120,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

150,000 

120,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

150,000 

120,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

150,000 

120,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

120,000 

100,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.008 

0.008 

0.072 

0.072 

0.144 

0.158 

- 

- 

0.324 

0.430 

0.259 

0.285 

0.202 

0.224 

0.176 

0.273 

0.264 

0.264 


0.014 

0.014 

0.156 

0.170 

0.022 

0.022 

0.012 

0.012 


0.444 

0.487 

0.007 

0.007 

0.277 

0.331 

0.302 

0.460 

0.168 

0.197 

0.144 

0.144 

0.043 

0.043 

0.144 

0.202 

0.065 

0.094 

0.060 

0.060 

0.032 

0.032 

0.140 

0.246 

0.184 

0.184 

0.137 

0.156 

0.192 

0.192 



0.648 

0.720 

0.292 

0.332 

0.156 

0.156 

0.115 

0.115 

0.288 

0.317 

- 

- 

0.245 

0.263 

0.011 

0.011 

0.240 

0.254 

0.029 

0.029 

0.097 

0.097 

0.036 

0.050 

0.086 

0.104 

0.552 

0.552 

0.084 

0.098 

0.048 

0.048 

0.086 

0.086 

0.022 

0.022 

- 

- 

0.228 

0.257 





















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Gurna Durga 


Hemliyawas Khurd (Rural) 


Hingola Kalan 


Hingola Khurd 


Isali 


Jaitpura 


Januda 


Jatiyon Ki Dhani 


Kachhbali 


Kadoo 


Kamla (Rural) 


Mani 


Marwar Junction (CT) 


Mukanpura 


Narsinghpura 


Nawa Gura 


Nayagaon 


Neembala Khera 


Neevon Ki Khejri 


Parasla Kalan 


Parasla Khurd 


Peetha Gurha 


Phulad 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 




Census Code 

Area 



sq.km 


( 3 ) 

( 4 ) 

( 5 ) 

0820000602451900 

12.908 

Fresh 

0820000602442500 

7.069 

Fresh 



Saline 

0820000602441700 

9.901 

Saline 

0820000602447900 

11.850 

Saline 

0820000602449000 

10.339 

Fresh 

0820000602448500 

6.001 

Fresh 

0820000602448800 

6.721 

Fresh 

0820000602447000 

4.988 

Fresh 


Jojawar 

0820000602452600 

14.688 

Fresh 

Jooni Phulad 

0820000602450600 

3.059 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0825000102965200 

7.653 

0820000602449200 

4.563 

0825000202974100 

10.112 


Saline 


19.966 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Karoliya 

0820000602442700 

5.136 

Fresh 

Kharchi 

0820000602441300 

8.784 

Saline 

Kharchi Ki Dhani 

0820000602447200 

3.882 

Fresh 

Khati Khera 

0820000502432700 

2.681 

Saline 

Kheema Gurha 

0825000102966700 

1.089 

Saline 

Lambiya 

0820000502431900 

24.257 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0820000602451600 

9.045 

0820000642005000 

8.219 

0820000602448700 

4.642 

0820000602442400 

4.472 


0820000602451200 

3.842 

0820000602447700 

6.140 

0820000502431300 

4.415 

0820000602452700 

3.288 

0820000502431400 

19.518 

0820000502431600 

8.155 



0825000102966600 

1.376 

0820000602450800 

12.169 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


5.981 Non-command 



18.027 Fresh 


Saline 




Rajkiyawas Kalan 


0820000602441500 


6.946 Saline Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Erinpura Granite 

2.079 

Non-command 

Phyllite & Schist 

0.457 

Non-command 

Phyllite & Schist 

1.649 

Non-command 

Erinpura Granite 

9.066 

Non-command 

Erinpura Granite 

0.130 

Non-command 

Erinpura Granite 

10.339 

Non-command 

Erinpura Granite 

6.001 

Non-command 

Erinpura Granite 

4.741 

Non-command 

Erinpura Granite 

0.002 

Non-command 

Phyllite & Schist 

4.986 

Non-command 

Erinpura Granite 

0.465 

Non-command 

Erinpura Granite 

0.002 

Non-command 

Phyllite & Schist 

2.142 

Non-command 

Phyllite & Schist 

1.242 

Non-command 

Phyllite & Schist 

4.563 

Non-command 

Phyllite & Schist 

0.161 

Non-command 

Phyllite & Schist 

2.401 

Non-command 

Erinpura Granite 

7.479 

Non-command 

Phyllite & Schist 

1.893 

Non-command 

Erinpura Granite 

8.418 

Non-command 

Phyllite & Schist 

2.176 

Non-command 

Erinpura Granite 

5.523 

Non-command 

Phyllite & Schist 

1.060 

Non-command 

Phyllite & Schist 

1.574 

Non-command 

Phyllite & Schist 

2.321 

Non-command 

Phyllite & Schist 

3.882 

Non-command 

Erinpura Granite 

0.191 

Non-command 

Phyllite & Schist 

0.055 

Non-command 

Erinpura Granite 

10.962 

Non-command 

Phyllite & Schist 

6.492 

Non-command 

Erinpura Granite 

0.582 

Non-command 

Older Alluvium 

1.205 

Non-command 

Erinpura Granite 

9.045 

Non-command 

Phyllite & Schist 

3.125 

Non-command 

Erinpura Granite 

1.071 

Non-command 

Phyllite & Schist 

3.128 

Non-command 

Phyllite & Schist 

0.606 

Non-command 

Erinpura Granite 

3.842 

Non-command 

Erinpura Granite 

3.674 

Non-command 

Phyllite & Schist 

2.977 

Non-command 

Erinpura Granite 

1.269 

Non-command 

Phyllite & Schist 

2.461 

Non-command 

Erinpura Granite 

2.916 

Non-command 

Phyllite & Schist 

3.961 

Non-command 

Phyllite & Schist 

9.925 

Non-command 

Phyllite & Schist 

0.213 

Non-command 

Phyllite & Schist 

0.004 

Non-command 

Erinpura Granite 

5.242 

Non-command 

Phyllite & Schist 

3.392 

Non-command 

Erinpura Granite 

0.022 

Non-command 

Older Alluvium 

0.000 

Non-command 

Phyllite & Schist 

5.958 

Non-command 

Erinpura Granite 

6.946 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

60,000 

35,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

150,000 

120,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

60,000 

35,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

150,000 

120,000 

120 

110,000 

90,000 

120 

80,000 

60,000 



Tube Wells with 
Wells Pumpset 


MCM 


( 15 ) 


0.060 


0.011 


0.025 


0.130 




0.011 

0.037 

0.084 

0.084 



0.004 

0.004 

0.166 

0.176 

0.118 

0.129 

0.048 

0.048 

0.115 

0.115 

0.588 

0.617 

0.017 

0.028 

0.048 

0.062 

0.032 

0.058 

0.008 

0.008 

0.264 

0.264 

0.024 

0.024 

0.042 

0.042 

0.048 

0.048 

0.034 

0.034 

0.101 

0.101 

0.160 

0.160 

0.063 

0.063 



0.108 

0.108 

0.054 

0.054 























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 



11003006 


Rawalwas 


Satiyon Ki Dhani 



Shivpura 


Sodon Ki Dhana 


Sugaliya 


Surya Nagar 


Thoriya 


Amarpura(Khera Kalan) 


Anakar 


Asan Jilelao 


Asan Tiloriya 


Badiya Ajba 


Badiya Bhau (Jawaja) 


Badiya Gena 


Badiya Loomba 


Badiya Mota 


Badiya Teja 


Badni 


Bagri 


Balloo Pura 


Banar Khera 


Bar Kochara 


Baral (Jawaja) 


Barla Chora 


Bassi (Jawaja) 


Belpana 


Bhadsi 


Bhagwanpura (Jawaja) 


Bhooriya Khera Kalan 


Bhooriya Khera Khurd 


Bihar Ratanpura 


Biliyawas 


Biyan Khera 


0820000502431100 


0820000602447400 


6.632 Saline 


9.049 Fresh 


Non-command 


Non-command 



0820000502432800 


0820000602452800 


0820000602441800 


0820000602442200 


0825000102966300 


0821000402531200 


8.255 Saline 


11.373 Fresh 


4.218 Saline 


3.258 Saline 


Fresh 


1.450 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Erinpura Granite 

2.599 

Non-command 

Phyllite & Schist 

0.093 

Non-command 

Erinpura Granite 

4.825 

Non-command 

Older Alluvium 

2.367 

Non-command 

Phyllite & Schist 

0.074 

Non-command 

Phyllite & Schist 

1.157 

Non-command 

Erinpura Granite 

5.963 

Non-command 

Phyllite & Schist 

3.086 

Non-command 

Erinpura Granite 

0.299 

Non-command 

Erinpura Granite 

11.373 

Non-command 

Erinpura Granite 

4.218 

Non-command 

Phyllite & Schist 

3.258 

Non-command 

Phyllite & Schist 

0.052 


Sub Basin: Guhiya 



0821000402529000 


0820000202402500 


0820000202403700 


0821000402524000 


0821000402528200 


0821000402524100 


0821000402523800 


0821000402523900 


0821000402524200 


0825000102959000 


0820000202402300 


3.223 Fresh 


8.191 Fresh 


6.334 Fresh 


0.864 Fresh 


1.543 Fresh 


1.169 Fresh 


1.988 Fresh 


1.136 Fresh 


1.190 Fresh 


3.569 Fresh 


23.842 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0820000202401000 


0825000102960100 


5.320 Fresh 


14.954 Fresh 


Non-command 


Non-command 



0820000202403000 


0821000402529500 


0821000402529800 


0821000402527600 


0825000102959900 


0821000402523700 


0820000202402000 


0824000102781800 


0821000402528400 


7.965 Fresh 


0.329 Fresh 


8.530 Fresh 


5.068 Fresh 


5.385 Fresh 


1.786 Fresh 


14.014 Fresh 


4.786 Fresh 


2.084 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0821000402529300 


0821000402529400 


0821000402529600 


0825000102959600 


0821000402527700 


2.447 Fresh 


1.614 Fresh 


5.704 Fresh 


2.889 Fresh 


1.986 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


with 

Pumpset 


Non-command 

Gneisses 

0.001 

Non-command 

Phyllite & Schist 

1.287 

Non-command 

Phyllite & Schist 

0.275 

Non-command 

Gneisses 

7.619 

Non-command 

Gneisses 

6.268 

Non-command 

Gneisses 

0.816 

Non-command 

Gneisses 

0.733 

Non-command 

Phyllite & Schist 

0.810 

Non-command 

Gneisses 

0.813 

Non-command 

Gneisses 

1.859 

Non-command 

Gneisses 

0.997 

Non-command 

Gneisses 

1.163 

Non-command 

Phyllite & Schist 

0.009 

Non-command 

Gneisses 

21.639 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Gneisses 

5.020 

Non-command 

Gneisses 

0.000 

Non-command 

Phyllite & Schist 

5.289 

Non-command 

Gneisses 

7.593 

Non-command 

Phyllite & Schist 

0.329 

Non-command 

Gneisses(B.G.C.) 

3.330 

Non-command 

Phyllite & Schist 

0.976 

Non-command 

Gneisses 

4.962 

Non-command 

Gneisses 

0.010 

Non-command 

Phyllite & Schist 

5.369 

Non-command 

Gneisses 

0.008 

Non-command 

Gneisses 

6.616 

Non-command 

Gneisses(B.G.C.) 

0.087 

Non-command 

Gneisses 

0.231 

Non-command 

Phyllite & Schist 

1.771 

Non-command 

Gneisses(B.G.C.) 

0.414 

Non-command 

Phyllite & Schist 

2.039 

Non-command 

Gneisses(B.G.C.) 

0.504 

Non-command 

Phyllite & Schist 

1.451 

Non-command 

Phyllite & Schist 

2.326 

Non-command 

Phyllite & Schist 

1.614 

Non-command 

Phyllite & Schist 

5.337 

Non-command 

Gneisses(B.G.C.) 

2.520 

Non-command 

Gneisses 

0.203 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

150,000 

120,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

60,000 

35,000 


120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

35,000 

120 

110,000 

80,000 

120 

90,000 

60,000 

120 

110,000 

80,000 

120 

50,000 

35,000 

120 

60,000 

35,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

35,000 

120 

60,000 

35,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

60,000 

35,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.014 

0.014 

- 

- 

0.079 

0.079 

0.173 

0.191 


0.008 

0.008 

0.060 

0.060 

0.022 

0.022 


0.012 

0.012 

0.007 

0.007 

0.512 

0.642 



0.086 

0.086 

0.048 

0.048 

0.060 

0.060 

0.060 

0.060 

0.066 

0.066 

0.066 

0.066 

0.078 

0.078 

0.066 

0.066 

0.024 

0.024 



0.080 

0.080 

0.058 

0.058 

0.018 

0.018 

0.048 

0.048 

0.018 

0.018 

0.030 

0.030 

- 

- 

0.113 

0.113 

- 

- 

0.202 

0.202 

0.007 

0.007 

0.018 

0.018 

0.114 

0.114 

0.010 

0.010 

0.048 

0.048 

0.029 

0.029 

0.092 

0.092 

0.090 

0.090 

0.084 

0.084 

0.288 

0.288 

0.295 

0.295 











































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

Chak Deepawas 

0820000202403500 

6.615 

Fresh 

Chiliyabar 

0821000402527800 

9.942 

Fresh 


Deepawas 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 



0820000202403200 


6.690 Fresh 


Deola 

0820000202401700 

13.482 

Fresh 

Dhawli 

0821000402527000 

0.734 

Fresh 

Dhola Danta-ll 

0821000402524500 

1.625 

Fresh 

Dholiya 

0820000202407300 

6.624 

Fresh 

Fata Khera 

0820000202403800 

8.184 

Fresh 

Hathan Khera 

0821000402529100 

2.006 

Fresh 

Jagpura 

0821000402529200 

1.071 

Fresh 

Jaliya li Bas Durga 

0821000402530400 

1.008 

Fresh 


Non-command 


Raipur Luni 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Jaliya -li Baslala 

0821000402528000 

1.898 

Fresh 

Jaliya-li Bas Roopa 

0821000402528100 

1.138 

Fresh 


Non-command 


Non-command 



Jawaja 

0821000402528300 

2.155 

Fresh 

Jhala Ki Chauki 

0820000202407100 

9.868 

Fresh 

Kabra 

0821000402526900 

3.901 

Fresh 

Kalab Kalan 

0820000202401900 

24.880 

Fresh 

Kalab Khurd 

0820000202402600 

12.553 

Fresh 

Kalaliya 

0820000202402400 

15.489 

Fresh 

Kalan Khera 

0821000402527500 

1.225 

Fresh 

Kalat Khera 

0821000402528500 

1.899 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kansya 

0824000102781700 

4.896 

Fresh 

Kanuja 

0820000202403600 

28.794 

Fresh 

Karkaro 

0825000102960000 

1.937 

Fresh 

Kaya Bheela 

0820000202404000 

1.813 

Fresh 

Kharnikhera 

0820000302422100 

10.579 

Fresh 

Khera Danti 

0821000402530800 

2.696 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Khera Neemri 

0821000402527200 

7.560 

Fresh 

Kheta Khera 

0825000102959100 

1.197 

Fresh 

Kishanpura (Deota) 

0821000402528600 

0.865 

Fresh 

Kookra 

0825000102959800 

8.426 

Fresh 


Lawacha 


Non-command 


Non-command 


Non-command 


Non-command 



Kotra 

0821000402524400 

5.496 

Fresh 

Lasani 

0821000402530600 

2.571 

Fresh 


Non-command 


Non-command 



0820000202403100 


10.774 Fresh 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses 

6.291 

Non-command 

Gneisses 

8.357 

Non-command 

Phyllite & Schist 

0.610 

Non-command 

Gneisses 

0.022 

Non-command 

Gneisses(B.G.C.) 

0.000 

Non-command 

Phyllite & Schist 

9.638 

Non-command 

Gneisses 

1.806 

Command 

Gneisses 

0.048 

Non-command 

Gneisses 

2.704 

Non-command 

Gneisses 

0.133 

Non-command 

Gneisses 

0.099 

Non-command 

Gneisses 

2.259 

Non-command 

Gneisses 

6.230 

Non-command 

Phyllite & Schist 

0.339 

Non-command 

Phyllite & Schist 

0.001 

Non-command 

Gneisses 

0.025 

Non-command 

Phyllite & Schist 

0.983 

Non-command 

Gneisses 

0.559 

Non-command 

Phyllite & Schist 

1.386 

Non-command 

Gneisses 

1.898 

Non-command 

Gneisses 

0.923 

Non-command 

Phyllite & Schist 

0.214 

Non-command 

Gneisses(B.G.C.) 

0.780 

Non-command 

Phyllite & Schist 

1.181 

Non-command 

Phyllite & Schist 

2.155 

Non-command 

Gneisses 

8.224 

Non-command 

Gneisses 

0.096 

Non-command 

Gneisses 

15.311 

Non-command 

Gneisses 

11.099 

Non-command 

Gneisses 

15.217 

Non-command 

Gneisses 

1.225 

Non-command 

Gneisses 

0.351 

Non-command 

Phyllite & Schist 

0.419 

Non-command 

Gneisses(B.G.C.) 

2.374 

Non-command 

Gneisses 

25.205 

Non-command 

Phyllite & Schist 

1.223 

Non-command 

Gneisses 

0.681 

Non-command 

Gneisses 

2.550 

Non-command 

Gneisses(B.G.C.) 

0.012 

Non-command 

Phyllite & Schist 

2.672 

Non-command 

Gneisses 

7.514 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Gneisses 

0.022 

Non-command 

Gneisses(B.G.C.) 

1.196 

Non-command 

Phyllite & Schist 

6.441 

Non-command 

Gneisses 

11.407 

Non-command 

Phyllite & Schist 

2.228 

Non-command 

Gneisses 

1.630 

Non-command 

Gneisses 

0.004 

Non-command 

Phyllite & Schist 

2.567 

Non-command 

Gneisses(B.G.C.) 

3.124 

Non-command 

Phyllite & Schist 

0.239 

Non-command 

Gneisses 

10.716 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

60,000 

35,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

110,000 

80,000 

120 

60,000 

35,000 

120 

110,000 

80,000 

120 

90,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

35,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

60,000 

35,000 

120 

110,000 

80,000 

120 

90,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

60,000 

35,000 

120 

110,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM 


( 15 ) 


0.086 


0.066 


0.006 




0.198 

0.198 

0.096 

0.109 



0.385 

0.385 

0.067 

0.067 



0.030 

0.030 

0.036 

0.036 

0.096 

0.096 

0.114 

0.114 

0.072 

0.072 

0.018 

0.018 

0.011 

0.011 

0.017 

0.017 

0.336 

0.336 

0.115 

0.115 


0.586 

0.586 

0.365 

0.365 

0.432 

0.432 

0.012 

0.012 

0.006 

0.006 

0.006 

0.006 

0.036 

0.036 

0.912 

0.912 

0.042 

0.042 

0.058 

0.058 



0.210 

0.210 

0.114 

0.114 



0.018 

0.018 

0.109 

0.109 

0.211 

0.211 

0.029 

0.029 

0.186 

0.186 

- 

- 

0.126 

0.126 

0.076 

0.076 

0.008 

0.008 

0.192 

0.192 



































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Lotiyana 

0821000402530100 

3.227 

Fresh 

Makarwali 

0820000202403400 

3.457 

Fresh 

Malni 

0820000202403300 

6.307 

Fresh 

Megarda 

0820000202403900 

14.250 

Fresh 

Mohra Khurd 

0820000202402900 

3.036 

Fresh 

Nai Kalan 

0821000402527100 

9.954 

Fresh 

Nai Khurd 

0821000402527300 

5.992 

Fresh 

Naya Khera 

0821000402530700 

2.165 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Pachanpura 

0820000202402800 

7.440 

Fresh 

Peepaliya Badia 

0820000202402700 

12.082 

Fresh 

Punera 

0821000402527400 

4.942 

Fresh 

Rajwa 

0825000102959500 

5.365 

Fresh 

Ramgarh Sedontan 

0820000202407600 

5.208 

Fresh 

Rawatmala 

0821000402530500 

1.655 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


11003007 


Roopana 

0821000402527900 

1.818 

Fresh 

Rudhana 

0821000402530900 

7.445 

Fresh 


Ajeetpura 


Alawas 


Bagawas 


Basni Anant 


Basni Bhadawatan 


Basni Jodhraj 


Basni Mootha 


Basni Narsingh 


Basni Tilwadiyan 


Bhaisana 


Bijpur 


Bilawas 


Birawas 


Dadiya 


Dhakri 


Dhandheri 


Non-command 


Non-command 



Sheeli Beri 

0821000402524300 

4.449 

Fresh 

Soniyana 

0821000402529900 

6.700 

Fresh 


Non-command 


Non-command 



Surajpura (Lotiyana) 

0821000402530200 

1.646 

Fresh 

Taragarh 

0821000402531000 

2.156 

Fresh 


Non-command 


Non-command 



0820000302415700 

5.192 

0820000302417300 

11.086 

0820000302415900 

27.691 

0820000302414400 

5.042 


0820000302416200 

7.208 

0820000302416100 

8.705 

0820000302417100 

8.616 

0820000302416300 

3.731 

0820000302417200 

7.212 

0820000302416900 

18.482 

0820000302413800 

12.238 

0820000302415500 

24.340 

0820000302414800 

9.179 


0820000602443900 

8.314 

0820000302415800 

15.263 

0820000302418000 

13.860 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Dheenawas 

0820000302416000 

21.118 

Fresh 

Dhundhala 

0820000602443800 

12.941 

Fresh 

Gagura 

0820000302414600 

21.741 

Fresh 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

3.226 

Non-command 

Gneisses 

0.380 

Non-command 

Gneisses 

1.691 

Non-command 

Gneisses 

13.811 

Non-command 

Gneisses 

2.860 

Non-command 

Gneisses 

9.911 

Non-command 

Gneisses 

5.789 

Non-command 

Gneisses 

0.010 

Non-command 

Phyllite & Schist 

2.155 

Non-command 

Gneisses 

7.346 

Non-command 

Gneisses 

9.780 

Non-command 

Gneisses 

4.942 

Non-command 

Gneisses(B.G.C.) 

0.001 

Non-command 

Gneisses 

0.360 

Non-command 

Gneisses 

0.003 

Non-command 

Phyllite & Schist 

1.652 

Non-command 

Gneisses 

1.818 

Non-command 

Gneisses(B.G.C.) 

6.453 

Non-command 

Phyllite & Schist 

0.677 

Non-command 

Gneisses(B.G.C.) 

1.624 

Non-command 

Phyllite & Schist 

2.881 

Non-command 

Gneisses 

3.991 

Non-command 

Gneisses(B.G.C.) 

5.563 

Non-command 

Phyllite & Schist 

1.137 

Non-command 

Gneisses(B.G.C.) 

0.569 

Non-command 

Phyllite & Schist 

1.165 

Non-command 

Phyllite & Schist 

1.646 

Non-command 

Gneisses(B.G.C.) 

0.797 

Non-command 

Phyllite & Schist 

1.268 

Non-command 

Gneisses(B.G.C.) 

0.264 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Phyllite & Schist 

3.873 

Non-command 

Phyllite & Schist 

11.086 

Non-command 

Phyllite & Schist 

3.119 

Non-command 

Phyllite & Schist 

0.035 

Non-command 

Phyllite & Schist 

1.975 

Non-command 

Phyllite & Schist 

3.307 

Non-command 

Phyllite & Schist 

3.617 

Non-command 

Phyllite & Schist 

8.616 

Non-command 

Phyllite & Schist 

3.345 

Non-command 

Phyllite & Schist 

7.212 

Non-command 

Phyllite & Schist 

3.744 

Non-command 

Phyllite & Schist 

9.786 

Non-command 

Phyllite & Schist 

24.340 

Non-command 

Phyllite & Schist 

0.214 

Non-command 

Phyllite & Schist 

1.461 

Non-command 

Phyllite & Schist 

0.003 

Non-command 

Phyllite & Schist 

4.797 

Non-command 

Bilara Limestone 

0.691 

Non-command 

Phyllite & Schist 

0.164 

Non-command 

Phyllite & Schist 

21.118 

Non-command 

Phyllite & Schist 

0.160 

Non-command 

Phyllite & Schist 

2.315 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

60,000 

35,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

60,000 

35,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

90,000 

70,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

90,000 

70,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

120,000 

90,000 

120 

210,000 

170,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

110,000 

90,000 

120 

120,000 

90,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.096 

0.096 

- 

- 

0.048 

0.048 

0.163 

0.163 

0.067 

0.067 

0.120 

0.120 

0.018 

0.018 


0.156 

0.156 

0.394 

0.394 

0.048 

0.048 

0.210 

0.210 



0.216 

0.216 

0.102 

0.102 

0.173 

0.173 

0.024 

0.024 

0.090 

0.090 

0.189 

0.189 

0.102 

0.102 

0.120 

0.120 

0.030 

0.030 

0.038 

0.038 

0.090 

0.090 

0.054 

0.054 



0.032 

0.104 

0.041 

0.041 













































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Jhupelao 


Khamal 


Lundawas 


Mamawas 


Morawas 


Nai Dhani 


Ramasaniwala 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


0820000302413500 

28.056 

0820000302413900 

29.328 

0820000302415300 

9.393 

0820000302416400 

6.413 

0820000302413700 

14.336 

0820000302411900 

7.642 

0820000302418100 

18.012 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


11003008 


Rendari 


Rupawas 


Sardar Samand 


Shiv Nagar 


Shivpura 


Sisarwada 


Siyat 


Sojat (M) 


Sojat (Rural) 


Sojat Road (CT) 


Sundarda 


Aakeli 


Abkai Ki Dhani 


Agewa 


0820000302416800 

11.538 

0820000302414900 

25.250 

0820000302412000 

34.650 

0820000302413600 

3.906 

0820000302412100 

24.773 

0820000302417000 

11.013 

0820000302417400 

14.316 

0820000342002000 

50.304 

0820000302415400 

9.596 

0820000342003000 

7.714 

0820000302414700 

7.187 



0820000202400700 

9.228 

0820000302411100 

6.677 

0820000102393800 

25.578 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Atpara 

0820000302418400 

47.119 

Fresh 

Bagiyara 

0820000202400600 

9.134 

Fresh 


Basni Dadhwariyan 


Non-command 


Non-command 



0820000202404100 


14.784 Fresh Non-command 


Raipur Luni 


Non-command 



0820000202399900 


3.513 Fresh Non-command 


Basni Kaviyan 

0820000202399600 

4.064 

Fresh 

Beechardi 

0820000202400900 

5.747 

Fresh 



Non-command 


Non-command 


Raipur Luni 


7.040 Fresh JaswantSagar 



Beenj Wariya 

0815000702013700 

14.795 

Fresh 

Bhakhar Washi 

0820000102393100 

2.477 

Fresh 

Bilara (M) 

0815000741504000 

99.879 

Fresh 



Butelao 


0820000302415000 


Fresh 


Saline 


13.245 Fresh 


Non-command 


Non-command 


Non-command 


Jaswant Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

13.636 

Non-command 

Phyllite & Schist 

9.729 

Non-command 

Phyllite & Schist 

0.002 

Non-command 

Phyllite & Schist 

1.867 

Non-command 

Phyllite & Schist 

0.056 

Non-command 

Phyllite & Schist 

0.469 

Non-command 

Phyllite & Schist 

0.819 

Non-command 

Phyllite & Schist 

14.336 

Non-command 

Phyllite & Schist 

0.014 

Non-command 

Bilara Limestone 

4.813 

Non-command 

Phyllite & Schist 

2.271 

Non-command 

Phyllite & Schist 

10.158 

Non-command 

Phyllite & Schist 

1.816 

Non-command 

Phyllite & Schist 

10.498 

Non-command 

Phyllite & Schist 

3.900 

Non-command 

Phyllite & Schist 

11.581 

Non-command 

Phyllite & Schist 

9.109 

Non-command 

Phyllite & Schist 

4.958 

Non-command 

Phyllite & Schist 

45.469 

Non-command 

Phyllite & Schist 

5.317 

Non-command 

Phyllite & Schist 

4.697 

Non-command 

Phyllite & Schist 

6.896 

Non-command 

Phyllite & Schist 

0.013 

Non-command 

Phyllite & Schist 

9.257 

Non-command 

Phyllite & Schist 

4.191 

Non-command 

Erinpura Granite 

2.959 

Non-command 

Older Alluvium 

2.303 

Non-command 

Older Alluvium 

22.408 

Non-command 

Phyllite & Schist 

0.001 

Non-command 

Bilara Limestone 

19.349 

Non-command 

Erinpura Granite 

3.315 

Non-command 

Older Alluvium 

4.875 

Non-command 

Gneisses 

2.182 

Command 

Gneisses 

0.746 

Non-command 

Older Alluvium 

1.570 

Non-command 

Phyllite & Schist 

9.809 

Non-command 

Bilara Limestone 

36.499 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Erinpura Granite 

0.479 

Non-command 

Phyllite & Schist 

1.696 

Non-command 

Phyllite & Schist 

4.064 

Non-command 

Erinpura Granite 

5.625 

Command 

Erinpura Granite 

0.122 

Command 

Bilara Limestone 

0.598 

Command 

Older Alluvium 

0.000 

Non-command 

Bilara Limestone 

4.028 

Non-command 

Bilara Limestone 

8.865 

Non-command 

Bilara Limestone 

1.240 

Command 

Bilara Limestone 

2.062 

Non-command 

Bilara Limestone 

67.737 

Non-command 

Phyllite & Schist 

0.051 

Non-command 

Phyllite & Schist 

7.453 

Non-command 

Bilara Limestone 

1.842 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

120,000 

90,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

210,000 

170,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

90,000 

70,000 

120 

120,000 

90,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

250,000 

220,000 

120 

90,000 

60,000 

120 

210,000 

170,000 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

200,000 

150,000 

120 

60,000 

50,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

200,000 

150,000 

120 

80,000 

70,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

350,000 

300,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

120,000 

90,000 

120 

90,000 

70,000 

120 

210,000 

170,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.092 


0.140 




0.011 

0.011 

0.022 

0.022 

0.076 

0.087 


0.326 

0.351 

0.086 

0.086 

0.346 

0.504 

0.011 

0.011 

0.034 

0.045 



0.097 

0.126 

0.034 

0.045 

0.036 

0.036 



0.428 

0.529 

0.094 

0.094 

0.192 

0.192 

0.317 

0.317 

0.106 

0.106 



0.014 

0.025 

0.058 

0.080 

0.029 

0.029 

0.108 

0.108 



0.216 

0.240 

0.504 

0.648 

0.036 

0.036 

0.450 

0.786 

14.634 

25.698 




















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 



Chandasani 


Chanwadiya Khurd 


Charwas 


Saline Non-command 


8.917 Fresh Non-command 



0820000302412300 


0820000202401500 


0820000302412500 


6.858 Saline Non-command 


7.507 Fresh Non-command 


15.264 Fresh Non-command 


Saline Non-command 



Chheetariya 

0820000302418500 

18.234 

Fresh 

Chopra 

0820000302411300 

17.639 

Saline 

Chundlai 

0820000302411700 

29.762 

Saline 

Deepawas 

0820000202403200 

6.690 

Fresh 



Deola 

0820000202401700 

13.482 

Fresh 

Deoli Kalan 

0820000202399400 

52.344 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Raipur Luni 


Non-command 


Non-command 


Non-command 


Deoriya 


Dhagarwas 


Fata Khera 


Gagura 


Garniya 


Godelao 


Goojrawas 



Hapat 


Hariyada 


Harsh 


Hingawas 


Jajanwas 


Janasani 


Jelwa 


Jetiwas 


Jhoontha 


0820000102393900 


0820000302412600 


10.626 Fresh Non-command 


12.642 Fresh Non-command 


Saline Non-command 




0820000202403800 

8.184 

Fresh 

0820000302414600 

21.741 

Saline 

0820000102392500 

15.723 

Fresh 

0820000302413300 

10.186 

Saline 

0815000702012800 

12.512 

Fresh 



Saline 


0820000302412800 


16.306 Fresh 


Saline 


23.443 Fresh 


Saline 


0815000702013800 

2.727 

0820000302415600 

11.311 


0820000102393300 

8.669 

0820000102394400 

3.252 

0815000702013500 

9.265 

0815000702013400 

18.124 

0820000202401200 

25.419 



Jhujanda 

0820000102394300 

6.545 

Fresh 

Jhupelao 

0820000302413500 

28.056 

Saline 

Jodhawas 

0820000102394000 

3.463 

Fresh 

Karmawas Maliyan 

0820000202400400 

5.199 

Fresh 

Khariya Meethapur 

0815000702013600 

23.783 

Fresh 

Khariya Neev 

0820000302415100 

36.490 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Jaswant Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.594 

Non-command 

Bilara Limestone 

4.037 

Non-command 

Older Alluvium 

6.773 

Non-command 

Bilara Limestone 

6.720 

Non-command 

Older Alluvium 

1.709 

Non-command 

Phyllite & Schist 

0.487 

Non-command 

Older Alluvium 

5.734 

Non-command 

Gneisses 

0.513 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

10.565 

Non-command 

Phyllite & Schist 

4.699 

Non-command 

Older Alluvium 

11.352 

Non-command 

Phyllite & Schist 

3.636 

Non-command 

Bilara Limestone 

0.769 

Non-command 

Older Alluvium 

4.428 

Non-command 

Phyllite & Schist 

3.779 

Non-command 

Gneisses 

4.132 

Command 

Gneisses 

0.704 

Non-command 

Bilara Limestone 

2.545 

Non-command 

Older Alluvium 

3.256 

Non-command 

Gneisses 

8.557 

Non-command 

Bilara Limestone 

4.029 

Non-command 

Phyllite & Schist 

26.928 

Non-command 

Older Alluvium 

9.194 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

5.364 

Non-command 

Phyllite & Schist 

7.278 

Non-command 

Gneisses 

1.124 

Non-command 

Phyllite & Schist 

5.790 

Non-command 

Older Alluvium 

0.040 

Non-command 

Older Alluvium 

10.186 

Non-command 

Older Alluvium 

0.010 

Command 

Older Alluvium 

2.028 

Non-command 

Older Alluvium 

1.373 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

16.252 

Non-command 

Older Alluvium 

3.637 

Non-command 

Older Alluvium 

3.175 

Non-command 

Bilara Limestone 

2.727 

Non-command 

Phyllite & Schist 

1.580 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Bilara Limestone 

8.365 

Non-command 

Older Alluvium 

3.238 

Non-command 

Bilara Limestone 

9.265 

Non-command 

Bilara Limestone 

18.124 

Non-command 

Erinpura Granite 

6.437 

Non-command 

Gneisses 

8.198 

Non-command 

Older Alluvium 

0.266 

Non-command 

Phyllite & Schist 

26.189 

Non-command 

Older Alluvium 

0.307 

Non-command 

Erinpura Granite 

5.199 

Non-command 

Bilara Limestone 

0.577 

Non-command 

Bilara Limestone 

31.776 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

200,000 

150,000 

120 

90,000 

70,000 

120 

210,000 

170,000 

120 

100,000 

80,000 

120 

120,000 

90,000 

120 

90,000 

70,000 

120 

110,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

250,000 

220,000 

120 

90,000 

60,000 

120 

210,000 

170,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

200,000 

150,000 

120 

90,000 

70,000 

120 

110,000 

80,000 

120 

150,000 

100,000 

120 

90,000 

60,000 

120 

250,000 

220,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

110,000 

80,000 

120 

90,000 

70,000 

120 

250,000 

220,000 

120 

90,000 

70,000 

120 

80,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

80,000 

70,000 

120 

70,000 

50,000 

120 

200,000 

150,000 

120 

120,000 

90,000 

120 

90,000 

70,000 

120 

350,000 

300,000 

120 

250,000 

220,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

90,000 

60,000 

120 

110,000 

80,000 

120 

250,000 

220,000 

120 

90,000 

70,000 

120 

250,000 

220,000 

120 

90,000 

60,000 

120 

200,000 

150,000 

120 

210,000 

170,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.008 

0.008 

0.163 

0.188 

0.019 

0.019 

0.011 

0.011 

0.017 

0.017 

0.029 

0.029 



0.221 

0.247 

0.038 

0.038 

0.126 

0.246 

0.076 

0.152 


0.084 

0.084 

0.331 

0.342 

0.158 

0.338 



0.010 

0.010 

0.042 

0.053 



0.006 

0.006 

0.006 

0.006 



0.414 

0.510 

0.022 

0.022 



0.666 

0.882 

1.440 

2.280 

0.209 

0.209 

0.355 

0.355 









































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Kheenwal 


Khoontaliya 


Kushalpura 


Lumbarawas 


Makarwali 


Malkosni 


Mohra Khurd 


Nai Dhani 


Naya Gaon 


Nimaj 


Nimbera Kalan 


Nokh 


Pachchwa Khurd 


Padasala Kalan 


Padasala Khurd 


Panchwa Kalan 


Patwa 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Census Code 

Area 


sq.km 

(3) 

(4) 



0820000202401800 

3.854 

0815000702012100 

9.429 

0820000202400500 

22.969 



Lakhasani 

0820000102393200 

4.695 

Fresh 

Lawacha 

0820000202403100 

10.774 

Fresh 

Leelamba 

0820000202400800 

11.096 

Fresh 


0820000102393600 


14.709 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Raipur Luni 


Non-command 



0820000202403400 


0815000702012900 


Saline Non-command 


3.457 Fresh Non-command 


Raipur Luni 


22.504 Fresh Jaswant Sagar 




0820000202403300 


0820000302413100 


Saline Jaswant Sagar 


Non-command 


6.307 Fresh Non-command 


Raipur Luni 


26.379 Fresh Non-command 


Saline Non-command 



0820000202402900 

3.036 

0820000302411900 

7.642 

0820000302411200 

10.575 


0820000102394500 

29.891 

0820000202399800 

19.511 




0820000202399700 


0820000302412200 


0815000702012700 


0815000702012200 


0820000302412400 


0820000102393500 


4.414 Fresh Non-command 


7.512 Saline Non-command 


18.023 Fresh Non-command 


Saline Non-command 


11.334 Fresh Non-command 


Saline Non-command 


16.167 Saline Non-command 


30.793 Fresh Non-command 



Peepaliya Kalan 

0820000202400300 

14.268 

Fresh 

Prithvi Pura 

0820000102393000 

6.426 

Fresh 

Raipur 

0820000202401100 

46.279 

Fresh 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bilara Limestone 

1.303 

Non-command 

Gneisses 

3.111 

Non-command 

Older Alluvium 

9.429 

Non-command 

Erinpura Granite 

15.092 

Non-command 

Older Alluvium 

7.878 

Non-command 

Bilara Limestone 

3.932 

Non-command 

Gneisses 

0.050 

Non-command 

Erinpura Granite 

10.085 

Command 

Erinpura Granite 

0.879 

Non-command 

Bilara Limestone 

0.230 

Non-command 

Older Alluvium 

12.243 

Non-command 

Phyllite & Schist 

2.237 

Non-command 

Older Alluvium 

2.622 

Non-command 

Phyllite & Schist 

6.281 

Non-command 

Older Alluvium 

0.020 

Non-command 

Gneisses 

1.210 

Command 

Gneisses 

1.867 

Command 

Bilara Limestone 

0.025 

Command 

Older Alluvium 

2.390 

Command 

Older Alluvium 

0.238 

Non-command 

Older Alluvium 

0.000 

Non-command 

Gneisses 

1.384 

Command 

Gneisses 

3.232 

Non-command 

Bilara Limestone 

1.406 

Non-command 

Bilara Limestone 

10.876 

Non-command 

Older Alluvium 

14.098 

Non-command 

Erinpura Granite 

3.435 

Non-command 

Phyllite & Schist 

0.029 

Non-command 

Gneisses 

0.177 

Non-command 

Phyllite & Schist 

7.626 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

10.575 

Non-command 

Older Alluvium 

5.254 

Non-command 

Erinpura Granite 

14.658 

Non-command 

Older Alluvium 

2.247 

Non-command 

Phyllite & Schist 

2.606 

Non-command 

Older Alluvium 

0.076 

Non-command 

Phyllite & Schist 

4.338 

Non-command 

Older Alluvium 

2.220 

Non-command 

Phyllite & Schist 

5.278 

Non-command 

Older Alluvium 

0.007 

Non-command 

Older Alluvium 

5.189 

Non-command 

Older Alluvium 

0.683 

Non-command 

Older Alluvium 

1.995 

Non-command 

Older Alluvium 

4.409 

Non-command 

Phyllite & Schist 

11.758 

Non-command 

Bilara Limestone 

29.005 

Non-command 

Older Alluvium 

1.786 

Non-command 

Phyllite & Schist 

0.001 

Non-command 

Erinpura Granite 

0.365 

Non-command 

Bilara Limestone 

0.090 

Non-command 

Erinpura Granite 

0.967 

Non-command 

Gneisses 

16.281 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

200,000 

150,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

350,000 

300,000 

120 

110,000 

80,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

350,000 

300,000 

120 

250,000 

220,000 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

120,000 

90,000 

120 

90,000 

70,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

200,000 

150,000 

120 

80,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

210,000 

170,000 

120 

200,000 

150,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

110,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

250,000 

220,000 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

70,000 

120 

70,000 

50,000 

120 

80,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

350,000 

300,000 

120 

250,000 

220,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

350,000 

300,000 

120 

90,000 

60,000 

120 

110,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.036 


0.125 


0.006 


0.562 


0.384 


0.108 



0.209 

0.220 

0.022 

0.022 



0.010 

0.010 

0.010 

0.010 


0.092 

0.092 

0.006 

0.006 


0.038 

0.038 

0.096 

0.096 


0.054 

0.054 

0.034 

0.034 

0.065 

0.065 



0.151 

0.151 

0.950 

1.070 

0.799 

0.810 

0.163 

0.163 

0.144 

0.144 



1.584 

1.626 

0.079 

0.079 



0.043 

0.043 

0.922 

0.922 


























































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


11003009 


Tharasani 


Type of Area (Command / N< 
command) 



0820000302412900 


Rampura Kalan 

0820000202400000 

11.719 

Fresh 

Reprawas 

0820000302412700 

16.522 

Saline 

Rupawas 

0820000302414900 

25.250 

Fresh 


14.077 Fresh Jaswant Sagar 


Non-command 


Saline Jaswant Sagar 


Non-command 


18.012 Fresh Non-command 


Non-command 


Non-command 


Non-command 



Sabalpura 

0820000202401400 

10.258 

Fresh 

Sangawas 

0820000102394800 

5.078 

Fresh 

Sardar Samand 

0820000302412000 

34.650 

Saline 



Shiv Nagar 

0820000302413600 

3.906 

Saline 

Shivpura 

0820000302412100 

24.773 

Saline 

Sobrawas 

0820000302411800 

15.096 

Saline 


Non-command 


Non-command 


Non-command 


Sardar Samand 


Non-command 


Non-command 


Non-command 


Non-command 



0820000302413000 


20.426 Fresh Jaswant Sagar 



Basna 

0820000302418700 

16.582 

Fresh 

Dadi 

0820000302421500 

6.122 

Fresh 

Deoli Hulla 

0820000302420000 

18.818 

Fresh 

Dhoondha Lambodi 

0820000302420400 

14.536 

Fresh 

Gajnai 

0820000302421600 

6.399 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Guda Chatura 

0820000302420600 

4.340 

Fresh 

Gura Bachhraj 

0820000302419000 

7.155 

Fresh 

Heerawas 

0820000302421400 

6.546 

Fresh 

Kelwad 

0820000302420200 

8.670 

Fresh 

Khokhara 

0820000302417800 

22.469 

Fresh 

Khoriya 

0820000302422000 

8.207 

Fresh 

Ladpura 

0820000302420100 

7.825 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Erinpura Granite 

6.833 

Command 

Gneisses 

16.740 

Non-command 

Bilara Limestone 

4.233 

Non-command 

Older Alluvium 

1.652 

Command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

0.000 

Command 

Older Alluvium 

1.364 

Non-command 

Older Alluvium 

12.712 

Non-command 

Bilara Limestone 

8.601 

Non-command 

Phyllite & Schist 

0.265 

Non-command 

Phyllite & Schist 

2.627 

Non-command 

Older Alluvium 

16.522 

Non-command 

Older Alluvium 

0.344 

Non-command 

Phyllite & Schist 

4.352 

Non-command 

Older Alluvium 

6.464 

Non-command 

Phyllite & Schist 

12.273 

Non-command 

Gneisses 

1.490 

Non-command 

Older Alluvium 

1.258 

Non-command 

Phyllite & Schist 

2.173 

Command 

Phyllite & Schist 

0.000 

Non-command 

Bilara Limestone 

0.003 

Non-command 

Phyllite & Schist 

5.632 

Non-command 

Phyllite & Schist 

0.006 

Non-command 

Phyllite & Schist 

13.191 

Non-command 

Older Alluvium 

1.099 

Non-command 

Phyllite & Schist 

10.268 

Non-command 

Bilara Limestone 

0.798 

Non-command 

Older Alluvium 

0.122 

Non-command 

Phyllite & Schist 

3.359 

Command 

Bilara Limestone 

0.000 

Command 

Older Alluvium 

0.000 

Non-command 

Bilara Limestone 

0.000 

Command 

Bilara Limestone 

0.147 

Command 

Older Alluvium 

0.751 

Non-command 

Bilara Limestone 

12.245 

Non-command 

Older Alluvium 

7.283 

Non-command 

Erinpura Granite 

5.765 

Non-command 

Phyllite & Schist 

43.986 

Non-command 

Phyllite & Schist 

0.431 

Non-command 

Erinpura Granite 

3.265 

Non-command 

Erinpura Granite 

5.113 

Non-command 

Erinpura Granite 

12.022 

Non-command 

Erinpura Granite 

0.250 

Non-command 

Gneisses 

0.090 

Non-command 

Erinpura Granite 

13.275 

Non-command 

Gneisses 

1.704 

Non-command 

Erinpura Granite 

0.775 

Non-command 

Phyllite & Schist 

0.021 

Non-command 

Erinpura Granite 

3.311 

Non-command 

Erinpura Granite 

8.470 

Non-command 

Phyllite & Schist 

19.513 

Non-command 

Gneisses 

0.089 

Non-command 

Erinpura Granite 

7.825 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

60,000 

120 

110,000 

80,000 

120 

350,000 

300,000 

120 

250,000 

220,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

210,000 

170,000 

120 

120,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

120,000 

90,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

110,000 

80,000 

120 

250,000 

220,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

150,000 

100,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

210,000 

170,000 

120 

100,000 

80,000 

120 

120,000 

90,000 

120 

210,000 

170,000 

120 

100,000 

80,000 

120 

210,000 

170,000 

120 

200,000 

150,000 

120 

90,000 

70,000 

120 

200,000 

150,000 

120 

90,000 

70,000 

120 

130,000 

120,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

90,000 

40,000 

120 

130,000 

120,000 

120 

90,000 

40,000 

120 

130,000 

120,000 

120 

120,000 

90,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

120,000 

90,000 

120 

90,000 

40,000 

120 

130,000 

120,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.288 


0.950 


0.144 


0.026 




0.017 

0.017 

0.592 

0.617 

0.011 

0.011 

0.014 

0.025 

0.084 

0.084 


0.022 

0.022 

0.025 

0.025 

0.050 

0.050 

0.086 

0.086 

0.079 

0.079 

0.008 

0.008 



0.050 

0.082 

0.059 

0.070 

0.580 

0.666 

0.388 

0.438 

0.029 

0.029 

0.864 

1.008 



0.036 

0.084 

0.008 

0.019 

0.302 

0.349 

1.739 

2.113 

- 

- j 

0.230 

0.230 

0.130 

0.130 

0.288 

0.288 

0.014 

0.014 


0.547 

0.578 

0.024 

0.024 

0.058 

0.058 

























































































































































































































































































































































































































































































































































































































































































Micro-watershed 


11003010 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Nathal Kundi 

0820000302418800 

10.094 

Fresh 

Pachunda Kalan 

0820000302417500 

8.565 

Fresh 

Pachunda Khurd 

0820000302417600 

6.700 

Fresh 

Peeplad 

0820000302420300 

10.257 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 



Sand Magra 

0820000302421800 

3.612 

Fresh 

Sandiya 

0820000302418900 

22.494 

Fresh 

Sarangwas 

0820000302420500 

10.415 

Fresh 

Atpara 

0820000302418400 

47.119 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Bali 

0820000202401000 

5.320 

Fresh 

Banseeya 

0820000202400200 

21.960 

Fresh 


Non-command 


Non-command 



Basni Dadhwariyan 

0820000202399900 

3.513 

Fresh 

Boyal 

0820000302418600 

11.342 

Fresh 

Chandawal 

0820000302419100 

30.157 

Fresh 


Non-command 


Non-command 


Non-command 


Chandawal Station 

0820000302419300 

6.218 

Fresh 

Chanwadiya Khurd 

0820000202401500 

7.507 

Fresh 

Chheetariya 

0820000302418500 

18.234 

Fresh 


Non-command 


Non-command 


Non-command 


Dadiya 

0820000602443900 

8.314 

Fresh 

Deola 

0820000202401700 

13.482 

Fresh 

Deoli Hulla 

0820000302420000 

18.818 

Fresh 

Deoli Kalan 

0820000202399400 

52.344 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Guda Beeja 

0820000302419900 

17.605 

Fresh 

Gura Bachhraj 

0820000302419000 

7.155 

Fresh 


Non-command 


Non-command 


Guriya 

0820000202401300 

8.744 

Fresh 

Jhoontha 

0820000202401200 

25.419 

Fresh 


Non-command 


Non-command 


Kalab Kalan 

0820000202401900 

24.880 

Fresh 

Kalakot 

0820000202401600 

4.762 

Fresh 

Karmawas 

0820000302419600 

6.879 

Fresh 

Kelwad 

0820000302420200 

8.670 

Fresh 

Khariya Neev 

0820000302415100 

36.490 

Fresh 

Kharnikhera 

0820000302422100 

10.579 

Fresh 

Kheenwal 

0820000202401800 

3.854 

Fresh 

Khokhara 

0820000302417800 

22.469 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Khoriya 

0820000302422000 

8.207 

Fresh 

Mandla 

0820000302418200 

18.826 

Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

4.673 

Non-command 

Phyllite & Schist 

0.060 

Non-command 

Phyllite & Schist 

0.534 

Non-command 

Erinpura Granite 

9.337 

Non-command 

Phyllite & Schist 

0.920 

Non-command 

Erinpura Granite 

0.040 

Non-command 

Gneisses 

1.481 

Non-command 

Gneisses 

0.011 

Non-command 

Phyllite & Schist 

4.001 

Non-command 

Erinpura Granite 

8.542 

Non-command 

Bilara Limestone 

27.355 

Non-command 

Phyllite & Schist 

0.414 

Non-command 

Erinpura Granite 

4.538 

Non-command 

Phyllite & Schist 

13.037 

Non-command 

Gneisses 

0.228 

Non-command 

Erinpura Granite 

11.131 

Non-command 

Phyllite & Schist 

10.829 

Non-command 

Bilara Limestone 

10.107 

Non-command 

Phyllite & Schist 

6.044 

Non-command 

Phyllite & Schist 

1.337 

Non-command 

Phyllite & Schist 

11.342 

Non-command 

Erinpura Granite 

9.421 

Non-command 

Phyllite & Schist 

20.736 

Non-command 

Erinpura Granite 

6.218 

Non-command 

Gneisses 

6.994 

Non-command 

Bilara Limestone 

4.357 

Non-command 

Phyllite & Schist 

13.108 

Non-command 

Phyllite & Schist 

1.834 

Non-command 

Gneisses 

2.161 

Non-command 

Erinpura Granite 

13.648 

Non-command 

Bilara Limestone 

0.053 

Non-command 

Phyllite & Schist 

21.333 

Non-command 

Bilara Limestone 

6.333 

Non-command 

Phyllite & Schist 

6.109 

Non-command 

Erinpura Granite 

11.583 

Non-command 

Phyllite & Schist 

0.093 

Non-command 

Erinpura Granite 

2.457 

Non-command 

Erinpura Granite 

1.358 

Non-command 

Phyllite & Schist 

5.775 

Non-command 

Erinpura Granite 

8.672 

Non-command 

Erinpura Granite 

6.582 

Non-command 

Gneisses 

4.202 

Non-command 

Gneisses 

4.175 

Non-command 

Gneisses 

4.762 

Non-command 

Erinpura Granite 

6.879 

Non-command 

Erinpura Granite 

0.200 

Non-command 

Bilara Limestone 

3.411 

Non-command 

Gneisses 

0.717 

Non-command 

Gneisses 

0.743 

Non-command 

Bilara Limestone 

0.041 

Non-command 

Phyllite & Schist 

2.915 

Non-command 

Gneisses 

2.302 

Non-command 

Bilara Limestone 

18.630 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

130,000 

120,000 

120 

120,000 

90,000 

120 

130,000 

120,000 

120 

90,000 

40,000 

120 

90,000 

40,000 

120 

120,000 

90,000 

120 

130,000 

120,000 

120 

210,000 

170,000 

120 

120,000 

90,000 

120 

130,000 

120,000 

120 

120,000 

90,000 

120 

110,000 

80,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

210,000 

170,000 

120 

120,000 

90,000 

120 

90,000 

60,000 

120 

120,000 

90,000 

120 

130,000 

120,000 

120 

120,000 

90,000 

120 

130,000 

120,000 

120 

110,000 

80,000 

120 

210,000 

170,000 

120 

120,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

80,000 

120 

130,000 

120,000 

120 

150,000 

100,000 

120 

90,000 

60,000 

120 

210,000 

170,000 

120 

120,000 

90,000 

120 

130,000 

120,000 

120 

120,000 

90,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

120,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

210,000 

170,000 

120 

90,000 

40,000 

120 

110,000 

80,000 

120 

210,000 

170,000 

120 

120,000 

90,000 

120 

90,000 

40,000 

120 

210,000 

170,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.022 




0.011 

0.011 

0.518 

0.534 

0.043 

0.043 


0.101 

0.101 

0.086 

0.086 

0.259 

0.259 

0.302 

0.302 

0.216 

0.216 

0.182 

0.182 

0.163 

0.163 

0.403 

0.403 

0.403 

0.419 

0.014 

0.014 

0.122 

0.147 

- 

- 

0.029 

0.029 

- 

- 

0.054 

0.054 

0.014 

0.014 

0.755 

0.982 



























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Nathal Kundi 

0820000302418800 

10.094 

Fresh 

Pachunda Kalan 

0820000302417500 

8.565 

Fresh 

Pachunda Khurd 

0820000302417600 

6.700 

Fresh 

Peepaliya Kalan 

0820000202400300 

14.268 

Fresh 

Ramasaniwala 

0820000302418100 

18.012 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Rampura Kalan 

0820000202400000 

11.719 

Fresh 

Rayara Kalan & Khurd 

0820000302419800 

30.862 

Fresh 


Non-command 


Non-command 


Roondiya 

0820000302418300 

16.356 

Fresh 

Sabalpura 

0820000202401400 

10.258 

Fresh 


Non-command 


Non-command 



Sarangwas 

0820000302420500 

10.415 

Fresh 

Sardarpura 

0820000302417900 

6.028 

Fresh 


Non-command 


Non-command 


11003011 


Sehwaj 

0820000602444000 

9.511 

Fresh 

Singpura 

0820000302419700 

12.087 

Fresh 


Siyat 


Sojat (M) 


Udeshi Kua 


Abkai Ki Dhani 


Ajeetpura 


Aratiya 


Bagariya 


Bagawas 


Bagawasiya 


Bala 


Baniyawas 


Basni Anant 


Basni Bhadawatan 


Basni Jodhraj 


Basni Narsingh 


Basni Surayta 


Non-command 


Non-command 



0820000302417400 

14.316 

0820000342002000 

50.304 

0820000302419400 

14.241 

0820000302411100 

6.677 


0820000302415700 

5.192 

0820000402428800 

18.863 

0820000402429100 

23.882 


0820000302415900 

27.691 

0815000702012400 

5.260 

0815000702012500 

23.997 



Saline 


15.646 Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sardar Samand 


Non-command 


Sardar Samand 


Non-command 


Non-command 


Non-command 


Non-command 


Kharda Bund 



0820000502431500 

13.280 

Fresh 

Non-command 

0820000302414400 

5.042 

Fresh 

Non-command 



0820000302416200 

7.208 

0820000302416100 

8.705 

0820000302416300 

3.731 

0820000302414300 

6.050 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

0.195 

Non-command 

Erinpura Granite 

5.956 

Non-command 

Phyllite & Schist 

3.357 

Non-command 

Erinpura Granite 

9.530 

Non-command 

Phyllite & Schist 

1.152 

Non-command 

Phyllite & Schist 

5.420 

Non-command 

Phyllite & Schist 

4.778 

Non-command 

Phyllite & Schist 

3.396 

Non-command 

Erinpura Granite 

13.904 

Non-command 

Bilara Limestone 

1.524 

Non-command 

Phyllite & Schist 

0.538 

Non-command 

Phyllite & Schist 

9.093 

Non-command 

Erinpura Granite 

9.409 

Non-command 

Gneisses 

19.901 

Non-command 

Bilara Limestone 

16.356 

Non-command 

Erinpura Granite 

0.507 

Non-command 

Gneisses 

8.260 

Non-command 

Erinpura Granite 

0.368 

Non-command 

Phyllite & Schist 

18.126 

Non-command 

Erinpura Granite 

0.034 

Non-command 

Bilara Limestone 

2.728 

Non-command 

Phyllite & Schist 

3.301 

Non-command 

Phyllite & Schist 

1.866 

Non-command 

Erinpura Granite 

10.934 

Non-command 

Gneisses 

0.747 

Non-command 

Phyllite & Schist 

0.157 

Non-command 

Phyllite & Schist 

1.484 

Non-command 

Erinpura Granite 

14.241 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

4.374 

Non-command 

Phyllite & Schist 

1.319 

Command 

Phyllite & Schist 

18.863 

Non-command 

Erinpura Granite 

16.941 

Command 

Erinpura Granite 

0.001 

Non-command 

Phyllite & Schist 

24.571 

Non-command 

Older Alluvium 

5.260 

Non-command 

Older Alluvium 

10.140 

Non-command 

Older Alluvium 

2.142 

Command 

Erinpura Granite 

0.369 

Command 

Phyllite & Schist 

3.301 

Command 

Younger Alluvium 

1.909 

Non-command 

Erinpura Granite 

2.326 

Non-command 

Phyllite & Schist 

0.547 

Non-command 

Younger Alluvium 

1.181 

Command 

Phyllite & Schist 

5.979 

Command 

Younger Alluvium 

0.034 

Non-command 

Phyllite & Schist 

0.341 

Non-command 

Phyllite & Schist 

1.863 

Non-command 

Phyllite & Schist 

1.170 

Non-command 

Phyllite & Schist 

2.780 

Non-command 

Phyllite & Schist 

4.983 

Non-command 

Phyllite & Schist 

0.386 

Non-command 

Phyllite & Schist 

6.050 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

130,000 

120,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

90,000 

60,000 

120 

210,000 

170,000 

120 

120,000 

90,000 

120 

90,000 

60,000 

120 

130,000 

120,000 

120 

90,000 

40,000 

120 

210,000 

170,000 

120 

90,000 

60,000 

120 

110,000 

80,000 

120 

130,000 

120,000 

120 

120,000 

90,000 

120 

130,000 

120,000 

120 

210,000 

170,000 

120 

120,000 

90,000 

120 

110,000 

90,000 

120 

130,000 

120,000 

120 

90,000 

40,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

130,000 

120,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

120,000 

90,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

120,000 

90,000 

120 

80,000 

70,000 

120 

80,000 

70,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

180,000 

150,000 

120 

120,000 

90,000 

120 

90,000 

70,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.108 

0.108 

0.058 

0.058 



0.011 

0.011 

0.011 

0.011 

0.115 

0.115 



0.032 

0.046 

0.018 

0.018 



0.025 

0.025 

0.006 

0.006 



0.018 

0.018 

0.011 

0.011 


0.054 

0.054 

0.054 

0.054 



















































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Dhudali 


Dhurasani 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



10.105 Saline Non-command 


Sardar Samand 



Bijpur 

0820000302413800 

12.238 

Saline 

Chainpura Bhatan 

0815000602001900 

10.373 

Saline 

Chandasani 

0820000302412300 

6.858 

Saline 

Chopra 

0820000302411300 

17.639 

Saline 

Chotila 

0820000402428200 

24.540 

Saline 




Non-command 


29.762 Saline Non-command 


Sardar Samand 


18.222 Saline Kharda Bund 


Non-command 


Sardar Samand 


25.167 Saline kharda Bund 


Non-command 


Sardar Samand 


Dhakri 

0820000302415800 

15.263 

Fresh 

Dhandhiya 

0815000602002400 

23.772 

Saline 

Dharamdhari 

0820000402428400 

6.929 

Saline 



0820000402426800 


0820000302411600 


14.748 Saline Non-command 


18.837 Saline Non-command 



Doodali 

0820000402426900 

7.147 

Saline 

Doodiya 

0820000402429200 

12.242 

Saline 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Erinpura Granite 

3.767 

Command 

Younger Alluvium 

3.644 

Non-command 

Erinpura Granite 

5.692 

Non-command 

Younger Alluvium 

4.195 

Non-command 

Phyllite & Schist 

3.330 

Non-command 

Phyllite & Schist 

38.598 

Non-command 

Phyllite & Schist 

1.885 

Non-command 

Phyllite & Schist 

3.895 

Command 

Phyllite & Schist 

28.813 

Non-command 

Phyllite & Schist 

3.898 

Non-command 

Erinpura Granite 

6.998 

Non-command 

Phyllite & Schist 

5.308 

Non-command 

Phyllite & Schist 

9.478 

Non-command 

Phyllite & Schist 

3.522 

Non-command 

Older Alluvium 

0.233 

Non-command 

Older Alluvium 

2.992 

Non-command 

Younger Alluvium 

2.011 

Non-command 

Phyllite & Schist 

1.026 

Non-command 

Younger Alluvium 

5.288 

Command 

Phyllite & Schist 

2.515 

Command 

Younger Alluvium 

0.207 

Non-command 

Phyllite & Schist 

2.452 

Non-command 

Younger Alluvium 

1.319 

Non-command 

Older Alluvium 

1.124 

Non-command 

Older Alluvium 

13.210 

Command 

Erinpura Granite 

3.641 

Command 

Younger Alluvium 

3.550 

Non-command 

Erinpura Granite 

15.927 

Non-command 

Younger Alluvium 

1.421 

Non-command 

Older Alluvium 

1.383 

Non-command 

Phyllite & Schist 

18.520 

Command 

Phyllite & Schist 

6.081 

Command 

Younger Alluvium 

0.931 

Non-command 

Younger Alluvium 

13.496 

Command 

Younger Alluvium 

3.795 

Command 

Phyllite & Schist 

0.010 

Non-command 

Erinpura Granite 

2.158 

Non-command 

Phyllite & Schist 

2.537 

Command 

Erinpura Granite 

0.033 

Command 

Phyllite & Schist 

20.429 

Non-command 

Phyllite & Schist 

10.465 

Non-command 

Older Alluvium 

3.401 

Non-command 

Erinpura Granite 

2.085 

Non-command 

Younger Alluvium 

0.064 

Non-command 

Older Alluvium 

11.924 

Non-command 

Younger Alluvium 

2.824 

Non-command 

Older Alluvium 

17.543 

Non-command 

Phyllite & Schist 

0.603 

Non-command 

Younger Alluvium 

0.691 

Non-command 

Older Alluvium 

7.147 

Non-command 

Erinpura Granite 

1.033 

Command 

Erinpura Granite 

3.278 

Command 

Phyllite & Schist 

7.930 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

180,000 

150,000 

120 

90,000 

70,000 

120 

120,000 

90,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

180,000 

150,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

180,000 

150,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

50,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

120,000 

90,000 

120 

100,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

150,000 

100,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

30,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.005 

0.005 

- 

- 

0.005 

0.005 

0.006 

0.006 

0.036 

0.036 

0.143 

0.143 

0.022 

0.036 

0.007 

0.007 

0.061 

0.085 

0.126 

0.126 

0.086 

0.086 

0.076 

0.076 

0.018 

0.018 



0.017 

0.017 

0.008 

0.008 





















































































































































































































































































































































































































































































































































































Micro-watershed 



Gajangarh 

0820000402428500 

25.454 

Saline 

Goojrawas 

0815000702012800 

12.512 

Fresh 



Holpur Khurd 


Hoongaon Kalan 


Indra Nagar 


Indrokon Ki Dhani 


Kanawas 


0815000702012300 

5.060 

0815000702011800 

12.306 



0820000502430800 

15.730 

0820000402429500 

13.217 



Jadan Jageer 

0820000602440300 

12.203 

Fresh 

Jadan Khalsa 

0820000602440200 

25.830 

Fresh 

Jheetra 

0820000402429600 

7.583 

Saline 

Kala Pipal Ki Dhani 

0820000402429800 

14.342 

Saline 

Kalali 

0820000402427700 

29.285 

Saline 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


23.865 Saline Non-command 


Non-command 


Jaswant Sagar 


Non-command 


Jaswant Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sardar Samand 


Non-command 


Non-command 


Sardar Samand 


Sardar Samand 


Non-command 


16.358 Fresh 


Saline 




0820000302414100 

11.958 

Fresh 

0820000402429000 

6.972 

Saline 

0815000602002000 

15.864 

Saline 



Non-command 


Non-command 


Non-command 


29.328 Fresh Non-command 


Saline Non-command 


20.878 Saline Non-command 


Khardi 

0820000602440500 

23.753 

Fresh 

Khariya Soda 

0820000302416700 

10.498 

Fresh 

Khetawas 

0820000502430600 

12.968 

Fresh 

Lalki 

0820000402427200 

29.143 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Lanera 


Madpuriya 


Malkosni 


0820000302411000 


0820000402429700 


0815000702012900 


13.784 Fresh Non-command 


Saline Non-command 


5.653 Saline Non-command 


Sardar Samand 


22.504 Fresh Jaswant Sagar 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

19.017 

Non-command 

Younger Alluvium 

4.848 

Non-command 

Erinpura Granite 

0.335 

Command 

Older Alluvium 

2.884 

Non-command 

Older Alluvium 

0.076 

Command 

Older Alluvium 

1.592 

Non-command 

Older Alluvium 

0.013 

Non-command 

Older Alluvium 

0.001 

Non-command 

Older Alluvium 

0.053 

Non-command 

Older Alluvium 

15.529 

Non-command 

Older Alluvium 

1.102 

Non-command 

Older Alluvium 

1.312 

Non-command 

Younger Alluvium 

4.703 

Non-command 

Older Alluvium 

5.512 

Non-command 

Older Alluvium 

6.873 

Non-command 

Older Alluvium 

5.060 

Non-command 

Older Alluvium 

3.863 

Non-command 

Older Alluvium 

4.021 

Non-command 

Older Alluvium 

0.015 

Non-command 

Older Alluvium 

0.032 

Non-command 

Phyllite & Schist 

9.580 

Non-command 

Phyllite & Schist 

6.421 

Command 

Phyllite & Schist 

6.796 

Non-command 

Phyllite & Schist 

12.203 

Non-command 

Phyllite & Schist 

25.830 

Command 

Phyllite & Schist 

7.583 

Command 

Phyllite & Schist 

14.342 

Non-command 

Older Alluvium 

0.529 

Non-command 

Younger Alluvium 

11.570 

Command 

Phyllite & Schist 

7.859 

Command 

Younger Alluvium 

7.664 

Non-command 

Phyllite & Schist 

11.958 

Non-command 

Erinpura Granite 

6.970 

Non-command 

Older Alluvium 

3.390 

Non-command 

Younger Alluvium 

4.779 

Non-command 

Phyllite & Schist 

10.671 

Non-command 

Phyllite & Schist 

18.596 

Non-command 

Older Alluvium 

14.733 

Non-command 

Younger Alluvium 

6.080 

Command 

Erinpura Granite 

2.642 

Command 

Phyllite & Schist 

2.689 

Non-command 

Erinpura Granite 

18.429 

Non-command 

Phyllite & Schist 

1.101 

Non-command 

Phyllite & Schist 

6.858 

Non-command 

Phyllite & Schist 

4.783 

Non-command 

Phyllite & Schist 

8.007 

Non-command 

Older Alluvium 

5.034 

Non-command 

Younger Alluvium 

0.842 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

12.708 

Non-command 

Phyllite & Schist 

0.354 

Command 

Phyllite & Schist 

5.299 

Command 

Older Alluvium 

2.895 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

80,000 

70,000 

120 

80,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

80,000 

70,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

80,000 

70,000 

120 

70,000 

50,000 

120 

80,000 

70,000 

120 

80,000 

70,000 

120 

70,000 

50,000 

120 

80,000 

70,000 

120 

70,000 

50,000 

120 

180,000 

150,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

120,000 

90,000 

120 

60,000 

40,000 

120 

100,000 

50,000 

120 

90,000 

70,000 

120 

120,000 

90,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

110,000 

90,000 

120 

120,000 

90,000 

120 

180,000 

150,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

80,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.006 

0.006 

0.008 

0.008 

0.006 

0.006 

0.008 

0.008 

0.042 

0.042 

0.036 

0.036 



0.072 

0.202 

0.018 

0.018 

0.018 

0.018 

0.270 

1.458 

0.216 

1.404 

0.054 

0.054 

0.079 

0.091 



0.006 

0.006 

0.017 

0.017 

0.065 

0.094 

0.092 

0.135 

0.010 

0.010 

0.006 

0.006 



0.097 

0.321 

0.130 

0.130 

0.198 

0.457 



0.018 

0.018 

0.109 

0.109 
































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Malpuriya Kalan 


Malpuriya Khurd 


Mamawas 


Mandli Darjiyan 


Moklasani 


Moriya 


Pali (MCI) 


Parasla Kalan 


Peepaliya Ki Dhani 


Rendari 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Census Code 

Area 


sq.km 

(3) 

(4) 



0820000302414200 

10.939 

0820000302414000 

8.597 

0820000302416400 

6.413 

0820000402429300 

13.126 

0815000401970400 

20.537 

0820000402426600 

11.694 


10.100 Saline 




Murdiya 

0820000402423000 

13.356 

Saline 

Nai Dhani 

0820000302411900 

7.642 

Saline 

Napawas 

0820000302411400 

9.119 

Saline 

Neembli Bramnan 

0820000402427100 

15.671 

Saline 

Neembli Patelan 

0820000402427000 

18.707 

Saline 

Neembli Urra 

0820000402430000 

28.642 

Saline 


Jaswant Sagar 


Non-command 


Non-command 


Non-command 


Sardar Samand 


Non-command 


Kharda Bund 


Non-command 


Non-command 


Sardar Samand 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Nimbara 

0820000502430100 

7.475 

Saline 

Pabupura Bhatan 

0815000401970500 

6.847 

Saline 




Pachchwa Khurd 

0820000302412200 

7.512 

Saline 

Padasala Kalan 

0815000702012700 

18.023 

Fresh 



0820000542004000 

97.271 

0820000502431400 

19.518 

0820000402429900 

4.785 



Potaliya 

0820000302411500 

7.898 

Saline 

Rajola Kalan 

0820000302410700 

18.467 

Saline 

Rampura 

0820000402427800 

20.139 

Saline 


Non-command 


Jaswant Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sardar Samand 


Non-command 


Non-command 


Non-command 




0815000602002100 

8.803 

Saline 

0820000302416800 

11.538 

Fresh 

0820000402427900 

37.878 

Saline 


Non-command 


Non-command 


Non-command 



Saji 

0820000402423700 

7.655 

Saline 

Sajianpura 

0820000402423600 

14.415 

Saline 

Sanpa 

0820000502430700 

7.100 

Fresh 

Sanwalta Kalan 

0820000402427400 

40.140 

Saline 


Sardar Samand 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Older Alluvium 

0.070 

Non-command 

Phyllite & Schist 

10.939 

Non-command 

Phyllite & Schist 

8.597 

Non-command 

Phyllite & Schist 

4.400 

Command 

Phyllite & Schist 

13.126 

Non-command 

Older Alluvium 

11.538 

Command 

Younger Alluvium 

2.327 

Non-command 

Younger Alluvium 

4.317 

Non-command 

Younger Alluvium 

6.370 

Command 

Phyllite & Schist 

2.318 

Command 

Younger Alluvium 

1.412 

Non-command 

Younger Alluvium 

0.036 

Non-command 

Phyllite & Schist 

0.001 

Non-command 

Older Alluvium 

9.119 

Non-command 

Older Alluvium 

5.649 

Non-command 

Older Alluvium 

10.276 

Non-command 

Erinpura Granite 

3.740 

Non-command 

Phyllite & Schist 

9.786 

Command 

Erinpura Granite 

5.154 

Command 

Phyllite & Schist 

9.962 

Non-command 

Erinpura Granite 

6.170 

Non-command 

Older Alluvium 

0.399 

Non-command 

Phyllite & Schist 

0.704 

Non-command 

Younger Alluvium 

5.446 

Non-command 

Older Alluvium 

0.014 

Command 

Older Alluvium 

1.453 

Non-command 

Older Alluvium 

8.010 

Non-command 

Older Alluvium 

2.090 

Non-command 

Older Alluvium 

6.987 

Non-command 

Older Alluvium 

1.669 

Non-command 

Phyllite & Schist 

1.750 

Non-command 

Phyllite & Schist 

2.112 

Non-command 

Phyllite & Schist 

2.873 

Command 

Phyllite & Schist 

1.912 

Non-command 

Older Alluvium 

7.898 

Non-command 

Older Alluvium 

8.598 

Non-command 

Older Alluvium 

0.106 

Non-command 

Younger Alluvium 

8.330 

Command 

Phyllite & Schist 

2.286 

Command 

Younger Alluvium 

9.418 

Non-command 

Older Alluvium 

2.714 

Non-command 

Phyllite & Schist 

1.380 

Non-command 

Older Alluvium 

21.870 

Non-command 

Younger Alluvium 

11.334 

Command 

Younger Alluvium 

0.026 

Non-command 

Younger Alluvium 

3.208 

Non-command 

Younger Alluvium 

0.206 

Non-command 

Phyllite & Schist 

7.100 

Non-command 

Older Alluvium 

0.003 

Non-command 

Phyllite & Schist 

2.448 

Non-command 

Younger Alluvium 

10.049 

Non-command 

Phyllite & Schist 

7.667 

Non-command 

Younger Alluvium 

11.533 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

50,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

50,000 

30,000 

120 

100,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

100,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

70,000 

120 

80,000 

70,000 

120 

70,000 

50,000 

120 

80,000 

70,000 

120 

70,000 

50,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

100,000 

50,000 

120 

120,000 

90,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

180,000 

150,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.130 

0.159 

0.097 

0.111 

0.108 

0.108 

0.065 

0.065 



0.008 

0.008 

0.059 

0.059 

0.012 

0.012 

0.008 

0.008 

- 

- 

0.018 

0.018 

0.054 

0.054 

0.007 

0.007 

0.004 

0.004 



0.036 

0.036 

0.007 

0.007 

0.042 

0.042 

0.006 

0.006 

0.043 

0.057 

0.038 

0.038 

0.012 

0.012 



0.007 

0.007 

0.012 

0.012 












































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


11003012 


11003013 


Sowaniya 


Sundarda 


Surayta 


Talka 


Vishawas 


Vishnu Ki Dhani 


Bagariya 


Baldo Ki Dhani 


Bhalelao 


Nimbara 


Pali (MCI) 


Type of Area (Command / N< 
command) 



Sinla 

0820000602440400 

41.804 

Fresh 

Sobrawas 

0820000302411800 

15.096 

Saline 


Sardar Samand 


Non-command 


Sardar Samand 


Non-command 


Kharda Bund 


Non-command 


Non-command 


Non-command 



0820000502430500 

14.703 

Fresh 

0820000302414700 

7.187 

Fresh 

0820000302414500 

39.320 

Fresh 

0820000602440100 

15.107 

Fresh 

0815000602002200 

6.213 

Saline 

0815000602002300 

6.958 

Saline 

0820000402429100 

23.882 

Saline 

0820000502434100 

7.545 

Saline 

0820000502430200 

17.282 

Fresh 



Saline 


Kharda Bund 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Gajangarh 

0820000402428500 

25.454 

Saline 

Kanawas 

0820000402429000 

6.972 

Saline 

Kharda 

0820000402428600 

40.174 

Saline 



0820000502430100 


0820000542004000 



Non-command 


Non-command 


Kharda Bund 


Non-command 


Non-command 


Non-command 


Non-command 


Punayta 

0820000520900001 

12.675 

Saline 

Amarpura(Khera Kalan) 

0821000402531200 

1.450 

Fresh 

Asan(Khera Kalan) 

0821000402532900 

0.581 

Fresh 

Baghmal 

0821000402532800 

5.238 

Fresh 

Bagri 

0820000302417700 

67.964 

Fresh 



Non-command 


Non-command 


Non-command 


Non-command 


Bali 

0825000102960100 

14.954 

Fresh 

Bamanhera 

0821000402532100 

5.481 

Fresh 

Banjari 

0821000402532400 

8.037 

Fresh 

Barakhan 

0821000402533200 

1.547 

Fresh 

Been 

0821000402532500 

1.983 

Fresh 

Belpana 

0820000202402000 

14.014 

Fresh 

Bhawan 

0820000602445300 

10.354 

Fresh 

Bhim 

0825000102962300 

9.219 

Fresh 

Bujarel 

0821000402533800 

1.821 

Fresh 

Charpalan 

0821000402532000 

14.139 

Fresh 

Dadi 

0820000302421500 

6.122 

Fresh 

Dadiya 

0820000602443900 

8.314 

Fresh 

Dansariya 

0825000102962700 

5.526 

Fresh 

Deolatan 

0821000402532700 

1.570 

Fresh 

Dewal Fatehpura 

0821000402532200 

6.656 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Phyllite & Schist 

0.055 

Non-command 

Phyllite & Schist 

20.477 

Command 

Phyllite & Schist 

1.501 

Non-command 

Erinpura Granite 

10.836 

Non-command 

Younger Alluvium 

0.039 

Command 

Younger Alluvium 

8.507 

Non-command 

Older Alluvium 

0.360 

Non-command 

Younger Alluvium 

7.796 

Non-command 

Phyllite & Schist 

9.982 

Non-command 

Older Alluvium 

3.203 

Non-command 

Phyllite & Schist 

0.526 

Command 

Younger Alluvium 

0.563 

Non-command 

Younger Alluvium 

14.518 

Non-command 

Phyllite & Schist 

14.703 

Non-command 

Phyllite & Schist 

0.278 

Non-command 

Phyllite & Schist 

25.871 

Non-command 

Phyllite & Schist 

15.107 

Non-command 

Older Alluvium 

0.267 

Non-command 

Older Alluvium 

0.604 

Non-command 

Erinpura Granite 

6.940 

Non-command 

Erinpura Granite 

1.379 

Non-command 

Phyllite & Schist 

0.081 

Non-command 

Erinpura Granite 

0.765 

Non-command 

Phyllite & Schist 

0.232 

Non-command 

Erinpura Granite 

15.244 

Non-command 

Erinpura Granite 

0.001 

Command 

Erinpura Granite 

0.000 

Non-command 

Erinpura Granite 

14.545 

Non-command 

Erinpura Granite 

1.305 

Non-command 

Phyllite & Schist 

4.657 

Non-command 

Erinpura Granite 

12.482 

Non-command 

Phyllite & Schist 

2.523 

Non-command 

Erinpura Granite 

0.625 

Non-command 

Phyllite & Schist 

0.162 

Non-command 

Phyllite & Schist 

0.581 

Non-command 

Phyllite & Schist 

5.235 

Non-command 

Erinpura Granite 

0.622 

Non-command 

Phyllite & Schist 

0.017 

Non-command 

Phyllite & Schist 

5.831 

Non-command 

Phyllite & Schist 

5.481 

Non-command 

Phyllite & Schist 

6.067 

Non-command 

Phyllite & Schist 

1.547 

Non-command 

Phyllite & Schist 

0.148 

Non-command 

Gneisses 

6.264 

Non-command 

Phyllite & Schist 

1.762 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Phyllite & Schist 

0.853 

Non-command 

Phyllite & Schist 

11.457 

Non-command 

Erinpura Granite 

2.822 

Non-command 

Phyllite & Schist 

6.477 

Non-command 

Phyllite & Schist 

0.006 

Non-command 

Phyllite & Schist 

1.570 

Non-command 

Phyllite & Schist 

6.624 


with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

180,000 

150,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

50,000 

120 

100,000 

50,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

180,000 

150,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

180,000 

150,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

130,000 

120,000 

120 

120,000 

90,000 

120 

60,000 

35,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

110,000 

90,000 

120 

60,000 

35,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

130,000 

120,000 

120 

110,000 

90,000 

120 

60,000 

35,000 

120 

70,000 

50,000 

120 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.067 

0.078 

0.008 

0.008 



0.302 

0.474 

0.185 

0.217 

0.034 

0.034 


0.018 

0.018 

0.234 

0.320 

0.011 

0.011 

0.259 

0.345 

0.054 

0.186 



0.050 

0.050 

0.054 

0.076 

0.065 

0.084 

0.017 

0.017 

0.014 

0.014 

0.012 

0.012 

0.132 

0.132 

0.228 

0.228 

0.029 

0.029 

- 

- 

0.088 

0.088 

0.204 

0.204 

0.702 

0.702 

0.144 

0.144 

- 

- 

0.192 

0.192 

0.076 

0.076 


0.018 

0.018 

0.366 

0.366 

0.187 

0.187 

0.032 

0.111 

- 

- 

0.054 

0.054 

0.168 

0.168 






















































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


(2) 

(3) 

(4) 

(5) 

Dhandheri 

0820000302418000 

13.860 

Fresh 

Dhola Danta(Bara Khan) 

0821000402533600 

1.311 

Fresh 

Dhoondha Lambodi 

0820000302420400 

14.536 

Fresh 

Dhundhala 

0820000602443800 

12.941 

Fresh 

Gajnai 

0820000302421600 

6.399 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Ganeshpura (Satoo Khera) 

0821000402533000 

1.359 

Fresh 

Godaji Ka Gaon 

0825000102961900 

0.507 

Fresh 

Gogela 

0821000402533300 

0.478 

Fresh 

Goojargama 

0821000402534200 

1.144 

Fresh 

Guda Beeja 

0820000302419900 

17.605 

Fresh 

Guda Bhadawatan 

0820000302420900 

2.631 

Fresh 

Guda Chatura 

0820000302420600 

4.340 

Fresh 

Guda Kalan 

0820000302421200 

13.299 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Guda Shyama 

0820000302421000 

7.408 

Fresh 

Guragari 

0820000602444100 

3.315 

Fresh 


Non-command 


Non-command 


Hariya Mali 

0820000302420700 

12.687 

Fresh 

Heerawas 

0820000302421400 

6.546 

Fresh 

Jeejardi 

0820000602445000 

15.616 

Fresh 

Kalab Kalan 

0820000202401900 

24.880 

Fresh 

Kantaliya 

0820000602444800 

34.652 

Fresh 

Karkaro 

0825000102960000 

1.937 

Fresh 

Ker Khera 

0820000302420800 

6.490 

Fresh 

Kharnikhera 

0820000302422100 

10.579 

Fresh 

Khejariya Ka Bala 

0820000302421900 

8.280 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Khera Kalan 

0821000402532300 

8.717 

Fresh 

Khera Nabra 

0820000302421100 

10.415 

Fresh 


Non-command 


Non-command 


Khodmal 

0821000402531900 

3.647 

Fresh 

Khoriya 

0820000302422000 

8.207 

Fresh 

Kot Kirana 

0820000202402200 

20.102 

Fresh 


Non-command 


Non-command 


Non-command 



Mediya 

0821000402533700 

78.618 

Fresh 

Melawas 

0820000602443700 

6.092 

Fresh 

Mewasa 

0821000402531600 

2.790 

Fresh 

Negadiya 

0821000402533400 

2.533 

Fresh 

Pachunda Kalan 

0820000302417500 

8.565 

Fresh 

Pachunda Khurd 

0820000302417600 

6.700 

Fresh 

Palri 

0821000402531700 

4.319 

Fresh 

Pardi 

0820000602445100 

8.265 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Ranata Bhagwanpura 

0821000402532600 

5.888 

Fresh 

Rodiyana 

0821000402533500 

1.589 

Fresh 

Roopnagar Arnali 

0821000402531800 

5.484 

Fresh 

Samapa 

0821000402531500 

2.453 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

0.563 

Non-command 

Phyllite & Schist 

0.559 

Non-command 

Erinpura Granite 

2.514 

Non-command 

Phyllite & Schist 

1.243 

Non-command 

Erinpura Granite 

0.609 

Non-command 

Gneisses 

4.964 

Non-command 

Phyllite & Schist 

1.359 

Non-command 

Phyllite & Schist 

0.013 

Non-command 

Phyllite & Schist 

0.478 

Non-command 

Phyllite & Schist 

0.649 

Non-command 

Gneisses 

0.011 

Non-command 

Erinpura Granite 

2.631 

Non-command 

Erinpura Granite 

3.565 

Non-command 

Erinpura Granite 

9.429 

Non-command 

Phyllite & Schist 

3.764 

Non-command 

Erinpura Granite 

12.234 

Non-command 

Gneisses 

0.663 

Non-command 

Phyllite & Schist 

6.172 

Non-command 

Erinpura Granite 

7.292 

Non-command 

Erinpura Granite 

0.548 

Non-command 

Phyllite & Schist 

0.432 

Non-command 

Erinpura Granite 

7.401 

Non-command 

Erinpura Granite 

3.235 

Non-command 

Erinpura Granite 

6.335 

Non-command 

Gneisses 

4.040 

Non-command 

Erinpura Granite 

0.977 

Non-command 

Phyllite & Schist 

0.714 

Non-command 

Erinpura Granite 

6.418 

Non-command 

Gneisses 

6.646 

Non-command 

Gneisses 

7.112 

Non-command 

Phyllite & Schist 

0.002 

Non-command 

Phyllite & Schist 

8.717 

Non-command 

Erinpura Granite 

3.703 

Non-command 

Phyllite & Schist 

6.033 

Non-command 

Phyllite & Schist 

3.647 

Non-command 

Gneisses 

5.359 

Non-command 

Gneisses 

3.324 

Non-command 

Phyllite & Schist 

2.968 

Non-command 

Gneisses 

3.252 

Non-command 

Phyllite & Schist 

1.881 

Non-command 

Phyllite & Schist 

30.871 

Non-command 

Phyllite & Schist 

2.903 

Non-command 

Phyllite & Schist 

2.104 

Non-command 

Phyllite & Schist 

1.842 

Non-command 

Phyllite & Schist 

3.728 

Non-command 

Phyllite & Schist 

2.771 

Non-command 

Phyllite & Schist 

3.646 

Non-command 

Erinpura Granite 

1.103 

Non-command 

Phyllite & Schist 

3.919 

Non-command 

Phyllite & Schist 

5.599 

Non-command 

Phyllite & Schist 

0.632 

Non-command 

Phyllite & Schist 

5.484 

Non-command 

Phyllite & Schist 

1.485 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

90,000 

120 

70,000 

50,000 

120 

130,000 

120,000 

120 

110,000 

90,000 

120 

130,000 

120,000 

120 

90,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

35,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

40,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

120,000 

90,000 

120 

130,000 

120,000 

120 

90,000 

40,000 

120 

120,000 

90,000 

120 

130,000 

120,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

120,000 

100,000 

120 

60,000 

35,000 

120 

130,000 

120,000 

120 

90,000 

40,000 

120 

90,000 

40,000 

120 

120,000 

90,000 

120 

70,000 

50,000 

120 

130,000 

120,000 

120 

120,000 

90,000 

120 

70,000 

50,000 

120 

90,000 

40,000 

120 

110,000 

80,000 

120 

90,000 

60,000 

120 

90,000 

40,000 

120 

120,000 

90,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 



0.317 

0.457 

0.274 

0.274 

0.446 

0.477 

0.140 

0.154 

0.374 

0.390 

0.005 

0.005 

0.140 

0.154 

0.432 

0.432 

0.036 

0.050 

0.032 

0.045 

0.331 

0.409 

0.173 

0.173 

0.168 

0.182 

0.154 

0.154 

0.060 

0.060 

0.025 

0.025 

0.187 

0.187 

- 

- 

0.019 

0.019 

- 

- 

0.354 

0.354 

0.086 

0.086 

0.119 

0.119 

0.648 

0.648 

0.034 

0.045 

0.067 

0.067 

0.043 

0.043 

0.024 

0.024 

0.032 

0.032 

0.042 

0.042 

0.076 

0.314 

0.198 

0.198 

0.282 

0.282 

0.065 

0.065 

0.065 

0.079 

0.120 

0.120 

0.048 

0.048 

0.140 

0.140 

0.210 

0.210 

0.060 

0.060 

0.108 

0.108 

0.024 

0.024 











































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 



11004014 


Sand Magra 


Sarangwas 


Satoo Khera 


Seerma 


Siyat 


Sojat (M) 


Sojat Road (CT) 


Agwari 


Akhapura Khuni 


Alasan 


Alawa (A) 


Alawa (B) 


Alawa (C) 


Alpa 


Angor 


Anwloj 


Arathwara 


Badanwari 


Badla 


Bagar 


Bagotra 


Balupura 


Balwana 


Balwara 


Bamnera 


Bar Gaon 


Basan 


Beechhawari 


Beesalpur 


Bhagwa 


0820000302421800 


0820000302420500 


0821000402533100 


0820000202402100 


sq.km 


(4) (5) 


3.612 Fresh 


10.415 Fresh 


1.825 Fresh 


15.936 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



0820000302417400 


0820000342002000 


0820000342003000 


0818000202287400 


14.316 Fresh 


50.304 Fresh 


7.714 Fresh 


8.007 Fresh 


Non-command 


Non-command 


Non-command 


Jawai Dam 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses 

3.384 

Non-command 

Erinpura Granite 

1.839 

Non-command 

Phyllite & Schist 

1.825 

Non-command 

Gneisses 

10.694 

Non-command 

Phyllite & Schist 

2.516 

Non-command 

Erinpura Granite 

0.558 

Non-command 

Phyllite & Schist 

7.087 

Non-command 

Phyllite & Schist 

9.200 

Non-command 

Phyllite & Schist 

3.351 

Non-command 

Phyllite & Schist 

0.458 


Sub Basin: Jawai 



0819000102346400 


0818000302292700 


0818000202289700 


0818000202289500 


0818000202289800 


0819000102343300 


0820000802473900 


2.620 Fresh 


22.500 Fresh 


2.379 Fresh 


3.837 Fresh 


3.405 Fresh 


17.182 Fresh 


3.968 Fresh 


Non-command 


Non-command 


Non-command 


Jawai Dam 


Non-command 


Non-command 


Jawai Dam 



0818000302290500 


17.310 Fresh 


Non-command 


Non-command 



0819000102345700 


0818000202285400 


0819000102346900 


0820000802472500 


0818000202284400 


0820000802471500 


0820000802474300 


0818000302290300 


0820000802472700 


20.197 Fresh 


10.488 Fresh 


Saline 


5.081 Fresh 


8.382 Fresh 


8.462 Fresh 


6.664 Fresh 


18.771 Fresh 


25.117 Saline 


7.173 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Jawai Dam 


Non-command 


Non-command 


Non-command 



0819000102346600 


0818000302290400 


0818000202285700 


0820000902477500 


0817000402165500 


29.108 Fresh 


9.228 Saline 


4.385 Fresh 


43.495 Fresh 


16.324 Fresh 


Jawai Dam 


Non-command 


Non-command 


Non-command 


Jawai Dam 


Non-command 


Non-command 


with 

Pumpset 


(9) (10) 


Command 

Younger Alluvium 

2.151 

Non-command 

Older Alluvium 

0.001 

Non-command 

Younger Alluvium 

3.816 

Non-command 

Older Alluvium 

7.767 

Non-command 

Younger Alluvium 

6.319 

Non-command 

Erinpura Granite 

0.484 

Non-command 

Phyllite & Schist 

0.218 

Non-command 

Older Alluvium 

1.138 

Non-command 

Younger Alluvium 

1.092 

Non-command 

Younger Alluvium 

1.907 

Command 

Older Alluvium 

1.021 

Non-command 

Younger Alluvium 

2.069 

Non-command 

Younger Alluvium 

15.490 

Command 

Erinpura Granite 

2.821 

Command 

Phyllite & Schist 

1.021 

Non-command 

Erinpura Granite 

0.125 

Non-command 

Older Alluvium 

0.000 

Non-command 

Younger Alluvium 

0.088 

Non-command 

Older Alluvium 

16.235 

Non-command 

Younger Alluvium 

0.986 

Non-command 

Younger Alluvium 

9.095 

Non-command 

Younger Alluvium 

4.833 

Non-command 

Younger Alluvium 

5.655 

Non-command 

Erinpura Granite 

4.258 

Non-command 

Older Alluvium 

3.745 

Non-command 

Older Alluvium 

2.972 

Non-command 

Younger Alluvium 

4.371 

Non-command 

Older Alluvium 

5.743 

Command 

Erinpura Granite 

2.386 

Non-command 

Erinpura Granite 

8.147 

Non-command 

Older Alluvium 

10.858 

Non-command 

Older Alluvium 

3.105 

Non-command 

Younger Alluvium 

4.068 

Non-command 

Older Alluvium 

9.497 

Non-command 

Phyllite & Schist 

4.642 

Command 

Erinpura Granite 

0.009 

Non-command 

Erinpura Granite 

18.565 

Non-command 

Older Alluvium 

8.572 

Non-command 

Younger Alluvium 

4.385 

Command 

Erinpura Granite 

0.564 

Non-command 

Erinpura Granite 

17.007 

Non-command 

Older Alluvium 

16.324 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

40,000 

120 

130,000 

120,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

90,000 

60,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 


180 

150,000 

130,000 

150 

130,000 

110,000 

180 

150,000 

130,000 

150 

130,000 

110,000 

180 

150,000 

130,000 

120 

110,000 

100,000 

120 

110,000 

100,000 

150 

150,000 

120,000 

150 

150,000 

130,000 

180 

150,000 

130,000 

150 

130,000 

110,000 

180 

150,000 

130,000 

150 

250,000 

210,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

150 

150,000 

120,000 

150 

150,000 

130,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

150 

250,000 

210,000 

150 

150,000 

110,000 

120 

90,000 

90,000 

120 

110,000 

100,000 

120 

130,000 

100,000 

150 

130,000 

110,000 

150 

150,000 

110,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

130,000 

100,000 

120 

120,000 

90,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

110,000 

100,000 

120 

110,000 

100,000 

120 

100,000 

90,000 

150 

150,000 

110,000 

120 

160,000 

130,000 

120 

160,000 

130,000 

120 

130,000 

100,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.019 

0.019 

0.115 

0.131 

0.138 

0.138 

0.230 

0.230 

0.043 

0.043 

0.048 

0.062 

0.616 

0.827 

0.335 

0.378 

0.032 

0.032 

0.011 

0.011 


0.421 

0.475 

- 

- 

0.702 

0.783 

0.429 

0.527 

0.491 

0.599 

0.036 

0.036 

0.012 

0.012 

0.054 

0.077 

0.059 

0.059 


0.033 

0.033 

0.351 

0.351 

2.079 

2.079 

0.151 

0.151 

0.058 

0.058 

0.008 

0.008 

- 

- 1 

1.658 

1.951 

0.864 

1.008 

0.054 

0.066 

2.457 

2.720 

0.726 

1.064 

0.475 

0.637 

0.252 

0.265 

0.048 

0.048 

0.050 

0.070 

0.066 

0.089 

0.540 

0.540 

0.042 

0.042 

0.134 

0.145 

0.173 

0.173 

0.168 

0.168 

0.205 

0.205 

0.900 

1.009 

0.355 

0.391 

- 

- 

0.600 

0.600 

0.421 

0.505 

0.231 

0.231 

0.016 

0.016 

0.281 

0.300 

0.816 

1.830 


















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Bhainswara 


Bhaiv 


Bhanli Purohitan 


Bharoonda 


Bishangarh 


0818000202285900 


0819000102345600 


0818000202287800 


0820000802472400 


0818000302291500 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


(5) 


Fresh 


15.915 Fresh 


7.217 Fresh 


13.482 Fresh 


15.434 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Saline Non-command 



Bithiya 

0820000802471200 

15.074 

Fresh 

Bithura 

0818000202286700 

9.203 

Fresh 


Non-command 


Non-command 


Bokra 

0818000202285000 

11.946 

Saline 

Buderi 

0819000102343100 

3.453 

Fresh 

Budtara 

0818000202288400 

14.770 

Fresh 


Chandana 


Debawas 


Dechhoo 


Non-command 


Non-command 


Non-command 



Fresh Non-command 


Saline Non-command 


Fresh Non-command 


Chhipi 

0818000302291900 

2.415 

Fresh 

Dangara 

0818000302291100 

11.694 

Fresh 

Darbala 

0817000402165700 

13.968 

Fresh 

Dayalpura 1 

0818000202286300 

10.791 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



0818000202281400 


0818000202285300 


35.462 Saline Non-command 


12.355 Fresh Non-command 


Saline Non-command 



Deoli 

0819000102346700 

4.493 

Fresh 

Dhawala 

0818000302294400 

24.624 

Fresh 

Dodiyali 

0818000202288700 

12.655 

Fresh 

Doodni 

0820000902480200 

22.676 

Fresh 

Elana 

0818000302290800 

43.441 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Fatapura 


Firozpura 


Galthani 


Gola 


Gura Balotan 


0819000102344000 

2.536 

Fresh 

0820000802473300 

2.273 

Fresh 

0818000302292300 

13.223 

Fresh 

0820000802474200 

6.230 

Fresh 



17.573 Fresh 


Saline 


0819000102343200 

6.978 

0818000202286600 

7.232 



Non-command 


Non-command 


Non-command 


Jawai Dam 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Younger Alluvium 

8.389 

Non-command 

Younger Alluvium 

0.367 

Non-command 

Younger Alluvium 

7.217 

Non-command 

Older Alluvium 

11.795 

Non-command 

Younger Alluvium 

0.445 

Non-command 

Older Alluvium 

12.403 

Non-command 

Younger Alluvium 

2.586 

Non-command 

Older Alluvium 

3.616 

Non-command 

Older Alluvium 

0.123 

Non-command 

Younger Alluvium 

0.003 

Non-command 

Older Alluvium 

3.013 

Non-command 

Younger Alluvium 

3.361 

Non-command 

Older Alluvium 

7.298 

Non-command 

Younger Alluvium 

7.472 

Non-command 

Younger Alluvium 

2.326 

Non-command 

Younger Alluvium 

0.658 

Non-command 

Erinpura Granite 

1.042 

Non-command 

Phyllite & Schist 

0.211 

Non-command 

Older Alluvium 

5.752 

Non-command 

Younger Alluvium 

2.763 

Non-command 

Older Alluvium 

7.867 

Non-command 

Younger Alluvium 

5.233 

Non-command 

Older Alluvium 

5.620 

Non-command 

Younger Alluvium 

9.790 

Non-command 

Younger Alluvium 

2.415 

Non-command 

Younger Alluvium 

11.694 

Non-command 

Older Alluvium 

9.066 

Non-command 

Older Alluvium 

2.007 

Non-command 

Younger Alluvium 

1.881 

Non-command 

Older Alluvium 

3.003 

Non-command 

Younger Alluvium 

0.782 

Non-command 

Older Alluvium 

1.318 

Non-command 

Younger Alluvium 

1.025 

Non-command 

Older Alluvium 

0.102 

Non-command 

Younger Alluvium 

10.858 

Non-command 

Erinpura Granite 

4.493 

Non-command 

Older Alluvium 

10.599 

Non-command 

Younger Alluvium 

7.284 

Non-command 

Erinpura Granite 

6.398 

Non-command 

Older Alluvium 

29.131 

Non-command 

Younger Alluvium 

14.203 

Non-command 

Younger Alluvium 

2.536 

Non-command 

Older Alluvium 

1.142 

Non-command 

Older Alluvium 

9.812 

Command 

Erinpura Granite 

4.382 

Non-command 

Erinpura Granite 

1.847 

Non-command 

Older Alluvium 

0.964 

Non-command 

Younger Alluvium 

4.472 

Non-command 

Younger Alluvium 

15.569 

Non-command 

Younger Alluvium 

1.819 

Non-command 

Younger Alluvium 

6.774 

Non-command 

Older Alluvium 

0.766 

Non-command 

Younger Alluvium 

4.586 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

180 

150,000 

130,000 

150 

250,000 

210,000 

150 

150,000 

110,000 

120 

130,000 

100,000 

150 

150,000 

130,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

130,000 

100,000 

150 

130,000 

110,000 

180 

150,000 

130,000 

120 

70,000 

50,000 

150 

250,000 

210,000 

150 

130,000 

110,000 

180 

150,000 

130,000 

150 

150,000 

110,000 

120 

90,000 

90,000 

120 

110,000 

100,000 

120 

110,000 

100,000 

150 

130,000 

110,000 

180 

150,000 

130,000 

150 

130,000 

110,000 

180 

150,000 

130,000 

150 

130,000 

110,000 

180 

150,000 

130,000 

150 

150,000 

130,000 

150 

150,000 

130,000 

120 

130,000 

100,000 

150 

130,000 

110,000 

180 

150,000 

130,000 

150 

130,000 

110,000 

180 

150,000 

130,000 

120 

70,000 

50,000 

150 

150,000 

110,000 

120 

70,000 

50,000 

120 

90,000 

90,000 

120 

110,000 

100,000 

150 

130,000 

110,000 

180 

150,000 

130,000 

120 

160,000 

130,000 

150 

150,000 

120,000 

150 

150,000 

130,000 

150 

250,000 

210,000 

120 

130,000 

100,000 

150 

150,000 

120,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

150 

130,000 

110,000 

180 

150,000 

130,000 

150 

150,000 

110,000 

120 

90,000 

90,000 

150 

250,000 

210,000 

150 

130,000 

110,000 

180 

150,000 

130,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


1.638 


0.095 


0.165 


1.140 


0.663 


0.302 


0.065 


0.156 




0.042 

0.042 

0.693 

0.693 

0.017 

0.037 

0.047 

0.074 



0.180 

0.180 

0.036 

0.036 

0.149 

0.169 

0.094 

0.121 

0.033 

0.033 

0.023 

0.023 

0.066 

0.086 

0.140 

0.221 

0.137 

0.137 

2.535 

3.165 

0.180 

0.321 

0.033 

0.033 

0.047 

0.047 

0.017 

0.037 

- 

- 

- 

- 

0.924 

0.992 

0.006 

0.006 

0.583 

0.615 

0.264 

0.264 

0.264 

0.264 

0.468 

0.495 

0.281 

0.281 

5.076 

7.506 

2.672 

3.842 

0.095 

0.095 

0.048 

0.048 

0.792 

0.860 

0.126 

0.126 

0.050 

0.050 

0.017 

0.017 

0.117 

0.144 

0.891 

0.981 

0.583 

0.626 

0.252 

0.252 

0.083 

0.103 

0.749 

0.884 































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Jalor (M) 


Jalor 'B' (Rural) 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


12.555 Fresh 



Harjee 

0818000202288600 

23.435 

Fresh 

Jakhora 

0820000802473600 

22.834 

Fresh 


Non-command 


Non-command 


Jawai Dam 



0818000341801000 


0818000302293800 


79.397 Fresh 


6.933 Fresh 


Non-command 


Non-command 


Non-command 


Jana 

0820000802471400 

7.422 

Fresh 

Jhadoli 

0819000102343400 

38.351 

Fresh 

Jogapura 

0819000102343600 

18.420 

Fresh 

Joyla 

0819000102343700 

10.640 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Jubliganj 

0819000102342600 

1.752 

Fresh 

Kana Kolar 

0819000102347500 

11.221 

Fresh 

Kaniwara 

0818000202288000 

8.244 

Fresh 


Katarasan 


Kathari 


Keral 


Keshwana 


Kothar 


Kuaber 


Kuara 


Kukri Khera 


Kumahroon Ki Dhani 


Lakhmawa Bara 


Non-command 


Non-command 


Non-command 



0818000302292600 

8.386 

0817000402165900 

37.865 


0819000102342800 

2.304 

0818000302292500 

26.682 





Khara 

0818000202286100 

11.809 

Fresh 

Kharal 

0818000102276300 

8.001 

Fresh 

Khera Narwi 

0820000802472800 

2.028 

Fresh 

Khiwandi 

0820000802471700 

42.430 

Fresh 


Kolar 

0818000302292200 

12.089 

Fresh 

Koliwara 

0820000802473800 

18.133 

Fresh 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


9.139 Fresh Non-command 


Non-command 


Non-command 


Non-command 


Jawai Dam 


Non-command 


Non-command 


Jawai Dam 


Non-command 


7.156 Fresh Non-command 


0820000902481200 


26.902 Fresh 


Saline 


0818000302290900 

36.093 

0818000202287500 

11.756 

0819000102346800 

7.804 

0817000402165800 

14.425 

0819000102343000 

2.196 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


2.731 Non-command 




0818000302294300 


15.850 Fresh Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Older Alluvium 

0.207 

Command 

Younger Alluvium 

1.678 

Non-command 

Younger Alluvium 

4.278 

Non-command 

Younger Alluvium 

19.899 

Command 

Erinpura Granite 

6.341 

Command 

Phyllite & Schist 

6.567 

Non-command 

Erinpura Granite 

5.445 

Non-command 

Older Alluvium 

30.478 

Non-command 

Younger Alluvium 

1.806 

Non-command 

Older Alluvium 

4.186 

Non-command 

Younger Alluvium 

2.747 

Non-command 

Older Alluvium 

7.422 

Non-command 

Younger Alluvium 

0.133 

Non-command 

Younger Alluvium 

18.267 

Non-command 

Older Alluvium 

0.236 

Non-command 

Younger Alluvium 

6.676 

Non-command 

Younger Alluvium 

1.752 

Non-command 

Erinpura Granite 

4.493 

Non-command 

Older Alluvium 

2.219 

Non-command 

Younger Alluvium 

6.025 

Non-command 

Erinpura Granite 

0.537 

Non-command 

Older Alluvium 

0.801 

Non-command 

Phyllite & Schist 

0.173 

Non-command 

Older Alluvium 

2.213 

Non-command 

Older Alluvium 

6.434 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

2.304 

Non-command 

Older Alluvium 

17.656 

Non-command 

Younger Alluvium 

0.627 

Non-command 

Older Alluvium 

4.054 

Non-command 

Younger Alluvium 

3.906 

Non-command 

Older Alluvium 

0.276 

Non-command 

Younger Alluvium 

7.989 

Non-command 

Older Alluvium 

1.424 

Command 

Phyllite & Schist 

2.061 

Non-command 

Phyllite & Schist 

16.653 

Non-command 

Older Alluvium 

3.844 

Command 

Erinpura Granite 

13.944 

Command 

Phyllite & Schist 

0.212 

Non-command 

Erinpura Granite 

3.412 

Non-command 

Older Alluvium 

3.585 

Non-command 

Younger Alluvium 

1.384 

Non-command 

Erinpura Granite 

4.976 

Non-command 

Erinpura Granite 

1.755 

Non-command 

Older Alluvium 

31.030 

Non-command 

Younger Alluvium 

11.756 

Non-command 

Erinpura Granite 

7.804 

Non-command 

Older Alluvium 

6.161 

Non-command 

Older Alluvium 

1.729 

Non-command 

Younger Alluvium 

0.466 

Non-command 

Older Alluvium 

2.073 

Non-command 

Younger Alluvium 

0.658 

Non-command 

Older Alluvium 

9.225 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

150 

130,000 

110,000 

180 

150,000 

130,000 

180 

150,000 

130,000 

180 

150,000 

130,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

150 

130,000 

110,000 

150 

150,000 

110,000 

150 

130,000 

110,000 

150 

150,000 

110,000 

120 

130,000 

100,000 

150 

250,000 

210,000 

150 

250,000 

210,000 

120 

180,000 

150,000 

150 

250,000 

210,000 

150 

250,000 

210,000 

120 

110,000 

100,000 

150 

130,000 

110,000 

150 

150,000 

110,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

150 

150,000 

120,000 

120 

130,000 

100,000 

120 

30,000 

30,000 

120 

180,000 

150,000 

150 

150,000 

120,000 

150 

150,000 

130,000 

150 

150,000 

120,000 

150 

150,000 

130,000 

150 

130,000 

110,000 

150 

150,000 

130,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

150 

150,000 

120,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

120,000 

90,000 

120 

160,000 

130,000 

120 

70,000 

50,000 

150 

150,000 

120,000 

180 

150,000 

130,000 

120 

110,000 

100,000 

120 

130,000 

100,000 

120 

180,000 

150,000 

150 

250,000 

210,000 

120 

180,000 

150,000 

150 

250,000 

210,000 

150 

130,000 

110,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.017 

0.017 

0.094 

0.094 

0.491 

0.491 

1.240 

1.267 

0.151 

0.151 

0.182 

0.182 

0.134 

0.134 

0.479 

0.518 

0.033 

0.033 

0.710 

0.730 

0.479 

0.502 

0.696 

0.696 

- 

- 

2.174 

2.212 

0.036 

0.036 

1.386 

1.461 

2.174 

2.399 

0.072 

0.085 

- 

- 

0.017 

0.017 

0.050 

0.050 

0.108 

0.108 

0.019 

0.019 

0.180 

0.203 

0.192 

0.286 



2.262 

2.510 

0.036 

0.036 

0.086 

0.098 

0.730 

0.778 

0.108 

0.108 

0.269 

0.269 

- 

- | 

0.067 

0.067 

0.516 

0.516 

0.184 

0.184 

0.078 

0.078 

0.012 

0.012 

0.450 

1.553 

0.608 

0.635 

0.192 

0.192 

0.132 

0.303 

0.270 

0.270 

0.126 

0.126 

0.306 

0.306 

0.189 

0.189 

0.165 

0.185 









































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 



Madri 

0818000202286400 

4.650 

Fresh 

Maheshpura 

0818000302294200 

8.634 

Fresh 

Malpura 

0818000202289000 

8.280 

Fresh 


Manadar 


Mandwala 


Mubari 


Mudi 


Pachanawa 


Paharpur 


Palasiya 


Palasiya Khurd 


Pandgara 


Paota 



0819000102342500 


0818000302291300 



Non-command 


102.270 Fresh Non-command 


12.228 Fresh Non-command 


Saline Non-command 


Meda Uparla 

0818000302294500 

51.913 

Fresh 

Meethri 

0818000202284700 

16.863 

Saline 


Mochhal 

0819000102344100 

15.039 

Fresh 

Mordoo 

0820000802472200 

6.438 

Fresh 




0817000402164900 


0818000302291700 


Non-command 


4.185 Fresh Jawai Dam 


Non-command 


24.537 Fresh Non-command 


13.982 Fresh Non-command 


Saline Non-command 



Narsana 

0818000302291600 

12.424 

Saline 

Nawa Bas 

0819000102347000 

1.551 

Fresh 

Netra 

0820000802472000 

9.951 

Fresh 


Non-command 


24.816 Fresh Non-command 




Saline Non-command 


12.676 Fresh Non-command 


Oon 

0818000202287900 

6.428 

Fresh 

Otwala 

0818000102276200 

21.248 

Fresh 




0818000202288900 


0818000302291800 


2.914 Fresh Non-command 


10.555 Fresh Non-command 


Saline Non-command 



0818000202290100 


6.446 Fresh Jawai Dam 


Non-command 



0818000202290200 


0818000202288200 


0818000202289600 



3.114 Fresh Non-command 


13.335 Fresh Non-command 


9.930 Fresh Jawai Dam 


Non-command 


Pariharon Ki Dhani 


0817000402164700 


40.374 Fresh Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Younger Alluvium 

6.625 

Non-command 

Younger Alluvium 

4.650 

Non-command 

Younger Alluvium 

8.634 

Command 

Younger Alluvium 

0.951 

Non-command 

Younger Alluvium 

1.121 

Non-command 

Older Alluvium 

5.626 

Non-command 

Younger Alluvium 

35.823 

Non-command 

Older Alluvium 

0.773 

Non-command 

Younger Alluvium 

8.323 

Non-command 

Older Alluvium 

0.898 

Non-command 

Younger Alluvium 

2.234 

Non-command 

Older Alluvium 

19.186 

Non-command 

Older Alluvium 

0.293 

Non-command 

Younger Alluvium 

2.549 

Non-command 

Younger Alluvium 

10.285 

Command 

Phyllite & Schist 

6.049 

Non-command 

Phyllite & Schist 

0.389 

Command 

Younger Alluvium 

1.906 

Non-command 

Younger Alluvium 

1.108 

Non-command 

Jalore Granite 

0.877 

Non-command 

Younger Alluvium 

1.428 

Non-command 

Older Alluvium 

9.405 

Non-command 

Younger Alluvium 

3.058 

Non-command 

Older Alluvium 

7.743 

Non-command 

Erinpura Granite 

1.551 

Command 

Erinpura Granite 

0.333 

Command 

Phyllite & Schist 

2.510 

Non-command 

Erinpura Granite 

2.731 

Non-command 

Phyllite & Schist 

0.920 

Non-command 

Older Alluvium 

11.961 

Non-command 

Younger Alluvium 

4.248 

Non-command 

Older Alluvium 

8.607 

Non-command 

Older Alluvium 

10.417 

Non-command 

Younger Alluvium 

2.259 

Non-command 

Younger Alluvium 

6.428 

Non-command 

Older Alluvium 

0.188 

Non-command 

Younger Alluvium 

20.714 

Non-command 

Younger Alluvium 

2.898 

Non-command 

Younger Alluvium 

8.144 

Non-command 

Older Alluvium 

1.829 

Non-command 

Younger Alluvium 

0.582 

Command 

Older Alluvium 

0.068 

Non-command 

Older Alluvium 

3.675 

Non-command 

Younger Alluvium 

1.872 

Non-command 

Older Alluvium 

0.055 

Non-command 

Younger Alluvium 

3.059 

Non-command 

Older Alluvium 

10.095 

Non-command 

Younger Alluvium 

0.495 

Command 

Older Alluvium 

3.370 

Command 

Younger Alluvium 

0.085 

Non-command 

Older Alluvium 

0.421 

Non-command 

Younger Alluvium 

2.384 

Non-command 

Jalore Granite 

3.763 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

150 

150,000 

110,000 

180 

150,000 

130,000 

150 

150,000 

110,000 

180 

150,000 

130,000 

180 

150,000 

130,000 

120 

180,000 

150,000 

150 

250,000 

210,000 

150 

150,000 

120,000 

150 

150,000 

130,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

150 

130,000 

110,000 

120 

70,000 

50,000 

120 

90,000 

90,000 

150 

250,000 

210,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

180 

150,000 

130,000 

180 

150,000 

130,000 

120 

90,000 

70,000 

150 

150,000 

130,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

110,000 

100,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

150 

150,000 

120,000 

150 

150,000 

130,000 

120 

100,000 

90,000 

120 

130,000 

100,000 

120 

120,000 

90,000 

150 

150,000 

110,000 

150 

150,000 

120,000 

150 

150,000 

130,000 

180 

150,000 

130,000 

150 

150,000 

130,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

150 

130,000 

110,000 

150 

130,000 

110,000 

180 

150,000 

130,000 

150 

130,000 

110,000 

180 

150,000 

130,000 

150 

130,000 

110,000 

150 

150,000 

110,000 

150 

130,000 

110,000 

180 

150,000 

130,000 

150 

130,000 

110,000 

180 

150,000 

130,000 

120 

90,000 

70,000 


Wells with 


MCM 

MCM 

(15) 

(16) 

0.132 

0.155 

0.491 

0.545 

0.083 

0.083 

0.070 

0.070 

0.445 

0.499 

0.108 

0.130 

1.229 

1.417 

0.162 

0.207 

1.853 

2.213 

0.324 

0.384 

0.799 

0.955 

0.347 

0.406 

- 

- 

0.022 

0.033 

0.630 

0.705 

0.086 

0.086 

0.010 

0.010 

0.749 

0.776 

1.217 

1.271 

0.008 

0.008 

0.507 

0.530 

0.216 

0.228 

0.065 

0.065 

- 

- 

0.072 

0.072 

0.017 

0.017 

0.115 

0.115 

0.109 

0.109 

0.038 

0.038 

1.098 

1.526 

0.429 

0.587 

0.896 

1.208 

1.656 

1.687 

0.324 

0.324 

0.281 

0.304 

0.036 

0.036 

3.978 

4.361 

0.211 

0.211 

0.819 

1.044 

0.346 

0.442 

0.108 

0.132 

0.033 

0.033 

0.215 

0.215 

0.140 

0.140 


0.491 

0.491 

0.264 

0.284 

0.017 

0.017 

0.198 

0.218 

- 

- 

0.066 

0.066 

0.491 

0.545 

0.025 

0.079 








































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 



Phachariya 

0819000102347100 

3.607 

Fresh 

Pomawa 

0820000802472300 

14.900 

Fresh 



Posaliyan 

0819000102343800 

14.697 

Fresh 

Poyana 

0820000802472900 

3.158 

Fresh 


Ranchhor Nagar 


Rasiyawas 


Rowara 


Rughnathpura 


Samati Pura 


Samooja 


Sankarna 


Sanphara 


Sardargarh 


Sarupura 


Sayla 




Rajanwari 

0818000202288100 

5.579 

Fresh 

Ramnagar 

0820000802474100 

1.640 

Fresh 



Non-command 


3.263 Fresh Non-command 


0818000302293700 


0818000202289900 6.534 Fresh Jawai Dam 



Ratanpura 

0818000202285500 

9.635 

Fresh 

Ratunja 

0818000302291200 

5.264 

Fresh 



Saline Non-command 


Relon Ki Dhani 

0817000402164800 

19.122 

Fresh 

Rewatra 

0818000102276600 

15.716 

Fresh 

Rojra 

0820000802472100 

16.328 

Fresh 



0819000102342700 


0820000902480300 


0818000302294000 


0818000202284500 


Non-command 


40.831 Fresh Non-command 


14.869 Fresh Non-command 


Saline Non-command 


5.420 Fresh Non-command 


Saline Non-command 


23.280 Fresh Non-command 



Saline Non-command 


0818000202285600 12.468 Fresh Non-command 


0818000302292000 17.025 Fresh Non-command 


Sanwara 

0818000202287700 

11.962 

Fresh 

Sapni 

0818000202285100 

3.702 

Saline 



0818000302293900 


0818000202285200 


0818000102276100 58.476 Fresh Non-command 


2.353 Fresh Non-command 


Saline Non-command 


5.666 Saline Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

5.617 

Non-command 

Erinpura Granite 

0.747 

Command 

Phyllite & Schist 

11.782 

Non-command 

Older Alluvium 

0.308 

Non-command 

Phyllite & Schist 

2.193 

Non-command 

Younger Alluvium 

8.751 

Non-command 

Older Alluvium 

2.194 

Non-command 

Younger Alluvium 

0.622 

Command 

Older Alluvium 

1.204 

Command 

Phyllite & Schist 

4.715 

Non-command 

Older Alluvium 

3.037 

Non-command 

Phyllite & Schist 

3.174 

Non-command 

Older Alluvium 

5.579 

Command 

Erinpura Granite 

1.472 

Non-command 

Erinpura Granite 

0.168 

Non-command 

Older Alluvium 

0.001 

Non-command 

Younger Alluvium 

3.262 

Command 

Older Alluvium 

1.744 

Command 

Younger Alluvium 

0.460 

Non-command 

Older Alluvium 

0.070 

Non-command 

Younger Alluvium 

3.862 

Non-command 

Younger Alluvium 

9.413 

Non-command 

Older Alluvium 

0.692 

Non-command 

Younger Alluvium 

3.163 

Non-command 

Older Alluvium 

1.409 

Non-command 

Younger Alluvium 

0.000 

Non-command 

Jalore Granite 

0.222 

Non-command 

Older Alluvium 

0.378 

Command 

Phyllite & Schist 

8.093 

Non-command 

Phyllite & Schist 

7.290 

Non-command 

Older Alluvium 

0.273 

Non-command 

Younger Alluvium 

32.124 

Non-command 

Erinpura Granite 

11.023 

Non-command 

Erinpura Granite 

0.427 

Non-command 

Younger Alluvium 

5.124 

Non-command 

Younger Alluvium 

0.296 

Non-command 

Older Alluvium 

2.785 

Non-command 

Younger Alluvium 

11.646 

Non-command 

Older Alluvium 

0.905 

Non-command 

Younger Alluvium 

1.807 

Non-command 

Older Alluvium 

1.204 

Non-command 

Younger Alluvium 

11.264 

Non-command 

Older Alluvium 

11.314 

Non-command 

Younger Alluvium 

5.520 

Non-command 

Younger Alluvium 

11.962 

Non-command 

Older Alluvium 

1.180 

Non-command 

Younger Alluvium 

0.000 

Non-command 

Younger Alluvium 

1.699 

Non-command 

Younger Alluvium 

0.653 

Non-command 

Older Alluvium 

1.346 

Non-command 

Younger Alluvium 

4.320 

Non-command 

Older Alluvium 

0.250 

Non-command 

Younger Alluvium 

9.107 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

130,000 

100,000 

120 

110,000 

100,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

150 

250,000 

210,000 

120 

130,000 

100,000 

120 

120,000 

90,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

150 

130,000 

110,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

150 

130,000 

110,000 

150 

150,000 

110,000 

150 

130,000 

110,000 

180 

150,000 

130,000 

150 

130,000 

110,000 

180 

150,000 

130,000 

150 

150,000 

110,000 

150 

150,000 

120,000 

150 

150,000 

130,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

90,000 

70,000 

150 

150,000 

120,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

180,000 

150,000 

150 

250,000 

210,000 

120 

160,000 

130,000 

120 

70,000 

50,000 

150 

150,000 

110,000 

120 

90,000 

90,000 

150 

130,000 

110,000 

150 

150,000 

110,000 

120 

70,000 

50,000 

120 

90,000 

90,000 

150 

130,000 

110,000 

150 

150,000 

110,000 

150 

150,000 

120,000 

150 

150,000 

130,000 

180 

150,000 

130,000 

120 

70,000 

50,000 

120 

90,000 

90,000 

150 

150,000 

110,000 

120 

90,000 

90,000 

120 

70,000 

50,000 

120 

90,000 

90,000 

150 

150,000 

120,000 

150 

150,000 

130,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.048 

0.173 

0.012 

0.012 

0.173 

0.173 

- 

- 

0.029 

0.029 

2.237 

2.312 

0.108 

0.108 

0.032 

0.032 

0.048 

0.048 

0.134 

0.134 

0.108 

0.108 

0.086 

0.086 

0.099 

0.099 

0.084 

0.084 

0.008 

0.008 

- 

- f 

0.297 

0.387 

0.182 

0.182 

0.070 

0.070 


0.398 

0.398 

0.479 

0.479 

0.108 

0.153 

0.566 

0.746 

0.378 

0.498 



0.134 

0.134 

0.125 

0.125 

0.018 

0.018 

2.174 

2.174 

0.265 

0.265 

0.006 

0.006 

0.066 

0.066 

0.043 

0.043 

0.116 

0.116 

0.479 

0.524 

0.024 

0.024 

0.086 

0.086 

0.066 

0.066 

0.611 

0.611 

0.738 

1.638 

0.390 

0.840 

0.515 

0.650 

- 

j 

- 

- 

0.132 

0.132 

0.086 

0.086 

0.012 

0.012 

0.086 

0.086 

0.036 

0.059 

1.229 

1.769 




















































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Sonpura 


Sugaliya Balotan 


Tadwa 


Taleta 


Teekhi 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


Fresh Jawai Dam 


Non-command 


Sedariya Kupawatan 

0818000202284600 

7.327 

Saline 

Sheoganj (M) 

0819000141901000 

5.976 

Fresh 


Non-command 


Non-command 



0820000802474000 


2.069 Fresh Jawai Dam 


Non-command 



0818000302292400 


0819000102343500 


0818000302291400 




Telwara 

0817000402165400 

48.547 

Fresh 

Thalunda 

0818000302290600 

8.498 

Saline 

Thanwla 

0818000202287600 

8.465 

Fresh 

Ummedabad 

0818000302291000 

43.806 

Fresh 


Fresh Non-command 


Fresh Non-command 


Fresh Non-command 


Saline Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


11004015 


Vadka 

0819000102343900 

2.466 

Fresh 

Van 

0819000102344200 

20.163 

Fresh 

Vedana Kalan 

0818000202289100 

5.576 

Fresh 


Virana 


Water Body 


Akhapura Khuni 


Amli 


Amliya 


Arathwara 


Bhaiv 


Chamunderi Rana Watan 


Chandana 


Chhiba Gaon 


Non-command 


Non-command 


Jawai Dam 



0818000102276400 

8.136 

0818000318900004 

8.452 

0819000102346400 

2.620 

0819000302359700 

10.323 


0820000902482000 

7.437 

0819000102345700 

20.197 



Bagar 

0820000802472500 

8.382 

Fresh 

Baida 

0819000202352300 

10.920 

Fresh 

Bar Gaon 

0819000102346600 

29.108 

Fresh 

Baravera 

0819000102349200 

10.502 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0819000102345600 

15.915 

0820000902481800 

20.385 


0819000102346500 

1.535 

0819000102348100 

28.834 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


11.002 Fresh Non-command 


Saline Non-command 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Older Alluvium 

0.177 

Non-command 

Older Alluvium 

0.170 

Non-command 

Younger Alluvium 

1.505 

Non-command 

Younger Alluvium 

1.148 

Non-command 

Erinpura Granite 

2.121 

Non-command 

Phyllite & Schist 

0.288 

Non-command 

Erinpura Granite 

0.036 

Non-command 

Phyllite & Schist 

0.102 

Command 

Erinpura Granite 

0.302 

Non-command 

Erinpura Granite 

1.767 

Command 

Older Alluvium 

2.126 

Command 

Younger Alluvium 

0.291 

Non-command 

Older Alluvium 

0.022 

Non-command 

Younger Alluvium 

0.299 

Command 

Erinpura Granite 

0.266 

Command 

Phyllite & Schist 

10.196 

Non-command 

Erinpura Granite 

0.203 

Non-command 

Phyllite & Schist 

0.433 

Non-command 

Older Alluvium 

3.155 

Non-command 

Younger Alluvium 

1.277 

Non-command 

Younger Alluvium 

5.949 

Non-command 

Older Alluvium 

0.018 

Non-command 

Younger Alluvium 

0.278 

Non-command 

Older Alluvium 

32.205 

Non-command 

Older Alluvium 

8.498 

Non-command 

Younger Alluvium 

8.465 

Non-command 

Older Alluvium 

11.906 

Non-command 

Younger Alluvium 

31.132 

Non-command 

Younger Alluvium 

2.466 

Non-command 

Younger Alluvium 

0.089 

Command 

Older Alluvium 

0.001 

Command 

Younger Alluvium 

0.004 

Non-command 

Older Alluvium 

0.398 

Non-command 

Younger Alluvium 

8.452 

Non-command 

Erinpura Granite 

1.918 

Non-command 

Erinpura Granite 

0.007 

Non-command 

Erinpura Granite 

0.001 

Non-command 

Erinpura Granite 

0.048 

Non-command 

Phyllite & Schist 

1.661 

Non-command 

Younger Alluvium 

7.879 

Non-command 

Older Alluvium 

4.637 

Non-command 

Phyllite & Schist 

0.158 

Non-command 

Erinpura Granite 

10.534 

Non-command 

Erinpura Granite 

4.868 

Non-command 

Phyllite & Schist 

4.843 

Non-command 

Younger Alluvium 

6.406 

Non-command 

Erinpura Granite 

1.708 

Non-command 

Erinpura Granite 

13.090 

Non-command 

Erinpura Granite 

0.282 

Non-command 

Erinpura Granite 

11.517 

Non-command 

Phyllite & Schist 

9.701 

Non-command 

Erinpura Granite 

3.553 

Non-command 

Erinpura Granite 

6.350 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

150 

130,000 

110,000 

150 

130,000 

110,000 

180 

150,000 

130,000 

120 

90,000 

90,000 

120 

110,000 

100,000 

120 

110,000 

100,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

150 

130,000 

110,000 

180 

150,000 

130,000 

150 

130,000 

110,000 

180 

150,000 

130,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

150 

150,000 

120,000 

150 

250,000 

210,000 

150 

150,000 

130,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

130,000 

100,000 

120 

100,000 

90,000 

180 

150,000 

130,000 

150 

150,000 

120,000 

150 

150,000 

130,000 

150 

250,000 

210,000 

150 

250,000 

210,000 

150 

130,000 

110,000 

180 

150,000 

130,000 

150 

150,000 

120,000 

150 

150,000 

110,000 

120 

110,000 

100,000 

120 

150,000 

120,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

110,000 

100,000 

150 

250,000 

210,000 

120 

130,000 

100,000 

120 

180,000 

150,000 

120 

110,000 

100,000 

120 

110,000 

100,000 

120 

110,000 

100,000 

150 

250,000 

210,000 

120 

160,000 

130,000 

120 

70,000 

50,000 

120 

110,000 

100,000 

120 

110,000 

100,000 

120 

110,000 

100,000 

120 

160,000 

130,000 

120 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.495 


0.050 


0.632 


0.011 


0.096 


0.012 




0.017 

0.017 

0.076 

0.076 

0.050 

0.050 

- 

- 

0.017 

0.017 

0.257 

0.257 

0.017 

0.017 

0.576 

0.600 

0.008 

0.008 

0.029 

0.029 

0.324 

0.684 

0.095 

0.095 

1.092 

1.137 

0.032 

0.032 

0.572 

0.596 

0.288 

0.663 

0.432 

0.576 

2.574 

3.114 

0.036 

0.082 

0.117 

0.275 

0.347 

0.347 



0.182 

0.182 

0.144 

0.144 



0.168 

0.181 

2.142 

2.367 

0.072 

0.072 

0.018 

0.018 

0.336 

0.336 

0.060 

0.073 

0.060 

0.060 

1.449 

1.599 

0.156 

0.156 

0.456 

0.464 

0.048 

0.048 

0.312 

0.325 

0.252 

0.252 

0.047 

0.047 

0.030 

0.030 



























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Jaitpura 


Joyla 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Darla Padar 

0819000302358100 

10.176 

Fresh 

Devon Ka Bera 

0819000102349300 

26.679 

Fresh 


Non-command 


Non-command 



Dharubana 

0819000102347400 

8.714 

Fresh 

Fatapura 

0820000802473300 

2.273 

Fresh 

Godana 

0819000102347700 

14.564 

Fresh 


Non-command 


Non-command 


Non-command 



0819000102346200 

3.607 

0819000102343700 

10.640 


Non-command 


Non-command 


Non-command 


Non-command 



Kaldari 

0819000102349100 

6.400 

Fresh 

Kana Kolar 

0819000102347500 

11.221 

Fresh 

Kanpura 

0820000802473500 

3.717 

Fresh 


Non-command 


Non-command 


Non-command 


Kesarpura 

0819000102346300 

3.923 

Fresh 

Keshavganj 

0819000302359500 

3.874 

Fresh 

Khandra 

0819000102346000 

6.676 

Fresh 


Khejariya 


Khera Narwi 


Korta 


Kothar 


Lakhmawa Bara 


Lalpura 


Lundara 


Mochhal 


Muri 


Nana 


Non-command 


Non-command 


Non-command 



0819000102347200 

3.649 

0820000802472800 

2.028 

0820000802472600 

7.156 

0820000902481200 

26.902 

0819000102343000 

2.196 

0820000902481600 

11.744 

0820000902481500 

32.062 



0819000102344100 

15.039 

0819000302358200 

5.932 

0820000902482200 

46.067 



0819000102349000 

34.944 

0820000802473100 

21.902 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Phachariya 

0819000102347100 

3.607 

Fresh 

Posaliyan 

0819000102343800 

14.697 

Fresh 


Non-command 


Non-command 


Poyana 

0820000802472900 

3.158 

Fresh 

Radbar 

0819000102347900 

19.309 

Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Erinpura Granite 

9.608 

Non-command 

Phyllite & Schist 

2.665 

Non-command 

Erinpura Granite 

10.956 

Non-command 

Phyllite & Schist 

0.613 

Non-command 

Erinpura Granite 

4.111 

Non-command 

Erinpura Granite 

19.899 

Non-command 

Phyllite & Schist 

6.086 

Non-command 

Erinpura Granite 

4.472 

Non-command 

Younger Alluvium 

0.001 

Non-command 

Erinpura Granite 

8.664 

Non-command 

Older Alluvium 

1.130 

Non-command 

Erinpura Granite 

13.679 

Non-command 

Phyllite & Schist 

0.628 

Non-command 

Erinpura Granite 

0.091 

Non-command 

Erinpura Granite 

1.993 

Non-command 

Erinpura Granite 

3.607 

Non-command 

Erinpura Granite 

0.000 

Non-command 

Older Alluvium 

0.664 

Non-command 

Younger Alluvium 

3.064 

Non-command 

Phyllite & Schist 

5.592 

Non-command 

Erinpura Granite 

3.118 

Non-command 

Erinpura Granite 

1.677 

Non-command 

Older Alluvium 

0.529 

Non-command 

Erinpura Granite 

3.923 

Non-command 

Erinpura Granite 

1.355 

Non-command 

Erinpura Granite 

2.785 

Non-command 

Phyllite & Schist 

3.353 

Non-command 

Younger Alluvium 

0.519 

Non-command 

Erinpura Granite 

4.137 

Non-command 

Phyllite & Schist 

2.969 

Non-command 

Erinpura Granite 

3.649 

Non-command 

Older Alluvium 

0.605 

Non-command 

Older Alluvium 

2.058 

Non-command 

Erinpura Granite 

2.426 

Non-command 

Older Alluvium 

0.001 

Non-command 

Erinpura Granite 

11.744 

Non-command 

Erinpura Granite 

27.752 

Non-command 

Erinpura Granite 

4.309 

Non-command 

Erinpura Granite 

14.605 

Non-command 

Erinpura Granite 

4.834 

Non-command 

Younger Alluvium 

0.329 

Non-command 

Erinpura Granite 

3.134 

Non-command 

Erinpura Granite 

3.499 

Non-command 

Erinpura Granite 

7.821 

Non-command 

Phyllite & Schist 

4.199 

Non-command 

Erinpura Granite 

17.976 

Non-command 

Older Alluvium 

3.926 

Non-command 

Younger Alluvium 

0.000 

Non-command 

Erinpura Granite 

2.855 

Non-command 

Erinpura Granite 

0.580 

Non-command 

Younger Alluvium 

5.366 

Non-command 

Older Alluvium 

0.342 

Non-command 

Erinpura Granite 

12.772 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

110,000 

100,000 

120 

110,000 

100,000 

120 

110,000 

100,000 

120 

110,000 

100,000 

120 

150,000 

120,000 

120 

110,000 

100,000 

120 

110,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

90,000 

120 

110,000 

100,000 

120 

130,000 

100,000 

120 

110,000 

100,000 

120 

110,000 

100,000 

120 

160,000 

130,000 

120 

70,000 

50,000 

120 

110,000 

100,000 

120 

110,000 

100,000 

120 

180,000 

150,000 

150 

250,000 

210,000 

120 

110,000 

100,000 

120 

110,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

110,000 

100,000 

120 

150,000 

120,000 

120 

110,000 

100,000 

120 

110,000 

100,000 

150 

250,000 

210,000 

120 

150,000 

120,000 

120 

180,000 

150,000 

120 

110,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

160,000 

130,000 

120 

180,000 

150,000 

120 

160,000 

130,000 

120 

160,000 

130,000 

120 

70,000 

50,000 

120 

160,000 

130,000 

120 

70,000 

50,000 

150 

250,000 

210,000 

120 

150,000 

120,000 

120 

160,000 

130,000 

120 

70,000 

50,000 

120 

110,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

120,000 

90,000 

120 

110,000 

100,000 

120 

110,000 

100,000 

150 

250,000 

210,000 

120 

130,000 

100,000 

120 

110,000 

100,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.348 

0.348 

0.096 

0.096 

0.240 

0.240 

0.012 

0.012 

- 

- 

0.060 

0.060 

0.012 

0.012 

0.151 

0.151 


0.408 

0.434 

0.048 

0.048 

0.444 

0.470 

0.024 

0.024 


0.054 

0.054 

0.408 

0.408 


0.072 

0.072 

0.630 

0.668 

0.120 

0.133 

0.048 

0.061 

0.168 

0.168 

0.072 

0.072 

0.180 

0.180 

0.014 

0.014 

0.084 

0.097 

0.096 

0.109 

0.032 

0.032 

0.029 

0.029 

0.036 

0.036 

0.228 

0.228 

0.012 

0.012 

0.300 

0.300 

0.031 

0.031 

- 

- 

0.156 

0.156 

0.437 

0.475 

0.024 

0.024 

0.343 

0.420 

0.042 

0.050 

0.032 

0.032 

0.086 

0.086 

0.203 

0.203 

0.174 

0.174 

0.132 

0.158 

0.403 

0.403 

0.120 

0.120 

- 

- 

0.048 

0.048 

0.060 

0.060 

1.355 

1.393 

0.012 

0.012 

0.324 

0.324 


































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



11004016 


Sadalwa 


Salodariya 


Sarneshwarji 


Sheoganj (M) 


Sikhon Ka Jor 


Sirohi (M) 


Siwera 


Surajpura 


Sutharon Ka Gurha 


Uthman 


Van 


Velar 


Vera Rampura 


Vera Vilpur 


Viroli 


Amba Ka Khadra 


Amliya 


Aradwan 


0819000302359600 

5.692 

0820000802473200 

2.656 

0819000202352200 

32.802 

0819000141901000 

5.976 

0819000102347600 

5.284 

0819000241902000 

43.752 

0819000302358300 

9.341 

0819000102347300 

4.077 

0819000102345800 

2.317 

0819000102348200 

13.277 

0819000102344200 

20.163 

0820000902481300 

35.803 


0819000102346100 

1.819 

0819000102348900 

10.308 

0819000302358000 

15.505 

0826000303084700 

3.242 

0820000902482000 

7.437 

0820000902482900 

8.545 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non_command 


Non-command 


Non-command 


Balwana 


Bankawas 


Barawal 


Beejapur 


Beesalpur 


Bera 


0820000802474300 

18.771 

0826000303088300 

8.771 

0820000902480400 

2.464 


18.771 Fresh Non-command 


8.771 Saline Non command 


2.464 Fresh Non-command 


Saline Non-command 


0820000902479800 

21.313 

0820000902477500 

43.495 

0820000902480600 

51.670 



Bhagli 

0820000902477600 

6.820 

Fresh 

Bhandar 

0820000902481000 

29.291 

Saline 



4.015 Saline Non command 


13.617 Fresh Non-command 


Bhaton Ka Sayra 

0826000203070500 

15.923 

Fresh 

Bhatoond 

0820000902479900 

29.177 

Fresh 



48.204 Saline Non-command 


Bokhara 

0826000203070300 

47.239 

Fresh 

Champa Ki Nal 

0826000303084400 

8.474 

Saline 

Chamunderi Rana Watan 

0820000902481800 

20.385 

Saline 

Chana Ki Umar 

0826000303087700 

3.876 

Saline 



Cheetarawas 


0826000203074700 


8.370 Fresh Non command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

2.998 

Non-command 

Phyllite & Schist 

1.209 

Non-command 

Younger Alluvium 

2.345 

Non-command 

Erinpura Granite 

0.229 

Non-command 

Older Alluvium 

2.656 

Non-command 

Phyllite & Schist 

10.210 

Non-command 

Erinpura Granite 

3.566 

Non-command 

Erinpura Granite 

5.284 

Non-command 

Phyllite & Schist 

0.450 

Non-command 

Erinpura Granite 

1.381 

Non-command 

Erinpura Granite 

4.077 

Non-command 

Phyllite & Schist 

2.317 

Non-command 

Phyllite & Schist 

1.061 

Non-command 

Younger Alluvium 

0.084 

Non-command 

Erinpura Granite 

12.948 

Non-command 

Erinpura Granite 

10.033 

Non-command 

Erinpura Granite 

1.819 

Non-command 

Phyllite & Schist 

0.071 

Non-command 

Erinpura Granite 

8.114 

Command 

Phyllite & Schist 

0.085 

Non-command 

Erinpura Granite 

5.056 

Non-command 

Erinpura Granite 

0.383 

Non-command 

Phyllite & Schist 

6.174 

Non-command 

Erinpura Granite 

5.276 

Command 

Erinpura Granite 

0.005 

Non-command 

Erinpura Granite 

0.174 

Non-command 

Erinpura Granite 

2.290 

Non-command 

Erinpura Granite 

19.238 

Non-command 

Erinpura Granite 

8.391 

Non-command 

Erinpura Granite 

9.177 

Non-command 

Phyllite & Schist 

0.735 

Non-command 

Erinpura Granite 

35.929 

Non-command 

Phyllite & Schist 

5.407 

Command 

Erinpura Granite 

0.037 

Command 

Phyllite & Schist 

0.088 

Non-command 

Erinpura Granite 

0.630 

Non-command 

Phyllite & Schist 

0.716 

Non-command 

Erinpura Granite 

2.091 

Non-command 

Phyllite & Schist 

9.983 

Non-command 

Erinpura Granite 

0.526 

Non-command 

Erinpura Granite 

21.303 

Non-command 

Phyllite & Schist 

7.409 

Command 

Phyllite & Schist 

6.084 

Non-command 

Erinpura Granite 

25.388 

Non-command 

Phyllite & Schist 

1.887 

Non-command 

Erinpura Granite 

5.304 

Non-command 

Phyllite & Schist 

26.473 

Command 

Phyllite & Schist 

16.180 

Command 

Phyllite & Schist 

2.635 

Non-command 

Erinpura Granite 

5.587 

Command 

Erinpura Granite 

0.003 

Command 

Phyllite & Schist 

1.415 

Command 

Phyllite & Schist 

0.154 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

110,000 

100,000 

120 

110,000 

100,000 

150 

250,000 

210,000 

120 

150,000 

120,000 

120 

130,000 

100,000 

120 

180,000 

150,000 

120 

110,000 

100,000 

120 

110,000 

100,000 

120 

180,000 

150,000 

120 

150,000 

120,000 

120 

110,000 

100,000 

120 

110,000 

100,000 

120 

110,000 

100,000 

150 

250,000 

210,000 

120 

160,000 

130,000 

120 

70,000 

50,000 

120 

110,000 

100,000 

120 

110,000 

100,000 

120 

150,000 

120,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

50,000 

20,000 

120 

160,000 

130,000 

120 

70,000 

50,000 

120 

160,000 

130,000 

120 

160,000 

130,000 

120 

160,000 

130,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

160,000 

130,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

160,000 

130,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

50,000 

120 

160,000 

130,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

60,000 

50,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.072 

0.072 

0.144 

0.157 

0.725 

0.763 

0.014 

0.014 

0.240 

0.240 

0.072 

0.072 

0.156 

0.156 

- 

- 

0.018 

0.018 

0.029 

0.029 

0.216 

0.242 

0.372 

0.372 

0.120 

0.120 

- 

- 

0.140 

0.140 

0.042 

0.042 

0.144 

0.184 



0.042 

0.042 

0.084 

0.095 


0.016 

0.016 

0.042 

0.042 

1.466 

1.466 

0.140 

0.159 

0.530 

0.568 

0.032 

0.032 

0.804 

0.871 

0.120 

0.128 



0.016 

0.016 

0.011 

0.011 

0.018 

0.018 

0.108 

0.108 

0.016 

0.016 

0.750 

0.750 

0.258 

0.258 

0.144 

0.144 

0.047 

0.047 


0.204 

0.204 

0.996 

0.996 

0.186 

0.186 





















































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Chimanpura 


Danverli 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


0820000902481400 

11.002 

0820000902482800 

7.220 



( 6 ) 


Non_command 


Non-command 


Non-command 


Saline Non-command 




Doodni 

0820000902480200 

22.676 

Fresh 

Goriya 

0820000902482600 

16.010 

Fresh 


Non-command 


Non-command 



Gura Devisingh 

0820000902479400 

2.395 

Fresh 

Hanyla 

0826000203074600 

3.530 

Fresh 

Jalora 

0826000303084900 

2.682 

Saline 

Jeewda 

0820000902480000 

5.558 

Fresh 

Kagdara 

0820000902482100 

6.226 

Saline 

Kakradi 

0820000902482700 

7.855 

Saline 


Non-command 


Non_command 


Non_command 


Non-command 


Non-command 


Non-command 


Karech 

0826000203074800 

20.218 

Saline 

Khera 

0826000303087900 

1.927 

Saline 


28.079 Saline Non-command 




Khindawa 

0820000902479300 

4.929 

Fresh 

Kolwara 

0820000902483000 

17.310 

Saline 


3.390 Saline Non command 


Non-command 


Non-command 


Kooran 

0820000902483100 

15.037 

Saline 

Korwa 

0820000902483200 

22.383 

Fresh 


Non-command 


Non-command 


Kothar 


Kotra 


Koyalvao 


0820000902481200 


26.902 Fresh 


Saline 


0820000902477700 

8.209 

0820000902482500 

43.424 



Kumtiya 

0820000902481100 

4.596 

Saline 

Kundal 

0820000902479700 

53.330 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Madar 


Mewaron Ka Math 


Mori 


Rai 


Rughnathpura 


Sambharwara 


0826000203071700 

5.617 

0826000303085200 

7.924 

0820000902480500 

7.160 



Fresh 


Saline 


Fresh 


Saline 


46.067 Saline 


Paba 

0826000203071800 

6.780 

Fresh 

Padarla 

0820000902479200 

7.921 

Fresh 

Padrara 

0826000203074500 

8.872 

Fresh 

Pahar Kalan 

0819000302360400 

78.602 

Saline 


Non_command 


Non_command 


Non-command 


Non-command 


Non-command 


Non_command 


Non-command 


Non_command 


Non-command 



0826000303084800 

3.434 

0820000902480300 

14.869 



0820000902483400 


Non_command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Phyllite & Schist 

0.358 

Non-command 

Erinpura Granite 

1.099 

Non-command 

Erinpura Granite 

3.143 

Non-command 

Phyllite & Schist 

1.576 

Non-command 

Erinpura Granite 

0.451 

Non-command 

Phyllite & Schist 

0.542 

Non-command 

Erinpura Granite 

16.243 

Non-command 

Erinpura Granite 

4.536 

Non-command 

Phyllite & Schist 

5.757 

Non-command 

Erinpura Granite 

1.487 

Command 

Phyllite & Schist 

0.538 

Command 

Phyllite & Schist 

1.283 

Non-command 

Erinpura Granite 

5.558 

Non-command 

Erinpura Granite 

6.226 

Non-command 

Erinpura Granite 

5.985 

Non-command 

Phyllite & Schist 

1.479 

Command 

Phyllite & Schist 

1.156 

Command 

Erinpura Granite 

0.824 

Command 

Phyllite & Schist 

0.666 

Non-command 

Erinpura Granite 

11.878 

Non-command 

Phyllite & Schist 

11.910 

Command 

Erinpura Granite 

1.069 

Command 

Phyllite & Schist 

1.208 

Non-command 

Erinpura Granite 

1.046 

Non-command 

Erinpura Granite 

6.133 

Non-command 

Phyllite & Schist 

10.606 

Non-command 

Phyllite & Schist 

12.654 

Non-command 

Erinpura Granite 

4.747 

Non-command 

Phyllite & Schist 

6.435 

Non-command 

Erinpura Granite 

0.144 

Non-command 

Erinpura Granite 

15.946 

Non-command 

Erinpura Granite 

0.242 

Non-command 

Erinpura Granite 

8.949 

Non-command 

Phyllite & Schist 

29.166 

Non-command 

Erinpura Granite 

4.596 

Non-command 

Erinpura Granite 

17.878 

Non-command 

Phyllite & Schist 

7.276 

Command 

Phyllite & Schist 

2.169 

Command 

Phyllite & Schist 

0.107 

Non-command 

Erinpura Granite 

5.596 

Non-command 

Erinpura Granite 

1.565 

Non-command 

Erinpura Granite 

18.418 

Non-command 

Phyllite & Schist 

15.068 

Command 

Phyllite & Schist 

3.201 

Non-command 

Erinpura Granite 

0.599 

Command 

Phyllite & Schist 

0.056 

Non-command 

Erinpura Granite 

0.281 

Non-command 

Gneisses 

1.442 

Non-command 

Phyllite & Schist 

8.403 

Command 

Phyllite & Schist 

2.005 

Non-command 

Erinpura Granite 

2.156 

Non-command 

Erinpura Granite 

1.174 

Non-command 

Phyllite & Schist 

5.278 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

30,000 

20,000 

120 

70,000 

50,000 

120 

160,000 

130,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

160,000 

130,000 

120 

160,000 

130,000 

120 

110,000 

90,000 

120 

160,000 

130,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

160,000 

130,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

30,000 

20,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

160,000 

130,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

160,000 

130,000 

120 

110,000 

90,000 

120 

160,000 

130,000 

120 

70,000 

50,000 

120 

160,000 

130,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

160,000 

130,000 

120 

110,000 

90,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

160,000 

130,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

50,000 

120 

160,000 

130,000 

120 

60,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

160,000 

130,000 

120 

70,000 

50,000 

120 

110,000 

90,000 



MCM 

MCM 

(15) 

(16) 

~ 

- ! 

0.006 

0.006 

0.062 

0.062 

0.022 

0.022 

0.006 

0.006 

0.006 

0.006 

0.686 

0.686 

0.359 

0.359 

0.302 

0.302 

0.062 

0.062 

0.024 

0.024 

- 

- 

0.437 

0.437 

0.144 

0.144 

0.108 

0.108 

0.030 

0.030 



0.090 

0.090 

0.090 

0.090 

0.005 

0.005 

0.007 

0.007 

0.031 

0.031 

0.018 

0.018 

0.030 

0.030 

0.312 

0.312 

0.078 

0.078 

0.065 

0.065 



0.162 

0.162 

0.534 

0.534 

0.108 

0.108 

0.172 

0.172 

0.043 

0.043 

0.048 

0.048 


0.343 

0.343 

0.036 

0.036 

0.414 

0.414 

0.342 

0.342 

0.024 

0.024 

0.016 

0.016 



0.047 

0.047 

0.012 

0.012 

0.184 

0.184 















































































































































































































































































































































































































































































































































































































































































Micro-watershed 


11005017 




Sayra 


Semar 


Sena 


Sendla 


Tarawala 


Teja Ka Was 


Thandi Beri 


Umarna 


Velar 


Adaksar 


Akhepura 


Amarpura 


Anandpura 


Asanpura 


Asarwa 


Aspura 


Bajyo Ki Dhani 


Bansa 


Bansra 


Baralpura 


Barwala 


Barwali 


Besroli 


Bhadliya 


Bhanwarpura 


Bhanwata 


Bharnai 


Bhawanipura 


Bheenchron Ka Bas 


Bherpura 


Bhichawa 


Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 



Census Code 

Area 



sq.km 


(3) 

(4) 

(5) 



Saline 

0826000203070400 

6.936 

Fresh 

0826000203071900 

13.989 

Fresh 

0820000902480100 

13.901 

Fresh 

0820000902480800 

5.019 

Saline 

0826000303088100 

1.425 

Saline 

0826000303088200 

28.271 

Saline 

0819000302359800 

8.041 

Saline 


( 6 ) 


Non-command 


Non_command 


Non_command 


Non-command 


Non-command 


Non_command 


Non_command 


Non-command 



0826000203072000 

4.902 

0820000902481300 

35.803 



Saline 


17.750 Saline 


0814001001889300 

12.775 

0814000901883600 

3.957 

0814000901879200 

4.044 



0814001001893400 

3.594 

0814001001893500 

8.174 

0814000901878800 

11.756 

0814001001893000 

11.567 

0814000901883300 

4.017 


0814000201783500 

9.637 

0814000901884700 

5.685 

0814001001888800 

2.562 

0814000901884200 

12.079 

0814000901884300 

14.766 

0814000901885500 

13.477 

0814000201782700 

13.731 

0814001001893300 

4.362 

0814001001895700 

16.293 

0814000901878100 

11.576 

0814001001892300 

4.318 

0814001001891400 

4.338 

0814001001895900 

2.745 

0814000901883400 

4.614 



19.861 Fresh 


27.969 Fresh 


Non_command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sub Basin: 



Budhdeopura 

0814001001903200 

4.636 

Fresh 

Budsoo 

0814000901884100 

31.723 

Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

0.945 

Command 

Phyllite & Schist 

1.742 

Command 

Phyllite & Schist 

6.729 

Non-command 

Erinpura Granite 

13.330 

Non-command 

Erinpura Granite 

5.019 

Command 

Erinpura Granite 

0.711 

Command 

Phyllite & Schist 

0.979 

Non-command 

Erinpura Granite 

1.787 

Non-command 

Gneisses 

0.095 

Non-command 

Phyllite & Schist 

0.017 

Non-command 

Erinpura Granite 

3.824 

Non-command 

Phyllite & Schist 

10.591 

Command 

Phyllite & Schist 

1.608 

Non-command 

Erinpura Granite 

0.000 

Non-command 

Erinpura Granite 

7.924 

Non-command 

Erinpura Granite 

14.410 

Non-command 

Phyllite & Schist 

3.340 


with 

Pumpset 


Non-command 

Older Alluvium 

7.863 

Non-command 

Older Alluvium 

3.957 

Non-command 

Phyllite & Schist 

1.991 

Non-command 

Phyllite & Schist 

2.052 

Non-command 

Older Alluvium 

0.488 

Non-command 

Phyllite & Schist 

2.406 

Non-command 

Older Alluvium 

3.594 

Non-command 

Older Alluvium 

6.536 

Non-command 

Older Alluvium 

11.480 

Non-command 

Older Alluvium 

11.567 

Non-command 

Older Alluvium 

3.906 

Non-command 

Older Alluvium 

0.111 

Non-command 

Older Alluvium 

0.307 

Non-command 

Older Alluvium 

5.685 

Non-command 

Older Alluvium 

0.155 

Non-command 

Older Alluvium 

12.079 

Non-command 

Older Alluvium 

14.766 

Non-command 

Phyllite & Schist 

1.055 

Non-command 

Older Alluvium 

6.745 

Non-command 

Older Alluvium 

4.362 

Non-command 

Older Alluvium 

0.371 

Non-command 

Older Alluvium 

11.576 

Non-command 

Older Alluvium 

4.188 

Non-command 

Older Alluvium 

4.338 

Non-command 

Older Alluvium 

2.745 

Non-command 

Older Alluvium 

0.963 

Non-command 

Older Alluvium 

3.651 

Non-command 

Phyllite & Schist 

26.939 

Non-command 

Quartzite 

0.768 

Non-command 

Older Alluvium 

4.505 

Non-command 

Phyllite & Schist 

2.218 

Non-command 

Older Alluvium 

0.070 

Non-command 

Phyllite & Schist 

27.899 

Non-command 

Quartzite 

0.003 

Non-command 

Older Alluvium 

31.667 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

160,000 

130,000 

120 

70,000 

50,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

50,000 

120 

160,000 

130,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 



110 

200,000 

175,000 

110 

100,000 

100,000 

110 

175,000 

110,000 

110 

100,000 

80,000 

110 

200,000 

200,000 

110 

175,000 

110,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

200,000 

200,000 

110 

200,000 

175,000 

110 

200,000 

200,000 

110 

100,000 

100,000 

110 

200,000 

150,000 

110 

200,000 

200,000 

110 

200,000 

175,000 

110 

200,000 

200,000 

110 

200,000 

200,000 

110 

175,000 

110,000 

110 

200,000 

150,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

200,000 

200,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

200,000 

200,000 

110 

100,000 

100,000 

110 

150,000 

110,000 

110 

70,000 

50,000 

110 

200,000 

200,000 

110 

175,000 

110,000 

110 

200,000 

200,000 

110 

175,000 

110,000 

110 

70,000 

50,000 

110 

200,000 

200,000 


Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.018 


0.084 


0.216 


0.546 


0.186 


0.002 




0.042 

0.042 

0.108 

0.108 

0.030 

0.030 

- 

- 

0.030 

0.030 

0.366 

0.366 

0.084 

0.084 


0.481 

0.591 

0.055 

0.055 



1.810 

1.810 

1.540 

1.694 

0.264 

0.264 

1.251 

1.493 

0.044 

0.044 

- 

- 

0.050 

0.050 

- 

- 

0.039 

0.039 

0.990 

1.034 

1.276 

1.298 

0.012 

0.012 

0.677 

0.677 

0.809 

0.919 

0.096 

0.118 

0.286 

0.286 

0.327 

0.349 

0.289 

0.465 

0.943 

1.075 

0.022 

0.022 

0.066 

0.066 

0.557 

0.772 

0.006 

0.006 

0.198 

0.242 

0.048 

0.067 








































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Butinathpura 


Chandpura 


Charanwas 


Chawandiya 


Chhapri 


Chitawa 


Dabriya 


Daulatpura 


Deeppura 


Deola 


Deori 


Deusar 


Dhananwana 


Dhani Mamdoli 


Dheejpura 


Gopalpura 


Gugarwar 


Gunawati 


Haritpura 


Harnawa Toseena 


Heerani 


Huriya 


Indali 


Indokha 


Joosriya 


Kacholiya 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Census Code 

Area 



sq.km 


( 3 ) 

( 4 ) 

( 5 ) 



Saline 

0814001001892200 

3.519 

Fresh 

0814001001892700 

4.653 

Fresh 

0814001001892600 

3.593 

Fresh 

0814000901884900 

7.021 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0814001001891600 

6.909 

0814001001891500 

33.526 

0814000901882700 

15.462 

0814001001889200 

5.844 

0814001001895100 

4.612 

0814000901878700 

7.565 

0814000901883900 

9.626 


0814001001896700 

1.227 

0814000901877200 

13.631 

0814000901885400 

10.328 

0814000901879600 

4.984 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


3.182 Fresh Non-command 


9.319 Fresh 



0814000801865800 


7.207 Fresh 


Saline 


19.799 Fresh 


Non-command 


Non-command 


Non-command 



0814001001896100 

3.840 

0814001001897000 

12.996 

0814000801865500 

9.547 

0814001001895000 

2.041 

0814000901883700 

4.245 

0814001001895400 

7.043 

0814000901882800 

11.708 


0814001001898000 

23.728 

0814000901879900 

18.501 



Jakhli 

0814000901884800 

10.670 

Fresh 

Jasrana 

0814001001894100 

7.700 

Fresh 

Jaswantpura 

0814001001896300 

5.248 

Fresh 

Jiliya 

0814001001892800 

16.847 

Fresh 

Jiwadiya 

0814000901879800 

8.816 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0814000901884600 

8.056 

0814000901883800 

8.525 



Saline 


6.106 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Older Alluvium 

0.055 

Non-command 

Older Alluvium 

0.337 

Non-command 

Older Alluvium 

4.653 

Non-command 

Older Alluvium 

3.593 

Non-command 

Older Alluvium 

5.522 

Non-command 

Phyllite & Schist 

1.499 

Non-command 

Older Alluvium 

6.904 

Non-command 

Older Alluvium 

33.526 

Non-command 

Phyllite & Schist 

4.720 

Non-command 

Older Alluvium 

4.174 

Non-command 

Older Alluvium 

4.577 

Non-command 

Older Alluvium 

1.436 

Non-command 

Older Alluvium 

2.354 

Non-command 

Older Alluvium 

7.273 

Non-command 

Older Alluvium 

1.227 

Non-command 

Older Alluvium 

4.800 

Non-command 

Phyllite & Schist 

9.712 

Non-command 

Older Alluvium 

0.697 

Non-command 

Phyllite & Schist 

0.183 

Non-command 

Older Alluvium 

2.839 

Non-command 

Phyllite & Schist 

1.266 

Non-command 

Older Alluvium 

1.185 

Non-command 

Phyllite & Schist 

1.998 

Non-command 

Phyllite & Schist 

3.525 

Non-command 

Quartzite 

0.087 

Non-command 

Older Alluvium 

5.741 

Non-command 

Older Alluvium 

1.466 

Non-command 

Phyllite & Schist 

4.605 

Non-command 

Quartzite 

0.246 

Non-command 

Older Alluvium 

3.840 

Non-command 

Older Alluvium 

7.686 

Non-command 

Phyllite & Schist 

9.547 

Non-command 

Older Alluvium 

0.236 

Non-command 

Older Alluvium 

4.245 

Non-command 

Older Alluvium 

0.390 

Non-command 

Phyllite & Schist 

8.018 

Non-command 

Phyllite & Schist 

0.030 

Non-command 

Older Alluvium 

0.154 

Non-command 

Older Alluvium 

0.295 

Non-command 

Phyllite & Schist 

0.026 

Non-command 

Older Alluvium 

10.670 

Non-command 

Older Alluvium 

6.933 

Non-command 

Older Alluvium 

5.248 

Non-command 

Older Alluvium 

16.759 

Non-command 

Older Alluvium 

8.075 

Non-command 

Phyllite & Schist 

0.005 

Non-command 

Older Alluvium 

31.933 

Non-command 

Quartzite 

0.587 

Non-command 

Older Alluvium 

8.056 

Non-command 

Older Alluvium 

4.395 

Non-command 

Older Alluvium 

4.130 

Non-command 

Phyllite & Schist 

3.129 

Non-command 

Older Alluvium 

0.010 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

110 

100,000 

100,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

200,000 

200,000 

110 

175,000 

110,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

175,000 

110,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

200,000 

200,000 

110 

200,000 

200,000 

110 

100,000 

100,000 

110 

200,000 

175,000 

110 

200,000 

200,000 

110 

175,000 

110,000 

110 

200,000 

200,000 

110 

175,000 

110,000 

110 

100,000 

100,000 

110 

100,000 

80,000 

110 

200,000 

200,000 

110 

175,000 

110,000 

110 

150,000 

110,000 

110 

70,000 

50,000 

110 

200,000 

200,000 

110 

100,000 

100,000 

110 

150,000 

110,000 

110 

70,000 

50,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

150,000 

110,000 

110 

200,000 

175,000 

110 

100,000 

100,000 

110 

200,000 

175,000 

110 

175,000 

110,000 

110 

100,000 

80,000 

110 

200,000 

175,000 

110 

200,000 

200,000 

110 

175,000 

110,000 

110 

200,000 

200,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

200,000 

200,000 

110 

175,000 

110,000 

110 

200,000 

200,000 

110 

70,000 

50,000 

110 

200,000 

200,000 

110 

200,000 

200,000 

110 

100,000 

100,000 

110 

175,000 

110,000 

110 

100,000 

100,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.019 

0.019 

1.309 

1.375 

0.866 

0.976 



0.635 

0.679 

4.851 

5.247 

0.012 

0.012 

0.520 

0.542 

0.366 

0.432 

0.066 

0.066 

0.088 

0.088 

0.143 

0.143 

0.366 

0.410 

0.352 

0.352 

0.157 

0.157 



0.011 

0.011 

0.009 

0.009 



0.374 

0.374 

0.044 

0.044 

0.109 

0.126 


0.712 

0.800 

1.271 

1.491 

0.121 

0.385 

0.154 

0.198 

0.033 

0.033 

0.116 

0.138 



0.550 

0.594 

1.579 

1.645 

0.597 

0.619 

2.426 

2.514 

0.220 

0.220 

- 

- 1 

2.530 

2.574 

0.011 

0.011 

0.462 

0.462 

0.242 

0.242 

0.110 

0.110 






































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Karkeri 


Khoranda 


Khorandi 


Kinsariya 


Type of Area (Command / N< 
command) 



Kakot 

0814001001891800 

5.882 

Fresh 

Kalwa Bara 

0814000901883100 

13.212 

Fresh 


Non-command 


Non-command 




0814001001888400 

9.197 

0814001001890700 

4.685 

0814001001890000 

13.042 

0814000801867300 

10.876 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


8.702 Non-command 




Kola Doongri 

0814000901885100 

6.413 

Fresh 

Kotra 

0814001001890900 

7.556 

Fresh 


Non-command 


Non-command 


Kuchaman City (M) 

0814001041411000 

24.732 

Fresh 

Kukanwali 

0814001001896800 

13.811 

Fresh 

Kukrod 

0814000901878200 

12.254 

Fresh 

LADOLI 

0814000901885700 

13.746 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Lakhji Ka Bas 

0814001001895200 

5.361 

Fresh 

Lamba 

0814001001891100 

8.200 

Fresh 


Non-command 


Non-command 


Likhamasar 

0814001001893700 

3.335 

Fresh 

Lora Ka Bas 

0814001001891200 

2.749 

Fresh 

Loroli 

0814000901879100 

6.089 

Saline 


Mangalpura 


Manpura 


Midkiya 


Mokhampura 


Nagwara 


Nagwara Kalan 


Nalot 


Nawad 


Non-command 


Non-command 


Non-command 



0814001001892500 

5.803 

0814001001895800 

6.580 

0814000901884500 

7.810 

0814000901879400 

7.297 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


7.836 Fresh 



0814001001897100 

13.332 

0814000901879000 

3.468 



0814001001891300 

15.377 

0814000901877100 

14.693 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

2.967 

Non-command 

Older Alluvium 

5.571 

Non-command 

Older Alluvium 

0.926 

Non-command 

Phyllite & Schist 

11.443 

Non-command 

Older Alluvium 

0.785 

Non-command 

Phyllite & Schist 

0.058 

Non-command 

Phyllite & Schist 

11.491 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Older Alluvium 

6.741 

Non-command 

Older Alluvium 

0.002 

Non-command 

Older Alluvium 

0.005 

Non-command 

Phyllite & Schist 

0.658 

Non-command 

Quartzite 

0.061 

Non-command 

Phyllite & Schist 

1.318 

Non-command 

Quartzite 

1.214 

Non-command 

Phyllite & Schist 

6.413 

Non-command 

Older Alluvium 

0.507 

Non-command 

Quartzite 

0.127 

Non-command 

Older Alluvium 

5.688 

Non-command 

Older Alluvium 

13.811 

Non-command 

Older Alluvium 

2.952 

Non-command 

Older Alluvium 

1.768 

Non-command 

Phyllite & Schist 

0.051 

Non-command 

Older Alluvium 

0.755 

Non-command 

Older Alluvium 

6.569 

Non-command 

Quartzite 

0.206 

Non-command 

Older Alluvium 

3.335 

Non-command 

Older Alluvium 

1.124 

Non-command 

Older Alluvium 

5.912 

Non-command 

Phyllite & Schist 

0.177 

Non-command 

Older Alluvium 

29.838 

Non-command 

Phyllite & Schist 

5.996 

Non-command 

Quartzite 

0.070 

Non-command 

Older Alluvium 

0.093 

Non-command 

Phyllite & Schist 

1.292 

Non-command 

Older Alluvium 

0.061 

Non-command 

Phyllite & Schist 

4.577 

Non-command 

Older Alluvium 

5.782 

Non-command 

Older Alluvium 

5.683 

Non-command 

Older Alluvium 

7.810 

Non-command 

Older Alluvium 

6.899 

Non-command 

Older Alluvium 

0.398 

Non-command 

Older Alluvium 

0.818 

Non-command 

Phyllite & Schist 

8.715 

Non-command 

Older Alluvium 

1.912 

Non-command 

Quartzite 

0.519 

Non-command 

Older Alluvium 

13.332 

Non-command 

Older Alluvium 

0.423 

Non-command 

Older Alluvium 

3.045 

Non-command 

Older Alluvium 

4.914 

Non-command 

Older Alluvium 

2.261 

Non-command 

Older Alluvium 

14.630 

Non-command 

Older Alluvium 

0.037 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

110 

100,000 

80,000 

110 

200,000 

175,000 

110 

200,000 

200,000 

110 

175,000 

110,000 

110 

100,000 

100,000 

110 

100,000 

80,000 

110 

175,000 

110,000 

110 

100,000 

80,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

150,000 

110,000 

110 

70,000 

50,000 

110 

150,000 

110,000 

110 

70,000 

50,000 

110 

175,000 

110,000 

110 

200,000 

175,000 

110 

70,000 

50,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

200,000 

200,000 

110 

200,000 

200,000 

110 

175,000 

110,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

70,000 

50,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

100,000 

100,000 

110 

100,000 

80,000 

110 

200,000 

200,000 

110 

175,000 

110,000 

110 

70,000 

50,000 

110 

200,000 

200,000 

110 

175,000 

110,000 

110 

200,000 

200,000 

110 

175,000 

110,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

200,000 

200,000 

110 

200,000 

200,000 

110 

100,000 

100,000 

110 

200,000 

200,000 

110 

175,000 

110,000 

110 

200,000 

175,000 

110 

70,000 

50,000 

110 

200,000 

175,000 

110 

200,000 

200,000 

110 

100,000 

100,000 

110 

200,000 

200,000 

110 

100,000 

100,000 

110 

200,000 

175,000 

110 

200,000 

200,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.385 

0.407 

0.044 

0.044 

0.266 

0.266 

0.011 

0.011 



2.079 

2.189 

2.137 

2.357 

0.022 

0.022 

0.044 

0.044 



0.012 

0.012 

0.481 

0.525 

1.155 

1.243 

0.440 

0.484 

0.022 

0.022 


0.044 

0.044 

0.218 

0.218 

0.193 

0.237 

0.017 

0.025 

2.387 

2.607 

0.022 

0.022 

0.121 

0.121 

0.022 

0.022 

- 

- 

0.924 

1.584 



































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Nonpura 

0814001001891900 

6.969 

Fresh 

Nosar 

0814000201782600 

7.130 

Fresh 

Ompura 

0814001001896900 

2.460 

Fresh 

Panchwa 

0814001001896400 

12.473 

Fresh 

Parewadi 

0814001001888600 

10.424 

Fresh 

Prempura 

0814001001891700 

5.155 

Fresh 

Raithaliya 

0814000901877300 

7.721 

Fresh 

Rajpura 

0814001001888500 

6.886 

Fresh 

Rampur 

0814000901878000 

6.840 

Fresh 

Rampura 

0814001001895300 

2.596 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Ranasar 

0814001001893600 

7.198 

Fresh 

Ranwa 

0814001001894000 

7.992 

Fresh 

Rasal 

0814001001893900 

26.050 

Fresh 

Ratanpura 

0814000901883200 

3.442 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Rooppura 

0814001001894200 

0.613 

Fresh 

Sabalpur 

0814000901885300 

18.326 

Fresh 


Non-command 


Non-command 



Sabalpura 


Safer Bari 


Safer Chhoti 


Sarangpur 


Sardarpura 


Sheshma Ka Bas 


Shiv 


Shivdanpura 


Shivpurvi 


Sooratpura 


0814001001892400 

14.370 

0814000901878600 

5.312 


0814000901878500 

7.915 

0814001001893800 

0.825 

0814001001896600 

3.332 

0814001001896500 

2.112 

0814001001892000 

5.014 

0814001001896200 

2.088 

0814001001892100 

2.480 

0814000901883500 

4.387 



Soothli 

0814000901878400 

10.861 

Fresh 

Srachagpura 

0814001001893100 

0.730 

Fresh 

Sujanpura 

0814001001896000 

7.427 

Fresh 

Suratpura 

0814001001889000 

6.369 

Fresh 

Todas 

0814001001889500 

24.068 

Fresh 

Torda 

0814001001894300 

20.226 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


11005018 


Ucheriya 

0814000901878300 

7.563 

Fresh 

Udaipura 

0814001001892900 

8.361 

Fresh 

Ugarpura 

0814001001893200 

4.348 

Fresh 

Altawa 

0814000901887800 

16.776 

Fresh 

Amarsar 

0814000901879700 

6.162 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bajoli 

0814000901888200 

16.625 

Fresh 

Balathana 

0814000901880300 

5.302 

Fresh 

Basra 

0814000801867400 

3.620 

Fresh 


Non-command 


Non-command 


Non-command 


Beenjari 


Besroli 


0814000901880200 


0814000901885500 


10.644 Fresh 


13.477 Fresh 


Non-command 


Non-command 


Bhaiya Kalan 


0814000901881300 


24.661 Fresh 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

6.959 

Non-command 

Older Alluvium 

1.582 

Non-command 

Older Alluvium 

1.385 

Non-command 

Older Alluvium 

11.649 

Non-command 

Older Alluvium 

2.319 

Non-command 

Older Alluvium 

5.155 

Non-command 

Older Alluvium 

1.296 

Non-command 

Older Alluvium 

3.599 

Non-command 

Older Alluvium 

2.318 

Non-command 

Older Alluvium 

0.687 

Non-command 

Quartzite 

1.361 

Non-command 

Older Alluvium 

6.011 

Non-command 

Older Alluvium 

7.992 

Non-command 

Older Alluvium 

21.203 

Non-command 

Older Alluvium 

3.085 

Non-command 

Phyllite & Schist 

0.358 

Non-command 

Older Alluvium 

0.613 

Non-command 

Older Alluvium 

0.529 

Non-command 

Phyllite & Schist 

17.681 

Non-command 

Older Alluvium 

14.370 

Non-command 

Older Alluvium 

2.268 

Non-command 

Older Alluvium 

3.043 

Non-command 

Older Alluvium 

7.086 

Non-command 

Older Alluvium 

0.825 

Non-command 

Older Alluvium 

3.332 

Non-command 

Older Alluvium 

2.112 

Non-command 

Older Alluvium 

5.014 

Non-command 

Older Alluvium 

2.088 

Non-command 

Older Alluvium 

2.296 

Non-command 

Older Alluvium 

4.331 

Non-command 

Phyllite & Schist 

0.055 

Non-command 

Older Alluvium 

2.545 

Non-command 

Older Alluvium 

0.730 

Non-command 

Older Alluvium 

7.416 

Non-command 

Older Alluvium 

2.113 

Non-command 

Older Alluvium 

11.929 

Non-command 

Older Alluvium 

14.464 

Non-command 

Quartzite 

0.011 

Non-command 

Older Alluvium 

5.250 

Non-command 

Older Alluvium 

8.361 

Non-command 

Older Alluvium 

4.348 

Non-command 

Older Alluvium 

15.828 

Non-command 

Older Alluvium 

0.041 

Non-command 

Phyllite & Schist 

3.228 

Non-command 

Older Alluvium 

2.580 

Non-command 

Phyllite & Schist 

5.017 

Non-command 

Older Alluvium 

3.180 

Non-command 

Phyllite & Schist 

0.440 

Non-command 

Older Alluvium 

3.063 

Non-command 

Phyllite & Schist 

7.569 

Non-command 

Older Alluvium 

10.686 

Non-command 

Phyllite & Schist 

1.735 

Non-command 

Older Alluvium 

24.661 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

110 

200,000 

175,000 

110 

200,000 

150,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

200,000 

200,000 

110 

200,000 

175,000 

110 

200,000 

200,000 

110 

200,000 

175,000 

110 

70,000 

50,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

200,000 

200,000 

110 

175,000 

110,000 

110 

200,000 

175,000 

110 

200,000 

200,000 

110 

175,000 

110,000 

110 

200,000 

175,000 

110 

200,000 

200,000 

110 

100,000 

100,000 

110 

200,000 

200,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

100,000 

100,000 

110 

100,000 

80,000 

110 

200,000 

200,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

70,000 

50,000 

110 

200,000 

200,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

200,000 

200,000 

110 

200,000 

200,000 

110 

175,000 

110,000 

110 

200,000 

200,000 

110 

175,000 

110,000 

110 

180,000 

130,000 

110 

150,000 

110,000 

110 

200,000 

200,000 

110 

175,000 

110,000 

110 

200,000 

200,000 

110 

175,000 

110,000 

110 

200,000 

200,000 




MCM 

MCM 

(15) 

(16) 

0.520 

0.586 

0.132 

0.132 

0.096 

0.140 

1.482 

1.658 

0.655 

0.699 

0.770 

0.946 

0.088 

0.088 

0.424 

0.490 

0.066 

0.066 

0.154 

0.198 

0.088 

0.119 

0.674 

0.718 

1.694 

1.760 

2.156 

2.266 

0.044 

0.044 

- 

- ! 

0.635 

0.657 

0.022 

0.022 

0.532 

0.571 

2.118 

2.206 

0.176 

0.176 

0.121 

0.121 

0.132 

0.132 

0.982 

1.004 

0.712 

0.778 

0.943 

1.009 

1.675 

1.895 

0.943 

1.141 

0.173 

0.195 

0.011 

0.011 

- 

- 

0.022 

0.022 

0.424 

0.424 

0.866 

0.932 

0.327 

0.349 

0.539 

0.913 

1.117 

1.139 


0.220 

0.220 

1.001 

1.089 

0.443 

0.443 

0.022 

0.022 



0.110 

0.110 

0.024 

0.024 

0.315 

0.374 

0.036 

0.036 

0.022 

0.022 

0.048 

0.048 

0.264 

0.264 

0.024 

0.024 

0.902 

0.924 








































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 




Bhaiya Khurd 


Bhawariya 


Bhotawa 


Biloo 


Birsala 


Bugala 


Chakmadas 


Chanda Roon 


Charanwas 


Chhapara 


Dabriya 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Census Code 

Area 


sq.km 

(3) 

(4) 

0814000901881400 

5.853 

0814000701849500 

5.634 

0814000901887700 

3.888 

0814000901885800 

19.861 

0814000901886400 

8.898 

0814000901887500 

5.402 

0814000901886800 

6.506 

0814000701854000 

18.334 



0814000701857400 

5.334 

0814000901881000 

10.033 

0814000901882700 

15.462 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Damboi Kalan 


Damboi Khurd 


Degana Gaon 


Dhananwana 


Dhandholi 


Dhani Mamdoli 


Dobri Kalan 


Dobri Khurd 


Dobri Sanwaldas 


Gehra Khurd 


Gigaliya 


Gorawa 


Goredi Chancha (CT 


Goredi Kama 


Gothri 


0814000901881500 

7.651 

0814000901881600 

7.290 

0814000701857000 

23.226 


0814000901877200 

13.631 

0814000901886200 

9.359 

0814000901885400 

10.328 

0814000901881800 

6.218 


0814000901881700 

7.964 

0814000901881900 

8.531 



0814000901882500 

2.384 

0814000901886500 

19.972 

0814000901880100 

10.398 


0814000741408000 

7.746 

0814000701854200 

5.791 

0814000901877000 

16.959 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Gudha Kheri 


Gundisar 


Gunsali 


Huldhani 


Huriya 


Indokha 


0814000901887300 

1.970 

0814000701853700 

16.687 

0814000701849900 

11.076 


0814000801867500 

10.950 

0814000901882800 

11.708 

0814000901879900 

18.501 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Itawa Bamniya 

0814000901886900 

5.559 

Fresh 

Itawa Khichiyan 

0814000901887600 

2.043 

Fresh 

Itawa Lakha 

0814000901886700 

13.746 

Fresh 

Jakhera 

0814000701849700 

22.748 

Fresh 

Jaswantpura 

0814000901880400 

10.936 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Jawa Sisodiya 

0814000701857300 

5.867 

Fresh 

Jhagarwas 

0814000701854300 

4.957 

Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

5.853 

Non-command 

Older Alluvium 

2.338 

Non-command 

Older Alluvium 

3.888 

Non-command 

Older Alluvium 

13.137 

Non-command 

Older Alluvium 

8.898 

Non-command 

Older Alluvium 

4.946 

Non-command 

Older Alluvium 

6.506 

Non-command 

Older Alluvium 

16.855 

Non-command 

Older Alluvium 

0.208 

Non-command 

Older Alluvium 

0.001 

Non-command 

Older Alluvium 

10.008 

Non-command 

Older Alluvium 

4.959 

Non-command 

Phyllite & Schist 

5.783 

Non-command 

Older Alluvium 

7.651 

Non-command 

Older Alluvium 

7.290 

Non-command 

Older Alluvium 

5.127 

Non-command 

Older Alluvium 

1.663 

Non-command 

Older Alluvium 

1.315 

Non-command 

Older Alluvium 

0.389 

Non-command 

Phyllite & Schist 

0.615 

Non-command 

Older Alluvium 

3.265 

Non-command 

Older Alluvium 

2.953 

Non-command 

Older Alluvium 

7.964 

Non-command 

Older Alluvium 

3.577 

Non-command 

Older Alluvium 

4.954 

Non-command 

Older Alluvium 

10.768 

Non-command 

Older Alluvium 

0.019 

Non-command 

Older Alluvium 

2.384 

Non-command 

Older Alluvium 

15.011 

Non-command 

Phyllite & Schist 

4.972 

Non-command 

Phyllite & Schist 

5.427 

Non-command 

Older Alluvium 

2.704 

Non-command 

Older Alluvium 

0.621 

Non-command 

Older Alluvium 

7.008 

Non-command 

Phyllite & Schist 

0.151 

Non-command 

Older Alluvium 

0.261 

Non-command 

Older Alluvium 

0.472 

Non-command 

Older Alluvium 

2.320 

Non-command 

Older Alluvium 

0.508 

Non-command 

Older Alluvium 

1.075 

Non-command 

Phyllite & Schist 

3.660 

Non-command 

Older Alluvium 

6.972 

Non-command 

Phyllite & Schist 

11.208 

Non-command 

Older Alluvium 

5.559 

Non-command 

Older Alluvium 

2.043 

Non-command 

Older Alluvium 

13.746 

Non-command 

Older Alluvium 

22.748 

Non-command 

Older Alluvium 

0.445 

Non-command 

Phyllite & Schist 

0.304 

Non-command 

Older Alluvium 

9.448 

Non-command 

Phyllite & Schist 

0.739 

Non-command 

Older Alluvium 

1.986 

Non-command 

Older Alluvium 

4.160 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

110 

200,000 

200,000 

120 

350,000 

350,000 

110 

200,000 

200,000 

110 

200,000 

200,000 

110 

200,000 

200,000 

110 

200,000 

200,000 

110 

200,000 

200,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

120 

350,000 

350,000 

110 

200,000 

200,000 

110 

200,000 

200,000 

110 

175,000 

110,000 

110 

200,000 

200,000 

110 

200,000 

200,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

110 

200,000 

200,000 

110 

200,000 

200,000 

110 

175,000 

110,000 

110 

200,000 

200,000 

110 

100,000 

100,000 

110 

200,000 

200,000 

110 

200,000 

200,000 

110 

100,000 

100,000 

110 

200,000 

200,000 

110 

100,000 

100,000 

110 

200,000 

200,000 

110 

200,000 

200,000 

110 

175,000 

110,000 

110 

100,000 

80,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

110 

200,000 

200,000 

110 

175,000 

110,000 

110 

200,000 

200,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

110 

180,000 

130,000 

110 

175,000 

110,000 

110 

200,000 

200,000 

110 

175,000 

110,000 

110 

200,000 

200,000 

110 

200,000 

200,000 

110 

200,000 

200,000 

120 

350,000 

350,000 

110 

200,000 

200,000 

110 

175,000 

110,000 

110 

100,000 

100,000 

110 

100,000 

80,000 

120 

350,000 

350,000 

120 

350,000 

350,000 



Tube Wells with 
Wells Pumpset 




MCM 

MCM 

(15) 

(16) 

0.198 

0.220 

- 

- 

0.088 

0.154 

0.550 

0.660 

0.132 

0.132 

0.044 

0.044 

0.066 

0.066 

0.042 

0.084 



0.110 

0.110 

0.022 

0.022 

0.012 

0.012 

0.594 

0.594 

0.418 

0.418 

0.168 

0.168 

0.024 

0.024 

0.088 

0.088 

- 

- 

0.012 

0.012 

0.154 

0.176 

0.077 

0.077 

0.022 

0.022 

0.022 

0.022 

0.022 

0.022 

0.352 

0.352 

- 

- | 

0.220 

0.242 

0.990 

1.012 



0.088 

0.088 

0.073 

0.073 

0.198 

0.198 

0.088 

0.088 

1.056 

1.056 



















































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Khardiya 


Kharwaliya 


Kheri Leela 


Kheri Seela 


Khinyawas 


Kinsariya 


Manana 


Manani 


Manda Kheri 


Mandan 


Moti Nagar 


Nandoli Mertiya 


Nawad 


Neem Nagar 


Nimbari 


Noond 


Nosariya 


Palri Mahecha 


Palri Raja 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



0814000901880800 

6.587 

0814000201780000 

9.275 

0814000901882100 

5.276 

0814000901887400 

6.689 

0814000301798200 

2.002 

0814000801867300 

10.876 




Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Kirad 

0814000701857200 

7.222 

Fresh 

Kitalsar 

0814000701857100 

13.125 

Fresh 

Kucheepala 

0814000901887000 

12.992 

Fresh 

Kutiyasani Kalan 

0814000701850000 

7.343 

Fresh 

Kutiyasani Khurd 

0814000701850100 

6.702 

Fresh 

LADOLI 

0814000901885700 

13.746 

Fresh 

Langor 

0814000701854400 

4.638 

Fresh 

Mamdoli 

0814000901885600 

8.921 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0814000901879500 

10.103 

0814000901880000 

10.636 


0814000901880900 

7.462 

0814000801867600 

13.802 




Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Manjhee 

0814000701850200 

16.278 

Fresh 

Manwa 

0814000901886300 

6.399 

Fresh 

Midiyan 

0814000901888100 

14.148 

Fresh 

Mithriya 

0814000701853900 

14.764 

Fresh 

Modi Bheekha 

0814000901886600 

6.857 

Fresh 

Modi Charna 

0814000901882600 

15.025 

Fresh 


4.662 Fresh Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0814000301798300 

2.642 

0814000901886100 

7.064 

0814000901877100 

14.693 

0814000301798100 

4.710 

0814000901885900 

10.377 

0814000701853800 

15.744 




11.192 Fresh 


Saline 


0814000901881100 

4.756 

0814000901887900 

2.360 

0814000901888000 

2.771 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

3.609 

Non-command 

Phyllite & Schist 

5.602 

Non-command 

Older Alluvium 

0.717 

Non-command 

Phyllite & Schist 

0.019 

Non-command 

Older Alluvium 

1.168 

Non-command 

Older Alluvium 

0.032 

Non-command 

Older Alluvium 

6.426 

Non-command 

Older Alluvium 

0.345 

Non-command 

Older Alluvium 

5.276 

Non-command 

Older Alluvium 

0.295 

Non-command 

Older Alluvium 

0.763 

Non-command 

Older Alluvium 

0.215 

Non-command 

Phyllite & Schist 

2.461 

Non-command 

Quartzite 

1.388 

Non-command 

Older Alluvium 

3.314 

Non-command 

Older Alluvium 

10.324 

Non-command 

Older Alluvium 

5.847 

Non-command 

Older Alluvium 

7.343 

Non-command 

Older Alluvium 

5.933 

Non-command 

Older Alluvium 

11.926 

Non-command 

Older Alluvium 

1.778 

Non-command 

Older Alluvium 

6.493 

Non-command 

Phyllite & Schist 

1.042 

Non-command 

Phyllite & Schist 

5.465 

Non-command 

Phyllite & Schist 

9.711 

Non-command 

Phyllite & Schist 

0.925 

Non-command 

Older Alluvium 

4.844 

Non-command 

Older Alluvium 

0.672 

Non-command 

Phyllite & Schist 

0.398 

Non-command 

Quartzite 

0.020 

Non-command 

Older Alluvium 

4.146 

Non-command 

Phyllite & Schist 

0.516 

Non-command 

Older Alluvium 

2.279 

Non-command 

Older Alluvium 

4.547 

Non-command 

Older Alluvium 

14.148 

Non-command 

Older Alluvium 

14.764 

Non-command 

Older Alluvium 

6.857 

Non-command 

Older Alluvium 

10.019 

Non-command 

Phyllite & Schist 

5.005 

Non-command 

Older Alluvium 

0.102 

Non-command 

Phyllite & Schist 

0.218 

Non-command 

Older Alluvium 

0.053 

Non-command 

Older Alluvium 

5.374 

Non-command 

Older Alluvium 

12.156 

Non-command 

Older Alluvium 

2.738 

Non-command 

Older Alluvium 

4.996 

Non-command 

Older Alluvium 

0.768 

Non-command 

Older Alluvium 

0.138 

Non-command 

Older Alluvium 

9.332 

Non-command 

Older Alluvium 

1.861 

Non-command 

Older Alluvium 

4.756 

Non-command 

Older Alluvium 

2.360 

Non-command 

Older Alluvium 

2.771 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

110 

200,000 

200,000 

110 

175,000 

110,000 

110 

200,000 

200,000 

110 

175,000 

110,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

110 

200,000 

200,000 

110 

200,000 

150,000 

110 

200,000 

200,000 

110 

200,000 

200,000 

120 

350,000 

350,000 

110 

180,000 

130,000 

110 

150,000 

110,000 

110 

70,000 

50,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

110 

200,000 

200,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

110 

200,000 

200,000 

120 

350,000 

350,000 

110 

200,000 

200,000 

110 

175,000 

110,000 

110 

175,000 

110,000 

110 

175,000 

110,000 

110 

100,000 

80,000 

110 

200,000 

200,000 

110 

180,000 

130,000 

110 

150,000 

110,000 

110 

70,000 

50,000 

110 

200,000 

200,000 

110 

175,000 

110,000 

120 

350,000 

350,000 

110 

200,000 

200,000 

110 

200,000 

200,000 

120 

350,000 

350,000 

110 

200,000 

200,000 

110 

200,000 

200,000 

110 

175,000 

110,000 

110 

200,000 

200,000 

110 

175,000 

110,000 

120 

350,000 

350,000 

110 

200,000 

200,000 

110 

200,000 

200,000 

120 

350,000 

350,000 

110 

200,000 

200,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

110 

200,000 

200,000 

110 

100,000 

100,000 

110 

200,000 

200,000 

110 

200,000 

200,000 

110 

200,000 

200,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.044 


0.036 


0.022 




0.024 

0.041 

0.006 

0.006 

0.252 

0.252 

0.420 

0.420 

0.198 

0.198 



0.484 

0.484 

0.048 

0.048 

0.012 

0.012 




















































































































































































































































































































































































































































































































































































































































































Micro-watershed 


11005019 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Pawa 


Poberi Mand 


Pundlota 


Rajapura 


Ramsiya 


Rawaliyawas 


Rewat 


Sabalpur 


Sarnawara 


Shivrasi 


SIRSOON 


Ucheriya 


Altawa 


Badoo 


Bajoli 


Barnel 


Beenthawaliya 


Bhadwa 


Bhawasiya 


Bugala 


Charanwas 


Chitai 


Chitawa 


Dhandholi 


Dhunthiyan 


Garhi 


Gigaliya 


Gudha Chak-1 


Gudha Chak-2 


Gudha Kheri 


Gujron Ki Dhani 


Gular 


Haripura 


Census Code 

Area 



sq.km 


(3) 

(4) 

(5) 

0814000201779200 

15.631 

Fresh 

0814000901882000 

4.241 

Fresh 

0814000701857600 

30.558 

Fresh 



Saline 

0814000701849600 

7.045 

Fresh 

0814000901882300 

15.756 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0814000701854100 

10.207 

0814000701853600 

15.624 

0814000901885300 

18.326 

0814000901881200 

18.070 

0814000901882200 

5.532 


0814000901886000 

6.684 

0814000901876500 

2.243 

0814000901887800 

16.776 

0814000801868300 

21.404 

0814000901888200 

16.625 

0814000801868700 

7.969 

0814000801868900 

7.799 

0814000801868200 

20.420 

0814000801868000 

9.484 

0814000901887500 

5.402 

0814000701857400 

5.334 

0814000801871200 

9.255 

0814000801871100 

5.289 

0814000901886200 

9.359 

0814000801870900 

10.107 

0814000801868400 

1.839 

0814000901886500 

19.972 

0814000901887200 

2.015 

0814000901887100 

1.255 

0814000901887300 

1.970 

0814000801868100 

10.787 

0814000801869700 

25.622 

0814000801867900 

4.560 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Harnawa 

0814000801868600 

21.477 

Fresh 

Hukmpura 

0814000801868500 

3.751 

Fresh 

Huldhani 

0814000801867500 

10.950 

Fresh 

Jagdishpura 

0814000801869600 

4.922 

Fresh 

Janjila 

0814000801870000 

13.634 

Fresh 

Jawa Sisodiya 

0814000701857300 

5.867 

Fresh 

Kheri Seela 

0814000901887400 

6.689 

Fresh 

Kucheepala 

0814000901887000 

12.992 

Fresh 

Kurada 

0814000801868800 

22.510 

Fresh 

Lalana Kalan 

0814000801869900 

1.655 

Fresh 

Lalana Khurd 

0814000801869800 

5.342 

Fresh 

Mandan 

0814000801867600 

13.802 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.554 

Non-command 

Older Alluvium 

4.241 

Non-command 

Older Alluvium 

0.062 

Non-command 

Older Alluvium 

0.386 

Non-command 

Older Alluvium 

5.281 

Non-command 

Older Alluvium 

0.281 

Non-command 

Phyllite & Schist 

0.320 

Non-command 

Older Alluvium 

9.013 

Non-command 

Phyllite & Schist 

6.142 

Non-command 

Older Alluvium 

0.100 

Non-command 

Phyllite & Schist 

5.977 

Non-command 

Older Alluvium 

9.851 

Non-command 

Older Alluvium 

0.763 

Non-command 

Older Alluvium 

0.116 

Non-command 

Older Alluvium 

18.070 

Non-command 

Older Alluvium 

5.280 

Non-command 

Older Alluvium 

0.252 

Non-command 

Older Alluvium 

3.534 

Non-command 

Phyllite & Schist 

0.003 

Non-command 

Older Alluvium 

0.948 

Non-command 

Older Alluvium 

21.404 

Non-command 

Older Alluvium 

13.796 

Non-command 

Older Alluvium 

7.969 

Non-command 

Older Alluvium 

4.847 

Non-command 

Older Alluvium 

19.951 

Non-command 

Older Alluvium 

2.560 

Non-command 

Older Alluvium 

0.455 

Non-command 

Older Alluvium 

1.620 

Non-command 

Older Alluvium 

3.896 

Non-command 

Older Alluvium 

2.472 

Non-command 

Older Alluvium 

8.970 

Non-command 

Older Alluvium 

0.216 

Non-command 

Older Alluvium 

1.839 

Non-command 

Older Alluvium 

4.961 

Non-command 

Older Alluvium 

2.015 

Non-command 

Older Alluvium 

1.255 

Non-command 

Older Alluvium 

1.709 

Non-command 

Older Alluvium 

10.787 

Non-command 

Older Alluvium 

24.239 

Non-command 

Older Alluvium 

0.680 

Non-command 

Quartzite 

0.207 

Non-command 

Older Alluvium 

21.477 

Non-command 

Older Alluvium 

3.751 

Non-command 

Older Alluvium 

9.875 

Non-command 

Older Alluvium 

0.486 

Non-command 

Older Alluvium 

11.029 

Non-command 

Older Alluvium 

0.707 

Non-command 

Older Alluvium 

6.394 

Non-command 

Older Alluvium 

7.146 

Non-command 

Older Alluvium 

16.764 

Non-command 

Older Alluvium 

1.652 

Non-command 

Older Alluvium 

5.342 

Non-command 

Older Alluvium 

2.389 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

110 

200,000 

150,000 

110 

200,000 

200,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

120 

350,000 

350,000 

110 

200,000 

200,000 

110 

175,000 

110,000 

110 

100,000 

100,000 

110 

100,000 

80,000 

110 

200,000 

200,000 

110 

175,000 

110,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

110 

200,000 

200,000 

110 

200,000 

200,000 

110 

200,000 

200,000 

110 

100,000 

100,000 

110 

200,000 

200,000 

110 

175,000 

110,000 

110 

200,000 

200,000 

110 

180,000 

130,000 

110 

200,000 

200,000 

110 

180,000 

130,000 

110 

180,000 

130,000 

110 

180,000 

130,000 

110 

180,000 

130,000 

110 

200,000 

200,000 

120 

350,000 

350,000 

110 

180,000 

130,000 

110 

180,000 

130,000 

110 

200,000 

200,000 

110 

180,000 

130,000 

110 

180,000 

130,000 

110 

200,000 

200,000 

110 

200,000 

200,000 

110 

200,000 

200,000 

110 

200,000 

200,000 

110 

180,000 

130,000 

110 

180,000 

130,000 

110 

180,000 

130,000 

110 

70,000 

50,000 

110 

180,000 

130,000 

110 

180,000 

130,000 

110 

180,000 

130,000 

110 

180,000 

130,000 

110 

180,000 

130,000 

120 

350,000 

350,000 

110 

200,000 

200,000 

110 

200,000 

200,000 

110 

180,000 

130,000 

110 

180,000 

130,000 

110 

180,000 

130,000 

110 

180,000 

130,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.033 

0.033 

0.018 

0.018 



0.024 

0.024 

0.042 

0.042 



0.242 

0.242 

0.176 

0.176 



1.373 

1.373 

0.594 

0.594 

0.615 

0.615 

0.586 

0.606 

0.629 

0.748 

0.072 

0.171 


0.042 

0.042 

0.114 

0.114 

0.386 

0.386 

0.088 

0.088 

0.014 

0.014 

0.200 

0.200 

0.330 

0.330 

0.044 

0.044 

0.022 

0.022 

0.044 

0.044 

0.057 

0.215 

1.073 

1.073 

0.014 

0.014 

- 

- 

0.815 

0.815 

0.229 

0.229 

0.114 

0.431 

0.029 

0.029 

0.601 

0.641 

0.084 

0.084 

- 

- 

0.242 

0.242 

1.258 

1.278 

0.143 

0.143 

0.072 

0.072 

0.029 

0.049 


























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



11005020 


Manwa 


Merasi 


Nandoli Mertiya 


Nimbari 


Ratnas 


SIRSOON 


Achhojai 


Antroli Kalan 


Antroli Khurd 


Chak Jalsoo Kalan 


Chak Jalsoo Khurd 


Chiknas 


Chochiyas 


Degana Gaon 


Doongras 


Goredi Chancha (CT 


Goredi Kama 


Himmat Nagar 


Idwa 


11005021 


Jalsoo Khurd 


Jalsoo Nanak 


Jhagarwas 


Kirad 


Kitalsar 


Langor 


Modriya 


Paliyas 


Pundlota 


Ramsari 


Rawaliyawas 


Rewat 


Sarsanda 


Tamroli 


Tilanesh 


Ajwa 


0814000901886300 

6.399 

0814000801869000 

8.684 

0814000901886100 

7.064 

0814000901885900 

10.377 

0814000901888300 

3.636 

0814000901886000 

6.684 

0814000701857800 

20.881 

0814000701855000 

9.227 

0814000701855200 

8.769 



0814000701853200 

1.248 

0814000701854900 

3.681 

0814000701855300 

2.887 



0814000701855600 

6.095 

0814000741408000 

7.746 

0814000701854200 

5.791 

0814000701854600 

15.812 

0814000701856800 

36.203 



0814000701853500 

10.500 

0814000701853300 

16.639 


0814000701854300 

4.957 

0814000701857200 

7.222 

0814000701857100 

13.125 

0814000701854400 

4.638 

0814000701856500 

4.885 

0814000701857900 

26.305 


0814000701857600 

30.558 

0814000701854700 

5.494 

0814000701854100 

10.207 

0814000701853600 

15.624 

0814000701855400 

7.728 


0814000701854500 

9.259 

0814000701856900 

10.223 

0814000801872600 

9.174 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Amarpura 

0821000102486500 

5.570 

Fresh 

Aradka 

0821000202501000 

17.376 

Fresh 

Arath 

0814000801870600 

9.440 

Fresh 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

0.178 

Non-command 

Quartzite 

0.475 

Non-command 

Older Alluvium 

1.852 

Non-command 

Older Alluvium 

1.153 

Non-command 

Older Alluvium 

1.690 

Non-command 

Older Alluvium 

5.381 

Non-command 

Older Alluvium 

3.636 

Non-command 

Older Alluvium 

3.150 

Non-command 

Older Alluvium 

4.075 

Non-command 

Older Alluvium 

6.725 

Non-command 

Older Alluvium 

3.380 

Non-command 

Older Alluvium 

2.080 

Non-command 

Older Alluvium 

2.688 

Non-command 

Older Alluvium 

6.216 

Non-command 

Older Alluvium 

0.051 

Non-command 

Older Alluvium 

3.564 

Non-command 

Older Alluvium 

1.119 

Non-command 

Older Alluvium 

0.466 

Non-command 

Older Alluvium 

0.905 

Non-command 

Older Alluvium 

0.264 

Non-command 

Older Alluvium 

13.789 

Non-command 

Older Alluvium 

2.048 

Non-command 

Older Alluvium 

0.002 

Non-command 

Older Alluvium 

5.042 

Non-command 

Older Alluvium 

5.170 

Non-command 

Older Alluvium 

15.564 

Non-command 

Older Alluvium 

23.034 

Non-command 

Older Alluvium 

9.162 

Non-command 

Older Alluvium 

3.868 

Non-command 

Older Alluvium 

1.636 

Non-command 

Older Alluvium 

0.126 

Non-command 

Older Alluvium 

0.794 

Non-command 

Older Alluvium 

10.198 

Non-command 

Older Alluvium 

0.615 

Non-command 

Older Alluvium 

3.907 

Non-command 

Older Alluvium 

2.800 

Non-command 

Older Alluvium 

2.739 

Non-command 

Older Alluvium 

0.032 

Non-command 

Older Alluvium 

0.063 

Non-command 

Older Alluvium 

0.146 

Non-command 

Older Alluvium 

0.185 

Non-command 

Older Alluvium 

5.494 

Non-command 

Older Alluvium 

0.356 

Non-command 

Older Alluvium 

10.442 

Non-command 

Older Alluvium 

3.102 

Non-command 

Older Alluvium 

0.703 

Non-command 

Older Alluvium 

9.259 

Non-command 

Older Alluvium 

10.223 

Non-command 

Older Alluvium 

5.411 

Non-command 

Phyllite & Schist 

3.600 

Non-command 

Phyllite & Schist 

5.570 

Non-command 

Gneisses 

0.003 

Non-command 

Phyllite & Schist 

1.691 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

110 

150,000 

110,000 

110 

70,000 

50,000 

110 

200,000 

200,000 

110 

180,000 

130,000 

110 

200,000 

200,000 

110 

200,000 

200,000 

110 

200,000 

200,000 

110 

200,000 

200,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

110 

180,000 

130,000 

110 

150,000 

110,000 

120 

110,000 

80,000 

120 

80,000 

50,000 

110 

150,000 

110,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.420 

0.420 

0.024 

0.024 



0.252 

0.252 

0.126 

0.126 




0.157 

0.157 

0.085 

0.085 

0.202 

0.281 






















































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Bagot 

0814000801871000 

11.338 

Fresh 

Bajwas 

0814000801873200 

7.623 

Fresh 

Banser 

0814000801875500 

9.224 

Fresh 

Banwal 

0814000801875200 

24.288 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Barev 

0814000801871900 

5.740 

Fresh 

Baroon 

0814000801875600 

5.835 

Fresh 

Beesas 

0814000801873100 

8.258 

Fresh 

Bhadsiyan 

0814000801874900 

9.380 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Bhadwa 

0814000801868200 

20.420 

Fresh 

Bhakri Maulas 

0814000801871400 

9.816 

Fresh 

Bhakri sheel 

0814000801871300 

3.287 

Fresh 

Bhawani Gaon 

0814000801871700 

7.864 

Fresh 

Bhawasiya 

0814000801868000 

9.484 

Fresh 

Bherwas 

0814000801874200 

2.803 

Fresh 

Bhootas 

0814000801874400 

4.049 

Fresh 

Charnawas 

0814000801875000 

4.601 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Cheewli 

0814000801874300 

3.597 

Fresh 

Chitai 

0814000801871200 

9.255 

Fresh 

Chitawa 

0814000801871100 

5.289 

Fresh 

Dhadhi Khera 

0814000801871800 

1.275 

Fresh 

Dhadhota 

0814000801873000 

10.590 

Fresh 

Dholiya 

0814000801872400 

6.026 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Dhunthiyan 

0814000801870900 

10.107 

Fresh 

Gular 

0814000801869700 

25.622 

Fresh 

Haripura 

0814000801867900 

4.560 

Fresh 


Non-command 


Non-command 


Non-command 


Hatheli 

0814000801872100 

2.764 

Fresh 

Jagdishpura 

0814000801869600 

4.922 

Fresh 

Janjila 

0814000801870000 

13.634 

Fresh 

Jawla 

0814000801869200 

15.302 

Fresh 

Jhalra 

0814000801872800 

10.993 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kaletara 

0814000801874600 

7.190 

Fresh 

Kankediyas 

0814000801874500 

2.871 

Fresh 

Kanwlad 

0814000801870800 

8.570 

Fresh 

Karkeri 

0821000102486100 

28.282 

Fresh 

Keriya Ki Dhani 

0821000102486000 

4.673 

Fresh 

Khanpur 

0814000801870700 

17.552 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Kitiya 

0814000801872000 

2.273 

Fresh 

Kurada 

0814000801868800 

22.510 

Fresh 

Lakhiyas 

0814000801872700 

5.293 

Fresh 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Quartzite 

0.428 

Non-command 

Older Alluvium 

11.338 

Non-command 

Phyllite & Schist 

3.963 

Non-command 

Phyllite & Schist 

7.105 

Non-command 

Gneisses 

2.307 

Non-command 

Older Alluvium 

6.709 

Non-command 

Phyllite & Schist 

0.967 

Non-command 

Older Alluvium 

5.740 

Non-command 

Phyllite & Schist 

5.815 

Non-command 

Phyllite & Schist 

8.258 

Non-command 

Older Alluvium 

4.780 

Non-command 

Phyllite & Schist 

4.601 

Non-command 

Older Alluvium 

0.470 

Non-command 

Older Alluvium 

1.862 

Non-command 

Older Alluvium 

3.287 

Non-command 

Older Alluvium 

7.864 

Non-command 

Older Alluvium 

6.924 

Non-command 

Phyllite & Schist 

2.742 

Non-command 

Phyllite & Schist 

4.049 

Non-command 

Gneisses 

0.786 

Non-command 

Older Alluvium 

3.457 

Non-command 

Phyllite & Schist 

3.583 

Non-command 

Older Alluvium 

5.359 

Non-command 

Older Alluvium 

2.816 

Non-command 

Older Alluvium 

1.275 

Non-command 

Phyllite & Schist 

10.299 

Non-command 

Older Alluvium 

3.742 

Non-command 

Phyllite & Schist 

2.254 

Non-command 

Older Alluvium 

9.890 

Non-command 

Older Alluvium 

1.383 

Non-command 

Older Alluvium 

1.490 

Non-command 

Quartzite 

0.405 

Non-command 

Older Alluvium 

2.764 

Non-command 

Older Alluvium 

4.435 

Non-command 

Older Alluvium 

2.604 

Non-command 

Older Alluvium 

4.135 

Non-command 

Phyllite & Schist 

8.628 

Non-command 

Quartzite 

2.360 

Non-command 

Phyllite & Schist 

7.190 

Non-command 

Phyllite & Schist 

2.871 

Non-command 

Older Alluvium 

8.570 

Non-command 

Phyllite & Schist 

23.654 

Non-command 

Phyllite & Schist 

1.229 

Non-command 

Older Alluvium 

14.503 

Non-command 

Quartzite 

2.952 

Non-command 

Gneisses 

0.136 

Non-command 

Older Alluvium 

2.534 

Non-command 

Phyllite & Schist 

4.657 

Non-command 

Older Alluvium 

2.273 

Non-command 

Older Alluvium 

2.921 

Non-command 

Older Alluvium 

3.264 

Non-command 

Phyllite & Schist 

1.553 

Non-command 

Quartzite 

0.404 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

110 

70,000 

50,000 

110 

180,000 

130,000 

110 

150,000 

110,000 

110 

150,000 

110,000 

110 

90,000 

50,000 

110 

180,000 

130,000 

110 

150,000 

110,000 

110 

180,000 

130,000 

110 

150,000 

110,000 

110 

150,000 

110,000 

110 

180,000 

130,000 

110 

150,000 

110,000 

110 

180,000 

130,000 

110 

180,000 

130,000 

110 

180,000 

130,000 

110 

180,000 

130,000 

110 

180,000 

130,000 

110 

150,000 

110,000 

110 

150,000 

110,000 

110 

90,000 

50,000 

110 

180,000 

130,000 

110 

150,000 

110,000 

110 

180,000 

130,000 

110 

180,000 

130,000 

110 

180,000 

130,000 

110 

150,000 

110,000 

110 

180,000 

130,000 

110 

150,000 

110,000 

110 

180,000 

130,000 

110 

180,000 

130,000 

110 

180,000 

130,000 

110 

70,000 

50,000 

110 

180,000 

130,000 

110 

180,000 

130,000 

110 

180,000 

130,000 

110 

180,000 

130,000 

110 

150,000 

110,000 

110 

70,000 

50,000 

110 

150,000 

110,000 

110 

150,000 

110,000 

110 

180,000 

130,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

110 

180,000 

130,000 

110 

70,000 

50,000 

110 

90,000 

50,000 

110 

180,000 

130,000 

110 

150,000 

110,000 

110 

180,000 

130,000 

110 

180,000 

130,000 

110 

180,000 

130,000 

110 

150,000 

110,000 

110 

70,000 

50,000 




MCM 

MCM 

(15) 

(16) 

~ 

~ ' 

0.887 

0.887 

0.605 

0.622 

0.012 

0.045 

0.017 

0.017 

0.129 

0.129 

0.012 

0.012 

0.272 

0.272 

0.036 

0.053 

0.254 

0.254 

0.072 

0.171 

0.061 

0.127 

0.014 

0.014 

0.129 

0.129 

0.872 

0.951 

0.072 

0.072 

0.172 

0.429 

0.399 

0.399 

0.024 

0.024 

0.006 

0.006 

0.072 

0.072 

0.024 

0.024 

0.157 

0.157 

0.429 

0.449 

0.029 

0.029 

0.169 

0.169 

0.143 

0.143 

0.073 

0.073 

0.787 

0.846 

0.057 

0.057 

0.014 

0.014 

- 

- 

0.043 

0.043 

0.315 

0.355 

0.143 

0.143 

0.300 

0.320 

0.932 

0.932 

0.116 

0.116 

0.061 

0.078 

0.436 

0.436 

1.030 

1.030 

0.701 

0.886 


1.702 

1.702 

0.132 

0.132 

- 

- 

0.014 

0.014 

0.024 

0.024 

0.086 

0.086 

0.215 

0.215 

0.772 

0.772 

0.315 

0.315 

0.039 

0.039 































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Lalana Kalan 


Madhwa 


Malas Charnan 


Mandowari 


Manpura 


Mayapur 


0814000801869900 


0814000801872900 


0814000801874100 


0814000801874700 


0814000801875700 


0814000801875100 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Mehgaon 

0814000801870400 

21.424 

Fresh 

Modi Khurd 

0814000801873300 

6.355 

Fresh 

Mokhampura 

0821000102486300 

2.625 

Fresh 

Moondota 

0814000801872300 

8.357 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Narma 

0814000801869500 

16.799 

Fresh 

Narwar 

0821000202501200 

16.879 

Fresh 

Neniya 

0814000801870100 

11.619 

Fresh 

Nimbola 

0814000801871600 

11.270 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Padanga 

0821000102486400 

4.575 

Fresh 

Palri Kadwan 

0814000801872200 

7.666 

Fresh 


Non-command 


Non-command 


11005022 


Parasoli 

0821000102486200 

5.947 

Fresh 

Pawaron Ki Dhani 

0821000102486600 

5.032 

Fresh 

Peelwa 

0814000801874000 

18.574 

Fresh 

Rabdiyad 

0814000801872500 

13.287 

Fresh 

Rohindi 

0814000801870200 

16.302 

Fresh 


Sanchor 


Sidiyas 


Taparwara 


Achhojai 


Antroli Sanga 


Bajoli 


Bajwas 


Banda Hera 


Banser 


Banwarla 


Beenthawaliya 


Bhakri Maulas 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0814000801870500 

14.236 

0814000801875400 

7.616 

0814000801871500 

15.488 

0814000701857800 

20.881 


0814000801869100 

6.738 

0814000901888200 

16.625 

0814000801873200 

7.623 

0814000801876100 

10.062 

0814000801875500 

9.224 

0814000701854800 

12.187 


0814000801868900 

7.799 

0814000801871400 

9.816 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bherunda 


Bherwas 


Bofli 


Charanwas 


Chiknas 


Degana Gaon 


Deola Mada 


0814000701861100 

23.762 

0814000801874200 

2.803 

0814000701864100 

4.932 

0814000701857400 

5.334 

0814000701855300 

2.887 



7.160 Fresh 


Saline 


0814000701857000 

23.226 

0814000701855700 

4.545 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.003 

Non-command 

Phyllite & Schist 

7.695 

Non-command 

Phyllite & Schist 

1.754 

Non-command 

Phyllite & Schist 

2.436 

Non-command 

Phyllite & Schist 

0.130 

Non-command 

Gneisses 

0.674 

Non-command 

Older Alluvium 

7.730 

Non-command 

Phyllite & Schist 

0.363 

Non-command 

Phyllite & Schist 

0.891 

Non-command 

Phyllite & Schist 

0.658 

Non-command 

Phyllite & Schist 

2.520 

Non-command 

Older Alluvium 

5.140 

Non-command 

Phyllite & Schist 

3.216 

Non-command 

Older Alluvium 

11.680 

Non-command 

Gneisses 

0.002 

Non-command 

Older Alluvium 

11.619 

Non-command 

Older Alluvium 

1.414 

Non-command 

Phyllite & Schist 

3.154 

Non-command 

Phyllite & Schist 

4.472 

Non-command 

Older Alluvium 

4.977 

Non-command 

Phyllite & Schist 

2.689 

Non-command 

Phyllite & Schist 

5.947 

Non-command 

Phyllite & Schist 

2.993 

Non-command 

Phyllite & Schist 

11.919 

Non-command 

Older Alluvium 

13.287 

Non-command 

Older Alluvium 

4.795 

Non-command 

Quartzite 

1.608 

Non-command 

Phyllite & Schist 

7.489 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Older Alluvium 

1.190 

Non-command 

Older Alluvium 

1.895 

Non-command 

Older Alluvium 

13.180 

Non-command 

Older Alluvium 

6.738 

Non-command 

Older Alluvium 

0.248 

Non-command 

Phyllite & Schist 

3.660 

Non-command 

Phyllite & Schist 

9.455 

Non-command 

Phyllite & Schist 

0.006 

Non-command 

Older Alluvium 

0.070 

Non-command 

Older Alluvium 

3.212 

Non-command 

Older Alluvium 

2.952 

Non-command 

Older Alluvium 

7.157 

Non-command 

Phyllite & Schist 

0.796 

Non-command 

Phyllite & Schist 

0.009 

Non-command 

Phyllite & Schist 

0.061 

Non-command 

Phyllite & Schist 

4.932 

Non-command 

Older Alluvium 

3.714 

Non-command 

Older Alluvium 

1.013 

Non-command 

Older Alluvium 

0.289 

Non-command 

Older Alluvium 

4.087 

Non-command 

Older Alluvium 

1.904 

Non-command 

Older Alluvium 

0.599 

Non-command 

Older Alluvium 

0.003 

Non-command 

Older Alluvium 

0.002 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

110 

180,000 

130,000 

110 

150,000 

110,000 

110 

150,000 

110,000 

110 

150,000 

110,000 

110 

150,000 

110,000 

110 

90,000 

50,000 

110 

180,000 

130,000 

110 

150,000 

110,000 

110 

150,000 

110,000 

110 

150,000 

110,000 

120 

110,000 

80,000 

110 

180,000 

130,000 

110 

150,000 

110,000 

110 

180,000 

130,000 

120 

80,000 

50,000 

110 

180,000 

130,000 

110 

180,000 

130,000 

110 

150,000 

110,000 

120 

110,000 

80,000 

110 

180,000 

130,000 

110 

150,000 

110,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

110 

150,000 

110,000 

110 

180,000 

130,000 

110 

180,000 

130,000 

110 

70,000 

50,000 

110 

150,000 

110,000 

110 

150,000 

110,000 

110 

180,000 

130,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

110 

180,000 

130,000 

110 

200,000 

200,000 

110 

150,000 

110,000 

110 

150,000 

110,000 

110 

150,000 

110,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

110 

180,000 

130,000 

110 

180,000 

130,000 

110 

150,000 

110,000 

110 

100,000 

80,000 

110 

150,000 

110,000 

110 

100,000 

80,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

200,000 

200,000 



MCM 

MCM 

(15) 

(16) 

~ 

- 

0.061 

0.061 

0.278 

0.278 

0.073 

0.090 

0.012 

0.012 

0.006 

0.006 

0.143 

0.143 


0.012 

0.012 

0.024 

0.024 

0.029 

0.055 

0.100 

0.100 

0.061 

0.061 

0.801 

0.801 


0.257 

0.257 

0.014 

0.014 

0.012 

0.012 

0.077 

0.077 

0.501 

0.501 

0.230 

0.230 

0.298 

0.430 

0.048 

0.048 

0.048 

0.065 

0.958 

0.958 

0.072 

0.092 

0.011 

0.011 

0.387 

0.387 


0.029 

0.029 

0.042 

0.042 

0.144 

0.144 

0.644 

0.664 


0.557 

0.574 

0.835 

0.835 



0.358 

0.358 

0.515 

0.515 

0.048 

0.048 

- 

- 

0.012 

0.012 

0.317 

0.328 

0.126 

0.126 



































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Gonardi 


Gudha 


Gulababpura 


Jagdishpura 


Jalampura 


Jawa Sisodiya 


Jawla 


Kheri Kheewsi 


Khkhariya 


Kuliyana 


Kundri 


Kurada 


Lawadar 


Luniyas 


Maharana 


Malas Charnan 


Mandal Deva 


Mandal Jodha 


Mandelpura 


Manpura 


Merasi 


Mindakiya 


Modi Khurd 


Modriya 


Mori Kalan 


Moriyana 


Narma 


Netiyas 


Nimbari Kalan 


Nimbari Kothariya 


Nimbola 


0814000701859500 

1.984 

0821000202503600 

8.931 

0814000701864000 

6.268 


26.260 Fresh 



0814000801869600 

4.922 

0814000801873600 

3.921 

0814000701857300 

5.867 

0814000801869200 

15.302 

0814000801869400 

3.508 

0814000801873900 

4.760 

0814000801875900 

7.378 

0814000801875800 

14.751 

0814000801868800 

22.510 

0814000701859700 

9.483 

0814000701860100 

4.233 

0814000701859900 

7.167 

0814000801874100 

1.809 

0814000701859200 

6.564 

0814000701859300 

7.219 


0814000701863900 

8.232 

0814000801875700 

6.171 

0814000801869000 

8.684 

0814000801876000 

5.969 

0814000801873300 

6.355 

0814000701856500 

4.885 

0814000701863600 

18.478 

0814000701864300 

8.788 

0814000801869500 

16.799 

0814000801873700 

2.852 

0814000701859600 

6.865 

0814000701860400 

12.068 

0814000801871600 

11.270 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Oriyana 


Paliyas 


Peeh 


Peelwa 


Pundlota 


Puniyas 


Rajlota 


Rakiyasani 


0814000701864200 

9.160 

0814000701857900 

26.305 


0814000801876200 

24.137 

0814000801874000 

18.574 

0814000701857600 

30.558 



0814000701856400 

5.996 

0814000701860000 

7.914 

0814000701864400 

9.971 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

3.833 

Non-command 

Older Alluvium 

0.047 

Non-command 

Older Alluvium 

1.856 

Non-command 

Older Alluvium 

9.252 

Non-command 

Older Alluvium 

4.252 

Non-command 

Older Alluvium 

1.759 

Non-command 

Phyllite & Schist 

0.013 

Non-command 

Older Alluvium 

0.193 

Non-command 

Phyllite & Schist 

6.076 

Non-command 

Older Alluvium 

4.034 

Non-command 

Phyllite & Schist 

21.570 

Non-command 

Older Alluvium 

3.332 

Non-command 

Older Alluvium 

0.443 

Non-command 

Older Alluvium 

0.001 

Non-command 

Phyllite & Schist 

3.921 

Non-command 

Older Alluvium 

3.174 

Non-command 

Older Alluvium 

10.831 

Non-command 

Older Alluvium 

3.508 

Non-command 

Phyllite & Schist 

4.760 

Non-command 

Phyllite & Schist 

7.378 

Non-command 

Phyllite & Schist 

13.817 

Non-command 

Older Alluvium 

2.826 

Non-command 

Older Alluvium 

8.970 

Non-command 

Older Alluvium 

0.013 

Non-command 

Older Alluvium 

2.451 

Non-command 

Phyllite & Schist 

0.055 

Non-command 

Older Alluvium 

0.643 

Non-command 

Older Alluvium 

4.423 

Non-command 

Older Alluvium 

0.004 

Non-command 

Phyllite & Schist 

0.224 

Non-command 

Phyllite & Schist 

5.315 

Non-command 

Older Alluvium 

7.531 

Non-command 

Phyllite & Schist 

5.969 

Non-command 

Phyllite & Schist 

5.697 

Non-command 

Older Alluvium 

4.854 

Non-command 

Phyllite & Schist 

14.502 

Non-command 

Phyllite & Schist 

8.788 

Non-command 

Older Alluvium 

5.119 

Non-command 

Phyllite & Schist 

2.852 

Non-command 

Older Alluvium 

1.604 

Non-command 

Older Alluvium 

0.015 

Non-command 

Older Alluvium 

0.645 

Non-command 

Phyllite & Schist 

6.057 

Non-command 

Phyllite & Schist 

9.160 

Non-command 

Older Alluvium 

7.226 

Non-command 

Older Alluvium 

0.480 

Non-command 

Phyllite & Schist 

4.281 

Non-command 

Phyllite & Schist 

6.286 

Non-command 

Older Alluvium 

25.520 

Non-command 

Older Alluvium 

4.165 

Non-command 

Older Alluvium 

0.340 

Non-command 

Older Alluvium 

0.021 

Non-command 

Phyllite & Schist 

6.203 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

120 

350,000 

350,000 

120 

110,000 

90,000 

120 

350,000 

350,000 

120 

180,000 

150,000 

120 

350,000 

350,000 

120 

180,000 

150,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

110 

180,000 

130,000 

110 

150,000 

110,000 

120 

350,000 

350,000 

110 

180,000 

130,000 

110 

180,000 

130,000 

110 

150,000 

110,000 

110 

150,000 

110,000 

110 

150,000 

110,000 

110 

180,000 

130,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

110 

150,000 

110,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

120 

180,000 

150,000 

110 

150,000 

110,000 

110 

180,000 

130,000 

110 

150,000 

110,000 

110 

150,000 

110,000 

120 

350,000 

350,000 

110 

100,000 

80,000 

110 

100,000 

80,000 

110 

180,000 

130,000 

110 

150,000 

110,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

110 

180,000 

130,000 

110 

150,000 

110,000 

110 

100,000 

80,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

110 

150,000 

110,000 

110 

150,000 

110,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

110 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.294 




0.108 

0.108 

0.462 

0.462 

1.044 

1.044 



0.085 

0.118 

0.336 

0.336 

0.787 

0.866 

0.901 

0.921 

0.085 

0.118 

0.048 

0.048 

1.295 

1.295 

0.215 

0.215 

2.814 

3.108 


0.252 

0.252 

0.012 

0.012 

0.084 

0.084 

2.016 

2.016 



0.448 

0.448 

0.358 

0.358 

0.750 

0.750 

0.230 

0.230 


0.686 

0.708 

0.757 

0.779 

0.358 

0.358 

0.085 

0.135 

0.210 

0.210 



0.024 

0.024 

0.308 

0.308 

0.042 

0.042 



























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 




Rid 


Rojas 


Saneriya 


Sarsanda 


Seetawat 


Sidiyas 


Sirasana 


Sundari 


Taparwara 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Census Code 

Area 


sq.km 

(3) 

(4) 

0814000701859800 

2.473 

0814000701855900 

3.635 



0814000801873500 

8.993 

0814000801873800 

3.305 

0814000701864500 

10.661 

0814000701855400 

7.728 


0814000801873400 

8.811 

0814000801875400 

7.616 

0814000701856100 

20.135 


0814000701856600 

2.236 

0814000801871500 

15.488 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


11005023 


Teenwli 


Thata 


Udiyas 


Achla Ka Khet 


Alwas 


Antroli Kalan 


Antroli Khurd 


Arniyala 


Bachhwas 


Bagar 


Bamna Kalan 


Bamna Khurd 


Barna 


Basni Rebariyan 


Basni Sumer 


Bedas Kalan 


Bhadwasi 


Bhawariya 


Bichpuri 


Bikharniya Kalan 


Bikharniya Khurd 


Chak Chiknas 


Chak Dhani 


0814000801869300 

2.767 

0814000701863700 

24.152 

0814000701855800 

4.031 



0814000701848200 

1.595 

0814000701852400 

6.502 


0814000701855000 

9.227 

0814000701855200 

8.769 


0814000601843700 

9.741 

0814000701852000 

7.938 



0814000701850700 

13.887 

0814000701851100 

17.731 



11.518 Fresh 


0814000601832200 

8.392 

0814000601837400 

4.517 

0814000701858200 

4.150 

0814000701848100 

1.733 



Saline 


8.482 Fresh 


0814000701849500 

5.634 

0814000701847600 

7.279 



0814000701858700 

12.182 

0814000701858800 

6.080 

0814000701855100 

1.278 

0814000701847000 

3.657 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 




Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

2.473 

Non-command 

Older Alluvium 

1.193 

Non-command 

Older Alluvium 

0.289 

Non-command 

Phyllite & Schist 

8.993 

Non-command 

Phyllite & Schist 

3.305 

Non-command 

Phyllite & Schist 

0.055 

Non-command 

Older Alluvium 

1.705 

Non-command 

Older Alluvium 

1.290 

Non-command 

Phyllite & Schist 

8.811 

Non-command 

Phyllite & Schist 

0.081 

Non-command 

Older Alluvium 

1.212 

Non-command 

Older Alluvium 

0.191 

Non-command 

Older Alluvium 

1.503 

Non-command 

Older Alluvium 

7.852 

Non-command 

Phyllite & Schist 

6.446 

Non-command 

Older Alluvium 

2.574 

Non-command 

Phyllite & Schist 

13.877 

Non-command 

Older Alluvium 

3.287 

Non-command 

Older Alluvium 

0.300 

Non-command 

Older Alluvium 

0.642 

Non-command 

Older Alluvium 

0.808 

Non-command 

Tertiary Sandstone 

0.064 

Non-command 

Older Alluvium 

4.623 

Non-command 

Older Alluvium 

1.878 

Non-command 

Older Alluvium 

2.503 

Non-command 

Older Alluvium 

0.728 

Non-command 

Older Alluvium 

2.580 

Non-command 

Older Alluvium 

1.196 

Non-command 

Older Alluvium 

7.830 

Non-command 

Older Alluvium 

0.108 

Non-command 

Older Alluvium 

2.397 

Non-command 

Older Alluvium 

6.407 

Non-command 

Older Alluvium 

5.549 

Non-command 

Older Alluvium 

2.097 

Non-command 

Older Alluvium 

13.887 

Non-command 

Older Alluvium 

17.045 

Non-command 

Tertiary Sandstone 

0.686 

Non-command 

Older Alluvium 

0.802 

Non-command 

Tertiary Sandstone 

10.382 

Non-command 

Older Alluvium 

8.392 

Non-command 

Older Alluvium 

0.548 

Non-command 

Older Alluvium 

0.309 

Non-command 

Tertiary Sandstone 

0.006 

Non-command 

Tertiary Sandstone 

0.032 

Non-command 

Older Alluvium 

0.207 

Non-command 

Tertiary Sandstone 

8.275 

Non-command 

Older Alluvium 

0.091 

Non-command 

Tertiary Sandstone 

6.644 

Non-command 

Tertiary Sandstone 

0.635 

Non-command 

Older Alluvium 

0.174 

Non-command 

Older Alluvium 

1.145 

Non-command 

Older Alluvium 

1.278 

Non-command 

Tertiary Sandstone 

2.744 


with 

Pumpset 


(9) (10) 


1 38 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

110 

150,000 

110,000 

110 

150,000 

110,000 

110 

100,000 

80,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

110 

150,000 

110,000 

110 

150,000 

110,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

120 

350,000 

350,000 

110 

180,000 

130,000 

110 

150,000 

110,000 

110 

180,000 

130,000 

120 

180,000 

150,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

120 

400,000 

375,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

110 

300,000 

250,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

110 

300,000 

250,000 

110 

200,000 

150,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

350,000 

350,000 

120 

400,000 

375,000 

110 

250,000 

250,000 

110 

300,000 

300,000 

110 

250,000 

250,000 

110 

300,000 

250,000 

120 

350,000 

350,000 

120 

400,000 

375,000 

120 

200,000 

200,000 

120 

350,000 

350,000 

120 

400,000 

375,000 

120 

350,000 

350,000 

120 

400,000 

375,000 

120 

200,000 

200,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

120 

400,000 

375,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


1.596 




0.182 

0.182 

0.048 

0.081 

- 

- 

0.042 

0.084 

0.024 

0.048 

0.048 

0.065 



0.215 

0.235 

0.145 

0.162 

0.315 

0.315 

0.576 

0.576 



0.084 

0.084 

0.072 

0.192 














































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


Chak Jalsoo Kalan 


Chak Jalsoo Khurd 


Chak Sanwaliyas 


Chanda Roon 


Chhapri Kalan 


Chhapri Khurd 


Choliyas 


Chopra Ki Dhani 


Chosli 


Chua 


Dabriyani Khurd 


Dadhwara 


Dadhwari 


Dagra 


Daron Ki Dhani 


Datani 


Deola Kalan 


Deola Mada 


Deshwal 


Dewas 


Dhadhlas Jalap 


Dhadhlas Uda 


Dhamniya 


Dhawa 


0814000701853200 


0814000701854900 


0814000701847200 


0814000701854000 


0814000601827900 


0814000701851800 


0814000601826700 


0814000701850900 


0814000701849200 


0814000601832300 


0814000601827000 


0814000601827100 


0814000701848900 


0814000601838100 


0814000601832100 


0814000701856000 


0814000601832400 


0814000601838700 


0814000601838600 


0814000601844000 


0814000401816900 


0814000601827600 


(5) 


Saline 


1.248 Saline 


3.681 Saline 


Fresh 


18.334 Fresh 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


4.744 Fresh Non-command 


Saline Non-command 



8.588 Fresh 


5.162 Saline 


Fresh 


Fresh 


22.935 Fresh 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Fresh 


18.083 Fresh 


26.732 Fresh 


7.967 Fresh 


Fresh 


Saline 


12.816 Fresh 



Fresh 


Fresh 


11.210 Fresh 


Fresh 


Saline 


38.605 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Tertiary Sandstone 

0.913 

Non-command 

Older Alluvium 

1.197 

Non-command 

Older Alluvium 

0.117 

Non-command 

Tertiary Sandstone 

1.835 

Non-command 

Older Alluvium 

0.120 

Non-command 

Older Alluvium 

1.151 

Non-command 

Older Alluvium 

8.750 

Non-command 

Older Alluvium 

0.031 

Non-command 

Older Alluvium 

3.254 

Non-command 

Tertiary Sandstone 

1.613 

Non-command 

Older Alluvium 

0.715 

Non-command 

Older Alluvium 

4.030 

Non-command 

Tertiary Sandstone 

7.438 

Non-command 

Vindhyan Sandstone 

0.143 

Non-command 

Tertiary Sandstone 

4.849 

Non-command 

Vindhyan Sandstone 

3.646 

Non-command 

Tertiary Sandstone 

5.162 

Non-command 

Vindhyan Sandstone 

0.932 

Non-command 

Older Alluvium 

12.426 

Non-command 

Older Alluvium 

2.122 

Non-command 

Older Alluvium 

0.520 

Non-command 

Older Alluvium 

9.260 

Non-command 

Older Alluvium 

3.171 

Non-command 

Older Alluvium 

0.001 

Non-command 

Older Alluvium 

5.656 

Non-command 

Tertiary Sandstone 

1.744 

Non-command 

Older Alluvium 

12.271 

Non-command 

Tertiary Sandstone 

0.421 

Non-command 

Older Alluvium 

3.237 

Non-command 

Tertiary Sandstone 

0.009 

Non-command 

Older Alluvium 

2.172 

Non-command 

Vindhyan Sandstone 

18.009 

Non-command 

Vindhyan Sandstone 

22.511 

Non-command 

Older Alluvium 

0.058 

Non-command 

Tertiary Sandstone 

0.220 

Non-command 

Older Alluvium 

3.254 

Non-command 

Older Alluvium 

1.231 

Non-command 

Older Alluvium 

4.806 

Non-command 

Older Alluvium 

4.612 

Non-command 

Older Alluvium 

0.244 

Non-command 

Older Alluvium 

1.994 

Non-command 

Older Alluvium 

2.546 

Non-command 

Tertiary Sandstone 

1.503 

Non-command 

Vindhyan Sandstone 

1.333 

Non-command 

Older Alluvium 

4.700 

Non-command 

Older Alluvium 

1.597 

Non-command 

Older Alluvium 

11.210 

Non-command 

Older Alluvium 

3.551 

Non-command 

Older Alluvium 

4.609 

Non-command 

Vindhyan Sandstone 

24.781 

Non-command 

Older Alluvium 

4.271 

Non-command 

Tertiary Sandstone 

4.730 

Non-command 

Older Alluvium 

0.039 



with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

400,000 

375,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

120 

350,000 

350,000 

120 

400,000 

375,000 

110 

250,000 

250,000 

110 

200,000 

200,000 

110 

300,000 

300,000 

110 

250,000 

250,000 

110 

300,000 

300,000 

110 

250,000 

250,000 

120 

200,000 

200,000 

110 

250,000 

250,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

110 

250,000 

250,000 

110 

300,000 

300,000 

110 

200,000 

200,000 

110 

200,000 

200,000 

110 

250,000 

250,000 

110 

250,000 

250,000 

110 

250,000 

250,000 

120 

350,000 

350,000 

120 

400,000 

375,000 

110 

250,000 

250,000 

110 

200,000 

200,000 

110 

250,000 

250,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

110 

300,000 

300,000 

110 

250,000 

250,000 

110 

250,000 

250,000 

110 

300,000 

250,000 

110 

300,000 

250,000 

110 

300,000 

250,000 

110 

200,000 

150,000 

110 

275,000 

275,000 

110 

250,000 

250,000 

110 

300,000 

300,000 

110 

200,000 

200,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 












































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Dholerao Kalan 


Doodhras 


Dookiyasar 


Doongras 


Dotolai 


Dugor Achla 


Dugorchiknas 


Gagra 


Gaimaliyawas 


Habchar 


Himmat Nagar 


Igyasani 


Jalsoo Nanak 


Jalwana 


Type of Area (Command / N< 
command) 



0814000601838800 

11.319 

0814000701846600 

6.228 

0814000701850400 

6.398 

0814000701855600 

6.095 



0814000601838400 

6.309 

0814000701848000 

9.158 



0814000701848400 

4.308 

0814000601827300 

9.493 

0814000701851400 

4.846 


0814000701849900 


Saline 


16.687 Fresh 




Saline 


11.076 Fresh 



0814000701850300 

12.820 

0814000701854600 

15.812 

0814000701847500 

9.061 




11.175 Fresh 


Saline 


10.500 Fresh 


Saline 


0814000701853300 

16.639 

0814000601843900 

13.765 




Jaroda Gujran 

0814000601831100 

2.677 

Fresh 

Jaroda Kalan 

0814000601830900 

6.883 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Jaroda Khurd 

0814000601831000 

2.579 

Fresh 

Jesas Akheraj 

0814000601831300 

7.557 

Fresh 

Jhagarwas 

0814000701854300 

4.957 

Fresh 

Jodhras 

0814000701852700 

4.116 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Jorawarpura 


Kanwal 


0814000601832000 


5.674 Fresh 



Kartasar 


Keriya Rawan 


Khanpura 


Khariya Kalan 


Khariya Khurd 


0814000701853000 

2.782 

0814000701856300 

7.574 


0814000701858900 

2.019 

0814000701847800 

8.425 

0814000701847700 

4.022 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Tertiary Sandstone 

3.245 

Non-command 

Older Alluvium 

2.489 

Non-command 

Tertiary Sandstone 

2.179 

Non-command 

Older Alluvium 

6.398 

Non-command 

Older Alluvium 

0.438 

Non-command 

Older Alluvium 

3.752 

Non-command 

Older Alluvium 

6.309 

Non-command 

Tertiary Sandstone 

6.611 

Non-command 

Tertiary Sandstone 

1.056 

Non-command 

Tertiary Sandstone 

1.008 

Non-command 

Vindhyan Sandstone 

9.493 

Non-command 

Older Alluvium 

4.020 

Non-command 

Tertiary Sandstone 

0.696 

Non-command 

Older Alluvium 

0.130 

Non-command 

Older Alluvium 

4.221 

Non-command 

Older Alluvium 

11.994 

Non-command 

Older Alluvium 

0.717 

Non-command 

Older Alluvium 

7.531 

Non-command 

Older Alluvium 

12.820 

Non-command 

Older Alluvium 

0.248 

Non-command 

Older Alluvium 

3.333 

Non-command 

Tertiary Sandstone 

5.729 

Non-command 

Older Alluvium 

1.553 

Non-command 

Older Alluvium 

4.118 

Non-command 

Older Alluvium 

5.284 

Non-command 

Older Alluvium 

5.089 

Non-command 

Older Alluvium 

5.647 

Non-command 

Older Alluvium 

9.055 

Non-command 

Older Alluvium 

4.710 

Non-command 

Older Alluvium 

2.154 

Non-command 

Older Alluvium 

3.721 

Non-command 

Older Alluvium 

1.055 

Non-command 

Tertiary Sandstone 

2.223 

Non-command 

Older Alluvium 

1.187 

Non-command 

Older Alluvium 

6.327 

Non-command 

Tertiary Sandstone 

0.546 

Non-command 

Older Alluvium 

1.300 

Non-command 

Older Alluvium 

0.024 

Non-command 

Older Alluvium 

0.182 

Non-command 

Older Alluvium 

2.897 

Non-command 

Tertiary Sandstone 

1.219 

Non-command 

Older Alluvium 

3.538 

Non-command 

Tertiary Sandstone 

2.136 

Non-command 

Older Alluvium 

3.386 

Non-command 

Older Alluvium 

3.958 

Non-command 

Tertiary Sandstone 

0.663 

Non-command 

Tertiary Sandstone 

1.092 

Non-command 

Older Alluvium 

2.782 

Non-command 

Older Alluvium 

4.561 

Non-command 

Older Alluvium 

3.013 

Non-command 

Older Alluvium 

0.961 

Non-command 

Tertiary Sandstone 

8.425 

Non-command 

Tertiary Sandstone 

1.707 


with 

Pumpset 


(9) (10) 


21 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

110 

200,000 

200,000 

110 

300,000 

250,000 

120 

400,000 

375,000 

120 

200,000 

200,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

110 

300,000 

250,000 

120 

400,000 

375,000 

120 

200,000 

200,000 

120 

400,000 

375,000 

110 

250,000 

250,000 

120 

350,000 

350,000 

120 

400,000 

375,000 

120 

200,000 

200,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

400,000 

375,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

110 

300,000 

250,000 

110 

200,000 

150,000 

110 

250,000 

250,000 

110 

200,000 

200,000 

110 

250,000 

250,000 

110 

300,000 

300,000 

110 

250,000 

250,000 

110 

250,000 

250,000 

110 

300,000 

300,000 

110 

250,000 

250,000 

110 

250,000 

250,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

110 

250,000 

250,000 

110 

300,000 

300,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

120 

400,000 

375,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

120 

400,000 

375,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 



0.024 

0.024 

0.084 

0.084 

0.024 

0.024 

0.024 

0.024 











































































































































































































































































































































































































































































































































































































































Micro-watershed 



Khatolai 


Khera Kishanpura 


Kherwa 


Khindas 


Khivtana 


Khiyas 


Khuri Khurd 


Kumpras 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


0814000701852800 

5.411 

0814000601843800 

5.228 



0814000701848500 

4.225 

0814000701852900 

4.168 

0814000701849100 

25.173 

0814000701846700 

7.543 



0814000701851600 

5.894 

0814000601828500 

14.515 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kutiyasani Khurd 

0814000701850100 

6.702 

Fresh 

Lanchh Ki Dhani 

0814000601826000 

5.772 

Saline 

Langor 

0814000701854400 

4.638 

Fresh 

Maidand Kalan 

0814000601831900 

6.514 

Fresh 


Maidand Khurd 


Mandal Deva 


Manjhee 


Megadand 


Meora 


Merta City (M) 


Morra 


Motoos 


Nathawara 


Nathawari 


Nenas 


Nokha Chandawata 


Noond 


Non-command 


Non-command 


Non-command 


Non-command 



0814000601831800 

1.913 

0814000701859200 

6.564 

0814000701850200 

16.278 


0814000601837500 

4.743 

0814000701858300 

32.611 

0814000641407000 

84.472 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0814000601838500 


0814000601831700 


Saline 


15.091 Fresh 


16.150 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0814000701858000 

9.142 

0814000701858100 

7.862 

0814000701847900 

4.901 



0814000601826900 

37.484 

0814000701853800 

15.744 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Tertiary Sandstone 

2.315 

Non-command 

Older Alluvium 

5.411 

Non-command 

Older Alluvium 

4.656 

Non-command 

Older Alluvium 

0.245 

Non-command 

Older Alluvium 

4.512 

Non-command 

Older Alluvium 

0.241 

Non-command 

Tertiary Sandstone 

2.298 

Non-command 

Older Alluvium 

4.168 

Non-command 

Older Alluvium 

1.557 

Non-command 

Tertiary Sandstone 

2.713 

Non-command 

Tertiary Sandstone 

1.977 

Non-command 

Tertiary Sandstone 

12.915 

Non-command 

Tertiary Sandstone 

7.104 

Non-command 

Tertiary Sandstone 

5.894 

Non-command 

Tertiary Sandstone 

1.022 

Non-command 

Vindhyan Sandstone 

1.122 

Non-command 

Older Alluvium 

0.769 

Non-command 

Tertiary Sandstone 

0.011 

Non-command 

Older Alluvium 

0.121 

Non-command 

Older Alluvium 

3.263 

Non-command 

Tertiary Sandstone 

3.252 

Non-command 

Older Alluvium 

1.913 

Non-command 

Older Alluvium 

2.142 

Non-command 

Older Alluvium 

5.943 

Non-command 

Older Alluvium 

8.056 

Non-command 

Older Alluvium 

3.804 

Non-command 

Older Alluvium 

2.592 

Non-command 

Older Alluvium 

1.214 

Non-command 

Tertiary Sandstone 

0.607 

Non-command 

Older Alluvium 

0.010 

Non-command 

Tertiary Sandstone 

0.005 

Non-command 

Older Alluvium 

5.754 

Non-command 

Older Alluvium 

1.189 

Non-command 

Older Alluvium 

2.454 

Non-command 

Tertiary Sandstone 

1.239 

Non-command 

Older Alluvium 

1.510 

Non-command 

Older Alluvium 

13.058 

Non-command 

Older Alluvium 

0.998 

Non-command 

Tertiary Sandstone 

6.530 

Non-command 

Tertiary Sandstone 

5.809 

Non-command 

Older Alluvium 

8.765 

Non-command 

Older Alluvium 

7.175 

Non-command 

Tertiary Sandstone 

0.625 

Non-command 

Tertiary Sandstone 

4.275 

Non-command 

Older Alluvium 

0.929 

Non-command 

Older Alluvium 

3.583 

Non-command 

Older Alluvium 

0.981 

Non-command 

Older Alluvium 

3.683 

Non-command 

Older Alluvium 

4.128 

Non-command 

Older Alluvium 

0.117 

Non-command 

Vindhyan Sandstone 

10.663 

Non-command 

Older Alluvium 

1.329 

Non-command 

Older Alluvium 

13.510 



with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

200,000 

200,000 

120 

200,000 

200,000 

110 

300,000 

250,000 

110 

200,000 

150,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

120 

400,000 

375,000 

120 

200,000 

200,000 

120 

350,000 

350,000 

120 

400,000 

375,000 

120 

200,000 

200,000 

120 

400,000 

375,000 

120 

200,000 

200,000 

120 

400,000 

375,000 

110 

300,000 

300,000 

110 

250,000 

250,000 

120 

350,000 

350,000 

110 

200,000 

200,000 

120 

350,000 

350,000 

110 

250,000 

250,000 

110 

300,000 

300,000 

110 

250,000 

250,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

110 

250,000 

250,000 

120 

350,000 

350,000 

110 

250,000 

250,000 

110 

300,000 

300,000 

110 

200,000 

200,000 

110 

200,000 

200,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

120 

350,000 

350,000 

120 

400,000 

375,000 

120 

200,000 

200,000 

110 

300,000 

250,000 

110 

250,000 

250,000 

110 

300,000 

300,000 

110 

200,000 

200,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

400,000 

375,000 

120 

200,000 

200,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

110 

250,000 

250,000 

120 

350,000 

350,000 

120 

200,000 

200,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 



0.210 0.252 






















































































































































































































































































































































































































































































































































































































































Micro-watershed 



Poonjiyas 


Puniyas 


Roon 


Sandas 



Sanjoo 


Sanwaliyawas 


Sarsanda 


Sundari 


Thala Ki Dhani 


Udiyas 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


31.515 Fresh 


26.305 Fresh 


Saline 


24.842 Fresh 


Saline 


Fresh 


Saline 


9.721 Fresh 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Pharaspura 

0814000601837300 

6.452 

Fresh 

Polas Vishnoiyan 

0814000701851900 

10.404 

Fresh 


Non-command 


Non-command 




0814000601830700 

28.918 

0814000701856400 

5.996 



0814000701855900 

3.635 

0814000601838300 

45.900 


0814000401816600 

62.459 

0814000701855500 

6.132 



0814000701849000 

19.619 

0814000701847300 

2.040 

0814000701855400 

7.728 



Siradhana 

0814000601827200 

1.580 

Fresh 

Sirasana 

0814000701856100 

20.135 

Fresh 

Sirsala 

0814000601831600 

13.032 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0814000701856600 

2.236 

0814000601837900 

3.784 

0814000701855800 

4.031 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Tertiary Sandstone 

5.089 

Non-command 

Vindhyan Sandstone 

24.665 

Non-command 

Older Alluvium 

17.713 

Non-command 

Older Alluvium 

0.675 

Non-command 

Older Alluvium 

10.058 

Non-command 

Older Alluvium 

2.423 

Non-command 

Older Alluvium 

0.099 

Non-command 

Older Alluvium 

9.263 

Non-command 

Older Alluvium 

1.232 

Non-command 

Tertiary Sandstone 

5.169 

Non-command 

Older Alluvium 

1.602 

Non-command 

Tertiary Sandstone 

1.717 

Non-command 

Older Alluvium 

4.328 

Non-command 

Older Alluvium 

4.336 

Non-command 

Tertiary Sandstone 

0.916 

Non-command 

Older Alluvium 

1.589 

Non-command 

Tertiary Sandstone 

3.563 

Non-command 

Tertiary Sandstone 

2.227 

Non-command 

Tertiary Sandstone 

0.971 

Non-command 

Tertiary Sandstone 

1.531 

Non-command 

Older Alluvium 

1.781 

Non-command 

Older Alluvium 

3.875 

Non-command 

Tertiary Sandstone 

18.574 

Non-command 

Tertiary Sandstone 

0.202 

Non-command 

Older Alluvium 

2.153 

Non-command 

Older Alluvium 

24.573 

Non-command 

Older Alluvium 

21.327 

Non-command 

Older Alluvium 

4.050 

Non-command 

Older Alluvium 

0.189 

Non-command 

Vindhyan Sandstone 

6.594 

Non-command 

Older Alluvium 

2.022 

Non-command 

Older Alluvium 

4.110 

Non-command 

Older Alluvium 

0.275 

Non-command 

Tertiary Sandstone 

0.679 

Non-command 

Older Alluvium 

0.862 

Non-command 

Older Alluvium 

0.066 

Non-command 

Older Alluvium 

0.005 

Non-command 

Tertiary Sandstone 

1.177 

Non-command 

Vindhyan Sandstone 

1.580 

Non-command 

Older Alluvium 

18.732 

Non-command 

Older Alluvium 

6.357 

Non-command 

Tertiary Sandstone 

0.492 

Non-command 

Older Alluvium 

0.659 

Non-command 

Tertiary Sandstone 

2.498 

Non-command 

Older Alluvium 

0.014 

Non-command 

Tertiary Sandstone 

0.011 

Non-command 

Older Alluvium 

1.383 

Non-command 

Tertiary Sandstone 

0.791 

Non-command 

Older Alluvium 

2.464 

Non-command 

Older Alluvium 

2.901 

Non-command 

Older Alluvium 

0.732 

Non-command 

Older Alluvium 

3.784 

Non-command 

Older Alluvium 

0.444 


with 

Pumpset 


(9) (10) 


26 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

110 

300,000 

300,000 

110 

250,000 

250,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

110 

250,000 

250,000 

110 

200,000 

200,000 

120 

350,000 

350,000 

120 

400,000 

375,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

110 

300,000 

250,000 

120 

350,000 

350,000 

120 

400,000 

375,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

400,000 

375,000 

120 

200,000 

200,000 

110 

300,000 

300,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

120 

400,000 

375,000 

120 

200,000 

200,000 

120 

350,000 

350,000 

110 

250,000 

250,000 

110 

200,000 

200,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

110 

275,000 

275,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

120 

350,000 

350,000 

120 

400,000 

375,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

110 

250,000 

250,000 

110 

300,000 

300,000 

110 

250,000 

250,000 

120 

350,000 

350,000 

110 

250,000 

250,000 

110 

300,000 

300,000 

110 

200,000 

200,000 

110 

200,000 

200,000 

110 

250,000 

250,000 

110 

300,000 

300,000 

110 

200,000 

200,000 

110 

200,000 

200,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

120 

350,000 

350,000 

110 

250,000 

250,000 

120 

350,000 

350,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.252 

0.252 

0.024 

0.024 










































































































































































































































































































































































































































































































































































































































Micro-watershed 


11005024 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Veer Teja Nagar 

0814000601828600 

2.839 

Fresh 

Banda Hera 

0814000801876100 

10.062 

Fresh 

Banwara 

0814000701863500 

9.605 

Fresh 

Bhawal Charna 

0814000701860200 

5.756 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Bherunda 

0814000701861100 

23.762 

Fresh 

Bikharniya Kalan 

0814000701858700 

12.182 

Fresh 


Non-command 


Non-command 


Bikharniya Khurd 

0814000701858800 

6.080 

Fresh 

Gol 

0814000701860800 

9.059 

Fresh 


Non-command 


Non-command 


Gonardi 

0814000701859500 

1.984 

Fresh 

Gothra 

0814000701859100 

10.273 

Fresh 


Non-command 


Non-command 


Gudha 

0821000202503600 

8.931 

Fresh 

Gurha Jodha 

0814000701861000 

7.085 

Fresh 

Harsor 

0814000701863800 

26.260 

Fresh 


Non-command 


Non-command 


Non-command 


Jawla 

0814000801869200 

15.302 

Fresh 

Kalan Ka Was 

0814000701860600 

1.870 

Fresh 


Non-command 


Non-command 


Kalyanpura 

0814000701864600 

4.790 

Fresh 

Khanpura 

0814000701858900 

2.019 

Fresh 

Kharolwas 

0814000701859400 

3.519 

Fresh 

Lawadar 

0814000701859700 

9.483 

Fresh 

Luniyas 

0814000701860100 

4.233 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Maharana 

0814000701859900 

7.167 

Fresh 

Mandal Deva 

0814000701859200 

6.564 

Fresh 

Mandal Jodha 

0814000701859300 

7.219 

Fresh 

Mandelpura 

0814000701863900 

8.232 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Meora 

0814000701858300 

32.611 

Fresh 

Mori Kalan 

0814000701863600 

18.478 

Fresh 

Nathawara 

0814000701858000 

9.142 

Fresh 

Nimbari Kalan 

0814000701859600 

6.865 

Fresh 

Nimbari Kothariya 

0814000701860400 

12.068 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Nimbola Biswa 

0814000701863400 

14.960 

Fresh 

Pachranda Khurd 

0814000701860700 

11.438 

Fresh 


Non-command 


Non-command 


Palri Kalan 

0814000701859000 

24.842 

Fresh 

Patniya 

0814000701860900 

1.582 

Fresh 

Peeh 

0814000801876200 

24.137 

Fresh 

Punwalia 

0814000801876300 

4.192 

Fresh 

Rajlota 

0814000701860000 

7.914 

Fresh 

Rakiyasani 

0814000701864400 

9.971 

Fresh 

Raliyawata 

0814000701860300 

9.301 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Rata Dhoondha 

0814000701864800 

5.832 

Fresh 

Saneriya 

0814000701864500 

10.661 

Fresh 

Shahpura 

0814000701863300 

7.903 

Fresh 

Suriyas 

0814000701860500 

9.401 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Vindhyan Sandstone 

0.151 

Non-command 

Phyllite & Schist 

0.157 

Non-command 

Phyllite & Schist 

9.605 

Non-command 

Older Alluvium 

0.156 

Non-command 

Phyllite & Schist 

5.600 

Non-command 

Phyllite & Schist 

14.824 

Non-command 

Older Alluvium 

1.370 

Non-command 

Phyllite & Schist 

0.058 

Non-command 

Older Alluvium 

4.259 

Non-command 

Older Alluvium 

0.346 

Non-command 

Phyllite & Schist 

8.668 

Non-command 

Older Alluvium 

0.225 

Non-command 

Older Alluvium 

9.932 

Non-command 

Phyllite & Schist 

0.341 

Non-command 

Phyllite & Schist 

0.006 

Non-command 

Phyllite & Schist 

1.307 

Non-command 

Older Alluvium 

0.353 

Non-command 

Phyllite & Schist 

0.303 

Non-command 

Older Alluvium 

0.336 

Non-command 

Older Alluvium 

1.790 

Non-command 

Phyllite & Schist 

0.080 

Non-command 

Phyllite & Schist 

0.605 

Non-command 

Older Alluvium 

1.058 

Non-command 

Older Alluvium 

3.519 

Non-command 

Older Alluvium 

0.513 

Non-command 

Older Alluvium 

4.149 

Non-command 

Phyllite & Schist 

0.071 

Non-command 

Older Alluvium 

4.716 

Non-command 

Older Alluvium 

3.779 

Non-command 

Older Alluvium 

2.792 

Non-command 

Older Alluvium 

0.003 

Non-command 

Phyllite & Schist 

8.006 

Non-command 

Older Alluvium 

0.005 

Non-command 

Phyllite & Schist 

3.975 

Non-command 

Older Alluvium 

0.377 

Non-command 

Older Alluvium 

5.261 

Non-command 

Older Alluvium 

12.012 

Non-command 

Phyllite & Schist 

0.041 

Non-command 

Phyllite & Schist 

8.206 

Non-command 

Older Alluvium 

0.349 

Non-command 

Phyllite & Schist 

11.090 

Non-command 

Older Alluvium 

12.362 

Non-command 

Phyllite & Schist 

1.582 

Non-command 

Phyllite & Schist 

11.987 

Non-command 

Phyllite & Schist 

2.626 

Non-command 

Older Alluvium 

7.893 

Non-command 

Phyllite & Schist 

3.768 

Non-command 

Older Alluvium 

5.194 

Non-command 

Phyllite & Schist 

4.107 

Non-command 

Phyllite & Schist 

0.150 

Non-command 

Phyllite & Schist 

10.383 

Non-command 

Phyllite & Schist 

3.146 

Non-command 

Older Alluvium 

0.742 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

110 

250,000 

250,000 

110 

150,000 

110,000 

110 

100,000 

80,000 

120 

350,000 

350,000 

120 

180,000 

150,000 

110 

100,000 

80,000 

120 

350,000 

350,000 

120 

180,000 

150,000 

120 

350,000 

350,000 

110 

300,000 

250,000 

110 

100,000 

80,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

180,000 

150,000 

120 

110,000 

90,000 

110 

100,000 

80,000 

120 

350,000 

350,000 

120 

180,000 

150,000 

110 

180,000 

130,000 

120 

350,000 

350,000 

120 

180,000 

150,000 

110 

100,000 

80,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

180,000 

150,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

180,000 

150,000 

120 

350,000 

350,000 

110 

100,000 

80,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

180,000 

150,000 

110 

100,000 

80,000 

120 

350,000 

350,000 

120 

180,000 

150,000 

120 

350,000 

350,000 

110 

100,000 

80,000 

110 

150,000 

110,000 

110 

150,000 

110,000 

120 

350,000 

350,000 

110 

100,000 

80,000 

120 

350,000 

350,000 

120 

180,000 

150,000 

110 

100,000 

80,000 

110 

100,000 

80,000 

110 

100,000 

80,000 

120 

350,000 

350,000 



Tube Wells with 
Wells Pumpset 




0.090 

0.090 

0.686 

0.708 

0.084 

0.084 



0.026 

0.026 

0.084 

0.084 

0.420 

0.420 



0.062 

0.062 

0.042 

0.042 

0.018 

0.018 

0.029 

0.029 

0.126 

0.126 



0.756 

0.756 

0.168 

0.168 

0.420 

0.420 


0.462 

0.462 

0.588 

0.588 

1.260 

1.260 



0.714 

0.714 

0.840 

0.840 


































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


11005025 


Teenwli 


Thata 


Aakeli -A 


Arniyala 


Type of Area (Command / N< 
command) 



0814000801869300 

2.767 

0814000701863700 

24.152 

0814000601840400 

23.234 

0814000601843700 

9.741 




Saline 


16.896 Fresh 


Saline 


16.359 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Bargaon 

0814000601840700 

20.027 

Fresh 

Basni Kachchhawa 

0814000601840600 

13.553 

Fresh 

Basni Narsingh Bars 

0814000601829700 

6.206 

Fresh 

Basni Rama Charna 

0814000601835400 

1.392 

Fresh 

Basni Seja 

0814000601829900 

5.640 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Basni Sumer 

0814000601837400 

4.517 

Fresh 

Basni Vyasa 

0814000601835600 

5.896 

Fresh 

Basnisiya Charana 

0814000601829800 

9.810 

Fresh 

Bayad 

0814000601834600 

22.100 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Bedas Kalan 

0814000701858200 

4.150 

Fresh 

Bedawari Kalan 

0814000601833100 

3.185 

Fresh 

Bedawari Khurd 

0814000601833000 

3.718 

Fresh 

Beejanda Ki Dhani 

0814000601836200 

2.399 

Fresh 

Beetan 

0814000601834100 

17.069 

Fresh 

Benas 

0814000601835900 

2.653 

Fresh 

Bhakhron Ki Dhani 

0815000702006200 

8.728 

Fresh 

Bhanas 

0814000601836400 

1.446 

Fresh 

Bhatiyon Ki Dhani 

0814000601826500 

3.316 

Fresh 

Bhensra Kalan 

0814000601839900 

12.412 

Fresh 

Bhensra Khurd 

0814000601840000 

12.053 

Fresh 

Bherawas 

0814000601831400 

2.061 

Fresh 

Bherunda 

0814000701861100 

23.762 

Fresh 

Bhilawas 

0814000601829000 

7.297 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bhoonas 

0814000601831200 

2.344 

Fresh 

Bhoori Yasani 

0814000601835500 

15.155 

Fresh 


Non-command 


Non-command 



Bikharniya Khurd 

0814000701858800 

6.080 

Fresh 

Boroonda 

0815000702006100 

50.439 

Fresh 


Non-command 


Non-command 



Chawandiya Kalan 

0814000601839600 

5.304 

Fresh 

Chawandiya Khurd 

0814000601839700 

4.964 

Fresh 

Chhapri Kalan 

0814000601827800 

7.586 

Fresh 

Chhapri Khurd 

0814000601827900 

8.588 

Fresh 

Chodhras Khurd 

0814000601839300 

2.450 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

8.658 

Non-command 

Older Alluvium 

0.192 

Non-command 

Phyllite & Schist 

10.276 

Non-command 

Older Alluvium 

22.807 

Non-command 

Older Alluvium 

6.812 

Non-command 

Older Alluvium 

1.733 

Non-command 

Older Alluvium 

3.473 

Non-command 

Older Alluvium 

4.619 

Non-command 

Bilara Limestone 

1.371 

Non-command 

Vindhyan Sandstone 

14.987 

Non-command 

Tertiary Sandstone 

14.012 

Non-command 

Vindhyan Sandstone 

0.960 

Non-command 

Tertiary Sandstone 

5.324 

Non-command 

Tertiary Sandstone 

13.553 

Non-command 

Bilara Limestone 

6.206 

Non-command 

Tertiary Sandstone 

1.392 

Non-command 

Bilara Limestone 

5.171 

Non-command 

Vindhyan Sandstone 

0.469 

Non-command 

Older Alluvium 

3.969 

Non-command 

Older Alluvium 

5.896 

Non-command 

Bilara Limestone 

9.810 

Non-command 

Bilara Limestone 

8.856 

Non-command 

Tertiary Sandstone 

13.244 

Non-command 

Older Alluvium 

3.842 

Non-command 

Tertiary Sandstone 

3.185 

Non-command 

Tertiary Sandstone 

3.718 

Non-command 

Older Alluvium 

2.399 

Non-command 

Bilara Limestone 

17.069 

Non-command 

Older Alluvium 

2.653 

Non-command 

Bilara Limestone 

7.632 

Non-command 

Older Alluvium 

1.446 

Non-command 

Vindhyan Sandstone 

3.316 

Non-command 

Older Alluvium 

11.015 

Non-command 

Older Alluvium 

10.519 

Non-command 

Tertiary Sandstone 

2.061 

Non-command 

Phyllite & Schist 

4.475 

Non-command 

Bilara Limestone 

2.820 

Non-command 

Vindhyan Sandstone 

4.477 

Non-command 

Tertiary Sandstone 

2.344 

Non-command 

Older Alluvium 

14.600 

Non-command 

Tertiary Sandstone 

0.555 

Non-command 

Older Alluvium 

9.765 

Non-command 

Phyllite & Schist 

0.814 

Non-command 

Older Alluvium 

0.676 

Non-command 

Bilara Limestone 

39.124 

Non-command 

Vindhyan Sandstone 

10.326 

Non-command 

Bilara Limestone 

4.851 

Non-command 

Tertiary Sandstone 

1.806 

Non-command 

Older Alluvium 

5.304 

Non-command 

Older Alluvium 

4.964 

Non-command 

Tertiary Sandstone 

0.004 

Non-command 

Tertiary Sandstone 

0.093 

Non-command 

Older Alluvium 

2.450 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

180,000 

150,000 

110 

180,000 

130,000 

120 

180,000 

150,000 

110 

300,000 

250,000 

110 

300,000 

250,000 

110 

200,000 

150,000 

110 

300,000 

250,000 

110 

200,000 

150,000 

110 

250,000 

250,000 

110 

250,000 

250,000 

110 

300,000 

300,000 

110 

250,000 

250,000 

110 

300,000 

300,000 

110 

300,000 

300,000 

110 

250,000 

250,000 

110 

300,000 

300,000 

110 

250,000 

250,000 

110 

250,000 

250,000 

110 

300,000 

250,000 

110 

300,000 

250,000 

110 

250,000 

250,000 

110 

250,000 

250,000 

110 

300,000 

300,000 

120 

350,000 

350,000 

110 

300,000 

300,000 

110 

300,000 

300,000 

110 

250,000 

250,000 

110 

250,000 

250,000 

110 

300,000 

250,000 

120 

200,000 

150,000 

110 

300,000 

250,000 

110 

250,000 

250,000 

110 

300,000 

250,000 

110 

300,000 

250,000 

110 

300,000 

300,000 

110 

100,000 

80,000 

110 

250,000 

250,000 

110 

250,000 

250,000 

110 

300,000 

300,000 

110 

250,000 

250,000 

110 

300,000 

300,000 

120 

350,000 

350,000 

120 

180,000 

150,000 

120 

350,000 

350,000 

120 

200,000 

150,000 

120 

100,000 

80,000 

110 

250,000 

250,000 

110 

300,000 

300,000 

110 

300,000 

250,000 

110 

300,000 

250,000 

110 

300,000 

300,000 

110 

300,000 

300,000 

110 

300,000 

250,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.270 


0.029 


0.432 





































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Name 

Census Code 

Area 



sq.km 

(2) 

(3) 

(4) 

Chokasani 

0814000601835700 

0.436 

Chopra Ki Dhani 

0814000601826700 

2.825 

Chundiya 

0814000601836100 

5.948 

Dabariyani Kalan 

0814000601837700 

21.984 


Non-command 


Non-command 


Non-command 


Non-command 



Dabriyani Khurd 

0814000601832300 

2.182 

Fresh 

Dadhwara 

0814000601827000 

18.083 

Fresh 

Dangawas 

0814000601836900 

29.630 

Fresh 

Datani 

0814000601832100 

12.816 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Dhadhasani 

0814000601833700 

5.242 

Fresh 

Dhadhesri 

0815000301953300 

10.557 

Fresh 

Dhadhlas Jalap 

0814000601838700 

3.355 

Fresh 

Dhanapa 

0814000601829600 

30.715 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Dhaneriya 

0814000601840200 

5.848 

Fresh 

Dhaneriya Leel 

0814000601840300 

20.926 

Fresh 

Dholerao Kalan 

0814000601838800 

11.319 

Fresh 

Dholerao Khurd 

0814000601839000 

2.122 

Fresh 

Digarna 

0820000102388600 

19.602 

Fresh 

Dodiyana 

0814000701861300 

20.189 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Dookiya 

0814000601840100 

9.580 

Fresh 

Dookiyo Ki Dhani 

0814000601829300 

1.836 

Fresh 


Non-command 


Non-command 


Gadh Sooriya 

0815000702006000 

14.952 

Fresh 

Gagra 

0814000601827300 

9.493 

Fresh 

Gagrana 

0814000601833900 

23.867 

Fresh 


Non-command 


Non-command 


Non-command 


Ganeshpura 

0814000601836800 

3.377 

Fresh 

Gangarda 

0814000601830300 

11.802 

Fresh 

Gangardi 

0814000601830500 

7.437 

Fresh 

Gathiya 

0814000601833800 

23.736 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Gawardi 

0814000601839100 

8.010 

Fresh 

Gemliyas 

0814000601841500 

22.802 

Fresh 

Ghodawat 

0815000301954000 

40.349 

Fresh 


Non-command 


Non-command 


Non-command 


Gol 

0814000701860800 

9.059 

Fresh 

Gothan 

0814000601829400 

19.589 

Fresh 


Non-command 


Non-command 


Gurha Jodha 

0814000701861000 

7.085 

Fresh 

Hariya Dhana 

0815000702006400 

27.330 

Fresh 


Non-command 


Non-command 



Hasiyas 

0814000601830400 

5.239 

Fresh 

Hindas Kalan 

0814000601839200 

4.989 

Fresh 

Hindas Khurd 

0814000601836300 

1.786 

Fresh 

Hiran Khuri 

0814000601834900 

5.269 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.436 

Non-command 

Vindhyan Sandstone 

1.893 

Non-command 

Older Alluvium 

5.948 

Non-command 

Older Alluvium 

0.746 

Non-command 

Tertiary Sandstone 

4.338 

Non-command 

Older Alluvium 

0.550 

Non-command 

Tertiary Sandstone 

0.411 

Non-command 

Older Alluvium 

0.010 

Non-command 

Vindhyan Sandstone 

0.074 

Non-command 

Older Alluvium 

29.630 

Non-command 

Older Alluvium 

7.376 

Non-command 

Tertiary Sandstone 

0.634 

Non-command 

Tertiary Sandstone 

5.242 

Non-command 

Vindhyan Sandstone 

1.828 

Non-command 

Older Alluvium 

1.758 

Non-command 

Bilara Limestone 

24.913 

Non-command 

Vindhyan Sandstone 

5.775 

Non-command 

Older Alluvium 

5.848 

Non-command 

Older Alluvium 

18.580 

Non-command 

Older Alluvium 

8.830 

Non-command 

Older Alluvium 

2.122 

Non-command 

Bilara Limestone 

0.001 

Non-command 

Older Alluvium 

1.048 

Non-command 

Phyllite & Schist 

3.408 

Non-command 

Older Alluvium 

6.363 

Non-command 

Bilara Limestone 

1.603 

Non-command 

Vindhyan Sandstone 

0.233 

Non-command 

Vindhyan Sandstone 

0.490 

Non-command 

Vindhyan Sandstone 

0.000 

Non-command 

Bilara Limestone 

8.899 

Non-command 

Tertiary Sandstone 

14.968 

Non-command 

Older Alluvium 

3.377 

Non-command 

Tertiary Sandstone 

11.802 

Non-command 

Tertiary Sandstone 

7.437 

Non-command 

Bilara Limestone 

8.228 

Non-command 

Tertiary Sandstone 

15.237 

Non-command 

Vindhyan Sandstone 

0.271 

Non-command 

Older Alluvium 

8.010 

Non-command 

Older Alluvium 

1.392 

Non-command 

Bilara Limestone 

6.289 

Non-command 

Vindhyan Sandstone 

28.511 

Non-command 

Phyllite & Schist 

0.044 

Non-command 

Bilara Limestone 

12.094 

Non-command 

Vindhyan Sandstone 

7.447 

Non-command 

Phyllite & Schist 

5.778 

Non-command 

Bilara Limestone 

2.889 

Non-command 

Vindhyan Sandstone 

0.001 

Non-command 

Bilara Limestone 

7.647 

Non-command 

Vindhyan Sandstone 

36.500 

Non-command 

Tertiary Sandstone 

5.239 

Non-command 

Older Alluvium 

4.989 

Non-command 

Older Alluvium 

1.786 

Non-command 

Older Alluvium 

1.048 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

110 

300,000 

250,000 

110 

250,000 

250,000 

110 

300,000 

250,000 

110 

250,000 

250,000 

110 

300,000 

300,000 

110 

200,000 

200,000 

110 

200,000 

200,000 

110 

250,000 

250,000 

110 

250,000 

250,000 

110 

250,000 

250,000 

110 

250,000 

250,000 

110 

300,000 

300,000 

110 

300,000 

300,000 

150 

250,000 

200,000 

110 

300,000 

250,000 

110 

250,000 

250,000 

110 

250,000 

250,000 

110 

300,000 

250,000 

110 

300,000 

250,000 

110 

300,000 

250,000 

110 

300,000 

250,000 

120 

350,000 

300,000 

110 

300,000 

250,000 

110 

100,000 

80,000 

110 

300,000 

250,000 

110 

250,000 

250,000 

110 

250,000 

250,000 

120 

100,000 

80,000 

110 

250,000 

250,000 

110 

250,000 

250,000 

110 

300,000 

300,000 

110 

250,000 

250,000 

110 

300,000 

300,000 

110 

300,000 

300,000 

110 

250,000 

250,000 

110 

300,000 

300,000 

110 

250,000 

250,000 

110 

300,000 

250,000 

110 

300,000 

250,000 

150 

200,000 

150,000 

150 

250,000 

200,000 

110 

100,000 

80,000 

110 

250,000 

250,000 

110 

250,000 

250,000 

110 

100,000 

80,000 

120 

200,000 

150,000 

120 

100,000 

80,000 

110 

250,000 

250,000 

110 

250,000 

250,000 

110 

300,000 

300,000 

110 

300,000 

250,000 

110 

300,000 

250,000 

110 

250,000 

250,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.028 

0.028 

0.035 

0.046 





































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Indawar 

0814000601834800 

21.443 

Fresh 

Indokiya Was 

0814000601830200 

6.097 

Fresh 


Non-command 


Non-command 



Itawara Bhoja 

0814000701858500 

9.609 

Fresh 

Itawara Ladkhani 

0814000701858400 

9.485 

Fresh 

Jajasani 

0814000601844700 

5.739 

Fresh 

Jajrawas 

0814000601828200 

4.251 

Fresh 

Jarau Kalan 

0814000601843100 

26.020 

Fresh 

Jarau Khurd 

0814000601843200 

2.426 

Fresh 

Jaroda Gujran 

0814000601831100 

2.677 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Jaroda Kalan 

0814000601830900 

6.883 

Fresh 

Jaroda Khurd 

0814000601831000 

2.579 

Fresh 


Non-command 


Non-command 


Jatawas 

0814000601845200 

6.758 

Fresh 

Jesas Akheraj 

0814000601831300 

7.557 

Fresh 


Non-command 


Non-command 


Jesas Rohit 

0814000601843300 

7.031 

Fresh 

Jintiya 

0814000601843000 

3.968 

Fresh 

Jodhras Kalan 

0814000601839400 

3.853 

Fresh 

Kalru 

0814000601833400 

9.075 

Fresh 

Kama Basni 

0814000601833200 

2.425 

Fresh 

Kanwariyat 

0814000601843500 

10.385 

Fresh 

Kapriwas 

0814000601828400 

0.833 

Fresh 

Karakwal 

0814000601837100 

5.689 

Fresh 

Karwasaron Ki Dhani 

0814000601826200 

2.847 

Fresh 

Katyasani 

0814000601835800 

12.904 

Fresh 

Keriya Makra 

0814000601844500 

4.875 

Fresh 

Khakharki 

0814000601840500 

23.280 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Khariya Khangar 

0815000301953400 

18.387 

Fresh 

Khawaspura 

0815000301953900 

29.789 

Fresh 


Kheduli 


Khera Dhoonawala 


Khera Kishanpura 


Kheras Khurd 


Khojanagar 


Kumpras 


Lampolai 


Non-command 


Non-command 



0814000601832500 

15.845 

0814000601845100 

4.772 

0814000601843800 

5.228 


0814000601844200 

6.795 

0815000702006500 

16.489 

0814000601828500 

14.515 



Kurdaya 

0814000601834200 

28.685 

Fresh 

Lai 

0814000601830600 

19.220 

Fresh 

Lamba Jatan 

0814000601830100 

27.548 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0814000601843600 



18.547 Fresh Non-command 


Saline Non-command 


Fresh Non-command 


Saline Non-command 


13.985 Fresh Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Tertiary Sandstone 

4.220 

Non-command 

Tertiary Sandstone 

21.443 

Non-command 

Tertiary Sandstone 

5.872 

Non-command 

Vindhyan Sandstone 

0.225 

Non-command 

Older Alluvium 

9.609 

Non-command 

Older Alluvium 

9.485 

Non-command 

Older Alluvium 

2.026 

Non-command 

Tertiary Sandstone 

4.251 

Non-command 

Older Alluvium 

25.473 

Non-command 

Older Alluvium 

2.426 

Non-command 

Older Alluvium 

0.139 

Non-command 

Tertiary Sandstone 

1.351 

Non-command 

Older Alluvium 

0.010 

Non-command 

Older Alluvium 

1.217 

Non-command 

Tertiary Sandstone 

0.061 

Non-command 

Older Alluvium 

0.626 

Non-command 

Older Alluvium 

4.860 

Non-command 

Tertiary Sandstone 

2.673 

Non-command 

Older Alluvium 

7.031 

Non-command 

Older Alluvium 

0.843 

Non-command 

Older Alluvium 

3.853 

Non-command 

Tertiary Sandstone 

9.075 

Non-command 

Tertiary Sandstone 

2.425 

Non-command 

Older Alluvium 

10.385 

Non-command 

Tertiary Sandstone 

0.833 

Non-command 

Older Alluvium 

5.689 

Non-command 

Vindhyan Sandstone 

0.020 

Non-command 

Older Alluvium 

12.904 

Non-command 

Older Alluvium 

4.875 

Non-command 

Older Alluvium 

2.468 

Non-command 

Tertiary Sandstone 

8.470 

Non-command 

Vindhyan Sandstone 

0.756 

Non-command 

Bilara Limestone 

0.017 

Non-command 

Vindhyan Sandstone 

9.137 

Non-command 

Tertiary Sandstone 

15.845 

Non-command 

Older Alluvium 

4.772 

Non-command 

Older Alluvium 

0.315 

Non-command 

Older Alluvium 

0.013 

Non-command 

Older Alluvium 

6.795 

Non-command 

Bilara Limestone 

0.226 

Non-command 

Tertiary Sandstone 

2.570 

Non-command 

Vindhyan Sandstone 

9.801 

Non-command 

Bilara Limestone 

8.610 

Non-command 

Tertiary Sandstone 

19.220 

Non-command 

Bilara Limestone 

0.004 

Non-command 

Tertiary Sandstone 

10.856 

Non-command 

Vindhyan Sandstone 

16.688 

Non-command 

Older Alluvium 

17.522 

Non-command 

Older Alluvium 

1.025 

Non-command 

Tertiary Sandstone 

2.811 

Non-command 

Tertiary Sandstone 

2.950 

Non-command 

Bilara Limestone 

3.810 

Non-command 

Tertiary Sandstone 

9.691 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

110 

300,000 

300,000 

110 

300,000 

300,000 

110 

300,000 

300,000 

110 

250,000 

250,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

110 

300,000 

250,000 

110 

300,000 

300,000 

110 

300,000 

250,000 

110 

300,000 

250,000 

110 

250,000 

250,000 

110 

300,000 

300,000 

110 

250,000 

250,000 

110 

250,000 

250,000 

110 

300,000 

300,000 

110 

300,000 

250,000 

110 

250,000 

250,000 

110 

300,000 

300,000 

110 

300,000 

250,000 

110 

300,000 

250,000 

110 

300,000 

250,000 

110 

300,000 

300,000 

110 

300,000 

300,000 

110 

300,000 

250,000 

110 

300,000 

300,000 

110 

300,000 

250,000 

110 

250,000 

250,000 

110 

300,000 

250,000 

110 

300,000 

250,000 

110 

250,000 

250,000 

110 

300,000 

300,000 

150 

250,000 

200,000 

150 

200,000 

150,000 

150 

250,000 

200,000 

110 

300,000 

300,000 

110 

300,000 

250,000 

110 

300,000 

250,000 

110 

200,000 

150,000 

110 

300,000 

250,000 

120 

200,000 

150,000 

110 

300,000 

300,000 

110 

250,000 

250,000 

110 

250,000 

250,000 

110 

300,000 

300,000 

110 

250,000 

250,000 

110 

300,000 

300,000 

110 

250,000 

250,000 

110 

300,000 

250,000 

110 

200,000 

150,000 

110 

300,000 

300,000 

110 

200,000 

200,000 

110 

250,000 

250,000 

110 

300,000 

300,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.066 































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Mad Puriya 


Mandawara 


Mangliyawas 


Mankiyas 


Megadand 


Meora 


Merta City (M) 


Merta Road 


Mokala 


Morari Goda 


Morra 


Nathawari 


Naya Khera 


Netadiya 


Nokha Chandawata 


Padoo Khurd 


Padu kalan 


Palri Siddha 


Panchroliya Kalan 


Panchroliya Khurd 


Pandoo Khan 


Patel Nagar 


Pharaspura 


Polas 


Poondloo 


0815000301953800 


0814000601839800 


0814000601828800 


0814000601843400 


0814000601837500 


0814000701858300 


0814000641407000 


(5) 


Fresh 


Fresh 


16.572 Fresh 


Fresh 


Fresh 


Fresh 


84.472 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 





Saline 

0814000601828100 

3.651 

Fresh 

0814000601833500 

51.867 

Fresh 

0814000601837200 

1.890 

Fresh 

0814000601838500 

15.091 

Fresh 

0814000701858100 

7.862 

Fresh 

0814000601832700 

3.190 

Fresh 

0814000601837000 

15.938 

Fresh 

0814000601826900 

37.484 

Fresh 

0814000601844900 

9.436 

Fresh 

0814000601844400 

22.726 

Fresh 

0815000301953700 

22.523 

Fresh 

0814000601836700 

4.882 

Fresh 

0814000601836600 

5.221 

Fresh 

0814000601832800 

7.494 

Fresh 

0815000702006300 

13.483 

Fresh 

0814000601837300 

6.452 

Fresh 

0814000601832600 

4.583 

Fresh 

0814000601834000 

27.332 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Prithvipura 

0814000601835300 

10.572 

Fresh 

Rajlani 

0815000301953200 

49.484 

Fresh 

Raliyawata 

0814000601838900 

4.295 

Fresh 

Ramliyas 

0814000601834400 

8.851 

Fresh 

Ramnagar 

0814000601829200 

5.794 

Fresh 

Rasliyas 

0814000601839500 

4.281 

Fresh 

Riyan Bari 

0814000601845300 

33.012 

Fresh 

Riya-Shyamdas 

0814000601828700 

31.272 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Rol Chandawata 

0814000601826800 

21.764 

Fresh 

Samdolao Kalan 

0814000601841700 

8.313 

Fresh 

Sangva Ki Dhani 

0814000601826100 

0.719 

Fresh 

Sarang Basni 

0814000601832900 

2.985 

Fresh 

Sarangwas 

0814000601844600 

2.413 

Fresh 

Sathana Kalan 

0814000701861400 

2.146 

Fresh 

Sathana Khurd 

0814000701861600 

5.245 

Fresh 

Sathani 

0814000701861500 

2.051 

Fresh 

Satlas 

0814000601835200 

9.877 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


SENSARA 

0814000601845000 

7.926 

Fresh 

Shekhasani 

0814000601833600 

5.366 

Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Vindhyan Sandstone 

0.599 

Non-command 

Older Alluvium 

6.217 

Non-command 

Vindhyan Sandstone 

16.572 

Non-command 

Older Alluvium 

7.993 

Non-command 

Older Alluvium 

0.939 

Non-command 

Older Alluvium 

30.015 

Non-command 

Older Alluvium 

59.089 

Non-command 

Tertiary Sandstone 

23.535 

Non-command 

Tertiary Sandstone 

0.012 

Non-command 

Tertiary Sandstone 

3.651 

Non-command 

Tertiary Sandstone 

51.867 

Non-command 

Older Alluvium 

1.890 

Non-command 

Older Alluvium 

2.033 

Non-command 

Older Alluvium 

0.687 

Non-command 

Tertiary Sandstone 

3.190 

Non-command 

Older Alluvium 

15.938 

Non-command 

Vindhyan Sandstone 

23.945 

Non-command 

Older Alluvium 

9.436 

Non-command 

Older Alluvium 

22.726 

Non-command 

Vindhyan Sandstone 

0.780 

Non-command 

Older Alluvium 

4.882 

Non-command 

Older Alluvium 

5.221 

Non-command 

Tertiary Sandstone 

7.494 

Non-command 

Bilara Limestone 

9.843 

Non-command 

Older Alluvium 

2.123 

Non-command 

Tertiary Sandstone 

4.583 

Non-command 

Bilara Limestone 

27.331 

Non-command 

Vindhyan Sandstone 

0.000 

Non-command 

Tertiary Sandstone 

27.387 

Non-command 

Vindhyan Sandstone 

0.000 

Non-command 

Tertiary Sandstone 

10.572 

Non-command 

Vindhyan Sandstone 

0.024 

Non-command 

Older Alluvium 

4.295 

Non-command 

Bilara Limestone 

4.112 

Non-command 

Bilara Limestone 

5.794 

Non-command 

Older Alluvium 

4.281 

Non-command 

Older Alluvium 

4.982 

Non-command 

Tertiary Sandstone 

0.245 

Non-command 

Vindhyan Sandstone 

31.027 

Non-command 

Older Alluvium 

2.126 

Non-command 

Phyllite & Schist 

3.777 

Non-command 

Vindhyan Sandstone 

21.764 

Non-command 

Older Alluvium 

0.158 

Non-command 

Vindhyan Sandstone 

0.483 

Non-command 

Tertiary Sandstone 

2.985 

Non-command 

Older Alluvium 

0.891 

Non-command 

Older Alluvium 

0.942 

Non-command 

Older Alluvium 

1.187 

Non-command 

Older Alluvium 

2.051 

Non-command 

Older Alluvium 

0.025 

Non-command 

Tertiary Sandstone 

9.852 

Non-command 

Older Alluvium 

7.926 

Non-command 

Tertiary Sandstone 

5.366 


with 

Pumpset 


( 9 ) ( 10 ) 


2 


36 10 


14 


141 10 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

150 

250,000 

200,000 

110 

300,000 

250,000 

110 

250,000 

250,000 

110 

300,000 

250,000 

110 

250,000 

250,000 

120 

350,000 

350,000 

110 

250,000 

250,000 

110 

300,000 

300,000 

110 

200,000 

200,000 

110 

300,000 

300,000 

110 

300,000 

300,000 

110 

300,000 

250,000 

110 

300,000 

250,000 

120 

350,000 

350,000 

110 

300,000 

300,000 

110 

250,000 

250,000 

110 

250,000 

250,000 

110 

300,000 

250,000 

110 

300,000 

250,000 

150 

250,000 

200,000 

110 

250,000 

250,000 

110 

250,000 

250,000 

110 

300,000 

300,000 

120 

200,000 

150,000 

110 

300,000 

250,000 

110 

300,000 

300,000 

110 

250,000 

250,000 

110 

250,000 

250,000 

110 

300,000 

300,000 

110 

250,000 

250,000 

110 

300,000 

300,000 

150 

250,000 

200,000 

110 

300,000 

250,000 

110 

250,000 

250,000 

110 

250,000 

250,000 

110 

300,000 

250,000 

110 

300,000 

250,000 

110 

300,000 

300,000 

110 

250,000 

250,000 

110 

300,000 

250,000 

110 

100,000 

80,000 

110 

250,000 

250,000 

110 

300,000 

250,000 

110 

250,000 

250,000 

110 

300,000 

300,000 

110 

300,000 

250,000 

110 

300,000 

250,000 

110 

300,000 

250,000 

110 

300,000 

250,000 

110 

250,000 

250,000 

110 

300,000 

300,000 

110 

300,000 

250,000 

110 

300,000 

300,000 



Tube Wells with 
Wells Pumpset 




0.210 

0.210 

0.275 

1.265 

0.132 

0.594 


0.028 

0.028 

0.165 

0.165 

0.220 

0.220 

0.605 

0.605 

- 

- 

0.165 

1.221 

0.303 

0.468 
















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


Fresh Non-command 


2.394 Fresh Non-command 



Shyampura 

0814000601836500 

4.204 

Fresh 

Siyas 

0814000601836000 

8.961 

Fresh 

Sodas 

0814000601830000 

4.807 

Fresh 


Non-command 


Non-command 


Non-command 



Sooriyas 

0814000601842800 

15.822 

Fresh 

Sowaniya 

0815000702006700 

18.161 

Fresh 


Non-command 


Non-command 


Subdand 

0814000601837600 

2.422 

Saline 

Surpura 

0814000701858600 

3.606 

Fresh 


Non-command 


Non-command 


Tado Ki Dhani 

0814000601826400 

2.183 

Fresh 

Talanpur 

0814000601829500 

16.266 

Fresh 


Non-command 


Non-command 


That 

0814000601844300 

7.413 

Fresh 

Togas 

0814000601831500 

1.429 

Fresh 


Non-command 


Non-command 


11005026 



Veer Teja Nagar 


Bagarki 


Bankaliya 


Basni Buddha 


Basni Kaparda 


Basni Khariya 


Benan 


Bhaton Ki Dhani 


Bhundana 


Binawas 


Boroonda 


Buch Kalan 


Burchha 


Chapla 


Chaukri Kalan 


Chaukri Khurd 


Chodha 


Dantiwara 


Devnagar 


0814000601828600 

2.839 

0815000702005000 

1.450 

0815000702007700 

11.716 

0815000301953000 

10.005 

0815000702008200 

9.228 

0815000301953600 

10.489 

0815000702008000 

10.814 


0815000401968500 

26.169 

0815000301955200 

27.935 


0815000702008400 

22.758 

0815000702006100 

50.439 

0815000702007800 

11.728 


0815000301952800 

24.116 

0815000301953100 

7.017 

0815000301954300 

19.414 

0815000301954100 

17.866 

0815000702008300 

24.619 


0815000401968400 

24.354 

0815000301953500 

17.658 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Dhadhesri 


0815000301953300 


10.557 Fresh 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bilara Limestone 

0.495 

Non-command 

Vindhyan Sandstone 

8.071 

Non-command 

Older Alluvium 

0.109 

Non-command 

Tertiary Sandstone 

1.103 

Non-command 

Older Alluvium 

4.204 

Non-command 

Older Alluvium 

8.961 

Non-command 

Bilara Limestone 

1.968 

Non-command 

Vindhyan Sandstone 

2.839 

Non-command 

Older Alluvium 

5.947 

Non-command 

Tertiary Sandstone 

20.366 

Non-command 

Older Alluvium 

15.713 

Non-command 

Bilara Limestone 

0.264 

Non-command 

Vindhyan Sandstone 

0.201 

Non-command 

Tertiary Sandstone 

0.223 

Non-command 

Older Alluvium 

2.183 

Non-command 

Phyllite & Schist 

1.422 

Non-command 

Vindhyan Sandstone 

2.183 

Non-command 

Bilara Limestone 

10.264 

Non-command 

Vindhyan Sandstone 

6.002 

Non-command 

Older Alluvium 

7.413 

Non-command 

Older Alluvium 

0.223 

Non-command 

Tertiary Sandstone 

1.206 

Non-command 

Bilara Limestone 

15.065 

Non-command 

Vindhyan Sandstone 

0.937 

Non-command 

Older Alluvium 

0.030 

Non-command 

Tertiary Sandstone 

6.849 

Non-command 

Older Alluvium 

0.140 

Non-command 

Tertiary Sandstone 

3.639 

Non-command 

Vindhyan Sandstone 

2.687 

Non-command 

Jalore Granite 

1.450 

Non-command 

Jalore Granite 

4.844 

Non-command 

Vindhyan Sandstone 

7.476 

Non-command 

Jalore Granite 

1.105 

Non-command 

Vindhyan Sandstone 

10.489 

Non-command 

Jalore Granite 

7.064 

Non-command 

Jalore Granite 

2.292 

Non-command 

Jalore Granite 

0.718 

Non-command 

Jalore Granite 

7.779 

Non-command 

Jalore Granite 

8.171 

Non-command 

Jalore Granite 

13.180 

Non-command 

Vindhyan Sandstone 

0.989 

Non-command 

Jalore Granite 

7.958 

Non-command 

Jalore Granite 

0.680 

Non-command 

Jalore Granite 

1.069 

Non-command 

Vindhyan Sandstone 

3.175 

Non-command 

Vindhyan Sandstone 

18.860 

Non-command 

Vindhyan Sandstone 

17.839 

Non-command 

Jalore Granite 

16.267 

Non-command 

Jalore Granite 

0.955 

Non-command 

Jalore Granite 

6.148 

Non-command 

Jalore Granite 

1.398 

Non-command 

Vindhyan Sandstone 

16.083 

Non-command 

Vindhyan Sandstone 

8.711 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

110 

250,000 

250,000 

110 

250,000 

250,000 

110 

250,000 

250,000 

110 

300,000 

300,000 

110 

250,000 

250,000 

110 

300,000 

250,000 

110 

250,000 

250,000 

110 

250,000 

250,000 

110 

250,000 

250,000 

110 

300,000 

300,000 

110 

300,000 

250,000 

120 

200,000 

150,000 

120 

100,000 

80,000 

110 

200,000 

200,000 

120 

350,000 

350,000 

120 

180,000 

150,000 

110 

250,000 

250,000 

110 

250,000 

250,000 

110 

250,000 

250,000 

110 

300,000 

250,000 

110 

250,000 

250,000 

110 

300,000 

300,000 

110 

250,000 

250,000 

110 

250,000 

250,000 

110 

250,000 

250,000 

110 

300,000 

300,000 

110 

250,000 

250,000 

110 

300,000 

300,000 

110 

250,000 

250,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

150 

250,000 

200,000 

120 

70,000 

50,000 

150 

250,000 

200,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

150,000 

100,000 

120 

80,000 

40,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

150,000 

100,000 

150 

250,000 

200,000 

150 

250,000 

200,000 

150 

250,000 

200,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

150,000 

100,000 

150 

250,000 

200,000 

150 

250,000 

200,000 



Tube Wells with 
Wells Pumpset 


























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 




Dhanapa 


Gadh Sooriya 


Ghodawat 


Gothan 


Harsolao 


Jaliwara Kalan 


Jaliwara Khurd 


Jaspali 


Jatiyawas 


Jawasiya 


Kagal 


Khangata 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Census Code 

Area 


sq.km 

(3) 

(4) 

0814000601829600 

30.715 

0815000702006000 

14.952 

0815000301954000 

40.349 

0814000601829400 

19.589 

0814000601826300 

98.934 

0815000702005500 

7.728 

0815000702005600 

16.555 

0815000702007500 

27.859 

0815000702007900 

11.810 



0815000702005100 

4.467 

0815000301955000 

6.260 

0815000301954500 

45.234 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Khariya Khangar 

0815000301953400 

18.387 

Fresh 

Khawaspura 

0815000301953900 

29.789 

Fresh 

Khokhariya 

0815000301957300 

26.420 

Fresh 

Khudecha 

0815000702005300 

6.247 

Fresh 

Kosana 

0815000301954600 

36.692 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kur 

0815000301957200 

13.319 

Fresh 

Lawari 

0815000702005900 

15.510 

Fresh 


Non-command 


Non-command 


Mad Puriya 

0815000301953800 

6.598 

Fresh 

Madliya 

0815000702005800 

12.262 

Fresh 


Non-command 


Non-command 


Malar 

0815000301955500 

18.698 

Saline 

Malawas 

0815000702005700 

21.179 

Fresh 

Mirasiya 

0815000301954400 

5.605 

Fresh 

Nanan 

0815000702005400 

18.063 

Fresh 

Palri Siddha 

0815000301953700 

22.523 

Fresh 

Pipar City 

0815000741503000 

26.952 

Fresh 

Rajlani 

0815000301953200 

49.484 

Fresh 

Ratkuriya 

0815000301952900 

42.653 

Fresh 


Riyan 


Salwa Khurd 


Sangva Ki Dhani 


Sargiya Kalan 


Sargiya Khurd 


Satheen 


Sindhipura 


Siyara 


Sowaniya 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0815000702007600 

8.043 

0815000301956600 

62.858 

0814000601826100 

0.719 

0815000301954900 

13.894 

0815000301954800 

6.580 

0815000301954700 

73.236 



0815000702005200 

11.777 

0815000301954200 

8.177 

0815000702006700 

18.161 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


11005027 


Vishnu Nagar 

0815000702008100 

3.261 

Fresh 

Anawas 

0815000702007100 

4.475 

Fresh 

Banjara 

0815000702010100 

10.424 

Fresh 

Basni Kaparda 

0815000702008200 

9.228 

Fresh 

Bhaton Ki Dhani 

0815000401968500 

26.169 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Vindhyan Sandstone 

0.026 

Non-command 

Vindhyan Sandstone 

14.462 

Non-command 

Vindhyan Sandstone 

5.549 

Non-command 

Vindhyan Sandstone 

0.048 

Non-command 

Vindhyan Sandstone 

1.684 

Non-command 

Jalore Granite 

2.119 

Non-command 

Jalore Granite 

9.391 

Non-command 

Jalore Granite 

12.170 

Non-command 

Jalore Granite 

4.402 

Non-command 

Jalore Granite 

2.197 

Non-command 

Jalore Granite 

4.467 

Non-command 

Jalore Granite 

4.004 

Non-command 

Jalore Granite 

25.846 

Non-command 

Vindhyan Sandstone 

19.363 

Non-command 

Vindhyan Sandstone 

17.632 

Non-command 

Vindhyan Sandstone 

20.635 

Non-command 

Jalore Granite 

3.705 

Non-command 

Jalore Granite 

1.855 

Non-command 

Jalore Granite 

30.538 

Non-command 

Vindhyan Sandstone 

6.153 

Non-command 

Jalore Granite 

0.128 

Non-command 

Jalore Granite 

1.695 

Non-command 

Vindhyan Sandstone 

13.815 

Non-command 

Vindhyan Sandstone 

5.999 

Non-command 

Jalore Granite 

8.969 

Non-command 

Vindhyan Sandstone 

0.253 

Non-command 

Jalore Granite 

0.109 

Non-command 

Jalore Granite 

17.658 

Non-command 

Vindhyan Sandstone 

5.567 

Non-command 

Jalore Granite 

15.156 

Non-command 

Vindhyan Sandstone 

21.743 

Non-command 

Jalore Granite 

8.381 

Non-command 

Vindhyan Sandstone 

0.588 

Non-command 

Jalore Granite 

31.501 

Non-command 

Vindhyan Sandstone 

4.635 

Non-command 

Jalore Granite 

4.013 

Non-command 

Jalore Granite 

1.213 

Non-command 

Vindhyan Sandstone 

0.015 

Non-command 

Jalore Granite 

7.134 

Non-command 

Jalore Granite 

5.133 

Non-command 

Jalore Granite 

59.322 

Non-command 

Jalore Granite 

13.915 

Non-command 

Jalore Granite 

11.753 

Non-command 

Jalore Granite 

6.497 

Non-command 

Jalore Granite 

11.777 

Non-command 

Vindhyan Sandstone 

8.177 

Non-command 

Jalore Granite 

0.561 

Non-command 

Vindhyan Sandstone 

6.009 

Non-command 

Jalore Granite 

0.000 

Non-command 

Jalore Granite 

4.475 

Non-command 

Jalore Granite 

0.003 

Non-command 

Jalore Granite 

8.123 

Non-command 

Jalore Granite 

5.687 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

110 

250,000 

250,000 

120 

100,000 

80,000 

150 

250,000 

200,000 

110 

250,000 

250,000 

110 

250,000 

250,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

150,000 

100,000 

120 

150,000 

100,000 

150 

250,000 

200,000 

150 

250,000 

200,000 

150 

250,000 

200,000 

120 

150,000 

100,000 

120 

70,000 

50,000 

120 

150,000 

100,000 

150 

250,000 

200,000 

120 

150,000 

100,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

150 

250,000 

200,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

80,000 

40,000 

120 

70,000 

50,000 

150 

250,000 

200,000 

120 

70,000 

50,000 

150 

250,000 

200,000 

120 

70,000 

50,000 

150 

250,000 

200,000 

120 

150,000 

100,000 

150 

250,000 

200,000 

120 

70,000 

50,000 

120 

150,000 

100,000 

110 

250,000 

250,000 

120 

150,000 

100,000 

120 

150,000 

100,000 

120 

150,000 

100,000 

120 

80,000 

40,000 

120 

150,000 

100,000 

120 

80,000 

40,000 

120 

70,000 

50,000 

150 

250,000 

200,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.060 

0.060 

1.092 

1.416 

0.540 

0.690 


0.048 

0.048 

0.624 

0.624 

0.120 

0.983 































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Madliya 


Malawas 


Nanan 


Pichiyak 


Silari 


Sindhi Nagar 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



0815000702007300 

28.505 

0815000702008300 

24.619 

0815000401968400 

24.354 

0815000702009500 

17.447 


0815000702005500 

7.728 

0815000702005600 

16.555 

0815000702007400 

10.038 

0815000702007500 

27.859 

0815000702008800 

33.210 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Khariya Anawas 

0815000702007000 

6.065 

Fresh 

Khejarla 

0815000702009600 

36.511 

Fresh 

Khudecha 

0815000702005300 

6.247 

Fresh 

Lamba 

0815000702011100 

25.800 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



0815000702005800 


0815000702005700 


0815000702005400 


0815000702010600 


12.262 Fresh 


21.179 Fresh 


18.063 Fresh 


15.744 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Saline Non-command 



Pipar City 

0815000741503000 

26.952 

Fresh 

Ransi Gaon 

0815000702006800 

47.925 

Fresh 


Non-command 


Non-command 



Rawniyana 

0815000702006900 

28.288 

Fresh 

Roonakiya 

0815000702007200 

10.287 

Fresh 

Sambariya 

0815000702009700 

17.814 

Fresh 




0815000702009300 


0815000702008700 


7.047 Fresh Non-command 


20.181 Fresh Non-command 


11.749 Fresh Non-command 


Saline Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Jalore Granite 

4.884 

Non-command 

Older Alluvium 

0.149 

Non-command 

Jalore Granite 

5.781 

Non-command 

Jalore Granite 

9.578 

Non-command 

Jalore Granite 

8.928 

Non-command 

Older Alluvium 

3.969 

Non-command 

Jalore Granite 

2.598 

Non-command 

Older Alluvium 

0.208 

Non-command 

Jalore Granite 

35.210 

Non-command 

Older Alluvium 

8.052 

Non-command 

Jalore Granite 

0.091 

Non-command 

Jalore Granite 

14.307 

Non-command 

Jalore Granite 

0.083 

Non-command 

Jalore Granite 

28.505 

Non-command 

Jalore Granite 

4.685 

Non-command 

Jalore Granite 

0.000 

Non-command 

Jalore Granite 

13.249 

Non-command 

Jalore Granite 

4.198 

Non-command 

Jalore Granite 

5.609 

Non-command 

Jalore Granite 

7.164 

Non-command 

Jalore Granite 

10.038 

Non-command 

Jalore Granite 

15.690 

Non-command 

Jalore Granite 

11.424 

Non-command 

Older Alluvium 

11.471 

Non-command 

Jalore Granite 

4.094 

Non-command 

Older Alluvium 

3.044 

Non-command 

Jalore Granite 

6.065 

Non-command 

Jalore Granite 

30.948 

Non-command 

Jalore Granite 

4.392 

Non-command 

Jalore Granite 

0.042 

Non-command 

Older Alluvium 

1.713 

Non-command 

Jalore Granite 

3.040 

Non-command 

Jalore Granite 

3.521 

Non-command 

Jalore Granite 

2.907 

Non-command 

Older Alluvium 

1.124 

Non-command 

Jalore Granite 

1.025 

Non-command 

Older Alluvium 

1.536 

Non-command 

Jalore Granite 

18.571 

Non-command 

Bilara Limestone 

1.748 

Non-command 

Jalore Granite 

8.690 

Non-command 

Vindhyan Sandstone 

10.682 

Non-command 

Jalore Granite 

28.288 

Non-command 

Jalore Granite 

10.287 

Non-command 

Bilara Limestone 

0.248 

Non-command 

Jalore Granite 

1.312 

Non-command 

Jalore Granite 

6.786 

Non-command 

Older Alluvium 

0.261 

Non-command 

Jalore Granite 

20.181 

Non-command 

Jalore Granite 

2.530 

Non-command 

Jalore Granite 

4.370 

Non-command 

Older Alluvium 

0.017 

Non-command 

Bilara Limestone 

0.229 

Non-command 

Jalore Granite 

0.117 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

50,000 

120 

80,000 

70,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

70,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

70,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

70,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

200,000 

150,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

200,000 

150,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

200,000 

150,000 

120 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.030 

0.030 

- 

- 

0.029 

0.036 

0.102 

0.136 

0.078 

0.154 

0.050 

0.088 

0.019 

0.033 


0.384 

0.392 

0.126 

0.126 



0.024 

0.024 

0.060 

0.060 


0.300 

0.317 

0.077 

0.084 

0.276 

0.276 

0.186 

0.505 

0.222 

0.222 

0.126 

0.134 

0.114 

0.114 

0.160 

0.160 

0.034 

0.034 

0.030 

0.030 

0.702 

0.702 

0.168 

0.428 

0.138 

0.138 



0.030 

0.030 

0.036 

0.036 

0.151 

0.170 

0.077 

0.091 

0.144 

0.169 

0.624 

0.649 

0.018 

0.066 

0.042 

0.109 

0.077 

0.197 

0.222 

0.222 

0.606 

0.606 

- 

- 

0.006 

0.023 

0.012 

0.012 

- 

- 

0.114 

0.114 

0.030 

0.030 

0.043 

0.043 

























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


11005028 


Tilwasani 


Vishnu Ki Dhani 


Vishnu Nagar 


Akthali 


Asanda 


Bankaliya 


Bara Khurd 


Basni Charna 


Bawarla 


Benan 


Bhaton Ki Dhani 


Binawas 


Birami 


Birdawas 


Bisalpur 


Burchha 


Chandelao 


Chodha 


Dudi Nagar 


Goliya 


Gujrawas Kalan 


Hinganiya 


Jajiwal Vishnoiyan 


Jaleli Champawatan 


Kagal 


Kakelao 


Type of Area (Command / N< 
command) 



0815000702009400 

21.145 

0815000702008500 

8.631 

0815000702008100 

3.261 

0815000401967400 

8.913 

0815000401967500 

16.668 

0815000702007700 

11.716 



0815000301956800 

4.495 

0815000401969000 

3.935 

0815000401967700 

23.360 

0815000702008000 

10.814 

0815000401968500 

26.169 



27.935 Fresh 


Saline 


0815000702008400 

22.758 

0815000401969100 

10.633 

0815000401969500 

7.475 

0815000401968600 

28.277 





11.728 Fresh 


Saline 


0815000301952800 

24.116 

0815000702008600 

22.908 

0815000702008300 

24.619 



Saline 


18.085 Fresh 


Dantiwara 

0815000401968400 

24.354 

Fresh 

Deoliya 

0815000401967800 

7.299 

Fresh 

Dhayalon Ki Dhani 

0815000401968300 

11.890 

Fresh 

Doliya 

0815000401968100 

22.208 

Fresh 





Saline 

0815000301955100 

2.248 

Fresh 

0815000401969300 

13.251 

Saline 

0815000602003900 

14.493 

Saline 

0815000301957100 

12.810 

Fresh 

0815000401967200 

9.838 

Fresh 

0815000401968000 

14.611 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bisalpura 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bisalpura 


Non-command 


Non-command 


Non-command 


Non-command 


Bisalpura 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Jaleli Daikara 

0815000401959900 

23.923 

Fresh 

Jatiyawas 

0815000401968700 

10.264 

Fresh 



0815000702007900 

11.810 

Saline 

0815000301955000 

6.260 

Fresh 

0815000401968900 

27.508 

Saline 


Non-command 


Bisalpura 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Vindhyan Sandstone 

5.272 

Non-command 

Jalore Granite 

21.145 

Non-command 

Jalore Granite 

8.631 

Non-command 

Jalore Granite 

3.261 

Non-command 

Jalore Granite 

5.076 

Non-command 

Jalore Granite 

16.535 

Non-command 

Jalore Granite 

4.499 

Non-command 

Jalore Granite 

2.373 

Non-command 

Jalore Granite 

21.799 

Non-command 

Jalore Granite 

3.991 

Non-command 

Jalore Granite 

4.436 

Non-command 

Older Alluvium 

3.715 

Non-command 

Jalore Granite 

21.803 

Non-command 

Jalore Granite 

1.458 

Non-command 

Jalore Granite 

13.069 

Non-command 

Older Alluvium 

0.017 

Non-command 

Jalore Granite 

5.725 

Non-command 

Jalore Granite 

0.061 

Non-command 

Jalore Granite 

0.001 

Non-command 

Older Alluvium 

6.588 

Non-command 

Older Alluvium 

6.278 

Command 

Jalore Granite 

17.759 

Non-command 

Jalore Granite 

10.369 

Non-command 

Older Alluvium 

0.142 

Non-command 

Jalore Granite 

0.217 

Non-command 

Jalore Granite 

2.782 

Non-command 

Jalore Granite 

0.197 

Non-command 

Jalore Granite 

0.368 

Non-command 

Jalore Granite 

0.192 

Non-command 

Jalore Granite 

2.520 

Command 

Jalore Granite 

5.387 

Non-command 

Jalore Granite 

12.698 

Non-command 

Jalore Granite 

18.206 

Non-command 

Jalore Granite 

0.070 

Non-command 

Jalore Granite 

11.890 

Command 

Jalore Granite 

8.712 

Non-command 

Jalore Granite 

11.176 

Non-command 

Jalore Granite 

0.062 

Non-command 

Jalore Granite 

0.144 

Non-command 

Older Alluvium 

0.004 

Non-command 

Older Alluvium 

0.827 

Non-command 

Jalore Granite 

12.606 

Non-command 

Jalore Granite 

0.211 

Non-command 

Jalore Granite 

1.065 

Non-command 

Older Alluvium 

0.510 

Non-command 

Jalore Granite 

2.899 

Non-command 

Older Alluvium 

4.408 

Non-command 

Jalore Granite 

5.262 

Command 

Jalore Granite 

3.563 

Non-command 

Jalore Granite 

6.701 

Non-command 

Jalore Granite 

5.212 

Non-command 

Jalore Granite 

2.240 

Non-command 

Jalore Granite 

0.083 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

150,000 

100,000 

120 

80,000 

40,000 

120 

150,000 

100,000 

120 

100,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

120,000 

110,000 

120 

150,000 

100,000 

120 

80,000 

40,000 

120 

70,000 

50,000 

120 

100,000 

50,000 

120 

100,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

120,000 

110,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

150,000 

100,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

150,000 

100,000 

120 

100,000 

50,000 

120 

100,000 

50,000 

120 

150,000 

100,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

120,000 

110,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

150,000 

100,000 

120 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.010 


0.348 






















































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


11006029 


Khatiyasani 


Khejarli Khurd 


Kheri Salwa 


Khokhariya 


Kukanda 


Kur 


Miyasani 


Palasani 


Peethasani 


Peethawas 


Ram Nagar 


Ramrawas Kalan 


Ramrawas Khurd 


Riyan 


Roodkali 


Salwa Khurd 


Sangasani 


Sargiya Kalan 


Sargiya Khurd 


Sewalon Ki Dhani 


Shekhnagar 


Sooraj Basni 


Tigra 


Alasan 



Type of Area (Command / Non¬ 
command) 



0815000401967600 

7.171 

0815000602004100 

13.260 

0815000301956300 

29.195 

0815000301957300 

26.420 

0815000401959800 

15.093 

0815000301957200 

13.319 




Saline 


18.698 Fresh 



0815000401969600 

6.592 

0815000401969800 

19.971 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0815000401969200 


0815000401968800 


Saline 


7.557 Saline 


13.862 Fresh 


Non-command 


Non-command 


Bisalpura 


Non-command 



0815000401959700 

11.916 

0815000301957000 

34.869 


0815000301956900 

10.332 

0815000702007600 

8.043 

0815000401969700 

14.192 



0815000301956600 

62.858 

0815000602003700 

10.749 

0815000301954900 

13.894 

0815000301954800 

6.580 

0815000401969400 

4.390 

0815000301955600 

24.233 


0815000401967300 

7.293 

0815000301956500 

4.418 


0818000302292700 


22.500 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bisalpura 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sub Basin: 



Bagra 

0818000302295600 

21.017 

Fresh 

Bakra 

0818000302292800 

31.323 

Fresh 

Bakraroad 

0818000302293200 

4.971 

Fresh 

Berath 

0818000302292900 

22.180 

Fresh 

Bhagli Sindhian 

0818000302293600 

17.218 

Fresh 

Bhetala 

0818000302296500 

16.671 

Fresh 

Choora 

0818000302295100 

12.590 

Fresh 

Dakatara 

0818000302293300 

12.666 

Fresh 

Dhanpur 

0818000302294900 

9.256 

Fresh 

Dhansa 

0818000402298300 

80.950 

Fresh 


Dhawala 


0818000302294400 


24.624 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

14.915 

Non-command 

Jalore Granite 

7.171 

Non-command 

Older Alluvium 

0.208 

Non-command 

Jalore Granite 

0.626 

Non-command 

Jalore Granite 

22.715 

Non-command 

Jalore Granite 

14.373 

Non-command 

Jalore Granite 

8.669 

Non-command 

Jalore Granite 

4.521 

Non-command 

Jalore Granite 

1.233 

Non-command 

Jalore Granite 

6.743 

Non-command 

Older Alluvium 

6.592 

Non-command 

Jalore Granite 

0.794 

Non-command 

Older Alluvium 

2.377 

Non-command 

Older Alluvium 

9.158 

Non-command 

Older Alluvium 

0.000 

Command 

Jalore Granite 

0.032 

Non-command 

Jalore Granite 

12.311 

Non-command 

Older Alluvium 

1.309 

Non-command 

Jalore Granite 

0.073 

Non-command 

Older Alluvium 

0.136 

Non-command 

Jalore Granite 

0.004 

Non-command 

Jalore Granite 

28.879 

Non-command 

Jalore Granite 

5.968 

Non-command 

Jalore Granite 

8.476 

Non-command 

Jalore Granite 

4.030 

Command 

Jalore Granite 

0.993 

Non-command 

Jalore Granite 

4.876 

Non-command 

Older Alluvium 

3.160 

Non-command 

Older Alluvium 

5.162 

Non-command 

Jalore Granite 

51.641 

Non-command 

Older Alluvium 

5.890 

Non-command 

Jalore Granite 

2.145 

Non-command 

Jalore Granite 

0.787 

Non-command 

Older Alluvium 

3.786 

Non-command 

Jalore Granite 

4.617 

Non-command 

Jalore Granite 

1.367 

Non-command 

Jalore Granite 

1.364 

Non-command 

Jalore Granite 

1.321 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

50,000 

120 

150,000 

100,000 

120 

150,000 

100,000 

120 

70,000 

50,000 

120 

150,000 

100,000 

120 

80,000 

40,000 

120 

150,000 

100,000 

120 

80,000 

40,000 

120 

100,000 

50,000 

120 

100,000 

80,000 

120 

250,000 

200,000 

120 

100,000 

50,000 

120 

100,000 

50,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

250,000 

200,000 

120 

70,000 

50,000 

120 

100,000 

50,000 

120 

70,000 

50,000 

120 

150,000 

100,000 

120 

80,000 

40,000 

120 

150,000 

100,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

120,000 

110,000 

120 

90,000 

70,000 

120 

150,000 

100,000 

120 

100,000 

50,000 

120 

150,000 

100,000 

120 

150,000 

100,000 

120 

100,000 

50,000 

120 

150,000 

100,000 

120 

80,000 

40,000 

120 

70,000 

50,000 

120 

150,000 

100,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.019 

0.019 

0.120 

0.120 

0.120 

0.120 


Non-command 

Older Alluvium 

19.853 

Non-command 

Younger Alluvium 

0.418 

Non-command 

Older Alluvium 

11.159 

Non-command 

Older Alluvium 

25.466 

Non-command 

Older Alluvium 

0.317 

Non-command 

Older Alluvium 

20.614 

Non-command 

Older Alluvium 

17.218 

Non-command 

Older Alluvium 

0.179 

Non-command 

Older Alluvium 

6.771 

Non-command 

Older Alluvium 

12.537 

Non-command 

Older Alluvium 

9.028 

Non-command 

Older Alluvium 

5.499 

Non-command 

Younger Alluvium 

0.048 

Non-command 

Older Alluvium 

12.001 


150 

150,000 

120,000 

150 

150,000 

130,000 

150 

130,000 

110,000 

150 

150,000 

120,000 

150 

130,000 

110,000 

150 

150,000 

120,000 

150 

130,000 

110,000 

150 

130,000 

110,000 

150 

130,000 

110,000 

150 

130,000 

110,000 

150 

130,000 

110,000 

180 

130,000 

110,000 

150 

150,000 

130,000 

150 

130,000 

110,000 







































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Doodsi 

0818000302295700 

26.251 

Fresh 

Firozpura 

0818000302292300 

13.223 

Fresh 

Jalor (M) 

0818000341801000 

79.397 

Fresh 

Jor Virana 

0818000102276500 

4.880 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Kalapura 

0818000302293400 

9.977 

Fresh 

Katarasan 

0818000302292600 

8.386 

Fresh 

Keshwana 

0818000302292500 

26.682 

Fresh 

Kharal 

0818000102276300 

8.001 

Fresh 

Kolar 

0818000302292200 

12.089 

Fresh 

Madalpura 

0818000302294800 

10.523 

Fresh 

Mauk 

0818000302295000 

8.778 

Fresh 

Meda Uparla 

0818000302294500 

51.913 

Fresh 

Narnawas 

0818000302294600 

36.588 

Fresh 

Naya Narnawas 

0818000302294700 

1.896 

Fresh 

Otwala 

0818000102276200 

21.248 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Rewat 

0818000302293500 

17.306 

Fresh 

Rewatra 

0818000102276600 

15.716 

Fresh 

Santhoo 

0818000302295500 

26.753 

Fresh 

Sayla 

0818000102276100 

58.476 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


11006030 


Tadwa 

0818000302292400 

22.441 

Fresh 

Ummedabad 

0818000302291000 

43.806 

Fresh 


Non-command 


Non-command 



Ajbar 

0818000402303800 

11.345 

Fresh 

Akhapura Kharal 

0819000102345100 

5.905 

Fresh 



Akoona 

0819000202353900 

17.427 

Fresh 

Ambatri 

0818000402304500 

11.693 

Fresh 

Bagra 

0818000302295600 

21.017 

Fresh 

Bakra 

0818000302292800 

31.323 

Fresh 

Bakraroad 

0818000302293200 

4.971 

Fresh 


Non-command 


Non-command 


Ora Bund 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Baida (v) 

0819000202354800 

30.827 

Fresh 

Baoli 

0819000202350900 

4.433 

Fresh 


Basra Dhanji 


Non-command 


Non-command 



0818000402301400 


27.904 Fresh 


Beebalsar 

0818000302297400 

20.512 

Fresh 

Beethan 

0818000402304000 

12.631 

Fresh 

Berath 

0818000302292900 

22.180 

Fresh 

Betarna 

0818000402304100 

6.847 

Fresh 

Bharoori 

0818000402302300 

9.768 

Fresh 


Bandi Sendra 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bandi Sendra 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.085 

Non-command 

Older Alluvium 

1.000 

Non-command 

Older Alluvium 

33.664 

Non-command 

Older Alluvium 

1.485 

Non-command 

Younger Alluvium 

1.273 

Non-command 

Older Alluvium 

9.758 

Non-command 

Older Alluvium 

6.051 

Non-command 

Older Alluvium 

7.490 

Non-command 

Younger Alluvium 

0.012 

Non-command 

Older Alluvium 

1.548 

Non-command 

Older Alluvium 

10.523 

Non-command 

Older Alluvium 

8.778 

Non-command 

Older Alluvium 

0.930 

Non-command 

Older Alluvium 

22.395 

Non-command 

Older Alluvium 

1.896 

Non-command 

Older Alluvium 

0.007 

Non-command 

Younger Alluvium 

0.339 

Non-command 

Older Alluvium 

17.297 

Non-command 

Older Alluvium 

15.338 

Non-command 

Older Alluvium 

1.250 

Non-command 

Older Alluvium 

0.123 

Non-command 

Younger Alluvium 

3.276 

Non-command 

Older Alluvium 

19.286 

Non-command 

Older Alluvium 

0.435 

Non-command 

Younger Alluvium 

0.334 

Non-command 

Older Alluvium 

3.889 

Non-command 

Younger Alluvium 

3.843 

Non-command 

Older Alluvium 

0.008 

Non-command 

Younger Alluvium 

9.739 

Non-command 

Jalore Granite 

3.922 

Non-command 

Younger Alluvium 

0.142 

Command 

Younger Alluvium 

5.763 

Non-command 

Older Alluvium 

4.158 

Non-command 

Younger Alluvium 

14.020 

Non-command 

Jalore Granite 

1.093 

Non-command 

Jalore Granite 

0.002 

Non-command 

Older Alluvium 

9.048 

Non-command 

Older Alluvium 

5.857 

Non-command 

Older Alluvium 

4.454 

Non-command 

Younger Alluvium 

0.199 

Non-command 

Phyllite & Schist 

0.844 

Non-command 

Jalore Granite 

4.084 

Non-command 

Younger Alluvium 

0.348 

Non-command 

Jalore Granite 

2.246 

Non-command 

Younger Alluvium 

11.485 

Command 

Older Alluvium 

3.102 

Non-command 

Older Alluvium 

24.802 

Non-command 

Older Alluvium 

20.512 

Non-command 

Jalore Granite 

12.631 

Non-command 

Older Alluvium 

1.567 

Non-command 

Jalore Granite 

6.803 

Command 

Jalore Granite 

0.918 

Command 

Older Alluvium 

0.284 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

150 

130,000 

110,000 

150 

150,000 

120,000 

150 

130,000 

110,000 

150 

150,000 

120,000 

150 

150,000 

130,000 

150 

150,000 

120,000 

150 

150,000 

120,000 

150 

150,000 

120,000 

150 

150,000 

130,000 

150 

150,000 

120,000 

150 

130,000 

110,000 

150 

130,000 

110,000 

150 

130,000 

110,000 

150 

130,000 

110,000 

150 

130,000 

110,000 

150 

150,000 

120,000 

150 

150,000 

130,000 

150 

130,000 

110,000 

150 

150,000 

120,000 

150 

130,000 

110,000 

150 

150,000 

120,000 

150 

150,000 

130,000 

150 

150,000 

120,000 

150 

150,000 

120,000 

150 

150,000 

130,000 

150 

150,000 

120,000 

150 

150,000 

130,000 

150 

130,000 

110,000 

150 

150,000 

110,000 

120 

90,000 

70,000 

150 

250,000 

210,000 

150 

250,000 

210,000 

150 

130,000 

110,000 

150 

150,000 

110,000 

120 

150,000 

130,000 

120 

90,000 

70,000 

150 

130,000 

110,000 

150 

150,000 

120,000 

150 

130,000 

110,000 

150 

150,000 

110,000 

120 

180,000 

150,000 

120 

150,000 

130,000 

120 

300,000 

250,000 

120 

150,000 

130,000 

120 

300,000 

250,000 

180 

130,000 

110,000 

180 

130,000 

110,000 

150 

130,000 

110,000 

120 

90,000 

70,000 

150 

150,000 

120,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

180 

130,000 

110,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.036 

0.036 

0.050 

0.070 

0.594 

0.594 

0.017 

0.017 

0.347 

0.367 

1.353 

1.490 


0.059 

0.059 

1.370 

1.663 

0.036 

0.104 

0.083 

0.161 

0.018 

0.018 

0.449 

0.652 

1.926 

4.131 



0.189 

0.189 

0.528 

0.548 

1.799 

1.912 

0.031 

0.031 

- 

- 

0.924 

0.963 

0.252 

0.500 

0.099 

0.957 

- 

0.045 

0.018 

0.018 

0.406 

0.442 

0.060 

0.060 

0.094 

0.094 

0.960 

0.996 

0.119 

0.142 

0.119 

0.142 

0.198 

0.335 

0.109 

0.109 

0.072 

0.095 

0.235 

0.235 

0.084 

0.095 

0.059 

0.059 

















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Bheempura 

0818000402298700 

10.800 

Fresh 

Bhetala 

0818000302296500 

16.671 

Fresh 

Bhootwas 

0818000402303100 

10.749 

Fresh 

Bhut Gaon 

0819000202349700 

4.865 

Fresh 


Boogaon 

0818000402303900 

14.417 

Fresh 

Borta 

0818000402298900 

29.260 

Fresh 

Chadooal 

0819000202353400 

5.847 

Fresh 

Chak Beebalsar 

0818000318900002 

1.659 

Fresh 

Chak Chandna 

0818000402301900 

3.981 

Fresh 


Chandana 


0818000302296700 


34.044 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Ora Bund 


Non-command 


Non-command 


Non-command 


Non-command 


Bandi Sendra 


Non-command 


Non-command 


Chandna 

0818000402302900 

18.851 

Fresh 

Chandoor 

0818000402304200 

18.816 

Fresh 

Choora 

0818000302295100 

12.590 

Fresh 


Non-command 


Non-command 


Non-command 


Dakatara 

0818000302293300 

12.666 

Fresh 

Deldar 

0819000202350800 

23.995 

Fresh 


Non-command 


Non-command 



Devda 

0818000302296100 

12.117 

Fresh 

Dewara 

0818000302297100 

9.373 

Fresh 

Dhanani 

0818000102275900 

7.544 

Fresh 

Dhansa 

0818000402298300 

80.950 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Ewadi 

0819000202350100 

8.635 

Fresh 

Ghaseri 

0818000402302200 

9.227 

Fresh 


Non-command 


Non-command 


Gol 

0819000202350000 

16.199 

Fresh 

Gola 

0818000402301700 

6.723 

Fresh 

Gura 

0819000202351100 

13.137 

Fresh 

Jaila 

0819000202354500 

4.676 

Fresh 

Jamotara 

0819000202349800 

5.302 

Fresh 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Ora Bund 


Non-command 


Ora Bund 


Non-command 



Jor Virana 

0818000102276500 

4.880 

Fresh 

Kailashnagar @ Las 

0819000102344300 

60.726 

Fresh 


Bandi Sendra 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

1.072 

Non-command 

Older Alluvium 

10.800 

Non-command 

Older Alluvium 

12.517 

Non-command 

Older Alluvium 

10.749 

Non-command 

Younger Alluvium 

0.068 

Command 

Younger Alluvium 

0.631 

Non-command 

Jalore Granite 

12.966 

Non-command 

Older Alluvium 

15.558 

Non-command 

Jalore Granite 

5.847 

Non-command 

Older Alluvium 

1.659 

Command 

Older Alluvium 

0.333 

Non-command 

Older Alluvium 

3.648 

Non-command 

Older Alluvium 

16.714 

Non-command 

Younger Alluvium 

17.202 

Non-command 

Older Alluvium 

18.851 

Non-command 

Jalore Granite 

0.953 

Non-command 

Older Alluvium 

5.586 

Non-command 

Younger Alluvium 

0.233 

Non-command 

Older Alluvium 

0.129 

Non-command 

Jalore Granite 

3.142 

Non-command 

Older Alluvium 

8.126 

Non-command 

Younger Alluvium 

12.659 

Non-command 

Older Alluvium 

16.400 

Non-command 

Younger Alluvium 

1.365 

Non-command 

Older Alluvium 

11.927 

Non-command 

Older Alluvium 

9.361 

Non-command 

Younger Alluvium 

2.662 

Non-command 

Older Alluvium 

12.487 

Non-command 

Younger Alluvium 

21.316 

Non-command 

Older Alluvium 

5.368 

Non-command 

Younger Alluvium 

1.940 

Non-command 

Older Alluvium 

18.014 

Non-command 

Younger Alluvium 

8.152 

Non-command 

Younger Alluvium 

3.131 

Non-command 

Jalore Granite 

0.015 

Non-command 

Older Alluvium 

5.868 

Non-command 

Younger Alluvium 

15.849 

Non-command 

Older Alluvium 

6.721 

Non-command 

Jalore Granite 

13.137 

Non-command 

Jalore Granite 

3.942 

Non-command 

Younger Alluvium 

0.038 

Command 

Younger Alluvium 

1.555 

Non-command 

Younger Alluvium 

9.396 

Command 

Younger Alluvium 

3.220 

Non-command 

Older Alluvium 

4.748 

Non-command 

Younger Alluvium 

25.673 

Non-command 

Jalore Granite 

3.480 

Non-command 

Older Alluvium 

6.153 

Command 

Older Alluvium 

14.951 

Non-command 

Older Alluvium 

7.957 

Non-command 

Younger Alluvium 

2.122 

Non-command 

Older Alluvium 

3.267 

Non-command 

Younger Alluvium 

52.134 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

180 

130,000 

110,000 

150 

120,000 

100,000 

150 

130,000 

110,000 

180 

130,000 

110,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

120 

90,000 

70,000 

150 

120,000 

100,000 

120 

150,000 

130,000 

150 

130,000 

110,000 

180 

130,000 

110,000 

180 

130,000 

110,000 

150 

130,000 

110,000 

150 

150,000 

110,000 

180 

130,000 

110,000 

120 

90,000 

70,000 

150 

130,000 

110,000 

150 

150,000 

110,000 

150 

130,000 

110,000 

120 

150,000 

130,000 

120 

250,000 

200,000 

120 

300,000 

250,000 

150 

130,000 

110,000 

150 

150,000 

110,000 

150 

130,000 

110,000 

150 

130,000 

110,000 

150 

150,000 

130,000 

180 

130,000 

110,000 

150 

150,000 

130,000 

150 

130,000 

110,000 

150 

150,000 

110,000 

150 

130,000 

110,000 

150 

150,000 

110,000 

120 

300,000 

250,000 

120 

100,000 

80,000 

150 

120,000 

100,000 

120 

300,000 

250,000 

180 

130,000 

110,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

120 

180,000 

150,000 

150 

250,000 

210,000 

120 

90,000 

70,000 

180 

130,000 

110,000 

180 

130,000 

110,000 

180 

130,000 

110,000 

150 

150,000 

130,000 

120 

180,000 

150,000 

150 

250,000 

210,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.079 



0.150 

0.168 

2.010 

2.334 

0.178 

0.178 

1.217 

1.271 

0.390 

0.390 

- 

- 

0.300 

0.336 

1.830 

2.046 

0.630 

0.702 

0.036 

0.036 

0.315 

0.353 

0.126 

0.126 

0.515 

0.515 

0.198 

0.198 

0.198 

0.198 

- 

0.023 

0.144 

0.144 

4.221 

4.484 












































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Khera Borta 

0818000402298800 

5.652 

Fresh 

Kolar 

0818000402303700 

6.601 

Fresh 


Non-command 


Non-command 



Kot Kasta 

0818000402301000 

12.139 

Fresh 

Ledarmer 

0818000402300900 

12.908 

Fresh 

Loor 

0818000402301100 

7.285 

Fresh 



Non-command 


Non-command 


Bandi Sendra 


Non-command 


Non-command 


Ora Bund 


Non-command 


Ora Bund 


Non-command 


Ora Bund 


Bandi Sendra 


Non-command 


Non-command 



Mandoli 

0818000402303000 

27.490 

Fresh 

Mandwara 

0819000202350500 

14.017 

Fresh 

Manora 

0819000202349600 

7.183 

Fresh 

Margaon 

0818000302293100 

6.164 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Maylawas 

0818000302296200 

20.432 

Fresh 

Meda Uparla 

0818000302294500 

51.913 

Fresh 

Medanichla 

0818000302296300 

12.005 

Fresh 

Modra 

0818000402298500 

29.222 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Modra Ki Dhani 


0818000402298600 


6.493 Fresh 


Mohabbat Nagar 

0819000202351200 

31.192 

Fresh 

Mudtara Sili 

0818000402302600 

18.554 

Fresh 


Bandi Sendra 


Non-command 


Non-command 


Bandi Sendra 


Non-command 



Munthla Kaba 

0818000402302400 

16.643 

Fresh 

Nabi 

0818000302296600 

7.200 

Fresh 

Nagni 

0818000302295800 

8.046 

Fresh 


Bandi Sendra 


Non-command 


Non-command 


Naradara 


0819000102344700 


20.692 Fresh 


Narnawas 

0818000302294600 

36.588 

Fresh 

Narpara 

0818000302295300 

7.159 

Fresh 


Non-command 


Ora Bund 


Non-command 


Non-command 


Nawara 

0819000202351000 

12.020 

Fresh 

Nembora 

0819000202353800 

6.655 

Fresh 

Noon 

0818000302295400 

23.267 

Fresh 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Jalore Granite 

32.035 

Non-command 

Phyllite & Schist 

3.144 

Non-command 

Older Alluvium 

6.652 

Non-command 

Younger Alluvium 

5.256 

Non-command 

Older Alluvium 

5.311 

Non-command 

Jalore Granite 

4.136 

Non-command 

Older Alluvium 

1.767 

Non-command 

Jalore Granite 

0.623 

Non-command 

Phyllite & Schist 

6.402 

Non-command 

Older Alluvium 

0.859 

Non-command 

Older Alluvium 

0.703 

Command 

Older Alluvium 

1.153 

Non-command 

Older Alluvium 

5.486 

Non-command 

Younger Alluvium 

7.045 

Command 

Younger Alluvium 

0.780 

Non-command 

Younger Alluvium 

12.754 

Command 

Younger Alluvium 

0.101 

Non-command 

Younger Alluvium 

3.728 

Command 

Younger Alluvium 

6.177 

Command 

Older Alluvium 

1.317 

Non-command 

Older Alluvium 

5.673 

Non-command 

Older Alluvium 

8.508 

Non-command 

Younger Alluvium 

40.750 

Non-command 

Jalore Granite 

0.802 

Non-command 

Younger Alluvium 

9.327 

Non-command 

Older Alluvium 

27.490 

Non-command 

Younger Alluvium 

0.008 

Non-command 

Younger Alluvium 

0.279 

Non-command 

Older Alluvium 

3.277 

Non-command 

Younger Alluvium 

2.887 

Non-command 

Older Alluvium 

18.709 

Non-command 

Older Alluvium 

18.024 

Non-command 

Older Alluvium 

12.005 

Non-command 

Older Alluvium 

29.143 

Non-command 

Younger Alluvium 

0.079 

Command 

Older Alluvium 

0.009 

Non-command 

Older Alluvium 

6.484 

Non-command 

Jalore Granite 

31.192 

Command 

Older Alluvium 

9.875 

Non-command 

Jalore Granite 

0.462 

Non-command 

Older Alluvium 

8.217 

Command 

Jalore Granite 

0.001 

Non-command 

Older Alluvium 

4.811 

Non-command 

Older Alluvium 

5.335 

Non-command 

Younger Alluvium 

2.711 

Non-command 

Younger Alluvium 

13.239 

Command 

Younger Alluvium 

2.141 

Non-command 

Older Alluvium 

12.324 

Non-command 

Older Alluvium 

0.060 

Non-command 

Younger Alluvium 

7.099 

Non-command 

Jalore Granite 

12.020 

Non-command 

Jalore Granite 

0.188 

Non-command 

Older Alluvium 

7.442 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

150,000 

130,000 

120 

180,000 

150,000 

150 

130,000 

110,000 

150 

150,000 

110,000 

150 

120,000 

100,000 

120 

90,000 

70,000 

180 

130,000 

110,000 

120 

150,000 

130,000 

120 

180,000 

150,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

180 

130,000 

110,000 

180 

130,000 

110,000 

150 

250,000 

210,000 

150 

250,000 

210,000 

150 

250,000 

210,000 

150 

250,000 

210,000 

150 

250,000 

210,000 

150 

250,000 

210,000 

180 

130,000 

110,000 

180 

130,000 

110,000 

120 

180,000 

150,000 

150 

250,000 

210,000 

120 

150,000 

130,000 

120 

300,000 

250,000 

180 

130,000 

110,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

150 

130,000 

110,000 

150 

150,000 

110,000 

150 

130,000 

110,000 

150 

130,000 

110,000 

150 

130,000 

110,000 

180 

130,000 

110,000 

150 

150,000 

130,000 

180 

130,000 

110,000 

180 

130,000 

110,000 

120 

150,000 

130,000 

180 

130,000 

110,000 

120 

90,000 

70,000 

180 

130,000 

110,000 

120 

90,000 

70,000 

150 

130,000 

110,000 

150 

130,000 

110,000 

150 

150,000 

110,000 

150 

250,000 

210,000 

150 

250,000 

210,000 

150 

130,000 

110,000 

150 

130,000 

110,000 

150 

150,000 

110,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

150 

130,000 

110,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

1.544 

1.562 

0.180 

0.180 

0.330 

0.330 

0.248 

0.248 

0.330 

0.582 

0.050 

0.050 

0.059 

0.059 

- 

- ! 

0.054 

0.054 

0.030 

0.030 

0.015 

0.015 

0.792 

0.792 

0.752 

0.752 

0.252 

0.252 

0.032 

0.032 

0.410 

0.410 

- 

- 

0.284 

0.284 

0.504 

0.504 

0.020 

0.020 

0.020 

0.020 

0.162 

0.184 

1.418 

1.643 

0.031 

0.031 

0.630 

0.702 

1.089 

1.206 


0.060 

0.060 

0.462 

0.657 

0.396 

0.576 

0.759 

0.818 

0.330 

0.389 



0.139 

0.139 

0.139 

0.139 

0.109 

0.109 

0.475 

0.475 

0.008 

0.008 

0.455 

0.455 

0.008 

0.008 

0.363 

0.461 

0.215 

0.215 

0.099 

0.099 

0.567 

0.567 

0.095 

0.095 

0.182 

0.202 

- 

- 

0.396 

0.464 

0.234 

0.234 

- 

- 

0.594 

0.789 







































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



0819000202353700 

14.434 

Fresh 

0819000102345200 

24.152 

Fresh 



Padeev 

0819000202350300 

34.824 

Fresh 

Phachariya 

0819000202353300 

5.677 

Fresh 

Phalwadi 

0819000202354600 

26.368 

Fresh 


Non-command 


Non-command 


Ora Bund 


Non-command 


Non-command 


Non-command 


Phoogni 

0819000202353600 

6.078 

Fresh 

Punang Kalan 

0818000402303400 

13.058 

Fresh 

Punang Khurd 

0818000402303300 

6.456 

Fresh 


Non-command 


Non-command 


Non-command 



Rota 

0818000402301200 

8.223 

Fresh 

Santhoo 

0818000302295500 

26.753 

Fresh 


Non-command 


Non-command 



Sartara 

0819000202353100 

14.044 

Fresh 

Savrata 

0819000202354400 

3.497 

Fresh 

Sawali 

0819000102344900 

15.618 

Fresh 


Sayla 

0818000102276100 

58.476 

Fresh 

Seekwara 

0818000402302800 

11.831 

Fresh 

Serna 

0818000402298400 

34.129 

Fresh 


Non-command 


Non-command 


Non-command 


Ora Bund 


Non-command 


Non-command 


Non-command 


Seuda 

0819000102344800 

6.263 

Fresh 

Siwna 

0818000302297600 

30.084 

Fresh 


Non-command 


Non-command 



Somta 

0818000402302000 

11.034 

Fresh 

Sumergarh 

0818000302297500 

11.923 

Fresh 

Takhtpura 

0818000302296400 

9.900 

Fresh 

Taleta 

0819000102343500 

22.471 

Fresh 

Tatol 

0818000402301600 

16.589 

Fresh 



Tawari 

0819000202353500 

10.352 

Fresh 

Thoor 

0818000402302500 

23.768 

Fresh 


Bandi Sendra 


Non-command 


Non-command 


Non-command 


Bandi Sendra 


Non-command 


Bandi Sendra 


Non-command 


Non-command 


Bandi Sendra 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Younger Alluvium 

15.825 

Non-command 

Jalore Granite 

11.038 

Non-command 

Younger Alluvium 

14.429 

Command 

Younger Alluvium 

2.869 

Non-command 

Younger Alluvium 

1.892 

Non-command 

Jalore Granite 

5.677 

Non-command 

Jalore Granite 

12.478 

Non-command 

Phyllite & Schist 

0.013 

Non-command 

Jalore Granite 

6.078 

Non-command 

Jalore Granite 

13.058 

Non-command 

Jalore Granite 

0.741 

Non-command 

Older Alluvium 

5.715 

Non-command 

Jalore Granite 

8.153 

Non-command 

Older Alluvium 

0.020 

Non-command 

Older Alluvium 

1.535 

Non-command 

Younger Alluvium 

4.402 

Non-command 

Older Alluvium 

13.955 

Non-command 

Younger Alluvium 

0.951 

Non-command 

Jalore Granite 

17.246 

Non-command 

Older Alluvium 

22.663 

Non-command 

Older Alluvium 

2.321 

Non-command 

Younger Alluvium 

7.967 

Non-command 

Jalore Granite 

2.217 

Non-command 

Older Alluvium 

7.403 

Non-command 

Older Alluvium 

6.541 

Non-command 

Older Alluvium 

11.798 

Non-command 

Younger Alluvium 

13.704 

Non-command 

Older Alluvium 

0.977 

Non-command 

Younger Alluvium 

9.840 

Non-command 

Phyllite & Schist 

10.443 

Non-command 

Jalore Granite 

0.369 

Non-command 

Younger Alluvium 

6.959 

Command 

Younger Alluvium 

3.652 

Non-command 

Younger Alluvium 

5.116 

Non-command 

Older Alluvium 

11.831 

Non-command 

Older Alluvium 

23.064 

Non-command 

Younger Alluvium 

11.052 

Non-command 

Younger Alluvium 

6.263 

Non-command 

Older Alluvium 

30.051 

Non-command 

Younger Alluvium 

0.032 

Non-command 

Older Alluvium 

9.834 

Non-command 

Younger Alluvium 

16.942 

Command 

Older Alluvium 

11.034 

Non-command 

Older Alluvium 

11.923 

Non-command 

Older Alluvium 

9.501 

Non-command 

Younger Alluvium 

10.739 

Command 

Older Alluvium 

3.516 

Non-command 

Older Alluvium 

13.071 

Command 

Older Alluvium 

8.734 

Non-command 

Older Alluvium 

6.715 

Non-command 

Jalore Granite 

10.352 

Command 

Jalore Granite 

4.422 

Command 

Older Alluvium 

6.014 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

150 

150,000 

110,000 

120 

150,000 

130,000 

150 

250,000 

210,000 

150 

250,000 

210,000 

120 

300,000 

250,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

180,000 

150,000 

120 

150,000 

130,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

180 

130,000 

110,000 

120 

90,000 

70,000 

180 

130,000 

110,000 

120 

180,000 

150,000 

150 

250,000 

210,000 

150 

130,000 

110,000 

150 

150,000 

110,000 

120 

90,000 

70,000 

180 

130,000 

110,000 

150 

130,000 

110,000 

150 

150,000 

110,000 

120 

90,000 

70,000 

180 

130,000 

110,000 

180 

130,000 

110,000 

150 

130,000 

110,000 

150 

150,000 

110,000 

150 

130,000 

110,000 

150 

150,000 

110,000 

120 

180,000 

150,000 

120 

150,000 

130,000 

150 

250,000 

210,000 

150 

250,000 

210,000 

150 

150,000 

130,000 

180 

130,000 

110,000 

180 

130,000 

110,000 

150 

150,000 

130,000 

150 

250,000 

210,000 

150 

130,000 

110,000 

150 

150,000 

110,000 

150 

130,000 

110,000 

150 

150,000 

110,000 

180 

130,000 

110,000 

150 

130,000 

110,000 

150 

130,000 

110,000 

150 

250,000 

210,000 

180 

130,000 

110,000 

180 

130,000 

110,000 

180 

130,000 

110,000 

180 

130,000 

110,000 

120 

150,000 

130,000 

120 

90,000 

70,000 

180 

130,000 

110,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

1.254 

1.704 

0.686 

0.686 

0.725 

0.763 

0.158 

0.158 

0.150 

0.186 

0.437 

0.437 

0.140 

0.140 

- 

- 

0.546 

0.546 

0.294 

0.294 

0.025 

0.025 

0.396 

0.396 

0.193 

0.193 



0.875 

0.953 

0.066 

0.066 

0.361 

0.372 

1.109 

1.132 

0.265 

0.344 

0.875 

1.235 

0.025 

0.025 

0.158 

0.158 

0.277 

0.277 

0.859 

1.542 

0.990 

1.890 

0.017 

0.056 

0.231 

0.659 

0.324 

0.324 

0.031 

0.031 

0.221 

0.221 

0.126 

0.126 

0.702 

0.995 

0.594 

0.594 

1.565 

1.612 

0.741 

0.764 

0.693 

0.731 

0.347 

0.347 

- 

- 

1.221 

1.260 

2.096 

2.186 

0.297 

0.297 

0.099 

0.099 

0.083 

0.103 

0.726 

0.726 

0.198 

0.245 

0.198 

0.245 

1.584 

1.795 

1.267 

1.431 

0.967 

0.967 

0.504 

0.526 

1.624 

1.671 





















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Ud 

0819000202350400 

7.288 

Fresh 

Ummedgarh 

0819000102344500 

5.724 

Fresh 



Non-command 


Non-command 


Ora Bund 


Non-command 



Van 

0819000102344200 

20.163 

Fresh 

Varal 

0819000202353000 

7.545 

Fresh 

Virana 

0818000102276400 

8.136 

Fresh 

Vishnoiyon Ka Goliya 

0818000402301500 

7.769 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


11006031 


Warka Goga 

0818000402301800 

6.716 

Fresh 

Water Body 

0818000318900003 

6.112 

Fresh 

Angore 

0819000202351500 

8.195 

Fresh 



Baida (v) 

0819000202354800 

30.827 

Fresh 

Barloot 

0819000202350600 

30.988 

Fresh 


Bhut Gaon 


Non-command 


Non-command 


Angore 


Non-command 


Non-command 


Non-command 


Angore 



0819000202349700 


4.865 Fresh 


Churlikhera 

0819000302362300 

9.897 

Fresh 

Darbari Khera 

0819000202355400 

11.441 

Fresh 

Deldar 

0819000202350800 

23.995 

Fresh 

Dhanta 

0819000202355200 

23.563 

Fresh 


Non-command 


Ora Bund 


Non-command 


Non-command 


Non-command 


Non-command 



Goyli 

0819000202352000 

7.433 

Fresh 

Isra 

0819000302362400 

6.982 

Fresh 

Jajar Khe 

0819000202355600 

3.437 

Fresh 

Jamotara 

0819000202349800 

5.302 

Fresh 



Non-command 


Non-command 


Non-command 


Non-command 


Ora Bund 


Angore 


Non-command 


Angore 


Non-command 



Ker 

0819000302362200 

11.036 

Fresh 

Khambal 

0819000202351600 

11.045 

Fresh 

Khokhri Khera 

0819000302362600 

7.158 

Fresh 

Kua Khera 

0819000202355500 

4.546 

Fresh 


Ora Bund 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Jalore Granite 

7.422 

Non-command 

Older Alluvium 

3.641 

Non-command 

Younger Alluvium 

1.445 

Non-command 

Younger Alluvium 

1.211 

Command 

Younger Alluvium 

1.728 

Non-command 

Phyllite & Schist 

3.299 

Non-command 

Younger Alluvium 

8.809 

Non-command 

Jalore Granite 

7.646 

Non-command 

Phyllite & Schist 

5.579 

Non-command 

Younger Alluvium 

0.988 

Non-command 

Phyllite & Schist 

0.475 

Non-command 

Younger Alluvium 

0.005 

Non-command 

Older Alluvium 

7.189 

Non-command 

Younger Alluvium 

0.581 

Non-command 

Older Alluvium 

6.716 

Non-command 

Younger Alluvium 

6.075 

Command 

Phyllite & Schist 

1.548 

Non-command 

Phyllite & Schist 

2.111 

Non-command 

Erinpura Granite 

0.517 

Non-command 

Phyllite & Schist 

0.397 

Non-command 

Phyllite & Schist 

0.154 

Command 

Jalore Granite 

0.043 

Command 

Younger Alluvium 

4.767 

Non-command 

Jalore Granite 

1.221 

Non-command 

Younger Alluvium 

11.226 

Non-command 

Younger Alluvium 

1.797 

Command 

Younger Alluvium 

2.368 

Non-command 

Erinpura Granite 

8.636 

Non-command 

Erinpura Granite 

7.264 

Non-command 

Younger Alluvium 

0.067 

Non-command 

Erinpura Granite 

14.521 

Non-command 

Phyllite & Schist 

0.602 

Command 

Jalore Granite 

0.913 

Command 

Phyllite & Schist 

1.713 

Non-command 

Jalore Granite 

8.002 

Non-command 

Phyllite & Schist 

13.119 

Non-command 

Phyllite & Schist 

7.433 

Non-command 

Erinpura Granite 

3.908 

Non-command 

Erinpura Granite 

1.724 

Non-command 

Younger Alluvium 

2.256 

Command 

Younger Alluvium 

1.454 

Command 

Younger Alluvium 

0.073 

Non-command 

Younger Alluvium 

9.310 

Command 

Jalore Granite 

0.000 

Non-command 

Jalore Granite 

13.198 

Non-command 

Phyllite & Schist 

1.641 

Non-command 

Older Alluvium 

0.907 

Non-command 

Younger Alluvium 

2.113 

Command 

Younger Alluvium 

0.016 

Non-command 

Erinpura Granite 

0.289 

Non-command 

Phyllite & Schist 

5.828 

Non-command 

Erinpura Granite 

0.464 

Non-command 

Erinpura Granite 

1.974 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

180 

130,000 

110,000 

120 

300,000 

250,000 

150 

250,000 

210,000 

150 

250,000 

210,000 

120 

180,000 

150,000 

120 

300,000 

250,000 

120 

150,000 

130,000 

120 

180,000 

150,000 

150 

250,000 

210,000 

120 

180,000 

150,000 

150 

150,000 

130,000 

180 

130,000 

110,000 

150 

150,000 

130,000 

180 

130,000 

110,000 

150 

150,000 

110,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

150,000 

130,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

150,000 

130,000 

120 

300,000 

250,000 

120 

150,000 

130,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

120 

150,000 

120,000 

120 

150,000 

130,000 

120 

300,000 

250,000 

120 

150,000 

130,000 

120 

180,000 

150,000 

120 

150,000 

130,000 

120 

180,000 

150,000 

120 

150,000 

130,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

150,000 

120,000 

120 

150,000 

130,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

180,000 

150,000 

150 

130,000 

110,000 

150 

150,000 

110,000 

150 

150,000 

110,000 

120 

150,000 

120,000 

120 

180,000 

150,000 

120 

150,000 

120,000 

120 

150,000 

130,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.815 

0.847 

0.950 

0.973 

0.330 

0.366 

0.032 

0.032 

0.063 

0.063 

0.018 

0.018 

0.090 

0.090 

0.312 

0.312 

0.270 

0.270 

0.095 

0.133 

0.054 

0.054 

- 

- 

0.475 

0.615 

0.039 

0.062 

0.139 

0.139 

0.462 

0.462 

0.126 

0.126 

0.180 

0.180 

0.047 

0.047 

0.036 

0.036 



0.390 

0.426 

0.047 

0.047 

0.930 

0.966 

0.420 

0.456 

0.570 

0.606 

0.360 

0.360 

0.218 

0.218 


0.515 

0.515 

0.018 

0.018 

0.047 

0.047 

0.108 

0.108 

0.452 

0.452 

0.864 

0.864 

0.900 

0.900 

0.158 

0.158 



0.640 

0.658 

0.090 

0.090 

0.050 

0.050 

0.099 

0.099 

0.726 

0.749 

0.014 

0.014 

0.810 

0.810 

0.014 

0.014 
























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Manora 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


13.603 Fresh 



Lotiwara Chhota 

0819000102344400 

12.855 

Fresh 

Madani 

0819000102345000 

9.921 

Fresh 

Mamawali 

0819000202352800 

16.927 

Fresh 

Mandawariya 

0819000202350700 

12.122 

Fresh 

Mandwa 

0819000202352100 

10.682 

Fresh 

Mandwara 

0819000202350500 

14.017 

Fresh 


Ora Bund 


Ora Bund 


Ora Bund 


Non-command 


Non-command 


Non-command 


Angore 



0819000202349600 


7.183 Fresh 


Meerpur 

0819000202355700 

15.496 

Fresh 

Naradara 

0819000102344700 

20.692 

Fresh 

Padeev 

0819000202350300 

34.824 

Fresh 


Non-command 


Ora Bund 


Non-command 


Ora Bund 


Angore 



Palri 

0819000202351700 

5.600 

Fresh 

Peepalki 

0819000202351900 

7.949 

Fresh 

Rajpura 

0819000202352400 

21.763 

Fresh 


Non-command 


Non-command 


Non-command 



Sartara 

0819000202353100 

14.044 

Fresh 

Satapura 

0819000202349500 

2.480 

Fresh 


Non-command 


Non-command 



Sawali 

0819000102344900 

15.618 

Fresh 

Shergaon 

0819000402367900 

44.535 

Fresh 

Siloiya 

0819000202352900 

13.627 

Fresh 

Sindrath 

0819000202352700 

12.817 

Fresh 


Ora Bund 


Ora Bund 


Non-command 


Non-command 


Non-command 


Sirohi (M) 


Sirohi (rural) 


0819000241902000 


0819000202352500 


43.752 Fresh 


31.793 Fresh 


Non-command 


Non-command 


Telpi Khera 

0819000202357800 

15.311 

Fresh 

Ubera 

0819000302362500 

1.523 

Fresh 

Ud 

0819000202350400 

7.288 

Fresh 



Non-command 


Non-command 


Angore 


Non-command 


Non-command 


Ora Bund 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.136 

Non-command 

Younger Alluvium 

0.332 

Command 

Younger Alluvium 

5.310 

Command 

Younger Alluvium 

0.001 

Command 

Younger Alluvium 

0.016 

Non-command 

Phyllite & Schist 

0.042 

Non-command 

Younger Alluvium 

1.994 

Non-command 

Phyllite & Schist 

3.006 

Command 

Jalore Granite 

2.247 

Command 

Younger Alluvium 

7.826 

Non-command 

Jalore Granite 

0.865 

Non-command 

Younger Alluvium 

3.071 

Non-command 

Erinpura Granite 

8.805 

Non-command 

Phyllite & Schist 

3.492 

Non-command 

Younger Alluvium 

2.606 

Command 

Younger Alluvium 

4.298 

Non-command 

Erinpura Granite 

0.627 

Command 

Younger Alluvium 

5.312 

Command 

Jalore Granite 

2.116 

Command 

Phyllite & Schist 

6.146 

Command 

Younger Alluvium 

5.019 

Non-command 

Jalore Granite 

0.655 

Non-command 

Phyllite & Schist 

13.580 

Non-command 

Younger Alluvium 

5.415 

Non-command 

Phyllite & Schist 

5.600 

Non-command 

Phyllite & Schist 

7.949 

Non-command 

Erinpura Granite 

1.906 

Non-command 

Phyllite & Schist 

0.135 

Non-command 

Erinpura Granite 

0.575 

Non-command 

Phyllite & Schist 

5.827 

Non-command 

Older Alluvium 

0.251 

Non-command 

Younger Alluvium 

0.706 

Non-command 

Phyllite & Schist 

3.578 

Non-command 

Older Alluvium 

0.251 

Non-command 

Younger Alluvium 

0.959 

Command 

Younger Alluvium 

1.271 

Command 

Younger Alluvium 

5.007 

Non-command 

Erinpura Granite 

0.490 

Non-command 

Phyllite & Schist 

7.574 

Non-command 

Erinpura Granite 

1.018 

Non-command 

Phyllite & Schist 

4.316 

Non-command 

Erinpura Granite 

19.672 

Non-command 

Phyllite & Schist 

9.105 

Non-command 

Erinpura Granite 

7.673 

Non-command 

Phyllite & Schist 

0.045 

Non-command 

Erinpura Granite 

0.781 

Non-command 

Erinpura Granite 

0.680 

Command 

Younger Alluvium 

2.147 

Non-command 

Younger Alluvium 

3.697 

Non-command 

Younger Alluvium 

0.471 

Command 

Younger Alluvium 

2.314 

Non-command 

Phyllite & Schist 

5.144 

Non-command 

Younger Alluvium 

0.354 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

180,000 

150,000 

150 

250,000 

210,000 

150 

250,000 

210,000 

150 

250,000 

210,000 

150 

250,000 

210,000 

120 

180,000 

150,000 

120 

300,000 

250,000 

120 

180,000 

150,000 

120 

150,000 

130,000 

120 

300,000 

250,000 

120 

150,000 

130,000 

120 

300,000 

250,000 

120 

150,000 

130,000 

120 

180,000 

150,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

120 

150,000 

130,000 

150 

250,000 

210,000 

120 

150,000 

130,000 

120 

180,000 

150,000 

120 

300,000 

250,000 

120 

150,000 

130,000 

120 

180,000 

150,000 

120 

300,000 

250,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

150,000 

130,000 

120 

180,000 

150,000 

120 

150,000 

130,000 

120 

180,000 

150,000 

150 

130,000 

110,000 

150 

150,000 

110,000 

120 

180,000 

150,000 

120 

250,000 

200,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

150 

250,000 

210,000 

120 

90,000 

60,000 

120 

180,000 

150,000 

120 

150,000 

130,000 

120 

180,000 

150,000 

120 

150,000 

130,000 

120 

180,000 

150,000 

120 

150,000 

130,000 

120 

180,000 

150,000 

120 

150,000 

130,000 

120 

150,000 

120,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

150 

250,000 

210,000 

150 

250,000 

210,000 

120 

180,000 

150,000 

120 

300,000 

250,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.120 

0.120 

0.144 

0.187 

0.156 

0.174 

1.020 

1.128 

0.062 

0.062 

0.390 

0.426 

0.608 

0.608 

0.288 

0.288 

0.570 

0.606 

0.930 

1.002 

0.016 

0.016 

0.221 

0.221 

0.094 

0.112 

0.288 

0.331 

0.390 

0.462 

0.031 

0.031 

0.630 

0.716 

0.420 

0.492 

0.378 

0.378 

0.216 

0.216 

0.047 

0.047 


0.062 

0.062 

0.648 

0.648 

0.017 

0.017 

0.050 

0.050 

0.108 

0.108 

0.024 

0.024 

0.150 

0.150 

0.210 

0.246 

0.158 

0.158 

- 

- 

0.306 

0.306 

0.094 

0.094 

0.486 

0.486 

0.515 

0.569 

0.270 

0.292 

0.328 

0.346 

- 

- 

0.016 

0.016 

0.115 

0.115 

0.480 

0.552 

0.840 

0.984 

0.032 

0.032 

0.095 

0.095 

0.036 

0.036 











































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



11006032 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


7.545 Fresh 



Verapura 

0819000202352600 

4.460 

Fresh 

Water Body 

0818000318900003 

6.112 

Fresh 

Andor 

0819000102345400 

9.597 

Fresh 

Arathwara 

0819000102345700 

20.197 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Barewara 

0819000102348400 

2.898 

Fresh 

Bhaiv 

0819000102345600 

15.915 

Fresh 

Chhiba Gaon 

0819000102348100 

28.834 

Fresh 

Ewadi 

0819000202350100 

8.635 

Fresh 

Gol 

0819000202350000 

16.199 

Fresh 

Kailashnagar @ Las 

0819000102344300 

60.726 

Fresh 

Kolar 

0819000102348800 

5.219 

Fresh 

Mandwa 

0819000202352100 

10.682 

Fresh 

Mochhal 

0819000102344100 

15.039 

Fresh 

Morli 

0819000102348700 

5.904 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


11006033 


Nawa Khera 

0819000102348600 

3.102 

Fresh 

Oda 

0819000102345200 

24.152 

Fresh 



Radbar 

0819000102347900 

19.309 

Fresh 

Raniya Khera 

0819000102345300 

5.848 

Fresh 

Sagaliya 

0819000102345500 

8.358 

Fresh 

Sardarpura 

0819000102348500 

4.713 

Fresh 

Sarneshwarji 

0819000202352200 

32.802 

Fresh 

Sirohi (M) 

0819000241902000 

43.752 

Fresh 

Taleta 

0819000102343500 

22.471 

Fresh 

Uthman 

0819000102348200 

13.277 

Fresh 


Non-command 


Non-command 


Ora Bund 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Van 

0819000102344200 

20.163 

Fresh 

Vera Vilpur 

0819000102348900 

10.308 

Fresh 

Angore 

0819000202351500 

8.195 

Fresh 



Baida (v) 

0819000202354800 

30.827 

Fresh 

Bari Khera 

0819000502378100 

14.385 

Fresh 

Dhanta 

0819000202355200 

23.563 

Fresh 

Dodua 

0819000202351400 

24.216 

Fresh 

Guwari Khera 

0819000202355900 

4.423 

Fresh 

Isra 

0819000302362400 

6.982 

Fresh 

Jajar Khe 

0819000202355600 

3.437 

Fresh 

Khambal 

0819000202351600 

11.045 

Fresh 

Kooma 

0819000202354700 

11.579 

Fresh 

Krishnganj 

0819000202357700 

27.701 

Fresh 


Non-command 


Non-command 


Angore 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Jalore Granite 

4.598 

Non-command 

Phyllite & Schist 

2.472 

Non-command 

Phyllite & Schist 

4.460 

Non-command 

Younger Alluvium 

0.037 

Non-command 

Younger Alluvium 

9.046 

Non-command 

Phyllite & Schist 

0.042 

Non-command 

Younger Alluvium 

0.244 

Non-command 

Phyllite & Schist 

0.657 

Non-command 

Younger Alluvium 

12.861 

Non-command 

Younger Alluvium 

2.898 

Non-command 

Younger Alluvium 

7.448 

Non-command 

Phyllite & Schist 

1.159 

Non-command 

Younger Alluvium 

5.504 

Non-command 

Younger Alluvium 

0.350 

Non-command 

Younger Alluvium 

0.201 

Non-command 

Phyllite & Schist 

4.778 

Non-command 

Phyllite & Schist 

7.676 

Non-command 

Younger Alluvium 

0.021 

Non-command 

Phyllite & Schist 

2.416 

Non-command 

Younger Alluvium 

3.378 

Non-command 

Younger Alluvium 

3.102 

Non-command 

Younger Alluvium 

6.806 

Command 

Younger Alluvium 

0.046 

Non-command 

Phyllite & Schist 

25.198 

Non-command 

Younger Alluvium 

0.639 

Non-command 

Phyllite & Schist 

0.833 

Non-command 

Younger Alluvium 

5.848 

Non-command 

Younger Alluvium 

7.166 

Non-command 

Younger Alluvium 

4.713 

Non-command 

Phyllite & Schist 

15.051 

Non-command 

Phyllite & Schist 

4.556 

Non-command 

Younger Alluvium 

0.500 

Non-command 

Phyllite & Schist 

10.424 

Non-command 

Younger Alluvium 

1.085 

Non-command 

Phyllite & Schist 

30.826 

Non-command 

Younger Alluvium 

9.674 

Non-command 

Younger Alluvium 

14.289 

Non-command 

Phyllite & Schist 

8.276 

Command 

Phyllite & Schist 

0.016 

Non-command 

Phyllite & Schist 

4.519 

Non-command 

Erinpura Granite 

7.871 

Non-command 

Phyllite & Schist 

4.696 

Non-command 

Phyllite & Schist 

20.449 

Non-command 

Erinpura Granite 

0.232 

Non-command 

Erinpura Granite 

5.427 

Non-command 

Phyllite & Schist 

0.470 

Non-command 

Phyllite & Schist 

2.763 

Non-command 

Erinpura Granite 

3.075 

Non-command 

Erinpura Granite 

0.200 

Non-command 

Phyllite & Schist 

3.293 

Non-command 

Phyllite & Schist 

0.348 

Non-command 

Erinpura Granite 

0.910 

Non-command 

Phyllite & Schist 

11.500 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

150,000 

130,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

150 

150,000 

110,000 

150 

250,000 

210,000 

120 

110,000 

100,000 

150 

250,000 

210,000 

120 

110,000 

100,000 

150 

250,000 

210,000 

150 

250,000 

210,000 

150 

250,000 

210,000 

120 

110,000 

100,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

150 

250,000 

210,000 

120 

110,000 

100,000 

120 

180,000 

150,000 

150 

250,000 

210,000 

120 

110,000 

100,000 

150 

250,000 

210,000 

150 

250,000 

210,000 

150 

250,000 

210,000 

150 

250,000 

210,000 

120 

110,000 

100,000 

150 

250,000 

210,000 

120 

110,000 

100,000 

150 

250,000 

210,000 

150 

250,000 

210,000 

150 

250,000 

210,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

150 

250,000 

210,000 

120 

110,000 

100,000 

150 

250,000 

210,000 

120 

180,000 

150,000 

120 

300,000 

250,000 

150 

250,000 

210,000 

120 

110,000 

100,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

150,000 

130,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

100,000 

80,000 

120 

150,000 

130,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

150,000 

120,000 

120 

150,000 

130,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

150,000 

130,000 

120 

180,000 

150,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.406 


0.252 


0.072 




0.063 

0.063 

0.060 

0.073 

3.339 

3.752 

1.134 

1.359 

1.702 

1.852 

0.024 

0.024 

0.120 

0.120 

0.030 

0.030 


0.036 

0.036 

0.360 

0.468 


0.156 

0.196 

0.536 

0.686 

0.536 

0.649 

0.347 

0.347 


0.816 

0.961 

0.063 

0.063 

0.024 

0.024 

0.284 

0.397 

1.292 

1.442 

0.347 

0.422 

0.108 

0.108 

0.144 

0.166 

0.032 

0.032 

1.140 

1.180 

0.315 

0.315 

0.162 

0.205 

0.090 

0.090 

1.292 

1.705 

0.132 

0.158 


0.396 

0.396 

0.328 

0.328 

0.234 

0.234 

0.252 

0.252 


0.187 

0.187 

0.036 

0.036 

0.252 

0.252 

0.115 

0.115 



0.031 

0.031 

0.414 

0.436 








































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 




11007034 


11007035 


Rajpura Khera 


Sartara 


Shergaon 


Siloiya 


Sindrath 


Ubera 


Unta Khera 


Velangari 


Verusa Padar 


Balelao 


Mandiya 


Mandli Khurd 


Manpura 


Aaichiya 


Akeli 


Balelao 


Budhwara 


Khati Khera 


Kherwa 


Lambiya 


Manpura 


Pali (MCI) 


Rampura 


Rawalwas 


Sadawas 


Snkrawas 


0819000202355100 


0819000202353100 


0819000402367900 


0819000202352900 


0819000202352700 


4.427 Fresh 


14.044 Fresh 


44.535 Fresh 


13.627 Fresh 


12.817 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0819000302362500 


0819000202356000 


0819000202354900 


0819000202355800 


0820000502431000 



0820000502432100 


0820000520900004 


0820000520900003 


0820000520900002 


Fresh 


Fresh 


10.225 Fresh 


2.489 Fresh 


Fresh 


Saline 


7.682 Saline 


16.810 Saline 


11.880 Saline 


12.293 Fresh 


Saline 



0820000502432300 


0820000502431000 


0820000502432100 


0820000502432400 


0820000502432700 


0820000502432600 


0820000502431900 


0820000520900002 


0820000542004000 


0820000502432500 


0820000502431100 


0820000502432200 


0820000502432000 


7.044 Fresh 


Saline 


15.019 Saline 


8.357 Saline 


7.682 Saline 


9.906 Saline 


2.681 Saline 


13.923 Saline 


24.257 Saline 


12.293 Saline 


97.271 Saline 


7.735 Saline 


6.632 Saline 


13.784 Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Sub Basin 


Non-command 


Non-command 


Non-command 


Hemawas 


Hemawas 


Non-command 


Non-command 


Hemawas 


Non-command 


Hemawas 


Non-command 


Hemawas 


Non-command 


Hemawas 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Erinpura Granite 

0.818 

Non-command 

Phyllite & Schist 

0.044 

Non-command 

Erinpura Granite 

2.505 

Non-command 

Phyllite & Schist 

14.280 

Non-command 

Erinpura Granite 

2.768 

Non-command 

Phyllite & Schist 

10.749 

Non-command 

Erinpura Granite 

4.167 

Non-command 

Phyllite & Schist 

0.023 

Non-command 

Erinpura Granite 

3.577 

Non-command 

Phyllite & Schist 

5.954 

Non-command 

Erinpura Granite 

2.658 

Non-command 

Phyllite & Schist 

1.580 

Non-command 

Erinpura Granite 

9.877 

Non-command 

Phyllite & Schist 

0.085 

Non-command 

Erinpura Granite 

0.803 

Non-command 

Phyllite & Schist 

1.102 

Non-command 

Erinpura Granite 

3.815 

Non-command 

Phyllite & Schist 

6.411 

Non-command 

Phyllite & Schist 

2.489 


: Khari (Hemawas) 


with 

Pumpset 


(9) (10) 


16.278 Saline Non-command 


Non-command 

Phyllite & Schist 

2.886 

Non-command 

Phyllite & Schist 

2.648 

Non-command 

Phyllite & Schist 

0.148 

Command 

Phyllite & Schist 

0.062 

Command 

Phyllite & Schist 

0.846 

Non-command 

Phyllite & Schist 

0.058 

Non-command 

Phyllite & Schist 

3.320 

Command 

Phyllite & Schist 

0.090 

Non-command 

Phyllite & Schist 

2.877 

Command 

Phyllite & Schist 

0.319 

Non-command 

Phyllite & Schist 

4.932 

Command 

Phyllite & Schist 

3.279 

Non-command 

Phyllite & Schist 

2.937 

Command 

Phyllite & Schist 

1.094 

Non-command 

Phyllite & Schist 

2.081 

Non-command 

Phyllite & Schist 

0.610 

Non-command 

Phyllite & Schist 

0.243 

Non-command 

Erinpura Granite 

2.684 

Non-command 

Phyllite & Schist 

1.873 

Non-command 

Erinpura Granite 

4.564 

Non-command 

Phyllite & Schist 

2.970 

Non-command 

Erinpura Granite 

0.787 

Non-command 

Erinpura Granite 

2.490 

Non-command 

Erinpura Granite 

5.472 

Non-command 

Erinpura Granite 

3.488 

Non-command 

Phyllite & Schist 

3.316 

Non-command 

Phyllite & Schist 

1.605 

Non-command 

Phyllite & Schist 

0.007 

Non-command 

Erinpura Granite 

2.220 

Non-command 

Phyllite & Schist 

1.964 

Non-command 

Erinpura Granite 

7.563 

Non-command 

Phyllite & Schist 

4.946 

Non-command 

Erinpura Granite 

15.691 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

150,000 

130,000 

120 

180,000 

150,000 

120 

150,000 

130,000 

120 

180,000 

150,000 

120 

150,000 

130,000 

120 

180,000 

150,000 

120 

150,000 

130,000 

120 

180,000 

150,000 

120 

90,000 

60,000 

120 

180,000 

150,000 

120 

150,000 

130,000 

120 

180,000 

150,000 

120 

150,000 

130,000 

120 

180,000 

150,000 

120 

150,000 

120,000 

120 

180,000 

150,000 

120 

150,000 

130,000 

120 

180,000 

150,000 

120 

180,000 

150,000 


120 

180,000 

150,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

180,000 

150,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

180,000 

150,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.109 

0.109 

0.702 

0.745 

0.094 

0.094 

0.432 

0.432 

0.156 

0.156 



0.252 

0.252 

0.265 

0.265 

0.180 

0.180 

0.250 

0.250 


0.130 

0.130 

0.054 

0.054 

0.406 

0.406 

0.792 

0.792 

0.180 

0.180 


0.054 

0.054 

0.025 

0.025 



0.054 

0.076 

0.017 

0.017 

0.017 

0.017 

0.034 

0.034 

0.067 

0.067 

0.018 

0.018 


0.050 

0.050 

0.017 

0.017 

0.022 

0.022 

0.017 

0.017 


0.022 

0.041 

0.173 

0.173 

0.050 

0.050 

0.059 

0.059 

0.025 

0.025 

- 

- 

0.036 

0.036 

0.008 

0.008 

0.058 

0.058 

0.042 

0.042 

0.014 

0.014 



























































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


11007036 


Utvan 


Aaichiya 


Bader Ka Was 


Banta 


Bariya 


Basni Jojawar 


Beeram Gurha 


Bhadarlau 


Bhagora 


Bhimaliya 


Budhwara 


Busi 


Chaita 


Chatra Gura 


Chhapli 


Dabjar 


Deoli 


Dhamli 


Dhanla 


Dhel Pura 


Gajnipura 


Golki 


Gura Daulji 


Gura Hindu 


Gura Mataji 


Gura Mokan Singh 


Gura Narkhan 


Type of Area (Command / N< 
command) 



0820000502430900 


0820000502432300 


7.044 Saline Non-command 


15.019 Fresh Non-command 


Saline Non-command 



Anji Ki Dhani 

0820000602452300 

3.964 

Fresh 

Antali 

0825000102966800 

0.124 

Saline 




Non-command 


Non-command 


4.003 Fresh Non-command 


Saline Non-command 


15.070 Fresh Non-command 


Saline Non-command 


Saline Non-command 



17.234 Saline Non-command 



0820000602448300 

26.971 

0820000602448400 

16.517 

0820000602451800 

7.727 

0825000102966500 

3.100 


0820000702454700 

4.812 

0820000602453500 

11.859 




Saline 


1.800 Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


0820000602448000 

33.781 

0820000502432400 

9.906 



0820000502435800 

15.010 

0825000102966900 

3.908 

0820000602453400 

7.513 




0825000102968400 


0825000102967100 


Saline 


5.876 Saline 


2.358 Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0820000602448600 

18.910 

0820000602447800 

17.944 


0820000602452100 


Saline 


22.915 Fresh 



0820000702455500 

8.903 

0820000602452500 

2.543 



0820000702455300 

8.013 

0820000602448200 

4.712 

0820000702455600 

11.527 

0820000602448900 

7.706 

0820000502433100 

15.999 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

0.520 

Non-command 

Phyllite & Schist 

0.801 

Non-command 

Erinpura Granite 

0.071 

Non-command 

Erinpura Granite 

11.892 

Non-command 

Phyllite & Schist 

0.370 

Non-command 

Erinpura Granite 

3.964 

Non-command 

Gneisses 

0.004 

Non-command 

Phyllite & Schist 

0.115 

Non-command 

Erinpura Granite 

3.582 

Non-command 

Erinpura Granite 

0.421 

Non-command 

Erinpura Granite 

9.133 

Non-command 

Erinpura Granite 

5.937 

Non-command 

Gneisses 

2.242 

Non-command 

Phyllite & Schist 

0.617 

Non-command 

Erinpura Granite 

6.901 

Non-command 

Phyllite & Schist 

5.594 

Non-command 

Erinpura Granite 

26.971 

Non-command 

Erinpura Granite 

7.949 

Non-command 

Erinpura Granite 

1.956 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Phyllite & Schist 

1.092 

Non-command 

Erinpura Granite 

0.199 

Non-command 

Erinpura Granite 

2.710 

Non-command 

Phyllite & Schist 

1.150 

Non-command 

Phyllite & Schist 

2.068 

Non-command 

Gneisses 

0.134 

Non-command 

Phyllite & Schist 

0.275 

Non-command 

Erinpura Granite 

33.781 

Non-command 

Erinpura Granite 

0.871 

Non-command 

Erinpura Granite 

8.248 

Non-command 

Erinpura Granite 

0.070 

Non-command 

Phyllite & Schist 

1.797 

Non-command 

Erinpura Granite 

0.028 

Non-command 

Phyllite & Schist 

0.836 

Non-command 

Phyllite & Schist 

0.625 

Non-command 

Gneisses 

1.640 

Non-command 

Gneisses 

0.301 

Non-command 

Phyllite & Schist 

0.324 

Non-command 

Erinpura Granite 

15.153 

Non-command 

Erinpura Granite 

10.197 

Non-command 

Erinpura Granite 

1.382 

Non-command 

Erinpura Granite 

22.872 

Non-command 

Erinpura Granite 

0.042 

Non-command 

Erinpura Granite 

2.677 

Non-command 

Phyllite & Schist 

1.981 

Non-command 

Erinpura Granite 

8.890 

Non-command 

Erinpura Granite 

0.226 

Non-command 

Erinpura Granite 

2.317 

Non-command 

Erinpura Granite 

7.708 

Non-command 

Erinpura Granite 

4.712 

Non-command 

Erinpura Granite 

5.108 

Non-command 

Erinpura Granite 

0.723 

Non-command 

Erinpura Granite 

3.452 


with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

130,000 

110,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

30,000 

20,000 

120 

50,000 

30,000 

120 

130,000 

100,000 

120 

60,000 

40,000 

120 

130,000 

110,000 

120 

80,000 

60,000 

120 

30,000 

20,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

60,000 

35,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

30,000 

20,000 

120 

50,000 

30,000 

120 

120,000 

100,000 

120 

130,000 

110,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

50,000 

30,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

130,000 

110,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.230 

0.230 

0.008 

0.008 

0.192 

0.221 


0.022 

0.022 

0.096 

0.096 

0.005 

0.005 

0.106 

0.122 

0.043 

0.043 

0.086 

0.086 

0.036 

0.036 

0.108 

0.118 

0.101 

0.112 

0.564 

0.564 

0.072 

0.072 

0.024 

0.038 



0.096 

0.110 

0.032 

0.032 

0.050 

0.050 

0.014 

0.014 

0.043 

0.043 

0.396 

0.482 

0.013 

0.013 

0.036 

0.036 

0.008 

0.008 

0.097 

0.097 


0.043 

0.043 

0.025 

0.025 

0.010 

0.010 

0.002 

0.002 

0.004 

0.004 

0.660 

0.746 

0.408 

0.566 

0.036 

0.046 

1.860 

2.119 


0.014 

0.014 

0.008 

0.008 

0.353 

0.353 

0.048 

0.048 

0.259 

0.278 



0.067 

0.067 

0.024 

0.024 

0.013 

0.013 
































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 




Guragirdhari 


Gurha Bhopat 



Gurha Durjan 


Gurha Ganga-li 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Census Code 

Area 


sq.km 

(3) 

(4) 

0820000502435500 

6.287 

0820000602453700 

5.396 



0820000702456200 

2.965 

0820000602453300 

3.155 


Saline 


Fresh 


Saline 


20.665 Saline 


Non-command 


Non-command 



Gurha Himta 

0820000602452200 

2.179 

Fresh 

Gurha Jaitsingh 

0820000702455000 

9.852 

Fresh 

Gurna Durga 

0820000602451900 

12.908 

Fresh 

Halawat 

0820000602453900 

3.777 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hemawas 


0820000502433300 


Hingola Kalan 


Hingola Khurd 


Indarwara 


Januda 


Jojawar 


Kamla (Rural) 


Kanawas 


Kaniyana 


Karwara 


Kheema Gurha 


Khera Kalyanpura 


Mevi Kalan 


Mevi Khurd 


Mukanpura 


Nayagaon 


Neembara 


Neevon Ki Khejri 


Panchetiya 


Panota 


Peetha Gurha 


21.602 Fresh Non-command 


Saline Non-command 



0820000602441700 

9.901 

0820000602447900 

11.850 


0820000702454900 

9.656 

0820000602448800 

6.721 

0820000602452600 

14.688 



0825000202974100 

10.112 

0825000102967700 

4.109 

0825000102967000 

1.810 

0820000602453600 

8.765 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Saline Non-command 


13.603 Fresh 


Saline 


0825000102966700 

1.089 

0820000602454100 

7.735 


0820000702455700 

2.605 

0820000702455800 

7.437 

0820000602448700 

4.642 

0820000602447700 

6.140 

0820000502435700 

19.385 

0820000602452700 

3.288 

0820000602448100 

22.852 

0820000702455900 

8.739 



0825000102966600 

1.376 




Kherwa 

0820000502432600 

13.923 

Saline 

Khiwara 

0820000702455400 

14.606 

Fresh 

Kolpura 

0820000602452000 

12.203 

Fresh 

Kot Solankiyan 

0820000702456400 

16.510 

Saline 

Manpura 

0820000520900002 

12.293 

Saline 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hemawas 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Erinpura Granite 

6.287 

Non-command 

Erinpura Granite 

2.434 

Non-command 

Phyllite & Schist 

1.593 

Non-command 

Erinpura Granite 

2.893 

Non-command 

Phyllite & Schist 

0.469 

Non-command 

Phyllite & Schist 

0.032 

Non-command 

Erinpura Granite 

4.159 

Non-command 

Phyllite & Schist 

5.301 

Non-command 

Erinpura Granite 

2.179 

Non-command 

Erinpura Granite 

6.384 

Non-command 

Erinpura Granite 

10.829 

Non-command 

Erinpura Granite 

0.988 

Non-command 

Phyllite & Schist 

2.175 

Non-command 

Erinpura Granite 

2.283 

Non-command 

Erinpura Granite 

2.330 

Non-command 

Phyllite & Schist 

5.069 

Non-command 

Erinpura Granite 

0.835 

Non-command 

Erinpura Granite 

7.019 

Non-command 

Erinpura Granite 

4.701 

Non-command 

Erinpura Granite 

8.357 

Non-command 

Erinpura Granite 

1.980 

Non-command 

Erinpura Granite 

12.315 

Non-command 

Erinpura Granite 

1.908 

Non-command 

Erinpura Granite 

4.964 

Non-command 

Erinpura Granite 

2.964 

Non-command 

Phyllite & Schist 

0.474 

Non-command 

Gneisses 

0.856 

Non-command 

Phyllite & Schist 

0.368 

Non-command 

Erinpura Granite 

0.882 

Non-command 

Phyllite & Schist 

0.020 

Non-command 

Erinpura Granite 

1.714 

Non-command 

Phyllite & Schist 

4.118 

Non-command 

Erinpura Granite 

9.699 

Non-command 

Erinpura Granite 

3.905 

Non-command 

Phyllite & Schist 

0.970 

Non-command 

Erinpura Granite 

4.892 

Non-command 

Phyllite & Schist 

1.703 

Non-command 

Erinpura Granite 

8.451 

Non-command 

Erinpura Granite 

10.925 

Non-command 

Erinpura Granite 

12.203 

Non-command 

Erinpura Granite 

0.000 

Command 

Phyllite & Schist 

0.001 

Non-command 

Phyllite & Schist 

4.037 

Non-command 

Erinpura Granite 

0.677 

Non-command 

Erinpura Granite 

1.397 

Non-command 

Erinpura Granite 

3.572 

Non-command 

Erinpura Granite 

2.465 

Non-command 

Erinpura Granite 

12.278 

Non-command 

Erinpura Granite 

2.019 

Non-command 

Erinpura Granite 

22.852 

Non-command 

Erinpura Granite 

0.328 

Non-command 

Erinpura Granite 

1.006 

Non-command 

Phyllite & Schist 

1.372 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

130,000 

110,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

130,000 

110,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

30,000 

20,000 

120 

50,000 

30,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

130,000 

110,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

130,000 

100,000 

120 

60,000 

40,000 

120 

50,000 

30,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.026 

0.026 

0.065 

0.065 

0.050 

0.050 

0.062 

0.062 

- 

- 

- 

- 

0.019 

0.019 

0.030 

0.030 

0.048 

0.062 

0.202 

0.213 

0.300 

0.343 

0.014 

0.014 

0.042 

0.042 

0.066 

0.066 

0.043 

0.043 

0.101 

0.101 

0.014 

0.014 

0.108 

0.108 

0.043 

0.043 

0.890 

0.966 

0.204 

0.247 

2.088 

2.203 

0.194 

0.204 

0.180 

0.223 

0.065 

0.075 

0.007 

0.007 

0.002 

0.002 

0.007 

0.007 

0.024 

0.024 


0.036 

0.036 

0.092 

0.092 

0.092 

0.092 

0.022 

0.022 

0.068 

0.068 

0.007 

0.007 


0.274 

0.284 

2.159 

2.159 

0.552 

0.610 



0.067 

0.067 

0.072 

0.072 

0.048 

0.048 

0.144 

0.173 

0.012 

0.012 

0.126 

0.137 

0.072 

0.072 

0.108 

0.137 

0.024 

0.024 

0.034 

0.034 

0.047 

0.047 




























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



11007037 


Pratap Garh 

0820000502435600 

25.634 

Fresh 

Raipuriya 

0820000702455100 

4.921 

Fresh 

Ramasiya 

0820000502433400 

7.030 

Saline 

Rampura 

0820000502432500 

7.735 

Saline 

Sadawas 

0820000502432200 

13.784 

Saline 


Sapooni 


Seemal 


Snkrawas 


Sonai Manji 


Wandar 


Aaichiya 


Bagol 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


6.199 Saline Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0820000502435400 

11.494 

0820000602454000 

3.044 


Non-command 


Non-command 


Non-command 


Non-command 



0820000502432000 

16.278 

0820000502433200 

26.331 


0820000702455200 

9.426 

0820000502432300 

15.019 

0820000702457000 

17.196 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bansor 


Barari 


Bhadarlau 


Bhanka 


Bola Kura 


Busi 


Chak Vardiya 


Chandelo Ki Gawar 


Chhapli 


0820000602454200 

17.234 

0820000702457300 

9.660 


0820000702454700 

4.812 

0820000702459900 

3.490 

0820000702459300 

9.486 

0820000502435800 

15.010 

0820000702460300 

2.204 

0825000102967900 

0.965 

0825000102968400 

5.876 



Daylana Kalan 

0820000702460900 

11.401 

Saline 

Daylana Khurd 

0820000702460800 

4.699 

Saline 

Elani 

0820000702457800 

10.577 

Fresh 

Gajnipura 

0820000702455500 

8.903 

Fresh 

Ganthi 

0820000702460400 

16.667 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


1.621 Saline Non-command 


2.616 Saline Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Ghenri 


Gura Daulji 


Gura Mataji 


Gura Meghsingh 


Gura Narkhan 


Gura Ramaji 


0820000702459500 


14.128 Fresh 


Saline 


0820000702455300 

8.013 

0820000702455600 

11.527 


0820000702459400 

4.672 

0820000502433100 

15.999 

0820000702459600 

10.336 



Gurha Askaran 


0820000702460700 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses 

1.744 

Non-command 

Phyllite & Schist 

0.375 

Non-command 

Erinpura Granite 

12.525 

Non-command 

Erinpura Granite 

4.294 

Non-command 

Phyllite & Schist 

2.351 

Non-command 

Erinpura Granite 

0.691 

Non-command 

Erinpura Granite 

0.136 

Non-command 

Phyllite & Schist 

1.139 

Non-command 

Erinpura Granite 

1.338 

Non-command 

Erinpura Granite 

13.439 

Non-command 

Erinpura Granite 

9.277 

Non-command 

Erinpura Granite 

1.012 

Non-command 

Phyllite & Schist 

1.258 

Non-command 

Erinpura Granite 

3.265 

Non-command 

Erinpura Granite 

4.692 

Non-command 

Erinpura Granite 

0.068 

Non-command 

Erinpura Granite 

6.309 

Non-command 

Erinpura Granite 

0.294 

Non-command 

Erinpura Granite 

4.662 

Non-command 

Erinpura Granite 

0.001 

Non-command 

Erinpura Granite 

9.175 

Non-command 

Phyllite & Schist 

3.652 

Non-command 

Phyllite & Schist 

0.282 

Non-command 

Erinpura Granite 

2.170 

Non-command 

Erinpura Granite 

7.490 

Non-command 

Erinpura Granite 

4.476 

Non-command 

Erinpura Granite 

3.490 

Non-command 

Erinpura Granite 

1.791 

Non-command 

Erinpura Granite 

7.392 

Non-command 

Erinpura Granite 

2.204 

Non-command 

Phyllite & Schist 

0.310 

Non-command 

Gneisses 

2.331 

Non-command 

Phyllite & Schist 

0.584 

Non-command 

Gneisses 

0.047 

Non-command 

Phyllite & Schist 

0.036 

Non-command 

Gneisses 

1.044 

Non-command 

Phyllite & Schist 

0.526 

Non-command 

Erinpura Granite 

1.895 

Non-command 

Erinpura Granite 

4.635 

Non-command 

Erinpura Granite 

2.546 

Non-command 

Erinpura Granite 

0.013 

Non-command 

Erinpura Granite 

8.746 

Non-command 

Phyllite & Schist 

3.802 

Non-command 

Erinpura Granite 

14.089 

Non-command 

Erinpura Granite 

0.039 

Non-command 

Erinpura Granite 

0.305 

Non-command 

Erinpura Granite 

5.679 

Non-command 

Erinpura Granite 

0.739 

Non-command 

Erinpura Granite 

3.346 

Non-command 

Erinpura Granite 

11.314 

Non-command 

Erinpura Granite 

4.894 

Non-command 

Erinpura Granite 

1.200 

Non-command 

Erinpura Granite 

2.336 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

30,000 

20,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

60,000 

40,000 

120 

130,000 

110,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

130,000 

110,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

130,000 

110,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

30,000 

20,000 

120 

50,000 

30,000 

120 

30,000 

20,000 

120 

50,000 

30,000 

120 

30,000 

20,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

130,000 

110,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

60,000 

40,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.008 

0.008 

0.361 

0.361 

0.076 

0.076 

0.014 

0.014 


0.008 

0.008 

0.036 

0.036 

0.139 

0.146 

0.092 

0.092 

0.029 

0.029 

0.042 

0.042 

0.053 

0.053 

0.043 

0.043 



0.192 

0.192 

0.096 

0.096 

0.008 

0.008 

0.034 

0.034 

0.090 

0.090 

0.092 

0.103 

0.038 

0.038 

0.042 

0.042 

0.706 

0.738 

0.024 

0.024 

0.011 

0.011 

0.014 

0.014 

0.007 

0.007 

0.005 

0.005 

0.004 

0.004 

0.007 

0.007 

0.007 

0.007 

0.077 

0.077 

0.379 

0.379 

0.025 

0.025 


0.254 

0.254 

0.138 

0.138 

1.294 

1.294 



0.067 

0.067 

0.006 

0.006 

0.008 

0.008 

0.026 

0.026 

0.050 

0.050 

0.012 

0.012 

0.091 

0.091 

































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


(2) 

(3) 

(4) 

(5) 

Gurha Deora Mertiyan 

0820000702460200 

6.296 

Saline 


Gurha Kitiyan 


Gurha Thakurji 


Indarwara 


Jamboo Ka Talab 


Kaklawas 


Kot Solankiyan 


Koyla 


Mada Ki Bassi 


Magar Talab 


Mevi Kalan 


Mevi Khurd 


Nayagaon 


Neembara 


Panota 


Peelowani 


Pipreloo 


Type of Area (Command / N< 
command) 



11.295 Saline Non-command 


Gurha Durjan 

0820000702456200 

2.965 

Saline 

Gurha Gopinath 

0820000702456300 

20.665 

Saline 



Gurha Jaitsingh 

0820000702455000 

9.852 

Fresh 

Gurha Jetawatan 

0820000702460100 

9.079 

Saline 

Gurha Kalan 

0820000702456600 

4.909 

Saline 


0820000702456700 


0820000702457400 


Non-command 


Non-command 


Non-command 


4.398 Saline Non-command 




0820000702454900 

9.656 

0825000402998700 

2.036 


Non-command 


Non-command 


Non-command 


Non-command 



0820000702456900 


Saline Non-command 


8.381 Saline Non-command 


Kerli 

0820000702459700 

7.038 

Saline 

Kharchee 

0820000702460000 

3.514 

Saline 

Kheema Khera 

0825000102967800 

3.265 

Saline 

Khera Jassa 

0825000102968600 

1.615 

Saline 

Khiwara 

0820000702455400 

14.606 

Fresh 

Kolar 

0820000702457200 

13.659 

Saline 



0820000702456400 


0825000402998400 


0825000202980600 


0820000702457100 


0820000702455700 


0820000702455800 


16.510 Saline Non-command 


16.766 Saline Non-command 


12.601 Saline Non-command 


9.880 Saline Non-command 




0820000702456500 

1.962 

0820000502435700 

19.385 

0820000702455900 

8.739 


0820000702457600 

8.972 

0825000102968500 

6.199 



Pratap Garh 

0820000502435600 

25.634 

Fresh 

Puthiya 

0825000402998800 

38.203 

Fresh 


Raipuriya 

0820000702455100 

4.921 

Fresh 

Roongri 

0820000702457700 

11.856 

Fresh 

Roop Nagar 

0825000402998600 

17.454 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Erinpura Granite 

6.232 

Non-command 

Phyllite & Schist 

0.063 

Non-command 

Erinpura Granite 

4.693 

Non-command 

Phyllite & Schist 

0.740 

Non-command 

Erinpura Granite 

0.072 

Non-command 

Erinpura Granite 

1.866 

Non-command 

Phyllite & Schist 

4.214 

Non-command 

Erinpura Granite 

3.468 

Non-command 

Erinpura Granite 

9.079 

Non-command 

Erinpura Granite 

2.046 

Non-command 

Phyllite & Schist 

2.863 

Non-command 

Erinpura Granite 

0.886 

Non-command 

Phyllite & Schist 

3.163 

Non-command 

Erinpura Granite 

7.812 

Non-command 

Erinpura Granite 

1.507 

Non-command 

Erinpura Granite 

1.299 

Non-command 

Gneisses 

0.760 

Non-command 

Phyllite & Schist 

0.273 

Non-command 

Gneisses 

0.014 

Non-command 

Erinpura Granite 

3.538 

Non-command 

Phyllite & Schist 

1.730 

Non-command 

Erinpura Granite 

3.507 

Non-command 

Erinpura Granite 

3.514 

Non-command 

Phyllite & Schist 

1.154 

Non-command 

Gneisses 

0.077 

Non-command 

Erinpura Granite 

3.681 

Non-command 

Erinpura Granite 

13.647 

Non-command 

Phyllite & Schist 

0.013 

Non-command 

Erinpura Granite 

12.484 

Non-command 

Phyllite & Schist 

2.659 

Non-command 

Gneisses 

1.169 

Non-command 

Phyllite & Schist 

1.860 

Non-command 

Gneisses 

0.258 

Non-command 

Phyllite & Schist 

1.781 

Non-command 

Erinpura Granite 

4.777 

Non-command 

Phyllite & Schist 

5.103 

Non-command 

Erinpura Granite 

1.088 

Non-command 

Erinpura Granite 

0.839 

Non-command 

Erinpura Granite 

4.758 

Non-command 

Erinpura Granite 

1.282 

Non-command 

Erinpura Granite 

1.962 

Non-command 

Erinpura Granite 

7.093 

Non-command 

Erinpura Granite 

0.618 

Non-command 

Erinpura Granite 

6.787 

Non-command 

Erinpura Granite 

8.972 

Non-command 

Gneisses 

1.578 

Non-command 

Phyllite & Schist 

0.515 

Non-command 

Erinpura Granite 

13.109 

Non-command 

Gneisses 

0.416 

Non-command 

Phyllite & Schist 

2.856 

Non-command 

Erinpura Granite 

0.627 

Non-command 

Erinpura Granite 

9.029 

Non-command 

Phyllite & Schist 

4.608 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

50,000 

35,000 

120 

30,000 

20,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

30,000 

20,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

130,000 

100,000 

120 

60,000 

40,000 

120 

130,000 

100,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

30,000 

20,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

50,000 

35,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

35,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.072 




0.010 

0.010 

0.024 

0.024 

0.109 

0.109 

0.048 

0.048 

0.010 

0.010 

0.018 

0.018 

0.005 

0.005 

0.018 

0.018 

0.202 

0.202 

0.030 

0.030 

0.134 

0.145 

0.007 

0.007 

0.004 

0.004 


0.053 

0.053 

0.036 

0.036 

0.054 

0.054 

0.029 

0.029 

0.076 

0.076 


0.722 

0.722 

0.398 

0.398 


0.307 

0.307 

0.084 

0.084 

0.002 

0.002 

0.005 

0.005 

0.005 

0.005 

0.058 

0.058 

0.072 

0.072 

0.090 

0.090 

0.108 

0.108 

0.034 

0.034 

0.156 

0.156 

0.019 

0.019 

0.058 

0.058 

0.076 

0.087 

0.048 

0.048 

0.226 

0.226 

0.353 

0.353 



0.050 

0.050 

0.252 

0.252 

0.034 

0.034 



































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


11008038 




Sodawas 


Somesar 


Sonai Manji 


Wandar 


Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


Name 

Census Code 

Area 



sq.km 

(2) 

(3) 

(4) 

Sapooni 

0820000502435400 

11.494 

Septawa 

0820000702454600 

12.232 

Sewantri 

0825000402998500 

16.009 


Non-command 


Non-command 


Non-command 



0820000502435300 

19.481 

0820000702454800 

9.898 

0820000502433200 

26.331 


0820000702455200 


Fresh 


Saline 


Fresh 


Fresh 


Fresh 


Saline 


12.874 Fresh 



Tewali Kalan 

0820000502436200 

4.725 

Fresh 

Tewali Khurd 

0820000502436300 

3.880 

Fresh 

Tokarla 

0820000702459800 

4.762 

Saline 

Umarwas 

0825000402996400 

22.739 

Saline 


9.426 Fresh 


Akhawas 

0814000501823700 

8.810 

Fresh 

Anwana 

0815000201943300 

42.315 

Fresh 

Asanda 

0815000301946400 

9.299 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sub Basin: 


Baithwasiya 

0815000201937100 

26.431 

Fresh 

Bana Ka Bas 

0815000201943200 

59.289 

Fresh 

Bapini Khurd 

0815000201933100 

32.235 

Fresh 

Baran Kalan 

0815000201938800 

15.330 

Fresh 

Baran Khurd 

0815000201938700 

25.832 

Fresh 

Barbata 

0814000501824200 

8.497 

Fresh 

Barsaloo Kalan 

0815000201933600 

5.216 

Fresh 

Barsaloo Khurd 

0815000201933700 

10.411 

Fresh 

Basni Danwara 

0815000201942000 

21.759 

Fresh 

Basnitarda 

0815000201938300 

10.235 

Fresh 

Beniwalon Ki Dhani 

0814000501823900 

2.916 

Fresh 

Bhakhron Ki Dhani 

0815000201937400 

10.502 

Fresh 

Bhari Nagar 

0815000201943000 

33.519 

Fresh 

Bheeyadiya 

0815000201935100 

31.264 

Fresh 

Birloka 

0814000501819600 

17.194 

Fresh 

Chandrakh 

0815000201938600 

45.217 

Fresh 

Chantaliya 

0815000301946300 

22.083 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chhindiya 

0815000301945700 

11.051 

Fresh 

Chindri 

0815000201942800 

21.165 

Fresh 

Danwara 

0815000201942100 

33.440 

Fresh 

Dhanari Kalan 

0815000201942900 

19.217 

Fresh 

Dhanari Khurd 

0815000301945500 

17.384 

Fresh 

Dhandhora 

0815000301946200 

15.648 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Erinpura Granite 

2.217 

Non-command 

Erinpura Granite 

0.352 

Non-command 

Gneisses 

0.051 

Non-command 

Phyllite & Schist 

0.822 

Non-command 

Gneisses 

2.258 

Non-command 

Phyllite & Schist 

1.381 

Non-command 

Erinpura Granite 

8.352 

Non-command 

Erinpura Granite 

1.482 

Non-command 

Erinpura Granite 

10.274 

Non-command 

Erinpura Granite 

0.977 

Non-command 

Erinpura Granite 

7.904 

Non-command 

Erinpura Granite 

0.045 

Non-command 

Phyllite & Schist 

1.626 

Non-command 

Erinpura Granite 

1.059 

Non-command 

Phyllite & Schist 

1.017 

Non-command 

Erinpura Granite 

2.760 

Non-command 

Erinpura Granite 

0.014 

Non-command 

Erinpura Granite 

4.677 

Non-command 

Gneisses 

4.037 

Non-command 

Phyllite & Schist 

6.120 

Non-command 

Erinpura Granite 

4.764 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

130,000 

110,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

50,000 

35,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

90,000 

70,000 

120 

130,000 

110,000 

120 

80,000 

60,000 

120 

100,000 

90,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

90,000 

70,000 



Wells with 
Pumpset 


MCM 


(15) 


0.026 




0.017 

0.017 

0.029 

0.029 

0.017 

0.017 

1.621 

1.621 

0.204 

0.204 

0.264 

0.264 



0.043 

0.043 

0.010 

0.010 

0.012 

0.012 

0.106 

0.106 


0.138 

0.138 

0.060 

0.060 

0.091 

0.091 

0.277 

0.277 


Non-command 

Vindhyan Sandstone 

0.432 

1 

Non-command 

Vindhyan Sandstone 

11.816 

41 

Non-command 

Bilara Limestone 

3.379 

44 

Non-command 

Vindhyan Sandstone 

0.264 

3 

Non-command 

Vindhyan Sandstone 

5.847 

35 

Non-command 

Vindhyan Sandstone 

11.006 

- 

Non-command 

Vindhyan Sandstone 

0.440 

1 

Non-command 

Vindhyan Sandstone 

13.035 

81 

Non-command 

Vindhyan Sandstone 

24.712 

94 

Non-command 

Vindhyan Sandstone 

8.470 

40 

Non-command 

Vindhyan Sandstone 

0.030 

- 

Non-command 

Vindhyan Sandstone 

4.724 

19 

Non-command 

Vindhyan Sandstone 

8.858 

51 

Non-command 

Vindhyan Sandstone 

10.235 

54 

Non-command 

Vindhyan Sandstone 

0.334 

7 

Non-command 

Vindhyan Sandstone 

9.026 

57 

Non-command 

Vindhyan Sandstone 

32.547 

125 

Non-command 

Vindhyan Sandstone 

6.081 

13 

Non-command 

Vindhyan Sandstone 

1.884 

5 

Non-command 

Vindhyan Sandstone 

45.217 

- 

Non-command 

Bilara Limestone 

0.634 

3 

Non-command 

Vindhyan Sandstone 

16.620 

74 

Non-command 

Vindhyan Sandstone 

11.051 

46 

Non-command 

Vindhyan Sandstone 

21.165 

101 

Non-command 

Vindhyan Sandstone 

24.134 

48 

Non-command 

Vindhyan Sandstone 

19.217 

158 

Non-command 

Vindhyan Sandstone 

17.384 

117 

Non-command 

Bilara Limestone 

12.315 

61 

Non-command 

Vindhyan Sandstone 

0.954 

5 

Non-command 

Bilara Limestone 

1.856 

13 

Non-command 

Vindhyan Sandstone 

3.019 

22 


110 

275,000 

275,000 

0.030 

120 

120,000 

100,000 

0.590 

150 

200,000 

150,000 

1.320 

150 

250,000 

200,000 

0.113 

150 

120,000 

100,000 

0.630 

120 

120,000 

100,000 

- 

150 

120,000 

100,000 

0.018 

120 

120,000 

100,000 

1.166 

120 

120,000 

100,000 

1.354 

110 

275,000 

275,000 

1.210 

150 

120,000 

100,000 

- 

150 

120,000 

100,000 

0.342 

120 

120,000 

100,000 

0.734 

120 

120,000 

100,000 

0.778 

110 

275,000 

275,000 

0.212 

150 

120,000 

100,000 

1.026 

120 

120,000 

100,000 

1.800 

150 

120,000 

100,000 

0.234 

110 

275,000 

275,000 

0.151 

120 

120,000 

100,000 


120 

90,000 

80,000 

0.032 

120 

120,000 

100,000 

1.066 

120 

120,000 

100,000 

0.662 

120 

120,000 

100,000 

1.454 

120 

120,000 

100,000 

0.691 

120 

120,000 

100,000 

2.275 

120 

120,000 

100,000 

1.685 

150 

200,000 

150,000 

1.830 

150 

250,000 

200,000 

0.188 

150 

200,000 

150,000 

0.390 

150 

250,000 

200,000 

0.825 

































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


(2) 

(3) 

(4) 

(5) 

Gajsinghpura 

0815000301946500 

38.132 

Fresh 

Geengala 

0815000201938500 

12.116 

Fresh 

Godaron Ki Dhani 

0814000501824000 

5.040 

Fresh 

Gulasar 

0814000501819700 

5.078 

Fresh 

Hadman Sagar 

0815000201937900 

17.196 

Fresh 

Haniya 

0815000201937600 

15.122 

Fresh 

Haripura 

0815000201936800 

14.207 

Fresh 

Hatundi 

0815000201938400 

18.154 

Fresh 

Hempura 

0814000501819500 

10.788 

Fresh 

Isar Navra 

0814000501819900 

10.588 

Fresh 

Jaitiyawas 

0815000201942400 

18.252 

Fresh 

Jaswant Nagar (Beni 

0814000501824400 

4.551 

Fresh 

Kajnau Kalan 

0815000301947500 

32.107 

Fresh 

Kajnau Khurd 

0815000301945800 

16.246 

Fresh 

Kapooriya 

0815000201933800 

26.993 

Fresh 

Khabaniya 

0815000201938100 

10.599 

Fresh 

Kharda Mewasa 

0815000201941900 

43.995 

Fresh 

Khindakor 

0815000201937500 

23.557 

Fresh 

Khundala 

0814000501824300 

22.016 

Fresh 

Kinjari 

0815000201938000 

25.387 

Fresh 

Kurchhi 

0814000501824100 

46.388 

Fresh 

Lakheta 

0815000201934000 

15.751 

Fresh 

Madhaniyon Ki Dhani 

0814000501820000 

20.802 

Fresh 

Magra Nagar 

0815000201937700 

3.857 

Fresh 

Mansagar 

0815000201942200 

12.231 

Fresh 

Matora 

0815000201934100 

69.623 

Fresh 

Mornawara 

0815000301945600 

10.831 

Fresh 

Nagri 

0814000501824500 

35.808 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Nandiya Jajra 

0815000201943100 

25.343 

Fresh 

Nandiya Kalan 

0815000201942500 

28.742 

Fresh 

Nandiya Khurd 

0815000201942700 

18.623 

Fresh 

Osian 

0815000201936700 

75.108 

Fresh 

Panchla Siddha 

0814000501820100 

14.857 

Fresh 

Panditji Ki Dhani 

0815000201937000 

32.945 

Fresh 

Papasani 

0814000501819800 

18.884 

Fresh 

Parasala 

0815000201936900 

44.951 

Fresh 

Pratapnagar 

0815000201936600 

9.778 

Fresh 

Raikoriya 

0815000201942300 

16.747 

Fresh 

Raimalwara 

0815000201933900 

56.651 

Fresh 

Sili 

0815000201938200 

11.820 

Fresh 

Soyla 

0815000301945900 

24.838 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


11008039 


Tapoo 

0815000201937800 

14.144 

Fresh 

Thob 

0815000201937300 

35.625 

Fresh 

Umadesar 

0815000201942600 

13.044 

Fresh 

Asawari 

0814000401817000 

26.831 

Fresh 

Asop 

0815000301946900 

95.688 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bagoriya 

0815000301952700 

20.290 

Fresh 

Barni Kalan 

0815000301949200 

7.700 

Fresh 


Non-command 


Non-command 


Barni Khurd 


0815000301949700 


22.166 Fresh 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 

Number 
of Tube 
Wells 



sq.km 


(6) 

(7) 

(8) 

(9) 

Non-command 

Bilara Limestone 

0.654 

1 

Non-command 

Vindhyan Sandstone 

12.116 

- 

Non-command 

Vindhyan Sandstone 

1.490 

6 

Non-command 

Vindhyan Sandstone 

0.007 

- 

Non-command 

Vindhyan Sandstone 

17.196 

- 

Non-command 

Vindhyan Sandstone 

15.122 

65 

Non-command 

Vindhyan Sandstone 

9.384 

32 

Non-command 

Vindhyan Sandstone 

18.154 

187 

Non-command 

Vindhyan Sandstone 

2.022 

13 

Non-command 

Vindhyan Sandstone 

9.845 

41 

Non-command 

Vindhyan Sandstone 

18.252 

50 

Non-command 

Vindhyan Sandstone 

3.513 

39 

Non-command 

Vindhyan Sandstone 

5.779 

18 

Non-command 

Vindhyan Sandstone 

0.814 

5 

Non-command 

Vindhyan Sandstone 

22.479 

76 

Non-command 

Vindhyan Sandstone 

10.599 

41 

Non-command 

Vindhyan Sandstone 

1.327 

3 

Non-command 

Vindhyan Sandstone 

23.557 

168 

Non-command 

Vindhyan Sandstone 

20.941 

133 

Non-command 

Vindhyan Sandstone 

24.375 

86 

Non-command 

Vindhyan Sandstone 

45.460 

149 

Non-command 

Vindhyan Sandstone 

4.676 

53 

Non-command 

Vindhyan Sandstone 

0.124 

1 

Non-command 

Vindhyan Sandstone 

3.857 

50 

Non-command 

Vindhyan Sandstone 

12.231 

143 

Non-command 

Vindhyan Sandstone 

1.246 

2 

Non-command 

Vindhyan Sandstone 

10.831 

90 

Non-command 

Bilara Limestone 

0.180 

1 

Non-command 

Vindhyan Sandstone 

3.511 

13 

Non-command 

Vindhyan Sandstone 

20.702 

107 

Non-command 

Vindhyan Sandstone 

28.469 

349 

Non-command 

Vindhyan Sandstone 

18.623 

225 

Non-command 

Vindhyan Sandstone 

24.375 

11 

Non-command 

Vindhyan Sandstone 

0.202 

1 

Non-command 

Vindhyan Sandstone 

31.352 

268 

Non-command 

Vindhyan Sandstone 

14.630 

42 

Non-command 

Vindhyan Sandstone 

19.278 

163 

Non-command 

Vindhyan Sandstone 

0.063 

- 

Non-command 

Vindhyan Sandstone 

16.747 

37 

Non-command 

Vindhyan Sandstone 

55.903 

378 

Non-command 

Vindhyan Sandstone 

11.820 

101 

Non-command 

Bilara Limestone 

0.181 

1 

Non-command 

Vindhyan Sandstone 

24.658 

191 

Non-command 

Vindhyan Sandstone 

14.144 

150 

Non-command 

Vindhyan Sandstone 

6.653 

4 

Non-command 

Vindhyan Sandstone 

13.044 

61 

Non-command 

Vindhyan Sandstone 

26.831 

57 

Non-command 

Bilara Limestone 

64.666 

95 

Non-command 

Vindhyan Sandstone 

24.101 

36 

Non-command 

Vindhyan Sandstone 

7.266 

5 

Non-command 

Bilara Limestone 

1.711 

22 

Non-command 

Vindhyan Sandstone 

5.989 

77 

Non-command 

Bilara Limestone 

8.913 

6 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

150 

200,000 

150,000 

120 

120,000 

100,000 

110 

275,000 

275,000 

110 

275,000 

275,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

150 

120,000 

100,000 

120 

120,000 

100,000 

110 

275,000 

275,000 

110 

275,000 

275,000 

120 

120,000 

100,000 

110 

275,000 

275,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

120 

120,000 

100,000 

110 

275,000 

275,000 

150 

120,000 

100,000 

110 

275,000 

275,000 

150 

120,000 

100,000 

110 

275,000 

275,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

150 

120,000 

100,000 

120 

120,000 

100,000 

110 

250,000 

250,000 

110 

275,000 

275,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

150 

120,000 

100,000 

110 

275,000 

275,000 

150 

120,000 

100,000 

110 

275,000 

275,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

120 

120,000 

100,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

120 

90,000 

80,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

150 

120,000 

100,000 

120 

120,000 

100,000 

110 

275,000 

275,000 

150 

200,000 

150,000 

150 

250,000 

200,000 

150 

250,000 

200,000 

150 

200,000 

150,000 

150 

250,000 

200,000 

150 

200,000 

150,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 






























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Basni Buddha 

0815000301953000 

10.005 

Fresh 

Basni Harisingh 

0815000301946700 

23.944 

Fresh 

Basni Saindwa 

0815000301949900 

7.367 

Fresh 

Bhopalgarh 

0815000301950000 

78.598 

Fresh 

Chapla 

0815000301953100 

7.017 

Fresh 

Chittani 

0814000401816800 

7.650 

Fresh 

Dadhwari 

0814000601827100 

26.732 

Fresh 

Dadmi 

0815000301949600 

13.653 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Dhadhesri 

0815000301953300 

10.557 

Fresh 

Dhawa 

0814000401816900 

38.605 

Fresh 

Dheengawas 

0814000401817100 

14.635 

Fresh 


Non-command 


Non-command 


Non-command 


Dhoroo 

0815000301952600 

13.482 

Fresh 

Diyawari 

0814000401815800 

25.941 

Fresh 


Non-command 


Non-command 


Garasani 

0815000301949500 

20.627 

Fresh 

Govindpura 

0815000301949400 

5.994 

Fresh 


Non-command 


Non-command 


11008040 



Hingoli 

0815000301949000 

27.991 

Fresh 

Kankrai 

0814000401815700 

23.054 

Fresh 

Karwasaron Ki Dhani 

0814000601826200 

2.847 

Fresh 

Kukarda 

0815000301946800 

17.757 

Fresh 

Kumbhara 

0815000301949100 

29.878 

Fresh 

Lawari 

0815000301947100 

9.605 

Fresh 

Nadsar 

0815000301949800 

48.564 

Fresh 

Nokha Chandawata 

0814000601826900 

37.484 

Fresh 

Palri Ranawata 

0815000301947200 

28.337 

Fresh 

Rajlani 

0815000301953200 

49.484 

Fresh 

Rampura 

0815000301949300 

11.536 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Ratkuriya 

0815000301952900 

42.653 

Fresh 

Sangva Ki Dhani 

0814000601826100 

0.719 

Fresh 

Senani 

0814000401815900 

19.045 

Fresh 

Sopra 

0815000301952500 

10.499 

Fresh 

Surpura Khurd 

0815000301948900 

20.872 

Fresh 

Ustra 

0815000301950100 

38.939 

Fresh 

Abhaygarh 

0815000501979700 

13.059 

Fresh 

Ajeetgarh 

0815000501979200 

12.552 

Fresh 

Banon Ka Bas 

0815000501972900 

18.909 

Fresh 

Barnau 

0815000501973400 

21.067 

Fresh 

Belwa Ranaji 

0815000501981500 

35.969 

Fresh 

Bhakhri 

0815000201931900 

22.665 

Fresh 

Bhaloo Anopgarh 

0815000501978000 

3.787 

Fresh 

Bhaloo Jawaharpura 

0815000501978700 

5.581 

Fresh 

Bhaloo Jogsar 

0815000501978100 

4.654 

Fresh 

Bhaloo Kalan 

0815000501978400 

20.909 

Fresh 

Bhaloo Kumbaniya 

0815000501978200 

10.482 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Vindhyan Sandstone 

13.253 

Non-command 

Vindhyan Sandstone 

2.441 

Non-command 

Bilara Limestone 

0.483 

Non-command 

Vindhyan Sandstone 

7.367 

Non-command 

Vindhyan Sandstone 

75.956 

Non-command 

Vindhyan Sandstone 

3.842 

Non-command 

Vindhyan Sandstone 

3.028 

Non-command 

Vindhyan Sandstone 

4.221 

Non-command 

Bilara Limestone 

9.883 

Non-command 

Vindhyan Sandstone 

3.770 

Non-command 

Vindhyan Sandstone 

0.018 

Non-command 

Vindhyan Sandstone 

7.820 

Non-command 

Bilara Limestone 

11.776 

Non-command 

Vindhyan Sandstone 

2.859 

Non-command 

Vindhyan Sandstone 

2.609 

Non-command 

Bilara Limestone 

3.730 

Non-command 

Vindhyan Sandstone 

7.597 

Non-command 

Bilara Limestone 

20.627 

Non-command 

Bilara Limestone 

4.780 

Non-command 

Vindhyan Sandstone 

1.213 

Non-command 

Bilara Limestone 

8.395 

Non-command 

Vindhyan Sandstone 

44.709 

Non-command 

Vindhyan Sandstone 

19.436 

Non-command 

Bilara Limestone 

0.002 

Non-command 

Vindhyan Sandstone 

2.827 

Non-command 

Bilara Limestone 

1.011 

Non-command 

Vindhyan Sandstone 

29.878 

Non-command 

Bilara Limestone 

2.623 

Non-command 

Vindhyan Sandstone 

47.698 

Non-command 

Vindhyan Sandstone 

2.876 

Non-command 

Bilara Limestone 

0.078 

Non-command 

Vindhyan Sandstone 

48.871 

Non-command 

Bilara Limestone 

8.704 

Non-command 

Vindhyan Sandstone 

2.833 

Non-command 

Bilara Limestone 

36.764 

Non-command 

Vindhyan Sandstone 

5.075 

Non-command 

Vindhyan Sandstone 

2.165 

Non-command 

Vindhyan Sandstone 

0.221 

Non-command 

Vindhyan Sandstone 

8.496 

Non-command 

Vindhyan Sandstone 

0.236 

Non-command 

Vindhyan Sandstone 

11.987 

Non-command 

Vindhyan Sandstone 

1.714 

Non-command 

Vindhyan Sandstone 

0.111 

Non-command 

Vindhyan Sandstone 

10.160 

Non-command 

Vindhyan Sandstone 

18.909 

Non-command 

Vindhyan Sandstone 

21.067 

Non-command 

Vindhyan Sandstone 

0.718 

Non-command 

Vindhyan Sandstone 

0.074 

Non-command 

Vindhyan Sandstone 

3.787 

Non-command 

Vindhyan Sandstone 

5.581 

Non-command 

Vindhyan Sandstone 

3.335 

Non-command 

Vindhyan Sandstone 

17.133 

Non-command 

Vindhyan Sandstone 

9.827 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

150 

250,000 

200,000 

150 

250,000 

200,000 

150 

200,000 

150,000 

150 

250,000 

200,000 

150 

250,000 

200,000 

150 

250,000 

200,000 

110 

275,000 

275,000 

110 

250,000 

250,000 

150 

200,000 

150,000 

150 

250,000 

200,000 

150 

250,000 

200,000 

110 

275,000 

275,000 

110 

250,000 

250,000 

110 

275,000 

275,000 

150 

250,000 

200,000 

110 

250,000 

250,000 

110 

275,000 

275,000 

150 

200,000 

150,000 

150 

200,000 

150,000 

150 

250,000 

200,000 

110 

250,000 

250,000 

110 

250,000 

250,000 

150 

250,000 

200,000 

110 

250,000 

250,000 

110 

250,000 

250,000 

150 

200,000 

150,000 

150 

250,000 

200,000 

150 

200,000 

150,000 

150 

250,000 

200,000 

110 

250,000 

250,000 

150 

200,000 

150,000 

150 

250,000 

200,000 

150 

200,000 

150,000 

150 

250,000 

200,000 

150 

200,000 

150,000 

150 

250,000 

200,000 

150 

250,000 

200,000 

110 

250,000 

250,000 

110 

275,000 

275,000 

150 

250,000 

200,000 

150 

250,000 

200,000 

150 

250,000 

200,000 

120 

100,000 

80,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

150 

120,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 














































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


11008041 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Bhaloo Rajwan 

0815000501978600 

9.137 

Fresh 

Bhaloo Ratangarh 

0815000501978300 

21.101 

Fresh 

Bhaloo Udainagar 

0815000501978500 

4.318 

Fresh 

Bher 

0815000201931300 

22.815 

Fresh 

Biramdeogarh 

0815000501976700 

18.030 

Fresh 

Chamu 

0815000501977900 

30.893 

Fresh 

Chordiya 

0815000501976200 

22.644 

Fresh 

Dechoo 

0815000501973900 

80.317 

Fresh 

Dedha Chak 1 

0815000501977200 

6.913 

Fresh 

Dedha Chak li 

0815000501977100 

2.219 

Fresh 

Dedha Chak lii 

0815000501977300 

3.160 

Fresh 

Dera 

0815000501978900 

16.364 

Fresh 

Dewaniya 

0815000501973500 

19.581 

Fresh 

Dewatoo 

0815000501978800 

45.046 

Fresh 

Ekalkhori 

0815000201935700 

41.277 

Fresh 

Gilakor 

0815000501972600 

29.409 

Fresh 

Godelai 

0815000501977500 

36.796 

Fresh 

Gogadeo Garh 

0815000501979100 

11.901 

Fresh 

Gopal Pura 

0815000501973100 

6.153 

Fresh 

Gumanpura 

0815000501972300 

60.418 

Fresh 

Hadman Nagar 

0815000201931600 

31.838 

Fresh 

Hapasar 

0815000501979400 

19.044 

Fresh 

Harisingh Nagar 

0815000501972500 

9.974 

Fresh 

Kanodiya Purohitan 

0815000501973800 

35.333 

Fresh 

Kami Nagar 

0815000501973300 

13.169 

Fresh 

Ketoo Kalan 

0815000501981400 

16.501 

Fresh 

Ketoo Manawata 

0815000501979000 

29.549 

Fresh 

Ketoo Manda 

0815000501981100 

23.387 

Fresh 

Khetsingh Nagar 

0815000501976600 

6.477 

Fresh 

Lawaran 

0815000501976900 

13.155 

Fresh 

Lodta Achlawata 

0815000501973600 

45.753 

Fresh 

Lodta Haridasot 

0815000501973700 

32.752 

Fresh 

Madasar 

0815000501977000 

3.775 

Fresh 

Meeno Ki Dhani 

0815000201935800 

28.642 

Fresh 

Meriya 

0815000501981600 

19.322 

Fresh 

Nathrau 

0815000501973000 

19.089 

Fresh 

Panditon Ka Bas 

0815000501977600 

12.319 

Fresh 

Peelwa 

0815000101930100 

37.135 

Fresh 

Prahladpura 

0815000501977700 

32.991 

Fresh 

Ramsar 

0815000501977400 

7.001 

Fresh 

Rawat Nagar 

0815000101930000 

22.956 

Fresh 

Roopnagar 

0815000501973200 

19.653 

Fresh 

Sadulnagar 

0815000501972800 

30.826 

Fresh 

Samrau 

0815000201931700 

71.966 

Fresh 

Shekhala 

0815000501981000 

24.219 

Fresh 

Shivsar 

0815000501976800 

17.885 

Fresh 

Sukhmandla 

0815000501972700 

26.119 

Fresh 

Thadiya 

0815000501972400 

33.429 

Fresh 

Veeramgarh 

0815000501979300 

4.375 

Fresh 

Vishnu Nagar 

0815000201931500 

13.834 

Fresh 

Bana Ka Bas 

0815000201936000 

38.219 

Fresh 

Bara Kotecha 

0815000201941200 

32.441 

Fresh 

Barla Basni 

0815000201939700 

37.695 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Vindhyan Sandstone 

9.137 

Non-command 

Vindhyan Sandstone 

17.350 

Non-command 

Vindhyan Sandstone 

4.318 

Non-command 

Vindhyan Sandstone 

4.688 

Non-command 

Vindhyan Sandstone 

12.959 

Non-command 

Vindhyan Sandstone 

0.006 

Non-command 

Vindhyan Sandstone 

0.049 

Non-command 

Vindhyan Sandstone 

31.905 

Non-command 

Vindhyan Sandstone 

6.913 

Non-command 

Vindhyan Sandstone 

2.219 

Non-command 

Vindhyan Sandstone 

3.160 

Non-command 

Vindhyan Sandstone 

11.711 

Non-command 

Vindhyan Sandstone 

19.581 

Non-command 

Vindhyan Sandstone 

44.913 

Non-command 

Vindhyan Sandstone 

9.076 

Non-command 

Vindhyan Sandstone 

21.542 

Non-command 

Vindhyan Sandstone 

21.017 

Non-command 

Vindhyan Sandstone 

10.871 

Non-command 

Vindhyan Sandstone 

6.153 

Non-command 

Vindhyan Sandstone 

2.893 

Non-command 

Vindhyan Sandstone 

24.819 

Non-command 

Vindhyan Sandstone 

19.044 

Non-command 

Vindhyan Sandstone 

2.494 

Non-command 

Vindhyan Sandstone 

26.469 

Non-command 

Vindhyan Sandstone 

13.169 

Non-command 

Vindhyan Sandstone 

5.204 

Non-command 

Vindhyan Sandstone 

28.548 

Non-command 

Vindhyan Sandstone 

10.890 

Non-command 

Vindhyan Sandstone 

0.119 

Non-command 

Vindhyan Sandstone 

9.779 

Non-command 

Vindhyan Sandstone 

45.753 

Non-command 

Vindhyan Sandstone 

32.752 

Non-command 

Vindhyan Sandstone 

3.775 

Non-command 

Vindhyan Sandstone 

16.363 

Non-command 

Vindhyan Sandstone 

1.121 

Non-command 

Vindhyan Sandstone 

19.089 

Non-command 

Vindhyan Sandstone 

11.592 

Non-command 

Vindhyan Sandstone 

0.693 

Non-command 

Vindhyan Sandstone 

6.420 

Non-command 

Vindhyan Sandstone 

7.001 

Non-command 

Vindhyan Sandstone 

3.376 

Non-command 

Vindhyan Sandstone 

19.653 

Non-command 

Vindhyan Sandstone 

30.826 

Non-command 

Vindhyan Sandstone 

46.619 

Non-command 

Vindhyan Sandstone 

3.568 

Non-command 

Vindhyan Sandstone 

17.331 

Non-command 

Vindhyan Sandstone 

23.948 

Non-command 

Vindhyan Sandstone 

28.396 

Non-command 

Vindhyan Sandstone 

0.707 

Non-command 

Vindhyan Sandstone 

3.621 

Non-command 

Vindhyan Sandstone 

38.219 

Non-command 

Vindhyan Sandstone 

24.036 

Non-command 

Vindhyan Sandstone 

37.695 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

150 

120,000 

100,000 

120 

100,000 

80,000 

120 

110,000 

90,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

150 

120,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

80,000 

150 

120,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

80,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

150 

120,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

150 

120,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

150 

120,000 

100,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.011 


0.022 



































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 



Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Bastawa 

0815000501982200 

32.249 

Fresh 

Beh Charnan 

0815000201936200 

10.582 

Fresh 

Berdon Ka Bas 

0815000201935600 

27.859 

Fresh 

Bhabhuon Ki Dhani 

0815000201937200 

32.285 

Fresh 

Bhala Sariya 

0815000201939600 

18.006 

Fresh 

Bheekam Kor 

0815000201935200 

27.336 

Fresh 

Bheeyadiya 

0815000201935100 

31.264 

Fresh 

Bijariya Bavri 

0815000201940200 

19.970 

Fresh 

Birai 

0815000501983500 

12.226 

Fresh 

Chamu 

0815000501977900 

30.893 

Fresh 

Chandaliya 

0815000201939900 

22.106 

Fresh 

Cherai 

0815000201935900 

57.866 

Fresh 

Chimangarh 

0815000501982700 

4.934 

Fresh 

Chirwai 

0815000501981900 

23.733 

Fresh 

Dabri 

0815000201935500 

25.347 

Fresh 

Deogarh 

0815000501982100 

18.486 

Fresh 

Dhunariya 

0815000201939100 

14.640 

Fresh 

Digari 

0815000201940400 

14.315 

Fresh 

Ekalkhori 

0815000201935700 

41.277 

Fresh 

Gagari 

0815000201940100 

23.030 

Fresh 

Ghevara 

0815000201939800 

30.730 

Fresh 

Gopasariya 

0815000201939500 

13.425 

Fresh 

Haripura 

0815000201936800 

14.207 

Fresh 

Harlaya 

0815000201934700 

24.464 

Fresh 

Indon Ki Dhani 

0815000201934900 

23.587 

Fresh 

Jatipura 

0815000201936500 

10.929 

Fresh 

Jeloo 

0815000201940300 

32.908 

Fresh 

Jhinjhaniyala 

0815000501982600 

10.850 

Fresh 

Kanasar 

0815000501983700 

4.113 

Fresh 

Karwaniyon Ki Dhani 

0815000201935000 

36.219 

Fresh 

Kerlanada 

0815000201934800 

54.645 

Fresh 

Khabra Kalan 

0815000201936100 

17.423 

Fresh 

Khabra Khurd 

0815000201935300 

7.619 

Fresh 

Khetasar 

0815000201936400 

48.311 

Fresh 

Khudiyala 

0815000501982000 

37.343 

Fresh 

Maloonga 

0815000201941000 

13.050 

Fresh 

Mandiyai Kalan 

0815000201941500 

9.812 

Fresh 

Mandiyai Khurd 

0815000201941400 

15.771 

Fresh 

Meeno Ki Dhani 

0815000201935800 

28.642 

Fresh 

Newra Road 

0815000201939300 

41.426 

Fresh 

Osian 

0815000201936700 

75.108 

Fresh 

Paboo Nagar 

0815000501981800 

15.968 

Fresh 

Panchla Khurd 

0815000201940000 

46.623 

Fresh 

Panditon Ka Bas 

0815000501977600 

12.319 

Fresh 

Prahladpura 

0815000501977700 

32.991 

Fresh 

Pratapnagar 

0815000201936600 

9.778 

Fresh 

Rajabandh 

0815000501982800 

8.162 

Fresh 

Rajsagar 

0815000501977800 

15.490 

Fresh 

Ramnagar 

0815000201935400 

6.630 

Fresh 

Samrau 

0815000201931700 

71.966 

Fresh 

Santora Khurd 

0815000201940500 

23.784 

Fresh 

Sirmandi 

0815000201936300 

42.024 

Fresh 

Tiwari 

0815000201941300 

58.860 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 

Number 
of Tube 
Wells 



sq.km 


(6) 

(7) 

(8) 

(9) 

Non-command 

Vindhyan Sandstone 

0.566 

2 

Non-command 

Vindhyan Sandstone 

10.582 

24 

Non-command 

Vindhyan Sandstone 

27.859 

108 

Non-command 

Vindhyan Sandstone 

2.095 

- 

Non-command 

Vindhyan Sandstone 

18.006 

53 

Non-command 

Vindhyan Sandstone 

12.924 

28 

Non-command 

Vindhyan Sandstone 

3.446 

7 

Non-command 

Vindhyan Sandstone 

19.970 

37 

Non-command 

Vindhyan Sandstone 

3.105 

9 

Non-command 

Vindhyan Sandstone 

3.410 

4 

Non-command 

Vindhyan Sandstone 

22.106 

39 

Non-command 

Vindhyan Sandstone 

57.866 

94 

Non-command 

Vindhyan Sandstone 

4.887 

2 

Non-command 

Vindhyan Sandstone 

23.733 

215 

Non-command 

Vindhyan Sandstone 

25.347 

29 

Non-command 

Vindhyan Sandstone 

10.269 

45 

Non-command 

Vindhyan Sandstone 

0.624 

1 

Non-command 

Vindhyan Sandstone 

9.512 

26 

Non-command 

Vindhyan Sandstone 

32.201 

52 

Non-command 

Vindhyan Sandstone 

23.030 

86 

Non-command 

Vindhyan Sandstone 

30.730 

240 

Non-command 

Vindhyan Sandstone 

9.955 

40 

Non-command 

Vindhyan Sandstone 

4.822 

16 

Non-command 

Vindhyan Sandstone 

2.081 

6 

Non-command 

Vindhyan Sandstone 

23.587 

7 

Non-command 

Vindhyan Sandstone 

10.929 

42 

Non-command 

Vindhyan Sandstone 

32.763 

80 

Non-command 

Vindhyan Sandstone 

0.055 

! 

Non-command 

Vindhyan Sandstone 

1.401 

1 

Non-command 

Vindhyan Sandstone 

36.219 

64 

Non-command 

Vindhyan Sandstone 

24.755 

10 

Non-command 

Vindhyan Sandstone 

17.423 

33 

Non-command 

Vindhyan Sandstone 

7.619 

75 

Non-command 

Vindhyan Sandstone 

48.311 

103 

Non-command 

Vindhyan Sandstone 

37.343 

150 

Non-command 

Vindhyan Sandstone 

0.122 

1 

Non-command 

Vindhyan Sandstone 

7.952 

60 

Non-command 

Vindhyan Sandstone 

1.131 

7 

Non-command 

Vindhyan Sandstone 

12.279 

17 

Non-command 

Vindhyan Sandstone 

0.013 

- 

Non-command 

Vindhyan Sandstone 

35.413 

17 

Non-command 

Vindhyan Sandstone 

10.596 

91 

Non-command 

Vindhyan Sandstone 

46.609 

121 

Non-command 

Vindhyan Sandstone 

0.135 

1 

Non-command 

Vindhyan Sandstone 

25.734 

105 

Non-command 

Vindhyan Sandstone 

9.715 

22 

Non-command 

Vindhyan Sandstone 

8.107 

26 

Non-command 

Vindhyan Sandstone 

10.229 

57 

Non-command 

Vindhyan Sandstone 

6.630 

20 

Non-command 

Vindhyan Sandstone 

17.845 

20 

Non-command 

Vindhyan Sandstone 

2.927 

8 

Non-command 

Vindhyan Sandstone 

42.023 

52 

Non-command 

Vindhyan Sandstone 

17.373 

35 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

110,000 

90,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

150 

120,000 

100,000 

120 

110,000 

90,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

120 

110,000 

90,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

120 

110,000 

90,000 

150 

120,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

150 

120,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

150 

120,000 

100,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 





































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



11008042 


Utambar 


Vijainagar 


Artiya Kalan 


Asanda 


Bandra 


0815000501983000 


0815000501982900 


0815000301955700 


0815000301946400 


0815000301952100 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


11.006 Fresh 


5.140 Fresh 


21.709 Fresh 


Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Baori 

0815000301947800 

68.142 

Fresh 

Bhopalgarh 

0815000301950000 

78.598 

Fresh 

Birai 

0815000301950500 

81.240 

Fresh 


Non-command 


Non-command 


Non-command 


Birani 

0815000301950300 

8.463 

Fresh 

Bucheti 

0815000301952000 

15.046 

Fresh 

Dhoroo 

0815000301952600 

13.482 

Fresh 

Gaderi 

0815000301948800 

15.957 

Fresh 

Gangani 

0815000301951000 

46.163 

Fresh 

Godawas 

0815000301956000 

20.597 

Fresh 

Hingoli 

0815000301949000 

27.991 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hiradesar 

0815000301952400 

16.002 

Fresh 

Jointara 

0815000301948400 

16.000 

Fresh 

Kalawas 

0815000301950400 

9.925 

Fresh 

Kasti 

0815000301950600 

31.246 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Kherapa 

0815000301947600 

24.731 

Fresh 

Lawari 

0815000301947100 

9.605 

Fresh 

Lunawas 

0815000301951300 

12.031 

Fresh 

Mailana 

0815000301948500 

23.590 

Fresh 

Mandli Charna 

0815000301948700 

11.127 

Fresh 

Melawas 

0815000301950800 

7.219 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Mindoli 

0815000301948600 

11.583 

Fresh 

Nagalwas 

0815000301947300 

18.979 

Fresh 


Non-command 


Non-command 


Nawa Nagariya 

0815000301950900 

3.217 

Fresh 

Netra 

0815000301950700 

48.403 

Fresh 


Non-command 


Non-command 



Roodiya 

0815000301950200 

23.326 

Fresh 

Sevki Kalan 

0815000301951400 

11.355 

Fresh 

Sopra 

0815000301952500 

10.499 

Fresh 

Surpura Khurd 

0815000301948900 

20.872 

Fresh 

Tambariya Kalan 

0815000301952300 

12.386 

Fresh 

Tambariya Khurd 

0815000301952200 

7.888 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


11008043 


Todiyana 

0815000301947400 

15.853 

Fresh 

Ustra 

0815000301950100 

38.939 

Fresh 

Banda Hera 

0814000801876100 

10.062 

Fresh 

Banseli 

0821000202505400 

5.035 

Fresh 

Banser 

0814000801875500 

9.224 

Fresh 

Banwal 

0814000801875200 

24.288 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Vindhyan Sandstone 

1.211 

Non-command 

Vindhyan Sandstone 

3.456 

Non-command 

Vindhyan Sandstone 

0.574 

Non-command 

Bilara Limestone 

1.488 

Non-command 

Jalore Granite 

2.327 

Non-command 

Vindhyan Sandstone 

0.807 

Non-command 

Vindhyan Sandstone 

27.811 

Non-command 

Vindhyan Sandstone 

2.480 

Non-command 

Jalore Granite 

36.978 

Non-command 

Vindhyan Sandstone 

41.812 

Non-command 

Vindhyan Sandstone 

8.463 

Non-command 

Jalore Granite 

2.238 

Non-command 

Vindhyan Sandstone 

0.457 

Non-command 

Vindhyan Sandstone 

15.957 

Non-command 

Jalore Granite 

30.403 

Non-command 

Jalore Granite 

0.457 

Non-command 

Bilara Limestone 

1.349 

Non-command 

Vindhyan Sandstone 

7.205 

Non-command 

Vindhyan Sandstone 

16.002 

Non-command 

Vindhyan Sandstone 

7.810 

Non-command 

Vindhyan Sandstone 

9.925 

Non-command 

Jalore Granite 

22.143 

Non-command 

Vindhyan Sandstone 

9.103 

Non-command 

Vindhyan Sandstone 

10.018 

Non-command 

Bilara Limestone 

1.348 

Non-command 

Jalore Granite 

10.307 

Non-command 

Vindhyan Sandstone 

20.079 

Non-command 

Vindhyan Sandstone 

11.127 

Non-command 

Jalore Granite 

2.706 

Non-command 

Vindhyan Sandstone 

0.218 

Non-command 

Vindhyan Sandstone 

11.583 

Non-command 

Bilara Limestone 

1.226 

Non-command 

Vindhyan Sandstone 

11.632 

Non-command 

Jalore Granite 

1.496 

Non-command 

Jalore Granite 

3.273 

Non-command 

Vindhyan Sandstone 

31.243 

Non-command 

Bilara Limestone 

22.188 

Non-command 

Vindhyan Sandstone 

4.646 

Non-command 

Bilara Limestone 

6.196 

Non-command 

Vindhyan Sandstone 

0.553 

Non-command 

Vindhyan Sandstone 

23.326 

Non-command 

Jalore Granite 

10.210 

Non-command 

Vindhyan Sandstone 

9.657 

Non-command 

Vindhyan Sandstone 

8.885 

Non-command 

Vindhyan Sandstone 

12.008 

Non-command 

Jalore Granite 

0.019 

Non-command 

Vindhyan Sandstone 

6.756 

Non-command 

Vindhyan Sandstone 

7.698 

Non-command 

Vindhyan Sandstone 

37.207 

Non-command 

Phyllite & Schist 

0.086 

Non-command 

Older Alluvium 

5.035 

Non-command 

Phyllite & Schist 

1.745 

Non-command 

Gneisses 

2.483 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

110,000 

90,000 

120 

110,000 

90,000 

150 

250,000 

200,000 

150 

200,000 

150,000 

120 

150,000 

100,000 

150 

250,000 

200,000 

120 

120,000 

100,000 

150 

250,000 

200,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

150 

250,000 

200,000 

120 

90,000 

70,000 

150 

250,000 

200,000 

150 

250,000 

200,000 

120 

90,000 

70,000 

120 

150,000 

100,000 

150 

200,000 

150,000 

150 

250,000 

200,000 

150 

250,000 

200,000 

120 

120,000 

100,000 

150 

250,000 

200,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

150 

200,000 

150,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

150 

250,000 

200,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

150 

250,000 

200,000 

150 

200,000 

150,000 

150 

250,000 

200,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

150 

200,000 

150,000 

150 

250,000 

200,000 

150 

200,000 

150,000 

150 

250,000 

200,000 

150 

250,000 

200,000 

120 

90,000 

70,000 

150 

250,000 

200,000 

150 

250,000 

200,000 

150 

250,000 

200,000 

120 

150,000 

100,000 

150 

250,000 

200,000 

150 

250,000 

200,000 

150 

250,000 

200,000 

110 

150,000 

110,000 

120 

180,000 

100,000 

110 

150,000 

110,000 

110 

90,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.022 


0.011 




























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 



Bari Ghati 

0814000701865400 

8.958 

Fresh 

Bassi 

0814000801875300 

12.787 

Fresh 



Chachiyawas 


Chawandiya 


Ganahera 


Govindgarh 


Gudha 


Hokaran 


Jaswantpura 


Kadel 


Kanas 


Kawalai 


Killa 


Kishanpura Goyla 


0821000202505300 


0821000302508800 


0821000202503600 


0821000202503300 


0821000302508900 


0821000202503700 


0821000202505800 


0821000202503500 


0814000701865300 


0821000202504300 



9.895 Fresh Non-command 


Saline Non-command 


0821000202503100 

11.654 

0821000202504200 

5.129 



Deo Nagar 

0821000202505500 

10.686 

Fresh 

Deogarh 

0814000701864900 

21.331 

Fresh 

Doongariya Khurd 

0821000202504000 

6.332 

Fresh 




8.792 Fresh Non-command 


Saline Non-command 


26.771 Fresh Non-command 


8.931 Fresh Non-command 


10.021 Fresh Non-command 


15.718 Fresh Non-command 


Saline Non-command 


5.083 Fresh Non-command 


12.146 Fresh Non-command 


5.571 Fresh Non-command 


Kharekhari 

0821000202504700 

12.127 

Fresh 

Khori 

0821000202503400 

5.301 

Fresh 



12.117 Fresh Non-command 


Saline Non-command 


15.145 Fresh Non-command 


Saline Non-command 



Kundri 

0814000801875800 

14.751 

Fresh 

Ladpura 

0814000701862400 

20.571 

Saline 

Lakheena 

0814000701865100 

7.327 

Saline 

Leela Seori 

0821000202505700 

3.542 

Fresh 




13.547 Fresh Non-command 


Saline Non-command 


8.210 Fresh Non-command 



0821000202504600 


17.040 Fresh Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

5.447 

Non-command 

Phyllite & Schist 

2.169 

Non-command 

Phyllite & Schist 

0.130 

Non-command 

Gneisses 

1.272 

Non-command 

Older Alluvium 

7.763 

Non-command 

Phyllite & Schist 

0.892 

Non-command 

Older Alluvium 

1.918 

Non-command 

Older Alluvium 

0.480 

Non-command 

Gneisses 

0.018 

Non-command 

Older Alluvium 

1.889 

Non-command 

Older Alluvium 

2.715 

Non-command 

Phyllite & Schist 

0.273 

Non-command 

Older Alluvium 

9.481 

Non-command 

Phyllite & Schist 

0.054 

Non-command 

Older Alluvium 

2.229 

Non-command 

Phyllite & Schist 

3.838 

Non-command 

Older Alluvium 

5.864 

Non-command 

Older Alluvium 

2.152 

Non-command 

Older Alluvium 

0.074 

Non-command 

Phyllite & Schist 

5.314 

Non-command 

Older Alluvium 

0.372 

Non-command 

Phyllite & Schist 

7.665 

Non-command 

Gneisses 

0.813 

Non-command 

Older Alluvium 

0.115 

Non-command 

Older Alluvium 

4.275 

Non-command 

Older Alluvium 

0.078 

Non-command 

Older Alluvium 

2.991 

Non-command 

Phyllite & Schist 

2.043 

Non-command 

Gneisses 

0.357 

Non-command 

Older Alluvium 

4.901 

Non-command 

Older Alluvium 

0.744 

Non-command 

Phyllite & Schist 

4.819 

Non-command 

Phyllite & Schist 

0.509 

Non-command 

Gneisses 

0.174 

Non-command 

Older Alluvium 

4.552 

Non-command 

Phyllite & Schist 

0.040 

Non-command 

Phyllite & Schist 

4.945 

Non-command 

Older Alluvium 

0.704 

Non-command 

Older Alluvium 

11.692 

Non-command 

Phyllite & Schist 

1.584 

Non-command 

Phyllite & Schist 

0.314 

Non-command 

Phyllite & Schist 

0.356 

Non-command 

Phyllite & Schist 

3.517 

Non-command 

Gneisses 

0.210 

Non-command 

Older Alluvium 

1.262 

Non-command 

Older Alluvium 

3.842 

Non-command 

Phyllite & Schist 

6.400 

Non-command 

Older Alluvium 

1.898 

Non-command 

Phyllite & Schist 

1.327 

Non-command 

Gneisses 

0.053 

Non-command 

Older Alluvium 

6.070 

Non-command 

Phyllite & Schist 

1.055 

Non-command 

Older Alluvium 

0.719 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

110 

180,000 

130,000 

110 

150,000 

110,000 

110 

100,000 

80,000 

110 

90,000 

50,000 

110 

180,000 

130,000 

110 

150,000 

110,000 

120 

180,000 

100,000 

120 

90,000 

60,000 

120 

80,000 

50,000 

120 

180,000 

100,000 

120 

90,000 

60,000 

120 

60,000 

40,000 

120 

180,000 

100,000 

110 

100,000 

80,000 

120 

180,000 

100,000 

120 

110,000 

90,000 

120 

180,000 

100,000 

120 

90,000 

60,000 

120 

180,000 

100,000 

120 

110,000 

90,000 

120 

180,000 

100,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

180,000 

100,000 

120 

180,000 

100,000 

120 

90,000 

60,000 

120 

180,000 

100,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

180,000 

100,000 

120 

180,000 

100,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

180,000 

100,000 

110 

100,000 

80,000 

110 

70,000 

50,000 

120 

180,000 

100,000 

120 

90,000 

60,000 

120 

60,000 

40,000 

110 

150,000 

110,000 

110 

70,000 

50,000 

110 

70,000 

50,000 

120 

90,000 

70,000 

120 

180,000 

100,000 

120 

180,000 

100,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

180,000 

100,000 

120 

110,000 

90,000 

120 

180,000 

100,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.114 

0.114 

0.036 

0.036 

0.009 

0.009 

0.011 

0.011 

0.157 

0.197 

0.012 

0.012 

0.180 

0.223 

0.029 

0.040 

- 

- j 

0.240 

0.694 

0.209 

0.533 

0.014 

0.036 

1.884 

2.057 

- 

- i 

0.096 

0.096 

0.151 

0.151 

1.584 

3.895 

0.353 

0.774 



0.097 

0.097 

0.101 

0.166 

0.024 

0.046 

1.272 

1.402 

0.014 

0.014 

0.624 

0.646 

0.389 

0.402 

0.042 

0.053 

0.816 

1.270 

0.060 

0.060 

0.346 

0.372 

0.014 

0.014 

0.025 

0.025 

1.104 

1.190 


0.220 

0.220 

0.084 

0.127 

0.900 

1.256 

0.082 

0.111 

0.024 

0.024 

0.006 

0.006 

0.094 

0.094 

- 

- 

0.024 

0.024 

0.240 

0.305 

0.356 

0.422 

0.072 

0.083 

0.034 

0.041 

- 

- 

0.384 

0.427 

0.065 

0.065 

0.048 

0.070 
































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Narwar 

0821000202501200 

16.879 

Fresh 

Nedaliya 

0821000202505600 

4.479 

Fresh 

Peeh 

0814000801876200 

24.137 

Fresh 

Pushkar (M) 

0821000242102000 

14.556 

Fresh 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


Saline Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Rampura Nand 

0821000202504400 

3.519 

Saline 

Rawatkhera 

0814000701862500 

5.354 

Saline 

Rewat 

0821000202503900 

5.157 

Fresh 


Non-command 


Non-command 


Non-command 


11008044 


Rughnathpura 

0814000801876400 

10.470 

Fresh 

Sawaipura 

0821000302509300 

4.101 

Fresh 

Sidiyas 

0814000801875400 

7.616 

Fresh 


Alipura 


Amargarh 


Amba Maseena 


Non-command 


Non-command 


Non-command 



0821000202504100 


Saline Non-command 


11.817 Fresh Non-command 



Ajaysar 

0821000202504800 

12.570 

Fresh 

Ajmer (M Cl) 

0821000242103000 

24.849 

Fresh 


Non-command 


Non-command 



0821000302512400 


0821000302514200 


0821000202507900 


63.699 

Fresh 

2.308 

Saline 

9.013 

Fresh 

11.854 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Ansari 

0821000602554700 

2.471 

Fresh 

Arjunpura Jageer 

0821000302513600 

7.809 

Fresh 


Bakhtawarpura 


Balwanta 


Banewara 


Bargaon 


Beer 


Bhagwanpura 


Bheempura 


Bidkachiyawas 


Boraj Kazipura 


Budhwara 


Non-command 


Non-command 



0821000302511400 

5.931 

0821000202507400 

11.325 

0821000602554800 

13.919 

0821000202507600 

3.659 

0821000202506900 

20.750 

0821000302509100 

9.895 




Saline 


14.206 Fresh 


15.707 Fresh 


Saline 


0821000602554400 

10.285 

0821000302513700 

30.235 

0821000202505000 

9.665 

0821000302510300 

21.899 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

12.493 

Non-command 

Phyllite & Schist 

2.094 

Non-command 

Gneisses 

0.007 

Non-command 

Older Alluvium 

3.517 

Non-command 

Phyllite & Schist 

0.282 

Non-command 

Gneisses 

0.493 

Non-command 

Older Alluvium 

6.366 

Non-command 

Phyllite & Schist 

0.308 

Non-command 

Gneisses 

0.161 

Non-command 

Older Alluvium 

6.185 

Non-command 

Phyllite & Schist 

3.519 

Non-command 

Phyllite & Schist 

5.136 

Non-command 

Older Alluvium 

2.226 

Non-command 

Phyllite & Schist 

2.156 

Non-command 

Phyllite & Schist 

0.070 

Non-command 

Older Alluvium 

2.532 

Non-command 

Older Alluvium 

0.012 

Non-command 

Phyllite & Schist 

7.244 

Non-command 

Older Alluvium 

9.662 

Non-command 

Phyllite & Schist 

0.046 

Non-command 

Older Alluvium 

3.633 

Non-command 

Older Alluvium 

4.258 

Non-command 

Phyllite & Schist 

4.497 

Non-command 

Older Alluvium 

1.395 

Non-command 

Phyllite & Schist 

0.832 

Non-command 

Phyllite & Schist 

6.448 

Non-command 

Gneisses 

13.007 

Non-command 

Phyllite & Schist 

6.246 

Non-command 

Phyllite & Schist 

52.235 

Non-command 

Phyllite & Schist 

2.308 

Non-command 

Phyllite & Schist 

8.275 

Non-command 

Older Alluvium 

1.225 

Non-command 

Phyllite & Schist 

8.501 

Non-command 

Phyllite & Schist 

2.471 

Non-command 

Older Alluvium 

0.055 

Non-command 

Phyllite & Schist 

7.118 

Non-command 

Older Alluvium 

5.006 

Non-command 

Phyllite & Schist 

1.834 

Non-command 

Phyllite & Schist 

2.524 

Non-command 

Phyllite & Schist 

0.096 

Non-command 

Phyllite & Schist 

0.011 

Non-command 

Phyllite & Schist 

3.659 

Non-command 

Phyllite & Schist 

0.104 

Non-command 

Older Alluvium 

7.252 

Non-command 

Older Alluvium 

0.244 

Non-command 

Older Alluvium 

2.932 

Non-command 

Phyllite & Schist 

10.578 

Non-command 

Phyllite & Schist 

1.433 

Non-command 

Phyllite & Schist 

14.274 

Non-command 

Phyllite & Schist 

8.884 

Non-command 

Phyllite & Schist 

27.554 

Non-command 

Phyllite & Schist 

5.740 

Non-command 

Older Alluvium 

21.550 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

60,000 

120 

60,000 

40,000 

120 

80,000 

50,000 

120 

180,000 

100,000 

110 

150,000 

110,000 

120 

90,000 

70,000 

120 

180,000 

100,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

180,000 

100,000 

120 

60,000 

40,000 

110 

70,000 

50,000 

120 

180,000 

100,000 

120 

110,000 

90,000 

110 

150,000 

110,000 

120 

180,000 

100,000 

110 

180,000 

130,000 

110 

150,000 

110,000 

120 

180,000 

100,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

180,000 

100,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

60,000 

40,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

180,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

180,000 

100,000 

120 

110,000 

90,000 

120 

180,000 

100,000 

120 

110,000 

90,000 

120 

60,000 

40,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

180,000 

100,000 

120 

90,000 

60,000 

120 

180,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

180,000 

100,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.554 


0.058 



0.086 

0.118 

0.552 

0.595 

0.529 

0.555 

0.108 

0.119 

0.043 

0.043 

0.331 

0.331 

0.344 

0.344 

0.205 

0.205 

1.771 

1.771 

0.168 

0.168 

0.713 

0.713 

0.072 

0.072 

0.443 

0.443 

0.356 

0.356 


0.356 

0.356 

0.276 

0.319 

0.086 

0.099 

0.029 

0.029 

- 

- 

- 

- 

0.454 

0.454 

0.007 

0.007 

0.684 

0.857 

0.014 

0.014 

0.096 

0.096 

0.324 

0.324 

0.097 

0.097 

0.427 

0.427 

0.907 

0.907 

1.253 

1.279 

0.756 

0.756 

0.960 

1.392 










































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Chat Sardarpura 

0821000602554200 

9.847 

Fresh 

Danta 

0821000202507200 

15.311 

Fresh 

Dantra 

0821000302509900 

12.083 

Fresh 

Daulat Khera 

0821000302513900 

5.833 

Fresh 

Daurai (Rural) 

0821000202507700 

15.466 

Fresh 

Dhuwariya 

0821000302512200 

9.341 

Saline 

Dodiyana 

0821000302509800 

10.772 

Fresh 

Doomara 

0821000202507800 

14.728 

Fresh 

Fatehpura 

0821000302510500 

1.893 

Fresh 

Garhi Goojran 

0821000302509500 

8.619 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Gola 

0821000302512600 

22.819 

Saline 

Govindgarh 

0821000302508800 

26.771 

Fresh 


Non-command 


Non-command 


Hanwantpura 


Hathi Khera 


0821000302511100 


0821000202505100 


1.419 Fresh Non-command 


11.343 Fresh Non-command 


Hatoondi 

0821000202508500 

3.752 

Fresh 

Jaswantpura 

0821000302508900 

15.718 

Fresh 

Jatiya 

0821000202507300 

5.893 

Fresh 

Jethana 

0821000302513000 

47.028 

Fresh 


Kaklana 


Kalesara 


Kanas 


Kankarda Bhonabay 


Kesharpura 


Non-command 


Non-command 


Non-command 


Non-command 



0821000202508600 


0821000302510200 


Saline 


Fresh 


19.143 Fresh 


Non-command 


Non-command 


Non-command 



0821000202505800 


0821000202506100 


0821000302513400 


Saline 


12.146 Fresh 


4.509 Fresh 


Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Khajpura 

0821000202507500 

4.201 

Fresh 

Kharekhari 

0821000202504700 

12.127 

Fresh 

Kiranipura 

0821000242104000 

4.592 

Fresh 

Kotaj 

0821000302513300 

4.810 

Fresh 

Lamana 

0821000302514000 

9.256 

Fresh 

Leela Seori 

0821000202505700 

3.542 

Fresh 

Leeri 

0821000302514300 

31.080 

Fresh 

Lyali Khera 

0821000302510000 

6.805 

Fresh 


Mangaliyawas 


Mewariya 


Miyapur 


Nad 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0821000302510900 


11.826 Fresh Non-command 


Saline Non-command 


0821000202508300 

4.290 

0821000302511200 

9.632 




Nagelao 


0821000302512300 


Saline Non-command 


25.618 Saline Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

0.078 

Non-command 

Phyllite & Schist 

0.030 

Non-command 

Phyllite & Schist 

0.800 

Non-command 

Older Alluvium 

12.083 

Non-command 

Phyllite & Schist 

5.833 

Non-command 

Phyllite & Schist 

15.466 

Non-command 

Phyllite & Schist 

2.684 

Non-command 

Older Alluvium 

10.645 

Non-command 

Phyllite & Schist 

12.092 

Non-command 

Older Alluvium 

1.893 

Non-command 

Older Alluvium 

3.504 

Non-command 

Phyllite & Schist 

2.394 

Non-command 

Phyllite & Schist 

8.832 

Non-command 

Older Alluvium 

1.290 

Non-command 

Phyllite & Schist 

14.649 

Non-command 

Older Alluvium 

0.193 

Non-command 

Phyllite & Schist 

1.226 

Non-command 

Gneisses 

0.959 

Non-command 

Phyllite & Schist 

9.536 

Non-command 

Phyllite & Schist 

3.731 

Non-command 

Older Alluvium 

11.365 

Non-command 

Phyllite & Schist 

0.087 

Non-command 

Older Alluvium 

6.292 

Non-command 

Phyllite & Schist 

30.695 

Non-command 

Phyllite & Schist 

8.831 

Non-command 

Phyllite & Schist 

2.534 

Non-command 

Older Alluvium 

8.608 

Non-command 

Phyllite & Schist 

4.271 

Non-command 

Phyllite & Schist 

6.264 

Non-command 

Gneisses 

1.911 

Non-command 

Phyllite & Schist 

0.477 

Non-command 

Older Alluvium 

3.497 

Non-command 

Phyllite & Schist 

5.945 

Non-command 

Phyllite & Schist 

4.042 

Non-command 

Phyllite & Schist 

8.264 

Non-command 

Phyllite & Schist 

1.788 

Non-command 

Phyllite & Schist 

4.762 

Non-command 

Phyllite & Schist 

8.903 

Non-command 

Gneisses 

0.027 

Non-command 

Phyllite & Schist 

21.126 

Non-command 

Older Alluvium 

6.805 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Older Alluvium 

17.636 

Non-command 

Phyllite & Schist 

0.058 

Non-command 

Older Alluvium 

0.048 

Non-command 

Phyllite & Schist 

11.887 

Non-command 

Phyllite & Schist 

1.975 

Non-command 

Phyllite & Schist 

1.707 

Non-command 

Phyllite & Schist 

4.263 

Non-command 

Older Alluvium 

1.274 

Non-command 

Phyllite & Schist 

8.278 

Non-command 

Phyllite & Schist 

0.080 

Non-command 

Phyllite & Schist 

25.618 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

180,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

60,000 

40,000 

120 

180,000 

100,000 

120 

110,000 

90,000 

120 

180,000 

100,000 

120 

180,000 

100,000 

120 

110,000 

90,000 

120 

60,000 

40,000 

120 

180,000 

100,000 

120 

110,000 

90,000 

120 

180,000 

100,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

180,000 

100,000 

120 

90,000 

60,000 

120 

180,000 

100,000 

120 

110,000 

90,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

180,000 

100,000 

120 

110,000 

90,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

180,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

180,000 

100,000 

120 

110,000 

90,000 

120 

180,000 

100,000 

120 

110,000 

90,000 

120 

180,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

180,000 

100,000 

120 

110,000 

90,000 

120 

60,000 

40,000 

120 

60,000 

40,000 



MCM 

MCM 

(15) 

(16) 

- 


~ 

- 

0.050 

0.050 

0.948 

0.948 

0.302 

0.302 

0.173 

0.173 

0.024 

0.024 

0.960 

0.982 

0.896 

0.896 

0.396 

0.396 

0.396 

0.418 

0.227 

0.240 

0.144 

0.144 

0.096 

0.096 

0.961 

0.987 

0.024 

0.024 

0.173 

0.173 

0.108 

0.108 

1.267 

1.267 

0.259 

0.259 

3.384 

3.708 

0.014 

0.014 

0.384 

0.384 

1.674 

1.674 

0.216 

0.216 

0.162 

0.162 

0.468 

0.511 

0.205 

0.218 

0.134 

0.141 

0.218 

0.304 

0.021 

0.021 

0.192 

0.214 

0.292 

0.305 

0.864 

0.877 

0.223 

0.223 

0.165 

0.165 

0.313 

0.313 

0.659 

0.659 


1.760 

1.852 

0.252 

0.252 



0.594 

0.634 

0.086 

0.112 

0.034 

0.048 

0.259 

0.259 

0.036 

0.036 

0.227 

0.227 



























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



11008045 


Nahargarh 


Naharpura 


Nand 


Pushkar (Rural) 


Rajgarh 


Rajosi 


Rampura 


Rampura Dabla 


Rudlai 


Samla 


Shivpura 


Somalpur 


Sumel 


Surajkund 


Tabeeji (Rural) 


Titardi 


Balakua 


Balarwa 


Bara Kotecha 


Bari 


Barli 


Basni Karwar 


Basni Lachhan 


Beenj Wariya 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


0820000202410600 


0821000202508200 


0821000202504600 


(5) 


8.561 Saline 


Fresh 


17.040 Fresh 



Pachmata 

0821000602554600 

3.738 

Fresh 

Pagara 

0821000302510800 

27.271 

Fresh 

Palra 

0821000202507000 

10.258 

Fresh 

Peepliya 

0814000701862200 

8.557 

Fresh 

Peesangan 

0821000302510600 

32.688 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


8.290 Fresh Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 




Pratappura 

0821000302511000 

1.456 

Fresh 

Pushkar (M) 

0821000242102000 

14.556 

Fresh 


Non-command 


Non-command 



0821000202505200 

8.445 

0821000602554300 

15.089 

0821000602553900 

16.831 

0821000502534800 

15.044 

0821000302510400 

10.664 

0821000302514100 

3.430 

0821000302512900 

7.823 



Fresh 


Fresh 


Saline 


25.042 Fresh 


3.686 Fresh 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Saline 


4.101 Fresh 


Sedariya 

0821000202507100 

6.601 

Fresh 

Sethan 

0821000302509000 

8.402 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



0821000302513200 

0.905 

0821000202504900 

9.126 

0820000202410300 

26.721 

0821000302509200 

13.970 


0821000202508400 

7.740 

0821000302512700 

4.518 



0815000401961300 

6.988 

0815000201944100 

31.915 

0815000201941200 

32.441 

0815000201941100 

15.089 

0815000401962500 

16.319 

0815000401958600 

8.389 

0815000401958700 

16.687 

0815000201944200 

11.919 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

4.067 

Non-command 

Phyllite & Schist 

2.988 

Non-command 

Older Alluvium 

0.199 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

4.084 

Non-command 

Phyllite & Schist 

0.499 

Non-command 

Older Alluvium 

6.125 

Non-command 

Phyllite & Schist 

1.818 

Non-command 

Phyllite & Schist 

0.364 

Non-command 

Phyllite & Schist 

0.631 

Non-command 

Phyllite & Schist 

2.742 

Non-command 

Phyllite & Schist 

0.587 

Non-command 

Older Alluvium 

6.190 

Non-command 

Phyllite & Schist 

22.795 

Non-command 

Older Alluvium 

19.242 

Non-command 

Phyllite & Schist 

0.645 

Non-command 

Phyllite & Schist 

1.446 

Non-command 

Gneisses 

0.122 

Non-command 

Phyllite & Schist 

0.106 

Non-command 

Gneisses 

0.043 

Non-command 

Phyllite & Schist 

1.909 

Non-command 

Phyllite & Schist 

1.091 

Non-command 

Phyllite & Schist 

1.605 

Non-command 

Older Alluvium 

10.664 

Non-command 

Phyllite & Schist 

2.868 

Non-command 

Phyllite & Schist 

0.397 

Non-command 

Phyllite & Schist 

7.425 

Non-command 

Older Alluvium 

6.766 

Non-command 

Phyllite & Schist 

16.905 

Non-command 

Older Alluvium 

0.696 

Non-command 

Phyllite & Schist 

0.648 

Non-command 

Phyllite & Schist 

2.342 

Non-command 

Older Alluvium 

0.861 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Phyllite & Schist 

5.661 

Non-command 

Older Alluvium 

8.342 

Non-command 

Phyllite & Schist 

0.060 

Non-command 

Older Alluvium 

0.905 

Non-command 

Phyllite & Schist 

8.838 

Non-command 

Phyllite & Schist 

0.486 

Non-command 

Older Alluvium 

0.030 

Non-command 

Older Alluvium 

0.092 

Non-command 

Phyllite & Schist 

7.740 

Non-command 

Phyllite & Schist 

0.698 

Non-command 

Phyllite & Schist 

0.986 

Non-command 

Jalore Granite 

0.674 

Non-command 

Vindhyan Sandstone 

31.915 

Non-command 

Vindhyan Sandstone 

5.691 

Non-command 

Vindhyan Sandstone 

4.688 

Non-command 

Vindhyan Sandstone 

10.098 

Non-command 

Vindhyan Sandstone 

8.389 

Non-command 

Vindhyan Sandstone 

16.687 

Non-command 

Vindhyan Sandstone 

11.919 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

180,000 

100,000 

120 

90,000 

60,000 

120 

180,000 

100,000 

120 

110,000 

90,000 

120 

180,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

110 

100,000 

80,000 

120 

180,000 

100,000 

120 

110,000 

90,000 

120 

180,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

180,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

60,000 

40,000 

120 

180,000 

100,000 

120 

110,000 

90,000 

120 

180,000 

100,000 

120 

110,000 

90,000 

120 

60,000 

40,000 

120 

180,000 

100,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

180,000 

100,000 

120 

110,000 

90,000 

120 

180,000 

100,000 

120 

110,000 

90,000 

120 

60,000 

40,000 

120 

180,000 

100,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

150 

130,000 

100,000 

150 

130,000 

100,000 

150 

130,000 

100,000 

150 

120,000 

100,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.048 

0.048 

0.227 

0.227 

0.012 

0.012 

- 

- 

0.540 

0.540 

0.065 

0.065 

0.420 

0.550 

0.119 

0.145 

0.022 

0.022 

0.011 

0.011 

0.043 

0.043 

0.018 

0.018 

0.300 

0.365 

1.004 

1.162 

1.524 

1.675 

0.043 

0.043 

0.022 

0.022 



0.008 

0.008 

0.249 

0.249 

0.313 

0.313 

0.011 

0.011 

0.900 

0.900 

0.464 

0.464 

0.032 

0.032 

0.240 

0.240 

0.408 

0.408 

0.929 

0.929 

0.024 

0.024 

0.022 

0.022 

0.034 

0.041 

0.144 

0.187 


0.360 

0.360 

0.756 

0.756 


0.024 

0.024 

0.065 

0.065 

0.014 

0.014 


























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


(2) 

(3) 

(4) 

(5) 

Bhainser Chawandiya 

0815000201943800 

11.726 

Fresh 

Bhainser Kootri 

0815000201944000 

20.920 

Fresh 

Bhainser Kotwali 

0815000201943900 

16.280 

Fresh 

Bhawad 

0815000201945100 

22.567 

Fresh 

Bhirkali 

0815000401962100 

5.346 

Fresh 

Bigmi 

0815000201939400 

7.939 

Fresh 

Chaupasani Charnan 

0815000201944500 

5.913 

Fresh 

Daijar 

0815000401961800 

17.723 

Fresh 

Desooriya Kharolan 

0815000401961600 

2.617 

Fresh 

Desooriya Vishnoiya 

0815000401961700 

4.717 

Fresh 

Dhundhara 

0815000201939000 

5.886 

Fresh 

Gharab 

0815000401959000 

13.198 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Golasani 


Gopasariya 


Indroka 


Jajiwal Bhatiyan 


Jajiwal Gehlota 


Jakharo Ki Dhani 


Jheepasani 


Jodhpur (M Cl) 


Karwar 


Keroo 


Khokhari 


Khudiyala 


Kiram Sariya Kalan 


Kiramsariya Khurd 


Kotra 


Lordi-pandit Ji 


0815000401962400 


0815000201939500 


0815000401958200 


0815000401960100 


0815000401960200 


0815000401962300 


0815000401958900 


0815000441502000 


0815000401958800 


0815000401962600 


0815000401958100 


0815000201941800 


0815000201943700 


0815000201941700 


0815000201944400 


0815000401961400 


7.840 

Fresh 

13.425 

Fresh 

30.498 

Fresh 

10.372 

Fresh 

12.478 

Fresh 

10.465 

Fresh 

12.916 

Fresh 

81.838 

Fresh 

94.303 

Fresh 

23.863 

Fresh 

52.964 

Fresh 

8.293 

Fresh 

10.364 

Fresh 

6.669 

Fresh 

9.373 

Fresh 

4.871 

Fresh 

17.068 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Manai 

0815000401958300 

6.632 

Fresh 

Manaklao 

0815000401958500 

41.010 

Fresh 

Mandiyai Kalan 

0815000201941500 

9.812 

Fresh 

Mandiyai Khurd 

0815000201941400 

15.771 

Fresh 

Mathaniya 

0815000201944600 

25.711 

Fresh 

Narwa Khichiyan 

0815000401958400 

28.481 

Fresh 

Newra 

0815000201939200 

29.492 

Fresh 

Newra Road 

0815000201939300 

41.426 

Fresh 

Osian 

0815000201936700 

75.108 

Fresh 

Palri Khichiyan 

0815000401961900 

8.616 

Fresh 

Palri Mangaliya 

0815000401962200 

17.437 

Fresh 

Palri Panwara 

0815000401962000 

8.732 

Fresh 

Rajasani 

0815000201944300 

9.516 

Fresh 

Ralawas 

0815000401961500 

5.671 

Fresh 

Rampura Bhatiya 

0815000201944700 

11.562 

Fresh 

Riniya 

0815000201941600 

12.038 

Fresh 

Salori 

0815000401957800 

36.894 

Fresh 

Sindhiyon Ki Dhani 

0815000201944800 

21.967 

Fresh 

Surpura 

0815000401961200 

13.032 

Fresh 

Thabukra 

0815000401959100 

23.926 

Fresh 

Tiwari 

0815000201941300 

58.860 

Fresh 

Ujaliya 

0815000201944900 

9.641 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Vindhyan Sandstone 

11.726 

Non-command 

Vindhyan Sandstone 

20.920 

Non-command 

Vindhyan Sandstone 

16.280 

Non-command 

Vindhyan Sandstone 

0.015 

Non-command 

Vindhyan Sandstone 

5.346 

Non-command 

Vindhyan Sandstone 

7.938 

Non-command 

Vindhyan Sandstone 

5.913 

Non-command 

Vindhyan Sandstone 

16.967 

Non-command 

Vindhyan Sandstone 

2.617 

Non-command 

Vindhyan Sandstone 

1.978 

Non-command 

Vindhyan Sandstone 

2.452 

Non-command 

Jalore Granite 

0.245 

Non-command 

Vindhyan Sandstone 

6.284 

Non-command 

Vindhyan Sandstone 

0.357 

Non-command 

Vindhyan Sandstone 

3.471 

Non-command 

Vindhyan Sandstone 

23.563 

Non-command 

Jalore Granite 

0.836 

Non-command 

Jalore Granite 

1.147 

Non-command 

Vindhyan Sandstone 

8.190 

Non-command 

Vindhyan Sandstone 

9.597 

Non-command 

Vindhyan Sandstone 

0.962 

Non-command 

Vindhyan Sandstone 

15.393 

Non-command 

Vindhyan Sandstone 

23.339 

Non-command 

Vindhyan Sandstone 

2.167 

Non-command 

Vindhyan Sandstone 

8.293 

Non-command 

Vindhyan Sandstone 

0.677 

Non-command 

Vindhyan Sandstone 

5.639 

Non-command 

Vindhyan Sandstone 

8.587 

Non-command 

Vindhyan Sandstone 

4.871 

Non-command 

Jalore Granite 

7.285 

Non-command 

Vindhyan Sandstone 

6.832 

Non-command 

Vindhyan Sandstone 

6.632 

Non-command 

Vindhyan Sandstone 

41.010 

Non-command 

Vindhyan Sandstone 

1.860 

Non-command 

Vindhyan Sandstone 

14.640 

Non-command 

Vindhyan Sandstone 

25.515 

Non-command 

Vindhyan Sandstone 

22.208 

Non-command 

Vindhyan Sandstone 

2.216 

Non-command 

Vindhyan Sandstone 

30.565 

Non-command 

Vindhyan Sandstone 

13.552 

Non-command 

Vindhyan Sandstone 

8.616 

Non-command 

Vindhyan Sandstone 

17.427 

Non-command 

Vindhyan Sandstone 

8.732 

Non-command 

Vindhyan Sandstone 

9.516 

Non-command 

Vindhyan Sandstone 

5.670 

Non-command 

Vindhyan Sandstone 

11.562 

Non-command 

Vindhyan Sandstone 

12.038 

Non-command 

Vindhyan Sandstone 

0.248 

Non-command 

Vindhyan Sandstone 

19.851 

Non-command 

Vindhyan Sandstone 

0.034 

Non-command 

Jalore Granite 

0.849 

Non-command 

Vindhyan Sandstone 

41.488 

Non-command 

Vindhyan Sandstone 

2.908 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

150 

120,000 

100,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

120 

120,000 

100,000 

150 

130,000 

100,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

150 

130,000 

100,000 

150 

130,000 

100,000 

150 

130,000 

100,000 

150 

120,000 

100,000 

120 

70,000 

50,000 

150 

130,000 

100,000 

150 

130,000 

100,000 

150 

120,000 

100,000 

150 

130,000 

100,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

150 

130,000 

100,000 

150 

130,000 

100,000 

150 

130,000 

100,000 

150 

130,000 

100,000 

150 

130,000 

100,000 

150 

130,000 

100,000 

150 

130,000 

100,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

120 

70,000 

50,000 

150 

130,000 

100,000 

150 

130,000 

100,000 

150 

130,000 

100,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

150 

130,000 

100,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

150 

130,000 

100,000 

150 

130,000 

100,000 

150 

130,000 

100,000 

150 

120,000 

100,000 

150 

130,000 

100,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

150 

130,000 

100,000 

150 

120,000 

100,000 

150 

130,000 

100,000 

120 

70,000 

50,000 

150 

120,000 

100,000 

120 

120,000 

100,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.015 


0.060 





























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


11008046 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Ummednagar 

0815000201945000 

45.997 

Fresh 

Akthali 

0815000401967400 

8.913 

Fresh 

Artiya Kalan 

0815000301955700 

21.709 

Fresh 


Artiya Khurd 


Asanda 


Bagoriya 


Bandra 


Type of Area (Command / N < 
command ) 


Non-command 


Non-command 


Non-command 



0815000301955400 


Saline 


20.815 Fresh 


Non-command 


Non-command 



0815000401967500 


0815000301952700 


0815000301952100 


Saline 


16.668 Fresh 


20.290 Fresh 


Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Bara Khurd 

0815000301956800 

4.495 

Fresh 

Bhundana 

0815000301955200 

27.935 

Fresh 

Birai 

0815000301950500 

81.240 

Fresh 

Borvi Kalan 

0815000301951200 

5.678 

Fresh 

Borvi Khurd 

0815000301951600 

5.298 

Fresh 

Bucheti 

0815000301952000 

15.046 

Fresh 

Budh Nagar 

0815000401959600 

7.771 

Fresh 

Budkiya 

0815000301956200 

29.387 

Fresh 

Burchha 

0815000301952800 

24.116 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Changawara Charana 

0815000301951900 

7.172 

Fresh 

Changawara Kalan 

0815000301951800 

2.427 

Fresh 

Changawara Khurd 

0815000301951700 

3.396 

Fresh 

Daikara 

0815000401959200 

34.367 

Fresh 

Dawcha Pyau 

0815000401959500 

8.264 

Fresh 

Dewatra 

0815000301955900 

25.737 

Fresh 

Dhoroo 

0815000301952600 

13.482 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Dudi Nagar 

0815000301955100 

2.248 

Fresh 

Godawas 

0815000301956000 

20.597 

Fresh 


Non-command 


Non-command 


Hinganiya 

0815000301957100 

12.810 

Fresh 

Jajiwal Bhandariya 

0815000401960600 

1.384 

Fresh 

Jajiwal Bhatiyan 

0815000401960100 

10.372 

Fresh 

Jajiwal Dhandhala 

0815000401960500 

1.316 

Fresh 

Jajiwal Gehlota 

0815000401960200 

12.478 

Fresh 

Jajiwal Godara 

0815000401960000 

1.960 

Fresh 

Jajiwal Jakharan 

0815000401960700 

4.713 

Fresh 

Jajiwal Kakrala 

0815000401960400 

20.265 

Fresh 

Jajiwal Khichiyan 

0815000401960300 

2.675 

Fresh 

Jajiwal Vishnoiyan 

0815000401967200 

9.838 

Fresh 

Jaleli Daikara 

0815000401959900 

23.923 

Fresh 

Jhalamaliya 

0815000301955800 

10.262 

Fresh 

Kagal 

0815000301955000 

6.260 

Fresh 

Karwali Dhani 

0815000401959300 

9.087 

Fresh 

Kheri Charna 

0815000301956400 

3.682 

Fresh 

Kheri Salwa 

0815000301956300 

29.195 

Fresh 

Kukanda 

0815000401959800 

15.093 

Fresh 

Kuri 

0815000301955300 

38.582 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Lunawas 


0815000301951300 


12.031 Fresh 


Non-command 


Type of Area 
(Command / Non ¬ 
command ) 

Hydrogeological 

Formation 

Potential 

Zone 

( PZn ) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Vindhyan Sandstone 

33.602 

Non-command 

Jalore Granite 

2.375 

Non-command 

Jalore Granite 

7.446 

Non-command 

Vindhyan Sandstone 

13.383 

Non-command 

Jalore Granite 

0.307 

Non-command 

Jalore Granite 

10.151 

Non-command 

Vindhyan Sandstone 

10.657 

Non-command 

Jalore Granite 

0.007 

Non-command 

Jalore Granite 

0.134 

Non-command 

Vindhyan Sandstone 

12.682 

Non-command 

Jalore Granite 

1.384 

Non-command 

Vindhyan Sandstone 

2.035 

Non-command 

Jalore Granite 

0.059 

Non-command 

Jalore Granite 

6.199 

Non-command 

Jalore Granite 

2.450 

Non-command 

Jalore Granite 

2.919 

Non-command 

Jalore Granite 

5.298 

Non-command 

Jalore Granite 

12.809 

Non-command 

Jalore Granite 

7.771 

Non-command 

Jalore Granite 

29.387 

Non-command 

Jalore Granite 

18.237 

Non-command 

Vindhyan Sandstone 

4.595 

Non-command 

Jalore Granite 

7.172 

Non-command 

Jalore Granite 

2.427 

Non-command 

Jalore Granite 

3.396 

Non-command 

Jalore Granite 

13.527 

Non-command 

Jalore Granite 

8.264 

Non-command 

Jalore Granite 

25.737 

Non-command 

Jalore Granite 

0.191 

Non-command 

Vindhyan Sandstone 

10.225 

Non-command 

Jalore Granite 

2.104 

Non-command 

Jalore Granite 

20.140 

Non-command 

Vindhyan Sandstone 

0.001 

Non-command 

Jalore Granite 

0.204 

Non-command 

Jalore Granite 

0.309 

Non-command 

Jalore Granite 

0.447 

Non-command 

Jalore Granite 

1.149 

Non-command 

Jalore Granite 

2.671 

Non-command 

Jalore Granite 

1.960 

Non-command 

Jalore Granite 

0.778 

Non-command 

Jalore Granite 

15.908 

Non-command 

Jalore Granite 

2.675 

Non-command 

Jalore Granite 

0.288 

Non-command 

Jalore Granite 

18.661 

Non-command 

Jalore Granite 

10.262 

Non-command 

Jalore Granite 

0.016 

Non-command 

Jalore Granite 

9.087 

Non-command 

Jalore Granite 

3.682 

Non-command 

Jalore Granite 

28.569 

Non-command 

Jalore Granite 

0.721 

Non-command 

Jalore Granite 

22.769 

Non-command 

Vindhyan Sandstone 

15.813 

Non-command 

Jalore Granite 

0.009 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

150,000 

100,000 

150 

250,000 

200,000 

120 

80,000 

40,000 

120 

150,000 

100,000 

150 

250,000 

200,000 

120 

80,000 

40,000 

120 

70,000 

50,000 

150 

250,000 

200,000 

120 

150,000 

100,000 

150 

250,000 

200,000 

120 

150,000 

100,000 

120 

150,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

150,000 

100,000 

120 

150,000 

100,000 

150 

250,000 

200,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

150,000 

100,000 

120 

150,000 

100,000 

150 

250,000 

200,000 

120 

150,000 

100,000 

120 

150,000 

100,000 

150 

250,000 

200,000 

120 

150,000 

100,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

150,000 

100,000 

120 

150,000 

100,000 

120 

70,000 

50,000 

120 

150,000 

100,000 

120 

150,000 

100,000 

120 

70,000 

50,000 

120 

150,000 

100,000 

150 

250,000 

200,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




























































































































































































































































































































































































































































































































































































































































































Micro-watershed 


11008047 



Nandiya Prabhawati 


Ram Nagar 


Ramrawas Kalan 


Ramrawas Khurd 


Ratkuriya 


Baloosingh Ki Dhani 


Bandhewa 


Barath Ka Gaon 


Barsani 


Bhagwatipura 


Bhainsara 


Bhaniyana 


Bhankhri 


Bhanu Nagar 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Census Code 

Area 



sq.km 


(3) 

(4) 

(5) 

0815000301955500 

18.698 

Fresh 



Saline 

0815000301956100 

16.247 

Fresh 

0815000401959700 

11.916 

Fresh 

0815000301957000 

34.869 

Fresh 

0815000301956900 

10.332 

Fresh 

0815000301952900 

42.653 

Fresh 


Salwa Kalan 

0815000401959400 

42.772 

Fresh 

Salwa Khurd 

0815000301956600 

62.858 

Fresh 

Sargiya Kalan 

0815000301954900 

13.894 

Fresh 

Sargiya Khurd 

0815000301954800 

6.580 

Fresh 

Sevki Kalan 

0815000301951400 

11.355 

Fresh 

Sevki Khurd 

0815000301951500 

4.587 

Fresh 

Sooraj Basni 

0815000401967300 

7.293 

Fresh 

Sopra 

0815000301952500 

10.499 

Fresh 

Surpura Kalan 

0815000301951100 

3.624 

Fresh 

Tambariya Kalan 

0815000301952300 

12.386 

Fresh 

Tambariya Khurd 

0815000301952200 

7.888 

Fresh 

Tigra 

0815000301956500 

4.418 

Fresh 

Abasar 

0816000202066300 

10.270 

Saline 

Amarsar 

0816000202058600 

50.329 

Saline 

Asarlai 

0815000501974000 

31.430 

Fresh 

Bagthal 

0816000202061400 

21.446 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Baiteena 

0816000202058400 

28.686 

Fresh 

Bakasar 

0815000501971500 

21.957 

Fresh 

Balar 

0816000202063600 

18.867 

Fresh 


Non-command 


Non-command 


Non-command 



0816000202056300 

9.460 

0816000202062700 

19.725 

0816000202056200 

14.848 


0816000202064000 

14.663 

0816000202057300 

8.111 

0816000202058500 

46.891 



0816000202057200 

38.540 

0816000202055700 

15.188 

0816000202063800 

15.893 



Saline 


20.907 Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Bheenwsagar 

0815000501971100 

6.409 

Fresh 

Bhinajpura 

0816000202059500 

9.950 

Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Jalore Granite 

4.655 

Non-command 

Jalore Granite 

5.957 

Non-command 

Jalore Granite 

16.247 

Non-command 

Jalore Granite 

11.912 

Non-command 

Jalore Granite 

0.022 

Non-command 

Jalore Granite 

1.856 

Non-command 

Jalore Granite 

1.690 

Non-command 

Vindhyan Sandstone 

2.258 

Non-command 

Jalore Granite 

42.772 

Non-command 

Jalore Granite 

10.003 

Non-command 

Jalore Granite 

4.615 

Non-command 

Jalore Granite 

0.660 

Non-command 

Jalore Granite 

1.145 

Non-command 

Jalore Granite 

4.587 

Non-command 

Jalore Granite 

0.538 

Non-command 

Vindhyan Sandstone 

0.607 

Non-command 

Jalore Granite 

2.619 

Non-command 

Vindhyan Sandstone 

0.379 

Non-command 

Vindhyan Sandstone 

1.112 

Non-command 

Jalore Granite 

3.097 

Non-command 

Older Alluvium 

0.338 

Non-command 

Jalore Granite 

15.144 

Non-command 

Vindhyan Sandstone 

23.546 

Non-command 

Older Alluvium 

3.755 

Non-command 

Rhyolite 

9.946 

Non-command 

Vindhyan Sandstone 

7.744 

Non-command 

Jalore Granite 

2.975 

Non-command 

Jurassic Sandstone 

0.028 

Non-command 

Jurassic Sandstone 

0.519 

Non-command 

Vindhyan Sandstone 

21.957 

Non-command 

Jurassic Sandstone 

0.352 

Non-command 

Rhyolite 

7.438 

Non-command 

Jurassic Sandstone 

6.988 

Non-command 

Rhyolite 

4.090 

Non-command 

Rhyolite 

5.716 

Non-command 

Jurassic Sandstone 

19.725 

Non-command 

Rhyolite 

2.329 

Non-command 

Rhyolite 

5.083 

Non-command 

Jurassic Sandstone 

14.663 

Non-command 

Rhyolite 

8.111 

Non-command 

Jurassic Sandstone 

3.421 

Non-command 

Jalore Granite 

11.828 

Non-command 

Jurassic Sandstone 

4.933 

Non-command 

Rhyolite 

38.540 

Non-command 

Vindhyan Sandstone 

2.091 

Non-command 

Rhyolite 

12.017 

Non-command 

Rhyolite 

3.876 

Non-command 

Jurassic Sandstone 

5.057 

Non-command 

Rhyolite 

15.850 

Non-command 

Jurassic Sandstone 

33.858 

Non-command 

Tertiary Sandstone 

1.913 

Non-command 

Vindhyan Sandstone 

6.409 

Non-command 

Jurassic Sandstone 

9.950 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

150,000 

100,000 

120 

80,000 

40,000 

120 

150,000 

100,000 

120 

70,000 

50,000 

120 

150,000 

100,000 

120 

150,000 

100,000 

120 

150,000 

100,000 

150 

250,000 

200,000 

120 

70,000 

50,000 

120 

150,000 

100,000 

120 

150,000 

100,000 

120 

150,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

150 

250,000 

200,000 

120 

90,000 

70,000 

150 

250,000 

200,000 

150 

250,000 

200,000 

120 

150,000 

100,000 

120 

100,000 

80,000 

120 

90,000 

50,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

50,000 

120 

100,000 

80,000 

120 

325,000 

325,000 

120 

100,000 

80,000 

120 

325,000 

325,000 

120 

250,000 

250,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

250,000 

250,000 

120 

100,000 

80,000 

120 

250,000 

250,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

250,000 

250,000 

120 

325,000 

325,000 

120 

90,000 

50,000 

120 

100,000 

80,000 

120 

250,000 

250,000 

120 

250,000 

250,000 

120 

250,000 

250,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

325,000 

325,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 



0.180 

0.180 

0.058 

0.058 

0.025 

0.025 




























































































































































































































































































































































































































































































































































































































































Micro-watershed 



Burkiya 


Chainpura 


Chand Sama 


Chanuni Meghasar 


Chatarpura 


Chitrori 


Dade Ki Beri 


Dantal 


Dechoo 


Deopalpura 


Dhaulasar 


Gadeli Kuwan 


Hanumanpura 


Hariyasar 


Indranagar 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Census Code 

Area 


sq.km 

( 3 ) 

( 4 ) 

0816000202065900 

14.780 

0816000202059300 

44.590 



0815000501971600 

13.988 

0816000202056400 

5.995 

0815000501970900 

66.047 

0816000202065200 

5.968 

0815000501980300 

37.024 

0816000202056500 

11.173 

0815000501974900 

7.691 

0816000202061900 

60.022 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



31.979 Fresh 


Saline 


0815000501973900 

80.317 

0816000202063000 

12.586 

0816000202062200 

24.444 



Dholasar 

0815000501974100 

14.852 

Fresh 

Doodhiya 

0816000202058000 

19.877 

Fresh 

Doodhli Ki Dhani 

0816000202057000 

9.198 

Fresh 

Doongre Ki Dhani 

0816000202060900 

22.903 

Fresh 

Fajlooni Murid 

0816000202065100 

5.213 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0816000202061700 


4.377 Fresh Non-command 


Saline Non-command 



0817000102100500 




73.517 Fresh 


Saline 


63.255 Fresh 


Saline 


17.850 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Jaimalan 

0816000202057600 

65.202 

Fresh 

Jalpuri 

0815000501970600 

18.997 

Fresh 

Jaswantpura 

0816000202057500 

32.048 

Fresh 

Jawaharpura 

0815000501971700 

10.750 

Fresh 

Jeevrajgarh 

0816000202064900 

7.507 

Saline 

Jeeyasar 

0816000202062000 

16.065 

Fresh 

Jethaniya 

0815000501974300 

30.060 

Fresh 

Jetpura 

0816000202064500 

12.278 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Older Alluvium 

9.404 

Non-command 

Jurassic Sandstone 

16.553 

Non-command 

Jurassic Sandstone 

12.531 

Non-command 

Vindhyan Sandstone 

13.988 

Non-command 

Rhyolite 

5.995 

Non-command 

Vindhyan Sandstone 

44.356 

Non-command 

Tertiary Sandstone 

5.968 

Non-command 

Older Alluvium 

2.690 

Non-command 

Rhyolite 

11.173 

Non-command 

Vindhyan Sandstone 

3.827 

Non-command 

Rhyolite 

32.159 

Non-command 

Jurassic Sandstone 

0.039 

Non-command 

Older Alluvium 

5.268 

Non-command 

Rhyolite 

22.556 

Non-command 

Vindhyan Sandstone 

1.821 

Non-command 

Vindhyan Sandstone 

4.237 

Non-command 

Vindhyan Sandstone 

33.193 

Non-command 

Jurassic Sandstone 

7.234 

Non-command 

Jurassic Sandstone 

2.157 

Non-command 

Rhyolite 

22.287 

Non-command 

Vindhyan Sandstone 

14.818 

Non-command 

Rhyolite 

1.272 

Non-command 

Rhyolite 

9.198 

Non-command 

Rhyolite 

22.903 

Non-command 

Older Alluvium 

0.000 

Non-command 

Tertiary Sandstone 

5.213 

Non-command 

Rhyolite 

3.916 

Non-command 

Rhyolite 

0.447 

Non-command 

Vindhyan Sandstone 

0.013 

Non-command 

Older Alluvium 

15.393 

Non-command 

Vindhyan Sandstone 

11.463 

Non-command 

Jurassic Sandstone 

4.642 

Non-command 

Rhyolite 

0.957 

Non-command 

Jalore Granite 

0.061 

Non-command 

Jurassic Sandstone 

1.845 

Non-command 

Rhyolite 

13.772 

Non-command 

Jurassic Sandstone 

0.289 

Non-command 

Jurassic Sandstone 

0.000 

Non-command 

Jurassic Sandstone 

54.942 

Non-command 

Jurassic Sandstone 

7.632 

Non-command 

Rhyolite 

1.806 

Non-command 

Vindhyan Sandstone 

15.910 

Non-command 

Rhyolite 

0.032 

Non-command 

Vindhyan Sandstone 

0.102 

Non-command 

Rhyolite 

3.380 

Non-command 

Vindhyan Sandstone 

7.198 

Non-command 

Rhyolite 

4.028 

Non-command 

Vindhyan Sandstone 

10.750 

Non-command 

Tertiary Sandstone 

7.507 

Non-command 

Rhyolite 

16.065 

Non-command 

Vindhyan Sandstone 

19.358 

Non-command 

Jurassic Sandstone 

1.755 

Non-command 

Older Alluvium 

0.280 



with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

100,000 

80,000 

120 

325,000 

325,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

250,000 

250,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

250,000 

250,000 

120 

90,000 

60,000 

120 

250,000 

250,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

325,000 

325,000 

120 

250,000 

250,000 

120 

100,000 

80,000 

120 

250,000 

250,000 

120 

250,000 

250,000 

120 

250,000 

250,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

250,000 

250,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

250,000 

250,000 

120 

325,000 

325,000 

120 

250,000 

250,000 

120 

120,000 

80,000 

120 

100,000 

30,000 

120 

325,000 

325,000 

120 

100,000 

80,000 

120 

250,000 

250,000 

120 

250,000 

250,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

250,000 

250,000 

120 

100,000 

80,000 

120 

250,000 

250,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

250,000 

250,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 



0.010 

0.010 

0.008 

0.008 

























































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Kami Nagar 


Kasoombala Bhatiyan 


Kesoola Ka Pana 


Khanpura 


Kheenwsar 


Khejarli 


Khelana 


Khetasar 


Khomthal 


Khumansar 


Laxman Nagar 


Longasar 


Matoorasar 


Maulana Azadnagar 


Meghrisar 


Mekuba 


Merwa 


Motipura 


Motisar 


Nagsinghpura 


Nai Rajmathai 


Type of Area (Command / N< 
command) 



0816000202061200 


Jhalora Bhatiyan 

0816000202062100 

27.546 

Fresh 

Jhalora Pokaran 

0816000202060200 

64.374 

Fresh 


37.334 Fresh Non-command 


Saline Non-command 


22.590 Saline Non-command 


Non-command 


Non-command 



Joraniyo Ki Dhani 

0817000202103300 

12.126 

Saline 

Kajoi 

0816000202064400 

18.801 

Saline 




Kalau 

0815000501971300 

61.485 

Fresh 

Kanasar 

0816000202056900 

17.211 

Fresh 

Kanodiya Mahasingh 

0815000501974500 

7.570 

Fresh 

Kanodiya Purohitan 

0815000501973800 

35.333 

Fresh 

Karada 

0816000202064200 

6.428 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 



0816000202062900 

16.018 

0817000202103100 

20.126 

0816000202063200 

39.802 

0816000202063500 

6.792 

0816000202060700 

34.591 

0816000202060800 

5.160 

0816000202059700 

33.144 

0816000202061600 

4.238 

0816000202062800 

17.217 


0816000202066600 

25.111 

0815000501974400 

4.255 

0816000202062600 

47.147 



Saline 


44.096 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Loona Khurd 

0816000202058200 

50.722 

Fresh 

Madwa 

0816000202055200 

83.137 

Fresh 

Manasar 

0816000202064700 

28.327 

Saline 

Masooriya 

0816000202062400 

16.898 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



0816000202066100 

6.535 

0816000202063700 

8.075 


0816000202060500 

7.061 

0816000202063100 

21.598 

0816000202056000 

8.178 



0816000202065600 

4.166 

0816000202059900 

23.584 

0815000501972000 

10.004 

0816000202060300 

17.631 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Tertiary Sandstone 

10.244 

Non-command 

Vindhyan Sandstone 

11.852 

Non-command 

Vindhyan Sandstone 

25.482 

Non-command 

Rhyolite 

2.514 

Non-command 

Vindhyan Sandstone 

0.079 

Non-command 

Rhyolite 

27.546 

Non-command 

Jalore Granite 

2.173 

Non-command 

Rhyolite 

42.044 

Non-command 

Tertiary Sandstone 

0.045 

Non-command 

Jurassic Sandstone 

8.527 

Non-command 

Tertiary Sandstone 

10.274 

Non-command 

Vindhyan Sandstone 

61.485 

Non-command 

Rhyolite 

9.146 

Non-command 

Vindhyan Sandstone 

7.570 

Non-command 

Vindhyan Sandstone 

0.237 

Non-command 

Jurassic Sandstone 

3.286 

Non-command 

Older Alluvium 

3.142 

Non-command 

Jurassic Sandstone 

14.924 

Non-command 

Tertiary Sandstone 

13.387 

Non-command 

Jurassic Sandstone 

25.988 

Non-command 

Rhyolite 

6.792 

Non-command 

Rhyolite 

34.591 

Non-command 

Rhyolite 

5.160 

Non-command 

Jurassic Sandstone 

33.144 

Non-command 

Rhyolite 

4.238 

Non-command 

Jurassic Sandstone 

0.321 

Non-command 

Jurassic Sandstone 

16.192 

Non-command 

Older Alluvium 

3.586 

Non-command 

Vindhyan Sandstone 

4.255 

Non-command 

Jurassic Sandstone 

18.605 

Non-command 

Rhyolite 

1.161 

Non-command 

Jurassic Sandstone 

27.382 

Non-command 

Jalore Granite 

14.066 

Non-command 

Jurassic Sandstone 

16.662 

Non-command 

Rhyolite 

1.189 

Non-command 

Jalore Granite 

1.448 

Non-command 

Rhyolite 

2.006 

Non-command 

Tertiary Sandstone 

12.947 

Non-command 

Jurassic Sandstone 

16.713 

Non-command 

Rhyolite 

0.185 

Non-command 

Tertiary Sandstone 

6.535 

Non-command 

Rhyolite 

5.515 

Non-command 

Rhyolite 

2.561 

Non-command 

Rhyolite 

7.061 

Non-command 

Jurassic Sandstone 

15.850 

Non-command 

Rhyolite 

0.117 

Non-command 

Rhyolite 

8.061 

Non-command 

Jurassic Sandstone 

0.265 

Non-command 

Jurassic Sandstone 

0.000 

Non-command 

Older Alluvium 

4.166 

Non-command 

Jalore Granite 

2.596 

Non-command 

Vindhyan Sandstone 

10.004 

Non-command 

Rhyolite 

17.631 



with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

100,000 

80,000 

120 

250,000 

250,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

250,000 

250,000 

120 

250,000 

250,000 

120 

250,000 

250,000 

120 

120,000 

120,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

250,000 

250,000 

120 

100,000 

80,000 

120 

110,000 

90,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

120,000 

120,000 

120 

100,000 

80,000 

120 

250,000 

250,000 

120 

250,000 

250,000 

120 

250,000 

250,000 

120 

325,000 

325,000 

120 

250,000 

250,000 

120 

325,000 

325,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

325,000 

325,000 

120 

250,000 

250,000 

120 

100,000 

80,000 

120 

250,000 

250,000 

120 

325,000 

325,000 

120 

250,000 

250,000 

120 

250,000 

250,000 

120 

250,000 

250,000 

120 

100,000 

80,000 

120 

325,000 

325,000 

120 

250,000 

250,000 

120 

100,000 

80,000 

120 

250,000 

250,000 

120 

90,000 

70,000 

120 

250,000 

250,000 

120 

100,000 

80,000 

120 

250,000 

250,000 

120 

90,000 

70,000 

120 

120,000 

80,000 

120 

100,000 

30,000 

120 

100,000 

80,000 

120 

250,000 

250,000 

120 

100,000 

80,000 

120 

250,000 

250,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 



































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Nayabera 

0815000501976400 

11.044 

Fresh 

Netasar 

0816000202066500 

17.543 

Saline 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Paboosar 


Padampura 


Padrora 


Phusasar 


Prabhupura 


Prahaladnagar 


Prahladpura 


Prahladsar 


Pratappura 


Premsar 


Pugaliya 


Raipalon Ki Dhani 


Raisinghpura 


Rajgarh 


Rajmathai 


Rampuriya 


Ramsagar 


Ramsar 


Ratariya 


Rawatpura 


Rawatsar 


Roopsar 


Sabalpura 


Sadulpura 


Sagran 


Sakariya 


0815000501972100 

7.908 

Fresh 

0815000501975200 

13.819 

Saline 

0816000202065700 

11.005 

Saline 

0816000202055900 

17.513 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Panasar 

0816000202060400 

23.484 

Fresh 

Parasar 

0816000202064800 

16.319 

Saline 

Peerasar 

0816000202065300 

6.723 

Saline 


36.274 Saline Non-command 




0816000202056800 

4.862 

0816000202065800 

13.414 

0816000202065500 

9.958 

0817000102100100 

36.841 


0816000202057100 

4.085 

0816000202059600 

10.994 

0815000501975600 

17.876 

0815000501975800 

19.457 

0816000202055600 

35.833 


25.193 Saline Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 




0816000202056700 


0816000202058800 


13.047 Fresh Non-command 


30.450 Fresh Non-command 


Saline Non-command 



0816000202059400 


11.570 Fresh 


Saline 


0815000501974600 

9.528 

0815000501971400 

11.279 

0816000202061000 

51.970 



0816000202064600 

31.711 

0815000501975100 

14.828 

0816000202063400 

16.759 

0816000202058700 

5.808 



0815000501970800 

12.857 

0815000501972200 

39.413 

0816000202061100 

9.617 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Vindhyan Sandstone 

2.124 

Non-command 

Older Alluvium 

1.990 

Non-command 

Tertiary Sandstone 

3.414 

Non-command 

Vindhyan Sandstone 

7.908 

Non-command 

Older Alluvium 

0.140 

Non-command 

Older Alluvium 

10.992 

Non-command 

Rhyolite 

1.584 

Non-command 

Vindhyan Sandstone 

1.744 

Non-command 

Rhyolite 

8.749 

Non-command 

Vindhyan Sandstone 

5.436 

Non-command 

Rhyolite 

23.484 

Non-command 

Tertiary Sandstone 

16.319 

Non-command 

Older Alluvium 

5.520 

Non-command 

Tertiary Sandstone 

1.204 

Non-command 

Older Alluvium 

20.173 

Non-command 

Tertiary Sandstone 

16.100 

Non-command 

Older Alluvium 

21.505 

Non-command 

Rhyolite 

3.687 

Non-command 

Rhyolite 

4.862 

Non-command 

Older Alluvium 

4.570 

Non-command 

Older Alluvium 

9.958 

Non-command 

Jurassic Sandstone 

1.195 

Non-command 

Jurassic Sandstone 

0.000 

Non-command 

Rhyolite 

4.085 

Non-command 

Jurassic Sandstone 

10.994 

Non-command 

Vindhyan Sandstone 

0.000 

Non-command 

Vindhyan Sandstone 

14.149 

Non-command 

Rhyolite 

1.000 

Non-command 

Vindhyan Sandstone 

14.400 

Non-command 

Rhyolite 

0.847 

Non-command 

Vindhyan Sandstone 

1.321 

Non-command 

Rhyolite 

9.086 

Non-command 

Jurassic Sandstone 

15.360 

Non-command 

Jalore Granite 

3.686 

Non-command 

Jurassic Sandstone 

11.397 

Non-command 

Jurassic Sandstone 

29.609 

Non-command 

Rhyolite 

34.147 

Non-command 

Jurassic Sandstone 

9.251 

Non-command 

Jurassic Sandstone 

0.657 

Non-command 

Vindhyan Sandstone 

9.528 

Non-command 

Vindhyan Sandstone 

10.863 

Non-command 

Rhyolite 

16.432 

Non-command 

Rhyolite 

6.888 

Non-command 

Vindhyan Sandstone 

28.650 

Non-command 

Tertiary Sandstone 

18.291 

Non-command 

Older Alluvium 

14.805 

Non-command 

Jurassic Sandstone 

16.759 

Non-command 

Jurassic Sandstone 

2.041 

Non-command 

Jurassic Sandstone 

3.725 

Non-command 

Vindhyan Sandstone 

8.059 

Non-command 

Vindhyan Sandstone 

10.804 

Non-command 

Vindhyan Sandstone 

8.152 

Non-command 

Vindhyan Sandstone 

1.465 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

250,000 

250,000 

120 

250,000 

250,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

250,000 

250,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

250,000 

250,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

120,000 

80,000 

120 

100,000 

30,000 

120 

250,000 

250,000 

120 

325,000 

325,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

250,000 

250,000 

120 

250,000 

250,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

250,000 

250,000 

120 

325,000 

325,000 

120 

90,000 

50,000 

120 

100,000 

80,000 

120 

325,000 

325,000 

120 

250,000 

250,000 

120 

325,000 

325,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

250,000 

250,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

325,000 

325,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

250,000 

250,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 





























































































































































































































































































































































































































































































































































































































Micro-watershed 


11008048 



Sangram Singh Ki Dhani 


Santosh Nathpura 


Tanasar 


Teliwara 


Uchpadra 


Utwaliya 


Vishan Nagar 


Abhaygarh 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Census Code 

Area 


sq.km 

(3) 

(4) 

0816000202061800 

3.009 



0816000202059800 

17.168 

0815000501974700 

20.730 




Sanwalon Ki Dhani 

0815000501971000 

15.135 

Fresh 

Sardarsingh Ki Dhani 

0816000202057400 

10.619 

Fresh 

Shakti Fauzdasar 

0816000202060600 

8.382 

Fresh 

Shivpura 

0815000501971800 

20.015 

Fresh 

Shivsagar 

0815000501976000 

4.142 

Fresh 

Shyampura 

0816000202066400 

16.646 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Sohanpura 

0816000202065400 

32.928 

Saline 

Somesar 

0815000501975500 

16.513 

Fresh 

Swamiji Ki Dhani 

0816000202064300 

43.785 

Saline 


Non-command 


Non-command 


Non-command 



0816000202066000 

6.360 

0816000202056600 

11.131 

0816000202056100 

10.269 


0815000501971900 

13.712 

0815000501971200 

18.040 

0815000501979700 

13.059 



Ajeetgarh 

0815000501979200 

12.552 

Fresh 

Baori 

0815000501980800 

15.227 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bapunagar 

0815000501979900 

13.431 

Fresh 

Belwa Ranaji 

0815000501981500 

35.969 

Fresh 

Bhoongra 

0815000501985500 

29.911 

Fresh 

Biramdeogarh 

0815000501976700 

18.030 

Fresh 

Chaba 

0815000501986200 

103.409 

Saline 

Dalpatnagar 

0815000501987200 

10.840 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Deorajgarh 


0815000501980600 



Dheerpura 

0815000501981200 

25.293 

Fresh 

Dhokalsar 

0815000501980900 

10.762 

Fresh 


19.948 Fresh Non-command 


Saline Non-command 


16.364 Fresh Non-command 


Non-command 


Non-command 


Gajesinghnagar 

0815000501985700 

16.233 

Fresh 

Gajsinghpura 

0815000501986400 

20.023 

Saline 

Gara 

0815000501985200 

15.548 

Fresh 


Gogadeo Garh 


Gumansinghpura 


Hemawas 


Jawahar Nagar 


Non-command 


Non-command 


Non-command 



0815000501979100 

11.901 

0815000501986000 

20.400 


0815000501985900 

12.908 

0815000501985100 

17.935 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Rhyolite 

1.511 

Non-command 

Rhyolite 

1.498 

Non-command 

Jurassic Sandstone 

15.126 

Non-command 

Vindhyan Sandstone 

18.272 

Non-command 

Vindhyan Sandstone 

0.026 

Non-command 

Older Alluvium 

5.183 

Non-command 

Vindhyan Sandstone 

6.870 

Non-command 

Vindhyan Sandstone 

15.135 

Non-command 

Rhyolite 

9.162 

Non-command 

Rhyolite 

8.382 

Non-command 

Vindhyan Sandstone 

13.410 

Non-command 

Vindhyan Sandstone 

0.727 

Non-command 

Older Alluvium 

8.945 

Non-command 

Tertiary Sandstone 

7.701 

Non-command 

Older Alluvium 

32.904 

Non-command 

Vindhyan Sandstone 

0.558 

Non-command 

Jurassic Sandstone 

25.200 

Non-command 

Older Alluvium 

16.674 

Non-command 

Tertiary Sandstone 

1.911 

Non-command 

Older Alluvium 

5.899 

Non-command 

Rhyolite 

10.244 

Non-command 

Rhyolite 

7.095 

Non-command 

Rhyolite 

3.174 

Non-command 

Vindhyan Sandstone 

13.712 

Non-command 

Vindhyan Sandstone 

18.040 

Non-command 

Older Alluvium 

1.185 

Non-command 

Vindhyan Sandstone 

8.681 

Non-command 

Vindhyan Sandstone 

2.391 

Non-command 

Older Alluvium 

10.527 

Non-command 

Vindhyan Sandstone 

4.700 

Non-command 

Vindhyan Sandstone 

5.767 

Non-command 

Vindhyan Sandstone 

1.283 

Non-command 

Older Alluvium 

29.911 

Non-command 

Vindhyan Sandstone 

1.204 

Non-command 

Older Alluvium 

25.666 

Non-command 

Older Alluvium 

0.412 

Non-command 

Vindhyan Sandstone 

10.041 

Non-command 

Older Alluvium 

18.182 

Non-command 

Older Alluvium 

1.422 

Non-command 

Older Alluvium 

1.496 

Non-command 

Vindhyan Sandstone 

3.158 

Non-command 

Vindhyan Sandstone 

2.749 

Non-command 

Older Alluvium 

7.859 

Non-command 

Vindhyan Sandstone 

2.902 

Non-command 

Older Alluvium 

16.233 

Non-command 

Older Alluvium 

10.024 

Non-command 

Older Alluvium 

2.753 

Non-command 

Vindhyan Sandstone 

12.359 

Non-command 

Vindhyan Sandstone 

1.030 

Non-command 

Older Alluvium 

2.722 

Non-command 

Older Alluvium 

17.663 

Non-command 

Older Alluvium 

12.362 

Non-command 

Vindhyan Sandstone 

11.967 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

250,000 

250,000 

120 

90,000 

70,000 

120 

325,000 

325,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

250,000 

250,000 

120 

250,000 

250,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

250,000 

250,000 

120 

250,000 

250,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

110,000 

90,000 

120 

110,000 

100,000 

120 

110,000 

90,000 

120 

100,000 

80,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

110,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

100,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

110,000 

90,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 































































































































































































































































































































































































































































































































































































































































Micro-watershed 




Ketoo Hema 


Ketoo Kalan 


Ketoo Manawata 


Ketoo Manda 


Khanori 


Khirjan Asha 


Khirjan Khas 


Lumbansar 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Census Code 

Area 


sq.km 

(3) 

(4) 

0815000501980100 

8.742 



0815000501981300 

8.778 

0815000501981400 

16.501 

0815000501979000 

29.549 

0815000501981100 

23.387 

0815000501979500 

5.813 


0815000501987300 

12.566 

0815000501985000 

11.903 

0815000501980400 

29.557 



Narsinghpura 

0815000501980200 

18.483 

Saline 

Nathasar 

0815000501987800 

4.915 

Fresh 

Padamgarh 

0815000501980000 

17.455 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


11008049 


Premnagar 

0815000501986500 

11.673 

Saline 

Premsagar 

0815000501985600 

15.228 

Fresh 

Raisar 

0815000501985300 

26.810 

Fresh 


Ramgarh 


Ramnagar 


Ranjeet Nagar 


Ratangarh 


Setrawa 


Shekhala 


Shergarh 


Shri Mohangarh 


Solkiya Tala 


Surya Udainagar 


Suwaliya 


Veeramgarh 


Non-command 


Non-command 


Non-command 



0815000501986800 

10.678 

0815000501986900 

9.557 


0815000501985800 



0815000501979600 


0815000501980500 


Saline 


3.837 Fresh 


Saline 


4.496 Fresh 


Saline 


8.162 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


0815000501979800 

25.034 

0815000501981000 

24.219 

0815000501988000 

40.905 



0815000501986700 

12.964 

0815000501980700 

27.189 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


27.151 Non-command 





23.287 Fresh 


Saline 


Fresh 


Amargarh 

0821000302514200 

9.013 

Fresh 

Amargarh Chang 

0820000202408700 

1.861 

Saline 

Amarpura 

0820000202408100 

6.298 

Saline 

Andhi Deori 

0821000502538400 

3.974 

Fresh 

Araji Guwardi 

0821000502535600 

4.644 

Fresh 

Asan Tiloriya 

0820000202403700 

6.334 

Fresh 

Asarlai 

0820000102398800 

38.281 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Ateetmand 


0821000402522500 


4.253 Fresh 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.898 

Non-command 

Older Alluvium 

0.071 

Non-command 

Vindhyan Sandstone 

2.888 

Non-command 

Vindhyan Sandstone 

10.420 

Non-command 

Vindhyan Sandstone 

1.001 

Non-command 

Vindhyan Sandstone 

10.673 

Non-command 

Older Alluvium 

5.701 

Non-command 

Vindhyan Sandstone 

0.112 

Non-command 

Vindhyan Sandstone 

0.347 

Non-command 

Vindhyan Sandstone 

5.323 

Non-command 

Older Alluvium 

0.306 

Non-command 

Older Alluvium 

17.584 

Non-command 

Older Alluvium 

12.933 

Non-command 

Vindhyan Sandstone 

2.932 

Non-command 

Older Alluvium 

1.355 

Non-command 

Older Alluvium 

0.637 

Non-command 

Older Alluvium 

3.964 

Non-command 

Vindhyan Sandstone 

2.489 

Non-command 

Older Alluvium 

4.299 

Non-command 

Older Alluvium 

15.228 

Non-command 

Older Alluvium 

25.519 

Non-command 

Vindhyan Sandstone 

1.292 

Non-command 

Older Alluvium 

6.576 

Non-command 

Older Alluvium 

6.620 

Non-command 

Older Alluvium 

0.219 

Non-command 

Older Alluvium 

3.754 

Non-command 

Older Alluvium 

0.083 

Non-command 

Older Alluvium 

0.141 

Non-command 

Older Alluvium 

4.354 

Non-command 

Older Alluvium 

6.998 

Non-command 

Vindhyan Sandstone 

1.164 

Non-command 

Vindhyan Sandstone 

0.403 

Non-command 

Vindhyan Sandstone 

20.650 

Non-command 

Older Alluvium 

5.596 

Non-command 

Older Alluvium 

0.142 

Non-command 

Older Alluvium 

5.981 

Non-command 

Older Alluvium 

25.477 

Non-command 

Vindhyan Sandstone 

1.713 

Non-command 

Older Alluvium 

7.984 

Non-command 

Vindhyan Sandstone 

19.166 

Non-command 

Older Alluvium 

11.903 

Non-command 

Older Alluvium 

11.111 

Non-command 

Older Alluvium 

0.020 

Non-command 

Vindhyan Sandstone 

3.648 

Non-command 

Phyllite & Schist 

0.239 

Non-command 

Gneisses 

1.861 

Non-command 

Gneisses 

5.275 

Non-command 

Phyllite & Schist 

3.974 

Non-command 

Phyllite & Schist 

4.381 

Non-command 

Gneisses 

0.044 

Non-command 

Older Alluvium 

32.001 

Non-command 

Younger Alluvium 

6.280 

Non-command 

Gneisses(B.G.C.) 

2.630 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

110,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

80,000 

120 

250,000 

220,000 

120 

300,000 

200,000 

120 

60,000 

40,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 


(14) (15) 


0.066 


0.528 0.086 


0.119 0.032 


0.096 0.010 



0.022 0.014 
































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Babra 

0820000202409600 

10.757 

Saline 

Badiya Ajba 

0821000402524000 

0.864 

Fresh 

Badiya Gena 

0821000402524100 

1.169 

Fresh 

Badiya Jagga 

0821000402518800 

0.708 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Badiya Shyama 

0821000402518500 

2.171 

Saline 

Bahja Kuri 

0820000102391300 

24.244 

Fresh 


Non-command 


Non-command 


Bakhtawarpura 

0821000302511400 

5.931 

Saline 

Balai Khera 

0821000402525800 

4.169 

Fresh 

Balar (Rural) 

0821000402521500 

5.945 

Fresh 

Balara 

0820000102395300 

36.678 

Fresh 

Balupura 

0820000102396600 

9.480 

Fresh 

Banewari 

0821000402518600 

1.909 

Saline 

Bar 

0820000202404100 

14.784 

Fresh 

Baripol 

0820000202408400 

6.179 

Saline 

Bariya Bhau(Pakhariyawas) 

0821000402516600 

0.900 

Fresh 

Bassi@Chainpura 

0820000102397700 

7.332 

Fresh 

Bayla 

0821000402522100 

2.206 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Beawar (M Cl) 


0821000442105000 


Beerbasni 


Beesawas Kalan 


Bhagwanpura (Naya Nagar) 


Bhainsapa 


Bhanwariya 


Bharkala 


Bhawani Khera(Beawar Khas) 


Bhawani Khera(Kaliyawas) 


Bhawanipura 


Bheevgarh 


Bhil Deva 


Bhojpura 


Bichchhu Chaura 


Birampuri 


Birantiya Kalan 


18.578 Fresh Non-command 


Saline Non-command 



0820000202404600 

1.740 

0820000202404700 

3.614 

0821000402515000 

0.750 

0821000402523400 

0.472 

0820000202409200 

15.350 

0821000502538700 

4.331 

0821000402515800 

0.505 


0821000402522000 

0.309 

0821000502534600 

2.872 

0820000102398400 

7.851 



0820000102398300 

6.226 

0821000402519300 

1.172 

0821000402519800 

2.303 


0820000102399100 


0820000202404500 


Saline 


4.532 Fresh 


11.427 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

1.572 

Non-command 

Gneisses 

10.757 

Non-command 

Gneisses 

0.031 

Non-command 

Gneisses 

0.340 

Non-command 

Gneisses 

0.015 

Non-command 

Phyllite & Schist 

0.194 

Non-command 

Gneisses 

0.365 

Non-command 

Phyllite & Schist 

0.134 

Non-command 

Gneisses 

2.171 

Non-command 

Older Alluvium 

7.864 

Non-command 

Younger Alluvium 

4.340 

Non-command 

Phyllite & Schist 

0.953 

Non-command 

Gneisses(B.G.C.) 

0.030 

Non-command 

Phyllite & Schist 

5.942 

Non-command 

Older Alluvium 

36.620 

Non-command 

Older Alluvium 

0.873 

Non-command 

Gneisses 

1.909 

Non-command 

Gneisses 

0.530 

Non-command 

Gneisses 

6.179 

Non-command 

Phyllite & Schist 

0.895 

Non-command 

Gneisses 

6.838 

Non-command 

Gneisses(B.G.C.) 

0.606 

Non-command 

Phyllite & Schist 

1.600 

Non-command 

Phyllite & Schist 

10.713 

Non-command 

Gneisses 

0.822 

Non-command 

Phyllite & Schist 

7.043 

Non-command 

Gneisses 

7.868 

Non-command 

Phyllite & Schist 

0.840 

Non-command 

Bilara Limestone 

0.047 

Non-command 

Older Alluvium 

2.390 

Non-command 

Younger Alluvium 

0.246 

Non-command 

Older Alluvium 

0.014 

Non-command 

Older Alluvium 

3.200 

Non-command 

Gneisses 

0.750 

Non-command 

Gneisses 

0.024 

Non-command 

Gneisses 

14.906 

Non-command 

Phyllite & Schist 

4.331 

Non-command 

Phyllite & Schist 

0.448 

Non-command 

Phyllite & Schist 

0.057 

Non-command 

Phyllite & Schist 

0.309 

Non-command 

Phyllite & Schist 

2.872 

Non-command 

Gneisses 

0.086 

Non-command 

Older Alluvium 

0.015 

Non-command 

Gneisses 

7.576 

Non-command 

Older Alluvium 

0.034 

Non-command 

Gneisses 

4.318 

Non-command 

Phyllite & Schist 

1.172 

Non-command 

Gneisses 

0.990 

Non-command 

Gneisses 

0.306 

Non-command 

Older Alluvium 

0.787 

Non-command 

Younger Alluvium 

3.745 

Non-command 

Gneisses 

4.056 

Non-command 

Older Alluvium 

0.370 


with 

Pumpset 


(9) (10) 


28 


1 149 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

250,000 

220,000 

120 

300,000 

200,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

250,000 

220,000 

120 

250,000 

220,000 

120 

50,000 

30,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

350,000 

300,000 

120 

250,000 

220,000 

120 

300,000 

200,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

100,000 

80,000 

120 

250,000 

220,000 

120 

70,000 

50,000 

120 

150,000 

100,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

250,000 

220,000 

120 

300,000 

200,000 

120 

110,000 

80,000 

120 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.168 


0.894 




0.654 

0.654 

1.214 

1.274 

0.026 

0.086 

0.047 

0.047 

0.077 

0.077 

0.144 

0.144 

0.048 

0.048 

0.144 

0.144 

0.058 

0.058 

0.198 

0.198 



0.061 

0.061 

0.006 

0.006 

0.084 

0.084 

0.076 

0.076 

0.024 

0.049 

0.005 

0.005 

0.078 

0.078 

0.140 

0.140 



0.067 

0.067 

0.072 

0.072 

0.060 

0.060 

0.011 

0.011 

0.079 

0.079 

0.312 

0.348 

0.144 

0.144 

0.010 

0.010 












































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Ganeshpura (Nayanagar) Rural 


Garhi Thoriyan (Rural) 


Ghorawar 


Gigalpura 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Census Code 

Area 


sq.km 

(3) 

(4) 

0820000202406800 

33.629 



0820000102392300 

3.615 

0820000202405500 

29.457 




Borwa 

0825000102956100 

5.128 

Fresh 

Chainpura 

0820000202406100 

4.374 

Saline 

Chak Jaitaran 

0820000102391500 

2.979 

Fresh 

Chang 

0820000202408500 

6.255 

Saline 

Chanwadiya Kalan 

0820000202405400 

4.452 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Chaura Nimri 

0821000402514400 

2.147 

Saline 

Chitar 

0820000202406500 

11.516 

Saline 

Dagla 

0820000102399300 

12.564 

Fresh 


Non-command 


Non-command 


Non-command 



Daulatpura Balaiyan 

0821000402517500 

0.552 

Fresh 

Dayalpura 

0820000102396700 

12.013 

Fresh 

Delwara (Rural) 

0821000402517300 

5.942 

Fresh 

Deogarh(Kharba) 

0821000502534500 

15.190 

Fresh 

Deoli Khurd 

0820000202406300 

3.705 

Saline 

Deopura (Roop Nagar) 

0821000402515100 

1.313 

Saline 

Deoriya Raiputan 

0820000102397900 

1.052 

Fresh 

Dhaneriya 

0820000102396900 

20.807 

Fresh 

Dholiya 

0820000202407300 

6.624 

Fresh 

Dhoolkot 

0820000202404900 

2.929 

Fresh 

Dhuwariya 

0821000302512200 

9.341 

Saline 

Doongar Khera 

0821000402518000 

1.957 

Saline 

Durgawas 

0821000402519900 

2.218 

Fresh 

Fatehgarh Salla 

0821000402514600 

0.946 

Saline 

Fatehpur 1 

0821000402516100 

2.059 

Fresh 

Fatehpuriya-li(Rural) 

0821000402518900 

0.879 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0821000402519100 



0821000402517000 

4.938 

0820000102391400 

18.042 

0821000302512500 

10.382 




Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


0821000302512600 


27.029 Fresh 


Saline 


6.107 Fresh 


22.819 Fresh 


Saline 



Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses 

26.307 

Non-command 

Gneisses 

6.878 

Non-command 

Younger Alluvium 

1.142 

Non-command 

Older Alluvium 

6.201 

Non-command 

Gneisses 

15.578 

Non-command 

Older Alluvium 

6.545 

Non-command 

Gneisses(B.G.C.) 

1.740 

Non-command 

Gneisses 

4.374 

Non-command 

Older Alluvium 

2.745 

Non-command 

Gneisses 

5.138 

Non-command 

Gneisses 

0.514 

Non-command 

Older Alluvium 

2.127 

Non-command 

Gneisses 

1.772 

Non-command 

Older Alluvium 

0.039 

Non-command 

Gneisses 

2.147 

Non-command 

Gneisses 

11.420 

Non-command 

Older Alluvium 

11.655 

Non-command 

Younger Alluvium 

0.902 

Non-command 

Gneisses 

2.713 

Non-command 

Phyllite & Schist 

0.062 

Non-command 

Gneisses 

1.305 

Non-command 

Phyllite & Schist 

1.397 

Non-command 

Phyllite & Schist 

0.552 

Non-command 

Gneisses 

0.350 

Non-command 

Phyllite & Schist 

5.942 

Non-command 

Phyllite & Schist 

15.190 

Non-command 

Gneisses 

3.705 

Non-command 

Gneisses 

1.311 

Non-command 

Gneisses 

1.052 

Non-command 

Gneisses 

0.020 

Non-command 

Gneisses 

1.199 

Non-command 

Gneisses 

2.929 

Non-command 

Phyllite & Schist 

6.656 

Non-command 

Gneisses 

1.957 

Non-command 

Gneisses 

0.007 

Non-command 

Gneisses 

0.946 

Non-command 

Phyllite & Schist 

2.059 

Non-command 

Gneisses 

0.740 

Non-command 

Phyllite & Schist 

0.138 

Non-command 

Phyllite & Schist 

0.911 

Non-command 

Phyllite & Schist 

0.151 

Non-command 

Phyllite & Schist 

4.938 

Non-command 

Older Alluvium 

8.559 

Non-command 

Phyllite & Schist 

2.491 

Non-command 

Gneisses 

0.123 

Non-command 

Phyllite & Schist 

7.768 

Non-command 

Gneisses 

5.736 

Non-command 

Older Alluvium 

0.212 

Non-command 

Gneisses 

21.081 

Non-command 

Gneisses(B.G.C.) 

0.042 

Non-command 

Phyllite & Schist 

2.070 

Non-command 

Phyllite & Schist 

0.836 

Non-command 

Phyllite & Schist 

13.151 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

300,000 

200,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

250,000 

220,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

250,000 

220,000 

120 

300,000 

200,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

40,000 

20,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

250,000 

220,000 

120 

110,000 

90,000 

120 

40,000 

20,000 

120 

60,000 

40,000 

120 

110,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

60,000 

40,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.701 

0.701 

0.114 

0.114 

0.024 

0.096 

0.115 

0.115 

0.180 

0.188 

0.078 

0.078 

0.050 

0.050 

0.144 

0.144 

0.026 

0.026 

1.002 

1.002 

- 

- 

0.019 

0.019 

0.012 

0.012 

- 

- 

0.050 

0.050 

1.236 

1.236 

0.290 

0.290 

0.024 

0.024 

0.084 

0.084 


0.012 

0.012 

0.024 

0.024 

0.078 

0.078 


0.192 

0.192 

0.140 

0.140 

0.066 

0.074 



0.201 

0.201 

0.269 

0.269 

0.053 

0.053 

0.014 

0.014 


0.130 

0.142 

0.054 

0.054 

0.166 

0.166 

0.038 

0.038 

0.198 

0.198 

0.029 

0.029 

0.126 

0.126 

0.106 

0.106 

0.043 

0.043 

- 

- 

0.062 

0.062 

0.125 

0.125 

- 

- 

0.288 

0.288 

0.005 

0.005 

0.210 

0.210 

0.032 

0.032 

0.211 

0.211 





















































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Harrajpura 


Harrajpura(Naya Nagar) 


Hinganiya 


Jagmal Pura 


Jaitaran (M) 


Jaitpura 


Jethana 


Jetpura 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


0821000502535100 


0820000202409400 


0821000402515300 


0821000402519000 



(5) 


Fresh 


Saline 


Saline 


Fresh 


Saline 


20.949 Fresh 


Gyas 

0820000102395500 

8.541 

Fresh 

Hajiwas 

0820000202404800 

10.799 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0821000502536100 

10.792 

0821000402514900 

1.201 

0820000102391600 

2.713 

0820000202408600 

1.924 

0820000142001000 

32.279 

0820000202407000 

7.084 



0821000302513000 


0821000402522400 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Saline Non-command 


9.093 Fresh Non-command 


Saline Non-command 


47.028 Fresh Non-command 


1.721 Fresh Non-command 


Jhala Ki Chauki 

0820000202407100 

9.868 

Fresh 

Jhalamand 

0820000202409500 

7.403 

Saline 

Jhank 

0821000502539000 

21.465 

Fresh 


Johar Khera 


Kaisarpura 


Non-command 


Non-command 


Non-command 



0821000402514800 

2.227 

0821000302511500 

7.287 


Fresh Non-command 


Saline Non-command 


Saline Non-command 


Fresh Non-command 


Kaliyawas 

0821000402521900 

0.814 

Fresh 

Kana Khera 

0821000502535300 

10.286 

Fresh 

Kanecha Udawatan 

0820000202406400 

2.785 

Saline 

Kanpura 

0820000202406600 

5.326 

Saline 

Karnos 

0821000302511900 

6.092 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Kashipura 

0821000502536300 

4.269 

Fresh 

Kaya Bheela 

0820000202404000 

1.813 

Fresh 

Kesarpura 

0820000202406900 

4.144 

Saline 

Kesarpura (Kana Khera) 

0821000502535200 

4.244 

Fresh 

Kesharpura (Parsa) 

0821000402521000 

1.488 

Fresh 

Kharwa 

0821000502534900 

6.109 

Fresh 

Kheempura 

0821000502538100 

7.794 

Fresh 

Khejarla 

0821000402519400 

0.928 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Khera Deogarh 


0820000102394700 


8.148 Fresh 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

7.494 

Non-command 

Gneisses 

9.786 

Non-command 

Gneisses 

1.416 

Non-command 

Phyllite & Schist 

0.142 

Non-command 

Phyllite & Schist 

0.791 

Non-command 

Gneisses 

9.569 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Older Alluvium 

3.491 

Non-command 

Gneisses 

1.879 

Non-command 

Older Alluvium 

8.920 

Non-command 

Phyllite & Schist 

0.111 

Non-command 

Gneisses 

1.201 

Non-command 

Older Alluvium 

2.713 

Non-command 

Gneisses 

1.924 

Non-command 

Older Alluvium 

1.665 

Non-command 

Gneisses 

3.399 

Non-command 

Gneisses 

3.645 

Non-command 

Gneisses 

1.102 

Non-command 

Phyllite & Schist 

0.534 

Non-command 

Gneisses 

0.254 

Non-command 

Gneisses 

0.374 

Non-command 

Phyllite & Schist 

0.790 

Non-command 

Phyllite & Schist 

4.614 

Non-command 

Phyllite & Schist 

1.209 

Non-command 

Gneisses(B.G.C.) 

0.140 

Non-command 

Phyllite & Schist 

1.582 

Non-command 

Gneisses 

1.601 

Non-command 

Gneisses 

7.403 

Non-command 

Gneisses(B.G.C.) 

2.676 

Non-command 

Phyllite & Schist 

4.202 

Non-command 

Gneisses 

0.022 

Non-command 

Gneisses 

4.258 

Non-command 

Gneisses 

2.227 

Non-command 

Gneisses 

0.000 

Non-command 

Phyllite & Schist 

0.330 

Non-command 

Phyllite & Schist 

0.814 

Non-command 

Phyllite & Schist 

9.837 

Non-command 

Gneisses 

2.785 

Non-command 

Gneisses 

5.324 

Non-command 

Gneisses 

0.993 

Non-command 

Phyllite & Schist 

5.098 

Non-command 

Older Alluvium 

0.146 

Non-command 

Younger Alluvium 

1.193 

Non-command 

Phyllite & Schist 

4.251 

Non-command 

Gneisses 

0.013 

Non-command 

Gneisses 

4.144 

Non-command 

Phyllite & Schist 

4.110 

Non-command 

Phyllite & Schist 

1.488 

Non-command 

Phyllite & Schist 

6.109 

Non-command 

Phyllite & Schist 

0.886 

Non-command 

Gneisses 

0.047 

Non-command 

Phyllite & Schist 

0.778 

Non-command 

Older Alluvium 

0.000 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

250,000 

220,000 

120 

110,000 

80,000 

120 

100,000 

80,000 

120 

110,000 

90,000 

120 

50,000 

30,000 

120 

250,000 

220,000 

120 

70,000 

50,000 

120 

250,000 

220,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

110,000 

90,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

40,000 

20,000 

120 

60,000 

40,000 

120 

250,000 

220,000 

120 

300,000 

200,000 

120 

110,000 

90,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

250,000 

220,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.108 

0.108 

0.102 

0.102 

0.061 

0.085 

0.006 

0.006 

0.038 

0.038 

0.125 

0.125 

- 

- 

0.264 

0.264 

0.048 

0.048 

0.240 

0.240 



0.144 

0.144 

0.079 

0.109 

0.038 

0.038 

0.030 

0.030 

0.120 

0.120 

0.060 

0.060 

0.018 

0.018 

0.008 

0.008 

0.022 

0.022 

0.048 

0.048 

0.065 

0.065 

0.005 

0.005 

0.042 

0.042 

0.019 

0.019 

0.060 

0.060 

0.202 

0.202 

0.356 

0.356 


0.120 

0.120 

0.086 

0.092 


0.022 

0.022 

0.048 

0.048 

0.259 

0.259 

0.042 

0.042 

0.168 

0.168 

0.017 

0.017 

0.158 

0.158 



0.168 

0.168 

0.086 

0.086 

0.030 

0.030 

0.842 

0.842 

0.022 

0.022 




























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


(2) 

(3) 

(4) 

(5) 

Khera Maharajpura 

0820000102398900 

7.989 

Fresh 


Khera Nainpura 


Khera Ramgarh 


Khera Sagrotan 


Kheta Khera 


Khinawari 


Khirani Khera 


Kirap 


Kolpura 


Kotri 


Kurantiya 


Kushalpura (Malpura) 


Lakheena 


Lakhina Panabaori 


Lalpura 


Lamana 


Lasadiya 


Lasani -1 


Lasni 


Type of Area (Command / N< 
command) 




0820000102398000 

1.764 

0820000102394600 

4.640 

0820000202407800 

2.574 



0821000502535400 


0820000102395000 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Saline Non-command 


1.681 Fresh Non-command 



Non-command 



0821000402516500 

1.047 

0821000502536500 

22.059 

0820000202409800 

3.685 

0820000202407700 

3.008 

0820000202407400 

1.698 


0821000402521400 

1.615 

0821000402516300 

1.766 

0820000202409000 

2.244 

0820000202408000 

7.865 

0821000302514000 

9.256 

0821000402516900 

4.453 

0821000402516800 

2.335 

0820000102395200 

12.535 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


3.186 Fresh Non-command 



Leeri 

0821000302514300 

31.080 

Fresh 

Loolwa 

0821000502538800 

16.481 

Fresh 

Lototi 

0820000102390800 

19.090 

Fresh 


Madhogarh 

0821000502534700 

2.184 

Fresh 

Makreda 

0821000402517700 

1.046 

Saline 

Malipura 

0821000402519500 

1.271 

Fresh 

Malpura (Kaliyawas) 

0821000402521300 

2.150 

Fresh 

Malpuriya 

0820000102391200 

11.921 

Fresh 


Mandawas 

0821000402517200 

1.913 

Fresh 

Mandera 

0821000402522300 

0.977 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Manpura 


Mediya (Naya Nagar) 


Mesiya 


Mohra 


Mohrai 


0820000202407900 


0820000202410400 


0820000102399200 


7.057 Fresh Non-command 


Saline Non-command 


3.908 Saline Non-command 




7.155 Fresh Non-command 


Saline Non-command 


5.341 Saline Non-command 


11.963 Fresh Non-command 


Moondoti 


0821000502538600 


4.120 Fresh Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.056 

Non-command 

Younger Alluvium 

7.235 

Non-command 

Gneisses 

1.764 

Non-command 

Younger Alluvium 

0.001 

Non-command 

Gneisses 

2.436 

Non-command 

Gneisses 

0.114 

Non-command 

Gneisses 

2.961 

Non-command 

Older Alluvium 

1.960 

Non-command 

Gneisses 

0.398 

Non-command 

Phyllite & Schist 

1.073 

Non-command 

Older Alluvium 

0.061 

Non-command 

Younger Alluvium 

0.133 

Non-command 

Phyllite & Schist 

1.047 

Non-command 

Phyllite & Schist 

0.639 

Non-command 

Gneisses 

3.685 

Non-command 

Gneisses 

2.427 

Non-command 

Gneisses 

0.674 

Non-command 

Gneisses 

0.941 

Non-command 

Phyllite & Schist 

1.615 

Non-command 

Phyllite & Schist 

1.766 

Non-command 

Gneisses 

2.244 

Non-command 

Gneisses 

5.334 

Non-command 

Phyllite & Schist 

0.224 

Non-command 

Phyllite & Schist 

4.453 

Non-command 

Phyllite & Schist 

2.335 

Non-command 

Older Alluvium 

5.342 

Non-command 

Younger Alluvium 

7.193 

Non-command 

Gneisses 

2.691 

Non-command 

Older Alluvium 

0.495 

Non-command 

Phyllite & Schist 

0.998 

Non-command 

Phyllite & Schist 

0.622 

Non-command 

Bilara Limestone 

0.020 

Non-command 

Older Alluvium 

1.390 

Non-command 

Phyllite & Schist 

2.184 

Non-command 

Phyllite & Schist 

1.046 

Non-command 

Gneisses 

0.730 

Non-command 

Phyllite & Schist 

2.150 

Non-command 

Older Alluvium 

0.054 

Non-command 

Younger Alluvium 

2.199 

Non-command 

Phyllite & Schist 

1.913 

Non-command 

Gneisses(B.G.C.) 

0.383 

Non-command 

Phyllite & Schist 

0.594 

Non-command 

Gneisses 

0.542 

Non-command 

Gneisses 

5.711 

Non-command 

Gneisses 

0.480 

Non-command 

Phyllite & Schist 

3.403 

Non-command 

Gneisses 

1.137 

Non-command 

Older Alluvium 

5.973 

Non-command 

Gneisses 

0.044 

Non-command 

Gneisses 

5.341 

Non-command 

Older Alluvium 

9.961 

Non-command 

Younger Alluvium 

2.000 

Non-command 

Phyllite & Schist 

4.120 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

250,000 

220,000 

120 

300,000 

200,000 

120 

100,000 

80,000 

120 

300,000 

200,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

250,000 

220,000 

120 

300,000 

200,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

250,000 

220,000 

120 

300,000 

200,000 

120 

110,000 

80,000 

120 

100,000 

80,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

350,000 

300,000 

120 

250,000 

220,000 

120 

110,000 

90,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

250,000 

220,000 

120 

300,000 

200,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

110,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

250,000 

220,000 

120 

300,000 

200,000 

120 

110,000 

90,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.336 

0.336 

0.010 

0.010 



0.086 

0.099 

0.058 

0.058 

0.006 

0.006 

0.065 

0.065 

0.026 

0.026 

0.024 

0.024 

0.066 

0.066 

0.032 

0.032 

0.066 

0.066 

0.019 

0.019 

0.029 

0.029 

0.024 

0.024 

0.078 

0.078 

0.078 

0.078 

0.066 

0.066 

0.042 

0.042 

0.022 

0.022 

0.288 

0.288 

0.102 

0.102 

0.264 

0.264 

0.312 

0.312 

0.038 

0.038 

0.010 

0.010 

0.086 

0.086 

0.032 

0.032 



0.120 

0.120 

0.792 

0.792 

0.144 

0.144 

0.065 

0.065 



































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Moyana 


Mundawa 


Nahargarh 


Naharpura 


Nanana 


Narbad Khera 


Nayasar 


Neemgarh 


Nimbera Khurd 


Noondri Maldeo (Rural) 


Noondri Medratan 


Pakhariyawas 


Paliyawas 


Peelpaya 


Peepaliya Khurd 


Pratapgarh 


Prithviraj Khera 


Rabariyas 


Rahman Khera 


Rajendra 


Rajor 


Ramawas 


Ramgarh 


Ramgarh Chang 


Ramgarh Jhoontha 


Ramgarh Sedontan 


Rampura 


Rampura (Gunda Ka Bala) 


Rampura Gaina 


Rampura Mewatiyan (Rural) 


Ramsar Balaiyan 


Ramsar Mohalla 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Census Code 

Area 


sq.km 

(3) 

(4) 

0821000502537100 

6.201 

0820000102391700 

7.436 

0820000202410600 

8.561 

0820000202405700 

5.568 

0820000202409900 

12.422 

0820000202405900 

9.270 

0821000402520800 

3.496 

0821000402515500 

0.896 

0821000502535500 

2.593 

0820000102398700 

10.314 

0821000402521100 

2.497 

0821000402518100 

4.169 



0821000402516700 

2.200 

0820000102398100 

13.547 



0820000202409300 

13.928 

0820000102392000 

6.573 



0820000202410500 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


10.991 Saline Non-command 




Peeplai 

0821000502534400 

7.036 

Fresh 

Phoolmal 

0820000102395100 

12.459 

Fresh 


8.949 Fresh Non-command 


Non-command 


Non-command 



0820000202410000 

9.281 

0821000302512800 

4.399 


0820000102395400 

27.891 

0821000402515400 

2.269 

0821000402523500 

0.308 

0825000102956200 

6.968 

0820000202405600 

5.166 

0821000402519700 

2.969 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


5.940 Fresh 


0820000202409700 

9.495 

0820000202408800 

3.233 

0821000402521800 

0.849 

0820000202407600 

5.208 

0821000502534800 

15.044 

0821000402521200 

1.859 

0821000502538300 

1.634 

0821000402517600 

0.534 



0821000402518400 

2.030 

0821000402522200 

0.401 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

0.567 

Non-command 

Older Alluvium 

7.436 

Non-command 

Phyllite & Schist 

4.495 

Non-command 

Gneisses 

5.568 

Non-command 

Gneisses 

11.658 

Non-command 

Gneisses 

9.270 

Non-command 

Phyllite & Schist 

1.789 

Non-command 

Gneisses 

0.896 

Non-command 

Phyllite & Schist 

2.544 

Non-command 

Older Alluvium 

10.314 

Non-command 

Phyllite & Schist 

2.497 

Non-command 

Gneisses 

3.175 

Non-command 

Phyllite & Schist 

0.994 

Non-command 

Phyllite & Schist 

2.164 

Non-command 

Gneisses 

8.354 

Non-command 

Gneisses 

5.193 

Non-command 

Gneisses 

13.928 

Non-command 

Older Alluvium 

1.392 

Non-command 

Younger Alluvium 

1.138 

Non-command 

Gneisses 

4.475 

Non-command 

Phyllite & Schist 

6.516 

Non-command 

Older Alluvium 

6.185 

Non-command 

Younger Alluvium 

2.764 

Non-command 

Phyllite & Schist 

7.036 

Non-command 

Older Alluvium 

3.230 

Non-command 

Younger Alluvium 

7.209 

Non-command 

Gneisses 

1.375 

Non-command 

Phyllite & Schist 

0.196 

Non-command 

Gneisses 

9.044 

Non-command 

Phyllite & Schist 

3.329 

Non-command 

Phyllite & Schist 

1.070 

Non-command 

Older Alluvium 

9.867 

Non-command 

Gneisses 

2.269 

Non-command 

Gneisses 

0.168 

Non-command 

Gneisses(B.G.C.) 

1.123 

Non-command 

Gneisses 

5.166 

Non-command 

Gneisses 

0.152 

Non-command 

Gneisses 

2.816 

Non-command 

Older Alluvium 

0.981 

Non-command 

Younger Alluvium 

0.640 

Non-command 

Older Alluvium 

0.010 

Non-command 

Younger Alluvium 

1.580 

Non-command 

Gneisses 

9.495 

Non-command 

Gneisses 

3.190 

Non-command 

Phyllite & Schist 

0.849 

Non-command 

Gneisses 

3.867 

Non-command 

Phyllite & Schist 

13.438 

Non-command 

Phyllite & Schist 

1.855 

Non-command 

Phyllite & Schist 

1.357 

Non-command 

Phyllite & Schist 

0.322 

Non-command 

Phyllite & Schist 

0.212 

Non-command 

Gneisses 

2.030 

Non-command 

Gneisses(B.G.C.) 

0.401 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

110,000 

90,000 

120 

250,000 

220,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

110,000 

90,000 

120 

250,000 

220,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

250,000 

220,000 

120 

300,000 

200,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

250,000 

220,000 

120 

300,000 

200,000 

120 

110,000 

90,000 

120 

250,000 

220,000 

120 

300,000 

200,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

60,000 

40,000 

120 

250,000 

220,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

250,000 

220,000 

120 

300,000 

200,000 

120 

250,000 

220,000 

120 

300,000 

200,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

60,000 

40,000 



MCM 

MCM 

(15) 

(16) 

~ 

- ! 

0.264 

0.264 

0.053 

0.053 

0.102 

0.102 

0.276 

0.276 

0.372 

0.372 

0.066 

0.074 

0.022 

0.022 

0.076 

0.076 

0.475 

0.505 

0.126 

0.126 

0.212 

0.242 

0.086 

0.100 

0.180 

0.180 

0.163 

0.163 

0.060 

0.060 

0.120 

0.120 


0.054 

0.054 

0.162 

0.162 

0.036 

0.036 

0.662 

0.662 

0.097 

0.097 

0.192 

0.192 

0.119 

0.119 

0.288 

0.305 

0.149 

0.163 

0.047 

0.047 

0.067 

0.067 







































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

RaniSagar 

0821000502535000 

2.337 

Fresh 

Ras 

0820000102398200 

72.287 

Fresh 


Ratangarh 


Ratanpura Jhoontha 


Ratanpura Sardara 


Ratdiya 


Rawaniya 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 



0821000302511800 


Saline 


7.519 Fresh 


Saline 


Non-command 


Non-command 


Non-command 



0821000502536400 

3.355 

Fresh 

0821000402516200 

0.979 

Fresh 

0821000402518200 

3.320 

Saline 

0820000202409100 

19.750 

Saline 

0820000202410200 

9.993 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Rayta Khera 

0821000402522600 

2.832 

Fresh 

Relmal Kalan 

0821000402514700 

1.401 

Saline 

Relra 

0820000202406200 

4.995 

Saline 

Roop Nagar 

0820000102397800 

5.859 

Fresh 

Roopaheli 

0821000402521600 

1.006 

Fresh 

Roopnagar 

0821000402514500 

6.346 

Saline 

Roopnagar Thoriya 

0821000302512000 

6.996 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Rudlai 

0821000302514100 

3.430 

Fresh 

Sabalpura 

0820000202407500 

3.809 

Saline 

Sadabhoj Ka Badiya 

0825000102956000 

2.819 

Fresh 

Sailpura 

0820000202408900 

2.451 

Saline 

Samokhi 

0820000102399000 

14.021 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Saradhana 



Sarhiyan 


Sarkana 


Sarmaliya 


Semla 


Sendara 


Senspura 


Sewariya 


Shahpura 


Shergarh 


Shivnathpura 


Shivpura 


Shyam Garh 


Singhariya 


Sodpura 


Sowaniya 


0820000202408300 


0821000402515200 


0821000402515700 


0821000502535700 


0821000402520900 


0820000202405800 


0820000202410100 


0821000402519600 


2.956 Saline 


1.767 Saline 



0821000502536200 

6.097 

0821000502538500 

1.806 

0821000402515900 

3.969 


0821000402521700 

0.496 

0820000202407200 

7.381 


0821000402517100 

1.565 

0820000102397600 

26.764 

0820000202406000 

2.540 

0820000202408200 

1.699 

0821000402519200 

2.645 

0821000302512100 

12.986 



Fresh 


Saline 


10.837 Fresh 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

2.316 

Non-command 

Gneisses 

40.815 

Non-command 

Older Alluvium 

20.512 

Non-command 

Gneisses 

4.490 

Non-command 

Gneisses 

3.543 

Non-command 

Gneisses 

3.889 

Non-command 

Phyllite & Schist 

0.086 

Non-command 

Phyllite & Schist 

1.247 

Non-command 

Phyllite & Schist 

0.979 

Non-command 

Gneisses 

3.320 

Non-command 

Gneisses 

19.431 

Non-command 

Gneisses 

4.396 

Non-command 

Phyllite & Schist 

5.597 

Non-command 

Gneisses(B.G.C.) 

0.100 

Non-command 

Gneisses 

1.401 

Non-command 

Gneisses 

4.995 

Non-command 

Gneisses 

5.859 

Non-command 

Phyllite & Schist 

1.006 

Non-command 

Gneisses 

6.337 

Non-command 

Gneisses 

6.090 

Non-command 

Phyllite & Schist 

0.906 

Non-command 

Phyllite & Schist 

0.332 

Non-command 

Gneisses 

2.720 

Non-command 

Gneisses(B.G.C.) 

1.944 

Non-command 

Gneisses 

2.431 

Non-command 

Older Alluvium 

3.599 

Non-command 

Younger Alluvium 

7.841 

Non-command 

Gneisses 

2.260 

Non-command 

Gneisses 

1.767 

Non-command 

Phyllite & Schist 

0.815 

Non-command 

Gneisses 

0.995 

Non-command 

Phyllite & Schist 

1.436 

Non-command 

Phyllite & Schist 

5.834 

Non-command 

Phyllite & Schist 

1.806 

Non-command 

Phyllite & Schist 

0.885 

Non-command 

Phyllite & Schist 

3.084 

Non-command 

Phyllite & Schist 

0.496 

Non-command 

Gneisses 

5.271 

Non-command 

Gneisses 

1.557 

Non-command 

Phyllite & Schist 

1.565 

Non-command 

Gneisses 

22.640 

Non-command 

Gneisses 

2.540 

Non-command 

Gneisses 

1.612 

Non-command 

Phyllite & Schist 

2.645 

Non-command 

Gneisses 

2.073 

Non-command 

Phyllite & Schist 

10.913 

Non-command 

Phyllite & Schist 

0.505 

Non-command 

Phyllite & Schist 

0.264 

Non-command 

Phyllite & Schist 

1.136 

Non-command 

Phyllite & Schist 

3.256 

Non-command 

Gneisses 

7.478 

Non-command 

Gneisses 

4.108 

Non-command 

Gneisses 

0.500 



Number 
of Wells 
with 

Pumpset 

Number of 
Operational 
Days 

Average Yield 



Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(10) 

(IV 

(12) 

(13) 

11 

120 

110,000 

90,000 

93 

120 

100,000 

80,000 

47 

120 

250,000 

220,000 

10 

120 

70,000 

50,000 

23 

120 

90,000 

70,000 

25 

120 

40,000 

20,000 

1 

120 

60,000 

40,000 

1 

120 

110,000 

90,000 

10 

120 

70,000 

50,000 

24 

120 

50,000 

30,000 

72 

120 

70,000 

50,000 

51 

120 

70,000 

50,000 

65 

120 

60,000 

40,000 

3 

120 

60,000 

40,000 

6 

120 

50,000 

30,000 

49 

120 

70,000 

50,000 

22 

120 

100,000 

80,000 

10 

120 

70,000 

50,000 

47 

120 

50,000 

30,000 

16 

120 

40,000 

20,000 

2 

120 

60,000 

40,000 

5 

120 

110,000 

90,000 

19 

120 

70,000 

50,000 

39 

120 

50,000 

30,000 

10 

120 

70,000 

50,000 

3 

120 

250,000 

220,000 

7 

120 

300,000 

200,000 

12 

120 

70,000 

50,000 

10 

120 

50,000 

30,000 

10 

120 

70,000 

50,000 

12 

120 

50,000 

30,000 

18 

120 

60,000 

40,000 

8 

120 

110,000 

90,000 

8 

120 

110,000 

90,000 

19 

120 

70,000 

50,000 

65 

120 

60,000 

40,000 

3 

120 

70,000 

50,000 

40 

120 

110,000 

80,000 

12 

120 

70,000 

50,000 

14 

120 

70,000 

50,000 

46 

120 

100,000 

80,000 

12 

120 

70,000 

50,000 

3 

120 

70,000 

50,000 

8 

120 

70,000 

50,000 

5 

120 

40,000 

20,000 

27 

120 

60,000 

40,000 

6 

120 

70,000 

50,000 

3 

120 

60,000 

40,000 

1 

120 

110,000 

90,000 

19 

120 

70,000 

50,000 

17 

120 

70,000 

50,000 

26 

120 

70,000 

50,000 

12 

120 

70,000 

50,000 



Wells with 
Pumpset 


MCM 


(15) 


0.119 























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


11008050 


Toonkara 


Vijay Garh 


Aakeli 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



0820000102398500 

21.897 

0820000102398600 

6.342 

0820000202400700 

9.228 




Aakeli -A 

0814000601840400 

23.234 

Fresh 

Agewa 

0820000102393800 

25.578 

Fresh 

Akhawas 

0814000601845600 

2.458 

Fresh 

Akodiya 

0820000102389300 

2.467 

Fresh 

Alniyawas 

0814000701862000 

11.693 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Raipur Luni 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Amarpura 


Anandpur Kalu With Chak 


Asan Tiloriya 


Bagiyara 


0820000102396500 



Fresh 


Saline 


13.650 Fresh 



0820000202403700 

6.334 

0820000202400600 

9.134 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Bakhtawarpura 

0821000302511400 

5.931 

Saline 

Baktawarpura Manpura 

0820000102397000 

9.585 

Fresh 

Balara 

0820000102395300 

36.678 

Fresh 

Baloonda 

0820000102390200 

48.098 

Fresh 

Balupura 

0820000102396600 

9.480 

Fresh 

Band Jaswantsagar 

0815000702010700 

11.526 

Fresh 

Banjara 

0815000702010100 

10.424 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Bankas 

0820000102389500 

5.623 

Fresh 

Bar 

0820000202404100 

14.784 

Fresh 

Barayali 

0814000601842300 

12.346 

Fresh 

Bargaon 

0814000601840700 

20.027 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Bari Ghati 

0814000701865400 

8.958 

Fresh 

BasniJaga 

0814000701862700 

2.709 

Fresh 

Basni Nathoo 

0814000601845800 

3.073 

Fresh 


Non-command 


Non-command 


Non-command 


Basnilunkaran 


0814000601844800 


7.254 Fresh 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses 

0.082 

Non-command 

Phyllite & Schist 

4.323 

Non-command 

Gneisses 

14.751 

Non-command 

Phyllite & Schist 

11.171 

Non-command 

Older Alluvium 

5.379 

Non-command 

Younger Alluvium 

10.079 

Non-command 

Older Alluvium 

0.868 

Non-command 

Younger Alluvium 

4.343 

Non-command 

Phyllite & Schist 

2.707 

Non-command 

Phyllite & Schist 

0.002 

Non-command 

Gneisses 

2.174 

Non-command 

Phyllite & Schist 

0.119 

Non-command 

Phyllite & Schist 

2.760 

Non-command 

Phyllite & Schist 

0.073 

Non-command 

Older Alluvium 

21.891 

Non-command 

Older Alluvium 

6.253 

Non-command 

Erinpura Granite 

4.369 

Command 

Erinpura Granite 

1.900 

Non-command 

Older Alluvium 

0.427 

Non-command 

Older Alluvium 

3.169 

Non-command 

Older Alluvium 

2.458 

Non-command 

Older Alluvium 

2.467 

Non-command 

Older Alluvium 

4.192 

Non-command 

Phyllite & Schist 

7.501 

Non-command 

Older Alluvium 

7.097 

Non-command 

Older Alluvium 

0.069 

Non-command 

Older Alluvium 

6.804 

Non-command 

Older Alluvium 

6.846 

Non-command 

Gneisses 

0.022 

Non-command 

Erinpura Granite 

0.419 

Non-command 

Older Alluvium 

0.526 

Non-command 

Older Alluvium 

11.965 

Non-command 

Younger Alluvium 

0.076 

Non-command 

Phyllite & Schist 

2.454 

Non-command 

Older Alluvium 

9.585 

Non-command 

Older Alluvium 

0.058 

Non-command 

Older Alluvium 

48.098 

Non-command 

Older Alluvium 

8.608 

Non-command 

Bilara Limestone 

8.791 

Non-command 

Bilara Limestone 

3.169 

Non-command 

Jalore Granite 

0.658 

Non-command 

Older Alluvium 

2.557 

Non-command 

Older Alluvium 

5.623 

Non-command 

Gneisses 

11.326 

Non-command 

Older Alluvium 

12.346 

Non-command 

Bilara Limestone 

0.222 

Non-command 

Older Alluvium 

2.770 

Non-command 

Tertiary Sandstone 

11.710 

Non-command 

Phyllite & Schist 

7.807 

Non-command 

Phyllite & Schist 

2.709 

Non-command 

Gneisses 

1.015 

Non-command 

Older Alluvium 

2.058 

Non-command 

Older Alluvium 

7.254 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

250,000 

220,000 

120 

300,000 

200,000 

120 

250,000 

220,000 

120 

300,000 

200,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

60,000 

40,000 

120 

250,000 

220,000 

120 

250,000 

220,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

110 

300,000 

250,000 

120 

250,000 

220,000 

110 

300,000 

250,000 

120 

250,000 

220,000 

110 

300,000 

250,000 

110 

100,000 

80,000 

120 

250,000 

220,000 

120 

150,000 

100,000 

120 

250,000 

220,000 

120 

150,000 

100,000 

120 

110,000 

80,000 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

250,000 

220,000 

120 

300,000 

200,000 

120 

60,000 

40,000 

120 

250,000 

220,000 

120 

250,000 

220,000 

120 

250,000 

220,000 

120 

250,000 

220,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

70,000 

50,000 

120 

80,000 

70,000 

120 

250,000 

220,000 

120 

110,000 

80,000 

110 

300,000 

250,000 

110 

250,000 

250,000 

110 

250,000 

250,000 

110 

300,000 

300,000 

110 

100,000 

80,000 

110 

100,000 

80,000 

110 

90,000 

40,000 

110 

300,000 

250,000 

110 

300,000 

250,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.007 

0.007 

0.138 

0.138 

0.510 

0.510 

0.312 

0.312 

0.158 

0.188 

0.288 

0.360 

0.026 

0.086 

0.072 

0.396 

0.060 

0.060 

- 

- 

0.122 

0.122 

0.010 

0.010 

0.194 

0.194 



2.310 

2.310 

1.329 

1.329 

0.264 

0.264 



0.029 

0.029 

0.422 

0.422 



1.670 

1.670 

0.138 

1.293 



















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Bassi@Chainpura 


Beejathal 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Census Code 

Area 


sq.km 

(3) 

(4) 

0820000102395600 

35.374 



0820000102397700 

7.332 

0814000601845900 

10.880 



8.258 Fresh 



Non-command 


Non-command 


Non-command 


Non-command 



Beenj Wariya 

0815000702013700 

14.795 

Fresh 

Beerbasni 

0820000202404600 

1.740 

Fresh 

Beesawas Kalan 

0820000202404700 

3.614 

Fresh 

Beesawas Khurd 

0820000202404400 

2.928 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Ber Kalan 

0820000102392900 

10.448 

Fresh 

Ber Khurd 

0820000102392700 

4.869 

Fresh 

Bhagasani 

0815000702010000 

8.482 

Fresh 


Non-command 


Non-command 


Non-command 



Bhagwanpura 

0814000601845400 

2.049 

Fresh 

Bhakarwas 

0820000102394900 

4.525 

Fresh 

Bhakhar Washi 

0820000102393100 

2.477 

Fresh 

Bhakhron Ki Dhani 

0815000702006200 

8.728 

Fresh 

Bhawal 

0814000601841800 

12.925 

Fresh 

Bhensra Kalan 

0814000601839900 

12.412 

Fresh 

Bhensra Khurd 

0814000601840000 

12.053 

Fresh 

Bherunda 

0814000701861100 

23.762 

Fresh 

Bhil Deva 

0820000102398300 

6.226 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bhoombaliya 

0820000102396200 

12.798 

Fresh 

Birantiya Kalan 

0820000202404500 

11.427 

Fresh 


Non-command 


Non-command 


Birantiya Khurd 

0820000202406800 

33.629 

Fresh 

Birawas 

0815000702010900 

20.922 

Fresh 

Birol 

0820000102392300 

3.615 

Fresh 


Non-command 


Non-command 


Non-command 


Bogasani 

0820000102390700 

4.430 

Fresh 

Bogasani Khurd 

0820000202404300 

5.801 

Fresh 


Non-command 


Non-command 



Chak Jaitaran 

0820000102391500 

2.979 

Fresh 

Champapur 

0814000601842100 

0.907 

Fresh 

Dasawas 

0814000601845500 

5.353 

Fresh 

Dayalpura 

0820000102396700 

12.013 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Deogarh 


Deonagar 


Deoriya 


Deoriya Jatan 


0814000701864900 


21.331 Fresh 


Saline 


0815000702006600 

8.633 

0820000102393900 

10.626 

0814000601842000 

3.120 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

3.919 

Non-command 

Older Alluvium 

31.455 

Non-command 

Gneisses 

0.316 

Non-command 

Gneisses 

3.057 

Non-command 

Older Alluvium 

3.578 

Non-command 

Phyllite & Schist 

4.244 

Non-command 

Bilara Limestone 

0.377 

Non-command 

Older Alluvium 

5.198 

Non-command 

Bilara Limestone 

0.642 

Non-command 

Older Alluvium 

1.727 

Non-command 

Older Alluvium 

0.413 

Non-command 

Gneisses 

0.062 

Non-command 

Older Alluvium 

2.452 

Command 

Gneisses 

0.310 

Command 

Older Alluvium 

0.104 

Non-command 

Bilara Limestone 

10.448 

Non-command 

Bilara Limestone 

4.869 

Non-command 

Bilara Limestone 

7.147 

Non-command 

Jalore Granite 

1.006 

Non-command 

Older Alluvium 

0.329 

Non-command 

Older Alluvium 

2.049 

Non-command 

Older Alluvium 

4.525 

Non-command 

Bilara Limestone 

1.236 

Non-command 

Bilara Limestone 

1.096 

Non-command 

Older Alluvium 

12.925 

Non-command 

Older Alluvium 

1.398 

Non-command 

Older Alluvium 

1.534 

Non-command 

Phyllite & Schist 

4.454 

Non-command 

Gneisses 

1.002 

Non-command 

Older Alluvium 

0.630 

Non-command 

Older Alluvium 

12.798 

Non-command 

Gneisses 

6.053 

Non-command 

Older Alluvium 

0.948 

Non-command 

Gneisses 

0.437 

Non-command 

Older Alluvium 

0.102 

Non-command 

Older Alluvium 

1.393 

Non-command 

Younger Alluvium 

1.080 

Non-command 

Bilara Limestone 

4.430 

Non-command 

Erinpura Granite 

0.882 

Non-command 

Older Alluvium 

0.231 

Command 

Erinpura Granite 

3.562 

Command 

Gneisses 

1.081 

Command 

Older Alluvium 

0.045 

Non-command 

Older Alluvium 

0.233 

Non-command 

Older Alluvium 

0.907 

Non-command 

Older Alluvium 

5.353 

Non-command 

Gneisses 

1.821 

Non-command 

Older Alluvium 

9.314 

Non-command 

Phyllite & Schist 

13.271 

Non-command 

Phyllite & Schist 

7.556 

Non-command 

Bilara Limestone 

8.633 

Non-command 

Older Alluvium 

1.432 

Non-command 

Older Alluvium 

3.120 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

250,000 

220,000 

120 

150,000 

100,000 

120 

100,000 

80,000 

110 

90,000 

40,000 

110 

300,000 

250,000 

110 

100,000 

80,000 

120 

350,000 

300,000 

120 

250,000 

220,000 

120 

200,000 

150,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

110,000 

80,000 

120 

100,000 

80,000 

120 

110,000 

80,000 

120 

100,000 

80,000 

120 

350,000 

300,000 

120 

350,000 

300,000 

120 

200,000 

150,000 

120 

70,000 

50,000 

120 

80,000 

70,000 

110 

300,000 

250,000 

120 

250,000 

220,000 

120 

350,000 

300,000 

120 

200,000 

150,000 

110 

300,000 

250,000 

110 

300,000 

250,000 

110 

300,000 

250,000 

110 

100,000 

80,000 

120 

100,000 

80,000 

120 

250,000 

220,000 

120 

250,000 

220,000 

120 

110,000 

80,000 

120 

100,000 

80,000 

120 

110,000 

80,000 

120 

80,000 

70,000 

120 

250,000 

220,000 

120 

300,000 

200,000 

120 

350,000 

300,000 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

110,000 

80,000 

120 

100,000 

80,000 

120 

250,000 

220,000 

110 

300,000 

250,000 

110 

300,000 

250,000 

120 

100,000 

80,000 

120 

250,000 

220,000 

110 

100,000 

80,000 

110 

70,000 

50,000 

120 

200,000 

150,000 

120 

250,000 

220,000 

110 

300,000 

250,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 





0.275 

0.935 

0.010 

0.010 

0.158 

0.188 

0.194 

0.282 

0.066 

0.105 

0.108 

0.732 

0.026 

0.056 






















































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


20.807 Fresh 



Dhaneriya Leel 

0814000601840300 

20.926 

Fresh 

Dhanipura 

0814000701864700 

6.599 

Fresh 

Dholi Dhed 

0820000202404200 

5.412 

Fresh 


Non-command 


Non-command 


Non-command 



Digarna 

0820000102388600 

19.602 

Fresh 

Dodiyana 

0814000701861300 

20.189 

Fresh 


Raipur Luni 


Non-command 


Non-command 


Dookiya 

0814000601840100 

9.580 

Fresh 

Doongar Nagar 

0820000102388800 

4.122 

Fresh 

Falka 

0820000102389000 

24.761 

Fresh 


Non-command 


Non-command 


Non-command 


Fata Khera 

0820000202403800 

8.184 

Fresh 

Gangaliya 

0820000102395900 

3.276 

Fresh 

Garniya 

0820000102392500 

15.723 

Fresh 


Non-command 


Non-command 


Non-command 


Gemliyas 

0814000601841500 

22.802 

Fresh 

Ghorawar 

0820000102391400 

18.042 

Fresh 

Govindgarh 

0821000302508800 

26.771 

Fresh 

Gurha Hemadai 

0820000102397500 

20.949 

Fresh 


Gurha Jagmalota 


Gyas 


Hariya Dhana 


Hunawas Kalan 


Hunawas Khurd 


Jagannathpura 


Jaitaran (M) 


Jajasani 


Janasani 


Jarau Kalan 


Jasnagar 


Jaswantabad 


Jaswantpura 


Jatawas 


Jetgarh 


Jhak 


Jhala Ki Chauki 


Jhujanda 


Jintiya 


Jodhawas 


Kaisarpura 


Kalauna 


Kaletra 


Kalni 


Non-command 


Non-command 


Non-command 


Non-command 



0814000701865200 

4.418 

0820000102395500 

8.541 


0815000702006400 

27.330 

0820000102394100 

2.980 

0820000102394200 

1.719 

0814000601842600 

0.515 

0820000142001000 

32.279 

0814000601844700 

5.739 

0820000102394400 

3.252 

0814000601843100 

26.020 

0814000601841300 

12.198 

0814000601841400 

11.533 

0814000701863200 

4.078 

0815000702010800 

3.510 



0814000601845200 

6.758 

0821000302511600 

9.093 


0815000702009900 

39.056 

0820000202407100 

9.868 

0820000102394300 

6.545 

0814000601843000 

3.968 

0820000102394000 

3.463 

0821000302511500 

7.287 



0815000702010300 


0814000601842900 


0814000701862300 


Saline 


10.386 Fresh 


8.266 Fresh 


7.534 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses 

0.668 

Non-command 

Older Alluvium 

19.838 

Non-command 

Older Alluvium 

2.345 

Non-command 

Phyllite & Schist 

6.599 

Non-command 

Gneisses 

4.671 

Non-command 

Older Alluvium 

0.002 

Command 

Gneisses 

0.739 

Non-command 

Bilara Limestone 

19.601 

Non-command 

Older Alluvium 

2.034 

Non-command 

Phyllite & Schist 

13.699 

Non-command 

Older Alluvium 

3.218 

Non-command 

Bilara Limestone 

4.122 

Non-command 

Bilara Limestone 

11.078 

Non-command 

Older Alluvium 

13.683 

Non-command 

Gneisses 

0.663 

Non-command 

Older Alluvium 

3.276 

Non-command 

Bilara Limestone 

5.563 

Non-command 

Older Alluvium 

10.120 

Non-command 

Older Alluvium 

21.410 

Non-command 

Older Alluvium 

9.483 

Non-command 

Phyllite & Schist 

5.443 

Non-command 

Gneisses 

11.076 

Non-command 

Phyllite & Schist 

0.303 

Non-command 

Phyllite & Schist 

4.418 

Non-command 

Older Alluvium 

4.915 

Non-command 

Older Alluvium 

0.135 

Non-command 

Bilara Limestone 

24.440 

Non-command 

Older Alluvium 

2.980 

Non-command 

Older Alluvium 

1.719 

Non-command 

Older Alluvium 

0.515 

Non-command 

Older Alluvium 

30.614 

Non-command 

Older Alluvium 

3.713 

Non-command 

Older Alluvium 

0.014 

Non-command 

Older Alluvium 

0.547 

Non-command 

Older Alluvium 

12.198 

Non-command 

Older Alluvium 

11.533 

Non-command 

Phyllite & Schist 

4.078 

Non-command 

Bilara Limestone 

1.726 

Non-command 

Older Alluvium 

0.076 

Non-command 

Older Alluvium 

6.132 

Non-command 

Phyllite & Schist 

0.568 

Non-command 

Phyllite & Schist 

2.037 

Non-command 

Bilara Limestone 

39.056 

Non-command 

Gneisses 

0.007 

Non-command 

Older Alluvium 

6.280 

Non-command 

Older Alluvium 

3.124 

Non-command 

Older Alluvium 

3.156 

Non-command 

Gneisses 

0.000 

Non-command 

Phyllite & Schist 

6.127 

Non-command 

Phyllite & Schist 

0.829 

Non-command 

Bilara Limestone 

10.386 

Non-command 

Older Alluvium 

8.266 

Non-command 

Phyllite & Schist 

7.534 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

250,000 

220,000 

110 

300,000 

250,000 

110 

100,000 

80,000 

120 

110,000 

80,000 

120 

100,000 

80,000 

120 

110,000 

80,000 

120 

350,000 

300,000 

110 

300,000 

250,000 

110 

100,000 

80,000 

110 

300,000 

250,000 

120 

350,000 

300,000 

120 

350,000 

300,000 

120 

250,000 

220,000 

120 

110,000 

80,000 

120 

250,000 

220,000 

120 

350,000 

300,000 

120 

250,000 

220,000 

110 

300,000 

250,000 

120 

250,000 

220,000 

120 

110,000 

90,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

110 

70,000 

50,000 

120 

250,000 

220,000 

120 

150,000 

100,000 

120 

200,000 

150,000 

120 

250,000 

220,000 

120 

250,000 

220,000 

110 

300,000 

250,000 

120 

250,000 

220,000 

110 

300,000 

250,000 

120 

250,000 

220,000 

110 

300,000 

250,000 

110 

300,000 

250,000 

110 

300,000 

250,000 

110 

100,000 

80,000 

120 

200,000 

150,000 

120 

80,000 

70,000 

110 

300,000 

250,000 

120 

110,000 

90,000 

120 

60,000 

40,000 

120 

200,000 

150,000 

120 

110,000 

80,000 

120 

250,000 

220,000 

110 

300,000 

250,000 

120 

250,000 

220,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

60,000 

40,000 

120 

200,000 

150,000 

110 

300,000 

250,000 

110 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.010 


0.422 



0.385 

0.477 

0.370 

0.370 



0.083 

1.007 

0.688 

2.668 

0.044 

0.044 

0.270 

0.366 

0.008 

0.008 

0.028 

0.160 

0.011 

0.011 

0.024 

0.024 

0.414 

1.806 


0.264 

0.474 

0.055 

0.781 

0.026 

0.026 









































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Kalyanpura 


Kanawas 


Kane Charanawatan 


Kanwaliya Kalan 


Kanwaliya Khurd 


Karoliya 


Khera Maharajpura 


Khera Ramgarh 


Khojanagar 


Killa 


Kishan Nagar 


Kod 


Kodiya 


Ladwa 


Lakhasani 


Lakheena 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Census Code 

Area 


sq.km 

(3) 

(4) 

0814000701861900 

14.185 



0814000701864600 

4.790 

0820000102390300 

5.769 

0820000102390400 

10.239 

0820000102389800 

9.143 




0820000102392200 



Katmor 

0820000102396800 

10.667 

Fresh 

Kaya Bheela 

0820000202404000 

1.813 

Fresh 

Keeron Ki Dhani 

0814000601842500 

6.276 

Fresh 

Kekindara 

0820000102396100 

24.481 

Fresh 

Khakharki 

0814000601840500 

23.280 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Kharchiya 

0820000102389600 

4.818 

Fresh 

Khariya Meethapur 

0815000702013600 

23.783 

Fresh 

Khati Khera 

0820000102392400 

5.367 

Fresh 

Kheendawas 

0820000102397300 

4.508 

Fresh 

Khejarla 

0815000702009600 

36.511 

Fresh 

Khera Deogarh 

0820000102394700 

8.148 

Fresh 


0820000102398900 


0820000102394600 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


7.989 Fresh Non-command 


4.640 Fresh Non-command 


Kheramolawas 

0820000102389700 

2.212 

Fresh 

Khinawari 

0820000102395000 

5.684 

Fresh 


Non-command 


Non-command 



0815000702006500 

16.489 

0814000701865300 

12.117 


0820000102392800 

2.959 

0814000701862800 

12.652 

0814000701861800 

8.654 



Kooprawas 

0815000702010400 

6.082 

Fresh 

Kotariya 

0820000102397400 

28.636 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0814000601841900 

5.713 

0820000102393200 

4.695 

0814000701865100 

7.327 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

10.681 

Non-command 

Phyllite & Schist 

3.504 

Non-command 

Phyllite & Schist 

4.185 

Non-command 

Older Alluvium 

5.769 

Non-command 

Older Alluvium 

10.239 

Non-command 

Older Alluvium 

0.056 

Non-command 

Older Alluvium 

9.087 

Non-command 

Older Alluvium 

4.370 

Non-command 

Older Alluvium 

0.691 

Non-command 

Older Alluvium 

7.670 

Non-command 

Younger Alluvium 

0.098 

Non-command 

Older Alluvium 

10.667 

Non-command 

Gneisses 

1.118 

Non-command 

Older Alluvium 

6.276 

Non-command 

Older Alluvium 

24.481 

Non-command 

Older Alluvium 

6.825 

Non-command 

Tertiary Sandstone 

5.517 

Non-command 

Bilara Limestone 

12.808 

Non-command 

Older Alluvium 

12.105 

Non-command 

Older Alluvium 

4.818 

Non-command 

Bilara Limestone 

12.018 

Non-command 

Older Alluvium 

5.367 

Non-command 

Gneisses 

4.508 

Non-command 

Jalore Granite 

4.030 

Non-command 

Erinpura Granite 

0.207 

Non-command 

Older Alluvium 

7.937 

Non-command 

Older Alluvium 

0.139 

Non-command 

Younger Alluvium 

0.559 

Non-command 

Older Alluvium 

1.641 

Non-command 

Younger Alluvium 

2.998 

Non-command 

Older Alluvium 

2.212 

Non-command 

Older Alluvium 

5.068 

Non-command 

Younger Alluvium 

0.422 

Non-command 

Bilara Limestone 

16.262 

Non-command 

Phyllite & Schist 

2.009 

Non-command 

Phyllite & Schist 

3.193 

Non-command 

Bilara Limestone 

2.959 

Non-command 

Phyllite & Schist 

12.652 

Non-command 

Older Alluvium 

2.344 

Non-command 

Phyllite & Schist 

6.310 

Non-command 

Bilara Limestone 

6.082 

Non-command 

Gneisses 

26.518 

Non-command 

Older Alluvium 

1.999 

Non-command 

Phyllite & Schist 

0.012 

Non-command 

Bilara Limestone 

20.068 

Non-command 

Tertiary Sandstone 

0.007 

Non-command 

Gneisses 

9.025 

Non-command 

Older Alluvium 

6.542 

Non-command 

Phyllite & Schist 

6.233 

Non-command 

Phyllite & Schist 

13.982 

Non-command 

Older Alluvium 

5.713 

Non-command 

Bilara Limestone 

0.569 

Non-command 

Phyllite & Schist 

3.810 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

110 

300,000 

250,000 

110 

100,000 

80,000 

110 

100,000 

80,000 

120 

250,000 

220,000 

120 

250,000 

220,000 

120 

250,000 

220,000 

120 

150,000 

100,000 

120 

250,000 

220,000 

120 

150,000 

100,000 

120 

250,000 

220,000 

120 

300,000 

200,000 

120 

250,000 

220,000 

120 

110,000 

80,000 

110 

300,000 

250,000 

120 

250,000 

220,000 

110 

250,000 

250,000 

110 

300,000 

300,000 

120 

350,000 

300,000 

120 

250,000 

220,000 

120 

250,000 

220,000 

120 

200,000 

150,000 

120 

250,000 

220,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

250,000 

220,000 

120 

250,000 

220,000 

120 

300,000 

200,000 

120 

250,000 

220,000 

120 

300,000 

200,000 

120 

250,000 

220,000 

120 

250,000 

220,000 

120 

300,000 

200,000 

120 

200,000 

150,000 

110 

100,000 

80,000 

110 

70,000 

50,000 

120 

350,000 

300,000 

110 

100,000 

80,000 

110 

300,000 

250,000 

110 

100,000 

80,000 

120 

200,000 

150,000 

120 

100,000 

80,000 

120 

250,000 

220,000 

120 

90,000 

60,000 

110 

250,000 

250,000 

110 

300,000 

300,000 

120 

100,000 

80,000 

120 

250,000 

220,000 

110 

100,000 

80,000 

110 

70,000 

50,000 

110 

300,000 

250,000 

120 

350,000 

300,000 

110 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.138 


0.018 


0.044 


0.238 




0.024 

0.096 

0.026 

0.026 

































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Leswa 


Likhmaniya 


Liliya 


Litariya 


Medas 


Mewariya 


Mohangarh 


Mugdara 


Murkasni 


Narsingh Basni 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


40.374 Fresh 


Saline 


11.096 Fresh 


0821000202504500 

13.547 

0820000102396000 

3.177 

0814000601841000 

20.168 

0820000102390500 

5.071 



Loongiya 

0814000601845700 

10.675 

Fresh 

Looniyas 

0814000601834500 

13.985 

Fresh 


Non-command 


Non-command 


Non-command 


Raipur Luni 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Maliyan ki dhani 

0814000601841200 

2.516 

Fresh 

Malpuriya 

0820000102391200 

11.921 

Fresh 


Non-command 


Non-command 



0814000601842200 

13.854 

0821000302510900 

11.826 


0820000102397200 

4.746 

0814000601840800 

13.055 


0815000702009800 

14.691 

0814000701862600 

9.209 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Fresh Non-command 


Saline Non-command 


Fresh Non-command 




Nimbola Biswa 

0814000701863400 

14.960 

Fresh 

Odawas 

0820000102396400 

7.014 

Fresh 

Pagara 

0821000302510800 

27.271 

Fresh 


23.453 Fresh Non-command 


Non-command 


Non-command 


Non-command 


Patel Nagar 

0815000702006300 

13.483 

Fresh 

Patus 

0820000102392000 

6.573 

Fresh 

Peeh 

0814000801876200 

24.137 

Fresh 

Peepara 

0820000102389100 

8.437 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Peepliya 

0814000701862200 

8.557 

Fresh 

Peesangan 

0821000302510600 

32.688 

Fresh 

Peethas 

0814000601834300 

8.282 

Fresh 


Phoolmal 


Pichiyak 


Pratappura 


Non-command 


Non-command 


Non-command 



0820000102395100 


0815000702010600 


0820000102395700 


12.459 Fresh Non-command 


15.744 Fresh Non-command 


2.917 Fresh Non-command 


Saline Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

13.715 

Non-command 

Older Alluvium 

26.658 

Non-command 

Erinpura Granite 

0.052 

Command 

Erinpura Granite 

0.079 

Non-command 

Older Alluvium 

5.714 

Non-command 

Older Alluvium 

2.522 

Non-command 

Phyllite & Schist 

0.080 

Non-command 

Older Alluvium 

3.177 

Non-command 

Older Alluvium 

20.168 

Non-command 

Bilara Limestone 

2.255 

Non-command 

Older Alluvium 

2.816 

Non-command 

Older Alluvium 

10.675 

Non-command 

Bilara Limestone 

0.125 

Non-command 

Tertiary Sandstone 

0.359 

Non-command 

Bilara Limestone 

15.624 

Non-command 

Older Alluvium 

2.056 

Non-command 

Older Alluvium 

2.516 

Non-command 

Older Alluvium 

8.328 

Non-command 

Younger Alluvium 

1.341 

Non-command 

Older Alluvium 

0.223 

Non-command 

Phyllite & Schist 

2.929 

Non-command 

Older Alluvium 

13.854 

Non-command 

Phyllite & Schist 

7.182 

Non-command 

Phyllite & Schist 

0.961 

Non-command 

Older Alluvium 

4.746 

Non-command 

Bilara Limestone 

3.116 

Non-command 

Older Alluvium 

9.939 

Non-command 

Bilara Limestone 

14.691 

Non-command 

Phyllite & Schist 

6.702 

Non-command 

Phyllite & Schist 

2.507 

Non-command 

Erinpura Granite 

2.205 

Non-command 

Older Alluvium 

22.432 

Non-command 

Bilara Limestone 

17.982 

Non-command 

Older Alluvium 

5.472 

Non-command 

Phyllite & Schist 

6.755 

Non-command 

Older Alluvium 

7.014 

Non-command 

Gneisses 

1.046 

Non-command 

Phyllite & Schist 

25.594 

Non-command 

Bilara Limestone 

3.640 

Non-command 

Older Alluvium 

4.043 

Non-command 

Phyllite & Schist 

6.782 

Non-command 

Bilara Limestone 

2.376 

Non-command 

Older Alluvium 

6.062 

Non-command 

Phyllite & Schist 

7.970 

Non-command 

Phyllite & Schist 

3.703 

Non-command 

Bilara Limestone 

3.865 

Non-command 

Tertiary Sandstone 

4.417 

Non-command 

Bilara Limestone 

2.660 

Non-command 

Older Alluvium 

4.488 

Non-command 

Older Alluvium 

2.021 

Non-command 

Bilara Limestone 

0.232 

Non-command 

Older Alluvium 

0.083 

Non-command 

Older Alluvium 

2.834 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

250,000 

220,000 

120 

150,000 

100,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

250,000 

220,000 

120 

150,000 

100,000 

120 

110,000 

90,000 

120 

250,000 

220,000 

110 

300,000 

250,000 

120 

350,000 

300,000 

120 

250,000 

220,000 

110 

300,000 

250,000 

110 

250,000 

250,000 

110 

300,000 

300,000 

120 

350,000 

300,000 

120 

250,000 

220,000 

110 

300,000 

250,000 

120 

250,000 

220,000 

120 

300,000 

200,000 

110 

300,000 

250,000 

110 

100,000 

80,000 

110 

300,000 

250,000 

120 

110,000 

90,000 

120 

60,000 

40,000 

120 

250,000 

220,000 

110 

300,000 

150,000 

110 

300,000 

250,000 

120 

200,000 

150,000 

110 

100,000 

80,000 

110 

70,000 

50,000 

120 

110,000 

90,000 

120 

250,000 

220,000 

120 

350,000 

300,000 

120 

250,000 

220,000 

110 

100,000 

80,000 

120 

250,000 

220,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

200,000 

150,000 

120 

250,000 

220,000 

110 

150,000 

110,000 

120 

350,000 

300,000 

120 

250,000 

220,000 

110 

100,000 

80,000 

120 

110,000 

90,000 

110 

250,000 

250,000 

110 

300,000 

300,000 

110 

300,000 

150,000 

110 

300,000 

250,000 

120 

250,000 

220,000 

120 

200,000 

150,000 

120 

250,000 

220,000 

120 

150,000 

100,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.106 


0.108 






































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Prithvi Pura 


Punwalia 


Rabariyas 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


0821000302511000 


0820000102393000 


0814000801876300 


0820000102395400 


(5) 


Fresh 


Fresh 


Fresh 


Fresh 


Saline 


46.279 Fresh 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Raipur Luni 



Ramawas Kalan 

0820000102390900 

9.160 

Fresh 

Ramawas Khurd 

0820000102391000 

5.940 

Fresh 


Non-command 


Non-command 



Rampura 

0820000102396300 

4.006 

Fresh 

Rampuriya 

0815000702010200 

11.650 

Fresh 

Raniwal 

0820000102392600 

14.260 

Fresh 


Non-command 


Non-command 


Non-command 



Rata Dhoondha 

0814000701864800 

5.832 

Fresh 

Rawatkhera 

0814000701862500 

5.354 

Saline 

Reechhmaliya 

0821000302510700 

27.127 

Fresh 


Non-command 


Non-command 


Non-command 


Riyan Bari 

0814000601845300 

33.012 

Fresh 

Rohisa 

0814000601842400 

14.115 

Fresh 

Rohisi 

0814000601842700 

11.422 

Fresh 

Rughnathpura 

0814000801876400 

10.470 

Fresh 

Sambariya 

0815000702009700 

17.814 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Samdolao Kalan 

0814000601841700 

8.313 

Fresh 

Samdolao Khurd 

0814000601841600 

5.728 

Fresh 

Samokhi 

0820000102399000 

14.021 

Fresh 


Non-command 


Non-command 


Non-command 


Saneriya 

0814000701864500 

10.661 

Fresh 

Sangawas 

0820000102394800 

5.078 

Fresh 

Sarangwas 

0814000601844600 

2.413 

Fresh 

Sathana Kalan 

0814000701861400 

2.146 

Fresh 

Sathana Khurd 

0814000701861600 

5.245 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Shahpura 

0814000701863300 

7.903 

Fresh 

Shekhpura 

0814000701863000 

5.044 

Fresh 

Sinla 

0820000102388700 

20.171 

Fresh 

Soodwar 

0814000701863100 

11.825 

Fresh 

Sooriyas 

0814000601842800 

15.822 

Fresh 

Sowaniya 

0815000702006700 

18.161 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Suraj Garh 


0814000701862100 


27.308 Fresh 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

0.009 

Non-command 

Bilara Limestone 

5.147 

Non-command 

Phyllite & Schist 

1.566 

Non-command 

Older Alluvium 

17.457 

Non-command 

Older Alluvium 

0.567 

Non-command 

Gneisses 

0.255 

Command 

Erinpura Granite 

0.931 

Command 

Gneisses 

4.264 

Non-command 

Bilara Limestone 

0.047 

Non-command 

Older Alluvium 

0.066 

Non-command 

Older Alluvium 

7.540 

Non-command 

Older Alluvium 

2.827 

Non-command 

Younger Alluvium 

1.523 

Non-command 

Bilara Limestone 

4.659 

Non-command 

Tertiary Sandstone 

0.080 

Non-command 

Older Alluvium 

4.006 

Non-command 

Bilara Limestone 

11.650 

Non-command 

Bilara Limestone 

8.693 

Non-command 

Older Alluvium 

5.567 

Non-command 

Bilara Limestone 

26.200 

Non-command 

Vindhyan Sandstone 

0.605 

Non-command 

Gneisses 

0.495 

Non-command 

Older Alluvium 

4.508 

Non-command 

Phyllite & Schist 

5.683 

Non-command 

Phyllite & Schist 

0.218 

Non-command 

Gneisses 

1.787 

Non-command 

Phyllite & Schist 

25.341 

Non-command 

Older Alluvium 

28.011 

Non-command 

Older Alluvium 

14.115 

Non-command 

Older Alluvium 

11.422 

Non-command 

Phyllite & Schist 

10.392 

Non-command 

Bilara Limestone 

13.409 

Non-command 

Jalore Granite 

2.845 

Non-command 

Older Alluvium 

8.155 

Non-command 

Older Alluvium 

5.728 

Non-command 

Older Alluvium 

2.426 

Non-command 

Younger Alluvium 

0.155 

Non-command 

Phyllite & Schist 

0.223 

Non-command 

Older Alluvium 

3.820 

Non-command 

Older Alluvium 

1.521 

Non-command 

Older Alluvium 

1.204 

Non-command 

Older Alluvium 

3.949 

Non-command 

Phyllite & Schist 

0.109 

Non-command 

Gneisses 

3.091 

Non-command 

Older Alluvium 

0.063 

Non-command 

Phyllite & Schist 

4.758 

Non-command 

Phyllite & Schist 

5.044 

Non-command 

Bilara Limestone 

20.171 

Non-command 

Phyllite & Schist 

11.825 

Non-command 

Older Alluvium 

0.109 

Non-command 

Bilara Limestone 

3.476 

Non-command 

Vindhyan Sandstone 

2.032 

Non-command 

Older Alluvium 

3.577 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

110,000 

90,000 

120 

350,000 

300,000 

110 

150,000 

110,000 

120 

250,000 

220,000 

120 

150,000 

100,000 

120 

110,000 

80,000 

120 

90,000 

60,000 

120 

110,000 

80,000 

120 

350,000 

300,000 

120 

250,000 

220,000 

120 

250,000 

220,000 

120 

250,000 

220,000 

120 

300,000 

200,000 

110 

250,000 

250,000 

110 

300,000 

300,000 

120 

250,000 

220,000 

120 

200,000 

150,000 

120 

350,000 

300,000 

120 

250,000 

220,000 

120 

200,000 

150,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

250,000 

220,000 

110 

100,000 

80,000 

110 

70,000 

50,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

110 

300,000 

250,000 

110 

300,000 

250,000 

110 

300,000 

250,000 

110 

150,000 

110,000 

120 

200,000 

150,000 

120 

70,000 

50,000 

110 

300,000 

250,000 

110 

300,000 

250,000 

120 

250,000 

220,000 

120 

300,000 

200,000 

110 

100,000 

80,000 

120 

250,000 

220,000 

110 

300,000 

250,000 

110 

300,000 

250,000 

110 

300,000 

250,000 

110 

100,000 

80,000 

120 

100,000 

80,000 

120 

250,000 

220,000 

110 

100,000 

80,000 

110 

100,000 

80,000 

120 

350,000 

300,000 

110 

100,000 

80,000 

110 

300,000 

250,000 

120 

200,000 

150,000 

120 

100,000 

80,000 

110 

300,000 

250,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 



0.009 

0.009 

0.264 

0.294 

0.028 

0.028 

0.220 

0.253 

0.743 

0.743 

0.009 

0.009 

0.058 

0.058 


0.035 

0.035 

0.352 

0.363 
































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



11008051 


Surpura 


Talkiya 


Teebri 


Tehla 


Thakarwas 


Thanwala 


Tigara 


Udaliyawas 


Agolai 


Ajeet Nagar 


Balau Jati 


Balau Sansan 


Balesar Durgawatan 


Balesar Satan 


Belwa Ranaji 


Bhaloo Jogsar 


Bhaloo Kalan 


Bhaloo Kumbaniya 


Bhaloo Ratangarh 


Bhandoo Jati 


Birai 


Chamu 


Chanchalwa 


Chauthpura 


Chimangarh 


Chirwai 


Deogarh 


Deonagar 


0814000601841100 

7.580 

0820000102391900 

15.458 

0820000102389200 

2.422 

0814000701862900 

22.312 

0820000102392100 

6.401 

0814000701865000 

36.752 


0820000102389400 

5.010 

0815000702010500 

10.459 

0815000501993400 

22.250 

0815000501992700 

23.979 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0817000302153000 

20.361 

0817000302152700 

13.965 

0815000501984600 

8.563 

0815000501989800 

29.097 


14.821 Fresh 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


11.673 Fresh 



Bastawa 

0815000501982200 

32.249 

Fresh 

Bastawa Mataji 

0815000501982300 

6.403 

Fresh 

Bawarli 

0815000501992600 

13.996 

Fresh 


Non-command 


Non-command 


Non-command 



0815000501984300 


10.616 Fresh 


Saline 


0815000501981500 

35.969 

0815000501978100 

4.654 

0815000501978400 

20.909 

0815000501978200 

10.482 

0815000501978300 

21.101 

0815000501989600 

18.988 




0815000501983500 

12.226 

Fresh 

0815000501977900 

30.893 

Fresh 

0815000501983200 

5.328 

Fresh 

0815000501989900 

4.353 

Saline 

0815000501982700 

4.934 

Fresh 

0815000501981900 

23.733 

Fresh 

0815000501982100 

18.486 

Fresh 

0815000501991500 

6.745 

Saline 

0815000501984500 

8.282 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

23.731 

Non-command 

Older Alluvium 

7.580 

Non-command 

Older Alluvium 

0.001 

Non-command 

Older Alluvium 

2.422 

Non-command 

Phyllite & Schist 

22.312 

Non-command 

Older Alluvium 

1.190 

Non-command 

Phyllite & Schist 

34.830 

Non-command 

Phyllite & Schist 

1.922 

Non-command 

Older Alluvium 

5.010 

Non-command 

Bilara Limestone 

10.459 

Non-command 

Older Alluvium 

22.250 

Non-command 

Older Alluvium 

9.267 

Non-command 

Older Alluvium 

0.001 

Non-command 

Older Alluvium 

0.666 

Non-command 

Vindhyan Sandstone 

0.511 

Non-command 

Older Alluvium 

1.947 

Non-command 

Vindhyan Sandstone 

0.517 

Non-command 

Older Alluvium 

3.911 

Non-command 

Older Alluvium 

5.882 

Non-command 

Older Alluvium 

10.113 

Non-command 

Older Alluvium 

0.166 

Non-command 

Vindhyan Sandstone 

8.543 

Non-command 

Vindhyan Sandstone 

15.242 

Non-command 

Older Alluvium 

0.748 

Non-command 

Vindhyan Sandstone 

10.832 

Non-command 

Older Alluvium 

1.965 

Non-command 

Vindhyan Sandstone 

12.856 

Non-command 

Older Alluvium 

3.822 

Non-command 

Vindhyan Sandstone 

3.769 

Non-command 

Vindhyan Sandstone 

31.683 

Non-command 

Vindhyan Sandstone 

6.398 

Non-command 

Older Alluvium 

10.282 

Non-command 

Vindhyan Sandstone 

3.714 

Non-command 

Vindhyan Sandstone 

9.526 

Non-command 

Vindhyan Sandstone 

1.084 

Non-command 

Vindhyan Sandstone 

33.968 

Non-command 

Vindhyan Sandstone 

1.319 

Non-command 

Vindhyan Sandstone 

3.775 

Non-command 

Vindhyan Sandstone 

0.655 

Non-command 

Vindhyan Sandstone 

3.751 

Non-command 

Older Alluvium 

0.949 

Non-command 

Older Alluvium 

8.833 

Non-command 

Older Alluvium 

3.018 

Non-command 

Vindhyan Sandstone 

2.661 

Non-command 

Vindhyan Sandstone 

9.121 

Non-command 

Vindhyan Sandstone 

27.478 

Non-command 

Vindhyan Sandstone 

5.328 

Non-command 

Vindhyan Sandstone 

4.353 

Non-command 

Vindhyan Sandstone 

0.026 

Non-command 

Vindhyan Sandstone 

0.000 

Non-command 

Vindhyan Sandstone 

8.196 

Non-command 

Older Alluvium 

6.745 

Non-command 

Vindhyan Sandstone 

3.313 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

110 

100,000 

80,000 

110 

300,000 

250,000 

120 

250,000 

220,000 

120 

250,000 

220,000 

110 

100,000 

80,000 

120 

250,000 

220,000 

110 

100,000 

80,000 

110 

70,000 

50,000 

120 

250,000 

220,000 

120 

200,000 

150,000 

120 

110,000 

100,000 

120 

110,000 

100,000 

120 

110,000 

100,000 

120 

110,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

100,000 

120 

70,000 

50,000 

120 

325,000 

300,000 

120 

60,000 

60,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

100,000 

120 

70,000 

50,000 

120 

110,000 

100,000 

120 

110,000 

90,000 

120 

120,000 

110,000 

150 

130,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

110,000 

100,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

100,000 

120 

110,000 

90,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.378 


0.165 





0.108 

0.557 

0.248 

0.314 

0.012 

0.012 

0.096 

0.130 




































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Deriya 


Dewatoo 


Dhadhaniya Barda 


Dhadhaniya Bhayla 


Dhadhaniya Sasan 


Dheerpura 


Digari 


Doli Nerwa 


Doodabera 


Doodinagar 


Dugar 


Gajnawas 


Gangawas 


Ghantiyala 


Ghudiyala 


Godasar 


Godelai 


Gopalsar 


Gudiyasar 


Hapanada 


Hari Nagar 


Hariyana 


Harmatnagar 


Harwant Nagar 


Islamnagar 


Jalam Nagar 


Jasti 


Jeejniyala Govinda 


Jeeyaberi 


Jhinjhaniyala 


Jiyabera 


Judiya 


Kalawa Nada 


Kalawatsar 


Kanasar 


Ketoo Hema 


Ketoo Kalan 


Khari Beri 


Khetasar 


Konari 


Census Code 

Area 


sq.km 

(3) 

(4) 



0815000501990600 

4.083 

0815000501981700 

21.548 

0815000501978800 

45.046 

0815000501991600 

5.795 

0815000501991200 

13.363 

0815000501990400 

1.311 

0815000501981200 

25.293 

0815000201940400 

14.315 

0815000201940700 

11.332 

0815000501990200 

16.299 



0815000501993500 

9.792 

0815000501993300 

16.896 

0815000501992400 

8.579 

0817000302153900 

29.195 

0815000401957500 

17.306 

0815000501983900 

10.273 


0815000501991100 

6.985 

0815000501977500 

36.796 

0815000501982400 

15.114 

0815000501990800 

2.360 

0817000302153100 

4.588 

0815000501991300 

3.374 

0815000501992000 

4.136 

0815000501990500 

3.771 

0815000501984000 

5.151 

0815000501983300 

0.909 

0815000501990300 

6.251 

0817000302153500 

35.701 

0815000501983600 

11.556 

0815000501992100 

18.376 



0815000501982600 

10.850 

0815000501984100 

6.969 


0815000501990100 


Fresh 


Saline 


41.022 Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0817000302152500 

7.156 

0815000501983700 

4.113 

0815000501981300 

8.778 

0815000501981400 

16.501 

0815000501990000 

9.069 



0815000501990700 

4.080 

0815000501992200 

15.873 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Vindhyan Sandstone 

4.969 

Non-command 

Older Alluvium 

4.083 

Non-command 

Vindhyan Sandstone 

21.548 

Non-command 

Vindhyan Sandstone 

0.133 

Non-command 

Older Alluvium 

5.795 

Non-command 

Older Alluvium 

13.363 

Non-command 

Older Alluvium 

1.311 

Non-command 

Vindhyan Sandstone 

0.548 

Non-command 

Vindhyan Sandstone 

1.570 

Non-command 

Vindhyan Sandstone 

0.228 

Non-command 

Older Alluvium 

0.492 

Non-command 

Older Alluvium 

15.790 

Non-command 

Vindhyan Sandstone 

0.016 

Non-command 

Older Alluvium 

7.061 

Non-command 

Older Alluvium 

2.919 

Non-command 

Vindhyan Sandstone 

8.579 

Non-command 

Older Alluvium 

19.523 

Non-command 

Older Alluvium 

6.444 

Non-command 

Vindhyan Sandstone 

9.112 

Non-command 

Vindhyan Sandstone 

1.161 

Non-command 

Older Alluvium 

6.985 

Non-command 

Vindhyan Sandstone 

15.778 

Non-command 

Vindhyan Sandstone 

15.111 

Non-command 

Older Alluvium 

2.360 

Non-command 

Older Alluvium 

4.588 

Non-command 

Older Alluvium 

3.374 

Non-command 

Older Alluvium 

4.136 

Non-command 

Older Alluvium 

3.771 

Non-command 

Vindhyan Sandstone 

5.151 

Non-command 

Vindhyan Sandstone 

0.909 

Non-command 

Older Alluvium 

6.251 

Non-command 

Older Alluvium 

35.701 

Non-command 

Vindhyan Sandstone 

11.111 

Non-command 

Vindhyan Sandstone 

5.026 

Non-command 

Older Alluvium 

4.435 

Non-command 

Vindhyan Sandstone 

8.914 

Non-command 

Vindhyan Sandstone 

10.793 

Non-command 

Vindhyan Sandstone 

0.231 

Non-command 

Vindhyan Sandstone 

6.738 

Non-command 

Older Alluvium 

11.988 

Non-command 

Vindhyan Sandstone 

29.034 

Non-command 

Older Alluvium 

5.068 

Non-command 

Older Alluvium 

2.038 

Non-command 

Older Alluvium 

0.003 

Non-command 

Vindhyan Sandstone 

2.535 

Non-command 

Vindhyan Sandstone 

2.706 

Non-command 

Vindhyan Sandstone 

0.877 

Non-command 

Older Alluvium 

1.898 

Non-command 

Vindhyan Sandstone 

7.171 

Non-command 

Older Alluvium 

4.080 

Non-command 

Older Alluvium 

1.239 

Non-command 

Older Alluvium 

14.587 

Non-command 

Vindhyan Sandstone 

0.047 



with 

Pumpset 


(9) (10) 


1 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

50,000 

120 

110,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

100,000 

120 

110,000 

100,000 

120 

110,000 

100,000 

120 

110,000 

90,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

120 

110,000 

100,000 

120 

110,000 

100,000 

120 

70,000 

50,000 

120 

110,000 

100,000 

120 

110,000 

100,000 

120 

110,000 

90,000 

120 

60,000 

60,000 

120 

120,000 

110,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

110,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

100,000 

120 

60,000 

60,000 

120 

110,000 

100,000 

120 

110,000 

100,000 

120 

110,000 

100,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

100,000 

120 

60,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

100,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

110,000 

100,000 

120 

70,000 

50,000 

120 

325,000 

300,000 

120 

60,000 

60,000 

120 

325,000 

300,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

100,000 

120 

70,000 

50,000 

120 

110,000 

100,000 

120 

110,000 

100,000 

120 

110,000 

100,000 

120 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 








































































































































































































































































































































































































































































































































































































































































Micro-watershed 


11008052 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Name 

Census Code 

Area 



sq.km 

(2) 

(3) 

(4) 

Korna 

0817000302153700 

30.454 

Kui Inda 

0815000501984700 

15.635 

Kui Jodha 

0815000501984800 

38.960 

Lunaopura 

0815000501992300 

8.556 


Narayan Nagar 


Nimbon Ka Gaon 


Paboo Nagar 


Paliwal Nagar 


Panchla Khurd 


Panditon Ka Bas 


Prahladpura 


Rajabandh 


Rajgarh 


Rajsagar 


Ramdeo Nagar 


Ramnagar 


Rawalgarh 


Rawatsar 


Rorwa Kalan 


Rorwa Khurd 


Santora Kalan 


Santora Khurd 


Surani 


Suweri Sansan 


Teekamgarh 


Thoombli 


Tibaniya 


Tolesar Charnan 


Tolesar Purohitan 


Udaisar 


Utambar 


Vijainagar 


Akthali 


Alakhdara 


Anganwa 


Anwana 


Asanda 


Non-command 


Non-command 


Non-command 


Non-command 



Meriya 

0815000501981600 

19.322 

Fresh 

Mukandsar 

0815000501991900 

4.772 

Saline 


Non-command 


Non-command 



0815000501990900 

5.797 

0815000501982500 

13.065 

0815000501981800 

15.968 

0815000501991000 

3.662 

0815000201940000 

46.623 

0815000501977600 

12.319 

0815000501977700 

32.991 

0815000501982800 

8.162 

0815000501984200 

11.125 


0815000501977800 

15.490 

0817000302153400 

8.014 

0815000501983100 

5.252 

0815000501984400 

8.518 

0815000501983400 

4.491 

0817000302153200 

6.054 

0817000302153300 

15.770 


0815000201940600 

4.139 

0815000201940500 

23.784 

0815000501993700 

32.673 

0815000501983800 

10.856 


0815000501991400 

6.495 

0817000302152400 

6.454 


0817000302152000 

6.544 

0815000501992800 

6.284 


0815000501992900 

17.205 

0815000501991700 

31.556 

0815000501983000 

11.006 

0815000501982900 

5.140 

0815000401967400 

8.913 

0815000401965900 

6.589 


0815000401961100 

10.491 

0815000201943300 

42.315 

0815000301946400 

9.299 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Baithwasiya 

0815000201937100 

26.431 

Fresh 

Balakua 

0815000401961300 

6.988 

Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

12.159 

Non-command 

Vindhyan Sandstone 

15.635 

Non-command 

Vindhyan Sandstone 

31.566 

Non-command 

Older Alluvium 

1.600 

Non-command 

Vindhyan Sandstone 

5.732 

Non-command 

Older Alluvium 

0.722 

Non-command 

Vindhyan Sandstone 

0.502 

Non-command 

Vindhyan Sandstone 

18.153 

Non-command 

Older Alluvium 

1.528 

Non-command 

Vindhyan Sandstone 

3.244 

Non-command 

Older Alluvium 

5.797 

Non-command 

Vindhyan Sandstone 

13.065 

Non-command 

Vindhyan Sandstone 

5.372 

Non-command 

Older Alluvium 

3.662 

Non-command 

Vindhyan Sandstone 

0.015 

Non-command 

Vindhyan Sandstone 

0.592 

Non-command 

Vindhyan Sandstone 

0.837 

Non-command 

Vindhyan Sandstone 

0.055 

Non-command 

Vindhyan Sandstone 

4.691 

Non-command 

Vindhyan Sandstone 

5.995 

Non-command 

Vindhyan Sandstone 

5.261 

Non-command 

Older Alluvium 

8.014 

Non-command 

Vindhyan Sandstone 

5.252 

Non-command 

Vindhyan Sandstone 

8.518 

Non-command 

Vindhyan Sandstone 

4.491 

Non-command 

Older Alluvium 

6.054 

Non-command 

Older Alluvium 

4.684 

Non-command 

Older Alluvium 

8.786 

Non-command 

Vindhyan Sandstone 

4.139 

Non-command 

Vindhyan Sandstone 

15.366 

Non-command 

Older Alluvium 

0.084 

Non-command 

Vindhyan Sandstone 

10.848 

Non-command 

Vindhyan Sandstone 

0.006 

Non-command 

Older Alluvium 

6.495 

Non-command 

Older Alluvium 

0.067 

Non-command 

Older Alluvium 

0.076 

Non-command 

Older Alluvium 

2.706 

Non-command 

Older Alluvium 

3.824 

Non-command 

Older Alluvium 

0.089 

Non-command 

Older Alluvium 

6.072 

Non-command 

Older Alluvium 

31.556 

Non-command 

Vindhyan Sandstone 

9.795 

Non-command 

Vindhyan Sandstone 

1.684 

Non-command 

Jalore Granite 

1.463 

Non-command 

Vindhyan Sandstone 

0.173 

Non-command 

Vindhyan Sandstone 

6.416 

Non-command 

Vindhyan Sandstone 

10.491 

Non-command 

Vindhyan Sandstone 

30.499 

Non-command 

Bilara Limestone 

0.122 

Non-command 

Vindhyan Sandstone 

0.001 

Non-command 

Vindhyan Sandstone 

20.584 

Non-command 

Jalore Granite 

5.212 

Non-command 

Vindhyan Sandstone 

1.102 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

100,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

100,000 

120 

70,000 

50,000 

120 

110,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

100,000 

150 

120,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

60,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

60,000 

60,000 

120 

325,000 

300,000 

120 

60,000 

60,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

120 

110,000 

100,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

110,000 

100,000 

120 

325,000 

300,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

110,000 

100,000 

120 

110,000 

100,000 

120 

110,000 

100,000 

120 

110,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

150 

130,000 

100,000 

150 

100,000 

80,000 

150 

130,000 

100,000 

120 

120,000 

100,000 

150 

200,000 

150,000 

150 

250,000 

200,000 

150 

120,000 

100,000 

120 

70,000 

50,000 

150 

130,000 

100,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.032 

0.058 

0.022 

0.114 

0.011 

0.011 










































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


Baori 


Baran Kalan 


Baran Khurd 


Basni Bedan 


Basni Danwara 


Basni Nikooban 


Basni Patan 


Bawarla 


Begriya 


Bhabhuon Ki Dhani 


Bhakhron Ki Dhani 


Bhari Nagar 


Bhat Koriya 


Bhawad 


Bora Was 


Borvi Kalan 


Chantaliya 


Daijar 


Daikara 


Danwara 


Deoliya 


Desooriya Vishnoiya 


Dhunariya 


Dhundhara 


Doliya 


Gangani 


Gujrawas Khurd 


Gura Vishnoiyan 


Jajiwal Bhandariya 


Jajiwal Bhatiyan 


Jajiwal Brahmana 


Jajiwal Dhandhala 


Jajiwal Gehlota 


Jajiwal Jakharan 


Jajiwal Kakrala 


Jajiwal Kalan 


Jajiwal Kutri 


Jajiwal Vishnoiyan 


Jaleli Champawatan 


Jaleli Faujdaran 


Jhalamand 


0815000201943200 


0815000401966800 



0815000301947800 


0815000201938800 


0815000201938700 


0815000401965800 


59.289 Fresh 


12.949 Fresh 


Saline 


68.142 Fresh 


15.330 Fresh 


25.832 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0815000201942000 


0815000401965700 


0815000301948200 


0815000401967700 


0815000201938900 


0815000201937200 


0815000201937400 


0815000201943000 


0815000301948100 


0815000201945100 


0815000401960800 


0815000301951200 


0815000301946300 


0815000401961800 


0815000401959200 


0815000201942100 


0815000401967800 


0815000401961700 


0815000201939100 


0815000201939000 


0815000401968100 


0815000301951000 



21.759 


3.123 


8.497 


23.360 


10.943 


32.285 


10.502 


33.519 


4.638 


22.567 


4.191 


Fresh 


22.083 Fresh 


17.723 Fresh 


34.367 Fresh 


33.440 Fresh 


Fresh 


Saline 


Fresh 


14.640 Fresh 


5.886 Fresh 


22.208 Saline 


46.163 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0815000401961000 


9.248 Fresh 


Non-command 



0815000401960600 


0815000401960100 


0815000401960900 


0815000401960500 


0815000401960200 


0815000401960700 


0815000401960400 


0815000401967100 


0815000401966900 


0815000401967200 


0815000401968000 


0815000401967900 


0815000401965300 


1.384 


10.372 


3.173 


1.316 


12.478 


4.713 


20.265 


17.175 


8.816 


9.838 


14.611 


8.219 


15.831 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Vindhyan Sandstone 

47.604 

Non-command 

Jalore Granite 

11.518 

Non-command 

Jalore Granite 

1.430 

Non-command 

Vindhyan Sandstone 

40.331 

Non-command 

Vindhyan Sandstone 

2.074 

Non-command 

Vindhyan Sandstone 

1.120 

Non-command 

Jalore Granite 

1.360 

Non-command 

Vindhyan Sandstone 

3.236 

Non-command 

Vindhyan Sandstone 

12.223 

Non-command 

Jalore Granite 

2.678 

Non-command 

Vindhyan Sandstone 

8.497 

Non-command 

Jalore Granite 

1.229 

Non-command 

Vindhyan Sandstone 

10.943 

Non-command 

Vindhyan Sandstone 

30.190 

Non-command 

Vindhyan Sandstone 

1.476 

Non-command 

Vindhyan Sandstone 

0.972 

Non-command 

Vindhyan Sandstone 

4.638 

Non-command 

Vindhyan Sandstone 

22.189 

Non-command 

Jalore Granite 

3.995 

Non-command 

Vindhyan Sandstone 

0.197 

Non-command 

Jalore Granite 

2.759 

Non-command 

Bilara Limestone 

0.004 

Non-command 

Vindhyan Sandstone 

4.825 

Non-command 

Vindhyan Sandstone 

0.756 

Non-command 

Jalore Granite 

20.840 

Non-command 

Vindhyan Sandstone 

8.269 

Non-command 

Jalore Granite 

5.188 

Non-command 

Jalore Granite 

1.494 

Non-command 

Vindhyan Sandstone 

2.674 

Non-command 

Vindhyan Sandstone 

14.016 

Non-command 

Vindhyan Sandstone 

3.434 

Non-command 

Jalore Granite 

0.208 

Non-command 

Jalore Granite 

13.445 

Non-command 

Vindhyan Sandstone 

2.315 

Non-command 

Jalore Granite 

1.617 

Non-command 

Vindhyan Sandstone 

5.044 

Non-command 

Jalore Granite 

5.625 

Non-command 

Vindhyan Sandstone 

3.624 

Non-command 

Older Alluvium 

0.010 

Non-command 

Older Alluvium 

0.061 

Non-command 

Jalore Granite 

1.075 

Non-command 

Jalore Granite 

9.089 

Non-command 

Jalore Granite 

3.173 

Non-command 

Jalore Granite 

0.167 

Non-command 

Jalore Granite 

8.659 

Non-command 

Jalore Granite 

3.935 

Non-command 

Jalore Granite 

4.357 

Non-command 

Jalore Granite 

17.175 

Non-command 

Jalore Granite 

8.816 

Non-command 

Jalore Granite 

9.339 

Non-command 

Jalore Granite 

0.092 

Non-command 

Jalore Granite 

0.625 

Non-command 

Older Alluvium 

5.263 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

60,000 

40,000 

150 

100,000 

80,000 

120 

120,000 

100,000 

120 

60,000 

40,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

150 

130,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

120,000 

100,000 

150 

130,000 

100,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

150 

130,000 

100,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

150 

130,000 

100,000 

120 

70,000 

50,000 

150 

130,000 

100,000 

120 

250,000 

200,000 

120 

100,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

250,000 

200,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 



0.059 

0.059 

0.012 

0.012 
















































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 




Jheepasani 

0815000401958900 

12.916 

Fresh 

Jodhpur (M Cl) 

0815000441502000 

29.471 

Fresh 



Jointara 

0815000301948400 

16.000 

Fresh 

Jur 

0815000201943600 

18.009 

Fresh 

Kajnau Kalan 

0815000301947500 

32.107 

Fresh 

Kajnau Khurd 

0815000301945800 

16.246 

Fresh 

Karwar 

0815000401958800 

23.863 

Fresh 

Kelawa Kalan 

0815000201943500 

24.753 

Fresh 

Kelawa Khurd 

0815000201943400 

16.437 

Fresh 

Kharda Mewasa 

0815000201941900 

43.995 

Fresh 

Kharda Randheer 

0815000401966000 

3.176 

Saline 


Saline Non-command 


Non-command 


Non-command 


Saline Non-command 


81.838 Fresh Non-command 


Saline Non-command 


94.303 Fresh Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Khari Kalan 

0815000201945400 

23.012 

Fresh 

Khari Khurd 

0815000201945300 

26.278 

Fresh 

Kherapa 

0815000301947600 

24.731 

Fresh 

Khokharia 

0815000401966600 

6.990 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Khudiyala 

0815000201941800 

10.364 

Fresh 

Kiram Sariya Kalan 

0815000201943700 

6.669 

Fresh 

Kiramsariya Khurd 

0815000201941700 

9.373 

Fresh 

Kuri Bhagtasani 

0815000401965200 

6.921 

Fresh 

Lawera Kalan 

0815000301947700 

18.094 

Fresh 

Lawera Khurd 

0815000301948300 

21.576 

Fresh 

Lordi-pandit Ji 

0815000401961400 

17.068 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Lunawas 

0815000301951300 

12.031 

Fresh 

Mailana 

0815000301948500 

23.590 

Fresh 

Mathaniya 

0815000201944600 

25.711 

Fresh 

Melawas 

0815000301950800 

7.219 

Fresh 


Nagalwas 


Nandara Kalan 


Nandiya Jajra 


Nandra-khurd 


Non-command 


Non-command 


Non-command 


Non-command 



0815000301947300 

18.979 

0815000401966300 

9.171 


0815000201943100 

25.343 

0815000401966700 

11.552 




Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Nawa Nagariya 

0815000301950900 

3.217 

Fresh 

Netra 

0815000301950700 

48.403 

Fresh 

Newra 

0815000201939200 

29.492 

Fresh 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Vindhyan Sandstone 

2.267 

Non-command 

Jalore Granite 

0.382 

Non-command 

Older Alluvium 

4.843 

Non-command 

Vindhyan Sandstone 

1.140 

Non-command 

Vindhyan Sandstone 

3.319 

Non-command 

Older Alluvium 

10.778 

Non-command 

Vindhyan Sandstone 

17.683 

Non-command 

Vindhyan Sandstone 

0.046 

Non-command 

Vindhyan Sandstone 

68.622 

Non-command 

Vindhyan Sandstone 

10.677 

Non-command 

Older Alluvium 

5.148 

Non-command 

Vindhyan Sandstone 

14.762 

Non-command 

Vindhyan Sandstone 

8.189 

Non-command 

Vindhyan Sandstone 

18.009 

Non-command 

Vindhyan Sandstone 

26.328 

Non-command 

Vindhyan Sandstone 

15.433 

Non-command 

Vindhyan Sandstone 

0.524 

Non-command 

Vindhyan Sandstone 

24.724 

Non-command 

Vindhyan Sandstone 

16.437 

Non-command 

Vindhyan Sandstone 

41.875 

Non-command 

Jalore Granite 

2.704 

Non-command 

Vindhyan Sandstone 

0.473 

Non-command 

Vindhyan Sandstone 

22.987 

Non-command 

Vindhyan Sandstone 

26.278 

Non-command 

Vindhyan Sandstone 

14.713 

Non-command 

Jalore Granite 

2.802 

Non-command 

Vindhyan Sandstone 

4.188 

Non-command 

Vindhyan Sandstone 

9.686 

Non-command 

Vindhyan Sandstone 

1.030 

Non-command 

Vindhyan Sandstone 

0.786 

Non-command 

Older Alluvium 

1.788 

Non-command 

Vindhyan Sandstone 

18.094 

Non-command 

Vindhyan Sandstone 

21.573 

Non-command 

Jalore Granite 

1.039 

Non-command 

Vindhyan Sandstone 

1.911 

Non-command 

Jalore Granite 

1.715 

Non-command 

Vindhyan Sandstone 

3.511 

Non-command 

Vindhyan Sandstone 

0.182 

Non-command 

Jalore Granite 

1.655 

Non-command 

Vindhyan Sandstone 

2.640 

Non-command 

Vindhyan Sandstone 

6.121 

Non-command 

Jalore Granite 

0.479 

Non-command 

Jalore Granite 

8.688 

Non-command 

Vindhyan Sandstone 

4.601 

Non-command 

Jalore Granite 

4.460 

Non-command 

Jalore Granite 

7.091 

Non-command 

Jalore Granite 

3.489 

Non-command 

Vindhyan Sandstone 

3.063 

Non-command 

Jalore Granite 

0.004 

Non-command 

Vindhyan Sandstone 

0.270 

Non-command 

Jalore Granite 

1.721 

Non-command 

Vindhyan Sandstone 

13.887 

Non-command 

Vindhyan Sandstone 

27.277 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

100,000 

50,000 

120 

90,000 

70,000 

150 

130,000 

100,000 

120 

120,000 

110,000 

150 

130,000 

100,000 

150 

100,000 

80,000 

150 

130,000 

100,000 

150 

100,000 

80,000 

120 

120,000 

110,000 

150 

130,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

150 

130,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

150 

120,000 

100,000 

120 

60,000 

40,000 

150 

100,000 

80,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

150 

130,000 

100,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

120 

250,000 

200,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

150 

130,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

150 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

150 

250,000 

200,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

150 

130,000 

100,000 

120 

60,000 

40,000 

150 

100,000 

80,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

150 

120,000 

100,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.011 




















































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Newra Road 

0815000201939300 

41.426 

Fresh 

Osian 

0815000201936700 

75.108 

Fresh 

Palri Mangaliya 

0815000401962200 

17.437 

Fresh 

Palri Ranawata 

0815000301947200 

28.337 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Panditji Ki Dhani 

0815000201937000 

32.945 

Fresh 

Phitkasni 

0815000401965400 

10.012 

Saline 


Non-command 


Non-command 



Rasidan 

0815000401965500 

6.697 

Saline 

Sanwat Kua Kalan 

0815000301947900 

8.584 

Fresh 

Sanwat Kua Khurd 

0815000301948000 

6.154 

Fresh 

Sindhiyon Ki Dhani 

0815000201944800 

21.967 

Fresh 

Siriyade Gaon 

0815000401966200 

8.016 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Soder Ki Dhani 

0815000401966400 

2.768 

Saline 

Sooraj Basni 

0815000401967300 

7.293 

Fresh 

Surpura 

0815000401961200 

13.032 

Fresh 


Non-command 


Non-command 


Non-command 


11008053 


Surpura Kalan 


Thabukra 


Thob 


Todiyana 


Uchiyarda 


Ujaliya 


Ummednagar 


Vinayakpura 


Vishnoiyon Ki Dhani 


Abasar 


Abhaygarh 


Asarlai 


Baghthal 


Bapunagar 


Beniwalon Ki Dhani 


Bhom Sagar 


Bhurajgarh 


Biramdeogarh 


Chaba 


Chandsar 


Chatarpura 


Chordiya 


Dade Ki Beri 


Dasaniyan 


0815000301951100 

3.624 

Fresh 

0815000401959100 

23.926 

Fresh 

0815000201937300 

35.625 

Fresh 

0815000301947400 

15.853 

Fresh 

0815000401966100 

9.403 

Saline 

0815000201944900 

9.641 

Fresh 

0815000201945000 

45.997 

Fresh 

0815000201945200 

25.397 

Fresh 

0815000401967000 

7.333 

Fresh 

0816000202066300 

10.270 

Saline 

0815000501979700 

13.059 

Fresh 

0815000501974000 

31.430 

Fresh 

0817000202116800 

11.019 

Saline 

0815000501979900 

13.431 

Fresh 

0817000202119000 

4.227 

Saline 

0815000501986300 

37.498 

Saline 

0816000202065900 

14.780 

Saline 

0815000501976700 

18.030 

Fresh 

0815000501986200 

103.409 

Saline 

0815000501975900 

12.966 

Fresh 

0815000501980300 

37.024 

Saline 

0815000501976200 

22.644 

Fresh 

0815000501974900 

7.691 

Saline 

0815000501974800 

31.979 

Fresh 



Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Dechoo 

0815000501973900 

80.317 

Fresh 

Deorajgarh 

0815000501980600 

19.948 

Fresh 

Dholasar 

0815000501974100 

14.852 

Fresh 

Doongra Nada 

0817000202118100 

12.571 

Saline 

Gajsinghpura 

0815000501986400 

20.023 

Saline 

Jagram Ki Dhani 

0817000202119100 

9.951 

Saline 

Jaitsar 

0815000501975700 

13.354 

Fresh 

Jasoron Ki Beri 

0817000202117800 

1.886 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Vindhyan Sandstone 

10.755 

Non-command 

Vindhyan Sandstone 

1.759 

Non-command 

Vindhyan Sandstone 

0.010 

Non-command 

Bilara Limestone 

0.018 

Non-command 

Vindhyan Sandstone 

0.281 

Non-command 

Vindhyan Sandstone 

1.593 

Non-command 

Jalore Granite 

5.101 

Non-command 

Older Alluvium 

1.482 

Non-command 

Vindhyan Sandstone 

0.747 

Non-command 

Jalore Granite 

0.008 

Non-command 

Vindhyan Sandstone 

8.584 

Non-command 

Vindhyan Sandstone 

6.154 

Non-command 

Vindhyan Sandstone 

2.115 

Non-command 

Jalore Granite 

3.184 

Non-command 

Vindhyan Sandstone 

4.832 

Non-command 

Jalore Granite 

2.755 

Non-command 

Jalore Granite 

5.391 

Non-command 

Jalore Granite 

1.343 

Non-command 

Vindhyan Sandstone 

11.655 

Non-command 

Jalore Granite 

1.005 

Non-command 

Jalore Granite 

23.077 

Non-command 

Vindhyan Sandstone 

28.972 

Non-command 

Vindhyan Sandstone 

8.101 

Non-command 

Jalore Granite 

9.106 

Non-command 

Vindhyan Sandstone 

6.733 

Non-command 

Vindhyan Sandstone 

12.293 

Non-command 

Vindhyan Sandstone 

25.342 

Non-command 

Jalore Granite 

7.333 

Non-command 

Older Alluvium 

9.933 

Non-command 

Vindhyan Sandstone 

3.083 

Non-command 

Vindhyan Sandstone 

7.885 

Non-command 

Older Alluvium 

3.518 

Non-command 

Vindhyan Sandstone 

7.663 

Non-command 

Older Alluvium 

3.851 

Non-command 

Older Alluvium 

36.061 

Non-command 

Older Alluvium 

5.375 

Non-command 

Vindhyan Sandstone 

3.867 

Non-command 

Older Alluvium 

71.827 

Non-command 

Vindhyan Sandstone 

12.966 

Non-command 

Older Alluvium 

34.334 

Non-command 

Vindhyan Sandstone 

22.595 

Non-command 

Vindhyan Sandstone 

3.864 

Non-command 

Vindhyan Sandstone 

13.697 

Non-command 

Older Alluvium 

1.383 

Non-command 

Vindhyan Sandstone 

10.841 

Non-command 

Vindhyan Sandstone 

5.337 

Non-command 

Older Alluvium 

0.344 

Non-command 

Vindhyan Sandstone 

0.034 

Non-command 

Older Alluvium 

3.688 

Non-command 

Older Alluvium 

1.026 

Non-command 

Older Alluvium 

1.359 

Non-command 

Vindhyan Sandstone 

13.354 

Non-command 

Older Alluvium 

1.886 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

150 

120,000 

100,000 

150 

120,000 

100,000 

150 

130,000 

100,000 

150 

200,000 

150,000 

150 

250,000 

200,000 

150 

120,000 

100,000 

120 

70,000 

50,000 

120 

100,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

150 

120,000 

100,000 

120 

60,000 

40,000 

150 

100,000 

80,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

150 

130,000 

100,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

150 

120,000 

100,000 

150 

250,000 

200,000 

120 

60,000 

40,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

30,000 

30,000 

120 

100,000 

80,000 

120 

30,000 

30,000 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

30,000 

30,000 

120 

90,000 

60,000 

120 

30,000 

30,000 

120 

100,000 

80,000 

120 

30,000 

30,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 


(15) 


0.015 



0.004 

0.004 

0.029 

0.029 













































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Jethaniya 


Jhiponiyon Ki Dhani 


Kalathal 


Kankolgarh 


Kanodiya Purohitan 


Karaliya 


Kerala 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


0815000501974300 


0817000202118000 


0817000302146400 


0817000202116900 


0815000501973800 


0817000202117700 


0815000501980100 


sq.km 


(4) 


30.060 


16.653 


24.751 


8.562 


35.333 


8.060 


8.742 




Kharda Charnan 

0817000202117400 

8.106 

Saline 

Khetsagar 

0815000501974200 

2.706 

Fresh 

Khetsingh Nagar 

0815000501976600 

6.477 

Fresh 

Khiyasariya 

0815000501976500 

17.859 

Fresh 

Khokhar 

0817000202116600 

6.637 

Saline 

Khokhar East 

0817000202117000 

21.135 

Saline 

Khokhar South 

0817000202117100 

13.247 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Khumansar 

0816000202066600 

25.111 

Saline 

Kishornagar 

0815000501975400 

10.692 

Fresh 


Non-command 


Non-command 



Kumpaliya 

0817000202118200 

9.947 

Saline 

Lawaran 

0815000501976900 

13.155 

Fresh 

Lumbansar 

0815000501980400 

29.557 

Saline 

Mahadeo Ka Mandir 

0817000202117900 

5.745 

Saline 

Mahingpura 

0817000202116500 

8.992 

Saline 

Malasar 

0817000202117500 

4.889 

Saline 

Narsinghpura 

0815000501980200 

18.483 

Saline 

Nayabera 

0815000501976400 

11.044 

Fresh 

Paboosar 

0815000501975200 

13.819 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Padampura 

0816000202065700 

11.005 

Saline 

Parbatsar 

0816000202066200 

4.833 

Saline 

Pareu 

0817000202118900 

13.998 

Saline 

Peeroni Saiyon Ki Dhani 

0817000202118600 

7.596 

Saline 

Pooniyon Ki Beri 

0817000202118800 

5.508 

Saline 

Prabhupura 

0816000202065800 

13.414 

Saline 

Pratapgarh 

0815000501976100 

10.841 

Fresh 

Premsar 

0815000501975600 

17.876 

Fresh 

Pugaliya 

0815000501975800 

19.457 

Fresh 

Raidhanpura 

0815000501975300 

1.508 

Saline 

Rawatsar 

0815000501975100 

14.828 

Saline 

Sagat Sagar 

0815000501976300 

3.239 

Fresh 

Santosh Nathpura 

0815000501974700 

20.730 

Fresh 

Santoshnagar 

0815000501975000 

15.441 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Setrawa 


0815000501979800 


25.034 Fresh Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Vindhyan Sandstone 

10.702 

Non-command 

Older Alluvium 

1.439 

Non-command 

Older Alluvium 

2.312 

Non-command 

Older Alluvium 

7.354 

Non-command 

Vindhyan Sandstone 

8.627 

Non-command 

Older Alluvium 

0.726 

Non-command 

Older Alluvium 

5.520 

Non-command 

Older Alluvium 

2.253 

Non-command 

Older Alluvium 

2.841 

Non-command 

Tertiary Sandstone 

0.269 

Non-command 

Older Alluvium 

0.315 

Non-command 

Vindhyan Sandstone 

2.706 

Non-command 

Vindhyan Sandstone 

6.358 

Non-command 

Vindhyan Sandstone 

17.859 

Non-command 

Older Alluvium 

4.541 

Non-command 

Older Alluvium 

13.920 

Non-command 

Older Alluvium 

12.439 

Non-command 

Tertiary Sandstone 

0.466 

Non-command 

Older Alluvium 

2.676 

Non-command 

Tertiary Sandstone 

0.586 

Non-command 

Older Alluvium 

18.721 

Non-command 

Older Alluvium 

1.229 

Non-command 

Vindhyan Sandstone 

4.199 

Non-command 

Older Alluvium 

5.067 

Non-command 

Vindhyan Sandstone 

0.197 

Non-command 

Older Alluvium 

0.265 

Non-command 

Vindhyan Sandstone 

3.375 

Non-command 

Older Alluvium 

11.668 

Non-command 

Older Alluvium 

5.107 

Non-command 

Older Alluvium 

8.992 

Non-command 

Older Alluvium 

4.700 

Non-command 

Older Alluvium 

17.128 

Non-command 

Vindhyan Sandstone 

8.920 

Non-command 

Older Alluvium 

13.117 

Non-command 

Vindhyan Sandstone 

0.562 

Non-command 

Older Alluvium 

4.451 

Non-command 

Vindhyan Sandstone 

6.550 

Non-command 

Older Alluvium 

0.013 

Non-command 

Older Alluvium 

4.833 

Non-command 

Older Alluvium 

11.040 

Non-command 

Older Alluvium 

0.676 

Non-command 

Older Alluvium 

0.102 

Non-command 

Older Alluvium 

8.844 

Non-command 

Vindhyan Sandstone 

10.841 

Non-command 

Vindhyan Sandstone 

17.876 

Non-command 

Vindhyan Sandstone 

5.307 

Non-command 

Older Alluvium 

1.508 

Non-command 

Older Alluvium 

0.022 

Non-command 

Vindhyan Sandstone 

3.239 

Non-command 

Vindhyan Sandstone 

2.433 

Non-command 

Older Alluvium 

0.653 

Non-command 

Vindhyan Sandstone 

2.735 

Non-command 

Vindhyan Sandstone 

24.631 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

30,000 

30,000 

120 

60,000 

60,000 

120 

30,000 

30,000 

120 

110,000 

90,000 

120 

30,000 

30,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

30,000 

30,000 

120 

120,000 

120,000 

120 

30,000 

30,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

120,000 

120,000 

120 

30,000 

30,000 

120 

120,000 

120,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

30,000 

30,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.004 

0.004 

0.022 

0.207 



0.014 

0.018 

0.004 

0.004 

0.004 

0.004 














































































































































































































































































































































































































































































































































































































































































Micro-watershed 


11008054 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Shivsagar 

0815000501976000 

4.142 

Fresh 

Shivsar 

0815000501976800 

17.885 

Fresh 

Simar Khiya 

0817000202117600 

22.756 

Saline 

Sohanpura 

0816000202065400 

32.928 

Saline 

Somesar 

0815000501975500 

16.513 

Fresh 

Suwaliya 

0815000501980500 

23.287 

Saline 

Tanasar 

0816000202066000 

6.360 

Saline 

Amarji Ki Dhani 

0817000202114800 

3.620 

Saline 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Beri Nadi 

0817000202114400 

14.227 

Saline 

Bheekhorai Nai 

0816000202063300 

48.551 

Saline 


Non-command 



Bhomoniyon Ki Dhani 

0817000202115200 

4.803 

Saline 

Chak Neemba Ki Dhani 

0817000202104000 

4.482 

Saline 

Chak Santara 

0817000202121100 

3.868 

Saline 

Charnet 

0817000202104400 

5.676 

Saline 

Deluon Ki Dhani 

0817000202115700 

8.398 

Saline 


Devpura @ Gogasar 


Dhetasar 


Doongroniyon Ki Dhani 


Fateh Nagar 


Gira 


Godaron Ki Dhani 


Gogasar 


Gorsiyon Ki Tala 


Hadaniyon Ki Dhani 


Hanumanpura 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0817000202120900 

5.276 

0817000202104500 

6.898 

0817000202114300 

12.590 

0817000202120700 

10.070 

0817000202119900 

10.066 

0817000202113500 

8.822 

0817000202120100 

9.540 

0817000102100900 

57.346 

0817000202103600 

2.932 

0817000102100500 

73.517 



Hira Ki Dhani 

0817000202103800 

8.791 

Saline 

Joraniyo Ki Dhani 

0817000202103300 

12.126 

Saline 

Kanor 

0817000202113600 

7.785 

Saline 

Kasoom Bala Charnan 

0817000202102900 

2.972 

Saline 

Kasoom Bala Mahechan 

0817000202102800 

30.811 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kasoom Bala Sardar Singh 

0817000202104700 

4.059 

Saline 

Kasoombala Bhatiyan 

0817000202103100 

20.126 

Saline 

Kasoombala Harchand 

0817000202104600 

6.072 

Saline 

Kasoombala Phanta 

0817000202103200 

15.185 

Saline 

Kerli Nadi 

0817000202114200 

4.611 

Saline 

Kesoola Ka Pana 

0816000202063200 

39.802 

Saline 

Khothon Ki Dhani 

0817000202103700 

10.605 

Saline 

Khumaniyon Ki Dhani 

0817000202115100 

4.583 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kuknon Ki Dhani 

0817000202114600 

4.928 

Saline 

Legon Ki Dhani 

0817000202115400 

5.168 

Saline 

Madon Ki Dhani 

0817000202104800 

8.583 

Saline 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Vindhyan Sandstone 

3.415 

Non-command 

Vindhyan Sandstone 

0.553 

Non-command 

Older Alluvium 

22.610 

Non-command 

Older Alluvium 

0.024 

Non-command 

Vindhyan Sandstone 

15.955 

Non-command 

Older Alluvium 

0.273 

Non-command 

Older Alluvium 

0.461 

Non-command 

Rhyolite 

0.447 

Non-command 

Tertiary Sandstone 

3.173 

Non-command 

Tertiary Sandstone 

14.227 

Non-command 

Jurassic Sandstone 

7.635 

Non-command 

Tertiary Sandstone 

5.146 

Non-command 

Tertiary Sandstone 

4.803 

Non-command 

Tertiary Sandstone 

4.482 

Non-command 

Rhyolite 

0.001 

Non-command 

Tertiary Sandstone 

5.676 

Non-command 

Rhyolite 

1.303 

Non-command 

Tertiary Sandstone 

3.349 

Non-command 

Rhyolite 

4.932 

Non-command 

Tertiary Sandstone 

6.898 

Non-command 

Tertiary Sandstone 

5.340 

Non-command 

Rhyolite 

2.190 

Non-command 

Rhyolite 

1.494 

Non-command 

Rhyolite 

0.517 

Non-command 

Rhyolite 

6.524 

Non-command 

Jurassic Sandstone 

1.337 

Non-command 

Tertiary Sandstone 

0.001 

Non-command 

Jurassic Sandstone 

48.772 

Non-command 

Jurassic Sandstone 

15.100 

Non-command 

Jurassic Sandstone 

0.044 

Non-command 

Jurassic Sandstone 

3.589 

Non-command 

Tertiary Sandstone 

2.240 

Non-command 

Tertiary Sandstone 

4.626 

Non-command 

Tertiary Sandstone 

0.048 

Non-command 

Rhyolite 

0.002 

Non-command 

Tertiary Sandstone 

2.972 

Non-command 

Jurassic Sandstone 

7.371 

Non-command 

Tertiary Sandstone 

23.426 

Non-command 

Tertiary Sandstone 

4.059 

Non-command 

Tertiary Sandstone 

3.637 

Non-command 

Tertiary Sandstone 

6.072 

Non-command 

Tertiary Sandstone 

13.139 

Non-command 

Tertiary Sandstone 

2.159 

Non-command 

Jurassic Sandstone 

13.814 

Non-command 

Tertiary Sandstone 

9.572 

Non-command 

Rhyolite 

0.075 

Non-command 

Tertiary Sandstone 

4.508 

Non-command 

Rhyolite 

2.642 

Non-command 

Tertiary Sandstone 

5.168 

Non-command 

Jurassic Sandstone 

0.352 

Non-command 

Tertiary Sandstone 

8.229 

Non-command 

Rhyolite 

3.436 

Non-command 

Tertiary Sandstone 

5.215 


with 

Pumpset 


( 9 ) ( 10 ) 


58 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

100,000 

80,000 

120 

110,000 

90,000 

120 

30,000 

30,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

20,000 

20,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

20,000 

20,000 

120 

120,000 

120,000 

120 

20,000 

20,000 

120 

120,000 

120,000 

120 

20,000 

20,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

120,000 

80,000 

120 

120,000 

120,000 

120 

120,000 

80,000 

120 

100,000 

30,000 

120 

100,000 

90,000 

120 

100,000 

60,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

20,000 

20,000 

120 

120,000 

120,000 

120 

100,000 

60,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

100,000 

80,000 

120 

120,000 

120,000 

120 

20,000 

20,000 

120 

120,000 

120,000 

120 

20,000 

20,000 

120 

120,000 

120,000 

120 

100,000 

60,000 

120 

120,000 

120,000 

120 

20,000 

20,000 

120 

120,000 

120,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 



0.014 

0.014 

0.014 

0.014 

0.014 

0.014 

0.014 

0.014 

0.029 

0.029 





















































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Neemba Ki Dhani 


Nimboniyon Ki Dhani 


Pancha Ki Dhani 


Pawoondari 


Peethoniyon Ki Dhani 


Pooniyon Ka Tala 


Rajbera 


Rajpura 


Ramderiya 


Rateu 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Census Code 

Area 



sq.km 


( 3 ) 

( 4 ) 

( 5 ) 

0816000202063100 

21.598 

Fresh 



Saline 

0817000202115900 

11.470 

Saline 

0817000202114700 

4.219 

Saline 

0817000202103900 

11.333 

Saline 

0817000202121300 

5.543 

Saline 

0817000202114900 

4.808 

Saline 


0817000202114100 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


10.814 Saline Non-command 



0817000202120300 

4.462 

0817000202104200 

3.725 

0817000202105000 

61.687 




Sakari 

0817000202121400 

12.520 

Saline 

Sardarpura 

0817000202121000 

2.558 

Saline 

Sawau Moolraj 

0817000202104300 

9.998 

Saline 

Sawau Padamsingh 

0817000202114500 

4.049 

Saline 

Shivpura 

0817000202119800 

2.825 

Saline 

Shyampura 

0817000202120000 

6.051 

Saline 

Siyagon Ki Dhani 

0817000202104100 

4.445 

Saline 

Sujoniyon Ki Dhani 

0817000202103000 

8.461 

Saline 

Suntala 

0817000202115300 

4.018 

Saline 

Sutharon Ki Dhani 

0817000202115500 

8.031 

Saline 

Udramaniyon Ki Dhani 

0817000202115000 

7.808 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


11008055 


Utarani 

0817000202121200 

9.419 

Saline 

Ajeet Nagar 

0815000501992700 

23.979 

Fresh 


Bambor Purohitan 


Bankiyawas Kalan 


Bankiyawas Khurd 


Bara Kotecha 


Bari 


Basni Bhatiyan 



Araba Chauhanan 

0817000302155400 

9.962 

Saline 

Arawa Purohitan 

0817000302156700 

1.652 

Saline 

Arawa Unda 

0817000302156500 

3.886 

Saline 

Bambor Darjiyan 

0815000401963500 

15.470 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



0815000401963600 


Saline Non-command 


6.571 Fresh Non-command 





Saline 

0817000302156300 

11.809 

Saline 

0817000302155600 

12.786 

Saline 

0815000201941200 

32.441 

Fresh 

0815000201941100 

15.089 

Fresh 

0815000201940900 

1.345 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Beroo 

0815000401958000 

27.338 

Fresh 

Bhagoniyon Ki Dhani 

0817000302155500 

4.440 

Saline 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Jurassic Sandstone 

0.016 

Non-command 

Jurassic Sandstone 

4.691 

Non-command 

Tertiary Sandstone 

2.844 

Non-command 

Rhyolite 

3.615 

Non-command 

Tertiary Sandstone 

4.812 

Non-command 

Rhyolite 

4.881 

Non-command 

Rhyolite 

1.295 

Non-command 

Tertiary Sandstone 

3.513 

Non-command 

Rhyolite 

6.358 

Non-command 

Tertiary Sandstone 

0.457 

Non-command 

Jurassic Sandstone 

0.326 

Non-command 

Jurassic Sandstone 

0.000 

Non-command 

Rhyolite 

1.256 

Non-command 

Tertiary Sandstone 

3.725 

Non-command 

Jurassic Sandstone 

0.093 

Non-command 

Jurassic Sandstone 

3.912 

Non-command 

Tertiary Sandstone 

5.189 

Non-command 

Rhyolite 

0.346 

Non-command 

Rhyolite 

2.558 

Non-command 

Tertiary Sandstone 

9.998 

Non-command 

Tertiary Sandstone 

4.049 

Non-command 

Rhyolite 

2.803 

Non-command 

Rhyolite 

5.093 

Non-command 

Tertiary Sandstone 

4.445 

Non-command 

Tertiary Sandstone 

8.461 

Non-command 

Tertiary Sandstone 

4.018 

Non-command 

Tertiary Sandstone 

7.818 

Non-command 

Rhyolite 

6.437 

Non-command 

Tertiary Sandstone 

1.319 

Non-command 

Rhyolite 

0.563 

Non-command 

Older Alluvium 

8.606 

Non-command 

Rhyolite 

6.106 

Non-command 

Older Alluvium 

9.365 

Non-command 

Older Alluvium 

0.004 

Non-command 

Older Alluvium 

2.918 

Non-command 

Older Alluvium 

1.218 

Non-command 

Rhyolite 

13.921 

Non-command 

Older Alluvium 

0.331 

Non-command 

Older Alluvium 

3.442 

Non-command 

Rhyolite 

3.073 

Non-command 

Older Alluvium 

0.055 

Non-command 

Older Alluvium 

1.940 

Non-command 

Older Alluvium 

9.051 

Non-command 

Vindhyan Sandstone 

2.714 

Non-command 

Vindhyan Sandstone 

10.330 

Non-command 

Older Alluvium 

1.312 

Non-command 

Vindhyan Sandstone 

0.032 

Non-command 

Older Alluvium 

3.212 

Non-command 

Vindhyan Sandstone 

0.870 

Non-command 

Older Alluvium 

3.606 

Non-command 

Rhyolite 

5.584 

Non-command 

Vindhyan Sandstone 

27.304 

Non-command 

Older Alluvium 

4.146 



with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

325,000 

325,000 

120 

100,000 

80,000 

120 

120,000 

120,000 

120 

20,000 

20,000 

120 

120,000 

120,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

120,000 

120,000 

120 

20,000 

20,000 

120 

120,000 

120,000 

120 

120,000 

80,000 

120 

100,000 

30,000 

120 

20,000 

20,000 

120 

120,000 

120,000 

120 

100,000 

90,000 

120 

100,000 

60,000 

120 

120,000 

120,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

20,000 

20,000 

120 

120,000 

120,000 

120 

20,000 

20,000 

120 

110,000 

100,000 

120 

110,000 

100,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

120,000 

110,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

120,000 

110,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

120 

100,000 

80,000 

150 

120,000 

100,000 

120 

120,000 

110,000 

150 

130,000 

100,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

150 

130,000 

100,000 

120 

60,000 

60,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.005 

0.005 

0.043 

0.043 

0.014 

0.014 

0.029 

0.029 

0.029 

0.029 



0.015 

0.249 

0.045 

0.459 

0.048 

0.240 

- 

- 

0.026 

0.026 

0.015 

0.015 































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Bhagtasani 


Bhatelai Charnan 


Dedipa Nada 


Deoriya 


Dhawa-i 


Digari 


Doli 


Doli Kalan 


Doli Khurd 


Doli Nerwa 


Doli Rajguro 


Doodinagar 


Dugar 


Gangawas 


Ghantiyala 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


0815000401962900 


0815000501993000 



sq.km 


(4) (5) 


1.839 Fresh 


1.789 Fresh 


Saline 


12.323 Saline 


Bhopji Ki Dhani 

0817000302154400 

9.077 

Saline 

Bujhawar 

0815000601993900 

15.621 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Chandrai 

0817000302154100 

3.067 

Saline 

Chaukhan 

0815000401964800 

27.460 

Fresh 

Chawanda 

0815000401957700 

16.232 

Fresh 


Non-command 


Non-command 


Non-command 



0815000401957900 

7.800 

0817000302155700 

5.352 

0815000601997700 

41.447 


0815000201940400 

14.315 

0815000601994000 

22.411 

0817000302155100 

15.481 

0817000302155300 

10.387 

0815000201940700 

11.332 

0817000302156800 

22.741 

0815000501993500 

9.792 

0815000501993300 

16.896 

0817000302153900 

29.195 

0815000401957500 

17.306 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Godawas 


Godawas Kalan 


Gulab Sagar 


Gwalnada 


Haliyan 


Hem Nagar 


0817000302154900 

17.792 

0817000302155000 

11.954 

0815000601996100 

8.027 


0817000302155200 

23.999 

0817000302154800 

6.302 

0815000401963900 

2.830 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hingola 


0815000601996700 


Indroka 


Jakharo Ki Dhani 


Janadesar 


Jeloo 


Jhanwar 


Jogiyasani 


26.861 Fresh 


Saline 


Non-command 


Non-command 



0815000401958200 

30.498 

0815000401962300 

10.465 

0815000601996300 

9.072 


0815000201940300 

32.908 

0815000601996000 

68.543 

0815000601997200 

5.496 




Saline 


17.260 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Vindhyan Sandstone 

1.839 

Non-command 

Older Alluvium 

0.238 

Non-command 

Older Alluvium 

1.551 

Non-command 

Older Alluvium 

12.200 

Non-command 

Vindhyan Sandstone 

0.123 

Non-command 

Older Alluvium 

9.077 

Non-command 

Older Alluvium 

10.871 

Non-command 

Vindhyan Sandstone 

3.657 

Non-command 

Older Alluvium 

3.004 

Non-command 

Vindhyan Sandstone 

7.706 

Non-command 

Older Alluvium 

12.059 

Non-command 

Vindhyan Sandstone 

4.118 

Non-command 

Older Alluvium 

18.399 

Non-command 

Vindhyan Sandstone 

3.261 

Non-command 

Older Alluvium 

3.921 

Non-command 

Vindhyan Sandstone 

0.254 

Non-command 

Vindhyan Sandstone 

7.800 

Non-command 

Older Alluvium 

0.050 

Non-command 

Older Alluvium 

5.096 

Non-command 

Older Alluvium 

6.191 

Non-command 

Vindhyan Sandstone 

3.190 

Non-command 

Older Alluvium 

7.113 

Non-command 

Older Alluvium 

12.515 

Non-command 

Older Alluvium 

9.135 

Non-command 

Vindhyan Sandstone 

11.103 

Non-command 

Older Alluvium 

1.083 

Non-command 

Older Alluvium 

2.731 

Non-command 

Older Alluvium 

13.977 

Non-command 

Older Alluvium 

5.867 

Non-command 

Older Alluvium 

6.878 

Non-command 

Vindhyan Sandstone 

3.983 

Non-command 

Older Alluvium 

17.792 

Non-command 

Older Alluvium 

11.954 

Non-command 

Older Alluvium 

1.915 

Non-command 

Older Alluvium 

6.112 

Non-command 

Older Alluvium 

23.999 

Non-command 

Older Alluvium 

6.302 

Non-command 

Rhyolite 

2.516 

Non-command 

Vindhyan Sandstone 

0.313 

Non-command 

Older Alluvium 

0.335 

Non-command 

Older Alluvium 

13.990 

Non-command 

Vindhyan Sandstone 

12.536 

Non-command 

Vindhyan Sandstone 

6.835 

Non-command 

Vindhyan Sandstone 

2.274 

Non-command 

Older Alluvium 

8.733 

Non-command 

Older Alluvium 

0.339 

Non-command 

Vindhyan Sandstone 

0.144 

Non-command 

Older Alluvium 

68.528 

Non-command 

Older Alluvium 

4.106 

Non-command 

Older Alluvium 

1.390 

Non-command 

Older Alluvium 

6.704 

Non-command 

Rhyolite 

5.627 

Non-command 

Older Alluvium 

2.988 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

150 

130,000 

100,000 

120 

110,000 

100,000 

120 

110,000 

100,000 

120 

110,000 

100,000 

120 

70,000 

50,000 

120 

60,000 

60,000 

120 

250,000 

200,000 

120 

110,000 

90,000 

120 

60,000 

60,000 

150 

130,000 

100,000 

120 

120,000 

110,000 

150 

130,000 

100,000 

120 

100,000 

50,000 

120 

90,000 

70,000 

120 

120,000 

110,000 

150 

130,000 

100,000 

150 

130,000 

100,000 

120 

60,000 

60,000 

120 

250,000 

200,000 

120 

100,000 

50,000 

150 

120,000 

100,000 

120 

250,000 

200,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

150 

120,000 

100,000 

120 

60,000 

60,000 

120 

110,000 

100,000 

120 

110,000 

100,000 

120 

60,000 

60,000 

120 

120,000 

110,000 

150 

130,000 

100,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

250,000 

200,000 

120 

100,000 

50,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

90,000 

60,000 

150 

130,000 

100,000 

120 

250,000 

200,000 

120 

100,000 

50,000 

120 

90,000 

70,000 

150 

130,000 

100,000 

150 

130,000 

100,000 

120 

250,000 

200,000 

120 

100,000 

50,000 

150 

120,000 

100,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

100,000 

50,000 

120 

120,000 

110,000 

120 

90,000 

60,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.312 

0.312 

0.043 

0.043 

- 

- j 

0.285 

0.383 

0.172 

0.273 

0.060 

0.119 



0.015 

0.177 

0.168 

0.168 

0.007 

0.007 

0.014 

0.014 

0.015 

0.177 
















































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 



Kapoorari 

0817000302154000 

4.028 

Saline 

Karani 

0815000401964000 

9.389 

Fresh 



Keroo 


Khatawas 


Loonawas Khara 


Loonawas Khurd 


Lordi Daijagra 


Melwa 


Modathali 


Mokalawas 


Mool Ki Dhani 


Moondsar 


Nimbakhera 


Pabu Nara 


Palapura 


Paraliya Dhamt 


Paraliya Sansan 


Piriyaron Ki Dhani 



0815000401962600 


0815000601997400 


52.964 Fresh Non-command 


9.728 Fresh Non-command 



Kheepali Khera 

0817000302154200 

3.143 

Saline 

Khejara Nara 

0815000601996400 

8.510 

Fresh 



18.002 Fresh Non-command 


Korna 

0817000302153700 

30.454 

Saline 

Legon Ki Dhani 

0815000401963400 

10.381 

Fresh 




0815000601995800 


0815000601997800 


0815000401964100 


Lordi Doliya 

0815000401964200 

4.961 

Fresh 

Mahadeonagar Undera 

0815000401962800 

10.833 

Fresh 

Maloonga 

0815000201941000 

13.050 

Fresh 

Meglasiya 

0815000401963200 

4.413 

Fresh 


9.742 Fresh Non-command 


9.846 Fresh Non-command 


14.809 Fresh Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0815000601997600 


0815000601997100 


0815000401964700 


0817000302154300 


0815000501993100 


Saline Non-command 


18.170 Saline Non-command 


10.403 Saline Non-command 


19.051 Fresh Non-command 


19.566 Saline Non-command 


6.156 Fresh Non-command 


Saline Non-command 



Narwa Khichiyan 

0815000401958400 

28.481 

Fresh 

Nerwa Charnan 

0815000201940800 

3.144 

Fresh 


Non-command 


Non-command 



0817000302156400 

4.842 

0815000601996200 

5.771 


0817000302153600 

7.280 

0817000302154600 

25.834 


0817000302154500 


0815000601997000 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


3.868 Saline Non-command 


7.223 Fresh Non-command 


Saline Non-command 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Vindhyan Sandstone 

1.942 

Non-command 

Older Alluvium 

3.936 

Non-command 

Older Alluvium 

0.410 

Non-command 

Rhyolite 

8.980 

Non-command 

Rhyolite 

0.997 

Non-command 

Vindhyan Sandstone 

48.908 

Non-command 

Older Alluvium 

0.571 

Non-command 

Rhyolite 

4.212 

Non-command 

Older Alluvium 

3.143 

Non-command 

Older Alluvium 

8.080 

Non-command 

Rhyolite 

0.430 

Non-command 

Older Alluvium 

1.733 

Non-command 

Rhyolite 

5.296 

Non-command 

Older Alluvium 

18.295 

Non-command 

Older Alluvium 

0.391 

Non-command 

Rhyolite 

9.989 

Non-command 

Older Alluvium 

9.466 

Non-command 

Rhyolite 

0.276 

Non-command 

Older Alluvium 

0.415 

Non-command 

Rhyolite 

0.810 

Non-command 

Rhyolite 

14.453 

Non-command 

Vindhyan Sandstone 

0.356 

Non-command 

Rhyolite 

4.961 

Non-command 

Vindhyan Sandstone 

10.833 

Non-command 

Vindhyan Sandstone 

12.906 

Non-command 

Rhyolite 

3.915 

Non-command 

Vindhyan Sandstone 

0.498 

Non-command 

Older Alluvium 

14.633 

Non-command 

Rhyolite 

1.500 

Non-command 

Older Alluvium 

0.445 

Non-command 

Older Alluvium 

14.827 

Non-command 

Older Alluvium 

10.403 

Non-command 

Rhyolite 

1.351 

Non-command 

Vindhyan Sandstone 

16.305 

Non-command 

Older Alluvium 

19.566 

Non-command 

Older Alluvium 

0.939 

Non-command 

Older Alluvium 

5.093 

Non-command 

Vindhyan Sandstone 

0.125 

Non-command 

Older Alluvium 

2.261 

Non-command 

Rhyolite 

0.323 

Non-command 

Vindhyan Sandstone 

0.007 

Non-command 

Vindhyan Sandstone 

6.273 

Non-command 

Older Alluvium 

1.128 

Non-command 

Vindhyan Sandstone 

2.016 

Non-command 

Older Alluvium 

0.452 

Non-command 

Older Alluvium 

3.812 

Non-command 

Older Alluvium 

1.959 

Non-command 

Older Alluvium 

5.887 

Non-command 

Older Alluvium 

25.834 

Non-command 

Vindhyan Sandstone 

0.000 

Non-command 

Older Alluvium 

3.868 

Non-command 

Older Alluvium 

0.356 

Non-command 

Older Alluvium 

6.867 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

150 

100,000 

80,000 

120 

60,000 

60,000 

120 

120,000 

110,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

150 

130,000 

100,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

60,000 

60,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

60,000 

60,000 

120 

120,000 

110,000 

120 

90,000 

60,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

150 

130,000 

100,000 

120 

90,000 

60,000 

150 

130,000 

100,000 

150 

120,000 

100,000 

120 

90,000 

60,000 

150 

130,000 

100,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

100,000 

50,000 

120 

100,000 

50,000 

120 

100,000 

50,000 

120 

90,000 

60,000 

150 

130,000 

100,000 

120 

60,000 

60,000 

120 

110,000 

100,000 

120 

110,000 

100,000 

120 

70,000 

50,000 

120 

120,000 

110,000 

120 

90,000 

60,000 

150 

130,000 

100,000 

150 

130,000 

100,000 

120 

100,000 

80,000 

150 

120,000 

100,000 

120 

60,000 

60,000 

120 

250,000 

200,000 

120 

100,000 

50,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

30,000 

30,000 

120 

60,000 

60,000 

120 

250,000 

200,000 

120 

100,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.024 

0.024 

0.019 

0.019 















































































































































































































































































































































































































































































































































































































Micro-watershed 


11008056 


Village 

Zone 
(Fresh / 
Saline) 

Name 


Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Pooniyon Ki Pyau 

0815000401963800 

10.194 

Fresh 


Rabariyawas 


Rajwa 


Rohila Kalan 


Rohila Khurd 


Salori 


Santora Khurd 


Tolesar Purohitan 


Vishnu Ki Dhani 


Vishnu Nagar 


Wariyon Ki Dhani 


Amarpura(Kali Kankar) 


Anakar 


Ateetmand 


Badiya Loomba 


Balai Khera 


14.849 Fresh Non-command 



Purakhpur 

0815000401963300 

1.828 

Fresh 

Purkhawas 

0815000601996900 

16.519 

Saline 

Rabariya 

0815000601996600 

26.161 

Saline 



0815000601997500 


0815000401963100 


0815000401964400 


0815000401964600 


9.223 Fresh Non-command 


Saline Non-command 


6.580 Fresh Non-command 


2.939 Fresh Non-command 


12.322 Fresh Non-command 



0815000401957800 


0815000201940500 


36.894 Fresh Non-command 


23.784 Fresh Non-command 


Non-command 


Shiv Sarnon Ki Dhan 

0815000401962700 

4.768 

Fresh 

Shivnagri 

0817000302154700 

15.511 

Saline 



Sirodi 

0815000401957600 

4.109 

Fresh 

Surani 

0815000501993700 

32.673 

Saline 


Non-command 


Non-command 



0815000501992900 


Saline Non-command 


17.205 Fresh Non-command 



0815000601995900 


Saline 


9.325 Fresh 


Non-command 


Non-command 





Saline 

0815000501993600 

6.316 

Saline 

0817000302153800 

4.385 

Saline 

0821000402523100 

1.546 

Fresh 

0821000402529000 

3.223 

Fresh 

0821000402522500 

4.253 

Fresh 

0821000402523800 

1.988 

Fresh 

0821000402525800 

4.169 

Fresh 


Baral (Jawaja) 

0821000402527600 

5.068 

Fresh 

Bariya Nanga 

0821000402526700 

1.110 

Fresh 


Bassi (Jawaja) 

0821000402523700 

1.786 

Fresh 

Bhagwanpura (Jawaja) 

0821000402528400 

2.084 

Fresh 

Bhainsapa 

0821000402523400 

0.472 

Fresh 

Bhairoon Khera(Dhola Danta) 

0821000402520400 

0.880 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.273 

Non-command 

Rhyolite 

9.921 

Non-command 

Older Alluvium 

0.366 

Non-command 

Rhyolite 

3.762 

Non-command 

Vindhyan Sandstone 

10.721 

Non-command 

Rhyolite 

1.828 

Non-command 

Older Alluvium 

16.519 

Non-command 

Older Alluvium 

3.574 

Non-command 

Vindhyan Sandstone 

22.587 

Non-command 

Older Alluvium 

5.721 

Non-command 

Older Alluvium 

3.502 

Non-command 

Rhyolite 

0.631 

Non-command 

Vindhyan Sandstone 

5.949 

Non-command 

Older Alluvium 

1.771 

Non-command 

Vindhyan Sandstone 

1.168 

Non-command 

Older Alluvium 

0.203 

Non-command 

Rhyolite 

1.116 

Non-command 

Vindhyan Sandstone 

11.003 

Non-command 

Older Alluvium 

12.072 

Non-command 

Vindhyan Sandstone 

24.323 

Non-command 

Older Alluvium 

0.530 

Non-command 

Vindhyan Sandstone 

4.961 

Non-command 

Vindhyan Sandstone 

4.768 

Non-command 

Older Alluvium 

15.511 

Non-command 

Vindhyan Sandstone 

0.000 

Non-command 

Vindhyan Sandstone 

4.109 

Non-command 

Older Alluvium 

27.485 

Non-command 

Vindhyan Sandstone 

5.104 

Non-command 

Older Alluvium 

2.120 

Non-command 

Rhyolite 

0.244 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

2.327 

Non-command 

Rhyolite 

0.147 

Non-command 

Older Alluvium 

8.659 

Non-command 

Older Alluvium 

8.232 

Non-command 

Rhyolite 

0.096 

Non-command 

Older Alluvium 

0.997 

Non-command 

Older Alluvium 

6.316 

Non-command 

Older Alluvium 

4.385 

Non-command 

Gneisses 

1.546 

Non-command 

Phyllite & Schist 

2.403 

Non-command 

Gneisses(B.G.C.) 

0.051 

Non-command 

Gneisses 

0.116 

Non-command 

Gneisses(B.G.C.) 

3.953 

Non-command 

Phyllite & Schist 

0.186 

Non-command 

Gneisses 

0.106 

Non-command 

Gneisses 

0.308 

Non-command 

Phyllite & Schist 

0.746 

Non-command 

Gneisses 

1.778 

Non-command 

Phyllite & Schist 

0.031 

Non-command 

Gneisses 

0.447 

Non-command 

Gneisses 

0.260 

Non-command 

Phyllite & Schist 

0.620 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

110,000 

120 

90,000 

60,000 

120 

120,000 

110,000 

120 

90,000 

60,000 

150 

130,000 

100,000 

120 

90,000 

60,000 

120 

100,000 

50,000 

120 

100,000 

50,000 

120 

90,000 

70,000 

120 

250,000 

200,000 

120 

100,000 

50,000 

120 

90,000 

60,000 

150 

130,000 

100,000 

120 

120,000 

110,000 

150 

130,000 

100,000 

120 

120,000 

110,000 

120 

90,000 

60,000 

150 

130,000 

100,000 

120 

120,000 

110,000 

150 

130,000 

100,000 

120 

100,000 

80,000 

150 

120,000 

100,000 

150 

130,000 

100,000 

120 

60,000 

60,000 

120 

30,000 

30,000 

150 

130,000 

100,000 

120 

110,000 

100,000 

120 

70,000 

50,000 

120 

110,000 

100,000 

120 

110,000 

100,000 

120 

110,000 

100,000 

120 

110,000 

100,000 

120 

110,000 

100,000 

120 

110,000 

100,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

100,000 

50,000 

120 

110,000 

100,000 

120 

60,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 



0.078 

0.078 

0.024 

0.024 

0.005 

0.005 

0.006 

0.006 

0.250 

0.250 

0.012 

0.012 

- 

- i 

0.006 

0.006 

0.012 

0.012 

0.156 

0.156 


0.066 

0.066 

0.030 

0.030 

0.066 

0.066 



































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


0.720 Fresh 



Bhartawa 

0825000102959200 

4.471 

Fresh 

Bhooriya Khera Kalan 

0821000402529300 

2.447 

Fresh 

Bhopal Garh 

0825000102957000 

1.386 

Fresh 

Bichchhu Chaura 

0821000402519800 

2.303 

Fresh 

Biyan Khera 

0821000402527700 

1.986 

Fresh 

Boonti Salar 

0821000402525100 

0.573 

Fresh 

Borwa 

0825000102956100 

5.128 

Fresh 

Chiliyabar 

0821000402527800 

9.942 

Fresh 

Deokhera 

0821000402526100 

1.346 

Fresh 

Dewata 

0821000402528800 

1.086 

Fresh 

Dhawli 

0821000402527000 

0.734 

Fresh 

Dhola Danta-ll 

0821000402524500 

1.625 

Fresh 

Dholadanta-I 

0821000402520100 

1.169 

Fresh 

Durgawas 

0821000402519900 

2.218 

Fresh 

Gazipura 

0821000402524800 

1.024 

Fresh 

Gohana 

0821000402522700 

6.107 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hathan Khera 

0821000402529100 

2.006 

Fresh 

Hathoon 

0825000102957200 

1.704 

Fresh 


Non-command 


Non-command 



Himmatpura 

0821000402523300 

1.189 

Fresh 

Jagpura 

0821000402529200 

1.071 

Fresh 

Jaitgarh (Bamniya) 

0821000402526500 

2.553 

Fresh 

Kabra 

0821000402526900 

3.901 

Fresh 

Kaladara 

0821000402526000 

0.791 

Fresh 

Kalat Khera 

0821000402528500 

1.899 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kali Kankar 

0821000402523200 

0.791 

Fresh 

Kalinjar 

0821000402523000 

6.266 

Fresh 


Non-command 


Non-command 


Kanpura (Dewata) 

0821000402526400 

1.615 

Fresh 

Karlan 

0821000402525200 

2.147 

Fresh 


Non-command 


Non-command 


Kesarpura 

0825000102956900 

1.195 

Fresh 

Khariya Khera 

0821000402520000 

1.975 

Fresh 


Non-command 


Non-command 


Kharla Khera 

0821000402525300 

1.423 

Fresh 

Khejarla 

0821000402519400 

0.928 

Fresh 


Non-command 


Non-command 


Khera Dand 

0821000402525000 

1.726 

Fresh 

Kishanpura (Deota) 

0821000402528600 

0.865 

Fresh 


Non-command 


Non-command 


Kishanpura (Kali Kankar) 

0821000402524900 

0.559 

Fresh 

Kotra 

0821000402524400 

5.496 

Fresh 

Kotri 

0820000202407700 

3.008 

Fresh 

Laget Khera 

0825000102957300 

1.606 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses 

0.128 

Non-command 

Phyllite & Schist 

0.491 

Non-command 

Phyllite & Schist 

0.002 

Non-command 

Phyllite & Schist 

0.096 

Non-command 

Gneisses(B.G.C.) 

1.273 

Non-command 

Gneisses 

1.007 

Non-command 

Gneisses 

1.783 

Non-command 

Gneisses 

0.573 

Non-command 

Gneisses(B.G.C.) 

0.928 

Non-command 

Gneisses 

0.975 

Non-command 

Phyllite & Schist 

0.048 

Non-command 

Phyllite & Schist 

1.065 

Non-command 

Gneisses 

0.601 

Non-command 

Gneisses 

1.526 

Non-command 

Gneisses 

1.169 

Non-command 

Gneisses 

2.210 

Non-command 

Gneisses 

1.024 

Non-command 

Gneisses(B.G.C.) 

0.183 

Non-command 

Phyllite & Schist 

3.380 

Non-command 

Phyllite & Schist 

1.667 

Non-command 

Gneisses(B.G.C.) 

0.995 

Non-command 

Phyllite & Schist 

0.254 

Non-command 

Gneisses(B.G.C.) 

0.968 

Non-command 

Phyllite & Schist 

0.007 

Non-command 

Gneisses 

1.189 

Non-command 

Phyllite & Schist 

1.070 

Non-command 

Phyllite & Schist 

2.551 

Non-command 

Gneisses 

3.805 

Non-command 

Phyllite & Schist 

0.697 

Non-command 

Gneisses 

0.176 

Non-command 

Phyllite & Schist 

0.938 

Non-command 

Gneisses 

0.791 

Non-command 

Gneisses 

0.765 

Non-command 

Phyllite & Schist 

4.536 

Non-command 

Phyllite & Schist 

1.615 

Non-command 

Gneisses 

2.084 

Non-command 

Phyllite & Schist 

0.063 

Non-command 

Gneisses(B.G.C.) 

0.992 

Non-command 

Gneisses 

1.753 

Non-command 

Phyllite & Schist 

0.222 

Non-command 

Gneisses 

1.423 

Non-command 

Gneisses 

0.009 

Non-command 

Phyllite & Schist 

0.094 

Non-command 

Gneisses 

1.726 

Non-command 

Gneisses 

0.572 

Non-command 

Phyllite & Schist 

0.271 

Non-command 

Gneisses 

0.559 

Non-command 

Gneisses 

3.526 

Non-command 

Gneisses 

0.581 

Non-command 

Gneisses(B.G.C.) 

0.114 

Non-command 

Phyllite & Schist 

0.023 

Non-command 

Gneisses 

3.647 

Non-command 

Phyllite & Schist 

0.356 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

35,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

60,000 

35,000 

120 

50,000 

30,000 

120 

60,000 

35,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

50,000 

30,000 

120 

60,000 

35,000 

120 

70,000 

50,000 

120 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.006 

0.006 

0.040 

0.040 

0.060 

0.060 



0.025 

0.025 

0.006 

0.006 

0.012 

0.012 

0.042 

0.042 

0.012 

0.012 

0.006 

0.006 

0.120 

0.120 

0.132 

0.132 

0.012 

0.012 

0.014 

0.014 

0.342 

0.342 

0.012 

0.012 

0.094 

0.094 

0.029 

0.029 

0.126 

0.126 


0.060 

0.060 

0.030 

0.030 

0.510 

0.510 

0.060 

0.068 

0.078 

0.078 

- 

- 

0.006 

0.006 

0.120 

0.120 

0.114 

0.114 

0.690 

0.690 

0.030 

0.030 

0.306 

0.306 

0.012 

0.012 

0.054 

0.054 

0.054 

0.054 

0.006 

0.006 

0.030 

0.030 

- 

- 

0.006 

0.006 

0.060 

0.060 

0.012 

0.012 

0.006 

0.006 

0.120 

0.128 

0.408 

0.416 

0.010 

0.010 

0.011 

0.011 

0.004 

0.004 

0.126 

0.126 

0.012 

0.012 










































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Lamba (Rajiyawas) 

0821000402520500 

1.164 

Fresh 

Malipura 

0821000402519500 

1.271 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Malpura (Deota) 

0821000402528900 

1.414 

Fresh 

Naharpura 

0821000402525500 

0.990 

Fresh 


Non-command 


Non-command 


Nai Kalan 

0821000402527100 

9.954 

Fresh 

Narbad Khera 

0821000402520800 

3.496 

Fresh 

Patta Khera 

0825000102957900 

1.138 

Fresh 

Peepli Ka Wadiya 

0825000102957400 

0.819 

Fresh 

Pratappura(Rajiyawas) 

0821000402520700 

0.519 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Rajendra 

0821000402523500 

0.308 

Fresh 

Rajiyawas 

0821000402522900 

6.755 

Fresh 


Non-command 


Non-command 



Rajpura Bochan 

0821000402525400 

0.687 

Fresh 

Ramgarh Sedontan 

0820000202407600 

5.208 

Fresh 

Ramkhera Dhanar 

0821000402520300 

0.592 

Fresh 

Rampura Dooda 

0821000402524700 

2.035 

Fresh 

Ramsar Inda 

0821000402520600 

0.509 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Rohira Khera 

0821000402524600 

1.650 

Fresh 

Sadabhoj Ka Badiya 

0825000102956000 

2.819 

Fresh 

Sangarwas 

0821000402526300 

3.251 

Fresh 

Sanwa 

0821000402522800 

1.066 

Fresh 

Saroth 

0825000102959400 

9.353 

Fresh 

Sarveena 

0821000402525600 

3.084 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Shivnagari 

0821000402526200 

4.582 

Fresh 

Suradiya 

0821000402525900 

6.198 

Fresh 

Surajpura (Sarveena) 

0821000402526600 

1.009 

Fresh 


Non-command 


Non-command 


Non-command 


11008057 


Thakrawas 

0821000402523600 

0.588 

Fresh 

ThooniThak 

0821000402526800 

1.922 

Fresh 

Araba Chauhanan 

0817000302155400 

9.962 

Saline 

Arawa Dudawatan 

0817000302156900 

30.174 

Saline 

Arawa Nagnecha 

0817000302156600 

2.189 

Saline 

Arawa Purohitan 

0817000302156700 

1.652 

Saline 

Arawa Unda 

0817000302156500 

3.886 

Saline 

Bankiyawas Kalan 

0817000302156300 

11.809 

Saline 

Barli 

0815000401962500 

16.319 

Fresh 

Barliya 

0815000601999300 

16.554 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Basni Baghela 

0815000601994500 

2.021 

Fresh 

Basni Jhoonthan 

0815000601999700 

9.639 

Fresh 

Basni Silawatan 

0815000601994100 

3.940 

Fresh 

Bhagoniyon Ki Dhani 

0817000302155500 

4.440 

Saline 

Bhakrasani 

0815000601994400 

5.246 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

1.164 

Non-command 

Gneisses 

0.533 

Non-command 

Phyllite & Schist 

0.007 

Non-command 

Phyllite & Schist 

1.414 

Non-command 

Gneisses 

0.940 

Non-command 

Phyllite & Schist 

0.051 

Non-command 

Gneisses 

0.013 

Non-command 

Phyllite & Schist 

1.707 

Non-command 

Phyllite & Schist 

0.513 

Non-command 

Phyllite & Schist 

0.030 

Non-command 

Gneisses 

0.002 

Non-command 

Phyllite & Schist 

0.517 

Non-command 

Gneisses 

0.140 

Non-command 

Gneisses 

0.069 

Non-command 

Gneisses(B.G.C.) 

0.019 

Non-command 

Phyllite & Schist 

6.156 

Non-command 

Gneisses 

0.687 

Non-command 

Gneisses 

0.583 

Non-command 

Phyllite & Schist 

0.592 

Non-command 

Gneisses 

2.035 

Non-command 

Gneisses 

0.086 

Non-command 

Phyllite & Schist 

0.422 

Non-command 

Gneisses(B.G.C.) 

1.735 

Non-command 

Phyllite & Schist 

0.997 

Non-command 

Gneisses 

1.650 

Non-command 

Gneisses(B.G.C.) 

0.875 

Non-command 

Phyllite & Schist 

3.120 

Non-command 

Phyllite & Schist 

1.066 

Non-command 

Phyllite & Schist 

0.328 

Non-command 

Gneisses 

0.314 

Non-command 

Phyllite & Schist 

2.151 

Non-command 

Gneisses(B.G.C.) 

0.498 

Non-command 

Phyllite & Schist 

2.036 

Non-command 

Phyllite & Schist 

0.384 

Non-command 

Phyllite & Schist 

6.121 

Non-command 

Gneisses 

0.425 

Non-command 

Phyllite & Schist 

0.512 

Non-command 

Gneisses 

0.588 

Non-command 

Gneisses 

1.922 

Non-command 

Older Alluvium 

0.597 

Non-command 

Older Alluvium 

5.479 

Non-command 

Older Alluvium 

2.189 

Non-command 

Older Alluvium 

1.648 

Non-command 

Older Alluvium 

0.968 

Non-command 

Older Alluvium 

1.852 

Non-command 

Vindhyan Sandstone 

6.221 

Non-command 

Older Alluvium 

4.845 

Non-command 

Rhyolite 

7.753 

Non-command 

Older Alluvium 

2.021 

Non-command 

Rhyolite 

0.795 

Non-command 

Older Alluvium 

3.940 

Non-command 

Older Alluvium 

0.294 

Non-command 

Older Alluvium 

5.246 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

35,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

150 

130,000 

100,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

250,000 

200,000 

120 

60,000 

60,000 

120 

250,000 

200,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.054 

0.054 

0.018 

0.018 

- 

- 

0.048 

0.048 

0.264 

0.264 

0.012 

0.012 


0.066 

0.066 

0.050 

0.050 

0.004 

0.004 


0.012 

0.012 

0.018 

0.018 

0.012 

0.012 


0.828 

0.828 

0.090 

0.090 

0.096 

0.096 

0.216 

0.216 



0.012 

0.012 

0.269 

0.269 

0.192 

0.192 

0.234 

0.234 

0.065 

0.065 

0.324 

0.324 

0.432 

0.432 

0.021 

0.021 

0.036 

0.036 

0.252 

0.252 

0.101 

0.101 

0.504 

0.504 

0.024 

0.024 

0.528 

0.528 

0.042 

0.042 

0.048 

0.048 

0.048 

0.048 

0.078 

0.078 

- 

! 

- 

- 

0.007 

0.007 

0.007 

0.007 

















































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Chhachharlai Kalan 


Daipara Khichiyan 


Dhawa-i 


Dheenani Ki Dhani 


Doli 


Doli Kalan 


Doli Khurd 


Doli Rajguro 


Feench 


Gangana 


Golasani 


Gura Vishnoiyan 


Hamir Nagar 


Heer Khera 


Jatiyasani 


Jhalamand 


Jhanwar 


Jodhpur (M Cl) 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Boranara 

0815000601994200 

15.611 

Fresh 

Bujhawar 

0815000601993900 

15.621 

Fresh 


Non-command 


Non-command 



0815000601998200 


14.794 Fresh Non-command 


Saline Non-command 


27.460 Fresh Non-command 


0817000302156100 

16.878 

0815000601998400 

34.571 

0815000601997700 

41.447 


0815000401965000 

7.230 

0815000601994000 

22.411 

0817000302155100 

15.481 

0817000302155300 

10.387 

0817000302156800 

22.741 

0815000602000000 

35.201 

0815000601993800 

13.072 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


3.929 Fresh Non-command 



0815000401962400 

7.840 

0815000602003300 

49.057 


0815000602000200 

8.332 

0815000601994900 

9.307 


0815000601995600 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


3.085 Fresh Non-command 




0815000601996000 


0815000441502000 



Fresh 


Saline 


68.543 Fresh 


29.471 Fresh 


81.838 Fresh 


94.303 Fresh 


Kalyanpur 

0817000302151300 

40.632 

Saline 

Katarda 

0815000601995400 

5.360 

Fresh 

Keroo 

0815000401962600 

52.964 

Fresh 

Kharda Bhandoo 

0815000601995100 

1.990 

Fresh 

Khatawas 

0815000601997400 

9.728 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Kuri Bhagtasani 

0815000401965200 

6.921 

Fresh 

Loonawas Charna 

0815000601997900 

6.352 

Fresh 

Loonawas Jatan 

0815000601999000 

10.585 

Fresh 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

7.360 

Non-command 

Rhyolite 

4.208 

Non-command 

Older Alluvium 

1.534 

Non-command 

Rhyolite 

7.179 

Non-command 

Older Alluvium 

15.611 

Non-command 

Older Alluvium 

0.873 

Non-command 

Vindhyan Sandstone 

0.219 

Non-command 

Older Alluvium 

0.275 

Non-command 

Older Alluvium 

10.537 

Non-command 

Older Alluvium 

0.871 

Non-command 

Vindhyan Sandstone 

18.786 

Non-command 

Older Alluvium 

0.001 

Non-command 

Rhyolite 

2.463 

Non-command 

Older Alluvium 

2.560 

Non-command 

Older Alluvium 

0.043 

Non-command 

Older Alluvium 

10.500 

Non-command 

Older Alluvium 

19.440 

Non-command 

Older Alluvium 

7.230 

Non-command 

Older Alluvium 

15.298 

Non-command 

Older Alluvium 

2.966 

Non-command 

Older Alluvium 

1.253 

Non-command 

Older Alluvium 

20.360 

Non-command 

Older Alluvium 

2.835 

Non-command 

Older Alluvium 

12.041 

Non-command 

Vindhyan Sandstone 

1.030 

Non-command 

Older Alluvium 

3.923 

Non-command 

Rhyolite 

0.006 

Non-command 

Vindhyan Sandstone 

7.479 

Non-command 

Older Alluvium 

6.095 

Non-command 

Older Alluvium 

5.396 

Non-command 

Older Alluvium 

0.180 

Non-command 

Older Alluvium 

2.103 

Non-command 

Rhyolite 

3.641 

Non-command 

Older Alluvium 

2.647 

Non-command 

Rhyolite 

0.438 

Non-command 

Older Alluvium 

1.032 

Non-command 

Older Alluvium 

0.905 

Non-command 

Older Alluvium 

0.015 

Non-command 

Older Alluvium 

0.965 

Non-command 

Vindhyan Sandstone 

1.477 

Non-command 

Older Alluvium 

18.500 

Non-command 

Vindhyan Sandstone 

39.162 

Non-command 

Older Alluvium 

3.110 

Non-command 

Older Alluvium 

5.360 

Non-command 

Vindhyan Sandstone 

0.892 

Non-command 

Older Alluvium 

1.990 

Non-command 

Older Alluvium 

0.009 

Non-command 

Rhyolite 

4.936 

Non-command 

Older Alluvium 

9.695 

Non-command 

Rhyolite 

1.278 

Non-command 

Older Alluvium 

5.133 

Non-command 

Rhyolite 

6.352 

Non-command 

Older Alluvium 

3.672 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

110,000 

90,000 

120 

250,000 

200,000 

120 

100,000 

50,000 

120 

120,000 

110,000 

150 

130,000 

100,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

60,000 

60,000 

120 

100,000 

50,000 

120 

250,000 

200,000 

120 

100,000 

50,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

110,000 

90,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

150 

130,000 

100,000 

120 

250,000 

200,000 

120 

100,000 

50,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

250,000 

200,000 

120 

100,000 

50,000 

120 

250,000 

200,000 

120 

120,000 

110,000 

150 

130,000 

100,000 

120 

120,000 

110,000 

150 

130,000 

100,000 

120 

60,000 

60,000 

120 

250,000 

200,000 

150 

130,000 

100,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

250,000 

200,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.048 

0.108 

0.024 

0.024 



0.024 

0.024 

0.019 

0.031 



0.010 

0.010 

0.096 

0.096 































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Melwa 

0815000601997600 

18.170 

Saline 

Mogra Khurd 

0815000602003200 

22.815 

Fresh 


Non-command 


Non-command 



Mokalawas 

0815000401964700 

19.051 

Fresh 

Nandwan 

0815000601994800 

25.988 

Fresh 


Non-command 


Non-command 



Narnadi 

0815000601995300 

16.381 

Fresh 

Nimbakhera 

0817000302156400 

4.842 

Saline 

Pal (rural) 

0815000401964900 

15.957 

Fresh 

Phitkasni 

0815000401965400 

10.012 

Saline 

Ram Nagar 

0815000601999600 

6.383 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Rohila Bhandoo 

0815000601995500 

5.036 

Fresh 

Salawas 

0815000601994700 

23.347 

Fresh 


Non-command 


Non-command 


Sangariya 

0815000401965100 

13.423 

Fresh 

Seetli 

0817000302156200 

3.827 

Saline 

Sewala 

0815000601998100 

7.748 

Saline 

Shivgaon 

0815000601999200 

4.798 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


11008058 


Sinli 

0815000601998900 

14.652 

Saline 

Tanawara 

0815000601994300 

21.017 

Fresh 


Bhom Sagar 


Chaba 


Champa Beri 


Chilanadi 


Non-command 


Non-command 



Baghthal 

0817000202116800 

11.019 

Saline 

Bagiya Charnan 

0817000302140000 

2.965 

Saline 



Barnama Charnan 

0817000302146900 

13.067 

Fresh 

Bhakharsar 

0817000302145100 

8.235 

Fresh 


Non-command 


Non-command 



0815000501986300 

37.498 

0815000501986200 

103.409 

0817000302140200 

12.976 

0817000302146000 

29.522 




Saline 


13.398 Fresh 


Daukiyon Ka Tala 

0817000302139400 

5.883 

Saline 

Daukiyon Ki Dhani 

0817000302146200 

10.568 

Saline 

Doongra Nada 

0817000202118100 

12.571 

Saline 

Dugarpura 

0815000501988300 

3.698 

Fresh 

Gajsinghpura 

0815000501986400 

20.023 

Saline 

Ganganiyon Ki Dhani 

0817000302139600 

6.066 

Saline 

Gangapura 

0817000302146800 

4.957 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Rhyolite 

1.118 

Non-command 

Older Alluvium 

2.502 

Non-command 

Rhyolite 

1.485 

Non-command 

Older Alluvium 

4.317 

Non-command 

Rhyolite 

4.304 

Non-command 

Older Alluvium 

3.343 

Non-command 

Older Alluvium 

4.797 

Non-command 

Rhyolite 

4.680 

Non-command 

Vindhyan Sandstone 

1.317 

Non-command 

Older Alluvium 

25.340 

Non-command 

Rhyolite 

0.648 

Non-command 

Older Alluvium 

16.381 

Non-command 

Older Alluvium 

4.202 

Non-command 

Older Alluvium 

15.957 

Non-command 

Older Alluvium 

0.361 

Non-command 

Older Alluvium 

0.036 

Non-command 

Rhyolite 

5.289 

Non-command 

Older Alluvium 

5.036 

Non-command 

Older Alluvium 

8.900 

Non-command 

Rhyolite 

7.480 

Non-command 

Older Alluvium 

13.423 

Non-command 

Older Alluvium 

3.792 

Non-command 

Older Alluvium 

4.120 

Non-command 

Older Alluvium 

0.323 

Non-command 

Rhyolite 

4.475 

Non-command 

Older Alluvium 

0.838 

Non-command 

Older Alluvium 

19.266 

Non-command 

Rhyolite 

1.752 

Non-command 

Older Alluvium 

4.160 

Non-command 

Rhyolite 

0.720 

Non-command 

Older Alluvium 

1.882 

Non-command 

Rhyolite 

0.256 

Non-command 

Older Alluvium 

0.162 

Non-command 

Older Alluvium 

2.518 

Non-command 

Rhyolite 

0.399 

Non-command 

Older Alluvium 

2.871 

Non-command 

Older Alluvium 

0.288 

Non-command 

Rhyolite 

6.905 

Non-command 

Older Alluvium 

0.990 

Non-command 

Older Alluvium 

0.820 

Non-command 

Older Alluvium 

5.907 

Non-command 

Older Alluvium 

1.052 

Non-command 

Older Alluvium 

2.343 

Non-command 

Older Alluvium 

27.179 

Non-command 

Older Alluvium 

3.180 

Non-command 

Rhyolite 

2.258 

Non-command 

Older Alluvium 

5.883 

Non-command 

Older Alluvium 

10.568 

Non-command 

Older Alluvium 

4.850 

Non-command 

Older Alluvium 

2.872 

Non-command 

Older Alluvium 

8.973 

Non-command 

Older Alluvium 

3.756 

Non-command 

Older Alluvium 

4.278 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

100,000 

50,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

150 

130,000 

100,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

250,000 

200,000 

120 

60,000 

60,000 

120 

250,000 

200,000 

120 

100,000 

50,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

250,000 

200,000 

120 

60,000 

60,000 

120 

100,000 

50,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

100,000 

50,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

325,000 

300,000 

120 

120,000 

120,000 

120 

60,000 

60,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

60,000 

60,000 

120 

20,000 

20,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

120,000 

120,000 

120 

60,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

60,000 

60,000 

120 

325,000 

300,000 

120 

60,000 

60,000 

120 

325,000 

300,000 

120 

120,000 

120,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

30,000 

30,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

60,000 

60,000 

120 

325,000 

300,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.024 

0.024 

0.010 

0.010 



0.096 

0.156 

0.029 

0.053 

0.096 

0.186 

0.007 

0.007 










































































































































































































































































































































































































































































































































































































Micro-watershed 




Goliya Vida 


Gopri 


Hanif Sagar 


Himmatpura 


Ikadani 


Jawahar Pura 


Jonguon Ki Dhani 


Kalathal 


Kalewa 


Kankolgarh 


Kanwarli 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Census Code 

Area 



sq.km 


(3) 

(4) 

(5) 

0817000302140100 

4.121 

Saline 

0817000302140400 

12.586 

Saline 

0815000501988200 

5.913 

Fresh 

0815000501986600 

32.357 

Fresh 



Saline 

0817000302144600 

11.813 

Saline 

0817000302146600 

8.746 

Saline 

0817000202118300 

21.915 

Saline 

0817000302146400 

24.751 

Saline 

0817000302139700 

5.903 

Saline 

0817000202116900 

8.562 

Saline 

0817000302139900 

15.701 

Saline 


Karaliya 

0817000202117700 

8.060 

Saline 

Karnisar 

0817000302144900 

3.754 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kesarpura 


Khanora 


Khardi 


Khokhar East 


Koduka 


0817000302146100 


Kumpaliya 


Kyar Charnan 


Lakhaniyon Ki Dhani 


Mediwasan 


Meerpura 


Mekaniyon Ki Dhani 


Meraj Ki Beri 


Nawatala 


Nawora Bera 


Newai 


Patiyal 


Patodi 


Premnagar 


Raj pura 


Reenchholi 


10.823 Fresh 


Saline 


0817000302145600 

17.939 

0817000302145500 

6.286 

0817000202117000 

21.135 

0817000302144700 

10.437 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Saline Non-command 


0817000202118200 

9.947 

0817000302139800 

6.190 

0817000302146500 

25.057 

0817000302145000 

5.367 


0815000501988400 

1.976 

0817000302145800 

7.149 


0817000302139200 

6.641 

0817000302146300 

23.479 

0817000302146700 

18.959 


0817000302143800 

16.148 

0817000302139100 

8.826 

0817000302145300 

28.511 



0815000501986500 

11.673 

0817000302147900 

14.845 

0817000302144800 

16.167 




Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


3.957 Fresh Non-command 



0815000501988100 


Saline Non-command 


16.443 Fresh Non-command 


Saline Non-command 


65.053 Fresh Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.705 

Non-command 

Older Alluvium 

0.975 

Non-command 

Older Alluvium 

2.041 

Non-command 

Older Alluvium 

5.799 

Non-command 

Older Alluvium 

26.553 

Non-command 

Older Alluvium 

9.620 

Non-command 

Older Alluvium 

8.746 

Non-command 

Older Alluvium 

19.332 

Non-command 

Older Alluvium 

22.439 

Non-command 

Older Alluvium 

3.105 

Non-command 

Older Alluvium 

0.897 

Non-command 

Older Alluvium 

12.822 

Non-command 

Rhyolite 

2.540 

Non-command 

Older Alluvium 

7.334 

Non-command 

Older Alluvium 

1.789 

Non-command 

Rhyolite 

1.835 

Non-command 

Older Alluvium 

0.518 

Non-command 

Older Alluvium 

10.305 

Non-command 

Older Alluvium 

0.264 

Non-command 

Older Alluvium 

0.935 

Non-command 

Older Alluvium 

7.215 

Non-command 

Older Alluvium 

0.068 

Non-command 

Rhyolite 

7.298 

Non-command 

Older Alluvium 

1.280 

Non-command 

Rhyolite 

1.790 

Non-command 

Older Alluvium 

3.071 

Non-command 

Older Alluvium 

0.968 

Non-command 

Older Alluvium 

25.057 

Non-command 

Rhyolite 

5.337 

Non-command 

Rhyolite 

0.030 

Non-command 

Older Alluvium 

0.653 

Non-command 

Older Alluvium 

7.137 

Non-command 

Older Alluvium 

0.012 

Non-command 

Older Alluvium 

2.166 

Non-command 

Older Alluvium 

23.388 

Non-command 

Older Alluvium 

0.878 

Non-command 

Older Alluvium 

18.074 

Non-command 

Older Alluvium 

0.012 

Non-command 

Older Alluvium 

0.244 

Non-command 

Older Alluvium 

22.530 

Non-command 

Rhyolite 

5.880 

Non-command 

Rhyolite 

0.102 

Non-command 

Older Alluvium 

7.374 

Non-command 

Rhyolite 

1.239 

Non-command 

Rhyolite 

0.100 

Non-command 

Older Alluvium 

9.271 

Non-command 

Rhyolite 

5.616 

Non-command 

Older Alluvium 

0.006 

Non-command 

Rhyolite 

0.007 

Non-command 

Older Alluvium 

0.210 

Non-command 

Older Alluvium 

11.774 

Non-command 

Older Alluvium 

0.228 

Non-command 

Older Alluvium 

9.965 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

30,000 

30,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

30,000 

30,000 

120 

60,000 

60,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

60,000 

60,000 

120 

20,000 

20,000 

120 

325,000 

300,000 

120 

60,000 

60,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

30,000 

30,000 

120 

325,000 

300,000 

120 

120,000 

120,000 

120 

60,000 

60,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

120,000 

120,000 

120 

20,000 

20,000 

120 

90,000 

60,000 

120 

325,000 

300,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

325,000 

300,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

325,000 

300,000 

120 

120,000 

120,000 

120 

20,000 

20,000 

120 

90,000 

60,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

60,000 

60,000 

120 

20,000 

20,000 

120 

325,000 

300,000 

120 

120,000 

120,000 

120 

60,000 

60,000 

120 

325,000 

300,000 

120 

60,000 

60,000 

120 

90,000 

60,000 



























































































































































































































































































































































































































































































































































































Micro-watershed 


11008059 




Sarnon Ki Beri 


Shri Mohangarh 


Simar Khiya 


Suraj Bera 


Bagawas 


Bagnawas 


Balau Jati 


Balau Sansan 


Balesar Satan 


Baniyawas 


Barnama Charnan 


Barnama Jageer 


Bhandoo Charnan 


Birad Nagar 


Chainsingh Nagar 


Chak Charnan 


Chakder 


Chiriyara 


0815000501987900 


0817000302148300 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Census Code 

Area 


sq.km 

(3) 

(4) 



0817000302139300 

15.788 

0815000501986700 

12.964 

0817000202117600 

22.756 

0817000302145900 

15.609 


Wagtaniyon Ki Dhani 

0817000302139500 

3.275 

Amrit Nagar 

0815000501989700 

24.179 



0817000302147300 

24.168 

0817000302152100 

8.228 


0817000302153000 

20.361 

0817000302152700 

13.965 

0815000501989800 

29.097 


0817000302152200 

13.440 

0817000302146900 

13.067 

0817000302147000 

31.829 

0815000501989500 

9.966 



18.988 Fresh 


Saline 


3.704 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



2.517 Fresh 


Saline 


0815000501989400 

14.749 

0817000302145400 

13.398 



Dalpatnagar 

0815000501987200 

10.840 

Fresh 

Devigarh 

0815000501988800 

11.826 

Fresh 

Dheerpura 

0815000501981200 

25.293 

Fresh 

Dhoondhali 

0817000302148500 

3.790 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Doodabera 

0815000501990200 

16.299 

Fresh 

Dugarpura 

0815000501988300 

3.698 

Fresh 

Durgapura 

0817000302147200 

50.094 

Fresh 

Ekarli 

0817000302148100 

5.970 

Fresh 

Gangapura 

0817000302146800 

4.957 

Fresh 

Gangawas 

0817000302153900 

29.195 

Saline 

Gara 

0815000501985200 

15.548 

Fresh 

Gumansinghpura 

0815000501986000 

20.400 

Saline 

Hanawant Nagar 

0815000501989000 

18.595 

Fresh 

Hanif Sagar 

0815000501988200 

5.913 

Fresh 

Hemawas 

0815000501985900 

12.908 

Saline 

Hemsagar 

0815000501988500 

4.932 

Fresh 

Jatawas 

0815000501989100 

4.606 

Fresh 

Jawahar Nagar 

0815000501985100 

17.935 

Fresh 

Kalawa Nada 

0817000302152800 

7.609 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

1.905 

Non-command 

Older Alluvium 

15.788 

Non-command 

Older Alluvium 

6.775 

Non-command 

Older Alluvium 

0.146 

Non-command 

Older Alluvium 

3.078 

Non-command 

Older Alluvium 

12.531 

Non-command 

Older Alluvium 

3.275 

Non-command 

Older Alluvium 

4.617 

Non-command 

Vindhyan Sandstone 

15.696 

Non-command 

Vindhyan Sandstone 

0.053 

Non-command 

Older Alluvium 

24.168 

Non-command 

Older Alluvium 

5.744 

Non-command 

Older Alluvium 

2.485 

Non-command 

Older Alluvium 

10.248 

Non-command 

Older Alluvium 

13.798 

Non-command 

Vindhyan Sandstone 

1.666 

Non-command 

Vindhyan Sandstone 

0.609 

Non-command 

Older Alluvium 

13.440 

Non-command 

Older Alluvium 

10.196 

Non-command 

Older Alluvium 

31.829 

Non-command 

Older Alluvium 

6.306 

Non-command 

Vindhyan Sandstone 

3.660 

Non-command 

Older Alluvium 

9.164 

Non-command 

Older Alluvium 

0.042 

Non-command 

Older Alluvium 

3.523 

Non-command 

Vindhyan Sandstone 

0.181 

Non-command 

Older Alluvium 

0.618 

Non-command 

Vindhyan Sandstone 

3.026 

Non-command 

Older Alluvium 

1.270 

Non-command 

Older Alluvium 

1.246 

Non-command 

Older Alluvium 

14.749 

Non-command 

Older Alluvium 

6.223 

Non-command 

Rhyolite 

1.326 

Non-command 

Vindhyan Sandstone 

0.387 

Non-command 

Older Alluvium 

11.826 

Non-command 

Vindhyan Sandstone 

21.996 

Non-command 

Older Alluvium 

2.604 

Non-command 

Rhyolite 

1.185 

Non-command 

Older Alluvium 

0.001 

Non-command 

Older Alluvium 

0.825 

Non-command 

Older Alluvium 

50.094 

Non-command 

Older Alluvium 

5.970 

Non-command 

Older Alluvium 

0.680 

Non-command 

Older Alluvium 

1.057 

Non-command 

Vindhyan Sandstone 

0.436 

Non-command 

Older Alluvium 

0.014 

Non-command 

Older Alluvium 

18.595 

Non-command 

Older Alluvium 

3.871 

Non-command 

Older Alluvium 

0.547 

Non-command 

Older Alluvium 

4.932 

Non-command 

Older Alluvium 

4.606 

Non-command 

Vindhyan Sandstone 

5.969 

Non-command 

Older Alluvium 

0.502 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

60,000 

120 

60,000 

60,000 

120 

90,000 

60,000 

120 

30,000 

30,000 

120 

325,000 

300,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

110,000 

100,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

60,000 

60,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

325,000 

300,000 

120 

60,000 

60,000 

120 

90,000 

60,000 

120 

325,000 

300,000 

120 

120,000 

120,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

325,000 

300,000 

120 

120,000 

120,000 

120 

110,000 

100,000 

120 

90,000 

60,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

60,000 

60,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

110,000 

90,000 

120 

325,000 

300,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 





0.036 

0.114 

0.036 

0.036 

0.032 

0.045 

0.006 

0.006 
































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Kelankot 


Ketoo Hema 


Ketoo Manda 


Khanora 


Kharanada 


Khardi 


Khirjan Asha 


Khirjan Bhoja 


Khirjan Fatehsingh 


Khirjan Khas 


Khirjan Tibna 


Kui Jodha 


Madpura 


Mandli 


Meerpura 


Meghawas 


Mohanpura 


Naharsingh Nagar 


Census Code 

Area 


sq.km 

(3) 

(4) 

0817000302152500 

7.156 

0817000302144200 

2.682 



0817000302147700 

12.540 

0815000501981300 

8.778 

0815000501981100 

23.387 

0817000302145600 

17.939 

0817000302152600 

8.687 

0817000302145500 

6.286 

0815000501987300 

12.566 

0815000501987400 

8.293 

0815000501984900 

9.771 

0815000501985000 

11.903 

0815000501987500 

9.373 

0815000501984800 

38.960 

0817000302147100 

14.919 

0817000302151800 

28.283 


0815000501988400 

1.976 

0817000302151900 

12.204 


0817000302148400 

5.852 

0815000501987000 

21.017 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Nathasar 

0815000501987800 

4.915 

Fresh 

Nawora Bera 

0817000302146700 

18.959 

Fresh 

Nerli 

0817000302148200 

12.327 

Fresh 

Newai 

0817000302143800 

16.148 

Saline 

Newri 

0817000302151600 

30.580 

Fresh 


Patasar 


Rajeshwar Nagar 


Ramgarh 


Ramnagar 


Rewara Asiyan 


Rewara Barthan 


Rewara Jetmalan 


Rewara Maiya 


Rewara Sandaycha 


Rewara Sodha 


Rorwa Khurd 


Sabarsar 


Sagaranari 


Sai 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0817000302152300 

27.797 

0817000302148000 

7.629 


Fresh 


Saline 


14.845 Fresh 



0817000302143900 

4.949 

0817000302144100 

4.533 

0817000302148900 

9.665 

0817000302144400 

6.051 

0817000302144000 

4.095 

0817000302144500 

3.326 

0817000302153300 

15.770 

0815000501988700 

3.178 

0817000302145700 

16.443 

0815000501988100 

65.053 



Sathuni Charnan 


0817000302147500 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

7.153 

Non-command 

Older Alluvium 

0.092 

Non-command 

Older Alluvium 

1.741 

Non-command 

Older Alluvium 

12.540 

Non-command 

Vindhyan Sandstone 

3.184 

Non-command 

Vindhyan Sandstone 

1.823 

Non-command 

Older Alluvium 

17.675 

Non-command 

Older Alluvium 

8.687 

Non-command 

Older Alluvium 

5.351 

Non-command 

Vindhyan Sandstone 

12.219 

Non-command 

Vindhyan Sandstone 

8.293 

Non-command 

Vindhyan Sandstone 

9.771 

Non-command 

Vindhyan Sandstone 

6.580 

Non-command 

Vindhyan Sandstone 

9.373 

Non-command 

Vindhyan Sandstone 

7.376 

Non-command 

Older Alluvium 

14.919 

Non-command 

Older Alluvium 

0.075 

Non-command 

Older Alluvium 

18.477 

Non-command 

Older Alluvium 

1.323 

Non-command 

Older Alluvium 

10.253 

Non-command 

Older Alluvium 

1.951 

Non-command 

Older Alluvium 

5.852 

Non-command 

Older Alluvium 

3.706 

Non-command 

Vindhyan Sandstone 

1.445 

Non-command 

Older Alluvium 

4.278 

Non-command 

Older Alluvium 

0.007 

Non-command 

Older Alluvium 

12.327 

Non-command 

Older Alluvium 

0.723 

Non-command 

Older Alluvium 

5.011 

Non-command 

Rhyolite 

1.485 

Non-command 

Older Alluvium 

0.174 

Non-command 

Older Alluvium 

27.797 

Non-command 

Older Alluvium 

1.387 

Non-command 

Older Alluvium 

5.939 

Non-command 

Older Alluvium 

2.300 

Non-command 

Rhyolite 

6.803 

Non-command 

Older Alluvium 

0.028 

Non-command 

Older Alluvium 

0.244 

Non-command 

Older Alluvium 

3.858 

Non-command 

Older Alluvium 

1.820 

Non-command 

Older Alluvium 

0.898 

Non-command 

Older Alluvium 

2.623 

Non-command 

Older Alluvium 

3.227 

Non-command 

Older Alluvium 

0.867 

Non-command 

Older Alluvium 

0.487 

Non-command 

Older Alluvium 

3.983 

Non-command 

Older Alluvium 

0.447 

Non-command 

Older Alluvium 

2.300 

Non-command 

Older Alluvium 

3.178 

Non-command 

Older Alluvium 

4.441 

Non-command 

Older Alluvium 

51.852 

Non-command 

Older Alluvium 

1.328 

Non-command 

Older Alluvium 

10.177 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

60,000 

60,000 

120 

325,000 

300,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

110,000 

90,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

60,000 

60,000 

120 

90,000 

60,000 

120 

325,000 

300,000 

120 

60,000 

60,000 

120 

325,000 

300,000 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

60,000 

60,000 

120 

325,000 

300,000 

120 

120,000 

120,000 

120 

60,000 

60,000 

120 

325,000 

300,000 

120 

325,000 

300,000 

120 

60,000 

60,000 

120 

325,000 

300,000 

120 

120,000 

120,000 

120 

60,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

325,000 

300,000 

120 

90,000 

60,000 

120 

325,000 

300,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

325,000 

300,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 





0.010 

0.058 

0.010 

0.118 

0.010 

0.010 

0.019 

0.127 

0.010 

0.142 

0.032 

0.098 


0.022 0.007 




































































































































































































































































































































































































































































































































































































































































Micro-watershed 


11008060 



Sathuni Purohitan 


Shergarh 


Shri Khetsingh Nag 


Shri Mohangarh 


Simarkhiya 


Siyanda 


Thoombli 


Tibaniya 


Timbari 


Tirsingri Sodha 


Tisingri Chauhanan 


Bari Kalan 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 




Census Code 

Area 


sq.km 

(3) 

(4) 

0817000302147600 

10.276 

0815000501988000 

40.905 



0815000501988600 

0.812 

0815000501986700 

12.964 

0817000302147400 

27.717 

0815000501989200 

60.302 



Sohangarh 

0815000501988900 

22.938 

Fresh 

Sointara 

0815000501989300 

43.409 

Fresh 

Tena 

0815000501987700 

8.283 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0817000302152400 


0817000302152000 


Saline 


6.454 Fresh 


Saline 


6.544 Fresh 


Saline 


7.246 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Antan 

0820000402427300 

13.762 

Bala 

0815000702012500 

23.997 



Saline 


11.526 Fresh 


Baniyawas 

0815000602004600 

5.071 

Saline 

Banjara 

0815000702010100 

10.424 

Fresh 


0815000702013200 


Non-command 


Non-command 


Non-command 


Jaswant Sagar 


Non-command 


Non-command 


Non-command 


5.139 Fresh Jaswant Sagar 


6.706 Fresh Jaswant Sagar 



Basni Charna 

0815000401969000 

3.935 

Saline 

Basni Nikooban 

0815000401965700 

3.123 

Saline 

Bawarla 

0815000401967700 

23.360 

Fresh 

Beejasani 

0815000702013300 

7.040 

Fresh 


Beenj Wariya 

0815000702013700 

14.795 

Fresh 

Bhagtasani 

0815000602003600 

8.900 

Saline 

Bhaniya 

0820000302410900 

11.910 

Saline 

Bhatinda 

0815000401970300 

39.719 

Saline 


Non-command 


Non-command 


Non-command 


Jaswant Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0815000702011000 


Saline Non-command 


57.665 Fresh Jaswant Sagar 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

10.276 

Non-command 

Older Alluvium 

32.897 

Non-command 

Older Alluvium 

2.269 

Non-command 

Older Alluvium 

0.812 

Non-command 

Older Alluvium 

0.207 

Non-command 

Older Alluvium 

27.717 

Non-command 

Older Alluvium 

51.009 

Non-command 

Vindhyan Sandstone 

9.293 

Non-command 

Older Alluvium 

22.938 

Non-command 

Older Alluvium 

43.409 

Non-command 

Older Alluvium 

4.328 

Non-command 

Vindhyan Sandstone 

3.955 

Non-command 

Older Alluvium 

13.999 

Non-command 

Rhyolite 

45.509 

Non-command 

Older Alluvium 

1.193 

Non-command 

Older Alluvium 

6.306 

Non-command 

Older Alluvium 

0.005 

Non-command 

Older Alluvium 

0.397 

Non-command 

Older Alluvium 

3.441 

Non-command 

Older Alluvium 

2.830 

Non-command 

Vindhyan Sandstone 

4.416 

Non-command 

Older Alluvium 

2.468 

Non-command 

Rhyolite 

14.716 

Non-command 

Older Alluvium 

0.147 

Non-command 

Rhyolite 

2.784 

Non-command 

Older Alluvium 

13.762 

Non-command 

Older Alluvium 

3.104 

Non-command 

Older Alluvium 

8.612 

Command 

Bilara Limestone 

0.040 

Non-command 

Bilara Limestone 

2.695 

Non-command 

Older Alluvium 

5.071 

Non-command 

Jalore Granite 

2.206 

Non-command 

Older Alluvium 

1.830 

Command 

Bilara Limestone 

0.821 

Command 

Older Alluvium 

4.318 

Command 

Bilara Limestone 

3.627 

Command 

Older Alluvium 

3.071 

Non-command 

Bilara Limestone 

0.004 

Non-command 

Older Alluvium 

0.003 

Non-command 

Older Alluvium 

0.220 

Non-command 

Jalore Granite 

0.445 

Non-command 

Jalore Granite 

0.328 

Command 

Bilara Limestone 

1.339 

Non-command 

Bilara Limestone 

1.076 

Non-command 

Bilara Limestone 

5.288 

Non-command 

Older Alluvium 

8.900 

Non-command 

Older Alluvium 

11.678 

Non-command 

Older Alluvium 

34.666 

Non-command 

Younger Alluvium 

0.050 

Non-command 

Jalore Granite 

4.705 

Non-command 

Older Alluvium 

1.906 

Non-command 

Older Alluvium 

0.067 

Command 

Older Alluvium 

3.606 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

325,000 

300,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

325,000 

300,000 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

325,000 

300,000 

120 

120,000 

120,000 

120 

60,000 

60,000 

120 

325,000 

300,000 

120 

60,000 

60,000 

120 

325,000 

300,000 

120 

60,000 

60,000 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

325,000 

300,000 

120 

120,000 

120,000 

120 

325,000 

300,000 

120 

120,000 

120,000 

120 

100,000 

80,000 

120 

80,000 

70,000 

120 

70,000 

50,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

100,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

70,000 

120 

200,000 

150,000 

120 

80,000 

70,000 

120 

200,000 

150,000 

120 

80,000 

70,000 

120 

200,000 

150,000 

120 

80,000 

70,000 

120 

100,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

100,000 

50,000 

120 

90,000 

70,000 

120 

100,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

120,000 

110,000 

120 

90,000 

70,000 

120 

80,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 



0.008 

0.008 

0.018 

0.018 



0.024 

0.091 

0.025 

0.083 

0.108 

0.108 

0.252 

0.252 

0.756 

0.756 

0.302 

0.302 



0.072 

0.072 

0.054 

0.054 

0.288 

0.384 










































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline ) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N < 
command ) 



Bhooriya Sani 

0820000402427600 

10.105 

Saline 

Bilara (M) 

0815000741504000 

99.879 

Fresh 


Non-command 


Jaswant Sagar 



Birami 

0815000401969100 

10.633 

Saline 

Birasani 

0815000602003500 

5.475 

Saline 

Birawas 

0815000702010900 

20.922 

Fresh 


Non-command 


Non-command 


Non-command 


Birdawas 

0815000401969500 

7.475 

Saline 

Bisalpur 

0815000401968600 

28.277 

Fresh 


Chawaron Ki Dhani 


Deoliya 


Dhandhiya 


Dhigana 


Doli Kakani 


Doliya 


Feench 


Goliya 


Goojrawas 


Gujrawas Kalan 


Gura Vishnoiyan 


Holpur Kalan 


Hoongaon Kalan 


Hoongaon Khurd 


Jajanwas 


Jaleli Champawatan 


Jaleli Faujdaran 


Jambanagar 


Non-command 


Non-command 



0815000601995000 

11.098 

0815000401967800 

7.299 


0815000602002400 

23.772 

0815000602004200 

8.812 

0815000602002800 

6.777 

0815000401968100 

22.208 


0815000602000000 

35.201 

0815000401969300 

13.251 

0815000702012800 

12.512 



0815000602003900 


0815000602003300 


Saline 


14.493 Saline 


49.057 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Jaswant Sagar 


Non-command 


Jaswant Sagar 


Non-command 


Non-command 



0815000702011900 

16.358 

0815000702011800 

12.306 

0815000702011700 

3.469 


0820000102393300 

8.669 

0815000401968000 

14.611 

0815000401967900 

8.219 

0815000702009000 

6.997 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Fresh Jaswant Sagar 


Non-command 




50.418 Fresh Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Jalore Granite 

0.647 

Non-command 

Older Alluvium 

9.410 

Non-command 

Jalore Granite 

13.874 

Non-command 

Older Alluvium 

19.314 

Non-command 

Younger Alluvium 

1.069 

Command 

Bilara Limestone 

17.712 

Command 

Older Alluvium 

0.172 

Non-command 

Bilara Limestone 

11.804 

Non-command 

Older Alluvium 

0.392 

Non-command 

Older Alluvium 

4.045 

Non-command 

Older Alluvium 

5.475 

Non-command 

Jalore Granite 

0.957 

Non-command 

Older Alluvium 

4.160 

Non-command 

Older Alluvium 

1.196 

Non-command 

Jalore Granite 

0.005 

Non-command 

Older Alluvium 

0.001 

Non-command 

Jalore Granite 

4.687 

Non-command 

Older Alluvium 

1.110 

Non-command 

Jalore Granite 

2.353 

Non-command 

Rhyolite 

1.691 

Non-command 

Jalore Granite 

0.530 

Non-command 

Jalore Granite 

0.017 

Non-command 

Older Alluvium 

19.018 

Non-command 

Older Alluvium 

8.812 

Non-command 

Older Alluvium 

6.777 

Non-command 

Jalore Granite 

0.840 

Non-command 

Jalore Granite 

1.210 

Non-command 

Older Alluvium 

1.335 

Non-command 

Older Alluvium 

13.247 

Command 

Older Alluvium 

2.336 

Non-command 

Older Alluvium 

1.991 

Command 

Older Alluvium 

0.208 

Non-command 

Older Alluvium 

13.666 

Non-command 

Older Alluvium 

2.373 

Non-command 

Rhyolite 

0.353 

Non-command 

Older Alluvium 

33.083 

Non-command 

Rhyolite 

1.689 

Non-command 

Older Alluvium 

3.973 

Non-command 

Older Alluvium 

4.422 

Non-command 

Older Alluvium 

0.065 

Non-command 

Older Alluvium 

3.357 

Non-command 

Bilara Limestone 

0.304 

Non-command 

Jalore Granite 

5.636 

Non-command 

Jalore Granite 

7.594 

Non-command 

Older Alluvium 

2.506 

Non-command 

Older Alluvium 

4.491 

Non-command 

Bilara Limestone 

0.214 

Non-command 

Older Alluvium 

1.494 

Command 

Older Alluvium 

2.507 

Non-command 

Bilara Limestone 

0.025 

Non-command 

Older Alluvium 

2.452 

Non-command 

Older Alluvium 

5.987 

Non-command 

Rhyolite 

20.266 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

70,000 

50,000 

120 

80,000 

70,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

200,000 

150,000 

120 

80,000 

70,000 

120 

200,000 

150,000 

120 

80,000 

70,000 

120 

100,000 

50,000 

120 

100,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

70,000 

120 

100,000 

50,000 

120 

70,000 

50,000 

120 

120,000 

110,000 

120 

70,000 

50,000 

120 

80,000 

70,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

100,000 

50,000 

120 

100,000 

50,000 

120 

100,000 

50,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

250,000 

200,000 

120 

100,000 

50,000 

120 

80,000 

70,000 

120 

80,000 

70,000 

120 

70,000 

50,000 

120 

100,000 

50,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

100,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

70,000 

120 

70,000 

50,000 

120 

350,000 

300,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

70,000 

120 

70,000 

50,000 

120 

200,000 

150,000 

120 

80,000 

70,000 

120 

80,000 

70,000 

120 

200,000 

150,000 

120 

80,000 

70,000 

120 

250,000 

200,000 

120 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 



0.012 

0.012 

0.008 

0.008 

0.005 

0.005 



0.008 

0.008 

0.008 

0.008 



0.006 

0.006 

0.036 

0.036 


0.018 

0.018 

0.036 

0.036 



0.036 

0.060 

0.109 

0.147 

0.521 

0.636 

0.018 

0.018 

0.512 

0.618 

0.024 

0.024 

0.029 

0.029 



























































































































































































































































































































































































































































































































































































































































Micro-watershed 



Kanawasiya 


Kaparda 


Khara Bera Bheemota 


Khara Bera Purohita 


Khari Kalan 


Khari Khurd 


Khariya Meethapur 


Khejarla 


Khejarli Kalan 


Khejarli Khurd 


Lakhasani 


Lalki 


Lamba 


Lanera 


Lolawas 


Luni Chawan 


Maretuka 


Matwalon Ki Dhani 


Mogra Kalan 


Mogra Khurd 


Moklasani 


Mori Joshiyan 


Mori Sothran 


Nandara Kalan 


Neembli Bramnan 


Neembli Patelan 


Nimbala 


Olvi 


0815000401970100 


0815000702012600 


0815000601994600 


0815000602003200 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


Saline Non-command 


27.508 Saline Non-command 


29.285 Saline Non-command 


7.153 Saline Non-command 


0815000702011200 

2.904 

0815000702008800 

33.210 





0815000602004500 

24.322 

0815000602003000 

35.931 

0815000401970000 

14.495 

0815000401969900 

6.885 


0815000702013600 

23.783 

0815000702009600 

36.511 

0815000602003400 

16.285 

0815000602004100 

13.260 

0820000102393200 

4.695 

0820000402427200 

29.143 

0815000702011100 

25.800 



0820000302411000 

13.784 

0815000401970200 

15.175 

0815000602002500 

31.238 


Saline 


22.504 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Jaswant Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Jaswant Sagar 



Saline 


18.590 Saline 


2.244 Saline 


Fresh 


22.815 Fresh 


Non-command 


Jaswant Sagar 


Non-command 


Non-command 


Non-command 


Non-command 





Saline 

0815000401970400 

20.537 

Saline 

0815000602004800 

9.348 

Saline 

0815000602004700 

15.528 

Saline 

0815000401966300 

9.171 

Saline 

0820000402427100 

15.671 

Saline 

0820000402427000 

18.707 

Saline 

0815000602002900 

5.612 

Saline 

0815000702011400 

28.059 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Pabupura Kumharan 

0815000602004400 

6.757 

Saline 

Padasala Kalan 

0815000702012700 

18.023 

Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

14.778 

Non-command 

Rhyolite 

9.387 

Non-command 

Jalore Granite 

0.534 

Non-command 

Older Alluvium 

11.975 

Non-command 

Older Alluvium 

0.824 

Non-command 

Younger Alluvium 

0.839 

Non-command 

Jalore Granite 

6.646 

Non-command 

Older Alluvium 

0.507 

Non-command 

Older Alluvium 

2.904 

Non-command 

Older Alluvium 

2.000 

Non-command 

Older Alluvium 

1.176 

Non-command 

Older Alluvium 

24.322 

Non-command 

Older Alluvium 

35.931 

Non-command 

Older Alluvium 

14.495 

Non-command 

Older Alluvium 

0.052 

Non-command 

Older Alluvium 

6.833 

Non-command 

Bilara Limestone 

11.187 

Non-command 

Jalore Granite 

1.533 

Non-command 

Older Alluvium 

16.285 

Non-command 

Older Alluvium 

13.052 

Non-command 

Bilara Limestone 

0.194 

Non-command 

Older Alluvium 

23.267 

Command 

Older Alluvium 

0.002 

Non-command 

Older Alluvium 

8.297 

Non-command 

Older Alluvium 

15.745 

Non-command 

Older Alluvium 

1.076 

Non-command 

Older Alluvium 

15.175 

Non-command 

Older Alluvium 

7.410 

Non-command 

Older Alluvium 

16.502 

Command 

Bilara Limestone 

1.018 

Command 

Older Alluvium 

13.831 

Non-command 

Older Alluvium 

2.035 

Command 

Older Alluvium 

0.002 

Non-command 

Older Alluvium 

18.590 

Non-command 

Older Alluvium 

2.244 

Non-command 

Rhyolite 

7.826 

Non-command 

Older Alluvium 

0.695 

Non-command 

Rhyolite 

12.433 

Non-command 

Rhyolite 

0.209 

Non-command 

Older Alluvium 

8.999 

Non-command 

Older Alluvium 

9.348 

Non-command 

Older Alluvium 

15.528 

Non-command 

Jalore Granite 

0.005 

Non-command 

Older Alluvium 

10.021 

Non-command 

Older Alluvium 

8.431 

Non-command 

Older Alluvium 

5.612 

Non-command 

Jalore Granite 

19.784 

Non-command 

Older Alluvium 

8.275 

Non-command 

Older Alluvium 

0.081 

Non-command 

Younger Alluvium 

0.217 

Non-command 

Older Alluvium 

6.757 

Command 

Older Alluvium 

0.865 

Non-command 

Older Alluvium 

0.361 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

50,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

80,000 

70,000 

120 

70,000 

50,000 

120 

100,000 

50,000 

120 

100,000 

50,000 

120 

100,000 

50,000 

120 

250,000 

200,000 

120 

100,000 

50,000 

120 

200,000 

150,000 

120 

70,000 

50,000 

120 

100,000 

50,000 

120 

100,000 

50,000 

120 

350,000 

300,000 

120 

100,000 

80,000 

120 

80,000 

70,000 

120 

80,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

100,000 

50,000 

120 

250,000 

200,000 

120 

100,000 

50,000 

120 

200,000 

150,000 

120 

80,000 

70,000 

120 

80,000 

70,000 

120 

70,000 

50,000 

120 

100,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

100,000 

50,000 

120 

100,000 

50,000 

120 

100,000 

50,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

100,000 

50,000 

120 

90,000 

70,000 

120 

100,000 

50,000 

120 

80,000 

70,000 

120 

80,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.012 


0.006 




0.025 

0.025 

0.012 

0.012 



0.025 

0.025 

0.036 

0.036 



0.024 

0.024 

0.012 

0.012 

0.090 

0.090 

0.521 

0.521 

0.076 

0.076 





















































































































































































































































































































































































































































































































































































































































Micro-watershed 




Peethasani 


Peethawas 


Peshawas 


Phitkasni 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Census Code 

Area 



sq.km 


(3) 

(4) 

(5) 

0815000401969800 

19.971 

Fresh 



Saline 

0815000401969200 

7.557 

Saline 

0815000401968800 

13.862 

Saline 

0815000602004000 

4.312 

Saline 

0815000401965400 

10.012 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Pichiyak 


0815000702010600 


15.744 Fresh Jaswant Sagar 



Prithvi Pura 

0820000102393000 

6.426 

Fresh 

Rajola Kalan 

0820000302410700 

18.467 

Saline 

Rajor 

0815000602002600 

11.413 

Fresh 

Rajpuriya 

0815000602004300 

7.374 

Saline 

Ram Nagar 

0815000702009100 

5.819 

Saline 

Ramasani 

0815000702011600 

33.149 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Rohat 

0820000402427900 

37.878 

Saline 

Sajara 

0815000602004900 

7.634 

Saline 

Salawas 

0815000601994700 

23.347 

Fresh 

Sangasani 

0815000602003700 

10.749 

Saline 

Sanwalta Kalan 

0820000402427400 

40.140 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


11008061 


Sanwalta Khurd 

0820000402427500 

19.488 

Saline 

Sar 

0815000601999800 

15.751 

Fresh 

Sarechan 

0815000601999900 

23.823 

Fresh 


Sewalon Ki Dhani 


Shikarpura 


Non-command 


Non-command 


Non-command 



0815000401969400 

4.390 

0815000602002700 

19.641 



Saline 


11.749 Saline 


Singasani 

0815000602003800 

18.935 

Saline 

Soder Ki Dhani 

0815000401966400 

2.768 

Saline 

Sohan Nagar 

0820000302410800 

6.424 

Saline 

Uchiyarda 

0815000401966100 

9.403 

Saline 

Vishnu Ki Dhani 

0815000602002300 

6.958 

Saline 

Akarli Bakshiram 

0817000302136100 

18.557 

Saline 

Akarli Dhansingh 

0817000302138100 

14.051 

Saline 

Akarli Sutharon Ki Dhani 

0817000302138400 

14.452 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.052 

Non-command 

Older Alluvium 

7.590 

Non-command 

Older Alluvium 

7.557 

Non-command 

Jalore Granite 

0.000 

Non-command 

Older Alluvium 

4.312 

Non-command 

Jalore Granite 

0.372 

Non-command 

Older Alluvium 

1.949 

Command 

Bilara Limestone 

1.024 

Command 

Older Alluvium 

0.565 

Non-command 

Bilara Limestone 

1.972 

Non-command 

Older Alluvium 

7.275 

Non-command 

Jalore Granite 

0.013 

Non-command 

Older Alluvium 

0.977 

Non-command 

Bilara Limestone 

1.189 

Non-command 

Older Alluvium 

9.869 

Non-command 

Older Alluvium 

1.448 

Non-command 

Older Alluvium 

7.374 

Non-command 

Older Alluvium 

5.819 

Non-command 

Jalore Granite 

0.624 

Non-command 

Older Alluvium 

26.926 

Non-command 

Jalore Granite 

0.051 

Non-command 

Older Alluvium 

5.548 

Non-command 

Jalore Granite 

0.279 

Non-command 

Older Alluvium 

4.735 

Non-command 

Jalore Granite 

2.417 

Non-command 

Older Alluvium 

2.220 

Non-command 

Jalore Granite 

1.014 

Non-command 

Older Alluvium 

5.675 

Non-command 

Jalore Granite 

1.099 

Non-command 

Older Alluvium 

23.189 

Non-command 

Older Alluvium 

4.648 

Non-command 

Older Alluvium 

7.634 

Non-command 

Rhyolite 

6.966 

Non-command 

Older Alluvium 

4.859 

Non-command 

Older Alluvium 

23.342 

Non-command 

Younger Alluvium 

4.299 

Non-command 

Younger Alluvium 

0.233 

Non-command 

Older Alluvium 

1.108 

Non-command 

Older Alluvium 

14.961 

Non-command 

Rhyolite 

4.965 

Non-command 

Older Alluvium 

0.604 

Non-command 

Older Alluvium 

12.858 

Non-command 

Older Alluvium 

6.784 

Non-command 

Jalore Granite 

3.866 

Non-command 

Older Alluvium 

0.967 

Non-command 

Older Alluvium 

18.935 

Non-command 

Jalore Granite 

0.013 

Non-command 

Older Alluvium 

6.424 

Non-command 

Jalore Granite 

0.296 

Non-command 

Older Alluvium 

1.255 

Non-command 

Older Alluvium 

18.557 

Non-command 

Older Alluvium 

14.051 

Non-command 

Older Alluvium 

14.452 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

250,000 

200,000 

120 

100,000 

50,000 

120 

100,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

50,000 

120 

200,000 

150,000 

120 

80,000 

70,000 

120 

200,000 

150,000 

120 

80,000 

70,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

350,000 

300,000 

120 

90,000 

70,000 

120 

250,000 

200,000 

120 

100,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

70,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

70,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

100,000 

50,000 

120 

100,000 

80,000 

120 

100,000 

50,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

100,000 

50,000 

120 

250,000 

200,000 

120 

100,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

100,000 

50,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

100,000 

50,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 



0.008 

0.008 

0.005 

0.005 

0.006 

0.006 



0.030 

0.030 

0.010 

0.010 



0.072 

0.072 

0.012 

0.012 

0.038 

0.038 

0.012 

0.012 








































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Bagiya Charnan 

0817000302140000 

2.965 

Saline 

Bagundi 

0817000302135900 

23.837 

Saline 


Type of Area (Command / N< 
command) 


Bedarlai 

0817000302140600 

8.638 

Saline 

Borawas 

0817000302136200 

33.391 

Saline 


Champa Beri 


Chandiyon Ki Dhani 


Chimoniyon Ki Dhani 


Darjiyon Ki Beri 


Dolinadi 


Doongra Nada 


Ganganiyon Ki Dhani 


Godaron Ki Dhani 


Goliya Vida 


Googri 


Gopri 


Hanumanpura 


Ikadani 


Jagram Ki Dhani 


Jasnathpura 


Jhalamaliya 


Jhiponiyon Ki Dhani 


Jonguon Ki Dhani 


Kalawa 


0817000302140200 

12.976 

Saline 

0817000302140300 

5.601 

Saline 

0817000202118400 

2.554 

Saline 

0817000202122100 

5.710 

Saline 

0817000202122400 

5.930 

Saline 

0817000202118100 

12.571 

Saline 

0817000302139600 

6.066 

Saline 

0817000202118500 

5.980 

Saline 

0817000302140500 

5.957 

Saline 

0817000302140100 

4.121 

Saline 

0817000302136000 

29.202 

Saline 

0817000302140400 

12.586 

Saline 

0817000302139000 

4.168 

Saline 

0817000302144600 

11.813 

Saline 

0817000202119100 

9.951 

Saline 

0817000202118700 

3.256 

Saline 

0817000202123800 

8.602 

Saline 

0817000202118000 

16.653 

Saline 

0817000202118300 

21.915 

Saline 

0817000302137600 

29.062 

Saline 


Kalewa 

0817000302139700 

5.903 

Saline 

Kanwarli 

0817000302139900 

15.701 

Saline 

Karnisar 

0817000302144900 

3.754 

Saline 

Keraliya 

0817000202122900 

1.204 

Saline 

Kumpaliya 

0817000202118200 

9.947 

Saline 

Kyar Charnan 

0817000302139800 

6.190 

Saline 

Lapundara Barthan 

0817000202122500 

4.507 

Saline 

Lapundara Malbechhan (Chauhan) 

0817000202122300 

16.719 

Saline 

Lapundara Tarli 

0817000202122200 

8.081 

Saline 

Legonki Dhani 

0817000202121700 

10.068 

Saline 

Loreti 

0817000202123000 

3.296 

Saline 

Lumbaniya Ki Dhani 

0817000302138700 

5.444 

Saline 

Mahadeo Ka Mandir 

0817000202117900 

5.745 

Saline 

Mahadeo Nagar 

0817000302138200 

6.332 

Saline 

Malwa Charnan 

0817000202122800 

5.280 

Saline 

Malwa Patawatan (Jageer) 

0817000202122700 

7.593 

Saline 

Malwa Utrad 

0817000202121800 

4.441 

Saline 

Mandapura 

0817000302140700 

21.126 

Saline 

Meethi Beri 

0817000302138500 

12.736 

Saline 

Meraj Ki Beri 

0817000302139200 

6.641 

Saline 

Nawatala 

0817000302146300 

23.479 

Saline 

Newai 

0817000302143800 

16.148 

Saline 

Nimbli 

0817000302135500 

10.832 

Saline 

Panadeora 

0817000202123700 

1.892 

Saline 

Pareu 

0817000202118900 

13.998 

Saline 

Patiyal 

0817000302139100 

8.826 

Saline 


Non-command 


Non-command 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.048 

Non-command 

Older Alluvium 

17.192 

Non-command 

Younger Alluvium 

1.775 

Non-command 

Older Alluvium 

1.088 

Non-command 

Older Alluvium 

5.474 

Non-command 

Younger Alluvium 

4.037 

Non-command 

Older Alluvium 

11.925 

Non-command 

Older Alluvium 

5.601 

Non-command 

Older Alluvium 

2.554 

Non-command 

Older Alluvium 

0.016 

Non-command 

Older Alluvium 

5.930 

Non-command 

Older Alluvium 

4.034 

Non-command 

Older Alluvium 

2.310 

Non-command 

Older Alluvium 

5.980 

Non-command 

Older Alluvium 

5.955 

Non-command 

Older Alluvium 

3.416 

Non-command 

Older Alluvium 

29.202 

Non-command 

Older Alluvium 

8.170 

Non-command 

Older Alluvium 

4.168 

Non-command 

Older Alluvium 

0.410 

Non-command 

Older Alluvium 

4.209 

Non-command 

Older Alluvium 

3.256 

Non-command 

Older Alluvium 

0.719 

Non-command 

Older Alluvium 

15.214 

Non-command 

Older Alluvium 

2.583 

Non-command 

Older Alluvium 

14.858 

Non-command 

Younger Alluvium 

0.314 

Non-command 

Older Alluvium 

2.798 

Non-command 

Older Alluvium 

0.339 

Non-command 

Older Alluvium 

0.129 

Non-command 

Older Alluvium 

0.691 

Non-command 

Older Alluvium 

6.610 

Non-command 

Older Alluvium 

5.222 

Non-command 

Older Alluvium 

4.507 

Non-command 

Older Alluvium 

16.712 

Non-command 

Older Alluvium 

3.180 

Non-command 

Older Alluvium 

3.451 

Non-command 

Older Alluvium 

3.296 

Non-command 

Older Alluvium 

5.444 

Non-command 

Older Alluvium 

0.638 

Non-command 

Older Alluvium 

6.332 

Non-command 

Older Alluvium 

4.030 

Non-command 

Older Alluvium 

7.593 

Non-command 

Older Alluvium 

0.396 

Non-command 

Older Alluvium 

0.124 

Non-command 

Older Alluvium 

12.736 

Non-command 

Older Alluvium 

4.474 

Non-command 

Older Alluvium 

0.090 

Non-command 

Older Alluvium 

0.147 

Non-command 

Older Alluvium 

0.023 

Non-command 

Older Alluvium 

1.751 

Non-command 

Older Alluvium 

2.958 

Non-command 

Older Alluvium 

8.582 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

60,000 

60,000 

120 

30,000 

30,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

60,000 

60,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

60,000 

60,000 

120 

30,000 

30,000 

120 

60,000 

60,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

60,000 

60,000 



0.004 

0.004 

0.004 

0.004 



0.007 

0.007 

0.014 

0.014 

0.004 

0.004 



0.054 

0.054 

0.004 

0.004 

















































































































































































































































































































































































































































































































































































































































































Micro-watershed 


11008062 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


(2) 

(3) 

(4) 

(5) 

Peeroni Saiyon Ki Dhani 

0817000202118600 

7.596 

Saline 

Pooniyon Ki Beri 

0817000202118800 

5.508 

Saline 

Rajberi Malwa 

0817000202123100 

3.908 

Saline 

Reenchholi 

0817000302144800 

16.167 

Saline 

Roopadevi 

0817000302135800 

7.840 

Saline 

Sajiyali Moolraj(Kyar) 

0817000302138000 

20.312 

Saline 

Sajiyali Moolraj-ll 

0817000302138800 

5.243 

Saline 

Sajiyali Padamsingh(Kanthwara) 

0817000302137900 

11.369 

Saline 

Sajiyali Padamsingh-I 

0817000302138300 

18.368 

Saline 

Sajiyali Roopji(Kanthwara) 

0817000302138900 

2.660 

Saline 

Sajiyali Roopji(Rajaberi) 

0817000302137800 

11.040 

Saline 

Sambhra 

0817000302137700 

40.176 

Saline 

Sodhon Ki Dhani 

0817000302136300 

10.356 

Saline 

Sonkaro Ki Beri 

0817000302138600 

3.387 

Saline 

Srawannadi 

0817000202123400 

2.806 

Saline 

Sutharon Ki Dhani 

0817000202122600 

7.745 

Saline 

Aakli 

0817000102092500 

24.317 

Fresh 


Adarsh Basti 


Adarsh Basti Bishala 


Adarsh Basti Nand 


Alsaniyon Ki Dhani 


Amar Singh Ki Dhani 


Bariyara 


Batara 


Bhadarwa 


Bhadarwa Purohitan 


Bhadres Gandhau 


Bhadres Punasiya 


Bhagwananiyon Ki Dhani 


Bhation Ka Der 


Bhiyar 


Bhiyasar 


Bhurtiya 


Bisoo Kalan 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0817000102092200 

10.394 

0817000602209400 

6.543 

0817000602206600 

17.874 




Saline 


27.758 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0817000102096200 

12.632 

0817000102095800 

20.929 




Amarsar 

0816000202058600 

50.329 

Saline 

Ambabari 

0817000102093800 

10.621 

Saline 

Andaniyon Ka Tala 

0817000602206300 

13.069 

Saline 

Bagasar 

0817000202109500 

1.732 

Fresh 

Balai 

0817000102095300 

50.502 

Saline 

Balasar 

0817000102089800 

46.177 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 





Saline 

0817000102097300 

17.977 

Fresh 

0817000102102600 

51.558 

Saline 

0817000602207100 

25.754 

Fresh 

0817000602207300 

12.946 

Fresh 

0817000602211100 

7.425 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0817000602211300 

6.487 

0817000102093100 

18.945 

0817000602210000 

12.200 

0817000102096300 

31.259 

0816000302074300 

63.139 

0817000602215300 

30.883 

0817000102094900 

10.408 



Bisoo Khurd 


0817000102095100 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

6.920 

Non-command 

Older Alluvium 

4.255 

Non-command 

Older Alluvium 

3.121 

Non-command 

Older Alluvium 

1.181 

Non-command 

Older Alluvium 

0.001 

Non-command 

Older Alluvium 

20.312 

Non-command 

Older Alluvium 

5.243 

Non-command 

Older Alluvium 

11.369 

Non-command 

Older Alluvium 

18.368 

Non-command 

Older Alluvium 

2.660 

Non-command 

Older Alluvium 

11.040 

Non-command 

Older Alluvium 

36.391 

Non-command 

Younger Alluvium 

0.003 

Non-command 

Older Alluvium 

3.387 

Non-command 

Older Alluvium 

0.440 

Non-command 

Older Alluvium 

7.395 

Non-command 

Jalore Granite 

19.918 

Non-command 

Tertiary Sandstone 

1.846 

Non-command 

Jalore Granite 

2.553 

Non-command 

Jalore Granite 

10.366 

Non-command 

Rhyolite 

6.543 

Non-command 

Rhyolite 

17.602 

Non-command 

Rhyolite 

0.272 

Non-command 

Jalore Granite 

7.899 

Non-command 

Tertiary Sandstone 

18.896 

Non-command 

Tertiary Sandstone 

0.963 

Non-command 

Jurassic Sandstone 

12.576 

Non-command 

Jurassic Sandstone 

0.594 

Non-command 

Jurassic Sandstone 

2.881 

Non-command 

Tertiary Sandstone 

3.920 

Non-command 

Jalore Granite 

0.442 

Non-command 

Tertiary Sandstone 

10.621 

Non-command 

Rhyolite 

1.569 

Non-command 

Tertiary Sandstone 

1.642 

Non-command 

Tertiary Sandstone 

50.502 

Non-command 

Jalore Granite 

10.741 

Non-command 

Tertiary Sandstone 

23.963 

Non-command 

Tertiary Sandstone 

0.739 

Non-command 

Jurassic Sandstone 

16.507 

Non-command 

Tertiary Sandstone 

33.414 

Non-command 

Tertiary Sandstone 

25.754 

Non-command 

Tertiary Sandstone 

12.946 

Non-command 

Rhyolite 

3.284 

Non-command 

Tertiary Sandstone 

4.141 

Non-command 

Rhyolite 

6.487 

Non-command 

Tertiary Sandstone 

18.945 

Non-command 

Tertiary Sandstone 

4.167 

Non-command 

Jurassic Sandstone 

21.816 

Non-command 

Jurassic Sandstone 

0.263 

Non-command 

Tertiary Sandstone 

12.955 

Non-command 

Tertiary Sandstone 

2.422 

Non-command 

Tertiary Sandstone 

7.986 

Non-command 

Jurassic Sandstone 

8.510 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

90,000 

60,000 

120 

130,000 

90,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

20,000 

20,000 

120 

90,000 

60,000 

120 

130,000 

90,000 

120 

120,000 

30,000 

120 

120,000 

80,000 

120 

120,000 

80,000 

120 

100,000 

30,000 

120 

120,000 

30,000 

120 

90,000 

50,000 

120 

120,000 

30,000 

120 

20,000 

20,000 

120 

120,000 

120,000 

120 

120,000 

30,000 

120 

90,000 

60,000 

120 

130,000 

90,000 

120 

120,000 

30,000 

120 

120,000 

80,000 

120 

120,000 

30,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

130,000 

90,000 

120 

120,000 

120,000 

120 

120,000 

80,000 

120 

200,000 

150,000 

120 

120,000 

120,000 

120 

130,000 

90,000 

120 

120,000 

30,000 

120 

120,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.007 


0.007 






















































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Chhatarwallon Ka Sara 


Chitroli 


Chokhla 


Chokhoniya Ka Tala 


Chokhoniyon Ki Dhani 


Chutroniyon Ki Dhani 


Dalanara 


Danasar 


Dangri 


Dedwali 


Deoka 


Dhoondha 


East Matasar 


Fateh Garh 


Fatehnara 


Fatehpura 


Giral 


Goonga 


Gurisar 


Hariyali 


Harupechiyon Ki Dhani 


Harwa 


Harwecha 


Hathisingh Ka Gaon 


Hemanara 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Bola 

0817000602211700 

72.129 

Fresh 

Boliya Jageer 

0817000602208400 

18.193 

Fresh 

Bothiya Purohitan 

0817000602208300 

5.671 

Fresh 

Chak Bhanska 

0817000102091200 

2.070 

Fresh 

Chak Goonga 

0817000102094800 

8.916 

Fresh 

Chak Harwa 

0817000102091000 

4.783 

Fresh 

Chak Mokhab 

0817000102101700 

4.299 

Saline 

Chak Negarda 

0817000102090800 

2.846 

Fresh 

Chhapari 

0817000602208500 

3.374 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0817000202109100 

6.093 

0817000102096100 

12.525 

0817000202109800 

4.582 

0817000202108600 

8.338 

0817000602206200 

9.525 


Fresh 


Fresh 


Fresh 


Saline 


16.110 Fresh 



0817000202128200 

7.753 

0817000102093300 

12.529 


0817000202109400 

3.114 

0816000302073700 

49.819 



0817000202107700 

5.915 

0817000102097000 

24.737 



Dhanora 

0817000602211500 

20.732 

Fresh 

Dharwi Kalan 

0817000102098100 

9.247 

Fresh 

Dharwi Khurd 

0817000102097600 

7.724 

Fresh 

Dholkiya 

0817000102092400 

22.159 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0817000602214100 

9.222 

0817000602215600 

20.207 

0816000302074200 

38.756 

0817000102095400 

13.433 

0817000102097500 

13.801 

0817000102092800 

25.973 

0817000102094700 

39.374 



0817000602210900 

11.579 

0817000602207800 

9.135 

0817000602214000 

19.070 

0817000102090900 

41.349 

0817000102091100 

13.293 

0817000102094500 

32.628 

0817000102093200 

24.871 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Jurassic Sandstone 

4.595 

Non-command 

Tertiary Sandstone 

19.609 

Non-command 

Rhyolite 

0.230 

Non-command 

Tertiary Sandstone 

18.193 

Non-command 

Tertiary Sandstone 

5.671 

Non-command 

Tertiary Sandstone 

2.070 

Non-command 

Tertiary Sandstone 

8.916 

Non-command 

Tertiary Sandstone 

4.783 

Non-command 

Tertiary Sandstone 

3.398 

Non-command 

Tertiary Sandstone 

2.846 

Non-command 

Rhyolite 

0.012 

Non-command 

Tertiary Sandstone 

3.362 

Non-command 

Tertiary Sandstone 

2.193 

Non-command 

Jurassic Sandstone 

2.616 

Non-command 

Tertiary Sandstone 

0.707 

Non-command 

Tertiary Sandstone 

3.084 

Non-command 

Rhyolite 

1.701 

Non-command 

Rhyolite 

3.011 

Non-command 

Rhyolite 

2.320 

Non-command 

Tertiary Sandstone 

2.035 

Non-command 

Tertiary Sandstone 

0.000 

Non-command 

Tertiary Sandstone 

12.127 

Non-command 

Tertiary Sandstone 

0.402 

Non-command 

Tertiary Sandstone 

3.110 

Non-command 

Jalore Granite 

0.102 

Non-command 

Jalore Granite 

1.434 

Non-command 

Tertiary Sandstone 

3.609 

Non-command 

Tertiary Sandstone 

0.432 

Non-command 

Tertiary Sandstone 

0.684 

Non-command 

Jurassic Sandstone 

18.548 

Non-command 

Tertiary Sandstone 

6.137 

Non-command 

Rhyolite 

15.162 

Non-command 

Jurassic Sandstone 

9.247 

Non-command 

Jurassic Sandstone 

7.724 

Non-command 

Jalore Granite 

0.997 

Non-command 

Tertiary Sandstone 

0.714 

Non-command 

Jalore Granite 

19.952 

Non-command 

Tertiary Sandstone 

0.496 

Non-command 

Tertiary Sandstone 

0.909 

Non-command 

Tertiary Sandstone 

0.831 

Non-command 

Jurassic Sandstone 

0.004 

Non-command 

Tertiary Sandstone 

13.433 

Non-command 

Jurassic Sandstone 

13.450 

Non-command 

Jalore Granite 

25.973 

Non-command 

Tertiary Sandstone 

32.322 

Non-command 

Tertiary Sandstone 

7.052 

Non-command 

Rhyolite 

1.697 

Non-command 

Tertiary Sandstone 

9.135 

Non-command 

Tertiary Sandstone 

19.048 

Non-command 

Tertiary Sandstone 

41.349 

Non-command 

Tertiary Sandstone 

13.293 

Non-command 

Tertiary Sandstone 

32.628 

Non-command 

Tertiary Sandstone 

24.871 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

30,000 

120 

120,000 

30,000 

120 

50,000 

30,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

120,000 

30,000 

120 

130,000 

90,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

120,000 

120,000 

120 

120,000 

80,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

50,000 

30,000 

120 

20,000 

20,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

120,000 

120,000 

120 

130,000 

90,000 

120 

120,000 

30,000 

120 

120,000 

120,000 

120 

130,000 

90,000 

120 

100,000 

70,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

80,000 

120 

130,000 

90,000 

120 

50,000 

30,000 

120 

120,000 

80,000 

120 

120,000 

80,000 

120 

90,000 

60,000 

120 

130,000 

90,000 

120 

30,000 

30,000 

120 

120,000 

30,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

200,000 

150,000 

120 

120,000 

30,000 

120 

120,000 

80,000 

120 

90,000 

60,000 

120 

130,000 

90,000 

120 

120,000 

30,000 

120 

50,000 

30,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 











































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Jase Ka Gaon 


Jasnath Puri 


Jasontaniyon Ki Dhani 


Jatiya Kumaharon Ki Basti 


Jhanphli Kalan 


Jhanphli Khurd 


Jhari 


Jharwa 


Joranada 


Juneja Mehron Ki Basti 


Junejon Ki Basti 


Kalijal 


Kamoipura 


Kanora 


Kapoordi 


Karanpur 


Kayam Ki Basti 


Kerawa 


Khanadiya 


Khanji Ka Tala 


Khariya Tala 


Khatiyon Ka Tala 


Khejarali 


Khural 


Kohariyon Ki Basti 


Kotriyon Ki Dhani 


Lakhetali 


Langon Ki Dhani 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


7.351 Fresh Non-command 


Isramon Ka Tala 

0817000202108700 

8.554 

Fresh 

Jaitaniyon Ki Dhani 

0817000602207600 

6.319 

Fresh 

Jalila 

0817000102094300 

5.641 

Fresh 


Non-command 


Non-command 


Non-command 



0817000102094600 

8.997 

Fresh 

0817000202109600 

1.092 

Fresh 

0817000602207000 

31.122 

Fresh 

0817000602209900 

6.269 

Fresh 

0817000102091500 

30.455 

Fresh 

0817000102091600 

3.419 

Fresh 

0817000102092300 

9.818 

Saline 

0817000602211000 

6.243 

Fresh 

0817000102093700 

32.827 

Saline 

0817000602208100 

11.517 

Fresh 

0817000102092100 

46.963 

Fresh 



Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0817000102090500 

29.103 

0817000602211200 

3.777 

0817000602209200 

22.000 

0817000602209700 

44.602 

0817000202109700 

4.241 

0817000102102100 

11.472 

0817000602209100 

17.389 


0817000202109900 

4.778 

0817000202110200 

8.920 

0817000602207400 

16.997 

0817000202109300 

1.706 

0817000102092600 

14.860 

0817000102097200 

15.585 

0817000102101800 

12.022 



51.583 Fresh 


Saline 


0817000102096400 

31.693 

0817000602209800 

8.494 

0817000102098200 

13.448 


25.950 Fresh 




Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Lunu Agor 

0817000602210800 

13.411 

Fresh 

Madha Ka Tala 

0817000102102200 

5.470 

Saline 

Madpura Purana Gaon 

0817000202128100 

1.981 

Fresh 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Rhyolite 

2.253 

Non-command 

Tertiary Sandstone 

5.098 

Non-command 

Tertiary Sandstone 

0.916 

Non-command 

Tertiary Sandstone 

5.498 

Non-command 

Jalore Granite 

0.244 

Non-command 

Tertiary Sandstone 

1.960 

Non-command 

Jalore Granite 

0.000 

Non-command 

Tertiary Sandstone 

3.438 

Non-command 

Rhyolite 

1.727 

Non-command 

Tertiary Sandstone 

25.416 

Non-command 

Tertiary Sandstone 

8.997 

Non-command 

Tertiary Sandstone 

1.092 

Non-command 

Tertiary Sandstone 

31.122 

Non-command 

Tertiary Sandstone 

5.403 

Non-command 

Tertiary Sandstone 

10.784 

Non-command 

Tertiary Sandstone 

1.003 

Non-command 

Jalore Granite 

9.383 

Non-command 

Rhyolite 

3.740 

Non-command 

Tertiary Sandstone 

32.827 

Non-command 

Tertiary Sandstone 

11.517 

Non-command 

Jalore Granite 

3.434 

Non-command 

Jalore Granite 

36.227 

Non-command 

Tertiary Sandstone 

5.700 

Non-command 

Tertiary Sandstone 

0.217 

Non-command 

Rhyolite 

3.596 

Non-command 

Rhyolite 

7.784 

Non-command 

Tertiary Sandstone 

39.804 

Non-command 

Tertiary Sandstone 

4.241 

Non-command 

Tertiary Sandstone 

11.472 

Non-command 

Rhyolite 

1.221 

Non-command 

Rhyolite 

0.164 

Non-command 

Tertiary Sandstone 

0.651 

Non-command 

Tertiary Sandstone 

8.920 

Non-command 

Tertiary Sandstone 

16.997 

Non-command 

Tertiary Sandstone 

1.706 

Non-command 

Tertiary Sandstone 

14.860 

Non-command 

Jurassic Sandstone 

15.585 

Non-command 

Jurassic Sandstone 

0.026 

Non-command 

Tertiary Sandstone 

11.996 

Non-command 

Tertiary Sandstone 

31.570 

Non-command 

Tertiary Sandstone 

20.013 

Non-command 

Jurassic Sandstone 

31.693 

Non-command 

Tertiary Sandstone 

1.682 

Non-command 

Jalore Granite 

3.974 

Non-command 

Jurassic Sandstone 

9.466 

Non-command 

Rhyolite 

3.362 

Non-command 

Tertiary Sandstone 

15.119 

Non-command 

Jalore Granite 

1.037 

Non-command 

Rhyolite 

0.012 

Non-command 

Tertiary Sandstone 

6.420 

Non-command 

Rhyolite 

2.614 

Non-command 

Tertiary Sandstone 

5.470 

Non-command 

Tertiary Sandstone 

0.723 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

90,000 

60,000 

120 

130,000 

90,000 

120 

30,000 

30,000 

120 

120,000 

30,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

130,000 

90,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

120 

120,000 

30,000 

120 

120,000 

120,000 

120 

90,000 

60,000 

120 

30,000 

30,000 

120 

120,000 

30,000 

120 

130,000 

90,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

30,000 

120 

50,000 

30,000 

120 

20,000 

20,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

130,000 

90,000 

120 

120,000 

80,000 

120 

100,000 

30,000 

120 

120,000 

30,000 

120 

130,000 

90,000 

120 

120,000 

30,000 

120 

120,000 

80,000 

120 

120,000 

120,000 

120 

90,000 

60,000 

120 

120,000 

80,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

120 

120,000 

30,000 

120 

120,000 

120,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.004 

0.004 

0.144 

0.144 


0.004 

0.004 

0.043 

0.043 


















































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Madpura Sani 


Magini 


Magnaniyon Ki Dhani 


Maloosar 


Manihari 


Mati Ka Gol 


Matuja 


Mege Ka Gaon 


Meghwalon Ka Bas 


Mogerai 


Mokhab Kalan 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Census Code 

Area 



sq.km 


(3) 

(4) 

(5) 



Saline 

0817000602213900 

20.341 

Fresh 

0817000102089500 

20.902 

Saline 

0817000602207900 

8.751 

Fresh 

0816000202059000 

21.375 

Saline 

0817000102096800 

64.275 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0817000102097100 

3.342 

0817000102091800 

10.029 


0817000102091300 

14.417 

0817000202110600 

28.626 



0817000102097900 

13.966 

0817000102101400 

71.532 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Mokhab Khurd 


Moolani 


Motinara 


Muharon Ki Dhani 


Nagarda 


Nai Rewali 


Nand 


Nangana 


Naraniyon Ki Dhani 


Nawaldeo Chatri 


Naya Nagarda 


Neembala 


Negrada 


Om Nagar 


Pabu Mali 


Panchaniyon Ki Dhani 


Panjraj Singh Ki Dhani 


Phoolasar 


Poshal 


Pragniyon Ki Dhani 


Prajawaton Ki Dhani 


0817000102101900 

16.479 

0817000202109200 

2.211 

0817000102102000 

11.017 

0817000102097800 

7.201 

0817000102102400 

19.121 


0817000202107600 

12.165 

0817000602206500 

28.078 

0817000602210100 

31.741 

0817000602207200 

31.182 

0817000202110100 

5.796 

0817000102102300 

5.916 

0817000102093000 

41.083 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


22.205 Fresh Non-command 



Saline 


17.086 Fresh 



0817000102090600 

27.470 

0817000102098000 

8.123 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0817000102101600 

21.709 

0817000602207500 

10.549 

0817000102095000 

4.362 

0817000202110500 

2.289 

0817000102102700 

81.628 



0817000602207700 

8.854 

0817000602209500 

15.323 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Tertiary Sandstone 

0.490 

Non-command 

Tertiary Sandstone 

8.631 

Non-command 

Jalore Granite 

3.077 

Non-command 

Tertiary Sandstone 

8.751 

Non-command 

Jalore Granite 

1.273 

Non-command 

Jurassic Sandstone 

12.750 

Non-command 

Tertiary Sandstone 

51.524 

Non-command 

Jurassic Sandstone 

2.597 

Non-command 

Tertiary Sandstone 

8.362 

Non-command 

Jurassic Sandstone 

3.296 

Non-command 

Tertiary Sandstone 

5.777 

Non-command 

Tertiary Sandstone 

4.252 

Non-command 

Tertiary Sandstone 

13.440 

Non-command 

Tertiary Sandstone 

7.928 

Non-command 

Tertiary Sandstone 

0.463 

Non-command 

Jalore Granite 

9.321 

Non-command 

Jalore Granite 

10.110 

Non-command 

Jurassic Sandstone 

9.842 

Non-command 

Jurassic Sandstone 

0.233 

Non-command 

Tertiary Sandstone 

3.586 

Non-command 

Tertiary Sandstone 

16.479 

Non-command 

Tertiary Sandstone 

2.190 

Non-command 

Tertiary Sandstone 

11.017 

Non-command 

Jurassic Sandstone 

7.201 

Non-command 

Tertiary Sandstone 

0.350 

Non-command 

Tertiary Sandstone 

18.771 

Non-command 

Tertiary Sandstone 

9.990 

Non-command 

Jalore Granite 

0.379 

Non-command 

Tertiary Sandstone 

27.518 

Non-command 

Tertiary Sandstone 

31.182 

Non-command 

Tertiary Sandstone 

1.855 

Non-command 

Tertiary Sandstone 

5.916 

Non-command 

Jalore Granite 

18.974 

Non-command 

Tertiary Sandstone 

22.109 

Non-command 

Jalore Granite 

0.012 

Non-command 

Tertiary Sandstone 

7.741 

Non-command 

Tertiary Sandstone 

14.451 

Non-command 

Tertiary Sandstone 

2.503 

Non-command 

Tertiary Sandstone 

14.583 

Non-command 

Tertiary Sandstone 

16.231 

Non-command 

Jalore Granite 

3.761 

Non-command 

Jurassic Sandstone 

1.425 

Non-command 

Jalore Granite 

2.146 

Non-command 

Jurassic Sandstone 

33.116 

Non-command 

Tertiary Sandstone 

19.731 

Non-command 

Tertiary Sandstone 

10.549 

Non-command 

Tertiary Sandstone 

4.362 

Non-command 

Tertiary Sandstone 

2.168 

Non-command 

Tertiary Sandstone 

33.195 

Non-command 

Tertiary Sandstone 

42.361 

Non-command 

Tertiary Sandstone 

8.854 

Non-command 

Rhyolite 

4.629 

Non-command 

Tertiary Sandstone 

10.694 


with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

30,000 

30,000 

120 

120,000 

120,000 

120 

90,000 

50,000 

120 

120,000 

80,000 

120 

130,000 

90,000 

120 

100,000 

30,000 

120 

120,000 

30,000 

120 

120,000 

80,000 

120 

130,000 

90,000 

120 

120,000 

30,000 

120 

130,000 

90,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

130,000 

90,000 

120 

100,000 

70,000 

120 

120,000 

80,000 

120 

100,000 

30,000 

120 

120,000 

30,000 

120 

120,000 

30,000 

120 

120,000 

120,000 

120 

120,000 

30,000 

120 

120,000 

80,000 

120 

130,000 

90,000 

120 

120,000 

30,000 

120 

120,000 

120,000 

120 

30,000 

30,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

30,000 

120 

90,000 

60,000 

120 

130,000 

90,000 

120 

90,000 

60,000 

120 

130,000 

90,000 

120 

120,000 

30,000 

120 

130,000 

90,000 

120 

120,000 

30,000 

120 

130,000 

90,000 

120 

90,000 

60,000 

120 

120,000 

80,000 

120 

130,000 

90,000 

120 

200,000 

150,000 

120 

120,000 

30,000 

120 

120,000 

120,000 

120 

120,000 

30,000 

120 

120,000 

120,000 

120 

130,000 

90,000 

120 

120,000 

30,000 

120 

120,000 

120,000 

120 

50,000 

30,000 

120 

80,000 

60,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 
































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Rauji Ki Dhani 


Rawat Ka Gaon 


Rewali 


Rohili 


Rooganada 


Roopa Sariya 


Sakhroda 


Sambhusar 


Sar Ka Par 


Sargeelapar 


Sarswati Nagar 


Satal Bhakhri 


Sawaipura 


Sawaisingh Ki Basti 


Sejuon Ki Dhani 


Sheo 


Sura Charnan 


Sura Jageer 


Sutharon Ki Dhani 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Rajral 

0817000102096900 

23.678 

Fresh 

Rampura 

0817000102091900 

11.291 

Saline 


Non-command 


Non-command 



Ranakdeo 

0817000102098300 

4.639 

Fresh 

Raneji Ki Basti 

0817000102094200 

6.652 

Fresh 


Non-command 


Non-command 



0817000102096500 


25.927 Fresh 


Saline 


Non-command 


Non-command 


0817000602213800 

4.644 

0817000102091700 

20.174 



0817000202107800 

14.293 

0817000602208000 

24.867 

0817000102089600 

3.901 

0817000102095600 

17.682 




23.209 Fresh 


Saline 


0817000202110400 

3.342 

0817000102095500 

4.572 



Sandha 

0816000302074000 

17.501 

Fresh 

Sandhuwa 

0816000302074100 

9.786 

Fresh 

Sanjeet 

0816000302077400 

70.781 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0817000602213700 

4.165 

0817000102092000 

10.808 


0817000102089400 

20.823 

0817000602206900 

38.683 


0817000102097700 

12.968 

0817000102095200 

3.194 

0817000602208700 

16.878 

0817000102093900 

56.855 



Saline 


27.825 Fresh 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Sitaramki Dhani 

0817000102096700 

9.911 

Fresh 

Sonari 

0817000602206800 

44.698 

Fresh 


Non-command 


Non-command 



0817000602208800 

5.560 

0817000602208900 

20.589 


0817000602208200 


Non-command 


Fresh Non-command 


Saline Non-command 


14.920 Fresh Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Jurassic Sandstone 

26.511 

Non-command 

Tertiary Sandstone 

9.043 

Non-command 

Jurassic Sandstone 

0.183 

Non-command 

Tertiary Sandstone 

3.827 

Non-command 

Jurassic Sandstone 

23.678 

Non-command 

Jalore Granite 

0.577 

Non-command 

Tertiary Sandstone 

10.714 

Non-command 

Jalore Granite 

1.006 

Non-command 

Jalore Granite 

2.625 

Non-command 

Tertiary Sandstone 

4.027 

Non-command 

Jurassic Sandstone 

23.664 

Non-command 

Jurassic Sandstone 

2.260 

Non-command 

Tertiary Sandstone 

0.002 

Non-command 

Tertiary Sandstone 

4.644 

Non-command 

Tertiary Sandstone 

17.697 

Non-command 

Tertiary Sandstone 

2.477 

Non-command 

Tertiary Sandstone 

0.275 

Non-command 

Tertiary Sandstone 

24.867 

Non-command 

Jalore Granite 

3.901 

Non-command 

Jurassic Sandstone 

10.183 

Non-command 

Jurassic Sandstone 

1.137 

Non-command 

Tertiary Sandstone 

0.002 

Non-command 

Tertiary Sandstone 

0.028 

Non-command 

Tertiary Sandstone 

23.181 

Non-command 

Tertiary Sandstone 

0.148 

Non-command 

Jurassic Sandstone 

0.071 

Non-command 

Tertiary Sandstone 

4.501 

Non-command 

Jurassic Sandstone 

1.176 

Non-command 

Jurassic Sandstone 

0.009 

Non-command 

Jurassic Sandstone 

0.957 

Non-command 

Tertiary Sandstone 

8.050 

Non-command 

Tertiary Sandstone 

1.666 

Non-command 

Jalore Granite 

1.637 

Non-command 

Jalore Granite 

9.172 

Non-command 

Jalore Granite 

0.946 

Non-command 

Rhyolite 

7.525 

Non-command 

Tertiary Sandstone 

31.158 

Non-command 

Jurassic Sandstone 

12.968 

Non-command 

Tertiary Sandstone 

3.194 

Non-command 

Rhyolite 

16.878 

Non-command 

Tertiary Sandstone 

4.988 

Non-command 

Tertiary Sandstone 

51.866 

Non-command 

Rhyolite 

0.433 

Non-command 

Jalore Granite 

2.043 

Non-command 

Rhyolite 

5.996 

Non-command 

Tertiary Sandstone 

5.649 

Non-command 

Jurassic Sandstone 

9.911 

Non-command 

Rhyolite 

0.012 

Non-command 

Tertiary Sandstone 

44.686 

Non-command 

Rhyolite 

4.857 

Non-command 

Rhyolite 

10.411 

Non-command 

Rhyolite 

3.373 

Non-command 

Tertiary Sandstone 

14.920 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

80,000 

120 

130,000 

90,000 

120 

100,000 

30,000 

120 

120,000 

30,000 

120 

120,000 

80,000 

120 

30,000 

30,000 

120 

120,000 

30,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

130,000 

90,000 

120 

120,000 

80,000 

120 

100,000 

30,000 

120 

120,000 

30,000 

120 

120,000 

120,000 

120 

130,000 

90,000 

120 

120,000 

30,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

30,000 

30,000 

120 

120,000 

80,000 

120 

100,000 

30,000 

120 

120,000 

30,000 

120 

130,000 

90,000 

120 

120,000 

30,000 

120 

120,000 

120,000 

120 

100,000 

30,000 

120 

120,000 

30,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

180,000 

130,000 

120 

120,000 

120,000 

120 

90,000 

60,000 

120 

30,000 

30,000 

120 

90,000 

60,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

120,000 

80,000 

120 

120,000 

30,000 

120 

50,000 

30,000 

120 

130,000 

90,000 

120 

120,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

120,000 

80,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

20,000 

20,000 

120 

120,000 

120,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 



0.007 

0.007 

0.004 

0.004 










































































































































































































































































































































































































































































































































































































































Micro-watershed 



11008063 


Tirsingra 


Tirsingri 


Utal 


Virdhasingh Ki Dhani 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


Fresh Non-command 



Taloon Ka Gaon 

0817000102094100 

4.857 

Fresh 

Thoombali 

0817000102092700 

43.707 

Fresh 


9.167 Fresh Non-command 


Non-command 


Non-command 



0817000602211400 

7.205 

0817000602211600 

5.870 

0817000102097400 

4.741 

0817000102093400 

10.371 




Vishala Agor 

0817000602209300 

12.814 

Fresh 

Aklabya Nagar 

0817000202120200 

5.511 

Saline 

Ambed Nagar 

0817000202122000 

3.629 

Saline 


Baghthal 

0817000202116800 

11.019 

Saline 

Bagundi 

0817000302135900 

23.837 

Saline 

Barla 

0817000302135300 

6.524 

Saline 

Beniwalon Ki Dhani 

0817000202119000 

4.227 

Saline 

Berangpura 

0817000202116300 

14.687 

Saline 

Bhilon Ki Basti 

0817000202121600 

5.808 

Saline 


Bhim Gaon 

0817000202120400 

5.455 

Saline 

Bhom Sagar 

0815000501986300 

37.498 

Saline 

Chainpura 

0817000202121500 

6.651 

Saline 


Chak Santara 

0817000202121100 

3.868 

Saline 

Chak Utarni 

0817000202119700 

4.139 

Saline 


Chaukriya Ki Dhani 

0817000302135100 

15.725 

Saline 

Cheebi 

0817000202123300 

12.529 

Saline 

Cheelanadi 

0817000202113300 

8.425 

Saline 


Chiriya 

0817000202124500 

4.436 

Saline 

Danpura 

0817000202116100 

12.981 

Saline 

Darjiyon Ki Beri 

0817000202122100 

5.710 

Saline 



Devpura @ Gogasar 

0817000202120900 

5.276 

Saline 

Dhandhupura 

0817000202116700 

16.803 

Saline 



Doodhwa 

0817000302135700 

8.201 

Saline 

Doodhwa Malinath 

0817000302135600 

5.760 

Saline 

Fateh Nagar 

0817000202120700 

10.070 

Saline 

Gira 

0817000202119900 

10.066 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



ine Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Jalore Granite 

0.373 

Non-command 

Tertiary Sandstone 

0.216 

Non-command 

Jalore Granite 

4.931 

Non-command 

Tertiary Sandstone 

1.829 

Non-command 

Jalore Granite 

5.308 

Non-command 

Tertiary Sandstone 

3.859 

Non-command 

Jalore Granite 

4.857 

Non-command 

Jalore Granite 

16.273 

Non-command 

Tertiary Sandstone 

27.435 

Non-command 

Rhyolite 

7.205 

Non-command 

Rhyolite 

4.425 

Non-command 

Jurassic Sandstone 

4.379 

Non-command 

Tertiary Sandstone 

4.533 

Non-command 

Tertiary Sandstone 

5.838 

Non-command 

Rhyolite 

7.918 

Non-command 

Tertiary Sandstone 

0.483 

Non-command 

Rhyolite 

7.392 

Non-command 

Rhyolite 

5.511 

Non-command 

Older Alluvium 

1.830 

Non-command 

Rhyolite 

1.799 

Non-command 

Older Alluvium 

7.338 

Non-command 

Older Alluvium 

1.660 

Non-command 

Older Alluvium 

0.395 

Non-command 

Older Alluvium 

0.376 

Non-command 

Tertiary Sandstone 

14.687 

Non-command 

Older Alluvium 

3.957 

Non-command 

Rhyolite 

1.852 

Non-command 

Rhyolite 

5.455 

Non-command 

Older Alluvium 

0.618 

Non-command 

Older Alluvium 

3.112 

Non-command 

Rhyolite 

3.539 

Non-command 

Rhyolite 

3.867 

Non-command 

Older Alluvium 

0.369 

Non-command 

Rhyolite 

3.770 

Non-command 

Older Alluvium 

0.644 

Non-command 

Older Alluvium 

12.529 

Non-command 

Rhyolite 

4.982 

Non-command 

Tertiary Sandstone 

0.106 

Non-command 

Rhyolite 

4.321 

Non-command 

Tertiary Sandstone 

12.981 

Non-command 

Older Alluvium 

4.560 

Non-command 

Rhyolite 

1.134 

Non-command 

Rhyolite 

1.789 

Non-command 

Tertiary Sandstone 

1.956 

Non-command 

Rhyolite 

0.344 

Non-command 

Older Alluvium 

13.572 

Non-command 

Tertiary Sandstone 

3.231 

Non-command 

Older Alluvium 

3.349 

Non-command 

Rhyolite 

0.026 

Non-command 

Older Alluvium 

8.201 

Non-command 

Older Alluvium 

3.240 

Non-command 

Rhyolite 

7.880 

Non-command 

Rhyolite 

8.572 


with 

Pumpset 


(9) (10) 


1 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

60,000 

120 

130,000 

90,000 

120 

30,000 

30,000 

120 

120,000 

30,000 

120 

90,000 

60,000 

120 

130,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

130,000 

90,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

120,000 

80,000 

120 

130,000 

90,000 

120 

120,000 

30,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

30,000 

30,000 

120 

120,000 

120,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

90,000 

60,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

60,000 

60,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

120,000 

120,000 

120 

20,000 

20,000 

120 

120,000 

120,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

120,000 

120,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

120,000 

120,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

20,000 

20,000 

120 

20,000 

20,000 



Tube Wells with 
Wells Pumpset 



0.029 

0.029 

0.007 

0.007 

0.002 

0.002 















































































































































































































































































































































































































































































































































































































































Micro-watershed 



Keraliya 


Kharapar 


Kharda Bharat Singh 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


9.844 Saline Non-command 


Godaron Ki Dhani 

0817000202113500 

8.822 

Saline 

Gogasar 

0817000202120100 

9.540 

Saline 

Gol Soda 

0817000302136600 

16.689 

Saline 



Gulji Ka Pana 

0817000202125000 

5.734 

Saline 

Hadaniyon Ki Dhani 

0817000202103600 

2.932 

Saline 

Hanumanpura 

0817000202117200 

4.413 

Saline 


Hira Ki Dhani 

0817000202103800 

8.791 

Saline 

Holani 

0817000202121900 

3.255 

Saline 

Jagram Ki Dhani 

0817000202119100 

9.951 

Saline 



Jajawa 

0817000202120800 

6.440 

Saline 

Jajawa lejee 

0817000202120500 

7.443 

Saline 

Jakhara 

0817000202116200 

15.617 

Saline 

Jhalamaliya 

0817000202123800 

8.602 

Saline 

Jhoond 

0817000202123900 

2.867 

Saline 

Jhoond South 

0817000202124000 

2.831 

Saline 


Joraniyo Ki Dhani 

0817000202103300 

12.126 

Saline 

Kankolgarh 

0817000202116900 

8.562 

Saline 

Kasoombala Bhatiyan 

0817000202103100 

20.126 

Saline 

Kasoombala Phanta 

0817000202103200 

15.185 

Saline 

Kerala 

0817000202124100 

2.127 

Saline 



0817000202124700 

13.211 

Saline 

0817000202122900 

1.204 

Saline 

0817000202123500 

10.351 

Saline 

0817000202117300 

5.058 

Saline 



Khokhar 

0817000202116600 

6.637 

Saline 

Khokhar South 

0817000202117100 

13.247 

Saline 



Khothon Ki Dhani 

0817000202103700 

10.605 

Saline 

Khumansar 

0816000202066600 

25.111 

Saline 

Kuknon Ki Dhani 

0817000202114600 

4.928 

Saline 

Lachhar 

0817000302135400 

12.932 

Saline 

Lapundara Malbechhan (Chauhan) 

0817000202122300 

16.719 

Saline 

Lapundara Tarli 

0817000202122200 

8.081 

Saline 

Legon Ki Dhani 

0817000202119400 

10.482 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



ine Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Legonki Dhani 


0817000202121700 


10.068 Saline Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Rhyolite 

0.001 

Non-command 

Tertiary Sandstone 

9.843 

Non-command 

Rhyolite 

2.496 

Non-command 

Rhyolite 

3.015 

Non-command 

Older Alluvium 

2.553 

Non-command 

Younger Alluvium 

4.867 

Non-command 

Older Alluvium 

11.061 

Non-command 

Younger Alluvium 

0.347 

Non-command 

Rhyolite 

0.018 

Non-command 

Tertiary Sandstone 

2.931 

Non-command 

Older Alluvium 

0.167 

Non-command 

Tertiary Sandstone 

4.246 

Non-command 

Tertiary Sandstone 

4.165 

Non-command 

Older Alluvium 

3.255 

Non-command 

Older Alluvium 

3.206 

Non-command 

Rhyolite 

0.539 

Non-command 

Tertiary Sandstone 

0.639 

Non-command 

Rhyolite 

6.440 

Non-command 

Rhyolite 

7.443 

Non-command 

Tertiary Sandstone 

15.617 

Non-command 

Older Alluvium 

7.883 

Non-command 

Older Alluvium 

2.854 

Non-command 

Older Alluvium 

1.714 

Non-command 

Rhyolite 

0.747 

Non-command 

Tertiary Sandstone 

12.033 

Non-command 

Older Alluvium 

0.311 

Non-command 

Tertiary Sandstone 

3.102 

Non-command 

Tertiary Sandstone 

2.046 

Non-command 

Older Alluvium 

0.033 

Non-command 

Rhyolite 

0.163 

Non-command 

Rhyolite 

3.912 

Non-command 

Older Alluvium 

0.513 

Non-command 

Older Alluvium 

10.351 

Non-command 

Older Alluvium 

1.452 

Non-command 

Tertiary Sandstone 

0.496 

Non-command 

Older Alluvium 

4.501 

Non-command 

Tertiary Sandstone 

3.291 

Non-command 

Older Alluvium 

0.655 

Non-command 

Rhyolite 

0.092 

Non-command 

Older Alluvium 

2.096 

Non-command 

Older Alluvium 

0.020 

Non-command 

Tertiary Sandstone 

0.321 

Non-command 

Older Alluvium 

1.011 

Non-command 

Tertiary Sandstone 

18.572 

Non-command 

Tertiary Sandstone 

1.033 

Non-command 

Older Alluvium 

2.804 

Non-command 

Rhyolite 

2.278 

Non-command 

Older Alluvium 

12.355 

Non-command 

Older Alluvium 

0.006 

Non-command 

Older Alluvium 

4.901 

Non-command 

Rhyolite 

6.130 

Non-command 

Tertiary Sandstone 

4.351 

Non-command 

Older Alluvium 

6.617 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

20,000 

20,000 

120 

120,000 

120,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

20,000 

20,000 

120 

120,000 

120,000 

120 

30,000 

30,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

120,000 

120,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

120,000 

120,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

120,000 

120,000 

120 

30,000 

30,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

120,000 

120,000 

120 

30,000 

30,000 

120 

120,000 

120,000 

120 

60,000 

60,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

120,000 

120,000 

120 

30,000 

30,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

100,000 

80,000 

120 

20,000 

20,000 

120 

60,000 

60,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

120,000 

120,000 

120 

30,000 

30,000 



0.014 

0.014 

0.004 

0.004 



0.018 

0.018 

0.007 

0.007 

0.002 

0.002 

0.072 

0.072 



0.004 

0.004 

0.004 

0.004 



0.004 

0.004 

0.002 

0.002 






























































































































































































































































































































































































































































































































































































































Micro-watershed 



11008064 


Lopali 


Malasar 


Maldetha 


Malwa Charnan 


Malwa Goyalan 


Malwa Utrad 


Manasar 


Manpura Kharda 


Srawannadi 


Sutharon Ki Dhani 


Thakanon Ki Dhani 


Udramaniyon Ki Dhani 


Utarani 


0817000202124600 


0817000202117500 


0817000202119600 


0817000202122800 


0817000202123200 


0817000202121800 


0816000202064700 


0817000202119300 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



5.892 Sa 


4.889 Sa 


2.415 Sa 


5.280 Sa 


4.765 Sa 


4.441 Sa 


28.327 Sa 


9.095 Sa 


7.482 Sa 



Neemba Ki Dhani 

0817000202115900 

11.470 

Saline 

Netasar 

0816000202066500 

17.543 

Saline 


Nimbli 

0817000302135500 

10.832 

Saline 

Nimboniyon Ki Dhani 

0817000202114700 

4.219 

Saline 

Pabolai 

0817000202123600 

3.679 

Saline 

Panadeora 

0817000202123700 

1.892 

Saline 

Panawaspur 

0817000202120600 

4.793 

Saline 

Pancha Ki Dhani 

0817000202103900 

11.333 

Saline 

Pawoondari 

0817000202121300 

5.543 

Saline 

Pooniyon Ki Beri 

0817000202118800 

5.508 

Saline 

Radiya Talar 

0817000202124400 

4.071 

Saline 


Rajberi Malwa 

0817000202123100 

3.908 

Saline 

Rajpura 

0817000202120300 

4.462 

Saline 

Rampura Kharda 

0817000202119200 

3.297 

Saline 

Rawatpura 

0816000202064600 

31.711 

Saline 

Roopadevi 

0817000302135800 

7.840 

Saline 

Sakari 

0817000202121400 

12.520 

Saline 

Santara 

0817000202124200 

6.547 

Saline 

Sauon Ka Bas(Roopasar) 

0817000202103500 

9.988 

Saline 

Shivpura 

0817000202119800 

2.825 

Saline 

Shyampura 

0817000202120000 

6.051 

Saline 

Sisodiyon Ka Pana 

0817000202119500 

5.149 

Saline 


Siyolo Ki Dhani 

0817000202103400 

8.738 

Saline 

Sodhon Ki Dhani 

0817000302136300 

10.356 

Saline 



0817000202123400 

2.806 

Saline 

0817000202115500 

8.031 

Saline 

0817000202122600 

7.745 

Saline 

0817000202125400 

6.002 

Saline 

0817000202115000 

7.808 

Saline 

0817000202121200 

9.419 

Saline 


Alechari 

0817000302157200 

1.552 

Saline 

Ambon Ka Bara 

0817000402167200 

9.969 

Fresh 



Arawa Dudawatan 


0817000302156900 


Sa 


30.174 Sa 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


ine Non-command 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



ine Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



ine Non-command 


ine Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Rhyolite 

5.061 

Non-command 

Older Alluvium 

0.189 

Non-command 

Rhyolite 

2.415 

Non-command 

Older Alluvium 

1.250 

Non-command 

Older Alluvium 

4.765 

Non-command 

Older Alluvium 

4.045 

Non-command 

Tertiary Sandstone 

15.379 

Non-command 

Rhyolite 

7.921 

Non-command 

Tertiary Sandstone 

1.174 

Non-command 

Rhyolite 

0.003 

Non-command 

Tertiary Sandstone 

0.166 

Non-command 

Tertiary Sandstone 

8.625 

Non-command 

Older Alluvium 

2.621 

Non-command 

Tertiary Sandstone 

9.518 

Non-command 

Older Alluvium 

9.831 

Non-command 

Rhyolite 

0.604 

Non-command 

Older Alluvium 

3.679 

Non-command 

Older Alluvium 

0.141 

Non-command 

Rhyolite 

4.763 

Non-command 

Tertiary Sandstone 

6.521 

Non-command 

Rhyolite 

0.662 

Non-command 

Older Alluvium 

1.151 

Non-command 

Older Alluvium 

0.541 

Non-command 

Rhyolite 

3.059 

Non-command 

Older Alluvium 

0.787 

Non-command 

Rhyolite 

3.207 

Non-command 

Rhyolite 

3.297 

Non-command 

Tertiary Sandstone 

13.420 

Non-command 

Older Alluvium 

7.705 

Non-command 

Rhyolite 

12.174 

Non-command 

Older Alluvium 

6.547 

Non-command 

Tertiary Sandstone 

9.988 

Non-command 

Rhyolite 

0.022 

Non-command 

Rhyolite 

0.957 

Non-command 

Older Alluvium 

0.012 

Non-command 

Rhyolite 

5.137 

Non-command 

Tertiary Sandstone 

8.738 

Non-command 

Older Alluvium 

0.780 

Non-command 

Younger Alluvium 

0.351 

Non-command 

Rhyolite 

5.540 

Non-command 

Tertiary Sandstone 

7.008 

Non-command 

Older Alluvium 

2.365 

Non-command 

Tertiary Sandstone 

0.213 

Non-command 

Older Alluvium 

0.350 

Non-command 

Rhyolite 

0.117 

Non-command 

Rhyolite 

0.052 

Non-command 

Older Alluvium 

0.596 

Non-command 

Rhyolite 

8.260 

Non-command 

Older Alluvium 

1.552 

Non-command 

Older Alluvium 

2.969 

Non-command 

Younger Alluvium 

0.023 

Non-command 

Older Alluvium 

1.850 

Non-command 

Older Alluvium 

24.696 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

100,000 

80,000 

120 

20,000 

20,000 

120 

120,000 

120,000 

120 

20,000 

20,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

60,000 

60,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

120,000 

120,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

100,000 

80,000 

120 

60,000 

60,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

120,000 

120,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

120,000 

120,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

20,000 

20,000 

120 

120,000 

120,000 

120 

30,000 

30,000 

120 

120,000 

120,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

60,000 

60,000 

120 

130,000 

100,000 

120 

200,000 

160,000 

120 

30,000 

30,000 

120 

60,000 

60,000 



Wells with 
Pumpset 


MCM 



0.002 

0.002 

0.029 

0.029 



0.005 

0.005 

0.043 

0.043 

0.007 

0.007 





















































































































































































































































































































































































































































































































































































































































Micro-watershed 



Baamaseen 


Badoo Ka Bara 


Baglop 


Balotra (M) 


Bandaron Ki Dhani 


Bankiyawas Kalan 


Bankiyawas Khurd 


Barliya 


Basni Jhoonthan 


Bhanawas 


Bhandiyawas 


Bhati Khera 


Bhilon Ki Dhani Mangla 


Bhinda Kua 


Chandrai 


Charnon Ka Bara 


Chawaron Ki Dhani 


Chenda 


Chhachharlai Khurd 


Chirdani 


Chirdiya 


Daipara Khichiyan 


Demon Ki Dhani 


Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


44.322 Fresh Non-command 


Saline Non-command 


0817000402162100 


0817000302150900 


0817000302157100 


0817000341701000 


0817000302157600 


0817000302156300 


0817000302155600 


0815000601999300 


0815000601999700 


26.165 Fresh 


11.206 Saline 


5.032 Saline 


11.901 Fresh 


Saline 


2.989 Saline 


11.809 Saline 


12.786 Saline 


16.554 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0817000402160500 


0817000302143600 


5.722 


32.930 


Non-command 


Non-command 



0817000402162700 


0817000402162300 


8.672 


14.752 


Non-command 


Non-command 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0817000302154100 


0817000402161500 


0815000601995000 


0820000402424300 



0817000302151400 


0817000302143400 


0817000402161100 


0815000601998400 


0817000302151000 


14.794 Fresh 


Saline 


3.067 Saline 


2.730 Saline 


11.098 Fresh 


13.575 Fresh 


Saline 


16.878 Fresh 


Saline 


3.039 Saline 


6.367 Saline 


21.128 Saline 


34.571 Saline 


15.230 Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Younger Alluvium 

1.381 

Non-command 

Older Alluvium 

15.798 

Non-command 

Younger Alluvium 

6.551 

Non-command 

Younger Alluvium 

8.235 

Non-command 

Older Alluvium 

11.206 

Non-command 

Older Alluvium 

5.032 

Non-command 

Younger Alluvium 

1.067 

Non-command 

Younger Alluvium 

7.074 

Non-command 

Older Alluvium 

2.989 

Non-command 

Older Alluvium 

8.017 

Non-command 

Older Alluvium 

3.735 

Non-command 

Older Alluvium 

3.956 

Non-command 

Older Alluvium 

2.797 

Non-command 

Rhyolite 

6.047 

Non-command 

Older Alluvium 

0.166 

Command 

Older Alluvium 

3.992 

Non-command 

Older Alluvium 

18.740 

Non-command 

Older Alluvium 

10.782 

Non-command 

Younger Alluvium 

2.082 

Non-command 

Older Alluvium 

2.942 

Non-command 

Younger Alluvium 

4.653 

Non-command 

Older Alluvium 

8.441 

Non-command 

Younger Alluvium 

9.195 

Non-command 

Younger Alluvium 

5.722 

Non-command 

Older Alluvium 

19.108 

Non-command 

Younger Alluvium 

1.068 

Non-command 

Older Alluvium 

2.937 

Non-command 

Older Alluvium 

0.919 

Non-command 

Younger Alluvium 

2.040 

Non-command 

Older Alluvium 

0.163 

Non-command 

Younger Alluvium 

8.787 

Non-command 

Younger Alluvium 

0.572 

Non-command 

Younger Alluvium 

20.289 

Non-command 

Younger Alluvium 

1.669 

Non-command 

Older Alluvium 

0.013 

Non-command 

Younger Alluvium 

3.393 

Non-command 

Older Alluvium 

4.069 

Non-command 

Younger Alluvium 

3.063 

Non-command 

Older Alluvium 

0.374 

Non-command 

Older Alluvium 

3.607 

Non-command 

Older Alluvium 

0.063 

Non-command 

Younger Alluvium 

2.730 

Non-command 

Rhyolite 

6.943 

Non-command 

Older Alluvium 

3.657 

Non-command 

Older Alluvium 

9.877 

Non-command 

Older Alluvium 

2.860 

Non-command 

Older Alluvium 

11.458 

Non-command 

Older Alluvium 

3.039 

Non-command 

Younger Alluvium 

0.093 

Non-command 

Older Alluvium 

20.657 

Non-command 

Younger Alluvium 

0.471 

Non-command 

Older Alluvium 

34.528 

Non-command 

Older Alluvium 

15.230 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

400,000 

350,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

200,000 

160,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

400,000 

350,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

320,000 

300,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

50,000 

120 

90,000 

70,000 

120 

100,000 

50,000 

120 

90,000 

70,000 

120 

30,000 

30,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

30,000 

30,000 

120 

130,000 

100,000 

120 

200,000 

160,000 

120 

30,000 

30,000 

120 

400,000 

350,000 

120 

60,000 

60,000 

120 

400,000 

350,000 

120 

60,000 

60,000 

120 

130,000 

100,000 

120 

200,000 

160,000 

120 

100,000 

50,000 

120 

90,000 

70,000 

120 

250,000 

200,000 

120 

100,000 

50,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

100,000 

80,000 

120 

320,000 

300,000 

120 

100,000 

80,000 

120 

325,000 

300,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

30,000 

30,000 

120 

60,000 

60,000 

120 

100,000 

50,000 

120 

60,000 

60,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.168 

0.216 

0.346 

0.432 

0.144 

0.180 

0.384 

0.384 

- 

- 

0.007 

0.007 

0.042 

0.042 

0.058 

0.058 



0.019 

0.019 

0.108 

0.108 

0.025 

0.025 

0.036 

0.036 

0.076 

0.076 

0.043 

0.043 

0.094 

0.094 

0.101 

0.101 



0.038 

0.038 

0.012 

0.012 

0.008 

0.008 



0.007 

0.007 

0.007 

0.007 





























































































































































































































































































































































































































































































































































































































































Micro-watershed 



Deoriya 

0817000302155700 

5.352 

Saline 

Dhandhiya 

0815000602002400 

23.772 

Saline 

Dharmsar 

0817000302157000 

14.965 

Saline 

Dhatarwalon Ki Dhani 

0817000302151500 

3.560 

Saline 

Dhawa-i 

0815000601997700 

41.447 

Fresh 

Dhawa-ii 

0815000601998300 

11.565 

Saline 

Dheedhas 

0817000402167900 

35.463 

Saline 


Dholeriya Jagir 


Dholeriya Sasan 


Gangawas 


Garwaliya 


Goliya Magra 


Hamir Nagar 


Heer Khera 


Hotloo 


Janguwas 


Janiyana 


0820000402424000 



0817000302153900 


0820000402425900 


0815000602001300 


0817000302149600 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


10.699 Fresh Non-command 


Saline Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


13.116 Saline Non-command 


12.299 Saline Non-command 


53.561 Saline Non-command 


26.110 Saline Non-command 


Doli Rajguro 

0817000302156800 

22.741 

Saline 

Doodiya 

0815000602001700 

9.469 

Saline 

Doodon Ka Bara(Ajeet) 

0817000402161400 

21.723 

Saline 






Saline 


29.195 Saline 


14.728 Saline 


Gelawas 

0820000402422500 

19.171 

Saline 

Gharoi Charnan 

0817000302151100 

5.287 

Saline 

Gharoi Nadi 

0817000302149500 

13.561 

Saline 


Gharoi Soda 

0817000302151200 

3.695 

Saline 

Gharsika Bara 

0817000302150800 

27.253 

Saline 

Girad Ka Dhana 

0817000402161000 

17.334 

Saline 

Godon Ka Bara 

0817000402167600 

8.290 

Saline 


0815000602001400 

8.906 

0815000602000200 

8.332 


0815000601994900 

9.307 

0817000302143100 

13.441 



35.201 Fresh Non-command 


Non-command 


Non-command 


Giroliya Tank 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Giroliya Tank 


Non-command 


Non-command 


Non-command 


Non-command 


Saline 


Fresh 


Saline 


11.585 Fresh 



5.782 Saline 


11.883 Fresh 


Saline 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Younger Alluvium 

4.655 

Non-command 

Older Alluvium 

0.325 

Non-command 

Younger Alluvium 

5.719 

Non-command 

Older Alluvium 

5.303 

Non-command 

Older Alluvium 

1.352 

Non-command 

Older Alluvium 

14.965 

Non-command 

Older Alluvium 

3.560 

Non-command 

Older Alluvium 

0.220 

Non-command 

Older Alluvium 

11.565 

Non-command 

Older Alluvium 

0.240 

Non-command 

Younger Alluvium 

13.789 

Non-command 

Older Alluvium 

3.788 

Non-command 

Younger Alluvium 

1.608 

Non-command 

Older Alluvium 

0.206 

Non-command 

Younger Alluvium 

1.661 

Non-command 

Older Alluvium 

44.909 

Non-command 

Younger Alluvium 

2.573 

Non-command 

Older Alluvium 

0.028 

Non-command 

Younger Alluvium 

8.780 

Non-command 

Older Alluvium 

1.297 

Non-command 

Older Alluvium 

9.469 

Non-command 

Older Alluvium 

8.018 

Non-command 

Younger Alluvium 

13.705 

Non-command 

Older Alluvium 

30.902 

Non-command 

Rhyolite 

0.110 

Non-command 

Older Alluvium 

0.018 

Non-command 

Older Alluvium 

2.748 

Command 

Older Alluvium 

2.857 

Non-command 

Older Alluvium 

0.802 

Non-command 

Older Alluvium 

14.006 

Non-command 

Older Alluvium 

5.287 

Non-command 

Older Alluvium 

7.790 

Non-command 

Younger Alluvium 

5.770 

Non-command 

Older Alluvium 

3.695 

Non-command 

Older Alluvium 

27.253 

Non-command 

Older Alluvium 

17.334 

Non-command 

Older Alluvium 

2.646 

Non-command 

Younger Alluvium 

5.644 

Non-command 

Older Alluvium 

8.906 

Non-command 

Older Alluvium 

7.817 

Non-command 

Older Alluvium 

0.335 

Non-command 

Older Alluvium 

4.444 

Non-command 

Older Alluvium 

7.141 

Non-command 

Rhyolite 

3.563 

Non-command 

Younger Alluvium 

0.919 

Non-command 

Younger Alluvium 

12.522 

Non-command 

Older Alluvium 

1.219 

Non-command 

Younger Alluvium 

2.984 

Command 

Older Alluvium 

1.331 

Non-command 

Older Alluvium 

9.816 

Non-command 

Older Alluvium 

5.782 

Non-command 

Younger Alluvium 

0.910 

Non-command 

Younger Alluvium 

10.973 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

200,000 

160,000 

120 

30,000 

30,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

100,000 

50,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

250,000 

200,000 

120 

100,000 

50,000 

120 

30,000 

30,000 

120 

60,000 

60,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

100,000 

50,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

60,000 

60,000 

120 

100,000 

50,000 

120 

30,000 

30,000 

120 

60,000 

60,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

100,000 

50,000 

120 

60,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

60,000 

60,000 

120 

100,000 

50,000 

120 

250,000 

200,000 

120 

100,000 

50,000 

120 

250,000 

200,000 

120 

100,000 

50,000 

120 

100,000 

80,000 

120 

400,000 

350,000 

120 

60,000 

60,000 

120 

30,000 

30,000 

120 

60,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

50,000 

120 

400,000 

350,000 

120 

60,000 

60,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.211 


0.004 


0.094 


0.007 




0.058 

0.058 

0.029 

0.029 

0.006 

0.006 



0.120 

0.120 

0.008 

0.008 



0.042 

0.042 

0.079 

0.079 

0.274 

0.274 



0.029 

0.029 

0.010 

0.010 



0.007 

0.007 

0.036 

0.036 



0.042 

0.042 

0.130 

0.130 











































































































































































































































































































































































































































































































































































































































Micro-watershed 



Jasol 


Jerla 


Jethantari 


Kagnada 


Kalijal 


Kalyanpur 


Kamon Ka Bara 


Kanana 


0817000302142700 


0817000302140800 


0817000402159600 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


(5) 


Fresh 


17.449 Saline 



0815000601998700 

21.299 

0815000602000300 

17.162 


0817000302151300 

40.632 

0817000402167100 

13.147 

0817000302150000 

29.448 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Saline Non-command 




Kankrala 

0817000302150600 

15.704 

Saline 

Kapoorari 

0817000302154000 

4.028 

Saline 

Karmawas 

0817000402161900 

18.331 

Fresh 

Karniyali 

0815000602002000 

15.864 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Khandi 

0820000402423300 

20.878 

Saline 

Kharantiya 

0817000402167400 

9.932 

Saline 

Kharwa 

0817000302150200 

11.590 

Saline 


Non-command 


Non-command 


Non-command 


Khejariyali 

0817000402160800 

17.441 

Saline 

Khera Khindawara 

0817000402159300 

10.711 

Saline 

Khutani 

0820000402422800 

31.706 

Saline 


Non-command 


Non-command 


Non-command 



0817000402161600 


20.977 Fresh Non-command 


Saline Non-command 


16.612 Fresh Non-command 



Kuri 

0817000302149200 

27.987 

Saline 

Kuseep 

0817000402159000 

45.051 

Saline 

Lakhar Thumb 

0815000602001000 

4.812 

Saline 


14.382 Fresh Non-command 


Saline Non-command 


6.041 Fresh Non-command 




21.164 Saline Non-command 


18.947 Saline Non-command 


10.585 Fresh Non-command 


Saline Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Younger Alluvium 

0.128 

Non-command 

Younger Alluvium 

3.164 

Non-command 

Younger Alluvium 

1.305 

Non-command 

Younger Alluvium 

2.657 

Non-command 

Older Alluvium 

3.611 

Non-command 

Younger Alluvium 

6.110 

Non-command 

Older Alluvium 

21.299 

Non-command 

Older Alluvium 

14.892 

Non-command 

Older Alluvium 

2.270 

Non-command 

Older Alluvium 

37.522 

Non-command 

Older Alluvium 

0.101 

Non-command 

Older Alluvium 

0.528 

Non-command 

Younger Alluvium 

22.940 

Non-command 

Older Alluvium 

1.052 

Non-command 

Younger Alluvium 

4.928 

Non-command 

Older Alluvium 

15.704 

Non-command 

Older Alluvium 

0.093 

Non-command 

Younger Alluvium 

8.523 

Non-command 

Older Alluvium 

7.246 

Non-command 

Younger Alluvium 

0.014 

Non-command 

Older Alluvium 

0.065 

Non-command 

Younger Alluvium 

6.652 

Non-command 

Older Alluvium 

10.546 

Non-command 

Younger Alluvium 

1.044 

Non-command 

Older Alluvium 

17.441 

Non-command 

Older Alluvium 

6.636 

Non-command 

Older Alluvium 

23.871 

Non-command 

Younger Alluvium 

4.794 

Non-command 

Older Alluvium 

3.877 

Non-command 

Younger Alluvium 

10.723 

Non-command 

Older Alluvium 

23.604 

Non-command 

Younger Alluvium 

2.443 

Non-command 

Younger Alluvium 

4.741 

Non-command 

Younger Alluvium 

10.839 

Non-command 

Older Alluvium 

0.484 

Non-command 

Younger Alluvium 

5.700 

Non-command 

Older Alluvium 

10.248 

Non-command 

Younger Alluvium 

0.009 

Non-command 

Older Alluvium 

23.814 

Non-command 

Older Alluvium 

2.341 

Non-command 

Older Alluvium 

1.524 

Non-command 

Younger Alluvium 

0.948 

Non-command 

Older Alluvium 

1.413 

Non-command 

Younger Alluvium 

10.353 

Non-command 

Older Alluvium 

2.615 

Non-command 

Older Alluvium 

0.380 

Non-command 

Younger Alluvium 

0.206 

Non-command 

Older Alluvium 

10.378 

Non-command 

Younger Alluvium 

9.885 

Non-command 

Older Alluvium 

18.779 

Non-command 

Younger Alluvium 

0.167 

Non-command 

Older Alluvium 

5.698 

Non-command 

Older Alluvium 

0.096 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

400,000 

350,000 

120 

60,000 

60,000 

120 

200,000 

160,000 

120 

60,000 

60,000 

120 

30,000 

30,000 

120 

60,000 

60,000 

120 

100,000 

50,000 

120 

250,000 

200,000 

120 

100,000 

50,000 

120 

60,000 

60,000 

120 

30,000 

30,000 

120 

325,000 

300,000 

120 

400,000 

350,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

200,000 

160,000 

120 

100,000 

50,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

325,000 

300,000 

120 

400,000 

350,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

200,000 

160,000 

120 

60,000 

60,000 

120 

130,000 

100,000 

120 

200,000 

160,000 

120 

30,000 

30,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

30,000 

30,000 

120 

100,000 

50,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

200,000 

160,000 

120 

30,000 

30,000 

120 

130,000 

100,000 

120 

200,000 

160,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

100,000 

50,000 

120 

90,000 

70,000 

120 

250,000 

200,000 

120 

100,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.422 

0.422 

0.317 

0.317 

0.022 

0.022 

0.065 

0.065 



0.036 

0.036 

1.302 

1.302 

0.007 

0.007 

0.050 

0.050 

0.022 

0.022 


0.230 

0.230 

0.012 

0.012 



0.209 

0.209 

0.050 

0.050 

0.007 

0.007 

0.108 

0.108 

0.015 

0.019 



0.108 

0.615 

0.336 

2.016 

0.122 

0.683 

0.014 

0.072 

0.115 

0.115 

0.101 

0.101 

0.012 

0.012 

0.192 

0.192 

0.061 

0.061 

- 

- 

- 

- 

0.008 

0.012 

0.018 

0.018 

0.017 

0.017 

0.036 

0.036 

0.422 

0.422 

0.018 

0.018 


































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Math Kharantiya 


Melawas 


Miyon Ka Bara 


Mokhandi 


Moolji Ki Dhani 


Moongra 


Moothli 


Morda 


Mori 


Nagana 


Nimbakhera 


Pabupura 


Palapura 


Panch Padariya 


Pannesingh Nagar 


Patau Kalan 


Patau Khurd 


Pati 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Census Code 

Area 


sq.km 

(3) 

(4) 

0815000602002500 

31.238 



0817000402168000 

31.283 

0820000402422900 

56.442 



0817000302151800 


28.283 Fresh 


Saline 


0817000402162200 

11.579 

0817000302142800 

15.721 



0817000402161200 


0817000402160300 


0817000302149400 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


3.724 Fresh Non-command 


Saline Non-command 


10.481 Saline Non-command 


9.608 Saline Non-command 


10.292 Saline Non-command 




0817000402157900 

10.247 

0817000302150500 

18.446 

0815000602001500 

7.435 

0817000302155800 

10.176 



0820000402423800 

11.443 

0817000302151600 

30.580 



0817000302156400 

4.842 

0817000402159900 

6.178 


0817000302153600 

7.280 

0820000402422700 

13.704 

0815000602000500 

3.559 



Fresh 


Saline 


33.269 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


0817000302149000 

13.230 

0817000302149100 

24.705 

0820000402424500 

26.549 




Saline 


22.147 Saline 


Peeparli 

0815000602000800 

20.213 

Saline 

Pindaran 

0817000302150700 

23.421 

Saline 

Pukhtari 

0820000402422300 

10.180 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Rajor 


Ram Nagar 


0815000602002600 


0815000601999600 


11.413 Fresh Non-command 


Saline Non-command 


Fresh Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

1.216 

Non-command 

Older Alluvium 

6.110 

Non-command 

Older Alluvium 

0.047 

Non-command 

Older Alluvium 

42.307 

Non-command 

Younger Alluvium 

1.790 

Non-command 

Older Alluvium 

0.007 

Non-command 

Older Alluvium 

9.723 

Non-command 

Younger Alluvium 

9.205 

Non-command 

Younger Alluvium 

2.877 

Non-command 

Younger Alluvium 

0.475 

Non-command 

Older Alluvium 

0.001 

Non-command 

Younger Alluvium 

5.398 

Non-command 

Older Alluvium 

1.058 

Non-command 

Older Alluvium 

2.666 

Non-command 

Older Alluvium 

5.575 

Non-command 

Younger Alluvium 

4.907 

Non-command 

Older Alluvium 

4.281 

Non-command 

Younger Alluvium 

5.327 

Non-command 

Older Alluvium 

8.686 

Non-command 

Younger Alluvium 

1.605 

Non-command 

Older Alluvium 

1.857 

Non-command 

Younger Alluvium 

23.475 

Non-command 

Older Alluvium 

0.080 

Non-command 

Older Alluvium 

18.446 

Non-command 

Older Alluvium 

7.435 

Non-command 

Older Alluvium 

0.272 

Non-command 

Older Alluvium 

9.904 

Non-command 

Younger Alluvium 

0.078 

Non-command 

Older Alluvium 

20.887 

Non-command 

Older Alluvium 

3.024 

Non-command 

Older Alluvium 

0.188 

Non-command 

Older Alluvium 

6.134 

Non-command 

Younger Alluvium 

0.045 

Non-command 

Older Alluvium 

1.393 

Non-command 

Older Alluvium 

13.439 

Non-command 

Older Alluvium 

2.443 

Non-command 

Older Alluvium 

1.116 

Non-command 

Younger Alluvium 

0.548 

Non-command 

Older Alluvium 

18.395 

Non-command 

Younger Alluvium 

14.327 

Non-command 

Older Alluvium 

7.171 

Non-command 

Older Alluvium 

24.705 

Non-command 

Older Alluvium 

1.448 

Non-command 

Older Alluvium 

0.101 

Non-command 

Older Alluvium 

4.693 

Non-command 

Younger Alluvium 

17.454 

Non-command 

Older Alluvium 

20.213 

Non-command 

Older Alluvium 

23.421 

Non-command 

Older Alluvium 

6.431 

Non-command 

Younger Alluvium 

0.140 

Non-command 

Older Alluvium 

8.619 

Non-command 

Older Alluvium 

1.218 

Non-command 

Older Alluvium 

0.000 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

250,000 

200,000 

120 

100,000 

50,000 

120 

30,000 

30,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

325,000 

300,000 

120 

60,000 

60,000 

120 

200,000 

160,000 

120 

400,000 

350,000 

120 

60,000 

60,000 

120 

30,000 

30,000 

120 

60,000 

60,000 

120 

250,000 

200,000 

120 

100,000 

50,000 

120 

30,000 

30,000 

120 

60,000 

60,000 

120 

30,000 

30,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

30,000 

30,000 

120 

60,000 

60,000 

120 

100,000 

50,000 

120 

325,000 

300,000 

120 

60,000 

60,000 

120 

70,000 

50,000 

120 

325,000 

300,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

30,000 

30,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

100,000 

80,000 

120 

250,000 

200,000 

120 

100,000 

50,000 

120 

400,000 

350,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

320,000 

300,000 

120 

100,000 

80,000 

120 

30,000 

30,000 

120 

60,000 

60,000 

120 

100,000 

50,000 

120 

60,000 

60,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

250,000 

200,000 

120 

100,000 

50,000 

120 

250,000 

200,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.007 

0.007 

0.007 

0.007 

0.022 

0.022 

0.050 

0.050 



0.004 

0.004 

0.014 

0.014 

0.048 

0.048 



0.084 

0.084 

0.432 

0.439 

0.338 

0.338 



0.011 

0.011 

0.094 

0.094 



































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline ) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Raniya Desipura 


Rawali Dhani 


Rendari 


Reoda Khurd 


Rewara Jetmalan 


Rohichan Kalan 


Rohichan Khurd 


Samdari 


Sarana 


Sarwari 


Satlana 


Seetli 


Senai 


Sewala 


Silor 


Sinli 


Sirana 


Soorpura 


Subdand 


Tejsingh Ki Dhani 


Thapan 


Type of Area (Command / N < 
command ) 



Ramdeopura 

0817000302155900 

3.251 

Saline 

Rampura 

0817000402167700 

7.941 

Saline 



Ramseen 

0817000302143200 

10.683 

Saline 

Rani Deshipura 

0817000402160400 

11.838 

Saline 




0817000302157700 

10.628 

0817000302157500 

6.587 

0815000602002100 

8.803 

0820000402422600 

12.720 

0817000302148900 

9.665 

0815000602000600 

32.384 


0815000602000700 

21.668 

0817000402160000 

18.694 




Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Saline 


10.726 Saline Non-command 


Sankhlon Ki Dhani 

0817000302157300 

10.617 

Saline 

Sar 

0815000601999800 

15.751 

Fresh 




0817000302149900 


18.672 Fresh Non-command 


Saline Non-command 



0817000302148800 

32.430 

0815000602001600 

38.383 


0817000302156200 

3.827 

0815000601998500 

12.583 

0815000601998100 

7.748 

0817000402159800 

12.511 



0815000601998900 

14.652 

0820000402424400 

17.321 


0817000302157400 

16.845 

0815000601998800 

12.997 

0817000402160900 

2.866 

0817000402158000 

16.315 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Saline Non-command 


77.241 Fresh Non-command 


Saline Non-command 


6.815 Fresh Non-command 


Saline Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Rhyolite 

1.058 

Non-command 

Older Alluvium 

3.251 

Non-command 

Older Alluvium 

0.642 

Non-command 

Younger Alluvium 

7.299 

Non-command 

Younger Alluvium 

10.683 

Non-command 

Older Alluvium 

3.017 

Non-command 

Younger Alluvium 

8.821 

Non-command 

Older Alluvium 

10.628 

Non-command 

Older Alluvium 

6.587 

Non-command 

Older Alluvium 

6.089 

Non-command 

Older Alluvium 

4.485 

Non-command 

Older Alluvium 

5.643 

Non-command 

Older Alluvium 

6.263 

Non-command 

Older Alluvium 

26.121 

Non-command 

Older Alluvium 

21.668 

Non-command 

Younger Alluvium 

4.151 

Non-command 

Older Alluvium 

0.132 

Non-command 

Younger Alluvium 

14.411 

Non-command 

Older Alluvium 

10.709 

Non-command 

Younger Alluvium 

0.017 

Non-command 

Older Alluvium 

5.328 

Non-command 

Younger Alluvium 

22.674 

Non-command 

Older Alluvium 

10.617 

Non-command 

Older Alluvium 

11.270 

Non-command 

Rhyolite 

3.373 

Non-command 

Younger Alluvium 

6.053 

Non-command 

Older Alluvium 

4.857 

Non-command 

Younger Alluvium 

7.762 

Non-command 

Older Alluvium 

0.955 

Non-command 

Rhyolite 

2.941 

Non-command 

Older Alluvium 

32.430 

Non-command 

Older Alluvium 

1.333 

Non-command 

Older Alluvium 

37.050 

Non-command 

Older Alluvium 

0.035 

Non-command 

Older Alluvium 

12.583 

Non-command 

Older Alluvium 

3.628 

Non-command 

Younger Alluvium 

3.275 

Non-command 

Older Alluvium 

0.600 

Non-command 

Younger Alluvium 

8.636 

Non-command 

Older Alluvium 

13.814 

Non-command 

Older Alluvium 

2.540 

Non-command 

Older Alluvium 

3.476 

Non-command 

Older Alluvium 

16.845 

Non-command 

Older Alluvium 

12.997 

Non-command 

Older Alluvium 

2.866 

Non-command 

Jalore Granite 

0.005 

Non-command 

Older Alluvium 

0.507 

Non-command 

Older Alluvium 

3.096 

Non-command 

Older Alluvium 

1.432 

Non-command 

Rhyolite 

0.311 

Non-command 

Older Alluvium 

13.351 

Non-command 

Older Alluvium 

3.402 

Non-command 

Older Alluvium 

3.413 



with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

100,000 

80,000 

120 

60,000 

60,000 

120 

30,000 

30,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

30,000 

30,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

100,000 

50,000 

120 

100,000 

80,000 

120 

60,000 

60,000 

120 

250,000 

200,000 

120 

100,000 

50,000 

120 

100,000 

50,000 

120 

200,000 

160,000 

120 

30,000 

30,000 

120 

60,000 

60,000 

120 

30,000 

30,000 

120 

60,000 

60,000 

120 

30,000 

30,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

400,000 

350,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

60,000 

60,000 

120 

250,000 

200,000 

120 

100,000 

50,000 

120 

60,000 

60,000 

120 

100,000 

50,000 

120 

100,000 

50,000 

120 

200,000 

160,000 

120 

30,000 

30,000 

120 

60,000 

60,000 

120 

100,000 

50,000 

120 

320,000 

300,000 

120 

100,000 

80,000 

120 

60,000 

60,000 

120 

100,000 

50,000 

120 

30,000 

30,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

30,000 

30,000 

120 

325,000 

300,000 

120 

120,000 

120,000 

120 

60,000 

60,000 

120 

325,000 

300,000 

120 

60,000 

60,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.018 

0.018 

0.396 

0.396 



0.054 

0.054 

0.317 

0.317 

0.014 

0.014 



0.004 

0.004 

0.029 

0.029 



0.756 

0.756 

0.108 

0.108 

0.166 

0.166 



0.007 

0.007 

0.024 

0.024 

0.090 

0.090 



0.269 

0.269 

0.011 

0.011 

0.274 

0.274 



















































































































































































































































































































































































































































































































































































































































Micro-watershed 


11008065 


Umarlai Jageer 


Umarlai Khalsa 


Uttesar 


Veelon Ki Dhani 


Virdhaniyon Ki Dhani 


Vishawas 


Vishnu Ki Dhani 


Aawarsar 


Abhaniyon Ka Sara 


Ahoniyon Baniyalon Ki Dhani 


Akal 


Akdara 


Alsaniyon Ki Dhani 


Amar Singh Ki Dhani 


Amarsar 


Andoniyon Ki Dhani 


Arang 


Bagasar 


Bagdawon Ki Dhani 


Bahia Basti 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



0817000302150400 

37.454 

0817000302149300 

18.695 

0815000601998600 

31.912 

0817000302151700 

5.894 


0817000302150300 

8.348 

0815000602002200 

6.213 

0815000602002300 

6.958 

0817000102099500 

7.390 

0817000602216000 

41.380 

0817000202130500 

5.447 

0817000602221600 

11.614 

0817000202125600 

4.263 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


5.301 Saline Non-command 


0817000102096200 

12.632 

0817000102095800 

20.929 


0816000202058600 

50.329 

0817000202131500 

2.882 

0817000102098700 

14.099 


0817000202109500 

1.732 

0817000202126500 

5.017 

0816000202058900 

17.114 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bairdon Ki Dhani 


Bananiyon With Kakaroo Ki Dhnai 


Banda Talwar 


0817000202130600 

4.066 

0817000202127000 

4.979 

0817000202110900 

6.455 



Baniya Dhora 

0817000202129200 

4.527 

Saline 

Baniyalon Ki Dhani 

0817000202129600 

1.125 

Saline 

Bank Nadi 

0817000202127500 

4.266 

Saline 

Baori Khurd 

0817000502184500 

9.343 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Batadoo 

0817000202111700 

11.709 

Saline 

Batara 

0817000102102600 

51.558 

Saline 

Bayatu Bhimji 

0817000202128800 

8.539 

Saline 

Bayatu Chimanji 

0817000202126200 

9.841 

Saline 

Bayatu Panji 

0817000202127200 

5.691 

Saline 

Baytoo Bhopji 

0817000202130100 

11.059 

Saline 

Bhabhuon Ki Dhani 

0817000202128000 

2.885 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

1.107 

Non-command 

Younger Alluvium 

3.003 

Non-command 

Older Alluvium 

7.319 

Non-command 

Rhyolite 

3.094 

Non-command 

Older Alluvium 

1.599 

Non-command 

Older Alluvium 

1.959 

Non-command 

Rhyolite 

0.201 

Non-command 

Older Alluvium 

5.242 

Non-command 

Older Alluvium 

37.454 

Non-command 

Older Alluvium 

18.695 

Non-command 

Older Alluvium 

31.912 

Non-command 

Older Alluvium 

3.518 

Non-command 

Older Alluvium 

2.377 

Non-command 

Older Alluvium 

8.348 

Non-command 

Older Alluvium 

5.945 

Non-command 

Older Alluvium 

5.099 

Non-command 

Jurassic Sandstone 

7.390 

Non-command 

Tertiary Sandstone 

37.933 

Non-command 

Tertiary Sandstone 

5.447 

Non-command 

Rhyolite 

1.693 

Non-command 

Rhyolite 

3.952 

Non-command 

Tertiary Sandstone 

0.311 

Non-command 

Older Alluvium 

1.627 

Non-command 

Tertiary Sandstone 

3.674 

Non-command 

Jurassic Sandstone 

0.056 

Non-command 

Jurassic Sandstone 

13.261 

Non-command 

Jurassic Sandstone 

0.273 

Non-command 

Jalore Granite 

1.943 

Non-command 

Tertiary Sandstone 

2.882 

Non-command 

Jurassic Sandstone 

14.099 

Non-command 

Jurassic Sandstone 

0.000 

Non-command 

Tertiary Sandstone 

0.090 

Non-command 

Tertiary Sandstone 

5.017 

Non-command 

Jalore Granite 

14.096 

Non-command 

Jurassic Sandstone 

0.015 

Non-command 

Tertiary Sandstone 

4.066 

Non-command 

Tertiary Sandstone 

4.979 

Non-command 

Tertiary Sandstone 

6.272 

Non-command 

Tertiary Sandstone 

0.183 

Non-command 

Rhyolite 

5.269 

Non-command 

Tertiary Sandstone 

3.265 

Non-command 

Tertiary Sandstone 

4.527 

Non-command 

Tertiary Sandstone 

1.125 

Non-command 

Tertiary Sandstone 

4.266 

Non-command 

Rhyolite 

2.408 

Non-command 

Tertiary Sandstone 

1.314 

Non-command 

Tertiary Sandstone 

11.709 

Non-command 

Tertiary Sandstone 

18.143 

Non-command 

Tertiary Sandstone 

8.539 

Non-command 

Tertiary Sandstone 

9.841 

Non-command 

Tertiary Sandstone 

5.691 

Non-command 

Tertiary Sandstone 

11.059 

Non-command 

Tertiary Sandstone 

2.885 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

130,000 

100,000 

120 

200,000 

160,000 

120 

325,000 

300,000 

120 

120,000 

120,000 

120 

60,000 

60,000 

120 

325,000 

300,000 

120 

120,000 

120,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

100,000 

50,000 

120 

325,000 

300,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

100,000 

50,000 

120 

100,000 

50,000 

120 

120,000 

80,000 

120 

100,000 

60,000 

120 

120,000 

120,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

120,000 

120,000 

120 

30,000 

30,000 

120 

100,000 

60,000 

120 

120,000 

80,000 

120 

120,000 

80,000 

120 

100,000 

30,000 

120 

90,000 

50,000 

120 

100,000 

60,000 

120 

120,000 

80,000 

120 

100,000 

30,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

90,000 

50,000 

120 

100,000 

80,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

20,000 

20,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

20,000 

20,000 

120 

100,000 

60,000 

120 

120,000 

120,000 

120 

120,000 

30,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.007 

0.007 

0.012 

0.012 























































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


12.448 Saline 



Bhaduon Ki Dhani 

0817000202127900 

3.581 

Saline 

Bhagoniyon Ki Dhani 

0817000202127700 

3.285 

Saline 

Bhatiyon Ki Der 

0817000202134200 

9.311 

Saline 

Bheemarlai Station 

0817000302134600 

26.912 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Bheemra 


Bhiyar 


Bhojasar 


Bonada 


0817000202108400 


Booth Sara 


Borwa 


Botala Purohitan 


Budhatala 


Chainaniyon Ki Dhani 


Chak Mokhab 


Chandesara 


Chauraliya 


12.303 Fresh 


Saline 


0817000102096300 

31.259 

0817000202130900 

7.629 

0816000202059300 

44.590 




0817000202133600 

7.215 

Saline 

0817000202131600 

4.279 

Saline 

0817000302134700 

15.550 

Saline 

0817000102096000 

14.027 

Fresh 

0817000202107400 

5.912 

Fresh 

0817000202131000 

3.003 

Saline 

0817000102101700 

4.299 

Saline 

0817000302134800 

7.168 

Saline 

0817000202106000 

4.506 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chawa 

0817000602216500 

17.939 

Saline 

Cheelanadi 

0817000202113300 

8.425 

Saline 



Chhatarwallon Ka Sara 


Chhitar Kapar 


Chitroli 


Chochra 


Chokhla 


Chokhoniya Ka Tala 


Chutroniyon Ki Dhani 


Dablisara 


Dabliya 


Daloniyon Ki Dhani 


0817000202109100 

6.093 

0817000202110800 

4.804 

0817000102096100 

12.525 

0817000102099200 

23.573 


0817000202109800 

4.582 

0817000202108600 

8.338 

0817000202128200 

7.753 

0817000602215900 

7.042 

0817000202112700 

4.436 

0817000202105100 

23.211 




Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Saline Non-command 



Danani Megwalon Ki Dhani 

0817000202129500 

2.854 

Saline 

Danasar 

0817000202109400 

3.114 

Fresh 

Danoniyon Ki Dhani 

0817000202133400 

12.281 

Saline 


Non-command 


Non-command 


Non-command 



Darjiyon Ki Dhani 

0817000202130200 

4.934 

Saline 

Daukiyon Ki Dhani 

0817000602215500 

7.343 

Saline 

Dedwali 

0817000202107700 

5.915 

Fresh 

Deeponiyon Ki Dhani 

0817000202105600 

6.395 

Saline 

Deopalpura 

0816000202063000 

12.586 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.223 

Non-command 

Rhyolite 

10.178 

Non-command 

Tertiary Sandstone 

2.047 

Non-command 

Tertiary Sandstone 

3.581 

Non-command 

Tertiary Sandstone 

3.285 

Non-command 

Rhyolite 

7.549 

Non-command 

Older Alluvium 

19.981 

Non-command 

Tertiary Sandstone 

6.931 

Non-command 

Tertiary Sandstone 

9.818 

Non-command 

Tertiary Sandstone 

2.485 

Non-command 

Jurassic Sandstone 

9.443 

Non-command 

Tertiary Sandstone 

7.629 

Non-command 

Jurassic Sandstone 

3.109 

Non-command 

Jalore Granite 

3.245 

Non-command 

Jurassic Sandstone 

9.152 

Non-command 

Tertiary Sandstone 

7.215 

Non-command 

Tertiary Sandstone 

4.279 

Non-command 

Older Alluvium 

9.443 

Non-command 

Jurassic Sandstone 

14.027 

Non-command 

Tertiary Sandstone 

5.912 

Non-command 

Tertiary Sandstone 

3.003 

Non-command 

Tertiary Sandstone 

0.901 

Non-command 

Older Alluvium 

5.508 

Non-command 

Rhyolite 

0.007 

Non-command 

Tertiary Sandstone 

4.499 

Non-command 

Tertiary Sandstone 

2.492 

Non-command 

Rhyolite 

3.330 

Non-command 

Tertiary Sandstone 

0.007 

Non-command 

Tertiary Sandstone 

3.900 

Non-command 

Tertiary Sandstone 

4.804 

Non-command 

Jurassic Sandstone 

9.909 

Non-command 

Jurassic Sandstone 

23.573 

Non-command 

Jurassic Sandstone 

0.000 

Non-command 

Tertiary Sandstone 

3.875 

Non-command 

Tertiary Sandstone 

5.253 

Non-command 

Tertiary Sandstone 

7.420 

Non-command 

Tertiary Sandstone 

5.776 

Non-command 

Tertiary Sandstone 

4.436 

Non-command 

Jurassic Sandstone 

4.620 

Non-command 

Tertiary Sandstone 

0.545 

Non-command 

Jurassic Sandstone 

2.890 

Non-command 

Tertiary Sandstone 

15.156 

Non-command 

Tertiary Sandstone 

2.854 

Non-command 

Tertiary Sandstone 

0.005 

Non-command 

Older Alluvium 

7.237 

Non-command 

Rhyolite 

0.044 

Non-command 

Tertiary Sandstone 

0.361 

Non-command 

Younger Alluvium 

1.009 

Non-command 

Tertiary Sandstone 

4.934 

Non-command 

Tertiary Sandstone 

0.002 

Non-command 

Tertiary Sandstone 

5.231 

Non-command 

Tertiary Sandstone 

6.395 

Non-command 

Jurassic Sandstone 

5.352 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

20,000 

20,000 

120 

60,000 

60,000 

120 

30,000 

30,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

80,000 

120 

100,000 

60,000 

120 

325,000 

325,000 

120 

90,000 

50,000 

120 

100,000 

80,000 

120 

100,000 

60,000 

120 

100,000 

60,000 

120 

60,000 

60,000 

120 

120,000 

80,000 

120 

120,000 

120,000 

120 

100,000 

60,000 

120 

120,000 

30,000 

120 

60,000 

60,000 

120 

20,000 

20,000 

120 

120,000 

120,000 

120 

100,000 

60,000 

120 

20,000 

20,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

80,000 

120 

120,000 

80,000 

120 

100,000 

30,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

100,000 

60,000 

120 

120,000 

120,000 

120 

100,000 

90,000 

120 

120,000 

120,000 

120 

100,000 

60,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

100,000 

60,000 

120 

30,000 

30,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 

























































































































































































































































































































































































































































































































































































































































Micro-watershed 




Deramaniyon Ki Dhani 


Dewalpura 



Dhanani Meghwalon Ki Dhani 


Dharasar Ka Tala 


Dhatarwalon Ka Tala 


Dheeraniyon Ki Dhani 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Census Code 

Area 



sq.km 


(3) 

(4) 

(5) 

0817000202127100 

3.611 

Saline 

0817000102098800 

4.967 

Fresh 



Saline 

0817000102100700 

12.886 

Fresh 

0817000202129300 

5.168 

Saline 

0817000202112500 

7.644 

Saline 

0817000202105300 

9.602 

Saline 


Dheerji Ki Dhani 

0817000102100300 

3.751 

Fresh 

Dhola Der 

0817000202131900 

5.367 

Saline 

Dhola Nada 

0817000202131800 

28.098 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Dholiya 

0817000102099600 

12.792 

Fresh 

Dhoronmoni Potliyon Ki Dhani 

0817000202125900 

2.833 

Saline 

Dogiyalon Ki Dhani 

0817000202132400 

4.306 

Saline 

Doongroniyon Ki Dhani 

0817000202114300 

12.590 

Saline 

Durgoniyon Ka Tala 

0817000202111900 

7.318 

Saline 

East Matasar 

0817000602215600 

20.207 

Saline 

Gehoon Wala 

0817000202128900 

5.352 

Saline 

Godaraon Ki Dhani 

0817000202128500 

11.507 

Saline 

Godaron Ka Sara 

0817000202134300 

4.259 

Saline 

Godaron Ki Dhani 

0817000202113500 

8.822 

Saline 


Gogaji Ka Mandir 


Gomateshwar 


Gorsiyon Ki Tala 


Gulji Ka Pana 


Hanumanpura 


Hariyasar 


Harkhali 


Harupechiyon Ki Dhani 


Haruponi 


Haya Gaon 


Hemji Ka Pana 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0817000202105900 

6.925 

0817000202108000 

2.132 


0817000102100900 

57.346 

0817000202125000 

5.734 

0817000102100500 

73.517 

0816000202062500 

63.255 

0817000202107200 

5.335 


0817000602214000 

19.070 

0817000202108200 

1.755 


0817000202130000 

3.838 

0817000202125300 

2.772 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hemji Ka Tala 


Hemoniyon Ka Tala 


Herajoniyon Ki Dhani 


Hudon Ki Dhani Akdara 


Indroniyon Ka Tala 


0817000202126300 

12.394 

0817000202112000 

1.954 

0817000202104900 

9.862 



Saline 


Fresh 


Saline 


29.074 Fresh 



0817000202125500 

6.151 

0817000202113900 

6.390 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Isramon Ka Tala 

0817000202108700 

8.554 

Fresh 

Jaitaniyon Ki Dhani 

0817000602207600 

6.319 

Fresh 

Jaitpur 

0817000202110000 

3.096 

Fresh 

Janduo Ki Dhani 

0817000202106300 

6.839 

Saline 

Janduon Ki Dhani 

0817000202126900 

7.690 

Saline 

Jangoowo Ki Dhani 

0817000202108900 

2.492 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Tertiary Sandstone 

3.611 

Non-command 

Jurassic Sandstone 

4.967 

Non-command 

Jurassic Sandstone 

0.000 

Non-command 

Jurassic Sandstone 

12.886 

Non-command 

Tertiary Sandstone 

5.168 

Non-command 

Tertiary Sandstone 

7.644 

Non-command 

Jurassic Sandstone 

0.834 

Non-command 

Tertiary Sandstone 

8.769 

Non-command 

Jurassic Sandstone 

3.751 

Non-command 

Tertiary Sandstone 

5.367 

Non-command 

Rhyolite 

0.140 

Non-command 

Tertiary Sandstone 

23.397 

Non-command 

Jurassic Sandstone 

12.792 

Non-command 

Tertiary Sandstone 

2.833 

Non-command 

Tertiary Sandstone 

4.306 

Non-command 

Tertiary Sandstone 

7.250 

Non-command 

Tertiary Sandstone 

7.318 

Non-command 

Tertiary Sandstone 

0.815 

Non-command 

Tertiary Sandstone 

5.352 

Non-command 

Tertiary Sandstone 

11.475 

Non-command 

Rhyolite 

4.259 

Non-command 

Rhyolite 

5.558 

Non-command 

Tertiary Sandstone 

0.251 

Non-command 

Tertiary Sandstone 

6.925 

Non-command 

Tertiary Sandstone 

0.052 

Non-command 

Tertiary Sandstone 

2.080 

Non-command 

Jurassic Sandstone 

56.009 

Non-command 

Rhyolite 

5.716 

Non-command 

Jurassic Sandstone 

9.356 

Non-command 

Jurassic Sandstone 

0.680 

Non-command 

Tertiary Sandstone 

0.224 

Non-command 

Tertiary Sandstone 

5.111 

Non-command 

Tertiary Sandstone 

0.022 

Non-command 

Tertiary Sandstone 

0.274 

Non-command 

Tertiary Sandstone 

1.481 

Non-command 

Tertiary Sandstone 

3.838 

Non-command 

Rhyolite 

2.448 

Non-command 

Tertiary Sandstone 

0.325 

Non-command 

Tertiary Sandstone 

12.394 

Non-command 

Tertiary Sandstone 

1.954 

Non-command 

Jurassic Sandstone 

2.342 

Non-command 

Jurassic Sandstone 

1.646 

Non-command 

Tertiary Sandstone 

2.966 

Non-command 

Tertiary Sandstone 

26.109 

Non-command 

Rhyolite 

6.151 

Non-command 

Rhyolite 

1.171 

Non-command 

Tertiary Sandstone 

5.219 

Non-command 

Tertiary Sandstone 

7.638 

Non-command 

Tertiary Sandstone 

0.821 

Non-command 

Tertiary Sandstone 

3.096 

Non-command 

Tertiary Sandstone 

6.839 

Non-command 

Tertiary Sandstone 

7.690 

Non-command 

Tertiary Sandstone 

2.011 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

120,000 

120 

120,000 

80,000 

120 

100,000 

30,000 

120 

120,000 

80,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

100,000 

60,000 

120 

120,000 

120,000 

120 

120,000 

80,000 

120 

100,000 

60,000 

120 

20,000 

20,000 

120 

100,000 

60,000 

120 

120,000 

80,000 

120 

120,000 

120,000 

120 

100,000 

60,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

80,000 

120 

20,000 

20,000 

120 

120,000 

80,000 

120 

100,000 

80,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

20,000 

20,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

100,000 

90,000 

120 

100,000 

60,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 


(14) (15) 























































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Jharokha 


Jiyaniyon Ki Basti 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


(5) 


Saline 


37.800 Fresh 


0817000502184600 

1.448 

0817000102101200 

40.252 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Saline Non-command 




Jogasar 

0817000202130700 

5.331 

Saline 

Jogasar Kuwan 

0817000202110700 

0.447 

Fresh 

Kakadon Ki Dhani 

0817000202128700 

7.738 

Saline 

Kalanada 

0817000202106700 

12.515 

Saline 

Kalyanpura 

0817000102099400 

4.365 

Fresh 

Kanasar 

0817000102100000 

32.254 

Fresh 

Kanasar Golai 

0817000102099900 

9.172 

Fresh 

Kanor 

0817000202113600 

7.785 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kami Nagar 

0816000202062900 

16.018 

Saline 

Karnipura Chak Charnot 

0817000202132600 

3.973 

Saline 

Kashmir 

0817000102101100 

24.441 

Fresh 


Kasoom Bala Mahechan 


Kerala 


Kerli Nadi 


Kerlipura 


Khanadiya 


Khanwaliya Nada 


Kharda Bera 


Kharinga Kua 


Kharntiya 


Kheenpar 


Khejariyali 


Khetarlai 


Khinwali Sara 


Non-command 


Non-command 


Non-command 



0817000202102800 


0817000202124700 


0817000202114200 


0817000202132500 


0817000202126100 


0817000202109900 


0817000202131700 


0817000202132200 


0817000602216100 


0817000202132100 



Saline 

30.811 

Saline 

13.211 

Saline 

4.611 

Saline 

9.325 

Saline 

3.020 

Saline 

4.778 

Fresh 

4.193 

Saline 

7.105 

Saline 

9.145 

Saline 

14.362 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Kharthoriyon Ka Tala 

0817000202131200 

3.989 

Saline 

Khattoo 

0817000302134500 

42.145 

Saline 




0817000202106200 

22.617 

0817000202107500 

42.104 


0817000202106500 

7.761 

0817000202133000 

23.801 



Khomthal 

0816000202062800 

17.217 

Saline 

Khotho Ki Dhani (Bhadasar) 

0817000202125200 

4.608 

Saline 

Kishne Ka Tala 

0817000202111500 

2.790 

Saline 

Koloo 

0817000202112400 

14.494 

Saline 

Kosariya 

0817000202111100 

19.772 

Saline 

Kuknon Ki Dhani 

0817000202114600 

4.928 

Saline 

Ladhaniyon Ki Dhani 

0817000202125100 

5.603 

Saline 

Ladhoniyon Ki Dhani 

0817000202127600 

10.715 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Tertiary Sandstone 

0.482 

Non-command 

Tertiary Sandstone 

8.289 

Non-command 

Tertiary Sandstone 

29.511 

Non-command 

Tertiary Sandstone 

1.448 

Non-command 

Jurassic Sandstone 

33.162 

Non-command 

Tertiary Sandstone 

1.015 

Non-command 

Jurassic Sandstone 

0.306 

Non-command 

Tertiary Sandstone 

5.769 

Non-command 

Tertiary Sandstone 

5.331 

Non-command 

Tertiary Sandstone 

0.447 

Non-command 

Tertiary Sandstone 

7.738 

Non-command 

Tertiary Sandstone 

12.515 

Non-command 

Jurassic Sandstone 

4.365 

Non-command 

Jurassic Sandstone 

32.254 

Non-command 

Jurassic Sandstone 

9.172 

Non-command 

Rhyolite 

7.013 

Non-command 

Tertiary Sandstone 

0.771 

Non-command 

Jurassic Sandstone 

1.094 

Non-command 

Tertiary Sandstone 

3.973 

Non-command 

Jurassic Sandstone 

24.020 

Non-command 

Tertiary Sandstone 

0.248 

Non-command 

Tertiary Sandstone 

0.174 

Non-command 

Jurassic Sandstone 

0.014 

Non-command 

Rhyolite 

0.474 

Non-command 

Tertiary Sandstone 

2.451 

Non-command 

Tertiary Sandstone 

9.325 

Non-command 

Tertiary Sandstone 

3.020 

Non-command 

Tertiary Sandstone 

4.126 

Non-command 

Tertiary Sandstone 

4.193 

Non-command 

Tertiary Sandstone 

7.105 

Non-command 

Tertiary Sandstone 

0.214 

Non-command 

Rhyolite 

7.573 

Non-command 

Tertiary Sandstone 

6.789 

Non-command 

Rhyolite 

3.276 

Non-command 

Tertiary Sandstone 

0.044 

Non-command 

Tertiary Sandstone 

3.989 

Non-command 

Older Alluvium 

9.112 

Non-command 

Rhyolite 

19.797 

Non-command 

Tertiary Sandstone 

0.191 

Non-command 

Tertiary Sandstone 

22.617 

Non-command 

Tertiary Sandstone 

23.704 

Non-command 

Tertiary Sandstone 

18.400 

Non-command 

Tertiary Sandstone 

7.761 

Non-command 

Older Alluvium 

6.409 

Non-command 

Tertiary Sandstone 

17.393 

Non-command 

Jurassic Sandstone 

0.704 

Non-command 

Rhyolite 

4.534 

Non-command 

Tertiary Sandstone 

2.790 

Non-command 

Tertiary Sandstone 

14.494 

Non-command 

Tertiary Sandstone 

19.772 

Non-command 

Rhyolite 

0.008 

Non-command 

Rhyolite 

1.646 

Non-command 

Tertiary Sandstone 

10.715 


with 

Pumpset 


(9) (10) 


1 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

100,000 

60,000 

120 

120,000 

80,000 

120 

130,000 

90,000 

120 

100,000 

30,000 

120 

120,000 

30,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

80,000 

120 

120,000 

80,000 

120 

120,000 

80,000 

120 

20,000 

20,000 

120 

120,000 

120,000 

120 

100,000 

80,000 

120 

100,000 

60,000 

120 

120,000 

80,000 

120 

130,000 

90,000 

120 

120,000 

30,000 

120 

100,000 

60,000 

120 

20,000 

20,000 

120 

120,000 

120,000 

120 

100,000 

60,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

100,000 

60,000 

120 

100,000 

60,000 

120 

100,000 

60,000 

120 

20,000 

20,000 

120 

100,000 

60,000 

120 

20,000 

20,000 

120 

120,000 

120,000 

120 

100,000 

60,000 

120 

60,000 

60,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

30,000 

30,000 

120 

100,000 

60,000 

120 

100,000 

80,000 

120 

20,000 

20,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

120,000 

120,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 


(14) (15) 


0.014 


0.014 0.014 


0.072 0.029 



0.005 

0.005 

0.007 

0.007 




































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Langon Ki Dhani 


Lapla 


Lilala 


Lilasar 


Loonara 


Lopali 


Madhasar 


Madon Ki Dhani 


Madpura Barwala 


Madpura Purana Gaon 


Mahigoniyon Moodhon Ki Dhani 


Makoriyon Ki Dhani 


Maloosar 


0817000102098200 


0817000202111000 


0817000202126700 


0817000202112200 


0817000202107000 


0817000202124600 


0817000202130300 


0817000202104800 


0817000202128400 


0817000202128100 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) 


13.448 


14.523 


2.981 


9.640 


7.708 


5.892 


3.326 


8.583 


7.156 


1.981 



0817000202126800 

4.488 

0817000202132300 

6.604 

0816000202059000 

21.375 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Mandrooponiyon Ki Dhani 

0817000202112800 

3.337 

Saline 

Mangalsar 

0817000102099100 

12.957 

Fresh 

Mansar 

0816000202059200 

7.268 

Fresh 


Non-command 


Non-command 


Non-command 


Maylon Ki Dhani 

0817000202106900 

8.413 

Saline 

Meethiyasara 

0817000202113200 

10.913 

Saline 


Meghwalon Ka Bas 


Megwalon Ki Basti 


Mehrajoniyon Ki Beri 


Mehreri 


Mekuba 


Mithiya Tala 


Mobtaniyon Ka Tala 


Mogerai 


Mokhab Kalan 


Moolani 


Morala 


Muknoniyon Ki Dhani 


Muloniyon Ki Dhani 


Nagana 


Nagona 


Nagona Tala 


0817000202110600 



28.626 Fresh 


Saline 


5.536 Saline 



Non-command 


Non-command 


Non-command 


0817000202111300 

5.700 

0816000302073800 

23.691 

0816000202063100 

21.598 



0817000202126600 

4.466 

0817000202113800 

8.262 

0817000102097900 

13.966 

0817000102101400 

71.532 




13.035 Fresh 


Saline 


0817000202109200 

2.211 

0817000202112100 

7.143 

0817000202109000 

12.207 

0817000202108300 

9.131 


0817000102099000 

6.836 

0817000102099700 

6.668 

0817000202113400 

7.482 



Nagoniyon Dhatarwalon Ki Dhani 

0817000202129800 

3.386 

Saline 

Nai Rewali 

0817000202107600 

12.165 

Fresh 

Naiyon Ki Dhani 

0817000202129000 

4.424 

Saline 

Narsali Nadi 

0817000202112300 

11.439 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Jalore Granite 

0.009 

Non-command 

Tertiary Sandstone 

14.523 

Non-command 

Tertiary Sandstone 

2.981 

Non-command 

Tertiary Sandstone 

9.640 

Non-command 

Tertiary Sandstone 

7.708 

Non-command 

Rhyolite 

0.831 

Non-command 

Tertiary Sandstone 

3.326 

Non-command 

Tertiary Sandstone 

0.001 

Non-command 

Tertiary Sandstone 

7.156 

Non-command 

Tertiary Sandstone 

0.001 

Non-command 

Tertiary Sandstone 

0.768 

Non-command 

Tertiary Sandstone 

5.454 

Non-command 

Tertiary Sandstone 

6.256 

Non-command 

Tertiary Sandstone 

4.488 

Non-command 

Tertiary Sandstone 

6.604 

Non-command 

Jalore Granite 

17.433 

Non-command 

Jurassic Sandstone 

2.670 

Non-command 

Tertiary Sandstone 

3.337 

Non-command 

Jurassic Sandstone 

12.957 

Non-command 

Jalore Granite 

1.416 

Non-command 

Jurassic Sandstone 

5.852 

Non-command 

Tertiary Sandstone 

8.413 

Non-command 

Rhyolite 

4.179 

Non-command 

Tertiary Sandstone 

6.734 

Non-command 

Tertiary Sandstone 

3.350 

Non-command 

Tertiary Sandstone 

16.885 

Non-command 

Rhyolite 

1.074 

Non-command 

Tertiary Sandstone 

4.462 

Non-command 

Tertiary Sandstone 

5.700 

Non-command 

Jalore Granite 

3.938 

Non-command 

Jurassic Sandstone 

0.008 

Non-command 

Jurassic Sandstone 

1.031 

Non-command 

Tertiary Sandstone 

4.466 

Non-command 

Tertiary Sandstone 

8.262 

Non-command 

Jurassic Sandstone 

4.125 

Non-command 

Jurassic Sandstone 

0.665 

Non-command 

Jurassic Sandstone 

0.993 

Non-command 

Tertiary Sandstone 

66.055 

Non-command 

Jurassic Sandstone 

12.770 

Non-command 

Jurassic Sandstone 

0.000 

Non-command 

Tertiary Sandstone 

0.021 

Non-command 

Tertiary Sandstone 

7.143 

Non-command 

Tertiary Sandstone 

12.207 

Non-command 

Tertiary Sandstone 

1.570 

Non-command 

Tertiary Sandstone 

7.561 

Non-command 

Jurassic Sandstone 

6.836 

Non-command 

Jurassic Sandstone 

6.668 

Non-command 

Rhyolite 

0.446 

Non-command 

Tertiary Sandstone 

6.867 

Non-command 

Tertiary Sandstone 

3.386 

Non-command 

Tertiary Sandstone 

2.174 

Non-command 

Tertiary Sandstone 

4.424 

Non-command 

Tertiary Sandstone 

11.439 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

60,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

20,000 

20,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

100,000 

60,000 

120 

90,000 

50,000 

120 

100,000 

80,000 

120 

120,000 

120,000 

120 

120,000 

80,000 

120 

250,000 

250,000 

120 

325,000 

325,000 

120 

120,000 

120,000 

120 

20,000 

20,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

20,000 

20,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

100,000 

70,000 

120 

325,000 

325,000 

120 

100,000 

80,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

80,000 

120 

120,000 

80,000 

120 

100,000 

30,000 

120 

120,000 

30,000 

120 

120,000 

80,000 

120 

100,000 

30,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

80,000 

120 

120,000 

80,000 

120 

20,000 

20,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.014 

0.014 

0.014 

0.014 
















































































































































































































































































































































































































































































































































































































































Micro-watershed 




Nathoni Joniyon Ki Dhani 


Nawaldeo Chatri 


Naya Batadoo 


Naya Kharntiya 


Naya Sigoriya 


Nimboniyon Ki Dhani 


Nosar 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Census Code 

Area 


sq.km 

(3) 

(4) 

0817000202129700 

4.283 

0817000202110100 

5.796 

0817000202107300 

6.824 



0817000202132000 

5.833 

0817000202108100 

5.517 


0817000202127800 

2.991 

0817000202133500 

20.951 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


17.446 Fresh Non-command 


Saline Non-command 


6.656 Fresh Non-command 


Saline Non-command 


Pabu Mali 

0817000102101600 

21.709 

Saline 

Pabusar 

0817000102099300 

6.436 

Fresh 

Pabusara 

0817000202112600 

2.283 

Saline 

Padmoni Godaron Ki Dhani 

0817000202125800 

5.142 

Saline 

Panawara 

0817000202113000 

4.021 

Saline 


8.123 Fresh Non-command 


65.275 Fresh Non-command 


Saline Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Panawaspur 


Pannaniyon Ki Dhani 


Pannawas 


Panori Joniyon Ki Dhani 


Patalinadi 


0817000202120600 

4.793 

Saline 

0817000202131100 

3.944 

Saline 

0817000102100800 

6.279 

Fresh 

0817000202129400 

4.601 

Saline 

0817000202105200 

13.339 

Fresh 



Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Phoolasar 

0817000202110500 

2.289 

Fresh 

Pooniyon Ka Tala 

0817000202114100 

10.814 

Saline 


Non-command 


Non-command 


Poshal 


0817000102102700 


Purana Gaon 


Purana Gaon Bayatu Panji 


Raikon Ki Dhani 


Rajbera 


Rajgarh 


Ramchandpura 


81.628 Fresh 


Saline 



0817000202129900 

3.615 

0817000202127300 

6.462 

0817000602221300 

18.904 

0817000102100400 

7.073 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


0816000202058800 

30.450 

Saline 

Non-command 

0817000202132900 

3.431 

Saline 

Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Tertiary Sandstone 

4.283 

Non-command 

Tertiary Sandstone 

3.941 

Non-command 

Tertiary Sandstone 

5.612 

Non-command 

Tertiary Sandstone 

1.212 

Non-command 

Tertiary Sandstone 

5.833 

Non-command 

Tertiary Sandstone 

3.097 

Non-command 

Tertiary Sandstone 

2.421 

Non-command 

Tertiary Sandstone 

2.991 

Non-command 

Older Alluvium 

7.162 

Non-command 

Tertiary Sandstone 

13.789 

Non-command 

Jalore Granite 

2.275 

Non-command 

Jurassic Sandstone 

4.919 

Non-command 

Jalore Granite 

7.222 

Non-command 

Jurassic Sandstone 

3.030 

Non-command 

Jalore Granite 

4.511 

Non-command 

Jurassic Sandstone 

2.145 

Non-command 

Jalore Granite 

0.000 

Non-command 

Jurassic Sandstone 

0.000 

Non-command 

Jalore Granite 

0.686 

Non-command 

Jurassic Sandstone 

2.251 

Non-command 

Jurassic Sandstone 

29.718 

Non-command 

Tertiary Sandstone 

3.826 

Non-command 

Jurassic Sandstone 

0.029 

Non-command 

Tertiary Sandstone 

31.701 

Non-command 

Tertiary Sandstone 

1.977 

Non-command 

Jurassic Sandstone 

6.436 

Non-command 

Tertiary Sandstone 

2.283 

Non-command 

Tertiary Sandstone 

5.142 

Non-command 

Rhyolite 

0.083 

Non-command 

Tertiary Sandstone 

3.937 

Non-command 

Rhyolite 

0.030 

Non-command 

Tertiary Sandstone 

3.944 

Non-command 

Jurassic Sandstone 

6.279 

Non-command 

Tertiary Sandstone 

4.601 

Non-command 

Jurassic Sandstone 

0.557 

Non-command 

Jurassic Sandstone 

12.780 

Non-command 

Tertiary Sandstone 

0.002 

Non-command 

Jurassic Sandstone 

3.071 

Non-command 

Tertiary Sandstone 

5.628 

Non-command 

Tertiary Sandstone 

0.121 

Non-command 

Rhyolite 

2.757 

Non-command 

Tertiary Sandstone 

1.243 

Non-command 

Tertiary Sandstone 

4.443 

Non-command 

Tertiary Sandstone 

1.629 

Non-command 

Jurassic Sandstone 

35.646 

Non-command 

Jurassic Sandstone 

0.000 

Non-command 

Tertiary Sandstone 

3.615 

Non-command 

Tertiary Sandstone 

6.462 

Non-command 

Tertiary Sandstone 

0.014 

Non-command 

Jurassic Sandstone 

6.747 

Non-command 

Jurassic Sandstone 

0.000 

Non-command 

Jalore Granite 

0.008 

Non-command 

Tertiary Sandstone 

3.431 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

100,000 

60,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

30,000 

30,000 

120 

100,000 

60,000 

120 

250,000 

250,000 

120 

325,000 

325,000 

120 

90,000 

50,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

120,000 

80,000 

120 

30,000 

30,000 

120 

100,000 

30,000 

120 

90,000 

60,000 

120 

120,000 

80,000 

120 

120,000 

80,000 

120 

130,000 

90,000 

120 

100,000 

30,000 

120 

120,000 

30,000 

120 

120,000 

30,000 

120 

120,000 

80,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

20,000 

20,000 

120 

120,000 

120,000 

120 

20,000 

20,000 

120 

100,000 

60,000 

120 

120,000 

80,000 

120 

120,000 

120,000 

120 

100,000 

90,000 

120 

100,000 

60,000 

120 

120,000 

120,000 

120 

100,000 

60,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

20,000 

20,000 

120 

120,000 

120,000 

120 

130,000 

90,000 

120 

120,000 

30,000 

120 

120,000 

80,000 

120 

100,000 

30,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

100,000 

60,000 

120 

120,000 

80,000 

120 

100,000 

30,000 

120 

90,000 

50,000 

120 

100,000 

60,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.007 

0.007 

0.010 

0.010 


























































































































































































































































































































































































































































































































































































































Micro-watershed 



Ramdan Katala 


Ramdeopura 


Ramderiya 


Ramdev Nagar 


Rampura 


Rampuriya 


Ramsar Kua 


Ramsariya 


Ratnali Nadi 


Ratri 


Rekoowala 


Rewali 


Ridhusar 


Rojiya Nadi 


Sajan Ki Dhani 


Sakhroda 


Saluji Ka Tala 


Sanpa Manji 


0817000202107100 


0817000102098900 


0817000102101300 


0817000102101500 


0817000202111800 


0816000202059400 



0817000202110300 


0817000202106100 


0817000202130800 


0817000102098300 


sq.km 


(4) 


18.616 


5.946 


20.126 


30.212 


5.135 


11.570 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 




0817000202108500 

6.459 

0817000102095900 

15.293 

0817000202128600 

12.615 

0817000202107800 

14.293 

0817000202106400 

8.206 

0817000202130400 

0.498 


Roogoniyon Ka Tala 

0817000202108800 

5.191 

Fresh 

Roopa Sariya 

0817000102095600 

17.682 

Fresh 

Rupoli Bagdawon Ki Dhani 

0817000202126000 

5.927 

Saline 

Sabalpura 

0816000202058700 

5.808 

Saline 

Sagramoni Godaron Ki Dhani 

0817000202126400 

8.991 

Saline 

Sahar 

0817000202105700 

7.090 

Saline 

Saiyon Ka Tala 

0817000202111400 

12.917 

Saline 

Saiyon Ki Dhani 

0817000202105400 

7.258 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


61.687 Fresh Non-command 


Saline Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 




0817000202112900 

3.969 

Saline 

0817000202133800 

8.739 

Saline 

0817000202110400 

3.342 

Fresh 

0817000202127400 

4.171 

Saline 

0817000202134100 

5.442 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sanpa Phanta Bhomji 

0817000202134400 

22.938 

Saline 

Sareli Ki Dhani 

0817000502184400 

13.739 

Saline 

Sarnoo Bhimji 

0817000602221500 

12.013 

Saline 

Sarnoo Panji 

0817000602221400 

23.782 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Sauon Ki Dhani 


Seehron Ki Dhani 


Seeyolon Ki Dhani 


Seoniyala 


Seoron Ki Dhnai 


Shekhe Ka Gaon 


0817000202124800 


0817000202132700 


0817000202131300 


0817000202132800 


0817000202131400 


0817000502184300 


0817000102098500 


2.669 Saline 


8.725 Saline 


7.191 Saline 


8.122 Saline 


4.040 Saline 


24.252 Saline 



Shivaji Nagar 


0817000102099800 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Tertiary Sandstone 

18.616 

Non-command 

Jurassic Sandstone 

5.946 

Non-command 

Jurassic Sandstone 

20.126 

Non-command 

Tertiary Sandstone 

30.212 

Non-command 

Tertiary Sandstone 

5.135 

Non-command 

Jurassic Sandstone 

0.054 

Non-command 

Jurassic Sandstone 

1.608 

Non-command 

Tertiary Sandstone 

2.545 

Non-command 

Tertiary Sandstone 

6.431 

Non-command 

Tertiary Sandstone 

8.823 

Non-command 

Jalore Granite 

2.142 

Non-command 

Jurassic Sandstone 

1.490 

Non-command 

Jurassic Sandstone 

37.585 

Non-command 

Jurassic Sandstone 

8.961 

Non-command 

Tertiary Sandstone 

5.946 

Non-command 

Jurassic Sandstone 

5.453 

Non-command 

Jurassic Sandstone 

0.000 

Non-command 

Tertiary Sandstone 

6.459 

Non-command 

Jurassic Sandstone 

15.293 

Non-command 

Tertiary Sandstone 

12.615 

Non-command 

Tertiary Sandstone 

14.018 

Non-command 

Tertiary Sandstone 

8.206 

Non-command 

Older Alluvium 

0.002 

Non-command 

Tertiary Sandstone 

0.496 

Non-command 

Tertiary Sandstone 

5.191 

Non-command 

Jurassic Sandstone 

6.361 

Non-command 

Tertiary Sandstone 

5.927 

Non-command 

Jurassic Sandstone 

0.042 

Non-command 

Tertiary Sandstone 

8.991 

Non-command 

Tertiary Sandstone 

7.090 

Non-command 

Tertiary Sandstone 

12.917 

Non-command 

Jurassic Sandstone 

4.078 

Non-command 

Tertiary Sandstone 

3.180 

Non-command 

Tertiary Sandstone 

3.969 

Non-command 

Tertiary Sandstone 

8.739 

Non-command 

Tertiary Sandstone 

3.194 

Non-command 

Tertiary Sandstone 

4.171 

Non-command 

Rhyolite 

5.044 

Non-command 

Tertiary Sandstone 

0.398 

Non-command 

Rhyolite 

17.948 

Non-command 

Rhyolite 

0.121 

Non-command 

Rhyolite 

0.661 

Non-command 

Rhyolite 

16.790 

Non-command 

Tertiary Sandstone 

0.727 

Non-command 

Rhyolite 

2.669 

Non-command 

Tertiary Sandstone 

8.725 

Non-command 

Tertiary Sandstone 

7.191 

Non-command 

Tertiary Sandstone 

8.122 

Non-command 

Tertiary Sandstone 

4.040 

Non-command 

Rhyolite 

1.651 

Non-command 

Jurassic Sandstone 

4.958 

Non-command 

Jurassic Sandstone 

0.000 

Non-command 

Jurassic Sandstone 

4.539 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

120,000 

120 

120,000 

80,000 

120 

120,000 

80,000 

120 

120,000 

30,000 

120 

120,000 

120,000 

120 

325,000 

325,000 

120 

100,000 

80,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

90,000 

60,000 

120 

120,000 

80,000 

120 

100,000 

90,000 

120 

100,000 

60,000 

120 

120,000 

120,000 

120 

120,000 

80,000 

120 

100,000 

30,000 

120 

120,000 

120,000 

120 

120,000 

80,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

30,000 

30,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

80,000 

120 

120,000 

120,000 

120 

100,000 

80,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

100,000 

60,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

100,000 

60,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

20,000 

20,000 

120 

100,000 

60,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

100,000 

60,000 

120 

20,000 

20,000 

120 

100,000 

60,000 

120 

100,000 

60,000 

120 

100,000 

60,000 

120 

100,000 

60,000 

120 

20,000 

20,000 

120 

120,000 

80,000 

120 

100,000 

30,000 

120 

120,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 















































































































































































































































































































































































































































































































































































































































































Micro-watershed 


11008066 



Sindhiyon Ki Dhnai 


Siyagaon Ki Dhani 


Sodhon Ki Dhani 


South Matasar 


Thakanon Ki Dhani 


Thaleson Ki Dhani 


Arjiyana 


Arthnari 


Baamaseen 


Baloo 


Balwara 


Barwan 


Basan 


Bhati Khera 


Bhavrani 


Bhilon Ki Dhani Mangla 


Bhooti 


Bijaliya 


Bokra 


Cheeyali 


Chhangari 


Dabli 


Dantala 


Darbala 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Census Code 

Area 



sq.km 


(3) 

(4) 

(5) 

0817000202107900 

8.233 

Fresh 



Saline 

0817000202129100 

4.292 

Saline 

0817000202128300 

5.926 

Saline 

0817000202134000 

4.173 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0817000602215700 

8.756 

0817000202125400 

6.002 

0817000202106800 

10.242 



Saline 


11.574 Saline 


Ugroniyon Ki Dhani 

0817000202105800 

8.272 

Saline 

Umaniyon Daukiyon Ki Dhani 

0817000202111600 

2.550 

Saline 

Undoo 

0817000102100600 

12.592 

Fresh 

Undriyasara 

0817000202133700 

15.941 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Aipura 

0818000202280700 

9.378 

Ambon Ka Bara 

0817000402167200 

9.969 


0817000402162900 

7.566 

0817000402168400 

23.758 

0817000402162100 

26.165 






Saline 

0817000402166400 

8.990 

Fresh 

0818000302290300 

25.117 

Saline 

0818000202276700 

43.354 

Saline 

0818000302290400 

9.228 

Saline 

0817000402162700 

8.672 

Saline 

0818000202281000 

65.785 

Saline 

0817000402162300 

14.752 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0817000402166800 



0817000402166500 

6.967 

0818000202285000 

11.946 

0817000402168600 

6.453 


0818000202281700 

13.931 

0817000402169000 

17.125 


0817000402162800 

8.450 

0817000402165700 

13.968 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Tertiary Sandstone 

7.797 

Non-command 

Tertiary Sandstone 

0.436 

Non-command 

Tertiary Sandstone 

4.292 

Non-command 

Tertiary Sandstone 

5.820 

Non-command 

Rhyolite 

0.960 

Non-command 

Tertiary Sandstone 

3.213 

Non-command 

Older Alluvium 

1.404 

Non-command 

Younger Alluvium 

0.569 

Non-command 

Older Alluvium 

22.156 

Non-command 

Tertiary Sandstone 

0.015 

Non-command 

Younger Alluvium 

2.241 

Non-command 

Rhyolite 

1.886 

Non-command 

Tertiary Sandstone 

0.301 

Non-command 

Tertiary Sandstone 

0.382 

Non-command 

Rhyolite 

5.884 

Non-command 

Tertiary Sandstone 

0.029 

Non-command 

Tertiary Sandstone 

10.212 

Non-command 

Rhyolite 

1.350 

Non-command 

Tertiary Sandstone 

10.224 

Non-command 

Tertiary Sandstone 

8.272 

Non-command 

Tertiary Sandstone 

2.550 

Non-command 

Jurassic Sandstone 

12.592 

Non-command 

Older Alluvium 

0.126 

Non-command 

Rhyolite 

0.374 

Non-command 

Tertiary Sandstone 

15.345 

Non-command 

Older Alluvium 

0.014 

Non-command 

Older Alluvium 

2.999 

Non-command 

Older Alluvium 

1.674 

Non-command 

Older Alluvium 

7.566 

Non-command 

Older Alluvium 

12.683 

Non-command 

Older Alluvium 

1.138 

Non-command 

Younger Alluvium 

11.686 

Non-command 

Older Alluvium 

5.107 

Non-command 

Older Alluvium 

8.990 

Non-command 

Older Alluvium 

14.259 

Non-command 

Older Alluvium 

19.244 

Non-command 

Older Alluvium 

0.656 

Non-command 

Older Alluvium 

5.736 

Non-command 

Older Alluvium 

23.617 

Non-command 

Older Alluvium 

1.927 

Non-command 

Younger Alluvium 

5.068 

Non-command 

Older Alluvium 

4.634 

Non-command 

Older Alluvium 

8.636 

Non-command 

Older Alluvium 

0.963 

Non-command 

Older Alluvium 

6.967 

Non-command 

Older Alluvium 

8.933 

Non-command 

Older Alluvium 

3.154 

Non-command 

Older Alluvium 

3.300 

Non-command 

Older Alluvium 

7.252 

Non-command 

Older Alluvium 

1.242 

Non-command 

Older Alluvium 

4.114 

Non-command 

Older Alluvium 

8.450 

Non-command 

Older Alluvium 

4.902 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

20,000 

20,000 

120 

100,000 

60,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

100,000 

60,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

20,000 

20,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

20,000 

20,000 

120 

100,000 

60,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

80,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

100,000 

60,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

30,000 

30,000 

120 

130,000 

100,000 

120 

30,000 

30,000 

120 

130,000 

100,000 

120 

200,000 

160,000 

120 

30,000 

30,000 

120 

130,000 

100,000 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

30,000 

30,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

200,000 

160,000 

120 

30,000 

30,000 

120 

130,000 

100,000 

120 

30,000 

30,000 

120 

130,000 

100,000 

120 

70,000 

50,000 

120 

130,000 

100,000 

120 

30,000 

30,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

30,000 

30,000 

120 

130,000 

100,000 

120 

130,000 

100,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 



0.036 

0.036 

0.557 

0.557 

0.047 

0.047 

0.228 

0.337 

0.216 

0.228 

0.025 

0.025 

0.032 

0.044 

0.047 

0.058 

0.168 

0.168 



0.504 

0.613 

0.114 

0.114 





























































































































































































































































































































































































































































































































































































































































Micro-watershed 




Dev Nagar 


Dewandi 


Dheeran 


Durgapura 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Census Code 

Area 


sq.km 

(3) 

(4) 

0818000202281400 

35.462 

0818000202285300 

12.355 



0818000202284800 

7.990 

0817000402162400 

13.520 


0817000402168100 

21.241 

0817000402163000 

27.556 

0817000402165600 

22.089 

0817000402162500 

8.810 


Fresh 


Saline 


31.493 Saline 


Non-command 


Non-command 




Goliya Chaudhariyan 

0817000402168500 

12.487 

Saline 

Goongrot 

0817000402163600 

60.188 

Fresh 

Hanwant Garh 

0818000202284900 

2.304 

Saline 

Harmalpur 

0817000402158900 

6.751 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bankli Bundh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hemawas 

0817000402165100 

14.320 

Fresh 

Jalampura 

0817000402169200 

9.757 

Saline 

Jinpur 

0817000402165200 

9.523 

Fresh 

Kamba 

0818000202284300 

28.096 

Saline 

Kamon Ka Bara 

0817000402167100 

13.147 

Saline 

Karmawas 

0817000402161900 

18.331 

Fresh 


Kathari 


Khandap 


Khera Khindawara 


Khera Sujer 


Khetasar 


Kotra 


Kumahroon Ki Dhani 


Kumpawas 


Kundal 


Loodrara 


Majal 


Mangi 


Mangla 


Mawri 


Maylawas 


Meethri 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0817000402165900 



0817000402169100 

16.054 

0817000402159300 

10.711 

0817000402166700 

4.833 

0817000402163100 

4.382 

0818000202281800 

11.338 

0817000402165800 

14.425 

0817000402159400 

16.612 

0817000402163800 

32.757 


45.051 Fresh 




Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 





Saline 

0817000402166300 

19.396 

Fresh 

0817000402168000 

31.283 

Saline 

0817000402165300 

17.391 

Fresh 

0817000402162200 

11.579 

Fresh 

0817000402163200 

15.563 

Fresh 

0817000402166100 

18.400 

Fresh 

0818000202284700 

16.863 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Mokalsar 


0817000402162600 


0817000402166200 


22.496 Fresh Non-command 


Saline Non-command 


28.743 Fresh Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

34.143 

Non-command 

Older Alluvium 

0.120 

Non-command 

Younger Alluvium 

0.206 

Non-command 

Older Alluvium 

7.990 

Non-command 

Older Alluvium 

6.628 

Non-command 

Older Alluvium 

6.892 

Non-command 

Older Alluvium 

18.648 

Non-command 

Older Alluvium 

27.556 

Non-command 

Older Alluvium 

19.435 

Non-command 

Older Alluvium 

8.586 

Non-command 

Older Alluvium 

0.225 

Command 

Older Alluvium 

0.442 

Non-command 

Older Alluvium 

0.249 

Non-command 

Older Alluvium 

5.014 

Non-command 

Older Alluvium 

12.887 

Non-command 

Older Alluvium 

2.304 

Non-command 

Jalore Granite 

0.339 

Non-command 

Older Alluvium 

1.058 

Non-command 

Older Alluvium 

13.110 

Non-command 

Older Alluvium 

5.186 

Non-command 

Older Alluvium 

7.966 

Non-command 

Older Alluvium 

0.720 

Non-command 

Older Alluvium 

13.046 

Non-command 

Older Alluvium 

3.563 

Non-command 

Younger Alluvium 

5.495 

Non-command 

Older Alluvium 

0.750 

Non-command 

Older Alluvium 

31.432 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

3.989 

Non-command 

Older Alluvium 

0.407 

Non-command 

Older Alluvium 

0.510 

Non-command 

Older Alluvium 

4.074 

Non-command 

Older Alluvium 

4.833 

Non-command 

Older Alluvium 

4.382 

Non-command 

Older Alluvium 

0.040 

Non-command 

Older Alluvium 

8.264 

Non-command 

Older Alluvium 

0.170 

Non-command 

Jalore Granite 

0.395 

Non-command 

Older Alluvium 

3.216 

Non-command 

Jalore Granite 

1.260 

Non-command 

Older Alluvium 

24.243 

Non-command 

Older Alluvium 

6.793 

Non-command 

Older Alluvium 

17.313 

Non-command 

Older Alluvium 

1.180 

Non-command 

Older Alluvium 

14.570 

Non-command 

Younger Alluvium 

2.374 

Non-command 

Older Alluvium 

15.563 

Non-command 

Older Alluvium 

18.329 

Non-command 

Older Alluvium 

13.781 

Non-command 

Younger Alluvium 

0.240 

Non-command 

Older Alluvium 

16.653 

Non-command 

Older Alluvium 

5.843 

Non-command 

Older Alluvium 

28.742 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

90,000 

120 

70,000 

50,000 

120 

130,000 

100,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

30,000 

30,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

30,000 

30,000 

120 

130,000 

100,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

30,000 

30,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

30,000 

30,000 

120 

130,000 

100,000 

120 

200,000 

160,000 

120 

30,000 

30,000 

120 

130,000 

100,000 

120 

30,000 

30,000 

120 

130,000 

100,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

30,000 

30,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

30,000 

30,000 

120 

130,000 

100,000 

120 

30,000 

30,000 

120 

130,000 

100,000 

120 

200,000 

160,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

70,000 

50,000 

120 

90,000 

90,000 

120 

130,000 

100,000 

120 

30,000 

30,000 

120 

130,000 

100,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.006 

0.006 

0.006 

0.006 

0.011 

0.011 

0.012 

0.012 

0.072 

0.088 

0.022 

0.026 

- 

- 

0.180 

0.211 

1.188 

1.656 

0.060 

0.060 



0.060 

0.060 

0.134 

0.134 

0.004 

0.004 

0.948 

1.400 


0.168 

0.230 

0.004 

0.004 



























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



11008067 


Narsana 


Nimbeshwar 


Odwara 


Padardi Kalan 


Peeploon 


Phoolan 


Raithal 


Rakhi 


Ratri 


Rojiyon Ki Dhani 


Sapni 


Sarana 


Sedariya Kupawatan 


Siriyadevi Nagar 


Siwana 


Sooili 


Vedia 


Arthnari 


Bala 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


Saline Non-command 


20.062 Fresh Non-command 


Saline Non-command 


24.537 Fresh Non-command 



0818000302291600 

12.424 

0817000402163300 

3.159 

0818000202281300 

19.969 

0817000402158800 

19.565 



Panwa 

0818000202281200 

10.852 

Saline 

Pariharon Ki Dhani 

0817000402164700 

40.374 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0817000402163500 

24.131 

0817000402166600 

13.248 

0818000202281100 

61.668 

0817000402168700 

44.370 




Saline 


30.296 Fresh 



0817000402168300 

28.377 

0817000402168900 

12.198 



0818000202285100 

3.702 

0818000202281500 

25.531 

0818000202284600 

7.327 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


11.058 Non-command 


Saline 


23.280 Saline 


18.292 Fresh 


Saline 




0817000402163700 

17.652 

0817000402158700 

20.343 

0817000402162000 

8.671 



17.301 Fresh Non-command 


Saline Non-command 


Non-command 


Non-command 


Non-command 


Saline Non-command 


48.547 Fresh Non-command 



Thakar Khera 

0817000402168200 

22.004 

Saline 

Thanmata Hinglaj 

0817000402158600 

11.474 

Fresh 


Non-command 


Non-command 



0818000202281600 


0817000402168400 


0818000202278100 


19.909 Saline Non-command 


23.758 Saline Non-command 


54.289 Fresh Non-command 


Saline Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

19.909 

Non-command 

Older Alluvium 

0.153 

Non-command 

Jalore Granite 

4.242 

Non-command 

Older Alluvium 

6.070 

Non-command 

Older Alluvium 

4.878 

Non-command 

Older Alluvium 

0.082 

Non-command 

Older Alluvium 

4.681 

Non-command 

Older Alluvium 

3.159 

Non-command 

Older Alluvium 

19.969 

Non-command 

Jalore Granite 

1.419 

Non-command 

Older Alluvium 

18.118 

Non-command 

Older Alluvium 

10.852 

Non-command 

Jalore Granite 

0.953 

Non-command 

Older Alluvium 

0.400 

Non-command 

Older Alluvium 

0.216 

Non-command 

Older Alluvium 

13.248 

Non-command 

Older Alluvium 

53.822 

Non-command 

Older Alluvium 

42.809 

Non-command 

Older Alluvium 

1.440 

Non-command 

Older Alluvium 

27.040 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

0.160 

Non-command 

Older Alluvium 

7.867 

Non-command 

Older Alluvium 

1.129 

Non-command 

Older Alluvium 

3.685 

Non-command 

Younger Alluvium 

0.895 

Non-command 

Older Alluvium 

17.140 

Non-command 

Older Alluvium 

1.152 

Non-command 

Older Alluvium 

2.522 

Non-command 

Older Alluvium 

20.869 

Non-command 

Older Alluvium 

5.365 

Non-command 

Younger Alluvium 

0.814 

Non-command 

Jalore Granite 

0.224 

Non-command 

Older Alluvium 

8.276 

Non-command 

Older Alluvium 

6.669 

Non-command 

Older Alluvium 

10.633 

Non-command 

Older Alluvium 

0.195 

Non-command 

Older Alluvium 

19.051 

Non-command 

Older Alluvium 

1.019 

Non-command 

Younger Alluvium 

5.603 

Non-command 

Older Alluvium 

2.048 

Non-command 

Jalore Granite 

3.944 

Non-command 

Older Alluvium 

12.398 

Non-command 

Older Alluvium 

10.893 

Non-command 

Jalore Granite 

1.481 

Non-command 

Older Alluvium 

0.267 

Non-command 

Older Alluvium 

7.218 

Non-command 

Younger Alluvium 

1.155 

Non-command 

Older Alluvium 

11.910 

Non-command 

Older Alluvium 

11.076 

Non-command 

Older Alluvium 

0.329 

Non-command 

Older Alluvium 

50.449 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

30,000 

30,000 

120 

130,000 

100,000 

120 

30,000 

30,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

30,000 

30,000 

120 

100,000 

90,000 

120 

130,000 

100,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

30,000 

30,000 

120 

130,000 

100,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

130,000 

100,000 

120 

30,000 

30,000 

120 

70,000 

50,000 

120 

90,000 

90,000 

120 

130,000 

100,000 

120 

30,000 

30,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

90,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

30,000 

30,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

200,000 

160,000 

120 

30,000 

30,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

30,000 

30,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

200,000 

160,000 

120 

90,000 

70,000 

120 

30,000 

30,000 

150 

130,000 

110,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 


(14) (15) 





0.058 

0.058 

0.108 

0.108 

0.180 

0.242 



0.096 

0.104 

0.043 

0.043 



0.006 

0.006 

0.210 

0.232 

0.042 

0.050 

0.011 

0.011 

0.008 

0.008 

0.372 

0.388 



0.012 

0.012 

0.504 

1.596 



0.025 

0.058 

0.096 

0.221 

0.036 

0.036 






















































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


11008068 


Bankli 


Baori 


Barwan 


Bhadrajoon 


Bhavrani 


Bhorda 


Dabli 


Dev Nagar 


Ghana 


Goindla 


Goliya Chaudhariyan 


Jalampura 


Kalora Padar 


Khandap 


Korana 


Motisari 


Neelkanth 


Nosra 


Raithal 


Rakhi 


Ratanara 


Ratri 


Rojiyon Ki Dhani 


Sandan 


Sarwari 


Selri 


Sugaliya Jodha 


Thoomba Ka Goliya 


0818000202277200 


0818000202280800 


0818000202276700 



0818000202278500 


0818000202281000 


0818000202277800 


0817000402169000 


0817000402168100 


0818000202276800 


0818000202277500 


0817000402168500 


0817000402169200 


0818000202278200 


0817000402169100 


0818000202278400 


0818000202278000 


0818000202277900 


0818000202280500 


0818000202281100 


0817000402168700 


0818000202277000 


0817000402168300 


0817000402168900 


0818000202280900 


0817000402169300 


0818000202277300 


0818000202278300 


0818000202278600 


32.250 Fresh 


15.249 Saline 


43.354 Saline 


21.378 Fresh 


Saline 


41.771 Fresh 


65.785 Saline 


36.575 Fresh 


Saline 



17.125 Saline 


21.241 Saline 


31.493 Fresh 



15.891 


12.487 


9.757 


2.666 


16.054 


15.852 


3.065 


13.877 


31.414 


61.668 


44.370 



5.078 


28.377 


11.548 Fresh 




0818000202277100 


0817000302142600 


12.198 Saline 


8.045 Saline 


35.053 Saline 


24.816 Fresh 


10.269 Saline 


Fresh 


Saline 


13.827 Fresh 


50.636 Fresh 


Non-command 


Non-command 


Bankli Bundh 


Non-command 


Non-command 


Bankli Bundh 


Non-command 


Non-command 


Non-command 


Non-command 


Bankli Bundh 


Non-command 


Non-command 


Non-command 


Bankli Bundh 


Non-command 


Bankli Bundh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bankli Bundh 


Non-command 


Bankli Bundh 


Non-command 


Bankli Bundh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Asotara 


0817000302142900 


44.322 Fresh Non-command 


Saline Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

4.366 

Non-command 

Older Alluvium 

0.077 

Command 

Older Alluvium 

0.710 

Non-command 

Older Alluvium 

5.398 

Non-command 

Older Alluvium 

4.899 

Command 

Older Alluvium 

9.315 

Non-command 

Older Alluvium 

7.164 

Non-command 

Older Alluvium 

1.128 

Non-command 

Older Alluvium 

13.133 

Non-command 

Older Alluvium 

8.959 

Command 

Older Alluvium 

0.646 

Non-command 

Older Alluvium 

26.970 

Non-command 

Older Alluvium 

11.769 

Non-command 

Older Alluvium 

2.593 

Command 

Older Alluvium 

0.405 

Non-command 

Older Alluvium 

2.665 

Command 

Older Alluvium 

19.920 

Non-command 

Older Alluvium 

0.257 

Non-command 

Older Alluvium 

2.329 

Non-command 

Older Alluvium 

7.473 

Non-command 

Older Alluvium 

4.571 

Non-command 

Older Alluvium 

2.666 

Non-command 

Older Alluvium 

15.528 

Non-command 

Older Alluvium 

2.728 

Non-command 

Older Alluvium 

3.065 

Non-command 

Older Alluvium 

13.877 

Non-command 

Older Alluvium 

4.347 

Non-command 

Older Alluvium 

0.553 

Non-command 

Older Alluvium 

0.005 

Non-command 

Older Alluvium 

0.116 

Non-command 

Older Alluvium 

45.326 

Non-command 

Older Alluvium 

1.160 

Non-command 

Older Alluvium 

5.016 

Command 

Older Alluvium 

0.051 

Non-command 

Older Alluvium 

28.166 

Command 

Older Alluvium 

0.036 

Non-command 

Older Alluvium 

0.882 

Command 

Older Alluvium 

1.023 

Non-command 

Older Alluvium 

0.472 

Non-command 

Older Alluvium 

0.061 

Non-command 

Older Alluvium 

4.928 

Non-command 

Older Alluvium 

34.895 

Non-command 

Older Alluvium 

3.940 

Non-command 

Older Alluvium 

0.001 

Non-command 

Older Alluvium 

1.094 

Non-command 

Older Alluvium 

0.681 

Non-command 

Older Alluvium 

9.445 

Non-command 

Older Alluvium 

0.786 

Non-command 

Younger Alluvium 

2.238 

Non-command 

Older Alluvium 

45.476 

Non-command 

Younger Alluvium 

2.137 

Non-command 

Younger Alluvium 

6.457 

Non-command 

Older Alluvium 

5.745 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

150 

130,000 

110,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

150 

130,000 

110,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

150 

130,000 

110,000 

120 

90,000 

70,000 

150 

130,000 

110,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

150 

130,000 

110,000 

150 

130,000 

110,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

150 

130,000 

110,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

90,000 

70,000 

120 

30,000 

30,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

30,000 

30,000 

150 

130,000 

110,000 

120 

90,000 

70,000 

150 

130,000 

110,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

150 

130,000 

110,000 

150 

130,000 

110,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

30,000 

30,000 

120 

90,000 

70,000 

120 

30,000 

30,000 

150 

130,000 

110,000 

120 

90,000 

70,000 

150 

130,000 

110,000 

120 

90,000 

70,000 

150 

130,000 

110,000 

120 

325,000 

300,000 

120 

400,000 

350,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

400,000 

350,000 

120 

60,000 

60,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.099 

0.138 

- 

- 

0.050 

0.050 

0.008 

0.008 



0.033 

0.131 

0.092 

0.092 



0.132 

0.132 

0.132 

0.132 

0.050 

0.050 

0.008 

0.008 

0.017 

0.037 



0.198 

0.198 

0.149 

0.149 

0.017 

0.017 

0.034 

0.034 



0.017 

0.037 

0.008 

0.019 

0.083 

0.181 

0.144 

0.144 

0.504 

0.504 

1.742 

1.742 

0.079 

0.079 

0.840 

1.080 

0.122 

0.151 



































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Bithooja 


Budiwara 


Champa Bhakhri 


Chodhariyon Ki Dhani 


Dev Pura 


Dhanwa 


Dharna 


Dheeran 


Ghanchida 


Harmalpur 


Hemawas 


Indrana 


Jinpur 


Kaloori 


Kalwari 


Kama 


Kitpala 


Kundal 


Loodrara 


Mangi 


Type of Area (Command / N< 
command) 



Baliyana 

0817000402158200 

9.912 

Fresh 

Berinari 

0817000402163900 

12.989 

Fresh 


Non-command 


Non-command 



Bhakhri Khera 

0817000302142100 

7.565 

Saline 

Bhooka Bhagatsingh 

0817000502185700 

24.633 

Saline 

Bhooka Thansingh 

0817000502185500 

19.390 

Saline 


Non-command 


Non-command 


Non-command 



0817000302143000 

23.150 

0817000302142500 

40.069 



0817000502186700 


Non-command 


Non-command 


Non-command 


Non-command 


47.204 Fresh Non-command 




Saline Non-command 


0817000402164100 

10.198 

0817000502186900 

31.095 


0817000402164000 

23.569 

0817000402165600 

22.089 

0817000502185600 

36.071 


Goliya 

0817000402163400 

3.156 

Fresh 

Goongrot 

0817000402163600 

60.188 

Fresh 

Gura 

0817000402158500 

20.770 

Fresh 


46.884 Saline Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0817000402158900 

6.751 

0817000402165100 

14.320 

0817000402158100 

28.760 


Saline 


35.297 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 





Saline 

0817000402165200 

9.523 

Fresh 

0817000302141900 

23.226 

Saline 

0817000302137100 

10.889 

Saline 

0817000502185200 

28.727 

Saline 

0817000302141800 

18.323 

Saline 

0817000402163800 

32.757 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0817000402166300 


0817000402165300 


Saline Non-command 


19.396 Fresh Non-command 


17.391 Fresh Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Younger Alluvium 

8.390 

Non-command 

Older Alluvium 

9.912 

Non-command 

Jalore Granite 

2.469 

Non-command 

Older Alluvium 

6.093 

Non-command 

Older Alluvium 

7.565 

Non-command 

Older Alluvium 

8.101 

Non-command 

Older Alluvium 

7.318 

Non-command 

Younger Alluvium 

0.690 

Non-command 

Younger Alluvium 

1.192 

Non-command 

Older Alluvium 

16.435 

Non-command 

Older Alluvium 

23.634 

Non-command 

Older Alluvium 

2.268 

Non-command 

Younger Alluvium 

0.007 

Non-command 

Jalore Granite 

0.834 

Non-command 

Older Alluvium 

10.005 

Non-command 

Jalore Granite 

6.247 

Non-command 

Older Alluvium 

28.319 

Non-command 

Older Alluvium 

6.442 

Non-command 

Younger Alluvium 

6.851 

Non-command 

Older Alluvium 

10.198 

Non-command 

Older Alluvium 

6.020 

Non-command 

Older Alluvium 

0.281 

Non-command 

Older Alluvium 

23.569 

Non-command 

Older Alluvium 

2.654 

Non-command 

Older Alluvium 

33.981 

Non-command 

Younger Alluvium 

2.085 

Non-command 

Older Alluvium 

3.156 

Non-command 

Older Alluvium 

47.302 

Non-command 

Jalore Granite 

0.784 

Non-command 

Older Alluvium 

19.986 

Non-command 

Older Alluvium 

5.354 

Non-command 

Older Alluvium 

1.210 

Non-command 

Older Alluvium 

22.507 

Non-command 

Older Alluvium 

6.253 

Non-command 

Jalore Granite 

0.568 

Non-command 

Older Alluvium 

7.093 

Non-command 

Jalore Granite 

2.065 

Non-command 

Older Alluvium 

25.571 

Non-command 

Older Alluvium 

2.674 

Non-command 

Younger Alluvium 

18.682 

Non-command 

Younger Alluvium 

0.432 

Non-command 

Older Alluvium 

1.557 

Non-command 

Older Alluvium 

23.226 

Non-command 

Older Alluvium 

5.392 

Non-command 

Older Alluvium 

5.682 

Non-command 

Older Alluvium 

17.533 

Non-command 

Jalore Granite 

0.937 

Non-command 

Older Alluvium 

5.430 

Non-command 

Jalore Granite 

3.038 

Non-command 

Older Alluvium 

6.413 

Non-command 

Older Alluvium 

0.963 

Non-command 

Older Alluvium 

2.082 

Non-command 

Older Alluvium 

2.820 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

60,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

60,000 

60,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

400,000 

350,000 

120 

325,000 

300,000 

120 

60,000 

60,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

130,000 

100,000 

120 

120,000 

100,000 

120 

30,000 

30,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

30,000 

30,000 

120 

110,000 

110,000 

120 

325,000 

300,000 

120 

30,000 

30,000 

120 

60,000 

60,000 

120 

325,000 

300,000 

120 

400,000 

350,000 

120 

60,000 

60,000 

120 

130,000 

100,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

30,000 

30,000 

120 

60,000 

60,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

30,000 

30,000 

120 

130,000 

100,000 

120 

130,000 

100,000 



Tube Wells with 
Wells Pumpset 



0.008 

0.008 

0.108 

0.108 

0.018 

0.018 

0.090 

0.090 



0.816 

1.908 

0.156 

0.214 

0.004 

0.004 

1.320 

2.724 

0.156 

0.218 



0.017 

0.017 

0.168 

0.199 

0.025 

0.036 

0.060 

0.123 

0.004 

0.004 

0.060 

0.076 

0.108 

0.155 































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


11008069 




Maylawas 


Mewa Nagar 


Nal 


Padardi Kalan 


Padardi Khurd 


Padroo 


Panotrinadi 


Peeploon 


Ramniya 


Simaliya 


Siner 


Sinli Chauseera 


Sinli Jageer 


Siriyadevi Nagar 


Siwana 


Tapra 


Thanmata Hinglaj 


Uchiya 


Variya (Bhagji) 


Variya Tagji 


Aamjhar 


Bagundi 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Census Code 

Area 


sq.km 

(3) 

(4) 

0817000302142800 

15.721 



0817000402166100 

18.400 

0817000302141400 

52.883 



0817000402164200 

43.865 

0817000402157900 

10.247 



0817000402158400 

17.578 

0817000402158800 

19.565 

0817000402157800 

5.249 

0817000402164300 

56.057 

0817000302142200 

18.028 

0817000402163500 

24.131 

0817000402166000 

30.296 

0817000302141700 

12.035 

0817000402158300 

31.847 

0817000302137200 

20.538 

0817000302136900 

17.839 

0817000402163700 

17.652 

0817000402158700 

20.343 

0817000302142300 

25.208 

0817000402158600 

11.474 


16.315 Fresh 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 





Saline 

0817000502186600 

39.138 

Saline 

0817000302142000 

21.489 

Saline 

0817000302141600 

18.281 

Saline 

0817000502185000 

12.294 

Saline 

0817000302135900 

23.837 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bajawas 

0817000302136800 

10.953 

Saline 

Balotra (M) 

0817000341701000 

11.901 

Saline 

Balotra(Rural) 

0817000302141000 

4.365 

Saline 

Bamseen 

0817000302141200 

8.257 

Saline 

Baori Khurd 

0817000502184500 

9.343 

Saline 


Bhana Magra 


Bhandiyawas 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Barla 

0817000302135300 

6.524 

Saline 

Bedarlai 

0817000302140600 

8.638 

Saline 


0817000502185100 


0817000302143600 


8.235 Fresh Non-command 




Saline Non-command 


13.500 Saline Non-command 


32.930 Saline Non-command 


Bhatiyon Ki Der 

0817000202134200 

9.311 

Saline 

Bheemarlai 

0817000302134900 

8.826 

Saline 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Younger Alluvium 

12.035 

Non-command 

Younger Alluvium 

0.047 

Non-command 

Older Alluvium 

0.072 

Non-command 

Older Alluvium 

1.810 

Non-command 

Older Alluvium 

18.099 

Non-command 

Older Alluvium 

38.958 

Non-command 

Older Alluvium 

0.023 

Non-command 

Older Alluvium 

10.145 

Non-command 

Older Alluvium 

17.578 

Non-command 

Older Alluvium 

0.027 

Non-command 

Older Alluvium 

5.249 

Non-command 

Older Alluvium 

40.027 

Non-command 

Older Alluvium 

18.028 

Non-command 

Older Alluvium 

23.916 

Non-command 

Older Alluvium 

3.256 

Non-command 

Older Alluvium 

11.727 

Non-command 

Older Alluvium 

31.847 

Non-command 

Older Alluvium 

0.081 

Non-command 

Older Alluvium 

0.156 

Non-command 

Older Alluvium 

17.456 

Non-command 

Older Alluvium 

1.291 

Non-command 

Older Alluvium 

25.208 

Non-command 

Jalore Granite 

5.066 

Non-command 

Older Alluvium 

4.660 

Non-command 

Jalore Granite 

4.346 

Non-command 

Older Alluvium 

5.822 

Non-command 

Older Alluvium 

2.539 

Non-command 

Older Alluvium 

39.138 

Non-command 

Older Alluvium 

18.784 

Non-command 

Older Alluvium 

8.640 

Non-command 

Younger Alluvium 

12.294 

Non-command 

Older Alluvium 

2.286 

Non-command 

Younger Alluvium 

0.924 

Non-command 

Younger Alluvium 

10.953 

Non-command 

Younger Alluvium 

3.761 

Non-command 

Younger Alluvium 

4.365 

Non-command 

Younger Alluvium 

8.257 

Non-command 

Older Alluvium 

1.083 

Non-command 

Rhyolite 

4.343 

Non-command 

Tertiary Sandstone 

0.195 

Non-command 

Older Alluvium 

6.129 

Non-command 

Older Alluvium 

4.942 

Non-command 

Younger Alluvium 

2.608 

Non-command 

Older Alluvium 

0.007 

Non-command 

Rhyolite 

0.001 

Non-command 

Older Alluvium 

0.043 

Non-command 

Older Alluvium 

1.688 

Non-command 

Younger Alluvium 

11.812 

Non-command 

Older Alluvium 

9.164 

Non-command 

Younger Alluvium 

3.591 

Non-command 

Rhyolite 

1.762 

Non-command 

Older Alluvium 

0.052 

Non-command 

Younger Alluvium 

8.774 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

400,000 

350,000 

120 

60,000 

60,000 

120 

130,000 

100,000 

120 

325,000 

300,000 

120 

60,000 

60,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

30,000 

30,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

30,000 

30,000 

120 

130,000 

100,000 

120 

60,000 

60,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

60,000 

60,000 

120 

130,000 

100,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

60,000 

60,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

30,000 

30,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

100,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

325,000 

300,000 

120 

120,000 

120,000 

120 

60,000 

60,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

20,000 

20,000 

120 

60,000 

60,000 

120 

60,000 

60,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.168 





0.014 

0.014 

3.660 

5.095 



0.169 

0.245 

3.036 

4.268 

0.050 

0.050 

0.816 

1.065 

0.060 

0.076 



0.029 

0.029 

0.878 

0.928 




























































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


(2) 

(3) 

(4) 

(5) 

Bhooka Thansingh 

0817000502185500 

19.390 

Saline 


Type of Area (Command / N< 
command) 



33.391 Saline Non-command 


Botala Purohitan 

0817000302134700 

15.550 

Saline 

Champa Bhakhri 

0817000502185300 

16.701 

Saline 



Chandesara 

0817000302134800 

7.168 

Saline 

Chaukriya Ki Dhani 

0817000302135100 

15.725 

Saline 

Chirdani 

0817000302143400 

6.367 

Saline 

Chiriya 

0817000202124500 

4.436 

Saline 

Chiriyara 

0817000302145400 

13.398 

Fresh 

Dakhan 

0817000502186500 

46.884 

Saline 

Dandali 

0817000502184800 

23.160 

Saline 

Danoniyon Ki Dhani 

0817000202133400 

12.281 

Saline 


Doodhwa Der 

0817000302135200 

6.610 

Saline 

Doodhwa Malinath 

0817000302135600 

5.760 

Saline 

Evadi Bhimji 

0817000502183900 

14.508 

Saline 

Evadi Chauseera 

0817000502184100 

3.668 

Saline 

Gangli 

0817000502184200 

19.196 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Ghanchida 

0817000502185600 

36.071 

Saline 

Girli Charnan 

0817000502184900 

5.569 

Saline 



Jerla 


Jhoond 


4.651 Saline Non-command 


Godaron Ki Dhani 

0817000302140500 

5.957 

Saline 

Gol Soda 

0817000302136600 

16.689 

Saline 




Gopri 

0817000302140400 

12.586 

Saline 

Ikadani 

0817000302144600 

11.813 

Saline 

Jasol 

0817000302142700 

31.011 

Fresh 


12.270 Saline Non-command 


Non-command 


Non-command 


Non-command 



0817000302140800 


0817000202123900 


Saline Non-command 


17.449 Saline Non-command 


2.867 Saline Non-command 


Jhoond South 

0817000202124000 

2.831 

Saline 

Kalawa 

0817000302137600 

29.062 

Saline 



Kalwari 


Kanawas 


Kapooriya 


Kama 



0817000302137100 

10.889 

0817000302144200 

2.682 


0817000302136400 

10.250 

0817000502185200 

28.727 



0817000202124700 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


2.127 Saline Non-command 


13.211 Saline Non-command 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.577 

Non-command 

Younger Alluvium 

9.306 

Non-command 

Older Alluvium 

0.134 

Non-command 

Younger Alluvium 

23.746 

Non-command 

Older Alluvium 

6.107 

Non-command 

Older Alluvium 

0.343 

Non-command 

Younger Alluvium 

14.083 

Non-command 

Older Alluvium 

1.660 

Non-command 

Older Alluvium 

15.081 

Non-command 

Younger Alluvium 

6.275 

Non-command 

Rhyolite 

0.115 

Non-command 

Rhyolite 

0.411 

Non-command 

Younger Alluvium 

1.970 

Non-command 

Younger Alluvium 

23.160 

Non-command 

Older Alluvium 

1.851 

Non-command 

Younger Alluvium 

1.778 

Non-command 

Older Alluvium 

6.610 

Non-command 

Older Alluvium 

2.520 

Non-command 

Rhyolite 

0.029 

Non-command 

Rhyolite 

2.882 

Non-command 

Rhyolite 

0.657 

Non-command 

Younger Alluvium 

7.047 

Non-command 

Younger Alluvium 

0.005 

Non-command 

Older Alluvium 

2.894 

Non-command 

Rhyolite 

0.075 

Non-command 

Younger Alluvium 

2.600 

Non-command 

Older Alluvium 

0.012 

Non-command 

Younger Alluvium 

4.638 

Non-command 

Older Alluvium 

0.002 

Non-command 

Older Alluvium 

1.855 

Non-command 

Younger Alluvium 

7.414 

Non-command 

Older Alluvium 

0.673 

Non-command 

Younger Alluvium 

0.189 

Non-command 

Older Alluvium 

3.440 

Non-command 

Older Alluvium 

1.783 

Non-command 

Older Alluvium 

0.372 

Non-command 

Younger Alluvium 

1.584 

Non-command 

Younger Alluvium 

7.139 

Non-command 

Younger Alluvium 

14.286 

Non-command 

Older Alluvium 

0.013 

Non-command 

Rhyolite 

0.000 

Non-command 

Rhyolite 

0.370 

Non-command 

Older Alluvium 

0.672 

Non-command 

Younger Alluvium 

13.217 

Non-command 

Older Alluvium 

5.497 

Non-command 

Older Alluvium 

0.003 

Non-command 

Older Alluvium 

0.845 

Non-command 

Younger Alluvium 

10.250 

Non-command 

Older Alluvium 

10.997 

Non-command 

Younger Alluvium 

12.048 

Non-command 

Older Alluvium 

0.001 

Non-command 

Rhyolite 

1.930 

Non-command 

Rhyolite 

8.825 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

20,000 

20,000 

120 

120,000 

120,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

325,000 

300,000 

120 

400,000 

350,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

325,000 

300,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

20,000 

20,000 




















































































































































































































































































































































































































































































































































































Micro-watershed 



Mandawas 


Manjiwala 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


9.263 Saline Non-command 


Khotho Ki Dhani (Bhadasar) 

0817000202125200 

4.608 

Saline 

Kitpala 

0817000302141800 

18.323 

Saline 

Kuri 

0817000302149200 

27.987 

Saline 

Lachhar 

0817000302135400 

12.932 

Saline 

Ladhaniyon Ki Dhani 

0817000202125100 

5.603 

Saline 

Maliyon Ki Dhani 

0817000302143700 

17.770 

Saline 

Manawas 

0817000502185400 

9.825 

Saline 

Mandapura 

0817000302140700 

21.126 

Saline 


42.145 Saline Non-command 


31.714 Saline Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0817000302137500 

6.384 

0817000302142800 

15.721 


Non-command 


Non-command 


Non-command 


Non-command 



Moongra 

0817000302143300 

25.655 

Saline 

Newai 

0817000302143800 

16.148 

Saline 

Nimbli 

0817000302135500 

10.832 

Saline 

Pachpadra 

0817000302143500 

24.730 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Patau Kalan 

0817000302149000 

13.230 

Saline 

Radiya Talar 

0817000202124400 

4.071 

Saline 

Rajeshwar Nagar 

0817000302148000 

7.629 

Saline 

Rajpura 

0817000302147900 

14.845 

Fresh 


Raneri 


Rewara Asiyan 


Rewara Barthan 


Rewara Jetmalan 


Rewara Maiya 


Rewara Nayapura 


Rewara Sandaycha 


Rewara Sodha 


Rikarlai 


Non-command 


Non-command 


Non-command 


Non-command 





Saline 

0817000502183800 

3.792 

Saline 

0817000302143900 

4.949 

Saline 

0817000302144100 

4.533 

Saline 

0817000302148900 

9.665 

Saline 

0817000302144400 

6.051 

Saline 

0817000302144300 

3.957 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0817000302144000 


0817000302144500 


0817000302137000 


Saline Non-command 


4.095 Saline Non-command 


3.326 Saline Non-command 


8.437 Saline Non-command 


Roopadevi 

0817000302135800 

7.840 

Saline 

Sambhra 

0817000302137700 

40.176 

Saline 

Sanpa Phanta Bhomji 

0817000202134400 

22.938 

Saline 

Sareli Ki Dhani 

0817000502184400 

13.739 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

8.884 

Non-command 

Younger Alluvium 

0.378 

Non-command 

Older Alluvium 

2.379 

Non-command 

Rhyolite 

9.919 

Non-command 

Older Alluvium 

1.444 

Non-command 

Younger Alluvium 

30.270 

Non-command 

Rhyolite 

0.074 

Non-command 

Older Alluvium 

0.790 

Non-command 

Older Alluvium 

4.173 

Non-command 

Older Alluvium 

0.577 

Non-command 

Rhyolite 

3.958 

Non-command 

Older Alluvium 

17.770 

Non-command 

Younger Alluvium 

9.600 

Non-command 

Older Alluvium 

3.251 

Non-command 

Younger Alluvium 

17.751 

Non-command 

Younger Alluvium 

6.384 

Non-command 

Younger Alluvium 

0.002 

Non-command 

Younger Alluvium 

0.285 

Non-command 

Older Alluvium 

3.780 

Non-command 

Younger Alluvium 

11.620 

Non-command 

Older Alluvium 

0.525 

Non-command 

Younger Alluvium 

0.095 

Non-command 

Older Alluvium 

22.581 

Non-command 

Younger Alluvium 

9.773 

Non-command 

Younger Alluvium 

0.322 

Non-command 

Older Alluvium 

15.266 

Non-command 

Older Alluvium 

0.978 

Non-command 

Older Alluvium 

16.044 

Non-command 

Younger Alluvium 

8.685 

Non-command 

Older Alluvium 

6.058 

Non-command 

Rhyolite 

0.470 

Non-command 

Older Alluvium 

0.304 

Non-command 

Older Alluvium 

0.687 

Non-command 

Rhyolite 

3.757 

Non-command 

Older Alluvium 

0.032 

Non-command 

Rhyolite 

0.178 

Non-command 

Older Alluvium 

2.326 

Non-command 

Older Alluvium 

1.306 

Non-command 

Older Alluvium 

3.155 

Non-command 

Older Alluvium 

5.564 

Non-command 

Older Alluvium 

1.247 

Non-command 

Rhyolite 

0.055 

Non-command 

Older Alluvium 

2.431 

Non-command 

Older Alluvium 

0.113 

Non-command 

Older Alluvium 

2.878 

Non-command 

Older Alluvium 

5.707 

Non-command 

Younger Alluvium 

2.730 

Non-command 

Older Alluvium 

0.134 

Non-command 

Older Alluvium 

3.785 

Non-command 

Rhyolite 

0.389 

Non-command 

Older Alluvium 

0.941 

Non-command 

Rhyolite 

12.101 

Non-command 

Younger Alluvium 

0.577 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

20,000 

20,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

20,000 

20,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

20,000 

20,000 

120 

60,000 

60,000 

120 

30,000 

30,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

400,000 

350,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

325,000 

300,000 

120 

400,000 

350,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

20,000 

20,000 

120 

60,000 

60,000 

120 

325,000 

300,000 

120 

120,000 

120,000 

120 

60,000 

60,000 

120 

20,000 

20,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

325,000 

300,000 

120 

120,000 

120,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

30,000 

30,000 



0.014 

0.014 

0.007 

0.007 



0.058 

0.058 

0.029 

0.029 



























































































































































































































































































































































































































































































































































































Micro-watershed 



11008070 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


( 4 ) ( 5 ) ( 6 ) 


24.252 Saline Non-command 



Shobhawas 

0817000302141300 

3.277 

Saline 

Simaliya 

0817000302141700 

12.035 

Saline 

Sinli Chauseera 

0817000302137200 

20.538 

Saline 


Non-command 


Non-command 


Non-command 



Somesara Naya 

0817000202133300 

27.877 

Saline 

Temawas 

0817000302140900 

2.608 

Saline 

Thanmali Nath 

0817000302137400 

3.397 

Saline 

Thob 

0817000302147800 

77.241 

Saline 

Tilwara 

0817000302137300 

32.942 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Variya (Bhagji) 

0817000302142000 

21.489 

Saline 

Variya Tagji 

0817000302141600 

18.281 

Saline 

Variya Varecha 

0817000302141500 

8.590 

Saline 

Aakora 

0817000802240800 

36.919 

Fresh 

Adarsh Undkha 

0817000602219500 

5.496 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Alaniyon Ki Dhani 

0817000602214400 

9.661 

Fresh 

Alika Tala 

0817000602218500 

6.055 

Fresh 

Asara Ki Beri 

0817000602212100 

14.588 

Fresh 

Ati 

0817000602217500 

47.080 

Fresh 

Bakaniyon Ka Was 

0817000602214900 

7.875 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bakhse Ka Tala 

0817000602223200 

14.708 

Saline 

Balau 

0817000602218700 

5.192 

Fresh 


Non-command 


Non-command 


Balera 

0817000602217800 

11.393 

Fresh 

Bandra 

0817000602213500 

8.945 

Fresh 

Barmer (M) 

0817000641702000 

24.324 

Fresh 

Barmer (Rural) 

0817000602212800 

2.262 

Fresh 

Barmer Adrash Agoor 

0817000602220300 

5.288 

Fresh 

Barmer Agor 

0817000602217100 

13.024 

Fresh 

Barmer Gadan 

0817000602217200 

9.679 

Fresh 

Barmer Magra 

0817000602213200 

13.541 

Fresh 


Beebara 


Berdho Ki Dhani 


Beriwala Gaon 


Beriwala Tala 


Bhation Ka Der 


Bhurtiya 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0817000602212000 

9.242 

0817000602218600 

6.314 

0817000602217000 

12.341 

0817000602220800 

21.636 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


0817000602210000 

12.200 

Fresh 

Non-command 

0817000602215300 

30.883 

Fresh 

Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.035 

Non-command 

Rhyolite 

17.868 

Non-command 

Younger Alluvium 

2.900 

Non-command 

Younger Alluvium 

3.277 

Non-command 

Older Alluvium 

0.308 

Non-command 

Older Alluvium 

17.824 

Non-command 

Younger Alluvium 

2.634 

Non-command 

Older Alluvium 

14.670 

Non-command 

Younger Alluvium 

3.014 

Non-command 

Older Alluvium 

1.094 

Non-command 

Younger Alluvium 

8.128 

Non-command 

Older Alluvium 

2.630 

Non-command 

Younger Alluvium 

1.942 

Non-command 

Younger Alluvium 

3.466 

Non-command 

Younger Alluvium 

2.608 

Non-command 

Younger Alluvium 

3.397 

Non-command 

Older Alluvium 

1.445 

Non-command 

Older Alluvium 

12.762 

Non-command 

Younger Alluvium 

20.180 

Non-command 

Older Alluvium 

0.078 

Non-command 

Rhyolite 

0.018 

Non-command 

Older Alluvium 

2.705 

Non-command 

Older Alluvium 

9.641 

Non-command 

Older Alluvium 

8.590 

Non-command 

Older Alluvium 

15.871 

Non-command 

Older Alluvium 

0.607 

Non-command 

Rhyolite 

3.447 

Non-command 

Tertiary Sandstone 

9.661 

Non-command 

Older Alluvium 

4.345 

Non-command 

Rhyolite 

4.348 

Non-command 

Rhyolite 

47.080 

Non-command 

Rhyolite 

5.819 

Non-command 

Tertiary Sandstone 

2.056 

Non-command 

Older Alluvium 

0.930 

Non-command 

Older Alluvium 

1.094 

Non-command 

Rhyolite 

3.899 

Non-command 

Rhyolite 

11.393 

Non-command 

Tertiary Sandstone 

8.945 

Non-command 

Rhyolite 

24.324 

Non-command 

Rhyolite 

2.262 

Non-command 

Rhyolite 

5.288 

Non-command 

Rhyolite 

13.024 

Non-command 

Rhyolite 

9.679 

Non-command 

Rhyolite 

5.493 

Non-command 

Tertiary Sandstone 

8.048 

Non-command 

Rhyolite 

5.872 

Non-command 

Older Alluvium 

1.411 

Non-command 

Rhyolite 

12.341 

Non-command 

Rhyolite 

0.078 

Non-command 

Rhyolite 

8.523 

Non-command 

Tertiary Sandstone 

8.032 

Non-command 

Rhyolite 

2.104 

Non-command 

Tertiary Sandstone 

5.472 


with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

120,000 

120,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

100,000 

60,000 

120 

30,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

120,000 

120,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

20,000 

20,000 

120 

120,000 

120,000 

120 

110,000 

100,000 

120 

120,000 

120,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 



0.022 

0.028 

0.014 

0.014 

0.011 

0.011 



0.004 

0.004 

0.004 

0.004 


























































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


10.078 Fresh 



Chaklani 

0817000602214300 

0.890 

Fresh 

Chandoniyon Ki Dhani 

0817000602213600 

7.318 

Fresh 

Chooli 

0817000602210500 

16.110 

Fresh 


Non-command 


Non-command 


Non-command 


Danta 

0817000602212400 

18.141 

Fresh 

Daroora 

0817000602212600 

21.507 

Fresh 

Dewaniyon Ki Dhani 

0817000602220500 

14.754 

Fresh 


Dhandhu Pura 


Dholaniyon Ki Dhani 


Dhonari Nadi 


Dhoondha 


Galaberi 


Gehoon 


Ghane Ka Tala 


Gurisar 


Hajhaniyon Ki Dhani 


Hathitala 


Jalipa 


Non-command 


Non-command 


Non-command 



0817000602218900 

8.655 

0817000602212500 

10.893 

0817000602216600 

14.639 


0817000602214100 

9.222 

0817000602220600 

21.671 



0817000602212900 

14.361 

0817000602220700 

13.695 



0817000602219800 


0817000602213300 


11.799 Fresh 


0817000602210900 

11.579 

0817000602220000 

23.146 




Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



9.836 

Fresh 

2.242 

Fresh 

9.082 

Fresh 

12.661 

Fresh 


Jasai 

0817000602212200 

21.027 

Fresh 

Jatiya Kumaharon Ki Basti 

0817000602209900 

6.269 

Fresh 

Jethmalpura 

0817000802240600 

18.908 

Fresh 

Jharwa 

0817000602211000 

6.243 

Fresh 

Joona Patrasar 

0817000602217700 

29.022 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kamoipura 

0817000602211200 

3.777 

Fresh 

Kapoordi 

0817000602209700 

44.602 

Fresh 

Khara Rathoran 

0817000702231700 

10.589 

Fresh 

Khudasa 

0817000602224100 

14.179 

Saline 

Kotriya Tala 

0817000702231900 

3.412 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kudla 

0817000602216900 

2.151 

Fresh 

Kurja 

0817000602219200 

6.056 

Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Rhyolite 

9.661 

Non-command 

Tertiary Sandstone 

0.416 

Non-command 

Tertiary Sandstone 

0.890 

Non-command 

Tertiary Sandstone 

7.318 

Non-command 

Rhyolite 

7.145 

Non-command 

Tertiary Sandstone 

4.609 

Non-command 

Rhyolite 

18.141 

Non-command 

Rhyolite 

21.507 

Non-command 

Older Alluvium 

6.032 

Non-command 

Rhyolite 

7.511 

Non-command 

Older Alluvium 

0.870 

Non-command 

Rhyolite 

0.340 

Non-command 

Rhyolite 

8.655 

Non-command 

Rhyolite 

10.180 

Non-command 

Rhyolite 

2.032 

Non-command 

Rhyolite 

0.442 

Non-command 

Tertiary Sandstone 

8.313 

Non-command 

Rhyolite 

21.659 

Non-command 

Rhyolite 

0.012 

Non-command 

Older Alluvium 

2.770 

Non-command 

Older Alluvium 

2.995 

Non-command 

Older Alluvium 

1.687 

Non-command 

Older Alluvium 

0.148 

Non-command 

Rhyolite 

14.361 

Non-command 

Rhyolite 

1.221 

Non-command 

Older Alluvium 

2.340 

Non-command 

Rhyolite 

3.249 

Non-command 

Older Alluvium 

7.005 

Non-command 

Rhyolite 

1.860 

Non-command 

Rhyolite 

7.858 

Non-command 

Older Alluvium 

5.226 

Non-command 

Older Alluvium 

14.065 

Non-command 

Rhyolite 

8.221 

Non-command 

Tertiary Sandstone 

0.026 

Non-command 

Older Alluvium 

0.001 

Non-command 

Tertiary Sandstone 

2.242 

Non-command 

Tertiary Sandstone 

9.082 

Non-command 

Rhyolite 

1.822 

Non-command 

Tertiary Sandstone 

10.838 

Non-command 

Rhyolite 

18.558 

Non-command 

Tertiary Sandstone 

0.866 

Non-command 

Older Alluvium 

7.032 

Non-command 

Rhyolite 

2.502 

Non-command 

Older Alluvium 

2.505 

Non-command 

Rhyolite 

26.518 

Non-command 

Rhyolite 

0.181 

Non-command 

Tertiary Sandstone 

4.798 

Non-command 

Rhyolite 

1.182 

Non-command 

Older Alluvium 

1.268 

Non-command 

Older Alluvium 

0.032 

Non-command 

Rhyolite 

0.853 

Non-command 

Rhyolite 

2.151 

Non-command 

Rhyolite 

6.056 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

20,000 

20,000 

120 

120,000 

120,000 

120 

90,000 

70,000 

120 

20,000 

20,000 

120 

60,000 

40,000 

120 

30,000 

30,000 

120 

60,000 

40,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

120,000 

120,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

120,000 

120,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

50,000 

30,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.004 

0.004 

0.004 

0.004 



0.005 

0.005 

0.004 

0.008 

0.005 

0.005 









































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


(2) 

(3) 

(4) 

(5) 

Lakhetali 

0817000602209800 

8.494 

Fresh 

Lalaniyon Ki Dhani 

0817000602214700 

6.574 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Langera 

0817000602217300 

10.495 

Fresh 

Lani Kantha 

0817000602214800 

5.969 

Fresh 


Non-command 


Non-command 


Lolti Hight Bara 

0817000602219600 

5.322 

Fresh 

Loonoo Khurd 

0817000602210600 

7.110 

Fresh 

Lunu Agor 

0817000602210800 

13.411 

Fresh 

Lunu Kalan 

0817000602210700 

9.257 

Fresh 

Magne Ki Dhani 

0817000602216800 

7.457 

Fresh 

Mahabar 

0817000602220200 

40.972 

Fresh 


Maroodi 


Meethari Khurd 


Meethra 


Naya Bhurtiya 


Para 


Pindiyon Ka Tala 


Pokar Bhadu Ki Dhani 


Pumdro Ki Basti 


Purohition Ki Basti 


Radwa 


Ramderiya 


Ramderiya Tala 


Rampura Garal 


Ramsar Ka Kua 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0817000602217400 

5.364 

0817000602212300 

5.609 

0817000602220100 

30.958 



Saline 


20.593 Fresh 


Mithisar 

0817000602211900 

6.397 

Fresh 

Moodhonki Dhani 

0817000602210200 

8.317 

Fresh 

Naguesiyan Dhoondha 

0817000602214600 

8.166 

Fresh 

Nangana 

0817000602210100 

31.741 

Fresh 

Nathaniyon Ka Was 

0817000602215000 

8.134 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0817000602215200 

5.641 

0817000602217600 

40.439 

0817000602219100 

8.188 

0817000602224000 

6.517 

0817000602219000 

12.447 

0817000602210300 

9.242 

0817000602217900 

10.452 

0817000602218200 

9.720 

0817000802240700 

11.192 

0817000602219900 

9.930 

0817000602216700 

16.933 



Ranigaon Kalan 

0817000602218100 

5.896 

Fresh 

Rawatsar 

0817000602221000 

41.422 

Saline 

Sangana Kua 

0817000602220900 

11.194 

Saline 

Sansiyon Ka Tala 

0817000602219300 

6.940 

Fresh 

Sansiyon Ki Basti 

0817000602214500 

5.758 

Fresh 

Sanwlor 

0817000802240900 

36.318 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sar Ka Par 

0817000602213700 

4.165 

Fresh 

Sauonki Dhani 

0817000602215100 

8.393 

Fresh 


Non-command 


Non-command 


Segari 

0817000602218800 

10.003 

Fresh 

Shivkar 

0817000602220400 

14.526 

Fresh 

Somaniyon Ki Dhani 

0817000602212700 

11.285 

Fresh 

Surte Ka Tala 

0817000802241800 

9.778 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Tertiary Sandstone 

6.812 

Non-command 

Rhyolite 

6.570 

Non-command 

Tertiary Sandstone 

0.003 

Non-command 

Rhyolite 

10.495 

Non-command 

Rhyolite 

5.000 

Non-command 

Tertiary Sandstone 

0.969 

Non-command 

Older Alluvium 

1.494 

Non-command 

Rhyolite 

7.110 

Non-command 

Rhyolite 

10.797 

Non-command 

Rhyolite 

9.257 

Non-command 

Rhyolite 

7.457 

Non-command 

Older Alluvium 

5.861 

Non-command 

Rhyolite 

35.111 

Non-command 

Rhyolite 

5.364 

Non-command 

Rhyolite 

5.609 

Non-command 

Older Alluvium 

27.294 

Non-command 

Older Alluvium 

2.062 

Non-command 

Older Alluvium 

11.609 

Non-command 

Rhyolite 

8.498 

Non-command 

Rhyolite 

0.081 

Non-command 

Tertiary Sandstone 

8.317 

Non-command 

Tertiary Sandstone 

8.166 

Non-command 

Tertiary Sandstone 

4.223 

Non-command 

Rhyolite 

3.612 

Non-command 

Tertiary Sandstone 

2.213 

Non-command 

Tertiary Sandstone 

5.641 

Non-command 

Rhyolite 

31.671 

Non-command 

Rhyolite 

8.188 

Non-command 

Older Alluvium 

0.112 

Non-command 

Rhyolite 

12.447 

Non-command 

Tertiary Sandstone 

9.242 

Non-command 

Rhyolite 

10.452 

Non-command 

Older Alluvium 

0.060 

Non-command 

Older Alluvium 

8.865 

Non-command 

Older Alluvium 

4.396 

Non-command 

Rhyolite 

9.743 

Non-command 

Rhyolite 

5.338 

Non-command 

Older Alluvium 

4.310 

Non-command 

Rhyolite 

17.563 

Non-command 

Older Alluvium 

1.391 

Non-command 

Rhyolite 

0.003 

Non-command 

Rhyolite 

1.205 

Non-command 

Rhyolite 

6.940 

Non-command 

Tertiary Sandstone 

5.758 

Non-command 

Older Alluvium 

16.703 

Non-command 

Rhyolite 

19.616 

Non-command 

Tertiary Sandstone 

2.499 

Non-command 

Rhyolite 

7.248 

Non-command 

Tertiary Sandstone 

1.145 

Non-command 

Rhyolite 

10.003 

Non-command 

Rhyolite 

14.526 

Non-command 

Rhyolite 

11.285 

Non-command 

Older Alluvium 

0.722 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

120,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

100,000 

60,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

30,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

90,000 

70,000 

120 

100,000 

60,000 

120 

120,000 

120,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

120 

120,000 

120,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

20,000 

20,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

50,000 

30,000 

120 

120,000 

120,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

120,000 

120,000 

120 

110,000 

100,000 

120 

120,000 

120,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

60,000 

40,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 


(14) (15) 






0.007 

0.007 

0.007 

0.007 



0.004 

0.016 

0.007 

0.007 

0.018 

0.030 



0.014 

0.014 

0.014 

0.014 

0.101 

0.107 










































































































































































































































































































































































































































































































































































































































































Micro-watershed 



11008071 


Taratara 


Taratara Math 


Undkha 


Utarlai 


Vishnoiyon Ka Tala 


Adel Panji 


Asuon Ki Dhani 


Bhabhuon Ka Tala 


Bhabhuon Ki Beri 


Bhurtiya 


Chawa 


Chorliya Nada 


Chutroniyon Ki Dhani 


Dablisara 


Daukiyon Ki Dhani 


Dhiraniyon Ki Dhani 


Dhola Nada 


Dhooriyawas 


Dudiyo Ki Dhani 


East Matasar 


Gangasara 


Godaraon Ki Dhani 


Godaron Ki Beri 


Gule Ka Nadiya 


0817000802241700 


0817000802241100 


0817000602219400 


0817000602214200 


0817000702232000 



0817000602223500 


0817000202131800 


0817000502189600 


0817000602216600 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


17.214 Fresh 


15.864 Fresh 



0817000502180800 

4.015 

0817000602222300 

10.931 

0817000502180700 

3.299 


0817000502180500 

1.336 

0817000602215300 

30.883 

0817000602216500 

17.939 

0817000502189200 

10.279 

0817000202128200 

7.753 

0817000602215900 

7.042 

0817000602215500 

7.343 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Abhaniyon Ka Sara 

0817000602216000 

41.380 

Saline 

Adarsh Chawa 

0817000602216300 

5.681 

Saline 




4.298 

Saline 

28.098 

Saline 

14.735 

Fresh 

14.639 

Fresh 


Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0817000502182300 

8.833 

0817000602223000 

12.570 

0817000602215600 

20.207 


0817000602222900 

14.909 

0817000202128500 

11.507 

0817000502189500 

10.941 

0817000602216400 

3.475 



Hanuman Sagar 

0817000602221100 

5.348 

Saline 

Hodoo 

0817000502182600 

16.907 

Saline 

Indra Colony 

0817000602216200 

4.258 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Jananiyon Ki Dhani 

0817000502181600 

2.770 

Saline 

Jogasar 

0817000502182800 

15.979 

Saline 

Kerli 

0817000602221900 

6.796 

Saline 

Kerliwas 

0817000502182700 

6.961 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Khard Beri 

0817000502180400 

11.234 

Fresh 

Kharinga Kua 

0817000602216100 

9.145 

Saline 

Khariya Khurd 

0817000502189300 

6.861 

Saline 

Khoobri Beri 

0817000502180200 

11.838 

Fresh 

Koshloo 

0817000502188900 

6.215 

Saline 

Lakhoni Godaron Ki Dhani 

0817000502182100 

3.791 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

4.108 

Non-command 

Older Alluvium 

0.004 

Non-command 

Rhyolite 

7.068 

Non-command 

Tertiary Sandstone 

3.446 

Non-command 

Older Alluvium 

1.629 

Non-command 

Rhyolite 

0.044 

Non-command 

Tertiary Sandstone 

3.447 

Non-command 

Rhyolite 

1.800 

Non-command 

Tertiary Sandstone 

3.881 

Non-command 

Older Alluvium 

2.070 

Non-command 

Older Alluvium 

5.753 

Non-command 

Older Alluvium 

0.361 

Non-command 

Older Alluvium 

2.699 

Non-command 

Older Alluvium 

1.321 

Non-command 

Tertiary Sandstone 

10.352 

Non-command 

Tertiary Sandstone 

15.447 

Non-command 

Older Alluvium 

2.529 

Non-command 

Tertiary Sandstone 

0.333 

Non-command 

Tertiary Sandstone 

1.266 

Non-command 

Tertiary Sandstone 

3.186 

Non-command 

Tertiary Sandstone 

0.115 

Non-command 

Older Alluvium 

2.899 

Non-command 

Rhyolite 

2.350 

Non-command 

Older Alluvium 

0.714 

Non-command 

Tertiary Sandstone 

4.560 

Non-command 

Older Alluvium 

0.262 

Non-command 

Rhyolite 

0.625 

Non-command 

Rhyolite 

5.547 

Non-command 

Tertiary Sandstone 

5.992 

Non-command 

Older Alluvium 

0.124 

Non-command 

Rhyolite 

3.686 

Non-command 

Tertiary Sandstone 

0.009 

Non-command 

Tertiary Sandstone 

18.552 

Non-command 

Rhyolite 

5.431 

Non-command 

Tertiary Sandstone 

0.032 

Non-command 

Older Alluvium 

0.153 

Non-command 

Rhyolite 

0.040 

Non-command 

Tertiary Sandstone 

3.435 

Non-command 

Rhyolite 

5.348 

Non-command 

Older Alluvium 

1.019 

Non-command 

Rhyolite 

0.801 

Non-command 

Tertiary Sandstone 

3.457 

Non-command 

Older Alluvium 

1.338 

Non-command 

Rhyolite 

1.039 

Non-command 

Rhyolite 

6.796 

Non-command 

Older Alluvium 

1.145 

Non-command 

Rhyolite 

5.065 

Non-command 

Older Alluvium 

3.666 

Non-command 

Tertiary Sandstone 

8.931 

Non-command 

Older Alluvium 

5.823 

Non-command 

Older Alluvium 

0.309 

Non-command 

Older Alluvium 

0.333 

Non-command 

Older Alluvium 

3.791 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

120,000 

120,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

100,000 

60,000 

120 

20,000 

20,000 

120 

100,000 

60,000 

120 

120,000 

100,000 

120 

30,000 

30,000 

120 

120,000 

100,000 

120 

30,000 

30,000 

120 

120,000 

100,000 

120 

120,000 

120,000 

120 

100,000 

60,000 

120 

30,000 

30,000 

120 

120,000 

120,000 

120 

100,000 

60,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

100,000 

60,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

20,000 

20,000 

120 

100,000 

60,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

20,000 

20,000 

120 

120,000 

120,000 

120 

120,000 

100,000 

120 

20,000 

20,000 

120 

100,000 

60,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

100,000 

60,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

120,000 

100,000 

120 

100,000 

60,000 

120 

30,000 

30,000 

120 

120,000 

100,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

















































































































































































































































































































































































































































































































































































































Micro-watershed 


11008072 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


(2) 

(3) 

(4) 

(5) 

Lakhoni Meghwalon Ki Dhani 

0817000502181900 

3.129 

Saline 

Lookhon Ka Tala 

0817000602222600 

22.712 

Saline 


Meghwalon Ki Dhani 


Modaniyon Ki Dhani 


Moodhnon Ki Dhani 


Motiyoniyon Ka Tala 


Nathaniyon Ka Was 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 



0817000502189100 

8.428 

0817000502180600 

4.842 


0817000602221800 

13.294 

0817000602222400 

7.607 

0817000602215000 

8.134 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


19.111 Non-command 




Neembal Kot 

0817000502181700 

5.211 

Saline 

Neembal Nadi 

0817000502182000 

9.182 

Saline 

Nehron Ka Bera 

0817000502172000 

15.396 

Saline 

Nehron Ki Dhani 

0817000502189400 

29.493 

Saline 

Panani Dhatarwalon Ki Dhani 

0817000502181300 

7.185 

Saline 

Pananiyon Ka Tala 

0817000502182200 

5.624 

Saline 

Pooniyon Ki Basti 

0817000602221200 

5.460 

Saline 

Poulaniyon Ki Dhani 

0817000602222200 

10.777 

Saline 

Raikon Ki Dhani 

0817000602221300 

18.904 

Saline 


Saline Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Ramsar Ka Kua 

0817000602216700 

16.933 

Saline 

Rawatsar 

0817000602221000 

41.422 

Saline 


Saiyon Ka Tala 

0817000502181000 

4.843 

Saline 

Sangana Kua 

0817000602220900 

11.194 

Saline 

Sanjata 

0817000602222100 

14.811 

Saline 


Sarli 

0817000602222700 

7.724 

Saline 

Sarnoo Bhimji 

0817000602221500 

12.013 

Saline 

Sarnoo Chimanji 

0817000602221700 

9.900 

Saline 

Sarnoo Panji 

0817000602221400 

23.782 

Saline 



Siyagaon Ki Dhani 

0817000202128300 

5.926 

Saline 

Siyagon Ki Dhani Chak Nol 

0817000502181800 

6.032 

Saline 

South Matasar 

0817000602215700 

8.756 

Saline 

Wananiyon Ki Beri 

0817000502189000 

4.735 

Saline 

Aakora 

0817000802240800 

36.919 

Fresh 

Adarsh Undkha 

0817000602219500 

5.496 

Fresh 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Alamsar Khurd 

0817000502178300 

2.379 

Fresh 

Alamsariya 

0817000502178400 

3.550 

Fresh 

Alika Tala 

0817000602218500 

6.055 

Fresh 

Andeka Tala 

0817000602225300 

9.138 

Fresh 

Bachhraoo 

0817000802254200 

2.225 

Fresh 

Balau 

0817000602218700 

5.192 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

2.838 

Non-command 

Older Alluvium 

2.599 

Non-command 

Rhyolite 

12.340 

Non-command 

Tertiary Sandstone 

2.126 

Non-command 

Tertiary Sandstone 

0.691 

Non-command 

Older Alluvium 

2.000 

Non-command 

Older Alluvium 

4.270 

Non-command 

Older Alluvium 

0.404 

Non-command 

Rhyolite 

13.294 

Non-command 

Older Alluvium 

5.955 

Non-command 

Rhyolite 

0.743 

Non-command 

Tertiary Sandstone 

1.566 

Non-command 

Rhyolite 

0.335 

Non-command 

Tertiary Sandstone 

2.069 

Non-command 

Rhyolite 

0.267 

Non-command 

Tertiary Sandstone 

16.439 

Non-command 

Older Alluvium 

2.963 

Non-command 

Older Alluvium 

8.069 

Non-command 

Older Alluvium 

0.332 

Non-command 

Older Alluvium 

11.247 

Non-command 

Older Alluvium 

2.736 

Non-command 

Older Alluvium 

4.213 

Non-command 

Rhyolite 

5.460 

Non-command 

Older Alluvium 

10.777 

Non-command 

Rhyolite 

12.104 

Non-command 

Tertiary Sandstone 

6.759 

Non-command 

Rhyolite 

1.852 

Non-command 

Rhyolite 

38.512 

Non-command 

Tertiary Sandstone 

2.907 

Non-command 

Older Alluvium 

3.410 

Non-command 

Rhyolite 

6.037 

Non-command 

Older Alluvium 

12.846 

Non-command 

Rhyolite 

1.965 

Non-command 

Older Alluvium 

0.012 

Non-command 

Rhyolite 

2.771 

Non-command 

Rhyolite 

9.900 

Non-command 

Rhyolite 

3.778 

Non-command 

Tertiary Sandstone 

1.669 

Non-command 

Older Alluvium 

0.050 

Non-command 

Rhyolite 

4.574 

Non-command 

Tertiary Sandstone 

0.106 

Non-command 

Older Alluvium 

6.027 

Non-command 

Tertiary Sandstone 

8.374 

Non-command 

Older Alluvium 

3.295 

Non-command 

Older Alluvium 

0.539 

Non-command 

Older Alluvium 

0.256 

Non-command 

Rhyolite 

1.187 

Non-command 

Older Alluvium 

0.512 

Non-command 

Older Alluvium 

2.331 

Non-command 

Older Alluvium 

1.709 

Non-command 

Older Alluvium 

9.138 

Non-command 

Older Alluvium 

2.225 

Non-command 

Older Alluvium 

0.163 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

120,000 

120,000 

120 

120,000 

120,000 

120 

30,000 

30,000 

120 

120,000 

100,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

90,000 

70,000 

120 

100,000 

60,000 

120 

110,000 

100,000 

120 

120,000 

120,000 

120 

20,000 

20,000 

120 

120,000 

120,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

100,000 

60,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

100,000 

60,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

100,000 

60,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

120,000 

120,000 

120 

30,000 

30,000 

120 

120,000 

120,000 

120 

30,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 



Wells with 
Pumpset 


MCM 



0.014 0.014 


0.029 0.029 


0.007 

0.007 

0.032 

0.038 



0.058 

0.058 

0.005 

0.221 




















































































































































































































































































































































































































































































































































































































Village 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Beerron Ka Tala 


Beniwalsar 


Berdho Ki Dhani 


Beslaniyon Ka Tala 


Bhariyon Ki Basti 


Bhilon Ki Basti 


Bhilon Ki Dhani Kalan 


Bhomasar 


Bhookransar 


Booth Jetmal 


Doodhu 


Doongeron Ka Tala 


Erawala 


Girdhari Ka Tala 


Godaron Ka Tala 


Godaron Ki Dhani 


Goliyar 


Gomrakh Dham 


Hathitala 


Hathitala Station 


Himmatnagar 


Hudasar 


Jakhdon Ki Dhani 


Kao Ki Beri 


Khar Ki Beri 


Khardiya 


Kharthasar Nadi 


Khempura 


Khoome Ki Beri 


Kumharon Ka Tala 


Kundawa 


Lakhari Nadi 


Lakhasar 


Leelsar 


Loharwa 


Lolti Hight Bara 


Lookhon Ka Nada 


Lookhu 


Mando Ka Tala 


Mangta 


Meethiya Tala 


Meethra 


Meghwalon Ka Tala 


Megwalon Ka Tala 


Meyon Ka Tala 


Mhabar Peethal 


Misari Ki Beri 


Mukne Ka Tala 


Musalmano Ki Dhaniyan 


Census Code 

Area 


sq.km 

(3) 

(4) 



0817000802241400 

17.721 

0817000802254000 

5.123 

0817000602218600 

6.314 

0817000502170100 

15.760 

0817000802242700 

7.859 

0817000502177100 

14.933 

0817000502191200 

8.540 



0817000802241200 

10.620 

0817000802253800 

4.509 

0817000502170200 

18.707 

0817000502173500 

12.113 

0817000602224700 

15.475 

0817000802243100 

8.234 

0817000802243600 

5.921 

0817000802253700 

5.668 

0817000802242900 

2.540 

0817000802242600 

8.050 

0817000802241000 

11.799 

0817000602219800 

9.836 

0817000602218400 

11.122 

0817000502170700 

5.025 

0817000802241300 

11.629 

0817000602224900 

19.904 

0817000502177800 

4.673 

0817000502178000 

3.332 

0817000502169900 

10.876 

0817000602225000 

11.349 

0817000802254100 

5.152 

0817000502173800 

8.604 

0817000602226400 

11.506 

0817000502191300 

4.631 

0817000502191600 

8.827 

0817000802253900 

6.176 

0817000802253600 

7.312 

0817000502191500 

15.587 


0817000602219600 

5.322 

0817000502191800 

6.431 



0817000502177400 

10.673 

0817000602225200 

8.832 

0817000502170000 

17.015 

0817000502169700 

6.559 

0817000602220100 

30.958 

0817000502169800 

11.186 

0817000602225500 

15.411 

0817000502173200 

5.969 

0817000602219700 

20.593 

0817000502177300 

4.788 

0817000802243300 

9.048 

0817000502169400 

18.870 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Rhyolite 

0.036 

Non-command 

Older Alluvium 

11.318 

Non-command 

Older Alluvium 

5.123 

Non-command 

Older Alluvium 

4.903 

Non-command 

Older Alluvium 

14.552 

Non-command 

Older Alluvium 

5.920 

Non-command 

Older Alluvium 

6.206 

Non-command 

Older Alluvium 

8.534 

Non-command 

Older Alluvium 

0.001 

Non-command 

Older Alluvium 

10.620 

Non-command 

Older Alluvium 

4.509 

Non-command 

Older Alluvium 

14.070 

Non-command 

Older Alluvium 

1.516 

Non-command 

Older Alluvium 

12.903 

Non-command 

Older Alluvium 

8.234 

Non-command 

Older Alluvium 

0.050 

Non-command 

Older Alluvium 

3.779 

Non-command 

Older Alluvium 

0.220 

Non-command 

Older Alluvium 

2.165 

Non-command 

Older Alluvium 

2.934 

Non-command 

Older Alluvium 

7.889 

Non-command 

Older Alluvium 

11.122 

Non-command 

Older Alluvium 

0.588 

Non-command 

Older Alluvium 

11.629 

Non-command 

Older Alluvium 

19.904 

Non-command 

Older Alluvium 

4.673 

Non-command 

Older Alluvium 

2.751 

Non-command 

Older Alluvium 

10.875 

Non-command 

Older Alluvium 

11.349 

Non-command 

Older Alluvium 

4.899 

Non-command 

Older Alluvium 

3.489 

Non-command 

Older Alluvium 

0.059 

Non-command 

Older Alluvium 

4.593 

Non-command 

Older Alluvium 

0.001 

Non-command 

Older Alluvium 

6.176 

Non-command 

Older Alluvium 

0.839 

Non-command 

Older Alluvium 

0.991 

Non-command 

Older Alluvium 

6.533 

Non-command 

Older Alluvium 

3.828 

Non-command 

Older Alluvium 

0.794 

Non-command 

Older Alluvium 

0.079 

Non-command 

Older Alluvium 

6.727 

Non-command 

Older Alluvium 

8.832 

Non-command 

Older Alluvium 

16.669 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

1.520 

Non-command 

Older Alluvium 

5.289 

Non-command 

Older Alluvium 

13.871 

Non-command 

Older Alluvium 

5.969 

Non-command 

Older Alluvium 

0.486 

Non-command 

Older Alluvium 

1.624 

Non-command 

Older Alluvium 

2.864 

Non-command 

Older Alluvium 

1.018 



with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

120,000 

100,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

120,000 

100,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.014 

0.014 

0.019 

0.019 

1.200 

1.200 
























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


11008073 


Nimbasar Nadi 


Pachaniyon Ki Dhani 


Phoosaniyon Ka Tala 


Pooniyon Ka Tala 


Pooniyon Ki Beri 


Ramderiya 


Rampura Garal 


Rani Gaon 


Ranigaon Kalan 


Rawon Ki Beri 


Relon Ki Beri 


Rohila 


Roogpura 


Sadulaniyon Ka Tala 


Sanawara 


Sarnon Ka Tala 


Seelgan 


Sherpura 


Shiv Nagar 


Shivpura 


Shobhala Jetmal 


Siyagon Ki Dhani 


Siyolon Ki Dhani 


Sodiyar 


Sunaron Ki Beri 


Surte Ka Tala 


Sutharon Ki Dhani 


Sutharonka Kua 


Tajasar 


Taratara 


Taratara Math 


Thoriyawala 


Udasar 


Vishnoiyon Ki Dhani 


Adel 


Adel Panji 


Ankhiyan 


Asuon Ki Dhani 


Bakani Sarnon Ki Dhani 


Bakhse Ka Tala 


Bankasar 


Beriwala Tala 


0817000602218300 


0817000502170400 


0817000602225100 


0817000502170300 


0817000502177600 


0817000602218200 


0817000602219900 


0817000602218000 


0817000602218100 


0817000502177500 


0817000502172800 


0817000502177900 


0817000802254300 


0817000602225700 


0817000602224800 


0817000602225400 


0817000802241600 


0817000502191900 


0817000802243000 


0817000502170600 


0817000802242500 


0817000502173000 


0817000502173300 


0817000502172900 


0817000802243200 


0817000502177700 


0817000802241800 


0817000502191400 


0817000602225800 


0817000802241500 


0817000802241700 


0817000802241100 


0817000802254500 


0817000502178100 


0817000502173100 


0817000502180900 


sq.km 


( 4 ) 


8.945 


7.150 


4.789 


5.589 


3.739 


9.720 


9.930 


22.027 


5.896 


4.270 


9.164 


5.549 


1.432 


6.329 


11.066 


4.207 


5.605 


16.756 


9.877 


3.612 


2.381 


9.197 


6.461 


7.919 


4.173 


3.073 


9.778 


2.553 


3.187 


10.662 


17.214 


15.864 


4.698 


13.245 


6.134 


3.690 



0817000602222300 

10.931 

0817000502172500 

10.881 

0817000602223200 

14.708 

0817000602222800 

5.438 

0817000602220800 

21.636 



3.299 Fresh 


Saline 


Bhabhuon Ki Beri 


Bhatala @ Kharwa 


Bhilon Ka Gol 


0817000502180500 

1.336 

0817000502200800 

23.529 



0817000502171200 


11.634 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Older Alluvium 

8.945 

Non-command 

Older Alluvium 

0.740 

Non-command 

Older Alluvium 

4.789 

Non-command 

Older Alluvium 

0.003 

Non-command 

Older Alluvium 

3.575 

Non-command 

Older Alluvium 

9.660 

Non-command 

Older Alluvium 

1.186 

Non-command 

Older Alluvium 

0.154 

Non-command 

Older Alluvium 

4.505 

Non-command 

Older Alluvium 

4.270 

Non-command 

Older Alluvium 

0.055 

Non-command 

Older Alluvium 

5.549 

Non-command 

Older Alluvium 

0.455 

Non-command 

Older Alluvium 

0.551 

Non-command 

Older Alluvium 

10.751 

Non-command 

Older Alluvium 

4.207 

Non-command 

Older Alluvium 

0.261 

Non-command 

Older Alluvium 

0.126 

Non-command 

Older Alluvium 

4.277 

Non-command 

Older Alluvium 

0.325 

Non-command 

Older Alluvium 

2.381 

Non-command 

Older Alluvium 

9.197 

Non-command 

Older Alluvium 

6.301 

Non-command 

Older Alluvium 

6.208 

Non-command 

Older Alluvium 

4.173 

Non-command 

Older Alluvium 

2.718 

Non-command 

Older Alluvium 

6.711 

Non-command 

Older Alluvium 

0.085 

Non-command 

Older Alluvium 

0.425 

Non-command 

Older Alluvium 

6.607 

Non-command 

Older Alluvium 

13.107 

Non-command 

Older Alluvium 

15.861 

Non-command 

Older Alluvium 

0.441 

Non-command 

Older Alluvium 

0.008 

Non-command 

Older Alluvium 

5.672 

Non-command 

Older Alluvium 

0.805 

Non-command 

Older Alluvium 

2.885 

Non-command 

Older Alluvium 

1.927 

Non-command 

Older Alluvium 

0.018 

Non-command 

Older Alluvium 

0.487 

Non-command 

Older Alluvium 

5.696 

Non-command 

Older Alluvium 

5.179 

Non-command 

Older Alluvium 

1.642 

Non-command 

Older Alluvium 

13.779 

Non-command 

Older Alluvium 

5.438 

Non-command 

Older Alluvium 

0.415 

Non-command 

Rhyolite 

12.620 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

0.239 

Non-command 

Older Alluvium 

0.015 

Non-command 

Older Alluvium 

6.330 

Non-command 

Younger Alluvium 

0.164 

Non-command 

Older Alluvium 

2.630 



with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

30,000 

30,000 

120 

60,000 

40,000 

120 

120,000 

100,000 

120 

60,000 

40,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

30,000 

30,000 

120 

120,000 

100,000 

120 

30,000 

30,000 

120 

120,000 

100,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

120,000 

100,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

120,000 

100,000 

120 

30,000 

30,000 

120 

120,000 

100,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

120,000 

100,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.004 

0.004 

0.005 

0.005 

0.005 

0.005 



0.010 

0.010 

0.110 

0.110 


0.096 

0.096 

0.025 

0.025 

































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Budhrani Hudon Ki Dhani 


Chootoo 


Dhandhlawas 


Dhelani Nadi 


Dhiraniyon Ki Dhani 


Dhola Nada 


Dudiyo Ki Dhani 


Gangasara 


Garal 


Garal Sujan Singh 


Gudhamalani 


Guruon Ka Tala 


Hajhaniyon Ki Dhani 


Hudon Ka Tala 


Hukmani Khoton Ki Dhani 


Jaitaniyon Ki Dhani 


Jali Khera 


Jananiyon Ki Dhani 


Jooni Undari 


Kandhi Ki Dhani 


Khard Beri 


Khariya Khurd 


Khoobri Beri 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


0817000502181400 


0817000502180100 


( 5 ) 


6.060 Saline 


44.314 Fresh 



0817000502189900 

11.772 

0817000502180300 

4.239 



0817000602223500 

4.298 

0817000502189600 

14.735 




Saline 


12.916 Fresh 



0817000602223000 

12.570 

0817000602222900 

14.909 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0817000602224300 

5.778 

0817000602224200 

5.555 



Saline 


Fresh 


Saline 


13.695 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


10.941 Fresh Non-command 


Saline Non-command 



Goliya Garwa 

0817000502179800 

5.147 

Saline 

Goramaniyon Ki Dhani 

0817000502190000 

2.707 

Fresh 

Gorasiyon Ka Tala 

0817000602223100 

11.422 

Saline 


Non-command 


Non-command 


Non-command 



0817000502196900 

9.596 

0817000502172400 

10.626 


0817000602220000 

23.146 

0817000502172100 

11.312 

0817000502171600 

6.666 



0817000602223700 

1.531 

0817000502200600 

27.330 


0817000502181600 

2.770 

0817000502189700 

19.108 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Saline Non-command 



0817000502196800 

13.055 

0817000502180400 

11.234 

0817000502189300 

6.861 

0817000502180200 

11.838 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Older Alluvium 

6.060 

Non-command 

Older Alluvium 

27.551 

Non-command 

Older Alluvium 

0.695 

Non-command 

Younger Alluvium 

1.247 

Non-command 

Younger Alluvium 

6.435 

Non-command 

Younger Alluvium 

10.070 

Non-command 

Older Alluvium 

3.150 

Non-command 

Older Alluvium 

1.089 

Non-command 

Older Alluvium 

3.584 

Non-command 

Older Alluvium 

11.539 

Non-command 

Younger Alluvium 

0.404 

Non-command 

Older Alluvium 

2.529 

Non-command 

Younger Alluvium 

5.472 

Non-command 

Younger Alluvium 

5.834 

Non-command 

Rhyolite 

8.884 

Non-command 

Older Alluvium 

1.815 

Non-command 

Rhyolite 

7.663 

Non-command 

Older Alluvium 

0.013 

Non-command 

Older Alluvium 

0.089 

Non-command 

Older Alluvium 

0.301 

Non-command 

Rhyolite 

0.006 

Non-command 

Older Alluvium 

1.587 

Non-command 

Rhyolite 

5.291 

Non-command 

Older Alluvium 

2.153 

Non-command 

Older Alluvium 

8.381 

Non-command 

Younger Alluvium 

0.255 

Non-command 

Younger Alluvium 

0.560 

Non-command 

Younger Alluvium 

1.917 

Non-command 

Older Alluvium 

6.021 

Non-command 

Rhyolite 

5.401 

Non-command 

Younger Alluvium 

0.129 

Non-command 

Older Alluvium 

10.267 

Non-command 

Older Alluvium 

0.142 

Non-command 

Older Alluvium 

3.855 

Non-command 

Older Alluvium 

11.312 

Non-command 

Older Alluvium 

6.188 

Non-command 

Older Alluvium 

0.125 

Non-command 

Older Alluvium 

5.377 

Non-command 

Older Alluvium 

4.040 

Non-command 

Older Alluvium 

1.531 

Non-command 

Younger Alluvium 

3.324 

Non-command 

Younger Alluvium 

2.802 

Non-command 

Older Alluvium 

1.432 

Non-command 

Older Alluvium 

0.012 

Non-command 

Younger Alluvium 

0.217 

Non-command 

Older Alluvium 

2.810 

Non-command 

Younger Alluvium 

16.068 

Non-command 

Older Alluvium 

1.584 

Non-command 

Older Alluvium 

7.128 

Non-command 

Younger Alluvium 

6.758 

Non-command 

Older Alluvium 

7.568 

Non-command 

Older Alluvium 

1.039 

Non-command 

Older Alluvium 

11.025 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

30,000 

30,000 

120 

120,000 

100,000 

120 

30,000 

30,000 

120 

80,000 

60,000 

120 

30,000 

30,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

120,000 

100,000 

120 

150,000 

120,000 

120 

30,000 

30,000 

120 

80,000 

60,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

60,000 

40,000 

120 

30,000 

30,000 

120 

90,000 

70,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

120,000 

100,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

80,000 

60,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

120,000 

100,000 

120 

30,000 

30,000 

120 

120,000 

100,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

150,000 

120,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

120,000 

100,000 

120 

150,000 

120,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

120,000 

100,000 

120 

30,000 

30,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

30,000 

30,000 

120 

120,000 

100,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

( 15 ) 

( 16 ) 

0.011 

0.015 

0.204 

0.204 

- 

- 

0.007 

0.007 

0.025 

0.025 

0.360 

0.360 

0.012 

0.012 

0.004 

0.004 



0.050 

0.050 

0.025 

0.025 



0.007 

0.007 

0.024 

0.024 



0.014 

0.014 

0.058 

0.058 

0.011 

0.011 



0.014 

0.014 

0.047 

0.047 

0.270 

0.270 

0.012 

0.012 

0.007 

0.007 

0.050 

0.050 

0.012 

0.026 























































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


Malpura 


Mangle Ki Beri 


11008074 


Maylon Ka Der 


Meethra 


Modaniyon Ki Dhani 


Modawas 


Moodhon Ka Tala 


Motiyoniyon Ka Tala 


Nagar 


Nai Undari 


Naukh 


Naya Nagar 


Neembal Kot 


Nehron Ka Bera 


Nehron Ka Tala 


Nehron Ki Dhani 


Nehron Ki Dhani Khurd 


Nokhra 


Panani Dhatarwalon Ki Dhani 


Pokar Bhadu Ki Dhani 


Ranasar Khurd 


Ratanpura 


Rathoron Ki Dhani@ Maliyon Ki D 


Rawali Nadi 


Sadecha 


Saiyon Ka Tala 


Sangana Kua 


Sara 


Sarli 


Sarli Kalan 


Sarnon Ka Tala 


Sidhaniyon Ki Dhani 


Siyagon Ki Dhani 


Siyagon Ki Dhani Chak Nol 


Sutharon Ka Tala 


Sutharon Ki Beri 


Thoriyon Ka Tala 


Udaniyon Ki Dhani 


Aakora 


Ajaniyon Ki Dhani 


sq.km 


(4) (5) 


16.635 Saline 



0817000502171500 


0817000502180000 


14.179 Fresh 


Saline 


22.712 Saline 


9.973 Fresh 


10.870 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0817000602223800 


0817000602220100 


0817000502180600 


0817000502200400 


0817000602225600 


0817000602222400 


0817000502190200 


0817000502200500 


0817000602223600 


0817000502190300 


0817000502181700 


0817000502172000 


0817000502172300 


0817000502189400 


0817000502171900 


0817000502172200 


0817000502181300 


0817000602224000 


0817000502179500 


0817000502204200 


0817000502196700 


0817000502190100 


0817000502181500 


0817000502181000 


0817000602220900 


0817000502200900 


0817000602222700 


0817000602223400 


0817000502181200 


0817000602226300 


0817000602223300 


0817000502181800 


0817000602224400 


0817000502181100 


0817000502171400 


0817000502196600 


0817000802240800 


0817000502176500 


10.856 


30.958 


4.842 


7.168 


17.525 


7.607 


8.211 


12.158 


5.416 


7.497 


5.211 


15.396 


8.166 


29.493 


5.754 


9.397 


7.185 


6.517 


21.711 


6.567 


15.744 


13.752 


9.665 


4.843 


11.194 


25.828 


7.724 


16.851 


5.233 


6.157 


3.680 


6.032 


8.114 


2.662 


8.989 


16.068 


36.919 


3.714 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.337 

Non-command 

Younger Alluvium 

4.944 

Non-command 

Older Alluvium 

2.100 

Non-command 

Older Alluvium 

9.609 

Non-command 

Older Alluvium 

3.000 

Non-command 

Rhyolite 

4.773 

Non-command 

Older Alluvium 

4.505 

Non-command 

Older Alluvium 

1.726 

Non-command 

Younger Alluvium 

3.760 

Non-command 

Younger Alluvium 

3.003 

Non-command 

Older Alluvium 

10.856 

Non-command 

Older Alluvium 

0.083 

Non-command 

Older Alluvium 

0.122 

Non-command 

Older Alluvium 

0.046 

Non-command 

Younger Alluvium 

1.695 

Non-command 

Older Alluvium 

2.292 

Non-command 

Older Alluvium 

1.652 

Non-command 

Younger Alluvium 

6.206 

Non-command 

Younger Alluvium 

1.922 

Non-command 

Younger Alluvium 

0.159 

Non-command 

Older Alluvium 

5.416 

Non-command 

Younger Alluvium 

7.497 

Non-command 

Older Alluvium 

2.247 

Non-command 

Older Alluvium 

15.063 

Non-command 

Older Alluvium 

1.500 

Non-command 

Older Alluvium 

6.666 

Non-command 

Older Alluvium 

11.724 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

5.754 

Non-command 

Older Alluvium 

9.397 

Non-command 

Older Alluvium 

4.449 

Non-command 

Older Alluvium 

6.405 

Non-command 

Older Alluvium 

0.733 

Non-command 

Younger Alluvium 

0.005 

Non-command 

Younger Alluvium 

2.152 

Non-command 

Younger Alluvium 

2.217 

Non-command 

Younger Alluvium 

11.535 

Non-command 

Older Alluvium 

9.665 

Non-command 

Older Alluvium 

1.433 

Non-command 

Rhyolite 

3.952 

Non-command 

Older Alluvium 

0.029 

Non-command 

Older Alluvium 

7.713 

Non-command 

Older Alluvium 

16.851 

Non-command 

Older Alluvium 

5.233 

Non-command 

Older Alluvium 

0.292 

Non-command 

Older Alluvium 

3.680 

Non-command 

Older Alluvium 

0.005 

Non-command 

Older Alluvium 

0.112 

Non-command 

Older Alluvium 

2.662 

Non-command 

Older Alluvium 

0.444 

Non-command 

Younger Alluvium 

0.042 

Non-command 

Older Alluvium 

9.990 

Non-command 

Older Alluvium 

3.714 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

120,000 

100,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

120,000 

100,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

120,000 

100,000 

120 

30,000 

30,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

30,000 

30,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

80,000 

60,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

120,000 

100,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

120,000 

100,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

60,000 

40,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

60,000 

40,000 

120 

30,000 

30,000 

120 

120,000 

100,000 

120 

30,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 



0.011 0.011 



0.011 

0.015 

0.012 

0.012 

0.014 

0.014 



0.029 

0.029 

0.010 

0.010 


0.382 

0.382 

0.050 

0.050 

0.004 

0.004 

0.011 

0.011 

0.576 

0.576 



0.096 

0.096 

0.119 

0.119 

0.029 

0.029 



0.058 

0.058 

0.007 

0.007 

0.018 

0.018 

0.004 

0.008 






































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Ambedkar Nagar 


Ami Mohammad Shahki Basti 


Ardarsh Lookhoo 


Bachhonion Ki Dhani 


Bamnor Ameershah 


Bamnor Bhanwarshah 


Banda Bera 


Bano Ki Beri 


Beerron Ka Tala 


Bhaduon Ki Beri 


Bhadupura 


Bhalisar 


Bhariyon Ki Basti 


Bhilon Ki Basti 


Bhookron Ka Tala 


Boodhe Ka Tala 


Budiyon Ka Tala 


Dhorimanna 


Doodhu 


Doodiya Kalan 


Dudhwa Khurd 


Dungerpura 


Gadra 


Genaniyon Ka Tala 


Girdhari Ka Tala 


Godaron Ka Tala 


Godaron Ki Dhani 


Goliyar 


Guneshaniyon Ki Dhani 


Hirken Ka Than 


Isrol 


Janiyawala 


Jaton Ki Basti 


Katarla 


Katarla Khileriyan 


Kharad 


Khardiya 


Khempura 


Khoome Ki Beri 


Koja 


Kundawa 


Leelsar 


Leelsar Dakhnad 


Loharwa 


Lookhu 


Mahendrapura 


Mangta 


Meethiya Tala 


Meethra Khurd 


Meghwalon Ka Tala 


Census Code 

Area 

sq.km 

(3) 

(4) 

0817000802254800 

3.257 

0817000802255100 

6.904 

0817000502178700 

3.505 

0817000802243500 

9.230 

0817000802255000 

3.882 

0817000802255200 

10.633 

0817000802255500 

19.710 

0817000502173600 

7.241 

0817000802241400 

17.721 

0817000502192500 

5.549 

0817000802242300 

1.607 

0817000502174200 

3.636 

0817000802242700 

7.859 

0817000502177100 

14.933 

0817000502175800 

5.514 

0817000502174100 

12.543 

0817000802253400 

7.201 

0817000502176800 

10.475 

0817000502173500 

12.113 

0817000502169600 

7.264 

0817000802240400 

12.377 

0817000802241900 

6.716 

0817000502176600 

7.272 

0817000502173400 

4.717 

0817000802243600 

5.921 

0817000502169500 

7.962 

0817000802253700 

5.668 

0817000802242900 

2.540 

0817000802242600 

8.050 

0817000502176900 

12.160 



0817000502175900 

4.065 

0817000802243400 

28.962 

0817000802254400 

2.150 

0817000802243900 

14.875 

0817000502192700 

4.771 

0817000502192600 

4.797 

0817000502177000 

4.555 

0817000502169900 

10.876 

0817000802254100 

5.152 

0817000502173800 

8.604 

0817000502176300 

14.111 

0817000502191300 

4.631 

0817000802253600 

7.312 

0817000802253500 

6.782 

0817000502191500 

15.587 


0817000502177400 

10.673 

0817000802240500 

23.694 

0817000502170000 

17.015 

0817000502169700 

6.559 

0817000502175700 

9.401 

0817000502169800 

11.186 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

2.938 

Non-command 

Older Alluvium 

4.552 

Non-command 

Older Alluvium 

3.505 

Non-command 

Older Alluvium 

9.188 

Non-command 

Older Alluvium 

2.473 

Non-command 

Older Alluvium 

0.999 

Non-command 

Older Alluvium 

19.248 

Non-command 

Older Alluvium 

7.241 

Non-command 

Older Alluvium 

6.404 

Non-command 

Older Alluvium 

5.418 

Non-command 

Older Alluvium 

1.607 

Non-command 

Older Alluvium 

3.636 

Non-command 

Older Alluvium 

1.939 

Non-command 

Older Alluvium 

8.726 

Non-command 

Older Alluvium 

5.235 

Non-command 

Older Alluvium 

6.440 

Non-command 

Older Alluvium 

2.706 

Non-command 

Older Alluvium 

10.475 

Non-command 

Older Alluvium 

10.597 

Non-command 

Older Alluvium 

7.264 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

6.716 

Non-command 

Older Alluvium 

1.681 

Non-command 

Older Alluvium 

4.717 

Non-command 

Older Alluvium 

5.871 

Non-command 

Older Alluvium 

7.962 

Non-command 

Older Alluvium 

1.888 

Non-command 

Older Alluvium 

2.321 

Non-command 

Older Alluvium 

5.885 

Non-command 

Older Alluvium 

12.152 

Non-command 

Older Alluvium 

0.008 

Non-command 

Older Alluvium 

2.957 

Non-command 

Older Alluvium 

24.774 

Non-command 

Older Alluvium 

2.150 

Non-command 

Older Alluvium 

1.046 

Non-command 

Older Alluvium 

1.065 

Non-command 

Older Alluvium 

4.452 

Non-command 

Older Alluvium 

4.555 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

0.253 

Non-command 

Older Alluvium 

5.115 

Non-command 

Older Alluvium 

1.309 

Non-command 

Older Alluvium 

0.037 

Non-command 

Older Alluvium 

6.473 

Non-command 

Older Alluvium 

6.777 

Non-command 

Older Alluvium 

1.942 

Non-command 

Older Alluvium 

1.345 

Non-command 

Older Alluvium 

3.946 

Non-command 

Older Alluvium 

0.995 

Non-command 

Older Alluvium 

0.346 

Non-command 

Older Alluvium 

6.559 

Non-command 

Older Alluvium 

3.267 

Non-command 

Older Alluvium 

5.897 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

45,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.007 



0.050 

0.062 

0.184 

0.244 

0.090 

0.090 



0.014 

0.020 

0.018 

0.018 

0.014 

0.020 
















































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



11008075 


Megwalon Ki Basti 


Misari Ki Beri 


Mithabera 


Mukne Ka Tala 


Musalmano Ki Dhaniyan 


Musalmanon Ki Dhani 


Nedi Nari 


Neembali 


Pawariya 


Ramderiya 


Ranisar 


Rarli 


Roogpura 


Sakriya Tala 


Sanau 


Sarnon Ka Tala 


Seelgan 


Sherpura 


Shiv Mandir 


Sinhagpura 


Siyagon Ki Dhani 


Sudaberi 


Sudaberi Khurd 


Sunaron Ki Dhaniyan 


Surte Ka Tala 


Surte Ki Beri 


Sutharon Ki Dhani 


Swamiyon Ki Beri 


Tajasar 


Teja Ki Dhani 


Thathar Kader 


Thoriyawala 


Aakli 


Alamsar Khurd 


Alamsariya 


Band 


Bankana 


Berro Ka Pana 


Beslaniyon Ka Tala 


Bhadrai 


Bhaduon Ki Beri 


Bhali Khal 


Census Code 

Area 


sq.km 

(3) 

(4) 

0817000502177200 

2.272 

0817000502177300 

4.788 

0817000802254900 

5.155 

0817000802243300 

9.048 

0817000502169400 

18.870 

0817000502174400 

11.966 

0817000502176400 

5.726 

0817000802242400 

14.639 

0817000802253100 

7.347 

0817000802242800 

8.212 

0817000802242100 

8.167 



0817000802242200 

12.409 

0817000802254300 

1.432 

0817000802254600 

2.390 

0817000802242000 

19.388 


0817000802241600 

5.605 

0817000502191900 

16.756 


0817000802243000 

9.877 

0817000502176700 

7.829 

0817000802253200 

10.021 

0817000502173300 

6.461 

0817000502192300 

12.539 

0817000502192400 

4.877 

0817000502174000 

9.647 

0817000802241800 

9.778 

0817000502173700 

5.037 

0817000502191400 

2.553 

0817000502173900 

3.497 

0817000802241500 

10.662 

0817000502174300 

29.334 

0817000802254700 

2.656 

0817000802254500 

4.698 

0817000502195000 

18.706 

0817000502178300 

2.379 

0817000502178400 

3.550 

0817000502178800 

7.849 

0817000602225900 

6.252 

0817000502197600 

5.545 


0817000502170100 

15.760 

0817000502195600 

2.613 

0817000502192500 

5.549 

0817000502190700 

21.495 



( 6 ) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Narmada Canal 


Non-command 


Non-command 


Non-command 


Non-command 


Narmada Canal 


Narmada Canal 


Non-command 


Narmada Canal 


Non-command 


Non-command 



Bhambhuon Ka Bas 

0817000502197300 

9.600 

Saline 

Bhilon Ki Dhani 

0817000502178600 

9.725 

Fresh 

Bhilon Ki Dhani Kalan 

0817000502191200 

8.540 

Fresh 

Bhimthal 

0817000502192200 

10.480 

Fresh 


Narmada Canal 


Non-command 


Non-command 


Narmada Canal 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

2.272 

Non-command 

Older Alluvium 

3.164 

Non-command 

Older Alluvium 

0.032 

Non-command 

Older Alluvium 

6.184 

Non-command 

Older Alluvium 

17.853 

Non-command 

Older Alluvium 

11.929 

Non-command 

Older Alluvium 

4.876 

Non-command 

Older Alluvium 

3.189 

Non-command 

Older Alluvium 

5.030 

Non-command 

Older Alluvium 

8.212 

Non-command 

Older Alluvium 

3.182 

Non-command 

Older Alluvium 

0.286 

Non-command 

Older Alluvium 

11.935 

Non-command 

Older Alluvium 

0.977 

Non-command 

Older Alluvium 

2.390 

Non-command 

Older Alluvium 

5.449 

Non-command 

Older Alluvium 

0.466 

Non-command 

Older Alluvium 

5.345 

Non-command 

Older Alluvium 

0.231 

Non-command 

Older Alluvium 

3.627 

Non-command 

Older Alluvium 

5.599 

Non-command 

Older Alluvium 

7.829 

Non-command 

Older Alluvium 

2.138 

Non-command 

Older Alluvium 

0.160 

Non-command 

Older Alluvium 

0.326 

Non-command 

Older Alluvium 

1.791 

Non-command 

Older Alluvium 

9.647 

Non-command 

Older Alluvium 

2.345 

Non-command 

Older Alluvium 

5.037 

Non-command 

Older Alluvium 

2.468 

Non-command 

Older Alluvium 

3.497 

Non-command 

Older Alluvium 

4.056 

Non-command 

Older Alluvium 

0.813 

Non-command 

Older Alluvium 

2.656 

Non-command 

Older Alluvium 

4.257 

Command 

Younger Alluvium 

0.784 

Non-command 

Older Alluvium 

1.867 

Non-command 

Older Alluvium 

1.219 

Non-command 

Older Alluvium 

0.219 

Non-command 

Older Alluvium 

6.252 

Command 

Younger Alluvium 

2.045 

Command 

Younger Alluvium 

2.637 

Non-command 

Older Alluvium 

1.208 

Command 

Younger Alluvium 

2.227 

Non-command 

Older Alluvium 

0.131 

Non-command 

Older Alluvium 

0.384 

Non-command 

Younger Alluvium 

0.023 

Non-command 

Older Alluvium 

0.499 

Non-command 

Younger Alluvium 

7.809 

Command 

Younger Alluvium 

7.170 

Non-command 

Older Alluvium 

9.001 

Non-command 

Older Alluvium 

0.005 

Command 

Older Alluvium 

0.049 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

30,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

30,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

120,000 

100,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

120,000 

100,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

30,000 

30,000 

120 

60,000 

40,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.083 


0.079 




0.050 

0.050 

0.004 

0.004 



0.007 

0.011 

0.007 

0.007 

0.029 

0.041 




































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Booth Jetmal 


Borcharnan 


Der 


Dharmpura 


Dholpaliya Nada 


Doodasar 


Doongeron Ka Tala 


Dudapur 


Garal Sujan Singh 


Goliya Jetmal 


Hathitala 


Heraj Ka Gol 


Himmatnagar 


Jaduon Ki Nadi 


Jakhron Ki Dhani 


Kheecharo Ka Was 


Khudasa 


Kumharon Ka Tala 


Lakhari Nadi 


Lalaniyon Ki Dhani 


Laxmanpura 


Legon Ki Dhani 


Loharwa 


Lookhon Ka Nada 


Machron Ki Dhani 


Meethi Beri 


Megwalon Ka Tala 


0817000502170200 

18.707 

0817000502195400 

5.093 

0817000502192000 

4.915 



0817000502170900 

7.300 

0817000502171300 

8.291 

0817000502171100 

3.368 

0817000602224700 

15.475 

0817000502178200 

2.308 

0817000602224200 

5.555 

0817000502172600 

13.192 

0817000602219800 

9.836 

0817000502197400 

2.285 

0817000502170700 

5.025 

0817000602224600 

3.405 

0817000502192100 

9.086 


Janiyon Ki Dhani 

0817000502195500 

5.417 

Saline 

Jogesar Kua 

0817000602224500 

4.925 

Fresh 

Joona Khera 

0817000502190800 

4.524 

Saline 


( 6 ) 


Non-command 


Narmada Canal 


Non-command 


Non-command 


Narmada Canal 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Narmada Canal 


Non-command 


Non-command 


Narmada Canal 


Non-command 


Narmada Canal 


Non-command 


Narmada Canal 



Kadwasron Ki Dhani 

0817000602223900 

8.712 

Fresh 

Kagau 

0817000602226200 

8.935 

Fresh 

Khar Ki Beri 

0817000502178000 

3.332 

Fresh 

Kharodi 

0817000502190900 

8.724 

Saline 


Non-command 


Non-command 


Non-command 


Narmada Canal 



0817000502179300 

9.109 

0817000602224100 

14.179 



Saline 


13.185 Fresh 


Saline 


12.950 Fresh 



0817000602226400 

11.506 

0817000502191600 

8.827 

0817000502196300 

11.890 


0817000502171000 

3.269 

0817000602226100 

4.325 

0817000502191500 

15.587 

0817000502191800 

6.431 



0817000502197500 

4.767 

0817000502172700 

15.850 

0817000602225500 

15.411 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Narmada Canal 


Narmada Canal 


Non-command 


Non-command 


Narmada Canal 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Narmada Canal 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.023 

Command 

Older Alluvium 

2.033 

Command 

Younger Alluvium 

2.018 

Non-command 

Older Alluvium 

4.414 

Non-command 

Older Alluvium 

4.636 

Command 

Younger Alluvium 

4.492 

Non-command 

Older Alluvium 

0.178 

Non-command 

Older Alluvium 

4.434 

Non-command 

Older Alluvium 

7.300 

Non-command 

Older Alluvium 

1.287 

Non-command 

Older Alluvium 

2.420 

Non-command 

Older Alluvium 

2.572 

Non-command 

Older Alluvium 

2.308 

Non-command 

Older Alluvium 

3.329 

Non-command 

Older Alluvium 

10.829 

Non-command 

Older Alluvium 

1.946 

Command 

Younger Alluvium 

2.285 

Non-command 

Older Alluvium 

4.437 

Non-command 

Older Alluvium 

3.405 

Command 

Older Alluvium 

1.241 

Non-command 

Older Alluvium 

7.844 

Command 

Younger Alluvium 

5.099 

Non-command 

Older Alluvium 

4.925 

Command 

Older Alluvium 

0.687 

Command 

Younger Alluvium 

2.312 

Non-command 

Older Alluvium 

0.726 

Non-command 

Younger Alluvium 

0.799 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

8.935 

Non-command 

Older Alluvium 

0.580 

Command 

Older Alluvium 

0.903 

Command 

Younger Alluvium 

0.316 

Non-command 

Older Alluvium 

2.796 

Non-command 

Younger Alluvium 

4.709 

Non-command 

Older Alluvium 

5.438 

Non-command 

Older Alluvium 

0.836 

Non-command 

Older Alluvium 

0.366 

Non-command 

Older Alluvium 

10.061 

Non-command 

Older Alluvium 

0.124 

Command 

Younger Alluvium 

0.002 

Command 

Younger Alluvium 

0.055 

Non-command 

Older Alluvium 

11.448 

Non-command 

Older Alluvium 

8.827 

Command 

Younger Alluvium 

1.706 

Non-command 

Younger Alluvium 

2.644 

Non-command 

Older Alluvium 

2.994 

Non-command 

Older Alluvium 

4.325 

Non-command 

Older Alluvium 

4.777 

Non-command 

Older Alluvium 

1.646 

Non-command 

Older Alluvium 

3.912 

Command 

Younger Alluvium 

4.767 

Non-command 

Older Alluvium 

12.256 

Non-command 

Older Alluvium 

1.540 


with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

60,000 

40,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

120,000 

100,000 

120 

60,000 

40,000 

120 

30,000 

30,000 

120 

120,000 

100,000 

120 

60,000 

40,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

60,000 

40,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

80,000 

60,000 

120 

30,000 

30,000 

120 

60,000 

40,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

120,000 

100,000 

120 

60,000 

40,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

120,000 

100,000 

120 

60,000 

40,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.005 

0.012 

0.047 

0.047 



0.144 

0.144 

0.072 

0.072 

0.312 

0.312 



0.014 

0.014 

0.132 

0.132 


0.007 

0.007 

0.047 

0.058 

0.014 

0.014 

0.038 

0.038 



0.096 

0.096 

0.018 

0.018 



0.004 

0.004 

0.084 

0.084 



0.144 

0.144 

0.034 

0.034 



0.040 

0.040 

0.648 

0.648 










































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


(2) 

(3) 

(4) 

(5) 

Megwalon Ki Dhani 

0817000602226500 

3.993 

Fresh 

Mehloo 

0817000502170800 

5.607 

Fresh 

Mokhawa 

0817000502190400 

15.481 

Saline 

Moodhon Ka Tala 

0817000602225600 

17.525 

Fresh 

Moodhsar 

0817000502196000 

3.360 

Fresh 


Type of Area (Command / N< 
command) 


Pachaniyon Ki Dhani 


Peeprali 


( 6 ) 


Non-command 


Non-command 


Non-command 


Non-command 


Narmada Canal 



0817000502170400 

7.150 

0817000502197700 

13.202 




Non-command 


Non-command 


Narmada Canal 


Narmada Canal 


Narmada Canal 



Pooniyon Ka Tala 

0817000502170300 

5.589 

Fresh 

Pooniyon Ki Beri 

0817000502177600 

3.739 

Fresh 

Pujan Beri 

0817000502197200 

12.645 

Saline 

Raiko Ki Dhani 

0817000602226600 

1.335 

Fresh 

Ramji Ka Golphanta 

0817000502198000 

8.918 

Fresh 

Ramnagar 

0817000502170500 

12.657 

Fresh 

Rampura Garal 

0817000602219900 

9.930 

Fresh 

Relon Ki Beri 

0817000502172800 

9.164 

Fresh 

Ridmlaniyon Ki Dhani 

0817000602226000 

5.746 

Fresh 

Sadulaniyon Ka Tala 

0817000602225700 

6.329 

Fresh 

Saiyon Ka Goliya 

0817000502191700 

3.511 

Saline 


Non-command 


Non-command 


Narmada Canal 


Non-command 


Narmada Canal 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sanawara 

0817000602224800 

11.066 

Fresh 

Sanawara Kalan 

0817000502196200 

6.744 

Saline 


11008076 



Sauon Ka Goliya 


Seelgan 


Shiv Nagar 


Shivji Ka Mandir 


Sidhaniyon Ki Dhani 


Siyolon Ki Dhani 


Sudaberi Khurd 


Sunaron Ki Beri 


Sutharon Ka Tala 


Sutharonka Kua 


Tajaniyon Ki Dhani 


Thoriyon Ka Tala 


Udasar 


Vishnoiyon Ki Dhani 


Aakli 


0817000502170600 

3.612 

0817000502194700 

5.504 

0817000602226300 

6.157 

0817000502172900 

7.919 

0817000502192400 

4.877 

0817000502177700 

3.073 

0817000602224400 

8.114 

0817000602225800 

3.187 

0817000502191000 

3.905 

0817000502171400 

8.989 

0817000502178100 

13.245 

0817000502173100 

6.134 

0817000502195000 

18.706 



Andaniyon Ki Dhani 


0817000502193600 


Non-command 


Narmada Canal 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Narmada Canal 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Narmada Canal 


Narmada Canal 


7.311 Saline Narmada Canal 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

3.993 

Non-command 

Older Alluvium 

5.607 

Non-command 

Younger Alluvium 

0.036 

Non-command 

Older Alluvium 

13.173 

Command 

Older Alluvium 

0.011 

Command 

Younger Alluvium 

0.023 

Command 

Older Alluvium 

0.248 

Command 

Younger Alluvium 

3.078 

Command 

Older Alluvium 

0.737 

Command 

Younger Alluvium 

9.631 

Non-command 

Older Alluvium 

0.420 

Non-command 

Older Alluvium 

6.410 

Command 

Younger Alluvium 

4.689 

Command 

Younger Alluvium 

2.857 

Command 

Older Alluvium 

0.515 

Command 

Younger Alluvium 

0.154 

Command 

Older Alluvium 

0.090 

Command 

Younger Alluvium 

0.016 

Non-command 

Older Alluvium 

5.586 

Non-command 

Older Alluvium 

0.164 

Command 

Younger Alluvium 

1.504 

Non-command 

Older Alluvium 

1.335 

Command 

Younger Alluvium 

2.349 

Non-command 

Older Alluvium 

12.657 

Non-command 

Older Alluvium 

4.349 

Non-command 

Older Alluvium 

9.109 

Non-command 

Older Alluvium 

5.746 

Non-command 

Older Alluvium 

5.778 

Non-command 

Older Alluvium 

3.129 

Non-command 

Younger Alluvium 

0.382 

Non-command 

Older Alluvium 

0.315 

Command 

Younger Alluvium 

6.430 

Non-command 

Younger Alluvium 

0.275 

Non-command 

Older Alluvium 

2.527 

Non-command 

Older Alluvium 

1.740 

Non-command 

Older Alluvium 

0.277 

Non-command 

Older Alluvium 

12.495 

Non-command 

Older Alluvium 

3.287 

Command 

Younger Alluvium 

1.054 

Non-command 

Older Alluvium 

5.865 

Non-command 

Older Alluvium 

1.711 

Non-command 

Older Alluvium 

1.797 

Non-command 

Older Alluvium 

0.355 

Non-command 

Older Alluvium 

8.002 

Non-command 

Older Alluvium 

2.763 

Non-command 

Older Alluvium 

3.905 

Non-command 

Older Alluvium 

1.706 

Non-command 

Older Alluvium 

13.236 

Non-command 

Older Alluvium 

0.461 

Command 

Younger Alluvium 

1.352 

Command 

Older Alluvium 

0.069 

Command 

Younger Alluvium 

12.851 

Command 

Older Alluvium 

4.589 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

40,000 

120 

120,000 

100,000 

120 

30,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

60,000 

40,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

120,000 

100,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

30,000 

30,000 

120 

120,000 

100,000 

120 

50,000 

30,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.034 


0.372 




0.014 

0.014 

0.086 

0.086 

0.025 

0.025 



0.096 

0.096 

0.058 

0.058 

0.120 

0.120 

0.014 

0.014 

0.155 

0.173 

0.010 

0.010 



0.004 

0.004 

0.192 

0.206 

0.079 

0.079 

0.019 

0.019 

0.180 

0.180 

0.029 

0.029 

0.007 

0.007 

0.019 

0.019 

0.005 

0.005 

0.007 

0.007 

0.024 

0.024 

0.241 

0.253 

0.060 

0.060 

0.014 

0.014 

- 

- | 

0.083 

0.083 

0.022 

0.022 




























































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Beri Gaon 


Berro Ka Pana 


Bhadrai 


Bhagbhare Ki Beri 


Bharthe Ki Beri 


Bhaura 


Bhimthal 


Dholi Nadi 


Gadra 


Godaron Ki Dhani 


Hirken Ka Than 


Jal Beri 


Jambhaji Ka Mandir 


Janiyon Ki Dhani 


Kabooli 


Kakron Ki Dhani 


Katarla 


Katarla Khileriyan 


Khari 


Khotawas 


0817000502192700 


0817000502192600 


0817000502175500 


0817000502195100 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


3.571 Fresh Narmada Canal 


Saline Narmada Canal 


0817000502198900 

18.541 

0817000502197600 

5.545 


0817000502194600 

9.738 

0817000502176600 

7.272 

0817000502198500 

7.411 

0817000502175900 

4.065 

0817000502174500 

15.208 

0817000502193000 

4.498 

0817000502195500 

5.417 

0817000502193100 

19.371 

0817000502193400 

2.963 




0817000502195600 

2.613 

0817000502175000 

13.438 

0817000502175200 

9.543 

0817000502192900 

7.030 

0817000502192200 

10.480 




Bhookron Ka Tala 

0817000502175800 

5.514 

Fresh 

Boodhe Ka Tala 

0817000502174100 

12.543 

Fresh 

Bool 

0817000502175100 

41.438 

Fresh 

Borcharnan 

0817000502195400 

5.093 

Saline 

Chainpura 

0817000502193300 

3.699 

Fresh 



0817000502198300 

11.716 

0817000502194800 

14.705 



Saline 


4.771 Fresh 


4.797 Fresh 


24.584 Fresh 


Narmada Canal 


Narmada Canal 


Narmada Canal 


Narmada Canal 


Non-command 


Non-command 


Non-command 


Narmada Canal 


Non-command 


Narmada Canal 


Non-command 


Non-command 


Non-command 


Non-command 


Narmada Canal 


Narmada Canal 


Non-command 


Narmada Canal 


Narmada Canal 


Narmada Canal 


Narmada Canal 


Non-command 


Non-command 


Narmada Canal 


Non-command 


Narmada Canal 


Narmada Canal 


Non-command 


Narmada Canal 


Non-command 


Non-command 


Non-command 


Narmada Canal 


Non-command 


Narmada Canal 


Non-command 


Narmada Canal 


Non-command 


Non-command 


Non-command 


Narmada Canal 



Koja 

0817000502176300 

14.111 

Fresh 

Kothala 

0817000502195900 

12.950 

Fresh 


Non-command 



Kumbharon Ki Beri 


Lokholai Nadi 


0817000502176200 


0817000502175600 


Saline Narmada Canal 


11.024 Fresh Non-command 


8.319 Fresh Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Older Alluvium 

1.334 

Command 

Older Alluvium 

1.379 

Command 

Younger Alluvium 

0.859 

Command 

Younger Alluvium 

7.189 

Command 

Younger Alluvium 

0.503 

Command 

Younger Alluvium 

0.361 

Command 

Younger Alluvium 

0.386 

Non-command 

Older Alluvium 

0.527 

Non-command 

Older Alluvium 

5.939 

Non-command 

Older Alluvium 

7.030 

Command 

Older Alluvium 

0.582 

Non-command 

Older Alluvium 

0.949 

Command 

Older Alluvium 

0.047 

Non-command 

Older Alluvium 

0.365 

Non-command 

Older Alluvium 

0.279 

Non-command 

Older Alluvium 

6.103 

Non-command 

Older Alluvium 

16.271 

Command 

Younger Alluvium 

0.601 

Command 

Older Alluvium 

1.717 

Non-command 

Older Alluvium 

0.159 

Command 

Older Alluvium 

1.824 

Command 

Younger Alluvium 

1.089 

Command 

Younger Alluvium 

6.612 

Command 

Younger Alluvium 

0.945 

Non-command 

Older Alluvium 

0.257 

Non-command 

Older Alluvium 

0.045 

Command 

Older Alluvium 

0.149 

Non-command 

Older Alluvium 

0.099 

Command 

Older Alluvium 

0.181 

Command 

Younger Alluvium 

5.092 

Non-command 

Older Alluvium 

5.590 

Command 

Younger Alluvium 

0.045 

Non-command 

Older Alluvium 

1.108 

Non-command 

Older Alluvium 

4.776 

Non-command 

Older Alluvium 

1.749 

Command 

Younger Alluvium 

0.318 

Non-command 

Older Alluvium 

3.218 

Command 

Older Alluvium 

0.268 

Non-command 

Older Alluvium 

0.000 

Command 

Older Alluvium 

2.694 

Non-command 

Older Alluvium 

3.706 

Non-command 

Older Alluvium 

0.346 

Non-command 

Older Alluvium 

9.463 

Command 

Older Alluvium 

0.060 

Command 

Younger Alluvium 

0.000 

Command 

Older Alluvium 

0.071 

Command 

Younger Alluvium 

4.240 

Non-command 

Older Alluvium 

12.802 

Command 

Older Alluvium 

5.995 

Command 

Younger Alluvium 

2.208 

Command 

Younger Alluvium 

4.690 

Non-command 

Older Alluvium 

11.012 

Non-command 

Older Alluvium 

8.319 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 





0.007 

0.007 

0.011 

0.011 

0.047 

0.059 

0.014 

0.020 



0.004 

0.004 

0.061 

0.061 

0.101 

0.101 

0.007 

0.007 



0.050 

0.050 

0.122 

0.122 

0.007 

0.007 



0.137 

0.137 

0.133 

0.145 


0.047 

0.053 

0.065 

0.065 



0.007 

0.007 

0.169 

0.205 

0.014 

0.020 



0.076 

0.076 

0.335 

0.347 

0.004 

0.004 

0.007 

0.007 

0.004 

0.004 

0.234 

0.234 











































































































































































































































































































































































































































































































































































































































































Micro-watershed 


11008077 



Mansingh Ki Beri 


Maylon Ki Beri 


Meethi 


Pratapnagar 


Purawa 


Akal 


Akwa 


Alwara 


Amarpura 


Amliyala 


Andaniyon Ki Beri 


Aratwaw 


Ariniyali Mahechan 


Babtara 


Bagora 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Census Code 

Area 


sq.km 

(3) 

(4) 

0817000502176100 

5.753 

0817000502193800 

20.835 



0817000502175400 

3.194 

0817000502175300 

20.292 

0817000502195700 

6.608 



Meethra Khurd 

0817000502175700 

9.401 

Fresh 

Meghwalon Ki Dhani 

0817000502174900 

14.851 

Fresh 

Musalmanon Ki Dhani 

0817000502174400 

11.966 

Fresh 

Narwaton Ka Goliya 

0817000502192800 

14.256 

Fresh 

Nedi Nari 

0817000502176400 

5.726 

Fresh 

Panawali 

0817000502198200 

12.516 

Fresh 

Pharrodo Ki Dhani 

0817000502195800 

6.349 

Fresh 


( 6 ) 


Non-command 


Narmada Canal 


Narmada Canal 


Non-command 


Non-command 


Narmada Canal 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Narmada Canal 


Narmada Canal 



0817000502193700 


0817000502194100 


Non-command 


Saline Narmada Canal 


17.010 Fresh Narmada Canal 


Saline Narmada Canal 



Ramji Ka Gol 

0817000502198100 

5.095 

Fresh 

Ramji Ka Golphanta 

0817000502198000 

8.918 

Fresh 

Ranasar Kalan 

0817000502174600 

11.097 

Fresh 

Roli 

0817000502199200 

8.923 

Fresh 

Sanawara Khurd 

0817000502199100 

7.333 

Fresh 

Sauwon Ki Beri 

0817000502176000 

6.807 

Fresh 

Shivji Ka Mandir 

0817000502194700 

5.504 

Fresh 

Sudaberi 

0817000502192300 

12.539 

Fresh 


Sudaberi Khurd 

0817000502192400 

4.877 

Fresh 

Teja Ki Dhani 

0817000502174300 

29.334 

Fresh 

Tejiyaws 

0817000502199000 

3.532 

Fresh 

Veermaniyon Ki Dhani 

0817000502193200 

2.543 

Fresh 



Saline 


38.127 Fresh 




Saline 

0817000602221600 

11.614 

Saline 

0818000102273000 

8.853 

Fresh 

0818000102272500 

13.781 

Fresh 

0817000502187700 

13.536 

Saline 

0817000502203400 

4.955 

Fresh 

0817000502179100 

3.595 

Fresh 

0817000502204800 

3.895 

Fresh 

0817000502187500 

5.847 

Fresh 


Narmada Canal 


Narmada Canal 


Non-command 


Narmada Canal 


Narmada Canal 


Non-command 


Narmada Canal 


Narmada Canal 


Non-command 


Non-command 


Non-command 


Narmada Canal 


Narmada Canal 


Non-command 


Narmada Canal 


Narmada Canal 


Non-command 


Narmada Canal 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0818000102273400 


0818000502308400 


Saline Non-command 


69.654 Fresh Non-command 


Fresh Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

5.753 

Command 

Older Alluvium 

0.404 

Command 

Older Alluvium 

5.322 

Non-command 

Older Alluvium 

3.194 

Non-command 

Older Alluvium 

8.105 

Command 

Older Alluvium 

2.909 

Non-command 

Older Alluvium 

3.699 

Non-command 

Older Alluvium 

6.134 

Non-command 

Older Alluvium 

0.755 

Non-command 

Older Alluvium 

0.037 

Non-command 

Older Alluvium 

14.256 

Non-command 

Older Alluvium 

0.850 

Command 

Younger Alluvium 

0.529 

Command 

Older Alluvium 

4.112 

Command 

Younger Alluvium 

0.182 

Non-command 

Older Alluvium 

1.281 

Command 

Older Alluvium 

5.868 

Command 

Older Alluvium 

0.421 

Command 

Older Alluvium 

3.173 

Command 

Younger Alluvium 

1.405 

Command 

Older Alluvium 

0.862 

Command 

Younger Alluvium 

2.526 

Command 

Younger Alluvium 

4.984 

Command 

Younger Alluvium 

3.071 

Non-command 

Older Alluvium 

1.471 

Command 

Younger Alluvium 

2.477 

Command 

Younger Alluvium 

2.155 

Non-command 

Older Alluvium 

6.807 

Command 

Younger Alluvium 

4.450 

Command 

Older Alluvium 

2.662 

Non-command 

Older Alluvium 

9.552 

Non-command 

Older Alluvium 

1.289 

Non-command 

Older Alluvium 

12.262 

Command 

Younger Alluvium 

3.532 

Command 

Older Alluvium 

1.874 

Non-command 

Older Alluvium 

0.562 

Command 

Older Alluvium 

0.107 

Command 

Younger Alluvium 

24.818 

Non-command 

Younger Alluvium 

9.716 

Command 

Younger Alluvium 

3.593 

Non-command 

Rhyolite 

9.921 

Non-command 

Older Alluvium 

8.853 

Non-command 

Older Alluvium 

13.781 

Non-command 

Younger Alluvium 

13.536 

Non-command 

Younger Alluvium 

4.955 

Non-command 

Older Alluvium 

3.595 

Non-command 

Younger Alluvium 

3.895 

Non-command 

Older Alluvium 

0.428 

Non-command 

Younger Alluvium 

3.342 

Non-command 

Younger Alluvium 

2.077 

Non-command 

Older Alluvium 

46.863 

Non-command 

Older Alluvium 

7.689 

Non-command 

Younger Alluvium 

12.786 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

150 

150,000 

120,000 

150 

150,000 

120,000 

120 

30,000 

30,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

150,000 

120,000 

120 

30,000 

30,000 

150 

150,000 

120,000 

150 

120,000 

100,000 

180 

130,000 

110,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.137 

0.197 

- 

- 

0.004 

0.004 

0.043 

0.043 

0.025 

0.025 

0.022 

0.022 

0.029 

0.029 

0.036 

0.042 

0.007 

0.007 


0.014 

0.014 

0.014 

0.014 

0.007 

0.007 



0.011 

0.011 

0.004 

0.004 

0.032 

0.032 

0.094 

0.094 

0.144 

0.144 

0.072 

0.072 

0.061 

0.061 

0.180 

0.180 

0.137 

0.137 

0.068 

0.134 

0.346 

0.346 

0.029 

0.029 

0.104 

0.104 

0.022 

0.022 

0.004 

0.004 

0.202 

0.202 

0.007 

0.007 

0.004 

0.004 


0.734 

0.734 

0.288 

0.288 

0.054 

0.054 















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Bakani Sarnon Ki Dhani 


Bali 


Bamni 


Batera 


Berinari 


0817000502172500 


0818000502309900 


0817000502186300 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


16.424 Fresh Non-command 


10.881 Fresh Non-command 


28.378 Saline Non-command 


30.052 Fresh Non-command 


Saline Non-command 



Band 

0817000502178800 

7.849 

Fresh 

Banta 

0817000502199400 

7.713 

Fresh 



0818000502308700 

16.146 

0817000402163900 

12.989 


Non-command 


Narmada Canal 


Non-command 


Non-command 


Narmada Canal 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Bhakharpura 

0817000502205000 

7.743 

Fresh 

Bhali Khal 

0817000502190700 

21.495 

Fresh 


Non-command 


Non-command 



Bhalkhari 


0817000502187900 


Saline Non-command 


11.880 Saline Non-command 


Bhambhuon Ka Bas 

0817000502197300 

9.600 

Saline 

Bhaogiriji Ka Meetha 

0817000502187300 

17.350 

Fresh 


Bhata 


Bhatala @ Kharwa 


Bhawniyon Ki Dhani 


Bhedana 


Bhilon Ka Gol 


Bhilon Ki Dhani 


0817000502187100 


0817000502200800 



54.946 Fresh Non-command 


23.529 Fresh Non-command 


Saline Non-command 



0817000502205200 

2.467 

Fresh 

0817000502203300 

28.893 

Fresh 

0817000502171200 

11.634 

Fresh 

0817000502178600 

9.725 

Fresh 

0817000502200000 

7.158 

Fresh 



Bhooka Thansingh 

0817000502185500 

19.390 

Saline 

Bhundwa 

0818000102272900 

11.649 

Fresh 

Bichhawari 

0818000502309400 

3.967 

Fresh 

Bijaliya 

0818000502307900 

14.084 

Fresh 

Bilasar 

0817000502183600 

4.613 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Narmada Canal 


Non-command 


24.633 Saline Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chak Gudha 


0817000502197000 



Chhajala 


Chodhariyon Ki Dhani 


Chonchawan 


0818000502308000 


0817000502186700 


0818000102271900 


13.116 Fresh Narmada Canal 


Saline Narmada Canal 


19.524 Fresh Non-command 


Saline Non-command 


9.420 Fresh Non-command 


47.204 Saline Non-command 


20.589 Fresh Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.442 

Non-command 

Younger Alluvium 

15.982 

Non-command 

Older Alluvium 

9.239 

Non-command 

Younger Alluvium 

1.198 

Non-command 

Older Alluvium 

0.627 

Non-command 

Older Alluvium 

15.416 

Non-command 

Younger Alluvium 

14.010 

Non-command 

Older Alluvium 

7.630 

Command 

Younger Alluvium 

1.749 

Non-command 

Younger Alluvium 

5.963 

Non-command 

Younger Alluvium 

0.001 

Command 

Younger Alluvium 

15.382 

Non-command 

Younger Alluvium 

0.247 

Non-command 

Younger Alluvium 

7.662 

Non-command 

Younger Alluvium 

0.002 

Non-command 

Younger Alluvium 

16.146 

Non-command 

Jalore Granite 

3.367 

Non-command 

Older Alluvium 

1.061 

Non-command 

Younger Alluvium 

7.743 

Non-command 

Older Alluvium 

1.349 

Non-command 

Younger Alluvium 

0.475 

Non-command 

Younger Alluvium 

10.957 

Non-command 

Older Alluvium 

0.096 

Non-command 

Younger Alluvium 

11.785 

Command 

Younger Alluvium 

2.430 

Non-command 

Older Alluvium 

16.492 

Non-command 

Younger Alluvium 

0.858 

Non-command 

Older Alluvium 

54.946 

Non-command 

Younger Alluvium 

6.238 

Non-command 

Older Alluvium 

1.302 

Non-command 

Younger Alluvium 

9.494 

Non-command 

Younger Alluvium 

2.467 

Non-command 

Younger Alluvium 

28.893 

Non-command 

Older Alluvium 

9.004 

Non-command 

Older Alluvium 

0.724 

Command 

Younger Alluvium 

4.437 

Non-command 

Younger Alluvium 

2.722 

Non-command 

Older Alluvium 

16.506 

Non-command 

Younger Alluvium 

0.026 

Non-command 

Younger Alluvium 

1.499 

Non-command 

Older Alluvium 

5.488 

Non-command 

Younger Alluvium 

1.404 

Non-command 

Older Alluvium 

14.084 

Non-command 

Older Alluvium 

3.211 

Non-command 

Rhyolite 

1.402 

Command 

Younger Alluvium 

9.482 

Command 

Younger Alluvium 

3.635 

Non-command 

Older Alluvium 

0.972 

Non-command 

Younger Alluvium 

12.039 

Non-command 

Younger Alluvium 

6.513 

Non-command 

Older Alluvium 

9.420 

Non-command 

Older Alluvium 

1.800 

Non-command 

Older Alluvium 

20.589 



with 

Pumpset 


(9) (10) 


1 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

150 

120,000 

100,000 

180 

130,000 

110,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

80,000 

60,000 

120 

30,000 

30,000 

180 

130,000 

110,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

120,000 

100,000 

120 

150,000 

120,000 

120 

120,000 

100,000 

120 

150,000 

120,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

150 

150,000 

120,000 

180 

130,000 

110,000 

150 

120,000 

100,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

80,000 

60,000 

120 

30,000 

30,000 

120 

120,000 

100,000 

120 

150,000 

120,000 

120 

30,000 

30,000 

150 

120,000 

100,000 

120 

30,000 

30,000 

150 

150,000 

120,000 



Tube Wells with 
Wells Pumpset 




0.324 

0.367 

0.245 

0.245 

0.835 

0.835 



0.004 

0.004 

0.216 

0.605 

0.014 

0.032 

2.124 

3.305 

0.058 

0.076 

0.004 

0.004 

0.022 

0.026 

0.475 

0.475 

0.986 

1.015 

0.144 

0.144 

0.004 

0.004 

0.266 

0.266 

0.158 

0.158 












































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Name 

Census Code 

Area 



sq.km 

(2) 

(3) 

(4) 

Chootoo 

0817000502180100 

44.314 

Chorliya Nada 

0817000502189200 

10.279 

Dabhad 

0817000502190600 

15.783 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Dabhad Bhatiyan 

0817000502188500 

17.513 

Saline 

Dadal 

0818000102274500 

34.458 

Fresh 


( 6 ) 


Non-command 


Non-command 


Narmada Canal 


Non-command 


Narmada Canal 


Non-command 


Non-command 


Non-command 


Dahiva 

0818000102272300 

24.349 

Fresh 

Dakhan 

0817000502186500 

46.884 

Saline 


Dangariya 


Dangawa 


Dargura 


Dedawas Charnan 


Dedawas Jageer 


Dedawas Ka Goliya 


Deoda Ka Goliya 


Deonagar 


Dhanwa 


Dhobali 


Dholpaliya Nada 


Dhooriya Motisingh 


Dhooriyawas 


Disantrinari 


Doodasar 


Doodhwa 


Ed Amarsingh 


Non-command 


Non-command 



0817000502198700 


26.436 Fresh 


Saline 



0817000502201700 


19.650 Fresh 


Saline 



0817000502204100 

3.350 

0817000502204000 

4.587 

0817000502203900 

10.716 

0818000502308800 

9.087 

0817000502203200 

33.171 



Dhandhlawas 

0817000502189900 

11.772 

Fresh 

Dhanne Ki Dhani 

0817000502183300 

28.548 

Saline 


Narmada Canal 


Narmada Canal 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0817000502186900 



31.095 Fresh 


Saline 


20.141 Fresh 



0817000502202900 

5.573 

0817000502171300 

8.291 

0817000502187200 

19.805 

0817000502182300 

8.833 

0817000502200200 

12.916 


0817000502171100 

3.368 

0818000102272700 

7.162 

0817000502188100 

18.772 



Ed Manji 

0817000502188400 

5.955 

Saline 

Ed Sindari 

0817000502188200 

8.537 

Saline 

Evadi Bhimji 

0817000502183900 

14.508 

Saline 


Non-command 


Non-command 


Narmada Canal 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Evadi Chauseera 

0817000502184100 

3.668 

Saline 

Evadi Manji 

0817000502184000 

12.064 

Saline 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

16.068 

Non-command 

Older Alluvium 

7.750 

Command 

Younger Alluvium 

0.207 

Non-command 

Younger Alluvium 

9.672 

Command 

Younger Alluvium 

0.804 

Non-command 

Younger Alluvium 

5.099 

Non-command 

Older Alluvium 

17.513 

Non-command 

Older Alluvium 

4.176 

Non-command 

Younger Alluvium 

8.939 

Non-command 

Older Alluvium 

24.349 

Non-command 

Older Alluvium 

1.429 

Non-command 

Younger Alluvium 

30.192 

Non-command 

Older Alluvium 

3.837 

Non-command 

Younger Alluvium 

10.626 

Command 

Younger Alluvium 

0.439 

Command 

Younger Alluvium 

1.814 

Non-command 

Younger Alluvium 

23.003 

Non-command 

Younger Alluvium 

0.914 

Non-command 

Younger Alluvium 

18.736 

Non-command 

Younger Alluvium 

8.959 

Non-command 

Younger Alluvium 

0.712 

Non-command 

Younger Alluvium 

3.350 

Non-command 

Younger Alluvium 

4.587 

Non-command 

Younger Alluvium 

10.716 

Non-command 

Younger Alluvium 

9.087 

Non-command 

Older Alluvium 

14.905 

Non-command 

Younger Alluvium 

18.266 

Non-command 

Younger Alluvium 

1.701 

Non-command 

Older Alluvium 

27.599 

Non-command 

Rhyolite 

0.086 

Non-command 

Younger Alluvium 

0.863 

Non-command 

Older Alluvium 

17.498 

Non-command 

Older Alluvium 

7.295 

Command 

Younger Alluvium 

2.854 

Non-command 

Younger Alluvium 

17.286 

Non-command 

Younger Alluvium 

5.573 

Non-command 

Older Alluvium 

7.004 

Non-command 

Older Alluvium 

19.805 

Non-command 

Older Alluvium 

8.709 

Non-command 

Younger Alluvium 

0.169 

Non-command 

Younger Alluvium 

1.442 

Non-command 

Older Alluvium 

0.948 

Non-command 

Older Alluvium 

7.162 

Non-command 

Older Alluvium 

18.588 

Non-command 

Younger Alluvium 

0.183 

Non-command 

Older Alluvium 

5.955 

Non-command 

Older Alluvium 

8.537 

Non-command 

Older Alluvium 

0.281 

Non-command 

Rhyolite 

3.115 

Non-command 

Younger Alluvium 

11.083 

Non-command 

Rhyolite 

0.786 

Non-command 

Rhyolite 

1.302 

Non-command 

Younger Alluvium 

10.762 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

100,000 

120 

30,000 

30,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

150 

150,000 

120,000 

150 

150,000 

130,000 

150 

150,000 

120,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

80,000 

60,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

150,000 

120,000 

120 

30,000 

30,000 

120 

150,000 

120,000 

120 

30,000 

30,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

180 

130,000 

110,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

120,000 

100,000 

120 

30,000 

30,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

150,000 

120,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

30,000 

30,000 

120 

80,000 

60,000 

120 

30,000 

30,000 

120 

120,000 

100,000 

150 

150,000 

120,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

30,000 

30,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.120 

0.120 

- 

- 

0.007 

0.007 

0.281 

0.281 

0.011 

0.011 

0.076 

0.076 



0.007 

0.007 

0.011 

0.011 

0.119 

0.119 



0.130 

0.130 

0.004 

0.004 

0.050 

0.050 

0.108 

0.108 

0.223 

0.223 

0.653 

3.274 

0.245 

0.245 

0.598 

0.598 

0.058 

0.058 

0.014 

0.014 



0.456 

0.629 

0.058 

0.076 

0.043 

0.043 

0.245 

0.245 

0.043 

0.043 

0.408 

0.408 

0.480 

1.387 



0.007 

0.007 

0.120 

0.120 

1.008 

2.403 



0.005 

0.005 

0.018 

0.018 


0.002 

0.002 

0.032 

0.032 




























































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Gadesara 

0817000502187800 

8.683 

Saline 

Gadevi 

0817000502199300 

9.001 

Fresh 


Type of Area (Command / N< 
command) 



Goliya Garwa 


Goliya Jeewraj 


Goliya Jetmal 

0817000502172600 

13.192 

Fresh 

Goliya Kalan 

0817000502203600 

6.904 

Fresh 

Goliya Maheechan 

0817000502186800 

8.051 

Saline 

Goojarwara 

0818000502309300 

3.964 

Fresh 

Goramaniyon Ki Dhani 

0817000502190000 

2.707 

Fresh 

Gudhamalani 

0817000502196900 

9.596 

Fresh 

Gura Hema 

0818000602319600 

25.952 

Saline 

Guruon Ka Tala 

0817000502172400 

10.626 

Fresh 

Hajaniyon Ki Dhani 

0817000502204600 

9.324 

Fresh 

Harmoo 

0818000102274200 

18.463 

Fresh 

Hodoo 

0817000502182600 

16.907 

Saline 


( 6 ) 


Non-command 


Narmada Canal 


Non-command 


Non-command 


Non-command 


Non-command 


Narmada Canal 


Narmada Canal 


Non-command 


Narmada Canal 


Non-command 


Narmada Canal 


Non-command 


Non-command 


Narmada Canal 


Non-command 


Narmada Canal 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hukmani Khoton Ki Dhani 

0817000502171600 

6.666 

Fresh 

Itada 

0818000602320000 

12.284 

Saline 

Itwaya 

0817000402164400 

48.532 

Fresh 


Jaisawas 


Jalampura 


Jali Khera 


Jeeyana 


Jemlani Sarnon Ka Tala 


Jeroo Paniyon Ka Tala 


Non-command 


Non-command 


Non-command 



0818000502308200 

13.814 

0818000102273300 

12.109 

0817000502200600 

27.330 



0818000102273200 


0817000502188700 


0817000502183200 


Saline 


16.126 Fresh 


Saline 


43.958 Fresh 


5.802 Saline 


14.147 Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Narmada Canal 


Non-command 


Narmada Canal 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Younger Alluvium 

8.683 

Command 

Younger Alluvium 

3.553 

Non-command 

Younger Alluvium 

3.346 

Non-command 

Younger Alluvium 

2.102 

Non-command 

Older Alluvium 

0.574 

Non-command 

Younger Alluvium 

12.164 

Non-command 

Younger Alluvium 

5.896 

Command 

Younger Alluvium 

0.501 

Command 

Younger Alluvium 

4.616 

Non-command 

Younger Alluvium 

4.515 

Command 

Younger Alluvium 

16.339 

Non-command 

Younger Alluvium 

3.124 

Command 

Younger Alluvium 

0.855 

Non-command 

Younger Alluvium 

2.017 

Non-command 

Rhyolite 

0.333 

Non-command 

Younger Alluvium 

11.159 

Command 

Younger Alluvium 

5.074 

Non-command 

Younger Alluvium 

0.187 

Command 

Younger Alluvium 

0.439 

Non-command 

Younger Alluvium 

0.681 

Non-command 

Younger Alluvium 

1.282 

Non-command 

Younger Alluvium 

3.306 

Non-command 

Older Alluvium 

2.089 

Non-command 

Younger Alluvium 

8.733 

Non-command 

Older Alluvium 

2.363 

Non-command 

Younger Alluvium 

6.904 

Non-command 

Older Alluvium 

8.051 

Non-command 

Younger Alluvium 

1.096 

Non-command 

Younger Alluvium 

0.790 

Non-command 

Younger Alluvium 

9.467 

Non-command 

Younger Alluvium 

4.022 

Non-command 

Older Alluvium 

0.218 

Non-command 

Younger Alluvium 

9.324 

Non-command 

Older Alluvium 

1.833 

Non-command 

Older Alluvium 

15.576 

Non-command 

Rhyolite 

0.311 

Non-command 

Older Alluvium 

0.354 

Non-command 

Younger Alluvium 

0.022 

Non-command 

Jalore Granite 

5.044 

Non-command 

Older Alluvium 

43.489 

Non-command 

Older Alluvium 

13.814 

Non-command 

Older Alluvium 

12.109 

Non-command 

Younger Alluvium 

21.143 

Non-command 

Younger Alluvium 

0.061 

Command 

Younger Alluvium 

10.197 

Non-command 

Younger Alluvium 

4.677 

Command 

Younger Alluvium 

1.252 

Non-command 

Older Alluvium 

43.958 

Non-command 

Older Alluvium 

5.802 

Non-command 

Older Alluvium 

3.966 

Non-command 

Rhyolite 

10.181 

Non-command 

Older Alluvium 

0.339 

Non-command 

Rhyolite 

14.600 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

30,000 

30,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

30,000 

30,000 

120 

120,000 

100,000 

120 

150,000 

120,000 

120 

30,000 

30,000 

120 

80,000 

60,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

80,000 

60,000 

120 

30,000 

30,000 

120 

120,000 

100,000 

120 

150,000 

120,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

30,000 

30,000 

180 

130,000 

110,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

150 

150,000 

120,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

150 

120,000 

100,000 

150 

150,000 

120,000 

120 

150,000 

120,000 

120 

30,000 

30,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

30,000 

30,000 

150 

150,000 

120,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

20,000 

20,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.403 

0.403 

0.382 

0.382 

0.119 

0.119 


0.144 

0.144 

0.018 

0.018 

0.014 

0.014 

0.050 

0.050 

0.050 

0.050 

0.144 

0.144 

0.029 

0.029 

0.004 

0.004 

0.007 

0.007 



0.137 

0.137 

0.007 

0.007 

0.007 

0.007 

0.011 

0.011 



0.482 

0.482 

0.108 

0.176 



0.317 

0.317 

0.144 

0.144 

0.018 

0.018 

2.376 

4.356 























































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


(2) 

(3) 

(4) 

(5) 

Joona Meetha Kheera 

0817000502187000 

11.334 

Fresh 

Joonakhera 

0817000502203500 

6.419 

Fresh 

Joori 

0817000502204900 

4.710 

Fresh 

Jugtaniyon Ki Dhani 

0817000502190500 

6.714 

Fresh 


Kadanari 


Type of Area (Command / N< 
command) 


0817000502202500 


4.257 Fresh 


Saline 


12.366 Saline 


( 6 ) 


Non-command 


Non-command 


Non-command 


Narmada Canal 


Non-command 


Non-command 


Non-command 


Non-command 



Kandhi Ki Dhani 

0817000502196800 

13.055 

Fresh 

Kankhi 

0817000402164600 

39.122 

Fresh 


Non-command 


Non-command 


Kardali Nadi 

0817000502188300 

10.433 

Saline 

Kehrani Sarnon Ka Tala 

0817000502188800 

1.739 

Saline 

Kerala Pana 

0817000502202000 

9.734 

Fresh 


Khadiyali Nadi 


Khara Mahechan 


Kharwa 


Kheecharo Ka Was 


Khera Gangawa 


Khetlawas 


Khokha 


Khoobri Beri 


Khudala 


Non-command 


Non-command 


Non-command 



0817000502178900 


Saline Non-command 


7.929 Fresh Non-command 



0817000502186200 


Saline Non-command 


31.956 Fresh Non-command 



0817000502205100 


0818000502309800 


0817000502179300 


0818000102272800 


0818000102272600 


0818000502307600 


0817000502180200 


0817000502200700 


11.214 


6.762 


9.109 


4.764 


Fresh 


Fresh 


Fresh 


Fresh 


23.479 Fresh 


8.689 Fresh 


11.838 Fresh 


16.635 Fresh 


Saline 



Koora 

0817000502204500 

2.771 

Fresh 

Kori Dhavecha 

0818000502307700 

13.545 

Fresh 

Koshle Ki Dhani 

0817000502178500 

13.185 

Fresh 

Koshloo 

0817000502188900 

6.215 

Saline 

Kundal 

0817000402163800 

32.757 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Lakha Beri 


0817000502202200 


1.762 Fresh Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

11.334 

Non-command 

Younger Alluvium 

6.419 

Non-command 

Younger Alluvium 

4.710 

Command 

Younger Alluvium 

5.355 

Non-command 

Younger Alluvium 

1.359 

Non-command 

Younger Alluvium 

2.890 

Non-command 

Younger Alluvium 

1.367 

Non-command 

Older Alluvium 

3.859 

Non-command 

Younger Alluvium 

8.507 

Non-command 

Older Alluvium 

7.629 

Non-command 

Rhyolite 

6.316 

Non-command 

Younger Alluvium 

10.402 

Non-command 

Younger Alluvium 

6.297 

Non-command 

Jalore Granite 

6.279 

Non-command 

Older Alluvium 

22.803 

Non-command 

Older Alluvium 

10.433 

Non-command 

Older Alluvium 

1.739 

Non-command 

Older Alluvium 

1.044 

Non-command 

Younger Alluvium 

8.690 

Non-command 

Older Alluvium 

0.436 

Non-command 

Rhyolite 

0.314 

Non-command 

Older Alluvium 

0.069 

Non-command 

Younger Alluvium 

5.468 

Non-command 

Younger Alluvium 

8.089 

Non-command 

Older Alluvium 

6.114 

Non-command 

Younger Alluvium 

1.651 

Non-command 

Younger Alluvium 

0.164 

Non-command 

Older Alluvium 

0.777 

Non-command 

Younger Alluvium 

0.110 

Non-command 

Older Alluvium 

1.002 

Non-command 

Younger Alluvium 

30.067 

Non-command 

Older Alluvium 

18.059 

Non-command 

Younger Alluvium 

3.982 

Non-command 

Younger Alluvium 

11.214 

Non-command 

Younger Alluvium 

6.762 

Non-command 

Older Alluvium 

3.671 

Non-command 

Older Alluvium 

3.497 

Non-command 

Older Alluvium 

23.479 

Non-command 

Older Alluvium 

8.689 

Non-command 

Older Alluvium 

0.505 

Non-command 

Younger Alluvium 

4.368 

Non-command 

Younger Alluvium 

6.986 

Non-command 

Older Alluvium 

1.622 

Non-command 

Younger Alluvium 

10.961 

Non-command 

Younger Alluvium 

2.771 

Non-command 

Older Alluvium 

13.545 

Non-command 

Older Alluvium 

3.000 

Non-command 

Older Alluvium 

5.881 

Non-command 

Jalore Granite 

11.908 

Non-command 

Older Alluvium 

10.871 

Non-command 

Older Alluvium 

13.241 

Non-command 

Younger Alluvium 

0.015 

Non-command 

Younger Alluvium 

1.720 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

150,000 

120,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

120,000 

100,000 

120 

150,000 

120,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

120,000 

100,000 

120 

150,000 

120,000 

120 

30,000 

30,000 

120 

120,000 

100,000 

120 

150,000 

120,000 

120 

30,000 

30,000 

120 

120,000 

100,000 

120 

150,000 

120,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

150 

150,000 

120,000 

150 

150,000 

130,000 

120 

80,000 

60,000 

180 

130,000 

110,000 

120 

120,000 

100,000 

150 

150,000 

120,000 

150 

150,000 

120,000 

150 

120,000 

100,000 

120 

120,000 

100,000 

120 

150,000 

120,000 

120 

30,000 

30,000 

120 

120,000 

100,000 

120 

150,000 

120,000 

120 

80,000 

60,000 

150 

120,000 

100,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

150 

120,000 

100,000 

180 

130,000 

110,000 

120 

150,000 

120,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.480 


0.058 


0.180 


0.223 


0.058 




0.018 

0.018 

0.010 

0.010 

0.022 

0.022 

0.043 

0.043 

0.059 

0.178 

0.288 

0.912 



0.029 

0.029 

0.007 

0.007 

0.144 

0.144 

0.043 

0.043 




























































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Lakhoni Meghwalon Ki Dhani 


Lala Ki Beri 


Laxmanpura 


Lohira 


Lolawa 


Lookhon Ki Dhani 


Loombawas 


Loonwa Charnan 


Loonwa Jageer 


Lumba Ki Dhani 


Magha Ki Dhani 


Maghani Maghwalon Ki Dhani 


Mailawas Gusaiyan 


Meethi Beri 


Meethiyawas 


Meghwalon Ki Dhani 


Mengalwa 


Mithora 


Modawas 


Mokhawa 


Mokhawa Khurd 


Moodhon Ka Tala 


Morseem 


Motisara 


Mubari 


Nai Undari 


Naibali 


Nakora 


Nandiya 


Narwara 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


0817000502181900 

3.129 

0817000502179000 

3.861 



11.890 Saline 


0817000502171000 

3.269 

0817000502185800 

13.060 

0817000502203000 

7.335 

0817000502183000 

6.763 

0817000502199700 

29.438 



0817000502203800 

6.779 

0817000502203700 

33.852 

0818000102272100 

24.267 

0817000502205300 

3.698 

0817000502204300 

5.083 

0818000602319500 

6.936 


Malpura 

0817000502171500 

9.973 

Fresh 

Manawas 

0817000502185400 

9.825 

Saline 

Mandawala 

0817000502202100 

6.202 

Fresh 

Mangle Ki Beri 

0817000502180000 

10.870 

Fresh 


Non-command 


Non-command 


Non-command 


Narmada Canal 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Narmada 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 





Saline 

0817000502172700 

15.850 

Fresh 

0817000502182400 

4.241 

Saline 

0817000502189100 

8.428 

Saline 

0818000102273800 

17.499 

Fresh 

0817000402164200 

43.865 

Fresh 

0817000502200400 

7.168 

Fresh 

0817000502190400 

15.481 

Saline 


0817000502200100 


11.704 Fresh 


Saline 


0817000602225600 

17.525 

0818000502308900 

49.408 


0817000502201600 

9.200 

0817000402164900 

24.537 



Nagar 

0817000502190200 

8.211 

Fresh 

Nai Band 

0817000502179200 

5.151 

Fresh 

Nai Khadali 

0817000502179600 

4.863 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Narmada Canal 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0817000502200500 

12.158 

0818000502310000 

11.274 


0817000502185900 

24.188 

0818000502308100 

36.724 

0818000102274300 

6.019 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Younger Alluvium 

0.042 

Non-command 

Older Alluvium 

0.291 

Non-command 

Older Alluvium 

3.733 

Non-command 

Younger Alluvium 

0.127 

Command 

Younger Alluvium 

6.330 

Non-command 

Younger Alluvium 

1.210 

Non-command 

Older Alluvium 

0.276 

Non-command 

Younger Alluvium 

13.060 

Non-command 

Younger Alluvium 

7.335 

Non-command 

Older Alluvium 

6.763 

Non-command 

Younger Alluvium 

18.790 

Non-command 

Younger Alluvium 

10.648 

Non-command 

Younger Alluvium 

13.091 

Non-command 

Younger Alluvium 

1.221 

Non-command 

Younger Alluvium 

6.779 

Non-command 

Younger Alluvium 

33.852 

Non-command 

Older Alluvium 

24.267 

Non-command 

Younger Alluvium 

3.698 

Non-command 

Younger Alluvium 

5.083 

Command 

Younger Alluvium 

1.989 

Non-command 

Younger Alluvium 

1.609 

Non-command 

Older Alluvium 

5.468 

Non-command 

Younger Alluvium 

0.225 

Non-command 

Younger Alluvium 

6.202 

Non-command 

Older Alluvium 

1.826 

Non-command 

Younger Alluvium 

0.547 

Non-command 

Younger Alluvium 

0.008 

Non-command 

Older Alluvium 

3.594 

Non-command 

Older Alluvium 

4.241 

Non-command 

Older Alluvium 

6.428 

Non-command 

Older Alluvium 

4.890 

Non-command 

Older Alluvium 

4.907 

Non-command 

Younger Alluvium 

5.474 

Command 

Younger Alluvium 

2.627 

Non-command 

Younger Alluvium 

12.818 

Non-command 

Younger Alluvium 

0.077 

Non-command 

Younger Alluvium 

11.627 

Non-command 

Older Alluvium 

2.060 

Non-command 

Younger Alluvium 

38.047 

Non-command 

Younger Alluvium 

0.713 

Non-command 

Younger Alluvium 

9.200 

Non-command 

Jalore Granite 

3.408 

Non-command 

Older Alluvium 

9.940 

Non-command 

Younger Alluvium 

2.004 

Non-command 

Older Alluvium 

5.151 

Non-command 

Older Alluvium 

3.462 

Non-command 

Younger Alluvium 

1.401 

Non-command 

Younger Alluvium 

10.076 

Non-command 

Younger Alluvium 

1.876 

Non-command 

Younger Alluvium 

3.914 

Non-command 

Younger Alluvium 

24.188 

Non-command 

Older Alluvium 

36.724 

Non-command 

Older Alluvium 

5.965 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

120,000 

100,000 

120 

150,000 

120,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

120,000 

100,000 

120 

30,000 

30,000 

120 

150,000 

120,000 

120 

30,000 

30,000 

120 

80,000 

60,000 

120 

30,000 

30,000 

120 

150,000 

120,000 

120 

30,000 

30,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

150 

150,000 

120,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

30,000 

30,000 

120 

150,000 

120,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

30,000 

30,000 

120 

120,000 

100,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

150 

150,000 

120,000 

120 

130,000 

100,000 

120 

80,000 

60,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

80,000 

60,000 

120 

30,000 

30,000 

120 

60,000 

40,000 

180 

130,000 

110,000 

120 

100,000 

80,000 

120 

30,000 

30,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

150,000 

120,000 

120 

80,000 

60,000 

180 

130,000 

110,000 

120 

100,000 

80,000 

120 

30,000 

30,000 

150 

120,000 

100,000 

150 

150,000 

120,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.204 

0.204 

0.014 

0.014 

0.004 

0.004 



0.079 

0.079 

0.025 

0.025 



0.130 

0.130 

1.008 

1.027 

0.090 

2.970 

0.461 

0.461 

0.605 

0.615 

0.173 

0.185 

0.259 

0.283 

0.168 

0.168 



0.522 

0.882 

0.456 

0.643 

0.079 

0.079 

0.011 

0.011 

0.043 

0.043 


0.025 

0.025 

0.010 

0.010 

0.752 

1.360 

0.355 

0.667 

- 

- 1 

0.042 

0.042 

0.204 

0.204 

0.122 

0.122 

0.216 

0.216 

0.012 

0.012 

0.014 

0.014 

0.259 

0.259 

0.356 

0.567 

0.173 

0.281 

0.018 

0.018 

- 

4.230 

0.558 

1.548 










































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Neeriya Nada 


Nehron Ki Dhani 


Padarri 


Padarri Khurd 


Padroo 


Pananiyon Ka Tala 


Panyla Kalan 


Pata Ki Dhani 


Paun 


Peeprali 


Phuleri 


Potliyon Ki Dhani 


Pujan Beri 


Raikon Ki Dhani 


Ramdeora 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


20.582 Fresh Non-command 


Naya Chainpura 

0818000502309200 

5.263 

Fresh 

Naya Kua 

0817000502179900 

5.205 

Fresh 


Non-command 


Non-command 



Naya Morseem 

0818000502309700 

21.741 

Saline 

Neembal Nadi 

0817000502182000 

9.182 

Saline 

Neembali 

0817000502188000 

23.631 

Saline 


Non-command 


Non-command 


Non-command 



0817000502201100 

9.038 

0817000502189400 

29.493 

0817000502199500 

20.819 


0817000502199600 

31.196 

0817000402164300 

56.057 



0817000502182200 

5.624 

0817000502201300 

17.386 



Panyla Khurd 

0817000502201400 

4.379 

Saline 

Pariharon Ki Dhani 

0817000402164700 

40.374 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Narmada Canal 


Narmada Canal 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0818000502309000 

7.886 

0817000402164500 

35.781 

0817000502197700 

13.202 


0817000502202800 

3.001 

0817000502183100 

4.616 

0817000502197200 

12.645 


0817000602221300 

18.904 

0817000502201500 

13.869 


Non-command 


Non-command 


Narmada Canal 


Narmada Canal 


Non-command 


Non-command 


Narmada Canal 


Narmada Canal 


Non-command 


Non-command 


Ramji Ka Golphanta 


Rampura 


Ranasar Khurd 


Raneri 


Rangala 


Ratanpura 


Rathoron Ki Dhani@ Maliyon Ki D 


Rauta 


Rawali Nadi 


Relon Ki Dhani 


0817000502198000 

8.918 

0818000602320200 

14.253 


0817000502179500 

21.711 

0817000502183800 

3.792 

0818000502307500 

29.148 



0818000502309100 


0817000502190100 


0817000402164800 


44.836 Fresh 


Saline 


0817000502204200 

6.567 

0817000502196700 

15.744 




Saline 


16.930 Fresh 


13.752 Saline 


19.122 Fresh 


Narmada Canal 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Narmada 


Narmada 


Non-command 


Narmada Canal 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

4.163 

Non-command 

Younger Alluvium 

16.419 

Non-command 

Younger Alluvium 

1.792 

Non-command 

Older Alluvium 

1.730 

Non-command 

Younger Alluvium 

3.475 

Non-command 

Younger Alluvium 

0.042 

Non-command 

Older Alluvium 

1.113 

Non-command 

Older Alluvium 

15.763 

Non-command 

Younger Alluvium 

7.868 

Non-command 

Older Alluvium 

9.038 

Non-command 

Older Alluvium 

6.521 

Non-command 

Younger Alluvium 

5.837 

Non-command 

Younger Alluvium 

14.981 

Non-command 

Younger Alluvium 

28.634 

Non-command 

Jalore Granite 

1.277 

Non-command 

Older Alluvium 

14.754 

Command 

Younger Alluvium 

2.426 

Command 

Younger Alluvium 

0.785 

Non-command 

Older Alluvium 

1.411 

Non-command 

Younger Alluvium 

2.133 

Non-command 

Older Alluvium 

3.100 

Non-command 

Younger Alluvium 

12.154 

Non-command 

Younger Alluvium 

4.379 

Non-command 

Jalore Granite 

3.739 

Non-command 

Older Alluvium 

0.161 

Non-command 

Younger Alluvium 

1.740 

Non-command 

Older Alluvium 

35.781 

Command 

Younger Alluvium 

5.543 

Command 

Younger Alluvium 

0.112 

Non-command 

Younger Alluvium 

3.001 

Non-command 

Older Alluvium 

4.616 

Command 

Younger Alluvium 

0.412 

Command 

Younger Alluvium 

10.728 

Non-command 

Rhyolite 

0.027 

Non-command 

Older Alluvium 

10.223 

Non-command 

Younger Alluvium 

3.646 

Command 

Younger Alluvium 

3.498 

Non-command 

Younger Alluvium 

0.787 

Non-command 

Younger Alluvium 

4.833 

Non-command 

Older Alluvium 

20.977 

Non-command 

Rhyolite 

3.614 

Non-command 

Older Alluvium 

27.376 

Non-command 

Younger Alluvium 

1.772 

Command 

Younger Alluvium 

0.799 

Command 

Younger Alluvium 

1.797 

Non-command 

Younger Alluvium 

6.561 

Command 

Younger Alluvium 

1.274 

Non-command 

Younger Alluvium 

11.860 

Non-command 

Younger Alluvium 

0.457 

Non-command 

Younger Alluvium 

14.399 

Non-command 

Younger Alluvium 

0.000 

Non-command 

Jalore Granite 

7.257 

Non-command 

Older Alluvium 

11.642 



with 

Pumpset 


(9) (10) 


18 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

150 

120,000 

100,000 

180 

130,000 

110,000 

180 

130,000 

110,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

80,000 

60,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

80,000 

60,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

150,000 

120,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

180 

130,000 

110,000 

120 

130,000 

100,000 

120 

80,000 

60,000 

120 

30,000 

30,000 

120 

150,000 

120,000 

120 

30,000 

30,000 

120 

80,000 

60,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

80,000 

60,000 

150 

120,000 

90,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

20,000 

20,000 

150 

120,000 

100,000 

180 

130,000 

110,000 

150 

120,000 

90,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

30,000 

30,000 

180 

130,000 

110,000 

120 

30,000 

30,000 

120 

90,000 

70,000 

120 

130,000 

100,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.014 

0.014 

0.086 

0.086 

0.108 

0.108 

0.220 

0.220 

0.067 

0.099 

1.116 

1.568 

0.173 

0.173 

0.029 

0.029 



0.040 

0.110 

0.888 

1.574 

0.101 

0.101 



0.086 

0.086 

0.608 

0.878 

0.432 

0.612 

0.072 

0.072 









































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


(2) 

(3) 

(4) 

(5) 

Roli 

0817000502199200 

8.923 

Fresh 

Sagraniyon Ki Beri 

0817000502197900 

5.215 

Fresh 

Sahu & Daukiyaon Ki Dha 

0818000602319700 

11.728 

Saline 


Type of Area (Command / N< 
command) 


Samdaron Ka Tala 


0817000502182900 


10.258 Saline 


( 6 ) 


Narmada Canal 


Narmada Canal 


Narmada 


Non-command 


Non-command 


Sanawara Kalan 


Sanawara Khurd 


Sangana 


Sanpa Phanta Bhomji 


Sara 


Sara Jhoond 


Sarnon Ka Tala 


Sarnoo Bhimji 


Sarnoo Panji 


Seeloo 


0817000502196200 

6.744 

Saline 

0817000502199100 

7.333 

Fresh 

0818000102272400 

26.562 

Fresh 

0817000202134400 

22.938 

Saline 

0817000502200900 

25.828 

Fresh 



Saline 


Narmada Canal 


Narmada Canal 


Non-command 


Non-command 


Non-command 


Non-command 





Saline 

0817000502201000 

19.492 

Saline 

0817000502182500 

6.832 

Saline 

0817000602221500 

12.013 

Saline 

0817000602221400 

23.782 

Saline 

0817000502199900 

9.977 

Fresh 



Seoron Ki Dhnai 

0817000502184300 

24.252 

Saline 

Sidhasawa Harniyan 

0817000502204700 

8.598 

Fresh 

Sindari @ Ber 

0817000502183400 

5.013 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Narmada Canal 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sindari Charnan 

0817000502186100 

22.572 

Saline 

Sindari Chaseera 

0817000502186000 

6.792 

Saline 

Sindhaswa Chauhanan 

0817000502205400 

6.325 

Fresh 

Sirana 

0818000102272000 

28.442 

Fresh 

Siyalon Ka Der 

0817000502197800 

8.913 

Fresh 

Siyolon Ki Beri 

0817000502179400 

6.255 

Fresh 

Sobrawas 

0818000502307800 

12.592 

Fresh 

Sodhon Ki Dhani 

0817000502204400 

10.564 

Fresh 

Songaron Ki Dhani 

0817000502200300 

8.065 

Fresh 

Surana 

0818000102274100 

44.827 

Fresh 

Takooberi 

0817000502183700 

22.706 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Narmada Canal 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Taliyana 

0818000102273100 

14.237 

Fresh 

Tatra 

0818000602320100 

4.179 

Saline 

Teja Ki Beri 

0818000102272200 

24.864 

Fresh 

Thaon Ki Dhani 

0817000502202300 

14.828 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Thoriyon Ka Tala 

0817000502171400 

8.989 

Fresh 

Tilora 

0818000102274400 

28.626 

Fresh 


Toonkiya 


Udaniyon Ki Dhani 


Non-command 


Non-command 



0817000502203100 

18.604 

0817000502196600 

16.068 



Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

6.446 

Command 

Younger Alluvium 

5.215 

Command 

Younger Alluvium 

0.202 

Non-command 

Younger Alluvium 

0.632 

Non-command 

Older Alluvium 

9.662 

Non-command 

Rhyolite 

0.596 

Command 

Younger Alluvium 

0.040 

Command 

Younger Alluvium 

5.178 

Non-command 

Older Alluvium 

26.562 

Non-command 

Rhyolite 

4.601 

Non-command 

Younger Alluvium 

0.225 

Non-command 

Older Alluvium 

6.597 

Non-command 

Younger Alluvium 

18.976 

Non-command 

Older Alluvium 

1.668 

Non-command 

Younger Alluvium 

20.342 

Non-command 

Younger Alluvium 

4.600 

Non-command 

Older Alluvium 

19.492 

Non-command 

Older Alluvium 

6.832 

Non-command 

Rhyolite 

8.581 

Non-command 

Rhyolite 

0.818 

Command 

Younger Alluvium 

6.136 

Non-command 

Younger Alluvium 

3.841 

Non-command 

Jalore Granite 

0.144 

Non-command 

Older Alluvium 

2.414 

Non-command 

Rhyolite 

1.797 

Non-command 

Younger Alluvium 

8.598 

Non-command 

Older Alluvium 

3.428 

Non-command 

Younger Alluvium 

1.584 

Non-command 

Younger Alluvium 

22.572 

Non-command 

Younger Alluvium 

6.792 

Non-command 

Younger Alluvium 

6.325 

Non-command 

Older Alluvium 

28.442 

Command 

Younger Alluvium 

8.913 

Non-command 

Older Alluvium 

6.255 

Non-command 

Older Alluvium 

12.592 

Non-command 

Younger Alluvium 

10.564 

Non-command 

Younger Alluvium 

8.065 

Non-command 

Older Alluvium 

6.267 

Non-command 

Older Alluvium 

0.244 

Non-command 

Rhyolite 

22.462 

Non-command 

Older Alluvium 

14.237 

Non-command 

Younger Alluvium 

0.603 

Non-command 

Older Alluvium 

24.864 

Non-command 

Older Alluvium 

3.211 

Non-command 

Younger Alluvium 

11.617 

Non-command 

Older Alluvium 

6.839 

Non-command 

Older Alluvium 

1.126 

Non-command 

Younger Alluvium 

0.150 

Non-command 

Younger Alluvium 

18.604 

Non-command 

Younger Alluvium 

1.257 

Non-command 

Younger Alluvium 

14.769 

Non-command 

Older Alluvium 

0.059 

Non-command 

Younger Alluvium 

2.469 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

80,000 

60,000 

150 

150,000 

120,000 

120 

20,000 

20,000 

120 

150,000 

120,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

120,000 

100,000 

120 

150,000 

120,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

20,000 

20,000 

120 

80,000 

60,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

80,000 

60,000 

150 

150,000 

120,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

150 

120,000 

100,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

150 

150,000 

120,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

150 

150,000 

120,000 

120 

100,000 

80,000 

150 

150,000 

120,000 

120 

120,000 

100,000 

120 

150,000 

120,000 

120 

120,000 

100,000 

150 

150,000 

120,000 

150 

150,000 

130,000 

120 

150,000 

120,000 

120 

80,000 

60,000 

120 

30,000 

30,000 

120 

90,000 

70,000 

120 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.468 


0.288 


0.010 


0.144 




0.324 

0.324 

0.666 

3.771 



0.011 

0.011 

0.025 

0.025 



0.050 

0.050 

0.036 

0.036 

0.008 

0.008 

0.108 

0.108 

- 

- 

0.382 

0.382 

0.007 

0.007 

0.004 

0.004 



0.072 

0.086 

0.090 

0.135 

0.020 

0.020 


0.022 

0.022 

0.119 

0.119 
























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


11008078 



Aaleti 


Agrawa 


Andaniyon Ki Dhani 


Bachhla 


Chimra 


Dabli 


Daboi 


Kottilani 


Kundaki 


Manki 


Maylon Ki Beri 


Meghawa 


Megwalon Ki Basti 


Panal Ki Beri 


Panawali 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Name 

Census Code 

Area 



sq.km 

(2) 

(3) 

(4) 

Vanakon Ka Bera 

0817000502188600 

5.930 

Wananiyon Ki Beri 

0817000502189000 

4.735 

Aakli 

0817000502195000 

18.706 


Non-command 


Non-command 


Narmada Canal 



0817000502194300 

10.720 

0818000602313800 

26.370 

0817000502193600 

7.311 

0817000802264500 

8.743 


Saline 


Fresh 


Saline 


10.437 Fresh 



0818000602313900 

11.084 

0817000502198300 

11.716 

0817000502194800 

14.705 




Narmada Cana 


Narmada 


Narmada Cana 


Narmada Cana 


Narmada Cana 


Narmada Cana 


Narmada Cana 


Narmada Cana 


Narmada Cana 


Narmada Cana 


Narmada 


Narmada Cana 


Narmada Cana 


Gandhaw Khurd 

0817000502198400 

33.974 

Fresh 

Gangapur 

0817000802264600 

0.683 

Saline 

Godaron Ki Beri 

0817000502194200 

5.717 

Fresh 

Hali Bao 

0818000602319100 

13.163 

Fresh 


Hanuwantpura 

0818000602314100 

4.386 

Fresh 

Jambhaji Ka Mandir 

0817000502193000 

4.498 

Fresh 


Jhakarra 

0817000502194500 

10.634 

Fresh 

Kabooli 

0817000502193100 

19.371 

Fresh 


Kakron Ki Dhani 

0817000502193400 

2.963 

Saline 

Keriya 

0818000602318600 

15.348 

Fresh 


7.631 Fresh Narmada Canal 


Non-command 


Saline Narmada Canal 


9.738 Fresh Narmada Canal 


Narmada Canal 


Narmada Canal 


Narmada Canal 


Narmada 


Narmada 


Narmada Canal 


Non-command 


Narmada Canal 


Narmada Canal 


Non-command 


Narmada Canal 


Narmada 



0817000802264800 

6.852 

0818000602318800 

19.294 

0817000502193800 

20.835 


0817000502175300 

20.292 

0818000602318900 

13.952 

0817000502193900 

17.744 


0817000502194900 

2.487 

0817000502198200 

12.516 



Narmada Canal 


Non-command 


Narmada Canal 


Narmada 


Narmada Canal 


Narmada Canal 


Non-command 


Narmada 


Narmada Canal 


Narmada Canal 


Narmada Canal 


Narmada Canal 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

5.930 

Non-command 

Older Alluvium 

1.440 

Command 

Older Alluvium 

1.635 

Command 

Younger Alluvium 

0.637 

Command 

Older Alluvium 

1.045 

Command 

Younger Alluvium 

0.332 

Command 

Older Alluvium 

10.720 

Command 

Older Alluvium 

18.476 

Command 

Older Alluvium 

2.723 

Command 

Older Alluvium 

0.000 

Command 

Older Alluvium 

3.628 

Command 

Older Alluvium 

1.307 

Command 

Older Alluvium 

1.900 

Command 

Older Alluvium 

0.034 

Command 

Younger Alluvium 

8.755 

Command 

Older Alluvium 

0.080 

Command 

Older Alluvium 

0.089 

Command 

Older Alluvium 

1.339 

Command 

Younger Alluvium 

1.688 

Command 

Older Alluvium 

5.379 

Command 

Younger Alluvium 

1.769 

Command 

Older Alluvium 

3.146 

Non-command 

Older Alluvium 

0.004 

Command 

Older Alluvium 

4.052 

Command 

Older Alluvium 

0.600 

Command 

Younger Alluvium 

4.046 

Command 

Younger Alluvium 

0.134 

Command 

Older Alluvium 

0.302 

Command 

Older Alluvium 

5.717 

Command 

Older Alluvium 

5.192 

Command 

Younger Alluvium 

1.199 

Command 

Older Alluvium 

0.147 

Command 

Older Alluvium 

0.719 

Non-command 

Older Alluvium 

2.030 

Command 

Older Alluvium 

10.634 

Command 

Older Alluvium 

9.460 

Non-command 

Older Alluvium 

4.841 

Command 

Older Alluvium 

0.001 

Command 

Older Alluvium 

0.085 

Command 

Younger Alluvium 

0.192 

Command 

Older Alluvium 

0.472 

Non-command 

Older Alluvium 

9.247 

Command 

Older Alluvium 

0.600 

Command 

Older Alluvium 

15.522 

Command 

Older Alluvium 

6.575 

Command 

Older Alluvium 

8.534 

Non-command 

Older Alluvium 

3.287 

Command 

Older Alluvium 

9.537 

Command 

Older Alluvium 

14.607 

Command 

Older Alluvium 

0.741 

Command 

Older Alluvium 

2.487 

Command 

Older Alluvium 

4.429 

Command 

Younger Alluvium 

7.558 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

180 

100,000 

70,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

180 

100,000 

70,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

180 

100,000 

70,000 

150 

120,000 

90,000 

180 

100,000 

70,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

180 

100,000 

70,000 

150 

120,000 

90,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

180 

100,000 

70,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

180 

100,000 

70,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

80,000 

60,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.011 

0.011 

0.007 

0.007 

0.007 

0.007 

0.004 

0.004 

0.119 

0.131 

0.504 

0.504 

0.011 

0.011 



0.063 

0.063 

0.079 

0.079 

0.050 

0.050 

0.036 

0.036 

0.004 

0.004 


0.007 

0.007 

0.007 

0.007 

0.108 

0.108 



0.058 

0.058 

0.014 

0.014 

0.007 

0.007 


0.025 

0.025 

0.054 

0.054 








































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



11008079 


Ramji Ka Gol 


Rampura 



Sayar Ka Koseeta 


Sensawa 


Shivpura 


Siyago Ki Beri 


Sunta Koi 


Veerawa 


Alamsar 


Bandhniya 


Bhojawas 


Birdon Ka Tala 


Boli 


Booth Rathoran 


Buran Ka Tala 


Cheetradi 


Chhachhi Beri 


Darjion Ka Tala 


Deengarh 


Devaniyon Ka Tala 


Dhanaoo 


Dhanoniyon Ka Tala 


Dhok 


Dholkiya 


Gangasara 


Ghoniya 


Gora 


Goron Ka Tala 


Ibre Ka Tala 


Itada 


Itadiya 


Jakhron Ka Tala 


Janiyon Ki Beri 


Kaloo Ki Beri 


Kaprau 


Kartiya 


Kekar 


Kharader 


Kitnoriya 


Koliyana 


0817000502198100 

5.095 

Fresh 

0817000502194000 

5.386 

Fresh 

0818000602318500 

39.824 

Fresh 

0818000602313600 

22.267 

Fresh 

0818000602313700 

27.047 

Fresh 

0818000602318300 

23.351 

Fresh 

0817000502194400 

11.734 

Fresh 

0818000602318700 

11.652 

Fresh 

0818000602319000 

13.250 

Fresh 



0817000802257100 

58.907 

0817000802266500 

12.231 

0817000802256800 

10.256 

0817000802256700 

10.523 

0817000802268200 

7.955 

0817000802252000 

49.358 


0817000802258400 

52.786 

0817000802268300 

22.988 





Saline 

0817000802261100 

5.810 

Fresh 

0817000802245700 

9.047 

Saline 

0817000802257200 

19.767 

Fresh 

0817000802244800 

13.109 

Fresh 

0817000802258800 

14.377 

Fresh 

0817000802259000 

7.967 

Fresh 

0817000802245200 

71.832 

Saline 

0817000802266100 

3.246 

Fresh 

0817000802266600 

22.043 

Fresh 

0817000802245500 

22.791 

Saline 

0817000802266000 

17.499 

Fresh 





Saline 

0817000802259200 

6.078 

Fresh 

0817000802257500 

16.598 

Fresh 

0817000802257400 

20.710 

Fresh 

0817000802257300 

27.976 

Fresh 

0817000802259900 

4.342 

Fresh 

0817000502174800 

19.587 

Fresh 

0817000802261000 

16.959 

Fresh 

0817000802244900 

17.441 

Saline 

0817000802266400 

14.776 

Fresh 

0817000802264200 

54.147 

Fresh 

0817000802265900 

1.087 

Saline 

0817000802259800 

12.135 

Fresh 

0817000502174700 

20.634 

Fresh 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


Saline Narmada Canal 


17.010 Fresh Narmada Canal 


Saline Narmada Canal 


Narmada Canal 


Narmada Canal 


Narmada 


Narmada 


Narmada 


Narmada 


Narmada Canal 


Narmada 


Narmada 


Narmada Canal 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Narmada Canal 


Non-command 


Non-command 


Non-command 


Narmada Canal 


Non-command 


Narmada Canal 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Narmada Canal 


Non-command 


Narmada Canal 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Narmada Canal 


Non-command 


Non-command 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Older Alluvium 

2.004 

Command 

Older Alluvium 

10.818 

Command 

Older Alluvium 

1.057 

Command 

Younger Alluvium 

0.135 

Command 

Younger Alluvium 

0.112 

Command 

Older Alluvium 

5.386 

Command 

Older Alluvium 

1.859 

Command 

Older Alluvium 

0.074 

Command 

Older Alluvium 

20.380 

Command 

Older Alluvium 

0.258 

Command 

Older Alluvium 

11.734 

Command 

Older Alluvium 

9.277 

Command 

Older Alluvium 

8.135 

Command 

Younger Alluvium 

0.520 

Command 

Older Alluvium 

2.120 

Non-command 

Older Alluvium 

7.657 

Non-command 

Older Alluvium 

36.075 

Non-command 

Older Alluvium 

5.135 

Non-command 

Older Alluvium 

2.571 

Non-command 

Older Alluvium 

4.532 

Command 

Older Alluvium 

6.204 

Non-command 

Older Alluvium 

8.628 

Non-command 

Older Alluvium 

15.107 

Non-command 

Older Alluvium 

5.083 

Command 

Older Alluvium 

0.936 

Non-command 

Older Alluvium 

0.940 

Command 

Older Alluvium 

5.860 

Non-command 

Older Alluvium 

5.810 

Non-command 

Older Alluvium 

0.212 

Non-command 

Older Alluvium 

19.767 

Non-command 

Older Alluvium 

0.879 

Non-command 

Older Alluvium 

14.377 

Non-command 

Older Alluvium 

7.967 

Non-command 

Older Alluvium 

15.587 

Non-command 

Older Alluvium 

3.246 

Non-command 

Older Alluvium 

6.851 

Non-command 

Older Alluvium 

1.751 

Command 

Older Alluvium 

3.574 

Non-command 

Older Alluvium 

10.330 

Command 

Older Alluvium 

0.187 

Non-command 

Older Alluvium 

6.078 

Non-command 

Older Alluvium 

3.011 

Non-command 

Older Alluvium 

0.012 

Non-command 

Older Alluvium 

22.192 

Non-command 

Older Alluvium 

3.030 

Non-command 

Older Alluvium 

7.928 

Non-command 

Older Alluvium 

10.552 

Non-command 

Older Alluvium 

1.188 

Non-command 

Older Alluvium 

14.776 

Non-command 

Older Alluvium 

22.822 

Command 

Older Alluvium 

0.256 

Non-command 

Older Alluvium 

12.101 

Non-command 

Older Alluvium 

20.634 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

30,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

120 

50,000 

30,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

150 

120,000 

90,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

45,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

45,000 

30,000 

120 

30,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.011 


0.036 


0.004 


















































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



11008080 


Kothe Ka Tala 


Kumbhoniyon Ka Tala 


Kundanpura 


Lomrodon Ka Tala 


Mandirwala 


Mandon Ki Beri 


Mate Ka Tala 


Meethi Nadi 


Mehrangadh 


Miyazal Ki Beri 


Nehron Ki Nari 


Ogala 


Ojiya 


Pabuberi 


Panoniyon Ki Dhani 


Panoriya 


Pawdon Ka Tala 


Phagloo Ka Tala 


Rabasar 


Ratanpura 


Rohila 


Sadram Ki Beri 


Sagarbao 


Sanwa 


Sarnon Ki Nari 


Sewron Ka Tala 


Sherpur 


Shobhala Darsan 


Shri Ramwala 


Sonri 


Soorpura 


Surte Ki Dhani 


Tajaniyon Ka Tala 


Tardon Ka Tala 


Ummed Nagar 


Veriya 


Abdul Raheem Ka Tala 


Aginshah Ki Dhani 


Ahsan Ka Tala 


Ali Ki Dhani 


Badha 


Bamarlader 


Bawri Kalan 


Beejasar 


Beendoniyon Ki Dhani 


Beesasar 


Bhanwar 


Census Code 

Area 


sq.km 

(3) 

(4) 

0817000802252400 

24.883 



0817000802245600 

8.700 

0817000802258700 

5.851 

0817000802261300 

13.562 

0817000802260800 

1.925 

0817000802258900 

12.000 

0817000802260900 

4.378 

0817000802250300 

20.250 

0817000802259400 

7.754 

0817000802252500 

9.169 

0817000802266200 

6.987 

0817000802256500 

8.700 

0817000802265800 

10.897 


0817000802259100 

2.911 

0817000802266300 

12.146 

0817000802245400 

21.879 

0817000802268400 

18.037 

0817000802259500 

9.642 

0817000802260700 

2.332 

0817000802258500 

55.202 

0817000802252100 

9.527 


0817000802264100 

25.186 

0817000802259700 

23.981 

0817000802268100 

12.066 

0817000802259600 

40.042 

0817000802260000 

9.754 

0817000802245000 

12.149 


0817000802265500 

40.465 

0817000802261200 

44.352 

0817000802258600 

6.129 

0817000802264000 

34.151 

0817000802252300 

11.656 

0817000802259300 

6.740 

0817000802245300 

11.863 

0817000802256600 

11.841 

0817000802252200 

1.740 

0818000602314900 

9.741 



0817000802258300 

10.798 

0817000802258000 

15.158 

0817000802261800 

13.779 

0817000802251600 

11.601 

0817000802266700 

31.416 

0817000802263400 

31.545 

0817000802251900 

21.906 

0817000802257700 

56.237 

0817000802250600 

25.624 

0817000802262800 

16.948 

0817000802267000 

16.459 


( 6 ) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Narmada Canal 


Narmada Canal 


Non-command 


Non-command 


Non-command 


Narmada Canal 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Narmada 


Narmada 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

22.271 

Non-command 

Older Alluvium 

2.223 

Non-command 

Older Alluvium 

0.012 

Non-command 

Older Alluvium 

5.851 

Non-command 

Older Alluvium 

2.832 

Non-command 

Older Alluvium 

1.869 

Non-command 

Older Alluvium 

12.000 

Non-command 

Older Alluvium 

4.378 

Non-command 

Older Alluvium 

9.920 

Non-command 

Older Alluvium 

7.754 

Non-command 

Older Alluvium 

0.804 

Non-command 

Older Alluvium 

6.987 

Non-command 

Older Alluvium 

0.206 

Command 

Older Alluvium 

0.023 

Command 

Older Alluvium 

0.553 

Non-command 

Older Alluvium 

2.911 

Non-command 

Older Alluvium 

12.146 

Non-command 

Older Alluvium 

21.075 

Command 

Older Alluvium 

1.109 

Non-command 

Older Alluvium 

9.642 

Non-command 

Older Alluvium 

0.258 

Non-command 

Older Alluvium 

10.074 

Non-command 

Older Alluvium 

2.628 

Non-command 

Older Alluvium 

6.899 

Non-command 

Older Alluvium 

14.449 

Non-command 

Older Alluvium 

1.855 

Non-command 

Older Alluvium 

1.216 

Non-command 

Older Alluvium 

23.955 

Non-command 

Older Alluvium 

3.813 

Non-command 

Older Alluvium 

1.445 

Non-command 

Older Alluvium 

4.736 

Non-command 

Older Alluvium 

8.110 

Non-command 

Older Alluvium 

36.569 

Non-command 

Older Alluvium 

5.889 

Non-command 

Older Alluvium 

28.356 

Non-command 

Older Alluvium 

11.656 

Non-command 

Older Alluvium 

6.740 

Non-command 

Older Alluvium 

10.449 

Non-command 

Older Alluvium 

3.872 

Non-command 

Older Alluvium 

1.513 

Command 

Older Alluvium 

0.410 

Command 

Older Alluvium 

0.530 

Non-command 

Older Alluvium 

0.862 

Non-command 

Older Alluvium 

8.557 

Non-command 

Older Alluvium 

8.822 

Non-command 

Older Alluvium 

0.821 

Non-command 

Older Alluvium 

13.217 

Non-command 

Older Alluvium 

28.495 

Non-command 

Older Alluvium 

0.095 

Non-command 

Older Alluvium 

35.423 

Non-command 

Older Alluvium 

0.168 

Non-command 

Older Alluvium 

14.041 

Non-command 

Older Alluvium 

11.485 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

45,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

50,000 

30,000 

120 

45,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

45,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

45,000 

30,000 

120 

50,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

50,000 

30,000 

120 

45,000 

30,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

45,000 

30,000 

120 

50,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

120 

45,000 

30,000 

180 

100,000 

70,000 

120 

90,000 

70,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

120 

45,000 

30,000 

120 

30,000 

30,000 

120 

45,000 

30,000 

120 

30,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 


(15) 


0.014 




































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


11008081 


Bhilon Ka Tala 



Buran Ka Tala 


Cheetradi 


Dhemba 


Fakiron Ka Niwan 


Fitkariya 


Gohar Ka Tala 


Gumane Ka Tala 


Harpaliya 


Hemawas 


Husain Ka Tala 


Jaleela 


Janpaliya 


Jharpa 


Khari 


Phagliya 


Poonjasar 


Rodiyon Ka Tala 


Sadram Ki Beri 


Salriya 


Samon Ki Dhani 


Sanwa 


Sanwlasi 


0817000802251200 


0817000802262600 


0817000802258400 


0817000802268300 


0817000802261700 


0817000802267100 


0817000802262000 


0817000802258100 


0817000802251400 


15.562 


7.082 


52.786 


22.988 


43.495 


7.421 


4.119 


29.713 


32.203 


0817000802263300 

25.188 

0817000802269000 

10.668 

0817000802263200 

13.478 

0817000802262500 

15.841 

0817000802262700 

34.878 

0817000802267700 

22.676 

0817000802268800 

5.629 


Krishan Ka Tala 

0817000802262200 

10.271 

Fresh 

Lakrasar 

0817000802267800 

20.402 

Fresh 

Manjhi Ka Tala 

0817000802261400 

11.921 

Fresh 

Meethe Ka Tala 

0817000802257600 

16.637 

Fresh 

Miyen Ka Tala 

0817000802257800 

16.495 

Fresh 

Nawatala Jaitmalan 

0817000802251500 

27.466 

Saline 

Pancharla 

0817000802269100 

19.687 

Fresh 

Pandhi Ka Niwan 

0817000802267200 

33.806 

Fresh 

Panoriya 

0817000802268400 

18.037 

Fresh 



0817000802268000 

32.794 

0817000802261900 

39.022 

0817000802251800 

14.941 


0817000802259700 

23.981 

0817000802261500 

29.538 

0817000802263700 

20.781 

0817000802259600 

40.042 

0817000802268900 

8.898 



Sarla 

0817000802263100 

21.177 

Fresh 

Saroope Ka Tala 

0817000802257900 

31.907 

Fresh 

Sayed Mozali Ka Tala 

0817000802258200 

13.220 

Fresh 

Serwa 

0817000802263500 

10.800 

Fresh 

Sinhaniya 

0817000802267900 

23.749 

Fresh 

Sinhar 

0817000802261600 

26.843 

Fresh 

Talsar 

0817000802262100 

32.396 

Fresh 

Vasiya Ka Tala 

0817000802262400 

23.169 

Fresh 

Aakal 

0817000802265600 

21.989 

Fresh 



Aakora 


0817000802240800 


36.919 Fresh 


( 6 ) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Narmada Canal 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Narmada Canal 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Narmada Canal 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Narmada Canal 


Non-command 


Narmada Canal 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

2.489 

Non-command 

Older Alluvium 

7.039 

Non-command 

Older Alluvium 

1.216 

Non-command 

Older Alluvium 

6.390 

Non-command 

Older Alluvium 

13.396 

Non-command 

Older Alluvium 

0.103 

Non-command 

Older Alluvium 

43.495 

Non-command 

Older Alluvium 

6.132 

Non-command 

Older Alluvium 

4.119 

Non-command 

Older Alluvium 

17.053 

Non-command 

Older Alluvium 

18.328 

Non-command 

Older Alluvium 

10.423 

Non-command 

Older Alluvium 

24.759 

Non-command 

Older Alluvium 

8.655 

Non-command 

Older Alluvium 

4.598 

Non-command 

Older Alluvium 

12.886 

Non-command 

Older Alluvium 

0.568 

Non-command 

Older Alluvium 

3.918 

Command 

Older Alluvium 

0.118 

Non-command 

Older Alluvium 

0.014 

Non-command 

Older Alluvium 

0.660 

Non-command 

Older Alluvium 

0.493 

Non-command 

Older Alluvium 

6.923 

Non-command 

Older Alluvium 

0.072 

Non-command 

Older Alluvium 

1.448 

Non-command 

Older Alluvium 

6.995 

Non-command 

Older Alluvium 

4.796 

Non-command 

Older Alluvium 

8.190 

Command 

Older Alluvium 

1.451 

Non-command 

Older Alluvium 

1.762 

Non-command 

Older Alluvium 

13.991 

Non-command 

Older Alluvium 

39.022 

Non-command 

Older Alluvium 

4.217 

Non-command 

Older Alluvium 

1.673 

Non-command 

Older Alluvium 

0.228 

Non-command 

Older Alluvium 

25.113 

Non-command 

Older Alluvium 

0.019 

Non-command 

Older Alluvium 

0.059 

Command 

Older Alluvium 

0.594 

Non-command 

Older Alluvium 

5.307 

Non-command 

Older Alluvium 

2.753 

Non-command 

Older Alluvium 

2.442 

Non-command 

Older Alluvium 

12.328 

Non-command 

Older Alluvium 

0.908 

Non-command 

Older Alluvium 

21.326 

Non-command 

Older Alluvium 

26.843 

Non-command 

Older Alluvium 

18.711 

Non-command 

Older Alluvium 

0.113 

Command 

Older Alluvium 

3.713 

Non-command 

Older Alluvium 

4.041 

Command 

Older Alluvium 

4.015 

Non-command 

Older Alluvium 

0.444 

Non-command 

Older Alluvium 

10.519 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

45,000 

30,000 

120 

30,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

30,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

30,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

30,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

60,000 

40,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 



































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Adarsh Nagar 


Aidan Ki Dhani 


Alamsar 


Ambedkar Nagar 


Ami Mohammad Shahki Basti 


Amirgarh 


Antiya 


Azad Nagar 


Bachhonion Ki Dhani 


Bamarla 


Bamnor Ameershah 


Bamnor Bhanwarshah 


Banda Bera 


Baotalai 


Barsal Ki Beri 


Bhaduoy Ka Tala 


Bhagbhare Ki Beri 


Bhakhar Pura 


Bharon Ka Tala 


Bharthe Ki Beri 


Bhawanipura 


Bhilonwala 


Bhojawas 


Bhooniya 


Birdon Ka Tala 


Bisaraniya 


Bool 


Borla Jatan 


Budiyon Ka Tala 


Chalkana 


Cheetradi 


Chimnasar 


Chohtan 


Chuli Doongri 


Darjion Ka Tala 


Deluon Wala 


Deopura 


Devaniyon Ka Tala 


Dhakon Ka Tala 


Dheerasar 


Dhok 


Doogri 


Doothwa 


Dudhadiyon Ka Tala 


Census Code 

Area 


sq.km 

(3) 

(4) 

0817000802244200 

5.772 

0817000802245900 

16.334 

0817000802257100 

58.907 

0817000802254800 

3.257 

0817000802255100 

6.904 

0817000802255400 

9.187 

0817000802244600 

16.588 



0817000802244100 

4.662 

0817000802243500 

9.230 

0817000802264400 

10.437 


0817000802255000 

3.882 

0817000802255200 

10.633 

0817000802255500 

19.710 

0817000802264900 

3.652 


0818000602314000 

13.970 

0817000802252800 

9.058 

0817000502175000 

13.438 

0817000802239900 

6.563 

0817000802260300 

4.332 

0817000502175200 

9.543 

0817000802265100 

2.514 

0817000802256400 

6.534 

0817000802256800 

10.256 

0817000802260400 

2.570 

0817000802256700 

10.523 

0817000802256300 

19.020 

0817000502175100 

41.438 

0817000802265700 

14.948 

0817000802253400 

7.201 

0817000802265200 

7.968 



0817000802268300 

22.988 

0817000802253000 

12.504 

0817000802240100 

30.493 

0817000802239700 

12.283 

0817000802245700 

9.047 

0817000802256200 

8.692 

0817000802239400 

22.336 

0817000802244800 

13.109 



0817000802260100 

6.861 

0817000802243800 

12.353 

0817000802245200 

71.832 

0818000602313400 

49.055 

0818000602314200 

18.360 

0817000802244300 

13.838 


( 6 ) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Narmada Canal 


Non-command 


Non-command 


Non-command 


Non-command 


Narmada Canal 


Narmada Canal 


Narmada 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Narmada Canal 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Narmada Canal 


Non-command 


Narmada Canal 


Narmada Canal 


Narmada Canal 


Non-command 


Narmada Canal 


Narmada Canal 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Narmada 


Narmada 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

5.772 

Non-command 

Older Alluvium 

3.401 

Non-command 

Older Alluvium 

22.832 

Non-command 

Older Alluvium 

0.319 

Non-command 

Older Alluvium 

2.352 

Non-command 

Older Alluvium 

9.187 

Non-command 

Older Alluvium 

0.153 

Non-command 

Older Alluvium 

16.435 

Non-command 

Older Alluvium 

4.662 

Non-command 

Older Alluvium 

0.042 

Command 

Older Alluvium 

0.863 

Non-command 

Older Alluvium 

1.646 

Non-command 

Older Alluvium 

1.409 

Non-command 

Older Alluvium 

9.634 

Non-command 

Older Alluvium 

0.462 

Command 

Older Alluvium 

0.929 

Command 

Older Alluvium 

0.911 

Command 

Older Alluvium 

0.753 

Non-command 

Older Alluvium 

9.058 

Non-command 

Older Alluvium 

12.911 

Non-command 

Older Alluvium 

6.563 

Non-command 

Older Alluvium 

4.332 

Non-command 

Older Alluvium 

3.604 

Command 

Older Alluvium 

1.879 

Non-command 

Older Alluvium 

6.534 

Non-command 

Older Alluvium 

7.685 

Non-command 

Older Alluvium 

2.570 

Non-command 

Older Alluvium 

5.990 

Non-command 

Older Alluvium 

19.020 

Non-command 

Older Alluvium 

25.168 

Command 

Older Alluvium 

14.948 

Non-command 

Older Alluvium 

4.495 

Command 

Older Alluvium 

0.014 

Command 

Older Alluvium 

4.610 

Command 

Older Alluvium 

3.674 

Non-command 

Older Alluvium 

0.755 

Command 

Older Alluvium 

0.555 

Command 

Older Alluvium 

0.060 

Non-command 

Older Alluvium 

12.504 

Non-command 

Older Alluvium 

30.493 

Non-command 

Older Alluvium 

12.283 

Non-command 

Older Alluvium 

5.929 

Non-command 

Older Alluvium 

8.692 

Non-command 

Older Alluvium 

5.795 

Non-command 

Older Alluvium 

6.768 

Non-command 

Older Alluvium 

5.462 

Non-command 

Older Alluvium 

6.861 

Non-command 

Older Alluvium 

12.353 

Non-command 

Older Alluvium 

55.956 

Command 

Older Alluvium 

24.807 

Command 

Older Alluvium 

6.148 

Non-command 

Older Alluvium 

12.827 

Non-command 

Older Alluvium 

1.011 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

45,000 

30,000 

120 

30,000 

30,000 

120 

45,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

45,000 

30,000 

120 

30,000 

30,000 

120 

45,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

180 

100,000 

70,000 

120 

45,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

45,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

45,000 

30,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

120 

45,000 

30,000 

120 

30,000 

30,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

120 

45,000 

30,000 

120 

30,000 

30,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.032 













































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Gandhi Nagar 


Gangala 


Hardanpura 


Harpuniyon Wala 


Hironion Ka Tala 


Indrawas 


Ishwarpura 


Isrol 


Jakhron Ka Tala 


Jakhronwala 


Jal Beri 


Jalberi 


Janiyon Ki Beri 


Jato Ki Dhani 


Jaton Ki Basti 


Jethmalpura 


K.R.Bandha Kua 


Kabooli 


Kairnada 


Kaloo Ki Beri 


Kaprau 


Kayam Ka Tala 


Kekar 


Khairaj Ka Tala 


Khamrai 


Kharader 


Kharawala 


Khari 


Khariya Rathoran 


Konra 


Kumbharon Ki Beri 


Lachhiye Ka Tala 


Lakhwara 


Leelsar Dakhnad 


Lomrodon Ka Tala 


Madhopura 


Mahendrapura 


Census Code 

Area 


sq.km 

(3) 

(4) 

0817000802240400 

12.377 



0817000702232700 

4.688 

0817000702232400 

30.354 



0817000802255800 

5.013 

0817000802253300 

7.119 

0817000802256100 

11.334 

0817000702232500 

7.056 


0817000802245100 4.432 


0817000802243400 28.962 


0817000702232600 9.972 


0817000802259900 4.342 


0817000802255900 7.887 


0817000502174500 15.208 


0818000602313500 20.037 


0817000502174800 19.587 


0817000802239800 6.476 


0817000802243900 14.875 


0817000802240600 18.908 



0818000602314600 

10.677 

0817000502193100 

19.371 


0817000802240000 

5.792 

0817000802261000 

16.959 

0817000802244900 

17.441 

0817000802260600 

2.554 

0817000802264200 

54.147 

0817000802252600 

11.323 

0818000602313300 

16.153 


0817000802265900 

1.087 

0817000802252900 

14.492 

0817000502175500 

24.584 

0817000702233000 

17.287 

0817000802252400 

24.883 

0817000502176200 

11.024 

0817000802260200 

6.648 

0817000802244500 

8.327 

0817000802253500 

6.782 

0817000802260800 

1.925 

0818000602314700 

5.423 

0817000802240500 

23.694 



Mananiyon Ki Basti 


0817000702232200 


( 6 ) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Narmada 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Narmada 


Narmada Canal 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Narmada 


Narmada 


Narmada Canal 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Narmada 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

11.275 

Non-command 

Older Alluvium 

1.102 

Non-command 

Older Alluvium 

0.059 

Non-command 

Older Alluvium 

1.175 

Non-command 

Older Alluvium 

18.869 

Non-command 

Older Alluvium 

0.887 

Non-command 

Older Alluvium 

0.008 

Non-command 

Older Alluvium 

5.996 

Non-command 

Older Alluvium 

1.448 

Non-command 

Older Alluvium 

5.013 

Non-command 

Older Alluvium 

7.119 

Non-command 

Older Alluvium 

11.334 

Non-command 

Older Alluvium 

0.007 

Non-command 

Older Alluvium 

1.116 

Non-command 

Older Alluvium 

4.432 

Non-command 

Older Alluvium 

4.187 

Non-command 

Older Alluvium 

1.971 

Non-command 

Older Alluvium 

1.312 

Non-command 

Older Alluvium 

7.887 

Non-command 

Older Alluvium 

10.433 

Command 

Older Alluvium 

10.773 

Non-command 

Older Alluvium 

11.659 

Non-command 

Older Alluvium 

6.476 

Non-command 

Older Alluvium 

13.828 

Non-command 

Older Alluvium 

11.864 

Non-command 

Older Alluvium 

0.012 

Non-command 

Older Alluvium 

1.945 

Non-command 

Older Alluvium 

10.183 

Command 

Older Alluvium 

4.337 

Command 

Older Alluvium 

1.062 

Non-command 

Older Alluvium 

0.791 

Non-command 

Older Alluvium 

5.792 

Non-command 

Older Alluvium 

6.408 

Non-command 

Older Alluvium 

16.253 

Non-command 

Older Alluvium 

2.554 

Non-command 

Older Alluvium 

31.325 

Non-command 

Older Alluvium 

11.323 

Command 

Older Alluvium 

3.822 

Command 

Older Alluvium 

1.051 

Command 

Older Alluvium 

0.565 

Non-command 

Older Alluvium 

14.492 

Non-command 

Older Alluvium 

5.400 

Non-command 

Older Alluvium 

14.347 

Non-command 

Older Alluvium 

0.389 

Non-command 

Older Alluvium 

0.011 

Non-command 

Older Alluvium 

6.648 

Non-command 

Older Alluvium 

8.327 

Non-command 

Older Alluvium 

0.004 

Non-command 

Older Alluvium 

0.055 

Command 

Older Alluvium 

0.020 

Non-command 

Older Alluvium 

20.046 

Non-command 

Older Alluvium 

2.654 

Non-command 

Older Alluvium 

4.960 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

40,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

60,000 

40,000 

120 

30,000 

30,000 

120 

60,000 

40,000 

120 

30,000 

30,000 

120 

45,000 

30,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

60,000 

40,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

180 

100,000 

70,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

45,000 

30,000 

120 

60,000 

40,000 

120 

30,000 

30,000 

120 

45,000 

30,000 

120 

30,000 

30,000 

180 

100,000 

70,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

45,000 

30,000 

180 

100,000 

70,000 

120 

90,000 

70,000 

120 

30,000 

30,000 

120 

45,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

45,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

45,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

180 

100,000 

70,000 

120 

60,000 

40,000 

120 

30,000 

30,000 

120 

30,000 

30,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.014 

0.080 

0.004 

0.058 

0.137 

0.143 

0.302 

0.302 

0.097 

0.097 






















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Mandasar 


Maylon Ki Beri 


Meghasar 


Meghwalon Ki Dhani 


Mehrangadh 


Mithabera 


Mithariya Tala 


Nawatala Rathoran 


Neembali 


Nehron Ki Nari 


Netrar 


Nihalaniyon Ka Tobha 


Nimbala 


Ogala 


Padaradi 


Parariya 


Pawariya 


Peepli Beri 


Phagloo Ka Tala 


Pingalpura 


Pokrasar 


Pooniyon Ka Tala 


Ramderiya Tala 


Ranasar Kalan 


Ranisar 


Rarli 


Rohila 


Saiyon Ka Tala 


Sam 


Sanau 


Sarnon Ki Nari 


Sauwon Ka Tala 


Sewron Ka Tala 


Sinhagpura 


Siyolon Ka Der 


Sodhon Ki Basti 


Sutharon Ki Beri 


Tajaniyon Ka Tala 


Tanpi 


Census Code 

Area 



sq.km 


(3) 

(4) 

(5) 

0817000802240300 

9.397 

Fresh 



Saline 

0817000802256000 

7.017 

Fresh 

0817000502175300 

20.292 

Fresh 

0817000802239600 

21.275 

Saline 

0817000502174900 

14.851 

Fresh 

0817000802252500 

9.169 

Fresh 

0817000802254900 

5.155 

Fresh 

0817000702231800 

8.010 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0817000802255600 

9.474 

0817000802242400 

14.639 

0817000802256500 

8.700 

0817000802244000 

12.775 

0817000702232300 

7.951 

0817000802256900 

8.644 

0817000802265800 

10.897 


0818000602314400 

4.077 

0817000802239500 

7.672 

0817000802253100 

7.347 

0817000802265400 

8.057 


0817000802260700 

2.332 

0817000802255300 

3.805 

0817000802243700 

12.161 

0817000702233100 

11.146 

0817000802240700 

11.192 

0817000502174600 

11.097 

0817000802242100 

8.167 


0817000802242200 

12.409 

0817000802264100 

25.186 

0817000802252700 

4.670 

0817000802255700 

4.262 

0817000802242000 

19.388 


0817000802260000 

9.754 

0817000802257000 

8.334 

0817000802245000 

12.149 



0817000802253200 

10.021 

0817000802264300 

4.123 

0817000702232100 

3.765 



0817000802260500 

0.771 

0817000802245300 

11.863 

0818000602314500 

15.531 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Narmada Canal 


Narmada Canal 


Narmada 


Non-command 


Non-command 


Narmada Canal 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Narmada Canal 


Non-command 


Narmada Canal 


Non-command 


Non-command 


Non-command 


Non-command 


Narmada Canal 


Narmada Canal 


Non-command 


Non-command 


Narmada 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.043 

Non-command 

Older Alluvium 

9.353 

Non-command 

Older Alluvium 

7.017 

Non-command 

Older Alluvium 

8.899 

Non-command 

Older Alluvium 

21.275 

Non-command 

Older Alluvium 

14.095 

Non-command 

Older Alluvium 

8.365 

Non-command 

Older Alluvium 

5.123 

Non-command 

Older Alluvium 

6.058 

Non-command 

Rhyolite 

0.092 

Non-command 

Older Alluvium 

9.474 

Non-command 

Older Alluvium 

11.450 

Non-command 

Older Alluvium 

8.495 

Non-command 

Older Alluvium 

12.775 

Non-command 

Older Alluvium 

7.951 

Non-command 

Older Alluvium 

8.644 

Command 

Older Alluvium 

0.002 

Command 

Older Alluvium 

10.319 

Command 

Older Alluvium 

0.764 

Non-command 

Older Alluvium 

7.644 

Non-command 

Older Alluvium 

2.316 

Command 

Older Alluvium 

1.532 

Non-command 

Older Alluvium 

6.525 

Non-command 

Older Alluvium 

2.074 

Non-command 

Older Alluvium 

3.805 

Non-command 

Older Alluvium 

12.161 

Non-command 

Older Alluvium 

1.515 

Non-command 

Older Alluvium 

2.327 

Non-command 

Older Alluvium 

9.627 

Non-command 

Older Alluvium 

2.654 

Non-command 

Older Alluvium 

2.045 

Non-command 

Older Alluvium 

0.474 

Non-command 

Older Alluvium 

10.738 

Non-command 

Older Alluvium 

4.670 

Non-command 

Older Alluvium 

4.262 

Non-command 

Older Alluvium 

5.613 

Non-command 

Older Alluvium 

7.860 

Non-command 

Older Alluvium 

5.941 

Non-command 

Older Alluvium 

8.334 

Non-command 

Older Alluvium 

0.585 

Non-command 

Older Alluvium 

5.384 

Command 

Older Alluvium 

10.825 

Non-command 

Older Alluvium 

11.066 

Command 

Older Alluvium 

10.464 

Non-command 

Older Alluvium 

7.883 

Non-command 

Older Alluvium 

4.123 

Non-command 

Older Alluvium 

0.440 

Non-command 

Older Alluvium 

3.325 

Command 

Older Alluvium 

0.016 

Command 

Older Alluvium 

2.709 

Non-command 

Older Alluvium 

0.771 

Non-command 

Older Alluvium 

1.414 

Command 

Older Alluvium 

0.000 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

45,000 

30,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

120 

45,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

45,000 

30,000 

120 

30,000 

30,000 

120 

45,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

180 

100,000 

70,000 

120 

30,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

45,000 

30,000 

120 

30,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

30,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

45,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

180 

100,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 












































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 




Tardon Ka Tala 


Teja Ki Dhani 


Tembi 


Ummed Nagar 


Uparla 


Vishnoiyon Ka Tala 


11008082 Abdul Raheem Ka Tala 


Ahsan Ka Tala 


Alisaron Ki Basti 


Aloo Ka Tala 


Badha 


Bamarlader 


Bandhniya 


Bawri Kalan 


Beejasar 


Bhanwar 


Bhanwariya 


Booth Rathoran 


Borla 


Buran Ka Tala 


Cheetradi 


Chicharasar 


Deedawa 


Gangasara 


Gangasariya 



Gohar Ka Tala 


Gora 


Hemawas 


Ibre Ka Tala 


Itada 


Itadiya 


Kalji Ki Beri 


Khari 


Kitnoriya 


Kundanpura 


Madawao 


Manjhi Ka Tala 


Mate Ka Tala 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Census Code 

Area 


sq.km 

(3) 

(4) 

0817000802256600 

11.841 

0817000502174300 

29.334 

0818000602314300 

18.242 

0817000802252200 

1.740 

0817000802240200 

21.030 



0817000702232000 

3.702 

0817000802258300 

10.798 

0817000802261800 

13.779 

0817000802263600 

6.477 

0817000802266800 

23.470 

0817000802266700 

31.416 

0817000802263400 

31.545 

0817000802266500 

12.231 

0817000802251900 

21.906 


0817000802257700 

56.237 

0817000802267000 

16.459 

0817000802270200 

5.913 

0817000802252000 

49.358 


0817000802270500 

16.096 

0817000802258400 

52.786 

0817000802268300 

22.988 



0817000802263900 

13.862 

0817000802268600 

8.279 

0817000802266600 

22.043 

0817000802270300 

11.208 


Saline 


14.480 Fresh 



0817000802258100 

29.713 

0817000802266000 

17.499 

0817000802269000 

10.668 

0817000802257500 

16.598 


0817000802257400 

20.710 

0817000802257300 

27.976 

0818000602315100 

19.630 

0817000802268800 

5.629 




Saline 


65.199 Fresh 



0817000802259800 

12.135 

0817000802261300 

13.562 

0817000802268500 

17.512 


0817000802261400 

11.921 

0817000802250300 

20.250 



( 6 ) 


Non-command 


Non-command 


Narmada 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Narmada Canal 


Non-command 


Non-command 


Narmada Canal 


Non-command 


Narmada Canal 


Non-command 


Narmada Canal 


Non-command 


Narmada Canal 


Non-command 


Narmada Canal 


Narmada Canal 


Narmada Canal 


Non-command 


Narmada Canal 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Narmada 


Narmada Canal 


Non-command 


Narmada Canal 


Narmada 


Narmada 


Non-command 


Non-command 


Narmada Canal 


Narmada Canal 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

7.969 

Non-command 

Older Alluvium 

16.259 

Command 

Older Alluvium 

0.006 

Non-command 

Older Alluvium 

0.227 

Non-command 

Older Alluvium 

0.044 

Non-command 

Older Alluvium 

20.986 

Non-command 

Older Alluvium 

0.927 

Non-command 

Older Alluvium 

9.935 

Non-command 

Older Alluvium 

4.957 

Non-command 

Older Alluvium 

6.477 

Non-command 

Older Alluvium 

23.470 

Non-command 

Older Alluvium 

18.199 

Non-command 

Older Alluvium 

3.050 

Non-command 

Older Alluvium 

7.096 

Non-command 

Older Alluvium 

5.392 

Non-command 

Older Alluvium 

13.703 

Non-command 

Older Alluvium 

5.181 

Non-command 

Older Alluvium 

4.702 

Command 

Older Alluvium 

0.106 

Non-command 

Older Alluvium 

1.072 

Non-command 

Older Alluvium 

24.551 

Command 

Older Alluvium 

0.291 

Non-command 

Older Alluvium 

34.307 

Command 

Older Alluvium 

6.266 

Non-command 

Older Alluvium 

7.632 

Command 

Older Alluvium 

1.165 

Non-command 

Older Alluvium 

13.862 

Command 

Older Alluvium 

8.279 

Non-command 

Older Alluvium 

15.191 

Command 

Older Alluvium 

0.587 

Command 

Older Alluvium 

0.587 

Command 

Older Alluvium 

0.350 

Non-command 

Older Alluvium 

0.350 

Command 

Older Alluvium 

13.780 

Non-command 

Older Alluvium 

11.460 

Non-command 

Older Alluvium 

3.408 

Non-command 

Older Alluvium 

2.014 

Non-command 

Older Alluvium 

13.540 

Non-command 

Older Alluvium 

0.047 

Non-command 

Older Alluvium 

20.699 

Non-command 

Older Alluvium 

5.784 

Command 

Older Alluvium 

0.041 

Command 

Older Alluvium 

2.405 

Non-command 

Older Alluvium 

2.144 

Command 

Older Alluvium 

0.949 

Command 

Older Alluvium 

15.465 

Command 

Older Alluvium 

0.076 

Non-command 

Older Alluvium 

0.033 

Non-command 

Older Alluvium 

10.730 

Command 

Older Alluvium 

0.104 

Command 

Older Alluvium 

8.454 

Non-command 

Older Alluvium 

4.998 

Non-command 

Older Alluvium 

10.054 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

30,000 

120 

50,000 

30,000 

180 

100,000 

70,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

30,000 

30,000 

120 

60,000 

40,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

50,000 

30,000 

120 

45,000 

30,000 

120 

50,000 

30,000 

120 

45,000 

30,000 

120 

30,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

30,000 

30,000 

120 

45,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

30,000 

30,000 

120 

45,000 

30,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

120 

45,000 

30,000 

120 

30,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

30,000 

30,000 

120 

45,000 

30,000 

120 

50,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

30,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

180 

100,000 

70,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

30,000 

30,000 

180 

100,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

30,000 

30,000 

120 

45,000 

30,000 

120 

30,000 

30,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.011 


0.007 






























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


11008083 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Meethe Ka Tala 

0817000802257600 

16.637 

Fresh 

Pancharla 

0817000802269100 

19.687 

Fresh 


Type of Area (Command / N< 
command) 


Panoniyon Ki Dhani 

0817000802245400 

21.879 

Saline 

Panoriya 

0817000802268400 

18.037 

Fresh 



Peeru Ka Tala 


Phagliya 


Prem Singh Ki Dhani 


Rabasar 


Raipuriya 


Rodiyon Ka Tala 


Sadram Ki Beri 


Sagarbao 


Salriya 


Samawali 


Samon Ki Dhani 


Sanwa 


Sanwlasi 


Aginshah Ki Dhani 


Ambawao 


Arti 


Bachwal 


Bawarwala 


Beejasar 


Beesasar 


Bhalgaon 


Bhanwar 


Bhara 


Bhilon Ka Tala 


0817000802266900 

7.329 

0817000802268000 

32.794 

0817000802250400 

16.013 

0817000802258500 

55.202 

0818000602315000 

15.784 

0817000802251800 

14.941 


0817000802259700 

23.981 

0817000802268100 

12.066 

0817000802261500 

29.538 

0817000802263800 

10.591 

0817000802263700 

20.781 

0817000802259600 

40.042 

0817000802268900 

8.898 


Sayed Mozali Ka Tala 

0817000802258200 

13.220 

Fresh 

Serwa 

0817000802263500 

10.800 

Fresh 

Shobhala Darsan 

0817000802261200 

44.352 

Fresh 

Shri Ramwala 

0817000802258600 

6.129 

Fresh 

Sonri 

0817000802264000 

34.151 

Fresh 

Sukaliya 

0817000802250200 

20.027 

Saline 

Talsar 

0817000802262100 

32.396 

Fresh 

Tarla 

0817000802270100 

12.111 

Fresh 



0817000802258000 


0817000802270000 


0817000802269200 


0817000802271200 



Saline 


15.158 Fresh 


3.553 Fresh 


26.058 Fresh 


26.678 Fresh 


Saline 


36.993 Fresh 



0817000802271500 

32.572 

0817000802257700 

56.237 

0817000802262800 

16.948 

0817000802271300 

14.200 



0817000802267000 

16.459 

0817000802267500 

16.003 

0817000802251200 

15.562 

0817000802262600 

7.082 

0817000802270500 

16.096 



( 6 ) 


Non-command 


Narmada Canal 


Non-command 


Non-command 


Narmada Canal 


Non-command 


Narmada Canal 


Non-command 


Non-command 


Non-command 


Non-command 


Narmada 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Narmada Canal 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Narmada Canal 


Non-command 


Narmada Canal 


Non-command 


Non-command 


Narmada Canal 


Non-command 


Non-command 


Non-command 


Narmada Canal 


Non-command 


Narmada Canal 


Non-command 


Narmada Canal 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Narmada Canal 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

16.565 

Command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

0.003 

Non-command 

Older Alluvium 

0.061 

Command 

Older Alluvium 

5.927 

Non-command 

Older Alluvium 

0.265 

Command 

Older Alluvium 

1.396 

Non-command 

Older Alluvium 

7.329 

Non-command 

Older Alluvium 

18.804 

Non-command 

Older Alluvium 

9.541 

Non-command 

Older Alluvium 

45.128 

Command 

Older Alluvium 

0.270 

Non-command 

Older Alluvium 

8.673 

Non-command 

Older Alluvium 

0.359 

Non-command 

Older Alluvium 

21.898 

Non-command 

Older Alluvium 

10.850 

Non-command 

Older Alluvium 

4.425 

Non-command 

Older Alluvium 

10.591 

Non-command 

Older Alluvium 

20.762 

Non-command 

Older Alluvium 

16.028 

Command 

Older Alluvium 

0.004 

Non-command 

Older Alluvium 

1.883 

Non-command 

Older Alluvium 

0.892 

Non-command 

Older Alluvium 

9.893 

Non-command 

Older Alluvium 

7.783 

Non-command 

Older Alluvium 

0.240 

Non-command 

Older Alluvium 

5.796 

Non-command 

Older Alluvium 

2.982 

Non-command 

Older Alluvium 

4.023 

Command 

Older Alluvium 

3.395 

Non-command 

Older Alluvium 

0.207 

Command 

Older Alluvium 

6.716 

Non-command 

Older Alluvium 

6.601 

Non-command 

Older Alluvium 

1.906 

Command 

Older Alluvium 

0.010 

Non-command 

Older Alluvium 

26.049 

Non-command 

Older Alluvium 

7.828 

Non-command 

Older Alluvium 

18.850 

Command 

Older Alluvium 

2.283 

Non-command 

Older Alluvium 

2.862 

Command 

Older Alluvium 

16.216 

Non-command 

Older Alluvium 

15.631 

Command 

Older Alluvium 

2.623 

Non-command 

Older Alluvium 

15.632 

Non-command 

Older Alluvium 

2.907 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

14.200 

Non-command 

Older Alluvium 

0.273 

Non-command 

Older Alluvium 

16.003 

Non-command 

Older Alluvium 

2.084 

Non-command 

Older Alluvium 

0.692 

Command 

Older Alluvium 

2.179 

Non-command 

Older Alluvium 

0.276 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

30,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

30,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

30,000 

30,000 

120 

45,000 

30,000 

180 

100,000 

70,000 

120 

45,000 

30,000 

120 

30,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

50,000 

30,000 

120 

45,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

30,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

30,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

30,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.025 

















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


11008084 


Ranwa 


Rate Ka Tala 


Sanwlasi 


Saraiyon Ka Tala 


Sarla 


Saroope Ka Tala 


Sata 


Sinhaniya 


Somrad 


Suhagi 


0817000802267900 


0817000802262300 


0817000802271100 


sq.km 


(4) (5) 


Saline 


23.576 Fresh 


Saline 


Deepla 

0817000802263000 

43.065 

Fresh 

Dhurawa 

0817000802267600 

34.407 

Fresh 

Ekal 

0817000802269600 

18.739 

Fresh 

Fakiron Ka Niwan 

0817000802267100 

7.421 

Fresh 

Gangasariya 

0817000802270300 

11.208 

Fresh 


Gohar Ka Tala 

0817000802258100 

29.713 

Fresh 

Gumane Ka Tala 

0817000802251400 

32.203 

Fresh 

Harpaliya 

0817000802263300 

25.188 

Fresh 

Hathla 

0817000802269800 

32.779 

Fresh 

Husain Ka Tala 

0817000802263200 

13.478 

Fresh 

Jaleela 

0817000802262500 

15.841 

Fresh 

Janpaliya 

0817000802262700 

34.878 

Fresh 

Jharpa 

0817000802267700 

22.676 

Fresh 

Krishan Ka Tala 

0817000802262200 

10.271 

Fresh 

Lakrasar 

0817000802267800 

20.402 

Fresh 

Meethri 

0817000802269900 

30.608 

Fresh 


Miyen Ka Tala 

0817000802257800 

16.495 

Fresh 

Mogawa 

0817000802269300 

14.282 

Fresh 

Moolani 

0817000802269400 

21.585 

Fresh 

Nawatala Bakhasar 

0817000802267400 

7.972 

Fresh 

Pancharla 

0817000802269100 

19.687 

Fresh 

Pandhi Ka Niwan 

0817000802267200 

33.806 

Fresh 

Rampura 

0817000802269700 

11.228 

Fresh 

Rangwali 

0817000802271000 

12.887 

Fresh 





Saline 

0817000802270900 

25.503 

Saline 

0817000802269500 

12.366 

Fresh 

0817000802268900 

8.898 

Fresh 

0817000802262900 

18.377 

Fresh 

0817000802263100 

21.177 

Fresh 

0817000802257900 

31.907 

Fresh 

0817000802270400 

11.997 

Fresh 



Saline 


23.749 Fresh 


6.397 Fresh 


12.026 Fresh 


Sujon Ka Niwan 

0817000802267300 

23.510 

Fresh 

Talsar 

0817000802262100 

32.396 

Fresh 

Tareesara 

0817000802271600 

6.374 

Saline 


Vasiya Ka Tala 

0817000802262400 

23.169 

Fresh 

Agrawa 

0818000602313800 

26.370 

Fresh 

Akoli 

0818000602326000 

8.000 

Fresh 

Akoriya 

0818000602316500 

78.305 

Fresh 


( 6 ) 


Narmada Canal 


Non-command 


Narmada Canal 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Narmada Canal 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Narmada Canal 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Narmada Canal 


Non-command 


Narmada Canal 


Narmada Canal 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Narmada Canal 


Non-command 


Narmada Canal 


Non-command 


Non-command 


Narmada Canal 


Non-command 


Non-command 


Non-command 


Narmada Canal 


Non-command 


Non-command 


Narmada 


Narmada 


Narmada 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Older Alluvium 

5.129 

Non-command 

Older Alluvium 

1.556 

Command 

Older Alluvium 

0.001 

Non-command 

Older Alluvium 

12.049 

Non-command 

Older Alluvium 

43.065 

Non-command 

Older Alluvium 

34.407 

Non-command 

Older Alluvium 

18.739 

Non-command 

Older Alluvium 

1.289 

Command 

Older Alluvium 

2.753 

Non-command 

Older Alluvium 

0.589 

Non-command 

Older Alluvium 

1.200 

Non-command 

Older Alluvium 

0.019 

Non-command 

Older Alluvium 

0.429 

Non-command 

Older Alluvium 

32.779 

Non-command 

Older Alluvium 

8.881 

Non-command 

Older Alluvium 

2.955 

Non-command 

Older Alluvium 

34.310 

Non-command 

Older Alluvium 

18.758 

Non-command 

Older Alluvium 

9.610 

Non-command 

Older Alluvium 

19.909 

Command 

Older Alluvium 

0.047 

Non-command 

Older Alluvium 

30.561 

Non-command 

Older Alluvium 

14.729 

Non-command 

Older Alluvium 

14.282 

Non-command 

Older Alluvium 

21.585 

Non-command 

Older Alluvium 

7.972 

Non-command 

Older Alluvium 

10.570 

Non-command 

Older Alluvium 

25.616 

Non-command 

Older Alluvium 

11.228 

Command 

Older Alluvium 

1.843 

Non-command 

Older Alluvium 

2.478 

Command 

Older Alluvium 

8.566 

Command 

Older Alluvium 

12.801 

Non-command 

Older Alluvium 

12.366 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

18.377 

Non-command 

Older Alluvium 

18.424 

Non-command 

Older Alluvium 

29.466 

Command 

Older Alluvium 

3.045 

Non-command 

Older Alluvium 

8.922 

Command 

Older Alluvium 

0.030 

Non-command 

Older Alluvium 

2.423 

Non-command 

Older Alluvium 

6.397 

Command 

Older Alluvium 

0.173 

Non-command 

Older Alluvium 

11.853 

Non-command 

Older Alluvium 

23.510 

Non-command 

Older Alluvium 

9.662 

Command 

Older Alluvium 

1.467 

Non-command 

Older Alluvium 

1.722 

Non-command 

Older Alluvium 

23.056 

Command 

Older Alluvium 

3.425 

Command 

Older Alluvium 

6.761 

Command 

Older Alluvium 

3.712 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

30,000 

30,000 

120 

45,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

30,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

45,000 

30,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

180 

100,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 













































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Amba Ki Goliya 


Balera 


Bamarla 


Bank 


Baotalai 


Barsal Ki Beri 


Bawarwala 


Bhawatra Jor@Sardarpura 


Bheemgura 


Bheruri 


Bhootel 


Bhuwana 


Bijrol Goliya 


Bijrol Khera 


Boli 


Borla 


0818000602324400 

14.475 

0818000602320700 

6.851 



3.553 Fresh 



Arnay 

0818000602328100 

35.348 

Fresh 

Arwa 

0818000602314800 

16.237 

Fresh 

Bachhla 

0817000802264500 

8.743 

Saline 

Bagli 

0818000602327100 

5.767 

Fresh 



0818000602317300 

10.639 

0817000802264400 

10.437 


0818000602323500 

11.784 

0817000802264900 

3.652 

0818000602314000 

13.970 

0817000802271500 

32.572 




Beri Gaon 

0817000502198900 

18.541 

Fresh 

Bhadoo & Goyton Ki Dhan 

0818000602319800 

8.960 

Saline 


Bhadroon 

0818000602317700 

5.451 

Fresh 

Bhadroona 

0818000602326800 

23.162 

Fresh 


Bhanwariya 

0817000802270200 

5.913 

Saline 

Bharkua 

0818000602326500 

4.050 

Fresh 

Bhateep 

0818000702334000 

12.931 

Fresh 

Bhatki 

0818000602317100 

55.172 

Fresh 


Bhatwas 

0818000602317900 

8.626 

Fresh 

Bhawanipura 

0817000802265100 

2.514 

Saline 

Bhawatra 

0818000602316700 

24.038 

Fresh 



0818000602316000 

15.346 

0818000602315200 

9.075 

0817000802264700 

7.261 


0818000602327400 

7.813 

0818000602323300 

11.102 

0818000602327800 

12.845 

0818000602327700 

14.551 

0817000802268200 

7.955 

0817000802270500 

16.096 



Chalkana 


0817000802265200 


7.968 Saline 


( 6 ) 


Non-command 


Narmada 


Narmada 


Narmada 


Narmada 


Non-command 


Narmada Canal 


Non-command 


Non-command 


Narmada 


Narmada Canal 


Narmada 


Non-command 


Narmada 


Narmada Canal 


Narmada Canal 


Narmada 


Narmada Canal 


Narmada 


Narmada Canal 


Non-command 


Narmada Canal 


Non-command 


Narmada Canal 


Narmada 


Non-command 


Narmada 


Narmada 


Non-command 


Narmada Canal 


Narmada 


Non-command 


Narmada 


Non-command 


Narmada 


Narmada Canal 


Narmada 


Non-command 


Narmada 


Narmada 


Narmada Canal 


Narmada Canal 


Non-command 


Narmada 


Non-command 


Non-command 


Narmada Canal 


Narmada Canal 


Narmada Canal 


Narmada 


Narmada 


Non-command 


Narmada Canal 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

43.087 

Command 

Older Alluvium 

3.881 

Command 

Older Alluvium 

1.465 

Command 

Older Alluvium 

1.113 

Command 

Older Alluvium 

1.078 

Non-command 

Older Alluvium 

1.292 

Command 

Older Alluvium 

0.114 

Non-command 

Older Alluvium 

1.533 

Non-command 

Older Alluvium 

4.629 

Command 

Older Alluvium 

9.280 

Command 

Older Alluvium 

5.115 

Command 

Older Alluvium 

2.398 

Non-command 

Older Alluvium 

2.084 

Command 

Older Alluvium 

9.813 

Command 

Older Alluvium 

0.984 

Command 

Older Alluvium 

3.737 

Command 

Older Alluvium 

10.849 

Command 

Older Alluvium 

1.813 

Command 

Older Alluvium 

8.605 

Command 

Older Alluvium 

8.501 

Non-command 

Older Alluvium 

17.009 

Command 

Older Alluvium 

3.307 

Non-command 

Older Alluvium 

1.131 

Command 

Younger Alluvium 

2.563 

Command 

Older Alluvium 

0.087 

Non-command 

Older Alluvium 

0.043 

Command 

Older Alluvium 

5.134 

Command 

Older Alluvium 

12.772 

Non-command 

Older Alluvium 

8.694 

Command 

Older Alluvium 

5.807 

Command 

Older Alluvium 

2.616 

Non-command 

Older Alluvium 

12.926 

Command 

Older Alluvium 

35.132 

Non-command 

Older Alluvium 

8.336 

Command 

Older Alluvium 

8.025 

Command 

Older Alluvium 

0.636 

Command 

Older Alluvium 

12.668 

Non-command 

Older Alluvium 

1.992 

Command 

Older Alluvium 

5.293 

Command 

Older Alluvium 

6.594 

Command 

Older Alluvium 

5.054 

Command 

Older Alluvium 

2.038 

Non-command 

Older Alluvium 

5.519 

Command 

Older Alluvium 

7.838 

Non-command 

Older Alluvium 

11.418 

Non-command 

Older Alluvium 

13.016 

Command 

Older Alluvium 

1.751 

Command 

Older Alluvium 

0.760 

Command 

Older Alluvium 

7.461 

Command 

Older Alluvium 

0.633 

Command 

Older Alluvium 

5.562 

Non-command 

Older Alluvium 

0.142 

Command 

Older Alluvium 

3.344 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

180 

100,000 

70,000 

180 

100,000 

70,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

120,000 

100,000 

180 

100,000 

70,000 

120 

30,000 

30,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

120,000 

100,000 

120 

50,000 

30,000 

180 

100,000 

70,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

180 

100,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

30,000 

30,000 

120 

120,000 

100,000 

150 

130,000 

100,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

120 

30,000 

30,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

180 

100,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

30,000 

30,000 

120 

45,000 

30,000 

120 

30,000 

30,000 

180 

100,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

30,000 

30,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.025 


0.819 


0.546 


0.012 


0.252 


0.365 




0.024 

0.024 

1.953 

1.953 

0.004 

0.040 

1.638 

2.142 

1.638 

2.142 



































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


(5) 


Fresh 


Saline 


23.576 Fresh 


Saline 


11.066 Fresh 


21.402 Fresh 


Cheetradi 

0817000802268300 

22.988 

Saline 

Chimra 

0818000602313900 

11.084 

Fresh 

Chitalwana 

0818000602319300 

30.302 

Fresh 

Dabli 

0817000502198300 

11.716 

Fresh 

Dantiya 

0818000602323600 

14.504 

Fresh 

Dantwara 

0818000702335800 

17.376 

Fresh 


( 6 ) 


Narmada Canal 


Narmada Canal 


Non-command 


Non-command 


Narmada 


Narmada 


Non-command 


Narmada Canal 


Narmada 


Narmada 


Narmada Canal 


Narmada 


Non-command 


Daseriya 


0817000802270700 


8.027 Fresh 



Dawal 


Dedwa 


Deora 


Gira 


Godaron Ki Dhani 


Gomi 


Gura Hema 


Hali Bao 


0818000602321800 


0818000602325600 


0818000602327200 


Saline 


20.458 Fresh 


10.339 Fresh 


21.470 Fresh 


Dhaneriya 

0818000602321600 

4.178 

Fresh 

Dharnawas 

0818000602319900 

8.055 

Saline 


Dheengpura 

0818000602317200 

12.367 

Fresh 

Digaon 

0818000702334100 

10.037 

Fresh 

Doogri 

0818000602313400 

49.055 

Fresh 

Doothwa 

0818000602314200 

18.360 

Fresh 

Galifa 

0818000602318100 

18.168 

Fresh 

Gandhaw Khurd 

0817000502198400 

33.974 

Fresh 

Gangapur 

0817000802264600 

0.683 

Saline 

Gangasariya 

0817000802270300 

11.208 

Fresh 





Saline 

0817000802268700 

14.480 

Saline 

0817000502198500 

7.411 

Fresh 

0818000602322200 

9.504 

Fresh 

0818000602319600 

25.952 

Saline 

0818000602319100 

13.163 

Fresh 


Narmada Canal 


Non-command 


Narmada Canal 


Narmada 


Narmada 


Narmada 


Non-command 


Narmada 


Narmada 


Non-command 


Narmada 


Non-command 


Narmada 


Narmada 


Narmada 


Narmada Canal 


Narmada Canal 


Narmada Canal 


Non-command 


Narmada Canal 


Narmada Canal 


Narmada Canal 


Narmada 


Narmada 


Narmada 


Hanuwantpura 


Hariyali 


Hoti Gaon 


Isrol 


Jalberi 


Janvi 


Jelatra 


Jerol 


Jhab 


Jhotra 


Joradar 


0818000602314100 

4.386 

0818000602326600 

26.183 

0818000602318200 

9.771 

0818000602322400 

9.235 

0818000602313500 

20.037 

0818000602323000 

21.031 

0818000602327500 

23.050 

0818000602328000 

10.035 

0818000602320800 

19.219 



0818000602321700 

17.572 

0818000602317000 

19.079 


Narmada 


Narmada 


Narmada 


Narmada 


Narmada 


Narmada 


Non-command 


Non-command 


Narmada 


Narmada 


Narmada 


Narmada 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Older Alluvium 

0.534 

Command 

Older Alluvium 

0.560 

Non-command 

Older Alluvium 

8.110 

Non-command 

Older Alluvium 

1.859 

Command 

Older Alluvium 

4.865 

Command 

Younger Alluvium 

0.483 

Command 

Older Alluvium 

4.602 

Non-command 

Older Alluvium 

9.651 

Command 

Older Alluvium 

0.028 

Command 

Older Alluvium 

7.749 

Command 

Older Alluvium 

22.333 

Command 

Younger Alluvium 

8.939 

Command 

Older Alluvium 

2.505 

Non-command 

Older Alluvium 

11.735 

Non-command 

Rhyolite 

0.008 

Command 

Older Alluvium 

4.885 

Non-command 

Older Alluvium 

0.960 

Command 

Older Alluvium 

2.182 

Command 

Older Alluvium 

3.736 

Command 

Older Alluvium 

0.026 

Command 

Older Alluvium 

1.587 

Non-command 

Older Alluvium 

16.490 

Command 

Older Alluvium 

1.657 

Command 

Older Alluvium 

0.115 

Non-command 

Older Alluvium 

0.049 

Command 

Older Alluvium 

10.686 

Non-command 

Older Alluvium 

7.281 

Command 

Older Alluvium 

9.434 

Command 

Older Alluvium 

5.454 

Command 

Older Alluvium 

9.381 

Command 

Younger Alluvium 

11.225 

Command 

Older Alluvium 

0.381 

Command 

Older Alluvium 

5.277 

Non-command 

Older Alluvium 

0.134 

Command 

Older Alluvium 

1.282 

Command 

Older Alluvium 

0.000 

Command 

Younger Alluvium 

0.985 

Command 

Older Alluvium 

0.234 

Command 

Older Alluvium 

0.050 

Command 

Older Alluvium 

0.608 

Command 

Younger Alluvium 

3.630 

Command 

Older Alluvium 

3.756 

Command 

Older Alluvium 

0.221 

Command 

Older Alluvium 

8.378 

Command 

Older Alluvium 

1.113 

Command 

Older Alluvium 

3.364 

Command 

Older Alluvium 

4.899 

Non-command 

Older Alluvium 

6.458 

Non-command 

Older Alluvium 

6.942 

Command 

Older Alluvium 

1.915 

Command 

Older Alluvium 

1.585 

Command 

Older Alluvium 

12.237 

Command 

Older Alluvium 

15.075 


with 

Pumpset 


(9) (10) 


1 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

45,000 

30,000 

120 

30,000 

30,000 

180 

100,000 

70,000 

150 

120,000 

90,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

30,000 

30,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

150 

130,000 

100,000 

120 

100,000 

80,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

30,000 

30,000 

180 

100,000 

70,000 

120 

120,000 

100,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

180 

100,000 

70,000 

150 

130,000 

100,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

120 

80,000 

60,000 

120 

30,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

80,000 

60,000 

180 

100,000 

70,000 

120 

90,000 

70,000 

180 

100,000 

70,000 

150 

120,000 

90,000 

180 

100,000 

70,000 

120 

120,000 

100,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

180 

100,000 

70,000 

120 

90,000 

70,000 

180 

100,000 

70,000 

180 

100,000 

70,000 



Tube Wells with 
Wells Pumpset 




0.391 

0.391 

1.172 

1.244 

0.403 

0.403 

0.012 

0.012 

0.255 

0.255 



2.759 

3.389 

2.759 

3.389 

0.819 

0.819 

0.185 

0.207 



0.067 

0.078 

0.063 

0.063 

0.365 

0.365 

0.365 

0.365 

0.036 

0.036 

0.567 

0.567 

0.063 

0.063 

0.088 

0.088 

- 

- | 

0.672 

1.104 

0.468 

0.612 

0.454 

0.814 

0.202 

0.342 

0.920 

0.920 

0.038 

0.038 



























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



K.R.Bandha Kua 

0818000602314600 

10.677 

Fresh 

Kalji Ki Beri 

0818000602315100 

19.630 

Fresh 

Karawari 

0818000602326300 

7.534 

Fresh 

Karda 

0818000702334300 

39.029 

Fresh 

Karwara 

0818000702336100 

18.711 

Fresh 

Keriya 

0818000602318600 

15.348 

Fresh 


Kesoori 


Khamrai 


Khara 


Kharader 


Khasarvi 


Khejariyali 


Kundaki 


Liyadra 


Madawao 


Madhopura 


Mailabas Charnan 


Mailawas Gusaiyan 


Maliyon Ka Goliya 


Malwara 


Mandali 


Martawa 


Marwari Kalbiyon Ka Gol 


Medha 


Meerpura 


Megwalon Ki Basti 


Mooli 


Naldhara 


Narayanpura 


Nawapura 


Nimbaj 


Nimbau 


Padaradi 


Padardi 


Non-command 


Narmada 


Narmada 


Narmada 


Non-command 


Non-command 


Narmada 



0818000602323100 

18.568 

0818000602313300 

16.153 


0818000602330900 

32.395 

0817000802265900 

1.087 

0818000602317600 

15.477 

0818000602316300 

65.199 




Saline 


13.766 Fresh 


Khirodi 

0818000602326200 

15.705 

Fresh 

Kola Rebariyon Ki Dhani 

0818000602326900 

9.282 

Fresh 


Korka 

0818000702333900 

23.017 

Fresh 

Kotra 

0818000702335900 

24.711 

Fresh 

Kottilani 

0817000802264800 

6.852 

Fresh 

Kukdeeya 

0818000602316800 

15.430 

Fresh 



0818000602318800 

19.294 

0818000602327900 

7.931 

0817000802268500 

17.512 


0818000602314700 

5.423 

0818000602316200 

6.623 

0818000602319500 

6.936 

0818000602326400 

3.683 

0818000602325900 

11.891 

0818000602316900 

30.590 


0818000602318000 

5.268 

0818000602326100 

6.233 

0818000602317800 

8.581 

0818000602331000 

13.975 

0817000502193900 

17.744 

0818000602327000 

12.145 

0818000602323200 

7.792 

0818000602315400 

6.088 

0817000802270800 

7.072 



0818000602315500 

9.444 

0818000602320600 

16.325 

0818000602314400 

4.077 

0818000602321400 

3.702 


Narmada 


Narmada 


Narmada 


Non-command 


Narmada Canal 


Narmada 


Narmada 


Non-command 


Narmada 


Non-command 


Narmada 


Narmada 


Non-command 


Non-command 


Non-command 


Narmada Canal 


Narmada 


Non-command 


Narmada 


Non-command 


Narmada Canal 


Narmada Canal 


Narmada 


Narmada 


Narmada 


Narmada 


Narmada 


Narmada 


Non-command 


Narmada 


Narmada 


Narmada 


Non-command 


Narmada Canal 


Narmada 


Narmada 


Narmada 


Narmada Canal 


Narmada Canal 


Narmada 


Non-command 


Narmada 


Narmada 


Narmada 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.771 

Command 

Older Alluvium 

3.446 

Command 

Older Alluvium 

14.947 

Command 

Older Alluvium 

6.984 

Non-command 

Older Alluvium 

4.334 

Non-command 

Older Alluvium 

1.015 

Command 

Older Alluvium 

7.265 

Command 

Younger Alluvium 

1.416 

Command 

Older Alluvium 

16.998 

Command 

Older Alluvium 

6.127 

Command 

Older Alluvium 

0.261 

Non-command 

Older Alluvium 

15.755 

Command 

Older Alluvium 

0.265 

Command 

Older Alluvium 

14.117 

Command 

Older Alluvium 

16.909 

Non-command 

Older Alluvium 

1.671 

Command 

Older Alluvium 

0.056 

Non-command 

Older Alluvium 

0.564 

Non-command 

Rhyolite 

0.128 

Command 

Older Alluvium 

14.274 

Command 

Older Alluvium 

6.788 

Non-command 

Older Alluvium 

2.484 

Non-command 

Older Alluvium 

6.947 

Non-command 

Older Alluvium 

9.046 

Command 

Older Alluvium 

6.251 

Command 

Older Alluvium 

9.298 

Non-command 

Older Alluvium 

2.765 

Command 

Older Alluvium 

0.276 

Non-command 

Older Alluvium 

6.754 

Command 

Older Alluvium 

0.018 

Command 

Older Alluvium 

8.935 

Command 

Older Alluvium 

4.088 

Command 

Older Alluvium 

1.053 

Command 

Younger Alluvium 

1.018 

Command 

Older Alluvium 

2.621 

Command 

Older Alluvium 

8.975 

Command 

Older Alluvium 

12.558 

Non-command 

Older Alluvium 

11.748 

Command 

Older Alluvium 

4.752 

Command 

Older Alluvium 

3.688 

Command 

Older Alluvium 

8.337 

Non-command 

Older Alluvium 

2.767 

Command 

Older Alluvium 

2.395 

Command 

Older Alluvium 

9.286 

Command 

Older Alluvium 

1.343 

Command 

Older Alluvium 

4.666 

Command 

Older Alluvium 

1.761 

Command 

Older Alluvium 

5.311 

Command 

Older Alluvium 

6.888 

Non-command 

Older Alluvium 

1.871 

Command 

Older Alluvium 

1.735 

Command 

Older Alluvium 

1.627 

Command 

Older Alluvium 

0.000 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

180 

100,000 

70,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

150 

130,000 

100,000 

150 

130,000 

100,000 

180 

100,000 

70,000 

150 

120,000 

90,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

30,000 

30,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

120 

90,000 

70,000 

150 

130,000 

100,000 

120 

100,000 

80,000 

180 

100,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

150 

130,000 

100,000 

150 

130,000 

100,000 

120 

50,000 

30,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

120 

120,000 

100,000 

120 

45,000 

30,000 

120 

30,000 

30,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

120 

120,000 

100,000 

120 

50,000 

30,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

120 

45,000 

30,000 

120 

30,000 

30,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

120 

90,000 

70,000 



Wells with 
Pumpset 


MCM 


(15) 


0.038 



0.076 

0.076 

1.562 

1.652 

0.063 

0.063 

0.060 

0.060 

0.014 

0.014 

1.915 

2.419 



















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 




Paliyali 


Pamana 


Pancharla 


Pandarwali 


Panoriya 


Parawa 


Pawta 


Phogarwa 


Raipuriya 


Rampura 


Rankhar 


Ranodar 


Ratanpura 


Rataura 


Ridka 


Sangarwa 


Sankariya 


Sanwlasi 


Sarwana 


Sayar Ka Koseeta 


Sensawa 


Shivpura 


Siloosan 


Siwara 


Siyako & Rado Ki Dhani 


Somaradi 


Soonthri 


Sunta Koi 


Surachand 


Tanpi 


Tareesara 


Tembi 


Tetrol Rathoran 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Census Code 

Area 


sq.km 

(3) 

(4) 

0817000502198800 

4.214 

0818000602327600 

30.104 

0817000802269100 

19.687 



0817000802270600 

6.590 

0817000802268400 

18.037 


0818000602325800 

16.054 

0818000602315600 

13.576 

0818000602315700 

17.204 

0818000602315000 

15.784 

0818000602318500 

39.824 

0818000602316400 

44.872 

0818000602319400 

44.836 



25.503 Fresh 


Saline 


0818000602322000 

16.475 

0818000602322300 

11.259 

0818000602316600 

18.557 


11.728 Saline 



0818000602321900 

10.595 

0818000602316100 

14.221 

0817000802268900 

8.898 

0818000602323400 

26.220 

0818000602313600 

22.267 

0818000602313700 

27.047 

0818000602318300 

23.351 

0818000602318400 

5.712 

0818000602321500 

18.977 

0818000602321300 

4.137 

0817000802265000 

5.649 


0818000602315800 

15.125 

0818000602318700 

11.652 

0818000602315300 

41.326 

0818000602314500 

15.531 

0817000802271600 

6.374 


12.111 Fresh 



0818000602314300 

18.242 

0818000602321200 

8.580 


( 6 ) 


Narmada Canal 


Non-command 


Narmada Canal 


Non-command 


Narmada Canal 


Narmada Canal 


Narmada Canal 


Narmada 


Narmada 


Narmada 


Narmada 


Narmada 


Non-command 


Narmada 



Saline Narmada 


Narmada Canal 


Narmada Canal 


Narmada 


Narmada 


Narmada 


Non-command 


Narmada 



Narmada 


Narmada 


Narmada 


Narmada 


Non-command 


Narmada 


Narmada 


Narmada 


Narmada 


Narmada 


Narmada 


Narmada 


Narmada Canal 


Narmada Canal 


Narmada 


Narmada 


Narmada 


Narmada 


Narmada Canal 


Non-command 


Narmada Canal 


Non-command 


Narmada Canal 


Narmada 


Narmada 


Narmada 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

1.004 

Non-command 

Older Alluvium 

22.366 

Command 

Older Alluvium 

0.384 

Non-command 

Older Alluvium 

3.933 

Command 

Older Alluvium 

6.590 

Command 

Older Alluvium 

0.406 

Command 

Older Alluvium 

5.721 

Command 

Older Alluvium 

7.281 

Command 

Older Alluvium 

12.407 

Command 

Older Alluvium 

14.352 

Command 

Older Alluvium 

9.797 

Command 

Older Alluvium 

25.600 

Non-command 

Older Alluvium 

8.308 

Command 

Older Alluvium 

11.057 

Command 

Younger Alluvium 

3.951 

Command 

Older Alluvium 

4.925 

Command 

Younger Alluvium 

5.813 

Command 

Older Alluvium 

0.196 

Command 

Older Alluvium 

12.506 

Command 

Older Alluvium 

10.414 

Command 

Older Alluvium 

9.946 

Command 

Older Alluvium 

7.314 

Non-command 

Older Alluvium 

9.848 

Command 

Older Alluvium 

4.639 

Command 

Younger Alluvium 

0.737 

Non-command 

Older Alluvium 

0.011 

Non-command 

Younger Alluvium 

0.460 

Command 

Older Alluvium 

9.129 

Command 

Older Alluvium 

0.094 

Command 

Older Alluvium 

3.371 

Command 

Older Alluvium 

9.384 

Non-command 

Older Alluvium 

1.109 

Command 

Older Alluvium 

1.659 

Command 

Older Alluvium 

15.616 

Command 

Older Alluvium 

1.877 

Command 

Older Alluvium 

18.712 

Command 

Older Alluvium 

5.025 

Command 

Older Alluvium 

9.943 

Command 

Older Alluvium 

2.098 

Command 

Older Alluvium 

0.757 

Command 

Older Alluvium 

2.167 

Command 

Older Alluvium 

13.717 

Command 

Older Alluvium 

1.128 

Command 

Older Alluvium 

29.651 

Command 

Older Alluvium 

11.236 

Command 

Older Alluvium 

1.545 

Non-command 

Older Alluvium 

1.640 

Command 

Older Alluvium 

0.718 

Non-command 

Older Alluvium 

1.076 

Command 

Older Alluvium 

0.000 

Command 

Older Alluvium 

16.459 

Command 

Older Alluvium 

1.642 

Command 

Older Alluvium 

2.729 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

30,000 

30,000 

120 

45,000 

30,000 

120 

30,000 

30,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

150 

120,000 

90,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

45,000 

30,000 

120 

30,000 

30,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

180 

100,000 

70,000 

120 

90,000 

70,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

120 

45,000 

30,000 

120 

120,000 

100,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

45,000 

30,000 

120 

45,000 

30,000 

120 

30,000 

30,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.072 


2.064 





0.567 

0.585 

0.216 

0.216 

0.210 

0.221 

0.288 

0.300 




0.239 

0.239 

0.882 

0.882 

0.588 

0.588 






























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 



11009085 


Umarkot 


Vapa 


Varanwa 


Veerawa 


Veriya 


Vishanpur 


Vodha 


Agwari 


Ahore 


Aipura 


Ajeetpura 


Akdara 


Akora Padar 


Alawa (B) 


Baba-Gaon 


Bagoonda 


Bagotra 


Bala 


Balana 


Balupura 


Bangri 


Baori 


Barli 


Basant 


Beerami 


Bhachoonda 


Bhadrajoon 


Bhavrani 


Bhooti 



0818000602315900 


0818000602327300 


0818000602317500 


0818000602319000 


0818000602314900 


0818000602317400 


0818000602330800 


0818000202287400 


Fresh 


10.150 Fresh 


13.528 Fresh 


13.250 Fresh 


9.741 Fresh 


Saline 


Fresh 


13.494 Fresh 


Narmada 


Non-command 


Narmada 


Narmada 


Narmada 


Narmada 


Narmada 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

0.001 

Command 

Older Alluvium 

2.655 

Non-command 

Older Alluvium 

4.737 

Command 

Older Alluvium 

12.811 

Command 

Older Alluvium 

0.234 

Command 

Younger Alluvium 

0.265 

Command 

Older Alluvium 

4.218 

Command 

Older Alluvium 

0.739 

Command 

Older Alluvium 

4.327 

Non-command 

Older Alluvium 

0.330 


Sub Basin: Mithari 


8.007 Fresh Jawai Dam 



0818000202286000 


0818000202280700 


0818000202281900 


0820000802470700 


0818000202283900 


0818000202289500 


0820000802469200 


0818000202280300 


0818000202284400 


0818000202278100 


0820000802471100 


0820000802471500 


0820000802470200 


16.766 


9.378 


4.625 


5.507 


8.120 


3.837 


10.900 


7.276 


8.462 


54.289 


20.276 


6.664 Fresh 


8.480 Fresh 



0818000202280800 


0820000802468900 


0820000802469300 


15.249 Saline 


7.316 Saline 


14.001 Fresh 


Saline 



0820000802470400 


0820000802468400 


0818000202278500 


0818000202281000 


0818000202283000 


27.724 Saline 


33.942 Saline 


Fresh 


Saline 


65.785 Saline 


10.262 Fresh 


Saline 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Jawai Dam 


Non-command 


Non-command 


Non-command 


Non-command 


Jawai Dam 


Non-command 


Jawai Dam 


Non-command 


Jawai Dam 


Non-command 


Jawai Dam 


Non-command 


Non-command 


Non-command 


Jawai Dam 


Jawai Dam 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Jawai Dam 


Non-command 


Jawai Dam 


Non-command 


with 

Pumpset 


Command 

Older Alluvium 

0.126 

Command 

Younger Alluvium 

1.617 

Non-command 

Older Alluvium 

0.134 

Non-command 

Younger Alluvium 

0.163 

Non-command 

Older Alluvium 

2.680 

Non-command 

Older Alluvium 

9.365 

Non-command 

Older Alluvium 

4.625 

Non-command 

Phyllite & Schist 

0.064 

Non-command 

Older Alluvium 

7.513 

Non-command 

Older Alluvium 

0.608 

Command 

Older Alluvium 

2.816 

Non-command 

Older Alluvium 

10.804 

Non-command 

Older Alluvium 

7.276 

Non-command 

Older Alluvium 

1.120 

Non-command 

Older Alluvium 

2.039 

Command 

Older Alluvium 

17.652 

Command 

Phyllite & Schist 

2.624 

Non-command 

Older Alluvium 

0.922 

Command 

Phyllite & Schist 

6.651 

Non-command 

Phyllite & Schist 

1.122 

Command 

Phyllite & Schist 

0.165 

Non-command 

Phyllite & Schist 

0.536 

Command 

Older Alluvium 

2.337 

Non-command 

Older Alluvium 

6.906 

Non-command 

Phyllite & Schist 

1.808 

Non-command 

Older Alluvium 

15.172 

Non-command 

Older Alluvium 

0.350 

Command 

Older Alluvium 

0.393 

Command 

Older Alluvium 

7.541 

Non-command 

Older Alluvium 

6.067 

Non-command 

Phyllite & Schist 

0.002 

Non-command 

Older Alluvium 

1.406 

Non-command 

Older Alluvium 

1.919 

Non-command 

Older Alluvium 

0.026 

Non-command 

Older Alluvium 

29.034 

Non-command 

Older Alluvium 

0.101 

Non-command 

Older Alluvium 

10.160 

Command 

Older Alluvium 

8.310 

Non-command 

Older Alluvium 

3.148 

Command 

Older Alluvium 

2.529 

Non-command 

Older Alluvium 

6.549 

Non-command 

Younger Alluvium 

0.000 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

150 

120,000 

90,000 

180 

100,000 

70,000 

120 

90,000 

70,000 

180 

100,000 

70,000 

120 

120,000 

100,000 


150 

130,000 

110,000 

180 

150,000 

130,000 

150 

130,000 

110,000 

180 

150,000 

130,000 

150 

130,000 

110,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

150 

130,000 

110,000 

120 

90,000 

70,000 

150 

130,000 

110,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

150 

130,000 

110,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

150 

130,000 

110,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

150 

130,000 

110,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

150 

130,000 

110,000 

150 

130,000 

110,000 

180 

150,000 

130,000 



MCM 

MCM 

(15) 

(16) 

- 

- 

0.113 

0.113 

0.315 

0.387 

0.038 

0.038 

0.063 

0.063 

0.081 

0.081 

1.336 

1.336 

0.571 

0.571 

0.038 

0.038 


0.017 

0.017 

0.304 

0.331 

0.017 

0.017 

0.023 

0.023 

0.149 

0.188 

0.008 

0.008 

0.176 

0.187 


0.132 

0.132 

0.067 

0.067 

0.099 

0.099 

0.244 

0.287 

0.025 

0.025 

0.017 

0.017 


0.360 

0.454 

0.038 

0.050 

0.084 

0.084 

0.298 

0.298 

0.048 

0.048 

0.008 

0.008 

0.025 

0.025 

0.228 

0.259 

0.660 

0.738 

0.134 

0.146 


0.008 

0.008 

0.012 

0.012 

0.210 

0.221 

0.168 

0.168 


0.008 

0.008 

0.066 

0.222 

- 

- 

0.202 

0.202 

0.132 

0.132 

0.067 

0.067 

0.360 

0.360 

0.132 

0.132 

0.264 

0.362 

0.264 

0.362 
























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Charli 

0818000202286200 

12.598 

Fresh 

Chhangari 

0818000202281700 

13.931 

Saline 

Choonda 

0818000202280000 

16.722 

Saline 

Daulatpura 

0820000802469100 

6.425 

Saline 


Jawai Dam 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Dayalpura 1 

0818000202286300 

10.791 

Fresh 

Dayalpura-li 

0818000202287200 

5.788 

Fresh 

Dhana 

0820000802469000 

7.479 

Saline 

Doodiya 

0818000202282100 

6.881 

Saline 

Dujana 

0820000802470900 

25.954 

Fresh 


Gogra 


Gura Balotan 


Guraindrapura 



Hariyali 


Heengola 


Jadri 


Jaitpura 


Jakhora 


Jogawa 


Jogni Khera 


Jora 


Kawla 


Kawrada 


Khambi 


Khandap 


Khangri 


Khara 


Kheemara 


Non-command 


Non-command 


Non-command 


Non-command 


Jawai Dam 



0820000802469700 


0818000202286600 


0818000202282800 


Fresh 


Fresh 


14.074 Fresh 



Gurarama 

0818000202282200 

16.315 

Saline 

Guriya 

0820000802471000 

4.512 

Fresh 


0818000202288800 


12.555 Fresh 


Non-command 


Jawai Dam 


Non-command 


Jawai Dam 


Jawai Dam 


Non-command 


Non-command 


Jawai Dam 


Non-command 


Jawai Dam 


0820000902475500 

15.389 

0818000202284200 

8.894 


0820000802473600 

22.834 

0818000202284100 

14.174 


0818000202282000 

3.237 

0818000202287000 

13.892 




28.096 Fresh 


Saline 


0818000202282700 

35.836 

0818000202283400 

8.492 



0818000202280600 

17.941 

0817000402169100 

16.054 

0820000802470300 

3.530 


0818000202286100 

11.809 

0820000802470100 

11.910 



Jawai Dam 


Jawai Dam 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Jawai Dam 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Jawai Dam 


Saline Jawai Dam 



Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Older Alluvium 

16.631 

Non-command 

Older Alluvium 

1.230 

Non-command 

Older Alluvium 

4.082 

Non-command 

Older Alluvium 

6.680 

Non-command 

Older Alluvium 

4.747 

Non-command 

Older Alluvium 

6.015 

Non-command 

Phyllite & Schist 

0.172 

Non-command 

Older Alluvium 

6.903 

Non-command 

Older Alluvium 

2.003 

Non-command 

Older Alluvium 

0.837 

Non-command 

Older Alluvium 

6.881 

Command 

Older Alluvium 

0.511 

Command 

Phyllite & Schist 

14.842 

Non-command 

Phyllite & Schist 

10.045 

Command 

Older Alluvium 

11.011 

Non-command 

Older Alluvium 

1.880 

Command 

Older Alluvium 

1.929 

Command 

Older Alluvium 

8.378 

Non-command 

Older Alluvium 

3.767 

Non-command 

Older Alluvium 

16.315 

Command 

Phyllite & Schist 

4.433 

Non-command 

Phyllite & Schist 

0.079 

Command 

Older Alluvium 

6.238 

Command 

Younger Alluvium 

0.143 

Command 

Older Alluvium 

14.221 

Command 

Older Alluvium 

1.940 

Non-command 

Erinpura Granite 

2.316 

Non-command 

Older Alluvium 

0.542 

Non-command 

Older Alluvium 

8.352 

Non-command 

Erinpura Granite 

3.202 

Non-command 

Older Alluvium 

10.241 

Non-command 

Older Alluvium 

3.933 

Non-command 

Older Alluvium 

3.237 

Command 

Older Alluvium 

13.708 

Command 

Younger Alluvium 

0.075 

Non-command 

Older Alluvium 

0.109 

Non-command 

Older Alluvium 

11.278 

Non-command 

Older Alluvium 

16.097 

Non-command 

Older Alluvium 

16.925 

Non-command 

Older Alluvium 

6.246 

Non-command 

Older Alluvium 

2.246 

Non-command 

Older Alluvium 

0.946 

Non-command 

Older Alluvium 

3.251 

Non-command 

Older Alluvium 

17.434 

Non-command 

Older Alluvium 

0.017 

Non-command 

Phyllite & Schist 

1.541 

Non-command 

Phyllite & Schist 

0.888 

Non-command 

Older Alluvium 

11.533 

Command 

Older Alluvium 

1.373 

Command 

Phyllite & Schist 

3.767 

Command 

Older Alluvium 

3.224 

Command 

Phyllite & Schist 

0.960 

Non-command 

Older Alluvium 

2.177 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

150 

130,000 

110,000 

150 

130,000 

110,000 

150 

130,000 

110,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

150 

130,000 

110,000 

150 

130,000 

110,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

150 

130,000 

110,000 

150 

130,000 

110,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

150 

130,000 

110,000 

180 

150,000 

130,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

160,000 

130,000 

150 

130,000 

110,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

150 

130,000 

110,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

150 

130,000 

110,000 

180 

150,000 

130,000 

150 

130,000 

110,000 

150 

130,000 

110,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

150 

130,000 

110,000 

120 

90,000 

70,000 

150 

130,000 

110,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

30,000 

30,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

150 

130,000 

110,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 



0.408 

0.408 

0.042 

0.042 

0.047 

0.047 

0.198 

0.218 

0.101 

0.112 

0.076 

0.076 

0.066 

0.066 

0.034 

0.034 

0.084 

0.084 

0.083 

0.103 


0.083 

0.103 

0.099 

0.119 

0.050 

0.061 

0.042 

0.053 

0.182 

0.260 

0.092 

0.135 

0.066 

0.086 

0.034 

0.045 



0.134 

0.134 

0.067 

0.067 

0.314 

0.314 

0.072 

0.072 

0.163 

0.163 

0.126 

0.126 

0.034 

0.034 

0.084 

0.084 




















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Khindara Gaon 


Khiwandi 


Type of Area (Command / N< 
command) 



0820000802469500 

6.350 

0818000202278700 

8.332 


0820000802471900 

15.269 

0820000802471700 

42.430 




Jawai Dam 


Non-command 


Non-command 


Non-command 


Jawai Dam 



Kishangarh 

0818000202280100 

6.429 

Saline 

Korana 

0818000202278400 

15.852 

Saline 

Koselao 

0820000802470000 

30.970 

Fresh 


Non-command 


Non-command 


Jawai Dam 



Kotra 

0818000202281800 

11.338 

Saline 

Maheshpura 

0818000202279900 

7.320 

Saline 

Malpura 

0818000202289000 

8.280 

Fresh 


Jawai Dam 


Non-command 


Non-command 


Non-command 


Jawai Dam 


Mandla 

0818000202284000 

12.505 

Fresh 

Manpura 

0818000202283300 

2.774 

Fresh 

Moolewa 

0818000202279800 

8.388 

Saline 

Moroo 

0818000202287100 

4.185 

Fresh 


Non-command 


Non-command 


Non-command 


Jawai Dam 


Narwana 


0818000202283200 


7.813 Fresh 


Nawa Khera 

0820000802469600 

13.922 

Fresh 

Netra 

0820000802472000 

9.951 

Fresh 

Nimbla 

0818000202280200 

21.402 

Saline 

Nosra 

0818000202280500 

31.414 

Saline 

Padarli 

0818000202286900 

27.325 

Fresh 

Palasiya 

0818000202290100 

6.446 

Fresh 


Panchota 


Paota 


Parakhiya 


Pawa 


Raithal 


Rajpura 


Rasiyawas 


Rasiyawas Khurd 


Rodala 


0818000202283500 


14.681 Fresh 


Saline 


0818000202289600 

9.930 

0820000802473700 

11.605 

0820000802469400 

38.926 



0818000202281100 

61.668 

0820000802469800 

12.140 

0818000202289900 

6.534 

0818000202290000 

1.445 

0818000202282900 

12.489 



Pechawa 

0820000802468500 

12.636 

Saline 

Pratap Garh 

0818000202283600 

15.144 

Fresh 




Jawai Dam 


Non-command 


Jawai Dam 


Non-command 


Non-command 


Non-command 


Jawai Dam 


Jawai Dam 


Non-command 


Non-command 


Non-command 


Jawai Dam 


Non-command 


Jawai Dam 


Non-command 


Jawai Dam 


Non-command 


Non-command 


Jawai Dam 


Non-command 


Non-command 


Non-command 


Jawai Dam 


Jawai Dam 


Jawai Dam 


Jawai Dam 


Non-command 


Jawai Dam 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

0.407 

Command 

Older Alluvium 

6.350 

Non-command 

Older Alluvium 

0.057 

Non-command 

Older Alluvium 

4.877 

Non-command 

Erinpura Granite 

13.460 

Command 

Older Alluvium 

2.667 

Command 

Phyllite & Schist 

4.272 

Non-command 

Older Alluvium 

0.210 

Non-command 

Phyllite & Schist 

12.529 

Non-command 

Older Alluvium 

0.387 

Non-command 

Older Alluvium 

13.063 

Command 

Older Alluvium 

21.637 

Command 

Phyllite & Schist 

3.294 

Command 

Older Alluvium 

5.197 

Non-command 

Older Alluvium 

0.841 

Non-command 

Older Alluvium 

11.298 

Non-command 

Older Alluvium 

4.329 

Command 

Older Alluvium 

4.104 

Command 

Younger Alluvium 

2.104 

Non-command 

Older Alluvium 

12.505 

Non-command 

Older Alluvium 

2.774 

Non-command 

Older Alluvium 

7.788 

Command 

Older Alluvium 

0.000 

Command 

Younger Alluvium 

1.171 

Command 

Older Alluvium 

5.882 

Non-command 

Older Alluvium 

1.932 

Command 

Older Alluvium 

13.922 

Non-command 

Erinpura Granite 

2.343 

Non-command 

Older Alluvium 

11.678 

Non-command 

Older Alluvium 

26.427 

Command 

Older Alluvium 

27.325 

Command 

Older Alluvium 

0.507 

Non-command 

Older Alluvium 

0.324 

Non-command 

Older Alluvium 

9.743 

Non-command 

Older Alluvium 

3.817 

Command 

Older Alluvium 

3.672 

Non-command 

Erinpura Granite 

8.056 

Command 

Older Alluvium 

16.896 

Non-command 

Older Alluvium 

0.222 

Command 

Older Alluvium 

6.428 

Non-command 

Older Alluvium 

12.185 

Non-command 

Older Alluvium 

7.907 

Command 

Older Alluvium 

4.633 

Non-command 

Older Alluvium 

10.377 

Non-command 

Older Alluvium 

0.134 

Non-command 

Older Alluvium 

7.292 

Command 

Older Alluvium 

12.140 

Command 

Older Alluvium 

0.398 

Command 

Older Alluvium 

1.445 

Command 

Older Alluvium 

8.493 

Non-command 

Older Alluvium 

0.109 

Command 

Older Alluvium 

2.874 

Non-command 

Older Alluvium 

1.013 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

130,000 

100,000 

150 

130,000 

110,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

150 

130,000 

110,000 

180 

150,000 

130,000 

150 

130,000 

110,000 

150 

130,000 

110,000 

120 

90,000 

70,000 

150 

130,000 

110,000 

180 

150,000 

130,000 

150 

130,000 

110,000 

150 

130,000 

110,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

150 

130,000 

110,000 

150 

130,000 

110,000 

150 

130,000 

110,000 

150 

130,000 

110,000 

120 

90,000 

70,000 

150 

130,000 

110,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

150 

130,000 

110,000 

150 

130,000 

110,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

150 

130,000 

110,000 

150 

130,000 

110,000 

150 

130,000 

110,000 

150 

130,000 

110,000 

120 

90,000 

70,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.017 

0.017 

- 

- 

0.017 

0.017 

0.008 

0.008 

0.328 

0.328 

0.144 

0.160 

0.182 

0.194 

0.012 

0.012 

0.547 

0.583 

- 

- 

0.202 

0.386 

1.068 

1.068 

0.134 

0.134 

0.176 

0.176 

0.025 

0.025 

0.017 

0.017 

0.042 

0.042 

0.182 

0.202 

0.140 

0.167 


0.066 

0.066 

0.017 

0.039 

- 

- 

0.468 

0.495 

0.116 

0.155 

0.116 

0.155 

0.084 

0.084 

0.092 

0.092 

0.017 

0.017 

0.151 

0.151 

0.116 

0.116 

0.297 

0.297 

0.017 

0.017 

0.446 

0.485 

0.227 

0.249 

0.215 

0.235 

0.076 

0.076 

0.672 

0.703 

0.012 

0.012 

0.176 

0.187 

0.336 

0.358 

0.185 

0.185 

0.132 

0.132 

0.132 

0.132 

0.067 

0.067 

- 

- ! 

0.216 

0.216 

0.050 

0.050 

0.066 

0.066 

0.330 

0.350 

0.330 

0.350 

0.168 

0.179 

0.168 

0.179 
























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 




Rojra 


Rundmal Ki Dhani 


Samooja 


Sandan 


Sanderao 


Sarana 


Sarwari 


Sindroo 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Census Code 

Area 


sq.km 

(3) 

(4) 

0817000402168900 

12.198 



0820000802472100 

16.328 

0818000202279700 

13.534 

0818000202284500 

23.280 


0818000202280900 

8.045 

0820000802470800 

54.797 




32.595 Fresh 


Saline 


0818000202281500 

25.531 

0817000402169300 

35.053 

0820000802471800 

26.130 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Jawai Dam 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


11009086 


Sugaliya Balotan 


Sugaliya Jodha 


Sugaliya Sindhian 


Takhatgarh (M) 


Tarwara 


Thoomba 


Thoomba Ka Goliya 


Ummaidpur 


Valdara 


Varni 


Vedana Kalan 


0818000202289300 

9.823 

0818000202278300 

10.269 

0818000202282600 

11.242 

0820000842008000 

35.925 

0818000202282400 

18.487 


0818000202286800 

4.947 

0818000202278600 

6.037 



0818000202287300 


0818000202282500 


6.387 Fresh 


13.012 Fresh 


Saline 


0818000202280400 

8.479 

0818000202289100 

5.576 



Jawai Dam 


Non-command 


Non-command 


Jawai Dam 


Non-command 


Non-command 


Jawai Dam 


Non-command 


Non-command 


Jawai Dam 


Non-command 


Jawai Dam 


Non-command 


Non-command 


Non-command 


Jawai Dam 


Vedana Khurd 

0818000202289200 

2.107 

Fresh 

Vedia 

0818000202281600 

19.909 

Saline 

Akdara 

0820000802470700 

5.507 

Fresh 

Bagar 

0826000203069800 

19.242 

Fresh 

Bali (M) 

0820000942011000 

33.191 

Fresh 

Bangri 

0820000802470200 

8.480 

Fresh 

Barwa 

0820000902478000 

5.823 

Fresh 



Non-command 


Non_command 


Non-command 


Non-command 


Non-command 


Beejapur 

0820000902479800 

21.313 

Fresh 

Beerami 

0820000802470400 

27.724 

Fresh 

Beeroliya 

0820000902477400 

7.633 

Fresh 

Beesalpur 

0820000902477500 

43.495 

Fresh 

Beral 

0820000902475600 

12.130 

Fresh 

Bhagli 

0820000902477600 

6.820 

Fresh 

Bheetwara 

0820000902476400 

13.757 

Fresh 

Biliya 

0820000902478500 

3.492 

Fresh 

Bokhara 

0826000203070300 

47.239 

Fresh 

Boya 

0820000902477100 

22.688 

Fresh 

Chamunderi Mertiyan 

0820000902475800 

8.492 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non_command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

2.902 

Non-command 

Older Alluvium 

0.239 

Non-command 

Phyllite & Schist 

0.945 

Non-command 

Older Alluvium 

2.402 

Non-command 

Older Alluvium 

0.315 

Non-command 

Older Alluvium 

1.240 

Non-command 

Older Alluvium 

3.117 

Command 

Phyllite & Schist 

21.282 

Non-command 

Erinpura Granite 

4.043 

Non-command 

Phyllite & Schist 

17.621 

Non-command 

Older Alluvium 

3.856 

Non-command 

Older Alluvium 

28.740 

Non-command 

Older Alluvium 

4.662 

Non-command 

Older Alluvium 

0.158 

Non-command 

Erinpura Granite 

17.926 

Non-command 

Phyllite & Schist 

7.679 

Command 

Older Alluvium 

7.085 

Non-command 

Older Alluvium 

10.223 

Non-command 

Older Alluvium 

7.741 

Command 

Older Alluvium 

35.925 

Non-command 

Older Alluvium 

0.130 

Non-command 

Older Alluvium 

17.189 

Command 

Older Alluvium 

4.947 

Non-command 

Older Alluvium 

2.598 

Non-command 

Older Alluvium 

1.651 

Command 

Older Alluvium 

0.787 

Non-command 

Older Alluvium 

5.037 

Command 

Older Alluvium 

4.760 

Command 

Younger Alluvium 

1.627 

Non-command 

Older Alluvium 

0.041 

Non-command 

Older Alluvium 

12.971 

Non-command 

Older Alluvium 

8.479 

Command 

Older Alluvium 

5.110 

Command 

Younger Alluvium 

0.461 

Command 

Older Alluvium 

2.107 

Non-command 

Older Alluvium 

7.998 

Non-command 

Phyllite & Schist 

4.582 

Command 

Phyllite & Schist 

0.063 

Non-command 

Erinpura Granite 

33.191 

Non-command 

Phyllite & Schist 

0.006 

Non-command 

Erinpura Granite 

5.333 

Non-command 

Older Alluvium 

0.490 

Non-command 

Erinpura Granite 

2.074 

Non-command 

Phyllite & Schist 

0.294 

Non-command 

Erinpura Granite 

7.633 

Non-command 

Erinpura Granite 

15.594 

Non-command 

Erinpura Granite 

12.130 

Non-command 

Erinpura Granite 

6.294 

Non-command 

Erinpura Granite 

12.868 

Non-command 

Erinpura Granite 

3.492 

Command 

Phyllite & Schist 

12.520 

Non-command 

Erinpura Granite 

22.688 

Non-command 

Erinpura Granite 

8.492 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

130,000 

100,000 

120 

30,000 

30,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

150 

130,000 

110,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

150 

130,000 

110,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

30,000 

30,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

150 

130,000 

110,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

150 

130,000 

110,000 

120 

90,000 

70,000 

150 

130,000 

110,000 

150 

130,000 

110,000 

120 

90,000 

70,000 

150 

130,000 

110,000 

150 

130,000 

110,000 

150 

130,000 

110,000 

180 

150,000 

130,000 

150 

130,000 

110,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

150 

130,000 

110,000 

180 

150,000 

130,000 

150 

130,000 

110,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

60,000 

50,000 

120 

160,000 

130,000 

120 

100,000 

80,000 

120 

160,000 

130,000 

120 

180,000 

150,000 

120 

160,000 

130,000 

120 

100,000 

80,000 

120 

160,000 

130,000 

120 

160,000 

130,000 

120 

160,000 

130,000 

120 

160,000 

130,000 

120 

160,000 

130,000 

120 

160,000 

130,000 

120 

60,000 

50,000 

120 

160,000 

130,000 

120 

160,000 

130,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.019 

0.019 

0.008 

0.008 

0.017 

0.017 

0.030 

0.030 


0.422 

0.422 

0.067 

0.067 

0.355 

0.355 

0.248 

0.307 

0.126 

0.158 

0.050 

0.061 


0.319 

0.330 

0.154 

0.154 

0.149 

0.149 

0.151 

0.162 

0.008 

0.030 

1.152 

1.355 

0.066 

0.086 

0.034 

0.045 

0.066 

0.066 

0.033 

0.111 

0.017 

0.060 

0.050 

0.050 

0.050 

0.050 

0.116 

0.194 

0.047 

0.074 



0.092 

0.168 

0.660 

0.758 

0.094 

0.094 

0.066 

0.086 

0.025 

0.057 

0.144 

0.144 

- 

- 

2.059 

2.155 

- 

- ! 

0.234 

0.272 

0.018 

0.018 

0.156 

0.156 

0.010 

0.010 

0.234 

0.234 

0.250 

0.269 

0.484 

0.484 

0.265 

0.265 

0.780 

0.780 

0.187 

0.187 

0.144 

0.144 

0.296 

0.430 

0.062 

0.062 










































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Dantiwara 

0820000902476200 

7.623 

Fresh 

Deotara 

0820000802470600 

12.572 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Dhani 

0820000902475300 

18.706 

Fresh 

Doongli 

0820000902478300 

2.632 

Fresh 

Faina (M) 

0820000942010000 

16.227 

Fresh 

Gura Devisingh 

0820000902479400 

2.395 

Fresh 

Gura Gumansingh 

0820000902479500 

9.847 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Guralas 

0820000902475200 

13.277 

Fresh 

Gurhakalyansingh 

0820000902478800 

5.836 

Fresh 


Non-command 


Non-command 


Jadri 

0820000902475500 

15.389 

Fresh 

Jakhora 

0820000802473600 

22.834 

Fresh 

Juna 

0820000702466000 

3.152 

Fresh 

Kagri 

0820000902475900 

4.565 

Fresh 

Karanwa 

0820000902479000 

4.269 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Karlai 

0820000902476000 

4.374 

Fresh 

Kerapura 

0820000902476100 

3.343 

Fresh 

Khangri 

0820000802470300 

3.530 

Fresh 

Kheemel 

0820000902474400 

29.456 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Khindara Gaon 

0820000802471900 

15.269 

Fresh 

Khindawa 

0820000902479300 

4.929 

Fresh 


Non-command 


Non-command 


Koliwara 

0820000802473800 

18.133 

Fresh 

Kotbaliyan 

0820000902476800 

11.783 

Fresh 

Kotra 

0820000902477700 

8.209 

Fresh 

Kundal 

0820000902479700 

53.330 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Lalrai 

0820000902478200 

10.469 

Fresh 

Latara 

0820000902478700 

26.872 

Fresh 


Non-command 


Non-command 



Mada 

0820000702466200 

14.789 

Fresh 

Maga 

0826000203069600 

33.963 

Fresh 

Malari 

0820000902478600 

15.052 

Fresh 


Non-command 


Non_command 


Non-command 



Morkha 

0820000702465900 

6.207 

Fresh 

Mundara 

0820000902476700 

18.710 

Fresh 

Padarla 

0820000902479200 

7.921 

Fresh 

Panchalwara 

0820000902476300 

9.783 

Fresh 

Parakhiya 

0820000802473700 

11.605 

Fresh 

Patawa 

0820000902477900 

2.563 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Erinpura Granite 

5.327 

Non-command 

Erinpura Granite 

2.814 

Non-command 

Phyllite & Schist 

9.390 

Non-command 

Erinpura Granite 

3.871 

Non-command 

Erinpura Granite 

2.632 

Non-command 

Erinpura Granite 

15.952 

Non-command 

Erinpura Granite 

0.908 

Non-command 

Erinpura Granite 

1.384 

Non-command 

Older Alluvium 

1.002 

Non-command 

Phyllite & Schist 

6.551 

Non-command 

Erinpura Granite 

1.063 

Non-command 

Erinpura Granite 

3.135 

Non-command 

Older Alluvium 

2.700 

Non-command 

Erinpura Granite 

12.348 

Non-command 

Erinpura Granite 

0.486 

Non-command 

Erinpura Granite 

3.152 

Non-command 

Erinpura Granite 

4.508 

Non-command 

Erinpura Granite 

0.083 

Non-command 

Older Alluvium 

4.186 

Non-command 

Erinpura Granite 

4.334 

Non-command 

Erinpura Granite 

3.300 

Non-command 

Phyllite & Schist 

0.045 

Non-command 

Erinpura Granite 

0.936 

Non-command 

Phyllite & Schist 

0.019 

Non-command 

Erinpura Granite 

1.809 

Non-command 

Erinpura Granite 

3.605 

Non-command 

Older Alluvium 

0.278 

Non-command 

Erinpura Granite 

0.565 

Non-command 

Erinpura Granite 

11.783 

Non-command 

Erinpura Granite 

7.967 

Non-command 

Erinpura Granite 

2.579 

Non-command 

Older Alluvium 

0.043 

Non-command 

Phyllite & Schist 

5.356 

Non-command 

Erinpura Granite 

10.469 

Non-command 

Erinpura Granite 

7.683 

Non-command 

Older Alluvium 

10.526 

Non-command 

Phyllite & Schist 

5.197 

Non-command 

Erinpura Granite 

1.174 

Non-command 

Older Alluvium 

8.665 

Non-command 

Phyllite & Schist 

6.782 

Non-command 

Erinpura Granite 

8.111 

Command 

Phyllite & Schist 

7.085 

Non-command 

Erinpura Granite 

7.166 

Non-command 

Phyllite & Schist 

3.209 

Non-command 

Erinpura Granite 

0.339 

Non-command 

Older Alluvium 

3.182 

Non-command 

Erinpura Granite 

5.098 

Non-command 

Erinpura Granite 

18.710 

Non-command 

Erinpura Granite 

7.322 

Non-command 

Erinpura Granite 

5.248 

Non-command 

Erinpura Granite 

3.395 

Non-command 

Erinpura Granite 

2.556 

Non-command 

Older Alluvium 

0.007 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

160,000 

130,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

160,000 

130,000 

120 

160,000 

130,000 

120 

160,000 

130,000 

120 

160,000 

130,000 

120 

160,000 

130,000 

120 

180,000 

150,000 

120 

110,000 

90,000 

120 

160,000 

130,000 

120 

160,000 

130,000 

120 

180,000 

150,000 

120 

160,000 

130,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

160,000 

130,000 

120 

160,000 

130,000 

120 

180,000 

150,000 

120 

160,000 

130,000 

120 

160,000 

130,000 

120 

100,000 

80,000 

120 

160,000 

130,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

160,000 

130,000 

120 

180,000 

150,000 

120 

90,000 

70,000 

120 

160,000 

130,000 

120 

160,000 

130,000 

120 

160,000 

130,000 

120 

180,000 

150,000 

120 

110,000 

90,000 

120 

160,000 

130,000 

120 

160,000 

130,000 

120 

180,000 

150,000 

120 

110,000 

90,000 

120 

160,000 

130,000 

120 

180,000 

150,000 

120 

110,000 

90,000 

120 

130,000 

100,000 

120 

60,000 

50,000 

120 

160,000 

130,000 

120 

110,000 

90,000 

120 

160,000 

130,000 

120 

180,000 

150,000 

120 

130,000 

100,000 

120 

160,000 

130,000 

120 

160,000 

130,000 

120 

160,000 

130,000 

120 

90,000 

70,000 

120 

160,000 

130,000 

120 

180,000 

150,000 



0.042 

0.042 

0.125 

0.125 

0.018 

0.018 

0.008 

0.008 

0.530 

0.530 

0.172 

0.230 

0.031 

0.031 

- 

- 

0.032 

0.032 

0.811 

0.811 

0.671 

0.671 

1.044 

1.044 

0.303 

0.303 

0.047 

0.047 

0.432 

0.432 

0.194 

0.194 

0.444 

0.444 

0.024 

0.038 

0.094 

0.094 

0.022 

0.022 

0.016 

0.016 

0.162 

0.184 

0.564 

0.564 

0.468 

0.468 

0.250 

0.250 

0.281 

0.281 

0.034 

0.034 

0.031 

0.050 




































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 




11010087 


Sanderao 



Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


15.680 Fresh 



Perwa 

0820000902477300 

11.699 

Fresh 

Phalna (Rural) 

0820000902475400 

12.220 

Fresh 

Punariya 

0820000902476900 

3.467 

Fresh 

Sadalwa 

0820000902476600 

2.874 

Fresh 

Sadra 

0820000902478900 

22.308 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Sadri (M) 

0820000742007000 

24.927 

Fresh 

Sadri (Rural) 

0820000702466100 

44.906 

Fresh 


0820000802470800 


Non-command 


Non-command 


54.797 Fresh Jawai Dam 


Non-command 



Sela 

0820000902475700 

13.356 

Fresh 

Sesli 

0820000902477000 

10.505 

Fresh 

Sewari 

0820000902477800 

20.291 

Fresh 


Non-command 


Non-command 


Non-command 



Shivtalao 

0820000902478400 

8.515 

Fresh 

Sindarli 

0820000702465800 

12.724 

Fresh 

Sokra 

0820000902477200 

5.090 

Fresh 

Teepri 

0820000902476500 

7.883 

Fresh 

Venpura 

0820000802470500 

9.913 

Fresh 


Akhrad 

0818000702337300 

6.876 

Fresh 

Alri 

0818000702334800 

12.284 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


0818000602320400 


14.099 Fresh 


Saline 


Narmada 


Narmada 


Non-command 


Narmada 


Non-command 


Narmada 


Non-command 


14.827 Fresh Non-command 


Bhadarda 

0818000402300800 

11.002 

Fresh 

Bhagal Bhim 

0818000402299600 

11.579 

Fresh 

Bhalni 

0818000502310100 

13.347 

Fresh 

Bhinmal (M) 

0818000441802000 

104.556 

Fresh 


Bhinmal (Rural) 

0818000402299400 

14.339 

Fresh 

Bhootel 

0818000602327400 

7.813 

Fresh 

Bilar 

0818000702335100 

5.401 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sub Basin: 




Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.066 

Non-command 

Phyllite & Schist 

11.652 

Non-command 

Erinpura Granite 

11.595 

Non-command 

Erinpura Granite 

12.220 

Non-command 

Erinpura Granite 

3.467 

Non-command 

Erinpura Granite 

2.874 

Non-command 

Erinpura Granite 

0.225 

Non-command 

Older Alluvium 

13.406 

Non-command 

Phyllite & Schist 

6.251 

Non-command 

Erinpura Granite 

3.260 

Non-command 

Erinpura Granite 

17.734 

Non-command 

Phyllite & Schist 

2.789 

Command 

Phyllite & Schist 

0.006 

Non-command 

Erinpura Granite 

1.661 

Non-command 

Phyllite & Schist 

7.819 

Non-command 

Erinpura Granite 

13.356 

Non-command 

Erinpura Granite 

10.505 

Non-command 

Erinpura Granite 

13.124 

Non-command 

Older Alluvium 

6.811 

Non-command 

Phyllite & Schist 

0.205 

Non-command 

Erinpura Granite 

8.515 

Non-command 

Erinpura Granite 

0.151 

Non-command 

Erinpura Granite 

5.090 

Non-command 

Erinpura Granite 

7.883 

Non-command 

Phyllite & Schist 

0.325 


of Tube of Wells Operational 
Wells with Days 

Pumpset 


(9) (10) 



Average Yield 

Draft 

Total 

Draft 

Tube 

Wells with 

Tube 

Wells with 


Wells 

Pumpset 

Wells 

Pumpset 


Ipd 

Ipd 

MCM 

MCM 

MCM 

(12) 

(13) 

(14) 

(15) 

(16) 


180,000 


110,000 


160,000 


160,000 


160,000 


160,000 


160,000 


180,000 


110,000 


130,000 


130,000 


100,000 


100,000 


90,000 


100,000 


160,000 


160,000 


160,000 


180,000 


110,000 


160,000 


130,000 


160,000 


160,000 


100,000 


150,000 


90,000 


130,000 


130,000 


130,000 


130,000 


130,000 


150,000 


90,000 


100,000 


100,000 


90,000 


80,000 


70,000 


80,000 


130,000 


130,000 


130,000 


150,000 


90,000 


130,000 


100,000 


130,000 


130,000 


80,000 



0.119 

0.119 

0.203 

0.203 

1.669 

1.861 

0.218 

0.218 

0.125 

0.125 


0.396 

0.396 

0.108 

0.108 

0.144 

0.144 

0.924 

0.924 

0.130 

0.130 


0.025 

0.025 

0.154 

0.154 

0.577 

0.635 

0.749 

0.749 

2.168 

2.302 

1.296 

1.382 

0.022 

0.022 

0.328 

0.366 

0.012 

0.012 

0.094 

0.094 

0.374 

0.374 

0.010 

0.010 


Non-command 

Older Alluvium 

5.662 

Non-command 

Jalore Granite 

3.406 

Non-command 

Younger Alluvium 

8.630 

Command 

Older Alluvium 

0.199 

Command 

Older Alluvium 

0.457 

Non-command 

Older Alluvium 

0.863 

Command 

Older Alluvium 

0.093 

Non-command 

Older Alluvium 

10.606 

Command 

Older Alluvium 

0.025 

Non-command 

Older Alluvium 

6.815 

Non-command 

Younger Alluvium 

0.006 

Non-command 

Jalore Granite 

0.682 

Non-command 

Rhyolite 

3.885 

Non-command 

Younger Alluvium 

0.712 

Non-command 

Jalore Granite 

6.968 

Non-command 

Younger Alluvium 

3.241 

Non-command 

Jalore Granite 

0.840 

Non-command 

Younger Alluvium 

9.962 

Non-command 

Jalore Granite 

0.626 

Non-command 

Older Alluvium 

11.579 

Non-command 

Older Alluvium 

4.074 

Non-command 

Jalore Granite 

38.133 

Non-command 

Older Alluvium 

50.417 

Non-command 

Older Alluvium 

11.690 

Non-command 

Older Alluvium 

1.809 

Non-command 

Jalore Granite 

5.147 

Non-command 

Younger Alluvium 

0.002 


150 

130,000 

100,000 

120 

100,000 

80,000 

150 

150,000 

110,000 

180 

100,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

150 

150,000 

110,000 

120 

100,000 

80,000 

150 

150,000 

110,000 

120 

100,000 

80,000 

150 

150,000 

110,000 

120 

90,000 

70,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

120 

90,000 

70,000 

180 

130,000 

110,000 

150 

120,000 

100,000 

180 

100,000 

70,000 

120 

100,000 

80,000 

150 

150,000 

110,000 


1.155 

1.155 

0.259 

0.295 

1.122 

1.302 

0.063 

0.099 

0.067 

0.110 

0.554 

0.856 

0.900 

1.296 

0.870 

1.248 

0.504 

0.742 

0.202 

0.299 

- 

- 

0.019 

0.019 

0.125 

0.125 

0.033 

0.033 

0.077 

0.077 

0.066 

0.066 

0.029 

0.053 

0.627 

0.987 

0.025 

0.036 

0.525 

1.065 

0.495 

0.621 

1.394 

1.707 

4.336 

5.225 

7.275 

11.595 

0.038 

0.110 

0.509 

0.569 





































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Chak Jeran 

0818000502311200 

8.910 

Fresh 

Chandpura 

0818000702337000 

6.189 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Chara 

0818000702335200 

11.864 

Fresh 

Chatwara 

0818000702334400 

24.767 

Fresh 


Non-command 


Non-command 


Chekla 

0818000402305500 

9.295 

Fresh 

Chirpatiya 

0818000702336900 

7.770 

Fresh 


Non-command 


Non-command 



Delwara 

0818000402300600 

20.136 

Fresh 

Derdi 

0818000402305900 

2.007 

Fresh 


Non-command 


Non-command 



Dhuliya 

0818000702337500 

13.333 

Fresh 

Digaon 

0818000702334100 

10.037 

Fresh 

Doongarwa 

0818000502311700 

12.278 

Fresh 

Doongri 

0818000702340900 

14.370 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Dorda 

0818000402304700 

60.412 

Fresh 

Fatapura 

0818000702337600 

1.105 

Fresh 

Gajipura 

0818000402300200 

6.772 

Fresh 

Gaonri 

0818000502310300 

13.361 

Fresh 

Hapu Ki Dhani 

0818000502310200 

9.230 

Fresh 

Jawiya 

0818000402306300 

18.110 

Fresh 

Jelatra 

0818000602327500 

23.050 

Fresh 

Jeran 

0818000502312400 

23.797 

Fresh 

Jodhawas 

0818000602320500 

25.947 

Fresh 


Jogau 

0818000502313000 

4.879 

Fresh 

Joojani 

0818000402299500 

19.874 

Fresh 

Kagmala 

0818000702337100 

9.865 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Narmada 


Non-command 


Non-command 


Non-command 


Non-command 



Karloo 

0818000402305000 

5.866 

Fresh 

Keebla 

0818000402306400 

11.124 

Fresh 

Ker 

0818000702337900 

4.166 

Fresh 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

3.733 

Non-command 

Jalore Granite 

1.650 

Non-command 

Younger Alluvium 

3.836 

Non-command 

Jalore Granite 

11.023 

Non-command 

Older Alluvium 

12.401 

Non-command 

Rhyolite 

12.282 

Non-command 

Jalore Granite 

1.047 

Non-command 

Jalore Granite 

5.202 

Non-command 

Older Alluvium 

0.041 

Non-command 

Jalore Granite 

0.505 

Non-command 

Younger Alluvium 

9.637 

Non-command 

Jalore Granite 

6.063 

Non-command 

Older Alluvium 

6.510 

Non-command 

Older Alluvium 

27.424 

Non-command 

Younger Alluvium 

1.196 

Non-command 

Jalore Granite 

5.252 

Non-command 

Younger Alluvium 

2.331 

Non-command 

Older Alluvium 

2.259 

Non-command 

Rhyolite 

3.092 

Non-command 

Older Alluvium 

4.329 

Non-command 

Younger Alluvium 

0.140 

Non-command 

Jalore Granite 

13.248 

Non-command 

Older Alluvium 

1.479 

Non-command 

Younger Alluvium 

0.529 

Non-command 

Older Alluvium 

1.960 

Non-command 

Younger Alluvium 

5.706 

Non-command 

Older Alluvium 

1.526 

Non-command 

Younger Alluvium 

8.041 

Non-command 

Younger Alluvium 

0.100 

Non-command 

Older Alluvium 

2.752 

Non-command 

Older Alluvium 

8.910 

Non-command 

Older Alluvium 

0.000 

Non-command 

Younger Alluvium 

0.499 

Non-command 

Jalore Granite 

3.848 

Non-command 

Older Alluvium 

1.101 

Non-command 

Jalore Granite 

6.772 

Non-command 

Older Alluvium 

0.600 

Non-command 

Older Alluvium 

8.190 

Non-command 

Jalore Granite 

4.383 

Non-command 

Older Alluvium 

15.208 

Non-command 

Older Alluvium 

17.815 

Command 

Older Alluvium 

0.987 

Non-command 

Older Alluvium 

8.867 

Non-command 

Older Alluvium 

4.879 

Non-command 

Older Alluvium 

18.897 

Non-command 

Jalore Granite 

5.932 

Non-command 

Older Alluvium 

2.723 

Non-command 

Younger Alluvium 

0.711 

Non-command 

Older Alluvium 

24.400 

Non-command 

Rhyolite 

9.886 

Non-command 

Jalore Granite 

5.866 

Non-command 

Jalore Granite 

6.270 

Non-command 

Younger Alluvium 

0.507 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

150 

120,000 

100,000 

120 

100,000 

80,000 

150 

150,000 

110,000 

120 

100,000 

80,000 

150 

130,000 

100,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

150 

130,000 

100,000 

120 

100,000 

80,000 

150 

150,000 

110,000 

120 

100,000 

80,000 

150 

130,000 

100,000 

150 

120,000 

100,000 

180 

130,000 

110,000 

120 

90,000 

70,000 

150 

150,000 

130,000 

150 

130,000 

100,000 

120 

100,000 

80,000 

150 

130,000 

100,000 

150 

150,000 

110,000 

120 

90,000 

70,000 

180 

130,000 

110,000 

150 

150,000 

130,000 

180 

130,000 

110,000 

150 

150,000 

130,000 

150 

130,000 

100,000 

150 

150,000 

110,000 

150 

150,000 

110,000 

150 

130,000 

100,000 

150 

120,000 

100,000 

150 

130,000 

100,000 

150 

150,000 

110,000 

120 

90,000 

70,000 

150 

130,000 

100,000 

120 

90,000 

70,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

150 

120,000 

100,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

120 

100,000 

80,000 

150 

130,000 

100,000 

150 

150,000 

110,000 

150 

130,000 

100,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

150 

150,000 

110,000 


Tube Wells with 


MCM 

MCM 

(15) 

(16) 

- 

- 

0.096 

0.108 

0.380 

0.425 

0.346 

0.394 

0.255 

0.255 

0.163 

0.163 

0.042 

0.042 

0.259 

0.307 

- 

- ! 

0.029 

0.029 

0.776 

0.911 

0.221 

0.221 

0.360 

0.360 

4.095 

5.913 

0.238 

0.332 

0.294 

0.316 

0.293 

0.316 

0.045 

0.045 

0.038 

0.038 

1.005 

1.005 

0.033 

0.033 

0.235 

0.235 

0.356 

0.356 

0.137 

0.137 

0.297 

0.344 

0.878 

0.968 

0.180 

0.200 

1.023 

1.113 


0.132 

0.155 

0.101 

0.101 

0.885 

1.295 

0.924 

1.118 

0.030 

0.048 

0.915 

1.365 

0.101 

0.101 

1.572 

2.609 

0.030 

1.830 

0.504 

0.918 

0.895 

1.633 

1.080 

1.332 

0.570 

3.990 

0.451 

0.499 

0.330 

0.369 

0.099 

0.099 

0.330 

0.915 

0.086 

0.230 

0.815 

0.880 

0.252 

0.252 

0.116 

0.116 





































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Khanda Deol 

0818000402300100 

7.547 

Fresh 

Khanpur 

0818000402300700 

15.683 

Fresh 

Khera Sariyana 

0818000702336200 

13.766 

Fresh 

Kherakuri 

0818000702335700 

5.158 

Fresh 

Kherapuriya 

0818000502311900 

3.987 

Fresh 

Kodita 

0818000402300500 

2.442 

Fresh 

Kooka 

0818000502312000 

14.373 

Fresh 

Kori Chaupawatan 

0818000702335300 

5.923 

Fresh 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


7.045 Fresh Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Korka 

0818000702333900 

23.017 

Fresh 

Kotra 

0818000402306000 

0.938 

Fresh 

Lakhawas 

0818000702335600 

31.856 

Fresh 

Malwara 

0818000702337700 

15.618 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Mandhar 

0818000402300400 

4.491 

Fresh 

Manoharji Ka Bas 

0818000402305100 

10.175 

Fresh 

Meda Brahmnan 

0818000502311800 

8.514 

Fresh 

Meerpura 

0818000502311000 

5.807 

Fresh 

Mera 

0818000702336600 

9.026 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Munthla Kaba 

0818000402302400 

16.643 

Fresh 

Naibali 

0818000502310000 

11.274 

Fresh 


Non-command 


Non-command 



Nimbau 

0818000602320600 

16.325 

Fresh 

Nimbawas 

0818000402299700 

32.274 

Fresh 


Non-command 


Non-command 



Nohra 

0818000402299800 

3.433 

Fresh 

Paharpura 

0818000402304800 

5.718 

Fresh 

Pamana 

0818000602327600 

30.104 

Fresh 

Panseri 

0818000402305700 

19.251 

Fresh 

Pawli 

0818000402300300 

15.312 

Fresh 

Phagotra 

0818000502312800 

6.624 

Fresh 

Pooran 

0818000402306100 

41.303 

Fresh 

Punasa 

0818000502313200 

32.605 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Rah 

0818000502311500 

16.765 

Fresh 

Raji Ka Bas 

0818000402305400 

12.707 

Fresh 

Rajpura 

0818000402305300 

10.105 

Fresh 


Non-command 


Non-command 


Non-command 



Samrani 

0818000702334200 

12.888 

Fresh 

Sanwlawas 

0818000702334500 

13.171 

Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

2.784 

Non-command 

Younger Alluvium 

4.261 

Non-command 

Jalore Granite 

7.547 

Non-command 

Jalore Granite 

5.371 

Non-command 

Rhyolite 

0.477 

Non-command 

Rhyolite 

3.929 

Non-command 

Older Alluvium 

3.987 

Non-command 

Jalore Granite 

2.442 

Non-command 

Older Alluvium 

14.373 

Non-command 

Jalore Granite 

2.362 

Non-command 

Younger Alluvium 

3.381 

Non-command 

Older Alluvium 

16.027 

Non-command 

Older Alluvium 

0.938 

Non-command 

Rhyolite 

6.197 

Non-command 

Older Alluvium 

2.412 

Non-command 

Younger Alluvium 

2.900 

Non-command 

Jalore Granite 

4.491 

Non-command 

Jalore Granite 

10.128 

Non-command 

Older Alluvium 

8.514 

Non-command 

Older Alluvium 

0.297 

Non-command 

Jalore Granite 

0.024 

Non-command 

Older Alluvium 

0.019 

Non-command 

Jalore Granite 

5.232 

Non-command 

Older Alluvium 

0.115 

Non-command 

Younger Alluvium 

0.244 

Non-command 

Older Alluvium 

0.052 

Non-command 

Younger Alluvium 

0.005 

Non-command 

Older Alluvium 

6.799 

Non-command 

Older Alluvium 

9.283 

Non-command 

Younger Alluvium 

22.991 

Non-command 

Older Alluvium 

4.349 

Non-command 

Younger Alluvium 

12.023 

Non-command 

Younger Alluvium 

3.433 

Non-command 

Jalore Granite 

5.718 

Non-command 

Older Alluvium 

2.045 

Non-command 

Younger Alluvium 

16.358 

Non-command 

Jalore Granite 

15.078 

Non-command 

Older Alluvium 

6.624 

Non-command 

Younger Alluvium 

21.156 

Non-command 

Older Alluvium 

13.890 

Non-command 

Younger Alluvium 

18.715 

Non-command 

Older Alluvium 

0.008 

Non-command 

Jalore Granite 

12.107 

Non-command 

Jalore Granite 

7.777 

Non-command 

Younger Alluvium 

2.328 

Non-command 

Older Alluvium 

0.023 

Non-command 

Younger Alluvium 

0.004 

Non-command 

Jalore Granite 

4.128 

Non-command 

Older Alluvium 

1.441 

Non-command 

Younger Alluvium 

17.192 

Non-command 

Older Alluvium 

12.870 

Non-command 

Older Alluvium 

1.364 

Non-command 

Rhyolite 

2.384 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

150 

120,000 

100,000 

180 

130,000 

110,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

150 

120,000 

100,000 

120 

90,000 

70,000 

150 

120,000 

100,000 

120 

100,000 

80,000 

150 

150,000 

110,000 

150 

130,000 

100,000 

180 

130,000 

110,000 

120 

100,000 

80,000 

150 

130,000 

100,000 

150 

150,000 

110,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

120 

100,000 

80,000 

150 

130,000 

100,000 

120 

90,000 

70,000 

150 

120,000 

100,000 

180 

130,000 

110,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

180 

100,000 

70,000 

150 

120,000 

100,000 

180 

130,000 

110,000 

150 

120,000 

100,000 

180 

130,000 

110,000 

180 

130,000 

110,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

150 

150,000 

130,000 

120 

90,000 

70,000 

150 

120,000 

100,000 

150 

150,000 

130,000 

150 

120,000 

100,000 

180 

130,000 

110,000 

150 

120,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

150 

150,000 

130,000 

150 

130,000 

100,000 

150 

150,000 

110,000 

120 

100,000 

80,000 

150 

130,000 

100,000 

150 

150,000 

110,000 

150 

130,000 

100,000 

150 

130,000 

100,000 

120 

100,000 

80,000 



0.244 

0.244 

0.015 

0.033 

0.040 

0.063 


















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Sariyana 

0818000502313100 

10.110 

Fresh 

Sawidar 

0818000402304900 

9.424 

Fresh 


Non-command 


Non-command 



Silasan 

0818000702336800 

31.302 

Fresh 

Sindhara 

0818000402304600 

15.052 

Fresh 

Tejawas 

0818000702338100 

9.144 

Fresh 

Than Mataji 

0818000402306200 

4.947 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Thobau 

0818000502312900 

30.326 

Fresh 

Vada 

0818000702337400 

7.575 

Fresh 


Non-command 


Non-command 



Vada Naya 

0818000502312100 

4.761 

Fresh 

Vamal 

0818000602320300 

12.471 

Saline 

Vanu Ki Dhani 

0818000502312700 

16.685 

Fresh 

Vapa 

0818000602327300 

10.150 

Fresh 

Viyonka Goliya 

0818000502312500 

28.574 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


11010088 


Akhrad 

0818000702337300 

6.876 

Fresh 

Bandhar 

0818000702335500 

14.827 

Fresh 


Non-command 


Non-command 



Baretha 

0818000702335400 

17.982 

Fresh 

Chara 

0818000702335200 

11.864 

Fresh 

Chirpatiya 

0818000702336900 

7.770 

Fresh 

Dadoki 

0818000702337200 

13.194 

Fresh 

Dhanwara 

0818000702334600 

9.667 

Fresh 

Doodhwat 

0818000702336500 

5.665 

Fresh 

Golwara 

0818000702336400 

15.414 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Jalera Kalan 

0818000702338400 

8.028 

Fresh 

Jalera Khurd 

0818000702338500 

13.242 

Fresh 

Khera Sariyana 

0818000702336200 

13.766 

Fresh 


Non-command 


Non-command 


Non-command 



Pal 

0818000702338700 

15.589 

Fresh 

Parawi 

0818000702336700 

6.956 

Fresh 

Raniwara Kalan 

0818000702338300 

17.536 

Fresh 

Raniwara Khurd 

0818000702338200 

20.452 

Fresh 

Ropsi 

0818000702334700 

23.827 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sanwlawas 

0818000702334500 

13.171 

Fresh 

Silasan 

0818000702336800 

31.302 

Fresh 

Taveedar 

0818000702336300 

17.529 

Fresh 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Younger Alluvium 

8.483 

Non-command 

Older Alluvium 

10.110 

Non-command 

Jalore Granite 

8.578 

Non-command 

Younger Alluvium 

0.846 

Non-command 

Older Alluvium 

10.430 

Non-command 

Younger Alluvium 

6.124 

Non-command 

Jalore Granite 

5.358 

Non-command 

Younger Alluvium 

0.603 

Non-command 

Jalore Granite 

0.538 

Non-command 

Jalore Granite 

0.694 

Non-command 

Older Alluvium 

7.912 

Non-command 

Jalore Granite 

0.362 

Non-command 

Younger Alluvium 

0.004 

Non-command 

Older Alluvium 

30.326 

Non-command 

Older Alluvium 

1.449 

Non-command 

Younger Alluvium 

5.091 

Non-command 

Older Alluvium 

15.136 

Non-command 

Younger Alluvium 

8.287 

Non-command 

Older Alluvium 

4.761 

Non-command 

Older Alluvium 

0.315 

Non-command 

Older Alluvium 

16.685 

Non-command 

Older Alluvium 

3.343 

Non-command 

Older Alluvium 

7.990 

Non-command 

Younger Alluvium 

20.583 

Non-command 

Older Alluvium 

0.003 

Non-command 

Jalore Granite 

6.253 

Non-command 

Rhyolite 

1.632 

Non-command 

Younger Alluvium 

1.487 

Non-command 

Jalore Granite 

6.893 

Non-command 

Jalore Granite 

0.020 

Non-command 

Jalore Granite 

1.861 

Non-command 

Older Alluvium 

0.049 

Non-command 

Younger Alluvium 

0.055 

Non-command 

Older Alluvium 

5.021 

Non-command 

Jalore Granite 

9.760 

Non-command 

Older Alluvium 

5.326 

Non-command 

Older Alluvium 

0.055 

Non-command 

Older Alluvium 

6.351 

Non-command 

Jalore Granite 

0.002 

Non-command 

Older Alluvium 

0.007 

Non-command 

Jalore Granite 

16.513 

Non-command 

Rhyolite 

6.552 

Non-command 

Jalore Granite 

5.495 

Non-command 

Older Alluvium 

1.795 

Non-command 

Older Alluvium 

0.009 

Non-command 

Jalore Granite 

6.656 

Non-command 

Older Alluvium 

1.216 

Non-command 

Older Alluvium 

2.373 

Non-command 

Jalore Granite 

0.006 

Non-command 

Younger Alluvium 

0.671 

Non-command 

Younger Alluvium 

0.849 

Non-command 

Jalore Granite 

27.477 

Non-command 

Jalore Granite 

12.636 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

150 

150,000 

110,000 

150 

120,000 

100,000 

120 

90,000 

70,000 

150 

150,000 

130,000 

150 

120,000 

100,000 

180 

130,000 

110,000 

120 

90,000 

70,000 

150 

150,000 

130,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

150 

130,000 

100,000 

120 

90,000 

70,000 

150 

150,000 

130,000 

150 

120,000 

100,000 

150 

130,000 

100,000 

150 

150,000 

110,000 

150 

120,000 

100,000 

180 

130,000 

110,000 

150 

120,000 

100,000 

120 

90,000 

70,000 

150 

120,000 

100,000 

180 

100,000 

70,000 

150 

120,000 

100,000 

180 

130,000 

110,000 

150 

130,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

150 

150,000 

110,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

150 

130,000 

100,000 

150 

150,000 

110,000 

150 

130,000 

100,000 

120 

100,000 

80,000 

150 

130,000 

100,000 

150 

130,000 

100,000 

150 

130,000 

100,000 

120 

100,000 

80,000 

150 

130,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

150 

130,000 

100,000 

150 

130,000 

100,000 

120 

100,000 

80,000 

150 

130,000 

100,000 

150 

130,000 

100,000 

120 

100,000 

80,000 

150 

150,000 

110,000 

150 

150,000 

110,000 

120 

100,000 

80,000 

120 

100,000 

80,000 



0.192 

0.192 

0.048 

0.048 

0.083 

0.083 

0.077 

0.077 



1.290 

1.368 

0.442 

0.466 

0.375 

0.395 

0.015 

0.015 

0.645 

0.645 

























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / Non¬ 
command) 



11011089 


Ambon Ka Bara 


Barwan 


Bassi 


Beenja 


Bhawnagar 


Bhawri 


Bhinder 


Burd (Boorad) 


Chenda 


Dayalpura 


Deeri 


Dheedhas 


0818000702338600 


0817000402167200 



0818000202276700 


0820000402425400 


0820000402424200 



0820000502437600 

8.236 

Saline 

0820000502437300 

28.960 

Saline 

0820000402425100 

9.891 

Saline 

0817000402161700 

6.144 

Fresh 

0820000402424300 

13.575 

Fresh 

0820000502434700 

43.015 

Saline 

0820000502437500 

40.729 

Saline 

0817000402167900 

35.463 

Saline 


4.414 Fresh Non-command 


9.969 Fresh Non-command 


Saline Non-command 


31.102 Saline Non-command 


Bankli Bundh 


Non-command 


Bankli Bundh 


Non-command 


Non-command 


Non-command 


Non-command 


Giroliya Tank 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


43.354 Saline 


10.420 Fresh 


24.885 Fresh 


Saline 


Sub Basin: 


Garwaliya 


Gelawas 


Ghana 


Godawas 


Gura Pratapsingh 


0820000402425900 


14.728 Saline 


0820000402422500 

19.171 

Saline 

0818000202276800 

31.493 

Saline 


0820000502437400 

23.884 

Saline 

0820000502438100 

23.832 

Saline 


Giroliya Tank 


Non-command 


Non-command 


Bankli Bundh 


Non-command 


Non-command 


Non-command 


Hanjawa 


0820000402424600 


11.518 Fresh 



Jaitpur 


Kharantiya 


Khundawas 


Kotri 


0820000402424100 

38.998 

0817000402167400 

9.932 

0820000402426100 

11.268 

0817000402161600 

20.977 



Saline 


12.797 Fresh 


Bankli Bundh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Malwa 

0820000402426000 

10.579 

Saline 

Manihari 

0820000502437200 

45.175 

Saline 



Math Kharantiya 


0817000402167500 


7.691 Saline Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

2.133 

Non-command 

Rhyolite 

0.001 

Non-command 

Older Alluvium 

1.455 



Non-command 

Older Alluvium 

0.272 

Non-command 

Older Alluvium 

0.182 

Non-command 

Older Alluvium 

0.363 

Non-command 

Phyllite & Schist 

0.812 

Command 

Older Alluvium 

11.782 

Non-command 

Older Alluvium 

7.976 

Command 

Older Alluvium 

0.415 

Non-command 

Older Alluvium 

0.073 

Non-command 

Older Alluvium 

18.001 

Non-command 

Older Alluvium 

10.420 

Non-command 

Older Alluvium 

0.140 

Command 

Older Alluvium 

0.346 

Non-command 

Older Alluvium 

1.502 

Non-command 

Older Alluvium 

3.177 

Non-command 

Older Alluvium 

27.720 

Non-command 

Older Alluvium 

2.162 

Non-command 

Younger Alluvium 

2.737 

Non-command 

Older Alluvium 

0.041 

Non-command 

Older Alluvium 

1.204 

Non-command 

Older Alluvium 

15.185 

Non-command 

Older Alluvium 

18.947 

Non-command 

Younger Alluvium 

2.487 

Command 

Older Alluvium 

5.381 

Non-command 

Older Alluvium 

0.689 

Non-command 

Older Alluvium 

5.165 

Command 

Older Alluvium 

4.596 

Non-command 

Older Alluvium 

2.958 

Non-command 

Older Alluvium 

18.707 

Non-command 

Older Alluvium 

4.585 

Non-command 

Phyllite & Schist 

0.612 

Command 

Older Alluvium 

0.109 

Non-command 

Older Alluvium 

4.931 

Non-command 

Older Alluvium 

0.584 

Non-command 

Younger Alluvium 

3.280 

Non-command 

Older Alluvium 

1.372 

Non-command 

Younger Alluvium 

4.553 

Non-command 

Younger Alluvium 

0.845 

Non-command 

Older Alluvium 

6.222 

Non-command 

Older Alluvium 

0.390 

Non-command 

Older Alluvium 

1.359 

Non-command 

Younger Alluvium 

4.096 

Non-command 

Older Alluvium 

0.999 

Non-command 

Younger Alluvium 

2.787 

Non-command 

Older Alluvium 

21.886 

Non-command 

Younger Alluvium 

4.384 

Non-command 

Older Alluvium 

0.258 

Non-command 

Older Alluvium 

40.643 

Non-command 

Phyllite & Schist 

0.356 

Non-command 

Older Alluvium 

0.490 


Number 
of Wells 
with 

Pumpset 

Number of 
Operational 
Days 

Average Yield 



Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(10) 

(IV 

(12) 

(13) 

9 

150 

130,000 

100,000 

- 

120 

100,000 

80,000 

5 

150 

130,000 

100,000 


120 

130,000 

100,000 

120 

30,000 

30,000 

120 

80,000 

50,000 

120 

90,000 

70,000 

150 

130,000 

110,000 

150 

130,000 

110,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

320,000 

300,000 

120 

320,000 

300,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

100,000 

80,000 

120 

200,000 

160,000 

120 

320,000 

300,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

30,000 

30,000 

120 

60,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

90,000 

70,000 

120 

320,000 

300,000 

120 

320,000 

300,000 

120 

100,000 

80,000 

120 

60,000 

60,000 

120 

100,000 

80,000 

120 

200,000 

160,000 

120 

60,000 

60,000 

120 

320,000 

300,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

200,000 

160,000 

120 

130,000 

100,000 

120 

200,000 

160,000 

120 

30,000 

30,000 

120 

60,000 

60,000 

120 

100,000 

80,000 

120 

80,000 

50,000 

120 

90,000 

70,000 

120 

30,000 

30,000 



MCM MCM 


(15) (16) 


0.135 0.155 



0.008 

0.008 

0.463 

0.600 

0.182 

0.241 

0.235 

0.311 

0.235 

0.311 

0.025 

0.025 



0.030 

0.030 

0.019 

0.019 

0.038 

0.038 

- 

- ! 

0.006 

0.006 

0.048 

0.048 

0.040 

0.040 

0.007 

0.007 

0.058 

0.058 

0.010 

0.010 


0.008 

0.008 

0.059 

0.059 

0.078 

0.078 

0.006 

0.006 


0.036 

0.036 

1.080 

1.080 



0.115 

0.115 

0.007 

0.007 

0.216 

0.216 



0.019 

0.019 

0.012 

0.012 

0.038 

0.038 

0.061 

0.061 

0.029 

0.029 








































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



11011090 


Panch Padariya 

0820000402422700 

13.704 

Saline 

Pati 

0820000402424500 

26.549 

Fresh 



Pukhtari 


Rakhana 


Rana 


Sedariya 


Sirana 


0820000402422300 

10.180 

0820000402425300 

10.758 

0820000402425600 

37.252 



0820000402425700 


0820000402424400 



Ratanara 

0818000202277000 

5.078 

Fresh 

Rawra Kalan 

0818000202276900 

11.548 

Fresh 



15.997 


17.321 



Thakar Khera 

0817000402168200 

22.004 

Saline 

Tormi 

0818000202277100 

13.827 

Fresh 



Bhadarlau 

0820000702454700 

4.812 

Fresh 

Bhawri 

0820000502437300 

28.960 

Saline 

Bola Kura 

0820000702459300 

9.486 

Fresh 

Boradi 

0820000702461500 

6.459 

Fresh 

Busi 

0820000502435800 

15.010 

Fresh 

Chak Sujapura 

0820000702464100 

3.003 

Fresh 

Chawarda 

0820000502434600 

4.239 

Saline 


Non-command 


Bankli Bundh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Giroliya Tank 


Non-command 


Non-command 


Bankli Bundh 


Non-command 


Bankli Bundh 


Non-command 


Bankli Bundh 


Non-command 


Non-command 


Non-command 


Non-command 


Bankli Bundh 


Non-command 


Non-command 


Bankli Bundh 


Non-command 


Bankli Bundh 


Non-command 


Giroliya Tank 


Non-command 


Non-command 


Giroliya Tank 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hemawas 



Dayalpura 

0820000502434700 

43.015 

Saline 

Daylana Kalan 

0820000702460900 

11.401 

Saline 

Daylana Khurd 

0820000702460800 

4.699 

Saline 

Denda 

0820000502437000 

43.814 

Saline 

Deoli 

0820000702458100 

9.167 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Younger Alluvium 

1.802 

Non-command 

Older Alluvium 

0.265 

Command 

Older Alluvium 

0.103 

Non-command 

Older Alluvium 

24.712 

Non-command 

Older Alluvium 

0.074 

Non-command 

Older Alluvium 

3.609 

Non-command 

Older Alluvium 

8.450 

Non-command 

Older Alluvium 

3.364 

Command 

Older Alluvium 

3.540 

Non-command 

Older Alluvium 

30.349 

Non-command 

Older Alluvium 

0.038 

Command 

Older Alluvium 

0.002 

Non-command 

Older Alluvium 

0.464 

Command 

Older Alluvium 

7.516 

Non-command 

Older Alluvium 

1.153 

Command 

Older Alluvium 

0.017 

Non-command 

Older Alluvium 

8.218 

Non-command 

Older Alluvium 

3.534 

Non-command 

Younger Alluvium 

0.654 

Non-command 

Older Alluvium 

15.434 

Non-command 

Older Alluvium 

3.949 

Command 

Older Alluvium 

1.217 

Non-command 

Older Alluvium 

6.140 

Non-command 

Older Alluvium 

11.112 

Command 

Older Alluvium 

1.328 

Non-command 

Older Alluvium 

2.677 

Command 

Older Alluvium 

0.137 

Non-command 

Older Alluvium 

0.006 

Command 

Older Alluvium 

4.165 

Non-command 

Older Alluvium 

2.437 

Non-command 

Older Alluvium 

10.654 

Command 

Older Alluvium 

8.981 

Non-command 

Older Alluvium 

5.002 

Non-command 

Erinpura Granite 

1.629 

Non-command 

Erinpura Granite 

9.978 

Non-command 

Erinpura Granite 

2.889 

Non-command 

Erinpura Granite 

3.790 

Non-command 

Older Alluvium 

0.481 

Non-command 

Phyllite & Schist 

26.042 

Non-command 

Erinpura Granite 

0.136 

Non-command 

Older Alluvium 

1.240 

Non-command 

Erinpura Granite 

7.696 

Non-command 

Erinpura Granite 

6.459 

Non-command 

Erinpura Granite 

7.549 

Non-command 

Erinpura Granite 

3.003 

Command 

Older Alluvium 

2.357 

Command 

Younger Alluvium 

0.834 

Non-command 

Older Alluvium 

0.001 

Non-command 

Older Alluvium 

41.675 

Non-command 

Erinpura Granite 

9.507 

Non-command 

Erinpura Granite 

0.063 

Non-command 

Phyllite & Schist 

43.814 

Non-command 

Erinpura Granite 

9.167 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

60,000 

120 

100,000 

80,000 

120 

320,000 

300,000 

120 

320,000 

300,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

320,000 

300,000 

120 

320,000 

300,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

150 

130,000 

110,000 

150 

130,000 

110,000 

150 

130,000 

110,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

30,000 

30,000 

120 

60,000 

60,000 

120 

100,000 

80,000 

120 

320,000 

300,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

30,000 

30,000 

150 

130,000 

110,000 

150 

130,000 

110,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

320,000 

300,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

60,000 

40,000 

120 

130,000 

100,000 

120 

60,000 

40,000 

120 

80,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

80,000 

50,000 

120 

150,000 

100,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.058 




0.017 

0.017 

0.066 

0.066 

0.092 

0.092 

0.076 

0.076 



0.036 

0.036 

0.099 

0.236 

0.017 

0.056 

0.050 

0.126 

0.050 

0.126 



0.036 

0.036 

0.010 

0.010 

0.010 

0.010 

0.096 

0.096 

0.235 

0.235 

0.108 

0.108 

0.053 

0.053 



0.160 

0.160 

0.630 

0.630 

0.714 

0.757 

0.132 

0.132 

0.012 

0.012 

0.012 

0.012 

- 

- 

0.312 

0.312 

0.398 

0.398 

0.005 

0.005 

0.454 

0.454 

0.563 

0.563 















































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Dhelri 

0820000702464200 

4.408 

Fresh 

Dingai 

0820000502436800 

14.028 

Saline 

Duthriya 

0820000702454500 

12.393 

Fresh 


Non-command 


Non-command 


Non-command 


Elani 

0820000702457800 

10.577 

Fresh 

Ganthi 

0820000702460400 

16.667 

Saline 

Garwaliya 

0820000402425900 

14.728 

Saline 


Gawara 


Giradra Jageer 


Giradra Khalsa 


Gura Bichchhu 


Gura Meghsingh 


Gura Narkhan 


Gura Prithviraj 


Gura Ramaji 


Gurha Akheraj 


Gurha Askaran 


Gurha Bheemsingh 


Gurha Keshar Singh 


Gurha Khowa 


Gurha Roopsingh 


Hathlai 


Hemawas 


0820000702461200 


14.089 Fresh 


Saline 


0820000502433800 

7.115 

0820000502434800 

11.212 




Gulabpura 

0820000502433700 

5.719 

Saline 

Gundoj 

0820000502435200 

41.429 

Fresh 


Non-command 


Non-command 


Giroliya Tank 


Non-command 


Non-command 


Non-command 


Hemawas 


Hemawas 


Non-command 


Hemawas 


Non-command 



0820000502436500 

3.295 

0820000702459400 

4.672 

0820000502433100 

15.999 

0820000702463800 

4.791 

0820000702459600 

10.336 




Saline 


Fresh 


Saline 


23.909 Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hemawas 


0820000702461700 

6.957 

0820000702460700 

3.595 

0820000702457900 

2.872 

0820000702461800 

3.286 

0820000702464700 

5.645 



0820000702461900 

4.616 

0820000502435100 

11.790 

0820000502433300 

21.602 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Saline Non-command 




Hirankhuri 

0820000502435900 

6.026 

Fresh 

ltdara Mertiyan 

0820000702454300 

7.944 

Fresh 


Non-command 


Non-command 


Jaitpur 

0820000402424100 

38.998 

Saline 

Jawali 

0820000702458300 

17.591 

Fresh 

Jeewand Kalan 

0820000702459200 

6.390 

Fresh 

Jeewand Khurd 

0820000702461600 

6.480 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Erinpura Granite 

12.042 

Non-command 

Phyllite & Schist 

2.364 

Non-command 

Erinpura Granite 

7.842 

Non-command 

Phyllite & Schist 

2.647 

Non-command 

Erinpura Granite 

4.408 

Non-command 

Phyllite & Schist 

5.244 

Non-command 

Erinpura Granite 

11.957 

Non-command 

Phyllite & Schist 

0.436 

Non-command 

Erinpura Granite 

8.031 

Non-command 

Erinpura Granite 

1.026 

Command 

Older Alluvium 

0.298 

Non-command 

Older Alluvium 

4.701 

Non-command 

Erinpura Granite 

12.683 

Non-command 

Erinpura Granite 

1.407 

Command 

Phyllite & Schist 

0.000 

Command 

Older Alluvium 

5.140 

Command 

Phyllite & Schist 

1.708 

Non-command 

Older Alluvium 

0.318 

Command 

Phyllite & Schist 

4.302 

Non-command 

Erinpura Granite 

0.017 

Non-command 

Phyllite & Schist 

14.136 

Non-command 

Phyllite & Schist 

27.262 

Non-command 

Phyllite & Schist 

3.295 

Non-command 

Erinpura Granite 

1.326 

Non-command 

Erinpura Granite 

1.102 

Non-command 

Erinpura Granite 

2.303 

Non-command 

Erinpura Granite 

3.576 

Non-command 

Erinpura Granite 

0.666 

Non-command 

Phyllite & Schist 

3.617 

Non-command 

Phyllite & Schist 

1.423 

Command 

Older Alluvium 

0.277 

Command 

Phyllite & Schist 

8.753 

Non-command 

Older Alluvium 

1.317 

Non-command 

Phyllite & Schist 

13.562 

Non-command 

Erinpura Granite 

6.957 

Non-command 

Erinpura Granite 

1.259 

Non-command 

Erinpura Granite 

2.872 

Non-command 

Erinpura Granite 

3.286 

Non-command 

Erinpura Granite 

3.771 

Non-command 

Erinpura Granite 

1.332 

Non-command 

Erinpura Granite 

4.616 

Non-command 

Phyllite & Schist 

11.790 

Non-command 

Erinpura Granite 

0.415 

Non-command 

Phyllite & Schist 

0.112 

Non-command 

Erinpura Granite 

0.002 

Non-command 

Phyllite & Schist 

11.392 

Non-command 

Erinpura Granite 

6.026 

Non-command 

Erinpura Granite 

1.839 

Non-command 

Phyllite & Schist 

6.106 

Non-command 

Older Alluvium 

8.621 

Non-command 

Phyllite & Schist 

8.661 

Non-command 

Erinpura Granite 

6.390 

Non-command 

Erinpura Granite 

6.480 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

130,000 

100,000 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

80,000 

50,000 

120 

90,000 

70,000 

120 

80,000 

50,000 

120 

90,000 

70,000 

120 

130,000 

110,000 

120 

180,000 

150,000 

120 

90,000 

70,000 

120 

180,000 

150,000 

120 

90,000 

70,000 

120 

130,000 

110,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

180,000 

150,000 

120 

90,000 

70,000 

120 

80,000 

50,000 

120 

90,000 

70,000 

120 

80,000 

50,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

130,000 

110,000 

120 

180,000 

150,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

100,000 

80,000 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.696 

0.696 

0.119 

0.119 

0.134 

0.145 

0.065 

0.065 

0.204 

0.204 

0.042 

0.042 

0.227 

0.227 

0.011 

0.011 

0.084 

0.084 

0.029 

0.029 

- 

- 

0.048 

0.048 

0.118 

0.118 

0.012 

0.012 

- 

- ; 

0.042 

0.042 

0.017 

0.017 



0.270 

0.270 

0.244 

0.244 

0.288 

0.288 

0.008 

0.008 


0.372 

0.372 

0.034 

0.034 

0.006 

0.006 

0.072 

0.072 

0.008 

0.008 



0.008 

0.008 

0.324 

0.324 

0.048 

0.048 

0.050 

0.050 

0.143 

0.143 

0.096 

0.096 

0.014 

0.014 

0.143 

0.143 

0.017 

0.017 

0.013 

0.013 

- 

- 

- 

- 

0.227 

0.227 

0.059 

0.059 

0.059 

0.059 

0.259 

0.259 

0.019 

0.019 

0.432 

0.432 

0.571 

0.571 

0.319 

0.319 










































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Jooni Endla 

0820000502438700 

21.666 

Saline 

Jor Kandra 

0820000502433500 

4.917 

Saline 


Kanlao 


Karnawa 


Kerli 


Kesargarh 


Kesuli 


Kharada 


Khor 


Koorna 


Kotri 


Lampi 


Pali (MCI) 


Rabriya 


Ramasiya 


Rampura 


Type of Area (Command / N< 
command) 


Jorjoonamath 

0820000502433600 

2.228 

Saline 

Kandara 

0820000502435000 

14.210 

Saline 



0820000502436900 

13.367 

0820000702463700 

14.358 

0820000702459700 

7.038 

0820000702461400 

3.737 

0820000702461100 

13.120 


0820000702459100 

14.239 

0820000502436700 

50.146 




Saline 


11.268 Saline 



0820000502438400 

42.028 

0820000702463600 

8.387 

0820000702464600 

3.603 



Fresh 


Fresh 


Saline 


20.963 Saline 


Malwa 

0820000402426000 

10.579 

Saline 

Mandiya 

0820000520900004 

16.810 

Saline 

Mandli Khurd 

0820000520900003 

11.880 

Saline 


Mandpur 

0820000702461000 

8.324 

Saline 

Manihari 

0820000502437200 

45.175 

Saline 

Muliawas 

0820000502434300 

12.876 

Saline 


Non-command 


Hemawas 


Non-command 


Hemawas 


Hemawas 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hemawas 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hemawas 


Hemawas 


Non-command 


Non-command 


Non-command 


Hemawas 



Nadol 

0820000702462000 

42.745 

Fresh 

Narlai 

0820000702464000 

32.333 

Fresh 

Nawa Gurha 

0820000702462100 

11.973 

Fresh 

Neembara 

0820000502435700 

19.385 

Fresh 

Neepal 

0820000702461300 

4.712 

Fresh 

Odwadiya 

0820000702454400 

7.714 

Fresh 

Padarli Turkan 

0820000502436100 

8.473 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0820000542004000 

97.271 

0820000702458900 

7.498 

0820000502433400 

7.030 

0820000702464300 

2.468 




Roongri 

0820000702457700 

11.856 

Fresh 

Roop Nagar 

0825000402998600 

17.454 

Fresh 

Roopawas 

0820000502434500 

29.307 

Saline 


Hemawas 


Non-command 


Non-command 


Non-command 


Non-command 


Hemawas 


Non-command 


Non-command 


Hemawas 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

0.137 

Command 

Phyllite & Schist 

3.303 

Non-command 

Phyllite & Schist 

1.614 

Command 

Phyllite & Schist 

2.228 

Command 

Phyllite & Schist 

2.396 

Non-command 

Phyllite & Schist 

11.814 

Non-command 

Phyllite & Schist 

12.101 

Non-command 

Erinpura Granite 

1.180 

Non-command 

Erinpura Granite 

3.532 

Non-command 

Erinpura Granite 

3.737 

Non-command 

Erinpura Granite 

2.517 

Non-command 

Erinpura Granite 

10.576 

Non-command 

Erinpura Granite 

12.452 

Non-command 

Erinpura Granite 

0.020 

Non-command 

Phyllite & Schist 

25.233 

Non-command 

Phyllite & Schist 

1.292 

Command 

Older Alluvium 

0.330 

Non-command 

Older Alluvium 

9.566 

Non-command 

Phyllite & Schist 

4.964 

Non-command 

Erinpura Granite 

0.000 

Non-command 

Erinpura Granite 

0.632 

Non-command 

Erinpura Granite 

2.971 

Non-command 

Older Alluvium 

7.023 

Non-command 

Phyllite & Schist 

13.779 

Non-command 

Older Alluvium 

10.321 

Command 

Phyllite & Schist 

6.341 

Command 

Phyllite & Schist 

4.732 

Non-command 

Phyllite & Schist 

6.244 

Non-command 

Erinpura Granite 

8.193 

Non-command 

Older Alluvium 

2.677 

Command 

Older Alluvium 

0.026 

Command 

Younger Alluvium 

0.046 

Non-command 

Older Alluvium 

0.001 

Non-command 

Younger Alluvium 

0.049 

Non-command 

Erinpura Granite 

20.776 

Non-command 

Erinpura Granite 

18.694 

Non-command 

Erinpura Granite 

0.272 

Non-command 

Erinpura Granite 

0.014 

Non-command 

Erinpura Granite 

4.712 

Non-command 

Erinpura Granite 

7.714 

Non-command 

Erinpura Granite 

7.115 

Non-command 

Phyllite & Schist 

1.358 

Command 

Phyllite & Schist 

0.121 

Non-command 

Erinpura Granite 

0.034 

Non-command 

Phyllite & Schist 

1.504 

Non-command 

Erinpura Granite 

2.468 

Non-command 

Erinpura Granite 

0.000 

Command 

Older Alluvium 

0.002 

Command 

Younger Alluvium 

0.000 

Non-command 

Erinpura Granite 

2.827 

Non-command 

Phyllite & Schist 

2.291 

Command 

Older Alluvium 

6.388 

Command 

Younger Alluvium 

0.010 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

60,000 

40,000 

120 

80,000 

50,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

150,000 

100,000 

120 

80,000 

50,000 

120 

150,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

60,000 

40,000 

120 

80,000 

50,000 

120 

150,000 

100,000 

120 

90,000 

70,000 

120 

50,000 

35,000 

120 

80,000 

50,000 

120 

150,000 

100,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.059 

0.059 

0.025 

0.025 

0.160 

0.160 



0.101 

0.101 

0.060 

0.060 

0.060 

0.060 

0.017 

0.017 

0.156 

0.156 

0.274 

0.274 

0.185 

0.185 


0.713 

0.737 

0.018 

0.018 


0.010 

0.010 

0.025 

0.025 

- 

- t 

0.084 

0.084 

0.149 

0.149 

0.024 

0.024 

0.067 

0.078 

0.029 

0.029 

0.017 

0.017 

0.067 

0.067 

0.092 

0.103 

0.235 

0.235 

0.018 

0.018 



0.504 

0.504 

0.017 

0.028 

0.017 

0.017 



0.050 

0.050 

0.012 

0.012 



0.076 

0.076 

0.017 

0.017 

0.018 

0.018 


































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Sanwalta 


Sedariya 


Type of Area (Command / N< 
command) 



0820000702458000 

8.644 

Fresh 

0820000402425700 

15.997 

Saline 

0820000502436000 

12.434 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Septawa 

0820000702454600 

12.232 

Fresh 

Sobhawas 

0820000702464900 

5.197 

Fresh 

Sodawas 

0820000502435300 

19.481 

Fresh 


Non-command 


Non-command 


Non-command 


Somesar 

0820000702454800 

9.898 

Fresh 

Sonai Manji 

0820000502433200 

26.331 

Fresh 


Sukarlai 


Non-command 


Non-command 



0820000402426200 


Saline Non-command 


8.241 Saline Hemawas 


Non-command 



Teekhi 

0820000702460600 

7.986 

Saline 

Tewali Kalan 

0820000502436200 

4.725 

Fresh 

Tewali Khurd 

0820000502436300 

3.880 

Fresh 

Thakurla 

0820000502436400 

8.232 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Tokarla 

0820000702459800 

4.762 

Saline 

Undra 

0820000402425800 

9.259 

Saline 


11011091 


Ajaneshwar 

0820000702458600 

3.433 

Fresh 

Akrawas 

0820000702458800 

3.350 

Fresh 


Ana 


Anoppura 


Aret Ki Bhagal 


Bala 


Balrai 


Bankli 


Bara Solankiyan 


Bargaowra 


Barkana 


Beejowa 


Beer Ki Bhagal 


Beethura 


Bhachoonda 


Bhadrajoon 


Bhagwan Pura 


Bhagwanpura Station 


Bhawnagar 


Bhinder 


Bigarla 


Non-command 


Giroliya Tank 


Non-command 


Non-command 


Non-command 



0820000702465000 

12.799 

0820000802468000 

4.659 

0825000403004500 

4.067 

0820000502438300 

31.102 

0820000502439100 

14.207 

0818000202277200 

32.250 

0820000702465100 

3.306 

0820000802468300 

16.506 

0820000702463100 

5.288 

0820000702462300 

21.013 

0825000403005300 

4.132 

0820000802468100 

21.634 

0820000802468400 

33.942 

0818000202278500 

41.771 


0820000702462500 

8.842 

0820000702462400 

8.995 

0820000502437600 

8.236 

0820000402425100 

9.891 

0820000702463200 

13.153 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Borda Ki Bhagal 


0825000403000400 


4.592 Fresh Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

19.830 

Non-command 

Erinpura Granite 

8.644 

Non-command 

Older Alluvium 

0.563 

Non-command 

Erinpura Granite 

7.067 

Non-command 

Phyllite & Schist 

5.366 

Non-command 

Erinpura Granite 

11.881 

Non-command 

Erinpura Granite 

0.192 

Non-command 

Erinpura Granite 

7.287 

Non-command 

Phyllite & Schist 

1.669 

Non-command 

Erinpura Granite 

8.921 

Non-command 

Erinpura Granite 

7.840 

Non-command 

Phyllite & Schist 

2.985 

Non-command 

Phyllite & Schist 

0.953 

Command 

Older Alluvium 

2.034 

Non-command 

Older Alluvium 

4.071 

Non-command 

Younger Alluvium 

0.009 

Non-command 

Erinpura Granite 

1.293 

Non-command 

Phyllite & Schist 

2.177 

Non-command 

Erinpura Granite 

4.965 

Non-command 

Phyllite & Schist 

0.190 

Non-command 

Erinpura Granite 

7.986 

Non-command 

Erinpura Granite 

1.964 

Non-command 

Erinpura Granite 

3.866 

Non-command 

Erinpura Granite 

1.634 

Non-command 

Phyllite & Schist 

6.598 

Non-command 

Erinpura Granite 

0.085 

Command 

Older Alluvium 

0.195 

Non-command 

Older Alluvium 

2.462 

Non-command 

Phyllite & Schist 

3.433 

Non-command 

Erinpura Granite 

0.488 

Non-command 

Phyllite & Schist 

2.862 

Non-command 

Erinpura Granite 

12.421 

Non-command 

Older Alluvium 

1.422 

Non-command 

Phyllite & Schist 

0.305 

Non-command 

Phyllite & Schist 

2.881 

Non-command 

Older Alluvium 

14.207 

Non-command 

Older Alluvium 

7.134 

Non-command 

Erinpura Granite 

2.673 

Non-command 

Older Alluvium 

0.162 

Non-command 

Phyllite & Schist 

5.288 

Non-command 

Phyllite & Schist 

20.559 

Non-command 

Phyllite & Schist 

2.332 

Non-command 

Older Alluvium 

20.160 

Non-command 

Older Alluvium 

0.003 

Non-command 

Older Alluvium 

2.938 

Non-command 

Older Alluvium 

26.711 

Non-command 

Phyllite & Schist 

8.842 

Non-command 

Phyllite & Schist 

8.995 

Non-command 

Older Alluvium 

4.439 

Non-command 

Older Alluvium 

7.729 

Non-command 

Erinpura Granite 

4.924 

Non-command 

Phyllite & Schist 

8.224 

Non-command 

Phyllite & Schist 

0.669 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

80,000 

50,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

130,000 

110,000 

120 

180,000 

150,000 

120 

90,000 

70,000 

120 

130,000 

110,000 

120 

180,000 

150,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

130,000 

100,000 

120 

100,000 

90,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

130,000 

110,000 

120 

130,000 

110,000 

120 

130,000 

110,000 

120 

180,000 

150,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

50,000 

35,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

150 

130,000 

110,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

50,000 

35,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

150 

130,000 

110,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

80,000 

50,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

50,000 

35,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.048 

0.048 

0.336 

0.336 

- 

- 

0.109 

0.109 

0.108 

0.108 

0.092 

0.092 


0.185 

0.185 

0.054 

0.054 

0.034 

0.056 

0.172 

0.172 

0.090 

0.090 

0.017 

0.017 



0.036 

0.036 

0.054 

0.054 

0.053 

0.053 


0.043 

0.043 

0.079 

0.079 

0.172 

0.172 



0.011 

0.011 

0.017 

0.017 

0.151 

0.151 

0.288 

0.288 

0.017 

0.017 

0.008 

0.008 

0.017 

0.017 

0.240 

0.240 

0.165 

0.224 

0.324 

0.324 


0.626 

0.626 

2.592 

2.640 

0.038 

0.038 

0.092 

0.092 


0.083 

0.317 

0.092 

0.362 

0.421 

0.421 

0.011 

0.011 

- 

- 

0.077 

0.077 

0.134 

0.188 

0.281 

0.389 

0.008 

0.008 
























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Chanod 

0820000802467900 

67.028 

Saline 

Chawrda 

0818000202279500 

24.887 

Saline 

Chhora 

0820000702466600 

14.819 

Fresh 

Choonda 

0818000202280000 

16.722 

Saline 

Dadai 

0820000702463400 

9.778 

Fresh 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


39.662 Fresh Non-command 


Saline Non-command 


14.394 Fresh Non-command 


Saline Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Deeri 

0820000502437500 

40.729 

Saline 

Desuri 

0820000702467000 

60.130 

Fresh 


Non-command 


Non-command 


Dewan 

0820000402425000 

17.654 

Saline 

Dhalop 

0820000702465200 

4.239 

Fresh 

Dhanda 

0820000902474700 

3.372 

Fresh 

Dhariya 

0820000702458200 

14.392 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Dhingana 

0820000402424700 

9.084 

Fresh 

Dhola Jageer 

0820000802468200 

22.230 

Saline 

Dhola Sasan 

0820000802468700 

4.330 

Saline 

Dingai 

0820000502436800 

14.028 

Saline 

Dudapura 

0820000702466700 

5.018 

Fresh 

Endlawas 

0820000502438600 

7.718 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Gawar 

0825000403004300 

31.924 

Fresh 

Ghanerao 

0820000702467200 

22.470 

Fresh 


Girali 


Girwar 


Godawas 


Goindla 


Gundoj 


Gura Durgadas 


Gura Endla 


Gura Khuni 


Non-command 


Non-command 



0820000702465700 

11.913 

0820000502438500 

15.050 

0820000502437400 

23.884 

0818000202277500 

15.891 


0820000502435200 

41.429 

0820000502439500 

3.599 


0820000502438900 

16.555 

0820000502439900 

6.600 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Saline 


23.832 Saline Non-command 



Gura Prithviraj 

0820000702463800 

4.791 

Fresh 

Gurha Bhopsingh 

0820000702467100 

24.548 

Fresh 


Non-command 


Non-command 


Gurha Ganga 

0820000702458400 

4.369 

Fresh 

Gurha Mehram 

0820000702462200 

6.032 

Fresh 


Non-command 


Non-command 


Gurha Patiya 

0820000702466500 

3.215 

Fresh 

Hanjawa 

0820000402424600 

11.518 

Fresh 

ltdara Charnan 

0820000702462600 

9.804 

Fresh 

Jaitpura 

0820000502438800 

8.904 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

20.531 

Non-command 

Older Alluvium 

1.141 

Non-command 

Phyllite & Schist 

17.978 

Non-command 

Phyllite & Schist 

0.050 

Non-command 

Older Alluvium 

2.559 

Non-command 

Phyllite & Schist 

11.786 

Non-command 

Older Alluvium 

56.811 

Non-command 

Older Alluvium 

17.883 

Non-command 

Erinpura Granite 

4.441 

Non-command 

Older Alluvium 

11.083 

Non-command 

Erinpura Granite 

6.943 

Non-command 

Phyllite & Schist 

0.062 

Non-command 

Older Alluvium 

24.267 

Non-command 

Erinpura Granite 

19.320 

Non-command 

Phyllite & Schist 

12.539 

Non-command 

Older Alluvium 

16.223 

Non-command 

Erinpura Granite 

4.239 

Non-command 

Phyllite & Schist 

0.861 

Non-command 

Erinpura Granite 

1.243 

Non-command 

Phyllite & Schist 

2.659 

Non-command 

Older Alluvium 

9.084 

Non-command 

Older Alluvium 

11.299 

Non-command 

Older Alluvium 

0.033 

Non-command 

Phyllite & Schist 

8.783 

Non-command 

Erinpura Granite 

4.420 

Non-command 

Older Alluvium 

7.693 

Non-command 

Phyllite & Schist 

0.025 

Non-command 

Phyllite & Schist 

17.265 

Non-command 

Erinpura Granite 

18.911 

Non-command 

Phyllite & Schist 

0.277 

Non-command 

Erinpura Granite 

2.178 

Non-command 

Older Alluvium 

15.050 

Non-command 

Older Alluvium 

5.176 

Non-command 

Older Alluvium 

10.036 

Non-command 

Older Alluvium 

0.143 

Non-command 

Phyllite & Schist 

0.014 

Non-command 

Phyllite & Schist 

2.530 

Non-command 

Phyllite & Schist 

1.068 

Non-command 

Older Alluvium 

16.555 

Non-command 

Older Alluvium 

6.477 

Non-command 

Phyllite & Schist 

0.123 

Non-command 

Older Alluvium 

3.814 

Non-command 

Phyllite & Schist 

10.727 

Non-command 

Erinpura Granite 

2.488 

Non-command 

Erinpura Granite 

1.116 

Non-command 

Phyllite & Schist 

8.448 

Non-command 

Phyllite & Schist 

4.369 

Non-command 

Erinpura Granite 

0.005 

Non-command 

Phyllite & Schist 

6.028 

Non-command 

Erinpura Granite 

0.307 

Non-command 

Older Alluvium 

6.479 

Non-command 

Phyllite & Schist 

9.133 

Non-command 

Older Alluvium 

0.763 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

90,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

90,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

100,000 

90,000 

120 

80,000 

50,000 

120 

130,000 

100,000 

120 

100,000 

90,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

320,000 

300,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

80,000 

50,000 

120 

90,000 

70,000 

120 

50,000 

35,000 

120 

130,000 

100,000 

120 

100,000 

90,000 

120 

130,000 

100,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

150 

130,000 

110,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

130,000 

100,000 

120 

320,000 

300,000 

120 

100,000 

90,000 

120 

80,000 

50,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.346 

0.394 

0.012 

0.012 

0.168 

0.193 

- 

- 

0.024 

0.024 

0.114 

0.114 

0.269 

0.269 

0.008 

0.019 

0.072 

0.072 

0.008 

0.008 

1.428 

1.522 

0.011 

0.011 

0.078 

0.078 

1.128 

1.128 

0.637 

0.637 

0.048 

0.048 

0.396 

0.396 

0.086 

0.086 

0.025 

0.025 

0.065 

0.065 

0.828 

0.828 

0.227 

0.227 

- 

- 

0.067 

0.067 

0.168 

0.168 

0.168 

0.168 


0.496 

0.496 

0.960 

0.960 

0.011 

0.011 

0.048 

0.048 

0.006 

0.006 

0.018 

0.018 

0.050 

0.128 

0.034 

0.088 



0.066 

0.066 

0.168 

0.168 

0.006 

0.006 

0.006 

0.006 

0.025 

0.036 

0.396 

0.396 


0.032 

0.032 

0.054 

0.054 

- 

- 

0.076 

0.088 

0.024 

0.024 

1.404 

1.404 

0.583 

0.631 

0.006 

0.006 






































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Jawali 

0820000702458300 

17.591 

Fresh 

Joban 

0820000702467400 

6.105 

Fresh 

Jooni Endla 

0820000502438700 

21.666 

Saline 


Non-command 


Non-command 


Non-command 


Kalyan Pura 

0820000502439400 

5.594 

Fresh 

Kana 

0820000702466800 

6.141 

Fresh 

Kanlao 

0820000502436900 

13.367 

Saline 

Karnawa 

0820000702463700 

14.358 

Fresh 

Kawla 

0818000202282700 

35.836 

Saline 

Keerwa 

0820000502439200 

21.321 

Saline 


Kharada 


Khera Dhanari 


Khera Sawri 


Khera Sooliya 


Khor 


Kishangarh 


Kishanpura 


Koorna 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0820000702459100 

14.239 

0818000202278700 

8.332 

0818000202279400 

5.628 

0818000202279600 

2.631 

0820000502436700 

50.146 




Saline 


15.478 Fresh 



0818000202280100 

6.429 

0820000702459000 

5.604 

0820000502438400 

42.028 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kotri 


Kuarda 


Kulthana 


Kundli 


Kundli Charnan 


Maheshpura 


Majhera 


Malgarh 


Manawaton Ka Gurha 


Mandal 


0820000702463600 

8.387 

0818000202278800 

12.895 

0820000402425200 

12.797 


0818000202279200 

8.895 

0820000402424900 

9.514 

0818000202279900 

7.320 

0825000403004200 

19.933 

0818000202279300 

33.897 

0825000403000300 

3.285 

0820000502440000 

20.528 



Manihari 

0820000502437200 

45.175 

Saline 

Mataji Ka Bara 

0820000902474800 

8.911 

Fresh 

Mohiwara 

0818000202278900 

15.071 

Saline 

Moolewa 

0818000202279800 

8.388 

Saline 

Mori Tokariya 

0818000202279000 

3.907 

Saline 

Nadana Bhatan 

0820000502439700 

10.845 

Fresh 

Nadana Jodhan 

0820000702458500 

14.531 

Fresh 

Nadol 

0820000702462000 

42.745 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Narlai 

0820000702464000 

32.333 

Fresh 

Nawa Gurha 

0820000702462100 

11.973 

Fresh 

Nawagura 

0820000502439000 

10.254 

Saline 

Nimbla 

0818000202280200 

21.402 

Saline 

Norwa 

0818000202279100 

16.078 

Saline 

Oladar 

0825000403005800 

8.303 

Fresh 

Padampura 

0820000702465300 

6.279 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

8.142 

Non-command 

Phyllite & Schist 

8.930 

Non-command 

Erinpura Granite 

0.201 

Non-command 

Older Alluvium 

9.103 

Non-command 

Phyllite & Schist 

12.426 

Non-command 

Phyllite & Schist 

5.594 

Non-command 

Erinpura Granite 

6.028 

Non-command 

Phyllite & Schist 

1.266 

Non-command 

Erinpura Granite 

13.178 

Non-command 

Older Alluvium 

0.028 

Non-command 

Older Alluvium 

20.543 

Non-command 

Phyllite & Schist 

0.778 

Non-command 

Erinpura Granite 

1.787 

Non-command 

Older Alluvium 

1.729 

Non-command 

Older Alluvium 

5.628 

Non-command 

Older Alluvium 

2.631 

Non-command 

Phyllite & Schist 

17.568 

Non-command 

Phyllite & Schist 

6.032 

Non-command 

Phyllite & Schist 

15.151 

Non-command 

Phyllite & Schist 

0.152 

Non-command 

Older Alluvium 

5.698 

Non-command 

Erinpura Granite 

5.604 

Non-command 

Older Alluvium 

9.232 

Non-command 

Phyllite & Schist 

27.832 

Non-command 

Erinpura Granite 

8.387 

Non-command 

Older Alluvium 

12.895 

Non-command 

Older Alluvium 

5.757 

Non-command 

Older Alluvium 

0.427 

Non-command 

Older Alluvium 

8.895 

Non-command 

Older Alluvium 

9.514 

Non-command 

Older Alluvium 

2.416 

Non-command 

Phyllite & Schist 

12.160 

Non-command 

Older Alluvium 

29.515 

Non-command 

Phyllite & Schist 

0.003 

Non-command 

Phyllite & Schist 

0.172 

Non-command 

Older Alluvium 

4.087 

Non-command 

Phyllite & Schist 

5.072 

Non-command 

Phyllite & Schist 

0.001 

Non-command 

Phyllite & Schist 

0.027 

Non-command 

Older Alluvium 

13.904 

Non-command 

Older Alluvium 

0.034 

Non-command 

Older Alluvium 

3.907 

Non-command 

Phyllite & Schist 

10.585 

Non-command 

Phyllite & Schist 

14.531 

Non-command 

Erinpura Granite 

19.592 

Non-command 

Phyllite & Schist 

2.214 

Non-command 

Erinpura Granite 

12.976 

Non-command 

Erinpura Granite 

11.655 

Non-command 

Older Alluvium 

10.254 

Non-command 

Older Alluvium 

9.725 

Non-command 

Older Alluvium 

16.078 

Non-command 

Phyllite & Schist 

0.990 

Non-command 

Erinpura Granite 

5.526 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

130,000 

100,000 

120 

80,000 

50,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

70,000 

50,000 

120 

100,000 

90,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

50,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

320,000 

300,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

50,000 

35,000 

120 

90,000 

70,000 

120 

50,000 

35,000 

120 

100,000 

90,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

130,000 

100,000 

120 

100,000 

90,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

35,000 

120 

130,000 

100,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.092 

0.092 

0.443 

0.443 

- 

- 

0.042 

0.042 

0.084 

0.084 

0.022 

0.022 

0.108 

0.108 

0.008 

0.008 

0.708 

0.708 


0.126 

0.126 

0.006 

0.006 

0.025 

0.025 



0.025 

0.025 

0.497 

0.509 

0.096 

0.096 

0.108 

0.108 


0.050 

0.050 

0.294 

0.305 

0.036 

0.036 

0.143 

0.143 

0.672 

0.672 

0.008 

0.030 

0.216 

0.216 



0.025 

0.025 

0.475 

0.475 

0.067 

0.067 



0.184 

0.184 

0.119 

0.119 

0.444 

0.506 

0.043 

0.043 

0.840 

0.856 

0.084 

0.084 

0.120 

0.120 

0.017 

0.017 

- 

- 

0.097 

0.097 

0.108 

0.108 










































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Padarla 


Peeparla Ki Dhani 


Puthiya 


Qila Kumbhalgarh 


Rabriya 


0820000502438200 


0818000202277400 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


(5) 


9.258 Saline 


12.265 Fresh 


Saline 


16.469 Fresh 



0825000402998800 

38.203 

0825000403004400 

28.389 

0820000702458900 

7.498 



Rakhana 

0820000402425300 

10.758 

Fresh 

Rani (M) 

0820000742006000 

10.550 

Fresh 

Rani Kalan 

0820000702462900 

3.920 

Fresh 

Reechher 

0825000403005900 

15.190 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Roop Nagar 

0825000402998600 

17.454 

Fresh 

Rundmal Ki Dhani 

0818000202279700 

13.534 

Saline 

Saali 

0820000502438000 

10.020 

Saline 


Sakdara 


Salariya 


Sarangwas 


Sarkhejra 


Selri 


Sobhawas 


Sohana 


Sugaliya Sindhian 


Sundelao 


Tarwara 


Thurawar 


Udarthal 


Umkali 


Veerampur Mataji 


Veerampura Rebariyan 


Warka 


Non-command 


Non-command 


Non-command 



0820000502437700 

9.236 

0820000702458700 

11.222 

0820000702463900 

2.627 

0820000902474600 

2.752 

0818000202277300 

24.816 


0820000702464900 

5.197 

0820000702464800 

3.565 

0818000202282600 

11.242 

0820000502437900 

22.807 

0818000202282400 

18.487 

0825000403004100 

10.498 

0820000702465400 

11.065 

0820000402424800 

7.687 


0820000702463500 

6.209 

0820000702466900 

5.298 

0820000702463300 

4.775 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


11011092 


Akdara 

0820000802470700 

5.507 

Fresh 

Anoppura 

0820000802468000 

4.659 

Saline 

Baba-Gaon 

0820000802469200 

10.900 

Saline 

Bamniya 

0820000902475000 

15.091 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Bargaowra 

0820000802468300 

16.506 

Saline 

Barli 

0820000802468900 

7.316 

Saline 


Non-command 


Non-command 


Barod 


Beerami 


0820000702465600 


0820000802470400 


10.327 Fresh Non-command 


27.724 Fresh Non-command 


Saline Non-command 



Beethura 

0820000802468100 

21.634 

Saline 

Bhachoonda 

0820000802468400 

33.942 

Saline 

Bheetwara 

0820000902476400 

13.757 

Fresh 

Chanod 

0820000802467900 

67.028 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

9.258 

Non-command 

Older Alluvium 

3.344 

Non-command 

Older Alluvium 

8.921 

Non-command 

Phyllite & Schist 

2.169 

Non-command 

Phyllite & Schist 

0.633 

Non-command 

Phyllite & Schist 

11.027 

Non-command 

Phyllite & Schist 

6.972 

Non-command 

Erinpura Granite 

4.904 

Non-command 

Phyllite & Schist 

2.560 

Non-command 

Older Alluvium 

2.308 

Non-command 

Phyllite & Schist 

4.227 

Non-command 

Phyllite & Schist 

0.491 

Non-command 

Gneisses(B.G.C.) 

0.180 

Non-command 

Phyllite & Schist 

0.810 

Non-command 

Phyllite & Schist 

1.544 

Non-command 

Older Alluvium 

8.966 

Non-command 

Older Alluvium 

6.271 

Non-command 

Phyllite & Schist 

3.749 

Non-command 

Older Alluvium 

1.093 

Non-command 

Phyllite & Schist 

11.146 

Non-command 

Erinpura Granite 

2.558 

Non-command 

Phyllite & Schist 

0.484 

Non-command 

Older Alluvium 

20.047 

Non-command 

Older Alluvium 

0.255 

Non-command 

Erinpura Granite 

5.005 

Non-command 

Erinpura Granite 

3.115 

Non-command 

Older Alluvium 

3.416 

Non-command 

Older Alluvium 

21.311 

Non-command 

Older Alluvium 

0.000 

Non-command 

Phyllite & Schist 

2.544 

Non-command 

Erinpura Granite 

3.140 

Non-command 

Older Alluvium 

3.670 

Non-command 

Older Alluvium 

4.017 

Non-command 

Erinpura Granite 

6.209 

Non-command 

Erinpura Granite 

5.298 

Non-command 

Erinpura Granite 

1.238 

Non-command 

Phyllite & Schist 

3.466 

Non-command 

Phyllite & Schist 

0.861 

Non-command 

Older Alluvium 

3.237 

Non-command 

Older Alluvium 

0.096 

Non-command 

Erinpura Granite 

13.730 

Non-command 

Phyllite & Schist 

1.041 

Non-command 

Older Alluvium 

16.344 

Non-command 

Older Alluvium 

6.627 

Non-command 

Phyllite & Schist 

0.339 

Non-command 

Erinpura Granite 

0.001 

Non-command 

Phyllite & Schist 

14.531 

Non-command 

Older Alluvium 

4.976 

Non-command 

Phyllite & Schist 

7.921 

Non-command 

Older Alluvium 

1.475 

Non-command 

Older Alluvium 

32.532 

Non-command 

Erinpura Granite 

0.119 

Non-command 

Older Alluvium 

10.216 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

150 

130,000 

110,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

70,000 

50,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

320,000 

300,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

35,000 

25,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

90,000 

70,000 

120 

80,000 

50,000 

120 

90,000 

70,000 

120 

80,000 

50,000 

120 

100,000 

90,000 

120 

130,000 

100,000 

120 

110,000 

90,000 

150 

130,000 

110,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

80,000 

50,000 

120 

90,000 

70,000 

120 

50,000 

35,000 

120 

130,000 

100,000 

120 

320,000 

300,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

100,000 

90,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

160,000 

130,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

160,000 

130,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.092 


0.017 


0.008 


0.032 


0.006 


0.004 


0.017 


0.118 


0.076 


0.216 


0.270 


0.119 


0.006 


0.038 


0.013 


0.042 


0.012 


0.008 




0.118 

0.118 

0.156 

0.172 

0.252 

0.252 

0.067 

0.067 

0.240 

0.240 

0.048 

0.048 

0.060 

0.060 

0.140 

0.140 

0.029 

0.029 

0.025 

0.025 


0.499 

0.499 

0.022 

0.022 

0.277 

0.277 

0.134 

0.134 

0.008 

0.008 


0.394 

0.394 

0.118 

0.118 

0.193 

0.193 

0.008 

0.008 

0.109 

0.109 



























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Chawrda 

0818000202279500 

24.887 

Saline 

Dantiwara 

0820000902476200 

7.623 

Fresh 

Daulatpura 

0820000802469100 

6.425 

Saline 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Deeri 

0820000502437500 

40.729 

Saline 

Deotara 

0820000802470600 

12.572 

Fresh 


Non-command 


Non-command 


Dhana 

0820000802469000 

7.479 

Saline 

Dhani 

0820000902475300 

18.706 

Fresh 

Dhola Jageer 

0820000802468200 

22.230 

Saline 

Dhola Sasan 

0820000802468700 

4.330 

Saline 

Dudwar 

0820000702463000 

13.942 

Fresh 

Faina (M) 

0820000942010000 

16.227 

Fresh 

Fattapura 

0820000902474900 

3.878 

Fresh 


Guralas 


ltdara Charnan 


Kagri 


Kawla 


Kenpura 


Khangri 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0820000902475200 

13.277 

0820000702462600 

9.804 

0820000902475900 

4.565 

0818000202282700 

35.836 

0820000802468800 

6.940 

0820000802470300 

3.530 




Saline 


Fresh 


Saline 


29.456 Fresh 


Lapod 

0820000802468600 

13.201 

Saline 

Mandal 

0820000502440000 

20.528 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Mataji Ka Bara 

0820000902474800 

8.911 

Fresh 

Mokhampura 

0820000902474500 

5.631 

Fresh 


Non-command 


Non-command 


11011093 


Padarli Singhlan 


Panchalwara 


Pawa 


Pechawa 


Penawa 


Punariya 


0820000702462700 

4.964 

Fresh 

0820000902476300 

9.783 

Fresh 

0820000802469400 

38.926 

Saline 

0820000802468500 

12.636 

Saline 

0820000502437800 

10.640 

Saline 

0820000702462800 

16.469 

Fresh 



Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Ramaniya 

0820000902475100 

3.754 

Fresh 

Rani (M) 

0820000742006000 

10.550 

Fresh 

Rani Kalan 

0820000702462900 

3.920 

Fresh 

Sakdara 

0820000502437700 

9.236 

Saline 

Sarthur 

0820000702465500 

7.864 

Fresh 

Sugaliya Sindhian 

0818000202282600 

11.242 

Saline 

Sundelao 

0820000502437900 

22.807 

Saline 

Venpura 

0820000802470500 

9.913 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Ana 

0820000702465000 

12.799 

Fresh 

Aret Ki Bhagal 

0825000403004500 

4.067 

Fresh 

Bagar 

0826000203069800 

19.242 

Fresh 


Non-command 


Non-command 


Non command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

6.552 

Non-command 

Erinpura Granite 

2.077 

Non-command 

Older Alluvium 

0.176 

Non-command 

Phyllite & Schist 

0.063 

Non-command 

Older Alluvium 

0.679 

Non-command 

Erinpura Granite 

0.142 

Non-command 

Phyllite & Schist 

0.200 

Non-command 

Older Alluvium 

6.643 

Non-command 

Erinpura Granite 

14.796 

Non-command 

Older Alluvium 

10.931 

Non-command 

Older Alluvium 

4.297 

Non-command 

Phyllite & Schist 

13.942 

Non-command 

Erinpura Granite 

0.275 

Non-command 

Erinpura Granite 

1.328 

Non-command 

Phyllite & Schist 

0.875 

Non-command 

Erinpura Granite 

9.966 

Non-command 

Phyllite & Schist 

0.671 

Non-command 

Erinpura Granite 

0.057 

Non-command 

Older Alluvium 

18.248 

Non-command 

Older Alluvium 

6.940 

Non-command 

Phyllite & Schist 

0.485 

Non-command 

Phyllite & Schist 

0.572 

Non-command 

Erinpura Granite 

23.325 

Non-command 

Phyllite & Schist 

4.718 

Non-command 

Older Alluvium 

13.201 

Non-command 

Older Alluvium 

9.356 

Non-command 

Phyllite & Schist 

1.842 

Non-command 

Erinpura Granite 

1.918 

Non-command 

Erinpura Granite 

0.001 

Non-command 

Phyllite & Schist 

4.487 

Non-command 

Phyllite & Schist 

4.964 

Non-command 

Erinpura Granite 

3.673 

Non-command 

Older Alluvium 

3.196 

Non-command 

Older Alluvium 

4.729 

Non-command 

Older Alluvium 

10.640 

Non-command 

Phyllite & Schist 

7.808 

Non-command 

Older Alluvium 

0.043 

Non-command 

Phyllite & Schist 

5.816 

Non-command 

Erinpura Granite 

3.059 

Non-command 

Phyllite & Schist 

5.783 

Non-command 

Phyllite & Schist 

3.429 

Non-command 

Older Alluvium 

8.143 

Non-command 

Erinpura Granite 

2.552 

Non-command 

Older Alluvium 

0.026 

Non-command 

Older Alluvium 

0.946 

Non-command 

Erinpura Granite 

0.879 

Non-command 

Phyllite & Schist 

8.710 

Non-command 

Erinpura Granite 

6.856 

Non-command 

Phyllite & Schist 

0.377 

Non-command 

Erinpura Granite 

0.256 

Non-command 

Phyllite & Schist 

1.246 

Command 

Erinpura Granite 

0.266 

Command 

Phyllite & Schist 

4.471 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

160,000 

130,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

50,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

160,000 

130,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

160,000 

130,000 

120 

160,000 

130,000 

120 

110,000 

90,000 

120 

160,000 

130,000 

120 

100,000 

90,000 

120 

160,000 

130,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

160,000 

130,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

160,000 

130,000 

120 

160,000 

130,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

160,000 

130,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

50,000 

120 

100,000 

90,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

160,000 

130,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

80,000 

50,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

80,000 

50,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

90,000 

120 

130,000 

100,000 

120 

50,000 

35,000 

120 

100,000 

80,000 

120 

60,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.008 


0.187 


0.008 




0.496 

0.496 

0.468 

0.506 

0.227 

0.227 

0.134 

0.134 

0.065 

0.065 

0.016 

0.016 

0.109 

0.109 

0.054 

0.054 

0.671 

0.671 

0.043 

0.043 

- 

- 

0.042 

0.053 

0.042 

0.042 

0.048 

0.048 

0.042 

0.042 

1.357 

1.415 

0.194 

0.207 

0.319 

0.319 

0.102 

0.127 

0.018 

0.026 

0.203 

0.203 

- 

- 

0.605 

0.618 

0.508 

0.532 

0.187 

0.187 

0.092 

0.092 

0.109 

0.109 



0.042 

0.050 

0.374 

0.393 

0.367 

0.403 

0.832 

0.844 

0.018 

0.018 

0.192 

0.192 



0.008 

0.008 

0.134 

0.134 

0.072 

0.072 



0.038 

0.038 

0.010 

0.010 

0.084 

0.084 




















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Bara Solankiyan 


Barod 


Beejowa 


Bheetwara 


Bokhara 


Chhora 


Dadai 


0820000702465100 


0820000702465600 


0820000702462300 


0820000902476400 


0826000203070300 


0820000702466600 


0820000702463400 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


(5) 


Fresh 


10.327 Fresh 


21.013 Fresh 


13.757 Fresh 


47.239 Fresh 


14.819 Fresh 


( 6 ) 


Non-command 


Non-command 


Non-command 


Non-command 


Non_command 


Non-command 


Non-command 



Dhanda 

0820000902474700 

3.372 

Fresh 

Dhikora 

0826000203070000 

8.975 

Fresh 

Dudapura 

0820000702466700 

5.018 

Fresh 

Fattapura 

0820000902474900 

3.878 

Fresh 


Non-command 


Non_command 


Non-command 


Non-command 


Ghanerao 

0820000702467200 

22.470 

Fresh 

Girali 

0820000702465700 

11.913 

Fresh 

Gura Mangaliya 

0820000702466400 

4.674 

Fresh 

Gura Sutharan 

0820000702467300 

3.101 

Fresh 

Gurha Bhopsingh 

0820000702467100 

24.548 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Gurha Jatan 

0820000702467500 

3.086 

Fresh 

Gurha Patiya 

0820000702466500 

3.215 

Fresh 

Joban 

0820000702467400 

6.105 

Fresh 

Jorma 

0826000203070100 

3.937 

Fresh 

Kalthana 

0825000403004700 

8.897 

Fresh 


Non-command 


Non-command 


Non-command 


Non_command 


Non-command 


Kamba 

0826000203069700 

4.369 

Fresh 

Kamora 

0825000403005000 

3.554 

Fresh 

Kotra 

0825000403004600 

13.506 

Fresh 


Non_command 


Non-command 


Non-command 


Mada 

0820000702466200 

14.789 

Fresh 

Maga 

0826000203069600 

33.963 

Fresh 

Mandigarh 

0820000702467600 

13.656 

Fresh 


Non-command 


Non_command 


Non-command 



Mokhampura 

0820000902474500 

5.631 

Fresh 

Morkha 

0820000702465900 

6.207 

Fresh 

Muthana 

0820000702466300 

4.609 

Fresh 

Padampura 

0820000702465300 

6.279 

Fresh 

Qila Kumbhalgarh 

0825000403004400 

28.389 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Rajpura 

0820000702467800 

21.532 

Fresh 

Ramaniya 

0820000902475100 

3.754 

Fresh 

Rani (M) 

0820000742006000 

10.550 

Fresh 

Sadri (M) 

0820000742007000 

24.927 

Fresh 

Sadri (Rural) 

0820000702466100 

44.906 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sarkhejra 

0820000902474600 

2.752 

Fresh 

Sarthur 

0820000702465500 

7.864 

Fresh 

Sindarli 

0820000702465800 

12.724 

Fresh 

Singhara 

0826000203070200 

4.746 

Fresh 

Sinya 

0825000403005100 

6.702 

Fresh 

Udarthal 

0820000702465400 

11.065 

Fresh 


Non-command 


Non-command 


Non-command 


Non_command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Erinpura Granite 

0.633 

Non-command 

Erinpura Granite 

10.093 

Non-command 

Phyllite & Schist 

0.453 

Non-command 

Erinpura Granite 

0.771 

Command 

Phyllite & Schist 

1.564 

Non-command 

Erinpura Granite 

10.368 

Non-command 

Erinpura Granite 

2.702 

Non-command 

Phyllite & Schist 

0.071 

Non-command 

Phyllite & Schist 

2.512 

Command 

Phyllite & Schist 

0.866 

Non-command 

Erinpura Granite 

0.598 

Non-command 

Erinpura Granite 

0.005 

Non-command 

Phyllite & Schist 

1.670 

Non-command 

Erinpura Granite 

3.281 

Non-command 

Erinpura Granite 

9.735 

Non-command 

Erinpura Granite 

4.674 

Non-command 

Erinpura Granite 

3.101 

Non-command 

Erinpura Granite 

2.196 

Non-command 

Phyllite & Schist 

4.949 

Non-command 

Erinpura Granite 

3.086 

Non-command 

Erinpura Granite 

2.908 

Non-command 

Erinpura Granite 

5.905 

Command 

Phyllite & Schist 

0.781 

Non-command 

Erinpura Granite 

0.012 

Non-command 

Phyllite & Schist 

1.052 

Command 

Phyllite & Schist 

0.425 

Non-command 

Phyllite & Schist 

1.174 

Non-command 

Erinpura Granite 

0.758 

Non-command 

Phyllite & Schist 

2.596 

Non-command 

Erinpura Granite 

6.678 

Command 

Phyllite & Schist 

7.800 

Non-command 

Erinpura Granite 

10.924 

Non-command 

Phyllite & Schist 

2.616 

Non-command 

Erinpura Granite 

3.598 

Non-command 

Phyllite & Schist 

3.368 

Non-command 

Phyllite & Schist 

1.142 

Non-command 

Erinpura Granite 

1.109 

Non-command 

Erinpura Granite 

4.609 

Non-command 

Erinpura Granite 

0.753 

Non-command 

Erinpura Granite 

0.134 

Non-command 

Phyllite & Schist 

1.389 

Non-command 

Erinpura Granite 

18.527 

Non-command 

Erinpura Granite 

0.696 

Non-command 

Phyllite & Schist 

0.539 

Non-command 

Erinpura Granite 

21.667 

Non-command 

Erinpura Granite 

11.811 

Non-command 

Phyllite & Schist 

1.226 

Non-command 

Phyllite & Schist 

2.268 

Non-command 

Erinpura Granite 

5.312 

Non-command 

Erinpura Granite 

12.573 

Command 

Phyllite & Schist 

0.001 

Non-command 

Phyllite & Schist 

0.083 

Non-command 

Erinpura Granite 

7.651 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

100,000 

90,000 

120 

160,000 

130,000 

120 

60,000 

50,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

60,000 

50,000 

120 

130,000 

100,000 

120 

160,000 

130,000 

120 

110,000 

90,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

100,000 

90,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

60,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

35,000 

120 

60,000 

50,000 

120 

50,000 

35,000 

120 

70,000 

50,000 

120 

50,000 

35,000 

120 

130,000 

100,000 

120 

60,000 

50,000 

120 

130,000 

100,000 

120 

100,000 

90,000 

120 

160,000 

130,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

70,000 

50,000 

120 

50,000 

35,000 

120 

130,000 

100,000 

120 

160,000 

130,000 

120 

100,000 

90,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

60,000 

50,000 

120 

50,000 

35,000 

120 

130,000 

100,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.072 

0.072 

0.564 

0.611 

0.054 

0.054 

0.047 

0.047 

0.018 

0.018 

0.156 

0.156 

0.552 

0.583 

0.011 

0.011 

0.248 

0.248 

0.036 

0.036 

0.024 

0.024 

- 

- 

0.097 

0.097 

0.168 

0.168 

0.204 

0.220 

0.504 

0.504 

0.084 

0.084 

0.012 

0.012 

0.022 

0.022 

0.060 

0.060 

0.228 

0.228 

0.060 

0.060 

0.048 

0.055 

- 

- 

0.008 

0.008 

0.018 

0.018 

0.038 

0.038 

0.006 

0.006 

0.008 

0.008 

0.360 

0.360 

0.030 

0.037 

0.156 

0.156 

0.032 

0.032 

0.390 

0.390 

0.248 

0.248 

0.151 

0.151 

0.120 

0.120 

0.096 

0.096 

0.012 

0.012 


0.004 

0.004 

0.096 

0.096 

0.094 

0.094 

0.032 

0.032 

0.996 

0.996 

0.588 

0.588 

0.043 

0.043 

0.140 

0.140 

0.408 

0.424 

0.516 

0.516 

- 

- 

0.004 

0.004 

0.360 

0.391 



































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


11012094 


Amba Ki Goliya 


Ankhol 


Arnoo 


Asana 


Bagawas 


Bagora 


Bali 


Bhagal Sephta 


Bhalni 


Bhinmal (Rural) 


Bhundwa 


Bichhawari 


Borli 


Borta 


Borwara 


Chainpura 


Chak Chandpan 


Chak Jeran 


Chaurau 


Dadal 


Daman 


Dangariya 


Daspan 


Deta Kalan 


0825000403004900 


0820000702463300 


0818000602320700 



0818000502311100 


0818000102275700 



0818000502311300 


0818000502308400 


0818000502309900 



0818000402299100 


0818000502310100 


0818000402299400 


0818000102272900 


0818000502309400 


0818000602320900 


0818000402298900 


0818000102275500 


0818000502309500 


0818000402298200 


0818000502311200 


0818000102273700 


0818000102274500 


0818000502310500 


0817000502198700 


0818000402297900 


0818000102274800 



12.180 Fresh 


13.347 Fresh 


14.339 Fresh 


11.649 Fresh 


3.967 Fresh 


9.287 Saline 


29.260 Fresh 


11.612 Fresh 


5.627 Fresh 


9.304 Fresh 


8.910 Fresh 


27.904 Fresh 


34.458 Fresh 


20.562 Fresh 


26.436 Saline 


34.227 Fresh 


22.101 Fresh 


Non-command 


Non-command 


Sub Basin: 


Narmada 


Non-command 


Narmada 


Non-command 


Narmada 


Non-command 


Non-command 


Non-command 



Non-command 


Non-command 


Non-command 



Narmada 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Narmada 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Dhansa 


0818000402298300 


80.950 Fresh Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

2.080 

Non-command 

Phyllite & Schist 

0.071 

(Sayla) 

Command 

Older Alluvium 

1.565 

Non-command 

Older Alluvium 

0.879 

Command 

Older Alluvium 

2.468 

Non-command 

Older Alluvium 

0.033 

Command 

Older Alluvium 

3.321 

Non-command 

Older Alluvium 

0.059 

Non-command 

Older Alluvium 

3.404 

Non-command 

Older Alluvium 

16.482 

Non-command 

Younger Alluvium 

11.438 

Non-command 

Older Alluvium 

20.765 

Non-command 

Younger Alluvium 

2.026 

Non-command 

Older Alluvium 

3.927 

Non-command 

Younger Alluvium 

4.996 

Non-command 

Older Alluvium 

0.254 

Non-command 

Younger Alluvium 

0.157 

Non-command 

Older Alluvium 

4.465 

Non-command 

Younger Alluvium 

4.759 

Command 

Older Alluvium 

0.015 

Non-command 

Older Alluvium 

0.243 

Non-command 

Younger Alluvium 

5.238 

Non-command 

Younger Alluvium 

1.011 

Non-command 

Older Alluvium 

8.382 

Non-command 

Younger Alluvium 

0.892 

Non-command 

Older Alluvium 

1.630 

Non-command 

Older Alluvium 

5.137 

Non-command 

Younger Alluvium 

1.025 

Non-command 

Younger Alluvium 

2.563 

Command 

Older Alluvium 

0.319 

Non-command 

Older Alluvium 

0.231 

Non-command 

Older Alluvium 

7.164 

Non-command 

Older Alluvium 

10.312 

Non-command 

Younger Alluvium 

1.300 

Non-command 

Younger Alluvium 

5.627 

Non-command 

Older Alluvium 

8.710 

Non-command 

Younger Alluvium 

0.593 

Non-command 

Older Alluvium 

5.177 

Non-command 

Older Alluvium 

0.216 

Non-command 

Younger Alluvium 

27.688 

Non-command 

Younger Alluvium 

21.343 

Non-command 

Older Alluvium 

5.005 

Non-command 

Younger Alluvium 

9.994 

Non-command 

Younger Alluvium 

1.181 

Non-command 

Younger Alluvium 

4.997 

Non-command 

Older Alluvium 

0.051 

Non-command 

Younger Alluvium 

22.050 

Non-command 

Older Alluvium 

1.630 

Non-command 

Younger Alluvium 

4.591 

Non-command 

Older Alluvium 

0.100 

Non-command 

Younger Alluvium 

4.782 

Non-command 

Older Alluvium 

40.667 


Zone of Tube of Wells Operational 


Wells with 

Pumpset 


(9) (10) 



Average Yield 

Draft 

Tube 

Wells 

Wells with 
Pumpset 

Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

MCM 

MCM 

(12) 

(13) 

(14) 

(15) 

50,000 

35,000 

- 

0.021 

100,000 

90,000 

- 

' 1 


180 

100,000 

70,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

150 

120,000 

100,000 

150 

150,000 

120,000 

150 

150,000 

130,000 

150 

150,000 

120,000 

150 

150,000 

130,000 

150 

120,000 

100,000 

180 

130,000 

110,000 

150 

120,000 

100,000 

180 

130,000 

110,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

180 

130,000 

110,000 

150 

120,000 

100,000 

180 

130,000 

110,000 

150 

120,000 

100,000 

150 

150,000 

120,000 

150 

150,000 

130,000 

180 

130,000 

110,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

150 

120,000 

100,000 

150 

150,000 

120,000 

150 

150,000 

130,000 

180 

130,000 

110,000 

150 

120,000 

100,000 

180 

130,000 

110,000 

150 

120,000 

100,000 

150 

150,000 

120,000 

150 

150,000 

130,000 

150 

150,000 

130,000 

150 

120,000 

100,000 

180 

130,000 

110,000 

120 

30,000 

30,000 

180 

130,000 

110,000 

150 

150,000 

120,000 

150 

150,000 

130,000 

150 

150,000 

120,000 

150 

150,000 

130,000 

150 

150,000 

120,000 

150 

150,000 

130,000 

180 

130,000 

110,000 




3.569 

3.794 

0.324 

0.369 

0.995 

1.153 

0.018 

0.018 

0.702 

1.175 

2.059 

2.246 




































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Doongarwa 

0818000502311700 

12.278 

Fresh 

Gandhaw Kalan 

0817000502198600 

10.337 

Saline 

Gandhaw Khurd 

0817000502198400 

33.974 

Saline 

Gaonri 

0818000502310300 

13.361 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Goojarwara 

0818000502309300 

3.964 

Fresh 

Gura Hema 

0818000602319600 

25.952 

Saline 


Non-command 


Narmada 



Hapu Ki Dhani 

0818000502310200 

9.230 

Fresh 

Harmoo 

0818000102274200 

18.463 

Fresh 


Non-command 


Non-command 



0818000602320000 


12.284 Saline Narmada 


Non-command 



0818000502312400 


0818000602320800 


23.797 Fresh 


19.219 Fresh 



Joojani 

0818000402299500 

19.874 

Fresh 

Kaleti 

0818000502310600 

13.392 

Fresh 


Non-command 


Narmada 


Narmada 


Non-command 


Narmada 


Non-command 


Non-command 


Non-command 


Kankhi 

0817000402164600 

39.122 

Fresh 

Kawtara 

0818000502310900 

30.772 

Fresh 

Khera Gangawa 

0818000102272800 

4.764 

Fresh 

Komta 

0818000102274700 

25.582 

Fresh 

Kora 

0818000402297700 

24.673 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kuaber 

0818000302290900 

36.093 

Fresh 

Lakhni 

0818000502309600 

14.739 

Fresh 

Lodrau 

0818000102275800 

8.913 

Fresh 


Non-command 


Non-command 


Non-command 


Loonawas 

0818000502310700 

10.380 

Fresh 

Mandakwana 

0818000102275000 

6.194 

Fresh 


Non-command 


Non-command 


Meda Brahmnan 

0818000502311800 

8.514 

Fresh 

Mengalwa 

0818000102273800 

17.499 

Fresh 


Mindawas 


Mokni Khera 


Morseem 


Non-command 


Non-command 



0818000502311400 

10.737 

0818000102273500 

13.884 

0818000502308900 

49.408 



Saline 


11.274 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Younger Alluvium 

0.933 

Command 

Older Alluvium 

0.024 

Non-command 

Older Alluvium 

2.961 

Non-command 

Younger Alluvium 

1.321 

Non-command 

Older Alluvium 

10.329 

Non-command 

Younger Alluvium 

26.719 

Non-command 

Older Alluvium 

3.367 

Non-command 

Younger Alluvium 

0.705 

Non-command 

Younger Alluvium 

0.280 

Non-command 

Older Alluvium 

9.319 

Non-command 

Younger Alluvium 

3.442 

Non-command 

Younger Alluvium 

2.868 

Command 

Older Alluvium 

0.025 

Command 

Younger Alluvium 

0.061 

Non-command 

Older Alluvium 

0.000 

Non-command 

Younger Alluvium 

6.672 

Non-command 

Older Alluvium 

1.041 

Non-command 

Older Alluvium 

4.030 

Non-command 

Younger Alluvium 

12.600 

Command 

Older Alluvium 

0.103 

Non-command 

Older Alluvium 

1.786 

Non-command 

Younger Alluvium 

3.205 

Non-command 

Older Alluvium 

5.982 

Command 

Older Alluvium 

1.789 

Command 

Older Alluvium 

3.132 

Non-command 

Older Alluvium 

1.469 

Command 

Older Alluvium 

1.340 

Non-command 

Older Alluvium 

3.032 

Non-command 

Older Alluvium 

0.977 

Non-command 

Older Alluvium 

0.046 

Non-command 

Younger Alluvium 

1.275 

Non-command 

Older Alluvium 

10.040 

Non-command 

Older Alluvium 

2.579 

Non-command 

Older Alluvium 

1.267 

Non-command 

Younger Alluvium 

6.775 

Non-command 

Older Alluvium 

3.237 

Non-command 

Younger Alluvium 

10.732 

Non-command 

Older Alluvium 

5.021 

Non-command 

Younger Alluvium 

14.739 

Non-command 

Older Alluvium 

8.223 

Non-command 

Younger Alluvium 

0.690 

Non-command 

Older Alluvium 

3.827 

Non-command 

Older Alluvium 

3.613 

Non-command 

Younger Alluvium 

2.435 

Non-command 

Older Alluvium 

0.001 

Non-command 

Older Alluvium 

3.060 

Non-command 

Younger Alluvium 

9.549 

Non-command 

Older Alluvium 

9.537 

Non-command 

Older Alluvium 

13.884 

Non-command 

Younger Alluvium 

10.443 

Non-command 

Younger Alluvium 

0.206 

Non-command 

Older Alluvium 

0.003 

Non-command 

Younger Alluvium 

1.512 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

150 

150,000 

130,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

150 

120,000 

100,000 

180 

130,000 

110,000 

150 

120,000 

100,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

150 

120,000 

100,000 

180 

130,000 

110,000 

180 

130,000 

110,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

150 

120,000 

100,000 

150 

150,000 

120,000 

150 

150,000 

130,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

150 

120,000 

100,000 

180 

100,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

180 

130,000 

110,000 

120 

130,000 

100,000 

150 

120,000 

100,000 

150 

150,000 

120,000 

150 

150,000 

130,000 

150 

120,000 

100,000 

180 

130,000 

110,000 

150 

150,000 

120,000 

180 

130,000 

110,000 

150 

150,000 

120,000 

150 

150,000 

130,000 

150 

120,000 

100,000 

150 

150,000 

120,000 

150 

150,000 

130,000 

150 

120,000 

100,000 

150 

150,000 

120,000 

150 

150,000 

130,000 

150 

120,000 

100,000 

150 

150,000 

120,000 

180 

130,000 

110,000 

120 

100,000 

80,000 

150 

120,000 

100,000 

180 

130,000 

110,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.039 


0.034 


0.151 


0.077 


0.840 


2.871 



















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Nimbau 


Padarri Khurd 


Pariharon Ki Dhani 


Posana 


Punawas 


Ruchiyar 


Sahu & Daukiyaon Ki Dha 


Vishala 


Walera 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


Saline Non-command 


Narsana 

0818000502311600 

25.586 

Fresh 

Narwara 

0818000102274300 

6.019 

Fresh 

Nasoli 

0818000402299000 

14.885 

Fresh 



Naya Chainpura 

0818000502309200 

5.263 

Fresh 

Naya Morseem 

0818000502309700 

21.741 

Fresh 




0818000602320600 


0817000502199600 


0817000402164700 


Saline Non-command 


16.325 Fresh Non-command 


31.196 Saline Non-command 


40.374 Fresh Non-command 


Pata Ki Dhani 

0818000502309000 

7.886 

Fresh 

Patheri 

0818000102275400 

35.216 

Fresh 



0818000102275200 


0818000102274000 


Punrau 

0818000102274600 

13.764 

Fresh 

Raghunathpur 

0818000118900001 

7.440 

Fresh 

Rah 

0818000502311500 

16.765 

Fresh 

Rauta 

0818000502309100 

16.930 

Fresh 

Rohinwara 

0818000102273900 

11.977 

Fresh 


0818000402298000 


0818000602319700 


15.375 Fresh Non-command 


7.789 Fresh Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


23.743 Fresh Non-command 


11.728 Saline Narmada 



Sarthala 

0818000402298100 

7.707 

Fresh 

Sayla 

0818000102276100 

58.476 

Fresh 


Serna 

0818000402298400 

34.129 

Fresh 

Sewari 

0818000502312300 

21.851 

Fresh 



44.827 Fresh Non-command 


Tatra 

0818000602320100 

4.179 

Saline 

Thalwar 

0818000102275600 

20.811 

Fresh 

Tilora 

0818000102274400 

28.626 

Fresh 



6.752 Fresh Non-command 


Unri 

0818000102275300 

15.719 

Fresh 

Vamal 

0818000602320300 

12.471 

Saline 



0818000102275100 


0818000102273600 


10.033 Fresh Non-command 


30.711 Fresh Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.075 

Non-command 

Younger Alluvium 

3.479 

Non-command 

Older Alluvium 

23.891 

Non-command 

Older Alluvium 

0.054 

Non-command 

Older Alluvium 

1.015 

Non-command 

Younger Alluvium 

1.500 

Non-command 

Younger Alluvium 

3.471 

Non-command 

Older Alluvium 

1.654 

Non-command 

Younger Alluvium 

19.852 

Non-command 

Younger Alluvium 

0.193 

Non-command 

Older Alluvium 

2.545 

Non-command 

Younger Alluvium 

2.562 

Non-command 

Jalore Granite 

0.201 

Non-command 

Older Alluvium 

25.539 

Non-command 

Younger Alluvium 

6.146 

Non-command 

Older Alluvium 

34.576 

Non-command 

Younger Alluvium 

0.640 

Non-command 

Older Alluvium 

8.606 

Non-command 

Younger Alluvium 

6.768 

Non-command 

Older Alluvium 

0.432 

Non-command 

Younger Alluvium 

7.356 

Non-command 

Younger Alluvium 

9.117 

Non-command 

Older Alluvium 

7.440 

Non-command 

Older Alluvium 

12.762 

Non-command 

Younger Alluvium 

2.530 

Non-command 

Older Alluvium 

6.984 

Non-command 

Younger Alluvium 

4.993 

Non-command 

Older Alluvium 

10.517 

Non-command 

Younger Alluvium 

13.227 

Command 

Older Alluvium 

0.029 

Command 

Younger Alluvium 

0.018 

Non-command 

Older Alluvium 

0.001 

Non-command 

Younger Alluvium 

0.582 

Non-command 

Younger Alluvium 

6.040 

Non-command 

Older Alluvium 

9.596 

Non-command 

Younger Alluvium 

31.008 

Non-command 

Older Alluvium 

0.014 

Non-command 

Older Alluvium 

5.284 

Non-command 

Younger Alluvium 

0.013 

Non-command 

Older Alluvium 

6.495 

Non-command 

Younger Alluvium 

32.065 

Non-command 

Younger Alluvium 

1.030 

Non-command 

Older Alluvium 

20.811 

Non-command 

Older Alluvium 

1.565 

Non-command 

Younger Alluvium 

25.720 

Non-command 

Older Alluvium 

0.831 

Non-command 

Younger Alluvium 

5.921 

Non-command 

Older Alluvium 

15.719 

Non-command 

Older Alluvium 

0.944 

Non-command 

Younger Alluvium 

0.690 

Non-command 

Older Alluvium 

9.024 

Non-command 

Younger Alluvium 

1.009 

Non-command 

Older Alluvium 

12.191 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

100,000 

80,000 

150 

120,000 

100,000 

150 

150,000 

120,000 

150 

120,000 

100,000 

180 

130,000 

110,000 

180 

130,000 

110,000 

150 

120,000 

100,000 

180 

130,000 

110,000 

120 

100,000 

80,000 

180 

100,000 

70,000 

120 

30,000 

30,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

180 

130,000 

110,000 

150 

150,000 

120,000 

150 

150,000 

130,000 

150 

150,000 

120,000 

150 

150,000 

130,000 

150 

150,000 

120,000 

150 

150,000 

130,000 

150 

150,000 

130,000 

150 

150,000 

120,000 

150 

120,000 

100,000 

180 

130,000 

110,000 

150 

150,000 

120,000 

150 

150,000 

130,000 

150 

120,000 

100,000 

180 

130,000 

110,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

180 

130,000 

110,000 

150 

150,000 

120,000 

150 

150,000 

130,000 

180 

130,000 

110,000 

150 

120,000 

100,000 

180 

130,000 

110,000 

150 

150,000 

120,000 

150 

150,000 

130,000 

120 

100,000 

80,000 

150 

150,000 

120,000 

150 

150,000 

120,000 

150 

150,000 

130,000 

150 

150,000 

120,000 

150 

150,000 

130,000 

150 

150,000 

120,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

150 

150,000 

120,000 

150 

150,000 

130,000 

150 

150,000 

120,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


09001001 


Type of Area (Command / Non¬ 
command) 



River Basin 


Sub Basin: 


Amariya Para 

0828000403479600 

2.608 

Fresh 

Amba Zibelapara 

0828000403472200 

2.894 

Fresh 

Angoriya 

0828000403472100 

3.509 

Fresh 

Arjunpura 

0828000403464200 

0.887 

Fresh 

Badlipara 

0828000403472300 

1.575 

Fresh 

Bagidora 

0828000403472000 

3.376 

Fresh 

Bagkhora 

0828000403478000 

1.579 

Fresh 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Balawara 


Bankaner 


Bansla 


Baori 


Baori Dooda 


Bara Talab 


Bari Khen 


Barjariya 


Barkota 


Barliya 


Bedau 


Bhaisau 


Bhaler Bhodar 


Bhaler Chamna 


Bhaler Damar 


Bhamariya 


Bhatar 


Bhujela 


Bodigama 


Bor Bhator 


Bora Khandi 


Bori 


Boriya Talai 


Borwaniya 


Budwa 


Chandarwara 


Chauthmal 


Chauvda Talai 


Chelkari 


0828000403471500 

1.939 

Fresh 

0828000403479000 

2.888 

Fresh 

0828000403471400 

8.242 

Fresh 

0828000403461000 

0.772 

Fresh 

0828000403476200 

2.650 

Fresh 


0828000403464600 

1.269 

Fresh 

0828000203422500 

3.267 

Fresh 

0828000403460200 

1.490 

Fresh 

0828000403457700 

0.680 

Fresh 

0828000403467500 

1.765 

Fresh 



0828000403479700 

1.366 

Fresh 

0828000203420100 

2.178 

Fresh 

0828000403468300 

2.444 

Fresh 

0828000403468200 

2.653 

Fresh 

0828000403476800 

2.531 

Fresh 

0828000403463100 

2.112 

Fresh 

0828000203423000 

4.780 

Fresh 



0828000403460600 

0.608 

Fresh 

0828000403470000 

5.065 

Fresh 

0828000403460100 

1.366 

Fresh 


0828000403468700 

3.857 

Fresh 

0828000403460400 

0.479 

Fresh 

0828000403465100 

2.488 

Fresh 


0828000403459900 

2.655 

Fresh 

0828000403473200 

8.313 

Fresh 

0828000403459500 

2.421 

Fresh 

0828000403459700 

1.784 

Fresh 

0828000403469800 

3.379 

Fresh 

0828000403478100 

3.791 

Fresh 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Chhaja 


Chhapra 


0828000403457800 


0828000403465600 


1.633 Fresh 


3.067 Fresh 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 

Number 
of Tube 
Wells 

Number 
of Wells 
with 

Pumpset 

Number of 
Operational 
Days 

Average Yield 

Draft 

Total 

Draft 







Tube 

Wells 

Wells with 
Pumpset 

Tube 

Wells 

Wells with 
Pumpset 


sq.km 

Ipd 

Ipd 

MCM 

MCM 

MCM 

(6) 

(7) 

(8) 

(9) 

(10) 

(IV 

(12) 

(13) 

(14) 

(15) 

(16) 

Non-command 

Younger Alluvium 

18.519 

16 

136 

150 

150,000 

130,000 

0.360 

2.652 

3.012 


Non-command 

Phyllite & Schist 

0.619 

Command 

Phyllite & Schist 

2.894 

Command 

Phyllite & Schist 

3.509 

Command 

Phyllite & Schist 

0.887 

Command 

Phyllite & Schist 

1.575 

Command 

Phyllite & Schist 

3.376 

Non-command 

Deccan Traps 

0.018 

Non-command 

Phyllite & Schist 

0.075 

Command 

Phyllite & Schist 

1.939 

Non-command 

Phyllite & Schist 

0.069 

Command 

Phyllite & Schist 

8.242 

Command 

Phyllite & Schist 

0.310 

Command 

Phyllite & Schist 

0.429 

Non-command 

Phyllite & Schist 

1.963 

Command 

Phyllite & Schist 

1.269 

Command 

Phyllite & Schist 

2.153 

Command 

Phyllite & Schist 

1.490 

Command 

Phyllite & Schist 

0.680 

Command 

Phyllite & Schist 

0.197 

Non-command 

Phyllite & Schist 

0.079 

Command 

Phyllite & Schist 

0.043 

Non-command 

Phyllite & Schist 

1.288 

Non-command 

Phyllite & Schist 

1.366 

Non-command 

Phyllite & Schist 

1.051 

Non-command 

Phyllite & Schist 

2.444 

Non-command 

Phyllite & Schist 

2.418 

Non-command 

Phyllite & Schist 

2.493 

Command 

Phyllite & Schist 

2.112 

Command 

Phyllite & Schist 

1.912 

Non-command 

Phyllite & Schist 

0.456 

Command 

Phyllite & Schist 

6.040 

Non-command 

Phyllite & Schist 

1.090 

Command 

Phyllite & Schist 

0.608 

Command 

Phyllite & Schist 

5.005 

Command 

Phyllite & Schist 

1.128 

Non-command 

Phyllite & Schist 

0.238 

Command 

Phyllite & Schist 

3.728 

Command 

Phyllite & Schist 

0.479 

Command 

Phyllite & Schist 

2.362 

Non-command 

Phyllite & Schist 

0.126 

Command 

Phyllite & Schist 

2.655 

Non-command 

Phyllite & Schist 

0.055 

Command 

Phyllite & Schist 

2.421 

Command 

Phyllite & Schist 

1.784 

Command 

Phyllite & Schist 

3.379 

Non-command 

Deccan Traps 

2.186 

Non-command 

Phyllite & Schist 

1.401 

Command 

Phyllite & Schist 

1.310 

Non-command 

Phyllite & Schist 

0.324 

Command 

Phyllite & Schist 

2.471 


120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 


0.029 

0.029 

0.010 

0.010 

0.019 

0.019 

0.019 

0.019 

0.019 

0.019 

0.048 

0.060 


0.077 

0.077 

0.019 

0.019 

0.010 

0.010 

0.010 

0.010 


0.010 

0.022 

0.038 

0.038 

0.010 

0.010 

0.019 

0.019 

0.019 

0.019 

0.058 

0.058 

0.048 

0.048 

0.077 

0.077 

0.019 

0.019 

0.029 

0.029 


0.048 

0.048 

0.048 

0.072 

0.019 

0.019 


0.038 

0.038 

0.096 

0.096 

- 

- 

0.036 

0.036 

0.029 

0.029 

0.058 

0.058 

0.019 

0.019 

0.019 

0.019 























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Chhayna 

0828000403458800 

4.561 

Fresh 

Chheench 

0828000403470500 

22.489 

Fresh 

Chokhla 

0828000403471300 

8.247 

Fresh 



Dam Jhara 

0828000403457600 

0.808 

Fresh 

Dawela 

0828000203420700 

4.198 

Fresh 

Dhanewa Bara 

0828000403463500 

1.176 

Fresh 

Dhanewa Chhota 

0828000403463600 

1.055 

Fresh 



Dhoriya 

0828000403478600 

2.316 

Fresh 

Dokar 

0828000403457100 

8.409 

Fresh 



Gameerpura Hameera 

0828000403464800 

0.461 

Fresh 

Gameerpura Kaliya 

0828000403459100 

0.767 

Fresh 

Garadiya 

0828000403469200 

3.272 

Fresh 


Ghatigara 

0828000403472800 

1.200 

Fresh 

Ghatiya 

0828000403468100 

1.133 

Fresh 

Govindpura 

0828000203422900 

4.410 

Fresh 


Hameerpura 


0828000403470100 


1.349 Fresh 


( 6 ) 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Hameerpura Bara 

0828000403471000 

3.774 

Fresh 

Haripura 

0828000403468800 

1.300 

Fresh 

Hatiya Pur 

0828000403459400 

0.668 

Fresh 

Itauwa 

0828000203420400 

3.496 

Fresh 


Jagpura 

0828000403478400 

0.616 

Fresh 

Jalampura 

0828000403468600 

2.367 

Fresh 



Juna Padariya 

0828000403475400 

2.071 

Fresh 

Kadwal 

0828000203422100 

4.348 

Fresh 


Kajaliya 

0828000403463800 

4.269 

Fresh 

Kalali Khunta 

0828000203422400 

1.141 

Fresh 

Kanela 

0828000403458200 

2.214 

Fresh 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

( 7 ) 

(8) 

Non-command 

Phyllite & Schist 

0.211 

Command 

Phyllite & Schist 

4.561 

Command 

Phyllite & Schist 

5.056 

Command 

Phyllite & Schist 

4.559 

Non-command 

Phyllite & Schist 

3.646 

Command 

Phyllite & Schist 

0.883 

Non-command 

Phyllite & Schist 

4.331 

Non-command 

Deccan Traps 

2.813 

Non-command 

Phyllite & Schist 

0.000 

Command 

Phyllite & Schist 

0.989 

Non-command 

Phyllite & Schist 

0.481 

Command 

Phyllite & Schist 

0.808 

Command 

Phyllite & Schist 

2.804 

Command 

Phyllite & Schist 

1.176 

Command 

Phyllite & Schist 

0.133 

Non-command 

Phyllite & Schist 

0.858 

Command 

Phyllite & Schist 

0.006 

Non-command 

Phyllite & Schist 

0.017 

Command 

Phyllite & Schist 

5.438 

Non-command 

Phyllite & Schist 

0.045 

Non-command 

Phyllite & Schist 

1.026 

Command 

Phyllite & Schist 

5.029 

Non-command 

Phyllite & Schist 

0.590 

Command 

Phyllite & Schist 

0.651 

Non-command 

Phyllite & Schist 

4.301 

Command 

Phyllite & Schist 

0.461 

Command 

Phyllite & Schist 

0.767 

Command 

Phyllite & Schist 

2.288 

Non-command 

Phyllite & Schist 

0.594 

Non-command 

Phyllite & Schist 

1.200 

Non-command 

Phyllite & Schist 

1.099 

Command 

Phyllite & Schist 

3.173 

Non-command 

Phyllite & Schist 

1.094 

Command 

Limestone 

0.256 

Command 

Phyllite & Schist 

0.384 

Non-command 

Phyllite & Schist 

2.610 

Command 

Phyllite & Schist 

1.299 

Command 

Phyllite & Schist 

0.668 

Command 

Phyllite & Schist 

1.856 

Non-command 

Phyllite & Schist 

0.849 

Non-command 

Phyllite & Schist 

0.616 

Command 

Phyllite & Schist 

2.156 

Non-command 

Phyllite & Schist 

0.211 

Command 

Limestone 

5.674 

Command 

Phyllite & Schist 

1.451 

Command 

Phyllite & Schist 

1.877 

Non-command 

Phyllite & Schist 

0.569 

Non-command 

Phyllite & Schist 

0.082 

Command 

Phyllite & Schist 

2.114 

Non-command 

Phyllite & Schist 

1.551 

Command 

Phyllite & Schist 

4.269 

Command 

Phyllite & Schist 

0.772 

Command 

Phyllite & Schist 

2.208 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 



MCM 

MCM 

(15) 

(16) 

- 

- j 

0.058 

0.058 

0.106 

0.106 

0.010 

0.010 

0.010 

0.010 

0.019 

0.019 

0.067 

0.067 

0.094 

0.094 



0.058 

0.058 

0.096 

0.096 

0.010 

0.010 


0.029 

0.029 

0.019 

0.019 



0.010 

0.010 

0.134 

0.134 

0.067 

0.067 

0.038 

0.050 



0.048 

0.048 

0.010 

0.010 

0.077 

0.077 

















































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Kankari Doongri 

0828000403459600 

0.626 

Fresh 

Karda 

0828000403467900 

3.511 

Fresh 



Katariya 

0828000403471600 

1.992 

Fresh 

Kataron Ka Talab 

0828000403464100 

1.046 

Fresh 

Katheriya 

0828000403457900 

2.296 

Fresh 


Kelkuan 

0828000403459300 

0.319 

Fresh 

Kesharpura 

0828000203420900 

2.239 

Fresh 

Khariya 

0828000403471700 

0.639 

Fresh 

Khokharwa 

0828000403469300 

12.298 

Fresh 

Khoonta Nagarat 

0828000403476900 

6.317 

Fresh 


Nadariya 


Nagawara 


( 6 ) 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 



Koba 

0828000403465400 

0.699 

Fresh 

Koonpri 

0828000403463200 

1.473 

Fresh 

Kotra 

0828000203420500 

2.541 

Fresh 



Kumhariya 

0828000403460000 

0.496 

Fresh 

Kuna 

0828000203424200 

4.202 

Fresh 

Kunda 

0828000403478500 

3.114 

Fresh 

Kundi 

0828000403471100 

0.724 

Fresh 



Moti Timbi 

0828000403477500 

13.573 

Fresh 

Mundri 

0828000403465900 

7.097 

Fresh 



Naharpura 

0828000403463900 

3.485 

Fresh 

Nahli 

0828000203423100 

8.706 

Fresh 


Nainsawa 

0827000303353000 

6.611 

Fresh 

Nana Mukhiya 

0828000403460900 

0.587 

Fresh 

Naraniya 

0828000403458400 

2.174 

Fresh 


Naugama 

0828000403469400 

5.410 

Fresh 

Nawa Dhara 

0828000203422600 

2.812 

Fresh 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

( 7 ) 

(8) 

Non-command 

Phyllite & Schist 

0.006 

Command 

Phyllite & Schist 

1.372 

Non-command 

Phyllite & Schist 

0.436 

Command 

Phyllite & Schist 

0.626 

Command 

Phyllite & Schist 

1.163 

Non-command 

Phyllite & Schist 

1.941 

Command 

Phyllite & Schist 

1.992 

Command 

Phyllite & Schist 

1.046 

Command 

Phyllite & Schist 

1.306 

Non-command 

Phyllite & Schist 

0.990 

Command 

Phyllite & Schist 

0.319 

Command 

Phyllite & Schist 

0.022 

Command 

Phyllite & Schist 

0.639 

Command 

Phyllite & Schist 

11.936 

Non-command 

Deccan Traps 

0.900 

Non-command 

Phyllite & Schist 

5.097 

Command 

Phyllite & Schist 

1.345 

Non-command 

Phyllite & Schist 

0.616 

Non-command 

Phyllite & Schist 

0.655 

Command 

Phyllite & Schist 

1.473 

Command 

Phyllite & Schist 

1.144 

Non-command 

Phyllite & Schist 

1.397 

Command 

Phyllite & Schist 

0.910 

Non-command 

Phyllite & Schist 

0.153 

Command 

Phyllite & Schist 

0.496 

Command 

Limestone 

0.363 

Non-command 

Phyllite & Schist 

3.114 

Command 

Phyllite & Schist 

0.003 

Non-command 

Phyllite & Schist 

0.722 

Command 

Phyllite & Schist 

4.485 

Non-command 

Phyllite & Schist 

0.286 

Command 

Phyllite & Schist 

1.163 

Non-command 

Phyllite & Schist 

0.527 

Command 

Phyllite & Schist 

5.948 

Non-command 

Phyllite & Schist 

0.094 

Command 

Phyllite & Schist 

3.098 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Deccan Traps 

0.010 

Command 

Phyllite & Schist 

1.475 

Non-command 

Phyllite & Schist 

0.134 

Command 

Phyllite & Schist 

1.954 

Non-command 

Phyllite & Schist 

1.897 

Command 

Phyllite & Schist 

0.141 

Non-command 

Phyllite & Schist 

3.434 

Command 

Phyllite & Schist 

3.485 

Command 

Phyllite & Schist 

4.068 

Non-command 

Phyllite & Schist 

0.899 

Non-command 

Phyllite & Schist 

0.002 

Command 

Phyllite & Schist 

0.019 

Command 

Phyllite & Schist 

1.898 

Non-command 

Phyllite & Schist 

0.276 

Command 

Phyllite & Schist 

5.410 

Command 

Phyllite & Schist 

0.001 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 



MCM 

MCM 

(15) 

(16) 

- 

- | 

0.077 

0.077 

0.029 

0.029 

0.010 

0.010 

0.010 

0.010 

0.019 

0.019 

0.010 

0.022 

0.029 

0.029 

0.029 

0.029 

0.019 

0.019 

0.077 

0.077 



0.058 

0.058 

0.008 

0.008 

0.038 

0.038 

0.010 

0.010 

0.010 

0.010 



0.048 

0.060 

0.067 

0.091 

0.019 

0.019 



0.048 

0.048 

0.029 

0.029 



0.048 

0.048 

0.154 

0.154 

0.048 

0.048 

0.010 

0.010 

























































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Nawa Tapra 


Nawagaon 


Naya Padariya 


Odwara 


Ora 


Orwa 


Rakho Para 


Ratanpura 


Ratapan 


Rati Talai 


Regniya 


Rohaniya 


Roopa Khera 


Sagela 


Saliya 


Samisera 


Sanga Doongri 


Sangram Pura 


0828000403460500 


0828000403460300 


0828000403475300 


0828000203422800 


0828000203422000 


0828000203422200 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


0.816 Fresh 


1.746 Fresh 


1.623 Fresh 


11.080 Fresh 


2.941 Fresh 


2.184 Fresh 


Pachor 

0828000403458300 

0.569 

Fresh 

Panasi Bari 

0828000203416600 

2.993 

Fresh 

Parwali 

0828000403476300 

1.763 

Fresh 

Pat 

0828000403465700 

1.945 

Fresh 

Patan 

0828000403470300 

13.096 

Fresh 

Pateliya 

0828000403469900 

3.813 

Fresh 

Patiya 

0828000403458700 

4.271 

Fresh 



Patiya Kodar 

0828000403476600 

3.121 

Fresh 

Peechhawara 

0828000403464000 

1.971 

Fresh 

Peeplai Dooda 

0828000403457200 

3.414 

Fresh 



Peetha Pura 

0828000403464700 

1.596 

Fresh 

Pindarma 

0828000403469700 

5.785 

Fresh 

Poonchhiya Wara 

0828000403458900 

4.846 

Fresh 


Ragela Para 

0828000403469600 

3.572 

Fresh 

Rajpura 

0828000403468400 

3.148 

Fresh 



0828000403472500 

0.585 

Fresh 

0828000403464900 

1.693 

Fresh 

0828000403469500 

2.281 

Fresh 

0828000403468500 

2.616 

Fresh 

0828000403459200 

1.011 

Fresh 

0828000403471800 

1.482 

Fresh 

0828000403458500 

1.211 

Fresh 



0828000403479800 

3.990 

Fresh 

0828000403463300 

1.053 

Fresh 

0828000403478700 

1.650 

Fresh 

0828000203423400 

2.386 

Fresh 

0828000403476700 

3.767 

Fresh 

0828000403459800 

0.591 

Fresh 

0828000403471900 

3.741 

Fresh 

0828000403464400 

4.297 

Fresh 


Sangrampura 

0828000403469000 

1.104 

Fresh 

Sera Nagla 

0828000403460800 

2.748 

Fresh 

Serawala 

0828000403457300 

1.632 

Fresh 


( 6 ) 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

( 7 ) 

(8) 

Command 

Phyllite & Schist 

0.816 

Command 

Phyllite & Schist 

1.746 

Non-command 

Phyllite & Schist 

0.153 

Command 

Phyllite & Schist 

1.397 

Command 

Phyllite & Schist 

0.078 

Command 

Phyllite & Schist 

0.917 

Non-command 

Phyllite & Schist 

1.071 

Command 

Phyllite & Schist 

0.569 

Command 

Limestone 

0.289 

Command 

Phyllite & Schist 

1.595 

Command 

Phyllite & Schist 

1.945 

Command 

Limestone 

2.380 

Command 

Phyllite & Schist 

3.813 

Command 

Phyllite & Schist 

3.297 

Non-command 

Phyllite & Schist 

0.974 

Command 

Phyllite & Schist 

0.702 

Non-command 

Phyllite & Schist 

2.560 

Non-command 

Phyllite & Schist 

3.121 

Command 

Phyllite & Schist 

1.971 

Command 

Phyllite & Schist 

2.102 

Non-command 

Phyllite & Schist 

1.312 

Command 

Phyllite & Schist 

1.020 

Non-command 

Phyllite & Schist 

1.729 

Command 

Phyllite & Schist 

1.596 

Command 

Phyllite & Schist 

5.785 

Command 

Phyllite & Schist 

4.050 

Non-command 

Phyllite & Schist 

0.723 

Command 

Phyllite & Schist 

3.565 

Command 

Phyllite & Schist 

0.583 

Non-command 

Phyllite & Schist 

2.565 

Command 

Phyllite & Schist 

3.641 

Non-command 

Phyllite & Schist 

1.191 

Command 

Phyllite & Schist 

0.022 

Command 

Phyllite & Schist 

1.693 

Command 

Phyllite & Schist 

2.281 

Command 

Phyllite & Schist 

2.616 

Command 

Phyllite & Schist 

1.011 

Command 

Phyllite & Schist 

1.482 

Command 

Phyllite & Schist 

1.138 

Non-command 

Phyllite & Schist 

0.073 

Non-command 

Phyllite & Schist 

0.157 

Command 

Phyllite & Schist 

1.053 

Non-command 

Phyllite & Schist 

1.642 

Command 

Phyllite & Schist 

0.060 

Non-command 

Phyllite & Schist 

3.767 

Command 

Phyllite & Schist 

0.591 

Command 

Phyllite & Schist 

3.728 

Command 

Phyllite & Schist 

3.955 

Non-command 

Phyllite & Schist 

0.221 

Command 

Phyllite & Schist 

1.104 

Command 

Phyllite & Schist 

2.619 

Command 

Phyllite & Schist 

1.528 

Non-command 

Phyllite & Schist 

0.105 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.058 


0.077 




0.010 

0.010 

0.010 

0.010 

0.029 

0.029 



0.010 

0.010 

0.010 

0.010 

0.019 

0.019 



0.010 

0.010 

0.010 

0.010 

0.077 

0.077 


0.211 

0.211 

0.029 

0.029 

0.019 

0.019 

0.019 

0.019 



0.048 

0.048 

0.067 

0.067 

0.010 

0.010 































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Sharda 

0828000403477100 

6.756 

Fresh 

Shergarh 

0828000403478200 

0.943 

Fresh 

Singharon Ka Parda 

0828000203420800 

0.951 

Fresh 

Sogpura 

0828000403469100 

7.448 

Fresh 


Type of Area (Command / N< 
command) 



Tamatiya Rathor 

0828000203423200 

6.066 

Fresh 

Tamtiya 

0828000403460700 

2.033 

Fresh 

Tanda 

0828000403478300 

0.456 

Fresh 

Tandi Moti 

0828000403478800 

2.901 

Fresh 

Tandi Nani 

0828000403478900 

1.062 

Fresh 

Tarwan 

0828000403465200 

2.550 

Fresh 


Temran 


0828000403467700 


5.103 Fresh 


( 6 ) 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Non-command 


09001002 


Thali Talai 

0828000203422700 

1.298 

Fresh 

Thapra 

0828000403464500 

3.606 

Fresh 

Timruwa 

0828000203424000 

6.008 

Fresh 

Tori 

0828000403463700 

0.683 

Fresh 



Udaipura Bara 

0828000403465000 

3.669 

Fresh 

Udaipura Chhota 

0828000403464300 

2.525 

Fresh 

Ummed Garhi 

0828000403468900 

5.518 

Fresh 

Ummedpura 

0828000403465500 

1.857 

Fresh 


Vanela Para 

0828000403472400 

2.652 

Fresh 

Velari 

0828000403468000 

1.274 

Fresh 

Vilri 

0828000203420200 

5.985 

Fresh 



Aghoriya 

0828000503490400 

0.945 

Fresh 

Amariya Para 

0828000403479600 

2.608 

Fresh 

Amarpura 

0828000403477300 

1.607 

Fresh 

Amba 

0828000503487600 

2.482 

Fresh 

Bagkhora 

0828000403478000 

1.579 

Fresh 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bajar 

0828000403485200 

1.307 

Fresh 

Bankaner 

0828000403479000 

2.888 

Fresh 

Bansripara 

0828000503492500 

1.178 

Fresh 

Baori Dooda 

0828000403476200 

2.650 

Fresh 

Berau-dhuliya 

0828000503490800 

2.618 

Fresh 

Berau-natha 

0828000503492300 

1.757 

Fresh 

Bhandara 

0828000403480300 

1.273 

Fresh 

Bharwel 

0828000503488900 

3.553 

Fresh 

Bhat Varla 

0828000503490200 

1.512 

Fresh 

Bheelkua 

0828000503488700 

1.630 

Fresh 

Bhonga Pura 

0828000403481300 

2.532 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

( 7 ) 

(8) 

Non-command 

Deccan Traps 

0.916 

Non-command 

Phyllite & Schist 

0.943 

Command 

Phyllite & Schist 

0.123 

Command 

Phyllite & Schist 

6.526 

Non-command 

Phyllite & Schist 

0.757 

Command 

Phyllite & Schist 

4.740 

Non-command 

Phyllite & Schist 

0.075 

Command 

Phyllite & Schist 

1.682 

Non-command 

Phyllite & Schist 

0.117 

Command 

Phyllite & Schist 

1.547 

Command 

Phyllite & Schist 

2.033 

Non-command 

Phyllite & Schist 

0.430 

Non-command 

Phyllite & Schist 

1.916 

Non-command 

Phyllite & Schist 

0.006 

Command 

Phyllite & Schist 

2.221 

Non-command 

Phyllite & Schist 

0.330 

Non-command 

Deccan Traps 

0.118 

Non-command 

Phyllite & Schist 

0.843 

Command 

Phyllite & Schist 

0.053 

Command 

Phyllite & Schist 

3.476 

Command 

Phyllite & Schist 

0.054 

Command 

Phyllite & Schist 

0.625 

Non-command 

Phyllite & Schist 

0.058 

Command 

Phyllite & Schist 

2.229 

Non-command 

Phyllite & Schist 

0.034 

Command 

Phyllite & Schist 

3.669 

Command 

Phyllite & Schist 

2.525 

Command 

Phyllite & Schist 

5.518 

Command 

Phyllite & Schist 

0.998 

Non-command 

Phyllite & Schist 

0.498 

Command 

Phyllite & Schist 

2.652 

Non-command 

Phyllite & Schist 

1.251 

Command 

Phyllite & Schist 

0.471 

Non-command 

Phyllite & Schist 

4.090 

Command 

Phyllite & Schist 

1.492 

Non-command 

Phyllite & Schist 

1.042 

Non-command 

Phyllite & Schist 

0.945 

Non-command 

Phyllite & Schist 

1.989 

Non-command 

Deccan Traps 

1.607 

Non-command 

Phyllite & Schist 

2.482 

Non-command 

Deccan Traps 

0.803 

Non-command 

Phyllite & Schist 

0.683 

Non-command 

Phyllite & Schist 

1.029 

Non-command 

Phyllite & Schist 

1.908 

Non-command 

Phyllite & Schist 

0.896 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Phyllite & Schist 

2.618 

Non-command 

Phyllite & Schist 

1.757 

Non-command 

Phyllite & Schist 

1.273 

Non-command 

Phyllite & Schist 

3.553 

Non-command 

Phyllite & Schist 

1.512 

Non-command 

Phyllite & Schist 

1.630 

Non-command 

Deccan Traps 

2.423 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

80,000 

60,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.008 


0.115 


0.010 




0.048 

0.048 

0.096 

0.096 

0.029 

0.029 

0.029 

0.029 



0.029 

0.041 

0.010 

0.010 

0.010 

0.010 

0.019 

0.019 

0.010 

0.010 


0.019 

0.019 

0.010 

0.010 

0.010 

0.010 

0.010 

0.010 

0.096 

0.096 

0.043 

0.043 


0.014 

0.014 

0.019 

0.019 

0.019 

0.019 

0.010 

0.010 



0.029 

0.029 

0.154 

0.154 

0.086 

0.086 


0.010 

0.022 

0.007 

0.007 




















































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Bhoora Kua 

0828000503492400 

2.706 

Fresh 

Bhoora Temba Bara 

0828000403477800 

1.578 

Fresh 


Non-command 


Non-command 



Bhoora-daur 

0828000503487700 

1.988 

Fresh 

Bhoori-ghati 

0828000503488300 

1.854 

Fresh 

Bhuri Ser 

0828000403484000 

0.710 

Fresh 

Bijalpur-bhaliya 

0828000503488500 

0.339 

Fresh 

Bijalpur-haliya 

0828000503488400 

2.461 

Fresh 

Borkunda 

0828000403483500 

2.227 

Fresh 

Charkani 

0828000403481400 

2.773 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chelkari 

0828000403478100 

3.791 

Fresh 

Chhalka Talai 

0828000403481000 

4.479 

Fresh 


Non-command 


Non-command 


Chhapra 

0828000403483400 

0.504 

Fresh 

Dabri 

0828000403477000 

2.815 

Fresh 

Dagal 

0828000403482200 

1.756 

Fresh 

Dhalar 

0828000403480700 

4.058 

Fresh 

Dhoriya 

0828000403478600 

2.316 

Fresh 

Dhuliya Garh 

0828000403479300 

2.756 

Fresh 

Doongiya Ki Ser 

0828000403485300 

2.826 

Fresh 

Gaderiya 

0828000403481500 

2.417 

Fresh 

Gadooli 

0828000403483700 

1.512 

Fresh 

Gamaniya Hameera 

0828000403477700 

3.059 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Gamaniya Moti 

0828000403480800 

2.267 

Fresh 

Gameerpura 

0828000403477600 

1.588 

Fresh 


Non-command 


Non-command 


Ganeshpura 

0828000503491100 

2.326 

Fresh 

Gangar Talai 

0828000403480900 

3.209 

Fresh 


Non-command 


Non-command 


Gangar Talai Jooni 

0828000403481600 

2.489 

Fresh 

Gara 

0828000403479200 

2.789 

Fresh 

Garadiya 

0828000503486300 

2.425 

Fresh 

Godawara-manji 

0828000503489000 

1.256 

Fresh 

Godwara-nareng 

0828000503487900 

3.482 

Fresh 

Harmat 

0828000403480500 

3.222 

Fresh 

Heja Mogji 

0828000503488100 

0.681 

Fresh 

Heja-bhavji 

0828000503487300 

0.711 

Fresh 

Itala 

0828000503494000 

7.732 

Fresh 

Jamburi 

0828000403482900 

1.303 

Fresh 

Jeerakot 

0828000503487400 

1.899 

Fresh 

Jhajharwa Kalan 

0828000403483300 

1.693 

Fresh 

Jhajharwa Khurd 

0828000403483200 

1.392 

Fresh 

Jhakoriya Modar 

0828000503489900 

1.203 

Fresh 

Jhakoriya-natha 

0828000503490900 

1.190 

Fresh 

Jogiwara 

0828000403482000 

1.421 

Fresh 

Jooni Timbi 

0828000403477200 

2.487 

Fresh 

Kadaimal 

0828000503500100 

1.253 

Fresh 

Kaliya 

0828000503500200 

1.212 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

( 7 ) 

(8) 

Non-command 

Phyllite & Schist 

0.110 

Non-command 

Phyllite & Schist 

2.457 

Non-command 

Deccan Traps 

0.651 

Non-command 

Phyllite & Schist 

0.928 

Non-command 

Deccan Traps 

0.730 

Non-command 

Phyllite & Schist 

0.934 

Non-command 

Phyllite & Schist 

1.988 

Non-command 

Phyllite & Schist 

1.279 

Non-command 

Phyllite & Schist 

0.710 

Non-command 

Phyllite & Schist 

0.339 

Non-command 

Phyllite & Schist 

2.461 

Non-command 

Phyllite & Schist 

2.223 

Non-command 

Deccan Traps 

0.327 

Non-command 

Phyllite & Schist 

2.386 

Non-command 

Deccan Traps 

0.204 

Non-command 

Deccan Traps 

0.856 

Non-command 

Phyllite & Schist 

3.623 

Non-command 

Phyllite & Schist 

0.504 

Non-command 

Deccan Traps 

0.001 

Non-command 

Phyllite & Schist 

0.868 

Non-command 

Phyllite & Schist 

4.058 

Non-command 

Phyllite & Schist 

1.291 

Non-command 

Phyllite & Schist 

2.756 

Non-command 

Phyllite & Schist 

1.459 

Non-command 

Phyllite & Schist 

2.417 

Non-command 

Phyllite & Schist 

1.512 

Non-command 

Deccan Traps 

0.002 

Non-command 

Phyllite & Schist 

3.057 

Non-command 

Phyllite & Schist 

2.267 

Non-command 

Deccan Traps 

0.828 

Non-command 

Phyllite & Schist 

0.760 

Non-command 

Phyllite & Schist 

0.594 

Non-command 

Deccan Traps 

0.301 

Non-command 

Phyllite & Schist 

2.908 

Non-command 

Phyllite & Schist 

2.489 

Non-command 

Phyllite & Schist 

2.785 

Non-command 

Phyllite & Schist 

1.157 

Non-command 

Phyllite & Schist 

1.256 

Non-command 

Phyllite & Schist 

3.482 

Non-command 

Phyllite & Schist 

3.222 

Non-command 

Phyllite & Schist 

0.530 

Non-command 

Phyllite & Schist 

0.689 

Non-command 

Phyllite & Schist 

0.350 

Non-command 

Phyllite & Schist 

1.303 

Non-command 

Phyllite & Schist 

1.899 

Non-command 

Phyllite & Schist 

1.693 

Non-command 

Phyllite & Schist 

1.392 

Non-command 

Phyllite & Schist 

0.959 

Non-command 

Phyllite & Schist 

1.083 

Non-command 

Phyllite & Schist 

1.421 

Non-command 

Deccan Traps 

2.481 

Non-command 

Phyllite & Schist 

0.021 

Non-command 

Phyllite & Schist 

0.125 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 



MCM 

MCM 

(15) 

(16) 

~ 

~ 

0.106 

0.106 

0.014 

0.014 

0.038 

0.038 

0.014 

0.014 

0.019 

0.019 

0.029 

0.041 

0.010 

0.010 

0.019 

0.043 

0.019 

0.019 

0.029 

0.029 

0.019 

0.019 

0.007 

0.007 

0.096 

0.096 



0.269 

0.269 

0.077 

0.077 

0.125 

0.125 

0.029 

0.029 

0.115 

0.115 

0.019 

0.019 



0.022 

0.022 

0.019 

0.019 


0.007 

0.007 

0.067 

0.067 

0.058 

0.058 



0.038 

0.038 

0.048 

0.060 

0.086 

0.086 

0.019 

0.019 

0.019 

0.019 

0.010 

0.010 

0.077 

0.077 


0.058 

0.058 

0.029 

0.029 

0.067 

0.067 

0.029 

0.029 































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Kharod Chatra 

0828000503492200 

3.108 

Fresh 

Kharodi 

0828000403483100 

0.480 

Fresh 

Kharsana 

0828000403480000 

1.578 

Fresh 

Kheraleem 

0828000403479500 

4.311 

Fresh 

Kheriya 

0828000403480400 

1.158 

Fresh 

Khoonta Galiya 

0828000403485400 

5.455 

Fresh 

Khoonta Jeeva 

0828000503489300 

3.949 

Fresh 

Khoonta Veerji 

0828000403482800 

0.982 

Fresh 

Khoonta-kalan 

0828000503487100 

1.870 

Fresh 

Khoonti Bijiya 

0828000403480200 

1.534 

Fresh 

Khoonti Jalmiya 

0828000403481800 

1.143 

Fresh 

Khoonti Kanji 

0828000403482100 

1.290 

Fresh 

Khoonti Narji 

0828000403481900 

1.898 

Fresh 

Khundani Roopa 

0828000503489800 

1.124 

Fresh 

Khundani-hala 

0828000503491000 

2.330 

Fresh 

Khunta-chatra 

0828000503491900 

1.152 

Fresh 

Khunta-ratna 

0828000503492000 

1.963 

Fresh 

Kundla 

0828000403484100 

1.086 

Fresh 

Kunpri 

0828000403483000 

0.919 

Fresh 

Lalawara 

0828000403476100 

6.655 

Fresh 


Type of Area (Command / N< 
command) 


Lankai 


Lasoriya 


Mahuri 


Mahuriya Bajja 


Mandali-moti 


Mandali-nani 


Merana 


Moti Timbi 


Motiya 


Munna Doongri 


Munna Khera 


Nawagaon 


Panchal 


Peeplai Jogra 


Phalwan 


Phulpuri 


0828000403482700 

1.521 

Fresh 

0828000503489400 

2.404 

Fresh 

0828000503487500 

3.591 

Fresh 

0828000503488000 

1.290 

Fresh 

0828000503489200 

1.584 

Fresh 

0828000503489100 

1.419 

Fresh 

0828000503489600 

1.296 

Fresh 

0828000403477500 

13.573 

Fresh 

0828000503487800 

4.272 

Fresh 

0828000403481700 

2.924 

Fresh 

0828000403480600 

1.428 

Fresh 

0828000403479400 

1.710 

Fresh 

0828000503492700 

3.936 

Fresh 

0828000403479100 

3.118 

Fresh 

0828000403482600 

1.528 

Fresh 

0828000403467000 

8.999 

Fresh 

0828000403481100 

2.015 

Fresh 


( 6 ) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Ram Ka Munna 

0828000403481200 

5.500 

Fresh 

Ratanpura Ki Tori 

0828000403479900 

0.610 

Fresh 

Rath Dhanraj 

0828000503490000 

3.611 

Fresh 

Rohaniya 

0828000403479800 

3.990 

Fresh 

Rohaniya Laxmansingh 

0828000503490700 

1.554 

Fresh 

Rohaniya-ramsingh 

0828000503490600 

2.061 

Fresh 

Rohanwari 

0828000403480100 

1.957 

Fresh 

Rola 

0828000403484400 

1.939 

Fresh 

Roopa Khera 

0828000403478700 

1.650 

Fresh 

Sagan 

0828000403484200 

1.625 

Fresh 

Sagwa 

0828000503488200 

3.921 

Fresh 

Sajjangarh 

0828000503490100 

1.677 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

2.430 

Non-command 

Phyllite & Schist 

0.480 

Non-command 

Phyllite & Schist 

1.578 

Non-command 

Phyllite & Schist 

4.311 

Non-command 

Phyllite & Schist 

1.158 

Non-command 

Phyllite & Schist 

1.389 

Non-command 

Phyllite & Schist 

3.873 

Non-command 

Phyllite & Schist 

0.982 

Non-command 

Phyllite & Schist 

0.003 

Non-command 

Phyllite & Schist 

1.534 

Non-command 

Phyllite & Schist 

1.143 

Non-command 

Phyllite & Schist 

1.290 

Non-command 

Phyllite & Schist 

1.898 

Non-command 

Phyllite & Schist 

0.095 

Non-command 

Phyllite & Schist 

0.075 

Non-command 

Phyllite & Schist 

0.111 

Non-command 

Phyllite & Schist 

1.010 

Non-command 

Phyllite & Schist 

0.868 

Non-command 

Phyllite & Schist 

0.919 

Command 

Phyllite & Schist 

0.057 

Non-command 

Phyllite & Schist 

1.029 

Non-command 

Phyllite & Schist 

0.523 

Non-command 

Phyllite & Schist 

2.404 

Non-command 

Phyllite & Schist 

3.591 

Non-command 

Phyllite & Schist 

1.287 

Non-command 

Phyllite & Schist 

1.584 

Non-command 

Phyllite & Schist 

1.419 

Non-command 

Phyllite & Schist 

0.062 

Non-command 

Deccan Traps 

13.563 

Non-command 

Phyllite & Schist 

4.272 

Non-command 

Phyllite & Schist 

2.924 

Non-command 

Phyllite & Schist 

1.428 

Non-command 

Phyllite & Schist 

1.710 

Non-command 

Phyllite & Schist 

0.105 

Non-command 

Phyllite & Schist 

3.118 

Non-command 

Phyllite & Schist 

0.142 

Non-command 

Deccan Traps 

0.214 

Non-command 

Deccan Traps 

1.907 

Non-command 

Phyllite & Schist 

0.108 

Non-command 

Deccan Traps 

0.513 

Non-command 

Phyllite & Schist 

1.601 

Non-command 

Deccan Traps 

5.500 

Non-command 

Phyllite & Schist 

0.610 

Non-command 

Phyllite & Schist 

3.525 

Non-command 

Phyllite & Schist 

3.833 

Non-command 

Phyllite & Schist 

1.454 

Non-command 

Phyllite & Schist 

1.767 

Non-command 

Phyllite & Schist 

1.957 

Non-command 

Phyllite & Schist 

0.733 

Non-command 

Phyllite & Schist 

0.007 

Non-command 

Phyllite & Schist 

0.510 

Non-command 

Phyllite & Schist 

1.477 

Non-command 

Phyllite & Schist 

1.568 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 



0.010 

0.010 

0.029 

0.029 


0.048 

0.048 

0.019 

0.019 

0.019 

0.019 



0.238 

0.238 

0.019 

0.019 

0.048 

0.048 

0.086 

0.086 

0.048 

0.048 



0.008 

0.008 

0.007 

0.007 



0.019 

0.019 

0.101 

0.101 

0.038 

0.038 

0.048 

0.048 

0.144 

0.144 

0.029 

0.029 

0.019 

0.019 

0.173 

0.173 

0.029 

0.029 

- 

- 

0.029 

0.029 

0.029 

0.029 

0.019 

0.019 



















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


09001003 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Sallo Pat 

0828000403485600 

2.724 

Fresh 

Sangariya 

0828000403485100 

1.747 

Fresh 

Semal Khera 

0828000503489500 

2.901 

Fresh 

Send Moti 

0828000403483800 

2.688 

Fresh 

Send Nani 

0828000403483900 

1.857 

Fresh 

Shambhoopura 

0828000503492100 

0.956 

Fresh 

Sharda 

0828000403477100 

6.756 

Fresh 

Sodla Chamna 

0828000403482500 

1.225 

Fresh 

Sodla Dooda 

0828000403482300 

2.541 

Fresh 

Tanda 

0828000403478300 

0.456 

Fresh 

Tanda-mangla 

0828000503488800 

1.015 

Fresh 

Tanda-ratna 

0828000503490300 

1.841 

Fresh 

Tandi Moti 

0828000403478800 

2.901 

Fresh 

Tandi Nani 

0828000403478900 

1.062 

Fresh 

Tejpura 

0828000403477400 

5.286 

Fresh 

Timba-mahuri 

0828000503490500 

4.426 

Fresh 

Todi-kaloo 

0828000503488600 

2.721 

Fresh 

Bagaycha 

0828000503513800 

2.438 

Fresh 

Bajar 

0828000403485200 

1.307 

Fresh 

Banka-khoonta 

0828000503501600 

0.427 

Fresh 

Bansripara 

0828000503492500 

1.178 

Fresh 

Baori Para 

0828000503502400 

0.623 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Baori-para 

0828000503501800 

1.055 

Fresh 

Barli Para 

0828000503501500 

0.907 

Fresh 

Bhandariya 

0828000503502500 

0.826 

Fresh 


Non-command 


Non-command 


Non-command 



Bhoora Kua 

0828000503492400 

2.706 

Fresh 

Bhoraj Jooni 

0828000503511600 

1.143 

Fresh 

Bhoraj Nai 

0828000503511500 

0.171 

Fresh 

Biya Para 

0828000503503800 

3.565 

Fresh 

Bocharda 

0828000503512900 

1.602 

Fresh 

Bordabra 

0828000403484500 

2.451 

Fresh 

Borkunda 

0828000503513300 

2.687 

Fresh 

Chak Ghorwara 

0828000503511900 

0.218 

Fresh 

Cheeta Thala 

0828000403486100 

3.091 

Fresh 

Chhiya Ka Khoonta 

0828000503503100 

1.038 

Fresh 

Chhiya Sath 

0828000503502700 

0.861 

Fresh 

Chhotiya 

0828000503511800 

0.566 

Fresh 

Chittaura-khalsa 

0828000503499800 

1.399 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Chora Kalan 

0828000503513100 

2.225 

Fresh 

Chora Khurd 

0828000503513200 

2.501 

Fresh 

Dagal 

0828000403482200 

1.756 

Fresh 

Dama-sath 

0828000503500000 

0.791 

Fresh 

Doongiya Ki Ser 

0828000403485300 

2.826 

Fresh 

Doongra-kalan 

0828000503502000 

3.123 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

0.202 

Non-command 

Phyllite & Schist 

0.775 

Non-command 

Phyllite & Schist 

2.261 

Non-command 

Phyllite & Schist 

2.688 

Non-command 

Phyllite & Schist 

1.857 

Non-command 

Phyllite & Schist 

0.956 

Non-command 

Deccan Traps 

0.470 

Non-command 

Phyllite & Schist 

0.869 

Non-command 

Phyllite & Schist 

1.495 

Non-command 

Phyllite & Schist 

0.026 

Non-command 

Phyllite & Schist 

1.015 

Non-command 

Phyllite & Schist 

1.806 

Non-command 

Phyllite & Schist 

0.915 

Non-command 

Phyllite & Schist 

1.022 

Non-command 

Deccan Traps 

4.284 

Non-command 

Phyllite & Schist 

0.115 

Non-command 

Phyllite & Schist 

2.721 

Non-command 

Deccan Traps 

2.438 

Non-command 

Phyllite & Schist 

0.278 

Non-command 

Phyllite & Schist 

0.427 

Non-command 

Phyllite & Schist 

0.279 

Non-command 

Deccan Traps 

0.383 

Non-command 

Phyllite & Schist 

0.240 

Non-command 

Phyllite & Schist 

1.055 

Non-command 

Phyllite & Schist 

0.907 

Non-command 

Deccan Traps 

0.513 

Non-command 

Phyllite & Schist 

0.313 

Non-command 

Deccan Traps 

0.000 

Non-command 

Phyllite & Schist 

1.269 

Non-command 

Deccan Traps 

0.006 

Non-command 

Phyllite & Schist 

1.392 

Non-command 

Phyllite & Schist 

0.248 

Non-command 

Phyllite & Schist 

1.143 

Non-command 

Phyllite & Schist 

0.171 

Non-command 

Deccan Traps 

0.925 

Non-command 

Phyllite & Schist 

1.602 

Non-command 

Phyllite & Schist 

2.450 

Non-command 

Phyllite & Schist 

2.687 

Non-command 

Phyllite & Schist 

0.218 

Non-command 

Phyllite & Schist 

3.022 

Non-command 

Phyllite & Schist 

1.038 

Non-command 

Phyllite & Schist 

0.861 

Non-command 

Phyllite & Schist 

0.566 

Non-command 

Deccan Traps 

0.187 

Non-command 

Phyllite & Schist 

0.464 

Non-command 

Deccan Traps 

0.516 

Non-command 

Phyllite & Schist 

0.436 

Non-command 

Phyllite & Schist 

2.225 

Non-command 

Phyllite & Schist 

2.501 

Non-command 

Phyllite & Schist 

0.888 

Non-command 

Phyllite & Schist 

0.791 

Non-command 

Phyllite & Schist 

1.367 

Non-command 

Deccan Traps 

1.294 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 



0.058 

0.058 

0.010 

0.010 

0.019 

0.019 

0.019 

0.019 


0.008 

0.008 

0.010 

0.010 

0.010 

0.010 


0.048 

0.048 

0.134 

0.134 

0.019 

0.019 

0.019 

0.019 

0.067 

0.067 



0.025 

0.025 

0.019 

0.019 

0.029 

0.029 

0.038 

0.038 



0.038 

0.038 

0.010 

0.010 

0.019 

0.019 



0.010 

0.010 

0.008 

0.008 

0.010 

0.010 



0.019 

0.019 

0.008 

0.008 











































































































































































































































































































































































































































































































































































































































































































Village 

Zone 
(Fresh / 
Saline) 

Name 


Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 


Doongra-khurd 

0828000503502300 

1.001 

Fresh 

Gamana Mala 

0828000403486000 

1.478 

Fresh 

Ganeshpura 

0828000503491100 

2.326 

Fresh 

Gariya Ki Todi 

0828000503502800 

0.721 

Fresh 

Ghorwara 

0828000503511700 

1.720 

Fresh 

Ghoti Ki Todi 

0828000503502100 

0.214 

Fresh 

Golamar 

0828000503500800 

1.313 

Fresh 

Goondi Kalan 

0828000503512700 

2.987 

Fresh 

Goondi Khurd 

0828000503512800 

1.584 

Fresh 

Gora 

0828000503491300 

1.803 

Fresh 

Goyka Bariya Sath 

0828000503501000 

1.158 

Fresh 

Goyka Pargi Sath 

0828000503501100 

2.190 

Fresh 

Handi 

0828000403485000 

2.680 

Fresh 

Harendar-garh 

0828000503501900 

1.259 

Fresh 


Harmatiya 

0828000403484600 

2.454 

Fresh 

Himmatgarh 

0828000503513700 

1.057 

Fresh 

Imali Jharan 

0828000503513000 

1.813 

Fresh 

Jalimpura 

0828000503500900 

2.932 

Fresh 

Jhakoriya Modar 

0828000503489900 

1.203 

Fresh 

Jhakoriya-natha 

0828000503490900 

1.190 

Fresh 

Jhalakiya 

0828000503491600 

1.059 

Fresh 

Jhermoti 

0828000403484800 

1.560 

Fresh 

Jhernani 

0828000403484700 

2.741 

Fresh 

Kadaimal 

0828000503500100 

1.253 

Fresh 

Kalakhet 

0828000503491800 

1.277 

Fresh 

Kaliya 

0828000503500200 

1.212 

Fresh 

Kanchla 

0828000503512000 

1.897 

Fresh 

Karmi 

0828000503512300 

5.416 

Fresh 

Kasarwari 

0828000503512100 

5.078 

Fresh 


Kawwa Ki Chhayan 

0828000503514100 

2.005 

Fresh 

Kharod Chatra 

0828000503492200 

3.108 

Fresh 


Khoonta Galiya 

0828000403485400 

5.455 

Fresh 

Khoonta Jeeva 

0828000503489300 

3.949 

Fresh 

Khoonta Roopji 

0828000503501300 

0.297 

Fresh 

Khundani Roopa 

0828000503489800 

1.124 

Fresh 

Khundani-hala 

0828000503491000 

2.330 

Fresh 

Khunta Dalji Mala 

0828000403484900 

3.018 

Fresh 

Khunta-chatra 

0828000503491900 

1.152 

Fresh 

Khunta-ratna 

0828000503492000 

1.963 

Fresh 

Kishanpara 

0828000503499300 

0.959 

Fresh 

Koi Doban 

0828000503512400 

3.631 

Fresh 


Kumbhpura 

0828000503491700 

1.057 

Fresh 

Kunda 

0828000503499400 

1.592 

Fresh 

Kundla 

0828000403484100 

1.086 

Fresh 

Kunpra 

0828000403482400 

0.636 

Fresh 

Kushli Para 

0828000503501400 

1.308 

Fresh 

Lankai 

0828000403482700 

1.521 

Fresh 

Machchar-para 

0828000503501700 

0.561 

Fresh 


Type of Area (Command / 
command) 


_ m 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

( 7 ) 

(8) 

Non-command 

Phyllite & Schist 

1.829 

Non-command 

Phyllite & Schist 

1.001 

Non-command 

Phyllite & Schist 

1.478 

Non-command 

Phyllite & Schist 

1.732 

Non-command 

Deccan Traps 

0.721 

Non-command 

Phyllite & Schist 

1.720 

Non-command 

Phyllite & Schist 

0.214 

Non-command 

Phyllite & Schist 

1.313 

Non-command 

Phyllite & Schist 

2.987 

Non-command 

Phyllite & Schist 

1.584 

Non-command 

Phyllite & Schist 

1.803 

Non-command 

Phyllite & Schist 

1.158 

Non-command 

Phyllite & Schist 

2.190 

Non-command 

Phyllite & Schist 

2.680 

Non-command 

Deccan Traps 

0.004 

Non-command 

Phyllite & Schist 

1.255 

Non-command 

Phyllite & Schist 

2.454 

Non-command 

Deccan Traps 

1.057 

Non-command 

Phyllite & Schist 

1.813 

Non-command 

Phyllite & Schist 

2.932 

Non-command 

Phyllite & Schist 

0.245 

Non-command 

Phyllite & Schist 

0.107 

Non-command 

Phyllite & Schist 

1.059 

Non-command 

Phyllite & Schist 

1.560 

Non-command 

Phyllite & Schist 

2.712 

Non-command 

Phyllite & Schist 

1.178 

Non-command 

Phyllite & Schist 

1.252 

Non-command 

Phyllite & Schist 

1.088 

Non-command 

Phyllite & Schist 

1.897 

Non-command 

Deccan Traps 

3.463 

Non-command 

Deccan Traps 

4.427 

Non-command 

Phyllite & Schist 

0.651 

Non-command 

Deccan Traps 

1.572 

Non-command 

Deccan Traps 

0.015 

Non-command 

Phyllite & Schist 

0.378 

Non-command 

Phyllite & Schist 

4.066 

Non-command 

Phyllite & Schist 

0.076 

Non-command 

Phyllite & Schist 

0.297 

Non-command 

Phyllite & Schist 

1.029 

Non-command 

Phyllite & Schist 

2.256 

Non-command 

Phyllite & Schist 

3.015 

Non-command 

Phyllite & Schist 

1.041 

Non-command 

Phyllite & Schist 

0.953 

Non-command 

Deccan Traps 

0.959 

Non-command 

Deccan Traps 

1.344 

Non-command 

Phyllite & Schist 

2.288 

Non-command 

Phyllite & Schist 

1.057 

Non-command 

Phyllite & Schist 

1.592 

Non-command 

Phyllite & Schist 

0.218 

Non-command 

Phyllite & Schist 

0.636 

Non-command 

Phyllite & Schist 

1.308 

Non-command 

Phyllite & Schist 

0.998 

Non-command 

Phyllite & Schist 

0.561 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 



Wells with 
Pumpset 


MCM 


(15) 


0.019 




0.019 

0.019 

0.019 

0.019 

0.202 

0.202 


0.144 

0.144 

0.019 

0.019 



0.058 

0.058 

0.019 

0.019 

- 

- 

0.010 

0.010 

0.067 

0.067 

0.048 

0.048 

0.048 

0.048 

0.010 

0.010 

0.019 

0.019 



0.077 

0.077 

0.067 

0.067 

0.029 

0.029 

0.067 

0.067 

0.019 

0.019 



0.010 

0.010 

0.029 

0.029 

0.058 

0.058 

0.077 

0.077 




















































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


Mahuriya-natha 


Maiyawat 


Markhemji 


Maska Kalan 


Maska Khurd 


Mehndi Khera 


Merana 


Motapara 


Muniya Khoonta 


Munna Doongar 


Nalpara 


Palakpara 


Panch Mahura 


Pandwal Lunja 


Pandwal Unkar 


Patariya 


Peeplai Jogra 


Phoolpuri 


Pola Pan 


Rawta Sath 


Renganiya 


Rohaniya Mehaji 


Rohaniya-manna 


Rola 


Roopgarh 


Roopji Para 


Sadariya 


Sagan 


Sallo Pat 


Salon 


Samlaser 


Sangariya 


Sarsiya Para 


Satsera Kalan 


Satsera Khurd 


Semal Khera 


Shivpura 


Sodla Chamna 


Sodla Dooda 


Somaji Para 


0828000503491400 


0828000503489700 


0828000503491500 


0828000503511300 


0828000503503600 


0828000403486200 


0828000503489600 


0828000503499500 


0828000503512500 


0828000403485900 


0828000503503900 


0828000503504000 


0828000403485500 


0828000503500500 


0828000503500400 


0828000503502600 


0828000403482600 


0828000503514000 


0828000403485700 


0828000503499700 


0828000503503700 


0828000503500700 


0828000503500600 


0828000403484400 


0828000503501200 


0828000503513600 


0828000503513500 


0828000403484200 


0828000403485600 


0828000503511400 


0828000503491200 


0828000403485100 


0828000503500300 


0828000503513900 


0828000503513400 


0828000503489500 


0828000403484300 


0828000403482500 


0828000403482300 


0828000503502200 


sq.km 


(4) (5) 


2.174 Fresh 


1.970 Fresh 


2.148 Fresh 


1.644 Fresh 


4.194 Fresh 


6.041 Fresh 


1.568 Fresh 


1.296 Fresh 


1.971 Fresh 


4.865 Fresh 


4.685 Fresh 


2.081 Fresh 


1.940 Fresh 


5.043 Fresh 


2.049 Fresh 


3.402 Fresh 


0.786 Fresh 


1.528 Fresh 


1.770 Fresh 


4.386 Fresh 


2.600 Fresh 


0.900 Fresh 


1.240 Fresh 


1.174 Fresh 


1.939 Fresh 


2.289 Fresh 


0.248 Fresh 


3.184 Fresh 


1.625 Fresh 


2.724 Fresh 


1.754 Fresh 


1.553 Fresh 


1.747 Fresh 


0.854 Fresh 


2.011 Fresh 


0.893 Fresh 


2.901 Fresh 


0.615 Fresh 


1.225 Fresh 


2.541 Fresh 


0.666 Fresh 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Tandi Kalan 


Tandi Khurd 


Tarkiya 


Thoonthi 


0828000503503000 


0828000503502900 


0828000403485800 


0828000503503300 


1.570 Fresh 


3.275 Fresh 


3.085 Fresh 


1.255 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

( 7 ) 

(8) 

Non-command 

Deccan Traps 

1.128 

Non-command 

Phyllite & Schist 

1.046 

Non-command 

Phyllite & Schist 

1.970 

Non-command 

Phyllite & Schist 

2.148 

Non-command 

Phyllite & Schist 

1.644 

Non-command 

Deccan Traps 

4.194 

Non-command 

Deccan Traps 

4.973 

Non-command 

Phyllite & Schist 

1.568 

Non-command 

Phyllite & Schist 

1.234 

Non-command 

Deccan Traps 

1.721 

Non-command 

Phyllite & Schist 

0.005 

Non-command 

Phyllite & Schist 

4.865 

Non-command 

Phyllite & Schist 

4.685 

Non-command 

Deccan Traps 

1.394 

Non-command 

Deccan Traps 

0.000 

Non-command 

Phyllite & Schist 

5.043 

Non-command 

Phyllite & Schist 

2.049 

Non-command 

Phyllite & Schist 

3.383 

Non-command 

Phyllite & Schist 

0.786 

Non-command 

Phyllite & Schist 

1.387 

Non-command 

Deccan Traps 

1.149 

Non-command 

Phyllite & Schist 

0.160 

Non-command 

Phyllite & Schist 

4.386 

Non-command 

Phyllite & Schist 

2.600 

Non-command 

Deccan Traps 

0.882 

Non-command 

Phyllite & Schist 

1.240 

Non-command 

Phyllite & Schist 

1.174 

Non-command 

Phyllite & Schist 

1.205 

Non-command 

Phyllite & Schist 

2.289 

Non-command 

Phyllite & Schist 

0.248 

Non-command 

Deccan Traps 

1.373 

Non-command 

Phyllite & Schist 

1.811 

Non-command 

Phyllite & Schist 

1.115 

Non-command 

Phyllite & Schist 

2.522 

Non-command 

Phyllite & Schist 

1.754 

Non-command 

Phyllite & Schist 

1.553 

Non-command 

Phyllite & Schist 

0.972 

Non-command 

Phyllite & Schist 

0.854 

Non-command 

Deccan Traps 

0.419 

Non-command 

Phyllite & Schist 

1.592 

Non-command 

Phyllite & Schist 

0.893 

Non-command 

Phyllite & Schist 

0.640 

Non-command 

Phyllite & Schist 

0.615 

Non-command 

Phyllite & Schist 

0.356 

Non-command 

Phyllite & Schist 

1.046 

Non-command 

Deccan Traps 

0.503 

Non-command 

Phyllite & Schist 

0.006 

Non-command 

Deccan Traps 

0.047 

Non-command 

Phyllite & Schist 

0.983 

Non-command 

Phyllite & Schist 

1.570 

Non-command 

Phyllite & Schist 

3.275 

Non-command 

Phyllite & Schist 

3.085 

Non-command 

Deccan Traps 

0.827 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 



0.084 

0.084 

0.038 

0.038 



0.115 

0.115 

0.034 

0.034 



0.029 

0.029 

0.019 

0.019 



0.096 

0.096 

0.029 

0.029 

0.017 

0.017 

0.019 

0.019 


0.038 

0.038 

0.019 

0.019 


0.008 

0.008 

0.019 

0.019 

0.058 

0.058 

0.038 

0.038 



0.077 

0.077 

0.038 

0.038 



























































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


09001004 


Bajwa-amba 


Bakaner 


Bala Chuna 


Bala Sindoor 


Type of Area (Command / N< 
command) 



Todi 

0828000503512200 

2.376 

Fresh 

Vageri 

0828000503512600 

3.220 

Fresh 

Akhepur 

0828000503517300 

1.431 

Fresh 

Ambapara 

0828000503496400 

1.604 

Fresh 

Amli Para 

0828000503517900 

2.024 

Fresh 

Amli-para 

0828000503496500 

1.974 

Fresh 

Andeshwar 

0828000503493500 

6.062 

Fresh 

Bagaycha 

0828000503498800 

1.606 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0828000503522300 

8.617 

Fresh 

0828000503486500 

1.536 

Fresh 

0828000503498200 

1.333 

Fresh 

0828000503509400 

4.269 

Fresh 

0828000503494500 

2.722 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Bambori 

0828000403474500 

4.017 

Fresh 

Bankaner 

0828000403479000 

2.888 

Fresh 

Bansri 

0828000503522100 

1.692 

Fresh 

Baori Dindor 

0828000503517700 

5.902 

Fresh 

Bari 

0828000403475500 

0.687 

Fresh 

Barla Ki Rel 

0828000503509000 

4.145 

Fresh 

Barlipara 

0828000503516000 

1.659 

Fresh 

Barwas Kalan 

0828000503505900 

2.130 

Fresh 

Barwas Khurd 

0828000503505600 

1.722 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bassi 

0828000503507800 

2.484 

Fresh 

Beeli Para 

0828000503514800 

0.849 

Fresh 

Beelri 

0828000503494600 

2.360 

Fresh 


Non-command 


Non-command 


Non-command 


Bhagatpura 

0828000503510000 

0.644 

Fresh 

Bhandariya 

0828000503506700 

1.597 

Fresh 

Bhanwarkot 

0828000503515800 

5.873 

Fresh 

Bharatgarh 

0828000503510900 

0.961 

Fresh 

Bhat-mahuri 

0828000503496600 

2.715 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bheemgarh 

0828000503497900 

1.656 

Fresh 

Bheleeya Talab 

0828000303453400 

2.718 

Fresh 

Bhimpura 

0828000503518500 

4.523 

Fresh 

Bhoori Para 

0828000503521900 

4.697 

Fresh 

Bhoori-ghati 

0828000503488300 

1.854 

Fresh 

Bhoyan 

0828000403472900 

0.804 

Fresh 

Bhramri 

0828000503494100 

1.296 

Fresh 

Bichhawara 

0828000503494900 

2.144 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Biya Para 

0828000503503800 

3.565 

Fresh 

Bod Bhator 

0828000503494400 

1.877 

Fresh 

Bor Talai 

0828000403475000 

0.223 

Fresh 

Borkheri 

0828000503505800 

1.443 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

0.428 

Non-command 

Deccan Traps 

2.376 

Non-command 

Phyllite & Schist 

3.220 

Non-command 

Deccan Traps 

1.292 

Non-command 

Phyllite & Schist 

1.604 

Non-command 

Deccan Traps 

1.188 

Non-command 

Phyllite & Schist 

1.974 

Non-command 

Phyllite & Schist 

6.062 

Non-command 

Deccan Traps 

0.966 

Non-command 

Phyllite & Schist 

0.640 

Non-command 

Deccan Traps 

8.600 

Non-command 

Phyllite & Schist 

1.536 

Non-command 

Phyllite & Schist 

1.333 

Non-command 

Deccan Traps 

2.577 

Non-command 

Deccan Traps 

0.021 

Non-command 

Phyllite & Schist 

2.701 

Non-command 

Deccan Traps 

0.323 

Non-command 

Phyllite & Schist 

1.946 

Non-command 

Deccan Traps 

1.532 

Non-command 

Phyllite & Schist 

0.723 

Non-command 

Deccan Traps 

1.668 

Non-command 

Deccan Traps 

2.540 

Non-command 

Phyllite & Schist 

0.687 

Non-command 

Deccan Traps 

0.280 

Non-command 

Deccan Traps 

1.653 

Non-command 

Phyllite & Schist 

2.130 

Non-command 

Deccan Traps 

0.025 

Non-command 

Phyllite & Schist 

1.696 

Non-command 

Deccan Traps 

2.481 

Non-command 

Deccan Traps 

0.849 

Non-command 

Deccan Traps 

0.548 

Non-command 

Phyllite & Schist 

1.778 

Non-command 

Deccan Traps 

0.644 

Non-command 

Deccan Traps 

1.597 

Non-command 

Deccan Traps 

5.632 

Non-command 

Deccan Traps 

0.961 

Non-command 

Deccan Traps 

0.841 

Non-command 

Phyllite & Schist 

1.874 

Non-command 

Phyllite & Schist 

1.656 

Non-command 

Deccan Traps 

0.441 

Non-command 

Deccan Traps 

4.159 

Non-command 

Deccan Traps 

3.255 

Non-command 

Phyllite & Schist 

0.525 

Non-command 

Phyllite & Schist 

0.804 

Non-command 

Phyllite & Schist 

1.296 

Non-command 

Deccan Traps 

0.134 

Non-command 

Phyllite & Schist 

2.011 

Non-command 

Deccan Traps 

0.052 

Non-command 

Phyllite & Schist 

1.787 

Non-command 

Deccan Traps 

2.640 

Non-command 

Phyllite & Schist 

1.877 

Non-command 

Phyllite & Schist 

0.223 

Non-command 

Deccan Traps 

0.006 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.101 

0.101 

0.050 

0.050 

0.008 

0.008 

0.036 

0.036 

0.019 

0.019 

0.008 

0.008 

0.010 

0.010 

0.067 

0.067 

0.058 

0.058 

0.072 

0.072 



0.019 

0.019 

0.014 

0.033 

0.010 

0.010 

0.143 

0.143 

0.017 

0.017 

0.038 

0.038 


0.092 

0.092 

0.029 

0.029 


0.072 

0.072 

0.025 

0.025 

0.185 

0.185 

0.017 

0.017 

0.058 

0.058 

0.050 

0.050 

0.017 

0.017 

0.151 

0.151 

0.034 

0.034 


0.007 

0.007 

0.014 

0.014 

0.007 

0.007 

0.084 

0.084 

0.008 

0.008 

0.010 

0.010 

0.029 

0.029 

0.010 

0.010 



0.014 

0.014 

0.025 

0.025 

0.038 

0.038 































































































































































































































































































































































































































































































































































































































































































































Village 

Zone 
(Fresh / 
Saline) 

Type of Area (Command / N< 
command) 

Name 

Census Code 

Area 

sq.km 

(2) 

(3) 

(4) 

(5) 

(6) 







Budwa 

Chanawla 

Chanderi 

Charan-ki-garli 


0828000503514400 

1.701 

Fresh 

Non-command 

0828000403473200 

8.313 

Fresh 

Non-command 

0828000503486900 

2.209 

Fresh 

Non-command 

0828000503498100 

0.443 

Fresh 

Non-command 


0828000503496900 1.255 Fresh Non-command 


Charkali 

0828000503498400 

0.655 

Fresh 

Non-command 

Charkani 

0828000503497100 

4.905 

Fresh 

Non-command 


Chhani Mahuri 

0828000303452100 

0.654 

Fresh 

Non-command 

Chhapri 

0828000503516200 

2.847 

Fresh 

Non-command 

Chittaura-khalsa 

0828000503499800 

1.399 

Fresh 

Non-command 

Chittaura-mafi 

0828000503499900 

1.588 

Fresh 

Non-command 

Choki-doongri 

0828000503496000 

0.796 

Fresh 

Non-command 


Chor-parnala 

0828000503495600 

0.144 

Fresh 

Non-command 

Chuli Para 

0828000503511200 

2.994 

Fresh 

Non-command 

Chunakhan 

0828000503493800 

0.453 

Fresh 

Non-command 

Churada 

0828000503504700 

4.841 

Fresh 

Non-command 

Dabri Kamal 

0828000303452900 

3.011 

Fresh 

Non-command 

Daulpura 

0828000503509900 

1.078 

Fresh 

Non-command 

Detkiya Bara 

0828000303452800 

1.243 

Fresh 

Non-command 

Devda Sath 

0828000503504400 

1.837 

Fresh 

Non-command 

Dhanpuri 

0828000503511100 

1.310 

Fresh 

Non-command 

Dharka 

0828000503494800 

1.771 

Fresh 

Non-command 







Dharki 

0828000503494700 

0.869 

Fresh 

Non-command 

Dhebri Dewa 

0828000403475200 

1.218 

Fresh 

Non-command 

Dhebri Kalu 

0828000403473000 

3.008 

Fresh 

Non-command 

Dhola Kheriya 

0828000403474700 

3.876 

Fresh 

Non-command 

Doongar Bheet 

0828000503514300 

3.822 

Fresh 

Non-command 

Doongra Pani 

0828000503499200 

1.067 

Fresh 

Non-command 

Doongri 

0828000403474800 

0.387 

Fresh 

Non-command 

Doongri Para 

0828000503504200 

2.627 

Fresh 

Non-command 

Durjaniya 

0828000503493600 

1.732 

Fresh 

Non-command 

Fera Doongri 

0828000503508300 

5.328 

Fresh 

Non-command 

Galapara 

0828000503510700 

0.820 

Fresh 

Non-command 

Galdhar 

0828000503518900 

2.834 

Fresh 

Non-command 

Galwani 

0828000503515700 

11.067 

Fresh 

Non-command 

Gara 

0828000303452300 

2.403 

Fresh 

Non-command 

Garadiya 

0828000503486300 

2.425 

Fresh 

Non-command 

Garadkhora 

0828000503518400 

1.178 

Fresh 

Non-command 

Gercha Bhatra 

0828000503518100 

0.350 

Fresh 

Non-command 

Ghartara 

0828000503515900 

2.839 

Fresh 

Non-command 

Ghata 

0828000503497200 

4.751 

Fresh 

Non-command 

Ghatiya 

0828000503487000 

1.833 

Fresh 

Non-command 

Ghodadara 

0828000503518200 

0.896 

Fresh 

Non-command 

Guwari 

0828000503518300 

0.877 

Fresh 

Non-command 

Hameerpura 

0828000503507300 

1.175 

Fresh 

Non-command 

Hameerpura Bara 

0828000403471000 

3.774 

Fresh 

Non-command 

Hameerpura Chhota 

0828000403475100 

1.671 

Fresh 

Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

1.437 

Non-command 

Deccan Traps 

1.701 

Non-command 

Phyllite & Schist 

1.232 

Non-command 

Phyllite & Schist 

2.209 

Non-command 

Deccan Traps 

0.226 

Non-command 

Phyllite & Schist 

0.217 

Non-command 

Deccan Traps 

0.745 

Non-command 

Phyllite & Schist 

0.510 

Non-command 

Deccan Traps 

0.655 

Non-command 

Deccan Traps 

4.376 

Non-command 

Phyllite & Schist 

0.001 

Non-command 

Deccan Traps 

0.384 

Non-command 

Deccan Traps 

2.729 

Non-command 

Deccan Traps 

0.747 

Non-command 

Deccan Traps 

0.635 

Non-command 

Deccan Traps 

0.569 

Non-command 

Phyllite & Schist 

0.227 

Non-command 

Phyllite & Schist 

0.144 

Non-command 

Deccan Traps 

2.994 

Non-command 

Phyllite & Schist 

0.453 

Non-command 

Deccan Traps 

4.841 

Non-command 

Deccan Traps 

0.320 

Non-command 

Deccan Traps 

1.078 

Non-command 

Deccan Traps 

0.309 

Non-command 

Deccan Traps 

1.837 

Non-command 

Deccan Traps 

1.310 

Non-command 

Deccan Traps 

0.336 

Non-command 

Phyllite & Schist 

1.435 

Non-command 

Phyllite & Schist 

0.869 

Non-command 

Phyllite & Schist 

1.218 

Non-command 

Phyllite & Schist 

3.008 

Non-command 

Phyllite & Schist 

3.876 

Non-command 

Deccan Traps 

3.822 

Non-command 

Deccan Traps 

1.067 

Non-command 

Phyllite & Schist 

0.387 

Non-command 

Deccan Traps 

2.627 

Non-command 

Phyllite & Schist 

1.732 

Non-command 

Deccan Traps 

0.622 

Non-command 

Deccan Traps 

0.820 

Non-command 

Deccan Traps 

0.899 

Non-command 

Deccan Traps 

10.403 

Non-command 

Deccan Traps 

0.689 

Non-command 

Phyllite & Schist 

1.261 

Non-command 

Deccan Traps 

1.052 

Non-command 

Deccan Traps 

0.342 

Non-command 

Deccan Traps 

2.839 

Non-command 

Deccan Traps 

4.532 

Non-command 

Phyllite & Schist 

1.833 

Non-command 

Deccan Traps 

0.894 

Non-command 

Deccan Traps 

0.730 

Non-command 

Deccan Traps 

1.140 

Non-command 

Phyllite & Schist 

0.072 

Non-command 

Phyllite & Schist 

1.671 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.022 

0.022 

0.034 

0.034 

0.010 

0.034 

0.067 

0.067 

0.025 

0.025 

0.014 

0.014 

0.034 

0.034 

0.014 

0.014 

0.050 

0.050 

0.084 

0.084 

- 

- 

0.007 

0.007 

0.050 

0.050 

0.008 

0.008 

0.008 

0.008 

0.034 

0.034 

0.010 

0.010 

0.029 

0.029 

0.067 

0.067 

0.010 

0.010 

0.092 

0.092 

- 

- 

0.092 

0.092 

0.014 

0.014 

0.042 

0.042 

0.059 

0.059 



0.010 

0.010 

0.067 

0.067 

0.058 

0.058 

0.076 

0.076 

0.059 

0.059 

0.010 

0.010 

0.025 

0.025 

0.010 

0.010 


0.067 

0.067 

0.008 

0.008 

0.067 

0.067 

0.007 

0.007 


0.034 

0.034 

0.034 

0.034 

0.118 

0.118 

0.168 

0.168 

0.067 

0.067 

0.008 

0.008 



























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Harkapara 


Heja Mogji 


Heja-bhavji 


Himmatpura 


Hindoliya Charan 


Hindoliya Khurd 


Itala 


Jalampuri 


Jamrai 


Jari 


Jaspura 


Jhagola 


Jhamri 


Jhappa Mahuri 


Jheekli 


Jhoomaki 


Jogri-mata 


Jora 


Juna Padariya 


Kajalpara 


Kajoora 


Kakaniya 


Kakanwani 


Kalakhet 


Kalinjara 


Kanajpara 


Kanikara 


Kankra Khurd Dungri 


Karmadiya 


Karmi 


Kasoomba 


Kawariya 


Kawwa Ki Chhayan 


Kewadiya 


0828000503510100 


0828000503488100 


0828000503487300 


0828000503504500 


0828000503516700 


0828000503517500 


0828000503494000 


0828000503515000 


0828000503506800 


0828000503515200 


0828000503495700 


0828000503486800 


0828000503495300 


0828000503515100 


0828000503497800 


0828000503486400 


0828000503495100 


0828000503514600 


0828000403475400 


0828000503507500 


0828000503514700 


0828000503508100 


0828000503516600 


0828000503510300 


0828000403475600 


0828000503515500 


0828000503498000 


0828000503514900 


0828000503505700 


0828000503508200 


0828000503512300 


0828000503493200 


0828000503486700 


0828000503514100 


0828000403473100 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Khajoora 

0828000503509100 

3.673 

Fresh 

Khandi-deri 

0828000503493900 

0.758 

Fresh 

Khankhariya 

0828000503522000 

4.162 

Fresh 

Khariya-sath 

0828000503499100 

2.653 

Fresh 

Kharod Chatra 

0828000503492200 

3.108 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Kherda 

0828000503507400 

1.623 

Fresh 

Kheriya 

0828000503492900 

2.749 

Fresh 


Non-command 


Non-command 


Kherpur 

0828000503516900 

1.677 

Fresh 

Khoonta Machar 

0828000403475900 

1.390 

Fresh 


Khoonta-kalan 

0828000503487100 

1.870 

Fresh 

Kothariya 

0828000503517400 

6.157 

Fresh 

Kotra 

0828000503497300 

1.496 

Fresh 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Deccan Traps 

0.959 

Non-command 

Phyllite & Schist 

0.151 

Non-command 

Phyllite & Schist 

0.021 

Non-command 

Deccan Traps 

1.105 

Non-command 

Deccan Traps 

2.083 

Non-command 

Deccan Traps 

1.237 

Non-command 

Phyllite & Schist 

7.178 

Non-command 

Deccan Traps 

0.457 

Non-command 

Deccan Traps 

0.583 

Non-command 

Deccan Traps 

0.879 

Non-command 

Phyllite & Schist 

1.581 

Non-command 

Phyllite & Schist 

1.323 

Non-command 

Phyllite & Schist 

0.770 

Non-command 

Deccan Traps 

0.786 

Non-command 

Phyllite & Schist 

0.933 

Non-command 

Phyllite & Schist 

2.152 

Non-command 

Phyllite & Schist 

0.461 

Non-command 

Deccan Traps 

0.888 

Non-command 

Phyllite & Schist 

1.989 

Non-command 

Deccan Traps 

1.219 

Non-command 

Deccan Traps 

1.415 

Non-command 

Deccan Traps 

3.081 

Non-command 

Deccan Traps 

2.728 

Non-command 

Deccan Traps 

0.892 

Non-command 

Phyllite & Schist 

3.536 

Non-command 

Deccan Traps 

3.619 

Non-command 

Phyllite & Schist 

0.937 

Non-command 

Deccan Traps 

2.050 

Non-command 

Phyllite & Schist 

0.679 

Non-command 

Deccan Traps 

5.430 

Non-command 

Deccan Traps 

1.797 

Non-command 

Phyllite & Schist 

0.889 

Non-command 

Phyllite & Schist 

0.559 

Non-command 

Deccan Traps 

0.352 

Non-command 

Deccan Traps 

0.034 

Non-command 

Phyllite & Schist 

0.829 

Non-command 

Deccan Traps 

0.429 

Non-command 

Phyllite & Schist 

0.758 

Non-command 

Deccan Traps 

3.870 

Non-command 

Deccan Traps 

2.653 

Non-command 

Deccan Traps 

0.013 

Non-command 

Phyllite & Schist 

0.255 

Non-command 

Deccan Traps 

0.908 

Non-command 

Phyllite & Schist 

0.312 

Non-command 

Deccan Traps 

1.623 

Non-command 

Deccan Traps 

0.888 

Non-command 

Phyllite & Schist 

1.861 

Non-command 

Deccan Traps 

1.195 

Command 

Phyllite & Schist 

0.076 

Non-command 

Phyllite & Schist 

1.314 

Non-command 

Phyllite & Schist 

1.866 

Non-command 

Deccan Traps 

4.372 

Non-command 

Deccan Traps 

1.492 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.025 

0.025 

0.010 

0.010 

- 

- 

0.050 

0.050 

0.042 

0.042 

0.076 

0.076 

0.240 

0.252 

0.134 

0.134 

0.017 

0.017 

0.034 

0.034 



0.019 

0.019 

0.042 

0.042 

0.058 

0.058 

0.038 

0.038 

0.019 

0.019 

0.092 

0.092 

0.010 

0.010 

0.067 

0.067 

0.067 

0.067 

0.067 

0.067 

0.176 

0.176 

0.034 

0.034 

0.019 

0.019 

0.126 

0.126 

0.007 

0.007 

0.126 

0.126 

0.007 

0.007 

0.067 

0.067 


0.029 

0.029 

0.038 

0.050 



0.038 

0.038 

0.067 

0.067 

0.042 

0.042 



0.017 

0.017 

0.007 

0.007 

0.101 

0.101 

0.008 

0.008 

0.019 

0.019 

0.092 

0.092 



0.067 

0.067 

0.034 

0.034 

0.042 

0.042 

























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Kotri 

0828000503522400 

4.728 

Fresh 

Koya Jhoos 

0828000503514200 

2.149 

Fresh 

Kushalgarh (m) 

0828000542803000 

3.408 

Fresh 

Kushalpara 

0828000503510400 

1.691 

Fresh 

Ladela 

0828000503495200 

0.249 

Fresh 

Lalawara 

0828000403476100 

6.655 

Fresh 


Leelwani 

0828000403476000 

3.205 

Fresh 

Lohariya Kalan 

0828000503505200 

2.087 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Non-command 


Lohariya-khurd 

0828000503499000 

2.398 

Fresh 

Loonawara 

0828000503506000 

0.878 

Fresh 

Macha 

0828000503493700 

1.135 

Fresh 

Magarda-damra-sath 

0828000503496200 

0.714 

Fresh 

Magarda-khatela-sath 

0828000503496300 

0.770 

Fresh 

Magarda-machhara-sath 

0828000503496100 

1.005 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Mahuriya Bajja 

0828000503488000 

1.290 

Fresh 

Mai 

0828000503509700 

3.576 

Fresh 

Maska Khurd 

0828000503503600 

6.041 

Fresh 

Molan 

0828000503493300 

0.507 

Fresh 

Mooni-para 

0828000503496700 

1.590 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Mor 

0828000503506500 

2.165 

Fresh 

Motapara 

0828000503499500 

1.971 

Fresh 

Mundari 

0828000503507100 

0.601 

Fresh 

Naganwat 

0828000503516400 

1.889 

Fresh 

Nagawara 

0828000403472700 

4.828 

Fresh 

Nagda Kalan 

0828000503516800 

2.070 

Fresh 

Nagda Khurd 

0828000503516300 

2.296 

Fresh 

Nal 

0828000403474600 

12.129 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Nalpara 

0828000503503900 

2.081 

Fresh 

Nani Ka Sath 

0828000503504100 

1.461 

Fresh 

Nathpura 

0828000503507000 

1.354 

Fresh 

Nawagaon 

0828000503492700 

3.936 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Naya Padariya 

0828000403475300 

1.623 

Fresh 

Nisnawat 

0828000503506300 

0.269 

Fresh 


Non-command 


Non-command 


Osara 

0828000503495800 

0.496 

Fresh 

Padla Mokha 

0828000503494300 

0.575 

Fresh 

Padla-barkiya 

0828000503494200 

0.814 

Fresh 

Padla-katara 

0828000503495000 

0.294 

Fresh 

Palakpara 

0828000503504000 

1.940 

Fresh 

Pali-kalan 

0828000503498600 

1.431 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Pandera 

0828000403474900 

0.859 

Fresh 

Parla 

0828000503515600 

9.150 

Fresh 

Parnala 

0828000503497700 

1.693 

Fresh 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

0.004 

Non-command 

Deccan Traps 

4.407 

Non-command 

Deccan Traps 

2.148 

Non-command 

Deccan Traps 

3.408 

Non-command 

Deccan Traps 

1.691 

Non-command 

Phyllite & Schist 

0.249 

Command 

Phyllite & Schist 

0.303 

Non-command 

Phyllite & Schist 

0.495 

Non-command 

Phyllite & Schist 

3.204 

Non-command 

Deccan Traps 

1.245 

Non-command 

Phyllite & Schist 

0.842 

Non-command 

Deccan Traps 

2.398 

Non-command 

Phyllite & Schist 

0.878 

Non-command 

Phyllite & Schist 

1.135 

Non-command 

Phyllite & Schist 

0.714 

Non-command 

Phyllite & Schist 

0.770 

Non-command 

Deccan Traps 

0.141 

Non-command 

Phyllite & Schist 

0.864 

Non-command 

Phyllite & Schist 

0.002 

Non-command 

Deccan Traps 

3.576 

Non-command 

Deccan Traps 

1.068 

Non-command 

Phyllite & Schist 

0.507 

Non-command 

Deccan Traps 

0.712 

Non-command 

Phyllite & Schist 

0.878 

Non-command 

Deccan Traps 

2.165 

Non-command 

Deccan Traps 

0.246 

Non-command 

Deccan Traps 

0.601 

Non-command 

Deccan Traps 

1.889 

Non-command 

Phyllite & Schist 

1.253 

Non-command 

Deccan Traps 

1.851 

Non-command 

Deccan Traps 

2.126 

Non-command 

Deccan Traps 

8.827 

Non-command 

Phyllite & Schist 

1.365 

Non-command 

Deccan Traps 

0.687 

Non-command 

Deccan Traps 

1.461 

Non-command 

Deccan Traps 

1.354 

Non-command 

Deccan Traps 

2.983 

Non-command 

Phyllite & Schist 

0.847 

Non-command 

Phyllite & Schist 

1.470 

Non-command 

Deccan Traps 

0.238 

Non-command 

Phyllite & Schist 

0.030 

Non-command 

Phyllite & Schist 

0.496 

Non-command 

Phyllite & Schist 

0.575 

Non-command 

Phyllite & Schist 

0.814 

Non-command 

Phyllite & Schist 

0.294 

Non-command 

Deccan Traps 

1.940 

Non-command 

Deccan Traps 

0.749 

Non-command 

Phyllite & Schist 

0.682 

Non-command 

Deccan Traps 

1.254 

Non-command 

Phyllite & Schist 

0.351 

Non-command 

Phyllite & Schist 

0.859 

Non-command 

Deccan Traps 

8.714 

Non-command 

Phyllite & Schist 

1.693 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

80,000 

60,000 



MCM 

MCM 

(15) 

(16) 

~ 

~ 

0.034 

0.034 

0.059 

0.059 

0.168 

0.168 

0.034 

0.034 

0.010 

0.010 



0.067 

0.067 

0.025 

0.025 

0.014 

0.014 

0.059 

0.059 

0.050 

0.050 

0.067 

0.067 

0.029 

0.029 

0.029 

0.029 



0.059 

0.059 

0.017 

0.017 

- 

- 

0.008 

0.008 

0.007 

0.007 

0.034 

0.034 

0.008 

0.008 

0.109 

0.109 

0.067 

0.067 

0.019 

0.019 

0.034 

0.034 

0.025 

0.025 

0.065 

0.065 

0.010 

0.010 

0.017 

0.017 

0.025 

0.025 

0.076 

0.076 

0.034 

0.034 

0.010 

0.010 

0.038 

0.038 

0.059 

0.059 

0.007 

0.007 

0.029 

0.029 

0.029 

0.029 

0.019 

0.019 

0.086 

0.086 

0.042 

0.042 

0.017 

0.017 

0.010 

0.010 

0.042 

0.042 

0.010 

0.010 

0.010 

0.010 

0.084 

0.084 

0.036 

0.036 












































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Patapor 


Pati 


Peepli Para 


Phoolpuri 


Potalia 


Ragapara 


Rakho 


0828000503495500 


0828000503510800 


0828000503504300 


0828000503510600 


0828000503514000 


0828000503506600 


0828000503506400 


0828000403472600 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Ramgarh 

0828000503516500 

2.625 

Fresh 

Ranagi 

0828000503493000 

1.175 

Fresh 

Rangi 

0828000303452400 

1.414 

Fresh 

Ranjeetgarh 

0828000503507600 

0.160 

Fresh 


( 6 ) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Ratanmal 

0828000503509600 

1.801 

Fresh 

Rath Dhanraj 

0828000503490000 

3.611 

Fresh 

Rati Mahuri 

0828000503505000 

0.898 

Fresh 


Non-command 


Non-command 


Non-command 


Renganiya 

0828000503503700 

0.900 

Fresh 

Richhwani 

0828000503516100 

1.260 

Fresh 

Rohaniya 

0828000503505500 

1.184 

Fresh 


Non-command 


Non-command 


Non-command 


Rohaniya Laxmansingh 

0828000503490700 

1.554 

Fresh 

Rohaniya-ramsingh 

0828000503490600 

2.061 

Fresh 

Roopa-kheri 

0828000503498500 

1.870 

Fresh 

Roopa-para 

0828000503498900 

1.378 

Fresh 

Sabalpura 

0828000503508000 

4.460 

Fresh 

Sagwa 

0828000503488200 

3.921 

Fresh 

Sajjan Garh 

0828000303452200 

1.047 

Fresh 

Sajjangarh 

0828000503490100 

1.677 

Fresh 

Sandari 

0828000403474300 

0.449 

Fresh 

Sandlai 

0828000503497000 

1.243 

Fresh 

Sani Doongri 

0828000503493400 

0.755 

Fresh 

Sansa Varla 

0828000503505300 

0.709 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Saran 

0828000503507700 

5.910 

Fresh 

Saredi Bheelan 

0828000403475800 

3.193 

Fresh 

Sarel 

0828000503517100 

1.077 

Fresh 

Seemsagra 

0828000503518600 

3.177 

Fresh 

Semalda 

0828000503518800 

0.726 

Fresh 

Sewaniya 

0828000503487200 

2.287 

Fresh 

Shakkarwara 

0828000503486600 

2.479 

Fresh 

Shikarwari 

0828000503510500 

1.396 

Fresh 

Sigara-ki-garli 

0828000503496800 

1.816 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Singli 

0828000503507900 

4.390 

Fresh 

Sodaliya 

0828000503509800 

1.178 

Fresh 

Somaji Para 

0828000503502200 

0.666 

Fresh 

Sooliya Malpura 

0828000503522200 

2.448 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

0.554 

Non-command 

Deccan Traps 

0.832 

Non-command 

Deccan Traps 

1.647 

Non-command 

Deccan Traps 

2.591 

Non-command 

Deccan Traps 

0.461 

Non-command 

Deccan Traps 

2.091 

Non-command 

Deccan Traps 

1.397 

Command 

Phyllite & Schist 

0.913 

Non-command 

Phyllite & Schist 

2.076 

Command 

Phyllite & Schist 

0.314 

Non-command 

Phyllite & Schist 

0.250 

Non-command 

Deccan Traps 

2.625 

Non-command 

Phyllite & Schist 

1.175 

Non-command 

Deccan Traps 

0.142 

Non-command 

Deccan Traps 

0.034 

Non-command 

Phyllite & Schist 

0.126 

Non-command 

Deccan Traps 

1.796 

Non-command 

Phyllite & Schist 

0.023 

Non-command 

Deccan Traps 

0.847 

Non-command 

Phyllite & Schist 

0.052 

Non-command 

Deccan Traps 

0.018 

Non-command 

Deccan Traps 

1.260 

Non-command 

Deccan Traps 

0.817 

Non-command 

Phyllite & Schist 

0.368 

Non-command 

Phyllite & Schist 

0.086 

Non-command 

Phyllite & Schist 

0.257 

Non-command 

Deccan Traps 

1.870 

Non-command 

Deccan Traps 

1.378 

Non-command 

Deccan Traps 

4.013 

Non-command 

Phyllite & Schist 

2.444 

Non-command 

Deccan Traps 

0.963 

Non-command 

Phyllite & Schist 

0.104 

Non-command 

Phyllite & Schist 

0.449 

Non-command 

Deccan Traps 

1.243 

Non-command 

Phyllite & Schist 

0.755 

Non-command 

Deccan Traps 

0.071 

Non-command 

Phyllite & Schist 

0.638 

Non-command 

Deccan Traps 

5.497 

Non-command 

Phyllite & Schist 

3.193 

Non-command 

Deccan Traps 

1.067 

Non-command 

Deccan Traps 

0.659 

Non-command 

Deccan Traps 

0.116 

Non-command 

Phyllite & Schist 

2.287 

Non-command 

Phyllite & Schist 

2.479 

Non-command 

Deccan Traps 

1.396 

Non-command 

Deccan Traps 

0.647 

Non-command 

Phyllite & Schist 

1.170 

Non-command 

Deccan Traps 

2.277 

Non-command 

Phyllite & Schist 

0.235 

Non-command 

Deccan Traps 

1.796 

Non-command 

Deccan Traps 

1.172 

Non-command 

Deccan Traps 

0.157 

Non-command 

Deccan Traps 

2.444 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.010 


0.109 


0.025 





0.059 

0.059 

0.017 

0.017 



0.176 

0.176 

0.019 

0.019 



0.008 

0.008 

0.022 

0.022 

0.025 

0.025 



0.067 

0.067 

0.008 

0.008 

0.007 

0.007 



0.050 

0.050 

0.042 

0.042 

0.084 

0.084 

0.058 

0.058 

0.014 

0.014 



0.101 

0.101 

0.019 

0.019 



0.076 

0.076 

0.058 

0.058 

0.017 

0.017 


0.008 

0.008 

0.038 

0.062 

0.038 

0.050 

0.008 

0.008 

0.008 

0.008 

0.014 

0.014 

0.034 

0.034 

- 

- 

0.034 

0.034 

0.025 

0.025 

0.008 

0.008 

0.025 

0.025 
























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 



09002005 


Sunariya 


Surwan 


Suwala 


Tada Barla 


Talaba 


Talaipara 


Taleti 


Tambesara 


Tanda-ratna 


Tandi Moti 


Taraliya 


Teemera-kalan 


Timba-mahuri 


Tiriyadev 


Todi 


Udaigarh Kalakhet 


Udaigarh Nisnawat 


Udaigarh Vasooni 


Ukala 


Umar Jhonka 


Umrawat 


Undwa 


Vagol 


Van raj 


Varli Para 


Vasooni 


Adarsh Gaon 



Amarpura 


Badela 


Bageri Ka Vela 


Bankra 


Bansiya 


Beda 


Bhachadiya 


Bhandara 


0828000503506900 


0828000503517600 


0828000403475700 


0828000503511000 


0828000503505100 


0828000503507200 


0828000503518000 


0828000503493100 


0828000503490300 


0828000403478800 


0828000503521800 


0828000503497400 


0.490 Fresh 


7.191 Fresh 


5.065 Fresh 


2.789 Fresh 


2.046 Fresh 


1.097 Fresh 


0.402 Fresh 


0.783 Fresh 


1.841 Fresh 


2.901 Fresh 


3.408 Fresh 


0.917 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0828000503490500 


0828000503492800 


0828000503495900 


4.426 Fresh 


1.079 Fresh 


2.284 Fresh 


Non-command 


Non-command 


Non-command 



0828000503497600 


0828000503510200 


0828000503517000 


0828000503515400 


0828000503514500 


0828000503509300 


0828000503504600 


0828000503517200 


0828000503505400 


0828000403474400 


0828000503506100 


0828000503515300 


0827000403358500 



0.914 Fresh 


0.698 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Deccan Traps 

2.086 

Non-command 

Deccan Traps 

0.760 

Non-command 

Phyllite & Schist 

0.412 

Non-command 

Deccan Traps 

0.490 

Non-command 

Deccan Traps 

2.421 

Non-command 

Phyllite & Schist 

5.065 

Non-command 

Deccan Traps 

2.789 

Non-command 

Deccan Traps 

2.046 

Non-command 

Deccan Traps 

1.097 

Non-command 

Deccan Traps 

0.292 

Non-command 

Deccan Traps 

0.643 

Non-command 

Phyllite & Schist 

0.140 

Non-command 

Phyllite & Schist 

0.032 

Non-command 

Phyllite & Schist 

0.001 

Non-command 

Deccan Traps 

1.147 

Non-command 

Deccan Traps 

0.073 

Non-command 

Phyllite & Schist 

0.844 

Non-command 

Deccan Traps 

0.560 

Non-command 

Phyllite & Schist 

1.628 

Non-command 

Deccan Traps 

0.507 

Non-command 

Phyllite & Schist 

0.015 

Non-command 

Phyllite & Schist 

4.312 

Non-command 

Phyllite & Schist 

1.079 

Non-command 

Deccan Traps 

0.920 

Non-command 

Phyllite & Schist 

1.364 

Non-command 

Phyllite & Schist 

0.256 

Non-command 

Deccan Traps 

1.069 

Non-command 

Deccan Traps 

1.062 

Non-command 

Deccan Traps 

3.162 

Non-command 

Deccan Traps 

1.307 

Non-command 

Deccan Traps 

0.744 

Non-command 

Deccan Traps 

4.593 

Non-command 

Deccan Traps 

0.755 

Non-command 

Phyllite & Schist 

1.422 

Non-command 

Deccan Traps 

2.072 

Non-command 

Deccan Traps 

2.921 

Non-command 

Phyllite & Schist 

1.095 

Non-command 

Deccan Traps 

0.914 


Sub Basin: Bhadar 



0827000403365300 


0827000403369300 


0827000403357000 


0827000403365600 


0827000403364100 


0.924 Fresh 


0.982 Fresh 


1.466 Fresh 


3.100 Fresh 


7.109 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0827000403357400 


0827000403366000 


0827000403364000 


1.066 Fresh 


3.025 Fresh 


2.249 Fresh 


Non-command 


Non-command 


Non-command 


with 

Pumpset 


Non-command 

Phyllite & Schist 

0.698 

Non-command 

Ultra Basics 

0.000 

Non-command 

Phyllite & Schist 

0.924 

Non-command 

Ultra Basics 

0.328 

Non-command 

Phyllite & Schist 

0.333 

Non-command 

Phyllite & Schist 

3.100 

Non-command 

Phyllite & Schist 

1.245 

Non-command 

Ultra Basics 

4.516 

Non-command 

Phyllite & Schist 

1.754 

Non-command 

Ultra Basics 

0.009 

Non-command 

Phyllite & Schist 

0.018 

Non-command 

Phyllite & Schist 

3.025 

Non-command 

Phyllite & Schist 

1.607 

Non-command 

Ultra Basics 

0.642 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 


120 

70,000 

60,000 

120 

50,000 

35,000 

120 

70,000 

60,000 

120 

50,000 

35,000 

120 

60,000 

35,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

50,000 

35,000 

120 

70,000 

60,000 

120 

50,000 

35,000 

120 

60,000 

35,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

50,000 

35,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.050 




0.096 

0.096 

0.025 

0.025 



0.034 

0.034 

0.017 

0.017 

0.017 

0.017 

0.010 

0.010 



0.017 

0.028 

0.008 

0.008 

0.079 

0.079 

0.025 

0.025 

0.072 

0.072 

0.084 

0.084 


0.010 

0.010 

0.058 

0.058 

0.008 

0.008 

0.019 

0.019 

0.014 

0.014 

0.017 

0.017 

0.008 

0.008 

0.092 

0.092 

0.378 

0.378 


0.042 

0.042 

0.017 

0.017 

0.038 

0.038 

0.022 

0.022 

0.126 

0.126 

0.043 

0.043 

0.319 

0.319 



0.004 

0.004 

0.007 

0.024 

0.058 

0.058 

0.113 

0.113 

0.101 

0.101 



0.130 

0.130 

0.029 

0.029 

0.008 

0.008 
















































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Bhandari 

0827000403362700 

3.522 

Fresh 

Bhatiya 

0827000403367900 

1.932 

Fresh 

Bheelwa Panchela 

0827000403357600 

8.237 

Fresh 

Bormali 

0827000403363900 

10.499 

Fresh 


Type of Area (Command / N< 
command) 


Chak Chariyala 


Chandro Diya 


Chariyala 


Dariyati 


Dol Kujela 


Dooka 


Forest 


Gara Patte Peeth 


Gelan 


Ghantigala 


Ghuved With Vankhandbhadar 


Ijjatpura 


Jhalai 


Jhanjri 


Jharni 


Jorawar Pura 


Kaberi Bari 


Kheer Khaiya 


Khumanpura 


0827000403368500 


0.080 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0827000403369000 


4.006 Fresh 


Dhambola 

0827000403359600 

11.091 

Fresh 

Dharmpuri 

0827000403358000 

1.244 

Fresh 

Dhechra Bhagat 

0827000403366900 

3.538 

Fresh 

Dhechra Mashoor 

0827000403365900 

3.115 

Fresh 

Dhodhra 

0827000403363800 

4.682 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0827000403357100 

3.220 

Fresh 

0827000403366800 

8.824 

Fresh 

0827000427900006 

6.757 

Fresh 

0827000427900011 

0.731 

Fresh 

0827000403363400 

1.594 

Fresh 

0827000403363700 

3.701 

Fresh 

0827000403368200 

0.075 

Fresh 

0827000403358600 

2.795 

Fresh 

0827000403366700 

0.929 

Fresh 

0827000403362600 

9.684 

Fresh 

0827000403364900 

2.247 

Fresh 

0827000403366200 

3.757 

Fresh 

0827000403365000 

5.166 

Fresh 

0827000403364700 

2.474 

Fresh 


Kaberi Chhoti 

0827000403368900 

0.695 

Fresh 

Kampa Kundali 

0827000403358300 

1.977 

Fresh 

Kanba 

0827000403367800 

0.747 

Fresh 

Kankori 

0827000403366600 

0.013 

Fresh 

Kankra Dara 

0827000403367100 

5.701 

Fresh 

Kesharpura 

0827000403367000 

1.959 

Fresh 

Khar 

0827000403364600 

5.082 

Fresh 


0827000403365100 


0827000403368700 


3.046 Fresh 


1.054 Fresh 


Kodariya 

0827000403364500 

4.510 

Fresh 

Kundali 

0827000403358700 

0.538 

Fresh 

Mala Kasba 

0827000403366100 

1.147 

Fresh 

Mala Kholra 

0827000403364800 

9.850 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

3.366 

Non-command 

Phyllite & Schist 

1.932 

Non-command 

Phyllite & Schist 

2.244 

Non-command 

Phyllite & Schist 

0.651 

Non-command 

Ultra Basics 

9.848 

Non-command 

Phyllite & Schist 

0.008 

Non-command 

Ultra Basics 

0.068 

Non-command 

Phyllite & Schist 

0.705 

Non-command 

Ultra Basics 

1.011 

Non-command 

Phyllite & Schist 

0.737 

Non-command 

Ultra Basics 

0.038 

Non-command 

Phyllite & Schist 

1.516 

Non-command 

Ultra Basics 

0.724 

Non-command 

Phyllite & Schist 

2.841 

Non-command 

Phyllite & Schist 

1.244 

Non-command 

Phyllite & Schist 

3.538 

Non-command 

Phyllite & Schist 

3.115 

Non-command 

Phyllite & Schist 

4.637 

Non-command 

Ultra Basics 

0.045 

Non-command 

Phyllite & Schist 

2.910 

Non-command 

Ultra Basics 

1.440 

Non-command 

Phyllite & Schist 

1.207 

Non-command 

Phyllite & Schist 

8.824 

Non-command 

Phyllite & Schist 

4.095 

Non-command 

Ultra Basics 

0.001 

Non-command 

Phyllite & Schist 

0.706 

Non-command 

Phyllite & Schist 

3.701 

Non-command 

Ultra Basics 

0.075 

Non-command 

Phyllite & Schist 

0.287 

Non-command 

Phyllite & Schist 

0.929 

Non-command 

Phyllite & Schist 

0.029 

Non-command 

Phyllite & Schist 

2.247 

Non-command 

Phyllite & Schist 

3.571 

Non-command 

Phyllite & Schist 

5.166 

Non-command 

Phyllite & Schist 

0.401 

Non-command 

Ultra Basics 

1.317 

Non-command 

Ultra Basics 

0.695 

Non-command 

Phyllite & Schist 

1.933 

Non-command 

Phyllite & Schist 

0.747 

Non-command 

Phyllite & Schist 

0.009 

Non-command 

Phyllite & Schist 

5.701 

Non-command 

Phyllite & Schist 

1.959 

Non-command 

Phyllite & Schist 

0.113 

Non-command 

Ultra Basics 

4.214 

Non-command 

Phyllite & Schist 

2.538 

Non-command 

Ultra Basics 

0.508 

Non-command 

Phyllite & Schist 

0.352 

Non-command 

Ultra Basics 

0.702 

Non-command 

Ultra Basics 

3.644 

Non-command 

Phyllite & Schist 

0.432 

Non-command 

Phyllite & Schist 

1.147 

Non-command 

Phyllite & Schist 

1.995 

Non-command 

Ultra Basics 

7.855 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

60,000 

35,000 

120 

70,000 

60,000 

120 

50,000 

35,000 

120 

70,000 

60,000 

120 

50,000 

35,000 

120 

70,000 

60,000 

120 

50,000 

35,000 

120 

70,000 

60,000 

120 

50,000 

35,000 

120 

70,000 

60,000 

120 

50,000 

35,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

50,000 

35,000 

120 

70,000 

60,000 

120 

50,000 

35,000 

120 

60,000 

35,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

50,000 

35,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

50,000 

35,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

50,000 

35,000 

120 

70,000 

60,000 

120 

50,000 

35,000 

120 

70,000 

60,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

50,000 

35,000 



Tube Wells with 
Wells Pumpset 




MCM 

MCM 

(15) 

(16) 

0.050 

0.067 

0.007 

0.007 

0.046 

0.046 

0.007 

0.015 

0.088 

0.142 

- 

- 

0.013 

0.019 

0.007 

0.007 

0.004 

0.004 

0.072 

0.080 

- 

- 

0.043 

0.051 

0.013 

0.013 

0.230 

0.238 

0.115 

0.115 

0.029 

0.029 



0.036 

0.061 

0.013 

0.019 

0.013 

0.013 

0.122 

0.189 



0.144 

0.144 

0.043 

0.043 

0.013 

0.013 

0.086 

0.086 

0.014 

0.014 

- 

- 

0.014 

0.014 

0.094 

0.153 

0.029 

0.029 

0.014 

0.022 

0.029 

0.041 

0.063 

0.063 

0.029 

0.029 

0.014 

0.031 

0.007 

0.007 

0.050 

0.067 

0.043 

0.068 

- 

- 

0.034 

0.040 

0.022 

0.022 

0.004 

0.004 

0.022 

0.030 

0.029 

0.035 

0.008 

0.038 

0.014 

0.014 

0.029 

0.029 

0.022 

0.022 

0.055 

0.061 








































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


09003006 


Meroowa 


Nagariya Panchela 


Nai Basti Baragama 


Nawagaon Ballu 


Nawagaon Gobar 


Negala Peeth 


Nithauwa 


Pagara 


Parda Dariyati 


Peeth 


Punawara 



Raj pur 


Ramsor Bara 


Ramsor Joona 


Rati Beri 


Rojela 


Sadariya 


Sajjanpura 


Sarthoona 


Seemalwara 


Sohan Barli 


Takari 


Vagpur 


Vedsa 


Wadela 


Ambao 


Bheema Gaon 


Deola 


Dholi Magri 


Kaparwas 


Malpur 


Padla Baori 


Pahara 


Talapur 


Ultan 


Afron Ka Talab 


Akhepur 


Anoppura 


Baliya Khera@Peepli Kher 


Bhachedi 


Bhairvi 


Bhat Kheri 


Bhoora 


Billi Khera 


Borundi 


Chandpura 


0827000403365800 


0827000403357900 


0827000403368300 


0827000403365700 


0827000403365500 


0827000403365200 


0827000403367400 


0827000403357200 


0827000403368800 


0827000403363600 


0827000403368100 


sq.km 


(4) (5) 


1.646 Fresh 


5.100 Fresh 


0.003 Fresh 


1.684 Fresh 


1.987 Fresh 


4.604 Fresh 


1.299 Fresh 


3.637 Fresh 


0.788 Fresh 


12.159 Fresh 


6.292 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0827000403363500 


0827000403367700 


0827000403367600 


0827000403362800 


0827000403358100 


0827000403362500 


0827000403365400 


0827000403366500 


0827000403362900 


0827000403369200 


0827000403367300 


0827000403367200 


0827000403358200 


0827000403367500 


0826000703215300 


0826000803231100 


0826000703215200 


0826000703218200 


0826000703215400 


0826000803232500 


0826000703214800 


0826000703207400 


0826000703214900 


0826000703217800 


0829001103711700 


0829001003687400 


0829001203718800 


0829001003686400 


0829001003686800 


0829001003687300 


0829001003689800 


0829001003690100 


0829001203712800 


0829001103704300 


0829001103704000 


2.445 


2.985 


5.244 


1.248 


1.194 


3.500 


1.057 


7.915 


4.342 


2.422 


2.769 


1.595 


12.713 


4.705 


4.146 


0.223 


11.428 


2.565 


1.035 


24.676 


5.913 


8.598 


5.310 


1.556 


2.708 


5.063 


4.961 Fresh 


2.771 Fresh 


1.318 Fresh 


5.166 Fresh 


2.365 Fresh 


3.344 Fresh 


0.302 Fresh 


18.259 Fresh 


0.949 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non_command 


Non-command 


Non-command 


Non-command 


Non_command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

1.646 

Non-command 

Phyllite & Schist 

0.172 

Non-command 

Ultra Basics 

0.003 

Non-command 

Phyllite & Schist 

1.684 

Non-command 

Phyllite & Schist 

1.987 

Non-command 

Phyllite & Schist 

4.567 

Non-command 

Ultra Basics 

0.038 

Non-command 

Phyllite & Schist 

1.299 

Non-command 

Phyllite & Schist 

1.810 

Non-command 

Ultra Basics 

0.786 

Non-command 

Phyllite & Schist 

11.891 

Non-command 

Phyllite & Schist 

3.455 

Non-command 

Ultra Basics 

2.838 

Non-command 

Phyllite & Schist 

2.435 

Non-command 

Phyllite & Schist 

2.985 

Non-command 

Phyllite & Schist 

5.244 

Non-command 

Phyllite & Schist 

0.862 

Non-command 

Phyllite & Schist 

1.194 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Phyllite & Schist 

1.057 

Non-command 

Phyllite & Schist 

3.104 

Non-command 

Phyllite & Schist 

0.621 

Non-command 

Ultra Basics 

0.240 

Non-command 

Phyllite & Schist 

2.769 

Non-command 

Phyllite & Schist 

1.595 

Non-command 

Phyllite & Schist 

12.289 

Non-command 

Phyllite & Schist 

4.705 


with 

Pumpset 


Sub Basin: Jakham 


Non-command 

Gneisses(B.G.C.) 

2.753 

Command 

Gneisses(B.G.C.) 

0.039 

Non-command 

Gneisses(B.G.C.) 

0.278 

Non-command 

Gneisses(B.G.C.) 

0.375 

Non-command 

Gneisses(B.G.C.) 

0.078 

Command 

Gneisses(B.G.C.) 

0.099 

Non-command 

Gneisses(B.G.C.) 

4.220 

Non-command 

Gneisses(B.G.C.) 

6.223 

Non-command 

Gneisses(B.G.C.) 

1.328 

Non-command 

Gneisses(B.G.C.) 

0.942 

Non-command 

Phyllite & Schist 

2.708 

Non-command 

Phyllite & Schist 

3.681 

Non-command 

Shale 

0.632 

Non-command 

Deccan Traps 

0.168 

Non-command 

Gneisses(B.G.C.) 

0.004 

Non-command 

Phyllite & Schist 

2.768 

Non-command 

Phyllite & Schist 

1.256 

Non-command 

Phyllite & Schist 

5.139 

Non-command 

Shale 

0.005 

Non-command 

Phyllite & Schist 

2.365 

Non-command 

Gneisses(B.G.C.) 

0.378 

Non-command 

Phyllite & Schist 

2.966 

Non-command 

Phyllite & Schist 

0.302 

Non-command 

Phyllite & Schist 

5.597 

Non-command 

Phyllite & Schist 

0.949 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

50,000 

35,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

50,000 

35,000 

120 

70,000 

60,000 

120 

60,000 

35,000 

120 

50,000 

35,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

50,000 

35,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

50,000 

35,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 



120 

90,000 

70,000 

120 

40,000 

25,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

40,000 

25,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

50,000 

40,000 

120 

45,000 

25,000 

120 

60,000 

35,000 

120 

50,000 

30,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

45,000 

25,000 

120 

50,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

40,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

60,000 

40,000 


Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.022 

0.030 

0.007 

0.007 

0.029 

0.035 

0.007 

0.007 

0.014 

0.014 

0.022 

0.022 

- 

- 

0.094 

0.102 

0.025 

0.025 

0.084 

0.096 

0.086 

0.187 

0.050 

0.075 

0.021 

0.039 

0.043 

0.043 

0.007 

0.015 

0.007 

0.015 

0.022 

0.022 

0.036 

0.036 

- 

- 

0.007 

0.024 

0.058 

0.159 

0.036 

0.036 

0.008 

0.008 

0.101 

0.101 

0.029 

0.029 

0.454 

0.454 

0.101 

0.101 



0.008 

0.008 

0.008 

0.008 



0.042 

0.042 

0.067 

0.067 

0.008 

0.008 

0.025 

0.025 

0.072 

0.086 

0.110 

0.110 

0.012 

0.012 

0.004 

0.004 


0.106 

0.220 

0.048 

0.048 

0.259 

0.337 



0.050 

0.050 

0.053 

0.053 

0.077 

0.099 










































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Charliya Amba 

0829001003690500 

1.190 

Fresh 

Cheerwa 

0829001003689400 

1.894 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Deeponka Talab 

0829001103711600 

3.880 

Fresh 

Deoli 

0829001003687500 

1.732 

Fresh 

Dhaula Pani 

0829001003690700 

10.646 

Fresh 


Non-command 


Non-command 


Non-command 


Eklingpura @ Rohni Khera 

0829001003685800 

1.658 

Fresh 

Fatehsingh Ji Ka Khera 

0829001003685600 

0.442 

Fresh 

Garhvela 

0829001203712700 

0.258 

Fresh 

Gundalpur 

0829001103704200 

5.231 

Fresh 

Harisingh Ji Ka Khera Kh 

0829001003686700 

1.615 

Fresh 

Harisinghji Ka Khera Kal 

0829001003686500 

1.399 

Fresh 

Harmara Ki Rel 

0829001003690200 

0.377 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Kalakhet 

0829001103711500 

2.982 

Fresh 

Kalakot 

0829001003690000 

8.475 

Fresh 

Kalmi 

0829001203719000 

1.409 

Fresh 

Kankra 

0829001003687100 

2.366 

Fresh 

Karanpur Kalan 

0829001003687000 

5.356 

Fresh 

Karanpur Khurd 

0829001003686900 

0.814 

Fresh 

Karjoo 

0829001003685200 

11.221 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Karma Khera 

0829001203719100 

4.124 

Fresh 

Kesharpura 

0829001203713000 

0.363 

Fresh 


Non-command 


Non-command 



Madhura Talab 

0829001203713400 

16.416 

Fresh 

Mahida Rel 

0829001003689900 

1.225 

Fresh 

Manpura 

0829001003689500 

1.670 

Fresh 

Mawai 

0829001003689300 

0.241 

Fresh 

Nakor 

0829001203718900 

14.114 

Fresh 

Nawan Kheri 

0829001003690600 

2.469 

Fresh 

Naya Khera 

0829001003686200 

1.083 

Fresh 

Negadiya 

0829001003686600 

1.285 

Fresh 

Patiya 

0829001003690300 

1.148 

Fresh 

Peeli Khera 

0829001003687200 

7.267 

Fresh 

Rajpura 

0829001003689600 

1.612 

Fresh 

Rati Talai 

0829001103703800 

0.734 

Fresh 

Rawatpura 

0829001003685400 

5.834 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Retha 

0829001203712500 

0.059 

Fresh 

Rughnath Pura 

0829001103703600 

1.482 

Fresh 

Rughnathpura 

0829001203713100 

0.340 

Fresh 


Non-command 


Non-command 


Non-command 


Sangri Khera 

0829001003689700 

0.525 

Fresh 

Saree Peepli 

0829001203712900 

0.259 

Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

1.173 

Non-command 

Phyllite & Schist 

1.669 

Non-command 

Shale 

0.169 

Non-command 

Phyllite & Schist 

2.085 

Non-command 

Shale 

0.129 

Non-command 

Gneisses(B.G.C.) 

4.955 

Non-command 

Phyllite & Schist 

2.333 

Non-command 

Shale 

0.081 

Non-command 

Shale 

0.004 

Non-command 

Phyllite & Schist 

0.258 

Non-command 

Phyllite & Schist 

5.226 

Non-command 

Phyllite & Schist 

1.542 

Non-command 

Phyllite & Schist 

1.398 

Non-command 

Deccan Traps 

0.018 

Non-command 

Gneisses(B.G.C.) 

0.350 

Non-command 

Phyllite & Schist 

0.008 

Non-command 

Gneisses(B.G.C.) 

5.769 

Non-command 

Phyllite & Schist 

1.489 

Non-command 

Phyllite & Schist 

0.007 

Non-command 

Phyllite & Schist 

8.475 

Non-command 

Deccan Traps 

1.297 

Non-command 

Phyllite & Schist 

2.348 

Non-command 

Phyllite & Schist 

4.989 

Non-command 

Phyllite & Schist 

0.814 

Non-command 

Gneisses(B.G.C.) 

1.186 

Non-command 

Phyllite & Schist 

1.011 

Non-command 

Deccan Traps 

3.196 

Non-command 

Deccan Traps 

0.269 

Non-command 

Gneisses(B.G.C.) 

0.008 

Non-command 

Phyllite & Schist 

0.086 

Non-command 

Gneisses(B.G.C.) 

2.349 

Non-command 

Phyllite & Schist 

1.225 

Non-command 

Phyllite & Schist 

1.670 

Non-command 

Shale 

0.083 

Non-command 

Deccan Traps 

4.639 

Non-command 

Phyllite & Schist 

1.498 

Non-command 

Shale 

0.955 

Non-command 

Phyllite & Schist 

1.285 

Non-command 

Gneisses(B.G.C.) 

1.148 

Non-command 

Phyllite & Schist 

7.216 

Non-command 

Phyllite & Schist 

1.612 

Non-command 

Phyllite & Schist 

0.173 

Non-command 

Gneisses(B.G.C.) 

0.208 

Non-command 

Phyllite & Schist 

0.181 

Non-command 

Shale 

1.727 

Non-command 

Deccan Traps 

0.404 

Non-command 

Phyllite & Schist 

4.800 

Non-command 

Phyllite & Schist 

0.059 

Non-command 

Phyllite & Schist 

0.430 

Non-command 

Deccan Traps 

0.235 

Non-command 

Phyllite & Schist 

0.105 

Non-command 

Phyllite & Schist 

0.525 

Non-command 

Phyllite & Schist 

0.245 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

45,000 

25,000 

120 

60,000 

40,000 

120 

45,000 

25,000 

120 

50,000 

30,000 

120 

50,000 

40,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

45,000 

25,000 

120 

50,000 

30,000 

120 

50,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

40,000 

120 

60,000 

35,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

90,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

50,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

45,000 

25,000 

120 

60,000 

35,000 

120 

50,000 

40,000 

120 

45,000 

25,000 

120 

50,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

40,000 

120 

45,000 

25,000 

120 

60,000 

35,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

90,000 

70,000 

120 

50,000 

40,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.042 

0.042 

0.139 

0.161 

0.029 

0.035 

0.096 

0.096 

0.003 

0.003 

0.047 

0.047 



0.053 

0.065 

0.110 

0.122 

0.043 

0.043 

0.068 

0.104 

0.077 

0.107 

0.025 

0.025 

0.038 

0.038 

- 

- 

0.025 

0.025 

0.144 

0.144 

0.005 

0.005 

0.230 

0.230 

0.015 

0.031 

0.172 

0.208 

0.086 

0.122 

0.024 

0.046 

0.062 

0.068 

0.014 

0.014 

0.317 

0.491 

0.130 

0.130 

0.019 

0.026 

0.004 

0.016 

0.005 

0.017 

0.027 

0.108 

- 

- ! 

0.008 

0.008 

0.042 

0.042 

0.014 

0.021 

0.025 

0.025 

0.017 

0.017 

0.005 

0.011 

0.185 

0.185 



































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



09003008 


Siya Kheri 


Talab 


Teekhi Magri 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


7.204 Fresh 



0829001003695900 

7.322 

Fresh 

0829001203712600 

0.147 

Fresh 

0829001003686100 

0.519 

Fresh 

0829001203713200 

0.209 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Thanpur 

0829001003689000 

3.045 

Fresh 

Udpura Kalan 

0829001003685300 

1.128 

Fresh 


Non-command 


Non-command 



Anoppura 

0829001203718800 

4.961 

Fresh 

Balaliya 

0829001203719300 

0.362 

Fresh 


Non-command 


Non-command 


09003009 


Gyaspur 

0829001203719400 

7.626 

Fresh 

Jamboo Vela 

0829001203719200 

2.989 

Fresh 


Nagaliya Kalan 


Nagaliya Khurd 


Non-command 


Non-command 



Khalel 

0829001203712100 

0.921 

Fresh 

Mand Kalan 

0826000703212600 

0.953 

Fresh 


Non-command 


Non-command 



0829001203712000 

1.705 

Fresh 

0826000703212500 

4.927 

Fresh 



Non-command 


Non-command 


Jakham 


Non-command 


Pal 

0829001203712200 

2.046 

Fresh 

Patiya Pal 

0829001203712300 

0.500 

Fresh 

Reecharipal 

0829001203712400 

16.693 

Fresh 

Talaipal 

0829001203711900 

0.321 

Fresh 

Adavela 

0829001203725600 

3.804 

Fresh 

Amba "A" 

0826000703209200 

1.884 

Fresh 



Bajpura 

0826000703216500 

3.367 

Fresh 

Bhaga Gaon 

0826000703222300 

2.282 

Fresh 


Bhagton Ka Gurha 

0826000703211500 

1.915 

Fresh 

Bhandla 

0826000703212900 

4.889 

Fresh 

Bhoomniya 

0826000703212800 

2.305 

Fresh 


Bilka Bas 

0826000703212200 

8.292 

Fresh 

Bordi 

0829001203719500 

4.973 

Fresh 

Chari (Gadwas) 

0826000703209100 

2.214 

Fresh 

Chauhanon Ka Khera 

0826000703211400 

1.081 

Fresh 

Chiklad 

0829001203725400 

10.763 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Jakham 


Non-command 


Jakham 


Non-command 


Jakham 


Jakham 


Non-command 


Jakham 


Jakham 


Jakham 


Non-command 


Jakham 


Non-command 


Non-command 


Jakham 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

1.244 

Non-command 

Shale 

5.622 

Non-command 

Gneisses(B.G.C.) 

0.261 

Non-command 

Phyllite & Schist 

0.147 

Non-command 

Shale 

0.519 

Non-command 

Deccan Traps 

0.192 

Non-command 

Phyllite & Schist 

0.017 

Non-command 

Shale 

0.000 

Non-command 

Gneisses(B.G.C.) 

0.332 

Non-command 

Phyllite & Schist 

0.718 

Non-command 

Shale 

0.078 

Non-command 

Phyllite & Schist 

2.022 

Non-command 

Shale 

0.918 

Non-command 

Deccan Traps 

2.271 

Non-command 

Gneisses(B.G.C.) 

1.159 

Non-command 

Deccan Traps 

0.193 

Non-command 

Deccan Traps 

0.158 

Non-command 

Phyllite & Schist 

0.204 

Non-command 

Deccan Traps 

0.330 

Non-command 

Deccan Traps 

2.245 

Non-command 

Phyllite & Schist 

0.682 

Non-command 

Deccan Traps 

0.513 

Non-command 

Phyllite & Schist 

0.035 

Non-command 

Phyllite & Schist 

0.878 

Non-command 

Gneisses(B.G.C.) 

0.006 

Non-command 

Phyllite & Schist 

0.024 

Non-command 

Phyllite & Schist 

1.508 

Non-command 

Gneisses(B.G.C.) 

0.071 

Non-command 

Phyllite & Schist 

0.357 

Command 

Gneisses(B.G.C.) 

0.002 

Non-command 

Gneisses(B.G.C.) 

0.090 

Non-command 

Phyllite & Schist 

0.166 

Non-command 

Phyllite & Schist 

2.021 

Non-command 

Phyllite & Schist 

0.499 

Non-command 

Phyllite & Schist 

4.651 

Non-command 

Phyllite & Schist 

0.321 

Non-command 

Gneisses(B.G.C.) 

1.084 

Command 

Gneisses(B.G.C.) 

1.070 

Non-command 

Gneisses(B.G.C.) 

0.815 

Command 

Gneisses(B.G.C.) 

0.375 

Non-command 

Gneisses(B.G.C.) 

0.247 

Command 

Gneisses(B.G.C.) 

0.993 

Command 

Gneisses(B.G.C.) 

0.776 

Non-command 

Gneisses(B.G.C.) 

1.506 

Command 

Gneisses(B.G.C.) 

1.915 

Command 

Gneisses(B.G.C.) 

4.889 

Command 

Gneisses(B.G.C.) 

1.950 

Non-command 

Gneisses(B.G.C.) 

0.355 

Command 

Gneisses(B.G.C.) 

8.292 

Non-command 

Deccan Traps 

0.497 

Non-command 

Gneisses(B.G.C.) 

1.968 

Command 

Gneisses(B.G.C.) 

0.081 

Non-command 

Deccan Traps 

2.836 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

40,000 

120 

45,000 

25,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

45,000 

25,000 

120 

60,000 

35,000 

120 

90,000 

70,000 

120 

45,000 

25,000 

120 

50,000 

30,000 

120 

50,000 

40,000 

120 

45,000 

25,000 

120 

50,000 

40,000 

120 

45,000 

25,000 

120 

60,000 

35,000 

120 

90,000 

50,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

90,000 

70,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

90,000 

70,000 

120 

60,000 

35,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

35,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

35,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.130 

0.154 

0.366 

0.474 

0.029 

0.029 

0.042 

0.042 

0.003 

0.003 

0.021 

0.021 

- 

- 

- 

- ! 

0.025 

0.073 

0.072 

0.174 

0.006 

0.017 

0.086 

0.110 

0.024 

0.035 

0.084 

0.084 

0.060 

0.060 

0.004 

0.004 



0.034 

0.034 

0.055 

0.055 

0.034 

0.034 

0.004 

0.004 



0.006 

0.006 

0.017 

0.017 



0.008 

0.008 

0.017 

0.017 

0.036 

0.036 



0.109 

0.109 

0.008 

0.008 

0.025 

0.025 

0.067 

0.067 

0.025 

0.036 

0.050 

0.050 

0.008 

0.008 


























































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 




Damami Khera 

0826000703211900 

0.194 

Fresh 

Das Ka Gurha 

0826000703209800 

5.278 

Fresh 

Deoliya Jawaharnagar 

0826000703213000 

0.801 

Fresh 

Dhariawad (CT) 

0826000742605000 

6.784 

Fresh 

Dholiya 

0826000703209600 

0.892 

Fresh 

Gadriya Was 

0826000703211600 

1.531 

Fresh 

Gadwas 

0826000703211800 

1.964 

Fresh 

Ganga Gurha 

0826000703212000 

2.397 

Fresh 

Gyaspur 

0829001203719400 

7.626 

Fresh 


Jakham 


Non-command 


Jakham 


Non-command 


Jakham 


Jakham 


Jakham 


Jakham 


Non-command 


Jakham 


Jakham 


Jakham 


Non-command 


Hirawas 

0826000703213200 

2.732 

Fresh 

Jawahar Nagar 

0826000703211700 

2.253 

Fresh 

Jelda 

0826000703222200 

2.662 

Fresh 


Kalyanpura 

0826000703209900 

2.284 

Fresh 

Karmal Kalan 

0826000703212700 

2.387 

Fresh 


Karmal Khurd 

0826000703216600 

2.383 

Fresh 

Kesharpura 

0826000703213400 

0.411 

Fresh 

Khoonta 

0826000703216800 

12.240 

Fresh 


Mahuri Khera 

0826000703222000 

0.238 

Fresh 

Mand Kalan 

0826000703212600 

0.953 

Fresh 


Mau 


Mundkosiya 


Mundla 


Nagaliya Kalan 


Nagaliya Khurd 


Jakham 


Jakham 


Jakham 


Non-command 


Jakham 


Jakham 


Non-command 


Jakham 


Jakham 


Jakham 


Non-command 


Non-command 


Jakham 


Non-command 



0829001203712000 

1.705 

Fresh 

0826000703213600 

2.514 

Fresh 

0826000703212100 

1.426 

Fresh 

0826000703209000 

0.969 

Fresh 

0826000703212500 

4.927 

Fresh 


0826000703212400 


3.228 Fresh 


Non-command 


Jakham 


Jakham 


Non-command 


Jakham 


Non-command 


Jakham 


Non-command 



Nala 

0826000703222100 

0.332 

Fresh 

Nalwa 

0826000703211300 

2.193 

Fresh 

Pal 

0829001203712200 

2.046 

Fresh 

Pancha Gurha 

0826000703208900 

2.965 

Fresh 


Peepliya 

0826000703222500 

3.407 

Fresh 

Punga Talab 

0829001203725500 

0.115 

Fresh 



Reenchhri 

0826000703213300 

3.365 

Fresh 

Sakhika Khera 

0826000703213500 

2.487 

Fresh 

Sathpur 

0826000703209400 

0.732 

Fresh 

Shehpura 

0826000703213100 

1.358 

Fresh 


Non-command 


Jakham 


Non-command 


Jakham 


Non-command 


Jakham 


Non-command 


Jakham 


Non-command 


Jakham 


Jakham 


Jakham 


Jakham 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

0.026 

Command 

Gneisses(B.G.C.) 

1.591 

Non-command 

Gneisses(B.G.C.) 

0.586 

Command 

Gneisses(B.G.C.) 

1.014 

Non-command 

Gneisses(B.G.C.) 

0.579 

Command 

Gneisses(B.G.C.) 

0.194 

Command 

Gneisses(B.G.C.) 

0.038 

Command 

Gneisses(B.G.C.) 

0.801 

Command 

Gneisses(B.G.C.) 

5.229 

Non-command 

Gneisses(B.G.C.) 

0.892 

Command 

Gneisses(B.G.C.) 

1.531 

Command 

Gneisses(B.G.C.) 

1.964 

Command 

Gneisses(B.G.C.) 

2.397 

Non-command 

Deccan Traps 

0.926 

Non-command 

Gneisses(B.G.C.) 

0.017 

Command 

Gneisses(B.G.C.) 

2.732 

Command 

Gneisses(B.G.C.) 

2.253 

Command 

Gneisses(B.G.C.) 

0.029 

Non-command 

Gneisses(B.G.C.) 

2.633 

Command 

Gneisses(B.G.C.) 

0.204 

Command 

Gneisses(B.G.C.) 

2.149 

Non-command 

Gneisses(B.G.C.) 

0.239 

Command 

Gneisses(B.G.C.) 

2.383 

Command 

Gneisses(B.G.C.) 

0.411 

Command 

Gneisses(B.G.C.) 

3.163 

Non-command 

Gneisses(B.G.C.) 

0.459 

Non-command 

Gneisses(B.G.C.) 

0.238 

Command 

Gneisses(B.G.C.) 

0.135 

Non-command 

Gneisses(B.G.C.) 

0.774 

Non-command 

Phyllite & Schist 

0.006 

Non-command 

Phyllite & Schist 

0.110 

Command 

Gneisses(B.G.C.) 

1.580 

Command 

Gneisses(B.G.C.) 

1.426 

Non-command 

Gneisses(B.G.C.) 

0.574 

Command 

Gneisses(B.G.C.) 

1.338 

Non-command 

Gneisses(B.G.C.) 

3.154 

Command 

Gneisses(B.G.C.) 

0.825 

Non-command 

Gneisses(B.G.C.) 

2.044 

Non-command 

Phyllite & Schist 

0.068 

Non-command 

Gneisses(B.G.C.) 

0.332 

Command 

Gneisses(B.G.C.) 

0.022 

Non-command 

Phyllite & Schist 

0.018 

Command 

Gneisses(B.G.C.) 

0.011 

Non-command 

Gneisses(B.G.C.) 

1.905 

Command 

Gneisses(B.G.C.) 

3.407 

Non-command 

Deccan Traps 

0.059 

Non-command 

Gneisses(B.G.C.) 

0.056 

Command 

Gneisses(B.G.C.) 

0.516 

Non-command 

Gneisses(B.G.C.) 

1.421 

Command 

Gneisses(B.G.C.) 

3.365 

Command 

Gneisses(B.G.C.) 

2.487 

Command 

Gneisses(B.G.C.) 

0.732 

Command 

Gneisses(B.G.C.) 

1.358 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

35,000 

120 

90,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

35,000 

120 

90,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 



MCM 

MCM 

(15) 

(16) 

- 

- : 

0.050 

0.050 

0.017 

0.017 

0.017 

0.017 

0.008 

0.008 

0.017 

0.017 


0.008 

0.008 

0.748 

0.802 

0.101 

0.101 

0.143 

0.456 

0.101 

0.101 

0.017 

0.017 

0.092 

0.099 


0.118 

0.150 

0.034 

0.034 


0.059 

0.059 

0.034 

0.034 



0.101 

0.101 

0.277 

0.309 

0.260 

0.260 

0.034 

0.034 

0.042 

0.042 

0.025 

0.025 

0.160 

0.160 



0.059 

0.059 

0.008 

0.008 












































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


09003010 


Ujar Khera 


Undavela 


Vijaniya 


Waliseema 


Bagon Ka Gurha 


Belvi 


Berawal 


Bhanawata 


Borka Pani 


Budel 


Chari 


Charniya 


Dai Ka Khera 


Deoliya 


Dhamniya Khalsa 


Dobdicha 


Garda 


Ghaghari 


Ghata 


Jamboora 


Jambua 


Jeewa Talab 


Khokhri Khurd 


Lalpura 


Lasadiya 


0826000703221800 


0826000703216300 


0826000703216700 


0826000703213700 


0826000803231400 


0826000703206900 


0826000803231300 


0826000703208300 


0826000703205300 


0826000803230600 


0826000703207600 


0826000703214300 


0826000703206000 


0826000703204600 


0826000703206200 


0826000803230300 


0826000703210700 


0826000703205500 


0826000703206700 


0826000803230800 


0826000703205700 


0826000703208100 


0826000703207700 


0826000703206800 


0826000703205000 


0.215 

Fresh 

1.250 

Fresh 

2.656 

Fresh 

2.018 

Fresh 

0.631 

Fresh 

1.760 

Fresh 

3.402 

Fresh 

4.539 

Fresh 

3.839 

Fresh 


Bheema Gaon 

0826000803231100 

0.223 

Fresh 

Bikroon 

0826000703210900 

1.982 

Fresh 

Bildiya 

0826000703207100 

2.382 

Fresh 

Boraj 

0826000703208000 

0.605 

Fresh 



0.107 

Fresh 

11.201 

Fresh 

0.085 

Fresh 

4.718 

Fresh 

3.380 

Fresh 

0.027 

Fresh 

1.755 

Fresh 

0.124 

Fresh 

3.764 

Fresh 

13.798 

Fresh 

3.765 

Fresh 

0.433 

Fresh 

4.551 

Fresh 

2.105 

Fresh 

7.519 

Fresh 

0.045 

Fresh 

2.946 

Fresh 

3.055 

Fresh 


Jhadoli 

0826000703214500 

2.415 

Fresh 

Kalipol 

0826000803230400 

0.205 

Fresh 

Karseliya 

0826000703215900 

2.335 

Fresh 


Keli 

0826000703207300 

1.128 

Fresh 

Keshariyawad 

0826000703210400 

7.204 

Fresh 

Khajoori 

0826000803230200 

2.620 

Fresh 

Khokhri Kalan 

0826000703207800 

1.733 

Fresh 


0.855 

Fresh 

0.006 

Fresh 

0.838 

Fresh 

16.913 

Fresh 


( 6 ) 


Jakham 


Non-command 


Jakham 


Non-command 


Jakham 


Non-command 


Non-command 


Jakham 


Jakham 


Jakham 


Non_command 


Non-command 


Non_command 


Non_command 


Jakham 


Non-command 


Non_command 


Non-command 


Non-command 


Jakham 


Non-command 


Non-command 


Non_command 


Non_command 


Non-command 


Non-command 


Non-command 


Non_command 


Non_command 


Non-command 


Non_command 


Non_command 


Non_command 


Non-command 


Non-command 


Non_command 


Non_command 


Non_command 


Jakham 


Non-command 


Non-command 


Non_command 


Jakham 


Non-command 


Non-command 


Jakham 


Non_command 


Jakham 


Non-command 


Non-command 


Non-command 


Non_command 


Non command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Gneisses(B.G.C.) 

1.105 

Non-command 

Gneisses(B.G.C.) 

0.615 

Command 

Gneisses(B.G.C.) 

3.579 

Non-command 

Gneisses(B.G.C.) 

7.419 

Command 

Gneisses(B.G.C.) 

1.495 

Non-command 

Gneisses(B.G.C.) 

0.071 

Non-command 

Gneisses(B.G.C.) 

0.065 

Command 

Gneisses(B.G.C.) 

0.788 

Command 

Gneisses(B.G.C.) 

2.656 

Command 

Gneisses(B.G.C.) 

0.206 

Command 

Gneisses(B.G.C.) 

0.016 

Non-command 

Gneisses(B.G.C.) 

1.435 

Command 

Gneisses(B.G.C.) 

2.759 

Command 

Gneisses(B.G.C.) 

1.619 

Command 

Gneisses(B.G.C.) 

2.264 

Non-command 

Gneisses(B.G.C.) 

0.962 

Command 

Gneisses(B.G.C.) 

0.184 

Non-command 

Gneisses(B.G.C.) 

1.780 

Non-command 

Gneisses(B.G.C.) 

2.094 

Command 

Gneisses(B.G.C.) 

0.135 

Non-command 

Gneisses(B.G.C.) 

0.470 

Non-command 

Gneisses(B.G.C.) 

0.096 

Command 

Gneisses(B.G.C.) 

10.692 

Command 

Gneisses(B.G.C.) 

0.085 

Non-command 

Gneisses(B.G.C.) 

4.617 

Non-command 

Gneisses(B.G.C.) 

1.489 

Non-command 

Gneisses(B.G.C.) 

0.001 

Command 

Gneisses(B.G.C.) 

0.000 

Command 

Gneisses(B.G.C.) 

0.124 

Non-command 

Gneisses(B.G.C.) 

3.291 

Command 

Gneisses(B.G.C.) 

2.963 

Command 

Gneisses(B.G.C.) 

0.059 

Command 

Gneisses(B.G.C.) 

0.058 

Non-command 

Gneisses(B.G.C.) 

4.508 

Non-command 

Gneisses(B.G.C.) 

1.779 

Command 

Gneisses(B.G.C.) 

0.001 

Command 

Gneisses(B.G.C.) 

0.045 

Command 

Gneisses(B.G.C.) 

2.939 

Command 

Gneisses(B.G.C.) 

0.183 

Non-command 

Gneisses(B.G.C.) 

2.843 

Non-command 

Gneisses(B.G.C.) 

0.008 

Command 

Gneisses(B.G.C.) 

0.205 

Command 

Gneisses(B.G.C.) 

0.165 

Non-command 

Gneisses(B.G.C.) 

0.050 

Non-command 

Gneisses(B.G.C.) 

0.900 

Command 

Gneisses(B.G.C.) 

3.214 

Command 

Gneisses(B.G.C.) 

1.219 

Command 

Gneisses(B.G.C.) 

0.007 

Non-command 

Gneisses(B.G.C.) 

1.724 

Non-command 

Gneisses(B.G.C.) 

0.653 

Non-command 

Gneisses(B.G.C.) 

0.003 

Command 

Gneisses(B.G.C.) 

0.340 

Command 

Gneisses(B.G.C.) 

0.290 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

40,000 

25,000 

120 

90,000 

70,000 

120 

50,000 

35,000 

120 

40,000 

25,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

40,000 

25,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

35,000 

120 

40,000 

25,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

90,000 

70,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

40,000 

25,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

35,000 

120 

40,000 

25,000 

120 

50,000 

35,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

40,000 

25,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

40,000 

25,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

35,000 

120 

50,000 

35,000 



0.260 

0.260 

0.546 

0.546 

0.092 

0.092 

0.008 

0.008 

0.008 

0.008 

0.017 

0.017 

0.109 

0.109 

0.017 

0.017 


0.092 

0.092 

0.042 

0.042 

0.012 

0.012 

0.176 

0.176 

0.076 

0.076 


0.042 

0.042 

0.319 

0.319 

0.008 

0.008 

0.042 

0.042 

0.067 

0.067 

0.034 

0.034 

0.054 

0.054 

0.143 

0.143 

0.008 

0.008 

0.008 

0.008 


0.164 

0.164 

0.328 

0.328 

0.042 

0.042 


0.006 

0.006 

0.227 

0.227 

0.059 

0.059 


0.009 

0.009 

0.021 

0.021 

0.008 

0.008 

0.143 

0.143 


0.006 

0.006 

0.008 

0.008 


0.101 

0.101 

0.336 

0.336 

0.039 

0.039 

- 

- 

0.008 

0.008 

0.050 

0.050 

0.025 

0.025 

0.008 

0.008 

0.008 

0.008 



























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


09003011 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


(2) 

(3) 

(4) 

(5) 

Malpur 

0826000803232500 

24.676 

Fresh 

Mana Gaon 

0826000703214200 

2.417 

Fresh 


Ovra 


Pahara 


Pai Madli 


Pakhariya Sag 


Parel 


Peepala Pani 


Raipur 


Ramnagar 


Rati Ka Kar 


Sagwariya 


Sara-Manpur 


Sati Ki Chori 


Sawala 


Selpur 


Soldeo 


Suya Khera 


0826000703204900 


0826000703207400 


0826000703205800 


0826000703207900 


0826000703214100 


0826000703205600 


0826000703210800 


0826000703210600 


0826000703205400 


0826000703216000 


0826000803230500 


0826000803230700 


0826000703214000 


0826000803231200 


0826000703208200 


0826000703211000 


2.499 Fresh 



2.249 Fresh 




Narwali 

0826000703207500 

5.854 

Fresh 

Nathiya Khera 

0826000703211100 

3.443 

Fresh 


6.364 

Fresh 

8.598 

Fresh 

0.022 

Fresh 

3.095 

Fresh 

0.945 

Fresh 


0.000 

Fresh 

0.064 

Fresh 

0.761 

Fresh 

1.247 

Fresh 

2.505 

Fresh 

1.378 

Fresh 


0.000 

Fresh 

0.637 

Fresh 

3.874 

Fresh 

2.548 

Fresh 

1.352 

Fresh 

0.163 

Fresh 

2.744 

Fresh 

2.100 

Fresh 

1.498 

Fresh 

1.458 

Fresh 



Aar 

0826000703219700 

9.161 

Fresh 

Akya Khera 

0826000703217400 

1.650 

Fresh 

Ambao 

0826000703215300 

4.146 

Fresh 



Arampura 

0826000703208800 

1.389 

Fresh 

Arbara 

0826000703217100 

2.269 

Fresh 

Bajpura 

0826000703216500 

3.367 

Fresh 

Bamangaonra 

0826000703213800 

3.134 

Fresh 

Bela 

0826000703210300 

4.765 

Fresh 



0.139 

Fresh 

1.760 

Fresh 

3.839 

Fresh 


Bhatwara 


0826000703213900 


1.012 Fresh 


( 6 ) 


Non_command 


Jakham 


Non-command 


Non-command 


Jakham 


Non-command 


Non_command 


Non-command 


Non-command 


Non_command 


Jakham 


Non-command 


Jakham 


Non-command 


Non-command 


Non_command 


Non-command 


Non_command 


Non_command 


Jakham 


Non-command 


Jakham 


Non-command 


Non_command 


Non-command 


Non_command 


Jakham 


Non_command 


Non_command 


Jakham 


Non_command 


Jakham 


Jakham 


Non-command 


Jakham 


Non-command 


Jakham 


Jakham 


Jakham 


Non-command 


Jakham 


Non-command 


Non-command 


Jakham 


Jakham 


Jakham 


Jakham 


Non-command 


Non_command 


Non-command 


Jakham 


Non-command 


Jakham 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Command 

Gneisses(B.G.C.) 

3.746 

Command 

Gneisses(B.G.C.) 

1.131 

Non-command 

Gneisses(B.G.C.) 

1.200 

Non-command 

Gneisses(B.G.C.) 

3.011 

Command 

Gneisses(B.G.C.) 

1.554 

Non-command 

Gneisses(B.G.C.) 

0.595 

Command 

Gneisses(B.G.C.) 

0.001 

Non-command 

Gneisses(B.G.C.) 

1.100 

Non-command 

Gneisses(B.G.C.) 

0.011 

Command 

Gneisses(B.G.C.) 

2.212 

Command 

Gneisses(B.G.C.) 

0.196 

Non-command 

Gneisses(B.G.C.) 

0.749 

Command 

Gneisses(B.G.C.) 

1.870 

Non-command 

Gneisses(B.G.C.) 

0.356 

Non-command 

Gneisses(B.G.C.) 

0.000 

Command 

Gneisses(B.G.C.) 

0.064 

Non-command 

Gneisses(B.G.C.) 

0.754 

Command 

Gneisses(B.G.C.) 

1.242 

Command 

Gneisses(B.G.C.) 

2.475 

Command 

Gneisses(B.G.C.) 

0.093 

Non-command 

Gneisses(B.G.C.) 

1.285 

Command 

Gneisses(B.G.C.) 

1.480 

Non-command 

Gneisses(B.G.C.) 

0.769 

Command 

Gneisses(B.G.C.) 

0.000 

Non-command 

Gneisses(B.G.C.) 

0.564 

Command 

Gneisses(B.G.C.) 

3.531 

Command 

Gneisses(B.G.C.) 

0.531 

Command 

Gneisses(B.G.C.) 

1.345 

Command 

Gneisses(B.G.C.) 

0.163 

Command 

Gneisses(B.G.C.) 

2.068 

Command 

Gneisses(B.G.C.) 

0.041 

Command 

Gneisses(B.G.C.) 

1.456 

Command 

Gneisses(B.G.C.) 

0.514 

Non-command 

Gneisses(B.G.C.) 

0.945 

Command 

Gneisses(B.G.C.) 

0.873 

Non-command 

Gneisses(B.G.C.) 

1.103 

Command 

Gneisses(B.G.C.) 

8.568 

Command 

Gneisses(B.G.C.) 

1.650 

Command 

Gneisses(B.G.C.) 

0.240 

Non-command 

Gneisses(B.G.C.) 

0.660 

Command 

Gneisses(B.G.C.) 

1.270 

Non-command 

Gneisses(B.G.C.) 

0.692 

Non-command 

Gneisses(B.G.C.) 

0.429 

Command 

Gneisses(B.G.C.) 

2.231 

Command 

Gneisses(B.G.C.) 

2.374 

Command 

Gneisses(B.G.C.) 

3.134 

Command 

Gneisses(B.G.C.) 

4.548 

Non-command 

Gneisses(B.G.C.) 

0.214 

Command 

Gneisses(B.G.C.) 

0.139 

Non-command 

Gneisses(B.G.C.) 

0.232 

Command 

Gneisses(B.G.C.) 

0.274 

Non-command 

Gneisses(B.G.C.) 

0.275 

Command 

Gneisses(B.G.C.) 

1.012 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

40,000 

25,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

35,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

35,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

35,000 

120 

90,000 

70,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

35,000 

120 

90,000 

70,000 

120 

50,000 

35,000 

120 

90,000 

70,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

90,000 

70,000 

120 

40,000 

25,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

35,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.009 

0.009 

0.101 

0.101 

0.109 

0.109 

0.025 

0.025 

0.034 

0.034 

0.017 

0.017 

- 

- 

0.008 

0.008 

0.017 

0.017 

0.008 

0.008 

0.025 

0.025 

0.084 

0.084 

0.260 

0.271 

0.050 

0.050 



0.008 

0.008 

0.118 

0.118 

0.092 

0.092 

0.042 

0.042 

- 

- 

0.101 

0.101 

0.050 

0.050 

0.008 

0.008 

0.042 

0.042 

0.030 

0.030 

0.050 

0.050 


0.126 

0.126 

0.008 

0.008 

0.025 

0.025 

0.017 

0.017 

0.017 

0.017 

0.605 

0.627 

0.034 

0.034 

- 

- | 

0.008 

0.008 

0.017 

0.017 

0.008 

0.008 

0.008 

0.008 

0.050 

0.050 

0.252 

0.252 

- 

- 

0.126 

0.126 

0.008 

0.008 

0.004 

0.004 

0.017 

0.017 

0.025 

0.025 

0.025 

0.025 

0.160 

0.160 














































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Bheema Gaon 

0826000703208700 

0.713 

Fresh 

Bhojpur 

0826000703208500 

2.974 

Fresh 


Bhunga Bhatt 


0826000703218100 


3.132 Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Jakham 


Non-command 


Non-command 


Bikroon 

0826000703210900 

1.982 

Fresh 

Bildiya 

0826000703207100 

2.382 

Fresh 

Borda 

0826000703219800 

9.488 

Fresh 

Bujon Ka Padla 

0826000703214700 

3.951 

Fresh 

Chandana Gaon 

0826000703211200 

6.832 

Fresh 

Charniya 

0826000703214300 

3.380 

Fresh 

Chinttauriya 

0826000703216400 

1.733 

Fresh 

Dara Gaon 

0826000703214600 

2.151 

Fresh 



Eklingji Ka Semaliya 


Ghata 


Gopal Pura 


Hada Khera 


0826000703216200 


0826000703206700 


0826000703215800 


0826000703215500 


2.282 

Fresh 

0.269 

Fresh 

7.519 

Fresh 

2.195 

Fresh 

1.893 

Fresh 


Hirawaton Ka Akya 

0826000703217500 

1.680 

Fresh 

Jaglawada 

0826000703219900 

2.204 

Fresh 

Jaya Khera 

0826000703208600 

1.395 

Fresh 

Jhadoli 

0826000703214500 

2.415 

Fresh 


Kaparwas 

0826000703215400 

1.035 

Fresh 

Karnagarh 

0826000703206600 

2.307 

Fresh 

Karseliya 

0826000703215900 

2.335 

Fresh 



Khora Vela 

0826000703218000 

1.542 

Fresh 

Lalpura 

0826000703206800 

0.838 

Fresh 

Limba Khera 

0826000703215600 

1.837 

Fresh 

Lodi Mandvi 

0826000703217300 

7.472 

Fresh 

Mana Gaon 

0826000703214200 

2.417 

Fresh 

Mandvi 

0826000703217200 

8.796 

Fresh 

Manpur 

0826000703217600 

5.932 

Fresh 


Mau 

0826000703213600 

2.514 

Fresh 

Mokhampura 

0826000703218400 

5.288 

Fresh 



Nada Phala 

0826000703215700 

1.259 

Fresh 

Nal 

0826000703207000 

0.978 

Fresh 


Nalwa 

0826000703211300 

2.193 

Fresh 

Nar 

0826000703220000 

14.856 

Fresh 


Non-command 


Non-command 


Jakham 


Non-command 


Jakham 


Non-command 


Jakham 


Jakham 


Non-command 


Jakham 


Non-command 


Jakham 


Non-command 


Non_command 


Jakham 


Jakham 


Non-command 


Jakham 


Jakham 


Non-command 


Jakham 


Non-command 


Non-command 


Non-command 


Jakham 


Non-command 


Jakham 


Non-command 


Jakham 


Non-command 


Non-command 


Non_command 


Jakham 


Jakham 


Non-command 


Jakham 


Jakham 


Non-command 


Jakham 


Jakham 


Non-command 


Jakham 


Non-command 


Jakham 


Jakham 


Non-command 


Jakham 


Jakham 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

0.611 

Command 

Gneisses(B.G.C.) 

0.201 

Non-command 

Gneisses(B.G.C.) 

2.766 

Non-command 

Gneisses(B.G.C.) 

0.853 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Gneisses(B.G.C.) 

0.202 

Non-command 

Gneisses(B.G.C.) 

0.242 

Command 

Gneisses(B.G.C.) 

0.661 

Non-command 

Gneisses(B.G.C.) 

3.705 

Command 

Gneisses(B.G.C.) 

6.832 

Non-command 

Gneisses(B.G.C.) 

1.890 

Command 

Gneisses(B.G.C.) 

1.733 

Command 

Gneisses(B.G.C.) 

0.212 

Non-command 

Gneisses(B.G.C.) 

1.830 

Command 

Gneisses(B.G.C.) 

0.887 

Non-command 

Gneisses(B.G.C.) 

0.882 

Command 

Gneisses(B.G.C.) 

2.282 

Non-command 

Gneisses(B.G.C.) 

0.139 

Command 

Gneisses(B.G.C.) 

0.242 

Command 

Gneisses(B.G.C.) 

2.195 

Command 

Gneisses(B.G.C.) 

1.368 

Non-command 

Gneisses(B.G.C.) 

0.202 

Command 

Gneisses(B.G.C.) 

1.603 

Command 

Gneisses(B.G.C.) 

1.127 

Non-command 

Gneisses(B.G.C.) 

1.166 

Command 

Gneisses(B.G.C.) 

0.384 

Non-command 

Gneisses(B.G.C.) 

1.995 

Non-command 

Gneisses(B.G.C.) 

0.852 

Non-command 

Gneisses(B.G.C.) 

0.131 

Command 

Gneisses(B.G.C.) 

1.385 

Non-command 

Gneisses(B.G.C.) 

0.594 

Command 

Gneisses(B.G.C.) 

3.901 

Non-command 

Gneisses(B.G.C.) 

0.090 

Command 

Gneisses(B.G.C.) 

8.414 

Non-command 

Gneisses(B.G.C.) 

0.193 

Non-command 

Gneisses(B.G.C.) 

0.169 

Command 

Gneisses(B.G.C.) 

0.088 

Command 

Gneisses(B.G.C.) 

1.837 

Command 

Gneisses(B.G.C.) 

6.907 

Non-command 

Gneisses(B.G.C.) 

0.086 

Command 

Gneisses(B.G.C.) 

8.792 

Command 

Gneisses(B.G.C.) 

5.453 

Non-command 

Gneisses(B.G.C.) 

0.046 

Command 

Gneisses(B.G.C.) 

0.727 

Command 

Gneisses(B.G.C.) 

2.467 

Non-command 

Gneisses(B.G.C.) 

0.349 

Command 

Gneisses(B.G.C.) 

1.959 

Non-command 

Gneisses(B.G.C.) 

0.287 

Command 

Gneisses(B.G.C.) 

1.259 

Command 

Gneisses(B.G.C.) 

0.002 

Non-command 

Gneisses(B.G.C.) 

0.976 

Command 

Gneisses(B.G.C.) 

1.610 

Command 

Gneisses(B.G.C.) 

1.189 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

35,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

35,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 


Wells with 


MCM 

MCM 

(15) 

(16) 

0.025 

0.025 

0.017 

0.017 

0.269 

0.269 

0.025 

0.025 

- 

- 

0.008 

0.008 

0.034 

0.034 

0.017 

0.017 

0.109 

0.109 

0.126 

0.126 

0.017 

0.017 

0.025 

0.025 

- 

- 

0.034 

0.034 

0.008 

0.008 

0.008 

0.008 

0.059 

0.059 

0.042 

0.042 


0.084 

0.084 

0.025 

0.025 


0.042 

0.042 

0.092 

0.092 

0.084 

0.084 

0.017 

0.017 

0.092 

0.092 

0.017 

0.017 

- 

- 

0.034 

0.034 

0.017 

0.017 

0.403 

0.403 

0.008 

0.008 

0.689 

0.689 

0.017 

0.017 

0.008 

0.008 

0.004 

0.004 

0.025 

0.025 

0.126 

0.126 

0.008 

0.008 

0.185 

0.185 

0.554 

0.554 

0.008 

0.008 

0.008 

0.008 

0.084 

0.084 

0.008 

0.008 

0.185 

0.185 

0.025 

0.025 

0.034 

0.034 

- 

- 

0.059 

0.059 

0.521 

0.521 

0.034 

0.034 





































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 




Narwali 

0826000703207500 

5.854 

Fresh 

Natela 

0826000703216900 

3.064 

Fresh 

Nathiya Khera 

0826000703211100 

3.443 

Fresh 

Padla Baori 

0826000703214800 

5.913 

Fresh 

Parel 

0826000703214100 

2.499 

Fresh 

Parsola 

0826000703218300 

8.544 

Fresh 



Rathoron Ka Khera 

0826000703217000 

0.286 

Fresh 

Rathoron Ka Semaliya 

0826000703216100 

2.219 

Fresh 

Sagwariya 

0826000703216000 

2.548 

Fresh 

Samaota 

0826000703219600 

3.938 

Fresh 

Sata Kui 

0826000703208400 

0.303 

Fresh 


Sati Khera (veera 


0827000203332200 


0.601 Fresh 


Non-command 


Non-command 


Jakham 


Jakham 


Non-command 


Jakham 


Jakham 


Non-command 


Jakham 


Non-command 


Jakham 


Jakham 


Jakham 


Jakham 


Jakham 


Non-command 


Non-command 


Sawala 

0826000703214000 

2.744 

Fresh 

Shivpura 

0826000703210500 

0.833 

Fresh 

Soldeo 

0826000703208200 

1.498 

Fresh 

Talaya Nimri 

0826000703214400 

2.309 

Fresh 


Udaibhanpura 

0826000703210100 

4.118 

Fresh 

Ultan 

0826000703217800 

1.556 

Fresh 


09003012 


Undavela 

0826000703216300 

1.250 

Fresh 

Waliseema 

0826000703213700 

2.018 

Fresh 

Amalwa 

0826000803244900 

3.023 

Fresh 


Jakham 


Jakham 


Jakham 


Jakham 


Non-command 


Jakham 


Jakham 


Non-command 


Jakham 


Jakham 


Non command 


Ambao 

0826000703215300 

4.146 

Fresh 

Bharkhundi 

0826000703217900 

6.403 

Fresh 


Bhunga Bhatt 


Biloora 


Non-command 


Non-command 



0827000203330400 


6.962 Fresh Non-command 


Buder 

0826000803244600 

0.708 

Fresh 

Dagocha 

0826000803245500 

1.772 

Fresh 




Dholi Magri 

0826000703218200 

2.565 

Fresh 

Doonglai 

0827000203331800 

0.863 

Fresh 

Forest 

0827000227900020 

7.430 

Fresh 

Gamri 

0827000203330900 

3.117 

Fresh 

Harbar 

0827000203330700 

1.502 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

1.504 

Non-command 

Gneisses(B.G.C.) 

2.519 

Command 

Gneisses(B.G.C.) 

3.064 

Command 

Gneisses(B.G.C.) 

1.294 

Non-command 

Gneisses(B.G.C.) 

0.011 

Command 

Gneisses(B.G.C.) 

0.273 

Command 

Gneisses(B.G.C.) 

6.102 

Non-command 

Gneisses(B.G.C.) 

1.905 

Command 

Gneisses(B.G.C.) 

1.172 

Non-command 

Gneisses(B.G.C.) 

0.000 

Command 

Gneisses(B.G.C.) 

0.286 

Command 

Gneisses(B.G.C.) 

2.219 

Command 

Gneisses(B.G.C.) 

2.016 

Command 

Gneisses(B.G.C.) 

1.473 

Command 

Gneisses(B.G.C.) 

0.138 

Non-command 

Gneisses(B.G.C.) 

0.165 

Non-command 

Gneisses(B.G.C.) 

0.000 

Non-command 

Phyllite & Schist 

0.001 

Command 

Gneisses(B.G.C.) 

0.677 

Command 

Gneisses(B.G.C.) 

0.833 

Command 

Gneisses(B.G.C.) 

0.043 

Command 

Gneisses(B.G.C.) 

0.008 

Non-command 

Gneisses(B.G.C.) 

0.324 

Command 

Gneisses(B.G.C.) 

2.970 

Command 

Gneisses(B.G.C.) 

0.004 

Non-command 

Gneisses(B.G.C.) 

0.358 

Command 

Gneisses(B.G.C.) 

0.461 

Command 

Gneisses(B.G.C.) 

1.812 

Command 

Gneisses(B.G.C.) 

0.030 

Command 

Phyllite & Schist 

0.103 

Non-command 

Gneisses(B.G.C.) 

0.206 

Non-command 

Gneisses(B.G.C.) 

2.811 

Non-command 

Limestone 

3.543 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Gneisses(B.G.C.) 

1.930 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Gneisses(B.G.C.) 

1.293 

Non-command 

Phyllite & Schist 

0.567 

Command 

Phyllite & Schist 

0.553 

Command 

Gneisses(B.G.C.) 

0.112 

Command 

Limestone 

0.742 

Command 

Phyllite & Schist 

0.918 

Non-command 

Gneisses(B.G.C.) 

3.153 

Non-command 

Limestone 

7.733 

Command 

Gneisses(B.G.C.) 

2.538 

Command 

Phyllite & Schist 

1.015 

Command 

Gneisses(B.G.C.) 

0.271 

Command 

Phyllite & Schist 

2.230 

Non-command 

Gneisses(B.G.C.) 

0.261 

Non-command 

Phyllite & Schist 

0.025 

Non-command 

Phyllite & Schist 

1.849 

Non-command 

Phyllite & Schist 

1.845 

Non-command 

Phyllite & Schist 

1.502 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

70,000 

60,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.042 

0.042 

0.025 

0.025 

0.244 

0.244 

0.025 

0.025 

- 

- 

0.034 

0.034 

0.403 

0.446 

0.126 

0.137 

0.185 

0.185 

- 

- 

0.050 

0.050 

0.101 

0.101 

0.025 

0.025 

0.042 

0.042 

0.034 

0.034 

0.042 

0.042 



0.017 

0.017 

0.202 

0.202 



0.008 

0.008 

0.034 

0.056 


0.008 

0.008 

0.008 

0.008 

0.118 

0.118 



0.076 

0.076 

0.086 

0.094 



0.003 

0.003 

0.029 

0.029 

0.043 

0.043 

0.067 

0.078 

0.144 

0.152 

0.018 

0.018 

0.014 

0.014 



0.079 

0.079 

0.050 

0.050 






















































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Manpur (A) 


Manpur (B) 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


( 4 ) ( 5 ) ( 6 ) 


2.411 Fresh Non command 



Jhijhni-Khurd 

0826000803245800 

3.916 

Fresh 

Kachariya 

0826000803244700 

0.445 

Fresh 


Non_command 


Non command 



Kanoriya 

0827000203330500 

4.525 

Fresh 

Karmat 

0827000203331900 

1.184 

Fresh 

Khora Vela 

0826000703218000 

1.542 

Fresh 

Lembata 

0827000203330200 

8.971 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Malpur 

0826000803232500 

24.676 

Fresh 

Mander 

0826000803242100 

10.601 

Fresh 


Non_command 


Non command 



Nai Basti 

0827000203331000 

1.880 

Fresh 

Nithauwa 

0827000203330800 

3.588 

Fresh 

Padla Baori 

0826000703214800 

5.913 

Fresh 

Pahara 

0826000703207400 

8.598 

Fresh 

Pal Nithauwa 

0827000203330600 

1.593 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Panwa 

0826000803230900 

0.105 

Fresh 

Patan Pura 

0827000203332000 

0.650 

Fresh 

Rathri 

0826000803245600 

5.681 

Fresh 

Reenchha 

0827000203330300 

8.192 

Fresh 


Non_command 


Non-command 


Non_command 


Non-command 



09003013 


Sati Khera (veera 

0827000203332200 

0.601 

Fresh 

Shyampura 

0826000803245400 

0.486 

Fresh 

Talapur 

0826000703214900 

5.310 

Fresh 

Ultan 

0826000703217800 

1.556 

Fresh 

Achalpura 

0829001003688300 

5.671 

Fresh 


Non-command 


Non_command 


Non-command 


Non-command 


Non-command 


Akhepur 

0829001003687400 

5.063 

Fresh 

Ambawali 

0829001003695100 

3.003 

Fresh 

Bagdari 

0829001003693200 

2.830 

Fresh 

Bambora 

0829001003685100 

6.402 

Fresh 

Bare Khan 

0829001003691500 

4.073 

Fresh 

Barkati 

0829001003693500 

2.871 

Fresh 

Barkhera 

0829001003694000 

1.081 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

(7) 

( 8 ) 

Command 

Gneisses(B.G.C.) 

0.621 

Command 

Limestone 

0.375 

Command 

Phyllite & Schist 

1.320 

Command 

Gneisses(B.G.C.) 

0.448 

Command 

Phyllite & Schist 

0.004 

Command 

Gneisses(B.G.C.) 

0.766 

Command 

Phyllite & Schist 

0.327 

Command 

Phyllite & Schist 

0.000 

Command 

Gneisses(B.G.C.) 

0.088 

Command 

Phyllite & Schist 

0.175 

Non-command 

Phyllite & Schist 

4.525 

Non-command 

Phyllite & Schist 

1.184 

Non-command 

Gneisses(B.G.C.) 

1.337 

Non-command 

Gneisses(B.G.C.) 

0.527 

Non-command 

Phyllite & Schist 

0.462 

Non-command 

Gneisses(B.G.C.) 

2.999 

Non-command 

Limestone 

1.947 

Non-command 

Phyllite & Schist 

1.964 

Non-command 

Limestone 

2.070 

Non-command 

Phyllite & Schist 

0.044 

Command 

Gneisses(B.G.C.) 

0.221 

Command 

Gneisses(B.G.C.) 

7.172 

Command 

Phyllite & Schist 

1.051 

Command 

Gneisses(B.G.C.) 

0.755 

Command 

Phyllite & Schist 

1.146 

Command 

Gneisses(B.G.C.) 

1.857 

Command 

Phyllite & Schist 

2.477 

Non-command 

Phyllite & Schist 

1.038 

Non-command 

Phyllite & Schist 

3.567 

Non-command 

Gneisses(B.G.C.) 

0.571 

Non-command 

Gneisses(B.G.C.) 

0.780 

Non-command 

Limestone 

0.189 

Non-command 

Phyllite & Schist 

1.376 

Command 

Gneisses(B.G.C.) 

0.002 

Non-command 

Phyllite & Schist 

0.000 

Command 

Phyllite & Schist 

5.681 

Non-command 

Gneisses(B.G.C.) 

0.276 

Non-command 

Phyllite & Schist 

1.787 

Command 

Gneisses(B.G.C.) 

0.088 

Command 

Phyllite & Schist 

0.085 

Non-command 

Phyllite & Schist 

0.000 

Command 

Gneisses(B.G.C.) 

0.486 

Non-command 

Gneisses(B.G.C.) 

3.466 

Non-command 

Gneisses(B.G.C.) 

0.253 

Non-command 

Deccan Traps 

5.281 

Non-command 

Shale 

0.389 

Non-command 

Shale 

0.749 

Non-command 

Shale 

3.003 

Non-command 

Deccan Traps 

2.830 

Non-command 

Shale 

6.172 

Non-command 

Deccan Traps 

3.558 

Non-command 

Deccan Traps 

2.871 

Non-command 

Deccan Traps 

0.174 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

40,000 

25,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

40,000 

25,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

40,000 

25,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 



Tube Wells with 
Wells Pumpset 



0.003 

0.003 

0.010 

0.010 

0.274 

0.274 

0.050 

0.050 

0.034 

0.034 

0.005 

0.005 

0.007 

0.007 

0.084 

0.084 

0.050 

0.050 

0.042 

0.042 

0.036 

0.036 



0.036 

0.036 

0.086 

0.086 

0.003 

0.003 

0.010 

0.010 

0.014 

0.014 

0.022 

0.022 

0.008 

0.008 

0.008 

0.008 

0.014 

0.014 

0.151 

0.151 



0.014 

0.014 

0.006 

0.006 

0.010 

0.010 

- 

- 

0.033 

0.033 

0.025 

0.025 

0.008 

0.008 

0.294 

0.494 

0.021 

0.037 

0.015 

0.015 

0.180 

0.234 

0.135 

0.205 

0.039 

0.174 

0.231 

0.307 

0.150 

0.193 

0.039 

0.077 










































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Barwara Goojar 

0829001003683900 

4.636 

Fresh 

Baseri Kundal 

0829001003693000 

1.849 

Fresh 

Bhagwanpura 

0829001003695600 

0.575 

Fresh 

Bhairvi 

0829001003694600 

0.802 

Fresh 

Bhalan Ka Khera 

0829001003690900 

3.414 

Fresh 

Biliya 

0829001003687900 

2.409 

Fresh 

Chak Mohammadpura 

0829001003691200 

0.958 

Fresh 

Chak Sookar 

0829001003688400 

0.086 

Fresh 

Chakar Khera@ Balia Kher 

0829001003684100 

0.743 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Chauhan Khera 

0829001003693600 

1.152 

Fresh 

Cheerwa 

0829001003689400 

1.894 

Fresh 


Non-command 


Non-command 


Chhayan Jageer 

0829001003696200 

1.711 

Fresh 

Chhayan Kalan 

0829001003695700 

1.375 

Fresh 

Chhayan Khurd 

0829001003695300 

1.647 

Fresh 

Chhot Sadri(Rural) 

0829001003691300 

1.811 

Fresh 

Chhoti Sadri (M) 

0829001042906000 

12.134 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Dawta 

0829001003689100 

2.647 

Fresh 

Deoli 

0829001003687500 

1.732 

Fresh 

Dhamaniya Jageer 

0829001003693800 

1.351 

Fresh 


Non-command 


Non-command 


Non-command 



Dhoolkot 

0829001003695000 

2.469 

Fresh 

Eklingpura @ Rohni Khera 

0829001003685800 

1.658 

Fresh 

Fatehsingh Ji Ka Khera 

0829001003685600 

0.442 

Fresh 

Gadariyawas 

0829001003693900 

1.131 

Fresh 

Gagrol 

0829001003683600 

5.564 

Fresh 

Ganeshpura 

0829001003688900 

3.060 

Fresh 

Gomana 

0829001003691400 

9.357 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hamerpura @ Dudhitalai 

0829001003684900 

5.885 

Fresh 

Haripura 

0829001003684800 

1.899 

Fresh 

Harmatiya Jageer 

0829001003681800 

3.560 

Fresh 

Hingoriya 

0829001003684300 

1.415 

Fresh 

Jakhamiya 

0829001003694700 

2.070 

Fresh 

Jaloda Jageer 

0829001003685000 

10.523 

Fresh 

Jalodiya Keloo 

0829001003692800 

10.590 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Jodhpuriya 

0829001003694800 

1.042 

Fresh 

Jogi Khera@Malji Ka Kher 

0829001003694300 

1.906 

Fresh 

Kala Khet 

0829001003696100 

3.848 

Fresh 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Shale 

0.906 

Non-command 

Gneisses(B.G.C.) 

0.002 

Non-command 

Shale 

5.461 

Non-command 

Deccan Traps 

2.164 

Non-command 

Shale 

0.008 

Non-command 

Deccan Traps 

3.955 

Non-command 

Deccan Traps 

1.559 

Non-command 

Shale 

0.575 

Non-command 

Shale 

0.802 

Non-command 

Shale 

3.414 

Non-command 

Shale 

2.409 

Non-command 

Shale 

0.958 

Non-command 

Shale 

0.086 

Non-command 

Deccan Traps 

0.327 

Non-command 

Shale 

0.010 

Non-command 

Deccan Traps 

0.358 

Non-command 

Shale 

2.980 

Non-command 

Deccan Traps 

1.152 

Non-command 

Phyllite & Schist 

0.006 

Non-command 

Shale 

0.049 

Non-command 

Shale 

0.062 

Non-command 

Shale 

1.025 

Non-command 

Shale 

1.647 

Non-command 

Shale 

1.811 

Non-command 

Deccan Traps 

5.620 

Non-command 

Shale 

6.172 

Non-command 

Shale 

2.647 

Non-command 

Shale 

1.603 

Non-command 

Deccan Traps 

0.933 

Non-command 

Shale 

0.418 

Non-command 

Gneisses(B.G.C.) 

0.267 

Non-command 

Phyllite & Schist 

1.048 

Non-command 

Shale 

1.600 

Non-command 

Shale 

2.462 

Non-command 

Shale 

1.577 

Non-command 

Shale 

0.438 

Non-command 

Shale 

1.131 

Non-command 

Deccan Traps 

0.008 

Non-command 

Shale 

3.056 

Non-command 

Deccan Traps 

7.998 

Non-command 

Shale 

1.359 

Non-command 

Shale 

4.438 

Non-command 

Shale 

1.899 

Non-command 

Shale 

0.000 

Non-command 

Shale 

1.415 

Non-command 

Shale 

2.070 

Non-command 

Shale 

0.490 

Non-command 

Deccan Traps 

1.132 

Non-command 

Shale 

1.676 

Non-command 

Shale 

1.042 

Non-command 

Shale 

1.906 

Non-command 

Gneisses(B.G.C.) 

0.966 

Non-command 

Shale 

0.148 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

45,000 

25,000 

120 

50,000 

30,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

50,000 

40,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

50,000 

30,000 

120 

50,000 

40,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

50,000 

30,000 

120 

45,000 

25,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.201 




0.003 

0.003 

0.105 

0.186 

0.030 

0.068 

0.111 

0.149 

0.048 

0.064 

0.025 

0.025 

0.134 

0.134 

0.129 

0.129 

0.072 

0.099 

0.018 

0.121 

0.072 

0.126 

0.201 

0.314 

- 

- 

0.117 

0.279 

0.852 

1.176 

0.144 

0.198 

0.105 

0.148 

0.105 

0.170 

- 

- 

0.039 

0.109 

0.093 

0.174 

0.024 

0.040 

0.042 

0.085 

0.060 

0.125 

0.069 

0.139 

0.009 

0.036 



































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Kalyanpura 

0829001003696400 

1.533 

Fresh 

Kanpuriya 

0829001003694900 

0.195 

Fresh 

Kanwar Choki 

0829001003687700 

2.181 

Fresh 

Khera 

0829001003694200 

2.501 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 



Kishanpura 

0829001003685900 

0.134 

Fresh 

Kishanpuriya 

0829001003695800 

0.901 

Fresh 

Kit Khera 

0829001003695200 

0.828 

Fresh 

Labana Khera 

0829001003688600 

0.827 

Fresh 

Lakhiyon Ka Khera 

0829001003687800 

0.992 

Fresh 

Lalpura 

0829001003684400 

2.272 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Mahuriya 

0829001003693100 

2.200 

Fresh 

Malawada 

0829001003691600 

7.719 

Fresh 

Mali Khera 

0829001003685500 

2.603 

Fresh 

Manpura @ Bhatiya 

0829001003693300 

0.541 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Manpura Jageer 

0829001003685700 

4.726 

Fresh 

Mawai 

0829001003689300 

0.241 

Fresh 

Mohanpura 

0829001003688700 

0.402 

Fresh 

Motipura 

0829001003682000 

2.523 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Narwal Khera 

0829001003694500 

1.197 

Fresh 

Nawan Kheri 

0829001003690600 

2.469 

Fresh 


Non-command 


Non-command 


Naya Khera 

0829001003686200 

1.083 

Fresh 

Peethalwari Kalan 

0829001003684600 

3.814 

Fresh 


Non-command 


Non-command 


Peethalwari Khurd 


Pratappura 


Rajiya 


Rajpura 


Raju Khera 


Rambhawali 


Ratee Rundi 


Rawatpura 


Rooppura 


Sajjanganj @ Dariya Kare 


Sajjanpura @ Handiya Doh 


Sakriya 


Salera 


Sandi Khera 


0829001003688200 

1.717 

Fresh 

0829001003682300 

5.130 

Fresh 

0829001003693700 

2.152 

Fresh 

0829001003682200 

3.791 

Fresh 

0829001003688500 

3.060 

Fresh 

0829001003694400 

2.725 

Fresh 

0829001003696300 

0.942 

Fresh 

0829001003685400 

5.834 

Fresh 

0829001003688000 

2.849 

Fresh 

0829001003695400 

0.972 

Fresh 

0829001003689200 

0.494 

Fresh 

0829001003695500 

4.229 

Fresh 

0829001003693400 

1.753 

Fresh 

0829001003688100 

3.446 

Fresh 

0829001003692900 

2.879 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Sarwaniya 

0829001003688800 

0.279 

Fresh 

Satola 

0829001003686300 

7.204 

Fresh 

Semarda 

0829001003683800 

3.896 

Fresh 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Shale 

1.501 

Non-command 

Shale 

0.195 

Non-command 

Shale 

2.181 

Non-command 

Deccan Traps 

0.291 

Non-command 

Shale 

2.209 

Non-command 

Limestone 

0.002 

Non-command 

Shale 

1.486 

Non-command 

Shale 

0.134 

Non-command 

Shale 

0.258 

Non-command 

Shale 

0.828 

Non-command 

Shale 

0.801 

Non-command 

Shale 

0.992 

Non-command 

Deccan Traps 

0.283 

Non-command 

Shale 

1.989 

Non-command 

Deccan Traps 

2.200 

Non-command 

Deccan Traps 

5.986 

Non-command 

Shale 

2.603 

Non-command 

Deccan Traps 

0.459 

Non-command 

Shale 

0.082 

Non-command 

Shale 

4.726 

Non-command 

Shale 

0.158 

Non-command 

Shale 

0.402 

Non-command 

Limestone 

0.001 

Non-command 

Shale 

0.719 

Non-command 

Deccan Traps 

0.818 

Non-command 

Shale 

0.118 

Non-command 

Shale 

1.197 

Non-command 

Phyllite & Schist 

0.606 

Non-command 

Shale 

0.360 

Non-command 

Shale 

0.128 

Non-command 

Deccan Traps 

0.515 

Non-command 

Shale 

3.299 

Non-command 

Shale 

1.717 

Non-command 

Shale 

0.050 

Non-command 

Deccan Traps 

2.152 

Non-command 

Shale 

3.282 

Non-command 

Shale 

3.060 

Non-command 

Shale 

2.725 

Non-command 

Shale 

0.866 

Non-command 

Shale 

2.840 

Non-command 

Shale 

2.849 

Non-command 

Shale 

0.972 

Non-command 

Shale 

0.494 

Non-command 

Shale 

4.196 

Non-command 

Deccan Traps 

1.753 

Non-command 

Shale 

3.446 

Non-command 

Deccan Traps 

2.491 

Non-command 

Shale 

0.067 

Non-command 

Deccan Traps 

0.220 

Non-command 

Shale 

5.317 

Non-command 

Shale 

0.279 

Non-command 

Shale 

0.337 

Non-command 

Deccan Traps 

0.489 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

50,000 

40,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

50,000 

40,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

50,000 

40,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.111 


0.015 


0.045 


0.015 


0.126 














































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



09003014 


Thanpur 

0829001003689000 

3.045 

Fresh 

Udpura Khurd 

0829001003687600 

0.862 

Fresh 

Undawela 

0829001003686000 

3.381 

Fresh 

Ambareti 

0826000703201400 

0.069 

Fresh 

Ameerama 

0829001103705600 

7.137 

Fresh 


Dheekriya Kheri 


Eklingpura 


Forest Block 


Haripura 


Jaisinghpura 


Jooni Barwal 


Kalakhet 


Kali Bheet 


Kalyan Pura 


Kankra 


Kesharpura 


Kewalpura 


Kewalpura (A) 


Kewalpura(B) 


Khankriya Kheri 


Khokhoriya 


Lachhmipura 


Lalpura 


Mand Kalan 


Maraodiya 


Mata Magri 


Mayda 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Borundi 

0829001103704300 

18.259 

Fresh 

Chakmal 

0829001103708600 

2.030 

Fresh 

Chari (Gadwas) 

0826000703209100 

2.214 

Fresh 

Dabela 

0829001103708300 

0.197 

Fresh 

Deeponka Talab 

0829001103711600 

3.880 

Fresh 

Dhar 

0826000703201000 

0.614 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0829001103710800 


0829001103709700 


0829001103711400 


0829001103709800 


0829001103704600 


0829001103710100 


0826000703201200 



0829001103711500 


0829001103709500 


0829001103710500 


0829001003687100 


0829001103711100 


0829001103710200 


0829001103709400 


0829001103710000 


0829001103711200 


0826000703201100 


0829001103709600 


0829001103711300 


0829001203712000 


0829001103710400 


0829001103710600 


0826000703201300 


38.572 

Fresh 

1.253 

Fresh 

0.299 

Fresh 

0.549 

Fresh 

1.828 

Fresh 

5.016 

Fresh 

0.577 

Fresh 

0.118 

Fresh 

4.155 

Fresh 

2.982 

Fresh 

1.592 

Fresh 

1.265 

Fresh 

2.366 

Fresh 

1.106 

Fresh 

0.950 

Fresh 

3.085 

Fresh 

0.590 

Fresh 

3.297 

Fresh 

6.509 

Fresh 

1.266 

Fresh 

2.257 

Fresh 

1.705 

Fresh 

1.332 

Fresh 

1.756 

Fresh 

0.178 

Fresh 

0.652 

Fresh 


Non_command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non_command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non_command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non_command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Deccan Traps 

0.015 

Non-command 

Shale 

0.055 

Non-command 

Deccan Traps 

0.012 

Non-command 

Shale 

3.456 

Non-command 

Gneisses(B.G.C.) 

1.373 

Non-command 

Shale 

0.167 

Non-command 

Deccan Traps 

1.068 

Non-command 

Shale 

5.173 

Non-command 

Shale 

3.045 

Non-command 

Shale 

0.862 

Non-command 

Shale 

0.406 

Non-command 

Phyllite & Schist 

0.069 

Non-command 

Gneisses(B.G.C.) 

0.020 

Non-command 

Phyllite & Schist 

0.380 

Non-command 

Gneisses(B.G.C.) 

0.662 

Non-command 

Phyllite & Schist 

0.005 

Non-command 

Gneisses(B.G.C.) 

3.666 

Non-command 

Phyllite & Schist 

3.279 

Non-command 

Gneisses(B.G.C.) 

1.341 

Non-command 

Phyllite & Schist 

0.123 

Non-command 

Phyllite & Schist 

0.690 

Non-command 

Gneisses(B.G.C.) 

0.034 

Non-command 

Gneisses(B.G.C.) 

0.219 

Non-command 

Phyllite & Schist 

0.197 

Non-command 

Phyllite & Schist 

0.872 

Non-command 

Gneisses(B.G.C.) 

0.116 

Non-command 

Phyllite & Schist 

0.010 

Command 

Phyllite & Schist 

0.044 

Non-command 

Phyllite & Schist 

1.253 

Non-command 

Phyllite & Schist 

0.299 

Non-command 

Phyllite & Schist 

0.524 

Non-command 

Phyllite & Schist 

1.828 

Non-command 

Phyllite & Schist 

2.752 

Non-command 

Phyllite & Schist 

0.577 

Non-command 

Phyllite & Schist 

0.116 

Command 

Phyllite & Schist 

3.806 

Non-command 

Phyllite & Schist 

2.844 

Non-command 

Phyllite & Schist 

1.592 

Non-command 

Phyllite & Schist 

1.265 

Non-command 

Phyllite & Schist 

0.004 

Non-command 

Phyllite & Schist 

1.106 

Non-command 

Phyllite & Schist 

0.930 

Non-command 

Phyllite & Schist 

3.085 

Non-command 

Phyllite & Schist 

0.590 

Non-command 

Phyllite & Schist 

3.297 

Command 

Phyllite & Schist 

4.488 

Non-command 

Phyllite & Schist 

1.266 

Non-command 

Phyllite & Schist 

2.250 

Non-command 

Phyllite & Schist 

0.029 

Non-command 

Phyllite & Schist 

1.305 

Non-command 

Phyllite & Schist 

1.756 

Command 

Phyllite & Schist 

0.167 

Non-command 

Phyllite & Schist 

0.652 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

50,000 

30,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 





0.078 

0.148 

0.148 

0.160 

0.015 

0.015 

0.060 

0.087 

0.285 

0.409 

0.051 

0.105 

0.033 

0.049 

0.012 

0.017 

0.006 

0.006 


0.014 

0.021 

0.008 

0.008 


0.110 

0.182 

0.101 

0.166 

0.038 

0.110 

0.005 

0.012 

0.005 

0.005 



0.019 

0.019 

0.120 

0.307 

0.024 

0.031 



0.010 

0.010 

0.062 

0.084 

0.067 

0.081 


0.014 

0.028 

0.086 

0.093 

0.202 

0.202 

0.014 

0.028 

0.038 

0.045 

0.005 

0.005 

0.014 

0.014 

0.038 

0.038 

- 

- 

0.067 

0.096 

0.058 

0.116 


























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Moonjwa 

0829001103710700 

2.050 

Fresh 

Mundla 

0826000703209000 

0.969 

Fresh 

Nagaliya Khurd 

0826000703212400 

3.228 

Fresh 

Naya Khera 

0829001103709200 

3.498 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


09003015 


Pancha Gurha 

0826000703208900 

2.965 

Fresh 

Payri 

0829001103711000 

3.263 

Fresh 

Puja Ka Phalian 

0829001103710900 

3.007 

Fresh 

Rana 

0829001203711800 

1.088 

Fresh 

Rani Maliya 

0829001103709300 

1.137 

Fresh 

Reecharipal 

0829001203712400 

16.693 

Fresh 

Rooppura 

0829001103710300 

0.876 

Fresh 

Shyampura 

0829001103709900 

0.367 

Fresh 

Tajela 

0829001103708200 

0.834 

Fresh 

Tegariyo Ka Phala 

0829001103709100 

1.293 

Fresh 

Achalpur 

0829001203730900 

14.649 

Fresh 

Ambamata 

0829001203726800 

0.625 

Fresh 

Amlawada 

0829001203728100 

12.604 

Fresh 

Angora 

0829001203724700 

3.973 

Fresh 

Anoppura 

0829001203718800 

4.961 

Fresh 

Bambori Bari 

0829001203731100 

7.943 

Fresh 

Bambori Chhoti 

0829001203731000 

3.063 

Fresh 

Bamotar 

0829001203726700 

4.837 

Fresh 

Bari 

0829001203725100 

3.334 

Fresh 

Bari Lank 

0829001203731600 

11.321 

Fresh 

Bihara 

0829001203719900 

4.370 

Fresh 

Bordi 

0829001203719500 

4.973 

Fresh 

Bori 

0829001203727000 

7.848 

Fresh 

Chhayan Kotra 

0829001203732400 

1.169 

Fresh 

Chhotilank 

0829001203731300 

3.390 

Fresh 

Chiklad 

0829001203725400 

10.763 

Fresh 

Devgarh 

0829001203726100 

11.251 

Fresh 

Dhaman Doongri 

0829001203732800 

2.470 

Fresh 

Dhamloo 

0829001203724400 

3.812 

Fresh 

Dhamotar 

0829001203724100 

8.515 

Fresh 

Dhudali @ Tanda 

0829001203724300 

2.817 

Fresh 

Gopalpura 

0829001203724500 

2.293 

Fresh 

Gyaspur 

0829001203719400 

7.626 

Fresh 

Hathani Kundi 

0829001203724900 

3.199 

Fresh 

Hingoriya 

0829001203724600 

1.625 

Fresh 

Jamboo Khera 

0829001203719800 

5.797 

Fresh 

Kamliya 

0829001203728000 

3.223 

Fresh 

Karma Khera 

0829001203719100 

4.124 

Fresh 

Karmadi Khera 

0829001203730500 

2.411 

Fresh 

Karoli 

0829001203732900 

5.298 

Fresh 

Khanan 

0829001203731500 

4.128 

Fresh 

Kher Magri 

0829001203726400 

4.024 

Fresh 

Kulmipura 

0829001203724200 

3.779 

Fresh 

Lalpura 

0829001203726200 

1.500 

Fresh 

Luhariya 

0829001203726500 

2.819 

Fresh 

Madpuri 

0829001203732500 

2.096 

Fresh 

Maheedon Ka Khera 

0829001203732700 

1.175 

Fresh 

Majesariya 

0829001203724800 

1.183 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

2.050 

Non-command 

Gneisses(B.G.C.) 

0.396 

Non-command 

Gneisses(B.G.C.) 

0.034 

Non-command 

Gneisses(B.G.C.) 

0.389 

Non-command 

Phyllite & Schist 

3.085 

Non-command 

Gneisses(B.G.C.) 

0.224 

Non-command 

Phyllite & Schist 

3.263 

Non-command 

Phyllite & Schist 

3.007 

Non-command 

Phyllite & Schist 

1.088 

Non-command 

Phyllite & Schist 

1.137 

Non-command 

Phyllite & Schist 

2.867 

Non-command 

Phyllite & Schist 

0.876 

Non-command 

Phyllite & Schist 

0.367 

Non-command 

Gneisses(B.G.C.) 

0.011 

Non-command 

Gneisses(B.G.C.) 

1.293 

Non-command 

Deccan Traps 

1.404 

Non-command 

Deccan Traps 

0.625 

Non-command 

Deccan Traps 

0.382 

Non-command 

Deccan Traps 

3.960 

Non-command 

Deccan Traps 

4.601 

Non-command 

Deccan Traps 

5.552 

Non-command 

Deccan Traps 

3.063 

Non-command 

Deccan Traps 

4.703 

Non-command 

Deccan Traps 

3.296 

Non-command 

Deccan Traps 

1.230 

Non-command 

Deccan Traps 

3.949 

Non-command 

Deccan Traps 

4.475 

Non-command 

Deccan Traps 

0.431 

Non-command 

Deccan Traps 

0.404 

Non-command 

Deccan Traps 

3.390 

Non-command 

Deccan Traps 

3.146 

Non-command 

Deccan Traps 

4.805 

Non-command 

Deccan Traps 

0.326 

Non-command 

Deccan Traps 

3.812 

Non-command 

Deccan Traps 

0.333 

Non-command 

Deccan Traps 

2.608 

Non-command 

Deccan Traps 

2.293 

Non-command 

Deccan Traps 

6.354 

Non-command 

Deccan Traps 

3.121 

Non-command 

Deccan Traps 

1.623 

Non-command 

Deccan Traps 

5.796 

Non-command 

Deccan Traps 

0.114 

Non-command 

Deccan Traps 

0.246 

Non-command 

Deccan Traps 

2.285 

Non-command 

Deccan Traps 

0.105 

Non-command 

Deccan Traps 

3.668 

Non-command 

Deccan Traps 

3.934 

Non-command 

Deccan Traps 

0.468 

Non-command 

Deccan Traps 

0.336 

Non-command 

Deccan Traps 

2.819 

Non-command 

Deccan Traps 

0.052 

Non-command 

Deccan Traps 

1.015 

Non-command 

Deccan Traps 

1.183 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 



Tube Wells with 
Wells Pumpset 






MCM 

MCM 

(15) 

(16) 

0.043 

0.108 

0.042 

0.042 

- 

- 

0.019 

0.026 

0.158 

0.237 

0.008 

0.008 

0.024 

0.046 

0.038 

0.060 

0.076 

0.076 

0.034 

0.056 



0.014 

0.021 

0.038 

0.038 

0.008 

0.008 

0.021 

0.021 

0.155 

0.155 

0.101 

0.123 

0.084 

0.084 

0.084 

0.084 

0.445 

0.459 

0.025 

0.025 

0.004 

0.004 

0.176 

0.262 

0.097 

0.097 

0.025 

0.032 

0.008 

0.008 

0.021 

0.021 

0.046 

0.046 

0.076 

0.076 

0.008 

0.008 

0.218 

0.254 

0.013 

0.013 

0.122 

0.144 

0.202 

0.209 

0.626 

0.669 

0.046 

0.046 

0.080 

0.080 

0.118 

0.140 

0.013 

0.013 



0.151 

0.180 

0.063 

0.063 

0.050 

0.064 

0.017 

0.017 

0.164 

0.164 

- 

- 

0.071 

0.071 

0.059 

0.059 




































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


09003016 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Manawala 

0829001203726600 

2.376 

Fresh 

Nakor 

0829001203718900 

14.114 

Fresh 

Odwara 

0829001203732600 

2.662 

Fresh 

Peepli Khera 

0829001203719600 

5.844 

Fresh 

Phoolda 

0829001203719700 

5.577 

Fresh 

Pratapgarh (M) 

0829001242908000 

22.822 

Fresh 

Prayag Ji Ka Pathar 

0829001203726300 

3.699 

Fresh 

Rampuriya 

0829001203732300 

5.404 

Fresh 

Ranchhorpura 

0829001203725000 

1.576 

Fresh 

Ranpur 

0829001203725300 

8.298 

Fresh 

Rohan Khera 

0829001203718700 

4.299 

Fresh 

Salamgarh 

0829001203730600 

3.898 

Fresh 

Samli Pathar 

0829001203725200 

7.377 

Fresh 

Shahji Ki Pathar 

0829001203731200 

1.335 

Fresh 

Sidhpura 

0829001203726900 

8.318 

Fresh 

Sitamagri 

0829001203731400 

1.545 

Fresh 

Teela 

0829001203720000 

20.225 

Fresh 

Arampura 

0826000703208800 

1.389 

Fresh 

Bageri 

0826000703201800 

7.369 

Fresh 

Bansi 

0829001103708400 

13.012 

Fresh 


Type of Area (Command / N< 
command) 


( 6 ) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non_command 


Non-command 


Belvi 


Bharev 


Bhatiya 


Bheema Gaon 


Bhootiya 


Borka Pani 


Chakmal 


Chauhanon Ka Khera 


Dabi Khera 


Dai Ka Khera 


Dhariawad (CT) 


Gadriyawas 


Ghata 


Jaya Khera 


Jharna 


Kalakhet 


0826000703206900 


0826000703201700 


0826000703200700 


0826000703208700 


0826000703206400 


0826000703201600 


0829001103708600 


0826000703211400 


0826000703209700 


0826000703206000 



3.402 

Fresh 

10.929 

Fresh 

1.473 

Fresh 

0.713 

Fresh 

0.051 

Fresh 

4.122 

Fresh 

6.792 

Fresh 

2.030 

Fresh 

1.081 

Fresh 

2.048 

Fresh 

0.027 

Fresh 

1.755 

Fresh 

2.886 

Fresh 


5.278 Fresh 


Dhalawar 

0829001103707800 

2.789 

Fresh 

Dhamniya Jageer 

0826000703206300 

3.236 

Fresh 

Dhamniya Khalsa 

0826000703206200 

3.765 

Fresh 

Dhar 

0826000703201000 

0.614 

Fresh 


Non_command 


Non_command 


Non_command 


Non-command 


Non-command 


Non_command 


Non_command 


Non-command 


Jakham 


Jakham 


Non-command 


Non_command 


Non_command 


Jakham 


Non-command 


Non-command 


Non_command 


Non_command 


Non-command 



0826000742605000 


0829001103707700 


0826000703206700 



0826000703208600 


0826000703206100 


0826000703201200 


6.784 

Fresh 

2.736 

Fresh 

0.018 

Fresh 

0.269 

Fresh 

7.519 

Fresh 

1.395 

Fresh 

0.530 

Fresh 

0.118 

Fresh 

4.155 

Fresh 


Jakham 


Non-command 


Non-command 


Non-command 


Non_command 


Non-command 


Non_command 


Non-command 


Non command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Deccan Traps 

2.376 

Non-command 

Deccan Traps 

7.005 

Non-command 

Deccan Traps 

1.216 

Non-command 

Deccan Traps 

5.844 

Non-command 

Deccan Traps 

5.577 

Non-command 

Deccan Traps 

0.387 

Non-command 

Deccan Traps 

3.699 

Non-command 

Deccan Traps 

0.005 

Non-command 

Deccan Traps 

1.576 

Non-command 

Deccan Traps 

8.115 

Non-command 

Deccan Traps 

2.859 

Non-command 

Deccan Traps 

0.074 

Non-command 

Deccan Traps 

7.297 

Non-command 

Deccan Traps 

1.335 

Non-command 

Deccan Traps 

8.246 

Non-command 

Deccan Traps 

1.523 

Non-command 

Deccan Traps 

0.984 

Non-command 

Gneisses(B.G.C.) 

0.292 

Command 

Gneisses(B.G.C.) 

7.369 

Non-command 

Gneisses(B.G.C.) 

3.628 

Non-command 

Phyllite & Schist 

2.216 

Command 

Gneisses(B.G.C.) 

0.553 

Command 

Gneisses(B.G.C.) 

10.920 

Command 

Gneisses(B.G.C.) 

1.307 

Non-command 

Gneisses(B.G.C.) 

0.102 

Non-command 

Gneisses(B.G.C.) 

0.051 

Command 

Gneisses(B.G.C.) 

4.119 

Command 

Gneisses(B.G.C.) 

6.792 

Non-command 

Gneisses(B.G.C.) 

1.265 

Command 

Gneisses(B.G.C.) 

1.000 

Command 

Gneisses(B.G.C.) 

0.456 

Non-command 

Gneisses(B.G.C.) 

0.025 

Command 

Gneisses(B.G.C.) 

1.755 

Command 

Gneisses(B.G.C.) 

1.188 

Command 

Phyllite & Schist 

1.436 

Command 

Gneisses(B.G.C.) 

3.642 

Non-command 

Gneisses(B.G.C.) 

1.483 

Non-command 

Gneisses(B.G.C.) 

1.306 

Command 

Gneisses(B.G.C.) 

3.236 

Command 

Gneisses(B.G.C.) 

3.705 

Non-command 

Gneisses(B.G.C.) 

0.469 

Non-command 

Phyllite & Schist 

0.019 

Command 

Gneisses(B.G.C.) 

25.856 

Command 

Phyllite & Schist 

12.529 

Command 

Gneisses(B.G.C.) 

1.555 

Non-command 

Gneisses(B.G.C.) 

0.044 

Non-command 

Gneisses(B.G.C.) 

0.018 

Non-command 

Gneisses(B.G.C.) 

0.129 

Command 

Gneisses(B.G.C.) 

7.276 

Non-command 

Gneisses(B.G.C.) 

0.189 

Command 

Gneisses(B.G.C.) 

0.530 

Non-command 

Phyllite & Schist 

0.001 

Command 

Phyllite & Schist 

0.216 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

90,000 

70,000 

120 

50,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

50,000 

35,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

35,000 

120 

90,000 

70,000 

120 

50,000 

35,000 

120 

70,000 

50,000 

120 

60,000 

40,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.050 

0.050 

0.265 

0.323 

0.008 

0.008 

0.063 

0.063 

0.063 

0.063 

0.017 

0.024 

0.050 

0.050 

- 

- j 

0.080 

0.080 

0.076 

0.076 

0.063 

0.077 

- 

- 

0.088 

0.088 

0.063 

0.063 

0.953 

1.061 

0.025 

0.025 

0.013 

0.013 


0.105 

0.105 

0.110 

0.182 

0.067 

0.110 

0.008 

0.008 

0.302 

0.314 

0.017 

0.035 

- 

- 

0.034 

0.034 

0.017 

0.017 

0.046 

0.046 

0.005 

0.012 

0.025 

0.025 

0.008 

0.008 

0.084 

0.084 

0.046 

0.046 

0.021 

0.021 

0.029 

0.029 

0.151 

0.151 

0.059 

0.059 

- 

0.022 

0.139 

0.139 

0.076 

0.076 



0.008 

0.008 

0.042 

0.042 

0.042 

0.042 

0.017 

0.017 

















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Kali Bheet 


Kalyanpura 


Kandela 


Karnagarh 


Kel Ki Kui 


Khokhoriya 


Laku Ka Lewa 


Lasadiya 


Makanpura 


Manpura 


Mau 


Muniya 


Nalwa 


Napaniya 


Pai Madli 


0826000703200100 


0826000703209900 


0826000703201900 


0826000703206600 


0826000703205900 


0826000703201100 


0826000703200800 



0826000703205000 


0829001103708500 


0826000703201500 


0826000703213600 


0826000703210000 


0826000703211300 


0826000703202300 


0826000703205800 


(4) 

(5) 

13.875 

Fresh 

2.284 

Fresh 

1.668 

Fresh 

0.003 

Fresh 

2.307 

Fresh 

1.370 

Fresh 

6.509 

Fresh 

5.176 

Fresh 



0.006 

Fresh 

0.838 

Fresh 

16.913 

Fresh 

0.546 

Fresh 

4.988 

Fresh 

2.514 

Fresh 

3.658 

Fresh 



2.193 

Fresh 

3.042 

Fresh 

0.022 

Fresh 

3.095 

Fresh 

2.965 

Fresh 


1.740 Fresh 


Peepala Pani 

0826000703205600 

1.247 

Fresh 

Relmahuri 

0826000703202000 

2.161 

Fresh 

Relwara 

0826000703202200 

0.861 

Fresh 

Shivpura 

0829001103708800 

0.489 

Fresh 

Tajela 

0829001103708200 

0.834 

Fresh 


( 6 ) 


Non_command 


Jakham 


Non_command 


Non-command 


Non-command 


Non_command 


Non_command 


Non_command 


Non-command 


Non_command 


Non_command 


Non-command 


Non_command 


Jakham 


Jakham 


Non-command 


Jakham 


Non_command 


Non-command 


Non_command 


Jakham 


Non-command 


Non-command 


Non_command 


Non_command 


Non_command 


Non-command 


Non-command 


09003017 


Takhatpura 

0826000703200600 

1.041 

Fresh 

Tatakiya 

0826000703202100 

3.559 

Fresh 

Udaibhanpura 

0826000703210100 

4.118 

Fresh 

Umarkota 

0826000703206500 

2.473 

Fresh 

Amli Khora 

0829001203720600 

2.936 

Fresh 

Amli Phalan 

0829001203717800 

2.574 

Fresh 

Baori Khera 

0829001203720300 

8.969 

Fresh 

Bara Varda 

0829001203718400 

15.428 

Fresh 


Non_command 


Non_command 


Jakham 


Non_command 


Non-command 


Non-command 


Non-command 


Non-command 



Bhagwanpura 

0829001203720200 

1.760 

Fresh 

Bihara 

0829001203719900 

4.370 

Fresh 

Bilya Rundi 

0829001203723800 

1.340 

Fresh 

Bujhon Ka Ganwa 

0829001203718500 

2.147 

Fresh 

Chamalawada 

0829001203717200 

5.392 

Fresh 

Charpoton Ka Pathar 

0829001203714500 

2.188 

Fresh 

Chhayan Jageer 

0829001003696200 

1.711 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chhayan Kalan 

0829001003695700 

1.375 

Fresh 

Chirwa 

0829001203713500 

1.391 

Fresh 

Chowkri 

0829001203724000 

2.637 

Fresh 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Gneisses(B.G.C.) 

0.235 

Command 

Gneisses(B.G.C.) 

2.080 

Command 

Gneisses(B.G.C.) 

1.039 

Non-command 

Gneisses(B.G.C.) 

0.003 

Non-command 

Gneisses(B.G.C.) 

2.176 

Command 

Gneisses(B.G.C.) 

1.370 

Command 

Phyllite & Schist 

1.689 

Command 

Gneisses(B.G.C.) 

1.136 

Command 

Phyllite & Schist 

0.060 

Non-command 

Gneisses(B.G.C.) 

0.003 

Command 

Gneisses(B.G.C.) 

0.410 

Command 

Gneisses(B.G.C.) 

4.914 

Non-command 

Gneisses(B.G.C.) 

0.546 

Command 

Gneisses(B.G.C.) 

4.988 

Command 

Gneisses(B.G.C.) 

0.207 

Command 

Gneisses(B.G.C.) 

1.389 

Non-command 

Gneisses(B.G.C.) 

0.024 

Command 

Gneisses(B.G.C.) 

0.561 

Command 

Gneisses(B.G.C.) 

1.466 

Non-command 

Gneisses(B.G.C.) 

0.010 

Command 

Gneisses(B.G.C.) 

0.883 

Command 

Gneisses(B.G.C.) 

0.063 

Non-command 

Gneisses(B.G.C.) 

0.747 

Non-command 

Gneisses(B.G.C.) 

1.617 

Non-command 

Phyllite & Schist 

0.123 

Command 

Gneisses(B.G.C.) 

0.006 

Command 

Gneisses(B.G.C.) 

0.003 

Command 

Gneisses(B.G.C.) 

0.034 

Non-command 

Gneisses(B.G.C.) 

0.014 

Non-command 

Gneisses(B.G.C.) 

0.010 

Non-command 

Phyllite & Schist 

0.753 

Command 

Gneisses(B.G.C.) 

0.392 

Command 

Gneisses(B.G.C.) 

1.108 

Command 

Gneisses(B.G.C.) 

1.148 

Command 

Gneisses(B.G.C.) 

2.473 

Non-command 

Deccan Traps 

2.758 

Non-command 

Deccan Traps 

2.571 

Non-command 

Deccan Traps 

8.904 

Non-command 

Deccan Traps 

7.186 

Non-command 

Gneisses(B.G.C.) 

8.151 

Non-command 

Gneisses(B.G.C.) 

0.064 

Non-command 

Shale 

0.145 

Non-command 

Deccan Traps 

1.760 

Non-command 

Deccan Traps 

0.271 

Non-command 

Deccan Traps 

1.340 

Non-command 

Deccan Traps 

2.147 

Non-command 

Deccan Traps 

0.014 

Non-command 

Deccan Traps 

2.180 

Non-command 

Gneisses(B.G.C.) 

0.622 

Non-command 

Shale 

1.027 

Non-command 

Shale 

0.350 

Non-command 

Gneisses(B.G.C.) 

1.391 

Non-command 

Deccan Traps 

0.000 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

35,000 

120 

90,000 

70,000 

120 

50,000 

35,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

35,000 

120 

60,000 

40,000 

120 

50,000 

35,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

60,000 

40,000 

120 

50,000 

35,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

35,000 

120 

90,000 

70,000 

120 

50,000 

35,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

90,000 

70,000 

120 

50,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

90,000 

50,000 

120 

50,000 

30,000 

120 

45,000 

25,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

50,000 

30,000 

120 

45,000 

25,000 

120 

45,000 

25,000 

120 

90,000 

50,000 

120 

60,000 

35,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.029 


0.353 


0.029 





0.008 

0.008 

0.005 

0.005 

0.029 

0.035 



0.017 

0.017 

0.008 

0.008 

0.143 

0.143 

0.024 

0.031 

0.034 

0.034 



0.176 

0.176 

0.017 

0.017 

0.008 

0.008 

0.004 

0.004 

- 

- 

0.025 

0.025 

0.062 

0.141 

0.005 

0.012 



0.024 

0.031 

0.008 

0.014 

0.046 

0.046 

0.017 

0.028 

0.029 

0.029 

- 

- 

0.076 

0.076 

0.105 

0.105 

0.248 

0.277 

0.402 

0.445 



0.050 

0.050 

0.013 

0.020 



0.025 

0.025 

0.011 

0.011 

0.012 

0.012 

0.018 

0.023 

0.246 

0.246 





























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


8.707 Fresh 



Dalelpur Mota 

0829001203721000 

1.077 

Fresh 

Dhamotar 

0829001203724100 

8.515 

Fresh 

Dhaula Pani 

0829001003690700 

10.646 

Fresh 

Dhudali @ Tanda 

0829001203724300 

2.817 

Fresh 

Guman Pura Chhota 

0829001203717700 

0.435 

Fresh 

Gumanpura Bara 

0829001203717900 

0.418 

Fresh 

Hanuman Chauraya 

0829001203718300 

1.261 

Fresh 

Havaniya Rundi 

0829001203720500 

1.023 

Fresh 

Inton Ka Talab 

0829001003690400 

7.266 

Fresh 

Jakhli 

0829001203714300 

1.304 

Fresh 

Jhantla 

0829001203714600 

2.968 

Fresh 

Joda Mahuda 

0829001003696000 

0.587 

Fresh 

Jora Mahoora Kundaliya 

0829001203714000 

2.927 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kala Khet 


Kalsiya 


Kalyanpura 


Kesharpura 


Khakhri Khera No.2 


Kheejan Khera 


Khera Nahar Singh Mata 


Kheriyado 


Khoriya 


Kishanpuriya 


0829001003696100 

3.848 

Fresh 

0829001203723900 

2.031 

Fresh 

0829001003696400 

1.533 

Fresh 

0829001203714900 

0.245 

Fresh 

0829001203714800 

0.940 

Fresh 

0829001203717600 

0.711 

Fresh 

0829001203718100 

1.937 

Fresh 

0829001203713900 

2.579 

Fresh 

0829001203720400 

2.090 

Fresh 

0829001203721100 

3.538 

Fresh 

0829001003695800 

0.901 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kulmipura 

0829001203724200 

3.779 

Fresh 

Kunda Ka Tapra 

0829001203723700 

1.161 

Fresh 

Kundwa Rundi 

0829001203720900 

0.357 

Fresh 

Madhura Talab 

0829001203713400 

16.416 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Mahoori Khera 

0829001203720100 

4.022 

Fresh 

Meriya Kheri 

0829001203714100 

3.905 

Fresh 


Non-command 


Non-command 


Nagpura 

0829001203721200 

1.132 

Fresh 

Nakor 

0829001203718900 

14.114 

Fresh 

Nalwa 

0829001203718600 

4.222 

Fresh 

Narayan Khera 

0829001203723600 

4.764 

Fresh 

Naya Tapra 

0829001203718000 

0.548 

Fresh 

Parkhanda 

0829001203720700 

0.612 

Fresh 

Peeplitapra 

0829001203723500 

1.239 

Fresh 

Pipala Pani 

0829001203714400 

0.398 

Fresh 

Ratee Rundi 

0829001003696300 

0.942 

Fresh 

Ratniya Kheri 

0829001203721300 

2.638 

Fresh 

Rohan Khera 

0829001203718700 

4.299 

Fresh 

Saba Khera No.l 

0829001203717400 

1.443 

Fresh 

Saba Khera No.2 

0829001203717500 

0.916 

Fresh 

Saga Magri 

0829001203713600 

2.437 

Fresh 

Semalon Ka Khera 

0829001203714700 

1.108 

Fresh 

Semlop 

0829001203723400 

6.445 

Fresh 

Sewra 

0829001203713800 

3.396 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Deccan Traps 

8.530 

Non-command 

Gneisses(B.G.C.) 

0.000 

Non-command 

Deccan Traps 

1.072 

Non-command 

Deccan Traps 

7.203 

Non-command 

Gneisses(B.G.C.) 

0.437 

Non-command 

Deccan Traps 

0.210 

Non-command 

Deccan Traps 

0.435 

Non-command 

Deccan Traps 

0.418 

Non-command 

Gneisses(B.G.C.) 

1.261 

Non-command 

Deccan Traps 

0.993 

Non-command 

Gneisses(B.G.C.) 

0.007 

Non-command 

Deccan Traps 

1.027 

Non-command 

Deccan Traps 

0.958 

Non-command 

Gneisses(B.G.C.) 

0.540 

Non-command 

Deccan Traps 

0.003 

Non-command 

Gneisses(B.G.C.) 

2.924 

Non-command 

Gneisses(B.G.C.) 

2.685 

Non-command 

Deccan Traps 

2.031 

Non-command 

Shale 

0.032 

Non-command 

Deccan Traps 

0.047 

Non-command 

Deccan Traps 

0.281 

Non-command 

Deccan Traps 

0.704 

Non-command 

Deccan Traps 

1.919 

Non-command 

Gneisses(B.G.C.) 

2.579 

Non-command 

Deccan Traps 

2.084 

Non-command 

Deccan Traps 

0.268 

Non-command 

Gneisses(B.G.C.) 

0.004 

Non-command 

Shale 

0.639 

Non-command 

Deccan Traps 

3.310 

Non-command 

Deccan Traps 

1.161 

Non-command 

Deccan Traps 

0.357 

Non-command 

Deccan Traps 

3.420 

Non-command 

Gneisses(B.G.C.) 

10.648 

Non-command 

Deccan Traps 

4.005 

Non-command 

Deccan Traps 

2.986 

Non-command 

Gneisses(B.G.C.) 

0.772 

Non-command 

Deccan Traps 

0.863 

Non-command 

Deccan Traps 

2.353 

Non-command 

Deccan Traps 

4.222 

Non-command 

Deccan Traps 

1.932 

Non-command 

Deccan Traps 

0.548 

Non-command 

Deccan Traps 

0.607 

Non-command 

Deccan Traps 

1.239 

Non-command 

Deccan Traps 

0.398 

Non-command 

Shale 

0.076 

Non-command 

Deccan Traps 

0.006 

Non-command 

Deccan Traps 

1.343 

Non-command 

Deccan Traps 

0.138 

Non-command 

Deccan Traps 

0.385 

Non-command 

Gneisses(B.G.C.) 

2.437 

Non-command 

Deccan Traps 

1.067 

Non-command 

Deccan Traps 

4.506 

Non-command 

Gneisses(B.G.C.) 

3.311 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

35,000 

120 

90,000 

50,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

50,000 

30,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

90,000 

50,000 

120 

60,000 

35,000 

120 

50,000 

30,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

50,000 

30,000 

120 

60,000 

35,000 

120 

90,000 

50,000 

120 

50,000 

30,000 

120 

60,000 

35,000 

120 

45,000 

25,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

90,000 

50,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

50,000 

30,000 

120 

45,000 

25,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

90,000 

50,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

90,000 

50,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

45,000 

25,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

90,000 

50,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

90,000 

50,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.307 

0.307 

- 

- 

0.017 

0.017 

0.290 

0.312 

0.043 

0.043 

0.008 

0.008 

0.013 

0.013 

0.034 

0.034 

0.528 

0.550 



0.034 

0.034 

0.055 

0.055 

0.011 

0.011 


0.342 

0.342 

0.004 

0.070 


0.003 

0.003 

0.004 

0.004 

0.021 

0.021 

0.008 

0.008 



0.147 

0.147 

0.654 

0.654 

0.092 

0.092 

0.227 

0.227 

0.084 

0.084 

0.034 

0.034 

0.088 

0.110 

0.105 

0.127 



0.029 

0.029 

0.003 

0.003 

- 

- 

0.029 

0.036 

0.008 

0.008 

0.004 

0.004 

0.138 

0.138 

0.013 

0.013 

0.353 

0.396 

0.222 

0.222 





























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 



09004018 


sq.km 


(4) (5) 


0.880 Fresh 



Siya Kheri 

0829001003695900 

7.322 

Fresh 

Talaya 

0829001203713700 

3.999 

Fresh 

Tayari 

0829001203720800 

0.553 

Fresh 

Teela 

0829001203720000 

20.225 

Fresh 

Ummedpura 

0829001203715500 

0.625 

Fresh 

Unta Khera 

0829001203713300 

4.932 

Fresh 


Ambapara 

0828000303442900 

1.061 

Fresh 

Ambawaj 

0828000303440800 

1.225 

Fresh 

Ambeerama 

0829001303765300 

9.820 

Fresh 

Badli Khera 

0828000103406500 

2.326 

Fresh 

Beo 

0829001303764100 

7.415 

Fresh 

Bhagi Deri 

0828000303440400 

1.229 

Fresh 

Bhaison Ki Nal 

0829001303765100 

2.323 

Fresh 

Bhameri 

0828000103406000 

7.643 

Fresh 

Bhat Bhamriya 

0829001303765000 

2.575 

Fresh 

Bhoori Ghata 

0829001303764200 

1.824 

Fresh 

Chhayan Bari 

0828000303439500 

2.481 

Fresh 

Chhoti Chhayan 

0828000303440600 

0.549 

Fresh 

Danpur 

0828000303443300 

13.066 

Fresh 

Daulatpura 

0828000303439300 

1.820 

Fresh 

Derkeeya 

0828000303441300 

0.712 

Fresh 

Garh 

0828000303441600 

1.239 

Fresh 

Ghori 

0828000303428800 

3.009 

Fresh 

Got Ka Mahura 

0828000303439400 

1.031 

Fresh 

Hameerpura 

0829001303764500 

5.632 

Fresh 

Harnathpura 

0828000303440900 

0.867 

Fresh 

Haro 

0828000103405300 

5.277 

Fresh 

Hiriya Garhi 

0828000303441500 

2.734 

Fresh 

Jahanpura 

0828000303441400 

4.443 

Fresh 

Jhanjhiyamal 

0828000303441700 

2.439 

Fresh 

Joona Khera 

0828000303439900 

0.671 

Fresh 

Jormiya 

0828000303439000 

3.042 

Fresh 

Kadwali 

0828000303439700 

1.221 

Fresh 

Kagwa 

0828000303440500 

0.940 

Fresh 

Kangarh 

0829001303764600 

11.198 

Fresh 

Karchhi 

0828000303443000 

1.928 

Fresh 

Kelwani 

0828000303438900 

1.607 

Fresh 

Khadiyawani 

0828000103406300 

1.132 

Fresh 

Kharwara 

0828000103406400 

2.098 

Fresh 

Koibao 

0828000303439200 

1.498 

Fresh 

Kumharon Ka Pathar 

0829001303763900 

0.390 

Fresh 

Kundal 

0828000303438700 

9.758 

Fresh 

Lalpura 

0829001303764800 

7.895 

Fresh 

Lambi Sadar 

0828000303440700 

1.761 

Fresh 

Leeliya 

0829001303761300 

4.597 

Fresh 

Luhar Khali 

0829001303765200 

6.263 

Fresh 

Makanpura 

0828000303438800 

8.410 

Fresh 

Mana Peepli 

0829001303764400 

1.420 

Fresh 

Mandvi 

0828000103405600 

3.884 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sub Basin: 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Deccan Traps 

0.449 

Non-command 

Gneisses(B.G.C.) 

0.430 

Non-command 

Gneisses(B.G.C.) 

5.520 

Non-command 

Gneisses(B.G.C.) 

3.999 

Non-command 

Deccan Traps 

0.551 

Non-command 

Deccan Traps 

19.041 

Non-command 

Deccan Traps 

0.053 

Non-command 

Deccan Traps 

1.233 

Non-command 

Gneisses(B.G.C.) 

0.251 

/lahi 

Non-command 

Deccan Traps 

0.686 

Non-command 

Deccan Traps 

1.225 

Non-command 

Deccan Traps 

6.951 

Non-command 

Deccan Traps 

2.310 

Non-command 

Deccan Traps 

6.308 

Non-command 

Deccan Traps 

1.229 

Non-command 

Deccan Traps 

2.132 

Non-command 

Deccan Traps 

3.922 

Non-command 

Deccan Traps 

2.085 

Non-command 

Deccan Traps 

1.479 

Non-command 

Deccan Traps 

2.481 

Non-command 

Deccan Traps 

0.549 

Non-command 

Deccan Traps 

0.070 

Non-command 

Deccan Traps 

1.820 

Non-command 

Deccan Traps 

0.712 

Non-command 

Deccan Traps 

0.922 

Non-command 

Deccan Traps 

2.916 

Non-command 

Deccan Traps 

1.031 

Non-command 

Deccan Traps 

2.763 

Non-command 

Deccan Traps 

0.699 

Non-command 

Deccan Traps 

0.169 

Non-command 

Deccan Traps 

2.728 

Non-command 

Deccan Traps 

4.443 

Non-command 

Deccan Traps 

0.095 

Non-command 

Deccan Traps 

0.671 

Non-command 

Deccan Traps 

3.042 

Non-command 

Deccan Traps 

1.221 

Non-command 

Deccan Traps 

0.940 

Non-command 

Deccan Traps 

8.896 

Non-command 

Deccan Traps 

1.928 

Non-command 

Deccan Traps 

1.607 

Non-command 

Deccan Traps 

1.083 

Non-command 

Deccan Traps 

2.007 

Non-command 

Deccan Traps 

1.498 

Non-command 

Deccan Traps 

0.242 

Non-command 

Deccan Traps 

9.720 

Non-command 

Deccan Traps 

7.629 

Non-command 

Deccan Traps 

1.283 

Non-command 

Deccan Traps 

1.373 

Non-command 

Deccan Traps 

5.374 

Non-command 

Deccan Traps 

8.340 

Non-command 

Deccan Traps 

1.040 

Non-command 

Deccan Traps 

3.183 


Number Number Number of 
of Tube of Wells Operational 
Wells with Days 

Pumpset 


(9) (10) 



Average Yield 

Draft 

Tube 

Wells 

Wells with 
Pumpset 

Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

MCM 

MCM 

(12) 

(13) 

(14) 

(15) 

60,000 

35,000 

0.007 

0.004 

90,000 

50,000 

0.011 

- 

50,000 

30,000 

0.054 

0.598 

90,000 

50,000 

- 

0.144 

60,000 

35,000 

- 

0.017 

60,000 

35,000 

0.050 

0.239 


120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

90,000 

60,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

90,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

90,000 

60,000 




0.046 

0.046 

0.012 

0.012 


0.067 

0.067 

0.017 

0.017 

0.298 

0.557 

0.022 

0.022 


0.059 

0.059 

0.077 

0.077 

0.043 

0.043 

0.163 

0.163 

0.043 

0.043 

0.017 

0.017 



0.042 

0.064 

0.017 

0.017 

0.042 

0.042 

0.176 

0.176 

0.017 

0.017 

0.005 

0.005 

0.025 

0.025 

0.007 

0.007 

0.034 

0.034 

0.134 

0.134 

- 

- 

0.076 

0.076 

0.017 

0.017 

0.084 

0.084 

0.042 

0.042 

0.293 

0.401 

0.050 

0.050 

0.017 

0.017 

0.022 

0.022 

0.022 

0.022 

0.042 

0.042 

0.024 

0.024 

0.025 

0.025 

0.086 

0.086 

0.034 

0.034 

- 

- 

0.307 

0.401 

0.042 

0.042 

0.019 

0.019 

0.050 

0.050 























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



09004019 


Manpura Kalan 

0829001303763500 

3.858 

Fresh 

Mokam Pura 

0828000303441200 

0.923 

Fresh 

Mothiya 

0829001303765400 

4.544 

Fresh 

Nandi Khera 

0829001303763700 

3.237 

Fresh 

Nawa Khera 

0828000303440300 

0.956 

Fresh 

Negariya 

0828000303440000 

0.797 

Fresh 

Parthipura 

0828000103406200 

4.808 

Fresh 

Peepalda 

0828000103406600 

5.992 

Fresh 

Ranpur 

0828000103405700 

0.226 

Fresh 

Reechhri 

0829001303761500 

1.547 

Fresh 

Retiya 

0828000303439600 

0.850 

Fresh 

Rohaniya 

0828000103405800 

3.160 

Fresh 

Roonjiya 

0828000303441000 

0.974 

Fresh 

Roonjiya Para 

0828000303441100 

1.498 

Fresh 

Roopgarh 

0829001303764000 

0.372 

Fresh 

Sagron Ka Khera 

0829001303763800 

1.178 

Fresh 

Saliya 

0828000103405400 

0.839 

Fresh 

Sarkot 

0829001303764700 

14.660 

Fresh 

Sarsi Khera 

0828000303440100 

1.401 

Fresh 

Sat Rudiya 

0828000303440200 

0.909 

Fresh 

Surajpura 

0828000303439800 

0.699 

Fresh 

Tamtiya 

0828000303443100 

1.867 

Fresh 

Tejpur 

0828000303428900 

33.242 

Fresh 

Thakra 

0828000103406100 

2.715 

Fresh 

Tilgari 

0828000303438500 

5.119 

Fresh 

Ubapan 

0828000303438600 

2.624 

Fresh 

Uthel 

0829001303763300 

4.276 

Fresh 

Veerpura 

0829001303764300 

4.650 

Fresh 

Wara 

0828000303439100 

1.981 

Fresh 

Amarpura 

0828000303433500 

1.497 

Fresh 

Amli Khera 

0828000303427500 

4.010 

Fresh 

Arniya 

0828000303425700 

4.610 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 



Bakhatpura 

0828000303447100 

1.944 

Fresh 

Banswara (m+og) 

0828000342802000 

5.695 

Fresh 


Banswara (rural) 

0828000303435100 

0.461 

Fresh 

Barbadiya 

0828000103403800 

3.991 

Fresh 

Bargaon 

0828000303431000 

6.589 

Fresh 

Bari Daylan 

0828000303432800 

0.900 

Fresh 

Bari Saiyatalai 

0828000303432700 

0.520 

Fresh 



Non-command 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 



Barodiya 


0828000403470600 


Mahi Bajaj Sagar 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

0.098 

Non-command 

Deccan Traps 

1.377 

Non-command 

Deccan Traps 

0.923 

Non-command 

Deccan Traps 

2.724 

Non-command 

Deccan Traps 

1.422 

Non-command 

Deccan Traps 

0.956 

Non-command 

Deccan Traps 

0.797 

Non-command 

Deccan Traps 

4.803 

Non-command 

Deccan Traps 

0.016 

Non-command 

Deccan Traps 

0.167 

Non-command 

Deccan Traps 

0.150 

Non-command 

Deccan Traps 

0.850 

Non-command 

Deccan Traps 

0.001 

Non-command 

Deccan Traps 

0.974 

Non-command 

Deccan Traps 

1.489 

Non-command 

Deccan Traps 

0.085 

Non-command 

Deccan Traps 

0.024 

Non-command 

Gneisses(B.G.C.) 

0.002 

Non-command 

Deccan Traps 

9.687 

Non-command 

Deccan Traps 

1.401 

Non-command 

Deccan Traps 

0.909 

Non-command 

Deccan Traps 

0.699 

Non-command 

Deccan Traps 

0.847 

Non-command 

Deccan Traps 

25.482 

Non-command 

Deccan Traps 

1.421 

Non-command 

Deccan Traps 

3.566 

Non-command 

Deccan Traps 

2.624 

Non-command 

Deccan Traps 

0.054 

Non-command 

Deccan Traps 

3.490 

Non-command 

Deccan Traps 

1.981 

Command 

Gneisses(B.G.C.) 

1.497 

Non-command 

Gneisses(B.G.C.) 

0.464 

Command 

Gneisses(B.G.C.) 

3.072 

Command 

Limestone 

0.002 

Command 

Phyllite & Schist 

1.537 

Command 

Gneisses(B.G.C.) 

0.500 

Command 

Phyllite & Schist 

3.042 

Non-command 

Deccan Traps 

0.404 

Non-command 

Gneisses(B.G.C.) 

0.055 

Non-command 

Gneisses(B.G.C.) 

0.076 

Command 

Gneisses(B.G.C.) 

1.846 

Non-command 

Gneisses(B.G.C.) 

3.044 

Command 

Gneisses(B.G.C.) 

0.461 

Non-command 

Gneisses(B.G.C.) 

0.796 

Command 

Gneisses(B.G.C.) 

6.589 

Command 

Gneisses(B.G.C.) 

0.900 

Command 

Gneisses(B.G.C.) 

0.125 

Non-command 

Gneisses(B.G.C.) 

0.290 

Command 

Gneisses(B.G.C.) 

0.039 

Command 

Limestone 

2.048 

Non-command 

Deccan Traps 

0.292 

Non-command 

Gneisses(B.G.C.) 

0.642 

Command 

Limestone 

0.393 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

100,000 

80,000 



MCM 

MCM 

(15) 

(16) 

~ 

~ 

0.058 

0.101 

0.017 

0.017 

0.154 

0.320 

0.029 

0.029 

0.042 

0.042 

0.059 

0.059 

0.029 

0.029 



0.034 

0.034 

0.034 

0.034 

0.005 

0.005 



0.158 

0.194 

0.025 

0.025 

0.017 

0.017 

0.042 

0.042 

0.017 

0.017 

0.470 

0.470 

0.007 

0.007 

0.034 

0.034 

0.034 

0.034 

0.005 

0.005 

0.086 

0.086 

0.067 

0.067 

0.008 

0.040 



0.029 

0.041 

0.025 

0.057 

0.154 

0.346 

0.043 

0.043 

0.008 

0.008 


0.017 

0.017 

0.017 

0.017 

0.218 

0.315 


0.059 

0.167 

0.025 

0.036 

0.008 

0.008 

0.025 

0.036 





















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Bhatwara 


Type of Area (Command / N< 
command) 



Barwi 

0828000303432500 

0.962 

Fresh 

Bassi Makwana 

0828000303448200 

0.684 

Fresh 

Bhachariya 

0828000303431800 

8.451 

Fresh 

Bhagat Pura 

0828000303426300 

2.506 

Fresh 

Bhandariya (rural) 

0828000303435200 

4.807 

Fresh 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 



Bhanwarkara 

0828000303426700 

0.362 

Fresh 

Bhapor 

0828000303435400 

1.221 

Fresh 


0828000303424900 


6.443 Fresh 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 



Bhawanpura (rural) 

0828000303435000 

0.360 

Fresh 

Bheelwan 

0828000303426100 

2.281 

Fresh 


Non-command 


Mahi Bajaj Sagar 



Bhoot Para 

0828000303451600 

4.051 

Fresh 

Bodigama 

0828000403470000 

5.065 

Fresh 

Bodla 

0828000303434500 

4.830 

Fresh 

Bor Khabar 

0828000303451500 

5.750 

Fresh 

Borkheri @ Chandraveergarh 

0828000303433800 

1.923 

Fresh 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Bortalab 

0828000303435900 

1.230 

Fresh 

Borwat 

0828000303433700 

4.495 

Fresh 

Chaubison Ka Parda 

0828000303431500 

2.000 

Fresh 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Cheeb 

0828000303427400 

3.843 

Fresh 

Chhatrasalpur 

0828000303447700 

5.470 

Fresh 


Chheench 


0828000403470500 


22.489 Fresh 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Chiriyawasa 

0828000303426000 

3.456 

Fresh 

Chokhla 

0828000403471300 

8.247 

Fresh 

Damarwas 

0828000303447900 

1.536 

Fresh 

Dashahara 

0828000303431700 

2.963 

Fresh 

Deoliya 

0828000303425500 

3.708 

Fresh 

Dhamaniya 

0828000303432300 

1.779 

Fresh 

Doriya Ki Rel 

0828000303451300 

1.685 

Fresh 

Fatehpura 

0828000303435800 

0.904 

Fresh 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Gagari 


0828000303427100 


6.481 Fresh 



Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 



Ganpatpura 

0828000303431900 

1.112 

Fresh 

Garnawat 

0828000303449000 

1.575 

Fresh 

Gauwapara 

0828000303448700 

0.713 

Fresh 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Phyllite & Schist 

1.402 

Non-command 

Phyllite & Schist 

1.469 

Non-command 

Gneisses(B.G.C.) 

0.558 

Command 

Gneisses(B.G.C.) 

0.684 

Command 

Gneisses(B.G.C.) 

8.451 

Command 

Gneisses(B.G.C.) 

2.506 

Command 

Gneisses(B.G.C.) 

3.360 

Non-command 

Deccan Traps 

0.001 

Non-command 

Gneisses(B.G.C.) 

1.422 

Command 

Gneisses(B.G.C.) 

0.362 

Command 

Gneisses(B.G.C.) 

0.258 

Non-command 

Gneisses(B.G.C.) 

0.746 

Command 

Gneisses(B.G.C.) 

0.123 

Command 

Limestone 

3.995 

Command 

Phyllite & Schist 

0.720 

Non-command 

Gneisses(B.G.C.) 

0.343 

Command 

Gneisses(B.G.C.) 

1.731 

Command 

Phyllite & Schist 

0.549 

Non-command 

Deccan Traps 

2.657 

Non-command 

Gneisses(B.G.C.) 

0.555 

Non-command 

Deccan Traps 

0.010 

Command 

Phyllite & Schist 

0.060 

Command 

Gneisses(B.G.C.) 

4.126 

Non-command 

Deccan Traps 

0.127 

Command 

Gneisses(B.G.C.) 

1.354 

Command 

Limestone 

0.522 

Non-command 

Deccan Traps 

0.150 

Command 

Gneisses(B.G.C.) 

4.495 

Command 

Gneisses(B.G.C.) 

0.328 

Command 

Limestone 

1.672 

Non-command 

Gneisses(B.G.C.) 

0.279 

Command 

Gneisses(B.G.C.) 

1.879 

Non-command 

Gneisses(B.G.C.) 

2.946 

Command 

Limestone 

2.496 

Command 

Phyllite & Schist 

14.938 

Command 

Gneisses(B.G.C.) 

3.456 

Command 

Phyllite & Schist 

0.042 

Non-command 

Gneisses(B.G.C.) 

1.192 

Command 

Gneisses(B.G.C.) 

2.963 

Command 

Gneisses(B.G.C.) 

3.708 

Command 

Gneisses(B.G.C.) 

1.779 

Non-command 

Deccan Traps 

0.342 

Non-command 

Deccan Traps 

0.352 

Non-command 

Gneisses(B.G.C.) 

0.551 

Command 

Gneisses(B.G.C.) 

0.598 

Non-command 

Gneisses(B.G.C.) 

3.649 

Command 

Gneisses(B.G.C.) 

4.563 

Command 

Limestone 

0.932 

Non-command 

Deccan Traps 

0.057 

Non-command 

Gneisses(B.G.C.) 

2.892 

Command 

Gneisses(B.G.C.) 

1.112 

Non-command 

Gneisses(B.G.C.) 

1.575 

Non-command 

Gneisses(B.G.C.) 

0.358 



with 

Pumpset 


(9) (10) 


1 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.010 


0.010 


0.034 


0.017 


0.017 



0.019 

0.031 

0.008 

0.008 

0.017 

0.039 

0.025 

0.057 

0.048 

0.048 

0.307 

0.319 

0.109 

0.174 









































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Ghalkiya 


Ghata Ki Nal 


Gorchha 


Gordi 


Hameerpura 


0828000303425600 


0828000103403300 


0828000103403400 


0828000303431100 


0828000403470100 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


6.005 Fresh 


3.579 Fresh 


7.882 Fresh 


4.092 Fresh 


1.349 Fresh 


( 6 ) 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Hatkhera 


0828000303430200 


0.979 Fresh 


Higoliya Gara 

0828000303425200 

2.043 

Fresh 

Itauwa 

0828000403473300 

10.570 

Fresh 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Jagtarawat Ka Parda 

0828000303448600 

0.981 

Fresh 

Jalda 

0828000403470200 

9.046 

Fresh 

Jamboi 

0828000103402200 

7.054 

Fresh 

Janameri 

0828000303432100 

3.201 

Fresh 

Janawari 

0828000303432200 

2.163 

Fresh 

Jhantla 

0828000303430700 

2.429 

Fresh 

Jhoopel 

0828000303449100 

6.186 

Fresh 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Kakanseja 

0828000303430000 

7.917 

Fresh 

Kalyanpura 

0828000303449700 

1.355 

Fresh 


Non-command 


Non-command 


Kankra Doongri 

0828000303433000 

0.722 

Fresh 

Kareliya 

0828000303436000 

0.343 

Fresh 

Kevalpura (rural) 

0828000303434900 

3.405 

Fresh 


Kharwali 

0828000303447500 

3.442 

Fresh 

Kher Dabra 

0828000303427200 

7.212 

Fresh 

Kundla Kalan 

0828000303436100 

3.586 

Fresh 

Kundla Khurd 

0828000303444800 

6.705 

Fresh 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kunwala Ki Dhani 

0828000303424800 

0.691 

Fresh 

Kupra 

0828000303432000 

4.141 

Fresh 

Kushalpura 

0828000303424400 

7.976 

Fresh 

Kuwaniya 

0828000103402300 

11.468 

Fresh 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 



Lala Ada 

0828000303451400 

4.130 

Fresh 

Lalpura 

0828000303433400 

0.905 

Fresh 

Laxmangarh @ Jhari 

0828000303430100 

9.731 

Fresh 

Leemkhora 

0828000303435300 

0.629 

Fresh 

Leemthan 

0828000303448300 

3.228 

Fresh 


Lodha 

0828000303433200 

0.917 

Fresh 

Makod 

0828000303430600 

3.155 

Fresh 

Malwasa 

0828000303433900 

9.087 

Fresh 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 



Moongthali 

0828000303424600 

2.346 

Fresh 

Mordinichali 

0828000103402600 

5.114 

Fresh 

Motira 

0828000303425900 

3.214 

Fresh 

Nadiya 

0828000303434300 

3.093 

Fresh 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Gneisses(B.G.C.) 

6.005 

Non-command 

Gneisses(B.G.C.) 

3.579 

Non-command 

Gneisses(B.G.C.) 

1.719 

Command 

Gneisses(B.G.C.) 

4.092 

Command 

Limestone 

0.093 

Command 

Phyllite & Schist 

0.616 

Command 

Gneisses(B.G.C.) 

0.416 

Non-command 

Gneisses(B.G.C.) 

0.563 

Command 

Limestone 

2.043 

Non-command 

Deccan Traps 

0.014 

Non-command 

Gneisses(B.G.C.) 

0.034 

Non-command 

Gneisses(B.G.C.) 

0.285 

Command 

Limestone 

0.030 

Non-command 

Gneisses(B.G.C.) 

0.540 

Command 

Gneisses(B.G.C.) 

3.201 

Command 

Gneisses(B.G.C.) 

2.163 

Command 

Gneisses(B.G.C.) 

2.429 

Non-command 

Deccan Traps 

2.657 

Non-command 

Gneisses(B.G.C.) 

1.954 

Non-command 

Gneisses(B.G.C.) 

0.568 

Non-command 

Deccan Traps 

0.009 

Non-command 

Gneisses(B.G.C.) 

0.823 

Command 

Gneisses(B.G.C.) 

0.722 

Non-command 

Deccan Traps 

0.343 

Command 

Gneisses(B.G.C.) 

3.090 

Non-command 

Gneisses(B.G.C.) 

0.314 

Non-command 

Gneisses(B.G.C.) 

0.007 

Non-command 

Gneisses(B.G.C.) 

0.335 

Non-command 

Deccan Traps 

0.703 

Non-command 

Deccan Traps 

0.102 

Non-command 

Gneisses(B.G.C.) 

0.021 

Command 

Limestone 

0.368 

Command 

Gneisses(B.G.C.) 

4.141 

Command 

Limestone 

0.772 

Command 

Gneisses(B.G.C.) 

2.224 

Command 

Phyllite & Schist 

0.148 

Non-command 

Gneisses(B.G.C.) 

1.612 

Non-command 

Deccan Traps 

0.147 

Command 

Gneisses(B.G.C.) 

0.905 

Non-command 

Gneisses(B.G.C.) 

8.583 

Non-command 

Gneisses(B.G.C.) 

0.484 

Command 

Gneisses(B.G.C.) 

1.595 

Non-command 

Gneisses(B.G.C.) 

0.942 

Command 

Gneisses(B.G.C.) 

0.917 

Command 

Gneisses(B.G.C.) 

3.155 

Command 

Limestone 

8.969 

Command 

Phyllite & Schist 

0.118 

Command 

Gneisses(B.G.C.) 

0.237 

Command 

Limestone 

4.113 

Command 

Limestone 

0.097 

Command 

Phyllite & Schist 

0.098 

Command 

Gneisses(B.G.C.) 

3.214 

Command 

Gneisses(B.G.C.) 

0.999 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.101 

0.231 

0.042 

0.042 

0.067 

0.067 

0.101 

0.166 

- 

- 

0.010 

0.034 

0.050 

0.050 

0.067 

0.067 

0.134 

0.134 



0.017 

0.384 

0.034 

0.239 

0.067 

0.067 

0.050 

0.463 

0.050 

0.385 

0.008 

0.008 



0.008 

0.008 

0.022 

0.022 



0.038 

0.038 

0.008 

0.051 


































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


3.753 Fresh 


11.888 Fresh 




Nawa Khera 

0828000303451200 

11.648 

Fresh 

Nichla Ghantala 

0828000303430400 

4.692 

Fresh 



Noka 

0828000103403100 

2.265 

Fresh 

Odharji Ka Parda 

0828000303434700 

3.198 

Fresh 

Ojhariya 

0828000303433300 

2.546 

Fresh 

Padamnath Ka Gara 

0828000303427000 

0.972 

Fresh 

Padi Kalan 

0828000303434100 

4.050 

Fresh 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Padikhurd 

0828000303448400 

3.096 

Fresh 

Padla 

0828000303444900 

4.225 

Fresh 


Mahi Bajaj Sagar 


Non-command 


Palodara 

0828000303434600 

3.334 

Fresh 

Panasi Bari 

0828000203416600 

2.993 

Fresh 

Paniwalagara 

0828000303426900 

3.078 

Fresh 



Parla Ganeshilal 

0828000303432600 

0.742 

Fresh 

Patan 

0828000403470300 

13.096 

Fresh 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Pathanpura 

0828000303426500 

1.574 

Fresh 

Peepalwa 

0828000303432400 

1.636 

Fresh 

Peeplod 

0828000303432900 

1.599 

Fresh 

Phati Khan 

0828000303425300 

1.117 

Fresh 

Ragela Para 

0828000403469600 

3.572 

Fresh 

Rohal 

0828000203416400 

1.891 

Fresh 

Roonjiya 

0828000303430800 

0.738 

Fresh 

Sageta 

0828000303424500 

3.207 

Fresh 

Sagrod 

0828000303434000 

7.958 

Fresh 


Mahi Bajaj: 


Mahi Bajaj: 


Mahi Bajaj: 


Mahi Bajaj: 


Mahi Bajaj: 


Mahi Bajaj: 


Mahi Bajaj: 


Mahi Bajaj: 


Mahi Bajaj: 


Sagwadeeya 

0828000303448100 

2.106 

Fresh 

Saliya 

0828000303434200 

9.393 

Fresh 

Samaipura 

0828000303435500 

0.486 

Fresh 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Samgara 

0828000303425100 

1.594 

Fresh 

Samriya 

0828000303448800 

10.586 

Fresh 


Mahi Bajaj Sagar 


Non-command 


Sanga 

0828000303448900 

1.415 

Fresh 

Sarwarpura 

0828000303435700 

0.265 

Fresh 


Non-command 


Non-command 



Semliya 

0828000303430900 

0.870 

Fresh 

Senawasa 

0828000103394400 

5.151 

Fresh 

Sewna 

0828000303430500 

3.740 

Fresh 

Shahpura 

0828000303426200 

1.393 

Fresh 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Deccan Traps 

1.059 

Non-command 

Gneisses(B.G.C.) 

1.502 

Command 

Gneisses(B.G.C.) 

7.039 

Non-command 

Gneisses(B.G.C.) 

4.212 

Non-command 

Deccan Traps 

0.931 

Command 

Gneisses(B.G.C.) 

4.079 

Non-command 

Gneisses(B.G.C.) 

0.613 

Command 

Phyllite & Schist 

2.265 

Command 

Gneisses(B.G.C.) 

3.198 

Command 

Gneisses(B.G.C.) 

2.546 

Command 

Gneisses(B.G.C.) 

0.972 

Command 

Limestone 

1.174 

Command 

Phyllite & Schist 

0.069 

Command 

Limestone 

0.321 

Non-command 

Deccan Traps 

0.000 

Non-command 

Gneisses(B.G.C.) 

0.624 

Command 

Gneisses(B.G.C.) 

3.334 

Command 

Limestone 

0.116 

Command 

Gneisses(B.G.C.) 

2.610 

Non-command 

Gneisses(B.G.C.) 

0.468 

Command 

Gneisses(B.G.C.) 

0.530 

Non-command 

Gneisses(B.G.C.) 

1.356 

Non-command 

Deccan Traps 

0.180 

Non-command 

Gneisses(B.G.C.) 

0.012 

Non-command 

Gneisses(B.G.C.) 

0.549 

Command 

Limestone 

9.258 

Command 

Phyllite & Schist 

1.458 

Command 

Gneisses(B.G.C.) 

1.574 

Command 

Gneisses(B.G.C.) 

1.636 

Command 

Gneisses(B.G.C.) 

1.599 

Command 

Limestone 

0.918 

Command 

Phyllite & Schist 

0.008 

Command 

Limestone 

1.180 

Command 

Gneisses(B.G.C.) 

0.738 

Command 

Limestone 

0.825 

Command 

Gneisses(B.G.C.) 

0.016 

Command 

Limestone 

2.584 

Command 

Gneisses(B.G.C.) 

2.065 

Non-command 

Gneisses(B.G.C.) 

0.760 

Non-command 

Deccan Traps 

0.291 

Non-command 

Gneisses(B.G.C.) 

0.195 

Command 

Limestone 

1.594 

Non-command 

Deccan Traps 

5.335 

Non-command 

Gneisses(B.G.C.) 

3.144 

Non-command 

Gneisses(B.G.C.) 

1.415 

Non-command 

Deccan Traps 

0.015 

Non-command 

Gneisses(B.G.C.) 

0.223 

Non-command 

Deccan Traps 

0.621 

Non-command 

Gneisses(B.G.C.) 

9.597 

Command 

Gneisses(B.G.C.) 

0.870 

Command 

Phyllite & Schist 

0.073 

Command 

Gneisses(B.G.C.) 

3.740 

Command 

Gneisses(B.G.C.) 

1.313 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 



Wells with 
Pumpset 


MCM 


(15) 


0.058 




0.008 

0.008 

0.034 

0.034 



0.042 

0.042 

0.077 

0.173 

0.010 

0.022 


0.034 

0.077 

0.034 

0.207 

0.019 

0.019 


0.019 

0.019 

0.067 

0.089 



0.038 

0.194 

0.042 

0.042 


0.079 

0.089 

0.059 

0.059 



0.067 

0.078 

0.036 

0.036 

0.613 

0.645 

0.059 

0.135 



















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Shambhoo Pura 

0828000403470400 

3.862 

Fresh 

Shyampura (adarsh Colony) 

0828000303433100 

1.582 

Fresh 

Siyapur 

0828000303434400 

3.522 

Fresh 

Sompur 

0828000103404300 

5.347 

Fresh 

Soorpur 

0828000303426400 

2.294 

Fresh 

Sukhaniya 

0828000303448500 

3.520 

Fresh 

Sundanpur 

0828000303431200 

2.337 

Fresh 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Surjipara 

0828000303449600 

0.934 

Fresh 

Talwara 

0828000303425400 

14.207 

Fresh 


Non-command 


Mahi Bajaj Sagar 


Tamtiya 

0828000303433600 

5.402 

Fresh 

Tatiya 

0828000103402900 

1.859 

Fresh 

Tejpur 

0828000303426800 

6.577 

Fresh 

Theekariya 

0828000303434800 

6.076 

Fresh 

Timba Gamri 

0828000103403000 

4.255 

Fresh 

Udpura 

0828000103402400 

5.469 

Fresh 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


09004020 


Umrai 

0828000303431400 

6.651 

Fresh 

Uplaghantala 

0828000303430300 

2.765 

Fresh 



Wanala 

0828000303426600 

3.556 

Fresh 

Akhepanji Ka Gara 

0828000203408300 

2.942 

Fresh 

Akheraj Ka Gara 

0828000203411700 

1.667 

Fresh 

Amja 

0828000203423800 

5.828 

Fresh 

Aro Ki Padar 

0828000203408600 

0.315 

Fresh 

Aror 

0828000203416300 

8.377 

Fresh 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Asan 

0828000203410500 

3.954 

Fresh 

Asora 

0828000203408700 

7.779 

Fresh 

Awalpura 

0828000203417700 

2.305 

Fresh 

Badana 

0828000103387700 

12.102 

Fresh 

Baja Khara 

0828000203411400 

2.780 

Fresh 

Bakhat Pura 

0828000203417500 

5.512 

Fresh 

Bankawara 

0828000203413100 

5.564 

Fresh 


Bassi Ada 


0828000103387800 


5.287 Fresh 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Berwa 

0828000203414500 

4.172 

Fresh 

Bhagora 

0828000203414900 

9.275 

Fresh 

Bharda Jal 

0828000203423600 

3.367 

Fresh 

Bhatar 

0828000203423000 

4.780 

Fresh 

Bhatwara 

0828000303424900 

6.443 

Fresh 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Bheeloori 

0827000303346900 

0.960 

Fresh 

Bheempur 

0828000203410800 

2.709 

Fresh 

Bheemsor 

0828000203413700 

5.025 

Fresh 

Bhuwasa 

0828000103388000 

9.492 

Fresh 

Bodiya 

0828000203417200 

6.398 

Fresh 

Borda 

0828000103382300 

5.739 

Fresh 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Phyllite & Schist 

0.079 

Command 

Limestone 

3.862 

Command 

Gneisses(B.G.C.) 

1.582 

Command 

Gneisses(B.G.C.) 

2.228 

Non-command 

Gneisses(B.G.C.) 

0.067 

Command 

Gneisses(B.G.C.) 

2.288 

Non-command 

Gneisses(B.G.C.) 

0.114 

Command 

Gneisses(B.G.C.) 

1.595 

Command 

Limestone 

0.742 

Non-command 

Gneisses(B.G.C.) 

0.574 

Command 

Gneisses(B.G.C.) 

1.690 

Command 

Limestone 

12.517 

Command 

Gneisses(B.G.C.) 

5.402 

Command 

Phyllite & Schist 

0.683 

Command 

Gneisses(B.G.C.) 

6.577 

Command 

Gneisses(B.G.C.) 

6.076 

Command 

Phyllite & Schist 

4.214 

Command 

Gneisses(B.G.C.) 

0.264 

Command 

Phyllite & Schist 

3.577 

Command 

Limestone 

6.651 

Command 

Gneisses(B.G.C.) 

1.487 

Non-command 

Gneisses(B.G.C.) 

1.274 

Command 

Gneisses(B.G.C.) 

2.017 

Command 

Phyllite & Schist 

0.393 

Command 

Gneisses(B.G.C.) 

3.556 

Command 

Phyllite & Schist 

0.308 

Command 

Phyllite & Schist 

1.667 

Command 

Phyllite & Schist 

5.675 

Command 

Phyllite & Schist 

0.087 

Command 

Limestone 

0.006 

Command 

Phyllite & Schist 

8.371 

Command 

Phyllite & Schist 

3.954 

Command 

Phyllite & Schist 

0.157 

Command 

Phyllite & Schist 

1.253 

Command 

Gneisses(B.G.C.) 

0.123 

Command 

Phyllite & Schist 

2.780 

Command 

Phyllite & Schist 

5.086 

Command 

Phyllite & Schist 

0.561 

Non-command 

Phyllite & Schist 

0.019 

Command 

Gneisses(B.G.C.) 

0.734 

Command 

Phyllite & Schist 

4.477 

Command 

Phyllite & Schist 

4.172 

Command 

Phyllite & Schist 

9.275 

Command 

Phyllite & Schist 

2.811 

Command 

Phyllite & Schist 

2.095 

Command 

Limestone 

0.593 

Command 

Phyllite & Schist 

1.013 

Non-command 

Phyllite & Schist 

0.000 

Command 

Phyllite & Schist 

2.709 

Command 

Phyllite & Schist 

5.025 

Command 

Phyllite & Schist 

3.330 

Command 

Phyllite & Schist 

6.398 

Command 

Gneisses(B.G.C.) 

0.137 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

40,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 



0.394 

0.394 

0.163 

0.163 

0.010 

0.010 

0.086 

0.098 


0.067 

0.115 

0.058 

0.058 

0.019 

0.019 


0.059 

0.059 

0.394 

0.394 

0.010 

0.010 

0.019 

0.031 

0.250 

0.250 

0.086 

0.086 

0.019 

0.019 

0.038 

0.038 


0.010 

0.010 

0.077 

0.077 

































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Bori 

0828000203415700 

18.992 

Fresh 

Budha 

0828000103388500 

2.812 

Fresh 


Type of Area (Command / N< 
command) 


Chanda Kheri 

0828000103394000 

1.624 

Fresh 

Chaupasanga 

0828000203415300 

7.199 

Fresh 


Chirawala Garda 

0828000103388100 

0.568 

Fresh 

Chirola 

0828000103387900 

3.811 

Fresh 


Dadooka 

0828000203417600 

6.615 

Fresh 

Daiyana 

0828000203411200 

2.720 

Fresh 


Daliya 

0828000203408500 

2.162 

Fresh 

Dalji Ka Gara 

0828000203410400 

3.378 

Fresh 

Daulat Singh Ka G 

0828000103393800 

2.762 

Fresh 


Dukwara 

0828000103382100 

8.386 

Fresh 

Gamri Narayan 

0828000203423700 

3.507 

Fresh 

Ganora 

0828000103381400 

9.275 

Fresh 


Garhi 

0828000203415800 

5.600 

Fresh 

Gopinath Ka Gara 

0828000203417000 

2.438 

Fresh 

Guweriya 

0828000203416800 

0.488 

Fresh 

Himta Ki Dhani 

0828000203415000 

0.566 

Fresh 

Isarwala 

0828000103402800 

2.522 

Fresh 


( 6 ) 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 



Jantora 


0828000203411100 


4.090 Fresh 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Jhalon Ka Gara 

0828000203414000 

3.582 

Fresh 

Jharas 

0828000203417800 

2.959 

Fresh 

Jolana 

0828000203423300 

11.390 

Fresh 

Kankarwa 

0828000203416900 

3.138 

Fresh 

Karanpur 

0828000203412000 

3.566 

Fresh 

Khankriya Gara 

0828000203410600 

1.577 

Fresh 

Khera 

0828000203413600 

6.328 

Fresh 

Kheran Ka Parda 

0828000203417400 

4.192 

Fresh 

Khokharwa 

0828000403469300 

12.298 

Fresh 

Kishna Ki Dhani 

0828000203414600 

2.061 

Fresh 

Kumji Ka Parda 

0828000203415200 

3.231 

Fresh 

Kuna 

0828000203424200 

4.202 

Fresh 


Kushalpura 


Kuwariya 


0828000303424400 


0828000203424100 


7.976 Fresh 


3.351 Fresh 



Kunwala Ki Dhani 

0828000303424800 

0.691 

Fresh 

Kunwala With Wanta 

0828000303424700 

9.761 

Fresh 


Leelarwa Gara 

0828000203410700 

3.418 

Fresh 

Lohariya Para 

0828000203414800 

2.189 

Fresh 

Lorda 

0828000203414200 

4.855 

Fresh 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Phyllite & Schist 

0.154 

Command 

Gneisses(B.G.C.) 

0.445 

Command 

Phyllite & Schist 

2.366 

Command 

Gneisses(B.G.C.) 

0.050 

Command 

Phyllite & Schist 

5.648 

Non-command 

Phyllite & Schist 

0.808 

Command 

Phyllite & Schist 

0.568 

Command 

Gneisses(B.G.C.) 

0.722 

Command 

Phyllite & Schist 

3.056 

Command 

Phyllite & Schist 

5.854 

Command 

Limestone 

0.330 

Command 

Phyllite & Schist 

2.390 

Command 

Phyllite & Schist 

2.132 

Command 

Phyllite & Schist 

3.378 

Command 

Gneisses(B.G.C.) 

0.543 

Command 

Phyllite & Schist 

0.030 

Command 

Gneisses(B.G.C.) 

0.351 

Command 

Phyllite & Schist 

3.507 

Command 

Gneisses(B.G.C.) 

0.048 

Command 

Phyllite & Schist 

0.058 

Command 

Phyllite & Schist 

5.221 

Command 

Phyllite & Schist 

2.438 

Command 

Phyllite & Schist 

0.488 

Command 

Phyllite & Schist 

0.566 

Command 

Gneisses(B.G.C.) 

1.462 

Command 

Phyllite & Schist 

1.059 

Command 

Limestone 

0.175 

Command 

Phyllite & Schist 

1.716 

Command 

Gneisses(B.G.C.) 

0.686 

Command 

Phyllite & Schist 

2.919 

Command 

Phyllite & Schist 

3.582 

Command 

Phyllite & Schist 

0.284 

Command 

Phyllite & Schist 

11.390 

Command 

Phyllite & Schist 

3.138 

Command 

Phyllite & Schist 

3.566 

Command 

Phyllite & Schist 

1.577 

Command 

Phyllite & Schist 

6.328 

Command 

Phyllite & Schist 

4.192 

Command 

Phyllite & Schist 

0.362 

Command 

Phyllite & Schist 

2.061 

Command 

Phyllite & Schist 

3.231 

Command 

Limestone 

2.610 

Command 

Phyllite & Schist 

1.230 

Command 

Limestone 

0.322 

Command 

Limestone 

5.785 

Command 

Phyllite & Schist 

3.976 

Command 

Limestone 

3.871 

Command 

Phyllite & Schist 

3.328 

Command 

Limestone 

0.014 

Command 

Phyllite & Schist 

3.338 

Command 

Phyllite & Schist 

3.418 

Command 

Phyllite & Schist 

2.189 

Command 

Phyllite & Schist 

4.855 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.008 

0.008 

0.067 

0.067 



0.125 

0.137 

0.019 

0.019 



0.019 

0.043 

0.010 

0.010 

0.058 

0.070 

0.019 

0.019 

0.029 

0.029 



0.077 

0.089 

0.058 

0.058 



0.086 

0.086 

0.019 

0.019 

0.202 

0.202 

- 

- 

0.086 

0.086 

0.019 

0.019 

0.125 

0.125 

0.010 

0.010 



0.077 

0.077 

0.010 

0.010 

0.010 

0.010 

0.029 

0.029 

0.048 

0.060 

0.029 

0.041 

0.010 

0.034 

0.010 

0.034 



0.010 

0.010 

0.058 

0.058 

































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Madlada 


Madroop Ki Dhani 


Makhiya Chhota 


Makhiya Kalan 


Malana 


Malpur 


Markola 


Mohansingh Ka Gara 


Moongthali 


Mor 


Mordi 


Mordinichali 


0828000203417300 


0828000203414700 


0828000203412300 


0828000203412400 


0828000203418100 


0828000203411500 


0828000203413500 


0828000203413300 


0828000303424600 


0828000203413200 


0828000203415100 


0828000103402600 


Moya Wasa 

0828000203410900 

4.379 

Fresh 

Mungana 

0828000103393900 

7.641 

Fresh 

Nagansel 

0828000103388200 

1.809 

Fresh 

Nagarchi Barda 

0828000203416700 

1.819 

Fresh 

Nahli 

0828000203423100 

8.706 

Fresh 

Natawara 

0828000203417100 

2.520 

Fresh 

Nawa Padar 

0828000203416000 

2.427 

Fresh 

Nawagaon 

0828000203414400 

6.077 

Fresh 

Naya Talab 

0828000203414100 

1.656 

Fresh 

Nokia 

0828000303424300 

1.229 

Fresh 

Padoli Rathor 

0828000103388600 

2.474 

Fresh 

Panasi Bari 

0828000203416600 

2.993 

Fresh 

Panasi Chhoti 

0828000203416500 

3.672 

Fresh 




Parahera 

0828000203416200 

5.539 

Fresh 

Parliya Ki Dhani 

0828000203416100 

0.406 

Fresh 

Parsoliya 

0828000203415400 

3.879 

Fresh 

Partapur (ct) 

0828000242801000 

3.418 

Fresh 

Phati Khan 

0828000303425300 

1.117 

Fresh 

Raiyana 

0828000203423500 

6.716 

Fresh 

Raj pur 

0828000203411900 

0.715 

Fresh 

Rathriya Parda 

0828000203410300 

3.552 

Fresh 

Rohal 

0828000203416400 

1.891 

Fresh 


Mahi Bajaj: 


Mahi Bajaj: 


Mahi Bajaj: 


Mahi Bajaj: 


Mahi Bajaj: 


Mahi Bajaj: 


Mahi Bajaj: 


Mahi Bajaj: 


Mahi Bajaj: 


Rohira 

0828000203411600 

8.505 

Fresh 

Rohniya Khera 

0828000203412600 

4.103 

Fresh 

Roonjiya 

0828000203411800 

1.481 

Fresh 

Sagela 

0828000203423400 

2.386 

Fresh 

Sageta 

0828000303424500 

3.207 

Fresh 

Sagwariya 

0828000203411300 

7.389 

Fresh 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Sakriya 

0828000203414300 

3.061 

Fresh 

Saliya 

0828000203413800 

4.464 

Fresh 

Sareri Bari 

0828000203412100 

13.802 

Fresh 

Sareri Chhoti 

0828000203412200 

2.941 

Fresh 

Sawa Ka Parda 

0828000103388400 

2.657 

Fresh 

Semaliya 

0828000203415900 

2.627 

Fresh 

Singhpura 

0828000103388300 

2.787 

Fresh 

Sundani 

0828000203411000 

5.447 

Fresh 


Mahi Bajaj: 


Mahi Bajaj: 


Mahi Bajaj: 


Mahi Bajaj: 


Mahi Bajaj: 


Mahi Bajaj: 


Mahi Bajaj: 


Mahi Bajaj: 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Phyllite & Schist 

7.673 

Command 

Phyllite & Schist 

1.861 

Command 

Phyllite & Schist 

1.643 

Command 

Phyllite & Schist 

1.672 

Command 

Phyllite & Schist 

0.001 

Command 

Phyllite & Schist 

2.491 

Command 

Phyllite & Schist 

2.097 

Command 

Phyllite & Schist 

1.510 

Command 

Limestone 

2.250 

Command 

Phyllite & Schist 

5.036 

Command 

Phyllite & Schist 

2.716 

Command 

Gneisses(B.G.C.) 

0.793 

Command 

Phyllite & Schist 

0.141 

Command 

Phyllite & Schist 

4.379 

Command 

Gneisses(B.G.C.) 

1.308 

Command 

Phyllite & Schist 

1.809 

Command 

Phyllite & Schist 

1.815 

Command 

Phyllite & Schist 

3.462 

Command 

Phyllite & Schist 

2.520 

Command 

Phyllite & Schist 

2.427 

Command 

Phyllite & Schist 

6.077 

Command 

Phyllite & Schist 

1.656 

Command 

Phyllite & Schist 

1.229 

Command 

Gneisses(B.G.C.) 

0.157 

Command 

Limestone 

2.588 

Command 

Limestone 

1.240 

Command 

Phyllite & Schist 

2.432 

Command 

Phyllite & Schist 

5.539 

Command 

Phyllite & Schist 

0.406 

Command 

Phyllite & Schist 

1.414 

Command 

Phyllite & Schist 

3.418 

Command 

Limestone 

0.195 

Command 

Phyllite & Schist 

3.450 

Command 

Phyllite & Schist 

0.715 

Command 

Phyllite & Schist 

3.043 

Command 

Limestone 

0.610 

Command 

Phyllite & Schist 

0.102 

Command 

Phyllite & Schist 

8.505 

Command 

Phyllite & Schist 

3.490 

Command 

Phyllite & Schist 

1.481 

Command 

Phyllite & Schist 

2.326 

Command 

Limestone 

2.382 

Command 

Limestone 

1.250 

Command 

Phyllite & Schist 

6.139 

Command 

Phyllite & Schist 

3.061 

Command 

Phyllite & Schist 

4.464 

Command 

Phyllite & Schist 

13.795 

Command 

Phyllite & Schist 

2.941 

Command 

Phyllite & Schist 

2.657 

Command 

Phyllite & Schist 

2.627 

Command 

Phyllite & Schist 

2.787 

Command 

Gneisses(B.G.C.) 

0.944 

Command 

Phyllite & Schist 

4.504 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.134 




0.019 

0.019 

0.038 

0.038 

0.010 

0.010 

0.163 

0.175 

0.221 

0.257 

0.010 

0.010 

0.017 

0.017 



0.038 

0.038 

0.038 

0.038 

0.010 

0.010 

0.096 

0.096 

0.077 

0.077 

0.019 

0.019 


0.019 

0.019 

0.010 

0.010 

0.019 

0.019 

0.058 

0.058 


0.038 

0.050 

0.077 

0.089 

0.010 

0.010 

0.394 

0.406 

0.077 

0.077 

0.019 

0.019 

0.010 

0.010 


0.010 

0.010 

0.019 

0.031 

0.010 

0.010 

0.096 

0.096 


0.010 

0.022 

0.067 

0.103 

0.106 

0.106 

0.019 

0.019 

0.096 

0.108 

- 

- 

0.038 

0.038 

0.058 

0.058 


































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Tali 

0828000203412500 

3.114 

Fresh 

Tamatiya Rathor 

0828000203423200 

6.066 

Fresh 

Tatiya 

0828000103402900 

1.859 

Fresh 


Type of Area (Command / N< 
command) 


( 6 ) 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 



Timruwa 

0828000203424000 

6.008 

Fresh 

Torna 

0828000203408400 

4.524 

Fresh 

Umbara 

0828000203410200 

6.985 

Fresh 

Unti 

0828000203413400 

2.112 

Fresh 

Vajwana 

0828000203413900 

10.063 

Fresh 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


09004021 


Vardiya 

0828000203423900 

8.886 

Fresh 

Bambori 

0828000403474500 

4.017 

Fresh 


Mahi Bajaj Sagar 


Non-command 



Bhoot Para 

0828000303451600 

4.051 

Fresh 

Bodla 

0828000303434500 

4.830 

Fresh 

Borkheri @ Chandraveergarh 

0828000303433800 

1.923 

Fresh 

Budwa 

0828000403473200 

8.313 

Fresh 

Chhani Mahuri 

0828000303452100 

0.654 

Fresh 

Chhappar 

0828000303451900 

1.096 

Fresh 

Chirola Bara 

0828000403470900 

2.624 

Fresh 

Gara 

0828000303452300 

2.403 

Fresh 

Gauwapara 

0828000303448700 

0.713 

Fresh 

Hameerpura Bara 

0828000403471000 

3.774 

Fresh 

Hirji Dayra 

0828000403474100 

1.165 

Fresh 

Itauwa 

0828000403473300 

10.570 

Fresh 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Mahi Bajaj Sagar 



Jagtarawat Ka Parda 

0828000303448600 

0.981 

Fresh 

Jherpara 

0828000403473500 

2.653 

Fresh 


Non-command 


Non-command 



Khopara 

0828000403473600 

2.387 

Fresh 

Leemthan 

0828000303448300 

3.228 

Fresh 


Mangaladayra 

0828000403473700 

2.283 

Fresh 

Nadiya 

0828000303434300 

3.093 

Fresh 

Pachor Para 

0828000403470800 

1.462 

Fresh 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Phyllite & Schist 

3.107 

Command 

Phyllite & Schist 

4.520 

Command 

Gneisses(B.G.C.) 

0.001 

Command 

Phyllite & Schist 

1.175 

Command 

Gneisses(B.G.C.) 

1.852 

Command 

Phyllite & Schist 

0.752 

Command 

Phyllite & Schist 

5.954 

Command 

Phyllite & Schist 

4.481 

Command 

Phyllite & Schist 

0.181 

Command 

Phyllite & Schist 

2.112 

Command 

Limestone 

4.477 

Command 

Phyllite & Schist 

5.586 

Command 

Phyllite & Schist 

8.886 

Non-command 

Deccan Traps 

0.315 

Non-command 

Phyllite & Schist 

0.747 

Non-command 

Deccan Traps 

0.001 

Non-command 

Phyllite & Schist 

1.279 

Command 

Limestone 

0.846 

Command 

Phyllite & Schist 

0.428 

Non-command 

Phyllite & Schist 

1.553 

Non-command 

Deccan Traps 

0.106 

Command 

Gneisses(B.G.C.) 

0.705 

Command 

Gneisses(B.G.C.) 

0.047 

Non-command 

Phyllite & Schist 

4.957 

Non-command 

Deccan Traps 

0.220 

Non-command 

Deccan Traps 

0.448 

Non-command 

Phyllite & Schist 

2.624 

Non-command 

Deccan Traps 

0.050 

Non-command 

Gneisses(B.G.C.) 

0.030 

Non-command 

Phyllite & Schist 

0.554 

Non-command 

Deccan Traps 

0.673 

Command 

Gneisses(B.G.C.) 

0.101 

Command 

Phyllite & Schist 

0.279 

Non-command 

Deccan Traps 

0.207 

Non-command 

Gneisses(B.G.C.) 

3.699 

Non-command 

Phyllite & Schist 

5.310 

Non-command 

Gneisses(B.G.C.) 

0.534 

Non-command 

Deccan Traps 

1.498 

Non-command 

Gneisses(B.G.C.) 

0.584 

Non-command 

Deccan Traps 

0.738 

Non-command 

Phyllite & Schist 

0.777 

Non-command 

Deccan Traps 

1.218 

Non-command 

Gneisses(B.G.C.) 

0.294 

Non-command 

Phyllite & Schist 

3.874 

Non-command 

Deccan Traps 

0.001 

Non-command 

Phyllite & Schist 

0.078 

Non-command 

Deccan Traps 

1.277 

Command 

Gneisses(B.G.C.) 

0.316 

Non-command 

Gneisses(B.G.C.) 

0.366 

Non-command 

Deccan Traps 

1.479 

Command 

Gneisses(B.G.C.) 

2.094 

Command 

Limestone 

0.010 

Command 

Phyllite & Schist 

0.326 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.019 

0.019 

0.058 

0.058 

0.067 

0.067 

0.106 

0.106 



0.007 

0.007 

0.010 

0.010 


0.008 

0.008 

0.010 

0.010 

0.014 

0.033 


0.010 

0.022 

0.007 

0.017 

0.126 

0.234 

0.211 

0.391 

0.025 

0.025 

0.072 

0.110 

0.034 

0.045 

0.007 

0.017 

0.010 

0.022 

0.086 

0.403 

0.025 

0.111 

0.374 

1.646 


















































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 



09004022 


Padi Kalan 

0828000303434100 

4.050 

Fresh 

Padikhurd 

0828000303448400 

3.096 

Fresh 


Samriya 




Ratan Pura Galiya 

0828000303452000 

0.635 

Fresh 

Sagrod 

0828000303434000 

7.958 

Fresh 


Non-command 


Mahi Bajaj Sagar 



Sagwadeeya 

0828000303448100 

2.106 

Fresh 

Saliya 

0828000303434200 

9.393 

Fresh 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 



0828000303451700 

2.866 

Fresh 

0828000303448800 

10.586 

Fresh 


Non-command 


Non-command 


Non-command 



Sewana 

0828000403473900 

4.044 

Fresh 

Siyapur 

0828000303434400 

3.522 

Fresh 

Sukhaniya 

0828000303448500 

3.520 

Fresh 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 



Teliya Dayra 

0828000403473800 

2.905 

Fresh 

Van raj 

0828000403474400 

8.283 

Fresh 

Achalpur 

0829001203730900 

14.649 

Fresh 

Achalpuriya 

0829001303751700 

1.557 

Fresh 

Achlawada 

0829001303748900 

9.664 

Fresh 

Achnara 

0829001303755500 

3.661 

Fresh 

Akadiyon Ka Mai 

0829001303748400 

0.195 

Fresh 

Amarpura 

0829001203737600 

0.443 

Fresh 

Amlawada 

0829001203728100 

12.604 

Fresh 

Amli Khera 

0829001203738100 

0.965 

Fresh 

Anoppura 

0829001203744200 

0.518 

Fresh 

Arnod 

0829001303751000 

16.495 

Fresh 

Badayala 

0829001303748500 

0.779 

Fresh 

Bagrawad 

0829001303748300 

0.490 

Fresh 

Bakhatpura 

0828000103397900 

0.625 

Fresh 

Bala Khera 

0828000103398200 

0.499 

Fresh 

Bambori Bari 

0829001203731100 

7.943 

Fresh 

Bamotar 

0829001203726700 

4.837 

Fresh 

Bandi Khari 

0829001203733100 

1.387 

Fresh 

Baneriya Khurd 

0829001203733900 

2.245 

Fresh 

Banghati 

0828000103407100 

3.456 

Fresh 

Banjari 

0829001203744300 

5.246 

Fresh 

Barda 

0829001203741900 

0.999 

Fresh 

Bari Ambeli 

0829001203739900 

6.460 

Fresh 

Barmadon Ka Khera 

0829001203741700 

0.491 

Fresh 

Barwas Kalan 

0829001303756700 

8.662 

Fresh 

Basad 

0829001203730400 

17.042 

Fresh 

Bhaisa Dawar 

0829001303755000 

1.263 

Fresh 

Bhanawaton Ka Khera 

0829001203741100 

0.586 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

1.127 

Command 

Limestone 

2.808 

Command 

Gneisses(B.G.C.) 

0.200 

Command 

Limestone 

2.575 

Command 

Gneisses(B.G.C.) 

1.059 

Command 

Limestone 

2.072 

Command 

Phyllite & Schist 

0.696 

Non-command 

Gneisses(B.G.C.) 

0.583 

Non-command 

Phyllite & Schist 

0.016 

Non-command 

Deccan Traps 

0.546 

Command 

Gneisses(B.G.C.) 

1.028 

Command 

Limestone 

4.330 

Command 

Gneisses(B.G.C.) 

0.041 

Command 

Gneisses(B.G.C.) 

3.794 

Command 

Limestone 

3.426 

Non-command 

Gneisses(B.G.C.) 

1.414 

Non-command 

Deccan Traps 

0.623 

Non-command 

Deccan Traps 

0.138 

Non-command 

Gneisses(B.G.C.) 

0.003 

Non-command 

Phyllite & Schist 

3.923 

Command 

Gneisses(B.G.C.) 

1.295 

Command 

Gneisses(B.G.C.) 

0.726 

Command 

Limestone 

1.114 

Non-command 

Gneisses(B.G.C.) 

1.566 

Non-command 

Phyllite & Schist 

2.905 

Non-command 

Deccan Traps 

2.804 

Non-command 

Deccan Traps 

13.020 

Non-command 

Deccan Traps 

1.557 

Non-command 

Deccan Traps 

8.969 

Non-command 

Deccan Traps 

0.000 

Non-command 

Deccan Traps 

0.195 

Non-command 

Deccan Traps 

0.443 

Non-command 

Deccan Traps 

0.988 

Non-command 

Deccan Traps 

0.965 

Non-command 

Deccan Traps 

0.518 

Non-command 

Deccan Traps 

2.491 

Non-command 

Deccan Traps 

0.779 

Non-command 

Deccan Traps 

0.490 

Non-command 

Deccan Traps 

0.625 

Non-command 

Deccan Traps 

0.499 

Non-command 

Deccan Traps 

2.392 

Non-command 

Deccan Traps 

0.084 

Non-command 

Deccan Traps 

1.387 

Non-command 

Deccan Traps 

2.245 

Non-command 

Deccan Traps 

3.456 

Non-command 

Deccan Traps 

5.246 

Non-command 

Deccan Traps 

0.926 

Non-command 

Deccan Traps 

1.940 

Non-command 

Deccan Traps 

0.491 

Non-command 

Deccan Traps 

0.063 

Non-command 

Deccan Traps 

0.499 

Non-command 

Deccan Traps 

1.263 

Non-command 

Deccan Traps 

0.534 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

90,000 

60,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

35,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.048 


0.067 


0.008 


0.086 




0.014 

0.014 

0.017 

0.071 

0.067 

0.331 

- 

- 

0.017 

0.017 

0.019 

0.019 

0.008 

0.008 

0.007 

0.007 



0.034 

0.034 

0.042 

0.042 

0.055 

0.062 

0.286 

0.286 

0.046 

0.046 

0.178 

0.200 

0.053 

0.053 

0.101 

0.101 

0.115 

0.115 

0.022 

0.022 

0.034 

0.034 

0.008 

0.008 

1.058 

1.065 

0.428 

0.428 

0.072 

0.202 

0.176 

0.176 

0.008 

0.008 

0.013 

0.013 

0.092 

0.092 

0.005 

0.005 

0.038 

0.045 

0.072 

0.072 

0.017 

0.017 



























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 



Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Bhanwar Semla 

0829001203733300 

3.137 

Fresh 

Bheema Khera 

0829001303752300 

0.768 

Fresh 

Bheempura 

0829001303754700 

2.244 

Fresh 

Bhoori Ghati 

0829001303748800 

0.437 

Fresh 

Bilri 

0829001203742500 

3.037 

Fresh 

Bor Khera 

0828000103396700 

1.691 

Fresh 

Boran Khera 

0829001203744400 

0.907 

Fresh 

Bori 

0828000103399400 

2.011 

Fresh 

Borwana 

0829001203745700 

1.452 

Fresh 

Chain Puriya 

0829001203742800 

0.677 

Fresh 

Chatariya Kheri 

0829001203733500 

2.153 

Fresh 

Cheekat 

0829001303751200 

0.393 

Fresh 

Cheeron Ka Mai 

0829001203741200 

0.558 

Fresh 

Chhari 

0828000103396500 

5.006 

Fresh 

Chhayan 

0829001203742300 

2.736 

Fresh 

Chhota Dhamaniya 

0829001303748000 

0.771 

Fresh 

Chhota Manyaga 

0829001203742400 

2.159 

Fresh 

Chhoti Ambeli 

0829001203741500 

0.305 

Fresh 

Chhoti Kheri 

0829001203745200 

1.265 

Fresh 

Chhoti Photwa 

0829001203744900 

0.353 

Fresh 

Chooli 

0828000103398900 

0.900 

Fresh 

Churayta 

0829001203738400 

0.316 

Fresh 

Dangpura 

0829001203743400 

1.029 

Fresh 

Datla Kund 

0829001203739300 

4.850 

Fresh 

Deendor Ka Khera 

0829001203741600 

0.684 

Fresh 

Depur 

0829001303757100 

1.574 

Fresh 

Dhaman Doongri 

0829001203732800 

2.470 

Fresh 

Dhariya Kheri 

0829001203739600 

2.593 

Fresh 

Dhurawato Ka Khera 

0829001303747900 

0.593 

Fresh 

Dindor Khera 

0829001203738200 

0.797 

Fresh 

Dodiyar Khera 

0829001203737700 

0.899 

Fresh 

Doli 

0829001203739700 

0.948 

Fresh 

Dor Ka Khera 

0829001203738300 

1.016 

Fresh 

Dotar 

0829001203733200 

2.489 

Fresh 

Fatehgarh 

0829001303754300 

3.484 

Fresh 

Ganga Khoh 

0829001303748100 

2.756 

Fresh 

Ganwa Khera 

0829001203743100 

0.226 

Fresh 

Ghatawali Kheri 

0829001203741000 

0.868 

Fresh 

Ghoti 

0829001203740800 

1.596 

Fresh 

Gopalpura 

0829001203730700 

5.157 

Fresh 

Gota Magri 

0828000103398300 

0.873 

Fresh 

Gotameshwar 

0829001303751100 

1.273 

Fresh 

Gurda 

0829001203744100 

0.235 

Fresh 

Harmar Khera 

0829001203737900 

0.986 

Fresh 

Heenglat 

0829001303754900 

3.616 

Fresh 

Himoton Ki Bhan 

0828000103397000 

2.721 

Fresh 

Himoton Ki Harbar 

0828000103399600 

2.922 

Fresh 

Jahazpur 

0829001203746200 

5.283 

Fresh 

Jamli 

0828000103407000 

3.291 

Fresh 

Jarali 

0828000103399800 

1.268 

Fresh 

Jhankar 

0829001303749300 

1.708 

Fresh 

Jhasri 

0829001203737000 

5.180 

Fresh 

Jhaunda 

0829001203746000 

3.215 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Deccan Traps 

2.692 

Non-command 

Deccan Traps 

0.756 

Non-command 

Deccan Traps 

0.910 

Non-command 

Deccan Traps 

0.437 

Non-command 

Deccan Traps 

3.037 

Non-command 

Deccan Traps 

0.003 

Non-command 

Deccan Traps 

0.907 

Non-command 

Deccan Traps 

2.011 

Non-command 

Deccan Traps 

1.255 

Non-command 

Deccan Traps 

0.662 

Non-command 

Deccan Traps 

2.129 

Non-command 

Deccan Traps 

0.339 

Non-command 

Deccan Traps 

0.538 

Non-command 

Deccan Traps 

0.573 

Non-command 

Deccan Traps 

2.736 

Non-command 

Deccan Traps 

0.771 

Non-command 

Deccan Traps 

2.159 

Non-command 

Deccan Traps 

0.305 

Non-command 

Deccan Traps 

1.265 

Non-command 

Deccan Traps 

0.213 

Non-command 

Deccan Traps 

0.900 

Non-command 

Deccan Traps 

0.316 

Non-command 

Deccan Traps 

1.029 

Non-command 

Deccan Traps 

4.584 

Non-command 

Deccan Traps 

0.684 

Non-command 

Deccan Traps 

0.877 

Non-command 

Deccan Traps 

2.143 

Non-command 

Deccan Traps 

2.593 

Non-command 

Deccan Traps 

0.593 

Non-command 

Deccan Traps 

0.797 

Non-command 

Deccan Traps 

0.899 

Non-command 

Deccan Traps 

0.514 

Non-command 

Deccan Traps 

1.016 

Non-command 

Deccan Traps 

2.489 

Non-command 

Deccan Traps 

3.459 

Non-command 

Deccan Traps 

2.633 

Non-command 

Deccan Traps 

0.215 

Non-command 

Deccan Traps 

0.847 

Non-command 

Deccan Traps 

0.462 

Non-command 

Deccan Traps 

5.104 

Non-command 

Deccan Traps 

0.873 

Non-command 

Deccan Traps 

1.273 

Non-command 

Deccan Traps 

0.235 

Non-command 

Deccan Traps 

0.986 

Non-command 

Deccan Traps 

2.578 

Non-command 

Deccan Traps 

2.721 

Non-command 

Deccan Traps 

2.922 

Non-command 

Deccan Traps 

1.022 

Non-command 

Deccan Traps 

3.291 

Non-command 

Deccan Traps 

1.117 

Non-command 

Deccan Traps 

1.679 

Non-command 

Deccan Traps 

0.886 

Non-command 

Deccan Traps 

2.327 


of Tube of Wells Operational 
Wells with Days 

Pumpset 


Average Yield 



Tube 

Wells 


Ipd 


( 12 ) 


60,000 


60,000 


60,000 


60,000 


60,000 


90,000 


60,000 


90,000 


60,000 


60,000 


60,000 


60,000 


60,000 


90,000 


60,000 


60,000 


60,000 


60,000 


60,000 


60,000 


90,000 


60,000 


60,000 


60,000 


60,000 


60,000 


60,000 


60,000 


60,000 


60,000 


60,000 


60,000 


60,000 


60,000 


60,000 


60,000 


60,000 


60,000 


60,000 


60,000 


90,000 


60,000 


60,000 


60,000 


60,000 


90,000 


90,000 


60,000 


90,000 


90,000 


60,000 


60,000 


60,000 


Wells with 
Pumpset 


Ipd 


(13) 


35,000 


40,000 


40,000 


40,000 


35,000 


60,000 


35,000 


60,000 


35,000 


35,000 


35,000 


40,000 


35,000 


60,000 


35,000 


40,000 


35,000 


35,000 


35,000 


35,000 


60,000 


35,000 


35,000 


35,000 


35,000 


40,000 


35,000 


35,000 


40,000 


35,000 


35,000 


35,000 


35,000 


35,000 


40,000 


40,000 


35,000 


35,000 


35,000 


35,000 


60,000 


40,000 


35,000 


35,000 


40,000 


60,000 


60,000 


35,000 


60,000 


60,000 


40,000 


35,000 


35,000 


Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.021 

0.021 

0.029 

0.029 

0.058 

0.058 

0.067 

0.067 

0.008 

0.008 

- 

- 

0.025 

0.025 

0.043 

0.043 

0.021 

0.021 

0.042 

0.042 

0.029 

0.029 

0.101 

0.101 

0.008 

0.008 

0.014 

0.036 

0.063 

0.077 

0.038 

0.038 

0.042 

0.042 

0.021 

0.021 

0.008 

0.008 

0.051 

0.051 

0.036 

0.036 

0.021 

0.021 

0.038 

0.038 

0.063 

0.063 

0.017 

0.017 

0.043 

0.043 

0.055 

0.055 

0.034 

0.034 

0.058 

0.058 

0.050 

0.050 

0.034 

0.034 

0.021 

0.021 

0.050 

0.050 

0.139 

0.139 

0.293 

0.372 

0.010 

0.010 

0.038 

0.038 

0.021 

0.021 

0.004 

0.004 

0.025 

0.025 

0.007 

0.007 

0.192 

0.206 

0.004 

0.004 

0.017 

0.017 

0.144 

0.144 

0.014 

0.036 

0.014 

0.014 

0.084 

0.084 

0.101 

0.274 

0.029 

0.029 

0.398 

0.405 

0.059 

0.059 

0.029 

0.029 





























































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Jogi Khera 


Jooni Bagrawad 


Kachotiya 


Kaliya Kund 


Kalyanpura 


Kanad 


Kankariya 


Kanpuriya 


Kanthariya Peepaliya 


Karadia 


Karmadi Khera 


Karoli 


Karyawad 


Kataro Ki Bhain 


Kataron Ka Khera 


Keet Kheri 


Kerwas 


Kesharpura 


Khakhani Kamal 


Khankhari Khera 


Kharkhara 


Khatori 


Kheemawaton Ka Khera 


Khempuriya 


Kherot 


Khora 


Khoriya Am 


Kundal Ganawa 


Kundal Himota 


Kundali 


Kundla 


Kunee 


Kushalpura 


Lakhma Kheri 


Lalgarh 


Lalpura 


Lamba Dabra 


Loopri 


Macheriya 


Madpuri 


Maheedon Ka Khera 


Mahuri Khera 


Mahuwal 


Makanpura 


Manohar Garh 


Manpura 


Manpura Khurd 


Mata Ji Ka Seegpuriya 


Mata Ka Bara 


0829001203737500 


0829001303748200 


0829001203738800 


0828000103397100 


0828000103397800 


0829001303752100 


0829001303752600 


0829001203738000 


0829001203743200 


0829001303751800 


0829001303747600 


0829001203730500 


0829001203732900 


0829001203734000 


0828000103398500 


0828000103397300 


0828000103397400 


0829001203734200 


0829001203745900 


0828000103399000 


0829001203741300 


0828000103398700 


0829001303752700 


0829001203737300 


0829001203745100 


0829001203739400 


0829001203746100 


0829001303749100 


0829001203741400 


0828000103398100 


0828000103398400 


0828000103406900 


0829001203739100 


0829001203745400 


0828000103398600 


0829001203737400 


0829001203742700 


0829001303752000 


0829001303749000 


0828000103391600 


0829001303753000 


0829001203743700 


0829001203732500 


0829001203732700 


0829001303752400 


0828000103399900 


0829001203733700 


0829001203733800 


0829001303747800 


0829001303754400 


0829001303753100 


0828000103398000 


0828000103407200 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Deccan Traps 

0.317 

Non-command 

Deccan Traps 

0.371 

Non-command 

Deccan Traps 

4.399 

Non-command 

Deccan Traps 

2.316 

Non-command 

Deccan Traps 

2.226 

Non-command 

Deccan Traps 

4.090 

Non-command 

Deccan Traps 

1.594 

Non-command 

Deccan Traps 

2.050 

Non-command 

Deccan Traps 

2.062 

Non-command 

Deccan Traps 

0.476 

Non-command 

Deccan Traps 

3.308 

Non-command 

Deccan Traps 

0.126 

Non-command 

Deccan Traps 

5.078 

Non-command 

Deccan Traps 

4.883 

Non-command 

Deccan Traps 

3.490 

Non-command 

Deccan Traps 

2.874 

Non-command 

Deccan Traps 

4.481 

Non-command 

Deccan Traps 

0.000 

Non-command 

Deccan Traps 

2.698 

Non-command 

Deccan Traps 

1.221 

Non-command 

Deccan Traps 

0.618 

Non-command 

Deccan Traps 

0.380 

Non-command 

Deccan Traps 

6.739 

Non-command 

Deccan Traps 

0.308 

Non-command 

Deccan Traps 

0.400 

Non-command 

Deccan Traps 

1.801 

Non-command 

Deccan Traps 

3.727 

Non-command 

Deccan Traps 

0.941 

Non-command 

Deccan Traps 

0.651 

Non-command 

Deccan Traps 

1.034 

Non-command 

Deccan Traps 

1.978 

Non-command 

Deccan Traps 

1.111 

Non-command 

Deccan Traps 

1.996 

Non-command 

Deccan Traps 

0.829 

Non-command 

Deccan Traps 

0.904 

Non-command 

Deccan Traps 

0.507 

Non-command 

Deccan Traps 

0.991 

Non-command 

Deccan Traps 

4.414 

Non-command 

Deccan Traps 

0.699 

Non-command 

Deccan Traps 

2.690 

Non-command 

Deccan Traps 

0.327 

Non-command 

Deccan Traps 

1.203 

Non-command 

Deccan Traps 

2.044 

Non-command 

Deccan Traps 

0.160 

Non-command 

Deccan Traps 

0.922 

Non-command 

Deccan Traps 

2.236 

Non-command 

Deccan Traps 

1.165 

Non-command 

Deccan Traps 

6.859 

Non-command 

Deccan Traps 

0.360 

Non-command 

Deccan Traps 

1.258 

Non-command 

Deccan Traps 

1.678 

Non-command 

Deccan Traps 

1.265 

Non-command 

Deccan Traps 

1.310 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

90,000 

60,000 

120 

60,000 

35,000 

120 

90,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

90,000 

60,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

90,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

90,000 

60,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

90,000 

60,000 

120 

90,000 

60,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.021 

0.021 

0.024 

0.024 

0.193 

0.200 

0.029 

0.029 

0.079 

0.079 

0.283 

0.290 

0.139 

0.146 

0.055 

0.055 

0.071 

0.071 

0.034 

0.034 

0.077 

0.077 

0.004 

0.004 

0.084 

0.084 

0.286 

0.286 

0.072 

0.072 

0.050 

0.136 

0.216 

0.216 

- 

- 

0.202 

0.202 

0.065 

0.065 

- 

- | 

0.014 

0.014 

0.197 

0.219 

0.034 

0.034 

0.004 

0.004 

0.029 

0.029 

0.790 

0.790 

0.106 

0.106 

0.004 

0.004 

0.050 

0.050 

0.007 

0.007 























































































































































































































































































































































































































































































































































































































































































































































































































Village 

Name 

Census Code 

Area 



sq.km 

(2) 

(3) 

(4) 

Mewadi 

0829001303754600 

1.762 

Moheda 

0829001303754200 

14.966 

Mojal 

0828000103399500 

1.989 

Mokha Ka Tonk 

0829001303754500 

0.520 

Moriyan Khera 

0829001203744500 

0.583 

Mota Dhamaniya 

0829001303747700 

7.347 

Mota Manyaga 

0829001203742200 

2.299 

Moti Kheri 

0829001203745300 

0.669 

Moti Photwa 

0829001203744800 

0.880 

Mulya Khera 

0829001203745600 

1.553 

Mundi Khera 

0828000103396900 

1.800 

Nagdi 

0829001303755400 

5.632 

Nai Ka Pathar 

0829001203745800 

1.604 

Nanirel 

0829001203738600 

0.905 

Narayanpura 

0829001303755100 

1.132 

Narda 

0829001203739200 

1.062 

Naya Khera 

0829001303749200 

2.263 

Naya Kheri 

0829001203730800 

1.159 

Neemach 

0829001203745000 

0.405 

Nogawan 

0829001303750800 

4.931 

Oda 

0829001303751500 

1.094 

Odwara 

0829001203732600 

2.662 

Okhaji Ka Mai 

0829001203744700 

0.683 

Panawala 

0829001203743300 

1.494 

Panriya 

0829001203737800 

1.552 

Parliya 

0829001203738700 

1.282 

Pateliya 

0829001203740900 

3.034 

Pathar 

0829001203745500 

1.371 

Pathari 

0829001203738500 

0.539 

Patri 

0829001203739000 

1.245 

Peepalya 

0829001303751400 

0.515 

Peepli Pathar 

0829001203739500 

1.545 

Phoolda 

0829001203743900 

1.208 

Pingthali 

0829001303755300 

2.825 

Pipalya Abad 

0829001203733000 

1.922 

Pipalya Veeran 

0829001203742900 

1.278 

Potlapal 

0829001203744000 

0.536 

Pratapgarh (M) 

0829001242908000 

22.822 

Pratappura 

0829001303754800 

2.595 

Raja Rundi 

0829001203733400 

4.947 

Rampuriya 

0829001203732300 

5.404 


0829001303751900 

1.488 

Rana Ki Harbar 

0828000103399700 

3.822 

Ratanpuriya 

0829001203740700 

3.177 

Relan 

0828000103397700 

0.722 

Renda 

0828000103397200 

5.260 

Roopaghati 

0829001303751300 

4.228 

Rooppura 

0829001203742600 

0.754 

Rooppuriya 

0829001303751600 

1.169 

Sagthal 

0829001203738900 

1.158 

Sakhthali Khurd 

0829001303752500 

14.766 

Salamgarh 

0829001203730600 

3.898 

Sandani 

0829001203740500 

10.336 


Zone 
(Fresh / 
Saline) 

Type of Area (Command / N< 
command) 

(5) 

(6) 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Deccan Traps 

1.658 

Non-command 

Deccan Traps 

0.099 

Non-command 

Deccan Traps 

1.989 

Non-command 

Deccan Traps 

0.492 

Non-command 

Deccan Traps 

0.583 

Non-command 

Deccan Traps 

7.279 

Non-command 

Deccan Traps 

2.299 

Non-command 

Deccan Traps 

0.669 

Non-command 

Deccan Traps 

0.797 

Non-command 

Deccan Traps 

1.478 

Non-command 

Deccan Traps 

1.751 

Non-command 

Deccan Traps 

4.642 

Non-command 

Deccan Traps 

1.601 

Non-command 

Deccan Traps 

0.905 

Non-command 

Deccan Traps 

1.132 

Non-command 

Deccan Traps 

1.034 

Non-command 

Deccan Traps 

1.752 

Non-command 

Deccan Traps 

1.133 

Non-command 

Deccan Traps 

0.405 

Non-command 

Deccan Traps 

0.002 

Non-command 

Deccan Traps 

1.089 

Non-command 

Deccan Traps 

1.445 

Non-command 

Deccan Traps 

0.683 

Non-command 

Deccan Traps 

1.494 

Non-command 

Deccan Traps 

1.476 

Non-command 

Deccan Traps 

1.282 

Non-command 

Deccan Traps 

2.864 

Non-command 

Deccan Traps 

1.185 

Non-command 

Deccan Traps 

0.539 

Non-command 

Deccan Traps 

1.245 

Non-command 

Deccan Traps 

0.514 

Non-command 

Deccan Traps 

1.545 

Non-command 

Deccan Traps 

1.208 

Non-command 

Deccan Traps 

2.689 

Non-command 

Deccan Traps 

1.783 

Non-command 

Deccan Traps 

1.261 

Non-command 

Deccan Traps 

0.536 

Non-command 

Deccan Traps 

22.022 

Non-command 

Deccan Traps 

0.039 

Non-command 

Deccan Traps 

4.947 

Non-command 

Deccan Traps 

1.912 

Non-command 

Deccan Traps 

1.453 

Non-command 

Deccan Traps 

3.728 

Non-command 

Deccan Traps 

0.491 

Non-command 

Deccan Traps 

0.722 

Non-command 

Deccan Traps 

5.260 

Non-command 

Deccan Traps 

3.998 

Non-command 

Deccan Traps 

0.754 

Non-command 

Deccan Traps 

1.042 

Non-command 

Deccan Traps 

1.158 

Non-command 

Deccan Traps 

4.901 

Non-command 

Deccan Traps 

3.824 

Non-command 

Deccan Traps 

4.887 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

90,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

90,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

90,000 

60,000 

120 

60,000 

35,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

35,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.082 

0.082 

0.005 

0.005 

0.022 

0.022 

0.024 

0.024 

0.021 

0.021 

0.096 

0.096 

0.122 

0.122 

0.021 

0.021 

0.021 

0.021 

0.017 

0.017 

0.022 

0.054 

0.269 

0.341 

0.063 

0.063 

0.017 

0.017 

0.072 

0.072 

0.025 

0.025 

0.120 

0.120 

0.021 

0.021 

- 

- 

- 

- i 

0.082 

0.082 

0.013 

0.013 

0.029 

0.029 

0.055 

0.062 

0.042 

0.042 

0.365 

0.365 

0.155 

0.155 

0.013 

0.013 

0.008 

0.008 

0.050 

0.050 

0.091 

0.091 

0.088 

0.088 

0.101 

0.101 

0.115 

0.122 

0.071 

0.071 

0.017 

0.017 

0.088 

0.088 

0.882 

1.163 

0.005 

0.005 

0.013 

0.013 

0.046 

0.046 

0.024 

0.024 

0.014 

0.014 

0.017 

0.017 

0.058 

0.058 

0.050 

0.136 

0.154 

0.154 

0.008 

0.008 

0.043 

0.043 

0.071 

0.071 

0.106 

0.120 

0.059 

0.059 

0.063 

0.063 
























































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


09004023 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


(2) 

(3) 

(4) 

(5) 

Sat Sajya 

0829001303748700 

1.606 

Fresh 

Seengpuriya 

0829001203734100 

1.683 

Fresh 

Sela Tonk 

0829001203743000 

0.512 

Fresh 

Semaliya 

0828000103397600 

2.670 

Fresh 

Semaliya Khurd 

0829001203743800 

2.961 

Fresh 

Sidri Mahoori - A 

0828000103399200 

1.254 

Fresh 

Sidri Mahoori - B 

0828000103399300 

0.307 

Fresh 

Sitamagri 

0829001203731400 

1.545 

Fresh 

Sodalpur 

0828000103396800 

0.901 

Fresh 

Sohanpur 

0829001203737100 

4.947 

Fresh 

Somawaton Ka Khera 

0829001203743600 

0.648 

Fresh 

Sona Kothi 

0829001203739800 

1.585 

Fresh 

Sonagar 

0829001203741800 

1.052 

Fresh 

Suhagpura 

0829001203743500 

2.415 

Fresh 

Sujanpura 

0829001203744600 

1.957 

Fresh 

Surajpura 

0828000103397500 

3.493 

Fresh 

Surpur 

0828000103399100 

1.150 

Fresh 

Talab Khera 

0829001203737200 

0.671 

Fresh 

Talaya 

0829001303748600 

2.176 

Fresh 

Teemarwa 

0829001203733600 

1.748 

Fresh 

Thikariya 

0828000103398800 

2.462 

Fresh 

Ukala 

0829001303755200 

0.924 

Fresh 

Ummedpura 

0829001303752200 

1.543 

Fresh 

Veerawali 

0829001303749400 

8.242 

Fresh 

Veerpur 

0829001203742000 

4.434 

Fresh 

Waloriya 

0829001203742100 

1.133 

Fresh 

Warda 

0828000103406800 

7.731 

Fresh 

Akhapur 

0828000103405100 

5.356 

Fresh 

Amli Ka Khera 

0828000103400300 

1.089 

Fresh 

Bakhtor 

0828000103396200 

2.194 

Fresh 

Baman Kheri 

0829001303760500 

0.995 

Fresh 

Baori 

0828000103400800 

1.466 

Fresh 

Bara 

0828000103401100 

1.234 

Fresh 

Barawada 

0828000103401400 

1.909 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Beo 


Bhameri 


Bhandariya 


Bheempura 


Bhogpura 


Bhooriya Holi 


Bilriya 


Bor Khera 


Bori 


Bujon Ka Khera 


Chhari 


0829001303764100 

7.415 

Fresh 

0828000103406000 

7.643 

Fresh 

0829001303760200 

1.637 

Fresh 

0829001303754700 

2.244 

Fresh 

0829001303757400 

1.587 

Fresh 

0829001303761400 

2.660 

Fresh 

0828000103401300 

3.525 

Fresh 

0828000103396700 

1.691 

Fresh 

0828000103395700 

4.871 

Fresh 

0829001303761200 

7.308 

Fresh 

0829001303760900 

0.739 

Fresh 

0828000103396500 

5.006 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Depur 

0829001303757100 

1.574 

Fresh 

Dhoraji Ka Pathar 

0829001303761100 

3.686 

Fresh 

Dunglawani 

0828000103406700 

23.987 

Fresh 


Non-command 


Non-command 


Non-command 


Gagarwa 


0828000303428700 


5.920 Fresh 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Deccan Traps 

1.546 

Non-command 

Deccan Traps 

1.683 

Non-command 

Deccan Traps 

0.459 

Non-command 

Deccan Traps 

2.670 

Non-command 

Deccan Traps 

2.961 

Non-command 

Deccan Traps 

1.254 

Non-command 

Deccan Traps 

0.307 

Non-command 

Deccan Traps 

0.022 

Non-command 

Deccan Traps 

0.520 

Non-command 

Deccan Traps 

0.511 

Non-command 

Deccan Traps 

0.648 

Non-command 

Deccan Traps 

1.133 

Non-command 

Deccan Traps 

0.931 

Non-command 

Deccan Traps 

2.415 

Non-command 

Deccan Traps 

1.957 

Non-command 

Deccan Traps 

2.606 

Non-command 

Deccan Traps 

1.150 

Non-command 

Deccan Traps 

0.671 

Non-command 

Deccan Traps 

2.176 

Non-command 

Deccan Traps 

1.736 

Non-command 

Deccan Traps 

2.462 

Non-command 

Deccan Traps 

0.924 

Non-command 

Deccan Traps 

1.527 

Non-command 

Deccan Traps 

0.794 

Non-command 

Deccan Traps 

4.434 

Non-command 

Deccan Traps 

1.133 

Non-command 

Deccan Traps 

2.002 

Non-command 

Deccan Traps 

5.356 

Non-command 

Deccan Traps 

1.089 

Non-command 

Gneisses(B.G.C.) 

2.178 

Non-command 

Deccan Traps 

0.988 

Non-command 

Gneisses(B.G.C.) 

1.459 

Non-command 

Gneisses(B.G.C.) 

1.234 

Non-command 

Deccan Traps 

0.108 

Non-command 

Gneisses(B.G.C.) 

1.800 

Non-command 

Deccan Traps 

0.553 

Non-command 

Deccan Traps 

3.558 

Non-command 

Deccan Traps 

1.637 

Non-command 

Deccan Traps 

1.183 

Non-command 

Deccan Traps 

1.247 

Non-command 

Deccan Traps 

2.421 

Non-command 

Gneisses(B.G.C.) 

3.525 

Non-command 

Deccan Traps 

1.590 

Non-command 

Gneisses(B.G.C.) 

0.032 

Non-command 

Deccan Traps 

6.868 

Non-command 

Deccan Traps 

0.719 

Non-command 

Deccan Traps 

1.779 

Non-command 

Gneisses(B.G.C.) 

0.002 

Non-command 

Deccan Traps 

0.693 

Non-command 

Deccan Traps 

2.864 

Non-command 

Deccan Traps 

18.414 

Non-command 

Gneisses(B.G.C.) 

4.725 

Non-command 

Deccan Traps 

4.467 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

90,000 

60,000 

120 

60,000 

35,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

60,000 

35,000 

120 

90,000 

60,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

90,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

90,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.067 

0.067 

0.147 

0.147 

0.034 

0.034 

0.288 

0.288 

0.122 

0.122 

0.014 

0.014 

0.022 

0.022 

- 

- 

0.122 

0.327 

0.038 

0.038 

0.013 

0.013 

0.008 

0.008 

0.004 

0.004 

0.113 

0.120 

0.021 

0.021 

0.115 

0.115 

0.065 

0.065 

0.038 

0.038 

0.101 

0.101 

0.063 

0.063 

0.014 

0.014 

0.130 

0.130 

0.144 

0.144 

0.043 

0.050 

0.109 

0.109 

0.029 

0.029 

0.022 

0.065 

- 

- i 

0.036 

0.036 

0.126 

0.126 

0.144 

0.144 

0.059 

0.059 

0.050 

0.050 

0.007 

0.007 

0.076 

0.076 


0.036 

0.036 

0.038 

0.045 

0.077 

0.077 

0.029 

0.029 

0.014 

0.014 

0.067 

0.067 

0.029 

0.094 


0.043 

0.043 

0.038 

0.038 

0.043 

0.119 

- 

- 

0.034 

0.034 

0.014 

0.014 

0.072 

0.072 

0.017 

0.017 
































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Gara 

0828000103400400 

0.901 

Fresh 

Gatkar 

0829001303762200 

6.075 

Fresh 

Ghantali 

0828000103396400 

6.601 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Gothra 

0828000103400600 

0.709 

Fresh 

Guwali 

0829001303763600 

2.708 

Fresh 

Hameerpura 

0829001303764500 

5.632 

Fresh 

Haro 

0828000103405300 

5.277 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Heenglat 

0829001303754900 

3.616 

Fresh 

Jamboo Kudi 

0829001303759900 

14.299 

Fresh 

Jarali 

0828000103399800 

1.268 

Fresh 

Kali Ghati 

0828000103401200 

1.060 

Fresh 

Kanar 

0829001303757000 

2.526 

Fresh 

Karai Khera 

0829001303760700 

1.321 

Fresh 

Karmora 

0828000103400700 

3.001 

Fresh 

Karvi 

0828000103400500 

2.612 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kela Mela 

0828000103401600 

2.903 

Fresh 

Kesharpura 

0829001303762000 

2.783 

Fresh 

Khadiyawani 

0828000103406300 

1.132 

Fresh 


Non-command 


Non-command 


Non-command 


Khajoori 


Khalda 


Khanpura 


Kharkhoti 


Kharwara 


Kumharon Ka Pathar 


Kundali 


Kuntabari 


Kupda 


Lamba Ghata 


Langariya 


Lapariya Rundi 


Leeliya 


Limboda 


0829001303757300 

0.504 

Fresh 

0829001303760300 

0.392 

Fresh 

0828000303428100 

4.523 

Fresh 

0829001303760800 

0.594 

Fresh 

0828000103405000 

5.610 

Fresh 

0828000103406400 

2.098 

Fresh 

0829001303763900 

0.390 

Fresh 

0828000103406900 

1.115 

Fresh 

0828000303428500 

3.409 

Fresh 

0828000103405200 

3.157 

Fresh 

0829001303757800 

1.016 

Fresh 

0829001303758300 

1.263 

Fresh 

0829001303758400 

0.489 

Fresh 

0829001303761300 

4.597 

Fresh 

0828000103400100 

2.695 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Limbodi 


Mahuri Khera 


Mahuwal 


MALIYA 


Mandli 


Mandvi 


0828000103400000 

0.455 

Fresh 

0828000103401500 

0.649 

Fresh 

0829001303760400 

0.239 

Fresh 

0828000103399900 

6.258 

Fresh 

0828000103401000 

2.837 

Fresh 

0828000103405900 

4.560 

Fresh 

0828000103405600 

3.884 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Manpura Kalan 

0829001303763500 

3.858 

Fresh 

Manpura Khurd 

0829001303763400 

1.079 

Fresh 

Matasula 

0828000303428600 

4.117 

Fresh 

Mau Khera 

0829001303757500 

3.562 

Fresh 

Morundi 

0829001303756900 

1.688 

Fresh 

Morwaniya 

0828000103396100 

7.328 

Fresh 

Mundi Khera 

0828000103396900 

1.800 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Deccan Traps 

0.901 

Non-command 

Deccan Traps 

0.029 

Non-command 

Deccan Traps 

0.162 

Non-command 

Gneisses(B.G.C.) 

6.436 

Non-command 

Gneisses(B.G.C.) 

0.705 

Non-command 

Deccan Traps 

2.699 

Non-command 

Deccan Traps 

2.074 

Non-command 

Deccan Traps 

4.654 

Non-command 

Gneisses(B.G.C.) 

0.399 

Non-command 

Deccan Traps 

1.038 

Non-command 

Deccan Traps 

7.537 

Non-command 

Deccan Traps 

0.076 

Non-command 

Gneisses(B.G.C.) 

1.053 

Non-command 

Deccan Traps 

2.069 

Non-command 

Deccan Traps 

1.137 

Non-command 

Gneisses(B.G.C.) 

3.001 

Non-command 

Deccan Traps 

0.032 

Non-command 

Gneisses(B.G.C.) 

2.579 

Non-command 

Deccan Traps 

0.048 

Non-command 

Deccan Traps 

1.928 

Non-command 

Deccan Traps 

0.014 

Non-command 

Gneisses(B.G.C.) 

0.036 

Non-command 

Deccan Traps 

0.443 

Non-command 

Deccan Traps 

0.392 

Non-command 

Deccan Traps 

1.136 

Non-command 

Deccan Traps 

0.447 

Non-command 

Deccan Traps 

5.382 

Non-command 

Deccan Traps 

0.076 

Non-command 

Deccan Traps 

0.114 

Non-command 

Deccan Traps 

0.004 

Non-command 

Deccan Traps 

1.679 

Non-command 

Deccan Traps 

3.157 

Non-command 

Deccan Traps 

1.016 

Non-command 

Deccan Traps 

0.139 

Non-command 

Deccan Traps 

0.489 

Non-command 

Deccan Traps 

3.224 

Non-command 

Deccan Traps 

2.163 

Non-command 

Gneisses(B.G.C.) 

0.481 

Non-command 

Deccan Traps 

0.413 

Non-command 

Gneisses(B.G.C.) 

0.223 

Non-command 

Deccan Traps 

0.239 

Non-command 

Deccan Traps 

4.022 

Non-command 

Gneisses(B.G.C.) 

2.837 

Non-command 

Deccan Traps 

4.532 

Non-command 

Deccan Traps 

0.143 

Non-command 

Gneisses(B.G.C.) 

0.461 

Non-command 

Deccan Traps 

1.054 

Non-command 

Deccan Traps 

0.509 

Non-command 

Deccan Traps 

4.116 

Non-command 

Deccan Traps 

3.207 

Non-command 

Deccan Traps 

1.359 

Non-command 

Gneisses(B.G.C.) 

0.418 

Non-command 

Deccan Traps 

0.049 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

60,000 

120 

60,000 

40,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

60,000 

40,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

60,000 

40,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

60,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.050 

0.050 

- 

- ! 

0.007 

0.007 

0.244 

0.244 

0.101 

0.101 

0.029 

0.029 


0.108 

0.108 

0.008 

0.008 

0.058 

0.058 

0.034 

0.056 


0.084 

0.084 

0.120 

0.142 

0.034 

0.034 

0.109 

0.109 



0.014 

0.014 

0.082 

0.096 


0.034 

0.034 

0.029 

0.029 



0.072 

0.072 

0.053 

0.053 

0.014 

0.021 

0.086 

0.151 


0.072 

0.072 

0.017 

0.017 

0.043 

0.129 

0.025 

0.025 

0.058 

0.058 

0.036 

0.036 

0.101 

0.101 



0.008 

0.008 

0.043 

0.072 

0.029 

0.058 

- 

- 

0.091 

0.091 

0.024 

0.024 

0.008 

0.008 




















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Nandi Khera 


Naroo Ka Khera 


Nawa Khera 


Nayan 


Pada 


Padampuri 


Padriyon Ka Khera 


Pagara 


Panthol 


Pratappura 


Raipur 


Raipur Jangal 


Ramgarh 


Ramjhara 


Rana Ki Harbar 


Ranon Ka Khera 


Ranpur 


Reechhri 


Rohaniya 


Roopgarh 


Sagron Ka Khera 


Sagwari 


Salamgarh 


Saliya 


0829001303763700 


0828000103396300 


0829001303758100 


0829001303761900 


0828000103405500 


0828000303427800 


0829001303757900 


0829001303761700 


0829001303758000 


0828000103396600 



Pathari 

0829001303757200 

0.607 

Fresh 

Peepal Khoont 

0828000103391700 

27.469 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0829001303754800 

2.595 

Fresh 

0829001303760000 

0.429 

Fresh 

0829001303761800 

6.766 

Fresh 

0828000303427700 

3.980 

Fresh 

0829001303757700 

0.656 

Fresh 

0828000103399700 

3.822 

Fresh 

0829001303760600 

0.943 

Fresh 

0828000103405700 

0.226 

Fresh 

0828000103400900 

1.452 

Fresh 

0829001303761500 

1.547 

Fresh 

0828000103405800 

3.160 

Fresh 

0829001303764000 

0.372 

Fresh 

0829001303763800 

1.178 

Fresh 

0828000103404900 

0.837 

Fresh 

0829001303758200 

5.338 

Fresh 

0828000103405400 

0.839 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sardarpura 


Seegaron Ka Khera 


Sewana 


Shambhoopura 


Sodalpur 


Suthar Ghati 


Talab Khera 


Tejpur 


Thakra 


Thechla 


0829001303759700 

1.648 

Fresh 

0829001303761600 

1.450 

Fresh 

0829001303758500 

12.856 

Fresh 

0829001303757600 

0.580 

Fresh 

0828000103396800 

0.901 

Fresh 

0829001303760100 

0.453 

Fresh 

0829001303761000 

2.053 

Fresh 

0829001303762100 

0.589 

Fresh 

0828000303428900 

33.242 

Fresh 

0828000103406100 

2.715 

Fresh 

0828000103400200 

3.659 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


09004024 


Warda 

0828000103406800 

7.731 

Fresh 

Amali Phalan 

0828000103377000 

1.345 

Fresh 


Bansri Khera 


Non-command 


Mahi Bajaj Sagar 



0828000103385000 


3.346 Fresh 


Jakham 


Non-command 


Jakham 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Deccan Traps 

1.541 

Non-command 

Gneisses(B.G.C.) 

2.483 

Non-command 

Deccan Traps 

0.829 

Non-command 

Deccan Traps 

2.487 

Non-command 

Gneisses(B.G.C.) 

3.768 

Non-command 

Deccan Traps 

0.090 

Non-command 

Deccan Traps 

2.558 

Non-command 

Deccan Traps 

0.197 

Non-command 

Deccan Traps 

1.209 

Non-command 

Deccan Traps 

3.201 

Non-command 

Gneisses(B.G.C.) 

0.395 

Non-command 

Deccan Traps 

0.566 

Non-command 

Deccan Traps 

0.230 

Non-command 

Gneisses(B.G.C.) 

0.489 

Non-command 

Deccan Traps 

4.492 

Non-command 

Gneisses(B.G.C.) 

1.465 

Non-command 

Deccan Traps 

2.490 

Non-command 

Deccan Traps 

0.429 

Non-command 

Deccan Traps 

5.753 

Non-command 

Deccan Traps 

1.170 

Non-command 

Deccan Traps 

0.656 

Non-command 

Deccan Traps 

0.006 

Non-command 

Deccan Traps 

0.943 

Non-command 

Deccan Traps 

0.059 

Non-command 

Gneisses(B.G.C.) 

1.442 

Non-command 

Deccan Traps 

1.396 

Non-command 

Deccan Traps 

3.157 

Non-command 

Deccan Traps 

0.140 

Non-command 

Deccan Traps 

0.966 

Non-command 

Deccan Traps 

0.141 

Non-command 

Deccan Traps 

2.936 

Non-command 

Deccan Traps 

0.338 

Non-command 

Gneisses(B.G.C.) 

0.498 

Non-command 

Deccan Traps 

0.074 

Non-command 

Deccan Traps 

1.445 

Non-command 

Deccan Traps 

0.150 

Non-command 

Deccan Traps 

0.572 

Non-command 

Deccan Traps 

0.247 

Non-command 

Deccan Traps 

0.453 

Non-command 

Deccan Traps 

1.751 

Non-command 

Deccan Traps 

0.334 

Non-command 

Deccan Traps 

0.691 

Non-command 

Deccan Traps 

1.267 

Non-command 

Deccan Traps 

3.101 

Non-command 

Gneisses(B.G.C.) 

0.559 

Non-command 

Deccan Traps 

5.387 

Command 

Gneisses(B.G.C.) 

0.075 

Command 

Phyllite & Schist 

0.051 

Non-command 

Deccan Traps 

0.005 

Non-command 

Gneisses(B.G.C.) 

0.028 

Command 

Gneisses(B.G.C.) 

1.336 

Non-command 

Gneisses(B.G.C.) 

0.014 

Command 

Gneisses(B.G.C.) 

0.391 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

90,000 

60,000 

120 

60,000 

40,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

90,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

90,000 

60,000 

120 

60,000 

40,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

90,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

( 15 ) 

( 16 ) 

0.029 

0.029 

0.109 

0.109 

0.154 

0.154 

0.067 

0.081 

0.269 

0.269 

- 

- 

0.024 

0.024 

0.034 

0.034 

0.067 

0.067 

0.086 

0.237 

0.008 

0.030 

0.024 

0.024 



0.029 

0.029 

0.008 

0.008 

0.168 

0.168 

0.269 

0.449 

0.154 

0.168 



0.022 

0.022 

0.010 

0.010 

0.043 

0.043 

0.007 

0.007 

0.331 

0.417 

0.029 

0.029 

0.050 

0.050 

0.005 

0.012 

0.048 

0.048 

0.005 

0.012 

0.024 

0.024 

0.058 

0.155 

0.067 

0.096 

0.029 

0.029 

0.005 

0.019 

0.017 

0.017 

0.007 

0.007 

0.022 

0.022 

0.008 

0.008 

0.058 

0.188 

0.008 

0.008 



































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Bapteeya 


Barbadiya 


Bargun 


Bhatwara 


Bheema Ka Khera 


Bhoongra 


Bor Khera 


Bori 


Borpi Kereng 


Borpi Khanta 


Charpotiya 


Chauki 


Cheeb 


Deliya Talab 


Deoliya Saktawat 


Dharna 


Doli 




0828000103403600 


0828000103403800 


0.282 Fresh 


3.991 Fresh 


( 6 ) 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 



0828000103394900 


9.540 Fresh 


Bari Ambeli 

0829001203739900 

6.460 

Fresh 

Baron Ka Phala 

0828000103376200 

0.837 

Fresh 


Bhain 

0828000103401800 

1.782 

Fresh 

Bhanawaton Ka Khera 

0829001203741100 

0.586 

Fresh 

Bhanej 

0829001203740600 

1.219 

Fresh 


0828000103376600 


0828000103396000 


0828000103403500 


0828000303427600 


0828000103395700 


0828000103385100 


2.154 Fresh 


1.390 Fresh 


1.673 Fresh 


2.466 Fresh 


4.871 Fresh 


3.380 Fresh 



0828000103384800 


0826000703218600 


0828000103404700 


0.682 Fresh 


5.738 Fresh 


3.320 Fresh 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Jakham 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Jakham 


Non-command 


Mahi Bajaj Sagar 



0828000303427400 


3.843 Fresh Mahi Bajaj Sagar 


Non-command 



Chhari 

0828000103396500 

5.006 

Fresh 

Danta 

0828000103395600 

2.971 

Fresh 



Non-command 


6.129 Fresh Jakham 


Non-command 



0828000103391200 


0828000103376400 


0828000103395800 


0829001203739700 


1.360 Fresh 


6.069 Fresh 


1.528 Fresh 


0.948 Fresh 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Gneisses(B.G.C.) 

1.843 

Non-command 

Gneisses(B.G.C.) 

1.112 

Command 

Gneisses(B.G.C.) 

0.236 

Non-command 

Gneisses(B.G.C.) 

0.046 

Command 

Deccan Traps 

0.289 

Command 

Gneisses(B.G.C.) 

0.807 

Non-command 

Gneisses(B.G.C.) 

1.853 

Command 

Gneisses(B.G.C.) 

2.180 

Non-command 

Gneisses(B.G.C.) 

6.946 

Non-command 

Deccan Traps 

0.128 

Command 

Gneisses(B.G.C.) 

0.280 

Command 

Phyllite & Schist 

0.036 

Non-command 

Gneisses(B.G.C.) 

1.782 

Non-command 

Deccan Traps 

0.052 

Non-command 

Deccan Traps 

0.732 

Non-command 

Gneisses(B.G.C.) 

0.306 

Command 

Gneisses(B.G.C.) 

1.780 

Non-command 

Gneisses(B.G.C.) 

0.374 

Command 

Gneisses(B.G.C.) 

0.541 

Non-command 

Gneisses(B.G.C.) 

0.849 

Command 

Gneisses(B.G.C.) 

1.471 

Non-command 

Gneisses(B.G.C.) 

0.203 

Command 

Deccan Traps 

0.242 

Non-command 

Deccan Traps 

0.795 

Command 

Gneisses(B.G.C.) 

0.013 

Non-command 

Gneisses(B.G.C.) 

4.822 

Command 

Gneisses(B.G.C.) 

0.087 

Command 

Gneisses(B.G.C.) 

2.116 

Non-command 

Gneisses(B.G.C.) 

1.177 

Command 

Gneisses(B.G.C.) 

0.271 

Non-command 

Gneisses(B.G.C.) 

0.052 

Command 

Gneisses(B.G.C.) 

0.214 

Non-command 

Gneisses(B.G.C.) 

0.051 

Command 

Deccan Traps 

0.085 

Command 

Gneisses(B.G.C.) 

0.234 

Non-command 

Deccan Traps 

2.374 

Non-command 

Gneisses(B.G.C.) 

0.627 

Command 

Deccan Traps 

0.300 

Non-command 

Deccan Traps 

1.524 

Non-command 

Gneisses(B.G.C.) 

1.172 

Non-command 

Deccan Traps 

2.088 

Command 

Gneisses(B.G.C.) 

0.963 

Non-command 

Gneisses(B.G.C.) 

1.975 

Command 

Gneisses(B.G.C.) 

0.171 

Non-command 

Deccan Traps 

0.073 

Non-command 

Gneisses(B.G.C.) 

5.384 

Command 

Gneisses(B.G.C.) 

1.085 

Non-command 

Gneisses(B.G.C.) 

0.275 

Command 

Gneisses(B.G.C.) 

5.384 

Non-command 

Gneisses(B.G.C.) 

0.685 

Command 

Gneisses(B.G.C.) 

0.067 

Non-command 

Gneisses(B.G.C.) 

1.452 

Non-command 

Deccan Traps 

0.422 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

35,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

90,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

50,000 

120 

60,000 

35,000 

120 

90,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

35,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.025 


0.017 




0.025 

0.025 

0.076 

0.087 



0.017 

0.017 

0.006 

0.006 

0.025 

0.025 

0.008 

0.008 



0.042 

0.042 

0.008 

0.008 

0.008 

0.008 



0.008 

0.008 

0.072 

0.072 

0.025 

0.025 

0.007 

0.007 

0.036 

0.046 

0.034 

0.045 

0.050 

0.136 

0.025 

0.025 

0.059 

0.059 

- 

- 

- 

- 

0.078 

0.078 

0.084 

0.084 

0.017 

0.017 

0.151 

0.151 

0.017 

0.017 

0.008 

0.008 

0.118 

0.118 

0.017 

0.017 




































































































































































































































































































































































































































































































































































































































Micro-watershed 



Juna Boriya 


Kaiyon Ka Khera 


Kanadoki Ka Para 


0828000103391900 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


2.114 Fresh 



Gagari 

0828000303427100 

6.481 

Fresh 

Gamda 

0829001203740200 

5.039 

Fresh 



Ganeshpura 

0828000103402100 

1.861 

Fresh 

Garha 

0829001203740300 

0.480 

Fresh 

Garnawat 

0828000103403700 

0.119 

Fresh 

Ghoti 

0829001203740800 

1.596 

Fresh 

Goj Rathor 

0828000103395200 

2.458 

Fresh 



Gurha 

0826000703218800 

5.916 

Fresh 

Hajari Gurha 

0826000703221100 

5.599 

Fresh 



Jamboi 

0828000103402200 

7.054 

Fresh 

Jetliya 

0828000103391500 

27.893 

Fresh 



0.980 Fresh 


Kali Ghati 

0828000103401200 

1.060 

Fresh 

Kali Magri 

0828000103377200 

0.518 

Fresh 

Kamji Ka Khera 

0828000103391000 

1.628 

Fresh 


( 6 ) 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Jakham 


Non-command 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Jakham 


Non-command 


Jakham 


Jakham 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Non-command 


Jakham 


Mahi Bajaj Sagar 


Non-command 


Jakham 


Mahi Bajaj Sagar 


Non-command 


Jakham 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 



0828000103402000 


2.740 Fresh 



Kataron Ka Khera 

0828000103397300 

3.138 

Fresh 

Katiyor 

0828000303427300 

1.146 

Fresh 


Kela Mela 

0828000103401600 

2.903 

Fresh 

Khakhani Kamal 

0829001203741300 

0.726 

Fresh 

Kharkhoti 

0828000103405000 

5.610 

Fresh 

Kher Dabra 

0828000303427200 

7.212 

Fresh 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Gneisses(B.G.C.) 

1.121 

Non-command 

Gneisses(B.G.C.) 

0.840 

Command 

Gneisses(B.G.C.) 

1.039 

Non-command 

Gneisses(B.G.C.) 

1.765 

Non-command 

Gneisses(B.G.C.) 

1.114 

Command 

Gneisses(B.G.C.) 

2.658 

Non-command 

Gneisses(B.G.C.) 

1.953 

Non-command 

Gneisses(B.G.C.) 

1.849 

Non-command 

Gneisses(B.G.C.) 

0.417 

Command 

Gneisses(B.G.C.) 

0.119 

Non-command 

Deccan Traps 

0.963 

Command 

Gneisses(B.G.C.) 

2.181 

Non-command 

Gneisses(B.G.C.) 

0.276 

Command 

Gneisses(B.G.C.) 

0.906 

Non-command 

Gneisses(B.G.C.) 

4.618 

Command 

Gneisses(B.G.C.) 

7.592 

Non-command 

Gneisses(B.G.C.) 

0.171 

Command 

Gneisses(B.G.C.) 

0.074 

Command 

Gneisses(B.G.C.) 

5.382 

Non-command 

Gneisses(B.G.C.) 

0.218 

Command 

Gneisses(B.G.C.) 

0.016 

Non-command 

Gneisses(B.G.C.) 

0.203 

Non-command 

Gneisses(B.G.C.) 

0.044 

Non-command 

Phyllite & Schist 

0.054 

Non-command 

Gneisses(B.G.C.) 

0.191 

Command 

Gneisses(B.G.C.) 

4.656 

Command 

Gneisses(B.G.C.) 

0.928 

Non-command 

Deccan Traps 

2.742 

Non-command 

Gneisses(B.G.C.) 

18.633 

Command 

Gneisses(B.G.C.) 

0.343 

Command 

Gneisses(B.G.C.) 

0.593 

Non-command 

Gneisses(B.G.C.) 

0.528 

Command 

Gneisses(B.G.C.) 

6.681 

Non-command 

Gneisses(B.G.C.) 

0.402 

Command 

Gneisses(B.G.C.) 

0.758 

Non-command 

Gneisses(B.G.C.) 

0.222 

Non-command 

Gneisses(B.G.C.) 

0.001 

Command 

Gneisses(B.G.C.) 

0.518 

Command 

Gneisses(B.G.C.) 

0.744 

Non-command 

Gneisses(B.G.C.) 

0.778 

Non-command 

Phyllite & Schist 

0.007 

Command 

Gneisses(B.G.C.) 

2.655 

Non-command 

Gneisses(B.G.C.) 

0.085 

Command 

Gneisses(B.G.C.) 

3.661 

Non-command 

Gneisses(B.G.C.) 

1.058 

Non-command 

Deccan Traps 

0.000 

Command 

Deccan Traps 

0.417 

Non-command 

Deccan Traps 

0.730 

Non-command 

Gneisses(B.G.C.) 

2.855 

Non-command 

Deccan Traps 

0.107 

Non-command 

Deccan Traps 

0.049 

Command 

Deccan Traps 

0.277 

Non-command 

Deccan Traps 

0.304 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

50,000 

120 

90,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

50,000 

120 

90,000 

70,000 

120 

60,000 

35,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

60,000 

35,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.218 


0.160 




0.025 

0.036 

0.018 

0.018 

0.018 

0.018 

0.067 

0.067 



0.008 

0.008 

0.017 

0.017 


0.034 

0.034 

0.176 

0.176 

0.176 

0.187 



0.319 

0.319 

0.017 

0.017 



0.042 

0.042 

0.008 

0.008 

0.022 

0.022 

0.160 

0.160 


0.008 

0.008 

0.008 

0.008 

0.126 

0.126 

0.008 

0.008 

0.050 

0.050 

0.017 

0.017 



0.007 

0.007 

0.014 

0.024 

0.092 

0.092 



0.007 

0.007 

0.007 

0.007 





























































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 



Kota Magri 


Kotri 


Kumari 


Kushali Talab 


Matiya 


Miyala 


Miyasa 


Negdiya 



Kherdipara 

0828000103392800 

1.606 

Fresh 

Kherwa 

0828000103392700 

2.659 

Fresh 


Non-command 


Non-command 



Khoriya Am 

0829001203741400 

1.122 

Fresh 

Kika Ki Nal 

0828000103395100 

1.545 

Fresh 


Non-command 


Mahi Bajaj Sagar 


Non-command 



0828000103377300 


0826000703220600 


0826000703221000 


0828000103391100 


Mahi Bajaj Sagar 




Lamba Dabra 

0828000103391600 

7.397 

Fresh 

Laxmangarh @ Jhari 

0828000303430100 

9.731 

Fresh 

Limberwara 

0826000703218900 

1.804 

Fresh 


Mahuri Khera 

0828000103401500 

0.649 

Fresh 

MALIYA 

0829001203740000 

5.504 

Fresh 


Jakham 


Non-command 


Jakham 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Non-command 


Jakham 


Non-command 


Non-command 


Non-command 



0828000103395400 


0826000703219200 


0828000103392000 




Morwaniya 

0828000103396100 

7.328 

Fresh 

Murasel 

0828000103391800 

5.625 

Fresh 


Nal Chauki 

0828000103404800 

1.089 

Fresh 

Nalda 

0828000103401700 

2.113 

Fresh 


Naroton Ki Goj 

0828000103394800 

1.739 

Fresh 

Narwali 

0828000103376300 

2.419 

Fresh 


Mahi Bajaj Sagar 


Non-command 


Jakham 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Mahi Bajaj Sagar 



Nathji Ka Gara 

0828000103390400 

4.389 

Fresh 

Nawagaon 

0828000103404000 

0.731 

Fresh 

Naya Boriya 

0826000703220900 

4.076 

Fresh 


0828000103377100 


1.037 Fresh 


Padi Khera 

0828000103392200 

0.861 

Fresh 

Padla 

0828000103395300 

4.464 

Fresh 


Non-command 


Mahi Bajaj Sagar 


Jakham 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

6.255 

Non-command 

Gneisses(B.G.C.) 

0.445 

Non-command 

Gneisses(B.G.C.) 

0.087 

Non-command 

Phyllite & Schist 

0.935 

Command 

Deccan Traps 

0.133 

Command 

Gneisses(B.G.C.) 

0.369 

Non-command 

Deccan Traps 

0.471 

Command 

Gneisses(B.G.C.) 

0.190 

Non-command 

Gneisses(B.G.C.) 

0.339 

Non-command 

Phyllite & Schist 

1.016 

Command 

Gneisses(B.G.C.) 

0.578 

Command 

Phyllite & Schist 

0.230 

Command 

Gneisses(B.G.C.) 

3.882 

Non-command 

Gneisses(B.G.C.) 

1.038 

Command 

Gneisses(B.G.C.) 

3.875 

Non-command 

Gneisses(B.G.C.) 

0.691 

Command 

Gneisses(B.G.C.) 

0.933 

Non-command 

Gneisses(B.G.C.) 

0.157 

Non-command 

Deccan Traps 

3.391 

Non-command 

Gneisses(B.G.C.) 

0.011 

Command 

Gneisses(B.G.C.) 

0.951 

Non-command 

Gneisses(B.G.C.) 

0.514 

Non-command 

Gneisses(B.G.C.) 

0.426 

Non-command 

Deccan Traps 

0.830 

Non-command 

Gneisses(B.G.C.) 

0.914 

Command 

Gneisses(B.G.C.) 

3.064 

Non-command 

Gneisses(B.G.C.) 

0.501 

Command 

Gneisses(B.G.C.) 

1.310 

Non-command 

Gneisses(B.G.C.) 

0.598 

Command 

Gneisses(B.G.C.) 

1.395 

Non-command 

Gneisses(B.G.C.) 

1.710 

Non-command 

Phyllite & Schist 

0.440 

Non-command 

Gneisses(B.G.C.) 

6.402 

Command 

Gneisses(B.G.C.) 

3.590 

Non-command 

Gneisses(B.G.C.) 

2.034 

Non-command 

Deccan Traps 

1.089 

Command 

Gneisses(B.G.C.) 

0.191 

Non-command 

Gneisses(B.G.C.) 

1.922 

Non-command 

Gneisses(B.G.C.) 

0.048 

Command 

Gneisses(B.G.C.) 

0.913 

Command 

Phyllite & Schist 

0.567 

Non-command 

Gneisses(B.G.C.) 

0.358 

Non-command 

Phyllite & Schist 

0.018 

Non-command 

Phyllite & Schist 

0.237 

Command 

Gneisses(B.G.C.) 

0.731 

Command 

Gneisses(B.G.C.) 

3.616 

Non-command 

Gneisses(B.G.C.) 

0.459 

Command 

Gneisses(B.G.C.) 

0.361 

Command 

Phyllite & Schist 

0.029 

Non-command 

Phyllite & Schist 

0.576 

Command 

Gneisses(B.G.C.) 

3.294 

Non-command 

Gneisses(B.G.C.) 

1.044 

Non-command 

Phyllite & Schist 

0.127 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

35,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

35,000 

120 

90,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.185 


0.017 


0.008 


0.058 



0.092 

0.092 

0.050 

0.050 

0.059 

0.059 

0.008 

0.008 

0.012 

0.012 

0.067 

0.067 

0.008 

0.008 

0.076 

0.076 

0.034 

0.034 

0.067 

0.067 

0.084 

0.084 

0.019 

0.019 

0.067 

0.067 



0.034 

0.034 

0.019 

0.019 

0.008 

0.008 



0.202 

0.202 

0.025 

0.025 

0.059 

0.059 

0.010 

0.010 

0.067 

0.067 

0.034 

0.034 

0.008 

0.008 





























































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Pandawa 

0829001203740100 

4.379 

Fresh 

Pari 

0828000103403900 

0.560 

Fresh 

Pariyapor 

0828000103384600 

2.063 

Fresh 


Peepal Khoont 


Phutiya Doongri 


Sagwari 


Sanchor 


Sandani 


Sarondiya 


Suraji Ka Khera 


Tamtiya 


Thechla 


Todi Simrol 


Ummedpura 


Undwela 


Urankhoran 


0828000103391700 


0828000103395900 


0828000103404900 


0828000103377400 


0829001203740500 


0828000103376500 


0826000703220700 


0828000103401900 


0828000103384900 


0828000103404200 




Mahi Bajaj Sagar 


Non-command 


27.469 Fresh Non-command 


1.819 Fresh 


Ramgarh 

0828000303427700 

3.980 

Fresh 

Ratanpuriya 

0829001203740700 

3.177 

Fresh 


Regniya 

0828000103376900 

0.634 

Fresh 

Roonjari 

0828000103404500 

4.596 

Fresh 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Non-command 


0.837 Fresh 


1.201 Fresh Mahi Bajaj Sagar 



3.811 Fresh Mahi Bajaj Sagar 


Non-command 


Sewanagar 

0826000703219100 

1.091 

Fresh 

Shyampura 

0828000103376800 

0.793 

Fresh 

Sompur 

0828000103404300 

5.347 

Fresh 




Sona Kothi 

0829001203739800 

1.585 

Fresh 

Sowaniya 

0828000103385200 

8.716 

Fresh 


1.050 Fresh 


0828000103376700 

0.982 

Fresh 

0828000103404600 

2.966 

Fresh 



0.988 Fresh 


7.123 Fresh 


0.361 Fresh 


Non-command 


Jakham 


Non-command 


Jakham 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 



0828000103395000 


4.799 Fresh 


Non-command 


Mahi Bajaj Sagar 



0828000103404400 


1.274 Fresh Mahi Bajaj Sagar 


Non-command 



09004025 


Vareta 

0828000103384500 

0.859 

Fresh 

Aar 

0826000703219700 

9.161 

Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

3.272 

Command 

Gneisses(B.G.C.) 

0.560 

Command 

Gneisses(B.G.C.) 

0.138 

Command 

Gneisses(B.G.C.) 

0.881 

Non-command 

Gneisses(B.G.C.) 

1.008 

Non-command 

Deccan Traps 

3.253 

Non-command 

Gneisses(B.G.C.) 

22.741 

Command 

Gneisses(B.G.C.) 

0.842 

Non-command 

Gneisses(B.G.C.) 

0.977 

Non-command 

Deccan Traps 

0.140 

Non-command 

Deccan Traps 

2.316 

Non-command 

Gneisses(B.G.C.) 

0.002 

Command 

Gneisses(B.G.C.) 

0.560 

Command 

Deccan Traps 

2.169 

Non-command 

Deccan Traps 

2.427 

Non-command 

Deccan Traps 

0.409 

Non-command 

Gneisses(B.G.C.) 

0.286 

Command 

Gneisses(B.G.C.) 

0.017 

Command 

Phyllite & Schist 

0.010 

Non-command 

Deccan Traps 

3.149 

Non-command 

Gneisses(B.G.C.) 

0.606 

Command 

Gneisses(B.G.C.) 

2.648 

Non-command 

Gneisses(B.G.C.) 

1.144 

Command 

Gneisses(B.G.C.) 

0.362 

Command 

Gneisses(B.G.C.) 

0.793 

Command 

Deccan Traps 

1.655 

Command 

Gneisses(B.G.C.) 

0.273 

Non-command 

Deccan Traps 

0.780 

Non-command 

Gneisses(B.G.C.) 

2.375 

Non-command 

Deccan Traps 

0.451 

Command 

Gneisses(B.G.C.) 

7.254 

Non-command 

Gneisses(B.G.C.) 

1.462 

Command 

Gneisses(B.G.C.) 

0.147 

Non-command 

Gneisses(B.G.C.) 

0.308 

Command 

Gneisses(B.G.C.) 

0.982 

Command 

Deccan Traps 

0.025 

Non-command 

Deccan Traps 

2.885 

Command 

Gneisses(B.G.C.) 

0.098 

Non-command 

Gneisses(B.G.C.) 

0.890 

Command 

Gneisses(B.G.C.) 

6.431 

Non-command 

Gneisses(B.G.C.) 

0.531 

Command 

Deccan Traps 

0.274 

Command 

Gneisses(B.G.C.) 

0.086 

Non-command 

Deccan Traps 

0.000 

Command 

Gneisses(B.G.C.) 

0.708 

Command 

Phyllite & Schist 

0.506 

Non-command 

Gneisses(B.G.C.) 

1.077 

Non-command 

Phyllite & Schist 

2.508 

Command 

Deccan Traps 

0.421 

Non-command 

Deccan Traps 

0.318 

Non-command 

Gneisses(B.G.C.) 

0.535 

Non-command 

Gneisses(B.G.C.) 

0.042 

Command 

Gneisses(B.G.C.) 

0.521 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

35,000 

120 

90,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

60,000 

35,000 

120 

90,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

35,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 



Wells with 
Pumpset 


MCM 


(15) 


0.174 




0.008 

0.008 

0.008 

0.008 

0.007 

0.007 

0.059 

0.059 

0.017 

0.017 

0.025 

0.025 



0.007 

0.007 

0.007 

0.007 

0.007 

0.007 

0.008 

0.008 



0.042 

0.042 

0.012 

0.012 

0.059 

0.059 

0.025 

0.025 

0.034 

0.034 


0.034 

0.034 

0.008 

0.008 

0.017 

0.017 

0.050 

0.050 

0.004 

0.004 

0.118 

0.118 

0.025 

0.025 

0.025 

0.025 

0.050 

0.050 

0.168 

0.168 



0.034 

0.034 

0.084 

0.084 

0.008 

0.008 



0.050 

0.050 

0.038 

0.038 

0.076 

0.076 

0.202 

0.202 



0.008 

0.008 

0.034 

0.034 

















































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Akhepanji Ka Gara 

0828000203408300 

2.942 

Fresh 

Amali Phalan 

0828000103377000 

1.345 

Fresh 


Type of Area (Command / N< 
command) 


( 6 ) 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Amarpura 

0828000103377800 

1.144 

Fresh 

Amarsingh Ka Gada 

0828000103379000 

1.153 

Fresh 

Amreeya 

0828000103380000 

1.342 

Fresh 

Ant 

0826000703219000 

2.393 

Fresh 

Asan 

0828000203410500 

3.954 

Fresh 

Asora 

0828000203408700 

7.779 

Fresh 

Badliya 

0828000103383500 

1.376 

Fresh 


Bai Ka Gara 

0828000203409600 

2.258 

Fresh 

Baman Parda 

0828000103382400 

3.870 

Fresh 

Baron Ka Phala 

0828000103376200 

0.837 

Fresh 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Jakham 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Bassi Ada 

0828000103387800 

5.287 

Fresh 

Bassi Chandansingh 

0828000203407900 

2.486 

Fresh 

Bhagoron Ka Khera 

0828000103390800 

2.226 

Fresh 


Bichhawara 


Bodigama Bara 


Borda 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 



Bhau Ka Gara 

0828000103380900 

1.805 

Fresh 

Bheemgarh 

0828000203407800 

0.847 

Fresh 

Bheemroda 

0827000203329700 

1.814 

Fresh 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 




0828000103388000 

9.492 

Fresh 

0828000103381300 

3.560 

Fresh 

0827000203326400 

9.098 

Fresh 

0826000703219800 

9.488 

Fresh 

0828000103382300 

5.739 

Fresh 

0828000103384800 

0.682 

Fresh 


Chandu Ka Vela 

0828000103380200 

1.085 

Fresh 

Charna Bhundwai 

0828000103375800 

3.113 

Fresh 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Som Kamla Amba 


Jakham 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 



Jakham 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Phyllite & Schist 

2.634 

Command 

Gneisses(B.G.C.) 

0.161 

Command 

Phyllite & Schist 

1.059 

Command 

Phyllite & Schist 

1.143 

Command 

Phyllite & Schist 

1.153 

Command 

Phyllite & Schist 

1.342 

Command 

Gneisses(B.G.C.) 

0.459 

Command 

Phyllite & Schist 

0.000 

Command 

Phyllite & Schist 

0.284 

Command 

Phyllite & Schist 

0.715 

Non-command 

Phyllite & Schist 

0.654 

Command 

Gneisses(B.G.C.) 

0.174 

Command 

Phyllite & Schist 

0.016 

Command 

Gneisses(B.G.C.) 

0.026 

Command 

Phyllite & Schist 

0.496 

Command 

Gneisses(B.G.C.) 

0.025 

Command 

Phyllite & Schist 

2.486 

Non-command 

Gneisses(B.G.C.) 

0.019 

Non-command 

Phyllite & Schist 

2.034 

Non-command 

Gneisses(B.G.C.) 

0.000 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Phyllite & Schist 

1.837 

Command 

Phyllite & Schist 

5.787 

Command 

Gneisses(B.G.C.) 

0.113 

Command 

Phyllite & Schist 

0.000 

Command 

Phyllite & Schist 

1.805 

Command 

Phyllite & Schist 

0.847 

Command 

Gneisses(B.G.C.) 

1.794 

Command 

Phyllite & Schist 

0.000 

Command 

Gneisses(B.G.C.) 

1.095 

Command 

Phyllite & Schist 

2.550 

Non-command 

Gneisses(B.G.C.) 

0.186 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Gneisses(B.G.C.) 

0.656 

Non-command 

Phyllite & Schist 

1.532 

Command 

Phyllite & Schist 

6.162 

Command 

Phyllite & Schist 

3.560 

Command 

Phyllite & Schist 

0.643 

Command 

Gneisses(B.G.C.) 

0.927 

Command 

Gneisses(B.G.C.) 

1.937 

Command 

Gneisses(B.G.C.) 

0.251 

Command 

Phyllite & Schist 

0.099 

Command 

Phyllite & Schist 

1.085 

Command 

Phyllite & Schist 

2.343 

Non-command 

Gneisses(B.G.C.) 

0.000 

Non-command 

Phyllite & Schist 

0.761 

Command 

Gneisses(B.G.C.) 

4.611 

Non-command 

Gneisses(B.G.C.) 

0.851 

Non-command 

Phyllite & Schist 

0.001 

Non-command 

Gneisses(B.G.C.) 

0.606 

Non-command 

Phyllite & Schist 

1.353 

Command 

Gneisses(B.G.C.) 

2.431 

Non-command 

Gneisses(B.G.C.) 

2.253 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 



0.010 

0.010 

0.029 

0.029 

0.029 

0.029 



0.038 

0.062 

0.038 

0.038 


0.050 

0.050 

0.134 

0.134 

0.008 

0.008 


0.005 

0.005 

0.014 

0.014 


0.019 

0.019 

0.007 

0.007 

0.025 

0.025 

0.025 

0.025 

0.034 

0.034 

0.019 

0.019 

0.010 

0.010 



0.168 

0.168 

0.034 

0.034 

- 

- 

0.010 

0.010 

0.024 

0.024 

0.059 

0.059 

0.050 

0.050 



































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Chekala 

0828000103380100 

1.225 

Fresh 

Chirola 

0828000103387900 

3.811 

Fresh 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 



Dagal 

0828000103378100 

5.304 

Fresh 

Damorwara 

0827000303336600 

1.255 

Fresh 

Dantli Khera 

0827000203332300 

1.141 

Fresh 

Delwara Lokiya 

0828000103378200 

8.426 

Fresh 

Delwara Rawana 

0828000103378300 

3.409 

Fresh 

Deoliya Ada 

0828000103375900 

2.336 

Fresh 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 



Deopura 

0827000203331300 

3.877 

Fresh 

Dhani 

0827000203329500 

1.006 

Fresh 

Dhani Lambapeepal 

0828000103379800 

1.723 

Fresh 

Dhoolji Ka Gara 

0828000203409300 

1.892 

Fresh 

Dindoriya 

0828000103378700 

6.045 

Fresh 


Doodka 


0828000103378500 


1.370 Fresh 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Doongar 

0828000103385400 

2.114 

Fresh 

Doonglai 

0827000203331800 

0.863 

Fresh 

Dukwara 

0828000103382100 

8.386 

Fresh 

Dungariya 

0828000103383900 

1.755 

Fresh 

Forest 

0827000227900020 

7.430 

Fresh 



Gamri 


Gangji Ka Khera 


Ganora 


0827000327900018 

11.812 

Fresh 

0827000203330900 

3.117 

Fresh 

0828000103383700 

0.992 

Fresh 

0828000103381400 

9.275 

Fresh 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 



Garjiya Magra 

0828000103378400 

1.788 

Fresh 

Ghanera 

0826000703218700 

3.692 

Fresh 

Ghatela 

0826000703219500 

1.035 

Fresh 

Ghatra 

0827000203326600 

9.277 

Fresh 


Gora Fala 

0827000303340600 

3.852 

Fresh 

Gurha 

0826000703218800 

5.916 

Fresh 

Hameergarh 

0828000103385600 

0.368 

Fresh 

Hameerpura 

0827000203329200 

2.433 

Fresh 

Hansa Ka Tanda 

0828000103380400 

0.720 

Fresh 

Harenji Ka Khera 

0828000103383400 

1.424 

Fresh 

Harmatiya 

0828000103385900 

0.380 

Fresh 

Hilej 

0828000103390900 

1.820 

Fresh 

Himmatsingh Ji Ka Gara 

0828000203408800 

2.635 

Fresh 

Jagpura 

0828000103375600 

16.726 

Fresh 


Jeeboola 

0827000303336700 

3.429 

Fresh 

Jethaji Ka Gada 

0828000103380600 

1.374 

Fresh 


Mahi Bajaj Sagar 


Jakham 


Jakham 


Non-command 


Som Kamla Amba 


Non-command 


Jakham 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

0.000 

Command 

Phyllite & Schist 

1.225 

Command 

Gneisses(B.G.C.) 

0.011 

Command 

Phyllite & Schist 

0.022 

Non-command 

Gneisses(B.G.C.) 

0.075 

Non-command 

Phyllite & Schist 

1.408 

Command 

Phyllite & Schist 

5.049 

Non-command 

Phyllite & Schist 

0.096 

Non-command 

Phyllite & Schist 

1.141 

Command 

Phyllite & Schist 

0.015 

Command 

Phyllite & Schist 

0.105 

Command 

Phyllite & Schist 

1.687 

Non-command 

Gneisses(B.G.C.) 

0.000 

Non-command 

Phyllite & Schist 

0.648 

Non-command 

Phyllite & Schist 

3.877 

Command 

Gneisses(B.G.C.) 

0.178 

Command 

Phyllite & Schist 

1.723 

Command 

Gneisses(B.G.C.) 

0.560 

Command 

Phyllite & Schist 

4.405 

Non-command 

Phyllite & Schist 

1.640 

Command 

Gneisses(B.G.C.) 

0.038 

Command 

Phyllite & Schist 

1.238 

Non-command 

Gneisses(B.G.C.) 

0.073 

Non-command 

Phyllite & Schist 

0.838 

Command 

Gneisses(B.G.C.) 

8.008 

Command 

Phyllite & Schist 

1.755 

Command 

Phyllite & Schist 

3.430 

Non-command 

Phyllite & Schist 

2.150 

Non-command 

Phyllite & Schist 

1.116 

Non-command 

Phyllite & Schist 

1.271 

Command 

Phyllite & Schist 

0.962 

Command 

Gneisses(B.G.C.) 

1.966 

Command 

Phyllite & Schist 

7.166 

Command 

Gneisses(B.G.C.) 

1.469 

Command 

Phyllite & Schist 

0.172 

Command 

Phyllite & Schist 

0.122 

Command 

Gneisses(B.G.C.) 

3.615 

Command 

Gneisses(B.G.C.) 

0.000 

Non-command 

Phyllite & Schist 

0.063 

Command 

Phyllite & Schist 

0.051 

Non-command 

Gneisses(B.G.C.) 

0.395 

Command 

Gneisses(B.G.C.) 

5.320 

Non-command 

Gneisses(B.G.C.) 

0.040 

Command 

Gneisses(B.G.C.) 

1.837 

Command 

Phyllite & Schist 

0.720 

Non-command 

Phyllite & Schist 

1.203 

Non-command 

Phyllite & Schist 

0.380 

Non-command 

Phyllite & Schist 

0.216 

Command 

Phyllite & Schist 

0.475 

Command 

Phyllite & Schist 

11.892 

Non-command 

Phyllite & Schist 

4.746 

Non-command 

Phyllite & Schist 

3.429 

Command 

Phyllite & Schist 

1.374 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

40,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

40,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

40,000 

120 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.008 

0.008 

0.125 

0.125 

0.077 

0.077 

0.005 

0.005 

0.007 

0.007 


0.010 

0.010 

0.019 

0.019 


0.010 

0.010 

0.043 

0.043 


0.077 

0.077 

0.008 

0.008 

0.010 

0.010 

0.010 

0.010 



0.017 

0.017 

0.029 

0.029 

0.034 

0.034 



0.008 

0.019 

0.019 

0.043 

0.005 

0.005 



0.010 

0.010 

0.185 

0.185 

0.008 

0.008 

0.005 

0.005 

- 

- 

0.259 

0.259 

0.029 

0.029 

0.010 

0.010 

0.029 

0.029 

0.134 

0.134 

0.058 

0.058 

0.043 

0.043 



































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


5.346 Fresh 


Jogiwara 

0827000203328700 

4.797 

Fresh 

Kakaji Ka Gara 

0828000103381900 

1.425 

Fresh 


( 6 ) 


Mahi Bajaj Sagar 


Non-command 


Som Kamla Amba 


Mahi Bajaj Sagar 



Kali Ka Parda 

0828000103381200 

1.685 

Fresh 

Kamji Ka Khera 

0828000103391000 

1.628 

Fresh 


Mahi Bajaj Sagar 


Non-command 



Kanthao 

0828000103383200 

3.146 

Fresh 

Karana 

0828000103381100 

5.941 

Fresh 



Kariyana 

0827000303335200 

6.593 

Fresh 

Kesarpura 

0828000103379700 

1.215 

Fresh 

Kesharpura 

0827000303336500 

1.828 

Fresh 

Khanan 

0827000203331200 

6.069 

Fresh 


Khantela 

0827000203329600 

1.250 

Fresh 

Kharlai 

0827000303336900 

1.793 

Fresh 


Som Kamla Amba 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 



Khobala 

0828000103378800 

0.465 

Fresh 

Kota Magri 

0828000103377300 

2.038 

Fresh 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Kotra Bara 


0828000203407400 


4.310 Fresh 


Mahi Bajaj Sagar 


Non-command 



Kotra Chhota 

0828000203407500 

0.695 

Fresh 

Kundla 

0828000103378600 

2.052 

Fresh 


Kundli 

0828000103382500 

1.572 

Fresh 

Kuni Ka Ara 

0828000103385800 

0.811 

Fresh 

Lalpura 

0828000103390700 

1.220 

Fresh 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Lamba Pardan 

0828000103381700 

3.118 

Fresh 

Lasara 

0828000203407700 

4.474 

Fresh 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 



Limberwara 

0826000703218900 

1.804 

Fresh 

Lohariya 

0828000203408100 

9.255 

Fresh 

Madanpura 

0828000103379900 

1.958 

Fresh 

Mahapura Charel 

0828000103386300 

0.771 

Fresh 

Mahapura Gara 

0828000103386200 

0.921 

Fresh 


Jakham 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Non-command 



Makanpura 

0828000103377900 

3.560 

Fresh 

Mali Khera 

0828000103383300 

1.520 

Fresh 

Malniya 

0828000103379500 

1.132 

Fresh 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Phyllite & Schist 

0.152 

Non-command 

Phyllite & Schist 

0.000 

Command 

Phyllite & Schist 

2.538 

Command 

Gneisses(B.G.C.) 

0.719 

Command 

Phyllite & Schist 

0.706 

Command 

Phyllite & Schist 

1.685 

Non-command 

Gneisses(B.G.C.) 

0.013 

Non-command 

Phyllite & Schist 

0.007 

Non-command 

Gneisses(B.G.C.) 

0.001 

Non-command 

Phyllite & Schist 

0.588 

Command 

Phyllite & Schist 

0.123 

Non-command 

Phyllite & Schist 

0.057 

Command 

Phyllite & Schist 

5.080 

Non-command 

Phyllite & Schist 

0.861 

Non-command 

Phyllite & Schist 

0.084 

Command 

Phyllite & Schist 

1.215 

Non-command 

Phyllite & Schist 

0.189 

Command 

Phyllite & Schist 

2.614 

Non-command 

Phyllite & Schist 

3.455 

Command 

Gneisses(B.G.C.) 

0.549 

Non-command 

Gneisses(B.G.C.) 

0.079 

Non-command 

Phyllite & Schist 

0.098 

Non-command 

Gneisses(B.G.C.) 

0.581 

Non-command 

Phyllite & Schist 

0.084 

Command 

Phyllite & Schist 

0.465 

Command 

Gneisses(B.G.C.) 

0.047 

Command 

Phyllite & Schist 

1.182 

Command 

Gneisses(B.G.C.) 

3.182 

Non-command 

Gneisses(B.G.C.) 

1.128 

Non-command 

Phyllite & Schist 

0.000 

Command 

Gneisses(B.G.C.) 

0.695 

Command 

Phyllite & Schist 

1.909 

Non-command 

Phyllite & Schist 

0.143 

Command 

Phyllite & Schist 

0.235 

Non-command 

Phyllite & Schist 

0.811 

Non-command 

Gneisses(B.G.C.) 

0.060 

Non-command 

Phyllite & Schist 

0.022 

Command 

Phyllite & Schist 

3.118 

Command 

Gneisses(B.G.C.) 

1.123 

Command 

Phyllite & Schist 

2.649 

Non-command 

Gneisses(B.G.C.) 

0.403 

Non-command 

Phyllite & Schist 

0.299 

Command 

Gneisses(B.G.C.) 

0.338 

Command 

Phyllite & Schist 

9.165 

Command 

Phyllite & Schist 

1.958 

Non-command 

Gneisses(B.G.C.) 

0.000 

Non-command 

Gneisses(B.G.C.) 

0.068 

Non-command 

Phyllite & Schist 

0.114 

Non-command 

Gneisses(B.G.C.) 

0.013 

Non-command 

Phyllite & Schist 

0.390 

Command 

Phyllite & Schist 

3.311 

Non-command 

Phyllite & Schist 

0.768 

Command 

Phyllite & Schist 

1.132 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

40,000 

120 

100,000 

80,000 

120 

70,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 



0.036 

0.036 

0.008 

0.008 

0.010 

0.010 



0.005 

0.005 

0.067 

0.067 

- 

- 

0.180 

0.180 

0.230 

0.230 

0.019 

0.019 

0.005 

0.005 

0.005 

0.005 

0.029 

0.029 

0.005 

0.005 

0.048 

0.048 


0.029 

0.029 

0.101 

0.101 

0.034 

0.034 


0.025 

0.025 

0.010 

0.010 


0.010 

0.010 

0.019 

0.019 



0.010 

0.010 

0.025 

0.025 

0.058 

0.058 

0.008 

0.008 

0.010 

0.010 

0.034 

0.034 

0.038 

0.038 

0.010 

0.010 



0.019 

0.019 

0.019 

0.019 


























































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


1.945 Fresh 


3.497 Fresh 



Modran 

0827000203331100 

1.485 

Fresh 

Mokhampura 

0826000703218400 

5.288 

Fresh 


( 6 ) 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Jakham 


Non-command 



Mota Tanda 

0828000103381600 

2.054 

Fresh 

Motagaon 

0828000103379600 

6.122 

Fresh 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 



Motawara 

0828000203408200 

0.791 

Fresh 

Munger 

0827000203326700 

12.771 

Fresh 



Nada 

0828000103384400 

1.067 

Fresh 

Nadiyada Bara 

0828000203409500 

4.217 

Fresh 



Nagwala 

0828000103379200 

3.143 

Fresh 

Nai Basti 

0827000203331000 

1.880 

Fresh 

Najarpura 

0828000103380500 

2.656 

Fresh 

Narwali 

0828000103376300 

2.419 

Fresh 


Mahi Bajaj Sagar 


Non-command 


Som Kamla Amba 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 



Nava Tapra 

0827000303336300 

1.682 

Fresh 

Navagaon 

0827000303340100 

2.811 

Fresh 

Nawa Tapra 

0827000203328900 

3.026 

Fresh 

Negdiya 

0828000103377100 

1.037 

Fresh 


Non-command 


Non-command 


Som Kamla Amba 


Mahi Bajaj Sagar 


Nithauwa 

0827000203330800 

3.588 

Fresh 

Oda Bherji 

0828000103381800 

2.295 

Fresh 


Non-command 


Mahi Bajaj Sagar 


Oda Deoji 

0828000103378900 

1.870 

Fresh 

Ora 

0828000203408000 

2.540 

Fresh 

Padar 

0828000103380700 

4.388 

Fresh 

Padardi Bari 

0827000303335800 

7.007 

Fresh 

Padardi Chhoti 

0827000303335900 

4.842 

Fresh 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Pal Nithauwa 

0827000203330600 

1.593 

Fresh 

Paloda 

0828000203407600 

14.638 

Fresh 


Non-command 


Mahi Bajaj Sagar 


Pan Talai 

0827000303337400 

1.805 

Fresh 

Parda Saroda 

0827000303336200 

3.112 

Fresh 


Non-command 


Non-command 


Pari 

0827000203331400 

1.133 

Fresh 

Pariyapor 

0828000103384600 

2.063 

Fresh 

Patan Pura 

0827000203332000 

0.650 

Fresh 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Phyllite & Schist 

0.736 

Non-command 

Phyllite & Schist 

1.187 

Command 

Gneisses(B.G.C.) 

3.066 

Command 

Phyllite & Schist 

0.431 

Non-command 

Phyllite & Schist 

1.485 

Command 

Gneisses(B.G.C.) 

0.791 

Non-command 

Gneisses(B.G.C.) 

1.312 

Non-command 

Phyllite & Schist 

0.000 

Command 

Gneisses(B.G.C.) 

1.026 

Command 

Phyllite & Schist 

0.782 

Command 

Phyllite & Schist 

2.054 

Command 

Gneisses(B.G.C.) 

0.000 

Command 

Phyllite & Schist 

6.122 

Command 

Phyllite & Schist 

0.791 

Non-command 

Phyllite & Schist 

0.462 

Command 

Phyllite & Schist 

0.055 

Command 

Gneisses(B.G.C.) 

0.889 

Command 

Phyllite & Schist 

2.107 

Non-command 

Phyllite & Schist 

1.055 

Command 

Gneisses(B.G.C.) 

2.555 

Non-command 

Gneisses(B.G.C.) 

0.068 

Command 

Gneisses(B.G.C.) 

1.842 

Non-command 

Gneisses(B.G.C.) 

0.332 

Command 

Phyllite & Schist 

3.143 

Non-command 

Phyllite & Schist 

0.842 

Command 

Phyllite & Schist 

2.656 

Command 

Phyllite & Schist 

0.328 

Non-command 

Gneisses(B.G.C.) 

0.021 

Non-command 

Phyllite & Schist 

0.214 

Non-command 

Phyllite & Schist 

1.643 

Non-command 

Phyllite & Schist 

0.032 

Command 

Phyllite & Schist 

0.034 

Command 

Gneisses(B.G.C.) 

0.151 

Command 

Phyllite & Schist 

0.495 

Non-command 

Phyllite & Schist 

0.021 

Command 

Gneisses(B.G.C.) 

2.149 

Command 

Phyllite & Schist 

0.146 

Command 

Phyllite & Schist 

1.870 

Command 

Phyllite & Schist 

2.532 

Command 

Phyllite & Schist 

4.388 

Non-command 

Phyllite & Schist 

2.413 

Non-command 

Gneisses(B.G.C.) 

0.191 

Non-command 

Phyllite & Schist 

4.651 

Non-command 

Phyllite & Schist 

0.001 

Command 

Gneisses(B.G.C.) 

8.712 

Command 

Phyllite & Schist 

5.538 

Non-command 

Phyllite & Schist 

1.152 

Non-command 

Gneisses(B.G.C.) 

0.080 

Non-command 

Phyllite & Schist 

3.017 

Non-command 

Phyllite & Schist 

1.133 

Non-command 

Gneisses(B.G.C.) 

0.004 

Non-command 

Gneisses(B.G.C.) 

0.000 

Non-command 

Phyllite & Schist 

0.649 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

70,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

80,000 

60,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.048 

0.048 

0.007 

0.007 

0.058 

0.058 

0.025 

0.025 

0.042 

0.042 


0.059 

0.059 

0.058 

0.058 



0.053 

0.053 

0.187 

0.197 

0.029 

0.029 

0.092 

0.092 


0.067 

0.067 

0.017 

0.017 

0.048 

0.048 

0.014 

0.014 



0.010 

0.010 

0.048 

0.048 



0.025 

0.025 

0.096 

0.096 



0.412 

0.423 

0.298 

0.298 

0.019 

0.019 

0.005 

0.005 

0.226 

0.226 

0.043 

0.043 











































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Pateliya 

0828000103379400 

0.659 

Fresh 

Pathara 

0828000103378000 

1.008 

Fresh 

Pindawal 

0827000203328600 

10.067 

Fresh 


Type of Area (Command / N< 
command) 


Pujpura 

0827000203331700 

0.781 

Fresh 

Rakba Ka Tanda 

0828000103380300 

1.208 

Fresh 


( 6 ) 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Som Kamla Amba 


Non-command 


Mahi Bajaj Sagar 


Rawatpura 


Reenchha 


Rohniya Maneng 


0828000103384200 


0827000203330300 


2.032 Fresh 


8.192 Fresh 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 



Regniya 

0828000103376900 

0.634 

Fresh 

Rohaniya Kaliya 

0828000103383600 

0.922 

Fresh 


0828000103385500 


2.068 Fresh 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Roopji Ka Khera 

0828000103386000 

1.047 

Fresh 

Rooppura 

0828000103376100 

1.315 

Fresh 

Rughnath Singh Ka 

0828000103382600 

3.277 

Fresh 

Sabla 

0827000203328500 

11.172 

Fresh 

Sadri 

0828000103392100 

1.811 

Fresh 

Sadron Ki Kundi 

0828000103376000 

2.271 

Fresh 

Sagot 

0827000203330100 

11.179 

Fresh 

Sajjan Singh Ka G 

0828000103381500 

1.359 

Fresh 

Sakar Khaiya 

0827000203329000 

2.317 

Fresh 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 



Saladiya 


0828000103380800 


3.018 Fresh 


Non-command 


Som Kamla Amba 


Mahi Bajaj Sagar 


Salanj Jooni 

0827000203331600 

1.985 

Fresh 

Samagara 

0828000203408900 

6.155 

Fresh 


Non-command 


Mahi Bajaj Sagar 


Samaliya 

0827000303337300 

4.145 

Fresh 

Samaota 

0826000703219600 

3.938 

Fresh 

Sanchor 

0828000103377400 

1.201 

Fresh 


Non-command 


Jakham 


Mahi Bajaj Sagar 


Sarangi 

0827000203332400 

0.494 

Fresh 

Saroda 

0827000303336400 

6.259 

Fresh 

Sati Khera (veera 

0827000203332200 

0.601 

Fresh 


Non-command 


Non-command 


Non-command 


Satoo Ki Padar 


0828000103381000 


2.520 Fresh 


Shivrajpura 

0827000303337100 

2.280 

Fresh 

Solanj 

0827000203331500 

1.632 

Fresh 

Sundarpura 

0827000303337200 

1.925 

Fresh 

Sundel Khera 

0827000203332100 

0.328 

Fresh 

Surpur 

0828000103377700 

1.454 

Fresh 

Suwawa Bargot 

0828000103384100 

0.714 

Fresh 

Suwawa Naroo 

0828000103384000 

0.639 

Fresh 

Takhtaji Ka Tanda 

0828000103379300 

1.867 

Fresh 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Phyllite & Schist 

0.659 

Command 

Phyllite & Schist 

0.373 

Non-command 

Phyllite & Schist 

0.361 

Command 

Phyllite & Schist 

8.162 

Non-command 

Phyllite & Schist 

0.781 

Command 

Gneisses(B.G.C.) 

0.093 

Command 

Phyllite & Schist 

1.115 

Command 

Phyllite & Schist 

1.827 

Non-command 

Phyllite & Schist 

0.188 

Command 

Gneisses(B.G.C.) 

2.931 

Command 

Phyllite & Schist 

1.180 

Non-command 

Gneisses(B.G.C.) 

0.258 

Non-command 

Phyllite & Schist 

0.755 

Command 

Gneisses(B.G.C.) 

0.074 

Command 

Phyllite & Schist 

0.856 

Non-command 

Phyllite & Schist 

0.066 

Non-command 

Gneisses(B.G.C.) 

0.001 

Non-command 

Phyllite & Schist 

2.066 

Non-command 

Phyllite & Schist 

0.970 

Command 

Phyllite & Schist 

1.315 

Command 

Phyllite & Schist 

0.004 

Non-command 

Phyllite & Schist 

0.204 

Non-command 

Phyllite & Schist 

0.055 

Command 

Phyllite & Schist 

2.206 

Command 

Gneisses(B.G.C.) 

0.118 

Command 

Phyllite & Schist 

1.359 

Command 

Gneisses(B.G.C.) 

0.058 

Command 

Phyllite & Schist 

0.705 

Non-command 

Phyllite & Schist 

0.693 

Command 

Phyllite & Schist 

0.032 

Command 

Gneisses(B.G.C.) 

0.000 

Command 

Phyllite & Schist 

3.018 

Non-command 

Phyllite & Schist 

1.985 

Command 

Gneisses(B.G.C.) 

0.023 

Command 

Phyllite & Schist 

0.473 

Non-command 

Phyllite & Schist 

3.900 

Command 

Gneisses(B.G.C.) 

2.447 

Command 

Gneisses(B.G.C.) 

0.030 

Command 

Phyllite & Schist 

1.145 

Non-command 

Phyllite & Schist 

0.493 

Non-command 

Phyllite & Schist 

5.611 

Non-command 

Gneisses(B.G.C.) 

0.000 

Non-command 

Phyllite & Schist 

0.600 

Command 

Phyllite & Schist 

2.475 

Non-command 

Phyllite & Schist 

0.044 

Non-command 

Phyllite & Schist 

2.249 

Non-command 

Phyllite & Schist 

1.632 

Non-command 

Phyllite & Schist 

1.912 

Non-command 

Phyllite & Schist 

0.328 

Command 

Phyllite & Schist 

1.454 

Command 

Phyllite & Schist 

0.675 

Command 

Phyllite & Schist 

0.576 

Command 

Phyllite & Schist 

1.867 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

70,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

70,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

40,000 

120 

80,000 

60,000 

120 

70,000 

40,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 



Wells with 
Pumpset 


MCM 


(15) 


0.019 




0.014 

0.014 

0.007 

0.007 



0.144 

0.144 

0.154 

0.154 

0.038 

0.038 



0.007 

0.007 

0.007 

0.007 



0.010 

0.010 

0.293 

0.293 

0.059 

0.059 


0.019 

0.019 

0.058 

0.058 

0.365 

0.365 



0.058 

0.058 

0.065 

0.065 

0.005 

0.005 

0.007 

0.007 






























































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


6.185 Fresh 


Tanda Banjara 

0828000103377600 

0.700 

Fresh 

Tanda Sobji 

0828000103377500 

1.258 

Fresh 

Tapra Talai 

0828000103379100 

3.254 

Fresh 

Tekla 

0827000203330000 

3.443 

Fresh 


( 6 ) 


Non-command 


Som Kamla Amba 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


09004026 


Theekariya 


0828000203407300 


2.286 Fresh 


Mahi Bajaj Sagar 


Non-command 



Todi Simrol 

0828000103384900 

7.123 

Fresh 

Torna 

0828000203408400 

4.524 

Fresh 

Umarjhala 

0828000103375700 

5.078 

Fresh 



Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 



Veripura 

0828000103383800 

1.659 

Fresh 

Adi Bheet 

0828000303443800 

2.247 

Fresh 

Ala Prithvigarh 

0828000303429900 

1.411 

Fresh 


Som Kamla Amba 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Non-command 



Bagra 

0828000303427900 

3.503 

Fresh 

Bakhatpura 

0828000303447100 

1.944 

Fresh 


Non-command 


Non-command 


Bari 

0828000303437500 

4.228 

Fresh 

Bari Mala 

0828000303436500 

1.281 

Fresh 

Baroda 

0828000303436200 

5.826 

Fresh 


Beelriya 


Bhatpura 


Bheemgarh 


Non-command 


Non-command 


Non-command 



0828000303445800 

1.314 

Fresh 

0828000303437100 

1.193 

Fresh 

0828000303446800 

1.290 

Fresh 

0828000303429800 

4.482 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Bilakho 

0828000303429500 

0.946 

Fresh 

Bor Khera 

0828000303427600 

2.466 

Fresh 

Boriya 

0828000303445900 

2.926 

Fresh 

Borkhera 

0828000303444700 

1.786 

Fresh 

Bortalab 

0828000303435900 

1.230 

Fresh 

Chacha Kota 

0828000303429700 

6.644 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chanda Doongri 

0828000303455900 

0.738 

Fresh 

Cheeb 

0828000303427400 

3.843 

Fresh 


Non-command 


Non-command 


Chhapariya 

0828000303437300 

1.463 

Fresh 

Chhoti Mala 

0828000303436400 

1.190 

Fresh 

Chitab 

0828000303444300 

1.642 

Fresh 

Danakshari 

0828000303437600 

4.313 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

0.322 

Command 

Phyllite & Schist 

4.857 

Command 

Phyllite & Schist 

0.700 

Command 

Phyllite & Schist 

1.258 

Command 

Phyllite & Schist 

3.254 

Command 

Gneisses(B.G.C.) 

2.542 

Command 

Phyllite & Schist 

0.688 

Command 

Gneisses(B.G.C.) 

1.687 

Non-command 

Gneisses(B.G.C.) 

0.598 

Non-command 

Phyllite & Schist 

0.001 

Command 

Gneisses(B.G.C.) 

0.160 

Command 

Phyllite & Schist 

0.043 

Command 

Phyllite & Schist 

2.735 

Non-command 

Phyllite & Schist 

2.252 

Command 

Gneisses(B.G.C.) 

3.101 

Command 

Phyllite & Schist 

0.000 

Non-command 

Gneisses(B.G.C.) 

0.000 

Non-command 

Phyllite & Schist 

0.424 

Command 

Phyllite & Schist 

2.422 

Non-command 

Gneisses(B.G.C.) 

0.153 

Non-command 

Phyllite & Schist 

0.640 

Command 

Phyllite & Schist 

1.658 

Non-command 

Deccan Traps 

2.247 

Non-command 

Deccan Traps 

0.008 

Non-command 

Gneisses(B.G.C.) 

1.249 

Non-command 

Deccan Traps 

2.425 

Non-command 

Gneisses(B.G.C.) 

0.764 

Non-command 

Deccan Traps 

3.503 

Non-command 

Deccan Traps 

0.211 

Non-command 

Gneisses(B.G.C.) 

0.049 

Non-command 

Deccan Traps 

4.228 

Non-command 

Deccan Traps 

1.281 

Non-command 

Deccan Traps 

3.366 

Non-command 

Gneisses(B.G.C.) 

1.472 

Non-command 

Deccan Traps 

0.146 

Non-command 

Deccan Traps 

1.193 

Non-command 

Deccan Traps 

0.141 

Non-command 

Deccan Traps 

3.831 

Non-command 

Gneisses(B.G.C.) 

0.220 

Non-command 

Deccan Traps 

0.946 

Non-command 

Deccan Traps 

1.429 

Non-command 

Deccan Traps 

1.754 

Non-command 

Deccan Traps 

1.786 

Non-command 

Deccan Traps 

1.080 

Non-command 

Deccan Traps 

6.439 

Non-command 

Gneisses(B.G.C.) 

0.105 

Non-command 

Deccan Traps 

0.738 

Non-command 

Deccan Traps 

0.165 

Non-command 

Gneisses(B.G.C.) 

0.016 

Non-command 

Deccan Traps 

1.463 

Non-command 

Deccan Traps 

1.190 

Non-command 

Deccan Traps 

1.531 

Non-command 

Deccan Traps 

0.985 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.019 

0.019 

0.048 

0.048 

0.022 

0.022 

0.025 

0.036 

0.008 

0.019 



0.010 

0.010 

0.010 

0.010 

0.048 

0.062 



0.010 

0.010 

0.043 

0.043 

0.017 

0.017 

0.086 

0.086 

0.038 

0.038 

0.101 

0.101 



0.036 

0.036 

0.017 

0.017 

0.007 

0.007 



0.008 

0.008 

0.014 

0.014 

0.122 

0.122 


0.238 

0.286 

0.022 

0.022 


0.086 

0.086 

0.007 

0.007 



0.008 

0.008 

0.017 

0.017 










































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Deogarh 


Deri 


Ganaoo 


Himmatpuri 


Jeewa Ka Parda 


Jet 


Kakanseja 


0828000303447200 


0828000303443700 


0828000303449500 


0828000303455800 


0828000303436600 


0828000303456300 


0828000303430000 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


1.802 Fresh 


10.098 Fresh 


3.486 Fresh 


3.105 Fresh 


1.055 Fresh 


0.535 Fresh 


7.917 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kalyanpura 

0828000303449700 

1.355 

Fresh 

Katumbi 

0828000303437800 

11.287 

Fresh 

Kesharpura 

0828000303445000 

3.217 

Fresh 


Non-command 


Non-command 


Non-command 


Khalda 

0828000303428100 

4.523 

Fresh 

Khandiya Deo 

0828000303445300 

1.846 

Fresh 

Khanpura 

0828000303436800 

0.833 

Fresh 

Khardeo 

0828000303445200 

0.629 

Fresh 

Kharkhoti 

0828000103405000 

5.610 

Fresh 

Kharwali 

0828000303447500 

3.442 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kherdi 

0828000303428000 

1.737 

Fresh 

Kheri Kachriya 

0828000303456600 

2.012 

Fresh 

Khori Peepli 

0828000303447300 

1.826 

Fresh 

Kikapara 

0828000303444100 

1.106 

Fresh 

Kotra 

0828000303429600 

9.757 

Fresh 

Kular Kheri 

0828000303445700 

3.417 

Fresh 

Kundla Kalan 

0828000303436100 

3.586 

Fresh 

Kundla Khurd 

0828000303444800 

6.705 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Laloopara 

0828000303445500 

1.830 

Fresh 

Lalpura 

0828000303437400 

0.877 

Fresh 

Laxmangarh @ Jhari 

0828000303430100 

9.731 

Fresh 

Lodha Jageer 

0828000303444500 

3.206 

Fresh 

Mahuri Para 

0828000303436900 

0.404 

Fresh 

Mangaliya Khora 

0828000303455600 

2.135 

Fresh 

Mara 

0828000303444400 

0.614 

Fresh 

Mundri Para 

0828000303437000 

1.960 

Fresh 

Nadiya 

0828000303456800 

17.680 

Fresh 

Napla 

0828000303444000 

2.134 

Fresh 

Nathpura Kalan 

0828000303456500 

4.043 

Fresh 

Nathpura Khurd 

0828000303447400 

1.877 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Nawa Tapra Deva 

0828000303456200 

0.846 

Fresh 

Pachor 

0828000303456700 

0.636 

Fresh 

Pada 

0828000303427800 

1.630 

Fresh 

Padla 

0828000303444900 

4.225 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Pagari 

0828000303446700 

0.752 

Fresh 

Palaswani 

0828000303456400 

2.643 

Fresh 

Panchalwasa 

0828000303436300 

2.606 

Fresh 

Patinagra 

0828000303429400 

2.137 

Fresh 

Phephar 

0828000303443500 

13.791 

Fresh 

Ramgarh 

0828000303427700 

3.980 

Fresh 

Rel 

0828000303443900 

1.075 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Deccan Traps 

0.325 

Non-command 

Deccan Traps 

9.836 

Non-command 

Gneisses(B.G.C.) 

0.010 

Non-command 

Deccan Traps 

1.123 

Non-command 

Deccan Traps 

1.055 

Non-command 

Deccan Traps 

0.515 

Non-command 

Deccan Traps 

2.770 

Non-command 

Gneisses(B.G.C.) 

3.989 

Non-command 

Gneisses(B.G.C.) 

0.051 

Non-command 

Deccan Traps 

1.684 

Non-command 

Deccan Traps 

1.752 

Non-command 

Gneisses(B.G.C.) 

1.374 

Non-command 

Deccan Traps 

0.001 

Non-command 

Deccan Traps 

0.039 

Non-command 

Deccan Traps 

0.833 

Non-command 

Deccan Traps 

0.495 

Non-command 

Deccan Traps 

0.064 

Non-command 

Deccan Traps 

0.933 

Non-command 

Gneisses(B.G.C.) 

2.224 

Non-command 

Deccan Traps 

1.172 

Non-command 

Deccan Traps 

2.012 

Non-command 

Deccan Traps 

1.824 

Non-command 

Deccan Traps 

1.106 

Non-command 

Deccan Traps 

9.757 

Non-command 

Deccan Traps 

2.427 

Non-command 

Deccan Traps 

2.883 

Non-command 

Deccan Traps 

5.833 

Non-command 

Gneisses(B.G.C.) 

0.672 

Non-command 

Deccan Traps 

0.330 

Non-command 

Deccan Traps 

0.877 

Non-command 

Gneisses(B.G.C.) 

0.340 

Non-command 

Deccan Traps 

1.391 

Non-command 

Deccan Traps 

0.404 

Non-command 

Deccan Traps 

0.041 

Non-command 

Deccan Traps 

0.614 

Non-command 

Deccan Traps 

1.960 

Non-command 

Deccan Traps 

16.805 

Non-command 

Deccan Traps 

2.134 

Non-command 

Deccan Traps 

4.043 

Non-command 

Deccan Traps 

0.934 

Non-command 

Gneisses(B.G.C.) 

0.845 

Non-command 

Deccan Traps 

0.808 

Non-command 

Deccan Traps 

0.636 

Non-command 

Deccan Traps 

0.338 

Non-command 

Deccan Traps 

1.648 

Non-command 

Gneisses(B.G.C.) 

1.787 

Non-command 

Deccan Traps 

0.004 

Non-command 

Deccan Traps 

2.527 

Non-command 

Deccan Traps 

2.606 

Non-command 

Deccan Traps 

1.264 

Non-command 

Deccan Traps 

2.685 

Non-command 

Deccan Traps 

2.618 

Non-command 

Deccan Traps 

1.075 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.022 

0.022 

0.022 

0.022 

0.034 

0.034 


0.042 

0.042 

0.079 

0.079 

0.076 

0.076 



0.007 

0.007 

0.008 

0.008 


0.050 

0.050 

0.036 

0.036 


0.017 

0.017 

0.022 

0.022 

0.079 

0.098 

0.180 

0.199 

0.025 

0.025 

0.007 

0.007 

- 

- 

0.008 

0.008 

0.014 

0.014 



0.076 

0.076 

0.067 

0.067 

0.036 

0.036 

0.007 

0.007 

0.008 

0.008 



0.014 

0.014 

0.017 

0.017 



0.042 

0.042 

0.034 

0.034 






























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Sajwaniya 

0828000303437200 

2.934 

Fresh 

Samapara 

0828000303445100 

1.398 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


09004027 


Sarwan 

0828000303443600 

11.350 

Fresh 

Seengpura 

0828000303447600 

12.223 

Fresh 

Semla Khora 

0828000303456100 

0.890 

Fresh 

Semla Para 

0828000303456000 

1.302 

Fresh 

Semliya 

0828000303444600 

3.910 

Fresh 

Siyari 

0828000303428200 

3.017 

Fresh 

Surjipara 

0828000303449600 

0.934 

Fresh 

Talab 

0828000303444200 

1.861 

Fresh 

Tamtiya 

0828000103404600 

2.966 

Fresh 

Wank 

0828000303436700 

1.598 

Fresh 

Abapura 

0828000303446200 

0.391 

Fresh 

Amarpura 

0828000303446400 

0.751 

Fresh 

Anandpura 

0828000303455300 

1.704 

Fresh 

Badleeya Khurd 

0828000303446100 

0.966 

Fresh 

Badrel Jageer 

0828000303449900 

2.823 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Badrel Khurd 

0828000303447000 

0.723 

Fresh 

Bageri Charpota 

0828000303453500 

2.465 

Fresh 

Bageri Hareg 

0828000303453800 

1.289 

Fresh 

Bageri Maida 

0828000303454000 

1.013 

Fresh 

Bakhatpura 

0828000303447100 

1.944 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bala Chuna 

0828000503509400 

4.269 

Fresh 

Barla Ki Rel 

0828000503509000 

4.145 

Fresh 

Barlipara 

0828000303452600 

0.285 

Fresh 

Barlipara Manji 

0828000303454500 

6.514 

Fresh 

Baroda 

0828000303445800 

1.314 

Fresh 

Barwara Bherooji 

0828000303453600 

2.480 

Fresh 

Barwara Machhar 

0828000303453300 

1.759 

Fresh 

Barwara Rajeeya 

0828000303453200 

2.506 

Fresh 

Bharatliya 

0828000303453900 

2.617 

Fresh 

Bhatpura 

0828000303446800 

1.290 

Fresh 

Bhawanpura 

0828000303451800 

0.798 

Fresh 

Bheleeya Talab 

0828000303453400 

2.718 

Fresh 

Bhojiya Kalan 

0828000303449200 

5.225 

Fresh 

Bhojiya Khurd 

0828000303450300 

0.865 

Fresh 

Bhoot Para 

0828000303451600 

4.051 

Fresh 

Bijalpur 

0828000503509200 

2.724 

Fresh 

Bijori Kalan 

0828000503519500 

3.475 

Fresh 

Bor Khabar 

0828000303451500 

5.750 

Fresh 

Boriya 

0828000303445900 

2.926 

Fresh 

Chapariya 

0828000303455000 

5.127 

Fresh 

Chhani Mahuri 

0828000303452100 

0.654 

Fresh 

Chhappar 

0828000303451900 

1.096 

Fresh 

Chitab 

0828000303444300 

1.642 

Fresh 

Dabri Kamal 

0828000303452900 

3.011 

Fresh 

Deogarh 

0828000303447200 

1.802 

Fresh 

Deoka 

0828000303454200 

2.657 

Fresh 

Detkiya Bara 

0828000303452800 

1.243 

Fresh 

Detkiya Chhota 

0828000303453000 

0.327 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Deccan Traps 

2.934 

Non-command 

Deccan Traps 

0.409 

Non-command 

Gneisses(B.G.C.) 

0.818 

Non-command 

Deccan Traps 

1.084 

Non-command 

Gneisses(B.G.C.) 

1.102 

Non-command 

Deccan Traps 

0.642 

Non-command 

Deccan Traps 

1.302 

Non-command 

Deccan Traps 

3.910 

Non-command 

Deccan Traps 

1.468 

Non-command 

Gneisses(B.G.C.) 

0.025 

Non-command 

Deccan Traps 

1.861 

Non-command 

Deccan Traps 

0.048 

Non-command 

Deccan Traps 

1.598 

Non-command 

Deccan Traps 

0.391 

Non-command 

Deccan Traps 

0.751 

Non-command 

Deccan Traps 

1.674 

Non-command 

Deccan Traps 

0.966 

Non-command 

Deccan Traps 

2.122 

Non-command 

Gneisses(B.G.C.) 

0.024 

Non-command 

Deccan Traps 

0.723 

Non-command 

Deccan Traps 

2.465 

Non-command 

Deccan Traps 

1.274 

Non-command 

Deccan Traps 

1.013 

Non-command 

Deccan Traps 

1.184 

Non-command 

Gneisses(B.G.C.) 

0.001 

Non-command 

Deccan Traps 

1.566 

Non-command 

Deccan Traps 

3.441 

Non-command 

Deccan Traps 

0.285 

Non-command 

Deccan Traps 

6.514 

Non-command 

Deccan Traps 

1.168 

Non-command 

Deccan Traps 

2.443 

Non-command 

Deccan Traps 

1.759 

Non-command 

Deccan Traps 

2.506 

Non-command 

Deccan Traps 

2.583 

Non-command 

Deccan Traps 

1.148 

Non-command 

Deccan Traps 

0.798 

Non-command 

Deccan Traps 

2.276 

Non-command 

Deccan Traps 

1.007 

Non-command 

Deccan Traps 

0.704 

Non-command 

Deccan Traps 

3.929 

Non-command 

Deccan Traps 

2.720 

Non-command 

Deccan Traps 

0.171 

Non-command 

Deccan Traps 

5.623 

Non-command 

Deccan Traps 

1.172 

Non-command 

Deccan Traps 

5.125 

Non-command 

Deccan Traps 

0.032 

Non-command 

Deccan Traps 

0.648 

Non-command 

Deccan Traps 

0.111 

Non-command 

Deccan Traps 

2.691 

Non-command 

Deccan Traps 

1.242 

Non-command 

Deccan Traps 

2.657 

Non-command 

Deccan Traps 

0.934 

Non-command 

Deccan Traps 

0.327 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.059 


0.007 


0.017 


0.059 


0.067 


0.043 


0.086 


0.022 




0.008 

0.008 

0.058 

0.077 

0.022 

0.022 

0.122 

0.132 

0.036 

0.036 

0.209 

0.209 


0.043 

0.043 

0.036 

0.036 



0.043 

0.043 

0.029 

0.029 

0.050 

0.050 

0.014 

0.014 

0.050 

0.050 

0.036 

0.036 



0.022 

0.022 

0.007 

0.026 

0.029 

0.029 

0.036 

0.036 

0.017 

0.017 


0.029 

0.029 

0.086 

0.086 

0.144 

0.144 



0.014 

0.014 

0.022 

0.022 

0.043 

0.043 

0.029 

0.029 






























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Dhawara Dara 

0828000303455100 

1.863 

Fresh 

Doriya Ki Rel 

0828000303451300 

1.685 

Fresh 

Fateh Pura 

0828000303450100 

0.658 

Fresh 

Fera Doongri 

0828000503508300 

5.328 

Fresh 

Gamda 

0828000303450500 

2.272 

Fresh 

Gara 

0828000303452300 

2.403 

Fresh 

Ghora 

0828000303454900 

0.711 

Fresh 

Himmatpuri 

0828000303455800 

3.105 

Fresh 

Jagpura 

0828000303445600 

1.443 

Fresh 

Jaswantpura 

0828000303450200 

0.759 

Fresh 

Jharniya 

0828000303455500 

3.760 

Fresh 

Jogrimal 

0828000503508400 

1.436 

Fresh 

Kalanala 

0828000303450800 

1.839 

Fresh 

Kaliyari 

0828000303455400 

2.804 

Fresh 

Khajoora 

0828000503509100 

3.673 

Fresh 

Khalpur 

0828000303453700 

3.769 

Fresh 

Khandiya Deo 

0828000303445300 

1.846 

Fresh 

Khandu 

0828000303446300 

1.308 

Fresh 

Khardeo 

0828000303445200 

0.629 

Fresh 

Kharwali 

0828000303447500 

3.442 

Fresh 

Khera 

0828000303452700 

3.098 

Fresh 

Khoonta 

0828000503508800 

4.740 

Fresh 

Khopara 

0828000403473600 

2.387 

Fresh 

Khori Peepli 

0828000303447300 

1.826 

Fresh 

Kotra 

0828000503508900 

1.211 

Fresh 

Kular Kheri 

0828000303445700 

3.417 

Fresh 

Kundiya 

0828000503508600 

3.888 

Fresh 

Kundla Khurd 

0828000303444800 

6.705 

Fresh 

Lala Ada 

0828000303451400 

4.130 

Fresh 

Laloopara 

0828000303445500 

1.830 

Fresh 

Lodha Gariyan 

0828000303445400 

0.423 

Fresh 

Lodha Jageer 

0828000303444500 

3.206 

Fresh 

Maheshpura 

0828000303454100 

5.592 

Fresh 

Mahuri Para 

0828000303453100 

1.145 

Fresh 

Mangaladayra 

0828000403473700 

2.283 

Fresh 

Mangaliya Khora 

0828000303455600 

2.135 

Fresh 

Manpura 

0828000303446500 

1.069 

Fresh 

Mediya Katara 

0828000303450700 

1.162 

Fresh 

Mediya Maida 

0828000303451000 

1.429 

Fresh 

Mediyadidor 

0828000303450900 

1.462 

Fresh 

Nal 

0828000303449400 

3.753 

Fresh 

Nalda 

0828000303451100 

4.507 

Fresh 

Nawa Khera 

0828000303451200 

11.648 

Fresh 

Nawalapara 

0828000303452500 

1.383 

Fresh 

Nawatapra Hira 

0828000303446600 

0.727 

Fresh 

Padla 

0828000303444900 

4.225 

Fresh 

Pagari 

0828000303446700 

0.752 

Fresh 

Potaliya 

0828000503508500 

2.942 

Fresh 

Raghunathpura 

0828000303449800 

0.317 

Fresh 

Ramgarh 

0828000303454600 

1.482 

Fresh 

Rangi 

0828000303452400 

1.414 

Fresh 

Rani Bani 

0828000303449300 

0.591 

Fresh 

Ratan Pura Galiya 

0828000303452000 

0.635 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Deccan Traps 

1.863 

Non-command 

Deccan Traps 

1.343 

Non-command 

Deccan Traps 

0.658 

Non-command 

Deccan Traps 

4.070 

Non-command 

Deccan Traps 

2.223 

Non-command 

Deccan Traps 

1.621 

Non-command 

Deccan Traps 

0.711 

Non-command 

Deccan Traps 

1.897 

Non-command 

Deccan Traps 

1.443 

Non-command 

Deccan Traps 

0.759 

Non-command 

Deccan Traps 

3.694 

Non-command 

Deccan Traps 

1.245 

Non-command 

Deccan Traps 

1.767 

Non-command 

Deccan Traps 

2.778 

Non-command 

Deccan Traps 

3.019 

Non-command 

Deccan Traps 

3.653 

Non-command 

Deccan Traps 

1.807 

Non-command 

Deccan Traps 

1.308 

Non-command 

Deccan Traps 

0.134 

Non-command 

Deccan Traps 

0.001 

Non-command 

Deccan Traps 

3.098 

Non-command 

Deccan Traps 

3.753 

Non-command 

Deccan Traps 

0.003 

Non-command 

Deccan Traps 

0.002 

Non-command 

Deccan Traps 

1.211 

Non-command 

Deccan Traps 

0.989 

Non-command 

Deccan Traps 

3.638 

Non-command 

Deccan Traps 

0.077 

Non-command 

Deccan Traps 

3.984 

Non-command 

Deccan Traps 

1.500 

Non-command 

Deccan Traps 

0.423 

Non-command 

Deccan Traps 

1.815 

Non-command 

Deccan Traps 

5.589 

Non-command 

Deccan Traps 

1.145 

Non-command 

Deccan Traps 

0.008 

Non-command 

Deccan Traps 

2.041 

Non-command 

Deccan Traps 

1.069 

Non-command 

Deccan Traps 

1.007 

Non-command 

Deccan Traps 

1.429 

Non-command 

Deccan Traps 

1.445 

Non-command 

Deccan Traps 

0.588 

Non-command 

Deccan Traps 

4.362 

Non-command 

Deccan Traps 

9.989 

Non-command 

Deccan Traps 

1.383 

Non-command 

Deccan Traps 

0.727 

Non-command 

Deccan Traps 

0.127 

Non-command 

Deccan Traps 

0.748 

Non-command 

Deccan Traps 

2.924 

Non-command 

Deccan Traps 

0.317 

Non-command 

Deccan Traps 

1.482 

Non-command 

Deccan Traps 

1.270 

Non-command 

Deccan Traps 

0.587 

Non-command 

Deccan Traps 

0.089 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.014 

0.014 

0.014 

0.014 

0.036 

0.036 

- 

- 

0.144 

0.163 

0.014 

0.014 

0.007 

0.007 

0.022 

0.022 

0.029 

0.029 

0.014 

0.014 

0.223 

0.223 


0.029 

0.029 

0.058 

0.058 


0.036 

0.036 

0.014 

0.014 

0.050 

0.050 

0.007 

0.007 



0.014 

0.014 

0.043 

0.043 

0.007 

0.007 

0.014 

0.014 

0.043 

0.043 

0.022 

0.022 


0.029 

0.029 

0.022 

0.022 

0.079 

0.089 

0.050 

0.060 

0.029 

0.029 

0.036 

0.046 

0.230 

0.230 

0.252 

0.281 

0.014 

0.014 

0.036 

0.036 



0.022 

0.022 

0.043 

0.043 

0.029 

0.029 














































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


09004028 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Ratan Pura Kaliya 

0828000303450000 

0.387 

Fresh 

Rooparel 

0828000303454800 

1.050 

Fresh 

Rooppura 

0828000303455700 

1.847 

Fresh 

Sakarwat 

0828000303454700 

1.144 

Fresh 

Sakri Nal 

0828000303454400 

3.691 

Fresh 

Saliya 

0828000303451700 

2.866 

Fresh 

Salrapara 

0828000303446900 

0.941 

Fresh 

Samriya 

0828000303448800 

10.586 

Fresh 

Sangesari 

0828000303455200 

2.000 

Fresh 

Seemsagra 

0828000503518600 

3.177 

Fresh 

Semla Khora 

0828000303456100 

0.890 

Fresh 

Singli 

0828000503507900 

4.390 

Fresh 

Surwaniya 

0828000303454300 

2.532 

Fresh 

Tagu Pipli 

0828000303450400 

0.469 

Fresh 

Talaipara 

0828000503508700 

0.251 

Fresh 

Theekariya 

0828000303446000 

0.524 

Fresh 

Umar Jhonka 

0828000503509300 

1.729 

Fresh 

Veerpur 

0828000303450600 

2.125 

Fresh 

Agarpura 

0828000203413000 

1.885 

Fresh 


Type of Area (Command / N< 
command) 


( 6 ) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Anjana 

0828000203419100 

10.670 

Fresh 

Ara 

0827000303341700 

4.628 

Fresh 


Mahi Bajaj Sagar 


Non-command 


Arai 


Aro Ki Padar 


Arthoona 


Asora 


Awalpura 


Bai Ka Gara 


Bakhat Pura 


Balrampur 


Bandarber 


Bankawara 


0828000203418600 

1.336 

Fresh 

0828000203408600 

0.315 

Fresh 

0828000203421800 

2.942 

Fresh 

0828000203408700 

7.779 

Fresh 

0828000203417700 

2.305 

Fresh 

0828000203409600 

2.258 

Fresh 

0828000203417500 

5.512 

Fresh 

0828000203421600 

2.613 

Fresh 

0827000303341200 

1.958 

Fresh 

0827000303347500 

6.318 

Fresh 

0828000203413100 

5.564 

Fresh 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Mahi Bajaj Sagar 



Bari Khen 

0828000203422500 

3.267 

Fresh 

Bariya 

0828000203418700 

2.087 

Fresh 

Barliya 

0827000303340000 

0.794 

Fresh 

Barodiya 

0828000203409700 

5.370 

Fresh 


Bhaga Talab 

0827000403370800 

9.038 

Fresh 

Bhagatpura 

0828000203419600 

1.913 

Fresh 


Bhaisau 

0828000203420100 

2.178 

Fresh 

Bhanakapura 

0827000327900019 

1.499 

Fresh 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Non-command 


Bhanon Ka Parda 

0828000203419800 

3.981 

Fresh 

Bharda Jal 

0828000203423600 

3.367 

Fresh 

Bharkariya Parda 

0828000203419200 

2.835 

Fresh 


Bhatar 


0828000203423000 


4.780 Fresh 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Deccan Traps 

0.387 

Non-command 

Deccan Traps 

1.042 

Non-command 

Deccan Traps 

1.798 

Non-command 

Deccan Traps 

1.144 

Non-command 

Deccan Traps 

3.681 

Non-command 

Deccan Traps 

2.244 

Non-command 

Deccan Traps 

0.941 

Non-command 

Deccan Traps 

0.187 

Non-command 

Deccan Traps 

2.000 

Non-command 

Deccan Traps 

0.264 

Non-command 

Deccan Traps 

0.242 

Non-command 

Deccan Traps 

0.972 

Non-command 

Deccan Traps 

2.509 

Non-command 

Deccan Traps 

0.469 

Non-command 

Deccan Traps 

0.251 

Non-command 

Deccan Traps 

0.524 

Non-command 

Deccan Traps 

0.969 

Non-command 

Deccan Traps 

2.038 

Command 

Gneisses(B.G.C.) 

1.591 

Command 

Phyllite & Schist 

0.294 

Command 

Phyllite & Schist 

10.670 

Non-command 

Gneisses(B.G.C.) 

2.854 

Non-command 

Phyllite & Schist 

1.774 

Command 

Phyllite & Schist 

1.336 

Command 

Phyllite & Schist 

0.228 

Command 

Phyllite & Schist 

2.942 

Command 

Phyllite & Schist 

7.338 

Command 

Phyllite & Schist 

1.052 

Command 

Gneisses(B.G.C.) 

2.085 

Command 

Phyllite & Schist 

0.426 

Command 

Phyllite & Schist 

2.613 

Non-command 

Gneisses(B.G.C.) 

1.958 

Non-command 

Phyllite & Schist 

3.555 

Command 

Gneisses(B.G.C.) 

0.974 

Command 

Phyllite & Schist 

2.144 

Non-command 

Gneisses(B.G.C.) 

1.329 

Non-command 

Phyllite & Schist 

0.537 

Command 

Phyllite & Schist 

1.114 

Command 

Phyllite & Schist 

2.087 

Non-command 

Phyllite & Schist 

0.794 

Command 

Gneisses(B.G.C.) 

4.457 

Non-command 

Gneisses(B.G.C.) 

0.912 

Non-command 

Phyllite & Schist 

0.339 

Command 

Phyllite & Schist 

0.653 

Non-command 

Phyllite & Schist 

1.260 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Gneisses(B.G.C.) 

0.284 

Non-command 

Phyllite & Schist 

1.162 

Command 

Phyllite & Schist 

3.981 

Command 

Phyllite & Schist 

0.556 

Command 

Phyllite & Schist 

1.189 

Non-command 

Phyllite & Schist 

1.646 

Command 

Phyllite & Schist 

0.317 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.166 

0.166 

0.115 

0.115 

0.065 

0.065 

0.029 

0.029 

0.022 

0.022 

0.036 

0.036 

0.014 

0.014 

0.007 

0.007 

0.036 

0.036 

- 

- 

0.014 

0.014 

0.017 

0.017 

0.022 

0.022 

0.036 

0.036 



0.187 

0.264 

0.210 

0.242 

0.048 

0.048 

0.634 

0.646 

0.096 

0.096 

0.058 

0.058 



0.355 

0.391 

0.250 

0.250 

0.067 

0.067 

0.050 

0.061 

0.010 

0.010 


0.048 

0.048 

0.019 

0.019 

0.034 

0.045 

0.077 

0.089 

0.042 

0.053 

0.019 

0.019 



0.072 

0.072 

0.101 

0.101 

0.017 

0.017 



0.010 

0.010 

0.043 

0.043 

0.192 

0.192 

0.048 

0.048 

0.038 

0.038 

0.058 

0.058 

0.010 

0.010 






























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


9.279 Fresh 


0.960 Fresh 



Bheemdari 

0827000303339500 

0.914 

Fresh 

Bhuwasa 

0827000303336000 

2.205 

Fresh 

Biloda 

0828000203415600 

5.012 

Fresh 



Buchiya Bara 

0827000303340700 

2.928 

Fresh 

Buchiya Chhota 

0827000303340500 

1.724 

Fresh 

Chatar Pura 

0827000303336800 

2.657 

Fresh 

Chaupasanga 

0828000203415300 

7.199 

Fresh 


Chhaparon Ka Kuan 

0827000303352300 

1.965 

Fresh 

Chiboora 

0827000303341300 

1.689 

Fresh 

Chitroriya 

0828000203418000 

1.512 

Fresh 

Dadooka 

0828000203417600 

6.615 

Fresh 

Dairiya Fala 

0827000303347400 

2.418 

Fresh 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Daliya 

0828000203408500 

2.162 

Fresh 

Daulatpura 

0828000203418900 

1.507 

Fresh 

Dawela 

0828000203420700 

4.198 

Fresh 

Dhani 

0828000203409100 

0.931 

Fresh 

Dhani Mala 

0827000303346600 

0.924 

Fresh 

Dhanikalanji 

0827000303346500 

0.276 

Fresh 

Dhebriya 

0827000303351000 

1.157 

Fresh 

Dhoolji Ka Gara 

0828000203409300 

1.892 

Fresh 

Divda Bada 

0827000303346100 

5.742 

Fresh 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Doongar 

0828000203418300 

1.257 

Fresh 

Faladauli 

0827000303347100 

2.218 

Fresh 


Mahi Bajaj Sagar 


Non-command 


Falater 


Falatorniya 


Forest 



0827000303347200 

1.475 

Fresh 

0827000303347000 

1.600 

Fresh 

0827000327900013 

2.256 

Fresh 

0827000327900018 

11.812 

Fresh 

0827000342703000 

11.843 

Fresh 


Gamracharaniya 

0827000303339600 

0.418 

Fresh 

Gara Jasrajpur 

0827000303350200 

2.600 

Fresh 

Gara Mertiya 

0827000303352400 

1.539 

Fresh 

Garajhoomji 

0827000303340400 

2.383 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Gareeya 

0827000303350900 

0.344 

Fresh 

Garhi 

0828000203415800 

5.600 

Fresh 

Gariyata 

0827000303351800 

3.744 

Fresh 

Garnawat 

0828000203421500 

1.274 

Fresh 

Ghani 

0828000203419000 

0.930 

Fresh 

Ghanora 

0827000403370900 

3.446 

Fresh 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

1.397 

Non-command 

Phyllite & Schist 

7.883 

Non-command 

Gneisses(B.G.C.) 

0.105 

Non-command 

Phyllite & Schist 

0.854 

Non-command 

Phyllite & Schist 

0.765 

Non-command 

Gneisses(B.G.C.) 

0.017 

Command 

Phyllite & Schist 

3.460 

Non-command 

Phyllite & Schist 

1.552 

Command 

Phyllite & Schist 

18.835 

Non-command 

Phyllite & Schist 

0.002 

Non-command 

Gneisses(B.G.C.) 

2.928 

Non-command 

Gneisses(B.G.C.) 

1.724 

Non-command 

Gneisses(B.G.C.) 

0.698 

Command 

Phyllite & Schist 

0.001 

Non-command 

Phyllite & Schist 

0.742 

Non-command 

Phyllite & Schist 

1.965 

Non-command 

Gneisses(B.G.C.) 

1.689 

Command 

Phyllite & Schist 

1.512 

Command 

Phyllite & Schist 

0.761 

Non-command 

Gneisses(B.G.C.) 

0.135 

Non-command 

Phyllite & Schist 

0.853 

Command 

Phyllite & Schist 

0.030 

Command 

Phyllite & Schist 

1.507 

Command 

Phyllite & Schist 

1.395 

Command 

Phyllite & Schist 

0.931 

Non-command 

Gneisses(B.G.C.) 

0.924 

Non-command 

Gneisses(B.G.C.) 

0.276 

Non-command 

Phyllite & Schist 

0.721 

Command 

Gneisses(B.G.C.) 

1.332 

Non-command 

Gneisses(B.G.C.) 

1.059 

Non-command 

Phyllite & Schist 

0.009 

Command 

Phyllite & Schist 

1.257 

Non-command 

Gneisses(B.G.C.) 

1.117 

Non-command 

Phyllite & Schist 

1.101 

Non-command 

Phyllite & Schist 

1.475 

Non-command 

Gneisses(B.G.C.) 

1.600 

Non-command 

Phyllite & Schist 

0.061 

Non-command 

Phyllite & Schist 

5.666 

Command 

Phyllite & Schist 

1.878 

Non-command 

Phyllite & Schist 

5.765 

Non-command 

Phyllite & Schist 

0.418 

Non-command 

Phyllite & Schist 

0.019 

Non-command 

Phyllite & Schist 

1.539 

Non-command 

Gneisses(B.G.C.) 

2.329 

Non-command 

Phyllite & Schist 

0.054 

Non-command 

Gneisses(B.G.C.) 

0.208 

Non-command 

Phyllite & Schist 

0.147 

Non-command 

Phyllite & Schist 

0.096 

Command 

Phyllite & Schist 

0.379 

Non-command 

Phyllite & Schist 

0.337 

Command 

Phyllite & Schist 

1.274 

Command 

Phyllite & Schist 

0.930 

Non-command 

Phyllite & Schist 

0.086 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

60,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

60,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

40,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

60,000 

120 

100,000 

80,000 

120 

70,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

60,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.053 


0.288 


0.005 


0.029 




0.389 

0.389 

0.034 

0.034 

0.010 

0.010 



0.048 

0.048 

0.134 

0.146 



0.029 

0.029 

0.038 

0.050 

0.010 

0.010 

- 

- 

0.005 

0.005 

0.007 

0.007 

0.017 

0.017 

0.014 

0.014 



0.014 

0.014 

0.014 

0.014 

0.005 

0.005 

0.091 

0.091 



0.079 

0.079 

0.252 

0.252 

0.053 

0.053 


0.036 

0.070 

0.096 

0.096 


0.014 

0.014 

0.010 

0.010 

0.007 

0.007 

0.010 

0.010 

0.007 

0.007 






















































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


(2) 

(3) 

(4) 

(5) 

Gora Fala 

0827000303340600 

3.852 

Fresh 

Gusai Ka Parda 

0828000203421000 

3.298 

Fresh 

Hanela 

0827000303339400 

0.836 

Fresh 

Harmatiya 

0828000203418400 

2.074 

Fresh 

Himmatsingh Ji Ka Gara 

0828000203408800 

2.635 

Fresh 

Itauwa 

0828000203420400 

3.496 

Fresh 

Jasela 

0827000303352500 

2.701 

Fresh 

Jethana (rural) 

0827000303341800 

8.181 

Fresh 


Type of Area (Command / N< 
command) 


( 6 ) 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Jharas 

0828000203417800 

2.959 

Fresh 

Jogpur 

0827000303348200 

5.188 

Fresh 

Johniya @ Ratanpura 

0828000203412800 

1.838 

Fresh 



Kadwal 

0828000203422100 

4.348 

Fresh 

Kailashpuri 

0827000303341400 

0.040 

Fresh 

Kalali Khunta 

0828000203422400 

1.141 

Fresh 

Kali Ka Parda 

0827000303352200 

2.752 

Fresh 

Kalyanpur 

0827000303340300 

1.828 

Fresh 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Kanpur 


Kesharpura 


0827000303347300 


2.613 Fresh 



0827000303352700 

2.107 

Fresh 

0828000203420900 

2.239 

Fresh 

0827000303336900 

1.793 

Fresh 


0828000203415500 


5.960 Fresh 


Kherdi 

0827000303336100 

2.334 

Fresh 

Khoran 

0828000203412700 

11.699 

Fresh 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Mahi Bajaj Sagar 



Koiwab 

0828000203418500 

0.610 

Fresh 

Kopra 

0827000303339700 

1.295 

Fresh 

Leemri 

0827000303342000 

4.137 

Fresh 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Lembriya 

0827000303352000 

2.261 

Fresh 

Limborbari 

0827000303340900 

1.441 

Fresh 

Limborchhoti 

0827000303341000 

1.113 

Fresh 

Lokiya 

0828000203421900 

1.736 

Fresh 

Malana 

0828000203418100 

3.741 

Fresh 

Mawita (rural) 

0827000303339800 

0.849 

Fresh 

Metwala 

0828000203409200 

4.620 

Fresh 


Non-command 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Modra Prithvi Pura 

0827000303351100 

4.046 

Fresh 

Mohansingh Ka Gara 

0828000203413300 

1.942 

Fresh 

Mor 

0828000203413200 

8.789 

Fresh 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Moti Bassi 


0828000203419400 


9.093 Fresh 



Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

3.458 

Command 

Phyllite & Schist 

3.298 

Non-command 

Phyllite & Schist 

0.531 

Command 

Phyllite & Schist 

2.074 

Command 

Phyllite & Schist 

2.161 

Command 

Phyllite & Schist 

0.790 

Non-command 

Phyllite & Schist 

2.374 

Non-command 

Gneisses(B.G.C.) 

6.034 

Non-command 

Phyllite & Schist 

2.147 

Command 

Phyllite & Schist 

2.675 

Non-command 

Phyllite & Schist 

0.226 

Command 

Gneisses(B.G.C.) 

1.769 

Non-command 

Gneisses(B.G.C.) 

0.069 

Command 

Gneisses(B.G.C.) 

1.047 

Non-command 

Gneisses(B.G.C.) 

0.902 

Command 

Phyllite & Schist 

0.683 

Non-command 

Phyllite & Schist 

0.040 

Command 

Phyllite & Schist 

0.369 

Non-command 

Phyllite & Schist 

2.752 

Non-command 

Gneisses(B.G.C.) 

1.816 

Non-command 

Phyllite & Schist 

0.012 

Non-command 

Gneisses(B.G.C.) 

0.240 

Non-command 

Phyllite & Schist 

2.372 

Non-command 

Phyllite & Schist 

0.426 

Command 

Phyllite & Schist 

2.216 

Non-command 

Gneisses(B.G.C.) 

1.597 

Non-command 

Phyllite & Schist 

0.020 

Command 

Phyllite & Schist 

3.845 

Non-command 

Phyllite & Schist 

2.114 

Non-command 

Gneisses(B.G.C.) 

1.669 

Command 

Gneisses(B.G.C.) 

5.671 

Command 

Phyllite & Schist 

5.576 

Non-command 

Gneisses(B.G.C.) 

0.451 

Command 

Phyllite & Schist 

0.610 

Non-command 

Phyllite & Schist 

1.121 

Non-command 

Gneisses(B.G.C.) 

0.001 

Non-command 

Phyllite & Schist 

0.172 

Non-command 

Phyllite & Schist 

2.187 

Non-command 

Gneisses(B.G.C.) 

1.441 

Non-command 

Gneisses(B.G.C.) 

1.113 

Command 

Phyllite & Schist 

1.736 

Command 

Phyllite & Schist 

3.740 

Non-command 

Phyllite & Schist 

0.849 

Command 

Gneisses(B.G.C.) 

1.223 

Command 

Phyllite & Schist 

3.397 

Non-command 

Phyllite & Schist 

0.625 

Command 

Phyllite & Schist 

0.432 

Command 

Gneisses(B.G.C.) 

0.998 

Command 

Phyllite & Schist 

2.754 

Command 

Phyllite & Schist 

8.015 

Non-command 

Phyllite & Schist 

1.077 

Command 

Gneisses(B.G.C.) 

0.898 

Non-command 

Gneisses(B.G.C.) 

0.696 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

70,000 

40,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

60,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

100,000 

80,000 

120 

70,000 

40,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

70,000 

40,000 

120 

100,000 

80,000 

120 

70,000 

60,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

60,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

70,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

40,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

70,000 

60,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.086 


0.221 


0.019 




0.008 

0.008 

0.008 

0.008 



0.014 

0.022 

0.101 

0.101 



0.077 

0.101 

0.048 

0.060 

0.086 

0.086 

0.067 

0.089 

0.077 

0.101 

0.008 

0.008 



0.005 

0.005 

0.022 

0.056 

0.086 

0.086 

0.120 

0.120 

0.077 

0.089 


0.096 

0.096 

0.042 

0.053 

0.134 

0.158 



0.042 

0.053 

0.125 

0.149 

0.394 

0.394 

0.048 

0.048 

0.034 

0.034 

0.025 

0.025 







































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Nainsawa 


Navagaon 


Nawa Dhara 


Nawagaon 


Noliya Wara 


Od 


Odwara 


Ora 



Phalabara 


Pichhora Bara 


Pichhora Chhota 


Piplara 


Porda 


Raiyana 


Rajpur 


0827000303353000 


0827000303340100 


0828000203422600 


0828000203421300 


0827000403371100 


0827000303339300 


0828000203422800 


0828000203408000 


0828000203422000 


0828000203422200 



sq.km 


(4) 


6.611 


2.811 


2.812 


0.818 


2.198 


2.784 


11.080 


2.540 


2.941 


2.184 


2.622 Fresh 


14.638 Fresh 


4.190 Fresh 


Parda Moru 

0827000303346700 

1.204 

Fresh 

Parda Saroda 

0827000303336200 

3.112 

Fresh 

Parda Vishnuji 

0827000303352600 

0.448 

Fresh 

Pardajun 

0827000303347900 

0.617 

Fresh 

Pardamataji 

0827000303348000 

1.699 

Fresh 

Parsoliya 

0828000203415400 

3.879 

Fresh 



0827000403371000 

3.090 

Fresh 

0828000203417900 

0.593 

Fresh 

0828000203418200 

2.452 

Fresh 

0828000203410000 

2.488 

Fresh 

0828000203410100 

1.614 

Fresh 

0828000203420300 

1.531 

Fresh 

0828000203421700 

1.217 

Fresh 

0828000203423500 

6.716 

Fresh 

0827000303346200 

3.141 

Fresh 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


( 6 ) 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Ramsor 

0827000303352900 

3.747 

Fresh 

Ratanpura 

0827000303350600 

0.775 

Fresh 

Rathriya Parda 

0828000203410300 

3.552 

Fresh 

Rohniya Khera 

0828000203412600 

4.103 

Fresh 

Sagwara Municipality 

0827000342702000 

15.582 

Fresh 

Sainala 

0828000203418800 

1.556 

Fresh 

Sama Phala 

0828000203409800 

0.552 

Fresh 

Samagara 

0828000203408900 

6.155 

Fresh 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Saranpur 


0828000203419700 


3.303 Fresh 


Sareri Bari 

0828000203412100 

13.802 

Fresh 

Selota 

0827000303346300 

4.109 

Fresh 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Semaliya Pandya 

0827000303341600 

1.129 

Fresh 

Shivrajpura 

0827000303337100 

2.280 

Fresh 

Siloi 

0827000303347600 

4.956 

Fresh 

Singharon Ka Parda 

0828000203420800 

0.951 

Fresh 

Sookhapadar 

0827000303341500 

0.594 

Fresh 


Non-command 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

0.999 

Non-command 

Phyllite & Schist 

2.779 

Command 

Phyllite & Schist 

2.811 

Command 

Phyllite & Schist 

0.818 

Non-command 

Phyllite & Schist 

1.835 

Non-command 

Phyllite & Schist 

0.985 

Command 

Phyllite & Schist 

9.635 

Command 

Phyllite & Schist 

0.007 

Command 

Phyllite & Schist 

2.863 

Command 

Phyllite & Schist 

0.192 

Non-command 

Phyllite & Schist 

0.003 

Command 

Phyllite & Schist 

2.234 

Non-command 

Phyllite & Schist 

0.389 

Command 

Gneisses(B.G.C.) 

0.004 

Command 

Phyllite & Schist 

0.383 

Command 

Phyllite & Schist 

2.281 

Non-command 

Phyllite & Schist 

1.834 

Non-command 

Gneisses(B.G.C.) 

1.204 

Non-command 

Gneisses(B.G.C.) 

0.015 

Non-command 

Phyllite & Schist 

0.001 

Non-command 

Phyllite & Schist 

0.409 

Non-command 

Phyllite & Schist 

0.830 

Command 

Phyllite & Schist 

1.826 

Non-command 

Phyllite & Schist 

0.638 

Non-command 

Phyllite & Schist 

0.028 

Command 

Phyllite & Schist 

0.593 

Command 

Phyllite & Schist 

2.452 

Command 

Phyllite & Schist 

2.488 

Command 

Phyllite & Schist 

1.614 

Command 

Phyllite & Schist 

1.531 

Command 

Phyllite & Schist 

1.217 

Command 

Phyllite & Schist 

3.266 

Non-command 

Gneisses(B.G.C.) 

2.981 

Non-command 

Phyllite & Schist 

0.029 

Non-command 

Phyllite & Schist 

3.729 

Non-command 

Phyllite & Schist 

0.040 

Command 

Phyllite & Schist 

0.509 

Command 

Phyllite & Schist 

0.614 

Non-command 

Phyllite & Schist 

3.872 

Command 

Phyllite & Schist 

1.556 

Command 

Gneisses(B.G.C.) 

0.552 

Command 

Gneisses(B.G.C.) 

1.260 

Command 

Phyllite & Schist 

4.398 

Command 

Phyllite & Schist 

0.714 

Non-command 

Phyllite & Schist 

2.589 

Command 

Phyllite & Schist 

0.007 

Non-command 

Gneisses(B.G.C.) 

1.659 

Non-command 

Phyllite & Schist 

2.451 

Non-command 

Gneisses(B.G.C.) 

1.129 

Non-command 

Phyllite & Schist 

0.031 

Non-command 

Phyllite & Schist 

0.750 

Command 

Phyllite & Schist 

0.829 

Non-command 

Gneisses(B.G.C.) 

0.594 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

60,000 

120 

70,000 

40,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

60,000 

120 

70,000 

40,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

40,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

60,000 

120 

100,000 

80,000 

120 

60,000 

40,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.029 

0.029 

0.202 

0.202 

0.067 

0.067 

0.317 

0.341 



0.019 

0.019 

0.096 

0.120 

0.077 

0.089 

0.043 

0.043 



0.086 

0.086 

0.043 

0.077 

0.048 

0.060 

0.019 

0.019 



0.029 

0.041 

0.010 

0.010 

0.086 

0.098 

0.086 

0.110 

0.374 

0.374 



0.091 

0.091 

0.058 

0.070 

0.008 

0.008 

0.017 

0.017 

0.067 

0.067 

0.067 

0.067 

0.250 

0.250 


0.019 

0.019 

0.029 

0.029 

0.034 

0.034 

- 

- 

0.058 

0.058 

0.029 

0.041 

0.058 

0.058 














































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Sundarpura 

0827000303337200 

1.925 

Fresh 

Tali 

0828000203412500 

3.114 

Fresh 

Tamboliya 

0827000303352800 

1.173 

Fresh 

Teem Roowa 

0827000303341100 

0.748 

Fresh 

Thali Talai 

0828000203422700 

1.298 

Fresh 

Todi Bari 

0828000203421100 

0.514 

Fresh 

Todi Chhoti 

0828000203421200 

2.952 

Fresh 

Ubali 

0827000303352100 

4.331 

Fresh 

Udaiya 

0827000303347800 

0.995 

Fresh 

Udela 

0828000203421400 

1.532 

Fresh 

Umbara 

0828000203410200 

6.985 

Fresh 

Vageri 

0827000303346800 

1.234 

Fresh 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


( 6 ) 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


09004029 


Vamaniya Wara 

0827000303351900 

2.402 

Fresh 

Vaniyap 

0827000303347700 

2.842 

Fresh 

Vankhand Kanthal 

0827000303337000 

0.689 

Fresh 


Bareth 


Bargama 


Barliya 


Baroonara 


Beduwa 


Bhachariya Jagtan 


Bhachariya Khas 


Bhadela 


Bhairavpura 


Bhaisau 


Bormata 


Bujwara 


Cheekhli 


Chikli Badra 


Chikli Poona 


Chikli Teja 


Dad 


Non-command 


Non-command 


Non-command 



Varsinghpur 

0827000303339900 

2.916 

Fresh 

Vayla 

0828000203409000 

0.574 

Fresh 

Vilri 

0828000203420200 

5.985 

Fresh 


Amba 

0828000403467300 

1.332 

Fresh 

Ambadara 

0828000403461900 

4.076 

Fresh 

Ambara 

0827000403373200 

3.484 

Fresh 

Amla 

0828000403467400 

1.794 

Fresh 

Amleeya 

0828000403461800 

5.352 

Fresh 

Anandpuri 

0828000403462400 

1.030 

Fresh 



0827000403373500 

5.261 

Fresh 

0828000403461000 

0.772 

Fresh 

0828000403466400 

9.731 

Fresh 

0827000403375300 

3.776 

Fresh 

0828000403467500 

1.765 

Fresh 




0827000403372000 

0.422 

Fresh 

0827000403374200 

0.408 

Fresh 

0827000403371400 

3.460 

Fresh 

0827000403371500 

1.078 

Fresh 

0827000403373800 

1.228 

Fresh 

0827000403373900 

1.648 

Fresh 

0828000203420100 

2.178 

Fresh 

0827000403374700 

1.222 

Fresh 

0827000403374400 

0.461 

Fresh 

0827000403374000 

4.477 

Fresh 

0828000403466700 

2.395 

Fresh 

0828000403466900 

1.418 

Fresh 

0828000403466800 

5.286 

Fresh 

0827000403375400 

0.391 

Fresh 

0828000403461100 

2.024 

Fresh 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Gneisses(B.G.C.) 

0.459 

Command 

Phyllite & Schist 

3.148 

Non-command 

Phyllite & Schist 

0.013 

Command 

Phyllite & Schist 

0.007 

Non-command 

Phyllite & Schist 

1.173 

Non-command 

Gneisses(B.G.C.) 

0.748 

Command 

Phyllite & Schist 

1.245 

Command 

Phyllite & Schist 

0.514 

Command 

Phyllite & Schist 

2.952 

Non-command 

Phyllite & Schist 

4.331 

Non-command 

Phyllite & Schist 

0.929 

Command 

Phyllite & Schist 

1.532 

Command 

Phyllite & Schist 

6.804 

Non-command 

Gneisses(B.G.C.) 

1.221 

Non-command 

Phyllite & Schist 

0.013 

Non-command 

Phyllite & Schist 

1.922 

Non-command 

Phyllite & Schist 

1.486 

Non-command 

Gneisses(B.G.C.) 

0.495 

Non-command 

Phyllite & Schist 

0.194 

Non-command 

Gneisses(B.G.C.) 

0.228 

Non-command 

Phyllite & Schist 

0.483 

Non-command 

Phyllite & Schist 

2.916 

Command 

Phyllite & Schist 

0.574 

Command 

Phyllite & Schist 

0.705 

Non-command 

Phyllite & Schist 

0.010 

Non-command 

Phyllite & Schist 

1.259 

Non-command 

Phyllite & Schist 

3.526 

Non-command 

Phyllite & Schist 

3.484 

Non-command 

Phyllite & Schist 

1.745 

Non-command 

Phyllite & Schist 

4.500 

Command 

Phyllite & Schist 

0.812 

Non-command 

Phyllite & Schist 

0.218 

Non-command 

Phyllite & Schist 

5.261 

Command 

Phyllite & Schist 

0.462 

Non-command 

Phyllite & Schist 

9.434 

Non-command 

Phyllite & Schist 

3.776 

Command 

Phyllite & Schist 

0.044 

Non-command 

Phyllite & Schist 

1.444 

Non-command 

Phyllite & Schist 

0.422 

Non-command 

Phyllite & Schist 

0.408 

Non-command 

Phyllite & Schist 

0.192 

Non-command 

Phyllite & Schist 

1.078 

Non-command 

Phyllite & Schist 

1.228 

Non-command 

Phyllite & Schist 

1.648 

Non-command 

Phyllite & Schist 

1.126 

Non-command 

Phyllite & Schist 

1.222 

Non-command 

Phyllite & Schist 

0.461 

Non-command 

Phyllite & Schist 

4.434 

Non-command 

Phyllite & Schist 

2.395 

Non-command 

Phyllite & Schist 

1.414 

Non-command 

Phyllite & Schist 

5.286 

Non-command 

Phyllite & Schist 

0.391 

Command 

Phyllite & Schist 

1.511 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

70,000 

40,000 

120 

100,000 

80,000 

120 

70,000 

60,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

100,000 

80,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

60,000 

120 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.008 


0.086 




0.014 

0.207 

0.010 

0.010 



0.058 

0.070 

0.048 

0.048 

0.014 

0.031 

0.101 

0.101 

0.029 

0.053 

0.019 

0.031 

0.053 

0.053 


0.022 

0.022 

0.137 

0.145 

0.048 

0.048 

0.019 

0.019 

0.005 

0.005 

0.014 

0.014 

0.072 

0.072 

0.019 

0.031 



0.038 

0.038 

0.461 

0.461 

0.288 

0.305 

0.096 

0.096 

0.163 

0.163 

0.115 

0.115 

0.029 

0.029 

0.432 

0.449 

0.010 

0.010 

0.326 

0.326 

0.360 

0.368 


0.096 

0.096 

0.022 

0.022 





















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Daroo Dhawra 

0827000403372200 

3.630 

Fresh 

Deephor 

0828000403466600 

2.140 

Fresh 

Dhangaon 

0827000403371300 

1.730 

Fresh 

Dhankoo 

0828000403462600 

2.346 

Fresh 


Dhebra 

0827000403371700 

1.097 

Fresh 

Dhodiya 

0828000403465800 

5.576 

Fresh 



Fatehpura 

0827000403371900 

0.744 

Fresh 

Forest 

0827000427900011 

0.731 

Fresh 


( 6 ) 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Non-command 


Gadeeth 

0827000403372600 

0.443 

Fresh 

Galal Pura 

0827000403372300 

1.031 

Fresh 

Gamana 

0828000403467800 

5.469 

Fresh 

Gamana Diphor 

0828000403466500 

2.636 

Fresh 

Gamela 

0827000403374500 

2.125 

Fresh 

Gatroad 

0828000403462100 

1.464 

Fresh 

Gulabpura 

0827000403373700 

0.636 

Fresh 

Guman Pura 

0827000403372700 

0.595 

Fresh 

Halera 

0828000403461300 

1.374 

Fresh 


Jasela 

0827000303352500 

2.701 

Fresh 

Jher 

0828000403467100 

6.558 

Fresh 

Jooni Timbi 

0828000403477200 

2.487 

Fresh 

Kahawara 

0828000403466100 

3.002 

Fresh 

Kasumbariya 

0828000403462300 

0.629 

Fresh 


Katara Para 

0827000403371200 

1.498 

Fresh 

Kesharpura 

0827000303352700 

2.107 

Fresh 

Khatwa 

0828000403467600 

2.333 

Fresh 

Khoonta Chandna 

0828000403466200 

0.990 

Fresh 

Khoonta Laloo Pargi 

0828000403467200 

2.480 

Fresh 

Khoonti Chandna 

0828000403466000 

1.215 

Fresh 

Kochri 

0827000403373300 

3.584 

Fresh 

Kundela 

0827000403373600 

1.143 

Fresh 

Madkola Makan 

0828000403462900 

6.122 

Fresh 



Mali 

0827000403374300 

0.734 

Fresh 

Medi Temba 

0827000403374100 

1.575 

Fresh 

Mena Padhar 

0828000403461500 

3.424 

Fresh 

Modari 

0827000403375000 

0.175 

Fresh 

Mundri 

0828000403465900 

7.097 

Fresh 



Nainsawa 


0827000303353000 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

0.512 

Command 

Phyllite & Schist 

0.283 

Non-command 

Phyllite & Schist 

7.947 

Non-command 

Phyllite & Schist 

2.137 

Non-command 

Phyllite & Schist 

2.140 

Non-command 

Phyllite & Schist 

1.730 

Command 

Phyllite & Schist 

0.039 

Non-command 

Phyllite & Schist 

2.284 

Non-command 

Phyllite & Schist 

0.000 

Command 

Phyllite & Schist 

0.002 

Non-command 

Phyllite & Schist 

0.092 

Command 

Phyllite & Schist 

2.745 

Non-command 

Phyllite & Schist 

0.045 

Non-command 

Phyllite & Schist 

0.083 

Non-command 

Phyllite & Schist 

0.326 

Non-command 

Ultra Basics 

0.141 

Non-command 

Phyllite & Schist 

0.443 

Non-command 

Phyllite & Schist 

1.031 

Non-command 

Phyllite & Schist 

0.086 

Non-command 

Phyllite & Schist 

2.636 

Non-command 

Phyllite & Schist 

2.125 

Non-command 

Phyllite & Schist 

1.464 

Non-command 

Phyllite & Schist 

0.636 

Non-command 

Phyllite & Schist 

0.595 

Command 

Phyllite & Schist 

0.160 

Non-command 

Phyllite & Schist 

1.213 

Non-command 

Phyllite & Schist 

0.327 

Non-command 

Phyllite & Schist 

5.054 

Non-command 

Deccan Traps 

0.006 

Non-command 

Phyllite & Schist 

3.002 

Command 

Phyllite & Schist 

0.074 

Non-command 

Phyllite & Schist 

0.555 

Non-command 

Phyllite & Schist 

1.498 

Non-command 

Phyllite & Schist 

1.682 

Non-command 

Phyllite & Schist 

2.333 

Non-command 

Phyllite & Schist 

0.990 

Non-command 

Phyllite & Schist 

2.477 

Non-command 

Phyllite & Schist 

1.215 

Non-command 

Phyllite & Schist 

3.584 

Non-command 

Phyllite & Schist 

1.143 

Command 

Phyllite & Schist 

0.001 

Non-command 

Phyllite & Schist 

0.080 

Command 

Phyllite & Schist 

0.000 

Non-command 

Phyllite & Schist 

0.000 

Command 

Phyllite & Schist 

0.695 

Non-command 

Phyllite & Schist 

0.069 

Non-command 

Phyllite & Schist 

0.734 

Non-command 

Phyllite & Schist 

1.575 

Non-command 

Phyllite & Schist 

3.424 

Non-command 

Phyllite & Schist 

0.175 

Command 

Phyllite & Schist 

0.020 

Non-command 

Phyllite & Schist 

5.467 

Non-command 

Phyllite & Schist 

5.610 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

60,000 

120 

100,000 

80,000 

120 

70,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

50,000 

35,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

60,000 

120 

100,000 

80,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

60,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

100,000 

80,000 

120 

70,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

60,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.010 

0.010 

- 

- 

0.038 

0.038 

0.058 

0.066 

0.019 

0.019 

0.209 

0.209 


0.038 

0.038 

0.029 

0.046 


0.125 

0.125 

0.014 

0.014 











































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Nana Mukhiya 

0828000403460900 

0.587 

Fresh 

Nani Padar 

0828000403461600 

1.284 

Fresh 

Navaghara 

0828000403462700 

0.709 

Fresh 


Type of Area (Command / N< 
command) 


Nawa Gaon 

0827000403374600 

1.991 

Fresh 

Noliya Wara 

0827000403371100 

2.198 

Fresh 

Obla 

0828000403466300 

5.183 

Fresh 

Ojariya 

0827000403373100 

3.332 

Fresh 

Ora 

0827000403374900 

0.793 

Fresh 

Palsau 

0827000403372100 

5.294 

Fresh 

Panchwara 

0828000203420000 

4.190 

Fresh 


Pandola 

0828000403462200 

1.065 

Fresh 

Parda Vishnuji 

0827000303352600 

0.448 

Fresh 

Pat @ Nawadhara 

0828000403461400 

4.424 

Fresh 

Patiya 

0827000403371000 

3.090 

Fresh 

Phalwan 

0828000403467000 

8.999 

Fresh 


( 6 ) 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Piyola 

0827000403373000 

0.679 

Fresh 

Pothiwara 

0828000403462000 

3.719 

Fresh 

Rahdor 

0827000403375200 

1.081 

Fresh 

Ramela 

0828000403462500 

1.085 

Fresh 


Ramsor 

0827000303352900 

3.747 

Fresh 

Rathri 

0827000403372900 

1.266 

Fresh 

Sakodra 

0827000403372500 

0.253 

Fresh 

Salakhari 

0827000403375500 

1.048 

Fresh 

Salera 

0827000403374800 

1.228 

Fresh 

Sarwai 

0828000403461700 

0.887 

Fresh 

Saslai 

0827000403372400 

0.397 

Fresh 

Sera Nagla 

0828000403460800 

2.748 

Fresh 

Sharda 

0828000403477100 

6.756 

Fresh 


Non-command 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Non-command 


09004030 


Shishot 

0827000403373400 

2.669 

Fresh 

Tejpura 

0828000403477400 

5.286 

Fresh 

Temran 

0828000403467700 

5.103 

Fresh 


Non-command 


Non-command 


Non-command 



Udariya 

0827000403372800 

1.891 

Fresh 

Vilri 

0828000203420200 

5.985 

Fresh 


Wagva 

0827000403375100 

1.157 

Fresh 

Wanda 

0828000403457000 

6.683 

Fresh 


Amaliya Mai 

0828000503524300 

2.573 

Fresh 

Badoopara 

0828000503525800 

1.846 

Fresh 

Bari Sarwa 

0828000503525500 

2.430 

Fresh 

Chorbar 

0828000503523800 

3.481 

Fresh 

Darobadiya 

0828000503525700 

3.732 

Fresh 

Gokalpara 

0828000503525000 

2.016 

Fresh 

Haldu Para 

0828000503520600 

6.060 

Fresh 

Joonapani 

0828000503525100 

3.095 

Fresh 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Phyllite & Schist 

0.568 

Non-command 

Phyllite & Schist 

1.284 

Command 

Phyllite & Schist 

0.702 

Non-command 

Phyllite & Schist 

0.008 

Non-command 

Phyllite & Schist 

1.991 

Non-command 

Phyllite & Schist 

0.274 

Non-command 

Phyllite & Schist 

5.169 

Non-command 

Phyllite & Schist 

3.332 

Non-command 

Phyllite & Schist 

0.793 

Non-command 

Phyllite & Schist 

3.873 

Command 

Phyllite & Schist 

0.000 

Non-command 

Phyllite & Schist 

0.075 

Non-command 

Phyllite & Schist 

1.065 

Non-command 

Phyllite & Schist 

0.447 

Non-command 

Phyllite & Schist 

4.226 

Non-command 

Phyllite & Schist 

1.066 

Non-command 

Deccan Traps 

2.736 

Non-command 

Phyllite & Schist 

5.553 

Non-command 

Phyllite & Schist 

0.679 

Non-command 

Phyllite & Schist 

3.508 

Non-command 

Phyllite & Schist 

1.081 

Command 

Phyllite & Schist 

0.989 

Non-command 

Phyllite & Schist 

0.096 

Non-command 

Phyllite & Schist 

0.018 

Non-command 

Phyllite & Schist 

1.266 

Non-command 

Phyllite & Schist 

0.253 

Non-command 

Phyllite & Schist 

1.048 

Non-command 

Phyllite & Schist 

1.228 

Non-command 

Phyllite & Schist 

0.887 

Non-command 

Phyllite & Schist 

0.397 

Command 

Phyllite & Schist 

0.129 

Non-command 

Deccan Traps 

3.384 

Non-command 

Phyllite & Schist 

1.811 

Non-command 

Phyllite & Schist 

2.669 

Non-command 

Deccan Traps 

1.002 

Non-command 

Deccan Traps 

0.180 

Non-command 

Phyllite & Schist 

3.532 

Command 

Phyllite & Schist 

1.246 

Non-command 

Phyllite & Schist 

0.166 

Non-command 

Phyllite & Schist 

1.891 

Command 

Phyllite & Schist 

0.001 

Non-command 

Phyllite & Schist 

0.707 

Non-command 

Phyllite & Schist 

1.157 

Command 

Phyllite & Schist 

2.440 

Non-command 

Phyllite & Schist 

1.709 

Non-command 

Deccan Traps 

2.119 

Non-command 

Deccan Traps 

1.846 

Non-command 

Deccan Traps 

2.430 

Non-command 

Deccan Traps 

0.206 

Non-command 

Deccan Traps 

3.732 

Non-command 

Deccan Traps 

2.016 

Non-command 

Deccan Traps 

0.450 

Non-command 

Deccan Traps 

3.095 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

100,000 

80,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

60,000 

120 

100,000 

80,000 

120 

70,000 

60,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

70,000 

60,000 

120 

100,000 

80,000 

120 

70,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

100,000 

80,000 

120 

70,000 

60,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

70,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.048 


0.019 


0.048 



0.034 

0.034 

0.019 

0.019 

0.770 

0.770 

0.017 

0.017 


0.019 

0.019 

0.029 

0.029 



0.036 

0.036 

0.019 

0.019 

0.010 

0.010 












































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


09004031 


Kadwali Khurd 


Kadwalikalan 


Kookaripara 


Malwan 


Matwala Khakhra 


Morjhari 


Panda 


Patan 


Peepli Para 


Potaliya 


Sarona 


Semalpara 


Singla Kundi 


Ugamnapara 


Amaliya Mai 


Amli Para 


Baori Dindor 


Baori Ninama 


Barli Para 


Bassi 


Bawaliya Para 


Bhanwarda 


Bhawanon Ki Todi 


Bhimpura 


Bhoori Para 


Bhoraj 


Bijalpur 


Bijori Kalan 


Bijori Khurd 


Boriya 


Chhoti Sarwa 


Chokhwara 


Chorbar 


Dara 


Galdhar 


Gandwan 


Gopalpura 


Haldu Para 


Haloopara 


Hawa Rundi 


Karanghati 


Khana Para 


Khera 


Kheriya Para 


Khoonta 


Kundiya 


Mahura 


Mirch Ghati 


Mohkampura 


Morjhari 


Nalwai 


Nathpura 


0828000503524600 


0828000503524800 


0828000503525900 


0828000503525300 


0828000503524900 


0828000503524000 


0828000503524200 


0828000503524400 


0828000503525600 


0828000503524500 


0828000503525200 


0828000503525400 


0828000503524100 


0828000503524700 


0828000503524300 


0828000503517900 


0828000503517700 


0828000503517800 


0828000503520900 


0828000503523300 


0828000503521400 


0828000503522800 


0828000503521300 


0828000503518500 


0828000503521900 


0828000503522700 


0828000503509200 


0828000503519500 


0828000503518700 


0828000503519400 


0828000503521000 


0828000503520200 


0828000503523800 


0828000503519200 


0828000503518900 


0828000503519300 


0828000503519100 


0828000503520600 


0828000503523000 


0828000503521200 


0828000503523700 


0828000503522500 


0828000503523500 


0828000503520800 


0828000503508800 


0828000503508600 


0828000503520300 


0828000503523900 


0828000503520100 


0828000503521700 


0828000503524000 


0828000503521100 


0828000503519900 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Deccan Traps 

3.980 

Non-command 

Deccan Traps 

1.034 

Non-command 

Deccan Traps 

4.926 

Non-command 

Deccan Traps 

1.703 

Non-command 

Deccan Traps 

3.371 

Non-command 

Deccan Traps 

2.199 

Non-command 

Deccan Traps 

1.778 

Non-command 

Deccan Traps 

4.302 

Non-command 

Deccan Traps 

2.236 

Non-command 

Deccan Traps 

1.620 

Non-command 

Deccan Traps 

2.605 

Non-command 

Deccan Traps 

1.031 

Non-command 

Deccan Traps 

1.502 

Non-command 

Deccan Traps 

1.492 

Non-command 

Deccan Traps 

0.454 

Non-command 

Deccan Traps 

0.491 

Non-command 

Deccan Traps 

3.354 

Non-command 

Deccan Traps 

3.181 

Non-command 

Deccan Traps 

1.118 

Non-command 

Deccan Traps 

3.118 

Non-command 

Deccan Traps 

2.645 

Non-command 

Deccan Traps 

1.253 

Non-command 

Deccan Traps 

3.725 

Non-command 

Deccan Traps 

0.071 

Non-command 

Deccan Traps 

0.000 

Non-command 

Deccan Traps 

0.373 

Non-command 

Deccan Traps 

0.004 

Non-command 

Deccan Traps 

3.304 

Non-command 

Deccan Traps 

4.997 

Non-command 

Deccan Traps 

0.699 

Non-command 

Deccan Traps 

2.382 

Non-command 

Deccan Traps 

3.632 

Non-command 

Deccan Traps 

2.929 

Non-command 

Deccan Traps 

4.536 

Non-command 

Deccan Traps 

1.872 

Non-command 

Deccan Traps 

4.449 

Non-command 

Deccan Traps 

2.253 

Non-command 

Deccan Traps 

5.610 

Non-command 

Deccan Traps 

0.606 

Non-command 

Deccan Traps 

2.335 

Non-command 

Deccan Traps 

1.286 

Non-command 

Deccan Traps 

1.079 

Non-command 

Deccan Traps 

1.563 

Non-command 

Deccan Traps 

1.084 

Non-command 

Deccan Traps 

0.988 

Non-command 

Deccan Traps 

0.250 

Non-command 

Deccan Traps 

7.252 

Non-command 

Deccan Traps 

3.191 

Non-command 

Deccan Traps 

4.357 

Non-command 

Deccan Traps 

1.343 

Non-command 

Deccan Traps 

1.936 

Non-command 

Deccan Traps 

2.289 

Non-command 

Deccan Traps 

2.133 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.008 

0.008 

0.025 

0.025 

0.050 

0.050 

0.059 

0.059 

0.092 

0.146 

0.067 

0.121 

0.008 

0.008 

0.017 

0.017 



0.034 

0.034 

0.017 

0.017 








































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


09004032 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Orwa 

0828000503522900 

2.264 

Fresh 

Patan 

0828000503524400 

4.320 

Fresh 

Peraniya Dev 

0828000503519600 

3.226 

Fresh 

Piplon 

0828000503520400 

2.949 

Fresh 

Raoda 

0828000503520000 

2.501 

Fresh 

Roopgarh 

0828000503523400 

6.418 

Fresh 

Sadera 

0828000503519000 

1.270 

Fresh 

Sarpota 

0828000503519700 

1.028 

Fresh 

Sataliya 

0828000503521600 

1.470 

Fresh 

Sataliya Ki Todi 

0828000503521500 

2.583 

Fresh 

Seemsagra 

0828000503518600 

3.177 

Fresh 

Semalda 

0828000503518800 

0.726 

Fresh 

Shobhawati 

0828000503519800 

6.548 

Fresh 

Singla Kundi 

0828000503524100 

3.319 

Fresh 

Sunariya 

0828000503523600 

2.871 

Fresh 

Sundri Para 

0828000503522600 

3.933 

Fresh 

Surwan 

0828000503517600 

7.191 

Fresh 

Taraliya 

0828000503521800 

3.408 

Fresh 

Umarjhonka 

0828000503520500 

1.125 

Fresh 

Varsala 

0828000503520700 

5.264 

Fresh 

Ambara 

0827000303345600 

9.873 

Fresh 

Baba Ki Bar 

0827000303349700 

1.908 

Fresh 

Badela 

0827000403369300 

0.982 

Fresh 

Bansiya 

0827000403364100 

7.109 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bar Bejaniya 

0827000303349800 

3.407 

Fresh 

Bargi 

0827000303350300 

2.983 

Fresh 

Bhachariya Jagtan 

0827000403371400 

3.460 

Fresh 


Non-command 


Non-command 


Non-command 


Bhaga Talab 

0827000403370800 

9.038 

Fresh 

Bhaisra Bara 

0827000303348900 

5.520 

Fresh 


Non-command 


Non-command 


Bhaisrachhota 

0827000303349000 

7.331 

Fresh 

Bhemai 

0827000303348600 

4.434 

Fresh 

Chadoli 

0827000403364400 

3.670 

Fresh 


Non-command 


Non-command 


Non-command 


Chak Chariyala 

0827000403368500 

0.080 

Fresh 

Chandro Diya 

0827000403369100 

3.170 

Fresh 


Non-command 


Non-command 


Cheekhli 

0827000403374000 

4.477 

Fresh 

Cheentri 

0827000303350100 

7.490 

Fresh 

Dadrora 

0827000303349400 

3.185 

Fresh 

Damariya @ Dahla 

0827000303350000 

1.214 

Fresh 

Dariyati 

0827000403369000 

4.006 

Fresh 

Daroo Dhawra 

0827000403372200 

3.630 

Fresh 

Dharmpuri 

0827000403370100 

1.357 

Fresh 

Dhebra 

0827000403371700 

1.097 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Dhebriya 

0827000303351000 

1.157 

Fresh 

Dhoondi 

0827000403369600 

2.473 

Fresh 

Doongar 

0827000403370000 

1.925 

Fresh 

Doongar Saran 

0827000403369700 

1.180 

Fresh 

Fatehpura 

0827000403371900 

0.744 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Deccan Traps 

2.252 

Non-command 

Deccan Traps 

0.018 

Non-command 

Deccan Traps 

3.226 

Non-command 

Deccan Traps 

2.949 

Non-command 

Deccan Traps 

2.501 

Non-command 

Deccan Traps 

4.204 

Non-command 

Deccan Traps 

1.270 

Non-command 

Deccan Traps 

1.028 

Non-command 

Deccan Traps 

1.470 

Non-command 

Deccan Traps 

2.583 

Non-command 

Deccan Traps 

2.253 

Non-command 

Deccan Traps 

0.610 

Non-command 

Deccan Traps 

6.548 

Non-command 

Deccan Traps 

1.817 

Non-command 

Deccan Traps 

2.871 

Non-command 

Deccan Traps 

0.263 

Non-command 

Deccan Traps 

4.521 

Non-command 

Deccan Traps 

2.109 

Non-command 

Deccan Traps 

1.125 

Non-command 

Deccan Traps 

5.264 

Non-command 

Phyllite & Schist 

0.379 

Non-command 

Phyllite & Schist 

1.908 

Non-command 

Ultra Basics 

0.654 

Non-command 

Phyllite & Schist 

0.475 

Non-command 

Ultra Basics 

0.826 

Non-command 

Phyllite & Schist 

3.407 

Non-command 

Phyllite & Schist 

2.983 

Non-command 

Phyllite & Schist 

3.263 

Non-command 

Ultra Basics 

0.005 

Non-command 

Phyllite & Schist 

8.699 

Non-command 

Phyllite & Schist 

5.462 

Non-command 

Ultra Basics 

0.020 

Non-command 

Phyllite & Schist 

7.331 

Non-command 

Phyllite & Schist 

4.434 

Non-command 

Phyllite & Schist 

2.284 

Non-command 

Ultra Basics 

1.386 

Non-command 

Ultra Basics 

0.004 

Non-command 

Phyllite & Schist 

1.452 

Non-command 

Ultra Basics 

0.003 

Non-command 

Phyllite & Schist 

0.043 

Non-command 

Phyllite & Schist 

7.490 

Non-command 

Phyllite & Schist 

3.185 

Non-command 

Phyllite & Schist 

1.214 

Non-command 

Phyllite & Schist 

1.766 

Non-command 

Phyllite & Schist 

1.493 

Non-command 

Ultra Basics 

1.357 

Non-command 

Phyllite & Schist 

0.167 

Non-command 

Ultra Basics 

0.930 

Non-command 

Phyllite & Schist 

0.436 

Non-command 

Ultra Basics 

2.473 

Non-command 

Ultra Basics 

1.925 

Non-command 

Ultra Basics 

1.180 

Non-command 

Phyllite & Schist 

0.572 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

40,000 

120 

70,000 

60,000 

120 

50,000 

35,000 

120 

70,000 

60,000 

120 

50,000 

35,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

50,000 

35,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

50,000 

35,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

70,000 

60,000 

120 

50,000 

35,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

50,000 

35,000 

120 

70,000 

60,000 

120 

50,000 

35,000 

120 

70,000 

60,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

70,000 

60,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.034 




0.067 

0.067 

0.025 

0.025 



0.025 

0.025 

0.025 

0.025 

0.017 

0.017 

0.109 

0.217 



0.042 

0.042 

0.005 

0.005 

0.065 

0.065 

0.004 

0.004 

0.022 

0.022 

0.021 

0.021 

0.029 

0.029 

0.180 

0.180 

0.115 

0.115 


0.072 

0.072 

0.072 

0.072 


0.043 

0.043 

0.266 

0.266 

0.360 

0.360 

0.126 

0.126 



0.396 

0.396 

0.043 

0.043 

0.007 

0.007 

0.050 

0.058 

0.043 

0.043 

0.025 

0.031 

0.007 

0.007 

0.017 

0.023 

0.007 

0.007 

0.084 

0.090 

0.025 

0.031 

0.063 

0.075 

0.043 

0.043 


























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Fofli Bor 


Forest 


Type of Area (Command / N< 
command) 



0827000303349600 

1.652 

Fresh 

0827000327900012 

3.653 

Fresh 

0827000427900011 

0.731 

Fresh 



Galiakot 

0827000342703000 

11.843 

Fresh 

Ganderi 

0827000403370200 

1.347 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Gara Jasrajpur 

0827000303350200 

2.600 

Fresh 

Gareeya 

0827000303350900 

0.344 

Fresh 

Gariyata 

0827000303351800 

3.744 

Fresh 

Gehuwa 

0827000403370700 

0.973 

Fresh 

Ghanora 

0827000403370900 

3.446 

Fresh 

Ghata Ka Gaon 

0827000303348800 

7.961 

Fresh 

Gundlara 

0827000403371600 

1.665 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hansla 

0827000303349300 

1.598 

Fresh 

Hindoliya 

0827000303349500 

2.698 

Fresh 

Jadela 

0827000303348700 

2.374 

Fresh 

Jhosawa 

0827000303349200 

4.542 

Fresh 

Jogpur 

0827000303348200 

5.188 

Fresh 

Kaberi Bari 

0827000403364700 

2.474 

Fresh 

Kasariya 

0827000303350800 

3.695 

Fresh 

Khar 

0827000403364600 

5.082 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kherasa 

0827000303351300 

1.068 

Fresh 

Khumanpura 

0827000303348400 

2.680 

Fresh 

Khuntwara 

0827000303348300 

5.608 

Fresh 

Kodariya 

0827000403364500 

4.510 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Kuwan 

0827000403370600 

2.871 

Fresh 

Lembriya 

0827000303352000 

2.261 

Fresh 

Likhatiya 

0827000303349100 

4.463 

Fresh 

Mahuwara 

0827000303351600 

2.871 

Fresh 

Manparda 

0827000403370300 

1.208 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Mewra 

0827000403364300 

5.973 

Fresh 

Modra Daulatpura 

0827000303351200 

0.882 

Fresh 

Modra Prithvi Pura 

0827000303351100 

4.046 

Fresh 

Mora Saran 

0827000403369800 

0.210 

Fresh 

Mordi 

0827000303350500 

2.682 

Fresh 

Nadiya 

0827000303351400 

4.847 

Fresh 

Navaghara Mataji 

0827000303350700 

0.800 

Fresh 

Noliya Wara 

0827000403371100 

2.198 

Fresh 

Palsau 

0827000403372100 

5.294 

Fresh 

Panch Kundi 

0827000403370500 

0.418 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Parda Dariyati 

0827000403368800 

0.788 

Fresh 

Pardajun 

0827000303347900 

0.617 

Fresh 

Pardamataji 

0827000303348000 

1.699 

Fresh 

Patiya 

0827000403371000 

3.090 

Fresh 

Piyola 

0827000403370400 

1.483 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Ultra Basics 

0.089 

Non-command 

Phyllite & Schist 

1.647 

Non-command 

Phyllite & Schist 

3.653 

Non-command 

Phyllite & Schist 

0.165 

Non-command 

Ultra Basics 

0.098 

Non-command 

Phyllite & Schist 

4.199 

Non-command 

Phyllite & Schist 

0.170 

Non-command 

Ultra Basics 

1.177 

Non-command 

Phyllite & Schist 

2.582 

Non-command 

Phyllite & Schist 

0.248 

Non-command 

Phyllite & Schist 

3.408 

Non-command 

Phyllite & Schist 

0.973 

Non-command 

Phyllite & Schist 

3.361 

Non-command 

Phyllite & Schist 

7.776 

Non-command 

Phyllite & Schist 

0.921 

Non-command 

Ultra Basics 

0.744 

Non-command 

Phyllite & Schist 

1.598 

Non-command 

Phyllite & Schist 

2.673 

Non-command 

Phyllite & Schist 

0.181 

Non-command 

Phyllite & Schist 

4.542 

Non-command 

Phyllite & Schist 

2.823 

Non-command 

Phyllite & Schist 

0.756 

Non-command 

Phyllite & Schist 

3.695 

Non-command 

Phyllite & Schist 

0.731 

Non-command 

Ultra Basics 

0.024 

Non-command 

Phyllite & Schist 

1.068 

Non-command 

Phyllite & Schist 

1.012 

Non-command 

Phyllite & Schist 

4.150 

Non-command 

Phyllite & Schist 

0.019 

Non-command 

Ultra Basics 

0.848 

Non-command 

Phyllite & Schist 

2.871 

Non-command 

Phyllite & Schist 

0.073 

Non-command 

Phyllite & Schist 

4.463 

Non-command 

Phyllite & Schist 

2.871 

Non-command 

Phyllite & Schist 

0.344 

Non-command 

Ultra Basics 

0.864 

Non-command 

Phyllite & Schist 

4.243 

Non-command 

Phyllite & Schist 

0.882 

Non-command 

Phyllite & Schist 

3.420 

Non-command 

Ultra Basics 

0.210 

Non-command 

Phyllite & Schist 

2.682 

Non-command 

Phyllite & Schist 

4.847 

Non-command 

Phyllite & Schist 

0.800 

Non-command 

Phyllite & Schist 

0.089 

Non-command 

Phyllite & Schist 

1.422 

Non-command 

Phyllite & Schist 

0.414 

Non-command 

Ultra Basics 

0.003 

Non-command 

Ultra Basics 

0.002 

Non-command 

Phyllite & Schist 

0.209 

Non-command 

Phyllite & Schist 

0.337 

Non-command 

Phyllite & Schist 

1.996 

Non-command 

Phyllite & Schist 

0.163 

Non-command 

Ultra Basics 

1.320 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

35,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

50,000 

35,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

50,000 

35,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

40,000 

120 

70,000 

60,000 

120 

50,000 

35,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

40,000 

120 

70,000 

60,000 

120 

70,000 

40,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

50,000 

35,000 

120 

70,000 

60,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

60,000 

120 

50,000 

35,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

50,000 

35,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

50,000 

35,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

50,000 

35,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.004 


0.130 




0.004 

0.022 

0.288 

0.288 

0.029 

0.029 

0.036 

0.044 

0.036 

0.044 

0.036 

0.036 

0.202 

0.236 

0.432 

0.457 

0.202 

0.220 

0.036 

0.036 

0.043 

0.043 


0.086 

0.086 

0.106 

0.140 

0.029 

0.037 

0.086 

0.086 

0.007 

0.007 


0.086 

0.086 

0.053 

0.070 

0.106 

0.140 



0.072 

0.072 

0.014 

0.014 

0.007 

0.015 

0.004 

0.022 

0.086 

0.086 

0.036 

0.036 

0.014 

0.014 

0.013 

0.013 

0.072 

0.072 

0.130 

0.130 

0.007 

0.007 

0.007 

0.007 

0.029 

0.037 

0.223 

0.273 

- 

| 

- 

- 

0.043 

0.043 

0.014 

0.031 

0.022 

0.022 

0.007 

0.007 

0.034 

0.052 





































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Poonchhiyawara 


Rafri 


Ratanpura 


Ratriya 


Royra 


0827000303349900 


0827000403371800 


0827000303350600 


0827000303350400 


0827000403369500 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


3.769 Fresh 


1.006 Fresh 


0.775 Fresh 


4.570 Fresh 


1.961 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


09004033 


Saran Khas 

0827000403369900 

0.633 

Fresh 

Semaliyaghata 

0827000303348500 

3.157 

Fresh 

Sendola 

0827000403369400 

3.954 

Fresh 


Non-command 


Non-command 


Non-command 



Udaiya 

0827000303347800 

0.995 

Fresh 

Vamaniya Wara 

0827000303351900 

2.402 

Fresh 

Vijaypura 

0827000303351500 

0.711 

Fresh 

Vijola 

0827000303351700 

4.252 

Fresh 

Adavela 

0829001203725600 

3.804 

Fresh 

Ant 

0826000703219000 

2.393 

Fresh 

Bagatpura 

0826000703219300 

1.798 

Fresh 

Bajon Ka Deeppura 

0826000703221700 

0.059 

Fresh 

Bari Ambeli 

0829001203739900 

6.460 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Jakham 


Jakham 


Non-command 


Non-command 


Bari Lank 

0829001203731600 

11.321 

Fresh 

Bhagadera 

0826000703220200 

1.609 

Fresh 

Borda 

0826000703219800 

9.488 

Fresh 

Chhayan Kotra 

0829001203732400 

1.169 

Fresh 

Chiklad 

0829001203725400 

10.763 

Fresh 


Non-command 


Jakham 


Jakham 


Non-command 


Non-command 


Chittori 

0829001203732200 

6.090 

Fresh 

Chunpa 

0826000703221500 

2.966 

Fresh 



Devgarh 

0829001203726100 

11.251 

Fresh 

Dharni 

0829001203731800 

1.116 

Fresh 


Non-command 


Jakham 


Non-command 


Jakham 


Non-command 


Non-command 


Non-command 


Doli 

0829001203739700 

0.948 

Fresh 

Dolpura 

0826000703220300 

1.991 

Fresh 

Garnet 

0829001203731700 

2.456 

Fresh 


Non-command 


Jakham 


Non-command 


Ghatela 

0826000703219500 

1.035 

Fresh 

Gothra 

0826000703221200 

13.488 

Fresh 


Gurha 

0826000703218800 

5.916 

Fresh 

Jaglawada 

0826000703219900 

2.204 

Fresh 

Jolar 

0829001203725800 

3.874 

Fresh 


Jakham 


Jakham 


Non-command 


Jakham 


Jakham 


Non-command 


Kamla Kuri 

0829001203726000 

3.433 

Fresh 

Karwa Moda 

0829001203732100 

3.168 

Fresh 


Khanan 


Non-command 


Non-command 



0829001203731500 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

3.769 

Non-command 

Ultra Basics 

1.006 

Non-command 

Phyllite & Schist 

0.735 

Non-command 

Phyllite & Schist 

4.570 

Non-command 

Phyllite & Schist 

0.336 

Non-command 

Ultra Basics 

1.625 

Non-command 

Ultra Basics 

0.633 

Non-command 

Phyllite & Schist 

3.157 

Non-command 

Phyllite & Schist 

0.692 

Non-command 

Ultra Basics 

3.263 

Non-command 

Phyllite & Schist 

0.951 

Non-command 

Ultra Basics 

1.232 

Non-command 

Phyllite & Schist 

2.185 

Non-command 

Ultra Basics 

1.406 

Non-command 

Phyllite & Schist 

0.066 

Non-command 

Phyllite & Schist 

0.480 

Non-command 

Phyllite & Schist 

0.711 

Non-command 

Phyllite & Schist 

4.252 

Non-command 

Gneisses(B.G.C.) 

2.720 

Command 

Gneisses(B.G.C.) 

0.423 

Command 

Gneisses(B.G.C.) 

1.798 

Non-command 

Gneisses(B.G.C.) 

0.059 

Non-command 

Deccan Traps 

3.833 

Non-command 

Gneisses(B.G.C.) 

0.037 

Non-command 

Deccan Traps 

9.811 

Command 

Gneisses(B.G.C.) 

1.609 

Command 

Gneisses(B.G.C.) 

7.900 

Non-command 

Deccan Traps 

0.753 

Non-command 

Deccan Traps 

4.471 

Non-command 

Gneisses(B.G.C.) 

0.284 

Non-command 

Deccan Traps 

5.576 

Command 

Gneisses(B.G.C.) 

2.560 

Non-command 

Gneisses(B.G.C.) 

0.406 

Command 

Gneisses(B.G.C.) 

0.959 

Non-command 

Gneisses(B.G.C.) 

2.125 

Non-command 

Deccan Traps 

6.346 

Non-command 

Deccan Traps 

0.053 

Non-command 

Gneisses(B.G.C.) 

0.977 

Non-command 

Deccan Traps 

0.012 

Command 

Gneisses(B.G.C.) 

1.991 

Non-command 

Deccan Traps 

2.280 

Non-command 

Gneisses(B.G.C.) 

0.027 

Command 

Gneisses(B.G.C.) 

1.035 

Command 

Gneisses(B.G.C.) 

5.654 

Non-command 

Gneisses(B.G.C.) 

0.070 

Command 

Gneisses(B.G.C.) 

0.522 

Command 

Gneisses(B.G.C.) 

1.076 

Non-command 

Deccan Traps 

0.059 

Non-command 

Gneisses(B.G.C.) 

3.780 

Non-command 

Deccan Traps 

3.396 

Non-command 

Deccan Traps 

1.180 

Non-command 

Gneisses(B.G.C.) 

1.518 

Non-command 

Deccan Traps 

0.460 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

60,000 

120 

50,000 

35,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

70,000 

40,000 

120 

70,000 

60,000 

120 

50,000 

35,000 

120 

70,000 

60,000 

120 

50,000 

35,000 

120 

70,000 

60,000 

120 

50,000 

35,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

90,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

35,000 

120 

90,000 

50,000 

120 

60,000 

35,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

90,000 

50,000 

120 

60,000 

35,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

90,000 

50,000 

120 

60,000 

35,000 

120 

90,000 

70,000 

120 

60,000 

35,000 

120 

90,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

35,000 

120 

90,000 

50,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

90,000 

50,000 

120 

60,000 

35,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.014 

0.014 

0.017 

0.023 

- 

- 

0.094 

0.094 

0.022 

0.022 

0.050 

0.056 

0.025 

0.025 

0.149 

0.166 

0.036 

0.036 

0.105 

0.111 

0.043 

0.043 

0.034 

0.040 

0.022 

0.022 

0.008 

0.008 

0.007 

0.007 

0.007 

0.007 

0.014 

0.014 

0.094 

0.111 

0.084 

0.084 

0.134 

0.134 

0.344 

0.344 

0.017 

0.017 

0.025 

0.025 

- 

- 

0.029 

0.029 

0.101 

0.101 

0.202 

0.202 

0.021 

0.021 

0.063 

0.063 

0.006 

0.006 

0.067 

0.067 

0.025 

0.025 


0.008 

0.008 

0.017 

0.017 

0.097 

0.097 

0.004 

0.004 

0.054 

0.054 


0.025 

0.025 

0.034 

0.034 


0.118 

0.118 

0.134 

0.134 


0.017 

0.017 

0.084 

0.084 

0.004 

0.004 

0.510 

0.510 

0.038 

0.038 











































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


09004034 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Kheri 

0826000703220400 

1.769 

Fresh 

Khoontgarh 

0829001203725700 

2.864 

Fresh 


Bhojaton Ka Ora 


Bodigama Bara 


Bokarsel 


Type of Area (Command / N< 
command) 



Lalpura 

0829001203726200 

1.500 

Fresh 

Leekniya 

0826000703221300 

5.327 

Fresh 

Lodi Mandvi 

0826000703217300 

7.472 

Fresh 

Lodiya 

0826000703220100 

7.614 

Fresh 

Magri 

0829001203725900 

1.626 

Fresh 


Jakham 


Non-command 


Jakham 


Non-command 


Non-command 


Jakham 


Jakham 


Jakham 


Non-command 



Mandvi 

0826000703217200 

8.796 

Fresh 

Mangrol 

0826000703220500 

1.971 

Fresh 

Mehandi Kheri 

0829001203732000 

6.656 

Fresh 


Jakham 


Jakham 


Jakham 


Non-command 



Miyala 

0826000703219200 

2.157 

Fresh 

Mugana 

0826000703219400 

3.835 

Fresh 

Nar 

0826000703220000 

14.856 

Fresh 


Pandawa 

0829001203740100 

4.379 

Fresh 

Rampuriya 

0829001203732300 

5.404 

Fresh 

Ranpur 

0829001203725300 

8.298 

Fresh 

Sarondiya 

0828000103376500 

3.811 

Fresh 

Sewanagar 

0826000703219100 

1.091 

Fresh 

Shakarkand 

0826000703221400 

4.777 

Fresh 



Ujar Khera 

0826000703221800 

0.215 

Fresh 

Akhepur 

0827000303334500 

2.516 

Fresh 

Bankora 

0827000203321500 

8.736 

Fresh 


Bara Hathai 

0827000103313600 

4.050 

Fresh 

Barliya 

0827000203321900 

3.507 

Fresh 



Beekasor 

0827000103314000 

3.120 

Fresh 

Bhachriya 

0827000303335300 

0.733 

Fresh 


Bhasor 

0827000303334100 

7.322 

Fresh 

Bhatwara 

0827000203323200 

3.895 

Fresh 



0827000203326300 

12.010 

Fresh 

0827000203326400 

9.098 

Fresh 

0827000203320700 

3.828 

Fresh 


Jakham 


Jakham 


Jakham 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Jakham 


Jakham 


Non-command 


Jakham 


Non-command 


Non-command 


Non-command 


Non-command 


Som Kamla Amba 


Non-command 


Non-command 


Som Kamla Amba 


Non-command 


Som Kamla Amba 


Non-command 


Non-command 


Som Kamla Amba 


Non-command 


Non-command 


Som Kamla Amba 


Non-command 


Som Kamla Amba 


Non-command 


Som Kamla Amba 


Som Kamla Amba 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Gneisses(B.G.C.) 

1.769 

Non-command 

Deccan Traps 

1.229 

Non-command 

Gneisses(B.G.C.) 

1.518 

Command 

Gneisses(B.G.C.) 

1.293 

Non-command 

Gneisses(B.G.C.) 

1.223 

Non-command 

Deccan Traps 

1.163 

Command 

Gneisses(B.G.C.) 

5.327 

Command 

Gneisses(B.G.C.) 

0.565 

Command 

Gneisses(B.G.C.) 

7.614 

Non-command 

Deccan Traps 

1.351 

Non-command 

Gneisses(B.G.C.) 

0.275 

Non-command 

Deccan Traps 

0.618 

Non-command 

Gneisses(B.G.C.) 

1.950 

Command 

Gneisses(B.G.C.) 

0.003 

Command 

Gneisses(B.G.C.) 

1.971 

Command 

Gneisses(B.G.C.) 

1.359 

Non-command 

Deccan Traps 

0.173 

Non-command 

Gneisses(B.G.C.) 

4.740 

Command 

Gneisses(B.G.C.) 

0.216 

Command 

Gneisses(B.G.C.) 

3.835 

Command 

Gneisses(B.G.C.) 

11.353 

Non-command 

Gneisses(B.G.C.) 

0.796 

Non-command 

Gneisses(B.G.C.) 

0.417 

Non-command 

Deccan Traps 

3.251 

Non-command 

Deccan Traps 

0.183 

Non-command 

Gneisses(B.G.C.) 

0.019 

Command 

Gneisses(B.G.C.) 

0.669 

Command 

Gneisses(B.G.C.) 

4.254 

Non-command 

Gneisses(B.G.C.) 

0.523 

Command 

Gneisses(B.G.C.) 

0.502 

Non-command 

Gneisses(B.G.C.) 

0.093 

Non-command 

Gneisses(B.G.C.) 

0.151 

Non-command 

Phyllite & Schist 

2.516 

Non-command 

Phyllite & Schist 

7.722 

Command 

Phyllite & Schist 

0.989 

Non-command 

Phyllite & Schist 

1.022 

Non-command 

Phyllite & Schist 

1.717 

Command 

Phyllite & Schist 

1.790 

Non-command 

Phyllite & Schist 

2.170 

Command 

Phyllite & Schist 

6.580 

Non-command 

Gneisses(B.G.C.) 

2.779 

Non-command 

Phyllite & Schist 

0.044 

Command 

Phyllite & Schist 

0.689 

Non-command 

Phyllite & Schist 

7.322 

Non-command 

Phyllite & Schist 

0.707 

Command 

Phyllite & Schist 

3.187 

Non-command 

Phyllite & Schist 

3.115 

Command 

Phyllite & Schist 

2.716 

Non-command 

Gneisses(B.G.C.) 

0.032 

Non-command 

Phyllite & Schist 

0.989 

Command 

Phyllite & Schist 

12.010 

Command 

Phyllite & Schist 

8.455 

Non-command 

Gneisses(B.G.C.) 

3.727 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

60,000 

35,000 

120 

90,000 

50,000 

120 

90,000 

50,000 

120 

90,000 

50,000 

120 

60,000 

35,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

35,000 

120 

90,000 

50,000 

120 

60,000 

35,000 

120 

90,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

50,000 

120 

60,000 

35,000 

120 

90,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

50,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

60,000 

35,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

60,000 

35,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

60,000 

40,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.185 

0.185 

0.021 

0.021 

0.042 

0.042 

0.078 

0.078 

0.072 

0.072 

0.050 

0.050 

0.134 

0.134 

0.008 

0.008 

0.168 

0.168 

0.088 

0.088 

0.024 

0.024 

0.008 

0.008 

0.030 

0.030 

- 

- 

0.134 

0.134 

0.006 

0.006 

- 

- 

0.024 

0.024 

0.017 

0.017 

1.058 

1.090 

0.344 

0.344 

0.025 

0.025 

0.024 

0.024 

0.080 

0.080 



0.067 

0.067 

0.227 

0.227 

0.025 

0.025 

0.076 

0.076 

0.017 

0.017 

0.017 

0.017 

0.029 

0.029 

0.540 

0.540 

0.072 

0.072 

0.021 

0.021 

0.065 

0.065 

0.072 

0.072 

0.151 

0.151 

0.468 

0.468 

0.072 

0.072 

- 

- 

0.010 

0.010 

0.163 

0.163 

0.022 

0.022 

0.094 

0.094 

0.151 

0.151 

0.137 

0.137 

- 

- 

0.034 

0.034 

0.158 

0.158 

0.137 

0.137 

0.110 

0.110 





























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Gara Eklingji 


Gara Kumhariya 


Type of Area (Command / N< 
command) 



Chack Pawan 

0827000203325700 

2.757 

Fresh 

Chundiyawara 

0827000203320500 

5.280 

Fresh 



Damorwara 

0827000303336600 

1.255 

Fresh 

Dhani Barwa 

0827000303334300 

2.596 

Fresh 



Dhani Danji 

0827000203321200 

0.743 

Fresh 

Dhani Dhoondha 

0827000203321100 

0.546 

Fresh 


Som Kamla Amba 


Non-command 


Som Kamla Amba 


Non-command 


Non-command 


Som Kamla Amba 


Non-command 


Non-command 



Dhani Hathai 

0827000103313900 

0.947 

Fresh 

Dhani Talab 

0827000203321300 

2.483 

Fresh 

Dhatana 

0827000203318400 

10.041 

Fresh 

Doli 

0827000303334600 

2.553 

Fresh 

Forest 

0827000327900018 

11.812 

Fresh 

Galiyana 

0827000203321600 

3.391 

Fresh 


Gameerpura 

0827000203321000 

2.570 

Fresh 

Gamri Devki 

0827000303334400 

2.800 

Fresh 


0827000203323500 


0827000203322000 


2.603 Fresh 


3.100 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Som Kamla Amba 


Non-command 


Non-command 


Som Kamla Amba 


Non-command 


Som Kamla Amba 


Non-command 


Gara Siyaliya 

0827000203321800 

3.563 

Fresh 

Gara Vasan 

0827000303335100 

3.206 

Fresh 


Garhi Nawalsingh 


Garhmaiyariya 


Jhankri 


Jhariyana 


Jogiwara 


Kabja 


Kaloo Gamra 


0827000203322100 


1.679 Fresh 


Som Kamla Amba 


Non-command 


Som Kamla Amba 


Non-command 



0827000203322600 


3.225 Fresh 


Som Kamla Amba 


Non-command 



Ghanta 

0827000203320900 

0.757 

Fresh 

Ghatra 

0827000203326600 

9.277 

Fresh 



Gyanpur 

0827000303334200 

2.659 

Fresh 

Jaspurjapka 

0827000203322400 

2.536 

Fresh 



0827000303334900 

1.441 

Fresh 

0827000203325400 

6.399 

Fresh 

0827000103314900 

0.738 

Fresh 

0827000203328700 

4.797 

Fresh 

0827000203325600 

5.504 

Fresh 

0827000103314100 

2.500 

Fresh 




0827000303335700 

3.378 

Fresh 


Non-command 


Non-command 


Som Kamla Amba 


Non-command 


Som Kamla Amba 


Non-command 


Non-command 


Som Kamla Amba 


Non-command 


Som Kamla Amba 


Non-command 


Som Kamla Amba 


Som Kamla Amba 


Non-command 


Non-command 


Som Kamla Amba 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

0.043 

Command 

Phyllite & Schist 

2.757 

Non-command 

Phyllite & Schist 

5.246 

Command 

Phyllite & Schist 

0.034 

Non-command 

Phyllite & Schist 

1.158 

Non-command 

Phyllite & Schist 

2.458 

Command 

Phyllite & Schist 

0.011 

Non-command 

Phyllite & Schist 

0.743 

Non-command 

Gneisses(B.G.C.) 

0.072 

Non-command 

Phyllite & Schist 

0.474 

Non-command 

Gneisses(B.G.C.) 

0.074 

Non-command 

Phyllite & Schist 

2.483 

Non-command 

Phyllite & Schist 

0.060 

Non-command 

Phyllite & Schist 

2.553 

Non-command 

Phyllite & Schist 

2.661 

Non-command 

Phyllite & Schist 

0.308 

Command 

Phyllite & Schist 

3.082 

Non-command 

Phyllite & Schist 

2.570 

Non-command 

Phyllite & Schist 

2.792 

Command 

Phyllite & Schist 

0.008 

Non-command 

Phyllite & Schist 

0.036 

Command 

Phyllite & Schist 

1.505 

Non-command 

Gneisses(B.G.C.) 

1.523 

Non-command 

Phyllite & Schist 

1.577 

Command 

Phyllite & Schist 

3.563 

Non-command 

Phyllite & Schist 

3.197 

Command 

Phyllite & Schist 

0.009 

Non-command 

Gneisses(B.G.C.) 

1.403 

Non-command 

Phyllite & Schist 

0.268 

Command 

Gneisses(B.G.C.) 

0.004 

Non-command 

Gneisses(B.G.C.) 

0.015 

Non-command 

Phyllite & Schist 

2.364 

Command 

Gneisses(B.G.C.) 

0.027 

Command 

Phyllite & Schist 

0.697 

Non-command 

Gneisses(B.G.C.) 

0.641 

Non-command 

Phyllite & Schist 

2.050 

Non-command 

Phyllite & Schist 

0.757 

Non-command 

Phyllite & Schist 

0.356 

Command 

Phyllite & Schist 

4.418 

Non-command 

Phyllite & Schist 

1.938 

Command 

Phyllite & Schist 

2.161 

Non-command 

Phyllite & Schist 

2.659 

Non-command 

Phyllite & Schist 

1.741 

Command 

Phyllite & Schist 

0.736 

Non-command 

Phyllite & Schist 

1.441 

Command 

Phyllite & Schist 

6.399 

Non-command 

Phyllite & Schist 

0.158 

Command 

Phyllite & Schist 

2.259 

Command 

Phyllite & Schist 

5.504 

Non-command 

Gneisses(B.G.C.) 

2.290 

Non-command 

Phyllite & Schist 

0.209 

Non-command 

Phyllite & Schist 

1.096 

Command 

Phyllite & Schist 

1.570 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

60,000 

35,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

35,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

60,000 

35,000 

120 

70,000 

40,000 

120 

70,000 

40,000 



0.029 

0.029 

0.374 

0.374 



0.007 

0.007 

0.014 

0.014 

0.158 

0.158 



0.022 

0.022 

0.187 

0.187 

0.036 

0.036 

0.178 

0.178 



0.115 

0.115 

0.034 

0.034 

0.050 

0.050 

0.036 

0.036 

0.005 

0.005 



0.014 

0.014 

0.048 

0.048 

0.113 

0.113 

0.094 

0.094 

0.007 

0.007 

0.072 

0.072 

- 

! 

- 

- | 

0.029 

0.029 

0.209 

0.209 

0.086 

0.086 

0.010 

0.010 

0.338 

0.338 

0.004 

0.004 

0.029 

0.029 

0.216 

0.216 

0.078 

0.078 

0.004 

0.004 

0.014 

0.014 

0.019 

0.019 




































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


0.728 Fresh 


8.284 Fresh 



Karada 

0827000303334700 

6.374 

Fresh 

Karada Kawara 

0827000303334800 

1.066 

Fresh 

Kariyana 

0827000303335200 

6.593 

Fresh 


Katarwa 


0827000203318900 


3.128 Fresh 


Non-command 


Non-command 


Non-command 


Som Kamla Amba 


Non-command 


Katisor 

0827000203325900 

8.925 

Fresh 

Kesharpura 

0827000303336500 

1.828 

Fresh 

Khaleel 

0827000203322300 

5.048 

Fresh 


Som Kamla Amba 


Non-command 


Non-command 


Khemela 

0827000303333900 

1.697 

Fresh 

Khera Aspur 

0827000203323600 

3.647 

Fresh 


Khera Samor 

0827000203320400 

3.564 

Fresh 

Kheriya 

0827000303334000 

1.604 

Fresh 

Khermal 

0827000203319000 

2.066 

Fresh 

Khokhra 

0827000303337800 

1.877 

Fresh 

Kokapur 

0827000303337600 

1.461 

Fresh 

Kol Khanda Khas 

0827000103314600 

5.844 

Fresh 

Kol Khanda Pal 

0827000103314700 

12.224 

Fresh 

Kubera 

0827000103315000 

1.051 

Fresh 

Lapaniya 

0827000203325800 

1.070 

Fresh 

Leelwasa 

0827000203322500 

3.057 

Fresh 

Leemri 

0827000203325100 

3.942 

Fresh 

Lokiya Ban Kora 

0827000203321400 

3.943 

Fresh 

Mai 

0827000203325500 

6.610 

Fresh 

Malapa 

0827000203322900 

1.790 

Fresh 

Masana 

0827000203318700 

5.783 

Fresh 


Non-command 


Non-command 


Som Kamla Amba 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Som Kamla Amba 


Som Kamla Amba 


Non-command 


Non-command 


Som Kamla Amba 


Som Kamla Amba 


Non-command 


Math Jhariyana 

0827000203323100 

3.227 

Fresh 

Mowai 

0827000203322200 

1.130 

Fresh 


Som Kamla Amba 


Non-command 



Nava Tapra 

0827000303336300 

1.682 

Fresh 

Nawa Gaon 

0827000203326000 

4.581 

Fresh 


Nawagaon Babaji 

0827000203323000 

1.926 

Fresh 

Nayagaon Punali 

0827000103314300 

1.763 

Fresh 

Nihalpura 

0827000203322800 

2.448 

Fresh 

Pachlasa Bara 

0827000203325200 

10.967 

Fresh 



Pada 

0827000303335400 

0.284 

Fresh 

Padardi Bari 

0827000303335800 

7.007 

Fresh 



Non-command 


Non-command 


Som Kamla Amba 


Som Kamla Amba 


Non-command 


Som Kamla Amba 


Non-command 


Som Kamla Amba 


Non-command 


Som Kamla Amba 


Som Kamla Amba 


Non-command 


Som Kamla Amba 


Non-command 


Som Kamla Amba 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

0.101 

Non-command 

Phyllite & Schist 

0.627 

Non-command 

Gneisses(B.G.C.) 

0.830 

Non-command 

Phyllite & Schist 

7.272 

Non-command 

Phyllite & Schist 

6.374 

Non-command 

Phyllite & Schist 

1.066 

Non-command 

Phyllite & Schist 

5.264 

Command 

Phyllite & Schist 

1.246 

Non-command 

Gneisses(B.G.C.) 

0.667 

Non-command 

Phyllite & Schist 

1.709 

Command 

Phyllite & Schist 

8.925 

Non-command 

Phyllite & Schist 

1.638 

Non-command 

Gneisses(B.G.C.) 

4.473 

Non-command 

Phyllite & Schist 

0.576 

Non-command 

Phyllite & Schist 

0.384 

Non-command 

Phyllite & Schist 

0.160 

Command 

Phyllite & Schist 

2.120 

Non-command 

Phyllite & Schist 

2.538 

Non-command 

Phyllite & Schist 

1.303 

Non-command 

Phyllite & Schist 

2.066 

Non-command 

Phyllite & Schist 

0.061 

Non-command 

Phyllite & Schist 

0.614 

Non-command 

Phyllite & Schist 

5.561 

Non-command 

Phyllite & Schist 

11.436 

Non-command 

Phyllite & Schist 

0.275 

Command 

Phyllite & Schist 

1.070 

Command 

Phyllite & Schist 

3.057 

Non-command 

Phyllite & Schist 

1.032 

Non-command 

Phyllite & Schist 

3.893 

Command 

Phyllite & Schist 

6.610 

Command 

Phyllite & Schist 

1.790 

Non-command 

Gneisses(B.G.C.) 

0.048 

Non-command 

Phyllite & Schist 

0.004 

Command 

Phyllite & Schist 

3.227 

Non-command 

Gneisses(B.G.C.) 

0.002 

Non-command 

Phyllite & Schist 

0.091 

Command 

Gneisses(B.G.C.) 

0.055 

Command 

Phyllite & Schist 

0.983 

Non-command 

Phyllite & Schist 

0.040 

Non-command 

Phyllite & Schist 

1.240 

Command 

Phyllite & Schist 

3.341 

Command 

Phyllite & Schist 

1.926 

Non-command 

Phyllite & Schist 

1.763 

Command 

Phyllite & Schist 

2.448 

Non-command 

Phyllite & Schist 

6.362 

Command 

Phyllite & Schist 

1.912 

Non-command 

Phyllite & Schist 

1.275 

Command 

Phyllite & Schist 

9.882 

Command 

Phyllite & Schist 

0.284 

Non-command 

Phyllite & Schist 

3.844 

Command 

Phyllite & Schist 

0.751 

Non-command 

Phyllite & Schist 

0.318 

Command 

Phyllite & Schist 

5.075 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

70,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

40,000 

120 

80,000 

60,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

70,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

60,000 

35,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.010 

0.010 

0.079 

0.079 

0.014 

0.014 

0.209 

0.209 

0.240 

0.240 

0.034 

0.034 

0.202 

0.202 

0.048 

0.048 

0.019 

0.019 

0.079 

0.079 

0.324 

0.324 

0.014 

0.014 

0.110 

0.110 

0.022 

0.022 

- 

- j 

0.007 

0.007 

0.058 

0.068 

0.101 

0.101 

0.010 

0.010 

0.144 

0.144 

- 

- 

0.077 

0.077 

0.286 

0.286 

0.076 

0.076 

0.004 

0.004 

0.050 

0.050 

0.238 

0.238 

0.058 

0.058 

0.425 

0.425 

0.382 

0.382 

0.014 

0.014 



0.007 

0.007 

0.005 

0.005 

0.108 

0.108 

- 

- | 

0.014 

0.014 

0.036 

0.036 

0.036 

0.036 

0.101 

0.101 

0.058 

0.058 

0.022 

0.032 

0.007 

0.007 

0.029 

0.029 

0.194 

0.194 

0.077 

0.077 

0.125 

0.125 

0.024 

0.024 

- 

- ! 

0.029 

0.029 






























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Padwa 

0827000303337500 

10.104 

Fresh 

Palthoor 

0827000203320600 

3.876 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Pan Talai 

0827000303337400 

1.805 

Fresh 

Parda Thoor 

0827000203318800 

2.041 

Fresh 


Non-command 


Non-command 


Patli 

0827000103313500 

5.774 

Fresh 

Pindawal 

0827000203328600 

10.067 

Fresh 

Punali 

0827000103314500 

8.546 

Fresh 

Punjpur 

0827000203322700 

9.460 

Fresh 

Raiki 

0827000203325000 

5.060 

Fresh 

Rama 

0827000103314800 

1.541 

Fresh 

Ramgarh 

0827000203318500 

4.917 

Fresh 


Non-command 


Som Kamla Amba 


Non-command 


Som Kamla Amba 


Non-command 


Non-command 


Non-command 


09004035 


09004036 


Rampur 


Rayna 


0827000303335000 


0827000203321700 


0.996 Fresh 


2.570 Fresh 


Sakani 

0827000203319200 

5.245 

Fresh 

Samaliya 

0827000303337300 

4.145 

Fresh 

Saroda 

0827000303336400 

6.259 

Fresh 

Surela 

0827000303333800 

4.127 

Fresh 

Talora 

0827000203326500 

6.185 

Fresh 

Teetwa 

0827000303339100 

2.305 

Fresh 

Usmaniya 

0827000203326200 

6.074 

Fresh 



Varaghoriya 

0827000203320200 

4.145 

Fresh 

Vasundar Bari 

0827000203320100 

1.708 

Fresh 



Andok 

0828000503523100 

3.475 

Fresh 

Bassi 

0828000503523300 

9.690 

Fresh 

Bhanwarda 

0828000503522800 

3.905 

Fresh 

Bhoori Para 

0828000503521900 

4.697 

Fresh 

Bhoraj 

0828000503522700 

0.841 

Fresh 

Chorbar 

0828000503523800 

3.481 

Fresh 

Dholka Nai 

0828000503523200 

4.529 

Fresh 

Haloopara 

0828000503523000 

0.884 

Fresh 

Khana Para 

0828000503522500 

1.351 

Fresh 

Khankhariya 

0828000503522000 

4.162 

Fresh 

Kotri 

0828000503522400 

4.728 

Fresh 

Orwa 

0828000503522900 

2.264 

Fresh 

Roopgarh 

0828000503523400 

6.418 

Fresh 

Sundri Para 

0828000503522600 

3.933 

Fresh 

Taraliya 

0828000503521800 

3.408 

Fresh 

Amargun 

0828000303438200 

0.621 

Fresh 

Ambapara 

0828000303442900 

1.061 

Fresh 

Bagpura 

0828000303442500 

0.243 

Fresh 

Bhatiya 

0828000303442600 

0.991 

Fresh 

Chandra Road 

0828000303438100 

1.920 

Fresh 


Non-command 


Som Kamla Amba 


Non-command 


Som Kamla Amba 


Non-command 


Non-command 


Non-command 


Non-command 


Som Kamla Amba 


Non-command 


Non-command 


Som Kamla Amba 


Non-command 


Som Kamla Amba 


Non-command 


Non-command 


Som Kamla Amba 


Non-command 


Som Kamla Amba 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

10.070 

Non-command 

Gneisses(B.G.C.) 

1.989 

Non-command 

Phyllite & Schist 

1.784 

Non-command 

Phyllite & Schist 

0.652 

Non-command 

Gneisses(B.G.C.) 

1.832 

Non-command 

Phyllite & Schist 

0.209 

Non-command 

Phyllite & Schist 

2.882 

Command 

Phyllite & Schist 

1.545 

Non-command 

Phyllite & Schist 

3.245 

Command 

Phyllite & Schist 

9.460 

Non-command 

Phyllite & Schist 

0.018 

Non-command 

Phyllite & Schist 

0.006 

Non-command 

Gneisses(B.G.C.) 

0.027 

Non-command 

Phyllite & Schist 

0.703 

Non-command 

Phyllite & Schist 

0.794 

Command 

Phyllite & Schist 

0.202 

Non-command 

Phyllite & Schist 

0.083 

Command 

Phyllite & Schist 

2.488 

Non-command 

Phyllite & Schist 

0.438 

Non-command 

Phyllite & Schist 

0.246 

Non-command 

Phyllite & Schist 

0.649 

Non-command 

Phyllite & Schist 

2.666 

Command 

Phyllite & Schist 

0.977 

Non-command 

Phyllite & Schist 

0.337 

Non-command 

Phyllite & Schist 

1.072 

Command 

Phyllite & Schist 

5.002 

Non-command 

Phyllite & Schist 

0.028 

Command 

Phyllite & Schist 

6.045 

Non-command 

Phyllite & Schist 

0.555 

Non-command 

Phyllite & Schist 

1.580 

Command 

Phyllite & Schist 

0.014 

Non-command 

Phyllite & Schist 

2.592 

Command 

Phyllite & Schist 

0.754 

Non-command 

Deccan Traps 

3.475 

Non-command 

Deccan Traps 

6.572 

Non-command 

Deccan Traps 

2.652 

Non-command 

Deccan Traps 

1.340 

Non-command 

Deccan Traps 

0.468 

Non-command 

Deccan Traps 

0.346 

Non-command 

Deccan Traps 

4.529 

Non-command 

Deccan Traps 

0.278 

Non-command 

Deccan Traps 

0.273 

Non-command 

Deccan Traps 

0.202 

Non-command 

Deccan Traps 

0.270 

Non-command 

Deccan Traps 

0.012 

Non-command 

Deccan Traps 

2.214 

Non-command 

Deccan Traps 

3.660 

Non-command 

Deccan Traps 

0.144 

Non-command 

Deccan Traps 

0.621 

Non-command 

Deccan Traps 

0.375 

Non-command 

Deccan Traps 

0.243 

Non-command 

Deccan Traps 

0.991 

Non-command 

Deccan Traps 

1.920 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

70,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

35,000 

120 

80,000 

60,000 

120 

60,000 

35,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

80,000 

60,000 

120 

70,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.394 


0.043 


0.058 


0.010 


0.139 


0.022 


0.067 


0.029 


0.113 


0.583 




0.050 

0.050 

0.010 

0.010 

0.005 

0.005 


0.108 

0.108 

0.029 

0.029 

0.019 

0.019 

0.043 

0.043 

0.019 

0.019 

0.007 

0.007 

0.014 

0.014 

0.014 

0.014 

0.058 

0.058 


0.106 

0.106 

0.014 

0.014 

0.151 

0.151 


0.094 

0.094 

0.029 

0.029 

0.025 

0.025 

0.193 

0.301 

0.025 

0.025 



0.025 

0.025 

0.034 

0.034 

0.025 

0.025 

0.034 

0.034 

0.050 

0.050 






























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


09004037 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Chhaliyawar 

0828000303429300 

1.860 

Fresh 

Danakshari 

0828000303437600 

4.313 

Fresh 

Danpur 

0828000303443300 

13.066 

Fresh 

Doongra 

0828000303429000 

2.996 

Fresh 

Gagarwa 

0828000303428700 

5.920 

Fresh 

Garh 

0828000303441600 

1.239 

Fresh 

Gopalpuri 

0828000303441900 

1.692 

Fresh 

Harnathpura 

0828000303440900 

0.867 

Fresh 

Hiriya Garhi 

0828000303441500 

2.734 

Fresh 

Jhamliya 

0828000303428300 

1.723 

Fresh 

Jhanjhiyamal 

0828000303441700 

2.439 

Fresh 

Jhuwa 

0828000303442400 

1.709 

Fresh 

Kala Khet 

0828000303438300 

4.963 

Fresh 

Kanpuri 

0828000303429100 

2.841 

Fresh 

Katumbi 

0828000303437800 

11.287 

Fresh 

Khajuri 

0828000303428400 

7.699 

Fresh 

Khalda 

0828000303428100 

4.523 

Fresh 

Khanpura 

0828000303438400 

2.695 

Fresh 

Kherdi 

0828000303428000 

1.737 

Fresh 

Khuntdiya 

0828000303442300 

1.508 

Fresh 

Kundli Para 

0828000303437900 

1.233 

Fresh 

Kuntabari 

0828000303428500 

3.409 

Fresh 

Lambi Sadar 

0828000303440700 

1.761 

Fresh 

Mahuri Khera 

0828000303442200 

2.218 

Fresh 

Manpuri 

0828000303443200 

2.033 

Fresh 

Margali 

0828000303442000 

1.662 

Fresh 

Muliya 

0828000303438000 

3.029 

Fresh 

Nadiya 

0828000303456800 

17.680 

Fresh 

Nagakhali 

0828000303437700 

2.735 

Fresh 

Pada 

0828000303427800 

1.630 

Fresh 

Patinagra 

0828000303429400 

2.137 

Fresh 

Peepli Para 

0828000303443400 

5.481 

Fresh 

Phephar 

0828000303443500 

13.791 

Fresh 

Ramgarh 

0828000303427700 

3.980 

Fresh 

Salrapara 

0828000303442700 

7.946 

Fresh 

Sarwan 

0828000303443600 

11.350 

Fresh 

Sarwani 

0828000303442800 

3.204 

Fresh 

Siyari 

0828000303428200 

3.017 

Fresh 

Tamtiya 

0828000303443100 

1.867 

Fresh 

Tejpur 

0828000303428900 

33.242 

Fresh 

Theekariya 

0828000303429200 

3.033 

Fresh 

Tilgari 

0828000303438500 

5.119 

Fresh 

Umripara 

0828000303442100 

2.151 

Fresh 

Wagtalab 

0828000303441800 

3.172 

Fresh 

Ajwaji Ka Gara 

0828000103389000 

2.664 

Fresh 

Amarpura 

0828000103377800 

1.144 

Fresh 

Amarthoon 

0828000103394700 

4.143 

Fresh 


Type of Area (Command / N< 
command) 


Antkaliya 

0828000103393700 

2.563 

Fresh 

Badana 

0828000103387700 

12.102 

Fresh 

Badanpura 

0828000103389600 

1.522 

Fresh 


( 6 ) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 



Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Deccan Traps 

1.782 

Non-command 

Deccan Traps 

3.278 

Non-command 

Deccan Traps 

12.885 

Non-command 

Deccan Traps 

2.996 

Non-command 

Deccan Traps 

0.738 

Non-command 

Deccan Traps 

0.279 

Non-command 

Deccan Traps 

1.692 

Non-command 

Deccan Traps 

0.100 

Non-command 

Deccan Traps 

0.007 

Non-command 

Deccan Traps 

1.723 

Non-command 

Deccan Traps 

2.341 

Non-command 

Deccan Traps 

1.709 

Non-command 

Deccan Traps 

4.963 

Non-command 

Deccan Traps 

2.841 

Non-command 

Deccan Traps 

9.484 

Non-command 

Deccan Traps 

7.647 

Non-command 

Deccan Traps 

3.386 

Non-command 

Deccan Traps 

2.695 

Non-command 

Deccan Traps 

0.564 

Non-command 

Deccan Traps 

1.508 

Non-command 

Deccan Traps 

1.232 

Non-command 

Deccan Traps 

1.585 

Non-command 

Deccan Traps 

0.190 

Non-command 

Deccan Traps 

2.213 

Non-command 

Deccan Traps 

2.033 

Non-command 

Deccan Traps 

1.662 

Non-command 

Deccan Traps 

3.029 

Non-command 

Deccan Traps 

0.011 

Non-command 

Deccan Traps 

2.670 

Non-command 

Deccan Traps 

1.201 

Non-command 

Deccan Traps 

0.784 

Non-command 

Deccan Traps 

5.481 

Non-command 

Deccan Traps 

11.100 

Non-command 

Deccan Traps 

0.044 

Non-command 

Deccan Traps 

7.946 

Non-command 

Deccan Traps 

10.211 

Non-command 

Deccan Traps 

3.201 

Non-command 

Deccan Traps 

1.387 

Non-command 

Deccan Traps 

1.020 

Non-command 

Deccan Traps 

5.474 

Non-command 

Deccan Traps 

3.033 

Non-command 

Deccan Traps 

1.514 

Non-command 

Deccan Traps 

2.151 

Non-command 

Deccan Traps 

3.155 

Command 

Gneisses(B.G.C.) 

2.664 

Command 

Phyllite & Schist 

0.000 

Command 

Gneisses(B.G.C.) 

1.421 

Non-command 

Gneisses(B.G.C.) 

2.722 

Command 

Gneisses(B.G.C.) 

2.563 

Command 

Gneisses(B.G.C.) 

11.974 

Command 

Gneisses(B.G.C.) 

1.503 

Command 

Phyllite & Schist 

0.016 

Non-command 

Gneisses(B.G.C.) 

0.003 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.059 


0.059 


0.168 




0.008 

0.008 

0.017 

0.017 

0.008 

0.008 



0.008 

0.008 

0.034 

0.045 

0.042 

0.042 



0.084 

0.084 

0.017 

0.017 

- 

- 

0.008 

0.008 

0.017 

0.017 

0.034 

0.034 

0.017 

0.017 

0.109 

0.109 



0.025 

0.025 

0.025 

0.025 

0.118 

0.140 


0.034 

0.077 

0.512 

0.566 

0.101 

0.101 


0.017 

0.017 

0.101 

0.101 

0.017 

0.017 

0.008 

0.008 

0.008 

0.008 

0.084 

0.084 

0.017 

0.017 


0.042 

0.042 

0.084 

0.084 





















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Badliya 

0828000103383500 

1.376 

Fresh 

Baman Parda 

0828000103382400 

3.870 

Fresh 


Chokri 


Ganeshpura 


Garda 


Garjiya Magra 


Garnawat 


Ghatol 


Type of Area (Command / N< 
command) 


Bargun 

0828000103394900 

9.540 

Fresh 

Baroda 

0828000103386600 

1.795 

Fresh 


( 6 ) 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 



Bassi Ada 

0828000103387800 

5.287 

Fresh 

Bhagoron Ka Khera 

0828000103390800 

2.226 

Fresh 

Bhamar Bor 

0828000103394600 

3.854 

Fresh 


Bijor 

0828000103393400 

1.778 

Fresh 

Borda 

0828000103382300 

5.739 

Fresh 

Budha 

0828000103388500 

2.812 

Fresh 

Chanda Kheri 

0828000103394000 

1.624 

Fresh 

Chanduji Ka Gara 

0828000103394100 

2.828 

Fresh 

Charda 

0828000103393100 

4.725 

Fresh 


0828000103386800 


2.343 Fresh 


Dagal 

0828000103378100 

5.304 

Fresh 

Daulat Singh Ka G 

0828000103393800 

2.762 

Fresh 

Delwara Lokiya 

0828000103378200 

8.426 

Fresh 

Delwara Rawana 

0828000103378300 

3.409 

Fresh 

Dewada 

0828000103388900 

4.309 

Fresh 

Dharma 

0828000103387400 

2.745 

Fresh 

Doki Khera 

0828000103392500 

0.816 

Fresh 

Doodka 

0828000103378500 

1.370 

Fresh 


0828000103383000 

1.560 

Fresh 

0828000103402100 

1.861 

Fresh 

0828000103386900 

1.294 

Fresh 

0828000103378400 

1.788 

Fresh 

0828000103387000 

1.414 

Fresh 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 



0828000103394500 

3.973 

Fresh 

0828000103389400 

15.227 

Fresh 


Ghotiya 

0828000103388800 

5.488 

Fresh 

Goli Yawara 

0828000103390200 

2.141 

Fresh 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Gorchha 

0828000103403400 

7.882 

Fresh 

Hangara 

0828000103390500 

1.342 

Fresh 

Harenji Ka Khera 

0828000103383400 

1.424 

Fresh 

Haron 

0828000103389200 

1.752 

Fresh 

Hawri 

0828000103389700 

1.617 

Fresh 


Hilej 


Himmat Singh Ka G 


Non-command 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 



0828000103390900 


0828000103387200 


1.820 Fresh 


2.542 Fresh 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

0.007 

Command 

Gneisses(B.G.C.) 

3.705 

Command 

Phyllite & Schist 

0.148 

Non-command 

Gneisses(B.G.C.) 

0.414 

Command 

Gneisses(B.G.C.) 

0.167 

Command 

Phyllite & Schist 

0.001 

Non-command 

Gneisses(B.G.C.) 

1.477 

Non-command 

Phyllite & Schist 

0.149 

Command 

Gneisses(B.G.C.) 

0.006 

Non-command 

Phyllite & Schist 

0.172 

Command 

Gneisses(B.G.C.) 

3.853 

Non-command 

Gneisses(B.G.C.) 

0.001 

Command 

Gneisses(B.G.C.) 

1.778 

Command 

Gneisses(B.G.C.) 

3.567 

Command 

Gneisses(B.G.C.) 

0.001 

Command 

Gneisses(B.G.C.) 

1.574 

Command 

Gneisses(B.G.C.) 

2.828 

Command 

Gneisses(B.G.C.) 

4.709 

Non-command 

Gneisses(B.G.C.) 

0.015 

Command 

Gneisses(B.G.C.) 

1.725 

Command 

Phyllite & Schist 

0.618 

Command 

Phyllite & Schist 

0.232 

Command 

Gneisses(B.G.C.) 

2.153 

Command 

Phyllite & Schist 

8.405 

Command 

Phyllite & Schist 

3.303 

Command 

Gneisses(B.G.C.) 

4.309 

Command 

Gneisses(B.G.C.) 

2.745 

Non-command 

Phyllite & Schist 

0.816 

Command 

Gneisses(B.G.C.) 

0.021 

Command 

Phyllite & Schist 

0.066 

Command 

Phyllite & Schist 

1.560 

Non-command 

Gneisses(B.G.C.) 

0.011 

Command 

Gneisses(B.G.C.) 

1.294 

Command 

Phyllite & Schist 

1.666 

Command 

Gneisses(B.G.C.) 

0.130 

Command 

Phyllite & Schist 

1.284 

Command 

Gneisses(B.G.C.) 

3.973 

Command 

Gneisses(B.G.C.) 

10.808 

Non-command 

Gneisses(B.G.C.) 

4.419 

Command 

Gneisses(B.G.C.) 

5.488 

Non-command 

Gneisses(B.G.C.) 

1.115 

Non-command 

Phyllite & Schist 

1.026 

Non-command 

Gneisses(B.G.C.) 

0.639 

Non-command 

Phyllite & Schist 

1.342 

Non-command 

Phyllite & Schist 

0.221 

Command 

Gneisses(B.G.C.) 

1.752 

Command 

Gneisses(B.G.C.) 

0.187 

Command 

Phyllite & Schist 

0.829 

Non-command 

Phyllite & Schist 

0.601 

Non-command 

Gneisses(B.G.C.) 

0.007 

Non-command 

Phyllite & Schist 

1.358 

Command 

Gneisses(B.G.C.) 

1.580 

Command 

Phyllite & Schist 

0.962 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 





0.019 

0.019 

0.034 

0.034 



0.019 

0.019 

0.008 

0.030 

0.076 

0.130 

0.025 

0.047 

- 

- ! 

0.067 

0.067 

0.077 

0.077 

0.025 

0.025 

0.019 

0.019 

0.048 

0.048 

0.017 

0.017 



0.029 

0.029 

0.076 

0.076 

0.058 

0.058 









































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Jagpura 

0828000103375600 

16.726 

Fresh 

Jamboi 

0828000103402200 

7.054 

Fresh 

Jantora 

0828000203411100 

4.090 

Fresh 


Type of Area (Command / N< 
command) 


( 6 ) 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Jedla 

0828000103394300 

2.091 

Fresh 

Jhajhor 

0828000103383100 

5.346 

Fresh 


Jharka 

0828000103382900 

2.099 

Fresh 

Jharkaniya 

0828000103390100 

3.189 

Fresh 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 



Kanji Ka Gara 

0828000103389300 

1.705 

Fresh 

Kanthao 

0828000103383200 

3.146 

Fresh 


Karagcheeya 

0828000103389100 

2.037 

Fresh 

Karwa Umri 

0828000103393300 

7.184 

Fresh 

Kehri 

0828000103393200 

3.615 

Fresh 

Khadiyon Ka Parda 

0828000103390000 

0.860 

Fresh 

Khamera 

0828000103390600 

0.746 

Fresh 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Kherdipara 

0828000103392800 

1.606 

Fresh 

Kherwa 

0828000103392700 

2.659 

Fresh 


Non-command 


Non-command 


Kunda 

0828000103392600 

1.243 

Fresh 

Kundli 

0828000103382500 

1.572 

Fresh 

Kuwaniya 

0828000103402300 

11.468 

Fresh 


Lakheriya 


Lalpura 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 



0828000103393000 


0828000103390700 


5.529 Fresh 


1.220 Fresh 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Mahapura Charel 

0828000103386300 

0.771 

Fresh 

Mahapura Gara 

0828000103386200 

0.921 

Fresh 

Mahapura Rathor 

0828000103386100 

0.808 

Fresh 


Non-command 


Non-command 


Non-command 


Makanpura 



0828000103377900 

3.560 

Fresh 

0828000103382800 

2.687 

Fresh 

0828000103383300 

1.520 

Fresh 


Miya Ka Parda 

0828000103387500 

2.879 

Fresh 

Miyasa 

0828000103392000 

3.599 

Fresh 

Mordinichali 

0828000103402600 

5.114 

Fresh 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Mordiupli 

0828000103402500 

2.920 

Fresh 

Mundari Pada 

0828000103392300 

0.643 

Fresh 


Mahi Bajaj Sagar 


Non-command 


Mungana 

0828000103393900 

7.641 

Fresh 

Nagdala 

0828000103394200 

3.068 

Fresh 

Naroton Ki Goj 

0828000103394800 

1.739 

Fresh 

Nathji Ka Gara 

0828000103390400 

4.389 

Fresh 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Phyllite & Schist 

0.000 

Non-command 

Gneisses(B.G.C.) 

6.324 

Command 

Gneisses(B.G.C.) 

0.237 

Command 

Phyllite & Schist 

0.249 

Command 

Gneisses(B.G.C.) 

2.091 

Command 

Phyllite & Schist 

5.191 

Non-command 

Phyllite & Schist 

0.003 

Command 

Phyllite & Schist 

2.099 

Command 

Gneisses(B.G.C.) 

0.109 

Non-command 

Gneisses(B.G.C.) 

1.518 

Non-command 

Phyllite & Schist 

1.562 

Non-command 

Gneisses(B.G.C.) 

0.002 

Non-command 

Phyllite & Schist 

0.024 

Command 

Gneisses(B.G.C.) 

1.705 

Command 

Phyllite & Schist 

1.242 

Non-command 

Phyllite & Schist 

1.848 

Command 

Gneisses(B.G.C.) 

2.037 

Command 

Gneisses(B.G.C.) 

7.184 

Command 

Gneisses(B.G.C.) 

3.615 

Non-command 

Phyllite & Schist 

0.860 

Non-command 

Gneisses(B.G.C.) 

0.564 

Non-command 

Phyllite & Schist 

0.182 

Non-command 

Gneisses(B.G.C.) 

1.160 

Non-command 

Gneisses(B.G.C.) 

0.076 

Non-command 

Phyllite & Schist 

1.561 

Non-command 

Phyllite & Schist 

1.243 

Command 

Phyllite & Schist 

1.337 

Command 

Gneisses(B.G.C.) 

4.077 

Command 

Phyllite & Schist 

0.200 

Non-command 

Gneisses(B.G.C.) 

3.197 

Command 

Gneisses(B.G.C.) 

0.652 

Non-command 

Gneisses(B.G.C.) 

4.876 

Non-command 

Gneisses(B.G.C.) 

0.870 

Non-command 

Phyllite & Schist 

0.268 

Non-command 

Gneisses(B.G.C.) 

0.771 

Non-command 

Gneisses(B.G.C.) 

0.739 

Non-command 

Gneisses(B.G.C.) 

0.347 

Non-command 

Phyllite & Schist 

0.057 

Command 

Phyllite & Schist 

0.045 

Command 

Phyllite & Schist 

2.687 

Non-command 

Gneisses(B.G.C.) 

0.000 

Non-command 

Phyllite & Schist 

0.751 

Command 

Gneisses(B.G.C.) 

2.879 

Non-command 

Phyllite & Schist 

0.054 

Command 

Gneisses(B.G.C.) 

3.880 

Command 

Phyllite & Schist 

0.203 

Command 

Gneisses(B.G.C.) 

2.920 

Non-command 

Gneisses(B.G.C.) 

0.125 

Non-command 

Phyllite & Schist 

0.518 

Command 

Gneisses(B.G.C.) 

6.333 

Command 

Gneisses(B.G.C.) 

3.068 

Non-command 

Gneisses(B.G.C.) 

1.690 

Non-command 

Phyllite & Schist 

4.152 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.034 

0.034 

0.038 

0.038 



0.038 

0.038 

0.076 

0.076 

0.029 

0.029 

0.034 

0.034 


0.096 

0.096 

0.106 

0.106 

0.029 

0.029 

0.109 

0.109 

0.010 

0.010 

0.084 

0.084 



0.050 

0.050 

0.019 

0.019 

0.084 

0.084 

0.017 

0.017 

0.025 

0.025 



0.101 

0.112 

0.010 

0.010 

0.092 

0.092 

0.008 

0.008 

0.019 

0.019 

















































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


09005038 


Nathu Kheri 


Nawa Khera 


Negred 


Odwadiya 


Padal Bari 


Padal Chhoti 


Padi Khera 


Padiya 


Padoli Rathor 


Padra 


Paroli Gordhan 


Pathara 


Ramli 


Roojiya 


Roopji Ka Khera 


Rughnath Singh Ka 


Sadri 


Sagthali 


Salriya 


Savniya 


Tekla 


Thikariya Chandra 


Timba Gamri 


Udaji Ka Gara 


Udpura 


Umarjhala 



0828000103392400 


0828000103392900 


0828000103390300 


0828000103388700 


0828000103386700 


sq.km 


(4) (5) 


0.967 Fresh 


1.912 Fresh 


5.660 Fresh 


2.233 Fresh 


2.592 Fresh 


Non-command 


Non-command 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 



0828000103386500 


3.526 Fresh 


Mahi Bajaj Sagar 


Non-command 



0828000103392200 


0828000103387100 


0828000103388600 


0828000103389900 


0828000103393600 


0828000103378000 


0828000103386400 


0828000103382700 


0828000103386000 


0828000103382600 


0828000103392100 


0828000103393500 


0828000103387600 


0828000103389500 


0.861 Fresh 


2.034 Fresh 


2.474 Fresh 


0.756 Fresh 


4.107 Fresh 


1.008 Fresh 


1.391 Fresh 


4.381 Fresh 


1.047 Fresh 


3.277 Fresh 


1.811 Fresh 


0.980 Fresh 


1.778 Fresh 


0.764 Fresh 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 



0828000103402700 


0828000103387300 


0828000103403000 


0828000103389800 


0828000103402400 


0828000103375700 


2.851 Fresh 


1.502 Fresh 


4.255 Fresh 


1.935 Fresh 


5.469 Fresh 


5.078 Fresh 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Non-command 


Mahi Bajaj Sagar 


Mahi Bajaj Sagar 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

0.967 

Non-command 

Gneisses(B.G.C.) 

1.912 

Non-command 

Gneisses(B.G.C.) 

1.253 

Non-command 

Phyllite & Schist 

4.407 

Command 

Gneisses(B.G.C.) 

2.233 

Command 

Gneisses(B.G.C.) 

1.723 

Command 

Phyllite & Schist 

0.247 

Non-command 

Gneisses(B.G.C.) 

0.400 

Non-command 

Phyllite & Schist 

0.222 

Command 

Phyllite & Schist 

1.220 

Non-command 

Gneisses(B.G.C.) 

0.625 

Non-command 

Phyllite & Schist 

1.681 

Non-command 

Phyllite & Schist 

0.284 

Command 

Gneisses(B.G.C.) 

2.024 

Command 

Phyllite & Schist 

0.010 

Command 

Gneisses(B.G.C.) 

2.317 

Non-command 

Phyllite & Schist 

0.756 

Command 

Gneisses(B.G.C.) 

4.107 

Command 

Phyllite & Schist 

0.607 

Non-command 

Gneisses(B.G.C.) 

0.383 

Non-command 

Phyllite & Schist 

1.008 

Command 

Phyllite & Schist 

4.381 

Non-command 

Gneisses(B.G.C.) 

0.000 

Non-command 

Phyllite & Schist 

0.077 

Command 

Phyllite & Schist 

3.272 

Non-command 

Phyllite & Schist 

1.756 

Command 

Gneisses(B.G.C.) 

0.980 

Command 

Gneisses(B.G.C.) 

1.778 

Command 

Gneisses(B.G.C.) 

0.276 

Command 

Phyllite & Schist 

0.397 

Non-command 

Gneisses(B.G.C.) 

0.001 

Non-command 

Phyllite & Schist 

0.090 

Command 

Gneisses(B.G.C.) 

2.230 

Command 

Phyllite & Schist 

2.848 

Command 

Gneisses(B.G.C.) 

0.247 

Command 

Gneisses(B.G.C.) 

1.502 

Command 

Phyllite & Schist 

0.041 

Non-command 

Gneisses(B.G.C.) 

1.598 

Non-command 

Phyllite & Schist 

0.337 

Command 

Gneisses(B.G.C.) 

0.431 

Command 

Phyllite & Schist 

1.197 

Command 

Phyllite & Schist 

0.036 


Sub Basin: Moran 



with 

Pumpset 


Ambara 

0827000303345600 

9.873 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.491 

Amli Phala 

0827000403354000 

0.940 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.940 

Antri 

0827000103317400 

0.748 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.748 

Asela 

0827000103312400 

2.941 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.107 

Bagbol 

0827000103310400 

0.275 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.042 

Bageri Ka Vela 

0827000403357000 

1.466 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.088 

Baiyora 

0827000103316600 

0.651 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.342 

Balota 

0827000103316500 

4.011 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.028 

Balwara 

0827000103298600 

14.834 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.008 

Bandarber 

0827000303347500 

6.318 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.763 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 


120 

70,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

50,000 

25,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

50,000 

25,000 

120 

70,000 

40,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.086 

0.086 

- 

- 

0.025 

0.025 

0.106 

0.106 

0.017 

0.017 

0.025 

0.025 



0.010 

0.010 

0.029 

0.029 



0.059 

0.059 

0.010 

0.010 


0.010 

0.010 

0.017 

0.017 

0.038 

0.038 



0.010 

0.010 

0.048 

0.048 

0.077 

0.089 



0.008 

0.051 

0.010 

0.070 

0.008 

0.008 



0.086 

0.086 

0.017 

0.017 

0.055 

0.055 

0.004 

0.004 

0.003 

0.003 

0.008 

0.008 

0.017 

0.017 

0.105 

0.105 

- 

- 

0.014 

0.014 











































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Bandighati 

0827000103315600 

3.752 

Fresh 

Bandra 

0827000103316900 

0.310 

Fresh 

Bansiya 

0827000403364100 

7.109 

Fresh 

Baori Khera 

0827000403356900 

0.092 

Fresh 

Barboodaniya 

0827000303344000 

5.916 

Fresh 

Bargama 

0827000303344600 

2.547 

Fresh 

Beejawara 

0827000303338800 

3.370 

Fresh 

Beelri 

0827000103305400 

2.336 

Fresh 

Ben 

0827000303333500 

0.467 

Fresh 

Bhachariya 

0827000303338600 

1.900 

Fresh 

Bhagela 

0827000303332900 

0.419 

Fresh 

Bhairavpura 

0827000303332700 

1.561 

Fresh 

Bhanakapura 

0827000327900019 

1.499 

Fresh 

Bhatra 

0827000103312800 

3.693 

Fresh 

Bhawanpura 

0827000303338100 

2.128 

Fresh 

Bheemdari 

0827000303339500 

0.914 

Fresh 

Bhehan Beri 

0827000103311200 

2.536 

Fresh 

Bhoolawara 

0827000303338300 

1.341 

Fresh 

Biliya 

0827000303344400 

1.527 

Fresh 

Borkher 

0827000303345100 

2.575 

Fresh 

Chak Mahuri With Chak 1 

0827000103311600 

3.642 

Fresh 

Chak Nokhna 

0827000303333200 

0.032 

Fresh 

Charwara 

0827000303337700 

0.551 

Fresh 

Chauki 

0827000403354200 

2.980 

Fresh 

Chhani 

0827000303344200 

0.712 

Fresh 

Dairiya Fala 

0827000303347400 

2.418 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Daiyana 

0827000303345800 

5.215 

Fresh 

Dara 

0827000103315900 

1.285 

Fresh 

Dencha 

0827000303344800 

8.810 

Fresh 

Deoli 

0827000103315800 

2.101 

Fresh 

Dhani Nichli 

0827000303338500 

1.300 

Fresh 

Dhaniupli 

0827000303338400 

0.819 

Fresh 

Dholka 

0827000403354100 

0.918 

Fresh 

Dibrachhota 

0827000303348100 

7.576 

Fresh 


Doja 


Dol Kujela 


Dola 


Dolwar Nichali 


Dolwar Upli 


Dolwariyon Kaora 


Dugela Talab 


Fawta 


Forest 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 




Galandar 


Gamra Bamaniya 


0827000103317700 

1.498 

Fresh 

0827000403357100 

3.220 

Fresh 

0827000303343200 

2.434 

Fresh 

0827000103316300 

7.148 

Fresh 

0827000103316000 

0.526 

Fresh 

0827000103317800 

1.544 

Fresh 

0827000403354900 

2.080 

Fresh 

0827000303344900 

3.196 

Fresh 

0827000127900003 

10.848 

Fresh 

0827000127900010 

33.548 

Fresh 

0827000327900013 

2.256 

Fresh 

0827000327900018 

11.812 

Fresh 

0827000327900021 

8.537 

Fresh 

0827000103310500 

7.978 

Fresh 

0827000303342900 

6.169 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

2.021 

Non-command 

Phyllite & Schist 

0.310 

Non-command 

Phyllite & Schist 

0.047 

Non-command 

Phyllite & Schist 

0.037 

Non-command 

Phyllite & Schist 

5.916 

Non-command 

Phyllite & Schist 

2.547 

Non-command 

Phyllite & Schist 

3.370 

Non-command 

Phyllite & Schist 

0.039 

Non-command 

Phyllite & Schist 

0.467 

Non-command 

Phyllite & Schist 

1.900 

Non-command 

Phyllite & Schist 

0.413 

Non-command 

Phyllite & Schist 

1.536 

Non-command 

Phyllite & Schist 

0.052 

Non-command 

Phyllite & Schist 

0.052 

Non-command 

Phyllite & Schist 

2.128 

Non-command 

Phyllite & Schist 

0.149 

Non-command 

Phyllite & Schist 

0.087 

Non-command 

Phyllite & Schist 

1.341 

Non-command 

Phyllite & Schist 

1.527 

Non-command 

Phyllite & Schist 

2.575 

Non-command 

Phyllite & Schist 

3.642 

Non-command 

Phyllite & Schist 

0.032 

Non-command 

Phyllite & Schist 

0.531 

Non-command 

Phyllite & Schist 

2.976 

Non-command 

Phyllite & Schist 

0.712 

Non-command 

Gneisses(B.G.C.) 

0.275 

Non-command 

Phyllite & Schist 

1.155 

Non-command 

Phyllite & Schist 

5.215 

Non-command 

Phyllite & Schist 

0.615 

Non-command 

Phyllite & Schist 

8.810 

Non-command 

Phyllite & Schist 

0.920 

Non-command 

Phyllite & Schist 

1.300 

Non-command 

Phyllite & Schist 

0.819 

Non-command 

Phyllite & Schist 

0.918 

Non-command 

Gneisses(B.G.C.) 

0.053 

Non-command 

Phyllite & Schist 

7.523 

Non-command 

Gneisses(B.G.C.) 

3.630 

Non-command 

Phyllite & Schist 

1.043 

Non-command 

Phyllite & Schist 

1.491 

Non-command 

Phyllite & Schist 

2.013 

Non-command 

Phyllite & Schist 

2.434 

Non-command 

Phyllite & Schist 

7.060 

Non-command 

Phyllite & Schist 

0.283 

Non-command 

Phyllite & Schist 

1.544 

Non-command 

Phyllite & Schist 

0.831 

Non-command 

Phyllite & Schist 

3.196 

Non-command 

Phyllite & Schist 

2.603 

Non-command 

Phyllite & Schist 

27.112 

Non-command 

Phyllite & Schist 

2.195 

Non-command 

Phyllite & Schist 

2.369 

Non-command 

Phyllite & Schist 

8.513 

Non-command 

Phyllite & Schist 

0.429 

Non-command 

Phyllite & Schist 

6.169 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

70,000 

60,000 

120 

60,000 

35,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

60,000 

35,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

60,000 

35,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

50,000 

25,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

50,000 

25,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

60,000 

35,000 

120 

70,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

60,000 

35,000 

120 

70,000 

40,000 

120 

60,000 

35,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

70,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

70,000 

40,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

50,000 

25,000 

120 

70,000 

40,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.004 

0.004 

0.038 

0.038 

- 

- 

0.017 

0.017 

0.144 

0.186 

0.096 

0.096 

0.173 

0.173 

0.004 

0.004 

0.010 

0.010 

0.034 

0.034 

0.010 

0.010 

0.010 

0.010 



0.003 

0.003 

0.019 

0.019 

0.010 

0.010 

0.024 

0.024 


0.010 

0.010 

0.034 

0.034 

0.076 

0.076 

0.058 

0.066 



0.058 

0.058 

0.004 

0.004 

0.379 

0.396 

0.004 

0.004 

0.024 

0.024 

0.029 

0.029 

0.013 

0.013 

- 

- | 

0.254 

0.254 

0.043 

0.043 

0.014 

0.014 

0.050 

0.050 

0.017 

0.017 

- 

- 

0.059 

0.059 

0.017 

0.017 

0.025 

0.025 

0.004 

0.004 

0.163 

0.163 


























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Gamrabeer 

0827000303343000 

0.866 

Fresh 

Garabejaniya 

0827000303343700 

2.251 

Fresh 

Genji 

0827000103310000 

2.035 

Fresh 

Ghata Dubara 

0827000403353300 

2.516 

Fresh 

Ghata Ka Gaon 

0827000303348800 

7.961 

Fresh 

Ghata With Chak 

0827000103306100 

2.079 

Fresh 

Ghotad 

0827000303342300 

4.180 

Fresh 

Gorada 

0827000403355100 

6.110 

Fresh 

Gowari 

0827000303342600 

3.758 

Fresh 

Gulabpura 

0827000303343400 

1.409 

Fresh 

Hadmala 

0827000327900017 

1.907 

Fresh 

Hanela 

0827000303339400 

0.836 

Fresh 

Harjika Seera 

0827000303333600 

1.212 

Fresh 

Harmatiya 

0827000103315300 

2.534 

Fresh 

Heeratan 

0827000103316700 

3.974 

Fresh 

Himmatpura 

0827000103311500 

3.164 

Fresh 

Jadela 

0827000303348700 

2.374 

Fresh 

Jeebeli Ka Banta 

0827000403353200 

4.082 

Fresh 

Jhakhra 

0827000303344100 

2.687 

Fresh 

Jodhpura 

0827000303342400 

1.536 

Fresh 

Jogiwara 

0827000103314900 

0.738 

Fresh 

Jogpur 

0827000303348200 

5.188 

Fresh 

Johra 

0827000303345400 

1.218 

Fresh 

Kahela 

0827000303333300 

0.840 

Fresh 

Kanhari Chak -a 

0827000103316100 

0.540 

Fresh 

Kanhari Chak -b 

0827000103316200 

1.350 

Fresh 

Kankra Dara 

0827000103306200 

7.344 

Fresh 

Kantari 

0827000303333400 

0.690 

Fresh 

Kashipuri 

0827000303342200 

0.609 

Fresh 

Kesharpura 

0827000303344700 

1.929 

Fresh 

Khaparda 

0827000103305600 

1.437 

Fresh 

Khara 

0827000103315700 

0.761 

Fresh 

Khargada 

0827000303345900 

9.819 

Fresh 

Kharwar Khunian 

0827000403353900 

0.501 

Fresh 

Khemela 

0827000303333900 

1.697 

Fresh 

Kheriya 

0827000303334000 

1.604 

Fresh 

Khokhra 

0827000303337800 

1.877 

Fresh 

Khumanpura 

0827000303348400 

2.680 

Fresh 

Khuntwara 

0827000303348300 

5.608 

Fresh 

Kokapur 

0827000303337600 

1.461 

Fresh 

Kol Khanda Pal 

0827000103314700 

12.224 

Fresh 

Kopra 

0827000303339700 

1.295 

Fresh 

Kubera 

0827000103315000 

1.051 

Fresh 

Kumela 

0827000403355400 

1.120 

Fresh 

Ladsor 

0827000403353100 

0.710 

Fresh 

Lakshmanpura 

0827000327900015 

1.976 

Fresh 

Leemri 

0827000303342000 

4.137 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Lolakpura With Chak 

0827000103312200 

4.906 

Fresh 

Madkola 

0827000327900014 

2.370 

Fresh 

Mahdwa With Chak 1 & li 

0827000103305700 

4.015 

Fresh 

Mai 

0827000403354500 

1.321 

Fresh 

Malvi 

0827000303337900 

1.160 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

0.866 

Non-command 

Phyllite & Schist 

2.251 

Non-command 

Phyllite & Schist 

1.937 

Non-command 

Phyllite & Schist 

2.516 

Non-command 

Phyllite & Schist 

0.185 

Non-command 

Phyllite & Schist 

0.003 

Non-command 

Phyllite & Schist 

4.180 

Non-command 

Phyllite & Schist 

3.096 

Non-command 

Phyllite & Schist 

3.758 

Non-command 

Phyllite & Schist 

1.409 

Non-command 

Phyllite & Schist 

1.907 

Non-command 

Phyllite & Schist 

0.305 

Non-command 

Phyllite & Schist 

1.163 

Non-command 

Phyllite & Schist 

2.534 

Non-command 

Phyllite & Schist 

3.972 

Non-command 

Phyllite & Schist 

2.662 

Non-command 

Phyllite & Schist 

2.194 

Non-command 

Phyllite & Schist 

4.082 

Non-command 

Phyllite & Schist 

2.687 

Non-command 

Phyllite & Schist 

1.536 

Non-command 

Phyllite & Schist 

0.581 

Non-command 

Phyllite & Schist 

2.138 

Non-command 

Phyllite & Schist 

1.218 

Non-command 

Phyllite & Schist 

0.840 

Non-command 

Phyllite & Schist 

0.540 

Non-command 

Phyllite & Schist 

1.350 

Non-command 

Phyllite & Schist 

2.075 

Non-command 

Phyllite & Schist 

0.688 

Non-command 

Phyllite & Schist 

0.609 

Non-command 

Phyllite & Schist 

1.929 

Non-command 

Phyllite & Schist 

0.264 

Non-command 

Phyllite & Schist 

0.240 

Non-command 

Phyllite & Schist 

9.819 

Non-command 

Phyllite & Schist 

0.501 

Non-command 

Phyllite & Schist 

1.309 

Non-command 

Phyllite & Schist 

0.282 

Non-command 

Phyllite & Schist 

1.727 

Non-command 

Phyllite & Schist 

1.668 

Non-command 

Phyllite & Schist 

1.459 

Non-command 

Phyllite & Schist 

0.846 

Non-command 

Phyllite & Schist 

0.361 

Non-command 

Phyllite & Schist 

0.173 

Non-command 

Phyllite & Schist 

0.678 

Non-command 

Phyllite & Schist 

0.073 

Non-command 

Phyllite & Schist 

0.710 

Non-command 

Phyllite & Schist 

1.976 

Non-command 

Gneisses(B.G.C.) 

0.059 

Non-command 

Phyllite & Schist 

3.906 

Non-command 

Phyllite & Schist 

4.875 

Non-command 

Phyllite & Schist 

2.356 

Non-command 

Phyllite & Schist 

3.888 

Non-command 

Phyllite & Schist 

1.008 

Non-command 

Phyllite & Schist 

1.160 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

50,000 

25,000 

120 

60,000 

35,000 

120 

70,000 

40,000 

120 

50,000 

25,000 

120 

70,000 

40,000 

120 

50,000 

25,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

50,000 

25,000 

120 

70,000 

40,000 

120 

60,000 

35,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

60,000 

35,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

50,000 

25,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

70,000 

40,000 

120 

60,000 

35,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

60,000 

35,000 

120 

70,000 

40,000 

120 

60,000 

35,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

70,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

60,000 

35,000 

120 

70,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

70,000 

40,000 



MCM 

MCM 

(15) 

(16) 

~ 

~ i 

0.053 

0.053 

0.057 

0.057 

0.008 

0.008 

0.005 

0.005 

- 

- 

0.173 

0.181 

0.006 

0.006 

0.110 

0.135 

0.038 

0.038 

0.283 

0.291 

0.014 

0.014 

0.010 

0.010 

0.017 

0.017 

0.130 

0.130 


0.029 

0.029 

0.013 

0.013 

0.034 

0.034 

0.038 

0.038 

0.021 

0.021 

0.077 

0.102 

0.005 

0.005 

0.029 

0.029 

0.050 

0.050 

0.008 

0.008 


0.010 

0.010 

0.005 

0.005 

0.019 

0.019 

0.008 

0.008 

0.021 

0.021 

0.178 

0.220 

0.008 

0.008 

0.010 

0.010 


0.024 

0.024 

0.091 

0.116 

0.038 

0.046 

0.110 

0.110 

0.004 

0.004 

0.005 

0.005 

0.017 

0.017 

- 

- 

0.012 

0.012 

0.019 

0.019 

- 

- i 

0.115 

0.132 

0.025 

0.025 

0.034 

0.051 

0.088 

0.088 

0.038 

0.038 

0.024 

0.024 











































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Mandav 


Mandela Nichli 


Mandela Upli 


Margiya Mahura 


Matuwet 


Mewra 


Mowai 


Mundela 


Naharpura 


Nalwara 


Nandor 


Narata Fala 


Nawa Gaon 


Nawa Tapran 


Nawaghara 


Nogama 


Nokhna 


Obri 


Od 


Ojri 


Oontiya 


Padampura 


Padla Handliya 


Padli Basiya 


Padli Gujareshwar 


Padra 


Padwa 


Pagara 


Pakhroon 


Pal Mahuri 


Palmandav 


Panchawal 


Panchwati 


Parda Gokaliya 


Parda Mehta 


Parda Moru 


Pardamataji 


Patiyon Ka Vanga 


Patli 


Pichholi 


Pipla Gunj 


Pratappura 


Punali 


Ragela 


Rajgarhi 


Rajpur 



Rangela 


Rangpur 


Rangthor 


Ranoli 


Sagwara Municipality 


0827000303333700 


0827000403353600 


0827000403353500 


0827000103317000 


0827000303343800 


0827000403364300 


0827000303339000 


0827000403355300 


0827000303342100 


0827000303333000 


0827000303343100 


0827000403354700 


0827000403354300 


0827000103312100 


0827000103310300 


0827000303338900 


0827000303333100 


0827000303345000 


0827000303339300 


0827000103317500 


0827000103309900 


0827000303338000 


0827000303343500 


0827000403353800 


0827000403355000 


0827000303339200 


0827000303337500 


0827000403357200 


0827000103311800 


0827000103311700 


0827000103315400 


0827000303332500 


0827000303342500 


0827000103317300 


0827000303345500 


0827000103317600 


0827000303348000 


0827000403353700 


0827000303345300 


0827000303332600 


0827000303345200 


0827000303332800 


0827000103314500 


0827000103315500 


0827000103317200 


0827000303344500 


0827000303346200 


0827000103314800 


0827000103309800 


0827000403353400 


0827000303343600 


0827000303338200 


0827000342702000 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

5.564 

Non-command 

Phyllite & Schist 

2.602 

Non-command 

Phyllite & Schist 

1.370 

Non-command 

Phyllite & Schist 

0.138 

Non-command 

Phyllite & Schist 

1.824 

Non-command 

Phyllite & Schist 

1.730 

Non-command 

Phyllite & Schist 

3.834 

Non-command 

Phyllite & Schist 

2.809 

Non-command 

Phyllite & Schist 

0.967 

Non-command 

Phyllite & Schist 

3.717 

Non-command 

Phyllite & Schist 

2.168 

Non-command 

Phyllite & Schist 

0.554 

Non-command 

Phyllite & Schist 

1.754 

Non-command 

Phyllite & Schist 

2.068 

Non-command 

Phyllite & Schist 

1.266 

Non-command 

Phyllite & Schist 

1.970 

Non-command 

Phyllite & Schist 

1.711 

Non-command 

Phyllite & Schist 

9.356 

Non-command 

Phyllite & Schist 

1.799 

Non-command 

Phyllite & Schist 

0.705 

Non-command 

Phyllite & Schist 

1.063 

Non-command 

Phyllite & Schist 

1.672 

Non-command 

Phyllite & Schist 

2.031 

Non-command 

Phyllite & Schist 

4.576 

Non-command 

Phyllite & Schist 

3.731 

Non-command 

Phyllite & Schist 

6.321 

Non-command 

Phyllite & Schist 

0.034 

Non-command 

Phyllite & Schist 

0.020 

Non-command 

Phyllite & Schist 

3.535 

Non-command 

Phyllite & Schist 

1.298 

Non-command 

Phyllite & Schist 

5.466 

Non-command 

Phyllite & Schist 

3.589 

Non-command 

Phyllite & Schist 

0.988 

Non-command 

Phyllite & Schist 

3.067 

Non-command 

Phyllite & Schist 

4.853 

Non-command 

Phyllite & Schist 

2.554 

Non-command 

Phyllite & Schist 

0.532 

Non-command 

Phyllite & Schist 

2.606 

Non-command 

Phyllite & Schist 

0.573 

Non-command 

Phyllite & Schist 

2.067 

Non-command 

Phyllite & Schist 

1.242 

Non-command 

Phyllite & Schist 

0.809 

Non-command 

Phyllite & Schist 

1.527 

Non-command 

Phyllite & Schist 

2.389 

Non-command 

Phyllite & Schist 

1.659 

Non-command 

Phyllite & Schist 

1.806 

Non-command 

Gneisses(B.G.C.) 

0.131 

Non-command 

Phyllite & Schist 

1.534 

Non-command 

Phyllite & Schist 

0.050 

Non-command 

Phyllite & Schist 

1.751 

Non-command 

Phyllite & Schist 

1.862 

Non-command 

Phyllite & Schist 

3.233 

Non-command 

Phyllite & Schist 

11.710 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

70,000 

40,000 

120 

70,000 

60,000 

120 

70,000 

40,000 

120 

50,000 

25,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

50,000 

25,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

60,000 

35,000 

120 

50,000 

25,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

60,000 

35,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

60,000 

35,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

60,000 

35,000 

120 

70,000 

40,000 

120 

60,000 

35,000 

120 

70,000 

60,000 

120 

60,000 

35,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

70,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

50,000 

25,000 

120 

60,000 

35,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

40,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.206 

0.206 

0.008 

0.008 

0.013 

0.013 

0.034 

0.034 

0.010 

0.010 

0.036 

0.036 

0.010 

0.010 

0.003 

0.003 

0.019 

0.019 

0.019 

0.019 

- 

- 

- 

- 

0.013 

0.013 

0.042 

0.042 

0.045 

0.045 

0.067 

0.067 

0.038 

0.038 

0.245 

0.245 

0.125 

0.125 

0.025 

0.025 

0.051 

0.051 


0.106 

0.106 

0.080 

0.080 

0.076 

0.076 

0.283 

0.283 



0.015 

0.015 

0.054 

0.054 

0.084 

0.084 

0.062 

0.062 

0.034 

0.068 

0.046 

0.046 

0.034 

0.034 

0.038 

0.038 

0.029 

0.054 

0.046 

0.046 

0.010 

0.010 

0.005 

0.005 

0.058 

0.058 

0.029 

0.029 

0.055 

0.055 

0.126 

0.126 

0.050 

0.050 

0.010 

0.010 

- 

- | 

0.038 

0.038 

0.003 

0.003 

0.008 

0.008 

- 

- 

0.106 

0.106 

0.283 

0.300 




































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Type of Area (Command / Non 
command) 

Name 

Census Code 

Area 





sq.km 

(2) 

(3) 

(4) 

(5) 

(6) 

Saiyo Ka Talab 

0827000303345700 

3.055 

Fresh 

Non-command 

Salampura 

0827000103310100 

1.253 

Fresh 

Non-command 

Samota 

0827000103315200 

1.152 

Fresh 

Non-command 

Samota Kaora 

0827000103315100 

1.438 

Fresh 

Non-command 

Sansar Pura 

0827000403354600 

2.375 

Fresh 

Non-command 

Sarkan Kopcha With Chak 

0827000103312300 

1.911 

Fresh 

Non-command 

Sarkan Sai 

0827000103305200 

3.166 

Fresh 

Non-command 

Selaj 

0827000103316800 

5.962 

Fresh 

Non-command 

Semaliyaghata 

0827000303348500 

3.157 

Fresh 

Non-command 

Shivpuri 

0827000327900016 

0.395 

Fresh 

Non-command 

Siloi 

0827000303347600 

4.956 

Fresh 

Non-command 

Surajgaon 

0827000303346000 

5.852 

Fresh 

Non-command 


09006039 


Surata 

0827000403354400 

3.870 

Fresh 

Surela 

0827000303333800 

4.127 

Fresh 

Talaiya 

0827000103316400 

3.749 

Fresh 

Tamtiya 

0827000303338700 

4.625 

Fresh 

Teetwa 

0827000303339100 

2.305 

Fresh 

Thaiyata 

0827000103317100 

3.142 

Fresh 

Thakarda 

0827000303343300 

4.953 

Fresh 

Tham Ka Talab 

0827000403364200 

4.403 

Fresh 

Udaipura Khalsa 

0827000303342700 

1.122 

Fresh 

Udaipura Mafi 

0827000303342800 

1.783 

Fresh 

Upar Gamiya 

0827000103311300 

1.349 

Fresh 

Vaje Pura 

0827000103310200 

0.483 

Fresh 

Vaniyap 

0827000303347700 

2.842 

Fresh 

Vanori 

0827000303341900 

2.503 

Fresh 

Varda 

0827000303344300 

8.759 

Fresh 

Vasuwa 

0827000103311900 

2.892 

Fresh 

Vedsa 

0827000403358200 

12.713 

Fresh 

Veeri With Chak 

0827000103312000 

0.099 

Fresh 

Venja 

0827000403355200 

2.506 

Fresh 

Vikas Nagar 

0827000103311400 

6.627 

Fresh 

Virat 

0827000303343900 

2.045 

Fresh 

Wada Punali 

0827000103314400 

3.878 

Fresh 


Bora-Talab 



Bori-Gamra 


Dhaora 


Gara Saktawat 


Ghater 


Harmatya Kalan 


0826000803243400 


3.868 Fresh 



0826000803243000 

2.180 

Fresh 

0826000803241900 

2.373 

Fresh 

0827000203324100 

3.293 

Fresh 

0826000803242300 

4.503 

Fresh 

0826000803242200 

6.724 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non command 


Jaisamand 


Non_command 


Non_command 


Non_command 


Non-command 


Non_command 


Non command 


Sub Basin: 



Kenar 

0826000803236300 

3.004 

Fresh 

Kookra 

0826000803231000 

0.022 

Fresh 

Kyara 

0826000803241800 

1.015 

Fresh 

Malpur 

0826000803232500 

24.676 

Fresh 

Mander 

0826000803242100 

10.601 

Fresh 


Non_command 


Non_command 


Non_command 


Non_command 


Non command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

3.055 

Non-command 

Phyllite & Schist 

1.253 

Non-command 

Phyllite & Schist 

1.152 

Non-command 

Phyllite & Schist 

1.438 

Non-command 

Phyllite & Schist 

2.037 

Non-command 

Phyllite & Schist 

1.284 

Non-command 

Phyllite & Schist 

0.015 

Non-command 

Phyllite & Schist 

5.934 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Phyllite & Schist 

0.395 

Non-command 

Phyllite & Schist 

4.206 

Non-command 

Gneisses(B.G.C.) 

0.002 

Non-command 

Phyllite & Schist 

5.850 

Non-command 

Phyllite & Schist 

3.731 

Non-command 

Phyllite & Schist 

1.461 

Non-command 

Phyllite & Schist 

3.749 

Non-command 

Phyllite & Schist 

4.625 

Non-command 

Phyllite & Schist 

1.968 

Non-command 

Phyllite & Schist 

3.139 

Non-command 

Phyllite & Schist 

4.953 

Non-command 

Phyllite & Schist 

0.812 

Non-command 

Phyllite & Schist 

1.122 

Non-command 

Phyllite & Schist 

1.783 

Non-command 

Phyllite & Schist 

0.051 

Non-command 

Phyllite & Schist 

0.483 

Non-command 

Phyllite & Schist 

1.356 

Non-command 

Phyllite & Schist 

1.791 

Non-command 

Phyllite & Schist 

8.759 

Non-command 

Phyllite & Schist 

2.892 

Non-command 

Phyllite & Schist 

0.423 

Non-command 

Phyllite & Schist 

0.099 

Non-command 

Phyllite & Schist 

2.471 

Non-command 

Phyllite & Schist 

5.895 

Non-command 

Phyllite & Schist 

2.045 

Non-command 

Phyllite & Schist 

0.002 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

40,000 

120 

50,000 

25,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

70,000 

60,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

60,000 

35,000 

120 

70,000 

40,000 

120 

60,000 

35,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

60,000 

35,000 

120 

70,000 

40,000 

120 

70,000 

60,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

70,000 

60,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

50,000 

25,000 

120 

70,000 

60,000 

120 

60,000 

35,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

70,000 

40,000 

120 

60,000 

35,000 


Tube Wells with 


MCM 

MCM 

(15) 

(16) 

~ 

~ 

0.036 

0.036 

0.034 

0.034 

0.034 

0.034 

0.029 

0.029 

0.008 

0.008 


0.010 

0.010 

0.338 

0.346 


0.187 

0.187 

0.034 

0.034 

0.010 

0.010 

0.050 

0.050 

0.158 

0.158 

0.086 

0.086 

0.034 

0.034 

0.523 

0.523 

0.007 

0.007 

0.077 

0.094 

0.024 

0.024 


0.024 

0.024 

0.122 

0.122 

0.053 

0.061 

0.456 

0.464 

0.033 

0.033 

0.014 

0.014 

0.025 

0.025 

0.024 

0.024 

0.039 

0.039 

0.168 

0.202 


Command 

Gneisses(B.G.C.) 

0.081 

Command 

Phyllite & Schist 

0.000 

Command 

Gneisses(B.G.C.) 

0.738 

Command 

Gneisses(B.G.C.) 

1.007 

Command 

Gneisses(B.G.C.) 

0.369 

Command 

Gneisses(B.G.C.) 

2.166 

Non-command 

Gneisses(B.G.C.) 

0.007 

Command 

Gneisses(B.G.C.) 

3.543 

Command 

Gneisses(B.G.C.) 

6.034 

Command 

Phyllite & Schist 

0.690 

Command 

Gneisses(B.G.C.) 

0.329 

Command 

Phyllite & Schist 

0.768 

Command 

Gneisses(B.G.C.) 

0.002 

Command 

Gneisses(B.G.C.) 

0.022 

Command 

Gneisses(B.G.C.) 

0.943 

Command 

Gneisses(B.G.C.) 

3.806 

Command 

Gneisses(B.G.C.) 

1.288 


120 

40,000 

25,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 


0.012 

0.012 

0.018 

0.018 

0.006 

0.006 

0.054 

0.054 


0.195 

0.195 

0.093 

0.093 

0.019 

0.019 

0.006 

0.006 

0.024 

0.024 

- 

- 

0.006 

0.006 

0.081 

0.081 

0.009 

0.009 
















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



09006040 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


9.994 Fresh 


Panwa 

0826000803230900 

0.105 

Fresh 

Sanjela 

0826000803242000 

0.629 

Fresh 

Selpur 

0826000803231200 

2.100 

Fresh 

Suthariya 

0826000803242400 

1.671 

Fresh 

Thootha-Mahoora 

0826000803241700 

0.609 

Fresh 

Ven 

0826000803232700 

1.114 

Fresh 

Ambuja 

0826000503152100 

10.929 

Fresh 

Bagruwa 

0826000903248700 

6.182 

Fresh 

Ballabh 

0826000503166900 

3.313 

Fresh 

Banoo 

0826000503163600 

7.276 

Fresh 

Basa 

0826000803222800 

3.733 

Fresh 

Basu 

0826000503162600 

11.427 

Fresh 

Bemla 

0826000503166000 

3.738 

Fresh 


( 6 ) 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non command 



Buthel 

0826000503166800 

5.621 

Fresh 

Chansda 

0826000503162400 

3.990 

Fresh 


Non_command 


Non command 


Charmar 

0826000503166300 

2.823 

Fresh 

Chhota Bhalo Ka Gurha 

0826000503150900 

2.980 

Fresh 

Dakan Kotra 

0826000503160900 

10.811 

Fresh 

Damron Ka Gurha 

0826000503162100 

2.841 

Fresh 

Dantisar 

0826000503166500 

5.231 

Fresh 

Dedkiya 

0826000503152000 

6.617 

Fresh 

Deoda 

0826000503161900 

6.593 

Fresh 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non command 


Eklingpura 

0826000903246600 

6.327 

Fresh 

Gowala 

0826000603177000 

2.784 

Fresh 


Non_command 


Non command 


Hariyao 

0826000603177100 

3.632 

Fresh 

Jagat 

0826000503162800 

26.394 

Fresh 


Non_command 


Non command 


Jaspura 

0826000503162000 

0.933 

Fresh 

Jhali Ka Gurha 

0826000503161100 

5.680 

Fresh 


Non_command 


Non command 


Jhamar Kotra 

0826000503161500 

11.693 

Fresh 

Jodhpuriya 

0826000503162500 

2.402 

Fresh 


Non_command 


Non command 


Kalarwas 

0826000503152300 

5.624 

Fresh 

Kanpur 

0826000503151900 

15.020 

Fresh 


Non_command 


Non command 


Karakala 

0826000503166700 

0.884 

Fresh 

Karakali 

0826000803222700 

7.654 

Fresh 

Karget 

0826000503161600 

17.743 

Fresh 


Non_command 


Non_command 


Non command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Gneisses(B.G.C.) 

2.251 

Command 

Phyllite & Schist 

4.297 

Command 

Gneisses(B.G.C.) 

0.104 

Command 

Gneisses(B.G.C.) 

0.629 

Command 

Gneisses(B.G.C.) 

0.083 

Command 

Gneisses(B.G.C.) 

0.428 

Command 

Gneisses(B.G.C.) 

0.507 

Command 

Gneisses(B.G.C.) 

0.098 

Command 

Phyllite & Schist 

9.846 

Command 

Phyllite & Schist 

0.005 

Command 

Gneisses(B.G.C.) 

0.191 

Command 

Gneisses(B.G.C.) 

0.330 

Command 

Gneisses(B.G.C.) 

0.480 

Command 

Gneisses(B.G.C.) 

0.125 

Command 

Gneisses(B.G.C.) 

0.116 

Command 

Phyllite & Schist 

0.029 

Command 

Gneisses(B.G.C.) 

0.091 

Command 

Phyllite & Schist 

3.824 

Command 

Gneisses(B.G.C.) 

3.498 

Command 

Phyllite & Schist 

1.061 

Command 

Gneisses(B.G.C.) 

0.467 

Command 

Phyllite & Schist 

0.851 

Command 

Gneisses(B.G.C.) 

0.039 

Command 

Phyllite & Schist 

8.182 

Command 

Gneisses(B.G.C.) 

2.454 

Command 

Gneisses(B.G.C.) 

0.747 

Command 

Phyllite & Schist 

3.244 

Command 

Gneisses(B.G.C.) 

0.956 

Command 

Gneisses(B.G.C.) 

1.943 

Command 

Phyllite & Schist 

0.398 

Command 

Phyllite & Schist 

2.841 

Command 

Gneisses(B.G.C.) 

5.210 

Command 

Phyllite & Schist 

6.617 

Command 

Gneisses(B.G.C.) 

1.269 

Command 

Phyllite & Schist 

5.017 

Command 

Phyllite & Schist 

0.020 

Command 

Gneisses(B.G.C.) 

0.720 

Command 

Phyllite & Schist 

0.048 

Command 

Gneisses(B.G.C.) 

1.241 

Command 

Gneisses(B.G.C.) 

10.613 

Command 

Phyllite & Schist 

0.141 

Command 

Phyllite & Schist 

0.929 

Command 

Gneisses(B.G.C.) 

0.123 

Command 

Phyllite & Schist 

5.556 

Command 

Phyllite & Schist 

10.440 

Command 

Gneisses(B.G.C.) 

1.597 

Command 

Phyllite & Schist 

0.805 

Command 

Limestone 

0.002 

Command 

Limestone 

2.405 

Command 

Phyllite & Schist 

3.696 

Command 

Gneisses(B.G.C.) 

0.884 

Command 

Gneisses(B.G.C.) 

4.156 

Command 

Gneisses(B.G.C.) 

4.988 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

40,000 

25,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

35,000 

30,000 

120 

60,000 

40,000 

120 

35,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

40,000 

25,000 

120 

50,000 

30,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.060 

0.060 

0.187 

0.187 

0.006 

0.006 

0.015 

0.015 

- 

- 

0.018 

0.018 

0.078 

0.078 



0.043 

0.043 

0.072 

0.072 

0.022 

0.022 

0.029 

0.029 

0.050 

0.050 


0.108 

0.108 

0.050 

0.056 

0.014 

0.014 

0.061 

0.061 

0.040 

0.040 

0.025 

0.025 

0.004 

0.010 

0.007 

0.007 

0.108 

0.108 

0.054 

0.060 

0.011 

0.011 

0.047 

0.047 



0.018 

0.018 

0.331 

0.343 

0.004 

0.004 

0.014 

0.014 


0.054 

0.054 

0.108 

0.108 

0.022 

0.022 

0.011 

0.011 

- 

- 

0.160 

0.214 

0.112 

0.166 

0.072 

0.072 

0.069 

0.069 

0.007 

0.007 





















































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


09006041 


Sathpur Gujran 


Sathpur Meenan 


Type of Area (Command / N< 
command) 



Keora Kalan 

0826000903246300 

7.961 

Fresh 

Keora Khurd 

0826000903246400 

1.904 

Fresh 

Kharwa 

0826000503161000 

18.322 

Fresh 

Kheri 

0826000503166400 

6.954 

Fresh 


Kiyawaton Ka Phala 

0826000503164800 

1.033 

Fresh 

Kojon Ka Gurha 

0826000503163400 

3.817 

Fresh 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non command 



Lakarwas 

0826000503151100 

11.221 

Fresh 

Lalpura 

0826000503163200 

2.028 

Fresh 

Malki Toos 

0826000603176500 

5.715 

Fresh 

Mamadeo 

0826000503162200 

8.192 

Fresh 


Manpura 

0826000503161200 

2.620 

Fresh 

Matoon 

0826000503151300 

3.929 

Fresh 

Nakoli 

0826000903246500 

5.157 

Fresh 

Panwari 

0826000503151200 

10.047 

Fresh 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non command 



Rajpura 

0826000603176800 

3.722 

Fresh 

Rorda 

0826000503166600 

7.884 

Fresh 

Sakroda 

0826000503150700 

10.051 

Fresh 

Sameta 

0826000503151000 

7.426 

Fresh 


Non_command 


Non_command 


Non_command 


Non command 



Sawariya Khera 

0826000503163300 

1.690 

Fresh 

Sheeshwi 

0826000503163700 

6.699 

Fresh 

Tank 

0826000603176700 

7.882 

Fresh 

Todi 

0826000503165800 

4.309 

Fresh 


Non_command 


Non_command 


Non_command 


Non command 



Wailwari 

0826000903249000 

5.086 

Fresh 

Wali 

0826000503162900 

23.157 

Fresh 


Aachhat 

0826000503167500 

1.381 

Fresh 

Aat 

0826000503167200 

0.966 

Fresh 

Aawra 

0826000503167800 

6.576 

Fresh 

Adinda 

0826000603184200 

0.722 

Fresh 

Amba Ka Gurha 

0826000603191900 

0.949 

Fresh 

Bagar 

0826000603178500 

3.991 

Fresh 

Bagatsingh Ka Gurha 

0826000503163500 

1.565 

Fresh 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Phyllite & Schist 

10.768 

Command 

Phyllite & Schist 

0.059 

Command 

Phyllite & Schist 

0.030 

Command 

Phyllite & Schist 

12.956 

Command 

Gneisses(B.G.C.) 

6.762 

Command 

Phyllite & Schist 

0.047 

Command 

Gneisses(B.G.C.) 

0.432 

Command 

Gneisses(B.G.C.) 

0.397 

Command 

Phyllite & Schist 

2.674 

Command 

Gneisses(B.G.C.) 

0.306 

Command 

Phyllite & Schist 

0.231 

Command 

Phyllite & Schist 

7.536 

Command 

Phyllite & Schist 

1.727 

Command 

Gneisses(B.G.C.) 

3.642 

Command 

Gneisses(B.G.C.) 

3.060 

Command 

Phyllite & Schist 

4.983 

Command 

Phyllite & Schist 

2.620 

Command 

Phyllite & Schist 

1.258 

Command 

Phyllite & Schist 

5.157 

Command 

Gneisses(B.G.C.) 

0.745 

Command 

Phyllite & Schist 

0.101 

Command 

Gneisses(B.G.C.) 

0.806 

Command 

Phyllite & Schist 

4.736 

Command 

Gneisses(B.G.C.) 

0.104 

Command 

Phyllite & Schist 

2.462 

Command 

Gneisses(B.G.C.) 

6.040 

Command 

Phyllite & Schist 

1.263 

Command 

Gneisses(B.G.C.) 

3.639 

Command 

Gneisses(B.G.C.) 

5.661 

Command 

Gneisses(B.G.C.) 

0.234 

Command 

Gneisses(B.G.C.) 

2.126 

Command 

Phyllite & Schist 

4.216 

Command 

Gneisses(B.G.C.) 

5.746 

Command 

Phyllite & Schist 

4.216 

Command 

Gneisses(B.G.C.) 

4.736 

Command 

Phyllite & Schist 

0.001 

Command 

Phyllite & Schist 

1.622 

Command 

Gneisses(B.G.C.) 

0.048 

Command 

Gneisses(B.G.C.) 

6.339 

Command 

Gneisses(B.G.C.) 

0.109 

Command 

Phyllite & Schist 

0.231 

Command 

Limestone 

0.219 

Command 

Phyllite & Schist 

10.433 

Command 

Gneisses(B.G.C.) 

0.022 

Command 

Gneisses(B.G.C.) 

7.129 

Command 

Phyllite & Schist 

15.885 

Command 

Gneisses(B.G.C.) 

1.381 

Command 

Gneisses(B.G.C.) 

0.966 

Command 

Gneisses(B.G.C.) 

6.576 

Command 

Gneisses(B.G.C.) 

0.722 

Command 

Gneisses(B.G.C.) 

0.949 

Command 

Gneisses(B.G.C.) 

3.991 

Command 

Gneisses(B.G.C.) 

1.565 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

35,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

35,000 

30,000 

120 

60,000 

40,000 

120 

35,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

35,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

40,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

50,000 

30,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.018 




0.061 

0.061 

0.140 

0.140 



0.018 

0.018 

0.007 

0.007 

0.047 

0.047 

0.007 

0.007 

0.007 

0.007 

0.310 

0.418 

0.054 

0.054 

0.086 

0.086 

0.007 

0.007 

0.011 

0.011 

0.068 

0.068 

0.068 

0.086 

0.024 

0.024 

0.004 

0.004 


0.004 

0.004 

0.022 

0.022 


0.007 

0.007 

0.007 

0.007 

0.005 

0.005 

0.025 

0.025 

0.137 

0.155 

0.011 

0.011 

0.007 

0.013 

0.011 

0.023 

0.007 

0.007 

0.004 

0.004 

0.036 

0.036 



0.004 

0.004 

0.008 

0.008 

0.176 

0.206 

- 

- 

0.086 

0.092 

0.198 

0.216 

0.011 

0.017 

0.040 

0.040 

- 

0.012 

0.191 

0.191 

0.050 

0.050 

0.191 

0.191 

0.007 

0.007 



























































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Bajni Rodi 

0826000503166100 

2.507 

Fresh 

Ballabh 

0826000503166900 

3.313 

Fresh 

Bambora 

0826000503168600 

7.494 

Fresh 

Bandi Magri 

0826000503165100 

1.108 

Fresh 

Banoo 

0826000503163600 

7.276 

Fresh 

Basa 

0826000803222800 

3.733 

Fresh 

Batharda Kalan 

0826000603183900 

3.033 

Fresh 

Batharda Khurd 

0826000603177800 

4.965 

Fresh 

Bed 

0826000503164200 

1.849 

Fresh 

Bemla 

0826000503166000 

3.738 

Fresh 


Type of Area (Command / N< 
command) 


( 6 ) 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non command 


Beripura 

0826000603182900 

4.638 

Fresh 

Bhachardi 

0826000603177500 

1.319 

Fresh 

Bhaison Ka Narnia 

0826000803226900 

15.560 

Fresh 

Bhekra 

0826000503164400 

4.345 

Fresh 

Bhootiya 

0826000503164900 

1.415 

Fresh 

Bhootpura 

0826000603175200 

0.462 

Fresh 

Bhopa Khera 

0826000603182600 

2.362 

Fresh 

Bhopa Sagar 

0826000603183400 

3.396 

Fresh 

Bichhawera 

0826000603175500 

8.235 

Fresh 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non command 


Bori 

0826000503167600 

3.374 

Fresh 

Boriya 

0826000603191800 

0.060 

Fresh 

Budal 

0826000503163000 

8.509 

Fresh 


Non_command 


Non_command 


Non command 


Buthel 


Chak Wanagarh 


Chargadiya 


Charmar 


Chhaparwali Thori 


Chora 


Deoda 


Derawad 


Dhakarawala 


Dhani 


Dhawariya 


Dholi Khera 


Dhulji Ka Gurha 


Edana 


Gadariyawas 


Gajpura 


Gingla 


Gokalpura 


Goojaron Ka Limbawas 


Goonpara 


0826000503166800 

5.621 

Fresh 

0826000603192100 

0.031 

Fresh 

0826000603182100 

8.132 

Fresh 

0826000503166300 

2.823 

Fresh 

0826000903249800 

11.021 

Fresh 

0826000603177300 

0.398 

Fresh 

0826000503161900 

6.593 

Fresh 

0826000603185500 

0.246 

Fresh 

0826000603185000 

1.479 

Fresh 

0826000603183600 

2.299 

Fresh 

0826000603185200 

0.551 

Fresh 

0826000503167000 

2.860 

Fresh 

0826000803224400 

5.032 

Fresh 

0826000803223400 

9.360 

Fresh 

0826000603182000 

5.646 

Fresh 

0826000603182400 

5.333 

Fresh 

0826000603182700 

1.542 

Fresh 

0826000803223900 

3.409 

Fresh 

0826000603177600 

1.489 

Fresh 

0826000603184500 

0.659 

Fresh 

0826000603176300 

9.237 

Fresh 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non command 


Gowala 

0826000603177000 

2.784 

Fresh 

Guda 

0826000603178000 

1.331 

Fresh 

Gudli 

0826000503167300 

10.627 

Fresh 

Gurel 

0826000803223100 

15.086 

Fresh 

Hamerpura 

0826000603182500 

1.435 

Fresh 

Hariyao 

0826000603177100 

3.632 

Fresh 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Gneisses(B.G.C.) 

2.494 

Command 

Gneisses(B.G.C.) 

3.122 

Command 

Gneisses(B.G.C.) 

7.483 

Command 

Gneisses(B.G.C.) 

1.108 

Command 

Gneisses(B.G.C.) 

6.946 

Command 

Gneisses(B.G.C.) 

3.254 

Command 

Gneisses(B.G.C.) 

3.033 

Command 

Gneisses(B.G.C.) 

2.740 

Command 

Gneisses(B.G.C.) 

1.849 

Command 

Gneisses(B.G.C.) 

3.577 

Command 

Phyllite & Schist 

0.004 

Command 

Gneisses(B.G.C.) 

4.638 

Command 

Gneisses(B.G.C.) 

1.319 

Command 

Gneisses(B.G.C.) 

0.030 

Command 

Gneisses(B.G.C.) 

4.271 

Command 

Gneisses(B.G.C.) 

1.415 

Command 

Gneisses(B.G.C.) 

0.047 

Command 

Gneisses(B.G.C.) 

2.077 

Command 

Gneisses(B.G.C.) 

3.396 

Command 

Gneisses(B.G.C.) 

6.148 

Command 

Limestone 

0.085 

Command 

Gneisses(B.G.C.) 

3.374 

Command 

Gneisses(B.G.C.) 

0.060 

Command 

Gneisses(B.G.C.) 

0.141 

Command 

Phyllite & Schist 

0.129 

Command 

Gneisses(B.G.C.) 

3.167 

Command 

Gneisses(B.G.C.) 

0.031 

Command 

Gneisses(B.G.C.) 

0.001 

Command 

Gneisses(B.G.C.) 

1.867 

Command 

Gneisses(B.G.C.) 

0.117 

Command 

Gneisses(B.G.C.) 

0.398 

Command 

Gneisses(B.G.C.) 

0.008 

Command 

Gneisses(B.G.C.) 

0.246 

Command 

Gneisses(B.G.C.) 

1.479 

Command 

Gneisses(B.G.C.) 

2.299 

Command 

Gneisses(B.G.C.) 

0.551 

Command 

Gneisses(B.G.C.) 

2.860 

Command 

Gneisses(B.G.C.) 

1.266 

Command 

Gneisses(B.G.C.) 

4.005 

Command 

Gneisses(B.G.C.) 

1.651 

Command 

Gneisses(B.G.C.) 

1.548 

Command 

Gneisses(B.G.C.) 

1.542 

Command 

Gneisses(B.G.C.) 

3.052 

Command 

Gneisses(B.G.C.) 

1.489 

Command 

Gneisses(B.G.C.) 

0.659 

Command 

Gneisses(B.G.C.) 

7.560 

Command 

Limestone 

0.186 

Command 

Gneisses(B.G.C.) 

2.016 

Command 

Gneisses(B.G.C.) 

1.331 

Command 

Gneisses(B.G.C.) 

10.627 

Command 

Gneisses(B.G.C.) 

15.086 

Command 

Gneisses(B.G.C.) 

0.630 

Command 

Gneisses(B.G.C.) 

2.346 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

40,000 

25,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

40,000 

25,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

35,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

50,000 

30,000 

120 

40,000 

30,000 

120 

35,000 

30,000 

120 

50,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

50,000 

30,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

40,000 

25,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

50,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

50,000 

30,000 

120 

40,000 

25,000 

120 

35,000 

30,000 

120 

35,000 

30,000 



Tube Wells with 
Wells Pumpset 




MCM 

MCM 

(15) 

(16) 

0.040 

0.040 

0.101 

0.119 

0.245 

0.299 

0.018 

0.024 

0.018 

0.018 

0.270 

0.270 

0.252 

0.252 

0.043 

0.060 

0.007 

0.007 

0.148 

0.148 

- 

- 

0.022 

0.022 

0.007 

0.007 

- 

- 1 

0.036 

0.036 

0.097 

0.097 

0.004 

0.004 

0.119 

0.144 

0.104 

0.104 

0.086 

0.086 



0.061 

0.073 

0.007 

0.007 



0.032 

0.032 

0.007 

0.020 

0.659 

0.725 

0.435 

0.435 

0.083 

0.096 

0.036 

0.036 











































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Harkawas 

0826000603183100 

1.113 

Fresh 

Hatheedo 

0826000503168400 

2.978 

Fresh 

Jailai 

0826000603178700 

2.749 

Fresh 

Jaitpura 

0826000803223300 

4.628 

Fresh 

Jamun 

0826000503168500 

2.349 

Fresh 

Jaspura 

0826000603176400 

1.582 

Fresh 

Jawarda 

0826000803223000 

0.609 

Fresh 

Jud 

0826000503164700 

7.904 

Fresh 

Kachher 

0826000603185400 

0.043 

Fresh 

Kachher Ki Dhani 

0826000603185300 

1.181 

Fresh 

Kaliwali 

0826000503164500 

4.763 

Fresh 

Kalodiya 

0826000503167900 

2.166 

Fresh 

Kapariyon Ka Khera 

0826000603183000 

2.922 

Fresh 

Karakali 

0826000803222700 

7.654 

Fresh 

Karmal 

0826000503169100 

1.458 

Fresh 

Kasiya 

0826000503165400 

2.380 

Fresh 

Kemri 

0826000503164000 

4.121 

Fresh 

Kenpura 

0826000803224000 

0.999 

Fresh 

Keradiya 

0826000503168700 

1.379 

Fresh 

Khakhariya Kheri 

0826000803223200 

2.381 

Fresh 

Khana Ka Talab 

0826000603191400 

2.660 

Fresh 

Kharsan 

0826000603173800 

5.489 

Fresh 

Khera Phala 

0826000603185100 

0.956 

Fresh 

Kheri 

0826000503166400 

6.954 

Fresh 

Kheroda 

0826000603173700 

16.195 

Fresh 

Khodao 

0826000503167100 

1.096 

Fresh 

Khumanpura 

0826000603178400 

0.706 

Fresh 

Kiyawaton Ka Phala 

0826000503164800 

1.033 

Fresh 

Kojon Ka Gurha 

0826000503163400 

3.817 

Fresh 


Type of Area (Command / N< 
command) 


( 6 ) 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non command 



Kundai 

0826000603185900 

3.273 

Fresh 

Kuntwas 

0826000603184900 

1.550 

Fresh 

Kurawar 

0826000503165000 

4.186 

Fresh 

Lag 

0826000503167700 

1.349 

Fresh 

Loda 

0826000803223800 

5.197 

Fresh 

Majawara 

0826000603177400 

2.935 

Fresh 

Malo Ka Gurha 

0826000603191600 

0.004 

Fresh 

Mand Kalan 

0826000603191500 

0.886 

Fresh 

Manderiya 

0826000603175600 

5.450 

Fresh 

Manohar Pura 

0826000603178100 

0.770 

Fresh 

Mansing Pura 

0826000603183500 

0.537 

Fresh 

Mardeeng Pura 

0826000603178300 

2.410 

Fresh 

Mavli Dangiyan 

0826000603177900 

3.380 

Fresh 

Mayda 

0826000503169200 

5.951 

Fresh 

Methuri 

0826000803224100 

8.254 

Fresh 

Modi 

0826000603175300 

4.367 

Fresh 

Modji Ka Khera 

0826000703197700 

3.927 

Fresh 

Morchana 

0826000703198000 

3.626 

Fresh 

Nagaliya 

0826000603184700 

1.998 

Fresh 

Nal Ka Gurha 

0826000703197900 

2.857 

Fresh 

Nandivela 

0826000503168800 

3.255 

Fresh 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Gneisses(B.G.C.) 

1.113 

Command 

Gneisses(B.G.C.) 

0.063 

Command 

Gneisses(B.G.C.) 

2.720 

Command 

Gneisses(B.G.C.) 

4.559 

Command 

Gneisses(B.G.C.) 

2.349 

Command 

Gneisses(B.G.C.) 

1.038 

Command 

Gneisses(B.G.C.) 

0.609 

Command 

Gneisses(B.G.C.) 

7.904 

Command 

Gneisses(B.G.C.) 

0.043 

Command 

Gneisses(B.G.C.) 

1.181 

Command 

Gneisses(B.G.C.) 

4.763 

Command 

Gneisses(B.G.C.) 

2.166 

Command 

Gneisses(B.G.C.) 

2.922 

Command 

Gneisses(B.G.C.) 

1.657 

Command 

Gneisses(B.G.C.) 

1.458 

Command 

Gneisses(B.G.C.) 

2.380 

Command 

Gneisses(B.G.C.) 

4.121 

Command 

Gneisses(B.G.C.) 

0.646 

Command 

Gneisses(B.G.C.) 

1.379 

Command 

Gneisses(B.G.C.) 

2.381 

Command 

Gneisses(B.G.C.) 

0.005 

Command 

Gneisses(B.G.C.) 

1.148 

Command 

Gneisses(B.G.C.) 

0.956 

Command 

Gneisses(B.G.C.) 

0.145 

Command 

Gneisses(B.G.C.) 

1.832 

Command 

Gneisses(B.G.C.) 

1.096 

Command 

Gneisses(B.G.C.) 

0.699 

Command 

Gneisses(B.G.C.) 

0.601 

Command 

Gneisses(B.G.C.) 

0.744 

Command 

Phyllite & Schist 

0.001 

Command 

Gneisses(B.G.C.) 

4.485 

Command 

Phyllite & Schist 

0.010 

Command 

Gneisses(B.G.C.) 

0.000 

Command 

Gneisses(B.G.C.) 

1.550 

Command 

Gneisses(B.G.C.) 

4.186 

Command 

Gneisses(B.G.C.) 

1.349 

Command 

Gneisses(B.G.C.) 

0.519 

Command 

Gneisses(B.G.C.) 

2.664 

Command 

Gneisses(B.G.C.) 

0.004 

Command 

Gneisses(B.G.C.) 

0.204 

Command 

Limestone 

0.000 

Command 

Gneisses(B.G.C.) 

0.770 

Command 

Gneisses(B.G.C.) 

0.537 

Command 

Gneisses(B.G.C.) 

2.410 

Command 

Gneisses(B.G.C.) 

3.378 

Command 

Gneisses(B.G.C.) 

5.951 

Command 

Gneisses(B.G.C.) 

0.007 

Command 

Gneisses(B.G.C.) 

1.767 

Command 

Gneisses(B.G.C.) 

0.154 

Command 

Gneisses(B.G.C.) 

0.010 

Command 

Gneisses(B.G.C.) 

1.998 

Command 

Gneisses(B.G.C.) 

0.126 

Command 

Gneisses(B.G.C.) 

3.255 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

35,000 

30,000 

120 

50,000 

30,000 

120 

35,000 

30,000 

120 

40,000 

25,000 

120 

50,000 

30,000 

120 

35,000 

30,000 

120 

40,000 

25,000 

120 

50,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

35,000 

30,000 

120 

40,000 

25,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

40,000 

25,000 

120 

50,000 

30,000 

120 

40,000 

25,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

50,000 

30,000 

120 

35,000 

30,000 

120 

50,000 

30,000 

120 

35,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

40,000 

25,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

50,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

50,000 

30,000 

120 

40,000 

25,000 

120 

35,000 

30,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

35,000 

30,000 

120 

50,000 

35,000 

120 

50,000 

30,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.079 

0.079 

- 

- 

0.079 

0.083 

0.147 

0.147 

0.047 

0.047 

0.047 

0.047 

0.054 

0.054 

0.104 

0.104 

0.061 

0.061 

0.029 

0.029 

0.043 

0.043 

0.068 

0.068 

0.083 

0.087 

0.027 

0.027 

0.054 

0.060 

0.022 

0.028 

0.065 

0.071 

0.009 

0.009 

0.054 

0.060 

0.045 

0.045 

- 

- 

0.029 

0.037 

0.058 

0.058 

0.004 

0.004 

0.140 

0.144 

0.040 

0.040 

0.083 

0.083 

0.029 

0.029 

0.014 

0.014 



0.090 

0.090 

0.133 

0.133 

0.040 

0.048 

0.061 

0.069 

0.180 

0.180 




















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


(2) 

(3) 

(4) 

(5) 

Nar 

0826000503165600 

1.799 

Fresh 

Narji Ka Gurha 

0826000703197800 

2.874 

Fresh 

Nawal Singhji Ka Gurha 

0826000503165300 

1.021 

Fresh 

Neemri 

0826000603182300 

1.608 

Fresh 

Nichla Chotiya 

0826000503164600 

1.742 

Fresh 

Onarsingh Ji Ki Bhagal 

0826000603184100 

10.189 

Fresh 

Padampura 

0826000503163900 

4.227 

Fresh 

Padmela 

0826000603183300 

1.711 

Fresh 

Parmada 

0826000503165500 

3.553 

Fresh 

Partal 

0826000503163100 

2.834 

Fresh 


Type of Area (Command / N< 
command) 


( 6 ) 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non command 


Patawaton Ka Limbawas 

0826000603184400 

0.477 

Fresh 

Patiya 

0826000603178800 

5.735 

Fresh 

Patoliya 

0826000603183800 

0.599 

Fresh 

Patookhera 

0826000503168000 

2.242 

Fresh 

Pawand 

0826000503165700 

1.553 

Fresh 

Phalet 

0826000603176900 

7.533 

Fresh 

Pheela 

0826000503168200 

8.461 

Fresh 

Phoosariya 

0826000603182800 

1.185 

Fresh 

Pindoliya 

0826000603177200 

10.772 

Fresh 

Rachka Ka Kuwa 

0826000603184000 

2.433 

Fresh 

Ramaj 

0826000503164300 

5.024 

Fresh 

Ramela 

0826000603192200 

0.004 

Fresh 

Rani Doongla 

0826000603184600 

3.769 

Fresh 

Raniya 

0826000603185600 

0.773 

Fresh 

Ratanpura 

0826000503168300 

3.213 

Fresh 

Ratarela 

0826000603184300 

7.218 

Fresh 

Rathoron Ka Gurha 

0826000603192000 

0.224 

Fresh 

Rawat Pura 

0826000503169000 

0.779 

Fresh 

Rawatpura 

0826000603178200 

0.494 

Fresh 

Rayla 

0826000603184800 

7.011 

Fresh 

Sagtari 

0826000503167400 

1.683 

Fresh 

Sakariya 

0826000603177700 

1.555 

Fresh 

Satawal 

0826000603183700 

3.275 

Fresh 

Sejlai 

0826000503163800 

1.115 

Fresh 

Sheeshwi 

0826000503163700 

6.699 

Fresh 

Sinhar 

0826000603191700 

0.006 

Fresh 

Soma Khra 

0826000503168100 

4.080 

Fresh 

Sulawas 

0826000503168900 

6.038 

Fresh 

Suron Ka Gurha 

0826000503165900 

3.595 

Fresh 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non command 


Talai 

0826000603178600 

1.471 

Fresh 

Todi 

0826000503165800 

4.309 

Fresh 


Non_command 


Non command 


09006042 


Ukar 

0826000503164100 

6.858 

Fresh 

Upla Chotiya 

0826000503165200 

1.030 

Fresh 

Upla Semaliya 

0826000603192300 

0.029 

Fresh 

Utharda 

0826000803222900 

14.385 

Fresh 

Wilkawas 

0826000603183200 

2.320 

Fresh 

Andar Khet 

0827000103299300 

1.948 

Fresh 

Ariwat 

0827000103310800 

0.354 

Fresh 

Bagbol 

0827000103310400 

0.275 

Fresh 

Baladeetmafi 

0827000103298800 

2.487 

Fresh 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Gneisses(B.G.C.) 

1.799 

Command 

Gneisses(B.G.C.) 

0.416 

Command 

Gneisses(B.G.C.) 

1.021 

Command 

Gneisses(B.G.C.) 

1.608 

Command 

Gneisses(B.G.C.) 

1.742 

Command 

Gneisses(B.G.C.) 

10.189 

Command 

Gneisses(B.G.C.) 

4.227 

Command 

Gneisses(B.G.C.) 

1.711 

Command 

Gneisses(B.G.C.) 

3.553 

Command 

Gneisses(B.G.C.) 

0.036 

Command 

Phyllite & Schist 

0.232 

Command 

Gneisses(B.G.C.) 

0.477 

Command 

Gneisses(B.G.C.) 

3.213 

Command 

Gneisses(B.G.C.) 

0.599 

Command 

Gneisses(B.G.C.) 

2.242 

Command 

Gneisses(B.G.C.) 

1.553 

Command 

Gneisses(B.G.C.) 

0.073 

Command 

Gneisses(B.G.C.) 

8.460 

Command 

Gneisses(B.G.C.) 

1.185 

Command 

Gneisses(B.G.C.) 

10.772 

Command 

Gneisses(B.G.C.) 

2.433 

Command 

Gneisses(B.G.C.) 

5.023 

Command 

Gneisses(B.G.C.) 

0.004 

Command 

Gneisses(B.G.C.) 

3.769 

Command 

Gneisses(B.G.C.) 

0.009 

Command 

Gneisses(B.G.C.) 

0.362 

Command 

Gneisses(B.G.C.) 

7.218 

Command 

Gneisses(B.G.C.) 

0.216 

Command 

Gneisses(B.G.C.) 

0.779 

Command 

Gneisses(B.G.C.) 

0.494 

Command 

Gneisses(B.G.C.) 

5.841 

Command 

Gneisses(B.G.C.) 

1.683 

Command 

Gneisses(B.G.C.) 

1.401 

Command 

Gneisses(B.G.C.) 

3.275 

Command 

Gneisses(B.G.C.) 

1.115 

Command 

Gneisses(B.G.C.) 

6.650 

Command 

Gneisses(B.G.C.) 

0.006 

Command 

Gneisses(B.G.C.) 

4.080 

Command 

Gneisses(B.G.C.) 

6.038 

Command 

Gneisses(B.G.C.) 

3.115 

Command 

Phyllite & Schist 

0.481 

Command 

Gneisses(B.G.C.) 

1.471 

Command 

Gneisses(B.G.C.) 

3.957 

Command 

Phyllite & Schist 

0.013 

Command 

Gneisses(B.G.C.) 

6.853 

Command 

Gneisses(B.G.C.) 

1.030 

Command 

Gneisses(B.G.C.) 

0.029 

Command 

Gneisses(B.G.C.) 

7.867 

Command 

Gneisses(B.G.C.) 

2.320 

Non-command 

Phyllite & Schist 

0.051 

Non-command 

Phyllite & Schist 

0.323 

Non-command 

Phyllite & Schist 

0.233 

Non-command 

Phyllite & Schist 

1.089 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

30,000 

120 

50,000 

35,000 

120 

50,000 

30,000 

120 

35,000 

30,000 

120 

50,000 

30,000 

120 

35,000 

30,000 

120 

50,000 

30,000 

120 

35,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

35,000 

30,000 

120 

50,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

50,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

50,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

50,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

50,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

35,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

35,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

35,000 

30,000 

120 

40,000 

25,000 

120 

35,000 

30,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

50,000 

25,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.018 

0.042 

0.004 

0.004 

0.014 

0.020 

0.410 

0.418 

0.018 

0.018 

0.097 

0.097 

0.036 

0.036 

0.072 

0.072 

0.072 

0.108 

- 

- 

- 

- 

0.014 

0.014 

0.025 

0.029 

0.072 

0.072 

0.119 

0.131 

0.011 

0.011 


0.263 

0.269 

0.144 

0.161 

0.302 

0.302 

0.061 

0.061 

0.032 

0.032 

0.014 

0.014 

0.094 

0.094 


0.007 

0.007 

0.032 

0.032 

0.022 

0.022 

0.040 

0.058 

0.137 

0.137 

0.068 

0.068 

0.025 

0.025 

0.018 

0.018 

0.022 

0.030 

0.007 

0.007 

0.072 

0.084 

0.086 

0.086 

0.180 

0.186 

0.058 

0.070 

0.094 

0.094 

0.014 

0.014 

0.029 

0.029 

0.043 

0.043 

- 

- 

0.036 

0.036 

0.025 

0.031 

0.018 

0.018 

0.237 

0.237 

0.090 

0.090 

- 

- 

0.012 

0.012 

0.018 

0.018 

0.006 

0.006 




























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Balwara 


Beelri 


Bhandariya With Chak 


Bhatpur 


Bhehan Beri 


Bhehana 


Bhilwata 


Bor Ka Talab 


Bori 


Bubela 


Chela 


Dachki @ Jaswantpura 


Dadoriya 


Dedakon Ka Wela 


Dewalkhas 


Dhamlat Falan 


Dhuwaliya 


Dungarpur (M) 


Forest 


Galandar 


Gamri Ahara 


Gara Malji 


Garamoraiya 


Ghata With Chak 


Ghooghra 


Gokal Pura 


Gumanpura 


Himmatpura 


Jhaloo Kua 


Jhankol 


Kandula 


Kankra Dara 


Karauli 


Khaparda 


Khemaroo 


Kherwara 


Kotana 


Kushal Magri 


Lorwara 


Mahdwa With Chak I & li 


Majhola 


Mali Khera 


Malpur (rural) 


Mana Talai 


Mara 


Mathu Gamra 


Metali 


Mokarwara 


Ora Bara 


Padardi 


Paldewal 


Palmathu Gamra 


0827000103298600 


0827000103305400 


0827000103305800 


0827000103304700 


0827000103311200 


0827000103298400 


0827000103299200 


0827000103310700 


0827000103306000 


0827000103292200 


0827000103299800 


0827000103292600 


0827000103299500 


0827000103311100 


0827000103290500 


0827000103306600 


0827000103293300 


0827000142701000 


0827000127900003 


0827000127900010 


0827000103310500 


0827000103306700 


0827000103300700 


0827000103300600 


0827000103306100 


0827000103293600 


0827000103304800 


0827000103299700 


0827000103311500 


0827000103310900 


0827000103300300 


0827000103292400 


0827000103306200 


0827000103293700 


0827000103305600 


0827000103304400 


0827000103292800 


0827000103300100 


0827000103304900 


0827000103298500 


0827000103305700 


0827000103292900 


0827000103305900 


0827000103299400 


0827000103311000 


0827000103306500 


0827000103299900 


0827000103292700 


0827000103293200 


0827000103293800 


0827000103299600 


0827000103290400 


0827000103304600 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

14.374 

Non-command 

Phyllite & Schist 

2.296 

Non-command 

Phyllite & Schist 

2.077 

Non-command 

Phyllite & Schist 

2.590 

Non-command 

Phyllite & Schist 

2.450 

Non-command 

Phyllite & Schist 

0.278 

Non-command 

Phyllite & Schist 

0.525 

Non-command 

Phyllite & Schist 

0.079 

Non-command 

Phyllite & Schist 

4.049 

Non-command 

Phyllite & Schist 

0.009 

Non-command 

Phyllite & Schist 

0.809 

Non-command 

Phyllite & Schist 

3.639 

Non-command 

Phyllite & Schist 

1.190 

Non-command 

Phyllite & Schist 

3.632 

Non-command 

Phyllite & Schist 

2.005 

Non-command 

Phyllite & Schist 

2.920 

Non-command 

Phyllite & Schist 

0.738 

Non-command 

Phyllite & Schist 

8.144 

Non-command 

Phyllite & Schist 

0.633 

Non-command 

Phyllite & Schist 

4.267 

Non-command 

Phyllite & Schist 

6.261 

Non-command 

Phyllite & Schist 

4.010 

Non-command 

Phyllite & Schist 

1.708 

Non-command 

Phyllite & Schist 

0.092 

Non-command 

Phyllite & Schist 

2.075 

Non-command 

Phyllite & Schist 

0.003 

Non-command 

Phyllite & Schist 

2.419 

Non-command 

Phyllite & Schist 

0.933 

Non-command 

Phyllite & Schist 

0.502 

Non-command 

Phyllite & Schist 

0.207 

Non-command 

Phyllite & Schist 

1.883 

Non-command 

Phyllite & Schist 

4.588 

Non-command 

Phyllite & Schist 

5.270 

Non-command 

Phyllite & Schist 

0.016 

Non-command 

Phyllite & Schist 

1.174 

Non-command 

Phyllite & Schist 

0.226 

Non-command 

Phyllite & Schist 

4.859 

Non-command 

Phyllite & Schist 

2.674 

Non-command 

Phyllite & Schist 

2.549 

Non-command 

Phyllite & Schist 

3.116 

Non-command 

Phyllite & Schist 

0.127 

Non-command 

Phyllite & Schist 

1.703 

Non-command 

Phyllite & Schist 

2.635 

Non-command 

Phyllite & Schist 

3.193 

Non-command 

Phyllite & Schist 

1.056 

Non-command 

Phyllite & Schist 

3.922 

Non-command 

Phyllite & Schist 

3.008 

Non-command 

Phyllite & Schist 

7.800 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Phyllite & Schist 

0.055 

Non-command 

Phyllite & Schist 

1.481 

Non-command 

Phyllite & Schist 

2.221 

Non-command 

Phyllite & Schist 

5.837 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

25,000 

120 

60,000 

35,000 

120 

50,000 

25,000 

120 

60,000 

35,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

60,000 

35,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

50,000 

25,000 

120 

60,000 

35,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

60,000 

35,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

60,000 

35,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.231 

0.231 

0.223 

0.223 

0.048 

0.048 

0.088 

0.088 

0.051 

0.051 

0.009 

0.009 

- 

- 

0.024 

0.024 

0.084 

0.084 

- 

- 

0.042 

0.042 

0.046 

0.046 

0.034 

0.034 

0.063 

0.063 

0.069 

0.069 

0.177 

0.177 

0.033 

0.033 



0.063 

0.063 

0.237 

0.237 

0.013 

0.013 



0.059 

0.059 

0.017 

0.017 


0.006 

0.006 

0.029 

0.029 

0.111 

0.111 



0.034 

0.034 

0.004 

0.004 

0.097 

0.097 

0.029 

0.029 

0.050 

0.050 

0.135 

0.135 

0.004 

0.004 

0.174 

0.174 

0.009 

0.009 

0.412 

0.412 

0.054 

0.054 

0.129 

0.129 

0.302 

0.302 

0.080 

0.094 

- 

- 

0.003 

0.003 

0.066 

0.066 

0.042 

0.042 

0.021 

0.021 




















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


09006043 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Paranapur 

0827000127900009 

1.330 

Fresh 

Patri 

0827000103306300 

0.764 

Fresh 

Pipalada 

0827000103300400 

4.921 

Fresh 

Rampur Biyola 

0827000103300500 

3.879 

Fresh 

Ramsagra 

0827000103310600 

1.855 

Fresh 

Rata Pani 

0827000103306800 

2.224 

Fresh 

Relra 

0827000103300000 

1.736 

Fresh 

Rohan Wara 

0827000103292500 

7.351 

Fresh 

Sati 

0827000103293100 

1.891 

Fresh 

Sati Rampur 

0827000103293000 

3.628 

Fresh 

Sendwai 

0827000103306400 

1.594 

Fresh 

Shivpura 

0827000103305500 

1.649 

Fresh 

Siyal Dari 

0827000103305000 

0.991 

Fresh 

Surpur 

0827000103299100 

2.157 

Fresh 

Thana 

0827000103298700 

5.944 

Fresh 

Udaipura 

0827000127900007 

1.472 

Fresh 

Upar Gamiya 

0827000103311300 

1.349 

Fresh 

Vagdari 

0827000103292300 

8.284 

Fresh 

Vajarda 

0827000103300200 

1.870 

Fresh 

VeerpurWith Chak 

0827000103305300 

0.976 

Fresh 

Vikas Nagar 

0827000103311400 

6.627 

Fresh 

Ambala 

0826000903253000 

5.294 

Fresh 


Type of Area (Command / N< 
command) 


( 6 ) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non command 


Babari 

0826000903260100 

3.478 

Fresh 

Badgari 

0826000903254700 

1.841 

Fresh 

Baldar 

0826000903252500 

0.387 

Fresh 

Balua 

0826000903259200 

13.097 

Fresh 

Bana Kalan 

0826000903257700 

4.559 

Fresh 

Bandoli 

0826000903255300 

3.829 

Fresh 

Bargaon 

0826000903254600 

7.187 

Fresh 

Behuti 

0826000903254300 

2.407 

Fresh 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Jaisamand 


Non command 



Chanawada 

0826000503159600 

21.838 

Fresh 

Chawand 

0826000903255400 

11.632 

Fresh 


Non_command 


Non command 


Chhani 

0826000903255800 

5.835 

Fresh 

Dakan Baori 

0826000903256900 

0.910 

Fresh 


Non_command 


Non command 


Dangikhera 

0826000903247700 

1.730 

Fresh 

Dayli 

0826000903253100 

4.287 

Fresh 


Non_command 


Non command 


Deengri 

0826000903253500 

2.877 

Fresh 

Dekali 

0826000903255500 

0.353 

Fresh 


Non_command 


Non command 


Delwas 

0826000903252600 

12.013 

Fresh 

Dhakarda 

0826000903257500 

6.306 

Fresh 

Jhalardevi 

0826000903252700 

2.663 

Fresh 

Kachhota 

0826000903257400 

1.876 

Fresh 

Katanwara 

0826000903255600 

5.621 

Fresh 


Non_command 


Non_command 


Non_command 


Non_command 


Non command 


Kejar 

0826000903255200 

10.407 

Fresh 

Kharbar Chak (A) 

0826000903256600 

13.121 

Fresh 


Non_command 


Non command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

1.330 

Non-command 

Phyllite & Schist 

0.764 

Non-command 

Phyllite & Schist 

2.032 

Non-command 

Phyllite & Schist 

0.083 

Non-command 

Phyllite & Schist 

0.651 

Non-command 

Phyllite & Schist 

1.580 

Non-command 

Phyllite & Schist 

1.652 

Non-command 

Phyllite & Schist 

2.039 

Non-command 

Phyllite & Schist 

1.687 

Non-command 

Phyllite & Schist 

2.785 

Non-command 

Phyllite & Schist 

1.594 

Non-command 

Phyllite & Schist 

1.649 

Non-command 

Phyllite & Schist 

0.354 

Non-command 

Phyllite & Schist 

1.336 

Non-command 

Phyllite & Schist 

5.466 

Non-command 

Phyllite & Schist 

1.472 

Non-command 

Phyllite & Schist 

1.298 

Non-command 

Phyllite & Schist 

5.962 

Non-command 

Phyllite & Schist 

1.851 

Non-command 

Phyllite & Schist 

0.216 

Non-command 

Phyllite & Schist 

0.732 

Command 

Gneisses(B.G.C.) 

0.985 

Command 

Phyllite & Schist 

4.308 

Command 

Phyllite & Schist 

0.841 

Command 

Gneisses(B.G.C.) 

1.573 

Command 

Phyllite & Schist 

0.028 

Command 

Phyllite & Schist 

0.614 

Command 

Gneisses(B.G.C.) 

0.105 

Command 

Gneisses(B.G.C.) 

3.829 

Command 

Gneisses(B.G.C.) 

0.922 

Command 

Phyllite & Schist 

0.077 

Command 

Gneisses(B.G.C.) 

1.262 

Command 

Phyllite & Schist 

0.634 

Command 

Phyllite & Schist 

3.412 

Command 

Gneisses(B.G.C.) 

11.550 

Command 

Phyllite & Schist 

0.081 

Command 

Phyllite & Schist 

5.815 

Command 

Gneisses(B.G.C.) 

0.117 

Command 

Phyllite & Schist 

0.725 

Command 

Phyllite & Schist 

0.019 

Command 

Gneisses(B.G.C.) 

3.988 

Command 

Phyllite & Schist 

0.266 

Command 

Gneisses(B.G.C.) 

0.094 

Command 

Gneisses(B.G.C.) 

0.268 

Command 

Phyllite & Schist 

0.085 

Command 

Phyllite & Schist 

3.481 

Command 

Gneisses(B.G.C.) 

2.092 

Command 

Phyllite & Schist 

2.351 

Command 

Gneisses(B.G.C.) 

1.874 

Command 

Gneisses(B.G.C.) 

3.191 

Command 

Phyllite & Schist 

2.430 

Command 

Gneisses(B.G.C.) 

10.287 

Command 

Phyllite & Schist 

7.167 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

60,000 

35,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

50,000 

25,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

60,000 

50,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.015 

0.015 

0.039 

0.039 

0.008 

0.008 

- 

- 

0.003 

0.003 

0.120 

0.120 

0.080 

0.080 

0.024 

0.024 

0.024 

0.024 

0.102 

0.102 

- 

- 

0.034 

0.034 

0.021 

0.021 

0.069 

0.075 

0.240 

0.240 

0.018 

0.018 

0.006 

0.006 

0.108 

0.108 

0.017 

0.017 

0.017 

0.017 

0.006 

0.006 

0.014 

0.014 

0.120 

0.120 

0.006 

0.006 

0.007 

0.007 



0.022 

0.022 

0.014 

0.014 


0.025 

0.025 

0.024 

0.024 

0.072 

0.072 

0.277 

0.277 

0.006 

0.006 

0.132 

0.132 

0.004 

0.004 

0.018 

0.018 

- 

- 

0.025 

0.025 

0.006 

0.006 

- 

- 

0.029 

0.029 

0.012 

0.012 

0.150 

0.150 

0.018 

0.018 

0.084 

0.084 

0.014 

0.014 

0.126 

0.126 

0.162 

0.162 

0.191 

0.191 

0.192 

0.199 
































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Kharbar Chak(B) 


Kherki 


Khori Mahuri 


Lalpura 


Makat 


0826000903256700 


0826000903252900 


0826000903252800 


0826000903253200 


0826000903252400 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


1.782 Fresh 


7.006 Fresh 


6.723 Fresh 


1.532 Fresh 


2.523 Fresh 


( 6 ) 


Non_command 


Non_command 


Non_command 


Non_command 


Non command 



Mayar 

0826000903254900 

3.869 

Fresh 

Moondla 

0826000903253400 

2.981 

Fresh 


Non_command 


Non command 


Nal Alkar 

0826000903255900 

5.172 

Fresh 

Naliya Wara 

0826000903256100 

0.612 

Fresh 

Nathara 

0826000903252200 

25.421 

Fresh 

Neemach 

0826000903257300 

2.859 

Fresh 

Nimboda 

0826000903257000 

0.808 

Fresh 

Pal Neemoda 

0826000903256800 

13.979 

Fresh 

Pal Sarada 

0826000903259000 

28.166 

Fresh 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non command 


Pal Sepur 

0826000903259100 

6.418 

Fresh 

Parsad 

0826000903256000 

11.553 

Fresh 

Sagatra 

0826000903255000 

5.806 

Fresh 

Sahara 

0826000903254400 

18.992 

Fresh 


Non_command 


Non_command 


Non_command 


Jaisamand 


Non command 



Sarsiya 

0826000903252100 

7.702 

Fresh 

Sasei 

0826000903252300 

3.968 

Fresh 

Sekri 

0826000903254500 

0.950 

Fresh 

Sepur 

0826000903257100 

3.750 

Fresh 

Somawat 

0826001003271400 

11.922 

Fresh 

Thana 

0826000903253300 

4.853 

Fresh 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non command 


09006044 


Udpuriya (Jageer) 


Udpuriya (Khalsa) 


Adwas 


0826000903254200 


1.396 Fresh 


Jaisamand 


Non command 



0826000903254100 


0826000903248600 


1.579 Fresh 


15.272 Fresh 


Jaisamand 


Non_command 


Non command 


Agar 

0826000703204300 

12.605 

Fresh 

Ajbara 

0826000903248500 

9.679 

Fresh 

Ajni 

0826000703204400 

19.478 

Fresh 

Arawela 

0826000803226100 

0.408 

Fresh 

Baba Ka Magra 

0826000903250100 

21.004 

Fresh 


Non_command 


Non_command 


Non_command 


Non_command 


Jaisamand 


Non command 



Bagruwa 

0826000903248700 

6.182 

Fresh 

Baroliya 

0826000803229700 

2.874 

Fresh 

Basu 

0826000503162600 

11.427 

Fresh 


Non_command 


Non_command 


Non command 



0826000703204500 


5.817 Fresh 


Non command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Phyllite & Schist 

1.765 

Command 

Phyllite & Schist 

7.001 

Command 

Phyllite & Schist 

5.897 

Command 

Gneisses(B.G.C.) 

1.532 

Command 

Gneisses(B.G.C.) 

0.117 

Command 

Phyllite & Schist 

1.939 

Command 

Gneisses(B.G.C.) 

0.015 

Command 

Phyllite & Schist 

2.523 

Command 

Gneisses(B.G.C.) 

3.860 

Command 

Gneisses(B.G.C.) 

0.592 

Command 

Phyllite & Schist 

1.211 

Command 

Phyllite & Schist 

5.117 

Command 

Phyllite & Schist 

0.164 

Command 

Phyllite & Schist 

10.337 

Command 

Gneisses(B.G.C.) 

2.859 

Command 

Phyllite & Schist 

0.778 

Command 

Phyllite & Schist 

13.139 

Command 

Gneisses(B.G.C.) 

2.094 

Command 

Phyllite & Schist 

9.001 

Command 

Phyllite & Schist 

6.174 

Command 

Phyllite & Schist 

6.911 

Command 

Gneisses(B.G.C.) 

5.159 

Command 

Phyllite & Schist 

0.005 

Command 

Gneisses(B.G.C.) 

0.001 

Command 

Phyllite & Schist 

0.049 

Command 

Gneisses(B.G.C.) 

6.633 

Command 

Phyllite & Schist 

0.310 

Command 

Phyllite & Schist 

0.010 

Command 

Phyllite & Schist 

3.399 

Command 

Gneisses(B.G.C.) 

0.831 

Command 

Phyllite & Schist 

3.746 

Command 

Phyllite & Schist 

0.105 

Command 

Gneisses(B.G.C.) 

3.892 

Command 

Phyllite & Schist 

0.268 

Command 

Phyllite & Schist 

0.097 

Command 

Gneisses(B.G.C.) 

0.116 

Command 

Phyllite & Schist 

0.967 

Command 

Phyllite & Schist 

0.051 

Command 

Phyllite & Schist 

0.106 

Command 

Gneisses(B.G.C.) 

3.289 

Command 

Phyllite & Schist 

8.260 

Command 

Gneisses(B.G.C.) 

0.085 

Command 

Phyllite & Schist 

8.885 

Command 

Gneisses(B.G.C.) 

10.252 

Command 

Gneisses(B.G.C.) 

0.278 

Command 

Gneisses(B.G.C.) 

0.011 

Command 

Gneisses(B.G.C.) 

17.474 

Command 

Phyllite & Schist 

2.962 

Command 

Phyllite & Schist 

4.225 

Command 

Gneisses(B.G.C.) 

0.186 

Command 

Gneisses(B.G.C.) 

5.001 

Command 

Phyllite & Schist 

5.228 

Command 

Gneisses(B.G.C.) 

5.320 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

90,000 

80,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

50,000 

35,000 

120 

60,000 

50,000 

120 

50,000 

35,000 

120 

40,000 

25,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

40,000 

25,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

35,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.294 

0.294 

0.006 

0.006 

0.174 

0.174 

0.007 

0.007 

0.004 

0.004 

0.072 

0.072 

- 

- j 

0.042 

0.042 

0.104 

0.104 

0.007 

0.007 

0.018 

0.018 

0.090 

0.090 

0.018 

0.018 

0.126 

0.126 

0.040 

0.040 

0.054 

0.054 

0.396 

0.396 

0.025 

0.025 

0.168 

0.168 

0.240 

0.240 

0.300 

0.314 

0.061 

0.061 



0.320 

0.320 

0.024 

0.024 


0.120 

0.120 

0.007 

0.007 

0.108 

0.108 



0.006 

0.006 

0.004 

0.004 

0.054 

0.054 


0.006 

0.006 

0.040 

0.040 

0.174 

0.174 


0.156 

0.156 

0.067 

0.067 

0.009 

0.009 



0.043 

0.043 

0.047 

0.047 

0.063 

0.063 






































































































































































































































































































































































































































































































































































































































































Micro-watershed 



0826000803226900 


0826000803227000 


0826000903248800 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


15.560 Fresh 


Fresh 


( 6 ) 


Non_command 


Non_command 


Non command 



Bhimpura 

0826000803227200 

0.711 

Fresh 

Biliya Ka Gurha 

0826000803227500 

3.484 

Fresh 

Borka Pani 

0826000703205300 

11.201 

Fresh 

Borla 

0826000803225500 

1.201 

Fresh 

Chhaparwali Thori 

0826000903249800 

11.021 

Fresh 

Chibora 

0826000803227100 

1.400 

Fresh 

Dantardi 

0826000803224500 

2.367 

Fresh 

Dawana 

0826000903249100 

2.185 

Fresh 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non command 


Deoliya 

0826000703204600 

13.798 

Fresh 

Deopura 

0826000803225900 

1.767 

Fresh 

Dewala 

0826000903247000 

9.173 

Fresh 

Dhawri 

0826000703198300 

3.307 

Fresh 

Dhulji Ka Gurha 

0826000803224400 

5.032 

Fresh 

Dobdicha 

0826000803230300 

0.433 

Fresh 

Dolpura 

0826000803226300 

1.634 

Fresh 

Edana 

0826000803223400 

9.360 

Fresh 

Eklingpura 

0826000903246600 

6.327 

Fresh 

Gamri 

0826000903251200 

3.346 

Fresh 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non command 


Gaonra-Pal 

0826000803226200 

2.201 

Fresh 

Gatonr 

0826000903251100 

9.226 

Fresh 

Geegachi Khera 

0826000903248000 

5.239 

Fresh 

Ghati 

0826000803226800 

1.031 

Fresh 

Gingla 

0826000803223900 

3.409 

Fresh 

Guruon Ka Chibora 

0826000803225700 

0.991 

Fresh 

Jagat 

0826000503162800 

26.394 

Fresh 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non command 


Jaitpura 


Jamboora 


0826000803223300 

4.628 

Fresh 

0826000803226400 

3.311 

Fresh 

0826000903251300 

5.543 

Fresh 


Non_command 


Non_command 


Non command 



Jatkua 

0826000803226500 

1.031 

Fresh 

Jawad 

0826000903248900 

10.286 

Fresh 


Non_command 


Non command 



Juna Koa 

0826000903249700 

1.820 

Fresh 

Junijhar 

0826000903249200 

3.139 

Fresh 


Non_command 


Non command 


Kaduni 

0826000803225100 

4.414 

Fresh 

Kali-Magri 

0826000803227300 

2.813 

Fresh 

Kanpura 

0826000803226000 

4.011 

Fresh 

Kant 

0826000803223600 

5.724 

Fresh 

Karakali 

0826000803222700 

7.654 

Fresh 

Karawali 

0826000803225800 

8.431 

Fresh 

Karodiya 

0826000903250300 

2.156 

Fresh 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Gneisses(B.G.C.) 

15.530 

Command 

Gneisses(B.G.C.) 

1.122 

Command 

Gneisses(B.G.C.) 

2.627 

Command 

Phyllite & Schist 

0.653 

Command 

Gneisses(B.G.C.) 

0.052 

Command 

Phyllite & Schist 

0.099 

Command 

Gneisses(B.G.C.) 

0.711 

Command 

Gneisses(B.G.C.) 

0.004 

Command 

Gneisses(B.G.C.) 

0.033 

Command 

Gneisses(B.G.C.) 

1.201 

Command 

Gneisses(B.G.C.) 

10.903 

Command 

Gneisses(B.G.C.) 

1.192 

Command 

Gneisses(B.G.C.) 

2.367 

Command 

Gneisses(B.G.C.) 

0.665 

Command 

Phyllite & Schist 

1.520 

Command 

Gneisses(B.G.C.) 

2.923 

Command 

Gneisses(B.G.C.) 

1.767 

Command 

Phyllite & Schist 

2.978 

Command 

Gneisses(B.G.C.) 

0.007 

Command 

Gneisses(B.G.C.) 

3.767 

Command 

Gneisses(B.G.C.) 

0.321 

Command 

Gneisses(B.G.C.) 

1.363 

Command 

Gneisses(B.G.C.) 

5.355 

Command 

Phyllite & Schist 

0.001 

Command 

Gneisses(B.G.C.) 

0.780 

Command 

Phyllite & Schist 

1.125 

Command 

Gneisses(B.G.C.) 

0.004 

Command 

Gneisses(B.G.C.) 

0.013 

Command 

Phyllite & Schist 

0.022 

Command 

Gneisses(B.G.C.) 

1.031 

Command 

Gneisses(B.G.C.) 

0.357 

Command 

Gneisses(B.G.C.) 

0.991 

Command 

Gneisses(B.G.C.) 

13.878 

Command 

Phyllite & Schist 

0.856 

Command 

Gneisses(B.G.C.) 

0.069 

Command 

Gneisses(B.G.C.) 

3.311 

Command 

Gneisses(B.G.C.) 

0.010 

Command 

Phyllite & Schist 

0.479 

Command 

Gneisses(B.G.C.) 

1.031 

Command 

Gneisses(B.G.C.) 

9.833 

Command 

Phyllite & Schist 

0.418 

Command 

Gneisses(B.G.C.) 

0.390 

Command 

Phyllite & Schist 

0.043 

Command 

Gneisses(B.G.C.) 

1.820 

Command 

Gneisses(B.G.C.) 

1.533 

Command 

Phyllite & Schist 

1.575 

Command 

Gneisses(B.G.C.) 

4.414 

Command 

Gneisses(B.G.C.) 

0.541 

Command 

Gneisses(B.G.C.) 

3.901 

Command 

Gneisses(B.G.C.) 

1.172 

Command 

Gneisses(B.G.C.) 

1.838 

Command 

Gneisses(B.G.C.) 

8.359 

Command 

Gneisses(B.G.C.) 

1.395 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

50,000 

35,000 

120 

40,000 

25,000 

120 

40,000 

30,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

50,000 

35,000 

120 

40,000 

25,000 

120 

60,000 

50,000 

120 

50,000 

35,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

40,000 

25,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

40,000 

25,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

30,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.024 

0.024 

0.050 

0.050 

0.024 

0.024 



0.015 

0.015 

0.007 

0.007 

0.111 

0.111 

0.141 

0.141 

0.025 

0.025 

0.102 

0.102 

0.042 

0.042 

0.039 

0.039 

0.204 

0.204 


0.042 

0.042 

0.039 

0.039 

0.084 

0.084 

0.087 

0.087 


0.004 

0.004 

0.012 

0.012 



0.039 

0.039 

0.036 

0.036 

0.021 

0.021 

0.436 

0.454 

0.025 

0.025 

0.003 

0.003 

0.174 

0.174 


0.006 

0.006 

0.012 

0.012 

0.133 

0.133 

0.012 

0.012 



0.032 

0.032 

0.029 

0.029 

0.054 

0.054 

0.261 

0.261 

0.003 

0.003 

0.105 

0.105 

0.063 

0.063 

0.030 

0.030 

0.906 

0.906 

0.014 

0.014 


















































































































































































































































































































































































































































































































































































































































































Village 

Zone 
(Fresh / 
Saline) 

Name 


Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 


Kenpura 

0826000803224000 

0.999 

Fresh 

Khajoori 

0826000803230200 

2.620 

Fresh 

Kharka 

0826000803224600 

9.028 

Fresh 

Kharwa 

0826000503161000 

18.322 

Fresh 

Kota 

0826000803223500 

3.698 

Fresh 

Kunda 

0826000803230100 

1.578 

Fresh 

Loda 

0826000803223800 

5.197 

Fresh 

Magrawali Thori 

0826000903249900 

2.329 

Fresh 

Mahuri 

0826000903251400 

11.347 

Fresh 


Makarsima 

0826000803226600 

2.010 

Fresh 

Mendura 

0826000903249400 

1.766 

Fresh 

Methuri 

0826000803224100 

8.254 

Fresh 

Morchana 

0826000703198000 

3.626 

Fresh 

Morpura 

0826000803224700 

2.949 

Fresh 

Naijhar 

0826000903249300 

5.509 

Fresh 

Nal Ka Gurha 

0826000703197900 

2.857 

Fresh 

Nandvi 

0826000903248200 

1.430 

Fresh 

Narpura 

0826000803226700 

0.462 

Fresh 

Naya Kua 

0826000903249600 

2.239 

Fresh 

Nimri Ka Gurha 

0826000703198100 

3.700 

Fresh 

Oda 

0826000903246900 

4.888 

Fresh 

Okhariya 

0826000803224900 

6.855 

Fresh 

Palodra 

0826000903248400 

4.135 

Fresh 

Paluna 

0826000903248300 

3.023 

Fresh 


Pani Kotra 

0826000803225300 

4.211 

Fresh 

Patan 

0826000803224200 

0.802 

Fresh 

Payri 

0826000803224300 

1.126 

Fresh 

Peeladhar 

0826000903251800 

14.261 

Fresh 

Piyabari 

0826000903249500 

2.276 

Fresh 

Pratappura 

0826000803225000 

2.698 

Fresh 

Ramina 

0826000803229900 

2.834 

Fresh 

Ratanpura 

0826000803223700 

1.317 

Fresh 

Rathoron Ka Gurha 

0826000703198200 

2.677 

Fresh 


0826000803227600 

2.408 

Fresh 

Renth Guriya 

0826000903250400 

2.307 

Fresh 

Rorda 

0826000503166600 

7.884 

Fresh 

Rowa 

0826000803227800 

1.039 

Fresh 

Runeeja 

0826000503162700 

4.498 

Fresh 


Saradi 

0826000803225200 

5.003 

Fresh 

Semal 

0826000903250000 

5.150 

Fresh 

Singawali 

0826000803225600 

2.313 

Fresh 

Siyal Kotra 

0826000803225400 

2.378 

Fresh 

Talab 

0826000803224800 

5.443 

Fresh 

Tulchhon Ka Narnia 

0826000803227700 

4.822 

Fresh 

Utharda 

0826000803222900 

14.385 

Fresh 

Veerpura 

0826000903250500 

4.650 

Fresh 


Wailwari 

0826000903249000 

5.086 

Fresh 

Waliya-Khera 

0826000803230000 

2.737 

Fresh 


Type of Area (Command / 
command) 


_ m 

Non_command 

Non_command 

Non_command 

Non_command 

Non_command 

Non_command 

Non_command 

Non_command 

Non_command 

Non_command 

Non_command 

Non_command 

Non_command 

Non_command 

Non_command 

Non_command 

Non_command 

Non_command 

Non_command 

Non_command 

Non_command 

Non_command 

Non_command 

Non_command 

Non_command 

Non_command 

Non_command 

Non_command 

Non_command 

Non_command 

Non_command 

Non_command 

Non_command 

Non_command 

Non_command 

Non_command 

Non_command 

Non_command 

Non_command 

Non_command 

Non_command 

Non_command 

Non_command 

Non_command 

Non_command 

Jaisamand 

Non_command 

Non_command 

Non command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Phyllite & Schist 

0.756 

Command 

Gneisses(B.G.C.) 

0.353 

Command 

Gneisses(B.G.C.) 

0.952 

Command 

Gneisses(B.G.C.) 

9.028 

Command 

Phyllite & Schist 

1.457 

Command 

Gneisses(B.G.C.) 

3.676 

Command 

Gneisses(B.G.C.) 

1.274 

Command 

Gneisses(B.G.C.) 

4.678 

Command 

Gneisses(B.G.C.) 

2.329 

Command 

Gneisses(B.G.C.) 

0.613 

Command 

Phyllite & Schist 

2.029 

Command 

Gneisses(B.G.C.) 

2.010 

Command 

Gneisses(B.G.C.) 

1.766 

Command 

Gneisses(B.G.C.) 

8.247 

Command 

Gneisses(B.G.C.) 

3.484 

Command 

Gneisses(B.G.C.) 

2.231 

Command 

Gneisses(B.G.C.) 

5.509 

Command 

Gneisses(B.G.C.) 

0.926 

Command 

Gneisses(B.G.C.) 

0.178 

Command 

Gneisses(B.G.C.) 

0.462 

Command 

Gneisses(B.G.C.) 

2.239 

Command 

Gneisses(B.G.C.) 

0.404 

Command 

Phyllite & Schist 

0.170 

Command 

Gneisses(B.G.C.) 

6.646 

Command 

Phyllite & Schist 

0.453 

Command 

Gneisses(B.G.C.) 

0.057 

Command 

Phyllite & Schist 

0.193 

Command 

Gneisses(B.G.C.) 

4.211 

Command 

Gneisses(B.G.C.) 

0.802 

Command 

Gneisses(B.G.C.) 

1.126 

Command 

Gneisses(B.G.C.) 

0.000 

Command 

Gneisses(B.G.C.) 

2.276 

Command 

Gneisses(B.G.C.) 

2.698 

Command 

Gneisses(B.G.C.) 

2.658 

Command 

Gneisses(B.G.C.) 

1.317 

Command 

Gneisses(B.G.C.) 

0.113 

Command 

Gneisses(B.G.C.) 

0.040 

Command 

Gneisses(B.G.C.) 

2.304 

Command 

Gneisses(B.G.C.) 

2.203 

Command 

Gneisses(B.G.C.) 

0.502 

Command 

Gneisses(B.G.C.) 

3.972 

Command 

Phyllite & Schist 

0.420 

Command 

Gneisses(B.G.C.) 

5.003 

Command 

Gneisses(B.G.C.) 

5.150 

Command 

Gneisses(B.G.C.) 

2.313 

Command 

Gneisses(B.G.C.) 

2.378 

Command 

Gneisses(B.G.C.) 

5.280 

Command 

Gneisses(B.G.C.) 

0.259 

Command 

Gneisses(B.G.C.) 

6.517 

Command 

Gneisses(B.G.C.) 

0.021 

Command 

Gneisses(B.G.C.) 

0.364 

Command 

Gneisses(B.G.C.) 

5.063 

Command 

Gneisses(B.G.C.) 

1.710 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

50,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

50,000 

30,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

40,000 

25,000 

120 

40,000 

30,000 

120 

40,000 

25,000 

120 

50,000 

35,000 

120 

40,000 

25,000 

120 

40,000 

30,000 

120 

50,000 

35,000 

120 

40,000 

30,000 

120 

40,000 

25,000 

120 

40,000 

30,000 

120 

50,000 

35,000 

120 

60,000 

50,000 

120 

40,000 

25,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

50,000 

35,000 

120 

40,000 

25,000 

120 

40,000 

30,000 

120 

50,000 

30,000 

120 

40,000 

25,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

40,000 

25,000 

120 

40,000 

30,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

40,000 

25,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.012 

0.012 

0.006 

0.006 

0.030 

0.030 

0.312 

0.312 

0.007 

0.007 

0.120 

0.120 

0.015 

0.015 

0.249 

0.249 

0.014 

0.014 

0.004 

0.004 

0.018 

0.018 

0.192 

0.192 

0.014 

0.014 

0.207 

0.207 

0.038 

0.038 

0.057 

0.057 

0.094 

0.094 

0.008 

0.008 

0.029 

0.029 

0.009 

0.009 

0.018 

0.018 

- 

- 

0.006 

0.006 

0.375 

0.375 

0.042 

0.042 

- 

- 

0.006 

0.006 

0.072 

0.072 

0.021 

0.021 

0.015 

0.015 


0.011 

0.011 

0.195 

0.195 

0.024 

0.024 

0.114 

0.114 

0.004 

0.004 

- 

- 

0.004 

0.004 

0.054 

0.060 

0.006 

0.006 

0.058 

0.058 

0.007 

0.007 

0.486 

0.486 

0.202 

0.202 

0.054 

0.054 

0.018 

0.018 

0.147 

0.147 

0.003 

0.003 

0.198 

0.198 

- 

- 

0.007 

0.007 

0.083 

0.083 

0.036 

0.036 





























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


(V 


09006045 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Amara-Dungari 

0826000803234400 

1.026 

Fresh 

Ambara 

0826000903259600 

5.256 

Fresh 

Baba Ka Magra 

0826000903250100 

21.004 

Fresh 


Type of Area (Command / N< 
command) 


Babari 

0826000903260100 

3.478 

Fresh 

Badawali 

0826000903261500 

9.573 

Fresh 


Badgari 

0826000903254700 

1.841 

Fresh 

Bagthala 

0826000903258600 

2.404 

Fresh 


Balua 

0826000903259200 

13.097 

Fresh 

Bamanwara 

0826001003286700 

5.629 

Fresh 

Bana Kalan 

0826000903257700 

4.559 

Fresh 



Baseetar Samchot 

0826000803228200 

8.724 

Fresh 

Bassee Joyara 

0826000803228000 

1.071 

Fresh 

Behuti 

0826000903254300 

2.407 

Fresh 


( 6 ) 


Jaisamand 


Non_command 


Jaisamand 


Non_command 


Non_command 


Jaisamand 


Non_command 


Non_command 


Jaisamand 


Non_command 


Non_command 


Non_command 


Jaisamand 


Non_command 


Jaisamand 


Non_command 


Jaisamand 


Non_command 


Jaisamand 


Non_command 


Jaisamand 


Jaisamand 


Jaisamand 


Non command 



Bejpur 

0826000903254000 

2.482 

Fresh 

Bhaison Ka Narnia 

0826000803227000 

1.155 

Fresh 

Bheempur 

0826000903261100 

3.412 

Fresh 

Bherwa 

0826000903254800 

2.754 

Fresh 


Bhorai 

0826000903263800 

10.002 

Fresh 

Biliya Ka Gurha 

0826000803227500 

3.484 

Fresh 

Bootwas 

0826000903251000 

3.642 

Fresh 


Jaisamand 


Non_command 


Non_command 


Jaisamand 


Non_command 


Non_command 


Non_command 


Jaisamand 


Bori 

0826000903262300 

4.259 

Fresh 

Bujhara 

0826000803234100 

12.000 

Fresh 

Chandora 

0826000903262000 

2.692 

Fresh 



Chibora 

0826000803227100 

1.400 

Fresh 

Darjanpura 

0826000903262200 

2.521 

Fresh 

Dhakarda 

0826000903257500 

6.306 

Fresh 

Dhan Ka Wara 

0826000903259300 

13.618 

Fresh 

Dhani 

0826000903262400 

0.805 

Fresh 

Dhani Sipoor 

0826000903258100 

4.971 

Fresh 

Dolpura 

0826000803226300 

1.634 

Fresh 

Gamri 

0826000903251200 

3.346 

Fresh 

Gandhipur 

0826000903250600 

0.792 

Fresh 


Non_command 


Jaisamand 


Jaisamand 


Non_command 


Jaisamand 


Non_command 


Jaisamand 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Jaisamand 


Non_command 


Non_command 


Jaisamand 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Phyllite & Schist 

0.069 

Command 

Phyllite & Schist 

4.937 

Command 

Gneisses(B.G.C.) 

0.002 

Command 

Gneisses(B.G.C.) 

0.010 

Command 

Phyllite & Schist 

2.490 

Command 

Phyllite & Schist 

8.425 

Command 

Phyllite & Schist 

0.809 

Command 

Gneisses(B.G.C.) 

0.268 

Command 

Phyllite & Schist 

0.470 

Command 

Phyllite & Schist 

1.934 

Command 

Phyllite & Schist 

0.618 

Command 

Phyllite & Schist 

1.217 

Command 

Gneisses(B.G.C.) 

0.217 

Command 

Gneisses(B.G.C.) 

4.232 

Command 

Gneisses(B.G.C.) 

0.869 

Command 

Gneisses(B.G.C.) 

1.986 

Command 

Gneisses(B.G.C.) 

2.642 

Command 

Phyllite & Schist 

2.598 

Command 

Gneisses(B.G.C.) 

0.992 

Command 

Gneisses(B.G.C.) 

0.794 

Command 

Phyllite & Schist 

3.551 

Command 

Gneisses(B.G.C.) 

0.399 

Command 

Phyllite & Schist 

0.913 

Command 

Gneisses(B.G.C.) 

1.071 

Command 

Phyllite & Schist 

0.359 

Command 

Gneisses(B.G.C.) 

0.002 

Command 

Phyllite & Schist 

0.059 

Command 

Phyllite & Schist 

0.254 

Command 

Gneisses(B.G.C.) 

0.034 

Command 

Phyllite & Schist 

3.412 

Command 

Gneisses(B.G.C.) 

0.009 

Command 

Gneisses(B.G.C.) 

2.745 

Command 

Phyllite & Schist 

0.053 

Command 

Gneisses(B.G.C.) 

1.665 

Command 

Gneisses(B.G.C.) 

2.958 

Command 

Phyllite & Schist 

0.119 

Command 

Phyllite & Schist 

3.630 

Command 

Phyllite & Schist 

2.839 

Command 

Phyllite & Schist 

0.435 

Command 

Phyllite & Schist 

2.257 

Command 

Gneisses(B.G.C.) 

0.770 

Command 

Gneisses(B.G.C.) 

0.083 

Command 

Gneisses(B.G.C.) 

1.367 

Command 

Gneisses(B.G.C.) 

0.261 

Command 

Gneisses(B.G.C.) 

0.208 

Command 

Phyllite & Schist 

2.429 

Command 

Gneisses(B.G.C.) 

4.213 

Command 

Phyllite & Schist 

7.472 

Command 

Phyllite & Schist 

0.805 

Command 

Phyllite & Schist 

4.780 

Command 

Gneisses(B.G.C.) 

0.271 

Command 

Gneisses(B.G.C.) 

0.121 

Command 

Gneisses(B.G.C.) 

0.792 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

40,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

90,000 

80,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

40,000 

25,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

40,000 

25,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

40,000 

25,000 

120 

40,000 

30,000 

120 

40,000 

30,000 



Wells with 
Pumpset 


MCM 


(15) 


0.005 




0.024 

0.024 

0.132 

0.132 

0.012 

0.012 


0.012 

0.012 

0.048 

0.048 

0.072 

0.072 

0.010 

0.010 

0.004 

0.004 

0.040 

0.040 

0.029 

0.029 

0.068 

0.068 

0.040 

0.040 

0.066 

0.066 

0.014 

0.014 

0.027 

0.027 

0.187 

0.187 

0.012 

0.012 

0.067 

0.067 

0.120 

0.120 

0.012 

0.012 



0.015 

0.015 

0.014 

0.014 


0.060 

0.060 

0.014 

0.014 

0.024 

0.024 

0.126 

0.126 

0.011 

0.011 

- 

- 

0.024 

0.024 

0.003 

0.003 

0.021 

0.021 

0.036 

0.036 

0.036 

0.036 

0.072 

0.072 

0.066 

0.066 

0.018 

0.018 

0.018 

0.018 

- 

- 

0.014 

0.014 














































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Gaonra-Pal 

0826000803226200 

2.201 

Fresh 

Gatonr 

0826000903251100 

9.226 

Fresh 


Gudiya Wara 


Hemato Ki Bhagal 


Type of Area (Command / N< 
command) 


Gatora 

0826000903260500 

1.489 

Fresh 

Gopalpura 

0826000903258400 

2.097 

Fresh 


0826000903261900 


0826000903258800 


1.362 Fresh 


2.285 Fresh 


( 6 ) 


Non_command 


Jaisamand 


Non_command 


Non_command 


Jaisamand 


Non_command 


Jaisamand 


Non_command 


Jaisamand 


Non command 



Intali 

0826000903264500 

5.398 

Fresh 

Jagatpuriyan 

0826000903260700 

1.355 

Fresh 

Jailawata Phala 

0826000803227400 

0.818 

Fresh 

Jaipura 

0826001003286900 

3.016 

Fresh 

Jalampura 

0826000903259800 

2.978 

Fresh 

Jambora 

0826000903264000 

4.789 

Fresh 

Jhadol 

0826000903253600 

7.594 

Fresh 

Jodhpuriya 

0826000903262100 

3.381 

Fresh 

Joonpuriya 

0826000903258500 

1.918 

Fresh 


Kachhota 

0826000903257400 

1.876 

Fresh 

Kali-Magri 

0826000803227300 

2.813 

Fresh 

Kantora 

0826000903250800 

7.126 

Fresh 


Jaisamand 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Jaisamand 


Non_command 


Jaisamand 


Non_command 


Non_command 


Non_command 


Jaisamand 


Karan Puriya 

0826000903260400 

1.753 

Fresh 

Kareli 

0826000903258000 

1.965 

Fresh 


Non_command 


Jaisamand 


Khakhariya 

0826000903262600 

1.100 

Fresh 

Khar 

0826000903260000 

3.013 

Fresh 

Kharad 

0826000903263900 

1.459 

Fresh 

Kherad 

0826000803228300 

7.239 

Fresh 


Non_command 


Non_command 


Non_command 


Jaisamand 


Non command 



Kherwa 

0826000903261800 

2.956 

Fresh 

Kolar 

0826000903258900 

1.717 

Fresh 


Jaisamand 


Non command 


Kunda 

0826000903262700 

4.414 

Fresh 

Kuradiya 

0826000903260600 

2.343 

Fresh 

Lalapuriya 

0826000903260900 

0.645 

Fresh 

Lalpuriya 

0826000903250700 

1.367 

Fresh 


Luhariyan 


Malar 


0826000903264300 


0826000903260200 


2.675 Fresh 


1.880 Fresh 


Non_command 


Non_command 


Non_command 


Jaisamand 


Non_command 


Jaisamand 


Non_command 


Non command 


Mallara 

0826000903258300 

5.761 

Fresh 

Narayan Pura 

0826000903259700 

3.639 

Fresh 

Nawra 

0826000903257800 

4.349 

Fresh 


Neemri 


Jaisamand 


Non_command 


Jaisamand 



0826000903261200 


5.002 Fresh Jaisamand 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Gneisses(B.G.C.) 

1.187 

Command 

Gneisses(B.G.C.) 

5.807 

Command 

Gneisses(B.G.C.) 

1.344 

Command 

Phyllite & Schist 

1.489 

Command 

Phyllite & Schist 

1.834 

Command 

Phyllite & Schist 

0.262 

Command 

Phyllite & Schist 

1.153 

Command 

Phyllite & Schist 

0.209 

Command 

Phyllite & Schist 

0.246 

Command 

Gneisses(B.G.C.) 

0.215 

Command 

Phyllite & Schist 

1.825 

Command 

Phyllite & Schist 

2.901 

Command 

Phyllite & Schist 

1.355 

Command 

Gneisses(B.G.C.) 

0.047 

Command 

Phyllite & Schist 

0.223 

Command 

Phyllite & Schist 

2.978 

Command 

Phyllite & Schist 

4.355 

Command 

Phyllite & Schist 

0.260 

Command 

Phyllite & Schist 

3.381 

Command 

Phyllite & Schist 

0.260 

Command 

Phyllite & Schist 

1.658 

Command 

Gneisses(B.G.C.) 

0.003 

Command 

Gneisses(B.G.C.) 

2.272 

Command 

Gneisses(B.G.C.) 

2.842 

Command 

Phyllite & Schist 

4.283 

Command 

Phyllite & Schist 

1.752 

Command 

Gneisses(B.G.C.) 

0.770 

Command 

Phyllite & Schist 

1.196 

Command 

Phyllite & Schist 

0.912 

Command 

Phyllite & Schist 

2.969 

Command 

Phyllite & Schist 

0.001 

Command 

Gneisses(B.G.C.) 

0.714 

Command 

Gneisses(B.G.C.) 

5.692 

Command 

Phyllite & Schist 

0.032 

Command 

Phyllite & Schist 

2.634 

Command 

Gneisses(B.G.C.) 

1.651 

Command 

Phyllite & Schist 

0.067 

Command 

Phyllite & Schist 

3.019 

Command 

Phyllite & Schist 

2.343 

Command 

Phyllite & Schist 

0.569 

Command 

Gneisses(B.G.C.) 

1.304 

Command 

Gneisses(B.G.C.) 

0.058 

Command 

Phyllite & Schist 

0.131 

Command 

Phyllite & Schist 

2.487 

Command 

Gneisses(B.G.C.) 

0.282 

Command 

Phyllite & Schist 

1.588 

Command 

Phyllite & Schist 

5.427 

Command 

Phyllite & Schist 

3.430 

Command 

Gneisses(B.G.C.) 

1.544 

Command 

Phyllite & Schist 

0.366 

Command 

Gneisses(B.G.C.) 

2.397 

Command 

Phyllite & Schist 

0.042 

Command 

Phyllite & Schist 

0.499 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

40,000 

25,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

40,000 

25,000 

120 

90,000 

80,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

40,000 

25,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 



MCM 

MCM 

(15) 

(16) 

0.153 

0.153 

0.104 

0.104 

0.022 

0.022 

0.054 

0.054 

0.024 

0.024 

0.006 

0.006 

0.042 

0.042 

0.006 

0.006 

0.024 

0.024 

0.011 

0.011 

0.156 

0.156 

0.372 

0.372 

0.030 

0.030 

0.006 

0.006 

0.010 

0.010 

0.120 

0.120 

0.180 

0.180 

0.012 

0.012 

0.198 

0.198 

0.006 

0.006 

0.048 

0.048 

- 

- 

0.015 

0.015 

0.014 

0.014 

0.042 

0.042 

0.060 

0.060 

0.004 

0.004 

0.006 

0.006 

0.102 

0.102 

0.090 

0.090 

- 

- 

0.060 

0.060 

0.483 

0.483 

0.005 

0.005 

0.024 

0.024 

0.018 

0.018 


0.288 

0.288 

0.132 

0.132 

0.102 

0.102 

0.004 

0.004 


0.006 

0.006 

0.072 

0.072 


0.018 

0.018 

0.072 

0.072 

0.072 

0.072 

0.007 

0.007 




















































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Nichala Fala Sadkari 

0826000903259500 

0.533 

Fresh 

Nichla Gurha 

0826000903261400 

0.434 

Fresh 

Noli 

0826000803237700 

11.642 

Fresh 

Ora 

0826000903264400 

3.437 

Fresh 


Pahari 

0826000903250900 

2.244 

Fresh 

Pal Sarada 

0826000903259000 

28.166 

Fresh 


( 6 ) 


Non_command 


Non_command 


Non_command 


Jaisamand 


Jaisamand 


Non_command 


Jaisamand 


Non command 



Paroda 

0826000803238000 

4.707 

Fresh 

Partaliya 

0826000903257900 

3.726 

Fresh 


Jaisamand 


Jaisamand 


Ratakhet 

0826000903261600 

4.057 

Fresh 

Rathora 

0826000903264100 

9.246 

Fresh 


Rathoron Ka Gurha 

0826000803227600 

2.408 

Fresh 

Rowa 

0826000803227800 

1.039 

Fresh 

Sagatpur 

0826000903264200 

4.619 

Fresh 


Sagatra 

0826000903255000 

5.806 

Fresh 

Sahara 

0826000903254400 

18.992 

Fresh 


Sekri 


Semari 


Senthal 


Shyampura 


Jaisamand 


Jaisamand 


Non_command 


Non_command 


Non_command 


Jaisamand 


Non_command 


Non_command 


Jaisamand 




0826000903254500 

0.950 

Fresh 

0826000903260800 

6.686 

Fresh 

0826000903259900 

2.798 

Fresh 

0826000903251500 

5.369 

Fresh 

0826000903261000 

2.605 

Fresh 

0826000903258200 

3.935 

Fresh 


Non_command 


Non_command 


Non_command 


Jaisamand 


Non_command 


Jaisamand 



Tanda 

0826000903261700 

2.922 

Fresh 

Thara 

0826000803234200 

2.161 

Fresh 

Tharoda 

0826000803234300 

3.192 

Fresh 


Jaisamand 


Jaisamand 


Jaisamand 


09006046 


Toda 

0826000803234700 

5.882 

Fresh 

Tulchhon Ka Narnia 

0826000803227700 

4.822 

Fresh 


Udpuriya (Khalsa) 

0826000903254100 

1.579 

Fresh 

Upla Fala Sadkari 

0826000903259400 

3.936 

Fresh 

Upla Gurha 

0826000903261300 

0.957 

Fresh 



Wali 

0826000903262500 

2.651 

Fresh 

Achlana 

0826000603189900 

0.917 

Fresh 

Ajeetpura 

0829000703643900 

4.718 

Fresh 

Akola 

0826000603190300 

0.451 

Fresh 

Aloo Khera 

0826000603192500 

3.699 

Fresh 


Jaisamand 


Jaisamand 


Non_command 


Jaisamand 


Non_command 


Jaisamand 


Non_command 


Jaisamand 


Non_command 


Non_command 


Non_command 


Non-command 


Non_command 


Non command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Phyllite & Schist 

4.503 

Command 

Phyllite & Schist 

0.532 

Command 

Phyllite & Schist 

0.434 

Command 

Phyllite & Schist 

0.020 

Command 

Phyllite & Schist 

0.614 

Command 

Phyllite & Schist 

2.748 

Command 

Phyllite & Schist 

1.435 

Command 

Gneisses(B.G.C.) 

1.482 

Command 

Phyllite & Schist 

13.979 

Command 

Gneisses(B.G.C.) 

0.111 

Command 

Phyllite & Schist 

2.109 

Command 

Phyllite & Schist 

0.876 

Command 

Gneisses(B.G.C.) 

3.661 

Command 

Phyllite & Schist 

0.041 

Command 

Phyllite & Schist 

1.986 

Command 

Phyllite & Schist 

1.173 

Command 

Phyllite & Schist 

5.190 

Command 

Gneisses(B.G.C.) 

2.271 

Command 

Gneisses(B.G.C.) 

0.535 

Command 

Phyllite & Schist 

0.358 

Command 

Phyllite & Schist 

4.261 

Command 

Gneisses(B.G.C.) 

0.647 

Command 

Gneisses(B.G.C.) 

0.033 

Command 

Phyllite & Schist 

18.253 

Command 

Gneisses(B.G.C.) 

0.074 

Command 

Phyllite & Schist 

0.576 

Command 

Gneisses(B.G.C.) 

0.119 

Command 

Phyllite & Schist 

6.614 

Command 

Phyllite & Schist 

2.734 

Command 

Gneisses(B.G.C.) 

0.627 

Command 

Phyllite & Schist 

2.605 

Command 

Gneisses(B.G.C.) 

0.851 

Command 

Phyllite & Schist 

3.084 

Command 

Gneisses(B.G.C.) 

6.023 

Command 

Phyllite & Schist 

5.236 

Command 

Phyllite & Schist 

2.296 

Command 

Phyllite & Schist 

2.161 

Command 

Gneisses(B.G.C.) 

1.535 

Command 

Phyllite & Schist 

1.657 

Command 

Phyllite & Schist 

0.025 

Command 

Gneisses(B.G.C.) 

0.337 

Command 

Gneisses(B.G.C.) 

4.226 

Command 

Phyllite & Schist 

0.492 

Command 

Phyllite & Schist 

3.931 

Command 

Phyllite & Schist 

0.041 

Command 

Phyllite & Schist 

0.916 

Command 

Gneisses(B.G.C.) 

3.171 

Command 

Gneisses(B.G.C.) 

0.231 

Command 

Phyllite & Schist 

2.495 

Command 

Gneisses(B.G.C.) 

0.917 

Non-command 

Gneisses(B.G.C.) 

4.718 

Command 

Gneisses(B.G.C.) 

0.445 

Command 

Gneisses(B.G.C.) 

3.699 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

40,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

35,000 

30,000 

120 

60,000 

35,000 

120 

35,000 

30,000 

120 

35,000 

30,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.174 

0.174 

0.396 

0.396 

0.042 

0.042 

- 

- 

0.012 

0.012 

0.054 

0.054 

0.036 

0.036 

0.018 

0.018 

0.264 

0.264 

0.004 

0.004 

0.054 

0.054 

0.034 

0.034 

0.007 

0.007 

- 

- i 

0.012 

0.012 

0.030 

0.030 

0.138 

0.138 

0.078 

0.078 

0.009 

0.009 

0.006 

0.006 

0.096 

0.096 

0.007 

0.007 



0.420 

0.420 

0.144 

0.144 

0.011 

0.011 

0.180 

0.187 

0.004 

0.004 

0.024 

0.024 

0.090 

0.090 

0.132 

0.132 

0.054 

0.054 

0.086 

0.086 

0.039 

0.039 

0.067 

0.067 

- 

- 

0.003 

0.003 

0.027 

0.027 

0.018 

0.018 

0.192 

0.192 

- 

- 

0.018 

0.018 

0.058 

0.058 

0.004 

0.004 

0.144 

0.144 

0.166 

0.166 

0.042 

0.056 

0.374 

0.382 

0.032 

0.032 




































































































































































































































































































































































































































































































































































































































































































Village 

Zone 
(Fresh / 
Saline) 

Type of Area (Command / N 
command) 

Name 

Census Code 

Area 

sq.km 

(2) 

(3) 

(4) 

(5) 

(6) 

Amarpura Jageer 

0826000603197100 

1.284 

Fresh 

Non_command 

Amba Ka Kuwa 

0826000603196300 

1.192 

Fresh 

Non_command 

Amliya 

0826000603186900 

1.495 

Fresh 

Non_command 

Andon Ka Khera 

0829001103706500 

3.379 

Fresh 

Non-command 

Angora 

0826000603192800 

1.655 

Fresh 

Non_command 

Arniya 

0826000703204100 

1.398 

Fresh 

Non_command 

Badli Ka Chora 

0826000703199000 

1.879 

Fresh 

Non_command 

Badwai 

0829000703643600 

9.284 

Fresh 

Non-command 

Baleecha 

0826000703199400 

1.526 

Fresh 

Non_command 

Bambora 

0826000503168600 

7.494 

Fresh 

Non_command 

Bedwi 

0826000603190600 

0.829 

Fresh 

Non_command 

Beeron Ka Khera 

0829000703644200 

0.770 

Fresh 

Non-command 

Bejarda 

0826000603187300 

1.711 

Fresh 

Non_command 

Bhaggar 

0826000603193100 

0.063 

Fresh 

Non_command 

Bhamela 

0826000603185800 

4.913 

Fresh 

Non_command 

Bhanpa 

0829000703644300 

6.341 

Fresh 

Non-command 

Bhaopura 

0826000603195700 

0.662 

Fresh 

Non_command 

Bhardiya 

0826000603187000 

0.842 

Fresh 

Non_command 

Bheekhawaniya 

0826000603193900 

0.186 

Fresh 

Non_command 

Bhinder (M) 

0826000642603000 

12.412 

Fresh 

Non_command 

Bhiyana 

0829001103706700 

2.847 

Fresh 

Non-command 

Bobri 

0826000703198700 

0.955 

Fresh 

Non_command 

Bodki 

0826000703199100 

1.020 

Fresh 

Non_command 

Bohera 

0829001103706400 

18.011 

Fresh 

Non-command 

Bortalai 

0826000603187200 

2.495 

Fresh 

Non_command 

Chainpuriya 

0826000603189400 

0.980 

Fresh 

Non_command 

Chak Pemlakui 

0826000603193300 

0.540 

Fresh 

Non_command 

Chak Umarnara 

0826000603193200 

0.050 

Fresh 

Non_command 

Chamlawadi 

0826000603188100 

0.431 

Fresh 

Non_command 

Chargadiya 

0826000603182100 

8.132 

Fresh 

Non_command 

Charma Talab 

0826000703198400 

0.490 

Fresh 

Non_command 

Choi 

0826000603186800 

2.166 

Fresh 

Non_command 

Dabiyon Ka Khera 

0826000603187700 

1.520 

Fresh 

Non_command 

Dabkiya 

0826000603186500 

0.125 

Fresh 

Non_command 

Dangiyon Ka Khera 

0826000603186700 

0.466 

Fresh 

Non_command 

Deoli 

0826000603194200 

0.082 

Fresh 

Non_command 

Dhalawar 

0829001103707800 

2.789 

Fresh 

Non-command 

Dhawri 

0826000703198300 

3.307 

Fresh 

Non_command 

Dheemra 

0826000603193700 

0.632 

Fresh 

Non_command 

Dori Malna Was 

0826000603197600 

0.662 

Fresh 

Non_command 

Dorkuwa 

0826000603186400 

0.383 

Fresh 

Non_command 

Fatehsingh Ji Ki Bhagal 

0826000703200200 

2.081 

Fresh 

Non_command 

Foujwadali 

0826000603187600 

1.638 

Fresh 

Non_command 

Gadariyawas 

0826000603182000 

5.646 

Fresh 

Non_command 

Gadriyawas 

0829001103707700 

2.736 

Fresh 

Non-command 

Garhpura 

0826000603197200 

1.299 

Fresh 

Non_command 

Ghoron Ka Khera 

0826000603190000 

0.678 

Fresh 

Non_command 

Ghoronka Ka Khera 

0829000703644100 

0.927 

Fresh 

Non-command 

Goga Ka Gurha 

0826000603191200 

1.325 

Fresh 

Non_command 

Gopa Ki Bhagal 

0826000603195800 

0.629 

Fresh 

Non_command 

Gopalpura 

0826000603182200 

6.040 

Fresh 

Non_command 


0826000703204000 

1.166 

Fresh 

Non_command 

Gotipa 

0826000603186100 

1.244 

Fresh 

Non_command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Gneisses(B.G.C.) 

1.284 

Command 

Gneisses(B.G.C.) 

1.192 

Command 

Gneisses(B.G.C.) 

1.495 

Non-command 

Gneisses(B.G.C.) 

0.000 

Command 

Gneisses(B.G.C.) 

1.655 

Command 

Gneisses(B.G.C.) 

0.245 

Command 

Gneisses(B.G.C.) 

1.877 

Non-command 

Gneisses(B.G.C.) 

0.273 

Command 

Gneisses(B.G.C.) 

0.587 

Command 

Gneisses(B.G.C.) 

0.011 

Command 

Gneisses(B.G.C.) 

0.829 

Non-command 

Gneisses(B.G.C.) 

0.770 

Command 

Gneisses(B.G.C.) 

1.711 

Command 

Gneisses(B.G.C.) 

0.063 

Command 

Gneisses(B.G.C.) 

4.913 

Non-command 

Gneisses(B.G.C.) 

6.341 

Command 

Gneisses(B.G.C.) 

0.056 

Command 

Gneisses(B.G.C.) 

0.842 

Command 

Gneisses(B.G.C.) 

0.186 

Command 

Gneisses(B.G.C.) 

10.563 

Non-command 

Gneisses(B.G.C.) 

1.247 

Command 

Gneisses(B.G.C.) 

0.955 

Command 

Gneisses(B.G.C.) 

0.167 

Non-command 

Gneisses(B.G.C.) 

0.984 

Command 

Gneisses(B.G.C.) 

2.476 

Command 

Gneisses(B.G.C.) 

0.934 

Command 

Gneisses(B.G.C.) 

0.540 

Command 

Gneisses(B.G.C.) 

0.050 

Command 

Gneisses(B.G.C.) 

0.306 

Command 

Gneisses(B.G.C.) 

7.164 

Command 

Gneisses(B.G.C.) 

0.145 

Command 

Gneisses(B.G.C.) 

2.166 

Command 

Gneisses(B.G.C.) 

0.129 

Command 

Gneisses(B.G.C.) 

0.125 

Command 

Gneisses(B.G.C.) 

0.466 

Command 

Gneisses(B.G.C.) 

0.082 

Non-command 

Gneisses(B.G.C.) 

0.939 

Command 

Gneisses(B.G.C.) 

0.436 

Command 

Gneisses(B.G.C.) 

0.365 

Command 

Gneisses(B.G.C.) 

0.653 

Command 

Gneisses(B.G.C.) 

0.383 

Command 

Gneisses(B.G.C.) 

0.000 

Command 

Gneisses(B.G.C.) 

0.337 

Command 

Gneisses(B.G.C.) 

1.128 

Non-command 

Gneisses(B.G.C.) 

1.335 

Command 

Gneisses(B.G.C.) 

0.542 

Command 

Gneisses(B.G.C.) 

0.678 

Non-command 

Gneisses(B.G.C.) 

0.927 

Command 

Gneisses(B.G.C.) 

1.325 

Command 

Gneisses(B.G.C.) 

0.559 

Command 

Gneisses(B.G.C.) 

0.005 

Command 

Gneisses(B.G.C.) 

0.139 

Command 

Gneisses(B.G.C.) 

1.244 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

60,000 

40,000 

120 

35,000 

30,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

60,000 

35,000 

120 

50,000 

35,000 

120 

50,000 

30,000 

120 

35,000 

30,000 

120 

60,000 

35,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

60,000 

35,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

60,000 

40,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

50,000 

35,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

35,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

50,000 

35,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

60,000 

40,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

60,000 

35,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

50,000 

35,000 

120 

35,000 

30,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.022 

0.177 

0.007 

0.015 

0.032 

0.036 

- 

- 

0.022 

0.022 

0.034 

0.034 

0.025 

0.025 

0.017 

0.017 

0.126 

0.138 


0.014 

0.018 

0.025 

0.025 

0.014 

0.036 

0.004 

0.012 

0.050 

0.058 

0.130 

0.152 

0.083 

0.083 

0.025 

0.029 

- 

- 

0.013 

0.013 

0.097 

0.097 































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 



Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Gulabpura 

0826000603197500 

1.032 

Fresh 

Gundala 

0826000603190800 

0.774 

Fresh 

Gundla Ki Bhagal 

0826000703199500 

0.747 

Fresh 

Gurha 

0829000703643700 

3.664 

Fresh 

Gurjaniya 

0829000703647400 

6.706 

Fresh 

Hamer Singh Ji Ka Khera 

0829000703644000 

0.176 

Fresh 

Hariya Khera 

0826000603195000 

2.264 

Fresh 

Harjibooj Ki Bhagal 

0826000603194400 

0.579 

Fresh 

Hatheedo 

0826000503168400 

2.978 

Fresh 

Jaitpura 

0826000803223300 

4.628 

Fresh 

Jaswantpura 

0826000603189500 

1.327 

Fresh 

Jawatra 

0826000603187900 

1.487 

Fresh 

Jetpura 

0826000603181900 

2.713 

Fresh 

Jhalon Ka Khera 

0826000603196100 

1.019 

Fresh 

Jodhsingh Ki Bhagal 

0826000603197000 

4.853 

Fresh 

Kachumara 

0826000703199900 

5.150 

Fresh 

Kahara Chak (B) 

0829001103707400 

0.142 

Fresh 

Kahara Jageer(C) 

0829001103707500 

0.199 

Fresh 

Kankariyon Ka Khera 

0826000603186200 

4.187 

Fresh 

Kanor(M) 

0826000642604000 

19.363 

Fresh 

Karecha 

0826000603186300 

5.858 

Fresh 

Karso Ka Khera 

0826000603188400 

1.329 

Fresh 

Kasotiya 

0826000703198900 

2.328 

Fresh 

Kerpura 

0826000603194800 

1.718 

Fresh 

Khana Ka Talab 

0826000603191400 

2.660 

Fresh 

Khandeora 

0826000603194300 

0.096 

Fresh 

Kheri 

0826000603190200 

0.036 

Fresh 

Kheta Khera 

0826000603188200 

2.158 

Fresh 

Khoriyon Ka Khera 

0829001103707600 

1.143 

Fresh 

Khuman Singhji Ka Khera 

0829001103707100 

0.775 

Fresh 

Kodarbariya 

0826000703199300 

0.833 

Fresh 

Koodiyan 

0826000603190100 

1.173 

Fresh 

Kundai 

0826000603185900 

3.273 

Fresh 

Lalpura 

0826000603181700 

2.012 

Fresh 

Lambi Choti 

0829000703643800 

5.565 

Fresh 

Lilariyanji Ka Khera 

0826000603197300 

0.637 

Fresh 

Loonanda 

0826000603196700 

1.810 

Fresh 

Loonanda Mai 

0826000603196600 

1.288 

Fresh 

Magri Ka Phala 

0826000603195600 

1.363 

Fresh 

Mahoora 

0829001103706800 

1.277 

Fresh 

Mahuri Khera 

0826000603186600 

0.143 

Fresh 

Malanawas 

0826000603196200 

0.577 

Fresh 

Mand Kalan 

0826000603191500 

0.886 

Fresh 

Manji Ka Khera 

0826000603195900 

1.197 

Fresh 

Manpura 

0829001103707000 

0.700 

Fresh 

Medi Khera 

0826000603187100 

0.895 

Fresh 

Modji Ka Khera 

0826000703197700 

3.927 

Fresh 

Mokala Talab 

0826000603193800 

0.022 

Fresh 

Morchana 

0826000703198000 

3.626 

Fresh 

Motida 

0826000603190400 

0.072 

Fresh 

Naharpura 

0826000603196000 

0.660 

Fresh 

Naharpura @ Narpura 

0826000603185700 

1.538 

Fresh 

Nal Ka Gurha 

0826000703197900 

2.857 

Fresh 


Type of Area (Command / N< 
command) 


( 6 ) 


Non_command 


Non_command 


Non_command 


Non-command 


Non-command 


Non-command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non-command 


Non-command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non-command 


Non-command 


Non_command 


Non_command 


Non_command 


Non_command 


Non-command 


Non_command 


Non_command 


Non_command 


Non_command 


Non-command 


Non_command 


Non_command 


Non_command 


Non_command 


Non-command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Gneisses(B.G.C.) 

1.032 

Command 

Gneisses(B.G.C.) 

0.774 

Command 

Gneisses(B.G.C.) 

0.635 

Non-command 

Gneisses(B.G.C.) 

3.630 

Non-command 

Gneisses(B.G.C.) 

0.009 

Non-command 

Gneisses(B.G.C.) 

0.119 

Command 

Gneisses(B.G.C.) 

2.264 

Command 

Gneisses(B.G.C.) 

0.579 

Command 

Gneisses(B.G.C.) 

2.915 

Command 

Gneisses(B.G.C.) 

0.000 

Command 

Gneisses(B.G.C.) 

0.399 

Command 

Gneisses(B.G.C.) 

0.550 

Command 

Gneisses(B.G.C.) 

0.999 

Command 

Gneisses(B.G.C.) 

1.019 

Command 

Gneisses(B.G.C.) 

2.027 

Command 

Gneisses(B.G.C.) 

0.022 

Non-command 

Gneisses(B.G.C.) 

0.013 

Non-command 

Gneisses(B.G.C.) 

0.199 

Command 

Gneisses(B.G.C.) 

4.187 

Command 

Gneisses(B.G.C.) 

19.363 

Command 

Gneisses(B.G.C.) 

5.858 

Command 

Gneisses(B.G.C.) 

0.931 

Command 

Gneisses(B.G.C.) 

2.328 

Command 

Gneisses(B.G.C.) 

1.718 

Command 

Gneisses(B.G.C.) 

2.654 

Command 

Gneisses(B.G.C.) 

0.096 

Command 

Gneisses(B.G.C.) 

0.036 

Command 

Gneisses(B.G.C.) 

0.298 

Non-command 

Gneisses(B.G.C.) 

0.906 

Non-command 

Gneisses(B.G.C.) 

0.025 

Command 

Gneisses(B.G.C.) 

0.833 

Command 

Gneisses(B.G.C.) 

1.173 

Command 

Gneisses(B.G.C.) 

3.273 

Command 

Gneisses(B.G.C.) 

0.023 

Non-command 

Gneisses(B.G.C.) 

5.336 

Command 

Gneisses(B.G.C.) 

0.637 

Command 

Gneisses(B.G.C.) 

1.808 

Command 

Gneisses(B.G.C.) 

1.288 

Command 

Gneisses(B.G.C.) 

0.032 

Non-command 

Gneisses(B.G.C.) 

1.277 

Command 

Gneisses(B.G.C.) 

0.143 

Command 

Gneisses(B.G.C.) 

0.577 

Command 

Gneisses(B.G.C.) 

0.682 

Command 

Gneisses(B.G.C.) 

0.981 

Non-command 

Gneisses(B.G.C.) 

0.684 

Command 

Gneisses(B.G.C.) 

0.895 

Command 

Gneisses(B.G.C.) 

3.773 

Command 

Gneisses(B.G.C.) 

0.022 

Command 

Gneisses(B.G.C.) 

0.127 

Command 

Gneisses(B.G.C.) 

0.072 

Command 

Gneisses(B.G.C.) 

0.660 

Command 

Gneisses(B.G.C.) 

1.538 

Command 

Gneisses(B.G.C.) 

1.805 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

50,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

50,000 

30,000 

120 

40,000 

25,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

50,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

50,000 

35,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

35,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

60,000 

35,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

60,000 

40,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

60,000 

40,000 

120 

35,000 

30,000 

120 

50,000 

35,000 

120 

35,000 

30,000 

120 

50,000 

35,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

50,000 

35,000 



Tube Wells with 
Wells Pumpset 




0.032 

0.032 

0.065 

0.065 



0.029 

0.029 

0.047 

0.060 

0.014 

0.022 

0.007 

0.011 



0.010 

0.032 

0.025 

0.033 

1.339 

1.448 

0.101 

0.101 

0.007 

0.015 

0.017 

0.017 

0.122 

0.130 

0.061 

0.061 

0.036 

0.036 

0.072 

0.072 

0.022 

0.026 

0.029 

0.065 


0.050 

0.056 

0.018 

0.018 

0.169 

0.169 



0.014 

0.014 

0.018 

0.064 

0.036 

0.036 

0.017 

0.017 








































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Nankiya Ka Khera 


Narda 


Narji Ka Gurha 


Neemri (Kanor) 


Nichala Semaliya 


Nimri Ka Gurha 


Opa Ka Khera 


Padmakhera 

Padwal 

Panoond 

Patiya 

Peepalwas 

Peepla Pani 

Peethal Pura 


Pemla Kui 


Phalador 


Pheela 


Phoosriya 


Rajpura 


Ranawaton Ka Khera 


Raniya 


Ratanpura 


Rawatpura 


Rayla 


Royan Phala 


Sabalpura 


Sagatpura 


Salarmala 


Salera 


Samel (Khurd) 


Sangrampura 


Sarangpura (Bhinder) 


Sarangpura (Kanor) 


Saredi 


Sarwaniya 


Satya Talai 


Sawna 


Seer 


Semal Khurd 


Sethwana 


Shavpura 


Shivpura 


Shobji Ka Gurha 


Sisodiyon Ka Gurha 


Solankiyon Ka Khera 


Sonigaron Ka Khera 


Sundarpura 


Surkhand 


Tekan 


Udpura 


Umaron Ka Vela 


Ummedpura 


0826000603196500 


0826000603190900 


0826000703197800 


0826000603189600 


0826000603192400 


0826000703198100 


0826000603192900 


0826000603186000 


0826000603190700 


0826000603193600 


0826000703198600 


0826000603194700 


0826000603194000 


0826000603188600 


0826000603193500 


0826000603191300 


0826000503168200 


0826000703199800 


0826000603188300 


0826000603189300 


0826000603185600 


0826000503168300 


0829000703644400 


0826000603184800 


0826000603194100 


0829001103707900 


0826000603191100 


0826000603189800 


0826000603180300 


0826000603193000 


0826000603196900 


0826000603188000 


0826000603189700 


0826000703200500 


0826000603188700 


0826000703198500 


0826000603192600 


0826000603194900 


0826000603194600 


0829000703647500 


0826000603188500 


0829001103708800 


0826000703199200 


0826000603192700 


0826000603196400 


0829001103708000 


0826000603197400 


0826000603193400 


0826000603194500 


0826000703198800 


0826000603195100 


0826000603195200 


0826000603187500 


( 6 ) 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non-command 


Non_command 


Non_command 


Non-command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non-command 


Non_command 


Non-command 


Non_command 


Non_command 


Non_command 


Non-command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Gneisses(B.G.C.) 

1.517 

Command 

Gneisses(B.G.C.) 

1.261 

Command 

Gneisses(B.G.C.) 

2.441 

Command 

Gneisses(B.G.C.) 

1.733 

Command 

Gneisses(B.G.C.) 

0.102 

Command 

Gneisses(B.G.C.) 

2.283 

Command 

Gneisses(B.G.C.) 

0.807 

Command 

Gneisses(B.G.C.) 

2.041 

Command 

Gneisses(B.G.C.) 

1.585 

Command 

Gneisses(B.G.C.) 

4.042 

Command 

Gneisses(B.G.C.) 

1.137 

Command 

Gneisses(B.G.C.) 

2.318 

Command 

Gneisses(B.G.C.) 

0.023 

Command 

Gneisses(B.G.C.) 

0.584 

Command 

Gneisses(B.G.C.) 

0.057 

Command 

Gneisses(B.G.C.) 

0.910 

Command 

Gneisses(B.G.C.) 

0.000 

Command 

Gneisses(B.G.C.) 

1.902 

Command 

Gneisses(B.G.C.) 

2.604 

Command 

Gneisses(B.G.C.) 

0.000 

Command 

Gneisses(B.G.C.) 

0.764 

Command 

Gneisses(B.G.C.) 

2.851 

Non-command 

Gneisses(B.G.C.) 

0.262 

Command 

Gneisses(B.G.C.) 

1.171 

Command 

Gneisses(B.G.C.) 

0.060 

Non-command 

Gneisses(B.G.C.) 

0.056 

Command 

Gneisses(B.G.C.) 

5.977 

Command 

Gneisses(B.G.C.) 

0.374 

Command 

Gneisses(B.G.C.) 

0.082 

Command 

Gneisses(B.G.C.) 

0.045 

Command 

Gneisses(B.G.C.) 

2.031 

Command 

Gneisses(B.G.C.) 

0.907 

Command 

Gneisses(B.G.C.) 

3.560 

Command 

Gneisses(B.G.C.) 

0.540 

Command 

Gneisses(B.G.C.) 

0.033 

Command 

Gneisses(B.G.C.) 

1.630 

Command 

Gneisses(B.G.C.) 

2.067 

Command 

Gneisses(B.G.C.) 

3.640 

Command 

Gneisses(B.G.C.) 

0.837 

Non-command 

Gneisses(B.G.C.) 

0.413 

Command 

Gneisses(B.G.C.) 

0.735 

Non-command 

Gneisses(B.G.C.) 

0.006 

Command 

Gneisses(B.G.C.) 

0.489 

Command 

Gneisses(B.G.C.) 

3.210 

Command 

Gneisses(B.G.C.) 

0.659 

Non-command 

Gneisses(B.G.C.) 

0.055 

Command 

Gneisses(B.G.C.) 

0.445 

Command 

Gneisses(B.G.C.) 

0.861 

Command 

Gneisses(B.G.C.) 

0.415 

Command 

Gneisses(B.G.C.) 

1.999 

Command 

Gneisses(B.G.C.) 

4.211 

Command 

Gneisses(B.G.C.) 

1.466 

Command 

Gneisses(B.G.C.) 

0.973 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

50,000 

35,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

50,000 

35,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

50,000 

35,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

35,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

35,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

60,000 

40,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

50,000 

35,000 

120 

35,000 

30,000 

120 

50,000 

35,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

60,000 

35,000 

120 

35,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

35,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

60,000 

40,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

50,000 

35,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

35,000 

30,000 



MCM 

MCM 

(15) 

(16) 

- 

- 

0.018 

0.018 

0.029 

0.029 

0.058 

0.058 

0.036 

0.036 

0.008 

0.008 

0.011 

0.011 

0.047 

0.047 

0.022 

0.022 

0.198 

0.206 

0.029 

0.029 

0.065 

0.065 

0.025 

0.025 

0.018 

0.035 

0.007 

0.007 

0.047 

0.047 

- 

- 

0.013 

0.013 

0.094 

0.144 


0.072 

0.072 

0.047 

0.047 

0.025 

0.039 

0.014 

0.014 

0.014 

0.014 


0.097 

0.097 

0.043 

0.043 

0.004 

0.004 

0.007 

0.007 

0.014 

0.195 

0.137 

0.166 

0.407 

0.483 

0.008 

0.008 


0.034 

0.034 

0.158 

0.158 

0.130 

0.130 

0.047 

0.047 

0.055 

0.091 

0.029 

0.046 

- 

- 

0.013 

0.013 

0.040 

0.040 

0.007 

0.011 

0.014 

0.028 

- 

- 

0.018 

0.026 

0.086 

0.086 

0.357 

0.357 

0.011 

0.015 

0.004 

0.004 

0.054 

0.067 































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


09006047 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Utarwara 

0829001103706900 

4.018 

Fresh 

Vaniya Talai 

0826000603191000 

4.421 

Fresh 

Varnoda 

0826000603190500 

0.766 

Fresh 

Agar 

0826000703204300 

12.605 

Fresh 

Ajni 

0826000703204400 

19.478 

Fresh 

Andiyon Ka Gurha 

0826000703203300 

1.203 

Fresh 

Arniya 

0826000703204100 

1.398 

Fresh 

Badli Ka Chora 

0826000703199000 

1.879 

Fresh 

Baleecha 

0826000703199400 

1.526 

Fresh 

Bargaton Ka Phala 

0826000703203200 

0.951 

Fresh 

Berasota 

0826000703203600 

1.244 

Fresh 

Bhaopura 

0826000603195700 

0.662 

Fresh 

Bharev 

0826000703201700 

10.929 

Fresh 

Bhatiya 

0826000703200700 

1.473 

Fresh 

Bilri Khera 

0826000703200400 

1.810 

Fresh 

Biriyan 

0826000603195400 

0.367 

Fresh 

Bodki 

0826000703199100 

1.020 

Fresh 

Borka Pani 

0826000703205300 

11.201 

Fresh 

Chandaji Ka Gurha 

0826000703202500 

2.002 

Fresh 

Charma Talab 

0826000703198400 

0.490 

Fresh 

Chhapriya 

0826000703199700 

0.852 

Fresh 

Chiklari 

0826000703202600 

0.725 

Fresh 

Chitoriya 

0826000703204700 

5.028 

Fresh 

Dani Talai 

0826000703200900 

2.886 

Fresh 


Type of Area (Command / N< 
command) 


( 6 ) 


Non-command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non command 


Dayalpura 

0829001103707300 

0.392 

Fresh 

Deoliya 

0826000703204600 

13.798 

Fresh 

Dhalawar 

0829001103707800 

2.789 

Fresh 

Dhawri 

0826000703198300 

3.307 

Fresh 

Dheekiya 

0826000703200000 

3.808 

Fresh 

Dheemra 

0826000603193700 

0.632 

Fresh 

Dholiya 

0826000703204200 

10.037 

Fresh 

Duma Ka Talab 

0826000703202700 

5.434 

Fresh 

Fatehsingh Ji Ki Bhagal 

0826000703200200 

2.081 

Fresh 

Fatpura 

0826000603195500 

0.891 

Fresh 

Gopa Ki Bhagal 

0826000603195800 

0.629 

Fresh 

Gopalpura 

0826000703204000 

1.166 

Fresh 

Gujron Ka Gurha 

0826000703199600 

0.473 

Fresh 

Gundla Ki Bhagal 

0826000703199500 

0.747 

Fresh 

Kachumara 

0826000703199900 

5.150 

Fresh 

Kahara Chak (B) 

0829001103707400 

0.142 

Fresh 

Kahara Jageer (A) 

0829001103707200 

0.150 

Fresh 

Kali Bheet 

0826000703200100 

13.875 

Fresh 

Kandela 

0826000703201900 

1.668 

Fresh 

Kant 

0826000803223600 

5.724 

Fresh 

Kelwa 

0826000703203700 

2.371 

Fresh 

Khedasiya 

0826000703203000 

0.999 

Fresh 

Khoriyon Ka Khera 

0829001103707600 

1.143 

Fresh 

Khuman Singhji Ka Khera 

0829001103707100 

0.775 

Fresh 

Kodarbariya 

0826000703199300 

0.833 

Fresh 

Kota 

0826000803223500 

3.698 

Fresh 

Kun 

0826000703203400 

5.017 

Fresh 

Laku Ka Lewa 

0826000703200800 

5.176 

Fresh 


Non-command 


Non_command 


Non-command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non-command 


Non-command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non-command 


Non-command 


Non_command 


Non_command 


Non_command 


Non command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

3.941 

Command 

Gneisses(B.G.C.) 

4.421 

Command 

Gneisses(B.G.C.) 

0.766 

Command 

Gneisses(B.G.C.) 

12.520 

Command 

Gneisses(B.G.C.) 

7.696 

Command 

Gneisses(B.G.C.) 

1.203 

Command 

Gneisses(B.G.C.) 

1.154 

Command 

Gneisses(B.G.C.) 

0.002 

Command 

Gneisses(B.G.C.) 

0.939 

Command 

Gneisses(B.G.C.) 

0.951 

Command 

Gneisses(B.G.C.) 

1.244 

Command 

Gneisses(B.G.C.) 

0.607 

Command 

Gneisses(B.G.C.) 

0.010 

Command 

Gneisses(B.G.C.) 

0.166 

Command 

Gneisses(B.G.C.) 

1.810 

Command 

Gneisses(B.G.C.) 

0.367 

Command 

Gneisses(B.G.C.) 

0.853 

Command 

Gneisses(B.G.C.) 

0.350 

Command 

Gneisses(B.G.C.) 

2.002 

Command 

Gneisses(B.G.C.) 

0.345 

Command 

Gneisses(B.G.C.) 

0.852 

Command 

Gneisses(B.G.C.) 

0.725 

Command 

Gneisses(B.G.C.) 

5.028 

Command 

Gneisses(B.G.C.) 

0.150 

Command 

Phyllite & Schist 

0.111 

Non-command 

Gneisses(B.G.C.) 

0.392 

Command 

Gneisses(B.G.C.) 

7.904 

Non-command 

Gneisses(B.G.C.) 

0.543 

Command 

Gneisses(B.G.C.) 

2.845 

Command 

Gneisses(B.G.C.) 

3.808 

Command 

Gneisses(B.G.C.) 

0.267 

Command 

Gneisses(B.G.C.) 

10.037 

Command 

Gneisses(B.G.C.) 

5.434 

Command 

Gneisses(B.G.C.) 

2.081 

Command 

Gneisses(B.G.C.) 

0.891 

Command 

Gneisses(B.G.C.) 

0.070 

Command 

Gneisses(B.G.C.) 

1.027 

Command 

Gneisses(B.G.C.) 

0.473 

Command 

Gneisses(B.G.C.) 

0.112 

Command 

Gneisses(B.G.C.) 

5.128 

Non-command 

Gneisses(B.G.C.) 

0.129 

Non-command 

Gneisses(B.G.C.) 

0.150 

Command 

Gneisses(B.G.C.) 

13.639 

Command 

Gneisses(B.G.C.) 

0.629 

Command 

Gneisses(B.G.C.) 

4.552 

Command 

Gneisses(B.G.C.) 

2.371 

Command 

Gneisses(B.G.C.) 

0.999 

Non-command 

Gneisses(B.G.C.) 

0.237 

Non-command 

Gneisses(B.G.C.) 

0.750 

Command 

Gneisses(B.G.C.) 

0.000 

Command 

Gneisses(B.G.C.) 

0.022 

Command 

Gneisses(B.G.C.) 

5.017 

Command 

Gneisses(B.G.C.) 

3.713 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

40,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

35,000 

30,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

35,000 

30,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

35,000 

120 

60,000 

40,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

35,000 

30,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

40,000 

25,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

35,000 

120 

40,000 

25,000 

120 

50,000 

35,000 

120 

50,000 

35,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.139 

0.233 

0.126 

0.126 

0.094 

0.094 

0.160 

0.160 

0.050 

0.050 

0.080 

0.086 

0.168 

0.168 

- 

- ! 

0.197 

0.215 

0.038 

0.038 

0.013 

0.013 

0.029 

0.029 

- 

- 

0.004 

0.004 

0.059 

0.059 

0.014 

0.018 

0.055 

0.055 


0.038 

0.038 

0.017 

0.017 

0.038 

0.038 

0.025 

0.025 

0.063 

0.063 

0.004 

0.004 



0.109 

0.109 

0.005 

0.019 

0.005 

0.055 

1.604 

1.652 

0.021 

0.021 

0.252 

0.252 

0.088 

0.088 

0.025 

0.031 

0.005 

0.012 

0.019 

0.041 












































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



09006048 


Lasadiya 

0826000703205000 

16.913 

Fresh 

Lifafa 

0826000703205200 

0.388 

Fresh 

Madawata 

0826000703204800 

1.387 

Fresh 

Magri Ka Phala 

0826000603195600 

1.363 

Fresh 

Malon Ka Gurha 

0826000703203800 

0.819 

Fresh 

Malon Ka Oda 

0826000703200300 

0.691 

Fresh 

Manji Ka Khera 

0826000603195900 

1.197 

Fresh 

Manpura 

0829001103707000 

0.700 

Fresh 

Manpuriyon Ka Gurha 

0826000703203100 

0.948 

Fresh 

Morchana 

0826000703198000 

3.626 

Fresh 

Morpura 

0826000803224700 

2.949 

Fresh 

Mota Khera 

0826000603195300 

1.007 

Fresh 

Napaniya 

0826000703202300 

3.042 

Fresh 

Nimri Ka Gurha 

0826000703198100 

3.700 

Fresh 

Ovra 

0826000703204900 

6.364 

Fresh 

Phoosriya 

0826000703199800 

4.755 

Fresh 

Pratapgarh Ki Bhagal 

0826000703203500 

1.702 

Fresh 

Rathoron Ka Gurha 

0826000703198200 

2.677 

Fresh 

Relmahuri 

0826000703202000 

2.161 

Fresh 

Relwara 

0826000703202200 

0.861 

Fresh 

Sabalpura 

0829001103707900 

0.526 

Fresh 

Sakalda 

0826000703202800 

2.391 

Fresh 

Samel 

0826000703205100 

2.788 

Fresh 

Saredi 

0826000703200500 

2.373 

Fresh 

Sargana Talai 

0826000703203900 

0.206 

Fresh 

Satya Talai 

0826000703198500 

1.695 

Fresh 

Shobji Ka Gurha 

0826000703199200 

1.526 

Fresh 

Sodala 

0826000703202900 

0.290 

Fresh 

Solankiyon Ka Khera 

0829001103708000 

0.196 

Fresh 

Takhatpura 

0826000703200600 

1.041 

Fresh 

Talab 

0826000803224800 

5.443 

Fresh 

Tatakiya 

0826000703202100 

3.559 

Fresh 

Udpura 

0826000603195100 

5.073 

Fresh 

Umaron Ka Vela 

0826000603195200 

7.219 

Fresh 

Ummedpura @Daberi 

0826000703202400 

0.786 

Fresh 

Utarwara 

0829001103706900 

4.018 

Fresh 

Amarpura 

0826000503159100 

12.450 

Fresh 

Athmana Kotra 

0826001003271800 

6.972 

Fresh 

Baran 

0826000503159500 

7.532 

Fresh 

Baroti 

0826000903256200 

3.052 

Fresh 

Bhauwa 

0826001003286300 

6.754 

Fresh 


Bhoodar 

0826001003271000 

12.378 

Fresh 

Bori Malan 

0826000903256300 

3.710 

Fresh 

Chanawada 

0826000503159600 

21.838 

Fresh 

Chikla 

0826001003272300 

2.012 

Fresh 

Delwas 

0826000903252600 

12.013 

Fresh 

Dhelai 

0826000903256400 

5.267 

Fresh 

Gadawat Gorimba 

0826001003271600 

4.980 

Fresh 

Garnala Kotra 

0826001003272000 

6.986 

Fresh 

Jawla 

0826000503159300 

17.428 

Fresh 

Kagdar Bhatiya 

0826001003286100 

11.410 

Fresh 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non-command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non-command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non-command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non-command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Som Kagdar 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Phyllite & Schist 

0.267 

Command 

Gneisses(B.G.C.) 

11.710 

Command 

Gneisses(B.G.C.) 

0.388 

Command 

Gneisses(B.G.C.) 

1.387 

Command 

Gneisses(B.G.C.) 

1.331 

Command 

Gneisses(B.G.C.) 

0.819 

Command 

Gneisses(B.G.C.) 

0.691 

Command 

Gneisses(B.G.C.) 

0.216 

Non-command 

Gneisses(B.G.C.) 

0.016 

Command 

Gneisses(B.G.C.) 

0.948 

Command 

Gneisses(B.G.C.) 

0.005 

Command 

Gneisses(B.G.C.) 

0.718 

Command 

Gneisses(B.G.C.) 

1.007 

Command 

Gneisses(B.G.C.) 

1.576 

Command 

Gneisses(B.G.C.) 

0.925 

Command 

Gneisses(B.G.C.) 

6.363 

Command 

Gneisses(B.G.C.) 

2.853 

Command 

Gneisses(B.G.C.) 

1.702 

Command 

Gneisses(B.G.C.) 

2.564 

Command 

Gneisses(B.G.C.) 

2.158 

Command 

Gneisses(B.G.C.) 

0.827 

Non-command 

Gneisses(B.G.C.) 

0.469 

Command 

Gneisses(B.G.C.) 

2.391 

Command 

Gneisses(B.G.C.) 

2.788 

Command 

Gneisses(B.G.C.) 

1.833 

Command 

Gneisses(B.G.C.) 

0.206 

Command 

Gneisses(B.G.C.) 

0.065 

Command 

Gneisses(B.G.C.) 

1.037 

Command 

Gneisses(B.G.C.) 

0.290 

Non-command 

Gneisses(B.G.C.) 

0.141 

Command 

Gneisses(B.G.C.) 

0.650 

Command 

Gneisses(B.G.C.) 

0.163 

Command 

Gneisses(B.G.C.) 

2.451 

Command 

Gneisses(B.G.C.) 

0.863 

Command 

Gneisses(B.G.C.) 

5.752 

Command 

Gneisses(B.G.C.) 

0.786 

Non-command 

Gneisses(B.G.C.) 

0.077 

Command 

Phyllite & Schist 

1.903 

Command 

Phyllite & Schist 

0.082 

Command 

Phyllite & Schist 

6.737 

Command 

Phyllite & Schist 

2.806 

Command 

Phyllite & Schist 

4.408 

Command 

Phyllite & Schist 

2.122 

Command 

Phyllite & Schist 

0.189 

Command 

Phyllite & Schist 

3.387 

Command 

Phyllite & Schist 

7.706 

Command 

Phyllite & Schist 

0.014 

Command 

Phyllite & Schist 

5.271 

Command 

Phyllite & Schist 

4.786 

Command 

Phyllite & Schist 

4.904 

Command 

Phyllite & Schist 

3.301 

Command 

Phyllite & Schist 

12.780 

Command 

Phyllite & Schist 

0.249 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

40,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

35,000 

30,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

35,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

40,000 

25,000 

120 

35,000 

30,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

60,000 

40,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

50,000 

35,000 

120 

60,000 

40,000 

120 

50,000 

35,000 

120 

40,000 

25,000 

120 

50,000 

35,000 

120 

35,000 

30,000 

120 

35,000 

30,000 

120 

50,000 

35,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

90,000 

80,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

90,000 

80,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

50,000 

30,000 

120 

90,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.010 


0.344 


0.029 


0.055 


0.043 


0.025 


0.055 


0.004 




0.017 

0.023 

0.004 

0.004 

0.155 

0.155 

0.021 

0.021 

0.021 

0.021 

0.050 

0.050 

0.042 

0.042 

0.038 

0.050 

0.019 

0.033 

0.109 

0.127 

0.080 

0.080 

0.029 

0.029 

0.029 

0.029 


0.029 

0.029 

0.038 

0.038 

0.043 

0.079 

0.008 

0.014 

0.003 

0.003 

0.097 

0.097 

0.004 

0.004 

0.011 

0.011 

0.017 

0.017 

0.005 

0.005 

0.040 

0.040 


0.212 

0.212 

0.030 

0.030 

0.096 

0.150 

0.048 

0.080 


0.042 

0.042 

0.170 

0.170 

- 

- 

0.228 

0.228 

0.084 

0.084 

0.096 

0.128 

0.096 

0.107 

0.040 

0.040 

0.010 

0.010 































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



09006049 


Kalaliyakad 

0826001003271300 

5.256 

Fresh 

Kalawat 

0826001003271500 

1.768 

Fresh 

Kanuwara 

0826001003273100 

11.168 

Fresh 


Keekawat 

0826001003271700 

8.464 

Fresh 

Kesarpura 

0826001003286400 

4.909 

Fresh 

Khajoori 

0826000503158800 

14.740 

Fresh 

Kharbar Chak (A) 

0826000903256600 

13.121 

Fresh 

Khootaneri 

0826001003272500 

0.795 

Fresh 

Makarjapa 

0826001003272600 

2.871 

Fresh 

Mandwa Phala Kagdar 

0826001003286200 

6.266 

Fresh 


Naliya Wara 

0826000903256100 

0.612 

Fresh 

Nenbara 

0826000403135200 

14.710 

Fresh 

Odwas 

0826001003287700 

7.188 

Fresh 

Padoona 

0826000503159200 

28.254 

Fresh 

Parai 

0826000903256500 

6.672 

Fresh 

Parsad 

0826000903256000 

11.553 

Fresh 

Peepli (A) 

0826001003271100 

9.726 

Fresh 

Peepli (B) 

0826001003271200 

9.354 

Fresh 

Ratanpura 

0826001003272700 

1.093 

Fresh 

Rikhabdeo (CT) 

0826001042609000 

8.177 

Fresh 


Saroo 

0826000503159400 

39.862 

Fresh 

Sera 

0826000403128800 

12.964 

Fresh 

Somawat 

0826001003271400 

11.922 

Fresh 

Teeri 

0826000503160200 

11.884 

Fresh 

Thana 

0826001003272100 

7.711 

Fresh 

Amjhara 

0827000103291300 

4.618 

Fresh 

Amliya Fala 

0827000103291700 

2.623 

Fresh 

Andar Khet 

0827000103299300 

1.948 

Fresh 

Antarsuwa 

0827000103298100 

1.994 

Fresh 

Baladeetmafi 

0827000103298800 

2.487 

Fresh 

Baldiya 

0827000103298000 

2.935 

Fresh 

Balwara 

0827000103298600 

14.834 

Fresh 

Bantabalgun 

0827000103297800 

0.774 

Fresh 

Baroti With Chak 

0827000103291500 

9.883 

Fresh 

Bhehana 

0827000103298400 

5.120 

Fresh 

Bhilwata 

0827000103299200 

1.347 

Fresh 

Bichhiwara 

0827000103297300 

5.581 

Fresh 

Bilpan 

0827000103297900 

2.441 

Fresh 

Bokhla 

0827000103291000 

4.014 

Fresh 

Bubela 

0827000103292200 

1.280 

Fresh 

Chandrawasa 

0827000103297400 

2.328 

Fresh 

Chhapi 

0827000103297600 

3.774 

Fresh 

Chitaura 

0826001003283300 

4.424 

Fresh 

Chundawara With Chak 

0827000103294500 

9.658 

Fresh 

Dadoriya 

0827000103299500 

1.280 

Fresh 

Devpura 

0827000103297500 

0.553 

Fresh 

Dewalkhas 

0827000103290500 

3.062 

Fresh 

Dhamod 

0827000103297000 

3.254 

Fresh 

Dhuwaliya 

0827000103293300 

1.587 

Fresh 


( 6 ) 


Som Kagdar 


Non_command 


Non_command 


Non_command 


Som Kagdar 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Som Kagdar 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Som Kagdar 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non_command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Phyllite & Schist 

0.013 

Command 

Phyllite & Schist 

4.537 

Command 

Phyllite & Schist 

1.719 

Command 

Phyllite & Schist 

1.642 

Command 

Phyllite & Schist 

0.046 

Command 

Phyllite & Schist 

4.487 

Command 

Phyllite & Schist 

3.393 

Command 

Phyllite & Schist 

0.221 

Command 

Phyllite & Schist 

5.606 

Command 

Phyllite & Schist 

0.035 

Command 

Phyllite & Schist 

2.320 

Command 

Phyllite & Schist 

0.380 

Command 

Phyllite & Schist 

1.069 

Command 

Phyllite & Schist 

0.177 

Command 

Phyllite & Schist 

0.456 

Command 

Phyllite & Schist 

0.521 

Command 

Phyllite & Schist 

23.276 

Command 

Phyllite & Schist 

5.812 

Command 

Phyllite & Schist 

3.456 

Command 

Phyllite & Schist 

6.809 

Command 

Phyllite & Schist 

7.598 

Command 

Phyllite & Schist 

0.010 

Command 

Phyllite & Schist 

7.757 

Command 

Phyllite & Schist 

0.012 

Command 

Phyllite & Schist 

20.766 

Command 

Phyllite & Schist 

0.024 

Command 

Phyllite & Schist 

8.777 

Command 

Phyllite & Schist 

0.116 

Command 

Phyllite & Schist 

7.117 

Non-command 

Phyllite & Schist 

4.514 

Non-command 

Phyllite & Schist 

2.170 

Non-command 

Phyllite & Schist 

1.862 

Non-command 

Phyllite & Schist 

1.994 

Non-command 

Phyllite & Schist 

1.398 

Non-command 

Phyllite & Schist 

2.935 

Non-command 

Phyllite & Schist 

0.451 

Non-command 

Phyllite & Schist 

0.774 

Non-command 

Phyllite & Schist 

9.800 

Non-command 

Phyllite & Schist 

4.697 

Non-command 

Phyllite & Schist 

0.823 

Non-command 

Phyllite & Schist 

4.937 

Non-command 

Phyllite & Schist 

2.392 

Non-command 

Phyllite & Schist 

3.511 

Non-command 

Phyllite & Schist 

1.271 

Non-command 

Phyllite & Schist 

2.328 

Non-command 

Phyllite & Schist 

3.774 

Command 

Phyllite & Schist 

0.000 

Non-command 

Phyllite & Schist 

7.658 

Non-command 

Phyllite & Schist 

0.066 

Non-command 

Phyllite & Schist 

0.553 

Non-command 

Phyllite & Schist 

0.432 

Non-command 

Phyllite & Schist 

2.284 

Non-command 

Phyllite & Schist 

0.665 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

60,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

80,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

90,000 

80,000 

120 

50,000 

30,000 

120 

90,000 

80,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

90,000 

70,000 

120 

50,000 

25,000 

120 

60,000 

35,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

50,000 

25,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.096 

0.096 

0.067 

0.089 

0.038 

0.038 


0.125 

0.157 

0.038 

0.049 

0.004 

0.004 

0.150 

0.150 


0.096 

0.096 

0.019 

0.019 

0.048 

0.048 

0.024 

0.024 


0.010 

0.010 

0.252 

0.252 

0.282 

0.282 

0.150 

0.157 

0.278 

0.278 

0.413 

0.413 



0.250 

0.272 

0.004 

0.004 

0.086 

0.129 

0.183 

0.183 

0.021 

0.021 

0.045 

0.045 

0.039 

0.039 

0.009 

0.009 

0.063 

0.063 

0.006 

0.006 

0.021 

0.027 

0.186 

0.186 

0.174 

0.174 

0.003 

0.003 

0.282 

0.282 

0.129 

0.129 

0.306 

0.306 

0.033 

0.033 

0.063 

0.063 

0.150 

0.198 

- 

" 1 

0.279 

0.279 

- 

- 

0.072 

0.072 

0.015 

0.015 

0.069 

0.069 

0.027 

0.027 





























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


09006050 


Gamri Ahara 


Gamri Dewal 


Geruwara 


Gharmala 


Ghooghra 


Gumanpura 


Hathor 


Jelana 


Jheejwa With Chak 


Kanbai 


Kanbai Chak No. 1 


Kanbai Chak No. 2 


Kanwa 


Karauli 


Kheri 


Laxmanpura 


Lorwara 


Mandwa Bhera Bhai (bari 


Mandwa Biyola 


Mokarwara 


Nalwa 


Nawa Gaon 


Nawal Shyam 


Ora Bara 


Ora Chota 


Padardiahara 


Paldewal 


Palpadar 


Paora 


Peethapur 


Rojela 


Sabli 


Sanchiya 


Sati 


Sati Rampur 


Shishod 


Sundarpur 


Surpur 


Tariobri 


Thana 


Vagdari 


Vedawara 


Adkaliya 


Agatiya 


Amara-Dungari 


Amloda 


Arawela 


Badawali 


Bagon Ka Gurha 


Bagpur 


Bamaniya 


0827000127900001 


0827000127900002 


0827000103306700 


0827000103290700 


0827000103297700 


0827000103298200 


0827000103293600 


0827000103293500 


0827000103292000 


0827000103298300 


0827000103291400 


0826001003280600 


0826001003280500 


0826001003280400 


0827000103294200 


0827000103293700 


0827000103299000 


0827000103298900 


0827000103298500 


0827000103290800 


0827000103291800 


0827000103293200 


0827000103292100 


0827000103294400 


0827000103294000 


0827000103293800 


0827000103293900 


0827000103291900 


0827000103290400 


0827000103291200 


0827000103294300 


0827000103294600 


0827000103291100 


0827000103290900 


0827000103291600 


0827000103293100 


0827000103293000 


0827000103290100 


0827000103293400 


0827000103299100 


0827000103290600 


0827000103298700 


0827000103292300 


0827000103294100 


0826000803228600 


0826000803234600 


0826000803234400 


0826000803238800 


0826000803226100 


0826000903261500 


0826000803231400 


0826000803232300 


0826000803237400 


( 6 ) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non_command 


Non_command 


Non_command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Jaisamand 


Jaisamand 


Jaisamand 


Jaisamand 


Non_command 


Jaisamand 


Non_command 


Non_command 


Jaisamand 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

3.902 

Non-command 

Phyllite & Schist 

5.176 

Non-command 

Phyllite & Schist 

0.009 

Non-command 

Phyllite & Schist 

1.168 

Non-command 

Phyllite & Schist 

1.074 

Non-command 

Phyllite & Schist 

1.649 

Non-command 

Phyllite & Schist 

4.251 

Non-command 

Phyllite & Schist 

1.815 

Non-command 

Phyllite & Schist 

1.916 

Non-command 

Phyllite & Schist 

1.677 

Non-command 

Phyllite & Schist 

6.984 

Command 

Phyllite & Schist 

1.685 

Command 

Phyllite & Schist 

1.732 

Command 

Phyllite & Schist 

0.176 

Non-command 

Phyllite & Schist 

5.246 

Non-command 

Phyllite & Schist 

3.990 

Non-command 

Phyllite & Schist 

0.466 

Non-command 

Phyllite & Schist 

1.292 

Non-command 

Phyllite & Schist 

0.603 

Non-command 

Phyllite & Schist 

2.002 

Non-command 

Phyllite & Schist 

1.957 

Non-command 

Phyllite & Schist 

2.689 

Non-command 

Phyllite & Schist 

3.546 

Non-command 

Phyllite & Schist 

2.085 

Non-command 

Phyllite & Schist 

7.002 

Non-command 

Phyllite & Schist 

4.055 

Non-command 

Phyllite & Schist 

2.011 

Non-command 

Phyllite & Schist 

2.230 

Non-command 

Phyllite & Schist 

0.574 

Non-command 

Phyllite & Schist 

6.205 

Non-command 

Phyllite & Schist 

1.578 

Non-command 

Phyllite & Schist 

0.378 

Non-command 

Phyllite & Schist 

1.210 

Non-command 

Phyllite & Schist 

1.871 

Non-command 

Phyllite & Schist 

6.052 

Non-command 

Phyllite & Schist 

0.182 

Non-command 

Phyllite & Schist 

0.785 

Non-command 

Phyllite & Schist 

0.041 

Non-command 

Phyllite & Schist 

0.921 

Non-command 

Phyllite & Schist 

0.821 

Non-command 

Phyllite & Schist 

5.406 

Non-command 

Phyllite & Schist 

0.447 

Non-command 

Phyllite & Schist 

1.099 

Non-command 

Phyllite & Schist 

1.049 

Command 

Phyllite & Schist 

0.540 

Command 

Phyllite & Schist 

0.434 

Command 

Phyllite & Schist 

0.943 

Command 

Phyllite & Schist 

4.835 

Command 

Gneisses(B.G.C.) 

0.130 

Command 

Phyllite & Schist 

0.339 

Command 

Gneisses(B.G.C.) 

0.614 

Command 

Gneisses(B.G.C.) 

0.568 

Command 

Phyllite & Schist 

2.203 


of Tube of Wells Operational 
Wells with Days 

Pumpset 


(9) (10) 


Average Yield 

Draft 

Total 

Draft 

Tube 

Wells with 

Tube 

Wells with 


Wells 

Pumpset 

Wells 

Pumpset 


Ipd 

Ipd 

MCM 

MCM 

MCM 

(12) 

(13) 

(14) 

(15) 

(16) 



0.057 

0.057 

0.018 

0.030 

0.099 

0.099 

0.174 

0.174 

0.066 

0.066 

0.099 

0.099 

0.096 

0.096 

0.066 

0.066 

0.176 

0.176 

0.210 

0.221 

0.008 

0.008 

0.228 

0.228 

0.195 

0.195 

0.036 

0.042 

0.036 

0.036 

0.027 

0.027 

0.078 

0.078 

0.036 

0.036 

0.048 

0.048 

0.144 

0.144 

0.081 

0.081 

0.117 

0.117 

0.282 

0.282 

0.054 

0.054 

0.087 

0.087 

0.009 

0.009 

0.222 

0.222 

0.036 

0.054 

0.048 

0.048 

0.018 

0.018 

0.117 

0.117 

0.201 

0.201 

0.003 

0.003 

0.030 

0.030 

- 

- 

0.054 

0.054 

0.042 

0.042 

0.048 

0.048 

0.021 

0.021 

0.021 

0.021 

0.060 

0.060 

0.230 

0.237 

0.048 

0.048 

0.091 

0.091 

0.422 

0.422 

0.003 

0.003 

0.006 

0.006 

0.009 

0.009 

0.036 

0.036 

0.350 

0.350 
















































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Bandarwara 


Banora 


Bara 


Baran 


Barbari Rawan 


Baroliya 


Barora 


Baseetar Jhujhawat 


Baseetar Samchot 


Baseetar Singawat 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


0826000803239200 


0826000803229400 


0826000803239400 


0826000803231800 


0826000803236900 


0826000803229700 


0826000803238600 


0826000803228100 


sq.km 


(4) (5) 


1.836 Fresh 


7.270 Fresh 


1.359 Fresh 


0.056 Fresh 


1.443 Fresh 


2.874 Fresh 


5.196 Fresh 


13.422 Fresh 


( 6 ) 


Jaisamand 


Non_command 


Jaisamand 


Non_command 


Jaisamand 


Non_command 


Jaisamand 


Jaisamand 



0826000803228200 


8.724 Fresh 


Jaisamand 


Non command 



0826000803228400 


6.823 Fresh 


Jaisamand 


Non command 



Berawal 

0826000803231300 

4.539 

Fresh 

Beshma 

0826000803233700 

1.916 

Fresh 

Bhai 

0826000803229100 

0.509 

Fresh 


Non_command 


Jaisamand 


Non command 


Bhandon Ka Gurha 

0826000803232000 

0.136 

Fresh 

Bhanpur 

0826000803235300 

1.652 

Fresh 

Bhatwara 

0826000803237000 

1.295 

Fresh 

Bheempur Barbari 

0826000803236800 

1.796 

Fresh 

Bichli-Magri 

0826000803237200 

1.890 

Fresh 

Biliya Ka Gurha 

0826000803227500 

3.484 

Fresh 

Boraj Majawatan 

0826000803232100 

0.818 

Fresh 

Boraj Tawaran 

0826000803232200 

1.625 

Fresh 

Bujhara 

0826000803234100 

12.000 

Fresh 

Chauhano-Ka-Khandela 

0826000803236700 

2.918 

Fresh 

Dagar 

0826000803238400 

13.448 

Fresh 


Dal 

0826000803233900 

5.768 

Fresh 

Dangiwara 

0826000803234000 

9.771 

Fresh 

Deo-Gaon 

0826000803235500 

3.350 

Fresh 


Non_command 


Jaisamand 


Jaisamand 


Jaisamand 


Jaisamand 


Non_command 


Non_command 


Non_command 


Jaisamand 


Jaisamand 


Jaisamand 


Non_command 


Jaisamand 


Jaisamand 


Jaisamand 



Dhai-Khera 

0826000803231500 

0.217 

Fresh 

Dhani Sipoor 

0826000903258100 

4.971 

Fresh 

Dharod 

0826000803235100 

3.129 

Fresh 

Dholapani Ka Gurha 

0826000803240100 

1.736 

Fresh 



Dobdicha 

0826000803230300 

0.433 

Fresh 

Dudar 

0826000803233600 

1.791 

Fresh 



Gaonra-Pal 


0826000803226200 


2.201 Fresh 


Jaisamand 


Non_command 


Non_command 


Jaisamand 


Jaisamand 


Jaisamand 


Non_command 


Som Kamla Amba 


Non_command 


Jaisamand 


Non_command 


Jaisamand 


Non_command 


Non command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Phyllite & Schist 

1.802 

Command 

Gneisses(B.G.C.) 

7.270 

Command 

Phyllite & Schist 

1.355 

Command 

Gneisses(B.G.C.) 

0.055 

Command 

Phyllite & Schist 

1.443 

Command 

Gneisses(B.G.C.) 

2.592 

Command 

Phyllite & Schist 

5.193 

Command 

Gneisses(B.G.C.) 

0.034 

Command 

Phyllite & Schist 

5.895 

Command 

Gneisses(B.G.C.) 

0.885 

Command 

Phyllite & Schist 

1.863 

Command 

Phyllite & Schist 

6.686 

Command 

Gneisses(B.G.C.) 

0.002 

Command 

Phyllite & Schist 

1.074 

Command 

Phyllite & Schist 

4.232 

Command 

Gneisses(B.G.C.) 

0.227 

Command 

Phyllite & Schist 

2.314 

Command 

Gneisses(B.G.C.) 

2.920 

Command 

Phyllite & Schist 

1.916 

Command 

Gneisses(B.G.C.) 

0.138 

Command 

Phyllite & Schist 

0.336 

Command 

Gneisses(B.G.C.) 

0.136 

Command 

Phyllite & Schist 

1.652 

Command 

Phyllite & Schist 

1.295 

Command 

Phyllite & Schist 

1.796 

Command 

Phyllite & Schist 

1.890 

Command 

Gneisses(B.G.C.) 

1.816 

Command 

Gneisses(B.G.C.) 

0.490 

Command 

Gneisses(B.G.C.) 

1.589 

Command 

Phyllite & Schist 

9.014 

Command 

Phyllite & Schist 

2.574 

Command 

Phyllite & Schist 

9.157 

Command 

Phyllite & Schist 

1.292 

Command 

Phyllite & Schist 

5.768 

Command 

Phyllite & Schist 

9.771 

Command 

Gneisses(B.G.C.) 

0.551 

Command 

Phyllite & Schist 

1.408 

Command 

Gneisses(B.G.C.) 

0.264 

Command 

Phyllite & Schist 

1.126 

Command 

Phyllite & Schist 

1.355 

Command 

Phyllite & Schist 

0.476 

Command 

Gneisses(B.G.C.) 

0.196 

Command 

Phyllite & Schist 

0.191 

Command 

Phyllite & Schist 

3.129 

Command 

Phyllite & Schist 

0.091 

Command 

Phyllite & Schist 

1.620 

Command 

Phyllite & Schist 

0.013 

Command 

Gneisses(B.G.C.) 

0.054 

Command 

Phyllite & Schist 

1.040 

Command 

Phyllite & Schist 

0.750 

Command 

Phyllite & Schist 

0.831 

Command 

Phyllite & Schist 

1.334 

Command 

Gneisses(B.G.C.) 

0.986 


of Tube of Wells Operational 
Wells with Days 

Pumpset 


Average Yield 

Draft 

Tube 

Wells 

Wells with 
Pumpset 

Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

MCM 

MCM 

(12) 

(13) 

(14) 

(15) 



0.312 

0.312 

0.030 

0.030 

0.096 

0.096 

0.480 

0.480 



0.077 

0.077 

0.451 

0.451 

0.015 

0.015 

0.245 

0.245 

0.021 

0.021 

0.067 

0.067 

0.015 

0.015 

0.053 

0.053 

0.009 

0.009 

0.062 

0.062 

0.163 

0.163 

0.067 

0.067 

0.168 

0.168 

0.018 

0.018 

0.018 

0.018 

0.009 

0.009 

0.043 

0.043 

0.034 

0.034 

0.254 

0.254 

0.034 

0.034 

0.403 

0.403 

0.216 

0.216 

0.054 

0.054 

0.221 

0.221 

0.027 

0.027 

0.178 

0.178 

0.072 

0.072 

0.024 

0.024 

0.015 

0.015 

- 

- 

0.230 

0.230 

0.005 

0.005 

0.058 

0.058 

- 

- | 

0.006 

0.006 

0.048 

0.048 

0.038 

0.038 

0.029 

0.029 

0.043 

0.043 

0.126 

0.126 









































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Isarwas Digiyan 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


2.325 Fresh 



Ghaghri 

0826000803231700 

1.887 

Fresh 

Gur 

0826000803235000 

3.462 

Fresh 

Heekawara 

0826000803237100 

3.481 

Fresh 

Intali 

0826000903264500 

5.398 

Fresh 

Isarwas (Rawan) 

0826000803229000 

0.640 

Fresh 


0826000803229200 


3.626 Fresh 


( 6 ) 


Jaisamand 


Non_command 


Som Kamla Amba 


Non_command 


Jaisamand 


Jaisamand 


Jaisamand 


Jaisamand 


Non_command 


Jaisamand 


Non command 



Itali-Khera 

0826000803238100 

9.612 

Fresh 

Jailawata Phala 

0826000803227400 

0.818 

Fresh 

Jaimal-Pura 

0826000803237800 

4.165 

Fresh 

Jetana 

0826000803240900 

9.990 

Fresh 



Jhalara 

0826000803240400 

12.027 

Fresh 

Jharmal 

0826000803236000 

3.681 

Fresh 

Jodhsagar Ki Bhagal 

0826000803233300 

1.375 

Fresh 

Joshi-Wara 

0826000803237500 

1.249 

Fresh 

Kadma 

0826000803229800 

1.005 

Fresh 

Kagra 

0826000803231900 

0.802 

Fresh 

Kaluthara 

0826000803233500 

4.748 

Fresh 


Kapura Ka Bara 

0826000803228500 

0.241 

Fresh 

Kara-Kalan 

0826000803240000 

2.772 

Fresh 

Kargeta 

0826000803233800 

0.891 

Fresh 

Kaya-Ka-Gurha 

0826000803240300 

3.835 

Fresh 

Kerpura 

0826000803229600 

1.673 

Fresh 

Khajoori 

0826000803230200 

2.620 

Fresh 

Kherad 

0826000803228300 

7.239 

Fresh 


Jaisamand 


Non_command 


Jaisamand 


Jaisamand 


Non_command 


Som Kamla Amba 


Jaisamand 


Non_command 


Non_command 


Jaisamand 


Non_command 


Non_command 


Jaisamand 


Non_command 


Jaisamand 


Non_command 


Jaisamand 


Jaisamand 


Non_command 


Non_command 


Non command 


Kherwa 

0826000903261800 

2.956 

Fresh 

Khira-Wara 

0826000803238700 

4.243 

Fresh 

Kholri 

0826000803235700 

5.553 

Fresh 


Jaisamand 


Jaisamand 


Jaisamand 



Khorao 

0826000803234900 

4.141 

Fresh 

Kuber-Pura 

0826000803240600 

1.227 

Fresh 

Kunda 

0826000803230100 

1.578 

Fresh 

Lakapa 

0826000803228700 

2.427 

Fresh 



Majawato-Ka-Gurha 

0826000803239000 

1.963 

Fresh 

Mallara 

0826000903258300 

5.761 

Fresh 

Malpur 

0826000803232500 

24.676 

Fresh 

Manpura 

0826000803233100 

0.893 

Fresh 


Non_command 


Jaisamand 


Jaisamand 


Non_command 


Jaisamand 


Non_command 


Jaisamand 


Non_command 


Jaisamand 


Jaisamand 


Non_command 


Non command 


Morila 

0826000803232800 

2.831 

Fresh 

Nanga 

0826000803232900 

2.635 

Fresh 


Non_command 


Non command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Phyllite & Schist 

1.381 

Command 

Phyllite & Schist 

0.319 

Command 

Phyllite & Schist 

0.478 

Command 

Gneisses(B.G.C.) 

1.720 

Command 

Phyllite & Schist 

3.462 

Command 

Phyllite & Schist 

3.481 

Command 

Phyllite & Schist 

0.362 

Command 

Phyllite & Schist 

0.525 

Command 

Phyllite & Schist 

0.082 

Command 

Phyllite & Schist 

0.001 

Command 

Gneisses(B.G.C.) 

3.193 

Command 

Phyllite & Schist 

0.084 

Command 

Phyllite & Schist 

0.383 

Command 

Gneisses(B.G.C.) 

0.738 

Command 

Phyllite & Schist 

1.385 

Command 

Phyllite & Schist 

0.100 

Command 

Phyllite & Schist 

0.236 

Command 

Phyllite & Schist 

1.536 

Command 

Phyllite & Schist 

7.388 

Command 

Gneisses(B.G.C.) 

0.067 

Command 

Phyllite & Schist 

1.375 

Command 

Phyllite & Schist 

1.249 

Command 

Gneisses(B.G.C.) 

0.983 

Command 

Gneisses(B.G.C.) 

0.802 

Command 

Phyllite & Schist 

3.212 

Command 

Phyllite & Schist 

1.536 

Command 

Phyllite & Schist 

0.241 

Command 

Phyllite & Schist 

1.109 

Command 

Phyllite & Schist 

0.891 

Command 

Phyllite & Schist 

3.835 

Command 

Gneisses(B.G.C.) 

1.673 

Command 

Gneisses(B.G.C.) 

0.316 

Command 

Gneisses(B.G.C.) 

0.517 

Command 

Phyllite & Schist 

0.232 

Command 

Phyllite & Schist 

0.322 

Command 

Phyllite & Schist 

4.216 

Command 

Gneisses(B.G.C.) 

0.208 

Command 

Phyllite & Schist 

2.726 

Command 

Gneisses(B.G.C.) 

0.061 

Command 

Phyllite & Schist 

4.112 

Command 

Phyllite & Schist 

1.227 

Command 

Gneisses(B.G.C.) 

0.125 

Command 

Phyllite & Schist 

2.389 

Command 

Phyllite & Schist 

0.038 

Command 

Phyllite & Schist 

2.046 

Command 

Phyllite & Schist 

0.096 

Command 

Phyllite & Schist 

1.931 

Command 

Phyllite & Schist 

0.334 

Command 

Gneisses(B.G.C.) 

12.613 

Command 

Gneisses(B.G.C.) 

0.191 

Command 

Phyllite & Schist 

0.211 

Command 

Gneisses(B.G.C.) 

2.431 

Command 

Gneisses(B.G.C.) 

2.526 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

60,000 

50,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

50,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

40,000 

25,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.043 

0.043 

0.010 

0.010 

0.014 

0.014 

0.012 

0.012 

0.216 

0.216 

0.115 

0.115 

0.048 

0.048 

0.106 

0.106 

0.014 

0.014 

- 

- 

0.042 

0.042 

- 

- 

0.019 

0.019 

0.096 

0.096 

0.014 

0.014 

0.005 

0.005 

0.014 

0.014 

0.106 

0.106 

0.240 

0.247 


0.024 

0.024 

0.120 

0.120 

0.015 

0.015 

0.015 

0.015 

0.110 

0.110 

0.053 

0.053 

0.139 

0.139 

0.053 

0.053 

0.048 

0.048 

0.034 

0.034 

0.078 

0.078 

0.009 

0.009 

0.045 

0.045 

0.034 

0.034 

0.006 

0.006 

0.110 

0.117 

0.009 

0.009 

0.182 

0.182 

0.003 

0.003 

0.101 

0.101 

0.086 

0.086 

- 

- 

0.120 

0.120 

- 

- 

0.058 

0.058 

0.005 

0.005 

0.086 

0.086 

0.006 

0.006 

0.027 

0.027 

0.015 

0.015 

0.024 

0.024 

0.216 

0.216 

0.081 

0.081 





















































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Neri Bhatwara 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


0.278 Fresh 


0826000803239500 

1.158 

Fresh 

0826000803235600 

1.383 

Fresh 


( 6 ) 


Non_command 


Jaisamand 


Non command 



Nokli 

0826000803238900 

1.372 

Fresh 

Noli 

0826000803237700 

11.642 

Fresh 

Pan-Gaonra 

0826000803241000 

8.224 

Fresh 


Jaisamand 


Jaisamand 


Jaisamand 



Paoti 

0826000803231600 

1.857 

Fresh 

Paya-Talab 

0826000803229500 

0.304 

Fresh 

Rajpura 

0826000803233000 

1.308 

Fresh 

Ramina 

0826000803229900 

2.834 

Fresh 

Ranawato-Ka-Bara 

0826000803237300 

1.651 

Fresh 

Randela 

0826000803238500 

6.046 

Fresh 

Ratakhet 

0826000903261600 

4.057 

Fresh 

Rathoron Ka Gurha 

0826000803227600 

2.408 

Fresh 

Ruao 

0826000803237600 

5.497 

Fresh 

Salaiya 

0826000803234800 

6.336 

Fresh 

Salawata 

0826000803239900 

3.139 

Fresh 

Salumbar (M) 

0826000842606000 

7.741 

Fresh 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Jaisamand 


Jaisamand 


Jaisamand 


Non_command 


Jaisamand 


Jaisamand 


Non_command 


Jaisamand 



Samarjap 

0826000803232400 

0.657 

Fresh 

Samora 

0826000803239100 

2.372 

Fresh 

Sarwani 

0826000803232600 

0.772 

Fresh 

Sedri 

0826000803229300 

2.146 

Fresh 

Selpur 

0826000803231200 

2.100 

Fresh 

Seriya 

0826000803234500 

2.138 

Fresh 

Shesh-Pur 

0826000803236600 

5.123 

Fresh 

Shyam Pura 

0826000803235400 

1.143 

Fresh 



Sundiya Bara 

0826000803235200 

3.828 

Fresh 

Suwawato-Ka-Gurha 

0826000803239700 

4.265 

Fresh 

Tanda 

0826000903261700 

2.922 

Fresh 

Tejpura 

0826000803233400 

0.800 

Fresh 


Non_command 


Jaisamand 


Non_command 


Non_command 


Non_command 


Jaisamand 


Jaisamand 


Jaisamand 


Non_command 


Jaisamand 


Non_command 


Jaisamand 


Non_command 


Jaisamand 


Non command 


Toda 

0826000803234700 

5.882 

Fresh 

Uila 

0826000803228900 

0.857 

Fresh 


Ven 

0826000803232700 

1.114 

Fresh 

Virwa-Kalan 

0826000803240800 

3.947 

Fresh 



09006051 


Waliya-Khera 

0826000803230000 

2.737 

Fresh 

Akot 

0826001003267000 

3.401 

Fresh 


Jaisamand 


Jaisamand 


Non_command 


Non_command 


Jaisamand 


Non_command 


Som Kamla Amba 


Jaisamand 


Non_command 


Som Kamla Amba 


Non_command 


Non command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Gneisses(B.G.C.) 

0.104 

Command 

Phyllite & Schist 

0.062 

Command 

Phyllite & Schist 

1.139 

Command 

Gneisses(B.G.C.) 

1.318 

Command 

Phyllite & Schist 

0.024 

Command 

Phyllite & Schist 

1.372 

Command 

Phyllite & Schist 

11.622 

Command 

Gneisses(B.G.C.) 

0.045 

Command 

Phyllite & Schist 

2.899 

Command 

Phyllite & Schist 

0.025 

Command 

Gneisses(B.G.C.) 

1.857 

Command 

Gneisses(B.G.C.) 

0.304 

Command 

Gneisses(B.G.C.) 

1.220 

Command 

Gneisses(B.G.C.) 

0.038 

Command 

Phyllite & Schist 

1.651 

Command 

Phyllite & Schist 

6.046 

Command 

Phyllite & Schist 

2.071 

Command 

Gneisses(B.G.C.) 

0.097 

Command 

Phyllite & Schist 

5.481 

Command 

Phyllite & Schist 

6.260 

Command 

Phyllite & Schist 

0.079 

Command 

Gneisses(B.G.C.) 

0.056 

Command 

Phyllite & Schist 

4.112 

Command 

Gneisses(B.G.C.) 

1.637 

Command 

Phyllite & Schist 

1.454 

Command 

Gneisses(B.G.C.) 

0.535 

Command 

Phyllite & Schist 

2.307 

Command 

Gneisses(B.G.C.) 

0.764 

Command 

Gneisses(B.G.C.) 

2.146 

Command 

Gneisses(B.G.C.) 

1.976 

Command 

Phyllite & Schist 

2.138 

Command 

Phyllite & Schist 

0.265 

Command 

Phyllite & Schist 

0.803 

Command 

Phyllite & Schist 

0.340 

Command 

Phyllite & Schist 

0.990 

Command 

Phyllite & Schist 

0.638 

Command 

Phyllite & Schist 

3.828 

Command 

Phyllite & Schist 

0.133 

Command 

Phyllite & Schist 

0.626 

Command 

Gneisses(B.G.C.) 

0.047 

Command 

Phyllite & Schist 

0.724 

Command 

Phyllite & Schist 

5.857 

Command 

Phyllite & Schist 

0.383 

Command 

Phyllite & Schist 

0.474 

Command 

Gneisses(B.G.C.) 

1.006 

Command 

Phyllite & Schist 

0.366 

Command 

Phyllite & Schist 

2.329 

Command 

Phyllite & Schist 

0.527 

Command 

Phyllite & Schist 

1.569 

Command 

Phyllite & Schist 

0.399 

Command 

Phyllite & Schist 

0.310 

Command 

Gneisses(B.G.C.) 

0.781 

Command 

Phyllite & Schist 

2.920 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

50,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

50,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.012 

0.012 

0.014 

0.014 

0.096 

0.096 

0.024 

0.024 

- 

- 

0.187 

0.187 

0.350 

0.350 



0.015 

0.015 

0.057 

0.057 

0.039 

0.039 

- 

- 

0.144 

0.144 

0.187 

0.187 

0.012 

0.012 

0.003 

0.003 

0.264 

0.264 

0.077 

0.077 

0.005 

0.005 

0.003 

0.003 

0.254 

0.268 

0.063 

0.068 

0.091 

0.098 

0.015 

0.015 

0.202 

0.202 

0.015 

0.015 

0.216 

0.216 

0.021 

0.021 

0.734 

0.734 

0.014 

0.014 

0.005 

0.005 

0.005 

0.005 

0.014 

0.014 

0.010 

0.010 

0.058 

0.058 

0.005 

0.005 

0.018 

0.018 

- 

- 

0.019 

0.019 

0.298 

0.298 

0.014 

0.014 

0.019 

0.019 

0.009 

0.009 

0.024 

0.024 

0.163 

0.163 

0.038 

0.038 

0.158 

0.158 

0.038 

0.038 

0.034 

0.034 

0.015 

0.015 

0.025 

0.025 















































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Asariwara 

0826001003282900 

3.305 

Fresh 

Bagpura 

0826000403129600 

6.555 

Fresh 

Balvi Baroliya 

0826000403135500 

11.106 

Fresh 

Barlipara 

0826000403134600 

3.062 

Fresh 

Baroti Bheelan 

0826001003268400 

1.709 

Fresh 

Baroti Brahamanan 

0826001003268600 

6.034 

Fresh 

Bawai 

0826001003264600 

2.124 

Fresh 

Bawal Wara 

0826001003268900 

6.435 

Fresh 

Beranpara 

0826000403135300 

7.572 

Fresh 

Bhakhra 

0826001003265300 

8.616 

Fresh 

Bhalai 

0826001003265200 

6.062 

Fresh 

Bhamti 

0826000403139500 

12.518 

Fresh 

Bhandara 

0826001003269500 

0.738 

Fresh 

Bhilwara 

0826001003275800 

1.098 

Fresh 

Bhunwal 

0826001003269400 

1.686 

Fresh 

Bijli 

0826000403140200 

4.377 

Fresh 

Chatol 

0826001003276100 

1.872 

Fresh 

Cheekalwas 

0826001003265000 

3.130 

Fresh 

Choki 

0826001003267900 

7.810 

Fresh 

Daben 

0826001003265800 

1.146 

Fresh 

Daiyawara 

0826001003268500 

5.623 

Fresh 

Damana 

0826000403140400 

4.320 

Fresh 

Damatalab 

0826001003266700 

2.724 

Fresh 

Deonal Kalan 

0826001003275600 

1.895 

Fresh 

Deonal Khurd 

0826001003275500 

1.167 

Fresh 

Deri 

0826001003276200 

5.841 

Fresh 

Dewanpara 

0826000403134800 

0.589 

Fresh 

Dheekwas 

0826001003265100 

11.767 

Fresh 

Gadawan Kakan 

0826001003266100 

12.442 

Fresh 

Garaja 

0826001003265600 

5.139 

Fresh 

Garanwas 

0826000403138800 

16.623 

Fresh 

Gatrali 

0826001003268200 

5.999 

Fresh 

Ghogharwara 

0826001003284500 

2.195 

Fresh 

Gohawara 

0826001003268100 

2.764 

Fresh 

Goran 

0826000403134500 

4.770 

Fresh 

Govinddeo 

0826001003282300 

1.105 

Fresh 

Harsawara 

0826001003276300 

2.179 

Fresh 

Heeka 

0826001003269700 

3.079 

Fresh 

Jamun 

0826000403139800 

7.356 

Fresh 

Jekra 

0826000403129100 

7.048 

Fresh 

Jhadol 

0826001003269600 

0.855 

Fresh 

Kakardara 

0826001003268800 

1.257 

Fresh 

Kanpur 

0826001003267600 

1.191 

Fresh 

Kanthariya 

0826000403129900 

9.067 

Fresh 

Karel 

0826000403139300 

12.378 

Fresh 


Type of Area (Command / N< 
command) 


( 6 ) 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non command 


Karmala 


Katar 


Katarwas Kalan 


Katarwas Khurd 


Katvi 


Kelawara (A) 


0826001003276000 

1.163 

Fresh 

0826001003265500 

4.728 

Fresh 

0826001003282700 

1.035 

Fresh 

0826001003268000 

1.661 

Fresh 

0826001003267700 

0.982 

Fresh 

0826001003267800 

9.537 

Fresh 

0826001003269800 

2.740 

Fresh 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Phyllite & Schist 

1.010 

Command 

Phyllite & Schist 

1.069 

Command 

Phyllite & Schist 

10.594 

Command 

Phyllite & Schist 

3.062 

Command 

Phyllite & Schist 

1.709 

Command 

Phyllite & Schist 

5.934 

Command 

Phyllite & Schist 

1.873 

Command 

Phyllite & Schist 

6.204 

Command 

Phyllite & Schist 

6.813 

Command 

Phyllite & Schist 

8.554 

Command 

Phyllite & Schist 

5.946 

Command 

Phyllite & Schist 

10.022 

Command 

Phyllite & Schist 

0.736 

Command 

Phyllite & Schist 

1.098 

Command 

Phyllite & Schist 

0.038 

Command 

Phyllite & Schist 

4.321 

Command 

Phyllite & Schist 

1.872 

Command 

Phyllite & Schist 

3.118 

Command 

Phyllite & Schist 

5.881 

Command 

Phyllite & Schist 

1.133 

Command 

Phyllite & Schist 

5.623 

Command 

Phyllite & Schist 

4.314 

Command 

Phyllite & Schist 

0.616 

Command 

Phyllite & Schist 

1.895 

Command 

Phyllite & Schist 

1.163 

Command 

Phyllite & Schist 

5.841 

Command 

Phyllite & Schist 

0.589 

Command 

Phyllite & Schist 

11.633 

Command 

Phyllite & Schist 

10.064 

Command 

Phyllite & Schist 

4.980 

Command 

Phyllite & Schist 

5.470 

Command 

Phyllite & Schist 

4.635 

Command 

Phyllite & Schist 

0.939 

Command 

Phyllite & Schist 

2.764 

Command 

Phyllite & Schist 

4.016 

Command 

Phyllite & Schist 

0.053 

Command 

Phyllite & Schist 

2.179 

Command 

Phyllite & Schist 

2.916 

Command 

Phyllite & Schist 

6.787 

Command 

Phyllite & Schist 

0.027 

Command 

Phyllite & Schist 

0.835 

Command 

Phyllite & Schist 

1.257 

Command 

Phyllite & Schist 

1.191 

Command 

Phyllite & Schist 

0.156 

Command 

Phyllite & Schist 

4.292 

Command 

Quartzite 

0.795 

Command 

Phyllite & Schist 

1.159 

Command 

Phyllite & Schist 

4.601 

Command 

Phyllite & Schist 

1.035 

Command 

Phyllite & Schist 

1.661 

Command 

Phyllite & Schist 

0.982 

Command 

Phyllite & Schist 

2.027 

Command 

Phyllite & Schist 

1.479 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.067 


0.060 


0.126 


0.036 


0.067 


0.143 


0.025 


0.076 


0.048 


0.050 


0.042 


0.090 


0.059 


0.025 



0.084 

0.084 

0.067 

0.067 

0.024 

0.024 

- 

- ' 

0.059 

0.059 

0.067 

0.067 

0.050 

0.050 

- 

- 

0.042 

0.042 

0.007 

0.007 

0.025 

0.025 

0.025 

0.025 

0.067 

0.067 

0.084 

0.095 

0.076 

0.098 

0.017 

0.017 

0.034 

0.034 
































































































































































































































































































































































































































































































































































































































































































































































Village 

Zone 
(Fresh / 
Saline) 

Type of Area (Command / N 
command) 

Name 

Census Code 

Area 

sq.km 

(2) 

(3) 

(4) 

(5) 

(6) 

Kelawara Jageer 

0826001003269300 

1.652 

Fresh 

Non_command 

Kharadiwara 

0826001003276700 

2.250 

Fresh 

Non_command 


0826001003282600 

0.631 

Fresh 

Non_command 

Khardiya 

0826000403130100 

7.368 

Fresh 

Non_command 

Khatikamdi 

0826000403135400 

7.003 

Fresh 

Non_command 

Khunadari 

0826001003269100 

2.136 

Fresh 

Non_command 

Khutwara 

0826001003284400 

3.901 

Fresh 

Non_command 

Kumhar Pada 

0826001003267200 

2.650 

Fresh 

Non_command 

Kwadar 

0826000403139600 

15.427 

Fresh 

Non_command 

Leelri 

0826000403135600 

5.695 

Fresh 

Non_command 


0826001003268300 

1.378 

Fresh 

Non_command 

Madia 

0826000403139900 

6.833 

Fresh 

Non_command 

Madri 

0826000403134400 

18.232 

Fresh 

Non_command 

Magra 

0826001003264800 

4.458 

Fresh 

Non_command 

Mahuriya 

0826001003265700 

4.471 

Fresh 

Non_command 

Makri 

0826000403140000 

1.464 

Fresh 

Non_command 

Mai 

0826001003270000 

2.184 

Fresh 

Non_command 

Mokarwara 

0826001003269200 

1.105 

Fresh 

Non_command 

Nagar 

0826001003282400 

3.992 

Fresh 

Non_command 

Nala Bada 

0826000403134300 

11.134 

Fresh 

Non_command 

Nalachhota 

0826000403135700 

2.746 

Fresh 

Non_command 

Nalapeepla 

0826001003266800 

0.897 

Fresh 

Non_command 

Nawaghara 

0826001003267400 

4.854 

Fresh 

Non_command 

Nayagaon 

0826001003283000 

4.858 

Fresh 

Non_command 

Nenbara 

0826000403135200 

14.710 

Fresh 

Non_command 

Nichala Talab 

0826001003267500 

2.739 

Fresh 

Non_command 

Nichlathooriya 

0826001003275400 

0.904 

Fresh 

Non_command 

Nichli Sigari 

0826000403139400 

10.136 

Fresh 

Non_command 

Pacha Padla 

0826001003266900 

2.350 

Fresh 

Non_command 

Padaliya 

0826001003267100 

2.470 

Fresh 

Non_command 

Parmarwara 

0826001003276600 

2.726 

Fresh 

Non_command 

Peepalbara 

0826000403140500 

13.070 

Fresh 

Non_command 

Phalasiya 

0826000403135800 

5.663 

Fresh 

Non_command 

Phutagarh 

0826000403140300 

1.756 

Fresh 

Non_command 

Phutala 

0826001003284600 

8.406 

Fresh 

Non_command 

Phutala Samreth 

0826001003266000 

8.817 

Fresh 

Non_command 

Rachha 

0826001003267300 

1.415 

Fresh 

Non_command 

Ranawara 

0826001003265400 

4.529 

Fresh 

Non_command 


0826001003282500 

3.043 

Fresh 

Non_command 

Rani 

0826001003276500 

4.545 

Fresh 

Non_command 

Ranjeetpura 

0826000403134700 

1.196 

Fresh 

Non_command 

Reechhawar 

0826000403135100 

7.202 

Fresh 

Non_command 

Rehta 

0826001003275900 

1.550 

Fresh 

Non_command 

Rop 

0826000403135000 

2.256 

Fresh 

Non_command 

Sagwara 

0826001003265900 

4.576 

Fresh 

Non_command 

Samlaipanwa 

0826001003264700 

7.766 

Fresh 

Non_command 

Samroon 

0826001003269000 

1.285 

Fresh 

Non_command 

Saradeet 

0826000403134900 

5.704 

Fresh 

Non_command 

Saroli 

0826001003269900 

6.855 

Fresh 

Non_command 

Satsagra 

0826001003276400 

3.490 

Fresh 

Non_command 

Som 

0826000403139200 

18.547 

Fresh 

Non_command 







Subedra 


0826001003268700 


2.045 


Fresh 


Non command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Phyllite & Schist 

0.397 

Command 

Phyllite & Schist 

0.003 

Command 

Phyllite & Schist 

0.631 

Command 

Phyllite & Schist 

0.737 

Command 

Phyllite & Schist 

6.980 

Command 

Phyllite & Schist 

2.088 

Command 

Phyllite & Schist 

0.443 

Command 

Phyllite & Schist 

2.634 

Command 

Phyllite & Schist 

13.449 

Command 

Phyllite & Schist 

4.380 

Command 

Phyllite & Schist 

1.378 

Command 

Phyllite & Schist 

6.097 

Command 

Phyllite & Schist 

12.880 

Command 

Phyllite & Schist 

4.003 

Command 

Phyllite & Schist 

4.324 

Command 

Phyllite & Schist 

1.463 

Command 

Phyllite & Schist 

0.188 

Command 

Phyllite & Schist 

1.092 

Command 

Phyllite & Schist 

3.606 

Command 

Phyllite & Schist 

0.430 

Command 

Phyllite & Schist 

0.112 

Command 

Phyllite & Schist 

0.647 

Command 

Phyllite & Schist 

4.796 

Command 

Phyllite & Schist 

0.040 

Command 

Phyllite & Schist 

0.475 

Command 

Phyllite & Schist 

2.739 

Command 

Phyllite & Schist 

0.904 

Command 

Phyllite & Schist 

6.914 

Command 

Phyllite & Schist 

2.099 

Command 

Phyllite & Schist 

2.174 

Command 

Phyllite & Schist 

1.653 

Command 

Phyllite & Schist 

12.692 

Command 

Phyllite & Schist 

0.181 

Command 

Phyllite & Schist 

1.756 

Command 

Phyllite & Schist 

0.002 

Command 

Phyllite & Schist 

8.284 

Command 

Phyllite & Schist 

1.346 

Command 

Phyllite & Schist 

4.509 

Command 

Phyllite & Schist 

3.043 

Command 

Phyllite & Schist 

0.395 

Command 

Phyllite & Schist 

1.196 

Command 

Phyllite & Schist 

4.857 

Command 

Phyllite & Schist 

1.550 

Command 

Phyllite & Schist 

0.721 

Command 

Phyllite & Schist 

4.193 

Command 

Phyllite & Schist 

7.155 

Command 

Phyllite & Schist 

1.138 

Command 

Phyllite & Schist 

5.681 

Command 

Phyllite & Schist 

0.327 

Command 

Phyllite & Schist 

1.774 

Command 

Phyllite & Schist 

8.495 

Command 

Quartzite 

3.636 

Command 

Phyllite & Schist 

1.927 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.025 

0.025 

- 

- ! 

0.168 

0.244 

0.012 

0.012 

0.102 

0.119 

0.084 

0.084 

0.008 

0.008 

0.084 

0.084 

0.036 

0.036 

0.012 

0.012 

0.017 

0.017 

0.030 

0.030 

0.354 

0.379 

0.067 

0.089 

0.076 

0.076 

0.018 

0.018 

- 

- 

0.059 

0.059 

0.042 

0.042 



0.019 

0.051 

0.202 

0.202 



0.038 

0.038 

0.109 

0.109 

0.076 

0.076 

0.084 

0.084 

0.008 

0.008 

0.006 

0.014 

0.132 

0.157 

0.084 

0.084 

0.006 

0.006 

0.029 

0.029 

0.067 

0.078 

0.059 

0.059 

0.168 

0.176 

0.017 

0.017 

0.017 

0.017 

0.024 

0.024 

0.014 

0.014 

0.059 

0.070 


























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


09006052 


Sulai 


Thana 


Umariya 


Umra 


Uplathooriya 


Upli Sigari 


Akot 


Anela 


Arsorawara 


Asariwara 



Bagpur 


Bambala 


Banibor 


Banjariya 


Banjarwara 


Bayri 


Belwa 


Bhagorphala 


Bhanda 


Bhatariya 


Bhunwal 


Bhuwali 


Bichala Phala 


Chhani 


Chitaura 


Damatalab 


Dechara 


Dhanol 


Dharpur 


Forest 


Gadawan Kakan 


Ghati 


Ghogharwara 


Govinddeo 


Hathiya 


Itwa 


Jalpaka 


Jaoli 


Jawas 


Jhadol 


Jhunthri 


Jhusawara 


Kanbai 


Kanbai Chak No. 1 


Kandal 


Kanuwara 


Karawara 


Karchha Kalan 


Karchha Khurd 


Karnauwa 


Katewari 


0826001003275300 


0826001003282800 


0826000403140100 


0826001003264900 


0826001003275700 


0826000403139700 


0826001003267000 


0826001003281600 


0826001003283900 


0826001003282900 


0826001003283200 


0826001003285300 


0826001003274000 


0826001003277200 


0826001003270200 


0826001003274500 


0826001003276900 


0826001003284700 


0826001003282200 


0826001003281200 


0826001003284300 


0826001003281500 


0826001003269400 


0827000103289900 


0826001003281300 


0826001003283500 


0826001003283300 


0826001003266700 


0826001003277100 


0826001003283400 


0826001003273500 


0827000127900002 


0826001003266100 


0826001003282100 


0826001003284500 


0826001003282300 


0826001003281900 


0826001003282000 


0826001003266600 


0826001003284200 


0826001003270300 


0826001003269600 


0826001003275000 


0826001003274600 


0826001003280600 


0826001003280500 


0826001003285400 


0826001003273100 


0826001003277000 


0826001003274900 


0826001003273800 


0826001003285500 


0826001003285000 


( 6 ) 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non-command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non-command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Phyllite & Schist 

3.882 

Command 

Phyllite & Schist 

0.413 

Command 

Phyllite & Schist 

3.026 

Command 

Phyllite & Schist 

5.418 

Command 

Phyllite & Schist 

1.409 

Command 

Phyllite & Schist 

2.706 

Command 

Phyllite & Schist 

0.035 

Command 

Phyllite & Schist 

1.251 

Command 

Phyllite & Schist 

2.610 

Command 

Phyllite & Schist 

2.295 

Command 

Phyllite & Schist 

1.260 

Command 

Phyllite & Schist 

2.833 

Command 

Phyllite & Schist 

2.339 

Command 

Phyllite & Schist 

0.720 

Command 

Phyllite & Schist 

1.406 

Command 

Phyllite & Schist 

3.017 

Command 

Phyllite & Schist 

1.634 

Command 

Phyllite & Schist 

2.300 

Command 

Phyllite & Schist 

1.143 

Command 

Phyllite & Schist 

1.413 

Command 

Phyllite & Schist 

1.919 

Command 

Phyllite & Schist 

0.047 

Command 

Phyllite & Schist 

1.649 

Non-command 

Phyllite & Schist 

0.015 

Command 

Phyllite & Schist 

2.315 

Command 

Phyllite & Schist 

1.694 

Command 

Phyllite & Schist 

4.099 

Command 

Phyllite & Schist 

0.842 

Command 

Phyllite & Schist 

0.784 

Command 

Phyllite & Schist 

3.408 

Command 

Phyllite & Schist 

0.983 

Non-command 

Phyllite & Schist 

0.110 

Command 

Phyllite & Schist 

0.458 

Command 

Phyllite & Schist 

1.629 

Command 

Phyllite & Schist 

1.256 

Command 

Phyllite & Schist 

1.052 

Command 

Phyllite & Schist 

1.316 

Command 

Phyllite & Schist 

2.583 

Command 

Phyllite & Schist 

2.353 

Command 

Phyllite & Schist 

1.823 

Command 

Phyllite & Schist 

1.659 

Command 

Phyllite & Schist 

0.020 

Command 

Phyllite & Schist 

6.407 

Command 

Phyllite & Schist 

1.507 

Command 

Phyllite & Schist 

0.376 

Command 

Phyllite & Schist 

1.141 

Command 

Phyllite & Schist 

1.148 

Command 

Phyllite & Schist 

0.029 

Command 

Phyllite & Schist 

1.392 

Command 

Phyllite & Schist 

1.386 

Command 

Phyllite & Schist 

7.749 

Command 

Phyllite & Schist 

0.001 

Command 

Phyllite & Schist 

2.822 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

25,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

25,000 

120 

90,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.067 

0.067 

0.025 

0.025 

0.024 

0.024 

0.034 

0.045 

0.050 

0.050 

- 

0.025 

- 

- 

0.151 

0.162 

0.017 

0.017 

0.143 

0.143 

0.109 

0.120 

0.193 

0.193 

0.059 

0.059 

0.008 

0.008 

0.096 

0.096 

0.109 

0.109 

0.084 

0.116 

0.244 

0.255 

0.050 

0.050 

0.034 

0.034 

0.118 

0.118 



0.076 

0.076 

0.210 

0.350 

0.193 

0.215 

0.019 

0.019 

0.008 

0.040 

0.168 

0.190 



0.010 

0.010 

0.118 

0.118 

0.017 

0.017 

0.017 

0.028 

0.067 

0.067 

0.059 

0.059 

0.086 

0.086 

0.042 

0.042 

0.034 

0.066 


0.218 

0.337 

0.017 

0.017 

0.042 

0.042 

0.143 

0.154 

0.025 

0.025 


0.008 

0.008 

0.395 

0.438 

0.067 

0.067 







































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 



Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Kelawara (A) 

0826001003269800 

2.740 

Fresh 

Kelawara Jageer 

0826001003269300 

1.652 

Fresh 

Khandiovri Uplaphala 

0826001003274400 

3.279 

Fresh 

Khaniyalimbhri 

0826001003273600 

1.334 

Fresh 

Khanmeen 

0826001003285600 

5.994 

Fresh 

Kharadiwara 

0826001003276700 

2.250 

Fresh 

Kherwara Chhaoni (CT) 

0826001042610000 

3.702 

Fresh 

Kherwara Khalsa 

0826001003273900 

0.648 

Fresh 

Khokhadara 

0826001003274200 

0.400 

Fresh 

Khunadari 

0826001003269100 

2.136 

Fresh 

Khutwara 

0826001003284400 

3.901 

Fresh 

Kojawara 

0826001003266500 

9.600 

Fresh 

Lakora 

0826001003284900 

5.997 

Fresh 

Lamba Panwa 

0826001003273700 

2.018 

Fresh 

Larathi 

0826001003270600 

12.375 

Fresh 

Magra 

0826001003266200 

7.397 

Fresh 

Maheeda 

0826001003283100 

1.266 

Fresh 

Mahudara 

0826001003274800 

2.289 

Fresh 

Mai 

0826001003270000 

2.184 

Fresh 

Meethimahuri 

0826001003283600 

5.753 

Fresh 

Modiwasa 

0826001003284000 

3.247 

Fresh 

Mothli 

0826001003285200 

1.856 

Fresh 

Mundwara 

0826001003273400 

5.548 

Fresh 

Mundwara (B) 

0826001003273300 

1.186 

Fresh 

Nagar 

0826001003282400 

3.992 

Fresh 

Nalapeepla 

0826001003266800 

0.897 

Fresh 

Nayagaon 

0826001003283000 

4.858 

Fresh 

Pacha Padla 

0826001003266900 

2.350 

Fresh 

Pahara 

0826001003276800 

1.322 

Fresh 

Palsiya 

0826001003274700 

1.659 

Fresh 

Palwara 

0827000103289800 

10.203 

Fresh 

Parbeela 

0826001003274300 

2.280 

Fresh 

Pareda 

0826001003266300 

3.008 

Fresh 

Pareda Chak No. 1 

0826001003266400 

1.450 

Fresh 

Parmarwara 

0826001003276600 

2.726 

Fresh 

Peepola 

0826001003281800 

0.734 

Fresh 

Phutala 

0826001003284600 

8.406 

Fresh 

Pograkalan 

0826001003285100 

4.512 

Fresh 

Pograkhurd 

0826001003283700 

1.905 

Fresh 

Ramabaori 

0826001003270100 

1.187 

Fresh 

Robiya 

0826001003283800 

3.287 

Fresh 

Sagwara 

0826001003265900 

4.576 

Fresh 

Salala 

0826001003284100 

0.907 

Fresh 

Samdar 

0826001003273200 

2.924 

Fresh 

Samiter 

0826001003270400 

4.542 

Fresh 

Sarera 

0826001003281000 

0.904 

Fresh 

Sareri 

0826001003275100 

1.023 

Fresh 

Saroli 

0826001003269900 

6.855 

Fresh 

Suberi 

0826001003270500 

5.872 

Fresh 

Sukhlal 

0826001003281700 

2.599 

Fresh 

Sulai 

0826001003275300 

4.769 

Fresh 

Sundara 

0826001003284800 

2.432 

Fresh 

Thana 

0826001003282800 

2.008 

Fresh 


Type of Area (Command / N< 
command) 


( 6 ) 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non-command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Phyllite & Schist 

0.865 

Command 

Phyllite & Schist 

1.251 

Command 

Phyllite & Schist 

1.136 

Command 

Phyllite & Schist 

1.073 

Command 

Phyllite & Schist 

0.001 

Command 

Phyllite & Schist 

1.224 

Command 

Phyllite & Schist 

3.663 

Command 

Phyllite & Schist 

0.648 

Command 

Phyllite & Schist 

0.366 

Command 

Phyllite & Schist 

0.001 

Command 

Phyllite & Schist 

3.458 

Command 

Phyllite & Schist 

2.755 

Command 

Phyllite & Schist 

5.667 

Command 

Phyllite & Schist 

1.900 

Command 

Phyllite & Schist 

9.672 

Command 

Phyllite & Schist 

2.430 

Command 

Phyllite & Schist 

1.266 

Command 

Phyllite & Schist 

2.153 

Command 

Phyllite & Schist 

1.594 

Command 

Phyllite & Schist 

4.668 

Command 

Phyllite & Schist 

3.247 

Command 

Phyllite & Schist 

1.747 

Command 

Phyllite & Schist 

3.054 

Command 

Phyllite & Schist 

0.585 

Command 

Phyllite & Schist 

0.387 

Command 

Phyllite & Schist 

0.059 

Command 

Phyllite & Schist 

4.818 

Command 

Phyllite & Schist 

0.004 

Command 

Phyllite & Schist 

1.322 

Command 

Phyllite & Schist 

1.492 

Non-command 

Phyllite & Schist 

0.097 

Command 

Phyllite & Schist 

0.015 

Command 

Phyllite & Schist 

0.446 

Command 

Phyllite & Schist 

0.214 

Command 

Phyllite & Schist 

0.707 

Command 

Phyllite & Schist 

0.734 

Command 

Phyllite & Schist 

7.576 

Command 

Phyllite & Schist 

4.369 

Command 

Phyllite & Schist 

0.858 

Command 

Phyllite & Schist 

0.742 

Command 

Phyllite & Schist 

3.146 

Command 

Phyllite & Schist 

0.209 

Command 

Phyllite & Schist 

0.907 

Command 

Phyllite & Schist 

0.060 

Command 

Phyllite & Schist 

2.744 

Command 

Phyllite & Schist 

0.904 

Command 

Phyllite & Schist 

0.996 

Command 

Phyllite & Schist 

3.816 

Command 

Phyllite & Schist 

4.596 

Command 

Phyllite & Schist 

2.599 

Command 

Phyllite & Schist 

0.861 

Command 

Phyllite & Schist 

2.273 

Command 

Phyllite & Schist 

1.595 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

25,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.017 

0.017 

0.076 

0.076 

0.118 

0.118 

0.017 

0.017 

- 

- 

0.025 

0.025 

0.319 

0.351 

0.092 

0.092 

0.042 

0.042 

- 

- 

0.034 

0.034 

0.182 

0.182 

0.311 

0.322 

0.025 

0.025 

0.286 

0.286 

0.019 

0.051 

0.101 

0.123 

0.092 

0.092 

0.010 

0.010 

0.076 

0.162 

0.059 

0.059 

0.109 

0.109 

0.176 

0.176 

0.143 

0.143 



0.042 

0.096 

0.227 

0.227 



0.008 

0.008 

0.059 

0.070 

0.101 

0.101 

0.025 

0.025 

0.008 

0.008 

0.048 

0.048 

0.210 

0.232 

- 

- 

0.025 

0.025 

- 

- 

0.042 

0.064 

0.176 

0.176 

0.034 

0.034 

0.210 

0.210 

0.048 

0.048 

0.160 

0.182 

0.017 

0.017 

0.168 

0.190 

0.084 

0.106 




























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


09006053 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Thobawara 

0826001003274100 

1.032 

Fresh 

Uplathooriya 

0826001003275700 

1.725 

Fresh 

Wadila 

0826001003270700 

1.041 

Fresh 

Amarpura 

0826001003289400 

3.712 

Fresh 


Type of Area (Command / N< 
command) 


Amartiya 

0827000203319600 

2.754 

Fresh 

Bagdari 

0827000103302400 

3.012 

Fresh 

Bara Hathai 

0827000103313600 

4.050 

Fresh 

Barod 

0827000103300800 

4.862 

Fresh 

Bassi 

0827000103304200 

2.174 

Fresh 

Beekasor 

0827000103314000 

3.120 

Fresh 


( 6 ) 


Non_command 


Non_command 


Non_command 


Non_command 


Som Kagdar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Berniya 

0827000103302200 

3.722 

Fresh 

Bhachariya 

0827000103302800 

5.674 

Fresh 

Bhagal Salawatan 

0827000103302100 

1.212 

Fresh 

Bhatwara 

0827000103300900 

1.475 

Fresh 

Bhojaton Ka Ora 

0827000103313800 

1.978 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bhorai 


0826000903263800 


10.002 Fresh 


Bori 

0826000903262300 

4.259 

Fresh 

Dagar 

0826000803238400 

13.448 

Fresh 


Deoli 

0826000803239300 

1.989 

Fresh 

Depur 

0826001003289300 

7.065 

Fresh 


Devla 

0827000203317900 

8.821 

Fresh 

Devsomnath 

0827000103302000 

1.364 

Fresh 

Dhamala 

0827000103304300 

3.827 

Fresh 

Dhani Hathai 

0827000103313900 

0.947 

Fresh 


Non_command 


Som Kagdar 


Non_command 


Jaisamand 


Non_command 


Non_command 


Non_command 


Som Kagdar 


Non-command 


Non-command 


Non-command 


Non-command 



Dhawari 

0827000103301500 

4.577 

Fresh 

Dolpura 

0826001003289200 

2.248 

Fresh 

Emaniya-Padla 

0826000803238300 

5.937 

Fresh 


Non-command 


Som Kagdar 


Jaisamand 



Faloj 

0827000103303300 

5.791 

Fresh 

Gamri 

0826000803239600 

2.274 

Fresh 

Ganeshpur 

0827000203318000 

2.338 

Fresh 

Gara Bhabha 

0827000203318600 

0.641 

Fresh 

Gara Malji 

0827000103300700 

3.669 

Fresh 

Garamoraiya 

0827000103300600 

1.705 

Fresh 

Ghorasar 

0826000903262800 

7.529 

Fresh 


Hathai 

0827000103303000 

8.179 

Fresh 

Indaura 

0827000203318300 

6.562 

Fresh 


Non-command 


Non_command 


Non-command 


Non-command 


Non-command 


Non-command 


Non_command 


Som Kagdar 


Non-command 


Non-command 


Intali 

0826000903264500 

5.398 

Fresh 

Itali-Khera 

0826000803238100 

9.612 

Fresh 


Jaisamand 


Jaisamand 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Phyllite & Schist 

0.919 

Command 

Phyllite & Schist 

0.316 

Command 

Phyllite & Schist 

0.202 

Command 

Phyllite & Schist 

0.319 

Command 

Phyllite & Schist 

3.307 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Phyllite & Schist 

2.788 

Non-command 

Phyllite & Schist 

2.187 

Non-command 

Phyllite & Schist 

4.862 

Non-command 

Phyllite & Schist 

0.223 

Non-command 

Gneisses(B.G.C.) 

0.174 

Non-command 

Phyllite & Schist 

0.166 

Non-command 

Phyllite & Schist 

0.207 

Non-command 

Phyllite & Schist 

5.658 

Non-command 

Phyllite & Schist 

0.020 

Non-command 

Phyllite & Schist 

1.475 

Non-command 

Gneisses(B.G.C.) 

0.001 

Non-command 

Phyllite & Schist 

0.956 

Command 

Phyllite & Schist 

6.822 

Command 

Phyllite & Schist 

0.961 

Command 

Phyllite & Schist 

0.184 

Command 

Phyllite & Schist 

2.839 

Command 

Phyllite & Schist 

0.160 

Command 

Phyllite & Schist 

0.158 

Command 

Phyllite & Schist 

0.051 

Command 

Phyllite & Schist 

0.326 

Non-command 

Phyllite & Schist 

8.669 

Non-command 

Phyllite & Schist 

0.196 

Non-command 

Phyllite & Schist 

0.728 

Non-command 

Gneisses(B.G.C.) 

0.143 

Non-command 

Phyllite & Schist 

0.730 

Non-command 

Gneisses(B.G.C.) 

5.564 

Non-command 

Phyllite & Schist 

4.261 

Non-command 

Phyllite & Schist 

2.035 

Command 

Phyllite & Schist 

0.373 

Command 

Gneisses(B.G.C.) 

0.008 

Command 

Phyllite & Schist 

0.602 

Command 

Gneisses(B.G.C.) 

4.646 

Command 

Phyllite & Schist 

0.680 

Non-command 

Phyllite & Schist 

0.295 

Command 

Phyllite & Schist 

0.108 

Non-command 

Phyllite & Schist 

2.258 

Non-command 

Phyllite & Schist 

0.625 

Non-command 

Phyllite & Schist 

1.961 

Non-command 

Phyllite & Schist 

1.613 

Command 

Phyllite & Schist 

3.970 

Command 

Phyllite & Schist 

1.049 

Non-command 

Phyllite & Schist 

7.738 

Non-command 

Gneisses(B.G.C.) 

6.550 

Non-command 

Phyllite & Schist 

0.012 

Command 

Phyllite & Schist 

1.990 

Command 

Gneisses(B.G.C.) 

0.000 

Command 

Phyllite & Schist 

5.551 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

80,000 

60,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

70,000 

50,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

70,000 

50,000 

120 

60,000 

35,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

80,000 

60,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

70,000 

50,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

35,000 

120 

90,000 

80,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

50,000 

120 

40,000 

25,000 

120 

60,000 

40,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.042 

0.042 

0.008 

0.008 

0.008 

0.008 

0.010 

0.010 

0.134 

0.134 

- 

- 

0.084 

0.084 

0.042 

0.042 

0.038 

0.038 

0.008 

0.008 

0.006 

0.006 

0.004 

0.004 



0.034 

0.034 

0.108 

0.108 

0.018 

0.018 

0.006 

0.006 

0.077 

0.077 

0.005 

0.005 

0.010 

0.010 


0.010 

0.010 

0.266 

0.266 

0.017 

0.017 

0.004 

0.004 



0.163 

0.163 

0.187 

0.187 

0.017 

0.017 

0.010 

0.010 


0.024 

0.024 

0.114 

0.114 

0.029 

0.029 

0.008 

0.008 

0.005 

0.005 

0.173 

0.173 

0.094 

0.094 

0.017 

0.017 

0.017 

0.017 

0.210 

0.210 

0.054 

0.054 

0.185 

0.185 

0.394 

0.394 

- 

- 

0.252 

0.252 

- 

- ! 

0.278 

0.285 










































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Kamla Amba 


Kanpur 


Type of Area (Command / N< 
command) 


( 6 ) 


Non command 



Jaimal-Pura 

0826000803237800 

4.165 

Fresh 

Jaipura 

0826001003286900 

3.016 

Fresh 

Jhankol 

0827000103300300 

1.902 

Fresh 

Kali Ghati 

0826000903263200 

1.495 

Fresh 

Kaloo Gamra 

0827000103314100 

2.500 

Fresh 

Kalyanpur 

0826001003287000 

3.648 

Fresh 


0827000203319500 


2.791 Fresh 


Jaisamand 


Non_command 


Non-command 


Som Kagdar 


Non-command 


Non_command 


Som Kagdar 


Non-command 



0826000903263600 

1.969 

Fresh 

0826001003289600 

3.616 

Fresh 



Kanthri 

0827000203319100 

8.284 

Fresh 

Kareliya 

0827000203318200 

5.032 

Fresh 


Som Kamla Amba 


Som Kagdar 


Non_command 


Som Kagdar 


Non-command 


Non-command 



Khajooriya 

0827000103303200 

4.530 

Fresh 

Khakhariya 

0826000903262600 

1.100 

Fresh 

Khandora 

0826000803237900 

2.869 

Fresh 

Kharad 

0826000903263900 

1.459 

Fresh 

Khemaroo 

0827000103304400 

3.252 

Fresh 

Khempur 

0827000103302700 

4.002 

Fresh 

Khera Samor 

0827000203320400 

3.564 

Fresh 

Khermal 

0827000203319000 

2.066 

Fresh 

Kheroli 

0826000803238200 

2.355 

Fresh 


Non_command 


Som Kagdar 


Non-command 


Non_command 


Non_command 


Non_command 


Non-command 


Non-command 


Non-command 


Non-command 


Jaisamand 



Khumanpura 

0827000103301200 

0.614 

Fresh 

Kunda 

0826000903262700 

4.414 

Fresh 

Kundal 

0826000903263000 

1.076 

Fresh 


Kundli 


0826000803239800 


2.569 Fresh 


Non-command 


Non_command 


Non_command 


Som Kagdar 


Non command 


Mahoowara 

0826001003287300 

1.722 

Fresh 

Mahuwara 

0826000903263100 

1.045 

Fresh 


Manpur 

0827000103304500 

5.983 

Fresh 

Manpura 

0826001003287200 

0.849 

Fresh 

Masana 

0827000203318700 

5.783 

Fresh 


Som Kagdar 


Non_command 


Som Kagdar 


Non-command 


Som Kagdar 


Non-command 


Moth 

0827000103301900 

2.048 

Fresh 

Nawagaon Farras 

0827000103301100 

1.861 

Fresh 



Palbassi 


0827000103301400 


10.399 Fresh 


Non-command 


Non-command 


Som Kagdar 


Non_command 


Som Kagdar 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Gneisses(B.G.C.) 

0.717 

Command 

Phyllite & Schist 

2.960 

Command 

Phyllite & Schist 

2.780 

Command 

Phyllite & Schist 

0.003 

Non-command 

Phyllite & Schist 

0.019 

Command 

Phyllite & Schist 

1.495 

Non-command 

Gneisses(B.G.C.) 

0.000 

Command 

Phyllite & Schist 

0.090 

Command 

Phyllite & Schist 

0.130 

Non-command 

Gneisses(B.G.C.) 

0.286 

Non-command 

Phyllite & Schist 

0.064 

Command 

Gneisses(B.G.C.) 

0.002 

Command 

Phyllite & Schist 

1.969 

Command 

Phyllite & Schist 

0.515 

Command 

Phyllite & Schist 

3.101 

Non-command 

Phyllite & Schist 

0.085 

Non-command 

Gneisses(B.G.C.) 

3.162 

Non-command 

Phyllite & Schist 

1.869 

Non-command 

Gneisses(B.G.C.) 

0.009 

Non-command 

Phyllite & Schist 

0.742 

Command 

Phyllite & Schist 

0.871 

Command 

Phyllite & Schist 

2.600 

Non-command 

Phyllite & Schist 

4.354 

Command 

Phyllite & Schist 

0.170 

Command 

Phyllite & Schist 

2.869 

Command 

Phyllite & Schist 

1.302 

Non-command 

Phyllite & Schist 

2.999 

Non-command 

Phyllite & Schist 

3.356 

Non-command 

Phyllite & Schist 

0.568 

Non-command 

Phyllite & Schist 

0.000 

Command 

Gneisses(B.G.C.) 

0.061 

Command 

Phyllite & Schist 

0.402 

Command 

Gneisses(B.G.C.) 

1.730 

Command 

Phyllite & Schist 

0.163 

Non-command 

Phyllite & Schist 

0.614 

Command 

Phyllite & Schist 

0.927 

Command 

Phyllite & Schist 

0.868 

Command 

Phyllite & Schist 

0.132 

Command 

Gneisses(B.G.C.) 

2.554 

Command 

Phyllite & Schist 

0.016 

Command 

Phyllite & Schist 

0.035 

Command 

Phyllite & Schist 

0.023 

Command 

Phyllite & Schist 

1.022 

Non-command 

Phyllite & Schist 

0.826 

Command 

Phyllite & Schist 

0.012 

Non-command 

Gneisses(B.G.C.) 

0.184 

Non-command 

Phyllite & Schist 

5.546 

Non-command 

Phyllite & Schist 

0.602 

Non-command 

Phyllite & Schist 

1.856 

Command 

Phyllite & Schist 

0.004 

Command 

Phyllite & Schist 

0.482 

Command 

Phyllite & Schist 

4.032 

Non-command 

Phyllite & Schist 

3.728 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

90,000 

80,000 

120 

60,000 

35,000 

120 

60,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

50,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

60,000 

35,000 

120 

60,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

50,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

90,000 

80,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

35,000 

120 

90,000 

80,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

60,000 

35,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.024 


0.149 


0.029 




0.018 

0.018 

0.029 

0.029 

0.182 

0.182 


0.014 

0.014 

0.014 

0.014 


0.036 

0.036 

0.029 

0.029 

0.077 

0.077 

0.172 

0.172 

0.018 

0.018 

0.125 

0.125 

0.018 

0.018 

0.046 

0.046 

0.113 

0.113 

0.022 

0.022 


0.003 

0.003 

0.019 

0.019 

0.051 

0.051 

0.010 

0.010 

0.025 

0.025 

0.090 

0.090 

0.024 

0.024 

0.006 

0.006 

0.090 

0.090 



0.018 

0.018 

0.004 

0.004 


0.010 

0.010 

0.274 

0.274 

0.004 

0.004 

0.008 

0.008 

- 

- 

0.010 

0.010 

0.058 

0.058 

0.076 

0.083 









































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Palmathu Gamra 

0827000103304600 

7.320 

Fresh 

Pandiyawara 

0826001003289500 

5.167 

Fresh 


Type of Area (Command / N< 
command) 


Parda Sakani 

0827000203319400 

2.415 

Fresh 

Paroda 

0826000803238000 

4.707 

Fresh 


Pipala Bhatra 

0826000903263400 

0.632 

Fresh 

Pipalada 

0827000103300400 

4.921 

Fresh 

Raghunath Pura 

0827000103303100 

2.044 

Fresh 

Rajol 

0826001003286800 

4.032 

Fresh 

Ramgarh 

0827000203318500 

4.917 

Fresh 


( 6 ) 


Non-command 


Non_command 


Som Kagdar 


Non-command 


Jaisamand 


Non_command 


Som Kagdar 


Non-command 


Non-command 


Non_command 


Non-command 


Rampur 

0826000903263300 

0.790 

Fresh 

Rampur Biyola 

0827000103300500 

3.879 

Fresh 

Ratanpura 

0827000103302600 

3.507 

Fresh 

Rathora 

0826000903264100 

9.246 

Fresh 


Ratnawara 

0827000103301300 

2.563 

Fresh 

Saiyat Bhagal 

0826000903263500 

0.539 

Fresh 

Sakani 

0827000203319200 

5.245 

Fresh 


Som Kagdar 


Non-command 


Non-command 


Jaisamand 


Non_command 


Non-command 


Som Kagdar 


Non-command 



Satora 

0827000103301000 

1.893 

Fresh 

Satu 

0827000103302900 

5.478 

Fresh 

Savgar 

0827000103302300 

10.470 

Fresh 

Seemal Ghati 

0827000103313700 

4.122 

Fresh 

Shaktawaton Ka Gurha 

0826000903263700 

8.212 

Fresh 


Suwawato-Ka-Gurha 


0826000803239700 


4.265 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non_command 


Som Kagdar 


Non command 


09006054 


Tantiya 

0827000203318100 

2.714 

Fresh 

Tokar 

0826000903262900 

11.810 

Fresh 


Toraniya 

0827000103302500 

1.846 

Fresh 

Vara Kundli 

0827000203319300 

1.341 

Fresh 


Amalwa 


Non-command 


Non_command 


Som Kagdar 


Non-command 


Non-command 



Vasundar Bari 

0827000203320100 

1.708 

Fresh 

Vasundarchhoti 

0827000203320300 

3.416 

Fresh 

Akhepur 

0826000803235800 

1.337 

Fresh 


Non-command 


Non-command 


Jaisamand 



0826000803244900 


3.023 Fresh 


Non_command 


Non command 



6.663 Fresh 


Som Kamla Amba 


Non-command 


Som Kamla Amba 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

0.424 

Command 

Phyllite & Schist 

0.515 

Command 

Phyllite & Schist 

4.651 

Non-command 

Gneisses(B.G.C.) 

1.820 

Command 

Phyllite & Schist 

2.357 

Command 

Phyllite & Schist 

1.475 

Command 

Phyllite & Schist 

0.632 

Non-command 

Phyllite & Schist 

0.019 

Non-command 

Phyllite & Schist 

1.974 

Command 

Phyllite & Schist 

0.081 

Non-command 

Gneisses(B.G.C.) 

2.742 

Non-command 

Phyllite & Schist 

1.446 

Command 

Phyllite & Schist 

0.790 

Non-command 

Phyllite & Schist 

3.506 

Non-command 

Phyllite & Schist 

3.475 

Command 

Phyllite & Schist 

0.321 

Command 

Phyllite & Schist 

1.651 

Non-command 

Phyllite & Schist 

2.563 

Command 

Phyllite & Schist 

0.539 

Non-command 

Gneisses(B.G.C.) 

0.104 

Non-command 

Phyllite & Schist 

4.348 

Command 

Gneisses(B.G.C.) 

0.650 

Command 

Phyllite & Schist 

0.520 

Command 

Gneisses(B.G.C.) 

0.000 

Command 

Phyllite & Schist 

0.041 

Non-command 

Phyllite & Schist 

1.893 

Non-command 

Phyllite & Schist 

5.478 

Non-command 

Phyllite & Schist 

10.299 

Non-command 

Phyllite & Schist 

4.122 

Command 

Phyllite & Schist 

1.539 

Command 

Phyllite & Schist 

6.370 

Command 

Gneisses(B.G.C.) 

0.298 

Command 

Phyllite & Schist 

3.834 

Non-command 

Phyllite & Schist 

2.627 

Command 

Phyllite & Schist 

3.664 

Command 

Phyllite & Schist 

7.047 

Non-command 

Phyllite & Schist 

1.667 

Non-command 

Gneisses(B.G.C.) 

1.308 

Non-command 

Phyllite & Schist 

0.033 

Non-command 

Gneisses(B.G.C.) 

0.961 

Non-command 

Phyllite & Schist 

2.592 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Phyllite & Schist 

0.070 

Command 

Gneisses(B.G.C.) 

0.811 

Command 

Phyllite & Schist 

0.258 

Command 

Gneisses(B.G.C.) 

0.269 

Command 

Gneisses(B.G.C.) 

0.002 

Command 

Phyllite & Schist 

2.889 

Non-command 

Gneisses(B.G.C.) 

0.904 

Non-command 

Phyllite & Schist 

1.550 

Command 

Phyllite & Schist 

0.266 

Non-command 

Phyllite & Schist 

4.830 

Command 

Phyllite & Schist 

1.833 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

35,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

50,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

90,000 

80,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

50,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

35,000 

120 

60,000 

50,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

35,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 



MCM 

MCM 

(15) 

(16) 

~ 

- 

0.010 

0.010 

0.067 

0.067 

0.019 

0.019 

0.086 

0.086 

0.053 

0.053 

0.030 

0.030 



0.130 

0.130 

0.101 

0.101 

0.012 

0.012 

0.038 

0.038 

0.055 

0.055 

0.006 

0.006 

0.042 

0.042 

0.008 

0.008 

0.012 

0.012 

0.005 

0.005 

0.317 

0.317 

0.018 

0.018 

0.024 

0.024 



0.008 

0.008 

0.176 

0.176 

0.130 

0.130 

0.063 

0.063 

0.012 

0.012 

0.048 

0.048 

0.006 

0.006 

0.101 

0.101 

0.151 

0.151 

0.012 

0.012 

0.024 

0.024 

0.017 

0.017 

0.024 

0.024 


0.014 

0.014 

0.065 

0.065 



0.006 

0.006 

0.005 

0.005 

0.003 

0.003 

- 

- j 

0.197 

0.197 

0.029 

0.029 

0.072 

0.072 

0.014 

0.014 

0.122 

0.122 

0.050 

0.050 

























































































































































































































































































































































































































































































































































































































































































Dangi-Khera 


Daulpura 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


5.384 Fresh 


0.891 Fresh 



Bhanor 

0826000803236100 

0.643 

Fresh 

Bharga 

0827000203328200 

5.718 

Fresh 



( 6 ) 


Non-command 


Som Kamla Amba 


Non_command 


Non_command 


Non-command 


Som Kamla Amba 


Non-command 


Som Kamla Amba 


Mahi Bajaj Sagar 



Bheemroda 

0827000203329700 

1.814 

Fresh 

Bhopal-Pura 

0826000803243800 

0.943 

Fresh 



Buder 

0826000803244600 

0.708 

Fresh 

Chauhano-Ka-Khandela 

0826000803236700 

2.918 

Fresh 

Dad 

0827000203324600 

1.826 

Fresh 



Deola Kalan 

0826000803245900 

3.912 

Fresh 

Dewad 

0826000803243600 

2.731 

Fresh 


Mahi Bajaj Sagar 


Non_command 


Non-command 


Som Kamla Amba 


Non_command 


Jaisamand 


Non_command 


Jaisamand 


Non_command 


Non_command 


Jaisamand 


Non-command 


Som Kamla Amba 


Jaisamand 


Non_command 


Non-command 


Som Kamla Amba 


Non_command 


Non command 


Dhani 

0827000203329500 

1.006 

Fresh 

Dhaori 

0826000803241100 

0.935 

Fresh 

Dhika-Dhola 

0826000803241600 

2.572 

Fresh 



Dholagarh-Ka-Khera@Jodhsingh-Ka-Kher 


Dholapani Ka Gurha 

0826000803240100 

1.736 

Fresh 

Fatehpura 

0827000203319700 

3.557 

Fresh 



Gara Eklingji 

0827000203323500 

2.603 

Fresh 

Gara Hatkiya 

0827000203327200 

1.953 

Fresh 


Mahi Bajaj Sagar 


Jaisamand 


Jaisamand 


Non_command 


Jaisamand 


Non_command 


Non_command 


Non-command 


Som Kamla Amba 


Non-command 


Som Kamla Amba 


Non-command 


Som Kamla Amba 


Som Kamla Amba 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

0.206 

Command 

Gneisses(B.G.C.) 

5.178 

Command 

Gneisses(B.G.C.) 

0.871 

Command 

Phyllite & Schist 

0.020 

Command 

Gneisses(B.G.C.) 

0.604 

Non-command 

Gneisses(B.G.C.) 

1.892 

Command 

Gneisses(B.G.C.) 

3.826 

Non-command 

Phyllite & Schist 

0.433 

Command 

Phyllite & Schist 

0.233 

Command 

Gneisses(B.G.C.) 

0.767 

Command 

Phyllite & Schist 

0.600 

Non-command 

Gneisses(B.G.C.) 

0.324 

Non-command 

Phyllite & Schist 

0.271 

Command 

Gneisses(B.G.C.) 

9.551 

Command 

Phyllite & Schist 

0.158 

Command 

Gneisses(B.G.C.) 

0.020 

Command 

Gneisses(B.G.C.) 

0.821 

Command 

Phyllite & Schist 

0.122 

Non-command 

Gneisses(B.G.C.) 

4.865 

Command 

Gneisses(B.G.C.) 

0.237 

Command 

Gneisses(B.G.C.) 

1.489 

Command 

Phyllite & Schist 

2.029 

Command 

Gneisses(B.G.C.) 

1.132 

Command 

Gneisses(B.G.C.) 

0.426 

Command 

Gneisses(B.G.C.) 

0.889 

Command 

Gneisses(B.G.C.) 

0.921 

Command 

Phyllite & Schist 

0.155 

Command 

Phyllite & Schist 

0.345 

Non-command 

Gneisses(B.G.C.) 

1.379 

Command 

Gneisses(B.G.C.) 

0.448 

Command 

Gneisses(B.G.C.) 

0.454 

Command 

Gneisses(B.G.C.) 

0.701 

Non-command 

Gneisses(B.G.C.) 

0.007 

Command 

Gneisses(B.G.C.) 

3.264 

Command 

Gneisses(B.G.C.) 

0.359 

Command 

Gneisses(B.G.C.) 

0.304 

Command 

Phyllite & Schist 

2.427 

Command 

Gneisses(B.G.C.) 

0.828 

Command 

Gneisses(B.G.C.) 

0.935 

Command 

Gneisses(B.G.C.) 

1.040 

Command 

Gneisses(B.G.C.) 

1.506 

Command 

Gneisses(B.G.C.) 

0.128 

Command 

Gneisses(B.G.C.) 

1.549 

Command 

Phyllite & Schist 

0.013 

Non-command 

Phyllite & Schist 

0.471 

Command 

Phyllite & Schist 

3.086 

Non-command 

Gneisses(B.G.C.) 

0.068 

Command 

Gneisses(B.G.C.) 

2.660 

Non-command 

Gneisses(B.G.C.) 

0.667 

Command 

Gneisses(B.G.C.) 

2.045 

Command 

Phyllite & Schist 

1.061 

Non-command 

Gneisses(B.G.C.) 

1.084 

Non-command 

Phyllite & Schist 

0.868 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

80,000 

60,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.005 


0.110 


0.018 




0.033 

0.033 

0.010 

0.010 

0.014 

0.014 



0.005 

0.005 

0.007 

0.007 



0.774 

0.774 

0.019 

0.019 


0.030 

0.030 

0.005 

0.005 

0.014 

0.014 


0.030 

0.030 

0.067 

0.067 

0.021 

0.021 

0.009 

0.009 

0.012 

0.012 

0.012 

0.012 


0.005 

0.005 

0.010 

0.010 


0.012 

0.012 

0.018 

0.018 


0.019 

0.019 

0.003 

0.003 

0.009 

0.009 

0.106 

0.106 

0.005 

0.005 

0.045 

0.050 

0.033 

0.033 

0.048 

0.048 

0.006 

0.006 

0.054 

0.054 

- 

- 

0.007 

0.007 

0.043 

0.043 



0.079 

0.079 

0.029 

0.029 

0.036 

0.036 



















































































































































































































































































































































































































































































































































































































































Micro-watershed 



Jetana 


Jhalara 


Jharap 


Jharmal 


Jhijhni-Kalan 


Jhijhni-Khurd 


Karwa Khas 


Kenar 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Ghater 

0826000803242300 

4.503 

Fresh 

Ghatra 

0827000203326600 

9.277 

Fresh 


( 6 ) 


Non-command 


Som Kamla Amba 


Non-command 


Som Kamla Amba 


Non_command 


Som Kamla Amba 


Non_command 


Non-command 



Gothra 

0827000203323400 

4.713 

Fresh 

Hameerpura 

0827000203329200 

2.433 

Fresh 

Harmatya-Khurd 

0826000803245300 

2.411 

Fresh 

Jaspur Bhatonka 

0827000203327100 

2.432 

Fresh 


Non-command 


Mahi Bajaj Sagar 


Non_command 


Non-command 



0826000803240900 


0826000803240400 


0826000803243300 


0826000803236000 


0826000803245700 


0826000803245800 



Non_command 


Som Kamla Amba 


Jaisamand 



Jaisamand 


Non_command 


Non command 



Jodhpur-Kalan 

0826000803245200 

0.915 

Fresh 

Jodhpur-Khurd 

0826000803245000 

1.684 

Fresh 


Jodhpur-Unchi-Magri 

0826000803242600 

1.855 

Fresh 

Kachariya 

0826000803244700 

0.445 

Fresh 

Kaja-Wara 

0826000803241500 

2.028 

Fresh 


Kalyan-Kalan 

0826000803242900 

2.987 

Fresh 

Kalyan-Khurd 

0826000803242800 

3.383 

Fresh 



Non_command 


Non_command 


Jaisamand 


Non_command 


Jaisamand 


Non_command 


Jaisamand 


Jaisamand 


Non_command 


Non-command 



Karkoli 

0827000203319800 

2.943 

Fresh 

Karwa Chhapaniya 

0827000203324300 

1.920 

Fresh 


0827000203324200 


0826000803236300 


1.300 Fresh 


3.004 Fresh 


Non_command 


Som Kamla Amba 


Som Kamla Amba 


Non-command 


Som Kamla Amba 


Non-command 


Som Kamla Amba 


Non command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

0.130 

Command 

Gneisses(B.G.C.) 

3.563 

Non-command 

Gneisses(B.G.C.) 

0.346 

Command 

Gneisses(B.G.C.) 

2.940 

Command 

Phyllite & Schist 

0.034 

Command 

Phyllite & Schist 

0.113 

Command 

Gneisses(B.G.C.) 

0.856 

Non-command 

Gneisses(B.G.C.) 

0.010 

Non-command 

Phyllite & Schist 

4.044 

Command 

Phyllite & Schist 

0.335 

Non-command 

Gneisses(B.G.C.) 

4.612 

Non-command 

Phyllite & Schist 

4.272 

Command 

Gneisses(B.G.C.) 

0.059 

Command 

Phyllite & Schist 

1.532 

Non-command 

Phyllite & Schist 

0.614 

Command 

Gneisses(B.G.C.) 

0.596 

Command 

Phyllite & Schist 

0.095 

Non-command 

Gneisses(B.G.C.) 

2.199 

Non-command 

Phyllite & Schist 

0.233 

Command 

Phyllite & Schist 

2.322 

Command 

Phyllite & Schist 

5.795 

Command 

Gneisses(B.G.C.) 

3.117 

Command 

Phyllite & Schist 

1.521 

Command 

Gneisses(B.G.C.) 

0.002 

Command 

Phyllite & Schist 

1.746 

Command 

Gneisses(B.G.C.) 

0.621 

Command 

Gneisses(B.G.C.) 

2.978 

Command 

Gneisses(B.G.C.) 

1.850 

Command 

Phyllite & Schist 

0.120 

Command 

Gneisses(B.G.C.) 

2.719 

Command 

Phyllite & Schist 

1.197 

Command 

Phyllite & Schist 

0.915 

Command 

Gneisses(B.G.C.) 

0.038 

Command 

Phyllite & Schist 

1.646 

Command 

Gneisses(B.G.C.) 

1.855 

Command 

Phyllite & Schist 

0.181 

Command 

Gneisses(B.G.C.) 

1.657 

Command 

Gneisses(B.G.C.) 

0.302 

Command 

Gneisses(B.G.C.) 

2.987 

Command 

Gneisses(B.G.C.) 

2.966 

Command 

Gneisses(B.G.C.) 

0.417 

Non-command 

Gneisses(B.G.C.) 

0.416 

Non-command 

Phyllite & Schist 

0.387 

Command 

Gneisses(B.G.C.) 

0.017 

Command 

Phyllite & Schist 

1.611 

Command 

Phyllite & Schist 

0.750 

Command 

Phyllite & Schist 

0.914 

Command 

Phyllite & Schist 

2.943 

Non-command 

Gneisses(B.G.C.) 

0.163 

Command 

Gneisses(B.G.C.) 

1.757 

Non-command 

Gneisses(B.G.C.) 

0.032 

Command 

Gneisses(B.G.C.) 

1.268 

Command 

Gneisses(B.G.C.) 

2.585 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

40,000 

25,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.005 

0.005 

0.091 

0.091 

0.005 

0.005 

0.024 

0.024 

- 

- 

0.005 

0.005 

0.048 

0.048 


0.065 

0.065 

0.007 

0.007 

0.053 

0.053 

0.079 

0.079 



0.034 

0.034 

0.007 

0.007 

0.158 

0.158 

0.398 

0.398 

0.063 

0.068 

0.048 

0.048 


0.058 

0.058 

0.012 

0.012 

0.060 

0.060 

0.006 

0.006 

- 

- 

0.018 

0.018 

0.010 

0.010 

0.058 

0.058 

- 

- 

0.029 

0.029 

0.030 

0.035 

0.010 

0.010 

0.024 

0.024 

0.003 

0.003 

0.138 

0.138 

0.081 

0.081 

0.012 

0.012 



0.034 

0.034 

0.043 

0.043 

0.043 

0.043 

0.005 

0.005 

0.029 

0.029 

- 

- I 

0.005 

0.005 

0.066 

0.066 


















































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Khantela 

0827000203329600 

1.250 

Fresh 

Kharodiya 

0827000203327600 

2.384 

Fresh 

Khera Aspur 

0827000203323600 

3.647 

Fresh 


Lorawal 


Mandli 


Manpur (A) 


Mero-Ka-Gurha 


Modpur 


Mulgurha 


Munger 


Type of Area (Command / N< 
command) 



Kothar 

0826000803243500 

1.134 

Fresh 

Leemri 

0827000203325100 

3.942 

Fresh 

Lembata 

0827000203330200 

8.971 

Fresh 


( 6 ) 


Mahi Bajaj Sagar 


Som Kamla Amba 


Non-command 


Som Kamla Amba 


Jaisamand 


Non_command 


Non-command 


Som Kamla Amba 


Non_command 


Non-command 


Mahi Bajaj Sagar 


Non-command 



0827000203328100 


9.047 Fresh 


Malpur 

0826000803232500 

24.676 

Fresh 

Mander 

0826000803242100 

10.601 

Fresh 


0826000803241200 


0826000803244300 


2.402 Fresh 


3.033 Fresh 


Manpura 

0826000803233100 

0.893 

Fresh 

Matasula 

0826000803243200 

9.994 

Fresh 


0826000803242700 


3.510 Fresh 



0827000203327700 


0826000803243900 


0827000203326700 


4.263 Fresh 


2.631 Fresh 


12.771 Fresh 



Nandli Sagora 

0827000203324900 

1.456 

Fresh 

Nawa Tapra 

0827000203328900 

3.026 

Fresh 


Non-command 


Som Kamla Amba 


Non_command 


Non_command 


Jaisamand 


Non_command 


Non_command 


Non_command 


Jaisamand 


Non_command 


Som Kamla Amba 


Non-command 


Som Kamla Amba 


Non_command 


Non-command 


Som Kamla Amba 


Non-command 


Som Kamla Amba 


Non-command 


Non-command 



Naya Gaon 

0826000803233200 

0.278 

Fresh 

Naya-Tapra 

0826000803244100 

0.775 

Fresh 


Neri Bhatwara 

0826000803235600 

1.383 

Fresh 

Nimboda 

0826000803244000 

1.366 

Fresh 


Som Kamla Amba 


Non_command 


Non_command 


Non_command 


Non command 



0826000803236200 

1.668 

Fresh 

0827000203328000 

3.009 

Fresh 



Pachlasa Bara 


0827000203325200 


10.967 Fresh 


Non_command 


Non-command 


Som Kamla Amba 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Gneisses(B.G.C.) 

0.701 

Command 

Gneisses(B.G.C.) 

2.384 

Non-command 

Phyllite & Schist 

0.425 

Command 

Phyllite & Schist 

0.941 

Command 

Gneisses(B.G.C.) 

0.732 

Command 

Phyllite & Schist 

1.212 

Command 

Gneisses(B.G.C.) 

0.613 

Non-command 

Gneisses(B.G.C.) 

0.692 

Command 

Gneisses(B.G.C.) 

9.768 

Command 

Phyllite & Schist 

1.134 

Non-command 

Phyllite & Schist 

2.910 

Command 

Gneisses(B.G.C.) 

2.151 

Non-command 

Gneisses(B.G.C.) 

5.799 

Non-command 

Phyllite & Schist 

0.033 

Non-command 

Gneisses(B.G.C.) 

0.421 

Command 

Gneisses(B.G.C.) 

8.620 

Command 

Gneisses(B.G.C.) 

1.186 

Command 

Gneisses(B.G.C.) 

0.173 

Command 

Phyllite & Schist 

0.149 

Command 

Gneisses(B.G.C.) 

2.278 

Command 

Phyllite & Schist 

0.124 

Command 

Gneisses(B.G.C.) 

1.105 

Command 

Phyllite & Schist 

0.027 

Command 

Gneisses(B.G.C.) 

0.255 

Command 

Gneisses(B.G.C.) 

1.512 

Command 

Phyllite & Schist 

1.933 

Command 

Gneisses(B.G.C.) 

2.861 

Command 

Gneisses(B.G.C.) 

0.649 

Command 

Gneisses(B.G.C.) 

0.001 

Non-command 

Gneisses(B.G.C.) 

0.273 

Command 

Gneisses(B.G.C.) 

3.989 

Command 

Gneisses(B.G.C.) 

2.618 

Command 

Phyllite & Schist 

0.013 

Non-command 

Gneisses(B.G.C.) 

0.844 

Non-command 

Phyllite & Schist 

5.904 

Command 

Gneisses(B.G.C.) 

3.138 

Command 

Phyllite & Schist 

2.235 

Non-command 

Gneisses(B.G.C.) 

4.834 

Command 

Gneisses(B.G.C.) 

0.043 

Non-command 

Gneisses(B.G.C.) 

1.456 

Non-command 

Gneisses(B.G.C.) 

0.085 

Non-command 

Phyllite & Schist 

1.093 

Command 

Phyllite & Schist 

1.814 

Command 

Gneisses(B.G.C.) 

0.026 

Command 

Gneisses(B.G.C.) 

0.121 

Command 

Phyllite & Schist 

0.654 

Command 

Gneisses(B.G.C.) 

0.036 

Command 

Gneisses(B.G.C.) 

0.179 

Command 

Phyllite & Schist 

1.187 

Command 

Gneisses(B.G.C.) 

1.290 

Non-command 

Gneisses(B.G.C.) 

1.124 

Command 

Gneisses(B.G.C.) 

1.886 

Non-command 

Phyllite & Schist 

2.692 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

60,000 



MCM 

MCM 

(15) 

(16) 

0.019 

0.019 

0.091 

0.091 

0.014 

0.014 

0.029 

0.029 

0.030 

0.030 

0.082 

0.082 

0.027 

0.027 

0.014 

0.014 

0.192 

0.192 

0.086 

0.086 

0.158 

0.158 

0.019 

0.019 

0.048 

0.048 

- 

- 

- 

- ; 

0.024 

0.024 

0.003 

0.003 



0.099 

0.099 

0.010 

0.010 

0.051 

0.051 


0.018 

0.018 

0.042 

0.042 

0.082 

0.082 

0.039 

0.039 

0.009 

0.009 


0.005 

0.005 

0.096 

0.096 

0.018 

0.018 


0.005 

0.005 

0.058 

0.058 

0.019 

0.019 

0.022 

0.022 

0.096 

0.096 



0.003 

0.003 

0.003 

0.003 

0.034 

0.034 

- 

- 

0.012 

0.012 

0.130 

0.130 

0.039 

0.039 

0.029 

0.029 

0.043 

0.043 

0.007 

0.007 

















































































































































































































































































































































































































































































































































































































































Micro-watershed 



Sajnot 


Sakar Khaiya 


Shesh-Pur 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


8.224 Fresh 



Parda Chundawat 

0827000203326800 

3.956 

Fresh 

Parda Intiwar 

0827000203324500 

3.755 

Fresh 



Parda Jani 

0827000203324800 

2.573 

Fresh 

Parda Sakani 

0827000203319400 

2.415 

Fresh 

Parda Solanki 

0827000203324700 

1.808 

Fresh 



0826000803242500 


0827000203325000 


0827000203323900 


4.303 Fresh 


5.060 Fresh 


4.882 Fresh 



0826000803244400 


0827000203329000 


0.815 Fresh 


2.317 Fresh 


Jaisamand 


Non_command 


Som Kamla Amba 


Som Kamla Amba 


Non-command 


Som Kamla Amba 


Non-command 


Non-command 


Non-command 


Som Kamla Amba 


Jaisamand 


Non_command 


Non-command 


Non-command 


Som Kamla Amba 


Mahi Bajaj Sagar 


Non-command 


Non-command 


Som Kamla Amba 


Mahi Bajaj Sagar 


Non-command 


Som Kamla Amba 


Non command 



Sal-Pura 

0826000803241300 

1.311 

Fresh 

Sarmari Yaora 

0827000203327300 

1.641 

Fresh 

Satodra 

0826000803235900 

2.925 

Fresh 


0826000803236600 


5.123 Fresh 


Jaisamand 


Non-command 


Jaisamand 


Non_command 


Jaisamand 



Sing-Pur 

0826000803241400 

1.620 

Fresh 

Suthariya 

0826000803242400 

1.671 

Fresh 

Talora 

0827000203326500 

6.185 

Fresh 

Tekla 

0827000203330000 

3.443 

Fresh 


Non_command 


Jaisamand 


Non_command 


Non-command 


Mahi Bajaj Sagar 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Gneisses(B.G.C.) 

3.547 

Command 

Phyllite & Schist 

1.020 

Command 

Gneisses(B.G.C.) 

0.519 

Command 

Phyllite & Schist 

0.151 

Command 

Gneisses(B.G.C.) 

0.017 

Command 

Gneisses(B.G.C.) 

3.956 

Non-command 

Gneisses(B.G.C.) 

0.071 

Command 

Gneisses(B.G.C.) 

3.684 

Non-command 

Gneisses(B.G.C.) 

2.573 

Non-command 

Gneisses(B.G.C.) 

0.595 

Non-command 

Gneisses(B.G.C.) 

1.634 

Command 

Gneisses(B.G.C.) 

0.174 

Command 

Gneisses(B.G.C.) 

2.677 

Command 

Gneisses(B.G.C.) 

1.625 

Non-command 

Gneisses(B.G.C.) 

2.114 

Non-command 

Phyllite & Schist 

2.927 

Non-command 

Gneisses(B.G.C.) 

1.649 

Non-command 

Phyllite & Schist 

0.034 

Command 

Gneisses(B.G.C.) 

2.953 

Command 

Phyllite & Schist 

0.246 

Command 

Gneisses(B.G.C.) 

0.863 

Non-command 

Gneisses(B.G.C.) 

0.081 

Non-command 

Phyllite & Schist 

0.023 

Non-command 

Gneisses(B.G.C.) 

0.236 

Non-command 

Phyllite & Schist 

0.668 

Command 

Gneisses(B.G.C.) 

6.789 

Command 

Phyllite & Schist 

3.154 

Command 

Gneisses(B.G.C.) 

6.802 

Non-command 

Gneisses(B.G.C.) 

2.923 

Command 

Gneisses(B.G.C.) 

1.335 

Command 

Gneisses(B.G.C.) 

0.610 

Command 

Phyllite & Schist 

0.031 

Command 

Gneisses(B.G.C.) 

0.001 

Command 

Phyllite & Schist 

0.669 

Non-command 

Phyllite & Schist 

0.153 

Command 

Phyllite & Schist 

0.005 

Command 

Gneisses(B.G.C.) 

0.003 

Command 

Phyllite & Schist 

0.947 

Command 

Gneisses(B.G.C.) 

0.002 

Command 

Phyllite & Schist 

0.897 

Command 

Gneisses(B.G.C.) 

1.598 

Command 

Phyllite & Schist 

2.336 

Command 

Gneisses(B.G.C.) 

1.311 

Non-command 

Gneisses(B.G.C.) 

1.641 

Command 

Gneisses(B.G.C.) 

2.428 

Command 

Gneisses(B.G.C.) 

0.497 

Command 

Gneisses(B.G.C.) 

2.855 

Command 

Phyllite & Schist 

2.002 

Command 

Gneisses(B.G.C.) 

0.000 

Command 

Gneisses(B.G.C.) 

1.620 

Command 

Gneisses(B.G.C.) 

1.244 

Non-command 

Phyllite & Schist 

0.029 

Command 

Gneisses(B.G.C.) 

0.214 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

80,000 

60,000 

120 

60,000 

40,000 



MCM 

MCM 

(15) 

(16) 

0.042 

0.042 

0.019 

0.019 

0.006 

0.006 

0.005 

0.005 

- 

- 

0.043 

0.043 

- 

- j 

0.086 

0.086 

0.082 

0.082 

0.005 

0.005 

0.082 

0.082 

0.010 

0.010 

0.078 

0.078 

0.048 

0.048 

0.067 

0.067 

0.137 

0.137 

0.024 

0.024 


0.043 

0.043 

0.007 

0.007 

0.005 

0.005 



0.007 

0.007 

0.048 

0.048 

0.036 

0.036 

0.019 

0.019 

0.010 

0.010 

0.005 

0.005 

0.039 

0.039 

0.005 

0.005 



0.043 

0.043 

0.006 

0.006 

0.014 

0.014 

0.024 

0.024 

0.038 

0.038 

0.222 

0.222 

0.045 

0.045 

0.102 

0.102 

0.115 

0.115 


0.063 

0.063 

0.048 

0.048 



































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Thootha-Mahoora 

0826000803241700 

0.609 

Fresh 

Tonkwasa 

0827000203320000 

1.322 

Fresh 


Vanwasa 


Varaghoriya 


Type of Area (Command / N< 
command) 


Valai 

0827000203329400 

3.222 

Fresh 

Vanta Gol 

0827000203323800 

1.805 

Fresh 


( 6 ) 


Non_command 


Non-command 


Som Kamla Amba 


Mahi Bajaj Sagar 


Non-command 



0827000203327900 


0827000203320200 


5.223 Fresh 


4.145 Fresh 


Non-command 


Som Kamla Amba 


Non-command 


Varwasa Jageer 

0827000203326900 

2.633 

Fresh 

Varwasa Mafi 

0827000203327000 

4.446 

Fresh 


09006055 


Vasundar Bari 

0827000203320100 

1.708 

Fresh 

Ven 

0826000803232700 

1.114 

Fresh 

Virwa-Kalan 

0826000803240800 

3.947 

Fresh 


Virwa-Khurd 

0826000803240700 

2.281 

Fresh 

Ajlaiyan 

0826001003272900 

1.610 

Fresh 

Amliya Fala 

0827000103291700 

2.623 

Fresh 

Babrikhera 

0826001003288400 

2.419 

Fresh 


Badla 

0826001003285300 

3.206 

Fresh 

Baleori 

0826001003285700 

5.409 

Fresh 

Banjariya 

0826001003274500 

3.373 

Fresh 

Barna 

0826001003288000 

1.159 

Fresh 


Baron Ka Sher 

0827000103290300 

1.674 

Fresh 

Beechhiwara 

0826001003287600 

3.771 

Fresh 

Bhaloon 

0826001003288800 

2.485 

Fresh 


Bharda 

0826001003273000 

1.417 

Fresh 

Bhauwa 

0826001003286300 

6.754 

Fresh 

Bhimpur 

0826001003288100 

1.311 

Fresh 


Bhoodar 

0826001003271000 

12.378 

Fresh 

Bhuwali 

0827000103289900 

4.310 

Fresh 

Bokhla 

0827000103291000 

4.014 

Fresh 

Chikla 

0826001003272300 

2.012 

Fresh 

Chorai 

0826001003287500 

4.419 

Fresh 


Dachki @ Jaswantpura 

0827000103292600 

4.630 

Fresh 

Depur 

0826001003289300 

7.065 

Fresh 


Dewalkhas 

0827000103290500 

3.062 

Fresh 

Dhanol 

0826001003283400 

4.497 

Fresh 

Dhelana 

0826001003288700 

3.821 

Fresh 

Forest 

0827000127900002 

9.123 

Fresh 

Gadawan Kakan 

0826001003266100 

12.442 

Fresh 

Gamri Dewal 

0827000103290700 

2.794 

Fresh 

Garduna 

0827000103290000 

3.710 

Fresh 


Som Kamla Amba 


Non-command 


Som Kamla Amba 


Non-command 


Non_command 


Non_command 


Som Kamla Amba 


Non_command 


Non_command 


Non-command 


Non_command 


Som Kagdar 


Non_command 


Non_command 


Non_command 


Non_command 


Som Kagdar 


Non-command 


Non_command 


Non_command 


Som Kagdar 


Non_command 


Non_command 


Non_command 


Som Kagdar 


Non_command 


Non-command 


Non-command 


Non_command 


Non_command 


Som Kagdar 


Non-command 


Non_command 


Som Kagdar 


Non-command 


Non_command 


Som Kagdar 


Non-command 


Non_command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Gneisses(B.G.C.) 

0.005 

Non-command 

Phyllite & Schist 

0.643 

Command 

Phyllite & Schist 

0.654 

Command 

Gneisses(B.G.C.) 

0.121 

Non-command 

Gneisses(B.G.C.) 

0.004 

Non-command 

Phyllite & Schist 

0.181 

Command 

Gneisses(B.G.C.) 

0.034 

Command 

Phyllite & Schist 

1.586 

Non-command 

Gneisses(B.G.C.) 

0.594 

Command 

Gneisses(B.G.C.) 

4.629 

Non-command 

Gneisses(B.G.C.) 

0.012 

Non-command 

Phyllite & Schist 

0.005 

Command 

Gneisses(B.G.C.) 

2.624 

Non-command 

Gneisses(B.G.C.) 

2.571 

Command 

Gneisses(B.G.C.) 

1.866 

Non-command 

Phyllite & Schist 

0.113 

Command 

Gneisses(B.G.C.) 

0.001 

Command 

Phyllite & Schist 

0.458 

Command 

Phyllite & Schist 

0.268 

Command 

Phyllite & Schist 

0.002 

Command 

Phyllite & Schist 

1.610 

Non-command 

Phyllite & Schist 

0.428 

Command 

Phyllite & Schist 

1.223 

Command 

Phyllite & Schist 

1.040 

Command 

Phyllite & Schist 

0.050 

Command 

Phyllite & Schist 

5.408 

Command 

Phyllite & Schist 

0.313 

Command 

Phyllite & Schist 

0.147 

Command 

Phyllite & Schist 

0.974 

Non-command 

Phyllite & Schist 

1.674 

Command 

Phyllite & Schist 

0.298 

Command 

Phyllite & Schist 

0.016 

Command 

Phyllite & Schist 

1.154 

Command 

Phyllite & Schist 

1.417 

Command 

Phyllite & Schist 

0.001 

Command 

Phyllite & Schist 

1.281 

Command 

Phyllite & Schist 

0.013 

Command 

Phyllite & Schist 

11.396 

Non-command 

Phyllite & Schist 

4.247 

Non-command 

Phyllite & Schist 

0.498 

Command 

Phyllite & Schist 

1.828 

Command 

Phyllite & Schist 

0.707 

Command 

Phyllite & Schist 

0.254 

Non-command 

Phyllite & Schist 

0.967 

Command 

Phyllite & Schist 

1.130 

Command 

Phyllite & Schist 

1.385 

Non-command 

Phyllite & Schist 

0.364 

Command 

Phyllite & Schist 

0.536 

Command 

Phyllite & Schist 

3.524 

Non-command 

Phyllite & Schist 

1.883 

Command 

Phyllite & Schist 

0.236 

Non-command 

Phyllite & Schist 

1.626 

Non-command 

Phyllite & Schist 

3.710 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

40,000 

25,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

90,000 

80,000 

120 

50,000 

25,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

50,000 

25,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

60,000 

35,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

50,000 

25,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

50,000 

25,000 

120 

90,000 

80,000 

120 

50,000 

25,000 

120 

50,000 

25,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.072 

0.072 

0.072 

0.072 



0.010 

0.010 

0.072 

0.072 



0.029 

0.029 

0.010 

0.010 

0.005 

0.005 

0.014 

0.014 


0.034 

0.034 

0.019 

0.019 


0.048 

0.048 

0.003 

0.003 

0.010 

0.010 



0.134 

0.134 

0.008 

0.008 

0.010 

0.010 

0.096 

0.096 

0.036 

0.036 

0.019 

0.019 


0.038 

0.038 

0.019 

0.019 



0.086 

0.097 

0.066 

0.066 

0.045 

0.045 

0.240 

0.240 

0.029 

0.040 

0.010 

0.010 

0.013 

0.013 

0.038 

0.038 

0.048 

0.048 

0.012 

0.012 

0.025 

0.025 

0.134 

0.134 



0.078 

0.078 

0.063 

0.063 






















































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Ghata 


Ghodi 


Gumanpura 


Hathiya 


Jalpaka 


Kagdar Bhatiya 


0826001003272400 


0826001003285800 


0826001003288600 


0826001003270800 


0826001003266600 


0826001003286100 


(5) 


Fresh 


Fresh 


Fresh 


Fresh 


Fresh 


11.410 Fresh 


Kandal 

0826001003285400 

3.817 

Fresh 

Kandula 

0827000103292400 

5.360 

Fresh 

Kanuwara 

0826001003273100 

11.168 

Fresh 

Karnauwa 

0826001003285500 

3.032 

Fresh 

Kesarpura 

0826001003286400 

4.909 

Fresh 

Khandiovri Nichla Phala 

0826001003286000 

8.654 

Fresh 


Khandiovri Uplaphala 

0826001003274400 

3.279 

Fresh 

Khanmeen 

0826001003285600 

5.994 

Fresh 

Khootaneri 

0826001003272500 

0.795 

Fresh 

Kojawara 

0826001003266500 

9.600 

Fresh 

Larathi 

0826001003270600 

12.375 

Fresh 

Magra 

0826001003266200 

7.397 

Fresh 

Makarjapa 

0826001003272600 

2.871 

Fresh 

Mandwa Phala Kagdar 

0826001003286200 

6.266 

Fresh 



Meethimahuri 

0826001003283600 

5.753 

Fresh 

Mothli 

0826001003285200 

1.856 

Fresh 

Mundwara 

0826001003273400 

5.548 

Fresh 

Mundwara (B) 

0826001003273300 

1.186 

Fresh 

Nenbara 

0826000403135200 

14.710 

Fresh 

Nichla Mandwa 

0826001003287900 

4.543 

Fresh 



Paderi 

0826001003270900 

6.346 

Fresh 

Paldewal 

0827000103290400 

24.177 

Fresh 

Palgamri 

0827000103290200 

6.441 

Fresh 

Palwara 

0827000103289800 

10.203 

Fresh 

Parbeela 

0826001003274300 

2.280 

Fresh 

Pareda 

0826001003266300 

3.008 

Fresh 

Pareda Chak No. 1 

0826001003266400 

1.450 

Fresh 

Peepli (A) 

0826001003271100 

9.726 

Fresh 

Peepli (B) 

0826001003271200 

9.354 

Fresh 

Pipalada 

0827000103300400 

4.921 

Fresh 

Pograkalan 

0826001003285100 

4.512 

Fresh 

Pograkhurd 

0826001003283700 

1.905 

Fresh 

Rampur Biyola 

0827000103300500 

3.879 

Fresh 

Ratanpura 

0826001003272700 

1.093 

Fresh 

Rayana 

0826001003272200 

0.694 

Fresh 

Rikhabdeo (CT) 

0826001042609000 

8.177 

Fresh 

Rohan Wara 

0827000103292500 

7.351 

Fresh 


( 6 ) 


Non_command 


Non_command 


Som Kagdar 


Non_command 


Non_command 


Non_command 


Som Kagdar 


Non_command 


Non-command 


Non_command 


Non_command 


Non_command 


Non_command 


Som Kagdar 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Som Kagdar 


Non_command 


Som Kagdar 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Som Kagdar 


Non_command 


Som Kagdar 


Non_command 


Som Kagdar 


Non_command 


Non-command 


Non-command 


Non-command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non-command 


Non_command 


Non_command 


Non-command 


Non_command 


Non_command 


Non_command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Phyllite & Schist 

0.470 

Command 

Phyllite & Schist 

5.133 

Command 

Phyllite & Schist 

3.506 

Command 

Phyllite & Schist 

1.158 

Command 

Phyllite & Schist 

0.072 

Command 

Phyllite & Schist 

5.345 

Command 

Phyllite & Schist 

4.921 

Command 

Phyllite & Schist 

1.855 

Non-command 

Phyllite & Schist 

0.308 

Command 

Phyllite & Schist 

9.034 

Command 

Phyllite & Schist 

2.906 

Command 

Phyllite & Schist 

0.936 

Command 

Phyllite & Schist 

5.112 

Command 

Phyllite & Schist 

2.674 

Command 

Phyllite & Schist 

1.421 

Command 

Phyllite & Schist 

5.877 

Command 

Phyllite & Schist 

0.618 

Command 

Phyllite & Schist 

5.579 

Command 

Phyllite & Schist 

0.591 

Command 

Phyllite & Schist 

2.981 

Command 

Phyllite & Schist 

0.032 

Command 

Phyllite & Schist 

0.519 

Command 

Phyllite & Schist 

4.056 

Command 

Phyllite & Schist 

1.424 

Command 

Phyllite & Schist 

5.817 

Command 

Phyllite & Schist 

1.080 

Command 

Phyllite & Schist 

0.049 

Command 

Phyllite & Schist 

1.307 

Command 

Phyllite & Schist 

0.345 

Command 

Phyllite & Schist 

4.625 

Command 

Phyllite & Schist 

0.318 

Command 

Phyllite & Schist 

4.224 

Command 

Phyllite & Schist 

5.847 

Command 

Phyllite & Schist 

0.382 

Command 

Phyllite & Schist 

0.512 

Command 

Phyllite & Schist 

0.144 

Command 

Phyllite & Schist 

5.946 

Non-command 

Phyllite & Schist 

21.029 

Non-command 

Phyllite & Schist 

6.441 

Non-command 

Phyllite & Schist 

9.442 

Command 

Phyllite & Schist 

2.263 

Command 

Phyllite & Schist 

2.528 

Command 

Phyllite & Schist 

1.028 

Command 

Phyllite & Schist 

1.296 

Command 

Phyllite & Schist 

0.767 

Non-command 

Phyllite & Schist 

2.871 

Command 

Phyllite & Schist 

0.018 

Command 

Phyllite & Schist 

1.040 

Non-command 

Phyllite & Schist 

0.289 

Command 

Phyllite & Schist 

1.015 

Command 

Phyllite & Schist 

0.694 

Command 

Phyllite & Schist 

0.002 

Non-command 

Phyllite & Schist 

5.311 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

70,000 

120 

50,000 

25,000 

120 

90,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

60,000 

35,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

35,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

50,000 

25,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.019 

0.019 

0.106 

0.106 

0.096 

0.096 

0.038 

0.060 

- 

- 

0.125 

0.125 

0.115 

0.115 

0.042 

0.042 

0.006 

0.006 

0.192 

0.192 

0.176 

0.176 

0.010 

0.010 

0.428 

0.460 

0.227 

0.238 

0.143 

0.143 

0.210 

0.210 

0.038 

0.038 

0.355 

0.355 

0.017 

0.017 

0.029 

0.061 

- 

- 

0.019 

0.019 

0.173 

0.173 

0.058 

0.058 

0.250 

0.250 

0.017 

0.039 



0.211 

0.319 

0.384 

0.384 

0.135 

0.135 

0.090 

0.090 

0.134 

0.134 

0.413 

0.413 


0.058 

0.058 

0.038 

0.038 

0.013 

0.013 


0.017 

0.028 

0.004 

0.004 

0.038 

0.038 

0.029 

0.051 














































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


09006056 


0827000103291100 


0826000403135000 


0826001003273200 


0826000503159400 


0827000103290100 


0826001003270500 


0826001003288200 


sq.km 


(4) (5) 


2.095 Fresh 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


2.256 Fresh 


2.924 Fresh 


39.862 Fresh 


14.793 Fresh 


5.872 Fresh 


3.593 Fresh 


Tariobri 

0827000103290600 

5.794 

Fresh 

Thana 

0826001003272100 

7.711 

Fresh 

Thaprawali 

0826001003272800 

3.794 

Fresh 

Uplamandwa 

0826001003285900 

2.066 

Fresh 


Vagdari 

0827000103292300 

8.284 

Fresh 

Wadila 

0826001003270700 

1.041 

Fresh 

Asela 

0827000103312400 

2.941 

Fresh 

Baiyora 

0827000103316600 

0.651 

Fresh 

Balota 

0827000103316500 

4.011 

Fresh 

Bandighati 

0827000103315600 

3.752 

Fresh 

Bara Hathai 

0827000103313600 

4.050 

Fresh 

Bassi 

0827000103304200 

2.174 

Fresh 

Berniya 

0827000103302200 

3.722 

Fresh 

Bhagal Salawatan 

0827000103302100 

1.212 

Fresh 

Bhatra 

0827000103312800 

3.693 

Fresh 

Dabela 

0827000103313100 

1.386 

Fresh 

Damri 

0827000103313300 

2.948 

Fresh 

Dara 

0827000103315900 

1.285 

Fresh 

Deoli 

0827000103315800 

2.101 

Fresh 

Devsomnath 

0827000103302000 

1.364 

Fresh 

Dhamala 

0827000103304300 

3.827 

Fresh 

Dhani Ghatau 

0827000103303500 

3.140 

Fresh 

Dhawari 

0827000103301500 

4.577 

Fresh 

Dolwar Nichali 

0827000103316300 

7.148 

Fresh 

Dolwar Upli 

0827000103316000 

0.526 

Fresh 

Dovra 

0827000103313200 

2.125 

Fresh 

Faloj 

0827000103303300 

5.791 

Fresh 

Forest 

0827000127900010 

33.548 

Fresh 

Garda 

0827000103301600 

1.765 

Fresh 

Ghatau 

0827000103303600 

2.860 

Fresh 

Gokal Pura 

0827000103304800 

2.470 

Fresh 

Hathai 

0827000103303000 

8.179 

Fresh 

Heeratan 

0827000103316700 

3.974 

Fresh 

Kesar Pura 

0827000103304100 

2.506 

Fresh 

Khajooriya 

0827000103303200 

4.530 

Fresh 

Khara 

0827000103315700 

0.761 

Fresh 

Khera Kachwasa 

0827000103303900 

2.071 

Fresh 

Kherwara Seedri 

0827000103313000 

1.850 

Fresh 

Manpur 

0827000103304500 

5.983 

Fresh 

Moth 

0827000103301900 

2.048 

Fresh 

Narniya 

0827000103313400 

3.994 

Fresh 

Naya Gaon 

0827000103312900 

1.526 

Fresh 

Nejpur 

0827000103312500 

2.070 

Fresh 

Orwariya 

0827000103301800 

3.280 

Fresh 


( 6 ) 


Non-command 


Non_command 


Non_command 


Non_command 


Non-command 


Non_command 


Non_command 


Som Kagdar 


Non-command 


Non_command 


Non_command 


Non_command 


Som Kagdar 


Non-command 


Non_command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

0.886 

Command 

Phyllite & Schist 

0.007 

Command 

Phyllite & Schist 

2.321 

Command 

Phyllite & Schist 

16.419 

Non-command 

Phyllite & Schist 

14.699 

Command 

Phyllite & Schist 

0.122 

Command 

Phyllite & Schist 

1.441 

Command 

Phyllite & Schist 

2.144 

Non-command 

Phyllite & Schist 

0.373 

Command 

Phyllite & Schist 

0.001 

Command 

Phyllite & Schist 

3.793 

Command 

Phyllite & Schist 

1.244 

Command 

Phyllite & Schist 

0.822 

Non-command 

Phyllite & Schist 

0.062 

Command 

Phyllite & Schist 

0.724 

Non-command 

Phyllite & Schist 

2.833 

Non-command 

Phyllite & Schist 

0.308 

Non-command 

Phyllite & Schist 

0.981 

Non-command 

Phyllite & Schist 

1.677 

Non-command 

Phyllite & Schist 

0.841 

Non-command 

Phyllite & Schist 

1.950 

Non-command 

Phyllite & Schist 

3.503 

Non-command 

Phyllite & Schist 

1.193 

Non-command 

Phyllite & Schist 

3.642 

Non-command 

Phyllite & Schist 

1.386 

Non-command 

Phyllite & Schist 

2.940 

Non-command 

Phyllite & Schist 

0.670 

Non-command 

Phyllite & Schist 

1.040 

Non-command 

Phyllite & Schist 

1.167 

Non-command 

Phyllite & Schist 

3.099 

Non-command 

Phyllite & Schist 

3.140 

Non-command 

Phyllite & Schist 

2.467 

Non-command 

Phyllite & Schist 

0.046 

Non-command 

Phyllite & Schist 

0.243 

Non-command 

Phyllite & Schist 

2.125 

Non-command 

Phyllite & Schist 

5.496 

Non-command 

Phyllite & Schist 

1.902 

Non-command 

Phyllite & Schist 

1.765 

Non-command 

Phyllite & Schist 

2.860 

Non-command 

Phyllite & Schist 

0.051 

Non-command 

Phyllite & Schist 

0.001 

Non-command 

Phyllite & Schist 

0.002 

Non-command 

Phyllite & Schist 

2.506 

Non-command 

Phyllite & Schist 

0.146 

Non-command 

Phyllite & Schist 

0.400 

Non-command 

Phyllite & Schist 

2.034 

Non-command 

Phyllite & Schist 

1.850 

Non-command 

Phyllite & Schist 

5.157 

Non-command 

Phyllite & Schist 

1.446 

Non-command 

Phyllite & Schist 

3.994 

Non-command 

Phyllite & Schist 

1.526 

Non-command 

Phyllite & Schist 

2.070 

Non-command 

Phyllite & Schist 

3.177 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

25,000 

120 

70,000 

50,000 

120 

90,000 

80,000 

120 

50,000 

30,000 

120 

50,000 

25,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

50,000 

25,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

50,000 

25,000 

120 

90,000 

70,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

50,000 

25,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.012 




0.086 

0.086 

0.090 

0.090 

0.195 

0.195 


0.029 

0.029 

0.038 

0.038 

0.003 

0.003 


0.067 

0.099 

0.048 

0.048 

0.029 

0.029 


0.017 

0.017 

0.143 

0.150 

0.013 

0.013 

0.034 

0.034 


0.017 

0.017 

0.076 

0.076 

0.008 

0.008 

0.004 

0.004 

0.013 

0.013 

0.076 

0.076 

0.160 

0.160 

0.008 

0.008 

0.004 

0.004 

0.105 

0.105 

0.021 

0.021 

0.013 

0.013 

0.021 

0.021 


0.017 

0.017 

0.101 

0.101 

0.197 

0.204 


0.013 

0.013 

0.046 

0.046 



0.008 

0.008 

0.004 

0.004 

0.034 

0.034 

0.067 

0.067 

0.084 

0.084 

0.021 

0.021 

0.008 

0.008 

0.067 

0.067 

0.071 

0.071 

0.050 

0.050 

0.046 

0.046 












































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


09006057 


Pagara 


Palbassi 


Palmathu Gamra 


Parda Chaubisan 


Patli 


Phooti Talai 


Punali 


Raghunath Pura 


Ransagar Pachor 


Sarkan Kopcha With Chak 


Sarkan Sai 


Savgar 


Shaktawaton Ka Gurha 


Siyal Dari 


Sulai 


Teejwar 


Undarda 


Upargam 


Veerpur With Chak 


Wada Punali 


Amarpura 


Amdari 


Babarmal 


Baleecha 


Barapal 


Bari 


Bhalariya (CT) 

Borikuwa 

Bujha 

Chandani 

Chaukariya 

Chauki 

Ghawri Talai 

Gosiya 


Idmal 


Jawar 


Jawla 


Jekra 


Kanpur 


Kaya 


Khajoori 


Kodiya Khet 


Krishanpura 


Kumariya Khera 


Lai 


Nala 


Naya Khera 


Nenbara 


Newa Talai (CT) 


Nohra 


Owra 


Padoona 


0827000103303700 


0827000103301400 


0827000103304600 


0827000103301700 


0827000103313500 


0827000103303400 


0827000103314500 


0827000103303100 


0827000103303800 


0827000103312300 


0827000103305200 


0827000103302300 


0826000903263700 


0827000103305000 


0827000103304000 


0827000103305100 


0827000103312700 


0827000103312600 


0827000103305300 


0827000103314400 


0826000503159100 


0826000503158200 


0826000903246200 


0826000503153500 


0826000503158900 


0826000403127600 


0826000942607000 


0826000503159000 


0826000403128500 


0826000503160800 


0826000503154200 


0826000403128700 


0826000503160400 


0826000503160300 


0826000403127800 


0826000503160100 


0826000503159300 


0826000403129100 


0826000503159800 


0826000503158100 


0826000503158800 


0826000503160600 


0826000903246800 


0826000503158700 


0826000503157800 


0826000503159700 


0826000503153700 


0826000503159900 


0826000403135200 


0826000942608000 


0826000503154100 


0826000403129000 


0826000503159200 


( 6 ) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non_command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

3.378 

Non-command 

Phyllite & Schist 

6.400 

Non-command 

Phyllite & Schist 

1.032 

Non-command 

Phyllite & Schist 

3.464 

Non-command 

Phyllite & Schist 

2.893 

Non-command 

Phyllite & Schist 

2.224 

Non-command 

Phyllite & Schist 

3.610 

Non-command 

Phyllite & Schist 

0.070 

Non-command 

Phyllite & Schist 

1.290 

Non-command 

Phyllite & Schist 

0.627 

Non-command 

Phyllite & Schist 

3.151 

Non-command 

Phyllite & Schist 

0.151 

Command 

Phyllite & Schist 

0.011 

Non-command 

Phyllite & Schist 

0.637 

Non-command 

Phyllite & Schist 

6.647 

Non-command 

Phyllite & Schist 

1.561 

Non-command 

Phyllite & Schist 

3.375 

Non-command 

Phyllite & Schist 

7.251 

Non-command 

Phyllite & Schist 

0.761 

Non-command 

Phyllite & Schist 

3.876 

Command 

Phyllite & Schist 

9.079 

Command 

Phyllite & Schist 

1.478 

Command 

Phyllite & Schist 

1.465 

Command 

Phyllite & Schist 

1.355 

Command 

Phyllite & Schist 

12.067 

Command 

Phyllite & Schist 

0.033 

Command 

Phyllite & Schist 

5.375 

Command 

Phyllite & Schist 

3.466 

Command 

Phyllite & Schist 

0.008 

Command 

Phyllite & Schist 

6.296 

Command 

Phyllite & Schist 

0.138 

Command 

Phyllite & Schist 

1.119 

Command 

Phyllite & Schist 

2.146 

Command 

Phyllite & Schist 

2.609 

Command 

Phyllite & Schist 

1.609 

Command 

Phyllite & Schist 

5.384 

Command 

Phyllite & Schist 

2.124 

Command 

Phyllite & Schist 

2.732 

Command 

Phyllite & Schist 

0.260 

Command 

Phyllite & Schist 

15.748 

Command 

Phyllite & Schist 

12.324 

Command 

Phyllite & Schist 

1.091 

Command 

Phyllite & Schist 

6.993 

Command 

Phyllite & Schist 

4.712 

Command 

Phyllite & Schist 

4.199 

Command 

Phyllite & Schist 

0.025 

Command 

Phyllite & Schist 

0.039 

Command 

Phyllite & Schist 

0.007 

Command 

Phyllite & Schist 

4.575 

Command 

Phyllite & Schist 

0.440 

Command 

Phyllite & Schist 

0.664 

Command 

Phyllite & Schist 

0.010 

Command 

Phyllite & Schist 

0.413 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

50,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

50,000 

30,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.042 

0.042 

0.126 

0.133 

0.004 

0.004 

0.025 

0.025 

0.067 

0.067 

0.021 

0.021 

0.126 

0.126 

0.004 

0.004 

0.021 

0.021 

0.004 

0.004 

0.050 

0.050 

- 

- 

- 

- 

0.042 

0.042 

0.029 

0.029 

0.084 

0.084 

0.055 

0.055 

0.097 

0.097 

0.063 

0.063 

0.046 

0.046 

0.194 

0.194 

0.090 

0.090 

0.006 

0.006 

0.043 

0.043 

0.220 

0.220 


0.006 

0.006 

0.090 

0.090 


0.058 

0.058 

0.004 

0.004 

0.024 

0.024 

0.043 

0.139 

0.108 

0.108 

0.036 

0.036 

0.188 

0.608 

0.007 

0.007 

0.096 

0.113 

0.007 

0.019 

0.065 

0.065 

0.112 

0.112 

0.022 

0.022 

0.030 

0.030 

0.094 

0.094 

0.068 

0.068 





































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


09006058 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

Pai 

0826000503158600 

27.524 

Fresh 

Palawara 

0826000403128600 

2.777 

Fresh 

Paliya Khera 

0826000403127700 

9.238 

Fresh 

Peepaldara 

0826000903246100 

9.723 

Fresh 

Peepalwas 

0826000503158400 

5.580 

Fresh 

Rawan 

0826000503160500 

2.315 

Fresh 

Reechhawar 

0826000403135100 

7.202 

Fresh 

Rop 

0826000403135000 

2.256 

Fresh 

Saldari 

0826000403127900 

6.111 

Fresh 

Seengatwara 

0826000903246700 

13.024 

Fresh 

Sera 

0826000403128800 

12.964 

Fresh 

Sethji Ki Kundal 

0826000503153600 

3.376 

Fresh 

Surpalaya 

0826000503157900 

4.010 

Fresh 

Teendor 

0826000403128900 

2.349 

Fresh 

Teeri 

0826000503160200 

11.884 

Fresh 

Titora 

0826000503158000 

3.625 

Fresh 

Toran Talab 

0826000503160700 

5.789 

Fresh 

Udiya Khera 

0826000503160000 

0.800 

Fresh 

Undari Kalan 

0826000503158300 

10.710 

Fresh 

Undari Khurd 

0826000503157700 

9.062 

Fresh 

Adwas 

0826000903248600 

15.272 

Fresh 

Amarpura 

0826000903247900 

2.955 

Fresh 


Type of Area (Command / N< 
command) 


( 6 ) 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non command 


Babarmal 

0826000903246200 

6.999 

Fresh 

Bagruwa 

0826000903248700 

6.182 

Fresh 

Baldar 

0826000903252500 

0.387 

Fresh 

Baleecha 

0826000503153500 

4.907 

Fresh 

Batuka 

0826000903253700 

3.060 

Fresh 



Bhalariya (CT) 

0826000942607000 

6.895 

Fresh 

Bobas 

0826000903251900 

2.942 

Fresh 

Bootwas 

0826000903251000 

3.642 

Fresh 


Non_command 


Non_command 


Non_command 


Non_command 


Jaisamand 


Non_command 


Jaisamand 


Non_command 


Non_command 


Non_command 


Jaisamand 


Chanawada 

0826000503159600 

21.838 

Fresh 

Chandaji Ka Gurha 

0826000903251700 

5.385 

Fresh 


Dakan Kotra 

0826000503160900 

10.811 

Fresh 

Dangikhera 

0826000903247700 

1.730 

Fresh 


Non_command 


Jaisamand 


Non_command 


Non_command 


Non command 



Deimata 

0826000503153200 

1.414 

Fresh 

Deopura 

0826000903247500 

2.948 

Fresh 


Non_command 


Non command 


Dewala 

0826000903247000 

9.173 

Fresh 

Dhani Melana 

0826000903253800 

3.512 

Fresh 


Dhawadiya 


Non_command 


Jaisamand 



0826000903247800 


1.753 Fresh 


Non_command 


Non command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Command 

Phyllite & Schist 

8.918 

Command 

Phyllite & Schist 

0.906 

Command 

Phyllite & Schist 

1.033 

Command 

Phyllite & Schist 

6.209 

Command 

Phyllite & Schist 

1.037 

Command 

Phyllite & Schist 

1.378 

Command 

Phyllite & Schist 

1.014 

Command 

Phyllite & Schist 

0.710 

Command 

Phyllite & Schist 

0.704 

Command 

Phyllite & Schist 

8.182 

Command 

Phyllite & Schist 

9.315 

Command 

Phyllite & Schist 

1.960 

Command 

Phyllite & Schist 

3.595 

Command 

Phyllite & Schist 

1.009 

Command 

Phyllite & Schist 

9.107 

Command 

Phyllite & Schist 

3.139 

Command 

Phyllite & Schist 

4.240 

Command 

Phyllite & Schist 

0.099 

Command 

Phyllite & Schist 

3.126 

Command 

Phyllite & Schist 

0.256 

Command 

Gneisses(B.G.C.) 

0.239 

Command 

Gneisses(B.G.C.) 

0.355 

Command 

Phyllite & Schist 

2.471 

Command 

Phyllite & Schist 

4.675 

Command 

Phyllite & Schist 

0.134 

Command 

Phyllite & Schist 

0.299 

Command 

Phyllite & Schist 

1.763 

Command 

Gneisses(B.G.C.) 

2.747 

Command 

Gneisses(B.G.C.) 

0.313 

Command 

Phyllite & Schist 

2.152 

Command 

Phyllite & Schist 

0.077 

Command 

Phyllite & Schist 

0.183 

Command 

Gneisses(B.G.C.) 

2.942 

Command 

Gneisses(B.G.C.) 

0.233 

Command 

Phyllite & Schist 

0.243 

Command 

Phyllite & Schist 

5.197 

Command 

Gneisses(B.G.C.) 

1.366 

Command 

Gneisses(B.G.C.) 

3.413 

Command 

Phyllite & Schist 

3.470 

Command 

Gneisses(B.G.C.) 

1.069 

Command 

Phyllite & Schist 

0.113 

Command 

Gneisses(B.G.C.) 

0.002 

Command 

Phyllite & Schist 

0.484 

Command 

Gneisses(B.G.C.) 

1.402 

Command 

Phyllite & Schist 

0.894 

Command 

Phyllite & Schist 

1.361 

Command 

Gneisses(B.G.C.) 

2.875 

Command 

Phyllite & Schist 

0.057 

Command 

Phyllite & Schist 

2.032 

Command 

Gneisses(B.G.C.) 

2.296 

Command 

Phyllite & Schist 

1.182 

Command 

Gneisses(B.G.C.) 

0.035 

Command 

Gneisses(B.G.C.) 

1.739 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

50,000 

30,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

40,000 

30,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

( 15 ) 

( 16 ) 

0.047 

0.053 

0.030 

0.030 

0.006 

0.006 

0.030 

0.030 

0.018 

0.018 

0.054 

0.168 

0.030 

0.038 

0.006 

0.006 

0.006 

0.006 

0.066 

0.066 

0.036 

0.036 

0.086 

0.086 

0.043 

0.043 

0.012 

0.012 

0.245 

0.245 

0.065 

0.065 

0.040 

0.040 

- 

- 

0.058 

0.058 

0.007 

0.007 

0.004 

0.004 

0.011 

0.011 

0.102 

0.102 

0.024 

0.024 

- 

- ' 

0.006 

0.006 

0.058 

0.058 

0.112 

0.112 

0.014 

0.014 

0.138 

0.138 

0.006 

0.006 



0.112 

0.112 

0.007 

0.007 

0.018 

0.018 

0.032 

0.074 

0.043 

0.043 

0.006 

0.006 

- 

- 

0.006 

0.006 

0.014 

0.014 

0.012 

0.012 

0.097 

0.097 

0.119 

0.124 

0.006 

0.006 

0.132 

0.132 

0.029 

0.029 

0.024 

0.024 

- 

- 

0.065 

0.065 









































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Eklingpura 

0826000903246600 

6.327 

Fresh 

Gamri 

0826000903251200 

3.346 

Fresh 



Gordhan Vilas (Rural) 

0826000503153400 

8.335 

Fresh 

Jamboora 

0826000903251300 

5.543 

Fresh 


Non_command 


Non_command 


Jaisamand 


Non_command 


Non_command 


Non_command 


Jaisamand 


Non command 



Jawar 

0826000503160100 

7.798 

Fresh 

Jhadol 

0826000903253600 

7.594 

Fresh 


Non_command 


Jaisamand 



Kanpur 

0826000503159800 

3.291 

Fresh 

Kaya 

0826000503158100 

25.795 

Fresh 

Kejar 

0826000903255200 

10.407 

Fresh 

Keora Kalan 

0826000903246300 

7.961 

Fresh 

Keora Khurd 

0826000903246400 

1.904 

Fresh 

Kerpura 

0826000903253900 

0.883 

Fresh 


Khakhadara 


0826000903247400 


5.471 Fresh 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Jaisamand 


Non_command 


Non command 


Kharwa 

0826000503161000 

18.322 

Fresh 

Kotri 

0826000903247300 

3.518 

Fresh 

Mahuri 

0826000903251400 

11.347 

Fresh 


Mahuwara 


0826000903247600 


9.090 Fresh 


Non_command 


Non_command 


Jaisamand 


Non_command 


Non command 


Moondla 


0826000903253400 


2.981 Fresh 


Jaisamand 


Non command 



Na 

0826000926900002 

3.152 

Fresh 

Nala 

0826000503159700 

2.551 

Fresh 

Nandvi 

0826000903248200 

1.430 

Fresh 

Nathara 

0826000903252200 

25.421 

Fresh 


Non_command 


Non_command 


Non_command 


Non command 


Naya Khera 

0826000503159900 

2.517 

Fresh 

Nela 

0826000503153100 

1.332 

Fresh 

Newa Talai (CT) 

0826000942608000 

8.187 

Fresh 

Oda 

0826000903246900 

4.888 

Fresh 

Padarda 

0826000903251600 

3.911 

Fresh 



8.290 Fresh 


Padoona 

0826000503159200 

28.254 

Fresh 

Pahari 

0826000903250900 

2.244 

Fresh 

Palodra 

0826000903248400 

4.135 

Fresh 


Non_command 


Non_command 


Non_command 


Non_command 


Jaisamand 


Non_command 


Non_command 


Non_command 


Jaisamand 


Non command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Phyllite & Schist 

0.015 

Command 

Phyllite & Schist 

3.387 

Command 

Gneisses(B.G.C.) 

0.010 

Command 

Phyllite & Schist 

0.000 

Command 

Gneisses(B.G.C.) 

0.343 

Command 

Gneisses(B.G.C.) 

0.641 

Command 

Gneisses(B.G.C.) 

0.764 

Command 

Phyllite & Schist 

3.470 

Command 

Phyllite & Schist 

6.084 

Command 

Gneisses(B.G.C.) 

0.630 

Command 

Gneisses(B.G.C.) 

2.574 

Command 

Phyllite & Schist 

0.008 

Command 

Gneisses(B.G.C.) 

0.797 

Command 

Phyllite & Schist 

0.902 

Command 

Phyllite & Schist 

0.004 

Command 

Gneisses(B.G.C.) 

0.016 

Command 

Phyllite & Schist 

7.309 

Command 

Phyllite & Schist 

0.009 

Command 

Phyllite & Schist 

1.800 

Command 

Phyllite & Schist 

5.816 

Command 

Gneisses(B.G.C.) 

0.120 

Command 

Phyllite & Schist 

4.348 

Command 

Phyllite & Schist 

1.447 

Command 

Phyllite & Schist 

0.228 

Command 

Phyllite & Schist 

0.655 

Command 

Gneisses(B.G.C.) 

0.362 

Command 

Phyllite & Schist 

3.143 

Command 

Phyllite & Schist 

0.236 

Command 

Phyllite & Schist 

3.407 

Command 

Gneisses(B.G.C.) 

1.115 

Command 

Gneisses(B.G.C.) 

4.660 

Command 

Gneisses(B.G.C.) 

6.018 

Command 

Phyllite & Schist 

2.972 

Command 

Gneisses(B.G.C.) 

0.122 

Command 

Gneisses(B.G.C.) 

0.646 

Command 

Phyllite & Schist 

0.257 

Command 

Phyllite & Schist 

1.956 

Command 

Phyllite & Schist 

1.738 

Command 

Gneisses(B.G.C.) 

0.150 

Command 

Gneisses(B.G.C.) 

1.258 

Command 

Phyllite & Schist 

2.733 

Command 

Phyllite & Schist 

1.892 

Command 

Phyllite & Schist 

1.063 

Command 

Phyllite & Schist 

7.444 

Command 

Phyllite & Schist 

1.313 

Command 

Gneisses(B.G.C.) 

2.939 

Command 

Phyllite & Schist 

0.785 

Command 

Gneisses(B.G.C.) 

0.187 

Command 

Gneisses(B.G.C.) 

0.128 

Command 

Phyllite & Schist 

7.876 

Command 

Phyllite & Schist 

0.855 

Command 

Phyllite & Schist 

0.802 

Command 

Phyllite & Schist 

1.238 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.007 

0.007 

0.011 

0.011 

0.007 

0.007 

0.066 

0.066 

0.180 

0.216 

0.004 

0.004 

0.022 

0.022 


0.011 

0.011 

0.024 

0.024 



0.050 

0.146 

0.025 

0.025 

0.004 

0.004 

0.036 

0.036 

0.036 

0.036 

0.006 

0.006 

0.006 

0.006 



0.024 

0.024 

0.004 

0.004 

0.022 

0.022 

0.047 

0.047 

0.036 

0.036 


0.007 

0.007 

0.006 

0.006 

- 

- 

0.076 

0.076 

0.025 

0.025 

0.011 

0.011 

0.030 

0.030 

0.007 

0.019 

0.180 

0.180 

0.420 

0.420 

0.042 

0.042 

0.029 

0.029 

0.012 

0.012 

0.004 

0.004 

- 

- 

0.072 

0.072 

0.011 

0.011 

0.024 

0.024 

0.108 

0.108 


























































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


3.023 Fresh 


14.261 Fresh 


Peepaldara 

0826000903246100 

9.723 

Fresh 

Relan 

0826000903247100 

3.750 

Fresh 


( 6 ) 


Non_command 


Jaisamand 


Non_command 


Non_command 


Non command 



Sahara 

0826000903254400 

18.992 

Fresh 

Sarsiya 

0826000903252100 

7.702 

Fresh 


Jaisamand 


Jaisamand 


Non command 



Sarsiya Kad 

0826000903252000 

2.223 

Fresh 

Saweena Khera (Rural) 

0826000503153300 

2.847 

Fresh 

Seengatwara 

0826000903246700 

13.024 

Fresh 

Seesaram (Rural) 

0826000503153800 

2.857 

Fresh 

Sethji Ki Kundal 

0826000503153600 

3.376 

Fresh 

Shyampura 

0826000903251500 

5.369 

Fresh 


Non_command 


Non_command 


Non_command 


Non_command 


Non_command 


Jaisamand 



Surpalaya 

0826000503157900 

4.010 

Fresh 

Teeri 

0826000503160200 

11.884 

Fresh 

Thana 

0826000903253300 

4.853 

Fresh 


Non_command 


Non_command 


Non_command 


Non command 


09006059 


Udaipur (M CL) 

0826000542602000 

17.922 

Fresh 

Udiya Khera 

0826000503160000 

0.800 

Fresh 

Udpuriya (Jageer) 

0826000903254200 

1.396 

Fresh 



Amarpura 

0826001003289400 

3.712 

Fresh 

Athmana Kotra 

0826001003271800 

6.972 

Fresh 

Balua 

0826000903259200 

13.097 

Fresh 

Bamanwara 

0826001003286700 

5.629 

Fresh 

Beechhiwara 

0826001003287600 

3.771 

Fresh 


Bhagor 

0826001003287400 

1.101 

Fresh 

Bhaloon 

0826001003288800 

2.485 

Fresh 

Chorai 

0826001003287500 

4.419 

Fresh 



Dhan Ka Wara 

0826000903259300 

13.618 

Fresh 

Dolpura 

0826001003289200 

2.248 

Fresh 

Garnala Kotra 

0826001003272000 

6.986 

Fresh 

Ghoriyawara 

0826001003286600 

9.266 

Fresh 

Gumanpura 

0826001003288600 

5.755 

Fresh 

Gurha 

0826001003288900 

0.846 

Fresh 

Jaipura 

0826001003286900 

3.016 

Fresh 

Kalyanpur 

0826001003287000 

3.648 

Fresh 


Karji 

0826001003286500 

5.939 

Fresh 

Kateo 

0826001003287100 

4.043 

Fresh 


Non_command 


Non_command 


Jaisamand 


Non_command 


Jaisamand 


Non_command 


Som Kagdar 


Non_command 


Non_command 


Non_command 


Non_command 


Som Kagdar 


Som Kagdar 


Som Kagdar 


Non_command 


Som Kagdar 


Non_command 


Som Kagdar 


Non_command 


Som Kagdar 


Non_command 


Non_command 


Som Kagdar 


Som Kagdar 


Non_command 


Non_command 


Som Kagdar 


Non_command 


Non_command 


Som Kagdar 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Gneisses(B.G.C.) 

0.058 

Command 

Phyllite & Schist 

1.703 

Command 

Gneisses(B.G.C.) 

1.378 

Command 

Gneisses(B.G.C.) 

11.884 

Command 

Phyllite & Schist 

0.218 

Command 

Gneisses(B.G.C.) 

0.173 

Command 

Phyllite & Schist 

3.430 

Command 

Phyllite & Schist 

0.001 

Command 

Gneisses(B.G.C.) 

1.465 

Command 

Gneisses(B.G.C.) 

5.567 

Command 

Phyllite & Schist 

0.056 

Command 

Gneisses(B.G.C.) 

2.223 

Command 

Phyllite & Schist 

0.967 

Command 

Phyllite & Schist 

3.991 

Command 

Phyllite & Schist 

0.020 

Command 

Phyllite & Schist 

0.158 

Command 

Gneisses(B.G.C.) 

3.826 

Command 

Phyllite & Schist 

0.913 

Command 

Gneisses(B.G.C.) 

0.002 

Command 

Phyllite & Schist 

0.171 

Command 

Phyllite & Schist 

0.435 

Command 

Gneisses(B.G.C.) 

0.687 

Command 

Phyllite & Schist 

0.006 

Command 

Phyllite & Schist 

0.425 

Command 

Phyllite & Schist 

0.257 

Command 

Phyllite & Schist 

0.077 

Command 

Phyllite & Schist 

0.140 

Command 

Phyllite & Schist 

0.695 

Command 

Phyllite & Schist 

0.236 

Command 

Phyllite & Schist 

0.086 

Command 

Phyllite & Schist 

6.163 

Command 

Phyllite & Schist 

10.220 

Command 

Phyllite & Schist 

3.344 

Command 

Phyllite & Schist 

2.949 

Command 

Phyllite & Schist 

0.513 

Command 

Phyllite & Schist 

1.079 

Command 

Phyllite & Schist 

1.189 

Command 

Phyllite & Schist 

1.779 

Command 

Phyllite & Schist 

1.671 

Command 

Phyllite & Schist 

0.072 

Command 

Phyllite & Schist 

4.101 

Command 

Phyllite & Schist 

4.594 

Command 

Phyllite & Schist 

1.875 

Command 

Phyllite & Schist 

3.666 

Command 

Phyllite & Schist 

8.871 

Command 

Phyllite & Schist 

2.249 

Command 

Phyllite & Schist 

0.846 

Command 

Phyllite & Schist 

2.245 

Command 

Phyllite & Schist 

0.832 

Command 

Phyllite & Schist 

2.595 

Command 

Phyllite & Schist 

5.450 

Command 

Phyllite & Schist 

0.205 

Command 

Phyllite & Schist 

0.359 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

40,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

40,000 

30,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

60,000 

50,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

60,000 

50,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.048 

0.048 

0.004 

0.004 

0.047 

0.047 



0.011 

0.011 

0.036 

0.036 


0.029 

0.029 

0.101 

0.101 

0.036 

0.036 

0.004 

0.016 

0.007 

0.007 

0.068 

0.068 

0.030 

0.030 


0.004 

0.004 

0.011 

0.011 

0.004 

0.004 



0.004 

0.010 

0.006 

0.006 

0.006 

0.006 

0.030 

0.030 

0.012 

0.012 

- 

- 

0.106 

0.128 

1.164 

1.164 

0.019 

0.019 

0.144 

0.187 

0.029 

0.040 

0.077 

0.077 

0.048 

0.048 

0.067 

0.089 

0.067 

0.089 

- 

- ' 

0.144 

0.144 

0.048 

0.048 

0.048 

0.048 

0.106 

0.128 

0.077 

0.109 

0.067 

0.067 

0.058 

0.058 

0.134 

0.134 

0.029 

0.029 

0.106 

0.106 

0.048 

0.070 

0.010 

0.010 

0.010 

0.010 












































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / Non- Type of Area 
(Fresh / command) (Command / Non- 

Saline) command) 



14001001 


Keekawat 


Kesarpura 


Kundal 


Mahoowara 


Manpura 


Pagara 


Pal Neemoda 


Pal Sarada 


Pal Sepur 


Rajol 


Shyampura 


Somawat 


Thana 


Tokar 


Ugmana Kotra 


Arnay 




Dangra 


Dantwara 


Dhamana 


Gundav 


Hariyali 


Jakhal 


Jerol 


Karwara 


Khara 


Khera Sariyana 


Kotra 


Lakhawas 


Meerpura 


Mokhatara 


Pur 


Sankar 


Satroo 


Sediya 


Sewara 


Taveedar 


0826001003271700 


0826001003286400 


0826000903263000 


0826001003287300 


0826001003287200 


0826001003289100 


0826000903256800 


0826000903259000 


0826000903259100 


0826001003286800 


0818000602328100 


sq.km 


( 4 ) 


8.464 


4.909 


1.076 


1.722 


0.849 


1.324 


13.979 


28.166 


6.418 


4.032 



0826001003289000 

1.292 

Fresh 

0826001003271400 

11.922 

Fresh 

0826001003272100 

7.711 

Fresh 

0826000903262900 

11.810 

Fresh 

0826001003271900 

1.862 

Fresh 


35.348 Fresh 



0818000602326500 

4.050 

Fresh 

0818000602326700 

21.402 

Fresh 



0818000602328500 

14.699 

Fresh 

0818000702335800 

17.376 

Fresh 

0818000602328600 

15.158 

Fresh 

0818000602331100 

22.285 

Fresh 

0818000602326600 

26.183 

Fresh 

0818000602325700 

16.100 

Fresh 

0818000602328000 

10.035 

Fresh 

0818000702336100 

18.711 

Fresh 

0818000602330900 

32.395 

Fresh 

0818000702336200 

13.766 

Fresh 



( 6 ) 


Non_command 


Non_command 


Non_command 


Som Kagdar 


Som Kagdar 


Som Kagdar 


Non_command 


Non_command 


Non_command 


Non_command 


Som Kagdar 


Som Kagdar 


Non_command 


Non_command 


Non_command 


Non_command 


River Basin: 


Sub Basin: 


Narmada 


Non-command 


Narmada 


Non-command 


Narmada 


Narmada 


Non-command 


Narmada 


Non-command 


Narmada 


Non-command 


Narmada 


Narmada 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


0818000702335900 

24.711 

Fresh 

Non-command 

0818000702335600 

31.856 

Fresh 

Non-command 


0818000602331000 

13.975 

Fresh 

Non-command 

0818000702336000 

26.045 

Fresh 

Non-command 

0818000602330700 

24.786 

Fresh 

Non-command 

0818000602332900 

30.187 

Fresh 

Non-command 

0818000702338900 

15.141 

Fresh 

Non-command 

0818000602331200 

23.039 

Fresh 

Non-command 

0818000702339000 

28.529 

Fresh 

Non-command 

0818000702336300 

17.529 

Fresh 

Non-command 



0818000702338600 


4.414 Fresh 


Non-command 


( 6 ) 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Other Nallahs of Jalore 


Other Nallahs of Jalore 


Command 


Non-command 


Command 


Non-command 


Command 


Command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 


sq.km 

( 7 ) 

( 8 ) 

Phyllite & Schist 

2.521 

Phyllite & Schist 

0.512 

Phyllite & Schist 

0.076 

Phyllite & Schist 

1.684 

Phyllite & Schist 

0.836 

Phyllite & Schist 

1.324 

Phyllite & Schist 

0.019 

Phyllite & Schist 

0.353 

Phyllite & Schist 

0.000 

Phyllite & Schist 

3.939 

Phyllite & Schist 

0.010 

Phyllite & Schist 

1.292 

Phyllite & Schist 

1.325 

Phyllite & Schist 

0.013 

Phyllite & Schist 

0.380 

Phyllite & Schist 

1.662 


with 

Pumpset 


(9) (10) 



Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

60,000 

50,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

60,000 

50,000 

120 

90,000 

80,000 



Tube Wells with 
Wells Pumpset 


Older Alluvium 

1.887 

Older Alluvium 

19.180 

Older Alluvium 

1.681 

Older Alluvium 

2.396 

Older Alluvium 

0.587 

Older Alluvium 

3.688 

Older Alluvium 

0.816 

Older Alluvium 

1.382 

Older Alluvium 

0.262 

Older Alluvium 

0.633 

Older Alluvium 

17.470 

Older Alluvium 

16.480 

Older Alluvium 

3.366 

Older Alluvium 

0.005 

Older Alluvium 

17.645 

Older Alluvium 

10.850 

Jalore Granite 

0.849 

Older Alluvium 

9.321 

Rhyolite 

1.813 

Jalore Granite 

0.029 

Rhyolite 

1.160 

Older Alluvium 

15.662 

Jalore Granite 

0.003 

Rhyolite 

0.491 

Older Alluvium 

9.250 

Older Alluvium 

26.045 

Older Alluvium 

3.406 

Older Alluvium 

0.215 

Older Alluvium 

10.777 

Older Alluvium 

10.103 

Older Alluvium 

6.519 

Jalore Granite 

0.631 

Older Alluvium 

0.759 

Rhyolite 

0.030 

Older Alluvium 

0.322 


120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

150 

130,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

150 

130,000 

100,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

150 

130,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

150 

130,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

150 

130,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

150 

130,000 

100,000 

120 

120,000 

100,000 

150 

130,000 

100,000 

120 

100,000 

80,000 

150 

130,000 

100,000 

120 

100,000 

80,000 

150 

130,000 

100,000 



MCM 

MCM 

(15) 

(16) 

0.067 

0.078 

0.010 

0.010 

- 

- 

0.038 

0.038 

0.010 

0.010 

0.038 

0.038 



0.067 

0.067 

0.038 

0.038 




0.156 

0.156 

0.120 

0.120 

0.060 

0.060 

0.060 

0.060 

0.096 

0.096 

1.284 

1.730 

0.228 

0.300 

0.108 

0.108 


0.084 

0.084 

0.168 

0.370 

2.868 

2.940 

0.216 

0.230 

















































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


14001002 


14001003 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Vodha 

0818000602330800 

13.494 

Fresh 

Arnay 

0818000602328100 

35.348 

Fresh 

Balana 

0818000602328200 

7.215 

Fresh 


Type of Area (Command / N< 
command) 


Dangra 

0818000602328500 

14.699 

Fresh 

Danta 

0818000602331400 

13.017 

Fresh 

Dhamana 

0818000602328600 

15.158 

Fresh 

Dhanta 

0818000602328300 

16.087 

Fresh 


Gang 


Gundav 


Hadetar 


Hariyali 


Harshwara 


Heerpura 


Jakhal 


Jalera Khurd 


Kantol 


Karola 


Kiloopiya 


Kura 


Lachhiwar 


Lachhiwar Ka Goliya 


Mandardi 


Nagolri 


Pal 


Palri Deoran 


Panchla 


Pur 


Sankar 


Sarnau 


Satroo 


Sediya 


Sewara 


Teetop 


Vadal 


Vasan Deoran 


Agar 


Amarpura 


Amli 


Bagsari 


Barsam 


0818000702339400 

8.487 

Fresh 

0818000602331100 

22.285 

Fresh 

0818000602330400 

14.090 

Fresh 

0818000602326600 

26.183 

Fresh 

0818000702339200 

18.057 

Fresh 

0818000702338800 

7.077 

Fresh 

0818000602325700 

16.100 

Fresh 

0818000702338500 

13.242 

Fresh 

0818000602331500 

7.006 

Fresh 

0818000602328400 

18.242 

Fresh 

0818000602330600 

5.601 

Fresh 

0818000602332700 

12.682 

Fresh 

0818000702339100 

6.936 

Fresh 

0818000602333700 

15.191 

Fresh 

0818000602333800 

10.504 

Fresh 

0818000702339300 

8.100 

Fresh 

0818000602330500 

3.262 

Fresh 

0818000702338700 

15.589 

Fresh 

0818000602332800 

9.449 

Fresh 

0818000602332600 

15.232 

Fresh 

0818000602330700 

24.786 

Fresh 

0818000602332900 

30.187 

Fresh 

0818000602331300 

32.532 

Fresh 

0818000702338900 

15.141 

Fresh 

0818000602331200 

23.039 

Fresh 

0818000702339000 

28.529 

Fresh 

0818000602333600 

17.958 

Fresh 

0818000702338600 

4.414 

Fresh 

0818000602333000 

4.557 

Fresh 

0818000602329000 

9.406 

Fresh 

0818000602324400 

14.475 

Fresh 

0818000602325300 

22.129 

Fresh 

0818000602322900 

8.869 

Fresh 

0818000602331800 

14.240 

Fresh 


Bawarla 

0818000602324900 

8.098 

Fresh 

Bhadroon 

0818000602317700 

5.451 

Fresh 

Bharkua 

0818000602326500 

4.050 

Fresh 

Dabal 

0818000602328900 

24.253 

Fresh 

Dadoosan 

0818000602325200 

16.384 

Fresh 

Dawal 

0818000602321800 

20.458 

Fresh 

Dedwa 

0818000602325600 

10.339 

Fresh 

Dhamana 

0818000602328600 

15.158 

Fresh 

Galifa 

0818000602318100 

18.168 

Fresh 


Non-command 


Non-command 


Narmada 


Non-command 


Narmada 


Non-command 


Narmada 


Narmada 


Non-command 


Non-command 


Non-command 


Non-command 


Narmada 


Non-command 


Non-command 


Narmada 


Non-command 


Non-command 


Narmada 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Narmada 


Narmada 


Narmada 


Narmada 


Narmada 


Non-command 


Narmada 


Narmada 


Narmada 


Narmada 


Narmada 


Narmada 


Narmada 


Narmada 


Narmada 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

10.236 

Non-command 

Older Alluvium 

1.173 

Command 

Older Alluvium 

0.498 

Non-command 

Older Alluvium 

0.683 

Command 

Older Alluvium 

7.049 

Non-command 

Older Alluvium 

7.666 

Command 

Older Alluvium 

2.202 

Command 

Older Alluvium 

3.348 

Non-command 

Older Alluvium 

9.150 

Non-command 

Older Alluvium 

0.201 

Non-command 

Older Alluvium 

2.870 

Non-command 

Older Alluvium 

0.053 

Command 

Older Alluvium 

0.407 

Non-command 

Older Alluvium 

5.034 

Non-command 

Older Alluvium 

0.450 

Command 

Older Alluvium 

0.022 

Non-command 

Older Alluvium 

1.191 

Non-command 

Older Alluvium 

0.004 

Command 

Older Alluvium 

9.083 

Non-command 

Older Alluvium 

4.395 

Non-command 

Older Alluvium 

4.762 

Non-command 

Older Alluvium 

6.936 

Non-command 

Older Alluvium 

5.065 

Non-command 

Older Alluvium 

0.612 

Non-command 

Older Alluvium 

0.281 

Non-command 

Older Alluvium 

0.175 

Non-command 

Older Alluvium 

12.660 

Non-command 

Older Alluvium 

9.161 

Non-command 

Older Alluvium 

0.843 

Non-command 

Older Alluvium 

14.801 

Non-command 

Older Alluvium 

29.545 

Non-command 

Older Alluvium 

29.291 

Non-command 

Older Alluvium 

4.220 

Non-command 

Older Alluvium 

10.856 

Non-command 

Older Alluvium 

21.992 

Non-command 

Older Alluvium 

0.855 

Non-command 

Older Alluvium 

1.722 

Non-command 

Older Alluvium 

3.894 

Command 

Older Alluvium 

3.054 

Command 

Older Alluvium 

1.131 

Command 

Older Alluvium 

18.278 

Command 

Older Alluvium 

5.357 

Command 

Older Alluvium 

0.001 

Non-command 

Older Alluvium 

0.034 

Command 

Older Alluvium 

0.012 

Command 

Older Alluvium 

0.166 

Command 

Older Alluvium 

0.087 

Command 

Older Alluvium 

15.052 

Command 

Older Alluvium 

13.192 

Command 

Older Alluvium 

13.863 

Command 

Older Alluvium 

8.590 

Command 

Older Alluvium 

4.967 

Command 

Older Alluvium 

6.248 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

150 

130,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

150 

130,000 

100,000 

150 

130,000 

100,000 

120 

120,000 

100,000 

150 

130,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

150 

130,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

150 

130,000 

100,000 

120 

120,000 

100,000 

150 

130,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

150 

130,000 

100,000 

120 

120,000 

100,000 

150 

130,000 

100,000 

120 

120,000 

100,000 

150 

130,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

180 

100,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

180 

100,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

180 

100,000 

70,000 



Tube Wells with 
Wells Pumpset 




0.012 

0.012 

0.240 

0.240 

0.108 

0.108 

- 

- 

0.708 

0.708 

0.696 

0.696 

0.025 

0.025 












































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


14001004 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


(2) 

(3) 

(4) 

(5) 

Godaron Ki Dhani (Hanum 

0818000602322500 

4.502 

Fresh 

Gomi 

0818000602322200 

9.504 

Fresh 

Hadecha 

0818000602322700 

12.332 

Fresh 

Haripura Hema Ki Dhani 

0818000602322600 

3.025 

Fresh 

Hariyali 

0818000602326600 

26.183 

Fresh 

Hidwara 

0818000602322100 

8.052 

Fresh 

Isrol 

0818000602322400 

9.235 

Fresh 

Jajoosan 

0818000602330100 

4.516 

Fresh 


Type of Area (Command / N< 
command) 


Jakhal 

0818000602325700 

16.100 

Fresh 

Janvi 

0818000602323000 

21.031 

Fresh 

Jhotra 

0818000602321700 

17.572 

Fresh 

Kachhela 

0818000602322800 

12.311 

Fresh 

Kamalpura 

0818000602328700 

5.487 

Fresh 

Kesoori 

0818000602323100 

18.568 

Fresh 

Maliyon Ka Goliya 

0818000602326400 

3.683 

Fresh 

Malwara 

0818000602325900 

11.891 

Fresh 

Palri Solankiyan 

0818000602325400 

14.383 

Fresh 

Parawa 

0818000602325800 

16.054 

Fresh 

Ratanpura 

0818000602322000 

16.475 

Fresh 

Sanchore (M) 

0818000641803000 

32.034 

Fresh 

Sangarwa 

0818000602321900 

10.595 

Fresh 

Siddheshwar 

0818000602328800 

6.535 

Fresh 

Varanpuri 

0818000602325500 

1.792 

Fresh 

Vishnu Nagar 

0818000602325100 

2.992 

Fresh 

Bali Khera 

0818000602333100 

2.477 

Fresh 

Barsam 

0818000602331800 

14.240 

Fresh 

Dadhoora 

0818000602333500 

7.787 

Fresh 

Dangra 

0818000602328500 

14.699 

Fresh 

Danta 

0818000602331400 

13.017 

Fresh 

Dhamana 

0818000602328600 

15.158 

Fresh 

Dhanta 

0818000602328300 

16.087 

Fresh 



Kamalpura 

0818000602328700 

5.487 

Fresh 

Kantol 

0818000602331500 

7.006 

Fresh 

Karola 

0818000602328400 

18.242 

Fresh 

Kiloopiya 

0818000602330600 

5.601 

Fresh 

Kura 

0818000602332700 

12.682 

Fresh 

Lachhiwar 

0818000602333700 

15.191 

Fresh 

Lachhri 

0818000602330200 

4.316 

Fresh 

Looniyasar 

0818000602332200 

17.607 

Fresh 

Meda Jageer 

0818000602331600 

15.984 

Fresh 

Nagolri 

0818000602330500 

3.262 

Fresh 

Nainol 

0818000602332300 

15.067 

Fresh 

Palri Solankiyan 

0818000602325400 

14.383 

Fresh 

Panchla 

0818000602332600 

15.232 

Fresh 

Pathmera 

0818000602331700 

2.550 

Fresh 

Phalna 

0818000602330300 

4.306 

Fresh 

Sanchore (M) 

0818000641803000 

32.034 

Fresh 


Narmada 


Narmada 


Narmada 


Narmada 


Narmada 


Narmada 


Narmada 


Narmada 


Non-command 


Narmada 


Narmada 


Narmada 


Narmada 


Narmada 


Narmada 


Narmada 


Narmada 


Narmada 


Narmada 


Narmada 


Narmada 


Narmada 


Narmada 


Narmada 


Narmada 


Non-command 


Non-command 


Non-command 


Narmada 


Non-command 


Narmada 


Narmada 


Non-command 


Narmada 


Non-command 


Narmada 


Non-command 


Narmada 


Non-command 


Narmada 


Non-command 


Non-command 


Non-command 


Narmada 


Non-command 


Non-command 


Non-command 


Non-command 


Narmada 


Non-command 


Non-command 


Narmada 


Narmada 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Older Alluvium 

3.086 

Command 

Older Alluvium 

6.055 

Command 

Older Alluvium 

9.616 

Command 

Older Alluvium 

2.285 

Command 

Older Alluvium 

1.053 

Command 

Older Alluvium 

7.098 

Command 

Older Alluvium 

5.721 

Command 

Older Alluvium 

0.716 

Non-command 

Older Alluvium 

0.298 

Command 

Older Alluvium 

7.758 

Command 

Older Alluvium 

14.786 

Command 

Older Alluvium 

0.996 

Command 

Older Alluvium 

8.415 

Command 

Older Alluvium 

2.411 

Command 

Older Alluvium 

0.206 

Command 

Older Alluvium 

0.195 

Command 

Older Alluvium 

2.042 

Command 

Older Alluvium 

10.930 

Command 

Older Alluvium 

4.248 

Command 

Older Alluvium 

2.647 

Command 

Older Alluvium 

10.047 

Command 

Older Alluvium 

5.230 

Command 

Older Alluvium 

4.998 

Command 

Older Alluvium 

1.633 

Command 

Older Alluvium 

1.889 

Non-command 

Older Alluvium 

1.763 

Non-command 

Older Alluvium 

4.522 

Non-command 

Older Alluvium 

0.033 

Command 

Older Alluvium 

0.917 

Non-command 

Older Alluvium 

3.994 

Command 

Older Alluvium 

4.084 

Command 

Older Alluvium 

0.278 

Non-command 

Older Alluvium 

0.196 

Command 

Older Alluvium 

3.001 

Non-command 

Older Alluvium 

8.964 

Command 

Older Alluvium 

1.949 

Non-command 

Older Alluvium 

0.851 

Command 

Older Alluvium 

1.574 

Non-command 

Older Alluvium 

6.287 

Command 

Older Alluvium 

4.506 

Non-command 

Older Alluvium 

0.086 

Non-command 

Older Alluvium 

6.568 

Non-command 

Older Alluvium 

4.419 

Command 

Older Alluvium 

3.444 

Non-command 

Older Alluvium 

2.748 

Non-command 

Older Alluvium 

14.339 

Non-command 

Older Alluvium 

2.214 

Non-command 

Older Alluvium 

3.714 

Command 

Older Alluvium 

0.126 

Non-command 

Older Alluvium 

11.366 

Non-command 

Older Alluvium 

2.347 

Command 

Older Alluvium 

2.774 

Command 

Older Alluvium 

5.363 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

180 

100,000 

70,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

120 

120,000 

100,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

120 

120,000 

100,000 

180 

100,000 

70,000 

120 

120,000 

100,000 

180 

100,000 

70,000 

120 

120,000 

100,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

120 

120,000 

100,000 

180 

100,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.063 


0.126 




0.025 

0.025 

0.180 

0.180 



0.340 

0.340 

0.240 

0.298 

0.240 

0.298 

0.492 

0.535 



0.024 

0.038 

0.328 

0.346 

0.096 

0.096 

0.857 

0.893 

0.050 

0.050 

2.652 

2.738 


0.276 

0.276 

0.048 

0.048 



0.072 

0.072 

0.468 

0.511 

0.576 

0.576 

0.084 

0.084 

0.024 

0.024 

1.968 

2.155 

1.956 

2.143 

0.660 

0.804 

0.684 

0.828 

0.204 

0.204 

1.200 

1.272 

1.116 

1.130 

- 

- 

0.552 

0.581 

0.264 

0.322 

0.732 

0.732 

0.288 

0.446 

1.044 

1.274 

0.216 

0.216 

0.408 

0.509 

- 

- 

1.272 

1.949 

0.852 

1.025 

0.360 

0.360 

1.416 

1.459 




















































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


14001005 


14001006 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Sankar 

0818000602332900 

30.187 

Fresh 

Siddheshwar 

0818000602328800 

6.535 

Fresh 

Teetop 

0818000602333600 

17.958 

Fresh 

Tetrol Sunakhera 

0818000602332400 

2.119 

Fresh 

Vasan Deoran 

0818000602333000 

4.557 

Fresh 

Agar 

0818000602329000 

9.406 

Fresh 

Amarpura 

0818000602324400 

14.475 

Fresh 

Bagsari 

0818000602322900 

8.869 

Fresh 

Balera 

0818000602317300 

10.639 

Fresh 

Bank 

0818000602323500 

11.784 

Fresh 

Bapunagar 

0818000602324000 

4.393 

Fresh 

Barsam 

0818000602331800 

14.240 

Fresh 


Type of Area (Command / N< 
command) 


Bawarla 

0818000602324900 

8.098 

Fresh 

Bharwal 

0818000602329200 

14.448 

Fresh 

Bhatki 

0818000602317100 

55.172 

Fresh 

Bhuwana 

0818000602323300 

11.102 

Fresh 

Bichhawari 

0818000602324300 

17.465 

Fresh 

Chhajara 

0818000602324700 

6.809 

Fresh 

Dabal 

0818000602328900 

24.253 

Fresh 

Dadoosan 

0818000602325200 

16.384 

Fresh 

Dantiya 

0818000602323600 

14.504 

Fresh 

Dhoorwa 

0818000602329300 

2.233 

Fresh 

Gangasar 

0818000602324200 

15.469 

Fresh 

Golasan 

0818000602329700 

26.034 

Fresh 

Jaisla 

0818000602323800 

5.504 

Fresh 

Jajoosan 

0818000602330100 

4.516 

Fresh 

Kachhela 

0818000602322800 

12.311 

Fresh 

Kailash Nagar 

0818000602324100 

4.446 

Fresh 

Kesoori 

0818000602323100 

18.568 

Fresh 

Kilawa 

0818000602329100 

12.628 

Fresh 

Kod 

0818000602329600 

11.836 

Fresh 

Lalpur 

0818000602329400 

7.197 

Fresh 

Naldhara 

0818000602323200 

7.792 

Fresh 

Paharpura 

0818000602329900 

11.012 

Fresh 

Prajapati Nagar 

0818000602324500 

5.277 

Fresh 

Pratappura 

0818000602330000 

11.604 

Fresh 


Raghunathpura 

0818000602325000 

2.227 

Fresh 

Rajeshwar Pura 

0818000602324600 

4.431 

Fresh 

Sanchore (M) 

0818000641803000 

32.034 

Fresh 

Sarwana 

0818000602323400 

26.220 

Fresh 

Siloo 

0818000602329500 

10.654 

Fresh 

Suthana 

0818000602323700 

8.612 

Fresh 

Vasan Chauhan 

0818000602324800 

8.955 

Fresh 

Vishanpur 

0818000602317400 

5.245 

Fresh 

Vishnu Nagar 

0818000602325100 

2.992 

Fresh 

Bali Khera 

0818000602333100 

2.477 

Fresh 

Barsam 

0818000602331800 

14.240 

Fresh 

Dadhoora 

0818000602333500 

7.787 

Fresh 

Dugawa 

0818000602333300 

16.153 

Fresh 

Gardali 

0818000602329800 

10.602 

Fresh 


Non-command 


Narmada 


Non-command 


Non-command 


Non-command 


Narmada 


Narmada 


Narmada 


Narmada 


Narmada 


Narmada 


Narmada 


Non-command 


Narmada 


Narmada 


Narmada 


Narmada 


Narmada 


Narmada 


Narmada 


Narmada 


Narmada 


Narmada 


Narmada 


Narmada 


Narmada 


Narmada 


Narmada 


Narmada 


Narmada 


Narmada 


Narmada 


Narmada 


Narmada 


Narmada 


Narmada 


Narmada 


Non-command 


Narmada 


Narmada 


Narmada 


Narmada 


Narmada 


Narmada 


Narmada 


Narmada 


Narmada 


Non-command 


Non-command 


Non-command 


Non-command 


Narmada 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.154 

Command 

Older Alluvium 

0.066 

Non-command 

Older Alluvium 

14.080 

Non-command 

Older Alluvium 

0.139 

Non-command 

Older Alluvium 

0.590 

Command 

Older Alluvium 

4.039 

Command 

Older Alluvium 

10.990 

Command 

Older Alluvium 

2.591 

Command 

Older Alluvium 

0.210 

Command 

Older Alluvium 

0.250 

Command 

Older Alluvium 

3.888 

Command 

Older Alluvium 

1.410 

Non-command 

Older Alluvium 

5.319 

Command 

Older Alluvium 

7.494 

Command 

Older Alluvium 

9.731 

Command 

Older Alluvium 

0.830 

Command 

Older Alluvium 

2.791 

Command 

Older Alluvium 

15.163 

Command 

Older Alluvium 

5.185 

Command 

Older Alluvium 

4.747 

Command 

Older Alluvium 

1.433 

Command 

Older Alluvium 

10.563 

Command 

Older Alluvium 

1.282 

Command 

Older Alluvium 

12.567 

Command 

Older Alluvium 

5.714 

Command 

Older Alluvium 

4.703 

Command 

Older Alluvium 

0.071 

Command 

Older Alluvium 

1.556 

Command 

Older Alluvium 

3.771 

Command 

Older Alluvium 

0.190 

Command 

Older Alluvium 

10.009 

Command 

Older Alluvium 

8.922 

Command 

Older Alluvium 

5.011 

Command 

Older Alluvium 

6.041 

Command 

Older Alluvium 

8.345 

Command 

Older Alluvium 

3.731 

Command 

Older Alluvium 

1.891 

Non-command 

Older Alluvium 

0.645 

Command 

Older Alluvium 

2.053 

Command 

Older Alluvium 

3.883 

Command 

Older Alluvium 

5.546 

Command 

Older Alluvium 

22.696 

Command 

Older Alluvium 

8.111 

Command 

Older Alluvium 

6.813 

Command 

Older Alluvium 

7.268 

Command 

Older Alluvium 

0.561 

Command 

Older Alluvium 

0.831 

Non-command 

Older Alluvium 

0.709 

Non-command 

Older Alluvium 

1.403 

Non-command 

Older Alluvium 

7.752 

Non-command 

Older Alluvium 

15.957 

Command 

Older Alluvium 

7.592 

Non-command 

Older Alluvium 

1.752 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

180 

100,000 

70,000 

180 

100,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

180 

100,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

180 

100,000 

70,000 

120 

120,000 

100,000 

180 

100,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

180 

100,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

180 

100,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.024 

0.024 

- 

- 

1.068 

1.226 

0.012 

0.012 

0.084 

0.113 

0.648 

0.677 

0.084 

0.084 



0.096 

0.096 

1.440 

1.598 

0.684 

0.756 



0.012 

0.012 

0.360 

0.360 

0.024 

0.024 

0.072 

0.072 

0.012 

0.012 

0.036 

0.036 

0.360 

0.360 

0.408 

0.408 

0.996 

1.054 

0.072 

0.072 

0.024 

0.024 



0.432 

0.432 

0.684 

0.684 

0.372 

0.372 


1.176 

1.176 

0.240 

0.240 

0.312 

0.413 

0.120 

0.163 

0.024 

0.024 

0.144 

0.144 

1.464 

1.507 

0.264 

0.264 

0.564 

0.708 

0.300 

0.300 

0.384 

0.384 

- 

i 

- 

- 

0.168 

0.197 

0.180 

0.194 

0.396 

0.468 

1.500 

2.378 

1.908 

1.994 

1.908 

1.994 











































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


14001007 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


(2) 

(3) 

(4) 

(5) 

Golasan 

0818000602329700 

26.034 

Fresh 

Harshwara 

0818000702339200 

18.057 

Fresh 

Khaprol Ki Dhani 

0818000602332500 

4.637 

Fresh 

Kod 

0818000602329600 

11.836 

Fresh 

Lachhiwar 

0818000602333700 

15.191 

Fresh 

Lachhiwar Ka Goliya 

0818000602333800 

10.504 

Fresh 

Lalpur 

0818000602329400 

7.197 

Fresh 

Looniyasar 

0818000602332200 

17.607 

Fresh 

Mandardi 

0818000702339300 

8.100 

Fresh 

Nainol 

0818000602332300 

15.067 

Fresh 

Paharpura 

0818000602329900 

11.012 

Fresh 

Paladar 

0818000602331900 

11.616 

Fresh 

Panchla 

0818000602332600 

15.232 

Fresh 

Pratappura 

0818000602330000 

11.604 

Fresh 


Type of Area (Command / N< 
command) 


Sanchore (M) 

0818000641803000 

32.034 

Fresh 

Surawa 

0818000602333400 

14.316 

Fresh 

Teetop 

0818000602333600 

17.958 

Fresh 

Tetrol Sunakhera 

0818000602332400 

2.119 

Fresh 

Vandeo 

0818000602333200 

2.293 

Fresh 

Virol Bari 

0818000602332100 

13.678 

Fresh 

Virol Chhoti 

0818000602332000 

16.809 

Fresh 

Adapura 

0818000702341900 

5.397 

Fresh 

Adarwara 

0818000702340700 

4.518 

Fresh 

Ajodar 

0818000702340800 

9.581 

Fresh 

Akhrad 

0818000702337300 

6.876 

Fresh 

Bargaon 

0818000702341800 

18.591 

Fresh 

Bhatwas 

0818000702341200 

5.219 

Fresh 

Bhawariya 

0818000702340100 

9.445 

Fresh 

Chimangarh 

0818000702339500 

4.365 

Fresh 

Daipur 

0818000702339600 

12.675 

Fresh 


Narmada 


Non-command 


Non-command 


Narmada 


Non-command 


Non-command 


Narmada 


Non-command 


Non-command 


Non-command 


Narmada 


Non-command 


Non-command 


Narmada 


Non-command 


Narmada 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Dhamseen 

0818000702341600 

19.005 

Fresh 

Dhanol 

0818000702340200 

22.025 

Fresh 

Dhuliya 

0818000702337500 

13.333 

Fresh 

Dodwadiya 

0818000702340600 

3.231 

Fresh 

Doongri 

0818000702340900 

14.370 

Fresh 

Gang 

0818000702339400 

8.487 

Fresh 

Harshwara 

0818000702339200 

18.057 

Fresh 

Heerpura 

0818000702338800 

7.077 

Fresh 

Jakhri 

0818000702340000 

18.991 

Fresh 

Jalampura 

0819000502376000 

20.245 

Fresh 

Jalera Kalan 

0818000702338400 

8.028 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Jalera Khurd 

0818000702338500 

13.242 

Fresh 

Jetpura 

0818000702341700 

10.427 

Fresh 

Jorwas 

0818000702340300 

5.341 

Fresh 

Ker 

0818000702337900 

4.166 

Fresh 

Maitriwara 

0818000702339700 

25.899 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Malwara 


0818000702337700 


15.618 Fresh 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Older Alluvium 

12.206 

Non-command 

Older Alluvium 

7.938 

Non-command 

Older Alluvium 

4.635 

Command 

Older Alluvium 

0.555 

Non-command 

Older Alluvium 

5.614 

Non-command 

Older Alluvium 

9.868 

Command 

Older Alluvium 

0.284 

Non-command 

Older Alluvium 

14.064 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

11.316 

Command 

Older Alluvium 

0.746 

Non-command 

Older Alluvium 

10.758 

Non-command 

Older Alluvium 

2.643 

Command 

Older Alluvium 

4.109 

Non-command 

Older Alluvium 

4.513 

Command 

Older Alluvium 

0.013 

Non-command 

Older Alluvium 

14.147 

Non-command 

Older Alluvium 

2.896 

Non-command 

Older Alluvium 

1.979 

Non-command 

Older Alluvium 

2.293 

Non-command 

Older Alluvium 

13.337 

Non-command 

Older Alluvium 

16.242 

Non-command 

Younger Alluvium 

3.226 

Non-command 

Younger Alluvium 

4.415 

Non-command 

Younger Alluvium 

9.392 

Non-command 

Older Alluvium 

0.074 

Non-command 

Younger Alluvium 

15.799 

Non-command 

Younger Alluvium 

4.989 

Non-command 

Younger Alluvium 

9.052 

Non-command 

Older Alluvium 

4.365 

Non-command 

Older Alluvium 

3.800 

Non-command 

Younger Alluvium 

8.875 

Non-command 

Older Alluvium 

0.275 

Non-command 

Younger Alluvium 

0.004 

Non-command 

Younger Alluvium 

8.281 

Non-command 

Younger Alluvium 

20.289 

Non-command 

Younger Alluvium 

12.488 

Non-command 

Younger Alluvium 

3.206 

Non-command 

Younger Alluvium 

12.888 

Non-command 

Older Alluvium 

8.262 

Non-command 

Older Alluvium 

5.084 

Non-command 

Older Alluvium 

6.627 

Non-command 

Younger Alluvium 

18.583 

Non-command 

Younger Alluvium 

3.537 

Non-command 

Older Alluvium 

7.201 

Non-command 

Younger Alluvium 

0.754 

Non-command 

Older Alluvium 

5.557 

Non-command 

Younger Alluvium 

5.001 

Non-command 

Younger Alluvium 

5.209 

Non-command 

Younger Alluvium 

3.573 

Non-command 

Older Alluvium 

14.540 

Non-command 

Younger Alluvium 

11.268 

Non-command 

Younger Alluvium 

9.046 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

100,000 

150 

130,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

150 

130,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

150 

150,000 

110,000 

150 

150,000 

110,000 

150 

150,000 

110,000 

150 

130,000 

100,000 

150 

150,000 

110,000 

150 

150,000 

110,000 

150 

150,000 

110,000 

150 

130,000 

100,000 

150 

130,000 

100,000 

150 

150,000 

110,000 

150 

130,000 

100,000 

150 

150,000 

110,000 

150 

150,000 

110,000 

150 

150,000 

110,000 

150 

150,000 

110,000 

150 

150,000 

110,000 

150 

150,000 

110,000 

150 

130,000 

100,000 

150 

130,000 

100,000 

150 

130,000 

100,000 

150 

150,000 

110,000 

120 

150,000 

120,000 

150 

130,000 

100,000 

150 

150,000 

110,000 

150 

130,000 

100,000 

150 

150,000 

110,000 

150 

150,000 

110,000 

150 

150,000 

110,000 

150 

130,000 

100,000 

150 

150,000 

110,000 

150 

150,000 

110,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


2.124 


0.405 


0.636 


0.048 


0.336 


1.068 


0.024 


1.500 



1.224 

1.555 

0.108 

0.108 

1.584 

1.872 

0.300 

0.458 

0.684 

0.900 

0.876 

1.150 

- 

- 

2.760 

3.264 

0.216 

0.245 

0.144 

0.216 

0.552 

0.710 

1.656 

2.174 

1.764 

2.153 

0.363 

0.588 

0.479 

0.524 

2.360 

3.350 

0.015 

0.015 

4.092 

4.880 

0.627 

0.897 

0.759 

0.939 

0.135 

0.291 

0.960 

1.058 

2.475 

2.768 

0.060 

0.060 

- 

- 

1.551 

1.664 

3.944 

4.687 

1.007 

1.007 

0.347 

0.415 

3.218 

3.938 

0.390 

0.702 

0.255 

0.470 

0.225 

0.440 

4.653 

5.441 

0.202 

0.220 

1.275 

1.314 

0.149 

0.149 

0.570 

0.570 

1.287 

1.310 

2.063 

2.221 

0.825 

0.825 

1.665 

2.192 

1.419 

1.892 

0.776 

1.001 






































































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Mandardi 


Maroowara 


Medak Kalan 


Medak Khurd 


Mokhampura 


Pal 


Pooran 


0818000702339300 


0818000702339800 


0818000702341500 


0818000702341400 


0818000702341300 


0818000702338700 


0818000402306100 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


( 5 ) 


Fresh 


Fresh 


Fresh 


Fresh 


Fresh 


15.589 Fresh 


41.303 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Rampura 

0818000702341100 

15.427 

Fresh 

Raniwara Kalan 

0818000702338300 

17.536 

Fresh 


Non-command 


Non-command 


14001008 


14001009 



Ratanpur 

0818000702339900 

11.822 

Fresh 

Roda 

0818000702341000 

14.324 

Fresh 

Sewadiya 

0818000702340500 

7.841 

Fresh 

Singawas 

0818000702340400 

12.739 

Fresh 

Surajwara 

0818000702337800 

3.175 

Fresh 

Tejawas 

0818000702338100 

9.144 

Fresh 

Vada 

0818000702337400 

7.575 

Fresh 

Vagatapura 

0818000702342000 

2.679 

Fresh 

Wadwaj 

0819000502376100 

31.697 

Fresh 

Bamanwara 

0818000702342300 

20.992 

Fresh 

Bant 

0819000502384300 

13.868 

Fresh 

Hadmatiya 

0819000502380500 

6.517 

Fresh 

Jetawara 

0819000502384200 

10.408 

Fresh 

Kotra 

0819000502384500 

6.505 

Fresh 

Mohabbatpura 

0819000502384400 

6.087 

Fresh 

Morwara 

0819000502380700 

6.633 

Fresh 

Nimtalai 

0819000502380100 

8.787 

Fresh 

Peethapura M 

0819000502380800 

11.241 

Fresh 

Raipur 

0819000502380200 

15.672 

Fresh 

Rohua 

0819000502380000 

45.189 

Fresh 

Sorda 

0819000502384700 

15.329 

Fresh 

Wadwaj 

0819000502376100 

31.697 

Fresh 

Wasada 

0819000502384600 

6.927 

Fresh 

Adapura 

0818000702341900 

5.397 

Fresh 

Amrapura 

0819000502380400 

5.714 

Fresh 

Bamanwara 

0818000702342300 

20.992 

Fresh 

Dhamseen 

0818000702341600 

19.005 

Fresh 

Hadmatiya 

0819000502380500 

6.517 

Fresh 

Himmatpura 

0819000502376300 

13.483 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Jalampura 

0819000502376000 

20.245 

Fresh 

Jeerawal 

0819000502379900 

41.319 

Fresh 

Jetpura 

0818000702341700 

10.427 

Fresh 

Kesuwa 

0819000502376200 

5.164 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Kolapura 

0819000502380300 

6.047 

Fresh 

Nimbaj 

0819000502376400 

14.573 

Fresh 

Nimtalai 

0819000502380100 

8.787 

Fresh 

Raipur 

0819000502380200 

15.672 

Fresh 

Rampura 

0818000702341100 

15.427 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Older Alluvium 

7.819 

Non-command 

Younger Alluvium 

9.735 

Non-command 

Younger Alluvium 

4.617 

Non-command 

Younger Alluvium 

4.657 

Non-command 

Younger Alluvium 

3.343 

Non-command 

Older Alluvium 

2.760 

Non-command 

Jalore Granite 

0.150 

Non-command 

Younger Alluvium 

9.679 

Non-command 

Younger Alluvium 

13.534 

Non-command 

Older Alluvium 

3.548 

Non-command 

Younger Alluvium 

12.342 

Non-command 

Older Alluvium 

11.116 

Non-command 

Younger Alluvium 

4.365 

Non-command 

Younger Alluvium 

11.822 

Non-command 

Younger Alluvium 

12.002 

Non-command 

Younger Alluvium 

7.641 

Non-command 

Younger Alluvium 

12.402 

Non-command 

Younger Alluvium 

3.037 

Non-command 

Older Alluvium 

0.648 

Non-command 

Younger Alluvium 

0.501 

Non-command 

Younger Alluvium 

0.735 

Non-command 

Younger Alluvium 

0.522 

Non-command 

Younger Alluvium 

1.657 

Non-command 

Younger Alluvium 

13.868 

Non-command 

Younger Alluvium 

0.061 

Non-command 

Younger Alluvium 

10.408 

Non-command 

Younger Alluvium 

6.505 

Non-command 

Younger Alluvium 

6.087 

Non-command 

Younger Alluvium 

6.435 

Non-command 

Younger Alluvium 

5.938 

Non-command 

Younger Alluvium 

6.528 

Non-command 

Younger Alluvium 

1.106 

Non-command 

Younger Alluvium 

2.326 

Non-command 

Younger Alluvium 

5.487 

Non-command 

Younger Alluvium 

0.017 

Non-command 

Younger Alluvium 

6.927 

Non-command 

Younger Alluvium 

1.787 

Non-command 

Younger Alluvium 

5.714 

Non-command 

Younger Alluvium 

17.927 

Non-command 

Younger Alluvium 

8.063 

Non-command 

Younger Alluvium 

6.456 

Non-command 

Jalore Granite 

1.718 

Non-command 

Younger Alluvium 

0.406 

Non-command 

Younger Alluvium 

16.633 

Non-command 

Jalore Granite 

0.001 

Non-command 

Younger Alluvium 

5.099 

Non-command 

Jalore Granite 

1.194 

Non-command 

Younger Alluvium 

1.192 

Non-command 

Younger Alluvium 

6.027 

Non-command 

Jalore Granite 

1.834 

Non-command 

Younger Alluvium 

2.849 

Non-command 

Younger Alluvium 

14.566 

Non-command 

Younger Alluvium 

0.839 


of Tube of Wells Operational 
Wells with Days 

Pumpset 


Average Yield 





Tube 

Wells 


Ipd 


( 12 ) 


130,000 


150,000 


150,000 


150,000 


150,000 


130,000 


90,000 


150,000 


150,000 


130,000 


150,000 


130,000 


150,000 


150,000 


150,000 


150,000 


150,000 


150,000 


130,000 


150,000 


150,000 


150,000 


150,000 


150,000 


150,000 


150,000 


150,000 


150,000 


150,000 


150,000 


150,000 


150,000 


150,000 


150,000 


150,000 


Wells with 
Pumpset 


Ipd 


(13) 


100,000 


110,000 


110,000 


110,000 


110,000 


100,000 


70,000 


130,000 


110,000 


100,000 


110,000 


100,000 


110,000 


110,000 


110,000 


110,000 


110,000 


110,000 


100,000 


110,000 


110,000 


120,000 


110,000 


120,000 


120,000 


120,000 


120,000 


120,000 


120,000 


120,000 


120,000 


120,000 


120,000 


120,000 


120,000 


Wells with 
Pumpset 


MCM 


(15) 


0.300 



120 

150,000 

120,000 

- 

1.714 

1.714 

150 

150,000 

110,000 

0.113 

0.198 

0.311 

120 

150,000 

120,000 

0.072 

0.979 

1.051 

150 

150,000 

110,000 

0.113 

2.145 

2.258 

150 

150,000 

110,000 

0.113 

1.502 

1.615 

120 

150,000 

120,000 

0.090 

0.893 

0.983 

120 

100,000 

80,000 

0.012 

0.029 

0.041 

120 

150,000 

120,000 

- 

0.014 

0.014 

120 

150,000 

120,000 

0.090 

0.965 

1.055 


100,000 


150 

150,000 

110,000 

0.023 

1.320 

1.343 

120 

100,000 

80,000 

0.024 

0.077 

0.101 

120 

150,000 

120,000 

0.036 

0.115 

0.151 

120 

150,000 

120,000 

0.036 

0.547 

0.583 

120 

100,000 

80,000 

0.036 

0.307 

0.343 

120 

150,000 

120,000 

- 

0.288 

0.288 

120 

150,000 

120,000 

0.126 

1.426 

1.552 

150 

150,000 

110,000 

0.023 

0.083 

0.106 



























































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



16007001 


Village 

Zone 
(Fresh / 
Saline) 

Type of Area (Command / Non¬ 
command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 

Name 

Census Code 

Area 








sq.km 

sq.km 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

Roda 

0818000702341000 

14.324 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.594 

Rohua 

0819000502380000 

45.189 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.215 

Vagatapura 

0818000702342000 

2.679 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.751 

Wadwaj 

0819000502376100 

31.697 

Fresh 

Non-command 

Non-command 

Jalore Granite 

3.064 




13 0 (RURAL) 


13 S-A 


0801000100001200 


0801000100001000 


0801000100004600 


0801000100004700 


0801000100006600 


0801000100002700 


0801000100013200 


0801000100001100 


0801000100014300 



0801000100011200 


0801000100013100 


0801000100001700 


0801000100012000 


0801000100011800 


0801000100002400 


0801000100016900 


0801000100012100 


0801000100002600 



0801000100012400 


0801000100000400 



Non-command 


River Basin: Outside 


Sub Basin: Fragmented 


Younger Alluvium 


0801000100005300 


0801000100008800 


0801000100000200 



Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.240 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.825 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.042 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.112 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.707 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.705 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.288 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.766 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.227 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.379 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.492 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

6.242 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.264 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.656 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.091 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.072 

Saline 

Gang Canal 

Command 

Younger Alluvium 

5.468 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.526 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

4.056 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.817 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.951 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.005 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.512 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.481 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.459 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.447 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.121 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.439 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.081 

Saline 

Gang Canal 

Command 

Younger Alluvium 

5.430 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.293 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.454 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.214 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.837 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.114 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.306 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

4.440 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.039 

Saline 

Gang Canal 

Command 

Younger Alluvium 

7.089 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.552 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.107 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.930 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.339 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.001 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.170 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

3.632 


Number 
of Wells 
with 

Pumpset 

Number of 
Operational 
Days 

Average Yield 



Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(10) 

(IV 

(12) 

(13) 

2 

150 

150,000 

110,000 

1 

120 

150,000 

120,000 

48 

150 

150,000 

110,000 

13 

120 

100,000 

80,000 

71 

120 

150,000 

120,000 



130 

300,000 

250,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

130 

300,000 

250,000 




MCM 


(15) 


0.033 


0.014 


0.792 


0.125 


1.022 



















































































































































































































































































































































































































































































































































































































































































































Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


0801000100012200 

1.730 

0801000100000100 

13.624 



0801000100012300 

2.231 

0801000100003000 

4.265 



0801000100012500 

2.628 

0801000100002900 

2.820 

0801000100005000 

2.347 



0801000100006500 

2.170 

0801000100012600 

6.482 

0801000100013600 

3.946 

0801000100017100 

3.139 

0801000100020200 

4.030 

0801000100016200 

3.031 



0801000100001300 

5.738 

0801000100001800 

2.263 

0801000100005900 

2.896 

0801000100004900 

2.812 


0801000100004800 

1.934 

0801000100006800 

3.233 

0801000100002800 

3.410 

0801000100006300 

2.489 



0801000100010000 

3.540 

0801000100004300 

4.481 


0801000100012800 

2.714 

0801000100009800 

2.224 


0801000100006900 

3.049 

0801000100012700 

1.177 

0801000100012900 

1.536 

0801000100009900 

5.602 

0801000100007000 

2.974 

0801000100008100 

10.682 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

1.779 

Command 

Younger Alluvium 

1.730 

Command 

Younger Alluvium 

12.673 

Command 

Younger Alluvium 

0.951 

Command 

Younger Alluvium 

2.231 

Command 

Younger Alluvium 

0.767 

Command 

Younger Alluvium 

3.498 

Command 

Younger Alluvium 

4.791 

Command 

Younger Alluvium 

2.565 

Command 

Younger Alluvium 

2.628 

Command 

Younger Alluvium 

2.820 

Command 

Younger Alluvium 

0.686 

Command 

Younger Alluvium 

1.661 

Command 

Younger Alluvium 

1.618 

Command 

Younger Alluvium 

0.050 

Command 

Younger Alluvium 

2.170 

Command 

Younger Alluvium 

6.482 

Command 

Younger Alluvium 

3.946 

Command 

Younger Alluvium 

3.139 

Command 

Younger Alluvium 

4.030 

Command 

Younger Alluvium 

0.010 

Command 

Younger Alluvium 

0.011 

Command 

Younger Alluvium 

2.339 

Command 

Younger Alluvium 

0.494 

Command 

Younger Alluvium 

1.376 

Command 

Younger Alluvium 

0.318 

Command 

Younger Alluvium 

0.233 

Command 

Younger Alluvium 

2.263 

Command 

Younger Alluvium 

1.250 

Command 

Younger Alluvium 

1.479 

Command 

Younger Alluvium 

1.333 

Command 

Younger Alluvium 

1.934 

Command 

Younger Alluvium 

3.233 

Command 

Younger Alluvium 

3.410 

Command 

Younger Alluvium 

1.385 

Command 

Younger Alluvium 

1.103 

Command 

Younger Alluvium 

0.001 

Command 

Younger Alluvium 

4.311 

Command 

Younger Alluvium 

0.088 

Command 

Younger Alluvium 

0.071 

Command 

Younger Alluvium 

4.410 

Command 

Younger Alluvium 

2.714 

Command 

Younger Alluvium 

1.544 

Command 

Younger Alluvium 

0.484 

Command 

Younger Alluvium 

3.049 

Command 

Younger Alluvium 

1.177 

Command 

Younger Alluvium 

1.536 

Command 

Younger Alluvium 

0.748 

Command 

Younger Alluvium 

2.974 

Command 

Younger Alluvium 

2.743 

Command 

Younger Alluvium 

7.938 

Command 

Younger Alluvium 

0.688 

Command 

Younger Alluvium 

2.870 



with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

90 

100,000 

80,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 


































































































































































































































































































































































































































































































































































































































































































































Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


0801000100010900 

3.048 

0801000100007100 

2.350 

0801000100003800 

2.928 


0801000100010700 

2.524 

0801000100007400 

0.867 

0801000100007200 

2.249 

0801000100010800 

1.819 

0801000100003400 

3.471 


0801000100015000 

4.118 

0801000100007500 

2.324 



0801000100020300 

4.729 

0801000100011300 

2.275 


0801000100000900 

4.408 

0801000100005800 

2.434 


0801000100006400 

3.254 

0801000100004400 

3.507 


0801000100006700 

3.494 

0801000100003600 

2.305 

0801000100014900 

2.589 


0801000100007300 

2.766 

0801000100008700 

4.632 

0801000100014800 

2.269 


0801000100007600 

0.915 

0801000100007700 

1.374 


0801000100015200 

5.072 

0801000100003300 

3.588 



0801000100007800 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

0.739 

Command 

Younger Alluvium 

0.585 

Command 

Younger Alluvium 

0.867 

Command 

Younger Alluvium 

0.172 

Command 

Younger Alluvium 

1.650 

Command 

Younger Alluvium 

5.323 

Command 

Younger Alluvium 

1.034 

Command 

Younger Alluvium 

2.350 

Command 

Younger Alluvium 

2.505 

Command 

Younger Alluvium 

0.423 

Command 

Younger Alluvium 

0.065 

Command 

Younger Alluvium 

0.867 

Command 

Younger Alluvium 

2.249 

Command 

Younger Alluvium 

0.886 

Command 

Younger Alluvium 

1.680 

Command 

Younger Alluvium 

1.791 

Command 

Younger Alluvium 

0.313 

Command 

Younger Alluvium 

1.001 

Command 

Younger Alluvium 

1.322 

Command 

Younger Alluvium 

1.384 

Command 

Younger Alluvium 

2.063 

Command 

Younger Alluvium 

2.132 

Command 

Younger Alluvium 

2.797 

Command 

Younger Alluvium 

4.729 

Command 

Younger Alluvium 

0.266 

Command 

Younger Alluvium 

2.009 

Command 

Younger Alluvium 

4.408 

Command 

Younger Alluvium 

0.382 

Command 

Younger Alluvium 

1.683 

Command 

Younger Alluvium 

3.254 

Command 

Younger Alluvium 

2.324 

Command 

Younger Alluvium 

1.183 

Command 

Younger Alluvium 

3.494 

Command 

Younger Alluvium 

2.305 

Command 

Younger Alluvium 

1.653 

Command 

Younger Alluvium 

0.359 

Command 

Younger Alluvium 

2.766 

Command 

Younger Alluvium 

4.632 

Command 

Younger Alluvium 

0.070 

Command 

Younger Alluvium 

2.195 

Command 

Younger Alluvium 

0.915 

Command 

Younger Alluvium 

0.000 

Command 

Younger Alluvium 

1.374 

Command 

Younger Alluvium 

0.310 

Command 

Younger Alluvium 

0.875 

Command 

Younger Alluvium 

2.713 

Command 

Younger Alluvium 

2.654 

Command 

Younger Alluvium 

1.935 

Command 

Younger Alluvium 

2.221 

Command 

Younger Alluvium 

2.840 

Command 

Younger Alluvium 

3.207 

Command 

Younger Alluvium 

1.645 

Command 

Younger Alluvium 

0.477 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

130 

300,000 

250,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

130 

300,000 

250,000 



Tube Wells with 
Wells Pumpset 




















































































































































































































































































































































































































































































































































































































































































































Village 


36 F 


36 H 


37 F 
37 H 


38 F 

38 H 

39 F 
39 H 
4 FA 


4 F-B 


4 F-C 

40 _ 

4S_ 

4T_ 

4 U(RURAL) 


4 V 


4 W 
4 X 
40 F 
40 H-A 

40 H-B 

41 F-A 

41 H 

42 F 

42 H 

43 F 


44 F 


45 F 


46 F (RURAL) 


47 F 
47 FA 


48 F 

49 F 
5 FA 

50 

5 S-A 


5 S-B 


5 U (RURAL) 


Name 


( 2 ) 


Census Code 


(3) 


0801000100014200 


0801000100003100 


0801000100015300 

0801000100008000 


0801000100015500 

0801000100007900 

0801000100015600 

0801000100008400 

0801000100016600 


0801000100020100 


0801000100020400 

0801000100011400 

0801000100001900 

0801000100005700 

0801000100006100 


0801000100004100 


0801000100009500 

0801000100003500 

0801000100015700 

0801000100008600 

0801000100008500 

0801000100015900 

0801000100008300 

0801000100016000 

0801000100008200 

0801000100014100 


0801000100014000 


0801000100013900 


0801000100013800 


0801000100016400 

0801000100016300 


0801000100017500 

0801000100017400 

0801000100013500 

0801000100011500 

0801000100000800 


0801000100000700 


0801000100006000 


Area 

sq.km 

(4) 


2.702 


5.679 


3.489 

7.200 


3.576 

2.219 

4.413 

2.818 

3.522 


3.407 


6.600 

3.100 

3.224 

3.217 

3.253 


2.515 


3.012 

2.862 

4.232 

1.651 

1.853 

1.277 

2.929 

3.709 

2.969 

5.356 


3.851 


2.713 


3.915 


1.282 

2.920 


3.429 

2.583 

3.539 

1.861 

4.659 


3.787 


2.215 


Zone 
(Fresh / 
Saline) 


_ (51 

Saline 

Fresh 

Saline 

Fresh 

Saline 

Saline 

Fresh 

Saline 

Saline 

Saline 

Saline 

Saline 

Fresh 

Saline 

Fresh 

Saline 

Fresh 

Saline 

Fresh 

Saline 

Fresh 

Saline 

Fresh 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 

Fresh 

Saline 

Fresh 

Saline 

Fresh 

Saline 

Fresh 

Saline 

Fresh 

Fresh 

Saline 

Fresh 

Fresh 

Saline 

Saline 

Fresh 

Saline 

Fresh 

Saline 

Saline 


Type of Area (Command / N< 
command) 


_ m 

Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

5.190 

Command 

Younger Alluvium 

1.478 

Command 

Younger Alluvium 

0.841 

Command 

Younger Alluvium 

4.859 

Command 

Younger Alluvium 

0.820 

Command 

Younger Alluvium 

0.270 

Command 

Younger Alluvium 

3.163 

Command 

Younger Alluvium 

4.037 

Command 

Younger Alluvium 

0.157 

Command 

Younger Alluvium 

2.219 

Command 

Younger Alluvium 

0.315 

Command 

Younger Alluvium 

2.818 

Command 

Younger Alluvium 

0.051 

Command 

Younger Alluvium 

3.470 

Command 

Younger Alluvium 

2.297 

Command 

Younger Alluvium 

1.110 

Command 

Younger Alluvium 

4.365 

Command 

Younger Alluvium 

3.100 

Command 

Younger Alluvium 

3.224 

Command 

Younger Alluvium 

0.424 

Command 

Younger Alluvium 

0.310 

Command 

Younger Alluvium 

2.943 

Command 

Younger Alluvium 

2.372 

Command 

Younger Alluvium 

0.143 

Command 

Younger Alluvium 

3.012 

Command 

Younger Alluvium 

2.862 

Command 

Younger Alluvium 

0.331 

Command 

Younger Alluvium 

1.651 

Command 

Younger Alluvium 

1.853 

Command 

Younger Alluvium 

0.352 

Command 

Younger Alluvium 

2.929 

Command 

Younger Alluvium 

0.091 

Command 

Younger Alluvium 

2.969 

Command 

Younger Alluvium 

1.831 

Command 

Younger Alluvium 

2.970 

Command 

Younger Alluvium 

1.659 

Command 

Younger Alluvium 

2.108 

Command 

Younger Alluvium 

2.531 

Command 

Younger Alluvium 

0.009 

Command 

Younger Alluvium 

1.461 

Command 

Younger Alluvium 

2.407 

Command 

Younger Alluvium 

1.205 

Command 

Younger Alluvium 

2.773 

Command 

Younger Alluvium 

0.066 

Command 

Younger Alluvium 

0.151 

Command 

Younger Alluvium 

0.127 

Command 

Younger Alluvium 

3.539 

Command 

Younger Alluvium 

1.861 

Command 

Younger Alluvium 

3.539 

Command 

Younger Alluvium 

1.120 

Command 

Younger Alluvium 

1.736 

Command 

Younger Alluvium 

2.051 

Command 

Younger Alluvium 

2.215 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 

























































































































































































































































































































































































































































































































































































































































































































Village 


Name 

Census Code 

Area 

sq.km 

(2) 

(3) 

(4) 

5 W 

0801000100009600 

2.518 

50 F 

0801000100017300 

3.329 


51 F 

0801000100019800 

3.457 

54 F 

0801000100019900 

5.314 


59 F-B 

0801000100020500 

2.865 

6 FA 

0801000100013400 

2.824 

6 0-A 

0801000100011700 

0.789 

6 0-B 

0801000100011600 

1.095 

6 S 

0801000100002000 

2.061 


6 V 0801000100002500 1.792 


0801000100009400 

2.183 

0801000100021200 

7.576 

0801000100016700 

3.507 

0801000100011900 

2.283 

0801000100002100 

5.043 

0801000100003700 

5.667 


7 W 

0801000100009300 

4.192 

8 FA 

0801000100013300 

2.645 

80 

0801000100009000 

3.044 

8 S 

0801000100002200 

4.299 

8 V 

0801000100004000 

1.485 

8 W 

0801000100009200 

1.821 

9 FA 

0801000100016800 

3.887 

90 

0801000100008900 

3.034 

9 S-A 

0801000100000600 

4.828 



9 W 

0801000100009100 

2.388 

9H 

0801000200023800 

3.654 

Karanpur (m) 

0801000140102000 

1.575 

Kesrisinghpur (m) 

0801000140101000 

3.703 

1 Aim (aldin) 

0803000600560000 

22.986 

1 Mmwm 

0803000700568000 

42.883 

10 Dkd(a) 

0803000200503700 

14.619 

12 Lkd 

0803000700568100 

23.106 

13 Kjd (madhodiggi) 

0803000600562900 

61.555 

13 Kpd (jiyan Wali) 

0803000700568200 

30.955 

16 Lkd 

0803000200503600 

19.970 

2 Brwm 

0803000600561700 

11.287 

2 Dkd 

0803000200504100 

13.304 

2 Gwm 

0803000600562300 

19.079 

2 Kwm 

0803000600560600 

32.134 

2 Lkd 

0803000700568600 

19.529 

2 Pb 

0803000200503400 

17.087 

28 Kjd 

0803000600562500 

24.477 

28 Kyd 

0803000600560400 

38.173 

3 Bld(a) 

0803000200503300 

10.482 


Zone Type of Area (Command / 
(Fresh / command) 

Saline) 


(5) _ (6) 

Saline Gang Canal 

Fresh Gang Canal 

Saline Gang Canal 

Fresh Gang Canal 

Fresh Gang Canal 

Saline Gang Canal 

Fresh Gang Canal 

Saline Gang Canal 

Saline Gang Canal 

Saline Gang Canal 

Fresh Gang Canal 

Saline Gang Canal 

Fresh Gang Canal 

Saline Gang Canal 

Saline Gang Canal 

Fresh Gang Canal 

Saline Gang Canal 

Saline Gang Canal 

Saline Gang Canal 

Fresh Gang Canal 

Saline Gang Canal 

Saline Gang Canal 

Saline Gang Canal 

Saline Gang Canal 

Saline Gang Canal 

Fresh Gang Canal 

Saline Gang Canal 

Saline Gang Canal 

Saline Gang Canal 

Fresh Gang Canal 

Saline Gang Canal 

Fresh Gang Canal 

Saline Gang Canal 

Saline Gang Canal 

Fresh Gang Canal 

Saline Gang Canal 

Saline Gang Canal 

Saline IGNP Canal System Stage 

Saline IGNP Canal System Stage 

Saline IGNP Canal System Stage 

Saline IGNP Canal System Stage 

Saline IGNP Canal System Stage 

Saline IGNP Canal System Stage 

Saline IGNP Canal System Stage 

Saline IGNP Canal System Stage 

Saline IGNP Canal System Stage 

Saline IGNP Canal System Stage 

Saline IGNP Canal System Stage 

Saline IGNP Canal System Stage 

Saline IGNP Canal System Stage 

Saline IGNP Canal System Stage 

Saline IGNP Canal System Stage 

Saline IGNP Canal System Stage 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

2.518 

Command 

Younger Alluvium 

2.106 

Command 

Younger Alluvium 

0.272 

Command 

Younger Alluvium 

0.035 

Command 

Younger Alluvium 

0.704 

Command 

Younger Alluvium 

0.321 

Command 

Younger Alluvium 

0.425 

Command 

Younger Alluvium 

2.824 

Command 

Younger Alluvium 

0.789 

Command 

Younger Alluvium 

1.095 

Command 

Younger Alluvium 

0.490 

Command 

Younger Alluvium 

1.572 

Command 

Younger Alluvium 

1.198 

Command 

Younger Alluvium 

0.594 

Command 

Younger Alluvium 

2.183 

Command 

Younger Alluvium 

0.221 

Command 

Younger Alluvium 

3.507 

Command 

Younger Alluvium 

2.283 

Command 

Younger Alluvium 

5.043 

Command 

Younger Alluvium 

3.704 

Command 

Younger Alluvium 

1.962 

Command 

Younger Alluvium 

4.192 

Command 

Younger Alluvium 

2.645 

Command 

Younger Alluvium 

3.044 

Command 

Younger Alluvium 

4.299 

Command 

Younger Alluvium 

1.485 

Command 

Younger Alluvium 

1.821 

Command 

Younger Alluvium 

3.887 

Command 

Younger Alluvium 

3.034 

Command 

Younger Alluvium 

1.528 

Command 

Younger Alluvium 

3.300 

Command 

Younger Alluvium 

1.576 

Command 

Younger Alluvium 

4.712 

Command 

Younger Alluvium 

2.388 

Command 

Younger Alluvium 

0.010 

Command 

Younger Alluvium 

1.575 

Command 

Younger Alluvium 

3.703 

Command 

Older Alluvium 

4.002 

Command 

Older Alluvium 

18.248 

Command 

Older Alluvium 

14.619 

Command 

Older Alluvium 

3.001 

Command 

Older Alluvium 

41.173 

Command 

Older Alluvium 

4.050 

Command 

Older Alluvium 

16.934 

Command 

Older Alluvium 

7.862 

Command 

Older Alluvium 

13.304 

Command 

Older Alluvium 

18.931 

Command 

Older Alluvium 

11.374 

Command 

Older Alluvium 

19.529 

Command 

Older Alluvium 

16.704 

Command 

Older Alluvium 

4.267 

Command 

Older Alluvium 

5.492 

Command 

Older Alluvium 

10.482 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 
































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



3 Lkd(b) 


3 Pwm 


3 Vgm (guluwali 


31 Kyd 


33 Kjd 


34 Kyd 


4 Awm 


0803000700568500 


0803000600562100 


0803000600562600 


0803000600560100 


0803000600559800 


0803000600560200 


0803000700567600 


Area 


sq.km 


(4) 


24.466 Sa 


22.653 Sa 


31.317 Sa 


25.039 Sa 


35.955 Sa 


35.450 Sa 


12.448 Sa 


4 Bgm 

0803000600562200 

51.755 

Saline 

4 Dkd 

0803000200503800 

18.261 

Saline 

40 Kyd 

0803000600559900 

85.339 

Saline 

5 Awm (a) 

0803000700567700 

17.215 

Saline 



5 Kjd 

0803000600560900 

19.893 

Saline 

5 Pb(a) 

0803000200503200 

10.908 

Saline 

6 Kjd 

0803000600561900 

17.256 

Saline 

7 Phm 

0803000600563600 

8.028 

Saline 

8 Awm (aawa) 

0803000700567900 

21.442 

Saline 

8 Dkd 

0803000200503900 

18.162 

Saline 

Ajeetmana 

0803000300514200 

13.174 

Saline 

Aladin Ka Bera 

0803000600563000 

40.557 

Saline 

Ambaran 

0803000700569600 

13.261 

Saline 


Beriyawali 

0803000600561800 

63.793 

Saline 

Binjharwali 

0803000300514500 

48.654 

Saline 

Chhatragarh 

0803000700567500 

243.063 

Saline 


Dhodha 

0803000200505800 

75.598 

Saline 

Haphasar 

0803000300516400 

72.514 

Saline 

Kakrala 

0803000700568700 

38.227 

Saline 

Karanpura 

0803000200505700 

50.048 

Saline 

Karnali 

0803000300514300 

16.108 

Saline 

Kelan 

0803000700569000 

139.976 

Saline 

Kishanpura (14 Kpd) 

0803000700568300 

74.819 

Saline 

Kunda 

0803000700569400 

48.283 

Saline 


Zone Type of Area (Command / 
(Fresh / command) 

Saline) 


( 6 ) 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


IGNP Canal System : 


Non-command 


Non-command 


IGNP Canal System : 


Non-command 



Lakhawar 

0803000300514100 

32.221 

Saline 

Loonkhan 

0803000700568400 

63.481 

Saline 

Makrasar 

0803000300514400 

39.077 

Saline 

Moti Garh 

0803000700568800 

90.785 

Saline 

Napasariya 

0803000700569500 

34.821 

Saline 


Nosera 

0803000600562800 

93.120 

Saline 

Phalawali 

0803000200504200 

24.528 

Saline 

Rajasar Bhatiyan 

0803000700569700 

120.126 

Saline 


Ramjanwala 

0803000600563400 

14.113 

Saline 

Ranewala 

0803000200504000 

54.471 

Saline 

Ranisar 

0803000200504300 

48.355 

Saline 

Sardarpura 

0803000700568900 

80.088 

Saline 


Non-command 


IGNP Canal System Stage 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage 


IGNP Canal System Stage 


Non-command 


IGNP Canal System Stage 


IGNP Canal System Stage 


IGNP Canal System Stage 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Older Alluvium 

24.466 

Command 

Older Alluvium 

18.352 

Command 

Older Alluvium 

30.235 

Command 

Older Alluvium 

24.738 

Command 

Older Alluvium 

5.427 

Command 

Older Alluvium 

35.450 

Command 

Older Alluvium 

11.655 

Non-command 

Older Alluvium 

0.060 

Command 

Older Alluvium 

51.655 

Command 

Older Alluvium 

18.261 

Command 

Older Alluvium 

72.060 

Command 

Older Alluvium 

15.941 

Non-command 

Older Alluvium 

1.273 

Command 

Older Alluvium 

3.014 

Non-command 

Older Alluvium 

8.861 

Command 

Older Alluvium 

0.047 

Command 

Older Alluvium 

10.908 

Command 

Older Alluvium 

4.438 

Command 

Older Alluvium 

0.048 

Command 

Older Alluvium 

21.442 

Command 

Older Alluvium 

18.162 

Non-command 

Vindhyan Sandstone 

1.066 

Command 

Older Alluvium 

36.074 

Non-command 

Older Alluvium 

9.400 

Non-command 

Vindhyan Sandstone 

1.622 

Command 

Older Alluvium 

46.300 

Non-command 

Vindhyan Sandstone 

11.043 

Command 

Older Alluvium 

24.143 

Non-command 

Older Alluvium 

79.385 

Command 

Older Alluvium 

23.590 

Non-command 

Vindhyan Sandstone 

0.267 

Command 

Older Alluvium 

38.227 

Command 

Older Alluvium 

0.533 

Non-command 

Vindhyan Sandstone 

2.202 

Non-command 

Older Alluvium 

102.349 

Command 

Older Alluvium 

9.478 

Non-command 

Older Alluvium 

17.228 

Non-command 

Tertiary Sandstone 

2.144 

Non-command 

Vindhyan Sandstone 

17.834 

Non-command 

Vindhyan Sandstone 

3.812 

Command 

Older Alluvium 

63.481 

Non-command 

Vindhyan Sandstone 

5.239 

Non-command 

Older Alluvium 

70.282 

Non-command 

Older Alluvium 

29.223 

Non-command 

Vindhyan Sandstone 

5.598 

Command 

Older Alluvium 

36.028 

Command 

Older Alluvium 

16.765 

Non-command 

Older Alluvium 

0.667 

Non-command 

Vindhyan Sandstone 

100.835 

Command 

Older Alluvium 

9.202 

Command 

Older Alluvium 

52.346 

Command 

Older Alluvium 

16.092 

Non-command 

Older Alluvium 

23.549 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 






























































































































































































































































































































































































































































































































































































































































Micro-watershed 




16001003 


Siyasar Chaugan 


Sodhwali 


Tharoosar 


1 BLW 


1 DBN-A 


1 DBN-B 


1 GMD 


1 HDP 


1JRK 


1 LGW 


1 LKS 


1 NP 


1 NRD 


1 PS 



1 TKW-A 


1 TKW-B 


10 BLW 


10JDW 


10 JRK 


10 LKS 


10 MK 


10 MOD 


10 PS 


10 RB-A 


10 RB-B 


10 TK 


11 JRK 


11 LKS-A 


11 LKS-B 


Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


168.840 Saline 


0803000600562700 

142.449 

Saline 

0803000300516300 

42.915 

Saline 

0803000200505900 

38.793 

Saline 


0802000400387900 

3.964 

Saline 

0801000900260700 

2.132 

Saline 

0801000900260600 

1.334 

Saline 

0801000900258500 

1.666 

Saline 

0802000400394900 

2.932 

Saline 

0802000300355800 

3.888 

Fresh 


0802000300363400 

6.134 

Fresh 

0802000400394300 

2.693 

Fresh 



0801000500120600 

2.591 

0801000900258300 

1.580 

0801000400095500 

1.786 



0801000900255200 

4.873 

0801000900265500 

2.902 

0801000500120100 

5.038 


0802000400389200 

1.872 

0802000400389100 

2.839 

0802000400386300 

2.273 

0802000300354700 

3.647 


0802000300354800 

4.143 

0802000400396400 

17.807 

0801000500117700 

2.576 

0802000300361100 

7.948 



0801000500109400 

3.161 

0801000400090400 

0.822 

0801000400089800 

2.785 

0801000500118400 

5.255 

0802000300360500 

3.129 



0802000400390400 

5.003 

0802000400390300 

3.466 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System Stage I 


Non-command 


Sub Basin: 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System Stage I 


Bhakhra Canal 


Bhakhra Canal 


Ghaggar River Bed 


Ghaggar River Bed 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


IGNP Canal System Stage I 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


IGNP Canal System Stage I 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Bhakhra Canal 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Older Alluvium 

23.948 

Non-command 

Older Alluvium 

144.892 

Command 

Older Alluvium 

5.383 

Non-command 

Vindhyan Sandstone 

0.252 

Command 

Older Alluvium 

8.028 

Non-command 

Older Alluvium 

12.063 


with 

Pumpset 


(9) (10) 


18 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 




Command 

Younger Alluvium 

3.964 

Command 

Younger Alluvium 

2.132 

Command 

Younger Alluvium 

1.334 

Command 

Younger Alluvium 

0.255 

Command 

Younger Alluvium 

2.932 

Command 

Younger Alluvium 

0.864 

Command 

Younger Alluvium 

0.288 

Command 

Younger Alluvium 

1.155 

Command 

Younger Alluvium 

0.041 

Command 

Younger Alluvium 

0.025 

Command 

Younger Alluvium 

0.206 

Command 

Younger Alluvium 

0.532 

Command 

Younger Alluvium 

3.442 

Command 

Younger Alluvium 

1.835 

Command 

Younger Alluvium 

1.620 

Command 

Younger Alluvium 

2.577 

Command 

Younger Alluvium 

0.024 

Command 

Younger Alluvium 

0.797 

Command 

Younger Alluvium 

0.989 

Command 

Younger Alluvium 

0.191 

Command 

Younger Alluvium 

0.608 

Command 

Younger Alluvium 

1.834 

Command 

Younger Alluvium 

0.011 

Command 

Younger Alluvium 

1.942 

Command 

Younger Alluvium 

3.096 

Command 

Younger Alluvium 

1.872 

Command 

Younger Alluvium 

2.839 

Command 

Younger Alluvium 

2.273 

Command 

Younger Alluvium 

0.259 

Command 

Younger Alluvium 

0.000 

Command 

Younger Alluvium 

2.859 

Command 

Younger Alluvium 

15.282 

Command 

Younger Alluvium 

2.576 

Command 

Younger Alluvium 

4.327 

Command 

Younger Alluvium 

2.733 

Command 

Younger Alluvium 

0.888 

Command 

Younger Alluvium 

0.328 

Command 

Younger Alluvium 

1.941 

Command 

Younger Alluvium 

3.161 

Command 

Younger Alluvium 

0.327 

Command 

Younger Alluvium 

1.212 

Command 

Younger Alluvium 

5.255 

Command 

Younger Alluvium 

0.602 

Command 

Younger Alluvium 

2.527 

Command 

Younger Alluvium 

5.003 

Command 

Younger Alluvium 

3.466 


90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

150,000 

130,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

90,000 

70,000 

90 

90,000 

70,000 







































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



11 PS 


11 RB 


11 TK (RURAL) 


12 JDW 


12 JRK 


12 LKS 


12 ML 


12 PS 


12 RB 


12 TK 


13 JRK 


13 LGW 


13 LKS 


13 ML 


14 JDW 


14JRK-A 


14 LKS 


14 ML 


0801000500109500 

3.663 

0801000400090000 

3.710 

0801000500118500 

3.942 

0802000300354200 

3.468 

0802000300360600 

3.412 



2.973 Fresh 



0801000900261500 

1.764 

0801000400095700 

2.834 



0801000500109600 

3.695 

0801000400090100 

4.982 

0801000500118600 

2.270 

0802000300354600 

2.081 

0802000400398700 

3.159 

0801000900261600 

1.130 

0801000400095800 

5.826 



0801000500124900 

1.161 

0801000500115600 

1.847 

0801000500117000 

5.083 


0802000300354300 

3.539 

0802000300360700 

3.665 



2.352 Fresh 


Saline 


2.107 Fresh 



0801000900261900 

1.826 

0801000500115700 

4.897 



0801000500124300 


Saline 


2.938 Fresh 


Saline 


2.303 Fresh 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


( 6 ) 


Bhakhra Canal 


Ghaggar River Bed 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Gang Canal 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

3.790 

Command 

Younger Alluvium 

3.420 

Command 

Younger Alluvium 

0.029 

Command 

Younger Alluvium 

2.547 

Command 

Younger Alluvium 

3.663 

Command 

Younger Alluvium 

0.865 

Command 

Younger Alluvium 

3.942 

Command 

Younger Alluvium 

0.065 

Command 

Younger Alluvium 

2.305 

Command 

Younger Alluvium 

1.107 

Command 

Younger Alluvium 

0.315 

Command 

Younger Alluvium 

0.110 

Command 

Younger Alluvium 

1.431 

Command 

Younger Alluvium 

1.764 

Command 

Younger Alluvium 

2.453 

Command 

Younger Alluvium 

0.381 

Command 

Younger Alluvium 

0.474 

Command 

Younger Alluvium 

4.683 

Command 

Younger Alluvium 

0.018 

Command 

Younger Alluvium 

0.731 

Command 

Younger Alluvium 

2.023 

Command 

Younger Alluvium 

3.695 

Command 

Younger Alluvium 

0.021 

Command 

Younger Alluvium 

2.270 

Command 

Younger Alluvium 

2.081 

Command 

Younger Alluvium 

0.131 

Command 

Younger Alluvium 

1.031 

Command 

Younger Alluvium 

2.963 

Command 

Younger Alluvium 

2.864 

Command 

Younger Alluvium 

2.690 

Command 

Younger Alluvium 

0.312 

Command 

Younger Alluvium 

0.125 

Command 

Younger Alluvium 

0.578 

Command 

Younger Alluvium 

1.474 

Command 

Younger Alluvium 

1.161 

Command 

Younger Alluvium 

1.847 

Command 

Younger Alluvium 

3.521 

Command 

Younger Alluvium 

1.562 

Command 

Younger Alluvium 

0.170 

Command 

Younger Alluvium 

3.327 

Command 

Younger Alluvium 

0.338 

Command 

Younger Alluvium 

2.303 

Command 

Younger Alluvium 

0.049 

Command 

Younger Alluvium 

0.269 

Command 

Younger Alluvium 

0.010 

Command 

Younger Alluvium 

1.507 

Command 

Younger Alluvium 

1.609 

Command 

Younger Alluvium 

2.470 

Command 

Younger Alluvium 

2.428 

Command 

Younger Alluvium 

0.025 

Command 

Younger Alluvium 

0.125 

Command 

Younger Alluvium 

1.058 

Command 

Younger Alluvium 

0.014 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

110,000 

90,000 

90 

110,000 

90,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

110,000 

90,000 

90 

100,000 

80,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

120 

150,000 

130,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.041 


0.041 



0.008 

0.008 

0.057 

0.057 




























































































































































































































































































































































































































































































































































































































































































































Village 


Zone 
(Fresh / 
Saline) 


Type of Area (Command / Non¬ 
command) 


14 PS-A 
14 PS-B 


14 TK 


15 JDW 
15 JRK 


15 LGW-A 
15 LGW-C 


15 LKS 
15 LLW-B 
15 MOD-A 


15 MOD-B 


15 NWD 
15 PS 


15 TK 


16 JRK 


16 LKS 
16 MOD 


16 PS 

16 TK 

17 JRK 


17 LGW 
17 LKS 
17 MOD 
17 PS 
17 RB 

17 TK 

18 JRK 


18 LGW-A 
18 MOD 

18 PS 

19 JRK 

19 LGW-A 
19 LGW-B 
19 MOD 
19 PS 
2 BLW-A 
2 BLW-B 
2 DBN 
2 GMD 
2 HDP 


Name 


( 2 ) 


Census Code 


(3) 


0801000500115500 

0801000500115100 


0801000500117300 


0802000300354400 

0802000300354500 


0802000400398800 

0802000400398900 


0801000900262000 

0802000300352600 

0802000400393400 


0802000400393300 


0801000500121900 

0801000500114900 


0801000500117100 


0802000300360900 


0801000900262100 

0802000400393200 


0801000500114700 

0801000500117200 

0802000400391900 


0802000400396500 

0801000900262200 

0802000400393100 

0801000500114600 

0801000500105000 

0801000500117900 

0802000400392000 


0801000900263300 

0802000400393000 

0801000500114300 

0802000300346700 

0801000900261700 

0801000900261800 

0802000400394600 

0801000500114200 

0802000400387800 

0802000400387400 

0801000900260900 

0801000900258600 

0802000400392800 


Area 


sq.km 

(4) 


3.554 

3.069 


3.280 


6.242 

4.137 


1.543 

1.849 


_ (51 

Saline 

Fresh 

Fresh 

Saline 

Fresh 

Saline 

Saline 

Fresh 

Saline 

Fresh 

Fresh 


0.983 

3.194 

4.198 


3.445 


4.678 

4.673 


2.578 


6.065 


0.873 

5.929 


3.113 

3.234 

8.601 


7.916 

1.157 

2.980 

4.499 

4.430 

3.103 

2.191 


0.759 

4.125 

3.793 

5.184 

0.868 

1.088 

3.685 

3.652 

6.605 

4.892 

1.109 

1.221 

3.085 


Saline 

Fresh 

Fresh 

Saline 

Fresh 

Saline 

Saline 

Fresh 

Saline 

Fresh 

Saline 

Fresh 

Saline 

Saline 

Fresh 

Saline 

Saline 

Saline 

Fresh 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 

Fresh 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 


_ ( 6 ) 

Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Ghaggar River Bed 
Bhakhra Canal 
Ghaggar River Bed 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Gang Canal 
Gang Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Gang Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Gang Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
IGNP Canal System Stage I 
Bhakhra Canal 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

0.030 

Command 

Younger Alluvium 

3.554 

Command 

Younger Alluvium 

2.985 

Command 

Younger Alluvium 

0.083 

Command 

Younger Alluvium 

0.536 

Command 

Younger Alluvium 

2.744 

Command 

Younger Alluvium 

0.156 

Command 

Younger Alluvium 

1.923 

Command 

Younger Alluvium 

1.910 

Command 

Younger Alluvium 

0.027 

Command 

Younger Alluvium 

0.094 

Command 

Younger Alluvium 

0.218 

Command 

Younger Alluvium 

0.983 

Command 

Younger Alluvium 

0.130 

Command 

Younger Alluvium 

0.685 

Command 

Younger Alluvium 

3.508 

Command 

Younger Alluvium 

0.691 

Command 

Younger Alluvium 

2.754 

Command 

Younger Alluvium 

0.510 

Command 

Younger Alluvium 

0.067 

Command 

Younger Alluvium 

4.606 

Command 

Younger Alluvium 

1.986 

Command 

Younger Alluvium 

0.592 

Command 

Younger Alluvium 

3.814 

Command 

Younger Alluvium 

2.251 

Command 

Younger Alluvium 

0.873 

Command 

Younger Alluvium 

0.364 

Command 

Younger Alluvium 

5.487 

Command 

Younger Alluvium 

3.113 

Command 

Younger Alluvium 

3.234 

Command 

Younger Alluvium 

4.657 

Command 

Younger Alluvium 

3.944 

Command 

Younger Alluvium 

2.323 

Command 

Younger Alluvium 

1.157 

Command 

Younger Alluvium 

2.980 

Command 

Younger Alluvium 

4.499 

Command 

Younger Alluvium 

0.556 

Command 

Younger Alluvium 

3.103 

Command 

Younger Alluvium 

0.985 

Command 

Younger Alluvium 

1.206 

Command 

Younger Alluvium 

0.024 

Command 

Younger Alluvium 

4.125 

Command 

Younger Alluvium 

3.793 

Command 

Younger Alluvium 

0.673 

Command 

Younger Alluvium 

0.364 

Command 

Younger Alluvium 

0.299 

Command 

Younger Alluvium 

3.502 

Command 

Younger Alluvium 

3.652 

Command 

Younger Alluvium 

6.605 

Command 

Younger Alluvium 

4.892 

Command 

Younger Alluvium 

1.109 

Command 

Younger Alluvium 

1.036 

Command 

Younger Alluvium 

3.085 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

100,000 

80,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 






































































































































































































































































































































































































































































































































































































































































































































































Village 


Zone 
(Fresh / 
Saline) 


Type of Area (Command / Non¬ 
command) 


2 JRK 
2 LGW 
2 LKS 


2 MK 
2 MOD-B 


2 NP 
2 PS 
2 RB 
2 RM-A 
2 TK 
20 JRK 


20 MOD 
20 NP 


20 PS 

21 JRK 


21 LGW 
21 MOD 
21 PS 
21/23 NP 


22 JRK 


22 LGW-A 
22 LGW-C 
22 MOD 

22 PS(RURAL) 

23 JRK-A 


23 JRK-B 


23 MOD-1 
23 MOD-II 
23 PS-A(RURAL) 

23 PS-C _ 

23 STB 


23 STB-A 


24 JRK 


24 LGW 
24 MOD 
24 NP 

24 PS 

25 JRK 

25 LGW-A 


25 LGW-B 


Name 


( 2 ) 


Census Code 


_ ( 3 ) 

0802000300359700 

0802000400393900 

0802000400394400 


0801000500116300 

0802000300361800 


0801000500120500 

0801000400095600 

0801000400091700 

0801000900255100 

0801000500118000 

0802000400392100 


0802000400392900 

0801000500124500 


0801000500114000 

0802000400392200 


0801000900262300 

0802000400395600 

0801000500113900 

0801000500125000 


0802000400392300 


0801000900262400 

0801000900259600 

0802000400394800 

0801000500113800 

0802000400391800 


0802000400391500 


0802000400395500 

0802000400395100 

0801000500113700 

0801000500113400 

0801000900265300 


0801000900265400 


0802000400392400 


0801000900259700 

0802000400395300 

0801000500133100 

0801000500109700 

0802000400392500 

0801000900259400 


0801000900259500 


Area 


sq.km 

( 4 ) 

3.033 

9.359 

2.010 


3.438 

3.845 


_ (51 

Fresh 

Fresh 

Fresh 

Saline 

Fresh 

Fresh 


3.303 

4.288 

2.762 

5.373 

4.471 

3.694 


5.373 

2.764 


4.040 

3.913 


1.701 

3.788 

3.718 

4.060 


3.965 


2.996 

1.312 

4.430 

3.039 

19.545 


10.654 


3.423 

3.326 

3.091 

3.160 

3.031 


Fresh 

Fresh 

Saline 

Saline 

Saline 

Fresh 

Saline 

Saline 

Fresh 

Saline 

Saline 

Fresh 

Saline 

Saline 

Saline 

Saline 

Fresh 

Saline 

Fresh 

Saline 

Saline 

Saline 

Saline 

Saline 

Fresh 

Saline 

Fresh 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 


2.198 


Saline 


4.853 


2.197 

2.822 

3.492 

3.932 

2.823 

1.314 


Fresh 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 


2.334 


Saline 


_ ( 6 ) 

Ghaggar River Bed 

Ghaggar River Bed 

Bhakhra Canal 

Bhakhra Canal 

Gang Canal 

Bhakhra Canal 

Ghaggar River Bed 

Gang Canal 

Gang Canal 

Gang Canal 

Gang Canal 

Gang Canal 

Bhakhra Canal 

Bhakhra Canal 

Bhakhra Canal 

Gang Canal 

Gang Canal 

Gang Canal 

Bhakhra Canal 

Bhakhra Canal 

Bhakhra Canal 

Bhakhra Canal 

Gang Canal 

Gang Canal 

Gang Canal 

Bhakhra Canal 

Bhakhra Canal 

Bhakhra Canal 

Bhakhra Canal 

Bhakhra Canal 

Gang Canal 

Bhakhra Canal 

Bhakhra Canal 

Bhakhra Canal 

Bhakhra Canal 

Bhakhra Canal 

Bhakhra Canal 

Gang Canal 

Gang Canal 

Bhakhra Canal 

IGNP Canal System Stage I 

Bhakhra Canal 

IGNP Canal System Stage I 

Bhakhra Canal 

Bhakhra Canal 

Bhakhra Canal 

Bhakhra Canal 

Gang Canal 

Gang Canal 

Bhakhra Canal 

Bhakhra Canal 

IGNP Canal System Stage I 

Bhakhra Canal 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Command 

Younger Alluvium 

0.529 

Command 

Younger Alluvium 

0.202 

Command 

Younger Alluvium 

0.035 

Command 

Younger Alluvium 

1.329 

Command 

Younger Alluvium 

3.438 

Command 

Younger Alluvium 

0.005 

Command 

Younger Alluvium 

0.035 

Command 

Younger Alluvium 

3.114 

Command 

Younger Alluvium 

4.288 

Command 

Younger Alluvium 

0.144 

Command 

Younger Alluvium 

2.331 

Command 

Younger Alluvium 

4.471 

Command 

Younger Alluvium 

1.197 

Command 

Younger Alluvium 

2.497 

Command 

Younger Alluvium 

5.373 

Command 

Younger Alluvium 

2.471 

Command 

Younger Alluvium 

0.007 

Command 

Younger Alluvium 

4.040 

Command 

Younger Alluvium 

1.017 

Command 

Younger Alluvium 

2.896 

Command 

Younger Alluvium 

0.375 

Command 

Younger Alluvium 

3.788 

Command 

Younger Alluvium 

3.718 

Command 

Younger Alluvium 

2.415 

Command 

Younger Alluvium 

1.143 

Command 

Younger Alluvium 

0.023 

Command 

Younger Alluvium 

3.942 

Command 

Younger Alluvium 

1.690 

Command 

Younger Alluvium 

0.590 

Command 

Younger Alluvium 

4.430 

Command 

Younger Alluvium 

3.039 

Command 

Younger Alluvium 

8.921 

Command 

Younger Alluvium 

10.624 

Command 

Younger Alluvium 

3.479 

Command 

Younger Alluvium 

7.174 

Command 

Younger Alluvium 

3.423 

Command 

Younger Alluvium 

3.326 

Command 

Younger Alluvium 

3.091 

Command 

Younger Alluvium 

3.160 

Command 

Younger Alluvium 

0.457 

Command 

Younger Alluvium 

0.274 

Command 

Younger Alluvium 

0.091 

Command 

Younger Alluvium 

1.320 

Command 

Younger Alluvium 

0.003 

Command 

Younger Alluvium 

4.850 

Command 

Younger Alluvium 

1.850 

Command 

Younger Alluvium 

2.822 

Command 

Younger Alluvium 

0.049 

Command 

Younger Alluvium 

3.932 

Command 

Younger Alluvium 

2.823 

Command 

Younger Alluvium 

0.261 

Command 

Younger Alluvium 

1.037 

Command 

Younger Alluvium 

1.667 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

90 

150,000 

130,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

120 

150,000 

130,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

120 

150,000 

130,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 


































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 



25 MOD 


25 NP 


25 PS-A(RURAL) 


25 PS-B(RURAL) 


26JRK 


26 MOD 


26 NP 


26 PS-A 


26 PS-B 


27JRK 


27 ML 


27 MOD-A 


27 MOD-B 


27 NP-A 


27 PS 


28 JRK 


28 ML-A 


28 ML-B 


28 MOD 


28 NP 


28 PS 


29 JRK 


29 MOD-A 


29 MOD-B 


29 NP 


29 PS-A 


29 PS-B 


3 BLW 


3 DBN 


3 GMD 


3 HDP 


3 JRK 


3 LGW 


3 LKS 


3 MOD 


3 NP 


3 NRD-A 


3 NRD-B 


3 PS 


3 RB-A 


3 RPM 


Census Code 

Area 


sq.km 

(3) 

(4) 



0802000400395200 

5.883 

0801000500133000 

1.600 

0801000500113500 

2.092 

0801000500113600 

2.013 

0802000400391400 

3.348 

0801000900261100 

1.663 

0801000500119600 

5.357 

0801000500109800 

3.090 

0801000500109900 

3.078 

0802000400392600 

4.076 

0801000400096000 

3.302 

0801000900261200 

1.324 

0801000900261300 

1.541 

0801000500119500 

5.306 




0801000500110000 

4.076 

0802000400391300 

3.916 

0801000500115900 

4.643 

0801000500116000 

3.855 

0801000900261400 

1.823 

0801000500119300 

4.750 


0801000500110100 

4.618 

0802000400391200 

1.992 

0802000400390500 

3.259 

0802000400390200 

9.019 

0801000500119200 

3.004 


0801000500113200 

3.012 

0801000500111000 

3.550 

0802000400387700 

3.274 

0801000900260500 

1.048 

0801000900258700 

1.110 

0802000400392700 

4.895 

0802000300355700 

3.827 


0802000400394000 

3.558 

Fresh 

0802000400394500 

4.134 

Fresh 



0802000300361700 

2.415 

0801000500120400 

4.842 



0801000900258200 

1.126 

0801000900258100 

3.357 

0801000500115400 

2.541 

0801000400091600 

1.850 

0801000500121000 

3.730 



IGNP Canal System Stage I 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System Stage I 


Bhakhra Canal 


Bhakhra Canal 


Ghaggar River Bed 


Ghaggar River Bed 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Ghaggar River Bed 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

0.667 

Command 

Younger Alluvium 

5.883 

Command 

Younger Alluvium 

0.129 

Command 

Younger Alluvium 

2.092 

Command 

Younger Alluvium 

2.013 

Command 

Younger Alluvium 

3.348 

Command 

Younger Alluvium 

1.663 

Command 

Younger Alluvium 

5.357 

Command 

Younger Alluvium 

3.090 

Command 

Younger Alluvium 

3.078 

Command 

Younger Alluvium 

4.076 

Command 

Younger Alluvium 

3.302 

Command 

Younger Alluvium 

1.324 

Command 

Younger Alluvium 

1.541 

Command 

Younger Alluvium 

2.249 

Command 

Younger Alluvium 

1.917 

Command 

Younger Alluvium 

2.815 

Command 

Younger Alluvium 

2.264 

Command 

Younger Alluvium 

4.076 

Command 

Younger Alluvium 

3.916 

Command 

Younger Alluvium 

4.643 

Command 

Younger Alluvium 

3.855 

Command 

Younger Alluvium 

1.823 

Command 

Younger Alluvium 

0.523 

Command 

Younger Alluvium 

4.227 

Command 

Younger Alluvium 

3.308 

Command 

Younger Alluvium 

1.992 

Command 

Younger Alluvium 

3.259 

Command 

Younger Alluvium 

9.019 

Command 

Younger Alluvium 

0.044 

Command 

Younger Alluvium 

2.960 

Command 

Younger Alluvium 

3.012 

Command 

Younger Alluvium 

0.416 

Command 

Younger Alluvium 

3.274 

Command 

Younger Alluvium 

1.048 

Command 

Younger Alluvium 

0.950 

Command 

Younger Alluvium 

4.895 

Command 

Younger Alluvium 

1.983 

Command 

Younger Alluvium 

0.565 

Command 

Younger Alluvium 

0.027 

Command 

Younger Alluvium 

0.178 

Command 

Younger Alluvium 

0.000 

Command 

Younger Alluvium 

3.854 

Command 

Younger Alluvium 

2.493 

Command 

Younger Alluvium 

0.175 

Command 

Younger Alluvium 

0.791 

Command 

Younger Alluvium 

4.424 

Command 

Younger Alluvium 

0.403 

Command 

Younger Alluvium 

0.327 

Command 

Younger Alluvium 

2.303 

Command 

Younger Alluvium 

2.541 

Command 

Younger Alluvium 

0.147 

Command 

Younger Alluvium 

1.473 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 








































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


3 TK 


3 TKW 


30JRK 


30 ML 


30 MOD 


30 NP 


31JRK 


31 ML 


31 MOD 


31 NP 


31 RB I 


32 MOD 


32 NP 


32 RB 


33 RB 


34 LLW 


34 MOD 


34 RB 


35 LLW 


35 ML 


36 LLW 


36 MOD 


36 NP 


36 RB-A 


0801000500118100 


0802000400388500 


0802000400391100 


0801000500115800 


0801000900261000 


0801000500119000 


0802000400391000 


0801000500116700 


0802000400387000 


0801000500118900 


0801000400093900 




0801000900260800 

3.117 

0801000500118700 

5.744 

0801000400094200 

2.661 



0801000400095400 

4.090 

0802000400389300 

27.932 

0802000400386900 

1.093 

0801000400094300 

3.114 


0802000400391600 

9.708 

0801000500120800 

2.859 



0801000500132800 

3.506 

0801000400094500 

3.411 



0802000400389400 

5.371 

0802000400386500 

3.679 


0801000500126100 

1.565 

0801000400094600 

2.539 



37 LLW-A 


37 LLW-B 


0802000400389600 

1.635 

0802000400389700 

3.995 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

4.060 

Command 

Younger Alluvium 

2.381 

Command 

Younger Alluvium 

2.230 

Command 

Younger Alluvium 

3.580 

Command 

Younger Alluvium 

1.596 

Command 

Younger Alluvium 

2.469 

Command 

Younger Alluvium 

3.803 

Command 

Younger Alluvium 

4.130 

Command 

Younger Alluvium 

6.158 

Command 

Younger Alluvium 

2.769 

Command 

Younger Alluvium 

5.473 

Command 

Younger Alluvium 

0.008 

Command 

Younger Alluvium 

1.731 

Command 

Younger Alluvium 

0.102 

Command 

Younger Alluvium 

3.245 

Command 

Younger Alluvium 

0.586 

Command 

Younger Alluvium 

1.918 

Command 

Younger Alluvium 

0.584 

Command 

Younger Alluvium 

3.117 

Command 

Younger Alluvium 

5.744 

Command 

Younger Alluvium 

0.098 

Command 

Younger Alluvium 

2.563 

Command 

Younger Alluvium 

0.280 

Command 

Younger Alluvium 

12.889 

Command 

Younger Alluvium 

2.802 

Command 

Younger Alluvium 

0.801 

Command 

Younger Alluvium 

1.895 

Command 

Younger Alluvium 

1.741 

Command 

Younger Alluvium 

0.230 

Command 

Younger Alluvium 

0.475 

Command 

Younger Alluvium 

4.090 

Command 

Younger Alluvium 

17.983 

Command 

Younger Alluvium 

1.093 

Command 

Younger Alluvium 

0.055 

Command 

Younger Alluvium 

3.058 

Command 

Younger Alluvium 

9.708 

Command 

Younger Alluvium 

0.029 

Command 

Younger Alluvium 

0.044 

Command 

Younger Alluvium 

1.390 

Command 

Younger Alluvium 

0.002 

Command 

Younger Alluvium 

0.004 

Command 

Younger Alluvium 

1.385 

Command 

Younger Alluvium 

2.006 

Command 

Younger Alluvium 

5.371 

Command 

Younger Alluvium 

0.762 

Command 

Younger Alluvium 

2.917 

Command 

Younger Alluvium 

0.008 

Command 

Younger Alluvium 

1.121 

Command 

Younger Alluvium 

1.264 

Command 

Younger Alluvium 

0.675 

Command 

Younger Alluvium 

1.239 

Command 

Younger Alluvium 

1.635 

Command 

Younger Alluvium 

3.995 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

120 

150,000 

130,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



38 LLW-A 


38 LLW-B 


38 MOD 


39 LLW 


39 MOD 


4 BLW 


4 DBN 


4 GMD 


4 HDP 


4 JRK 


4 LKS-A 


4 LKS-B 


4 MK 


4 MOD 


4 NP 


4 PS-A 


4 PS-B 


4 RB 


4 TK 


4 TKW 


4 UMW 


40 LLW 


40 LLW-A 


40 RB 


41 LLW 


41 LNP 


41 RB 


42 LNP I 


42 NP 


42 RB 


43 LLW 


0801000400089100 


0801000500120000 


0801000300073300 


0802000400388300 


0802000400388600 


0802000400390000 


0802000400389900 


0801000400091100 


Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


0802000400389500 

1.378 

0802000400388200 

11.690 

0802000400386600 

3.006 



0802000400389800 

2.165 

0801000900260100 

24.838 



0802000400387600 

2.811 

0801000900260200 

0.906 

0801000900258800 

1.456 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System Stage I 


0802000400395000 

3.576 

Saline 

Bhakhra Canal 

0802000300355300 

3.185 

Fresh 

Bhakhra Canal 



0802000400394700 

3.524 

0802000400395800 

3.140 

0801000500116600 

4.081 

0802000300361500 

4.917 

0801000500120300 

2.005 


0801000500115300 

1.476 

0801000500115200 

1.913 




0802000400388000 

7.507 

0801000400100400 

4.248 

0801000400091000 

3.769 



0801000400100100 

5.365 

0801000500125500 

2.705 

0801000400090900 

3.169 

0801000300073000 

0.489 

0802000400388100 

8.095 


Ghaggar River Bed 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Ghaggar River Bed 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

1.187 

Command 

Younger Alluvium 

0.144 

Command 

Younger Alluvium 

1.381 

Command 

Younger Alluvium 

1.118 

Command 

Younger Alluvium 

0.041 

Command 

Younger Alluvium 

2.646 

Command 

Younger Alluvium 

1.771 

Command 

Younger Alluvium 

1.040 

Command 

Younger Alluvium 

1.378 

Command 

Younger Alluvium 

11.690 

Command 

Younger Alluvium 

0.449 

Command 

Younger Alluvium 

2.558 

Command 

Younger Alluvium 

1.457 

Command 

Younger Alluvium 

1.520 

Command 

Younger Alluvium 

2.165 

Command 

Younger Alluvium 

18.041 

Command 

Younger Alluvium 

6.797 

Command 

Younger Alluvium 

1.294 

Command 

Younger Alluvium 

1.673 

Command 

Younger Alluvium 

2.811 

Command 

Younger Alluvium 

0.906 

Command 

Younger Alluvium 

0.001 

Command 

Younger Alluvium 

1.456 

Command 

Younger Alluvium 

3.576 

Command 

Younger Alluvium 

1.083 

Command 

Younger Alluvium 

0.638 

Command 

Younger Alluvium 

3.524 

Command 

Younger Alluvium 

3.140 

Command 

Younger Alluvium 

4.081 

Command 

Younger Alluvium 

4.865 

Command 

Younger Alluvium 

1.611 

Command 

Younger Alluvium 

0.394 

Command 

Younger Alluvium 

1.476 

Command 

Younger Alluvium 

1.145 

Command 

Younger Alluvium 

0.767 

Command 

Younger Alluvium 

0.535 

Command 

Younger Alluvium 

2.698 

Command 

Younger Alluvium 

1.347 

Command 

Younger Alluvium 

4.447 

Command 

Younger Alluvium 

7.422 

Command 

Younger Alluvium 

1.493 

Command 

Younger Alluvium 

1.271 

Command 

Younger Alluvium 

1.116 

Command 

Younger Alluvium 

1.530 

Command 

Younger Alluvium 

7.507 

Command 

Younger Alluvium 

0.263 

Command 

Younger Alluvium 

2.343 

Command 

Younger Alluvium 

1.107 

Command 

Younger Alluvium 

2.600 

Command 

Younger Alluvium 

1.295 

Command 

Younger Alluvium 

0.056 

Command 

Younger Alluvium 

0.035 

Command 

Younger Alluvium 

8.095 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

90,000 

70,000 

90 

90,000 

70,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

120 

150,000 

130,000 

90 

150,000 

130,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.013 






































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 




44 LLW 


44 LNP 


44 NP 


44 RB 


45 LLW 


45 LNP 


45 PS 


45 RB 


46 LLW 


46 LNP 


46 RB-A 


46 RB-B 


47 LLW 


47 RB 


48 LNP 



49 LNP 


5 BLW 


5 DBN 


5GMD 


5 HDP-A 


5 HDP-B 


5 JRK 


5 LGW 


5 LKS-A 


5 LKS-B 


5 MK 


5 NP 


5 NRD 


5 PS 


5 RB 


5 TK 


5 TKW 


5 UMW 


50 LNP 


Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


Census Code 

Area 


sq.km 

(3) 

(4) 

0801000400093400 

4.181 

0801000500125700 

1.915 

0801000400090600 

4.165 



0801000300072800 

0.226 

0801000400096600 

3.312 

0801000500125600 

2.470 

0801000400090800 

3.374 


0801000400086600 

0.591 

0801000400096500 

2.977 

0801000500118800 

4.063 

0801000400090700 

2.981 

0801000400086500 

0.577 

0801000400093600 

5.477 

0801000400090300 

4.246 

0801000400090500 

1.328 

0801000400086700 

8.286 

0802000400386100 

4.773 



0801000400090200 

2.593 

Saline 

0801000400100600 

4.835 

Saline 



0801000400094800 

4.764 

0801000400095300 

4.914 


Saline 


22.477 Saline 


0802000400386000 

3.071 

Saline 

0801000400100500 

4.345 

Saline 

0802000400387500 

2.578 

Saline 


0801000900260400 

0.900 

Saline 

0801000900258900 

1.036 

Saline 



0802000400390900 

3.335 

0802000400390800 

2.271 

0802000300359800 

2.970 

0802000400394200 

3.379 

0802000400395900 

2.317 

0802000400396000 

1.891 

0801000500115000 

4.458 




0801000500122100 

4.870 

Fresh 

0801000900258000 

6.076 

Saline 

0801000500114800 

3.554 

Saline 

0801000400089200 

5.352 

Saline 

0801000500119900 

3.179 

Saline 

0802000400388400 

3.637 

Saline 

0802000400388800 

4.778 

Saline 

0801000400100700 

3.656 

Saline 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


IGNP Canal System Stage I 


Bhakhra Canal 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Ghaggar River Bed 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

0.001 

Command 

Younger Alluvium 

0.028 

Command 

Younger Alluvium 

0.021 

Command 

Younger Alluvium 

4.021 

Command 

Younger Alluvium 

0.009 

Command 

Younger Alluvium 

3.214 

Command 

Younger Alluvium 

0.171 

Command 

Younger Alluvium 

2.548 

Command 

Younger Alluvium 

0.808 

Command 

Younger Alluvium 

0.531 

Command 

Younger Alluvium 

2.977 

Command 

Younger Alluvium 

4.063 

Command 

Younger Alluvium 

0.099 

Command 

Younger Alluvium 

0.371 

Command 

Younger Alluvium 

5.042 

Command 

Younger Alluvium 

3.939 

Command 

Younger Alluvium 

1.291 

Command 

Younger Alluvium 

7.134 

Command 

Younger Alluvium 

1.052 

Command 

Younger Alluvium 

3.721 

Command 

Younger Alluvium 

0.000 

Command 

Younger Alluvium 

0.237 

Command 

Younger Alluvium 

0.735 

Command 

Younger Alluvium 

4.764 

Command 

Younger Alluvium 

2.444 

Command 

Younger Alluvium 

2.470 

Command 

Younger Alluvium 

18.366 

Command 

Younger Alluvium 

0.141 

Command 

Younger Alluvium 

3.071 

Command 

Younger Alluvium 

2.999 

Command 

Younger Alluvium 

2.441 

Command 

Younger Alluvium 

0.138 

Command 

Younger Alluvium 

0.900 

Command 

Younger Alluvium 

0.387 

Command 

Younger Alluvium 

0.648 

Command 

Younger Alluvium 

3.335 

Command 

Younger Alluvium 

2.271 

Command 

Younger Alluvium 

1.941 

Command 

Younger Alluvium 

0.026 

Command 

Younger Alluvium 

2.317 

Command 

Younger Alluvium 

1.891 

Command 

Younger Alluvium 

1.267 

Command 

Younger Alluvium 

3.191 

Command 

Younger Alluvium 

0.006 

Command 

Younger Alluvium 

1.003 

Command 

Younger Alluvium 

0.052 

Command 

Younger Alluvium 

3.512 

Command 

Younger Alluvium 

3.554 

Command 

Younger Alluvium 

0.159 

Command 

Younger Alluvium 

3.179 

Command 

Younger Alluvium 

3.637 

Command 

Younger Alluvium 

4.205 

Command 

Younger Alluvium 

1.209 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 
















































































































































































































































































































































































































































































































































































































































































































































Village 


Zone 
(Fresh / 
Saline) 


Type of Area (Command / Non¬ 
command) 



Census Code 

Area 


sq.km 

(3) 

(4) 



0801000400093000 



3.108 Fresh 


Saline 


6.689 Saline 



0801000400099900 

1.836 

0801000400095000 

3.563 


0801000400099800 

1.622 

0801000500108700 

3.019 


0801000400100000 

1.574 

0801000500108600 

1.678 

0801000500108500 

1.251 


0801000400096700 

3.942 

0801000500108800 

3.197 

0801000400099600 

3.894 

0801000500108400 

2.361 


0801000400096400 

4.229 

0801000500108300 

2.796 


0801000400097000 

2.003 

0801000400096900 

1.334 

0801000500108900 

3.405 

0802000400387300 

4.280 


0801000900260300 

1.419 

Saline 

0801000900259000 

1.088 

Saline 


0802000400390700 

3.810 

Saline 

0802000300355000 

3.912 

Fresh 

0802000300354900 

4.702 

Fresh 



0802000400395700 

3.709 

0801000500116500 

3.285 


0801000500117400 

2.902 

0802000300361400 

2.945 

0801000500122700 

5.131 



0801000500114500 

4.106 

0801000500118200 

3.690 

0801000300073200 

1.608 

0802000400388700 

3.982 

0801000400096200 

2.629 

0801000500109000 

3.133 


( 6 ) 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


IGNP Canal System 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Ghaggar River Bed 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


System Stage I 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

0.056 

Command 

Younger Alluvium 

1.158 

Command 

Younger Alluvium 

1.949 

Command 

Younger Alluvium 

3.897 

Command 

Younger Alluvium 

0.438 

Command 

Younger Alluvium 

0.022 

Command 

Younger Alluvium 

3.415 

Command 

Younger Alluvium 

1.169 

Command 

Younger Alluvium 

1.577 

Command 

Younger Alluvium 

1.836 

Command 

Younger Alluvium 

0.075 

Command 

Younger Alluvium 

3.488 

Command 

Younger Alluvium 

1.622 

Command 

Younger Alluvium 

0.008 

Command 

Younger Alluvium 

3.011 

Command 

Younger Alluvium 

1.574 

Command 

Younger Alluvium 

1.678 

Command 

Younger Alluvium 

0.036 

Command 

Younger Alluvium 

1.216 

Command 

Younger Alluvium 

3.942 

Command 

Younger Alluvium 

3.197 

Command 

Younger Alluvium 

3.894 

Command 

Younger Alluvium 

0.876 

Command 

Younger Alluvium 

1.485 

Command 

Younger Alluvium 

4.229 

Command 

Younger Alluvium 

2.388 

Command 

Younger Alluvium 

0.408 

Command 

Younger Alluvium 

2.003 

Command 

Younger Alluvium 

1.334 

Command 

Younger Alluvium 

3.405 

Command 

Younger Alluvium 

2.867 

Command 

Younger Alluvium 

1.413 

Command 

Younger Alluvium 

1.419 

Command 

Younger Alluvium 

0.016 

Command 

Younger Alluvium 

1.072 

Command 

Younger Alluvium 

3.810 

Command 

Younger Alluvium 

0.020 

Command 

Younger Alluvium 

2.889 

Command 

Younger Alluvium 

0.701 

Command 

Younger Alluvium 

0.003 

Command 

Younger Alluvium 

3.709 

Command 

Younger Alluvium 

1.648 

Command 

Younger Alluvium 

1.638 

Command 

Younger Alluvium 

2.902 

Command 

Younger Alluvium 

0.569 

Command 

Younger Alluvium 

0.445 

Command 

Younger Alluvium 

0.224 

Command 

Younger Alluvium 

4.106 

Command 

Younger Alluvium 

3.690 

Command 

Younger Alluvium 

0.303 

Command 

Younger Alluvium 

3.982 

Command 

Younger Alluvium 

2.629 

Command 

Younger Alluvium 

0.076 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

100,000 

80,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

120 

150,000 

130,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 













































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


61 LNP 


61 RB 


63 LNP 


63 RB-A 


63 RB-B 


64 LNPI 


64 LNPI 


65 LNP 


65 RB 


66 LNP 


66 RB 


67 LNP 


67 RB 


68 LNP 


68 RB 


69 LNP 


69 RB 


7 BLW 


7GMD-A 


7GMD-B 


7 HDP 


7 JRK 


7 LKS 


7 MK 


7 MOD 


7 NP-A 


7 TKW (TAKHRAWALI) 


70 LNP 


70 RB 


71 LNP 


71 RB 


72 LNP 


72 RB 


73 LNP I 


73 LNP II 


73 RB 


74 LNP 


75 LNP 


76 LNP 


0801000400096300 

1.071 

0801000500108200 

2.974 



0801000400099400 

1.867 

0801000500108100 

2.903 



0801000400099500 

0.861 

0801000500109200 

2.636 

0801000500109100 

2.730 



0801000400098900 


0801000400098800 


0801000400099300 


0801000500108000 


0801000400099200 


0801000500107900 


0801000400097200 


0801000500107800 


0801000400097100 


0801000500107700 


0801000400099000 


0801000500107600 


0802000400387200 





1.726 Saline 


2.720 Saline 


0801000900259200 

1.207 

0801000900259100 

0.692 

0802000400390100 

4.905 

0802000300360200 

3.224 

0802000400396100 

3.372 

0801000500117500 

2.821 

0802000300361300 

3.237 

0801000500122800 

3.213 



0801000500114400 

4.605 

0801000500118300 

3.790 

0801000300073100 

1.585 

0801000400099100 

3.178 

0801000500107500 

3.341 

0801000400098100 

1.915 

0801000500105600 

2.729 

0801000400098000 

3.469 

0801000500105700 

2.169 

0801000400097300 

3.747 

0801000400097400 

1.235 

0801000500105900 

4.261 

0801000400097900 

3.710 

0801000400097800 

2.258 

0801000400097700 

0.552 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


IGNP Canal System Stage I 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Gang Canal 


Ghaggar River Bed 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

3.057 

Command 

Younger Alluvium 

1.071 

Command 

Younger Alluvium 

1.124 

Command 

Younger Alluvium 

1.456 

Command 

Younger Alluvium 

1.867 

Command 

Younger Alluvium 

1.007 

Command 

Younger Alluvium 

0.590 

Command 

Younger Alluvium 

0.861 

Command 

Younger Alluvium 

2.468 

Command 

Younger Alluvium 

0.074 

Command 

Younger Alluvium 

2.656 

Command 

Younger Alluvium 

4.072 

Command 

Younger Alluvium 

1.651 

Command 

Younger Alluvium 

2.100 

Command 

Younger Alluvium 

2.767 

Command 

Younger Alluvium 

5.480 

Command 

Younger Alluvium 

3.165 

Command 

Younger Alluvium 

2.368 

Command 

Younger Alluvium 

1.800 

Command 

Younger Alluvium 

6.430 

Command 

Younger Alluvium 

3.740 

Command 

Younger Alluvium 

2.624 

Command 

Younger Alluvium 

3.248 

Command 

Younger Alluvium 

0.160 

Command 

Younger Alluvium 

2.955 

Command 

Younger Alluvium 

1.459 

Command 

Younger Alluvium 

0.267 

Command 

Younger Alluvium 

2.564 

Command 

Younger Alluvium 

0.155 

Command 

Younger Alluvium 

1.207 

Command 

Younger Alluvium 

0.692 

Command 

Younger Alluvium 

4.905 

Command 

Younger Alluvium 

2.846 

Command 

Younger Alluvium 

3.372 

Command 

Younger Alluvium 

2.821 

Command 

Younger Alluvium 

3.205 

Command 

Younger Alluvium 

0.017 

Command 

Younger Alluvium 

0.865 

Command 

Younger Alluvium 

4.605 

Command 

Younger Alluvium 

3.790 

Command 

Younger Alluvium 

0.031 

Command 

Younger Alluvium 

3.178 

Command 

Younger Alluvium 

3.341 

Command 

Younger Alluvium 

1.915 

Command 

Younger Alluvium 

2.378 

Command 

Younger Alluvium 

3.469 

Command 

Younger Alluvium 

1.712 

Command 

Younger Alluvium 

3.747 

Command 

Younger Alluvium 

1.235 

Command 

Younger Alluvium 

0.431 

Command 

Younger Alluvium 

3.710 

Command 

Younger Alluvium 

2.257 

Command 

Younger Alluvium 

0.552 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 














































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



77 LNP 


78 LNP 


78 RB 


79 LNP I 


79 LNP II 


79 RB-A 


79 RB-B 


8 BLW 


8 DBN 


8 HDP 


8 JRK 


8 LGW-A 


8 LKS 


8 MK 


8 MOD 


8 PS 


8 RB 


8 STG-B 


8 TK 


80 LNP 


80 RB 


81 LNP 


81 RB 


82 LNP 


82 RB 


83 LNP 


83 RB 


84 LNP 


84 RB-A 


85 LNP 


85 RB 


9 BLW 


9 DBN 


9 LKS-A 


9 LKS-B 


9 MK 


9 MOD 


0801000400097500 


0801000400098200 


0801000500105800 


0801000400098700 


0801000400098600 


0801000500107400 


0801000500107300 


0802000400386200 


0801000900259900 


0802000400390600 


0802000300360300 


0802000400397000 



0802000400395400 


0801000500117800 


0802000300361000 



Saline 


4.607 Fresh 


Saline 


13.653 Saline 


3.431 Saline 


3.606 Fresh 



0801000500114100 

4.466 

0801000400089700 

2.299 

0802000300363300 

6.472 


0801000500119800 

5.386 

Saline 

0801000400098300 

3.265 

Saline 

0801000500107100 

2.909 

Saline 

0801000400098400 

1.665 

Saline 

0801000500107000 

3.687 

Saline 

0801000400098500 

4.393 

Saline 


0801000500107200 

5.639 

Saline 

0801000400100800 

4.421 

Saline 


0801000500106900 

2.863 

Saline 

0801000400100900 

1.420 

Saline 

0801000500106800 

2.117 

Saline 

0801000500120900 

3.181 

Saline 

0801000500106700 

2.291 

Saline 

0802000400386400 

4.256 

Saline 

0801000900259800 

4.068 

Saline 



0802000400396200 

2.652 

Saline 

0802000400396300 

2.246 

Saline 

0801000500117600 

4.461 

Saline 

0802000300361200 

4.294 

Fresh 


Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


( 6 ) 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Ghaggar River Bed 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


IGNP Canal System Stage I 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


IGNP Canal System Stage I 


Bhakhra Canal 


Ghaggar River Bed 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Command 

Younger Alluvium 

3.065 

Command 

Younger Alluvium 

1.438 

Command 

Younger Alluvium 

6.314 

Command 

Younger Alluvium 

2.925 

Command 

Younger Alluvium 

1.904 

Command 

Younger Alluvium 

0.950 

Command 

Younger Alluvium 

2.926 

Command 

Younger Alluvium 

5.517 

Command 

Younger Alluvium 

1.871 

Command 

Younger Alluvium 

4.058 

Command 

Younger Alluvium 

3.367 

Command 

Younger Alluvium 

0.609 

Command 

Younger Alluvium 

1.193 

Command 

Younger Alluvium 

0.088 

Command 

Younger Alluvium 

0.051 

Command 

Younger Alluvium 

0.008 

Command 

Younger Alluvium 

1.211 

Command 

Younger Alluvium 

13.653 

Command 

Younger Alluvium 

3.431 

Command 

Younger Alluvium 

0.780 

Command 

Younger Alluvium 

0.319 

Command 

Younger Alluvium 

2.507 

Command 

Younger Alluvium 

1.457 

Command 

Younger Alluvium 

1.187 

Command 

Younger Alluvium 

4.466 

Command 

Younger Alluvium 

0.367 

Command 

Younger Alluvium 

0.387 

Command 

Younger Alluvium 

0.567 

Command 

Younger Alluvium 

5.386 

Command 

Younger Alluvium 

3.265 

Command 

Younger Alluvium 

0.043 

Command 

Younger Alluvium 

1.665 

Command 

Younger Alluvium 

0.019 

Command 

Younger Alluvium 

4.324 

Command 

Younger Alluvium 

0.069 

Command 

Younger Alluvium 

5.615 

Command 

Younger Alluvium 

2.532 

Command 

Younger Alluvium 

1.737 

Command 

Younger Alluvium 

0.032 

Command 

Younger Alluvium 

1.420 

Command 

Younger Alluvium 

0.792 

Command 

Younger Alluvium 

2.015 

Command 

Younger Alluvium 

0.019 

Command 

Younger Alluvium 

4.256 

Command 

Younger Alluvium 

1.072 

Command 

Younger Alluvium 

1.260 

Command 

Younger Alluvium 

1.736 

Command 

Younger Alluvium 

0.110 

Command 

Younger Alluvium 

2.615 

Command 

Younger Alluvium 

2.143 

Command 

Younger Alluvium 

1.080 

Command 

Younger Alluvium 

4.461 

Command 

Younger Alluvium 

0.112 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

150,000 

130,000 



Tube Wells with 
Wells Pumpset 






















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


16001004 


Village 

Zone 
(Fresh / 
Saline) 

Type of Area (Command / Non¬ 
command) 

Name 


Census Code 

Area 






sq.km 



( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 



9 PS 


9 TK 


9 TKW 


9 UTS 


Amargarh 


Amarsar 


Baranwali 


Chak Chitha 


Faqirwali Barani 


Ghamandia Barani 


Jiwandesar 


Kishanpura Barani 


Lakha Tiba 


Likhmewala 


Mukalawa 


Raisinghnagar (m) 


Ratanpura Barani 


Ridmalsar Barani 


Sardarpura Barani 


Thakari-a 


Thakari-b 


1 AMP-A 


1 AMP-B 


1 B 


1 BNW (HAKMABAD) 


1 BWM-A 


1 BWM-B 


1 BWSM 


0801000500109300 

5.087 

0801000500119700 

4.183 

0801000300072900 

2.353 

0802000400389000 

1.211 

0801000500125200 

1.874 


0801000500112900 

6.217 

0801000500116800 

0.979 

0801000400095900 

1.824 

0801000400094400 

2.636 


0801000400096800 

3.159 

0801000400093700 

5.038 



0801000400093500 

1.008 

0801000500110200 

38.210 

0801000500113300 

2.218 

0801000500120200 

4.413 



0.525 Saline 


0801000540107000 

1.807 

0801000400097600 

4.516 

0801000400096100 

3.065 

0801000400099700 

1.155 

0801000500113000 

11.356 

0801000500113100 

3.603 

0802000100304300 

1.834 

0802000100304200 

1.611 

0801000200025800 

2.846 



0801000400081900 

5.396 

0802000100311000 

2.763 



2.625 Fresh 


Saline 


0801000300056200 

3.992 

0801000500130100 

1.943 



0801000500130200 

1.002 

Saline 

0801000500128900 

1.582 

Saline 


Ghaggar River Bed 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


IGNP Canal System Stage I 


Gang Canal 


IGNP Canal System Stage I 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Non-command 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Gang Canal 


IGNP Canal System Stage I 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Command 

Younger Alluvium 

3.891 

Command 

Younger Alluvium 

2.476 

Command 

Younger Alluvium 

0.391 

Command 

Younger Alluvium 

5.087 

Command 

Younger Alluvium 

4.183 

Command 

Younger Alluvium 

0.040 

Command 

Younger Alluvium 

1.211 

Command 

Younger Alluvium 

1.024 

Command 

Younger Alluvium 

0.245 

Command 

Younger Alluvium 

1.773 

Command 

Younger Alluvium 

0.957 

Command 

Younger Alluvium 

1.824 

Command 

Younger Alluvium 

0.800 

Command 

Younger Alluvium 

0.871 

Command 

Younger Alluvium 

3.159 

Command 

Younger Alluvium 

0.364 

Command 

Younger Alluvium 

3.380 

Command 

Younger Alluvium 

0.123 

Command 

Younger Alluvium 

1.498 

Command 

Younger Alluvium 

0.663 

Command 

Younger Alluvium 

7.814 

Command 

Younger Alluvium 

2.218 

Command 

Younger Alluvium 

1.496 

Command 

Younger Alluvium 

1.885 

Command 

Younger Alluvium 

0.340 

Command 

Younger Alluvium 

0.027 

Command 

Younger Alluvium 

0.071 

Command 

Younger Alluvium 

0.156 

Command 

Younger Alluvium 

1.807 

Command 

Younger Alluvium 

4.516 

Command 

Younger Alluvium 

3.065 

Command 

Younger Alluvium 

1.155 

Command 

Younger Alluvium 

6.640 

Command 

Younger Alluvium 

3.603 

Command 

Younger Alluvium 

1.834 

Command 

Younger Alluvium 

1.611 

Command 

Younger Alluvium 

0.406 

Command 

Younger Alluvium 

2.440 

Command 

Younger Alluvium 

0.623 

Command 

Younger Alluvium 

2.317 

Command 

Younger Alluvium 

4.441 

Command 

Younger Alluvium 

2.064 

Command 

Younger Alluvium 

5.396 

Command 

Younger Alluvium 

2.750 

Non-command 

Younger Alluvium 

0.013 

Command 

Younger Alluvium 

0.007 

Command 

Younger Alluvium 

2.618 

Command 

Younger Alluvium 

3.992 

Command 

Younger Alluvium 

0.044 

Command 

Younger Alluvium 

0.417 

Command 

Younger Alluvium 

1.000 

Command 

Younger Alluvium 

0.077 

Command 

Younger Alluvium 

1.110 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

90 

150,000 

130,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

100,000 

80,000 

120 

200,000 

200,000 

90 

220,000 

180,000 

90 

220,000 

180,000 

90 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 















































































































































































































































































































































































































































































































































































































































































































Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



1 FFB 


1 FFB-A (RURAL) 


0801000200027100 


0801000200040100 


0801000400078300 


0802000200322800 


0801000200027300 


0801000200034400 


0801000400081200 


0802000100316100 


0802000100303600 


0801000200028300 


0801000200038000 


0801000400079800 


0801000400088200 



0801000200028600 


0801000200042100 



0801000200028800 


0801000200046900 



0801000500101200 

2.374 

0801000100016100 

3.887 

0801000100022000 

2.398 


0801000500103300 

3.253 

0801000400082300 

2.240 



0801000200044500 

2.571 

0801000200047900 

3.324 

0802000100303400 

1.561 


0802000100304900 

3.661 

0801000200029000 

2.115 




0801000400089300 

3.259 

0802000300355800 

3.888 

0801000200033600 

2.622 

0802000200320500 

3.845 

0801000400086000 

4.069 

0802000300351000 

4.197 



0801000300058900 

4.118 

0802000100302600 

5.051 

0801000200036800 

2.927 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Command 

Younger Alluvium 

2.555 

Command 

Younger Alluvium 

3.393 

Command 

Younger Alluvium 

3.988 

Command 

Younger Alluvium 

1.023 

Command 

Younger Alluvium 

3.378 

Command 

Younger Alluvium 

2.597 

Command 

Younger Alluvium 

0.284 

Command 

Younger Alluvium 

2.945 

Command 

Younger Alluvium 

3.082 

Command 

Younger Alluvium 

3.077 

Command 

Younger Alluvium 

2.034 

Command 

Younger Alluvium 

2.686 

Command 

Younger Alluvium 

2.784 

Command 

Younger Alluvium 

2.592 

Command 

Younger Alluvium 

0.190 

Command 

Younger Alluvium 

2.497 

Command 

Younger Alluvium 

0.952 

Command 

Younger Alluvium 

2.902 

Command 

Younger Alluvium 

1.575 

Command 

Younger Alluvium 

0.001 

Command 

Younger Alluvium 

3.309 

Command 

Younger Alluvium 

0.017 

Command 

Younger Alluvium 

2.374 

Command 

Younger Alluvium 

3.887 

Command 

Younger Alluvium 

0.318 

Command 

Younger Alluvium 

2.080 

Command 

Younger Alluvium 

3.253 

Command 

Younger Alluvium 

1.002 

Command 

Younger Alluvium 

1.238 

Command 

Younger Alluvium 

1.216 

Command 

Younger Alluvium 

4.837 

Command 

Younger Alluvium 

0.132 

Command 

Younger Alluvium 

0.386 

Command 

Younger Alluvium 

1.921 

Command 

Younger Alluvium 

2.571 

Command 

Younger Alluvium 

3.324 

Command 

Younger Alluvium 

0.012 

Command 

Younger Alluvium 

1.548 

Command 

Younger Alluvium 

3.661 

Command 

Younger Alluvium 

0.167 

Command 

Younger Alluvium 

1.949 

Command 

Younger Alluvium 

1.342 

Command 

Younger Alluvium 

1.750 

Command 

Younger Alluvium 

3.259 

Command 

Younger Alluvium 

0.019 

Command 

Younger Alluvium 

2.622 

Command 

Younger Alluvium 

3.845 

Command 

Younger Alluvium 

4.069 

Command 

Younger Alluvium 

1.798 

Command 

Younger Alluvium 

2.399 

Command 

Younger Alluvium 

4.118 

Command 

Younger Alluvium 

5.051 

Command 

Younger Alluvium 

2.927 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

110,000 

90,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

90 

220,000 

180,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

90 

220,000 

180,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

100,000 

80,000 

90 

110,000 

90,000 

120 

200,000 

200,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 





















































































































































































































































































































































































































































































































































































































































































































































Village 


Name 


_ (21 

ILL _ 

1 LLG _ 

1 LLW 


1 LNP 


1 M 
1 MJD 


1 MKS-A 


1 MKS-B 


1 ML 
1 MM 
1 MMK 


1 NGR _ 

1 NKR (LAMBI DHAB) 

1 NN _ 

1 NTW _ 

1 NWN _ 

10 _ 

1 PP 


1 PTP(SANTPURA) 
1 R 


1 RB 


1 RRW 

1 RTP(RURAL) 
ISBN 


1 SDP _ 

ISPS _ 

1 SNG _ 

1SPM (SARDARPURA) 
1 STP 


rr_ 

1 UMW 
1 UTS 

1Y_ _ 

1Z _ 

1:00 AM 
1:00 PM 


10 F 


10 HH 
10 LL 
10 LNP 


Census Code 


_ (3) 

0801000200048300 

0801000300069100 

0802000100317900 


0801000200034600 


0801000100010100 

0802000100315700 


0802000200322200 


0802000200322100 


0801000200038100 

0801000100015400 

0802000100317200 


0802000200321700 

0802000100310100 

0801000400077900 

0802000100315200 

0802000300356200 

0801000100014500 

0801000400085900 


0802000100304600 

0801000100001200 


0801000400091800 


0802000100318300 

0802000100315500 

0802000200320300 


0801000300069000 

0801000300057400 

0802000100311300 

0801000300074300 

0802000100303500 


0801000100005500 

0801000300074400 

0802000300347600 

0801000200034300 

0801000200035200 

0801000200039400 

0801000200030800 


0801000200032600 


0801000200054100 

0801000200049900 

0801000200038400 


Area 

sq.km 

(4) 

2.882 

6.939 

2.067 


3.215 


2.777 

1.541 


3.046 


2.121 


3.671 

4.817 

3.681 


3.733 

6.836 

4.327 

3.255 

7.329 

1.611 

4.571 


5.767 

5.261 


3.494 


6.098 

0.448 

4.397 


3.176 

4.136 

1.291 

1.678 

2.586 


2.171 

3.313 

2.531 

3.618 

1.184 

1.776 

1.805 


3.237 


3.091 

3.498 

2.578 


Zone 
(Fresh / 
Saline) 


_ (51 

Saline 

Saline 

Fresh 

Saline 

Fresh 

Saline 

Saline 

Fresh 

Saline 

Fresh 

Saline 

Fresh 

Saline 

Fresh 

Saline 

Fresh 

Saline 

Saline 

Saline 

Saline 

Fresh 

Saline 

Saline 

Fresh 

Saline 

Saline 

Fresh 

Saline 

Fresh 

Saline 

Saline 

Fresh 

Fresh 

Saline 

Saline 

Saline 

Fresh 

Saline 

Fresh 

Saline 

Saline 

Saline 

Saline 

Fresh 

Fresh 

Fresh 

Fresh 

Saline 

Fresh 

Saline 

Fresh 

Saline 

Fresh 


Type of Area (Command / N< 
command) 


_ m 

Gang Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Gang Canal 
Gang Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Gang Canal 
Bhakhra Canal 
Bhakhra Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Bhakhra Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Gang Canal 
Bhakhra Canal 
Bhakhra Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Bhakhra Canal 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

2.882 

Command 

Younger Alluvium 

6.939 

Command 

Younger Alluvium 

0.656 

Command 

Younger Alluvium 

1.411 

Command 

Younger Alluvium 

0.063 

Command 

Younger Alluvium 

3.152 

Command 

Younger Alluvium 

2.777 

Command 

Younger Alluvium 

0.797 

Command 

Younger Alluvium 

0.744 

Command 

Younger Alluvium 

1.533 

Command 

Younger Alluvium 

1.052 

Command 

Younger Alluvium 

0.596 

Command 

Younger Alluvium 

0.959 

Command 

Younger Alluvium 

3.671 

Command 

Younger Alluvium 

4.817 

Command 

Younger Alluvium 

2.686 

Command 

Younger Alluvium 

0.995 

Command 

Younger Alluvium 

3.733 

Command 

Younger Alluvium 

6.836 

Command 

Younger Alluvium 

4.327 

Command 

Younger Alluvium 

3.255 

Command 

Younger Alluvium 

1.152 

Command 

Younger Alluvium 

0.004 

Command 

Younger Alluvium 

4.569 

Command 

Younger Alluvium 

0.002 

Command 

Younger Alluvium 

5.767 

Command 

Younger Alluvium 

1.991 

Command 

Younger Alluvium 

1.778 

Command 

Younger Alluvium 

0.846 

Command 

Younger Alluvium 

1.850 

Command 

Younger Alluvium 

2.820 

Command 

Younger Alluvium 

0.448 

Command 

Younger Alluvium 

2.567 

Command 

Younger Alluvium 

1.830 

Command 

Younger Alluvium 

3.176 

Command 

Younger Alluvium 

4.136 

Command 

Younger Alluvium 

1.291 

Command 

Younger Alluvium 

1.678 

Command 

Younger Alluvium 

0.018 

Command 

Younger Alluvium 

2.568 

Command 

Younger Alluvium 

2.171 

Command 

Younger Alluvium 

3.313 

Command 

Younger Alluvium 

2.531 

Command 

Younger Alluvium 

3.618 

Command 

Younger Alluvium 

1.184 

Command 

Younger Alluvium 

1.776 

Command 

Younger Alluvium 

0.431 

Command 

Younger Alluvium 

1.374 

Command 

Younger Alluvium 

0.818 

Command 

Younger Alluvium 

2.419 

Command 

Younger Alluvium 

3.091 

Command 

Younger Alluvium 

3.498 

Command 

Younger Alluvium 

0.457 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

220,000 

180,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

220,000 

180,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

100,000 

80,000 

90 

220,000 

180,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

220,000 

180,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

220,000 

180,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

220,000 

180,000 

90 

100,000 

80,000 

90 

220,000 

180,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

100 

150,000 

130,000 

100 

150,000 

130,000 

100 

150,000 

130,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

100,000 

80,000 

100 

150,000 

130,000 



Tube Wells with 
Wells Pumpset 
































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



10 BNW 


10 DLP 


10 EEA 


10 G 


10 H 


10JDW 


10 KRW 


10 KSD 


10 LLG 


10 MJD 


10 MKS-A 


10 MKS-B 


10 MMK 


10 PTP 


10 RB-A 


10 RB-B 


10SBN 


10SDP 


10 SDS (KHATSAJAWAR) 


10SPM 


10 TKW 


10:00 AM 


11 AF 


Census Code 

Area 


sq.km 

(3) 

(4) 



0801000200054300 

3.452 

0801000200029900 

2.964 

0801000200030000 

5.485 

0801000200033800 

1.974 

0801000200039800 

1.396 

0802000100312800 

1.753 

0801000400079600 

4.630 

0802000100311800 

2.264 




Saline 


1.904 Fresh 



0801000300060900 

3.966 

0802000300349900 

9.305 

0801000400092200 

5.356 



0801000200045400 

4.810 

0801000100001100 

5.281 

0802000300354700 

3.647 



0801000300059500 

5.595 

0802000100301800 

6.479 


0801000300066900 

3.992 

0802000100313900 

4.325 


0802000200323500 

3.644 

0802000200323600 

1.878 

0802000300350300 

2.617 




0802000100306500 

3.792 

0801000400090400 

0.822 

0801000400089800 

2.785 

0802000200321400 

6.099 

0801000300068600 

3.902 

0801000300063000 

3.812 

0801000300071800 

2.238 

0801000300072700 

0.650 

0801000200044400 

5.964 

0801000200033400 

4.751 



0801000200033500 

2.851 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Non-command 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

2.121 

Command 

Younger Alluvium 

3.452 

Command 

Younger Alluvium 

2.964 

Command 

Younger Alluvium 

5.485 

Command 

Younger Alluvium 

1.974 

Command 

Younger Alluvium 

1.396 

Command 

Younger Alluvium 

1.753 

Command 

Younger Alluvium 

4.630 

Command 

Younger Alluvium 

2.145 

Command 

Younger Alluvium 

0.119 

Command 

Younger Alluvium 

0.006 

Command 

Younger Alluvium 

0.001 

Non-command 

Younger Alluvium 

0.000 

Command 

Younger Alluvium 

1.472 

Command 

Younger Alluvium 

0.425 

Command 

Younger Alluvium 

3.966 

Command 

Younger Alluvium 

9.305 

Command 

Younger Alluvium 

3.428 

Command 

Younger Alluvium 

1.928 

Command 

Younger Alluvium 

0.545 

Command 

Younger Alluvium 

3.436 

Command 

Younger Alluvium 

4.810 

Command 

Younger Alluvium 

1.225 

Command 

Younger Alluvium 

0.150 

Command 

Younger Alluvium 

3.237 

Command 

Younger Alluvium 

0.296 

Command 

Younger Alluvium 

0.988 

Command 

Younger Alluvium 

5.595 

Command 

Younger Alluvium 

0.009 

Command 

Younger Alluvium 

6.470 

Command 

Younger Alluvium 

3.992 

Command 

Younger Alluvium 

0.714 

Command 

Younger Alluvium 

3.610 

Command 

Younger Alluvium 

2.911 

Command 

Younger Alluvium 

1.825 

Command 

Younger Alluvium 

1.684 

Command 

Younger Alluvium 

0.933 

Command 

Younger Alluvium 

1.554 

Command 

Younger Alluvium 

3.045 

Command 

Younger Alluvium 

0.007 

Command 

Younger Alluvium 

0.944 

Command 

Younger Alluvium 

3.792 

Command 

Younger Alluvium 

0.495 

Command 

Younger Alluvium 

1.572 

Command 

Younger Alluvium 

6.099 

Command 

Younger Alluvium 

3.902 

Command 

Younger Alluvium 

3.812 

Command 

Younger Alluvium 

2.238 

Command 

Younger Alluvium 

0.650 

Command 

Younger Alluvium 

5.964 

Command 

Younger Alluvium 

0.417 

Command 

Younger Alluvium 

4.334 

Command 

Younger Alluvium 

2.851 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

100 

150,000 

130,000 

90 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

220,000 

180,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

220,000 

180,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

220,000 

180,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

220,000 

180,000 

90 

90,000 

70,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 













































































































































































































































































































































































































































































































































































































































































































































Village 


Name 


_ (21 

11 HH 


11 LL 
11 ML 
11 Q 


11 Y 
11 Z 
11 AMP 
11 BB 
11 BGP 


11 BGS 
11 BNW 
11 DLP 


11 EEA 
11 FF-A 
11 FF-B 


11 G 
11 H 
11JDW 
11 KRW 
11 KSD 


11 LLG 
11 LLW 


11 MJD 


11 MMK 


11 PTP(KISHANPURA UTRADA) 

11 RB _ 

11SBN _ 

11SDP _ 

USDS _ 

11SPM 


11TKW 


11LNP 
12 F 


12 HH 


12 LL 
12 Q 
12 Z 
12 AMP 
12 BB 
12 BGP 


Census Code 


_ (3) 

0801000200053500 


0801000200050200 

0801000200053900 

0801000200032700 


0801000200032300 

0801000200037200 

0802000100309700 

0801000400078500 

0802000100311900 


0801000300055100 

0801000300061100 

0802000300349800 


0801000400088300 

0801000100019400 

0801000100019600 


0801000200045300 

0801000100001700 

0802000300354000 

0801000300064400 

0802000100301500 


0801000300067400 

0802000300352200 


0802000100313800 


0802000300350600 


0802000100305800 

0801000400090000 

0802000100319600 

0801000300068200 

0801000300062800 

0801000300071900 


0801000300072600 


0801000200042900 

0801000200033300 


0801000200054000 


0801000200050300 

0801000200032800 

0801000200039900 

0802000100309600 

0801000400079700 

0802000100312000 


Area 

sq.km 

(4) 

1.686 


2.040 

5.028 

3.843 


2.460 

2.550 

4.867 

1.699 

2.818 


0.688 

6.529 

3.254 


3.188 

1.129 

2.673 


4.831 

3.541 

2.543 

4.063 

6.180 


6.647 

2.707 


2.738 


3.559 


4.362 

3.710 

3.045 

4.196 

6.361 

3.590 


Zone 
(Fresh / 
Saline) 


_ (51 

Fresh 

Saline 

Saline 

Fresh 

Fresh 

Saline 

Saline 

Saline 

Saline 

Saline 

Fresh 

Saline 

Saline 

Saline 

Fresh 

Saline 

Saline 

Saline 

Fresh 

Saline 

Saline 

Fresh 

Saline 

Saline 

Fresh 

Saline 

Saline 

Fresh 

Saline 

Fresh 

Saline 

Fresh 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 


1.505 


Saline 


4.141 

3.410 


2.674 


4.426 

4.009 

1.965 

3.168 

5.722 

2.715 


Fresh 

Fresh 

Saline 

Fresh 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 

Fresh 


Type of Area (Command / N< 
command) 


_ m 

Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Bhakhra Canal 
Gang Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Gang Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Gang Canal 
Bhakhra Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Bhakhra Canal 
Gang Canal 
Bhakhra Canal 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 

Number 
of Tube 
Wells 



sq.km 


(6) 

(7) 

(8) 

(9) 

Command 

Younger Alluvium 

0.674 

5 

Command 

Younger Alluvium 

1.012 

7 

Command 

Younger Alluvium 

2.040 

8 

Command 

Younger Alluvium 

5.028 

42 

Command 

Younger Alluvium 

2.182 

6 

Command 

Younger Alluvium 

1.660 

5 

Command 

Younger Alluvium 

2.460 

35 

Command 

Younger Alluvium 

2.550 

5 

Command 

Younger Alluvium 

4.867 

13 

Command 

Younger Alluvium 

1.699 

10 

Command 

Younger Alluvium 

2.563 

7 

Command 

Younger Alluvium 

0.255 

1 

Command 

Younger Alluvium 

0.688 

10 

Command 

Younger Alluvium 

6.529 

8 

Command 

Younger Alluvium 

0.507 

2 

Command 

Younger Alluvium 

2.746 

12 

Command 

Younger Alluvium 

3.188 

28 

Command 

Younger Alluvium 

1.129 

16 

Command 

Younger Alluvium 

0.497 

3 

Command 

Younger Alluvium 

2.176 

15 

Command 

Younger Alluvium 

4.831 

18 

Command 

Younger Alluvium 

1.420 

13 

Command 

Younger Alluvium 

2.543 

11 

Command 

Younger Alluvium 

4.063 

8 

Command 

Younger Alluvium 

0.017 

- 

Command 

Younger Alluvium 

6.163 

10 

Command 

Younger Alluvium 

6.647 

3 

Command 

Younger Alluvium 

0.397 

4 

Command 

Younger Alluvium 

0.076 

1 

Command 

Younger Alluvium 

0.055 

- 

Command 

Younger Alluvium 

2.683 

5 

Command 

Younger Alluvium 

1.152 

3 

Command 

Younger Alluvium 

2.407 

6 

Command 

Younger Alluvium 

4.362 

7 

Command 

Younger Alluvium 

2.845 

8 

Command 

Younger Alluvium 

3.045 

8 

Command 

Younger Alluvium 

4.196 

3 

Command 

Younger Alluvium 

6.361 

8 

Command 

Younger Alluvium 

2.533 

6 

Command 

Younger Alluvium 

1.057 

3 

Command 

Younger Alluvium 

1.391 

7 

Command 

Younger Alluvium 

0.114 

1 

Command 

Younger Alluvium 

4.141 

22 

Command 

Younger Alluvium 

0.030 

- 

Command 

Younger Alluvium 

3.380 

16 

Command 

Younger Alluvium 

2.511 

26 

Command 

Younger Alluvium 

0.163 

2 

Command 

Younger Alluvium 

4.426 

7 

Command 

Younger Alluvium 

4.009 

25 

Command 

Younger Alluvium 

1.965 

10 

Command 

Younger Alluvium 

3.168 

8 

Command 

Younger Alluvium 

5.722 

14 

Command 

Younger Alluvium 

2.346 

10 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

220,000 

180,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

220,000 

180,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

220,000 

180,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

220,000 

180,000 



Tube Wells with 
Wells Pumpset 





































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


12 KRW 


12 KSD 


12 LLG 


12 MJD 


12 MMK 


12 PTP 


12 RB 


12SBN 


12SDP 


12SDS 


12SPM 


12LNP 


13 LNP I 


13 LNP II 


13 Q 


13 Z 


13 AMP 


13 BB 


13 BGP 


13 EEA 


13 FF 


13 G 


13 H 


13 JDW 


13 JRK 


13 KRW 


13 KSD 


sq.km 


( 4 ) ( 5 ) 


Saline 


3.187 Fresh 


Saline 


0801000300061000 

5.318 

0801000400092100 

3.815 



0801000200045200 

5.351 

0801000100001600 

1.930 


0801000300063800 

3.726 

0802000100301600 

3.495 

0801000300067900 

2.875 

0802000100313700 

1.208 

0802000300350400 

2.926 


0802000100306100 

4.946 

0801000400090100 

4.982 

0802000100319800 

2.075 

0801000300068300 

2.950 

0801000300062700 

4.663 

0801000300073900 

5.254 

0801000200043000 

2.460 



0801000200043400 

1.299 

0801000200047300 

2.458 

0801000200033000 

3.806 


0801000200040000 

4.961 

0802000100312900 

2.582 

0801000400078400 

4.083 

0802000100312100 

2.656 



0801000400088500 

4.519 

0801000100023300 

2.913 

0801000200045100 

2.436 

0801000100005200 

4.591 



0802000300354100 

3.286 

0802000300354600 

2.081 

0801000300064100 

2.138 

0801000300058600 

0.407 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 

Number 
of Tube 
Wells 



sq.km 


( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

Command 

Younger Alluvium 

0.369 

2 

Command 

Younger Alluvium 

0.133 

1 

Command 

Younger Alluvium 

0.422 

2 

Command 

Younger Alluvium 

2.632 

10 

Command 

Younger Alluvium 

5.318 

7 

Command 

Younger Alluvium 

0.847 

2 

Command 

Younger Alluvium 

2.967 

8 

Command 

Younger Alluvium 

0.444 

1 

Command 

Younger Alluvium 

2.386 

7 

Command 

Younger Alluvium 

5.351 

10 

Command 

Younger Alluvium 

0.172 

1 

Command 

Younger Alluvium 

1.758 

14 

Command 

Younger Alluvium 

0.003 

- 

Command 

Younger Alluvium 

3.400 

23 

Command 

Younger Alluvium 

3.726 

2 

Command 

Younger Alluvium 

3.495 

9 

Command 

Younger Alluvium 

2.875 

2 

Command 

Younger Alluvium 

1.208 

7 

Command 

Younger Alluvium 

1.482 

14 

Command 

Younger Alluvium 

1.443 

14 

Command 

Younger Alluvium 

4.946 

7 

Command 

Younger Alluvium 

4.961 

17 

Command 

Younger Alluvium 

2.075 

5 

Command 

Younger Alluvium 

2.950 

1 

Command 

Younger Alluvium 

4.663 

9 

Command 

Younger Alluvium 

5.254 

7 

Command 

Younger Alluvium 

0.116 

2 

Command 

Younger Alluvium 

2.344 

33 

Command 

Younger Alluvium 

0.098 

1 

Command 

Younger Alluvium 

1.734 

19 

Command 

Younger Alluvium 

0.954 

5 

Command 

Younger Alluvium 

0.103 

1 

Command 

Younger Alluvium 

1.299 

18 

Command 

Younger Alluvium 

2.458 

19 

Command 

Younger Alluvium 

2.373 

5 

Command 

Younger Alluvium 

1.433 

3 

Command 

Younger Alluvium 

4.961 

7 

Command 

Younger Alluvium 

2.582 

9 

Command 

Younger Alluvium 

4.083 

7 

Command 

Younger Alluvium 

2.463 

7 

Command 

Younger Alluvium 

0.194 

1 

Command 

Younger Alluvium 

0.444 

1 

Command 

Younger Alluvium 

0.380 

1 

Command 

Younger Alluvium 

3.555 

8 

Command 

Younger Alluvium 

4.519 

17 

Command 

Younger Alluvium 

2.913 

4 

Command 

Younger Alluvium 

2.436 

9 

Command 

Younger Alluvium 

0.023 

- 

Command 

Younger Alluvium 

0.091 

- 

Command 

Younger Alluvium 

3.286 

18 

Command 

Younger Alluvium 

0.000 

- 

Command 

Younger Alluvium 

2.138 

2 

Command 

Younger Alluvium 

0.407 

9 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

ipd 

(IV 

( 12 ) 

( 13 ) 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

100 

150,000 

130,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

100 

150,000 

130,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

220,000 

180,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 
























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



13 LLG (SHERAWALI) 


13 LLW 



13 MJD 


13 MKS 


13 MMK 


13 PTP 


13 RB 


13SBN 


13 SDP (JAMEETASINGHWALI) 


13SDS 


13SPM 


14 AF 


14 F 


14 LNP 


14 Z 


14 AMP 


14 BB 


14 BGP (BHAGATPURA) 


14 BNW (DHARAMSINGHWALA) 


14EEA 


14 FF 


14 FF-A 


14 G 


14 H 


14JDW 


14 KRW 


14 KSD 


14 LLG 


14 LLW 


14 MJD 


14 MKS (SHERGARH) 


14 MMK 


14 PTD 


14 PTP 


14 RB 


14SBN 


14 SDP (PANIWALI) 


14SDS 


14SPM 


15 FI 


15 F II 


15 G 


15 LNP II A 


Census Code 

Area 


sq.km 

(3) 

(4) 

0801000300067500 

1.020 

0802000300352800 

3.052 



0802000100313300 

2.876 

0802000100318900 

4.527 

0802000300350500 

2.545 


0802000100306400 

3.732 

0801000500105200 

2.992 

0802000100319700 

5.288 

0801000300068100 

4.179 

0801000300062600 

4.414 

0801000300072000 

2.715 

0801000200036100 

0.664 

0801000200036000 

2.400 

0801000200047400 

0.728 



0801000200041500 

2.890 

0802000100313100 

2.337 

0801000400080300 

2.515 

0802000100312200 

2.740 


0801000300061500 

5.060 

0801000400088400 

7.797 


0801000100023100 

2.441 

0801000100023200 

0.701 

0801000200045000 

2.835 

0801000100005300 

3.988 


0802000300354300 

3.539 

0801000300063900 

3.966 

0801000300058700 

2.885 

0801000300067800 

3.966 

0802000300352400 

6.090 

0802000100313600 

4.230 

0802000100319200 

3.027 

0802000300349700 

2.520 



0801000500131000 

2.524 

0802000100306200 

0.634 

0801000500105100 

3.328 

0802000100318000 

4.475 

0801000300068000 

4.063 

0801000300062500 

3.265 

0801000300073800 

2.064 

0801000200036200 

1.842 

0801000200036300 

2.117 

0801000200049400 

4.616 

0801000200052300 

3.992 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 

Number 
of Tube 
Wells 



sq.km 


(6) 

(7) 

(8) 

(9) 

Command 

Younger Alluvium 

1.020 

2 

Command 

Younger Alluvium 

0.257 

2 

Command 

Younger Alluvium 

0.331 

2 

Command 

Younger Alluvium 

2.876 

6 

Command 

Younger Alluvium 

0.377 

1 

Command 

Younger Alluvium 

1.070 

5 

Command 

Younger Alluvium 

1.475 

6 

Command 

Younger Alluvium 

3.732 

6 

Command 

Younger Alluvium 

2.992 

14 

Command 

Younger Alluvium 

5.288 

5 

Command 

Younger Alluvium 

4.179 

2 

Command 

Younger Alluvium 

4.414 

9 

Command 

Younger Alluvium 

2.715 

9 

Command 

Younger Alluvium 

0.664 

14 

Command 

Younger Alluvium 

2.400 

21 

Command 

Younger Alluvium 

0.156 

4 

Command 

Younger Alluvium 

0.571 

15 

Command 

Younger Alluvium 

5.649 

5 

Command 

Younger Alluvium 

3.990 

3 

Command 

Younger Alluvium 

2.890 

16 

Command 

Younger Alluvium 

2.337 

5 

Command 

Younger Alluvium 

2.515 

17 

Command 

Younger Alluvium 

2.033 

6 

Command 

Younger Alluvium 

0.708 

2 

Command 

Younger Alluvium 

5.060 

7 

Command 

Younger Alluvium 

0.378 

1 

Command 

Younger Alluvium 

7.419 

11 

Command 

Younger Alluvium 

2.441 

14 

Command 

Younger Alluvium 

0.701 

17 

Command 

Younger Alluvium 

2.835 

5 

Command 

Younger Alluvium 

0.094 

- 

Command 

Younger Alluvium 

3.894 

14 

Command 

Younger Alluvium 

3.369 

28 

Command 

Younger Alluvium 

3.966 

1 

Command 

Younger Alluvium 

2.885 

13 

Command 

Younger Alluvium 

3.966 

1 

Command 

Younger Alluvium 

0.054 

1 

Command 

Younger Alluvium 

4.230 

5 

Command 

Younger Alluvium 

3.027 

8 

Command 

Younger Alluvium 

1.916 

13 

Command 

Younger Alluvium 

0.604 

4 

Command 

Younger Alluvium 

0.215 

2 

Command 

Younger Alluvium 

0.634 

7 

Command 

Younger Alluvium 

3.328 

12 

Command 

Younger Alluvium 

4.475 

7 

Command 

Younger Alluvium 

4.063 

1 

Command 

Younger Alluvium 

3.265 

3 

Command 

Younger Alluvium 

2.064 

17 

Command 

Younger Alluvium 

1.842 

24 

Command 

Younger Alluvium 

2.117 

24 

Command 

Younger Alluvium 

4.616 

21 

Command 

Younger Alluvium 

3.737 

11 

Command 

Younger Alluvium 

0.255 

1 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

100 

150,000 

130,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

220,000 

180,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



15 LNP-11B 


15 ML 


15 Z 


15 AMP(JATWALA SIKHAN) 


15 BB 


15 EEA 


15 FF 


15 H 


15 JDW 


15 JRK 


15 KRW 


15 KSD (DHINGTANIA) 


15 LLG 


15 LLW-A 


15 LLW-B 


15 MJD 


15 MKS 


15 MMK 


15 PTP 


15 RB 


15 SDS (DUDA KHINCHAR) 


15SPM 


16 F 


16 G 


16 LNP 


16 Z 


16 AMP(AMAR PURAJALU) 


16 BB 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


1.605 Fresh 


0801000200047600 

1.619 

0801000200038900 

2.582 

0801000200041400 

2.736 

0802000100309500 

4.770 

0801000400080000 

4.918 



0801000400088600 

3.211 

0801000100022700 

3.438 

0801000100005400 

2.425 

0802000300354400 

6.242 

0802000300354500 

4.137 


0801000300063300 

4.262 

0801000300058800 

5.673 

0801000300067600 

11.319 


0802000300352500 

2.121 

0802000300352600 

3.194 


0802000100313400 

3.547 

0802000100319100 

6.427 

0802000300349600 

3.470 


0802000100306300 

5.118 

0801000500105300 

2.733 

0801000300062200 

5.250 

0801000300072100 

2.177 

0801000200033100 

1.016 


0801000200049300 

5.311 

0801000200052400 

3.815 



0801000200040200 

4.077 

0802000100313200 

4.317 

0801000400080100 

3.577 



0801000100022800 


3.850 Fresh 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

0.187 

Command 

Younger Alluvium 

0.824 

Command 

Younger Alluvium 

0.531 

Command 

Younger Alluvium 

0.063 

Command 

Younger Alluvium 

1.619 

Command 

Younger Alluvium 

2.582 

Command 

Younger Alluvium 

2.736 

Command 

Younger Alluvium 

4.770 

Command 

Younger Alluvium 

1.208 

Command 

Younger Alluvium 

3.710 

Command 

Younger Alluvium 

0.682 

Command 

Younger Alluvium 

2.098 

Command 

Younger Alluvium 

2.642 

Command 

Younger Alluvium 

0.263 

Command 

Younger Alluvium 

1.325 

Command 

Younger Alluvium 

3.211 

Command 

Younger Alluvium 

3.438 

Command 

Younger Alluvium 

2.425 

Command 

Younger Alluvium 

6.086 

Command 

Younger Alluvium 

0.002 

Command 

Younger Alluvium 

0.301 

Command 

Younger Alluvium 

4.262 

Command 

Younger Alluvium 

5.673 

Command 

Younger Alluvium 

8.990 

Command 

Younger Alluvium 

2.328 

Command 

Younger Alluvium 

0.620 

Command 

Younger Alluvium 

1.250 

Command 

Younger Alluvium 

0.992 

Command 

Younger Alluvium 

3.547 

Command 

Younger Alluvium 

1.875 

Command 

Younger Alluvium 

2.213 

Command 

Younger Alluvium 

1.257 

Command 

Younger Alluvium 

5.118 

Command 

Younger Alluvium 

2.733 

Command 

Younger Alluvium 

5.250 

Command 

Younger Alluvium 

2.177 

Command 

Younger Alluvium 

0.162 

Command 

Younger Alluvium 

0.854 

Command 

Younger Alluvium 

5.311 

Command 

Younger Alluvium 

0.728 

Command 

Younger Alluvium 

0.513 

Command 

Younger Alluvium 

2.574 

Command 

Younger Alluvium 

4.077 

Command 

Younger Alluvium 

4.317 

Command 

Younger Alluvium 

1.641 

Command 

Younger Alluvium 

1.936 

Command 

Younger Alluvium 

1.642 

Command 

Younger Alluvium 

0.215 

Command 

Younger Alluvium 

1.227 

Command 

Younger Alluvium 

5.038 

Command 

Younger Alluvium 

0.922 

Command 

Younger Alluvium 

0.001 

Command 

Younger Alluvium 

1.149 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

90 

220,000 

180,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

90 

220,000 

180,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

130 

300,000 

250,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 









































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



16 KRW 


16 KSD (ALIPURA) 


16 MJD 


16 MKS 


16 MMK 


16 PTD-A 


16 PTD-B 


16 PTP 


16 RB 


16SDS 


16SPM 


16/17 H 


17 Z 


17 AMP 


17 BB 


17 KRW 


17 KSD 


17 MJD(INDRAPURA) 


17 MMK 


17 PTP 


17 RB 


17SDS 


17SPM 


17ML 


18 F 


18 GG 


Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


0801000300064000 

3.578 

0801000300058500 

2.214 



0802000100313500 

4.489 

0802000100319300 

3.114 

0802000300349500 

4.114 


0801000500128600 

1.434 

0801000500128700 

3.445 


0801000300064800 

4.202 

0801000500105400 

2.618 

0801000300062400 

3.382 

0801000300073700 

3.299 

0801000100005100 

8.047 



0801000200042800 

4.618 

0801000200036400 

3.674 



0801000200041300 

1.961 

0802000100309400 

3.238 

0801000400085000 

2.978 



0801000300063200 

3.915 

0801000300058400 

2.944 



0802000100309000 

2.252 

0802000300349200 

3.643 



0801000300064900 

2.699 

0801000500105000 

4.430 

0801000300062300 

5.339 

0801000300073600 

3.955 

0801000200042700 

3.648 

0801000200036500 

4.933 

0801000200046700 

2.558 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


IGNP Canal System Stage I 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

2.701 

Command 

Younger Alluvium 

3.578 

Command 

Younger Alluvium 

0.023 

Command 

Younger Alluvium 

2.191 

Command 

Younger Alluvium 

4.259 

Command 

Younger Alluvium 

0.133 

Command 

Younger Alluvium 

1.130 

Command 

Younger Alluvium 

0.892 

Command 

Younger Alluvium 

1.512 

Command 

Younger Alluvium 

0.053 

Command 

Younger Alluvium 

4.489 

Command 

Younger Alluvium 

3.114 

Command 

Younger Alluvium 

2.408 

Command 

Younger Alluvium 

1.706 

Command 

Younger Alluvium 

0.469 

Command 

Younger Alluvium 

0.843 

Command 

Younger Alluvium 

1.730 

Command 

Younger Alluvium 

4.202 

Command 

Younger Alluvium 

2.618 

Command 

Younger Alluvium 

3.382 

Command 

Younger Alluvium 

3.299 

Command 

Younger Alluvium 

0.000 

Command 

Younger Alluvium 

0.691 

Command 

Younger Alluvium 

4.618 

Command 

Younger Alluvium 

1.674 

Command 

Younger Alluvium 

2.000 

Command 

Younger Alluvium 

0.599 

Command 

Younger Alluvium 

2.349 

Command 

Younger Alluvium 

0.014 

Command 

Younger Alluvium 

3.930 

Command 

Younger Alluvium 

1.961 

Command 

Younger Alluvium 

3.238 

Command 

Younger Alluvium 

1.635 

Command 

Younger Alluvium 

1.343 

Command 

Younger Alluvium 

0.058 

Command 

Younger Alluvium 

3.812 

Command 

Younger Alluvium 

0.184 

Command 

Younger Alluvium 

4.910 

Command 

Younger Alluvium 

3.915 

Command 

Younger Alluvium 

0.010 

Command 

Younger Alluvium 

2.934 

Command 

Younger Alluvium 

1.780 

Command 

Younger Alluvium 

2.230 

Command 

Younger Alluvium 

2.252 

Command 

Younger Alluvium 

1.235 

Command 

Younger Alluvium 

2.408 

Command 

Younger Alluvium 

2.699 

Command 

Younger Alluvium 

3.874 

Command 

Younger Alluvium 

5.339 

Command 

Younger Alluvium 

3.955 

Command 

Younger Alluvium 

3.648 

Command 

Younger Alluvium 

4.933 

Command 

Younger Alluvium 

2.558 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

90 

220,000 

180,000 

90 

90,000 

70,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 












































































































































































































































































































































































































































































































































































































































































































































Village 


Zone 
(Fresh / 
Saline) 


Type of Area (Command / Non¬ 
command) 


Name 


_ (21 

18 LNP 


18 ML 
18 Z 
18 AMP 
18 BB 
18 FF 
18 KRW 
18 KSD 


18 LLW-A 


18 LLW-B 
18 MJD 
18 MKS 
18 MMK 


18 PTP 
18 RB 
18SDS 
18SPM 


19 GG _ 

19 LNP _ 

19 ML _ 

19 Z _ 

19 AMP (SHAHPINI) 
19 BB 


19 F 


19 FF 


19 JRK 
19 KSD 


19 LLW 


19 MJD _ 

19 MKS (MANAKSAR) 
19 MMK 


19 PTD 


19 PTP 
19 RB 
19SDS 
19SPM 


1A 


IQ 


Census Code 


_ (3) 

0801000200052500 


0801000200047200 

0801000200040300 

0802000100307700 

0801000400084900 

0801000100022900 

0801000300063100 

0801000300058200 


0802000300353200 


0802000300353300 

0802000100308900 

0802000100318200 

0802000300349400 


0801000300064700 

0801000500104900 

0801000300062100 

0801000300072200 


0801000200046600 

0801000200052700 

0801000200047800 

0801000200040500 

0802000100309300 

0801000400084800 


0801000100006200 


0801000100022200 


0802000300346700 

0801000300057700 


0802000300353100 


0802000100308800 

0802000100318400 

0802000300349100 


0801000500128800 


0801000300065000 

0801000500104800 

0801000300062000 

0801000300073500 


0801000200025400 


0801000200024200 


Area 


sq.km 


(4) 


( 5 ) 


2.862 


Saline 


7.639 

3.547 

3.069 

1.681 

4.416 

4.593 

3.652 


2.831 


2.187 

3.503 

2.407 

2.996 


2.603 

3.351 

4.635 

10.006 


Fresh 

Saline 

Saline 

Fresh 

Saline 

Saline 

Fresh 

Saline 

Fresh 

Saline 

Saline 

Saline 

Saline 

Fresh 

Saline 

Saline 

Saline 

Saline 

Saline 


1.867 

4.963 

2.759 

3.781 

3.360 

3.820 


3.280 


4.336 


5.184 

0.784 


2.336 


4.626 

3.002 

3.352 


1.565 


Saline 

Saline 

Fresh 

Saline 

Saline 

Fresh 

Saline 

Fresh 

Saline 

Fresh 

Saline 

Saline 

Fresh 

Saline 

Fresh 

Saline 

Saline 

Saline 

Fresh 

Saline 

Saline 


7.951 

3.497 

6.038 

5.524 


Saline 

Saline 

Saline 

Saline 


3.635 Fresh 
Saline 
4.173 Fresh 
Saline 


_ ( 6 ) 

Bhakhra Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Bhakhra Canal 
Gang Canal 
Gang Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Gang Canal 
Bhakhra Canal 
Bhakhra Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Bhakhra Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Gang Canal 

IGNP Canal System Stage I 

Bhakhra Canal 

Gang Canal 

Bhakhra Canal 

Bhakhra Canal 

Gang Canal 

Gang Canal 

Gang Canal 

Gang Canal 

Gang Canal 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

2.172 

Command 

Younger Alluvium 

0.690 

Command 

Younger Alluvium 

7.639 

Command 

Younger Alluvium 

3.547 

Command 

Younger Alluvium 

3.069 

Command 

Younger Alluvium 

1.681 

Command 

Younger Alluvium 

4.416 

Command 

Younger Alluvium 

4.593 

Command 

Younger Alluvium 

0.009 

Command 

Younger Alluvium 

3.643 

Command 

Younger Alluvium 

0.234 

Command 

Younger Alluvium 

2.597 

Command 

Younger Alluvium 

2.187 

Command 

Younger Alluvium 

3.503 

Command 

Younger Alluvium 

2.407 

Command 

Younger Alluvium 

0.852 

Command 

Younger Alluvium 

2.144 

Command 

Younger Alluvium 

2.603 

Command 

Younger Alluvium 

3.351 

Command 

Younger Alluvium 

4.635 

Command 

Younger Alluvium 

1.681 

Command 

Younger Alluvium 

8.324 

Command 

Younger Alluvium 

1.867 

Command 

Younger Alluvium 

4.963 

Command 

Younger Alluvium 

2.759 

Command 

Younger Alluvium 

3.781 

Command 

Younger Alluvium 

3.360 

Command 

Younger Alluvium 

0.644 

Command 

Younger Alluvium 

3.176 

Command 

Younger Alluvium 

0.806 

Command 

Younger Alluvium 

0.807 

Command 

Younger Alluvium 

2.880 

Command 

Younger Alluvium 

1.456 

Command 

Younger Alluvium 

4.511 

Command 

Younger Alluvium 

0.012 

Command 

Younger Alluvium 

0.772 

Command 

Younger Alluvium 

0.890 

Command 

Younger Alluvium 

1.445 

Command 

Younger Alluvium 

4.626 

Command 

Younger Alluvium 

0.884 

Command 

Younger Alluvium 

0.242 

Command 

Younger Alluvium 

3.110 

Command 

Younger Alluvium 

0.319 

Command 

Younger Alluvium 

0.464 

Command 

Younger Alluvium 

7.951 

Command 

Younger Alluvium 

3.497 

Command 

Younger Alluvium 

6.038 

Command 

Younger Alluvium 

3.287 

Command 

Younger Alluvium 

2.237 

Command 

Younger Alluvium 

1.813 

Command 

Younger Alluvium 

1.822 

Command 

Younger Alluvium 

0.872 

Command 

Younger Alluvium 

3.301 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

100,000 

80,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

150,000 

130,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 

























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 




2 BNW 


2 BWM-A 


2 BWM-B 



2 DLP 


2 DNG 


2 E 


2 E(RURAL) 


2 EE 


2 FD-A 


2 FD-B 


2 FF 


2 H I 


2 H II 


2 HH I 


2 HH II 


2 HRP 


0801000200037100 


0801000400080400 


0802000200322700 


0801000200028000 


0801000200035000 


0801000400081300 


Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


Census Code 

Area 


sq.km 

(3) 

(4) 

0802000100304400 

4.285 

0801000200025900 

3.075 

0801000200035400 

2.307 

0801000400079200 

3.483 



0801000400081800 

3.337 

0802000100311200 

1.921 

0801000300055900 

4.126 


0801000300060200 

5.799 

0801000500129000 

1.304 

0801000500129100 

1.786 


2.498 Saline 




0802000100317100 

2.228 

0802000100303700 

3.139 

0801000200028400 

2.350 

0801000200039100 

2.997 

0801000400079900 

2.697 



0801000200028700 

2.276 

0801000200043600 

1.423 



0801000500101300 

2.119 

0801000500101400 

2.122 

0801000100016200 

3.031 



0801000500103400 

3.658 

0801000200031300 

5.347 



0801000200043900 

3.055 

0801000200045700 

1.733 

0801000200045600 

2.093 

0801000200047000 

3.054 

0801000200047100 

2.793 

0802000100303300 

2.008 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System Stage I 


Gang Canal 


IGNP Canal System Stage I 


Non-command 


Gang Canal 


IGNP Canal System Stage I 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

4.285 

Command 

Younger Alluvium 

3.075 

Command 

Younger Alluvium 

2.307 

Command 

Younger Alluvium 

0.769 

Command 

Younger Alluvium 

2.714 

Command 

Younger Alluvium 

3.337 

Command 

Younger Alluvium 

1.921 

Command 

Younger Alluvium 

0.011 

Command 

Younger Alluvium 

4.115 

Command 

Younger Alluvium 

5.799 

Command 

Younger Alluvium 

0.974 

Command 

Younger Alluvium 

0.013 

Command 

Younger Alluvium 

1.428 

Non-command 

Younger Alluvium 

0.000 

Command 

Younger Alluvium 

2.341 

Command 

Younger Alluvium 

0.157 

Command 

Younger Alluvium 

0.634 

Command 

Younger Alluvium 

4.822 

Command 

Younger Alluvium 

3.915 

Command 

Younger Alluvium 

3.081 

Command 

Younger Alluvium 

0.132 

Command 

Younger Alluvium 

2.154 

Command 

Younger Alluvium 

1.182 

Command 

Younger Alluvium 

0.688 

Command 

Younger Alluvium 

2.925 

Command 

Younger Alluvium 

2.228 

Command 

Younger Alluvium 

3.139 

Command 

Younger Alluvium 

2.350 

Command 

Younger Alluvium 

2.997 

Command 

Younger Alluvium 

0.034 

Command 

Younger Alluvium 

2.662 

Command 

Younger Alluvium 

4.279 

Command 

Younger Alluvium 

2.439 

Command 

Younger Alluvium 

2.276 

Command 

Younger Alluvium 

0.854 

Command 

Younger Alluvium 

0.569 

Command 

Younger Alluvium 

2.119 

Command 

Younger Alluvium 

2.122 

Command 

Younger Alluvium 

0.422 

Command 

Younger Alluvium 

2.588 

Command 

Younger Alluvium 

1.197 

Command 

Younger Alluvium 

0.857 

Command 

Younger Alluvium 

3.658 

Command 

Younger Alluvium 

0.666 

Command 

Younger Alluvium 

4.681 

Command 

Younger Alluvium 

0.091 

Command 

Younger Alluvium 

2.527 

Command 

Younger Alluvium 

3.055 

Command 

Younger Alluvium 

1.733 

Command 

Younger Alluvium 

2.093 

Command 

Younger Alluvium 

3.054 

Command 

Younger Alluvium 

2.793 

Command 

Younger Alluvium 

0.025 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

120 

200,000 

200,000 

90 

220,000 

180,000 

90 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

110,000 

90,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

90 

220,000 

180,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

100 

150,000 

130,000 

90 

220,000 

180,000 



Tube Wells with 
Wells Pumpset 








































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



2 KRW(NURPURA) 


2 KSD 


2 L 


2 LL 


2 LLG(CHAK KHERA) 


2 LLW 


2 M 


2 MJD 


2 MKS-A 


2 MM 


2 MMK 


2 NGR 


2 NKR 


2 NN 


2 NTW-A 


2 NTW-B 


2 PP 


2 PTP(NUKERA) 


2Q 


2 R 


2 RB 


2 RRW 


2 SDP 


2 SDS 


2 SNG 


2 SPM (MAMMAR) 


2 STP (HARIPURA) 


2 T 


Census Code 

Area 


sq.km 

(3) 

(4) 



0802000100305000 

3.045 

0801000200028900 

2.083 

0802000300355600 

2.177 


0801000400084000 

2.739 

0801000400083300 

1.629 

0801000200033700 

4.300 

0802000200320600 

2.154 

0801000400085800 

4.067 


0802000300351100 

3.112 

0801000300058300 

2.547 

0802000100302500 

5.649 



0801000200036700 

1.932 

0801000200048200 

2.627 

0801000300066400 

3.675 

0802000100317800 

3.244 



0801000100010200 

2.240 

0802000100315800 

5.525 


0802000200323100 

3.588 

0801000100018200 

13.045 

0802000100317300 

2.608 

0802000200321600 

2.766 

0802000100309900 

2.961 

0801000400078000 

2.676 

0802000100315600 

1.100 

0802000100315300 

1.664 

0801000400087700 

1.070 

0802000100306900 

4.995 

0801000200029500 

2.072 

0801000100001300 

5.738 


0801000400091700 

2.762 

0802000300351600 

4.162 



0802000100315400 

0.517 

0802000200320800 

3.670 



0801000300070800 

2.749 

0801000300057300 

2.582 

0802000100311100 

1.285 

0801000300074600 

5.999 

0802000100303000 

4.127 

0801000100005600 

4.951 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Non-command 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

1.984 

Command 

Younger Alluvium 

3.045 

Command 

Younger Alluvium 

2.083 

Command 

Younger Alluvium 

0.228 

Command 

Younger Alluvium 

1.950 

Command 

Younger Alluvium 

2.739 

Command 

Younger Alluvium 

1.629 

Command 

Younger Alluvium 

4.300 

Command 

Younger Alluvium 

2.154 

Command 

Younger Alluvium 

3.866 

Command 

Younger Alluvium 

0.202 

Command 

Younger Alluvium 

3.112 

Command 

Younger Alluvium 

2.547 

Command 

Younger Alluvium 

0.002 

Command 

Younger Alluvium 

5.647 

Command 

Younger Alluvium 

1.932 

Command 

Younger Alluvium 

2.627 

Command 

Younger Alluvium 

3.675 

Command 

Younger Alluvium 

0.074 

Command 

Younger Alluvium 

3.170 

Command 

Younger Alluvium 

2.159 

Command 

Younger Alluvium 

0.880 

Command 

Younger Alluvium 

4.422 

Non-command 

Younger Alluvium 

0.002 

Command 

Younger Alluvium 

2.240 

Command 

Younger Alluvium 

3.309 

Command 

Younger Alluvium 

2.216 

Command 

Younger Alluvium 

0.048 

Command 

Younger Alluvium 

13.045 

Command 

Younger Alluvium 

2.608 

Command 

Younger Alluvium 

2.766 

Command 

Younger Alluvium 

2.961 

Command 

Younger Alluvium 

2.676 

Command 

Younger Alluvium 

1.100 

Command 

Younger Alluvium 

1.664 

Command 

Younger Alluvium 

1.070 

Command 

Younger Alluvium 

4.995 

Command 

Younger Alluvium 

2.072 

Command 

Younger Alluvium 

0.135 

Command 

Younger Alluvium 

5.371 

Command 

Younger Alluvium 

2.618 

Command 

Younger Alluvium 

0.362 

Command 

Younger Alluvium 

0.409 

Command 

Younger Alluvium 

0.517 

Command 

Younger Alluvium 

1.800 

Command 

Younger Alluvium 

1.870 

Command 

Younger Alluvium 

2.749 

Command 

Younger Alluvium 

2.582 

Command 

Younger Alluvium 

1.285 

Command 

Younger Alluvium 

5.999 

Command 

Younger Alluvium 

4.127 

Command 

Younger Alluvium 

0.349 

Command 

Younger Alluvium 

4.603 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

110,000 

90,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

100,000 

80,000 

90 

220,000 

180,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

220,000 

180,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

220,000 

180,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

220,000 

180,000 

90 

220,000 

180,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

220,000 

180,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

220,000 

180,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

130 

300,000 

250,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 



























































































































































































































































































































































































































































































































































































































































































































































Village 


Name 


_ (21 

2 U _ 

2 UMW _ 

2_Y_ 

2Z _ 

2:00 PM 


20 GG 
20 LNP 
20 ML-A 
20 ML-B 
20 Z 
20 AMP 
20 BB I 


20 BB III 


20 F 
20 FF 
20 KSD 
20 LLW 
20 MJD 
20 MMK 
20 PTP 
20 RB 
20SDS 
20SPM 


21 GG 
21 LNP 
21 ML 


21 Z 
21 AMP 
21 BB 


21 F 


21 FF _ 

21 KSD _ 

21 LLW _ 

21 MJD (BUGLAWALI) 

21 MMK _ 

21 PTP _ 

21 RB _ 

21SDS _ 

21SPM 


22 GG 
22 LNP 


22 ML 


22 Z 


Census Code 


_ (3) 

0801000100005900 

0802000300345800 

0801000200031700 

0801000200035100 

0801000200029300 


0801000200046500 

0801000200054800 

0801000200051800 

0801000200051700 

0801000200041200 

0802000100307800 

0801000400084600 


0801000400080900 


0801000100006300 

0801000100022100 

0801000300058100 

0802000300353400 

0802000100308600 

0802000300349300 

0801000300064600 

0801000500104700 

0801000300061900 

0801000300072400 


0801000200048400 

0801000200054900 

0801000200052900 


0801000200040600 

0802000100307900 

0801000400084700 


0801000100010000 


0801000500103000 

0801000300057800 

0802000300353500 

0802000100308500 

0802000300349000 

0801000300065100 

0801000500104600 

0801000300061700 

0801000300072500 


0801000200048500 

0801000200047700 


0801000200053100 


0801000200041100 


Area 

sq.km 

(4) 

2.896 

8.400 

1.033 

6.028 

2.170 


2.334 

1.745 

1.940 

4.085 

2.062 

3.190 

3.487 


3.031 


2.489 

3.306 

3.559 

1.915 

12.918 

3.318 

1.917 

4.291 

3.768 

16.813 


Zone 
(Fresh / 
Saline) 


_ (51 

Saline 

Saline 

Fresh 

Fresh 

Fresh 

Saline 

Saline 

Saline 

Fresh 

Fresh 

Saline 

Saline 

Fresh 

Saline 

Fresh 

Saline 

Fresh 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 


2.658 

4.550 

2.257 


4.154 

4.785 

4.042 


3.540 


3.157 
3.747 
2.418 
11.622 
3.135 
2.590 
3.593 
4.928 
5.537 


Saline 

Saline 

Fresh 

Saline 

Saline 

Saline 

Fresh 

Saline 

Fresh 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 


3.010 Saline 
4.236 Fresh 


3.036 Fresh 
Saline 
2.683 Saline 


Type of Area (Command / N< 
command) 


_ m 

Gang Canal 
Bhakhra Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Bhakhra Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Gang Canal 
Bhakhra Canal 
Bhakhra Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Bhakhra Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Gang Canal 
Bhakhra Canal 
Bhakhra Canal 
Gang Canal 
Gang Canal 
Bhakhra Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

1.646 

Command 

Younger Alluvium 

8.400 

Command 

Younger Alluvium 

1.033 

Command 

Younger Alluvium 

6.028 

Command 

Younger Alluvium 

0.650 

Command 

Younger Alluvium 

1.520 

Command 

Younger Alluvium 

2.334 

Command 

Younger Alluvium 

1.745 

Command 

Younger Alluvium 

1.940 

Command 

Younger Alluvium 

4.085 

Command 

Younger Alluvium 

2.062 

Command 

Younger Alluvium 

3.190 

Command 

Younger Alluvium 

2.918 

Command 

Younger Alluvium 

0.569 

Command 

Younger Alluvium 

0.515 

Command 

Younger Alluvium 

2.516 

Command 

Younger Alluvium 

0.001 

Command 

Younger Alluvium 

3.306 

Command 

Younger Alluvium 

3.559 

Command 

Younger Alluvium 

1.915 

Command 

Younger Alluvium 

12.918 

Command 

Younger Alluvium 

3.318 

Command 

Younger Alluvium 

1.917 

Command 

Younger Alluvium 

4.291 

Command 

Younger Alluvium 

3.768 

Command 

Younger Alluvium 

0.821 

Command 

Younger Alluvium 

15.992 

Command 

Younger Alluvium 

2.658 

Command 

Younger Alluvium 

4.550 

Command 

Younger Alluvium 

2.233 

Command 

Younger Alluvium 

0.024 

Command 

Younger Alluvium 

4.154 

Command 

Younger Alluvium 

4.785 

Command 

Younger Alluvium 

0.023 

Command 

Younger Alluvium 

4.019 

Command 

Younger Alluvium 

1.113 

Command 

Younger Alluvium 

2.339 

Command 

Younger Alluvium 

3.157 

Command 

Younger Alluvium 

3.747 

Command 

Younger Alluvium 

2.418 

Command 

Younger Alluvium 

11.622 

Command 

Younger Alluvium 

3.135 

Command 

Younger Alluvium 

2.590 

Command 

Younger Alluvium 

3.593 

Command 

Younger Alluvium 

4.928 

Command 

Younger Alluvium 

0.203 

Command 

Younger Alluvium 

5.334 

Command 

Younger Alluvium 

3.010 

Command 

Younger Alluvium 

1.148 

Command 

Younger Alluvium 

3.088 

Command 

Younger Alluvium 

2.898 

Command 

Younger Alluvium 

0.138 

Command 

Younger Alluvium 

2.683 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

100,000 

80,000 

90 

70,000 

50,000 

100 

150,000 

130,000 

100 

150,000 

130,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

100 

150,000 

130,000 

90 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 






























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 



22 AMP(SINGHPURA) 


22 F 


22 FF 


22 KSD (GADARKHERA) 


22 LLW-A 


22 LLW-B 


22 MJD 


22 MMK 


22 PTD-A 


22 PTD-B 


22 PTP-A (KHAIROOWALA) 


22 PTP-B 


22 RB 


22SDS 


23 GG 


23 LNP 


23 Z 


23 AMP 


23 BB (RURAL) 


23 F 


23 LLW 


23 MJD 


23 MMK 


23 PTD-B 


23 PTP 


23 RB 


23SDS 


24 GG 


24 LNP 


24 Z 


24 AMP 


24 BB (RURAL) 


24 F 


24 FF 


24 KSD 


24 LLW-A 


24 LLW-B 


Census Code 

Area 


sq.km 

(3) 

(4) 

0802000100309200 

3.286 

0801000100009800 

2.224 

0801000500103200 

2.117 



0801000300057500 

2.381 

0802000300353600 

1.508 

0802000300353700 

2.195 

0802000300348800 

5.224 

0802000300348900 

5.520 

0801000500129900 

0.639 

0801000500130000 

2.007 

0801000300065200 

3.094 

0801000300065300 

3.263 

0801000500104500 

3.788 

0801000300061800 

3.203 

0801000200048600 

3.726 

0801000200052100 

3.587 



0801000200040700 

2.665 

0802000100308000 

4.951 

0801000400084400 

3.401 

0801000100009900 

5.602 



0802000300347400 

4.154 

0802000300348700 

6.386 

0802000300348500 

1.906 

0801000600142000 

4.849 

0801000300064500 

2.963 

0801000500104400 

4.386 

0801000300061600 

4.487 



0801000200048700 

2.851 

0801000200052000 

3.094 



0801000200040800 

3.324 

0802000100308100 

5.952 

0801000400084500 

8.748 



0801000100009700 

3.643 

0801000500102800 

2.577 

0801000300057200 

2.641 

0802000300347300 

2.729 

0802000300347200 

2.857 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System Stage I 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

3.286 

Command 

Younger Alluvium 

0.195 

Command 

Younger Alluvium 

0.007 

Command 

Younger Alluvium 

2.111 

Command 

Younger Alluvium 

2.381 

Command 

Younger Alluvium 

1.508 

Command 

Younger Alluvium 

2.195 

Command 

Younger Alluvium 

5.224 

Command 

Younger Alluvium 

5.520 

Command 

Younger Alluvium 

0.286 

Command 

Younger Alluvium 

1.360 

Command 

Younger Alluvium 

3.094 

Command 

Younger Alluvium 

3.263 

Command 

Younger Alluvium 

3.788 

Command 

Younger Alluvium 

3.203 

Command 

Younger Alluvium 

3.726 

Command 

Younger Alluvium 

3.528 

Command 

Younger Alluvium 

0.060 

Command 

Younger Alluvium 

1.885 

Command 

Younger Alluvium 

1.264 

Command 

Younger Alluvium 

2.665 

Command 

Younger Alluvium 

4.951 

Command 

Younger Alluvium 

3.401 

Command 

Younger Alluvium 

1.646 

Command 

Younger Alluvium 

3.209 

Command 

Younger Alluvium 

0.051 

Command 

Younger Alluvium 

3.265 

Command 

Younger Alluvium 

0.022 

Command 

Younger Alluvium 

1.509 

Command 

Younger Alluvium 

4.154 

Command 

Younger Alluvium 

6.386 

Command 

Younger Alluvium 

1.906 

Command 

Younger Alluvium 

0.007 

Command 

Younger Alluvium 

2.963 

Command 

Younger Alluvium 

4.386 

Command 

Younger Alluvium 

0.048 

Command 

Younger Alluvium 

0.359 

Command 

Younger Alluvium 

4.072 

Command 

Younger Alluvium 

0.007 

Command 

Younger Alluvium 

2.851 

Command 

Younger Alluvium 

1.150 

Command 

Younger Alluvium 

1.943 

Command 

Younger Alluvium 

2.958 

Command 

Younger Alluvium 

0.140 

Command 

Younger Alluvium 

3.324 

Command 

Younger Alluvium 

5.952 

Command 

Younger Alluvium 

6.660 

Command 

Younger Alluvium 

2.088 

Command 

Younger Alluvium 

0.084 

Command 

Younger Alluvium 

2.577 

Command 

Younger Alluvium 

2.641 

Command 

Younger Alluvium 

2.729 

Command 

Younger Alluvium 

2.857 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

70,000 

50,000 

130 

300,000 

250,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 



















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


24 MJD 


24 MMK 


24 PTP (HATHYAWALA) 


24 RB 


24 SDS(KIKARCHAK) 


25 GG 


25 LNP 


25 Z 


25 AMP 


25 BB I 


25 BB II 


25 F 


25 FF-A 


25 FF-B 


25 LLW 


25 MJD 


25 MMK 


25 PTD 


25 PTP (BUDHSINGHWALA) 


25 RB 


25/1 AMP 


26 GG 


26 LNP 


26 AMP 


26 BB 


26 KSD 


26 LLW 


26 MJD 


26 ML 


26 MMK 


26 PTP 


26 RB 


27 GG 


27 LNP 


27 AMP 


27 BB 


27 F 


27 FF 


0801000300076000 


0802000300348600 


0801000300064300 


0801000500104300 


0801000300067000 


0801000200048800 


0801000200051900 




0801000200041000 

3.282 

0802000100309100 

2.722 

0801000400084300 

2.833 

0801000400084200 

2.381 

0801000100010900 

3.048 

0801000500102700 

1.045 

0801000500102600 

2.186 



0802000300347500 

4.010 

0801000300076100 

0.692 

0802000300348400 

5.880 

0801000500129700 

2.760 

0801000300065500 

1.202 

0801000500104200 

3.462 

0802000100308700 

5.486 

0801000200048900 

2.966 

0801000200052800 

3.710 


0802000100308200 

9.362 

0801000400083800 

3.228 



0801000300057000 

2.979 

0802000300347100 

2.267 

0801000300075900 

0.132 

0801000400092700 

1.254 

0801000300076200 

1.716 

0801000300064200 

2.434 

0801000500104000 

4.037 

0801000200049000 

2.497 

0801000200053000 

4.017 



0802000100308300 

11.903 

0801000400084100 

2.887 

0801000100010700 

2.524 

0801000500102300 

3.327 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System Stage I 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

1.990 

Command 

Younger Alluvium 

3.590 

Command 

Younger Alluvium 

1.539 

Command 

Younger Alluvium 

4.689 

Command 

Younger Alluvium 

1.530 

Command 

Younger Alluvium 

1.190 

Command 

Younger Alluvium 

0.942 

Command 

Younger Alluvium 

2.955 

Command 

Younger Alluvium 

2.426 

Command 

Younger Alluvium 

0.050 

Command 

Younger Alluvium 

3.282 

Command 

Younger Alluvium 

2.722 

Command 

Younger Alluvium 

2.833 

Command 

Younger Alluvium 

2.381 

Command 

Younger Alluvium 

2.014 

Command 

Younger Alluvium 

1.045 

Command 

Younger Alluvium 

0.644 

Command 

Younger Alluvium 

1.543 

Command 

Younger Alluvium 

0.010 

Command 

Younger Alluvium 

1.008 

Command 

Younger Alluvium 

0.011 

Command 

Younger Alluvium 

1.495 

Command 

Younger Alluvium 

4.010 

Command 

Younger Alluvium 

0.692 

Command 

Younger Alluvium 

5.880 

Command 

Younger Alluvium 

0.098 

Command 

Younger Alluvium 

1.202 

Command 

Younger Alluvium 

3.462 

Command 

Younger Alluvium 

5.486 

Command 

Younger Alluvium 

2.966 

Command 

Younger Alluvium 

0.605 

Command 

Younger Alluvium 

3.105 

Command 

Younger Alluvium 

9.362 

Command 

Younger Alluvium 

2.112 

Command 

Younger Alluvium 

1.116 

Command 

Younger Alluvium 

1.423 

Command 

Younger Alluvium 

2.817 

Command 

Younger Alluvium 

0.241 

Command 

Younger Alluvium 

3.397 

Command 

Younger Alluvium 

2.979 

Command 

Younger Alluvium 

2.267 

Command 

Younger Alluvium 

0.132 

Command 

Younger Alluvium 

1.254 

Command 

Younger Alluvium 

1.716 

Command 

Younger Alluvium 

2.434 

Command 

Younger Alluvium 

4.037 

Command 

Younger Alluvium 

2.497 

Command 

Younger Alluvium 

1.064 

Command 

Younger Alluvium 

2.953 

Command 

Younger Alluvium 

11.903 

Command 

Younger Alluvium 

2.887 

Command 

Younger Alluvium 

2.459 

Command 

Younger Alluvium 

3.327 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 







































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


27 KSD 


27 LLW 


27 MJD (CHHAPAWALI) 


27 MMK 


27 PTD 


27 PTP 


27 RB 


28 GG 


28 LNP I 


28 AMP 


28 BB 


28 FF 


28 KSD 


28 LLW 


28 MJD 


28 MMK 


28 PS 


28 PTP 


28 RB 


29 GG 


29 AML 


29 AMP 


29 BB 


29 F 


29 KSD 


29 LLW 


29 LNP 


29 MJD (LALPURA) 


29 ML 


29 MMK 


29 PS-B 


29 PTP 


29 RB 


2ML 


3 AMP 


3 B 


0801000300056900 


0802000300347000 


0801000300075800 


0802000300348300 


0801000500129400 


0801000300070000 


0801000500104100 


0801000200049100 


0801000200054600 




0801000300065400 

2.200 

0801000400083900 

3.563 



0801000500101600 

4.273 

0801000300056800 

5.066 

0802000300346900 

3.983 

0801000300070400 

1.870 

0802000300348200 

6.602 

0801000500110100 

4.618 

0801000300065700 

2.466 

0801000500106400 

2.502 

0801000200049200 

4.137 

0801000400093800 

3.421 


0802000100308400 

6.874 

0801000400083600 

4.497 


0801000100015000 

4.118 

0801000300059900 

4.087 

0802000300346500 

3.157 

0801000400086200 

4.302 


0801000300075700 

4.768 

0801000400092600 

3.972 


0802000300348000 

3.688 

0801000500111000 

3.550 

0801000300069900 

1.107 

0801000500106500 

3.501 



0801000200042500 

3.605 

0802000100304500 

7.367 

0801000200026400 

2.754 



Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System Stage I 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Non-command 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

3.163 

Command 

Younger Alluvium 

2.742 

Command 

Younger Alluvium 

4.444 

Command 

Younger Alluvium 

5.855 

Command 

Younger Alluvium 

0.615 

Command 

Younger Alluvium 

1.863 

Command 

Younger Alluvium 

4.507 

Command 

Younger Alluvium 

3.254 

Command 

Younger Alluvium 

1.295 

Command 

Younger Alluvium 

1.668 

Command 

Younger Alluvium 

0.113 

Command 

Younger Alluvium 

4.590 

Command 

Younger Alluvium 

2.200 

Command 

Younger Alluvium 

0.139 

Command 

Younger Alluvium 

3.424 

Command 

Younger Alluvium 

0.878 

Command 

Younger Alluvium 

0.056 

Command 

Younger Alluvium 

4.273 

Command 

Younger Alluvium 

5.066 

Command 

Younger Alluvium 

3.983 

Command 

Younger Alluvium 

1.870 

Command 

Younger Alluvium 

6.602 

Command 

Younger Alluvium 

1.310 

Command 

Younger Alluvium 

2.466 

Command 

Younger Alluvium 

2.502 

Command 

Younger Alluvium 

4.137 

Command 

Younger Alluvium 

2.807 

Command 

Younger Alluvium 

0.614 

Command 

Younger Alluvium 

6.874 

Command 

Younger Alluvium 

4.490 

Command 

Younger Alluvium 

0.007 

Command 

Younger Alluvium 

3.805 

Command 

Younger Alluvium 

4.087 

Command 

Younger Alluvium 

3.157 

Command 

Younger Alluvium 

0.777 

Command 

Younger Alluvium 

3.526 

Command 

Younger Alluvium 

4.768 

Command 

Younger Alluvium 

0.032 

Command 

Younger Alluvium 

3.939 

Command 

Younger Alluvium 

3.688 

Command 

Younger Alluvium 

3.133 

Command 

Younger Alluvium 

1.107 

Command 

Younger Alluvium 

3.501 

Non-command 

Younger Alluvium 

0.000 

Command 

Younger Alluvium 

0.225 

Command 

Younger Alluvium 

1.942 

Command 

Younger Alluvium 

2.669 

Command 

Younger Alluvium 

1.098 

Command 

Younger Alluvium 

3.605 

Command 

Younger Alluvium 

7.367 

Command 

Younger Alluvium 

0.562 

Command 

Younger Alluvium 

2.193 

Command 

Younger Alluvium 

2.945 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

90 

90,000 

70,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 






























































































































































































































































































































































































































































































































































































































































































































































Village 


Zone 
(Fresh / 
Saline) 


Type of Area (Command / Non¬ 
command) 



Census Code 

Area 


sq.km 

(3) 

(4) 

0801000400079100 

3.142 

0801000400082000 

3.636 


0801000500128100 


0801000200026700 


0801000200037000 


0801000400080200 


0802000100317000 


0802000100303800 


0801000200027800 


0801000200027700 


0801000200039200 


0801000400085200 


0801000400092300 


0801000200030900 





0801000300056000 

3.483 

0801000300060300 

2.337 

0801000500128200 

2.579 




0801000200027900 

2.686 

0801000200034500 

1.554 




0801000100017800 

2.438 

0801000100021800 

2.671 

0801000500103600 

4.232 

0801000200031400 

3.520 


0801000200044000 

3.146 

0801000200029200 

2.681 


0801000200044600 

4.099 

0801000200048000 

3.187 



0802000100301900 

2.192 

0801000200031100 

3.641 



0801000400089600 

3.186 

0802000300355700 

3.827 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


IGNP Canal Sys 


Non-commanc 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


System Stage I 


and 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

3.142 

Command 

Younger Alluvium 

3.631 

Command 

Younger Alluvium 

0.005 

Command 

Younger Alluvium 

1.340 

Command 

Younger Alluvium 

1.424 

Command 

Younger Alluvium 

3.483 

Command 

Younger Alluvium 

2.337 

Command 

Younger Alluvium 

1.659 

Command 

Younger Alluvium 

0.920 

Non-command 

Younger Alluvium 

0.000 

Command 

Younger Alluvium 

2.483 

Command 

Younger Alluvium 

3.006 

Command 

Younger Alluvium 

3.149 

Command 

Younger Alluvium 

0.011 

Command 

Younger Alluvium 

2.225 

Command 

Younger Alluvium 

2.686 

Command 

Younger Alluvium 

1.383 

Command 

Younger Alluvium 

0.171 

Command 

Younger Alluvium 

1.782 

Command 

Younger Alluvium 

1.177 

Command 

Younger Alluvium 

2.451 

Command 

Younger Alluvium 

2.386 

Command 

Younger Alluvium 

1.826 

Command 

Younger Alluvium 

2.406 

Command 

Younger Alluvium 

2.387 

Command 

Younger Alluvium 

4.388 

Command 

Younger Alluvium 

3.521 

Command 

Younger Alluvium 

2.860 

Command 

Younger Alluvium 

0.599 

Command 

Younger Alluvium 

0.896 

Command 

Younger Alluvium 

1.126 

Command 

Younger Alluvium 

0.693 

Command 

Younger Alluvium 

1.116 

Command 

Younger Alluvium 

2.438 

Command 

Younger Alluvium 

2.671 

Command 

Younger Alluvium 

4.232 

Command 

Younger Alluvium 

0.432 

Command 

Younger Alluvium 

3.089 

Command 

Younger Alluvium 

3.146 

Command 

Younger Alluvium 

2.129 

Command 

Younger Alluvium 

0.552 

Command 

Younger Alluvium 

4.099 

Command 

Younger Alluvium 

2.129 

Command 

Younger Alluvium 

1.058 

Command 

Younger Alluvium 

0.012 

Command 

Younger Alluvium 

4.172 

Command 

Younger Alluvium 

2.192 

Command 

Younger Alluvium 

2.832 

Command 

Younger Alluvium 

0.809 

Command 

Younger Alluvium 

1.994 

Command 

Younger Alluvium 

0.858 

Command 

Younger Alluvium 

3.186 

Command 

Younger Alluvium 

1.274 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

100,000 

80,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

90 

220,000 

180,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

90 

220,000 

180,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

120 

200,000 

200,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

90 

220,000 

180,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

150,000 

130,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 










































































































































































































































































































































































































































































































































































































































































































































Village 

Name 


Census Code 

Area 




sq.km 

(2) 

(3) 

(4) 


3 K 

0801000200035700 

1.562 

3 KHR 

0802000200320400 

4.915 

3 KK 

0801000400079300 

3.638 


3 KKW-A 0802000300350900 2.700 


3KKW-B 0802000300350800 2.017 


3 KRW 

0801000300059000 

3.654 

3 KSD 

0802000100304700 

1.783 

3 L 

0801000200036600 

1.505 

3 LL 

0801000200050600 

4.898 

3 LLG 

0801000300066300 

6.354 

3 LLW (LILAWALI) 

0802000100317700 

3.157 

3 LNP 

0801000200034800 

3.742 

3 M 

0801000200040900 

4.240 

3 MJD 

0802000100314500 

4.074 

3 MKS 

0802000200322000 

2.679 


3 MMK 

0802000100316900 

2.907 

3 NGR 

0802000100319400 

2.896 

3 NKR 

0802000100309800 

1.320 

3 NN 

0801000400077600 

2.810 

3 NTW 

0802000100315100 

1.588 

3 PP 

0801000400085600 

6.881 


3 PTP 

0802000100305100 

1.855 

3 Q 

0801000200029700 

2.277 

3 R 

0801000100001500 

2.935 

3 RB-A 

0801000400091600 

1.850 

3 RB-B 

0801000400091500 

1.654 

3 RRW-A 

0802000300351700 

3.368 

3 RTP-II (RURAL) 

0802000100320000 

1.330 


3 SBN 0802000200320200 4.708 


3 SDP 

0801000300068900 

2.357 

3 SDS 

0801000300059600 

2.837 

3 SNG 

0802000100311400 

2.437 

3 SPM 

0801000300071400 

3.374 

3 STP 

0802000100302900 

3.294 

3 T 

0801000100005800 

2.434 


3 UMW-A 

0802000300345600 

1.882 

3 UMW-B 

0802000300345700 

4.217 

3 UTS 

0802000300346000 

9.940 

3 Y 

0801000200034200 

5.550 


3 Z 

0801000200037900 

2.027 

3:00 AM 

0801000200039500 

4.718 


3:00 PM 0801000200029400 2.266 


Zone 
(Fresh / 
Saline) 

Type of Area (Command / N< 
command) 

(5) 

(6) 

Saline 

Bhakhra Canal 

Saline 

Gang Canal 

Fresh 

Bhakhra Canal 

Fresh 

Gang Canal 

Saline 

Gang Canal 

Fresh 

Bhakhra Canal 

Saline 

Bhakhra Canal 

Fresh 

Bhakhra Canal 

Saline 

Bhakhra Canal 

Saline 

Bhakhra Canal 

Saline 

Bhakhra Canal 

Saline 

Gang Canal 

Saline 

Gang Canal 

Saline 

Bhakhra Canal 

Saline 

Bhakhra Canal 

Fresh 

Gang Canal 

Saline 

Gang Canal 

Fresh 

Bhakhra Canal 

Fresh 

Bhakhra Canal 

Saline 

Bhakhra Canal 

Fresh 

Bhakhra Canal 

Saline 

Bhakhra Canal 

Saline 

Bhakhra Canal 

Saline 

Gang Canal 

Fresh 

Bhakhra Canal 

Fresh 

Gang Canal 

Saline 

Gang Canal 

Saline 

Bhakhra Canal 

Saline 

Gang Canal 

Saline 

Gang Canal 

Saline 

Gang Canal 

Saline 

Gang Canal 

Fresh 

Bhakhra Canal 

Fresh 

Bhakhra Canal 

Saline 

Bhakhra Canal 

Fresh 

Bhakhra Canal 

Saline 

Bhakhra Canal 

Saline 

Bhakhra Canal 

Saline 

Bhakhra Canal 

Fresh 

Bhakhra Canal 

Saline 

Bhakhra Canal 

Saline 

Bhakhra Canal 

Fresh 

Gang Canal 

Saline 

Gang Canal 

Saline 

Bhakhra Canal 

Saline 

Bhakhra Canal 

Saline 

Bhakhra Canal 

Fresh 

Gang Canal 

Saline 

Gang Canal 

Fresh 

Gang Canal 

Fresh 

Gang Canal 

Saline 

Gang Canal 

Saline 

Gang Canal 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

0.001 

Command 

Younger Alluvium 

1.562 

Command 

Younger Alluvium 

4.915 

Command 

Younger Alluvium 

0.003 

Command 

Younger Alluvium 

3.635 

Command 

Younger Alluvium 

2.092 

Command 

Younger Alluvium 

0.608 

Command 

Younger Alluvium 

1.959 

Command 

Younger Alluvium 

0.058 

Command 

Younger Alluvium 

3.654 

Command 

Younger Alluvium 

1.783 

Command 

Younger Alluvium 

1.505 

Command 

Younger Alluvium 

4.898 

Command 

Younger Alluvium 

6.354 

Command 

Younger Alluvium 

3.157 

Command 

Younger Alluvium 

3.742 

Command 

Younger Alluvium 

4.240 

Command 

Younger Alluvium 

4.074 

Command 

Younger Alluvium 

0.383 

Command 

Younger Alluvium 

2.194 

Command 

Younger Alluvium 

2.907 

Command 

Younger Alluvium 

2.896 

Command 

Younger Alluvium 

1.320 

Command 

Younger Alluvium 

2.810 

Command 

Younger Alluvium 

1.588 

Command 

Younger Alluvium 

4.192 

Command 

Younger Alluvium 

2.688 

Command 

Younger Alluvium 

1.855 

Command 

Younger Alluvium 

2.277 

Command 

Younger Alluvium 

2.935 

Command 

Younger Alluvium 

1.703 

Command 

Younger Alluvium 

1.654 

Command 

Younger Alluvium 

0.114 

Command 

Younger Alluvium 

0.013 

Command 

Younger Alluvium 

1.317 

Command 

Younger Alluvium 

0.005 

Command 

Younger Alluvium 

4.703 

Command 

Younger Alluvium 

2.357 

Command 

Younger Alluvium 

2.837 

Command 

Younger Alluvium 

2.437 

Command 

Younger Alluvium 

3.374 

Command 

Younger Alluvium 

3.294 

Command 

Younger Alluvium 

0.319 

Command 

Younger Alluvium 

0.051 

Command 

Younger Alluvium 

1.882 

Command 

Younger Alluvium 

4.217 

Command 

Younger Alluvium 

9.940 

Command 

Younger Alluvium 

5.274 

Command 

Younger Alluvium 

0.276 

Command 

Younger Alluvium 

2.027 

Command 

Younger Alluvium 

3.745 

Command 

Younger Alluvium 

0.973 

Command 

Younger Alluvium 

2.266 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

110,000 

90,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

100,000 

80,000 

90 

220,000 

180,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

220,000 

180,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

220,000 

180,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

220,000 

180,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

220,000 

180,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 































































































































































































































































































































































































































































































































































































































































































































































Village 


Name 


_ (21 

30 GG _ 

30 AMP _ 

30 BB 


30 F 


30 KSD (CHAMARKHERA) 


30 LLW _ 

30 LNP _ 

30 MJD _ 

30 MMK _ 

30 PS-A _ 

30 PS-B _ 

30 PTP (PRATAPPURA) 

31 GG _ 

31 BB _ 

31 F _ 

31 KSD _ 

31 LLW _ 

31 LNP 


31 MJD-A 
31 MJD-B 
31 MMK 

31 PS _ 

31 PTP (DHOLA) 
31 RB I 


32 GG 
32 AMP 
32 BB 


32 F 
32 KSD 


32 LLW 
32 LNP 


32 MJD-A _ 

32 MJD-B _ 

32 MMK _ 

32 PS-A _ 

32 PS-B _ 

32 PTP _ 

33 AMP (KALWASIA) 

33 BB _ 

33 F _ 

33 GG _ 

33 KSD 


33 LLW 
33 LNP 


Census Code 


_ (3) 

0801000200049800 

0801000300070200 

0801000400083500 


0801000100014900 


0801000300056600 


0802000300346800 

0801000400087100 

0801000300075600 

0802000300348100 

0801000500110900 

0801000500110800 

0801000300065600 

0801000200050100 

0801000400083400 

0801000100015100 

0801000300060000 

0802000300346600 

0801000400086400 


0801000300075500 

0801000300075400 

0802000300347900 

0801000500110700 

0801000300069800 

0801000400093900 


0801000200050000 

0801000300070100 

0801000400082900 


0801000100014800 

0801000300056500 


0802000300346400 

0801000400087000 


0801000300070500 

0801000300070600 

0802000300347800 

0801000500111200 

0801000500111300 

0801000300069700 

0801000300070300 

0801000400083100 

0801000100015200 

0801000400078200 

0801000300056400 


0802000400391700 

0801000400087300 


Area 

sq.km 

(4) 

4.007 

0.653 

3.368 


2.589 


2.716 


4.410 

4.697 

1.130 

6.422 

4.004 

3.450 

3.511 

4.528 

2.315 

1.793 

2.729 

6.637 

7.984 


Zone 
(Fresh / 
Saline) 


_ (51 

Saline 

Saline 

Fresh 

Saline 

Fresh 

Saline 

Fresh 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 


0.910 

0.716 

2.835 

6.760 

2.157 

8.088 


5.033 

3.718 

3.718 


2.269 

4.019 


6.493 

5.690 


Saline 

Saline 

Saline 

Saline 

Saline 

Fresh 

Saline 

Saline 

Saline 

Fresh 

Saline 

Saline 

Fresh 

Saline 

Saline 

Saline 


1.294 

1.705 

4.436 

2.238 

4.881 

2.580 

3.572 

3.305 

5.072 

5.870 

5.667 


13.414 

3.141 


Saline 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 

Fresh 

Saline 

Saline 

Saline 


Type of Area (Command / N< 
command) 


_ m 

Gang Canal 
Bhakhra Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Gang Canal 
Bhakhra Canal 
Bhakhra Canal 
Gang Canal 
Gang Canal 
Bhakhra Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Gang Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Gang Canal 
Bhakhra Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Bhakhra Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Gang Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Gang Canal 
Gang Canal 
Bhakhra Canal 
Bhakhra Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Gang Canal 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

4.007 

Command 

Younger Alluvium 

0.653 

Command 

Younger Alluvium 

0.277 

Command 

Younger Alluvium 

3.090 

Command 

Younger Alluvium 

0.326 

Command 

Younger Alluvium 

0.251 

Command 

Younger Alluvium 

0.007 

Command 

Younger Alluvium 

2.709 

Command 

Younger Alluvium 

4.410 

Command 

Younger Alluvium 

4.697 

Command 

Younger Alluvium 

1.130 

Command 

Younger Alluvium 

6.422 

Command 

Younger Alluvium 

4.004 

Command 

Younger Alluvium 

3.450 

Command 

Younger Alluvium 

3.511 

Command 

Younger Alluvium 

4.528 

Command 

Younger Alluvium 

2.315 

Command 

Younger Alluvium 

1.793 

Command 

Younger Alluvium 

2.729 

Command 

Younger Alluvium 

6.637 

Command 

Younger Alluvium 

4.182 

Command 

Younger Alluvium 

3.803 

Command 

Younger Alluvium 

0.910 

Command 

Younger Alluvium 

0.716 

Command 

Younger Alluvium 

2.835 

Command 

Younger Alluvium 

6.760 

Command 

Younger Alluvium 

2.157 

Command 

Younger Alluvium 

2.430 

Command 

Younger Alluvium 

0.178 

Command 

Younger Alluvium 

5.033 

Command 

Younger Alluvium 

3.718 

Command 

Younger Alluvium 

1.773 

Command 

Younger Alluvium 

1.945 

Command 

Younger Alluvium 

0.004 

Command 

Younger Alluvium 

0.015 

Command 

Younger Alluvium 

4.003 

Command 

Younger Alluvium 

6.493 

Command 

Younger Alluvium 

0.106 

Command 

Younger Alluvium 

5.584 

Command 

Younger Alluvium 

1.294 

Command 

Younger Alluvium 

1.705 

Command 

Younger Alluvium 

4.436 

Command 

Younger Alluvium 

2.238 

Command 

Younger Alluvium 

4.881 

Command 

Younger Alluvium 

2.580 

Command 

Younger Alluvium 

3.572 

Command 

Younger Alluvium 

3.305 

Command 

Younger Alluvium 

4.762 

Command 

Younger Alluvium 

5.870 

Command 

Younger Alluvium 

0.009 

Command 

Younger Alluvium 

5.658 

Command 

Younger Alluvium 

0.246 

Command 

Younger Alluvium 

3.141 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


33 MMK 


33 PS 


33 PTP 


34 GG 


34 BB 


34 KSD (BUDHARWALA) 


34 LLW 


34 LNP 


34 MJD 


34 MMK (KILAWALI) 


34 PS 


34 PTP 


34 RB 


35 BB 


35 GG 


35 LNP 


35 MMK 


35 PS 


35 PTP 


35 RB 


36 GG I 


36 GG II 


36 BB 


36 F 


36 MMK 


36 PS 


36 PTP (MANIYANWALI) 


36 RB-A 


36 RB-B 


37 BB 


37 F 


37 GG 


37 LNP 


37 MMK 


37 NP-A 


37 PS 


37 PTP 


37 RB 


38 BB 


38 F 


38 GG II 


38GG-1 


38 LNP 


0802000300347700 


0801000500110600 


0801000300069600 


0801000200049700 


0801000400083000 


0801000300060100 


0802000400389300 


0801000400087500 


0801000300070700 


0801000300075200 


0801000500111400 


0801000300065800 


0801000400094300 


0801000400082700 


sq.km 


(4) 


5.628 


4.571 


1.734 


2.005 


4.283 


2.795 


27.932 


4.838 


4.691 


1.523 


6.833 


3.927 


3.114 


3.746 


0801000400078100 

1.387 

0801000400087600 

2.438 

0801000300075100 

2.204 

0801000500110500 

3.009 

0801000300065900 

3.754 

0801000400094500 

3.411 


0801000200049600 

4.714 

0801000200049500 

3.490 

0801000400082600 

3.495 

0801000100014200 

2.702 



0801000300075300 

1.344 

0801000500111500 

4.483 

0801000300069500 

4.972 

0801000400094600 

2.539 

0801000400094700 

1.922 

0801000400082200 

2.826 


0801000100015300 

3.489 

0801000400077800 

1.755 

0801000400087400 

1.043 

0801000300074900 

4.355 

0801000500119100 

3.109 

0801000500110400 

3.332 

0801000300066000 

3.452 

0801000400091400 

2.948 

0801000400082500 

4.553 


0801000100015500 

3.576 

0801000400077300 

1.284 

0801000400077700 

1.447 

0801000400092900 

5.722 


38 MMK 

0801000300075000 

1.940 

Saline 

38 PS 

0801000500111600 

3.986 

Saline 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

5.628 

Command 

Younger Alluvium 

4.571 

Command 

Younger Alluvium 

1.734 

Command 

Younger Alluvium 

2.005 

Command 

Younger Alluvium 

4.283 

Command 

Younger Alluvium 

2.795 

Command 

Younger Alluvium 

9.948 

Command 

Younger Alluvium 

4.838 

Command 

Younger Alluvium 

4.691 

Command 

Younger Alluvium 

1.523 

Command 

Younger Alluvium 

6.833 

Command 

Younger Alluvium 

3.927 

Command 

Younger Alluvium 

0.001 

Command 

Younger Alluvium 

1.644 

Command 

Younger Alluvium 

2.102 

Command 

Younger Alluvium 

1.387 

Command 

Younger Alluvium 

2.438 

Command 

Younger Alluvium 

2.204 

Command 

Younger Alluvium 

3.009 

Command 

Younger Alluvium 

3.754 

Command 

Younger Alluvium 

0.016 

Command 

Younger Alluvium 

0.004 

Command 

Younger Alluvium 

4.714 

Command 

Younger Alluvium 

3.490 

Command 

Younger Alluvium 

3.495 

Command 

Younger Alluvium 

0.235 

Command 

Younger Alluvium 

0.148 

Command 

Younger Alluvium 

3.283 

Command 

Younger Alluvium 

2.372 

Command 

Younger Alluvium 

1.344 

Command 

Younger Alluvium 

4.483 

Command 

Younger Alluvium 

4.972 

Command 

Younger Alluvium 

0.154 

Command 

Younger Alluvium 

0.008 

Command 

Younger Alluvium 

2.385 

Command 

Younger Alluvium 

0.441 

Command 

Younger Alluvium 

3.219 

Command 

Younger Alluvium 

1.755 

Command 

Younger Alluvium 

1.043 

Command 

Younger Alluvium 

4.355 

Command 

Younger Alluvium 

0.224 

Command 

Younger Alluvium 

3.332 

Command 

Younger Alluvium 

3.452 

Command 

Younger Alluvium 

0.137 

Command 

Younger Alluvium 

0.025 

Command 

Younger Alluvium 

4.528 

Command 

Younger Alluvium 

3.419 

Command 

Younger Alluvium 

1.284 

Command 

Younger Alluvium 

1.447 

Command 

Younger Alluvium 

0.046 

Command 

Younger Alluvium 

5.677 

Command 

Younger Alluvium 

1.940 

Command 

Younger Alluvium 

3.986 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 




































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 



38 PTP 


38 RB 


39 BB (RURAL) 


39 F 


39 GG 


39 LNP 


39 MMK 


39 NP 


39 PS-A 


39 PS-B 


39 PTP 


39 RB 


3A 


3ML 


4 AMP 


4 B 


4 BNW (BANWALA) 


4 BWM 


4 BWSM 


C 


4 DLP 


4 DNG 


E 


Census Code 

Area 


sq.km 

(3) 

(4) 

0801000300069400 

3.342 

0801000400091300 

3.332 

0801000400082400 

3.934 

0801000100015600 

4.413 

0801000100018400 

2.706 



0801000400092800 

4.272 

0801000300074800 

2.663 

0801000500125400 

1.888 

0801000500112300 

1.913 

0801000500111800 

2.573 

0801000300066100 

4.098 

0801000400091200 

2.971 

0801000200025200 

5.030 




0801000200042600 


0802000100304100 


0801000200026300 


0801000200035500 


0801000400079000 


0801000400082100 





0801000300056100 


0801000500129200 


0801000500128000 


0801000200027000 


0801000200036900 


0801000400080500 


0801000200027400 


0801000200034900 


0801000400081400 


0802000100316800 


0802000100303900 


0801000200028500 


0801000200039000 


0801000400085100 


0801000400088100 


0801000200031000 


0801000200043700 


0801000100020400 

6.600 

0801000500101000 

2.106 

0801000100017700 

2.171 



0801000500103700 


0801000200031500 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System Stage I 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

3.342 

Command 

Younger Alluvium 

0.356 

Command 

Younger Alluvium 

3.934 

Command 

Younger Alluvium 

4.098 

Command 

Younger Alluvium 

0.004 

Command 

Younger Alluvium 

2.702 

Command 

Younger Alluvium 

4.272 

Command 

Younger Alluvium 

2.663 

Command 

Younger Alluvium 

1.599 

Command 

Younger Alluvium 

1.913 

Command 

Younger Alluvium 

2.573 

Command 

Younger Alluvium 

4.098 

Command 

Younger Alluvium 

0.004 

Command 

Younger Alluvium 

2.646 

Command 

Younger Alluvium 

2.384 

Command 

Younger Alluvium 

2.855 

Command 

Younger Alluvium 

4.557 

Command 

Younger Alluvium 

1.870 

Command 

Younger Alluvium 

2.255 

Command 

Younger Alluvium 

2.049 

Command 

Younger Alluvium 

3.432 

Command 

Younger Alluvium 

0.349 

Command 

Younger Alluvium 

0.374 

Command 

Younger Alluvium 

1.950 

Command 

Younger Alluvium 

0.009 

Command 

Younger Alluvium 

4.112 

Command 

Younger Alluvium 

9.510 

Command 

Younger Alluvium 

2.329 

Command 

Younger Alluvium 

3.004 

Command 

Younger Alluvium 

4.647 

Command 

Younger Alluvium 

3.605 

Command 

Younger Alluvium 

2.568 

Command 

Younger Alluvium 

2.973 

Command 

Younger Alluvium 

3.309 

Command 

Younger Alluvium 

0.030 

Command 

Younger Alluvium 

2.604 

Command 

Younger Alluvium 

1.304 

Command 

Younger Alluvium 

1.988 

Command 

Younger Alluvium 

1.851 

Command 

Younger Alluvium 

1.703 

Command 

Younger Alluvium 

3.067 

Command 

Younger Alluvium 

2.184 

Command 

Younger Alluvium 

2.172 

Command 

Younger Alluvium 

2.312 

Command 

Younger Alluvium 

3.220 

Command 

Younger Alluvium 

2.234 

Command 

Younger Alluvium 

2.106 

Command 

Younger Alluvium 

0.002 

Command 

Younger Alluvium 

2.170 

Command 

Younger Alluvium 

1.075 

Command 

Younger Alluvium 

2.984 

Command 

Younger Alluvium 

3.504 

Command 

Younger Alluvium 

1.267 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

90 

220,000 

180,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

120 

200,000 

200,000 

100 

150,000 

130,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

100 

150,000 

130,000 



Tube Wells with 
Wells Pumpset 

































































































































































































































































































































































































































































































































































































































































































































































Village 


Name 


( 2 ) 


4 H 
4 HH 
4 HRP 


4 IDG 
4 J 


4 JDW 


4 JJ 
4 JRK 


4 K 
4 KHR 
4 KK 


4 KKW _ 

4 KRW (AMARGARH) 
4 KSD (DHOLNAGAR) 


4 LL 
4 LLG 
4 LLW 


4 LNP 
4 M 
4 MJD 
4 MKS 
4 MMK 


4 NGR 
4 NKR-A 
4 NKR-B 
4 NN 
4 NTW 
4 PP 
4 PTP 
4 Q 


4 R _ 

4 RB _ 

4 RTP (RATANPURA RURAL) 


4 SBN _ 

4 SDP (SUNDARPURA) 

4 SDS _ 

4 SPM _ 

4 STP (BHANKHARAWALI) 


4 T 


Census Code 


(3) 


0801000200046400 

0801000200044700 

0801000200051400 

0802000100303100 


0802000100305300 

0801000200031200 


0802000300355200 


0801000400083200 

0802000300355300 


0801000200035900 

0802000200320700 

0801000400085700 


0802000300352000 

0801000300059100 

0802000100302400 


0801000200051000 

0801000300066500 

0802000100317600 


0801000200038700 

0801000100010500 

0802000100315900 

0802000200323300 

0802000100317400 


0802000200321500 

0802000100307000 

0802000100307100 

0801000400077500 

0802000100314900 

0801000400085500 

0802000100306800 

0801000200029600 


0801000100001400 

0801000400089100 

0802000100319900 


0802000200320900 

0801000300070900 

0801000300059700 

0801000300074200 

0802000100302800 


0801000100005700 


Area 


sq.km 

(4) 


2.935 

7.324 

2.669 

3.877 


2.921 

2.738 


1.966 


3.004 

3.185 


1.857 

3.035 

3.739 


3.344 

5.532 

9.553 


2.291 

3.587 

3.579 


2.295 

1.146 

2.606 

2.483 

3.584 


2.211 

1.964 

2.178 

3.251 

1.906 

3.060 

3.234 

2.962 


2.458 

5.784 

5.181 


3.111 

2.716 

2.982 

1.872 

7.947 


3.217 


Zone 
(Fresh / 
Saline) 


_ (51 

Saline 

Saline 

Saline 

Fresh 

Fresh 

Saline 

Saline 

Fresh 

Saline 

Fresh 

Saline 

Saline 

Fresh 

Saline 

Saline 

Fresh 

Fresh 

Saline 

Fresh 

Saline 

Fresh 

Saline 

Saline 

Saline 

Fresh 

Saline 

Fresh 

Saline 

Fresh 

Fresh 

Fresh 

Saline 

Saline 

Saline 

Saline 

Saline 

Fresh 

Saline 

Saline 

Fresh 

Saline 

Saline 

Saline 

Fresh 

Saline 

Saline 

Saline 

Saline 

Saline 

Fresh 

Saline 

Fresh 

Saline 


Type of Area (Command / N< 
command) 


_ m 

Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Gang Canal 
Gang Canal 
Bhakhra Canal 
Bhakhra Canal 
Gang Canal 
Bhakhra Canal 
Bhakhra Canal 
Gang Canal 
Bhakhra Canal 
Gang Canal 
Gang Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Gang Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Gang Canal 
Gang Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Gang Canal 
Bhakhra Canal 
Gang Canal 
Bhakhra Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Gang Canal 
Gang Canal 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

0.000 

Command 

Younger Alluvium 

2.935 

Command 

Younger Alluvium 

7.324 

Command 

Younger Alluvium 

2.669 

Command 

Younger Alluvium 

0.006 

Command 

Younger Alluvium 

3.871 

Command 

Younger Alluvium 

2.921 

Command 

Younger Alluvium 

1.784 

Command 

Younger Alluvium 

0.954 

Command 

Younger Alluvium 

0.195 

Command 

Younger Alluvium 

1.771 

Command 

Younger Alluvium 

3.004 

Command 

Younger Alluvium 

0.845 

Command 

Younger Alluvium 

0.619 

Command 

Younger Alluvium 

1.857 

Command 

Younger Alluvium 

3.035 

Command 

Younger Alluvium 

0.387 

Command 

Younger Alluvium 

3.352 

Command 

Younger Alluvium 

3.212 

Command 

Younger Alluvium 

5.532 

Command 

Younger Alluvium 

0.019 

Command 

Younger Alluvium 

9.534 

Command 

Younger Alluvium 

2.291 

Command 

Younger Alluvium 

3.587 

Command 

Younger Alluvium 

3.187 

Command 

Younger Alluvium 

0.393 

Command 

Younger Alluvium 

2.295 

Command 

Younger Alluvium 

1.146 

Command 

Younger Alluvium 

2.606 

Command 

Younger Alluvium 

0.201 

Command 

Younger Alluvium 

0.585 

Command 

Younger Alluvium 

2.999 

Command 

Younger Alluvium 

2.211 

Command 

Younger Alluvium 

1.964 

Command 

Younger Alluvium 

2.178 

Command 

Younger Alluvium 

3.251 

Command 

Younger Alluvium 

1.906 

Command 

Younger Alluvium 

3.060 

Command 

Younger Alluvium 

3.234 

Command 

Younger Alluvium 

0.127 

Command 

Younger Alluvium 

2.835 

Command 

Younger Alluvium 

2.458 

Command 

Younger Alluvium 

5.250 

Command 

Younger Alluvium 

0.017 

Command 

Younger Alluvium 

5.163 

Command 

Younger Alluvium 

3.111 

Command 

Younger Alluvium 

2.716 

Command 

Younger Alluvium 

2.982 

Command 

Younger Alluvium 

1.872 

Command 

Younger Alluvium 

0.009 

Command 

Younger Alluvium 

7.938 

Command 

Younger Alluvium 

1.350 

Command 

Younger Alluvium 

1.443 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

90 

220,000 

180,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

110,000 

90,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

100,000 

80,000 

90 

220,000 

180,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

220,000 

180,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

100,000 

80,000 

90 

220,000 

180,000 

90 

110,000 

90,000 

90 

220,000 

180,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

220,000 

180,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

220,000 

180,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

220,000 

180,000 

90 

90,000 

70,000 

130 

300,000 

250,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 
































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


4 TKW 


4 UMW 


4 UTS 


4 Y 


Z 


40 F 


40 GG 


40 LNP 


40 MMK 


40 NP 


40 PS 


40 PTP 


40 RB 


41 F 


41 F-A 


41 GG 


41 LNP 


41 NP 


41 PS 


41 PTP 


41 RB 


42 F 


42 GG 


42 LNP I 


42 LNP-II 


42 MMK 


42 NP 


42 PS 


42 PTP 


42 RB 


43 F 


43 GG 


43 LLW 


43 LNP 


43 MMK (MORJANDAKHARI) 


43 NP 


0801000300073300 


0802000400388600 


0802000300345900 


0801000200031800 


0801000200035300 





0801000100015700 

4.232 

0801000100018300 

3.030 


0801000400100200 

2.763 

0801000300074700 

2.177 

0801000500125900 

2.811 


0801000500111700 

7.610 

0801000300069300 

3.909 

0801000400091100 

3.274 

0801000100015800 

2.331 

0801000100015900 

1.277 

0801000100018600 

2.364 


0801000400100400 

4.248 

0801000500125800 

1.590 


0801000500111900 

3.411 

0801000300066200 

2.415 

0801000400091000 

3.769 


0801000100016000 

3.709 

0801000100018700 

2.327 


0801000400100100 

5.365 

0801000400100300 

2.391 

0801000300074500 

4.467 

0801000500125500 

2.705 

0801000500112000 

3.215 

0801000300069200 

3.799 

0801000400090900 

3.169 

0801000100014100 

5.356 


0801000100018100 

2.524 

0801000300073000 

0.489 

0801000400093400 

4.181 

0801000300071100 

1.511 

0801000500125700 

1.915 



0801000500112200 

4.838 

0801000400090600 

4.165 

0801000100014000 

3.851 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

14.354 

Command 

Younger Alluvium 

1.057 

Command 

Younger Alluvium 

6.084 

Command 

Younger Alluvium 

3.183 

Command 

Younger Alluvium 

2.073 

Command 

Younger Alluvium 

0.819 

Command 

Younger Alluvium 

0.766 

Command 

Younger Alluvium 

1.986 

Command 

Younger Alluvium 

1.300 

Command 

Younger Alluvium 

1.058 

Command 

Younger Alluvium 

3.901 

Command 

Younger Alluvium 

0.331 

Command 

Younger Alluvium 

2.699 

Command 

Younger Alluvium 

2.763 

Command 

Younger Alluvium 

2.177 

Command 

Younger Alluvium 

0.125 

Command 

Younger Alluvium 

0.769 

Command 

Younger Alluvium 

7.610 

Command 

Younger Alluvium 

3.909 

Command 

Younger Alluvium 

0.628 

Command 

Younger Alluvium 

2.331 

Command 

Younger Alluvium 

0.925 

Command 

Younger Alluvium 

0.823 

Command 

Younger Alluvium 

1.541 

Command 

Younger Alluvium 

3.985 

Command 

Younger Alluvium 

0.024 

Command 

Younger Alluvium 

1.565 

Command 

Younger Alluvium 

3.411 

Command 

Younger Alluvium 

2.415 

Command 

Younger Alluvium 

0.032 

Command 

Younger Alluvium 

0.287 

Command 

Younger Alluvium 

3.617 

Command 

Younger Alluvium 

0.504 

Command 

Younger Alluvium 

1.822 

Command 

Younger Alluvium 

2.765 

Command 

Younger Alluvium 

2.391 

Command 

Younger Alluvium 

4.467 

Command 

Younger Alluvium 

1.411 

Command 

Younger Alluvium 

3.215 

Command 

Younger Alluvium 

3.799 

Command 

Younger Alluvium 

3.113 

Command 

Younger Alluvium 

0.364 

Command 

Younger Alluvium 

0.191 

Command 

Younger Alluvium 

2.524 

Command 

Younger Alluvium 

0.454 

Command 

Younger Alluvium 

4.180 

Command 

Younger Alluvium 

1.511 

Command 

Younger Alluvium 

0.096 

Command 

Younger Alluvium 

1.791 

Command 

Younger Alluvium 

4.838 

Command 

Younger Alluvium 

0.123 

Command 

Younger Alluvium 

0.003 

Command 

Younger Alluvium 

0.082 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

100 

150,000 

130,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


44 GG 


44 LLW 


44 LNP 


44 NP 


44 PS 


44 RB 


45 F 


45 LLW 


45 RB 


46 F (RURAL) 


46 GG 


46 LLW 


46 LNP 


46 NP 


46 RB-A 


46 RB-B 


47 F 


47 FA 


47 GG I 


47 GG II 


47 LLW 


47 LNP I 


47 LNP II 


47 NP 


47 RB 


48 F 


49 F 


49 GG 


49 GG-A 


49 LNP 


49 NP 


0801000100017900 


0801000300072800 


0801000400096600 


0801000500125600 


0801000500112100 


0801000400090800 


0801000100013900 




0801000400086600 

0.591 

0801000400090700 

2.981 

0801000100013800 

3.915 

0801000400077200 

3.731 

0801000400086500 

0.577 

0801000400093600 

5.477 

0801000500126800 

1.256 


0801000400090300 

4.246 

0801000400090500 

1.328 

0801000100016400 

1.282 

0801000100016300 

2.920 

0801000400077100 

1.271 


0801000400076900 

0.880 

0801000400086700 

8.286 

0801000400093100 

2.338 

0801000400093200 

1.223 

0801000500126700 

2.987 

0801000400090200 

2.593 

0801000100017500 

3.429 



0801000100017400 

2.583 

0801000100018800 

6.128 

0801000100018900 

2.039 


Fresh 


Saline 


Fresh 


Fresh 


Fresh 


Saline 


22.477 Saline 



0801000400100500 

4.345 

0801000500127000 

2.923 



4ML 


5 AMP 


0801000200042200 

3.313 

0802000100310300 

3.374 



Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

2.876 

Command 

Younger Alluvium 

0.217 

Command 

Younger Alluvium 

0.098 

Command 

Younger Alluvium 

2.298 

Command 

Younger Alluvium 

5.247 

Command 

Younger Alluvium 

0.018 

Command 

Younger Alluvium 

0.086 

Command 

Younger Alluvium 

0.086 

Command 

Younger Alluvium 

0.013 

Command 

Younger Alluvium 

2.494 

Command 

Younger Alluvium 

0.060 

Command 

Younger Alluvium 

2.882 

Command 

Younger Alluvium 

0.046 

Command 

Younger Alluvium 

3.731 

Command 

Younger Alluvium 

0.206 

Command 

Younger Alluvium 

0.434 

Command 

Younger Alluvium 

0.408 

Command 

Younger Alluvium 

0.155 

Command 

Younger Alluvium 

0.307 

Command 

Younger Alluvium 

0.037 

Command 

Younger Alluvium 

0.078 

Command 

Younger Alluvium 

0.081 

Command 

Younger Alluvium 

0.242 

Command 

Younger Alluvium 

1.029 

Command 

Younger Alluvium 

0.880 

Command 

Younger Alluvium 

1.152 

Command 

Younger Alluvium 

2.338 

Command 

Younger Alluvium 

1.223 

Command 

Younger Alluvium 

0.048 

Command 

Younger Alluvium 

2.593 

Command 

Younger Alluvium 

2.759 

Command 

Younger Alluvium 

0.519 

Command 

Younger Alluvium 

4.143 

Command 

Younger Alluvium 

0.306 

Command 

Younger Alluvium 

0.109 

Command 

Younger Alluvium 

3.755 

Command 

Younger Alluvium 

3.710 

Command 

Younger Alluvium 

1.036 

Command 

Younger Alluvium 

2.456 

Command 

Younger Alluvium 

6.128 

Command 

Younger Alluvium 

0.669 

Command 

Younger Alluvium 

1.371 

Command 

Younger Alluvium 

2.591 

Command 

Younger Alluvium 

1.380 

Command 

Younger Alluvium 

1.346 

Command 

Younger Alluvium 

0.186 

Command 

Younger Alluvium 

2.407 

Command 

Younger Alluvium 

0.494 

Command 

Younger Alluvium 

3.073 

Command 

Younger Alluvium 

1.145 

Command 

Younger Alluvium 

3.272 

Command 

Younger Alluvium 

3.313 

Command 

Younger Alluvium 

3.374 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

130 

300,000 

250,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

130 

300,000 

250,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

90 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 



















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 




5 BB 


5 BB-A 


5 BGP 


5 BGS(DALIYAWALI) 


5 BNW (FATEHSINGHPURA) 


5 BWM 



5 DLP 


5 DNG(DEENGARH) 


5 EEA 


5 IDG 


5 JDW 


5 K 


5 KHR 


5 KK 


5 KKW 


5 KRW 


5 KSD 


5 LL 


5 LLG 


5 LLW 


0801000200026800 


0801000200040400 


0801000400080600 


0801000200027500 


0801000400076500 



Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


Census Code 

Area 


sq.km 

(3) 

(4) 

0801000200026200 

3.081 

0801000200035600 

2.530 

0801000400079400 

6.107 

0801000400082800 

2.714 

0802000100311500 

2.079 

0801000300055700 

3.936 



0801000300060400 

2.614 

0801000500129300 

2.797 




0802000100316200 

5.048 

0802000100304000 

4.524 

0801000400088700 

2.961 

0801000200032100 

1.745 



0801000500101700 

3.792 

0801000100019000 

1.555 

0801000100021500 

6.534 


0801000500102500 

4.122 

0801000200046300 

2.502 

0801000200044800 

2.169 

0801000200051200 

4.069 



0802000100305400 

4.122 

0802000300355100 

2.965 


0801000200035800 

1.039 

0802000200322600 

5.726 

0801000400079500 

3.377 

0802000300350700 

2.185 


0801000300058000 

3.030 

0802000100304800 

3.214 

0801000200050700 

3.811 

0801000300066600 

3.362 

0802000300351300 

4.313 



5 M 


5 MJD 


0801000100010300 

2.428 

Saline 

0802000100314400 

3.929 

Fresh 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


IGNP Canal System Stage I 


Non-command 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

3.081 

Command 

Younger Alluvium 

2.530 

Command 

Younger Alluvium 

6.107 

Command 

Younger Alluvium 

2.714 

Command 

Younger Alluvium 

2.079 

Command 

Younger Alluvium 

0.008 

Command 

Younger Alluvium 

3.928 

Command 

Younger Alluvium 

2.614 

Command 

Younger Alluvium 

0.286 

Command 

Younger Alluvium 

2.510 

Non-command 

Younger Alluvium 

0.000 

Command 

Younger Alluvium 

3.583 

Command 

Younger Alluvium 

2.983 

Command 

Younger Alluvium 

3.189 

Command 

Younger Alluvium 

1.600 

Command 

Younger Alluvium 

3.863 

Command 

Younger Alluvium 

2.147 

Command 

Younger Alluvium 

5.048 

Command 

Younger Alluvium 

4.524 

Command 

Younger Alluvium 

2.961 

Command 

Younger Alluvium 

1.133 

Command 

Younger Alluvium 

0.612 

Command 

Younger Alluvium 

3.792 

Command 

Younger Alluvium 

1.555 

Command 

Younger Alluvium 

0.513 

Command 

Younger Alluvium 

6.021 

Command 

Younger Alluvium 

4.122 

Command 

Younger Alluvium 

2.502 

Command 

Younger Alluvium 

2.169 

Command 

Younger Alluvium 

1.058 

Command 

Younger Alluvium 

3.011 

Command 

Younger Alluvium 

0.015 

Command 

Younger Alluvium 

6.731 

Command 

Younger Alluvium 

4.122 

Command 

Younger Alluvium 

2.153 

Command 

Younger Alluvium 

0.812 

Command 

Younger Alluvium 

1.039 

Command 

Younger Alluvium 

5.726 

Command 

Younger Alluvium 

3.377 

Command 

Younger Alluvium 

2.156 

Command 

Younger Alluvium 

0.028 

Command 

Younger Alluvium 

3.030 

Command 

Younger Alluvium 

3.214 

Command 

Younger Alluvium 

3.811 

Command 

Younger Alluvium 

3.362 

Command 

Younger Alluvium 

1.500 

Command 

Younger Alluvium 

2.813 

Command 

Younger Alluvium 

0.000 

Command 

Younger Alluvium 

4.167 

Command 

Younger Alluvium 

0.118 

Command 

Younger Alluvium 

0.235 

Command 

Younger Alluvium 

2.428 

Command 

Younger Alluvium 

3.929 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

200,000 

200,000 

90 

220,000 

180,000 

90 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

90 

220,000 

180,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

110,000 

90,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

220,000 

180,000 



Tube Wells with 
Wells Pumpset 












































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 




5 NGR (NAGARANA) 


5 NKR(CHAK HIRASINGH WALA) 


5 NN 


5 NTW 


5 SDP 


5 SDS 


5 SPM 


5 UMW 


5 UTS 


5 Y 


5 Z 


5:00 AM 


5:00 PM 


50 F 


50 GG 


50 LNP 


50 NP 


500 LNP 


51 GG 


51 LNP 


51 NP 


52 F 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Census Code 

Area 


sq.km 

(3) 

(4) 

0802000200321900 

5.875 



0801000200043500 

4.894 

0802000100316700 

4.049 


0802000100319500 

3.463 

0802000100307200 

3.426 

0801000400077400 

3.883 

0802000100315000 

3.996 



0802000100305200 

3.950 

0801000200030400 

4.309 



0801000400089200 

5.352 

0802000200321000 

4.728 



0801000300071000 

2.169 

0801000300059800 

4.043 

0801000300071500 

2.708 

0802000400388800 

4.778 

0802000300346100 

2.429 

0801000200034100 

1.859 


0801000200037800 

2.803 

0801000200041800 

3.599 

0801000200030700 

2.474 


0801000100017300 

3.329 

0801000100023600 

2.718 

0801000400100700 

3.656 


0801000500132100 

4.931 

0801000200028200 

6.412 


Saline 


1.180 Fresh 



0801000400076600 

0.869 

0801000400093000 

6.689 

0801000500132000 

2.163 

0801000100019700 

3.957 




Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

0.204 

Command 

Younger Alluvium 

3.661 

Command 

Younger Alluvium 

4.894 

Command 

Younger Alluvium 

3.475 

Command 

Younger Alluvium 

0.574 

Command 

Younger Alluvium 

3.463 

Command 

Younger Alluvium 

3.426 

Command 

Younger Alluvium 

3.883 

Command 

Younger Alluvium 

3.981 

Command 

Younger Alluvium 

0.015 

Command 

Younger Alluvium 

1.117 

Command 

Younger Alluvium 

1.268 

Command 

Younger Alluvium 

5.180 

Command 

Younger Alluvium 

2.016 

Command 

Younger Alluvium 

3.950 

Command 

Younger Alluvium 

0.667 

Command 

Younger Alluvium 

3.641 

Command 

Younger Alluvium 

5.193 

Command 

Younger Alluvium 

0.009 

Command 

Younger Alluvium 

4.719 

Command 

Younger Alluvium 

2.169 

Command 

Younger Alluvium 

4.043 

Command 

Younger Alluvium 

2.708 

Command 

Younger Alluvium 

0.572 

Command 

Younger Alluvium 

2.429 

Command 

Younger Alluvium 

0.317 

Command 

Younger Alluvium 

1.542 

Command 

Younger Alluvium 

2.803 

Command 

Younger Alluvium 

3.599 

Command 

Younger Alluvium 

2.272 

Command 

Younger Alluvium 

0.202 

Command 

Younger Alluvium 

0.950 

Command 

Younger Alluvium 

2.718 

Command 

Younger Alluvium 

0.320 

Command 

Younger Alluvium 

2.071 

Command 

Younger Alluvium 

0.598 

Command 

Younger Alluvium 

0.772 

Command 

Younger Alluvium 

5.640 

Command 

Younger Alluvium 

0.705 

Command 

Younger Alluvium 

0.475 

Command 

Younger Alluvium 

2.935 

Command 

Younger Alluvium 

0.486 

Command 

Younger Alluvium 

0.869 

Command 

Younger Alluvium 

2.354 

Command 

Younger Alluvium 

0.641 

Command 

Younger Alluvium 

3.954 

Command 

Younger Alluvium 

0.004 

Command 

Younger Alluvium 

2.184 

Command 

Younger Alluvium 

1.563 

Command 

Younger Alluvium 

6.002 

Command 

Younger Alluvium 

0.082 

Command 

Younger Alluvium 

0.170 

Command 

Younger Alluvium 

2.372 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

90 

110,000 

90,000 

90 

90,000 

70,000 

100 

150,000 

130,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

220,000 

180,000 

90 

90,000 

70,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

100 

150,000 

130,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 









































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 



Census Code 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


58 F-A 


59 F-A 


59 F-B 


5E (RURAL) 


5H 


6 IDG 


6 AMP 


6 B 


6 BB 


6 BGP-A 


6 BGP-B 


6 BGS 


6 BNW 


6 C 


6 CC 


6 D 


6 E(RURAL) 


6 EEA 


6 F 


0801000100022500 


0801000100023400 


0801000500127200 

2.810 

0801000100019900 

5.314 


0801000100023700 

2.213 

0801000500127300 

2.417 

0801000100022400 

4.663 


0801000100022300 


0801000100020800 

4.057 

0801000100020900 

2.476 


0801000100020700 

0.773 

0801000100020600 

2.481 


0801000100020500 


0801000200042400 

2.171 

0801000200024300 

6.246 


0802000100301700 

4.772 

0802000100310200 

3.628 

0801000200026100 

2.504 

0801000400078900 

2.861 

0802000100310700 

2.667 


0802000100310600 


0801000300055600 

4.897 

0801000300060800 

3.815 

0801000200026900 

1.772 

0801000400080700 

2.195 

0801000200027600 

2.874 


0801000400081500 


0802000100316600 


0801000200039300 

3.981 

0801000400088800 

4.013 

0801000200032200 

2.394 



0801000500101800 

3.993 

0801000100019100 

2.323 

0801000500102200 

3.620 

0801000200046200 

2.382 

0801000200046100 

3.193 

0801000200044900 

4.569 

0801000200051300 

2.126 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

2.829 

Command 

Younger Alluvium 

0.934 

Command 

Younger Alluvium 

3.222 

Command 

Younger Alluvium 

4.200 

Command 

Younger Alluvium 

2.809 

Command 

Younger Alluvium 

2.003 

Command 

Younger Alluvium 

2.287 

Command 

Younger Alluvium 

2.213 

Command 

Younger Alluvium 

1.235 

Command 

Younger Alluvium 

1.622 

Command 

Younger Alluvium 

3.041 

Command 

Younger Alluvium 

0.141 

Command 

Younger Alluvium 

3.219 

Command 

Younger Alluvium 

4.057 

Command 

Younger Alluvium 

0.003 

Command 

Younger Alluvium 

2.472 

Command 

Younger Alluvium 

0.773 

Command 

Younger Alluvium 

1.203 

Command 

Younger Alluvium 

1.278 

Command 

Younger Alluvium 

2.437 

Command 

Younger Alluvium 

0.004 

Command 

Younger Alluvium 

2.171 

Command 

Younger Alluvium 

1.046 

Command 

Younger Alluvium 

5.200 

Command 

Younger Alluvium 

4.772 

Command 

Younger Alluvium 

3.628 

Command 

Younger Alluvium 

2.504 

Command 

Younger Alluvium 

2.861 

Command 

Younger Alluvium 

1.056 

Command 

Younger Alluvium 

1.611 

Command 

Younger Alluvium 

0.386 

Command 

Younger Alluvium 

1.602 

Command 

Younger Alluvium 

4.897 

Command 

Younger Alluvium 

3.815 

Command 

Younger Alluvium 

1.772 

Command 

Younger Alluvium 

2.195 

Command 

Younger Alluvium 

0.017 

Command 

Younger Alluvium 

2.858 

Command 

Younger Alluvium 

1.963 

Command 

Younger Alluvium 

1.201 

Command 

Younger Alluvium 

0.928 

Command 

Younger Alluvium 

0.174 

Command 

Younger Alluvium 

3.981 

Command 

Younger Alluvium 

4.013 

Command 

Younger Alluvium 

0.249 

Command 

Younger Alluvium 

2.144 

Command 

Younger Alluvium 

3.993 

Command 

Younger Alluvium 

2.323 

Command 

Younger Alluvium 

3.620 

Command 

Younger Alluvium 

2.382 

Command 

Younger Alluvium 

3.193 

Command 

Younger Alluvium 

4.569 

Command 

Younger Alluvium 

2.126 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

130 

300,000 

250,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

220,000 

180,000 

90 

90,000 

70,000 

90 

220,000 

180,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

100 

150,000 

130,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 





















































































































































































































































































































































































































































































































































































































































































































































Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


6 KHR 


6 KK 


6 KKW 


6 KRW (DHANIKHINCHRAN) 


6 KSD(MALARAMPURA) 


0802000200322500 

2.327 

0801000400085300 

4.502 

0802000300352100 

4.774 



0801000300059200 

3.339 

0802000100302300 

5.501 




0801000200050900 

4.824 

0801000300066700 

4.594 

0802000300351400 

2.977 


0801000200038800 

1.526 

0801000100010400 

2.981 

0802000100316000 

6.875 


0801000200051600 

3.992 

0802000100317500 

4.945 


0802000100318100 

3.045 

0802000100307300 

2.085 

0801000400081000 

3.566 

0802000100314700 

2.919 

0802000100306700 

3.827 

0801000200030300 

3.433 


0801000400089400 

3.721 

0802000200321200 

0.557 


0801000300068800 

3.273 

0801000300063600 

3.051 

0801000300074100 

2.340 

0801000300073200 

1.608 

0802000300346200 

4.137 

0801000200031900 

3.737 



0801000200039600 

0.777 

0801000200041700 

3.409 

0801000100021400 

3.750 


0801000100021100 

1.960 

0801000100021000 

1.626 


0801000500108200 

2.974 

0801000100021300 

3.537 



Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

0.440 

Command 

Younger Alluvium 

3.453 

Command 

Younger Alluvium 

0.258 

Command 

Younger Alluvium 

0.852 

Command 

Younger Alluvium 

2.032 

Command 

Younger Alluvium 

4.502 

Command 

Younger Alluvium 

4.081 

Command 

Younger Alluvium 

0.529 

Command 

Younger Alluvium 

3.339 

Command 

Younger Alluvium 

0.012 

Command 

Younger Alluvium 

5.489 

Command 

Younger Alluvium 

4.824 

Command 

Younger Alluvium 

4.594 

Command 

Younger Alluvium 

2.047 

Command 

Younger Alluvium 

0.924 

Command 

Younger Alluvium 

1.526 

Command 

Younger Alluvium 

2.981 

Command 

Younger Alluvium 

6.772 

Command 

Younger Alluvium 

0.103 

Command 

Younger Alluvium 

3.992 

Command 

Younger Alluvium 

4.683 

Command 

Younger Alluvium 

0.262 

Command 

Younger Alluvium 

3.045 

Command 

Younger Alluvium 

2.085 

Command 

Younger Alluvium 

3.566 

Command 

Younger Alluvium 

2.919 

Command 

Younger Alluvium 

3.827 

Command 

Younger Alluvium 

0.951 

Command 

Younger Alluvium 

2.482 

Command 

Younger Alluvium 

3.721 

Command 

Younger Alluvium 

0.007 

Command 

Younger Alluvium 

0.551 

Command 

Younger Alluvium 

3.273 

Command 

Younger Alluvium 

3.051 

Command 

Younger Alluvium 

2.340 

Command 

Younger Alluvium 

1.305 

Command 

Younger Alluvium 

4.137 

Command 

Younger Alluvium 

1.350 

Command 

Younger Alluvium 

2.387 

Command 

Younger Alluvium 

1.338 

Command 

Younger Alluvium 

1.768 

Command 

Younger Alluvium 

0.777 

Command 

Younger Alluvium 

3.409 

Command 

Younger Alluvium 

1.653 

Command 

Younger Alluvium 

2.097 

Command 

Younger Alluvium 

1.960 

Command 

Younger Alluvium 

1.574 

Command 

Younger Alluvium 

0.052 

Command 

Younger Alluvium 

0.394 

Command 

Younger Alluvium 

2.442 

Command 

Younger Alluvium 

1.095 

Command 

Younger Alluvium 

0.036 

Command 

Younger Alluvium 

1.270 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

220,000 

180,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

90 

220,000 

180,000 

90 

90,000 

70,000 

100 

150,000 

130,000 

90 

220,000 

180,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

220,000 

180,000 

90 

90,000 

70,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 





















































































































































































































































































































































































































































































































































































































































































































































Village 



Name 

Census Code 

Area 




sq.km 

(2) 

(3) 

(4) 

63 F 

0801000100021200 

7.576 


63 RB-A 

0801000500109200 

2.636 

64 RB 

0801000500105500 

2.325 

65 RB 

0801000500108000 

3.084 

66 RB 

0801000500107900 

3.187 

67 RB 

0801000500107800 

2.924 

6H 

0801000200024100 

3.673 


7 A 1 

0801000200044200 

1.027 

7 A II 

0801000200044100 

1.240 

7 AMP 

0802000100312500 

2.952 


7 BB 

0801000400078800 

5.901 

7 BGP 

0802000100311600 

2.208 

7 BGS 

0801000300055500 

3.348 


7 BNW 

0801000300060500 

3.988 

7 CC 

0801000400080800 

5.301 


7 DD 

0801000400081600 

2.530 

7 DLP 

0802000300350200 

4.616 


7 EEA 

0801000400088900 

5.468 

7 F 

0801000200030500 

3.575 


7 FD 

0801000500102100 

3.201 

7 FF 

0801000100019200 

3.353 

7 FFB 

0801000500103900 

3.506 

7 G 

0801000200046000 

2.237 

7 HH 

0801000200051100 

5.564 


7 IDG(RASUWALA) 

0802000100305700 

4.253 

7 JDW 

0802000300353800 

3.425 


7 KHR 0802000200322400 2.934 


7 KK 

0801000400085400 

2.602 

7 KRW 

0801000300059300 

4.039 

7 KSD 

0802000100302000 

4.021 

7 LL 

0801000200050800 

5.236 

7 LLG 

0801000300068500 

5.235 

7 LLW 

0802000300351200 

2.243 

7 LNP 

0801000200038600 

1.830 

7 MJD (MORJAND) 

0802000100314100 

4.605 


7 MKS 

0802000200323400 

2.378 

7 ML 

0801000200051500 

4.868 

7 MMK 

0802000100316500 

1.954 


Zone Type of Area (Command / 
(Fresh / command) 

Saline) 


(5) _ m 

Fresh Gang Canal 

Saline Gang Canal 

Saline Gang Canal 

Saline Gang Canal 

Saline Gang Canal 

Saline Gang Canal 

Saline Gang Canal 

Fresh Gang Canal 

Saline Gang Canal 

Saline Gang Canal 

Saline Gang Canal 

Fresh Bhakhra Canal 

Saline Bhakhra Canal 

Saline Gang Canal 

Fresh Bhakhra Canal 

Fresh Bhakhra Canal 

Saline Bhakhra Canal 

Saline Bhakhra Canal 

Fresh Gang Canal 

Saline Gang Canal 

Fresh Gang Canal 

Fresh Bhakhra Canal 

Saline Bhakhra Canal 

Saline Gang Canal 

Fresh Gang Canal 

Saline Gang Canal 

Saline Gang Canal 

Saline Gang Canal 

Saline Gang Canal 

Saline Gang Canal 

Fresh Gang Canal 

Saline Gang Canal 

Saline Bhakhra Canal 

Fresh Bhakhra Canal 

Saline Bhakhra Canal 

Fresh Bhakhra Canal 

Saline Bhakhra Canal 

Saline Gang Canal 

Saline Bhakhra Canal 

Saline Bhakhra Canal 

Saline Gang Canal 

Saline Bhakhra Canal 

Fresh Bhakhra Canal 

Fresh Gang Canal 

Fresh Bhakhra Canal 

Saline Bhakhra Canal 

Fresh Bhakhra Canal 

Fresh Gang Canal 

Fresh Bhakhra Canal 

Saline Bhakhra Canal 


7 NKR 
7 NN 


0802000100307400 3.726 Saline Bhakhra Canal 

0801000400081100 3.835 Fresh Gang Canal 


Saline |Gang Canal 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

6.080 

Command 

Younger Alluvium 

1.276 

Command 

Younger Alluvium 

0.167 

Command 

Younger Alluvium 

2.325 

Command 

Younger Alluvium 

0.317 

Command 

Younger Alluvium 

0.022 

Command 

Younger Alluvium 

1.124 

Command 

Younger Alluvium 

0.394 

Command 

Younger Alluvium 

3.279 

Command 

Younger Alluvium 

1.027 

Command 

Younger Alluvium 

1.240 

Command 

Younger Alluvium 

1.326 

Command 

Younger Alluvium 

1.626 

Command 

Younger Alluvium 

5.901 

Command 

Younger Alluvium 

2.208 

Command 

Younger Alluvium 

0.005 

Command 

Younger Alluvium 

3.343 

Command 

Younger Alluvium 

3.988 

Command 

Younger Alluvium 

3.509 

Command 

Younger Alluvium 

1.792 

Command 

Younger Alluvium 

2.530 

Command 

Younger Alluvium 

2.382 

Command 

Younger Alluvium 

2.234 

Command 

Younger Alluvium 

5.468 

Command 

Younger Alluvium 

1.606 

Command 

Younger Alluvium 

1.968 

Command 

Younger Alluvium 

3.201 

Command 

Younger Alluvium 

3.353 

Command 

Younger Alluvium 

3.506 

Command 

Younger Alluvium 

2.237 

Command 

Younger Alluvium 

0.403 

Command 

Younger Alluvium 

5.160 

Command 

Younger Alluvium 

4.253 

Command 

Younger Alluvium 

1.534 

Command 

Younger Alluvium 

1.891 

Command 

Younger Alluvium 

2.786 

Command 

Younger Alluvium 

0.001 

Command 

Younger Alluvium 

2.602 

Command 

Younger Alluvium 

4.039 

Command 

Younger Alluvium 

4.021 

Command 

Younger Alluvium 

5.236 

Command 

Younger Alluvium 

5.235 

Command 

Younger Alluvium 

2.240 

Command 

Younger Alluvium 

1.830 

Command 

Younger Alluvium 

0.561 

Command 

Younger Alluvium 

4.044 

Command 

Younger Alluvium 

0.004 

Command 

Younger Alluvium 

4.868 

Command 

Younger Alluvium 

1.562 

Command 

Younger Alluvium 

0.392 

Command 

Younger Alluvium 

3.726 

Command 

Younger Alluvium 

0.040 

Command 

Younger Alluvium 

3.795 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

130 

300,000 

250,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

220,000 

180,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

220,000 

180,000 

90 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

120 

200,000 

200,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

100 

150,000 

130,000 

90 

220,000 

180,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

100 

150,000 

130,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

120 

200,000 

200,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 



















































































































































































































































































































































































































































































































































































































































































































































Village 


Zone 
(Fresh / 
Saline) 


Type of Area (Command / Non¬ 
command) 


Name 


_ (21 

7 NTW 


7 PTP 
7 Q 


7 RB 
7 SBN 


7 SDP (DHANISIKHONKI) 

7 SDS-B _ 

7 SPM _ 

7 TKW (TAKHRAWALI) 

7 UTS _ 

7 Y _ 

7_Z_ 

70 NP _ 

71 NP _ 

71 RB _ 

72 NP _ 

72 RB _ 

73 NP _ 

73 RB _ 

74 NP _ 

74 RB _ 

75 NP _ 

75 RB _ 

76 NP _ 

76 RB _ 

77 NP _ 

77 RB _ 

78 NP 


78 RB 

79 NP 


79 RB-B 
7B 


7CI 

7CII 


7D 


7E (RURAL) 
7H 


7SDS-A(TAKHAT HAZARAKUMHARAN) 

8 AMP _ 

8 B _ 

8 BB _ 

8 BGP _ 

8 BGS (CHAK DULRASAR)_ 


Census Code 


_ (3) 

0802000100314800 


0802000100305500 

0801000200030200 


0801000400089500 

0802000200321100 


0801000300071200 

0801000300063400 

0801000300071600 

0801000300073100 

0802000300346300 

0801000200034000 

0801000200037500 

0801000500127400 

0801000500127500 

0801000500105600 

0801000500131300 

0801000500105700 

0801000500131100 

0801000500105900 

0801000500127600 

0801000500106000 

0801000500127700 

0801000500106100 

0801000500127800 

0801000500106200 

0801000500127900 

0801000500106300 

0801000500128400 


0801000500105800 

0801000500128500 


0801000500107300 

0801000200025100 


0801000200025000 

0801000200024900 


0801000200024700 


0801000200042300 

0801000200024000 


0801000300063700 

0802000100310000 

0801000200026000 

0801000400078700 

0802000100311700 

0801000300055300 


Area 

sq.km 

(4) 

3.820 


2.747 

4.050 


3.805 

6.361 


3.233 

2.000 

3.015 

1.585 

4.209 

2.680 

1.257 

1.962 

2.759 

2.729 

3.427 

2.169 

2.673 

4.261 

3.851 

5.948 

2.169 

1.619 

2.156 

2.746 

3.218 

3.148 

2.164 


_ (51 

Fresh 

Saline 

Saline 

Fresh 

Saline 

Saline 

Fresh 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 


8.129 Saline 
2.696 Saline 


3.436 

5.326 


2.136 

5.155 


3.424 


2.283 

6.428 


2.009 

5.976 

2.677 

2.697 

3.084 

4.427 


Saline 

Fresh 

Saline 

Saline 

Fresh 

Saline 

Fresh 

Saline 

Fresh 

Fresh 

Saline 

Saline 

Saline 

Saline 

Saline 

Fresh 

Fresh 


_ ( 6 ) 

Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 

IGNP Canal System Stage I 
Gang Canal 
Gang Canal 

IGNP Canal System Stage I 

Gang Canal 

Gang Canal 

Gang Canal 

Gang Canal 

Gang Canal 

Gang Canal 

Gang Canal 

Gang Canal 

Gang Canal 

Gang Canal 

Gang Canal 

Bhakhra Canal 

Bhakhra Canal 

Gang Canal 

Gang Canal 

Bhakhra Canal 

Bhakhra Canal 

Gang Canal 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

3.710 

Command 

Younger Alluvium 

0.110 

Command 

Younger Alluvium 

2.747 

Command 

Younger Alluvium 

0.596 

Command 

Younger Alluvium 

3.454 

Command 

Younger Alluvium 

3.805 

Command 

Younger Alluvium 

0.008 

Command 

Younger Alluvium 

6.353 

Command 

Younger Alluvium 

3.233 

Command 

Younger Alluvium 

2.000 

Command 

Younger Alluvium 

3.015 

Command 

Younger Alluvium 

1.554 

Command 

Younger Alluvium 

4.209 

Command 

Younger Alluvium 

2.680 

Command 

Younger Alluvium 

1.257 

Command 

Younger Alluvium 

0.553 

Command 

Younger Alluvium 

2.163 

Command 

Younger Alluvium 

0.351 

Command 

Younger Alluvium 

0.037 

Command 

Younger Alluvium 

0.456 

Command 

Younger Alluvium 

0.080 

Command 

Younger Alluvium 

3.829 

Command 

Younger Alluvium 

0.957 

Command 

Younger Alluvium 

5.948 

Command 

Younger Alluvium 

2.138 

Command 

Younger Alluvium 

1.619 

Command 

Younger Alluvium 

1.939 

Command 

Younger Alluvium 

2.746 

Command 

Younger Alluvium 

3.218 

Command 

Younger Alluvium 

3.148 

Command 

Younger Alluvium 

1.884 

Command 

Younger Alluvium 

0.279 

Command 

Younger Alluvium 

1.815 

Command 

Younger Alluvium 

0.253 

Command 

Younger Alluvium 

2.443 

Command 

Younger Alluvium 

0.510 

Command 

Younger Alluvium 

2.164 

Command 

Younger Alluvium 

3.162 

Command 

Younger Alluvium 

2.136 

Command 

Younger Alluvium 

1.540 

Command 

Younger Alluvium 

3.616 

Command 

Younger Alluvium 

1.741 

Command 

Younger Alluvium 

1.684 

Command 

Younger Alluvium 

2.283 

Command 

Younger Alluvium 

0.877 

Command 

Younger Alluvium 

5.551 

Command 

Younger Alluvium 

2.009 

Command 

Younger Alluvium 

5.976 

Command 

Younger Alluvium 

2.677 

Command 

Younger Alluvium 

2.697 

Command 

Younger Alluvium 

3.084 

Command 

Younger Alluvium 

0.056 

Command 

Younger Alluvium 

0.205 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

90 

220,000 

180,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

220,000 

180,000 

90 

150,000 

130,000 

90 

150,000 

130,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 



































































































































































































































































































































































































































































































































































































































































































































































Village 


8 BNW 
8 DP 
8 DLP 


8 EEA 
8 F 


8 FD 
8 FF 
8 FFB 
8 G I 
8G II 
8 HH 
8 IDG 
8 KHR 


8 KRW 
8 KSD 


8 LL _ 

8 LLG(LALGARH) 
8 LLW 


8 LNP 
8 MJD 


8 MKS 


8 ML _ 

8 MMK (KIKARWALI) 


8 NKR 
8 NN-A 


8 NN-B 


8 NTW 
8 PTP 
8Q 
8 RB 
8 SBN 
8 SDP 
8SPM 
8 TKW 
8 UTS 
8 Y 

8_Z_ 

8:00 AM 

80 RB 

81 RB 

82 RB 


Name 


( 2 ) 


Census Code 


(3) 


0801000300060600 

0801000400076400 

0802000300350100 


0801000400089000 

0801000200032400 


0801000500102000 

0801000100019300 

0801000500103800 

0801000200045800 

0801000200045900 

0801000200053300 

0802000100305900 

0802000200322300 


0801000300057900 

0802000100302200 


0801000200050400 

0801000300066800 

0802000300351500 


0801000200038300 

0802000100314000 


0802000200321800 


0801000200053200 

0802000100316400 


0802000100307600 

0801000400077000 


0801000400076800 


0802000100314600 

0802000100306600 

0801000200029800 

0801000400089700 

0802000200321300 

0801000300068700 

0801000300071700 

0801000300073400 

0802000400388900 

0801000200033900 

0801000200039700 

0801000200041600 

0801000500107100 

0801000500107000 

0801000500107200 


Zone 
(Fresh / 
Saline) 


Area 


sq.km 

(4) 


_ (51 

Saline 


3.870 

3.693 

0.928 


4.856 

2.631 


3.226 

2.605 

2.815 

4.101 

1.802 

2.995 

2.850 

3.505 


3.580 

3.745 


4.301 

4.887 

3.149 


1.420 

6.371 


4.820 


3.821 

6.228 


3.015 

1.752 


2.203 


2.172 

3.675 

2.893 

2.299 

4.948 

3.216 

2.920 

7.583 

23.323 

2.152 

2.869 

3.753 

2.909 

3.687 

5.639 


Saline 

Fresh 

Fresh 

Saline 

Saline 

Fresh 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 

Fresh 

Saline 

Fresh 

Saline 

Saline 

Fresh 

Saline 

Saline 

Saline 

Fresh 

Saline 

Fresh 

Fresh 

Saline 

Fresh 

Saline 

Fresh 

Fresh 

Saline 

Saline 

Fresh 

Saline 

Fresh 

Saline 

Fresh 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 

Saline 


Type of Area (Command / N< 
command) 


_ m 

Bhakhra Canal 
Gang Canal 
Bhakhra Canal 
Gang Canal 
Bhakhra Canal 
Bhakhra Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Gang Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Gang Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Gang Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Bhakhra Canal 
Bhakhra Canal 
Gang Canal 
Gang Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 
Gang Canal 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

4.112 

Command 

Younger Alluvium 

0.053 

Command 

Younger Alluvium 

3.870 

Command 

Younger Alluvium 

3.693 

Command 

Younger Alluvium 

0.019 

Command 

Younger Alluvium 

0.909 

Command 

Younger Alluvium 

4.856 

Command 

Younger Alluvium 

0.000 

Command 

Younger Alluvium 

2.631 

Command 

Younger Alluvium 

3.226 

Command 

Younger Alluvium 

2.605 

Command 

Younger Alluvium 

2.815 

Command 

Younger Alluvium 

4.101 

Command 

Younger Alluvium 

1.802 

Command 

Younger Alluvium 

2.995 

Command 

Younger Alluvium 

2.850 

Command 

Younger Alluvium 

2.375 

Command 

Younger Alluvium 

0.425 

Command 

Younger Alluvium 

3.580 

Command 

Younger Alluvium 

0.013 

Command 

Younger Alluvium 

3.732 

Command 

Younger Alluvium 

4.301 

Command 

Younger Alluvium 

4.887 

Command 

Younger Alluvium 

2.606 

Command 

Younger Alluvium 

0.067 

Command 

Younger Alluvium 

1.420 

Command 

Younger Alluvium 

1.826 

Command 

Younger Alluvium 

4.545 

Command 

Younger Alluvium 

0.164 

Command 

Younger Alluvium 

4.327 

Command 

Younger Alluvium 

3.821 

Command 

Younger Alluvium 

4.863 

Command 

Younger Alluvium 

1.365 

Command 

Younger Alluvium 

3.015 

Command 

Younger Alluvium 

1.031 

Command 

Younger Alluvium 

0.721 

Command 

Younger Alluvium 

1.911 

Command 

Younger Alluvium 

0.292 

Command 

Younger Alluvium 

2.172 

Command 

Younger Alluvium 

3.675 

Command 

Younger Alluvium 

2.893 

Command 

Younger Alluvium 

1.932 

Command 

Younger Alluvium 

4.948 

Command 

Younger Alluvium 

3.216 

Command 

Younger Alluvium 

2.920 

Command 

Younger Alluvium 

7.583 

Command 

Younger Alluvium 

23.323 

Command 

Younger Alluvium 

2.152 

Command 

Younger Alluvium 

2.869 

Command 

Younger Alluvium 

3.753 

Command 

Younger Alluvium 

2.866 

Command 

Younger Alluvium 

3.667 

Command 

Younger Alluvium 

0.024 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

200,000 

200,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

220,000 

180,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

100 

150,000 

130,000 

90 

220,000 

180,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

100 

150,000 

130,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

90 

220,000 

180,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 
































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



83 LNP 


83 RB 


84 RB-A 


84 RB-B 


85 RB 


8C 


8SDS(TAKHAT HAZARABAWARIYAN) 


9 AMP 


9 BB (RATEWALA) 


9 BGP-A 


9 BGP-B 


9 BGS 


9 BNW 


9 DD 


9 DLP 


9 IDG 


9 JDW 


9 KRW (KARADWALA) 


9 KSD 


9 LL 


9 LLG 


9 LLW 


9 LNP 


9 MJD 


9 ML 


9 MMK 


0801000400100800 


0801000500106900 


0801000500106800 


0801000500106600 


0801000500106700 


0801000200024800 




Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



0801000300063500 

4.746 

0802000100312600 

2.123 


0801000400078600 

2.414 

0802000100310500 

1.909 


0802000100310400 

2.109 

0801000300055400 

5.211 



0801000300060700 

4.350 

0801000400076300 

2.054 

0802000300350000 

6.914 



0801000500103500 

2.453 

0801000200045500 

1.380 

0801000200053400 

4.662 


0802000100306000 

9.232 

0802000300353900 

2.726 

0801000300059400 

3.622 

0802000100302100 

3.260 

0801000200050500 

4.412 

0801000300068400 

3.108 

0802000300351900 

2.124 

0801000200038500 

2.973 

0802000100313000 

2.236 

0801000200054200 

4.029 

0802000100316300 

4.509 



0802000100307500 

3.133 

0801000400076700 

0.839 



Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Non-command 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

0.152 

Command 

Younger Alluvium 

2.832 

Command 

Younger Alluvium 

1.325 

Command 

Younger Alluvium 

3.940 

Command 

Younger Alluvium 

2.272 

Command 

Younger Alluvium 

1.636 

Command 

Younger Alluvium 

2.238 

Command 

Younger Alluvium 

1.136 

Command 

Younger Alluvium 

2.182 

Command 

Younger Alluvium 

0.515 

Command 

Younger Alluvium 

3.940 

Command 

Younger Alluvium 

4.746 

Command 

Younger Alluvium 

0.000 

Command 

Younger Alluvium 

2.123 

Command 

Younger Alluvium 

2.414 

Command 

Younger Alluvium 

0.004 

Command 

Younger Alluvium 

1.905 

Command 

Younger Alluvium 

2.109 

Command 

Younger Alluvium 

0.008 

Command 

Younger Alluvium 

5.132 

Command 

Younger Alluvium 

0.071 

Command 

Younger Alluvium 

4.350 

Command 

Younger Alluvium 

2.054 

Command 

Younger Alluvium 

0.007 

Command 

Younger Alluvium 

6.906 

Command 

Younger Alluvium 

0.462 

Command 

Younger Alluvium 

2.288 

Command 

Younger Alluvium 

3.977 

Non-command 

Younger Alluvium 

0.000 

Command 

Younger Alluvium 

0.708 

Command 

Younger Alluvium 

1.990 

Command 

Younger Alluvium 

2.453 

Command 

Younger Alluvium 

1.380 

Command 

Younger Alluvium 

1.349 

Command 

Younger Alluvium 

3.313 

Command 

Younger Alluvium 

9.232 

Command 

Younger Alluvium 

2.726 

Command 

Younger Alluvium 

3.622 

Command 

Younger Alluvium 

3.260 

Command 

Younger Alluvium 

4.412 

Command 

Younger Alluvium 

3.108 

Command 

Younger Alluvium 

0.137 

Command 

Younger Alluvium 

2.973 

Command 

Younger Alluvium 

2.236 

Command 

Younger Alluvium 

4.029 

Command 

Younger Alluvium 

3.896 

Command 

Younger Alluvium 

0.613 

Command 

Younger Alluvium 

3.133 

Command 

Younger Alluvium 

0.614 

Command 

Younger Alluvium 

0.224 

Command 

Younger Alluvium 

2.511 

Command 

Younger Alluvium 

0.285 

Command 

Younger Alluvium 

3.209 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

220,000 

180,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

220,000 

180,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

200,000 

200,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

100 

150,000 

130,000 

90 

90,000 

70,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

90 

220,000 

180,000 

90 

90,000 

70,000 

90 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 














































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 




9 SDP 


9 SDS (CHAK SOHANEWALA) 


9 SPM 


9 TKW 


9 Y 


9 Z 


9:00 AM 


9H 


Amarsar 


Amda Raqba Gumjal 


Binjh Bayala 


Bishanpura 


Chak Ganeshgarh With Dungarsinghpura 


Dulrasar 


Faqirwali Barani 


Gajsinghpur (m) 


Ganeshgarh Barani 


Ganganagar (m Cl+og) 


Hunatpura 


Jiwandesar 


Khata 


Kikar Chak Barani 


Kishanpura Barani 


Lakha Tiba 


0801000300072300 


Lalgarh Barani 2 


Likhmisar 


Luhara 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Census Code 

Area 


sq.km 

(3) 

(4) 

0801000200030100 

3.719 



0801000400089900 

2.450 

0802000100320100 

3.059 


0801000300071300 

4.157 

0801000300062900 

2.701 

0801000300074000 

2.991 

0801000300072900 

2.353 

0801000200032000 

3.467 

0801000200037400 

2.332 

0801000200044300 

2.378 

0801000200023800 

3.654 


0801000500112900 

6.217 

0801000200031600 

3.618 



0801000400093300 

2.286 

0801000500111100 

2.688 

0801000200054700 

4.986 

0801000500112500 

12.813 

0801000400094400 

2.636 



0801000240103000 

7.721 

0801000400092500 

1.177 

0801000400093700 

5.038 


0801000500110300 

11.261 

0801000300067100 

0.814 

0801000400093500 

1.008 

0801000500110200 

38.210 


4.817 Fresh 



0801000300067300 

0.742 

0801000500112400 

2.615 

0801000500103100 

2.134 



0801000201900001 


Saline 


Saline 


Fresh 


Saline 


0.718 Saline 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Non-command 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Bhakhra Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Gang Canal 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

1.145 

Command 

Younger Alluvium 

2.574 

Command 

Younger Alluvium 

2.450 

Command 

Younger Alluvium 

0.010 

Command 

Younger Alluvium 

3.049 

Command 

Younger Alluvium 

4.157 

Command 

Younger Alluvium 

2.701 

Command 

Younger Alluvium 

2.991 

Command 

Younger Alluvium 

2.313 

Command 

Younger Alluvium 

3.467 

Command 

Younger Alluvium 

2.332 

Command 

Younger Alluvium 

2.378 

Command 

Younger Alluvium 

1.169 

Command 

Younger Alluvium 

2.474 

Command 

Younger Alluvium 

4.444 

Command 

Younger Alluvium 

2.621 

Command 

Younger Alluvium 

0.997 

Command 

Younger Alluvium 

0.846 

Command 

Younger Alluvium 

5.850 

Command 

Younger Alluvium 

0.001 

Command 

Younger Alluvium 

4.047 

Command 

Younger Alluvium 

3.729 

Command 

Younger Alluvium 

8.664 

Command 

Younger Alluvium 

2.286 

Command 

Younger Alluvium 

2.688 

Command 

Younger Alluvium 

4.986 

Command 

Younger Alluvium 

12.298 

Command 

Younger Alluvium 

0.749 

Command 

Younger Alluvium 

0.215 

Command 

Younger Alluvium 

0.244 

Command 

Younger Alluvium 

1.857 

Command 

Younger Alluvium 

0.707 

Command 

Younger Alluvium 

0.653 

Command 

Younger Alluvium 

2.907 

Command 

Younger Alluvium 

0.791 

Command 

Younger Alluvium 

7.721 

Command 

Younger Alluvium 

1.177 

Command 

Younger Alluvium 

1.018 

Command 

Younger Alluvium 

0.276 

Command 

Younger Alluvium 

11.261 

Command 

Younger Alluvium 

0.814 

Command 

Younger Alluvium 

0.345 

Command 

Younger Alluvium 

30.395 

Non-command 

Younger Alluvium 

0.000 

Command 

Younger Alluvium 

2.952 

Command 

Younger Alluvium 

0.419 

Command 

Younger Alluvium 

1.445 

Command 

Younger Alluvium 

0.000 

Command 

Younger Alluvium 

0.742 

Command 

Younger Alluvium 

2.615 

Command 

Younger Alluvium 

0.186 

Command 

Younger Alluvium 

1.949 

Command 

Younger Alluvium 

0.718 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

100 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

220,000 

180,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

150,000 

130,000 

90 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 



















































































































































































































































































































































































































































































































































































































































































Micro-watershed 



16002005 


Narsinghpura Barani 


Nursar Barani 



Padampur (m) 


Patti Kheeyan I 


Patti Kheeyan li 


Ramsara Kumharan 



Sadulshahar (m) 


Sangaria (M) 


Sanwatsar 


Sharkaj Nahar Baliwala 


Sharkaj Nahar Khakho 


Sharkaj Nahar Kotha 


Sharkaj Nahar Orki 


Sharkaj Nahar Pakki 


Shyamsinghwala 


Thakari-a 


Tiba Motasar Khooni 


1AM 


1 AM-A 


1 AM-B 


1 BD-A 


1 BD-B 


1 DD 


1GD-A 


1GD-B 


0801000501900002 


0801000501900003 


0801000501900004 


0801000501900005 


0801000501900006 


0801000400086300 


0801000400081700 


0801000440105000 


0801000200043300 


0801000200043200 


0801000500112600 


0801000340104000 


0802000140201000 


0801000500112700 


0801000200027200 


0801000200043100 


0801000500113000 


0801000100021900 


0801000600172100 


0801000700197600 


0801000700197500 


0801000700196800 


0801000700196900 


0801000600176500 


0801000700217700 


0801000700217600 



0.376 


0.603 


2.669 


11.440 



1.111 


1.228 


3.422 


12.984 




1.598 


11.356 


9.998 




Zone 
(Fresh / 
Saline) 

Type of Area (Command / Non¬ 
command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 





sq.km 

(5) 

(6) 

(6) 

(7) 

(8) 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.971 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.087 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.236 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.035 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.376 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.603 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.669 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

9.856 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.584 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.111 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.228 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

3.422 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.542 

Saline 

Gang Canal 

Command 

Younger Alluvium 

12.173 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.493 

Saline 

Gang Canal 

Command 

Younger Alluvium 

5.658 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.122 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

3.173 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.006 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.236 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.432 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.528 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.664 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.440 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.612 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.034 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.106 

Saline 

Gang Canal 

Command 

Younger Alluvium 

5.873 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.060 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.545 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.598 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.715 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

4.559 

Saline 

Gang Canal 

Command 

Younger Alluvium 

5.439 


Sub Basin: Sub 2 



with 

Pumpset 


( 9 ) ( 10 ) 


Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.491 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

2.653 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

4.166 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.607 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.567 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.235 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.643 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.103 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.037 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.325 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.089 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.280 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.710 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.567 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.018 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.001 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.012 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.324 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

120 

200,000 

200,000 

100 

150,000 

130,000 

100 

150,000 

130,000 

120 

150,000 

130,000 

90 

100,000 

80,000 

120 

200,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

220,000 

180,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

100 

150,000 

130,000 

90 

100,000 

80,000 

130 

300,000 

250,000 

90 

100,000 

80,000 


90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 

















































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / 
(Fresh / command) 

Saline) 



1 KNM I-A 


1 KNM l-B 


1 KNM ll-A 


1 KNM I l-B 


1 Mmwm 


1 PSD-A 


1 PSD-B 


1 SKM-A 


1SKM-B 


10 H 


10 KD 


10 Kid (kundala) 


10 KND-A 


10 KND-B 


10 MD 


10 P 


11 DOL-A 


11 DOL-B 


11 GD-A 


Census Code 

Area 


sq.km 

(3) 

(4) 

0801000700219700 

1.990 

0801000700192200 

2.067 

0801000700192100 

1.518 

0803000600562000 

10.697 

0801000700197900 

1.886 

0801000700199200 

3.495 

0801000700211900 

3.075 

0801000700212000 

1.767 

0801000700186100 

3.330 



0801000700188400 

3.666 

0801000700188500 

1.746 

0801000700188000 

1.853 

0801000700187900 

2.849 



1.923 Fresh 


Saline 


0803000700568000 

42.883 

0801000700192300 

1.316 

0801000700192400 

1.216 




3.160 Fresh 


Saline 


0801000700211100 

2.047 

0801000700211200 

2.189 



0801000700216800 

1.913 

0803000600561100 

22.248 


1.674 Fresh 



0801000600174000 

2.786 

0801000700190800 

1.622 

0803000600563200 

11.127 

0801000700187000 

2.518 

0801000700187100 

2.173 

0801000600174500 

3.645 


0801000600169300 

2.569 

0801000700195900 

3.220 


0801000700196000 

3.204 

0801000700214900 

2.506 



11GD-B 


0801000700214800 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


( 6 ) 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

0.212 

Command 

Younger Alluvium 

2.021 

Command 

Younger Alluvium 

1.453 

Command 

Older Alluvium 

10.697 

Command 

Older Alluvium 

1.886 

Command 

Younger Alluvium 

1.060 

Command 

Younger Alluvium 

3.075 

Command 

Younger Alluvium 

1.767 

Command 

Younger Alluvium 

3.283 

Command 

Younger Alluvium 

0.047 

Command 

Younger Alluvium 

3.666 

Command 

Younger Alluvium 

1.746 

Command 

Younger Alluvium 

1.853 

Command 

Younger Alluvium 

0.000 

Command 

Younger Alluvium 

2.849 

Command 

Older Alluvium 

5.606 

Command 

Younger Alluvium 

0.052 

Command 

Younger Alluvium 

1.241 

Command 

Younger Alluvium 

0.682 

Command 

Older Alluvium 

1.909 

Command 

Younger Alluvium 

0.470 

Command 

Younger Alluvium 

0.578 

Command 

Younger Alluvium 

0.006 

Command 

Older Alluvium 

0.330 

Command 

Older Alluvium 

2.830 

Command 

Younger Alluvium 

2.047 

Command 

Younger Alluvium 

2.101 

Command 

Younger Alluvium 

0.089 

Command 

Younger Alluvium 

1.913 

Command 

Older Alluvium 

22.248 

Command 

Younger Alluvium 

0.000 

Command 

Older Alluvium 

0.598 

Command 

Younger Alluvium 

0.485 

Command 

Older Alluvium 

0.126 

Command 

Younger Alluvium 

0.465 

Command 

Younger Alluvium 

0.295 

Command 

Younger Alluvium 

1.984 

Command 

Younger Alluvium 

0.101 

Command 

Younger Alluvium 

2.325 

Command 

Younger Alluvium 

2.786 

Command 

Younger Alluvium 

1.622 

Command 

Older Alluvium 

11.127 

Command 

Younger Alluvium 

2.518 

Command 

Younger Alluvium 

2.173 

Command 

Younger Alluvium 

3.631 

Command 

Younger Alluvium 

0.014 

Command 

Younger Alluvium 

2.569 

Command 

Younger Alluvium 

0.056 

Command 

Younger Alluvium 

3.164 

Command 

Younger Alluvium 

3.204 

Command 

Younger Alluvium 

2.504 

Command 

Younger Alluvium 

0.002 

Command 

Younger Alluvium 

2.375 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

100,000 

80,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

100,000 

80,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

90 

130,000 

110,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

250,000 

200,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




















































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / 
(Fresh / command) 

Saline) 



11 KND-A 


11 KND-B 


11 KPD 


11 LM 


11 MD 


12 KND 


12 KPD-B 


12 Kyd 


12 Lkd 


12 MD-A 


13 DOL-A 


13 DOL-B 


13 GD 


13 H 


13 KD-A 


13 Kjd (madhodiggi) 


13 Kid 


13 KND-A 


13 KND-B 


13 KND-C 


13 Kpd (jiyan Wali) 


13 Kyd 


13 LM 


13 MD-A 


Census Code 

Area 


sq.km 

(3) 

(4) 



0801000600173700 

4.286 

0801000700190700 

2.673 

0801000700190600 

1.507 


0801000700185400 

1.306 

0801000700185300 

1.461 

0801000700200600 

9.948 

0801000600179700 

2.014 

0801000700216700 

6.271 




2.891 Saline 


0801000700214700 

2.109 

0801000600173500 

3.899 

0801000700190500 

2.299 


0801000700187200 

2.829 

0801000700200700 

3.682 

0803000600561500 

10.385 

0803000700568100 

23.106 

0801000600174400 

1.133 



0801000700196300 

1.444 

0801000700196400 

1.854 

0801000700214400 

3.963 

0801000600171300 

2.661 

0801000700190400 

5.339 



0803000600562900 

61.555 

0803000600563100 

14.657 

0801000700185200 

1.247 

0801000700185100 

1.561 

0801000700185000 

2.175 

0803000700568200 

30.955 

0803000600563500 

25.998 

0801000600179800 

3.129 

0801000600173900 

2.281 




0801000600169500 

2.364 

0803000600561000 

40.287 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


( 6 ) 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

1.441 

Command 

Younger Alluvium 

4.286 

Command 

Younger Alluvium 

2.673 

Command 

Younger Alluvium 

1.399 

Command 

Younger Alluvium 

0.108 

Command 

Younger Alluvium 

1.306 

Command 

Younger Alluvium 

1.461 

Command 

Older Alluvium 

2.233 

Command 

Younger Alluvium 

0.031 

Command 

Younger Alluvium 

5.303 

Command 

Younger Alluvium 

0.967 

Command 

Younger Alluvium 

3.469 

Command 

Younger Alluvium 

0.000 

Command 

Older Alluvium 

0.960 

Command 

Younger Alluvium 

0.613 

Command 

Older Alluvium 

2.510 

Command 

Younger Alluvium 

0.381 

Command 

Younger Alluvium 

2.109 

Command 

Younger Alluvium 

3.899 

Command 

Younger Alluvium 

1.482 

Command 

Younger Alluvium 

0.816 

Command 

Younger Alluvium 

2.829 

Command 

Older Alluvium 

0.905 

Command 

Older Alluvium 

10.385 

Command 

Older Alluvium 

19.044 

Command 

Younger Alluvium 

0.964 

Command 

Younger Alluvium 

0.170 

Command 

Younger Alluvium 

0.538 

Command 

Younger Alluvium 

0.588 

Command 

Younger Alluvium 

1.495 

Command 

Younger Alluvium 

0.887 

Command 

Younger Alluvium 

1.444 

Command 

Younger Alluvium 

1.854 

Command 

Younger Alluvium 

3.963 

Command 

Younger Alluvium 

2.661 

Command 

Younger Alluvium 

0.709 

Command 

Younger Alluvium 

4.630 

Command 

Younger Alluvium 

0.003 

Command 

Younger Alluvium 

2.299 

Command 

Older Alluvium 

20.383 

Command 

Older Alluvium 

14.657 

Command 

Younger Alluvium 

1.247 

Command 

Younger Alluvium 

1.561 

Command 

Younger Alluvium 

2.175 

Command 

Older Alluvium 

26.847 

Command 

Older Alluvium 

25.998 

Command 

Younger Alluvium 

0.733 

Command 

Younger Alluvium 

0.866 

Command 

Younger Alluvium 

1.415 

Command 

Younger Alluvium 

1.047 

Command 

Younger Alluvium 

0.697 

Command 

Younger Alluvium 

1.544 

Command 

Older Alluvium 

40.287 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 








































































































































































































































































































































































































































































































































































































































































Village 

Zone 
(Fresh / 
Saline) 

Name 


Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 


16 GD 


16 H 


16 KD-A 


16 KD-B 


16 KND-A 


16 KND-B 


16 Lkd 


16 LM 


16 MD 


17 GD-A 


17GD-B 


17 H 


17 KD 


17 KND-A 


17 KND-B 


17 Kyd 


17 LM 


17 MD-A 


18 GD 


18 H 


18 KD-A 


18 KD-B 


18 KND 


3.348 Saline 




0801000600173400 

2.904 

0801000700190200 

2.881 

0801000700187300 

1.899 

0801000700187400 

1.896 

0801000700216600 

2.057 

0801000600170800 

3.493 

0801000700214500 

3.561 

0801000600171400 

4.953 

0801000700190100 

2.437 



0801000700184900 

1.229 

0801000700184800 

1.660 

0801000600179900 

3.491 

0801000600173600 

2.865 


0801000700214000 

1.810 

0801000600173100 

3.517 

0801000700189900 

2.466 

0801000700189800 

4.485 

0801000700187500 

1.245 

0801000700187600 

1.453 

0803000200503600 

19.970 

0801000600181600 

1.969 

0801000700216500 

2.170 


0801000700213900 

2.474 

0801000700213800 

2.364 

0801000600171500 

4.455 

0801000700189700 

4.105 

0801000700184700 

1.489 

0801000700184600 

2.587 

0803000600561600 

16.872 

0801000600182800 

6.326 

0801000700216400 

1.474 



0801000700213700 

1.831 

0801000600173000 

3.253 

0801000700189600 

2.653 

0801000700189500 

4.340 

0801000700184500 

2.353 


Type of Area (Command / 
command) 


_ ( 6 ) 

Non-command 

IGNP Canal System Stage 

IGNP Canal System Stage 

IGNP Canal System Stage 

IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.000 

Command 

Older Alluvium 

0.000 

Command 

Younger Alluvium 

3.230 

Command 

Older Alluvium 

0.018 

Command 

Younger Alluvium 

1.882 

Command 

Older Alluvium 

0.135 

Command 

Younger Alluvium 

3.213 

Command 

Younger Alluvium 

0.516 

Command 

Younger Alluvium 

4.436 

Command 

Younger Alluvium 

2.904 

Command 

Younger Alluvium 

2.881 

Command 

Younger Alluvium 

1.899 

Command 

Younger Alluvium 

1.896 

Command 

Younger Alluvium 

2.057 

Command 

Younger Alluvium 

0.210 

Command 

Younger Alluvium 

3.561 

Command 

Younger Alluvium 

4.624 

Command 

Younger Alluvium 

0.537 

Command 

Younger Alluvium 

1.900 

Command 

Younger Alluvium 

0.035 

Command 

Younger Alluvium 

1.917 

Command 

Younger Alluvium 

1.229 

Command 

Younger Alluvium 

1.660 

Command 

Younger Alluvium 

1.985 

Command 

Younger Alluvium 

0.201 

Command 

Younger Alluvium 

2.664 

Command 

Younger Alluvium 

1.810 

Command 

Younger Alluvium 

3.517 

Command 

Younger Alluvium 

2.466 

Command 

Younger Alluvium 

4.485 

Command 

Younger Alluvium 

1.245 

Command 

Younger Alluvium 

1.453 

Command 

Older Alluvium 

3.036 

Command 

Younger Alluvium 

1.468 

Command 

Younger Alluvium 

2.161 

Command 

Younger Alluvium 

0.008 

Command 

Younger Alluvium 

2.474 

Command 

Younger Alluvium 

2.364 

Command 

Younger Alluvium 

4.438 

Command 

Younger Alluvium 

4.105 

Command 

Younger Alluvium 

1.489 

Command 

Younger Alluvium 

2.587 

Command 

Older Alluvium 

16.872 

Command 

Younger Alluvium 

0.377 

Command 

Younger Alluvium 

1.225 

Command 

Younger Alluvium 

0.249 

Command 

Younger Alluvium 

2.183 

Command 

Younger Alluvium 

2.067 

Command 

Younger Alluvium 

1.831 

Command 

Younger Alluvium 

3.253 

Command 

Younger Alluvium 

2.653 

Command 

Younger Alluvium 

4.340 

Command 

Younger Alluvium 

2.353 


with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




















































































































































































































































































































































































































































































































































































































































Micro-watershed 



18 MD-A 


18 MD-B 


19 GD 


19 H 


19 KD-A 


19 KD-B 


19 KND-A 


2 Brwm 


2 DD-A 


2 DD-B 


2 DOL 


2GD-A 


2GM-A 


2GM-B 


2 H 


2 KLM-B 


2 KM 


2 KNM I-A 


2 KNM l-B 


2 KNM ll-A 


2 KNM I l-B 


2 Kwm 


2 MD 


2 MLD-A 


2 NWM 


2 P-A 


2 PSD-B 


Zone Type of Area (Command / 
(Fresh / command) 

Saline) 


0801000600173300 


0801000600173200 


0801000700213600 


0801000600171600 


0801000700189400 


0801000700189300 


0801000700184400 





0801000600172000 

3.147 

0801000700197700 

2.960 



0803000600561700 

11.287 

0801000700219300 

1.731 

0801000700219600 

2.334 

0801000700194500 

1.306 

0801000700217900 

2.692 



0801000700209700 

1.615 

0801000700209800 

1.381 

0801000600175100 

3.117 




0801000600180000 

2.847 

0801000700192000 

0.938 

0801000700198000 

2.796 



3.794 Saline 


0801000700199000 

2.244 

0801000700212100 

3.472 



0801000700188300 

0.725 

0801000700188200 

0.924 

0801000700187700 

2.164 

0801000700187800 

2.391 


0803000600560600 

32.134 

0801000600176000 

2.519 


0801000700209500 

2.794 

0801000600176600 

4.996 

0801000600168900 

1.440 

0801000700192600 

3.800 



GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


( 6 ) 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System Stage 


System Stage 


System Stage 


System Stage 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 



System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

1.724 

Command 

Younger Alluvium 

1.407 

Command 

Younger Alluvium 

2.825 

Command 

Younger Alluvium 

4.107 

Command 

Younger Alluvium 

2.139 

Command 

Younger Alluvium 

3.253 

Command 

Older Alluvium 

0.001 

Command 

Younger Alluvium 

1.284 

Command 

Older Alluvium 

0.288 

Command 

Younger Alluvium 

1.009 

Command 

Younger Alluvium 

0.014 

Command 

Younger Alluvium 

2.170 

Command 

Younger Alluvium 

3.147 

Command 

Older Alluvium 

2.603 

Command 

Younger Alluvium 

0.358 

Command 

Older Alluvium 

3.425 

Command 

Younger Alluvium 

1.731 

Command 

Younger Alluvium 

2.025 

Command 

Younger Alluvium 

0.660 

Command 

Younger Alluvium 

0.115 

Command 

Younger Alluvium 

2.384 

Command 

Younger Alluvium 

2.391 

Command 

Younger Alluvium 

0.298 

Command 

Younger Alluvium 

1.615 

Command 

Younger Alluvium 

1.381 

Command 

Younger Alluvium 

2.967 

Command 

Younger Alluvium 

0.042 

Command 

Younger Alluvium 

2.521 

Command 

Younger Alluvium 

0.938 

Command 

Older Alluvium 

2.789 

Command 

Younger Alluvium 

0.007 

Command 

Older Alluvium 

1.967 

Command 

Younger Alluvium 

1.447 

Command 

Older Alluvium 

2.154 

Command 

Younger Alluvium 

0.496 

Command 

Younger Alluvium 

2.976 

Command 

Younger Alluvium 

4.265 

Command 

Younger Alluvium 

0.001 

Command 

Younger Alluvium 

0.725 

Command 

Younger Alluvium 

0.924 

Command 

Younger Alluvium 

2.164 

Command 

Younger Alluvium 

0.000 

Command 

Younger Alluvium 

2.391 

Command 

Older Alluvium 

20.760 

Command 

Younger Alluvium 

0.453 

Command 

Younger Alluvium 

2.066 

Command 

Younger Alluvium 

0.000 

Command 

Younger Alluvium 

2.065 

Command 

Younger Alluvium 

0.083 

Command 

Younger Alluvium 

0.077 

Command 

Younger Alluvium 

0.064 

Command 

Older Alluvium 

0.078 

Command 

Older Alluvium 

2.961 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 


(14) (15) 



























































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / 
(Fresh / command) 

Saline) 



2SJM-B 


2 SKM-A 


2SKM-B 


2 STR 


20 Bd 


20 GD 


20 H 


20 KD-A 


20 KD-B 


20 KND 


20 MD-A 


20 MD-B 


20 P 


21 AS-A 


21 AS-B 


21 GD 


21 H 


21 KD 


21 KND 


21 MD 


21 P 


22 GD 


22 Kyd 


22 MD 


22 P 


23 AS 


23 GD 


23 MD-A 


23 MD-B 


24 AS-A 


Census Code 

Area 


sq.km 

(3) 

(4) 

0801000700198500 

3.490 

0801000700211300 

3.089 

0801000700211400 

2.332 



0801000700216900 

0.780 

0803000600560700 

11.815 

0801000700213500 

1.839 

0801000600171700 

3.527 

0801000700189200 

2.567 

0801000700189100 

1.935 

0801000700184200 

5.020 



0801000700216100 

2.474 

0801000700216000 

2.529 

0801000600170500 

3.311 

0801000700219200 

1.807 

0801000700219100 

2.009 

0801000700213400 

5.356 


0801000600171800 

4.247 

0801000700189000 

4.690 

0801000700184100 

2.378 


0801000600172900 

3.040 

0801000600170300 

3.729 

0801000700213300 

3.352 


Fresh 


Saline 


15.896 Fresh 



0803000600560800 

27.207 

0801000700215900 

7.103 

0801000600170200 

4.468 

0801000700218800 

3.442 

0801000700213200 

5.463 



0801000600172800 

1.556 

0801000600172700 

2.590 

0801000700218700 

2.799 



24 MD-A 


24 MD-B 


0801000600172500 

1.957 

0801000600172200 

2.328 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


Non-comm 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


Non-comm 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


( 6 ) 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


and 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


and 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Older Alluvium 

3.490 

Command 

Younger Alluvium 

3.089 

Command 

Younger Alluvium 

2.182 

Command 

Younger Alluvium 

0.150 

Command 

Younger Alluvium 

0.780 

Command 

Older Alluvium 

11.815 

Command 

Younger Alluvium 

1.839 

Command 

Younger Alluvium 

3.527 

Command 

Younger Alluvium 

2.567 

Command 

Younger Alluvium 

1.935 

Command 

Younger Alluvium 

0.000 

Command 

Older Alluvium 

0.315 

Command 

Younger Alluvium 

4.706 

Command 

Younger Alluvium 

2.474 

Command 

Younger Alluvium 

2.529 

Command 

Younger Alluvium 

0.265 

Command 

Younger Alluvium 

0.795 

Command 

Younger Alluvium 

0.472 

Command 

Younger Alluvium 

0.002 

Command 

Younger Alluvium 

5.354 

Command 

Younger Alluvium 

4.247 

Command 

Younger Alluvium 

4.690 

Command 

Older Alluvium 

1.906 

Command 

Younger Alluvium 

0.472 

Command 

Younger Alluvium 

3.040 

Command 

Younger Alluvium 

0.044 

Command 

Younger Alluvium 

0.003 

Command 

Younger Alluvium 

3.349 

Command 

Younger Alluvium 

0.007 

Non-command 

Younger Alluvium 

0.000 

Command 

Younger Alluvium 

15.889 

Command 

Younger Alluvium 

0.000 

Command 

Older Alluvium 

0.830 

Command 

Younger Alluvium 

0.735 

Command 

Older Alluvium 

27.207 

Command 

Younger Alluvium 

7.103 

Command 

Younger Alluvium 

0.212 

Command 

Younger Alluvium 

2.258 

Command 

Younger Alluvium 

0.003 

Command 

Younger Alluvium 

5.461 

Command 

Younger Alluvium 

0.004 

Non-command 

Younger Alluvium 

0.000 

Command 

Younger Alluvium 

8.491 

Command 

Younger Alluvium 

1.556 

Command 

Younger Alluvium 

2.590 

Command 

Younger Alluvium 

0.031 

Command 

Younger Alluvium 

2.304 

Command 

Younger Alluvium 

0.162 

Command 

Younger Alluvium 

2.004 

Command 

Younger Alluvium 

0.300 

Command 

Younger Alluvium 

3.110 

Command 

Younger Alluvium 

1.957 

Command 

Younger Alluvium 

2.328 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

ipd 

(IV 

(12) 

(13) 

90 

100,000 

80,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 















































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / 
(Fresh / command) 

Saline) 



24 P 


24-25 Kyd 


25 MD 


26 MD 


27 AS 


27 MD 


27 RJD 


28 Bd 


28 Kyd 


28 MD-A 


29 AS-A 


29 AS-B 


3 AM-A 


3 AM-B 


3 BD 


3 DD-A 


3 DD-B 


3 DOL 


3 JM 


3 KD-A 


3 KD-B 


3 KLM 


3 KND-A 


3 KND-B 


3 KNM I 


3 MD 


3 PSD-B 


3 Pwm 


3 SJM 


3 SKM-A 


3 Vgm (guluwali) 


30 AS-A 


Census Code 

Area 


sq.km 

(3) 

(4) 

0801000600170100 

4.558 

0803000600560500 

15.035 

0801000600172400 

2.412 

0801000700214300 

4.064 



0801000700218200 

1.713 

0801000600172300 

1.233 

0801000700200800 

6.410 

0803000600560300 

7.609 

0803000600560400 

38.173 

0801000700214200 

2.550 



0801000700210900 

1.478 

0801000700211000 

2.081 

0801000600172600 

1.218 

0801000600171900 

1.462 

0801000700197000 

2.546 


0801000700219400 

1.816 

0801000700219500 

1.048 

0801000700194700 

2.522 



0801000700210200 

2.218 

0801000600175000 

3.337 



0801000600180100 

2.760 

0801000700191700 

1.337 

0801000700191600 

2.263 


0801000700198900 

3.316 

0801000700186000 

1.659 

0801000700185900 

1.387 


0801000700188600 

2.676 

0801000600175900 

2.277 

0801000700192800 

2.926 


0803000600562100 

22.653 

0801000700198200 

5.261 

0801000700211500 

1.855 



0803000600562600 

31.317 

0801000700194300 

1.881 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


Non-comm 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


( 6 ) 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


and 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

0.389 

Command 

Older Alluvium 

15.035 

Command 

Younger Alluvium 

2.412 

Command 

Younger Alluvium 

0.000 

Command 

Younger Alluvium 

4.064 

Command 

Younger Alluvium 

1.051 

Command 

Younger Alluvium 

1.233 

Command 

Older Alluvium 

0.356 

Command 

Older Alluvium 

7.609 

Command 

Older Alluvium 

32.682 

Command 

Younger Alluvium 

0.003 

Non-command 

Younger Alluvium 

0.000 

Command 

Younger Alluvium 

2.547 

Command 

Younger Alluvium 

0.006 

Command 

Younger Alluvium 

7.177 

Command 

Younger Alluvium 

1.230 

Command 

Younger Alluvium 

1.381 

Command 

Younger Alluvium 

1.218 

Command 

Younger Alluvium 

1.462 

Command 

Older Alluvium 

0.002 

Command 

Younger Alluvium 

2.545 

Command 

Younger Alluvium 

1.816 

Command 

Younger Alluvium 

1.048 

Command 

Younger Alluvium 

1.428 

Command 

Younger Alluvium 

1.094 

Command 

Younger Alluvium 

1.438 

Command 

Younger Alluvium 

1.154 

Command 

Younger Alluvium 

1.813 

Command 

Younger Alluvium 

2.016 

Command 

Younger Alluvium 

1.319 

Command 

Younger Alluvium 

2.688 

Command 

Younger Alluvium 

1.337 

Command 

Younger Alluvium 

2.253 

Command 

Younger Alluvium 

0.011 

Command 

Older Alluvium 

2.609 

Command 

Younger Alluvium 

1.659 

Command 

Younger Alluvium 

1.137 

Command 

Younger Alluvium 

0.250 

Command 

Younger Alluvium 

2.676 

Command 

Younger Alluvium 

2.277 

Command 

Younger Alluvium 

0.022 

Command 

Younger Alluvium 

0.007 

Command 

Older Alluvium 

4.300 

Command 

Older Alluvium 

5.261 

Command 

Younger Alluvium 

0.578 

Command 

Younger Alluvium 

1.277 

Command 

Younger Alluvium 

0.088 

Command 

Younger Alluvium 

2.571 

Command 

Younger Alluvium 

2.524 

Command 

Younger Alluvium 

0.445 

Command 

Older Alluvium 

1.082 

Command 

Younger Alluvium 

1.219 

Command 

Younger Alluvium 

0.662 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

100,000 

80,000 

120 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / 
(Fresh / command) 

Saline) 


4 DOL 


4GD-A 


4GD-B 


4GM-A 


4GM-B 


4 H 


4 JM 


4 K-A 


4 K-B 


4 KD 


4 KLD 


4 KLM-A 


4 KLM-B 


4 KND-A 


4 SJM 


4 SKM-A 


4SKM-B 


4 STR 


5 BD-A 


5 BD-B 


5 DOL 


5GD-A 


5GD-B 


5 Gm 


5 H 


5 K 


5 K-A 


5 KD-A 


5 KD-B 


5 Kjd 


5 KND 


3.132 Fresh 


Saline 


0803000600560100 

25.039 

Saline 

IGNP Canal 

0801000700197100 

1.687 

Saline 

IGNP Canal 


0801000700194800 

1.641 

0801000700217100 

2.651 

0801000700217200 

1.262 

0801000700210000 

1.563 

0801000700210100 

1.125 

0801000600171000 

2.786 

0801000600180200 

2.903 

0801000600168700 

1.643 

0801000600168800 

1.587 

0801000700191500 

4.069 


0801000700198100 

3.464 

0801000700198800 

4.786 

0801000700198700 

3.236 

0801000700186300 

2.117 



0801000600169000 

2.023 

0801000700198600 

5.799 

0801000700211800 

2.762 


0801000700211700 

2.601 

0801000700217000 

2.560 

0801000700197300 

1.932 


0801000700197400 

2.803 

0801000700194900 

7.133 


0801000700217300 

1.905 

0801000700217400 

1.864 

0801000700210400 

2.964 

0801000600174900 

3.954 



0801000600165200 

3.258 

0801000600164300 

2.810 

0801000700191900 

1.392 

0801000700191800 

1.737 

0803000600560900 

19.893 

0801000700186500 

2.173 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


( 6 ) 


System Stage 


System Stage 


System Stage 


System Stage 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

0.144 

Command 

Younger Alluvium 

2.988 

Command 

Older Alluvium 

0.301 

Command 

Older Alluvium 

0.082 

Command 

Younger Alluvium 

1.606 

Command 

Older Alluvium 

1.101 

Command 

Younger Alluvium 

0.941 

Command 

Younger Alluvium 

1.641 

Command 

Younger Alluvium 

2.651 

Command 

Younger Alluvium 

1.262 

Command 

Younger Alluvium 

1.563 

Command 

Younger Alluvium 

1.125 

Command 

Younger Alluvium 

0.153 

Command 

Younger Alluvium 

0.736 

Command 

Younger Alluvium 

0.331 

Command 

Younger Alluvium 

1.485 

Command 

Younger Alluvium 

3.538 

Command 

Younger Alluvium 

0.532 

Command 

Older Alluvium 

3.464 

Command 

Older Alluvium 

4.786 

Command 

Older Alluvium 

3.236 

Command 

Younger Alluvium 

1.232 

Command 

Younger Alluvium 

0.886 

Command 

Younger Alluvium 

0.365 

Command 

Younger Alluvium 

1.891 

Command 

Younger Alluvium 

0.001 

Command 

Younger Alluvium 

1.867 

Command 

Younger Alluvium 

0.612 

Command 

Younger Alluvium 

1.573 

Command 

Younger Alluvium 

0.026 

Command 

Younger Alluvium 

0.004 

Command 

Younger Alluvium 

0.011 

Command 

Older Alluvium 

5.799 

Command 

Younger Alluvium 

1.187 

Command 

Younger Alluvium 

1.575 

Command 

Younger Alluvium 

2.601 

Command 

Younger Alluvium 

2.560 

Command 

Older Alluvium 

1.698 

Command 

Younger Alluvium 

0.234 

Command 

Older Alluvium 

2.803 

Command 

Younger Alluvium 

3.528 

Command 

Younger Alluvium 

3.254 

Command 

Younger Alluvium 

1.905 

Command 

Younger Alluvium 

1.864 

Command 

Younger Alluvium 

2.964 

Command 

Younger Alluvium 

0.791 

Command 

Younger Alluvium 

3.163 

Command 

Younger Alluvium 

0.117 

Command 

Younger Alluvium 

0.110 

Command 

Younger Alluvium 

1.210 

Command 

Younger Alluvium 

1.323 

Command 

Older Alluvium 

19.846 

Command 

Younger Alluvium 

2.173 



with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 








































































































































































































































































































































































































































































































































































































































































Micro-watershed 



5 Kyd 


5 MD-A 


5 MD-B 


5 PSD-C 


5 SKM-A 


5SKM-B 


6 Bd 


6 DOL-A 


6 DOL-B 


6 GD 



6 KD 


6 Kjd 


6 KND-A 


6 KND-B 


6 MD-A 


6 PSD-A 


6 PSD-B 


6 PSD-C 


6 Sjm(a) 


6 SKM-A 


6SKM-B 


7 DOL-A 


7GD-A 


7GD-B 


7 GM 


7 H 


7 KA 


7 KD-A 


Zone Type of Area (Command / 
(Fresh / command) 

Saline) 


( 6 ) 


IGNP Canal System : 


Non-command 


0803000600561400 

32.104 

0801000600175600 

2.651 

0801000600175200 

2.374 

0801000600176300 

3.361 



0801000700193300 

2.961 

0801000700213100 

3.622 

0801000700213000 

1.158 

0803000600561200 

12.690 

0801000700195000 

3.449 


0801000700195100 

2.486 

0801000700215800 

2.916 



0801000700210300 

3.306 

0801000600174200 

2.947 

0801000600164200 

4.033 

0801000600164100 

2.491 


0801000700191200 

2.540 

0803000600561900 

17.256 

0801000700185800 

1.096 


0801000700185700 

1.811 

0801000600175400 

1.969 



0801000600169100 

3.405 

0801000700193400 

1.733 

0801000700193500 

2.004 

0801000700193600 

1.090 

0803000200503500 

1.846 

0801000700212300 

1.684 

0801000700212200 

4.122 

0801000700195200 

2.218 



0801000700215700 

1.640 

0801000700215600 

1.312 

0801000700210500 

2.049 

0801000600171100 

3.889 

0801000600163800 

3.648 


0801000700191400 


3.088 Fresh 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


Ghaggar Ri 


IGNP Canal 


IGNP Canal 


I System: 


I System: 


I System: 


I System: 


I System: 


I System: 


I System: 


I System: 


I System: 


I System: 


I System: 


I System: 


I System: 


I System: 


I System: 


I System: 


I System: 


I System: 


I System: 


I System: 


I System: 


I System: 


I System: 


I System: 


I System: 


I System: 


I System: 


I System: 


I System: 


I System: 


I System: 


I System: 


I System: 


I System: 


I System: 


I System: 


I System: 


I System: 


I System: 


I System: 


I System: 


I System: 


I System: 


I System: 


I System: 


I System: 


I System: 


I System: 


iver Bed 


I System: 


I System: 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

0.004 

Non-command 

Younger Alluvium 

0.000 

Command 

Younger Alluvium 

7.095 

Command 

Older Alluvium 

32.104 

Command 

Younger Alluvium 

2.651 

Command 

Younger Alluvium 

2.374 

Command 

Younger Alluvium 

2.115 

Command 

Younger Alluvium 

0.016 

Command 

Younger Alluvium 

0.019 

Command 

Younger Alluvium 

0.053 

Command 

Younger Alluvium 

0.000 

Command 

Younger Alluvium 

0.116 

Command 

Younger Alluvium 

0.932 

Command 

Younger Alluvium 

3.622 

Command 

Younger Alluvium 

1.158 

Command 

Older Alluvium 

12.690 

Command 

Younger Alluvium 

3.404 

Command 

Younger Alluvium 

0.046 

Command 

Younger Alluvium 

2.486 

Command 

Younger Alluvium 

2.502 

Command 

Younger Alluvium 

0.414 

Command 

Younger Alluvium 

1.851 

Command 

Younger Alluvium 

2.947 

Command 

Younger Alluvium 

2.825 

Command 

Younger Alluvium 

2.079 

Command 

Younger Alluvium 

0.355 

Command 

Younger Alluvium 

2.503 

Command 

Older Alluvium 

12.818 

Command 

Younger Alluvium 

0.105 

Command 

Younger Alluvium 

0.991 

Command 

Younger Alluvium 

1.811 

Command 

Younger Alluvium 

0.974 

Command 

Younger Alluvium 

0.995 

Command 

Younger Alluvium 

2.192 

Command 

Younger Alluvium 

0.175 

Command 

Younger Alluvium 

2.281 

Command 

Younger Alluvium 

0.375 

Command 

Younger Alluvium 

0.321 

Command 

Younger Alluvium 

0.170 

Command 

Older Alluvium 

1.846 

Command 

Younger Alluvium 

1.684 

Command 

Younger Alluvium 

4.122 

Command 

Younger Alluvium 

2.175 

Command 

Younger Alluvium 

0.044 

Command 

Younger Alluvium 

1.291 

Command 

Younger Alluvium 

0.450 

Command 

Younger Alluvium 

1.640 

Command 

Younger Alluvium 

1.312 

Command 

Younger Alluvium 

2.031 

Command 

Younger Alluvium 

0.335 

Command 

Younger Alluvium 

0.169 

Command 

Younger Alluvium 

0.576 

Command 

Younger Alluvium 

3.088 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

250,000 

200,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

100,000 

80,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

250,000 

200,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 












































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / 
(Fresh / command) 

Saline) 


Name 

Census Code 

Area 



sq.km 

(2) 

(3) 

(4) 

7 KD-B 

0801000700191300 

2.855 

7 Kid 

0803000600563300 

9.632 

7 KND-A 

0801000700186600 

2.681 

7 KND-B 

0801000700186700 

1.733 

7 KPD 

0801000700200100 

10.940 

7 MD 

0801000600174800 

2.257 

7 P 

0801000600176200 

3.765 

7 Phm 

0803000600563600 

8.028 

7 SKM-A 

0801000700212900 

1.640 

7SKM-B 

0801000700212800 

2.238 

8 DOL-A 

0801000700195400 

5.205 



8GD-A 


8GD-B 


8GM-A 


8 KND-A 


8 KND-B 


8 Kyd 


8 MD 


8 P 


8 PSD-B 


8 SKM-A 


8SKM-B 


9 DOL-A 


9 GM 


9 H 


9 K-A 


9 KD-A 


9 KD-B 


9 KND-A 


0801000700215500 

1.593 

0801000700215400 

1.771 

0801000700210600 

2.203 



0801000600174100 

1.654 

0801000600164000 

1.171 



0801000700185600 

1.331 

0801000700185500 

1.770 

0803000600561300 

10.193 

0801000600174700 

1.953 


0801000600169200 

3.218 

0801000700194200 

5.286 

0801000700212400 

3.473 

0801000700212500 

3.220 

0801000700195600 

1.678 



0801000700210800 

2.905 

0801000600171200 

4.352 

0801000600163400 

5.323 

0801000700191000 

2.900 


0801000700190900 

3.797 

Fresh 

IGNP Canal 

0801000700186800 

1.425 

Saline 

IGNP Canal 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


( 6 ) 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Command 

Younger Alluvium 

2.855 

Command 

Older Alluvium 

9.632 

Command 

Younger Alluvium 

2.681 

Command 

Younger Alluvium 

1.733 

Command 

Older Alluvium 

3.399 

Command 

Younger Alluvium 

2.257 

Command 

Younger Alluvium 

3.765 

Command 

Older Alluvium 

7.980 

Command 

Younger Alluvium 

1.640 

Command 

Younger Alluvium 

2.238 

Command 

Older Alluvium 

0.274 

Command 

Younger Alluvium 

1.630 

Command 

Older Alluvium 

3.036 

Command 

Younger Alluvium 

0.265 

Command 

Older Alluvium 

0.806 

Command 

Younger Alluvium 

1.923 

Command 

Younger Alluvium 

1.593 

Command 

Younger Alluvium 

1.771 

Command 

Younger Alluvium 

1.469 

Command 

Younger Alluvium 

0.734 

Command 

Younger Alluvium 

1.931 

Command 

Younger Alluvium 

0.184 

Command 

Younger Alluvium 

1.654 

Command 

Younger Alluvium 

0.078 

Command 

Younger Alluvium 

1.024 

Command 

Younger Alluvium 

0.005 

Command 

Younger Alluvium 

1.275 

Command 

Younger Alluvium 

2.804 

Command 

Younger Alluvium 

0.284 

Command 

Younger Alluvium 

1.331 

Command 

Younger Alluvium 

1.770 

Command 

Older Alluvium 

10.193 

Command 

Younger Alluvium 

1.681 

Command 

Younger Alluvium 

0.272 

Command 

Younger Alluvium 

3.218 

Command 

Younger Alluvium 

0.946 

Command 

Younger Alluvium 

3.473 

Command 

Younger Alluvium 

3.220 

Command 

Younger Alluvium 

0.944 

Command 

Younger Alluvium 

0.733 

Command 

Younger Alluvium 

0.928 

Command 

Younger Alluvium 

2.755 

Command 

Younger Alluvium 

0.790 

Command 

Younger Alluvium 

1.214 

Command 

Younger Alluvium 

0.708 

Command 

Younger Alluvium 

1.620 

Command 

Younger Alluvium 

2.905 

Command 

Younger Alluvium 

2.835 

Command 

Younger Alluvium 

0.016 

Command 

Younger Alluvium 

2.434 

Command 

Younger Alluvium 

0.466 

Command 

Younger Alluvium 

3.797 

Command 

Younger Alluvium 

1.425 



with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

250,000 

200,000 

120 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

130,000 

110,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 










































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 



16002006 


Beriyawali 


Karamwala 


Kishanpura (14 Kpd) 


Ramjanwala 


Sanjarwala 


1 A-A 


1 Arm (surjanwali) 


1 BPM 


1 Chtm 


1 CM 


1 Dlsm 


1 DM 


1 DO 


1 DSM 


1 FM 


1GD-A 


1GD-B 


1 GDM 


1GDSM 


1GM 


1GM-A 


1GM-B 


1JM 


1JSM 


1 KAM-A 


1 KAM-C 


1 KD-A 


1 KD-B 


1 KHM 


0801000700186900 


0801000600174600 


0801000600175800 


0801000700212700 



0803000600561800 


0803000600563700 


0803000700568300 


0803000600563400 


0803000600563800 


0801000600166700 


0803000700567100 


0801000900285300 


0803000700567200 


0801000900297500 


0803000700565200 


0801000800238000 


0801000900297300 


0801000600183500 


0801000700221100 


0801000700217700 


0801000700217600 


0801000900285600 


0801000900283800 


0801000900285000 


0801000700209600 


0801000700209900 


0801000600181500 


0801000700219700 


0801000600167000 


0801000600178200 


0801000700192200 


0801000700192100 


0801000700205000 




Saline 


Fresh 


Saline 


63.793 Saline 


20.657 Saline 


74.819 Saline 


14.113 Saline 


9.088 Saline 


Saline 


17.599 Saline 


29.642 Saline 


2.391 Saline 


31.611 Saline 


1.716 Saline 


9.290 Saline 



14.039 


5.683 


3.678 


4.115 


1.752 


1.774 


1.526 


2.291 


1.769 


1.629 


2.271 




1.591 Saline 


2.067 Fresh 


1.518 Fresh 


3.874 Saline 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


Non-comm 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


Gang Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


Non-comm 


IGNP Canal 


IGNP Canal 


Non-comm 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


Gang Canal 


IGNP Canal 


Gang Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 



1 KPD-A 


1 KPD-B 


0801000700221600 


0803000700566300 


0801000700199500 


0801000700199600 


2.599 Saline 


19.565 Saline 


2.092 Saline 


4.261 Saline 


IGNP Canal 


Non-comm 


IGNP Canal 


IGNP Canal 


( 6 ) 


System: 


System: 


System: 


System: 


and 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


and 


System: 


System: 


and 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System Stage 


and 


System Stage 


System Stage 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

1.476 

Command 

Younger Alluvium 

1.190 

Command 

Younger Alluvium 

3.174 

Command 

Younger Alluvium 

0.004 

Non-command 

Younger Alluvium 

0.000 

Command 

Younger Alluvium 

5.425 

Command 

Younger Alluvium 

0.003 

Command 

Younger Alluvium 

5.597 

Command 

Older Alluvium 

17.493 

Command 

Older Alluvium 

20.657 

Command 

Older Alluvium 

65.341 

Command 

Older Alluvium 

4.911 

Command 

Older Alluvium 

9.088 

Command 

Younger Alluvium 

0.366 

Command 

Younger Alluvium 

0.299 

Command 

Older Alluvium 

5.778 

Command 

Younger Alluvium 

11.821 

Command 

Older Alluvium 

29.642 

Command 

Younger Alluvium 

1.130 

Command 

Older Alluvium 

22.087 

Non-command 

Older Alluvium 

9.525 

Command 

Younger Alluvium 

1.716 

Command 

Older Alluvium 

4.195 

Non-command 

Older Alluvium 

5.095 

Command 

Younger Alluvium 

14.039 

Command 

Younger Alluvium 

2.223 

Command 

Younger Alluvium 

3.678 

Command 

Younger Alluvium 

4.115 

Command 

Younger Alluvium 

0.427 

Command 

Younger Alluvium 

0.405 

Command 

Younger Alluvium 

0.678 

Command 

Younger Alluvium 

0.607 

Command 

Younger Alluvium 

1.769 

Command 

Younger Alluvium 

0.352 

Command 

Younger Alluvium 

0.253 

Command 

Younger Alluvium 

0.000 

Command 

Younger Alluvium 

2.649 

Command 

Younger Alluvium 

1.778 

Command 

Younger Alluvium 

0.701 

Command 

Younger Alluvium 

0.600 

Command 

Younger Alluvium 

0.419 

Command 

Younger Alluvium 

1.555 

Command 

Younger Alluvium 

1.591 

Command 

Younger Alluvium 

0.046 

Command 

Younger Alluvium 

0.066 

Command 

Older Alluvium 

3.644 

Command 

Younger Alluvium 

0.231 

Command 

Older Alluvium 

0.042 

Command 

Younger Alluvium 

2.394 

Command 

Younger Alluvium 

2.599 

Non-command 

Older Alluvium 

19.565 

Command 

Younger Alluvium 

2.092 

Command 

Older Alluvium 

0.029 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

100,000 

80,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

100,000 

80,000 

90 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

90 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




















































































































































































































































































































































































































































































































































































































































































Village 

Zone 
(Fresh / 
Saline) 

Name 


Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 



1 MGM 


1 MLD-A 


1 MLD-B 


1 MLK-A 


1 MLK-B 


1 MLK-C 


1 MM 


1 Mmwm 


1 ND 


1 NM 


1 NSM 


1 NWM 


1 PM 


1 PM I 


1 PM II 


1 PSD-A 


1 PSD-B 


0803000300520800 

7.379 

Fresh 

0801000600177700 

2.629 

Saline 

0801000900284800 

1.310 

Saline 

0801000700204900 

2.906 

Saline 

0801000700209300 

2.301 

Saline 

0801000700209200 

1.791 

Saline 

0801000700223600 

3.222 

Saline 

0801000700223700 

3.627 

Saline 

0801000700223800 

1.591 

Saline 

0801000700224800 

3.352 

Saline 

0803000700568000 

42.883 

Saline 

0801000600167100 

1.531 

Saline 



0801000600183600 

2.925 

0801000600181900 

3.161 

0801000600176700 

2.787 


0801000700221200 

5.508 

0801000700206300 

6.934 

0801000700206200 

1.306 

0801000700192300 

1.316 

0801000700192400 

1.216 




Saline 


3.223 Saline 


1 RKM-A 

0801000700206400 

2.204 

Saline 

1 RKM-B 

0801000700206500 

2.877 

Saline 

1 RSM 

0801000700225900 

4.789 

Saline 

1 Sid 

0803000700565100 

11.285 

Saline 

1 STY-A 

0801000700223500 

1.445 

Saline 

1 STY-B 

0801000700223400 

5.086 

Saline 

1 TSM 

0801000800238400 

6.536 

Saline 


10 DD 


10 Gm 


10 KPD 


10 KWM 


10 LM-A 


0801000700220900 

6.853 

Saline 

0801000800239300 

5.030 

Saline 

0803000700566000 

9.595 

Saline 



0801000700200400 

6.923 

0801000700225200 

10.267 

0801000600176900 

1.984 


10 LM-B 


10 MC 


10 ND 


10 RJD 


10 RJM 


10 SM 


10 ZWM 


11 ARM 


0801000600176800 

1.943 

0801000900296700 

7.598 



0801000600182400 

2.145 

0801000700202600 

4.231 

0801000700203800 

1.441 

0801000700222300 

3.929 

0801000700222900 

3.803 

0801000700202400 

4.997 


Type of Area (Command / 
command) 


_ ( 6 ) 

IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
Gang Canal 

IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 

IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 

IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 

IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
Non-command 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 
IGNP Canal System Stage 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

4.232 

Command 

Tertiary Sandstone 

7.379 

Command 

Younger Alluvium 

0.752 

Command 

Younger Alluvium 

1.310 

Command 

Older Alluvium 

2.906 

Command 

Younger Alluvium 

2.301 

Command 

Younger Alluvium 

1.791 

Command 

Younger Alluvium 

3.222 

Command 

Younger Alluvium 

3.627 

Command 

Younger Alluvium 

1.591 

Command 

Younger Alluvium 

3.352 

Command 

Older Alluvium 

22.726 

Command 

Younger Alluvium 

0.004 

Command 

Younger Alluvium 

1.432 

Command 

Younger Alluvium 

2.925 

Command 

Younger Alluvium 

3.161 

Command 

Younger Alluvium 

0.100 

Command 

Younger Alluvium 

0.206 

Command 

Younger Alluvium 

5.508 

Command 

Younger Alluvium 

6.934 

Command 

Younger Alluvium 

1.306 

Command 

Younger Alluvium 

0.846 

Command 

Younger Alluvium 

0.595 

Command 

Younger Alluvium 

0.036 

Command 

Older Alluvium 

0.929 

Command 

Younger Alluvium 

2.294 

Command 

Younger Alluvium 

2.204 

Command 

Younger Alluvium 

2.877 

Command 

Younger Alluvium 

4.789 

Command 

Older Alluvium 

11.285 

Command 

Younger Alluvium 

1.445 

Command 

Younger Alluvium 

5.086 

Command 

Older Alluvium 

2.026 

Command 

Younger Alluvium 

4.509 

Command 

Younger Alluvium 

6.853 

Command 

Younger Alluvium 

2.645 

Command 

Older Alluvium 

1.718 

Command 

Younger Alluvium 

7.877 

Command 

Older Alluvium 

6.923 

Command 

Younger Alluvium 

10.267 

Command 

Younger Alluvium 

0.398 

Command 

Younger Alluvium 

1.568 

Command 

Younger Alluvium 

1.892 

Command 

Younger Alluvium 

0.339 

Non-command 

Younger Alluvium 

0.002 

Command 

Younger Alluvium 

1.864 

Command 

Younger Alluvium 

0.032 

Command 

Younger Alluvium 

2.145 

Command 

Older Alluvium 

4.231 

Command 

Younger Alluvium 

1.441 

Command 

Younger Alluvium 

3.929 

Command 

Younger Alluvium 

3.803 

Command 

Older Alluvium 

4.997 



with 

Pumpset 


(9) (10) 


6 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

100,000 

80,000 

120 

300,000 

250,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

150,000 

150,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 















































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / 
(Fresh / command) 

Saline) 



11 GM 


11 KPD 


11 LM 


11 Mkd 


11 MLD 


11 ND 


11 RJD 


11 SM 


11ZWM 


11,12 KWM 


11,12 RJM 


12 GM 


12 KPD-A 


12 KPD-B 


12 Lkd 


12 LM 


12 MLD-A 


12 ND 


12 RJD 


12 Sid 


12 SM 


12ZWM 


13 GM 


13 Kpd (jiyan Wali) 


13 KWM 


13 LM 


13 MLD-A 


13 MLD-B 


13 RJD 


13 ZWM 


14 AS-A 


14 AS-B 


14 GM 


14 LM 


14 MLD-A 


14 MLD-B 


14 RJD 


14SLD 


14,18 KWM 


15 GM 


15 KWM 


15 LM 


15 RJD 


15SLD 


16 AS 


16 GM 


Census Code 

Area 



sq.km 


(3) 

(4) 

(5) 

0801000900284600 

1.868 

Saline 

0801000700200600 

9.948 

Saline 

0801000600179700 

2.014 

Saline 

0803000300519800 

2.575 

Fresh 

0801000700207400 

2.417 

Fresh 



Saline 

0801000600182600 

3.691 

Saline 

0801000700202700 

3.527 

Saline 



0801000700221900 

4.261 

0801000700223000 

3.145 

0801000700226100 

6.432 

0801000700203900 

6.056 

0801000800239500 

11.309 

0801000700200500 

5.329 

0801000700200700 

3.682 

0803000700568100 

23.106 

0801000600181800 

1.874 

0801000700207300 

2.448 



0801000600183400 

3.305 

0801000700202300 

3.742 

0803000700565900 

20.328 


0801000700222000 

2.597 

0801000700223100 

3.548 

0801000800239600 

5.479 

0803000700568200 

30.955 

0801000700226000 

2.343 

0801000600179800 

3.129 

0801000700207000 

1.681 

0801000700207200 

3.040 



0801000700202200 

3.055 

0801000700223200 

6.992 

0801000800239900 

4.867 

0801000800239800 

4.956 

0801000800239700 

4.750 

0801000600181700 

2.767 

0801000700206800 

1.429 

0801000700206900 

4.872 

0801000700202100 

2.424 

0801000700227000 

1.248 

0801000700225500 

5.434 

0801000800237800 

3.032 

0801000700225300 

1.482 

0801000600179900 

3.491 

0801000700202000 

3.586 

0801000700226900 

7.607 

0801000800237700 

4.820 

0801000800237900 

16.453 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


( 6 ) 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

1.868 

Command 

Older Alluvium 

7.715 

Command 

Younger Alluvium 

1.983 

Command 

Tertiary Sandstone 

2.575 

Command 

Younger Alluvium 

0.096 

Command 

Younger Alluvium 

2.322 

Command 

Younger Alluvium 

3.691 

Command 

Older Alluvium 

1.221 

Command 

Younger Alluvium 

2.306 

Command 

Younger Alluvium 

4.261 

Command 

Younger Alluvium 

3.145 

Command 

Younger Alluvium 

6.432 

Command 

Younger Alluvium 

6.056 

Command 

Younger Alluvium 

11.247 

Command 

Older Alluvium 

5.329 

Command 

Older Alluvium 

2.777 

Command 

Older Alluvium 

1.061 

Command 

Younger Alluvium 

1.874 

Command 

Younger Alluvium 

2.059 

Command 

Younger Alluvium 

0.389 

Command 

Younger Alluvium 

0.185 

Command 

Younger Alluvium 

3.424 

Command 

Younger Alluvium 

3.305 

Command 

Older Alluvium 

3.742 

Command 

Older Alluvium 

7.658 

Command 

Younger Alluvium 

12.670 

Command 

Younger Alluvium 

2.597 

Command 

Younger Alluvium 

3.548 

Command 

Younger Alluvium 

5.479 

Command 

Older Alluvium 

0.058 

Command 

Younger Alluvium 

2.343 

Command 

Younger Alluvium 

2.396 

Command 

Younger Alluvium 

1.681 

Command 

Younger Alluvium 

0.757 

Command 

Younger Alluvium 

2.283 

Command 

Older Alluvium 

3.055 

Command 

Younger Alluvium 

6.992 

Command 

Younger Alluvium 

0.007 

Command 

Younger Alluvium 

0.688 

Command 

Younger Alluvium 

4.750 

Command 

Younger Alluvium 

2.767 

Command 

Younger Alluvium 

1.429 

Command 

Younger Alluvium 

4.872 

Command 

Older Alluvium 

2.424 

Command 

Younger Alluvium 

1.248 

Command 

Younger Alluvium 

5.434 

Command 

Younger Alluvium 

2.397 

Command 

Younger Alluvium 

1.482 

Command 

Younger Alluvium 

1.506 

Command 

Older Alluvium 

3.586 

Command 

Younger Alluvium 

7.607 

Command 

Younger Alluvium 

1.196 

Command 

Younger Alluvium 

16.453 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

300,000 

250,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 










































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

16 KWM 

0801000700225100 

9.010 

Saline 

16 LM 

0801000600181600 

1.969 

Saline 

16 RJD 

0801000700201800 

2.404 

Saline 

17 GM 

0801000800238300 

18.680 

Saline 


Type of Area (Command / 
command) 


17 KWM 

0801000700225400 

3.368 

Saline 

17 LM 

0801000600182800 

6.326 

Saline 

17 RJD 

0801000700201900 

3.342 

Saline 

18 AS 

0801000800237600 

11.370 

Saline 

18 LM 

0801000600183000 

4.918 

Saline 

18 Mkd 

0803000300520000 

3.722 

Fresh 

18 RJD 

0801000700201700 

2.654 

Saline 

19 AS 

0801000800237500 

3.929 

Saline 

19 KWM 

0801000700225000 

3.204 

Saline 

19 LM 

0801000600182900 

2.775 

Saline 

19 RJD 

0801000700201600 

5.992 

Saline 

2 A-A 

0801000600167200 

1.058 

Saline 

2 ANM 

0801000700205800 

4.726 

Saline 


2 BKM 

0801000900285900 

5.362 

Saline 

2 BPM 

0801000900285100 

1.342 

Saline 

2 CM 

0801000900297400 

2.748 

Saline 

2 DD-B 

0801000700219600 

2.334 

Saline 

2 Dl 

0803000700564700 

7.443 

Saline 

2 DM 

0801000800238100 

10.512 

Saline 

2 DOA 

0801000900297600 

1.762 

Saline 

2 DOL 

0801000700194500 

1.306 

Saline 

2 DSM 

0801000600183700 

4.966 

Saline 

2 FM 

0801000700221000 

15.631 

Saline 

2GD-A 

0801000700217900 

2.692 

Saline 

2 GDM 

0801000900285500 

3.530 

Saline 

2GDSM 

0801000900285700 

2.812 

Saline 

2 GM 

0801000800238600 

6.036 

Saline 

2 GPM 

0801000900296900 

2.301 

Saline 



2 JM 

0801000600180000 

2.847 

Saline 

2 JSM 

0801000700219800 

4.167 

Saline 

2 KAM 

0801000600178400 

4.042 

Saline 


2 KHM 

0801000700205300 

5.416 

Saline 

2 KLM-A 

0801000700199100 

3.794 

Saline 


2 KLM-B 

0801000700199000 

2.244 

Saline 

2 KM 

0801000700221500 

2.721 

Saline 

2 KPD-A 

0801000700199300 

1.422 

Saline 

2 KPD-B 

0801000700199400 

1.410 

Saline 

2 LM 

0801000900284900 

2.700 

Saline 

2 LM -A 

0801000600177600 

1.882 

Saline 

2 LM-B 

0801000600177500 

1.700 

Saline 

2 MGM-A 

0801000700204800 

2.680 

Saline 

2 MGM-B 

0801000700204700 

3.848 

Saline 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


Gang Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


Non-comm 


IGNP Cana 


IGNP Cana 


Gang Cana 


IGNP Cana 


IGNP Cana 


IGNP Cana 


IGNP Cana 


IGNP Cana 


IGNP Cana 


IGNP Cana 


IGNP Cana 


IGNP Cana 


IGNP Cana 


IGNP Cana 


IGNP Cana 


( 6 ) 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


and 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

9.010 

Command 

Younger Alluvium 

0.501 

Command 

Older Alluvium 

2.404 

Command 

Older Alluvium 

6.120 

Command 

Younger Alluvium 

12.560 

Command 

Younger Alluvium 

3.368 

Command 

Younger Alluvium 

5.949 

Command 

Older Alluvium 

3.342 

Command 

Younger Alluvium 

1.751 

Command 

Younger Alluvium 

4.918 

Command 

Tertiary Sandstone 

3.722 

Command 

Older Alluvium 

2.654 

Command 

Younger Alluvium 

0.088 

Command 

Younger Alluvium 

3.204 

Command 

Younger Alluvium 

2.775 

Command 

Older Alluvium 

5.992 

Command 

Younger Alluvium 

0.247 

Command 

Older Alluvium 

4.491 

Command 

Younger Alluvium 

0.234 

Command 

Younger Alluvium 

0.042 

Command 

Younger Alluvium 

1.342 

Command 

Younger Alluvium 

1.632 

Command 

Younger Alluvium 

0.309 

Command 

Older Alluvium 

7.443 

Command 

Younger Alluvium 

10.512 

Command 

Younger Alluvium 

1.762 

Command 

Younger Alluvium 

0.645 

Command 

Younger Alluvium 

4.966 

Command 

Younger Alluvium 

15.631 

Command 

Younger Alluvium 

0.193 

Command 

Younger Alluvium 

2.452 

Command 

Younger Alluvium 

2.812 

Command 

Older Alluvium 

6.036 

Command 

Younger Alluvium 

0.065 

Non-command 

Older Alluvium 

0.134 

Non-command 

Younger Alluvium 

1.344 

Command 

Younger Alluvium 

0.326 

Command 

Younger Alluvium 

4.167 

Command 

Younger Alluvium 

0.601 

Command 

Younger Alluvium 

3.090 

Command 

Older Alluvium 

5.416 

Command 

Older Alluvium 

0.082 

Command 

Younger Alluvium 

0.298 

Command 

Older Alluvium 

0.091 

Command 

Younger Alluvium 

2.721 

Command 

Younger Alluvium 

1.422 

Command 

Younger Alluvium 

1.410 

Command 

Younger Alluvium 

2.700 

Command 

Younger Alluvium 

0.448 

Command 

Younger Alluvium 

0.280 

Command 

Older Alluvium 

2.680 

Command 

Older Alluvium 

0.569 

Command 

Younger Alluvium 

3.279 



with 

Pumpset 


(9) (10) 


3 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

150,000 

150,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

300,000 

250,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

150,000 

150,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 





















































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



2 MLD-A 


2 MLD-B 


2 MLK-A 


2 MLK-B 


2 ND-A 


2 ND-B 


2 NM 


2 NSM 


2 NWM 


2 PM 


2 PM ll-A 


2 PM ll-B 


2 PSD-A 


2 RKM-A 


2 RKM-B 


2 Rm(465 Rd) 


2 RSM 


2 STY 


2,3 RJM 


20 AS 


20 KWM 


20 LM 


20 RJD 


21 AS-A 


21 AS-B 


21 RJD 


22 AS-A 


22 AS-B 


22 RJD 


23 AS 


23 RJD 


24 AS-A 


24 AS-B 


24 AS-C 


24 RJD 


25 AS 


25 RJD 


26 AS 


26 RJD 


264.030 Rd(r) 


0801000700209500 


0801000700209400 


0801000700224000 


0801000700223900 


0801000600177800 


0801000600177900 


0801000600183300 


0801000600182700 


0801000600176600 


0801000700221300 


0801000700206000 


0801000700206100 


0801000700192500 



0801000700206700 

5.303 

0801000700206600 

4.241 

0803000700565300 

16.293 

0801000700225800 

2.121 

0801000700223300 

9.929 

0801000700203200 

3.170 

0801000600166900 

4.552 

0801000700224900 

2.112 

0801000600181300 

6.720 

0801000700201500 

6.455 

0801000700219200 

1.807 

0801000700219100 

2.009 

0801000700201400 

2.288 

0801000700219000 

1.444 

0801000700218900 

1.411 

0801000700201300 

3.888 

0801000700218800 

3.442 

0801000700201200 

1.311 

0801000700218700 

2.799 

0801000700218600 

2.714 

0801000700218500 

4.472 

0801000700201100 

4.014 

0801000700218400 

1.623 

0801000700200900 

2.083 

0801000700218300 

0.956 

0801000700201000 

4.549 

0803000300519000 

3.225 


Zone 

(Fresh / 

Saline) 

(5) 

Sal 

ne 

Sal 

ne 

Sal 

ne 

Sal 

ne 

Sal 

ne 

Sal 

ne 

Sal 

ne 

Sal 

ne 

Sal 

ne 

Sal 

ne 

Sal 

ne 

Sal 

ne 

Fresh 

Sal' 

ne 

Fresh 

Sal 

ne 

Sal 

ne 

Sal 

ne 

Sal 

ne 

Sal 

ne 

Sal 

ne 

Sal 

ne 

Sal 

ne 

Sal 

ne 

Sal 

ne 

Sal 

ne 

Sal 

ne 

Sal 

ne 

Sal 

ne 

Sal 

ne 

Sal 

ne 

Sal 

ne 

Sal 

ne 

Sal 

ne 

Sal 

ne 

Sal 

ne 

Sal 

ne 

Sal 

ne 

Sal 

ne 

Sal 

ne 

Sal 

ne 

Sal 

ne 

Fresh 


Type of Area (Command / 
command) 


27 AS 

0801000700218200 

1.713 

Saline 

27 RJD 

0801000700200800 

6.410 

Saline 

28 AS-A 

0801000700218100 

14.067 

Saline 

28 AS-B 

0801000700218000 

3.171 

Saline 

29 AS-A 

0801000700210900 

1.478 

Fresh 

29 AS-B 

0801000700211000 

2.081 

Fresh 

3 CM 

0801000900297800 

2.439 

Saline 

3 DSM 

0801000600183800 

12.184 

Saline 

3 GDM 

0801000900284000 

5.342 

Saline 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


Gang Cana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


( 6 ) 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

2.793 

Command 

Younger Alluvium 

1.899 

Command 

Younger Alluvium 

2.274 

Command 

Younger Alluvium 

1.109 

Command 

Younger Alluvium 

0.138 

Command 

Younger Alluvium 

0.712 

Command 

Younger Alluvium 

4.087 

Command 

Younger Alluvium 

2.962 

Command 

Younger Alluvium 

0.761 

Command 

Younger Alluvium 

4.217 

Command 

Younger Alluvium 

4.322 

Command 

Younger Alluvium 

8.405 

Command 

Younger Alluvium 

0.334 

Command 

Younger Alluvium 

1.219 

Command 

Younger Alluvium 

0.038 

Command 

Younger Alluvium 

3.622 

Command 

Younger Alluvium 

5.303 

Command 

Younger Alluvium 

4.241 

Command 

Older Alluvium 

16.293 

Command 

Younger Alluvium 

2.121 

Command 

Younger Alluvium 

9.929 

Command 

Younger Alluvium 

3.170 

Command 

Younger Alluvium 

1.224 

Command 

Younger Alluvium 

2.112 

Command 

Younger Alluvium 

6.720 

Command 

Older Alluvium 

6.455 

Command 

Younger Alluvium 

1.012 

Command 

Younger Alluvium 

1.537 

Command 

Older Alluvium 

2.288 

Command 

Younger Alluvium 

1.444 

Command 

Younger Alluvium 

1.411 

Command 

Older Alluvium 

3.888 

Command 

Younger Alluvium 

1.184 

Command 

Older Alluvium 

1.311 

Command 

Younger Alluvium 

0.464 

Command 

Younger Alluvium 

0.548 

Command 

Younger Alluvium 

1.062 

Command 

Older Alluvium 

4.014 

Command 

Younger Alluvium 

1.623 

Command 

Older Alluvium 

2.083 

Command 

Younger Alluvium 

0.956 

Command 

Older Alluvium 

4.549 

Command 

Tertiary Sandstone 

0.432 

Command 

Vindhyan Sandstone 

2.793 

Command 

Younger Alluvium 

0.662 

Command 

Older Alluvium 

6.054 

Command 

Younger Alluvium 

14.067 

Command 

Younger Alluvium 

3.171 

Command 

Younger Alluvium 

0.248 

Command 

Younger Alluvium 

0.700 

Command 

Younger Alluvium 

2.439 

Command 

Younger Alluvium 

12.184 

Command 

Younger Alluvium 

5.342 



with 

Pumpset 


(9) (10) 


2 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

300,000 

250,000 

120 

150,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 





























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



3 LM 


3 MGM 


3 MLD-A 


3 MLD-B 


3 MLK-A 


3 MLK-B 


3 MLK-C 


3 MLK-D 


3 ND 


3 NM 


3 PM 


3 PM II 


3 PSD-A 


Zone Type of Area (Command / 
(Fresh / command) 

Saline) 


3 JM 

0801000600180100 

2.760 

Saline 

3 KAM 

0801000600178300 

2.851 

Saline 

3 KHM 

0801000700205100 

1.841 

Saline 


3 KLM 

0801000700198900 

3.316 

Saline 

3 KM 

0801000700221700 

6.945 

Saline 

3 KPD 

0801000700199700 

2.703 

Saline 



0801000600179100 

2.199 

0801000700204600 

5.389 

0801000700209100 

2.676 

0801000700209000 

0.933 

0801000700224700 

2.124 

0801000700224400 

5.993 

0801000700224600 

4.461 

0801000700224500 

4.181 

0801000600178000 

3.256 

0801000600183200 

7.104 

0801000700221400 

6.905 

0801000700205900 

2.855 

0801000700192700 

1.696 



0803000700566700 

15.141 

0801000900297000 

1.813 



3 SSM 

0801000600181100 

7.712 

Saline 

3 Zwm (a) 

0803000700564100 

22.173 

Saline 


3,4 RSM 

0801000700225600 

4.621 

Saline 

4 Arm (kharwali) 

0803000700567300 

15.086 

Saline 

4 Awm 

0803000700567600 

12.448 

Saline 

4 BPM 

0801000900285400 

1.620 

Saline 

4 CM 

0801000900297900 

1.886 

Saline 


4 DD-A 

0801000700219900 

1.599 

Saline 

4 DD-B 

0801000700220000 

2.873 

Saline 

4 DD-C 

0801000700220100 

2.920 

Saline 

4 Dlsm 

0803000700565600 

4.695 

Saline 



4 DOL 

0801000700194800 

1.641 

Saline 

4 Dsm (b) 

0803000700564800 

26.221 

Saline 


4 GDM 

0801000900284300 

3.384 

Saline 

4 Gm 

0801000900284700 

8.763 

Saline 


IGNP Canal System Stage 


IGNP Canal System Stage 


Non-command 


IGNP Canal System Stage 


IGNP Canal System Stage 


IGNP Canal System Stage 


IGNP Canal System Stage 


IGNP Canal System Stage 


IGNP Canal System Stage 


Sal 

ne 

Sal 

ne 

Sal 

ne 

Sal 

ne 

Sal 

ne 

Sal 

ne 

Sal 

ne 

Sal 

ne 

Sal 

ne 

Sal 

ne 

Sal 

ne 

Sal 

ne 

Fresh 

Sal 

ne 

Fresh 

Sal 

ne 

Sal 

ne 

Sal 

ne 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


Non-command 


IGNP Canal System Stage 


IGNP Canal System Stage 


IGNP Canal System Stage 


IGNP Canal System Stage 


IGNP Canal System Stage 


IGNP Canal System Stage 


IGNP Canal System Stage 


Non-command 


IGNP Canal System Stage 


IGNP Canal System Stage 


IGNP Canal System Stage 


IGNP Canal System Stage 


Non-command 


IGNP Canal System Stage 


IGNP Canal System Stage 


Non-command 


IGNP Canal System Stage 


IGNP Canal System Stage 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

0.406 

Command 

Older Alluvium 

24.612 

Command 

Younger Alluvium 

0.192 

Non-command 

Older Alluvium 

4.117 

Command 

Younger Alluvium 

0.072 

Command 

Younger Alluvium 

2.851 

Command 

Older Alluvium 

0.879 

Command 

Younger Alluvium 

0.961 

Command 

Older Alluvium 

0.707 

Command 

Younger Alluvium 

6.945 

Command 

Older Alluvium 

1.689 

Command 

Younger Alluvium 

1.014 

Command 

Older Alluvium 

8.284 

Command 

Younger Alluvium 

8.565 

Command 

Younger Alluvium 

2.199 

Command 

Younger Alluvium 

5.389 

Command 

Younger Alluvium 

2.676 

Command 

Younger Alluvium 

0.933 

Command 

Younger Alluvium 

2.124 

Command 

Younger Alluvium 

5.993 

Command 

Younger Alluvium 

4.461 

Command 

Younger Alluvium 

4.181 

Command 

Younger Alluvium 

3.256 

Command 

Younger Alluvium 

7.104 

Command 

Younger Alluvium 

6.905 

Command 

Younger Alluvium 

2.855 

Command 

Younger Alluvium 

1.096 

Command 

Younger Alluvium 

0.600 

Command 

Younger Alluvium 

0.658 

Command 

Younger Alluvium 

2.239 

Command 

Older Alluvium 

15.141 

Non-command 

Older Alluvium 

0.841 

Non-command 

Younger Alluvium 

0.109 

Command 

Younger Alluvium 

7.712 

Command 

Older Alluvium 

0.446 

Command 

Younger Alluvium 

21.727 

Command 

Younger Alluvium 

4.621 

Command 

Older Alluvium 

15.086 

Command 

Older Alluvium 

0.732 

Command 

Younger Alluvium 

1.342 

Command 

Younger Alluvium 

0.099 

Non-command 

Younger Alluvium 

0.252 

Command 

Younger Alluvium 

1.599 

Command 

Younger Alluvium 

2.873 

Command 

Younger Alluvium 

2.920 

Command 

Older Alluvium 

1.010 

Non-command 

Older Alluvium 

3.411 

Non-command 

Tertiary Sandstone 

0.274 

Command 

Younger Alluvium 

0.000 

Command 

Older Alluvium 

17.589 

Non-command 

Older Alluvium 

8.632 

Command 

Younger Alluvium 

3.384 

Command 

Older Alluvium 

4.410 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

250,000 

200,000 

90 

150,000 

150,000 

90 

100,000 

80,000 

90 

150,000 

150,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

90 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

90 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 

























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / 
command) 



4 LM 


4 MGM 


4MLD-AI 


4MLD-AII 


4 MLD-B I 


4 MLD-B II 


4 MLK-A 


4 MLK-B 


4 ND 


4 NM 


4 PSD-A 


4 PSD-B 


4 Rjd 


4 RJM 


10.922 Saline 


Non-command 


IGNP Canal System Stage 


Non-command 


4JM 

0801000600180200 

2.903 

Saline 

4 KAM 

0801000600178800 

4.369 

Saline 

4 KHM 

0801000700205200 

2.037 

Saline 


IGNP Cana 


IGNP Cana 


IGNP Cana 


4 KM 

0801000700221800 

7.980 

Saline 

4 KPD 

0801000700199800 

3.839 

Saline 



0801000600177400 

3.273 

0801000700204500 

4.544 

0801000700208900 

1.088 

0801000700208800 

2.225 

0801000700208700 

1.664 

0801000700208600 

1.467 


0801000700224100 

1.364 

0801000700224200 

1.101 

0801000600179000 

2.454 

0801000600183100 

4.010 

0801000700192900 

4.578 

0801000700193000 

4.213 

0803000700567000 

12.642 

0801000700203000 

2.598 

0801000900298200 

5.838 



4 SSM 

0801000600180900 

5.573 

Saline 

4 ZWM 

0801000700222400 

5.783 

Saline 

415 Sm 

0803000700563900 

7.109 

Saline 

5 Awm (a) 

0803000700567700 

17.215 

Saline 

5 CM 

0801000900298000 

5.301 

Saline 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


Non-comm 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


and 


System: 


System: 


System: 


System: 


System: 



5 DD 

0801000700220200 

2.963 

Saline 

5 Dim 

0803000700565700 

6.344 

Saline 


5 DOL 

0801000700194900 

7.133 

Saline 

5 GDM 

0801000900284200 

3.859 

Saline 

5 Gm 

0801000800238800 

8.565 

Saline 


IGNP Canal System Stage 


IGNP Canal System Stage 


Non-command 


IGNP Canal System Stage 


IGNP Canal System Stage 


IGNP Canal System Stage 



0803000700566100 


20.028 Saline IGNP Canal System Stage 


5 JM 

0801000600181400 

2.886 

Saline 

5 KAM 

0801000600178700 

2.752 

Saline 

5 KD-A 

0801000700191900 

1.392 

Fresh 

5 KD-B 

0801000700191800 

1.737 

Fresh 

5 KHM 

0801000700205400 

2.119 

Saline 


IGNP Canal System Stage 


IGNP Canal System Stage 


5 KPD 

0801000700199900 

2.709 

Saline 

5 KWSM 

0801000700226600 

3.895 

Saline 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

2.254 

Non-command 

Older Alluvium 

2.099 

Command 

Older Alluvium 

9.769 

Non-command 

Older Alluvium 

1.153 

Command 

Younger Alluvium 

2.166 

Command 

Younger Alluvium 

4.369 

Command 

Older Alluvium 

2.025 

Command 

Younger Alluvium 

0.012 

Command 

Younger Alluvium 

7.980 

Command 

Older Alluvium 

2.669 

Command 

Younger Alluvium 

1.170 

Command 

Younger Alluvium 

0.903 

Command 

Younger Alluvium 

4.544 

Command 

Younger Alluvium 

1.088 

Command 

Younger Alluvium 

2.225 

Command 

Younger Alluvium 

1.664 

Command 

Younger Alluvium 

0.434 

Command 

Younger Alluvium 

1.002 

Command 

Younger Alluvium 

1.364 

Command 

Younger Alluvium 

1.101 

Command 

Younger Alluvium 

2.454 

Command 

Younger Alluvium 

4.010 

Command 

Younger Alluvium 

4.578 

Command 

Younger Alluvium 

4.213 

Command 

Older Alluvium 

12.642 

Command 

Younger Alluvium 

2.598 

Command 

Older Alluvium 

0.002 

Non-command 

Older Alluvium 

5.836 

Command 

Younger Alluvium 

5.573 

Command 

Younger Alluvium 

5.783 

Command 

Younger Alluvium 

7.109 

Command 

Older Alluvium 

0.000 

Command 

Older Alluvium 

1.546 

Command 

Younger Alluvium 

1.144 

Non-command 

Older Alluvium 

1.687 

Non-command 

Younger Alluvium 

0.766 

Command 

Younger Alluvium 

2.963 

Command 

Older Alluvium 

1.412 

Non-command 

Older Alluvium 

4.932 

Command 

Younger Alluvium 

0.351 

Command 

Younger Alluvium 

3.417 

Command 

Older Alluvium 

0.948 

Command 

Younger Alluvium 

7.617 

Command 

Older Alluvium 

18.043 

Command 

Younger Alluvium 

1.984 

Command 

Younger Alluvium 

2.886 

Command 

Younger Alluvium 

2.752 

Command 

Younger Alluvium 

0.182 

Command 

Younger Alluvium 

0.414 

Command 

Older Alluvium 

1.868 

Command 

Younger Alluvium 

0.251 

Command 

Older Alluvium 

2.709 

Command 

Younger Alluvium 

3.895 


with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

150,000 

150,000 

90 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 





































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / 
(Fresh / command) 

Saline) 


5 LM 


5 MGM 


5 MLD-A 


5 MLD-B 


5 MLK 


5 ND 


5 NM 


5 PSD-A 


5 PSD-B 


5 PSD-C 


5 RJM 


5 RSM 


5 SSM 


5,6 KWM 


6 BKM 


6 DD 


6 GDM 


6 GM 


6 JM 


6 KAM 


6 KAM (CAD PURV) 


6 KD 


6 KHM 


6 LM -A 


6LM-B 


6 MGM 


6 MLD-A 


6 MLD-B 


6 ND 


6 PSD-A 


6 PSD-B 


6 PSD-C 


6 RJM 


6 ZWM 


7 ARM 


7 DD-A 


7 DD-B 


7 GDM 


7 GM 


7 JM 


7 KHM 


0801000600179200 


0801000700204400 


0801000700208500 


0801000700208400 


0801000700224300 


0801000600178900 


0801000600181200 


0801000700193100 


0801000700193200 


0801000700193300 


0801000700203400 


0801000700225700 


0801000600181000 


0801000700226400 


0801000900283300 


0801000700220300 


0801000900284100 


0801000700210300 


0801000800238900 


0801000600180300 


0801000600178600 


0801000600178500 


0801000700191200 


0801000700205500 


Area 


sq.km 


(4) 


2.221 


3.653 


2.436 


1.228 


6.408 


5.976 


10.476 


0.707 


0.862 


2.961 


2.068 


2.835 


5.131 


10.029 


7.640 


1.277 


2.075 


3.306 


3.014 


4.149 


3.930 


3.739 


2.540 


3.733 


6 KPD 

0801000700200000 

4.101 

Saline 

6 Kpm 

0803000700564400 

10.183 

Saline 



0801000600179300 

1.495 

0801000600179400 

1.265 

0801000700204300 

5.153 

0801000700208300 

2.613 

0801000700208200 

1.780 



0801000600182100 


0801000700193400 


0801000700193500 


0801000700193600 


0801000700203500 


0801000700222500 


0801000700202500 


0801000700220400 


0801000700220500 


0801000900284400 


0801000700210500 


0801000800239000 


0801000600180400 


0801000700205600 



7 KPD 

0801000700200100 

10.940 

Saline 

7 KWM 

0801000700226500 

4.009 

Saline 

7 LM-A 

0801000600177300 

1.537 

Saline 

7 LM-B 

0801000600177200 

1.618 

Saline 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


( 6 ) 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


System Stage 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

2.221 

Command 

Younger Alluvium 

3.653 

Command 

Younger Alluvium 

2.436 

Command 

Younger Alluvium 

1.228 

Command 

Younger Alluvium 

6.408 

Command 

Younger Alluvium 

5.976 

Command 

Younger Alluvium 

10.476 

Command 

Younger Alluvium 

0.634 

Command 

Younger Alluvium 

0.746 

Command 

Younger Alluvium 

2.029 

Command 

Younger Alluvium 

2.068 

Command 

Younger Alluvium 

2.835 

Command 

Younger Alluvium 

5.131 

Command 

Younger Alluvium 

10.029 

Command 

Younger Alluvium 

1.215 

Command 

Younger Alluvium 

1.277 

Command 

Younger Alluvium 

2.075 

Command 

Younger Alluvium 

1.455 

Command 

Younger Alluvium 

3.014 

Command 

Younger Alluvium 

4.149 

Command 

Younger Alluvium 

3.930 

Command 

Younger Alluvium 

3.739 

Command 

Younger Alluvium 

0.037 

Command 

Older Alluvium 

0.739 

Command 

Younger Alluvium 

2.993 

Command 

Older Alluvium 

4.101 

Command 

Older Alluvium 

1.880 

Command 

Younger Alluvium 

8.303 

Command 

Younger Alluvium 

1.495 

Command 

Younger Alluvium 

1.265 

Command 

Younger Alluvium 

5.153 

Command 

Younger Alluvium 

2.613 

Command 

Younger Alluvium 

0.020 

Command 

Younger Alluvium 

1.761 

Command 

Younger Alluvium 

1.944 

Command 

Younger Alluvium 

1.357 

Command 

Younger Alluvium 

1.683 

Command 

Younger Alluvium 

0.920 

Command 

Younger Alluvium 

4.862 

Command 

Younger Alluvium 

1.554 

Command 

Older Alluvium 

5.141 

Command 

Younger Alluvium 

1.303 

Command 

Younger Alluvium 

1.731 

Command 

Younger Alluvium 

2.487 

Command 

Younger Alluvium 

0.018 

Command 

Younger Alluvium 

8.345 

Command 

Younger Alluvium 

3.656 

Command 

Older Alluvium 

0.050 

Command 

Younger Alluvium 

3.533 

Command 

Older Alluvium 

7.541 

Command 

Younger Alluvium 

4.009 

Command 

Younger Alluvium 

0.400 

Command 

Younger Alluvium 

0.233 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 
















































































































































































































































































































































































































































































































































































































































































































































Village 

Zone 
(Fresh / 
Saline) 

Type of Area (Command / 
command) 

Name 

Census Code 

Area 

sq.km 

(2) 

(3) 

(4) 

(5) 

(6) 

7 MGM 

0801000700204200 

4.411 

Saline 

IGNP Canal System Stage 

7 MLD-A 

0801000700208100 

1.495 

Saline 

IGNP Canal System Stage 

7 MLD-B 

0801000700208000 

1.187 

Saline 

IGNP Canal System Stage 

7 MLD-C 

0801000700207900 

2.576 

Saline 

IGNP Canal System Stage 

7 ND 

0801000600182200 

3.040 

Saline 

IGNP Canal System Stage 

7 PSD-A 

0801000700193700 

1.261 

Saline 

IGNP Canal System Stage 

7 PSD-B 

0801000700193800 

1.551 

Saline 

IGNP Canal System Stage 

7 RJM 

0801000700203300 

3.974 

Saline 

IGNP Canal System Stage 

7 Sid (a) 

0803000700564200 

7.035 

Saline 

IGNP Canal System Stage 

7 ZWM 

0801000700222600 

5.243 

Saline 

IGNP Canal System Stage 

8 DD-A 

0801000700220600 

1.601 

Saline 

IGNP Canal System Stage 

8 DD-B 

0801000700220700 

2.054 

Saline 

IGNP Canal System Stage 

8 GM 

0801000800239100 

3.884 

Saline 

IGNP Canal System Stage 

8 JM 

0801000600180500 

7.709 

Saline 

IGNP Canal System Stage 

8 KD 

0801000700191100 

3.569 

Fresh 

IGNP Canal System Stage 

8 KPD 

0801000700200200 

1.916 

Saline 

IGNP Canal System Stage 

8 KWM 

0801000700226200 

2.337 

Saline 

IGNP Canal System Stage 

8 KWSM 

0801000700226700 

5.566 

Saline 

IGNP Canal System Stage 

8 LM -A 

0801000600179500 

1.277 

Saline 

IGNP Canal System Stage 

8LM-B 

0801000600179600 

2.027 

Saline 

IGNP Canal System Stage 

8 MGM 

0801000700204100 

8.037 

Saline 

IGNP Canal System Stage 

8 MLD-A 

0801000700207800 

1.927 

Fresh 

IGNP Canal System Stage 




Saline 

IGNP Canal System Stage 

8 MLD-B 

0801000700207700 

0.771 

Fresh 

IGNP Canal System Stage 

8 ND 

0801000600182300 

2.326 

Saline 

IGNP Canal System Stage 

8 PSD-A 

0801000700194100 

3.473 

Saline 

IGNP Canal System Stage 

8 PSD-B 

0801000700194200 

5.286 

Saline 

IGNP Canal System Stage 

8 RJD 

0801000700202800 

3.654 

Saline 

IGNP Canal System Stage 

8 RJM 

0801000700203600 

4.718 

Saline 

IGNP Canal System Stage 

8 SM 

0801000700222100 

1.129 

Saline 

IGNP Canal System Stage 

8 ZWM 

0801000700222700 

4.336 

Saline 

IGNP Canal System Stage 

9 Chtm 

0803000700567400 

12.804 

Saline 

IGNP Canal System Stage 

9 DD 

0801000700220800 

3.912 

Saline 

IGNP Canal System Stage 

9 GM 

0801000800239200 

5.255 

Saline 

IGNP Canal System Stage 

9 KPD 

0801000700200300 

7.926 

Saline 

IGNP Canal System Stage 

9 KWM 

0801000700226300 

4.651 

Saline 

IGNP Canal System Stage 

9 KWSM 

0801000700226800 

6.910 

Saline 

IGNP Canal System Stage 

9 LM-A 

0801000600177100 

1.618 

Fresh 

IGNP Canal System Stage 




Saline 

IGNP Canal System Stage 

9 LM-B 

0801000600177000 

1.506 

Fresh 

IGNP Canal System Stage 




Saline 

IGNP Canal System Stage 

9 MGM 

0801000700204000 

5.446 

Saline 

IGNP Canal System Stage 

9 Mkd 

0803000300519900 

6.920 

Fresh 

IGNP Canal System Stage 

9 MLD 

0801000700207600 

2.093 

Fresh 

IGNP Canal System Stage 




Saline 

IGNP Canal System Stage 

9 ND 

0801000600182500 

1.947 

Saline 

IGNP Canal System Stage 

9 ND-A 

0801000600182000 

2.789 

Saline 

IGNP Canal System Stage 

9 PSD-A 

0801000700193900 

2.935 

Saline 

IGNP Canal System Stage 

9 PSD-B 

0801000700194000 

4.199 

Saline 

IGNP Canal System Stage 

9 RJD 

0801000700202900 

8.308 

Saline 

IGNP Canal System Stage 







9 RJM 

0801000700203700 

3.377 

Saline 

IGNP Canal System Stage 

9 SM 

0801000700222200 

1.159 

Saline 

IGNP Canal System Stage 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

4.411 

Command 

Younger Alluvium 

1.495 

Command 

Younger Alluvium 

1.187 

Command 

Younger Alluvium 

2.576 

Command 

Younger Alluvium 

3.040 

Command 

Younger Alluvium 

1.261 

Command 

Younger Alluvium 

1.551 

Command 

Younger Alluvium 

3.974 

Command 

Older Alluvium 

7.035 

Command 

Younger Alluvium 

5.243 

Command 

Younger Alluvium 

1.601 

Command 

Younger Alluvium 

2.054 

Command 

Younger Alluvium 

3.884 

Command 

Younger Alluvium 

7.709 

Command 

Younger Alluvium 

0.482 

Command 

Older Alluvium 

1.916 

Command 

Younger Alluvium 

2.337 

Command 

Younger Alluvium 

5.566 

Command 

Younger Alluvium 

1.277 

Command 

Younger Alluvium 

2.027 

Command 

Younger Alluvium 

8.037 

Command 

Younger Alluvium 

1.332 

Command 

Younger Alluvium 

0.596 

Command 

Younger Alluvium 

0.771 

Command 

Younger Alluvium 

2.326 

Command 

Younger Alluvium 

3.473 

Command 

Younger Alluvium 

4.340 

Command 

Older Alluvium 

3.654 

Command 

Younger Alluvium 

4.718 

Command 

Younger Alluvium 

1.129 

Command 

Younger Alluvium 

4.336 

Command 

Older Alluvium 

12.804 

Command 

Younger Alluvium 

3.912 

Command 

Younger Alluvium 

5.255 

Command 

Older Alluvium 

7.926 

Command 

Younger Alluvium 

4.651 

Command 

Younger Alluvium 

6.910 

Command 

Younger Alluvium 

0.360 

Command 

Younger Alluvium 

0.434 

Command 

Younger Alluvium 

0.334 

Command 

Younger Alluvium 

0.096 

Command 

Younger Alluvium 

5.446 

Command 

Tertiary Sandstone 

6.920 

Command 

Younger Alluvium 

0.032 

Command 

Younger Alluvium 

2.060 

Command 

Younger Alluvium 

1.947 

Command 

Younger Alluvium 

2.789 

Command 

Younger Alluvium 

2.935 

Command 

Younger Alluvium 

4.199 

Command 

Older Alluvium 

3.644 

Command 

Younger Alluvium 

4.664 

Command 

Younger Alluvium 

3.377 

Command 

Younger Alluvium 

1.159 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

300,000 

250,000 

120 

250,000 

200,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 
























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

9 ZWM 

0801000700222800 

6.318 

Saline 

Adsisar 

0804000300610100 

49.375 

Fresh 

Ajeetmana 

0803000300514200 

13.174 

Saline 

Alauda 

0803000300514700 

11.170 

Saline 

Amarsar 

0804000300615000 

27.431 

Fresh 

Arjanotpura 

0801000900283900 

3.111 

Saline 

Asrasar 

0803000300510400 

9.368 

Saline 

Baderan 

0803000300513000 

52.753 

Saline 


Type of Area (Command / 
command) 


Chandsar 


Charanwasi 


Chhatasar 


Chhatragarh 


IGNP Canal System Stage 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage 


Non-command 


IGNP Canal System Stage 



Bayla 

0804000300610800 

18.509 

Fresh 

Beer Sangreu 

0803000300519700 

14.694 

Fresh 



Beermana 

0803000300513700 

21.013 

Saline 

Bhaderan 

0803000300519100 

29.089 

Fresh 


Bhadwan 

0803000300516000 

10.929 

Saline 

Bhandsar 

0803000700564600 

71.051 

Saline 


Bheekhnera 

0803000300513400 

26.278 

Saline 

Bhojawas 

0803000300515100 

10.931 

Saline 


Non-command 


IGNP Canal System Stage 


Non-command 


IGNP Canal System Stage 


Non-command 


Non-command 


IGNP Canal System Stage 


Non-command 


IGNP Canal System Stage 


Non-command 


Non-command 


IGNP Canal System Stage 


Non-command 


IGNP Canal System Stage 



Binjharwali 

0803000300514500 

48.654 

Saline 

Chak 300-700 Rd 

0803000300518400 

15.748 

Fresh 



0803000300523200 

8.191 

0804000300615800 

8.790 

0803000300522500 

29.300 

0803000700567500 

243.063 



Dhaban Barani 

0801000600183900 

1.322 

Saline 

Dhandhra Barani 

0801000800238200 

5.974 

Saline 


Saline IGNP Canal System Stage 


IGNP Canal System Stage 


Non-command 


IGNP Canal System Stage 


Non-command 


IGNP Canal System Stage 


IGNP Canal System Stage 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage 


Non-command 


IGNP Canal System Stage 


Non-command 


IGNP Canal System Stage 


Non-command 


IGNP Canal System Stage 


IGNP Canal System Stage 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Command 

Younger Alluvium 

6.318 

Non-command 

Younger Alluvium 

49.375 

Non-command 

Vindhyan Sandstone 

12.108 

Non-command 

Vindhyan Sandstone 

11.170 

Non-command 

Younger Alluvium 

19.799 

Command 

Younger Alluvium 

3.111 

Non-command 

Older Alluvium 

3.540 

Command 

Tertiary Sandstone 

2.176 

Command 

Vindhyan Sandstone 

20.291 

Non-command 

Tertiary Sandstone 

0.304 

Non-command 

Vindhyan Sandstone 

29.982 

Non-command 

Older Alluvium 

4.970 

Non-command 

Tertiary Sandstone 

13.884 

Non-command 

Older Alluvium 

18.387 

Non-command 

Tertiary Sandstone 

3.330 

Non-command 

Younger Alluvium 

16.816 

Command 

Tertiary Sandstone 

3.366 

Non-command 

Tertiary Sandstone 

0.006 

Command 

Tertiary Sandstone 

6.100 

Non-command 

Tertiary Sandstone 

5.222 

Non-command 

Vindhyan Sandstone 

21.013 

Command 

Tertiary Sandstone 

2.783 

Command 

Vindhyan Sandstone 

26.306 

Non-command 

Vindhyan Sandstone 

10.929 

Command 

Older Alluvium 

28.340 

Non-command 

Older Alluvium 

42.710 

Non-command 

Vindhyan Sandstone 

26.278 

Command 

Vindhyan Sandstone 

1.897 

Non-command 

Vindhyan Sandstone 

9.033 

Command 

Tertiary Sandstone 

5.854 

Command 

Vindhyan Sandstone 

4.126 

Command 

Tertiary Sandstone 

2.606 

Command 

Vindhyan Sandstone 

0.891 

Command 

Older Alluvium 

3.987 

Command 

Younger Alluvium 

1.675 

Non-command 

Vindhyan Sandstone 

36.761 

Command 

Vindhyan Sandstone 

15.713 

Non-command 

Vindhyan Sandstone 

0.035 

Command 

Vindhyan Sandstone 

3.093 

Command 

Vindhyan Sandstone 

0.122 

Non-command 

Older Alluvium 

2.255 

Non-command 

Younger Alluvium 

0.388 

Non-command 

Tertiary Sandstone 

29.300 

Command 

Older Alluvium 

73.529 

Non-command 

Older Alluvium 

66.004 

Non-command 

Tertiary Sandstone 

0.002 

Command 

Vindhyan Sandstone 

4.486 

Non-command 

Vindhyan Sandstone 

37.826 

Command 

Vindhyan Sandstone 

14.554 

Non-command 

Vindhyan Sandstone 

5.318 

Command 

Younger Alluvium 

1.322 

Command 

Older Alluvium 

0.121 

Command 

Younger Alluvium 

5.852 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

90 

100,000 

80,000 

120 

60,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

50,000 

90 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

50,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

300,000 

250,000 

120 

150,000 

110,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

300,000 

250,000 

120 

150,000 

110,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

90,000 

70,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

90,000 

70,000 

120 

200,000 

150,000 

120 

60,000 

50,000 

120 

300,000 

250,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

90 

100,000 

80,000 

90 

150,000 

150,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM 



0.008 

0.008 

0.008 

0.008 







































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Type of Area (Command / Non¬ 
command) 

Name 

Census Code 

Area 





sq.km 



(2) 

(3) 

(4) 

(5) 

(6) 

Dhani Bhopalaram 

0803000300518200 

23.677 

Fresh 

IGNP Canal System Stage II 



Dheereran 


Doodimuklera 


Dulmera 


Gabna @ Lalanwali 


Ghadsisar 


Gheghara 


Ghesura 


Gomawali Barani 


Gopalyan 


Gourisar 


Govindsar 


Gusaina 


Hanseran 


Hirajsar 


Jakhar Wala 


Jalabsar 


Jaswantsar 


Jogiyasan 


Kagasar 


Kalkal Muklera 


Kaloo 


Kamrana Barani 


Kankarwala 


0803000300517200 

19.862 

0803000300516100 

6.948 



Saline 


7.195 Fresh 



0803000300517300 

17.540 

0803000700564000 

17.355 


Non-command 


IGNP Canal System Stage II 


Non-command 


Non-command 


IGNP Canal System Stage II 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 



Gantan 

0803000300515000 

17.031 

Saline 

Garabdesar 

0803000300522700 

102.753 

Fresh 


Non-command 


Non-command 



0804000300610200 

67.815 

Fresh 

0803000700566600 

41.928 

Saline 


0803000300512100 

24.812 

Saline 

0801000800238500 

6.378 

Saline 

0803000300520900 

50.887 

Fresh 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


IGNP Canal System Stage I 


IGNP Canal System Stage II 



0803000700569200 

24.640 

Saline 

0801000900283700 

8.680 

Saline 

0803000300512700 

21.608 

Saline 

0803000300517400 

20.399 

Fresh 



0804000300614800 

11.385 

Fresh 

0803000300517500 

11.859 

Fresh 


0803000800633000 

37.843 

Fresh 

0803000300510500 

45.350 

Saline 

0803000300521400 

5.845 

Fresh 

0803000300522600 

27.268 

Fresh 


Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System Stage II 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


IGNP Canal System Stage II 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0803000300518100 

13.480 

Fresh 

0803000300521800 

119.181 

Fresh 



0801000600180600 


0803000300519400 



Non-command 


IGNP Canal System Stage II 


Non-command 


IGNP Canal System Stage II 


Non-command 


IGNP Canal System Stage I 


IGNP Canal System Stage II 


IGNP Canal System Stage II 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Tertiary Sandstone 

0.014 

Non-command 

Tertiary Sandstone 

21.829 

Command 

Tertiary Sandstone 

14.451 

Non-command 

Tertiary Sandstone 

6.531 

Non-command 

Tertiary Sandstone 

12.838 

Non-command 

Younger Alluvium 

13.982 

Command 

Tertiary Sandstone 

13.041 

Non-command 

Tertiary Sandstone 

41.307 

Non-command 

Vindhyan Sandstone 

4.407 

Non-command 

Vindhyan Sandstone 

0.522 

Non-command 

Vindhyan Sandstone 

0.200 

Non-command 

Vindhyan Sandstone 

0.110 

Non-command 

Vindhyan Sandstone 

5.697 

Non-command 

Vindhyan Sandstone 

5.328 

Command 

Older Alluvium 

13.306 

Command 

Younger Alluvium 

4.050 

Non-command 

Vindhyan Sandstone 

17.031 

Non-command 

Older Alluvium 

9.051 

Non-command 

Tertiary Sandstone 

53.571 

Non-command 

Younger Alluvium 

18.141 

Non-command 

Younger Alluvium 

65.477 

Command 

Older Alluvium 

9.598 

Non-command 

Older Alluvium 

32.330 

Non-command 

Older Alluvium 

1.518 

Command 

Older Alluvium 

6.378 

Command 

Tertiary Sandstone 

47.121 

Command 

Vindhyan Sandstone 

1.188 

Non-command 

Tertiary Sandstone 

2.578 

Non-command 

Older Alluvium 

24.640 

Command 

Younger Alluvium 

2.702 

Non-command 

Tertiary Sandstone 

21.608 

Command 

Vindhyan Sandstone 

1.447 

Non-command 

Vindhyan Sandstone 

13.092 

Command 

Older Alluvium 

2.157 

Non-command 

Older Alluvium 

2.065 

Non-command 

Younger Alluvium 

4.579 

Command 

Vindhyan Sandstone 

5.338 

Non-command 

Vindhyan Sandstone 

2.065 

Non-command 

Younger Alluvium 

0.467 

Non-command 

Older Alluvium 

10.620 

Non-command 

Tertiary Sandstone 

4.278 

Non-command 

Tertiary Sandstone 

25.485 

Non-command 

Younger Alluvium 

1.783 

Non-command 

Tertiary Sandstone 

6.601 

Non-command 

Vindhyan Sandstone 

2.649 

Non-command 

Tertiary Sandstone 

9.046 

Command 

Tertiary Sandstone 

0.197 

Non-command 

Tertiary Sandstone 

70.165 

Command 

Tertiary Sandstone 

19.375 

Non-command 

Tertiary Sandstone 

0.495 

Command 

Younger Alluvium 

3.686 

Command 

Vindhyan Sandstone 

7.202 

Command 

Vindhyan Sandstone 

21.411 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

300,000 

250,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

120 

70,000 

50,000 

120 

60,000 

50,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

90,000 

70,000 

120 

150,000 

110,000 

120 

90,000 

70,000 

120 

150,000 

110,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

200,000 

150,000 

120 

300,000 

250,000 

120 

250,000 

200,000 

120 

60,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

90 

150,000 

150,000 

120 

300,000 

250,000 

120 

150,000 

110,000 

120 

300,000 

250,000 

120 

90,000 

70,000 

90 

100,000 

80,000 

120 

90,000 

70,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

60,000 

50,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

120 

250,000 

200,000 

120 

300,000 

250,000 

120 

150,000 

110,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

90 

100,000 

80,000 

120 

150,000 

110,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 



0.030 

0.174 

0.030 

0.030 


























































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Type of Area (Command / Non¬ 
command) 

Name 


Census Code 

Area 






sq.km 



(2) 

(3) 

(4) 

(5) 

(6) 



Karansar 


Karnali 


Keekasar 


Khapharsar 


Kharbara 


Kheeleriya 


Kheenyera 


Khokharana 


Khundiya 


Kisnasar 


Koobiya 


Krishan Nagar 


Kunplee Barani 


Lakhansar 


Lakhawar 


Lalera Patta Mahajan 


Laleran 


Laxminarayansar 


Lodsar 


Lunia Barani 


Lunkaransar 


Mahajan 


Mahajan Fieldfiring Range 


0804000300610500 

11.727 

Fresh 

0803000300514300 

16.108 

Saline 

0804000300609500 

27.118 

Fresh 


Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


Non-command 



0803000300523300 

11.925 

Fresh 

0803000700565000 

49.245 

Saline 



0803000300513900 

24.750 

0803000300515900 

12.221 


0803000300513800 

40.822 

0804000300610300 

6.869 

0803000300521100 

52.865 


0803000300523400 


12.502 Fresh 


18.614 Saline 



48.283 Saline 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage II 


Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 



0801000800239400 

5.219 

Saline 

0803000700565400 

11.089 

Saline 

0803000300514100 

32.221 

Saline 

0803000300512300 

9.717 

Saline 

0803000300514900 

10.041 

Saline 

0803000300513200 

21.837 

Saline 


0804000300610700 

12.585 

Fresh 

0801000600180800 

1.841 

Saline 

0803000300518300 

67.347 

Fresh 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage II 


Non-command 


Non-command 


IGNP Canal System Stage I 


IGNP Canal System Stage II 



0803000300512500 


104.173 Saline IGNP Canal System Stage I 


Non-command 



0803000300509900 


1343.174 Saline IGNP Canal System Stage I 


Non-command 



Malaksar 

0804000300610900 

29.950 

Fresh 

Malkisar 

0803000300520100 

49.017 

Fresh 


Non-command 


IGNP Canal System Stage I 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Vindhyan Sandstone 

13.449 

Non-command 

Tertiary Sandstone 

2.858 

Non-command 

Younger Alluvium 

47.845 

Command 

Tertiary Sandstone 

17.773 

Non-command 

Tertiary Sandstone 

8.804 

Non-command 

Younger Alluvium 

11.727 

Non-command 

Vindhyan Sandstone 

13.906 

Command 

Tertiary Sandstone 

0.121 

Non-command 

Tertiary Sandstone 

7.386 

Non-command 

Younger Alluvium 

16.569 

Non-command 

Older Alluvium 

3.116 

Command 

Older Alluvium 

46.210 

Non-command 

Older Alluvium 

3.035 

Non-command 

Vindhyan Sandstone 

1.828 

Non-command 

Vindhyan Sandstone 

3.461 

Non-command 

Vindhyan Sandstone 

24.750 

Non-command 

Vindhyan Sandstone 

3.204 

Non-command 

Vindhyan Sandstone 

8.676 

Non-command 

Vindhyan Sandstone 

40.822 

Non-command 

Younger Alluvium 

4.658 

Command 

Tertiary Sandstone 

16.034 

Non-command 

Tertiary Sandstone 

36.831 

Non-command 

Older Alluvium 

11.386 

Non-command 

Younger Alluvium 

0.051 

Command 

Older Alluvium 

3.201 

Non-command 

Older Alluvium 

15.412 

Non-command 

Older Alluvium 

0.724 

Non-command 

Tertiary Sandstone 

3.960 

Non-command 

Vindhyan Sandstone 

6.392 

Command 

Younger Alluvium 

2.277 

Command 

Older Alluvium 

11.089 

Non-command 

Vindhyan Sandstone 

28.410 

Non-command 

Older Alluvium 

0.000 

Non-command 

Vindhyan Sandstone 

10.041 

Command 

Vindhyan Sandstone 

10.610 

Non-command 

Vindhyan Sandstone 

11.227 

Non-command 

Younger Alluvium 

11.135 

Command 

Younger Alluvium 

1.841 

Command 

Tertiary Sandstone 

46.192 

Command 

Vindhyan Sandstone 

17.727 

Non-command 

Tertiary Sandstone 

2.440 

Non-command 

Vindhyan Sandstone 

0.988 

Non-command 

Older Alluvium 

26.295 

Non-command 

Tertiary Sandstone 

27.879 

Command 

Tertiary Sandstone 

4.381 

Non-command 

Older Alluvium 

27.134 

Non-command 

Tertiary Sandstone 

53.021 

Command 

Older Alluvium 

13.323 

Non-command 

Older Alluvium 

464.050 

Non-command 

Tertiary Sandstone 

553.099 

Non-command 

Vindhyan Sandstone 

289.509 

Non-command 

Younger Alluvium 

4.690 

Command 

Tertiary Sandstone 

26.448 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

60,000 

50,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

120 

60,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

50,000 

120 

200,000 

150,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

150,000 

110,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

150,000 

110,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

50,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

120 

200,000 

150,000 

120 

250,000 

200,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

90 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

50,000 

90 

100,000 

80,000 

120 

300,000 

250,000 

120 

150,000 

110,000 

120 

300,000 

250,000 

120 

150,000 

110,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

50,000 

120 

300,000 

250,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.008 

0.008 

0.008 

0.008 

0.013 

0.013 

0.008 

0.008 

0.008 

0.008 

























































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Type of Area (Command / Non¬ 
command) 

Name 


Census Code 

Area 






sq.km 



(2) 

(3) 

(4) 

(5) 

(6) 



Mehrasar Chhanna 


Mohkampura 


Panpaliya 


Patam Desar 


Peepera 


Non-command 


20.449 Fresh Non-command 


17.087 Fresh IGNP Canal System Stage I 


Non-command 


45.544 Saline Non-command 


0804000300614700 


0803000300519600 


12.314 Fresh 


29.172 Fresh 


Non-command 


IGNP Canal System Stage I 


Saline IGNP Canal System Stage I 




0803000300514600 


0801000701900012 


0801000701900013 


0801000701900014 


0801000901900016 


0803000300521000 


12.383 

Saline 

2.054 

Saline 

3.243 

Saline 

1.613 

Saline 

1.918 

Saline 


0804000300609300 

30.136 

Fresh 

0803000300523500 

26.298 

Fresh 


32.039 Fresh 


0804000300610000 

24.815 

Fresh 

0804000300615100 

31.220 

Fresh 

0803000300519200 

21.298 

Fresh 


Non-command 


Non-command 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage II 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage II 


Phanchara @ Amarpura 


Phooldesar Singas 


Phooleji 


Poonusar 


Rajasar @ Karnisar 


Rajasar Beekan 


Rajasar Bhatiyan 


Rajpura Hudan 


Ramnagar 


0803000300522200 

32.857 

Fresh 

0803000300518500 

11.895 

Fresh 



0803000300510000 

37.785 

Saline 

0804000300610400 

19.743 

Fresh 

0803000300522400 

53.473 

Fresh 

0804000300614900 

64.446 

Fresh 

0803000700569700 

120.126 

Saline 

0803000300521900 

25.492 

Fresh 

0803000700565500 

31.465 

Saline 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Ramsara 

0803000300510300 

23.010 

Saline 

Ramsara Barani 

0801000600180700 

4.802 

Saline 

Raner 

0803000700565800 

105.359 

Saline 


Rangaisar 


Ratanpura @ Bhobiya 


Ratnisar 


Rekh Meghana 


Rojhan 


Non-command 


IGNP Canal System Stage I 


IGNP Canal System Stage I 



0804000300610600 

34.295 

0803000300514800 

10.844 

0803000300512400 

18.568 

0803000300513500 

7.660 

0803000300518600 

26.710 



Sadheran 


0803000300517100 



Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Tertiary Sandstone 

5.300 

Non-command 

Tertiary Sandstone 

12.542 

Non-command 

Younger Alluvium 

7.907 

Command 

Tertiary Sandstone 

1.000 

Non-command 

Tertiary Sandstone 

16.087 

Non-command 

Tertiary Sandstone 

23.768 

Non-command 

Vindhyan Sandstone 

21.776 

Non-command 

Younger Alluvium 

6.387 

Command 

Tertiary Sandstone 

0.010 

Command 

Tertiary Sandstone 

24.327 

Command 

Vindhyan Sandstone 

4.788 

Non-command 

Tertiary Sandstone 

0.048 

Non-command 

Vindhyan Sandstone 

12.383 

Command 

Younger Alluvium 

2.054 

Command 

Younger Alluvium 

3.243 

Command 

Younger Alluvium 

1.613 

Command 

Younger Alluvium 

0.262 

Non-command 

Younger Alluvium 

0.038 

Non-command 

Younger Alluvium 

8.255 

Non-command 

Older Alluvium 

4.079 

Non-command 

Younger Alluvium 

0.005 

Command 

Tertiary Sandstone 

29.297 

Non-command 

Tertiary Sandstone 

2.742 

Non-command 

Younger Alluvium 

21.848 

Non-command 

Younger Alluvium 

15.709 

Command 

Tertiary Sandstone 

20.352 

Command 

Vindhyan Sandstone 

0.947 

Command 

Tertiary Sandstone 

16.709 

Command 

Vindhyan Sandstone 

3.883 

Non-command 

Vindhyan Sandstone 

0.659 

Command 

Vindhyan Sandstone 

4.454 

Non-command 

Vindhyan Sandstone 

2.899 

Non-command 

Older Alluvium 

0.004 

Non-command 

Younger Alluvium 

14.267 

Non-command 

Tertiary Sandstone 

53.473 

Non-command 

Younger Alluvium 

24.379 

Non-command 

Vindhyan Sandstone 

14.713 

Non-command 

Tertiary Sandstone 

25.492 

Non-command 

Older Alluvium 

15.395 

Non-command 

Tertiary Sandstone 

16.071 

Non-command 

Older Alluvium 

5.402 

Command 

Younger Alluvium 

4.802 

Command 

Older Alluvium 

64.156 

Command 

Tertiary Sandstone 

0.659 

Non-command 

Older Alluvium 

16.506 

Non-command 

Tertiary Sandstone 

24.039 

Non-command 

Younger Alluvium 

34.295 

Non-command 

Vindhyan Sandstone 

10.844 

Non-command 

Older Alluvium 

16.697 

Non-command 

Vindhyan Sandstone 

7.660 

Command 

Vindhyan Sandstone 

10.073 

Command 

Vindhyan Sandstone 

16.637 

Non-command 

Vindhyan Sandstone 

1.008 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

300,000 

250,000 

120 

70,000 

50,000 

120 

60,000 

50,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

50,000 

120 

300,000 

250,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

60,000 

50,000 

120 

200,000 

150,000 

120 

250,000 

200,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

300,000 

250,000 

120 

150,000 

110,000 

120 

300,000 

250,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

50,000 

120 

300,000 

250,000 

120 

60,000 

50,000 

120 

90,000 

70,000 

120 

300,000 

250,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

90 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

150,000 

110,000 

120 

90,000 

70,000 

120 

150,000 

110,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 



0.006 

0.006 

0.006 

0.006 






























































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


16003007 


Sharah Beechharwas 


Sharah Boochawas 


Sharah Hameerwas 


Sharah Netawas 


Shekhsar 


Shobholai 


Shyodanpura 


Soolera 


Surajansar Barani 


Surnana 


Takhatpura 


Tejana 


Uchhrangdesar 


Udana 


Udeshiyan 


1 BARANI 


0803000300515800 


0803000300515500 


0803000300515200 


0803000300515600 


0803000700564300 


0803000300514000 


0803000300512800 


0803000300513100 


0801000900284500 


0803000300517900 


0803000700564500 


0803000300519500 


sq.km 


(4) (5) 


Saline 


43.920 Saline 




20.260 Saline 


2.796 Saline 


26.890 Fresh 


56.506 Saline 


20.781 Fresh 


Saline 


Non-command 


Non-command 




IGNP Canal System Stage II 


IGNP Canal System Stage II 


Non-command 


Non-command 


IGNP Canal System Stage II 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage II 


Non-command 


IGNP Canal System Stage II 


Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


Non-command 


Non-command 


IGNP Canal System Stage I 


IGNP Canal System Stage II 


Non-command 


IGNP Canal System Stage I 


IGNP Canal System Stage II 


IGNP Canal System Stage II 



0803000300521300 


0803000300518900 


0803000300515400 


18.112 Fresh 


23.219 Fresh 


9.622 Fresh 



0802000700470600 


8.804 Fresh 


Saline 


10.318 Fresh 


Non-command 


IGNP Canal System Stage II 


Non-command 


IGNP Canal System Stage II 


IGNP Canal System Stage II 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Vindhyan Sandstone 

0.431 

Non-command 

Older Alluvium 

11.986 

Non-command 

Tertiary Sandstone 

28.787 

Non-command 

Vindhyan Sandstone 

3.146 

Command 

Older Alluvium 

20.031 

Command 

Younger Alluvium 

9.262 

Command 

Vindhyan Sandstone 

11.029 

Command 

Vindhyan Sandstone 

10.293 

Non-command 

Vindhyan Sandstone 

4.459 

Non-command 

Vindhyan Sandstone 

5.931 

Command 

Vindhyan Sandstone 

2.205 

Non-command 

Vindhyan Sandstone 

3.206 

Non-command 

Vindhyan Sandstone 

3.849 

Non-command 

Vindhyan Sandstone 

3.469 

Command 

Tertiary Sandstone 

20.299 

Non-command 

Tertiary Sandstone 

4.399 

Command 

Tertiary Sandstone 

1.844 

Non-command 

Tertiary Sandstone 

4.805 

Non-command 

Older Alluvium 

3.979 

Non-command 

Tertiary Sandstone 

11.917 

Command 

Older Alluvium 

33.656 

Non-command 

Vindhyan Sandstone 

22.327 

Non-command 

Tertiary Sandstone 

8.693 

Non-command 

Vindhyan Sandstone 

2.594 

Non-command 

Vindhyan Sandstone 

1.542 

Non-command 

Vindhyan Sandstone 

23.595 

Non-command 

Older Alluvium 

1.113 

Non-command 

Younger Alluvium 

26.373 

Command 

Tertiary Sandstone 

0.611 

Non-command 

Tertiary Sandstone 

7.022 

Non-command 

Younger Alluvium 

30.559 

Non-command 

Vindhyan Sandstone 

20.260 

Command 

Younger Alluvium 

2.796 

Command 

Vindhyan Sandstone 

0.388 

Non-command 

Vindhyan Sandstone 

10.097 

Command 

Older Alluvium 

49.272 

Command 

Younger Alluvium 

7.233 

Command 

Vindhyan Sandstone 

0.516 

Command 

Tertiary Sandstone 

0.000 

Command 

Vindhyan Sandstone 

19.979 

Non-command 

Vindhyan Sandstone 

0.287 

Command 

Tertiary Sandstone 

1.966 

Non-command 

Tertiary Sandstone 

16.146 

Command 

Tertiary Sandstone 

0.102 

Command 

Vindhyan Sandstone 

23.117 

Command 

Vindhyan Sandstone 

2.312 

Non-command 

Vindhyan Sandstone 

7.309 

Non-command 

Vindhyan Sandstone 

5.321 

Non-command 

Vindhyan Sandstone 

3.483 


Sub Basin: Sub 3 


with 

Pumpset 


(9) (10) 



Bhakhra Canal 

Command 

Younger Alluvium 

0.003 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.004 

Bhakhra Canal 

Command 

Younger Alluvium 

9.343 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

150,000 

110,000 

120 

90,000 

70,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

90,000 

70,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

150,000 

110,000 

120 

90,000 

70,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

50,000 

120 

90,000 

70,000 

90 

100,000 

80,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

150,000 

110,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

90,000 

70,000 


120 

300,000 

250,000 

120 

300,000 

250,000 

90 

130,000 

90,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 














































































































































































































































































































































































































































































































































































Micro-watershed 


Village 



1 BKK 


1 BRW 


1 NHR-A 


1 NHR-B 


1 NTR 


1 RMG 


1 RMS 


1 RPM 


10 DPN 


10JSN 


11BARANI 


11JSN 


12 JSN 


12 KNN 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


0802000600459200 

2.634 

0802000700471000 

2.701 



0802000600459400 

5.237 

0802000600459100 

6.449 

0802000700472100 

5.391 


0802000600464100 

3.462 

0802000600457300 

8.017 

0802000600452900 

3.075 



0802000600462100 

2.591 

0802000600454300 

5.468 



0802000600462700 

16.569 

0802000600457800 

4.187 



3.991 Saline 


0802000600457700 

2.705 

0802000600455500 

3.626 



( 6 ) 


Nohar Sidhmukh 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Nohar Sidhmukh 


Nohar Sidhmukh 


Nohar Sidhmukh 


Nohar Sidhmukh 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Nohar Sidhmukh 


Nohar Sidhmukh 


Nohar Sidhmukh 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Nohar Sidhmukh 


Nohar Sidhmukh 


Nohar Sidhmukh 


Nohar Sidhmukh 


Bhakhra Canal 


Bhakhra Canal 


Nohar Sidhmukh 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Nohar Sidhmukh 


Nohar Sidhmukh 


Nohar Sidhmukh 


Nohar Sidhmukh 


Bhakhra Canal 


Nohar Sidhmukh 


Bhakhra Canal 


Nohar Sidhmukh 


Bhakhra Canal 


Bhakhra Canal 


Nohar Sidhmukh 


Nohar Sidhmukh 


Nohar Sidhmukh 


Bhakhra Canal 


Bhakhra Canal 


Nohar Sidhmukh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

0.968 

Command 

Younger Alluvium 

0.014 

Command 

Younger Alluvium 

7.284 

Command 

Younger Alluvium 

1.300 

Command 

Younger Alluvium 

0.629 

Command 

Younger Alluvium 

2.071 

Command 

Younger Alluvium 

1.982 

Command 

Younger Alluvium 

0.477 

Command 

Younger Alluvium 

1.138 

Command 

Younger Alluvium 

0.002 

Command 

Younger Alluvium 

1.149 

Command 

Younger Alluvium 

2.392 

Command 

Younger Alluvium 

3.688 

Command 

Younger Alluvium 

0.287 

Command 

Younger Alluvium 

0.076 

Command 

Younger Alluvium 

0.008 

Command 

Younger Alluvium 

2.662 

Command 

Younger Alluvium 

0.063 

Command 

Younger Alluvium 

2.080 

Command 

Younger Alluvium 

3.311 

Command 

Younger Alluvium 

0.404 

Command 

Younger Alluvium 

8.017 

Command 

Younger Alluvium 

1.794 

Command 

Younger Alluvium 

0.178 

Command 

Younger Alluvium 

1.939 

Command 

Younger Alluvium 

0.044 

Command 

Younger Alluvium 

0.848 

Command 

Younger Alluvium 

0.572 

Command 

Younger Alluvium 

4.897 

Command 

Younger Alluvium 

1.851 

Command 

Younger Alluvium 

1.097 

Command 

Younger Alluvium 

0.208 

Command 

Younger Alluvium 

3.250 

Command 

Younger Alluvium 

0.164 

Command 

Younger Alluvium 

0.013 

Command 

Younger Alluvium 

11.178 

Command 

Younger Alluvium 

0.059 

Command 

Younger Alluvium 

0.029 

Command 

Younger Alluvium 

4.158 

Command 

Younger Alluvium 

0.170 

Command 

Younger Alluvium 

4.347 

Command 

Younger Alluvium 

0.045 

Command 

Younger Alluvium 

4.410 

Command 

Younger Alluvium 

0.001 

Command 

Younger Alluvium 

3.990 

Command 

Younger Alluvium 

0.602 

Command 

Younger Alluvium 

2.147 

Command 

Younger Alluvium 

2.705 

Command 

Younger Alluvium 

1.774 

Command 

Younger Alluvium 

1.852 

Command 

Younger Alluvium 

0.908 

Command 

Younger Alluvium 

2.896 

Command 

Younger Alluvium 

0.095 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

130,000 

90,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

70,000 

50,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

120 

150,000 

130,000 

90 

70,000 

50,000 

120 

150,000 

130,000 

90 

70,000 

50,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

120 

150,000 

130,000 

90 

70,000 

50,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

70,000 

50,000 

120 

150,000 

130,000 

90 

70,000 

50,000 

120 

150,000 

130,000 

90 

70,000 

50,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

70,000 

50,000 

120 

150,000 

130,000 

90 

70,000 

50,000 

120 

150,000 

130,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

120 

150,000 

130,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

120 

150,000 

130,000 

90 

70,000 

50,000 

120 

150,000 

130,000 

90 

70,000 

50,000 

90 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 













































































































































































































































































































































































































































































































































































































Micro-watershed 




14 BARANI 


14DPN 


14JSN 


14 KNN 


14 NTR 


15 JSN-A 


15 JSN-B 


15 NTR-A 


16JSN 


16 NTR 


18 AMS 


18 DPN 


18 JSN 


18 NTR 


19 AMS 


19 DPN 


19 JSN 


19 NTR 


2 BBM 


2 BKK 


2 BRW 


2 JSN 


2 KNN 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Census Code 

Area 


sq.km 

(3) 

(4) 

0802000700474400 

2.799 



0802000600457600 

3.034 

0802000600455800 

4.916 




0802000600459000 

7.411 

Saline 

0802000600461600 

5.634 

Saline 

0802000600454400 

3.881 

Saline 

0802000600453000 

13.083 

Saline 

0802000600461300 

4.422 

Fresh 



Saline 



0802000600457200 

5.196 

0802000600457100 

4.807 

0802000600458400 

3.875 


4.380 Saline 



0802000600457000 

4.082 

0802000600461000 

7.684 



0802000700473800 

0.563 

0802000600461200 

6.138 


0802000600456900 

3.790 

0802000600460800 

4.256 


0802000700473700 

3.375 

0802000600464200 

6.513 

0802000600455600 

5.538 

0802000600458500 

4.667 



0802000700474600 

6.273 

0802000600459300 

2.974 

0802000700471100 

4.230 



0802000600453900 

1.260 

0802000600453700 

3.188 


( 6 ) 


Bhakhra Canal 


Bhakhra Canal 


Nohar Sidhmukh 


Nohar Sidhmukh 


Nohar Sidhmukh 


Bhakhra Canal 


Nohar Sidhmukh 


Bhakhra Canal 


Bhakhra Canal 


Nohar Sidhmukh 


Nohar Sidhmukh 


Bhakhra Canal 


Bhakhra Canal 


Nohar Sidhmukh 


Bhakhra Canal 


Bhakhra Canal 


Nohar Sidhmukh 


Nohar Sidhmukh 


Bhakhra Canal 


Nohar Sidhmukh 


Bhakhra Canal 


Nohar Sidhmukh 


Bhakhra Canal 


Bhakhra Canal 


Nohar Sidhmukh 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Nohar Sidhmukh 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Nohar Sidhmukh 


Bhakhra Canal 


Nohar Sidhmukh 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Nohar Sidhmukh 


Nohar Sidhmukh 


Nohar Sidhmukh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

0.027 

Command 

Younger Alluvium 

1.704 

Command 

Younger Alluvium 

3.034 

Command 

Younger Alluvium 

3.429 

Command 

Younger Alluvium 

1.486 

Command 

Younger Alluvium 

0.615 

Command 

Younger Alluvium 

2.998 

Command 

Younger Alluvium 

2.533 

Command 

Younger Alluvium 

0.445 

Command 

Younger Alluvium 

3.881 

Command 

Younger Alluvium 

1.400 

Command 

Younger Alluvium 

0.383 

Command 

Younger Alluvium 

3.407 

Command 

Younger Alluvium 

0.632 

Command 

Younger Alluvium 

0.399 

Command 

Younger Alluvium 

3.497 

Command 

Younger Alluvium 

5.196 

Command 

Younger Alluvium 

4.807 

Command 

Younger Alluvium 

0.622 

Command 

Younger Alluvium 

3.253 

Command 

Younger Alluvium 

1.131 

Command 

Younger Alluvium 

3.249 

Command 

Younger Alluvium 

0.702 

Command 

Younger Alluvium 

0.399 

Command 

Younger Alluvium 

4.082 

Command 

Younger Alluvium 

0.925 

Command 

Younger Alluvium 

6.674 

Command 

Younger Alluvium 

0.151 

Command 

Younger Alluvium 

5.686 

Command 

Younger Alluvium 

0.854 

Command 

Younger Alluvium 

3.426 

Command 

Younger Alluvium 

0.346 

Command 

Younger Alluvium 

1.133 

Command 

Younger Alluvium 

4.894 

Command 

Younger Alluvium 

3.790 

Command 

Younger Alluvium 

0.746 

Command 

Younger Alluvium 

3.510 

Command 

Younger Alluvium 

1.663 

Command 

Younger Alluvium 

0.533 

Command 

Younger Alluvium 

5.538 

Command 

Younger Alluvium 

0.750 

Command 

Younger Alluvium 

3.917 

Command 

Younger Alluvium 

0.000 

Command 

Younger Alluvium 

2.812 

Command 

Younger Alluvium 

4.555 

Command 

Younger Alluvium 

2.974 

Command 

Younger Alluvium 

3.223 

Command 

Younger Alluvium 

1.007 

Command 

Younger Alluvium 

2.618 

Command 

Younger Alluvium 

0.006 

Command 

Younger Alluvium 

1.260 

Command 

Younger Alluvium 

0.649 

Command 

Younger Alluvium 

2.539 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

70,000 

50,000 

120 

150,000 

130,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

120 

150,000 

130,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

120 

150,000 

130,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

120 

150,000 

130,000 

90 

70,000 

50,000 

120 

150,000 

130,000 

90 

70,000 

50,000 

120 

150,000 

130,000 

90 

70,000 

50,000 

120 

300,000 

250,000 

120 

150,000 

130,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

120 

150,000 

130,000 

90 

70,000 

50,000 

120 

300,000 

250,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

90 

70,000 

50,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

90 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 








































































































































































































































































































































































































































































































































































































































































Micro-watershed 




3 RMS 


3 SDR 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Census Code 

Area 


sq.km 

(3) 

(4) 

0802000700471900 

4.442 



0802000600457500 

4.841 

0802000600455900 

7.095 



0802000600456800 

3.683 

0802000600458600 

4.484 


21JSN 

0802000600456700 

4.643 

Saline 

22 JSN 

0802000600455700 

3.905 

Saline 

22 NTR 

0802000600458700 

5.243 

Saline 


23 NTR 

0802000600460300 

5.044 

Saline 

24 JSN 

0802000600456000 

3.269 

Saline 

24 NTR 

0802000600458800 

4.133 

Saline 


25 JSN 

0802000600456600 

3.891 

Saline 

25 NTR 

0802000600460200 

5.241 

Saline 

26 NTR 

0802000600458900 

4.948 

Saline 


27 NTR 

0802000600460100 

1.665 

Saline 

28 NTR 

0802000600456500 

5.861 

Saline 



23.735 Fresh 


Saline 


0802000700472900 

1.864 

0802000600456300 

5.178 



0802000600457400 

2.795 

0802000700474000 

4.243 



0802000700472700 

4.454 

0802000600456200 

3.705 


( 6 ) 


Bhakhra Canal 


Bhakhra Canal 


Nohar Sidhmukh 


Nohar Sidhmukh 


Nohar Sidhmukh 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Nohar Sidhmukh 


Bhakhra Canal 


Nohar Sidhmukh 


Nohar Sidhmukh 


Nohar Sidhmukh 


Bhakhra Canal 


Nohar Sidhmukh 


Bhakhra Canal 


Nohar Sidhmukh 


Bhakhra Canal 


Nohar Sidhmukh 


Nohar Sidhmukh 


Bhakhra Canal 


Bhakhra Canal 


Nohar Sidhmukh 


Bhakhra Canal 


Bhakhra Canal 


Nohar Sidhmukh 


Nohar Sidhmukh 


Nohar Sidhmukh 


Bhakhra Canal 


Bhakhra Canal 


Nohar Sidhmukh 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Nohar Sidhmukh 


Nohar Sidhmukh 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Nohar Sidhmukh 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Nohar Sidhmukh 


Nohar Sidhmukh 


Nohar Sidhmukh 


Bhakhra Canal 


Bhakhra Canal 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

0.963 

Command 

Younger Alluvium 

3.431 

Command 

Younger Alluvium 

4.841 

Command 

Younger Alluvium 

2.525 

Command 

Younger Alluvium 

4.148 

Command 

Younger Alluvium 

0.321 

Command 

Younger Alluvium 

3.527 

Command 

Younger Alluvium 

1.616 

Command 

Younger Alluvium 

1.042 

Command 

Younger Alluvium 

0.001 

Command 

Younger Alluvium 

5.055 

Command 

Younger Alluvium 

3.683 

Command 

Younger Alluvium 

0.165 

Command 

Younger Alluvium 

4.319 

Command 

Younger Alluvium 

4.643 

Command 

Younger Alluvium 

3.905 

Command 

Younger Alluvium 

0.853 

Command 

Younger Alluvium 

4.261 

Command 

Younger Alluvium 

0.482 

Command 

Younger Alluvium 

3.269 

Command 

Younger Alluvium 

2.360 

Command 

Younger Alluvium 

1.690 

Command 

Younger Alluvium 

3.891 

Command 

Younger Alluvium 

2.484 

Command 

Younger Alluvium 

1.947 

Command 

Younger Alluvium 

3.001 

Command 

Younger Alluvium 

1.659 

Command 

Younger Alluvium 

3.172 

Command 

Younger Alluvium 

2.690 

Command 

Younger Alluvium 

0.013 

Command 

Younger Alluvium 

11.725 

Command 

Younger Alluvium 

1.864 

Command 

Younger Alluvium 

4.904 

Command 

Younger Alluvium 

0.274 

Command 

Younger Alluvium 

0.180 

Command 

Younger Alluvium 

6.750 

Command 

Younger Alluvium 

2.572 

Command 

Younger Alluvium 

1.740 

Command 

Younger Alluvium 

2.661 

Command 

Younger Alluvium 

1.014 

Command 

Younger Alluvium 

0.250 

Command 

Younger Alluvium 

0.705 

Command 

Younger Alluvium 

4.969 

Command 

Younger Alluvium 

0.508 

Command 

Younger Alluvium 

2.795 

Command 

Younger Alluvium 

0.013 

Command 

Younger Alluvium 

4.231 

Command 

Younger Alluvium 

2.435 

Command 

Younger Alluvium 

3.987 

Command 

Younger Alluvium 

4.101 

Command 

Younger Alluvium 

0.645 

Command 

Younger Alluvium 

4.454 

Command 

Younger Alluvium 

3.626 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

70,000 

50,000 

120 

150,000 

130,000 

90 

70,000 

50,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

120 

150,000 

130,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

120 

150,000 

130,000 

90 

70,000 

50,000 

90 

130,000 

90,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

120 

150,000 

130,000 

90 

70,000 

50,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

70,000 

50,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

120 

150,000 

130,000 

90 

70,000 

50,000 

90 

130,000 

90,000 

90 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 

































































































































































































































































































































































































































































































































































































































































Village 



Name 

Census Code 

Area 




sq.km 

(2) 

(3) 

(4) 

4 BRW 

0802000700470700 

5.763 

4 DPN 

0802000700472300 

3.838 


4 JSN 

0802000600454000 

1.237 

4 KNN 

0802000600453600 

4.319 


4 NTR 0802000700471800 6.074 


4 RPM _ 0802000600452600 3.399 

4 SDR 0802000700473900 3.549 

5 BARANI 0802000700472600 3.514 


5 BARANI-A 0802000600455000 11.235 


5 BARANI-B 

0802000600455100 

9.000 

5 BRW 

0802000700470800 

5.368 


Zone 
(Fresh / 
Saline) 

Type of Area (Command / N< 
command) 

(5) 

(6) 

Saline 

Bhakhra Canal 

Fresh 

Bhakhra Canal 

Saline 

Bhakhra Canal 

Fresh 

Nohar Sidhmukh 

Fresh 

Nohar Sidhmukh 

Saline 

Nohar Sidhmukh 

Fresh 

Bhakhra Canal 

Saline 

Bhakhra Canal 

Fresh 

Nohar Sidhmukh 

Saline 

Nohar Sidhmukh 

Fresh 

Bhakhra Canal 

Saline 

Bhakhra Canal 

Fresh 

Bhakhra Canal 

Saline 

Bhakhra Canal 

Fresh 

Nohar Sidhmukh 

Saline 

Nohar Sidhmukh 

Saline 

Nohar Sidhmukh 

Fresh 

Bhakhra Canal 

Saline 

Bhakhra Canal 



5 DPN 


5 JSN 


5 KNN 


5 NTR 


5 RPM 


5 SDR 


6 BARANI 


6 DPN 


6 JSN 


6 KNN 


6 NTR 


6 RPM 


6 SDR 


7 BARANI 


7 DPN 


7 JSN 


7 KNN 


7 NTR 


0802000700472200 5.382 


0802000600454700 2.386 


0802000600453500 6.038 


0802000700471700 7.068 


0802000600452500 8.038 


0802000700473300 3.581 


0802000600456100 25.261 


0802000700479300 

3.132 

0802000600454100 

4.998 

0802000600455200 

3.860 


0802000700471300 5.135 


0802000600452400 6.958 


0802000700473500 4.697 


0802000600457900 18.791 


0802000700472000 


0802000600454600 


0802000600453400 


0802000700471400 



Non-command 

Fresh 

Bhakhra Canal 

Saline 

Bhakhra Canal 

Fresh 

Nohar Sidhmukh 

Saline 

Nohar Sidhmukh 

Fresh 

Nohar Sidhmukh 

Saline 

Nohar Sidhmukh 

Fresh 

Bhakhra Canal 

Saline 

Bhakhra Canal 

Fresh 

Nohar Sidhmukh 

Saline 

Nohar Sidhmukh 

Fresh 

Bhakhra Canal 

Saline 

Bhakhra Canal 

Saline 

Bhakhra Canal 


Nohar Sidhmukh 

Fresh 

Bhakhra Canal 

Fresh 

Nohar Sidhmukh 

Fresh 

Nohar Sidhmukh 

Saline 

Nohar Sidhmukh 

Fresh 

Bhakhra Canal 

Saline 

Bhakhra Canal 

Fresh 

Nohar Sidhmukh 

Saline 

Nohar Sidhmukh 

Fresh 

Bhakhra Canal 

Saline 

Bhakhra Canal 

Fresh 

Nohar Sidhmukh 

Saline 

Nohar Sidhmukh 

Fresh 

Bhakhra Canal 

Saline 

Bhakhra Canal 

Fresh 

Nohar Sidhmukh 

Saline 

Nohar Sidhmukh 

Fresh 

Nohar Sidhmukh 

Saline 

Nohar Sidhmukh 

Fresh 

Bhakhra Canal 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

5.763 

Command 

Younger Alluvium 

2.233 

Command 

Younger Alluvium 

1.605 

Command 

Younger Alluvium 

1.237 

Command 

Younger Alluvium 

0.606 

Command 

Younger Alluvium 

3.712 

Command 

Younger Alluvium 

0.032 

Command 

Younger Alluvium 

5.512 

Command 

Younger Alluvium 

0.545 

Command 

Younger Alluvium 

0.115 

Command 

Younger Alluvium 

2.247 

Command 

Younger Alluvium 

0.357 

Command 

Younger Alluvium 

0.050 

Command 

Younger Alluvium 

2.688 

Command 

Younger Alluvium 

0.003 

Command 

Younger Alluvium 

11.232 

Command 

Younger Alluvium 

9.000 

Command 

Younger Alluvium 

0.002 

Command 

Younger Alluvium 

5.366 

Non-command 

Younger Alluvium 

0.000 

Command 

Younger Alluvium 

2.623 

Command 

Younger Alluvium 

2.759 

Command 

Younger Alluvium 

1.123 

Command 

Younger Alluvium 

1.262 

Command 

Younger Alluvium 

1.698 

Command 

Younger Alluvium 

4.339 

Command 

Younger Alluvium 

0.361 

Command 

Younger Alluvium 

6.658 

Command 

Younger Alluvium 

1.018 

Command 

Younger Alluvium 

7.021 

Command 

Younger Alluvium 

0.021 

Command 

Younger Alluvium 

3.559 

Command 

Younger Alluvium 

0.244 

Command 

Younger Alluvium 

25.017 

Command 

Younger Alluvium 

1.282 

Command 

Younger Alluvium 

4.998 

Command 

Younger Alluvium 

1.366 

Command 

Younger Alluvium 

2.494 

Command 

Younger Alluvium 

1.630 

Command 

Younger Alluvium 

3.505 

Command 

Younger Alluvium 

0.852 

Command 

Younger Alluvium 

6.106 

Command 

Younger Alluvium 

2.484 

Command 

Younger Alluvium 

2.213 

Command 

Younger Alluvium 

0.023 

Command 

Younger Alluvium 

18.768 

Command 

Younger Alluvium 

0.647 

Command 

Younger Alluvium 

0.944 

Command 

Younger Alluvium 

0.192 

Command 

Younger Alluvium 

2.334 

Command 

Younger Alluvium 

0.685 

Command 

Younger Alluvium 

3.357 

Command 

Younger Alluvium 

0.535 



with 

Pumpset 


(9) (10) 


3 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

130,000 

90,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

90 

70,000 

50,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

120 

150,000 

130,000 

90 

70,000 

50,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

120 

150,000 

130,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

120 

150,000 

130,000 

90 

70,000 

50,000 

120 

150,000 

130,000 

90 

70,000 

50,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

120 

150,000 

130,000 

90 

70,000 

50,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

120 

300,000 

250,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

90 

70,000 

50,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

120 

150,000 

130,000 

90 

70,000 

50,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

120 

150,000 

130,000 

90 

70,000 

50,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

120 

150,000 

130,000 

90 

70,000 

50,000 

120 

150,000 

130,000 

90 

70,000 

50,000 

120 

300,000 

250,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 















































































































































































































































































































































































































































































































































































































































Micro-watershed 



16003008 


7 RPM 


7 SDR 


9 RPM 


9 SDR 


BHOOKAR KA BARANI 


Zone Type of Area (Command / 
(Fresh / command) 

Saline) 


0802000600452200 

3.856 

0802000700473400 

6.222 



0802000700474500 

5.730 

0802000600455300 

3.525 



0802000600452300 

1.902 

0802000700473000 

5.125 

0802000600452100 

51.041 



15.569 Saline 


Nohar (M) 

0802000640205000 

4.708 

Saline 

Sonri 

0802000600451900 

49.444 

Saline 

1 CLD 

0802000500421300 

1.841 

Saline 

1 DWD 

0802000500438600 

1.268 

Saline 


( 6 ) 


Bhakhra Canal 


Nohar Sidhmukh 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Nohar Sidhmukh 


Nohar Sidhmukh 


Nohar Sidhmukh 


Nohar Sidhmukh 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Nohar Sidhmukh 


Nohar Sidhmukh 


Bhakhra Canal 


Bhakhra Canal 


Nohar Sidhmukh 


Bhakhra Canal 


Bhakhra Canal 


Nohar Sidhmukh 


Bhakhra Canal 


Nohar Sidhmukh 


Bhakhra Canal 


Nohar Sidhmukh 


1 DWM 

0802000500431300 

2.274 

Saline 

1 DWSM 

0802000500437800 

1.368 

Saline 

1 KDD 

0802000500421100 

3.685 

Saline 

1 KDD-A 

0802000500421200 

4.622 

Saline 

1 KDM 

0802000500416900 

9.591 

Saline 

1 KHD 

0802000500422500 

3.989 

Saline 

1 KKM 

0802000500441900 

1.165 

Saline 

1 KKSM 

0802000500441800 

1.833 

Saline 

1 NGM 

0802000500423800 

5.907 

Saline 

1 NWD 

0802000500438200 

1.221 

Saline 

1 NWM 

0802000500439800 

4.319 

Saline 



1 SPD 

0802000500418600 

4.290 

Saline 

10 AM 

0802000500426500 

5.870 

Saline 

10 DWM 

0802000500429000 

6.112 

Saline 

10 KKM 

0802000500444100 

4.270 

Saline 

10 SPM TEMPORARY 

0802000500436800 

1.645 

Saline 

109 RD 

0802000500418500 

5.132 

Saline 

11 KKM 

0802000500443800 

2.510 

Saline 


11 KWD 


0802000500424800 


0.873 Saline 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


GNP Cana 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

2.845 

Command 

Younger Alluvium 

0.214 

Command 

Younger Alluvium 

0.493 

Command 

Younger Alluvium 

5.729 

Command 

Younger Alluvium 

2.073 

Command 

Younger Alluvium 

0.121 

Command 

Younger Alluvium 

1.228 

Command 

Younger Alluvium 

3.532 

Command 

Younger Alluvium 

1.623 

Command 

Younger Alluvium 

3.742 

Command 

Younger Alluvium 

0.262 

Command 

Younger Alluvium 

4.319 

Command 

Younger Alluvium 

0.030 

Command 

Younger Alluvium 

10.907 

Command 

Younger Alluvium 

0.587 

Command 

Younger Alluvium 

0.985 

Command 

Younger Alluvium 

2.540 

Command 

Younger Alluvium 

1.334 

Command 

Younger Alluvium 

6.505 

Command 

Younger Alluvium 

1.693 

Command 

Younger Alluvium 

5.125 

Command 

Younger Alluvium 

1.175 

Command 

Younger Alluvium 

16.487 

Command 

Younger Alluvium 

4.476 

Command 

Younger Alluvium 

5.251 

Command 

Younger Alluvium 

1.649 

Command 

Younger Alluvium 

0.065 

Command 

Younger Alluvium 

1.660 

Command 

Younger Alluvium 

1.249 

Command 

Younger Alluvium 

0.002 

Command 

Younger Alluvium 

1.783 

Command 

Younger Alluvium 

0.731 

Command 

Younger Alluvium 

3.685 

Command 

Younger Alluvium 

4.622 

Command 

Younger Alluvium 

0.106 

Command 

Younger Alluvium 

1.569 

Command 

Younger Alluvium 

1.165 

Command 

Younger Alluvium 

1.833 

Command 

Younger Alluvium 

5.907 

Command 

Younger Alluvium 

1.221 

Command 

Younger Alluvium 

0.300 

Command 

Younger Alluvium 

4.019 

Command 

Younger Alluvium 

1.565 

Command 

Younger Alluvium 

0.042 

Command 

Younger Alluvium 

2.752 

Command 

Younger Alluvium 

2.971 

Command 

Younger Alluvium 

6.110 

Command 

Younger Alluvium 

4.270 

Command 

Younger Alluvium 

0.881 

Command 

Younger Alluvium 

5.132 

Command 

Younger Alluvium 

0.005 

Command 

Younger Alluvium 

2.505 

Command 

Younger Alluvium 

0.873 



with 

Pumpset 


( 9 ) ( 10 ) 


29 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

90 

130,000 

90,000 

90 

70,000 

50,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

120 

150,000 

130,000 

90 

70,000 

50,000 

120 

150,000 

130,000 

90 

70,000 

50,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

120 

150,000 

130,000 

90 

70,000 

50,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

70,000 

50,000 

90 

130,000 

90,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 



































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

11 NWD 

0802000500440300 

1.167 

Saline 

12 KKM 

0802000500443900 

2.609 

Saline 

12 KWD 

0802000500424700 

3.087 

Saline 

12 NWD 

0802000500428700 

1.591 

Saline 

13 KWD-A 

0802000500424600 

1.825 

Saline 

13 NWD 

0802000500428600 

1.506 

Saline 

14 NWD 

0802000500428500 

1.587 

Saline 

15 KWD 

0802000500424000 

2.624 

Saline 

15 NWD 

0802000500428400 

1.861 

Saline 

16 KWD 

0802000500423900 

3.079 

Saline 

16 NWD 

0802000500428300 

1.650 

Saline 

17 DWD 

0802000500426800 

4.981 

Saline 

17 NWD 

0802000500428200 

0.565 

Saline 

18 NWD 

0802000500428900 

3.176 

Saline 

19 DWD 

0802000500427400 

1.294 

Saline 

19 NWD 

0802000500428000 

3.282 

Saline 

2 CLD 

0802000500421400 

1.544 

Saline 

2 DWD 

0802000500437900 

2.130 

Saline 

2 DWM 

0802000500431100 

1.853 

Saline 

2 DWSM 

0802000500437500 

0.433 

Saline 

2 KHD 

0802000500421500 

2.766 

Saline 

2 KKM 

0802000500442700 

0.893 

Saline 

2 KKM-A 

0802000500442000 

1.080 

Saline 

2 KKSM 

0802000500442800 

3.969 

Saline 

2 KKSM-A 

0802000500442900 

2.566 

Saline 

2 NGM 

0802000500420900 

4.539 

Saline 

2 NWD 

0802000500430900 

1.799 

Saline 

2 NWM 

0802000500439500 

3.500 

Saline 

2 PRKM 

0802000500440700 

2.114 

Saline 


Type of Area (Command / 
command) 


2 RPM 

0802000500440000 

2.461 

Saline 

2 SPD 

0802000500418400 

4.038 

Saline 

20 NWD 

0802000500428100 

2.179 

Saline 

21 NWD 

0802000500423300 

1.021 

Saline 

21-22 DWD 

0802000500427500 

3.468 

Saline 

22 NWD 

0802000500423400 

1.997 

Saline 

23 DWD 

0802000500427800 

1.631 

Saline 

24 DWD 

0802000500427600 

2.016 

Saline 

25 DWD 

0802000500424500 

2.185 

Saline 

26 DWD 

0802000500427700 

1.675 

Saline 

27 DWD 

0802000500424300 

1.914 

Saline 

28 DWD 

0802000500424100 

1.405 

Saline 

28 RWD 

0802000500438700 

3.995 

Saline 

29 DWD 

0802000500424400 

1.612 

Saline 

29 RWD 

0802000500436600 

2.338 

Saline 

3 CLD 

0802000500422800 

1.352 

Saline 

3 DWM 

0802000500431200 

1.580 

Saline 

3 DWSM 

0802000500437600 

1.069 

Saline 

3 KDD 

0802000500421000 

3.871 

Saline 

3 KKM 

0802000500442600 

1.409 

Saline 

3 KKSM 

0802000500443200 

2.553 

Saline 

3 NWD 

0802000500430600 

1.924 

Saline 

3 RPM 

0802000500440200 

2.281 

Saline 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


( 6 ) 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

1.167 

Command 

Younger Alluvium 

2.609 

Command 

Younger Alluvium 

1.927 

Command 

Younger Alluvium 

1.591 

Command 

Younger Alluvium 

1.628 

Command 

Younger Alluvium 

1.506 

Command 

Younger Alluvium 

1.587 

Command 

Younger Alluvium 

2.012 

Command 

Younger Alluvium 

1.861 

Command 

Younger Alluvium 

3.078 

Command 

Younger Alluvium 

1.650 

Command 

Younger Alluvium 

2.765 

Command 

Younger Alluvium 

0.565 

Command 

Younger Alluvium 

3.176 

Command 

Younger Alluvium 

0.000 

Command 

Younger Alluvium 

3.282 

Command 

Younger Alluvium 

1.544 

Command 

Younger Alluvium 

2.117 

Command 

Younger Alluvium 

1.853 

Command 

Younger Alluvium 

0.208 

Command 

Younger Alluvium 

0.500 

Command 

Younger Alluvium 

0.893 

Command 

Younger Alluvium 

1.080 

Command 

Younger Alluvium 

3.969 

Command 

Younger Alluvium 

2.566 

Command 

Younger Alluvium 

2.310 

Command 

Younger Alluvium 

1.799 

Command 

Younger Alluvium 

3.500 

Command 

Younger Alluvium 

2.004 

Command 

Younger Alluvium 

0.110 

Command 

Younger Alluvium 

2.461 

Command 

Younger Alluvium 

3.162 

Command 

Younger Alluvium 

2.179 

Command 

Younger Alluvium 

1.021 

Command 

Younger Alluvium 

1.531 

Command 

Younger Alluvium 

1.997 

Command 

Younger Alluvium 

1.631 

Command 

Younger Alluvium 

2.016 

Command 

Younger Alluvium 

2.185 

Command 

Younger Alluvium 

1.675 

Command 

Younger Alluvium 

1.914 

Command 

Younger Alluvium 

1.405 

Command 

Younger Alluvium 

0.110 

Command 

Younger Alluvium 

1.612 

Command 

Younger Alluvium 

0.031 

Command 

Younger Alluvium 

1.254 

Command 

Younger Alluvium 

1.580 

Command 

Younger Alluvium 

0.522 

Command 

Younger Alluvium 

3.871 

Command 

Younger Alluvium 

1.409 

Command 

Younger Alluvium 

2.553 

Command 

Younger Alluvium 

1.924 

Command 

Younger Alluvium 

2.281 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 










































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

3 RWSM 

0802000500426700 

1.652 

Saline 

3 SPD 

0802000500418300 

3.591 

Saline 

3+4 NWM 

0802000500439900 

7.215 

Saline 


Type of Area (Command / 
command) 


30 DWD 

0802000500424200 

2.716 

Saline 

31 DWD 

0802000500423500 

4.527 

Saline 

31 RWD 

0802000500438400 

1.090 

Saline 

32 RWD 

0802000500439300 

3.503 

Saline 

33 RWD 

0802000500438300 

1.733 

Saline 



4 CLD 

0802000500422700 

7.038 

Saline 

4 DWD 

0802000500438000 

1.037 

Saline 

4 DWM 

0802000500429900 

1.474 

Saline 

4 JBD 

0802000500422300 

5.962 

Saline 

4 KDD 

0802000500423700 

2.186 

Saline 

4 KKM 

0802000500443000 

1.305 

Saline 

4 KKSM 

0802000500443300 

0.798 

Saline 

4 NWD 

0802000500430800 

3.671 

Saline 



4 RPM 

0802000500440400 

2.723 

Saline 

4 RWM 

0802000500429800 

1.721 

Saline 

4 SPD 

0802000500418200 

6.682 

Saline 

5 CLD 

0802000500422900 

3.292 

Saline 


5 DWD 

0802000500438100 

1.501 

Saline 

5 DWM 

0802000500430100 

1.521 

Saline 

5 JBD 

0802000500422100 

2.041 

Saline 

5 KDD 

0802000500423600 

0.626 

Saline 

5 KKM 

0802000500442500 

1.596 

Saline 



5 PRKM 

0802000500440500 

7.345 

Saline 

5 RPM 

0802000500441600 

2.716 

Saline 

6 DWD 

0802000500431000 

2.400 

Saline 

6 DWM 

0802000500430000 

2.482 

Saline 

6 JBD 

0802000500422200 

2.003 

Saline 

6 KDD 

0802000500423200 

2.185 

Saline 


6 KKM 

0802000500443100 

1.816 

Saline 

6 NWD 

0802000500430500 

1.250 

Saline 

6 RPM 

0802000500441500 

1.715 

Saline 

7 DWD 

0802000500431400 

1.928 

Saline 

7 DWM 

0802000500428800 

5.364 

Saline 

7 KDD 

0802000500423000 

8.379 

Saline 

7 KKM 

0802000500443500 

1.437 

Saline 

7 KKM-A 

0802000500442400 

5.573 

Saline 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


( 6 ) 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

0.023 

Command 

Younger Alluvium 

0.676 

Command 

Younger Alluvium 

1.038 

Command 

Younger Alluvium 

6.177 

Command 

Younger Alluvium 

2.716 

Command 

Younger Alluvium 

4.527 

Command 

Younger Alluvium 

1.090 

Command 

Younger Alluvium 

0.662 

Command 

Younger Alluvium 

1.207 

Command 

Younger Alluvium 

0.067 

Command 

Younger Alluvium 

1.950 

Command 

Younger Alluvium 

1.396 

Command 

Younger Alluvium 

2.587 

Command 

Younger Alluvium 

1.037 

Command 

Younger Alluvium 

0.914 

Command 

Younger Alluvium 

0.097 

Command 

Younger Alluvium 

2.186 

Command 

Younger Alluvium 

1.305 

Command 

Younger Alluvium 

0.798 

Command 

Younger Alluvium 

2.183 

Command 

Younger Alluvium 

1.488 

Command 

Younger Alluvium 

6.837 

Command 

Younger Alluvium 

1.858 

Command 

Younger Alluvium 

2.723 

Command 

Younger Alluvium 

0.727 

Command 

Younger Alluvium 

2.609 

Command 

Younger Alluvium 

2.496 

Command 

Younger Alluvium 

0.796 

Command 

Younger Alluvium 

1.501 

Command 

Younger Alluvium 

1.521 

Command 

Younger Alluvium 

0.004 

Command 

Younger Alluvium 

0.626 

Command 

Younger Alluvium 

1.074 

Command 

Younger Alluvium 

0.521 

Command 

Younger Alluvium 

1.272 

Command 

Younger Alluvium 

1.301 

Command 

Younger Alluvium 

0.686 

Command 

Younger Alluvium 

1.320 

Command 

Younger Alluvium 

7.345 

Command 

Younger Alluvium 

2.716 

Command 

Younger Alluvium 

2.400 

Command 

Younger Alluvium 

2.482 

Command 

Younger Alluvium 

1.595 

Command 

Younger Alluvium 

0.575 

Command 

Younger Alluvium 

1.611 

Command 

Younger Alluvium 

1.816 

Command 

Younger Alluvium 

1.250 

Command 

Younger Alluvium 

1.715 

Command 

Younger Alluvium 

1.904 

Command 

Younger Alluvium 

5.364 

Command 

Younger Alluvium 

8.379 

Command 

Younger Alluvium 

1.437 

Command 

Younger Alluvium 

5.042 



with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 



























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / 
command) 



7 KWD 

0802000500424900 

4.245 

Saline 

7 NWD 

0802000500430400 

0.958 

Saline 



7 RWM 

0802000500429200 

1.552 

Saline 

7 SPM 

0802000500437700 

1.579 

Saline 

8 AM 

0802000500426600 

2.213 

Saline 

8 DWD 

0802000500431500 

1.386 

Saline 

8 DWM 

0802000500429100 

2.580 

Saline 

8 KKM 

0802000500443600 

1.195 

Saline 


8 KWD 

0802000500425200 

1.862 

Saline 

8 NWD 

0802000500430200 

3.815 

Saline 

9 DWD 

0802000500431600 

1.249 

Saline 

9 DWM 

0802000500427900 

2.757 

Saline 

9 KKM 

0802000500443700 

6.048 

Saline 


9 NWD 

0802000500430300 

2.299 

Saline 

9 SPM 

0802000500438500 

3.812 

Saline 

99 RD 

0802000500420800 

4.385 

Saline 

BACHHUSAR 

0802000600466100 

13.837 

Saline 


BHAGWANSAR 


Bhaoowala 


Bhiyansar 


Bijarasar 


BINJHASAR 


BISARASAR 


CHAILASARI 


CHAKNYOLAKHI BARANI 


CHANDERI BARI 


CHANDERI CHHOTI 


Daloosar 



IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 



Non-command 


( 6 ) 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


IGNP Canal Sys 


IGNP Canal Sys 


Non-command 


Non-command 


System: 


System: 


48.347 Saline IGNPCana 


IGNPCana 


37.626 Saline IGNPCana 


0802000600451300 

33.946 

0804000300605800 

22.764 

0804000300605200 

11.515 

0804000300605300 

27.647 



0802000500447400 

7.842 

0802000500447500 

56.004 

0802000500442200 

19.756 

0802000500442300 

17.390 


0802000500444400 

23.633 

0802000500444300 

19.390 

0804000300604300 

25.987 


Saline 


21.933 Saline 


Devasar 

0802000600467300 

14.715 

Saline 

DHANI LAGHAN 

0802000500447800 

19.059 

Saline 

DHANI MAHELA 

0802000500447600 

13.741 

Saline 

DHANI RAIKAN 

0802000600467400 

32.912 

Saline 

Dhani Ranasar Panwa 

0804000300603900 

30.532 

Saline 

DHANNASAR 

0802000500423100 

12.183 

Saline 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


Non-comm 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


IGNP Canal 


System Stage 


System Stage 


System 


System: 


System 


System 


System 


System 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System 


System 


System: 


and 


System: 


System: 


System: 


System: 


System 


System: 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

0.531 

Command 

Younger Alluvium 

1.711 

Command 

Younger Alluvium 

0.933 

Command 

Younger Alluvium 

0.024 

Command 

Younger Alluvium 

0.212 

Command 

Younger Alluvium 

0.501 

Command 

Younger Alluvium 

0.305 

Command 

Younger Alluvium 

0.155 

Command 

Younger Alluvium 

1.834 

Command 

Younger Alluvium 

1.048 

Command 

Younger Alluvium 

0.147 

Command 

Younger Alluvium 

0.179 

Command 

Younger Alluvium 

3.815 

Command 

Younger Alluvium 

0.016 

Command 

Younger Alluvium 

2.677 

Command 

Younger Alluvium 

0.898 

Command 

Younger Alluvium 

5.150 

Command 

Younger Alluvium 

2.299 

Command 

Younger Alluvium 

3.399 

Command 

Younger Alluvium 

0.843 

Command 

Younger Alluvium 

6.934 

Non-command 

Younger Alluvium 

1.153 

Command 

Younger Alluvium 

3.079 

Command 

Younger Alluvium 

0.783 

Non-command 

Younger Alluvium 

27.777 

Non-command 

Older Alluvium 

1.621 

Non-command 

Younger Alluvium 

24.210 

Command 

Younger Alluvium 

0.097 

Command 

Younger Alluvium 

48.250 

Command 

Vindhyan Sandstone 

20.290 

Command 

Younger Alluvium 

4.602 

Command 

Younger Alluvium 

23.291 

Command 

Vindhyan Sandstone 

4.501 

Command 

Younger Alluvium 

0.043 

Command 

Younger Alluvium 

7.246 

Command 

Younger Alluvium 

16.486 

Command 

Younger Alluvium 

7.842 

Command 

Younger Alluvium 

51.362 

Command 

Younger Alluvium 

19.756 

Command 

Younger Alluvium 

0.564 

Command 

Younger Alluvium 

16.827 

Command 

Younger Alluvium 

23.633 

Command 

Younger Alluvium 

19.390 

Command 

Younger Alluvium 

0.459 

Command 

Younger Alluvium 

4.908 

Command 

Younger Alluvium 

10.685 

Non-command 

Younger Alluvium 

11.248 

Command 

Younger Alluvium 

14.715 

Command 

Younger Alluvium 

19.059 

Command 

Younger Alluvium 

13.741 

Command 

Younger Alluvium 

32.912 

Command 

Younger Alluvium 

30.532 

Command 

Younger Alluvium 

9.426 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

90 

70,000 

50,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

120 

50,000 

30,000 

90 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 















































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / 
command) 



DHANSIYA 

0802000600467500 

60.216 

Saline 

DUDALI 

0802000500445900 

10.449 

Saline 



GORKHANA 

0802000600451500 

19.933 

Saline 

GULABGARH 

0802000500446100 

11.380 

Saline 



HAMIRDESAR 

0802000500444000 

8.270 

Saline 

HARDASWALI 

0802000500440900 

56.653 

Saline 



Jaitasar 


Jaitpura 


0804000300604000 

42.522 

0803000300511100 

200.128 



69.118 Sa 



JHAIDASAR 

0802000500447700 

70.282 

Saline 

JOKHASAR 

0802000600466300 

25.062 

Saline 

Kalasar 

0802000500446000 

3.849 

Saline 



KALLASAR 

0802000500448100 

37.168 

Saline 

Kalwasiya 

0804000300605600 

8.841 

Saline 

KANSAR 

0802000600467000 

50.507 

Saline 

KELANIA 

0802000500448000 

15.215 

Saline 

KHODA 

0802000500422600 

7.416 

Saline 

KHUIYAN 

0802000600466700 

35.443 

Saline 

KIKRALIA 

0802000500442100 

15.006 

Saline 


Kolasar 

0802000600466600 

4.701 

Saline 

KULCHASAR 

0802000500447300 

9.108 

Saline 

Kusumdesar 

0804000300604100 

18.576 

Saline 

LADAM 

0802000500446800 

9.260 

Saline 

LAKHERA 

0802000500446300 

10.312 

Saline 

LUNASAR 

0802000500446600 

20.712 

Saline 


MAHELA 

0802000500446400 

50.389 

Saline 

MALKASAR 

0802000500441100 

21.198 

Saline 

Manaparsar 

0804000300603700 

24.564 

Saline 

MANDARPURA 

0802000600466000 

45.895 

Saline 


MANKERIA 

0802000500441200 

6.952 

Saline 

MINAKDESAR 

0802000600466500 

22.802 

Saline 

MOTAIR 

0802000500445000 

46.928 

Saline 


MUNSARI 

0802000600451100 

21.047 

Saline 

Na 

0802000502900002 

2.506 

Saline 

NANAU 

0802000600451200 

46.701 

Saline 

NIMLA 

0802000600466800 

20.380 

Saline 


( 6 ) 


IGNP Canal System Stage 


IGNP Canal System Stage 


IGNP Canal System Stage 


Non-command 


IGNP Canal System Stage 


Non-command 


IGNP Canal System Stage 


IGNP Canal System Stage 


Non-command 


IGNP Canal System Stage 


IGNP Canal System Stage 


IGNP Canal System Stage 


Non-command 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System Stage 


Non-command 


IGNP Canal System 


IGNP Canal System Stage 


IGNP Canal System Stage 


IGNP Canal System Stage 


Non-command 


GNP Canal 


GNP Canal 


GNP Canal 


GNP Canal 


GNP Canal 


GNP Canal 


GNP Canal 


GNP Canal 


GNP Canal 


GNP Canal 


GNP Canal 


GNP Canal 


GNP Canal 


GNP Canal 


System: 


System 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System: 


System 


System: 


System: 


System: 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

2.758 

Command 

Younger Alluvium 

32.352 

Command 

Older Alluvium 

10.287 

Non-command 

Older Alluvium 

0.058 

Command 

Younger Alluvium 

0.809 

Non-command 

Younger Alluvium 

13.173 

Command 

Younger Alluvium 

0.710 

Command 

Younger Alluvium 

8.232 

Non-command 

Younger Alluvium 

3.148 

Command 

Younger Alluvium 

8.270 

Command 

Younger Alluvium 

6.563 

Command 

Younger Alluvium 

40.372 

Non-command 

Younger Alluvium 

1.486 

Command 

Younger Alluvium 

0.088 

Command 

Younger Alluvium 

4.365 

Command 

Younger Alluvium 

42.522 

Command 

Older Alluvium 

3.631 

Non-command 

Older Alluvium 

0.299 

Command 

Vindhyan Sandstone 

49.074 

Command 

Younger Alluvium 

20.044 

Command 

Younger Alluvium 

70.282 

Command 

Younger Alluvium 

5.166 

Command 

Older Alluvium 

0.180 

Non-command 

Older Alluvium 

1.260 

Non-command 

Younger Alluvium 

2.408 

Command 

Younger Alluvium 

37.168 

Command 

Vindhyan Sandstone 

8.841 

Command 

Younger Alluvium 

50.507 

Command 

Younger Alluvium 

15.215 

Command 

Younger Alluvium 

3.943 

Command 

Younger Alluvium 

35.443 

Command 

Younger Alluvium 

1.292 

Command 

Younger Alluvium 

13.714 

Command 

Younger Alluvium 

4.683 

Command 

Younger Alluvium 

8.966 

Command 

Younger Alluvium 

18.576 

Command 

Older Alluvium 

0.000 

Command 

Younger Alluvium 

10.312 

Command 

Older Alluvium 

4.185 

Command 

Younger Alluvium 

13.375 

Command 

Younger Alluvium 

50.389 

Command 

Younger Alluvium 

15.749 

Command 

Younger Alluvium 

9.360 

Command 

Younger Alluvium 

24.791 

Non-command 

Younger Alluvium 

4.351 

Command 

Younger Alluvium 

6.952 

Command 

Younger Alluvium 

14.615 

Command 

Younger Alluvium 

0.374 

Non-command 

Younger Alluvium 

10.845 

Command 

Younger Alluvium 

5.340 

Command 

Younger Alluvium 

2.506 

Command 

Younger Alluvium 

25.567 

Command 

Younger Alluvium 

20.380 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

120 

50,000 

30,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

120 

50,000 

30,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

120 

50,000 

30,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Type of Area (Command / Non 
command) 

Name 

Census Code 

Area 





sq.km 

(2) 

(3) 

(4) 

(5) 

(6) 

NIRWAL 

0802000500439400 

10.438 

Saline 

IGNP Canal System Stage II 

NIYASAR 

0802000500446700 

11.144 

Saline 

IGNP Canal System Stage II 

PALLU 

0802000500446500 

34.641 

Saline 

IGNP Canal System Stage II 



PHOGALA 


Pichakarae Tal 


Pirer 


POHARKA 


Prempura 


PURABSAR 


Raipura 


Rampura 


Ranisar 


Ransisar 


RATNA DESAR 


Ratoosar 


REKH BODLAN 


Rekh Geedhasar 


Rekh Khojer Patta S 


Rekh Khojer Pattara 


REKH KHOKHARSAR 


REKH RAKNASAR 


Sabniyan 


Sadasar 


0802000500444200 


16.317 Saline 


0804000300608300 

25.604 

Saline 

0804000300608000 

21.548 

Saline 

0802000500440800 

37.687 

Saline 


0802000500447900 

18.650 

Saline 

0802000500444500 

21.514 

Saline 

0804000300605700 

29.101 

Saline 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 



0802000600466200 

21.322 

0804000300605100 

46.654 

0802000500445800 

10.627 



IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


IGNPCana 


0804000300607900 

45.815 

Saline 

0802000500444900 

11.595 

Saline 


System 


System 


System 


System 


System 


System 


System 


System 


System 


Stage I 


Stage II 


Stage I 


Stage II 


Stage II 


Stage II 


System 


System 


System 


System 


System 


System 


System 


System 


System 


Stage I 


Stage II 


Stage I 


Stage II 



0804000300607600 

8.381 

Saline 

0804000300607800 

7.415 

Saline 

0804000300607700 

9.063 

Saline 

0802000500444800 

4.786 

Saline 

0802000500446200 

3.034 

Saline 


0803000300510900 

36.039 

Saline 

0804000300605400 

33.296 

Saline 


Non-command 


IGNP Canal System 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Non-command 


Non-command 


IGNP Canal System 


Sawar 


0804000300604200 


46.486 Saline IGNP Canal System 


SHEKH CHOOLIA 


0802000500445700 


12.049 Saline IGNP Canal System Stage I 


Non-command 



Shimla 

0804000300607500 

38.114 

Saline 

SIRANGSAR 

0802000600467200 

27.990 

Saline 

SIRASAR 

0802000500445500 

13.142 

Saline 


Surjansar 

0802000600467100 

39.976 

Saline 

SWAROOP DESAR 

0802000500447200 

10.583 

Saline 



IGNP Canal System Stage I 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

10.438 

Command 

Older Alluvium 

1.947 

Command 

Older Alluvium 

3.883 

Command 

Younger Alluvium 

28.221 

Non-command 

Older Alluvium 

0.074 

Non-command 

Younger Alluvium 

2.462 

Command 

Younger Alluvium 

2.355 

Command 

Younger Alluvium 

13.962 

Command 

Vindhyan Sandstone 

12.680 

Command 

Vindhyan Sandstone 

21.548 

Command 

Younger Alluvium 

7.247 

Command 

Younger Alluvium 

30.440 

Command 

Younger Alluvium 

18.650 

Command 

Younger Alluvium 

21.514 

Command 

Vindhyan Sandstone 

20.719 

Command 

Younger Alluvium 

4.958 

Command 

Younger Alluvium 

4.307 

Command 

Younger Alluvium 

12.088 

Command 

Younger Alluvium 

2.633 

Command 

Younger Alluvium 

0.290 

Command 

Younger Alluvium 

0.036 

Command 

Younger Alluvium 

40.494 

Command 

Younger Alluvium 

15.669 

Command 

Younger Alluvium 

3.393 

Command 

Older Alluvium 

6.705 

Non-command 

Older Alluvium 

3.016 

Command 

Vindhyan Sandstone 

9.442 

Command 

Younger Alluvium 

6.542 

Non-command 

Younger Alluvium 

4.244 

Command 

Younger Alluvium 

20.735 

Non-command 

Younger Alluvium 

0.481 

Non-command 

Older Alluvium 

1.334 

Non-command 

Younger Alluvium 

2.903 

Command 

Vindhyan Sandstone 

2.598 

Command 

Vindhyan Sandstone 

4.627 

Command 

Vindhyan Sandstone 

4.272 

Command 

Younger Alluvium 

3.907 

Command 

Younger Alluvium 

2.501 

Non-command 

Younger Alluvium 

0.534 

Non-command 

Older Alluvium 

0.015 

Command 

Vindhyan Sandstone 

0.871 

Command 

Younger Alluvium 

32.070 

Command 

Vindhyan Sandstone 

0.375 

Command 

Younger Alluvium 

45.945 

Command 

Older Alluvium 

0.169 

Non-command 

Older Alluvium 

4.123 

Non-command 

Younger Alluvium 

7.757 

Command 

Vindhyan Sandstone 

0.829 

Command 

Younger Alluvium 

27.990 

Non-command 

Older Alluvium 

11.011 

Non-command 

Younger Alluvium 

0.257 

Command 

Younger Alluvium 

39.976 

Command 

Younger Alluvium 

0.228 



with 

Pumpset 


(9) (10) 


2 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

90 

70,000 

50,000 

120 

60,000 

50,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

120 

50,000 

30,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

120 

50,000 

30,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 


(14) (15) 


0.016 



0.018 0.011 


0.108 0.014 
















































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Taliwala 

0803000300511200 

46.775 

Saline 

THIRANA 

0802000600466900 

34.328 

Saline 

Tolasar 

0804000300604400 

23.732 

Fresh 

UDASARCHHOTA 

0802000500445300 

30.328 

Saline 


Type of Area (Command / f 
command) 


IGNP Canal System Stage 


IGNP Canal System Stage 


IGNP Canal System 


Non-command 


16003009 


1 DWD 

0802000500438600 

1.268 

Saline 

1 PPM 

0802000500438900 

5.218 

Saline 



27 RWD 

0802000500436400 

6.758 

Saline 

28 RWD 

0802000500438700 

3.995 

Saline 



7 PPM 

0802000600450800 

2.082 

Saline 

Amrasar 

0804000300606200 

9.095 

Saline 


Beekasi 


Beenasar 


Beersani Taranagar 


IGNP Canal System : 


Nohar Sidhmukh 


Non-command 


Nohar Sidhmukh 


Non-command 


IGNP Canal System : 


Nohar Sidhmukh 


Nohar Sidhmukh 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


Nohar Sidhmukh 


Non-command 


Nohar Sidhmukh 


Non-command 


Nohar Sidhmukh 


Non-command 


Non-command 


IGNP Canal System 



ARARKI 

0802000600465300 

23.232 

Saline 

Asal Kheri 

0804000400625100 

25.963 

Saline 

Asloo 

0804000400631200 

5.537 

Saline 

Balasar 

0802000600468300 

27.287 

Saline 

Baliya 

0804000100578900 

8.135 

Saline 

Baniyala 

0804000100570200 

8.300 

Saline 

Barradas 

0804000400631000 

10.612 

Saline 

Bas Ghantel 

0804000400624700 

12.660 

Saline 

Bas Sarayan 

0804000100572300 

26.074 

Saline 


IGNP Canal System 


Non-command 


Nohar Sidhmukh 


Non-command 


Non-command 


IGNP Canal System Stage 


IGNP Canal System 


IGNP Canal System 


Non-command 


Non-command 


IGNP Canal System 



0804000400623900 

4.095 

0804000400629100 

25.675 


0804000100572800 


Sa 


10.496 Sa 



IGNP Canal System 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Older Alluvium 

1.627 

Command 

Younger Alluvium 

34.328 

Command 

Younger Alluvium 

0.161 

Non-command 

Older Alluvium 

5.759 

Non-command 

Younger Alluvium 

4.172 

Command 

Younger Alluvium 

0.017 

Command 

Younger Alluvium 

3.215 

Non-command 

Younger Alluvium 

0.061 

Command 

Younger Alluvium 

0.002 

Non-command 

Younger Alluvium 

2.219 

Command 

Younger Alluvium 

0.403 

Command 

Younger Alluvium 

0.331 

Command 

Younger Alluvium 

0.050 

Command 

Younger Alluvium 

1.757 

Command 

Younger Alluvium 

0.331 

Command 

Younger Alluvium 

1.583 

Non-command 

Younger Alluvium 

1.438 

Command 

Younger Alluvium 

0.719 

Command 

Younger Alluvium 

1.586 

Command 

Younger Alluvium 

0.389 

Command 

Younger Alluvium 

1.299 

Non-command 

Younger Alluvium 

1.154 

Command 

Younger Alluvium 

0.073 

Command 

Younger Alluvium 

0.385 

Command 

Younger Alluvium 

0.337 

Command 

Younger Alluvium 

0.290 

Command 

Younger Alluvium 

0.937 

Non-command 

Younger Alluvium 

3.397 

Command 

Younger Alluvium 

1.077 

Non-command 

Younger Alluvium 

3.042 

Command 

Younger Alluvium 

0.567 

Non-command 

Younger Alluvium 

1.318 

Non-command 

Younger Alluvium 

2.082 

Command 

Older Alluvium 

0.001 

Command 

Vindhyan Sandstone 

8.263 

Command 

Older Alluvium 

2.571 

Non-command 

Older Alluvium 

4.545 

Command 

Younger Alluvium 

0.465 

Non-command 

Older Alluvium 

25.963 

Non-command 

Older Alluvium 

0.176 

Command 

Older Alluvium 

27.227 

Command 

Older Alluvium 

8.135 

Command 

Older Alluvium 

8.300 

Non-command 

Older Alluvium 

8.936 

Non-command 

Older Alluvium 

12.660 

Command 

Older Alluvium 

18.426 

Command 

Vindhyan Sandstone 

0.663 

Command 

Older Alluvium 

0.389 

Non-command 

Older Alluvium 

19.051 

Non-command 

Older Alluvium 

4.095 

Non-command 

Older Alluvium 

19.139 

Non-command 

Older Alluvium 

3.541 

Command 

Older Alluvium 

10.496 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

90 

70,000 

50,000 

120 

60,000 

50,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

90 

70,000 

50,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

90 

70,000 

50,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

60,000 

120 

60,000 

40,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

100,000 

70,000 

120 

150,000 

110,000 

120 

100,000 

70,000 

120 

90,000 

60,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 



































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


BHAGWANSAR 


Bhairoosar 


Bhalau Tal 


Bhalau Teeba 


Bhaleri 


Bhamasi 


Bhamra 


Bhangera 


Bhanin 


Bharang 


BHOGRANA 


Bhoorawas 


Biliya 


Bilyoobas Rampura 


BIRKALI 


Boontiya 


Brahmanwasi 


Buchawas 


Chalkoi Baneerotan 


Chalkoi Beekan 


Chalkoi Gusainyan 


Chalkoi Kheenchran 


Chandelnagar 


Charanwasi 


Chhajusar 


Churu (M) 


Dabri Chhoti 


DALPATPURA 


Damliwas 


Depalsar 


Devasar 


Dhameri 


Dhana Bhakhran 


Dhanapatta Satyoo 


Dhani Asha 


Dhani Babriyan 


Dhani Bhatiyan 


0802000600451300 


0804000400625300 


0804000100574200 


0804000100574300 


0804000100575800 


0804000400626500 


0804000100572900 


0804000100575300 


0804000400630900 


sq.km 


(4) 


33.946 


16.073 


16.620 


6.252 


19.813 


9.120 


16.025 


8.814 


12.581 Saline 



0804000100573900 

22.749 

Saline 

0804000100571900 

32.092 

Saline 

0802000600470100 

19.194 

Saline 

0804000100572000 

7.128 

Saline 

0804000100572600 

5.759 

Saline 

0804000300606700 

40.319 

Saline 

0802000600450600 

11.299 

Saline 


25.546 Fresh 


Saline 


0804000100576700 

6.689 

0804000100576100 

91.489 



22.274 Saline 


0804000400623200 

18.406 

0804000400623100 

13.031 

0804000100579500 

3.365 

0804000100579600 

3.330 

0804000400623600 

4.937 

0804000400623800 

3.453 

0804000400629000 

10.278 

0804000440404000 

18.967 



0804000400630800 

3.875 

0804000100571100 

10.431 



0804000100571200 

5.026 

Saline 

0802000600469300 

32.447 

Saline 

0804000100576200 

3.575 

Saline 

0804000400629400 

9.372 

Fresh 

0804000300606300 

24.229 

Saline 

0804000400622700 

8.338 

Saline 

0804000100576400 

7.806 

Saline 

0804000100580100 

13.766 

Saline 

0804000100579200 

3.393 

Saline 


0804000100578700 

1.973 

Saline 

0804000100575000 

5.180 

Saline 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System 


IGNP Canal System 


Non-command 


Non-command 


IGNP Canal System 


IGNP Canal System 


Non-command 


Nohar Sidhmukh 


Non-command 


IGNP Canal System 


IGNP Canal System 


Nohar Sidhmukh 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


Nohar Sidhmukh 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


IGNP Canal System 


Non-command 


Nohar Sidhmukh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


IGNP Canal System 


Nohar Sidhmukh 


IGNP Canal System 


Non-command 


IGNP Canal System 


Non-command 


IGNP Canal System 


Non-command 


IGNP Canal System 


Non-command 


IGNP Canal System 


IGNP Canal System 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

10.655 

Non-command 

Older Alluvium 

16.073 

Command 

Older Alluvium 

12.358 

Command 

Older Alluvium 

6.252 

Non-command 

Older Alluvium 

2.470 

Non-command 

Older Alluvium 

9.120 

Command 

Older Alluvium 

16.025 

Command 

Older Alluvium 

5.118 

Non-command 

Older Alluvium 

3.646 

Command 

Younger Alluvium 

2.140 

Non-command 

Older Alluvium 

6.793 

Non-command 

Younger Alluvium 

3.648 

Command 

Older Alluvium 

14.700 

Command 

Older Alluvium 

32.092 

Command 

Younger Alluvium 

0.238 

Command 

Older Alluvium 

7.128 

Command 

Older Alluvium 

5.759 

Command 

Vindhyan Sandstone 

0.013 

Command 

Younger Alluvium 

2.750 

Non-command 

Younger Alluvium 

1.185 

Non-command 

Older Alluvium 

0.289 

Non-command 

Older Alluvium 

16.663 

Command 

Older Alluvium 

6.689 

Command 

Older Alluvium 

82.731 

Non-command 

Older Alluvium 

8.759 

Command 

Younger Alluvium 

2.148 

Non-command 

Younger Alluvium 

20.125 

Non-command 

Older Alluvium 

18.406 

Non-command 

Older Alluvium 

6.841 

Non-command 

Older Alluvium 

3.365 

Non-command 

Older Alluvium 

3.330 

Non-command 

Older Alluvium 

4.937 

Non-command 

Older Alluvium 

3.453 

Non-command 

Older Alluvium 

4.899 

Non-command 

Older Alluvium 

4.952 

Non-command 

Older Alluvium 

2.677 

Non-command 

Older Alluvium 

6.585 

Non-command 

Older Alluvium 

17.900 

Non-command 

Older Alluvium 

1.390 

Command 

Older Alluvium 

7.298 

Command 

Younger Alluvium 

3.121 

Command 

Older Alluvium 

5.026 

Command 

Younger Alluvium 

4.405 

Command 

Older Alluvium 

3.575 

Non-command 

Older Alluvium 

0.026 

Command 

Vindhyan Sandstone 

3.745 

Non-command 

Older Alluvium 

8.149 

Command 

Older Alluvium 

7.806 

Non-command 

Older Alluvium 

3.941 

Command 

Older Alluvium 

3.216 

Non-command 

Older Alluvium 

0.178 

Command 

Older Alluvium 

1.516 

Command 

Older Alluvium 

5.180 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

70,000 

50,000 

120 

100,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

100,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

90 

70,000 

50,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

50,000 

30,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

120 

150,000 

110,000 

120 

100,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

100,000 

70,000 

120 

150,000 

110,000 

120 

100,000 

70,000 

120 

150,000 

110,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

90 

70,000 

50,000 

120 

90,000 

60,000 

120 

150,000 

110,000 

120 

50,000 

30,000 

120 

100,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 



0.008 

0.008 

0.008 

0.008 



0.092 

0.092 

0.160 

0.172 

0.013 

0.031 
















































































































































































































































































































































































































































































































































































































































Micro-watershed 



Dhani Mana 


Dhani Meghsar 


Dhani Muneemji 


Dhani Ranwan 


Dheerwas Bara 


Dudhwa Khara 


Dudhwa Meetha 


Duleri 


DUMASAR 


DURJANA 


Gadana 


Gajoowas 


Gajsar 


GANDHELI 


Ghantel 


GHOTRA KHALSA 


GHOTRA PATTA 


Ginri Patta Lohsana 


Ginri Patta Rajpura 


Godas 


Gogtiya Baghawatan 


Gogtiya Charnan 


Gogtiya Kachchawata 


Gogtiya Pata Chango 


GORKHANA 


Indasi 


Indrapura 


JABRASAR 


Jasrasar 


Jawanipura 


Jhadsar Ganjiya 


Jhadsar Kandhlan 


Jhanjhani 


Jhariya 


0804000100570100 


0804000100571400 


0804000400624900 


0804000400625600 


0804000100570500 


18.718 Saline 


4.639 Saline 


11.529 Saline 


9.586 |Saline 


52.838 Saline 


Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


( 6 ) 


IGNP Canal System 


IGNP Canal System 


Non-command 


Non-command 


IGNP Canal System 



0804000400625700 

44.013 

Saline 

0804000400624600 

23.706 

Saline 

0804000100574000 

6.474 

Saline 

0802000600451600 

23.455 

Saline 


0802000600469200 

24.316 

Saline 

0804000100574900 

21.246 

Saline 

0804000100576300 

9.492 

Saline 

0804000400627100 

31.321 

Saline 

0802000500439100 

2.029 

Saline 



0804000400624800 

14.285 

Saline 

0802000700486200 

7.115 

Saline 



0804000400628200 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


Nohar Sidhmukh 


Non-command 


Nohar Sidhmukh 


IGNP Canal System 


IGNP Canal System 


Non-command 


IGNP Canal System Stage I 


Nohar Sidhmukh 


Non-command 


IGNP Canal System Stage II 


Non-command 


Nohar Sidhmukh 


Non-command 


Saline IGNP Canal System Stage I 



0802000700486000 

9.200 

Saline 

0804000400626800 

15.736 

Saline 

0804000400626600 

10.075 

Saline 

0804000100579100 

8.921 

Saline 

0804000100579800 

10.902 

Saline 

0804000100578500 

4.342 

Saline 

0804000100578600 

3.130 

Saline 

0804000100578800 

13.083 

Saline 

0802000600451500 

19.933 

Saline 


0804000100576600 

8.858 

Saline 

0804000400626700 

4.792 

Saline 

0802000600468600 

56.205 

Saline 


36.404 Fresh 


Saline 


0804000100580000 

12.651 

0804000100571300 

3.975 

0804000100573100 

25.344 

0804000100573000 

16.261 

0804000400625200 

38.122 



Non-command 


Non-command 


Non-command 


IGNP Canal System 


IGNP Canal System 


Non-command 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Older Alluvium 

18.718 

Command 

Older Alluvium 

4.639 

Non-command 

Older Alluvium 

11.529 

Non-command 

Older Alluvium 

0.624 

Command 

Older Alluvium 

48.449 

Command 

Younger Alluvium 

4.225 

Non-command 

Older Alluvium 

0.127 

Non-command 

Younger Alluvium 

0.037 

Command 

Older Alluvium 

0.640 

Command 

Younger Alluvium 

11.526 

Non-command 

Younger Alluvium 

0.457 

Non-command 

Older Alluvium 

14.397 

Non-command 

Older Alluvium 

11.976 

Command 

Older Alluvium 

6.474 

Command 

Younger Alluvium 

17.233 

Non-command 

Younger Alluvium 

2.418 

Command 

Younger Alluvium 

23.940 

Command 

Older Alluvium 

21.246 

Command 

Older Alluvium 

9.492 

Non-command 

Older Alluvium 

31.321 

Command 

Younger Alluvium 

0.569 

Command 

Younger Alluvium 

0.168 

Non-command 

Younger Alluvium 

1.292 

Command 

Older Alluvium 

0.139 

Command 

Vindhyan Sandstone 

0.037 

Non-command 

Older Alluvium 

14.285 

Command 

Younger Alluvium 

2.469 

Non-command 

Younger Alluvium 

4.646 

Command 

Older Alluvium 

0.001 

Command 

Younger Alluvium 

0.033 

Non-command 

Older Alluvium 

0.069 

Non-command 

Younger Alluvium 

4.075 

Non-command 

Younger Alluvium 

9.200 

Non-command 

Older Alluvium 

15.736 

Non-command 

Older Alluvium 

10.075 

Command 

Older Alluvium 

8.921 

Command 

Older Alluvium 

6.823 

Non-command 

Older Alluvium 

0.010 

Command 

Older Alluvium 

0.873 

Command 

Older Alluvium 

12.039 

Command 

Younger Alluvium 

4.686 

Non-command 

Younger Alluvium 

14.286 

Command 

Older Alluvium 

8.858 

Non-command 

Older Alluvium 

4.792 

Command 

Older Alluvium 

0.035 

Non-command 

Older Alluvium 

0.591 

Non-command 

Older Alluvium 

2.142 

Non-command 

Older Alluvium 

8.117 

Non-command 

Older Alluvium 

12.651 

Command 

Older Alluvium 

3.975 

Command 

Older Alluvium 

18.321 

Command 

Older Alluvium 

16.261 

Non-command 

Older Alluvium 

38.122 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

60,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

100,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

80,000 

50,000 

120 

100,000 

70,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

90 

70,000 

50,000 

90 

130,000 

90,000 

90 

70,000 

50,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

120 

90,000 

60,000 

120 

100,000 

70,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

120 

150,000 

110,000 

120 

100,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

100,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 


(14) (15) 



















































































































































































































































































































































































































































































































































































































Micro-watershed 



Jori Patta Charnan 


Jori Patta Lohsana 


Kalas 


Kalwas 


Kanrwasi 


KARAMSANA 


Karwasar 


Khandwa Patta Churu 


Kharathwasiya 


Kharatwas 


Khariya 


0804000100579000 


0804000400626200 


0804000100574700 


0804000400622300 


0804000400626900 


0804000400622000 


0804000100579700 


Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


3.948 Saline 


0804000100576500 

11.266 

0804000400627200 

14.817 



0804000400623000 

8.798 

Saline 

0804000400622900 

13.892 

Saline 



0804000100576800 

17.426 

Saline 

0804000100570800 

21.955 

Saline 



0804000400623500 

15.280 

Saline 

0802000600451400 

7.690 

Saline 



14.817 

Saline 

11.640 

Saline 

1.496 

Saline 

0.637 

Saline 

21.550 

Saline 

37.891 

Saline 

2.489 

Saline 



Saline 


17.659 Saline 


Non-command 


IGNP Canal System 


Non-command 


IGNP Canal System 


Non-command 


IGNP Canal System 


IGNP Canal System 


Nohar Sidhmukh 


Non-command 


Nohar Sidhmukh 


Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System 


Non-command 


IGNP Canal System 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


Non-command 


IGNP Canal System 


Non-command 


Non-command 


Nohar Sidhmukh 



Kharthali 

0804000100571800 

0.423 

Saline 

Kheenwasar 

0804000400623400 

27.501 

Saline 

KHOPRAN 

0802000600470400 

15.464 

Saline 

KIKRALI 

0802000700485800 

8.212 

Saline 

Kikrali Charnan 

0804000100570400 

5.045 

Saline 


IGNP Canal System 


Non-command 


Non-command 


Non-command 


Non-command 


Kilipura 

0804000100572700 

6.507 

Saline 

Kirsali Brahman 

0804000100577000 

4.284 

Saline 

Kirsali Kandhlan 

0804000100576900 

8.058 

Saline 

Kohina 

0804000100575400 

62.572 

Saline 


Kotwad Nathotan 


Kotwad Tal 


Kotwad Teeba 


Kunji 


Ladariya 


Lakhanwas 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 



0804000400622400 

10.707 

Saline 

0804000400622600 

14.848 

Saline 

0804000400622500 

10.103 

Saline 

0802000700486300 

12.666 

Saline 


0804000400631100 

10.894 

Saline 

0804000100575600 

12.528 

Saline 


Non-command 


Non-command 


Non-command 


Nohar Sidhmukh 


Non-command 


Non-command 


IGNP Canal System 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Older Alluvium 

3.669 

Command 

Vindhyan Sandstone 

0.146 

Non-command 

Older Alluvium 

8.798 

Command 

Older Alluvium 

0.019 

Non-command 

Older Alluvium 

13.873 

Command 

Older Alluvium 

7.193 

Non-command 

Older Alluvium 

15.808 

Command 

Older Alluvium 

17.426 

Command 

Younger Alluvium 

1.433 

Command 

Younger Alluvium 

0.645 

Non-command 

Younger Alluvium 

15.167 

Command 

Younger Alluvium 

16.017 

Non-command 

Older Alluvium 

0.045 

Non-command 

Younger Alluvium 

27.478 

Non-command 

Older Alluvium 

15.280 

Command 

Younger Alluvium 

4.818 

Non-command 

Younger Alluvium 

2.872 

Command 

Older Alluvium 

14.817 

Non-command 

Older Alluvium 

0.462 

Command 

Older Alluvium 

1.496 

Non-command 

Older Alluvium 

0.637 

Non-command 

Older Alluvium 

21.550 

Non-command 

Older Alluvium 

19.362 

Command 

Older Alluvium 

1.399 

Non-command 

Older Alluvium 

1.056 

Command 

Older Alluvium 

11.266 

Non-command 

Older Alluvium 

0.052 

Non-command 

Older Alluvium 

14.765 

Command 

Older Alluvium 

0.766 

Command 

Younger Alluvium 

5.644 

Non-command 

Older Alluvium 

5.192 

Non-command 

Younger Alluvium 

6.058 

Command 

Older Alluvium 

0.423 

Non-command 

Older Alluvium 

27.501 

Non-command 

Older Alluvium 

15.464 

Non-command 

Younger Alluvium 

8.212 

Non-command 

Older Alluvium 

1.926 

Non-command 

Younger Alluvium 

3.119 

Command 

Older Alluvium 

6.507 

Command 

Older Alluvium 

3.107 

Command 

Older Alluvium 

8.058 

Command 

Older Alluvium 

19.964 

Command 

Vindhyan Sandstone 

1.302 

Non-command 

Older Alluvium 

22.440 

Non-command 

Vindhyan Sandstone 

0.085 

Non-command 

Older Alluvium 

10.707 

Non-command 

Older Alluvium 

14.848 

Non-command 

Older Alluvium 

10.103 

Command 

Younger Alluvium 

8.489 

Non-command 

Younger Alluvium 

3.605 

Non-command 

Older Alluvium 

0.241 

Command 

Older Alluvium 

0.481 

Non-command 

Older Alluvium 

9.147 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

70,000 

50,000 

90 

80,000 

50,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

90 

130,000 

90,000 

90 

70,000 

50,000 

90 

130,000 

90,000 

120 

100,000 

70,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

120 

90,000 

60,000 

120 

100,000 

70,000 

120 

90,000 

60,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

150,000 

110,000 

120 

100,000 

70,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

120 

90,000 

60,000 

120 

100,000 

70,000 

90 

70,000 

50,000 

90 

130,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

60,000 

40,000 

120 

90,000 

60,000 

120 

60,000 

40,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

120 

100,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

















































































































































































































































































































































































































































































































































































Micro-watershed 



Loodniya Chhota 


Loonas 


Madawas 


Mahendrawas 


Mala 


MALIYA 


Malsisar 


Mathori 


MEGHANA 


Meghsar 


MEHLIYA 


Mehrasar Upadiyan 


Mehri Rajviyan 


Mugalwas 


MUNDARIYA CHHOTA 


Narsipura 


Nethwa 


NOONWAN 


Pandreu Tal 


Pandreu Teeba 


Peethana 


Peetheesar 


Poonras 


Poti 


Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


26.655 Saline 


17.573 Sa 


Lalasar Banirotan 

0804000400626300 

8.781 

Saline 

Lalasar Patta Rajpu 

0804000400626400 

12.141 

Saline 

Loodniya 

0804000100571000 

6.730 

Saline 


0804000100570900 

2.760 

Saline 

0804000100574800 

8.174 

Saline 

0804000100575200 

12.334 

Saline 


0804000100575100 

7.760 

Saline 

0804000100579300 

2.439 

Saline 


0802000600451700 

15.258 

Saline 

0802000700486400 

25.844 

Saline 



0804000400625400 

17.784 

Saline 

0802000600469100 

34.728 

Saline 


( 6 ) 


Nohar Sidhmukh 


Non-command 


ine IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


Non-command 


IGNP Canal System 


IGNP Canal System 


Non-command 


Non-command 


Nohar Sidhmukh 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


Nohar Sidhmukh 



0804000100571500 

16.533 

Saline 

0802000700486600 

6.445 

Saline 

0804000300606400 

11.605 

Saline 

0804000300607100 

21.209 

Saline 

0804000100576000 

5.556 

Saline 

0802000700489200 

8.712 

Saline 



0804000400623300 

3.856 

0804000100574500 

15.887 

0802000700485600 

38.195 

0804000100577200 

10.664 

0804000100573600 

9.272 

0804000100572100 

16.216 

0804000400624100 

45.161 

0804000100572500 

14.340 

0804000400628300 

13.461 




IGNP Canal System 


Nohar Sidhmukh 


IGNP Canal System 


Non-command 


IGNP Canal System 


Nohar Sidhmukh 


Non-command 


IGNP Canal System Stage I 


Non-command 


Nohar Sidhmukh 


Non-command 


Nohar Sidhmukh 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


IGNP Canal System 


Nohar Sidhmukh 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


Non-command 


IGNP Canal System 


Non-command 


Non-command 


IGNP Canal System 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

11.325 

Non-command 

Younger Alluvium 

14.932 

Command 

Older Alluvium 

0.072 

Non-command 

Older Alluvium 

3.591 

Non-command 

Younger Alluvium 

13.910 

Non-command 

Older Alluvium 

4.242 

Non-command 

Older Alluvium 

12.141 

Command 

Older Alluvium 

0.074 

Command 

Younger Alluvium 

2.347 

Command 

Younger Alluvium 

2.318 

Command 

Older Alluvium 

8.174 

Command 

Older Alluvium 

10.493 

Non-command 

Older Alluvium 

1.841 

Command 

Older Alluvium 

7.760 

Command 

Older Alluvium 

0.494 

Non-command 

Older Alluvium 

1.946 

Non-command 

Younger Alluvium 

0.852 

Command 

Younger Alluvium 

12.024 

Non-command 

Younger Alluvium 

1.385 

Command 

Younger Alluvium 

1.171 

Non-command 

Younger Alluvium 

15.037 

Non-command 

Older Alluvium 

17.784 

Command 

Older Alluvium 

0.970 

Command 

Younger Alluvium 

19.370 

Non-command 

Older Alluvium 

13.643 

Non-command 

Younger Alluvium 

0.744 

Command 

Older Alluvium 

16.533 

Command 

Younger Alluvium 

0.622 

Command 

Vindhyan Sandstone 

4.276 

Non-command 

Vindhyan Sandstone 

0.008 

Command 

Older Alluvium 

5.556 

Command 

Younger Alluvium 

0.046 

Non-command 

Younger Alluvium 

0.227 

Command 

Younger Alluvium 

8.736 

Non-command 

Younger Alluvium 

6.971 

Command 

Younger Alluvium 

10.566 

Non-command 

Younger Alluvium 

3.824 

Command 

Younger Alluvium 

2.984 

Non-command 

Younger Alluvium 

0.276 

Command 

Younger Alluvium 

15.898 

Non-command 

Younger Alluvium 

5.236 

Non-command 

Older Alluvium 

3.856 

Command 

Older Alluvium 

15.887 

Command 

Younger Alluvium 

2.724 

Command 

Older Alluvium 

0.017 

Command 

Older Alluvium 

1.464 

Command 

Older Alluvium 

16.216 

Non-command 

Older Alluvium 

32.399 

Command 

Older Alluvium 

14.340 

Non-command 

Older Alluvium 

10.457 

Non-command 

Older Alluvium 

1.001 

Command 

Older Alluvium 

27.284 

Command 

Vindhyan Sandstone 

11.374 


with 

Pumpset 


(9) (10) 


5 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

90 

70,000 

50,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

120 

100,000 

70,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

120 

90,000 

60,000 

90 

130,000 

90,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

90,000 

60,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

120 

100,000 

70,000 

120 

90,000 

60,000 

90 

130,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

100,000 

70,000 

120 

90,000 

60,000 

120 

150,000 

110,000 

120 

100,000 

70,000 

120 

90,000 

60,000 

120 

60,000 

40,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 



0.007 

0.007 

0.005 

0.005 


















































































































































































































































































































































































































































































































































































































Micro-watershed 



Raiya Tunda 


Rajas 


Rampura 


Rampura Bas Jasrasa 


Rampura Patta Jhari 


Rangheri 


Redi 


Rekh Berasar 


Rekh Kharthali 


REKH MALIYA 


Rewasi 


Ribiya 


Rirkhala 


Sahjasar 


Sahjoosar 


Sahwa 


SANGTHIYA 


Satra 


Satyoo 


Shekhawas 


SHEORANI 


Shyam Pandiya 


Shyampura 


Somasi 


Somsisar 


Soorpura 


Sukhwasi 


Taranagar (M) 


Thalori 


Thelana 


Tidiyasar 


Togawas 


Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


20.195 Saline 


0804000100570000 

56.062 

Saline 

0804000300607000 

20.529 

Saline 

0802000700486100 

4.180 

Saline 

0804000400627300 

17.017 

Saline 

0804000400623700 

13.321 

Saline 

0804000100570700 

12.029 

Saline 



0804000100571600 

15.209 

Saline 

0804000300606000 

7.348 

Saline 


0804000100571700 

2.312 

Saline 

0802000600468400 

14.656 

Saline 

0804000100574600 

5.293 

Saline 

0804000400621900 

26.651 

Saline 

0804000400624000 

18.846 

Saline 

0804000300606100 

23.062 

Saline 

0804000400627000 

16.129 

Saline 

0804000100570300 

124.600 

Saline 


( 6 ) 


Nohar Sidhmukh 


Non-command 


IGNP Canal System 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


Non-command 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System Stage I 


IGNP Canal System 


Non-command 


Non-command 


IGNP Canal System 


Non-command 


IGNP Canal System 


Non-command 



0802000600468700 


24.309 Saline IGNP Canal System Stage I 



0804000400628400 

25.123 

Fresh 

0804000100580500 

61.169 

Saline 

0804000100574100 

4.264 

Saline 

0802000600469000 

31.146 

Saline 



0804000100574400 

1.247 

0804000400629200 

7.112 


0804000400625000 

7.296 

0804000100569900 

20.291 



0802000600469400 

11.474 

Saline 

0804000100577100 

5.090 

Saline 

0804000140401000 

43.363 

Saline 


0804000400625500 

11.777 

Saline 

0804000100572400 

14.281 

Saline 

0802000600468200 

18.199 

Saline 

0804000100575900 

22.512 

Saline 


16003010 



Amrasar 


0804000300606200 


Non-command 


Non-command 


IGNP Canal System 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


Nohar Sidhmukh 


IGNP Canal System 


IGNP Canal System 


Non-command 


Non-command 


IGNP Canal System 


IGNP Canal System Stage I 


IGNP Canal System 


Non-command 


IGNP Canal System Stage I 


Saline IGNP Canal System 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

13.901 

Non-command 

Younger Alluvium 

1.201 

Command 

Older Alluvium 

56.062 

Non-command 

Older Alluvium 

0.126 

Non-command 

Younger Alluvium 

4.180 

Non-command 

Older Alluvium 

13.475 

Non-command 

Older Alluvium 

13.321 

Command 

Younger Alluvium 

1.250 

Non-command 

Younger Alluvium 

10.779 

Command 

Older Alluvium 

0.314 

Non-command 

Older Alluvium 

3.204 

Command 

Older Alluvium 

15.209 

Command 

Older Alluvium 

0.882 

Command 

Vindhyan Sandstone 

2.836 

Command 

Older Alluvium 

2.312 

Command 

Older Alluvium 

6.070 

Command 

Older Alluvium 

5.293 

Non-command 

Older Alluvium 

1.682 

Non-command 

Older Alluvium 

18.846 

Command 

Vindhyan Sandstone 

18.218 

Non-command 

Older Alluvium 

16.129 

Command 

Older Alluvium 

78.974 

Non-command 

Older Alluvium 

42.962 

Non-command 

Younger Alluvium 

2.664 

Command 

Older Alluvium 

1.046 

Command 

Younger Alluvium 

0.236 

Non-command 

Older Alluvium 

0.047 

Non-command 

Younger Alluvium 

9.661 

Command 

Older Alluvium 

27.651 

Command 

Vindhyan Sandstone 

1.844 

Non-command 

Older Alluvium 

2.903 

Non-command 

Older Alluvium 

9.763 

Command 

Older Alluvium 

4.264 

Command 

Older Alluvium 

3.114 

Non-command 

Older Alluvium 

25.422 

Command 

Older Alluvium 

1.247 

Non-command 

Older Alluvium 

4.960 

Non-command 

Older Alluvium 

0.018 

Non-command 

Older Alluvium 

7.296 

Command 

Older Alluvium 

13.850 

Command 

Vindhyan Sandstone 

5.504 

Command 

Younger Alluvium 

1.161 

Command 

Older Alluvium 

1.127 

Command 

Older Alluvium 

18.955 

Non-command 

Older Alluvium 

0.437 

Non-command 

Older Alluvium 

11.774 

Command 

Older Alluvium 

14.281 

Command 

Older Alluvium 

18.199 

Command 

Older Alluvium 

8.396 

Non-command 

Older Alluvium 

9.252 

Command 

Older Alluvium 

0.354 

Command 

Vindhyan Sandstone 

0.073 

Command 

Vindhyan Sandstone 

0.830 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

70,000 

50,000 

90 

70,000 

50,000 

120 

90,000 

60,000 

120 

50,000 

30,000 

90 

130,000 

90,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

120 

90,000 

60,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

90,000 

60,000 

90 

70,000 

50,000 

120 

90,000 

60,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

50,000 

30,000 

120 

100,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

120 

90,000 

60,000 

120 

60,000 

40,000 

120 

150,000 

110,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

120 

90,000 

60,000 

120 

150,000 

110,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

60,000 

120 

60,000 

40,000 

90 

70,000 

50,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

100,000 

70,000 

120 

90,000 

60,000 

90 

70,000 

50,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

90 

70,000 

50,000 

90 

80,000 

50,000 

120 

50,000 

30,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 



0.007 

0.007 

0.005 

0.005 



0.007 

0.007 

0.007 

0.007 

























































































































































































































































































































































































































































































































































































































Micro-watershed 



Asoosar 


Aspalsar Khamera 


BACHHUSAR 


Balal 


Balasar 


Balrasar Athoona 


Bas Sarayan 


Bilyoo Doomani 


Bilyoobas Rampura 


Bilyoowas Mahiyan 


Boghera 


Chalkoi Beekan 


Charsar 


Chhajoosar 


Dalman 


DHANSIYA 


Dudhwa Meetha 


Galgati 


GANGOI 


Jaisangsar 


Jalpan Garbi 


Jalpan Sharki 


JOJASAR 


JOKHASAR 


Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


0804000300618400 


0804000300611500 


0802000600466100 


sq.km 


(4) 


7.573 Sa 


7.453 Sa 


13.837 Sa 



0804000300612800 

11.485 

Saline 

0802000600468300 

27.287 

Saline 

0804000400624500 

14.621 

Saline 

0804000100572300 

26.074 

Saline 


Bhaleri 

0804000100575800 

19.813 

Saline 

Bhangera 

0804000100575300 

8.814 

Saline 

Bhaoowala 

0804000300605800 

22.764 

Saline 

BHAWAL DESAR 

0802000600467800 

22.565 

Saline 



0804000300606600 

7.921 

Saline 

0804000300606700 

40.319 

Saline 

0804000300606500 

20.217 

Saline 

0804000300607400 

30.283 

Saline 

0804000400623100 

13.031 

Saline 

0804000300618300 

15.376 

Saline 

0804000300621700 

13.936 

Saline 

0804000300607200 

41.567 

Saline 



Dandoosar 

0804000300618700 

7.798 

Saline 

Devasar 

0804000300606300 

24.229 

Saline 

Dhameri 

0804000400622700 

8.338 

Saline 

DHANI BHAMBHUWAN 

0802000600467600 

13.755 

Saline 



Dhani Charnan 

0804000300613300 

5.573 

Saline 

Dhani Doodgir 

0804000300612400 

8.543 

Saline 

Dhani Pachera 

0804000300612200 

14.818 

Saline 



0802000600467500 

60.216 

Saline 

0804000400624600 

23.706 

Saline 

0804000100575500 

6.747 

Saline 

0802000600467900 

11.529 

Saline 



Hariyasar Jatan 

0804000300618600 

8.217 

Saline 

JABRASAR 

0802000600468600 

56.205 

Saline 



0804000300617900 

37.684 

Saline 

0804000300613100 

4.019 

Saline 

0804000300612700 

3.002 

Saline 

0802000600468100 

3.948 

Saline 

0802000600466300 

25.062 

Saline 


Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System 


Non-command 


Non-command 



IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


Non-command 


Non-command 



Non-command 


Non-command 


Non-command 


IGNP Canal System 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


IGNP Canal System Stage I 


ine IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

7.482 

Non-command 

Vindhyan Sandstone 

0.005 

Command 

Younger Alluvium 

5.744 

Non-command 

Younger Alluvium 

0.006 

Non-command 

Older Alluvium 

11.485 

Command 

Older Alluvium 

0.059 

Non-command 

Older Alluvium 

1.174 

Command 

Older Alluvium 

0.274 

Command 

Vindhyan Sandstone 

6.711 

Non-command 

Older Alluvium 

17.343 

Non-command 

Older Alluvium 

0.050 

Command 

Vindhyan Sandstone 

18.263 

Command 

Older Alluvium 

4.191 

Command 

Vindhyan Sandstone 

16.903 

Command 

Younger Alluvium 

1.471 

Command 

Vindhyan Sandstone 

7.921 

Command 

Vindhyan Sandstone 

40.306 

Command 

Vindhyan Sandstone 

20.217 

Command 

Vindhyan Sandstone 

30.283 

Non-command 

Older Alluvium 

6.190 

Non-command 

Older Alluvium 

15.376 

Non-command 

Older Alluvium 

9.784 

Command 

Vindhyan Sandstone 

3.626 

Non-command 

Older Alluvium 

4.379 

Non-command 

Vindhyan Sandstone 

33.563 

Non-command 

Older Alluvium 

1.820 

Command 

Vindhyan Sandstone 

20.484 

Non-command 

Older Alluvium 

0.190 

Command 

Older Alluvium 

0.285 

Command 

Vindhyan Sandstone 

2.873 

Command 

Younger Alluvium 

10.597 

Non-command 

Older Alluvium 

4.699 

Non-command 

Vindhyan Sandstone 

7.154 

Non-command 

Older Alluvium 

0.440 

Non-command 

Vindhyan Sandstone 

6.734 

Command 

Vindhyan Sandstone 

16.556 

Non-command 

Vindhyan Sandstone 

0.133 

Command 

Younger Alluvium 

27.864 

Non-command 

Older Alluvium 

0.013 

Non-command 

Older Alluvium 

6.747 

Command 

Older Alluvium 

6.316 

Command 

Vindhyan Sandstone 

5.037 

Command 

Older Alluvium 

10.553 

Command 

Younger Alluvium 

0.749 

Non-command 

Older Alluvium 

0.097 

Command 

Older Alluvium 

47.698 

Command 

Younger Alluvium 

1.732 

Non-command 

Older Alluvium 

6.150 

Non-command 

Older Alluvium 

7.770 

Non-command 

Older Alluvium 

2.337 

Non-command 

Older Alluvium 

3.002 

Command 

Older Alluvium 

0.133 

Command 

Older Alluvium 

14.419 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

30,000 

120 

50,000 

30,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

120 

50,000 

30,000 

90 

70,000 

50,000 

120 

100,000 

70,000 

120 

90,000 

60,000 

120 

60,000 

40,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

50,000 

30,000 

90 

70,000 

50,000 

90 

80,000 

50,000 

90 

70,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

100,000 

70,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

100,000 

70,000 

90 

70,000 

50,000 

90 

80,000 

50,000 

90 

70,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

90 

70,000 

50,000 

120 

100,000 

70,000 

120 

90,000 

60,000 

90 

70,000 

50,000 

90 

80,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

120 

50,000 

30,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

90 

70,000 

50,000 

90 

70,000 

50,000 



0.007 

0.007 

0.008 

0.008 

0.004 

0.004 

0.014 

0.014 


0.004 

0.004 

0.004 

0.004 

0.004 

0.004 




























































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Khandwa Patta Churu 


Khandwa Patta Jhari 


Khandwa Patta Peeth 


Khejr Uttarada 


Kohina 


Kolasar 


Kunsisar 


Lakhanwas 


Maharawansar 


MANDARPURA 


Mehrasar Upadiyan 


Mehri Purohitan 


Melusar 


MINAKDESAR 


Nainasar 


Naiyasar 


Neemrasar 


PANDUSAR 


Ratoosar 


RATUSAR 


Rekh Berasar 


REKH JINDRASAR 


Rekh Khojer Patta S 


Rekh Khojer Pattara 


Type of Area (Command / Non¬ 
command) 



Jorawarpura 

0804000300618200 

11.570 

Saline 

Kaklasar 

0804000300621600 

7.575 

Saline 

Kanarwas 

0804000300612500 

35.888 

Saline 


0804000400622000 

37.891 

Saline 

0804000400622200 

2.095 

Saline 

0804000400622100 

7.134 

Saline 

0804000300608400 

34.233 

Saline 

0804000100575400 

62.572 

Saline 



0802000600466600 

4.701 

Saline 

0804000400624200 

21.964 

Saline 

0804000100575600 

12.528 

Saline 

0804000400621800 

22.980 

Saline 

0802000600466000 

45.895 

Saline 


0804000300606400 

11.605 

Saline 

0804000300606900 

4.647 

Saline 



0804000300612900 

31.238 

Saline 

0802000600466500 

22.802 

Saline 

0804000300618000 

9.064 

Saline 

0804000300618100 

16.894 

Saline 

0804000300605900 

24.918 

Saline 

0802000600467700 

29.100 

Saline 


Peetheesar 

0804000400624100 

45.161 

Saline 

Phoga Sugharwas 

0804000300612300 

8.391 

Saline 


Phogabas Asalwas 

0804000300613000 

6.543 

Saline 

Phogabas Bharthari 

0804000300613500 

11.689 

Saline 


Phogabas Hemran 

0804000300613400 

5.853 

Saline 

Phogawas Bhogan 

0804000300612600 

15.924 

Saline 

Raipura 

0804000300605700 

29.101 

Saline 


Rajas 

0804000300607000 

20.529 

Saline 

Ranisar 

0802000600466200 

21.322 

Saline 


0804000300607900 

45.815 

Saline 

0802000600468900 

17.387 

Saline 


0804000300606000 

7.348 

Saline 

0802000600468500 

3.941 

Saline 

0804000300607800 

7.415 

Saline 

0804000300607700 

9.063 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System 


IGNP Canal System 


Non-command 


IGNP Canal System 


Non-command 


IGNP Canal System 


Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


IGNP Canal System 


IGNP Canal System Stage I 



Non-command 


Non-command 


ine IGNP Canal System Stage I 


IGNP Canal System 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System 


IGNP Canal System Stage I 


IGNP Canal System 


IGNP Canal System 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

5.477 

Non-command 

Older Alluvium 

11.570 

Non-command 

Older Alluvium 

1.657 

Non-command 

Older Alluvium 

3.826 

Non-command 

Vindhyan Sandstone 

23.225 

Non-command 

Older Alluvium 

18.529 

Non-command 

Older Alluvium 

2.095 

Non-command 

Older Alluvium 

7.134 

Non-command 

Vindhyan Sandstone 

0.400 

Command 

Vindhyan Sandstone 

3.776 

Non-command 

Older Alluvium 

13.935 

Non-command 

Vindhyan Sandstone 

1.070 

Command 

Younger Alluvium 

0.019 

Non-command 

Older Alluvium 

12.870 

Non-command 

Older Alluvium 

2.900 

Non-command 

Older Alluvium 

22.980 

Command 

Younger Alluvium 

0.075 

Non-command 

Younger Alluvium 

0.470 

Command 

Vindhyan Sandstone 

7.329 

Command 

Vindhyan Sandstone 

3.819 

Non-command 

Vindhyan Sandstone 

0.828 

Command 

Vindhyan Sandstone 

0.051 

Non-command 

Older Alluvium 

5.821 

Non-command 

Vindhyan Sandstone 

15.329 

Command 

Vindhyan Sandstone 

11.372 

Non-command 

Vindhyan Sandstone 

0.241 

Non-command 

Older Alluvium 

31.238 

Command 

Younger Alluvium 

8.187 

Non-command 

Older Alluvium 

3.294 

Non-command 

Older Alluvium 

16.894 

Command 

Vindhyan Sandstone 

24.918 

Command 

Older Alluvium 

23.620 

Command 

Younger Alluvium 

5.480 

Non-command 

Older Alluvium 

12.762 

Non-command 

Older Alluvium 

2.006 

Non-command 

Vindhyan Sandstone 

6.257 

Non-command 

Older Alluvium 

6.543 

Non-command 

Older Alluvium 

2.398 

Non-command 

Vindhyan Sandstone 

1.856 

Non-command 

Older Alluvium 

3.069 

Non-command 

Older Alluvium 

15.924 

Command 

Vindhyan Sandstone 

1.896 

Command 

Younger Alluvium 

1.529 

Non-command 

Older Alluvium 

20.403 

Command 

Older Alluvium 

2.283 

Command 

Younger Alluvium 

3.371 

Command 

Vindhyan Sandstone 

36.373 

Command 

Older Alluvium 

0.088 

Non-command 

Older Alluvium 

13.781 

Command 

Vindhyan Sandstone 

3.630 

Command 

Older Alluvium 

3.941 

Command 

Vindhyan Sandstone 

2.788 

Command 

Vindhyan Sandstone 

4.791 


with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

90 

70,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

90,000 

60,000 

120 

60,000 

40,000 

90 

70,000 

50,000 

120 

100,000 

70,000 

120 

90,000 

60,000 

120 

100,000 

70,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

90 

70,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

120 

100,000 

70,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

120 

50,000 

30,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

120 

50,000 

30,000 

90 

70,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 























































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Type of Area (Command / Non 
command) 

Name 

Census Code 

Area 





sq.km 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

REKH MALIYA 

0802000600468400 

14.656 

Saline 

IGNP Canal System Stage II 

Retana 

0804000100575700 

16.495 

Saline 

Non-command 

Ribiya 

0804000400621900 

26.651 

Saline 

Non-command 

Sahjasar 

0804000300606100 

23.062 

Saline 

IGNP Canal System 

SANGTHIYA 

0802000600468700 

24.309 

Saline 

IGNP Canal System Stage II 



Sarayan 


0804000100572200 


36.760 Saline 


Non-command 


IGNP Canal System 


16003011 


SHEORANI 


Shimla 


Somansar 


Somsisar 


Togawas 


UDASARBARA 


Achchhapur 


Ajeetpura 


Alampura 


Bakhtawarpura 


Bangarwa 


Bas Brahmanan 


Bas Govindsingh 


Bas Kirtan 


Bas Lalsingh 


Bas Mam raj 


Beenjawas 


Bewad 


Bhabhreend 


Bhojan 


Brijlalpura 


Budhawas 


0802000600469000 

31.146 

Saline 

0804000300607500 

38.114 

Saline 


0804000300618500 

5.530 

Saline 

0804000100569900 

20.291 

Saline 

0804000100575900 

22.512 

Saline 

0802000600468000 

6.164 

Saline 

0804000200599200 

7.440 

Saline 

0805000200702900 

2.489 

Fresh 

0805000200700900 

2.236 

Fresh 


Non-command 


IGNP Canal System 


Non-command 


Non-command 


IGNP Canal System 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 



Bairasar Bara 

0804000200599900 

8.198 

Saline 

Bairasar Budhu 

0804000200596800 

6.210 

Saline 

Bairasar Chhota 

0804000200596600 

7.299 

Saline 

Bajawa 

0805000200698600 

14.401 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



0805000200702600 

4.615 

0804000200598800 

4.595 


0804000200600300 

7.274 

0804000200603300 

2.757 

0804000200600700 

9.895 


0804000200600900 

4.491 

0804000200603100 

4.932 

0804000200596900 

7.422 

0804000200598900 

11.237 

0804000200598700 

5.259 



6.862 Saline 


0804000200597300 

17.322 

Saline 

0805000200711100 

5.370 

Fresh 

0804000200602500 

5.083 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


Non-command 


IGNP Canal System 


Non-command 


Non-command 


Non-command 


Non-command 


Chainpura 

0805000200700700 

2.579 

Fresh 

Chak Alampura 

0805000200700500 

0.506 

Fresh 

Chand Gothi 

0804000200601100 

24.542 

Fresh 

Dandeoo Mohansingh 

0804000200599500 

8.476 

Saline 

Dandeoo Ramsingh 

0804000200599600 

5.652 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Command 

Older Alluvium 

8.586 

Non-command 

Older Alluvium 

16.495 

Non-command 

Older Alluvium 

24.969 

Command 

Vindhyan Sandstone 

4.844 

Command 

Older Alluvium 

4.454 

Command 

Younger Alluvium 

6.302 

Non-command 

Younger Alluvium 

2.562 

Command 

Older Alluvium 

1.131 

Command 

Vindhyan Sandstone 

6.134 

Non-command 

Older Alluvium 

2.610 

Command 

Vindhyan Sandstone 

21.600 

Non-command 

Vindhyan Sandstone 

7.671 

Non-command 

Older Alluvium 

2.022 

Command 

Vindhyan Sandstone 

0.937 

Non-command 

Older Alluvium 

4.865 

Command 

Older Alluvium 

5.736 

Non-command 

Older Alluvium 

7.440 

Non-command 

Older Alluvium 

2.489 

Non-command 

Older Alluvium 

1.389 

Non-command 

Younger Alluvium 

0.143 

Non-command 

Older Alluvium 

3.628 

Non-command 

Younger Alluvium 

0.291 

Non-command 

Older Alluvium 

4.146 

Non-command 

Older Alluvium 

2.880 

Non-command 

Older Alluvium 

0.004 

Non-command 

Older Alluvium 

1.322 

Non-command 

Younger Alluvium 

0.658 

Non-command 

Older Alluvium 

0.557 

Non-command 

Older Alluvium 

0.186 

Non-command 

Older Alluvium 

1.995 

Non-command 

Older Alluvium 

0.003 

Non-command 

Older Alluvium 

1.471 

Non-command 

Older Alluvium 

5.285 

Non-command 

Older Alluvium 

2.019 

Non-command 

Older Alluvium 

4.491 

Non-command 

Older Alluvium 

0.789 

Non-command 

Older Alluvium 

7.422 

Non-command 

Older Alluvium 

3.105 

Non-command 

Older Alluvium 

1.582 

Non-command 

Older Alluvium 

3.077 

Command 

Older Alluvium 

12.614 

Non-command 

Older Alluvium 

0.191 

Command 

Older Alluvium 

1.972 

Non-command 

Older Alluvium 

2.752 

Non-command 

Older Alluvium 

2.080 

Non-command 

Older Alluvium 

1.200 

Non-command 

Older Alluvium 

0.537 

Non-command 

Younger Alluvium 

0.054 

Non-command 

Older Alluvium 

2.579 

Non-command 

Older Alluvium 

0.506 

Non-command 

Older Alluvium 

24.518 

Non-command 

Older Alluvium 

8.050 

Non-command 

Older Alluvium 

5.380 


with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

90 

70,000 

50,000 

120 

90,000 

60,000 

120 

100,000 

70,000 

120 

50,000 

30,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

120 

90,000 

60,000 

120 

60,000 

40,000 

90 

70,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

90,000 

60,000 

90 

70,000 

50,000 

120 

100,000 

70,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

110,000 

100,000 

120 

100,000 

90,000 

120 

110,000 

100,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

90,000 

120 

110,000 

100,000 

120 

100,000 

90,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

90,000 

120 

200,000 

150,000 

120 

250,000 

200,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

100,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.724 

0.724 

0.086 

0.086 

0.012 

0.012 

0.378 

0.378 

0.036 

0.036 



0.086 

0.086 

0.048 

0.048 

0.097 

0.097 



0.119 

0.119 

0.252 

0.252 

0.024 

0.024 

0.194 

0.194 

0.011 

0.011 






































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


(2) 

(3) 

(4) 

(5) 

Dandeoo Sultansing 

0804000200599300 

12.049 

Saline 

Deengli 

0804000200602800 

9.886 

Fresh 

Dhandhar 

0805000200698300 

5.682 

Fresh 

Dhandhariya 

0805000200698500 

3.981 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Dhani Daroga 


Dhani Khudani 


Dhani Mauji 


Dhanothi Bari 


Dhatarwalon Ka Bas 


Dumki 


Garinda 


Ghumansar Kalan 


Gothra Lamba 


Gothra Nooniya 


Gothri 


Gothyan Bari 


Gothyan Chhoti 


Gowli 


Gudan 


Gwalisar 


Hanutpura 


Harpaloo Kubdi 


Harpaloo Kushala 


Harpaloo Patram 


Harpaloo Ramdhan 


Harpaloo Ramsukh 


Harpaloo Sanwal 


Indasar 


Indrapura 


Ismailpura 


Janau Khari 


Janau Meethi 


Jaswantpura 


Jatoowas 


Jhanbar 


Jherli 


Juharpura 


0805000200701300 


0804000200597600 


0804000200599800 


0804000200584000 


Fresh 


5.917 Saline 


6.002 Saline 


19.945 Fresh 


Saline 



9.476 Fresh 


Saline 



0805000200710900 

1.863 

0804000200584300 

24.499 

0805000200698200 

2.181 

0805000200698000 

10.472 

0805000200703000 

7.795 

0805000200702700 

2.670 

0805000200702800 

4.373 

0804000200586500 

4.839 


0804000200590700 

9.821 

0805000200700800 

4.405 

0804000200601000 

7.252 

0804000200586400 

11.525 



0805000200697900 

6.261 

0804000200592200 

5.042 

0804000200597000 

2.316 

0804000200591900 

8.364 

0804000200592000 

4.721 

0804000200592100 

6.350 

0804000200597100 

7.368 

0804000200586600 

8.616 

0804000200599700 

5.786 

0805000200701200 

3.722 

0804000200600400 

11.281 

0804000200601200 

8.990 

0804000200601300 

20.918 


0804000200591600 

6.235 

0804000200589900 

8.136 

0805000200698100 

11.228 

0805000200700300 

4.717 



0805000200695000 


10.259 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


Non-command 


Non-command 


IGNP Canal System 


Non-command 


Non-command 


IGNP Canal System 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

12.049 

Non-command 

Older Alluvium 

9.886 

Non-command 

Older Alluvium 

5.682 

Non-command 

Older Alluvium 

3.372 

Non-command 

Younger Alluvium 

0.121 

Non-command 

Older Alluvium 

1.332 

Non-command 

Older Alluvium 

0.267 

Non-command 

Older Alluvium 

1.383 

Non-command 

Older Alluvium 

0.014 

Command 

Older Alluvium 

5.022 

Non-command 

Older Alluvium 

13.445 

Non-command 

Older Alluvium 

0.002 

Command 

Older Alluvium 

0.089 

Non-command 

Older Alluvium 

0.314 

Non-command 

Older Alluvium 

0.000 

Command 

Older Alluvium 

1.898 

Non-command 

Older Alluvium 

2.181 

Non-command 

Older Alluvium 

10.472 

Non-command 

Older Alluvium 

5.794 

Non-command 

Older Alluvium 

2.670 

Non-command 

Older Alluvium 

2.405 

Non-command 

Older Alluvium 

0.010 

Non-command 

Older Alluvium 

4.828 

Non-command 

Older Alluvium 

4.061 

Non-command 

Older Alluvium 

4.405 

Non-command 

Older Alluvium 

7.252 

Non-command 

Older Alluvium 

0.036 

Command 

Older Alluvium 

0.314 

Non-command 

Older Alluvium 

11.175 

Non-command 

Older Alluvium 

0.020 

Non-command 

Older Alluvium 

16.980 

Non-command 

Older Alluvium 

2.311 

Non-command 

Older Alluvium 

6.691 

Non-command 

Older Alluvium 

6.261 

Non-command 

Older Alluvium 

4.864 

Non-command 

Older Alluvium 

2.316 

Non-command 

Older Alluvium 

8.227 

Non-command 

Older Alluvium 

4.721 

Non-command 

Older Alluvium 

6.350 

Non-command 

Older Alluvium 

7.368 

Non-command 

Older Alluvium 

8.616 

Non-command 

Older Alluvium 

5.786 

Non-command 

Older Alluvium 

3.722 

Non-command 

Older Alluvium 

6.322 

Non-command 

Older Alluvium 

2.523 

Non-command 

Older Alluvium 

11.339 

Non-command 

Older Alluvium 

1.468 

Non-command 

Older Alluvium 

2.954 

Non-command 

Older Alluvium 

7.285 

Non-command 

Older Alluvium 

11.228 

Non-command 

Older Alluvium 

1.313 

Non-command 

Younger Alluvium 

0.327 

Non-command 

Older Alluvium 

0.643 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

70,000 

120 

200,000 

150,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

100,000 

90,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

90,000 

120 

100,000 

70,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

90,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

110,000 

90,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

90,000 

120 

100,000 

70,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

110,000 

90,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.583 

0.583 

0.356 

0.356 

0.012 

0.012 

0.216 

0.216 



0.205 

0.205 

1.555 

1.555 

0.335 

0.335 

0.724 

0.724 

0.659 

0.659 

- 

- 

0.193 

0.193 

0.042 

0.042 

0.454 

0.454 



0.017 

0.017 

0.017 

0.017 



1.048 

1.048 

0.076 

0.076 

0.024 

0.024 

0.054 

0.054 


















































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Kalri 


Kaman 


Kandran 


Kanwarpura 


Kherla 


Khudaniya 


Khuriya 


Lambor Bari 


Lambor Chhipiyan 


Lambor Chhoti 


Lasedi 


Ludi Khuba 


Lutana Amichand 


Lutana Magni 


Lutana Magnibas 


Lutana Poorn 


Lutana Raju 


Lutana Sadasukh 


Mithi 


Narhar 


Naurangpura 


Nawan 


Neema 


Noohand 


Nyagal Bari 


Ojtu 


Paharsar 


Patel Nagar 


Pilani ( Rural) 


Pilani (M) 


Radwa 


Ragha Bari 


Ragha Chhoti 


Rajgarh (M) 


Rayla 


Rebari Bas 


Sadau 


Sardarpura 


Shekhpura 


Shyopura 


Sulkhaniya Bara 


0804000200597200 


0804000200597400 


0804000200591800 


0805000200702500 


0805000200697800 


0805000200700600 


0805000200701100 


sq.km 


(4) 


12.570 


3.659 


8.978 


3.425 


7.352 


10.576 


5.797 



Khyali 

0804000200586200 

21.130 

Saline 

Kulhariyon Ka Bas 

0805000200698400 

6.244 

Fresh 

Kutubpura 

0805000200700400 

4.355 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


Non-command 


Non-command 



0804000200592500 

15.688 

0804000200592600 

7.291 

0804000200592400 

5.853 

0804000200590600 

12.649 

0804000200589700 

4.290 

0804000200590400 

2.039 

0804000200590100 

7.628 

0804000200590200 

1.920 

0804000200590500 

5.385 

0804000200590000 

2.701 

0804000200590300 

6.190 

0804000200586800 

13.392 

0805000200703200 

23.537 

0804000200602400 

10.043 

0804000200600800 

29.284 

0804000200600500 

13.488 


0804000200603200 

9.342 

0804000200584200 

19.110 



13.678 Fresh 


Saline 


0805000200710800 

15.528 

0804000200587000 

15.837 

0805000200701400 

1.444 


0805000200696900 

1.146 

0805000240505000 

10.816 

0804000200592300 

11.142 

0804000200591500 

9.202 

0804000200591700 

9.378 

0804000240402000 

77.941 

0805000200694900 

8.088 

0804000200599400 

4.923 



0804000200590900 

14.370 

0804000200599000 

6.645 

0805000200703100 

11.126 

0804000200586700 

5.681 

0805000200710600 

4.011 

0804000200602200 

6.279 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

12.132 

Non-command 

Older Alluvium 

0.072 

Non-command 

Older Alluvium 

8.227 

Non-command 

Older Alluvium 

0.391 

Non-command 

Older Alluvium 

4.601 

Non-command 

Older Alluvium 

10.576 

Non-command 

Older Alluvium 

3.864 

Non-command 

Younger Alluvium 

0.738 

Command 

Older Alluvium 

0.003 

Non-command 

Older Alluvium 

6.244 

Non-command 

Older Alluvium 

2.091 

Non-command 

Younger Alluvium 

0.272 

Non-command 

Older Alluvium 

4.628 

Non-command 

Older Alluvium 

1.384 

Non-command 

Older Alluvium 

3.785 

Non-command 

Older Alluvium 

1.955 

Non-command 

Older Alluvium 

2.890 

Non-command 

Older Alluvium 

2.039 

Non-command 

Older Alluvium 

5.025 

Non-command 

Older Alluvium 

1.427 

Non-command 

Older Alluvium 

3.341 

Non-command 

Older Alluvium 

1.938 

Non-command 

Older Alluvium 

4.173 

Non-command 

Older Alluvium 

10.909 

Non-command 

Older Alluvium 

19.750 

Non-command 

Older Alluvium 

4.127 

Non-command 

Older Alluvium 

22.058 

Non-command 

Older Alluvium 

12.712 

Non-command 

Older Alluvium 

0.776 

Non-command 

Older Alluvium 

9.159 

Command 

Older Alluvium 

5.916 

Non-command 

Older Alluvium 

3.940 

Non-command 

Older Alluvium 

0.012 

Non-command 

Older Alluvium 

13.666 

Non-command 

Older Alluvium 

3.097 

Non-command 

Older Alluvium 

0.493 

Non-command 

Older Alluvium 

0.867 

Non-command 

Younger Alluvium 

0.019 

Non-command 

Older Alluvium 

0.209 

Non-command 

Older Alluvium 

3.737 

Non-command 

Older Alluvium 

11.142 

Non-command 

Older Alluvium 

0.042 

Non-command 

Older Alluvium 

0.589 

Non-command 

Older Alluvium 

22.773 

Non-command 

Older Alluvium 

5.825 

Non-command 

Older Alluvium 

0.075 

Non-command 

Older Alluvium 

4.848 

Non-command 

Older Alluvium 

0.362 

Non-command 

Older Alluvium 

6.645 

Non-command 

Older Alluvium 

3.635 

Non-command 

Older Alluvium 

4.504 

Non-command 

Older Alluvium 

0.025 

Non-command 

Older Alluvium 

1.506 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

110,000 

100,000 

120 

100,000 

70,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

110,000 

100,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

90,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

100,000 

90,000 

120 

100,000 

70,000 

120 

100,000 

90,000 

120 

110,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

110,000 

90,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

90,000 

120 

100,000 

70,000 

120 

100,000 

90,000 

120 

200,000 

150,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.059 

0.059 

- 

- 

0.025 

0.025 

0.054 

0.054 

0.518 

0.518 

0.680 

0.680 

0.335 

0.335 

0.072 

0.072 


0.616 

0.616 

0.140 

0.152 

0.024 

0.024 


0.162 

0.162 

0.086 

0.086 



0.017 

0.017 

0.680 

0.680 



0.108 

0.108 

0.017 

0.017 














































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


16003012 


Sulkhaniya Chhota 


Sultana Ka Bas 


Than Mathooi 


Thimau Bari 


Thimau Chhoti 


Thirpali Bari 


Thirpali Chhoti 


Vidyavihar (M) 


Abhaipura 


Alayla 


Alsisar 


Amarpura 


Anandpura 


Asloo 


Badet 


Badhki 


Bain 


Bairas 


Balrasar Tanwaran 


Banra 


Barradas 


Barwasi 


Bas Bhinwsariya 


Bas Daulat Khan 


Bas Dhakan 


Bas Hameer Khan 


Bas Haripura 


Bas Jaiseka 


Bas Kaliyasar 


Bas Kanjan 


Bas Kuharoo 


Bas Mahlan 


Bas Mundi 


Bas Purian 


Bas Radsana 


Bas Seowa 


0804000200602300 


0805000200703300 


0804000200591000 


0804000200602700 


0804000200602600 


Area 


sq.km 


(4) 


11.214 


4.742 


(5) 


Fresh 


Fresh 


18.142 Saline 



0804000200602900 

10.550 

Fresh 

0804000200603000 

9.066 

Fresh 

0805000240506000 

3.984 

Fresh 

0804000100581000 

4.644 

Saline 

0804000100580300 

16.315 

Saline 

0805000100673000 

25.239 

Fresh 

0804000200593600 

6.995 

Saline 

0805000100672700 

1.547 

Fresh 

0805000100672200 

3.432 

Fresh 

0804000400631200 

5.537 

Saline 

0805000100667800 

14.865 

Saline 

0804000400626100 

8.994 

Saline 

0804000100573300 

56.108 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System 



0813000101661200 

4.947 

0804000400630500 

7.671 

0804000100573700 

13.719 

0804000400631000 

10.612 

0805000500741300 

15.366 

0805000100675500 

5.760 

0805000100668700 

2.168 

0804000400631800 

5.080 

0805000100668800 

2.014 

0805000100670700 

3.378 

0804000400632000 

8.759 


0805000100668500 

4.221 

0804000200584800 

9.944 

0805000100683000 

1.024 

0804000400631500 

6.496 

0804000200593800 

6.367 

0805000100676100 

5.829 

0804000200593500 

6.162 

0804000200588500 

8.148 


Beedasar 

0805000100671900 

5.981 

Fresh 

Beeghran 

0804000100579900 

22.979 

Saline 


Beer Rajgarh 

0804000200585400 

9.416 

Saline 

Beer Taranagar 

0804000100577800 

3.826 

Saline 

Bhagwatpura 

0805000100672000 

6.191 

Fresh 

Bhamasi 

0804000200593100 

13.863 

Saline 

Bhambhara 

0804000200585500 

6.530 

Saline 


Bharoo 

0805000100685300 

5.355 

Fresh 

Bhatawas 

0804000200593000 

3.720 

Saline 

Bheekhansar 

0805000100677100 

8.237 

Fresh 


Non-command 


Non-command 


IGNP Canal System 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


Non-command 


Non-command 


IGNP Canal System 


Non-command 


IGNP Canal System 


IGNP Canal System 


Non-command 


Non-command 


IGNP Canal System 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

5.338 

Non-command 

Older Alluvium 

3.204 

Non-command 

Older Alluvium 

12.357 

Non-command 

Older Alluvium 

6.361 

Non-command 

Older Alluvium 

4.641 

Non-command 

Younger Alluvium 

0.087 

Non-command 

Older Alluvium 

10.550 

Non-command 

Older Alluvium 

9.066 

Non-command 

Older Alluvium 

3.981 

Non-command 

Older Alluvium 

4.644 

Non-command 

Older Alluvium 

16.315 

Non-command 

Older Alluvium 

2.098 

Non-command 

Older Alluvium 

6.995 

Non-command 

Older Alluvium 

1.547 

Non-command 

Older Alluvium 

3.387 

Non-command 

Older Alluvium 

5.361 

Non-command 

Older Alluvium 

14.865 

Non-command 

Older Alluvium 

8.994 

Command 

Older Alluvium 

9.727 

Command 

Younger Alluvium 

2.745 

Non-command 

Older Alluvium 

0.364 

Non-command 

Older Alluvium 

7.671 

Command 

Older Alluvium 

3.994 

Non-command 

Older Alluvium 

1.676 

Non-command 

Older Alluvium 

2.249 

Non-command 

Older Alluvium 

5.760 

Non-command 

Older Alluvium 

2.168 

Non-command 

Older Alluvium 

5.080 

Non-command 

Older Alluvium 

2.014 

Non-command 

Older Alluvium 

3.378 

Non-command 

Older Alluvium 

6.766 

Non-command 

Older Alluvium 

1.994 

Non-command 

Older Alluvium 

4.221 

Command 

Older Alluvium 

1.348 

Non-command 

Older Alluvium 

1.007 

Non-command 

Older Alluvium 

6.496 

Non-command 

Older Alluvium 

6.367 

Non-command 

Older Alluvium 

5.829 

Non-command 

Older Alluvium 

6.162 

Command 

Older Alluvium 

8.025 

Non-command 

Older Alluvium 

0.123 

Non-command 

Older Alluvium 

5.981 

Command 

Older Alluvium 

1.214 

Non-command 

Older Alluvium 

2.325 

Command 

Older Alluvium 

9.416 

Command 

Older Alluvium 

3.826 

Non-command 

Older Alluvium 

6.184 

Non-command 

Older Alluvium 

13.863 

Command 

Older Alluvium 

6.187 

Non-command 

Older Alluvium 

0.343 

Non-command 

Older Alluvium 

5.355 

Non-command 

Older Alluvium 

3.720 

Non-command 

Older Alluvium 

7.527 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

200,000 

150,000 

120 

100,000 

90,000 

120 

100,000 

70,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

250,000 

200,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

110,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

50,000 

50,000 

120 

100,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

150,000 

110,000 

120 

90,000 

60,000 

120 

100,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

50,000 

50,000 

120 

100,000 

70,000 

120 

50,000 

50,000 

120 

90,000 

70,000 

120 

150,000 

110,000 

120 

100,000 

70,000 

120 

50,000 

50,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

100,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




4.482 

4.482 

2.610 

2.610 

0.072 

0.072 



0.025 

0.025 

0.008 

0.008 

0.076 

0.076 

0.076 

0.076 

0.092 

0.092 



0.132 

0.132 

0.007 

0.029 


0.182 

0.302 

0.386 

0.386 

0.018 

0.018 


0.012 

0.012 

0.168 

0.168 



0.008 

0.008 

0.134 

0.134 

0.008 

0.008 



0.042 

0.042 

0.008 

0.008 































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


(2) 

(3) 

(4) 

(5) 

Bheemasar @ Peepal 

0805000100683400 

3.390 

Fresh 

Bheemsar 

0805000100684200 

9.070 

Fresh 

Bhojasar 

0805000100687400 

9.258 

Fresh 

Bhootiya 

0804000100577900 

4.872 

Saline 

Bhuda Ka Bas 

0805000100669300 

5.192 

Saline 

Bhutiyawas 

0805000100671800 

2.759 

Fresh 

Bhuwari 

0804000200593300 

10.996 

Saline 

Birmi 

0805000100676000 

8.892 

Fresh 

Birmi Khalsa 

0804000200585000 

9.282 

Saline 


Type of Area (Command / N< 
command) 


Bishanpura 


Bissau (M) 


Boontiya 


Brahmanagar 


Bungi 


Chandrapura 


Chandwa 


Changoi 


Charanwasi 


Chatarpura 


Chimanpura 


Choradi Athuni 


Churela 


Churu (M) 


Churu (Rural) 


Dabla 


Dabri 


Dadrewa 


Dandoo 


Dantli 


( 6 ) 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System 



0805000100678400 

3.941 

0805000140501000 

28.167 

0804000400630900 

25.546 


0804000100580700 

9.310 

0804000200587900 

18.318 


0805000100677700 


0805000100688200 


0805000100671500 


0804000100577600 


0805000100678900 


0805000100685000 


0804000200593400 


0805000100667900 



Chaharwala 

0804000200585200 

5.258 

Saline 

Chailanabas 

0804000200587600 

8.520 

Saline 

Chainpura 

0805000100674800 

2.184 

Fresh 

Chak Nyola 

0805000100670800 

0.924 

Fresh 

Chak Ranasar 

0805000100669400 

1.427 

Saline 

Chakwas 

0805000100685400 

2.100 

Fresh 

Chanana 

0804000200587800 

8.403 

Saline 



2.022 


4.253 


13.383 


28.724 


1.676 


3.413 


5.520 


4.494 



0805000500737700 

3.264 

0805000100678500 

7.450 

0804000440404000 

18.967 

0804000400629300 

46.736 


0804000400630800 

3.875 

0805000500737800 

7.799 

0804000200588800 

48.493 

0804000400632300 

5.934 

0804000200585100 

5.970 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


Non-command 


IGNP Canal System 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


Dariyon Ka Bas 


Delsar Kalan 


Delsar Khurd 


Deogaon ( Noona 


Devipura 


Dhadhar 


0805000100683700 

1.260 

0805000500738100 

3.540 

0805000500738200 

2.544 

0805000500737300 

2.672 

0804000200594800 

3.767 

0804000400630700 

27.068 



Dhanapatta Rajpura 


0804000100581700 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

3.200 

Non-command 

Older Alluvium 

5.367 

Non-command 

Older Alluvium 

3.253 

Command 

Older Alluvium 

4.872 

Non-command 

Older Alluvium 

4.250 

Non-command 

Older Alluvium 

2.759 

Non-command 

Older Alluvium 

10.996 

Non-command 

Older Alluvium 

8.892 

Command 

Older Alluvium 

0.051 

Command 

Younger Alluvium 

1.033 

Non-command 

Older Alluvium 

3.941 

Non-command 

Older Alluvium 

28.074 

Non-command 

Older Alluvium 

3.836 

Non-command 

Older Alluvium 

4.758 

Non-command 

Older Alluvium 

9.310 

Command 

Older Alluvium 

1.102 

Non-command 

Older Alluvium 

17.216 

Command 

Older Alluvium 

4.374 

Non-command 

Older Alluvium 

7.883 

Non-command 

Older Alluvium 

2.184 

Non-command 

Older Alluvium 

0.924 

Non-command 

Older Alluvium 

0.029 

Non-command 

Older Alluvium 

2.100 

Command 

Older Alluvium 

2.129 

Non-command 

Older Alluvium 

4.150 

Non-command 

Older Alluvium 

2.022 

Non-command 

Older Alluvium 

2.489 

Non-command 

Older Alluvium 

13.383 

Command 

Older Alluvium 

28.724 

Non-command 

Older Alluvium 

0.012 

Non-command 

Older Alluvium 

3.189 

Non-command 

Older Alluvium 

5.520 

Non-command 

Older Alluvium 

0.108 

Non-command 

Older Alluvium 

4.386 

Non-command 

Older Alluvium 

1.338 

Non-command 

Older Alluvium 

7.450 

Non-command 

Older Alluvium 

0.186 

Non-command 

Older Alluvium 

9.742 

Non-command 

Older Alluvium 

0.678 

Non-command 

Older Alluvium 

2.485 

Non-command 

Older Alluvium 

0.188 

Non-command 

Older Alluvium 

48.493 

Non-command 

Older Alluvium 

5.934 

Command 

Older Alluvium 

3.368 

Command 

Younger Alluvium 

1.551 

Non-command 

Older Alluvium 

1.260 

Non-command 

Older Alluvium 

1.589 

Non-command 

Older Alluvium 

0.975 

Non-command 

Older Alluvium 

2.672 

Non-command 

Older Alluvium 

2.254 

Non-command 

Older Alluvium 

23.785 

Non-command 

Older Alluvium 

3.283 

Non-command 

Older Alluvium 

5.106 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

50,000 

50,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

150,000 

110,000 

120 

100,000 

70,000 

120 

90,000 

60,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

50,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

50,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

100,000 

70,000 

120 

150,000 

110,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

150,000 

110,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

150,000 

110,000 

120 

100,000 

70,000 

120 

90,000 

60,000 



Tube Wells with 
Wells Pumpset 




MCM 

MCM 

(15) 

(16) 

0.059 

0.059 

0.168 

0.222 

0.059 

0.070 

- 

- 

0.060 

0.060 

0.109 

0.109 

0.017 

0.017 

0.286 

0.286 



0.134 

0.134 

0.084 

0.084 



0.076 

0.076 

0.151 

0.194 

0.269 

0.269 



0.260 

0.325 

0.008 

0.008 


0.114 

0.114 

0.144 

0.204 

0.848 

0.924 


0.132 

0.132 

0.008 

0.008 

0.026 

0.044 

0.019 

0.031 

0.025 

0.025 



0.109 

0.120 

0.125 

0.173 

0.125 

0.185 

0.058 

0.130 

0.008 

0.008 

0.739 

0.739 

0.067 

0.067 



























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Dhanapatta Satyoo 

0804000100580100 

13.766 

Saline 

Dhani Babriyan 

0804000100578700 

1.973 

Saline 


Type of Area (Command / N< 
command) 



Dhani Barwa 


Dhani Charan 



Dhani Kulriya 


Dhani Kumharan 


Dhani Lachhmansingh 


Dhani Motisingh 


Dhani Pooniyan 


Dhani Raju 


Dhani Ranwan 


Dheelsar 


Dheengi 


Dheerasar 


Dhigal 


Dholiya 


Diloi 


Diloi South 


Dokwa 


Doodana Ka Bas 


Doodiyo Ki Dhani 


Doolpura 


Doomra 


Doulatpura 


Dudhwa Khara 


Dulchas 


Durana 


Fatehsari 


Gagor 


Gangiyasar 


Ghanau 


Ghanghoo 


Ghasla Agoona 


Ghasla Athoona 


Ghisa Ki Dhani 


Ghoribara Khurd 


Godoo Ka Bas 


Gogtiya Baghawatan 


Gogtiya Charnan 


Gogtiya Kachchawata 


0805000100672900 


0805000100668600 


0805000100669500 


0805000100675700 


0805000100676600 


0804000100580200 


0804000400631400 


0804000100581600 


0804000100581100 


0804000100581400 


0804000400625600 


0805000100671100 


0804000100581800 


0805000100671300 


0805000500737600 


0804000200588400 


0804000100578500 


3.502 


7.767 


1.303 


2.459 


1.430 


8.845 


2.201 


6.777 


9.672 


4.294 


9.586 


13.139 


9.765 


7.840 


15.835 


16.570 


0805000100678000 

8.204 

0805000100678100 

1.959 

0804000200594400 

18.593 

0805000500739200 

3.144 

0805000500737400 

2.584 

0805000100669800 

1.741 

0805000500739300 

7.965 

0805000100678600 

2.907 

0804000400625700 

44.013 

0805000100676700 

6.177 

0805000100684900 

3.094 

0805000500737500 

4.276 

0804000200592700 

12.340 

0805000100671200 

19.849 

0804000200585800 

27.347 

0804000400632100 

27.179 


0804000100577400 

5.359 

0804000100577300 

7.139 

0805000500739400 

4.377 

0805000500736800 

9.306 

0805000100683300 

4.439 

0804000100579800 

10.902 



4.342 Saline 


3.130 Saline 


Gogtiya Pata Chango 

0804000100578800 

13.083 

Saline 

Gokhri 

0805000100670000 

9.500 

Saline 

Govindpura 

0805000100672800 

4.069 

Fresh 


( 6 ) 


Non-command 


IGNP Canal System 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


Non-command 


Non-command 


IGNP Canal System 


IGNP Canal System 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


Non-command 


IGNP Canal System 


Non-command 


IGNP Canal System 


Non-command 


IGNP Canal System 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

9.825 

Command 

Older Alluvium 

0.454 

Non-command 

Older Alluvium 

0.003 

Non-command 

Older Alluvium 

0.715 

Non-command 

Older Alluvium 

8.552 

Non-command 

Older Alluvium 

3.376 

Non-command 

Older Alluvium 

7.767 

Non-command 

Older Alluvium 

0.145 

Non-command 

Older Alluvium 

2.459 

Non-command 

Older Alluvium 

1.430 

Non-command 

Older Alluvium 

8.845 

Non-command 

Older Alluvium 

2.201 

Non-command 

Older Alluvium 

5.952 

Non-command 

Older Alluvium 

9.672 

Non-command 

Older Alluvium 

4.294 

Non-command 

Older Alluvium 

8.962 

Non-command 

Older Alluvium 

13.139 

Non-command 

Older Alluvium 

7.090 

Non-command 

Older Alluvium 

7.840 

Non-command 

Older Alluvium 

2.811 

Command 

Older Alluvium 

4.715 

Non-command 

Older Alluvium 

11.855 

Non-command 

Older Alluvium 

8.204 

Non-command 

Older Alluvium 

1.959 

Non-command 

Older Alluvium 

12.045 

Non-command 

Older Alluvium 

3.144 

Non-command 

Older Alluvium 

2.067 

Non-command 

Older Alluvium 

1.591 

Non-command 

Older Alluvium 

7.965 

Non-command 

Older Alluvium 

2.907 

Non-command 

Older Alluvium 

29.616 

Non-command 

Older Alluvium 

6.177 

Non-command 

Older Alluvium 

0.119 

Non-command 

Older Alluvium 

3.924 

Non-command 

Older Alluvium 

2.828 

Non-command 

Older Alluvium 

19.849 

Command 

Older Alluvium 

10.348 

Non-command 

Older Alluvium 

21.961 

Non-command 

Older Alluvium 

5.218 

Command 

Older Alluvium 

5.359 

Command 

Older Alluvium 

7.139 

Non-command 

Older Alluvium 

4.377 

Non-command 

Older Alluvium 

0.166 

Non-command 

Older Alluvium 

0.641 

Command 

Older Alluvium 

3.286 

Non-command 

Older Alluvium 

0.794 

Command 

Older Alluvium 

0.934 

Non-command 

Older Alluvium 

3.399 

Command 

Older Alluvium 

1.355 

Non-command 

Older Alluvium 

0.902 

Command 

Older Alluvium 

1.045 

Non-command 

Older Alluvium 

2.971 

Non-command 

Older Alluvium 

3.908 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

50,000 

50,000 

120 

90,000 

70,000 

120 

50,000 

50,000 

120 

50,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

100,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

50,000 

50,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

150,000 

110,000 

120 

100,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

50,000 

50,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.034 

0.034 

0.276 

0.276 

0.050 

0.050 

0.096 

0.096 

0.006 

0.006 

0.193 

0.193 

0.084 

0.084 



0.126 

0.126 

0.115 

0.187 



0.134 

0.134 

0.210 

0.210 

0.008 

0.008 

0.230 

0.350 

0.182 

0.350 

0.012 

0.012 

1.037 

1.997 

0.126 

0.126 


0.168 

0.168 

0.008 

0.008 

0.240 

0.456 



0.006 

0.006 

0.252 

0.252 


































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Hadiyal 


Hameerwas 



Hansasar 


Hansasari 


Hanumanpura @ Tilo 


Harnathpura 


Hetamsar 


Himmatpura 


Jabasar 


Jaipuriya Khalsa 


Jaipuriya Patta 


Jaisinghpura 


Jalimpura 


Jaswantpura 


Jawaharpura 


Jejusar 


Jhadsar Bara 


Jhadsar Chhota 


Jhatawa Kalan 


Jhatawa Khurd 


Jhoongli 


Jhothra 


Jigsana Tal 


Jigsana Teeba 


Juharpura 


Kabeersar 


Kairu 


Kaliyasar 


Kalori 


Kamal Nagar 


Kamalsar 


Kanjan 


Kant 


Karanpura 


Karoli 


Kaseru 


Kasoombi 


Khansoli 


Kharathwasiya 


Khemana 


Khijarsar 


Khori 


Khuddi 


Khyali 


Kirsali Brahman 


0804000100580800 


0805000100675800 


0805000100688000 


0805000100678700 


0805000100678800 


0805000100675600 


0805000100687600 


0805000100685200 


0805000500737200 


0805000100668900 


0804000200594200 


0804000200594300 


0805000100687700 


0805000100668300 


sq.km 


(4) 


22.495 


3.961 


4.804 


10.925 


8.788 


2.555 


4.833 


10.454 


3.070 


6.069 


9.084 


5.558 


1.745 


6.529 


0804000400632200 

2.608 

0805000100669000 

8.831 

0805000500738300 

7.245 

0804000100581300 

6.368 

0804000100581200 

9.071 

0805000100670900 

5.459 

0805000100670600 

9.689 


0804000200592900 

6.805 

0804000100573400 

14.969 

0804000100578000 

12.924 

0804000100578200 

6.796 


Jodhawas 

0804000200585300 

3.381 

Saline 

Jorji Ka Bas 

0804000100578300 

4.981 

Saline 


0805000100687800 

2.583 

0805000100676400 

5.616 

0805000500740000 

8.035 

0805000100668400 

3.292 



0804000200594100 

8.898 

0805000100687900 

4.270 

0805000100677800 

7.115 

0804000200584900 

18.670 

0805000100672100 

7.689 

0804000400626200 

11.640 

0804000200588000 

8.653 

0805000500738600 

9.789 

0804000200585600 

3.152 

0804000400630400 

24.470 

0804000100579700 

2.489 

0804000200592800 

2.560 

0805000100675900 

5.907 

0805000100669200 

6.923 

0804000200587700 

10.264 

0805000100667700 

6.282 

0804000100577000 

4.284 


( 6 ) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


Non-command 


IGNP Canal System 


IGNP Canal System 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


Non-command 


IGNP Canal System 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

22.495 

Non-command 

Older Alluvium 

3.961 

Non-command 

Older Alluvium 

0.002 

Non-command 

Older Alluvium 

9.792 

Non-command 

Older Alluvium 

2.146 

Non-command 

Older Alluvium 

2.555 

Non-command 

Older Alluvium 

4.833 

Non-command 

Older Alluvium 

10.454 

Non-command 

Older Alluvium 

3.070 

Non-command 

Older Alluvium 

6.069 

Non-command 

Older Alluvium 

9.084 

Non-command 

Older Alluvium 

5.558 

Non-command 

Older Alluvium 

1.745 

Non-command 

Older Alluvium 

2.576 

Non-command 

Older Alluvium 

3.953 

Non-command 

Older Alluvium 

2.608 

Non-command 

Older Alluvium 

8.831 

Non-command 

Older Alluvium 

7.178 

Non-command 

Older Alluvium 

6.368 

Non-command 

Older Alluvium 

9.071 

Non-command 

Older Alluvium 

5.459 

Non-command 

Older Alluvium 

6.070 

Non-command 

Older Alluvium 

3.619 

Non-command 

Older Alluvium 

6.211 

Command 

Older Alluvium 

14.969 

Command 

Older Alluvium 

12.924 

Command 

Older Alluvium 

5.991 

Non-command 

Older Alluvium 

0.805 

Command 

Older Alluvium 

3.381 

Command 

Older Alluvium 

2.231 

Non-command 

Older Alluvium 

2.751 

Non-command 

Older Alluvium 

2.583 

Non-command 

Older Alluvium 

5.616 

Non-command 

Older Alluvium 

3.260 

Non-command 

Older Alluvium 

0.038 

Non-command 

Older Alluvium 

3.255 

Non-command 

Older Alluvium 

5.962 

Non-command 

Older Alluvium 

4.270 

Non-command 

Older Alluvium 

7.115 

Command 

Older Alluvium 

6.111 

Non-command 

Older Alluvium 

2.599 

Non-command 

Older Alluvium 

11.177 

Non-command 

Older Alluvium 

8.653 

Non-command 

Older Alluvium 

5.006 

Command 

Older Alluvium 

3.152 

Non-command 

Older Alluvium 

7.629 

Command 

Older Alluvium 

0.035 

Non-command 

Older Alluvium 

0.187 

Non-command 

Older Alluvium 

5.907 

Non-command 

Older Alluvium 

0.456 

Non-command 

Older Alluvium 

7.373 

Non-command 

Older Alluvium 

6.282 

Command 

Older Alluvium 

1.178 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

50,000 

50,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

50,000 

120 

150,000 

110,000 

120 

50,000 

50,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

50,000 

120 

100,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

100,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

50,000 

50,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

150,000 

110,000 

120 

90,000 

60,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

50,000 

120 

100,000 

70,000 

120 

50,000 

50,000 

120 

90,000 

60,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.022 

0.022 

0.168 

0.168 

- 

- 

0.546 

0.568 

0.109 

0.109 

0.151 

0.173 

0.193 

0.193 

0.731 

0.807 

0.182 

0.326 

0.030 

0.030 

- 

- 

0.008 

0.008 

0.168 

0.200 

0.042 

0.042 

0.048 

0.048 


0.030 

0.030 

0.586 

1.030 

- 

- 

0.014 

0.014 

0.176 

0.176 

0.134 

0.134 

0.060 

0.060 

0.008 

0.008 

0.014 

0.111 



0.185 

0.228 

0.134 

0.134 

0.355 

0.691 

- 

- 

0.036 

0.036 

0.008 

0.008 

0.101 

0.123 

0.109 

0.109 


0.050 

0.050 

0.008 

0.008 



0.126 

0.126 

0.006 

0.006 

































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Kodesar 


Kolali 


Kolinda 


Kuharoo 


Kumas 


Kumawas 


Ladariya 


Ladsar 


Ladusar 


Lakh Ki Dhani 


Lakhau 


Lakhlan 


Lakhlan Chhoti 


Lalasar Banirotan 


Leelki 


Mahradas 


Mahradasi 


Mainas 


Mandasi 


Manpura 


Marigsar 


Mikhala 


Mithdi Balwantsing 


Mithdi Kesarisingh 


Mithdi Patta Dadre 


Modawasi 


Moga 


Mojas 


Morsara Ka Bas 


Morthal 


Motisar 


Mukha Ka Bas 


Mukhwas 


Mundi Bari 


Mundi Tal 


Nahar Singhani 


Nand 


Nand Ka Bas 


Census Code 

Area 


sq.km 

(3) 

(4) 

0805000100671600 

10.465 

0805000100677500 

6.603 

0805000100675400 

9.803 

0805000100682900 

7.322 

0805000100684000 

8.453 

0805000500739500 

8.623 

0804000400631100 

10.894 

0805000100685700 

1.961 

0805000100675200 

11.284 

0805000500739900 

0.715 

0804000400631300 

17.619 



0804000200589100 

16.134 

0804000200589000 

8.059 

0804000400626300 

8.781 

0804000200585700 

12.881 


Lohsana Bara 

0804000400631600 

28.420 

Saline 

Lohsana Chhota 

0804000400631700 

11.118 

Saline 

Loomas 

0805000100685600 

6.540 

Fresh 

Lootoo 

0805000100675300 

12.932 

Fresh 

Madansar 

0805000100685100 

2.207 

Fresh 

Mahansar 

0805000100677000 

14.483 

Fresh 

Mahatma 

0804000100578400 

4.832 

Saline 



0805000100672300 

3.773 

Fresh 

0805000100682800 

4.652 

Fresh 

0805000500739600 

7.709 

Fresh 

0805000500737100 

5.117 

Fresh 

0804000200593200 

18.822 

Saline 

0805000100681900 

5.763 

Fresh 

0804000100577700 

35.847 

Saline 

0804000200594600 

6.895 

Saline 

0804000200594700 

6.150 

Saline 

0804000200588100 

7.272 

Saline 

0804000200587500 

8.190 

Saline 

0805000100672500 

5.194 

Fresh 

0805000100683100 

3.720 

Fresh 

0805000100683900 

4.259 

Fresh 

0804000100580900 

12.291 

Saline 

0804000400626000 

4.286 

Saline 

0805000100682500 

3.816 

Fresh 

0805000100669900 

5.627 

Saline 

0805000100677600 

1.750 

Fresh 

0804000200593700 

6.717 

Saline 

0804000200593900 

14.213 

Saline 

0805000500739100 

9.498 

Fresh 

0805000100682200 

6.096 

Fresh 

0805000100682300 

4.440 

Fresh 


( 6 ) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


Non-command 


IGNP Canal System 


Non-command 


IGNP Canal System 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

10.465 

Non-command 

Older Alluvium 

6.603 

Non-command 

Older Alluvium 

9.803 

Non-command 

Older Alluvium 

5.621 

Non-command 

Older Alluvium 

8.453 

Non-command 

Older Alluvium 

8.224 

Non-command 

Older Alluvium 

10.653 

Non-command 

Older Alluvium 

1.950 

Non-command 

Older Alluvium 

2.726 

Non-command 

Older Alluvium 

0.715 

Non-command 

Older Alluvium 

0.048 

Non-command 

Older Alluvium 

17.571 

Non-command 

Older Alluvium 

6.434 

Non-command 

Older Alluvium 

8.059 

Non-command 

Older Alluvium 

4.538 

Command 

Older Alluvium 

8.167 

Non-command 

Older Alluvium 

4.714 

Non-command 

Older Alluvium 

28.420 

Non-command 

Older Alluvium 

11.118 

Non-command 

Older Alluvium 

6.277 

Non-command 

Older Alluvium 

11.560 

Non-command 

Older Alluvium 

2.204 

Non-command 

Older Alluvium 

2.639 

Command 

Older Alluvium 

0.478 

Non-command 

Older Alluvium 

4.353 

Command 

Older Alluvium 

4.992 

Non-command 

Older Alluvium 

5.918 

Command 

Older Alluvium 

23.065 

Non-command 

Older Alluvium 

5.021 

Non-command 

Older Alluvium 

0.140 

Non-command 

Older Alluvium 

4.652 

Non-command 

Older Alluvium 

0.011 

Non-command 

Older Alluvium 

5.106 

Non-command 

Older Alluvium 

18.822 

Non-command 

Older Alluvium 

0.011 

Command 

Older Alluvium 

35.847 

Non-command 

Older Alluvium 

1.975 

Non-command 

Older Alluvium 

2.537 

Non-command 

Older Alluvium 

7.272 

Non-command 

Older Alluvium 

0.167 

Non-command 

Older Alluvium 

2.231 

Non-command 

Older Alluvium 

0.807 

Non-command 

Older Alluvium 

4.259 

Non-command 

Older Alluvium 

12.291 

Non-command 

Older Alluvium 

4.286 

Non-command 

Older Alluvium 

3.816 

Non-command 

Older Alluvium 

5.166 

Non-command 

Older Alluvium 

1.750 

Non-command 

Older Alluvium 

6.717 

Non-command 

Older Alluvium 

14.213 

Non-command 

Older Alluvium 

2.021 

Non-command 

Older Alluvium 

5.472 

Non-command 

Older Alluvium 

4.440 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

150,000 

110,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

50,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.134 


0.059 


0.554 


0.067 


0.689 


0.902 


0.126 


0.126 


0.067 


0.067 




0.092 

0.114 

1.033 

1.033 

0.218 

0.272 

0.034 

0.034 



0.050 

0.050 

0.017 

0.017 

0.176 

0.284 

0.029 

0.029 

- 

- 

0.151 

0.173 

0.012 

0.012 

0.025 

0.025 

0.008 

0.008 

0.008 

0.008 

0.125 

0.185 

0.118 

0.118 

0.269 

0.269 













































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Nangali 


Narsinagar 


Nathasar 


Nathpura 


Naya Bas 


Niradhanu 


Niwai 


Nooan 


Nyangali 


Nyola 

Ojhriya 

Pabasi 

Paharsar 


Pandreu Tal 


Pandreu Teeba 


Patoda 


Patoosar 


Peethoosar 


Pilani Khurd 


Puniya Ka Bas 


Puriya 


Rajpura 


Rampura 


Ramsinghpura 


Ranasar 


Ranjeetpura 


Rasora 


Ratanpura 


Rau Tal 


Rijani 


Rojhani 


Roonagar 


Sangasi 


Satyoo 


Seegra 


Seegri 


Seowa 


Sesu 


Shekhsar 


Shivdayalpura 


Shyampura 


Shyodanpura 


Shyopura 


Siriyasar Kalan 


Siriyasar Khurd 


Sirsala 


Sirsali 


Census Code 

Area 

sq.km 

(3) 

(4) 

0813000101663700 

14.983 

0804000100581500 

7.722 

0805000100671700 

4.222 

0805000100669600 

2.564 

0805000100676200 

0.567 

0805000100671000 

29.878 

0805000500739700 

5.461 

0805000100688100 

10.146 

0804000200588900 

11.264 

0805000100672600 

3.887 

0804000100578100 

5.676 

0804000200588700 

7.999 

0805000100676900 

3.227 

0804000100577200 

10.664 

0804000100573600 

9.272 

0805000100677300 

15.083 

0805000100668100 

4.877 

0805000100670500 

6.841 



0805000100676500 

10.019 

0805000100677900 

2.255 

0805000100676300 

3.159 

0804000100580600 

43.842 

0804000100580400 

17.120 

0805000100668000 

3.879 


0804000400630600 13.274 


0805000100669700 3.144 


0805000100685800 3.605 


0805000100684300 4.426 


0804000200594000 19.872 


0804000200595200 3.454 


0805000100682100 6.362 


0804000100577500 2.111 


0805000100683600 2.004 


0805000500737000 4.356 


0804000100580500 61.169 


0805000100683800 4.216 


0805000100682700 6.012 


0804000200588600 12.416 


0805000100676800 

9.667 

Fresh 

0805000100682400 

9.508 

Fresh 

0805000100668200 

4.768 

Fresh 

0805000100678200 

2.434 

Fresh 

0805000100687500 

4.550 

Fresh 

0804000400631900 

5.724 

Saline 

0804000100573500 

3.082 

Saline 

0805000100686100 

3.922 

Fresh 

0805000100688300 

7.138 

Fresh 

0805000100678300 

3.109 

Fresh 

0804000400625900 

22.337 

Saline 

0804000400625800 

17.890 

Saline 


( 6 ) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


Non-command 


Non-command 


IGNP Canal System 


IGNP Canal System 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

2.980 

Non-command 

Older Alluvium 

7.722 

Non-command 

Older Alluvium 

4.222 

Non-command 

Older Alluvium 

0.071 

Non-command 

Older Alluvium 

0.567 

Non-command 

Older Alluvium 

29.878 

Non-command 

Older Alluvium 

2.949 

Non-command 

Older Alluvium 

9.933 

Non-command 

Older Alluvium 

8.871 

Non-command 

Older Alluvium 

3.278 

Command 

Older Alluvium 

5.676 

Non-command 

Older Alluvium 

7.999 

Non-command 

Older Alluvium 

3.227 

Command 

Older Alluvium 

10.617 

Command 

Older Alluvium 

3.524 

Non-command 

Older Alluvium 

15.083 

Non-command 

Older Alluvium 

4.877 

Non-command 

Older Alluvium 

0.815 

Non-command 

Older Alluvium 

6.026 

Non-command 

Older Alluvium 

10.019 

Non-command 

Older Alluvium 

2.255 

Non-command 

Older Alluvium 

3.159 

Non-command 

Older Alluvium 

43.842 

Non-command 

Older Alluvium 

17.120 

Non-command 

Older Alluvium 

3.769 

Non-command 

Older Alluvium 

0.109 

Non-command 

Older Alluvium 

13.274 

Non-command 

Older Alluvium 

3.050 

Non-command 

Older Alluvium 

0.876 

Non-command 

Older Alluvium 

1.678 

Non-command 

Older Alluvium 

19.127 

Non-command 

Older Alluvium 

0.052 

Non-command 

Older Alluvium 

0.193 

Command 

Older Alluvium 

2.111 

Non-command 

Older Alluvium 

2.004 

Non-command 

Older Alluvium 

1.505 

Non-command 

Older Alluvium 

51.406 

Non-command 

Older Alluvium 

4.216 

Non-command 

Older Alluvium 

6.012 

Command 

Older Alluvium 

1.014 

Non-command 

Older Alluvium 

11.403 

Non-command 

Older Alluvium 

9.667 

Non-command 

Older Alluvium 

9.508 

Non-command 

Older Alluvium 

4.768 

Non-command 

Older Alluvium 

2.434 

Non-command 

Older Alluvium 

4.517 

Non-command 

Older Alluvium 

5.724 

Command 

Older Alluvium 

3.082 

Non-command 

Older Alluvium 

0.766 

Non-command 

Older Alluvium 

0.173 

Non-command 

Older Alluvium 

3.109 

Non-command 

Older Alluvium 

22.337 

Non-command 

Older Alluvium 

17.890 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

50,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

50,000 

50,000 

120 

150,000 

110,000 

120 

50,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.017 




0.084 

0.084 

0.470 

0.470 

0.259 

0.559 

0.277 

0.320 

0.008 

0.008 

0.050 

0.050 



0.686 

0.686 

0.036 

0.036 

0.067 

0.078 

0.042 

0.042 

0.008 

0.008 



0.151 

0.194 

0.086 

0.122 

0.094 

0.094 

0.260 

0.282 

0.076 

0.087 



0.143 

0.143 

0.395 

0.438 

0.109 

0.109 

0.160 

0.160 

0.361 

0.404 

0.067 

0.067 

- 

- 

0.017 

0.017 

0.008 

0.008 

0.168 

0.190 


















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


16003013 


Sotwara 


Sukhwasi 


Sultanpura 


Suron Ka Bas 


Tamkor 


Tanee 


Taranagar (M) 


0805000500738400 


0804000100577100 


0805000500739800 


0805000100671400 


0805000100669100 


0805000100677200 


0804000140401000 


11.118 Fresh 


5.090 Saline 


Fresh 


Fresh 


12.321 Saline 


29.300 Fresh 


43.363 Saline 


Thalori 

0804000400625500 

11.777 

Saline 

Theemoli 

0813000101661500 

12.399 

Fresh 

Todarwas 

0805000100677400 

2.856 

Fresh 

Toliyasar 

0805000100682600 

4.011 

Fresh 

Untwaliya 

0804000400630300 

7.780 

Fresh 

Wahidpura 

0805000100685500 

9.471 

Fresh 

Wajidsar 

0805000100683500 

5.089 

Fresh 

Zalimpura @ Dhani 

0805000100684100 

1.424 

Fresh 

Agwana Kalan 

0805000200714700 

1.911 

Fresh 

Agwana Khurd 

0805000200708600 

8.650 

Fresh 

Amarpura Kalan 

0805000200715100 

2.757 

Fresh 

Amarpura Khurd 

0805000300722200 

2.166 

Fresh 

Amarsar 

0805000300716300 

2.139 

Fresh 

Aryanagar 

0805000300721900 

2.341 

Fresh 

Asalwas 

0805000200706600 

16.176 

Fresh 

Badbar 

0805000300716500 

7.473 

Fresh 

Bajdoli 

0805000200714900 

5.249 

Fresh 

Baloda 

0805000200706300 

16.438 

Fresh 

Banibadh Kajlan 

0805000300718200 

2.278 

Fresh 

Banwas 

0805000300727200 

5.391 

Fresh 


( 6 ) 


Non-command 


IGNP Canal System 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Barsari Ka Bas 


Basri 


Berla 


Bhainsawat Kalan 


Bhainsawat Khurd 


Bhaothari 


Bhawanipura 


Bhodan 


Bhooriwas 


Bhudanpura 


Bishanpura 


Buhana 


Cheema Ka Bas 


Chirasan 


Chitausa 


Choradi Aguni 


Deota 


0805000200714800 

5.145 

Fresh 

0805000300719100 

2.208 

Fresh 

0805000200706700 

13.017 

Fresh 

0805000300720800 

4.720 

Fresh 

0805000300720700 

3.833 

Fresh 

0805000200705700 

16.166 

Fresh 

0805000300716600 

6.999 

Fresh 

0805000300726500 

4.151 

Fresh 

0805000300717800 

2.811 

Fresh 

0805000200707000 

3.664 

Fresh 

0805000200707400 

4.791 

Fresh 

0805000200714600 

2.490 

Fresh 

0805000300719500 

31.057 

Fresh 

0805000200706800 

5.566 

Fresh 

0805000200712700 

7.599 

Fresh 

0805000300720500 

4.643 

Fresh 

0805000200708200 

4.036 

Fresh 

0805000400728100 

10.020 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Dhadhot Kalan 

0805000300721000 

6.194 

Fresh 

Dhadhot Khurd 

0805000300721100 

2.416 

Fresh 

Dhaka Mandi 

0805000300719200 

3.985 

Fresh 

Dhani Bara 

0805000400728000 

4.879 

Fresh 

Dhani Hukma 

0805000300727000 

4.084 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

10.515 

Command 

Older Alluvium 

3.964 

Non-command 

Older Alluvium 

2.489 

Non-command 

Older Alluvium 

2.268 

Non-command 

Older Alluvium 

5.301 

Non-command 

Older Alluvium 

24.909 

Command 

Older Alluvium 

23.676 

Non-command 

Older Alluvium 

0.295 

Non-command 

Older Alluvium 

0.003 

Non-command 

Older Alluvium 

4.562 

Non-command 

Older Alluvium 

2.856 

Non-command 

Older Alluvium 

4.011 

Non-command 

Older Alluvium 

2.077 

Non-command 

Older Alluvium 

8.794 

Non-command 

Older Alluvium 

1.603 

Non-command 

Older Alluvium 

1.424 

Non-command 

Older Alluvium 

1.911 

Non-command 

Older Alluvium 

7.661 

Non-command 

Older Alluvium 

2.757 

Non-command 

Older Alluvium 

2.166 

Non-command 

Older Alluvium 

2.139 

Non-command 

Older Alluvium 

0.290 

Non-command 

Older Alluvium 

16.176 

Non-command 

Older Alluvium 

7.473 

Non-command 

Older Alluvium 

5.249 

Non-command 

Older Alluvium 

16.438 

Non-command 

Older Alluvium 

2.278 

Non-command 

Older Alluvium 

1.220 

Non-command 

Quartzite 

0.048 

Non-command 

Older Alluvium 

5.145 

Non-command 

Older Alluvium 

0.144 

Non-command 

Older Alluvium 

13.017 

Non-command 

Older Alluvium 

4.720 

Non-command 

Older Alluvium 

3.833 

Non-command 

Older Alluvium 

6.833 

Non-command 

Older Alluvium 

6.999 

Non-command 

Older Alluvium 

0.467 

Non-command 

Older Alluvium 

2.811 

Non-command 

Older Alluvium 

3.664 

Non-command 

Older Alluvium 

4.791 

Non-command 

Older Alluvium 

2.490 

Non-command 

Older Alluvium 

24.750 

Non-command 

Older Alluvium 

5.566 

Non-command 

Older Alluvium 

0.496 

Non-command 

Older Alluvium 

4.643 

Non-command 

Older Alluvium 

4.036 

Non-command 

Older Alluvium 

8.053 

Non-command 

Quartzite 

1.488 

Non-command 

Older Alluvium 

6.194 

Non-command 

Older Alluvium 

2.416 

Non-command 

Older Alluvium 

0.902 

Non-command 

Older Alluvium 

4.879 

Non-command 

Older Alluvium 

4.041 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

50,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

150,000 

110,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

120,000 

100,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

1.190 

1.718 

- 

- 

0.326 

0.494 

0.084 

0.084 

0.012 

0.012 

0.378 

0.378 

0.158 

0.190 



0.185 

0.196 

0.067 

0.067 

0.067 

0.089 

0.026 

0.044 

0.336 

0.401 

0.042 

0.042 

0.076 

0.087 

0.216 

0.242 

0.594 

0.620 

0.389 

0.389 

0.276 

0.276 

0.300 

0.300 

0.048 

0.048 

1.242 

1.268 

1.188 

1.188 

0.270 

0.270 

1.145 

1.158 

0.156 

0.156 

0.048 

0.048 

- 

- 

0.518 

0.518 

0.012 

0.012 

1.058 

1.084 

0.252 

0.252 

0.324 

0.324 

0.475 

0.475 

0.084 

0.084 

0.048 

0.048 

0.552 

0.552 

0.162 

0.175 

0.205 

0.205 

0.313 

0.313 

1.788 

1.788 

0.508 

0.508 

0.043 

0.043 

0.336 

0.336 

0.356 

0.409 

0.918 

1.090 

0.134 

0.156 

0.528 

0.528 

0.420 

0.420 

0.108 

0.108 

0.259 

0.351 

0.228 

0.228 




























































































































































































































































































































































































































































































































































































































































































































































































































Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Dhani Laxman 

0805000300716700 

6.729 

Fresh 

Dhani Sampatsingh 

0805000300718000 

0.366 

Fresh 

Dheegariya 

0805000200708100 

8.609 

Fresh 

Dhoolwa 

0805000300717300 

3.515 

Fresh 

Fatehpura 

0805000200707800 

3.603 

Fresh 

Gada Khera 

0805000300715500 

6.017 

Fresh 

Gadli 

0805000300717000 

6.339 

Fresh 

Ghardana Kalan 

0805000300721500 

7.502 

Fresh 

Ghardana Khurd 

0805000300721700 

13.188 

Fresh 

Gordhanpura 

0805000300722000 

10.576 

Fresh 


Goth 

0805000300720900 

4.153 

Fresh 

Gujarwas 

0805000300726800 

5.999 

Fresh 

Hameerwas 

0805000200714500 

3.421 

Fresh 

Hammerwas 

0805000300722900 

1.213 

Fresh 

Hasas 

0805000300719300 

1.891 

Fresh 

Heerwa 

0805000300715300 

18.058 

Fresh 

Ismailpur 

0805000300717600 

5.502 

Fresh 

Jaimal Ka Was 

0805000300720600 

0.815 

Fresh 

Jaisinghpura 

0805000300716400 

3.984 

Fresh 

Jaisinghsar 

0805000300715800 

2.652 

Fresh 

Jaisinghwas 

0805000200708000 

3.310 

Fresh 

Jaitpur 

0805000300718400 

11.643 

Fresh 

Jakhod 

0805000200707300 

11.762 

Fresh 

Jasrapur 

0805000400728500 

24.993 

Fresh 


Jeevan Niwas 

0805000300721200 

2.605 

Fresh 

Jhajhariyon Ki Dha 

0805000200708800 

2.219 

Fresh 

Jharoda 

0805000300717700 

4.464 

Fresh 

Kajlan 

0805000300717900 

2.518 

Fresh 

Kakora 

0805000200708900 

11.762 

Fresh 

Kalakhari 

0805000300720000 

3.248 

Fresh 

Kalgaon 

0805000300715400 

5.787 

Fresh 

Kalwa 

0805000300717500 

2.263 

Fresh 

Khanpur 

0805000300722600 

4.432 

Fresh 

Kharkhara 

0805000400728300 

3.751 

Fresh 


Khejra Ki Dhani 

0805000200708500 

2.336 

Fresh 

Khudot 

0805000200713700 

5.158 

Fresh 

Khyaliyon Ki Dhani 

0805000200708700 

2.894 

Fresh 

Kirwana 

0805000200714300 

9.586 

Fresh 

Kithana 

0805000200713100 

20.420 

Fresh 

Kuharwas 

0805000300718500 

14.635 

Fresh 

Kuloth Kalan 

0805000200706000 

10.599 

Fresh 

Kuloth Khurd 

0805000200705900 

9.457 

Fresh 

Kushalpura 

0805000200706900 

5.136 

Fresh 

Kuthaniya 

0805000300722100 

6.902 

Fresh 


Ladi Ka Bas 

0805000300726700 

1.097 

Fresh 

Lalamandi 

0805000300719000 

4.910 

Fresh 

Lambi Aheer 

0805000300723100 

2.944 

Fresh 

Lambijat 

0805000300719700 

2.086 

Fresh 

Lotiya 

0805000200707700 

10.864 

Fresh 


Type of Area (Command / 
command) 


_ m 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

6.729 

Non-command 

Older Alluvium 

0.366 

Non-command 

Older Alluvium 

8.609 

Non-command 

Older Alluvium 

3.515 

Non-command 

Older Alluvium 

3.603 

Non-command 

Older Alluvium 

6.017 

Non-command 

Older Alluvium 

6.339 

Non-command 

Older Alluvium 

7.502 

Non-command 

Older Alluvium 

13.188 

Non-command 

Older Alluvium 

10.381 

Non-command 

Quartzite 

0.196 

Non-command 

Older Alluvium 

4.153 

Non-command 

Older Alluvium 

5.799 

Non-command 

Older Alluvium 

1.805 

Non-command 

Older Alluvium 

1.213 

Non-command 

Older Alluvium 

0.453 

Non-command 

Older Alluvium 

9.357 

Non-command 

Older Alluvium 

5.502 

Non-command 

Older Alluvium 

0.815 

Non-command 

Older Alluvium 

3.984 

Non-command 

Older Alluvium 

2.652 

Non-command 

Older Alluvium 

3.310 

Non-command 

Older Alluvium 

11.558 

Non-command 

Older Alluvium 

8.274 

Non-command 

Older Alluvium 

7.314 

Non-command 

Quartzite 

6.036 

Non-command 

Older Alluvium 

2.605 

Non-command 

Older Alluvium 

2.219 

Non-command 

Older Alluvium 

4.464 

Non-command 

Older Alluvium 

2.518 

Non-command 

Older Alluvium 

4.922 

Non-command 

Older Alluvium 

3.248 

Non-command 

Older Alluvium 

3.112 

Non-command 

Older Alluvium 

1.995 

Non-command 

Older Alluvium 

4.364 

Non-command 

Older Alluvium 

0.026 

Non-command 

Quartzite 

0.151 

Non-command 

Older Alluvium 

2.336 

Non-command 

Older Alluvium 

1.323 

Non-command 

Older Alluvium 

2.894 

Non-command 

Older Alluvium 

5.660 

Non-command 

Older Alluvium 

3.319 

Non-command 

Older Alluvium 

12.352 

Non-command 

Older Alluvium 

10.599 

Non-command 

Older Alluvium 

9.430 

Non-command 

Older Alluvium 

5.136 

Non-command 

Older Alluvium 

5.769 

Non-command 

Quartzite 

0.660 

Non-command 

Older Alluvium 

1.097 

Non-command 

Older Alluvium 

0.365 

Non-command 

Older Alluvium 

0.530 

Non-command 

Older Alluvium 

2.086 

Non-command 

Older Alluvium 

5.459 


Number 
of Wells 
with 

Pumpset 

Number of 
Operational 
Days 

Average Yield 



Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(10) 

(IV 

(12) 

(13) 

11 

120 

120,000 

100,000 

4 120 

120,000 

100,000 

75 

120 

110,000 

90,000 

25 

120 

120,000 

100,000 

19 

120 

110,000 

90,000 

71 

120 

120,000 

100,000 

35 

120 

120,000 

100,000 

58 

120 

120,000 

100,000 

196 

120 

120,000 

100,000 

30 

120 

120,000 

100,000 

1 

120 

80,000 

60,000 

30 

120 

120,000 

100,000 

10 

120 

120,000 

100,000 

16 

120 

110,000 

90,000 

11 

120 

120,000 

100,000 

4 120 

120,000 

100,000 

49 

120 

120,000 

100,000 

38 

120 

120,000 

100,000 

5 

120 

120,000 

100,000 

17 

120 

120,000 

100,000 

33 

120 

120,000 

100,000 

13 

120 

110,000 

90,000 

36 

120 

120,000 

100,000 

43 

120 

110,000 

90,000 

42 

120 

110,000 

90,000 

34 

120 

90,000 

70,000 

14 

120 

120,000 

100,000 

23 

120 

110,000 

90,000 

53 

120 

120,000 

100,000 

32 

120 

120,000 

100,000 

54 

120 

110,000 

90,000 

14 

120 

120,000 

100,000 

42 

120 

120,000 

100,000 

17 

120 

120,000 

100,000 

50 

120 

120,000 

100,000 

120 

110,000 

90,000 

2 

120 

90,000 

70,000 

41 

120 

110,000 

90,000 

18 

120 

100,000 

90,000 

34 

120 

110,000 

90,000 

77 

120 

110,000 

90,000 

48 

120 

100,000 

90,000 

58 

120 

120,000 

100,000 

120 

120 

110,000 

90,000 

72 

120 

110,000 

90,000 

30 

120 

110,000 

90,000 

16 

120 

120,000 

100,000 

2 

120 

80,000 

60,000 

19 

120 

120,000 

100,000 

4 120 

120,000 

100,000 

5 

120 

120,000 

100,000 

8 

120 

120,000 

100,000 

30 

120 

110,000 

90,000 


Wells with 


MCM 

MCM 

(15) 

(16) 

0.132 

0.132 

0.048 

0.048 

0.810 

0.850 

0.300 

0.300 

0.205 

0.231 

0.852 

0.852 

0.420 

0.420 

0.696 

0.696 

2.352 

2.453 

0.360 

0.360 

0.007 

0.007 

0.360 

0.360 

0.120 

0.134 

0.173 

0.173 

0.132 

0.161 

0.048 

0.048 

0.588 

0.602 

0.456 

0.456 

0.060 

0.060 

0.204 

0.204 

0.396 

0.396 

0.140 

0.153 

0.432 

0.432 

0.464 

0.477 

0.454 

0.520 

0.286 

0.329 

0.168 

0.168 

0.248 

0.274 

0.636 

0.636 

0.384 

0.384 

0.583 

0.609 

0.168 

0.168 

0.504 

0.504 

0.204 

0.204 

0.600 

0.600 

- 

- 

0.017 

0.028 

0.443 

0.443 

0.194 

0.194 

0.367 

0.367 

0.832 

0.938 

0.518 

0.518 

0.696 

0.912 

1.296 

1.296 

0.778 

0.778 

0.324 

0.350 

0.192 

0.192 

0.014 

0.014 

0.228 

0.257 

0.048 

0.048 

0.060 

0.060 

0.096 

0.096 

0.324 

0.403 
































































































































































































































































































































































































































































































































































































































































































































































































































Village 

Zone 
(Fresh / 
Saline) 

Type of Area (Command / N< 
command) 

Name 

Census Code 

Area 

sq.km 

(2) 

(3) 

(4) 

(5) 

(6) 

Madansar 

0805000300716800 

2.017 

Fresh 

Non-command 

Maharana 

0805000300722700 

4.909 

Fresh 

Non-command 

Mahpalwas 

0805000200706500 

10.889 

Fresh 

Non-command 

Mainana 

0805000300716100 

5.774 

Fresh 

Non-command 

Mankdo 

0805000300727100 

6.579 

Fresh 

Non-command 






Manoharpura 

0805000300717200 

3.622 

Fresh 

Non-command 

Manota (Jatan ) 

0805000400727900 

9.582 

Fresh 

Non-command 

Manpura 

0805000300719600 

2.197 

Fresh 

Non-command 

Moi Bharu 

0805000300722300 

3.089 

Fresh 

Non-command 

Moi Sadda 

0805000300722400 

4.508 

Fresh 

Non-command 

Nanwas 

0805000300718700 

8.388 

Fresh 

Non-command 

Narat 

0805000300717400 

4.237 

Fresh 

Non-command 

Netrampura 

0805000200707500 

3.662 

Fresh 

Non-command 

Nimbas 

0805000300718800 

6.259 

Fresh 

Non-command 

Noohaniya 

0805000300718300 

6.163 

Fresh 

Non-command 

Palota 

0805000300720200 

4.312 

Fresh 

Non-command 

Panne Singh Pura 

0805000200707100 

3.588 

Fresh 

Non-command 

Paras Nagar 

0805000200714400 

3.596 

Fresh 

Non-command 

Peethola 

0805000300726900 

3.441 

Fresh 

Non-command 

Pichanwa 

0805000200714200 

4.988 

Fresh 

Non-command 

Pichanwasi 

0805000200708300 

4.599 

Fresh 

Non-command 

Prithvipura 

0805000300719800 

0.543 

Fresh 

Non-command 

Puhaniya 

0805000300720400 

5.140 

Fresh 

Non-command 

Radhu Ki Dhani 

0805000300716900 

1.499 

Fresh 

Non-command 

Raghuveerpura 

0805000200708400 

2.985 

Fresh 

Non-command 

Raipur (Jatan ) 

0805000300721300 

4.610 

Fresh 

Non-command 

Raj pura 

0805000300721600 

3.958 

Fresh 

Non-command 

Rajveerpura 

0805000200707200 

3.302 

Fresh 

Non-command 

Rambas 

0805000300718100 

6.478 

Fresh 

Non-command 

Rathiyon Ki Dhani 

0805000200707900 

2.931 

Fresh 

Non-command 

Rayli 

0805000300718600 

2.716 

Fresh 

Non-command 

Rooppura 

0805000200705800 

6.772 

Fresh 

Non-command 

Saga 

0805000300719900 

4.138 

Fresh 

Non-command 

Saidpur 

0805000300715900 

4.646 

Fresh 

Non-command 

Salam Ka Bas 

0805000200715000 

2.293 

Fresh 

Non-command 

Santriya 

0805000300722500 

2.448 

Fresh 

Non-command 

Sanwlod 

0805000300720300 

7.073 

Fresh 

Non-command 

Sardarpura 

0805000200706400 

2.795 

Fresh 

Non-command 

Shahpura 

0805000300715700 

2.848 

Fresh 

Non-command 

Shree Sardarpura 

0805000400728600 

7.350 

Fresh 

Non-command 

Shyampura 

0805000300716000 

2.927 

Fresh 

Non-command 

Silarpuri 

0805000300721400 

6.724 

Fresh 

Non-command 

Singhana 

0805000300727300 

6.745 

Fresh 

Non-command 

Sirsala 

0805000200715200 

6.943 

Fresh 

Non-command 

Siwni 

0805000300722800 

2.009 

Fresh 

Non-command 

Sultana Ahiran 

0805000300716200 

8.147 

Fresh 

Non-command 

Swami Sehi 

0805000200709700 

5.591 

Fresh 

Non-command 

Tateeja 

0805000400728200 

8.265 

Fresh 

Non-command 







Teekoopura 

Thali 

Theecholi 


0805000300726600 

0805000300723000 

0805000300721800 


2.265 

3.711 

8.167 


Fresh 

Fresh 

Fresh 


Non-command 

Non-command 

Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

2.017 

Non-command 

Older Alluvium 

4.708 

Non-command 

Older Alluvium 

10.889 

Non-command 

Older Alluvium 

5.774 

Non-command 

Older Alluvium 

5.278 

Non-command 

Quartzite 

0.658 

Non-command 

Older Alluvium 

3.622 

Non-command 

Older Alluvium 

3.692 

Non-command 

Older Alluvium 

2.197 

Non-command 

Older Alluvium 

3.089 

Non-command 

Older Alluvium 

4.508 

Non-command 

Older Alluvium 

6.532 

Non-command 

Older Alluvium 

4.237 

Non-command 

Older Alluvium 

3.095 

Non-command 

Older Alluvium 

0.447 

Non-command 

Older Alluvium 

6.163 

Non-command 

Older Alluvium 

4.312 

Non-command 

Older Alluvium 

3.588 

Non-command 

Older Alluvium 

3.596 

Non-command 

Older Alluvium 

3.397 

Non-command 

Older Alluvium 

0.798 

Non-command 

Older Alluvium 

4.599 

Non-command 

Older Alluvium 

0.543 

Non-command 

Older Alluvium 

5.138 

Non-command 

Older Alluvium 

1.499 

Non-command 

Older Alluvium 

2.985 

Non-command 

Older Alluvium 

4.610 

Non-command 

Older Alluvium 

3.958 

Non-command 

Older Alluvium 

0.272 

Non-command 

Older Alluvium 

6.478 

Non-command 

Older Alluvium 

2.931 

Non-command 

Older Alluvium 

2.716 

Non-command 

Older Alluvium 

6.772 

Non-command 

Older Alluvium 

4.138 

Non-command 

Older Alluvium 

4.646 

Non-command 

Older Alluvium 

2.293 

Non-command 

Older Alluvium 

2.448 

Non-command 

Older Alluvium 

6.963 

Non-command 

Older Alluvium 

2.795 

Non-command 

Older Alluvium 

2.848 

Non-command 

Older Alluvium 

0.004 

Non-command 

Older Alluvium 

2.927 

Non-command 

Older Alluvium 

6.724 

Non-command 

Older Alluvium 

1.779 

Non-command 

Older Alluvium 

6.943 

Non-command 

Older Alluvium 

2.009 

Non-command 

Older Alluvium 

8.147 

Non-command 

Older Alluvium 

0.088 

Non-command 

Older Alluvium 

6.217 

Non-command 

Quartzite 

1.247 

Non-command 

Older Alluvium 

1.577 

Non-command 

Older Alluvium 

1.859 

Non-command 

Older Alluvium 

7.704 


Number 
of Wells 
with 

Pumpset 

Number of 
Operational 
Days 

Average Yield 



Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(10) 

(IV 

(12) 

(13) 

12 

120 

120,000 

100,000 

28 

120 

120,000 

100,000 

86 

120 

110,000 

90,000 

37 

120 

120,000 

100,000 

6 

120 

120,000 

100,000 

1 

120 

80,000 

60,000 

32 

120 

120,000 

100,000 

12 

120 

110,000 

90,000 

11 

120 

120,000 

100,000 

23 

120 

120,000 

100,000 

31 

120 

120,000 

100,000 

31 

120 

120,000 

100,000 

40 

120 

120,000 

100,000 

26 

120 

110,000 

90,000 

2 

120 

120,000 

100,000 

11 

120 

120,000 

100,000 

20 

120 

120,000 

100,000 

22 

120 

110,000 

90,000 

40 

120 

110,000 

90,000 

5 

120 

120,000 

100,000 

7 

120 

110,000 

90,000 

8 

120 

110,000 

90,000 

6 

120 

120,000 

100,000 

22 

120 

120,000 

100,000 

18 

120 

120,000 

100,000 

21 

120 

110,000 

90,000 

35 

120 

120,000 

100,000 

30 

120 

120,000 

100,000 

1 

120 

110,000 

90,000 

22 

120 

120,000 

100,000 

11 

120 

110,000 

90,000 

11 

120 

120,000 

100,000 

28 

120 

110,000 

90,000 

17 

120 

120,000 

100,000 

15 

120 

120,000 

100,000 

30 

120 

110,000 

90,000 

29 

120 

120,000 

100,000 

43 

120 

120,000 

100,000 

19 

120 

110,000 

90,000 

16 

120 

120,000 

100,000 

120 

110,000 

90,000 

19 

120 

120,000 

100,000 

37 

120 

120,000 

100,000 

6 

120 

120,000 

100,000 

46 

120 

110,000 

90,000 

17 

120 

120,000 

100,000 

37 

120 

120,000 

100,000 

1 

120 

110,000 

90,000 

52 

120 

110,000 

90,000 

10 

120 

90,000 

70,000 

8 

120 

120,000 

100,000 

13 

120 

120,000 

100,000 

58 

120 

120,000 

100,000 


Wells with 


MCM 

MCM 

(15) 

(16) 

0.144 

0.144 

0.336 

0.336 

0.929 

0.929 

0.444 

0.444 

0.072 

0.072 

0.007 

0.007 

0.384 

0.384 

0.130 

0.196 

0.132 

0.132 

0.276 

0.276 

0.372 

0.372 

0.372 

0.502 

0.480 

0.480 

0.281 

0.307 

0.024 

0.024 

0.132 

0.132 

0.240 

0.240 

0.238 

0.251 

0.432 

0.432 

0.060 

0.074 

0.076 

0.076 

0.086 

0.112 

0.072 

0.072 

0.264 

0.264 

0.216 

0.216 

0.227 

0.267 

0.420 

0.420 

0.360 

0.360 

0.011 

0.011 

0.264 

0.264 

0.119 

0.132 

0.132 

0.161 

0.302 

0.302 

0.204 

0.204 

0.180 

0.180 

0.324 

0.324 

0.348 

0.348 

0.516 

0.516 

0.205 

0.205 

0.192 

0.192 

- 

- 

0.228 

0.228 

0.444 

0.444 

0.072 

0.086 

0.497 

0.550 

0.204 

0.204 

0.444 

0.444 

0.011 

0.011 

0.562 

0.720 

0.084 

0.106 

0.096 

0.096 

0.156 

0.170 

0.696 

0.739 







































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


16003014 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Thonthi 


Thonthwal 


Ureeka 


Ureeki 


Vishanpura 


Abusar 


Adarsh Nagar 


Ajari Kalan 


Ajari Khurd 


Alsisar 


Ambedkar Nagar 


Anandpura 


Angasar 


Ashok Nagar 


Badalwas 


Baggar (M) 


Bajawa 


Bajla 


Bakra 


Bara Gaon 


Barwasi 


Bas Brahmanan 


Bas Budana 


Bas Ghasiram Ka 


Bas Nanag 


Basri 


Beebasar 


Bhadunda Kalan 


Census Code 

Area 



sq.km 


(3) 

(4) 

(5) 

0805000300717100 

5.138 

Fresh 

0805000300720100 

2.424 

Fresh 

0805000200706100 

5.176 

Fresh 

0805000200706200 

5.331 

Fresh 

0805000300715600 

1.233 

Fresh 

0805000100684700 

6.585 

Fresh 

0805000100681300 

0.843 

Fresh 

0805000100694300 

4.681 

Fresh 

0805000100690100 

5.769 

Fresh 

0805000100673000 

25.239 

Fresh 



Saline 

0805000100689200 

1.290 

Fresh 

0805000100672200 

3.432 

Fresh 

0805000100684400 

6.118 

Fresh 

0805000100691200 

4.631 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0805000100689100 

3.009 

0805000140504000 

16.989 

0805000600745700 

9.310 

0805000100674400 

8.410 

0805000100693100 

15.455 

0805000600746100 

4.574 

0805000500741300 

15.366 

0804000200600300 

7.274 


0805000100680800 

2.174 

0805000100674200 

3.493 

0805000100694500 

8.775 

0805000100674900 

9.011 

0805000100693300 

11.005 

0805000100692600 

16.749 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bhadunda Khurd 

0805000100692400 

11.018 

Fresh 

Bhagera 

0805000500741600 

3.758 

Fresh 

Bhagwatpura 

0805000100672000 

6.191 

Fresh 

Bhairoogarh 

0805000200700000 

3.831 

Fresh 

Bharoo Ka Bas 

0805000100673500 

3.819 

Fresh 

Bheemsar 

0805000100684200 

9.070 

Fresh 

Bhompura 

0805000100694000 

2.671 

Fresh 

Bhorki 

0805000600748300 

33.217 

Fresh 

Bhuda Ka Bas 

0805000100669300 

5.192 

Saline 

Bhurasar 

0805000100681700 

9.778 

Fresh 

Bhurasar Ka Bas 

0805000100681800 

2.469 

Fresh 

Bhuriwas 

0805000100689500 

0.971 

Fresh 

Bijarniya Ki Dhani 

0805000600748200 

5.663 

Fresh 

Binjusar 

0805000100694600 

6.433 

Fresh 

Bishanpura 

0805000100694700 

2.422 

Fresh 

Bola Ki Dhani 

0805000200700100 

4.408 

Fresh 

Brahmano Ki Dhani 

0805000100681500 

1.025 

Fresh 

Budana 

0805000100680600 

6.300 

Fresh 

Budaniya 

0805000200701700 

10.621 

Fresh 

Bugala 

0805000500741800 

14.542 

Fresh 

Chak Ranasar 

0805000100669400 

1.427 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

5.138 

Non-command 

Older Alluvium 

2.424 

Non-command 

Older Alluvium 

5.176 

Non-command 

Older Alluvium 

5.331 

Non-command 

Older Alluvium 

1.233 

Non-command 

Older Alluvium 

6.585 

Non-command 

Older Alluvium 

0.843 

Non-command 

Older Alluvium 

4.681 

Non-command 

Older Alluvium 

5.769 

Non-command 

Older Alluvium 

23.141 

Non-command 

Older Alluvium 

0.001 

Non-command 

Older Alluvium 

1.290 

Non-command 

Older Alluvium 

0.044 

Non-command 

Older Alluvium 

6.118 

Non-command 

Older Alluvium 

4.626 

Non-command 

Younger Alluvium 

0.004 

Non-command 

Older Alluvium 

3.009 

Non-command 

Older Alluvium 

15.128 

Non-command 

Older Alluvium 

9.301 

Non-command 

Older Alluvium 

8.410 

Non-command 

Older Alluvium 

15.455 

Non-command 

Older Alluvium 

4.571 

Non-command 

Older Alluvium 

2.791 

Non-command 

Older Alluvium 

2.865 

Non-command 

Older Alluvium 

4.405 

Non-command 

Older Alluvium 

2.174 

Non-command 

Older Alluvium 

3.493 

Non-command 

Older Alluvium 

8.775 

Non-command 

Older Alluvium 

9.011 

Non-command 

Older Alluvium 

11.005 

Non-command 

Older Alluvium 

0.791 

Non-command 

Younger Alluvium 

3.589 

Non-command 

Younger Alluvium 

4.067 

Non-command 

Older Alluvium 

3.758 

Non-command 

Older Alluvium 

0.008 

Non-command 

Older Alluvium 

0.807 

Non-command 

Older Alluvium 

3.819 

Non-command 

Older Alluvium 

3.703 

Non-command 

Older Alluvium 

2.671 

Non-command 

Older Alluvium 

32.942 

Non-command 

Older Alluvium 

0.709 

Non-command 

Older Alluvium 

9.778 

Non-command 

Older Alluvium 

2.469 

Non-command 

Older Alluvium 

0.971 

Non-command 

Older Alluvium 

0.226 

Non-command 

Older Alluvium 

6.433 

Non-command 

Older Alluvium 

2.422 

Non-command 

Older Alluvium 

2.542 

Non-command 

Older Alluvium 

1.025 

Non-command 

Older Alluvium 

6.300 

Non-command 

Older Alluvium 

2.114 

Non-command 

Older Alluvium 

14.542 

Non-command 

Older Alluvium 

1.126 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

50,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

100,000 

80,000 

120 

50,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.288 


0.156 


1.091 


0.432 


0.228 


0.395 


0.118 


0.445 


0.269 


0.328 




0.185 

0.315 

0.949 

1.165 

1.526 

1.656 

0.118 

0.118 

1.730 

1.816 

0.624 

0.689 

0.221 

0.377 



0.042 

0.053 

0.042 

0.042 

0.857 

1.213 

0.462 

0.462 

0.622 

0.719 

0.084 

0.106 

0.576 

0.734 

0.480 

0.509 

0.624 

1.032 

- 

- 

0.054 

0.054 

0.118 

0.118 

0.109 

0.141 

0.336 

0.466 

3.168 

5.080 

0.012 

0.012 

0.202 

0.202 

0.143 

0.143 

0.126 

0.277 

0.125 

0.330 

0.462 

0.689 

0.294 

0.424 

0.194 

0.194 

0.025 

0.025 

0.420 

0.550 

0.259 

0.259 

1.219 

2.395 

0.018 

0.018 

















































































































































































































































































































































































































































































































































































































































































































































































































































Village 


Name 

Census Code 

Area 

sq.km 

(2) 

(3) 

(4) 

Chand Gothi 

0804000200601100 

24.542 

Chandrapura 

0805000100688200 

4.253 

Charan Ki Dhani 

0805000500743300 

13.845 

Charanwas @ Sultan 

0805000100690900 

6.427 

Charanwasi 

0805000100678900 

1.676 

Chatarpura 

0805000100685000 

3.413 

Chhau 

0805000600745500 

14.313 

Chinchroli 

0805000100691600 

4.242 

Choradi Athuni 

0805000500737700 

3.264 

Dabli Dhani 

0804000200595900 

7.716 


Dabri 

0805000500737800 

7.799 

Dabri Dheersingh 

0805000100673600 

18.443 

Deepalwas 

0805000100689400 

1.204 

Delsar Kalan 

0805000500738100 

3.540 

Delsar Khurd 

0805000500738200 

2.544 

Derwala 

0805000100688900 

4.883 

Desoosar 

0805000100681200 

1.417 

Devipura 

0805000100693700 

3.641 

Dhaka Ka Bas 

0805000500741500 

3.442 

Dhamora 

0805000600748700 

12.568 

Dhani Baga Partan 

0805000100670400 

9.943 


Dhani Barwa 

0805000100672900 

3.502 

Dhani Bhera Ki Nor 

0805000100689700 

1.068 

Dhani Bhera Ki Sou 

0805000100689800 

0.805 

Dhani Charan 

0805000100669500 

1.303 

Dhani Majhau 

0805000600748500 

5.229 

Dhani Meelon Ki 

0805000100689600 

1.378 

Dhani Purohiton Ki 

0805000100689900 

2.759 

Dhanuri 

0805000100674700 

10.985 

Dheva Ka Bas 

0805000100693500 

0.630 

Dhigal 

0805000500737600 

15.835 

Dhola khera 

0805000600748800 

17.505 

Dilawarpura 

0805000200699300 

5.504 

Doodiyo Ki Dhani 

0805000500737400 

2.584 

Doolpura 

0805000100669800 

1.741 

Doradas 

0805000100693800 

5.463 

Dorasar 

0805000100692700 

8.474 

Durana 

0805000100684900 

3.094 

Durjanpura 

0805000100684800 

4.219 

Fatehsara 

0805000100693200 

2.989 

Fatehsari 

0805000500737500 

4.276 

Gheerawali Dhani 

0805000200702100 

0.811 

Ghumansar Khurd 

0805000200701800 

7.035 

Gokhri 

0805000100670000 

9.500 


Gopalpura 

0805000100679400 

2.924 

Govindpura 

0805000100672800 

4.069 


0805000200699600 

3.532 

Gugan Ki Dhani 

0805000100673300 

1.857 

Gumana Ka Was 

0805000600745600 

14.127 

Hameer Khurd 

0805000100681600 

2.855 


Zone 
(Fresh / 
Saline) 

Type of Area (Command / N< 
command) 

(5) 

(6) 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.025 

Non-command 

Older Alluvium 

1.764 

Non-command 

Older Alluvium 

3.853 

Non-command 

Older Alluvium 

6.427 

Non-command 

Older Alluvium 

1.664 

Non-command 

Older Alluvium 

0.224 

Non-command 

Older Alluvium 

13.336 

Non-command 

Younger Alluvium 

0.638 

Non-command 

Older Alluvium 

1.927 

Non-command 

Older Alluvium 

2.585 

Non-command 

Older Alluvium 

5.064 

Non-command 

Older Alluvium 

7.612 

Non-command 

Older Alluvium 

18.443 

Non-command 

Older Alluvium 

1.204 

Non-command 

Older Alluvium 

1.951 

Non-command 

Older Alluvium 

1.570 

Non-command 

Older Alluvium 

4.883 

Non-command 

Older Alluvium 

1.417 

Non-command 

Older Alluvium 

3.641 

Non-command 

Older Alluvium 

3.442 

Non-command 

Older Alluvium 

12.568 

Non-command 

Older Alluvium 

0.375 

Non-command 

Older Alluvium 

0.301 

Non-command 

Older Alluvium 

0.125 

Non-command 

Older Alluvium 

1.068 

Non-command 

Older Alluvium 

0.805 

Non-command 

Older Alluvium 

1.158 

Non-command 

Older Alluvium 

5.229 

Non-command 

Older Alluvium 

1.378 

Non-command 

Older Alluvium 

2.759 

Non-command 

Older Alluvium 

10.985 

Non-command 

Older Alluvium 

0.630 

Non-command 

Older Alluvium 

13.024 

Non-command 

Older Alluvium 

7.155 

Non-command 

Older Alluvium 

5.504 

Non-command 

Older Alluvium 

0.517 

Non-command 

Older Alluvium 

0.150 

Non-command 

Older Alluvium 

5.463 

Non-command 

Older Alluvium 

8.072 

Non-command 

Older Alluvium 

2.974 

Non-command 

Older Alluvium 

4.219 

Non-command 

Older Alluvium 

2.989 

Non-command 

Older Alluvium 

0.353 

Non-command 

Older Alluvium 

0.008 

Non-command 

Older Alluvium 

6.197 

Non-command 

Older Alluvium 

0.196 

Non-command 

Older Alluvium 

6.333 

Non-command 

Older Alluvium 

2.924 

Non-command 

Older Alluvium 

0.161 

Non-command 

Older Alluvium 

3.532 

Non-command 

Older Alluvium 

1.857 

Non-command 

Older Alluvium 

14.127 

Non-command 

Older Alluvium 

2.855 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

200,000 

150,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

70,000 

120 

50,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

50,000 

120 

90,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

90,000 

120 

100,000 

80,000 

120 

50,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

50,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

90,000 

70,000 




MCM 

MCM 

(15) 

(16) 

~ 

- 

0.101 

0.123 

0.182 

0.230 

0.168 

0.200 

0.109 

0.109 

0.017 

0.017 

1.171 

1.376 

0.060 

0.060 

0.211 

0.295 



0.101 

0.231 

0.042 

0.172 

0.048 

0.048 

0.528 

0.895 

0.101 

0.166 

0.286 

0.437 

0.445 

0.467 

0.412 

0.444 

0.557 

0.881 

0.442 

0.485 

0.410 

0.410 

0.048 

0.084 



0.006 

0.006 

0.084 

0.084 

0.008 

0.008 

0.346 

0.346 

0.059 

0.059 

0.288 

0.396 

0.084 

0.084 





















































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


(2) 

(3) 

(4) 

(5) 

Hameeri Kalan 

0805000100681000 

4.085 

Fresh 

Hameerwas 

0805000100688000 

4.804 

Fresh 

Hameerwas ( Bajawa 

0805000100694800 

3.920 

Fresh 

Hameerwas Lamba 

0805000100680200 

4.874 

Fresh 

Hameerwas Rijani 

0805000100682000 

2.802 

Fresh 

Hansalsar 

0805000600746200 

16.566 

Fresh 

Hansasar 

0805000100678700 

10.925 

Fresh 

Hansasari 

0805000100678800 

8.788 

Fresh 

Hanuman Pura 

0805000100688800 

4.665 

Fresh 

Hanutpura 

0805000100679800 

7.630 

Fresh 

Haripura 

0805000100672400 

4.030 

Fresh 

Hejampura 

0805000100692000 

4.272 

Fresh 


Type of Area (Command / N< 
command) 


Jaisingh Pura 


Jaitpura 


Jakhal 


Jakhara 


Jakhron Ka Bas 


Janau Khari 


Janau Meethi 


Jaswantpura 


Jeevanwali Dhani 


Jei Pahari 


Jejusar 


Jhunjhunun ( Rural 


Jhunjhunun (M) 


Kakreu Kalan 


Kakreu Khurd 


Kaleri Dhani 


Kali Pahari 


Kant 


Kari 


Kasimpura 


Kayampura 


Kayasthpura 


Keharpura Kalan 


Kesaripura 


Khabarpura 


Khagan Ka Bas 


Khajpur Bas 


Khajpur Naya 


Khajpur Purana 


Khariya 


Khariyabas 


Kharkhari 


Khatehpura 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Indrapura 

0805000100679500 

5.676 

Fresh 

Isharpura 

0805000100680900 

1.316 

Fresh 

Islampur 

0805000100691500 

7.809 

Fresh 


0805000500741400 

5.234 

0805000100679300 

5.480 

0805000500742000 

16.075 

0805000200699700 

2.389 

0805000100692200 

5.116 

0804000200600400 

11.281 

0804000200601200 

8.990 

0804000200601300 

20.918 



0805000100680500 

2.591 

0805000100691100 

5.563 

0805000500738300 

7.245 

0805000100681400 

7.172 

0805000140503000 

43.076 

0805000100673200 

9.180 

0805000100673400 

4.886 

0805000100680000 

3.541 

0805000100691900 

10.511 

0805000100672100 

7.689 

0805000500742100 

19.445 

0805000100680300 

9.241 

0805000100674000 

2.061 

0805000100680400 

4.724 

0805000200711400 

7.201 

0805000600745900 

4.500 

0804000200600100 

2.705 

0805000100688600 

1.582 

0805000100690600 

3.031 

0805000100690700 

4.481 

0805000100690500 

2.950 

0805000100674100 

3.313 

0804000200595600 

4.567 

0805000100679100 

2.471 

0805000100692100 

2.224 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

4.085 

Non-command 

Older Alluvium 

4.802 

Non-command 

Older Alluvium 

3.920 

Non-command 

Older Alluvium 

4.874 

Non-command 

Older Alluvium 

2.802 

Non-command 

Older Alluvium 

1.642 

Non-command 

Older Alluvium 

1.133 

Non-command 

Older Alluvium 

6.643 

Non-command 

Older Alluvium 

4.665 

Non-command 

Older Alluvium 

7.630 

Non-command 

Older Alluvium 

4.030 

Non-command 

Older Alluvium 

4.235 

Non-command 

Younger Alluvium 

0.037 

Non-command 

Older Alluvium 

10.033 

Non-command 

Younger Alluvium 

0.935 

Non-command 

Older Alluvium 

5.676 

Non-command 

Older Alluvium 

1.316 

Non-command 

Older Alluvium 

3.945 

Non-command 

Younger Alluvium 

1.164 

Non-command 

Older Alluvium 

1.605 

Non-command 

Older Alluvium 

5.480 

Non-command 

Older Alluvium 

16.075 

Non-command 

Older Alluvium 

1.221 

Non-command 

Older Alluvium 

5.110 

Non-command 

Older Alluvium 

1.389 

Non-command 

Older Alluvium 

6.467 

Non-command 

Older Alluvium 

8.080 

Non-command 

Older Alluvium 

0.032 

Non-command 

Older Alluvium 

2.591 

Non-command 

Older Alluvium 

5.563 

Non-command 

Older Alluvium 

0.067 

Non-command 

Older Alluvium 

7.042 

Non-command 

Older Alluvium 

42.453 

Non-command 

Older Alluvium 

9.180 

Non-command 

Older Alluvium 

4.886 

Non-command 

Older Alluvium 

3.541 

Non-command 

Older Alluvium 

10.511 

Non-command 

Older Alluvium 

5.090 

Non-command 

Older Alluvium 

19.445 

Non-command 

Older Alluvium 

9.241 

Non-command 

Older Alluvium 

2.061 

Non-command 

Older Alluvium 

4.724 

Non-command 

Younger Alluvium 

0.002 

Non-command 

Older Alluvium 

0.331 

Non-command 

Older Alluvium 

0.425 

Non-command 

Older Alluvium 

1.582 

Non-command 

Older Alluvium 

3.031 

Non-command 

Older Alluvium 

4.481 

Non-command 

Older Alluvium 

2.950 

Non-command 

Older Alluvium 

3.313 

Non-command 

Older Alluvium 

4.482 

Non-command 

Older Alluvium 

2.471 

Non-command 

Older Alluvium 

2.218 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

110,000 

100,000 

120 

90,000 

80,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 



MCM 

MCM 

(15) 

(16) 

0.076 

0.076 

0.269 

0.323 

0.638 

0.876 

0.092 

0.135 

0.126 

0.126 

0.096 

0.118 

0.059 

0.059 

0.336 

0.347 

0.252 

0.349 

0.134 

0.134 

0.168 

0.168 

0.311 

0.333 

- 

- 

0.857 

0.933 

0.108 

0.122 

0.084 

0.084 

0.109 

0.109 

0.638 

0.681 

0.276 

0.290 

0.125 

0.209 

0.378 

0.378 

1.248 

3.180 

0.162 

0.162 

0.067 

0.099 



0.252 

0.252 

0.252 

0.328 

0.010 

0.010 

0.832 

1.113 

- 

- 

0.202 

0.202 

0.101 

0.101 

0.252 

0.274 

0.470 

0.697 

0.092 

0.092 

1.277 

2.657 

0.344 

0.420 

0.092 

0.092 

0.420 

0.463 



0.227 

0.335 

0.160 

0.268 

0.185 

0.271 

0.202 

0.332 

0.092 

0.092 

- 

- 

0.101 

0.101 

0.302 

0.388 



























































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Khatiyon Ka Bas 


Khatiyonwali Dhani 


Kheedarsar ( Rural 


Khichron Ka Bas 


Khinwasar 


Khori 


Khudana 


Kolsiya 


Koonjla Bas 


Kulod Kalan 


Kulod Khurd 


Kumawas 


Kyamsar 


Ladusar 


Lalpur 


Lamba 


Leelawathi 


Loona 


Lootoo 


Madansar 


Mahradas 


Mahti Ki Dhani 


Mainas 


Majhau 


Makhar 


Census Code 

Area 


sq.km 

(3) 

(4) 

0805000100673700 

1.635 

0805000100680700 

3.550 

0805000100688400 

6.767 

0805000100673800 

5.203 

0805000600748000 

6.398 

0805000100669200 

6.923 

0805000200702300 

7.417 



0805000500742200 

10.163 

0804000200601700 

4.380 


0805000100690300 

1.921 

0805000100690400 

2.906 

0805000500739500 

8.623 

0805000100674600 

5.426 

0805000100675200 

11.284 

0805000100679900 

13.068 

0805000200699500 

9.532 

0804000200600200 

3.852 

0805000100679200 

7.070 

0805000100675300 

12.932 

0805000100685100 

2.207 

0805000100672300 

3.773 

0805000200699000 

5.330 

0805000500739600 

7.709 

0805000600748400 

15.652 

0805000100691400 

11.750 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Mali Gaon 


Malsar 


Mandrela 


Manpura 


Manrooppura 


Marigsar 


Marodha 


Marot 


0805000200701900 

4.393 

0805000100692900 

6.840 

0805000200699200 

12.647 

0805000200700200 

3.941 

0805000100670200 

9.661 


0805000100681900 

5.763 

0805000100673900 

7.122 

0805000100691700 

1.924 



4.197 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Milo Ka Bas 

0805000500741200 

2.821 

Fresh 

Mishrapura 

0805000100693900 

2.834 

Fresh 

Moga 

0805000100672500 

5.194 

Fresh 

Mukha Ka Bas 

0805000100669900 

5.627 

Saline 

Nalwa 

0805000200699400 

5.012 

Fresh 

Nand 

0805000100682200 

6.096 

Fresh 

Nanda Ka Bas 

0804000200601400 

6.589 

Fresh 

Nandrampura 

0805000200698800 

5.356 

Fresh 

Narnod 

0805000200702000 

4.575 

Fresh 

Narsinghpura 

0805000100690200 

2.473 

Fresh 

Nathpura 

0805000100669600 

2.564 

Saline 

Naurangpura 

0804000200602400 

10.043 

Fresh 

Nayabas 

0804000200601900 

1.351 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

1.635 

Non-command 

Older Alluvium 

3.550 

Non-command 

Older Alluvium 

6.767 

Non-command 

Older Alluvium 

5.203 

Non-command 

Older Alluvium 

1.109 

Non-command 

Older Alluvium 

0.571 

Non-command 

Older Alluvium 

1.515 

Non-command 

Younger Alluvium 

0.206 

Non-command 

Older Alluvium 

7.374 

Non-command 

Older Alluvium 

4.380 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

1.920 

Non-command 

Older Alluvium 

2.906 

Non-command 

Older Alluvium 

0.399 

Non-command 

Older Alluvium 

5.426 

Non-command 

Older Alluvium 

8.559 

Non-command 

Older Alluvium 

13.068 

Non-command 

Older Alluvium 

9.532 

Non-command 

Older Alluvium 

3.734 

Non-command 

Older Alluvium 

7.070 

Non-command 

Older Alluvium 

1.372 

Non-command 

Older Alluvium 

0.003 

Non-command 

Older Alluvium 

3.633 

Non-command 

Older Alluvium 

5.269 

Non-command 

Older Alluvium 

7.698 

Non-command 

Older Alluvium 

15.652 

Non-command 

Older Alluvium 

0.310 

Non-command 

Younger Alluvium 

1.696 

Non-command 

Older Alluvium 

4.393 

Non-command 

Older Alluvium 

6.840 

Non-command 

Older Alluvium 

10.672 

Non-command 

Older Alluvium 

0.005 

Non-command 

Older Alluvium 

1.742 

Non-command 

Older Alluvium 

7.918 

Non-command 

Older Alluvium 

5.752 

Non-command 

Older Alluvium 

7.122 

Non-command 

Older Alluvium 

1.908 

Non-command 

Younger Alluvium 

0.016 

Non-command 

Older Alluvium 

1.133 

Non-command 

Younger Alluvium 

2.781 

Non-command 

Older Alluvium 

2.821 

Non-command 

Older Alluvium 

2.834 

Non-command 

Older Alluvium 

2.962 

Non-command 

Older Alluvium 

0.460 

Non-command 

Older Alluvium 

5.012 

Non-command 

Older Alluvium 

0.624 

Non-command 

Older Alluvium 

6.589 

Non-command 

Older Alluvium 

0.125 

Non-command 

Older Alluvium 

1.425 

Non-command 

Older Alluvium 

2.473 

Non-command 

Older Alluvium 

2.493 

Non-command 

Older Alluvium 

1.942 

Non-command 

Older Alluvium 

1.351 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

50,000 

50,000 

120 

100,000 

90,000 

120 

110,000 

100,000 

120 

100,000 

80,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

50,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

50,000 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

200,000 

150,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

50,000 

50,000 

120 

200,000 

150,000 

120 

200,000 

150,000 



Tube Wells with 
Wells Pumpset 




MCM 

MCM 

(15) 

(16) 

0.160 

0.160 

0.059 

0.091 

0.428 

0.514 

0.059 

0.059 

0.106 

0.128 

0.006 

0.006 

0.151 

0.151 

0.024 

0.024 

1.258 

2.014 

- 

- 

- 

- 

0.185 

0.239 

0.286 

0.416 

0.048 

0.072 

0.218 

0.218 

0.210 

0.221 

0.882 

1.087 

0.508 

0.508 


0.210 

0.221 

0.126 

0.126 


0.084 

0.084 

0.238 

0.238 

0.595 

1.015 

0.509 

0.919 

0.017 

0.017 

0.096 

0.110 

0.464 

0.464 

0.655 

0.914 

1.199 

1.199 



0.006 

0.006 

0.260 

0.260 

0.126 

0.126 

0.227 

0.238 

- 

- 

0.067 

0.067 

0.228 

0.242 

0.336 

0.636 

0.185 

0.282 

0.067 

0.067 

- 

- 

0.529 

0.529 

0.017 

0.017 

0.864 

0.864 

0.011 

0.011 

0.108 

0.108 

0.118 

0.140 

0.006 

0.006 

0.936 

0.936 








































































































































































































































































































































































































































































































































































































































































































































































































Village 

Name 

Census Code 

Area 

sq.km 

(2) 

(3) 

(4) 

Nayasar 

0805000100684500 

9.033 

Neshal 

0804000200601500 

12.749 

Niwai 

0805000500739700 

5.461 

Nooan 

0805000100688100 

10.146 

Nyola 

0805000100672600 

3.887 

Pakori Dhani 

0805000100680100 

2.391 

Pandasi 

0805000100673100 

8.806 




Paniyan Ki Dhani 

0805000500741700 

3.973 

Patusari 

0805000100693000 

7.142 

Peeplai Ka Bas 

0805000100679700 

4.009 

Pheeras Ka Bas 

0805000100674500 

1.973 

Poojari Ki Dhani 

0805000500742600 

14.304 

Posana 

0805000600749000 

8.068 

Pratappura 

0805000100691000 

3.806 

Raboodi 

0804000200601800 

4.935 

Raghunathpura 

0805000100688700 

2.739 


0805000600748900 

14.148 

Raghveerpura 

0805000200699100 

5.196 

Rahdon Ka Bas 

0805000100675100 

1.336 

Rajeev Nagar 

0805000100689000 

2.949 

Rampura 

0805000100674300 

10.010 

Ranasar 

0805000100669700 

3.144 


0805000500737900 

10.473 

Rasora 

0805000100684300 

4.426 

Ratan Shahar 

0805000100691300 

1.599 

Rawatsar Koojla 

0804000200601600 

12.962 




Rijani 

0805000100682100 

6.362 

Sainipura 

0805000600746000 

6.087 

Samaspur 

0805000100690800 

4.353 

Sankhan Tal 

0804000200602100 

12.175 

Sankhan Toomli 

0804000200602000 

7.852 

Sankhoo 

0804000200596000 

24.361 




Seethal 

0805000600745800 

13.891 

Seetsar 

0805000100684600 

2.835 

Seta Ki Dhani 

0805000100694400 

2.790 

Shobha Ka Bas 

0805000100675000 

2.071 

Shree Krishanpura 

0805000100679000 

2.234 

Shyampura @ Charan 

0805000100692800 

3.264 

Shyopura 

0805000100670100 

1.965 

Signor 

0805000600748600 

15.034 

Siriyasar Kalan 

0805000100688300 

7.138 

Sisiyan 

0805000100693400 

7.601 

Sonasar 

0805000100679600 

15.730 

Sonthli 

0805000500741900 

7.870 

Soti 

0805000100681100 

4.390 

Sri Phoole Rao Nag 

0805000500741100 

2.563 

Sulkhaniya Bara 

0804000200602200 

6.279 

Sulkhaniya Chhota 

0804000200602300 

11.214 

Sultanpura 

0805000500739800 

2.661 

Tarpura @ Chandrap 

0805000100690000 

3.325 


Zone 
(Fresh / 
Saline) 

Type of Area (Command / N< 
command) 

(5) 

(6) 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

9.033 

Non-command 

Older Alluvium 

12.749 

Non-command 

Older Alluvium 

2.512 

Non-command 

Older Alluvium 

0.213 

Non-command 

Older Alluvium 

0.610 

Non-command 

Older Alluvium 

2.391 

Non-command 

Older Alluvium 

8.693 

Non-command 

Older Alluvium 

0.112 

Non-command 

Older Alluvium 

3.973 

Non-command 

Older Alluvium 

7.142 

Non-command 

Older Alluvium 

4.009 

Non-command 

Older Alluvium 

1.973 

Non-command 

Older Alluvium 

0.420 

Non-command 

Older Alluvium 

1.325 

Non-command 

Older Alluvium 

3.806 

Non-command 

Older Alluvium 

4.935 

Non-command 

Older Alluvium 

2.739 

Non-command 

Older Alluvium 

7.812 

Non-command 

Older Alluvium 

5.196 

Non-command 

Older Alluvium 

1.336 

Non-command 

Older Alluvium 

2.949 

Non-command 

Older Alluvium 

10.010 

Non-command 

Older Alluvium 

0.094 

Non-command 

Older Alluvium 

10.473 

Non-command 

Older Alluvium 

2.748 

Non-command 

Older Alluvium 

1.599 

Non-command 

Older Alluvium 

12.962 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

6.168 

Non-command 

Older Alluvium 

6.087 

Non-command 

Older Alluvium 

4.353 

Non-command 

Older Alluvium 

12.141 

Non-command 

Older Alluvium 

7.852 

Non-command 

Older Alluvium 

6.379 

Non-command 

Older Alluvium 

14.506 

Non-command 

Older Alluvium 

4.177 

Non-command 

Older Alluvium 

2.835 

Non-command 

Older Alluvium 

2.790 

Non-command 

Older Alluvium 

2.071 

Non-command 

Older Alluvium 

2.234 

Non-command 

Older Alluvium 

3.264 

Non-command 

Older Alluvium 

1.965 

Non-command 

Older Alluvium 

14.570 

Non-command 

Older Alluvium 

6.965 

Non-command 

Older Alluvium 

7.601 

Non-command 

Older Alluvium 

15.730 

Non-command 

Older Alluvium 

7.870 

Non-command 

Older Alluvium 

4.390 

Non-command 

Older Alluvium 

2.563 

Non-command 

Older Alluvium 

4.741 

Non-command 

Older Alluvium 

4.156 

Non-command 

Older Alluvium 

0.172 

Non-command 

Older Alluvium 

3.325 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

200,000 

150,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

50,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

70,000 

120 

200,000 

150,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

50,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

90,000 

70,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

90,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

50,000 

120 

90,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

100,000 

80,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.134 

0.134 

7.722 

7.722 

0.221 

0.485 

0.008 

0.008 

0.008 

0.008 

0.302 

0.302 

0.328 

0.328 

- 

- i 

0.326 

0.482 

0.781 

1.073 

0.370 

0.392 

0.076 

0.076 

0.038 

0.050 

0.144 

0.284 

0.319 

0.395 

- 

- ! 

0.269 

0.355 

0.662 

0.716 

0.335 

0.335 

0.210 

0.210 

0.286 

0.383 

0.781 

0.781 



0.499 

0.553 

0.143 

0.165 

0.361 

0.631 

0.202 

0.202 

0.067 

0.067 

0.445 

0.564 

0.054 

0.054 

1.181 

2.596 

0.420 

0.517 

0.504 

0.580 

0.806 

0.882 

0.710 

1.190 

0.067 

0.067 

0.173 

0.353 

- 

- 

- 

- 

0.019 

0.031 

0.143 

0.316 

































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


(2) 

(3) 

(4) 

(5) 

Teetanwar 

0805000600748100 

11.224 

Fresh 

Tigiyas 

0805000200698900 

10.921 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


16003015 


Todi 


Togra Kalan 


Togra Khurd 


Togra Swaroop Sing 


Udawas 


Utrasar Manpura 


Vijaypura 


Warispura 


Ajeetgarh 


Ajeetpura 


Akwa 


Alafsar 


Alakhpura Godaran 


Almas 


Antroli 


Asas 


Athwas 


0805000600749200 

8.848 

Fresh 

0805000500738000 

8.999 

Fresh 

0805000100694100 

4.648 

Fresh 

0805000100694200 

2.631 

Fresh 

0805000100689300 

9.658 

Fresh 

0805000100693600 

2.789 

Fresh 

0804000200595700 

13.561 

Saline 

0805000100688500 

1.571 

Fresh 

0805000100687000 

11.774 

Fresh 

0805000500738500 

1.843 

Fresh 

0813000301688700 

7.175 

Fresh 

0813000301688800 

11.198 

Fresh 

0813000101669400 

8.183 

Fresh 

0813000201672000 

4.166 

Fresh 

0813000101670300 

9.367 

Fresh 

0813000201674400 

5.067 

Fresh 

0813000101663000 

4.110 

Fresh 

0813000101669200 

15.021 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Badusar 

0813000201671200 

11.381 

Fresh 

Bagas 

0813000101659200 

8.254 

Fresh 

Bagdoda 

0813000101669600 

9.989 

Fresh 

Bagora 

0805000600750400 

26.054 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Bagoriya Ki Dhani 


Bagri 


Bagriyon Ka Bas 


Bairas 


Bala Ka Bas 


Balaran 


Balod Bari 


Balod Bhakharn 


Balod Chhoti 


Balriya 


Balwantpura 


Banai 


Bari 


Barwa 


0805000500744600 

4.216 

Fresh 

0813000201671500 

11.405 

Fresh 

0813000201685500 

2.623 

Fresh 

0813000101661200 

4.947 

Fresh 

0813000201672200 

6.013 

Fresh 

0813000201672500 

6.134 

Fresh 

0813000201672800 

11.005 

Fresh 

0813000101664000 

17.624 

Fresh 

0813000101664800 

11.996 

Fresh 

0813000101664500 

9.088 

Fresh 

0805000500739000 

7.967 

Fresh 

0805000500740200 

4.501 

Fresh 

0813000201676100 

4.350 

Fresh 

0813000101665600 

8.417 

Fresh 

0805000500744700 

8.121 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Barwasi 

0805000500741300 

15.366 

Fresh 

Bas Kuharoo 

0805000100683000 

1.024 

Fresh 

Basawa 

0805000500743800 

15.728 

Fresh 


Non-command 


Non-command 


Non-command 


Basni 

0813000201674500 

6.422 

Fresh 

Bathod 

0813000101668700 

11.569 

Fresh 

Bau 

0813000201685100 

5.973 

Fresh 

Bavla 

0813000101658800 

5.443 

Fresh 

Bay 

0805000500742300 

12.765 

Fresh 

Beedasar 

0813000201673500 

15.030 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

5.576 

Non-command 

Older Alluvium 

7.074 

Non-command 

Younger Alluvium 

0.002 

Non-command 

Older Alluvium 

0.334 

Non-command 

Older Alluvium 

8.999 

Non-command 

Older Alluvium 

4.648 

Non-command 

Older Alluvium 

2.631 

Non-command 

Older Alluvium 

9.658 

Non-command 

Older Alluvium 

2.789 

Non-command 

Older Alluvium 

1.388 

Non-command 

Older Alluvium 

1.571 

Non-command 

Older Alluvium 

11.774 

Non-command 

Older Alluvium 

1.843 

Non-command 

Older Alluvium 

7.175 

Non-command 

Older Alluvium 

8.410 

Non-command 

Older Alluvium 

8.183 

Non-command 

Older Alluvium 

4.166 

Non-command 

Older Alluvium 

9.367 

Non-command 

Older Alluvium 

5.067 

Non-command 

Older Alluvium 

4.110 

Non-command 

Older Alluvium 

14.905 

Non-command 

Quartzite 

0.116 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

8.254 

Non-command 

Older Alluvium 

9.989 

Non-command 

Older Alluvium 

0.099 

Non-command 

Quartzite 

3.598 

Non-command 

Quartzite 

4.216 

Non-command 

Older Alluvium 

9.204 

Non-command 

Older Alluvium 

2.623 

Non-command 

Older Alluvium 

4.583 

Non-command 

Older Alluvium 

6.013 

Non-command 

Older Alluvium 

6.134 

Non-command 

Older Alluvium 

11.005 

Non-command 

Older Alluvium 

17.624 

Non-command 

Older Alluvium 

11.996 

Non-command 

Older Alluvium 

9.088 

Non-command 

Older Alluvium 

7.967 

Non-command 

Older Alluvium 

4.501 

Non-command 

Older Alluvium 

1.054 

Non-command 

Older Alluvium 

8.417 

Non-command 

Older Alluvium 

1.245 

Non-command 

Quartzite 

6.875 

Non-command 

Older Alluvium 

10.326 

Non-command 

Older Alluvium 

0.018 

Non-command 

Older Alluvium 

15.334 

Non-command 

Quartzite 

0.393 

Non-command 

Older Alluvium 

6.422 

Non-command 

Older Alluvium 

11.569 

Non-command 

Older Alluvium 

5.973 

Non-command 

Older Alluvium 

5.443 

Non-command 

Older Alluvium 

12.765 

Non-command 

Older Alluvium 

15.030 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

80,000 

120 

100,000 

90,000 

120 

110,000 

100,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

50,000 

30,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.413 


0.432 



0.067 

0.067 

0.126 

0.677 


0.066 

0.066 

1.462 

1.712 

0.036 

0.084 

0.072 

0.258 

0.042 

0.064 

0.067 

0.229 

0.059 

0.297 

0.487 

0.854 

0.193 

0.225 

0.059 

0.156 

0.059 

0.113 

0.451 

0.871 

0.557 

1.001 

0.011 

0.017 

0.101 

0.112 

0.067 

0.127 

0.274 

0.524 

0.816 

1.380 

- 

- 

1.133 

2.069 

0.022 

0.041 

- 

- 

0.092 

0.135 

0.130 

0.256 

0.034 

0.045 

0.902 

1.430 

0.202 

0.724 



























































































































































































































































































































































































































































































































































































































































































































































































































































Village 

Zone 
(Fresh / 
Saline) 

Type of Area (Command / N< 
command) 

Name 

Census Code 

Area 

sq.km 

(2) 

(3) 

(4) 

(5) 

(6) 

Beedsar 

0813000201673200 

6.385 

Fresh 

Non-command 

Beenasar 

0804000400629100 

25.675 

Fresh 

Non-command 

Beer Fatehpur 

0813000101665200 

38.375 

Fresh 

Non-command 






Beerodi Bari 

0813000201686000 

1.449 

Fresh 

Non-command 

Beerodi Chhoti 

0813000201686200 

2.814 

Fresh 

Non-command 

Beri 

0813000301688200 

31.457 

Fresh 

Non-command 

Beswa 

0813000101669900 

9.078 

Fresh 

Non-command 

Bhadarwas 

0805000100686700 

5.354 

Fresh 

Non-command 

Bhagasara 

0813000101670100 

9.401 

Fresh 

Non-command 

Bhagoo Mil Ka Bas 

0813000201673700 

3.082 

Fresh 

Non-command 

Bhagowa 

0813000301702100 

4.594 

Fresh 

Non-command 

Bhairoo Pura 

0813000201672700 

5.218 

Fresh 

Non-command 

Bhakharwasi 

0813000101661600 

7.346 

Fresh 

Non-command 

Bharwari 

0805000500743400 

1.885 

Fresh 

Non-command 

Bheechri 

0813000101670200 

3.666 

Fresh 

Non-command 

Bheekamsara 

0813000101667000 

3.987 

Fresh 

Non-command 

Bheekhansar 

0805000100677100 

8.237 

Fresh 

Non-command 

Bheemasar @ Peepal 

0805000100683400 

3.390 

Fresh 

Non-command 

Bhojasar 

0805000100687400 

9.258 

Fresh 

Non-command 

Bhojasar Bara 

0813000201684200 

14.125 

Fresh 

Non-command 

Bhojdesar 

0813000101662600 

5.226 

Fresh 

Non-command 

Bhojnagar 

0805000500743600 

6.993 

Fresh 

Non-command 

Bhopatpura 

0805000500743200 

1.811 

Fresh 

Non-command 

Bibipur Bara 

0813000101668200 

13.371 

Fresh 

Non-command 

Bibipur Chhota 

0813000101668100 

8.231 

Fresh 

Non-command 

Biraniya 

0813000101666600 

13.773 

Fresh 

Non-command 

Birol 

0805000500742400 

10.462 

Fresh 

Non-command 

Bissau (M) 

0805000140501000 

28.167 

Fresh 

Non-command 

Chak Beerodi 

0813000201686400 

1.845 

Fresh 

Non-command 

Chak Nangal 

0805000600750100 

4.937 

Fresh 

Non-command 

Charan Ki Dhani 

0805000500743300 

13.845 

Fresh 

Non-command 

Chaurhani 

0805000500742900 

5.105 

Fresh 

Non-command 

Chelasi 

0805000500740100 

2.936 

Fresh 

Non-command 

Chhajusar 

0804000400629000 

10.278 

Fresh 

Non-command 

Chhinchhas 

0813000201671900 

7.966 

Fresh 

Non-command 

Chirana 

0805000500745200 

4.550 

Fresh 

Non-command 

Churi Chatarpura 

0805000100687100 

5.413 

Fresh 

Non-command 

Churi Miyan 

0813000201672900 

10.542 

Fresh 

Non-command 

Churu (M) 

0804000440404000 

18.967 

Fresh 

Non-command 




Saline 

Non-command 

Churu (Rural) 

0804000400629300 

46.736 

Fresh 

Non-command 

Chuwas 

0813000101668400 

8.513 

Fresh 

Non-command 

Dab Panora 

0813000301702000 

11.570 

Fresh 

Non-command 







Dabri 

0813000101664600 

11.408 

Fresh 

Non-command 

Dadiya 

0813000301688400 

9.612 

Fresh 

Non-command 

Dadunda 

0813000101659600 

14.889 

Fresh 

Non-command 

Dagra 

0813000201671400 

5.157 

Fresh 

Non-command 

Dantujala 

0813000201675900 

7.384 

Fresh 

Non-command 

Daulatpura 

0813000301691600 

8.014 

Fresh 

Non-command 

Daultabad (Rural) 

0813000101664200 

8.053 

Fresh 

Non-command 

Deenarpura 

0813000101666400 

9.797 

Fresh 

Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

6.385 

Non-command 

Older Alluvium 

2.995 

Non-command 

Older Alluvium 

27.774 

Non-command 

Quartzite 

10.601 

Non-command 

Older Alluvium 

1.449 

Non-command 

Older Alluvium 

2.814 

Non-command 

Older Alluvium 

31.457 

Non-command 

Older Alluvium 

9.078 

Non-command 

Older Alluvium 

5.354 

Non-command 

Older Alluvium 

9.401 

Non-command 

Older Alluvium 

3.082 

Non-command 

Quartzite 

0.807 

Non-command 

Older Alluvium 

5.218 

Non-command 

Older Alluvium 

7.346 

Non-command 

Older Alluvium 

1.885 

Non-command 

Older Alluvium 

3.666 

Non-command 

Older Alluvium 

3.429 

Non-command 

Older Alluvium 

0.710 

Non-command 

Older Alluvium 

0.190 

Non-command 

Older Alluvium 

6.005 

Non-command 

Older Alluvium 

0.468 

Non-command 

Older Alluvium 

2.603 

Non-command 

Older Alluvium 

6.993 

Non-command 

Older Alluvium 

1.811 

Non-command 

Older Alluvium 

13.258 

Non-command 

Older Alluvium 

7.728 

Non-command 

Older Alluvium 

2.633 

Non-command 

Older Alluvium 

10.462 

Non-command 

Older Alluvium 

0.094 

Non-command 

Older Alluvium 

1.845 

Non-command 

Older Alluvium 

4.937 

Non-command 

Older Alluvium 

9.991 

Non-command 

Older Alluvium 

5.105 

Non-command 

Older Alluvium 

2.936 

Non-command 

Older Alluvium 

0.175 

Non-command 

Older Alluvium 

7.966 

Non-command 

Quartzite 

4.525 

Non-command 

Older Alluvium 

5.413 

Non-command 

Older Alluvium 

10.542 

Non-command 

Older Alluvium 

11.131 

Non-command 

Older Alluvium 

0.021 

Non-command 

Older Alluvium 

11.832 

Non-command 

Older Alluvium 

8.513 

Non-command 

Older Alluvium 

3.604 

Non-command 

Quartzite 

2.168 

Non-command 

Older Alluvium 

11.408 

Non-command 

Older Alluvium 

9.612 

Non-command 

Older Alluvium 

14.889 

Non-command 

Older Alluvium 

3.519 

Non-command 

Older Alluvium 

3.361 

Non-command 

Older Alluvium 

7.436 

Non-command 

Older Alluvium 

8.053 

Non-command 

Older Alluvium 

5.946 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

30,000 

120 

150,000 

110,000 

120 

90,000 

70,000 

120 

80,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

150,000 

110,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

150,000 

110,000 

120 

100,000 

70,000 

120 

150,000 

110,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.169 

0.535 

- 

- 

0.025 

0.101 

0.006 

0.035 

0.158 

0.464 

0.076 

0.184 

1.634 

2.306 

0.134 

0.447 

0.235 

0.278 

0.067 

0.272 

0.108 

0.324 

- 

- 

0.160 

0.560 

0.059 

0.081 

0.614 

1.106 

0.034 

0.185 

0.034 

0.034 

0.008 

0.008 



0.036 

0.096 

0.374 

0.374 

0.461 

0.581 

0.854 

1.154 

0.394 

0.898 


































































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Deenwa 

0805000100686500 

5.215 

Fresh 

Deenwa Jatan 

0813000201671600 

6.582 

Fresh 

Deenwaladkhani 

0813000101669800 

4.751 

Fresh 

Deogaon ( Gothra ) 

0805000500742800 

1.800 

Fresh 

Depalsar 

0804000400629400 

9.372 

Fresh 

Devipura 

0805000500744400 

11.197 

Fresh 

Dewas 

0813000101663100 

6.952 

Fresh 

Dhaka Ki Dhani 

0805000500740600 

8.487 

Fresh 

Dhakali 

0813000101664700 

4.132 

Fresh 

Dhakasa 

0813000101660400 

4.859 

Fresh 

Dhanawata 

0805000600749900 

12.696 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Dhandhan 


Dhani Baijnath 


Dhani Doongarsinghp 


Dhani Hattidan Charan 


Dhani Joshiyan 


Dhani Khareta 


Dhani Lalsinghpura 


Dhani Lawanda 


Dhani Neema 


Dhani Pannesingh 


Dhani Pooniyan 


DhaniSunda 


DhaniTeeba 


Dhani Thedi 


Dhokar 


Dhola khera 


Dholas 


Dinarpura 


Dishnau 


Doodwa 


Dundlod 


Durjanpura 


Fadanpura 


Fatehpur (M) 


Fatehpur (Rural) 


Gangapura 


Gangyasar 


Garandwa 


Garhwalon Ki Dhani 


0813000101659400 

19.390 

Fresh 

0813000101662400 

2.642 

Fresh 

0804000400629700 

4.515 

Fresh 

0813000101659000 

2.226 

Fresh 

0805000100686200 

1.730 

Fresh 

0813000101660700 

2.948 

Fresh 

0804000400629800 

6.653 

Fresh 

0813000101660200 

2.166 

Fresh 

0813000101660800 

1.428 

Fresh 

0804000400630200 

4.563 

Fresh 

0813000101658500 

1.919 

Fresh 

0813000101660300 

6.923 

Fresh 

0813000201671300 

1.174 

Fresh 

0813000101660500 

2.976 

Fresh 

0813000301702300 

4.541 

Fresh 

0805000600748800 

17.505 

Fresh 

0813000201674800 

4.222 

Fresh 

0813000301691500 

13.251 

Fresh 

0813000201672300 

9.594 

Fresh 

0813000201685400 

10.142 

Fresh 

0805000500738800 

11.518 

Fresh 

0805000500740500 

1.566 

Fresh 

0813000101662100 

5.901 

Fresh 

0813000201685300 

3.432 

Fresh 

0813000141302000 

31.447 

Fresh 

0813000101665100 

10.297 

Fresh 

0813000101659800 

2.577 

Fresh 

0813000101665000 

6.277 

Fresh 

0813000101661100 

5.001 

Fresh 

0805000500744000 

3.332 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Ghassu 

0813000201675200 

3.755 

Fresh 

Ghoribara Kalan 

0805000500736900 

10.661 

Fresh 

Ghoribara Khurd 

0805000500736800 

9.306 

Fresh 

Girdharpura Shahpu 

0805000500743500 

11.896 

Fresh 

Godiya Bara 

0813000101664100 

7.040 

Fresh 

Godoo Ka Bas 

0805000100683300 

4.439 

Fresh 

Goras 

0813000101662200 

4.705 

Fresh 

Goriya Chhota 

0813000101663200 

5.549 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

5.215 

Non-command 

Older Alluvium 

6.582 

Non-command 

Older Alluvium 

4.751 

Non-command 

Older Alluvium 

1.800 

Non-command 

Older Alluvium 

9.345 

Non-command 

Quartzite 

11.197 

Non-command 

Older Alluvium 

6.952 

Non-command 

Older Alluvium 

8.487 

Non-command 

Older Alluvium 

4.132 

Non-command 

Older Alluvium 

4.859 

Non-command 

Older Alluvium 

3.992 

Non-command 

Quartzite 

4.459 

Non-command 

Older Alluvium 

19.390 

Non-command 

Older Alluvium 

1.271 

Non-command 

Older Alluvium 

4.515 

Non-command 

Older Alluvium 

2.226 

Non-command 

Older Alluvium 

1.730 

Non-command 

Older Alluvium 

2.948 

Non-command 

Older Alluvium 

6.653 

Non-command 

Older Alluvium 

2.166 

Non-command 

Older Alluvium 

1.428 

Non-command 

Older Alluvium 

4.563 

Non-command 

Older Alluvium 

1.919 

Non-command 

Older Alluvium 

6.923 

Non-command 

Older Alluvium 

1.117 

Non-command 

Older Alluvium 

2.976 

Non-command 

Quartzite 

0.625 

Non-command 

Older Alluvium 

10.350 

Non-command 

Older Alluvium 

4.222 

Non-command 

Older Alluvium 

12.935 

Non-command 

Older Alluvium 

9.594 

Non-command 

Older Alluvium 

10.142 

Non-command 

Older Alluvium 

11.518 

Non-command 

Older Alluvium 

1.566 

Non-command 

Older Alluvium 

5.901 

Non-command 

Older Alluvium 

3.432 

Non-command 

Older Alluvium 

31.447 

Non-command 

Older Alluvium 

10.297 

Non-command 

Older Alluvium 

2.577 

Non-command 

Older Alluvium 

6.277 

Non-command 

Older Alluvium 

5.001 

Non-command 

Older Alluvium 

0.019 

Non-command 

Quartzite 

3.313 

Non-command 

Older Alluvium 

13.386 

Non-command 

Quartzite 

0.039 

Non-command 

Older Alluvium 

3.755 

Non-command 

Older Alluvium 

10.661 

Non-command 

Older Alluvium 

9.139 

Non-command 

Older Alluvium 

11.896 

Non-command 

Older Alluvium 

7.040 

Non-command 

Older Alluvium 

3.798 

Non-command 

Older Alluvium 

4.705 

Non-command 

Older Alluvium 

5.549 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

150,000 

110,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

150,000 

110,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

150,000 

110,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

150,000 

110,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

90,000 

80,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

50,000 

120 

50,000 

30,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 


Wells with 


MCM 

MCM 

(15) 

(16) 

0.050 

0.061 

0.018 

0.060 

0.059 

0.264 

0.336 

0.588 

- 

0.072 

1.440 

1.901 

0.084 

0.138 

0.480 

0.840 

0.050 

0.158 

0.168 

0.190 

0.163 

0.163 

0.114 

0.114 

0.361 

0.426 

- 

0.011 

- 

- 

0.017 

0.017 

0.042 

0.042 

0.008 

0.019 

0.066 

0.066 

0.025 

0.047 

0.084 

0.095 

0.053 

0.053 

0.059 

0.059 

0.025 

0.025 

0.008 

0.030 

0.017 

0.028 

0.004 

0.004 

0.634 

0.699 

0.079 

0.283 

0.295 

0.468 

0.344 

1.143 

0.320 

0.830 

0.595 

0.907 

0.432 

0.912 

0.050 

0.147 

0.040 

0.196 

0.067 

0.153 

0.521 

0.737 

0.050 

0.082 

0.118 

0.194 

0.168 

0.179 


0.101 

0.257 

0.384 

0.588 

0.259 

0.583 

2.122 

2.974 

0.118 

0.140 

0.025 

0.025 

0.067 

0.110 

0.042 

0.053 






































































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Gothra 


Gothra Bhookran 


Govindpura 


Govindpura With Hardayalpura 


Gudrawas 


Gumana Ka Bas 


Gungara 


0805000500742700 


0813000301688600 


0805000100686800 


0813000101665700 


0813000101660900 


0813000301691700 


0813000301701500 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


( 5 ) 


Fresh 


12.205 Fresh 


Fresh 


Fresh 


Fresh 


Fresh 


13.776 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Gurara 


Guwariya 


Hameerpura 


Hanumanpura 


Harsawa Bara 


Harsawa Chhota 


Hatyaj 


Hetamsar 


Hirna 


Hodsar 


Hudera 


Hunatpura 


Indrapura 


Jaisingh Pura 


Jaitpura 


Jaleu 


Jandwa 


Jasrasar 


Jatwali 


Jeetas 


Jerthi 


Jhadhewa 


Jhajhar 


Jheegar Chhoti 


Jogiyon Ka Bas 


Johar Ki Dhani 


Jugalpura 


Juharpura 


Kairu 


Kala Khet 


Kalyanpura 


Kana Ki Dhani 


Kangansar 


Kantewa 


Karanga Bara 


Karanga Chhota 


Kaseru 


Kaswali 


Katrathal 


0813000501724600 

18.690 

Fresh 

0813000501723000 

11.200 

Fresh 

0813000201675600 

7.109 

Fresh 

0804000600643500 

5.008 

Fresh 

0805000100685900 

3.243 

Fresh 

0813000101668800 

6.713 

Fresh 

0813000101668900 

3.292 

Fresh 

0813000301702500 

6.237 

Fresh 

0813000101663300 

9.458 

Fresh 

0813000101669500 

6.911 

Fresh 

0813000101662000 

6.310 

Fresh 

0813000101665900 

8.279 

Fresh 

0804000400630100 

4.083 

Fresh 

0805000600750000 

10.487 

Fresh 

0805000500741400 

5.234 

Fresh 

0805000600749800 

16.344 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0813000101662900 

5.665 

0804000600648600 

12.410 



0813000201684500 

9.323 

0805000500736500 

4.183 

0805000100686000 

2.604 

0813000301688500 

14.647 

0813000201685900 

1.623 

0805000500742500 

14.887 

0813000301691400 

9.516 

0813000201686300 

2.317 

0805000500740400 

8.559 

0813000101659100 

6.887 

0804000400628500 

5.714 

0805000500740000 

8.035 

0813000301703200 

6.723 

0813000101662500 

7.284 

0813000201673300 

6.232 

0805000500740700 

3.117 

0813000101670000 

18.032 

0813000201675700 

9.836 

0813000101667200 

13.908 

0813000101667100 

11.851 

0805000500738600 

9.789 

0813000201674100 

6.546 

0813000301691900 

27.461 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Older Alluvium 

8.060 

Non-command 

Older Alluvium 

12.205 

Non-command 

Older Alluvium 

1.678 

Non-command 

Older Alluvium 

6.463 

Non-command 

Older Alluvium 

1.448 

Non-command 

Older Alluvium 

2.563 

Non-command 

Older Alluvium 

12.478 

Non-command 

Quartzite 

1.298 

Non-command 

Quartzite 

0.005 

Non-command 

Quartzite 

0.005 

Non-command 

Older Alluvium 

0.527 

Non-command 

Older Alluvium 

0.109 

Non-command 

Older Alluvium 

3.243 

Non-command 

Older Alluvium 

6.713 

Non-command 

Older Alluvium 

3.292 

Non-command 

Quartzite 

1.588 

Non-command 

Older Alluvium 

9.458 

Non-command 

Older Alluvium 

6.911 

Non-command 

Older Alluvium 

6.310 

Non-command 

Older Alluvium 

2.169 

Non-command 

Older Alluvium 

4.083 

Non-command 

Older Alluvium 

10.319 

Non-command 

Older Alluvium 

3.629 

Non-command 

Older Alluvium 

0.814 

Non-command 

Quartzite 

0.999 

Non-command 

Older Alluvium 

5.364 

Non-command 

Quartzite 

1.791 

Non-command 

Older Alluvium 

5.665 

Non-command 

Older Alluvium 

0.380 

Non-command 

Older Alluvium 

10.134 

Non-command 

Older Alluvium 

2.517 

Non-command 

Older Alluvium 

4.183 

Non-command 

Older Alluvium 

2.604 

Non-command 

Older Alluvium 

14.647 

Non-command 

Older Alluvium 

1.623 

Non-command 

Older Alluvium 

14.887 

Non-command 

Older Alluvium 

0.942 

Non-command 

Older Alluvium 

2.317 

Non-command 

Older Alluvium 

8.559 

Non-command 

Older Alluvium 

6.887 

Non-command 

Older Alluvium 

1.009 

Non-command 

Older Alluvium 

4.775 

Non-command 

Older Alluvium 

0.014 

Non-command 

Older Alluvium 

6.254 

Non-command 

Older Alluvium 

6.232 

Non-command 

Older Alluvium 

3.117 

Non-command 

Older Alluvium 

18.032 

Non-command 

Older Alluvium 

9.817 

Non-command 

Older Alluvium 

0.179 

Non-command 

Older Alluvium 

4.320 

Non-command 

Older Alluvium 

4.783 

Non-command 

Older Alluvium 

6.546 

Non-command 

Older Alluvium 

8.935 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

150,000 

110,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

80,000 

50,000 

120 

90,000 

70,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

150,000 

110,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

80,000 

60,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.595 


0.726 


0.160 


0.067 


0.109 


0.310 


0.986 


0.050 




0.210 

0.242 

0.101 

0.241 

0.059 

0.156 

0.040 

0.052 

0.050 

0.104 

0.202 

0.245 

0.008 

0.019 

0.042 

0.053 

0.026 

0.026 

1.267 

1.267 

0.298 

0.478 

0.038 

0.103 

0.030 

0.089 

0.109 

0.141 

0.024 

0.034 

0.034 

0.110 



0.050 

0.050 

0.413 

0.629 

0.126 

0.360 

0.360 

0.562 






























































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Kayamsar 

0813000101661800 

8.929 

Fresh 

Kemri Ki Dhani 

0805000500743900 

11.434 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Keswa Ki Dhani 

0805000500743000 

1.211 

Fresh 

Khalsi 

0805000100683200 

7.335 

Fresh 

Khansoli 

0804000400630400 

24.470 

Fresh 

Kharsadoo 

0813000301687800 

3.125 

Fresh 

Kheechdo Ki Dhani 

0813000201674200 

2.975 

Fresh 

Kheenwasar 

0813000201685800 

10.146 

Fresh 

Kheerwa 

0813000201685200 

6.400 

Fresh 

Kheri Dookiya 

0813000201676000 

9.732 

Fresh 

Kheri Radan 

0813000201673900 

6.488 

Fresh 

Khiror 

0805000500744100 

15.707 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Khori Brahmanan 

0813000301701800 

11.497 

Fresh 

Khoru 

0813000201675400 

8.426 

Fresh 

Khotiya 

0813000101659700 

14.232 

Fresh 

Khuri 

0813000101665400 

6.926 

Fresh 

Khuri Bari 

0813000201684700 

4.219 

Fresh 

Kirodi 

0805000500745400 

3.238 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kisari 

0805000100686600 

3.019 

Fresh 

Koleera 

0813000301688100 

26.310 

Fresh 

Kolsiya 

0805000500742200 

10.163 

Fresh 

Kot 

0805000600750300 

29.299 

Fresh 

Kudan 

0813000301688000 

14.093 

Fresh 

Kuharoo 

0805000100682900 

7.322 

Fresh 

Kumas Jatan 

0813000201671700 

4.497 

Fresh 

Kushalpura 

0813000301701400 

5.423 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Lachhmangarh (M) 

0813000241303000 

25.347 

Fresh 

Lachhmangarh (Rural) 

0813000201675300 

5.677 

Fresh 

Ladsar 

0805000100685700 

1.961 

Fresh 

Lakheepura 

0813000301701300 

10.102 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Lalasi 


Lawanda 


Laxman Ka Bas 


Lohargal 


Loomas 


Madhopura 


Madhopura @ G 


Mahansar 


Manasi 


Manasiya 


Mandasi 


Mandawa (M) 


Mandela Bara 


Mandela Chhota 


Mardatoo Bari 


Ghassu Ka Bas 


0813000201685000 

9.358 

Fresh 

0813000101661700 

12.395 

Fresh 

0813000301691800 

2.803 

Fresh 

0805000500745300 

0.032 

Fresh 

0805000100685600 

6.540 

Fresh 

0813000101661000 

1.294 

Fresh 

0813000201674000 

6.081 

Fresh 

0813000201675100 

3.440 

Fresh 

0805000100677000 

14.483 

Fresh 

0813000201671800 

4.341 

Fresh 

0813000201675500 

1.734 

Fresh 

0805000500737100 

5.117 

Fresh 

0805000140502000 

23.707 

Fresh 

0813000101666800 

9.146 

Fresh 

0813000101666900 

5.850 

Fresh 

0813000101668000 

9.539 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

8.929 

Non-command 

Older Alluvium 

9.938 

Non-command 

Quartzite 

1.496 

Non-command 

Older Alluvium 

1.211 

Non-command 

Older Alluvium 

7.335 

Non-command 

Older Alluvium 

16.841 

Non-command 

Older Alluvium 

3.125 

Non-command 

Older Alluvium 

2.975 

Non-command 

Older Alluvium 

10.146 

Non-command 

Older Alluvium 

6.400 

Non-command 

Older Alluvium 

1.015 

Non-command 

Older Alluvium 

6.488 

Non-command 

Older Alluvium 

4.234 

Non-command 

Quartzite 

11.473 

Non-command 

Older Alluvium 

3.767 

Non-command 

Quartzite 

0.025 

Non-command 

Quartzite 

9.944 

Non-command 

Older Alluvium 

5.484 

Non-command 

Older Alluvium 

14.232 

Non-command 

Older Alluvium 

6.926 

Non-command 

Older Alluvium 

2.379 

Non-command 

Older Alluvium 

0.902 

Non-command 

Quartzite 

2.336 

Non-command 

Older Alluvium 

3.019 

Non-command 

Older Alluvium 

26.310 

Non-command 

Older Alluvium 

2.789 

Non-command 

Quartzite 

16.721 

Non-command 

Older Alluvium 

14.093 

Non-command 

Older Alluvium 

1.701 

Non-command 

Older Alluvium 

4.497 

Non-command 

Older Alluvium 

3.323 

Non-command 

Quartzite 

1.970 

Non-command 

Older Alluvium 

25.347 

Non-command 

Older Alluvium 

5.469 

Non-command 

Older Alluvium 

0.011 

Non-command 

Older Alluvium 

7.225 

Non-command 

Quartzite 

1.959 

Non-command 

Older Alluvium 

9.358 

Non-command 

Older Alluvium 

12.395 

Non-command 

Older Alluvium 

2.803 

Non-command 

Quartzite 

0.016 

Non-command 

Older Alluvium 

0.263 

Non-command 

Older Alluvium 

1.294 

Non-command 

Older Alluvium 

6.081 

Non-command 

Older Alluvium 

3.440 

Non-command 

Older Alluvium 

11.844 

Non-command 

Older Alluvium 

4.341 

Non-command 

Older Alluvium 

0.004 

Non-command 

Older Alluvium 

0.012 

Non-command 

Older Alluvium 

23.707 

Non-command 

Older Alluvium 

8.488 

Non-command 

Older Alluvium 

5.850 

Non-command 

Older Alluvium 

0.733 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

150,000 

110,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 



Wells with 
Pumpset 


MCM 


(15) 


0.109 



0.122 

0.218 

0.018 

0.036 

0.158 

0.464 

0.176 

0.457 

0.418 

0.629 

0.403 

0.403 


0.025 

0.036 

0.220 

0.520 

0.112 

0.286 

0.151 

0.151 

0.011 

0.047 



0.269 

0.301 

0.084 

0.127 

0.126 

0.137 

0.008 

0.008 
















































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Mardatoo Chhoti 


Meethwas 


Meghsar 


Mirjwas 


Mohabbatsar 


Mohabbatsari 


Mohanbari 


Mojas 


Moleesar Bara 


Molisar Chhota 


Mukandgarh (M) 


Nabipura 


Nagardas 


Nahar Singhani 


Nangal 


Census Code 

Area 


sq.km 

(3) 

(4) 

0813000101667900 

5.805 

0805000100686400 

6.149 

0804000400629600 

8.562 

0813000201673100 

4.204 

0805000500740300 

2.703 

0805000500736700 

3.768 

0805000500744300 

12.348 



0805000100683100 

3.720 

0804000400628600 

4.974 

0804000600648500 

13.240 


0805000540511000 

10.910 

0813000101669700 

9.262 

0813000101659500 

5.307 

0805000500739100 

9.498 

0805000600750200 

6.467 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Nangali 

0813000101663700 

14.983 

Fresh 

Narayan Ka Bas 

0813000201684900 

5.054 

Fresh 

Nari 

0813000101665800 

13.536 

Fresh 

Narodara (Rural) 

0813000201675000 

12.910 

Fresh 

Narsara 

0813000101668600 

6.236 

Fresh 

Narsara (Hardayalpura) 

0813000101660000 

8.815 

Fresh 

Nawalgarh (M) 

0805000540512000 

14.900 

Fresh 

Nawalri 

0805000500740900 

12.546 

Fresh 

Naya Bas 

0813000101668300 

10.260 

Fresh 

Nethwa 

0813000101658600 

22.427 

Fresh 

Olagarh 

0813000201673600 

1.787 

Fresh 

Pabana ( Rural) 

0805000500738700 

15.559 

Fresh 

Pahadila 

0805000500745100 

3.053 

Fresh 

Palas 

0813000101658700 

7.237 

Fresh 

Palri 

0813000201686600 

12.899 

Fresh 

Palthana 

0813000301687700 

13.158 

Fresh 

Panlawa 

0813000201685600 

11.858 

Fresh 

Parasrampura 

0805000500743100 

0.794 

Fresh 

Peepli 

0813000201674300 

4.698 

Fresh 

Phooskhani 

0805000100686900 

6.132 

Fresh 

Piprali 

0813000301701100 

30.452 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Poojari Ki Dhani 

0805000500742600 

14.304 

Fresh 

Pooniyan Ka Bas 

0813000201673400 

1.515 

Fresh 

Posani 

0813000201686500 

4.785 

Fresh 

Pratappura 

0813000201684800 

2.261 

Fresh 

Purohit Ka Bas 

0813000301701200 

9.058 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Raghunathpura 

0805000600748900 

14.148 

Fresh 

Rahnawa 

0813000201673800 

6.874 

Fresh 

Rajpur 

0813000201672400 

6.839 

Fresh 

Ramchandra Ka Bas 

0813000201685700 

3.023 

Fresh 

Ramgarh (M) 

0813000141301000 

17.509 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.540 

Non-command 

Older Alluvium 

6.149 

Non-command 

Older Alluvium 

8.433 

Non-command 

Older Alluvium 

4.204 

Non-command 

Older Alluvium 

2.703 

Non-command 

Older Alluvium 

3.768 

Non-command 

Older Alluvium 

1.576 

Non-command 

Quartzite 

10.772 

Non-command 

Older Alluvium 

2.913 

Non-command 

Older Alluvium 

2.200 

Non-command 

Older Alluvium 

1.665 

Non-command 

Older Alluvium 

5.188 

Non-command 

Older Alluvium 

10.910 

Non-command 

Older Alluvium 

9.262 

Non-command 

Older Alluvium 

5.307 

Non-command 

Older Alluvium 

7.477 

Non-command 

Older Alluvium 

4.486 

Non-command 

Quartzite 

1.929 

Non-command 

Older Alluvium 

12.003 

Non-command 

Older Alluvium 

5.054 

Non-command 

Older Alluvium 

13.535 

Non-command 

Older Alluvium 

12.910 

Non-command 

Older Alluvium 

6.236 

Non-command 

Older Alluvium 

8.815 

Non-command 

Older Alluvium 

14.900 

Non-command 

Older Alluvium 

12.546 

Non-command 

Older Alluvium 

10.192 

Non-command 

Older Alluvium 

22.427 

Non-command 

Older Alluvium 

1.787 

Non-command 

Older Alluvium 

15.559 

Non-command 

Quartzite 

3.032 

Non-command 

Older Alluvium 

7.237 

Non-command 

Older Alluvium 

12.899 

Non-command 

Older Alluvium 

8.074 

Non-command 

Older Alluvium 

11.858 

Non-command 

Older Alluvium 

0.794 

Non-command 

Older Alluvium 

4.698 

Non-command 

Older Alluvium 

6.132 

Non-command 

Older Alluvium 

10.762 

Non-command 

Quartzite 

0.367 

Non-command 

Older Alluvium 

13.884 

Non-command 

Older Alluvium 

1.515 

Non-command 

Older Alluvium 

4.785 

Non-command 

Older Alluvium 

2.261 

Non-command 

Older Alluvium 

0.579 

Non-command 

Quartzite 

0.745 

Non-command 

Older Alluvium 

1.628 

Non-command 

Quartzite 

9.084 

Non-command 

Older Alluvium 

0.330 

Non-command 

Older Alluvium 

6.874 

Non-command 

Older Alluvium 

6.839 

Non-command 

Older Alluvium 

3.023 

Non-command 

Older Alluvium 

17.509 


of Tube of Wells Operational 
Wells with Days 

Pumpset 


Average Yield 

Draft 

Tube 

Wells 

Wells with 
Pumpset 

Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

MCM 

MCM 

(12) 

(13) 

(14) 

(15) 

90,000 

70,000 

0.011 

0.008 

90,000 

70,000 

0.043 

0.134 

150,000 

110,000 

0.072 

- 

50,000 

30,000 

0.222 

0.072 

100,000 

80,000 

0.372 

0.538 

100,000 

80,000 

0.144 

0.096 

100,000 

80,000 

0.072 

0.077 

80,000 

60,000 

0.422 

0.396 



90,000 


150,000 


60,000 


50,000 


100,000 


90,000 


90,000 


100,000 


90,000 


70,000 


90,000 


50,000 


90,000 


50,000 


90,000 


90,000 


100,000 


100,000 


90,000 


90,000 


50,000 


100,000 


80,000 


90,000 


50,000 


70,000 


50,000 


100,000 


50,000 


90,000 


80,000 


50,000 


100,000 


50,000 


50,000 


50,000 


80,000 


50,000 


80,000 


50,000 


90,000 


50,000 


90,000 


50,000 


90,000 


70,000 


110,000 


50,000 


30,000 


80,000 


70,000 


70,000 


80,000 


80,000 


50,000 


70,000 


30,000 


70,000 


30,000 


70,000 


70,000 


80,000 


80,000 


70,000 


70,000 


30,000 


80,000 


60,000 


70,000 


30,000 


50,000 


30,000 


80,000 


30,000 


70,000 


60,000 


30,000 


80,000 


30,000 


30,000 


30,000 


60,000 


30,000 


60,000 


30,000 


80,000 


30,000 


70,000 


30,000 


70,000 



0.004 

0.004 

0.173 

0.425 

0.076 

0.411 

0.008 

0.008 

0.480 

0.696 

0.643 

0.643 

0.174 

0.174 

0.084 

0.106 

0.162 

0.324 

0.218 

0.240 

0.392 

1.034 

0.067 

0.078 

0.118 

0.140 

0.970 

1.306 

1.363 

2.323 

0.067 

0.078 

0.134 

0.134 

0.050 

0.278 

0.586 

0.970 

0.461 

0.490 

0.067 

0.067 

0.389 

0.713 

0.366 

0.517 

0.162 

0.432 

2.477 

2.957 

0.061 

0.355 

0.202 

0.256 

0.706 

1.080 

0.011 

0.017 

1.354 

1.930 

0.122 

0.284 

0.130 

0.244 

0.104 

0.248 

0.022 

0.041 

0.011 

0.023 

0.043 

0.072 

0.126 

0.240 

0.029 

0.029 

0.223 

0.517 

0.218 

0.434 

0.018 

0.060 

0.042 

0.096 





































































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Ramgarh (Rural) 

0813000101660600 

5.920 

Fresh 

Ramnagar 

0813000301701700 

5.634 

Fresh 


Type of Area (Command / N< 
command) 


Rampura 


Ramsara 


Ramsingh Pura 


Ramsisar 


Ranjeetpura 


Rasoolpur 


Ratannagar (M) 


Rinau 


Rinu 


Rohal 


Rookansar 


Roroo Bari 


Roroo Chhoti 


Rughnathpura (Rural) 


Sadeensar 


Sahabsar 


Sahnali Bari 


Sahnali Chhoti 


Sahnoosar 


Saininagar 


Sainipura 


Sakrai 


Sangasi 


Sanjay Nagar 


Sanjhasar 


Sankhoo 


Sanwali 


Sardarpura 


Sawai Laxmanpura 


Sawaroopsar 


Seswas 


Sevli 


Sewa Nagar 


Shekhisar 


Shivnagar 


Non-command 


Non-command 



0805000500744500 

3.049 

0804000400629900 

19.320 

0813000201686100 

0.689 

0813000101659300 

25.362 

0805000100685800 

3.605 

0813000101661900 

8.009 

0804000440405000 

13.608 

0813000101668500 

7.241 

0813000201672100 

11.081 

0813000101662300 

9.567 

0813000101659900 

9.861 

0813000201671100 

15.275 

0813000201671000 

7.081 

0813000101665300 

4.719 

0813000101663900 

6.255 

0813000101662800 

12.478 

0804000400628900 

8.835 

0804000400628800 

10.170 


0813000101661300 

4.495 

0805000500741000 

2.115 

0805000500738900 

2.610 

0813000301702200 

9.423 

0805000500737000 

4.356 

0805000100687300 

3.717 

0813000101663400 

3.922 

0813000201673000 

6.263 

0813000201675800 

3.478 

0813000101665500 

5.486 

0813000101658900 

6.754 

0813000101669300 

5.411 

0805000100687200 

4.434 

0813000501722900 

5.111 

0805000500744200 

6.191 

0813000101662700 

7.811 

0813000301701600 

4.469 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Shyampura 


Shyopura 


Shyorana Ka Bas 


Sigaro Ki Dhani 


Signor 


Singhasan 


Singodara 


Singodari 


Sob 


0804000400629200 

7.112 

Fresh 

0805000100687500 

4.550 

Fresh 

0804000400629500 

14.577 

Fresh 

0805000100686100 

3.922 

Fresh 

0813000201674900 

8.793 

Fresh 

0813000101661400 

0.968 

Fresh 

0805000600748600 

15.034 

Fresh 

0813000301692000 

7.261 

Fresh 

0813000201674600 

5.062 

Fresh 

0813000201674700 

2.943 

Fresh 

0813000301703300 

15.901 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sotwara 


0805000500738400 


11.118 Fresh 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

5.920 

Non-command 

Older Alluvium 

5.499 

Non-command 

Quartzite 

0.135 

Non-command 

Quartzite 

3.049 

Non-command 

Older Alluvium 

19.320 

Non-command 

Older Alluvium 

0.689 

Non-command 

Older Alluvium 

4.655 

Non-command 

Older Alluvium 

2.729 

Non-command 

Older Alluvium 

8.009 

Non-command 

Older Alluvium 

13.608 

Non-command 

Older Alluvium 

7.241 

Non-command 

Older Alluvium 

11.081 

Non-command 

Older Alluvium 

9.567 

Non-command 

Older Alluvium 

9.861 

Non-command 

Older Alluvium 

0.518 

Non-command 

Older Alluvium 

0.277 

Non-command 

Older Alluvium 

4.719 

Non-command 

Older Alluvium 

6.255 

Non-command 

Older Alluvium 

12.365 

Non-command 

Older Alluvium 

3.263 

Non-command 

Older Alluvium 

8.127 

Non-command 

Older Alluvium 

1.458 

Non-command 

Older Alluvium 

4.495 

Non-command 

Older Alluvium 

2.115 

Non-command 

Older Alluvium 

2.610 

Non-command 

Quartzite 

5.903 

Non-command 

Older Alluvium 

2.851 

Non-command 

Older Alluvium 

3.717 

Non-command 

Older Alluvium 

3.922 

Non-command 

Older Alluvium 

6.263 

Non-command 

Older Alluvium 

3.478 

Non-command 

Older Alluvium 

5.486 

Non-command 

Older Alluvium 

6.754 

Non-command 

Older Alluvium 

5.411 

Non-command 

Older Alluvium 

4.434 

Non-command 

Quartzite 

0.010 

Non-command 

Quartzite 

6.191 

Non-command 

Older Alluvium 

0.817 

Non-command 

Older Alluvium 

0.358 

Non-command 

Quartzite 

4.110 

Non-command 

Older Alluvium 

2.133 

Non-command 

Older Alluvium 

0.032 

Non-command 

Older Alluvium 

14.446 

Non-command 

Older Alluvium 

3.156 

Non-command 

Older Alluvium 

8.793 

Non-command 

Older Alluvium 

0.968 

Non-command 

Older Alluvium 

0.463 

Non-command 

Older Alluvium 

4.789 

Non-command 

Older Alluvium 

5.062 

Non-command 

Older Alluvium 

2.943 

Non-command 

Older Alluvium 

0.681 

Non-command 

Quartzite 

0.499 

Non-command 

Older Alluvium 

0.603 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

150,000 

110,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

150,000 

110,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

150,000 

110,000 

120 

90,000 

70,000 

120 

150,000 

110,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

100,000 

80,000 



0.067 

0.067 

0.374 

0.734 

0.202 

0.262 

0.022 

0.064 

0.173 

0.233 

0.218 

0.218 

0.034 

0.045 

0.386 

0.775 

0.043 

0.235 

0.118 

0.140 

0.008 

0.019 

0.118 

0.258 

0.218 

0.261 




















































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 




Swami Ki Dhani 


Tajsar 


Takhalsar 


Tanee 


Tarpura 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Census Code 

Area 



sq.km 


( 3 ) 

( 4 ) 

( 5 ) 

0804000400628700 

13.728 

Fresh 



Saline 

0813000201672600 

3.803 

Fresh 

0813000101664300 

11.550 

Fresh 

0813000101660100 

10.773 

Fresh 

0805000100677200 

29.300 

Fresh 

0813000301688300 

21.511 

Fresh 


Tetara 

0805000100686300 

8.000 

Fresh 

Thedi 

0813000101663500 

10.833 

Fresh 

Theemoli 

0813000101661500 

12.399 

Fresh 

Thelasar 

0804000400630000 

8.856 

Fresh 

Thithawata Bodiya 

0813000101666500 

4.365 

Fresh 

Thithawata Peeran 

0813000101666700 

9.054 

Fresh 

Thorasi 

0813000301687900 

7.206 

Fresh 

Tihawali 

0813000101663800 

12.179 

Fresh 

Tihay 

0813000101663600 

10.395 

Fresh 

Todpura 

0805000500745000 

16.714 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Tonk Dhaka Ki Dhan 

0805000500744800 

4.804 

Fresh 

Udaipurwati (M) 

0805000640513000 

13.010 

Fresh 


Non-command 


Non-command 


16003016 


Udansar 

0813000101664900 

9.898 

Fresh 

Udansari 

0813000101664400 

8.386 

Fresh 

Untwaliya 

0804000400630300 

7.780 

Fresh 

Wahidpura 

0805000100685500 

9.471 

Fresh 

Wajidsar 

0805000100683500 

5.089 

Fresh 

Yalsar 

0813000201686700 

8.436 

Fresh 

Adooka 

0805000200710100 

9.620 

Fresh 

Agwana Khurd 

0805000200708600 

8.650 

Fresh 

Akhtar Pura 

0805000200711200 

1.514 

Fresh 

Amarsinghpura 

0805000200705500 

1.551 

Fresh 

Ardawata 

0805000200710500 

8.230 

Fresh 

Aryanagar 

0805000300721900 

2.341 

Fresh 

Bamanwas 

0805000200713900 

5.639 

Fresh 

Bankoti 

0805000400729200 

3.785 

Fresh 

Bari 

0805000200713500 

3.661 

Fresh 

Bas Bijoli 

0805000200705200 

1.589 

Fresh 

Bas Gokal 

0805000200704800 

3.316 

Fresh 

Bas Kalana 

0805000200709600 

2.258 

Fresh 

Bas Tokha 

0805000200704700 

7.121 

Fresh 

Basant Bihar 

0805000400728400 

5.753 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Bhaothari 

0805000200705700 

16.166 

Fresh 

Bhapar 

0805000200704500 

9.719 

Fresh 

Bheetera 

0805000400729000 

6.227 

Fresh 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Older Alluvium 

4.876 

Non-command 

Older Alluvium 

1.182 

Non-command 

Older Alluvium 

3.803 

Non-command 

Older Alluvium 

11.550 

Non-command 

Older Alluvium 

10.773 

Non-command 

Older Alluvium 

4.390 

Non-command 

Older Alluvium 

21.279 

Non-command 

Quartzite 

0.232 

Non-command 

Older Alluvium 

8.000 

Non-command 

Older Alluvium 

10.833 

Non-command 

Older Alluvium 

7.837 

Non-command 

Older Alluvium 

8.856 

Non-command 

Older Alluvium 

1.112 

Non-command 

Older Alluvium 

9.054 

Non-command 

Older Alluvium 

7.206 

Non-command 

Older Alluvium 

12.179 

Non-command 

Older Alluvium 

10.395 

Non-command 

Older Alluvium 

5.690 

Non-command 

Quartzite 

11.024 

Non-command 

Older Alluvium 

4.513 

Non-command 

Quartzite 

0.284 

Non-command 

Older Alluvium 

4.804 

Non-command 

Older Alluvium 

5.736 

Non-command 

Quartzite 

3.614 

Non-command 

Older Alluvium 

9.898 

Non-command 

Older Alluvium 

8.386 

Non-command 

Older Alluvium 

5.702 

Non-command 

Older Alluvium 

0.677 

Non-command 

Older Alluvium 

3.487 

Non-command 

Older Alluvium 

8.436 

Non-command 

Older Alluvium 

9.620 

Non-command 

Older Alluvium 

0.988 

Non-command 

Older Alluvium 

0.063 

Non-command 

Older Alluvium 

1.551 

Non-command 

Older Alluvium 

8.230 

Non-command 

Older Alluvium 

2.051 

Non-command 

Older Alluvium 

5.639 

Non-command 

Older Alluvium 

1.377 

Non-command 

Older Alluvium 

3.661 

Non-command 

Older Alluvium 

1.589 

Non-command 

Older Alluvium 

3.316 

Non-command 

Older Alluvium 

2.258 

Non-command 

Older Alluvium 

7.121 

Non-command 

Older Alluvium 

0.045 

Non-command 

Quartzite 

0.378 

Non-command 

Older Alluvium 

0.296 

Non-command 

Quartzite 

0.057 

Non-command 

Older Alluvium 

0.172 

Non-command 

Younger Alluvium 

1.763 

Non-command 

Older Alluvium 

9.332 

Non-command 

Older Alluvium 

9.719 

Non-command 

Older Alluvium 

0.187 

Non-command 

Quartzite 

0.122 



Number 
of Wells 
with 

Pumpset 

Number of 
Operational 
Days 

Average Yield 



Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

( 10 ) 

(IV 

( 12 ) 

( 13 ) 

120 

150,000 

110,000 

120 

100,000 

70,000 

3 

120 

90,000 

70,000 

18 

120 

90,000 

70,000 

13 

120 

90,000 

70,000 

8 

120 

90,000 

70,000 

148 

120 

80,000 

60,000 

2 

120 

50,000 

30,000 

14 

120 

90,000 

70,000 

9 

120 

90,000 

70,000 

39 

120 

90,000 

70,000 

12 

120 

150,000 

110,000 

2 

120 

90,000 

70,000 

18 

120 

90,000 

70,000 

72 

120 

70,000 

50,000 

16 

120 

90,000 

70,000 

16 

120 

90,000 

70,000 

83 

120 

100,000 

80,000 

162 

120 

80,000 

60,000 

189 

120 

100,000 

80,000 

12 

120 

80,000 

60,000 

40 

120 

100,000 

80,000 

124 

120 

90,000 

80,000 

79 

120 

70,000 

50,000 

10 

120 

90,000 

70,000 

5 

120 

90,000 

70,000 

6 

120 

150,000 

110,000 

3 

120 

90,000 

70,000 

11 

120 

90,000 

70,000 

75 

120 

50,000 

30,000 

88 

120 

110,000 

90,000 

7 

120 

110,000 

90,000 

2 

120 

100,000 

90,000 

21 

120 

110,000 

90,000 

99 

120 

100,000 

90,000 

28 

120 

120,000 

100,000 

62 

120 

110,000 

90,000 

31 

120 

110,000 

90,000 

34 

120 

100,000 

90,000 

36 

120 

110,000 

90,000 

51 

120 

110,000 

90,000 

14 

120 

110,000 

90,000 

74 

120 

110,000 

90,000 

120 

110,000 

90,000 

1 

120 

90,000 

70,000 

9 

120 

110,000 

90,000 

2 

120 

90,000 

70,000 

1 

120 

100,000 

90,000 

12 

120 

110,000 

100,000 

59 

120 

110,000 

90,000 

79 

120 

110,000 

90,000 

3 

120 

110,000 

90,000 

2 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 





0.025 

0.252 

0.151 

0.194 

0.109 

0.131 

0.067 

0.067 

1.066 

1.882 

0.007 

0.013 

0.118 

0.161 

0.076 

0.108 

0.328 

0.360 

0.158 

0.266 

0.017 

0.017 

0.151 

0.173 

0.432 

0.617 

0.134 

0.199 

0.134 

0.177 

0.797 

1.229 

1.166 

1.848 

1.814 

2.102 

0.086 

0.105 

0.384 

0.660 

1.191 

1.191 

0.474 

0.474 

0.084 

0.149 

0.042 

0.074 

0.079 

0.133 

0.025 

0.036 

0.092 

0.092 

0.270 

0.582 

0.950 

0.950 

0.076 

0.076 

0.022 

0.022 

0.227 

0.227 

1.069 

1.069 

0.336 

0.365 

0.670 

0.670 

0.335 

0.480 

0.367 

0.367 

0.389 

0.402 

0.551 

0.551 

0.151 

0.151 

0.799 

0.799 

- 

- 

0.008 

0.051 

0.097 

0.110 

0.017 

0.017 

0.011 

0.011 

0.144 

0.144 

0.637 

0.650 

0.853 

0.853 

0.032 

0.032 

0.017 

0.017 
























































































































































































































































































































































































































































































































































































































































































































































































































Village 



Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

Bhgina 

0805000200697300 

4.891 

Fresh 

Bhobiya 

0805000200704000 

3.308 

Fresh 

Bhoja Ka Bas 

0805000200697400 

2.042 

Fresh 

Bhompura 

0805000200703600 

5.226 

Fresh 

Bhukana 

0805000200712600 

4.618 

Fresh 

Bigodna 

0805000200703800 

7.722 

Fresh 

Bijoli 

0805000200705300 

6.650 

Fresh 

Brahmano Ki Dhani 

0805000200710000 

2.835 

Fresh 

Brijlalpura 

0805000200711100 

5.370 

Fresh 

Chandana 

0805000200712400 

9.638 

Fresh 

Charawas 

0805000400728800 

13.272 

Fresh 


Chirasan 

0805000200712700 

7.599 

Fresh 

Chirawa (M) 

0805000240507000 

16.757 

Fresh 

Dalmiyon Ki Dhani 

0805000200710200 

3.109 

Fresh 

Dangar 

0805000200710300 

5.309 

Fresh 

Deorod 

0805000200703500 

9.924 

Fresh 

Dhakkarwal 

0805000200704200 

6.524 

Fresh 

Dhani Brahamnan 

0805000200703700 

4.308 

Fresh 

DhaniChauhan 

0805000200709900 

2.481 

Fresh 

Dhani Shyorani 

0805000200703400 

3.675 

Fresh 

Dhani Thakran @ Sh 

0805000200712500 

2.723 

Fresh 


Dhatarwalon Ka Bas 

0805000200710900 

1.863 

Fresh 

Dheendhwa Aguna 

0805000200697500 

4.393 

Fresh 

Dheendhwa Athoona 

0805000200697700 

6.455 

Fresh 

Dheendhwa Nichla 

0805000200697600 

7.430 

Fresh 

Dobra 

0805000200705400 

8.952 

Fresh 

Doodi 

0805000200696000 

5.876 

Fresh 

Doodwa 

0805000200695800 

11.268 

Fresh 

Dulaniya 

0805000200696300 

17.833 

Fresh 

Farat 

0805000200704900 

15.651 

Fresh 

Gadaniya 

0805000200713800 

5.469 

Fresh 

Ghadawa 

0805000200703900 

6.853 

Fresh 

Ghardu 

0805000200709100 

3.538 

Fresh 

Gopalpura 

0805000200707600 

2.959 

Fresh 

Gowla 

0805000200712200 

10.369 

Fresh 


Hameerwas 

0805000200714500 

3.421 

Fresh 

Haripura 

0805000200704400 

3.250 

Fresh 

Heerwa 

0805000300715300 

18.058 

Fresh 

Ismailpur 

0805000200714100 

2.870 

Fresh 

Jakhod 

0805000200707300 

11.762 

Fresh 

Jasrapur 

0805000400728500 

24.993 

Fresh 


Jeeni 

0805000200704300 

3.956 

Fresh 

Jhanjhot 

0805000200713600 

7.828 

Fresh 

Kajra 

0805000200704600 

5.874 

Fresh 

Kakora 

0805000200708900 

11.762 

Fresh 

Kalgaon 

0805000300715400 

5.787 

Fresh 

Kanwarpura 

0805000200702500 

3.425 

Fresh 

Kasni 

0805000200705100 

16.832 

Fresh 

Kayamsar 

0805000200711900 

4.613 

Fresh 


Type of Area (Command / 
command) 


_ m 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Older Alluvium 

4.891 

Non-command 

Older Alluvium 

3.308 

Non-command 

Older Alluvium 

2.042 

Non-command 

Older Alluvium 

5.226 

Non-command 

Older Alluvium 

4.119 

Non-command 

Older Alluvium 

7.722 

Non-command 

Older Alluvium 

6.650 

Non-command 

Older Alluvium 

2.835 

Non-command 

Older Alluvium 

4.101 

Non-command 

Older Alluvium 

0.580 

Non-command 

Older Alluvium 

0.158 

Non-command 

Quartzite 

0.189 

Non-command 

Older Alluvium 

7.102 

Non-command 

Older Alluvium 

16.757 

Non-command 

Older Alluvium 

3.109 

Non-command 

Older Alluvium 

5.309 

Non-command 

Older Alluvium 

9.924 

Non-command 

Older Alluvium 

6.524 

Non-command 

Older Alluvium 

4.308 

Non-command 

Older Alluvium 

2.481 

Non-command 

Older Alluvium 

3.675 

Non-command 

Older Alluvium 

1.319 

Non-command 

Younger Alluvium 

0.667 

Non-command 

Older Alluvium 

1.863 

Non-command 

Older Alluvium 

4.393 

Non-command 

Older Alluvium 

3.242 

Non-command 

Older Alluvium 

6.658 

Non-command 

Older Alluvium 

8.952 

Non-command 

Older Alluvium 

5.876 

Non-command 

Older Alluvium 

5.175 

Non-command 

Older Alluvium 

17.024 

Non-command 

Older Alluvium 

15.651 

Non-command 

Older Alluvium 

5.469 

Non-command 

Older Alluvium 

6.853 

Non-command 

Older Alluvium 

3.538 

Non-command 

Older Alluvium 

2.959 

Non-command 

Older Alluvium 

0.006 

Non-command 

Younger Alluvium 

0.199 

Non-command 

Older Alluvium 

1.617 

Non-command 

Older Alluvium 

3.250 

Non-command 

Older Alluvium 

8.701 

Non-command 

Older Alluvium 

2.870 

Non-command 

Older Alluvium 

3.489 

Non-command 

Older Alluvium 

4.602 

Non-command 

Quartzite 

3.490 

Non-command 

Older Alluvium 

3.956 

Non-command 

Older Alluvium 

7.828 

Non-command 

Older Alluvium 

5.874 

Non-command 

Older Alluvium 

6.840 

Non-command 

Older Alluvium 

2.675 

Non-command 

Older Alluvium 

0.013 

Non-command 

Older Alluvium 

16.832 

Non-command 

Younger Alluvium 

3.476 


Number 
of Wells 
with 

Pumpset 

Number of 
Operational 
Days 

Average Yield 



Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

( 10 ) 

(IV 

( 12 ) 

( 13 ) 

49 

120 

110,000 

90,000 

34 

120 

110,000 

90,000 

43 

120 

110,000 

90,000 

50 

120 

100,000 

90,000 

83 

120 

100,000 

90,000 

54 

120 

110,000 

90,000 

33 

120 

110,000 

90,000 

20 

120 

110,000 

90,000 

39 

120 

100,000 

90,000 

8 

120 

100,000 

90,000 

2 

120 

110,000 

90,000 

3 

120 

90,000 

70,000 

58 

120 

100,000 

90,000 

129 

120 

100,000 

90,000 

49 

120 

110,000 

90,000 

48 

120 

110,000 

90,000 

93 

120 

110,000 

90,000 

30 

120 

110,000 

90,000 

24 

120 

110,000 

90,000 

48 

120 

110,000 

90,000 

33 

120 

110,000 

90,000 

18 

120 

100,000 

90,000 

9 

120 

110,000 

100,000 

29 

120 

100,000 

90,000 

42 

120 

110,000 

90,000 

37 

120 

110,000 

90,000 

53 

120 

110,000 

90,000 

103 

120 

110,000 

90,000 

61 

120 

110,000 

90,000 

28 

120 

110,000 

90,000 

118 

120 

110,000 

90,000 

83 

120 

110,000 

90,000 

82 

120 

100,000 

90,000 

55 

120 

110,000 

90,000 

32 

120 

110,000 

90,000 

20 

120 

110,000 

90,000 

120 

100,000 

90,000 

2 

120 

110,000 

100,000 

15 

120 

110,000 

90,000 

23 

120 

110,000 

90,000 

46 

120 

120,000 

100,000 

44 

120 

110,000 

90,000 

18 

120 

110,000 

90,000 

26 

120 

110,000 

90,000 

20 

120 

90,000 

70,000 

58 

120 

110,000 

90,000 

80 

120 

100,000 

90,000 

55 

120 

110,000 

90,000 

76 

120 

110,000 

90,000 

36 

120 

120,000 

100,000 

120 

100,000 

90,000 

57 

120 

110,000 

90,000 

50 

120 

110,000 

100,000 


Wells with 


MCM 

MCM 

( 15 ) 

( 16 ) 

0.529 

0.529 

0.367 

0.367 

0.464 

0.464 

0.540 

0.540 

0.896 

0.896 

0.583 

0.596 

0.356 

0.382 

0.216 

0.216 

0.421 

0.421 

0.086 

0.086 

0.022 

0.022 

0.025 

0.025 

0.626 

0.626 

1.393 

1.393 

0.529 

0.529 

0.518 

0.518 

1.004 

1.004 

0.324 

0.324 

0.259 

0.259 

0.518 

0.518 

0.356 

0.356 

0.194 

0.194 

0.108 

0.108 

0.313 

0.337 

0.454 

0.454 

0.400 

0.400 

0.572 

0.572 

1.112 

1.112 

0.659 

0.659 

0.302 

0.302 

1.274 

1.274 

0.896 

0.975 

0.886 

0.886 

0.594 

0.607 

0.346 

0.346 

0.216 

0.308 

- 

- 

0.024 

0.024 

0.162 

0.162 

0.248 

0.248 

0.552 

0.566 

0.475 

0.475 

0.194 

0.194 

0.281 

0.321 

0.168 

0.190 

0.626 

0.626 

0.864 

0.864 

0.594 

0.594 

0.821 

0.861 

0.432 

0.432 

- 

- 

0.616 

0.616 

0.600 

0.600 

















































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Keharpura Kalan 


Keharpura Khurd 


Khemu Ki Dhani 


Kherla 


Khudot 


Kirwana 


Kishanpura 


0805000200711400 


0805000200711600 


0805000200710400 


0805000200697800 


0805000200713700 


0805000200714300 


0805000200713300 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Kithana 

0805000200713100 

20.420 

Fresh 

Kuloth Khurd 

0805000200705900 

9.457 

Fresh 

Ladunda 

0805000200695900 

15.976 

Fresh 

Lakhoo 

0805000200714000 

2.215 

Fresh 

Leekhwa 

0805000200695700 

18.115 

Fresh 

Lodipura 

0805000200712900 

3.275 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Lotiya 

0805000200707700 

10.864 

Fresh 

Loyal 

0805000400728700 

8.760 

Fresh 

Mahrampur 

0805000200712000 

4.878 

Fresh 

Makhar 

0805000100691400 

11.750 

Fresh 

Malupura 

0805000200711500 

3.105 

Fresh 

Manota (Jatan ) 

0805000400727900 

9.582 

Fresh 

Morwa 

0805000200697200 

7.845 

Fresh 

Nangli Saledisingh 

0805000400728900 

13.917 

Fresh 

Narhar 

0805000200703200 

23.537 

Fresh 

Nari 

0805000200711000 

8.472 

Fresh 

Netrampura 

0805000200707500 

3.662 

Fresh 

Nijampura 

0805000200710700 

1.200 

Fresh 

Ojtu 

0805000200710800 

15.528 

Fresh 

Padampura 

0805000200713000 

6.301 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Panthariya 

0805000200697100 

5.160 

Fresh 

Peepli 

0805000200696100 

15.387 

Fresh 

Pichanwa 

0805000200714200 

4.988 

Fresh 

Pilani ( Rural) 

0805000200696900 

1.146 

Fresh 

Pilani (M) 

0805000240505000 

10.816 

Fresh 

Pilod 

0805000200705600 

8.512 

Fresh 

Purohiton Ka Bas 

0805000200696400 

2.502 

Fresh 

Raghunathpura 

0805000200709000 

4.835 

Fresh 

Rajveerpura 

0805000200707200 

3.302 

Fresh 

Ramnathpura 

0805000200704100 

3.167 

Fresh 

Sari 

0805000200713400 

4.777 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sehi Kalan 

0805000200709500 

8.540 

Fresh 

Shekhpura 

0805000200703100 

11.126 

Fresh 

Shree Sardarpura 

0805000400728600 

7.350 

Fresh 

Shri Amarpura 

0805000200712800 

1.988 

Fresh 

Shyampura 

0805000400729100 

5.995 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Shyampura Matana 


Shyolana 


0805000200711700 


0805000200712100 


5.966 Fresh 


7.245 Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Younger Alluvium 

0.921 

Non-command 

Younger Alluvium 

1.044 

Non-command 

Older Alluvium 

4.441 

Non-command 

Older Alluvium 

2.751 

Non-command 

Older Alluvium 

3.836 

Non-command 

Older Alluvium 

3.926 

Non-command 

Older Alluvium 

0.002 

Non-command 

Younger Alluvium 

1.998 

Non-command 

Older Alluvium 

0.002 

Non-command 

Younger Alluvium 

1.577 

Non-command 

Older Alluvium 

17.101 

Non-command 

Older Alluvium 

0.027 

Non-command 

Older Alluvium 

15.976 

Non-command 

Older Alluvium 

2.215 

Non-command 

Older Alluvium 

2.516 

Non-command 

Older Alluvium 

2.368 

Non-command 

Younger Alluvium 

0.908 

Non-command 

Older Alluvium 

5.405 

Non-command 

Older Alluvium 

5.344 

Non-command 

Younger Alluvium 

0.404 

Non-command 

Younger Alluvium 

0.735 

Non-command 

Younger Alluvium 

3.105 

Non-command 

Older Alluvium 

5.890 

Non-command 

Older Alluvium 

4.512 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

3.787 

Non-command 

Older Alluvium 

8.472 

Non-command 

Older Alluvium 

0.567 

Non-command 

Older Alluvium 

1.200 

Non-command 

Older Alluvium 

12.432 

Non-command 

Older Alluvium 

4.901 

Non-command 

Younger Alluvium 

1.401 

Non-command 

Older Alluvium 

0.116 

Non-command 

Older Alluvium 

15.387 

Non-command 

Older Alluvium 

4.190 

Non-command 

Older Alluvium 

0.734 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

8.512 

Non-command 

Older Alluvium 

0.298 

Non-command 

Older Alluvium 

4.835 

Non-command 

Older Alluvium 

3.030 

Non-command 

Older Alluvium 

3.167 

Non-command 

Older Alluvium 

3.888 

Non-command 

Younger Alluvium 

0.889 

Non-command 

Older Alluvium 

8.540 

Non-command 

Older Alluvium 

7.491 

Non-command 

Older Alluvium 

6.215 

Non-command 

Older Alluvium 

1.988 

Non-command 

Older Alluvium 

0.245 

Non-command 

Quartzite 

2.955 

Non-command 

Older Alluvium 

0.331 

Non-command 

Younger Alluvium 

1.844 

Non-command 

Younger Alluvium 

0.579 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

110,000 

100,000 

120 

110,000 

100,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

110,000 

100,000 

120 

100,000 

90,000 

120 

110,000 

100,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

110,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

100,000 

120 

120,000 

100,000 

120 

110,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

110,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

110,000 

100,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

110,000 

100,000 

120 

110,000 

100,000 



Tube Wells with 
Wells Pumpset 


MCM 


( 15 ) 


0.084 


0.192 


0.540 


0.302 


0.583 


0.572 




0.396 

0.396 

2.689 

2.689 


1.069 

1.069 

0.302 

0.302 

0.162 

0.162 

0.410 

0.410 

0.180 

0.180 

0.324 

0.403 

0.356 

0.462 

0.120 

0.120 

0.048 

0.048 

0.684 

0.684 

0.216 

0.308 

0.367 

0.367 

- 

- 

0.529 

0.529 

0.680 

0.680 

0.054 

0.054 

0.367 

0.367 

0.896 

0.896 

0.432 

0.432 

0.144 

0.144 

0.011 

0.011 

2.117 

2.117 

0.367 

0.367 

0.551 

0.551 

- 

- 

0.432 

0.432 

0.022 

0.022 

0.702 

0.742 

0.151 

0.164 

0.227 

0.227 

0.788 

0.788 

0.204 

0.204 

1.091 

1.104 

0.238 

0.238 

0.508 

0.600 

0.562 

0.562 

0.022 

0.022 

0.218 

0.261 

0.043 

0.043 

0.240 

0.240 

0.108 

0.108 



















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Type of Area (Command / Non 
command) 

Name 

Census Code 

Area 





sq.km 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

Shyopura 

0805000200710600 

4.011 

Fresh 

Non-command 

Shyosinghpura 

0805000200696200 

2.467 

Fresh 

Non-command 

Sultana 

0805000200713200 

15.043 

Fresh 

Non-command 


Sultana Ka Bas 

0805000200703300 

4.742 

Fresh 

Surajgarh (M) 

0805000240508000 

8.574 

Fresh 

Surajgarh RURAL 

0805000200705000 

4.095 

Fresh 

Swami Sehi 

0805000200709700 

5.591 

Fresh 

Syaloo Kalan 

0805000200709300 

3.501 

Fresh 

Syaloo Khurd 

0805000200709200 

2.675 

Fresh 

Teelawali 

0805000400729300 

3.930 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


16003017 


Theecholi 


Tola Sehi 


Udhampura 


1 AP 


1 BKM 


1 BMM 


1 BPM 


1 DO 


1 DWM 


1 GBM 


1 GPM 


1 LGM 


1 MC 


1 MCBARANI 


1 PPN 


1 RJM 


1SD 


1 SPM 


1.600 RD-R 


1.825 RDL 


10 MC 


110 RDL 


13.105 RD-L 


16.400 RD-R 


16.800 RD 


2 AP 


2 BKM 


2 BMM 


0805000300721800 

8.167 

Fresh 

0805000200709800 

6.323 

Fresh 

0805000200709400 

2.156 

Fresh 

0801000900287700 

2.107 

Saline 

0801000900285800 

2.516 

Saline 

0801000900286500 

10.367 

Saline 



0801000900285300 

2.391 

Saline 

0801000900297300 

5.683 

Saline 

0801000900286600 

8.144 

Saline 

0801000900287000 

3.956 

Saline 


0801000900296800 

1.257 

Saline 

0801000900296400 

5.129 

Saline 


0801000900294200 

1.298 

Saline 

0801000900294100 

1.204 

Saline 

0801000900288500 

1.898 

Saline 

0801000900297200 

2.181 

Saline 

0801000900278800 

5.790 

Saline 


0801000900286300 

2.481 

Saline 

0801000900295000 

1.069 

Saline 

0801000900294000 

2.512 

Saline 

0801000900296700 

7.598 

Saline 



0801000900299500 

8.952 

Saline 

0801000900294900 

2.110 

Saline 

0801000900295100 

3.650 

Saline 

0801000900295200 

2.684 

Saline 

0801000900287800 

1.218 

Saline 

0801000900285900 

5.362 

Saline 

0801000900286700 

18.407 

Saline 



Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


IGNP Canal System 


Non-command 


IGNP Canal System 


Non-command 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


Non-command 


IGNP Canal System 


IGNP Canal System 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


IGNP Canal System 


Non-command 


IGNP Canal System 


Non-command 


Non-command 


IGNP Canal System 


Non-command 


Non-command 


Stage I 


Stage I 


Stage I 


Stage I 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System Stage II 


Non-command 


IGNP Canal System Stage I 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Older Alluvium 

3.986 

Non-command 

Older Alluvium 

2.467 

Non-command 

Older Alluvium 

14.176 

Non-command 

Younger Alluvium 

0.866 

Non-command 

Older Alluvium 

1.538 

Non-command 

Older Alluvium 

8.574 

Non-command 

Older Alluvium 

4.095 

Non-command 

Older Alluvium 

5.502 

Non-command 

Older Alluvium 

3.501 

Non-command 

Older Alluvium 

2.675 

Non-command 

Older Alluvium 

1.138 

Non-command 

Quartzite 

0.314 

Non-command 

Older Alluvium 

0.463 

Non-command 

Older Alluvium 

6.323 

Non-command 

Older Alluvium 

2.156 

Non-command 

Younger Alluvium 

2.107 

Command 

Younger Alluvium 

2.422 

Command 

Younger Alluvium 

4.630 

Non-command 

Younger Alluvium 

5.736 

Command 

Younger Alluvium 

1.092 

Non-command 

Younger Alluvium 

6.514 

Command 

Younger Alluvium 

1.261 

Command 

Younger Alluvium 

3.460 

Command 

Younger Alluvium 

4.121 

Command 

Younger Alluvium 

0.857 

Non-command 

Younger Alluvium 

3.099 

Command 

Younger Alluvium 

1.257 

Command 

Younger Alluvium 

2.484 

Non-command 

Younger Alluvium 

2.645 

Non-command 

Younger Alluvium 

1.103 

Non-command 

Younger Alluvium 

0.770 

Non-command 

Younger Alluvium 

0.024 

Command 

Younger Alluvium 

2.181 

Command 

Younger Alluvium 

0.080 

Non-command 

Younger Alluvium 

0.357 

Command 

Younger Alluvium 

2.481 

Non-command 

Younger Alluvium 

1.069 

Non-command 

Younger Alluvium 

2.512 

Command 

Younger Alluvium 

5.515 

Non-command 

Younger Alluvium 

1.742 

Non-command 

Older Alluvium 

14.678 

Non-command 

Younger Alluvium 

1.261 

Non-command 

Older Alluvium 

8.952 

Non-command 

Younger Alluvium 

2.110 

Non-command 

Younger Alluvium 

3.650 

Non-command 

Younger Alluvium 

2.684 

Non-command 

Younger Alluvium 

1.218 

Command 

Younger Alluvium 

1.013 

Command 

Younger Alluvium 

8.548 

Non-command 

Younger Alluvium 

1.948 

Command 

Younger Alluvium 

0.491 

Non-command 

Younger Alluvium 

8.826 

Command 

Younger Alluvium 

1.116 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

110,000 

100,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 



Wells with 
Pumpset 


MCM 


( 15 ) 


0.842 



































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



2 DWM 


2 GBM 


2 GDM 


2 GPM 


2 MC 


2 PPN 


2 RJM 


2 SPM -A 


2SPM-B 


21.800 RD 


235 RD 


27.846 RD 


28.045 RDL 


3 AP 


3 BNM 


3 BPM 


3 DWM 


3 GPM 


3 LGM 


3 SPM 


33.490 RD - R 


33.846 RD 


4 AP 


4 BPM 


4 CM 


0801000900282500 


0801000900287300 


0801000900285500 


0801000900296900 


sq.km 


( 4 ) 


11.412 Sa 




3.530 Sa 


3.512 




0801000900287600 

4.894 

Saline 

0801000900288300 

2.855 

Saline 

0801000900297100 

1.915 

Saline 

0801000900286200 

3.038 

Saline 

0801000900282700 

7.773 

Saline 

0801000900295300 

1.384 

Saline 

0801000900293800 

2.072 

Saline 

0801000900295600 

14.561 

Saline 


0801000900294800 

1.427 

Saline 

0801000900287900 

2.352 

Saline 


0801000900287200 

5.406 

Saline 

0801000900285200 

4.319 

Saline 

0801000900282400 

3.658 

Saline 

0801000900296600 

15.532 

Saline 


Zone Type of Area (Command / Non - 
(Fresh / command ) 

Saline ) 


( 6 ) 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System Stage II 


Non-command 


Non-command 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Non-command 


Non-command 


IGNP Canal System Stage II 


Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


IGNP Canal System Stage II 



0801000900296500 



0801000900282600 

8.537 

Saline 

0801000900294700 

0.991 

Saline 

0801000900294600 

1.184 

Saline 

0801000900278900 

5.373 

Saline 

0801000900285400 

1.620 

Saline 

0801000900297900 

1.886 

Saline 



0801000900287400 

3.413 

Saline 

0801000900295700 

2.771 

Saline 



7.874 Saline IGNP Canal System Stage I 


IGNP Canal System Stage II 


Non-command 


5.692 Saline IGNP Canal System Stage I 


Non-command 


4.162 Saline IGNP Canal System Stage I 


Non-command 


1.813 Saline Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System Stage II 


Non-command 


IGNP Canal System Stage II 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


IGNP Canal System Stage II 


Non-command 


IGNP Canal System Stage II 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Command 

Younger Alluvium 

11.412 

Non-command 

Younger Alluvium 

2.806 

Command 

Younger Alluvium 

0.198 

Command 

Younger Alluvium 

0.201 

Non-command 

Younger Alluvium 

0.557 

Command 

Younger Alluvium 

0.157 

Non-command 

Younger Alluvium 

6.327 

Non-command 

Younger Alluvium 

4.894 

Command 

Younger Alluvium 

0.144 

Command 

Younger Alluvium 

1.915 

Command 

Younger Alluvium 

3.038 

Command 

Younger Alluvium 

0.644 

Non-command 

Younger Alluvium 

1.384 

Non-command 

Younger Alluvium 

0.820 

Command 

Younger Alluvium 

0.553 

Non-command 

Younger Alluvium 

14.008 

Non-command 

Younger Alluvium 

1.427 

Command 

Younger Alluvium 

0.979 

Non-command 

Younger Alluvium 

1.291 

Non-command 

Younger Alluvium 

2.987 

Command 

Younger Alluvium 

3.282 

Command 

Younger Alluvium 

3.658 

Command 

Older Alluvium 

3.067 

Command 

Younger Alluvium 

4.399 

Non-command 

Older Alluvium 

2.619 

Non-command 

Younger Alluvium 

5.446 

Command 

Younger Alluvium 

1.237 

Command 

Younger Alluvium 

2.670 

Non-command 

Younger Alluvium 

3.968 

Command 

Younger Alluvium 

0.866 

Non-command 

Younger Alluvium 

4.212 

Command 

Younger Alluvium 

1.073 

Non-command 

Younger Alluvium 

1.812 

Non-command 

Older Alluvium 

0.359 

Non-command 

Younger Alluvium 

0.505 

Command 

Younger Alluvium 

6.072 

Non-command 

Younger Alluvium 

0.991 

Non-command 

Younger Alluvium 

1.184 

Non-command 

Younger Alluvium 

0.764 

Command 

Younger Alluvium 

0.278 

Command 

Younger Alluvium 

1.522 

Non-command 

Younger Alluvium 

0.013 

Command 

Younger Alluvium 

5.246 

Non-command 

Younger Alluvium 

2.516 

Command 

Younger Alluvium 

0.422 

Non-command 

Younger Alluvium 

2.667 

Command 

Younger Alluvium 

0.142 

Non-command 

Younger Alluvium 

0.016 

Non-command 

Younger Alluvium 

3.413 

Command 

Younger Alluvium 

2.650 

Non-command 

Younger Alluvium 

0.121 

Command 

Younger Alluvium 

2.345 

Non-command 

Younger Alluvium 

4.591 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 





























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



7.415 RD-L 


79.200 RDL 


8 MC 


0801000900294300 


0801000900298800 


0801000900296000 



Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 



Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


1.276 Saline 


8.796 Saline Non-command 


9 MC 

0801000900286400 

1.679 

Saline 

92.600 RDL 

0801000900299200 

7.756 

Saline 

92.600 RDR 

0801000900299100 

4.036 

Saline 



Non-command 


Non-command 


99.150 RDR 

0801000900299300 

22.268 

Saline 

Arjunsar 

0803000300510800 

13.639 

Saline 

Arjunsar Station 

0803000300510600 

10.881 

Saline 

Asrasar 

0803000300510400 

9.368 

Saline 

Bachhrara 

0801000900300500 

8.373 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Badriya 

0804000300608800 

22.508 

Fresh 

Bakhoosar 

0803000300520400 

4.012 

Fresh 

Baniyasar 

0804000300603600 

11.602 

Fresh 

Bhatwala 

0804000300603400 

24.259 

Fresh 


Bhiyansar 


Bhojasar Bara 


Bhojasar Chhota 


Bijarasar 


Biradhwal 


Birmana Barani 


BISARASAR 


Chak Arjunsar 


Chak Asrasar 


Chak Bhagwanwala 


Chak Bhanwariya 


Chak Godara Wala 


ChakJor 


Chak Ranjeetpura 


Chak Sadani 


Daloosar 


IGNP Canal System 


IGNP Canal System Stage I 


IGNP Canal System 


IGNP Canal System 



0804000300605200 


0804000300604700 


Saline IGNP Canal System 


11.515 Fresh IGNP Canal System 


42.367 Fresh IGNP Canal System 



0804000300604800 


65.840 Fresh IGNP Canal System 



0804000300605300 


27.647 Fresh 


Saline 


0801000900300300 

8.826 

0801000900286800 

1.559 

0802000500447500 

56.004 



11.653 Saline 



IGNP Canal System 


IGNP Canal System 


Non-command 


Non-command 


IGNP Canal System Stage I 



0803000300511800 

4.383 

Saline 

0803000300510200 

5.122 

Saline 

0801000900288700 

1.246 

Saline 

0803000300512200 

21.453 

Saline 


0801000900300000 

2.983 

Saline 

0803000300510100 

33.461 

Saline 



0803000300511600 

19.191 

0801000900293900 

1.063 

0804000300604300 

25.987 




Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


IGNP Canal System 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Younger Alluvium 

1.409 

Non-command 

Younger Alluvium 

5.489 

Command 

Younger Alluvium 

1.459 

Non-command 

Younger Alluvium 

4.587 

Non-command 

Older Alluvium 

1.261 

Non-command 

Younger Alluvium 

0.015 

Non-command 

Older Alluvium 

0.198 

Non-command 

Younger Alluvium 

8.598 

Command 

Younger Alluvium 

1.679 

Non-command 

Older Alluvium 

7.756 

Non-command 

Older Alluvium 

2.966 

Non-command 

Younger Alluvium 

1.069 

Non-command 

Older Alluvium 

22.268 

Non-command 

Older Alluvium 

13.639 

Non-command 

Older Alluvium 

10.881 

Non-command 

Older Alluvium 

5.828 

Non-command 

Older Alluvium 

5.428 

Non-command 

Younger Alluvium 

2.945 

Command 

Younger Alluvium 

7.729 

Command 

Younger Alluvium 

4.012 

Command 

Younger Alluvium 

11.602 

Command 

Older Alluvium 

0.819 

Command 

Younger Alluvium 

19.035 

Command 

Younger Alluvium 

4.405 

Command 

Younger Alluvium 

11.472 

Command 

Older Alluvium 

10.802 

Command 

Tertiary Sandstone 

4.068 

Command 

Younger Alluvium 

27.496 

Command 

Older Alluvium 

1.338 

Command 

Tertiary Sandstone 

28.947 

Command 

Younger Alluvium 

35.555 

Command 

Younger Alluvium 

3.904 

Command 

Younger Alluvium 

0.010 

Non-command 

Younger Alluvium 

8.826 

Non-command 

Younger Alluvium 

1.559 

Command 

Older Alluvium 

0.187 

Command 

Younger Alluvium 

4.456 

Non-command 

Older Alluvium 

0.104 

Non-command 

Younger Alluvium 

11.549 

Non-command 

Older Alluvium 

4.383 

Non-command 

Older Alluvium 

5.122 

Non-command 

Younger Alluvium 

0.044 

Command 

Older Alluvium 

0.126 

Non-command 

Older Alluvium 

21.327 

Non-command 

Younger Alluvium 

2.983 

Command 

Older Alluvium 

0.324 

Non-command 

Older Alluvium 

33.137 

Non-command 

Older Alluvium 

19.191 

Non-command 

Younger Alluvium 

0.856 

Command 

Younger Alluvium 

17.860 

Command 

Younger Alluvium 

2.760 

Non-command 

Older Alluvium 

0.976 

Non-command 

Younger Alluvium 

0.922 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

60,000 

50,000 

120 

250,000 

200,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

90 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

90 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

90 

100,000 

80,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

90 

100,000 

80,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 




























































































































































































































































































































































































































































































































































































































































































Village 


Zone 
(Fresh / 
Saline) 


Type of Area (Command / Non¬ 
command) 




Dhani Chhilan 


Dhani Chhiplai 


DhaniKhodan 


Dhani Pandusar 


DUDALI 


Dulchasar 


GHANIYASAR 


Ghesura 


Gopalsar 


Halasar 


Hardesar 


Harisinghpura 


Hindor 


Jaitpura 


Census Code 

Area 


sq.km 

( 3 ) 

( 4 ) 

0803000300511300 

17.726 


0801000900298300 


0804000300608900 


0804000300608600 


0801000900295800 


0801000900300200 


0803000300511100 



0803000300511500 

13.196 

Saline 

0803000300522300 

37.225 

Fresh 


0802000500445900 

10.449 

Saline 

0803000300520300 

38.675 

Fresh 


0802000500447000 

23.936 

Saline 

0803000300512100 

24.812 

Saline 




Jaswantsar 

0803000300510500 

45.350 

Saline 

Kapoorisar 

0803000300520700 

36.126 

Fresh 


Kardoo 

0801000900300400 

51.895 

Saline 

Kaunpalsar 

0801000900300900 

20.243 

Saline 

Keekasar 

0804000300609500 

27.118 

Fresh 


Khariya_|0801000900299600 | 66.366 |Saline 


Khodala 0803000300520500 24.382 Fresh 


KULCHASAR 

0802000500447300 

9.108 

Saline 

Kumbhagarh 

0801000900298500 

8.263 

Saline 


LADAM 0802000500446800 9.260 Saline 


Lalera Patta Mahajan 

0803000300512300 

9.717 

Saline 

Lalgarh Barani 

0801000900296100 

5.035 

Saline 

Lodsar 

0804000300610700 

12.585 

Fresh 

Loonasar 

0804000300609000 

22.955 

Fresh 


LUNASAR 0802000500446600 20.712 Saline 


Mahajan 

0803000300512500 

104.173 

Saline 

Mahajan Fieldfiring Range 

0803000300509900 

1343.174 

Saline 


Malaksar 0804000300610900 29.950 Fresh 


_ ( 6 ) _ 

IGNP Canal System Stage II 

Non-command 

IGNP Canal System Stage II 

Non-command 

Non-command 

IGNP Canal System Stage II 

Non-command 

IGNP Canal System Stage II 

IGNP Canal System Stage II 

IGNP Canal System Stage II 
IGNP Canal System Stage II 
Non-command 
Non-command 

IGNP Canal System 

Non-command 

IGNP Canal System 

IGNP Canal System 

IGNP Canal System Stage II 

Non-command 

Non-command 

IGNP Canal System Stage II 

IGNP Canal System Stage II 

Non-command 

Non-command 

IGNP Canal System Stage II 

Non-command 

Non-command 

Non-command 

IGNP Canal System 

Non-command 

IGNP Canal System Stage II 

Non-command 

IGNP Canal System Stage II 

IGNP Canal System Stage II 
IGNP Canal System Stage II 
Non-command 
IGNP Canal System Stage II 

Non-command 

IGNP Canal System Stage II 

Non-command 

IGNP Canal System 

Non-command 

IGNP Canal System Stage II 

Non-command 

IGNP Canal System Stage II 

Non-command 

IGNP Canal System 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Command 

Older Alluvium 

10.142 

Non-command 

Older Alluvium 

7.585 

Command 

Older Alluvium 

3.577 

Non-command 

Older Alluvium 

0.010 

Non-command 

Older Alluvium 

13.196 

Command 

Tertiary Sandstone 

16.234 

Non-command 

Tertiary Sandstone 

0.009 

Command 

Older Alluvium 

0.104 

Command 

Older Alluvium 

28.334 

Command 

Younger Alluvium 

10.341 

Command 

Older Alluvium 

23.936 

Command 

Older Alluvium 

6.245 

Non-command 

Older Alluvium 

17.049 

Non-command 

Older Alluvium 

1.311 

Non-command 

Younger Alluvium 

0.587 

Command 

Younger Alluvium 

4.806 

Non-command 

Younger Alluvium 

1.186 

Command 

Younger Alluvium 

0.238 

Command 

Younger Alluvium 

0.009 

Command 

Younger Alluvium 

3.133 

Non-command 

Younger Alluvium 

3.447 

Non-command 

Younger Alluvium 

20.310 

Command 

Older Alluvium 

36.465 

Command 

Older Alluvium 

125.339 

Non-command 

Older Alluvium 

19.432 

Non-command 

Older Alluvium 

34.730 

Command 

Older Alluvium 

2.359 

Command 

Tertiary Sandstone 

7.179 

Non-command 

Tertiary Sandstone 

0.011 

Non-command 

Younger Alluvium 

30.842 

Non-command 

Younger Alluvium 

2.919 

Command 

Tertiary Sandstone 

2.595 

Non-command 

Tertiary Sandstone 

0.448 

Command 

Older Alluvium 

2.221 

Non-command 

Older Alluvium 

26.757 

Command 

Older Alluvium 

2.921 

Command 

Tertiary Sandstone 

21.461 

Command 

Younger Alluvium 

0.142 

Command 

Younger Alluvium 

5.330 

Non-command 

Younger Alluvium 

2.933 

Command 

Older Alluvium 

9.259 

Command 

Younger Alluvium 

0.001 

Non-command 

Older Alluvium 

9.717 

Command 

Younger Alluvium 

5.035 

Non-command 

Younger Alluvium 

1.450 

Command 

Younger Alluvium 

20.342 

Non-command 

Younger Alluvium 

2.613 

Command 

Older Alluvium 

1.589 

Command 

Younger Alluvium 

1.563 

Non-command 

Older Alluvium 

19.637 

Command 

Older Alluvium 

0.956 

Non-command 

Older Alluvium 

22.236 

Command 

Younger Alluvium 

0.240 



with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

90 

90,000 

70,000 

120 

200,000 

150,000 

120 

250,000 

200,000 

90 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

200,000 

150,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

200,000 

150,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

200,000 

150,000 

120 

300,000 

250,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

120 

90,000 

70,000 

90 

100,000 

80,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.018 

0.042 

0.024 

0.024 































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Type of Area (Command / Non¬ 
command) 

Name 


Census Code 

Area 






sq.km 



( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 



Mithriya 


Mokalsar 


Na 


Rajasar Choriya 


Rajasar Panwaran 


Rajiyasar 


Rambagh 


Ramsara 


Ranasar Panwaran 


Ransisar 


Ratnisar 


Rayanwali 


REKH GHARIASAR 


Rekh Karmasar 


Rekh Khatiyawas 


Rolasar 


Sawar 


Shekhsar 


Non-command 


14.335 Saline IGNP Canal System Stage I 


40.668 Saline IGNP Canal System Stage I 


Non-command 


49.017 Fresh IGNP Canal System Stage I 


0804000300611000 

67.519 

0804000300603700 

24.564 




0803000300510700 


0801000900299800 


0801000901900016 


0801000901900018 


0804000300609300 


0804000300604600 


Saline 


44.966 Saline 


14.224 Saline 


1.918 Saline 


1.704 Saline 


30.136 Fresh 


14.843 Fresh 


NIYASAR 

0802000500446700 

11.144 

Saline 

Peepasar 

0801000900300100 

12.084 

Saline 

Phanchara @ Amarpura 

0803000300522200 

32.857 

Fresh 

Phooleji 

0803000300510000 

37.785 

Saline 


Non-command 


IGNP Canal System 


IGNP Canal System 


Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System 


Non-command 


IGNP Canal System 


IGNP Canal System Stage II 


Non-command 


IGNP Canal System Stage II 


IGNP Canal System Stage II 



0804000300604900 


0804000300609200 


Non-command 


20.793 Fresh IGNP Canal System 


44.391 Fresh IGNP Canal System 



0803000300512000 


16.910 Saline 



0803000300510300 

23.010 

0804000300603800 

41.088 



Saline 


19.420 Saline 



0804000300605100 

46.654 

0803000300512400 

18.568 

0801000900293600 

26.996 

0802000500446900 

6.599 

0804000300609100 

6.093 

0804000300605000 

4.824 

0804000300603500 

17.108 




Saline 


18.979 Saline 


0804000300604200 

46.486 

Saline 

0803000300520600 

59.748 

Fresh 


IGNP Canal System Stage II 


Non-command 


Non-command 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System Stage II 


Non-command 


IGNP Canal System 


Non-command 


Non-command 


IGNP Canal System Stage II 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System 


IGNP Canal System Stage II 


Sherpura 


0803000300511400 


79.338 Fresh IGNP Canal System Stage I 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Younger Alluvium 

19.815 

Command 

Older Alluvium 

10.114 

Command 

Younger Alluvium 

4.220 

Command 

Younger Alluvium 

17.988 

Non-command 

Younger Alluvium 

22.679 

Command 

Older Alluvium 

7.552 

Command 

Tertiary Sandstone 

3.823 

Non-command 

Older Alluvium 

2.191 

Non-command 

Tertiary Sandstone 

3.704 

Non-command 

Younger Alluvium 

0.024 

Command 

Younger Alluvium 

4.491 

Command 

Younger Alluvium 

10.714 

Non-command 

Older Alluvium 

44.966 

Non-command 

Older Alluvium 

0.348 

Command 

Younger Alluvium 

1.617 

Non-command 

Younger Alluvium 

1.704 

Command 

Younger Alluvium 

2.814 

Non-command 

Younger Alluvium 

19.066 

Command 

Older Alluvium 

8.305 

Command 

Younger Alluvium 

6.539 

Command 

Older Alluvium 

9.197 

Non-command 

Younger Alluvium 

12.084 

Command 

Tertiary Sandstone 

16.148 

Command 

Older Alluvium 

11.727 

Command 

Younger Alluvium 

11.163 

Non-command 

Older Alluvium 

14.891 

Command 

Tertiary Sandstone 

7.252 

Command 

Younger Alluvium 

13.541 

Command 

Tertiary Sandstone 

17.266 

Command 

Younger Alluvium 

27.126 

Non-command 

Older Alluvium 

8.382 

Non-command 

Younger Alluvium 

9.060 

Command 

Older Alluvium 

5.174 

Non-command 

Older Alluvium 

11.735 

Non-command 

Older Alluvium 

17.608 

Command 

Younger Alluvium 

0.396 

Command 

Younger Alluvium 

0.162 

Command 

Older Alluvium 

0.401 

Non-command 

Older Alluvium 

19.018 

Command 

Younger Alluvium 

42.752 

Non-command 

Older Alluvium 

1.871 

Non-command 

Younger Alluvium 

4.034 

Command 

Older Alluvium 

6.599 

Command 

Younger Alluvium 

6.093 

Command 

Younger Alluvium 

4.824 

Command 

Younger Alluvium 

4.306 

Command 

Younger Alluvium 

12.801 

Command 

Younger Alluvium 

3.379 

Non-command 

Younger Alluvium 

1.442 

Command 

Younger Alluvium 

0.166 

Command 

Older Alluvium 

3.696 

Command 

Tertiary Sandstone 

31.354 

Command 

Older Alluvium 

3.352 


with 

Pumpset 


( 9 ) ( 10 ) 


17 17 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

60,000 

50,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

200,000 

150,000 

120 

300,000 

250,000 

120 

200,000 

150,000 

120 

300,000 

250,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

120 

300,000 

250,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

60,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

50,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

50,000 

120 

90,000 

70,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

50,000 

30,000 

120 

200,000 

150,000 

120 

300,000 

250,000 

120 

200,000 

150,000 



Tube Wells with 
Wells Pumpset 


MCM 


( 15 ) 


0.102 





















































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


16003018 


Sumeriya 


Surajpura 


SWAROOP DESAR 


Taliwala 


Tolasar 


Udaipur Godaran 


Udaipur Musalmanan 


Udaipur Udasar 


Balan 


Bangothri Kalan 


Bangothri Khurd 


Bas Bhamreend 


Bas Govindsingh 


Bas Kirtan 


Bas Mam raj 


Beeran 


Beeslan 


Beri 


Bewad 


Bhabhreend 


Bhainsali 


Bhakhran 


Bhojan 


Bishanpura 


Bishanpura ( Naya 


0804000300604500 


0803000300511900 


0802000500447200 


0803000300511200 


0804000300604400 


0801000900294500 


0801000900295500 


0801000900294400 


0804000200597900 


0805000200695200 


0805000200695100 


0804000200598200 


0804000200603300 


0804000200600700 


0804000200603100 


0804000200597800 


0804000200591100 


0805000200695300 


0804000200598900 


0804000200598700 


0804000200598600 


0804000200591300 


0804000200597300 


0805000200697000 


0805000200696800 


22.184 Fresh 


7.755 Saline 


10.583 Saline 


46.775 Fresh 


Saline 


23.732 Fresh 


4.723 Saline 


4.650 Saline 





IGNP Canal System Stage I 


Non-command 





17.322 


5.169 


1.060 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


IGNP Canal System 


Non-command 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


IGNP Canal System 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Older Alluvium 

11.629 

Non-command 

Tertiary Sandstone 

2.398 

Command 

Older Alluvium 

0.821 

Non-command 

Older Alluvium 

38.155 

Non-command 

Tertiary Sandstone 

0.436 

Command 

Older Alluvium 

2.651 

Command 

Younger Alluvium 

1.058 

Non-command 

Older Alluvium 

8.743 

Non-command 

Younger Alluvium 

4.127 

Command 

Tertiary Sandstone 

7.611 

Command 

Younger Alluvium 

0.309 

Non-command 

Tertiary Sandstone 

3.225 

Non-command 

Younger Alluvium 

8.650 

Command 

Older Alluvium 

96.439 

Command 

Younger Alluvium 

3.810 

Command 

Older Alluvium 

13.892 

Command 

Younger Alluvium 

0.544 

Command 

Younger Alluvium 

22.184 

Non-command 

Older Alluvium 

7.755 

Command 

Older Alluvium 

3.963 

Command 

Younger Alluvium 

6.392 

Command 

Older Alluvium 

0.218 

Command 

Older Alluvium 

44.930 

Command 

Younger Alluvium 

23.572 

Non-command 

Younger Alluvium 

4.723 

Command 

Younger Alluvium 

0.493 

Non-command 

Younger Alluvium 

4.157 

Non-command 

Younger Alluvium 

9.984 

Non-command 

Older Alluvium 

0.006 

Non-command 

Older Alluvium 

4.860 

Non-command 

Older Alluvium 

0.348 

Non-command 

Older Alluvium 

2.066 

Non-command 

Older Alluvium 

7.867 

Non-command 

Older Alluvium 

12.950 

Non-command 

Older Alluvium 

0.926 

Non-command 

Older Alluvium 

6.095 

Non-command 

Older Alluvium 

0.004 

Non-command 

Older Alluvium 

3.212 

Non-command 

Older Alluvium 

1.285 

Non-command 

Older Alluvium 

2.591 

Non-command 

Older Alluvium 

4.143 

Non-command 

Older Alluvium 

9.881 

Non-command 

Older Alluvium 

10.535 

Non-command 

Older Alluvium 

19.951 

Non-command 

Older Alluvium 

1.018 

Non-command 

Older Alluvium 

7.113 

Non-command 

Older Alluvium 

0.601 

Non-command 

Older Alluvium 

22.683 

Non-command 

Older Alluvium 

0.008 

Non-command 

Older Alluvium 

6.770 

Non-command 

Older Alluvium 

15.242 

Non-command 

Older Alluvium 

5.169 

Non-command 

Older Alluvium 

1.060 


with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

200,000 

150,000 

120 

300,000 

250,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

70,000 

50,000 

120 

60,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

50,000 

120 

200,000 

150,000 

120 

250,000 

200,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

60,000 

50,000 

120 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

120 

200,000 

150,000 

120 

90,000 

70,000 

120 

60,000 

50,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

110,000 

90,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

110,000 

90,000 

120 

110,000 

90,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 



1.318 

1.318 

1.382 

1.382 



0.324 

0.324 

0.346 

0.346 













































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Chak Gadoli @ Kerp 


Chhapra 


Dhani Khudani 


Dheendhwa Athoona 


Dheendhwa Nichla 


Doodwa 


Dulaniya 


Gadoli 


Gagarwas 


Gothyan Chhoti 


Gugalwa 


Hameenpur 


Harpaloo Patram 


Jatoowas 


Jeeram Bas 


Jhanbar 


Kaji 


Kalri 


Kaman 


Kandran 


Khairoo Bari 


Khairoo Chhoti 


Khundiya Bas 


Kirtan 


Lasedi 


Leekhwa 


Lutana Magni 


Lutana Magnibas 


Lutana Poorn 


Lutana Raju 


Mithi 


Morwa 


Nawan 


Noohand 


Panthariya 


Pilani ( Rural) 


Pilani (M) 


Purohiton Ka Bas 


Ragha Bari 


Ragha Chhoti 


Rampura 


Rayla 


Sadau 


Sardarpura 


Shyopura 


Sujdola 


Suratpura 


0805000200696700 


0805000200695400 


0804000200597600 


0805000200697700 


0805000200697600 


0805000200695800 


0805000200696300 


0805000200696500 


0804000200591200 


0804000200598100 


sq.km 


( 4 ) 


4.396 


10.280 


5.917 


6.455 


7.430 


11.268 


17.833 


4.785 


10.184 


0805000200696600 

4.996 

0804000200591900 

8.364 

0804000200591600 

6.235 

0804000200597500 

3.244 

0804000200589900 

8.136 

0805000200695000 

10.259 

0804000200597200 

12.570 

0804000200597400 

3.659 

0804000200591800 

8.978 

0804000200597700 

6.891 


0804000200591400 

2.805 

0804000200598500 

2.820 

0804000200598300 

7.797 


0804000200590600 

12.649 

0805000200695700 

18.115 

0804000200590100 

7.628 

0804000200590200 

1.920 

0804000200590500 

5.385 

0804000200590000 

2.701 

0804000200586800 

13.392 

0805000200697200 

7.845 

0804000200600800 

29.284 

0804000200603200 

9.342 

0805000200697100 

5.160 

0805000200696900 

1.146 

0805000240505000 

10.816 

0805000200696400 

2.502 

0804000200591500 

9.202 

0804000200591700 

9.378 

0804000200598400 

11.822 



0805000200694900 

8.088 

0804000200590900 

14.370 

0805000200695500 

3.128 

0804000200586700 

5.681 

0805000200695600 

10.634 

0804000200590800 

18.195 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Older Alluvium 

4.396 

Non-command 

Older Alluvium 

10.280 

Non-command 

Older Alluvium 

5.650 

Non-command 

Older Alluvium 

3.213 

Non-command 

Older Alluvium 

0.773 

Non-command 

Older Alluvium 

6.093 

Non-command 

Older Alluvium 

0.809 

Non-command 

Older Alluvium 

4.785 

Non-command 

Older Alluvium 

0.006 

Non-command 

Older Alluvium 

10.178 

Non-command 

Older Alluvium 

0.008 

Non-command 

Older Alluvium 

5.752 

Non-command 

Older Alluvium 

0.005 

Non-command 

Older Alluvium 

4.123 

Non-command 

Older Alluvium 

4.996 

Non-command 

Older Alluvium 

0.137 

Non-command 

Older Alluvium 

3.281 

Non-command 

Older Alluvium 

3.244 

Non-command 

Older Alluvium 

0.130 

Non-command 

Older Alluvium 

9.616 

Non-command 

Older Alluvium 

0.438 

Non-command 

Older Alluvium 

3.588 

Non-command 

Older Alluvium 

0.751 

Non-command 

Older Alluvium 

0.001 

Non-command 

Older Alluvium 

6.890 

Non-command 

Older Alluvium 

2.805 

Non-command 

Older Alluvium 

2.820 

Non-command 

Older Alluvium 

4.110 

Non-command 

Older Alluvium 

3.687 

Non-command 

Older Alluvium 

10.694 

Non-command 

Older Alluvium 

15.599 

Non-command 

Older Alluvium 

2.604 

Non-command 

Older Alluvium 

0.493 

Non-command 

Older Alluvium 

2.044 

Non-command 

Older Alluvium 

0.762 

Non-command 

Older Alluvium 

0.044 

Non-command 

Older Alluvium 

3.333 

Non-command 

Older Alluvium 

7.226 

Non-command 

Older Alluvium 

0.183 

Non-command 

Older Alluvium 

5.044 

Non-command 

Older Alluvium 

0.203 

Non-command 

Older Alluvium 

7.079 

Non-command 

Older Alluvium 

2.204 

Non-command 

Older Alluvium 

9.160 

Non-command 

Older Alluvium 

8.789 

Non-command 

Older Alluvium 

10.943 

Non-command 

Older Alluvium 

0.879 

Non-command 

Older Alluvium 

2.264 

Non-command 

Older Alluvium 

14.008 

Non-command 

Older Alluvium 

3.128 

Non-command 

Older Alluvium 

1.177 

Non-command 

Older Alluvium 

10.634 

Non-command 

Older Alluvium 

0.015 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

70,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

110,000 

90,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

110,000 

90,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

110,000 

90,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

110,000 

90,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

110,000 

90,000 

120 

100,000 

70,000 

120 

110,000 

90,000 

120 

100,000 

70,000 

120 

110,000 

90,000 

120 

200,000 

150,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 


( 14 ) ( 15 ) 


0.324 



0.270 

0.270 

0.018 

0.042 

- 

- 

0.454 

0.454 

0.151 

0.151 

0.162 

0.162 

0.173 

0.173 

0.025 

0.025 



0.486 

0.486 

0.008 

0.008 

0.810 

0.810 













































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


16003019 



Than Mathooi 


Vidyavihar (M) 


Ajeetsar 


Alakhpura Bogan 


Anandwasi 


Armalsar 


Aspalsar Khamera 


Aspalsar Kuntalsar 


Aspalsar Muglera 


Bachharara Bara 


Badhan Ki Dhani 


Badriya 


Badusar 


Bagri 


Balrasar Athoona 


Banai 


Bandhnau Dikhnada 


Barjangsar 


Barlajsar 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Census Code 

Area 


sq.km 

( 3 ) 

( 4 ) 



0804000200591000 

18.142 

0805000240506000 

3.984 

0804000300621000 

35.292 


0813000201679800 

12.946 

0804000300620600 

14.661 

0804000300619200 

11.743 



Asalsar 

0804000300620900 

37.155 

Fresh 

Asoosar 

0804000300618400 

7.573 

Saline 

Aspalsar Bara 

0804000300611200 

9.448 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Aspalsar Bhainsera 

0804000300611600 

9.327 

Saline 

Aspalsar Dhurkera 

0804000300611400 

9.536 

Saline 


Non-command 


IGNP Canal System 



0804000300611500 


0804000300611100 


7.453 Saline 


22.305 Fresh 


Saline 


Non-command 


Non-command 


Non-command 


IGNP Canal System 



0804000300611800 

5.185 

0804000600648700 

6.506 



0804000600642200 

30.497 

0804000300608800 

22.508 


0813000201671200 

11.381 

0813000201671500 

11.405 

0804000400624500 

14.621 

0813000201676100 

4.350 

0804000300616200 

25.489 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


IGNP Canal System 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


30.856 Fresh Non-command 



0804000300608100 


0804000300619000 


37.626 Saline IGNP Canal System 


7.286 Fresh Non-command 


Basni 

0813000201676400 

4.960 

Fresh 

Batranau 

0813000201670500 

9.052 

Fresh 

Bayla 

0804000300610800 

18.509 

Fresh 

Beekamsara 

0804000300616600 

31.367 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Beeramsar 


0804000600650700 


13.889 Fresh 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Older Alluvium 

18.180 

Non-command 

Older Alluvium 

5.785 

Non-command 

Older Alluvium 

0.003 

Non-command 

Older Alluvium 

34.836 

Non-command 

Older Alluvium 

0.457 

Non-command 

Older Alluvium 

2.444 

Non-command 

Older Alluvium 

14.661 

Non-command 

Older Alluvium 

4.018 

Non-command 

Vindhyan Sandstone 

7.725 

Non-command 

Older Alluvium 

37.155 

Non-command 

Older Alluvium 

0.091 

Command 

Vindhyan Sandstone 

1.353 

Non-command 

Vindhyan Sandstone 

7.909 

Non-command 

Younger Alluvium 

0.187 

Non-command 

Vindhyan Sandstone 

9.327 

Command 

Vindhyan Sandstone 

6.698 

Command 

Younger Alluvium 

2.628 

Non-command 

Vindhyan Sandstone 

0.209 

Non-command 

Vindhyan Sandstone 

7.447 

Non-command 

Younger Alluvium 

0.244 

Command 

Vindhyan Sandstone 

0.016 

Command 

Younger Alluvium 

8.673 

Non-command 

Vindhyan Sandstone 

0.100 

Non-command 

Younger Alluvium 

13.274 

Non-command 

Vindhyan Sandstone 

2.941 

Non-command 

Younger Alluvium 

0.323 

Non-command 

Younger Alluvium 

5.185 

Non-command 

Older Alluvium 

1.695 

Non-command 

Older Alluvium 

4.810 

Non-command 

Older Alluvium 

2.781 

Non-command 

Older Alluvium 

6.315 

Non-command 

Vindhyan Sandstone 

0.000 

Command 

Younger Alluvium 

14.693 

Command 

Younger Alluvium 

0.086 

Non-command 

Older Alluvium 

11.381 

Non-command 

Older Alluvium 

2.201 

Non-command 

Older Alluvium 

13.447 

Non-command 

Older Alluvium 

3.296 

Non-command 

Older Alluvium 

0.630 

Non-command 

Vindhyan Sandstone 

3.237 

Non-command 

Older Alluvium 

11.794 

Non-command 

Vindhyan Sandstone 

5.884 

Non-command 

Younger Alluvium 

3.312 

Command 

Vindhyan Sandstone 

5.185 

Command 

Younger Alluvium 

7.549 

Non-command 

Older Alluvium 

1.134 

Non-command 

Vindhyan Sandstone 

6.152 

Non-command 

Older Alluvium 

4.899 

Non-command 

Older Alluvium 

9.052 

Non-command 

Younger Alluvium 

1.694 

Non-command 

Older Alluvium 

8.167 

Non-command 

Younger Alluvium 

23.200 

Non-command 

Older Alluvium 

3.700 



with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

110,000 

90,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

40,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

100,000 

70,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 



0.006 

0.006 

0.004 

0.004 






























































































































































































































































































































































































































































































































































































































































Micro-watershed 



Bhairoosar 


Bhanipura 


Bhaoji Ki Dhani 


Bheekamsara 


Bheenwsar 


Bhuma Bara 


Bhuma Chhota 


Bibipur Bara 


Bibipur Chhota 


Biraniya 


Boojiyanau 


Bukansar Bara 


Bukansar Chhota 


Chacheewad Bara 


Chainpura 


Chak Jaleu 


Chak Ramsara 


Charanwasi 


Chhabri Khari 


Chhabri Meethi 


Chhajoosar 


Chhajusar 


Chhotriya 


Dagra 


Dandoosar 


Dantru 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


0804000300621400 

5.669 

0804000300608700 

23.537 



0813000201670400 

3.190 

0813000101667000 

3.987 

0804000300613900 

12.810 



Bhojasar Bara 

0813000201684200 

14.125 

Fresh 

Bhojdesar 

0813000101662600 

5.226 

Fresh 

Bhojrasar 

0804000300611900 

30.745 

Fresh 


( 6 ) 


Non-command 


Non-command 


IGNP Canal System 


IGNP Canal System 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0813000201676200 

6.876 

0813000201676300 

11.665 

0813000101668200 

13.371 

0813000101668100 

8.231 

0813000101666600 

13.773 

0813000201670800 

3.813 

0804000300608500 

46.513 


0804000300613700 

13.235 

0813000101667500 

18.895 



0804000600644200 

17.006 

0804000600643700 

2.012 


0804000300619600 

0.668 

0804000600651500 

8.111 

0804000600651000 

19.550 


0804000600650400 

12.723 

0804000300621700 

13.936 

0804000400629000 

10.278 

0804000600642900 

7.502 

0813000201671400 

5.157 

0804000300618700 

7.798 

0813000101667800 

19.147 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Dantujala 

0813000201675900 

7.384 

Fresh 

Daudsar 

0804000600643300 

48.300 

Fresh 

Deenarpura 

0813000101666400 

9.797 

Fresh 

Deepsar 

0804000600652000 

11.102 

Saline 

Deewanji Ka Bas 

0813000201677200 

5.774 

Fresh 

Degan 

0804000300619900 

16.769 

Fresh 

Derajsar 

0804000300621100 

26.369 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Older Alluvium 

10.189 

Non-command 

Older Alluvium 

5.669 

Command 

Younger Alluvium 

4.798 

Command 

Younger Alluvium 

18.739 

Non-command 

Older Alluvium 

3.190 

Non-command 

Older Alluvium 

0.558 

Non-command 

Older Alluvium 

1.806 

Non-command 

Vindhyan Sandstone 

11.004 

Non-command 

Older Alluvium 

1.348 

Non-command 

Older Alluvium 

2.624 

Non-command 

Vindhyan Sandstone 

0.272 

Non-command 

Younger Alluvium 

12.097 

Non-command 

Vindhyan Sandstone 

8.560 

Non-command 

Younger Alluvium 

9.816 

Non-command 

Older Alluvium 

4.322 

Non-command 

Vindhyan Sandstone 

7.040 

Non-command 

Older Alluvium 

4.309 

Non-command 

Older Alluvium 

13.191 

Non-command 

Older Alluvium 

5.483 

Non-command 

Older Alluvium 

11.665 

Non-command 

Older Alluvium 

0.113 

Non-command 

Older Alluvium 

0.503 

Non-command 

Older Alluvium 

11.140 

Non-command 

Older Alluvium 

3.813 

Command 

Younger Alluvium 

46.241 

Non-command 

Younger Alluvium 

0.271 

Non-command 

Vindhyan Sandstone 

13.235 

Non-command 

Older Alluvium 

2.763 

Non-command 

Older Alluvium 

0.075 

Non-command 

Older Alluvium 

4.885 

Non-command 

Younger Alluvium 

0.027 

Non-command 

Older Alluvium 

17.006 

Non-command 

Older Alluvium 

1.028 

Non-command 

Older Alluvium 

0.984 

Non-command 

Vindhyan Sandstone 

0.668 

Non-command 

Older Alluvium 

0.011 

Non-command 

Older Alluvium 

0.913 

Non-command 

Older Alluvium 

14.084 

Non-command 

Older Alluvium 

8.505 

Non-command 

Older Alluvium 

4.152 

Non-command 

Older Alluvium 

5.204 

Non-command 

Older Alluvium 

3.610 

Non-command 

Older Alluvium 

1.638 

Non-command 

Older Alluvium 

5.978 

Non-command 

Older Alluvium 

19.051 

Non-command 

Younger Alluvium 

0.096 

Non-command 

Older Alluvium 

3.907 

Non-command 

Older Alluvium 

48.300 

Non-command 

Older Alluvium 

3.851 

Non-command 

Older Alluvium 

2.777 

Non-command 

Older Alluvium 

0.003 

Non-command 

Vindhyan Sandstone 

14.080 

Non-command 

Older Alluvium 

10.454 



with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

150,000 

110,000 

120 

60,000 

50,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM 


( 15 ) 


0.004 


0.014 



0.092 

0.178 

0.017 

0.028 

0.004 

0.004 



0.008 

0.019 

0.004 

0.004 

0.118 

0.183 



0.144 0.006 









































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Dhadhariya Baneerot 


Dhadhariya Charnan 


Dhanani 


Dhani Baijnath 


Dhani Charan 


Dhani Charnan 


Dhani Degan 


Dhani Doodgir 


Dhani Kalera 


Dhani Pachera 


Dhani Ridmal 


DhaniSuhana 


DhaniTeeba 


Dheerasar Beekan 


Dheerasar Charnan 


Dheerasar Shekhawat 


Dhodhliya 


Dudhwa Meetha 


Dulrasar 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Census Code 

Area 



sq.km 


( 3 ) 

( 4 ) 

( 5 ) 



Saline 

0804000400624300 

18.145 

Saline 

0804000400624400 

15.437 

Saline 

0813000201677300 

9.931 

Fresh 

0813000101662400 

2.642 

Fresh 

0813000201676900 

2.113 

Fresh 

0804000300613300 

5.573 

Saline 

0804000300619800 

8.671 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0804000300612400 

8.543 

0804000300614600 

6.015 

0804000300612200 

14.818 

0813000101667300 

3.467 

0804000300614200 

8.782 

0813000201671300 

1.174 

0804000400627900 

5.453 

0804000400627700 

12.819 

0804000400627800 

7.057 

0804000400627600 

24.257 


0804000400624600 

23.706 

0804000300619700 

16.193 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Fransa 

0804000600651700 

8.159 

Saline 

Gajoosar 

0804000300613600 

11.814 

Saline 

Ghadsisar 

0804000300610200 

67.815 

Fresh 

Ghumanda 

0804000600648900 

10.771 

Saline 

Girgichiya 

0804000300614100 

39.771 

Fresh 

Gogasar 

0804000600644300 

9.103 

Fresh 

Golsar 

0804000600644400 

27.446 

Fresh 

Gomtiya 

0804000300616400 

8.267 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Gorisar 


Gusainsar 


Halasar 


0804000600643800 


Hansasar 


Hanumanpura 


Har Desar 


Hardesar 


Haripura 


Hariyasar Gharsotan 


Hariyasar Jatan 


Harpalsar 


0804000300618600 


0804000300617500 


29.393 Fresh 


Saline 


0804000600649000 

13.862 

0804000300608900 

25.425 




Saline 


20.890 Fresh 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


Non-command 


IGNP Canal System 


Non-command 


0804000600644500 

16.047 

0804000600643500 

5.008 

0804000600650500 

14.599 

0804000300608600 

47.409 



0804000600648000 

1.243 

0804000300614000 

24.871 



Non-command 


Non-command 


Non-command 


IGNP Canal System 


IGNP Canal System 


Non-command 


Non-command 


Saline Non-command 


8.217 Saline Non-command 


13.460 Saline Non-command 



Hirajsar 


0804000300614800 


11.385 Fresh Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Older Alluvium 

15.915 

Non-command 

Older Alluvium 

18.145 

Non-command 

Older Alluvium 

15.437 

Non-command 

Older Alluvium 

1.287 

Non-command 

Older Alluvium 

1.371 

Non-command 

Older Alluvium 

0.841 

Non-command 

Older Alluvium 

0.874 

Non-command 

Older Alluvium 

1.788 

Non-command 

Vindhyan Sandstone 

6.882 

Non-command 

Vindhyan Sandstone 

1.389 

Non-command 

Younger Alluvium 

6.015 

Non-command 

Vindhyan Sandstone 

7.644 

Non-command 

Older Alluvium 

3.467 

Non-command 

Younger Alluvium 

8.782 

Non-command 

Older Alluvium 

0.057 

Non-command 

Older Alluvium 

5.453 

Non-command 

Older Alluvium 

12.819 

Non-command 

Older Alluvium 

7.057 

Non-command 

Older Alluvium 

11.120 

Non-command 

Older Alluvium 

13.136 

Non-command 

Older Alluvium 

11.717 

Non-command 

Older Alluvium 

5.506 

Non-command 

Vindhyan Sandstone 

10.687 

Non-command 

Older Alluvium 

1.757 

Non-command 

Vindhyan Sandstone 

11.814 

Non-command 

Younger Alluvium 

2.338 

Non-command 

Older Alluvium 

10.641 

Non-command 

Younger Alluvium 

39.771 

Non-command 

Older Alluvium 

9.103 

Non-command 

Older Alluvium 

9.773 

Non-command 

Older Alluvium 

0.153 

Non-command 

Younger Alluvium 

8.114 

Non-command 

Older Alluvium 

24.341 

Non-command 

Older Alluvium 

0.727 

Non-command 

Older Alluvium 

7.393 

Command 

Younger Alluvium 

18.437 

Non-command 

Younger Alluvium 

0.534 

Command 

Younger Alluvium 

0.462 

Non-command 

Older Alluvium 

0.468 

Non-command 

Vindhyan Sandstone 

0.158 

Non-command 

Older Alluvium 

6.329 

Non-command 

Older Alluvium 

4.899 

Non-command 

Older Alluvium 

14.599 

Command 

Younger Alluvium 

1.388 

Command 

Younger Alluvium 

41.321 

Non-command 

Older Alluvium 

1.243 

Non-command 

Vindhyan Sandstone 

8.428 

Non-command 

Younger Alluvium 

5.845 

Non-command 

Vindhyan Sandstone 

10.598 

Non-command 

Older Alluvium 

8.120 

Non-command 

Older Alluvium 

12.993 

Non-command 

Vindhyan Sandstone 

0.467 

Non-command 

Younger Alluvium 

6.806 


with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

50,000 

30,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

60,000 

50,000 

120 

90,000 

70,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

50,000 

40,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 





0.006 

0.164 

0.004 

0.004 

0.017 

0.028 

0.006 

0.020 



0.004 

0.004 

0.012 

0.336 

0.030 

0.066 

0.048 

0.055 

0.006 

0.013 

0.186 

0.409 

0.144 

0.223 

0.004 

0.004 

0.004 

0.010 

0.006 

0.071 



0.012 

0.012 

0.036 

0.036 






















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 




Hudera 


Jaisangsar 


Jajod 


Jaleu Bari 


Jaleu Chhoti 


Jalpan Garbi 


Jandwa 


Jasasar 


Jasrasar 


Jethwan Ka Bas 


Jetsi Sariya 


Juharpura 


Kadiya 


Kaklasar 


Kaloosar 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Census Code 

Area 


sq.km 

( 3 ) 

( 4 ) 

0813000101665900 

8.279 

0804000300617900 

37.684 

0813000201676800 

21.729 

0804000600647800 

16.688 

0804000600643900 

4.275 

0804000300613100 

4.019 

0804000600648600 

12.410 



0804000400628000 

28.206 

0804000400628200 

36.404 



0813000101667700 

5.196 

0804000300612100 

11.133 

0804000400628500 

5.714 

0804000600650900 

15.809 


0804000300621600 

7.575 

0804000300618900 

8.102 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Saline Non-command 



Kalyanpura 

0813000101662500 

7.284 

Fresh 

Kalyanpura Bidawata 

0804000300617100 

23.205 

Fresh 


Non-command 


Non-command 


Kalyanpura Purohita 

0804000300619500 

18.593 

Fresh 

Kamasar 

0804000300619100 

17.445 

Fresh 


Kanarwas 


Kandlau 


Kangar 


Karanga Bara 


Karanga Chhota 


Khaliya Nau 


Khariya 


Khariya Kaniram 


Non-command 


Non-command 





Saline 

0804000300612500 

35.888 

Saline 

0813000201670600 

9.448 

Fresh 

0804000600643200 

18.994 

Fresh 

0813000101667200 

13.908 

Fresh 

0813000101667100 

11.851 

Fresh 

0813000201670700 

6.386 

Fresh 

0804000600648100 

6.888 

Saline 

0804000700666900 

19.720 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kheenwansar 

0804000300621500 

5.006 

Saline 

Khejr Uttarada 

0804000300608400 

34.233 

Saline 


Khejra Dikhnada 


Kheri Dookiya 


Khileriya 


Khudera Beekan 


Khudera Bidawatan 


Non-command 



0804000300611300 


Non-command 


26.341 Saline IGNP Canal System 



0813000201676000 

9.732 

0804000300620500 

7.012 

0804000600648200 

7.935 

0804000600648400 

4.824 



Khudera Charnan 


0804000600648300 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Older Alluvium 

6.110 

Non-command 

Older Alluvium 

29.915 

Non-command 

Older Alluvium 

19.183 

Non-command 

Older Alluvium 

0.008 

Non-command 

Older Alluvium 

2.172 

Non-command 

Older Alluvium 

1.682 

Non-command 

Older Alluvium 

0.686 

Non-command 

Older Alluvium 

1.209 

Non-command 

Older Alluvium 

28.206 

Non-command 

Older Alluvium 

11.700 

Non-command 

Older Alluvium 

14.445 

Non-command 

Older Alluvium 

6.680 

Non-command 

Vindhyan Sandstone 

12.608 

Non-command 

Vindhyan Sandstone 

1.274 

Non-command 

Older Alluvium 

5.196 

Non-command 

Vindhyan Sandstone 

11.133 

Non-command 

Older Alluvium 

4.705 

Non-command 

Older Alluvium 

0.040 

Non-command 

Older Alluvium 

15.769 

Non-command 

Older Alluvium 

5.918 

Non-command 

Older Alluvium 

0.201 

Non-command 

Vindhyan Sandstone 

0.113 

Non-command 

Older Alluvium 

6.524 

Non-command 

Vindhyan Sandstone 

1.265 

Non-command 

Older Alluvium 

1.030 

Non-command 

Older Alluvium 

0.293 

Non-command 

Vindhyan Sandstone 

22.912 

Non-command 

Vindhyan Sandstone 

18.593 

Non-command 

Older Alluvium 

3.763 

Non-command 

Vindhyan Sandstone 

0.051 

Non-command 

Older Alluvium 

13.631 

Non-command 

Vindhyan Sandstone 

8.837 

Non-command 

Older Alluvium 

9.446 

Non-command 

Older Alluvium 

18.994 

Non-command 

Older Alluvium 

13.729 

Non-command 

Older Alluvium 

7.531 

Non-command 

Older Alluvium 

6.386 

Non-command 

Older Alluvium 

6.881 

Non-command 

Older Alluvium 

4.527 

Non-command 

Younger Alluvium 

9.425 

Non-command 

Older Alluvium 

5.006 

Command 

Vindhyan Sandstone 

16.489 

Command 

Younger Alluvium 

1.894 

Non-command 

Vindhyan Sandstone 

15.450 

Command 

Vindhyan Sandstone 

7.736 

Command 

Younger Alluvium 

4.549 

Non-command 

Vindhyan Sandstone 

14.055 

Non-command 

Older Alluvium 

7.905 

Non-command 

Older Alluvium 

7.012 

Non-command 

Older Alluvium 

7.935 

Non-command 

Older Alluvium 

0.048 

Non-command 

Older Alluvium 

4.776 

Non-command 

Older Alluvium 

0.439 


with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

100,000 

70,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

150,000 

110,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

60,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

90,000 

60,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

60,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM 


( 15 ) 


0.118 


0.007 


0.104 



0.076 

0.130 

0.450 

0.551 

0.126 

0.223 

0.084 

0.095 

0.025 

0.057 

0.004 

0.004 



0.004 

0.004 

0.054 

0.342 

0.030 

0.037 

0.004 

0.004 






























































































































































































































































































































































































































































































































































































































































































Micro-watershed 




Khundiya 


Khuri 


Kishanpura 


Kunsisar 


Kusum Desar 


Ladhasar 


Loonchh 


Malaksar 


Malasar 


Malpur 


Malsar 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Census Code 

Area 


sq.km 

( 3 ) 

( 4 ) 



0804000300610300 

6.869 

0804000700666400 

36.368 

0813000101666300 

8.433 

0804000400624200 

21.964 

0804000600651600 

15.422 

0804000600644100 

25.440 

0804000600649400 

24.373 

0804000300610900 

29.950 

0804000600643100 

23.235 

0804000600647900 

11.007 

0804000300611000 

67.519 



Malsi Bas 

0813000201676700 

3.484 

Fresh 

Mandela Bara 

0813000101666800 

9.146 

Fresh 

Mangasar 

0804000300620700 

12.080 

Fresh 


( 6 ) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


Non-command 


IGNP Canal System 


Non-command 


Non-command 


Non-command 


Non-command 


Mardatoo Bari 

0813000101668000 

9.539 

Fresh 

Mardatoo Chhoti 

0813000101667900 

5.805 

Fresh 

Meghsar 

0804000400629600 

8.562 

Fresh 

Mehrasar Chachera 

0804000300619300 

11.988 

Fresh 


Mehrasar Chhanna 


Meloosar 


Mitasar 


Moleesar Bara 


Molisar Chhota 


Nainasar 


Nakrasar 


Nari 


Narsas 


Naya Bas 


Nyama 


Phogabas Hemran 


Phogabas Malwan 


Pichakarae Tal 


Non-command 


Non-command 


Non-command 


Non-command 



0804000300614700 

12.314 

0804000600643000 

22.476 

0804000300616500 

38.896 

0804000400628600 

4.974 

0804000600648500 

13.240 


0804000300618000 

9.064 

0804000400627500 

26.546 


0813000101665800 

13.536 

0813000201677000 

12.728 

0813000101668300 

10.260 

0804000700667000 

19.248 



0804000300613400 


0804000300613200 


0804000300608300 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


22.885 Fresh Non-command 


Phoga Sugharwas 

0804000300612300 

8.391 

Saline 

Phogabas Bharthari 

0804000300613500 

11.689 

Saline 




Poonani 


0813000201677100 


5.853 Saline Non-command 


2.680 Saline Non-command 


25.604 Saline IGNP Canal System 


7.855 Saline IGNP Canal System 


4.258 Fresh Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Older Alluvium 

5.454 

Non-command 

Younger Alluvium 

2.212 

Non-command 

Younger Alluvium 

1.537 

Non-command 

Older Alluvium 

8.433 

Non-command 

Older Alluvium 

9.094 

Non-command 

Older Alluvium 

4.149 

Non-command 

Older Alluvium 

18.010 

Non-command 

Older Alluvium 

8.704 

Non-command 

Younger Alluvium 

5.204 

Non-command 

Older Alluvium 

23.235 

Non-command 

Older Alluvium 

2.896 

Command 

Younger Alluvium 

5.204 

Non-command 

Younger Alluvium 

57.410 

Command 

Younger Alluvium 

2.639 

Non-command 

Younger Alluvium 

2.242 

Non-command 

Older Alluvium 

3.484 

Non-command 

Older Alluvium 

0.658 

Non-command 

Older Alluvium 

12.054 

Non-command 

Vindhyan Sandstone 

0.027 

Non-command 

Older Alluvium 

8.805 

Non-command 

Older Alluvium 

5.265 

Non-command 

Older Alluvium 

0.129 

Non-command 

Older Alluvium 

2.727 

Non-command 

Vindhyan Sandstone 

9.261 

Non-command 

Younger Alluvium 

5.926 

Non-command 

Older Alluvium 

22.476 

Non-command 

Younger Alluvium 

38.896 

Non-command 

Older Alluvium 

2.774 

Non-command 

Older Alluvium 

4.345 

Non-command 

Older Alluvium 

2.042 

Non-command 

Older Alluvium 

5.770 

Non-command 

Older Alluvium 

14.533 

Non-command 

Older Alluvium 

12.012 

Non-command 

Older Alluvium 

0.001 

Non-command 

Older Alluvium 

0.003 

Non-command 

Older Alluvium 

0.068 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

7.620 

Non-command 

Younger Alluvium 

0.147 

Non-command 

Older Alluvium 

9.797 

Non-command 

Vindhyan Sandstone 

9.367 

Non-command 

Vindhyan Sandstone 

0.128 

Non-command 

Older Alluvium 

1.081 

Non-command 

Vindhyan Sandstone 

6.353 

Non-command 

Older Alluvium 

1.833 

Non-command 

Vindhyan Sandstone 

0.951 

Non-command 

Older Alluvium 

2.415 

Non-command 

Vindhyan Sandstone 

0.265 

Command 

Vindhyan Sandstone 

12.137 

Command 

Younger Alluvium 

0.788 

Command 

Vindhyan Sandstone 

4.814 

Command 

Younger Alluvium 

3.041 

Non-command 

Older Alluvium 

0.002 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

150,000 

110,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

150,000 

110,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

150,000 

110,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

90,000 

60,000 

120 

60,000 

50,000 

120 

50,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 



Tube Wells with 
Wells Pumpset 


MCM 


( 15 ) 


0.011 





























































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

Poonusar 

0804000300610400 

19.743 

Fresh 

Poti 

0804000400628300 

13.461 

Fresh 

Pulasar 

0804000300618800 

11.293 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 



Punsisar 


0804000300613800 


Saline Non-command 


11.326 Saline Non-command 


Rajas 

0813000201676500 

9.537 

Fresh 

Rajasar Beekan 

0804000300614900 

64.446 

Fresh 

Ramdeora 

0804000400627400 

7.080 

Saline 

Rampura 

0813000101666100 

5.671 

Fresh 

Rampura Bas Jasrasa 

0804000400627300 

17.017 

Saline 

Ramsara Pariharan 

0804000300617200 

13.553 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Ramsisar 

0813000101659300 

25.362 

Fresh 

Ramsisar Bhedwaliya 

0804000300614400 

21.372 

Fresh 

Ramsisar Chainaniya 

0804000300614500 

8.583 

Fresh 

Ramsisar Chhajalniy 

0804000300614300 

14.650 

Fresh 

Ranasar Beekan 

0804000300620800 

30.986 

Fresh 


Ransisar 


Ratangarh (M) 


Ratansara 


Raypuriya 


Rekh Geedhasar 


Rooplisar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0804000300605100 

46.654 

0804000640407000 

58.664 

0804000600643600 

14.686 


0804000400628100 

15.259 

0804000300607600 

8.381 

0804000300620400 

22.704 



Roroo Bari 

0813000201671100 

15.275 

Fresh 

Roroo Chhoti 

0813000201671000 

7.081 

Fresh 

Rosawa 

0813000101666200 

11.142 

Fresh 

Sadasar 

0804000300605400 

33.296 

Saline 

Sahabsar 

0813000101662800 

12.478 

Fresh 

Sahnali Bari 

0804000400628900 

8.835 

Fresh 

Sahnali Chhoti 

0804000400628800 

10.170 

Fresh 

Sajansar 

0804000300617300 

19.198 

Fresh 

Sandan 

0804000700666800 

15.022 

Saline 


IGNP Canal System 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sangasar 

0804000600650300 

12.783 

Saline 

Sardarshahar (M) 

0804000340403000 

41.022 

Fresh 


Sarsar 


Satra 


Sawai Balwaniyan 


Sawai Bari 


Non-command 


Non-command 



0804000300621200 


25.235 Fresh 


Saline 


0804000400628400 

25.123 

0804000300616900 

6.442 

0804000300617000 

14.756 




Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


14.895 Fresh Non-command 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Younger Alluvium 

5.477 

Non-command 

Older Alluvium 

2.002 

Non-command 

Older Alluvium 

0.836 

Non-command 

Vindhyan Sandstone 

0.022 

Non-command 

Older Alluvium 

10.435 

Non-command 

Older Alluvium 

0.451 

Non-command 

Vindhyan Sandstone 

10.875 

Non-command 

Older Alluvium 

9.537 

Non-command 

Younger Alluvium 

38.724 

Non-command 

Older Alluvium 

7.080 

Non-command 

Older Alluvium 

5.671 

Non-command 

Older Alluvium 

3.542 

Non-command 

Older Alluvium 

0.521 

Non-command 

Vindhyan Sandstone 

13.032 

Non-command 

Older Alluvium 

20.707 

Non-command 

Younger Alluvium 

21.372 

Non-command 

Younger Alluvium 

8.583 

Non-command 

Younger Alluvium 

14.650 

Non-command 

Older Alluvium 

24.271 

Non-command 

Vindhyan Sandstone 

6.716 

Command 

Younger Alluvium 

0.510 

Non-command 

Older Alluvium 

0.019 

Non-command 

Older Alluvium 

11.028 

Non-command 

Older Alluvium 

3.658 

Non-command 

Older Alluvium 

15.259 

Command 

Vindhyan Sandstone 

5.783 

Non-command 

Older Alluvium 

7.003 

Non-command 

Vindhyan Sandstone 

15.634 

Non-command 

Older Alluvium 

14.757 

Non-command 

Older Alluvium 

6.804 

Non-command 

Older Alluvium 

11.142 

Command 

Younger Alluvium 

0.356 

Non-command 

Older Alluvium 

0.113 

Non-command 

Older Alluvium 

5.571 

Non-command 

Older Alluvium 

0.585 

Non-command 

Older Alluvium 

19.198 

Non-command 

Older Alluvium 

0.265 

Non-command 

Younger Alluvium 

9.941 

Non-command 

Older Alluvium 

0.008 

Non-command 

Older Alluvium 

32.764 

Non-command 

Vindhyan Sandstone 

2.873 

Non-command 

Younger Alluvium 

1.313 

Non-command 

Older Alluvium 

0.106 

Non-command 

Vindhyan Sandstone 

3.965 

Non-command 

Older Alluvium 

2.520 

Non-command 

Older Alluvium 

22.716 

Non-command 

Older Alluvium 

22.220 

Non-command 

Older Alluvium 

6.442 

Non-command 

Older Alluvium 

13.342 

Non-command 

Vindhyan Sandstone 

1.410 

Non-command 

Younger Alluvium 

0.004 

Non-command 

Older Alluvium 

9.804 

Non-command 

Younger Alluvium 

5.091 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

60,000 

50,000 

120 

150,000 

110,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

60,000 

50,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

90,000 

70,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

150,000 

110,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

90,000 

60,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

150,000 

110,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.004 

0.022 

0.126 

0.223 

0.030 

0.088 

0.008 

0.008 

0.008 

0.019 



0.030 

0.030 

0.004 

0.004 



0.006 

0.114 

0.006 

0.251 

0.050 

0.147 

0.017 

0.017 

0.134 

0.177 




















































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


16003020 



Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 



Sawai Sanwal 


Sehla 


Sethon Ki Dhani 


Shekhisar 


Shekhiwas 


Shimla 


Shyopura 


Singri 


Somansar 


Sulkhaniya 


Suratpura 


Swami Ki Dhani 


Thathawata 


Thethaliya 


Thiriyasar 


Thithawata Bodiya 


Tidiyasar 


Udasar Bidawatan 


Udasar Charnan 


1 ASM 


1 B BARANI 


1 BBM 


1 BKK 


1 BPM 


1 BPSM 


1 BRN 


1 BWM 


1 CHN 


1 CYM 


1 DPN 


1 DWM 


1 DWSM 


Census Code 

Area 


sq.km 

( 3 ) 

( 4 ) 

0804000300616800 

6.877 

0804000600643400 

19.001 

0813000201676600 

2.808 

0813000101662700 

7.811 

0813000201670900 

2.218 

0804000300607500 

38.114 



0804000400629500 

14.577 

0804000300620300 

17.318 

0804000300618500 

5.530 

0804000600652100 

11.397 


0804000400628700 

13.728 

0813000101667400 

0.490 

0804000600650800 

10.525 


0813000101666000 

9.710 

0804000300612000 

11.153 

0813000101666500 

4.365 

0804000600650600 

25.479 


0804000300621300 

17.332 

0804000300619400 

4.272 



( 6 ) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


16.103 Fresh Non-command 



Saline Non-command 


6.150 Fresh Non-command 


Saline Non-command 


1AM 

0802000500425800 

2.257 

1 AMS 

0802000700476300 

3.924 



0802000500419800 

2.102 

0802000600450000 

6.985 

0802000700474700 

9.943 



0802000600459200 

2.634 

0802000300385800 

1.272 

0802000300385300 

4.609 

0802000200344400 

1.780 

0802000500433100 

4.750 

0802000700476900 

2.702 

0802000500434000 

1.071 

0802000700472500 

4.259 



0802000500431300 

2.274 

0802000500437800 

1.368 


IGNP Canal System 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System 


Nohar Sidhmukh 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


Bhakhra Canal 


IGNP Canal System 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System 


IGNP Canal System 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Older Alluvium 

6.877 

Non-command 

Older Alluvium 

19.001 

Non-command 

Older Alluvium 

2.808 

Non-command 

Older Alluvium 

6.993 

Non-command 

Older Alluvium 

2.218 

Command 

Vindhyan Sandstone 

6.881 

Non-command 

Vindhyan Sandstone 

1.133 

Non-command 

Older Alluvium 

0.131 

Non-command 

Vindhyan Sandstone 

5.854 

Non-command 

Older Alluvium 

3.508 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

11.397 

Non-command 

Older Alluvium 

7.671 

Non-command 

Older Alluvium 

0.490 

Non-command 

Older Alluvium 

2.763 

Non-command 

Older Alluvium 

7.763 

Non-command 

Older Alluvium 

9.710 

Non-command 

Vindhyan Sandstone 

11.153 

Non-command 

Older Alluvium 

3.253 

Non-command 

Older Alluvium 

0.150 

Non-command 

Older Alluvium 

25.329 

Non-command 

Older Alluvium 

17.332 

Non-command 

Older Alluvium 

0.700 

Non-command 

Vindhyan Sandstone 

3.572 

Non-command 

Older Alluvium 

0.338 

Non-command 

Vindhyan Sandstone 

0.796 

Non-command 

Older Alluvium 

9.654 

Non-command 

Vindhyan Sandstone 

5.314 

Non-command 

Older Alluvium 

0.011 

Non-command 

Older Alluvium 

1.051 

Non-command 

Vindhyan Sandstone 

5.088 

Command 

Younger Alluvium 

2.257 

Command 

Younger Alluvium 

0.044 

Command 

Younger Alluvium 

3.881 

Command 

Younger Alluvium 

2.102 

Command 

Younger Alluvium 

6.985 

Command 

Younger Alluvium 

0.003 

Command 

Younger Alluvium 

2.641 

Command 

Younger Alluvium 

2.155 

Command 

Younger Alluvium 

2.200 

Command 

Younger Alluvium 

2.599 

Command 

Younger Alluvium 

4.848 

Command 

Younger Alluvium 

1.333 

Command 

Younger Alluvium 

1.272 

Command 

Younger Alluvium 

4.609 

Command 

Younger Alluvium 

1.780 

Command 

Younger Alluvium 

4.750 

Command 

Younger Alluvium 

2.702 

Command 

Younger Alluvium 

1.071 

Command 

Younger Alluvium 

1.727 

Command 

Younger Alluvium 

0.073 

Command 

Younger Alluvium 

0.491 

Command 

Younger Alluvium 

0.637 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

150,000 

110,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

150,000 

110,000 

120 

90,000 

70,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

90 

90,000 

70,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

120 

300,000 

250,000 

90 

90,000 

70,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 




0.006 

0.042 

0.004 

0.004 




0.076 

0.108 

0.004 

0.004 

0.059 

0.070 

























































































































































































































































































































































































































































































































































































































































































Village 


Zone 
(Fresh / 
Saline ) 


Type of Area (Command / Non ¬ 
command ) 


1 GGM 


1 HLM 
1JGW 
1JSL 


1 KBM 
1 KLM 
1 Km 
1 KRP 
1 MRN 


1 MSR 


1 NHR-A 
1 NHR-B 
1 PPM 
1 RMG 


1 RWM 
1 RWSM 
1 SDR 
1 SPD 
1 SPM 


1 TKM 


1 ZWD-A 
1 ZWM 
10 AG 
10 AG-A 
10 AM 
10 AMS 


10 BARANI 


10 BHD 
10 BPM 
10 DPN 


10 DWD 
10 DWM 
10 GGM 


10 JGW 
10 JSL 
10 KM 
10 KWD 
10 MSR 


Name 


( 2 ) 


Census Code 


_ ( 3 ) 

0802000700479400 


0802000500419400 

0802000700477400 

0802000700476500 


0802000500420400 

0802000500420600 

0802000600448300 

0802000700484500 

0802000700475600 


0802000700479000 


0802000600459400 

0802000600459100 

0802000500438900 

0802000600464100 


0802000500429700 

0802000500427000 

0802000700474200 

0802000500418600 

0802000500435400 


0802000600449100 


0802000500419200 

0802000500419000 

0802000200342600 

0802000200342500 

0802000500426500 

0802000700478000 


0802000600463300 


0802000700483500 

0802000700487600 

0802000500434300 

0802000600462100 


0802000500437400 

0802000500429000 

0802000600463400 


0802000700481400 

0802000700481900 

0802000500434200 

0802000500425100 

0802000700480400 


Area 

sq.km 

( 4 ) 

4.044 


4.202 

2.569 

6.861 


1.493 

1.150 

4.859 

2.346 

4.140 


3.490 


5.237 

6.449 

5.218 

3.462 


4.198 

2.304 

3.498 

4.290 

4.983 


_ (51 

Fresh 

Saline 

Saline 

Fresh 

Fresh 

Saline 

Saline 

Saline 

Saline 

Fresh 

Fresh 

Saline 

Fresh 

Saline 

Saline 

Saline 

Saline 

Fresh 

Saline 

Saline 

Saline 

Fresh 

Saline 

Saline 


6.053 


Saline 


2.438 

5.537 

3.751 

2.573 

5.870 

3.070 


Saline 

Saline 

Saline 

Saline 

Saline 

Fresh 

Saline 


1.714 


Saline 


5.919 

1.402 

4.828 

2.591 


0.795 

6.112 

2.525 


Fresh 

Saline 

Saline 

Fresh 

Saline 

Saline 

Saline 

Saline 


1.891 

10.140 

3.588 

1.062 

6.985 


Saline 

Saline 

Saline 

Saline 

Fresh 

Saline 


_ ( 6 ) 

Bhakhra Canal 
Bhakhra Canal 
IGNP Canal System Stage I 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
IGNP Canal System Stage I 
IGNP Canal System Stage I 
Non-command 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Bhakhra Canal 
Nohar Sidhmukh 
Bhakhra Canal 
Bhakhra Canal 
IGNP Canal System Stage I 
IGNP Canal System Stage I 
Bhakhra Canal 
IGNP Canal System Stage I 
Nohar Sidhmukh 
Non-command 
IGNP Canal System Stage I 
Non-command 
IGNP Canal System Stage I 
IGNP Canal System Stage I 
IGNP Canal System Stage I 
IGNP Canal System Stage I 
IGNP Canal System Stage I 
Bhakhra Canal 
Bhakhra Canal 
Nohar Sidhmukh 
Bhakhra Canal 
Nohar Sidhmukh 
Nohar Sidhmukh 
Nohar Sidhmukh 
IGNP Canal System Stage I 
Bhakhra Canal 
Bhakhra Canal 
IGNP Canal System Stage I 
IGNP Canal System Stage I 
Bhakhra Canal 
Nohar Sidhmukh 
Nohar Sidhmukh 
Nohar Sidhmukh 
IGNP Canal System Stage I 
IGNP Canal System Stage I 
Bhakhra Canal 
Bhakhra Canal 
Nohar Sidhmukh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Command 

Younger Alluvium 

0.134 

Command 

Younger Alluvium 

2.769 

Command 

Younger Alluvium 

4.202 

Command 

Younger Alluvium 

2.569 

Command 

Younger Alluvium 

6.784 

Command 

Younger Alluvium 

0.077 

Command 

Younger Alluvium 

1.493 

Command 

Younger Alluvium 

1.150 

Non-command 

Younger Alluvium 

4.859 

Command 

Younger Alluvium 

2.346 

Command 

Younger Alluvium 

2.746 

Command 

Younger Alluvium 

1.394 

Command 

Younger Alluvium 

1.810 

Command 

Younger Alluvium 

1.596 

Command 

Younger Alluvium 

2.575 

Command 

Younger Alluvium 

6.386 

Command 

Younger Alluvium 

1.942 

Command 

Younger Alluvium 

0.953 

Command 

Younger Alluvium 

2.105 

Command 

Younger Alluvium 

4.198 

Command 

Younger Alluvium 

2.304 

Command 

Younger Alluvium 

1.515 

Command 

Younger Alluvium 

1.537 

Command 

Younger Alluvium 

1.432 

Non-command 

Younger Alluvium 

3.552 

Command 

Younger Alluvium 

5.340 

Non-command 

Younger Alluvium 

0.713 

Command 

Younger Alluvium 

2.438 

Command 

Younger Alluvium 

5.537 

Command 

Younger Alluvium 

0.038 

Command 

Younger Alluvium 

0.380 

Command 

Younger Alluvium 

2.900 

Command 

Younger Alluvium 

2.547 

Command 

Younger Alluvium 

0.018 

Command 

Younger Alluvium 

0.504 

Command 

Younger Alluvium 

0.000 

Command 

Younger Alluvium 

1.714 

Command 

Younger Alluvium 

5.919 

Command 

Younger Alluvium 

1.402 

Command 

Younger Alluvium 

4.828 

Command 

Younger Alluvium 

0.247 

Command 

Younger Alluvium 

1.497 

Command 

Younger Alluvium 

0.795 

Command 

Younger Alluvium 

0.002 

Command 

Younger Alluvium 

1.431 

Command 

Younger Alluvium 

1.094 

Command 

Younger Alluvium 

1.891 

Command 

Younger Alluvium 

10.140 

Command 

Younger Alluvium 

3.588 

Command 

Younger Alluvium 

1.062 

Command 

Younger Alluvium 

2.049 

Command 

Younger Alluvium 

3.773 

Command 

Younger Alluvium 

1.163 


with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

90,000 

70,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

120 

150,000 

130,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

120 

300,000 

250,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

90,000 

70,000 

120 

150,000 

130,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

130,000 

90,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 















































































































































































































































































































































































































































































































































































































































Village 


Zone 
(Fresh / 
Saline) 


Type of Area (Command / Non¬ 
command) 



10 MZW 


10SPM 


10 SPM TEMPORARY 


11 AMS 


11 BHD 


11 BPM 


11 DPN 


11 DWD 


11GGM 


11JGW 


11 KM 


11 MSR 


11 RWD 


12 AG 


12 AMS 


12 BPM 


12 DPN 


12 DWD 


12GGM 


12 JGW 


12 KM 


12 KWD 


12 MSR 


13 AG 


13 AG-A 


13 AMS 


13 BARANI 


13 BPM 


13 DWD 


13GGM 


13 JGW 


13 KM 


Census Code 

Area 


sq.km 

( 3 ) 

( 4 ) 

0802000300384500 

7.400 

0802000500436700 

2.764 


0802000500436800 


0802000700478100 


0802000700487900 





1.645 Saline 


Fresh 


Saline 


16.569 Fresh 


Saline 


0802000700488000 

1.692 

0802000500434500 

0.848 

0802000600462000 

2.661 



0802000500431700 

2.509 

0802000600463100 

3.237 



0802000700481600 

15.788 

0802000500434900 

4.542 

0802000700479900 

5.667 



0802000200343600 

4.300 

0802000200342400 

2.478 

0802000700478200 

2.414 



4.282 Fresh 


Saline 


1.059 Fresh 


Saline 


0802000500434700 

1.595 

0802000600461900 

2.220 

0802000500431800 

1.368 

0802000600463600 

3.811 


0802000200343800 

2.956 

0802000200343900 

1.974 

0802000700474400 

2.799 


0802000600459700 

1.605 

0802000500434600 

2.687 

0802000500429500 

1.384 

0802000600463500 

3.237 



0802000700481300 

2.933 

Saline 

0802000500434800 

1.056 

Saline 

0802000500424700 

3.087 

Saline 

0802000700480200 

9.534 

Saline 




( 6 ) 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Nohar Sidhmukh 


Non-command 


IGNP Canal System Stage I 


Bhakhra Canal 


Bhakhra Canal 


Nohar Sidhmukh 


Bhakhra Canal 


Bhakhra Canal 


Nohar Sidhmukh 


IGNP Canal System Stage I 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System Stage I 


Bhakhra Canal 


Nohar Sidhmukh 


Nohar Sidhmukh 


IGNP Canal System Stage I 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Bhakhra Canal 


Bhakhra Canal 


Nohar Sidhmukh 


Bhakhra Canal 


Bhakhra Canal 


Nohar Sidhmukh 


Nohar Sidhmukh 


IGNP Canal System Stage I 


Bhakhra Canal 


IGNP Canal System Stage I 


Bhakhra Canal 


Nohar Sidhmukh 


Nohar Sidhmukh 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Bhakhra Canal 


Nohar Sidhmukh 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Bhakhra Canal 


Nohar Sidhmukh 


0802000700483300 

2.048 

Saline 

Nohar Sidhmukh 

0802000500437100 

3.567 

Saline 

IGNP Canal System Stage 1 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Command 

Younger Alluvium 

2.396 

Command 

Younger Alluvium 

0.727 

Command 

Younger Alluvium 

0.807 

Non-command 

Younger Alluvium 

1.230 

Command 

Younger Alluvium 

0.764 

Command 

Younger Alluvium 

2.881 

Command 

Younger Alluvium 

0.013 

Command 

Younger Alluvium 

0.390 

Command 

Younger Alluvium 

0.188 

Command 

Younger Alluvium 

16.322 

Command 

Younger Alluvium 

1.692 

Command 

Younger Alluvium 

0.848 

Command 

Younger Alluvium 

1.719 

Command 

Younger Alluvium 

0.942 

Command 

Younger Alluvium 

2.509 

Command 

Younger Alluvium 

3.160 

Command 

Younger Alluvium 

0.076 

Command 

Younger Alluvium 

15.788 

Command 

Younger Alluvium 

4.542 

Command 

Younger Alluvium 

3.727 

Command 

Younger Alluvium 

1.940 

Command 

Younger Alluvium 

3.296 

Command 

Younger Alluvium 

1.542 

Command 

Younger Alluvium 

1.923 

Command 

Younger Alluvium 

0.085 

Command 

Younger Alluvium 

0.407 

Command 

Younger Alluvium 

0.345 

Command 

Younger Alluvium 

1.187 

Command 

Younger Alluvium 

0.001 

Command 

Younger Alluvium 

1.058 

Command 

Younger Alluvium 

1.595 

Command 

Younger Alluvium 

2.220 

Command 

Younger Alluvium 

1.368 

Command 

Younger Alluvium 

0.397 

Command 

Younger Alluvium 

3.414 

Command 

Younger Alluvium 

2.933 

Command 

Younger Alluvium 

1.056 

Command 

Younger Alluvium 

1.160 

Command 

Younger Alluvium 

1.567 

Command 

Younger Alluvium 

7.967 

Command 

Younger Alluvium 

1.154 

Non-command 

Younger Alluvium 

1.647 

Command 

Younger Alluvium 

2.935 

Command 

Younger Alluvium 

1.974 

Command 

Younger Alluvium 

0.987 

Command 

Younger Alluvium 

0.081 

Command 

Younger Alluvium 

1.605 

Command 

Younger Alluvium 

2.687 

Command 

Younger Alluvium 

1.384 

Command 

Younger Alluvium 

0.111 

Command 

Younger Alluvium 

3.126 

Command 

Younger Alluvium 

2.048 

Command 

Younger Alluvium 

3.567 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

120 

150,000 

130,000 

90 

70,000 

50,000 

90 

130,000 

90,000 

90 

90,000 

70,000 

120 

150,000 

130,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

130,000 

90,000 

90 

90,000 

70,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

120 

150,000 

130,000 

90 

70,000 

50,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

90,000 

70,000 

120 

150,000 

130,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

130,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

130,000 

90,000 

90 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 




























































































































































































































































































































































































































































































































































































































































Micro-watershed 



13 KWD-A 


13 KWD-B 


13 RWD 


14 AG 


14 AMS 


14 BARANI 


14 BPM 


14DPN 


14 DWD 


14JGW 


14 KM 


14 RWD 


15 AG 


15 AMS 


15 BARANI 


15 BPM 


15 DPN 


15 DWD 


15 JGW 


15 KWD 


15 RWD 


16 AG 


16 AMS 


16 DWD 


16 KWD 


16 NTR 


16 RWD-A 


17 AG 


17 AMS 


17 DPN 


17 DWD 


17 RWD 


18 AG 


18 AMS 


18 DPN 


18 RWD 


0802000500424600 


0802000500420700 


0802000200344600 


0802000300385700 


0802000700478300 


0802000300385500 


0802000700478400 


Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


sq.km 


( 4 ) ( 5 ) 


1.825 Saline 


2.023 Saline 



3.317 Saline 


5.813 Fresh 



0802000600459000 

7.411 

0802000500432000 

1.265 

0802000600461600 

5.634 


0802000500427100 

1.782 

0802000700483200 

5.066 

0802000500437200 

1.217 

0802000600448600 

12.067 


0802000300385600 

0.949 

0802000700474300 

5.648 

0802000600459600 

3.739 

0802000500431900 

2.195 

0802000600461800 

1.370 


0802000500427200 

1.236 

0802000700483400 

1.699 


0802000500424000 

2.624 

0802000600448500 

3.027 


1.570 Saline 


7.570 Fresh 


Saline 



0802000500427300 

2.682 

0802000500423900 

3.079 

0802000600461000 

7.684 

0802000600449800 

5.259 

0802000300385400 

2.175 

0802000700478500 

3.626 




0802000600461500 

6.811 

Saline 

0802000500426800 

4.981 

Saline 

0802000600449000 

2.476 

Saline 




0802000300385000 

0.900 

Saline 

0802000700473800 

0.563 

Fresh 

0802000600461200 

6.138 

Saline 

0802000600448700 

2.303 

Saline 


( 6 ) 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System Stage I 


Bhakhra Canal 


Bhakhra Canal 


Nohar Sidhmukh 


Bhakhra Canal 


IGNP Canal System Stage I 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System Stage I 


Nohar Sidhmukh 


IGNP Canal System Stage I 


Nohar Sidhmukh 


Non-command 


IGNP Canal System Stage I 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System Stage I 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System Stage I 


Nohar Sidhmukh 


Nohar Sidhmukh 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System Stage I 


Bhakhra Canal 


Bhakhra Canal 


Nohar Sidhmukh 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Bhakhra Canal 


Nohar Sidhmukh 


IGNP Canal System Stage I 


Bhakhra Canal 


Bhakhra Canal 


Nohar Sidhmukh 


Bhakhra Canal 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System Stage I 


Bhakhra Canal 


Bhakhra Canal 


Nohar Sidhmukh 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Command 

Younger Alluvium 

0.198 

Command 

Younger Alluvium 

2.023 

Non-command 

Younger Alluvium 

0.156 

Command 

Younger Alluvium 

0.263 

Non-command 

Younger Alluvium 

2.572 

Command 

Younger Alluvium 

3.317 

Command 

Younger Alluvium 

2.570 

Command 

Younger Alluvium 

0.783 

Command 

Younger Alluvium 

2.460 

Command 

Younger Alluvium 

4.878 

Command 

Younger Alluvium 

1.265 

Command 

Younger Alluvium 

1.143 

Command 

Younger Alluvium 

4.047 

Command 

Younger Alluvium 

1.782 

Command 

Younger Alluvium 

5.066 

Command 

Younger Alluvium 

1.217 

Command 

Younger Alluvium 

0.515 

Non-command 

Younger Alluvium 

5.646 

Command 

Younger Alluvium 

0.592 

Command 

Younger Alluvium 

1.753 

Command 

Younger Alluvium 

3.739 

Command 

Younger Alluvium 

2.195 

Command 

Younger Alluvium 

1.346 

Command 

Younger Alluvium 

0.024 

Command 

Younger Alluvium 

1.236 

Command 

Younger Alluvium 

0.398 

Command 

Younger Alluvium 

1.301 

Command 

Younger Alluvium 

0.612 

Command 

Younger Alluvium 

1.001 

Non-command 

Younger Alluvium 

2.026 

Command 

Younger Alluvium 

1.529 

Command 

Younger Alluvium 

1.161 

Command 

Younger Alluvium 

1.170 

Command 

Younger Alluvium 

5.239 

Command 

Younger Alluvium 

1.759 

Command 

Younger Alluvium 

0.518 

Command 

Younger Alluvium 

2.682 

Command 

Younger Alluvium 

0.001 

Command 

Younger Alluvium 

0.085 

Command 

Younger Alluvium 

5.031 

Command 

Younger Alluvium 

1.992 

Command 

Younger Alluvium 

0.986 

Command 

Younger Alluvium 

2.545 

Command 

Younger Alluvium 

0.096 

Command 

Younger Alluvium 

0.974 

Command 

Younger Alluvium 

2.216 

Command 

Younger Alluvium 

0.682 

Non-command 

Younger Alluvium 

1.794 

Command 

Younger Alluvium 

0.499 

Command 

Younger Alluvium 

0.217 

Command 

Younger Alluvium 

0.111 

Command 

Younger Alluvium 

1.249 

Non-command 

Younger Alluvium 

1.054 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

120 

150,000 

130,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

130,000 

90,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

120 

300,000 

250,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

120 

150,000 

130,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

120 

150,000 

130,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

120 

300,000 

250,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM 





































































































































































































































































































































































































































































































































































































































Village 


Zone 
(Fresh / 
Saline) 


Type of Area (Command / Non¬ 
command) 


19 AMS 
19 DPN 


19 DWD 
19 RWD 


2 AM 
2 AMS 


2 ASM 
2 BBM 
2 BHD 


2 BHP 
2 BPM 
2 BPSM 
2 BRN 
2 BWM 
2 CHN 


2 CYM 
2 DPN 


2 DWD 
2 DWSM 
2 GGM 


2 JGW 
2 JSL 


2 KBM 
2 KLM 
2 KM 


2 KRP 
2 KWD 
2 Kwm 
2 MRN 
2 MSR 


2 NGM 
2 NTR 
2 RWSM 
2 SDR 
2 SPM 


2 TKM 
2 ZWD 
2 ZWD-A 
2 ZWM 


Name 


( 2 ) 


Census Code 


_ ( 3 ) 

0802000700473700 

0802000600464200 


0802000500427400 

0802000600449500 


0802000300385100 

0802000700476200 


0802000500425700 

0802000700474600 

0802000700478800 


0802000700484600 

0802000500432900 

0802000500432700 

0802000200344300 

0802000500433200 

0802000700476800 


0802000500432300 

0802000700479100 


0802000500437900 

0802000500437500 

0802000600462400 


0802000700477000 

0802000700476700 


0802000500418800 

0802000500418900 

0802000600448200 


0802000700484700 

0802000500419600 

0802000300384300 

0802000700475500 

0802000700478900 


0802000500420900 

0802000700471900 

0802000500426900 

0802000700474100 

0802000500435500 


0802000600449300 

0802000500420500 

0802000500419300 

0802000500417700 


Area 

sq.km 

( 4 ) 

3.375 

6.513 


1.294 

4.078 


3.158 

5.127 


1.352 

6.273 

3.777 


3.271 

3.077 

1.490 

2.467 

3.509 

4.867 


1.593 

4.191 


2.130 

0.433 

5.625 


3.363 

3.283 


3.369 

2.822 

3.477 


_ (51 

Fresh 

Fresh 

Saline 

Saline 

Saline 


Saline 

Fresh 

Saline 

Saline 

Saline 

Saline 


Fresh 

Saline 

Saline 

Saline 

Saline 

Fresh 

Saline 


Saline 

Fresh 

Saline 

Saline 

Saline 

Fresh 

Saline 

Fresh 

Fresh 


Saline 


Saline 

Saline 

Saline 


0.924 

2.191 

2.241 

2.743 

2.805 


4.539 

4.442 

1.589 

3.876 

7.077 


Saline 

Saline 

Saline 

Saline 

Fresh 

Saline 

Saline 

Saline 

Saline 

Fresh 

Saline 


3.099 

1.599 

3.296 

2.637 


Saline 

Saline 

Saline 

Saline 


_ ( 6 ) 

Bhakhra Canal 

Bhakhra Canal 

Bhakhra Canal 

IGNP Canal System Stage I 

IGNP Canal System Stage I 

Non-command 

IGNP Canal System Stage I 

Bhakhra Canal 

Bhakhra Canal 

IGNP Canal System Stage I 

Bhakhra Canal 

Bhakhra Canal 

Nohar Sidhmukh 

Bhakhra Canal 

IGNP Canal System Stage I 

IGNP Canal System Stage I 

IGNP Canal System Stage I 

IGNP Canal System Stage I 

Bhakhra Canal 

Bhakhra Canal 

Nohar Sidhmukh 

IGNP Canal System Stage I 

Bhakhra Canal 

Bhakhra Canal 

IGNP Canal System Stage I 

IGNP Canal System Stage I 

Bhakhra Canal 

Bhakhra Canal 

Bhakhra Canal 

Bhakhra Canal 

Nohar Sidhmukh 

Bhakhra Canal 

Nohar Sidhmukh 

IGNP Canal System Stage I 

IGNP Canal System Stage I 

IGNP Canal System Stage I 

Non-command 

Nohar Sidhmukh 

IGNP Canal System Stage I 

IGNP Canal System Stage I 

Bhakhra Canal 

Bhakhra Canal 

Bhakhra Canal 

IGNP Canal System Stage I 

Bhakhra Canal 

IGNP Canal System Stage I 

Bhakhra Canal 

Nohar Sidhmukh 

Non-command 

IGNP Canal System Stage I 

IGNP Canal System Stage I 

IGNP Canal System Stage I 

IGNP Canal System Stage I 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Command 

Younger Alluvium 

1.712 

Command 

Younger Alluvium 

1.098 

Command 

Younger Alluvium 

4.882 

Command 

Younger Alluvium 

1.293 

Command 

Younger Alluvium 

1.894 

Non-command 

Younger Alluvium 

2.184 

Command 

Younger Alluvium 

3.158 

Command 

Younger Alluvium 

0.062 

Command 

Younger Alluvium 

5.065 

Command 

Younger Alluvium 

1.352 

Command 

Younger Alluvium 

1.718 

Command 

Younger Alluvium 

3.754 

Command 

Younger Alluvium 

0.023 

Command 

Younger Alluvium 

3.271 

Command 

Younger Alluvium 

3.077 

Command 

Younger Alluvium 

1.490 

Command 

Younger Alluvium 

2.467 

Command 

Younger Alluvium 

3.509 

Command 

Younger Alluvium 

4.041 

Command 

Younger Alluvium 

0.817 

Command 

Younger Alluvium 

0.009 

Command 

Younger Alluvium 

1.593 

Command 

Younger Alluvium 

0.590 

Command 

Younger Alluvium 

0.976 

Command 

Younger Alluvium 

0.013 

Command 

Younger Alluvium 

0.225 

Command 

Younger Alluvium 

0.916 

Command 

Younger Alluvium 

4.709 

Command 

Younger Alluvium 

3.363 

Command 

Younger Alluvium 

0.583 

Command 

Younger Alluvium 

0.001 

Command 

Younger Alluvium 

0.946 

Command 

Younger Alluvium 

1.753 

Command 

Younger Alluvium 

3.241 

Command 

Younger Alluvium 

2.822 

Command 

Younger Alluvium 

3.184 

Non-command 

Younger Alluvium 

0.293 

Command 

Younger Alluvium 

0.924 

Command 

Younger Alluvium 

2.191 

Command 

Younger Alluvium 

0.266 

Command 

Younger Alluvium 

2.743 

Command 

Younger Alluvium 

0.356 

Command 

Younger Alluvium 

2.449 

Command 

Younger Alluvium 

2.229 

Command 

Younger Alluvium 

0.048 

Command 

Younger Alluvium 

1.589 

Command 

Younger Alluvium 

0.028 

Command 

Younger Alluvium 

5.558 

Non-command 

Younger Alluvium 

1.519 

Command 

Younger Alluvium 

3.099 

Command 

Younger Alluvium 

1.599 

Command 

Younger Alluvium 

3.296 

Command 

Younger Alluvium 

1.465 



with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

300,000 

250,000 

120 

150,000 

130,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

90,000 

70,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

120 

300,000 

250,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

90 

90,000 

70,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

120 

150,000 

130,000 

90 

70,000 

50,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

130,000 

90,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

130,000 

90,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

90,000 

70,000 

90 

130,000 

90,000 

90 

90,000 

70,000 

120 

300,000 

250,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 












































































































































































































































































































































































































































































































































































































































































Micro-watershed 




20 DPN 


20 RWD 


20 RWD-A 


21 AG 


21 RWD 


21-22 DWD 


22 AG 


22 DPN 


22 KNN 


22 NTR 


22 RWD 


22 RWD-A 


22 RWD-B 


23 AG 


23 DPN 


24 DPN 


24 NTR 


24 RWD 


25 RWD 


26 DPN 


26 RWD 


27 NTR 


27 RWD 


29 RWD 


3 AM 


3 AMS 


0802000500436600 


0802000500425900 


0802000700476400 


Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


Census Code 

Area 


sq.km 

( 3 ) 

( 4 ) 

0802000300384800 

3.169 

0802000700473600 

6.781 



0802000600461100 

5.188 

0802000600448900 

3.898 

0802000600448800 

3.979 


4.512 Sa 



2.244 Sa 


0802000300384700 

2.885 

Saline 

0802000500435200 

3.884 

Saline 


0802000500427500 

3.468 

Saline 

0802000500419700 

4.803 

Saline 

0802000600460600 

1.237 

Saline 

0802000200345100 

2.443 

Saline 

0802000600458700 

5.243 

Saline 

0802000500435800 

2.677 

Saline 

0802000500435600 

4.888 

Saline 

0802000500435700 

5.413 

Saline 

0802000500419500 

3.715 

Saline 

0802000600464400 

3.725 

Saline 



0802000600460500 

3.819 

Saline 

0802000600458800 

4.133 

Saline 

0802000500436100 

3.740 

Saline 



0802000500436200 

6.390 

0802000600460000 

5.645 

0802000500436300 

5.812 



0802000600460100 

1.665 

Saline 

0802000500436400 

6.758 

Saline 



2.338 Saline 


1.347 Saline 


1.964 Fresh 


Saline 


( 6 ) 


IGNP Canal System Stage I 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Non-command 


Nohar Sidhmukh 


Non-command 


Nohar Sidhmukh 


Non-command 


IGNP Canal System Stage I 


Nohar Sidhmukh 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Bhakhra Canal 


Nohar Sidhmukh 


Bhakhra Canal 


Nohar Sidhmukh 


Nohar Sidhmukh 


Nohar Sidhmukh 


IGNP Canal System Stage I 


Bhakhra Canal 


Nohar Sidhmukh 


Bhakhra Canal 


Bhakhra Canal 


Nohar Sidhmukh 


Non-command 


Bhakhra Canal 


Bhakhra Canal 


Nohar Sidhmukh 


Non-command 


IGNP Canal System Stage I 


Nohar Sidhmukh 


Non-command 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Nohar Sidhmukh 


Bhakhra Canal 


Nohar Sidhmukh 


Non-command 


Bhakhra Canal 


Nohar Sidhmukh 


Non-command 


IGNP Canal System Stage I 


Nohar Sidhmukh 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Bhakhra Canal 


Bhakhra Canal 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Command 

Younger Alluvium 

3.089 

Command 

Younger Alluvium 

4.072 

Command 

Younger Alluvium 

0.051 

Command 

Younger Alluvium 

0.133 

Non-command 

Younger Alluvium 

3.898 

Command 

Younger Alluvium 

1.544 

Non-command 

Younger Alluvium 

2.435 

Command 

Younger Alluvium 

1.278 

Non-command 

Younger Alluvium 

3.233 

Command 

Younger Alluvium 

0.373 

Command 

Younger Alluvium 

1.137 

Command 

Younger Alluvium 

2.643 

Command 

Younger Alluvium 

3.502 

Non-command 

Younger Alluvium 

0.382 

Command 

Younger Alluvium 

1.937 

Command 

Younger Alluvium 

4.803 

Command 

Younger Alluvium 

1.237 

Command 

Younger Alluvium 

0.175 

Command 

Younger Alluvium 

0.128 

Command 

Younger Alluvium 

2.677 

Command 

Younger Alluvium 

4.888 

Command 

Younger Alluvium 

5.413 

Command 

Younger Alluvium 

3.715 

Command 

Younger Alluvium 

3.126 

Command 

Younger Alluvium 

0.599 

Command 

Younger Alluvium 

1.602 

Command 

Younger Alluvium 

2.959 

Command 

Younger Alluvium 

1.908 

Non-command 

Younger Alluvium 

0.201 

Command 

Younger Alluvium 

3.819 

Command 

Younger Alluvium 

0.083 

Command 

Younger Alluvium 

1.291 

Non-command 

Younger Alluvium 

2.450 

Command 

Younger Alluvium 

0.303 

Command 

Younger Alluvium 

2.582 

Non-command 

Younger Alluvium 

1.958 

Command 

Younger Alluvium 

0.126 

Command 

Younger Alluvium 

4.417 

Command 

Younger Alluvium 

0.016 

Command 

Younger Alluvium 

2.740 

Command 

Younger Alluvium 

6.390 

Command 

Younger Alluvium 

5.645 

Command 

Younger Alluvium 

4.031 

Non-command 

Younger Alluvium 

1.781 

Command 

Younger Alluvium 

0.006 

Command 

Younger Alluvium 

5.298 

Non-command 

Younger Alluvium 

1.410 

Command 

Younger Alluvium 

1.796 

Command 

Younger Alluvium 

0.001 

Command 

Younger Alluvium 

2.306 

Command 

Younger Alluvium 

1.347 

Command 

Younger Alluvium 

1.435 

Command 

Younger Alluvium 

0.529 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

90 

90,000 

70,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

120 

150,000 

130,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

120 

150,000 

130,000 

90 

70,000 

50,000 

120 

150,000 

130,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

120 

300,000 

250,000 

90 

130,000 

90,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 















































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


3 BPM 


3 BPSM 


3 BRN 


3 CHN 


3 CYM 


3 DWD 


3 DWSM 


3 GGM 


3 JGW 


3 JSL 


3 KWD 


3 KWM 


3 MRN 


3 MSR 


3 RMG 


3 RWM 


3 RWSM 


3 SPM 


3 ZWD 


3 ZWM 


4 AM 


4 AMS 


4 BHD 


4 BKK 


4 BPSM 


4 BRN 


4 BWM 


4 CHN 


4 CYM 


4 DWM 


4 JGW 


0802000300385900 

4.572 

0802000300385200 

5.512 

0802000200344200 

2.191 

0802000700477100 

3.550 


0802000500432100 

2.488 

0802000500437300 

0.896 

0802000500437600 

1.069 

0802000700479600 

2.886 

0802000700477500 

3.362 

0802000700482500 

3.751 



0802000500418100 

3.355 

0802000600448400 

1.764 



0802000500425400 

2.406 

Saline 

0802000300384200 

5.105 

Saline 

0802000700475400 

3.798 

Saline 

0802000700479200 

7.033 

Saline 

0802000600464000 

3.693 

Saline 


0802000500429600 

1.745 

Saline 

0802000500426700 

1.652 

Saline 

0802000500435300 

5.853 

Saline 



0802000500420200 

1.933 

0802000500417800 

2.763 

0802000500426100 

8.727 

0802000700476100 

4.628 


0802000700484400 

1.715 

0802000600456200 

3.705 

0802000500432600 

1.599 

0802000200343700 

3.209 

0802000500433300 

5.168 

0802000700482400 

2.475 



0802000500432200 

1.613 

Saline 

0802000500429900 

1.474 

Saline 

0802000700477300 

8.772 

Fresh 


( 6 ) 


IGNP Canal System 


Bhakhra Canal 


Nohar Sidhmukh 


Bhakhra Canal 


Nohar Sidhmukh 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


Bhakhra Canal 


Bhakhra Canal 


Nohar Sidhmukh 


Nohar Sidhmukh 


IGNP Canal System 


IGNP Canal System 


Non-command 


Bhakhra Canal 


Bhakhra Canal 


Nohar Sidhmukh 


IGNP Canal System 


IGNP Canal System 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Nohar Sidhmukh 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


Nohar Sidhmukh 


Non-command 


IGNP Canal System 


Nohar Sidhmukh 


Non-command 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


Bhakhra Canal 


Bhakhra Canal 


Nohar Sidhmukh 


IGNP Canal System 


IGNP Canal System 


Bhakhra Canal 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Command 

Younger Alluvium 

2.937 

Command 

Younger Alluvium 

0.356 

Command 

Younger Alluvium 

0.127 

Command 

Younger Alluvium 

2.830 

Command 

Younger Alluvium 

0.663 

Command 

Younger Alluvium 

4.572 

Command 

Younger Alluvium 

5.512 

Command 

Younger Alluvium 

2.191 

Command 

Younger Alluvium 

3.271 

Command 

Younger Alluvium 

0.279 

Command 

Younger Alluvium 

2.488 

Command 

Younger Alluvium 

0.896 

Command 

Younger Alluvium 

0.547 

Command 

Younger Alluvium 

2.886 

Command 

Younger Alluvium 

3.362 

Command 

Younger Alluvium 

0.020 

Command 

Younger Alluvium 

3.730 

Command 

Younger Alluvium 

1.953 

Command 

Younger Alluvium 

1.754 

Non-command 

Younger Alluvium 

0.009 

Command 

Younger Alluvium 

2.433 

Command 

Younger Alluvium 

4.692 

Command 

Younger Alluvium 

4.477 

Command 

Younger Alluvium 

2.406 

Command 

Younger Alluvium 

5.105 

Command 

Younger Alluvium 

3.798 

Command 

Younger Alluvium 

6.078 

Command 

Younger Alluvium 

2.163 

Command 

Younger Alluvium 

1.530 

Command 

Younger Alluvium 

1.745 

Command 

Younger Alluvium 

1.630 

Command 

Younger Alluvium 

5.446 

Command 

Younger Alluvium 

0.151 

Non-command 

Younger Alluvium 

0.256 

Command 

Younger Alluvium 

5.020 

Command 

Younger Alluvium 

0.104 

Non-command 

Younger Alluvium 

2.264 

Command 

Younger Alluvium 

1.933 

Command 

Younger Alluvium 

2.579 

Command 

Younger Alluvium 

8.727 

Command 

Younger Alluvium 

0.419 

Command 

Younger Alluvium 

4.209 

Command 

Younger Alluvium 

1.715 

Command 

Younger Alluvium 

0.079 

Command 

Younger Alluvium 

1.599 

Command 

Younger Alluvium 

3.192 

Command 

Younger Alluvium 

5.168 

Command 

Younger Alluvium 

0.788 

Command 

Younger Alluvium 

0.732 

Command 

Younger Alluvium 

0.954 

Command 

Younger Alluvium 

1.613 

Command 

Younger Alluvium 

0.560 

Command 

Younger Alluvium 

1.024 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

90 

90,000 

70,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

130,000 

90,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

120 

300,000 

250,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

120 

300,000 

250,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 


























































































































































































































































































































































































































































































































































































































































Micro-watershed 



4 KM 


4 KWD 


4 KWM 


4 MRN 


4 MSR 


4 MZW 


4 NTR 


4 PPM 


4 RWM 


4 SDR 


4 SPD 


4 SPM 


4 ZWD 


5 AM 


5 AMS 


5 BARANI 


5 BHD 


5 BPM 


5 BRN 


5 BWM 


5 CHN 


5 KM 


5 KWD 


5 KWM 


5 LK 


5 MRN 


5 NTR 


5 PPM 


5 RMG 


5 RWM 


5 SPM 


0802000500433500 

2.120 

0802000500419900 

1.878 

0802000500420100 

1.202 

0802000700474800 

3.492 

0802000700480800 

4.603 


0802000200342300 

4.452 

0802000700471800 

6.074 

0802000600451000 

4.399 

0802000500429800 

1.721 

0802000700473900 

3.549 

0802000500418200 

6.682 

0802000500435100 

5.146 

0802000500417900 

3.599 

0802000500426000 

1.707 

0802000700476000 

7.788 


0802000700472600 

3.514 

0802000700484200 

4.352 

0802000500432800 

2.883 

0802000200344000 

2.771 

0802000500433000 

6.187 

0802000700477200 

3.766 



8.602 Fresh 


Saline 


Fresh 


Saline 


3.173 Fresh 


Saline 


2.751 Fresh 


0802000600449200 

3.455 

0802000500420000 

1.812 

0802000500420300 

1.908 

0802000300384100 

3.796 

0802000700475300 

9.251 



0802000700471700 

7.068 

0802000600450900 

4.119 

0802000600463800 

5.500 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


0802000500429400 

2.460 

Saline 

0802000500436900 

2.296 

Saline 


Zone Type of Area (Command / Non - 
(Fresh / command ) 

Saline ) 


( 6 ) 


Bhakhra Canal 


Nohar Sidhmukh 


Nohar Sidhmukh 


Nohar Sidhmukh 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System 


Bhakhra Canal 


Nohar Sidhmukh 


IGNP Canal System 


Bhakhra Canal 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


Bhakhra Canal 


Bhakhra Canal 


Nohar Sidhmukh 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Nohar Sidhmukh 


Bhakhra Canal 


Nohar Sidhmukh 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Nohar Sidhmukh 


Bhakhra Canal 


Nohar Sidhmukh 


IGNP Canal System 


IGNP Canal System 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Command 

Younger Alluvium 

0.626 

Command 

Younger Alluvium 

7.123 

Command 

Younger Alluvium 

0.013 

Command 

Younger Alluvium 

8.391 

Command 

Younger Alluvium 

2.120 

Command 

Younger Alluvium 

1.878 

Command 

Younger Alluvium 

1.202 

Command 

Younger Alluvium 

3.492 

Command 

Younger Alluvium 

1.263 

Command 

Younger Alluvium 

3.340 

Command 

Younger Alluvium 

2.752 

Command 

Younger Alluvium 

0.530 

Command 

Younger Alluvium 

0.065 

Command 

Younger Alluvium 

0.994 

Command 

Younger Alluvium 

0.945 

Command 

Younger Alluvium 

0.472 

Command 

Younger Alluvium 

5.146 

Command 

Younger Alluvium 

0.042 

Command 

Younger Alluvium 

1.707 

Command 

Younger Alluvium 

1.674 

Command 

Younger Alluvium 

6.114 

Command 

Younger Alluvium 

0.775 

Command 

Younger Alluvium 

4.352 

Command 

Younger Alluvium 

2.883 

Command 

Younger Alluvium 

2.771 

Command 

Younger Alluvium 

6.187 

Command 

Younger Alluvium 

0.177 

Command 

Younger Alluvium 

0.974 

Command 

Younger Alluvium 

2.615 

Command 

Younger Alluvium 

3.104 

Command 

Younger Alluvium 

5.498 

Command 

Younger Alluvium 

0.726 

Command 

Younger Alluvium 

1.493 

Command 

Younger Alluvium 

2.854 

Command 

Younger Alluvium 

0.319 

Command 

Younger Alluvium 

0.832 

Command 

Younger Alluvium 

0.009 

Command 

Younger Alluvium 

0.581 

Command 

Younger Alluvium 

1.329 

Command 

Younger Alluvium 

3.455 

Command 

Younger Alluvium 

1.812 

Command 

Younger Alluvium 

1.908 

Command 

Younger Alluvium 

0.933 

Command 

Younger Alluvium 

0.012 

Command 

Younger Alluvium 

9.239 

Command 

Younger Alluvium 

0.036 

Command 

Younger Alluvium 

3.051 

Command 

Younger Alluvium 

0.049 

Command 

Younger Alluvium 

0.001 

Command 

Younger Alluvium 

1.062 

Command 

Younger Alluvium 

4.438 

Command 

Younger Alluvium 

2.460 

Command 

Younger Alluvium 

2.296 



with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

90 

130,000 

90,000 

90 

130,000 

90,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

130,000 

90,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

90,000 

70,000 

90 

130,000 

90,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

120 

300,000 

250,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

120 

150,000 

130,000 

90 

70,000 

50,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 






















































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


6 BPM 


6 BPSM 


6 BRN 


6 CHN 


6 GGM 


6 KM 


6 KWD 


6 KWM 


6 MRN 


6 RMG 


6 RWM 


6 SPM 


7 AM 


7 AMS 


7 BPM 


7 BPSM 


7 DPN 


7 DWD 


7 GGM 


7 JGW 


7 JSL 


0802000500433400 

2.929 

Saline 

0802000500432500 

2.290 

Saline 

0802000200344100 

3.277 

Saline 

0802000700482300 

2.717 

Saline 



3.132 Fresh 


Saline 


5.427 Fresh 


Saline 


5.772 Fresh 


Saline 


3.454 Fresh 


Saline 



0802000500433600 

1.887 

0802000500425500 

1.235 

0802000500425000 

1.136 

0802000700475200 

3.302 



0802000600463900 

3.220 

0802000500429300 

1.312 

0802000500437000 

3.902 

0802000500426200 

2.405 

0802000700475800 

5.089 



0802000500433900 

1.054 

0802000500432400 

2.250 

0802000700472000 

3.757 



0802000500431400 

1.928 

0802000600462800 

1.422 

0802000700477800 

2.835 

0802000700482000 

4.421 


( 6 ) 


IGNP Canal System 


IGNP Canal System 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Nohar Sidhmukh 


Bhakhra Canal 


Nohar Sidhmukh 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


Bhakhra Canal 


Nohar Sidhmukh 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Nohar Sidhmukh 


Bhakhra Canal 


Bhakhra Canal 


Nohar Sidhmukh 


Nohar Sidhmukh 


Nohar Sidhmukh 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Nohar Sidhmukh 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


Bhakhra Canal 


Bhakhra Canal 


Nohar Sidhmukh 


Nohar Sidhmukh 


Bhakhra Canal 


Nohar Sidhmukh 


Bhakhra Canal 


Nohar Sidhmukh 


IGNP Canal System 


IGNP Canal System 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System 


Bhakhra Canal 


Nohar Sidhmukh 


Nohar Sidhmukh 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

1.299 

Command 

Younger Alluvium 

3.023 

Command 

Younger Alluvium 

1.148 

Command 

Younger Alluvium 

1.841 

Command 

Younger Alluvium 

0.393 

Command 

Younger Alluvium 

3.854 

Command 

Younger Alluvium 

2.208 

Command 

Younger Alluvium 

2.309 

Command 

Younger Alluvium 

0.386 

Command 

Younger Alluvium 

2.929 

Command 

Younger Alluvium 

2.290 

Command 

Younger Alluvium 

3.277 

Command 

Younger Alluvium 

0.157 

Command 

Younger Alluvium 

2.559 

Command 

Younger Alluvium 

0.292 

Command 

Younger Alluvium 

1.558 

Command 

Younger Alluvium 

2.532 

Command 

Younger Alluvium 

2.895 

Command 

Younger Alluvium 

0.096 

Command 

Younger Alluvium 

4.873 

Command 

Younger Alluvium 

0.803 

Command 

Younger Alluvium 

0.407 

Command 

Younger Alluvium 

0.828 

Command 

Younger Alluvium 

2.219 

Command 

Younger Alluvium 

0.009 

Command 

Younger Alluvium 

7.434 

Command 

Younger Alluvium 

1.887 

Command 

Younger Alluvium 

1.235 

Command 

Younger Alluvium 

1.136 

Command 

Younger Alluvium 

0.020 

Command 

Younger Alluvium 

3.281 

Command 

Younger Alluvium 

4.426 

Command 

Younger Alluvium 

0.002 

Command 

Younger Alluvium 

3.220 

Command 

Younger Alluvium 

1.312 

Command 

Younger Alluvium 

3.902 

Command 

Younger Alluvium 

2.405 

Command 

Younger Alluvium 

1.896 

Command 

Younger Alluvium 

3.193 

Command 

Younger Alluvium 

1.452 

Command 

Younger Alluvium 

3.916 

Command 

Younger Alluvium 

0.412 

Command 

Younger Alluvium 

0.663 

Command 

Younger Alluvium 

0.673 

Command 

Younger Alluvium 

2.391 

Command 

Younger Alluvium 

1.054 

Command 

Younger Alluvium 

2.250 

Command 

Younger Alluvium 

0.392 

Command 

Younger Alluvium 

1.773 

Command 

Younger Alluvium 

0.024 

Command 

Younger Alluvium 

1.422 

Command 

Younger Alluvium 

2.835 

Command 

Younger Alluvium 

4.421 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

90,000 

70,000 

90 

90,000 

70,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

120 

150,000 

130,000 

90 

70,000 

50,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

130,000 

90,000 

90 

130,000 

90,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




























































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 


Zone 
(Fresh / 
Saline) 


Type of Area (Command / Non¬ 
command) 


Name 

Census Code 

Area 



sq.km 

( 2 ) 

( 3 ) 

( 4 ) 

7 KM 

0802000500433800 

2.171 

7 KWD 

0802000500424900 

4.245 

7 MRN 

0802000700474900 

4.896 


7 MZW 


7 RMG 


7 RWM 


7 SPM 


75 RD 


8 AM 


8 AMS 


8 BPM 


8 DPN 


8 DWD 


8 DWM 


8 JGW 


8 JSL 


8 KM 


8 KWD 


8 MRN 


8 MZW 


9 AM 


9 AMS 


9 BARANI 


9 BHD 


9 BPM 


9 DPN 


9 DWD 


9 DWM 


9 GGM 




0802000200342000 

2.560 

0802000600464300 

5.910 



0802000500429200 

1.552 

0802000500437700 

1.579 

0802000500419100 

5.678 

0802000500426600 

2.213 

0802000700475700 

6.753 



1.435 Fresh 


0802000500434400 

0.946 

0802000700479500 

6.849 


0802000500431500 

1.386 

0802000500429100 

2.580 

0802000700477900 

6.948 

0802000700482600 

15.685 


0802000500433700 

2.980 

0802000500425200 

1.862 

0802000700475000 

10.414 



0802000200341900 

5.164 

0802000500426400 

1.052 

0802000700474500 

5.730 


0802000600462900 

1.930 

0802000700481200 

6.095 



0802000700487400 

2.956 

0802000500434100 

1.227 

0802000600462200 

2.434 


( 6 ) 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System Stage I 


Bhakhra Canal 


Bhakhra Canal 


Nohar Sidhmukh 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Nohar Sidhmukh 


Bhakhra Canal 


Nohar Sidhmukh 


Bhakhra Canal 


Nohar Sidhmukh 


IGNP Canal System Stage I 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Nohar Sidhmukh 


Nohar Sidhmukh 


Nohar Sidhmukh 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Nohar Sidhmukh 


Nohar Sidhmukh 


Nohar Sidhmukh 


IGNP Canal System Stage I 


Bhakhra Canal 


Bhakhra Canal 


0802000500431600 

1.249 

Saline 

IGNP Canal System Stage 1 

0802000500427900 

2.757 

Saline 

IGNP Canal System Stage 1 

0802000600463700 

3.449 

Saline 

Bhakhra Canal 


Nohar Sidhmukh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Command 

Younger Alluvium 

2.171 

Command 

Younger Alluvium 

2.534 

Command 

Younger Alluvium 

0.002 

Command 

Younger Alluvium 

4.895 

Command 

Younger Alluvium 

2.291 

Command 

Younger Alluvium 

1.719 

Command 

Younger Alluvium 

0.017 

Command 

Younger Alluvium 

0.362 

Command 

Younger Alluvium 

2.482 

Command 

Younger Alluvium 

3.066 

Command 

Younger Alluvium 

1.339 

Command 

Younger Alluvium 

1.079 

Command 

Younger Alluvium 

5.678 

Command 

Younger Alluvium 

1.908 

Command 

Younger Alluvium 

2.732 

Command 

Younger Alluvium 

4.021 

Command 

Younger Alluvium 

3.461 

Command 

Younger Alluvium 

1.810 

Command 

Younger Alluvium 

1.217 

Command 

Younger Alluvium 

0.617 

Command 

Younger Alluvium 

0.734 

Command 

Younger Alluvium 

0.092 

Command 

Younger Alluvium 

0.143 

Command 

Younger Alluvium 

0.466 

Command 

Younger Alluvium 

0.946 

Command 

Younger Alluvium 

2.172 

Command 

Younger Alluvium 

2.484 

Command 

Younger Alluvium 

1.231 

Command 

Younger Alluvium 

0.746 

Command 

Younger Alluvium 

6.948 

Command 

Younger Alluvium 

0.036 

Command 

Younger Alluvium 

15.649 

Command 

Younger Alluvium 

2.980 

Command 

Younger Alluvium 

1.684 

Command 

Younger Alluvium 

0.008 

Command 

Younger Alluvium 

10.406 

Command 

Younger Alluvium 

3.445 

Command 

Younger Alluvium 

1.020 

Command 

Younger Alluvium 

0.981 

Command 

Younger Alluvium 

1.052 

Command 

Younger Alluvium 

1.637 

Command 

Younger Alluvium 

3.506 

Command 

Younger Alluvium 

1.930 

Command 

Younger Alluvium 

4.079 

Command 

Younger Alluvium 

2.017 

Command 

Younger Alluvium 

2.956 

Command 

Younger Alluvium 

1.227 

Command 

Younger Alluvium 

1.359 

Command 

Younger Alluvium 

1.075 

Command 

Younger Alluvium 

1.234 

Command 

Younger Alluvium 

0.081 

Command 

Younger Alluvium 

3.386 

Command 

Younger Alluvium 

0.063 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

90 

90,000 

70,000 

90 

90,000 

70,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

90,000 

70,000 

120 

150,000 

130,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

120 

150,000 

130,000 

90 

70,000 

50,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

90 

90,000 

70,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

130,000 

90,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

70,000 

50,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

90 

90,000 

70,000 

120 

150,000 

130,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 






















































































































































































































































































































































































































































































































































































































































Micro-watershed 



9 JGW 


9 JSL 


9 KM 


9 KWD 


9 MRN 


9 MZW 


9 NTR 


9 SPM 


91 RD 


99 RD 


Ajeetpura 


Alayla 


Amarpura 


ANOOPSHAHAR 


APUWALA 


ARARKI 


Asan 


ASARJANA 


Bain 


Bairasar Bara 


Bairasar Budhu 


Bairasar Chhota 


Bairasar Gumana 


Bairasar Manjhla 


Banra 


BAR BEERANA 


Bas Kanjan 


Beijwa 


BHADI 


BHADRA KHAS 


Bhagela 


BHAGWAN 


Bhalau Tal 


BHANAI 


Bhangarh 


BHANGWA 


Bhanin 


Bhatod 


Bheemsana 


BHEERANI 


BHOGRANA 


BHOOKAR KA BARANI 


0802000700481500 


0802000700481800 


0802000500435000 


0802000500425300 


0802000700475100 


sq.km 


( 4 ) 


2.670 


15.130 


3.686 


1.065 


7.654 



0802000300384600 

0.606 

0802000700471600 

7.872 

0802000500438500 

3.812 

0802000500418700 

1.552 

0802000500420800 

4.385 

0802000700490700 

46.017 

0802000700489700 

11.862 


0804000200582800 

8.315 

0802000700482800 

33.088 


Stage I 


Stage I 


0802000700483000 

7.126 

Saline 

0802000700488700 

30.035 

Saline 

0802000600465400 

13.282 

Saline 

0802000600465300 

23.232 

Saline 

0802000700490800 

11.459 

Saline 

0802000600450500 

15.250 

Saline 

0804000100573300 

56.108 

Saline 


Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


( 6 ) 


Nohar Sidhmukh 


Nohar Sidhmukh 


IGNP Canal System 


IGNP Canal System 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


Bhakhra Canal 


IGNP Canal System 


Bhakhra Canal 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


Nohar Sidhmukh 


IGNP Canal System 


Non-command 


Nohar Sidhmukh 


Nohar Sidhmukh 


Nohar Sidhmukh 


Nohar Sidhmukh 


Nohar Sidhmukh 


Nohar Sidhmukh 


IGNP Canal System 


0804000200599900 

8.198 

Saline 

0804000200596800 

6.210 

Saline 

0804000200596600 

7.299 

Saline 

0804000200596500 

4.471 

Saline 

0804000200596700 

8.817 

Saline 

0804000100573700 

13.719 

Saline 

0802000600464700 

31.849 

Saline 


0804000200584800 

9.944 

Saline 

0804000200596300 

9.648 

Saline 

0802000700490200 

30.424 

Saline 


Stage I 


Stage I 


Stage I 


Stage I 



0802000700487000 

3.302 

Saline 

0804000200586300 

20.796 

Saline 

0802000600450300 

19.412 

Saline 

0804000100574200 

16.620 

Saline 

0802000700490500 

35.275 

Saline 

0802000700491100 

13.752 

Saline 

0802000700488200 

10.723 

Saline 

0804000100573900 

22.749 

Saline 

0804000200586900 

6.862 

Saline 



0802000600470100 

19.194 

0802000600452100 

51.041 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


Bhakhra Canal 


Nohar Sidhmukh 


IGNP Canal System 


Non-command 


IGNP Canal System Stage I 


Nohar Sidhmukh 


Bhakhra Canal 


Nohar Sidhmukh 


Nohar Sidhmukh 


IGNP Canal System 


Nohar Sidhmukh 


IGNP Canal System 


Nohar Sidhmukh 


Nohar Sidhmukh 


Nohar Sidhmukh 


IGNP Canal System 


IGNP Canal System 


Non-command 


Nohar Sidhmukh 


Nohar Sidhmukh 


Nohar Sidhmukh 


Nohar Sidhmukh 


Nohar Sidhmukh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Command 

Younger Alluvium 

2.670 

Command 

Younger Alluvium 

15.130 

Command 

Younger Alluvium 

3.686 

Command 

Younger Alluvium 

1.065 

Command 

Younger Alluvium 

0.053 

Command 

Younger Alluvium 

7.601 

Command 

Younger Alluvium 

2.556 

Command 

Younger Alluvium 

0.826 

Command 

Younger Alluvium 

0.606 

Command 

Younger Alluvium 

0.033 

Command 

Younger Alluvium 

0.413 

Command 

Younger Alluvium 

1.552 

Command 

Younger Alluvium 

3.543 

Command 

Younger Alluvium 

46.017 

Command 

Younger Alluvium 

10.751 

Non-command 

Younger Alluvium 

1.111 

Command 

Younger Alluvium 

7.126 

Command 

Younger Alluvium 

30.035 

Command 

Younger Alluvium 

13.282 

Command 

Younger Alluvium 

22.766 

Command 

Younger Alluvium 

11.459 

Command 

Younger Alluvium 

15.250 

Command 

Older Alluvium 

14.622 

Command 

Younger Alluvium 

29.014 

Non-command 

Older Alluvium 

4.053 

Non-command 

Older Alluvium 

3.330 

Non-command 

Older Alluvium 

7.296 

Non-command 

Older Alluvium 

4.471 

Non-command 

Older Alluvium 

8.817 

Command 

Older Alluvium 

9.726 

Command 

Younger Alluvium 

0.198 

Command 

Younger Alluvium 

31.652 

Command 

Older Alluvium 

8.595 

Non-command 

Older Alluvium 

9.648 

Command 

Younger Alluvium 

20.543 

Command 

Younger Alluvium 

9.882 

Command 

Younger Alluvium 

5.823 

Command 

Younger Alluvium 

7.110 

Command 

Younger Alluvium 

3.302 

Command 

Older Alluvium 

7.992 

Command 

Younger Alluvium 

19.412 

Command 

Older Alluvium 

4.262 

Command 

Younger Alluvium 

35.275 

Command 

Younger Alluvium 

13.752 

Command 

Younger Alluvium 

10.723 

Command 

Older Alluvium 

8.048 

Command 

Older Alluvium 

1.291 

Non-command 

Older Alluvium 

0.846 

Command 

Younger Alluvium 

8.315 

Command 

Younger Alluvium 

0.055 

Command 

Younger Alluvium 

33.033 

Command 

Younger Alluvium 

18.956 

Command 

Younger Alluvium 

29.011 



with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

90 

130,000 

90,000 

90 

130,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

90,000 

70,000 

90 

130,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

130,000 

90,000 

90 

70,000 

50,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

60,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

120 

100,000 

70,000 

90 

70,000 

50,000 

120 

90,000 

60,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

120 

90,000 

60,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

70,000 

50,000 

90 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 



























































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

Bhuda Ka Bas 

0805000100669300 

5.192 

Saline 

BHURANPURABARANI 

0802000200344700 

3.441 

Fresh 


Type of Area (Command / N< 
command) 



0804000200585000 


Fresh 


Saline 


11.299 Saline 



Birmi Patta 

0804000200581900 

11.027 

Saline 

BOJHALA 

0802000700486500 

12.315 

Saline 

Brahmanwasi 

0802000600465200 

9.223 

Saline 



BUDHER 

0802000700490900 

5.676 

Saline 

Chaharwala 

0804000200585200 

5.258 

Saline 

Chailanabas 

0804000200587600 

8.520 

Saline 

Chainpura Bara 

0804000200584700 

13.879 

Saline 

Chainpura Chhota 

0804000200586000 

24.255 

Saline 

CHAK DEIDASPURA 

0802000600465100 

12.590 

Saline 



Chak Ranasar 

0805000100669400 

1.427 

Saline 

Chak Sardarpura 

0802000600459800 

13.822 

Saline 


CHANAN 

0802000700488400 

6.353 

Saline 

Chanana 

0804000200587800 

8.403 

Saline 


CHOBARA 

0802000700488800 

5.560 

Saline 

Chubkiya Tal 

0804000200584600 

11.472 

Saline 


( 6 ) 


Non-command 


Nohar Sidhmukh 


Non-command 


Nohar Sidhmukh 


Non-command 


Nohar Sidhmukh 


Nohar Sidhmukh 


Nohar Sidhmukh 


Non-command 


IGNP Canal System 


IGNP Canal System 


Nohar Sidhmukh 


Bhakhra Canal 


Nohar Sidhmukh 


Non-command 


Nohar Sidhmukh 


IGNP Canal System 


Non-command 


IGNP Canal System 


IGNP Canal System 


Bhakhra Canal 


Nohar Sidhmukh 


Non-command 


Bhakhra Canal 


Nohar Sidhmukh 


Non-command 


Non-command 


Bhakhra Canal 


Nohar Sidhmukh 


Nohar Sidhmukh 


IGNP Canal System 


Non-command 


Nohar Sidhmukh 


IGNP Canal System 


Chubkiyagarh 


0804000200583000 


9.246 Saline IGNP Canal System 



Dabli Dhani 


Dabri 


DALPATPURA 


Dandeoo Mohansingh 


Dandeoo Ramsingh 


Dantli 


Dayawath 


0804000200595900 

7.716 

0802000700491400 

32.966 



0804000100571100 

10.431 

0802000600469300 

32.447 

0804000200599500 

8.476 

0804000200599600 

5.652 

0804000200585100 

5.970 


0804000200582000 


Non-command 


Nohar Sidhmukh 


Nohar Sidhmukh 


IGNP Canal System 


Nohar Sidhmukh 


Non-command 


Non-command 


IGNP Canal System 


9.538 Saline IGNP Canal System 



DEEPLANA BARANI 


0802000600464500 


3.151 Saline Bhakhra Canal 


Nohar Sidhmukh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Older Alluvium 

0.232 

Command 

Younger Alluvium 

0.075 

Non-command 

Younger Alluvium 

1.066 

Command 

Younger Alluvium 

0.272 

Non-command 

Younger Alluvium 

1.936 

Command 

Younger Alluvium 

0.008 

Command 

Younger Alluvium 

4.906 

Command 

Younger Alluvium 

6.736 

Non-command 

Younger Alluvium 

0.629 

Command 

Older Alluvium 

3.753 

Command 

Younger Alluvium 

4.445 

Command 

Younger Alluvium 

11.027 

Command 

Younger Alluvium 

12.315 

Command 

Younger Alluvium 

1.566 

Command 

Younger Alluvium 

7.657 

Non-command 

Younger Alluvium 

0.000 

Command 

Younger Alluvium 

5.676 

Command 

Older Alluvium 

0.884 

Non-command 

Older Alluvium 

0.637 

Command 

Older Alluvium 

13.879 

Command 

Older Alluvium 

24.255 

Command 

Younger Alluvium 

7.679 

Command 

Younger Alluvium 

4.911 

Non-command 

Younger Alluvium 

0.000 

Command 

Younger Alluvium 

3.614 

Command 

Younger Alluvium 

2.227 

Non-command 

Younger Alluvium 

0.000 

Non-command 

Older Alluvium 

0.272 

Command 

Younger Alluvium 

8.283 

Command 

Younger Alluvium 

5.539 

Command 

Younger Alluvium 

6.353 

Command 

Older Alluvium 

1.296 

Non-command 

Older Alluvium 

0.828 

Command 

Younger Alluvium 

5.560 

Command 

Older Alluvium 

11.470 

Command 

Younger Alluvium 

0.002 

Command 

Older Alluvium 

6.089 

Command 

Younger Alluvium 

0.061 

Command 

Older Alluvium 

2.768 

Command 

Younger Alluvium 

0.328 

Non-command 

Older Alluvium 

0.067 

Command 

Younger Alluvium 

0.020 

Command 

Younger Alluvium 

32.945 

Command 

Older Alluvium 

0.013 

Command 

Younger Alluvium 

28.042 

Non-command 

Older Alluvium 

0.426 

Non-command 

Older Alluvium 

0.272 

Command 

Older Alluvium 

0.691 

Command 

Younger Alluvium 

0.360 

Command 

Older Alluvium 

0.004 

Command 

Younger Alluvium 

9.533 

Command 

Younger Alluvium 

1.930 

Command 

Younger Alluvium 

1.220 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

50,000 

50,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

90 

130,000 

90,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

130,000 

90,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

120 

50,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

130,000 

90,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

90 

130,000 

90,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

120 

90,000 

60,000 

90 

70,000 

50,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

90 

70,000 

50,000 

90 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM 


( 15 ) 


0.006 




0.118 

0.118 

0.143 

0.143 

0.235 

0.235 
























































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Type of Area (Command / Non 
command) 


Name 

Census Code 

Area 






sq.km 



( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

DEIDAS 

0802000600450200 

15.411 

Saline 

Nohar Sidhmukh 

Deogarh 

0804000100573200 

19.649 

Saline 

IGNP Canal System 


Devipura 


DHAKA 


Dhana 


Dhanapatta Rajpura 


Dhandhal Chaina 


Dhandhal Kheta 


DhandhalLekhoo 


Dhandhal Shera 


DHANDHELA 


Dhangra 


Dhani Bari 


Dhani Charnan 


Dhani Chhoti 


Dhani Jeewangeer 


Dhani Kheenwa 


DHANIKHOKHRAN 


Dhani Kumharan 


DHANI LALKHAN 


Dhani Mauji 


Dhani Motisingh 


DHANI SWAMIYAN 


Dhanothi Bari 


Dhanothi Chhoti 


Dheengi 


Dheerwas Chhota 


Dhigarla 


Dholiya 


0804000200594800 

3.767 

Saline 

0802000700490300 

6.517 

Saline 

0804000200586100 

10.170 

Saline 


0804000100581700 

6.961 

Saline 

0804000200589400 

3.255 

Saline 

0804000200589300 

4.477 

Saline 

0804000200587100 

4.499 

Saline 

0804000200589500 

5.277 

Saline 

0802000600449900 

13.433 

Saline 

0804000200582900 

10.495 

Saline 



0804000200582400 

12.360 

Saline 

0802000600464900 

12.058 

Saline 



0804000200582300 

9.962 

0804000200596100 

5.200 

0804000200596200 

6.885 

0802000700487100 

7.080 

0804000200587400 

4.575 

0802000600450100 

10.029 

0804000200599800 

6.002 

0804000100581600 

6.777 

0802000700483700 

6.150 



0804000200583900 


0802000600463200 


Non-command 


Nohar Sidhmukh 


IGNP Canal System 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Nohar Sidhmukh 


IGNP Canal System 


9.476 Fresh 



3.850 Saline 


9.947 Saline 


0804000100581800 

9.765 

Saline 

0804000100570600 

13.590 

Saline 


0804000200584500 

31.630 

Saline 

0804000200583100 

7.308 

Saline 


Nohar Sidhmukh 


Nohar Sidhmukh 


Bhakhra Canal 


Nohar Sidhmukh 


Nohar Sidhmukh 


Non-command 


Non-command 


Nohar Sidhmukh 


Non-command 


Nohar Sidhmukh 


Non-command 


Non-command 


Nohar Sidhmukh 


Nohar Sidhmukh 


IGNP Canal System 


Non-command 


Nohar Sidhmukh 


Non-command 


IGNP Canal System 


Nohar Sidhmukh 


Non-command 


Bhakhra Canal 


Nohar Sidhmukh 


Bhakhra Canal 


Nohar Sidhmukh 


Non-command 


IGNP Canal System 


Non-command 


IGNP Canal System 


Nohar Sidhmukh 


DHOLPALIYA 


DOBHI 


Dokwa 


DOONGARSINGHPURA 


DOONGRANA 


0802000700487700 

8.190 

Saline 

0802000700488100 

12.913 

Saline 

0804000200594400 

18.593 

Saline 

0802000700489400 

8.729 

Saline 


0802000700486800 


29.894 Saline 


Nohar Sidhmukh 


Nohar Sidhmukh 


Non-command 


IGNP Canal System Stage I 


Non-command 


Nohar Sidhmukh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Command 

Younger Alluvium 

15.309 

Command 

Older Alluvium 

4.923 

Command 

Younger Alluvium 

14.726 

Non-command 

Older Alluvium 

1.513 

Command 

Younger Alluvium 

6.517 

Command 

Older Alluvium 

6.946 

Non-command 

Older Alluvium 

3.224 

Non-command 

Older Alluvium 

1.855 

Non-command 

Older Alluvium 

3.255 

Non-command 

Older Alluvium 

4.477 

Non-command 

Older Alluvium 

4.499 

Non-command 

Older Alluvium 

5.277 

Command 

Younger Alluvium 

9.418 

Command 

Older Alluvium 

4.060 

Command 

Younger Alluvium 

2.807 

Command 

Younger Alluvium 

3.627 

Command 

Younger Alluvium 

12.360 

Command 

Younger Alluvium 

5.932 

Command 

Younger Alluvium 

6.127 

Command 

Younger Alluvium 

9.962 

Non-command 

Older Alluvium 

5.200 

Non-command 

Older Alluvium 

6.885 

Command 

Younger Alluvium 

7.080 

Non-command 

Older Alluvium 

4.575 

Command 

Younger Alluvium 

3.495 

Non-command 

Older Alluvium 

4.619 

Non-command 

Older Alluvium 

0.825 

Command 

Younger Alluvium 

1.631 

Command 

Younger Alluvium 

4.519 

Command 

Older Alluvium 

1.427 

Non-command 

Older Alluvium 

0.036 

Command 

Older Alluvium 

0.001 

Non-command 

Older Alluvium 

0.003 

Command 

Older Alluvium 

4.740 

Command 

Older Alluvium 

2.234 

Command 

Younger Alluvium 

0.537 

Non-command 

Older Alluvium 

1.556 

Command 

Younger Alluvium 

3.744 

Command 

Younger Alluvium 

0.106 

Command 

Younger Alluvium 

0.568 

Command 

Younger Alluvium 

9.379 

Non-command 

Older Alluvium 

2.676 

Command 

Younger Alluvium 

0.955 

Non-command 

Younger Alluvium 

0.012 

Command 

Older Alluvium 

31.630 

Command 

Older Alluvium 

0.075 

Command 

Younger Alluvium 

7.233 

Command 

Younger Alluvium 

8.190 

Command 

Younger Alluvium 

12.913 

Non-command 

Older Alluvium 

6.548 

Command 

Younger Alluvium 

7.598 

Non-command 

Younger Alluvium 

1.131 

Command 

Younger Alluvium 

29.894 


with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

90 

70,000 

50,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

100,000 

70,000 

90 

130,000 

90,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

60,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

90 

70,000 

50,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

90 

130,000 

90,000 

120 

100,000 

70,000 

90 

70,000 

50,000 

120 

100,000 

70,000 

120 

90,000 

60,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

120 

100,000 

70,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

90 

130,000 

90,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.017 

0.017 

0.008 

0.008 










































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


DURJANA 


GADHARA 


Gadra 


Gagor 


Galar 


GANGASING PURA 


Ghanau 


GHEU 


GORKHANA 


Gulpura 


GUNJASARI 


Hansiyawas 


Haripura 


Harpaloo Kubdi 


HATH I PURA 


Hunatpura 


JAGASARI BARI 


Janau Khari 


JATAN 


Jetpura 


Jhadsar Kandhlan 


0804000200585800 


0802000700485500 


0802000600451500 


0804000200589600 


0802000700485100 


0804000200584400 


0804000100573800 


0804000200592200 


0802000700487200 


0802000700485300 


0802000700489500 


sq.km 


( 4 ) ( 5 ) 


23.455 Saline 


24.499 Sal 


0802000600469200 

24.316 

0802000700491300 

19.270 

0802000700490400 

8.911 

0804000200592700 

12.340 

0804000200583600 

20.686 

0802000700483900 

4.542 



27.347 


35.308 


19.933 


12.103 


6.128 


20.438 


5.924 


5.042 


2.018 


12.626 


12.811 


11.893 Sal 


0804000200600400 

11.281 

Saline 

0802000700485400 

14.490 

Saline 

0804000200600000 

5.825 

Saline 

0804000100573100 

25.344 

Saline 


( 6 ) 


Nohar Sidhmukh 


Non-command 


IGNP Canal System 


Nohar Sidhmukh 


Nohar Sidhmukh 


Nohar Sidhmukh 


Nohar Sidhmukh 


Non-command 


Nohar Sidhmukh 


Nohar Sidhmukh 


Nohar Sidhmukh 


IGNP Canal System 


Nohar Sidhmukh 


Non-command 


Non-command 


Nohar Sidhmukh 


IGNP Canal System 


IGNP Canal System 


Non-command 


Nohar Sidhmukh 


Nohar Sidhmukh 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


Nohar Sidhmukh 


Non-command 


IGNP Canal System 


Jhanbar 


JHILODA 


Jhoongli 


JOGIWALA BARANI 


JOGIYASAN NO.l 


JOGIYASAN NO.2 


JOGIYASAN NO.3 


Jorawarpura 


Kalal Kotra 


Kalana 


Kalana Teeba 


Kalori 


Kalwas 


KANAU 


Kanawasi 


Kanjan 


KARANPURABARANI 


KAROTI 


0804000200589900 

8.136 

Saline 

0802000700491200 

12.580 

Saline 

0804000200592900 

6.805 

Saline 

0802000700483100 

6.605 

Saline 

0802000600459500 

4.675 

Saline 

0802000600465000 

1.573 

Saline 


0802000600464800 


0802000600469500 


0804000200585900 


0802000700486900 


0804000200595100 


0804000200595000 


0804000200594100 


0804000100570800 


5.131 

Saline 

6.738 

Saline 

7.533 

Saline 

40.587 

Saline 

10.689 

Saline 

0.724 

Saline 

8.898 

Saline 

21.955 

Saline 



0802000700485700 

46.928 

Saline 

0804000200596400 

3.569 

Saline 

0804000200584900 

18.670 

Saline 

0802000700485000 

19.168 

Saline 

0802000600464600 

2.706 

Saline 


Non-command 


Nohar Sidhmukh 


Non-command 


Nohar Sidhmukh 


Bhakhra Canal 


Bhakhra Canal 


Nohar Sidhmukh 


Nohar Sidhmukh 


Nohar Sidhmukh 


IGNP Canal System 


Nohar Sidhmukh 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


Nohar Sidhmukh 


Non-command 


Nohar Sidhmukh 


Non-command 


IGNP Canal System 


Nohar Sidhmukh 


Bhakhra Canal 


Nohar Sidhmukh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Command 

Younger Alluvium 

3.563 

Non-command 

Younger Alluvium 

0.242 

Command 

Older Alluvium 

22.441 

Command 

Older Alluvium 

0.160 

Command 

Younger Alluvium 

0.375 

Command 

Younger Alluvium 

19.270 

Command 

Younger Alluvium 

8.911 

Non-command 

Older Alluvium 

9.511 

Command 

Younger Alluvium 

20.686 

Command 

Younger Alluvium 

4.286 

Command 

Younger Alluvium 

0.256 

Command 

Older Alluvium 

16.999 

Command 

Younger Alluvium 

35.308 

Non-command 

Younger Alluvium 

0.251 

Non-command 

Older Alluvium 

12.103 

Command 

Younger Alluvium 

6.128 

Command 

Older Alluvium 

20.438 

Command 

Older Alluvium 

5.924 

Non-command 

Older Alluvium 

0.178 

Command 

Younger Alluvium 

2.018 

Command 

Younger Alluvium 

12.626 

Command 

Younger Alluvium 

11.258 

Non-command 

Younger Alluvium 

1.553 

Command 

Younger Alluvium 

5.033 

Non-command 

Younger Alluvium 

6.860 

Non-command 

Older Alluvium 

3.569 

Command 

Younger Alluvium 

14.490 

Non-command 

Older Alluvium 

5.825 

Command 

Older Alluvium 

4.508 

Command 

Younger Alluvium 

2.515 

Non-command 

Older Alluvium 

0.721 

Command 

Younger Alluvium 

12.580 

Non-command 

Older Alluvium 

0.594 

Command 

Younger Alluvium 

6.605 

Command 

Younger Alluvium 

4.675 

Command 

Younger Alluvium 

0.087 

Command 

Younger Alluvium 

1.486 

Command 

Younger Alluvium 

5.131 

Command 

Younger Alluvium 

6.738 

Command 

Older Alluvium 

7.533 

Command 

Younger Alluvium 

40.587 

Non-command 

Older Alluvium 

10.689 

Non-command 

Older Alluvium 

0.724 

Non-command 

Older Alluvium 

2.935 

Command 

Younger Alluvium 

2.515 

Command 

Younger Alluvium 

0.009 

Non-command 

Younger Alluvium 

2.186 

Command 

Younger Alluvium 

3.388 

Non-command 

Older Alluvium 

3.569 

Command 

Older Alluvium 

12.559 

Command 

Younger Alluvium 

19.168 

Command 

Younger Alluvium 

1.619 

Command 

Younger Alluvium 

1.087 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

90 

70,000 

50,000 

90 

70,000 

50,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

90 

70,000 

50,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

120 

100,000 

70,000 

90 

130,000 

90,000 

90 

70,000 

50,000 

120 

100,000 

70,000 

90 

130,000 

90,000 

120 

100,000 

70,000 

120 

90,000 

60,000 

120 

100,000 

70,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

120 

100,000 

70,000 

90 

130,000 

90,000 

120 

100,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

100,000 

70,000 

90 

130,000 

90,000 

120 

100,000 

70,000 

90 

130,000 

90,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

120 

100,000 

70,000 

90 

130,000 

90,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

90 

130,000 

90,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

90 

130,000 

90,000 

90 

70,000 

50,000 

90 

70,000 

50,000 


















































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


KEHARWALA BARANI 


Kerlibas 


Khabarpura 


Khariya 


Khariyabas 


Khemana 


Kheri 


Khori 


Khuddi 


Khyali 


KIKRALI 


Kishanpura 


Kishanpuriya 


Kunji 


Lakhasar 


Lakhlan 


LALANAWAS DIKHNADA 


LALANAWAS JETASARI 


LALANAWAS NATHWANIYA 


LALANAWAS SHEOPURA 


LALANAWAS UTRADA 


Lambor Bari 


Lambor Chhipiyan 


Lambor Chhoti 


Leelawathi 


Loodniya 


0802000200343200 


0804000200595800 


0804000200600100 


0804000200594900 


0804000200595600 


0804000200592800 


0804000200594500 


0805000100669200 


0804000200587700 


0804000200586200 


0802000600450400 


0804000200587300 


0804000200583300 


0802000700486300 


0802000600465800 


0804000200589100 


0802000600469900 


0802000600470000 


0802000600469800 


0802000600469700 


0802000600469600 


0804000200592500 


0804000200592600 


0804000200592400 


0804000200600200 


0804000100571000 


sq.km 


( 4 ) 


6.016 


2.883 


2.705 


6.456 


4.567 


2.560 


7.401 


6.923 


10.264 


21.130 


18.602 Saline 


15.985 Saline 




23.314 


5.135 


12.666 


26.655 


16.134 


29.162 


13.907 


14.753 


9.007 


26.762 


15.688 


7.291 


5.853 


3.852 


6.730 


( 6 ) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


Non-command 


Nohar Sidhmukh 


Non-command 


Nohar Sidhmukh 


Non-command 


IGNP Canal System Stage I 


Nohar Sidhmukh 


Non-command 


Non-command 


Nohar Sidhmukh 


Nohar Sidhmukh 


Nohar Sidhmukh 


Non-command 


Nohar Sidhmukh 


Nohar Sidhmukh 


Nohar Sidhmukh 


Nohar Sidhmukh 


Nohar Sidhmukh 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


Loodniya Chhota 


Ludi Khuba 


Lutana Sadasukh 


Maghau 


Malanabas 


MALIYA 


MALKAS 


Malsisar 


Malwas 


0804000100570900 

2.760 

Saline 

0804000200589700 

4.290 

Saline 

0804000200590300 

6.190 

Saline 

0804000200595400 

3.761 

Saline 

0804000200595500 

4.760 

Saline 

0802000600451700 

15.258 

Saline 


0802000700490100 

12.149 

Saline 

0802000700486400 

25.844 

Saline 

0804000200582100 

17.009 

Saline 


IGNP Canal System 


Non-command 


Non-command 


Non-command 


Non-command 


Nohar Sidhmukh 


Non-command 


IGNP Canal System Stage I 


Nohar Sidhmukh 


IGNP Canal System 


Mangla 


MEGHSINGHPURA 


MEHLIYA 


MEHRIYAN 


0804000200589200 

6.365 

Saline 

0802000600451800 

10.123 

Saline 

0802000700486600 

6.445 

Saline 

0802000700491900 

10.097 

Fresh 



Mithdi Balwantsing 


0804000200594600 


Non-command 


Nohar Sidhmukh 


Nohar Sidhmukh 


Nohar Sidhmukh 


Non-command 


Nohar Sidhmukh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Younger Alluvium 

0.878 

Non-command 

Older Alluvium 

2.883 

Non-command 

Older Alluvium 

2.280 

Non-command 

Older Alluvium 

6.456 

Non-command 

Older Alluvium 

0.085 

Non-command 

Older Alluvium 

2.373 

Non-command 

Older Alluvium 

7.401 

Non-command 

Older Alluvium 

5.897 

Non-command 

Older Alluvium 

2.891 

Command 

Older Alluvium 

19.782 

Non-command 

Older Alluvium 

1.346 

Command 

Younger Alluvium 

18.581 

Non-command 

Younger Alluvium 

0.021 

Command 

Younger Alluvium 

4.154 

Non-command 

Younger Alluvium 

11.831 

Command 

Younger Alluvium 

0.032 

Command 

Younger Alluvium 

3.469 

Non-command 

Younger Alluvium 

8.369 

Non-command 

Older Alluvium 

23.314 

Command 

Younger Alluvium 

5.135 

Command 

Younger Alluvium 

0.572 

Command 

Younger Alluvium 

0.399 

Non-command 

Older Alluvium 

9.700 

Command 

Younger Alluvium 

29.162 

Command 

Younger Alluvium 

13.907 

Command 

Younger Alluvium 

14.753 

Command 

Younger Alluvium 

9.007 

Command 

Younger Alluvium 

26.762 

Non-command 

Older Alluvium 

11.060 

Non-command 

Older Alluvium 

5.906 

Non-command 

Older Alluvium 

2.068 

Non-command 

Older Alluvium 

0.118 

Command 

Older Alluvium 

0.027 

Command 

Younger Alluvium 

4.282 

Command 

Younger Alluvium 

0.442 

Non-command 

Older Alluvium 

1.400 

Non-command 

Older Alluvium 

2.017 

Non-command 

Older Alluvium 

3.761 

Non-command 

Older Alluvium 

4.760 

Command 

Younger Alluvium 

11.765 

Non-command 

Younger Alluvium 

2.641 

Command 

Younger Alluvium 

12.149 

Command 

Younger Alluvium 

12.434 

Command 

Older Alluvium 

16.043 

Command 

Younger Alluvium 

0.966 

Non-command 

Older Alluvium 

6.365 

Command 

Younger Alluvium 

10.123 

Command 

Younger Alluvium 

5.823 

Command 

Younger Alluvium 

0.047 

Non-command 

Younger Alluvium 

0.004 

Command 

Younger Alluvium 

10.043 

Non-command 

Younger Alluvium 

0.003 

Non-command 

Older Alluvium 

4.919 



with 

Pumpset 


( 9 ) ( 10 ) 


2 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

90 

110,000 

90,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

50,000 

50,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

90 

130,000 

90,000 

90 

70,000 

50,000 

120 

100,000 

70,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

90 

70,000 

50,000 

90 

130,000 

90,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

120 

100,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 
















































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 



Mithdi Kesarisingh 


Mithi 


Modawasi 


MOJANA 


MOMANWAS 


MOTHSARAN 


Motipura 


MUNASARI BARANI 


MUNDARIYA BARA 


MUNDARIYA CHHOTA 


NAHRANA 


Narwasi 


Nohar (M) 


NOONWAN 


Nyagal Bari 


Nyangali 


PACHARWALI 


Paharsar 


Palri 


Pandreu Tal 


Pandreu Teeba 


PATWA BARANI 


Raisinghpura 


Rajgarh (M) 


Rajgarh (Rural) 


Rajpura 


Rajpuriya 


Rakhi 


Rambas 


Census Code 

Area 


sq.km 

( 3 ) 

( 4 ) 

0804000200594700 

6.150 

0804000200586800 

13.392 

0804000200587500 

8.190 

0802000700491500 

2.735 



0802000700488500 

7.713 

0802000700488600 

9.725 

0802000700487800 

3.410 

0802000700480300 

27.337 

0802000700489300 

11.032 

0802000700489200 

8.712 


0802000600470200 

22.162 

Saline 

0804000200587200 

8.338 

Saline 


0802000640205000 

4.708 

Saline 

0802000700485600 

38.195 

Saline 

0804000200584200 

19.110 

Saline 

0804000200588900 

11.264 

Saline 

0802000700488300 

9.561 

Saline 

0804000200587000 

15.837 

Saline 

0802000700490000 

5.955 

Saline 



0804000100577200 

10.664 

0804000100573600 

9.272 

0802000700483600 

3.152 


0802000600465500 

20.195 

0804000240402000 

77.941 

0804000200589800 

2.266 

0802000700487500 

3.538 




0804000200582700 

10.832 

Saline 

0802000700486700 

12.204 

Saline 

0802000700489900 

9.347 

Saline 



Ramsara Tal 


Ramsara Teeba 


0804000200583500 

9.717 

Saline 

0804000200583200 

5.310 

Saline 


( 6 ) 


Non-command 


Non-command 


Non-command 


Nohar Sidhmukh 


Nohar Sidhmukh 


Nohar Sidhmukh 


Nohar Sidhmukh 


Nohar Sidhmukh 


Nohar Sidhmukh 


Non-command 


Nohar Sidhmukh 


Non-command 


Nohar Sidhmukh 


IGNP Canal System 


Non-command 


Bhakhra Canal 


Nohar Sidhmukh 


IGNP Canal System 


Non-command 


Nohar Sidhmukh 


Non-command 


IGNP Canal System Stage I 


Nohar Sidhmukh 


Non-command 


IGNP Canal System 


IGNP Canal System 


Nohar Sidhmukh 


Nohar Sidhmukh 


Nohar Sidhmukh 


Non-command 


Non-command 


Bhakhra Canal 


Nohar Sidhmukh 


Bhakhra Canal 


Nohar Sidhmukh 


Nohar Sidhmukh 


Nohar Sidhmukh 


IGNP Canal System Stage I 


Nohar Sidhmukh 


Non-command 


Nohar Sidhmukh 


Non-command 


Nohar Sidhmukh 


Nohar Sidhmukh 


RASLANA 


Ratanpura 



Rau Tal 


Rau Teeba 


Rawatsar (M) 


Rejri 


0802000700485200 

26.499 

0802000700491600 

6.943 



0804000200594000 

19.872 

0804000200595200 

3.454 

0804000200595300 

10.247 

0802000540204000 

2.944 

0804000200583700 

7.762 



Nohar Sidhmukh 


Nohar Sidhmukh 


Nohar Sidhmukh 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 


Nohar Sidhmukh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Older Alluvium 

3.612 

Non-command 

Older Alluvium 

2.438 

Non-command 

Older Alluvium 

8.023 

Command 

Younger Alluvium 

0.032 

Command 

Younger Alluvium 

2.703 

Command 

Younger Alluvium 

7.713 

Command 

Younger Alluvium 

9.725 

Command 

Younger Alluvium 

3.410 

Command 

Younger Alluvium 

27.337 

Non-command 

Younger Alluvium 

11.032 

Command 

Younger Alluvium 

3.303 

Non-command 

Younger Alluvium 

5.137 

Command 

Younger Alluvium 

18.901 

Command 

Older Alluvium 

0.155 

Non-command 

Older Alluvium 

8.183 

Command 

Younger Alluvium 

3.059 

Command 

Younger Alluvium 

35.471 

Command 

Older Alluvium 

9.254 

Non-command 

Older Alluvium 

2.393 

Command 

Younger Alluvium 

9.561 

Non-command 

Older Alluvium 

15.344 

Command 

Younger Alluvium 

3.220 

Command 

Younger Alluvium 

2.085 

Non-command 

Younger Alluvium 

0.650 

Command 

Older Alluvium 

0.030 

Command 

Older Alluvium 

4.284 

Command 

Younger Alluvium 

0.086 

Command 

Younger Alluvium 

3.066 

Command 

Younger Alluvium 

5.093 

Non-command 

Older Alluvium 

55.168 

Non-command 

Older Alluvium 

2.266 

Command 

Younger Alluvium 

0.265 

Command 

Younger Alluvium 

0.030 

Command 

Younger Alluvium 

0.895 

Command 

Younger Alluvium 

2.349 

Command 

Younger Alluvium 

10.832 

Command 

Younger Alluvium 

12.204 

Command 

Younger Alluvium 

1.381 

Command 

Younger Alluvium 

5.389 

Non-command 

Younger Alluvium 

2.578 

Command 

Younger Alluvium 

7.207 

Non-command 

Younger Alluvium 

4.351 

Command 

Younger Alluvium 

9.717 

Command 

Older Alluvium 

1.998 

Command 

Younger Alluvium 

3.312 

Command 

Younger Alluvium 

26.499 

Command 

Younger Alluvium 

0.020 

Command 

Younger Alluvium 

6.923 

Non-command 

Older Alluvium 

0.746 

Non-command 

Older Alluvium 

3.402 

Non-command 

Older Alluvium 

10.247 

Command 

Younger Alluvium 

2.944 

Command 

Older Alluvium 

0.001 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

90 

70,000 

50,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

90 

70,000 

50,000 

90 

130,000 

90,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

90 

130,000 

90,000 

120 

100,000 

70,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

70,000 

50,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

120 

100,000 

70,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

90 

130,000 

90,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

90 

90,000 

70,000 

120 

200,000 

150,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 



0.050 

0.050 

0.126 

0.126 































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


16003021 


Sadpura 


SAGARA BARANI 


Sankhoo 


Sardarpura 


SARDARPURA BAS BHADRA 


SARDARPURA BASBHOLA 


SHEODANPURABARANI 


SHERARA 


SIKRORI BARANI 


Sooratpura 


Soorpura 


SOTI BARI 


Tamba Kheri 


Tamkor 


THALARKA BARANI 


Tunda Kheri 


UTRADABAS 


Vijaypura 


1 BJW 


1 CLD 


1JBD 


1 KDM 


1 KHD 


1 KND 


1 MC 


1 MC BARANI 


1 PPN 


1 SMR 


Type of Area (Command / Non¬ 
command) 



0804000200582600 

11.333 

0802000700482700 

1.173 

0804000200596000 

24.361 

0804000200582500 

6.210 

0802000700483800 

1.979 


0802000700481700 

0.911 

0802000200344900 

5.606 

0802000700491800 

40.516 



Shivdanpura 

0802000700491000 

13.682 

Saline 

SHYORA TADA 

0802000700489800 

7.230 

Saline 

Sidhmukh 

0804000200582200 

50.802 

Saline 


Nohar Sidhmukh 


Nohar Sidhmukh 


Non-command 


Nohar Sidhmukh 


Nohar Sidhmukh 


Nohar Sidhmukh 


Nohar Sidhmukh 


Nohar Sidhmukh 


Nohar Sidhmukh 


Saline Nohar Sidhmukh 


Nohar Sidhmukh 



IGNP Canal System 



0802000700484900 



0802000700482900 

9.391 

Saline 

0802000600469400 

11.474 

Saline 

0802000600459900 

7.471 

Saline 


0804000200583800 


16.080 Saline 


Nohar Sidhmukh 


Bhakhra Canal 


Bhakhra Canal 


Nohar Sidhmukh 


Nohar Sidhmukh 


Non-command 


Nohar Sidhmukh 


Nohar Sidhmukh 


Bhakhra Canal 


Nohar Sidhmukh 


IGNP Canal System 



0805000100669100 

12.321 

Saline 

0802000600449400 

4.719 

Saline 



0804000200583400 

0.924 

Saline 

0802000700490600 

18.564 

Saline 

0804000200595700 

13.561 

Saline 

0801000900289600 

4.123 

Saline 


0802000500421300 

1.841 

Saline 

0802000500422000 

3.254 

Saline 

0802000500416900 

9.591 

Saline 

0802000500422500 

3.989 

Saline 

0801000900290100 

5.691 

Saline 

0801000900294200 

1.298 

Saline 

0801000900294100 

1.204 

Saline 

0801000900288500 

1.898 

Saline 

0801000900293100 

7.751 

Saline 


Non-command 


IGNP Canal System 


Non-command 


Nohar Sidhmukh 


Non-command 


Nohar Sidhmukh 


Nohar Sidhmukh 


Non-command 


IGNP Canal System 


Non-command 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


Non-command 


Stage I 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

0.000 

Command 

Older Alluvium 

0.556 

Command 

Younger Alluvium 

7.204 

Command 

Younger Alluvium 

11.333 

Command 

Younger Alluvium 

1.173 

Non-command 

Older Alluvium 

3.476 

Command 

Younger Alluvium 

6.210 

Command 

Younger Alluvium 

0.165 

Command 

Younger Alluvium 

1.814 

Command 

Younger Alluvium 

0.911 

Command 

Younger Alluvium 

1.828 

Command 

Older Alluvium 

0.000 

Command 

Younger Alluvium 

0.058 

Command 

Older Alluvium 

0.000 

Command 

Younger Alluvium 

40.458 

Command 

Younger Alluvium 

13.682 

Command 

Younger Alluvium 

7.230 

Command 

Older Alluvium 

9.345 

Command 

Younger Alluvium 

19.582 

Command 

Younger Alluvium 

21.875 

Command 

Younger Alluvium 

2.811 

Command 

Younger Alluvium 

2.191 

Command 

Younger Alluvium 

0.595 

Command 

Younger Alluvium 

49.370 

Non-command 

Younger Alluvium 

0.008 

Command 

Younger Alluvium 

9.391 

Command 

Younger Alluvium 

10.313 

Command 

Younger Alluvium 

6.345 

Command 

Younger Alluvium 

1.126 

Command 

Older Alluvium 

3.012 

Command 

Younger Alluvium 

0.915 

Command 

Older Alluvium 

2.636 

Command 

Younger Alluvium 

9.516 

Non-command 

Older Alluvium 

7.019 

Command 

Younger Alluvium 

4.648 

Non-command 

Younger Alluvium 

0.071 

Command 

Younger Alluvium 

10.840 

Non-command 

Younger Alluvium 

0.333 

Command 

Younger Alluvium 

0.924 

Command 

Younger Alluvium 

18.564 

Non-command 

Older Alluvium 

12.173 

Command 

Younger Alluvium 

2.502 

Non-command 

Younger Alluvium 

1.006 

Command 

Younger Alluvium 

0.181 

Command 

Younger Alluvium 

3.254 

Command 

Younger Alluvium 

0.135 

Command 

Younger Alluvium 

2.419 

Command 

Younger Alluvium 

1.732 

Non-command 

Younger Alluvium 

0.195 

Non-command 

Younger Alluvium 

0.434 

Non-command 

Younger Alluvium 

1.873 

Command 

Younger Alluvium 

1.914 

Non-command 

Younger Alluvium 

5.836 



with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

250,000 

200,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

90 

130,000 

90,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

90 

90,000 

70,000 

90 

200,000 

150,000 

120 

300,000 

250,000 

90 

70,000 

50,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

300,000 

250,000 

90 

130,000 

90,000 

90 

130,000 

90,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

130,000 

90,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

50,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

120 

100,000 

70,000 

90 

130,000 

90,000 

120 

100,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.008 

0.008 

0.017 

0.017 

0.017 

0.017 

































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

1 TTD 

0801000900291900 

1.453 

Saline 

122 1/2 RD 

0802000500421900 

2.249 

Saline 

143 RD 

0801000900292000 

1.850 

Saline 


Type of Area (Command / 
command) 



168 RDL 

0801000900292700 

3.948 

Saline 

185 RD-A 

0801000900289100 

6.051 

Saline 


185 RD-B 

0801000900289200 

11.660 

Saline 

1911\2 RD 

0801000900293300 

1.524 

Saline 

10SPD 

0801000900291600 

3.474 

Saline 

2 JBD 

0801000900292200 

5.480 

Saline 

2 KHD 

0802000500421500 

2.766 

Saline 

2 KND 

0801000900289900 

5.916 

Saline 

2 PPN 

0801000900288300 

2.855 

Saline 



2 SPD 

0802000500418400 

4.038 

Saline 

217 RD 

0801000900288900 

2.200 

Saline 

226 RDL 

0801000900293700 

5.720 

Saline 

226 RDR 

0801000900288800 

3.982 

Saline 

235 RD 

0801000900293800 

2.072 

Saline 

3 CLD 

0802000500422800 

1.352 

Saline 

3 JBD 

0802000500422400 

3.709 

Saline 

3 KDM 

0802000500416800 

4.101 

Saline 

3 KHD 

0802000500421600 

3.588 

Saline 

3 PPN 

0801000900288200 

4.162 

Saline 


3 SMR 

0801000900292800 

3.285 

Saline 

3 SPD 

0802000500418300 

3.591 

Saline 

4 CLD 

0802000500422700 

7.038 

Saline 

4 JBD 

0802000500422300 

5.962 

Saline 

4 KHD 

0802000500421700 

6.067 

Saline 

4 PPN 

0801000900288400 

8.598 

Saline 

4 SMR 

0801000900292900 

3.048 

Saline 

5 JBD 

0802000500422100 

2.041 

Saline 

5 KHD 

0802000500421800 

4.245 

Saline 

6 JBD 

0802000500422200 

2.003 

Saline 

9 SPD-A 

0801000900291500 

2.046 

Saline 

BANGASAR 

0802000500441000 

51.747 

Saline 


BANNASAR 

0802000500445400 

27.049 

Saline 

Bhojewala 

0801000900289000 

38.493 

Saline 

Bhojoosar 

0801000900301000 

12.196 

Saline 

Chaharsar 

0801000900301200 

21.159 

Saline 

Chak Bhagwanwala 

0801000900288700 

1.246 

Saline 

Chak Sadani 

0801000900293900 

1.063 

Saline 


( 6 ) 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


Non-command 


Non-command 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


Non-command 


Non-command 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


Non-command 


Non-command 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

1.040 

Command 

Younger Alluvium 

2.249 

Command 

Younger Alluvium 

1.134 

Non-command 

Younger Alluvium 

0.345 

Command 

Younger Alluvium 

2.500 

Non-command 

Younger Alluvium 

0.014 

Command 

Younger Alluvium 

0.002 

Non-command 

Younger Alluvium 

0.156 

Command 

Younger Alluvium 

0.534 

Non-command 

Younger Alluvium 

2.316 

Non-command 

Younger Alluvium 

3.948 

Command 

Younger Alluvium 

2.129 

Non-command 

Younger Alluvium 

3.782 

Command 

Younger Alluvium 

1.413 

Non-command 

Younger Alluvium 

1.524 

Command 

Younger Alluvium 

1.607 

Command 

Younger Alluvium 

5.480 

Command 

Younger Alluvium 

2.266 

Non-command 

Younger Alluvium 

3.779 

Command 

Younger Alluvium 

0.186 

Non-command 

Younger Alluvium 

1.910 

Command 

Younger Alluvium 

0.847 

Non-command 

Younger Alluvium 

1.843 

Command 

Younger Alluvium 

0.876 

Non-command 

Younger Alluvium 

2.200 

Non-command 

Younger Alluvium 

5.720 

Non-command 

Younger Alluvium 

3.982 

Non-command 

Younger Alluvium 

1.252 

Command 

Younger Alluvium 

0.098 

Command 

Younger Alluvium 

3.709 

Command 

Younger Alluvium 

2.635 

Command 

Younger Alluvium 

3.588 

Command 

Younger Alluvium 

0.040 

Non-command 

Younger Alluvium 

1.238 

Non-command 

Younger Alluvium 

3.285 

Command 

Younger Alluvium 

2.649 

Command 

Younger Alluvium 

4.451 

Command 

Younger Alluvium 

5.865 

Command 

Younger Alluvium 

6.067 

Non-command 

Younger Alluvium 

0.028 

Non-command 

Younger Alluvium 

3.048 

Command 

Younger Alluvium 

2.037 

Command 

Younger Alluvium 

4.245 

Command 

Younger Alluvium 

0.408 

Command 

Younger Alluvium 

0.105 

Command 

Younger Alluvium 

0.827 

Non-command 

Younger Alluvium 

19.281 

Non-command 

Younger Alluvium 

1.218 

Non-command 

Younger Alluvium 

12.089 

Non-command 

Younger Alluvium 

12.196 

Non-command 

Younger Alluvium 

21.159 

Non-command 

Younger Alluvium 

1.203 

Non-command 

Younger Alluvium 

0.207 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 
















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



DHANDHUSAR 


Dhani Chhiplai 


Faridsar 


Gusainsar 


HARDASWALI 


Jaisa Bhatti 


Jaitpura 


Kardoo 


Kaunpalsar 


Khariya 


KHODA 


Kishanpura 


Lader 


MALKASAR 


Mokalsar 


Rajpura Piperan 


RATNA DESAR 


Rattasar 


Rayanwali 


REKH BODLAN 


REKH KHOKHARSAR 


Sabniyan 


Sanwalsar 


Sardarpura Khartha 


Singrasar 


SIRASAR 


Somansar 


16003022 


Tilawali 


UDASARCHHOTA 


1 A-BARANI 


0802000500445100 


0803000300511000 


0801000900293500 


0801000900301300 


0802000500440900 


0801000900292100 


0803000300511100 


0801000900300400 


0801000900300900 


0801000900299600 


0802000500422600 


0801000900277600 


0801000900300800 


0802000500441100 


0801000900299800 


0801000900288600 


0802000500445800 


0801000900301100 


0801000900293600 


0802000500444900 


0802000500444800 


0803000300510900 


0801000900301400 


0801000900291700 


0801000900300700 


0802000500445500 


0801000900293200 


0801000900277700 


0802000500445300 


0802000200344800 


Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


3.456 Saline Non-command 


37.570 Sal 


25.234 Sal 



Non-command 


ine IGNP Canal System Stage I 


Non-command 


Non-command 


ine Non-command 



24.595 Sal 


31.047 Sal 


56.653 Sal 


4.836 Sal 


200.128 Sal 


12.007 Sal 



51.895 Sal 


20.243 Sal 


66.366 Sal 


7.416 Sal 


33.315 Sal 


7.602 Sal 


21.198 Sal 


14.224 Sal 


46.928 Sal 



10.403 Sal 


10.627 Sal 


19.875 Sal 


26.996 Sal 


11.595 Sal 


4.786 Sal 


36.039 Sal 


18.537 Sal 


4.907 Sal 


22.739 Sal 


13.142 Sal 


15.183 Sal 


65.866 Sal 


14.919 Sal 


30.328 Sal 



IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 


IGNP Canal System Stage II 


IGNP Canal System Stage I 


IGNP Canal System Stage II 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage II 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


IGNP Canal System Stage II 


Non-command 


IGNP Canal System Stage II 


Non-command 


Non-command 


IGNP Canal System Stage II 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage II 


IGNP Canal System Stage II 


Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


IGNP Canal System Stage II 


Non-command 


IGNP Canal System Stage II 


Non-command 


Non-command 


Non-command 


8.776 Fresh Nohar Sidhmukh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.833 

Non-command 

Younger Alluvium 

0.724 

Non-command 

Younger Alluvium 

37.570 

Command 

Older Alluvium 

10.084 

Non-command 

Older Alluvium 

11.563 

Non-command 

Older Alluvium 

5.587 

Non-command 

Younger Alluvium 

16.318 

Non-command 

Older Alluvium 

1.385 

Non-command 

Younger Alluvium 

1.082 

Command 

Younger Alluvium 

9.534 

Non-command 

Younger Alluvium 

22.197 

Non-command 

Younger Alluvium 

24.595 

Non-command 

Younger Alluvium 

31.047 

Command 

Younger Alluvium 

5.371 

Command 

Younger Alluvium 

2.861 

Command 

Younger Alluvium 

4.836 

Command 

Older Alluvium 

7.655 

Non-command 

Older Alluvium 

7.307 

Command 

Younger Alluvium 

0.537 

Non-command 

Younger Alluvium 

11.469 

Non-command 

Younger Alluvium 

21.053 

Non-command 

Younger Alluvium 

17.323 

Command 

Older Alluvium 

0.019 

Non-command 

Older Alluvium 

37.369 

Command 

Younger Alluvium 

3.473 

Non-command 

Younger Alluvium 

3.666 

Non-command 

Younger Alluvium 

7.602 

Command 

Younger Alluvium 

5.448 

Non-command 

Older Alluvium 

9.577 

Non-command 

Younger Alluvium 

4.299 

Command 

Younger Alluvium 

6.924 

Non-command 

Younger Alluvium 

28.785 

Non-command 

Younger Alluvium 

10.359 

Command 

Older Alluvium 

0.026 

Non-command 

Older Alluvium 

0.880 

Non-command 

Younger Alluvium 

19.875 

Non-command 

Younger Alluvium 

22.961 

Command 

Younger Alluvium 

0.809 

Command 

Younger Alluvium 

0.879 

Non-command 

Older Alluvium 

36.024 

Non-command 

Younger Alluvium 

18.537 

Command 

Younger Alluvium 

0.873 

Non-command 

Older Alluvium 

1.873 

Non-command 

Younger Alluvium 

20.866 

Non-command 

Older Alluvium 

1.874 

Command 

Younger Alluvium 

10.492 

Non-command 

Younger Alluvium 

4.691 

Command 

Younger Alluvium 

1.658 

Non-command 

Younger Alluvium 

64.208 

Non-command 

Younger Alluvium 

3.772 

Non-command 

Older Alluvium 

17.995 

Non-command 

Younger Alluvium 

2.403 

Command 

Younger Alluvium 

0.015 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

120 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

100,000 

80,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

110,000 

90,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 


































































































































































































































































































































































































































































































































































































































































Micro-watershed 



1 MZW 


1 MZW SM 


1 NDR 


10 AG 


10 AG-A 


10 DBL 


10 MZW 


10 RWD 


11 AG 


11 DBL 


11 RWD 


12 AG 


12 DBL 


13 AG 


13 DBL 


13 KNN 


13 RWD 


14 DBL 


14 KNN 


15 AG 


16 AG 


16 KNN 


16 RWD-A 


17 AG 


17 KNN 


18 AG 


18 KNN 


0802000200335000 

3.842 

Fresh 

0802000200338700 

1.603 

Fresh 



0802000200340000 

1.661 

0802000200339900 

1.884 

0802000200335500 

1.803 




0802000200341800 

3.621 

0802000600453000 

13.083 


Saline 


12.067 Fresh 


0802000300385600 

0.949 

0802000300385500 

1.570 

0802000600452800 

3.551 


0802000600449800 

5.259 

0802000300385400 

2.175 

0802000600452700 

5.630 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 



0802000200342600 

3.751 

Saline 

0802000200342500 

2.573 

Saline 

0802000200339500 

1.739 

Saline 

0802000300384500 

7.400 

Saline 

0802000200343300 

2.743 

Fresh 



Saline 


0802000200341000 

2.337 

Saline 

0802000200341500 

1.273 

Saline 

0802000200343600 

4.300 

Saline 

0802000200342400 

2.478 

Saline 

0802000200341400 

2.901 

Saline 

0802000200343800 

2.956 

Saline 

0802000200341600 

1.377 

Saline 

0802000600455800 

4.916 

Fresh 

0802000200344600 

3.428 

Fresh 



Saline 




0802000300385000 

0.900 

0802000200345400 

6.745 


Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


( 6 ) 


Nohar Sidhmukh 


IGNP Canal System 


Non-command 


IGNP Canal System 


Non-command 


Bhakhra Canal 


IGNP Canal System 


Non-command 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


Bhakhra Canal 


Bhakhra Canal 


Nohar Sidhmukh 


Nohar Sidhmukh 


Non-command 


IGNP Canal System 


Non-command 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


Non-command 


IGNP Canal System 


Non-command 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


Nohar Sidhmukh 


Non-command 


IGNP Canal System 


Non-command 


IGNP Canal System 


Nohar Sidhmukh 


Nohar Sidhmukh 


Nohar Sidhmukh 


Non-command 


Nohar Sidhmukh 


Non-command 


IGNP Canal System 


IGNP Canal System 


Nohar Sidhmukh 


Nohar Sidhmukh 


Nohar Sidhmukh 


IGNP Canal System 


Nohar Sidhmukh 


Nohar Sidhmukh 


IGNP Canal System 


Nohar Sidhmukh 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 



Stage I 


Stage I 


Stage I 


Stage I 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

8.761 

Command 

Younger Alluvium 

0.000 

Non-command 

Younger Alluvium 

0.014 

Command 

Younger Alluvium 

1.210 

Non-command 

Younger Alluvium 

0.050 

Command 

Younger Alluvium 

2.608 

Command 

Younger Alluvium 

0.033 

Non-command 

Younger Alluvium 

0.006 

Command 

Younger Alluvium 

1.563 

Command 

Younger Alluvium 

1.661 

Command 

Younger Alluvium 

1.884 

Command 

Younger Alluvium 

0.000 

Command 

Younger Alluvium 

0.046 

Command 

Younger Alluvium 

0.538 

Command 

Younger Alluvium 

0.564 

Non-command 

Younger Alluvium 

0.402 

Command 

Younger Alluvium 

0.057 

Non-command 

Younger Alluvium 

1.026 

Command 

Younger Alluvium 

3.713 

Command 

Younger Alluvium 

2.193 

Command 

Younger Alluvium 

1.284 

Command 

Younger Alluvium 

0.001 

Non-command 

Younger Alluvium 

1.238 

Command 

Younger Alluvium 

0.012 

Non-command 

Younger Alluvium 

1.492 

Command 

Younger Alluvium 

2.337 

Command 

Younger Alluvium 

1.178 

Command 

Younger Alluvium 

1.005 

Command 

Younger Alluvium 

0.936 

Command 

Younger Alluvium 

2.901 

Command 

Younger Alluvium 

0.021 

Command 

Younger Alluvium 

1.377 

Command 

Younger Alluvium 

0.000 

Non-command 

Younger Alluvium 

0.008 

Command 

Younger Alluvium 

0.094 

Non-command 

Younger Alluvium 

0.334 

Command 

Younger Alluvium 

3.347 

Command 

Younger Alluvium 

0.010 

Command 

Younger Alluvium 

11.674 

Command 

Younger Alluvium 

0.014 

Non-command 

Younger Alluvium 

0.000 

Command 

Younger Alluvium 

5.006 

Non-command 

Younger Alluvium 

0.886 

Command 

Younger Alluvium 

0.356 

Command 

Younger Alluvium 

0.041 

Command 

Younger Alluvium 

0.304 

Command 

Younger Alluvium 

3.247 

Command 

Younger Alluvium 

0.228 

Command 

Younger Alluvium 

0.183 

Command 

Younger Alluvium 

0.350 

Command 

Younger Alluvium 

5.280 

Command 

Younger Alluvium 

0.400 

Command 

Younger Alluvium 

6.745 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

120 

150,000 

130,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

120 

150,000 

130,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

120 

150,000 

130,000 

90 

70,000 

50,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

120 

150,000 

130,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

120 

150,000 

130,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 











































































































































































































































































































































































































































































































































































































































































Micro-watershed 



2 DBL 


2 MZW 


2 MZW SM 


2 RPM 


2 RWB 


20 AG 


20 KNN 


21 AG 


21 KNN 


22 KNN 


3 AG 


3 BARANI 


3 BRW 


3 DBL 


3 MZW 


3 MZW SM 


3 RWB 


4 BRN 


4 DBL 


4 MZW 


4 RP 


4 RPM 


0802000200339100 

0.916 

Saline 

0802000200341100 

1.981 

Saline 

0802000200339800 

1.214 

Saline 

0802000600455900 

7.095 

Fresh 

0802000200335300 

2.702 

Fresh 


0802000300384800 

3.169 

0802000200345000 

4.179 


0802000300384700 

2.885 

0802000200345200 

3.621 

0802000200345100 

2.443 

0802000200340200 

1.252 

0802000600453100 

23.735 


0802000200335100 

6.767 

0802000200339200 

1.702 

0802000200341200 

1.514 

0802000200341300 

1.846 

0802000200335400 

1.188 



2.428 Fresh 


Saline 


1.039 Saline 


0802000200343700 

3.209 

0802000200338600 

1.269 

0802000200342300 

4.452 

0802000200341700 

3.860 

0802000600452600 

3.399 


Saline 


1.405 Fresh 




0802000200340100 

2.435 

0802000200338500 

1.772 


Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


( 6 ) 


IGNP Canal System Stage I 


Nohar Sidhmukh 


Nohar Sidhmukh 


Nohar Sidhmukh 


Nohar Sidhmukh 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Nohar Sidhmukh 


Bhakhra Canal 


Non-command 


Bhakhra Canal 


Non-command 


Non-command 


IGNP Canal System Stage I 


Nohar Sidhmukh 


Nohar Sidhmukh 


IGNP Canal System Stage I 


Nohar Sidhmukh 


Nohar Sidhmukh 


IGNP Canal System Stage I 


Nohar Sidhmukh 


Nohar Sidhmukh 


Bhakhra Canal 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Bhakhra Canal 


Non-command 


Bhakhra Canal 


Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Nohar Sidhmukh 


Nohar Sidhmukh 


Bhakhra Canal 


Non-command 


Bhakhra Canal 


IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 


IGNP Canal System Stage I 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

0.746 

Command 

Younger Alluvium 

0.005 

Command 

Younger Alluvium 

3.229 

Command 

Younger Alluvium 

0.032 

Command 

Younger Alluvium 

4.818 

Command 

Younger Alluvium 

0.237 

Non-command 

Younger Alluvium 

0.785 

Command 

Younger Alluvium 

0.916 

Command 

Younger Alluvium 

1.981 

Command 

Younger Alluvium 

1.214 

Command 

Younger Alluvium 

0.423 

Command 

Younger Alluvium 

2.035 

Non-command 

Younger Alluvium 

0.181 

Command 

Younger Alluvium 

0.463 

Non-command 

Younger Alluvium 

2.951 

Non-command 

Younger Alluvium 

0.130 

Command 

Younger Alluvium 

0.080 

Command 

Younger Alluvium 

0.011 

Command 

Younger Alluvium 

4.169 

Command 

Younger Alluvium 

0.240 

Command 

Younger Alluvium 

3.621 

Command 

Younger Alluvium 

2.268 

Command 

Younger Alluvium 

1.252 

Command 

Younger Alluvium 

0.049 

Command 

Younger Alluvium 

11.949 

Command 

Younger Alluvium 

6.767 

Command 

Younger Alluvium 

1.702 

Command 

Younger Alluvium 

1.514 

Command 

Younger Alluvium 

1.846 

Command 

Younger Alluvium 

0.023 

Non-command 

Younger Alluvium 

0.036 

Command 

Younger Alluvium 

0.899 

Non-command 

Younger Alluvium 

0.050 

Non-command 

Younger Alluvium 

0.022 

Command 

Younger Alluvium 

0.322 

Non-command 

Younger Alluvium 

2.083 

Command 

Younger Alluvium 

1.010 

Non-command 

Younger Alluvium 

0.029 

Command 

Younger Alluvium 

0.017 

Command 

Younger Alluvium 

1.240 

Command 

Younger Alluvium 

1.700 

Command 

Younger Alluvium 

0.705 

Command 

Younger Alluvium 

2.372 

Command 

Younger Alluvium 

0.367 

Command 

Younger Alluvium 

0.005 

Non-command 

Younger Alluvium 

0.212 

Command 

Younger Alluvium 

0.624 

Command 

Younger Alluvium 

0.330 

Non-command 

Younger Alluvium 

0.061 

Non-command 

Younger Alluvium 

1.371 

Non-command 

Younger Alluvium 

0.034 

Command 

Younger Alluvium 

2.435 

Command 

Younger Alluvium 

1.313 



with 

Pumpset 


( 9 ) ( 10 ) 


38 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

120 

150,000 

130,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

120 

150,000 

130,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

120 

150,000 

130,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 










































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone 
(Fresh / 
Saline) 



16004023 


SHEODANPURABARANI 


1 Aim (aldin) 


2 Gwm 


0802000200344900 


0803000600560000 


0803000600562300 


5.606 Saline 


22.986 Saline 


19.079 Saline 


Type of Area (Command / Non¬ 
command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 




sq.km 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.111 

Bhakhra Canal 

Command 

Younger Alluvium 

0.003 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.112 

Non-command 

Non-command 

Younger Alluvium 

0.182 

Bhakhra Canal 

Command 

Younger Alluvium 

0.006 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.574 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.236 

Non-command 

Non-command 

Younger Alluvium 

1.150 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.193 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.362 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.782 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.197 

Non-command 

Non-command 

Younger Alluvium 

0.087 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.054 

Non-command 

Non-command 

Younger Alluvium 

0.760 

Non-command 

Non-command 

Younger Alluvium 

0.193 

Bhakhra Canal 

Command 

Younger Alluvium 

0.846 

Bhakhra Canal 

Command 

Younger Alluvium 

4.572 

Bhakhra Canal 

Command 

Younger Alluvium 

6.677 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.519 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.973 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.543 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.183 

Nohar Sidhmukh 

Command 

Younger Alluvium 

3.459 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.837 

Non-command 

Non-command 

Younger Alluvium 

0.738 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.508 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.279 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.148 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.192 

Non-command 

Non-command 

Younger Alluvium 

0.996 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.078 

Non-command 

Non-command 

Younger Alluvium 

0.275 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.816 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.805 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.209 

Non-command 

Non-command 

Younger Alluvium 

1.120 

Non-command 

Non-command 

Younger Alluvium 

0.211 

Nohar Sidhmukh 

Command 

Younger Alluvium 

4.368 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.011 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.057 

Non-command 

Non-command 

Younger Alluvium 

0.024 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.102 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.005 

Nohar Sidhmukh 

Command 

Younger Alluvium 

4.011 

Nohar Sidhmukh 

Command 

Younger Alluvium 

6.533 

Non-command 

Non-command 

Younger Alluvium 

3.819 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.053 

Non-command 

Non-command 

Younger Alluvium 

1.265 

Nohar Sidhmukh 

Command 

Younger Alluvium 

3.777 

Sub Basin: Sub 4 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

18.985 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

0.149 



with 

Pumpset 


( 9 ) ( 10 ) 


35 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

120 

150,000 

130,000 

90 

70,000 

50,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

70,000 

50,000 

120 

150,000 

130,000 

90 

70,000 

50,000 

90 

70,000 

50,000 

90 

110,000 

90,000 

90 

90,000 

70,000 

90 

90,000 

70,000 

90 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 



120 

100,000 

80,000 

120 

100,000 

80,000 






















































































































































































































































































































































































































































































































































































































































































Micro-watershed 


16004024 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

2 Pb 

0803000200503400 

17.087 

Saline 

28 Kjd 

0803000600562500 

24.477 

Saline 

33 Kjd 

0803000600559800 

35.955 

Saline 

39 Kjd 

0803000600559700 

56.488 

Saline 

4 Bgm 

0803000600562200 

51.755 

Saline 

40 Kyd 

0803000600559900 

85.339 

Saline 

Akasar 

0803000600559500 

122.301 

Saline 

Aladin Ka Bera 

0803000600563000 

40.557 

Saline 

Ballar 

0803000600559400 

307.528 

Saline 


Type of Area (Command / 
command) 


Bhanawatawala 

0803000200507300 

30.604 

Saline 

Chakosa 

0803000200506100 

24.016 

Saline 

Dantaur 

0803000600562400 

118.774 

Saline 

Dhodha 

0803000200505800 

75.598 

Saline 


Gulamaliwala 

0803000600559600 

120.855 

Saline 

Karanpura 

0803000200505700 

50.048 

Saline 

Karnisar Bhatiyan 

0803000200507400 

96.561 

Saline 

Moti Garh 

0803000700568800 

90.785 

Saline 

Noor Mohammad Ka Dhadhala 

0803000200504400 

6.191 

Saline 

Nosera 

0803000600562800 

93.120 

Saline 

Pahalwan Ka Bera 

0803000200504500 

28.101 

Saline 

Phalawali 

0803000200504200 

24.528 

Saline 

Poogal 

0803000200505600 

125.132 

Saline 

Ranewala 

0803000200504000 

54.471 

Saline 

Ranisar 

0803000200504300 

48.355 

Saline 

Rasoolsar Daber 

0803000200504600 

121.048 

Saline 

Sardarpura 

0803000700568900 

80.088 

Saline 

Siyasar Chaugan 

0803000600562700 

142.449 

Saline 

Siyasar Panchkosa 

0803000200506000 

113.640 

Saline 



3 Km (sukhdeopura 


4 Rm(rawat Abadi) 


0803000200506700 


Akasar 

0803000600559500 

122.301 

Saline 

Amarpura 

0803000200506900 

160.906 

Saline 


Ambaran 

0803000700569600 

13.261 

Saline 

Amrewala 

0803000200506500 

34.092 

Saline 



Ballar 

0803000600559400 

307.528 

Saline 

Bandarewala 

0803000200509400 

38.324 

Saline 

Barala 

0803000200507600 

32.153 

Saline 


( 6 ) 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


Non-command 


Non-command 


Non-command 


IGNP Canal System : 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


IGNP Canal System : 


Non-command 


Non-command 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


IGNP Canal System : 


Non-command 


Non-command 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Older Alluvium 

0.383 

Command 

Older Alluvium 

20.209 

Command 

Older Alluvium 

30.528 

Command 

Older Alluvium 

56.488 

Command 

Older Alluvium 

0.101 

Command 

Older Alluvium 

13.280 

Command 

Older Alluvium 

11.663 

Command 

Older Alluvium 

4.483 

Command 

Older Alluvium 

144.649 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

16.747 

Non-command 

Older Alluvium 

3.989 

Command 

Older Alluvium 

2.813 

Command 

Older Alluvium 

35.549 

Non-command 

Older Alluvium 

0.088 

Command 

Older Alluvium 

118.008 

Command 

Older Alluvium 

29.183 

Non-command 

Older Alluvium 

22.059 

Non-command 

Older Alluvium 

20.503 

Command 

Older Alluvium 

6.191 

Command 

Older Alluvium 

56.430 

Command 

Older Alluvium 

18.600 

Command 

Older Alluvium 

7.763 

Command 

Older Alluvium 

5.039 

Command 

Older Alluvium 

2.125 

Command 

Older Alluvium 

31.922 

Command 

Older Alluvium 

23.851 

Non-command 

Older Alluvium 

19.487 

Command 

Older Alluvium 

98.727 

Command 

Older Alluvium 

2.556 

Non-command 

Older Alluvium 

86.699 

Command 

Older Alluvium 

2.938 

Non-command 

Older Alluvium 

15.765 

Command 

Older Alluvium 

3.480 

Command 

Older Alluvium 

2.823 

Non-command 

Older Alluvium 

13.934 

Command 

Older Alluvium 

1.483 

Non-command 

Older Alluvium 

4.966 

Command 

Older Alluvium 

11.475 

Non-command 

Older Alluvium 

4.362 

Command 

Older Alluvium 

36.440 

Non-command 

Older Alluvium 

24.507 

Command 

Older Alluvium 

102.303 

Command 

Older Alluvium 

101.397 

Non-command 

Older Alluvium 

53.797 

Non-command 

Older Alluvium 

2.239 

Command 

Older Alluvium 

16.236 

Non-command 

Older Alluvium 

17.856 

Command 

Older Alluvium 

93.999 

Non-command 

Older Alluvium 

4.367 

Command 

Older Alluvium 

47.427 

Non-command 

Older Alluvium 

38.324 

Non-command 

Older Alluvium 

29.524 


with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 





























































































































































































































































































































































































































































































































































































































Micro-watershed 



Barjoo 


Bhanawatawala 


Bhanipura 


Binjharwali 


Burj Chobdaran 


Chakosa 


Chhagoliya 


Dand Khurd 


Dantaur 


Deensar 


Derjogran 


Dhodha 


Ganeshwali 


Gangajali 


Gogliwala 


Gulamaliwala 


Gulamwala 


Haphasar 


Jagasar 


Jalwali 


Jhoorkiya 


Jodhasar 


0803000200507500 


0803000200507300 


0803000200509500 



0803000300516400 


Area 


sq.km 


(4) 


57.581 Sa 


30.604 Sa 


195.173 Sa 



0803000300514500 

48.654 

Saline 

0803000400528100 

18.022 

Saline 

0803000200506100 

24.016 

Saline 


0803000200505500 

15.782 

Saline 

0803000400525500 

14.673 

Saline 


0803000600562400 

118.774 

Saline 

0803000200509300 

11.265 

Saline 

0803000200508100 

2.042 

Saline 


Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


( 6 ) 


Non-command 


Non-command 


IGNP Canal System 


Non-command 


IGNP Canal System 


Non-command 


Non-command 


IGNP Canal System 


IGNP Canal System 


Non-command 


IGNP Canal System 


IGNP Canal System 


Non-command 


IGNP Canal System 


Non-command 


Non-command 


0803000200505800 

75.598 

Saline 

0803000200504800 

31.441 

Saline 

0803000200504900 

51.070 

Saline 

0803000200506300 

78.088 

Saline 


0803000600559600 

120.855 

Saline 

0803000400525600 

42.578 

Saline 


72.514 Fresh 


Saline 


110.204 Saline 



85.589 Fresh 


Saline 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


Non-command 


IGNP Canal System 


IGNP Canal System 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


Non-command 


IGNP Canal System 


Stage II 


Stage I 


Stage II 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage I 


Stage II 



0803000200508900 

41.012 

Saline 

0803000200505000 

55.740 

Saline 

0803000200506600 

166.677 

Saline 



Karanpura 

0803000200505700 

50.048 

Saline 

Karnisar Bhatiyan 

0803000200507400 

96.561 

Saline 

Kawni 

0803000200509600 

134.964 

Saline 


Non-command 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


IGNP Canal System Stage II 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


Kelan 

0803000700569000 

139.976 

Saline 

Khari Charnan 

0803000400528400 

46.135 

Saline 

Kheersar 

0803000200504700 

50.646 

Saline 

Lakhoosar 

0803000200507700 

56.433 

Saline 


Non-command 


Non-command 


Maganwala 

0803000400524400 

46.416 

Saline 

Makeri 

0803000200505200 

21.538 

Saline 

Makrasar 

0803000300514400 

39.077 

Saline 



Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

57.581 

Non-command 

Older Alluvium 

13.857 

Command 

Older Alluvium 

92.102 

Non-command 

Older Alluvium 

93.548 

Command 

Older Alluvium 

0.426 

Non-command 

Older Alluvium 

15.325 

Non-command 

Vindhyan Sandstone 

0.849 

Command 

Older Alluvium 

17.141 

Command 

Older Alluvium 

4.467 

Non-command 

Older Alluvium 

15.560 

Command 

Older Alluvium 

15.782 

Command 

Older Alluvium 

13.570 

Non-command 

Older Alluvium 

1.104 

Command 

Older Alluvium 

115.961 

Non-command 

Older Alluvium 

11.265 

Non-command 

Older Alluvium 

0.861 

Non-command 

Vindhyan Sandstone 

1.068 

Command 

Older Alluvium 

16.372 

Command 

Older Alluvium 

31.441 

Command 

Older Alluvium 

51.070 

Command 

Older Alluvium 

39.527 

Non-command 

Older Alluvium 

38.561 

Command 

Older Alluvium 

2.847 

Command 

Older Alluvium 

17.793 

Non-command 

Older Alluvium 

24.784 

Non-command 

Vindhyan Sandstone 

5.306 

Non-command 

Vindhyan Sandstone 

14.764 

Command 

Older Alluvium 

91.400 

Non-command 

Older Alluvium 

12.397 

Command 

Tertiary Sandstone 

8.406 

Command 

Vindhyan Sandstone 

11.653 

Non-command 

Older Alluvium 

0.270 

Non-command 

Vindhyan Sandstone 

4.108 

Non-command 

Older Alluvium 

5.628 

Command 

Older Alluvium 

55.740 

Command 

Older Alluvium 

121.788 

Command 

Older Alluvium 

4.515 

Non-command 

Older Alluvium 

31.182 

Non-command 

Vindhyan Sandstone 

3.124 

Non-command 

Older Alluvium 

37.605 

Non-command 

Vindhyan Sandstone 

38.425 

Command 

Older Alluvium 

20.331 

Non-command 

Older Alluvium 

74.502 

Non-command 

Older Alluvium 

12.158 

Non-command 

Vindhyan Sandstone 

2.921 

Non-command 

Older Alluvium 

37.627 

Non-command 

Tertiary Sandstone 

3.412 

Command 

Older Alluvium 

50.646 

Non-command 

Older Alluvium 

41.545 

Non-command 

Vindhyan Sandstone 

0.374 

Command 

Older Alluvium 

0.291 

Command 

Older Alluvium 

21.538 

Non-command 

Vindhyan Sandstone 

33.838 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

150,000 

110,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 


(14) (15) 




0.050 

0.050 

0.076 

0.076 



0.022 0.008 




















































































































































































































































































































































































































































































































































































































Micro-watershed 



16004025 


Nosera 


Pahalwan Ka Bera 


Poogal 


Prithviraj Ka Bera 


Rajasar Bhatiyan 


Sammewala 


Sardarpura 


Sawaisar 


Zone Type of Area (Command / 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


54.770 Saline 


49.049 Saline 



0803000600562800 

93.120 

0803000200504500 

28.101 

0803000200505600 

125.132 

0803000400527900 

17.869 

0803000700569700 

120.126 


15.811 Sa 


97.101 Sa 




77.397 Sa 


99.360 Sa 



Ranisar 

0803000200504300 

48.355 

Saline 

Rasoolsar Daber 

0803000200504600 

121.048 

Saline 

Roopnagar 

0803000200506400 

50.221 

Saline 



0803000200505100 

40.511 

0803000700568900 

80.088 

0803000200508300 

20.524 




20.185 Sa 



160.148 Sa 


Siyasar Chaugan 

0803000600562700 

142.449 

Saline 

Siyasar Panchkosa 

0803000200506000 

113.640 

Saline 



Tanwarawala 

0803000400525300 

19.758 

Saline 

21 C.w.b 

0803000400527100 

36.630 

Saline 

3 Km (sukhdeopura) 

0803000200506800 

46.725 

Saline 



Modiya Mansar 

0803000400528500 

31.224 

Saline 

Nasooma 

0803000400524600 

6.836 

Saline 



IGNP Canal System Stage 


Non-command 


IGNP Canal System Stage 


IGNP Canal System Stage 


Non-command 


IGNP Canal System Stage 



Non-command 


Non-command 


Non-command 


IGNP Canal System Stage 


IGNP Canal System Stage 


IGNP Canal System Stage 


IGNP Canal System Stage 


Non-command 


ine IGNP Canal System Stage 


Non-command 


ine IGNP Canal System Stage 


Non-command 


ine IGNP Canal System Stage 


Non-command 


ine IGNP Canal System Stage 




Non-command 


IGNP Canal System Stage 


IGNP Canal System Stage 


IGNP Canal System Stage 


Non-command 


IGNP Canal System Stage 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage 


Non-command 


IGNP Canal System Stage 


Non-command 


IGNP Canal System Stage 


IGNP Canal System Stage 


Non-command 


IGNP Canal System Stage 


Non-command 


IGNP Canal System Stage 


Non-command 


IGNP Canal System Stage 


IGNP Canal System Stage 


Non-command 


IGNP Canal System Stage 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

19.740 

Non-command 

Vindhyan Sandstone 

10.626 

Command 

Older Alluvium 

21.154 

Non-command 

Older Alluvium 

8.870 

Command 

Tertiary Sandstone 

0.231 

Command 

Older Alluvium 

0.329 

Non-command 

Older Alluvium 

0.016 

Command 

Older Alluvium 

34.658 

Command 

Tertiary Sandstone 

21.049 

Command 

Vindhyan Sandstone 

6.303 

Non-command 

Older Alluvium 

1.211 

Non-command 

Vindhyan Sandstone 

0.146 

Non-command 

Vindhyan Sandstone 

2.309 

Command 

Older Alluvium 

0.662 

Command 

Older Alluvium 

9.501 

Command 

Older Alluvium 

120.093 

Command 

Older Alluvium 

0.994 

Non-command 

Older Alluvium 

0.367 

Non-command 

Vindhyan Sandstone 

3.543 

Command 

Older Alluvium 

12.796 

Non-command 

Older Alluvium 

3.015 

Command 

Older Alluvium 

63.981 

Non-command 

Older Alluvium 

33.120 

Command 

Older Alluvium 

0.151 

Non-command 

Older Alluvium 

77.246 

Command 

Older Alluvium 

83.139 

Command 

Tertiary Sandstone 

14.167 

Non-command 

Tertiary Sandstone 

0.667 

Command 

Older Alluvium 

0.341 

Command 

Older Alluvium 

97.197 

Command 

Older Alluvium 

0.280 

Non-command 

Older Alluvium 

49.941 

Command 

Older Alluvium 

40.511 

Non-command 

Older Alluvium 

37.052 

Non-command 

Vindhyan Sandstone 

2.800 

Non-command 

Vindhyan Sandstone 

15.050 

Command 

Tertiary Sandstone 

16.565 

Non-command 

Tertiary Sandstone 

0.173 

Command 

Older Alluvium 

13.436 

Non-command 

Older Alluvium 

7.640 

Command 

Older Alluvium 

38.339 

Command 

Older Alluvium 

12.259 

Non-command 

Older Alluvium 

12.126 

Command 

Older Alluvium 

42.618 

Non-command 

Older Alluvium 

48.061 

Command 

Older Alluvium 

13.494 

Command 

Tertiary Sandstone 

0.001 

Non-command 

Older Alluvium 

0.124 

Command 

Older Alluvium 

1.743 

Command 

Older Alluvium 

36.108 

Non-command 

Older Alluvium 

4.167 

Command 

Older Alluvium 

53.648 

Non-command 

Older Alluvium 

0.025 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 


0.050 

0.050 

0.025 

0.025 












































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


78.978 Saline 


160.906 Sa 


138.791 Sa 



Annewala 

0803000400523600 

34.020 

Saline 

Bajju Khalsa 

0803000400533200 

35.282 

Saline 



Barsalpur 

0803000400523900 

104.802 

Saline 

Berasar 

0803000400533500 

3.969 

Saline 

Bhaloori 

0803000400525900 

137.370 

Saline 


Bhandhli 

0803000400526000 

20.792 

Saline 

Bhatiyon Ki Dhani 

0803000400527500 

35.649 

Saline 

Bijeri 

0803000400525700 

73.877 

Saline 



Burj Chobdaran 

0803000400528100 

18.022 

Saline 

Charanwala 

0803000400527000 

253.529 

Saline 


( 6 ) 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


IGNP Canal System : 



Chheela Kashmeer 

0803000400526500 

92.263 

Saline 

Dabli 

0803000400531900 

16.361 

Saline 

Dandkalan 

0803000400525000 

29.304 

Saline 


Godoo 

0803000400527200 

117.226 

Saline 

Gogariyawala 

0803000400534000 

185.616 

Saline 


Gokal 

0803000400526100 

58.421 

Saline 

Jodhasar 

0803000200506600 

166.677 

Saline 


Kabrawala 

0803000400524000 

63.151 

Saline 

Kandharli 

0803000400527300 

30.967 

Saline 

Keharli 

0803000400526400 

11.948 

Saline 

Kolasar (west) 

0803000400534300 

181.355 

Saline 

Mankasar 

0803000400527700 

31.820 

Saline 

Meghji Ka Tala 

0803000400526300 

4.655 

Saline 

Mithriya 

0803000400534100 

62.752 

Saline 


Modayat 

0803000400533400 

30.873 

Saline 

Pabusar Sindooka 

0803000400532700 

45.226 

Saline 

Panna 

0816000202046100 

188.066 

Saline 



Panwarwala 

0803000400533300 

42.423 

Saline 

Phulasar Bara 

0803000400533600 

30.831 

Saline 

Phulasar Chhota 

0803000400533700 

24.729 

Saline 

Prithviraj Ka Bera 

0803000400527900 

17.869 

Saline 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


Non-command 


IGNP Canal System Stage 


IGNP Canal System Stage 


IGNP Canal System Stage 


IGNP Canal System Stage 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Older Alluvium 

53.066 

Non-command 

Older Alluvium 

7.335 

Command 

Older Alluvium 

1.756 

Non-command 

Older Alluvium 

3.956 

Command 

Older Alluvium 

33.925 

Non-command 

Older Alluvium 

6.499 

Command 

Older Alluvium 

3.955 

Command 

Older Alluvium 

7.501 

Non-command 

Older Alluvium 

2.280 

Command 

Older Alluvium 

20.442 

Non-command 

Older Alluvium 

3.890 

Command 

Older Alluvium 

17.891 

Command 

Older Alluvium 

3.969 

Command 

Older Alluvium 

119.100 

Non-command 

Older Alluvium 

18.270 

Command 

Older Alluvium 

20.792 

Command 

Older Alluvium 

35.649 

Command 

Older Alluvium 

9.395 

Non-command 

Older Alluvium 

24.788 

Command 

Older Alluvium 

10.887 

Non-command 

Older Alluvium 

2.698 

Command 

Older Alluvium 

0.881 

Command 

Older Alluvium 

112.161 

Command 

Younger Alluvium 

0.784 

Non-command 

Older Alluvium 

30.102 

Non-command 

Younger Alluvium 

8.573 

Command 

Older Alluvium 

82.298 

Command 

Older Alluvium 

13.851 

Command 

Older Alluvium 

16.111 

Non-command 

Older Alluvium 

1.692 

Command 

Older Alluvium 

117.192 

Command 

Older Alluvium 

4.551 

Non-command 

Older Alluvium 

2.382 

Command 

Older Alluvium 

54.915 

Command 

Older Alluvium 

5.636 

Non-command 

Older Alluvium 

3.556 

Command 

Older Alluvium 

0.582 

Command 

Older Alluvium 

30.967 

Command 

Older Alluvium 

11.948 

Command 

Older Alluvium 

2.444 

Command 

Older Alluvium 

31.820 

Command 

Older Alluvium 

4.655 

Command 

Older Alluvium 

50.539 

Non-command 

Older Alluvium 

2.340 

Command 

Older Alluvium 

30.873 

Command 

Older Alluvium 

0.620 

Command 

Older Alluvium 

0.657 

Command 

Younger Alluvium 

2.348 

Non-command 

Younger Alluvium 

8.139 

Command 

Older Alluvium 

41.260 

Command 

Older Alluvium 

23.895 

Command 

Older Alluvium 

1.405 

Command 

Older Alluvium 

16.875 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 



0.101 

0.101 

0.017 

0.017 



1.168 

1.168 

0.176 

0.176 






































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Puranwala 

0803000400527600 

13.557 

Saline 

Ranasar 

0803000400532000 

56.522 

Saline 


Type of Area (Command / f 
command) 


IGNP Canal System Stage 


IGNP Canal System Stage 


Ranjeetpura 


0803000400526700 


380.914 Saline 


16004026 


Raowala 

0803000400526600 

68.309 

Saline 

Rawalotan Ka Tala 

0803000400526900 

65.818 

Saline 


Sadolai 

0803000400526200 

19.218 

Saline 

Sanchoo 

0803000400523700 

103.475 

Saline 


Shastri Nagar 

0803000400527400 

6.225 

Saline 

Sheroowala 

0803000400525800 

160.148 

Saline 


Surjara 


0803000400531800 


86.959 Saline 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


IGNP Canal System : 


Non-command 


IGNP Canal System : 



Akasar 

0803000400538300 

49.220 

Fresh 

Amarsar 

0804000700653100 

23.928 

Fresh 

Ambasar 

0803000100500700 

28.181 

Fresh 

Anasar 

0803000500552800 

4.424 

Fresh 

Ankhisar 

0803000500552300 

42.475 

Fresh 

Araji Jitoosingh 

0803000400530300 

13.293 

Fresh 

Araji Nala 

0803000400538100 

2.691 

Fresh 

Bachhasar 

0803000100499700 

18.458 

Fresh 

Badhnu 

0803000500547300 

57.297 

Fresh 

Bagseu 

0803000500558700 

21.031 

Fresh 

Bakhtawarpura 

0803000500552500 

6.737 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Balala 

0803000400529600 

2.537 

Fresh 

Bandhala 

0803000500550100 

17.739 

Fresh 

Baniya 

0803000500546800 

11.905 

Fresh 

Bapeu 

0803000800640800 

58.803 

Fresh 

Barh Kakra 

0803000500557700 

1.613 

Fresh 

Barh Karnidan 

0803000100502700 

2.127 

Fresh 

Barsingsar 

0803000100500300 

82.005 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Basti Chauhanan 

0803000400530000 

6.805 

Fresh 

Basti Chawadan 

0803000100494600 

12.676 

Fresh 

Beechhwal (rural) 

0803000100495600 

39.657 

Fresh 

Beedasariya 

0803000500547400 

7.375 

Fresh 

Beekasar 

0803000500554200 

16.190 

Fresh 

Belasar 

0803000100502800 

29.836 

Fresh 

Berasar 

0803000500552400 

28.912 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bhamatsar 

0803000500549300 

29.176 

Fresh 

Bhayala 

0803000400538800 

2.934 

Fresh 

Bhinasar (rural) 

0803000100495300 

10.480 

Fresh 

Bhojan Shala (rural) 

0803000100495500 

1.246 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Older Alluvium 

13.557 

Command 

Older Alluvium 

12.514 

Command 

Tertiary Sandstone 

3.591 

Command 

Older Alluvium 

159.037 

Non-command 

Older Alluvium 

16.550 

Command 

Older Alluvium 

68.309 

Command 

Older Alluvium 

22.445 

Non-command 

Older Alluvium 

18.310 

Command 

Older Alluvium 

19.218 

Command 

Older Alluvium 

30.706 

Non-command 

Older Alluvium 

1.373 

Command 

Older Alluvium 

6.225 

Command 

Older Alluvium 

107.340 

Non-command 

Older Alluvium 

31.731 

Command 

Older Alluvium 

49.892 

Command 

Tertiary Sandstone 

8.360 

Non-command 

Tertiary Sandstone 

0.480 

Non-command 

Tertiary Sandstone 

49.220 

Non-command 

Vindhyan Sandstone 

0.455 

Non-command 

Tertiary Sandstone 

28.181 

Non-command 

Vindhyan Sandstone 

4.424 

Non-command 

Vindhyan Sandstone 

42.475 

Non-command 

Tertiary Sandstone 

13.293 

Non-command 

Tertiary Sandstone 

2.691 

Non-command 

Tertiary Sandstone 

18.458 

Non-command 

Tertiary Sandstone 

55.811 

Non-command 

Older Alluvium 

8.452 

Non-command 

Tertiary Sandstone 

0.864 

Non-command 

Vindhyan Sandstone 

5.873 

Non-command 

Tertiary Sandstone 

2.537 

Non-command 

Vindhyan Sandstone 

9.493 

Non-command 

Tertiary Sandstone 

11.905 

Non-command 

Tertiary Sandstone 

3.413 

Non-command 

Vindhyan Sandstone 

1.613 

Non-command 

Tertiary Sandstone 

2.127 

Non-command 

Tertiary Sandstone 

78.539 

Non-command 

Vindhyan Sandstone 

3.466 

Non-command 

Tertiary Sandstone 

33.227 

Non-command 

Vindhyan Sandstone 

10.807 

Non-command 

Tertiary Sandstone 

4.930 

Non-command 

Vindhyan Sandstone 

2.477 

Non-command 

Tertiary Sandstone 

6.805 

Non-command 

Tertiary Sandstone 

12.676 

Non-command 

Tertiary Sandstone 

1.779 

Non-command 

Tertiary Sandstone 

7.375 

Non-command 

Vindhyan Sandstone 

16.190 

Non-command 

Tertiary Sandstone 

29.620 

Non-command 

Tertiary Sandstone 

9.532 

Non-command 

Vindhyan Sandstone 

19.380 

Non-command 

Vindhyan Sandstone 

29.176 

Non-command 

Tertiary Sandstone 

2.934 

Non-command 

Tertiary Sandstone 

10.480 

Non-command 

Tertiary Sandstone 

1.246 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

200,000 

120,000 

120 

50,000 

40,000 

120 

200,000 

90,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

200,000 

120,000 

120 

200,000 

120,000 

120 

200,000 

90,000 

120 

170,000 

140,000 

120 

160,000 

120,000 

120 

170,000 

140,000 

120 

180,000 

150,000 

120 

200,000 

120,000 

120 

180,000 

150,000 

120 

170,000 

140,000 

120 

80,000 

60,000 

120 

180,000 

150,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

100,000 

90,000 

120 

200,000 

90,000 

120 

100,000 

90,000 

120 

170,000 

140,000 

120 

180,000 

150,000 

120 

200,000 

120,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

170,000 

140,000 

120 

180,000 

150,000 

120 

200,000 

90,000 

120 

170,000 

140,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

200,000 

120,000 

120 

200,000 

90,000 

120 

200,000 

90,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.403 

0.403 

0.118 

0.118 







































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Bhojoosar 


Bholasar Budhan 


Bholasar Chauhanan 


Bhom Bagseu 


Bhom Beedasariya 


Bhom Bilniyasar 


Bhom Kirtasar 


Bhom Maiyasar 


Bikaner (M CL) 


Bilniyasar 


Boodhron Ki Dhani 


Chachaniya 


Chainasar 


Chak Chani 


Chak Garbi (rural) 


Chak Mulajman 


Chak Vijaisinghpura 


Chandasar 


Chani 


Dasnoo 


Derajsar 


Desalsar Bhatiyan 


Desalsar Mandlawatan 


Desalsar Purohitan 


Deshnok (Rural) 


Deshnoke (M) 


Dewasar 


Dheengsari 


Dhoopaliya 


Doodawas 


0803000100500000 


0803000400538400 


0803000400538500 


0803000500558800 


0803000500547500 


0803000500559100 


0803000500548800 


0803000500557400 


0803000140301000 


0803000500559000 


0803000500552000 


0803000500558100 


0803000500557900 


0803000400537900 


0803000100494800 


0803000400539800 


0803000400544400 


0803000400530100 


0803000400538000 


0803000500557200 


0803000800634700 


0803000500549700 


0803000500549600 


0803000500549500 


0803000100500400 


0803000140302000 


0803000100501900 


0803000500549900 


0803000500557600 


0803000500558900 


sq.km 


(4) 


17.864 


6.870 


22.316 


4.107 


3.677 


2.151 


2.206 


8.933 


47.622 


61.581 


14.442 


6.347 


6.740 


2.044 


2.576 


44.810 


14.089 


17.501 


25.967 


33.250 


29.891 


22.701 


13.453 


18.357 


23.076 


2.639 


107.377 


4.972 


73.628 


17.838 


22.513 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Gajner 

0803000400528600 

27.691 

Fresh 

Gajroopdesar 

0803000500546700 

13.367 

Fresh 

Gajsukhdesar 

0803000500553200 

30.452 

Fresh 


Non-command 


Non-command 


Non-command 


Garhwala 

0803000100502000 

34.829 

Fresh 

Geegasar 

0803000100501000 

27.089 

Fresh 

Gewarsar 

0804000700652300 

14.102 

Fresh 


Non-command 


Non-command 


Non-command 


Ghattoo 

0803000500552200 

25.284 

Fresh 

Govind Nagar 

0803000500554500 

11.267 

Fresh 

Goyalri 

0803000400530200 

11.356 

Fresh 

Gusaisar 

0803000100502500 

33.731 

Fresh 

Hadla Bhatiyan 

0803000400538700 

19.763 

Fresh 

Hadla Rawalotan 

0803000400538600 

26.161 

Fresh 

Himatsar 

0803000500553600 

46.945 

Fresh 

Himtasar 

0803000100498800 

25.473 

Fresh 

Hiyadesar 

0803000500551800 

40.806 

Fresh 

Inda Ka Bala 

0803000400537800 

23.143 

Fresh 

Jaisingh Desar Kaliyan 

0803000500546900 

15.717 

Fresh 

Jaisingh Desar Magra 

0803000500545700 

35.642 

Fresh 

Jangloo 

0803000500545900 

84.263 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Tertiary Sandstone 

17.864 

Non-command 

Tertiary Sandstone 

6.870 

Non-command 

Tertiary Sandstone 

22.316 

Non-command 

Older Alluvium 

3.966 

Non-command 

Tertiary Sandstone 

3.677 

Non-command 

Vindhyan Sandstone 

0.138 

Non-command 

Tertiary Sandstone 

2.206 

Non-command 

Vindhyan Sandstone 

5.809 

Non-command 

Tertiary Sandstone 

47.622 

Non-command 

Tertiary Sandstone 

58.253 

Non-command 

Vindhyan Sandstone 

9.265 

Non-command 

Vindhyan Sandstone 

6.347 

Non-command 

Vindhyan Sandstone 

1.191 

Non-command 

Vindhyan Sandstone 

0.136 

Non-command 

Tertiary Sandstone 

2.576 

Non-command 

Tertiary Sandstone 

8.233 

Non-command 

Tertiary Sandstone 

0.660 

Non-command 

Vindhyan Sandstone 

7.113 

Non-command 

Tertiary Sandstone 

25.961 

Non-command 

Tertiary Sandstone 

33.250 

Non-command 

Vindhyan Sandstone 

16.317 

Non-command 

Tertiary Sandstone 

8.300 

Non-command 

Vindhyan Sandstone 

13.453 

Non-command 

Vindhyan Sandstone 

18.357 

Non-command 

Vindhyan Sandstone 

23.076 

Non-command 

Tertiary Sandstone 

2.639 

Non-command 

Tertiary Sandstone 

107.377 

Non-command 

Tertiary Sandstone 

4.972 

Non-command 

Vindhyan Sandstone 

19.837 

Non-command 

Vindhyan Sandstone 

14.479 

Non-command 

Older Alluvium 

1.122 

Non-command 

Vindhyan Sandstone 

0.660 

Non-command 

Tertiary Sandstone 

15.986 

Non-command 

Tertiary Sandstone 

13.367 

Non-command 

Older Alluvium 

6.829 

Non-command 

Vindhyan Sandstone 

22.003 

Non-command 

Tertiary Sandstone 

34.829 

Non-command 

Tertiary Sandstone 

27.089 

Non-command 

Tertiary Sandstone 

5.359 

Non-command 

Vindhyan Sandstone 

8.674 

Non-command 

Vindhyan Sandstone 

25.284 

Non-command 

Vindhyan Sandstone 

4.374 

Non-command 

Tertiary Sandstone 

6.307 

Non-command 

Tertiary Sandstone 

0.147 

Non-command 

Tertiary Sandstone 

19.763 

Non-command 

Tertiary Sandstone 

26.161 

Non-command 

Vindhyan Sandstone 

46.945 

Non-command 

Tertiary Sandstone 

19.608 

Non-command 

Vindhyan Sandstone 

40.806 

Non-command 

Tertiary Sandstone 

18.520 

Non-command 

Tertiary Sandstone 

15.717 

Non-command 

Vindhyan Sandstone 

35.642 

Non-command 

Tertiary Sandstone 

4.114 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

200,000 

90,000 

120 

200,000 

120,000 

120 

200,000 

120,000 

120 

160,000 

120,000 

120 

170,000 

140,000 

120 

180,000 

150,000 

120 

170,000 

140,000 

120 

180,000 

150,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

200,000 

120,000 

120 

200,000 

90,000 

120 

200,000 

120,000 

120 

180,000 

110,000 

120 

200,000 

120,000 

120 

200,000 

120,000 

120 

180,000 

150,000 

120 

80,000 

60,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

160,000 

120,000 

120 

180,000 

150,000 

120 

200,000 

120,000 

120 

170,000 

140,000 

120 

160,000 

120,000 

120 

180,000 

150,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

70,000 

60,000 

120 

50,000 

40,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

200,000 

120,000 

120 

200,000 

90,000 

120 

200,000 

120,000 

120 

200,000 

120,000 

120 

180,000 

150,000 

120 

200,000 

90,000 

120 

180,000 

150,000 

120 

200,000 

120,000 

120 

170,000 

140,000 

120 

180,000 

150,000 

120 

170,000 

140,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 






















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Jhajhoobas Nathotan 

0803000400539300 

17.336 

Fresh 

Jhareli 

0803000500553300 

42.978 

Fresh 


Non-command 


Non-command 



Jorbeer (rural) 

0803000100499400 

59.582 

Fresh 

Kakra 

0803000500553500 

34.567 

Fresh 

Kalyansar Agoona 

0803000100501800 

7.847 

Fresh 

Kalyansar Bara 

0803000100501600 

21.818 

Fresh 

Kalyansar Utrada 

0803000100501700 

9.951 

Fresh 

Kandhalsar 

0804000700653300 

23.991 

Fresh 

Karmisar (rural) 

0803000100495200 

8.933 

Fresh 

Katar Bari 

0804000700652200 

51.735 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Katar Chhoti 

0804000700653000 

23.380 

Fresh 

Kesar Desar Boran 

0803000100501300 

10.185 

Fresh 

Kesar Desar Gangaguran 

0803000100501100 

17.505 

Fresh 

Kesar Desar Jatan 

0803000100501200 

50.661 

Fresh 

Kheechiyasar 

0803000500557500 

16.940 

Fresh 

Khet Chandasar 

0803000400529900 

1.678 

Fresh 

Kilchoo Deodan 

0803000100501500 

16.264 

Fresh 

Kilchoo Sahlotan 

0803000100501400 

14.417 

Fresh 

Kirtasar 

0803000500548900 

14.420 

Fresh 

Kishnayat Budhan 

0803000400530400 

7.424 

Fresh 

Kismi Desar (rural) 

0803000100495400 

8.445 

Fresh 

Kisnasar 

0803000500549800 

27.335 

Fresh 

Kolasar 

0803000100499800 

18.224 

Fresh 

Kolayat 

0803000400539700 

28.504 

Fresh 

Koodsoo 

0803000500551700 

32.382 

Fresh 

Kookniya 

0803000500548300 

29.603 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kotra 

0803000400528900 

31.738 

Fresh 

Kotri 

0803000400537700 

7.654 

Fresh 

Kuchor Aguni 

0803000500547200 

45.463 

Fresh 

Kuchor Athooni 

0803000500547000 

49.406 

Fresh 

Kurjadi 

0803000500552700 

16.286 

Fresh 

Lalam Desar Bara 

0803000500547700 

34.391 

Fresh 

Lalam Desar Chhota 

0803000500547100 

20.065 

Fresh 

Lalamdesar 

0803000100500100 

38.894 

Fresh 

Lalasar 

0803000500548200 

29.292 

Fresh 

Lalsinghpura 

0803000100502200 

2.009 

Fresh 

Likhmisar Dikhnada 

0803000800638300 

37.577 

Fresh 

Likhmisar Utrada 

0803000800638200 

21.517 

Fresh 

Madh 

0803000400537600 

18.763 

Fresh 

Mahramsar 

0803000500548100 

9.993 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Vindhyan Sandstone 

80.149 

Non-command 

Tertiary Sandstone 

3.444 

Non-command 

Vindhyan Sandstone 

113.118 

Non-command 

Tertiary Sandstone 

7.121 

Non-command 

Vindhyan Sandstone 

12.722 

Non-command 

Tertiary Sandstone 

11.312 

Non-command 

Vindhyan Sandstone 

7.070 

Non-command 

Tertiary Sandstone 

67.905 

Non-command 

Vindhyan Sandstone 

11.480 

Non-command 

Tertiary Sandstone 

2.273 

Non-command 

Older Alluvium 

0.425 

Non-command 

Vindhyan Sandstone 

42.553 

Non-command 

Tertiary Sandstone 

59.582 

Non-command 

Vindhyan Sandstone 

34.567 

Non-command 

Tertiary Sandstone 

7.847 

Non-command 

Tertiary Sandstone 

21.818 

Non-command 

Tertiary Sandstone 

9.951 

Non-command 

Vindhyan Sandstone 

14.976 

Non-command 

Tertiary Sandstone 

8.933 

Non-command 

Tertiary Sandstone 

5.799 

Non-command 

Vindhyan Sandstone 

29.665 

Non-command 

Vindhyan Sandstone 

6.422 

Non-command 

Tertiary Sandstone 

10.185 

Non-command 

Tertiary Sandstone 

17.505 

Non-command 

Tertiary Sandstone 

50.661 

Non-command 

Vindhyan Sandstone 

15.068 

Non-command 

Tertiary Sandstone 

1.678 

Non-command 

Tertiary Sandstone 

16.264 

Non-command 

Tertiary Sandstone 

14.417 

Non-command 

Tertiary Sandstone 

14.420 

Non-command 

Tertiary Sandstone 

0.828 

Non-command 

Tertiary Sandstone 

8.445 

Non-command 

Vindhyan Sandstone 

24.670 

Non-command 

Tertiary Sandstone 

18.224 

Non-command 

Tertiary Sandstone 

23.943 

Non-command 

Vindhyan Sandstone 

10.011 

Non-command 

Tertiary Sandstone 

29.401 

Non-command 

Vindhyan Sandstone 

0.202 

Non-command 

Tertiary Sandstone 

12.415 

Non-command 

Tertiary Sandstone 

7.191 

Non-command 

Tertiary Sandstone 

45.463 

Non-command 

Tertiary Sandstone 

49.406 

Non-command 

Vindhyan Sandstone 

16.286 

Non-command 

Tertiary Sandstone 

34.391 

Non-command 

Tertiary Sandstone 

20.065 

Non-command 

Tertiary Sandstone 

38.894 

Non-command 

Tertiary Sandstone 

29.292 

Non-command 

Tertiary Sandstone 

2.009 

Non-command 

Tertiary Sandstone 

16.373 

Non-command 

Tertiary Sandstone 

6.131 

Non-command 

Tertiary Sandstone 

1.657 

Non-command 

Tertiary Sandstone 

9.765 

Non-command 

Vindhyan Sandstone 

0.229 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

180,000 

150,000 

120 

170,000 

140,000 

120 

180,000 

150,000 

120 

170,000 

140,000 

120 

180,000 

150,000 

120 

170,000 

140,000 

120 

180,000 

150,000 

120 

200,000 

120,000 

120 

180,000 

110,000 

120 

200,000 

120,000 

120 

160,000 

120,000 

120 

180,000 

150,000 

120 

200,000 

90,000 

120 

180,000 

150,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

50,000 

40,000 

120 

200,000 

90,000 

120 

70,000 

60,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

180,000 

150,000 

120 

200,000 

120,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

170,000 

140,000 

120 

200,000 

120,000 

120 

200,000 

90,000 

120 

180,000 

150,000 

120 

200,000 

90,000 

120 

200,000 

120,000 

120 

180,000 

150,000 

120 

170,000 

140,000 

120 

180,000 

150,000 

120 

200,000 

120,000 

120 

200,000 

120,000 

120 

170,000 

140,000 

120 

170,000 

140,000 

120 

180,000 

150,000 

120 

170,000 

140,000 

120 

170,000 

140,000 

120 

200,000 

90,000 

120 

170,000 

140,000 

120 

200,000 

90,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

200,000 

120,000 

120 

170,000 

140,000 

120 

180,000 

150,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.054 




























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Type of Area (Command / Non 
command) 

Name 

Census Code 

Area 





sq.km 

(2) 

(3) 

(4) 

(5) 

(6) 

Maiyasar 

0803000500557300 

22.588 

Fresh 

Non-command 

Malasar 

0804000700653200 

16.532 

Fresh 

Non-command 

Manaksar 

0803000500548700 

11.480 

Fresh 

Non-command 



Mariya 

0803000500554100 

16.528 

Fresh 

Masoori 

0803000500547600 

27.552 

Fresh 

Meghasar 

0803000100499900 

23.955 

Fresh 

Meusar 

0803000500547900 

14.900 

Fresh 

Mokha Charnan 

0803000400539000 

21.557 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Mokha Khalsa 

0803000400538900 

23.360 

Fresh 

Moondsar 

0803000100502900 

59.205 

Fresh 

Morkhana Agoona 

0803000500548500 

11.462 

Fresh 

Morkhana Athoona 

0803000500548600 

9.544 

Fresh 

Mukam 

0803000500553700 

4.743 

Fresh 

Munjasar 

0803000500550300 

20.400 

Fresh 

Mureedsar 

0803000500550200 

6.824 

Fresh 

Nainon Ka Bas 

0803000100498900 

12.430 

Fresh 

Naiyon Ki Basti 

0803000400529700 

14.810 

Fresh 

Nal Chhoti 

0803000100494500 

42.579 

Fresh 

Nalbari 

0803000100493800 

104.070 

Fresh 

Napasar 

0803000100502100 

66.037 

Fresh 

Narsisar 

0803000800634600 

43.907 

Fresh 

Nathusar (rural) 

0803000100495000 

5.059 

Fresh 

Nimdiyasar 

0803000500553800 

7.106 

Fresh 

Nokha (M) 

0803000540303000 

14.360 

Fresh 

Nokhagaon 

0803000500551900 

34.137 

Fresh 

Nokhamandi (Rural) 

0803000500554300 

1.073 

Fresh 

Norang Desar 

0803000100502400 

71.348 

Fresh 

Palana 

0803000100500500 

50.304 

Fresh 

Parwa 

0803000500549200 

48.918 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Peempasar 

0814000401798400 

52.503 

Fresh 

Pithrasar 

0803000500545800 

27.361 

Fresh 


Non-command 


Non-command 


Raisar 


Rajedoo 


Ramsar 


Rasisar Bas Bara 


Rasisar Bas Panchaytiy 


Rasisar Bas Purohitan 


Rasisar Bas Talriya 


Ridmalsar Purohitan 


Ridmalsar Sipahiyan 


Rora 


Rughnathsar (rural) 


Sadhasar 


0803000100498700 

13.781 

Fresh 

0803000800640700 

49.101 

Fresh 

0803000100503000 

105.122 

Fresh 

0803000500546300 

4.849 

Fresh 

0803000500546500 

11.544 

Fresh 

0803000500546200 

25.013 

Fresh 

0803000500546400 

14.396 

Fresh 

0803000100499000 

18.877 

Fresh 


0803000100499300 

0.978 

Fresh 

0803000500554400 

65.739 

Fresh 

0803000100494900 

8.349 

Fresh 

0803000500553000 

61.623 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Vindhyan Sandstone 

12.595 

Non-command 

Vindhyan Sandstone 

13.024 

Non-command 

Tertiary Sandstone 

11.005 

Non-command 

Vindhyan Sandstone 

0.475 

Non-command 

Tertiary Sandstone 

0.344 

Non-command 

Vindhyan Sandstone 

15.623 

Non-command 

Vindhyan Sandstone 

16.488 

Non-command 

Tertiary Sandstone 

27.552 

Non-command 

Tertiary Sandstone 

23.955 

Non-command 

Tertiary Sandstone 

14.900 

Non-command 

Tertiary Sandstone 

3.752 

Non-command 

Vindhyan Sandstone 

16.312 

Non-command 

Tertiary Sandstone 

23.360 

Non-command 

Tertiary Sandstone 

59.205 

Non-command 

Tertiary Sandstone 

11.462 

Non-command 

Tertiary Sandstone 

9.544 

Non-command 

Vindhyan Sandstone 

4.743 

Non-command 

Vindhyan Sandstone 

7.165 

Non-command 

Vindhyan Sandstone 

0.002 

Non-command 

Tertiary Sandstone 

12.430 

Non-command 

Tertiary Sandstone 

14.810 

Non-command 

Tertiary Sandstone 

27.353 

Non-command 

Tertiary Sandstone 

1.761 

Non-command 

Tertiary Sandstone 

62.847 

Non-command 

Tertiary Sandstone 

19.100 

Non-command 

Tertiary Sandstone 

4.385 

Non-command 

Vindhyan Sandstone 

7.106 

Non-command 

Vindhyan Sandstone 

1.364 

Non-command 

Vindhyan Sandstone 

34.137 

Non-command 

Vindhyan Sandstone 

0.149 

Non-command 

Tertiary Sandstone 

0.304 

Non-command 

Tertiary Sandstone 

50.304 

Non-command 

Tertiary Sandstone 

32.935 

Non-command 

Vindhyan Sandstone 

15.982 

Non-command 

Vindhyan Sandstone 

5.397 

Non-command 

Tertiary Sandstone 

2.405 

Non-command 

Vindhyan Sandstone 

24.956 

Non-command 

Tertiary Sandstone 

1.431 

Non-command 

Tertiary Sandstone 

30.865 

Non-command 

Tertiary Sandstone 

105.122 

Non-command 

Tertiary Sandstone 

4.849 

Non-command 

Tertiary Sandstone 

11.544 

Non-command 

Tertiary Sandstone 

25.013 

Non-command 

Tertiary Sandstone 

14.396 

Command 

Tertiary Sandstone 

0.999 

Non-command 

Tertiary Sandstone 

13.426 

Non-command 

Tertiary Sandstone 

0.978 

Non-command 

Vindhyan Sandstone 

13.741 

Non-command 

Tertiary Sandstone 

8.160 

Non-command 

Tertiary Sandstone 

50.504 

Non-command 

Vindhyan Sandstone 

11.119 

Non-command 

Tertiary Sandstone 

5.840 

Non-command 

Vindhyan Sandstone 

16.039 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

180,000 

150,000 

120 

50,000 

40,000 

120 

170,000 

140,000 

120 

180,000 

150,000 

120 

170,000 

140,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

170,000 

140,000 

120 

200,000 

90,000 

120 

170,000 

140,000 

120 

200,000 

120,000 

120 

180,000 

110,000 

120 

200,000 

120,000 

120 

200,000 

90,000 

120 

170,000 

140,000 

120 

170,000 

140,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

200,000 

90,000 

120 

200,000 

120,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

80,000 

60,000 

120 

200,000 

90,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

170,000 

140,000 

120 

180,000 

150,000 

110 

250,000 

200,000 

120 

170,000 

140,000 

120 

180,000 

150,000 

120 

200,000 

90,000 

120 

80,000 

60,000 

120 

200,000 

90,000 

120 

170,000 

140,000 

120 

170,000 

140,000 

120 

170,000 

140,000 

120 

170,000 

140,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

180,000 

150,000 

120 

200,000 

90,000 

120 

170,000 

140,000 

120 

180,000 

150,000 

120 

170,000 

140,000 

120 

180,000 

150,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.018 



































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


( 4 ) ( 5 ) 


28.329 Fresh 



Sajanwasi 

0803000500552900 

12.641 

Fresh 

Salasar 

0803000400529500 

20.753 

Fresh 

Saloodiya 

0803000500552100 

45.052 

Fresh 

Sanwatsar 

0803000800638100 

47.245 

Fresh 

Saroopdesar 

0803000100499600 

39.450 

Fresh 

Seethal 

0803000100502300 

50.373 

Fresh 

Sharah Gujarayat 

0803000400529800 

11.908 

Fresh 

Sharah Jatan 

0803000100493700 

5.126 

Fresh 

Sharah Jugaldas 

0803000400529200 

7.666 

Fresh 

Sharah Kabadiyan 

0803000400539100 

5.499 

Fresh 

Sharah Kajani 

0803000100499100 

8.541 

Fresh 

Sharah Kiradoo 

0803000400529400 

4.288 

Fresh 

Sharah Kulera 

0803000400529300 

5.362 

Fresh 

Sharah Nathaniya (rural) 

0803000100494700 

34.878 

Fresh 

Sharah Teliya 

0803000500550000 

15.554 

Fresh 

Sharah Teliya (rural) 

0803000100495100 

1.635 

Fresh 

Sheeshan 

0803000400538200 

7.558 

Fresh 

Sheo Sutharan 

0803000400530500 

0.740 

Fresh 

Shivbari (rural) 

0803000100499200 

4.464 

Fresh 

Sindhu 

0803000500548400 

24.031 

Fresh 

Sinjguroo 

0803000500549000 

45.371 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Siyana Bhatiyan 

0803000400544300 

25.728 

Fresh 

Siyana Charnan 

0803000400544700 

6.739 

Fresh 

Siyana Jodhasar 

0803000400544500 

6.317 

Fresh 

Siyana Sakhlan 

0803000400544600 

2.944 

Fresh 

Somalsar 

0803000500554000 

20.626 

Fresh 

Soor Pura 

0803000500549100 

47.834 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sowa 

0803000500546600 

37.169 

Fresh 

Sudsar 

0803000800634800 

34.266 

Fresh 

Sujasar 

0803000100500600 

18.666 

Fresh 

Suratsinghpura 

0803000100503100 

7.112 

Fresh 

Surdhana Chauhanan 

0803000100500900 

25.447 

Fresh 

Surdhana Padiharan 

0803000100500800 

16.519 

Fresh 

Talwa 

0803000500553900 

9.846 

Fresh 

Tejrasar 

0803000100502600 

61.894 

Fresh 

Teu 

0803000800634900 

19.545 

Fresh 

Thawariya 

0803000500557800 

39.440 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


16004027 


Udai Ramsar 


Udasar 


Udsar 


Utmamdesar 


Abadsar 


0803000100499500 

58.329 

Fresh 

0803000100495700 

21.518 

Fresh 

0803000500551500 

42.164 

Fresh 

0803000500553400 

20.669 

Fresh 

0803000500547800 

20.710 

Fresh 

0804000600644900 

15.663 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Abhaisingh Pura 


0803000800639000 



24.400 Fresh 


Saline 


28.035 Fresh 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Tertiary Sandstone 

0.060 

Non-command 

Vindhyan Sandstone 

2.769 

Non-command 

Vindhyan Sandstone 

12.641 

Non-command 

Tertiary Sandstone 

20.753 

Non-command 

Vindhyan Sandstone 

45.052 

Non-command 

Tertiary Sandstone 

4.346 

Non-command 

Tertiary Sandstone 

39.450 

Non-command 

Tertiary Sandstone 

45.560 

Non-command 

Tertiary Sandstone 

11.908 

Non-command 

Tertiary Sandstone 

5.126 

Non-command 

Tertiary Sandstone 

0.996 

Non-command 

Vindhyan Sandstone 

5.252 

Non-command 

Tertiary Sandstone 

8.541 

Non-command 

Tertiary Sandstone 

3.795 

Non-command 

Tertiary Sandstone 

2.299 

Non-command 

Tertiary Sandstone 

34.878 

Non-command 

Vindhyan Sandstone 

15.525 

Non-command 

Tertiary Sandstone 

1.635 

Non-command 

Tertiary Sandstone 

7.558 

Non-command 

Tertiary Sandstone 

0.012 

Non-command 

Tertiary Sandstone 

4.464 

Non-command 

Tertiary Sandstone 

24.031 

Non-command 

Tertiary Sandstone 

23.213 

Non-command 

Vindhyan Sandstone 

22.158 

Non-command 

Vindhyan Sandstone 

0.050 

Non-command 

Vindhyan Sandstone 

0.226 

Non-command 

Vindhyan Sandstone 

3.684 

Non-command 

Vindhyan Sandstone 

1.330 

Non-command 

Vindhyan Sandstone 

20.315 

Non-command 

Tertiary Sandstone 

36.763 

Non-command 

Vindhyan Sandstone 

11.071 

Non-command 

Tertiary Sandstone 

37.169 

Non-command 

Tertiary Sandstone 

27.315 

Non-command 

Tertiary Sandstone 

18.666 

Non-command 

Tertiary Sandstone 

7.112 

Non-command 

Tertiary Sandstone 

25.447 

Non-command 

Tertiary Sandstone 

16.519 

Non-command 

Vindhyan Sandstone 

9.846 

Non-command 

Tertiary Sandstone 

44.628 

Non-command 

Tertiary Sandstone 

0.643 

Non-command 

Older Alluvium 

4.088 

Non-command 

Vindhyan Sandstone 

30.981 

Non-command 

Tertiary Sandstone 

58.329 

Non-command 

Tertiary Sandstone 

0.182 

Non-command 

Vindhyan Sandstone 

7.701 

Non-command 

Vindhyan Sandstone 

20.669 

Non-command 

Tertiary Sandstone 

20.710 

Non-command 

Older Alluvium 

7.690 

Non-command 

Vindhyan Sandstone 

7.974 

Non-command 

Tertiary Sandstone 

4.744 

Non-command 

Tertiary Sandstone 

0.422 

Non-command 

Older Alluvium 

27.561 

Non-command 

Younger Alluvium 

0.473 



with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

70,000 

60,000 

120 

50,000 

40,000 

120 

180,000 

150,000 

120 

200,000 

120,000 

120 

180,000 

150,000 

120 

80,000 

60,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

200,000 

120,000 

120 

200,000 

90,000 

120 

200,000 

120,000 

120 

180,000 

110,000 

120 

200,000 

90,000 

120 

200,000 

120,000 

120 

200,000 

120,000 

120 

200,000 

90,000 

120 

180,000 

150,000 

120 

200,000 

90,000 

120 

200,000 

120,000 

120 

200,000 

120,000 

120 

200,000 

90,000 

120 

170,000 

140,000 

120 

170,000 

140,000 

120 

180,000 

150,000 

120 

180,000 

110,000 

120 

180,000 

110,000 

120 

180,000 

110,000 

120 

180,000 

110,000 

120 

180,000 

150,000 

120 

170,000 

140,000 

120 

180,000 

150,000 

120 

170,000 

140,000 

120 

80,000 

60,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

180,000 

150,000 

120 

200,000 

90,000 

120 

80,000 

60,000 

120 

160,000 

120,000 

120 

180,000 

150,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

170,000 

140,000 

120 

60,000 

50,000 

120 

50,000 

40,000 

120 

80,000 

60,000 

120 

30,000 

20,000 

120 

80,000 

60,000 

120 

120,000 

100,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Benatha Jogliya 


Benatha Umji 


Bhadasar Dikhnada 


Bhanuda Bidawatan 


Bhanuda Charnan 


Bharpalsar Bidawata 


Bharpalsar Charnan 


Bharpalsar Ladkhani 


Bhawan Desar 


Bheenchari 


Bhojasar 


Bhojoosar Upadhiyan 


Bhom Asasar Bidasar 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


37.656 Fresh Non-command 


Alsar Bas 

0804000600645600 

41.170 

Fresh 

Amarsar 

0804000300615000 

27.431 

Fresh 

Amritwasi 

0803000800639300 

10.367 

Fresh 


Non-command 


Non-command 


Non-command 



Badhan Ki Dhani 

0804000600642200 

30.497 

Fresh 

Bairasar 

0804000700654600 

27.417 

Fresh 

Balera 

0804000700657400 

8.849 

Saline 

Balrampura 

0804000600642500 

7.724 

Fresh 

Bandhnau Dikhnada 

0804000300616200 

25.489 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Bandwa 

0804000600645200 

22.071 

Fresh 

Barjangsar 

0803000800641900 

32.943 

Fresh 


6.530 Fresh Non-command 



7.343 Fresh Non-command 


Basi Marnotan 

0803000800636900 

8.598 

Fresh 

Beegawas Ramsara 

0803000800639200 

41.688 

Fresh 


Beer Chhapar ( Rura 

0804000700661700 

13.698 

Saline 

Bejasar 

0804000300615700 

34.028 

Fresh 



0804000700655600 


17.120 Saline Non-command 


8.732 Saline Non-command 



0804000600642300 

21.715 

0804000600642400 

5.332 

0804000600647100 

6.500 

0804000600646900 

6.353 

0804000600646800 

11.143 

0804000600646500 

16.582 


0804000600651100 

9.313 

0804000600649600 

16.661 

0804000300616100 

6.228 


0804000300615600 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


7.763 Fresh Non-command 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bilara Limestone 

0.494 

Non-command 

Vindhyan Sandstone 

37.163 

Non-command 

Vindhyan Sandstone 

41.170 

Non-command 

Younger Alluvium 

7.632 

Non-command 

Tertiary Sandstone 

0.213 

Non-command 

Vindhyan Sandstone 

10.154 

Non-command 

Older Alluvium 

9.417 

Non-command 

Younger Alluvium 

1.963 

Non-command 

Tertiary Sandstone 

1.344 

Non-command 

Vindhyan Sandstone 

27.509 

Non-command 

Vindhyan Sandstone 

30.497 

Non-command 

Vindhyan Sandstone 

16.896 

Non-command 

Phyllite & Schist 

8.480 

Non-command 

Vindhyan Sandstone 

7.724 

Non-command 

Older Alluvium 

6.845 

Non-command 

Vindhyan Sandstone 

14.776 

Non-command 

Older Alluvium 

5.238 

Non-command 

Vindhyan Sandstone 

1.536 

Non-command 

Younger Alluvium 

3.091 

Non-command 

Vindhyan Sandstone 

22.071 

Non-command 

Tertiary Sandstone 

0.209 

Non-command 

Vindhyan Sandstone 

16.119 

Non-command 

Older Alluvium 

6.421 

Non-command 

Vindhyan Sandstone 

0.109 

Non-command 

Tertiary Sandstone 

7.170 

Non-command 

Vindhyan Sandstone 

0.173 

Non-command 

Older Alluvium 

8.598 

Non-command 

Tertiary Sandstone 

3.546 

Non-command 

Vindhyan Sandstone 

38.142 

Non-command 

Phyllite & Schist 

0.158 

Non-command 

Older Alluvium 

9.058 

Non-command 

Younger Alluvium 

24.970 

Non-command 

Phyllite & Schist 

11.128 

Non-command 

Vindhyan Sandstone 

5.993 

Non-command 

Phyllite & Schist 

8.479 

Non-command 

Vindhyan Sandstone 

0.253 

Non-command 

Older Alluvium 

26.533 

Non-command 

Tertiary Sandstone 

0.645 

Non-command 

Vindhyan Sandstone 

10.673 

Non-command 

Older Alluvium 

21.156 

Non-command 

Younger Alluvium 

1.629 

Non-command 

Vindhyan Sandstone 

21.715 

Non-command 

Vindhyan Sandstone 

5.332 

Non-command 

Older Alluvium 

6.500 

Non-command 

Older Alluvium 

6.353 

Non-command 

Older Alluvium 

11.143 

Non-command 

Older Alluvium 

12.314 

Non-command 

Older Alluvium 

4.268 

Non-command 

Older Alluvium 

9.194 

Non-command 

Older Alluvium 

16.170 

Non-command 

Older Alluvium 

1.133 

Non-command 

Vindhyan Sandstone 

5.096 

Non-command 

Older Alluvium 

7.763 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

110,000 

90,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

60,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

30,000 

20,000 

120 

50,000 

40,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

60,000 

50,000 

120 

50,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

30,000 

20,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

30,000 

20,000 

120 

40,000 

25,000 

120 

30,000 

20,000 

120 

40,000 

25,000 

120 

60,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.007 

0.007 

0.012 

0.062 

0.054 

0.277 

0.024 

0.456 





























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Binadesar Bidawatan 

0804000600645100 

22.400 

Fresh 

Binadesar Siddhan 

0804000600645000 

2.666 

Fresh 

Bothiyabas 

0804000700657000 

14.124 

Saline 

Budhwali 

0804000600650000 

20.318 

Saline 

Chadwas 

0804000700657200 

29.076 

Saline 

Chak Ghantiyal 

0804000700656000 

10.390 

Fresh 

Chak Rajalwara 

0804000300615300 

7.032 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chak Rajiyasar 

0804000700663500 

7.110 

Saline 

Chak Ratangarh 

0804000600644000 

4.881 

Fresh 

Champawasi 

0804000600647200 

6.736 

Fresh 

Charanwasi 

0804000300615800 

8.790 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Charla 

0804000700657700 

29.959 

Saline 

Chhabri Khari 

0804000600651000 

19.550 

Saline 

Chhabri Meethi 

0804000600650400 

12.723 

Saline 

Chhajoosar 

0804000600647000 

6.842 

Fresh 

Chhapar (M) 

0804000740410000 

42.753 

Saline 

Chhotriya 

0804000600642900 

7.502 

Fresh 

Dassusar 

0804000600646000 

27.074 

Fresh 


Degan 


Derajsar 


Devipura 


Dhadheru Bhamuwan 


Dhaneru 


Dheerdesar Purohita 


Dhigariya 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0804000300619900 


0804000600649300 


0804000600647700 


0804000700656500 


Saline 


16.769 Fresh 


5.704 Saline 


Fresh 


Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0803000800642000 



77.379 Fresh 


Saline 


22.259 Fresh 


Saline 


3.912 Fresh 


Saline 


10.032 Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0803000800633700 


0804000700655000 


21.776 Fresh 


19.231 Fresh 


Saline 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Bilara Limestone 

2.806 

Non-command 

Vindhyan Sandstone 

8.827 

Non-command 

Bilara Limestone 

0.204 

Non-command 

Phyllite & Schist 

10.717 

Non-command 

Vindhyan Sandstone 

39.893 

Non-command 

Older Alluvium 

14.190 

Non-command 

Tertiary Sandstone 

55.375 

Non-command 

Vindhyan Sandstone 

0.284 

Non-command 

Vindhyan Sandstone 

22.400 

Non-command 

Vindhyan Sandstone 

2.666 

Non-command 

Phyllite & Schist 

0.002 

Non-command 

Older Alluvium 

6.395 

Non-command 

Phyllite & Schist 

27.308 

Non-command 

Vindhyan Sandstone 

10.390 

Non-command 

Older Alluvium 

0.682 

Non-command 

Younger Alluvium 

6.350 

Non-command 

Older Alluvium 

0.135 

Non-command 

Older Alluvium 

4.881 

Non-command 

Older Alluvium 

6.736 

Non-command 

Older Alluvium 

1.940 

Non-command 

Younger Alluvium 

6.461 

Non-command 

Phyllite & Schist 

7.055 

Non-command 

Older Alluvium 

0.835 

Non-command 

Older Alluvium 

4.218 

Non-command 

Older Alluvium 

6.842 

Non-command 

Phyllite & Schist 

18.816 

Non-command 

Older Alluvium 

3.892 

Non-command 

Bilara Limestone 

0.309 

Non-command 

Older Alluvium 

6.632 

Non-command 

Vindhyan Sandstone 

19.250 

Non-command 

Older Alluvium 

0.883 

Non-command 

Vindhyan Sandstone 

2.689 

Non-command 

Older Alluvium 

5.704 

Non-command 

Older Alluvium 

0.822 

Non-command 

Bilara Limestone 

13.650 

Non-command 

Vindhyan Sandstone 

15.191 

Non-command 

Bilara Limestone 

6.308 

Non-command 

Vindhyan Sandstone 

9.443 

Non-command 

Vindhyan Sandstone 

63.324 

Non-command 

Vindhyan Sandstone 

14.056 

Non-command 

Bilara Limestone 

8.239 

Non-command 

Vindhyan Sandstone 

5.447 

Non-command 

Vindhyan Sandstone 

8.573 

Non-command 

Tertiary Sandstone 

3.755 

Non-command 

Tertiary Sandstone 

0.157 

Non-command 

Older Alluvium 

1.893 

Non-command 

Phyllite & Schist 

7.335 

Non-command 

Tertiary Sandstone 

10.772 

Non-command 

Vindhyan Sandstone 

44.018 

Non-command 

Older Alluvium 

19.791 

Non-command 

Vindhyan Sandstone 

4.685 

Non-command 

Phyllite & Schist 

0.397 

Non-command 

Vindhyan Sandstone 

13.308 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

50,000 

120 

50,000 

40,000 

120 

50,000 

30,000 

120 

30,000 

20,000 

120 

40,000 

25,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

30,000 

20,000 

120 

50,000 

30,000 

120 

30,000 

20,000 

120 

50,000 

40,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

30,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

30,000 

20,000 

120 

60,000 

50,000 

120 

110,000 

90,000 

120 

60,000 

50,000 

120 

50,000 

40,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

40,000 

120 

60,000 

50,000 

120 

50,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

50,000 

120 

50,000 

40,000 

120 

40,000 

25,000 

120 

80,000 

60,000 

120 

30,000 

20,000 

120 

50,000 

30,000 

120 

30,000 

20,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

50,000 

40,000 

120 

30,000 

20,000 

120 

40,000 

25,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 

































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Dhoran Ki Dhani 


Dungargarh (M) 


Dungras Athoona 


Dunkar 


Ghantiyal Bari 


Ghantiyal Chhoti 


Ghumanda 


Golsar 


Gopalpura 


Gopalpuriya 


Gorisar 


Guleriya 


Gusainsar 


Hamoosar 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


0804000700656200 


0803000840406000 


0804000700661100 


0804000700655400 


0804000700655200 


(5) 


Fresh 


55.016 Fresh 


18.232 Saline 


24.199 Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0804000700655100 


12.741 Fresh Non-command 


Saline Non-command 



0804000600648900 

10.771 

0804000600644400 

27.446 

0804000700661200 

40.212 

0804000600644800 

13.658 

0804000600643800 

29.393 


0804000700661400 

15.764 

0804000600649000 

13.862 

0804000600642700 

20.890 



Hansasar 

0804000600644500 

16.047 

Fresh 

Hemasar Athoona 

0804000700655300 

8.310 

Saline 

Hudera Agoona 

0804000600647600 

8.229 

Fresh 

Hudera Athoona 

0804000600647400 

9.724 

Fresh 

Hudera Siddhan 

0804000600647500 

3.220 

Fresh 

Indpalsar Bara 

0803000800639700 

27.861 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Indpalsar Gusainsar 


Indpalsar Hirawatan 


Indpalsar Raikan 


Jaleu Bari 


Jaleu Chhoti 


Jegniya Bidawatan 


Jegniya Bikan 


Jorawarpura 


0803000800639900 


22.908 Fresh 


Saline 


0803000800639800 

10.496 

0803000800639500 

5.129 



8.957 Fresh 



Non-command 


Non-command 


Non-command 


Non-command 



Jaisalsar 

0803000800637100 

37.350 

Fresh 

Jaitasar 

0804000600644700 

14.010 

Fresh 


Non-command 


Non-command 



0804000700655800 


41.367 Fresh 


Saline 


Non-command 


Non-command 



0804000600647800 


16.688 Fresh 


Saline 


0804000600643900 

4.275 

0804000600645900 

12.507 

0804000600645800 

44.423 



Jetasar 

0803000800635600 

52.859 

Fresh 

Jogliya 

0804000700656700 

37.660 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0804000600645300 


46.619 Fresh Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Vindhyan Sandstone 

8.958 

Non-command 

Older Alluvium 

0.919 

Non-command 

Phyllite & Schist 

5.660 

Non-command 

Phyllite & Schist 

24.199 

Non-command 

Phyllite & Schist 

16.806 

Non-command 

Vindhyan Sandstone 

1.120 

Non-command 

Vindhyan Sandstone 

0.832 

Non-command 

Phyllite & Schist 

0.585 

Non-command 

Vindhyan Sandstone 

11.324 

Non-command 

Older Alluvium 

0.130 

Non-command 

Older Alluvium 

17.674 

Non-command 

Phyllite & Schist 

29.163 

Non-command 

Older Alluvium 

13.658 

Non-command 

Older Alluvium 

4.143 

Non-command 

Older Alluvium 

0.182 

Non-command 

Phyllite & Schist 

0.569 

Non-command 

Older Alluvium 

6.469 

Non-command 

Older Alluvium 

3.691 

Non-command 

Vindhyan Sandstone 

16.573 

Non-command 

Older Alluvium 

9.718 

Non-command 

Phyllite & Schist 

8.310 

Non-command 

Older Alluvium 

8.229 

Non-command 

Older Alluvium 

9.724 

Non-command 

Older Alluvium 

3.220 

Non-command 

Tertiary Sandstone 

1.574 

Non-command 

Vindhyan Sandstone 

26.287 

Non-command 

Tertiary Sandstone 

13.806 

Non-command 

Tertiary Sandstone 

9.007 

Non-command 

Tertiary Sandstone 

10.496 

Non-command 

Tertiary Sandstone 

4.846 

Non-command 

Vindhyan Sandstone 

0.283 

Non-command 

Tertiary Sandstone 

2.782 

Non-command 

Vindhyan Sandstone 

6.174 

Non-command 

Older Alluvium 

9.762 

Non-command 

Older Alluvium 

8.101 

Non-command 

Vindhyan Sandstone 

5.909 

Non-command 

Vindhyan Sandstone 

6.390 

Non-command 

Older Alluvium 

0.145 

Non-command 

Phyllite & Schist 

22.486 

Non-command 

Vindhyan Sandstone 

12.345 

Non-command 

Older Alluvium 

10.075 

Non-command 

Older Alluvium 

6.605 

Non-command 

Older Alluvium 

2.103 

Non-command 

Vindhyan Sandstone 

12.507 

Non-command 

Bilara Limestone 

31.350 

Non-command 

Vindhyan Sandstone 

13.073 

Non-command 

Older Alluvium 

19.334 

Non-command 

Older Alluvium 

0.601 

Non-command 

Vindhyan Sandstone 

1.843 

Non-command 

Older Alluvium 

4.226 

Non-command 

Phyllite & Schist 

27.452 

Non-command 

Vindhyan Sandstone 

0.589 

Non-command 

Vindhyan Sandstone 

46.619 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

40,000 

120 

80,000 

60,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

40,000 

25,000 

120 

50,000 

40,000 

120 

30,000 

20,000 

120 

40,000 

25,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

30,000 

20,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

30,000 

20,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

50,000 

40,000 

120 

60,000 

50,000 

120 

30,000 

20,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

30,000 

20,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

60,000 

50,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

30,000 

120 

30,000 

20,000 

120 

40,000 

25,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

50,000 

40,000 

120 

110,000 

90,000 

120 

50,000 

40,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

50,000 

40,000 

120 

50,000 

30,000 

120 

30,000 

20,000 

120 

40,000 

25,000 

120 

50,000 

40,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 





0.084 

0.098 

0.002 

0.002 

0.006 

0.013 

0.024 

0.038 













































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Khariya 


Khothdi 


Kitasar Bhatiyan 


Kitasar Bidawatan 


0804000600648100 


0804000600650200 


0803000800636300 


0803000800636500 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


( 4 ) ( 5 ) ( 6 ) 


15.382 Fresh Non-command 


Saline Non-command 


6.888 Saline Non-command 


17.840 Saline Non-command 


24.282 Fresh Non-command 


13.740 Fresh Non-command 


Kodasar Bidawatan 

0804000700657500 

9.614 

Saline 

Kodasar Jatan 

0804000700657600 

5.459 

Saline 

Kuntasar 

0803000800636800 

11.273 

Fresh 


Non-command 


Non-command 


Non-command 


Kusum Desar 

0804000600651600 

15.422 

Saline 

Lachharsar 

0804000600642100 

95.981 

Fresh 

Ladhasar 

0804000600644100 

25.440 

Fresh 

Lakhansar 

0803000800633100 

26.760 

Fresh 


Lalasar 


Likhma Desar 


Loha 


Loonasar 


Loonchh 


Malpur 


Menasar 


Migsariya 


Nausariya 


Noonwa 


Pabusar 


Palas 


Parsaneu 


Patam Desar 


Patlisar Bara 


Patlisar Chhota 


Patlisar Purohitan 


Payli 


Prem Nagar 


Raghunathpura 


Rajaldesar (M) 


Non-command 


Non-command 


Non-command 


Non-command 



0803000800636000 

12.807 

0803000800635800 

44.385 

0804000600649500 

24.201 

0804000600646300 

10.763 


0804000600649400 

24.373 

0804000600647900 

11.007 


0804000600651200 

22.182 

0803000800640100 

9.326 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


96.458 Fresh Non-command 





0804000600647300 

18.865 

0804000600646600 

28.670 


Saline 


13.616 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



0804000600642800 

22.885 

0804000700654900 

12.208 


Saline 


30.560 Saline 


0804000600645400 

28.816 

0804000300615100 

31.220 

0804000300620200 

35.142 

0804000300620000 

23.174 

0804000300620100 

4.319 

0804000600646700 

15.008 



0804000600645500 

6.653 

0804000600649100 

2.852 

0804000640408000 

53.491 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Bilara Limestone 

15.296 

Non-command 

Vindhyan Sandstone 

0.042 

Non-command 

Vindhyan Sandstone 

0.044 

Non-command 

Older Alluvium 

0.006 

Non-command 

Older Alluvium 

17.840 

Non-command 

Vindhyan Sandstone 

24.282 

Non-command 

Tertiary Sandstone 

0.194 

Non-command 

Vindhyan Sandstone 

13.546 

Non-command 

Phyllite & Schist 

9.614 

Non-command 

Phyllite & Schist 

5.419 

Non-command 

Older Alluvium 

4.929 

Non-command 

Tertiary Sandstone 

6.343 

Non-command 

Older Alluvium 

0.077 

Non-command 

Vindhyan Sandstone 

95.981 

Non-command 

Older Alluvium 

7.431 

Non-command 

Older Alluvium 

0.018 

Non-command 

Younger Alluvium 

16.926 

Non-command 

Older Alluvium 

12.807 

Non-command 

Older Alluvium 

44.385 

Non-command 

Older Alluvium 

24.201 

Non-command 

Older Alluvium 

10.701 

Non-command 

Older Alluvium 

0.062 

Non-command 

Older Alluvium 

15.669 

Non-command 

Older Alluvium 

0.366 

Non-command 

Older Alluvium 

7.744 

Non-command 

Older Alluvium 

11.526 

Non-command 

Tertiary Sandstone 

0.941 

Non-command 

Vindhyan Sandstone 

8.386 

Non-command 

Older Alluvium 

31.756 

Non-command 

Tertiary Sandstone 

35.951 

Non-command 

Vindhyan Sandstone 

28.751 

Non-command 

Older Alluvium 

18.865 

Non-command 

Older Alluvium 

5.316 

Non-command 

Older Alluvium 

23.354 

Non-command 

Tertiary Sandstone 

3.731 

Non-command 

Vindhyan Sandstone 

0.366 

Non-command 

Tertiary Sandstone 

2.981 

Non-command 

Vindhyan Sandstone 

3.721 

Non-command 

Vindhyan Sandstone 

1.794 

Non-command 

Vindhyan Sandstone 

5.039 

Non-command 

Older Alluvium 

2.451 

Non-command 

Phyllite & Schist 

1.365 

Non-command 

Vindhyan Sandstone 

28.816 

Non-command 

Younger Alluvium 

4.399 

Non-command 

Vindhyan Sandstone 

35.142 

Non-command 

Vindhyan Sandstone 

23.174 

Non-command 

Vindhyan Sandstone 

4.319 

Non-command 

Older Alluvium 

12.329 

Non-command 

Older Alluvium 

2.679 

Non-command 

Vindhyan Sandstone 

6.653 

Non-command 

Older Alluvium 

2.852 

Non-command 

Bilara Limestone 

1.453 

Non-command 

Older Alluvium 

20.937 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

60,000 

50,000 

120 

50,000 

40,000 

120 

40,000 

25,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

50,000 

40,000 

120 

60,000 

50,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

30,000 

20,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

40,000 

25,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

40,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

40,000 

120 

50,000 

30,000 

120 

110,000 

90,000 

120 

60,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 


































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / Non¬ 
command) 



Rajaldesar (Rural) 


Rajalwara 


Rajasar Beekan 


Rajiyasar Meetha 


Randhisar 


Ratangarh (M) 


Ratangarh (Rural) 


Ratnadesar 


Rawali Dhani 


Roopeli 


Rooplisar 


Rukhasar 


Sandwa 


Sangasar 


Sanwatiya 


Sarangsar 


Satleran 


Sattasar 


0804000600646400 

1.673 

0804000300615200 

8.307 

0804000300614900 

64.446 

0804000700663400 

8.490 

0804000700656900 

18.938 

0804000640407000 

58.664 


0804000600649200 

0.477 

0804000600649700 

15.482 

0804000700656100 

16.695 



Rekh Gorisar 

0804000300615400 

2.719 

Fresh 

Rewada 

0803000800636700 

9.393 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0804000700657300 

6.046 

0804000300620400 

22.704 

0804000600651300 

6.168 

0804000700654700 

50.923 


0804000600650300 

12.783 

0804000600650100 

5.173 

0804000700654800 

28.596 

0803000800637000 

16.444 

0803000800635900 

24.244 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sheetal Nagar 


Sikrali 


Simsiya Bidawatan 


Singri 


Siwaron Ki Dhani 


0803000800636400 

16.863 

0804000600642600 

9.457 

0804000600646100 

16.344 



0804000300620300 

17.318 

0804000700656300 

19.891 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Soorwas 

0804000700661300 

12.202 

Saline 

Sujangarh (Rural) 

0804000700661600 

1.425 

Saline 

Surjansar 

0803000800633500 

9.268 

Fresh 

Surjanwasi 

0803000800639400 

1.676 

Fresh 

Thukariyasar 

0803000800633800 

59.084 

Fresh 

Toliyasar 

0803000800635700 

60.555 

Fresh 

Udasar 

0804000700657100 

2.934 

Saline 

Udasar Charnan 

0803000800633400 

11.561 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


16004028 


Udrasar 


Upadhiya 


Akasar 


Akhoosar 


Annewala 


Ballar 


0803000800633300 

77.703 

Fresh 

0804000700655700 

8.862 

Saline 

0803000600559500 

122.301 

Saline 

0803000400523800 

78.978 

Saline 


0803000400523600 

34.020 

Saline 

0803000600559400 

307.528 

Saline 


Non-command 


Non-command 


IGNP Canal System Stage I 


IGNP Canal System Stage II 


Non-command 


IGNP Canal System Stage II 


IGNP Canal System Stage I 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Vindhyan Sandstone 

31.101 

Non-command 

Older Alluvium 

1.673 

Non-command 

Younger Alluvium 

8.303 

Non-command 

Younger Alluvium 

1.343 

Non-command 

Older Alluvium 

0.437 

Non-command 

Phyllite & Schist 

2.288 

Non-command 

Older Alluvium 

12.149 

Non-command 

Older Alluvium 

46.497 

Non-command 

Older Alluvium 

0.477 

Non-command 

Older Alluvium 

15.482 

Non-command 

Bilara Limestone 

6.566 

Non-command 

Vindhyan Sandstone 

10.130 

Non-command 

Younger Alluvium 

2.719 

Non-command 

Older Alluvium 

4.456 

Non-command 

Tertiary Sandstone 

4.937 

Non-command 

Tertiary Sandstone 

14.164 

Non-command 

Tertiary Sandstone 

9.687 

Non-command 

Phyllite & Schist 

6.046 

Non-command 

Vindhyan Sandstone 

0.068 

Non-command 

Older Alluvium 

1.560 

Non-command 

Vindhyan Sandstone 

16.745 

Non-command 

Vindhyan Sandstone 

2.408 

Non-command 

Older Alluvium 

12.775 

Non-command 

Older Alluvium 

2.757 

Non-command 

Phyllite & Schist 

1.671 

Non-command 

Older Alluvium 

16.371 

Non-command 

Older Alluvium 

18.232 

Non-command 

Tertiary Sandstone 

6.011 

Non-command 

Vindhyan Sandstone 

16.863 

Non-command 

Vindhyan Sandstone 

9.457 

Non-command 

Older Alluvium 

10.935 

Non-command 

Older Alluvium 

5.410 

Non-command 

Older Alluvium 

2.058 

Non-command 

Older Alluvium 

6.173 

Non-command 

Vindhyan Sandstone 

11.464 

Non-command 

Bilara Limestone 

4.787 

Non-command 

Vindhyan Sandstone 

15.104 

Non-command 

Phyllite & Schist 

0.080 

Non-command 

Phyllite & Schist 

0.010 

Non-command 

Older Alluvium 

6.558 

Non-command 

Tertiary Sandstone 

1.676 

Non-command 

Older Alluvium 

38.205 

Non-command 

Older Alluvium 

47.855 

Non-command 

Phyllite & Schist 

0.230 

Non-command 

Older Alluvium 

7.164 

Non-command 

Younger Alluvium 

1.861 

Non-command 

Older Alluvium 

0.293 

Non-command 

Phyllite & Schist 

8.862 

Command 

Older Alluvium 

8.335 

Command 

Older Alluvium 

6.036 

Non-command 

Older Alluvium 

12.518 

Command 

Older Alluvium 

30.064 

Command 

Older Alluvium 

115.452 


with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

50,000 

40,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

30,000 

20,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

50,000 

40,000 

120 

60,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

40,000 

120 

40,000 

25,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

20,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

50,000 

40,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

40,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

30,000 

20,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

30,000 

20,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Barsalpur 

0803000400523900 

104.802 

Saline 

Bhoorasar 

0803000400524300 

88.232 

Saline 


Type of Area (Command / 
command) 



Bijeri 

0803000400525700 

73.877 

Saline 

Bikendri 

0803000400525100 

14.972 

Saline 

Charanwala 

0803000400527000 

253.529 

Saline 


Chheela Kashmeer 

0803000400526500 

92.263 

Saline 

Dandkalan 

0803000400525000 

29.304 

Saline 


Dehriya 

0803000400524800 

29.883 

Saline 

Gajjawala 

0803000400526800 

160.709 

Saline 



Gokal 

0803000400526100 

58.421 

Saline 

Jagasar 

0803000400525400 

110.204 

Saline 



Kayamwala 

0803000400524100 

25.796 

Saline 

Kheroowala 

0816000202046000 

74.160 

Saline 

Maganwala 

0803000400524400 

46.416 

Saline 



Miyawala 

0803000400524900 

21.258 

Saline 

Modiya 

0803000400525200 

20.941 

Saline 


Musewala 

0803000400524200 

47.763 

Saline 

Nasooma 

0803000400524600 

6.836 

Saline 


16004029 



19.758 Sa 


IGNP Canal System Stage 


IGNP Canal System Stage 


IGNP Canal System Stage 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage 


IGNP Canal System Stage 


Non-command 


IGNP Canal System Stage 


IGNP Canal System Stage 


IGNP Canal System : 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


Non-command 


ine IGNP Canal System Stage 


Non-command 


ine IGNP Canal System Stage 


Non-command 


Saline IGNP Canal System Stage 


Non-command 


Saline IGNP Canal System Stage 


Non-command 


24.400 Fresh Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Older Alluvium 

86.906 

Command 

Older Alluvium 

27.181 

Command 

Older Alluvium 

61.042 

Non-command 

Older Alluvium 

0.009 

Non-command 

Older Alluvium 

23.943 

Non-command 

Older Alluvium 

1.387 

Non-command 

Older Alluvium 

0.541 

Non-command 

Younger Alluvium 

2.650 

Command 

Older Alluvium 

9.966 

Command 

Older Alluvium 

6.852 

Non-command 

Older Alluvium 

4.649 

Command 

Older Alluvium 

29.883 

Command 

Older Alluvium 

61.301 

Command 

Younger Alluvium 

63.423 

Non-command 

Older Alluvium 

17.331 

Non-command 

Younger Alluvium 

3.092 

Command 

Older Alluvium 

3.506 

Command 

Older Alluvium 

0.724 

Non-command 

Older Alluvium 

5.682 

Command 

Older Alluvium 

62.570 

Non-command 

Older Alluvium 

0.000 

Command 

Older Alluvium 

33.417 

Non-command 

Older Alluvium 

2.573 

Command 

Older Alluvium 

25.796 

Command 

Younger Alluvium 

26.126 

Command 

Older Alluvium 

29.100 

Command 

Older Alluvium 

16.407 

Non-command 

Older Alluvium 

0.617 

Command 

Older Alluvium 

0.060 

Command 

Older Alluvium 

7.316 

Non-command 

Older Alluvium 

11.649 

Command 

Older Alluvium 

21.258 

Command 

Older Alluvium 

7.998 

Non-command 

Older Alluvium 

12.942 

Command 

Older Alluvium 

47.763 

Command 

Older Alluvium 

0.086 

Non-command 

Older Alluvium 

6.405 

Command 

Younger Alluvium 

4.890 

Non-command 

Younger Alluvium 

7.920 

Command 

Older Alluvium 

0.000 

Command 

Younger Alluvium 

31.766 

Non-command 

Younger Alluvium 

23.389 

Command 

Older Alluvium 

142.815 

Non-command 

Older Alluvium 

62.432 

Command 

Older Alluvium 

10.595 

Non-command 

Older Alluvium 

14.243 

Non-command 

Younger Alluvium 

0.226 

Command 

Older Alluvium 

48.035 

Non-command 

Older Alluvium 

23.362 

Command 

Older Alluvium 

5.740 

Non-command 

Older Alluvium 

13.894 

Non-command 

Older Alluvium 

6.173 

Non-command 

Tertiary Sandstone 

12.338 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

200,000 

200,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

90,000 

70,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

80,000 

60,000 































































































































































































































































































































































































































































































































































Micro-watershed 



Badhnu 


Bainisar 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


Saline Non-command 


36.435 Fresh 


Anandpura 

0803000100497700 

15.562 

Fresh 

Asera 

0803000100498100 

18.062 

Fresh 

Badela 

0803000800640300 

49.560 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



0803000500547300 


0803000800635500 


Saline Non-command 


57.297 Fresh Non-command 


28.567 Fresh Non-command 


Bairasar 

0804000700654600 

27.417 

Fresh 

Bamanwali 

0803000300516600 

16.304 

Fresh 


Non-command 


Non-command 


Bamboo 

0804000700654500 

50.221 

Fresh 

Bana 

0803000800638700 

29.955 

Saline 

Bandha 

0803000100497100 

38.920 

Fresh 


Non-command 


Non-command 


Non-command 


Bapeu 


Bapeu Purohitan 


Barjangsar 


0803000800640800 



58.803 Fresh Non-command 


Saline Non-command 


11.710 Fresh Non-command 


Saline Non-command 


32.943 Fresh Non-command 



Basi Charnan 

0803000300521600 

20.498 

Fresh 

Basi Maiyan 

0803000800635100 

13.403 

Fresh 

Beejhansar 

0803000800632600 

66.194 

Fresh 


Non-command 


Non-command 


Non-command 



Bhanipura 

0803000300521700 

13.124 

Fresh 

Bhojas 

0803000800637600 

27.216 

Fresh 

Bhojera 

0803000100498200 

8.950 

Fresh 

Bigga 

0803000800639100 

73.884 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Chandsar 

0803000300523200 

8.191 

Fresh 

Dandoosar 

0803000100492400 

50.521 

Fresh 

Daudsar 

0803000100492200 

16.445 

Fresh 


Non-command 


Non-command 


Non-command 


Delwan 


Derajsar 


Dhani Bhopalaram 


Dheerdesar Purohita 


Dheereran 



Dholiya 


Doodimuklera 


Doodiyali 


0803000800632800 

48.581 

Fresh 

0803000800634700 

22.701 

Fresh 

0803000300518200 

23.677 

Fresh 

0803000800633700 

21.776 

Fresh 

0803000100496700 

13.305 

Fresh 

0803000300517200 

19.862 

Fresh 

0803000300516800 

23.125 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0803000800633900 

13.519 

0803000300516100 

6.948 



0803000300516200 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Tertiary Sandstone 

0.723 

Non-command 

Older Alluvium 

19.046 

Non-command 

Tertiary Sandstone 

17.389 

Non-command 

Tertiary Sandstone 

15.562 

Non-command 

Tertiary Sandstone 

7.746 

Non-command 

Tertiary Sandstone 

8.203 

Non-command 

Vindhyan Sandstone 

0.728 

Non-command 

Tertiary Sandstone 

11.775 

Non-command 

Tertiary Sandstone 

1.486 

Non-command 

Older Alluvium 

14.433 

Non-command 

Tertiary Sandstone 

14.134 

Non-command 

Vindhyan Sandstone 

4.199 

Non-command 

Tertiary Sandstone 

0.021 

Non-command 

Vindhyan Sandstone 

16.283 

Non-command 

Vindhyan Sandstone 

2.679 

Non-command 

Tertiary Sandstone 

29.955 

Non-command 

Tertiary Sandstone 

38.360 

Non-command 

Vindhyan Sandstone 

0.561 

Non-command 

Tertiary Sandstone 

50.061 

Non-command 

Tertiary Sandstone 

1.578 

Non-command 

Tertiary Sandstone 

8.896 

Non-command 

Tertiary Sandstone 

2.814 

Non-command 

Tertiary Sandstone 

9.831 

Non-command 

Vindhyan Sandstone 

6.784 

Non-command 

Older Alluvium 

0.226 

Non-command 

Tertiary Sandstone 

6.781 

Non-command 

Tertiary Sandstone 

20.498 

Non-command 

Tertiary Sandstone 

13.403 

Non-command 

Older Alluvium 

54.125 

Non-command 

Tertiary Sandstone 

12.069 

Non-command 

Older Alluvium 

7.991 

Non-command 

Younger Alluvium 

3.430 

Non-command 

Tertiary Sandstone 

13.124 

Non-command 

Tertiary Sandstone 

27.216 

Non-command 

Tertiary Sandstone 

8.945 

Non-command 

Older Alluvium 

3.704 

Non-command 

Tertiary Sandstone 

0.332 

Non-command 

Older Alluvium 

5.936 

Non-command 

Tertiary Sandstone 

0.465 

Non-command 

Tertiary Sandstone 

0.082 

Non-command 

Vindhyan Sandstone 

0.084 

Non-command 

Older Alluvium 

48.581 

Non-command 

Tertiary Sandstone 

9.863 

Non-command 

Tertiary Sandstone 

1.833 

Non-command 

Older Alluvium 

1.986 

Non-command 

Tertiary Sandstone 

13.305 

Non-command 

Vindhyan Sandstone 

15.455 

Non-command 

Tertiary Sandstone 

1.364 

Non-command 

Vindhyan Sandstone 

21.761 

Non-command 

Older Alluvium 

13.519 

Non-command 

Vindhyan Sandstone 

6.225 

Non-command 

Vindhyan Sandstone 

0.002 

Non-command 

Vindhyan Sandstone 

0.818 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

30,000 

20,000 

120 

200,000 

150,000 

120 

300,000 

250,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

30,000 

20,000 

120 

170,000 

140,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

50,000 

40,000 

120 

300,000 

250,000 

120 

150,000 

110,000 

120 

50,000 

40,000 

120 

30,000 

20,000 

120 

200,000 

90,000 

120 

100,000 

90,000 

120 

80,000 

60,000 

120 

30,000 

20,000 

120 

80,000 

60,000 

120 

30,000 

20,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

200,000 

150,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

300,000 

250,000 

120 

80,000 

60,000 

120 

200,000 

90,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

200,000 

150,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

100,000 

90,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

300,000 

250,000 

120 

80,000 

60,000 

120 

200,000 

90,000 

120 

150,000 

110,000 

120 

300,000 

250,000 

120 

150,000 

110,000 

120 

80,000 

60,000 

120 

150,000 

110,000 

120 

90,000 

70,000 

120 

150,000 

110,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.029 

0.067 

0.151 

0.487 

0.013 

0.013 



















































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Dulchasar 


Dulmera 


Dulmera Station 


Dungargarh (Rural) 


Dusarena Bara 


Dusarna Pipasariya 


Gajpura 


Jaisan 


Jakhar Wala 


Jakhasar 


Jakhasar Bhomisingw 


Jakhasar Bhomudaika 


Jalabsar 


Kalkal Muklera 


Kaloo 


Kalyansar 


Kalyansar Naya 


Karnisar Beekan 


Katariyasar 


Keu 


Khapharsar 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Census Code 

Area 



sq.km 


(3) 

(4) 

(5) 



Saline 

0803000800635000 

19.681 

Fresh 

0803000300517300 

17.540 

Fresh 

0803000300517600 

21.274 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



0803000800637200 

2.793 

0803000800637700 

18.300 



0803000800637900 

16.622 

0803000800635300 

20.658 



Gopalsar 

0803000800635200 

18.155 

Fresh 

Gusainsar 

0803000800634000 

76.285 

Fresh 

Hanseran 

0803000300517400 

20.399 

Fresh 

Haphasar 

0803000300516400 

72.514 

Fresh 

Hemasar 

0803000800637500 

11.544 

Fresh 

Hemera 

0803000100497800 

34.264 

Fresh 

Indpalsar Gusainsar 

0803000800639900 

22.908 

Saline 

Jagdewala 

0803000100492300 

18.327 

Fresh 

Jaisalsar 

0803000800637100 

37.350 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


102.753 Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 





0803000300516900 

21.734 

0803000300517500 

11.859 

0803000800640500 

32.627 


0803000800640900 

6.083 

0803000800641000 

7.158 

0803000800633000 

37.843 



Jetasar 

0803000800635600 

52.859 

Fresh 

Jhanjheu 

0803000800634400 

38.497 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Jogiyasan 

0803000300521400 

5.845 

Fresh 

Kakar Ichchha 

0803000300518000 

9.718 

Fresh 


Non-command 


Non-command 



0803000300518100 

13.480 

0803000300521800 

119.181 

0803000800638400 

75.269 


0803000800638500 

7.946 

0803000100497200 

34.817 

0803000100496600 

61.990 

0803000800640400 

31.310 



0803000300523300 


Saline 


11.925 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Vindhyan Sandstone 

0.571 

Non-command 

Tertiary Sandstone 

19.681 

Non-command 

Vindhyan Sandstone 

12.212 

Non-command 

Tertiary Sandstone 

4.071 

Non-command 

Vindhyan Sandstone 

17.203 

Non-command 

Older Alluvium 

45.852 

Non-command 

Tertiary Sandstone 

8.245 

Non-command 

Older Alluvium 

2.793 

Non-command 

Tertiary Sandstone 

18.180 

Non-command 

Tertiary Sandstone 

0.120 

Non-command 

Tertiary Sandstone 

9.094 

Non-command 

Tertiary Sandstone 

1.526 

Non-command 

Tertiary Sandstone 

16.622 

Non-command 

Older Alluvium 

0.073 

Non-command 

Tertiary Sandstone 

20.585 

Non-command 

Older Alluvium 

0.786 

Non-command 

Tertiary Sandstone 

21.204 

Non-command 

Tertiary Sandstone 

18.155 

Non-command 

Older Alluvium 

76.285 

Non-command 

Vindhyan Sandstone 

5.860 

Non-command 

Vindhyan Sandstone 

0.779 

Non-command 

Tertiary Sandstone 

11.544 

Non-command 

Tertiary Sandstone 

33.273 

Non-command 

Tertiary Sandstone 

0.095 

Non-command 

Tertiary Sandstone 

8.597 

Non-command 

Older Alluvium 

17.034 

Non-command 

Tertiary Sandstone 

10.554 

Non-command 

Vindhyan Sandstone 

21.734 

Non-command 

Vindhyan Sandstone 

4.456 

Non-command 

Tertiary Sandstone 

20.829 

Non-command 

Tertiary Sandstone 

11.798 

Non-command 

Tertiary Sandstone 

6.083 

Non-command 

Tertiary Sandstone 

7.158 

Non-command 

Older Alluvium 

10.962 

Non-command 

Younger Alluvium 

26.414 

Non-command 

Older Alluvium 

33.526 

Non-command 

Older Alluvium 

0.122 

Non-command 

Tertiary Sandstone 

38.375 

Non-command 

Older Alluvium 

7.181 

Non-command 

Tertiary Sandstone 

27.026 

Non-command 

Tertiary Sandstone 

1.567 

Non-command 

Tertiary Sandstone 

0.468 

Non-command 

Vindhyan Sandstone 

0.000 

Non-command 

Tertiary Sandstone 

4.435 

Non-command 

Tertiary Sandstone 

48.819 

Non-command 

Tertiary Sandstone 

30.405 

Non-command 

Tertiary Sandstone 

44.864 

Non-command 

Tertiary Sandstone 

7.946 

Non-command 

Tertiary Sandstone 

34.817 

Non-command 

Tertiary Sandstone 

38.096 

Non-command 

Tertiary Sandstone 

6.544 

Non-command 

Tertiary Sandstone 

24.766 

Non-command 

Older Alluvium 

6.751 


with 

Pumpset 


(9) (10) 


91 58 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

150,000 

110,000 

120 

300,000 

250,000 

120 

150,000 

110,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

30,000 

20,000 

120 

80,000 

60,000 

120 

30,000 

20,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

200,000 

150,000 

120 

300,000 

250,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

80,000 

60,000 

120 

200,000 

90,000 

120 

30,000 

20,000 

120 

200,000 

90,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

80,000 

60,000 

120 

30,000 

20,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

120 

150,000 

110,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

120 

80,000 

60,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

80,000 

60,000 

120 

30,000 

20,000 

120 

200,000 

150,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Kheenyera 


Khiyani Bas 


Type of Area (Command / N< 
command) 



Kharda 

0803000100497500 

63.671 

Fresh 

Khari 

0803000300517700 

29.527 

Fresh 


Non-command 


Non-command 



0803000300515900 

12.221 

0803000800638800 

10.360 



Koobiya 

0803000300523400 

12.502 

Fresh 

Kotasar 

0803000800638000 

24.248 

Fresh 

Kujti 

0803000300517800 

59.007 

Fresh 

Kunpalsar 

0803000800641800 

13.840 

Fresh 


Non-command 


Fresh Non-command 


Saline Non-command 


42.635 Fresh Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Ladera 

0803000100496900 

44.289 

Fresh 

Ladhriya 

0803000800632900 

33.951 

Fresh 

Lakhansar 

0803000800633100 

26.760 

Fresh 


Non-command 


Non-command 


Non-command 



Likhmisar Dikhnada 

0803000800638300 

37.577 

Fresh 

Likhmisar Utrada 

0803000800638200 

21.517 

Fresh 

Lodheran 

0803000800632700 

13.904 

Fresh 

Maharana 

0803000300517000 

7.930 

Fresh 

Malasar 

0803000100497000 

49.980 

Fresh 

Manakrasar 

0803000800634100 

35.561 

Fresh 

Molaniya 

0803000100496800 

22.030 

Fresh 

Nakodesar 

0803000300523500 

26.298 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Narsisar 

0803000800634600 

43.907 

Fresh 

Nathusar 

0803000300522800 

20.735 

Fresh 


Non-command 


Non-command 


Nosariya 


Panpaliya 


Patam Desar 


Pundalsar 


0803000800640200 


13.616 Fresh 


Saline 


0804000300610000 

24.815 

0804000300615100 

31.220 

0803000800637400 

44.564 




Saline 


109.872 Fresh 


Rajalwara 

0804000300615200 

8.307 

Fresh 

Rajedoo 

0803000800640700 

49.101 

Fresh 

Rajera 

0803000100497600 

12.593 

Fresh 

Rajpura 

0803000800632400 

35.737 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Ranisar 

0803000100498300 

17.167 

Fresh 

Rawansar 

0803000300523100 

30.210 

Fresh 


Non-command 


Non-command 



0804000700652500 


17.560 Fresh 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Tertiary Sandstone 

2.059 

Non-command 

Tertiary Sandstone 

63.671 

Non-command 

Tertiary Sandstone 

27.486 

Non-command 

Vindhyan Sandstone 

2.041 

Non-command 

Vindhyan Sandstone 

0.341 

Non-command 

Tertiary Sandstone 

0.631 

Non-command 

Tertiary Sandstone 

9.729 

Non-command 

Tertiary Sandstone 

15.077 

Non-command 

Vindhyan Sandstone 

25.032 

Non-command 

Older Alluvium 

1.066 

Non-command 

Tertiary Sandstone 

24.248 

Non-command 

Tertiary Sandstone 

59.007 

Non-command 

Tertiary Sandstone 

1.054 

Non-command 

Vindhyan Sandstone 

12.786 

Non-command 

Tertiary Sandstone 

8.279 

Non-command 

Older Alluvium 

33.951 

Non-command 

Older Alluvium 

0.253 

Non-command 

Younger Alluvium 

9.562 

Non-command 

Older Alluvium 

41.680 

Non-command 

Tertiary Sandstone 

8.437 

Non-command 

Tertiary Sandstone 

21.204 

Non-command 

Tertiary Sandstone 

15.386 

Non-command 

Older Alluvium 

13.904 

Non-command 

Vindhyan Sandstone 

7.930 

Non-command 

Tertiary Sandstone 

29.895 

Non-command 

Older Alluvium 

35.561 

Non-command 

Tertiary Sandstone 

21.668 

Non-command 

Older Alluvium 

18.510 

Non-command 

Younger Alluvium 

3.704 

Non-command 

Tertiary Sandstone 

3.279 

Non-command 

Older Alluvium 

7.461 

Non-command 

Tertiary Sandstone 

13.274 

Non-command 

Tertiary Sandstone 

1.413 

Non-command 

Tertiary Sandstone 

5.125 

Non-command 

Younger Alluvium 

2.967 

Non-command 

Younger Alluvium 

11.112 

Non-command 

Tertiary Sandstone 

34.144 

Non-command 

Tertiary Sandstone 

10.420 

Non-command 

Older Alluvium 

70.503 

Non-command 

Tertiary Sandstone 

39.369 

Non-command 

Younger Alluvium 

0.004 

Non-command 

Tertiary Sandstone 

15.838 

Non-command 

Tertiary Sandstone 

12.593 

Non-command 

Older Alluvium 

6.448 

Non-command 

Tertiary Sandstone 

29.289 

Non-command 

Tertiary Sandstone 

3.352 

Non-command 

Vindhyan Sandstone 

0.983 

Non-command 

Tertiary Sandstone 

2.384 

Non-command 

Vindhyan Sandstone 

0.022 

Non-command 

Tertiary Sandstone 

1.132 

Non-command 

Older Alluvium 

28.795 

Non-command 

Tertiary Sandstone 

1.416 

Non-command 

Tertiary Sandstone 

0.178 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

300,000 

250,000 

120 

200,000 

90,000 

120 

300,000 

250,000 

120 

150,000 

110,000 

120 

150,000 

110,000 

120 

80,000 

60,000 

120 

30,000 

20,000 

120 

300,000 

250,000 

120 

150,000 

110,000 

120 

200,000 

150,000 

120 

80,000 

60,000 

120 

300,000 

250,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

200,000 

90,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

150,000 

110,000 

120 

200,000 

90,000 

120 

80,000 

60,000 

120 

200,000 

90,000 

120 

200,000 

150,000 

120 

250,000 

200,000 

120 

80,000 

60,000 

120 

200,000 

150,000 

120 

300,000 

250,000 

120 

80,000 

60,000 

120 

30,000 

20,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

80,000 

60,000 

120 

30,000 

20,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

60,000 

50,000 

120 

80,000 

60,000 

120 

200,000 

90,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

200,000 

90,000 

120 

200,000 

150,000 

120 

300,000 

250,000 

120 

70,000 

60,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 
















































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Roopera 


Runiya Barawas 


Sadheran 


Sahajarasar 


Salasar 


Samandsar 


Sanwatsar 


Satleran 


Serera 


Sheruna 


Sodhwali 


Somasar 


Soniyasar Godaran 


Soniyasar Mithiya 


Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


76.836 Fresh 



0803000100497400 

18.967 

0803000100497300 

56.336 

0803000300517100 

14.712 

0803000300521500 

79.104 

0803000800637300 

31.192 


0803000800634200 

63.911 

0803000800638100 

47.245 

0803000800637000 

16.444 

0803000100497900 

19.139 

0803000800634500 

114.644 

0803000300516300 

42.915 


0804000300609900 

52.573 

0803000800641400 

12.365 

0803000800641300 

7.507 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Soniyasar Udaikarna 

0804000700652600 

8.608 

Fresh 

Soniyasar Unchaira 

0803000800641700 

7.353 

Fresh 

Sudsar 

0803000800634800 

34.266 

Fresh 

Surjansar 

0803000800633500 

9.268 

Fresh 

Surnana 

0803000300517900 

26.890 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Tejrasar 

0803000100502600 

61.894 

Fresh 

Teu 

0803000800634900 

19.545 

Fresh 

Thukariyasar 

0803000800633800 

59.084 

Fresh 

Toliyasar 

0803000800635700 

60.555 

Fresh 

Udasar Charnan 

0803000800633400 

11.561 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Udrasar 

0803000800633300 

77.703 

Fresh 

Upni 

0803000800638600 

24.539 

Saline 

Uttamdesar 

0803000300516700 

14.247 

Fresh 


Non-command 


Non-command 


Non-command 


16004030 


Akadeeyawala 

0803000100492000 

16.308 

Fresh 

Asera 

0803000100498100 

18.062 

Fresh 

Badrasar 

0803000200509100 

17.405 

Fresh 


Bambloo 


Barala 


Basi Sahajbardaran 


Belasar 


Bhairupawa 


Non-command 


Non-command 


IGNP Canal System Stage I 



0803000100498400 

51.105 

Fresh 

0803000200507600 

32.153 

Saline 

0803000100496200 

11.164 

Fresh 



0803000100502800 

29.836 

Fresh 

0803000100493500 

18.377 

Fresh 


Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 



Saline Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.127 

Non-command 

Tertiary Sandstone 

9.254 

Non-command 

Tertiary Sandstone 

43.603 

Non-command 

Tertiary Sandstone 

18.967 

Non-command 

Tertiary Sandstone 

56.336 

Non-command 

Vindhyan Sandstone 

13.274 

Non-command 

Tertiary Sandstone 

79.104 

Non-command 

Tertiary Sandstone 

29.815 

Non-command 

Tertiary Sandstone 

1.377 

Non-command 

Older Alluvium 

63.911 

Non-command 

Tertiary Sandstone 

42.899 

Non-command 

Older Alluvium 

0.073 

Non-command 

Tertiary Sandstone 

9.217 

Non-command 

Tertiary Sandstone 

98.289 

Non-command 

Vindhyan Sandstone 

8.547 

Non-command 

Vindhyan Sandstone 

5.080 

Non-command 

Younger Alluvium 

25.086 

Non-command 

Tertiary Sandstone 

0.995 

Non-command 

Tertiary Sandstone 

0.751 

Non-command 

Vindhyan Sandstone 

4.368 

Non-command 

Tertiary Sandstone 

0.233 

Non-command 

Vindhyan Sandstone 

2.026 

Non-command 

Tertiary Sandstone 

6.950 

Non-command 

Older Alluvium 

2.710 

Non-command 

Tertiary Sandstone 

8.366 

Non-command 

Vindhyan Sandstone 

8.039 

Non-command 

Tertiary Sandstone 

0.615 

Non-command 

Tertiary Sandstone 

18.902 

Non-command 

Older Alluvium 

20.879 

Non-command 

Older Alluvium 

12.699 

Non-command 

Older Alluvium 

2.522 

Non-command 

Younger Alluvium 

0.014 

Non-command 

Older Alluvium 

77.410 

Non-command 

Tertiary Sandstone 

24.539 

Non-command 

Tertiary Sandstone 

6.606 

Non-command 

Vindhyan Sandstone 

7.642 

Non-command 

Vindhyan Sandstone 

16.308 

Non-command 

Tertiary Sandstone 

10.316 

Command 

Tertiary Sandstone 

14.898 

Command 

Vindhyan Sandstone 

0.104 

Non-command 

Tertiary Sandstone 

0.387 

Non-command 

Vindhyan Sandstone 

2.016 

Non-command 

Tertiary Sandstone 

51.105 

Non-command 

Older Alluvium 

2.629 

Command 

Tertiary Sandstone 

8.308 

Non-command 

Tertiary Sandstone 

2.856 

Command 

Tertiary Sandstone 

14.856 

Non-command 

Tertiary Sandstone 

23.021 

Non-command 

Tertiary Sandstone 

0.216 

Command 

Tertiary Sandstone 

5.952 

Non-command 

Tertiary Sandstone 

2.606 

Non-command 

Vindhyan Sandstone 

8.415 

Non-command 

Vindhyan Sandstone 

1.403 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

30,000 

20,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

150,000 

110,000 

120 

300,000 

250,000 

120 

80,000 

60,000 

120 

30,000 

20,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

200,000 

90,000 

120 

80,000 

60,000 

120 

150,000 

110,000 

120 

90,000 

70,000 

120 

60,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

300,000 

250,000 

120 

150,000 

110,000 

120 

200,000 

90,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

30,000 

20,000 

120 

300,000 

250,000 

120 

150,000 

110,000 

120 

100,000 

90,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

100,000 

90,000 

120 

200,000 

90,000 

120 

100,000 

90,000 

120 

200,000 

90,000 

120 

100,000 

80,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

100,000 

90,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 


























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Type of Area (Command / Non 
command) 

Name 

Census Code 

Area 





sq.km 



(2) 

(3) 

(4) 

(5) 

(6) 

Bhanipura 

0803000200509500 

195.173 

Saline 

Non-command 

Bherookheera 

0803000100493400 

42.718 

Fresh 

IGNP Canal System Stage II 



Bhojera 


Bikaner (M CL) 


Chak Garbi (rural) 


Chandasar 


Daiya 


Derajsar 


Derjogran 


Dholera Hissa Pemji 


Dholera No.l 


Dholeramagji Hissa 


Gajner 


Gersar 


Gol Pratapsingh 


Goyalri 


Gusaisar 


Haphasar 


Hemera 


Himtasar 


Husangsar 


Jagdewala 


Jagnnathsar 


0803000100498200 

8.950 

Fresh 

0803000140301000 

61.581 

Fresh 

0803000100494800 

44.810 

Fresh 

0803000400530100 

25.967 

Fresh 

0803000100494400 

5.135 

Fresh 



0803000800634700 

22.701 

Fresh 

0803000200508100 

2.042 

Saline 

0803000200508700 

8.730 

Fresh 


0803000200507900 


13.241 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System Stage I 



IGNP Canal System Stage I 


Non-command 


0803000200508600 


4.649 Fresh 


0803000400528600 

27.691 

Fresh 

0803000100496500 

18.842 

Fresh 

0803000100493900 

13.877 

Fresh 


IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 



0803000400530200 

11.356 

0803000100502500 

33.731 

0803000300516400 

72.514 


0803000100497800 

34.264 

0803000100498800 

25.473 

0803000100496400 

14.373 


0803000100492300 


18.327 Fresh 


13.778 Fresh 


112.637 Fresh 


Saline 




Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


IGNP Canal System : 



12.370 Fresh 


IGNP Canal System Stage I 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

9.522 

Command 

Tertiary Sandstone 

32.613 

Command 

Vindhyan Sandstone 

2.833 

Non-command 

Tertiary Sandstone 

1.088 

Non-command 

Vindhyan Sandstone 

6.184 

Non-command 

Tertiary Sandstone 

0.005 

Non-command 

Tertiary Sandstone 

3.328 

Non-command 

Tertiary Sandstone 

36.577 

Non-command 

Tertiary Sandstone 

0.005 

Command 

Tertiary Sandstone 

4.567 

Non-command 

Tertiary Sandstone 

0.568 

Command 

Tertiary Sandstone 

7.856 

Non-command 

Tertiary Sandstone 

42.200 

Non-command 

Tertiary Sandstone 

6.207 

Non-command 

Vindhyan Sandstone 

10.072 

Non-command 

Tertiary Sandstone 

4.538 

Non-command 

Vindhyan Sandstone 

0.113 

Command 

Tertiary Sandstone 

8.687 

Non-command 

Tertiary Sandstone 

0.043 

Command 

Tertiary Sandstone 

0.282 

Command 

Vindhyan Sandstone 

0.176 

Non-command 

Tertiary Sandstone 

3.123 

Non-command 

Vindhyan Sandstone 

9.661 

Command 

Tertiary Sandstone 

1.421 

Non-command 

Tertiary Sandstone 

0.967 

Non-command 

Vindhyan Sandstone 

0.002 

Command 

Tertiary Sandstone 

3.276 

Non-command 

Tertiary Sandstone 

1.373 

Non-command 

Tertiary Sandstone 

11.705 

Non-command 

Tertiary Sandstone 

18.842 

Command 

Tertiary Sandstone 

5.603 

Command 

Vindhyan Sandstone 

8.274 

Non-command 

Tertiary Sandstone 

4.760 

Non-command 

Tertiary Sandstone 

33.584 

Non-command 

Vindhyan Sandstone 

40.706 

Non-command 

Vindhyan Sandstone 

10.692 

Non-command 

Tertiary Sandstone 

0.991 

Non-command 

Tertiary Sandstone 

5.865 

Command 

Tertiary Sandstone 

3.156 

Non-command 

Tertiary Sandstone 

11.217 

Command 

Tertiary Sandstone 

0.097 

Non-command 

Tertiary Sandstone 

9.633 

Command 

Tertiary Sandstone 

3.595 

Non-command 

Tertiary Sandstone 

10.183 

Command 

Tertiary Sandstone 

5.077 

Command 

Older Alluvium 

0.307 

Command 

Tertiary Sandstone 

33.641 

Command 

Vindhyan Sandstone 

15.882 

Non-command 

Older Alluvium 

11.860 

Non-command 

Vindhyan Sandstone 

21.432 

Command 

Tertiary Sandstone 

4.749 

Non-command 

Tertiary Sandstone 

6.866 

Non-command 

Vindhyan Sandstone 

0.754 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

200,000 

90,000 

120 

100,000 

90,000 

120 

200,000 

90,000 

120 

100,000 

90,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

200,000 

120,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

100,000 

90,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

100,000 

90,000 

120 

200,000 

90,000 

120 

100,000 

90,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

100,000 

90,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

200,000 

120,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

100,000 

90,000 

120 

200,000 

120,000 

120 

200,000 

90,000 

120 

150,000 

110,000 

120 

90,000 

70,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

100,000 

90,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 


(14) (15) 




0.011 

0.011 

0.065 

0.295 


0.011 

0.011 

0.011 

0.011 
















































































































































































































































































































































































































































































































































































Micro-watershed 



Kisturiya 


Kodam Desar 



Kotra 


Ladera 


Lakhoosar 


Magrewala 


Makrasar 


Malasar 


Mehrasar 


Modiya Mansar 


Molaniya 


Nagasar Pawaran 


Nagasar Sugni 


Nal Chhoti 


Nalbari 


Napasar 


Narsisar 


Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


sq.km 


( 4 ) ( 5 ) ( 6 ) 


41.012 Fresh Non-command 


Saline Non-command 


19.572 Fresh 


IGNP Canal System Stage I 


Non-command 



85.589 Fresh Non-command 


Saline Non-command 


71.889 Fresh IGNP Canal System Stage I 


Non-command 


0803000100496600 

61.990 

Fresh 

0803000200509600 

134.964 

Fresh 



Saline IGNP Canal System Stage I 


Non-command 


0803000300516500 

42.635 

Fresh 

0803000400528800 

25.363 

Fresh 



0803000400528900 

31.738 

Fresh 

0803000100496900 

44.289 

Fresh 

0803000200507700 

56.433 

Saline 


69.876 Fresh IGNP Canal System Stage I 


Non-command 


46.135 Fresh Non-command 


Saline IGNP Canal System Stage I 


Non-command 


11.643 Fresh IGNP Canal System Stage I 


Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 


Non-command 



0803000400530600 


0803000300514400 


0803000100497000 


0803000200509200 


0.620 Fresh 


39.077 Saline 


49.980 Fresh 


54.770 Fresh 


Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0803000400528500 


31.224 Fresh 



0803000100496800 

22.030 

Fresh 

0803000100496000 

4.620 

Fresh 

0803000100495800 

4.625 

Fresh 

0803000100494500 

42.579 

Fresh 

0803000100493800 

104.070 

Fresh 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


Non-command 


Non-command 


IGNP Canal System : 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


Non-command 


0803000100502100 

66.037 

Fresh 

Non-command 

0803000800634600 

43.907 

Fresh 

Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Vindhyan Sandstone 

6.889 

Non-command 

Older Alluvium 

11.387 

Non-command 

Vindhyan Sandstone 

17.109 

Command 

Tertiary Sandstone 

5.161 

Non-command 

Tertiary Sandstone 

13.702 

Non-command 

Vindhyan Sandstone 

0.709 

Non-command 

Vindhyan Sandstone 

6.418 

Non-command 

Vindhyan Sandstone 

0.017 

Command 

Tertiary Sandstone 

22.729 

Non-command 

Tertiary Sandstone 

49.160 

Non-command 

Tertiary Sandstone 

23.894 

Command 

Tertiary Sandstone 

13.525 

Command 

Vindhyan Sandstone 

9.272 

Non-command 

Tertiary Sandstone 

0.000 

Non-command 

Vindhyan Sandstone 

0.369 

Command 

Vindhyan Sandstone 

11.858 

Non-command 

Older Alluvium 

12.924 

Non-command 

Vindhyan Sandstone 

71.936 

Command 

Tertiary Sandstone 

43.131 

Non-command 

Tertiary Sandstone 

26.744 

Non-command 

Tertiary Sandstone 

4.383 

Command 

Tertiary Sandstone 

0.071 

Non-command 

Tertiary Sandstone 

18.533 

Command 

Tertiary Sandstone 

2.184 

Non-command 

Tertiary Sandstone 

8.768 

Non-command 

Vindhyan Sandstone 

0.691 

Non-command 

Vindhyan Sandstone 

2.526 

Command 

Tertiary Sandstone 

17.609 

Non-command 

Tertiary Sandstone 

7.754 

Non-command 

Tertiary Sandstone 

19.323 

Non-command 

Tertiary Sandstone 

36.010 

Non-command 

Older Alluvium 

12.988 

Non-command 

Vindhyan Sandstone 

1.526 

Non-command 

Tertiary Sandstone 

0.683 

Non-command 

Vindhyan Sandstone 

19.009 

Non-command 

Tertiary Sandstone 

0.034 

Non-command 

Vindhyan Sandstone 

0.001 

Non-command 

Tertiary Sandstone 

20.085 

Non-command 

Vindhyan Sandstone 

0.832 

Non-command 

Older Alluvium 

2.940 

Non-command 

Vindhyan Sandstone 

20.633 

Command 

Tertiary Sandstone 

2.585 

Non-command 

Tertiary Sandstone 

19.202 

Command 

Tertiary Sandstone 

8.027 

Non-command 

Tertiary Sandstone 

1.180 

Non-command 

Tertiary Sandstone 

0.362 

Command 

Tertiary Sandstone 

4.620 

Command 

Tertiary Sandstone 

4.625 

Non-command 

Tertiary Sandstone 

15.225 

Command 

Tertiary Sandstone 

46.548 

Non-command 

Tertiary Sandstone 

55.760 

Non-command 

Tertiary Sandstone 

3.190 

Non-command 

Tertiary Sandstone 

21.529 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

100,000 

90,000 

120 

200,000 

90,000 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

200,000 

120,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

100,000 

90,000 

120 

150,000 

110,000 

120 

200,000 

120,000 

120 

200,000 

120,000 

120 

200,000 

120,000 

120 

200,000 

90,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

200,000 

90,000 

120 

100,000 

90,000 

120 

200,000 

120,000 

120 

90,000 

70,000 

120 

200,000 

90,000 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

200,000 

120,000 

120 

200,000 

120,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

80,000 

60,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 
























































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Type of Area (Command / Non 
command) 


Name 

Census Code 

Area 






sq.km 



(2) 

(3) 

(4) 

(5) 

(6) 

Nathusar (rural) 

0803000100495000 

5.059 

Fresh 

Non-command 

Nokha @ Daiya 

0803000400528300 

65.297 

Saline 

IGNP Canal System Stage II 



Noor Mohammad Ki Dhani 


Norang Desar 


Panpalsar 


Pemasar 


Raisar 


Rakbajalalsar 


Ranisar 


Rawatsar Kumharan 


Rekh Ranasar 


Rughnathsar (rural) 


Sawaisar 


Seethal 


Serera 


Sharah Acharjan 


Sharah Bardi 


Sharah Bedana 


Sharah Bhauvyas 


Sharah Harkhasar Bagoran 


Sharah Jugaldas 


Sharah Kiradoo 


Sharah Kishnayat 


Sharah Koojiya 


Sharah Kulera 


Sharah Nathaniya (rural) 


Sharah Pabi Brahman 


0803000200509000 



0803000100502400 


0803000100498500 


0803000100495900 


0803000400530800 


9.365 Fresh 


Saline 


24.675 Fresh 


Saline 


71.348 Fresh 


31.613 Fresh 


32.195 Fresh 


0803000100498700 

13.781 

Fresh 

0803000100492500 

2.938 

Fresh 


0803000100498300 

17.167 

Fresh 

0803000100493100 

26.970 

Fresh 


6.492 Fresh 


Saline 



0803000100494900 

8.349 

Fresh 

0803000200508300 

20.524 

Fresh 

0803000100502300 

50.373 

Fresh 

0803000100497900 

19.139 

Fresh 

0803000100498600 

1.638 

Fresh 

0803000100493200 

2.568 

Fresh 


0803000100498000 

6.405 

Fresh 

0803000100493300 

3.637 

Fresh 



Non-command 


Non-command 


Non-command 


IGNP Canal System : 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System : 


Non-command 


Non-command 


IGNP Canal System : 


Non-command 


Non-command 


IGNP Canal System : 


Non-command 


Non-command 


Non-command 


IGNP Canal System : 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System : 


Non-command 


Non-command 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


12.248 Fresh Non-command 



0803000200508800 

3.486 

Fresh 

0803000400529200 

7.666 

Fresh 

0803000400529400 

4.288 

Fresh 

0803000400530700 

2.877 

Fresh 

0803000100496100 

4.305 

Fresh 




0803000400529300 

5.362 

Fresh 

0803000100494700 

34.878 

Fresh 

0803000400529100 

9.939 

Fresh 


IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Tertiary Sandstone 

0.674 

Command 

Older Alluvium 

0.946 

Command 

Vindhyan Sandstone 

0.579 

Non-command 

Older Alluvium 

0.550 

Non-command 

Vindhyan Sandstone 

2.398 

Non-command 

Vindhyan Sandstone 

4.511 

Command 

Vindhyan Sandstone 

0.006 

Non-command 

Vindhyan Sandstone 

23.769 

Non-command 

Vindhyan Sandstone 

0.900 

Non-command 

Tertiary Sandstone 

71.044 

Non-command 

Tertiary Sandstone 

31.613 

Command 

Tertiary Sandstone 

9.080 

Non-command 

Tertiary Sandstone 

23.115 

Non-command 

Tertiary Sandstone 

12.350 

Command 

Tertiary Sandstone 

0.238 

Non-command 

Tertiary Sandstone 

2.699 

Non-command 

Tertiary Sandstone 

16.035 

Command 

Tertiary Sandstone 

0.098 

Non-command 

Tertiary Sandstone 

26.872 

Non-command 

Tertiary Sandstone 

2.774 

Non-command 

Tertiary Sandstone 

0.718 

Command 

Tertiary Sandstone 

1.209 

Non-command 

Tertiary Sandstone 

3.244 

Non-command 

Tertiary Sandstone 

0.189 

Non-command 

Vindhyan Sandstone 

2.674 

Non-command 

Tertiary Sandstone 

4.814 

Non-command 

Tertiary Sandstone 

9.922 

Non-command 

Tertiary Sandstone 

1.638 

Command 

Tertiary Sandstone 

2.188 

Non-command 

Tertiary Sandstone 

0.380 

Non-command 

Tertiary Sandstone 

6.405 

Command 

Tertiary Sandstone 

3.485 

Non-command 

Tertiary Sandstone 

0.152 

Command 

Tertiary Sandstone 

7.777 

Non-command 

Tertiary Sandstone 

6.714 

Command 

Tertiary Sandstone 

4.142 

Command 

Tertiary Sandstone 

3.403 

Non-command 

Tertiary Sandstone 

0.044 

Command 

Tertiary Sandstone 

2.065 

Command 

Vindhyan Sandstone 

0.981 

Non-command 

Tertiary Sandstone 

0.146 

Non-command 

Vindhyan Sandstone 

12.102 

Command 

Tertiary Sandstone 

1.206 

Non-command 

Tertiary Sandstone 

4.843 

Non-command 

Vindhyan Sandstone 

3.486 

Non-command 

Tertiary Sandstone 

6.670 

Non-command 

Tertiary Sandstone 

0.493 

Non-command 

Tertiary Sandstone 

0.843 

Command 

Tertiary Sandstone 

4.300 

Non-command 

Tertiary Sandstone 

0.005 

Non-command 

Tertiary Sandstone 

3.064 

Non-command 

Tertiary Sandstone 

0.000 

Non-command 

Tertiary Sandstone 

9.939 



with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

200,000 

90,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

200,000 

120,000 

120 

90,000 

70,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

100,000 

90,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

200,000 

120,000 

120 

200,000 

120,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

200,000 

90,000 

120 

100,000 

90,000 

120 

200,000 

90,000 

120 

100,000 

90,000 

120 

200,000 

120,000 

120 

200,000 

120,000 

120 

100,000 

90,000 

120 

200,000 

120,000 

120 

200,000 

120,000 

120 

200,000 

120,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

200,000 

120,000 

120 

200,000 

90,000 

120 

200,000 

120,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 






















































































































































































































































































































































































































































































































































































































Micro-watershed 



16004031 


Sharah Ratani Vyas 


Sharah Roopayat 


Sharah Sutharan Gopalan 


Sheruna 


Shobhasar 


Sodhwali 


Tejrasar 


Udasar 


Bhane Ka Gaon 


Chak Bandha No.l 


Chak Bandha No.2 


Chak Beethnokh 


Chak Bhatiya Bandh 


Chak Dadar 


Chak Gujarsinghwala 


Chak Kanya Bandh 


0803000100494300 


0803000200508000 


0803000100494000 


0803000300516300 


0803000400536700 


0803000400541700 


0803000400537100 


0803000400539900 


0803000400540200 


Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 



5.701 Fresh IGNP Canal System Stage I 


3.499 Fresh IGNP Canal System Stage I 


5.005 Fresh IGNP Canal System Stage I 


Saline IGNP Canal System Stage I 


10.003 Fresh IGNP Canal System Stage I 


Saline IGNP Canal System Stage I 


0803000800634500 

114.644 

Fresh 

0803000100493600 

28.429 

Fresh 



Non-command 


42.915 Fresh Non-command 


Saline Non-command 


0803000100502600 

61.894 

0803000100495700 

21.518 



Non-command 


35.282 Saline IGNP Canal System Stage I 


Non-command 


140.162 Saline IGNP Canal System Stage I 


Non-command 


143.907 Saline IGNP Canal System Stage I 


Non-command 


238.216 Saline IGNP Canal System Stage I 



0803000400541200 

30.587 

0803000400537500 

4.943 

0803000400537400 

6.440 




Saline 


15.254 Fresh 


Saline 


6.631 Fresh 


Saline 


39.747 Saline 


6.979 Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


Non-command 


Non-command 



9.479 Fresh Non-command 


Saline IGNP Canal System Stage I 


Non-command 


4.721 Fresh Non-command 


Saline Non-command 


3.645 Fresh Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Tertiary Sandstone 

5.701 

Command 

Tertiary Sandstone 

3.499 

Command 

Vindhyan Sandstone 

4.485 

Command 

Vindhyan Sandstone 

0.521 

Command 

Tertiary Sandstone 

6.477 

Command 

Vindhyan Sandstone 

0.923 

Command 

Tertiary Sandstone 

1.018 

Command 

Vindhyan Sandstone 

1.584 

Non-command 

Tertiary Sandstone 

16.356 

Command 

Tertiary Sandstone 

14.820 

Non-command 

Tertiary Sandstone 

13.609 

Non-command 

Vindhyan Sandstone 

0.598 

Non-command 

Vindhyan Sandstone 

3.302 

Non-command 

Tertiary Sandstone 

16.651 

Command 

Tertiary Sandstone 

18.681 

Non-command 

Tertiary Sandstone 

2.655 

Command 

Older Alluvium 

4.897 

Command 

Tertiary Sandstone 

0.478 

Non-command 

Older Alluvium 

19.680 

Non-command 

Tertiary Sandstone 

0.446 

Command 

Older Alluvium 

13.580 

Command 

Tertiary Sandstone 

65.041 

Non-command 

Older Alluvium 

8.827 

Non-command 

Tertiary Sandstone 

6.397 

Command 

Older Alluvium 

21.500 

Command 

Tertiary Sandstone 

92.206 

Non-command 

Older Alluvium 

5.707 

Non-command 

Tertiary Sandstone 

0.161 

Command 

Older Alluvium 

1.117 

Command 

Tertiary Sandstone 

212.346 

Non-command 

Tertiary Sandstone 

24.753 

Non-command 

Tertiary Sandstone 

7.787 

Non-command 

Tertiary Sandstone 

4.943 

Non-command 

Tertiary Sandstone 

6.417 

Non-command 

Tertiary Sandstone 

0.024 

Command 

Tertiary Sandstone 

0.062 

Non-command 

Tertiary Sandstone 

13.362 

Command 

Tertiary Sandstone 

0.767 

Non-command 

Tertiary Sandstone 

1.064 

Command 

Tertiary Sandstone 

0.089 

Non-command 

Tertiary Sandstone 

0.789 

Command 

Tertiary Sandstone 

4.727 

Non-command 

Tertiary Sandstone 

1.026 

Command 

Tertiary Sandstone 

20.590 

Non-command 

Tertiary Sandstone 

19.157 

Non-command 

Tertiary Sandstone 

6.263 

Non-command 

Vindhyan Sandstone 

0.716 

Non-command 

Tertiary Sandstone 

0.107 

Command 

Tertiary Sandstone 

0.644 

Non-command 

Tertiary Sandstone 

8.728 

Non-command 

Tertiary Sandstone 

4.709 

Non-command 

Tertiary Sandstone 

0.013 

Non-command 

Tertiary Sandstone 

2.861 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

100,000 

90,000 

120 

90,000 

70,000 

120 

200,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

150,000 

110,000 

120 

90,000 

70,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

200,000 

90,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

200,000 

120,000 

120 

200,000 

120,000 

120 

200,000 

120,000 

120 

90,000 

70,000 

120 

200,000 

120,000 

120 

200,000 

120,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

200,000 

120,000 

120 

200,000 

120,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

200,000 

120,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

200,000 

120,000 

120 

90,000 

70,000 

120 

200,000 

120,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 



0.109 

0.109 

0.470 

0.470 

0.025 

0.025 

















































































































































































































































































































































































































































































































































































Micro-watershed 



Chak Mandal Bandh 


Chak Mulajman 


Chak No. 1 


Chak No. 2 


Chak No. 3 


Chak No. 4 


Chak No. 5 


Chak No. 6 


Chak No. 7 


Chak No. 8 


Chak Saliya 


Chak Sethiya 


Chak Vijaisinghpura 


Chhaneri 


Govindsar 


Goyalri 


Grandhi 


Gura 


Jhajhoobas Nathotan 


Kanya Ki Basti 


Khetolai Budhan 


Khetolai Burj 


Khetolai Mulwan 


Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


Saline 


5.559 Saline 


31.625 Saline 



0803000400536400 

10.094 

Saline 

0803000400539800 

14.089 

Fresh 

0803000400531300 

3.580 

Saline 

0803000400532300 

3.764 

Saline 

0803000400532200 

4.426 

Saline 

0803000400532100 

9.189 

Saline 

0803000400531400 

7.720 

Saline 

0803000400531600 

8.444 

Saline 

0803000400531200 

4.033 

Saline 

0803000400531100 

1.118 

Saline 

0803000400537000 

6.055 

Saline 



0803000400539600 

9.272 

0803000400544400 

17.501 

0803000400541400 

8.230 


Fresh 


Saline 


16.361 Saline 



0803000400536000 

19.207 

Saline 

0803000400530200 

11.356 

Fresh 

0803000400535700 

123.676 

Saline 

0803000400532900 

58.318 

Saline 



Inda Ka Bala 

0803000400537800 

23.143 

Fresh 

Jhajhoo 

0803000400539200 

122.543 

Fresh 


Non-command 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 


Non-command 



0803000400539300 

17.336 

0803000400541300 

2.914 



Saline 


46.135 Saline 


0803000400539500 

7.683 

Fresh 

0803000400539400 

26.718 

Fresh 

0803000400540900 

22.594 

Fresh 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Tertiary Sandstone 

0.784 

Command 

Tertiary Sandstone 

0.112 

Non-command 

Tertiary Sandstone 

5.448 

Command 

Tertiary Sandstone 

20.336 

Non-command 

Tertiary Sandstone 

11.288 

Non-command 

Tertiary Sandstone 

10.094 

Non-command 

Tertiary Sandstone 

13.428 

Non-command 

Tertiary Sandstone 

3.580 

Non-command 

Tertiary Sandstone 

3.764 

Non-command 

Tertiary Sandstone 

4.426 

Non-command 

Tertiary Sandstone 

9.189 

Non-command 

Tertiary Sandstone 

7.720 

Non-command 

Tertiary Sandstone 

8.444 

Non-command 

Tertiary Sandstone 

4.033 

Non-command 

Tertiary Sandstone 

1.118 

Command 

Tertiary Sandstone 

0.950 

Non-command 

Tertiary Sandstone 

5.104 

Non-command 

Tertiary Sandstone 

9.272 

Non-command 

Vindhyan Sandstone 

9.336 

Non-command 

Tertiary Sandstone 

2.189 

Non-command 

Tertiary Sandstone 

6.040 

Command 

Older Alluvium 

1.819 

Command 

Tertiary Sandstone 

0.691 

Non-command 

Tertiary Sandstone 

16.524 

Non-command 

Tertiary Sandstone 

14.538 

Non-command 

Tertiary Sandstone 

15.835 

Command 

Tertiary Sandstone 

0.926 

Non-command 

Tertiary Sandstone 

18.965 

Non-command 

Tertiary Sandstone 

12.418 

Non-command 

Tertiary Sandstone 

10.791 

Command 

Tertiary Sandstone 

82.743 

Non-command 

Tertiary Sandstone 

11.580 

Command 

Tertiary Sandstone 

7.568 

Non-command 

Tertiary Sandstone 

0.113 

Command 

Tertiary Sandstone 

19.207 

Non-command 

Tertiary Sandstone 

0.289 

Command 

Tertiary Sandstone 

41.013 

Command 

Tertiary Sandstone 

6.391 

Non-command 

Tertiary Sandstone 

51.927 

Non-command 

Tertiary Sandstone 

8.494 

Non-command 

Vindhyan Sandstone 

3.427 

Non-command 

Tertiary Sandstone 

4.623 

Non-command 

Tertiary Sandstone 

12.445 

Non-command 

Vindhyan Sandstone 

24.364 

Non-command 

Tertiary Sandstone 

15.062 

Non-command 

Tertiary Sandstone 

1.572 

Non-command 

Tertiary Sandstone 

1.342 

Command 

Tertiary Sandstone 

1.698 

Non-command 

Tertiary Sandstone 

18.038 

Non-command 

Tertiary Sandstone 

7.683 

Non-command 

Tertiary Sandstone 

26.718 

Non-command 

Tertiary Sandstone 

7.987 

Non-command 

Vindhyan Sandstone 

8.402 



with 

Pumpset 


(9) (10) 


1 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

200,000 

120,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

200,000 

120,000 

120 

180,000 

110,000 

120 

200,000 

120,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

200,000 

120,000 

120 

90,000 

70,000 

120 

200,000 

120,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

200,000 

120,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

200,000 

120,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

200,000 

120,000 

120 

200,000 

120,000 

120 

180,000 

110,000 

120 

200,000 

120,000 

120 

200,000 

120,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

200,000 

120,000 

120 

200,000 

120,000 

120 

200,000 

120,000 

120 

180,000 

110,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 





































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Khetolai Shimbhoo 


Kishnayat Budhan 


Kolasar (west) 


Kolayat 


Kotri 


Kudaratiwali Dhani 


Madh 


Magrewala 


Mandal Bhatiyan 


Mandal Rawalotan 


Mithriya 


Motasar 


Motawatai 


Panwarwala 


Pethado Ki Dhani 


Randheesar 


Raoneri 


Samorkhi 


Sharah Ambayat 


Sharah Bhaleri 


Sharah Bokolai 


Sharah Gageri 


Sharah Jorki 


Sharah Kabadiyan 


0803000400540500 


0803000400530400 


0803000400534300 


0803000400539700 


0803000400537700 


0803000400534200 


Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


Area 


sq.km 


(4) 


14.496 


7.424 


181.355 


28.504 


7.654 


20.626 



0803000400537600 

18.763 

Fresh 

0803000400530600 

0.620 

Fresh 

0803000400536200 

20.056 

Saline 



0803000400536300 

11.903 

Saline 

0803000400534100 

62.752 

Saline 



0803000400535900 

20.575 

0803000400531000 

9.483 



Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 



0803000400533300 

42.423 

Saline 

0803000400535200 

17.992 

Saline 


Non-command 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Non-command 



0803000400528200 


0803000400541500 


99.360 Saline 


15.074 Fresh 


Saline 



0803000400532600 

14.347 

0803000400540100 

4.129 

0803000400532400 

5.003 

0803000400536600 

11.402 

0803000400544000 

11.065 

0803000400531500 

1.984 

0803000400539100 

5.499 



Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Tertiary Sandstone 

14.211 

Non-command 

Tertiary Sandstone 

6.596 

Command 

Older Alluvium 

0.359 

Non-command 

Tertiary Sandstone 

4.561 

Non-command 

Tertiary Sandstone 

0.463 

Command 

Older Alluvium 

4.327 

Non-command 

Older Alluvium 

15.529 

Non-command 

Tertiary Sandstone 

1.052 

Non-command 

Tertiary Sandstone 

19.755 

Non-command 

Vindhyan Sandstone 

3.375 

Command 

Tertiary Sandstone 

23.087 

Non-command 

Tertiary Sandstone 

0.330 

Non-command 

Tertiary Sandstone 

8.255 

Non-command 

Vindhyan Sandstone 

0.181 

Command 

Tertiary Sandstone 

6.502 

Non-command 

Tertiary Sandstone 

8.433 

Non-command 

Tertiary Sandstone 

17.107 

Non-command 

Tertiary Sandstone 

0.586 

Command 

Tertiary Sandstone 

1.759 

Non-command 

Tertiary Sandstone 

18.297 

Command 

Tertiary Sandstone 

5.827 

Non-command 

Tertiary Sandstone 

9.444 

Non-command 

Tertiary Sandstone 

11.903 

Command 

Older Alluvium 

5.460 

Non-command 

Older Alluvium 

1.505 

Command 

Tertiary Sandstone 

20.575 

Non-command 

Tertiary Sandstone 

2.284 

Non-command 

Tertiary Sandstone 

7.199 

Non-command 

Tertiary Sandstone 

0.685 

Non-command 

Vindhyan Sandstone 

9.972 

Command 

Older Alluvium 

2.350 

Command 

Tertiary Sandstone 

39.278 

Non-command 

Tertiary Sandstone 

2.978 

Command 

Older Alluvium 

1.163 

Command 

Tertiary Sandstone 

1.417 

Non-command 

Tertiary Sandstone 

6.018 

Non-command 

Vindhyan Sandstone 

4.208 

Command 

Older Alluvium 

1.367 

Command 

Tertiary Sandstone 

33.234 

Non-command 

Tertiary Sandstone 

5.816 

Command 

Tertiary Sandstone 

1.384 

Non-command 

Tertiary Sandstone 

0.003 

Non-command 

Tertiary Sandstone 

2.892 

Non-command 

Tertiary Sandstone 

12.145 

Non-command 

Tertiary Sandstone 

2.431 

Non-command 

Tertiary Sandstone 

0.569 

Non-command 

Tertiary Sandstone 

14.347 

Non-command 

Tertiary Sandstone 

4.129 

Non-command 

Tertiary Sandstone 

5.003 

Non-command 

Tertiary Sandstone 

11.402 

Non-command 

Vindhyan Sandstone 

0.878 

Non-command 

Tertiary Sandstone 

1.984 

Non-command 

Vindhyan Sandstone 

0.247 



with 

Pumpset 


(9) (10) 


2 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

200,000 

120,000 

120 

200,000 

120,000 

120 

90,000 

70,000 

120 

200,000 

120,000 

120 

200,000 

120,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

200,000 

120,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

200,000 

120,000 

120 

180,000 

110,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

200,000 

120,000 

120 

200,000 

120,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

200,000 

120,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

200,000 

120,000 

120 

90,000 

70,000 

120 

200,000 

120,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

200,000 

120,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

180,000 

110,000 

120 

90,000 

70,000 

120 

180,000 

110,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




















































































































































































































































































































































































































































































































































































































Micro-watershed 


16004032 



Sharah Karnet 


Sharah Kiklet 


Sharah Kishnayat 


Sharah Kumbholai 


Sharah Punolao 


Sharah Sandayat 


Sheo Sutharan 


Siyana Bhatiyan 


Surjara 


Akhepura 


Akwa 


Alakhpura Bogan 


Ambapa 


Anesariya 


Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 



Census Code 

Area 


sq.km 

(3) 

(4) 

0803000400540600 

6.148 

0803000400540400 

2.026 

0803000400530700 

2.877 

0803000400540800 

7.227 

0803000400536500 

7.227 

0803000400540300 

5.451 



0803000400530500 

0.740 

0803000400544300 

25.728 

0803000400531800 

86.959 




Abasar 

0804000700662400 

18.859 

Saline 

Abhaipura 

0813000401710500 

6.222 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 



0813000401709300 

8.158 

Fresh 

0813000301688800 

11.198 

Fresh 

0813000201679800 

12.946 

Fresh 

0814000201770000 

7.564 

Fresh 

0814000101762600 

8.210 

Fresh 



Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Anokhoo 

0813000301696900 

22.159 

Fresh 

Antri 

0813000301700200 

12.738 

Fresh 


Non-command 


Non-command 



Asota 

0814000101760000 

4.465 

Fresh 

Badalwas 

0813000301699000 

13.489 

Fresh 

Badela 

0814000101763500 

5.760 

Fresh 


Non-command 


Non-command 


Non-command 


Bader 

0814000101763600 

11.981 

Fresh 

Badhadar 

0813000301689200 

10.778 

Fresh 

Baghsara ( East) 

0804000700667100 

5.231 

Fresh 


Non-command 


Non-command 


Non-command 



Bahadurpura 

0813000501728800 

11.459 

Fresh 

Baidh Ki Dhani 

0813000401709000 

2.276 

Fresh 

Bajaj Gram 

0813000301693300 

0.952 

Fresh 

Bajor 

0813000301700700 

7.222 

Fresh 

Bajroli 

0813000201680100 

7.457 

Fresh 

Balloopura 

0813000301697800 

6.190 

Fresh 

Balsamand 

0814000101763100 

8.132 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bamaniya 


Bamanvas @ Sajanpura 


0804000700663800 


14.430 Saline Non-command 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Tertiary Sandstone 

5.325 

Non-command 

Tertiary Sandstone 

2.026 

Non-command 

Tertiary Sandstone 

2.034 

Non-command 

Vindhyan Sandstone 

0.465 

Non-command 

Tertiary Sandstone 

7.227 

Non-command 

Tertiary Sandstone 

5.429 

Non-command 

Tertiary Sandstone 

0.022 

Non-command 

Tertiary Sandstone 

0.728 

Non-command 

Vindhyan Sandstone 

0.100 

Command 

Older Alluvium 

0.706 

Command 

Tertiary Sandstone 

9.342 

Non-command 

Tertiary Sandstone 

4.685 

Non-command 

Phyllite & Schist 

18.859 

Non-command 

Older Alluvium 

6.222 

Non-command 

Quartzite 

0.000 

Non-command 

Older Alluvium 

2.099 

Non-command 

Quartzite 

3.232 

Non-command 

Older Alluvium 

7.884 

Non-command 

Older Alluvium 

2.788 

Non-command 

Older Alluvium 

10.502 

Non-command 

Phyllite & Schist 

2.240 

Non-command 

Phyllite & Schist 

0.856 

Non-command 

Older Alluvium 

1.444 

Non-command 

Phyllite & Schist 

5.909 

Non-command 

Phyllite & Schist 

9.930 

Non-command 

Younger Alluvium 

1.398 

Non-command 

Older Alluvium 

22.159 

Non-command 

Older Alluvium 

1.049 

Non-command 

Quartzite 

2.221 

Non-command 

Older Alluvium 

0.337 

Non-command 

Quartzite 

2.597 

Non-command 

Vindhyan Sandstone 

4.465 

Non-command 

Older Alluvium 

12.961 

Non-command 

Phyllite & Schist 

1.316 

Non-command 

Vindhyan Sandstone 

4.444 

Non-command 

Vindhyan Sandstone 

1.628 

Non-command 

Older Alluvium 

10.778 

Non-command 

Older Alluvium 

0.529 

Non-command 

Younger Alluvium 

1.880 

Non-command 

Older Alluvium 

0.053 

Non-command 

Younger Alluvium 

2.769 

Non-command 

Older Alluvium 

8.888 

Non-command 

Older Alluvium 

2.276 

Non-command 

Older Alluvium 

0.952 

Non-command 

Older Alluvium 

7.222 

Non-command 

Older Alluvium 

7.457 

Non-command 

Older Alluvium 

6.190 

Non-command 

Phyllite & Schist 

7.120 

Non-command 

Vindhyan Sandstone 

1.012 

Non-command 

Phyllite & Schist 

0.485 

Non-command 

Younger Alluvium 

13.944 

Non-command 

Older Alluvium 

1.011 

Non-command 

Quartzite 

1.081 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

200,000 

120,000 

120 

200,000 

120,000 

120 

200,000 

120,000 

120 

180,000 

110,000 

120 

90,000 

70,000 

120 

200,000 

120,000 

120 

90,000 

70,000 

120 

200,000 

120,000 

120 

180,000 

110,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

30,000 

20,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

110 

100,000 

80,000 

110 

90,000 

70,000 

110 

100,000 

90,000 

110 

60,000 

40,000 

120 

30,000 

20,000 

120 

90,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

30,000 

20,000 

110 

130,000 

110,000 

120 

70,000 

50,000 

110 

90,000 

70,000 

110 

130,000 

110,000 

110 

130,000 

110,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

130,000 

110,000 

120 

50,000 

30,000 

120 

90,000 

60,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

110 

90,000 

70,000 

110 

130,000 

110,000 

120 

30,000 

20,000 

120 

90,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

40,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 





































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Bhagowa 


Bhairoopura 


Bhakharo Ki Dhani 


Bhamas 


Bhanisar Harawatan 


Bhanisar Tejsinghot 


Bharkasli 


Bhawanipura 


Bheekhanwasi 


Bheenchari 


Bheenwsar 


Bheerana 


Bhidasari 


Bhoja Ki Dhani 


Bhojasar 


Bhojasar Bara 


Bhojasar Chhota 


Bhojlai 


Bhom Bobasar 


Bhookhron Ka Bas 


Bhooriyan Ki Dhani 


Bhoowala 


Bhoya 


Bhukhredi 


Bhuma Bara 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Census Code 

Area 



sq.km 


(3) 

(4) 

(5) 

0814000101759700 

24.595 

Fresh 

0804000700660800 

10.242 

Fresh 



Saline 

0804000700664200 

27.819 

Saline 

0813000301703100 

12.561 

Fresh 


Basi Agooni 

0804000700662900 

5.598 

Saline 

Basni 

0813000201676400 

4.960 

Fresh 

Basri Kalan 

0813000401707600 

1.183 

Fresh 

Bathoth 

0813000201683900 

22.902 

Fresh 

Beer Chhapar ( Rura 

0804000700661700 

13.698 

Saline 

Ber 

0814000101763700 

7.032 

Fresh 

Bhadwasi 

0813000301692500 

4.911 

Fresh 

Bhagatpura 

0813000401710300 

1.105 

Fresh 

Bhagiwad 

0804000700666100 

9.313 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0813000301702100 


0813000301691300 


0813000301695700 


0813000201682600 


0814000101761200 


4.594 


7.935 


7.129 


1.337 


15.576 


0804000700663100 

4.349 

0804000700663000 

6.096 

0813000301696500 

5.674 

0813000301695300 

5.058 

0813000301698700 

2.870 

0804000600651100 

9.313 

0804000700665600 

15.261 


0813000401704900 

9.640 

0814000101762700 

20.475 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 




Bhilunda 

0813000201682500 

11.001 

Fresh 

Bhiyani 

0814000101760300 

4.034 

Fresh 


Non-command 


Non-command 



0813000401708800 


Saline 


10.373 Fresh 


0804000600649600 

16.661 

0813000201684200 

14.125 

0813000201684300 

11.312 

0804000700664500 

16.165 

0804000700664900 

2.743 

0813000301687500 

3.032 

0813000201680000 

4.900 

0813000301696300 

12.544 

0813000301700300 

2.967 



0804000600651800 

22.517 

0813000201676200 

6.876 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Vindhyan Sandstone 

23.828 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Phyllite & Schist 

10.242 

Non-command 

Phyllite & Schist 

27.819 

Non-command 

Older Alluvium 

1.859 

Non-command 

Quartzite 

8.429 

Non-command 

Phyllite & Schist 

5.598 

Non-command 

Older Alluvium 

0.062 

Non-command 

Quartzite 

1.183 

Non-command 

Older Alluvium 

22.902 

Non-command 

Phyllite & Schist 

13.540 

Non-command 

Vindhyan Sandstone 

0.953 

Non-command 

Older Alluvium 

4.911 

Non-command 

Older Alluvium 

1.105 

Non-command 

Phyllite & Schist 

7.389 

Non-command 

Younger Alluvium 

1.923 

Non-command 

Quartzite 

0.144 

Non-command 

Older Alluvium 

7.935 

Non-command 

Older Alluvium 

0.376 

Non-command 

Older Alluvium 

1.337 

Non-command 

Phyllite & Schist 

14.946 

Non-command 

Phyllite & Schist 

0.630 

Non-command 

Phyllite & Schist 

4.349 

Non-command 

Phyllite & Schist 

6.096 

Non-command 

Older Alluvium 

5.674 

Non-command 

Older Alluvium 

5.058 

Non-command 

Older Alluvium 

1.003 

Non-command 

Older Alluvium 

0.118 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Phyllite & Schist 

15.261 

Non-command 

Older Alluvium 

2.558 

Non-command 

Older Alluvium 

12.970 

Non-command 

Phyllite & Schist 

2.342 

Non-command 

Older Alluvium 

2.843 

Non-command 

Phyllite & Schist 

2.319 

Non-command 

Older Alluvium 

11.001 

Non-command 

Phyllite & Schist 

2.466 

Non-command 

Vindhyan Sandstone 

1.283 

Non-command 

Phyllite & Schist 

0.285 

Non-command 

Older Alluvium 

10.238 

Non-command 

Quartzite 

0.135 

Non-command 

Older Alluvium 

0.491 

Non-command 

Older Alluvium 

12.309 

Non-command 

Older Alluvium 

11.312 

Non-command 

Phyllite & Schist 

16.165 

Non-command 

Phyllite & Schist 

2.743 

Non-command 

Older Alluvium 

3.032 

Non-command 

Older Alluvium 

4.900 

Non-command 

Older Alluvium 

12.544 

Non-command 

Older Alluvium 

1.660 

Non-command 

Older Alluvium 

0.516 

Non-command 

Older Alluvium 

5.016 

Non-command 

Older Alluvium 

1.393 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

110 

130,000 

110,000 

120 

70,000 

50,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

30,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

40,000 

120 

50,000 

30,000 

120 

30,000 

20,000 

110 

130,000 

110,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

30,000 

20,000 

120 

90,000 

60,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

110 

90,000 

70,000 

110 

60,000 

40,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

30,000 

20,000 

120 

70,000 

50,000 

110 

150,000 

110,000 

110 

90,000 

70,000 

110 

100,000 

90,000 

110 

60,000 

40,000 

120 

50,000 

30,000 

110 

90,000 

70,000 

110 

130,000 

110,000 

110 

60,000 

40,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 








































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Bidas 

0804000700662300 

3.843 

Saline 

Bidoli 

0813000301699400 

7.831 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Bilanga 


Bilasi 


Binjasi 


Bithooda 


0804000700660600 


12.568 Fresh 


Saline 


0804000700664300 

3.714 

0813000301696000 

13.795 

0814000101766000 

8.043 



Bobasar Bidawatan 

0804000700664600 

11.575 

Saline 

Bobasar Charnan 

0804000700665000 

2.511 

Saline 

Bochi 

0813000201678600 

6.463 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bodlasi 

0813000201682100 

6.252 

Fresh 

Bootoli 

0813000301703600 

2.660 

Fresh 

Bosana 

0813000301697900 

11.746 

Fresh 

Bothiyabas 

0804000700657000 

14.124 

Saline 

Budhwali 

0804000600650000 

20.318 

Saline 


Chadwas 


Chainpura 


Chak Badiya 


Chak Chihala 


Chak Dhedi 


Chak Geeliya 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0804000700657200 

29.076 

Saline 

0813000201682900 

6.683 

Fresh 

0813000301701000 

3.672 

Fresh 

0813000401710100 

0.723 

Fresh 

0813000401712000 

9.665 

Fresh 

0813000401709900 

0.390 

Fresh 

0813000401709800 

2.140 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chak Goredi 

0814000101759300 

2.090 

Fresh 

Chak Kalia 

0804000700661900 

3.218 

Saline 

Chak Khandelsar 

0813000401711800 

0.507 

Fresh 

Chak Kikraliya 

0813000401708500 

2.735 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Chak Kumliwala 

0813000401710000 

0.861 

Fresh 

Chak Rajiyasar 

0804000700663500 

7.110 

Saline 


Non-command 


Non-command 


Chak Tilokpura 


Chak Turkiya 


Chandeli Ka Bas 


Chandpura (Rural) 


Charan Ka Bas 


Charanwas 


Charanwasi 


Chariya 


0813000401711500 

1.315 

Fresh 

0813000401710400 

0.566 

Fresh 

0813000301694700 

5.710 

Fresh 

0813000301693400 

11.692 

Fresh 

0813000201681600 

1.420 

Fresh 

0813000301700900 

7.575 

Fresh 

0813000301694100 

3.603 

Fresh 

0804000600651500 

8.111 

Saline 

0804000700666300 

22.159 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Charla 

0804000700657700 

29.959 

Saline 

Chelasi 

0813000301691000 

9.449 

Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

3.843 

Non-command 

Older Alluvium 

5.075 

Non-command 

Quartzite 

0.075 

Non-command 

Phyllite & Schist 

3.601 

Non-command 

Phyllite & Schist 

1.813 

Non-command 

Phyllite & Schist 

3.714 

Non-command 

Older Alluvium 

13.795 

Non-command 

Older Alluvium 

3.655 

Non-command 

Phyllite & Schist 

0.181 

Non-command 

Phyllite & Schist 

11.575 

Non-command 

Phyllite & Schist 

2.511 

Non-command 

Older Alluvium 

1.949 

Non-command 

Phyllite & Schist 

4.514 

Non-command 

Older Alluvium 

6.252 

Non-command 

Older Alluvium 

2.633 

Non-command 

Older Alluvium 

9.893 

Non-command 

Phyllite & Schist 

14.122 

Non-command 

Older Alluvium 

13.194 

Non-command 

Phyllite & Schist 

0.729 

Non-command 

Older Alluvium 

9.475 

Non-command 

Younger Alluvium 

0.055 

Non-command 

Older Alluvium 

5.272 

Non-command 

Younger Alluvium 

1.255 

Non-command 

Older Alluvium 

1.807 

Non-command 

Younger Alluvium 

0.134 

Non-command 

Phyllite & Schist 

1.769 

Non-command 

Older Alluvium 

6.683 

Non-command 

Older Alluvium 

3.672 

Non-command 

Older Alluvium 

0.723 

Non-command 

Older Alluvium 

9.665 

Non-command 

Older Alluvium 

0.390 

Non-command 

Older Alluvium 

2.088 

Non-command 

Quartzite 

0.052 

Non-command 

Vindhyan Sandstone 

2.090 

Non-command 

Phyllite & Schist 

3.218 

Non-command 

Older Alluvium 

0.507 

Non-command 

Older Alluvium 

2.598 

Non-command 

Quartzite 

0.137 

Non-command 

Older Alluvium 

0.861 

Non-command 

Older Alluvium 

6.632 

Non-command 

Younger Alluvium 

0.343 

Non-command 

Older Alluvium 

1.315 

Non-command 

Older Alluvium 

0.566 

Non-command 

Older Alluvium 

5.710 

Non-command 

Older Alluvium 

11.692 

Non-command 

Older Alluvium 

1.420 

Non-command 

Older Alluvium 

7.575 

Non-command 

Older Alluvium 

3.603 

Non-command 

Older Alluvium 

8.100 

Non-command 

Phyllite & Schist 

4.098 

Non-command 

Younger Alluvium 

18.061 

Non-command 

Phyllite & Schist 

17.619 

Non-command 

Older Alluvium 

9.449 



with 

Pumpset 


(9) (10) 


19 32 


36 45 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

30,000 

20,000 

120 

70,000 

50,000 

120 

50,000 

40,000 

120 

70,000 

50,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

70,000 

50,000 

110 

150,000 

110,000 

110 

90,000 

70,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

50,000 

30,000 

120 

40,000 

20,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

30,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

30,000 

20,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

110 

130,000 

110,000 

120 

30,000 

20,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

90,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

30,000 

20,000 

120 

90,000 

60,000 

120 

30,000 

20,000 

120 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 





0.151 

0.180 

0.050 

0.050 

0.246 

0.414 

0.749 

1.421 

0.011 

0.023 

0.497 

0.737 

0.150 

0.192 

0.004 

0.004 



































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Chhabri Khari 

0804000600651000 

19.550 

Saline 

Chhapar (M) 

0804000740410000 

42.753 

Saline 

Chhapara 

0814000101763300 

13.337 

Fresh 

Chhara 

0813000501724800 

4.225 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Chihala 

0813000401711700 

5.972 

Fresh 

Chokha Ka Bas 

0813000301699600 

6.689 

Fresh 

Chooroli 

0813000301686900 

7.469 

Fresh 

Chuhas 

0804000700662200 

2.118 

Saline 

Dab Panora 

0813000301702000 

11.570 

Fresh 

Dabri 

0814000101759900 

13.288 

Fresh 

Dadli 

0813000301692200 

4.564 

Fresh 

Dalmas 

0813000201684000 

11.492 

Fresh 

Dantla 

0813000401713000 

12.808 

Fresh 

Dantujala 

0813000201675900 

7.384 

Fresh 

Dasa Ki Dhani 

0813000301692900 

2.258 

Fresh 

Daulatpura 

0813000301691600 

8.014 

Fresh 

Dayalpura 

0814000201770300 

19.913 

Fresh 

Deeppura 

0813000301689900 

2.672 

Fresh 

Deeppura Charnan 

0813000301696800 

2.806 

Fresh 

Deepsar 

0804000600652000 

11.102 

Saline 

Deewanji Ka Bas 

0813000201677200 

5.774 

Fresh 

Deogarh 

0813000301700500 

21.835 

Fresh 

Deora 

0814000101767400 

3.933 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Dewani 

0804000700661500 

13.620 

Saline 

Dhahar Ka Bas 

0813000201681900 

10.325 

Fresh 

Dhakawali 

0804000700666600 

10.005 

Saline 


Dhanani 


Dhani Bajaran 


Dhani Charan 


Dhani Chooroli 


Dhani Fatehsingh 


Dhani Kriparam 


Dhani Mangaldas 


Dhani Ridmal 


Dhani Salamsingh (Rural) 


Dhani Sawairam 


Dhani Takhran 


Non-command 


Non-command 


Non-command 



0813000201677300 


0813000201682700 


0813000201676900 


0813000201680300 


0813000301686800 


0813000301694600 


0813000201678000 


0813000201679200 


0813000201678200 


0813000301693200 


0813000301698600 


0813000301700100 




Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Dhanichaindas 

0813000201683400 

2.152 

Fresh 

Dhanilalana 

0813000201683300 

1.927 

Fresh 

Dhaninathawatan 

0813000301690400 

6.912 

Fresh 

Dhatri 

0804000700656800 

10.032 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Dheejpura 

0813000401706900 

3.504 

Fresh 

Dhod 

0813000301696700 

22.768 

Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

3.717 

Non-command 

Phyllite & Schist 

23.938 

Non-command 

Phyllite & Schist 

12.348 

Non-command 

Older Alluvium 

3.614 

Non-command 

Quartzite 

0.610 

Non-command 

Older Alluvium 

5.972 

Non-command 

Older Alluvium 

6.689 

Non-command 

Older Alluvium 

7.469 

Non-command 

Phyllite & Schist 

2.118 

Non-command 

Quartzite 

0.080 

Non-command 

Vindhyan Sandstone 

13.288 

Non-command 

Older Alluvium 

4.564 

Non-command 

Older Alluvium 

11.492 

Non-command 

Quartzite 

0.355 

Non-command 

Older Alluvium 

0.116 

Non-command 

Older Alluvium 

2.258 

Non-command 

Older Alluvium 

0.579 

Non-command 

Older Alluvium 

9.750 

Non-command 

Older Alluvium 

2.672 

Non-command 

Older Alluvium 

2.806 

Non-command 

Older Alluvium 

8.325 

Non-command 

Older Alluvium 

5.771 

Non-command 

Older Alluvium 

19.094 

Non-command 

Older Alluvium 

3.263 

Non-command 

Phyllite & Schist 

0.670 

Non-command 

Phyllite & Schist 

13.620 

Non-command 

Older Alluvium 

10.325 

Non-command 

Older Alluvium 

8.728 

Non-command 

Younger Alluvium 

1.277 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Phyllite & Schist 

3.262 

Non-command 

Older Alluvium 

8.644 

Non-command 

Older Alluvium 

9.086 

Non-command 

Older Alluvium 

1.272 

Non-command 

Older Alluvium 

3.950 

Non-command 

Older Alluvium 

2.751 

Non-command 

Older Alluvium 

2.732 

Non-command 

Older Alluvium 

4.235 

Non-command 

Older Alluvium 

1.853 

Non-command 

Older Alluvium 

2.787 

Non-command 

Older Alluvium 

4.678 

Non-command 

Older Alluvium 

2.574 

Non-command 

Older Alluvium 

5.315 

Non-command 

Quartzite 

1.113 

Non-command 

Older Alluvium 

1.208 

Non-command 

Quartzite 

0.171 

Non-command 

Older Alluvium 

2.152 

Non-command 

Older Alluvium 

1.927 

Non-command 

Older Alluvium 

6.912 

Non-command 

Older Alluvium 

0.137 

Non-command 

Phyllite & Schist 

0.667 

Non-command 

Quartzite 

3.504 

Non-command 

Older Alluvium 

22.768 



with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

50,000 

30,000 

120 

30,000 

20,000 

110 

90,000 

70,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

30,000 

20,000 

120 

50,000 

30,000 

110 

130,000 

110,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

50,000 

40,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

110 

200,000 

150,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

110 

150,000 

110,000 

110 

90,000 

70,000 

120 

30,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

90,000 

60,000 

120 

70,000 

50,000 

120 

30,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

30,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

30,000 

20,000 

120 

50,000 

40,000 

120 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 


































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Dinarpura 


Dobron Ka Bas 


Dotasara 


Dujar 


Dulhepura 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Name 

Census Code 

Area 



sq.km 

(2) 

(3) 

(4) 

Dhokar 

0813000301702300 

4.541 

Dholiya 

0814000101762900 

14.712 

DHOLPALIYA 

0813000201681100 

4.142 

Dhyawa 

0814000101766500 

21.368 


Non-command 


Non-command 


Non-command 


Non-command 



0813000301691500 

13.251 

0814000101762000 

1.415 



Doodwa 

0813000401707000 

5.959 

Fresh 

Doogoli 

0813000301694200 

4.502 

Fresh 

Doojod 

0813000301693500 

17.800 

Fresh 

Dookiya 

0813000401715000 

19.087 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0813000201679700 


0814000101759600 


0813000301702900 


Saline Non-command 


7.080 Fresh Non-command 


13.952 Fresh Non-command 


2.420 Fresh Non-command 


Dulla Ki Dhani 

0813000301693000 

2.194 

Fresh 

Dungras Agoona 

0804000700663200 

8.765 

Saline 

Dungras Athoona 

0804000700661100 

18.232 

Saline 

Fakeerpura 

0813000301690200 

2.714 

Fresh 

Fatehpura 

0813000301695200 

7.934 

Fresh 

Fatehpura Bhomiyan 

0813000501724700 

10.073 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Fransa 

0804000600651700 

8.159 

Saline 

Ganeri 

0813000201678500 

15.032 

Fresh 


Non-command 


Non-command 


Ganora 


0804000700661000 



Garoda 


Ghana 


Gheerdoda Khara 


12.857 Fresh 


Saline 


0813000401712900 

13.114 

0813000201679300 

14.199 

0813000201680200 

7.241 

0814000101766200 

11.218 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


14.738 Non-command 




Ghiraniya (Bara) 

0813000201680700 

11.286 

Fresh 

Ghiraniya (Chhota) 

0813000201680800 

5.583 

Fresh 

Ghotra 

0804000700664000 

10.464 

Saline 


Non-command 


Non-command 


Non-command 


Girdharipura 

0814000101762500 

2.540 

Saline 

Godaron Ka Bas 

0814000101761700 

2.569 

Saline 

Gokul Ka Bas 

0813000501724900 

4.309 

Fresh 


Non-command 


Non-command 


Non-command 


Gokulpura 

0813000301693100 

15.276 

Fresh 

Gopalpura 

0804000700661200 

40.212 

Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Quartzite 

0.721 

Non-command 

Phyllite & Schist 

14.712 

Non-command 

Older Alluvium 

4.142 

Non-command 

Older Alluvium 

6.000 

Non-command 

Phyllite & Schist 

10.569 

Non-command 

Older Alluvium 

2.869 

Non-command 

Phyllite & Schist 

1.930 

Non-command 

Older Alluvium 

0.316 

Non-command 

Phyllite & Schist 

0.400 

Non-command 

Phyllite & Schist 

1.016 

Non-command 

Older Alluvium 

2.855 

Non-command 

Quartzite 

0.728 

Non-command 

Quartzite 

5.959 

Non-command 

Older Alluvium 

4.502 

Non-command 

Older Alluvium 

17.800 

Non-command 

Older Alluvium 

0.001 

Non-command 

Quartzite 

0.259 

Non-command 

Older Alluvium 

0.079 

Non-command 

Phyllite & Schist 

2.753 

Non-command 

Phyllite & Schist 

3.734 

Non-command 

Older Alluvium 

7.080 

Non-command 

Vindhyan Sandstone 

13.952 

Non-command 

Older Alluvium 

0.215 

Non-command 

Quartzite 

2.205 

Non-command 

Older Alluvium 

2.194 

Non-command 

Phyllite & Schist 

8.765 

Non-command 

Phyllite & Schist 

12.316 

Non-command 

Older Alluvium 

2.714 

Non-command 

Older Alluvium 

7.934 

Non-command 

Older Alluvium 

1.373 

Non-command 

Quartzite 

8.319 

Non-command 

Older Alluvium 

6.402 

Non-command 

Older Alluvium 

13.758 

Non-command 

Phyllite & Schist 

1.274 

Non-command 

Phyllite & Schist 

0.001 

Non-command 

Phyllite & Schist 

12.856 

Non-command 

Quartzite 

3.769 

Non-command 

Older Alluvium 

14.199 

Non-command 

Older Alluvium 

7.241 

Non-command 

Older Alluvium 

1.149 

Non-command 

Phyllite & Schist 

0.598 

Non-command 

Older Alluvium 

5.580 

Non-command 

Phyllite & Schist 

4.307 

Non-command 

Older Alluvium 

11.286 

Non-command 

Older Alluvium 

5.583 

Non-command 

Phyllite & Schist 

9.813 

Non-command 

Younger Alluvium 

0.651 

Non-command 

Older Alluvium 

2.540 

Non-command 

Phyllite & Schist 

2.569 

Non-command 

Older Alluvium 

0.990 

Non-command 

Quartzite 

3.156 

Non-command 

Older Alluvium 

15.276 

Non-command 

Phyllite & Schist 

0.000 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

30,000 

110 

90,000 

70,000 

120 

50,000 

30,000 

110 

150,000 

110,000 

110 

90,000 

70,000 

110 

100,000 

90,000 

110 

60,000 

40,000 

120 

80,000 

60,000 

110 

90,000 

70,000 

110 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

40,000 

120 

50,000 

30,000 

120 

40,000 

20,000 

120 

40,000 

20,000 

120 

50,000 

30,000 

110 

130,000 

110,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

40,000 

20,000 

120 

70,000 

50,000 

120 

30,000 

20,000 

120 

50,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

110 

150,000 

110,000 

110 

90,000 

70,000 

110 

150,000 

110,000 

110 

90,000 

70,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

20,000 

120 

90,000 

60,000 

110 

100,000 

90,000 

110 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.004 



0.002 

0.002 

0.186 

0.304 

0.330 

0.481 

0.010 

0.017 

0.072 

0.101 



























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 




Goredi 


Goriya 


Gothra Tagalan 


Gowati 


Gudabari 


0813000401715100 


0804000700667300 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Census Code 

Area 


sq.km 

(3) 

(4) 



0814000101759200 

1.882 

0813000401708400 

3.355 

0813000301699300 

14.635 


Non-command 


Non-command 


Non-command 


Non-command 


8.394 Fresh Non-command 


15.209 Fresh Non-command 


Saline Non-command 




Guleriya 

0804000700661400 

15.764 

Saline 

Gunathoo 

0813000301695900 

10.696 

Fresh 

Gunpaliya 

0814000101763400 

5.380 

Fresh 


Non-command 


Non-command 


Non-command 


Gurara 


Gurha Kalan 


Gurha Khurd 


Hameerpura 


Hapas 


Harasar 


Hardayalpura 


Haripura 


Harsh 


Hatyaj 


Hemasar Agoona 


Hirawati 


Husenpura 


Indrapura 


Jeenmata 


Jeenwas 


Jeoli 


Jeslan 


0813000501724600 

18.690 

Fresh 

0813000301702600 

3.756 

Fresh 

0813000301702800 

4.732 

Fresh 

0813000201675600 

7.109 

Fresh 

0813000301687100 

1.297 

Fresh 

0813000201684100 

10.432 

Fresh 

0804000700663300 

34.288 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0813000301692100 

4.024 

0813000301703500 

2.580 

0813000301700400 

3.678 


0813000301702500 

6.237 

0804000700665100 

6.059 

0814000101758700 

12.308 


0814000101767200 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


8.793 Non-command 





Jachas 

0813000301698800 

6.257 

Fresh 

Jagatpura 

0813000301694300 

2.735 

Fresh 

Jagmalpura 

0813000301692600 

8.139 

Fresh 

Jaitpura 

0813000201681800 

9.872 

Fresh 

Jajod 

0813000201676800 

21.729 

Fresh 

Jakhla 

0813000201683100 

3.733 

Fresh 

Jaloo 

0813000201680600 

8.786 

Fresh 

Jasrasar 

0813000201684500 

9.323 

Fresh 

Jassoopura 

0813000301697000 

6.177 

Fresh 

Jaswant Garh 

0814000101760500 

20.171 

Fresh 


6.644 Fresh Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0813000401707800 


0813000401707400 


0813000201679000 


0814000101766400 


Saline 


3.516 Fresh 


6.378 Fresh 


11.215 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Jhajhar 

0813000201681300 

8.801 

Fresh 

Jheegar Bari 

0813000301689000 

3.576 

Fresh 

Jheegar Chhoti 

0813000301691400 

9.516 

Fresh 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

10.588 

Non-command 

Vindhyan Sandstone 

1.882 

Non-command 

Older Alluvium 

3.355 

Non-command 

Older Alluvium 

0.000 

Non-command 

Quartzite 

0.716 

Non-command 

Older Alluvium 

0.238 

Non-command 

Younger Alluvium 

1.184 

Non-command 

Phyllite & Schist 

10.448 

Non-command 

Younger Alluvium 

3.577 

Non-command 

Phyllite & Schist 

15.195 

Non-command 

Older Alluvium 

10.693 

Non-command 

Phyllite & Schist 

0.680 

Non-command 

Vindhyan Sandstone 

0.825 

Non-command 

Quartzite 

4.656 

Non-command 

Quartzite 

2.257 

Non-command 

Quartzite 

4.732 

Non-command 

Older Alluvium 

6.582 

Non-command 

Older Alluvium 

1.297 

Non-command 

Older Alluvium 

10.432 

Non-command 

Older Alluvium 

2.749 

Non-command 

Phyllite & Schist 

31.539 

Non-command 

Older Alluvium 

4.024 

Non-command 

Older Alluvium 

2.580 

Non-command 

Older Alluvium 

3.626 

Non-command 

Older Alluvium 

0.052 

Non-command 

Quartzite 

1.522 

Non-command 

Phyllite & Schist 

6.059 

Non-command 

Phyllite & Schist 

2.161 

Non-command 

Vindhyan Sandstone 

2.220 

Non-command 

Older Alluvium 

0.941 

Non-command 

Phyllite & Schist 

7.852 

Non-command 

Older Alluvium 

5.036 

Non-command 

Phyllite & Schist 

1.608 

Non-command 

Older Alluvium 

1.279 

Non-command 

Older Alluvium 

2.735 

Non-command 

Older Alluvium 

8.139 

Non-command 

Older Alluvium 

9.872 

Non-command 

Older Alluvium 

2.546 

Non-command 

Older Alluvium 

3.733 

Non-command 

Older Alluvium 

8.786 

Non-command 

Older Alluvium 

6.806 

Non-command 

Older Alluvium 

2.822 

Non-command 

Phyllite & Schist 

9.505 

Non-command 

Vindhyan Sandstone 

4.206 

Non-command 

Phyllite & Schist 

6.460 

Non-command 

Quartzite 

3.516 

Non-command 

Quartzite 

1.394 

Non-command 

Older Alluvium 

11.215 

Non-command 

Older Alluvium 

8.412 

Non-command 

Phyllite & Schist 

3.463 

Non-command 

Older Alluvium 

8.801 

Non-command 

Older Alluvium 

3.576 

Non-command 

Older Alluvium 

8.574 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

30,000 

20,000 

110 

130,000 

110,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

50,000 

40,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

30,000 

20,000 

120 

90,000 

60,000 

120 

30,000 

20,000 

120 

70,000 

50,000 

110 

90,000 

70,000 

110 

130,000 

110,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

20,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

30,000 

20,000 

110 

90,000 

70,000 

110 

130,000 

110,000 

110 

150,000 

110,000 

110 

90,000 

70,000 

110 

150,000 

110,000 

110 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

110 

90,000 

70,000 

110 

130,000 

110,000 

110 

60,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

50,000 

30,000 

110 

150,000 

110,000 

110 

90,000 

70,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.002 




0.010 

0.010 

0.007 

0.007 



0.346 

0.471 

0.144 

0.288 

0.511 

0.837 

0.006 

0.006 

0.040 

0.052 





































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Jhekariya 


Jhilmil 


Jindrasar 


Jogliya 


Juliyasar 


Jurathra 


0814000101763200 


0813000201681200 


0804000700664400 


0804000700656700 


0813000201677600 


0813000301703000 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


(5) 


Fresh 


10.166 Fresh 


7.808 Saline 


37.660 Saline 



Kachhwa 

0813000201682200 

11.931 

Fresh 

Kadma Ka Bas 

0813000301699800 

3.590 

Fresh 

Kaharo Ki Dhani 

0813000301700800 

1.300 

Fresh 

Kala Khet 

0813000301703200 

6.723 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Kandlau 

0813000201670600 

9.448 

Fresh 

Kantewa 

0813000201675700 

9.836 

Fresh 

Kantiya 

0813000401713100 

10.891 

Fresh 

Kanwai 

0814000201770100 

9.810 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Kanwari 


Kanwarpura 


Kasan 


Kashi Ka Bas 


Kasli 


Kasumbi Alipur 


Kasumbi Jakhlan 


Kasumbi Naliya 


Khaitwas 


Khakholi 


Khaliya 


Khandela (M) 


Khandelsar 


Khanpur 


0804000600651400 

13.615 

Saline 

0813000301690300 

12.890 

Fresh 

0813000301698900 

7.056 

Fresh 

0814000101758900 

13.835 

Fresh 

0813000301699700 

3.200 

Fresh 

0813000301693800 

21.815 

Fresh 

0814000101760600 

14.859 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0814000101760800 

11.659 

0814000101760900 

1.672 



Fresh 


Saline 


10.148 Fresh 


Katrathal 

0813000301691900 

27.461 

Fresh 

Kerpura @ Charanwas 

0813000401712500 

1.893 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0813000401714900 

3.508 

0813000301687000 

5.695 

0804000700662500 

8.067 

0813000541306000 

20.854 


0813000401712100 

2.461 

0814000101760400 

7.213 



Saline 


6.416 Fresh 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



5.644 Fresh Non-command 


Saline Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

7.693 

Non-command 

Older Alluvium 

10.166 

Non-command 

Phyllite & Schist 

7.808 

Non-command 

Phyllite & Schist 

2.949 

Non-command 

Younger Alluvium 

9.426 

Non-command 

Older Alluvium 

2.921 

Non-command 

Quartzite 

5.194 

Non-command 

Older Alluvium 

11.931 

Non-command 

Older Alluvium 

3.590 

Non-command 

Older Alluvium 

1.300 

Non-command 

Older Alluvium 

0.007 

Non-command 

Quartzite 

4.068 

Non-command 

Older Alluvium 

3.868 

Non-command 

Phyllite & Schist 

1.914 

Non-command 

Older Alluvium 

0.002 

Non-command 

Older Alluvium 

0.020 

Non-command 

Quartzite 

1.383 

Non-command 

Older Alluvium 

0.008 

Non-command 

Phyllite & Schist 

7.994 

Non-command 

Older Alluvium 

13.615 

Non-command 

Older Alluvium 

12.890 

Non-command 

Older Alluvium 

2.073 

Non-command 

Phyllite & Schist 

13.835 

Non-command 

Older Alluvium 

3.200 

Non-command 

Older Alluvium 

21.815 

Non-command 

Phyllite & Schist 

10.643 

Non-command 

Vindhyan Sandstone 

2.404 

Non-command 

Phyllite & Schist 

1.812 

Non-command 

Phyllite & Schist 

11.659 

Non-command 

Phyllite & Schist 

1.670 

Non-command 

Phyllite & Schist 

0.001 

Non-command 

Phyllite & Schist 

10.091 

Non-command 

Vindhyan Sandstone 

0.057 

Non-command 

Older Alluvium 

18.525 

Non-command 

Older Alluvium 

0.050 

Non-command 

Quartzite 

0.653 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Phyllite & Schist 

5.769 

Non-command 

Quartzite 

0.075 

Non-command 

Older Alluvium 

5.695 

Non-command 

Phyllite & Schist 

8.067 

Non-command 

Older Alluvium 

0.011 

Non-command 

Quartzite 

4.584 

Non-command 

Older Alluvium 

2.461 

Non-command 

Phyllite & Schist 

5.074 

Non-command 

Phyllite & Schist 

2.140 

Non-command 

Older Alluvium 

0.001 

Non-command 

Younger Alluvium 

1.695 

Non-command 

Older Alluvium 

1.178 

Non-command 

Phyllite & Schist 

0.149 

Non-command 

Younger Alluvium 

3.393 

Non-command 

Younger Alluvium 

1.438 

Non-command 

Phyllite & Schist 

0.358 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

110 

90,000 

70,000 

120 

50,000 

30,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

70,000 

40,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

40,000 

20,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

50,000 

40,000 

110 

200,000 

150,000 

110 

100,000 

80,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

110 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

110 

90,000 

70,000 

110 

130,000 

110,000 

110 

60,000 

40,000 

110 

90,000 

70,000 

110 

90,000 

70,000 

110 

60,000 

40,000 

110 

90,000 

70,000 

110 

130,000 

110,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

50,000 

40,000 

120 

70,000 

50,000 

120 

30,000 

20,000 

120 

50,000 

40,000 

120 

70,000 

50,000 

120 

30,000 

20,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

110 

90,000 

70,000 

110 

60,000 

40,000 

120 

90,000 

70,000 

120 

130,000 

110,000 

120 

50,000 

30,000 

120 

30,000 

20,000 

120 

90,000 

60,000 

120 

130,000 

110,000 

120 

30,000 

20,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 
































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Kheri Dookiya 


Khindas 


Khora 


Type of Area (Command / N< 
command) 



Khariya Kaniram 

0804000700666900 

19.720 

Saline 

Khatipura 

0813000201684400 

4.882 

Fresh 

Khatiwas 

0813000401705600 

7.221 

Fresh 


Non-command 


Non-command 


Non-command 



0813000201676000 

9.732 

0814000101759400 

2.829 

0804000700665700 

7.548 



Fresh 


Fresh 


Fresh 


Saline 


11.459 Fresh 


Khoru 

0813000201675400 

8.426 

Fresh 

Khurdi 

0813000301695100 

5.701 

Fresh 

Khuri 

0804000700666400 

36.368 

Saline 

Khuri Bari 

0813000201684700 

4.219 

Fresh 

Khuri Chhoti 

0813000201684600 

4.529 

Fresh 

Kikraliya 

0813000401708700 

1.675 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kirdoli 

0813000301689300 

16.417 

Fresh 

Kirdoli Bari 

0813000201681700 

10.754 

Fresh 

Kirdoli Chhoti 

0813000201681500 

5.468 

Fresh 

Kishanpura 

0813000401709400 

3.850 

Fresh 


Koka Ki Dhani 


Kolasar 


Kudli 


Kumas Jageer 


Kumasiya 


Kundalpur 


Kushalpura 


Kusum Desar 


Lachhmangarh (Rural) 


Lachhmanpura 


Lachhri 


Non-command 


Non-command 


Non-command 


Non-command 



0813000201677400 

2.699 

0804000700666000 

4.967 

0813000301692300 

6.368 

0813000201678900 

7.948 

0814000101761300 

5.037 


0813000301699500 

3.352 

0814000101761600 

4.803 

0804000600651600 

15.422 

0813000201675300 

5.677 

0813000401712700 

1.596 

0814000101767000 

9.105 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Ladhana 

0813000401711400 

9.445 

Fresh 

Ladnu (M) 

0814000141401000 

46.869 

Fresh 


Ladwa 


Lalpura 


Ledi 


Non-command 


Non-command 



0813000301696100 


0804000700664100 


0814000101763000 


Saline 


Fresh 


7.219 Saline 


16.684 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Lodsar 


0804000700665300 



0804000700662700 


Fresh 


Saline 


10.916 Fresh 


Saline 


6.724 Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Younger Alluvium 

3.848 

Non-command 

Younger Alluvium 

5.768 

Non-command 

Older Alluvium 

4.882 

Non-command 

Older Alluvium 

0.534 

Non-command 

Quartzite 

0.253 

Non-command 

Older Alluvium 

7.980 

Non-command 

Phyllite & Schist 

3.682 

Non-command 

Older Alluvium 

0.812 

Non-command 

Vindhyan Sandstone 

2.829 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Phyllite & Schist 

7.548 

Non-command 

Older Alluvium 

9.869 

Non-command 

Quartzite 

0.023 

Non-command 

Older Alluvium 

2.942 

Non-command 

Older Alluvium 

5.701 

Non-command 

Younger Alluvium 

34.832 

Non-command 

Older Alluvium 

1.840 

Non-command 

Older Alluvium 

4.529 

Non-command 

Older Alluvium 

1.587 

Non-command 

Quartzite 

0.088 

Non-command 

Older Alluvium 

16.417 

Non-command 

Older Alluvium 

10.754 

Non-command 

Older Alluvium 

5.468 

Non-command 

Older Alluvium 

3.787 

Non-command 

Quartzite 

0.063 

Non-command 

Older Alluvium 

6.608 

Non-command 

Quartzite 

7.119 

Non-command 

Older Alluvium 

2.699 

Non-command 

Phyllite & Schist 

4.967 

Non-command 

Older Alluvium 

6.368 

Non-command 

Older Alluvium 

7.948 

Non-command 

Phyllite & Schist 

1.396 

Non-command 

Phyllite & Schist 

3.641 

Non-command 

Older Alluvium 

3.352 

Non-command 

Phyllite & Schist 

4.803 

Non-command 

Older Alluvium 

11.196 

Non-command 

Older Alluvium 

0.208 

Non-command 

Quartzite 

1.596 

Non-command 

Older Alluvium 

1.852 

Non-command 

Phyllite & Schist 

7.253 

Non-command 

Older Alluvium 

5.016 

Non-command 

Phyllite & Schist 

18.069 

Non-command 

Vindhyan Sandstone 

27.349 

Non-command 

Phyllite & Schist 

1.451 

Non-command 

Older Alluvium 

5.862 

Non-command 

Phyllite & Schist 

7.219 

Non-command 

Phyllite & Schist 

12.435 

Non-command 

Vindhyan Sandstone 

4.249 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Phyllite & Schist 

7.838 

Non-command 

Phyllite & Schist 

0.004 

Non-command 

Phyllite & Schist 

10.912 

Non-command 

Phyllite & Schist 

6.724 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

50,000 

40,000 

110 

150,000 

110,000 

110 

90,000 

70,000 

120 

50,000 

30,000 

110 

130,000 

110,000 

120 

70,000 

50,000 

120 

30,000 

20,000 

120 

70,000 

50,000 

120 

50,000 

40,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

90,000 

60,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

50,000 

40,000 

120 

50,000 

30,000 

120 

30,000 

20,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

110 

90,000 

70,000 

110 

60,000 

40,000 

120 

70,000 

50,000 

110 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

40,000 

110 

150,000 

110,000 

110 

90,000 

70,000 

120 

70,000 

50,000 

110 

90,000 

70,000 

110 

130,000 

110,000 

110 

60,000 

40,000 

120 

70,000 

50,000 

120 

30,000 

20,000 

110 

90,000 

70,000 

110 

130,000 

110,000 

120 

70,000 

50,000 

120 

30,000 

20,000 

110 

90,000 

70,000 

110 

60,000 

40,000 

120 

30,000 

20,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.007 















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Luhara 


Madhopura 


Mailasi 


Majipura 


Maksoodpura 


Malasi 


Malkera 


Malsisar 


Manasi Goran 


Manasiya 


Mandawara 


Mandoli 


Mawa 


Meegna 


Meelon Ki Dhani 


Meethri 


Menasar 


Mirand 


Miyan Ki Dhani 


Nagwa 


Nangal 


Nani 


Narsas 


Nasanwa 


Natas 


Nechhwa 


Neemera 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


0804000700657800 


0813000201677700 


0813000301689100 


0813000301693900 


0813000401711900 


0804000700666700 


30.235 Saline 


Fresh 



0813000301700600 

4.733 

Fresh 

0804000700665200 

32.302 

Saline 

0813000201679100 

1.828 

Fresh 

0813000201675500 

1.734 

Fresh 

0813000301699900 

9.775 

Fresh 

0813000301695500 

9.611 

Fresh 

0813000401707500 

5.252 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


9.389 Fresh Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 





Mandota 

0813000301699100 

20.990 

Fresh 

Mangalpura 

0814000101760200 

4.087 

Fresh 

Mangloona 

0813000201677500 

26.981 

Fresh 


Non-command 


Non-command 


Non-command 



0814000201770400 

16.105 

0804000700664800 

18.993 


0813000201679500 

2.907 

0814000101767100 

10.214 

0804000600651200 

22.182 

0813000201679600 

19.874 

0813000401709700 

3.313 



Mohanpura 

0813000401707300 

5.417 

Fresh 

Molyasi 

0813000301690000 

8.988 

Fresh 

Mordoonga 

0813000301695600 

18.983 

Fresh 

Mukandpura 

0813000301698100 

5.191 

Fresh 

Mundwara 

0813000301698500 

23.313 

Fresh 

Murdakiya 

0804000700666200 

16.459 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 




0813000301698200 

13.269 

Fresh 

0813000201681400 

3.015 

Fresh 

0813000401710600 

8.144 

Fresh 




0813000301690500 

13.965 

Fresh 

0813000201677000 

12.728 

Fresh 

0813000201683000 

7.235 

Fresh 

0814000101759500 

1.517 

Fresh 

0813000201678800 

16.883 

Fresh 

0813000401707900 

7.457 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Saline Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

0.324 

Non-command 

Younger Alluvium 

4.083 

Non-command 

Older Alluvium 

5.151 

Non-command 

Older Alluvium 

6.242 

Non-command 

Older Alluvium 

4.606 

Non-command 

Older Alluvium 

0.460 

Non-command 

Younger Alluvium 

7.280 

Non-command 

Phyllite & Schist 

0.652 

Non-command 

Vindhyan Sandstone 

8.737 

Non-command 

Older Alluvium 

4.640 

Non-command 

Phyllite & Schist 

32.302 

Non-command 

Older Alluvium 

1.828 

Non-command 

Older Alluvium 

1.729 

Non-command 

Older Alluvium 

9.775 

Non-command 

Older Alluvium 

8.625 

Non-command 

Older Alluvium 

1.414 

Non-command 

Quartzite 

3.555 

Non-command 

Older Alluvium 

8.543 

Non-command 

Vindhyan Sandstone 

4.087 

Non-command 

Older Alluvium 

21.717 

Non-command 

Younger Alluvium 

5.264 

Non-command 

Older Alluvium 

1.355 

Non-command 

Phyllite & Schist 

2.010 

Non-command 

Phyllite & Schist 

1.526 

Non-command 

Phyllite & Schist 

0.863 

Non-command 

Older Alluvium 

4.819 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Phyllite & Schist 

18.992 

Non-command 

Older Alluvium 

2.907 

Non-command 

Phyllite & Schist 

10.214 

Non-command 

Older Alluvium 

10.656 

Non-command 

Older Alluvium 

19.874 

Non-command 

Older Alluvium 

1.768 

Non-command 

Quartzite 

1.544 

Non-command 

Quartzite 

4.739 

Non-command 

Older Alluvium 

8.988 

Non-command 

Older Alluvium 

0.614 

Non-command 

Older Alluvium 

5.191 

Non-command 

Older Alluvium 

23.313 

Non-command 

Phyllite & Schist 

10.965 

Non-command 

Younger Alluvium 

5.494 

Non-command 

Older Alluvium 

13.269 

Non-command 

Older Alluvium 

3.015 

Non-command 

Older Alluvium 

6.908 

Non-command 

Quartzite 

1.236 

Non-command 

Older Alluvium 

13.965 

Non-command 

Older Alluvium 

12.725 

Non-command 

Older Alluvium 

7.235 

Non-command 

Vindhyan Sandstone 

1.517 

Non-command 

Older Alluvium 

16.883 

Non-command 

Quartzite 

6.048 

Non-command 

Older Alluvium 

0.008 

Non-command 

Quartzite 

1.180 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

30,000 

20,000 

120 

70,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

90,000 

60,000 

110 

90,000 

70,000 

110 

130,000 

110,000 

120 

80,000 

60,000 

120 

30,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

40,000 

120 

70,000 

50,000 

110 

130,000 

110,000 

120 

50,000 

30,000 

120 

70,000 

40,000 

110 

150,000 

110,000 

110 

90,000 

70,000 

120 

70,000 

50,000 

120 

30,000 

20,000 

110 

200,000 

150,000 

120 

70,000 

50,000 

120 

30,000 

20,000 

120 

50,000 

30,000 

110 

90,000 

70,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

50,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

30,000 

20,000 

120 

90,000 

60,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

110 

130,000 

110,000 

120 

50,000 

30,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

30,000 

20,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.006 

0.031 

0.002 

0.009 

0.116 

0.116 



0.130 

0.358 

0.036 

0.074 

0.014 

0.032 

0.086 

0.122 

0.120 

0.271 

0.012 

0.020 

0.252 

0.470 

0.690 

1.051 

























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 



Neemri Bidawatan 


Neemri Charnan 


Netarwas 


Nimbi Jodhan 


Norangsar 


Nyama 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


0804000700662600 


0804000700662100 


0813000301694000 


0814000101758200 


0804000700665800 


(5) 


4.939 Saline 


4.663 Saline 


Fresh 


61.230 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0804000700667000 


19.248 Fresh Non-command 


Saline Non-command 



Odeet 

0814000101758500 

29.245 

Fresh 

Ola Ki Dhani 

0813000301696400 

3.575 

Fresh 

Padampura 

0814000101760100 

4.876 

Fresh 

Palasara 

0813000301703400 

3.407 

Fresh 

Palsana 

0813000401710800 

42.262 

Fresh 

Palthana 

0813000301687700 

13.158 

Fresh 

Palwas 

0813000301690600 

9.902 

Fresh 

Pandorai 

0814000201770200 

14.921 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Pardoli Bari 

0813000301689500 

6.542 

Fresh 

Pardoli Chhoti 

0813000301689400 

5.541 

Fresh 

Parihara 

0804000600649800 

30.560 

Saline 


Patoda 


Peepakuri 


Pewa 


Phagalwa 


Phirwasi 


8.792 Saline Non-command 




0813000201679900 

9.690 

0814000101762200 

4.687 


0813000301698000 

16.042 

0813000301689700 

14.977 

0814000101767300 

19.798 



Poonani 

0813000201677100 

4.258 

Fresh 

Poora Ki Dhani 

0813000301691100 

4.058 

Fresh 

Prithvipura 

0813000401710200 

1.881 

Fresh 


17.326 Saline Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


30.452 Non-command 


Non-command 


Non-command 


Non-command 




Puran Bari 

0813000301698400 

10.648 

Fresh 

Puran Chhoti 

0813000301698300 

7.674 

Fresh 

Purohit Ka Bas 

0813000301701200 

9.058 

Fresh 


Non-command 


Non-command 


Non-command 


Radha Kishanpura (Rural) 

0813000301692800 

6.303 

Fresh 

Raghunathpura 

0813000401712200 

5.404 

Fresh 


Raipura 


Raiwasa 


Non-command 


Non-command 



0813000401711600 

6.387 

0813000401708100 

23.687 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

4.939 

Non-command 

Phyllite & Schist 

4.663 

Non-command 

Older Alluvium 

7.030 

Non-command 

Vindhyan Sandstone 

9.831 

Non-command 

Phyllite & Schist 

8.765 

Non-command 

Younger Alluvium 

0.226 

Non-command 

Older Alluvium 

2.991 

Non-command 

Older Alluvium 

7.319 

Non-command 

Younger Alluvium 

1.171 

Non-command 

Vindhyan Sandstone 

7.564 

Non-command 

Older Alluvium 

3.575 

Non-command 

Vindhyan Sandstone 

4.876 

Non-command 

Older Alluvium 

2.825 

Non-command 

Older Alluvium 

8.087 

Non-command 

Older Alluvium 

5.084 

Non-command 

Older Alluvium 

9.902 

Non-command 

Older Alluvium 

11.606 

Non-command 

Phyllite & Schist 

2.818 

Non-command 

Older Alluvium 

6.542 

Non-command 

Older Alluvium 

5.541 

Non-command 

Older Alluvium 

11.768 

Non-command 

Phyllite & Schist 

14.975 

Non-command 

Older Alluvium 

2.206 

Non-command 

Phyllite & Schist 

6.585 

Non-command 

Phyllite & Schist 

17.320 

Non-command 

Younger Alluvium 

0.006 

Non-command 

Older Alluvium 

9.690 

Non-command 

Phyllite & Schist 

1.116 

Non-command 

Phyllite & Schist 

3.571 

Non-command 

Older Alluvium 

16.042 

Non-command 

Older Alluvium 

14.977 

Non-command 

Older Alluvium 

7.506 

Non-command 

Phyllite & Schist 

12.292 

Non-command 

Older Alluvium 

19.288 

Non-command 

Quartzite 

0.035 

Non-command 

Older Alluvium 

4.256 

Non-command 

Older Alluvium 

4.058 

Non-command 

Older Alluvium 

1.725 

Non-command 

Quartzite 

0.156 

Non-command 

Older Alluvium 

10.648 

Non-command 

Older Alluvium 

7.674 

Non-command 

Older Alluvium 

5.852 

Non-command 

Quartzite 

1.882 

Non-command 

Older Alluvium 

6.303 

Non-command 

Older Alluvium 

4.867 

Non-command 

Quartzite 

0.536 

Non-command 

Phyllite & Schist 

1.072 

Non-command 

Phyllite & Schist 

5.110 

Non-command 

Older Alluvium 

6.387 

Non-command 

Older Alluvium 

17.822 

Non-command 

Quartzite 

0.029 

Non-command 

Older Alluvium 

1.664 

Non-command 

Quartzite 

1.404 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

70,000 

50,000 

110 

130,000 

110,000 

120 

30,000 

20,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

90,000 

60,000 

110 

130,000 

110,000 

120 

70,000 

50,000 

110 

130,000 

110,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

110 

200,000 

150,000 

110 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

20,000 

120 

90,000 

60,000 

120 

50,000 

30,000 

110 

90,000 

70,000 

110 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

110 

150,000 

110,000 

110 

90,000 

70,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

50,000 

40,000 

110 

90,000 

70,000 

110 

60,000 

40,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

30,000 

20,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Ralawata 


Rambaxpura 


Ramnagar 


Rampur 


Rampura 


Ramsinghpura 


Randhisar 


Ranoli 


Ranwan Ki Dhani 


Raseedpura 


Ratheel 


Reengan 


Reta 


Rewaron Ka Bas 


Rewasi 


Ridmalas 


Rodoo 


Roopgarh 


Rooppura 


Royal 


Rukhasar 


Rulyana Mali 


Rulyana Patti 


Rulyani 


Sabalpura (Rural) 


Sakrai 


Salasar 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


7.912 Saline Non-command 



8.490 Saline Non-command 


0804000700662000 

5.052 

Saline 

0813000301702700 

5.694 

Fresh 


Non-command 


Non-command 



0813000401705000 

13.291 

Fresh 

0813000401707700 

5.911 

Fresh 

0813000301696600 

2.050 

Fresh 

0813000201680900 

4.203 

Fresh 

0804000700661800 

8.664 

Saline 

0813000301693600 

4.547 

Fresh 

0813000401707100 

1.450 

Fresh 

0814000101766600 

5.701 

Fresh 

0813000201680500 

4.780 

Fresh 

0804000700656900 

18.938 

Saline 

0813000401709100 

7.052 

Fresh 

0804000700663700 

4.130 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0813000301687600 

8.890 

0814000101766100 

11.793 

0814000101762300 

15.044 


0813000401712800 

17.115 

0814000101762100 

6.731 


0813000301695000 

6.188 

0814000101761400 

5.282 

0814000101762400 

42.939 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 




0813000401706500 

11.661 

Fresh 

0813000301694400 

3.119 

Fresh 

0813000401712600 

8.446 

Fresh 


Non-command 


Non-command 


Non-command 



0813000501728500 

4.747 

Fresh 

0804000600651300 

6.168 

Saline 

0813000201683600 

8.977 

Fresh 

0813000201682800 

3.852 

Fresh 

0813000201682400 

16.734 

Fresh 

0813000301691200 

6.982 

Fresh 

0813000301702200 

9.423 

Fresh 

0804000700667400 

10.395 

Fresh 



Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Sami 

0813000401705200 

7.392 

Fresh 

Samrathpura (Rural) 

0813000301692700 

3.958 

Fresh 

Sandan 

0804000700666800 

15.022 

Saline 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.020 

Non-command 

Phyllite & Schist 

0.972 

Non-command 

Younger Alluvium 

6.920 

Non-command 

Older Alluvium 

6.255 

Non-command 

Phyllite & Schist 

1.653 

Non-command 

Younger Alluvium 

0.145 

Non-command 

Phyllite & Schist 

5.052 

Non-command 

Older Alluvium 

1.268 

Non-command 

Quartzite 

4.425 

Non-command 

Older Alluvium 

11.313 

Non-command 

Quartzite 

5.140 

Non-command 

Older Alluvium 

2.050 

Non-command 

Older Alluvium 

4.203 

Non-command 

Phyllite & Schist 

8.664 

Non-command 

Older Alluvium 

4.547 

Non-command 

Quartzite 

1.433 

Non-command 

Phyllite & Schist 

5.701 

Non-command 

Older Alluvium 

4.780 

Non-command 

Phyllite & Schist 

16.497 

Non-command 

Older Alluvium 

7.052 

Non-command 

Phyllite & Schist 

0.303 

Non-command 

Younger Alluvium 

3.828 

Non-command 

Older Alluvium 

8.890 

Non-command 

Older Alluvium 

8.173 

Non-command 

Phyllite & Schist 

1.832 

Non-command 

Phyllite & Schist 

13.211 

Non-command 

Quartzite 

17.115 

Non-command 

Phyllite & Schist 

5.584 

Non-command 

Phyllite & Schist 

1.147 

Non-command 

Older Alluvium 

6.188 

Non-command 

Phyllite & Schist 

5.282 

Non-command 

Older Alluvium 

11.580 

Non-command 

Phyllite & Schist 

20.730 

Non-command 

Older Alluvium 

6.447 

Non-command 

Phyllite & Schist 

4.182 

Non-command 

Quartzite 

9.886 

Non-command 

Older Alluvium 

3.119 

Non-command 

Older Alluvium 

0.659 

Non-command 

Quartzite 

7.387 

Non-command 

Quartzite 

0.011 

Non-command 

Older Alluvium 

4.608 

Non-command 

Older Alluvium 

8.977 

Non-command 

Older Alluvium 

3.852 

Non-command 

Older Alluvium 

16.734 

Non-command 

Older Alluvium 

6.982 

Non-command 

Quartzite 

0.075 

Non-command 

Younger Alluvium 

4.469 

Non-command 

Phyllite & Schist 

2.991 

Non-command 

Younger Alluvium 

2.934 

Non-command 

Older Alluvium 

2.657 

Non-command 

Older Alluvium 

3.958 

Non-command 

Older Alluvium 

0.250 

Non-command 

Younger Alluvium 

4.565 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

30,000 

120 

30,000 

20,000 

120 

90,000 

60,000 

120 

50,000 

30,000 

120 

30,000 

20,000 

120 

90,000 

60,000 

120 

30,000 

20,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

50,000 

40,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

30,000 

20,000 

120 

70,000 

50,000 

120 

50,000 

40,000 

110 

90,000 

70,000 

120 

50,000 

30,000 

120 

30,000 

20,000 

120 

80,000 

60,000 

120 

30,000 

20,000 

120 

90,000 

60,000 

120 

70,000 

50,000 

110 

150,000 

110,000 

110 

90,000 

70,000 

110 

60,000 

40,000 

120 

50,000 

40,000 

110 

90,000 

70,000 

110 

60,000 

40,000 

120 

70,000 

50,000 

110 

60,000 

40,000 

110 

150,000 

110,000 

110 

90,000 

70,000 

110 

100,000 

90,000 

110 

60,000 

40,000 

120 

50,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

130,000 

110,000 

120 

30,000 

20,000 

120 

90,000 

60,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

90,000 

60,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 



0.004 

0.004 

0.184 

0.292 

0.140 

0.356 

0.338 

0.650 

0.756 

1.252 





































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


(2) 

(3) 

(4) 

(5) 

Sangarwa 

0813000401708900 

6.749 

Fresh 

Santoshpura 

0813000301693700 

3.646 

Fresh 

Sanwaloda Dhaylan 

0813000301687300 

10.137 

Fresh 

Sanwaloda Ladkhani 

0813000301687400 

7.293 

Fresh 

Sanwaloda Purohitan 

0813000301687200 

15.929 

Fresh 

Sanwatiya 

0804000600650100 

5.173 

Saline 

Sanwrad 

0814000101765800 

17.560 

Fresh 


Sarothiya 


Sarwari 


Sawaipura 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0814000101762800 


19.385 Fresh 


Saline 


0804000700660700 

20.859 

0813000301697700 

12.206 

0813000401712300 

9.494 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Seetsar 


Sesam 


Sewa 


Sewad Bari 


Sewad Chhoti 


Sewdara 


Shahpura 


Shastrinagar 


Sheeshyoo 


Sherpura 


Shimla 


Shivsinghpura 


Shobhasar 


Shyamgarh 


Shyampura 


Sola 


Soorwas 


Sotya Ka Bas 


Suhagpura 


Sujangarh (M) 


Sujangarh (Rural) 


Sujanpura 


Sujawas 


Sunari 


0804000600651900 

6.704 

0813000401705100 

8.755 

0813000301689600 

9.335 

0813000301689800 

8.265 

0813000301694500 

8.189 

0813000201682000 

11.940 

0813000301695400 

21.025 

0813000301688900 

1.693 

0813000401709500 

17.580 

0813000401708200 

2.485 

0814000101765600 

10.208 

0813000301692400 

2.244 

0804000700667200 

26.057 


0813000301702400 

10.256 

0813000301690800 

7.254 

0813000401708600 

12.559 



7.413 Fresh 


0813000201679400 

22.620 

0804000700661300 

12.202 

0813000301694800 

2.795 

0813000501725000 

2.750 

0804000740411000 

60.282 



0804000700661600 

1.425 

0813000301695800 

6.526 

0813000401708300 

6.316 

0814000101758800 

8.337 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Sigdola Bara 

0813000201683800 

6.981 

Fresh 

Sigdola Chhota 

0813000201683700 

6.229 

Fresh 

Sihot Bari 

0813000301694900 

9.885 

Fresh 

Sihot Chhoti 

0813000301690900 

14.576 

Fresh 

Sikar (M CI+ OG) 

0813000341304000 

28.824 

Fresh 

Singhasan 

0813000301692000 

7.261 

Fresh 

Sob 

0813000301703300 

15.901 

Fresh 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

5.243 

Non-command 

Older Alluvium 

3.646 

Non-command 

Older Alluvium 

10.137 

Non-command 

Older Alluvium 

7.293 

Non-command 

Older Alluvium 

15.929 

Non-command 

Older Alluvium 

2.417 

Non-command 

Older Alluvium 

0.094 

Non-command 

Phyllite & Schist 

2.334 

Non-command 

Phyllite & Schist 

14.769 

Non-command 

Phyllite & Schist 

4.616 

Non-command 

Phyllite & Schist 

11.914 

Non-command 

Older Alluvium 

3.760 

Non-command 

Older Alluvium 

7.773 

Non-command 

Quartzite 

1.721 

Non-command 

Older Alluvium 

6.704 

Non-command 

Older Alluvium 

0.357 

Non-command 

Older Alluvium 

9.335 

Non-command 

Older Alluvium 

8.265 

Non-command 

Older Alluvium 

8.189 

Non-command 

Older Alluvium 

11.940 

Non-command 

Older Alluvium 

21.025 

Non-command 

Older Alluvium 

1.693 

Non-command 

Older Alluvium 

17.580 

Non-command 

Older Alluvium 

2.485 

Non-command 

Phyllite & Schist 

0.164 

Non-command 

Older Alluvium 

2.244 

Non-command 

Younger Alluvium 

0.873 

Non-command 

Younger Alluvium 

25.183 

Non-command 

Quartzite 

8.162 

Non-command 

Older Alluvium 

7.254 

Non-command 

Older Alluvium 

9.004 

Non-command 

Quartzite 

3.555 

Non-command 

Phyllite & Schist 

5.692 

Non-command 

Vindhyan Sandstone 

1.720 

Non-command 

Older Alluvium 

6.981 

Non-command 

Older Alluvium 

6.229 

Non-command 

Older Alluvium 

9.885 

Non-command 

Older Alluvium 

14.576 

Non-command 

Older Alluvium 

28.824 

Non-command 

Older Alluvium 

2.472 

Non-command 

Older Alluvium 

7.307 

Non-command 

Quartzite 

2.734 

Non-command 

Older Alluvium 

22.620 

Non-command 

Phyllite & Schist 

12.122 

Non-command 

Older Alluvium 

2.795 

Non-command 

Quartzite 

0.380 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Phyllite & Schist 

60.282 

Non-command 

Phyllite & Schist 

1.415 

Non-command 

Older Alluvium 

4.036 

Non-command 

Older Alluvium 

6.316 

Non-command 

Phyllite & Schist 

8.100 

Non-command 

Vindhyan Sandstone 

0.237 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

110 

150,000 

110,000 

110 

90,000 

70,000 

110 

90,000 

70,000 

110 

60,000 

40,000 

120 

30,000 

20,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

40,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

110 

90,000 

70,000 

120 

80,000 

60,000 

120 

130,000 

110,000 

120 

90,000 

60,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

110 

90,000 

70,000 

110 

130,000 

110,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

20,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

30,000 

20,000 

120 

30,000 

20,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

110 

90,000 

70,000 

110 

130,000 

110,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.295 


0.066 


0.252 


0.210 


0.516 




0.198 

0.349 

0.005 

0.005 

- 

- 

0.007 

0.007 

0.002 

0.002 

0.240 

0.332 

0.014 

0.062 
























































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 



16005033 


Tada 


Tajsar Karnawatan 


Tajsar Khejdoliyan 


Tambakhoopura 


Tanwara 


Tatanwa 


Tehat 


Tharda 


Tilokpura 


Tiloti 


Tirwa 


Todi Madhopura 


Tuli Ka Charanbas 


Tulsirampura 


Tunwa 


Turkasiya 


Udaipura 


Udasar 


Udrasar 


Vijaipura 


Vishwanathpura 


Akal Ka Tala 


Bharewala 




0804000700662800 


0813000301690700 


0813000301690100 


0813000401708000 


4.872 Saline 


4.703 Fresh 


7.084 Fresh 


3.769 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



0814000101761100 


0813000301696200 


0813000401706800 


0804000700664700 


0813000401709200 


0814000101761900 


15.023 Fresh 


Saline 


8.624 Fresh 


11.131 Fresh 


7.099 Fresh 


Saline 


5.796 Fresh 


8.454 Fresh 


Saline 


10.588 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0813000201682300 


0813000301703700 


2.992 Fresh 


6.867 Fresh 


Non-command 


Non-command 



0813000401706400 


0813000401715200 


0813000201681000 


0813000201680400 


0813000401707200 


0804000700657100 


0814000101761800 


0813000201683500 


0814000101759000 


0816000202046400 



0816000102022900 


0816000202047700 


0816000202045400 



2.796 Fresh 


4.332 Fresh 


6.744 Fresh 


2.924 Fresh 


4.218 Fresh 


2.934 Saline 


7.356 Fresh 


Saline 


11.179 Fresh 


2.904 Fresh 


116.089 Saline 


115.603 Saline 


703.610 Saline 


111.292 Saline 


213.769 Saline 


97.514 Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

12.427 

Non-command 

Older Alluvium 

14.277 

Non-command 

Younger Alluvium 

0.071 

Non-command 

Older Alluvium 

3.085 

Non-command 

Phyllite & Schist 

0.597 

Non-command 

Phyllite & Schist 

4.872 

Non-command 

Older Alluvium 

4.703 

Non-command 

Older Alluvium 

7.084 

Non-command 

Older Alluvium 

0.474 

Non-command 

Quartzite 

0.373 

Non-command 

Older Alluvium 

1.863 

Non-command 

Quartzite 

0.754 

Non-command 

Phyllite & Schist 

5.499 

Non-command 

Phyllite & Schist 

9.524 

Non-command 

Older Alluvium 

8.624 

Non-command 

Quartzite 

9.224 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Phyllite & Schist 

7.098 

Non-command 

Older Alluvium 

5.796 

Non-command 

Phyllite & Schist 

3.680 

Non-command 

Phyllite & Schist 

4.775 

Non-command 

Older Alluvium 

5.532 

Non-command 

Younger Alluvium 

5.056 

Non-command 

Older Alluvium 

9.098 

Non-command 

Younger Alluvium 

1.799 

Non-command 

Older Alluvium 

2.992 

Non-command 

Older Alluvium 

3.590 

Non-command 

Quartzite 

3.148 

Non-command 

Older Alluvium 

0.588 

Non-command 

Younger Alluvium 

11.184 

Non-command 

Quartzite 

0.422 

Non-command 

Older Alluvium 

3.252 

Non-command 

Quartzite 

0.247 

Non-command 

Older Alluvium 

6.744 

Non-command 

Older Alluvium 

2.924 

Non-command 

Quartzite 

3.994 

Non-command 

Phyllite & Schist 

2.704 

Non-command 

Phyllite & Schist 

2.789 

Non-command 

Phyllite & Schist 

4.567 

Non-command 

Older Alluvium 

11.179 

Non-command 

Vindhyan Sandstone 

2.904 


Sub Basin: Sub 5 


IGNP Canal System Stage II 

Command 

Younger Alluvium 

4.920 

Non-command 

Non-command 

Younger Alluvium 

0.114 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

12.493 

Non-command 

Non-command 

Younger Alluvium 

13.566 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

7.225 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

2.663 

Non-command 

Non-command 

Younger Alluvium 

0.482 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

142.500 

Non-command 

Non-command 

Younger Alluvium 

0.000 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.387 

Non-command 

Non-command 

Younger Alluvium 

42.144 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

40,000 

120 

50,000 

30,000 

120 

40,000 

20,000 

120 

30,000 

20,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

30,000 

20,000 

110 

90,000 

70,000 

110 

60,000 

40,000 

120 

70,000 

50,000 

120 

50,000 

40,000 

120 

70,000 

50,000 

120 

30,000 

20,000 

120 

80,000 

60,000 

110 

90,000 

70,000 

110 

60,000 

40,000 

120 

50,000 

30,000 

120 

70,000 

40,000 

120 

50,000 

30,000 

120 

70,000 

40,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

90,000 

60,000 

120 

50,000 

40,000 

120 

70,000 

50,000 

120 

50,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

40,000 

120 

30,000 

20,000 

110 

90,000 

70,000 

110 

60,000 

40,000 

120 

50,000 

30,000 

110 

130,000 

110,000 


120 

200,000 

200,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

200,000 

200,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.263 


0.130 








































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



16005034 


Dadoorewala 


Ghantiyali 


Hariyar 


Malasar 


Mohangarh 


Moharonwala 


Nachna 


Raichandwala 


Rehrund 


Satyaya 


Shekhon Ka Tala 


Ajeri 


Amarpura 


Anopnagar 


Askandra 


Balana 


Baroo 


0816000202045200 


0816000202047000 


0816000202046900 


0816000202045600 


0816000102023000 


0816000202045500 


0816000202046500 


0816000202047100 


0816000202046800 


0816000102023200 


0815000101908200 


Zone Type of Area (Command / 
(Fresh / command) 

Saline) 



Khariya 

0816000202046700 

65.690 

Saline 

Madasar 

0816000202047600 

69.803 

Saline 





176.462 Fresh 


Saline 


0816000202045700 

92.796 

0816000102023100 

131.150 


176.364 Fresh 



0815000101907900 

35.745 

0815000101909800 

12.522 

0815000101909900 

11.491 

0816000202048400 

116.675 



IGNP Canal System Stage 


IGNP Canal System Stage 


IGNP Canal System Stage 


Non-command 


IGNP Canal System Stage 


IGNP Canal System Stage 


IGNP Canal System Stage 


Non-command 


IGNP Canal System Stage 


Non-command 


IGNP Canal System Stage 


Non-command 


IGNP Canal System Stage 


IGNP Canal System Stage 


IGNP Canal System Stage 


Non-command 


IGNP Canal System Stage 


IGNP Canal System Stage 


Non-command 


IGNP Canal System Stage 


Non-command 


IGNP Canal System Stage 


Non-command 


IGNP Canal System Stage 


IGNP Canal System Stage 


IGNP Canal System Stage 


IGNP Canal System Stage 


IGNP Canal System Stage 


Non-command 


Non-command 


IGNP Canal System Stage 


Non-command 


Saline IGNP Canal System Stage 


Non-command 


115.603 Fresh IGNP Canal System Stage 


Saline IGNP Canal System Stage 


Non-command 


271.411 Saline IGNP Canal System Stage 


Non-command 


111.871 Fresh IGNP Canal System Stage 



Saline 


255.769 Saline 


120.576 Fresh 


Saline 




Bhadariya 


0816000202047300 


Non-command 


Saline IGNP Canal System Stage 


29.275 Fresh IGNP Canal System Stage 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Command 

Younger Alluvium 

0.001 

Command 

Younger Alluvium 

154.516 

Command 

Tertiary Sandstone 

50.902 

Non-command 

Tertiary Sandstone 

0.513 

Command 

Tertiary Sandstone 

117.863 

Command 

Younger Alluvium 

118.072 

Command 

Younger Alluvium 

65.690 

Command 

Younger Alluvium 

0.067 

Non-command 

Younger Alluvium 

1.886 

Command 

Younger Alluvium 

24.300 

Non-command 

Younger Alluvium 

10.488 

Command 

Tertiary Sandstone 

22.846 

Non-command 

Tertiary Sandstone 

4.614 

Command 

Younger Alluvium 

29.858 

Command 

Younger Alluvium 

0.011 

Command 

Tertiary Sandstone 

4.480 

Command 

Younger Alluvium 

247.987 

Non-command 

Younger Alluvium 

25.182 

Command 

Younger Alluvium 

0.473 

Command 

Younger Alluvium 

151.388 

Non-command 

Younger Alluvium 

6.819 

Command 

Tertiary Sandstone 

81.109 

Non-command 

Tertiary Sandstone 

17.321 

Command 

Younger Alluvium 

0.117 

Non-command 

Younger Alluvium 

0.007 

Command 

Younger Alluvium 

176.240 

Command 

Tertiary Sandstone 

26.254 

Command 

Younger Alluvium 

3.201 

Command 

Younger Alluvium 

3.441 

Command 

Younger Alluvium 

101.313 

Command 

Vindhyan Sandstone 

31.908 

Non-command 

Bilara Limestone 

2.615 

Non-command 

Bilara Limestone 

1.860 

Command 

Tertiary Sandstone 

13.508 

Command 

Vindhyan Sandstone 

33.202 

Non-command 

Tertiary Sandstone 

9.013 

Command 

Tertiary Sandstone 

44.468 

Command 

Vindhyan Sandstone 

0.047 

Non-command 

Tertiary Sandstone 

8.995 

Command 

Vindhyan Sandstone 

0.569 

Command 

Younger Alluvium 

0.216 

Command 

Vindhyan Sandstone 

13.061 

Command 

Younger Alluvium 

40.718 

Non-command 

Vindhyan Sandstone 

20.290 

Non-command 

Younger Alluvium 

14.690 

Command 

Tertiary Sandstone 

0.963 

Non-command 

Tertiary Sandstone 

0.001 

Command 

Bilara Limestone 

89.096 

Command 

Vindhyan Sandstone 

12.648 

Non-command 

Vindhyan Sandstone 

0.575 

Command 

Bilara Limestone 

9.551 

Command 

Tertiary Sandstone 

5.035 

Command 

Vindhyan Sandstone 

6.528 


with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

300,000 

250,000 

120 

200,000 

200,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

200,000 

200,000 

120 

300,000 

250,000 

120 

100,000 

80,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

300,000 

250,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

120 

200,000 

200,000 

120 

100,000 

80,000 

120 

200,000 

200,000 

120 

300,000 

250,000 

120 

200,000 

200,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

200,000 

130,000 

120 

120,000 

100,000 

120 

200,000 

130,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

300,000 

250,000 

120 

90,000 

70,000 

120 

200,000 

200,000 

120 

90,000 

70,000 

120 

200,000 

200,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

200,000 

130,000 

120 

120,000 

100,000 






















































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 



Ghantiyali 


Jesari 



Keroo 


Khakhuri 


Khetusar 



Saline IGNP Canal System Stage I 


Non-command 


117.820 Fresh IGNP Canal System Stage I 


Saline IGNP Canal System Stage I 


Non-command 



Saline Non-command 


97.514 Saline IGNP Canal System Stage I 


Non-command 


74.160 Fresh IGNP Canal System Stage I 


Non-command 


Saline IGNP Canal System Stage I 


103.197 Fresh IGNP Canal System Stage I 



Saline IGNP Canal System Stage I 


Non-command 


184.306 Fresh IGNP Canal System Stage I 


Non-command 


Saline IGNP Canal System Stage I 


Non-command 


Durgani 

0815000101910400 

38.557 

Fresh 

Durjani 

0815000101908000 

77.741 

Fresh 




0816000202047000 


0815000101908400 


Non-command 


Saline IGNP Canal System Stage I 


Non-command 


162.219 Saline IGNP Canal System Stage I 


Non-command 


88.305 Fresh Non-command 



Jharasar 

0815000101910500 

29.925 

Fresh 

Jodhani @ Tepoo 

0815000101910200 

29.853 

Fresh 

Kanasi Moti 

0815000101910300 

9.496 

Fresh 


0816000102023400 

155.817 

Saline 

0815000101909700 

36.059 

Fresh 



0815000101908700 


Non-command 


27.012 Fresh IGNP Canal System Stage I 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

0.610 

Non-command 

Tertiary Sandstone 

12.184 

Non-command 

Vindhyan Sandstone 

0.023 

Non-command 

Younger Alluvium 

0.088 

Command 

Vindhyan Sandstone 

1.957 

Command 

Younger Alluvium 

0.812 

Non-command 

Tertiary Sandstone 

2.037 

Command 

Vindhyan Sandstone 

29.528 

Command 

Vindhyan Sandstone 

63.062 

Non-command 

Vindhyan Sandstone 

14.711 

Non-command 

Vindhyan Sandstone 

0.001 

Non-command 

Bilara Limestone 

5.170 

Non-command 

Vindhyan Sandstone 

18.586 

Non-command 

Bilara Limestone 

1.983 

Non-command 

Vindhyan Sandstone 

4.685 

Command 

Vindhyan Sandstone 

10.963 

Command 

Younger Alluvium 

0.001 

Non-command 

Vindhyan Sandstone 

0.849 

Non-command 

Younger Alluvium 

1.468 

Command 

Bilara Limestone 

31.933 

Non-command 

Bilara Limestone 

0.015 

Command 

Bilara Limestone 

0.013 

Command 

Bilara Limestone 

12.989 

Command 

Vindhyan Sandstone 

0.686 

Non-command 

Bilara Limestone 

42.723 

Non-command 

Vindhyan Sandstone 

8.135 

Command 

Bilara Limestone 

21.611 

Non-command 

Bilara Limestone 

17.053 

Command 

Vindhyan Sandstone 

12.658 

Non-command 

Bilara Limestone 

0.812 

Non-command 

Vindhyan Sandstone 

26.604 

Command 

Tertiary Sandstone 

2.452 

Command 

Vindhyan Sandstone 

0.617 

Non-command 

Tertiary Sandstone 

0.797 

Non-command 

Vindhyan Sandstone 

7.565 

Non-command 

Bilara Limestone 

34.729 

Command 

Bilara Limestone 

61.031 

Command 

Vindhyan Sandstone 

16.190 

Non-command 

Bilara Limestone 

0.032 

Command 

Bilara Limestone 

0.078 

Non-command 

Bilara Limestone 

0.229 

Command 

Tertiary Sandstone 

48.249 

Non-command 

Tertiary Sandstone 

11.577 

Non-command 

Bilara Limestone 

38.457 

Non-command 

Vindhyan Sandstone 

42.567 

Non-command 

Bilara Limestone 

6.389 

Non-command 

Bilara Limestone 

29.853 

Non-command 

Bilara Limestone 

8.710 

Non-command 

Vindhyan Sandstone 

0.786 

Non-command 

Jurassic Sandstone 

0.264 

Command 

Bilara Limestone 

10.499 

Non-command 

Bilara Limestone 

0.156 

Command 

Bilara Limestone 

7.579 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

300,000 

250,000 

120 

200,000 

130,000 

120 

120,000 

100,000 

120 

300,000 

250,000 

120 

90,000 

70,000 

120 

200,000 

200,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

300,000 

300,000 

120 

250,000 

250,000 

120 

200,000 

200,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

200,000 

200,000 

120 

90,000 

70,000 

120 

200,000 

200,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

70,000 

50,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

200,000 

200,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




































































































































































































































































































































































































































































































































































Micro-watershed 


16005035 


Village 

Zone 
(Fresh / 
Saline) 

Type of Area (Command / Non¬ 
command) 

Name 


Census Code 

Area 






sq.km 



(2) 

(3) 

(4) 

(5) 

(6) 



Madpura 


Mashala 


Modkiya 


Noore Ki Burj 


Panche Ka Tala 


Sihra 


Sonalpura 


Tadana 


Arandiyan 


Bala Ka Gol 


Bandhala 


Bari Seer 


0815000101910100 

6.090 

0815000101908300 

42.032 

0815000101910000 

42.806 


Saline 


Fresh 


Fresh 


Fresh 


Saline 


391.492 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 



161.163 Fresh 


Saline 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


0815000101908900 

12.635 

Fresh 

IGNP Canal System Stage II 

0816000202046600 

176.462 

Fresh 

IGNP Canal System Stage II 


Saline 


25.825 Fresh 


Saline 


124.783 Fresh 



IGNP Canal System Stage I 


Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 



Saline Non-command 


41.761 Fresh IGNP Canal System Stage I 


Non-command 


255.769 Fresh IGNP Canal System Stage I 


Non-command 


Saline IGNP Canal System Stage I 


Non-command 


120.576 Fresh IGNP Canal System Stage I 


Saline IGNP Canal System Stage I 


0815000101914500 

82.215 

0815000101910600 

9.526 

0816000102023300 

166.108 



0815000101916900 


0803000400543800 


0803000500550100 


0815000101911600 


10.287 Fresh Non-command 


6.668 Fresh Non-command 


17.739 Fresh Non-command 


107.075 Fresh IGNP Canal System Stage I 


Saline IGNP Canal System Stage I 



Bhadla 

0803000500554900 

141.407 

Fresh 

Bhane Ka Gaon 

0803000400541200 

30.587 

Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bilara Limestone 

16.500 

Non-command 

Bilara Limestone 

2.934 

Non-command 

Bilara Limestone 

6.090 

Non-command 

Bilara Limestone 

3.912 

Non-command 

Bilara Limestone 

32.402 

Non-command 

Bilara Limestone 

4.048 

Command 

Tertiary Sandstone 

11.818 

Command 

Younger Alluvium 

39.208 

Non-command 

Tertiary Sandstone 

15.487 

Non-command 

Younger Alluvium 

0.236 

Command 

Younger Alluvium 

29.571 

Non-command 

Tertiary Sandstone 

6.966 

Command 

Vindhyan Sandstone 

16.960 

Command 

Vindhyan Sandstone 

10.821 

Command 

Vindhyan Sandstone 

2.334 

Command 

Younger Alluvium 

10.874 

Command 

Younger Alluvium 

13.727 

Non-command 

Vindhyan Sandstone 

0.719 

Non-command 

Vindhyan Sandstone 

1.482 

Command 

Bilara Limestone 

49.230 

Command 

Vindhyan Sandstone 

71.103 

Non-command 

Vindhyan Sandstone 

1.493 

Command 

Vindhyan Sandstone 

1.040 

Non-command 

Vindhyan Sandstone 

1.917 

Non-command 

Bilara Limestone 

8.518 

Non-command 

Vindhyan Sandstone 

3.281 

Non-command 

Bilara Limestone 

0.236 

Non-command 

Vindhyan Sandstone 

1.288 

Command 

Tertiary Sandstone 

11.998 

Command 

Younger Alluvium 

25.835 

Non-command 

Tertiary Sandstone 

3.928 

Command 

Tertiary Sandstone 

17.105 

Command 

Younger Alluvium 

3.117 

Non-command 

Tertiary Sandstone 

12.734 

Command 

Tertiary Sandstone 

54.552 

Command 

Younger Alluvium 

5.265 

Non-command 

Tertiary Sandstone 

129.215 

Command 

Younger Alluvium 

15.629 

Command 

Younger Alluvium 

0.192 

Non-command 

Bilara Limestone 

9.401 

Non-command 

Bilara Limestone 

0.636 

Non-command 

Jurassic Sandstone 

22.032 

Non-command 

Tertiary Sandstone 

72.445 

Non-command 

Vindhyan Sandstone 

4.627 

Non-command 

Vindhyan Sandstone 

6.668 

Non-command 

Vindhyan Sandstone 

8.246 

Command 

Bilara Limestone 

12.362 

Command 

Bilara Limestone 

27.967 

Command 

Older Alluvium 

19.089 

Command 

Vindhyan Sandstone 

20.913 

Non-command 

Vindhyan Sandstone 

109.960 

Non-command 

Tertiary Sandstone 

12.034 

Non-command 

Vindhyan Sandstone 

10.766 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

80,000 

120 

70,000 

50,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

70,000 

50,000 

120 

200,000 

130,000 

120 

300,000 

250,000 

120 

200,000 

130,000 

120 

300,000 

250,000 

120 

200,000 

200,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

300,000 

250,000 

120 

200,000 

200,000 

120 

250,000 

250,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

300,000 

300,000 

120 

250,000 

250,000 

120 

200,000 

200,000 

120 

90,000 

70,000 

120 

200,000 

130,000 

120 

300,000 

250,000 

120 

200,000 

130,000 

120 

200,000 

130,000 

120 

300,000 

250,000 

120 

200,000 

130,000 

120 

100,000 

80,000 

120 

200,000 

200,000 

120 

100,000 

80,000 

120 

300,000 

250,000 

120 

200,000 

200,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

200,000 

200,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

180,000 

110,000 

120 

180,000 

150,000 

120 

90,000 

80,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

180,000 

150,000 

120 

200,000 

120,000 

120 

180,000 

110,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 





















































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 



Bheloo 


Bhom Akhesingh 


Bhom Hemsingh 


Bhom Naharsingh 


Boogdi 


Chak Vijaisinghpura 


Chakhu 


Dasori 


Dawa 


Dhadharwala 


Dharnok 


Dheengsari 


Gadna 


Girajsar 


Govind Nagar 


Gurha 


Hadan 


Hansasar 


Hanuman Nagar 


Hirai Ki Dhani 


Jetugo Ki Dhani 


Jhajhoo 


Kakkoo 


Kalrawa Bera 


Kalyan Singh Seer 


Kansingh Ki Seer 


Kanwlisar 


Khajora 


Khakhoosar 


Khara 


Khara Lohan 


Khariya Malinath 


Khariya Patawatan 


Khariyabas 


Kheendasar 


Khet Bheloo 


Khetolai Mulwan 


Khetolai Shimbhoo 


Khidrat 


Khikhniya Kundaliya 


Khikhniya Patta 


Kisnasar 


Census Code 

Area 

sq.km 

(3) 

(4) 

0803000400545400 

116.761 

0803000400542600 

7.893 

0803000400542700 

11.177 

0803000400542800 

7.779 

0815000101924000 

82.538 

0803000400544400 

17.501 

0815000101916500 

23.770 

0803000400543300 

46.104 

0803000500556500 

61.606 

0815000101917100 

22.846 

0803000500550900 

56.325 

0803000500549900 

73.628 

0815000101911400 

48.634 

0803000400535500 

115.597 

0803000500554500 

11.267 

0815000101911900 

5.041 



0803000400541100 

49.795 

0803000500554700 

54.281 

0803000400545500 

11.597 

0803000400541800 

12.015 

0803000400535300 

12.772 

0803000400539200 

122.543 

0803000500554800 

91.664 

0815000101913200 

30.066 


0815000101912100 


17.071 Fresh 


Saline 



0803000500556800 

24.945 

0803000400545300 

20.285 

0803000400541000 

13.291 

0803000500554600 

13.223 

0803000400545100 

28.381 

0803000400542500 

27.661 

0803000400542200 

32.680 



0803000400542400 

3.333 

0803000400543400 

91.981 

0803000400545600 

4.417 

0803000400540900 

22.594 

0803000400540500 

14.496 

0815000101911700 

72.361 


( 6 ) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System : 


Non-command 


Non-command 


IGNP Canal System : 


IGNP Canal System : 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


0803000400543200 

5.818 

Fresh 

0803000400543100 

10.241 

Fresh 

0803000500549800 

27.335 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Vindhyan Sandstone 

86.271 

Non-command 

Vindhyan Sandstone 

7.893 

Non-command 

Vindhyan Sandstone 

11.177 

Non-command 

Vindhyan Sandstone 

7.779 

Non-command 

Vindhyan Sandstone 

40.230 

Non-command 

Vindhyan Sandstone 

1.052 

Non-command 

Vindhyan Sandstone 

6.401 

Non-command 

Vindhyan Sandstone 

37.490 

Non-command 

Vindhyan Sandstone 

2.585 

Non-command 

Vindhyan Sandstone 

0.052 

Non-command 

Vindhyan Sandstone 

56.325 

Non-command 

Vindhyan Sandstone 

53.791 

Command 

Bilara Limestone 

7.428 

Non-command 

Vindhyan Sandstone 

10.697 

Non-command 

Vindhyan Sandstone 

6.893 

Command 

Bilara Limestone 

4.439 

Command 

Bilara Limestone 

0.602 

Non-command 

Vindhyan Sandstone 

49.795 

Non-command 

Vindhyan Sandstone 

50.650 

Non-command 

Vindhyan Sandstone 

11.597 

Non-command 

Vindhyan Sandstone 

0.094 

Non-command 

Vindhyan Sandstone 

2.763 

Non-command 

Vindhyan Sandstone 

6.349 

Non-command 

Vindhyan Sandstone 

55.374 

Command 

Bilara Limestone 

0.359 

Non-command 

Bilara Limestone 

0.037 

Command 

Bilara Limestone 

8.478 

Command 

Bilara Limestone 

0.051 

Command 

Bilara Limestone 

6.718 

Non-command 

Vindhyan Sandstone 

5.060 

Command 

Bilara Limestone 

51.557 

Command 

Older Alluvium 

3.231 

Command 

Vindhyan Sandstone 

23.454 

Non-command 

Bilara Limestone 

0.200 

Non-command 

Vindhyan Sandstone 

41.130 

Non-command 

Vindhyan Sandstone 

3.081 

Non-command 

Vindhyan Sandstone 

18.710 

Non-command 

Vindhyan Sandstone 

13.291 

Non-command 

Vindhyan Sandstone 

13.223 

Non-command 

Vindhyan Sandstone 

28.381 

Non-command 

Vindhyan Sandstone 

27.661 

Non-command 

Vindhyan Sandstone 

28.421 

Non-command 

Vindhyan Sandstone 

4.259 

Non-command 

Vindhyan Sandstone 

3.333 

Non-command 

Vindhyan Sandstone 

91.981 

Non-command 

Vindhyan Sandstone 

4.417 

Non-command 

Vindhyan Sandstone 

6.205 

Non-command 

Tertiary Sandstone 

0.286 

Command 

Vindhyan Sandstone 

37.653 

Non-command 

Vindhyan Sandstone 

34.707 

Non-command 

Vindhyan Sandstone 

5.818 

Non-command 

Vindhyan Sandstone 

10.241 

Non-command 

Vindhyan Sandstone 

2.665 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

180,000 

110,000 

120 

180,000 

110,000 

120 

180,000 

110,000 

120 

180,000 

110,000 

120 

100,000 

80,000 

120 

180,000 

110,000 

120 

100,000 

80,000 

120 

180,000 

110,000 

120 

180,000 

150,000 

120 

100,000 

80,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

180,000 

150,000 

120 

90,000 

80,000 

120 

70,000 

50,000 

120 

180,000 

110,000 

120 

180,000 

150,000 

120 

180,000 

110,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

180,000 

110,000 

120 

180,000 

150,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

70,000 

50,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

180,000 

150,000 

120 

180,000 

110,000 

120 

180,000 

110,000 

120 

180,000 

150,000 

120 

180,000 

110,000 

120 

180,000 

110,000 

120 

180,000 

110,000 

120 

100,000 

80,000 

120 

180,000 

110,000 

120 

180,000 

110,000 

120 

180,000 

110,000 

120 

180,000 

110,000 

120 

200,000 

120,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

180,000 

110,000 

120 

180,000 

110,000 

120 

180,000 

150,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 






































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


Koodsoo 


Kumbhasar 


Ladkhan @ Nayagaon 


Lambana Bhatiyan 


Lambana Moolwan 


Lohiya 


Lumbasar 


Luna 


Malamsingh Ki Seer 


Matol 


Mayakor 


Meethadiya 


Meghasar 


Miyakor 


Modiya 


Mokha Charnan 


Munjasar 


Mureedsar 


Nandra 


Nathoosar 


Naya Gaon 


Neniya 


Nokhra 


Panchoo 


Ram Nagar 


Raoneri 


Ratriya 


Rohina 


Rora 


Sadhoona 


Saisar 


Saruda 


Satheeka 


Sekhasar 


Seora 


Sharah Adwayat 


Sharah Ekaliya 


Sharah Gageri 


Sharah Kalasar 


Sharah Karnet 


Sharah Kumbholai 


Sharah Lavayat 


Sharah Manaksar 


0803000500551700 


0803000500551300 


0803000400541600 


32.382 Fresh 


15.105 Fresh 


41.059 Fresh 


Non-command 


Non-command 


Non-command 



0803000400543600 


0803000400543700 


0803000400540700 


0803000500551200 


0815000101916800 


0815000101912700 


0815000101912200 


0815000101916400 


0815000101912500 


0815000101912600 


0803000500550500 


0803000400543000 


0803000400542000 


0803000400539000 


0803000500550300 


0803000500550200 


0803000400545200 


0803000500551100 


0815000101912000 


0803000400544200 


0803000400541900 


0803000500551400 


0803000500551600 


0803000400541500 


0803000500550800 


0815000101923900 


0803000500554400 


0803000500555700 


0803000500551000 


0803000500555200 


0803000500550600 


0803000500556700 


0803000400534600 


0803000400543900 


0803000400543500 


0803000400544000 


0803000500550400 


0803000400540600 


0803000400540800 


0803000400544100 


0803000500550700 


13.511 Fresh 


9.243 Fresh 


15.115 Fresh 


Fresh 


42.314 Fresh 


51.251 Fresh 


15.347 Fresh 



19.003 


37.092 


28.542 


16.599 


11.494 


33.662 


21.557 


20.400 


6.824 


38.231 


90.625 


23.653 



24.244 


78.605 


153.283 


12.134 


15.074 


12.403 


76.824 


65.739 


37.861 


30.497 


114.418 


29.533 


16.198 


263.927 


6.500 


8.561 


11.065 


5.839 


6.148 


7.227 


10.567 Fresh 


8.073 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Vindhyan Sandstone 

22.371 

Non-command 

Vindhyan Sandstone 

15.105 

Non-command 

Tertiary Sandstone 

2.083 

Non-command 

Vindhyan Sandstone 

0.136 

Non-command 

Tertiary Sandstone 

5.069 

Non-command 

Vindhyan Sandstone 

9.589 

Non-command 

Vindhyan Sandstone 

13.511 

Non-command 

Vindhyan Sandstone 

9.243 

Non-command 

Tertiary Sandstone 

3.347 

Non-command 

Vindhyan Sandstone 

3.332 

Non-command 

Vindhyan Sandstone 

9.283 

Non-command 

Vindhyan Sandstone 

22.237 

Non-command 

Vindhyan Sandstone 

51.251 

Command 

Bilara Limestone 

11.793 

Non-command 

Bilara Limestone 

0.633 

Non-command 

Vindhyan Sandstone 

12.037 

Non-command 

Vindhyan Sandstone 

37.092 

Non-command 

Vindhyan Sandstone 

28.542 

Non-command 

Vindhyan Sandstone 

16.599 

Non-command 

Vindhyan Sandstone 

11.494 

Non-command 

Vindhyan Sandstone 

0.636 

Non-command 

Vindhyan Sandstone 

33.026 

Non-command 

Vindhyan Sandstone 

1.493 

Non-command 

Vindhyan Sandstone 

13.235 

Non-command 

Vindhyan Sandstone 

6.822 

Non-command 

Vindhyan Sandstone 

38.231 

Non-command 

Vindhyan Sandstone 

90.625 

Command 

Bilara Limestone 

0.836 

Command 

Bilara Limestone 

0.795 

Command 

Older Alluvium 

1.821 

Non-command 

Vindhyan Sandstone 

24.244 

Non-command 

Vindhyan Sandstone 

66.757 

Non-command 

Vindhyan Sandstone 

153.283 

Non-command 

Vindhyan Sandstone 

12.134 

Non-command 

Tertiary Sandstone 

0.037 

Non-command 

Vindhyan Sandstone 

12.403 

Non-command 

Vindhyan Sandstone 

3.913 

Non-command 

Vindhyan Sandstone 

21.941 

Non-command 

Vindhyan Sandstone 

12.049 

Non-command 

Vindhyan Sandstone 

30.497 

Non-command 

Vindhyan Sandstone 

24.685 

Non-command 

Vindhyan Sandstone 

29.533 

Non-command 

Vindhyan Sandstone 

10.349 

Command 

Vindhyan Sandstone 

3.123 

Non-command 

Vindhyan Sandstone 

6.500 

Non-command 

Vindhyan Sandstone 

8.561 

Non-command 

Vindhyan Sandstone 

10.187 

Non-command 

Vindhyan Sandstone 

5.839 

Non-command 

Tertiary Sandstone 

0.823 

Non-command 

Tertiary Sandstone 

0.000 

Non-command 

Vindhyan Sandstone 

6.762 

Non-command 

Vindhyan Sandstone 

10.567 

Non-command 

Vindhyan Sandstone 

8.073 



with 

Pumpset 


(9) (10) 


38 22 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

200,000 

120,000 

120 

180,000 

110,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

180,000 

110,000 

120 

180,000 

110,000 

120 

200,000 

120,000 

120 

180,000 

110,000 

120 

180,000 

150,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

180,000 

150,000 

120 

180,000 

110,000 

120 

180,000 

110,000 

120 

100,000 

80,000 

120 

180,000 

110,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

180,000 

110,000 

120 

180,000 

150,000 

120 

90,000 

80,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

180,000 

110,000 

120 

100,000 

80,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

200,000 

120,000 

120 

180,000 

150,000 

120 

100,000 

80,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

100,000 

80,000 

120 

180,000 

110,000 

120 

180,000 

110,000 

120 

180,000 

110,000 

120 

180,000 

150,000 

120 

200,000 

120,000 

120 

200,000 

120,000 

120 

180,000 

110,000 

120 

180,000 

110,000 

120 

180,000 

150,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.396 
















































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



16005036 


Sharah Panchoo 


Sharah Teliya 


Sharah Thoomli 


Shimbhoo Ka Burj 


Siyana Bhatiyan 


Siyana Charnan 


Siyana Jodhasar 


Siyana Kabadiyan 


Siyana Kundaliyan 


Siyana Sakhlan 


Siyana Sutharan 


Sobhana 


Soda Dhara 


Udasar 


Udat 


Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


0803000500555000 


0803000500550000 


0803000400542900 


0803000400535100 


(5) 


Fresh 


15.554 Fresh 


13.149 Fresh 


13.819 Saline 


0803000400544300 

25.728 

Fresh 

0803000400544700 

6.739 

Fresh 

0803000400544500 

6.317 

Fresh 

0803000400544900 

4.980 

Fresh 

0803000400544800 

4.057 

Fresh 

0803000400544600 

2.944 

Fresh 

0803000400545000 

13.320 

Fresh 

0803000500555100 

63.383 

Fresh 

0815000101912300 

75.997 

Fresh 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 



46.969 Fresh 


Saline 


0803000500551500 

42.164 

0803000400542300 

11.879 


Saline 


74.019 Fresh 




Adaksar 

0814001001889300 

12.775 

Fresh 

Ajawa 

0814000201768400 

8.662 

Fresh 

Alakhpura 

0814000201782200 

16.284 

Fresh 

Amarpura 

0814000201769200 

6.624 

Fresh 

Ambapa 

0814000201770000 

7.564 

Fresh 

Arjunpura 

0813000301699200 

4.935 

Fresh 

Asalsar 

0814000201784100 

5.689 

Fresh 

Badalwas 

0813000301699000 

13.489 

Fresh 

Bader 

0814000101763600 

11.981 

Fresh 

Bakwas 

0814000201777700 

3.037 

Fresh 

Baldoo 

0814000101765500 

39.619 

Fresh 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Baliya 

0814000201772000 

21.950 

Fresh 

Bankliya 

0814000101759700 

24.595 

Fresh 

Banoora 

0813000401705500 

22.467 

Fresh 

Banwasa 

0814000201775700 

5.947 

Fresh 

Baori 

0814000201783300 

10.110 

Fresh 

Barangana 

0814000201777600 

12.048 

Fresh 

Bardawa 

0814000201770500 

13.635 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Vindhyan Sandstone 

4.234 

Non-command 

Vindhyan Sandstone 

0.028 

Non-command 

Vindhyan Sandstone 

13.149 

Command 

Vindhyan Sandstone 

5.104 

Non-command 

Vindhyan Sandstone 

8.716 

Non-command 

Vindhyan Sandstone 

25.577 

Non-command 

Vindhyan Sandstone 

6.513 

Non-command 

Vindhyan Sandstone 

2.633 

Non-command 

Vindhyan Sandstone 

4.980 

Non-command 

Vindhyan Sandstone 

4.057 

Non-command 

Vindhyan Sandstone 

1.613 

Non-command 

Vindhyan Sandstone 

13.320 

Non-command 

Vindhyan Sandstone 

20.809 

Command 

Bilara Limestone 

14.289 

Non-command 

Bilara Limestone 

20.034 

Non-command 

Vindhyan Sandstone 

33.583 

Command 

Bilara Limestone 

0.040 

Non-command 

Bilara Limestone 

0.123 

Non-command 

Vindhyan Sandstone 

1.542 

Command 

Vindhyan Sandstone 

10.208 

Non-command 

Vindhyan Sandstone 

2.773 

Command 

Bilara Limestone 

3.857 

Non-command 

Bilara Limestone 

4.312 

Non-command 

Bilara Limestone 

1.193 

Non-command 

Vindhyan Sandstone 

0.608 

Non-command 

Vindhyan Sandstone 

7.282 

Non-command 

Vindhyan Sandstone 

39.687 

Non-command 

Vindhyan Sandstone 

34.463 

Non-command 

Vindhyan Sandstone 

11.804 

Non-command 

Vindhyan Sandstone 

0.075 

Non-command 

Vindhyan Sandstone 

44.892 

Non-command 

Vindhyan Sandstone 

29.127 

Non-command 

Older Alluvium 

0.570 

Non-command 

Phyllite & Schist 

8.520 

Non-command 

Older Alluvium 

1.917 

Non-command 

Phyllite & Schist 

8.662 

Non-command 

Older Alluvium 

11.600 

Non-command 

Phyllite & Schist 

6.624 

Non-command 

Phyllite & Schist 

5.325 

Non-command 

Older Alluvium 

4.935 

Non-command 

Older Alluvium 

5.689 

Non-command 

Older Alluvium 

0.528 

Non-command 

Vindhyan Sandstone 

10.354 

Non-command 

Older Alluvium 

0.079 

Non-command 

Phyllite & Schist 

3.397 

Non-command 

Vindhyan Sandstone 

35.637 

Non-command 

Older Alluvium 

20.990 

Non-command 

Vindhyan Sandstone 

0.767 

Non-command 

Older Alluvium 

15.957 

Non-command 

Older Alluvium 

5.947 

Non-command 

Older Alluvium 

1.973 

Non-command 

Older Alluvium 

7.443 

Non-command 

Older Alluvium 

13.635 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

180,000 

110,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

180,000 

110,000 

120 

180,000 

110,000 

120 

180,000 

110,000 

120 

180,000 

110,000 

120 

180,000 

110,000 

120 

180,000 

110,000 

120 

180,000 

110,000 

120 

180,000 

150,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

180,000 

110,000 

120 

100,000 

80,000 

120 

180,000 

150,000 

120 

180,000 

110,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

110 

200,000 

150,000 

110 

100,000 

80,000 

110 

200,000 

175,000 

110 

100,000 

80,000 

110 

200,000 

150,000 

110 

100,000 

80,000 

110 

100,000 

80,000 

120 

70,000 

50,000 

110 

200,000 

150,000 

120 

70,000 

50,000 

110 

130,000 

110,000 

110 

200,000 

150,000 

110 

90,000 

70,000 

110 

130,000 

110,000 

110 

200,000 

150,000 

110 

130,000 

110,000 

120 

70,000 

50,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

110 

200,000 

150,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.013 

0.078 

0.013 

0.013 



0.013 

0.013 

0.013 

0.035 

0.013 

0.013 

0.018 

0.083 


























































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Begpura 

0814001001889100 

1.938 

Fresh 

Bemoth 

0814000201770700 

8.716 

Fresh 

Ber 

0814000101763700 

7.032 

Fresh 

Beri Khurd 

0814000201776600 

8.154 

Fresh 

Berikalan 

0814000201776400 

11.444 

Fresh 

Berwa 

0814000201782000 

13.266 

Fresh 

Bhagatpura 

0813000401704600 

5.232 

Fresh 

Bhairoopura 

0813000301695700 

7.129 

Fresh 

Bhamasi 

0814000201768500 

1.977 

Fresh 

Bhawadiya 

0814000201768700 

4.797 

Fresh 

Bheekhanwasi 

0813000301698700 

2.870 

Fresh 

Bheema 

0813000401704200 

17.933 

Fresh 

Bheerana 

0813000401704900 

9.640 

Fresh 

Bidoli 

0813000301699400 

7.831 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bijarniyon Ki Dhani 

0813000301697500 

1.733 

Fresh 

Bithooda 

0814000101766000 

8.043 

Fresh 

Bosana 

0813000301697900 

11.746 

Fresh 

Bugaliyon Ki Dhan 

0814000201776900 

6.261 

Fresh 

Chak 

0814000201767800 

6.615 

Fresh 

Chand Basni 

0814000201769500 

5.657 

Fresh 

Chandrasinghpura 

0813000401704100 

6.202 

Fresh 

Charanwas 

0814001001889800 

9.913 

Fresh 

Chawandiya 

0814001001888900 

6.655 

Fresh 

Chhapara 

0814000101763300 

13.337 

Fresh 

Chhapri Kalan 

0814000201777100 

7.878 

Fresh 

Chhapri Khurd 

0814000201777200 

7.407 

Fresh 

Chirasara 

0813000401704300 

12.552 

Fresh 

Cholookhan 

0814000201771300 

5.115 

Fresh 

Chugni 

0814000201777300 

6.015 

Fresh 

Dabra 

0814000201783200 

13.279 

Fresh 

Dadu Basni 

0814000201769100 

5.542 

Fresh 

Datau 

0814000101765700 

10.259 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Daudsar 

0814000201784200 

9.961 

Fresh 

Daulatpura 

0814000201775100 

12.657 

Fresh 

Dayalpura 

0814000201770300 

19.913 

Fresh 

Deendarpura 

0814000201775600 

6.525 

Fresh 

Deorathi 

0814000201769900 

9.454 

Fresh 

Dhankoli 

0814000201784000 

14.773 

Fresh 

Didwana (M) 

0814000241402000 

56.571 

Fresh 


Elichpura 


Ganeshpura 


Gardeja Basni 


Genana 


Gheerdoda Khara 


Gheerdoda Meetha 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0814000201769400 

8.770 

Fresh 

0813000301697400 

6.722 

Fresh 

0814000201770600 

5.072 

Fresh 

0814000201769000 

5.465 

Fresh 

0814000101764000 

16.420 

Fresh 

0814000101766200 

11.218 

Fresh 




0814000101766300 

14.738 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

1.862 

Non-command 

Older Alluvium 

8.716 

Non-command 

Vindhyan Sandstone 

6.078 

Non-command 

Older Alluvium 

8.154 

Non-command 

Older Alluvium 

11.444 

Non-command 

Older Alluvium 

0.074 

Non-command 

Older Alluvium 

5.232 

Non-command 

Older Alluvium 

6.753 

Non-command 

Phyllite & Schist 

1.977 

Non-command 

Phyllite & Schist 

4.797 

Non-command 

Older Alluvium 

1.868 

Non-command 

Older Alluvium 

17.921 

Non-command 

Older Alluvium 

7.082 

Non-command 

Older Alluvium 

2.415 

Non-command 

Quartzite 

0.267 

Non-command 

Older Alluvium 

1.733 

Non-command 

Older Alluvium 

4.206 

Non-command 

Older Alluvium 

1.853 

Non-command 

Older Alluvium 

6.261 

Non-command 

Phyllite & Schist 

6.615 

Non-command 

Phyllite & Schist 

5.657 

Non-command 

Older Alluvium 

6.202 

Non-command 

Older Alluvium 

1.143 

Non-command 

Older Alluvium 

2.127 

Non-command 

Phyllite & Schist 

0.990 

Non-command 

Older Alluvium 

7.878 

Non-command 

Older Alluvium 

7.407 

Non-command 

Older Alluvium 

12.552 

Non-command 

Older Alluvium 

5.115 

Non-command 

Older Alluvium 

6.015 

Non-command 

Older Alluvium 

13.279 

Non-command 

Phyllite & Schist 

5.542 

Non-command 

Phyllite & Schist 

10.239 

Non-command 

Vindhyan Sandstone 

0.020 

Non-command 

Older Alluvium 

9.240 

Non-command 

Older Alluvium 

12.657 

Non-command 

Older Alluvium 

10.163 

Non-command 

Older Alluvium 

6.525 

Non-command 

Phyllite & Schist 

9.454 

Non-command 

Older Alluvium 

9.416 

Non-command 

Older Alluvium 

29.917 

Non-command 

Phyllite & Schist 

21.705 

Non-command 

Bilara Limestone 

1.903 

Non-command 

Phyllite & Schist 

16.370 

Non-command 

Vindhyan Sandstone 

7.847 

Non-command 

Phyllite & Schist 

8.770 

Non-command 

Older Alluvium 

6.722 

Non-command 

Older Alluvium 

5.072 

Non-command 

Phyllite & Schist 

5.322 

Non-command 

Vindhyan Sandstone 

9.034 

Non-command 

Older Alluvium 

2.134 

Non-command 

Phyllite & Schist 

7.338 

Non-command 

Phyllite & Schist 

4.852 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

110 

200,000 

175,000 

110 

200,000 

150,000 

110 

130,000 

110,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

110 

100,000 

80,000 

110 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

40,000 

120 

70,000 

50,000 

110 

150,000 

110,000 

120 

70,000 

50,000 

110 

200,000 

150,000 

110 

100,000 

80,000 

110 

100,000 

80,000 

120 

70,000 

50,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

90,000 

70,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

120 

70,000 

50,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

110 

100,000 

80,000 

110 

90,000 

70,000 

110 

130,000 

110,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

110 

100,000 

80,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

110 

100,000 

80,000 

110 

270,000 

225,000 

110 

100,000 

80,000 

110 

200,000 

200,000 

110 

100,000 

80,000 

120 

70,000 

50,000 

110 

200,000 

150,000 

110 

100,000 

80,000 

110 

130,000 

110,000 

110 

150,000 

110,000 

110 

90,000 

70,000 

110 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


1.020 





0.660 

0.682 

0.083 

0.083 

0.786 

1.030 

0.017 

0.017 

0.957 

1.067 

1.766 

1.876 



0.990 

1.056 

0.248 

0.270 

0.017 

0.017 

0.165 

0.165 






























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Girdharipura 

0814000201769600 

6.982 

Fresh 

Godras 

0814000201774200 

12.474 

Fresh 

Gothra Tagalan 

0813000301699300 

14.635 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Gumanpura 

0813000401703800 

3.118 

Fresh 

Gunathoo 

0813000301695900 

10.696 

Fresh 

Gunpaliya 

0814000101763400 

5.380 

Fresh 


Non-command 


Non-command 


Non-command 


Hudeel 

0814001001889600 

13.970 

Fresh 

Hukampura 

0813000301697600 

1.693 

Fresh 

Jachas 

0813000301698800 

6.257 

Fresh 

Jana 

0813000401703900 

3.781 

Fresh 

Jassoopura 

0813000301697000 

6.177 

Fresh 

Jatanpura 

0814000201776500 

5.539 

Fresh 

Jeenwas 

0813000401707400 

6.378 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Jeslan 


Jewaliyawas 


Jhun Ka Bas 


Jorawarpura 


Kaloli 


Kalwani 


Kanwai 


Kanwarpura 


Kaprod 


Karanpura 


Kayastha Basni 


Keechak 


Khakholi 


Khanri 


Khardiya 


Khariya 


Khatiya Basni 


Khichiya Basni 


0814000101766400 

13.661 

Fresh 

0814000201777800 

13.908 

Fresh 

0813000401704500 

6.650 

Fresh 

0814000201767600 

4.440 

Fresh 

0814001001888700 

5.286 

Fresh 

0814000201768200 

9.822 

Fresh 

0814000201770100 

9.810 

Fresh 

0813000301698900 

7.056 

Fresh 

0814000201772200 

6.200 

Fresh 

0813000401705400 

8.852 

Fresh 

0814000201771500 

3.294 

Fresh 

0814000201777000 

6.559 

Fresh 

0814000201776800 

9.174 

Fresh 

0813000401704800 

5.158 

Fresh 

0814000201784300 

12.691 

Fresh 

0814000201767900 

9.114 

Fresh 

0814000201775500 

8.119 

Fresh 

0814000201774800 

5.360 

Fresh 

0814000201771600 

6.391 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Khichron Ki Dhani 

0813000401705800 

4.597 

Fresh 

Khokhari 

0814000101763900 

14.238 

Fresh 

Khood 

0813000401705300 

13.357 

Fresh 

Khuri Nimbi 

0814000201774700 

3.988 

Fresh 

Kokpura 

0814001001889400 

3.391 

Fresh 

Koyal 

0814000101763800 

2.654 

Fresh 

Kurli 

0814000201782100 

11.266 

Fresh 

Kyamsar 

0814000201776000 

7.671 

Fresh 

Ladawas 

0814000201771900 

5.502 

Fresh 

Lalasari 

0814000201770800 

12.429 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Losal (M) 

0813000441305000 

37.264 

Fresh 

Losal Chhoti 

0813000301697300 

10.304 

Fresh 

Madam 

0814000201768100 

11.010 

Fresh 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

6.982 

Non-command 

Older Alluvium 

0.957 

Non-command 

Older Alluvium 

4.891 

Non-command 

Quartzite 

3.608 

Non-command 

Older Alluvium 

3.118 

Non-command 

Older Alluvium 

0.003 

Non-command 

Phyllite & Schist 

0.195 

Non-command 

Vindhyan Sandstone 

3.679 

Non-command 

Older Alluvium 

6.741 

Non-command 

Older Alluvium 

1.693 

Non-command 

Older Alluvium 

4.978 

Non-command 

Older Alluvium 

3.781 

Non-command 

Older Alluvium 

3.354 

Non-command 

Older Alluvium 

5.539 

Non-command 

Older Alluvium 

2.069 

Non-command 

Quartzite 

2.915 

Non-command 

Phyllite & Schist 

1.786 

Non-command 

Older Alluvium 

4.602 

Non-command 

Older Alluvium 

6.650 

Non-command 

Phyllite & Schist 

0.351 

Non-command 

Older Alluvium 

0.759 

Non-command 

Phyllite & Schist 

9.822 

Non-command 

Phyllite & Schist 

1.808 

Non-command 

Older Alluvium 

4.983 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Older Alluvium 

8.852 

Non-command 

Older Alluvium 

3.294 

Non-command 

Older Alluvium 

6.559 

Non-command 

Older Alluvium 

9.174 

Non-command 

Older Alluvium 

5.158 

Non-command 

Older Alluvium 

11.368 

Non-command 

Phyllite & Schist 

9.114 

Non-command 

Older Alluvium 

8.119 

Non-command 

Older Alluvium 

5.360 

Non-command 

Older Alluvium 

5.824 

Non-command 

Phyllite & Schist 

0.567 

Non-command 

Older Alluvium 

4.597 

Non-command 

Vindhyan Sandstone 

14.207 

Non-command 

Older Alluvium 

13.357 

Non-command 

Older Alluvium 

3.988 

Non-command 

Older Alluvium 

2.119 

Non-command 

Vindhyan Sandstone 

2.654 

Non-command 

Older Alluvium 

6.364 

Non-command 

Older Alluvium 

7.671 

Non-command 

Older Alluvium 

5.502 

Non-command 

Older Alluvium 

10.291 

Non-command 

Phyllite & Schist 

2.139 

Non-command 

Older Alluvium 

0.281 

Non-command 

Phyllite & Schist 

5.449 

Non-command 

Older Alluvium 

37.264 

Non-command 

Older Alluvium 

10.304 

Non-command 

Older Alluvium 

3.029 

Non-command 

Phyllite & Schist 

7.981 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

110 

100,000 

80,000 

110 

200,000 

150,000 

120 

70,000 

50,000 

120 

50,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

110 

90,000 

70,000 

110 

130,000 

110,000 

110 

200,000 

175,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

110 

200,000 

150,000 

120 

70,000 

50,000 

120 

50,000 

40,000 

110 

90,000 

70,000 

110 

200,000 

150,000 

120 

70,000 

50,000 

110 

100,000 

80,000 

110 

200,000 

175,000 

110 

100,000 

80,000 

110 

100,000 

80,000 

120 

70,000 

50,000 

110 

100,000 

80,000 

120 

70,000 

50,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

120 

70,000 

50,000 

110 

200,000 

150,000 

110 

100,000 

80,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

110 

100,000 

80,000 

120 

70,000 

50,000 

110 

130,000 

110,000 

120 

70,000 

50,000 

110 

200,000 

150,000 

110 

200,000 

175,000 

110 

130,000 

110,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

110 

100,000 

80,000 

110 

200,000 

150,000 

110 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

110 

200,000 

150,000 

110 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.264 

0.264 

0.780 

0.889 




0.009 

0.009 

2.382 

2.852 

0.540 

0.700 











































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Magrasi 


Malla Basni 


Manaksar 


Manda Basni 


Mandoli 


Mandota 


Mawa 


Meendasari 


0813000401704000 


0814000201771400 


0814000201771200 


0814000201772400 


0813000301695500 


0813000401707500 


0813000301699100 


0814000201770400 


0814000101765900 


sq.km 


(4) 


8.473 


2.251 


3.255 


5.656 


9.611 


5.252 


20.990 


16.105 


8.533 



Mohanpura 

0813000401707300 

5.417 

Fresh 

Molasar 

0814000201783100 

12.673 

Fresh 

Mordoonga 

0813000301695600 

18.983 

Fresh 

Moriyawat 

0814000201775400 

12.381 

Fresh 

Naurangpura 

0814000201768600 

3.473 

Fresh 

Nehru Nagar 

0814001001889700 

3.929 

Fresh 

Netadon Ki Dhani 

0814000201784500 

4.564 

Fresh 

Nimbi Jodhan 

0814000101758200 

61.230 

Fresh 

Nimbi Kalan 

0814000201777500 

5.072 

Fresh 

Nimbi Khurd 

0814000201774900 

7.296 

Fresh 

Ninawata 

0814000201775000 

9.492 

Fresh 

Noowa 

0814000201776100 

15.118 

Fresh 

Palot 

0814000201768800 

17.945 

Fresh 

Pandorai 

0814000201770200 

14.921 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Paota 

0814000201775200 

6.173 

Fresh 

Parewadi 

0814001001888600 

10.424 

Fresh 

Patan 

0814000201768300 

6.880 

Fresh 

Pathanon Ka Barh 

0814000201769300 

7.075 

Fresh 

Payli 

0814000201775800 

9.810 

Fresh 

Phogri 

0814000201775300 

11.134 

Fresh 

Pooranpura 

0813000301697100 

5.874 

Fresh 

Pyawan 

0814000201774400 

8.717 

Fresh 

Rad Ki Dhani 

0813000401704400 

7.318 

Fresh 

Raisinghpura 

0814000201772100 

9.751 

Fresh 

Rajpura 

0813000401705000 

13.291 

Fresh 

Ramsabas 

0814000201771800 

4.997 

Fresh 

Ratau 

0814000101765400 

39.348 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Ratheel 

0814000101766100 

11.793 

Fresh 

Sami 

0813000401705200 

7.392 

Fresh 

Sangalya 

0813000401704700 

12.947 

Fresh 

Sanwrad 

0814000101765800 

17.560 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Sardarpura Kalan 

0814000201777400 

6.114 

Fresh 

Sardarpura Khurd 

0814000201776200 

10.649 

Fresh 

Sarwari 

0813000301697700 

12.206 

Fresh 

Seenwa 

0814000101765300 

27.434 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Sekha Basni 

0814000201771700 

5.470 

Fresh 

Sesam 

0813000401705100 

8.755 

Fresh 

Sewa 

0814000201771100 

8.294 

Fresh 

Shimla 

0814000101765600 

10.208 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

4.932 

Non-command 

Older Alluvium 

2.251 

Non-command 

Older Alluvium 

3.255 

Non-command 

Phyllite & Schist 

0.946 

Non-command 

Older Alluvium 

0.986 

Non-command 

Quartzite 

0.000 

Non-command 

Older Alluvium 

12.446 

Non-command 

Older Alluvium 

11.286 

Non-command 

Older Alluvium 

2.842 

Non-command 

Phyllite & Schist 

5.690 

Non-command 

Quartzite 

0.160 

Non-command 

Older Alluvium 

11.976 

Non-command 

Older Alluvium 

18.370 

Non-command 

Older Alluvium 

12.381 

Non-command 

Phyllite & Schist 

3.473 

Non-command 

Older Alluvium 

3.515 

Non-command 

Older Alluvium 

4.564 

Non-command 

Vindhyan Sandstone 

10.052 

Non-command 

Older Alluvium 

5.072 

Non-command 

Older Alluvium 

7.296 

Non-command 

Older Alluvium 

9.492 

Non-command 

Older Alluvium 

15.118 

Non-command 

Phyllite & Schist 

3.533 

Non-command 

Older Alluvium 

0.185 

Non-command 

Phyllite & Schist 

0.312 

Non-command 

Older Alluvium 

6.173 

Non-command 

Older Alluvium 

2.208 

Non-command 

Phyllite & Schist 

6.880 

Non-command 

Phyllite & Schist 

7.075 

Non-command 

Older Alluvium 

9.810 

Non-command 

Older Alluvium 

11.134 

Non-command 

Older Alluvium 

5.874 

Non-command 

Older Alluvium 

8.194 

Non-command 

Older Alluvium 

7.318 

Non-command 

Older Alluvium 

4.662 

Non-command 

Older Alluvium 

1.978 

Non-command 

Older Alluvium 

4.997 

Non-command 

Bilara Limestone 

8.233 

Non-command 

Vindhyan Sandstone 

4.100 

Non-command 

Older Alluvium 

3.619 

Non-command 

Older Alluvium 

4.735 

Non-command 

Older Alluvium 

12.947 

Non-command 

Older Alluvium 

1.698 

Non-command 

Phyllite & Schist 

13.434 

Non-command 

Older Alluvium 

6.114 

Non-command 

Older Alluvium 

10.649 

Non-command 

Older Alluvium 

8.446 

Non-command 

Bilara Limestone 

4.182 

Non-command 

Phyllite & Schist 

1.377 

Non-command 

Older Alluvium 

5.470 

Non-command 

Older Alluvium 

8.398 

Non-command 

Older Alluvium 

8.294 

Non-command 

Phyllite & Schist 

7.519 


with 

Pumpset 


(9) (10) 


10 62 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

50,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

110 

100,000 

80,000 

120 

70,000 

50,000 

120 

50,000 

40,000 

120 

70,000 

50,000 

110 

200,000 

150,000 

110 

150,000 

110,000 

110 

90,000 

70,000 

120 

50,000 

40,000 

110 

200,000 

150,000 

120 

70,000 

50,000 

110 

200,000 

150,000 

110 

100,000 

80,000 

110 

200,000 

175,000 

110 

200,000 

150,000 

110 

130,000 

110,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

110 

100,000 

80,000 

110 

200,000 

150,000 

110 

100,000 

80,000 

110 

200,000 

150,000 

110 

200,000 

175,000 

110 

100,000 

80,000 

110 

100,000 

80,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

120 

70,000 

50,000 

110 

200,000 

150,000 

120 

70,000 

50,000 

110 

200,000 

150,000 

120 

70,000 

50,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

110 

130,000 

110,000 

110 

150,000 

110,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

110 

150,000 

110,000 

110 

90,000 

70,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

120 

70,000 

50,000 

110 

200,000 

150,000 

110 

90,000 

70,000 

110 

200,000 

150,000 

120 

70,000 

50,000 

110 

200,000 

150,000 

110 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.372 




0.624 

0.926 

0.248 

0.248 



0.215 

0.215 

0.616 

0.660 



0.941 

0.941 

0.611 

0.611 

0.378 

0.529 

0.215 

0.215 

0.198 

0.248 








































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



16005037 


Singrawat 

0813000301697200 

13.809 

Fresh 

Singrawat Kalan 

0814000201774600 

10.472 

Fresh 

Singrawat Khurd 

0814000201774500 

7.681 

Fresh 

Soopka 

0814000201771000 

10.837 

Fresh 


Sudrasan 


Sujanpura 


Tarpura 


Thakariyas 


Thanu 


Tigariya 


Todas 


Toliyasar 


Aakeli -B 


Achhotai 


Achla Ka Khet 


Agoonta 


Agrot 


Aheerpura 


Ahmadpura 


Aidanpura 


Ajabpura 


Amanda 


Amarpura 


Amarsar 


Ambali 


Non-command 


Non-command 


Non-command 


Non-command 



0814000201775900 

18.209 

0813000301695800 

6.526 

0814000201776700 

7.199 

0814000201767700 

12.093 

0814000201769800 

7.971 

0814000201768900 

1.340 

0814001001889500 

24.068 

0814000201776300 

5.721 

0814000701846400 

18.454 

0814000401811900 

1.889 

0814000701848200 

1.595 


0814000201774000 

19.160 

0814000201773100 

7.406 

0814000301794400 

7.955 

0814000401813700 

6.794 

0804000700652900 

3.045 

0814000301788700 

6.327 



Akbarpura 

0814000401811200 

3.369 

Fresh 

Akora 

0814000301785700 

13.448 

Fresh 

Alay 

0814000401803000 

43.141 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0814000401812400 


0814000401805200 


0804000700653100 


0814000301793000 


Saline 


16.138 Fresh 


16.402 Fresh 


23.928 Fresh 


6.807 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Anwaliyasar 

0814000301784800 

21.485 

Fresh 

Arsinga 

0814000301789700 

17.034 

Fresh 

Arwar 

0814000301795100 

15.652 

Fresh 


Athiyasan 


Awad 


Non-command 


Non-command 


Non-command 



0814000401808900 


0814000301787700 


25.761 Fresh Non-command 


20.974 Fresh Non-command 


Saline Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Vindhyan Sandstone 

2.525 

Non-command 

Bilara Limestone 

1.441 

Non-command 

Vindhyan Sandstone 

1.492 

Non-command 

Older Alluvium 

0.055 

Non-command 

Phyllite & Schist 

11.344 

Non-command 

Older Alluvium 

13.809 

Non-command 

Older Alluvium 

9.849 

Non-command 

Older Alluvium 

1.338 

Non-command 

Older Alluvium 

4.834 

Non-command 

Phyllite & Schist 

6.003 

Non-command 

Older Alluvium 

18.209 

Non-command 

Older Alluvium 

2.490 

Non-command 

Older Alluvium 

7.199 

Non-command 

Phyllite & Schist 

11.848 

Non-command 

Phyllite & Schist 

7.971 

Non-command 

Phyllite & Schist 

1.157 

Non-command 

Older Alluvium 

2.912 

Non-command 

Older Alluvium 

5.721 

Non-command 

Tertiary Sandstone 

18.454 

Non-command 

Vindhyan Sandstone 

1.889 

Non-command 

Tertiary Sandstone 

1.373 

Non-command 

Tertiary Sandstone 

0.158 

Non-command 

Older Alluvium 

7.424 

Non-command 

Older Alluvium 

7.406 

Non-command 

Vindhyan Sandstone 

7.955 

Non-command 

Bilara Limestone 

1.951 

Non-command 

Vindhyan Sandstone 

3.045 

Non-command 

Bilara Limestone 

4.384 

Non-command 

Bilara Limestone 

1.943 

Non-command 

Older Alluvium 

9.613 

Non-command 

Vindhyan Sandstone 

2.798 

Non-command 

Vindhyan Sandstone 

3.369 

Non-command 

Bilara Limestone 

13.448 

Non-command 

Bilara Limestone 

0.077 

Non-command 

Vindhyan Sandstone 

43.052 

Non-command 

Vindhyan Sandstone 

0.012 

Non-command 

Vindhyan Sandstone 

16.138 

Non-command 

Vindhyan Sandstone 

16.402 

Non-command 

Vindhyan Sandstone 

23.473 

Non-command 

Bilara Limestone 

5.528 

Non-command 

Vindhyan Sandstone 

1.279 

Non-command 

Vindhyan Sandstone 

21.485 

Non-command 

Bilara Limestone 

17.034 

Non-command 

Bilara Limestone 

3.061 

Non-command 

Older Alluvium 

0.205 

Non-command 

Tertiary Sandstone 

12.387 

Non-command 

Bilara Limestone 

2.442 

Non-command 

Vindhyan Sandstone 

0.734 

Non-command 

Bilara Limestone 

6.197 

Non-command 

Vindhyan Sandstone 

16.246 

Non-command 

Vindhyan Sandstone 

25.761 

Non-command 

Bilara Limestone 

16.468 

Non-command 

Bilara Limestone 

4.506 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

110 

130,000 

110,000 

110 

200,000 

150,000 

110 

130,000 

110,000 

110 

200,000 

150,000 

110 

100,000 

80,000 

120 

70,000 

50,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

110 

100,000 

80,000 

110 

200,000 

150,000 

120 

70,000 

50,000 

110 

200,000 

150,000 

110 

100,000 

80,000 

110 

100,000 

80,000 

110 

100,000 

80,000 

110 

200,000 

175,000 

110 

200,000 

150,000 

120 

400,000 

375,000 

110 

275,000 

275,000 

120 

400,000 

375,000 

120 

200,000 

200,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

120 

250,000 

250,000 

110 

300,000 

250,000 

120 

50,000 

40,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

110 

100,000 

80,000 

110 

250,000 

200,000 

110 

275,000 

275,000 

120 

350,000 

350,000 

110 

300,000 

250,000 

110 

250,000 

200,000 

110 

200,000 

200,000 

110 

275,000 

275,000 

110 

250,000 

200,000 

120 

50,000 

40,000 

120 

350,000 

350,000 

120 

250,000 

250,000 

120 

250,000 

250,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

300,000 

300,000 

110 

300,000 

250,000 

110 

250,000 

200,000 

120 

60,000 

50,000 

120 

50,000 

40,000 

110 

250,000 

200,000 

120 

350,000 

350,000 

120 

200,000 

200,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.594 

0.821 

0.396 

0.396 



0.009 

0.009 

2.112 

2.134 

0.150 

0.209 

0.512 

0.534 



0.135 

0.223 

0.198 

0.198 

































































































































































































































































































































































































































































































































































































































































































Micro-watershed 




Badhsar 


Baghsara Athuna 


Bamboo 


Bandhra 


Barangaon 


Barani 


Barnel 


Barsoona 


0804000700654500 


0803000500556100 


0814000401812800 


0814000401803500 


0814000301793300 


0814000301796700 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Census Code 

Area 


sq.km 

(3) 

(4) 

0814000701846500 

18.631 



0804000700653400 

30.331 

0804000700659300 

28.487 



Bagrasar 

0814000301784900 

16.903 

Fresh 

Bagseu 

0803000500558700 

21.031 

Fresh 

Bairasar 

0804000700654600 

27.417 

Fresh 

Balaji Nagar 

0814000301797600 

7.720 

Fresh 

Balasar 

0814000401802700 

3.568 

Saline 




20.921 Fresh Non-command 


Baldoo 

0814000101765500 

39.619 

Fresh 

Baliya 

0814000201772000 

21.950 

Fresh 




15.339 Fresh Non-command 


Saline Non-command 


50.221 Fresh Non-command 


21.129 Fresh Non-command 


Bansra 

0814000401809200 

4.837 

Fresh 

Banthadi 

0814000201773400 

11.355 

Fresh 


Bapeu 

0803000800640800 

58.803 

Fresh 

Bapor 

0814000401807600 

10.147 

Fresh 



Basiathuni 

0804000700659800 

18.535 

Fresh 

Basni Belima (CT) 

0814000441404000 

15.387 

Fresh 

Basni Khaleel 

0814000401810600 

4.345 

Fresh 


Basni Kuriya 

0814000401806100 

1.350 

Fresh 

Basni Neta 

0814000601827700 

11.518 

Fresh 

Baswani 

0814000401807400 

13.900 

Fresh 


Batwari 

0814000301789500 

3.017 

Fresh 

Beechawa 

0814000201773500 

14.903 

Fresh 


Beenthwal 

0814000401812200 

9.744 

Fresh 

Beeramsar 

0814000401799100 

9.830 

Fresh 


14.311 Fresh Non-command 


16.301 Fresh Non-command 


Saline Non-command 


25.236 Fresh Non-command 


8.800 Fresh Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Tertiary Sandstone 

12.479 

Non-command 

Tertiary Sandstone 

6.151 

Non-command 

Vindhyan Sandstone 

30.331 

Non-command 

Bilara Limestone 

20.203 

Non-command 

Older Alluvium 

8.283 

Non-command 

Vindhyan Sandstone 

16.903 

Non-command 

Older Alluvium 

12.578 

Non-command 

Vindhyan Sandstone 

6.323 

Non-command 

Vindhyan Sandstone 

7.720 

Non-command 

Bilara Limestone 

2.602 

Non-command 

Vindhyan Sandstone 

0.966 

Non-command 

Bilara Limestone 

15.062 

Non-command 

Vindhyan Sandstone 

5.859 

Non-command 

Vindhyan Sandstone 

0.585 

Non-command 

Older Alluvium 

0.585 

Non-command 

Phyllite & Schist 

0.375 

Non-command 

Vindhyan Sandstone 

1.409 

Non-command 

Bilara Limestone 

0.672 

Non-command 

Vindhyan Sandstone 

13.258 

Non-command 

Bilara Limestone 

40.540 

Non-command 

Vindhyan Sandstone 

7.001 

Non-command 

Bilara Limestone 

0.500 

Non-command 

Vindhyan Sandstone 

20.629 

Non-command 

Vindhyan Sandstone 

4.837 

Non-command 

Bilara Limestone 

3.911 

Non-command 

Older Alluvium 

7.444 

Non-command 

Tertiary Sandstone 

3.752 

Non-command 

Bilara Limestone 

0.155 

Non-command 

Vindhyan Sandstone 

9.992 

Non-command 

Bilara Limestone 

9.518 

Non-command 

Vindhyan Sandstone 

4.793 

Non-command 

Vindhyan Sandstone 

0.861 

Non-command 

Vindhyan Sandstone 

15.440 

Non-command 

Bilara Limestone 

14.587 

Non-command 

Vindhyan Sandstone 

10.649 

Non-command 

Older Alluvium 

6.154 

Non-command 

Tertiary Sandstone 

2.645 

Non-command 

Bilara Limestone 

18.535 

Non-command 

Vindhyan Sandstone 

15.387 

Non-command 

Tertiary Sandstone 

1.817 

Non-command 

Vindhyan Sandstone 

2.529 

Non-command 

Vindhyan Sandstone 

1.350 

Non-command 

Tertiary Sandstone 

0.333 

Non-command 

Bilara Limestone 

10.599 

Non-command 

Vindhyan Sandstone 

3.301 

Non-command 

Bilara Limestone 

3.017 

Non-command 

Bilara Limestone 

0.534 

Non-command 

Older Alluvium 

10.641 

Non-command 

Vindhyan Sandstone 

9.744 

Non-command 

Bilara Limestone 

1.269 

Non-command 

Vindhyan Sandstone 

8.560 

Non-command 

Older Alluvium 

2.610 

Non-command 

Vindhyan Sandstone 

0.373 



with 

Pumpset 


(9) (10) 


1 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

400,000 

375,000 

120 

200,000 

200,000 

120 

50,000 

40,000 

120 

60,000 

50,000 

120 

90,000 

70,000 

120 

250,000 

250,000 

120 

160,000 

120,000 

120 

50,000 

40,000 

120 

250,000 

250,000 

110 

200,000 

200,000 

110 

200,000 

200,000 

110 

250,000 

250,000 

110 

275,000 

275,000 

110 

130,000 

110,000 

110 

200,000 

150,000 

110 

100,000 

80,000 

110 

250,000 

200,000 

110 

200,000 

200,000 

110 

200,000 

200,000 

120 

60,000 

50,000 

120 

50,000 

40,000 

120 

120,000 

120,000 

120 

180,000 

150,000 

110 

250,000 

200,000 

110 

270,000 

225,000 

110 

200,000 

150,000 

120 

80,000 

60,000 

110 

300,000 

250,000 

110 

250,000 

200,000 

110 

300,000 

250,000 

110 

250,000 

200,000 

110 

250,000 

200,000 

110 

200,000 

200,000 

120 

350,000 

350,000 

120 

250,000 

250,000 

120 

350,000 

350,000 

120 

300,000 

300,000 

120 

60,000 

50,000 

110 

250,000 

200,000 

110 

300,000 

300,000 

110 

275,000 

275,000 

110 

250,000 

200,000 

110 

300,000 

300,000 

110 

300,000 

250,000 

110 

250,000 

200,000 

120 

350,000 

350,000 

110 

270,000 

225,000 

110 

200,000 

150,000 

110 

275,000 

275,000 

110 

300,000 

250,000 

110 

250,000 

200,000 

120 

350,000 

350,000 

120 

250,000 

250,000 



Tube Wells with 
Wells Pumpset 



0.017 

0.017 

0.014 

0.072 














































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Bhadwasi 


Bhagwanpura 


Bhakrod 


Bhandari 


Bhanwad 


Bharnawa 


Bhaseena 


Bhat Nokha 


Bhawariya 


Bhawla 


Bhiniyad -a 


Bhiniyad Chak-b 


Bhiniyad-c 


Bhom Bagseu 


Bhom Bilniyasar 


Bhom Gondusar 


Bhom Jyak 


Bhom Maiyasar 


Bhom Nabbasar 


Bhom Parewara 


Bhom Telap 


Bhomiyara 


Bhomsadoo 


Bhyau 


Bilanga 


Bilniyasar 


Biramsar 


Bodind Kalan 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


( 4 ) ( 5 ) 


36.600 Fresh 



0814000401810300 

29.146 

Fresh 

0814000401803700 

10.284 

Saline 



1.733 Fresh 


Saline 




0814000401813800 

27.149 

0814000201773000 

6.126 

0814000401806300 

15.082 

0814000101757900 

4.463 

0804000700658600 

16.682 

0814000401816700 

18.831 

0814000701849500 

5.634 

0814000301796200 

23.136 


0814000301793700 

1.003 

0814000301793900 

1.071 

0814000301793600 

2.011 

0803000500558800 

4.107 

0803000500559100 

2.151 

0804000700658300 

2.995 

0804000700658800 

1.154 

0803000500557400 

8.933 

0804000700659100 

2.505 

0804000700658000 

1.712 


0804000700659400 

3.346 

0804000700654300 

3.939 

0804000700653800 

1.730 

0803000500556600 

8.459 

0804000700660600 

12.568 


0803000500559000 

14.442 

0803000500557000 

24.442 

0814000301792300 

7.656 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bodind Khurd 

0814000301792200 

5.852 

Fresh 

Boodhi With Chak 

0814000401813000 

11.942 

Fresh 

Borwa 

0814000301795400 

29.273 

Fresh 


Bugarda 


Bukaram Sotan 


Bunrawatan 


Burdi 


Burod 


Butati 


Chachaniya 


Non-command 


Non-command 


Non-command 



0814000301790900 

15.588 

0814000401799900 

38.379 

0814000401816300 

19.596 

0814000301786500 

8.876 



0814000201774100 

17.280 

0814000701846200 

27.831 

0803000500558100 

6.740 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Bilara Limestone 

22.541 

Non-command 

Vindhyan Sandstone 

14.059 

Non-command 

Vindhyan Sandstone 

29.146 

Non-command 

Bilara Limestone 

8.823 

Non-command 

Vindhyan Sandstone 

1.461 

Non-command 

Tertiary Sandstone 

0.047 

Non-command 

Tertiary Sandstone 

1.648 

Non-command 

Older Alluvium 

3.362 

Non-command 

Vindhyan Sandstone 

2.992 

Non-command 

Bilara Limestone 

22.120 

Non-command 

Older Alluvium 

6.126 

Non-command 

Vindhyan Sandstone 

15.082 

Non-command 

Vindhyan Sandstone 

4.463 

Non-command 

Bilara Limestone 

16.682 

Non-command 

Vindhyan Sandstone 

0.002 

Non-command 

Older Alluvium 

3.205 

Non-command 

Tertiary Sandstone 

14.646 

Non-command 

Tertiary Sandstone 

8.490 

Non-command 

Vindhyan Sandstone 

1.003 

Non-command 

Vindhyan Sandstone 

1.071 

Non-command 

Vindhyan Sandstone 

2.011 

Non-command 

Older Alluvium 

0.141 

Non-command 

Vindhyan Sandstone 

2.013 

Non-command 

Bilara Limestone 

2.995 

Non-command 

Bilara Limestone 

1.154 

Non-command 

Vindhyan Sandstone 

3.124 

Non-command 

Bilara Limestone 

2.505 

Non-command 

Bilara Limestone 

1.635 

Non-command 

Bilara Limestone 

0.077 

Non-command 

Bilara Limestone 

3.346 

Non-command 

Bilara Limestone 

3.939 

Non-command 

Vindhyan Sandstone 

1.730 

Non-command 

Vindhyan Sandstone 

8.459 

Non-command 

Phyllite & Schist 

3.335 

Non-command 

Phyllite & Schist 

3.818 

Non-command 

Vindhyan Sandstone 

5.177 

Non-command 

Vindhyan Sandstone 

24.442 

Non-command 

Bilara Limestone 

4.818 

Non-command 

Vindhyan Sandstone 

2.838 

Non-command 

Vindhyan Sandstone 

5.852 

Non-command 

Bilara Limestone 

10.997 

Non-command 

Bilara Limestone 

26.197 

Non-command 

Tertiary Sandstone 

3.076 

Non-command 

Older Alluvium 

9.422 

Non-command 

Vindhyan Sandstone 

20.823 

Non-command 

Bilara Limestone 

15.588 

Non-command 

Vindhyan Sandstone 

38.379 

Non-command 

Vindhyan Sandstone 

19.596 

Non-command 

Bilara Limestone 

5.584 

Non-command 

Bilara Limestone 

3.292 

Non-command 

Older Alluvium 

17.280 

Non-command 

Tertiary Sandstone 

27.831 

Non-command 

Vindhyan Sandstone 

5.549 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

110 

300,000 

250,000 

110 

250,000 

200,000 

110 

275,000 

275,000 

110 

200,000 

200,000 

110 

200,000 

200,000 

120 

400,000 

375,000 

120 

200,000 

200,000 

120 

160,000 

120,000 

120 

180,000 

150,000 

110 

250,000 

250,000 

110 

200,000 

150,000 

110 

250,000 

200,000 

110 

130,000 

110,000 

120 

60,000 

50,000 

110 

275,000 

275,000 

120 

350,000 

350,000 

120 

300,000 

300,000 

120 

200,000 

200,000 

120 

250,000 

250,000 

120 

250,000 

250,000 

120 

250,000 

250,000 

120 

160,000 

120,000 

120 

180,000 

150,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

180,000 

150,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

40,000 

120 

180,000 

150,000 

120 

70,000 

50,000 

120 

30,000 

20,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

350,000 

350,000 

120 

250,000 

250,000 

120 

250,000 

250,000 

110 

300,000 

250,000 

120 

350,000 

350,000 

120 

300,000 

300,000 

120 

350,000 

350,000 

120 

250,000 

250,000 

120 

350,000 

350,000 

110 

250,000 

200,000 

110 

275,000 

275,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

110 

200,000 

150,000 

120 

400,000 

375,000 

120 

180,000 

150,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 
























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Chainasar 

0803000500557900 

2.044 

Fresh 

Chajoli 

0814000301794200 

16.227 

Fresh 

Chak Ghishiyader 

0814000401803800 

8.507 

Saline 

Chak Jhoojhanda 

0814000401811400 

1.846 

Fresh 

Chak Sanwaliyas 

0814000701847200 

1.898 

Fresh 

Chandrai 

0814000101758400 

7.196 

Fresh 

Chardas 

0814000701851200 

4.897 

Fresh 

Charkara 

0803000500556900 

75.779 

Fresh 

Charla 

0804000700657700 

29.959 

Saline 

Chatra Manjra 

0814000401807300 

8.629 

Fresh 


Chau 


Chawad 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0814000401801500 

24.192 

0814000301788800 

11.323 



Saline 


10.315 Fresh 


Chawandiya 

0814000501822300 

21.775 

Fresh 

Chenar (Rural) 

0814000401809000 

9.531 

Fresh 

Chenasar 

0814000401801100 

27.950 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chhapra 


Chhawata Kalan 


Chhawata Khurd 


Chheela 


0814000301787600 


Chugawas 


Chundasariya 


Chuntisara 


39.610 Fresh 


Saline 


0814000301795300 

5.629 

0814000301791500 

9.770 

0814000401799800 

33.102 



Chheelara 

0814000401810900 

11.387 

Fresh 

Chimrani 

0814000401807800 

7.930 

Fresh 

Chittani 

0814000401816800 

7.650 

Fresh 

Chomu 

0814000201772700 

9.073 

Fresh 

Chosli 

0814000701850900 

16.871 

Fresh 

Chua 

0814000701849200 

22.935 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0814000401807900 


0814000101758600 


0814000401803900 


Saline 


2.449 Fresh 


9.232 Fresh 


26.904 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Daboli Khari 

0814000701849300 

3.896 

Fresh 

Daboli Mithi 

0814000701849400 

6.492 

Fresh 


Non-command 


Non-command 



Dagri 

0814000701848800 

6.228 

Fresh 

Danta 

0814000301793200 

4.646 

Fresh 

Dasnoo 

0803000500557200 

29.891 

Fresh 

Dawa 

0803000500556500 

61.606 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Vindhyan Sandstone 

1.908 

Non-command 

Vindhyan Sandstone 

16.227 

Non-command 

Bilara Limestone 

8.507 

Non-command 

Vindhyan Sandstone 

1.846 

Non-command 

Tertiary Sandstone 

0.063 

Non-command 

Vindhyan Sandstone 

7.196 

Non-command 

Older Alluvium 

0.030 

Non-command 

Vindhyan Sandstone 

75.779 

Non-command 

Phyllite & Schist 

5.251 

Non-command 

Bilara Limestone 

8.034 

Non-command 

Vindhyan Sandstone 

0.584 

Non-command 

Vindhyan Sandstone 

24.192 

Non-command 

Bilara Limestone 

0.268 

Non-command 

Bilara Limestone 

11.056 

Non-command 

Bilara Limestone 

9.168 

Non-command 

Older Alluvium 

1.147 

Non-command 

Bilara Limestone 

1.697 

Non-command 

Vindhyan Sandstone 

9.531 

Non-command 

Bilara Limestone 

10.284 

Non-command 

Vindhyan Sandstone 

17.666 

Non-command 

Bilara Limestone 

11.755 

Non-command 

Bilara Limestone 

27.855 

Non-command 

Bilara Limestone 

5.629 

Non-command 

Bilara Limestone 

9.770 

Non-command 

Bilara Limestone 

0.058 

Non-command 

Vindhyan Sandstone 

33.044 

Non-command 

Vindhyan Sandstone 

11.387 

Non-command 

Vindhyan Sandstone 

7.930 

Non-command 

Vindhyan Sandstone 

2.826 

Non-command 

Phyllite & Schist 

9.073 

Non-command 

Older Alluvium 

4.445 

Non-command 

Older Alluvium 

17.553 

Non-command 

Vindhyan Sandstone 

2.723 

Non-command 

Older Alluvium 

0.016 

Non-command 

Vindhyan Sandstone 

2.449 

Non-command 

Vindhyan Sandstone 

9.232 

Non-command 

Bilara Limestone 

1.391 

Non-command 

Vindhyan Sandstone 

5.168 

Non-command 

Bilara Limestone 

20.130 

Non-command 

Vindhyan Sandstone 

0.216 

Non-command 

Bilara Limestone 

1.642 

Non-command 

Older Alluvium 

15.470 

Non-command 

Older Alluvium 

3.896 

Non-command 

Older Alluvium 

4.042 

Non-command 

Vindhyan Sandstone 

2.450 

Non-command 

Older Alluvium 

6.786 

Non-command 

Phyllite & Schist 

3.788 

Non-command 

Older Alluvium 

0.409 

Non-command 

Tertiary Sandstone 

7.280 

Non-command 

Tertiary Sandstone 

6.228 

Non-command 

Vindhyan Sandstone 

4.646 

Non-command 

Vindhyan Sandstone 

13.574 

Non-command 

Vindhyan Sandstone 

59.021 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

180,000 

150,000 

120 

250,000 

250,000 

110 

200,000 

200,000 

110 

275,000 

275,000 

120 

400,000 

375,000 

110 

130,000 

110,000 

120 

350,000 

350,000 

120 

180,000 

150,000 

120 

30,000 

20,000 

110 

300,000 

250,000 

110 

250,000 

200,000 

110 

250,000 

200,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

110 

300,000 

250,000 

110 

250,000 

200,000 

110 

300,000 

250,000 

110 

250,000 

200,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

110 

300,000 

250,000 

110 

250,000 

200,000 

110 

275,000 

275,000 

110 

275,000 

275,000 

110 

275,000 

275,000 

110 

100,000 

80,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

375,000 

375,000 

120 

200,000 

200,000 

110 

250,000 

200,000 

110 

130,000 

110,000 

110 

300,000 

250,000 

110 

250,000 

200,000 

110 

200,000 

200,000 

110 

200,000 

200,000 

110 

270,000 

225,000 

110 

200,000 

150,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

375,000 

375,000 

110 

200,000 

150,000 

110 

100,000 

80,000 

120 

350,000 

350,000 

120 

400,000 

375,000 

120 

400,000 

375,000 

120 

250,000 

250,000 

120 

180,000 

150,000 

120 

180,000 

150,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 



0.022 

0.022 

0.303 

0.515 


































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Dehroli 


Derwa 


Deshwal 


Dhadhariya Kalan 


Dhadhriya Khurd 


Dhakoriya 


Dhariwas 


Dhatiyad 


Dhawa 


Dheengsara 


Dheengsari 


Dhigariya 


Dhoondhiya 


Dhoopaliya 


Dhundhwalon Ki Dhan 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Census Code 

Area 


sq.km 

(3) 

(4) 

0814000301787900 

76.420 



0814000301794700 

6.297 

0814000401803200 

12.501 

0814000601827500 

32.731 


0814000701846000 



13.242 Fresh 


6.584 Fresh 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0814000401802400 



16.343 Fresh 


Saline 


16.651 Fresh 


Saline 


21.338 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


0814000401808800 

6.475 

0814000301788600 

10.845 

0814000401816900 

38.605 

0814000601827600 

27.721 




0814000501825100 

7.749 

0814000101764500 

15.217 


Fresh 


Saline 


Fresh 


Fresh 


Saline 


15.646 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0803000500557600 

17.838 

0814000401802800 

6.330 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Didiya Kalan 

0814000301791300 

18.005 

Fresh 

Didiya Khurd 

0814000301791400 

12.221 

Fresh 

Didwana (M) 

0814000241402000 

56.571 

Fresh 


Non-command 


Non-command 


Non-command 



Doodhras 

0814000701846600 

6.228 

Fresh 

Doodoli 

0814000201767500 

26.585 

Fresh 

Dotina 

0814000301797200 

11.331 

Fresh 

Dugastau 

0814000301790200 

33.820 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bilara Limestone 

38.933 

Non-command 

Bilara Limestone 

37.487 

Non-command 

Older Alluvium 

6.297 

Non-command 

Vindhyan Sandstone 

12.501 

Non-command 

Tertiary Sandstone 

9.799 

Non-command 

Vindhyan Sandstone 

20.097 

Non-command 

Tertiary Sandstone 

10.421 

Non-command 

Vindhyan Sandstone 

2.821 

Non-command 

Tertiary Sandstone 

3.805 

Non-command 

Vindhyan Sandstone 

2.779 

Non-command 

Bilara Limestone 

4.999 

Non-command 

Bilara Limestone 

11.344 

Non-command 

Bilara Limestone 

10.159 

Non-command 

Bilara Limestone 

6.492 

Non-command 

Bilara Limestone 

0.515 

Non-command 

Older Alluvium 

5.602 

Non-command 

Vindhyan Sandstone 

15.221 

Non-command 

Vindhyan Sandstone 

6.475 

Non-command 

Bilara Limestone 

10.845 

Non-command 

Vindhyan Sandstone 

6.004 

Non-command 

Tertiary Sandstone 

12.964 

Non-command 

Tertiary Sandstone 

2.472 

Non-command 

Bilara Limestone 

0.218 

Non-command 

Bilara Limestone 

15.170 

Non-command 

Bilara Limestone 

0.047 

Non-command 

Older Alluvium 

15.402 

Non-command 

Tertiary Sandstone 

0.244 

Non-command 

Phyllite & Schist 

0.105 

Non-command 

Vindhyan Sandstone 

0.735 

Non-command 

Bilara Limestone 

2.426 

Non-command 

Bilara Limestone 

1.522 

Non-command 

Vindhyan Sandstone 

3.359 

Non-command 

Vindhyan Sandstone 

0.588 

Non-command 

Bilara Limestone 

0.400 

Non-command 

Vindhyan Sandstone 

5.342 

Non-command 

Bilara Limestone 

17.795 

Non-command 

Older Alluvium 

0.218 

Non-command 

Phyllite & Schist 

3.717 

Non-command 

Bilara Limestone 

18.005 

Non-command 

Bilara Limestone 

12.221 

Non-command 

Older Alluvium 

0.005 

Non-command 

Phyllite & Schist 

4.944 

Non-command 

Bilara Limestone 

8.782 

Non-command 

Vindhyan Sandstone 

8.931 

Non-command 

Older Alluvium 

17.329 

Non-command 

Vindhyan Sandstone 

3.402 

Non-command 

Tertiary Sandstone 

4.049 

Non-command 

Phyllite & Schist 

0.464 

Non-command 

Older Alluvium 

11.331 

Non-command 

Bilara Limestone 

30.482 

Non-command 

Vindhyan Sandstone 

3.338 

Non-command 

Bilara Limestone 

25.955 

Non-command 

Older Alluvium 

11.686 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

350,000 

350,000 

120 

200,000 

200,000 

120 

350,000 

350,000 

110 

250,000 

200,000 

110 

300,000 

300,000 

110 

250,000 

250,000 

120 

400,000 

375,000 

120 

375,000 

375,000 

110 

300,000 

300,000 

110 

275,000 

275,000 

110 

300,000 

250,000 

110 

200,000 

200,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

250,000 

250,000 

110 

275,000 

275,000 

120 

350,000 

350,000 

110 

275,000 

275,000 

110 

300,000 

300,000 

110 

200,000 

200,000 

110 

300,000 

250,000 

110 

200,000 

150,000 

110 

100,000 

90,000 

120 

350,000 

350,000 

120 

300,000 

300,000 

120 

30,000 

20,000 

120 

40,000 

25,000 

110 

300,000 

250,000 

110 

200,000 

200,000 

120 

180,000 

150,000 

110 

250,000 

200,000 

110 

200,000 

200,000 

110 

200,000 

200,000 

110 

200,000 

150,000 

110 

150,000 

110,000 

110 

90,000 

70,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

110 

200,000 

150,000 

110 

100,000 

80,000 

120 

350,000 

350,000 

120 

250,000 

250,000 

120 

160,000 

120,000 

120 

180,000 

150,000 

120 

400,000 

375,000 

110 

100,000 

80,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

250,000 

250,000 

120 

350,000 

350,000 

120 

350,000 

350,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.210 


0.120 


0.840 


0.044 











































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Dukosi 


Durgapura 


Fatehsar 


Firozpura Charna 


Gadriya 


Gandila Basni 


Gantheelasar 


Gardeja Basni 


Gawaloo 


Gawariyon Ki Dhan 


Gedap 


Geloli 


Genana 


Gewarsar 


Godhan 


Godras 


Goganada 


Golasani 


Golsar 


Gondusar 


Gondusar Narnotan 


Gorau 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


0814000401808400 

10.711 

0803000500558300 

11.283 

0814000401799700 

9.448 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


11.697 Non-command 


0814000401810500 

4.165 

0814000301786400 

9.931 




Non-command 


Fresh Non-command 


Saline Non-command 


24.136 Fresh Non-command 



0814000401806000 

4.737 

0814000401801300 

24.398 



0814000201769000 

5.465 

0814000401816200 

34.810 

0814000201773800 

2.628 

0804000700658500 

45.236 

0814000301796400 

21.947 

0814000101764000 

16.420 

0804000700652300 

14.102 



Ghantiyal Bari 

0804000700655200 

17.931 

Saline 

Ghodaran 

0814000401799500 

6.786 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0814000501822400 

12.481 

0814000201774200 

12.474 

0814000401806800 

17.558 



0814000401816100 

9.218 

0814000401801800 

3.178 

0803000500558400 

25.648 




0804000700658200 

3.284 

Fresh 

0804000700658400 

3.180 

Fresh 

0814000301789100 

34.358 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Gorera 


0814000401798900 


Saline Non-command 


Fresh Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

1.011 

Non-command 

Tertiary Sandstone 

0.642 

Non-command 

Tertiary Sandstone 

0.849 

Non-command 

Tertiary Sandstone 

3.266 

Non-command 

Tertiary Sandstone 

0.034 

Non-command 

Tertiary Sandstone 

0.869 

Non-command 

Tertiary Sandstone 

6.308 

Non-command 

Vindhyan Sandstone 

10.711 

Non-command 

Older Alluvium 

11.283 

Non-command 

Bilara Limestone 

1.354 

Non-command 

Vindhyan Sandstone 

8.094 

Non-command 

Bilara Limestone 

0.080 

Non-command 

Vindhyan Sandstone 

10.257 

Non-command 

Tertiary Sandstone 

4.165 

Non-command 

Bilara Limestone 

1.330 

Non-command 

Bilara Limestone 

8.602 

Non-command 

Bilara Limestone 

22.877 

Non-command 

Vindhyan Sandstone 

1.259 

Non-command 

Tertiary Sandstone 

15.781 

Non-command 

Vindhyan Sandstone 

3.316 

Non-command 

Older Alluvium 

1.208 

Non-command 

Vindhyan Sandstone 

0.412 

Non-command 

Vindhyan Sandstone 

4.737 

Non-command 

Bilara Limestone 

19.304 

Non-command 

Bilara Limestone 

5.094 

Non-command 

Phyllite & Schist 

0.143 

Non-command 

Vindhyan Sandstone 

31.127 

Non-command 

Older Alluvium 

1.017 

Non-command 

Bilara Limestone 

45.236 

Non-command 

Tertiary Sandstone 

21.947 

Non-command 

Vindhyan Sandstone 

7.386 

Non-command 

Tertiary Sandstone 

0.048 

Non-command 

Vindhyan Sandstone 

0.020 

Non-command 

Phyllite & Schist 

0.005 

Non-command 

Bilara Limestone 

6.776 

Non-command 

Vindhyan Sandstone 

0.010 

Non-command 

Bilara Limestone 

1.964 

Non-command 

Older Alluvium 

9.670 

Non-command 

Vindhyan Sandstone 

17.124 

Non-command 

Vindhyan Sandstone 

0.434 

Non-command 

Vindhyan Sandstone 

10.396 

Non-command 

Vindhyan Sandstone 

10.495 

Non-command 

Vindhyan Sandstone 

4.053 

Non-command 

Vindhyan Sandstone 

3.178 

Non-command 

Older Alluvium 

23.866 

Non-command 

Vindhyan Sandstone 

1.782 

Non-command 

Bilara Limestone 

3.284 

Non-command 

Bilara Limestone 

3.180 

Non-command 

Bilara Limestone 

14.763 

Non-command 

Older Alluvium 

17.098 

Non-command 

Vindhyan Sandstone 

0.001 

Non-command 

Older Alluvium 

2.496 

Non-command 

Vindhyan Sandstone 

23.211 



with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

200,000 

200,000 

120 

400,000 

375,000 

120 

200,000 

200,000 

120 

400,000 

375,000 

120 

200,000 

200,000 

120 

400,000 

375,000 

120 

200,000 

200,000 

110 

250,000 

200,000 

120 

160,000 

120,000 

110 

300,000 

250,000 

110 

250,000 

200,000 

120 

350,000 

350,000 

120 

250,000 

250,000 

110 

300,000 

300,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

110 

300,000 

250,000 

110 

250,000 

200,000 

110 

300,000 

300,000 

110 

275,000 

275,000 

120 

160,000 

120,000 

120 

180,000 

150,000 

110 

250,000 

200,000 

110 

300,000 

250,000 

110 

200,000 

200,000 

110 

100,000 

80,000 

110 

275,000 

275,000 

110 

200,000 

150,000 

120 

60,000 

50,000 

120 

300,000 

300,000 

110 

130,000 

110,000 

120 

70,000 

60,000 

120 

50,000 

40,000 

120 

30,000 

20,000 

110 

300,000 

250,000 

110 

250,000 

200,000 

110 

300,000 

250,000 

110 

200,000 

150,000 

110 

250,000 

200,000 

110 

200,000 

200,000 

110 

250,000 

200,000 

110 

200,000 

200,000 

110 

275,000 

275,000 

110 

200,000 

200,000 

120 

160,000 

120,000 

120 

180,000 

150,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

250,000 

250,000 

120 

200,000 

200,000 

110 

250,000 

200,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 















































































































































































































































































































































































































































































































































































































































Micro-watershed 



Gujariyawas 


Gumanpura 


Gurharohili 


Hemlai 


Hingoniya 


Hirasani 


Hirawati 


Hudas 


Igyar 


Jabrasi 


Jajolai 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


( 4 ) ( 5 ) ( 6 ) 


6.753 Fresh Non-command 


Goth 

0814000301790400 

5.344 

Fresh 

Gothra 

0814000401810400 

14.932 

Fresh 




Gowa Khurd 

0814000401808100 

10.450 

Fresh 

Gudha Bhagwan Das 

0814000501822100 

18.055 

Fresh 



Gudha Bhagwan Das K 

0814000501822200 

5.907 

Fresh 

Gugriyali 

0814000301787100 

18.440 

Fresh 




0814000301792500 


0814000301789300 


Saline Non-command 


4.598 Fresh Non-command 


0.822 Fresh Non-command 



0814000301787000 


Gurla 

0814000401805300 

10.288 

Fresh 

Hanmannagar 

0814000401800300 

3.420 

Fresh 

Hansasar 

0803000500554700 

54.281 

Fresh 

Harima 

0814000401804900 

19.664 

Fresh 


0803000500558200 


0814000401802000 


Saline Non-command 


16.791 Fresh Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


5.825 Fresh Non-command 


12.516 Fresh Non-command 


Saline Non-command 


0814000301793400 

5.286 

0814000101758700 

12.308 



0814000101757800 


0814000301795000 


32.064 Fresh Non-command 


14.342 Fresh Non-command 



Indas 

0814000401806200 

21.131 

Fresh 

Indokali 

0814000401816500 

15.691 

Fresh 

lyara 

0804000700654400 

61.202 

Fresh 



0814000401804000 


0814000401804600 


3.536 Fresh Non-command 


Saline Non-command 


8.594 Fresh Non-command 



Jakhan 

0814000301792700 

2.183 

Fresh 

Jakhaniya 

0814000401800500 

18.377 

Fresh 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Bilara Limestone 

0.353 

Non-command 

Tertiary Sandstone 

1.646 

Non-command 

Vindhyan Sandstone 

4.754 

Non-command 

Vindhyan Sandstone 

5.344 

Non-command 

Tertiary Sandstone 

3.107 

Non-command 

Vindhyan Sandstone 

11.825 

Non-command 

Vindhyan Sandstone 

10.450 

Non-command 

Bilara Limestone 

10.534 

Non-command 

Vindhyan Sandstone 

0.329 

Non-command 

Bilara Limestone 

5.698 

Non-command 

Bilara Limestone 

0.836 

Non-command 

Older Alluvium 

14.063 

Non-command 

Bilara Limestone 

1.676 

Non-command 

Older Alluvium 

1.864 

Non-command 

Bilara Limestone 

1.518 

Non-command 

Vindhyan Sandstone 

3.080 

Non-command 

Bilara Limestone 

0.091 

Non-command 

Older Alluvium 

0.426 

Non-command 

Older Alluvium 

0.306 

Non-command 

Bilara Limestone 

0.515 

Non-command 

Older Alluvium 

16.276 

Non-command 

Vindhyan Sandstone 

10.288 

Non-command 

Vindhyan Sandstone 

3.420 

Non-command 

Vindhyan Sandstone 

3.632 

Non-command 

Bilara Limestone 

18.489 

Non-command 

Vindhyan Sandstone 

1.175 

Non-command 

Older Alluvium 

1.801 

Non-command 

Vindhyan Sandstone 

4.025 

Non-command 

Vindhyan Sandstone 

1.767 

Non-command 

Vindhyan Sandstone 

10.749 

Non-command 

Vindhyan Sandstone 

5.286 

Non-command 

Phyllite & Schist 

0.721 

Non-command 

Vindhyan Sandstone 

7.205 

Non-command 

Bilara Limestone 

15.682 

Non-command 

Vindhyan Sandstone 

16.382 

Non-command 

Bilara Limestone 

2.562 

Non-command 

Older Alluvium 

9.591 

Non-command 

Tertiary Sandstone 

2.189 

Non-command 

Bilara Limestone 

8.542 

Non-command 

Vindhyan Sandstone 

39.931 

Non-command 

Vindhyan Sandstone 

21.131 

Non-command 

Vindhyan Sandstone 

15.691 

Non-command 

Bilara Limestone 

60.212 

Non-command 

Vindhyan Sandstone 

0.991 

Non-command 

Bilara Limestone 

1.862 

Non-command 

Bilara Limestone 

1.673 

Non-command 

Bilara Limestone 

3.426 

Non-command 

Vindhyan Sandstone 

0.017 

Non-command 

Bilara Limestone 

2.371 

Non-command 

Vindhyan Sandstone 

2.779 

Non-command 

Bilara Limestone 

2.183 

Non-command 

Bilara Limestone 

4.255 

Non-command 

Vindhyan Sandstone 

14.122 



with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

350,000 

350,000 

120 

300,000 

300,000 

120 

250,000 

250,000 

120 

250,000 

250,000 

110 

300,000 

300,000 

110 

275,000 

275,000 

110 

250,000 

200,000 

110 

300,000 

250,000 

110 

250,000 

200,000 

110 

300,000 

250,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

350,000 

350,000 

120 

250,000 

250,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

110 

250,000 

200,000 

110 

250,000 

200,000 

120 

180,000 

150,000 

110 

300,000 

250,000 

110 

250,000 

200,000 

120 

160,000 

120,000 

120 

180,000 

150,000 

110 

250,000 

200,000 

110 

200,000 

200,000 

120 

250,000 

250,000 

110 

90,000 

70,000 

110 

130,000 

110,000 

110 

200,000 

150,000 

110 

130,000 

110,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

300,000 

300,000 

110 

250,000 

250,000 

110 

275,000 

275,000 

110 

250,000 

200,000 

110 

275,000 

275,000 

120 

60,000 

50,000 

120 

50,000 

40,000 

110 

300,000 

250,000 

110 

200,000 

200,000 

110 

300,000 

250,000 

110 

250,000 

200,000 

110 

200,000 

200,000 

110 

200,000 

200,000 

120 

350,000 

350,000 

110 

300,000 

250,000 

110 

250,000 

200,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 











































































































































































































































































































































































































































































































































































































Micro-watershed 



Janana 


Janewa (East) 


Janewa (West) 


Jani 


Janwas 


Jathera 


Jesalsar 


Jetpura Kalan 


Jetpura Khurd 


Jetpuriya Bamniya 


Jhadisara 


Jhalalar 


Jhardiya 


Jhareli 


Jhoojhanda 


Jhorda 


Jhunjhala 


Jindas 


Jocheena 


Jodhiyasi 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


0814000401811300 


0814000301785900 


sq.km 


( 4 ) ( 5 ) 


17.201 Fresh 


Fresh 


12.590 Fresh 


Saline 



Non-command 


Non-command 


Non-command 



0814000301786000 


0814000301792900 


0814000301792600 


0814000401804500 


10.393 Fresh 


Saline 


11.396 Fresh 


8.393 Fresh 


6.691 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 




0814000301792400 


0804000700660200 



0803000500558000 


0814000701848700 


0814000701848600 


Saline 


60.744 Fresh 


6.531 Fresh 


Saline 


9.270 Fresh 


Saline 


11.276 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 




0814000701846900 

1.367 

0814000401804400 

11.514 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 





Saline 

0814000301792000 

9.299 

Fresh 

0814000101758000 

11.308 

Fresh 

0814000301786600 

44.592 

Fresh 

0814000401814300 

14.783 

Fresh 

0814000401798800 

18.851 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0814000301795700 

6.281 

0814000401804800 

8.067 

0814000301789800 

10.452 

0814000401802100 

9.611 



Fresh 


Saline 


34.769 Fresh 


Jorawarpura 

0814000201767600 

4.440 

Fresh 

Joshiyad 

0814000401806400 

13.232 

Fresh 

Jyak 

0804000700658900 

22.103 

Fresh 


Kachras 

0814000301793500 

5.507 

Fresh 

Kadarpura 

0814000401807700 

7.030 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Bilara Limestone 

0.004 

Non-command 

Vindhyan Sandstone 

17.197 

Non-command 

Vindhyan Sandstone 

23.351 

Non-command 

Vindhyan Sandstone 

6.108 

Non-command 

Bilara Limestone 

0.130 

Non-command 

Vindhyan Sandstone 

6.352 

Non-command 

Vindhyan Sandstone 

8.107 

Non-command 

Vindhyan Sandstone 

2.286 

Non-command 

Bilara Limestone 

10.774 

Non-command 

Older Alluvium 

0.623 

Non-command 

Bilara Limestone 

7.232 

Non-command 

Vindhyan Sandstone 

1.162 

Non-command 

Bilara Limestone 

1.470 

Non-command 

Vindhyan Sandstone 

0.367 

Non-command 

Vindhyan Sandstone 

4.855 

Non-command 

Bilara Limestone 

2.664 

Non-command 

Vindhyan Sandstone 

58.079 

Non-command 

Phyllite & Schist 

0.005 

Non-command 

Vindhyan Sandstone 

2.162 

Non-command 

Phyllite & Schist 

3.879 

Non-command 

Vindhyan Sandstone 

0.485 

Non-command 

Bilara Limestone 

7.239 

Non-command 

Vindhyan Sandstone 

2.009 

Non-command 

Vindhyan Sandstone 

0.022 

Non-command 

Older Alluvium 

5.539 

Non-command 

Vindhyan Sandstone 

5.737 

Non-command 

Tertiary Sandstone 

3.958 

Non-command 

Tertiary Sandstone 

2.178 

Non-command 

Tertiary Sandstone 

3.265 

Non-command 

Tertiary Sandstone 

6.550 

Non-command 

Tertiary Sandstone 

1.367 

Non-command 

Bilara Limestone 

2.620 

Non-command 

Vindhyan Sandstone 

4.310 

Non-command 

Vindhyan Sandstone 

4.585 

Non-command 

Vindhyan Sandstone 

9.299 

Non-command 

Vindhyan Sandstone 

11.308 

Non-command 

Bilara Limestone 

44.592 

Non-command 

Vindhyan Sandstone 

14.783 

Non-command 

Older Alluvium 

2.337 

Non-command 

Vindhyan Sandstone 

16.514 

Non-command 

Tertiary Sandstone 

6.281 

Non-command 

Bilara Limestone 

8.067 

Non-command 

Bilara Limestone 

10.452 

Non-command 

Vindhyan Sandstone 

0.959 

Non-command 

Vindhyan Sandstone 

8.651 

Non-command 

Bilara Limestone 

10.724 

Non-command 

Vindhyan Sandstone 

24.046 

Non-command 

Phyllite & Schist 

4.089 

Non-command 

Vindhyan Sandstone 

13.232 

Non-command 

Bilara Limestone 

12.775 

Non-command 

Vindhyan Sandstone 

9.328 

Non-command 

Vindhyan Sandstone 

5.507 

Non-command 

Vindhyan Sandstone 

7.030 



with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

350,000 

350,000 

120 

250,000 

250,000 

110 

275,000 

275,000 

120 

250,000 

250,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

250,000 

250,000 

120 

200,000 

200,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

250,000 

250,000 

110 

300,000 

250,000 

110 

250,000 

200,000 

110 

200,000 

200,000 

120 

350,000 

350,000 

120 

250,000 

250,000 

120 

70,000 

50,000 

120 

50,000 

40,000 

120 

30,000 

20,000 

120 

40,000 

25,000 

110 

300,000 

250,000 

110 

250,000 

200,000 

110 

200,000 

200,000 

120 

160,000 

120,000 

120 

180,000 

150,000 

120 

400,000 

375,000 

120 

200,000 

200,000 

120 

400,000 

375,000 

120 

200,000 

200,000 

120 

400,000 

375,000 

110 

300,000 

250,000 

110 

250,000 

200,000 

110 

200,000 

200,000 

120 

250,000 

250,000 

110 

130,000 

110,000 

120 

350,000 

350,000 

110 

275,000 

275,000 

110 

100,000 

80,000 

110 

250,000 

200,000 

120 

300,000 

300,000 

110 

300,000 

250,000 

120 

350,000 

350,000 

110 

250,000 

200,000 

110 

200,000 

200,000 

120 

60,000 

50,000 

120 

50,000 

40,000 

110 

100,000 

80,000 

110 

250,000 

200,000 

120 

60,000 

50,000 

120 

50,000 

40,000 

120 

250,000 

250,000 

110 

250,000 

200,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 








































































































































































































































































































































































































































































































































































































































Micro-watershed 



Kanwal 


Kanwlisar 


Kaprod 


Karasora 


Karejra 


Karloo 


Karnetpura 


Kasari 


Kashipura 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


26.824 Fresh Non-command 


Kakkoo 

0803000500554800 

91.664 

Fresh 

Kalri 

0814000401803100 

21.558 

Fresh 


Non-command 


Non-command 



Kalvi 

0814000301796300 

12.811 

Fresh 

Kalyansar 

0804000700659000 

19.085 

Fresh 


Non-command 


Non-command 



Kandhalsar 

0804000700653300 

23.991 

Fresh 

Kangsiya 

0814000301785300 

19.953 

Fresh 


Non-command 


Non-command 




0814000701849800 

8.950 

Fresh 

0803000500556800 

24.945 

Fresh 

0814000401804200 

6.222 

Fresh 

0814000201772200 

6.200 

Fresh 

0814000701846800 

3.942 

Fresh 

0804000700658700 

17.697 

Fresh 

0814000401814200 

40.192 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0814000401800100 

3.881 

0814000301794100 

3.424 

0814000301789000 

18.744 



Saline 


15.737 Fresh 


Katar Bari 

0804000700652200 

51.735 

Fresh 

Katar Chhoti 

0804000700653000 

23.380 

Fresh 

Kathoti 

0814000301792800 

55.213 

Fresh 

Kedli 

0803000500555900 

21.926 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Khajwana 

0814000401816400 

55.878 

Fresh 

Khamiyad 

0814000101765100 

14.819 

Fresh 


Non-command 


Non-command 



Khangar 

0814000101764800 

12.037 

Fresh 

Khanpura Manjra 

0814000301790800 

4.748 

Fresh 

Khanwar 

0814000301791000 

13.127 

Fresh 

Khara 

0804000700660500 

2.922 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Kharamanjra 

0814000301787400 

4.783 

Fresh 

Kharda 

0814000401811700 

10.532 

Fresh 

Khari Jodha 

0814000301789200 

9.979 

Fresh 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

24.132 

Non-command 

Phyllite & Schist 

2.691 

Non-command 

Vindhyan Sandstone 

36.291 

Non-command 

Bilara Limestone 

8.856 

Non-command 

Vindhyan Sandstone 

12.446 

Non-command 

Tertiary Sandstone 

12.811 

Non-command 

Bilara Limestone 

11.769 

Non-command 

Vindhyan Sandstone 

7.317 

Non-command 

Bilara Limestone 

14.579 

Non-command 

Vindhyan Sandstone 

0.462 

Non-command 

Bilara Limestone 

4.662 

Non-command 

Vindhyan Sandstone 

0.110 

Non-command 

Vindhyan Sandstone 

9.015 

Non-command 

Bilara Limestone 

19.254 

Non-command 

Older Alluvium 

0.699 

Non-command 

Bilara Limestone 

22.955 

Non-command 

Older Alluvium 

6.237 

Non-command 

Older Alluvium 

0.407 

Non-command 

Vindhyan Sandstone 

21.863 

Non-command 

Bilara Limestone 

6.222 

Non-command 

Phyllite & Schist 

6.200 

Non-command 

Tertiary Sandstone 

2.186 

Non-command 

Bilara Limestone 

17.697 

Non-command 

Bilara Limestone 

7.912 

Non-command 

Vindhyan Sandstone 

32.280 

Non-command 

Vindhyan Sandstone 

3.881 

Non-command 

Vindhyan Sandstone 

3.424 

Non-command 

Older Alluvium 

7.362 

Non-command 

Older Alluvium 

11.382 

Non-command 

Older Alluvium 

0.451 

Non-command 

Tertiary Sandstone 

15.286 

Non-command 

Vindhyan Sandstone 

16.272 

Non-command 

Vindhyan Sandstone 

16.958 

Non-command 

Bilara Limestone 

55.213 

Non-command 

Bilara Limestone 

19.887 

Non-command 

Vindhyan Sandstone 

0.581 

Non-command 

Bilara Limestone 

4.004 

Non-command 

Older Alluvium 

15.074 

Non-command 

Bilara Limestone 

10.046 

Non-command 

Vindhyan Sandstone 

2.832 

Non-command 

Vindhyan Sandstone 

55.878 

Non-command 

Bilara Limestone 

10.327 

Non-command 

Older Alluvium 

4.475 

Non-command 

Phyllite & Schist 

0.018 

Non-command 

Bilara Limestone 

12.037 

Non-command 

Bilara Limestone 

4.748 

Non-command 

Bilara Limestone 

13.127 

Non-command 

Phyllite & Schist 

1.014 

Non-command 

Vindhyan Sandstone 

1.908 

Non-command 

Bilara Limestone 

4.783 

Non-command 

Vindhyan Sandstone 

10.532 

Non-command 

Bilara Limestone 

4.485 

Non-command 

Older Alluvium 

5.470 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

110 

200,000 

150,000 

110 

100,000 

80,000 

120 

180,000 

150,000 

110 

300,000 

250,000 

110 

250,000 

200,000 

120 

300,000 

300,000 

120 

60,000 

50,000 

120 

50,000 

40,000 

120 

350,000 

350,000 

120 

250,000 

250,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

50,000 

40,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

60,000 

50,000 

120 

90,000 

70,000 

120 

350,000 

350,000 

120 

180,000 

150,000 

110 

300,000 

250,000 

110 

100,000 

80,000 

120 

400,000 

375,000 

120 

60,000 

50,000 

110 

250,000 

250,000 

110 

275,000 

275,000 

110 

250,000 

200,000 

120 

250,000 

250,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

120 

350,000 

350,000 

120 

300,000 

300,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

350,000 

350,000 

120 

120,000 

120,000 

120 

180,000 

150,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

110 

300,000 

250,000 

110 

250,000 

200,000 

110 

275,000 

275,000 

110 

200,000 

150,000 

110 

150,000 

110,000 

110 

90,000 

70,000 

110 

200,000 

150,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

70,000 

50,000 

120 

50,000 

40,000 

120 

350,000 

350,000 

110 

275,000 

275,000 

120 

350,000 

350,000 

120 

350,000 

350,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.132 


0.009 


0.090 
























































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Kheechiyasar 


Khen 


Khera Narnoliya 


Kheraheerawas 


Khetolao 


Khinyala 


Khinyawas 


Khivtana 


Khiyas 


Khokhari 


Khunkhuna 


Khur Khura Kalan 


Khur Khura Khurd 


Kishanpura 


Kitalsar 


Koliya 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


Saline Non-command 


26.870 Fresh 


Khariya 

0814000401800400 

8.501 

Fresh 

Kharnal 

0814000401812700 

30.189 

Fresh 


Non-command 


Non-command 


Non-command 



0803000500557500 

16.940 

0814000401811800 

7.009 

0814000301795900 

5.119 

0814000301787800 

10.646 




Saline 


29.715 Saline 


Kherwa 

0814000701848500 

4.225 

Fresh 

Kherwar 

0814000301791200 

10.300 

Fresh 

Khetas 

0814000401802300 

20.176 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 





Saline 

0814000401809700 

7.414 

Fresh 

0814000301790000 

33.344 

Fresh 

0814000301798200 

2.002 

Fresh 

0814000701849100 

25.173 

Fresh 

0814000701846700 

7.543 

Fresh 

0814000101763900 

14.238 

Fresh 

0814000201774300 

7.994 

Fresh 

0814000401814500 

5.740 

Fresh 

0814000401814400 

10.656 

Fresh 

0814000301788000 

3.810 

Saline 

0814000401801900 

5.309 

Saline 

0814000201772500 

23.184 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Koniyara 

0814000201778800 

5.664 

Fresh 

Koonknon Ki Dhani 

0814000401802900 

7.245 

Fresh 




Saline Non-command 


Kuchera (M) 

0814000441406000 

74.651 

Fresh 

Kumari 

0814000401807500 

16.482 

Fresh 

Kunwar Khera 

0814000301794000 

2.826 

Fresh 

Kusiya 

0814000301792100 

5.789 

Fresh 

Ladiya 

0814000401798500 

13.408 

Fresh 


11.765 Saline Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Lalgarh 

0804000700653500 

29.018 

Fresh 

Leelka 

0803000500556300 

7.271 

Fresh 

Likhmansar 

0804000700660000 

29.445 

Fresh 


Non-command 


Non-command 


Non-command 


Loroli Kalan 


0814000201773900 


6.797 Fresh 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.024 

Non-command 

Bilara Limestone 

3.685 

Non-command 

Vindhyan Sandstone 

23.185 

Non-command 

Vindhyan Sandstone 

8.501 

Non-command 

Bilara Limestone 

22.520 

Non-command 

Vindhyan Sandstone 

7.669 

Non-command 

Older Alluvium 

0.563 

Non-command 

Vindhyan Sandstone 

31.120 

Non-command 

Older Alluvium 

0.416 

Non-command 

Vindhyan Sandstone 

2.641 

Non-command 

Vindhyan Sandstone 

1.872 

Non-command 

Vindhyan Sandstone 

7.009 

Non-command 

Tertiary Sandstone 

5.119 

Non-command 

Bilara Limestone 

1.513 

Non-command 

Bilara Limestone 

9.133 

Non-command 

Bilara Limestone 

5.146 

Non-command 

Vindhyan Sandstone 

24.568 

Non-command 

Tertiary Sandstone 

1.927 

Non-command 

Bilara Limestone 

10.300 

Non-command 

Bilara Limestone 

18.430 

Non-command 

Vindhyan Sandstone 

1.475 

Non-command 

Bilara Limestone 

0.271 

Non-command 

Bilara Limestone 

7.414 

Non-command 

Bilara Limestone 

33.344 

Non-command 

Older Alluvium 

1.239 

Non-command 

Older Alluvium 

23.616 

Non-command 

Tertiary Sandstone 

2.852 

Non-command 

Vindhyan Sandstone 

0.031 

Non-command 

Older Alluvium 

6.026 

Non-command 

Vindhyan Sandstone 

5.740 

Non-command 

Vindhyan Sandstone 

10.656 

Non-command 

Bilara Limestone 

3.810 

Non-command 

Vindhyan Sandstone 

5.309 

Non-command 

Older Alluvium 

7.040 

Non-command 

Phyllite & Schist 

16.144 

Non-command 

Vindhyan Sandstone 

0.014 

Non-command 

Bilara Limestone 

1.088 

Non-command 

Vindhyan Sandstone 

1.529 

Non-command 

Bilara Limestone 

3.435 

Non-command 

Vindhyan Sandstone 

1.193 

Non-command 

Bilara Limestone 

4.473 

Non-command 

Vindhyan Sandstone 

7.293 

Non-command 

Tertiary Sandstone 

74.651 

Non-command 

Vindhyan Sandstone 

16.482 

Non-command 

Vindhyan Sandstone 

2.826 

Non-command 

Vindhyan Sandstone 

5.789 

Non-command 

Older Alluvium 

6.452 

Non-command 

Vindhyan Sandstone 

6.956 

Non-command 

Vindhyan Sandstone 

29.018 

Non-command 

Vindhyan Sandstone 

7.271 

Non-command 

Bilara Limestone 

12.362 

Non-command 

Vindhyan Sandstone 

17.083 

Non-command 

Older Alluvium 

0.276 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

200,000 

200,000 

110 

300,000 

250,000 

110 

250,000 

200,000 

110 

250,000 

200,000 

110 

250,000 

250,000 

110 

275,000 

275,000 

120 

350,000 

350,000 

120 

250,000 

250,000 

110 

200,000 

150,000 

110 

200,000 

200,000 

120 

180,000 

150,000 

110 

275,000 

275,000 

120 

300,000 

300,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

400,000 

375,000 

120 

350,000 

350,000 

110 

300,000 

250,000 

110 

250,000 

200,000 

110 

200,000 

200,000 

110 

300,000 

250,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

400,000 

375,000 

110 

130,000 

110,000 

110 

200,000 

150,000 

110 

275,000 

275,000 

110 

275,000 

275,000 

120 

200,000 

200,000 

110 

200,000 

200,000 

110 

200,000 

150,000 

110 

100,000 

80,000 

110 

200,000 

200,000 

110 

300,000 

250,000 

110 

250,000 

200,000 

110 

200,000 

200,000 

110 

200,000 

200,000 

110 

200,000 

200,000 

110 

200,000 

200,000 

110 

300,000 

300,000 

110 

250,000 

200,000 

120 

250,000 

250,000 

120 

250,000 

250,000 

110 

100,000 

80,000 

110 

250,000 

200,000 

120 

50,000 

40,000 

120 

180,000 

150,000 

120 

60,000 

50,000 

120 

50,000 

40,000 

110 

200,000 

150,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 





















































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Malasar 


Malgaon 


Manasar (Rural) 


Manda Basni 


Mandeli 


Motoos 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


30.235 Saline Non-command 



Lukas 

0814000101758300 

4.395 

Fresh 

Lunda 

0814000401806500 

10.366 

Fresh 

Lunsara 

0814000301796100 

34.003 

Fresh 

Madpharas 

0814000401805700 

6.467 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 



Mainsar 

0803000500558600 

46.275 

Fresh 

Maiyasar 

0803000500557300 

22.588 

Fresh 

Makori 

0814000401802600 

18.398 

Saline 

Malaksar 

0804000700660400 

13.482 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



0804000700653200 


0814000101764100 


0814000401805100 


Saline Non-command 


16.532 Fresh Non-command 


10.687 Fresh Non-command 


24.522 Fresh Non-command 



0814000401808500 

3.605 

0814000201772400 

5.656 

0814000401802200 

8.095 


Fresh 


Fresh 


Fresh 


Saline 


20.850 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Manglod 

0814000301788400 

25.335 

Fresh 

Manjhwas 

0814000401804700 

16.203 

Fresh 

Manu 

0814000101757700 

21.685 

Fresh 

Mariya 

0803000500554100 

16.528 

Fresh 

Matasukh 

0814000301794900 

16.705 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Mirjas 

0814000401811100 

7.474 

Fresh 

Miyasar 

0814000701850500 

6.997 

Fresh 

Moolwas 

0803000500556400 

5.243 

Fresh 

Moondar 

0803000500559200 

25.060 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



0814000601831700 



16.150 Fresh Non-command 


Saline Non-command 


6.830 Fresh Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bilara Limestone 

4.373 

Non-command 

Phyllite & Schist 

23.560 

Non-command 

Vindhyan Sandstone 

1.978 

Non-command 

Vindhyan Sandstone 

4.395 

Non-command 

Vindhyan Sandstone 

10.366 

Non-command 

Tertiary Sandstone 

34.003 

Non-command 

Bilara Limestone 

5.431 

Non-command 

Vindhyan Sandstone 

1.035 

Non-command 

Bilara Limestone 

3.764 

Non-command 

Older Alluvium 

22.968 

Non-command 

Older Alluvium 

46.275 

Non-command 

Vindhyan Sandstone 

9.993 

Non-command 

Bilara Limestone 

18.398 

Non-command 

Phyllite & Schist 

3.617 

Non-command 

Vindhyan Sandstone 

4.679 

Non-command 

Phyllite & Schist 

5.185 

Non-command 

Vindhyan Sandstone 

3.507 

Non-command 

Vindhyan Sandstone 

10.687 

Non-command 

Bilara Limestone 

15.899 

Non-command 

Vindhyan Sandstone 

8.624 

Non-command 

Bilara Limestone 

0.298 

Non-command 

Older Alluvium 

12.041 

Non-command 

Phyllite & Schist 

0.228 

Non-command 

Vindhyan Sandstone 

3.605 

Non-command 

Phyllite & Schist 

4.711 

Non-command 

Vindhyan Sandstone 

4.612 

Non-command 

Vindhyan Sandstone 

3.482 

Non-command 

Bilara Limestone 

10.861 

Non-command 

Vindhyan Sandstone 

3.060 

Non-command 

Bilara Limestone 

1.297 

Non-command 

Phyllite & Schist 

4.947 

Non-command 

Vindhyan Sandstone 

0.685 

Non-command 

Bilara Limestone 

25.335 

Non-command 

Bilara Limestone 

16.203 

Non-command 

Vindhyan Sandstone 

21.685 

Non-command 

Vindhyan Sandstone 

0.040 

Non-command 

Older Alluvium 

16.514 

Non-command 

Tertiary Sandstone 

0.192 

Non-command 

Bilara Limestone 

3.363 

Non-command 

Vindhyan Sandstone 

12.212 

Non-command 

Bilara Limestone 

5.321 

Non-command 

Vindhyan Sandstone 

7.113 

Non-command 

Vindhyan Sandstone 

7.474 

Non-command 

Older Alluvium 

0.054 

Non-command 

Vindhyan Sandstone 

5.243 

Non-command 

Older Alluvium 

18.813 

Non-command 

Vindhyan Sandstone 

6.247 

Non-command 

Older Alluvium 

2.052 

Non-command 

Vindhyan Sandstone 

0.189 

Non-command 

Tertiary Sandstone 

1.796 

Non-command 

Tertiary Sandstone 

1.018 

Non-command 

Bilara Limestone 

6.487 

Non-command 

Vindhyan Sandstone 

0.343 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

30,000 

120 

30,000 

20,000 

120 

40,000 

25,000 

110 

130,000 

110,000 

110 

250,000 

200,000 

120 

300,000 

300,000 

110 

200,000 

200,000 

110 

200,000 

200,000 

120 

60,000 

50,000 

120 

90,000 

70,000 

120 

160,000 

120,000 

120 

180,000 

150,000 

110 

200,000 

200,000 

120 

70,000 

50,000 

120 

50,000 

40,000 

120 

30,000 

20,000 

120 

50,000 

40,000 

110 

130,000 

110,000 

110 

300,000 

250,000 

110 

250,000 

200,000 

110 

270,000 

225,000 

110 

200,000 

150,000 

110 

100,000 

80,000 

110 

250,000 

200,000 

110 

100,000 

80,000 

110 

250,000 

200,000 

110 

200,000 

200,000 

120 

60,000 

50,000 

120 

50,000 

40,000 

120 

50,000 

30,000 

120 

30,000 

20,000 

120 

40,000 

25,000 

120 

350,000 

350,000 

110 

300,000 

250,000 

110 

130,000 

110,000 

120 

180,000 

150,000 

120 

350,000 

350,000 

120 

300,000 

300,000 

120 

350,000 

350,000 

120 

250,000 

250,000 

120 

350,000 

350,000 

120 

250,000 

250,000 

110 

275,000 

275,000 

120 

350,000 

350,000 

120 

180,000 

150,000 

120 

160,000 

120,000 

120 

180,000 

150,000 

120 

350,000 

350,000 

120 

250,000 

250,000 

110 

300,000 

300,000 

110 

200,000 

200,000 

110 

300,000 

250,000 

110 

250,000 

200,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 


















































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Mundwa (M) 

0814000441405000 

47.766 

Fresh 

Nabawas 

0814000401808000 

1.166 

Fresh 

Nabbasar 

0804000700659200 

15.131 

Fresh 

Nagaur (M) 

0814000441403000 

25.768 

Fresh 

Nakas 

0814000401805400 

2.415 

Fresh 

Nandwan 

0814000101765000 

2.622 

Fresh 

Nandwani 

0814000501822500 

37.423 

Fresh 

Naradhana 

0814000301795500 

22.025 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Nathanara 

0814000401800000 

7.774 

Fresh 

Naya Gaon 

0814000401800600 

16.646 

Fresh 


Non-command 


Non-command 


Neem Nagar 

0814000301798100 

4.710 

Fresh 

Nimbari Chandawatan 

0814000701846100 

52.331 

Fresh 

Nimbi Jodhan 

0814000101758200 

61.230 

Fresh 

Nimbora 

0814000301785600 

9.752 

Fresh 

Nodiya 

0804000700653700 

26.003 

Fresh 

Nojloki Dhani 

0814000201772600 

11.676 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Nokha (M) 

0803000540303000 

14.360 

Fresh 

Nokha Jodha 

0814000301789900 

13.177 

Fresh 

Nokhamandi (Rural) 

0803000500554300 

1.073 

Fresh 

Nooriyas 

0814000301793800 

3.450 

Fresh 

Nosariya 

0814000301786300 

7.864 

Saline 


Palari Pichkiyan 


Palas 


Palot 


Palri Jodha 


Palri Vyasan 


Pannapura 


Parawa 


Non-command 


Non-command 


Non-command 


Non-command 



Odeet 

0814000101758500 

29.245 

Fresh 

Oladan 

0814000601827400 

31.515 

Fresh 

Pabuthal 

0814000401801000 

7.444 

Fresh 


Non-command 


Non-command 


Non-command 





Saline 

0814000401811500 

17.275 

Fresh 

0804000700654900 

12.208 

Saline 

0814000201768800 

17.945 

Fresh 

0814000401811000 

26.481 

Fresh 

0814000401813900 

12.484 

Fresh 

0814000301796800 

3.581 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0804000700660300 


28.759 Fresh Non-command 


Saline Non-command 



Parewara 


0804000700658100 


55.218 Fresh Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.032 

Non-command 

Tertiary Sandstone 

11.185 

Non-command 

Bilara Limestone 

13.456 

Non-command 

Vindhyan Sandstone 

0.916 

Non-command 

Bilara Limestone 

2.436 

Non-command 

Older Alluvium 

6.246 

Non-command 

Bilara Limestone 

29.646 

Non-command 

Vindhyan Sandstone 

2.878 

Non-command 

Vindhyan Sandstone 

47.766 

Non-command 

Vindhyan Sandstone 

1.166 

Non-command 

Bilara Limestone 

15.131 

Non-command 

Vindhyan Sandstone 

25.768 

Non-command 

Vindhyan Sandstone 

2.415 

Non-command 

Older Alluvium 

2.622 

Non-command 

Bilara Limestone 

19.842 

Non-command 

Bilara Limestone 

11.404 

Non-command 

Vindhyan Sandstone 

10.621 

Non-command 

Vindhyan Sandstone 

7.774 

Non-command 

Bilara Limestone 

0.173 

Non-command 

Vindhyan Sandstone 

16.473 

Non-command 

Older Alluvium 

0.255 

Non-command 

Tertiary Sandstone 

52.331 

Non-command 

Vindhyan Sandstone 

41.348 

Non-command 

Bilara Limestone 

9.752 

Non-command 

Vindhyan Sandstone 

26.003 

Non-command 

Older Alluvium 

11.553 

Non-command 

Phyllite & Schist 

0.098 

Non-command 

Vindhyan Sandstone 

12.996 

Non-command 

Bilara Limestone 

13.177 

Non-command 

Vindhyan Sandstone 

0.923 

Non-command 

Vindhyan Sandstone 

3.450 

Non-command 

Bilara Limestone 

7.514 

Non-command 

Vindhyan Sandstone 

0.350 

Non-command 

Vindhyan Sandstone 

21.681 

Non-command 

Vindhyan Sandstone 

1.762 

Non-command 

Bilara Limestone 

0.261 

Non-command 

Vindhyan Sandstone 

7.183 

Non-command 

Bilara Limestone 

2.678 

Non-command 

Vindhyan Sandstone 

3.847 

Non-command 

Bilara Limestone 

1.568 

Non-command 

Vindhyan Sandstone 

17.275 

Non-command 

Vindhyan Sandstone 

5.375 

Non-command 

Phyllite & Schist 

14.412 

Non-command 

Vindhyan Sandstone 

26.481 

Non-command 

Bilara Limestone 

11.853 

Non-command 

Older Alluvium 

1.578 

Non-command 

Tertiary Sandstone 

2.002 

Non-command 

Bilara Limestone 

1.832 

Non-command 

Vindhyan Sandstone 

15.505 

Non-command 

Bilara Limestone 

0.712 

Non-command 

Bilara Limestone 

2.535 

Non-command 

Phyllite & Schist 

25.512 

Non-command 

Bilara Limestone 

55.098 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

350,000 

350,000 

120 

300,000 

300,000 

110 

250,000 

250,000 

110 

275,000 

275,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

60,000 

50,000 

120 

50,000 

40,000 

110 

275,000 

275,000 

110 

250,000 

200,000 

120 

60,000 

50,000 

110 

250,000 

200,000 

110 

250,000 

200,000 

110 

150,000 

110,000 

110 

300,000 

250,000 

120 

350,000 

350,000 

120 

250,000 

250,000 

110 

250,000 

200,000 

110 

300,000 

250,000 

110 

250,000 

200,000 

120 

350,000 

350,000 

120 

400,000 

375,000 

110 

130,000 

110,000 

120 

350,000 

350,000 

120 

50,000 

40,000 

110 

200,000 

150,000 

110 

100,000 

80,000 

120 

180,000 

150,000 

120 

350,000 

350,000 

120 

180,000 

150,000 

120 

250,000 

250,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

110 

130,000 

110,000 

110 

250,000 

250,000 

110 

300,000 

250,000 

110 

250,000 

200,000 

110 

300,000 

250,000 

110 

250,000 

200,000 

110 

200,000 

200,000 

110 

275,000 

275,000 

120 

40,000 

25,000 

110 

100,000 

80,000 

110 

275,000 

275,000 

110 

250,000 

250,000 

120 

350,000 

350,000 

120 

300,000 

300,000 

110 

250,000 

250,000 

110 

275,000 

275,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

30,000 

20,000 

120 

60,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 













































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Peelanwasi 

0814000401802500 

3.872 

Saline 

Peempasar 

0814000401798400 

52.503 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



0814000401801700 


15.041 Fresh 


Saline 


0814000401809100 

6.841 

0814000301791800 

54.356 




Non-command 


Non-command 


Non-command 


Non-command 



Phirod 

0814000401812100 

34.762 

Fresh 

Piriyara 

0814000301788300 

5.804 

Fresh 

Pithasiya 

0814000401809500 

4.998 

Fresh 


Non-command 


Non-command 


Non-command 


Pitholao 

0814000401812000 

7.998 

Fresh 

Poonas 

0814000701847100 

5.367 

Fresh 

Potliya Manjra 

0814000401807100 

18.184 

Fresh 

Pyawan 

0814000201774400 

8.717 

Fresh 

Raghunathpura 

0814000201772300 

4.608 

Fresh 


Rajoowas 


Rampura-A 


Rampura-B 


Ramsar 


Ramsiya 


Ransisar 


Ratanga 


Ratau 


Ratri 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Raisar 

0803000500557100 

36.635 

Fresh 

Raisinghpura 

0814000201772100 

9.751 

Fresh 

Rajedoo 

0803000800640700 

49.101 

Fresh 

Rajod 

0814000301790100 

26.705 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



0814000701847400 

25.243 

0814000401808200 

6.165 

0814000301789600 

6.508 

0814000301786700 

5.154 

0814000301787200 

2.599 


0814000401808700 

8.248 

0814000201773300 

15.085 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


0814000301790700 

32.779 

0814000101765400 

39.348 

0814000401803400 

11.367 



Saline Non-command 


17.560 Fresh Non-command 



0814000101764600 


16.813 Fresh Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bilara Limestone 

0.120 

Non-command 

Bilara Limestone 

1.368 

Non-command 

Tertiary Sandstone 

4.457 

Non-command 

Bilara Limestone 

3.872 

Non-command 

Older Alluvium 

5.253 

Non-command 

Vindhyan Sandstone 

41.853 

Non-command 

Older Alluvium 

2.267 

Non-command 

Vindhyan Sandstone 

13.537 

Non-command 

Bilara Limestone 

1.459 

Non-command 

Vindhyan Sandstone 

2.153 

Non-command 

Vindhyan Sandstone 

10.221 

Non-command 

Vindhyan Sandstone 

4.820 

Non-command 

Vindhyan Sandstone 

6.841 

Non-command 

Bilara Limestone 

35.836 

Non-command 

Older Alluvium 

17.079 

Non-command 

Vindhyan Sandstone 

1.440 

Non-command 

Vindhyan Sandstone 

34.762 

Non-command 

Bilara Limestone 

5.804 

Non-command 

Bilara Limestone 

4.600 

Non-command 

Vindhyan Sandstone 

0.398 

Non-command 

Vindhyan Sandstone 

7.998 

Non-command 

Tertiary Sandstone 

2.168 

Non-command 

Bilara Limestone 

10.482 

Non-command 

Older Alluvium 

0.032 

Non-command 

Older Alluvium 

2.179 

Non-command 

Phyllite & Schist 

2.429 

Non-command 

Bilara Limestone 

18.156 

Non-command 

Vindhyan Sandstone 

6.693 

Non-command 

Vindhyan Sandstone 

36.635 

Non-command 

Older Alluvium 

5.088 

Non-command 

Tertiary Sandstone 

2.398 

Non-command 

Bilara Limestone 

25.526 

Non-command 

Vindhyan Sandstone 

1.179 

Non-command 

Tertiary Sandstone 

6.468 

Non-command 

Vindhyan Sandstone 

6.165 

Non-command 

Bilara Limestone 

6.508 

Non-command 

Bilara Limestone 

5.154 

Non-command 

Bilara Limestone 

2.264 

Non-command 

Bilara Limestone 

0.335 

Non-command 

Vindhyan Sandstone 

8.248 

Non-command 

Bilara Limestone 

2.955 

Non-command 

Older Alluvium 

12.130 

Non-command 

Bilara Limestone 

32.779 

Non-command 

Bilara Limestone 

27.016 

Non-command 

Vindhyan Sandstone 

10.737 

Non-command 

Vindhyan Sandstone 

0.630 

Non-command 

Tertiary Sandstone 

6.071 

Non-command 

Vindhyan Sandstone 

11.311 

Non-command 

Older Alluvium 

14.689 

Non-command 

Vindhyan Sandstone 

2.410 

Non-command 

Bilara Limestone 

32.990 

Non-command 

Vindhyan Sandstone 

6.499 

Non-command 

Bilara Limestone 

9.360 



with 

Pumpset 


(9) (10) 


1 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

30,000 

120 

350,000 

350,000 

120 

300,000 

300,000 

110 

200,000 

200,000 

110 

100,000 

80,000 

110 

250,000 

200,000 

120 

350,000 

350,000 

120 

250,000 

250,000 

110 

300,000 

250,000 

110 

250,000 

200,000 

110 

250,000 

200,000 

110 

200,000 

200,000 

110 

250,000 

200,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

250,000 

250,000 

110 

275,000 

275,000 

120 

350,000 

350,000 

110 

300,000 

250,000 

110 

250,000 

200,000 

110 

275,000 

275,000 

120 

400,000 

375,000 

110 

300,000 

250,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

110 

100,000 

80,000 

110 

300,000 

250,000 

110 

250,000 

200,000 

120 

180,000 

150,000 

110 

200,000 

150,000 

120 

80,000 

60,000 

120 

350,000 

350,000 

120 

250,000 

250,000 

120 

400,000 

375,000 

110 

250,000 

200,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

110 

250,000 

200,000 

110 

270,000 

225,000 

110 

200,000 

150,000 

120 

350,000 

350,000 

110 

200,000 

150,000 

110 

250,000 

200,000 

110 

200,000 

200,000 

120 

70,000 

60,000 

120 

50,000 

40,000 

120 

350,000 

350,000 

120 

250,000 

250,000 

110 

300,000 

250,000 

110 

250,000 

200,000 

110 

200,000 

150,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.009 

0.009 

0.110 

0.193 



0.042 

0.042 

0.042 

0.042 














































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Rol 

0814000301791100 

39.558 

Fresh 

Roon 

0814000401816600 

62.459 

Fresh 

Rooniya 

0814000301791700 

10.363 

Fresh 

Roopasar 

0814000401810200 

14.628 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Roopathal 

0814000301796000 

18.791 

Fresh 

Rora 

0803000500554400 

65.739 

Fresh 

Rotoo 

0814000301788900 

15.624 

Fresh 


Non-command 


Non-command 


Non-command 



Sadhoona 

0803000500555700 

37.861 

Fresh 

Sadokan 

0814000401809400 

19.351 

Fresh 


Non-command 


Non-command 


Sadoo Bari 

0804000700653900 

36.042 

Fresh 

Sadoo Chhoti 

0804000700654000 

6.025 

Fresh 

Sagoo Kalan 

0814000201773700 

10.040 

Fresh 

Sagoo Khurd 

0814000201773600 

6.768 

Fresh 

Sajansar 

0804000700652400 

28.329 

Fresh 


Salwa 


Sandas 


Sarasani 


Sarothiya 


Satheran 


Seelwa 


Seengar 


Seenwa 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0814000401809300 

3.675 

0814000101764200 

16.565 


Non-command 


Non-command 


Non-command 


Non-command 



Sanwaliyawas 

0814000701847300 

2.040 

Fresh 

Sarangsar 

0804000700654800 

28.596 

Saline 


Non-command 


Non-command 



0814000401809600 

17.160 

0804000700660700 

20.859 

0814000401800800 

6.507 



0803000500556200 

14.707 

0814000401806700 

28.484 



0814000101765300 


Saline 


27.434 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.152 

Non-command 

Bilara Limestone 

3.656 

Non-command 

Older Alluvium 

3.646 

Non-command 

Bilara Limestone 

39.558 

Non-command 

Vindhyan Sandstone 

51.459 

Non-command 

Bilara Limestone 

10.363 

Non-command 

Bilara Limestone 

7.690 

Non-command 

Vindhyan Sandstone 

6.939 

Non-command 

Tertiary Sandstone 

18.791 

Non-command 

Vindhyan Sandstone 

30.057 

Non-command 

Bilara Limestone 

0.957 

Non-command 

Older Alluvium 

0.924 

Non-command 

Bilara Limestone 

2.386 

Non-command 

Older Alluvium 

11.358 

Non-command 

Vindhyan Sandstone 

0.584 

Non-command 

Bilara Limestone 

0.922 

Non-command 

Vindhyan Sandstone 

18.429 

Non-command 

Vindhyan Sandstone 

36.042 

Non-command 

Vindhyan Sandstone 

6.025 

Non-command 

Older Alluvium 

10.033 

Non-command 

Older Alluvium 

1.574 

Non-command 

Tertiary Sandstone 

1.450 

Non-command 

Vindhyan Sandstone 

24.050 

Non-command 

Vindhyan Sandstone 

3.116 

Non-command 

Vindhyan Sandstone 

0.001 

Non-command 

Vindhyan Sandstone 

3.675 

Non-command 

Bilara Limestone 

10.991 

Non-command 

Vindhyan Sandstone 

5.573 

Non-command 

Older Alluvium 

0.686 

Non-command 

Vindhyan Sandstone 

12.641 

Non-command 

Bilara Limestone 

7.773 

Non-command 

Vindhyan Sandstone 

4.278 

Non-command 

Bilara Limestone 

10.459 

Non-command 

Vindhyan Sandstone 

9.261 

Non-command 

Older Alluvium 

11.933 

Non-command 

Tertiary Sandstone 

7.411 

Non-command 

Bilara Limestone 

0.008 

Non-command 

Vindhyan Sandstone 

12.394 

Non-command 

Tertiary Sandstone 

1.362 

Non-command 

Phyllite & Schist 

11.245 

Non-command 

Vindhyan Sandstone 

15.680 

Non-command 

Vindhyan Sandstone 

8.217 

Non-command 

Vindhyan Sandstone 

0.418 

Non-command 

Bilara Limestone 

17.160 

Non-command 

Phyllite & Schist 

8.945 

Non-command 

Bilara Limestone 

4.928 

Non-command 

Bilara Limestone 

1.578 

Non-command 

Bilara Limestone 

0.993 

Non-command 

Vindhyan Sandstone 

1.741 

Non-command 

Vindhyan Sandstone 

14.707 

Non-command 

Vindhyan Sandstone 

28.399 

Non-command 

Vindhyan Sandstone 

0.085 

Non-command 

Bilara Limestone 

3.674 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

110 

150,000 

110,000 

110 

100,000 

90,000 

110 

100,000 

90,000 

120 

350,000 

350,000 

110 

275,000 

275,000 

120 

350,000 

350,000 

110 

250,000 

250,000 

110 

275,000 

275,000 

120 

300,000 

300,000 

120 

180,000 

150,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

180,000 

150,000 

110 

300,000 

250,000 

110 

250,000 

200,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

120 

70,000 

60,000 

120 

50,000 

40,000 

110 

250,000 

200,000 

110 

200,000 

200,000 

110 

250,000 

200,000 

110 

200,000 

150,000 

110 

130,000 

110,000 

120 

350,000 

350,000 

120 

250,000 

250,000 

120 

60,000 

50,000 

120 

50,000 

40,000 

120 

50,000 

30,000 

120 

40,000 

25,000 

120 

350,000 

350,000 

120 

400,000 

375,000 

110 

250,000 

250,000 

110 

275,000 

275,000 

120 

400,000 

375,000 

120 

30,000 

20,000 

120 

40,000 

25,000 

110 

250,000 

200,000 

110 

200,000 

200,000 

110 

300,000 

250,000 

120 

30,000 

20,000 

110 

300,000 

250,000 

110 

200,000 

200,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

180,000 

150,000 

110 

250,000 

200,000 

110 

200,000 

200,000 

110 

200,000 

150,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 









































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Sekhasar 

0803000500556700 

16.198 

Fresh 

SEWRI 

0814000401799200 

22.981 

Fresh 

Sheelgaon 

0814000401814000 

21.539 

Fresh 

Sherani Abad 

0814000201778600 

12.154 

Fresh 


Silanwad 


Silariya 


Sindhlas 


Singhani 


Sinod 


Sirsala 


Soliyana 


Somalsar 


Somra 


Soneli 


Soniyasar Godaran 


Soniyasar Gogaliyan 


Soniyasar Mithiya 


Soniyasar Sheodansi 


Soniyasar Sukhram 


Soniyasar Udaikarna 


Soniyasar Unchaira 


Subhashpura 


Surpaliya 


Suwadiya 


Non-command 


Non-command 


Non-command 


Non-command 



Shivnagar 

0814000301797100 

1.725 

Fresh 

Shivpura 

0814000401807000 

5.628 

Fresh 


Shri Rampura 

0803000500558500 

4.218 

Fresh 

Shribalaji 

0814000401800200 

16.802 

Fresh 

Shyamsar 

0814000401798700 

30.914 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0814000101764700 

51.616 

0814000301796900 

9.012 

0814000701846300 

17.765 

0814000401808300 

6.779 

0814000401812900 

23.190 

0814000601831600 

13.032 


0814000401811600 

13.852 

0803000500554000 

20.626 

0814000301788100 

34.829 

0814000301788200 

27.711 

0803000800641400 

12.365 


0803000800641600 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


12.206 Fresh Non-command 


7.507 Fresh Non-command 


2.134 Fresh Non-command 


0804000700652700 


0804000700652600 


0803000800641700 


11.547 

Fresh 

5.515 

Fresh 

8.608 

Fresh 


7.353 Fresh Non-command 


3.095 Fresh Non-command 



11.978 Fresh Non-command 


Surajaniyawas 

0814000401809800 

12.143 

Fresh 

Surana 

0814000401801600 

4.678 

Fresh 

Surjana 

0814000401800900 

10.054 

Fresh 


0814000301785500 


0814000301790600 


22.439 Fresh Non-command 


10.971 Fresh Non-command 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.122 

Non-command 

Phyllite & Schist 

18.080 

Non-command 

Vindhyan Sandstone 

5.849 

Non-command 

Vindhyan Sandstone 

22.981 

Non-command 

Bilara Limestone 

0.012 

Non-command 

Bilara Limestone 

5.639 

Non-command 

Older Alluvium 

4.457 

Non-command 

Vindhyan Sandstone 

1.343 

Non-command 

Older Alluvium 

1.725 

Non-command 

Bilara Limestone 

5.371 

Non-command 

Vindhyan Sandstone 

0.256 

Non-command 

Older Alluvium 

4.218 

Non-command 

Vindhyan Sandstone 

16.802 

Non-command 

Older Alluvium 

19.133 

Non-command 

Vindhyan Sandstone 

11.781 

Non-command 

Bilara Limestone 

4.200 

Non-command 

Vindhyan Sandstone 

2.796 

Non-command 

Bilara Limestone 

51.616 

Non-command 

Older Alluvium 

9.012 

Non-command 

Tertiary Sandstone 

17.765 

Non-command 

Vindhyan Sandstone 

6.779 

Non-command 

Bilara Limestone 

23.190 

Non-command 

Tertiary Sandstone 

1.960 

Non-command 

Tertiary Sandstone 

1.066 

Non-command 

Vindhyan Sandstone 

13.852 

Non-command 

Vindhyan Sandstone 

0.311 

Non-command 

Bilara Limestone 

34.829 

Non-command 

Bilara Limestone 

27.711 

Non-command 

Tertiary Sandstone 

3.788 

Non-command 

Vindhyan Sandstone 

7.582 

Non-command 

Bilara Limestone 

2.196 

Non-command 

Vindhyan Sandstone 

10.010 

Non-command 

Tertiary Sandstone 

0.452 

Non-command 

Vindhyan Sandstone 

1.936 

Non-command 

Bilara Limestone 

1.518 

Non-command 

Vindhyan Sandstone 

0.616 

Non-command 

Vindhyan Sandstone 

11.547 

Non-command 

Vindhyan Sandstone 

5.515 

Non-command 

Tertiary Sandstone 

4.353 

Non-command 

Vindhyan Sandstone 

4.022 

Non-command 

Bilara Limestone 

0.007 

Non-command 

Vindhyan Sandstone 

5.321 

Non-command 

Bilara Limestone 

1.302 

Non-command 

Vindhyan Sandstone 

1.794 

Non-command 

Bilara Limestone 

0.022 

Non-command 

Vindhyan Sandstone 

11.956 

Non-command 

Bilara Limestone 

12.143 

Non-command 

Vindhyan Sandstone 

4.678 

Non-command 

Bilara Limestone 

10.054 

Non-command 

Vindhyan Sandstone 

0.000 

Non-command 

Bilara Limestone 

7.907 

Non-command 

Older Alluvium 

14.532 

Non-command 

Bilara Limestone 

10.867 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

110 

150,000 

110,000 

110 

90,000 

70,000 

120 

180,000 

150,000 

110 

250,000 

200,000 

110 

250,000 

250,000 

110 

270,000 

225,000 

110 

200,000 

150,000 

110 

200,000 

200,000 

120 

350,000 

350,000 

110 

300,000 

250,000 

110 

250,000 

200,000 

120 

160,000 

120,000 

110 

250,000 

200,000 

110 

100,000 

80,000 

110 

250,000 

200,000 

110 

200,000 

150,000 

110 

130,000 

110,000 

110 

200,000 

150,000 

120 

350,000 

350,000 

120 

400,000 

375,000 

110 

250,000 

200,000 

110 

300,000 

250,000 

110 

300,000 

300,000 

110 

200,000 

200,000 

110 

275,000 

275,000 

120 

180,000 

150,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

50,000 

40,000 

120 

70,000 

60,000 

120 

50,000 

40,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

110 

300,000 

250,000 

110 

250,000 

200,000 

110 

300,000 

250,000 

110 

250,000 

200,000 

110 

300,000 

250,000 

110 

250,000 

200,000 

110 

300,000 

250,000 

110 

250,000 

200,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

350,000 

350,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 



0.042 

0.042 

0.084 

0.084 











































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / Non¬ 
command) 



Tangla 

0814000301791600 

13.402 

Fresh 

Tangli 

0814000301795200 

5.734 

Fresh 

Tankla 

0814000401813100 

39.184 

Fresh 

Tant 

0803000500556000 

12.979 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Tanwara 


0814000301787500 



Tatarwa 

0814000301797700 

1.650 

Fresh 

Tatarwi 

0814000301797800 

2.365 

Fresh 

Tausar 

0814000401808600 

16.837 

Fresh 

Teetari 

0814000401801400 

9.563 

Fresh 


12.186 Fresh Non-command 


Saline Non-command 


Fresh Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Telap 

0804000700659500 

14.245 

Fresh 

Ten Desar 

0804000700652800 

53.148 

Fresh 


Non-command 


Non-command 


Thakariyas 

0814000201767700 

12.093 

Fresh 

Thalanjoo 

0814000401803300 

17.159 

Fresh 

Thawariya 

0803000500557800 

39.440 

Fresh 


Non-command 


Non-command 


Non-command 


Thirod 

0814000401812300 

21.156 

Fresh 

Tigariya 

0814000201768900 

1.340 

Fresh 

Tipani 

0814000101764400 

9.985 

Fresh 

Titri 

0814000101764900 

12.363 

Fresh 

Toki 

0814000101758100 

7.831 

Fresh 

Ubasi 

0814000301797500 

13.567 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


16005038 


Udwala 


Abhainagar 


Achalpura 


Achla 


Ainta 


Ajasar 


0804000700657900 


27.619 Fresh Non-command 


Saline Non-command 



Unchaira 

0814000301794300 

14.346 

Fresh 

Untalad 

0804000700654200 

30.354 

Fresh 


Non-command 


Non-command 



0816000102044800 

15.361 

0816000202058300 

26.684 

0816000302067800 

45.269 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Saline Non-command 




0816000102023800 

115.997 

Saline 

0816000202048600 

41.715 

Fresh 



0816000102044300 


59.924 Fresh 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Vindhyan Sandstone 

0.104 

Non-command 

Bilara Limestone 

0.317 

Non-command 

Vindhyan Sandstone 

14.318 

Non-command 

Bilara Limestone 

11.339 

Non-command 

Older Alluvium 

18.970 

Non-command 

Bilara Limestone 

13.402 

Non-command 

Bilara Limestone 

5.734 

Non-command 

Bilara Limestone 

1.876 

Non-command 

Bilara Limestone 

4.778 

Non-command 

Vindhyan Sandstone 

5.370 

Non-command 

Bilara Limestone 

7.870 

Non-command 

Bilara Limestone 

4.316 

Non-command 

Older Alluvium 

26.221 

Non-command 

Vindhyan Sandstone 

1.980 

Non-command 

Vindhyan Sandstone 

1.650 

Non-command 

Vindhyan Sandstone 

2.365 

Non-command 

Vindhyan Sandstone 

16.837 

Non-command 

Bilara Limestone 

4.160 

Non-command 

Vindhyan Sandstone 

5.403 

Non-command 

Bilara Limestone 

4.487 

Non-command 

Vindhyan Sandstone 

1.343 

Non-command 

Bilara Limestone 

14.245 

Non-command 

Bilara Limestone 

4.884 

Non-command 

Vindhyan Sandstone 

48.264 

Non-command 

Phyllite & Schist 

0.245 

Non-command 

Vindhyan Sandstone 

17.159 

Non-command 

Older Alluvium 

1.217 

Non-command 

Vindhyan Sandstone 

3.154 

Non-command 

Vindhyan Sandstone 

21.156 

Non-command 

Phyllite & Schist 

0.183 

Non-command 

Bilara Limestone 

9.985 

Non-command 

Bilara Limestone 

12.363 

Non-command 

Vindhyan Sandstone 

7.831 

Non-command 

Older Alluvium 

1.651 

Non-command 

Vindhyan Sandstone 

11.916 

Non-command 

Bilara Limestone 

0.934 

Non-command 

Bilara Limestone 

22.418 

Non-command 

Phyllite & Schist 

4.268 

Non-command 

Vindhyan Sandstone 

14.346 

Non-command 

Bilara Limestone 

28.916 

Non-command 

Vindhyan Sandstone 

1.437 

Non-command 

Bilara Limestone 

25.033 

Non-command 

Bilara Limestone 

6.718 

Non-command 

Jurassic Sandstone 

15.361 

Non-command 

Jalore Granite 

0.008 

Non-command 

Jalore Granite 

1.386 

Non-command 

Jurassic Sandstone 

25.239 

Non-command 

Jalore Granite 

17.145 

Non-command 

Jurassic Sandstone 

1.499 

Non-command 

Jurassic Sandstone 

115.997 

Command 

Jurassic Sandstone 

23.259 

Non-command 

Jurassic Sandstone 

18.456 

Non-command 

Jurassic Sandstone 

59.924 


with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

250,000 

250,000 

120 

120,000 

120,000 

120 

180,000 

150,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

120 

350,000 

350,000 

110 

300,000 

250,000 

120 

120,000 

120,000 

120 

180,000 

150,000 

120 

350,000 

350,000 

120 

200,000 

200,000 

120 

350,000 

350,000 

120 

250,000 

250,000 

120 

250,000 

250,000 

120 

250,000 

250,000 

110 

250,000 

200,000 

110 

300,000 

250,000 

110 

250,000 

200,000 

120 

350,000 

350,000 

120 

250,000 

250,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

40,000 

110 

100,000 

80,000 

110 

250,000 

200,000 

120 

160,000 

120,000 

120 

180,000 

150,000 

110 

275,000 

275,000 

110 

100,000 

80,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

110 

130,000 

110,000 

120 

350,000 

350,000 

120 

250,000 

250,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

30,000 

20,000 

120 

250,000 

250,000 

120 

60,000 

50,000 

120 

50,000 

40,000 

110 

300,000 

250,000 

110 

200,000 

200,000 

120 

300,000 

250,000 

120 

250,000 

250,000 

120 

130,000 

90,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

200,000 

200,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

120 

300,000 

250,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 






































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Amar Sagar 


Amarpura 


Amarsar 


Arjanhar 


Asayach 


Askandra 


Badhan 


Badoda-Gaon 


Baiteena 


Balana 


Basanpeer (Jooni) 


Basanpeer (Southern 


Bhadriya 


Bhagoo Ka Gaon 


Bhainsara 


Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 



Census Code 

Area 


sq.km 

(3) 

(4) 

0816000102036700 

14.148 

0816000302068600 

17.111 

0816000202058600 

50.329 



0816000102038000 

44.388 

0816000102044600 

28.704 

0816000202048400 

116.675 

0816000302069900 

9.864 

0816000102044700 

65.367 

0816000202058400 

28.686 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 



0816000102023200 


271.411 Saline 


IGNP Canal System Stage I 


Non-command 



0816000102039600 

40.901 

0816000102039700 

27.716 

0816000202049000 

182.964 


0816000102039000 

46.275 

0816000202058500 

46.891 




Bhairwa 

0816000102038600 

62.088 

Fresh 

Bhelani 

0816000302073200 

40.949 

Fresh 

Bhikasar 

0816000302068300 

35.725 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bhimsar 


Bhiyan 


Bhojasar 


Bhojka 


Bhoo 


Bhopa 


Bola 


Chahdoo 


Chanani 


Chandhan 


Cheecha 


Chhayan-I 


0816000302067500 

40.393 

Fresh 

0816000102040200 

15.092 

Fresh 

0816000102039200 

28.841 

Fresh 



Saline 

0816000102038900 

16.822 

Fresh 

0816000102044000 

30.870 

Fresh 

0816000302068500 

27.540 

Fresh 

0816000302069800 

23.310 

Fresh 

0816000302068800 

12.858 

Fresh 

0816000102037300 

37.701 

Saline 

0816000202051300 

68.917 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0816000102037600 



0816000302069200 


0816000202049400 


126.534 Fresh Non-command 


Saline Non-command 


18.719 Fresh Non-command 


7.693 Fresh Non-command 


55.633 Fresh Non-command 


Saline Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Jurassic Sandstone 

0.273 

Non-command 

Jurassic Sandstone 

17.111 

Non-command 

Jalore Granite 

2.669 

Non-command 

Jalore Granite 

29.804 

Non-command 

Jurassic Sandstone 

44.388 

Non-command 

Jurassic Sandstone 

28.704 

Command 

Tertiary Sandstone 

7.440 

Non-command 

Jurassic Sandstone 

9.861 

Non-command 

Jurassic Sandstone 

65.367 

Non-command 

Jalore Granite 

5.359 

Non-command 

Jurassic Sandstone 

10.230 

Non-command 

Jalore Granite 

11.730 

Non-command 

Jurassic Sandstone 

0.207 

Command 

Tertiary Sandstone 

1.562 

Non-command 

Jurassic Sandstone 

111.527 

Non-command 

Tertiary Sandstone 

157.358 

Non-command 

Jurassic Sandstone 

17.836 

Non-command 

Vindhyan Sandstone 

10.322 

Non-command 

Jurassic Sandstone 

40.901 

Non-command 

Jurassic Sandstone 

27.716 

Non-command 

Jurassic Sandstone 

145.264 

Non-command 

Jurassic Sandstone 

37.700 

Non-command 

Jurassic Sandstone 

46.275 

Non-command 

Jurassic Sandstone 

1.259 

Non-command 

Jalore Granite 

23.696 

Non-command 

Jurassic Sandstone 

1.754 

Non-command 

Jurassic Sandstone 

62.088 

Non-command 

Jurassic Sandstone 

32.805 

Non-command 

Jalore Granite 

3.083 

Non-command 

Jurassic Sandstone 

30.936 

Non-command 

Jurassic Sandstone 

40.393 

Non-command 

Jurassic Sandstone 

15.092 

Non-command 

Jurassic Sandstone 

1.378 

Non-command 

Jurassic Sandstone 

27.463 

Non-command 

Jurassic Sandstone 

16.822 

Non-command 

Jurassic Sandstone 

30.870 

Non-command 

Jurassic Sandstone 

27.540 

Non-command 

Jurassic Sandstone 

23.310 

Non-command 

Jurassic Sandstone 

12.858 

Non-command 

Jurassic Sandstone 

30.411 

Non-command 

Jalore Granite 

0.290 

Non-command 

Jurassic Sandstone 

3.477 

Non-command 

Vindhyan Sandstone 

4.701 

Non-command 

Jalore Granite 

19.704 

Non-command 

Jurassic Sandstone 

5.045 

Non-command 

Vindhyan Sandstone 

16.195 

Non-command 

Jurassic Sandstone 

24.944 

Non-command 

Jurassic Sandstone 

101.591 

Non-command 

Jurassic Sandstone 

17.898 

Non-command 

Vindhyan Sandstone 

0.821 

Non-command 

Jurassic Sandstone 

0.552 

Non-command 

Vindhyan Sandstone 

26.565 

Non-command 

Vindhyan Sandstone 

13.212 



with 

Pumpset 


(9) (10) 


2 46 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

300,000 

250,000 

120 

200,000 

150,000 

120 

250,000 

250,000 

120 

90,000 

50,000 

120 

200,000 

200,000 

120 

300,000 

250,000 

120 

100,000 

80,000 

120 

200,000 

150,000 

120 

300,000 

250,000 

120 

250,000 

250,000 

120 

325,000 

325,000 

120 

90,000 

50,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

200,000 

200,000 

120 

100,000 

80,000 

120 

325,000 

325,000 

120 

250,000 

250,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

120 

325,000 

325,000 

120 

100,000 

80,000 

120 

300,000 

250,000 

120 

325,000 

325,000 

120 

90,000 

50,000 

120 

100,000 

80,000 

120 

300,000 

250,000 

120 

200,000 

150,000 

120 

130,000 

90,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

120 

200,000 

200,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

120 

200,000 

150,000 

120 

300,000 

250,000 

120 

200,000 

150,000 

120 

200,000 

200,000 

120 

250,000 

250,000 

120 

325,000 

325,000 

120 

250,000 

250,000 

120 

90,000 

50,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

300,000 

250,000 

120 

200,000 

200,000 

120 

325,000 

325,000 

120 

250,000 

250,000 

120 

200,000 

150,000 

120 

250,000 

250,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.018 

0.018 

1.380 

1.452 





































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Chhodiya 


Chhor 


Dabla 


Dangri 


Darbariyon Ka Gaon 


Dawara 


Delasar 


Deuga 


Devikot 


Dewa 


Dhandhiya @ Sadiya 


Dhanwa 


Dhauwa 


Dhaysar 


Dholiya 


Didhoo 


Gorera 


Hadda 


Hameera 


Hansuwa 


Jaisalmer (M) 


Jaisalmer (Rural) 


Jaisoorana 


Jaskaranpur 


Jasuwa 


Jawandh Jooni 


Jawandh Nai 


Jayan 


Jerat 


Jetha 


Jethwai 


Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 



Census Code 

Area 



sq.km 


(3) 

(4) 

(5) 

0816000202049500 

80.879 

Fresh 



Saline 

0816000302068400 

54.487 

Fresh 

0816000302067300 

72.937 

Fresh 

0816000102040000 

25.595 

Fresh 

0816000302073700 

49.819 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 





Saline 

0816000102039900 

9.360 

Fresh 

0816000302067600 

86.440 

Fresh 

0816000102038200 

123.763 

Fresh 

0816000102024000 

40.185 

Saline 

0816000302068700 

105.798 

Fresh 

0816000102024800 

86.320 

Saline 

0816000102039800 

22.930 

Fresh 

0816000102044200 

8.725 

Fresh 

0816000102040600 

14.360 

Fresh 

0816000102038300 

94.347 

Fresh 

0816000202050900 

72.724 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0816000202048500 


Saline 


184.306 Fresh 


Non-command 


IGNP Canal System Stage I 



0816000102043700 

29.219 

0816000102025700 

107.545 

0816000102037200 

53.984 


0816000102040500 

33.133 

0816000141601000 

124.341 

0816000102040300 

3.628 

0816000102037400 

63.094 

0816000102044900 

11.469 

0816000302072900 

25.385 

0816000102038400 

25.252 

0816000102038500 

17.022 

0816000102040400 

3.314 

0816000102044500 

18.354 

0816000102037700 

18.406 

0816000102036900 

34.825 



Jhabra 


0816000102038700 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Vindhyan Sandstone 

10.931 

Non-command 

Vindhyan Sandstone 

39.375 

Non-command 

Jurassic Sandstone 

23.293 

Non-command 

Jurassic Sandstone 

72.937 

Non-command 

Jurassic Sandstone 

25.595 

Non-command 

Jalore Granite 

9.813 

Non-command 

Jurassic Sandstone 

0.275 

Non-command 

Jalore Granite 

2.399 

Non-command 

Jurassic Sandstone 

9.360 

Non-command 

Jurassic Sandstone 

86.440 

Non-command 

Jurassic Sandstone 

123.763 

Non-command 

Jurassic Sandstone 

40.185 

Non-command 

Jurassic Sandstone 

105.798 

Non-command 

Jurassic Sandstone 

0.001 

Non-command 

Jurassic Sandstone 

22.930 

Non-command 

Jurassic Sandstone 

8.725 

Non-command 

Jurassic Sandstone 

11.280 

Non-command 

Jurassic Sandstone 

94.347 

Non-command 

Jurassic Sandstone 

46.216 

Non-command 

Vindhyan Sandstone 

0.903 

Non-command 

Jurassic Sandstone 

25.196 

Command 

Jurassic Sandstone 

20.456 

Command 

Vindhyan Sandstone 

2.558 

Non-command 

Jurassic Sandstone 

1.015 

Non-command 

Vindhyan Sandstone 

0.361 

Command 

Jurassic Sandstone 

45.677 

Command 

Tertiary Sandstone 

20.799 

Command 

Vindhyan Sandstone 

6.985 

Non-command 

Jurassic Sandstone 

14.283 

Non-command 

Tertiary Sandstone 

2.446 

Non-command 

Vindhyan Sandstone 

18.222 

Command 

Jurassic Sandstone 

5.004 

Non-command 

Jurassic Sandstone 

139.129 

Command 

Tertiary Sandstone 

38.038 

Non-command 

Tertiary Sandstone 

12.935 

Non-command 

Jurassic Sandstone 

2.622 

Non-command 

Jurassic Sandstone 

24.602 

Non-command 

Jurassic Sandstone 

22.703 

Non-command 

Jurassic Sandstone 

30.123 

Non-command 

Jurassic Sandstone 

25.605 

Non-command 

Jurassic Sandstone 

109.182 

Non-command 

Jurassic Sandstone 

3.628 

Non-command 

Jurassic Sandstone 

63.094 

Non-command 

Jurassic Sandstone 

11.469 

Non-command 

Jurassic Sandstone 

16.026 

Non-command 

Jurassic Sandstone 

25.252 

Non-command 

Jurassic Sandstone 

17.022 

Non-command 

Jurassic Sandstone 

3.314 

Non-command 

Jurassic Sandstone 

18.354 

Non-command 

Jurassic Sandstone 

18.406 

Non-command 

Jurassic Sandstone 

12.031 

Non-command 

Jurassic Sandstone 

11.585 

Non-command 

Jurassic Sandstone 

26.909 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

250,000 

250,000 

120 

90,000 

70,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

300,000 

250,000 

120 

130,000 

90,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

300,000 

250,000 

120 

200,000 

150,000 

120 

300,000 

250,000 

120 

200,000 

200,000 

120 

200,000 

150,000 

120 

200,000 

200,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

120 

325,000 

325,000 

120 

250,000 

250,000 

120 

100,000 

80,000 

120 

300,000 

250,000 

120 

120,000 

100,000 

120 

300,000 

250,000 

120 

120,000 

100,000 

120 

200,000 

200,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

200,000 

200,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

325,000 

325,000 

120 

325,000 

325,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

300,000 

250,000 

120 

200,000 

200,000 

120 

300,000 

250,000 

120 

200,000 

200,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

120 

200,000 

200,000 

120 

300,000 

250,000 

120 

200,000 

150,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

120 

200,000 

200,000 

120 

300,000 

250,000 

120 

200,000 

200,000 

120 

300,000 

250,000 



Tube Wells with 
Wells Pumpset 






































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Kanod Beerma 


Kanod Rawlotan 


Karada 


Keeta 


Keraliya 


Khara Narawtan 


Khardi 


Khuhra 


Kishan Ghat 


Korwa 


Kuldhar 


Lakha 


Lakhmana 


Lala 


Lathi 


Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 



Census Code 

Area 


sq.km 

(3) 

(4) 

0816000102040700 

13.514 

0816000102044400 

24.151 

0816000102044100 

10.147 

0816000202050600 

108.210 

0816000102037100 

32.246 



0816000102024100 

30.534 

0816000102024200 

86.480 

0816000302068000 

40.403 




Saline 


17.932 Fresh 



0816000302067100 

114.342 

0816000202054100 

39.623 



0816000102023700 

30.634 

Saline 

0816000102023900 

36.964 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 



0816000202054500 


36.633 Fresh 


Saline 


0816000102037000 

23.825 

0816000302070000 

23.192 

0816000102041100 

8.331 

0816000102024700 

42.124 



0816000302073400 

28.720 

0816000302068100 

19.221 

0816000202051000 

55.365 




Saline 


58.247 Fresh 


Lohta 

0816000202051100 

14.417 

Fresh 

Loona Kalan 

0816000202060000 

44.096 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Mada 

0816000302070200 

20.329 

Fresh 

Madasar 

0816000202054300 

48.471 

Fresh 


Madhopura 


Maheshon Ki Dhani 


Non-command 


Non-command 



0816000202054700 


0816000202051400 


53.207 Fresh Non-command 


Saline Non-command 


42.323 Saline Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Jurassic Sandstone 

11.248 

Non-command 

Jurassic Sandstone 

24.151 

Non-command 

Jurassic Sandstone 

10.147 

Non-command 

Vindhyan Sandstone 

0.096 

Non-command 

Jurassic Sandstone 

23.559 

Non-command 

Jurassic Sandstone 

8.651 

Non-command 

Jurassic Sandstone 

30.534 

Non-command 

Jurassic Sandstone 

84.056 

Non-command 

Jalore Granite 

17.518 

Non-command 

Jurassic Sandstone 

18.026 

Non-command 

Jalore Granite 

4.858 

Non-command 

Jurassic Sandstone 

16.146 

Non-command 

Jurassic Sandstone 

1.785 

Non-command 

Jurassic Sandstone 

101.041 

Non-command 

Jalore Granite 

3.941 

Non-command 

Jurassic Sandstone 

35.681 

Command 

Jurassic Sandstone 

32.860 

Non-command 

Jurassic Sandstone 

55.335 

Command 

Jurassic Sandstone 

18.562 

Non-command 

Jurassic Sandstone 

48.797 

Non-command 

Jurassic Sandstone 

30.634 

Command 

Jurassic Sandstone 

2.654 

Non-command 

Jurassic Sandstone 

34.121 

Non-command 

Tertiary Sandstone 

0.188 

Non-command 

Jurassic Sandstone 

23.238 

Non-command 

Vindhyan Sandstone 

10.954 

Non-command 

Jalore Granite 

1.828 

Non-command 

Jalore Granite 

34.751 

Non-command 

Jurassic Sandstone 

20.638 

Non-command 

Jurassic Sandstone 

1.126 

Non-command 

Jurassic Sandstone 

0.011 

Command 

Jurassic Sandstone 

2.939 

Non-command 

Jurassic Sandstone 

28.176 

Non-command 

Jurassic Sandstone 

16.404 

Non-command 

Jalore Granite 

5.444 

Non-command 

Jurassic Sandstone 

4.073 

Non-command 

Jurassic Sandstone 

28.720 

Non-command 

Jurassic Sandstone 

19.221 

Non-command 

Jurassic Sandstone 

45.812 

Non-command 

Jurassic Sandstone 

9.553 

Non-command 

Jurassic Sandstone 

24.200 

Non-command 

Vindhyan Sandstone 

24.226 

Non-command 

Jurassic Sandstone 

14.417 

Non-command 

Jalore Granite 

0.010 

Non-command 

Jurassic Sandstone 

1.971 

Non-command 

Jurassic Sandstone 

5.232 

Non-command 

Jalore Granite 

4.729 

Non-command 

Jurassic Sandstone 

23.603 

Non-command 

Jalore Granite 

18.308 

Non-command 

Jurassic Sandstone 

1.831 

Non-command 

Jalore Granite 

1.109 

Non-command 

Jalore Granite 

50.290 

Non-command 

Jalore Granite 

8.039 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

300,000 

250,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

120 

250,000 

250,000 

120 

300,000 

250,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

130,000 

90,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

300,000 

250,000 

120 

200,000 

200,000 

120 

300,000 

250,000 

120 

250,000 

250,000 

120 

325,000 

325,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

100,000 

80,000 

120 

325,000 

325,000 

120 

250,000 

250,000 

120 

250,000 

250,000 

120 

90,000 

50,000 

120 

300,000 

250,000 

120 

200,000 

150,000 

120 

300,000 

250,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

325,000 

325,000 

120 

90,000 

50,000 

120 

100,000 

80,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

325,000 

325,000 

120 

100,000 

80,000 

120 

325,000 

325,000 

120 

250,000 

250,000 

120 

325,000 

325,000 

120 

250,000 

250,000 

120 

325,000 

325,000 

120 

200,000 

150,000 

120 

250,000 

250,000 

120 

325,000 

325,000 

120 

90,000 

50,000 

120 

100,000 

80,000 

120 

250,000 

250,000 

120 

90,000 

50,000 

120 

90,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.060 


0.150 



0.012 

0.044 

0.006 

0.006 























































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Type of Area (Command / Non 
command) 


Name 

Census Code 

Area 






sq.km 



(2) 

(3) 

(4) 

(5) 

(6) 

Mali Gara 

0816000102037800 

66.400 

Saline 

Non-command 

Malka 

0816000202050700 

17.562 

Fresh 

Non-command 


Mandhau 


Mehrajot 


Mehreri 


Mengi 


Moda Ganeshpura 


Mohangarh 


Moklat 


Moolana 


Moolsagar 


Moondri 


Motisar 


Narsingon Ki Dhani 


Nawatala 


Naya Sanawara 


Nediya 


Neran 


Peethorai 


Piparla 


Pohar 


Polji Ki Dehri 


Poonasar 


Rasla 


Ratan Ki Basti 


Rehrund 


Ridawa 


Sadrau (Pohar) 


Sagra 


Sangana 


Sangar 


Sangram Singh Ki Dhani 


Sankhla 


0816000102024300 


207.020 Saline IGNP Canal System Stage I 



0816000302067900 


Non-command 


22.811 Fresh Non-command 



0816000302073800 


0816000102023600 


0816000302068900 


0816000102023000 


Saline 


23.691 Saline 


54.534 Saline 


21.781 Fresh 


688.719 Saline 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 



0816000102039500 

8.218 

0816000302067400 

115.623 

0816000102036600 

17.745 

0816000102040800 

26.391 

0816000202059900 

23.584 

0816000302069700 

11.816 

0816000202049100 

59.097 

0816000202053900 

34.108 


0816000302066900 

14.115 

0816000202054200 

67.999 



0816000302067000 

18.603 

0816000102043800 

7.045 

0816000102025800 

45.585 

0816000102043900 

11.269 

0816000302073300 

7.014 

0816000302067700 

82.997 

0816000202051200 

19.981 


0816000102023100 

131.150 

0816000102039300 

21.873 



0816000102024400 

141.228 

0816000102038800 

15.574 



0816000302067200 


0816000302073100 


0816000202059800 


0816000102024500 


Saline 


13.801 Fresh 


68.526 Fresh 


17.168 Fresh 


167.500 Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Jurassic Sandstone 

66.400 

Non-command 

Jurassic Sandstone 

0.794 

Non-command 

Vindhyan Sandstone 

3.268 

Command 

Jurassic Sandstone 

100.229 

Command 

Tertiary Sandstone 

9.273 

Non-command 

Jurassic Sandstone 

30.167 

Non-command 

Jalore Granite 

3.684 

Non-command 

Jurassic Sandstone 

13.886 

Non-command 

Jalore Granite 

5.241 

Non-command 

Jalore Granite 

0.008 

Non-command 

Jurassic Sandstone 

54.534 

Non-command 

Jurassic Sandstone 

21.781 

Command 

Jurassic Sandstone 

30.786 

Command 

Tertiary Sandstone 

94.050 

Non-command 

Jurassic Sandstone 

22.092 

Non-command 

Tertiary Sandstone 

202.559 

Non-command 

Jurassic Sandstone 

8.218 

Non-command 

Jurassic Sandstone 

115.623 

Non-command 

Jurassic Sandstone 

3.625 

Non-command 

Jurassic Sandstone 

1.467 

Non-command 

Jalore Granite 

0.008 

Non-command 

Jurassic Sandstone 

11.500 

Non-command 

Jurassic Sandstone 

59.097 

Non-command 

Jalore Granite 

4.922 

Non-command 

Jalore Granite 

22.337 

Non-command 

Jurassic Sandstone 

13.978 

Non-command 

Jalore Granite 

21.485 

Non-command 

Jurassic Sandstone 

45.366 

Non-command 

Jalore Granite 

1.148 

Non-command 

Jurassic Sandstone 

18.603 

Non-command 

Jurassic Sandstone 

7.044 

Non-command 

Jurassic Sandstone 

0.295 

Non-command 

Jurassic Sandstone 

11.269 

Non-command 

Jurassic Sandstone 

7.014 

Non-command 

Jurassic Sandstone 

82.997 

Non-command 

Jurassic Sandstone 

19.507 

Non-command 

Jurassic Sandstone 

0.474 

Non-command 

Tertiary Sandstone 

18.313 

Non-command 

Jurassic Sandstone 

18.868 

Non-command 

Jurassic Sandstone 

3.005 

Non-command 

Jalore Granite 

5.973 

Non-command 

Jalore Granite 

10.122 

Non-command 

Tertiary Sandstone 

7.112 

Non-command 

Jurassic Sandstone 

11.379 

Non-command 

Jurassic Sandstone 

4.194 

Non-command 

Jalore Granite 

24.090 

Non-command 

Jurassic Sandstone 

10.323 

Non-command 

Jalore Granite 

51.243 

Non-command 

Jurassic Sandstone 

13.801 

Non-command 

Jurassic Sandstone 

1.955 

Non-command 

Jurassic Sandstone 

2.042 

Command 

Jurassic Sandstone 

9.026 

Command 

Tertiary Sandstone 

0.003 



with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

200,000 

200,000 

120 

325,000 

325,000 

120 

250,000 

250,000 

120 

200,000 

200,000 

120 

100,000 

80,000 

120 

200,000 

200,000 

120 

130,000 

90,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

200,000 

200,000 

120 

200,000 

150,000 

120 

200,000 

200,000 

120 

100,000 

80,000 

120 

200,000 

200,000 

120 

100,000 

80,000 

120 

300,000 

250,000 

120 

200,000 

150,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

120 

250,000 

250,000 

120 

200,000 

150,000 

120 

325,000 

325,000 

120 

250,000 

250,000 

120 

90,000 

50,000 

120 

300,000 

250,000 

120 

250,000 

250,000 

120 

325,000 

325,000 

120 

90,000 

50,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

120 

200,000 

200,000 

120 

300,000 

250,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

325,000 

325,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

300,000 

250,000 

120 

200,000 

200,000 

120 

250,000 

250,000 

120 

90,000 

50,000 

120 

100,000 

80,000 

120 

300,000 

250,000 

120 

200,000 

200,000 

120 

250,000 

250,000 

120 

325,000 

325,000 

120 

90,000 

50,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

325,000 

325,000 

120 

200,000 

200,000 

120 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 







































































































































































































































































































































































































































































































































































































































Micro-watershed 



16005039 


Sirwa 


Soda 


Sorhakor 


Soron Ki Dhani 


Sujiya 


Tadana 


Thaiyat 


Tota 


0816000102039100 


Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


76.042 Fresh 


Saline 


46.937 Fresh 


Saline 


0816000302068200 

67.962 

0816000202047100 

255.769 


0816000302069100 

34.391 

0816000302070100 

34.152 

0816000102038100 

92.114 


0816000102040100 

14.741 

0816000102037900 

32.963 

0816000102023300 

166.108 



45.020 Fresh 


Saline 


0816000102039400 

18.565 

0816000202048700 

49.101 




Ugawa 

0816000302069600 

57.758 

Fresh 

Unda 

0816000302069000 

52.006 

Fresh 

Aau 

0815000101925400 

39.705 

Fresh 

Ajasar 

0815000101924200 

23.968 

Fresh 

Akhasar 

0814000501817800 

28.328 

Fresh 

Amla 

0815000101922200 

73.116 

Fresh 

Asolai 

0815000101918900 

16.528 

Fresh 

Balasar 

0815000101918200 

16.029 

Fresh 

Bapini 

0815000201933000 

38.839 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bapini Khurd 

0815000201933100 

32.235 

Fresh 

Barjasar 

0815000101922700 

42.210 

Fresh 


Barsingon Ka Bas 


Basi 


Bedon Ka Bera 


Bedoo 


Non-command 


Non-command 



0815000101925800 

33.908 

0803000500555400 

22.194 


0815000201934500 

20.987 

0815000201932600 

25.119 



Bedoo Kalan 

0815000201932500 

31.769 

Fresh 

Bhadla 

0803000500554900 

141.407 

Fresh 

Bhajan Nagar 

0815000101926500 

2.096 

Fresh 

Bhakhri 

0815000201931900 

22.665 

Fresh 

Bhanda 

0815000201932700 

22.633 

Fresh 

Bheekam Kor 

0815000201935200 

27.336 

Fresh 

Bheeyadiya 

0815000201935100 

31.264 

Fresh 

Bheeyasar 

0815000101918100 

119.042 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Jalore Granite 

2.426 

Non-command 

Jalore Granite 

4.463 

Non-command 

Jurassic Sandstone 

18.102 

Non-command 

Jurassic Sandstone 

28.835 

Non-command 

Jurassic Sandstone 

67.962 

Command 

Tertiary Sandstone 

2.119 

Non-command 

Tertiary Sandstone 

2.202 

Non-command 

Jurassic Sandstone 

16.185 

Non-command 

Jurassic Sandstone 

8.964 

Non-command 

Jurassic Sandstone 

55.880 

Non-command 

Jurassic Sandstone 

36.234 

Non-command 

Jurassic Sandstone 

14.741 

Non-command 

Jurassic Sandstone 

32.963 

Command 

Jurassic Sandstone 

0.150 

Non-command 

Jurassic Sandstone 

36.922 

Non-command 

Tertiary Sandstone 

34.560 

Non-command 

Jurassic Sandstone 

9.170 

Non-command 

Jurassic Sandstone 

35.851 

Non-command 

Jurassic Sandstone 

18.565 

Command 

Jurassic Sandstone 

0.336 

Non-command 

Jurassic Sandstone 

33.218 

Non-command 

Vindhyan Sandstone 

3.525 

Command 

Jurassic Sandstone 

1.136 

Non-command 

Jurassic Sandstone 

3.733 

Non-command 

Vindhyan Sandstone 

7.153 

Non-command 

Jurassic Sandstone 

3.096 

Non-command 

Jurassic Sandstone 

41.493 

Non-command 

Bilara Limestone 

39.705 

Non-command 

Vindhyan Sandstone 

23.968 

Non-command 

Bilara Limestone 

9.957 

Non-command 

Vindhyan Sandstone 

19.932 

Non-command 

Bilara Limestone 

16.528 

Non-command 

Bilara Limestone 

16.022 

Non-command 

Bilara Limestone 

2.917 

Non-command 

Vindhyan Sandstone 

35.897 

Non-command 

Vindhyan Sandstone 

31.220 

Non-command 

Bilara Limestone 

41.905 

Non-command 

Vindhyan Sandstone 

0.306 

Non-command 

Vindhyan Sandstone 

33.908 

Non-command 

Bilara Limestone 

4.856 

Non-command 

Bilara Limestone 

17.338 

Non-command 

Vindhyan Sandstone 

20.987 

Non-command 

Bilara Limestone 

3.535 

Non-command 

Vindhyan Sandstone 

21.585 

Non-command 

Vindhyan Sandstone 

31.769 

Non-command 

Vindhyan Sandstone 

31.446 

Non-command 

Vindhyan Sandstone 

2.096 

Non-command 

Vindhyan Sandstone 

5.156 

Non-command 

Vindhyan Sandstone 

22.633 

Non-command 

Vindhyan Sandstone 

14.412 

Non-command 

Vindhyan Sandstone 

21.737 

Non-command 

Bilara Limestone 

103.312 

Non-command 

Vindhyan Sandstone 

0.308 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

250,000 

250,000 

120 

90,000 

50,000 

120 

300,000 

250,000 

120 

200,000 

200,000 

120 

200,000 

150,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

300,000 

250,000 

120 

200,000 

200,000 

120 

300,000 

250,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

100,000 

80,000 

120 

300,000 

250,000 

120 

200,000 

200,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

120 

120,000 

100,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

90,000 

70,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

110 

300,000 

250,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

80,000 

150 

230,000 

170,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

120,000 

120,000 

120 

100,000 

80,000 

150 

120,000 

100,000 

150 

230,000 

170,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

120 

180,000 

150,000 

120 

90,000 

70,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

120 

70,000 

50,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 































































































































































































































































































































































































































































































































































































































































































Micro-watershed 





Bheloo 


Bhimsagar 


Bhoja Nagar 


Bhojas 


Bhojasar 


Boogdi 


Chadi 


Chainpura 


Chainpura Kalan 


Champasar 


Chandra Nagar 


Charnai 


Charnisara 


Cheemana 


Chhatarwalon Ka Gao 


Chhila Nadi 


Chhitar Bera 


Chikni Nari 


Chiri 


Chitana 


Dabar 


Dantina 


Davi Sagar 


Denok 


0814000501817400 


0815000101922800 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Census Code 

Area 



sq.km 


(3) 

(4) 

(5) 



Saline 

0803000400545400 

116.761 

Fresh 

0815000201931800 

29.344 

Fresh 

0815000101915200 

16.059 

Fresh 


38.573 Fresh 


Saline 


0815000101923200 

13.185 

0815000101924000 

82.538 

0815000101924600 

34.715 

0815000101922400 

28.783 


23.382 Fresh 


40.916 Fresh 


0815000101926600 

8.654 

0815000101915800 

59.440 

0814000501821800 

12.114 


0815000101917000 

53.146 

0815000101923400 

20.026 


0815000101917300 

6.645 

0815000101922900 

7.066 

0815000101930700 

15.048 

0815000101919300 

10.744 

0803000500555500 

22.719 


0815000101927200 

13.251 

0814000501818000 

41.756 

0814000501821200 

5.538 

0815000101926000 

70.196 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Deu 

0814000501818100 

30.832 

Fresh 

Dhadharwala 

0815000101917100 

22.846 

Fresh 

Dhelana 

0815000101931200 

37.621 

Fresh 

Dholasar 

0815000101919500 

36.235 

Fresh 

Dholiya Der 

0814000501817200 

53.281 

Fresh 


Gudha Bhagwan Das 


Hansa Desh 


Hanuman Nagar 


Hari Pura 


Harlaya 


Imam Nagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0814000501821900 



20.579 Fresh 


Saline 


23.135 Fresh 


Saline 


0814000501822100 

18.055 

0815000101926400 

6.679 

0815000101923100 

48.916 

0815000101918500 

11.206 

0815000201934700 

24.464 

0815000101917500 

7.433 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bilara Limestone 

15.422 

Non-command 

Vindhyan Sandstone 

15.064 

Non-command 

Vindhyan Sandstone 

4.899 

Non-command 

Bilara Limestone 

9.100 

Non-command 

Vindhyan Sandstone 

6.959 

Non-command 

Bilara Limestone 

16.972 

Non-command 

Bilara Limestone 

21.600 

Non-command 

Bilara Limestone 

13.185 

Non-command 

Vindhyan Sandstone 

42.308 

Non-command 

Bilara Limestone 

24.569 

Non-command 

Bilara Limestone 

5.112 

Non-command 

Vindhyan Sandstone 

23.671 

Non-command 

Bilara Limestone 

23.215 

Non-command 

Vindhyan Sandstone 

0.167 

Non-command 

Bilara Limestone 

0.280 

Non-command 

Vindhyan Sandstone 

40.636 

Non-command 

Vindhyan Sandstone 

8.654 

Non-command 

Bilara Limestone 

2.784 

Non-command 

Bilara Limestone 

1.375 

Non-command 

Bilara Limestone 

0.028 

Non-command 

Vindhyan Sandstone 

10.556 

Non-command 

Bilara Limestone 

15.125 

Non-command 

Bilara Limestone 

4.900 

Non-command 

Vindhyan Sandstone 

6.633 

Non-command 

Bilara Limestone 

7.066 

Non-command 

Vindhyan Sandstone 

6.942 

Non-command 

Bilara Limestone 

10.744 

Non-command 

Bilara Limestone 

2.091 

Non-command 

Bilara Limestone 

20.628 

Non-command 

Vindhyan Sandstone 

13.251 

Non-command 

Bilara Limestone 

3.242 

Non-command 

Bilara Limestone 

0.295 

Non-command 

Bilara Limestone 

40.501 

Non-command 

Vindhyan Sandstone 

29.695 

Non-command 

Bilara Limestone 

0.100 

Non-command 

Vindhyan Sandstone 

12.924 

Non-command 

Vindhyan Sandstone 

33.704 

Non-command 

Bilara Limestone 

13.335 

Non-command 

Bilara Limestone 

20.721 

Non-command 

Vindhyan Sandstone 

32.560 

Non-command 

Bilara Limestone 

15.392 

Non-command 

Bilara Limestone 

4.584 

Non-command 

Vindhyan Sandstone 

22.934 

Non-command 

Vindhyan Sandstone 

0.201 

Non-command 

Bilara Limestone 

0.182 

Non-command 

Vindhyan Sandstone 

6.679 

Non-command 

Bilara Limestone 

48.916 

Non-command 

Bilara Limestone 

11.206 

Non-command 

Vindhyan Sandstone 

14.828 

Non-command 

Bilara Limestone 

1.072 

Non-command 

Vindhyan Sandstone 

0.878 

Non-command 

Bilara Limestone 

1.948 

Non-command 

Vindhyan Sandstone 

3.536 


with 

Pumpset 


(9) (10) 


3 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

40,000 

120 

180,000 

110,000 

150 

120,000 

100,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

110 

300,000 

250,000 

110 

200,000 

200,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

110 

300,000 

250,000 

110 

200,000 

200,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

120,000 

120,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

110 

300,000 

250,000 

110 

300,000 

250,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

110 

300,000 

250,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

110 

300,000 

250,000 

110 

250,000 

200,000 

110 

300,000 

250,000 

110 

200,000 

200,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

110 

300,000 

250,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

80,000 

150 

120,000 

100,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 
















































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Indon Ka Bas 

0815000101925900 

44.129 

Fresh 

Ishru 

0815000101925500 

69.751 

Fresh 


Kahira 


Kalri 


Kapooriya 


Karani Pura 


Karnoo 


Karwan 


Kedli 


Kelansar 


Kerla 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 



Jaldara 

0815000101917400 

11.290 

Fresh 

Jamba 

0815000101915900 

18.642 

Fresh 

Jamba Ki Dhani 

0815000101916000 

33.710 

Fresh 

Jambeshvar Nagari 

0815000101918400 

10.563 

Fresh 

Jawar Nada 

0815000101918800 

3.146 

Fresh 

Jeriya 

0815000201932300 

19.769 

Fresh 

Jhareli 

0814000501817300 

34.446 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0803000500555600 



0814000401803100 

21.558 

0815000201933800 

26.993 

0815000101919100 

8.935 

0814000501817700 

31.396 

0815000201932900 

37.463 

0803000500555900 

21.926 

0815000101923700 

49.379 

0815000101925700 

21.329 



Kerlanada 

0815000201934800 

54.645 

Fresh 

Khadkali 

0814000501822000 

34.885 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Khajoosar 


Khariya 


Khariya Kansingh 


0815000101918000 


Lakheta 


Lohawat Bisnawas 


Lohawat Jatahwas 


Magra 


Mandeliya 


Maneora 


12.303 Fresh 


Saline 


0815000101924400 

26.558 

0815000101917800 

8.482 



55.441 Fresh 



Non-command 


Non-command 


Non-command 


Non-command 



Kodiya Nada 

0815000101917200 

9.342 

Fresh 

Kuknon Ki Dhani 

0815000101923500 

20.924 

Fresh 


Non-command 


Non-command 





Saline 

0815000201934000 

15.751 

Fresh 

0815000101927000 

31.326 

Fresh 

0815000101930900 

36.759 

Fresh 

0815000101931000 

3.923 

Fresh 

0803000500555300 

4.102 

Saline 

0815000101924300 

12.371 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Matora 

0815000201934100 

69.623 

Fresh 

Mepan 

0815000201932800 

3.703 

Fresh 

Mohar Nagar 

0815000101923000 

12.291 

Fresh 

Moolraj 

0815000101926300 

6.654 

Fresh 

Moriya 

0815000101922500 

27.911 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Vindhyan Sandstone 

44.129 

Non-command 

Bilara Limestone 

58.243 

Non-command 

Vindhyan Sandstone 

11.508 

Non-command 

Bilara Limestone 

11.414 

Non-command 

Vindhyan Sandstone 

37.800 

Non-command 

Vindhyan Sandstone 

11.290 

Non-command 

Bilara Limestone 

11.498 

Non-command 

Bilara Limestone 

1.404 

Non-command 

Bilara Limestone 

10.563 

Non-command 

Bilara Limestone 

3.146 

Non-command 

Vindhyan Sandstone 

19.769 

Non-command 

Bilara Limestone 

7.987 

Non-command 

Vindhyan Sandstone 

25.642 

Non-command 

Bilara Limestone 

0.817 

Non-command 

Bilara Limestone 

11.270 

Non-command 

Bilara Limestone 

2.359 

Non-command 

Bilara Limestone 

9.841 

Non-command 

Bilara Limestone 

2.199 

Non-command 

Bilara Limestone 

0.257 

Non-command 

Vindhyan Sandstone 

0.000 

Non-command 

Bilara Limestone 

8.935 

Non-command 

Bilara Limestone 

16.004 

Non-command 

Vindhyan Sandstone 

37.463 

Non-command 

Bilara Limestone 

1.458 

Non-command 

Vindhyan Sandstone 

49.379 

Non-command 

Bilara Limestone 

1.407 

Non-command 

Vindhyan Sandstone 

19.922 

Non-command 

Vindhyan Sandstone 

29.889 

Non-command 

Bilara Limestone 

21.973 

Non-command 

Vindhyan Sandstone 

0.005 

Non-command 

Vindhyan Sandstone 

8.773 

Non-command 

Vindhyan Sandstone 

2.704 

Non-command 

Bilara Limestone 

26.558 

Non-command 

Bilara Limestone 

0.199 

Non-command 

Vindhyan Sandstone 

8.160 

Non-command 

Bilara Limestone 

11.596 

Non-command 

Vindhyan Sandstone 

3.293 

Non-command 

Vindhyan Sandstone 

9.342 

Non-command 

Bilara Limestone 

4.372 

Non-command 

Vindhyan Sandstone 

16.388 

Non-command 

Bilara Limestone 

0.163 

Non-command 

Vindhyan Sandstone 

11.075 

Non-command 

Vindhyan Sandstone 

31.326 

Non-command 

Vindhyan Sandstone 

36.688 

Non-command 

Vindhyan Sandstone 

3.923 

Non-command 

Bilara Limestone 

4.053 

Non-command 

Bilara Limestone 

9.819 

Non-command 

Vindhyan Sandstone 

2.552 

Non-command 

Vindhyan Sandstone 

68.377 

Non-command 

Vindhyan Sandstone 

3.703 

Non-command 

Bilara Limestone 

12.291 

Non-command 

Vindhyan Sandstone 

6.654 

Non-command 

Bilara Limestone 

27.713 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

70,000 

50,000 

150 

120,000 

100,000 

110 

300,000 

250,000 

110 

250,000 

200,000 

110 

200,000 

200,000 

120 

120,000 

120,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

110 

300,000 

250,000 

150 

120,000 

100,000 

120 

70,000 

50,000 

110 

300,000 

250,000 

150 

120,000 

100,000 

120 

120,000 

120,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

150 

120,000 

100,000 

110 

300,000 

250,000 

110 

250,000 

200,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

150 

120,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 
































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Motai 

0815000101918600 

55.571 

Fresh 

Munjasar 

0815000101926100 

22.541 

Fresh 


Non-command 


Non-command 



Naneu 

0815000101919400 

77.931 

Fresh 

Narayanpura 

0815000101916200 

27.472 

Fresh 

Nausar 

0815000201934600 

69.260 

Fresh 

Naya Bera 

0815000101926200 

33.319 

Fresh 

Nenau 

0814000501821700 

18.279 

Saline 

Nimbola 

0814000501821100 

13.633 

Fresh 

Nimbonka Talab 

0815000201934300 

29.795 

Fresh 

Nokhra Bhatiyan 

0815000101925200 

3.217 

Fresh 

Nokhra Charna 

0815000101925100 

21.897 

Fresh 

Nokhra Godara 

0815000101925000 

4.388 

Fresh 

Nokhra Patawatan 

0815000101925300 

10.696 

Fresh 

Ompura 

0815000201933200 

39.679 

Fresh 

Paboosar 

0814000501817600 

35.849 

Fresh 

Pabupura 

0815000101916100 

12.538 

Fresh 

Paleena 

0815000101919200 

64.014 

Fresh 

Pali-1 

0815000201932000 

18.249 

Fresh 

Palli 

0815000201932200 

67.074 

Fresh 

Palli li 

0815000201932100 

35.462 

Fresh 

Parasala 

0815000201936900 

44.951 

Fresh 

Pariyal 

0815000101919000 

35.946 

Fresh 

Pashchimi Dhani 

0815000101930800 

12.333 

Fresh 

Poonasar 

0815000201933300 

100.113 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Radiya Bera 

0815000201934400 

24.351 

Fresh 

Radka Pura 

0815000101918700 

11.232 

Fresh 

Raika Bagh 

0815000101918300 

7.235 

Fresh 

Raimalwara 

0815000201933900 

56.651 

Fresh 

Rajala 

0815000101930600 

8.111 

Fresh 

Ranisar 

0815000101922600 

29.864 

Fresh 

Ridmalsar 

0815000101924500 

95.863 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Rohina 

0815000101923900 

76.824 

Fresh 

Roopana Jaitana 

0815000101927300 

18.700 

Fresh 

Sadhoona 

0803000500555700 

37.861 

Fresh 


Non-command 


Non-command 


Non-command 


Sadri 

0815000101931100 

5.578 

Fresh 

Sajnaniyon Ki Dhani 

0815000101917900 

14.318 

Saline 


Sanwata 

0815000201934200 

14.605 

Fresh 

Saruda 

0803000500555200 

114.418 

Fresh 




Shivpuri 

0815000101926900 

7.940 

Fresh 

Shri Jammeshwar Nag 

0815000101926800 

7.639 

Fresh 

Singdasar 

0815000101926700 

4.326 

Fresh 

Sobhana 

0803000500555100 

63.383 

Fresh 


Saline Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Vindhyan Sandstone 

0.197 

Non-command 

Bilara Limestone 

54.617 

Non-command 

Bilara Limestone 

4.836 

Non-command 

Vindhyan Sandstone 

17.706 

Non-command 

Bilara Limestone 

14.989 

Non-command 

Bilara Limestone 

2.827 

Non-command 

Vindhyan Sandstone 

69.260 

Non-command 

Vindhyan Sandstone 

33.319 

Non-command 

Bilara Limestone 

12.685 

Non-command 

Bilara Limestone 

0.103 

Non-command 

Vindhyan Sandstone 

29.795 

Non-command 

Bilara Limestone 

3.217 

Non-command 

Bilara Limestone 

21.897 

Non-command 

Bilara Limestone 

4.388 

Non-command 

Bilara Limestone 

10.696 

Non-command 

Vindhyan Sandstone 

2.931 

Non-command 

Bilara Limestone 

35.521 

Non-command 

Bilara Limestone 

7.112 

Non-command 

Bilara Limestone 

62.402 

Non-command 

Vindhyan Sandstone 

18.249 

Non-command 

Vindhyan Sandstone 

67.074 

Non-command 

Vindhyan Sandstone 

34.970 

Non-command 

Vindhyan Sandstone 

25.673 

Non-command 

Bilara Limestone 

35.946 

Non-command 

Vindhyan Sandstone 

7.886 

Non-command 

Bilara Limestone 

42.535 

Non-command 

Vindhyan Sandstone 

6.996 

Non-command 

Vindhyan Sandstone 

24.351 

Non-command 

Bilara Limestone 

11.232 

Non-command 

Bilara Limestone 

2.668 

Non-command 

Vindhyan Sandstone 

0.748 

Non-command 

Vindhyan Sandstone 

6.011 

Non-command 

Bilara Limestone 

29.864 

Non-command 

Bilara Limestone 

60.089 

Non-command 

Vindhyan Sandstone 

2.883 

Non-command 

Vindhyan Sandstone 

72.910 

Non-command 

Vindhyan Sandstone 

15.653 

Non-command 

Bilara Limestone 

11.480 

Non-command 

Vindhyan Sandstone 

13.749 

Non-command 

Vindhyan Sandstone 

2.745 

Non-command 

Bilara Limestone 

7.720 

Non-command 

Vindhyan Sandstone 

6.598 

Non-command 

Vindhyan Sandstone 

14.605 

Non-command 

Bilara Limestone 

3.889 

Non-command 

Vindhyan Sandstone 

16.298 

Non-command 

Bilara Limestone 

68.476 

Non-command 

Vindhyan Sandstone 

1.011 

Non-command 

Bilara Limestone 

5.319 

Non-command 

Vindhyan Sandstone 

11.732 

Non-command 

Vindhyan Sandstone 

7.940 

Non-command 

Vindhyan Sandstone 

7.639 

Non-command 

Vindhyan Sandstone 

4.326 

Non-command 

Vindhyan Sandstone 

42.574 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

150 

120,000 

100,000 

120 

90,000 

70,000 

110 

200,000 

200,000 

110 

300,000 

250,000 

150 

120,000 

100,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

70,000 

50,000 

150 

120,000 

100,000 

110 

300,000 

250,000 

120 

90,000 

80,000 

120 

70,000 

50,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

150 

230,000 

170,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

120 

70,000 

50,000 

120 

90,000 

80,000 

150 

120,000 

100,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

120,000 

120,000 

120 

180,000 

150,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

150 

120,000 

100,000 

120 

120,000 

120,000 

120 

180,000 

150,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

180,000 

150,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 





























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


16005040 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


(2) 

(3) 

(4) 

(5) 

Son Nagar 

0814000501817500 

14.171 

Fresh 

Sri Krishnanagar 

0815000101924800 

50.253 

Fresh 

Sri Lachhamannagar 

0815000101924900 

29.767 

Fresh 

Sri Ramnagar 

0815000101924700 

18.447 

Fresh 

Sutharanada 

0815000101923800 

10.173 

Fresh 

Suwap 

0815000101925600 

5.748 

Fresh 


Type of Area (Command / N< 
command) 


Tant 


Tantwas 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0803000500556000 

12.979 

0814000501817900 

27.664 


Saline 


20.408 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Unawara 

0815000201932400 

22.456 

Fresh 

Vishnu Nagar 

0815000101927100 

14.877 

Fresh 

Adaksar 

0814001001889300 

12.775 

Fresh 

Agoonta 

0814000201774000 

19.160 

Fresh 

Ajdoli 

0814000201781100 

4.260 

Fresh 

Akoda 

0814000201781800 

8.001 

Fresh 

Alakhpura 

0814000201782200 

16.284 

Fresh 

Asanpura 

0814001001893500 

8.174 

Fresh 

Asarwa 

0814000901878800 

11.756 

Fresh 

Bagarwaliya 

0814000201779900 

4.826 

Fresh 

Bagatpura 

0814000201780200 

4.742 

Fresh 

Bajiyon Ki Dhani 

0814000201779000 

2.484 

Fresh 

Bakwas 

0814000201777700 

3.037 

Fresh 

Balathana 

0814000901880300 

5.302 

Fresh 

Bansa 

0814000201783500 

9.637 

Fresh 

Baori 

0814000201783300 

10.110 

Fresh 

Baralpura 

0814001001888800 

2.562 

Fresh 

Barangana 

0814000201777600 

12.048 

Fresh 

Barawara 

0814000201779600 

10.002 

Fresh 

Beechawa 

0814000201773500 

14.903 

Fresh 

Beenjari 

0814000901880200 

10.644 

Fresh 

Begpura 

0814001001889100 

1.938 

Fresh 

Begsar 

0814000201781700 

15.935 

Fresh 

Berwa 

0814000201782000 

13.266 

Fresh 

Bhadasar 

0814000201784400 

5.105 

Fresh 

Bhadliya 

0814000201782700 

13.731 

Fresh 

Bhawad 

0814000201779400 

6.802 

Fresh 

Bhawanipura 

0814001001892300 

4.318 

Fresh 

Bheema 

0813000401704200 

17.933 

Fresh 

Bhopji Ka Bas 

0814000201780300 

5.907 

Fresh 

Butinathpura 

0814001001892200 

3.519 

Fresh 

Chak Rani Gaon 

0814000901876700 

3.564 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chandi 

0814000901877500 

9.679 

Fresh 

Chawandiya 

0814001001888900 

6.655 

Fresh 

Chhapara 

0814000901881000 

10.033 

Fresh 

Chhapri 

0814001001891600 

6.909 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bilara Limestone 

14.171 

Non-command 

Bilara Limestone 

50.253 

Non-command 

Bilara Limestone 

29.767 

Non-command 

Bilara Limestone 

18.447 

Non-command 

Vindhyan Sandstone 

10.173 

Non-command 

Bilara Limestone 

3.153 

Non-command 

Vindhyan Sandstone 

2.594 

Non-command 

Bilara Limestone 

36.560 

Non-command 

Vindhyan Sandstone 

3.471 

Non-command 

Bilara Limestone 

2.831 

Non-command 

Bilara Limestone 

23.087 

Non-command 

Bilara Limestone 

0.210 

Non-command 

Bilara Limestone 

0.958 

Non-command 

Vindhyan Sandstone 

8.234 

Non-command 

Bilara Limestone 

7.496 

Non-command 

Vindhyan Sandstone 

3.721 

Non-command 

Vindhyan Sandstone 

22.456 

Non-command 

Vindhyan Sandstone 

14.877 

Non-command 

Older Alluvium 

2.996 

Non-command 

Older Alluvium 

11.735 

Non-command 

Older Alluvium 

4.260 

Non-command 

Older Alluvium 

8.001 

Non-command 

Older Alluvium 

4.684 

Non-command 

Older Alluvium 

1.638 

Non-command 

Older Alluvium 

0.276 

Non-command 

Older Alluvium 

4.826 

Non-command 

Older Alluvium 

4.742 

Non-command 

Older Alluvium 

2.484 

Non-command 

Older Alluvium 

2.958 

Non-command 

Phyllite & Schist 

0.285 

Non-command 

Older Alluvium 

9.330 

Non-command 

Older Alluvium 

8.137 

Non-command 

Older Alluvium 

2.407 

Non-command 

Older Alluvium 

4.605 

Non-command 

Older Alluvium 

10.002 

Non-command 

Older Alluvium 

3.729 

Non-command 

Phyllite & Schist 

0.012 

Non-command 

Older Alluvium 

0.077 

Non-command 

Older Alluvium 

15.935 

Non-command 

Older Alluvium 

13.192 

Non-command 

Older Alluvium 

5.105 

Non-command 

Older Alluvium 

6.986 

Non-command 

Older Alluvium 

6.802 

Non-command 

Older Alluvium 

0.130 

Non-command 

Older Alluvium 

0.012 

Non-command 

Older Alluvium 

5.907 

Non-command 

Older Alluvium 

3.182 

Non-command 

Older Alluvium 

3.079 

Non-command 

Phyllite & Schist 

0.485 

Non-command 

Older Alluvium 

9.679 

Non-command 

Older Alluvium 

4.528 

Non-command 

Older Alluvium 

0.025 

Non-command 

Older Alluvium 

0.005 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

110 

300,000 

250,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

120,000 

120,000 

120 

180,000 

150,000 

120 

120,000 

120,000 

110 

300,000 

250,000 

110 

200,000 

200,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

150 

120,000 

100,000 

120 

90,000 

70,000 

110 

200,000 

175,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

110 

200,000 

175,000 

110 

200,000 

200,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

110 

175,000 

110,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

110 

200,000 

175,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

110 

175,000 

110,000 

110 

200,000 

175,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

110 

200,000 

175,000 

120 

70,000 

50,000 

110 

200,000 

150,000 

110 

200,000 

175,000 

110 

200,000 

200,000 

110 

175,000 

110,000 

110 

200,000 

200,000 

110 

200,000 

175,000 

110 

200,000 

200,000 

110 

200,000 

175,000 



0.050 

0.050 

0.347 

0.347 

0.017 

0.017 

0.462 

0.484 


1.634 

1.700 

1.683 

1.727 

0.616 

0.616 

0.512 

0.534 

0.182 

0.182 



0.039 

0.039 

0.578 

0.578 

1.205 

1.271 

0.165 

0.165 

0.710 

0.710 

0.099 

0.099 

0.019 

0.019 


1.188 

1.188 

0.193 

0.193 



0.726 

0.726 

1.136 

1.312 













































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Chindaliya 

0814000901877400 

7.589 

Fresh 

Dabgaon 

0814000201778500 

21.538 

Fresh 

Dakipura 

0814000201783800 

7.365 

Fresh 

Dasana Kalan 

0814000201781300 

5.670 

Fresh 

Dasana Khurd 

0814000201781400 

12.135 

Fresh 

Daudsar 

0814000201784200 

9.961 

Fresh 

Daulatpura 

0814001001889200 

5.844 

Fresh 

Deola 

0814000901878700 

7.565 

Fresh 

Dhaki Ki Dhani 

0814000201781200 

4.666 

Fresh 

Dhananwana 

0814000901877200 

13.631 

Fresh 

Dhankoli 

0814000201784000 

14.773 

Fresh 

Dheegal 

0814000201781900 

7.775 

Fresh 

Dheejpura 

0814000301798000 

9.586 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Dhigariya 

0814000201780800 

4.524 

Fresh 

Dikawa 

0814000201781500 

5.504 

Fresh 

Firozpura 

0814000301793100 

11.697 

Fresh 

Gaonri 

0814000201780700 

5.465 

Fresh 

Gawariyon Ki Dhan 

0814000201773800 

2.628 

Fresh 

Gelasar 

0814000901877700 

15.072 

Fresh 

Godras 

0814000201774200 

12.474 

Fresh 

Gothri 

0814000901877000 

16.959 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hudeel 

0814001001889600 

13.970 

Fresh 

Indrapura 

0814000201779100 

5.133 

Fresh 

Jaitpura 

0814000201781600 

4.843 

Fresh 

Jakharon Ka Bas 

0814000201782400 

3.082 

Fresh 

Jewaliyawas 

0814000201777800 

13.908 

Fresh 

Jharod 

0814000201782300 

8.477 

Fresh 

Jiliya 

0814001001892800 

16.847 

Fresh 

Kaloli 

0814001001888700 

5.286 

Fresh 

Kalyanpura 

0814000201780100 

4.237 

Fresh 

Karkeri 

0814001001888400 

9.197 

Fresh 

Khanri 

0814000201784300 

12.691 

Fresh 

Khardiya 

0814000901880800 

6.587 

Fresh 

Kharesh 

0814000201777900 

13.477 

Fresh 

Kharwaliya 

0814000201780000 

9.275 

Fresh 

Khateera Ki Dhani 

0814000201782900 

4.669 

Fresh 

Khatu Kalan 

0814000301797900 

42.299 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Khojas 

0814000201780900 

11.393 

Fresh 

Khorandi 

0814001001890000 

13.042 

Fresh 

Khunkhuna 

0814000201774300 

7.994 

Fresh 

Khuri 

0814000201779300 

7.848 

Fresh 

Kishanpura 

0814000201784600 

2.991 

Fresh 

Kodiya 

0814000201778900 

7.397 

Fresh 

Kokpura 

0814001001889400 

3.391 

Fresh 

Koniyara 

0814000201778800 

5.664 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kuchetiya 

0814000201779500 

5.150 

Fresh 

Kukrod 

0814000901878200 

12.254 

Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

7.589 

Non-command 

Older Alluvium 

4.427 

Non-command 

Older Alluvium 

7.365 

Non-command 

Older Alluvium 

5.670 

Non-command 

Older Alluvium 

12.135 

Non-command 

Older Alluvium 

0.721 

Non-command 

Older Alluvium 

1.669 

Non-command 

Older Alluvium 

6.129 

Non-command 

Older Alluvium 

4.666 

Non-command 

Older Alluvium 

7.516 

Non-command 

Older Alluvium 

5.357 

Non-command 

Older Alluvium 

7.775 

Non-command 

Older Alluvium 

9.169 

Non-command 

Vindhyan Sandstone 

0.417 

Non-command 

Older Alluvium 

4.524 

Non-command 

Older Alluvium 

5.504 

Non-command 

Vindhyan Sandstone 

1.125 

Non-command 

Older Alluvium 

5.465 

Non-command 

Older Alluvium 

1.611 

Non-command 

Older Alluvium 

15.072 

Non-command 

Older Alluvium 

1.848 

Non-command 

Older Alluvium 

9.045 

Non-command 

Phyllite & Schist 

0.755 

Non-command 

Older Alluvium 

5.929 

Non-command 

Older Alluvium 

5.133 

Non-command 

Older Alluvium 

4.843 

Non-command 

Older Alluvium 

3.082 

Non-command 

Older Alluvium 

9.307 

Non-command 

Older Alluvium 

8.477 

Non-command 

Older Alluvium 

0.088 

Non-command 

Older Alluvium 

4.527 

Non-command 

Older Alluvium 

4.237 

Non-command 

Older Alluvium 

2.456 

Non-command 

Older Alluvium 

1.323 

Non-command 

Older Alluvium 

0.162 

Non-command 

Older Alluvium 

13.477 

Non-command 

Older Alluvium 

8.930 

Non-command 

Older Alluvium 

4.669 

Non-command 

Older Alluvium 

2.805 

Non-command 

Vindhyan Sandstone 

6.972 

Non-command 

Older Alluvium 

8.959 

Non-command 

Vindhyan Sandstone 

1.597 

Non-command 

Older Alluvium 

11.393 

Non-command 

Older Alluvium 

0.015 

Non-command 

Older Alluvium 

1.968 

Non-command 

Older Alluvium 

7.848 

Non-command 

Older Alluvium 

2.991 

Non-command 

Older Alluvium 

7.396 

Non-command 

Older Alluvium 

1.272 

Non-command 

Older Alluvium 

3.131 

Non-command 

Vindhyan Sandstone 

2.513 

Non-command 

Older Alluvium 

5.150 

Non-command 

Older Alluvium 

9.301 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

110 

200,000 

200,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

110 

200,000 

175,000 

110 

200,000 

200,000 

110 

200,000 

150,000 

110 

200,000 

200,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

120 

350,000 

350,000 

120 

250,000 

250,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

120 

250,000 

250,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

110 

200,000 

200,000 

110 

200,000 

150,000 

110 

200,000 

200,000 

110 

175,000 

110,000 

110 

200,000 

175,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

200,000 

150,000 

110 

200,000 

175,000 

110 

200,000 

150,000 

110 

200,000 

200,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

120 

350,000 

350,000 

120 

250,000 

250,000 

110 

200,000 

150,000 

110 

200,000 

200,000 

110 

200,000 

150,000 

110 

200,000 

175,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

110 

200,000 

175,000 

110 

200,000 

150,000 

110 

200,000 

200,000 

110 

200,000 

150,000 

110 

200,000 

200,000 



Tube Wells with 
Wells Pumpset 




MCM 

MCM 

(15) 

(16) 

0.242 

0.242 

- 

- 

0.116 

0.336 

0.330 

0.352 

0.743 

0.743 

0.083 

0.083 

0.212 

0.234 

0.242 

0.242 

0.528 

0.550 

0.550 

0.572 

0.891 

0.935 

0.792 

0.792 



0.545 

0.589 

0.908 

1.062 

0.528 

0.528 

0.380 

0.512 

0.019 

0.019 

0.905 

0.993 

0.066 

0.066 

0.347 

0.391 

0.149 

0.171 



0.050 

0.050 

0.017 

0.017 































































































































































































































































































































































































































































































































































































































































































































































































Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Kunkana Ki Dhani 

0814000201780600 

4.762 

Fresh 

Kurli 

0814000201782100 

11.266 

Fresh 

Kuroli 

0814000201778400 

11.503 

Fresh 

Ladariya 

0814000201782500 

18.688 

Fresh 

Ladpura 

0814000901877600 

5.909 

Fresh 

Lakheepura 

0814000201783600 

1.380 

Fresh 

Lalas 

0814001001889900 

17.960 

Fresh 

Lega Ki Dhani 

0814000201780500 

7.533 

Fresh 

Loroli 

0814000201778200 

4.852 

Fresh 

Loroli Kalan 

0814000201773900 

6.797 

Fresh 

Loroli Khurd 

0814000201778300 

11.757 

Fresh 

Magrasi 

0813000401704000 

8.473 

Fresh 

Manda Kheri 

0814000901880900 

7.462 

Fresh 


Mandookara 

0814000201779800 

13.993 

Fresh 

Mangalpura 

0814001001892500 

5.803 

Fresh 

Mangalwa 

0814000901876800 

3.463 

Fresh 

Molasar 

0814000201783100 

12.673 

Fresh 

Moti Nagar 

0814000301798300 

2.642 

Fresh 

Nandoli Chandawatan 

0814000901877800 

6.876 

Fresh 

Nandoliwas 

0814000901877900 

4.470 

Fresh 

Nawad 

0814000901877100 

14.693 

Fresh 

Neem Nagar 

0814000301798100 

4.710 

Fresh 

Nehru Nagar 

0814001001889700 

3.929 

Fresh 

Nimba Ka Bas 

0814000201783400 

15.624 

Fresh 

Nimod 

0814000201782800 

13.278 

Fresh 

Nosar 

0814000201782600 

7.130 

Fresh 

Parewadi 

0814001001888600 

10.424 

Fresh 

Pawa 

0814000201779200 

15.631 

Fresh 


Peedwa 

0814000201779700 

15.729 

Fresh 

Peepala Ka Bas 

0814000201783700 

7.146 

Fresh 

Pyawan 

0814000201774400 

8.717 

Fresh 

Raithaliya 

0814000901877300 

7.721 

Fresh 

Rajapura 

0814000701849600 

7.045 

Fresh 

Rajpura 

0814001001888500 

6.886 

Fresh 

Rampur 

0814000901878000 

6.840 

Fresh 

Ranasar 

0814001001893600 

7.198 

Fresh 

Rani Gaon 

0814000901876600 

10.751 

Fresh 


Rasal 

0814001001893900 

26.050 

Fresh 

Raseedpura 

0814000201783000 

14.416 

Fresh 

Reeksabas 

0814000201783900 

4.505 

Fresh 

Ruwan 

0814000201778100 

16.314 

Fresh 

Safer Chhoti 

0814000901878500 

7.915 

Fresh 

Sagoo Kalan 

0814000201773700 

10.040 

Fresh 

Sagoo Khurd 

0814000201773600 

6.768 

Fresh 

Saniya 

0814000201778000 

18.346 

Fresh 

Seeniya 

0814000901876900 

6.302 

Fresh 

Sherani Abad 

0814000201778600 

12.154 

Fresh 

Shivpurvi 

0814001001892100 

2.480 

Fresh 

Singrawat Kalan 

0814000201774600 

10.472 

Fresh 

Singrawat Khurd 

0814000201774500 

7.681 

Fresh 


Type of Area (Command / 
command) 


_ m 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

4.762 

Non-command 

Older Alluvium 

4.902 

Non-command 

Older Alluvium 

11.503 

Non-command 

Older Alluvium 

18.688 

Non-command 

Older Alluvium 

5.909 

Non-command 

Older Alluvium 

1.380 

Non-command 

Older Alluvium 

4.886 

Non-command 

Older Alluvium 

7.533 

Non-command 

Older Alluvium 

4.852 

Non-command 

Older Alluvium 

6.521 

Non-command 

Older Alluvium 

11.757 

Non-command 

Older Alluvium 

3.542 

Non-command 

Older Alluvium 

2.271 

Non-command 

Phyllite & Schist 

0.346 

Non-command 

Older Alluvium 

13.993 

Non-command 

Older Alluvium 

0.021 

Non-command 

Older Alluvium 

3.463 

Non-command 

Older Alluvium 

0.698 

Non-command 

Older Alluvium 

0.348 

Non-command 

Older Alluvium 

6.876 

Non-command 

Older Alluvium 

4.470 

Non-command 

Older Alluvium 

2.500 

Non-command 

Older Alluvium 

1.717 

Non-command 

Older Alluvium 

0.414 

Non-command 

Older Alluvium 

15.624 

Non-command 

Older Alluvium 

13.278 

Non-command 

Older Alluvium 

5.548 

Non-command 

Older Alluvium 

5.897 

Non-command 

Older Alluvium 

14.176 

Non-command 

Phyllite & Schist 

0.847 

Non-command 

Older Alluvium 

15.729 

Non-command 

Older Alluvium 

7.146 

Non-command 

Older Alluvium 

0.490 

Non-command 

Older Alluvium 

6.426 

Non-command 

Older Alluvium 

1.764 

Non-command 

Older Alluvium 

3.287 

Non-command 

Older Alluvium 

4.522 

Non-command 

Older Alluvium 

1.187 

Non-command 

Older Alluvium 

0.822 

Non-command 

Phyllite & Schist 

3.852 

Non-command 

Older Alluvium 

4.847 

Non-command 

Older Alluvium 

14.416 

Non-command 

Older Alluvium 

4.505 

Non-command 

Older Alluvium 

16.314 

Non-command 

Older Alluvium 

0.829 

Non-command 

Older Alluvium 

0.007 

Non-command 

Older Alluvium 

5.194 

Non-command 

Older Alluvium 

18.346 

Non-command 

Older Alluvium 

6.302 

Non-command 

Older Alluvium 

0.714 

Non-command 

Older Alluvium 

0.184 

Non-command 

Older Alluvium 

0.623 

Non-command 

Older Alluvium 

6.343 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

110 

200,000 

150,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

110 

200,000 

200,000 

110 

200,000 

150,000 

110 

200,000 

175,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

120 

70,000 

50,000 

110 

200,000 

200,000 

110 

175,000 

110,000 

110 

200,000 

150,000 

110 

200,000 

175,000 

110 

200,000 

200,000 

110 

200,000 

150,000 

120 

350,000 

350,000 

110 

200,000 

200,000 

110 

200,000 

200,000 

110 

200,000 

200,000 

120 

350,000 

350,000 

110 

200,000 

175,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

110 

200,000 

175,000 

110 

200,000 

150,000 

110 

100,000 

80,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

110 

200,000 

200,000 

120 

350,000 

350,000 

110 

200,000 

175,000 

110 

200,000 

200,000 

110 

200,000 

175,000 

110 

200,000 

200,000 

110 

175,000 

110,000 

110 

200,000 

175,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

110 

200,000 

200,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

110 

200,000 

150,000 

110 

200,000 

200,000 

110 

200,000 

150,000 

110 

200,000 

175,000 

110 

200,000 

150,000 

110 

200,000 

150,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.281 


0.281 


0.017 


2.360 


0.506 


0.627 


1.059 


1.188 


0.066 


0.561 


0.017 


0.264 




0.308 

0.308 

0.198 

0.198 

0.044 

0.044 


0.096 

0.140 

0.891 

0.891 

0.528 

0.528 

0.446 

0.446 

1.636 

1.768 

0.099 

0.165 


0.611 

0.677 

0.924 

0.924 

0.017 

0.017 

0.396 

0.396 


0.385 

0.429 

0.154 

0.154 

0.135 

0.135 


0.012 

0.012 

0.481 

0.503 

0.594 

0.594 

1.106 

1.172 

0.759 

0.759 

0.022 

0.022 

- 

- 

0.033 

0.033 

0.974 

0.974 

0.198 

0.198 

- 

0.022 

0.019 

0.019 

0.033 

0.033 






























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


16005041 



Soothli 


Suratpura 


Thebri 


Todas 


Tosina 


Ucheriya 


Achalpura 


Bagdawat Nagar 


Baiteena 


Baloosingh Ki Dhani 


Bamnoo 


Barath Ka Gaon 


Begti Kalan 


Begti Khurd 


Bhakhri 


Bhankhri 


Bhayyon Ki Dhani 


Bher 


Bhimsagar 


Bhoja Kor 


Biliya 


Chacha 


Chanani 


Chand Sama 


Chhayan-I 


Chhayan-li 


Chikni Nari 


Chok 


Daya Kor 


Daya Sagar 


Dechoo 


Dediya 


Devalpura 


Dhadho 


Dhelana 


Dholiya 


Dhoorsar 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Census Code 

Area 


sq.km 

(3) 

(4) 

0814000901878400 

10.861 

0814001001889000 

6.369 

0814000201781000 

11.748 

0814001001889500 

24.068 

0814000201780400 

17.214 

0814000901876500 

2.243 

0814000901878300 

7.563 

0816000202058300 

26.684 

0815000101930200 

25.284 

0816000202058400 

28.686 



0816000202056300 

9.460 

0815000101928900 

34.769 

0816000202056200 

14.848 



11.214 Fresh 


Saline 


0815000101914900 

72.310 

0815000101920700 

47.589 



0815000201931900 

22.665 

Fresh 

0816000202055700 

15.188 

Fresh 

0815000101929700 

22.182 

Fresh 

0815000201931300 

22.815 

Fresh 

0815000201931800 

29.344 

Fresh 

0815000101929900 

36.355 

Fresh 

0816000202053100 

21.134 

Fresh 

0816000202051600 

22.964 

Fresh 

0816000202051300 

68.917 

Fresh 



Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0815000501970900 

66.047 

0816000202049400 

55.633 


0816000202049500 

80.879 

0815000101930700 

15.048 

0816000202053800 

12.189 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



33.403 Fresh 


0815000101930500 

43.831 

0815000101921100 

13.201 

0815000501973900 

80.317 

0815000101929100 

49.815 

0816000202055300 

24.911 



0815000101929000 

62.771 

0815000101931200 

37.621 

0816000202050900 

72.724 

0816000202052700 

78.569 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

8.316 

Non-command 

Older Alluvium 

4.256 

Non-command 

Older Alluvium 

11.748 

Non-command 

Older Alluvium 

8.987 

Non-command 

Older Alluvium 

17.214 

Non-command 

Phyllite & Schist 

2.240 

Non-command 

Older Alluvium 

2.313 

Non-command 

Jalore Granite 

26.675 

Non-command 

Vindhyan Sandstone 

25.284 

Non-command 

Jalore Granite 

0.638 

Non-command 

Jurassic Sandstone 

0.004 

Non-command 

Rhyolite 

3.744 

Non-command 

Vindhyan Sandstone 

34.769 

Non-command 

Rhyolite 

2.794 

Non-command 

Rhyolite 

4.642 

Non-command 

Rhyolite 

3.315 

Non-command 

Rhyolite 

7.899 

Non-command 

Bilara Limestone 

49.315 

Non-command 

Bilara Limestone 

7.571 

Non-command 

Vindhyan Sandstone 

0.749 

Non-command 

Vindhyan Sandstone 

17.435 

Non-command 

Vindhyan Sandstone 

13.097 

Non-command 

Vindhyan Sandstone 

22.182 

Non-command 

Vindhyan Sandstone 

18.128 

Non-command 

Vindhyan Sandstone 

24.445 

Non-command 

Vindhyan Sandstone 

36.355 

Non-command 

Rhyolite 

21.134 

Non-command 

Vindhyan Sandstone 

22.964 

Non-command 

Vindhyan Sandstone 

12.090 

Non-command 

Jalore Granite 

0.024 

Non-command 

Vindhyan Sandstone 

7.391 

Non-command 

Vindhyan Sandstone 

21.690 

Non-command 

Vindhyan Sandstone 

4.069 

Non-command 

Vindhyan Sandstone 

11.785 

Non-command 

Vindhyan Sandstone 

0.150 

Non-command 

Vindhyan Sandstone 

1.639 

Non-command 

Jalore Granite 

12.189 

Non-command 

Rhyolite 

0.000 

Non-command 

Jalore Granite 

24.855 

Non-command 

Rhyolite 

8.548 

Non-command 

Vindhyan Sandstone 

38.255 

Non-command 

Vindhyan Sandstone 

11.430 

Non-command 

Vindhyan Sandstone 

9.882 

Non-command 

Vindhyan Sandstone 

49.815 

Non-command 

Rhyolite 

2.239 

Non-command 

Rhyolite 

22.672 

Non-command 

Vindhyan Sandstone 

62.771 

Non-command 

Vindhyan Sandstone 

3.917 

Non-command 

Jurassic Sandstone 

0.408 

Non-command 

Rhyolite 

7.079 

Non-command 

Vindhyan Sandstone 

25.481 

Non-command 

Rhyolite 

42.023 

Non-command 

Vindhyan Sandstone 

3.988 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

110 

200,000 

200,000 

110 

200,000 

175,000 

110 

200,000 

150,000 

110 

200,000 

175,000 

110 

200,000 

150,000 

110 

175,000 

110,000 

110 

200,000 

200,000 

120 

250,000 

250,000 

120 

90,000 

70,000 

120 

250,000 

250,000 

120 

325,000 

325,000 

120 

250,000 

250,000 

120 

90,000 

70,000 

120 

250,000 

250,000 

120 

90,000 

70,000 

120 

250,000 

250,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

150 

120,000 

100,000 

120 

250,000 

250,000 

120 

90,000 

70,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

120 

90,000 

70,000 

120 

250,000 

250,000 

120 

250,000 

250,000 

120 

250,000 

250,000 

120 

90,000 

50,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

250,000 

250,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

250,000 

250,000 

120 

250,000 

250,000 

120 

250,000 

250,000 

120 

250,000 

250,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

250,000 

250,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

325,000 

325,000 

120 

250,000 

250,000 

120 

250,000 

250,000 

120 

90,000 

70,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.088 


0.655 


0.792 


0.404 


1.419 


0.036 


0.088 


0.030 





































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Didaniya 

0816000202052000 

5.357 

Fresh 

Doodhiya 

0816000202049800 

43.463 

Fresh 


Fateh Sagar 


Galar 


Gumanpura 


Gundala 


Hadman Nagar 


Hanumanpura 


Harisingh Nagar 


Harlaya 


Hayatpura 


Type of Area (Command / N< 
command) 



0816000202058000 


Non-command 


Non-command 


Saline Non-command 


19.877 Fresh Non-command 



0815000101930300 

18.371 

0816000202050000 

12.394 


Non-command 


Non-command 


Non-command 


Non-command 



Gilakor 

0815000501972600 

29.409 

Fresh 

Gomat 

0816000202051700 

60.050 

Fresh 


Non-command 


Non-command 



0816000202055100 


43.297 Fresh 


Saline 


0815000501972300 

60.418 

0816000202060100 

15.687 

0815000201931600 

31.838 

0815000101920900 

61.179 

0815000501972500 

9.974 

0815000201934700 

24.464 

0816000202058100 

14.901 



Hopardi 

0815000101921200 

45.164 

Fresh 

Jagu Bana Ki Dhani 

0815000101928300 

6.059 

Fresh 

Jaimala 

0815000101914400 

54.149 

Fresh 

Jaimalan 

0816000202057600 

65.202 

Fresh 

Jalora 

0815000101928100 

33.530 

Fresh 

Jalpuri 

0815000501970600 

18.997 

Fresh 

Jaswantpura 

0816000202057500 

32.048 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Jesari 

0815000101908400 

88.305 

Fresh 

Jhalariya 

0816000202055400 

22.590 

Saline 


Jharasar 


Jhardeji Ki Bhakri 


Kala 


Kanasar 


Kelawa 


Non-command 


Non-command 



0815000101910500 

29.925 

Fresh 

0815000101928400 

17.717 

Fresh 

0816000202050600 

108.210 

Fresh 

0816000202056900 

17.211 

Fresh 

0816000202053200 

45.196 

Fresh 



Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Khera Bagoriya 

0815000101929200 

43.502 

Fresh 

Khetasar 

0816000202054900 

41.282 

Fresh 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Vindhyan Sandstone 

5.357 

Non-command 

Bilara Limestone 

3.402 

Non-command 

Vindhyan Sandstone 

13.992 

Non-command 

Vindhyan Sandstone 

26.070 

Non-command 

Jalore Granite 

10.769 

Non-command 

Rhyolite 

7.836 

Non-command 

Vindhyan Sandstone 

33.800 

Non-command 

Vindhyan Sandstone 

0.931 

Non-command 

Vindhyan Sandstone 

18.371 

Non-command 

Bilara Limestone 

1.266 

Non-command 

Vindhyan Sandstone 

11.127 

Non-command 

Vindhyan Sandstone 

7.866 

Non-command 

Rhyolite 

6.030 

Non-command 

Vindhyan Sandstone 

37.074 

Non-command 

Rhyolite 

0.603 

Non-command 

Vindhyan Sandstone 

16.343 

Non-command 

Rhyolite 

22.487 

Non-command 

Rhyolite 

20.810 

Non-command 

Vindhyan Sandstone 

57.525 

Non-command 

Jalore Granite 

0.009 

Non-command 

Vindhyan Sandstone 

7.019 

Non-command 

Vindhyan Sandstone 

61.179 

Non-command 

Vindhyan Sandstone 

7.480 

Non-command 

Vindhyan Sandstone 

7.555 

Non-command 

Jalore Granite 

3.955 

Non-command 

Rhyolite 

10.946 

Non-command 

Vindhyan Sandstone 

4.133 

Non-command 

Vindhyan Sandstone 

6.059 

Non-command 

Bilara Limestone 

28.825 

Non-command 

Rhyolite 

61.822 

Non-command 

Vindhyan Sandstone 

2.863 

Non-command 

Vindhyan Sandstone 

11.800 

Non-command 

Jalore Granite 

0.618 

Non-command 

Rhyolite 

27.402 

Non-command 

Bilara Limestone 

7.281 

Non-command 

Rhyolite 

12.603 

Non-command 

Vindhyan Sandstone 

7.394 

Non-command 

Jalore Granite 

6.686 

Non-command 

Rhyolite 

13.471 

Non-command 

Bilara Limestone 

2.707 

Non-command 

Vindhyan Sandstone 

4.944 

Non-command 

Vindhyan Sandstone 

108.115 

Non-command 

Rhyolite 

8.065 

Non-command 

Rhyolite 

35.916 

Non-command 

Rhyolite 

9.256 

Non-command 

Vindhyan Sandstone 

0.023 

Non-command 

Rhyolite 

13.262 

Non-command 

Vindhyan Sandstone 

1.125 

Non-command 

Bilara Limestone 

0.948 

Non-command 

Vindhyan Sandstone 

45.432 

Non-command 

Vindhyan Sandstone 

43.502 

Non-command 

Jalore Granite 

25.963 

Non-command 

Rhyolite 

15.319 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

250,000 

250,000 

120 

300,000 

300,000 

120 

250,000 

250,000 

120 

90,000 

70,000 

120 

250,000 

250,000 

120 

250,000 

250,000 

120 

250,000 

250,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

300,000 

300,000 

120 

250,000 

250,000 

120 

110,000 

90,000 

120 

250,000 

250,000 

120 

250,000 

250,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

250,000 

250,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

250,000 

250,000 

150 

120,000 

100,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

150 

120,000 

100,000 

120 

250,000 

250,000 

120 

250,000 

250,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

250,000 

250,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

250,000 

250,000 

120 

250,000 

250,000 

120 

90,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

250,000 

250,000 

120 

250,000 

250,000 

120 

90,000 

80,000 

120 

90,000 

70,000 

120 

250,000 

250,000 

120 

250,000 

250,000 

120 

250,000 

250,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

250,000 

250,000 

120 

250,000 

250,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

250,000 

250,000 

120 

250,000 

250,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 


































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Koloo Pabuji 


Kolu Rathoron 


Kushlawa 


Lalpura 


Lawan 


Loharki 


Loona Kalan 


Loona Khurd 


Madhopura 


Madia Kalan 


Madia Khurd 


Madwa 


Masjid Wali Dhani 


Matol Chak 


Mawa 


Modardi 


Motisar 


Naiguddi 


Nananyai 


Narsinghpura 


Nathoosar @ Barli Charnan 


Naya Sanawara 


Nimbla 


Orhaniya 


Paboo Chhawara 


Paboopadiya Chandana 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


99.947 Fresh 


36.633 Fresh 


Saline 



0815000101929600 

21.190 

0815000101929500 

61.880 

0815000101929800 

42.458 

0815000501970700 

13.099 

0816000202052500 

41.175 




0816000202049200 


0816000202060000 


Saline 


58.247 Fresh 


44.096 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0816000202058200 

50.722 

0816000202054700 

53.207 


0815000101929300 

54.709 

0815000101929400 

33.181 

0816000202055200 

83.137 




Saline 


42.323 Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Malka 

0816000202050700 

17.562 

Fresh 

Mashala 

0815000101908300 

42.032 

Fresh 


Non-command 


Non-command 



0815000101930400 

12.799 

0815000101928800 

33.277 

0816000202050500 

83.641 



0816000202053500 


62.456 Fresh 


Saline 



0816000202059900 


0816000202055000 


0816000202053400 


23.584 Fresh 


24.488 Fresh 


43.878 Fresh 


Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0816000202055500 

14.608 

0816000202052900 

32.412 

0816000202053900 

34.108 


0815000201931400 

8.850 

0816000202051500 

53.566 



0815000101928500 

45.418 

0816000202051800 

39.470 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 




0815000201932100 


Saline 


35.462 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Jurassic Sandstone 

1.839 

Non-command 

Vindhyan Sandstone 

63.915 

Non-command 

Jalore Granite 

0.033 

Non-command 

Jalore Granite 

0.021 

Non-command 

Vindhyan Sandstone 

20.429 

Non-command 

Vindhyan Sandstone 

61.880 

Non-command 

Vindhyan Sandstone 

42.458 

Non-command 

Vindhyan Sandstone 

13.099 

Non-command 

Rhyolite 

18.553 

Non-command 

Vindhyan Sandstone 

19.077 

Non-command 

Rhyolite 

3.546 

Non-command 

Vindhyan Sandstone 

9.820 

Non-command 

Jalore Granite 

4.672 

Non-command 

Jurassic Sandstone 

5.526 

Non-command 

Jalore Granite 

49.274 

Non-command 

Jalore Granite 

1.314 

Non-command 

Jalore Granite 

0.495 

Non-command 

Vindhyan Sandstone 

54.709 

Non-command 

Vindhyan Sandstone 

33.181 

Non-command 

Rhyolite 

35.503 

Non-command 

Rhyolite 

45.629 

Non-command 

Jalore Granite 

5.924 

Non-command 

Rhyolite 

0.951 

Non-command 

Vindhyan Sandstone 

27.409 

Non-command 

Vindhyan Sandstone 

13.500 

Non-command 

Bilara Limestone 

36.704 

Non-command 

Vindhyan Sandstone 

1.415 

Non-command 

Vindhyan Sandstone 

12.799 

Non-command 

Vindhyan Sandstone 

33.277 

Non-command 

Vindhyan Sandstone 

32.164 

Non-command 

Vindhyan Sandstone 

51.477 

Non-command 

Rhyolite 

46.658 

Non-command 

Rhyolite 

15.798 

Non-command 

Rhyolite 

7.249 

Non-command 

Vindhyan Sandstone 

5.911 

Non-command 

Jalore Granite 

20.980 

Non-command 

Rhyolite 

24.488 

Non-command 

Rhyolite 

18.808 

Non-command 

Rhyolite 

25.031 

Non-command 

Vindhyan Sandstone 

0.040 

Non-command 

Rhyolite 

14.608 

Non-command 

Rhyolite 

32.412 

Non-command 

Jalore Granite 

3.949 

Non-command 

Jalore Granite 

2.900 

Non-command 

Vindhyan Sandstone 

8.850 

Non-command 

Rhyolite 

1.334 

Non-command 

Vindhyan Sandstone 

27.412 

Non-command 

Rhyolite 

2.509 

Non-command 

Vindhyan Sandstone 

22.311 

Non-command 

Vindhyan Sandstone 

28.285 

Non-command 

Rhyolite 

24.080 

Non-command 

Rhyolite 

15.391 

Non-command 

Vindhyan Sandstone 

0.492 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

325,000 

325,000 

120 

250,000 

250,000 

120 

250,000 

250,000 

120 

90,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

250,000 

250,000 

120 

250,000 

250,000 

120 

90,000 

70,000 

120 

250,000 

250,000 

120 

250,000 

250,000 

120 

325,000 

325,000 

120 

250,000 

250,000 

120 

250,000 

250,000 

120 

90,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

250,000 

250,000 

120 

90,000 

70,000 

120 

90,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

250,000 

250,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

250,000 

250,000 

120 

90,000 

70,000 

120 

250,000 

250,000 

120 

90,000 

70,000 

120 

250,000 

250,000 

120 

250,000 

250,000 

120 

250,000 

250,000 

120 

250,000 

250,000 

120 

250,000 

250,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

250,000 

250,000 

120 

90,000 

50,000 

150 

120,000 

100,000 

120 

250,000 

250,000 

120 

250,000 

250,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

250,000 

250,000 

120 

90,000 

70,000 

150 

120,000 

100,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 



0.030 0.030 


0.090 

0.090 

0.008 

0.008 



0.030 

0.030 

0.090 

0.090 














































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Peelwa 

0815000101930100 

37.135 

Fresh 

Pokaran (M) 

0816000241602000 

138.978 

Fresh 


Raipalon Ki Dhani 


Raisinghpura 


Rajala 


Ramdeora 


Ramsar 


Ranjeetpura 


Rathora 


Rawat Nagar 


Rayad 


Sadri 


Sadulpura 


Sagran 


Samrau 


Sanawara 


Sankra 


Sanwreej 


Sardarsingh Ki Dhani 


Sarnayat 


Satasar 


Shimala 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 



Pokaran (Rural) 

0816000202051900 

15.439 

Fresh 

Pratapgarh 

0816000202057800 

14.924 

Fresh 

Pratappura 

0816000202053700 

41.752 

Fresh 


Non-command 


Non-command 


Non-command 



0816000202055600 


Saline 


35.833 Fresh 



0816000202056700 

13.047 

0815000101930600 

8.111 

0816000202050400 

74.265 



Saline 


12.333 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


0815000501971400 

11.279 

0816000202057700 

6.742 

0816000202049700 

25.825 



0815000101930000 

22.956 

0816000202052600 

13.471 



Saline 


57.220 Fresh 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0815000101931100 

5.578 

0815000501970800 

12.857 

0815000501972200 

39.413 

0815000201931700 

71.966 

0816000202054000 

91.122 

0816000202054800 

76.042 


0815000101928600 

36.049 

0816000202057400 

10.619 

0816000202050100 

12.104 


0816000202052400 

8.906 

0815000101914800 

16.648 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Shivpura 


0815000101914700 


50.729 Fresh 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Vindhyan Sandstone 

36.441 

Non-command 

Rhyolite 

84.877 

Non-command 

Vindhyan Sandstone 

34.186 

Non-command 

Rhyolite 

18.436 

Non-command 

Vindhyan Sandstone 

1.479 

Non-command 

Vindhyan Sandstone 

15.439 

Non-command 

Rhyolite 

14.924 

Non-command 

Jalore Granite 

16.846 

Non-command 

Rhyolite 

4.958 

Non-command 

Vindhyan Sandstone 

0.114 

Non-command 

Jalore Granite 

2.675 

Non-command 

Rhyolite 

11.583 

Non-command 

Vindhyan Sandstone 

5.576 

Non-command 

Rhyolite 

1.961 

Non-command 

Vindhyan Sandstone 

21.729 

Non-command 

Rhyolite 

0.008 

Non-command 

Vindhyan Sandstone 

6.126 

Non-command 

Vindhyan Sandstone 

12.138 

Non-command 

Rhyolite 

3.961 

Non-command 

Vindhyan Sandstone 

2.100 

Non-command 

Vindhyan Sandstone 

10.225 

Non-command 

Vindhyan Sandstone 

64.040 

Non-command 

Jalore Granite 

1.681 

Non-command 

Rhyolite 

10.652 

Non-command 

Vindhyan Sandstone 

0.415 

Non-command 

Rhyolite 

6.742 

Non-command 

Vindhyan Sandstone 

1.370 

Non-command 

Vindhyan Sandstone 

22.254 

Non-command 

Vindhyan Sandstone 

19.580 

Non-command 

Rhyolite 

2.346 

Non-command 

Rhyolite 

11.126 

Non-command 

Bilara Limestone 

47.212 

Non-command 

Vindhyan Sandstone 

10.009 

Non-command 

Bilara Limestone 

0.882 

Non-command 

Vindhyan Sandstone 

6.400 

Non-command 

Vindhyan Sandstone 

1.632 

Non-command 

Jalore Granite 

15.149 

Non-command 

Jalore Granite 

0.182 

Non-command 

Vindhyan Sandstone 

2.833 

Non-command 

Vindhyan Sandstone 

4.799 

Non-command 

Vindhyan Sandstone 

28.610 

Non-command 

Vindhyan Sandstone 

7.502 

Non-command 

Jalore Granite 

5.466 

Non-command 

Jalore Granite 

68.342 

Non-command 

Jalore Granite 

0.810 

Non-command 

Vindhyan Sandstone 

32.147 

Non-command 

Rhyolite 

1.457 

Non-command 

Vindhyan Sandstone 

10.295 

Non-command 

Vindhyan Sandstone 

1.810 

Non-command 

Vindhyan Sandstone 

8.906 

Non-command 

Bilara Limestone 

15.232 

Non-command 

Vindhyan Sandstone 

1.416 

Non-command 

Bilara Limestone 

4.384 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

250,000 

250,000 

120 

250,000 

250,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

250,000 

250,000 

120 

250,000 

250,000 

120 

250,000 

250,000 

120 

250,000 

250,000 

120 

250,000 

250,000 

120 

90,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

250,000 

250,000 

120 

250,000 

250,000 

120 

90,000 

70,000 

120 

250,000 

250,000 

120 

90,000 

70,000 

120 

250,000 

250,000 

120 

90,000 

70,000 

120 

250,000 

250,000 

120 

90,000 

70,000 

120 

250,000 

250,000 

120 

250,000 

250,000 

120 

100,000 

80,000 

120 

250,000 

250,000 

120 

250,000 

250,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

250,000 

250,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

300,000 

300,000 

120 

250,000 

250,000 

120 

90,000 

70,000 

120 

250,000 

250,000 

120 

90,000 

50,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

150 

120,000 

100,000 

120 

250,000 

250,000 

120 

250,000 

250,000 

120 

90,000 

50,000 

120 

90,000 

70,000 

120 

250,000 

250,000 

120 

250,000 

250,000 

120 

90,000 

70,000 

120 

250,000 

250,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.025 

























































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / Non¬ 
command) 



16005042 


Sihra 


Sujasar 


Sukhmandla 


Sunda Nagar 


Teliwara 


Thadiya 


That 


Udaniyon Ki Dhani 


Ugras 


Ujla 


Veeramdeora 


Vishnu Nagar 


21 C.w.b 


Ajeri 


Amarpura 


Anopnagar 


Bajju Tej Pura 


0815000501971800 

20.015 

0815000101914500 

82.215 

0816000202049900 

23.975 



0815000501972700 

26.119 

0815000101928200 

7.330 

0816000202056600 

11.131 

0815000501972400 

33.429 

0816000202053300 

14.294 


0815000101928700 

39.689 

0815000101921000 

52.226 

0816000202052800 

29.683 

0816000202050300 

24.122 


0815000201931500 

13.834 

0803000400527100 

36.630 

0815000101907900 

35.745 



43.806 Fresh 


0815000101909800 

12.522 

Fresh 

0815000101909900 

11.491 

Fresh 

0803000400533100 

140.162 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


Non-command 


Non-command 


Non-command 


IGNP Canal System : 


Bari Seer 


Beekampur 


Bharewala 


Bodana 


0815000101911600 

107.075 

Saline 

0803000400533900 

166.634 

Fresh 



IGNP Canal System Stage I 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


IGNP Canal System Stage I 



Bhadlachuhron Ki Ba 

0815000101907800 

117.820 

Saline 

Bharamsar 

0816000202047700 

111.292 

Fresh 


IGNP Canal System Stage I 


IGNP Canal System Stage I 



Saline IGNP Canal System Stage I 


Non-command 


0816000202045400 

213.769 

Saline 

0816000202047800 

189.173 

Fresh 



Saline IGNP Canal System Stage I 


Charanwala 


0803000400527000 


Non-command 


253.529 Fresh IGNP Canal System Stage I 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Vindhyan Sandstone 

46.346 

Non-command 

Vindhyan Sandstone 

6.606 

Non-command 

Bilara Limestone 

72.803 

Non-command 

Vindhyan Sandstone 

9.712 

Non-command 

Vindhyan Sandstone 

14.263 

Non-command 

Vindhyan Sandstone 

2.171 

Non-command 

Vindhyan Sandstone 

2.506 

Non-command 

Rhyolite 

0.887 

Non-command 

Vindhyan Sandstone 

5.033 

Non-command 

Rhyolite 

6.530 

Non-command 

Rhyolite 

7.764 

Non-command 

Vindhyan Sandstone 

36.939 

Non-command 

Vindhyan Sandstone 

52.226 

Non-command 

Rhyolite 

29.683 

Non-command 

Vindhyan Sandstone 

1.326 

Non-command 

Vindhyan Sandstone 

22.797 

Non-command 

Vindhyan Sandstone 

10.212 

Command 

Older Alluvium 

34.887 

Command 

Vindhyan Sandstone 

3.464 

Command 

Vindhyan Sandstone 

0.373 

Command 

Younger Alluvium 

110.819 

Non-command 

Younger Alluvium 

0.236 

Command 

Vindhyan Sandstone 

0.004 

Non-command 

Vindhyan Sandstone 

15.627 

Non-command 

Bilara Limestone 

9.907 

Non-command 

Bilara Limestone 

9.631 

Command 

Older Alluvium 

0.856 

Command 

Tertiary Sandstone 

45.461 

Command 

Vindhyan Sandstone 

0.014 

Command 

Older Alluvium 

43.496 

Non-command 

Older Alluvium 

115.972 

Command 

Older Alluvium 

7.165 

Command 

Younger Alluvium 

7.670 

Command 

Vindhyan Sandstone 

5.618 

Command 

Younger Alluvium 

8.254 

Command 

Older Alluvium 

1.148 

Command 

Tertiary Sandstone 

10.907 

Command 

Vindhyan Sandstone 

10.519 

Command 

Older Alluvium 

1.724 

Command 

Younger Alluvium 

20.372 

Non-command 

Older Alluvium 

3.896 

Non-command 

Younger Alluvium 

7.588 

Command 

Younger Alluvium 

74.522 

Non-command 

Younger Alluvium 

0.046 

Command 

Younger Alluvium 

71.268 

Command 

Older Alluvium 

0.288 

Command 

Younger Alluvium 

8.544 

Non-command 

Older Alluvium 

33.580 

Non-command 

Younger Alluvium 

33.196 

Command 

Vindhyan Sandstone 

15.856 

Command 

Younger Alluvium 

65.879 

Non-command 

Younger Alluvium 

31.828 

Command 

Older Alluvium 

0.529 



with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

250,000 

250,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

250,000 

250,000 

120 

110,000 

90,000 

120 

250,000 

250,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

250,000 

250,000 

120 

90,000 

70,000 

150 

120,000 

100,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

110,000 

100,000 

120 

110,000 

100,000 

120 

90,000 

70,000 

120 

300,000 

250,000 

120 

90,000 

70,000 

120 

200,000 

200,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

300,000 

250,000 

120 

120,000 

100,000 

120 

300,000 

250,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

120,000 

100,000 

120 

300,000 

250,000 

120 

120,000 

100,000 

120 

300,000 

250,000 

120 

90,000 

70,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

110,000 

100,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 








































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


Saline IGNP Canal System Stage 


Non-command 


97.514 Saline IGNP Canal System Stage 


Non-command 


35.600 Fresh IGNP Canal System Stage 


Durgani 

0815000101910400 

38.557 

Fresh 

Durjani 

0815000101908000 

77.741 

Fresh 


Saline IGNP Canal System Stage 


74.160 Fresh IGNP Canal System Stage 


Non-command 


IGNP Canal System Stage 


Non-command 


IGNP Canal System Stage 


IGNP Canal System Stage 


IGNP Canal System Stage 


Non-command 


IGNP Canal System Stage 



Gajjawala 

0803000400526800 

160.709 

Saline 

Gariyala 

0803000400535800 

94.739 

Saline 

Ghator 

0815000101909500 

89.104 

Fresh 


IGNP Canal System Stage 


IGNP Canal System Stage 


IGNP Canal System Stage 



Godoo 

0803000400527200 

117.226 

Saline 

Gogariyawala 

0803000400534000 

185.616 

Fresh 



Non-command 


Saline IGNP Canal System Stage 


Non-command 


Grandhi 

0803000400535700 

123.676 

Saline 

Jaimala 

0815000101914400 

54.149 

Fresh 


Jaloowala 

0816000202045800 

36.081 

Saline 

Jetugo Ki Dhani 

0803000400535300 

12.772 

Saline 


Jharasar 

0815000101910500 

29.925 

Fresh 

Kanasar 

0815000101909000 

56.755 

Fresh 




Non-command 


Saline IGNP Canal System Stage 


Karnewala 


0816000202045900 


Non-command 


18.897 Saline IGNP Canal System Stage 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Older Alluvium 

97.929 

Non-command 

Older Alluvium 

0.260 

Command 

Vindhyan Sandstone 

24.392 

Command 

Younger Alluvium 

11.060 

Non-command 

Vindhyan Sandstone 

1.828 

Non-command 

Younger Alluvium 

4.422 

Command 

Older Alluvium 

22.140 

Command 

Younger Alluvium 

4.589 

Command 

Older Alluvium 

8.871 

Command 

Bilara Limestone 

5.341 

Command 

Vindhyan Sandstone 

0.802 

Non-command 

Bilara Limestone 

1.093 

Non-command 

Vindhyan Sandstone 

19.617 

Command 

Bilara Limestone 

0.896 

Command 

Vindhyan Sandstone 

11.945 

Non-command 

Vindhyan Sandstone 

2.506 

Command 

Tertiary Sandstone 

9.739 

Command 

Vindhyan Sandstone 

0.969 

Command 

Younger Alluvium 

0.238 

Command 

Vindhyan Sandstone 

7.316 

Command 

Younger Alluvium 

9.503 

Non-command 

Bilara Limestone 

3.829 

Command 

Bilara Limestone 

0.014 

Command 

Vindhyan Sandstone 

0.167 

Command 

Younger Alluvium 

15.562 

Command 

Tertiary Sandstone 

0.416 

Command 

Vindhyan Sandstone 

1.146 

Command 

Younger Alluvium 

3.212 

Non-command 

Vindhyan Sandstone 

0.796 

Command 

Vindhyan Sandstone 

0.931 

Command 

Younger Alluvium 

2.667 

Command 

Tertiary Sandstone 

63.598 

Command 

Vindhyan Sandstone 

9.160 

Non-command 

Tertiary Sandstone 

2.714 

Non-command 

Vindhyan Sandstone 

21.746 

Command 

Older Alluvium 

0.035 

Command 

Older Alluvium 

17.899 

Non-command 

Older Alluvium 

15.810 

Command 

Older Alluvium 

88.326 

Non-command 

Older Alluvium 

56.648 

Command 

Tertiary Sandstone 

82.663 

Non-command 

Bilara Limestone 

5.107 

Non-command 

Vindhyan Sandstone 

0.432 

Command 

Younger Alluvium 

36.081 

Command 

Vindhyan Sandstone 

4.947 

Non-command 

Vindhyan Sandstone 

5.062 

Non-command 

Bilara Limestone 

20.828 

Command 

Vindhyan Sandstone 

0.005 

Non-command 

Vindhyan Sandstone 

1.970 

Command 

Vindhyan Sandstone 

46.348 

Command 

Younger Alluvium 

5.011 

Non-command 

Vindhyan Sandstone 

3.270 

Command 

Younger Alluvium 

18.897 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

200,000 

200,000 

120 

90,000 

70,000 

120 

200,000 

200,000 

120 

110,000 

100,000 

120 

150,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

300,000 

250,000 

120 

90,000 

70,000 

120 

200,000 

200,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

110,000 

100,000 

120 

110,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

200,000 

200,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

200,000 

200,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




































































































































































































































































































































































































































































































































Micro-watershed 



Kheroowala 


Kolasar (west) 


Kumharo Ki Dhani 


Madasar 


Mithriya 


Modkiya 


Moharonwala 


Nachna 


Nagrasar 


Narayansar 


Newa 


Nokhra 


Noore Ki Burj 


Panchpeeth Ki Dhani 


Panna 


Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


IGNP Canal System Stage I 


Non-command 



0816000202046000 


0803000400534300 



0803000400534900 


0816000202047600 


20.626 Saline 


18.079 Saline 


69.803 Fresh 


Saline 



0803000400534100 

62.752 

0815000101910000 

42.806 

0816000202045500 

81.854 

0816000202046500 

391.492 

0803000400534800 

37.041 


Saline IGNP Canal System Stage I 


74.160 Saline IGNP Canal System Stage I 


181.355 Saline IGNP Canal System Stage I 


Non-command 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


26.677 Fresh 


Saline 





0803000400533800 


0815000101907700 


75.286 Saline 


161.163 Fresh 


Saline 


Non-command 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


IGNP Canal System Stage I 



0816000202048100 


145.195 Fresh IGNP Canal System Stage I 



Saline IGNP Canal System Stage I 


0803000400541900 

78.605 

0815000101908900 

12.635 




0803000400535400 

11.561 

Saline 

0816000202046100 

188.066 

Fresh 


Non-command 


Non-command 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System Stage I 


IGNP Canal System Stage I 



Saline IGNP Canal System Stage I 



Pethado Ki Dhani 


0803000400535200 


17.992 Saline 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Bilara Limestone 

9.079 

Non-command 

Bilara Limestone 

8.585 

Non-command 

Vindhyan Sandstone 

7.740 

Command 

Older Alluvium 

0.092 

Command 

Younger Alluvium 

17.983 

Command 

Younger Alluvium 

76.636 

Command 

Younger Alluvium 

48.034 

Command 

Older Alluvium 

126.116 

Command 

Tertiary Sandstone 

37.422 

Non-command 

Older Alluvium 

15.015 

Command 

Older Alluvium 

0.449 

Non-command 

Older Alluvium 

0.321 

Command 

Tertiary Sandstone 

18.079 

Command 

Younger Alluvium 

1.976 

Command 

Younger Alluvium 

45.782 

Non-command 

Younger Alluvium 

20.093 

Command 

Younger Alluvium 

12.919 

Non-command 

Younger Alluvium 

7.119 

Command 

Younger Alluvium 

2.639 

Command 

Younger Alluvium 

1.763 

Command 

Older Alluvium 

2.908 

Non-command 

Bilara Limestone 

6.356 

Command 

Younger Alluvium 

51.996 

Command 

Younger Alluvium 

10.546 

Command 

Older Alluvium 

1.421 

Command 

Tertiary Sandstone 

12.960 

Command 

Vindhyan Sandstone 

17.811 

Non-command 

Vindhyan Sandstone 

4.849 

Command 

Older Alluvium 

75.286 

Command 

Vindhyan Sandstone 

18.425 

Command 

Vindhyan Sandstone 

114.380 

Command 

Younger Alluvium 

0.576 

Command 

Older Alluvium 

8.831 

Command 

Younger Alluvium 

21.187 

Non-command 

Older Alluvium 

10.504 

Non-command 

Younger Alluvium 

49.010 

Command 

Vindhyan Sandstone 

14.918 

Command 

Younger Alluvium 

27.997 

Non-command 

Younger Alluvium 

9.242 

Non-command 

Vindhyan Sandstone 

1.191 

Command 

Vindhyan Sandstone 

2.454 

Command 

Vindhyan Sandstone 

7.848 

Command 

Older Alluvium 

0.002 

Non-command 

Older Alluvium 

4.609 

Command 

Older Alluvium 

3.290 

Non-command 

Older Alluvium 

24.941 

Command 

Tertiary Sandstone 

11.561 

Command 

Older Alluvium 

16.212 

Command 

Younger Alluvium 

0.403 

Command 

Older Alluvium 

48.105 

Command 

Younger Alluvium 

96.327 

Non-command 

Younger Alluvium 

3.065 

Non-command 

Tertiary Sandstone 

0.597 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

300,000 

250,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

300,000 

250,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

300,000 

250,000 

120 

120,000 

100,000 

120 

300,000 

250,000 

120 

90,000 

70,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

110,000 

100,000 

120 

110,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

300,000 

250,000 

120 

90,000 

70,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 






























































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 



16005043 


Phulasar Bara 


Phulasar Chhota 


Raichandwala 


Rampura 


Raneri 


Rawra 


Sanguri 


Sanwara Gaon 


Shekhasar 


Sihra 


Solankiyo Ki Dhani 


Sonalpura 


Talriya 


Thakarba 


Akhadhana 


Amla 


0803000400533600 

30.831 

Saline 

0803000400533700 

24.729 

Saline 

0816000202045700 

92.796 

Saline 



0815000101910800 


0815000101910700 


0815000101909600 



Non-command 


13.817 Fresh Non-command 


40.705 Fresh Non-command 


37.375 Fresh IGNP Canal System Stage I 


Non-command 


0815000101914300 


0815000101909200 


Saline IGNP Canal System Stage I 


13.925 Fresh Non-command 


15.234 Fresh IGNP Canal System Stage I 


Non-command 


263.927 Fresh IGNP Canal System Stage I 


Non-command 


Saline IGNP Canal System Stage I 



0815000101914100 

50.641 

Fresh 

0815000101914500 

82.215 

Fresh 

0803000400535000 

13.593 

Saline 


0815000101910600 

9.526 

Fresh 

0816000202047900 

28.678 

Fresh 




0816000202048000 


0815000101910900 


0815000101922200 


Saline Non-command 


91.297 Fresh IGNP Canal System Stage I 


Saline IGNP Canal System Stage I 


56.252 Fresh IGNP Canal System Stage I 


Non-command 


43.806 Fresh IGNP Canal System Stage I 


Non-command 


73.116 Fresh Non-command 


Arandiyan 

0815000101916900 

10.287 

Fresh 

Bagga 

0815000101920100 

2.221 

Fresh 

Baghaura 

0815000101913900 

9.974 

Fresh 


Bajrang Nagar 

0815000101913000 

9.533 

Fresh 

Balasar 

0815000101918200 

16.029 

Fresh 

Baori Barsinga 

0815000101911500 

42.202 

Fresh 



Saline IGNP Canal System Stage I 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Vindhyan Sandstone 

5.752 

Command 

Older Alluvium 

6.936 

Command 

Older Alluvium 

23.325 

Command 

Younger Alluvium 

21.213 

Non-command 

Younger Alluvium 

9.609 

Non-command 

Bilara Limestone 

9.810 

Non-command 

Vindhyan Sandstone 

1.648 

Non-command 

Bilara Limestone 

20.392 

Non-command 

Vindhyan Sandstone 

15.641 

Command 

Vindhyan Sandstone 

2.015 

Command 

Younger Alluvium 

0.968 

Non-command 

Vindhyan Sandstone 

25.231 

Non-command 

Younger Alluvium 

0.094 

Command 

Vindhyan Sandstone 

0.007 

Non-command 

Vindhyan Sandstone 

0.683 

Command 

Younger Alluvium 

7.897 

Non-command 

Younger Alluvium 

3.501 

Command 

Older Alluvium 

24.529 

Command 

Younger Alluvium 

0.581 

Non-command 

Younger Alluvium 

0.059 

Command 

Older Alluvium 

79.701 

Command 

Tertiary Sandstone 

4.587 

Command 

Vindhyan Sandstone 

53.907 

Command 

Younger Alluvium 

1.241 

Non-command 

Older Alluvium 

0.257 

Non-command 

Vindhyan Sandstone 

0.009 

Non-command 

Vindhyan Sandstone 

0.378 

Non-command 

Bilara Limestone 

0.011 

Command 

Vindhyan Sandstone 

0.365 

Non-command 

Vindhyan Sandstone 

0.247 

Non-command 

Bilara Limestone 

8.890 

Non-command 

Older Alluvium 

11.110 

Non-command 

Younger Alluvium 

14.027 

Non-command 

Younger Alluvium 

3.542 

Command 

Older Alluvium 

10.569 

Command 

Younger Alluvium 

8.313 

Command 

Younger Alluvium 

72.415 

Command 

Older Alluvium 

18.320 

Non-command 

Older Alluvium 

37.932 

Command 

Vindhyan Sandstone 

2.005 

Non-command 

Vindhyan Sandstone 

26.170 

Non-command 

Bilara Limestone 

28.925 

Non-command 

Vindhyan Sandstone 

24.260 

Non-command 

Vindhyan Sandstone 

5.661 

Non-command 

Bilara Limestone 

2.221 

Command 

Bilara Limestone 

3.040 

Command 

Vindhyan Sandstone 

6.934 

Non-command 

Bilara Limestone 

9.533 

Non-command 

Bilara Limestone 

0.007 

Command 

Bilara Limestone 

6.265 

Command 

Younger Alluvium 

0.542 

Command 

Bilara Limestone 

0.855 

Command 

Older Alluvium 

33.004 


with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

110,000 

100,000 

120 

150,000 

100,000 

120 

150,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

120,000 

100,000 

120 

300,000 

250,000 

120 

200,000 

200,000 

120 

120,000 

100,000 

120 

300,000 

250,000 

120 

200,000 

200,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 
































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Bheloo 


Bhojka 


Bhojon Ki Bap Chak 


44.317 Fresh Non-command 


6.548 Fresh Non-command 




77.641 Fresh IGNP Canal System Stage I 



Bapinee 

0815000101921900 

5.925 

Fresh 

Bari Dhani 

0815000101911100 

21.161 

Fresh 


Non-command 


IGNP Canal System Stage I 



0815000101911600 


107.075 Saline IGNP Canal System Stage I 



Begti Kalan 

0815000101914900 

72.310 

Fresh 

Begti Khurd 

0815000101920700 

47.589 

Fresh 


Non-command 


Non-command 



Bhakhariya 

0815000101914200 

7.526 

Fresh 

Bheemji Ka Gaon 

0815000101911000 

41.610 

Fresh 


Non-command 


IGNP Canal System Stage I 



0803000400545400 

116.761 

Fresh 

0815000101920200 

10.731 

Fresh 

0815000101911200 

16.883 

Fresh 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 



Chakhu 

0815000101916500 

23.770 

Fresh 

Charnai 

0815000101915800 

59.440 

Fresh 

Cheemana 

0815000101917000 

53.146 

Fresh 

Chheela 

0815000101927400 

25.793 

Fresh 

Chhila Nadi 

0815000101917300 

6.645 

Fresh 

Chikni Nari 

0815000101930700 

15.048 

Fresh 

Dalji Ki Dhani 

0815000101927800 

10.562 

Fresh 

Dasori 

0803000400543300 

46.104 

Fresh 

Daya Kor 

0815000101930500 

43.831 

Fresh 

Daya Sagar 

0815000101921100 

13.201 

Fresh 

Dedisara 

0815000101922100 

9.065 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Degawari 


Deriyon Ki Dhani 


Dhadharwala 


Dholasar 


Dumaderi(khanpur) 


Eka Bhatiyan 


0815000101913600 


46.508 Fresh 


0815000101927500 

15.697 

Fresh 

0815000101917100 

22.846 

Fresh 

0815000101919500 

36.235 

Fresh 

0815000101928000 

11.601 

Fresh 

0815000101921600 

8.188 

Fresh 


IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

1.536 

Non-command 

Bilara Limestone 

11.408 

Non-command 

Vindhyan Sandstone 

32.909 

Non-command 

Bilara Limestone 

1.346 

Non-command 

Vindhyan Sandstone 

5.202 

Command 

Bilara Limestone 

25.655 

Command 

Vindhyan Sandstone 

0.046 

Command 

Younger Alluvium 

1.980 

Non-command 

Bilara Limestone 

43.189 

Non-command 

Younger Alluvium 

6.771 

Non-command 

Vindhyan Sandstone 

5.925 

Command 

Bilara Limestone 

7.460 

Command 

Vindhyan Sandstone 

9.364 

Command 

Younger Alluvium 

4.337 

Command 

Bilara Limestone 

0.987 

Command 

Older Alluvium 

17.124 

Command 

Vindhyan Sandstone 

8.620 

Non-command 

Bilara Limestone 

15.127 

Non-command 

Vindhyan Sandstone 

4.905 

Non-command 

Bilara Limestone 

22.995 

Non-command 

Bilara Limestone 

29.479 

Non-command 

Vindhyan Sandstone 

9.790 

Non-command 

Vindhyan Sandstone 

7.526 

Command 

Vindhyan Sandstone 

24.517 

Command 

Younger Alluvium 

17.055 

Non-command 

Vindhyan Sandstone 

0.038 

Non-command 

Vindhyan Sandstone 

15.426 

Non-command 

Bilara Limestone 

10.731 

Command 

Bilara Limestone 

15.297 

Command 

Vindhyan Sandstone 

1.049 

Command 

Younger Alluvium 

0.193 

Non-command 

Bilara Limestone 

0.291 

Non-command 

Vindhyan Sandstone 

0.002 

Non-command 

Younger Alluvium 

0.053 

Non-command 

Vindhyan Sandstone 

17.369 

Non-command 

Bilara Limestone 

56.656 

Non-command 

Vindhyan Sandstone 

42.591 

Non-command 

Vindhyan Sandstone 

25.793 

Non-command 

Vindhyan Sandstone 

0.012 

Non-command 

Vindhyan Sandstone 

6.467 

Non-command 

Vindhyan Sandstone 

10.562 

Non-command 

Vindhyan Sandstone 

8.614 

Non-command 

Vindhyan Sandstone 

5.576 

Non-command 

Vindhyan Sandstone 

1.772 

Non-command 

Bilara Limestone 

3.837 

Non-command 

Vindhyan Sandstone 

5.228 

Command 

Bilara Limestone 

2.933 

Non-command 

Bilara Limestone 

43.576 

Non-command 

Vindhyan Sandstone 

15.697 

Non-command 

Vindhyan Sandstone 

9.870 

Non-command 

Bilara Limestone 

22.900 

Non-command 

Vindhyan Sandstone 

11.601 

Non-command 

Bilara Limestone 

0.944 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

180,000 

110,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

180,000 

110,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 
























































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Gajja 


Ganesh Nagar 


Ghator 


Godarli 


Gopa 


Hanuman Sagar 


Hindal Gol 


Hopardi 


Jagariya 


Jalora 


Jamba 


Jamba Ki Dhani 


Jhardeji Ki Bhakri 


Jor 


Kalrawa Bera 


Kanasar 


Kanasariya 


Khajoosar 


Khajora 


Khara 


Khariya Kansingh 


Kheechan 


Kheerwa 


Type of Area (Command / Non¬ 
command) 



0815000101911400 


48.634 Fresh 


Saline 


0815000101921700 

11.693 

0815000101912800 

21.341 



0815000101909500 



IGNP Canal System Stage I 


IGNP Canal System Stage I 


Non-command 


Non-command 


89.104 Fresh IGNP Canal System Stage I 


Non-command 


Saline IGNP Canal System Stage I 


Non-command 


55.174 Fresh IGNP Canal System Stage I 


Non-command 


0815000101920400 

8.040 

Fresh 

0815000101916700 

32.540 

Fresh 



0815000101915300 


20.082 Fresh IGNP Canal System Stage I 


Non-command 



0815000101921200 

45.164 

Fresh 

0815000101920000 

23.709 

Fresh 


Non-command 


IGNP Canal System Stage I 


Non-command 



0815000101928100 

33.530 

Fresh 

0815000101915900 

18.642 

Fresh 

0815000101916000 

33.710 

Fresh 

0815000101928400 

17.717 

Fresh 

0815000101915400 

11.303 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 



Junejo Ki Dhani 

0815000101922000 

19.036 

Fresh 

Kalathal 

0815000101916300 

20.285 

Fresh 


Non-command 


Non-command 



0815000101913200 


30.066 Fresh 



0815000101909000 

56.755 

Saline 

0815000101919600 

7.514 

Fresh 

0815000101918000 

12.303 

Fresh 

0803000400545300 

20.285 

Fresh 

0815000101920800 

48.063 

Fresh 

0815000101917800 

8.482 

Fresh 

0815000101919700 

53.518 

Fresh 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 



0815000101913800 


51.359 Fresh IGNP Canal System Stage I 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Vindhyan Sandstone 

7.244 

Command 

Bilara Limestone 

41.203 

Command 

Bilara Limestone 

0.004 

Non-command 

Vindhyan Sandstone 

11.693 

Non-command 

Bilara Limestone 

21.341 

Non-command 

Vindhyan Sandstone 

0.000 

Command 

Bilara Limestone 

7.713 

Command 

Younger Alluvium 

36.928 

Non-command 

Younger Alluvium 

23.893 

Command 

Younger Alluvium 

4.677 

Non-command 

Younger Alluvium 

7.142 

Command 

Bilara Limestone 

10.028 

Non-command 

Bilara Limestone 

45.146 

Non-command 

Bilara Limestone 

8.040 

Non-command 

Bilara Limestone 

0.510 

Non-command 

Vindhyan Sandstone 

32.029 

Command 

Bilara Limestone 

11.506 

Non-command 

Bilara Limestone 

6.203 

Non-command 

Vindhyan Sandstone 

2.372 

Non-command 

Vindhyan Sandstone 

41.031 

Command 

Bilara Limestone 

10.724 

Non-command 

Bilara Limestone 

10.909 

Non-command 

Vindhyan Sandstone 

2.076 

Non-command 

Bilara Limestone 

11.197 

Non-command 

Vindhyan Sandstone 

8.589 

Non-command 

Vindhyan Sandstone 

30.667 

Non-command 

Bilara Limestone 

7.143 

Non-command 

Bilara Limestone 

32.306 

Non-command 

Vindhyan Sandstone 

12.773 

Command 

Bilara Limestone 

4.432 

Non-command 

Bilara Limestone 

5.513 

Non-command 

Vindhyan Sandstone 

1.359 

Non-command 

Vindhyan Sandstone 

19.036 

Non-command 

Bilara Limestone 

18.874 

Non-command 

Vindhyan Sandstone 

1.412 

Non-command 

Bilara Limestone 

4.837 

Non-command 

Vindhyan Sandstone 

7.634 

Command 

Bilara Limestone 

0.021 

Non-command 

Bilara Limestone 

29.649 

Command 

Bilara Limestone 

8.536 

Non-command 

Bilara Limestone 

0.006 

Command 

Younger Alluvium 

0.151 

Non-command 

Bilara Limestone 

7.514 

Non-command 

Vindhyan Sandstone 

0.825 

Non-command 

Vindhyan Sandstone 

1.575 

Non-command 

Vindhyan Sandstone 

1.683 

Non-command 

Vindhyan Sandstone 

0.123 

Command 

Bilara Limestone 

2.005 

Non-command 

Bilara Limestone 

51.496 

Non-command 

Vindhyan Sandstone 

0.017 

Command 

Bilara Limestone 

38.438 

Non-command 

Bilara Limestone 

12.283 

Non-command 

Vindhyan Sandstone 

0.638 


with 

Pumpset 


( 9 ) ( 10 ) 


25 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

180,000 

110,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 












































































































































































































































































































































































































































































































































































































































Micro-watershed 



Koloo Pabuji 


Kundal 


Lordiyan 


Lumbaniya 


Lumbasar 


Malamsingh Ki Seer 


Malar 


Manchitiya 


Mandli 


Mandor ( Dara Ka Ba 


Matol 


Maya Koriya 


Megwalon Ki Dhani 


Mohra 


Mokheri 


0815000101929600 

21.190 

Fresh 

0815000101920600 

26.237 

Fresh 

0815000101921800 

29.412 

Fresh 

0815000101909400 

10.700 

Fresh 



0815000101916800 

42.314 

Fresh 

0815000101912200 

15.347 

Fresh 


0815000101915500 


0815000101909300 


Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


Fresh Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


Non-command 


Non-command 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


IGNP Canal System : 


26.751 Fresh 


35.704 Fresh 


Saline 



0815000101909100 


0815000101913500 


0815000101916400 


0815000101920500 


26.677 Fresh 


Saline 



22.281 Fresh 


19.003 Fresh 


13.260 Fresh 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 



0815000101927900 

7.672 

Fresh 

0815000101919900 

10.752 

Fresh 


0815000101921500 


50.113 Fresh 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


Motai 

0815000101918600 

55.571 

Fresh 

Naneu 

0815000101919400 

77.931 

Fresh 

Narayanpura 

0815000101916200 

27.472 

Fresh 


Naya Gaon 


Paboo Chhawara 


Pabupura 


Paleena 


Pashchimi Dhani 


Phalodi 


Phalodi (M) 


0815000101912000 


23.653 Fresh 


Saline 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 


IGNP Canal System Stage I 



0815000101928500 

45.418 

Fresh 

0815000101916100 

12.538 

Fresh 

0815000101919200 

64.014 

Fresh 

0815000101930800 

12.333 

Fresh 

0815000101919800 

3.643 

Fresh 

0815000141501000 

64.835 

Fresh 


IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Non-command 



Raika Bagh 

0815000101918300 

7.235 

Fresh 

Rampura 

0815000101910800 

13.817 

Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bilara Limestone 

4.122 

Non-command 

Vindhyan Sandstone 

36.429 

Non-command 

Vindhyan Sandstone 

0.761 

Non-command 

Bilara Limestone 

26.237 

Non-command 

Vindhyan Sandstone 

29.412 

Command 

Younger Alluvium 

0.253 

Non-command 

Younger Alluvium 

1.320 

Command 

Younger Alluvium 

4.657 

Non-command 

Younger Alluvium 

4.469 

Non-command 

Vindhyan Sandstone 

20.078 

Command 

Bilara Limestone 

0.860 

Non-command 

Bilara Limestone 

2.061 

Command 

Bilara Limestone 

16.055 

Non-command 

Bilara Limestone 

10.696 

Command 

Younger Alluvium 

1.031 

Command 

Older Alluvium 

4.537 

Command 

Younger Alluvium 

30.136 

Command 

Younger Alluvium 

8.103 

Command 

Younger Alluvium 

14.166 

Non-command 

Younger Alluvium 

0.005 

Command 

Bilara Limestone 

19.846 

Non-command 

Bilara Limestone 

2.435 

Non-command 

Bilara Limestone 

2.095 

Non-command 

Vindhyan Sandstone 

4.872 

Non-command 

Bilara Limestone 

12.152 

Non-command 

Vindhyan Sandstone 

1.108 

Non-command 

Vindhyan Sandstone 

7.672 

Command 

Bilara Limestone 

7.481 

Non-command 

Bilara Limestone 

3.271 

Non-command 

Bilara Limestone 

1.901 

Non-command 

Vindhyan Sandstone 

48.212 

Non-command 

Bilara Limestone 

0.954 

Non-command 

Bilara Limestone 

62.943 

Non-command 

Bilara Limestone 

21.942 

Non-command 

Vindhyan Sandstone 

2.703 

Command 

Bilara Limestone 

0.855 

Command 

Bilara Limestone 

1.168 

Command 

Older Alluvium 

18.178 

Command 

Younger Alluvium 

3.172 

Non-command 

Younger Alluvium 

0.335 

Non-command 

Vindhyan Sandstone 

17.133 

Non-command 

Bilara Limestone 

5.427 

Non-command 

Bilara Limestone 

1.613 

Non-command 

Vindhyan Sandstone 

4.447 

Command 

Bilara Limestone 

3.643 

Command 

Bilara Limestone 

26.388 

Non-command 

Bilara Limestone 

28.892 

Non-command 

Vindhyan Sandstone 

9.555 

Non-command 

Bilara Limestone 

4.567 

Non-command 

Bilara Limestone 

0.131 

Non-command 

Vindhyan Sandstone 

2.228 

Non-command 

Bilara Limestone 

0.499 

Non-command 

Vindhyan Sandstone 

4.173 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 
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Micro-watershed 


16005044 


Reen 


Roopana Jaitana 


Sadawata 


Sanguri 


Sanwara Gaon 


Sanwreej 


Saranpura 


Sihar Roopawaton Ki 


Siwandi 


Soda Dhara 


Sonanda 


Sri Rampura 


Sunda Nagar 


Thoriyasar 


Udaniyon Ki Dhani 


Vishnu Nagar 


Amar Sagar 


Bada Bag 


Baran 


Bhadasar 


Bhatiya Khareen 


Boha 


Chahdoo 


Chaudhariya 


Chhatrel 


Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 



0815000101913700 

18.135 

Fresh 

0815000101927300 

18.700 

Fresh 

0815000101920300 

16.220 

Fresh 

0815000101914300 

13.925 

Fresh 

0815000101909200 

15.234 

Fresh 



0815000101928600 

36.049 

Fresh 

0815000101913400 

27.110 

Fresh 



Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


Non-command 


Non-command 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


Non-command 


IGNP Canal System : 



0815000101927700 

2.589 

Fresh 

0815000101915700 

16.301 

Fresh 

0815000101912300 

75.997 

Fresh 

0815000101914000 

50.119 

Fresh 


Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 



0815000101913100 


16.323 Fresh 


0815000101928200 

7.330 

Fresh 

0815000101912900 

7.216 

Fresh 


IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 



0815000101928700 

39.689 

0815000101927600 

7.937 

0816000102036700 

14.148 

0816000102036800 

19.657 



0816000102041500 

76.571 

0816000102026100 

14.184 

0816000102026200 

16.471 

0816000102024600 

61.240 

0816000102037300 

37.701 

0816000102025600 

23.486 

0816000102027000 

107.762 



Chundhi 


0816000102026600 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Vindhyan Sandstone 

2.078 

Command 

Younger Alluvium 

6.981 

Non-command 

Bilara Limestone 

18.135 

Non-command 

Vindhyan Sandstone 

3.047 

Non-command 

Bilara Limestone 

16.220 

Non-command 

Vindhyan Sandstone 

13.242 

Command 

Younger Alluvium 

1.448 

Non-command 

Younger Alluvium 

2.381 

Command 

Younger Alluvium 

0.004 

Non-command 

Younger Alluvium 

0.004 

Non-command 

Vindhyan Sandstone 

3.902 

Command 

Bilara Limestone 

5.169 

Non-command 

Bilara Limestone 

21.941 

Command 

Younger Alluvium 

0.426 

Non-command 

Younger Alluvium 

3.836 

Command 

Older Alluvium 

52.023 

Command 

Vindhyan Sandstone 

11.085 

Command 

Younger Alluvium 

13.323 

Non-command 

Younger Alluvium 

15.239 

Non-command 

Bilara Limestone 

19.061 

Non-command 

Vindhyan Sandstone 

0.145 

Command 

Vindhyan Sandstone 

8.053 

Non-command 

Vindhyan Sandstone 

42.210 

Command 

Bilara Limestone 

0.143 

Non-command 

Bilara Limestone 

8.374 

Non-command 

Vindhyan Sandstone 

2.589 

Non-command 

Bilara Limestone 

16.301 

Non-command 

Bilara Limestone 

6.385 

Command 

Bilara Limestone 

4.510 

Command 

Vindhyan Sandstone 

17.149 

Non-command 

Bilara Limestone 

0.347 

Non-command 

Vindhyan Sandstone 

28.114 

Command 

Bilara Limestone 

0.003 

Non-command 

Bilara Limestone 

8.151 

Non-command 

Vindhyan Sandstone 

4.823 

Non-command 

Bilara Limestone 

5.338 

Non-command 

Vindhyan Sandstone 

0.078 

Non-command 

Vindhyan Sandstone 

2.749 

Non-command 

Vindhyan Sandstone 

7.937 

Non-command 

Jurassic Sandstone 

13.875 

Non-command 

Jurassic Sandstone 

19.470 

Non-command 

Jurassic Sandstone 

0.187 

Non-command 

Jurassic Sandstone 

1.089 

Non-command 

Jurassic Sandstone 

98.863 

Non-command 

Jurassic Sandstone 

0.020 

Non-command 

Jurassic Sandstone 

14.184 

Non-command 

Jurassic Sandstone 

16.471 

Non-command 

Jurassic Sandstone 

44.201 

Non-command 

Jurassic Sandstone 

7.290 

Non-command 

Jurassic Sandstone 

23.486 

Non-command 

Jurassic Sandstone 

19.998 

Non-command 

Jurassic Sandstone 

73.794 

Non-command 

Jurassic Sandstone 

8.433 



with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

150,000 

100,000 

120 

150,000 

100,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

120 

200,000 

200,000 

120 

300,000 

250,000 

120 

200,000 

200,000 

120 

200,000 

150,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

300,000 

250,000 

120 

200,000 

200,000 

120 

300,000 

250,000 
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Micro-watershed 



Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


Damodara 


Dedha 


Dewa 


Dhauwa 


Dhoba 


Dhuliya 


Ganeshdas Ki Dhani 


Ganga 


Gogade 


Gorera 


Habur 


Hadda 


Hameera 


Hansuwa 


Jaisalmer (M) 


Jajiya 


Jamra 


Jiyai 


Kahla 


Kalyan Ghat 


Kandiyala 


Kanod Rawlotan 


Kanoi 


Kathodi 


Khabha 


Khaderon Ki Dhani 


Kheenwsar 


Kishan Ghat 


Kotri 


Kuchhri 


Kuldhar 


Kumhar Kotha 


Lakha 


Lanela 


Lidarwa 


Mada 


Mandhau 


Manpiya 


Megwalon Ki Dhani 


Mokla 


Moolsagar 


0816000102036000 


0816000102036100 


0816000102024800 


0816000102040600 


0816000102043600 


0816000102035700 


sq.km 


(4) 


36.848 


43.253 


86.320 


14.360 


136.082 


26.065 



0816000102040900 

42.442 

0816000102035300 

57.732 

0816000102025100 

24.300 

0816000102043700 

29.219 

0816000102021200 

125.741 

0816000102025700 

107.545 

0816000102037200 

53.984 

0816000102040500 

33.133 

0816000141601000 

124.341 

0816000102036200 

14.897 

0816000102035600 

70.607 



0816000102040700 

13.514 

0816000102036500 

34.353 

0816000102037100 

32.246 

0816000102025000 

11.997 

0816000102024200 

86.480 

0816000102027700 

93.604 


0816000102025500 

49.092 

0816000102035900 

23.298 


0816000102026900 

14.230 

0816000102025200 

13.947 

0816000102037000 

23.825 

0816000302066800 

20.854 

0816000102021100 

167.484 

0816000102041100 

8.331 

0816000102041400 

18.841 


0816000102024700 

42.124 

0816000102026000 

53.607 

0816000102026700 

13.590 


0816000302070200 

20.329 

0816000102024300 

207.020 


0816000102036400 

17.041 

0816000102036300 

9.290 

0816000102021700 

144.231 


0816000102036600 


Saline 


17.745 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Jurassic Sandstone 

36.848 

Non-command 

Jurassic Sandstone 

43.253 

Non-command 

Jurassic Sandstone 

86.319 

Non-command 

Jurassic Sandstone 

3.080 

Non-command 

Jurassic Sandstone 

0.019 

Non-command 

Jurassic Sandstone 

12.377 

Non-command 

Jurassic Sandstone 

8.818 

Non-command 

Jurassic Sandstone 

12.801 

Non-command 

Jurassic Sandstone 

14.170 

Non-command 

Jurassic Sandstone 

42.442 

Non-command 

Jurassic Sandstone 

10.147 

Non-command 

Jurassic Sandstone 

24.300 

Non-command 

Jurassic Sandstone 

26.597 

Non-command 

Jurassic Sandstone 

62.354 

Non-command 

Jurassic Sandstone 

82.942 

Non-command 

Jurassic Sandstone 

1.157 

Non-command 

Jurassic Sandstone 

7.528 

Non-command 

Jurassic Sandstone 

15.159 

Non-command 

Jurassic Sandstone 

14.897 

Non-command 

Jurassic Sandstone 

0.346 

Non-command 

Jurassic Sandstone 

28.120 

Non-command 

Jurassic Sandstone 

1.788 

Non-command 

Jurassic Sandstone 

9.421 

Non-command 

Jurassic Sandstone 

2.266 

Non-command 

Jurassic Sandstone 

34.353 

Non-command 

Jurassic Sandstone 

0.036 

Non-command 

Jurassic Sandstone 

11.997 

Non-command 

Jurassic Sandstone 

2.424 

Non-command 

Jurassic Sandstone 

6.551 

Non-command 

Jurassic Sandstone 

46.617 

Non-command 

Jurassic Sandstone 

49.092 

Non-command 

Jurassic Sandstone 

19.969 

Non-command 

Jurassic Sandstone 

3.329 

Non-command 

Jurassic Sandstone 

14.230 

Non-command 

Jurassic Sandstone 

0.402 

Non-command 

Jurassic Sandstone 

3.187 

Non-command 

Jurassic Sandstone 

17.764 

Non-command 

Jurassic Sandstone 

1.618 

Non-command 

Jurassic Sandstone 

8.320 

Non-command 

Jurassic Sandstone 

12.076 

Non-command 

Jurassic Sandstone 

6.765 

Non-command 

Jurassic Sandstone 

11.008 

Non-command 

Jurassic Sandstone 

53.607 

Non-command 

Jurassic Sandstone 

7.194 

Non-command 

Jurassic Sandstone 

6.397 

Non-command 

Jurassic Sandstone 

11.117 

Command 

Jurassic Sandstone 

16.534 

Non-command 

Jurassic Sandstone 

28.603 

Non-command 

Jurassic Sandstone 

17.041 

Non-command 

Jurassic Sandstone 

9.290 

Non-command 

Jurassic Sandstone 

7.914 

Non-command 

Jurassic Sandstone 

127.602 

Non-command 

Jurassic Sandstone 

14.121 



with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

200,000 

120 

300,000 

250,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

300,000 

250,000 

120 

100,000 

70,000 

120 

200,000 

200,000 

120 

300,000 

250,000 

120 

100,000 

70,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

300,000 

250,000 

120 

200,000 

200,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

200,000 

200,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

300,000 

250,000 

120 

200,000 

200,000 

120 

300,000 

250,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

300,000 

250,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

300,000 

250,000 

120 

200,000 

200,000 

120 

200,000 

150,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

300,000 

250,000 

120 

200,000 

150,000 

120 

300,000 

250,000 

120 

200,000 

200,000 

120 

300,000 

250,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 


( 14 ) ( 15 ) 



0.108 0.060 




































































































































































































































































































































































































































































































































































































































































Micro-watershed 


16005045 



Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 



Moondri 


Motikilon Ki Dhani 


Nediya 


Neemba 


Nehdai 


Nibiya 


Parewar 


Piparla 


Pithala 


Pohar 


Ramkunda 


Roopsi 


Salkha 


Soda 


Sonoo 


Sutharon Ki Dhani 


Tawariya 


Tejwa 


Acheena 


Ahmadpura 


Akala 


Akhasar 


Akhawas 


Anndolav 


Asanda 


Asop 


Bamaniyala 


Bapini 


Bapini Khurd 


Barbata 


Barsaloo Kalan 


Barsaloo Khurd 


Basni Harisingh 


Census Code 

Area 


sq.km 

(3) 

(4) 

0816000102040800 

26.391 

0816000102025300 

48.121 

0816000302066900 

14.115 

0816000102035400 

52.827 

0816000102022300 

113.133 



0816000102035800 

4.366 

0816000102021800 

190.279 


0816000102043800 

7.045 

0816000102041200 

65.321 

0816000102025800 

45.585 

0816000102026500 

6.719 


0816000102026400 





Fresh 


Saline 


35.575 Fresh 


Saline 


100.162 Fresh 


Saline 


167.500 Saline 



0816000102041000 

44.351 

0816000102025400 

28.582 

0816000302066700 

19.189 

0816000102041300 

56.953 


0816000302070100 

34.152 

0816000102021600 

38.656 

0816000102024900 

14.515 

0816000102026800 

9.658 


0816000102026300 

23.514 

0814000501820700 

56.033 

0814000401813700 

6.794 

0814000501824900 

35.892 

0814000501817800 

28.328 

0814000501823700 

8.810 

0814000501821500 

3.848 

0815000301946400 

9.299 

0815000301946900 

95.688 

0814000501818300 

12.357 

0815000201933000 

38.839 

0815000201933100 

32.235 

0814000501824200 

8.497 

0815000201933600 

5.216 

0815000201933700 

10.411 

0815000301946700 

23.944 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Beniwalon Ki Dhani 

0814000501823900 

2.916 

Fresh 

Berathal Kalan 

0814000501822700 

25.673 

Fresh 

Berathal Khurd 

0814000501822900 

18.377 

Fresh 

Berawas 

0814000501825400 

14.894 

Fresh 

Bhadora 

0814000401815300 

23.026 

Fresh 

Bhaduon Ki Dhani 

0814000501824700 

4.009 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Jurassic Sandstone 

24.924 

Non-command 

Jurassic Sandstone 

24.196 

Non-command 

Jurassic Sandstone 

0.114 

Non-command 

Jurassic Sandstone 

0.159 

Command 

Jurassic Sandstone 

2.719 

Non-command 

Jurassic Sandstone 

3.378 

Non-command 

Jurassic Sandstone 

4.361 

Non-command 

Jurassic Sandstone 

0.119 

Non-command 

Jurassic Sandstone 

4.980 

Non-command 

Jurassic Sandstone 

0.000 

Non-command 

Jurassic Sandstone 

62.209 

Non-command 

Jurassic Sandstone 

45.290 

Non-command 

Jurassic Sandstone 

3.321 

Non-command 

Jurassic Sandstone 

3.398 

Non-command 

Jurassic Sandstone 

2.405 

Non-command 

Jurassic Sandstone 

33.170 

Non-command 

Jurassic Sandstone 

5.504 

Non-command 

Jurassic Sandstone 

29.302 

Command 

Jurassic Sandstone 

15.844 

Non-command 

Jurassic Sandstone 

0.087 

Non-command 

Jurassic Sandstone 

44.351 

Non-command 

Jurassic Sandstone 

20.064 

Non-command 

Jurassic Sandstone 

1.981 

Non-command 

Jurassic Sandstone 

34.067 

Non-command 

Jurassic Sandstone 

10.202 

Non-command 

Jurassic Sandstone 

6.773 

Non-command 

Jurassic Sandstone 

3.262 

Non-command 

Jurassic Sandstone 

14.515 

Non-command 

Jurassic Sandstone 

9.636 

Non-command 

Jurassic Sandstone 

0.022 

Non-command 

Jurassic Sandstone 

23.514 

Non-command 

Bilara Limestone 

56.033 

Non-command 

Bilara Limestone 

4.843 

Non-command 

Bilara Limestone 

35.892 

Non-command 

Bilara Limestone 

18.371 

Non-command 

Vindhyan Sandstone 

8.377 

Non-command 

Bilara Limestone 

3.848 

Non-command 

Bilara Limestone 

4.045 

Non-command 

Bilara Limestone 

6.921 

Non-command 

Bilara Limestone 

12.357 

Non-command 

Vindhyan Sandstone 

0.026 

Non-command 

Vindhyan Sandstone 

0.575 

Non-command 

Vindhyan Sandstone 

0.026 

Non-command 

Vindhyan Sandstone 

5.185 

Non-command 

Vindhyan Sandstone 

5.687 

Non-command 

Bilara Limestone 

18.901 

Non-command 

Vindhyan Sandstone 

4.559 

Non-command 

Vindhyan Sandstone 

2.583 

Non-command 

Bilara Limestone 

25.673 

Non-command 

Bilara Limestone 

18.377 

Non-command 

Bilara Limestone 

14.894 

Non-command 

Bilara Limestone 

23.026 

Non-command 

Bilara Limestone 

1.395 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

300,000 

250,000 

120 

200,000 

200,000 

120 

300,000 

250,000 

120 

100,000 

70,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

200,000 

150,000 

120 

300,000 

250,000 

120 

200,000 

200,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

120 

200,000 

200,000 

120 

300,000 

250,000 

120 

200,000 

200,000 

120 

300,000 

250,000 

120 

200,000 

200,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

300,000 

250,000 

120 

200,000 

200,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

200,000 

120 

300,000 

250,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

110 

250,000 

250,000 

110 

300,000 

250,000 

110 

250,000 

250,000 

110 

300,000 

250,000 

110 

275,000 

275,000 

110 

300,000 

250,000 

150 

200,000 

150,000 

150 

200,000 

150,000 

110 

300,000 

250,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

110 

275,000 

275,000 

150 

120,000 

100,000 

150 

120,000 

100,000 

150 

200,000 

150,000 

150 

250,000 

200,000 

110 

275,000 

275,000 

110 

250,000 

250,000 

110 

250,000 

250,000 

110 

250,000 

250,000 

110 

250,000 

250,000 

110 

250,000 

250,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 










































































































































































































































































































































































































































































































































































































































































































Village 

Zone 
(Fresh / 
Saline) 

Type of Area (Command / N< 
command) 

Name 

Census Code 

Area 

sq.km 

(2) 

(3) 

(4) 

(5) 

(6) 






Bhakrod 

0814000401813800 

27.149 

Fresh 

Non-command 

Bhat Nokha 

0814000401816700 

18.831 

Fresh 

Non-command 

Bhawanda 

0814000501825900 

24.804 

Fresh 

Non-command 

Bher 

0814000501822600 

46.122 

Fresh 

Non-command 

Bhomasar 

0814000501818400 

27.439 

Fresh 

Non-command 

Bhundel 

0814000501821600 

14.534 

Fresh 

Non-command 




Saline 

Non-command 

Birloka 

0814000501819600 

17.194 

Fresh 

Non-command 

Boodhi With Chak 

0814000401813000 

11.942 

Fresh 

Non-command 

Chadi 

0815000101924600 

34.715 

Fresh 

Non-command 

Charda 

0814000501825800 

6.803 

Fresh 

Non-command 

Charnisara 

0814000501821800 

12.114 

Fresh 

Non-command 




Saline 

Non-command 

Chatra Manjra 

0814000401807300 

8.629 

Fresh 

Non-command 

Chawandiya 

0814000501822300 

21.775 

Fresh 

Non-command 

Chindari 

0814000501825700 

5.748 

Fresh 

Non-command 

Chittani 

0814000401816800 

7.650 

Fresh 

Non-command 

Dantina 

0814000501818000 

41.756 

Fresh 

Non-command 

Davi Sagar 

0814000501821200 

5.538 

Fresh 

Non-command 

Dehroo 

0814000401813600 

28.871 

Fresh 

Non-command 

Deu 

0814000501818100 

30.832 

Fresh 

Non-command 

Dhandhora 

0815000301946200 

15.648 

Fresh 

Non-command 

Dharnawas 

0814000501825600 

12.687 

Fresh 

Non-command 

Dheengsara 

0814000501825100 

7.749 

Fresh 

Non-command 

Dhundhiyari 

0814000401815200 

19.023 

Fresh 

Non-command 

Diyawari 

0814000401815800 

25.941 

Fresh 

Non-command 






Dodiyal 

0815000301946000 

5.396 

Fresh 

Non-command 

Dujasar 

0814000501821000 

20.916 

Fresh 

Non-command 

Gajsinghpura 

0815000301946500 

38.132 

Fresh 

Non-command 

Galni 

0814000501821900 

20.579 

Fresh 

Non-command 




Saline 

Non-command 

Gawaloo 

0814000401816200 

34.810 

Fresh 

Non-command 

Giravandi 

0814000401813300 

3.772 

Fresh 

Non-command 

Godaron Ki Dhani 

0814000501824000 

5.040 

Fresh 

Non-command 

Godhan 

0814000501822400 

12.481 

Fresh 

Non-command 

Golasani 

0814000401816100 

9.218 

Fresh 

Non-command 

Gowa Kalan 

0814000401814700 

23.042 

Fresh 

Non-command 

Gudha Bhagwan Das 

0814000501822100 

18.055 

Fresh 

Non-command 

Gudha Bhagwan Das K 

0814000501822200 

5.907 

Fresh 

Non-command 

Gulasar 

0814000501819700 

5.078 

Fresh 

Non-command 

Guriya 

0814000401813400 

2.561 

Fresh 

Non-command 

Hameerana 

0814000501825000 

16.721 

Fresh 

Non-command 

Hanuman Nagar 

0814000501823600 

5.347 

Fresh 

Non-command 

Hanuman Sagar 

0814000501819200 

8.085 

Fresh 

Non-command 







Haripura 

0814000501825200 

13.887 

Fresh 

Non-command 

Hempura 

0814000501819500 

10.788 

Fresh 

Non-command 

Hesaba 

0814000501820600 

8.928 

Fresh 

Non-command 

Hilori 

0814000401816000 

7.560 

Fresh 

Non-command 

Isar Navra 

0814000501819900 

10.588 

Fresh 

Non-command 

Jagrampura 

0814000501822800 

8.082 

Fresh 

Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Vindhyan Sandstone 

2.615 

Non-command 

Bilara Limestone 

5.030 

Non-command 

Vindhyan Sandstone 

18.830 

Non-command 

Bilara Limestone 

24.804 

Non-command 

Bilara Limestone 

46.122 

Non-command 

Bilara Limestone 

27.439 

Non-command 

Bilara Limestone 

12.985 

Non-command 

Bilara Limestone 

1.549 

Non-command 

Vindhyan Sandstone 

15.310 

Non-command 

Bilara Limestone 

0.945 

Non-command 

Bilara Limestone 

10.146 

Non-command 

Bilara Limestone 

6.803 

Non-command 

Bilara Limestone 

4.217 

Non-command 

Bilara Limestone 

6.495 

Non-command 

Bilara Limestone 

0.011 

Non-command 

Bilara Limestone 

20.078 

Non-command 

Bilara Limestone 

5.748 

Non-command 

Vindhyan Sandstone 

1.795 

Non-command 

Bilara Limestone 

38.514 

Non-command 

Bilara Limestone 

5.243 

Non-command 

Bilara Limestone 

28.871 

Non-command 

Bilara Limestone 

30.732 

Non-command 

Bilara Limestone 

2.379 

Non-command 

Bilara Limestone 

12.687 

Non-command 

Bilara Limestone 

7.530 

Non-command 

Bilara Limestone 

19.023 

Non-command 

Bilara Limestone 

6.405 

Non-command 

Vindhyan Sandstone 

8.209 

Non-command 

Bilara Limestone 

0.521 

Non-command 

Bilara Limestone 

20.916 

Non-command 

Bilara Limestone 

37.479 

Non-command 

Bilara Limestone 

0.382 

Non-command 

Bilara Limestone 

0.220 

Non-command 

Vindhyan Sandstone 

3.684 

Non-command 

Bilara Limestone 

3.772 

Non-command 

Vindhyan Sandstone 

3.551 

Non-command 

Bilara Limestone 

10.517 

Non-command 

Vindhyan Sandstone 

5.166 

Non-command 

Bilara Limestone 

23.042 

Non-command 

Bilara Limestone 

7.011 

Non-command 

Bilara Limestone 

0.209 

Non-command 

Vindhyan Sandstone 

5.071 

Non-command 

Bilara Limestone 

2.561 

Non-command 

Bilara Limestone 

16.721 

Non-command 

Vindhyan Sandstone 

5.347 

Non-command 

Bilara Limestone 

5.398 

Non-command 

Vindhyan Sandstone 

2.687 

Non-command 

Bilara Limestone 

13.887 

Non-command 

Vindhyan Sandstone 

8.767 

Non-command 

Bilara Limestone 

8.928 

Non-command 

Vindhyan Sandstone 

7.560 

Non-command 

Vindhyan Sandstone 

0.743 

Non-command 

Bilara Limestone 

8.082 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

110 

275,000 

275,000 

110 

250,000 

250,000 

110 

275,000 

275,000 

110 

250,000 

250,000 

110 

300,000 

250,000 

110 

300,000 

250,000 

110 

300,000 

250,000 

110 

200,000 

200,000 

110 

275,000 

275,000 

110 

300,000 

250,000 

120 

70,000 

50,000 

110 

250,000 

250,000 

110 

300,000 

250,000 

110 

200,000 

200,000 

110 

300,000 

250,000 

110 

300,000 

250,000 

110 

250,000 

250,000 

110 

275,000 

275,000 

110 

300,000 

250,000 

110 

300,000 

250,000 

110 

250,000 

250,000 

110 

300,000 

250,000 

150 

200,000 

150,000 

110 

250,000 

250,000 

110 

300,000 

250,000 

110 

250,000 

250,000 

110 

250,000 

250,000 

110 

275,000 

275,000 

150 

200,000 

150,000 

110 

250,000 

250,000 

150 

200,000 

150,000 

110 

300,000 

250,000 

110 

200,000 

200,000 

110 

275,000 

275,000 

110 

250,000 

250,000 

110 

275,000 

275,000 

110 

300,000 

250,000 

110 

275,000 

275,000 

110 

250,000 

250,000 

110 

300,000 

250,000 

110 

300,000 

250,000 

110 

275,000 

275,000 

110 

250,000 

250,000 

110 

250,000 

250,000 

110 

275,000 

275,000 

110 

250,000 

250,000 

110 

275,000 

275,000 

110 

250,000 

250,000 

110 

275,000 

275,000 

110 

250,000 

250,000 

110 

275,000 

275,000 

110 

275,000 

275,000 

110 

250,000 

250,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 









































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Jasnathpura 

0814000501819400 

14.817 

Fresh 

Jaswant Nagar (Beni 

0814000501824400 

4.551 

Fresh 

Jodhras 

0814000401814900 

5.269 

Fresh 

Joginara 

0814000501823300 

6.548 

Fresh 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


49.102 Fresh Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Jorawarpura 

0814000401813500 

8.656 

Fresh 

Kaliyas 

0814000401815400 

12.850 

Fresh 

Kankrai 

0814000401815700 

23.054 

Fresh 


Non-command 


Non-command 


Non-command 



Kapooriya 

0815000201933800 

26.993 

Fresh 

Karnoo 

0814000501817700 

31.396 

Fresh 

Khadkali 

0814000501822000 

34.885 

Fresh 

Khatora 

0814000501819300 

18.361 

Fresh 

Kheenvsar 

0814000501824800 

51.273 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Khodwa 

0814000501825300 

15.351 

Fresh 

Khundala 

0814000501824300 

22.016 

Fresh 

Kinjari 

0815000201938000 

25.387 

Fresh 

Kukarda 

0815000301946800 

17.757 

Fresh 

Kurchhi 

0814000501824100 

46.388 

Fresh 

Lalap 

0814000401815000 

14.003 

Fresh 

Lalawas 

0814000501824600 

12.427 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Lawari 

0815000301947100 

9.605 

Fresh 

Loonawas 

0814000501823800 

5.971 

Fresh 

Madhaniyon Ki Dhani 

0814000501820000 

20.802 

Fresh 

Madpura 

0814000501820800 

34.442 

Fresh 

Magraiwali Dhaniyan 

0814000501823100 

3.569 

Fresh 

Maheshpura 

0814000501823000 

7.805 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Manakpur 

0814000401815100 

42.065 

Fresh 

Mandeliya 

0803000500555300 

4.102 

Saline 

Mangeriya 

0815000301946100 

19.984 

Fresh 

Meras 

0814000401814800 

5.000 

Fresh 

Mori 

0814000401815500 

7.424 

Fresh 

Mundiyar 

0814000401814100 

32.594 

Fresh 

Nagri 

0814000501824500 

35.808 

Fresh 


Nandwani 


Narwa Kalan 


Narwa Khurd 


Nenau 


Nimbola 


Ompura 


Paboosar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0814000501822500 

37.423 

0814000501823400 

11.866 

0814000501823500 

12.038 

0814000501821700 

18.279 


0814000501821100 

13.633 

0815000201933200 

39.679 



0814000501817600 


35.849 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bilara Limestone 

30.820 

Non-command 

Vindhyan Sandstone 

18.283 

Non-command 

Vindhyan Sandstone 

14.817 

Non-command 

Vindhyan Sandstone 

1.038 

Non-command 

Bilara Limestone 

5.269 

Non-command 

Bilara Limestone 

1.451 

Non-command 

Vindhyan Sandstone 

5.097 

Non-command 

Bilara Limestone 

8.656 

Non-command 

Bilara Limestone 

12.850 

Non-command 

Bilara Limestone 

14.668 

Non-command 

Vindhyan Sandstone 

8.384 

Non-command 

Bilara Limestone 

20.590 

Non-command 

Vindhyan Sandstone 

21.198 

Non-command 

Vindhyan Sandstone 

4.514 

Non-command 

Bilara Limestone 

15.392 

Non-command 

Bilara Limestone 

0.029 

Non-command 

Bilara Limestone 

18.361 

Non-command 

Bilara Limestone 

26.242 

Non-command 

Vindhyan Sandstone 

25.031 

Non-command 

Bilara Limestone 

1.141 

Non-command 

Vindhyan Sandstone 

2.022 

Non-command 

Bilara Limestone 

15.351 

Non-command 

Vindhyan Sandstone 

1.075 

Non-command 

Vindhyan Sandstone 

1.012 

Non-command 

Bilara Limestone 

16.747 

Non-command 

Vindhyan Sandstone 

0.928 

Non-command 

Bilara Limestone 

14.003 

Non-command 

Bilara Limestone 

9.886 

Non-command 

Vindhyan Sandstone 

2.541 

Non-command 

Bilara Limestone 

5.634 

Non-command 

Vindhyan Sandstone 

5.971 

Non-command 

Vindhyan Sandstone 

20.678 

Non-command 

Bilara Limestone 

34.442 

Non-command 

Vindhyan Sandstone 

3.569 

Non-command 

Bilara Limestone 

7.747 

Non-command 

Vindhyan Sandstone 

0.058 

Non-command 

Bilara Limestone 

42.065 

Non-command 

Bilara Limestone 

0.048 

Non-command 

Bilara Limestone 

19.984 

Non-command 

Bilara Limestone 

5.000 

Non-command 

Bilara Limestone 

7.424 

Non-command 

Bilara Limestone 

18.223 

Non-command 

Bilara Limestone 

10.414 

Non-command 

Vindhyan Sandstone 

21.702 

Non-command 

Bilara Limestone 

17.581 

Non-command 

Vindhyan Sandstone 

11.866 

Non-command 

Vindhyan Sandstone 

12.038 

Non-command 

Bilara Limestone 

0.043 

Non-command 

Bilara Limestone 

5.551 

Non-command 

Bilara Limestone 

13.530 

Non-command 

Bilara Limestone 

4.683 

Non-command 

Vindhyan Sandstone 

32.065 

Non-command 

Bilara Limestone 

0.328 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

150 

230,000 

170,000 

150 

120,000 

100,000 

110 

275,000 

275,000 

110 

275,000 

275,000 

110 

250,000 

250,000 

110 

250,000 

250,000 

110 

275,000 

275,000 

110 

250,000 

250,000 

110 

250,000 

250,000 

110 

250,000 

250,000 

110 

275,000 

275,000 

110 

250,000 

250,000 

110 

275,000 

275,000 

150 

120,000 

100,000 

110 

300,000 

250,000 

110 

300,000 

250,000 

110 

250,000 

250,000 

110 

250,000 

250,000 

110 

275,000 

275,000 

110 

250,000 

250,000 

110 

275,000 

275,000 

110 

250,000 

250,000 

110 

275,000 

275,000 

150 

120,000 

100,000 

150 

200,000 

150,000 

110 

275,000 

275,000 

110 

250,000 

250,000 

110 

250,000 

250,000 

110 

275,000 

275,000 

150 

200,000 

150,000 

110 

275,000 

275,000 

110 

275,000 

275,000 

110 

250,000 

250,000 

110 

275,000 

275,000 

110 

250,000 

250,000 

110 

275,000 

275,000 

110 

250,000 

250,000 

120 

100,000 

80,000 

150 

200,000 

150,000 

110 

250,000 

250,000 

110 

250,000 

250,000 

110 

250,000 

250,000 

110 

250,000 

250,000 

110 

275,000 

275,000 

110 

300,000 

250,000 

110 

275,000 

275,000 

110 

275,000 

275,000 

110 

300,000 

250,000 

110 

200,000 

200,000 

110 

300,000 

250,000 

150 

230,000 

170,000 

150 

120,000 

100,000 

110 

300,000 

250,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.077 


0.030 
















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Type of Area (Command / Non 
command) 

Name 

Census Code 

Area 





sq.km 

(2) 

(3) 

(4) 

(5) 

(6) 

Pacharon Wa Bichhoo 

0814000501818200 

4.761 

Fresh 

Non-command 

Palri Ranawata 

0815000301947200 

28.337 

Fresh 

Non-command 

Palri Vyasan 

0814000401813900 

12.484 

Fresh 

Non-command 

Panchla Siddha 

0814000501820100 

14.857 

Fresh 

Non-command 

Panchori 

0814000501818800 

59.868 

Fresh 

Non-command 

Papasani 

0814000501819800 

18.884 

Fresh 

Non-command 

Peepliyan 

0814000501820300 

13.177 

Fresh 

Non-command 

Poonasar 

0815000201933300 

100.113 

Fresh 

Non-command 


Poonasar Khurd 

0815000201933400 

19.181 

Fresh 

Potliya Manjra 

0814000401807100 

18.184 

Fresh 

Ramsar 

0814000501818600 

20.853 

Fresh 

Rarod 

0815000301947000 

52.087 

Fresh 

Ravon Ki Dhani 

0814000501818700 

4.196 

Fresh 

Ridmalsar 

0815000101924500 

95.863 

Fresh 

Roon 

0814000401816600 

62.459 

Fresh 

Sankhwas 

0814000401814600 

44.728 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Saruda 


0803000500555200 



Satika Khurd 

0814000501819000 

10.394 

Fresh 

Senani 

0814000401815900 

19.045 

Fresh 

Sheelgaon 

0814000401814000 

21.539 

Fresh 

Shivnara 

0814000501818900 

9.705 

Fresh 


Shivpura 


Sindhipura 


Siriya De Nagar 


Siyagon Ki Dhani 


Sowaon Ki Dhani 


114.418 Fresh Non-command 


Saline Non-command 


17.564 Fresh Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0814000501820900 

21.280 

0814000501818500 

27.830 

0814000501821300 

6.621 


0814000401813200 

5.928 

0814000501820400 

14.713 



Sukholav 

0814000501821400 

3.214 

Fresh 

Suwana 

0815000301946600 

24.609 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Tankla 

0814000401813100 

39.184 

Fresh 

Tantwas 

0814000501817900 

27.664 

Fresh 

Tarawas 

0814000501825500 

17.189 

Fresh 

Thambariya 

0814000501820500 

12.189 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


16005046 


Vishnoiyon Ki Dhani 

0814000501820200 

10.765 

Fresh 

Arjana 

0816000102022600 

170.834 

Saline 



120.634 Fresh 


Saline 


Non-command 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


IGNP Canal System Stage I 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bilara Limestone 

4.761 

Non-command 

Bilara Limestone 

1.126 

Non-command 

Bilara Limestone 

0.631 

Non-command 

Vindhyan Sandstone 

14.655 

Non-command 

Bilara Limestone 

59.868 

Non-command 

Vindhyan Sandstone 

4.254 

Non-command 

Vindhyan Sandstone 

13.177 

Non-command 

Bilara Limestone 

50.544 

Non-command 

Vindhyan Sandstone 

0.038 

Non-command 

Bilara Limestone 

19.181 

Non-command 

Bilara Limestone 

7.702 

Non-command 

Bilara Limestone 

20.853 

Non-command 

Bilara Limestone 

3.500 

Non-command 

Bilara Limestone 

4.196 

Non-command 

Bilara Limestone 

32.891 

Non-command 

Vindhyan Sandstone 

4.406 

Non-command 

Bilara Limestone 

9.697 

Non-command 

Vindhyan Sandstone 

22.630 

Non-command 

Bilara Limestone 

0.051 

Non-command 

Bilara Limestone 

0.009 

Non-command 

Bilara Limestone 

13.154 

Non-command 

Vindhyan Sandstone 

4.409 

Non-command 

Bilara Limestone 

10.394 

Non-command 

Vindhyan Sandstone 

10.549 

Non-command 

Bilara Limestone 

21.527 

Non-command 

Bilara Limestone 

5.577 

Non-command 

Vindhyan Sandstone 

4.128 

Non-command 

Bilara Limestone 

21.280 

Non-command 

Bilara Limestone 

27.830 

Non-command 

Bilara Limestone 

1.140 

Non-command 

Bilara Limestone 

5.482 

Non-command 

Bilara Limestone 

5.928 

Non-command 

Bilara Limestone 

4.397 

Non-command 

Vindhyan Sandstone 

10.316 

Non-command 

Bilara Limestone 

3.214 

Non-command 

Bilara Limestone 

18.658 

Non-command 

Vindhyan Sandstone 

5.951 

Non-command 

Bilara Limestone 

37.309 

Non-command 

Bilara Limestone 

4.366 

Non-command 

Bilara Limestone 

17.189 

Non-command 

Bilara Limestone 

5.086 

Non-command 

Vindhyan Sandstone 

7.103 

Non-command 

Vindhyan Sandstone 

10.765 

Command 

Tertiary Sandstone 

154.592 

Non-command 

Tertiary Sandstone 

16.242 

Command 

Tertiary Sandstone 

35.266 

Non-command 

Tertiary Sandstone 

8.269 

Command 

Tertiary Sandstone 

160.881 

Command 

Younger Alluvium 

535.504 

Non-command 

Younger Alluvium 

0.000 

Non-command 

Younger Alluvium 

4.799 

Command 

Tertiary Sandstone 

15.538 

Command 

Younger Alluvium 

47.953 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

110 

300,000 

250,000 

150 

200,000 

150,000 

110 

250,000 

250,000 

110 

275,000 

275,000 

110 

250,000 

250,000 

110 

275,000 

275,000 

110 

275,000 

275,000 

150 

230,000 

170,000 

150 

120,000 

100,000 

150 

230,000 

170,000 

110 

300,000 

250,000 

110 

300,000 

250,000 

150 

200,000 

150,000 

110 

250,000 

250,000 

120 

70,000 

50,000 

110 

275,000 

275,000 

110 

250,000 

250,000 

110 

275,000 

275,000 

120 

120,000 

120,000 

120 

100,000 

80,000 

110 

250,000 

250,000 

110 

275,000 

275,000 

110 

250,000 

250,000 

110 

275,000 

275,000 

110 

250,000 

250,000 

110 

250,000 

250,000 

110 

275,000 

275,000 

110 

250,000 

250,000 

110 

300,000 

250,000 

110 

300,000 

250,000 

110 

200,000 

200,000 

110 

300,000 

250,000 

110 

250,000 

250,000 

110 

275,000 

275,000 

110 

300,000 

250,000 

150 

200,000 

150,000 

150 

250,000 

200,000 

110 

300,000 

250,000 

110 

300,000 

250,000 

110 

250,000 

250,000 

110 

250,000 

250,000 

110 

275,000 

275,000 

110 

275,000 

275,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

130,000 

110,000 

120 

90,000 

70,000 

120 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 


































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Type of Area (Command / Non¬ 
command) 

Name 


Census Code 

Area 






sq.km 



(2) 

(3) 

(4) 

(5) 

(6) 


Mandha 


Mandhau 


Mohangarh 


Mokla 


Motikilon Ki Dhani 


Naga 


Nagon Ki Dhani 


Nehdai 


Parewar 


Raimala 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 



Kakab 

0816000102015100 

22.296 

Saline 

Kheenwsar 

0816000102025200 

13.947 

Saline 

Kheenyawas Rarki 

0816000102022000 

8.158 

Saline 

Kheeya 

0816000102022100 

49.077 

Saline 



0816000102022400 


0816000102024300 



30.378 Saline Non-command 


207.020 Saline IGNP Canal System Stage I 


Non-command 


0816000102023000 


0816000102021700 


688.719 Saline IGNP Canal System Stage I 


Non-command 


144.231 Fresh Non-command 


Saline Non-command 


0816000102025300 

48.121 

0816000102015000 

117.398 


117.398 Saline IGNP Canal System Stage I 



0816000102015200 


0816000102022300 


Non-command 


35.932 Saline IGNP Canal System Stage I 


Non-command 


113.133 Saline IGNP Canal System Stage I 



0816000102021800 190.279 Fresh Non-command 


Saline Non-command 




0816000102015400 114.437 Saline IGNP Canal System Stage I 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Younger Alluvium 

52.344 

Non-command 

Jurassic Sandstone 

17.039 

Non-command 

Younger Alluvium 

1.744 

Command 

Tertiary Sandstone 

104.816 

Command 

Younger Alluvium 

471.518 

Non-command 

Younger Alluvium 

38.646 

Command 

Younger Alluvium 

0.352 

Non-command 

Younger Alluvium 

0.000 

Command 

Younger Alluvium 

96.070 

Command 

Tertiary Sandstone 

156.419 

Non-command 

Younger Alluvium 

18.772 

Non-command 

Younger Alluvium 

60.293 

Non-command 

Younger Alluvium 

1.119 

Command 

Tertiary Sandstone 

3.006 

Non-command 

Tertiary Sandstone 

20.615 

Command 

Tertiary Sandstone 

8.751 

Command 

Younger Alluvium 

1.181 

Non-command 

Jurassic Sandstone 

10.781 

Non-command 

Jurassic Sandstone 

9.158 

Non-command 

Tertiary Sandstone 

9.192 

Non-command 

Jurassic Sandstone 

0.059 

Non-command 

Tertiary Sandstone 

75.184 

Non-command 

Tertiary Sandstone 

22.296 

Non-command 

Jurassic Sandstone 

13.546 

Non-command 

Tertiary Sandstone 

8.158 

Non-command 

Jurassic Sandstone 

34.130 

Non-command 

Tertiary Sandstone 

14.947 

Non-command 

Jurassic Sandstone 

25.283 

Non-command 

Tertiary Sandstone 

5.095 

Command 

Jurassic Sandstone 

0.282 

Command 

Tertiary Sandstone 

20.572 

Non-command 

Jurassic Sandstone 

0.185 

Non-command 

Tertiary Sandstone 

1.174 

Command 

Tertiary Sandstone 

197.100 

Non-command 

Tertiary Sandstone 

114.666 

Non-command 

Jurassic Sandstone 

0.027 

Non-command 

Jurassic Sandstone 

5.328 

Non-command 

Jurassic Sandstone 

23.925 

Command 

Tertiary Sandstone 

43.646 

Command 

Younger Alluvium 

13.541 

Non-command 

Tertiary Sandstone 

60.212 

Command 

Tertiary Sandstone 

4.040 

Non-command 

Tertiary Sandstone 

31.891 

Command 

Jurassic Sandstone 

14.280 

Command 

Tertiary Sandstone 

57.084 

Non-command 

Jurassic Sandstone 

30.744 

Non-command 

Tertiary Sandstone 

4.928 

Non-command 

Jurassic Sandstone 

2.635 

Non-command 

Jurassic Sandstone 

177.853 

Non-command 

Tertiary Sandstone 

4.691 

Command 

Tertiary Sandstone 

60.258 

Command 

Younger Alluvium 

33.636 

Non-command 

Tertiary Sandstone 

15.649 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

50,000 

120 

200,000 

200,000 

120 

130,000 

110,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

300,000 

250,000 

120 

300,000 

250,000 

120 

200,000 

200,000 

120 

100,000 

80,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

200,000 

200,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

200,000 

200,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

200,000 

200,000 

120 

100,000 

80,000 

120 

200,000 

200,000 

120 

100,000 

80,000 

120 

200,000 

200,000 

120 

100,000 

80,000 

120 

200,000 

200,000 

120 

100,000 

80,000 

120 

200,000 

200,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

300,000 

250,000 

120 

200,000 

200,000 

120 

200,000 

200,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

200,000 

200,000 

120 

100,000 

80,000 

120 

200,000 

200,000 

120 

100,000 

80,000 

120 

300,000 

250,000 

120 

200,000 

200,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 


























































































































































































































































































































































































































































































































































Micro-watershed 



16006047 


16006048 


16006049 


Ratta 


Rehrund 



Sadrau (Pohar) 


Sankhla 


Selat 


Seuwa 


Deetowala 


Godhoowala 


Ghotadoo 


Godhoowala 


Longewala 


Raghwa 


Ramgarh 


Sadhawala 


Tanot 


Asoo Ka Tala 


Deetowala 


Gamnewala 


Godhoowala 


Hansoowala 


0816000102022200 


0816000102023100 


0816000102024400 


0816000102025400 


0816000102015600 


0816000102014600 


0816000102014500 


0816000102016300 


Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


8.621 


131.150 




141.228 




28.582 


228.853 


38.656 Fresh 


Saline 


252.728 Saline 


92.384 Saline 


114.299 



0816000102014000 658.512 


0816000102014500 90.917 


0816000102014100 308.987 


0816000102015700 253.996 


0816000102015800 834.658 


0816000102014200 318.840 


0816000102014300 789.049 


0816000102016800 298.393 


0816000102014600 114.299 


0816000102016000 50.198 



Saline 


90.917 Saline 


159.505 Fresh 


Non-command 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System Stage I 



Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System Stage I 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Younger Alluvium 

4.895 

Non-command 

Jurassic Sandstone 

8.621 

Command 

Tertiary Sandstone 

3.348 

Non-command 

Tertiary Sandstone 

11.059 

Command 

Tertiary Sandstone 

45.511 

Non-command 

Tertiary Sandstone 

3.476 

Command 

Tertiary Sandstone 

100.444 

Non-command 

Tertiary Sandstone 

33.672 

Command 

Jurassic Sandstone 

16.406 

Command 

Tertiary Sandstone 

126.134 

Non-command 

Jurassic Sandstone 

8.518 

Command 

Tertiary Sandstone 

36.241 

Command 

Younger Alluvium 

23.918 

Non-command 

Tertiary Sandstone 

28.699 

Non-command 

Younger Alluvium 

9.498 

Non-command 

Jurassic Sandstone 

20.640 

Non-command 

Jurassic Sandstone 

0.002 

Command 

Tertiary Sandstone 

222.993 

Non-command 

Tertiary Sandstone 

29.735 

Command 

Tertiary Sandstone 

53.154 

Command 

Younger Alluvium 

8.269 

Non-command 

Tertiary Sandstone 

30.961 


Sub Basin: Sub 6 



120.958 Fresh 


Saline 


Non-command 

Non-command 

Younger Alluvium 

12.880 

Non-command 

Non-command 

Younger Alluvium 

3.809 

Non-command 

Non-command 

Younger Alluvium 

10.072 

Non-command 

Non-command 

Younger Alluvium 

56.402 

Non-command 

Non-command 

Younger Alluvium 

162.175 

Non-command 

Non-command 

Younger Alluvium 

496.338 

Non-command 

Non-command 

Younger Alluvium 

30.569 

Non-command 

Non-command 

Younger Alluvium 

261.624 

Non-command 

Non-command 

Younger Alluvium 

152.316 

Non-command 

Non-command 

Younger Alluvium 

7.554 

Non-command 

Non-command 

Younger Alluvium 

56.005 

Non-command 

Non-command 

Younger Alluvium 

130.665 

Non-command 

Non-command 

Younger Alluvium 

1.962 

Non-command 

Non-command 

Younger Alluvium 

62.020 

Non-command 

Non-command 

Younger Alluvium 

193.635 

Non-command 

Non-command 

Younger Alluvium 

275.272 

Non-command 

Non-command 

Younger Alluvium 

108.222 

Non-command 

Non-command 

Younger Alluvium 

384.280 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

2.076 

Non-command 

Non-command 

Younger Alluvium 

18.544 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

14.570 

Non-command 

Non-command 

Younger Alluvium 

0.177 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

33.840 

Non-command 

Non-command 

Younger Alluvium 

15.577 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

12.230 

Non-command 

Non-command 

Younger Alluvium 

15.158 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

76.665 

Non-command 

Non-command 

Younger Alluvium 

6.974 

Non-command 

Non-command 

Younger Alluvium 

8.558 

Non-command 

Non-command 

Younger Alluvium 

10.363 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

50,000 

120 

200,000 

200,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

200,000 

200,000 

120 

100,000 

80,000 

120 

200,000 

200,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 


120 

130,000 

110,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

70,000 

50,000 



Pumpset 


MCM 
































































































































































































































































































































































































































































































































































Micro-watershed 


16006050 


Seuwa 


Tanot 


Adkiya 


Asoo Ka Tala 



Bandha 


Bhinda Mangaliyowala 


Geraja 


Ghotadoo 


Hakra 


Hansoowala 


Hingolewala 


Kolootala 


Kula Tala 


Mukne Ka Tala 


Bhinda Mangaliyowala 


Chakrau 


Ganeshiya Kot 


0816000102016700 


0816000102017600 


0816000102019900 


0816000102014000 


sq.km 


(4) (5) 


76.110 Fresh 



Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 



241.390 Fresh 


Saline 


308.987 Fresh 


Saline 


281.369 Saline 


253.996 Saline 


834.658 Fresh 


318.840 Fresh 


Saline 


367.650 Saline 


30.683 Saline 


107.796 Saline 


658.512 Fresh 


Saline 


0816000102016200 

120.958 

0816000102016400 

241.390 

0816000102028800 

35.072 

0816000102017000 

73.269 



Saline 


230.326 Fresh 


43.592 Fresh 


Saline 


0816000102017600 

30.683 

0816000102019400 

16.044 

0816000102017100 

366.584 



658.512 Fresh 


Saline 


( 6 ) 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


IGNP Canal System Stage I 



Non-command 


Non-command 



0816000102015600 

228.853 

Saline 

0816000102014300 

789.049 

Saline 

0816000102019700 

49.125 

Saline 

0816000102016800 

298.393 

Saline 




0816000102017400 

27.216 

Saline 

0816000102016300 

159.505 

Saline 






Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

22.507 

Non-command 

Younger Alluvium 

10.754 

Command 

Younger Alluvium 

30.255 

Non-command 

Younger Alluvium 

12.594 

Command 

Younger Alluvium 

7.360 

Non-command 

Younger Alluvium 

0.435 

Command 

Younger Alluvium 

31.787 

Non-command 

Younger Alluvium 

29.861 

Non-command 

Younger Alluvium 

0.053 

Command 

Tertiary Sandstone 

12.457 

Command 

Younger Alluvium 

37.447 

Command 

Tertiary Sandstone 

3.476 

Command 

Younger Alluvium 

12.656 

Non-command 

Younger Alluvium 

37.535 

Non-command 

Tertiary Sandstone 

7.243 

Non-command 

Younger Alluvium 

8.901 

Command 

Tertiary Sandstone 

44.528 

Command 

Younger Alluvium 

5.283 

Non-command 

Tertiary Sandstone 

76.489 

Non-command 

Younger Alluvium 

89.861 

Non-command 

Younger Alluvium 

0.465 

Command 

Younger Alluvium 

0.957 

Non-command 

Younger Alluvium 

36.040 

Non-command 

Younger Alluvium 

2.441 

Non-command 

Younger Alluvium 

4.201 

Non-command 

Younger Alluvium 

25.623 

Command 

Younger Alluvium 

125.926 

Non-command 

Younger Alluvium 

0.481 

Command 

Younger Alluvium 

6.384 

Non-command 

Younger Alluvium 

12.503 

Non-command 

Younger Alluvium 

34.787 

Non-command 

Younger Alluvium 

1.644 

Command 

Younger Alluvium 

95.363 

Non-command 

Younger Alluvium 

64.365 

Non-command 

Younger Alluvium 

0.547 

Command 

Younger Alluvium 

17.907 

Non-command 

Younger Alluvium 

3.397 

Non-command 

Younger Alluvium 

6.319 

Command 

Younger Alluvium 

0.078 

Non-command 

Younger Alluvium 

0.338 

Non-command 

Younger Alluvium 

1.852 

Non-command 

Younger Alluvium 

28.394 

Non-command 

Younger Alluvium 

1.717 

Command 

Younger Alluvium 

7.641 

Non-command 

Younger Alluvium 

185.322 

Non-command 

Younger Alluvium 

0.010 

Non-command 

Younger Alluvium 

0.148 

Non-command 

Younger Alluvium 

9.127 

Non-command 

Younger Alluvium 

0.433 

Non-command 

Younger Alluvium 

0.866 

Non-command 

Younger Alluvium 

80.326 

Non-command 

Younger Alluvium 

88.892 

Command 

Younger Alluvium 

1.490 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

130,000 

110,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

180,000 

130,000 

120 

130,000 

110,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

70,000 

50,000 






















































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / 
command) 



16006052 


Hakra 


Hansoowala 


Hingolewala 


Jhanda Madhoojowala 


Langtala 


Longewala 


Mahwa 


Mukne Ka Tala 


Peerau 


Sadhawala 


Shahgarh 


Changaniyon Ki Basti 


Dhanana 


Hameeron Ki Basti 


Harnau 


0816000102017400 


0816000102016300 


0816000102016200 


27.216 Fresh 


Saline 


159.505 Saline 


120.958 Fresh 


Saline 



0816000102017500 


0816000102017200 


0816000102014100 


0816000102017800 


0816000102017000 


0816000102017300 



0816000102014200 

318.840 

0816000102016900 

230.326 



Thoohar 

0816000102017900 

52.198 

Alam Ka Gaon 

0816000102020600 

59.018 



367.650 Saline 



Bhoon 

0816000102034400 

8.902 

Fresh 

Bhuwana 

0816000102028300 

209.830 

Fresh 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage 


Non-command 


Non-command 


IGNP Canal System Stage 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage 


Non-command 


Non-command 


IGNP Canal System Stage 



0816000102028200 


0816000102034700 


63.182 Saline 


344.822 Fresh 



0816000102028100 


0816000102033600 


85.548 Saline 


85.728 Fresh 



Hotiya 

0816000102033400 

20.704 

Saline 

Jhanda Khara 

0816000102033700 

54.574 

Fresh 



Non-command 


IGNP Canal System Stage 


Non-command 


IGNP Canal System Stage 


Non-command 


IGNP Canal System Stage 


Non-command 


IGNP Canal System Stage 


Non-command 


IGNP Canal System Stage 


Non-command 


IGNP Canal System Stage 


Non-command 


Non-command 


IGNP Canal System Stage 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Younger Alluvium 

222.890 

Non-command 

Younger Alluvium 

13.089 

Non-command 

Younger Alluvium 

13.580 

Command 

Younger Alluvium 

17.156 

Non-command 

Younger Alluvium 

9.763 

Non-command 

Younger Alluvium 

2.693 

Command 

Younger Alluvium 

0.004 

Non-command 

Younger Alluvium 

93.020 

Non-command 

Younger Alluvium 

0.047 

Non-command 

Younger Alluvium 

10.625 

Non-command 

Younger Alluvium 

0.654 

Non-command 

Younger Alluvium 

17.584 

Non-command 

Younger Alluvium 

78.350 

Non-command 

Younger Alluvium 

14.052 

Non-command 

Younger Alluvium 

33.749 

Non-command 

Younger Alluvium 

3.647 

Non-command 

Younger Alluvium 

23.111 

Non-command 

Younger Alluvium 

19.912 

Non-command 

Younger Alluvium 

14.349 

Non-command 

Younger Alluvium 

8.124 

Non-command 

Younger Alluvium 

6.106 

Non-command 

Younger Alluvium 

11.133 

Non-command 

Younger Alluvium 

5.047 

Non-command 

Younger Alluvium 

2.366 

Non-command 

Younger Alluvium 

7.938 

Non-command 

Younger Alluvium 

2.030 

Non-command 

Jurassic Sandstone 

3.367 

Non-command 

Tertiary Sandstone 

36.458 

Command 

Tertiary Sandstone 

28.596 

Non-command 

Tertiary Sandstone 

30.550 

Non-command 

Younger Alluvium 

8.902 

Command 

Tertiary Sandstone 

1.686 

Command 

Younger Alluvium 

35.409 

Command 

Tertiary Sandstone 

166.320 

Command 

Younger Alluvium 

1.312 

Non-command 

Tertiary Sandstone 

0.430 

Command 

Tertiary Sandstone 

0.928 

Non-command 

Tertiary Sandstone 

1.855 

Command 

Younger Alluvium 

26.392 

Non-command 

Younger Alluvium 

0.000 

Command 

Tertiary Sandstone 

20.903 

Command 

Younger Alluvium 

5.822 

Non-command 

Younger Alluvium 

0.210 

Command 

Tertiary Sandstone 

16.265 

Non-command 

Tertiary Sandstone 

22.665 

Command 

Younger Alluvium 

1.386 

Non-command 

Younger Alluvium 

3.023 

Command 

Younger Alluvium 

11.972 

Non-command 

Younger Alluvium 

31.679 

Non-command 

Younger Alluvium 

1.662 

Command 

Younger Alluvium 

22.674 

Non-command 

Younger Alluvium 

29.205 

Non-command 

Younger Alluvium 

2.695 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

130,000 

110,000 

120 

180,000 

130,000 

120 

130,000 

110,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

130,000 

110,000 

120 

130,000 

110,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

130,000 

110,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

















































































































































































































































































































































































































































































































































Micro-watershed 



16006053 


16006054 


Jhanda Meetha 


Karam Wala 


Malingda 


Mangliyawas 


Meerwala 


Nichoowali 


Rabhlau Fakironwala 


Siyambar 


Soma 


Surron Ki Dhani 


Turkon Ki Basti 


Jamrau 


Jasiya 


Karta 


Khariya 


Khuifatoojanwali@Khadoojanwali 


Liloi 


Lohar 


Ratrau 


Shekhar 


Bachhiya Chhor 


Bagnau 


Bandri 


Bhinda Deslonwala 


Bhinda Mangaliyowala 


Bichhiya 


Birma 


Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


0816000102033800 


0816000102034600 



0816000102034000 


0816000102020800 


0816000102020200 


sq.km 


(4) (5) 


Fresh 


39.041 Fresh 


Saline 


18.229 Saline 


53.678 Saline 


105.254 Saline 



0816000102020400 


0816000102020100 


67.264 Saline 


171.593 Fresh 


Saline 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


IGNP Canal System Stage I 


IGNP Canal System Stage I 



0816000102020000 


148.896 Fresh 


Saline 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


0816000102034500 


67.760 Fresh 


Saline 


0816000102034300 

8.182 

0816000102028500 

31.598 



0816000102020500 

142.182 

0816000102034200 

14.187 

0816000102020900 

13.609 




Saline 


105.045 Fresh 


Saline 


29.847 Saline 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Non-command 


0816000102020300 

44.469 

0816000102029900 

21.309 

0816000102030100 

31.493 

0816000102030200 

32.116 

0816000102018500 

83.263 



0816000102030000 

49.224 

0816000102018400 

62.213 

0816000102030300 

45.426 

0816000102018200 

263.417 

0816000102029800 

38.496 

0816000102018000 

43.592 



0816000102031200 

24.703 

0816000102019500 

21.089 

0816000102019600 

26.313 

0816000102017600 

30.683 

0816000102030600 

21.075 

0816000102019300 

23.187 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Younger Alluvium 

5.205 

Command 

Younger Alluvium 

0.481 

Non-command 

Younger Alluvium 

17.927 

Non-command 

Younger Alluvium 

8.281 

Non-command 

Younger Alluvium 

1.175 

Non-command 

Jurassic Sandstone 

6.608 

Non-command 

Tertiary Sandstone 

5.190 

Command 

Tertiary Sandstone 

82.172 

Non-command 

Tertiary Sandstone 

23.082 

Non-command 

Tertiary Sandstone 

15.102 

Command 

Younger Alluvium 

0.224 

Command 

Tertiary Sandstone 

46.938 

Command 

Younger Alluvium 

12.015 

Command 

Younger Alluvium 

47.677 

Command 

Tertiary Sandstone 

23.163 

Command 

Younger Alluvium 

18.780 

Non-command 

Younger Alluvium 

21.816 

Non-command 

Younger Alluvium 

16.383 

Non-command 

Younger Alluvium 

5.555 

Command 

Younger Alluvium 

1.682 

Command 

Younger Alluvium 

0.365 

Non-command 

Younger Alluvium 

10.803 

Non-command 

Younger Alluvium 

21.067 

Non-command 

Tertiary Sandstone 

133.280 

Non-command 

Younger Alluvium 

7.910 

Non-command 

Jurassic Sandstone 

0.005 

Non-command 

Jurassic Sandstone 

4.258 

Command 

Younger Alluvium 

80.730 

Command 

Younger Alluvium 

10.854 

Non-command 

Jurassic Sandstone 

5.654 

Non-command 

Tertiary Sandstone 

7.228 

Non-command 

Tertiary Sandstone 

42.143 

Non-command 

Younger Alluvium 

21.309 

Non-command 

Younger Alluvium 

31.493 

Non-command 

Younger Alluvium 

20.148 

Non-command 

Younger Alluvium 

14.928 

Non-command 

Younger Alluvium 

23.836 

Non-command 

Younger Alluvium 

37.746 

Non-command 

Younger Alluvium 

24.908 

Non-command 

Younger Alluvium 

7.316 

Non-command 

Younger Alluvium 

43.363 

Non-command 

Younger Alluvium 

23.793 

Non-command 

Younger Alluvium 

24.435 

Non-command 

Younger Alluvium 

18.986 

Non-command 

Younger Alluvium 

12.769 

Non-command 

Younger Alluvium 

1.262 

Non-command 

Younger Alluvium 

19.394 

Non-command 

Younger Alluvium 

15.697 

Non-command 

Younger Alluvium 

9.397 

Non-command 

Younger Alluvium 

2.990 

Non-command 

Younger Alluvium 

3.649 

Non-command 

Younger Alluvium 

0.627 

Non-command 

Younger Alluvium 

22.560 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

130,000 

110,000 

120 

130,000 

110,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

130,000 

110,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

130,000 

110,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

130,000 

110,000 

120 

130,000 

110,000 

120 

130,000 

110,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

130,000 

110,000 

120 

70,000 

50,000 



































































































































































































































































































































































































































































































































































































Micro-watershed 



16006055 


Buranwali 


Butoi Jeevanwali 


Chakrau 


Chandrau 


Dorau 


Ganeshiya 


Ganeshiya Kot 


Kangoor 


Khariya (Bhaikhan) 


Kundhau 


Lalewali 


Langtala 


Mahwa 


Meethatala 


Mehna 


Mehrana 


Mithrau Mochiyonwala 


Mithrau Sachenewala 


Momdau 


Muradenwala 


Nijau 


Peerau 


Ratrau 


Sanger 


Shahra 


Sodrau 


Dhanana 


Hameeron Ki Basti 


Karam Wala 


0816000102030700 


0816000102031000 


0816000102034700 


Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


sq.km 


(4) 


15.349 


13.039 



0816000102019400 

16.044 

0816000102018900 

4.786 

0816000102018600 

32.537 

0816000102019100 

24.010 


0816000102017100 

366.584 

0816000102031500 

22.454 

0816000102029300 

35.692 


0816000102030800 

20.361 

0816000102030900 

15.793 


0816000102017200 

131.211 

0816000102017800 

53.711 


0816000102018700 

26.174 

0816000102029600 

60.200 

0816000102029100 

41.712 

0816000102018800 

3.844 

0816000102019000 

8.221 

0816000102018100 

31.253 


0816000102029500 

11.545 

0816000102029200 

92.622 


0816000102017300 

23.467 

0816000102018200 

263.417 

0816000102019200 

65.206 


0816000102029000 

95.246 

0816000102017700 

16.112 



Bhuwana 

0816000102028300 

209.830 

Changaniyon Ki Basti 

0816000102028200 

63.182 


344.822 Fresh 


Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System Stage I 


IGNP Canal System Stage I 



0816000102028100 

85.548 

0816000102034600 

39.041 



Fresh 


Saline 


203.450 Saline 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 



Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Younger Alluvium 

13.321 

Non-command 

Younger Alluvium 

12.077 

Non-command 

Younger Alluvium 

0.961 

Non-command 

Younger Alluvium 

0.499 

Non-command 

Younger Alluvium 

3.554 

Non-command 

Younger Alluvium 

15.612 

Non-command 

Younger Alluvium 

4.786 

Non-command 

Younger Alluvium 

1.638 

Non-command 

Younger Alluvium 

16.370 

Non-command 

Younger Alluvium 

0.290 

Non-command 

Younger Alluvium 

34.330 

Non-command 

Younger Alluvium 

9.134 

Non-command 

Younger Alluvium 

9.498 

Non-command 

Younger Alluvium 

25.774 

Non-command 

Younger Alluvium 

2.133 

Non-command 

Younger Alluvium 

12.429 

Non-command 

Younger Alluvium 

1.297 

Non-command 

Younger Alluvium 

33.988 

Non-command 

Younger Alluvium 

16.058 

Non-command 

Younger Alluvium 

0.257 

Non-command 

Younger Alluvium 

8.257 

Non-command 

Younger Alluvium 

0.302 

Non-command 

Younger Alluvium 

12.373 

Non-command 

Younger Alluvium 

3.844 

Non-command 

Younger Alluvium 

7.895 

Non-command 

Younger Alluvium 

6.259 

Non-command 

Younger Alluvium 

8.276 

Non-command 

Younger Alluvium 

4.440 

Non-command 

Younger Alluvium 

0.376 

Non-command 

Younger Alluvium 

41.830 

Non-command 

Younger Alluvium 

0.994 

Non-command 

Younger Alluvium 

0.561 

Non-command 

Younger Alluvium 

19.141 

Non-command 

Younger Alluvium 

46.061 

Non-command 

Younger Alluvium 

0.041 

Non-command 

Younger Alluvium 

0.381 

Non-command 

Younger Alluvium 

5.426 

Non-command 

Younger Alluvium 

45.003 

Non-command 

Younger Alluvium 

5.165 

Command 

Tertiary Sandstone 

4.673 

Command 

Tertiary Sandstone 

2.760 

Non-command 

Tertiary Sandstone 

57.594 

Command 

Younger Alluvium 

0.606 

Command 

Tertiary Sandstone 

100.797 

Command 

Younger Alluvium 

87.813 

Non-command 

Tertiary Sandstone 

12.294 

Non-command 

Younger Alluvium 

89.746 

Non-command 

Tertiary Sandstone 

10.487 

Non-command 

Younger Alluvium 

0.000 

Non-command 

Younger Alluvium 

12.352 

Command 

Tertiary Sandstone 

1.530 

Command 

Younger Alluvium 

34.040 

Non-command 

Younger Alluvium 

9.957 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

130,000 

110,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

130,000 

110,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

130,000 

110,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

130,000 

110,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 
































































































































































































































































































































































































































































































































































































Micro-watershed 



16006056 


Matwon Ki Basti 


Murar 


Rahoon Ka Par 


Dhanana 


Dhuliya 


Ganga 


Gunjangarh 


0816000102035200 


0816000102034500 


0816000102034800 


Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


24.993 Saline 


67.760 Saline 


221.428 Saline 



Sagron Ki Basti 

0816000102028000 

53.736 

Baran 

0816000102041500 

76.571 



Fresh 


Saline 


53.859 Fresh 



Fresh 


Saline 


67.608 Fresh 


Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 



Saline 


287.657 Fresh 


Non-command 


IGNP Canal System Stage I 



0816000102034700 

344.822 

0816000102035700 

26.065 

0816000102035300 

57.732 

0816000102042600 

33.045 




IGNP Canal System Stage I 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Non-command 


Saline Non-command 


70.607 Fresh Non-command 


Saline Non-command 


178.806 Fresh IGNP Canal System Stage I 


Non-command 


Saline IGNP Canal System Stage I 


32.017 Fresh Non-command 



26.057 Fresh IGNP Canal System Stage I 


Non-command 


Saline IGNP Canal System Stage I 


Non-command 


203.450 Fresh IGNP Canal System Stage I 


Saline IGNP Canal System Stage I 


71.254 Fresh Non-command 



Saline Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Tertiary Sandstone 

4.657 

Non-command 

Younger Alluvium 

29.561 

Command 

Tertiary Sandstone 

20.222 

Non-command 

Tertiary Sandstone 

79.456 

Non-command 

Tertiary Sandstone 

16.832 

Non-command 

Jurassic Sandstone 

0.003 

Non-command 

Jurassic Sandstone 

0.118 

Non-command 

Jurassic Sandstone 

0.973 

Non-command 

Jurassic Sandstone 

43.111 

Non-command 

Tertiary Sandstone 

9.775 

Non-command 

Jurassic Sandstone 

14.223 

Non-command 

Jurassic Sandstone 

10.595 

Command 

Younger Alluvium 

13.247 

Non-command 

Tertiary Sandstone 

33.068 

Non-command 

Younger Alluvium 

7.259 

Non-command 

Tertiary Sandstone 

14.034 

Command 

Jurassic Sandstone 

5.876 

Command 

Younger Alluvium 

6.958 

Non-command 

Jurassic Sandstone 

10.177 

Non-command 

Younger Alluvium 

0.068 

Command 

Younger Alluvium 

0.980 

Non-command 

Jurassic Sandstone 

2.481 

Command 

Younger Alluvium 

0.240 

Non-command 

Jurassic Sandstone 

4.862 

Non-command 

Jurassic Sandstone 

4.404 

Command 

Younger Alluvium 

0.251 

Command 

Younger Alluvium 

32.794 

Command 

Younger Alluvium 

3.009 

Non-command 

Jurassic Sandstone 

25.104 

Non-command 

Younger Alluvium 

7.511 

Non-command 

Jurassic Sandstone 

5.486 

Non-command 

Jurassic Sandstone 

3.312 

Non-command 

Jurassic Sandstone 

38.829 

Command 

Younger Alluvium 

60.408 

Non-command 

Younger Alluvium 

3.018 

Command 

Younger Alluvium 

110.890 

Non-command 

Jurassic Sandstone 

26.210 

Non-command 

Tertiary Sandstone 

4.623 

Non-command 

Jurassic Sandstone 

0.032 

Non-command 

Tertiary Sandstone 

0.555 

Command 

Younger Alluvium 

7.319 

Non-command 

Tertiary Sandstone 

7.536 

Non-command 

Younger Alluvium 

4.852 

Command 

Younger Alluvium 

1.234 

Non-command 

Tertiary Sandstone 

4.813 

Non-command 

Younger Alluvium 

0.302 

Command 

Younger Alluvium 

18.844 

Command 

Tertiary Sandstone 

3.350 

Command 

Younger Alluvium 

135.730 

Non-command 

Jurassic Sandstone 

16.342 

Non-command 

Tertiary Sandstone 

36.776 

Non-command 

Younger Alluvium 

3.943 

Non-command 

Jurassic Sandstone 

4.979 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

130,000 

110,000 

120 

180,000 

130,000 

120 

130,000 

110,000 

120 

90,000 

70,000 

120 

200,000 

150,000 

120 

130,000 

110,000 

120 

200,000 

150,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

100,000 

70,000 

120 

70,000 

50,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

200,000 

150,000 

120 

130,000 

110,000 

120 

100,000 

70,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

130,000 

110,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

200,000 

150,000 

120 

180,000 

130,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

130,000 

110,000 

120 

180,000 

130,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

200,000 

150,000 

120 

180,000 

130,000 

120 

130,000 

110,000 

120 

100,000 

70,000 









































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


16006057 


Sagron Ki Basti 


Sameja Par 


Sipala 


Ukralapar 



0816000102028000 

53.736 

Saline 

0816000102034900 

4.858 

Saline 

0816000102041300 

56.953 

Saline 

0816000102042300 

40.994 

Fresh 




Adbala 

0816000302071800 

66.318 

Fresh 

Adroi (Bhilon Ki Dhani) 

0816000302071900 

13.075 

Fresh 

Ala 

0816000302071300 

25.241 

Fresh 

Amarsar 

0816000202058600 

50.329 

Saline 

Asloi 

0816000302070300 

26.327 

Fresh 

Bariyara 

0817000102097300 

17.977 

Fresh 

Basra 

0816000302075200 

15.366 

Fresh 

Beenjota 

0816000302072300 

6.428 

Fresh 

Bhakhrani 

0816000302069300 

23.462 

Fresh 

Bhanbhara 

0816000302071100 

105.928 

Fresh 

Bhelani 

0816000302073200 

40.949 

Fresh 

Bhikasar 

0816000302068300 

35.725 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bhiyasar 

0816000302074300 

63.139 

Fresh 

Chanpa 

0816000302072000 

9.707 

Fresh 

Cheecha 

0816000302069200 

7.693 

Fresh 

Chelak 

0816000302072200 

35.999 

Fresh 

Chhatangar 

0816000302070500 

74.963 

Fresh 

Chhodiya 

0816000302068400 

54.487 

Fresh 

Dangri 

0816000302073700 

49.819 

Fresh 


Deoka 


Deora 


Digri 


Fateh Garh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0817000102097000 


0816000302075100 


0816000302069500 


0816000302074200 


Saline 


24.737 Fresh 


95.963 Fresh 


12.975 Fresh 


38.756 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Tertiary Sandstone 

8.841 

Non-command 

Jurassic Sandstone 

4.891 

Non-command 

Tertiary Sandstone 

11.951 

Non-command 

Tertiary Sandstone 

0.124 

Non-command 

Tertiary Sandstone 

24.948 

Non-command 

Younger Alluvium 

1.222 

Non-command 

Jurassic Sandstone 

49.421 

Non-command 

Tertiary Sandstone 

1.502 

Non-command 

Jurassic Sandstone 

16.054 

Non-command 

Tertiary Sandstone 

0.453 

Non-command 

Jurassic Sandstone 

16.892 

Non-command 

Tertiary Sandstone 

42.474 

Command 

Younger Alluvium 

0.091 

Command 

Jurassic Sandstone 

13.508 

Command 

Younger Alluvium 

82.598 

Non-command 

Younger Alluvium 

10.543 

Command 

Tertiary Sandstone 

8.920 

Command 

Younger Alluvium 

2.256 

Non-command 

Tertiary Sandstone 

109.847 

Non-command 

Younger Alluvium 

0.041 

Non-command 

Tertiary Sandstone 

1.373 

Non-command 

Tertiary Sandstone 

4.858 

Non-command 

Jurassic Sandstone 

2.800 

Command 

Younger Alluvium 

4.178 

Non-command 

Jurassic Sandstone 

0.085 

Non-command 

Tertiary Sandstone 

13.968 

Non-command 

Younger Alluvium 

22.763 

Non-command 

Jurassic Sandstone 

51.029 

Non-command 

Jurassic Sandstone 

13.075 

Non-command 

Jurassic Sandstone 

14.433 

Non-command 

Jalore Granite 

0.326 

Non-command 

Jurassic Sandstone 

17.345 

Non-command 

Jurassic Sandstone 

1.470 

Non-command 

Jurassic Sandstone 

14.765 

Non-command 

Jurassic Sandstone 

6.428 

Non-command 

Jurassic Sandstone 

23.462 

Non-command 

Jurassic Sandstone 

41.907 

Non-command 

Jurassic Sandstone 

8.144 

Non-command 

Jalore Granite 

0.014 

Non-command 

Jurassic Sandstone 

1.692 

Non-command 

Jurassic Sandstone 

62.876 

Non-command 

Jurassic Sandstone 

9.707 

Non-command 

Jurassic Sandstone 

7.140 

Non-command 

Jurassic Sandstone 

35.999 

Non-command 

Jurassic Sandstone 

2.076 

Non-command 

Jurassic Sandstone 

31.193 

Non-command 

Jalore Granite 

21.104 

Non-command 

Jurassic Sandstone 

9.631 

Non-command 

Jalore Granite 

5.061 

Non-command 

Jurassic Sandstone 

0.052 

Non-command 

Jurassic Sandstone 

65.701 

Non-command 

Jurassic Sandstone 

12.975 

Non-command 

Jurassic Sandstone 

38.752 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

180,000 

130,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

200,000 

150,000 

120 

180,000 

130,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

130,000 

110,000 

120 

100,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

130,000 

110,000 

120 

200,000 

150,000 

120 

180,000 

130,000 

120 

130,000 

110,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

90,000 

50,000 

120 

200,000 

150,000 

120 

120,000 

80,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

130,000 

90,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

130,000 

90,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

120,000 

80,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 



Tube Wells with 
Wells Pumpset 
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Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Fatehpura 

0817000102097500 

13.801 

Fresh 

Geraja 

0816000302071500 

22.382 

Fresh 

Hapa 

0816000302071400 

15.612 

Fresh 

Harbha 

0816000302074900 

26.617 

Fresh 

Janra 

0816000302070400 

81.586 

Fresh 

Jasuwa 

0816000302072900 

25.385 

Fresh 

Jodha 

0816000302071200 

25.370 

Fresh 

Kapuriya 

0816000302074600 

33.634 

Fresh 

Kathora 

0816000302072500 

16.683 

Fresh 

Keeta 

0816000302067100 

114.342 

Fresh 

Khyala 

0816000302072700 

19.369 

Fresh 

Koda 

0816000302073000 

34.131 

Fresh 

Kodiyasar 

0816000302073500 

54.907 

Fresh 

Korwa 

0816000302070000 

23.192 

Fresh 

Kotha 

0816000302075000 

53.428 

Fresh 

Laxmansar 

0816000302073600 

20.442 

Fresh 


Type of Area (Command / N< 
command) 


Mada 


Magra 


Mati Ka Gol 


Megha 


Mehreri 


Nada 


Nagraja 


Narsingon Ki Dhani 


Pabnasar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0816000302070200 

20.329 

0816000302075300 

67.775 

0817000102097100 

3.342 

0816000302072400 

64.279 

0816000302073800 

23.691 


0816000302074700 

10.127 

0816000302072100 

22.099 

0816000302069700 

11.816 

0816000302073900 

43.222 



Pancha 

0816000302074800 

21.135 

Fresh 

Rama 

0816000302072600 

11.534 

Fresh 

Reewari 

0816000302074400 

60.444 

Fresh 

Sagraram Ki Dhani 

0816000302074500 

15.392 

Fresh 

Sandha 

0816000302074000 

17.501 

Fresh 

Sandhuwa 

0816000302074100 

9.786 

Fresh 

Sangar 

0816000302073100 

68.526 

Fresh 

Sanjeet 

0816000302077400 

70.781 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Seetorai 

0816000302069400 

39.807 

Fresh 

Sirwa 

0816000302069100 

34.391 

Fresh 

Sobh 

0816000302071700 

56.264 

Fresh 

Soda 

0816000302070100 

34.152 

Fresh 

Sodat 

0816000302075800 

12.434 

Fresh 

Sumliyai 

0816000302072800 

21.250 

Fresh 

Toga 

0816000302077200 

71.032 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


16006058 


Ugawa 


Unda 


Utal 


Adbala 


Ala 


Asloi 


Baran 


0816000302069600 

57.758 

Fresh 

0816000302069000 

52.006 

Fresh 

0817000102097400 

4.741 

Fresh 

0816000302071800 

66.318 

Fresh 

0816000302071300 

25.241 

Fresh 

0816000302070300 

26.327 

Fresh 

0816000102041500 

76.571 

Fresh 



Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Jurassic Sandstone 

0.351 

Non-command 

Jurassic Sandstone 

5.554 

Non-command 

Jurassic Sandstone 

8.288 

Non-command 

Jurassic Sandstone 

21.413 

Non-command 

Jurassic Sandstone 

2.487 

Non-command 

Jurassic Sandstone 

9.360 

Non-command 

Jurassic Sandstone 

18.726 

Non-command 

Jurassic Sandstone 

33.634 

Non-command 

Jurassic Sandstone 

16.683 

Non-command 

Jurassic Sandstone 

13.301 

Non-command 

Jurassic Sandstone 

19.369 

Non-command 

Jurassic Sandstone 

34.131 

Non-command 

Jurassic Sandstone 

54.907 

Non-command 

Jurassic Sandstone 

22.066 

Non-command 

Jurassic Sandstone 

39.491 

Non-command 

Jalore Granite 

1.693 

Non-command 

Jurassic Sandstone 

18.749 

Non-command 

Jurassic Sandstone 

0.503 

Non-command 

Jurassic Sandstone 

29.918 

Non-command 

Jurassic Sandstone 

0.046 

Non-command 

Jurassic Sandstone 

64.279 

Non-command 

Jalore Granite 

0.261 

Non-command 

Jalore Granite 

0.053 

Non-command 

Jurassic Sandstone 

10.127 

Non-command 

Jurassic Sandstone 

22.099 

Non-command 

Jurassic Sandstone 

0.316 

Non-command 

Jalore Granite 

0.306 

Non-command 

Jurassic Sandstone 

7.653 

Non-command 

Jurassic Sandstone 

20.845 

Non-command 

Jurassic Sandstone 

11.534 

Non-command 

Jurassic Sandstone 

60.444 

Non-command 

Jurassic Sandstone 

15.392 

Non-command 

Jurassic Sandstone 

16.325 

Non-command 

Jurassic Sandstone 

9.777 

Non-command 

Jurassic Sandstone 

66.571 

Non-command 

Jurassic Sandstone 

27.658 

Non-command 

Tertiary Sandstone 

8.364 

Non-command 

Jurassic Sandstone 

39.807 

Non-command 

Jurassic Sandstone 

18.206 

Non-command 

Jurassic Sandstone 

56.264 

Non-command 

Jurassic Sandstone 

18.303 

Non-command 

Jurassic Sandstone 

0.564 

Non-command 

Jurassic Sandstone 

21.250 

Non-command 

Jurassic Sandstone 

2.446 

Non-command 

Tertiary Sandstone 

0.495 

Non-command 

Jurassic Sandstone 

54.662 

Non-command 

Jurassic Sandstone 

10.513 

Non-command 

Jurassic Sandstone 

0.363 

Non-command 

Jurassic Sandstone 

15.289 

Non-command 

Jurassic Sandstone 

10.807 

Non-command 

Jurassic Sandstone 

8.982 

Non-command 

Jurassic Sandstone 

61.729 

Non-command 

Jurassic Sandstone 

14.701 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

80,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

300,000 

250,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

130,000 

90,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

120,000 

80,000 

120 

200,000 

150,000 

120 

130,000 

90,000 

120 

100,000 

70,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

130,000 

90,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

180,000 

130,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

180,000 

130,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

120,000 

80,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

100,000 

70,000 
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Micro-watershed 


16006059 



Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 



Kotri 


Mada 


Magra 


Maneri 


Mooliya 


Myajlar 


Peeprli 


Phaleri 


Phuliya 


Pithala 


Satto 


Tejsi 


Aantra 


Aasari 


Antia 


Asari Sindhiyan 


Baiya 


Balasar 


Census Code 

Area 


sq.km 

(3) 

(4) 

0816000102043300 

114.556 



0816000302071100 

105.928 

0816000102041900 

37.852 


0816000302070500 

74.963 

0816000102043200 

287.657 



0816000302071500 

22.382 

0816000302071400 

15.612 

0816000102041800 

80.554 

0816000302070400 

81.586 

0816000302071200 

25.370 

0816000102045100 

48.025 



0816000302066800 

20.854 

0816000302070200 

20.329 

0816000302075300 

67.775 

0816000102043400 

37.405 


0816000302071600 

12.494 

0816000102043100 

433.130 


0817000102082200 

63.545 

0816000102042100 

78.780 

0816000302070600 

85.349 



0816000102041200 

65.321 

Fresh 

0816000302070700 

242.196 

Saline 



0816000302066700 

19.189 

0816000102041300 

56.953 



0816000102041600 

18.066 

0817000102090300 

15.191 

0817000102083100 

11.722 

0816000302071000 

52.256 

0817000102083200 

13.565 

0816000302075400 

77.885 

0817000102089800 

46.177 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


IGNP Canal System 


Non-command 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Jurassic Sandstone 

113.504 

Non-command 

Jurassic Sandstone 

1.052 

Non-command 

Jurassic Sandstone 

37.310 

Non-command 

Jurassic Sandstone 

11.338 

Non-command 

Jurassic Sandstone 

1.696 

Non-command 

Jurassic Sandstone 

72.887 

Command 

Jurassic Sandstone 

56.722 

Non-command 

Jurassic Sandstone 

87.646 

Command 

Jurassic Sandstone 

10.475 

Non-command 

Jurassic Sandstone 

5.133 

Non-command 

Jurassic Sandstone 

56.922 

Non-command 

Jurassic Sandstone 

1.028 

Non-command 

Jurassic Sandstone 

132.989 

Non-command 

Jurassic Sandstone 

3.073 

Non-command 

Jurassic Sandstone 

16.828 

Non-command 

Jurassic Sandstone 

7.324 

Non-command 

Jurassic Sandstone 

3.583 

Non-command 

Jurassic Sandstone 

79.099 

Non-command 

Jurassic Sandstone 

6.643 

Non-command 

Jurassic Sandstone 

26.002 

Non-command 

Jurassic Sandstone 

22.023 

Non-command 

Jurassic Sandstone 

52.058 

Non-command 

Jurassic Sandstone 

74.110 

Non-command 

Jurassic Sandstone 

77.497 

Non-command 

Jurassic Sandstone 

11.100 

Non-command 

Jurassic Sandstone 

3.090 

Non-command 

Jurassic Sandstone 

3.478 

Non-command 

Jurassic Sandstone 

0.005 

Non-command 

Jurassic Sandstone 

34.301 

Non-command 

Jurassic Sandstone 

3.104 

Non-command 

Jurassic Sandstone 

12.494 

Command 

Jurassic Sandstone 

46.854 

Command 

Jurassic Sandstone 

7.487 

Command 

Jurassic Sandstone 

0.014 

Non-command 

Jurassic Sandstone 

0.759 

Command 

Jurassic Sandstone 

21.283 

Non-command 

Jurassic Sandstone 

31.453 

Command 

Jurassic Sandstone 

6.996 

Non-command 

Jurassic Sandstone 

25.617 

Non-command 

Jurassic Sandstone 

3.112 

Command 

Jurassic Sandstone 

70.631 

Non-command 

Jurassic Sandstone 

59.845 

Non-command 

Jurassic Sandstone 

17.208 

Non-command 

Jurassic Sandstone 

5.869 

Non-command 

Jurassic Sandstone 

4.015 

Non-command 

Jurassic Sandstone 

18.066 

Non-command 

Tertiary Sandstone 

15.191 

Non-command 

Jurassic Sandstone 

9.785 

Non-command 

Jurassic Sandstone 

52.256 

Non-command 

Jurassic Sandstone 

8.813 

Non-command 

Jurassic Sandstone 

77.885 

Non-command 

Jalore Granite 

5.244 

Non-command 

Tertiary Sandstone 

4.122 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

100,000 

30,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

300,000 

250,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

200,000 

150,000 

120 

130,000 

90,000 

120 

120,000 

80,000 

120 

200,000 

150,000 

120 

120,000 

80,000 

120 

200,000 

150,000 

120 

90,000 

60,000 

120 

130,000 

90,000 
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Micro-watershed 



Bhanbhara 


Bhanwarisar 


Bikoosi 


Bogniyai 


Deora 


Gajsingh Ka Gaon 


Girab 


Guhra 


Harbha 


Jhanphli Kalan 


Jhanphli Khurd 


Jhijhaniyali 


Jogidas Ka Gaon 


Kalijal 


Kane Ka Gaon 


Kotha 


Kubriya 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


25.338 Fresh Non-command 


Saline Non-command 


46.027 Fresh Non-command 



Basra 

0816000302075200 

15.366 

Fresh 

Beermani 

0816000302076900 

13.835 

Fresh 


Non-command 


Non-command 



0816000302071100 

105.928 

0817000102090700 

6.571 

0817000102082500 

23.114 


0816000302077100 

10.296 

0816000302075100 

95.963 

0816000302075700 

56.532 

0817000102082900 

54.783 

0816000302075600 

14.861 

0816000302074900 

26.617 

0817000102091500 

30.455 

0817000102091600 

3.419 

0816000302075500 

46.898 

0816000302076000 

56.294 

0817000102090500 

29.103 

0817000102090000 

15.597 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


153.580 Fresh Non-command 


Saline Non-command 


30.546 Fresh Non-command 


0816000302075000 

53.428 

0817000102082800 

19.107 




Saline 


47.298 Fresh 


Kundal @ Godhanili 

0817000102082600 

19.397 

Fresh 

Lakha 

0816000302076700 

72.870 

Fresh 

Leekari 

0817000102089900 

8.438 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Magra 

0816000302075300 

67.775 

Fresh 

Manihari 

0817000102096800 

64.275 

Fresh 

Matuon Ki Dhani 

0817000102090400 

7.437 

Fresh 

Mege Ka Gaon 

0817000102091300 

14.417 

Fresh 

Mehron Ki Dhani 

0816000302076400 

35.236 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Neembali 

0816000302076300 

26.067 

Fresh 

Negrada 

0817000102090600 

27.470 

Fresh 

Nohdiyala 

0817000102078300 

68.535 

Saline 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Jurassic Sandstone 

6.233 

Non-command 

Jurassic Sandstone 

13.063 

Non-command 

Tertiary Sandstone 

2.736 

Non-command 

Jalore Granite 

12.822 

Non-command 

Jurassic Sandstone 

1.841 

Non-command 

Tertiary Sandstone 

31.365 

Non-command 

Jurassic Sandstone 

0.601 

Non-command 

Jalore Granite 

2.934 

Non-command 

Jurassic Sandstone 

10.602 

Non-command 

Tertiary Sandstone 

0.000 

Non-command 

Jurassic Sandstone 

26.712 

Non-command 

Tertiary Sandstone 

6.571 

Non-command 

Jurassic Sandstone 

19.227 

Non-command 

Jurassic Sandstone 

3.888 

Non-command 

Tertiary Sandstone 

10.296 

Non-command 

Jurassic Sandstone 

30.261 

Non-command 

Jurassic Sandstone 

56.532 

Non-command 

Jurassic Sandstone 

0.731 

Non-command 

Jurassic Sandstone 

14.861 

Non-command 

Jurassic Sandstone 

5.204 

Non-command 

Tertiary Sandstone 

19.671 

Non-command 

Tertiary Sandstone 

2.416 

Non-command 

Jurassic Sandstone 

45.931 

Non-command 

Jurassic Sandstone 

56.294 

Non-command 

Tertiary Sandstone 

28.886 

Non-command 

Jalore Granite 

0.324 

Non-command 

Tertiary Sandstone 

15.273 

Non-command 

Jurassic Sandstone 

10.098 

Non-command 

Jurassic Sandstone 

17.314 

Non-command 

Jalore Granite 

15.516 

Non-command 

Jurassic Sandstone 

14.460 

Non-command 

Jurassic Sandstone 

13.937 

Non-command 

Jurassic Sandstone 

6.534 

Non-command 

Jurassic Sandstone 

0.195 

Non-command 

Jalore Granite 

2.912 

Non-command 

Jurassic Sandstone 

40.296 

Non-command 

Jurassic Sandstone 

19.397 

Non-command 

Jalore Granite 

6.208 

Non-command 

Jalore Granite 

8.113 

Non-command 

Tertiary Sandstone 

0.325 

Non-command 

Jurassic Sandstone 

37.852 

Non-command 

Tertiary Sandstone 

0.001 

Non-command 

Tertiary Sandstone 

7.437 

Non-command 

Tertiary Sandstone 

0.977 

Non-command 

Jalore Granite 

0.647 

Non-command 

Jurassic Sandstone 

1.481 

Non-command 

Jurassic Sandstone 

6.155 

Non-command 

Tertiary Sandstone 

8.259 

Non-command 

Jalore Granite 

0.120 

Non-command 

Tertiary Sandstone 

9.664 

Non-command 

Jurassic Sandstone 

11.586 

Non-command 

Tertiary Sandstone 

11.239 

Non-command 

Jurassic Sandstone 

22.618 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

80,000 

120 

100,000 

30,000 

120 

120,000 

30,000 

120 

90,000 

60,000 

120 

120,000 

80,000 

120 

130,000 

90,000 

120 

200,000 

150,000 

120 

130,000 

90,000 

120 

200,000 

150,000 

120 

180,000 

130,000 

120 

200,000 

150,000 

120 

130,000 

90,000 

120 

120,000 

80,000 

120 

100,000 

30,000 

120 

180,000 

130,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

120,000 

80,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

130,000 

90,000 

120 

90,000 

60,000 

120 

130,000 

90,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

130,000 

90,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

120,000 

80,000 

120 

100,000 

30,000 

120 

130,000 

90,000 

120 

200,000 

150,000 

120 

120,000 

80,000 

120 

130,000 

90,000 

120 

90,000 

60,000 

120 

130,000 

90,000 

120 

200,000 

150,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

180,000 

130,000 

120 

90,000 

60,000 

120 

130,000 

90,000 

120 

200,000 

150,000 

120 

130,000 

90,000 

120 

100,000 

30,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 


(14) (15) 















































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / Non¬ 
command) 



Pancha 

0816000302074800 

21.135 

Fresh 

Punjraj Ka Par 

0817000102082300 

47.240 

Saline 

Randha 

0816000302076800 

47.241 

Fresh 

Sanjeet 

0816000302077400 

70.781 

Fresh 

Sarswati Nagar 

0817000102089400 

20.823 

Fresh 

Satto 

0816000302070700 

242.196 

Saline 

Shastri Gaon 

0817000102082700 

18.434 

Saline 

Sihdar 

0816000302070900 

41.009 

Fresh 

Sodat 

0816000302075800 

12.434 

Fresh 

Swami Ka Gaon 

0817000102090200 

12.699 

Fresh 

Tejmalta 

0816000302075900 

51.810 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


16006060 


Tejrawa 


Toga 


0816000302070800 



Dhaneli 


Drabha 


Hatar 


Koriya 


Masooriya 


Mithrau Khara 


Modhri 


Myajlar 


Phaleri 


Pochheena 


0816000102042100 


0816000102042800 


74.580 Fresh 


Saline 


71.032 Fresh 


19.070 Fresh 


Saline 


287.657 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 




0816000102041700 

58.509 

0817000102078500 

306.142 

0816000102041800 

80.554 



0816000102042700 

178.806 

0816000102043000 

53.129 



0816000102042000 

32.017 

0816000102042200 

71.254 


0816000102042900 

16.158 

0817000102078000 

133.285 

0816000102043100 

433.130 



220.808 Fresh 


Saline 


78.780 Fresh 


145.547 Fresh 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 



IGNP Canal System Stage I 


Non-command 



Non-command 


Non-command 


IGNP Canal System Stage I 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Tertiary Sandstone 

2.494 

Non-command 

Jurassic Sandstone 

0.290 

Non-command 

Jurassic Sandstone 

4.996 

Non-command 

Jalore Granite 

45.649 

Non-command 

Tertiary Sandstone 

25.752 

Non-command 

Jalore Granite 

5.056 

Non-command 

Jurassic Sandstone 

66.147 

Non-command 

Tertiary Sandstone 

3.625 

Non-command 

Jurassic Sandstone 

41.009 

Non-command 

Jurassic Sandstone 

11.871 

Non-command 

Tertiary Sandstone 

12.699 

Non-command 

Jurassic Sandstone 

45.795 

Non-command 

Tertiary Sandstone 

6.015 

Non-command 

Jurassic Sandstone 

48.509 

Non-command 

Jurassic Sandstone 

26.070 

Non-command 

Jurassic Sandstone 

11.146 

Non-command 

Tertiary Sandstone 

56.946 

Non-command 

Jurassic Sandstone 

0.013 

Non-command 

Jurassic Sandstone 

0.021 

Command 

Jurassic Sandstone 

10.552 

Command 

Younger Alluvium 

0.482 

Non-command 

Jurassic Sandstone 

11.854 

Command 

Jurassic Sandstone 

20.700 

Command 

Younger Alluvium 

7.676 

Non-command 

Jurassic Sandstone 

49.877 

Non-command 

Jurassic Sandstone 

0.559 

Non-command 

Tertiary Sandstone 

2.115 

Non-command 

Jurassic Sandstone 

23.443 

Non-command 

Jurassic Sandstone 

12.416 

Command 

Younger Alluvium 

4.489 

Non-command 

Younger Alluvium 

6.983 

Non-command 

Jurassic Sandstone 

0.022 

Non-command 

Tertiary Sandstone 

6.657 

Non-command 

Younger Alluvium 

39.467 

Non-command 

Jurassic Sandstone 

0.597 

Non-command 

Jurassic Sandstone 

0.264 

Non-command 

Jurassic Sandstone 

0.109 

Non-command 

Younger Alluvium 

16.158 

Non-command 

Tertiary Sandstone 

16.019 

Command 

Jurassic Sandstone 

132.441 

Command 

Younger Alluvium 

12.336 

Non-command 

Jurassic Sandstone 

4.164 

Non-command 

Younger Alluvium 

50.517 

Command 

Jurassic Sandstone 

56.305 

Non-command 

Jurassic Sandstone 

10.252 

Non-command 

Tertiary Sandstone 

2.362 

Non-command 

Younger Alluvium 

23.449 

Non-command 

Tertiary Sandstone 

53.941 

Non-command 

Younger Alluvium 

0.061 

Non-command 

Tertiary Sandstone 

4.916 

Non-command 

Jurassic Sandstone 

2.148 

Command 

Jurassic Sandstone 

1.448 

Command 

Younger Alluvium 

3.264 


with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

120,000 

30,000 

120 

200,000 

150,000 

120 

100,000 

30,000 

120 

130,000 

90,000 

120 

180,000 

130,000 

120 

90,000 

60,000 

120 

100,000 

70,000 

120 

120,000 

30,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

130,000 

90,000 

120 

200,000 

150,000 

120 

180,000 

130,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

200,000 

150,000 

120 

180,000 

130,000 

120 

120,000 

80,000 

120 

100,000 

30,000 

120 

200,000 

150,000 

120 

130,000 

110,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

70,000 

50,000 

120 

100,000 

70,000 

120 

200,000 

150,000 

120 

130,000 

90,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

70,000 

50,000 

120 

120,000 

30,000 

120 

200,000 

150,000 

120 

130,000 

110,000 

120 

200,000 

150,000 

120 

130,000 

110,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

130,000 

90,000 

120 

130,000 

100,000 

120 

120,000 

30,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

130,000 

110,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 











































































































































































































































































































































































































































































































































































Micro-watershed 


16006061 


Village 

Zone 
(Fresh / 
Saline) 

Type of Area (Command / Non¬ 
command) 

Name 


Census Code 

Area 






sq.km 



(2) 

(3) 

(4) 

(5) 

(6) 



Satto 


Sundra 


Aasari 


Acharaniyon Ki Dhani 


Agasari 


Asari Sindhiyan 


Bahia 


Baniyali 


Beejawal 


Bhabhar 


Bhadli 


Chetrori 


Dhagari 


Drabha 


Hafiya 


Hafiya @ Sankhli 


Harsani 


Jeene Ki Basti 


0816000302070700 

242.196 

Saline 

0817000102077700 

93.681 

Fresh 


Non-command 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System Stage I 


Non-command 



0817000102083100 



11.722 Fresh 


Saline 


0817000102083400 

9.043 

0817000102083300 

25.559 



0817000102083200 



Saline 


13.565 Fresh 


Saline 


33.998 Fresh 



Balasar 

0817000102089800 

46.177 

Fresh 

Bandhara 

0817000102082400 

25.338 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0817000102081000 

21.952 

0817000102079300 

88.118 


0817000102082000 

39.792 

0816000302076500 

18.327 

0817000102083800 

62.086 




0817000102078400 


0817000102078500 


19.425 Saline 


306.142 Fresh 


Saline 



IGNP Canal System 


IGNP Canal System 


IGNP Canal System 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


Non-command 


Non-command 



0817000102078700 


23.667 Fresh 


Saline 


29.062 Fresh 



0817000102086400 

61.089 

0817000102081600 

49.386 



Jhankali 


0817000102086800 


19.642 Fresh 


IGNP Canal System 


IGNP Canal System 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Younger Alluvium 

3.679 

Command 

Jurassic Sandstone 

17.177 

Command 

Younger Alluvium 

9.164 

Non-command 

Younger Alluvium 

4.075 

Command 

Jurassic Sandstone 

1.428 

Non-command 

Tertiary Sandstone 

5.432 

Non-command 

Younger Alluvium 

26.156 

Non-command 

Tertiary Sandstone 

29.067 

Non-command 

Younger Alluvium 

30.921 

Non-command 

Jurassic Sandstone 

1.270 

Non-command 

Jurassic Sandstone 

0.667 

Non-command 

Jurassic Sandstone 

9.043 

Non-command 

Jurassic Sandstone 

0.216 

Non-command 

Jurassic Sandstone 

25.343 

Non-command 

Jurassic Sandstone 

3.136 

Non-command 

Jurassic Sandstone 

1.615 

Non-command 

Jurassic Sandstone 

23.249 

Non-command 

Jurassic Sandstone 

4.990 

Non-command 

Tertiary Sandstone 

5.759 

Non-command 

Jalore Granite 

0.032 

Non-command 

Jurassic Sandstone 

0.255 

Non-command 

Tertiary Sandstone 

3.051 

Command 

Tertiary Sandstone 

3.131 

Command 

Tertiary Sandstone 

3.695 

Command 

Tertiary Sandstone 

76.747 

Non-command 

Tertiary Sandstone 

24.333 

Non-command 

Jalore Granite 

0.817 

Non-command 

Jurassic Sandstone 

3.584 

Non-command 

Jalore Granite 

0.850 

Non-command 

Jurassic Sandstone 

57.651 

Non-command 

Tertiary Sandstone 

1.311 

Non-command 

Tertiary Sandstone 

9.456 

Command 

Tertiary Sandstone 

74.006 

Non-command 

Tertiary Sandstone 

35.588 

Non-command 

Jurassic Sandstone 

48.522 

Non-command 

Tertiary Sandstone 

0.263 

Non-command 

Jurassic Sandstone 

4.104 

Non-command 

Tertiary Sandstone 

1.163 

Command 

Jurassic Sandstone 

0.087 

Command 

Tertiary Sandstone 

2.715 

Non-command 

Jurassic Sandstone 

6.247 

Non-command 

Tertiary Sandstone 

0.044 

Command 

Tertiary Sandstone 

0.004 

Command 

Tertiary Sandstone 

12.520 

Non-command 

Jurassic Sandstone 

8.317 

Non-command 

Tertiary Sandstone 

8.762 

Non-command 

Tertiary Sandstone 

11.983 

Non-command 

Jurassic Sandstone 

31.228 

Non-command 

Jurassic Sandstone 

0.584 

Command 

Tertiary Sandstone 

2.773 

Non-command 

Jurassic Sandstone 

0.394 

Non-command 

Tertiary Sandstone 

45.635 

Non-command 

Jalore Granite 

0.000 



with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

130,000 

110,000 

120 

100,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

100,000 

70,000 

120 

130,000 

90,000 

120 

130,000 

100,000 

120 

120,000 

30,000 

120 

30,000 

30,000 

120 

120,000 

80,000 

120 

100,000 

30,000 

120 

100,000 

30,000 

120 

120,000 

80,000 

120 

100,000 

30,000 

120 

120,000 

80,000 

120 

100,000 

30,000 

120 

120,000 

80,000 

120 

100,000 

30,000 

120 

120,000 

30,000 

120 

90,000 

60,000 

120 

100,000 

30,000 

120 

120,000 

30,000 

120 

120,000 

30,000 

120 

130,000 

90,000 

120 

120,000 

30,000 

120 

120,000 

30,000 

120 

130,000 

90,000 

120 

120,000 

80,000 

120 

30,000 

30,000 

120 

100,000 

30,000 

120 

120,000 

30,000 

120 

130,000 

90,000 

120 

120,000 

30,000 

120 

120,000 

30,000 

120 

120,000 

80,000 

120 

130,000 

90,000 

120 

100,000 

30,000 

120 

120,000 

30,000 

120 

100,000 

30,000 

120 

120,000 

30,000 

120 

100,000 

30,000 

120 

120,000 

30,000 

120 

130,000 

90,000 

120 

120,000 

30,000 

120 

120,000 

80,000 

120 

130,000 

90,000 

120 

120,000 

30,000 

120 

100,000 

30,000 

120 

120,000 

80,000 

120 

120,000 

30,000 

120 

100,000 

30,000 

120 

120,000 

30,000 

120 

90,000 

60,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 


































































































































































































































































































































































































































































































































































Micro-watershed 



Jhijhaniyali 


Judiya 


Kohra 


Kubriya 


Kunda 


Lakha 


Lambara 


Magra 


Matharani Sound 


Mehron Ki Dhani 


Moti Ki Beri 


Mungeriya 


Neembali 


Nopat 


Randha 


Ratreri Kalan 


Ratreri Khurd 


Rawatsar 


Rohidaala 


Rohiri 


Sadhon Ki Basti 


0816000302076100 


0817000102082800 


0816000302076200 


0816000302076700 


0817000102084200 


0816000302076400 


0817000102078800 


0817000102089300 


0816000302076300 


0817000102079700 


0817000102084400 


0817000102079100 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


0816000302075500 

46.898 

0817000102086600 

16.463 



30.546 


19.107 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


Non-command 


Non-command 


Non-command 


Non-command 




0817000102086100 

45.674 

0817000102081100 

10.210 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 






Peethakar 

0817000102079800 

28.379 

Fresh 

Phangali 

0817000102079200 

32.066 

Fresh 



0816000302076800 

47.241 

0817000102081900 

26.018 

0817000102081700 

66.425 




0817000102078900 

171.353 

0817000102083500 

39.841 



Sagoraliya 


0817000102079000 


IGNP Canal System 


Non-command 


IGNP Canal System 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


Non-command 


Non-command 


IGNP Canal System 


Non-command 


IGNP Canal System 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


IGNP Canal System 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Jalore Granite 

8.435 

Non-command 

Jurassic Sandstone 

0.967 

Non-command 

Jalore Granite 

5.561 

Non-command 

Jurassic Sandstone 

0.013 

Non-command 

Jalore Granite 

0.000 

Non-command 

Jurassic Sandstone 

0.000 

Non-command 

Jalore Granite 

5.730 

Non-command 

Jurassic Sandstone 

13.169 

Command 

Tertiary Sandstone 

31.918 

Non-command 

Tertiary Sandstone 

9.950 

Non-command 

Jalore Granite 

0.564 

Non-command 

Jurassic Sandstone 

11.331 

Non-command 

Jurassic Sandstone 

0.829 

Non-command 

Tertiary Sandstone 

0.218 

Non-command 

Jalore Granite 

0.446 

Non-command 

Jurassic Sandstone 

3.644 

Non-command 

Jalore Granite 

55.907 

Non-command 

Jalore Granite 

1.311 

Non-command 

Jurassic Sandstone 

5.173 

Non-command 

Jurassic Sandstone 

2.034 

Non-command 

Jurassic Sandstone 

2.138 

Non-command 

Jurassic Sandstone 

8.963 

Non-command 

Tertiary Sandstone 

1.247 

Non-command 

Jalore Granite 

32.289 

Non-command 

Jurassic Sandstone 

0.814 

Command 

Tertiary Sandstone 

0.655 

Non-command 

Tertiary Sandstone 

37.366 

Command 

Tertiary Sandstone 

3.399 

Non-command 

Tertiary Sandstone 

15.043 

Non-command 

Jalore Granite 

0.063 

Non-command 

Jalore Granite 

0.639 

Non-command 

Jalore Granite 

1.054 

Non-command 

Jurassic Sandstone 

13.428 

Command 

Tertiary Sandstone 

2.810 

Non-command 

Tertiary Sandstone 

7.564 

Non-command 

Tertiary Sandstone 

0.122 

Command 

Tertiary Sandstone 

7.671 

Non-command 

Tertiary Sandstone 

23.650 

Command 

Tertiary Sandstone 

0.746 

Non-command 

Jalore Granite 

1.542 

Non-command 

Tertiary Sandstone 

26.018 

Non-command 

Jurassic Sandstone 

60.485 

Non-command 

Jurassic Sandstone 

5.941 

Non-command 

Jurassic Sandstone 

3.115 

Non-command 

Jurassic Sandstone 

1.570 

Command 

Tertiary Sandstone 

0.187 

Command 

Tertiary Sandstone 

0.041 

Non-command 

Tertiary Sandstone 

104.817 

Non-command 

Jurassic Sandstone 

9.072 

Non-command 

Tertiary Sandstone 

2.855 

Non-command 

Jurassic Sandstone 

0.058 

Non-command 

Tertiary Sandstone 

27.855 

Command 

Tertiary Sandstone 

0.085 



with 

Pumpset 


(9) (10) 


1 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

30,000 

30,000 

120 

200,000 

150,000 

120 

30,000 

30,000 

120 

100,000 

30,000 

120 

90,000 

60,000 

120 

120,000 

80,000 

120 

30,000 

30,000 

120 

100,000 

30,000 

120 

120,000 

30,000 

120 

120,000 

30,000 

120 

130,000 

90,000 

120 

120,000 

80,000 

120 

100,000 

30,000 

120 

120,000 

30,000 

120 

130,000 

90,000 

120 

200,000 

150,000 

120 

130,000 

90,000 

120 

100,000 

70,000 

120 

120,000 

80,000 

120 

100,000 

30,000 

120 

100,000 

30,000 

120 

100,000 

30,000 

120 

120,000 

30,000 

120 

130,000 

90,000 

120 

200,000 

150,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

120,000 

30,000 

120 

120,000 

30,000 

120 

90,000 

60,000 

120 

30,000 

30,000 

120 

130,000 

90,000 

120 

200,000 

150,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

120,000 

30,000 

120 

130,000 

90,000 

120 

120,000 

30,000 

120 

120,000 

80,000 

120 

100,000 

30,000 

120 

120,000 

80,000 

120 

100,000 

30,000 

120 

130,000 

90,000 

120 

120,000 

30,000 

120 

130,000 

90,000 

120 

120,000 

80,000 

120 

130,000 

90,000 

120 

100,000 

30,000 

120 

120,000 

30,000 

120 

130,000 

90,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 






































































































































































































































































































































































































































































































































































Micro-watershed 



16006062 


Samand Kapar 


Sargila 


39.565 Fresh 


Saline 


0817000102078600 

20.515 

0817000102084000 

10.640 



Sarswati Nagar 

0817000102089400 

20.823 

Fresh 

Shadad Ka Par Khurd 

0817000102077900 

31.042 

Saline 



Shameer Ka Par 

0817000102081300 

2.731 

Saline 

Shastri Gaon 

0817000102082700 

18.434 

Saline 

Solankiyon Ki Bastti 

0817000102086500 

28.822 

Saline 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


( 6 ) 


IGNP Canal System 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


IGNP Canal System 


Non-command 


Non-command 


IGNP Canal System 


Non-command 


IGNP Canal System 


Non-command 


Non-command 




0817000102086300 

20.480 

0817000102083700 

13.973 



Saline 


19.070 Fresh 



Abhe Ka Par 

0817000702236800 

10.842 

Ajbani 

0817000702226800 

40.938 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Ajbe Ka Par 

0817000702236700 

1.159 

Saline 

Alarakh Ka Par 

0817000702235700 

1.992 

Saline 

Babuguleriya 

0817000702227500 

23.979 

Saline 

Balewa 

0817000102087800 

47.872 

Saline 

Baloo Ka Par 

0817000702235300 

1.149 

Saline 

Bane Ki Basti 

0817000702237600 

18.541 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bangli 

0817000702236000 

12.413 

Saline 

Banwa 

0817000702227800 

11.810 

Saline 

Bhachbhar 

0817000702230400 

42.261 

Saline 

Bhanpura 

0817000702230900 

7.234 

Saline 

Bheelon Ka Par 

0817000702235600 

10.493 

Saline 

Bindu Sinhani 

0817000702237300 

6.130 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Bukri 

0817000702238100 

7.335 

Saline 

Chandaniyon Ka Par 

0817000702237400 

8.356 

Saline 


Non-command 



Charwa @ Jharwa 

0817000702236400 

13.810 

Saline 

Charwa Takhata Bad 

0817000702235900 

10.245 

Saline 

Daweka Par 

0817000702235000 

11.531 

Saline 

Deoron Ki Basti 

0817000102088000 

48.293 

Saline 

Detani 

0817000102085500 

32.020 

Saline 

Devi Pura 

0817000102088200 

8.772 

Saline 

Dewaniyon Ka Par 

0817000702236500 

3.150 

Saline 

Gagriya 

0817000702235100 

7.524 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Tertiary Sandstone 

36.865 

Non-command 

Tertiary Sandstone 

0.083 

Non-command 

Jurassic Sandstone 

20.352 

Non-command 

Jurassic Sandstone 

17.394 

Command 

Tertiary Sandstone 

20.016 

Command 

Tertiary Sandstone 

9.693 

Non-command 

Jurassic Sandstone 

0.049 

Non-command 

Tertiary Sandstone 

0.887 

Non-command 

Jalore Granite 

1.718 

Command 

Tertiary Sandstone 

5.929 

Non-command 

Tertiary Sandstone 

6.483 

Command 

Tertiary Sandstone 

0.999 

Non-command 

Tertiary Sandstone 

12.741 

Non-command 

Jalore Granite 

3.505 

Non-command 

Jurassic Sandstone 

13.370 

Non-command 

Jurassic Sandstone 

14.558 

Non-command 

Jurassic Sandstone 

7.715 

Non-command 

Jurassic Sandstone 

6.258 

Non-command 

Jurassic Sandstone 

0.020 

Non-command 

Jurassic Sandstone 

19.016 

Non-command 

Rhyolite 

10.842 

Non-command 

Jurassic Sandstone 

1.792 

Non-command 

Rhyolite 

15.609 

Non-command 

Rhyolite 

1.159 

Non-command 

Rhyolite 

1.992 

Non-command 

Rhyolite 

19.833 

Non-command 

Jalore Granite 

5.426 

Non-command 

Rhyolite 

1.149 

Non-command 

Older Alluvium 

12.578 

Non-command 

Rhyolite 

0.099 

Non-command 

Rhyolite 

12.413 

Non-command 

Rhyolite 

0.249 

Non-command 

Rhyolite 

8.600 

Non-command 

Rhyolite 

7.234 

Non-command 

Rhyolite 

10.493 

Non-command 

Older Alluvium 

4.644 

Non-command 

Rhyolite 

1.487 

Non-command 

Jurassic Sandstone 

10.448 

Non-command 

Older Alluvium 

0.004 

Non-command 

Rhyolite 

16.701 

Non-command 

Rhyolite 

0.104 

Non-command 

Older Alluvium 

8.299 

Non-command 

Rhyolite 

0.057 

Non-command 

Jalore Granite 

1.057 

Non-command 

Rhyolite 

11.122 

Non-command 

Rhyolite 

13.810 

Non-command 

Rhyolite 

10.245 

Non-command 

Rhyolite 

11.531 

Non-command 

Jalore Granite 

4.172 

Non-command 

Rhyolite 

0.258 

Non-command 

Rhyolite 

0.031 

Non-command 

Rhyolite 

3.150 

Non-command 

Rhyolite 

7.524 



with 

Pumpset 


(9) (10) 


3 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

30,000 

120 

120,000 

30,000 

120 

120,000 

80,000 

120 

100,000 

30,000 

120 

120,000 

30,000 

120 

120,000 

30,000 

120 

100,000 

30,000 

120 

120,000 

30,000 

120 

90,000 

60,000 

120 

120,000 

30,000 

120 

120,000 

30,000 

120 

120,000 

30,000 

120 

120,000 

30,000 

120 

30,000 

30,000 

120 

100,000 

30,000 

120 

100,000 

30,000 

120 

120,000 

80,000 

120 

100,000 

30,000 

120 

120,000 

80,000 

120 

100,000 

30,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

20,000 

20,000 












































































































































































































































































































































































































































































































































































































Micro-watershed 



Ganganiyon Ka Par 


Hindiya 


Jaitaniyon Ka Par 


Jaleela 


Jheloon 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


0817000702237100 


0817000702234500 


0817000702235400 


0817000702234900 


0817000702226700 


( 5 ) 


4.947 Saline 


22.761 Saline 


2.535 Saline 


4.347 Saline 


22.473 Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Kantal Ka Par 

0817000702227200 

7.325 

Saline 

Kantaliya Ka Par 

0817000702227400 

8.246 

Saline 

Kharchi 

0817000702227900 

8.149 

Saline 

Khariya Kalan 

0817000702230800 

6.719 

Saline 

Khariya Kita 

0817000702234200 

9.935 

Saline 

Ladhe Ka Par 

0817000702238300 

11.132 

Saline 

Lakriyali 

0817000702237800 

8.129 

Saline 

Lasuwa 

0817000702231000 

7.287 

Saline 

Mahinaniyon Ki Basti 

0817000702234800 

5.495 

Saline 

Manakki Dhani 

0817000702234600 

11.624 

Saline 

Mandroop Ka Par 

0817000702235800 

4.908 

Saline 

Mandroop Ka Tala 

0817000702238900 

4.994 

Saline 

Manjholi 

0817000102087900 

14.710 

Saline 


Moseri 

0817000102087600 

17.811 

Saline 

Naisiyae 

0817000702227000 

7.596 

Saline 

Neelsar 

0817000702235500 

7.074 

Saline 

Neemblee 

0817000102088300 

45.032 

Saline 



Paboosariya 

0817000702227600 

46.724 

Saline 

Padhariya 

0817000702237500 

3.666 

Saline 


Pandhikapar 

0817000702234300 

4.089 

Saline 

Peere Ka Par 

0817000702236300 

15.211 

Fresh 



Purpuriya 

0817000702237000 

2.178 

Saline 

Ramdeo Ka Mandir 

0817000702233700 

12.150 

Saline 


Ramsar 

0817000702230700 

41.138 

Saline 

Ramsaragor 

0817000702230600 

7.303 

Saline 

Ranasar 

0817000102085600 

43.743 

Saline 

Rawat Ka Tala 

0817000702234400 

2.373 

Saline 

Sabu Ka Par 

0817000702238000 

3.481 

Saline 

Sangrani 

0817000702226900 

22.213 

Saline 

Setrau 

0817000702233600 

34.750 

Saline 


Shere Ka Tala 

0817000702234000 

4.125 

Saline 

Siyai 

0817000702227300 

6.657 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



ine Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Rhyolite 

4.947 

Non-command 

Rhyolite 

0.051 

Non-command 

Rhyolite 

2.535 

Non-command 

Rhyolite 

4.339 

Non-command 

Jurassic Sandstone 

7.008 

Non-command 

Rhyolite 

0.382 

Non-command 

Jurassic Sandstone 

1.302 

Non-command 

Older Alluvium 

0.058 

Non-command 

Jurassic Sandstone 

4.717 

Non-command 

Older Alluvium 

7.492 

Non-command 

Rhyolite 

1.578 

Non-command 

Rhyolite 

3.879 

Non-command 

Rhyolite 

8.246 

Non-command 

Rhyolite 

0.168 

Non-command 

Rhyolite 

6.719 

Non-command 

Rhyolite 

9.935 

Non-command 

Older Alluvium 

0.764 

Non-command 

Older Alluvium 

8.129 

Non-command 

Rhyolite 

7.176 

Non-command 

Rhyolite 

5.495 

Non-command 

Rhyolite 

5.163 

Non-command 

Rhyolite 

4.908 

Non-command 

Rhyolite 

0.012 

Non-command 

Jalore Granite 

8.249 

Non-command 

Rhyolite 

6.461 

Non-command 

Rhyolite 

0.158 

Non-command 

Rhyolite 

6.473 

Non-command 

Rhyolite 

7.074 

Non-command 

Jalore Granite 

4.881 

Non-command 

Rhyolite 

18.991 

Non-command 

Older Alluvium 

0.037 

Non-command 

Rhyolite 

5.462 

Non-command 

Rhyolite 

39.173 

Non-command 

Older Alluvium 

1.130 

Non-command 

Rhyolite 

2.488 

Non-command 

Rhyolite 

4.089 

Non-command 

Jurassic Sandstone 

0.032 

Non-command 

Older Alluvium 

0.396 

Non-command 

Older Alluvium 

9.333 

Non-command 

Rhyolite 

5.449 

Non-command 

Rhyolite 

2.133 

Non-command 

Older Alluvium 

4.534 

Non-command 

Rhyolite 

2.684 

Non-command 

Rhyolite 

41.000 

Non-command 

Rhyolite 

3.423 

Non-command 

Rhyolite 

0.064 

Non-command 

Rhyolite 

2.050 

Non-command 

Rhyolite 

1.457 

Non-command 

Rhyolite 

22.213 

Non-command 

Older Alluvium 

9.568 

Non-command 

Rhyolite 

6.832 

Non-command 

Rhyolite 

0.066 

Non-command 

Rhyolite 

4.214 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

20,000 

20,000 



Wells with 
Pumpset 


MCM 



0.002 0.004 


0.005 0.005 


0.005 0.005 


0.005 0.005 


0.007 

0.011 

0.002 

0.002 













































































































































































































































































































































































































































































































































































































Micro-watershed 


16006063 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Sodhai 

0817000702236600 

4.735 

Saline 

Sujawal Ka Par 

0817000702235200 

10.428 

Saline 

Surali 

0817000702234700 

11.803 

Saline 

Talab Ka Par 

0817000702237700 

17.913 

Saline 

Tamliyar 

0817000702231100 

60.197 

Saline 

Ubhreka Par 

0817000702236900 

12.884 

Saline 

Viradka Par 

0817000702237200 

2.361 

Saline 

Virmiyar 

0817000702227100 

14.970 

Saline 

Alam Ka Gaon 

0816000102020600 

59.018 

Saline 

Asoo Ka Tala 

0816000102016800 

298.393 

Saline 

Bandha 

0816000102016700 

367.650 

Saline 


Drablapar 


Ekalpar 


Gamnewala 


Hada 


Hansoowala 


Hema 


Kolootala 


Mokla 


Netsi 


Raghwa 


Type of Area (Command / Non¬ 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 


IGNP Canal System Stage I 



0816000102016600 



41.713 Fresh 


Saline 


96.584 Fresh 


Saline 


IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 


0816000102016000 

50.198 

Saline 

0816000102015500 

26.480 

Saline 

0816000102016300 

159.505 

Saline 

0816000102021300 

66.250 

Fresh 



Non-command 


Non-command 



0816000102016400 


Saline Non-command 


241.390 Saline IGNP Canal System Stage I 



0816000102021700 


0816000102015900 


Non-command 


144.231 Fresh Non-command 


281.369 Fresh Non-command 


Saline IGNP Canal System Stage I 



0816000102015700 


Non-command 


253.996 Saline IGNP Canal System Stage I 



Saline IGNP Canal System Stage I 



Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Rhyolite 

4.735 

Non-command 

Rhyolite 

10.428 

Non-command 

Rhyolite 

6.817 

Non-command 

Older Alluvium 

10.715 

Non-command 

Rhyolite 

8.717 

Non-command 

Rhyolite 

3.227 

Non-command 

Rhyolite 

2.361 

Non-command 

Rhyolite 

0.001 

Non-command 

Tertiary Sandstone 

15.251 

Command 

Younger Alluvium 

11.040 

Command 

Tertiary Sandstone 

20.670 

Command 

Younger Alluvium 

24.097 

Command 

Tertiary Sandstone 

0.169 

Non-command 

Tertiary Sandstone 

132.294 

Non-command 

Tertiary Sandstone 

0.467 

Non-command 

Tertiary Sandstone 

41.246 

Non-command 

Tertiary Sandstone 

6.996 

Command 

Tertiary Sandstone 

5.895 

Command 

Younger Alluvium 

1.806 

Non-command 

Tertiary Sandstone 

81.887 

Command 

Younger Alluvium 

1.610 

Non-command 

Tertiary Sandstone 

2.860 

Command 

Younger Alluvium 

0.255 

Non-command 

Jurassic Sandstone 

27.513 

Non-command 

Tertiary Sandstone 

27.534 

Non-command 

Jurassic Sandstone 

21.946 

Non-command 

Tertiary Sandstone 

6.918 

Non-command 

Jurassic Sandstone 

8.217 

Non-command 

Tertiary Sandstone 

34.247 

Non-command 

Jurassic Sandstone 

0.982 

Non-command 

Tertiary Sandstone 

0.028 

Non-command 

Jurassic Sandstone 

0.382 

Non-command 

Tertiary Sandstone 

37.053 

Non-command 

Jurassic Sandstone 

5.022 

Non-command 

Tertiary Sandstone 

7.817 

Non-command 

Tertiary Sandstone 

7.257 

Command 

Tertiary Sandstone 

7.355 

Command 

Younger Alluvium 

192.689 

Non-command 

Tertiary Sandstone 

1.685 

Non-command 

Jurassic Sandstone 

0.141 

Non-command 

Tertiary Sandstone 

47.458 

Command 

Tertiary Sandstone 

31.009 

Command 

Younger Alluvium 

100.479 

Non-command 

Tertiary Sandstone 

52.518 

Command 

Tertiary Sandstone 

118.039 

Command 

Younger Alluvium 

29.305 

Non-command 

Tertiary Sandstone 

50.717 

Non-command 

Younger Alluvium 

0.305 

Non-command 

Jurassic Sandstone 

17.377 

Non-command 

Tertiary Sandstone 

33.551 

Command 

Tertiary Sandstone 

194.176 

Command 

Younger Alluvium 

3.737 

Non-command 

Tertiary Sandstone 

97.754 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

180,000 

130,000 

120 

90,000 

70,000 

120 

180,000 

130,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

200,000 

150,000 

120 

180,000 

130,000 

120 

200,000 

150,000 

120 

180,000 

130,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

200,000 

150,000 

120 

180,000 

130,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

200,000 

150,000 

120 

180,000 

130,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

300,000 

250,000 

120 

180,000 

130,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

200,000 

150,000 

120 

180,000 

130,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

70,000 



































































































































































































































































































































































































































































































































Micro-watershed 


16006064 


16006065 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Serawa 

0816000102021400 

52.717 

Fresh 

Seuwa 

0816000102015600 

228.853 

Saline 


Type of Area (Command / 
command) 


Bandha 


Geraja 


Harnau 


Kula Tala 


Meerwala 


Siyambar 


Suwar 


Asooda 


Bachhiya Chhor 


Badhwa 


Bagnau 


Bichhiya 


Buranwali 


Dorau 


Ganeshiya 


Ganeshiya Kot 


Ghotadoo 


Non-command 


IGNP Canal System Stage 



Sonoo 

0816000102021600 

38.656 

Fresh 

Adkiya 

0816000102019700 

49.125 

Saline 

Alam Ka Gaon 

0816000102020600 

59.018 

Saline 

Asoo Ka Tala 

0816000102016800 

298.393 

Saline 


0816000102016700 


367.650 Saline 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage 


Non-command 


IGNP Canal System Stage 



0816000102019900 


0816000102033600 


107.796 Saline 


85.728 Fresh 


Saline 


0816000102028800 

35.072 

0816000102020100 

171.593 


148.896 Fresh 


152.896 Saline 



31.598 Fresh 


Saline 


Fresh 


Saline 


230.326 Saline 


0816000102020500 

142.182 

0816000102028400 

105.045 



0816000102030400 

28.083 

0816000102018000 

43.592 

0816000102029400 

41.496 

0816000102031200 

24.703 

0816000102030600 

21.075 

0816000102030700 

15.349 

0816000102018600 

32.537 

0816000102019100 

24.010 

0816000102017100 

366.584 

0816000102014000 

658.512 


Non-command 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


IGNP Canal System : 


Non-command 


IGNP Canal System : 


Non-command 


Non-command 


IGNP Canal System : 


IGNP Canal System : 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 


Hydrogeological 

Formation 


Number 
of Tube 
Wells 


Average Yield 


Potential 

Zone 

(PZn) 

Area 


Number 
of Wells 
with 

Pumpset 


Number of 
Operational 
Days 








Tube 

Wells 

Wells with 
Pumpset 

sq.km 

Ipd 

Ipd 

(6) 

(7) 

(8) 

(9) 

(10) 

(IV 

(12) 

(13) 

Non-command 

Jurassic Sandstone 

20.514 

- 

- 

120 

200,000 

150,000 

Command 

Tertiary Sandstone 

47.779 

- 

- 

120 

90,000 

70,000 

Command 

Younger Alluvium 

19.849 

- 

- 

120 

70,000 

50,000 

Non-command 

Tertiary Sandstone 

53.685 

- 

- 

120 

90,000 

70,000 

Non-command 

Younger Alluvium 

6.744 

- 

- 

120 

70,000 

50,000 

Non-command 

Jurassic Sandstone 

14.170 

1 

- 

120 

200,000 

150,000 

Non-command 

Younger Alluvium 

12.027 

- 

- 

120 

70,000 

50,000 

Non-command 

Tertiary Sandstone 

3.942 

- 

- 

120 

90,000 

70,000 

Command 

Younger Alluvium 

155.761 

- 

- 

120 

70,000 

50,000 

Non-command 

Younger Alluvium 

3.109 

- 

- 

120 

70,000 

50,000 

Command 

Tertiary Sandstone 

16.665 

- 

- 

120 

90,000 

70,000 

Command 

Younger Alluvium 

16.041 

- 

- 

120 

70,000 

50,000 

Command 

Tertiary Sandstone 

56.921 

- 

- 

120 

90,000 

70,000 

Command 

Younger Alluvium 

0.116 

- 

- 

120 

70,000 

50,000 

Non-command 

Tertiary Sandstone 

35.146 

- 

- 

120 

90,000 

70,000 

Command 

Younger Alluvium 

14.571 

- 

- 

120 

70,000 

50,000 

Non-command 

Younger Alluvium 

58.394 

- 

- 

120 

70,000 

50,000 

Command 

Younger Alluvium 

0.597 

- 

- 

120 

130,000 

110,000 

Command 

Younger Alluvium 

1.386 

- 

- 

120 

70,000 

50,000 

Non-command 

Younger Alluvium 

2.289 

- 

- 

120 

70,000 

50,000 

Command 

Younger Alluvium 

22.684 

- 

- 

120 

130,000 

110,000 

Command 

Younger Alluvium 

3.174 

- 

- 

120 

130,000 

110,000 

Command 

Younger Alluvium 

72.103 

- 

- 

120 

70,000 

50,000 

Command 

Tertiary Sandstone 

0.140 

- 

- 

120 

90,000 

70,000 

Command 

Younger Alluvium 

14.316 

- 

- 

120 

70,000 

50,000 

Command 

Younger Alluvium 

2.021 

- 

- 

120 

130,000 

110,000 

Command 

Younger Alluvium 

26.641 

- 

- 

120 

130,000 

110,000 

Command 

Younger Alluvium 

25.823 

- 

- 

120 

70,000 

50,000 

Command 

Younger Alluvium 

4.791 

- 

- 

120 

70,000 

50,000 

Command 

Younger Alluvium 

21.588 

- 

- 

120 

70,000 

50,000 

Command 

Younger Alluvium 

0.499 

- 

- 

120 

70,000 

50,000 

Non-command 

Younger Alluvium 

97.167 

- 

- 

120 

70,000 

50,000 

Command 

Younger Alluvium 

14.941 

- 

- 

120 

130,000 

110,000 

Command 

Younger Alluvium 

12.248 

- 

- 

120 

70,000 

50,000 

Command 

Younger Alluvium 

2.435 

- 

- 

120 

130,000 

110,000 

Command 

Younger Alluvium 

10.682 

- 

- 

120 

70,000 

50,000 

Command 

Younger Alluvium 

30.530 

- 

- 

120 

70,000 

50,000 

Non-command 

Younger Alluvium 

11.942 

- 

- 

120 

70,000 

50,000 

Command 

Younger Alluvium 

2.055 

- 

- 

120 

70,000 

50,000 

Non-command 

Younger Alluvium 

17.411 

- 

- 

120 

70,000 

50,000 

Non-command 

Tertiary Sandstone 

0.206 

- 

- 

120 

90,000 

70,000 

Command 

Younger Alluvium 

9.514 

- 

- 

120 

130,000 

110,000 

Command 

Younger Alluvium 

3.947 

- 

- 

120 

70,000 

50,000 

Non-command 

Younger Alluvium 

28.083 

- 

- 

120 

130,000 

110,000 

Non-command 

Younger Alluvium 

0.013 

- 

- 

120 

70,000 

50,000 

Non-command 

Younger Alluvium 

27.466 

- 

- 

120 

130,000 

110,000 

Non-command 

Younger Alluvium 

0.024 

- 

- 

120 

130,000 

110,000 

Non-command 

Younger Alluvium 

17.426 

- 

- 

120 

130,000 

110,000 

Non-command 

Younger Alluvium 

2.028 

- 

- 

120 

130,000 

110,000 

Non-command 

Younger Alluvium 

30.899 

- 

- 

120 

130,000 

110,000 

Non-command 

Younger Alluvium 

7.351 

- 

- 

120 

130,000 

110,000 

Non-command 

Younger Alluvium 

251.062 

- 

- 

120 

70,000 

50,000 

Non-command 

Younger Alluvium 

31.552 

- 

- 

120 

70,000 

50,000 


























































































































































































































































































































































































































































































































































Micro-watershed 


16006066 




Khariya (Bhaikhan) 


Khuifatoojanwali@Khadoojanwali 


Kundhau 


Lalewali 


Langtala 


Liloi 


Lohar 


Meethatala 


Mehna 


Mithrau Sachenewala 


Momdau 


Muradenwala 


Ratrau 


Shekhar 


Tharoi 


Changaniyon Ki Basti 


Chhatrel 


Doojasar 


Ganga 


Habur 


Hameeron Ki Basti 


Hema 


Kanoi 


Keshoovon Ki Basti 


Kodariya Ka Gaon 


Kuchhri 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Census Code 

Area 


sq.km 

(3) 

(4) 

0816000102029700 

37.418 

0816000102030200 

32.116 

0816000102018500 

83.263 



0816000102029300 

35.692 

0816000102030000 

49.224 

0816000102030800 

20.361 

0816000102030900 

15.793 

0816000102017200 

131.211 

0816000102018400 

62.213 


0816000102030300 

45.426 

0816000102018700 

26.174 


0816000102029600 

60.200 

0816000102019000 

8.221 

0816000102018100 

31.253 


0816000102029500 

11.545 

0816000102018200 

263.417 



0816000102029800 

38.496 

0816000102030500 

14.655 

0816000102028200 

63.182 

0816000102027000 

107.762 

0816000102027100 

27.023 

0816000102035300 

57.732 

0816000102021200 

125.741 


0816000102028100 

85.548 

0816000102021300 

66.250 

0816000102027700 

93.604 

0816000102027300 

41.607 



0816000102020700 

23.421 

0816000102021100 

167.484 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Mangliyawas 

0816000102020400 

67.264 

Saline 

Matwon Ki Basti 

0816000102035200 

24.993 

Saline 


Non-command 


Non-command 



Neemba 


Rahoon Ka Par 


0816000102035400 

52.827 

0816000102034800 

221.428 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Younger Alluvium 

37.418 

Non-command 

Younger Alluvium 

11.967 

Non-command 

Younger Alluvium 

37.006 

Non-command 

Younger Alluvium 

7.494 

Non-command 

Younger Alluvium 

0.420 

Non-command 

Younger Alluvium 

11.478 

Non-command 

Younger Alluvium 

18.228 

Non-command 

Younger Alluvium 

2.067 

Non-command 

Younger Alluvium 

78.985 

Non-command 

Younger Alluvium 

8.782 

Non-command 

Younger Alluvium 

28.523 

Non-command 

Younger Alluvium 

38.110 

Non-command 

Younger Alluvium 

15.583 

Non-command 

Younger Alluvium 

2.333 

Non-command 

Younger Alluvium 

59.898 

Non-command 

Younger Alluvium 

0.326 

Non-command 

Younger Alluvium 

5.178 

Non-command 

Younger Alluvium 

11.541 

Non-command 

Younger Alluvium 

7.104 

Non-command 

Younger Alluvium 

4.028 

Non-command 

Younger Alluvium 

215.464 

Non-command 

Younger Alluvium 

0.333 

Non-command 

Younger Alluvium 

6.105 

Non-command 

Younger Alluvium 

14.702 

Non-command 

Younger Alluvium 

14.655 

Non-command 

Tertiary Sandstone 

0.045 

Non-command 

Jurassic Sandstone 

13.969 

Non-command 

Jurassic Sandstone 

0.051 

Non-command 

Jurassic Sandstone 

43.180 

Non-command 

Jurassic Sandstone 

44.607 

Non-command 

Jurassic Sandstone 

18.780 

Non-command 

Tertiary Sandstone 

36.132 

Non-command 

Jurassic Sandstone 

11.203 

Non-command 

Jurassic Sandstone 

40.437 

Non-command 

Jurassic Sandstone 

41.376 

Non-command 

Tertiary Sandstone 

0.231 

Non-command 

Jurassic Sandstone 

1.476 

Non-command 

Jurassic Sandstone 

1.960 

Non-command 

Jurassic Sandstone 

3.324 

Non-command 

Jurassic Sandstone 

1.957 

Non-command 

Jurassic Sandstone 

161.814 

Non-command 

Tertiary Sandstone 

2.095 

Non-command 

Jurassic Sandstone 

24.407 

Non-command 

Tertiary Sandstone 

37.737 

Non-command 

Jurassic Sandstone 

7.050 

Non-command 

Tertiary Sandstone 

23.769 

Non-command 

Tertiary Sandstone 

52.162 

Non-command 

Jurassic Sandstone 

3.421 

Non-command 

Tertiary Sandstone 

0.073 

Non-command 

Jurassic Sandstone 

2.617 

Non-command 

Jurassic Sandstone 

0.601 

Non-command 

Jurassic Sandstone 

1.745 

Non-command 

Tertiary Sandstone 

0.685 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

130,000 

110,000 

120 

130,000 

110,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

130,000 

110,000 

120 

130,000 

110,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

130,000 

110,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

130,000 

110,000 

120 

90,000 

70,000 

120 

200,000 

200,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

300,000 

250,000 

120 

200,000 

200,000 

120 

100,000 

70,000 

120 

90,000 

70,000 











































































































































































































































































































































































































































































































































































































Micro-watershed 


16006067 


Village 

Zone 
(Fresh / 
Saline) 

Type of Area (Command / Non 
command) 


Name 

Census Code 

Area 






sq.km 



(2) 

(3) 

(4) 

(5) 

(6) 

Rojaniyon Ki Basti 

0816000102027900 

23.848 

Saline 

Non-command 

Sagron Ki Basti 

0816000102028000 

53.736 

Saline 

Non-command 


Salkha 

0816000102027200 

100.162 

Saline 

Sam 

0816000102027800 

35.363 

Saline 



Siyambar 


Sonoo 


Surron Ki Dhani 


Turkon Ki Basti 


Bachiya 


Bhabhar 


Boi 


Dhagari 


Drabha 


Khabdala 


Modhri 


Moti Ki Beri 


Myajlar 


Nohdiyala 


Panchla 


Peeprli 


Punjraj Ka Par 


Shastri Gaon 


Sirguwala 



Fresh Non-command 


Saline Non-command 


30.109 Saline Non-command 


0816000102020500 

142.182 

0816000102021600 

38.656 

0816000102020900 

13.609 




Saline 


29.847 Saline 


0816000102020300 

44.469 

Saline 

0817000102078200 

14.858 

Saline 

0817000102082000 

39.792 

Saline 

0817000102078100 

24.449 

Saline 

0817000102078400 

19.425 

Saline 


0817000102078500 


306.142 Fresh 


Saline 



0817000102082100 

39.707 

Saline 

0817000102078000 

133.285 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


Non-command 


IGNP Canal System 


IGNP Canal System 


Non-command 


Non-command 


IGNP Canal System 


Non-command 


IGNP Canal System 


IGNP Canal System 



0817000102078800 

56.713 

Fresh 

0816000102043100 

433.130 

Saline 


Non-command 


Non-command 


IGNP Canal System Stage I 



0817000102078300 


68.535 Saline IGNP Canal System 


Non-command 



0817000102077800 



0817000102082200 


0817000102082300 


220.808 Fresh Non-command 


Saline IGNP Canal System 


Non-command 


63.545 Saline IGNP Canal System 


47.240 Saline IGNP Canal System 



0817000102078900 

171.353 

Fresh 

0816000302070700 

242.196 

Saline 



Non-command 


31.042 Saline IGNP Canal System 


Non-command 


0817000102082700 

18.434 

Saline 

0817000102081800 

3.306 

Saline 


Type of Area 
(Command / Non¬ 
command) 


Hydrogeological 

Formation 


Number 
of Tube 
Wells 


Average Yield 


Potential 

Zone 

(PZn) 

Area 


Number 
of Wells 
with 

Pumpset 


Number of 
Operational 
Days 








Tube 

Wells 

Wells with 
Pumpset 

sq.km 

Ipd 

Ipd 

(6) 

(7) 

(8) 

(9) 

(10) 

(IV 

(12) 

(13) 

Non-command 

Tertiary Sandstone 

23.848 

- 

- 

120 

90,000 

70,000 

Non-command 

Jurassic Sandstone 

2.400 

- 

- 

120 

100,000 

70,000 

Non-command 

Tertiary Sandstone 

33.131 

- 

- 

120 

90,000 

70,000 

Non-command 

Jurassic Sandstone 

65.356 

- 

- 

120 

100,000 

70,000 

Non-command 

Jurassic Sandstone 

26.283 

1 

- 

120 

100,000 

70,000 

Non-command 

Tertiary Sandstone 

9.081 

- 

- 

120 

90,000 

70,000 

Non-command 

Jurassic Sandstone 

32.106 

- 

- 

120 

200,000 

150,000 

Non-command 

Jurassic Sandstone 

0.098 

- 

- 

120 

100,000 

70,000 

Non-command 

Jurassic Sandstone 

9.683 

- 

- 

120 

100,000 

70,000 

Non-command 

Tertiary Sandstone 

20.427 

- 

- 

120 

90,000 

70,000 

Non-command 

Tertiary Sandstone 

8.696 

- 

- 

120 

90,000 

70,000 

Non-command 

Jurassic Sandstone 

0.582 

- 

- 

120 

200,000 

150,000 

Non-command 

Jurassic Sandstone 

3.647 

- 

- 

120 

200,000 

150,000 

Non-command 

Jurassic Sandstone 

5.699 

- 

- 

120 

100,000 

70,000 

Non-command 

Jurassic Sandstone 

16.260 

- 

- 

120 

100,000 

70,000 

Non-command 

Tertiary Sandstone 

0.705 

- 

- 

120 

90,000 

70,000 

Non-command 

Tertiary Sandstone 

2.326 

- 

- 

120 

90,000 

70,000 

Command 

Tertiary Sandstone 

14.858 

- 

- 

120 

120,000 

30,000 

Non-command 

Tertiary Sandstone 

15.459 

- 

- 

120 

120,000 

30,000 

Command 

Tertiary Sandstone 

24.449 

- 

- 

120 

120,000 

30,000 

Command 

Tertiary Sandstone 

12.377 

- 

- 

120 

120,000 

30,000 

Non-command 

Tertiary Sandstone 

5.737 

- 

- 

120 

120,000 

30,000 

Non-command 

Tertiary Sandstone 

93.354 

- 

- 

120 

130,000 

90,000 

Command 

Tertiary Sandstone 

83.261 

- 

- 

120 

120,000 

30,000 

Non-command 

Tertiary Sandstone 

8.363 

- 

- 

120 

120,000 

30,000 

Command 

Tertiary Sandstone 

39.707 

- 

- 

120 

120,000 

30,000 

Command 

Jurassic Sandstone 

3.400 

- 

- 

120 

100,000 

30,000 

Command 

Tertiary Sandstone 

74.204 

- 

- 

120 

120,000 

30,000 

Non-command 

Tertiary Sandstone 

39.662 

- 

- 

120 

120,000 

30,000 

Non-command 

Tertiary Sandstone 

0.250 

- 

- 

120 

130,000 

90,000 

Command 

Jurassic Sandstone 

83.694 

- 

- 

120 

100,000 

70,000 

Command 

Tertiary Sandstone 

0.119 

- 

- 

120 

90,000 

70,000 

Non-command 

Jurassic Sandstone 

1.286 

- 

- 

120 

100,000 

70,000 

Non-command 

Tertiary Sandstone 

0.642 

- 

- 

120 

90,000 

70,000 

Command 

Tertiary Sandstone 

5.589 

- 

- 

120 

120,000 

30,000 

Non-command 

Jurassic Sandstone 

5.030 

- 

- 

120 

100,000 

30,000 

Non-command 

Tertiary Sandstone 

32.804 

- 

- 

120 

120,000 

30,000 

Non-command 

Tertiary Sandstone 

44.085 

- 

- 

120 

130,000 

90,000 

Command 

Tertiary Sandstone 

39.335 

- 

- 

120 

120,000 

30,000 

Non-command 

Tertiary Sandstone 

78.469 

- 

- 

120 

120,000 

30,000 

Command 

Jurassic Sandstone 

41.215 

- 

- 

120 

100,000 

30,000 

Command 

Tertiary Sandstone 

22.316 

- 

- 

120 

120,000 

30,000 

Command 

Jurassic Sandstone 

16.515 

- 

- 

120 

100,000 

30,000 

Command 

Tertiary Sandstone 

12.775 

- 

- 

120 

120,000 

30,000 

Non-command 

Jurassic Sandstone 

9.064 

- 

- 

120 

100,000 

30,000 

Non-command 

Tertiary Sandstone 

3.890 

- 

- 

120 

120,000 

30,000 

Non-command 

Tertiary Sandstone 

52.664 

- 

- 

120 

130,000 

90,000 

Command 

Jurassic Sandstone 

39.023 

- 

- 

120 

100,000 

70,000 

Non-command 

Jurassic Sandstone 

5.112 

- 

- 

120 

100,000 

70,000 

Command 

Tertiary Sandstone 

18.574 

- 

1 

120 

120,000 

30,000 

Non-command 

Tertiary Sandstone 

0.055 

- 

- 

120 

120,000 

30,000 

Non-command 

Tertiary Sandstone 

2.068 

- 

- 

120 

120,000 

30,000 

Command 

Tertiary Sandstone 

3.306 

- 

- 

120 

120,000 

30,000 






















































































































































































































































































































































































































































































































































Micro-watershed 



Amee Ka Par 


Balewa 


Bandasar 


Bhadli 


Boothiya 


Charno Ki Dhani 


Jansingh Ki Beri 


Jhankali 


Jheloon 


Judiya 


Kantal Ka Par 


Kareem Ka Par 


Khalife Ki Baori @ Medusar 


Lalasar 


Lambara 


Laxmipura 


Magra 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Census Code 

Area 


sq.km 

(3) 

(4) 

0817000102077700 

93.681 

0817000702226800 

40.938 



0817000102084900 

4.655 

0817000102087800 

47.872 

0817000102085300 

64.497 

0816000302076500 

18.327 


Non-command 


Non-command 



0817000702236100 

33.925 

0817000102087700 

45.741 



Chheepasariya 

0816000302076600 

15.082 

Saline 

Dedariyar 

0817000102088500 

16.430 

Saline 

Deoron Ki Basti 

0817000102088000 

48.293 

Saline 

Detani 

0817000102085500 

32.020 

Saline 

Dhamdali 

0817000102085900 

21.507 

Saline 

Doodhora 

0817000102087000 

61.382 

Saline 

Gadraroad @ Ber Seeng Desar 

0817000102085100 

23.310 

Saline 

Goraliya 

0817000102084100 

22.319 

Saline 

Gordiya 

0817000102087400 

21.050 

Saline 

Harsani 

0817000102086400 

61.089 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0817000102087100 

1.145 

0817000102086800 

19.642 


0817000702226700 

22.473 

0817000102086600 

16.463 

0817000702227200 

7.325 

0817000102085700 

28.448 

0817000102081200 

28.850 



Khaniyani 

0817000102085800 

10.237 

Saline 

Kharchi 

0817000102087500 

19.093 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


Non-command 


Non-command 


Non-command 



0816000302076700 


72.870 Fresh 


Saline 


0817000102084500 

16.115 

0817000102084200 

24.645 


0817000102089100 

9.444 

0817000102086100 

45.674 




Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Mandaliya 

0817000102088900 

34.626 

Saline 

Mathar Ka Par 

0817000102080800 

8.346 

Saline 

Mehron Ki Dhani 

0816000302076400 

35.236 

Fresh 

Moseri 

0817000102087600 

17.811 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Tertiary Sandstone 

2.104 

Non-command 

Jurassic Sandstone 

3.949 

Non-command 

Rhyolite 

19.589 

Non-command 

Jurassic Sandstone 

4.655 

Non-command 

Jalore Granite 

42.447 

Non-command 

Jurassic Sandstone 

21.496 

Non-command 

Jalore Granite 

8.472 

Non-command 

Jalore Granite 

9.038 

Non-command 

Jurassic Sandstone 

0.010 

Non-command 

Jalore Granite 

32.489 

Non-command 

Rhyolite 

1.072 

Non-command 

Jalore Granite 

15.082 

Non-command 

Jalore Granite 

11.025 

Non-command 

Jalore Granite 

3.717 

Non-command 

Rhyolite 

31.762 

Non-command 

Jurassic Sandstone 

21.507 

Non-command 

Jalore Granite 

61.382 

Non-command 

Jurassic Sandstone 

18.888 

Non-command 

Jurassic Sandstone 

6.521 

Non-command 

Jalore Granite 

21.050 

Non-command 

Jalore Granite 

14.961 

Non-command 

Jurassic Sandstone 

14.900 

Non-command 

Jalore Granite 

1.145 

Non-command 

Jalore Granite 

0.000 

Non-command 

Jalore Granite 

11.207 

Non-command 

Jurassic Sandstone 

9.858 

Non-command 

Jalore Granite 

10.890 

Non-command 

Rhyolite 

3.445 

Non-command 

Jurassic Sandstone 

28.448 

Command 

Jurassic Sandstone 

1.889 

Non-command 

Jurassic Sandstone 

0.131 

Non-command 

Jurassic Sandstone 

10.237 

Non-command 

Jalore Granite 

17.908 

Non-command 

Rhyolite 

1.185 

Non-command 

Jalore Granite 

2.866 

Non-command 

Jurassic Sandstone 

31.031 

Non-command 

Rhyolite 

19.549 

Non-command 

Jalore Granite 

16.386 

Non-command 

Jurassic Sandstone 

3.620 

Non-command 

Jalore Granite 

3.185 

Non-command 

Jalore Granite 

6.107 

Non-command 

Jurassic Sandstone 

14.663 

Non-command 

Jurassic Sandstone 

1.491 

Non-command 

Jurassic Sandstone 

15.946 

Non-command 

Jalore Granite 

6.127 

Non-command 

Jalore Granite 

2.506 

Non-command 

Jurassic Sandstone 

40.356 

Non-command 

Rhyolite 

0.674 

Non-command 

Jalore Granite 

6.267 

Non-command 

Jurassic Sandstone 

8.346 

Non-command 

Jalore Granite 

0.004 

Non-command 

Jalore Granite 

6.765 

Non-command 

Rhyolite 

10.889 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

30,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

100,000 

30,000 

120 

30,000 

30,000 

120 

100,000 

30,000 

120 

130,000 

90,000 

120 

100,000 

70,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

100,000 

70,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

100,000 

30,000 

120 

30,000 

30,000 

120 

100,000 

30,000 

120 

100,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

100,000 

30,000 

120 

30,000 

30,000 

120 

90,000 

60,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

100,000 

30,000 

120 

100,000 

30,000 

120 

100,000 

30,000 

120 

100,000 

30,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

100,000 

30,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

100,000 

30,000 

120 

130,000 

90,000 

120 

100,000 

70,000 

120 

100,000 

30,000 

120 

120,000 

80,000 

120 

100,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

100,000 

30,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

100,000 

30,000 

120 

130,000 

90,000 

120 

30,000 

30,000 

120 

20,000 

20,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 











































































































































































































































































































































































































































































































































































































































Micro-watershed 


16006069 




Naisiyae 


Onara 


Paboosari 


Paboosariya 


Phogera 


Phogera Aagor 


Poshma 



Tanumanji 


Tanuraoji 


Tibniyar 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Census Code 

Area 


sq.km 

( 3 ) 

( 4 ) 

0817000102089300 

41.709 



0817000702227000 

7.596 

0817000102085400 

4.528 

0817000102081400 

13.779 


0817000702227600 

46.724 

0817000102088700 

28.227 

0817000102088600 

10.433 

0817000102086900 

26.313 



Saline 


43.743 Saline 


19.203 Fresh 


Saline 


39.565 Fresh 


Saline 


62.480 Saline 


Siyai 

0817000702227300 

6.657 

Saline 

Solankiyon Ki Bastti 

0817000102086500 

28.822 

Saline 


( 6 ) 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


Non-command 


Non-command 


Non-command 



0817000102087200 

2.777 

0817000102087300 

11.472 

0817000102088800 

13.764 



Saline 


15.525 Saline 


Turbi 

0817000102086300 

20.480 

Saline 

Uttarba 

0817000102084600 

10.444 

Saline 

Virmiyar 

0817000702227100 

14.970 

Saline 

Akali 

0817000102079900 

28.254 

Fresh 

Badrani 

0817000102080600 

8.405 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


Bandasar 


0817000102085300 


Chhoti Khareen 


Gadraroad @ Ber Seeng Desar 


0817000702236100 


64.497 Fresh 


Saline 



Baniyali 

0817000102081000 

21.952 

Saline 

Bapunagar 

0817000102079600 

11.652 

Fresh 

Barsa 

0817000102080200 

25.113 

Fresh 

Beejawal 

0817000102079300 

88.118 

Fresh 


Saline 


30.723 Saline 



33.925 Fresh 


Saline 


0817000102080300 

33.906 

0817000102085100 

23.310 


22.319 Saline 




Non-command 


IGNP Canal System 


Non-command 


IGNP Canal System 


Non-command 


Non-command 


IGNP Canal System 


Non-command 


IGNP Canal System 


IGNP Canal System 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


Non-command 


IGNP Canal System 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Jalore Granite 

0.000 

Non-command 

Jalore Granite 

29.880 

Non-command 

Rhyolite 

1.123 

Non-command 

Jurassic Sandstone 

4.528 

Command 

Jurassic Sandstone 

0.079 

Non-command 

Jurassic Sandstone 

13.548 

Non-command 

Rhyolite 

3.991 

Non-command 

Jalore Granite 

21.414 

Non-command 

Jalore Granite 

0.103 

Non-command 

Jalore Granite 

0.000 

Non-command 

Jalore Granite 

26.313 

Non-command 

Jurassic Sandstone 

15.164 

Non-command 

Rhyolite 

28.516 

Non-command 

Jurassic Sandstone 

1.738 

Non-command 

Jurassic Sandstone 

12.780 

Non-command 

Jurassic Sandstone 

0.094 

Non-command 

Jurassic Sandstone 

1.725 

Command 

Jurassic Sandstone 

2.758 

Non-command 

Jurassic Sandstone 

3.524 

Non-command 

Rhyolite 

2.443 

Non-command 

Jalore Granite 

11.750 

Non-command 

Jurassic Sandstone 

0.197 

Non-command 

Jalore Granite 

2.777 

Non-command 

Jalore Granite 

11.472 

Non-command 

Jalore Granite 

0.000 

Non-command 

Jalore Granite 

13.764 

Non-command 

Jurassic Sandstone 

10.985 

Non-command 

Rhyolite 

4.540 

Non-command 

Jurassic Sandstone 

5.922 

Non-command 

Jurassic Sandstone 

10.444 

Non-command 

Rhyolite 

14.968 

Non-command 

Tertiary Sandstone 

28.254 

Command 

Jurassic Sandstone 

0.790 

Command 

Tertiary Sandstone 

7.615 

Non-command 

Jurassic Sandstone 

1.415 

Command 

Jurassic Sandstone 

1.811 

Non-command 

Jurassic Sandstone 

39.775 

Command 

Tertiary Sandstone 

18.822 

Non-command 

Tertiary Sandstone 

11.652 

Non-command 

Tertiary Sandstone 

25.113 

Command 

Tertiary Sandstone 

4.950 

Non-command 

Tertiary Sandstone 

0.114 

Command 

Tertiary Sandstone 

2.612 

Command 

Tertiary Sandstone 

18.556 

Non-command 

Tertiary Sandstone 

12.167 

Non-command 

Jurassic Sandstone 

0.050 

Non-command 

Jurassic Sandstone 

6.712 

Non-command 

Tertiary Sandstone 

33.906 

Command 

Jurassic Sandstone 

2.311 

Non-command 

Jurassic Sandstone 

2.111 

Command 

Jurassic Sandstone 

0.487 

Command 

Tertiary Sandstone 

4.428 

Non-command 

Jurassic Sandstone 

1.792 


with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

90,000 

60,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

100,000 

30,000 

120 

100,000 

30,000 

120 

100,000 

30,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

90,000 

60,000 

120 

30,000 

30,000 

120 

100,000 

30,000 

120 

20,000 

20,000 

120 

120,000 

80,000 

120 

100,000 

30,000 

120 

120,000 

80,000 

120 

100,000 

30,000 

120 

100,000 

30,000 

120 

100,000 

30,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

100,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

90,000 

60,000 

120 

30,000 

30,000 

120 

100,000 

30,000 

120 

20,000 

20,000 

120 

100,000 

30,000 

120 

100,000 

30,000 

120 

20,000 

20,000 

120 

130,000 

90,000 

120 

100,000 

30,000 

120 

120,000 

30,000 

120 

120,000 

80,000 

120 

100,000 

30,000 

120 

100,000 

30,000 

120 

120,000 

30,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

120,000 

30,000 

120 

120,000 

30,000 

120 

120,000 

30,000 

120 

90,000 

70,000 

120 

30,000 

30,000 

120 

130,000 

90,000 

120 

100,000 

30,000 

120 

100,000 

30,000 

120 

100,000 

30,000 

120 

120,000 

30,000 

120 

100,000 

30,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 
























































































































































































































































































































































































































































































































































































































Micro-watershed 



Hameerani 

0817000102080000 

28.208 

Fresh 

Jaisindhar Gaon 

0817000102080400 

29.123 

Fresh 



Jheloon 


Jummafakir Ki Basti 


0817000702226700 

22.473 

0817000702236200 

15.898 



Khareen 

0817000102081500 

42.189 

Saline 

Lalasar 

0817000102084500 

16.115 

Saline 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


( 6 ) 


IGNP Canal System 


Non-command 


Non-command 


IGNP Canal System 


Non-command 


IGNP Canal System 


Non-command 


Non-command 


IGNP Canal System 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System 


Non-command 


IGNP Canal System 


IGNP Canal System 


Non-command 


Non-command 


IGNP Canal System 




Malana 

0817000102080100 

27.810 

Fresh 

Munaaba 

0817000102079400 

22.050 

Fresh 

Nopat 

0817000102079700 

20.300 

Fresh 


Paboosari 

0817000102081400 

13.779 

Saline 

Pannela 

0817000102084700 

37.998 

Saline 


Non-command 


Non-command 


IGNP Canal System 


Non-command 


Non-command 


IGNP Canal System 


16006070 


Peethakar 

0817000102079800 

28.379 

Fresh 

Ransingh Ki Dhani 

0817000102080500 

14.911 

Fresh 

Rohidaala 

0817000102079100 

38.474 

Fresh 



Rohiri 

0817000102078900 

171.353 

Fresh 

Samand Kapar 

0817000102078600 

20.515 

Saline 

Sargila 

0817000102084000 

10.640 

Saline 

Shahdad Ka Par 

0817000102080700 

62.480 

Saline 


Non-command 


Non-command 


IGNP Canal System 


Non-command 


IGNP Canal System 


Non-command 


Non-command 


IGNP Canal System 


IGNP Canal System 


IGNP Canal System 



Shameer Ka Par 

0817000102081300 

2.731 

Saline 

Tamlor 

0817000102085000 

34.028 

Fresh 


Non-command 


IGNP Canal System 


IGNP Canal System 


Non-command 



IGNP Canal System 


Non-command 


Adarsh Basti 

0817000102092200 

10.394 

Saline 

Ajabpura 

0817000702229900 

11.108 

Fresh 

Andaniyon Ka Tala 

0817000602206300 

13.069 

Saline 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Command 

Tertiary Sandstone 

6.757 

Non-command 

Tertiary Sandstone 

4.385 

Non-command 

Tertiary Sandstone 

28.208 

Command 

Tertiary Sandstone 

0.077 

Non-command 

Tertiary Sandstone 

6.042 

Command 

Tertiary Sandstone 

15.208 

Non-command 

Tertiary Sandstone 

7.795 

Non-command 

Tertiary Sandstone 

38.025 

Command 

Tertiary Sandstone 

5.337 

Non-command 

Tertiary Sandstone 

30.179 

Non-command 

Jurassic Sandstone 

5.225 

Non-command 

Jurassic Sandstone 

0.372 

Non-command 

Jurassic Sandstone 

0.379 

Command 

Jurassic Sandstone 

6.093 

Command 

Tertiary Sandstone 

20.618 

Non-command 

Jurassic Sandstone 

0.119 

Command 

Tertiary Sandstone 

0.321 

Command 

Jurassic Sandstone 

0.336 

Non-command 

Jurassic Sandstone 

1.117 

Non-command 

Tertiary Sandstone 

0.004 

Command 

Jurassic Sandstone 

1.698 

Command 

Tertiary Sandstone 

0.909 

Non-command 

Jurassic Sandstone 

0.461 

Non-command 

Tertiary Sandstone 

6.668 

Non-command 

Tertiary Sandstone 

27.810 

Non-command 

Tertiary Sandstone 

22.050 

Command 

Tertiary Sandstone 

1.092 

Non-command 

Tertiary Sandstone 

8.833 

Non-command 

Jurassic Sandstone 

0.152 

Command 

Jurassic Sandstone 

25.870 

Command 

Tertiary Sandstone 

12.128 

Non-command 

Tertiary Sandstone 

28.257 

Non-command 

Tertiary Sandstone 

14.911 

Command 

Tertiary Sandstone 

1.919 

Non-command 

Tertiary Sandstone 

32.505 

Command 

Tertiary Sandstone 

0.158 

Non-command 

Tertiary Sandstone 

3.665 

Non-command 

Tertiary Sandstone 

13.871 

Command 

Tertiary Sandstone 

0.498 

Command 

Tertiary Sandstone 

0.010 

Command 

Jurassic Sandstone 

17.699 

Command 

Tertiary Sandstone 

37.437 

Non-command 

Jurassic Sandstone 

1.063 

Command 

Tertiary Sandstone 

1.732 

Command 

Jurassic Sandstone 

0.915 

Non-command 

Jurassic Sandstone 

2.560 

Non-command 

Tertiary Sandstone 

0.026 

Command 

Jurassic Sandstone 

25.216 

Non-command 

Jurassic Sandstone 

5.163 

Non-command 

Tertiary Sandstone 

0.148 

Non-command 

Jalore Granite 

0.028 

Non-command 

Rhyolite 

11.108 

Non-command 

Rhyolite 

11.501 



with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

120,000 

30,000 

120 

120,000 

30,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

120,000 

30,000 

120 

120,000 

30,000 

120 

130,000 

90,000 

120 

120,000 

30,000 

120 

120,000 

30,000 

120 

30,000 

30,000 

120 

90,000 

70,000 

120 

30,000 

30,000 

120 

100,000 

30,000 

120 

120,000 

30,000 

120 

100,000 

30,000 

120 

120,000 

30,000 

120 

100,000 

30,000 

120 

100,000 

30,000 

120 

130,000 

90,000 

120 

100,000 

30,000 

120 

120,000 

30,000 

120 

100,000 

30,000 

120 

120,000 

30,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

100,000 

30,000 

120 

100,000 

30,000 

120 

120,000 

30,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

120,000 

30,000 

120 

120,000 

30,000 

120 

130,000 

90,000 

120 

120,000 

30,000 

120 

120,000 

30,000 

120 

100,000 

30,000 

120 

120,000 

30,000 

120 

100,000 

30,000 

120 

120,000 

30,000 

120 

120,000 

80,000 

120 

120,000 

80,000 

120 

130,000 

90,000 

120 

100,000 

30,000 

120 

100,000 

30,000 

120 

120,000 

30,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

120 

20,000 

20,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 


















































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Asara Ki Beri 


Babuguleriya 


Balasar 


Bano Ka Tala 


Banwa 


Basra 


Beebara 


Bhachbhar 


Bhadaroo 


Bhanwarlai 


Bhibhara 


Bola 


Chauthiya 


Chawa 


Chokhoniyon Ki Dhani 


Davkiyon Ki Dhani 


Dedariyar 


Deoron Ki Basti 


Derasar 


Devi Pura 


Census Code 

Area 


sq.km 

( 3 ) 

( 4 ) 

0817000702228400 

18.900 



0817000602212100 

14.588 

0817000702227500 

23.979 

0817000102089800 

46.177 

0817000702229700 

2.367 

0817000702227800 

11.810 

0817000702228800 

17.957 


0817000602212000 

9.242 

0817000702230400 

42.261 

0817000702230300 

13.550 

0817000702229100 

7.304 

0817000102089000 

4.458 

0817000602211700 

72.129 


0817000702229000 

4.400 

0817000702228100 

15.157 

0817000602206200 

9.525 

0817000702230100 

7.049 

0817000102088500 

16.430 

0817000102088000 

48.293 

0817000702229300 

3.355 

0817000102088200 

8.772 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Dhanora 

0817000602211500 

20.732 

Fresh 

Dholaniyon Ki Dhani 

0817000602212500 

10.893 

Fresh 

Doodaberi 

0817000602205700 

26.098 

Saline 


Non-command 


Non-command 


Non-command 


Gandhi Nagar 

0817000702232700 

4.688 

Saline 

Ganganiyon Ki Dhani 

0817000702231600 

9.627 

Fresh 


Non-command 


Non-command 



Gurisar 


Hale Potaron Ki Basti 


Harsana 


Hathma 


Hothoyoniyon Ki Basti 


Indrawas 


Indrohi 


Jakhron Ka Tala 


Jasai 


Jaydoo 


Jhari 


Joonala Bhooka Tala 


0817000602210900 

11.579 

0817000702228700 

24.542 

0817000602211800 

5.236 

0817000702229800 

20.568 


0817000702229600 

8.400 

0817000702232500 

7.056 

0817000702228200 

22.267 

0817000702232600 

9.972 

0817000602212200 

21.027 

0817000702228600 

25.928 

0817000102092300 

9.818 

0817000702231200 

8.127 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Junejon Ki Basti 


Kachh Baniyon Ki Basti 


Kanora 


Kerawa 


0817000102092100 

46.963 

0817000702229500 

9.296 

0817000602209200 

22.000 


0817000602209100 


Saline 


17.389 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Rhyolite 

3.371 

Non-command 

Rhyolite 

15.528 

Non-command 

Rhyolite 

10.240 

Non-command 

Rhyolite 

4.145 

Non-command 

Jalore Granite 

1.336 

Non-command 

Rhyolite 

2.367 

Non-command 

Rhyolite 

11.561 

Non-command 

Rhyolite 

1.357 

Non-command 

Rhyolite 

16.600 

Non-command 

Rhyolite 

3.370 

Non-command 

Rhyolite 

33.662 

Non-command 

Rhyolite 

13.550 

Non-command 

Rhyolite 

7.304 

Non-command 

Jalore Granite 

4.458 

Non-command 

Rhyolite 

60.512 

Non-command 

Rhyolite 

11.387 

Non-command 

Rhyolite 

4.400 

Non-command 

Rhyolite 

15.157 

Non-command 

Rhyolite 

4.812 

Non-command 

Rhyolite 

7.049 

Non-command 

Jalore Granite 

5.405 

Non-command 

Jalore Granite 

40.404 

Non-command 

Rhyolite 

3.355 

Non-command 

Jalore Granite 

0.924 

Non-command 

Rhyolite 

7.817 

Non-command 

Rhyolite 

5.571 

Non-command 

Rhyolite 

0.713 

Non-command 

Jalore Granite 

12.398 

Non-command 

Rhyolite 

13.700 

Non-command 

Older Alluvium 

1.914 

Non-command 

Older Alluvium 

2.923 

Non-command 

Rhyolite 

3.410 

Non-command 

Older Alluvium 

2.217 

Non-command 

Rhyolite 

0.181 

Non-command 

Rhyolite 

2.024 

Non-command 

Rhyolite 

24.542 

Non-command 

Rhyolite 

5.236 

Non-command 

Rhyolite 

9.843 

Non-command 

Rhyolite 

10.725 

Non-command 

Rhyolite 

8.400 

Non-command 

Older Alluvium 

5.933 

Non-command 

Rhyolite 

22.267 

Non-command 

Older Alluvium 

7.568 

Non-command 

Rhyolite 

2.459 

Non-command 

Rhyolite 

25.928 

Non-command 

Jalore Granite 

0.435 

Non-command 

Older Alluvium 

0.534 

Non-command 

Rhyolite 

7.593 

Non-command 

Jalore Granite 

1.593 

Non-command 

Rhyolite 

9.296 

Non-command 

Rhyolite 

13.774 

Non-command 

Rhyolite 

0.442 

Non-command 

Rhyolite 

4.880 



with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

50,000 

30,000 

120 

20,000 

20,000 

120 

50,000 

30,000 

120 

20,000 

20,000 

120 

90,000 

60,000 

120 

50,000 

30,000 

120 

20,000 

20,000 

120 

50,000 

30,000 

120 

20,000 

20,000 

120 

50,000 

30,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

120 

20,000 

20,000 

120 

50,000 

30,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

50,000 

30,000 

120 

20,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

20,000 

20,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

20,000 

20,000 

120 

50,000 

30,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.004 

0.004 

0.005 

0.005 



0.011 

0.011 

0.007 

0.007 














































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Khara Rathoran 


Kharchi 


Khejdiyali Nari 


Khiyala 


Kotriya Tala 


Labrau 


Lakha 


Lasuwa 


Laxmipura 


Magini 


Mithisar 


Mithoniyon Ki Basti 


Mungeriya 


Nopatiya 


Paboosariya 


Para 


Phogera 


Phogera Aagor 


Rajiv Nagar 


Ramdeoriya Tala 


Ramdiyon Ki Basti 


Ramsar 


Ramsaragor 


Rasaratala 


Samon Ki Dhani 


Sarswati Nagar 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


Saline Non-command 


14.698 Saline 


Non-command 


0817000702231700 

10.589 

0817000702227900 

8.149 

0817000702228500 

13.047 



0817000702228000 

18.878 

0817000702231900 

3.412 


0817000702228900 

2.981 

0816000302076700 

72.870 

0817000702231000 

7.287 

0817000102089100 

9.444 

0817000102089500 

20.902 




Saline 


52.208 Saline 


Mandaliya 

0817000102088900 

34.626 

Saline 

Mithariya Tala 

0817000702231800 

8.010 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0817000602211900 

6.397 

0817000702229200 

5.270 

0817000102089300 

41.709 


Saline 


28.078 Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0817000702227700 

9.560 

Saline 

0817000702227600 

46.724 

Saline 

0817000602217600 

40.439 

Fresh 

0817000102088700 

28.227 

Saline 

0817000102088600 

10.433 

Saline 

0817000702231500 

7.358 

Fresh 



Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0817000702231400 

10.365 

0817000702229400 

4.614 

0817000702230700 

41.138 

0817000702230600 

7.303 

0817000102089200 

5.844 



Saline 


Fresh 


Saline 


10.145 Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


0817000602206000 

14.400 

0817000102089400 

20.823 



Saline 


56.288 Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Rhyolite 

11.124 

Non-command 

Older Alluvium 

7.434 

Non-command 

Rhyolite 

7.254 

Non-command 

Rhyolite 

9.408 

Non-command 

Rhyolite 

7.981 

Non-command 

Rhyolite 

7.475 

Non-command 

Rhyolite 

5.572 

Non-command 

Rhyolite 

18.878 

Non-command 

Older Alluvium 

0.771 

Non-command 

Rhyolite 

1.756 

Non-command 

Rhyolite 

2.981 

Non-command 

Jalore Granite 

0.151 

Non-command 

Rhyolite 

0.111 

Non-command 

Jalore Granite 

3.317 

Non-command 

Jalore Granite 

2.640 

Non-command 

Jalore Granite 

15.185 

Non-command 

Jalore Granite 

41.726 

Non-command 

Rhyolite 

10.481 

Non-command 

Jalore Granite 

28.359 

Non-command 

Older Alluvium 

0.722 

Non-command 

Rhyolite 

1.137 

Non-command 

Rhyolite 

6.316 

Non-command 

Rhyolite 

5.270 

Non-command 

Jalore Granite 

1.389 

Non-command 

Jalore Granite 

9.738 

Non-command 

Jalore Granite 

17.454 

Non-command 

Rhyolite 

10.244 

Non-command 

Jalore Granite 

15.285 

Non-command 

Rhyolite 

5.875 

Non-command 

Rhyolite 

9.560 

Non-command 

Rhyolite 

3.560 

Non-command 

Rhyolite 

8.768 

Non-command 

Jalore Granite 

6.813 

Non-command 

Jalore Granite 

10.330 

Non-command 

Rhyolite 

1.016 

Non-command 

Older Alluvium 

1.921 

Non-command 

Rhyolite 

4.421 

Non-command 

Rhyolite 

10.365 

Non-command 

Rhyolite 

4.614 

Non-command 

Rhyolite 

0.139 

Non-command 

Rhyolite 

3.880 

Non-command 

Jalore Granite 

0.189 

Non-command 

Jalore Granite 

5.655 

Non-command 

Jalore Granite 

9.034 

Non-command 

Rhyolite 

1.110 

Non-command 

Rhyolite 

14.400 

Non-command 

Jalore Granite 

10.873 

Non-command 

Jalore Granite 

2.228 

Non-command 

Jalore Granite 

54.310 

Non-command 

Rhyolite 

1.978 

Non-command 

Jalore Granite 

9.919 

Non-command 

Rhyolite 

2.330 

Non-command 

Tertiary Sandstone 

1.456 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

50,000 

30,000 

120 

20,000 

20,000 

120 

50,000 

30,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

130,000 

90,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

90,000 

60,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

90,000 

60,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

50,000 

30,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

90,000 

60,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

90,000 

60,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

30,000 

30,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 


(15) 


0.002 



0.094 

0.094 

0.036 

0.036 




0.022 

0.022 

0.002 

0.002 

0.004 

0.004 






















































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

Sihani 

0817000702228300 

11.576 

Saline 

Sodha Basti 

0817000702230000 

12.011 

Saline 

Sokhru 

0817000602205900 

21.044 

Saline 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Sura Charnan 


0817000602208800 


16006071 



Sura Narpatan 


Suwala 


Suwara 


Tamliyar 


Bankalsar 


Bankana 


Bawri Kalan 


Beendoniyon Ki Dhani 


Bhabhoote Ki Dhani 


Bhara Gulmohmmad 


Bheende Ka Par 


Bhilon Ka Tala 


Bhojriya 


Bijrar 


Bukar 


Bukri 


Fresh 


Saline 


20.589 Fresh 



0817000602209000 

11.877 

0817000102089700 

7.828 


0817000702230500 

18.772 

0817000702231100 

60.197 



Tirsingri 

0817000602211600 

5.870 

Fresh 

Uttri Der 

0817000102088100 

1.557 

Saline 

Vishala Agor 

0817000602209300 

12.814 

Fresh 

Vishnoiyon Ka Tala 

0817000702232000 

3.702 

Fresh 

Wagta Ki Beri 

0817000702230200 

11.596 

Saline 

Adarsh Dharasar 

0817000802245800 

2.576 

Saline 

Aidan Ki Dhani 

0817000802245900 

16.334 

Saline 

Ali Ki Dhani 

0817000802251600 

11.601 

Saline 

Arbi Ki Gafan 

0817000802249400 

18.453 

Saline 

Bajrangpura 

0817000802246500 

5.141 

Saline 

Bane Ki Basti 

0817000702237600 

18.541 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0817000802247200 

5.940 

0817000802246300 

9.274 

0817000802251900 

21.906 

0817000802250600 

25.624 

0817000802248100 

8.930 

0817000802251700 

10.495 

0817000702238200 

12.103 

0817000802248900 

7.771 

0817000802251200 

15.562 



0817000802247700 

22.419 

0817000802250100 

25.822 

0817000702237900 

3.242 

0817000702238100 

7.335 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chadar Bankalsar 

0817000702233300 

8.455 

Saline 

Chadar Dakhnad 

0817000702233200 

10.674 

Saline 

Chadar Mandroop 

0817000702233800 

14.419 

Saline 


Non-command 


Non-command 


Non-command 


Chari 

0817000702233500 

6.579 

Saline 

Chhota Bhojriya 

0817000802248300 

13.882 

Saline 

Darjion Ka Tala 

0817000802245700 

9.047 

Saline 

Dedoosar 

0817000802250500 

14.721 

Saline 

Deopura 

0817000802239400 

22.336 

Saline 

Dhanora 

0817000702232800 

8.785 

Saline 

Dharasar 

0817000802246000 

5.518 

Saline 

Dhok 

0817000802245200 

71.832 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Rhyolite 

11.576 

Non-command 

Rhyolite 

12.011 

Non-command 

Jalore Granite 

0.777 

Non-command 

Rhyolite 

20.267 

Non-command 

Rhyolite 

0.681 

Non-command 

Rhyolite 

0.022 

Non-command 

Rhyolite 

0.594 

Non-command 

Rhyolite 

6.211 

Non-command 

Rhyolite 

11.877 

Non-command 

Jalore Granite 

0.334 

Non-command 

Jalore Granite 

0.144 

Non-command 

Rhyolite 

18.772 

Non-command 

Older Alluvium 

4.092 

Non-command 

Rhyolite 

8.078 

Non-command 

Rhyolite 

1.445 

Non-command 

Jalore Granite 

1.557 

Non-command 

Rhyolite 

5.421 

Non-command 

Older Alluvium 

1.104 

Non-command 

Rhyolite 

11.596 

Non-command 

Older Alluvium 

2.576 

Non-command 

Older Alluvium 

12.933 

Non-command 

Older Alluvium 

10.779 

Non-command 

Older Alluvium 

18.453 

Non-command 

Older Alluvium 

5.141 

Non-command 

Older Alluvium 

5.850 

Non-command 

Rhyolite 

0.015 

Non-command 

Older Alluvium 

5.940 

Non-command 

Older Alluvium 

9.274 

Non-command 

Older Alluvium 

2.706 

Non-command 

Older Alluvium 

25.456 

Non-command 

Older Alluvium 

8.930 

Non-command 

Older Alluvium 

0.967 

Non-command 

Older Alluvium 

12.103 

Non-command 

Older Alluvium 

7.771 

Non-command 

Older Alluvium 

12.156 

Non-command 

Older Alluvium 

0.098 

Non-command 

Older Alluvium 

22.419 

Non-command 

Older Alluvium 

25.822 

Non-command 

Older Alluvium 

3.242 

Non-command 

Older Alluvium 

5.546 

Non-command 

Rhyolite 

1.686 

Non-command 

Older Alluvium 

8.455 

Non-command 

Older Alluvium 

10.674 

Non-command 

Older Alluvium 

13.750 

Non-command 

Rhyolite 

0.669 

Non-command 

Older Alluvium 

6.579 

Non-command 

Older Alluvium 

13.882 

Non-command 

Older Alluvium 

2.906 

Non-command 

Older Alluvium 

14.721 

Non-command 

Older Alluvium 

16.541 

Non-command 

Older Alluvium 

8.785 

Non-command 

Older Alluvium 

5.518 

Non-command 

Older Alluvium 

0.289 


with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

50,000 

30,000 

120 

20,000 

20,000 

120 

50,000 

30,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

90,000 

60,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

50,000 

30,000 

120 

30,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

45,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.002 

0.002 

0.004 

0.004 



0.004 

0.004 

0.004 

0.008 

















































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Gandhi Nagar 


Gangala 


Gardiya 


Ghoniya 


Gidaliyon Ka Tala 


Gumane Ka Tala 


Mate Ka Tala 


Meghpura 


Mekaran Wala 


Mitharaoo 


Mohammad Ka Par 


Nageka Par 


Nandram Ki Dhani 


Nawatala Jaitmalan 


Census Code 

Area 


sq.km 

( 3 ) 

( 4 ) 

0817000702232700 

4.688 

0817000702232400 

30.354 

0817000702239100 

16.748 



0817000802245500 

22.791 

0817000702232900 

6.526 

0817000802251400 

32.203 




Heerpura 

0817000802247600 

4.906 

Saline 

Hejam Ka Bhara 

0817000802249600 

6.183 

Saline 

Hejam Ka Tala 

0817000802249200 

7.880 

Saline 

Hindiya 

0817000702234500 

22.761 

Saline 


Huron Ka Tala 

0817000802251000 

4.145 

Saline 

Jairamderiya 

0817000802247100 

5.268 

Saline 

Jaisar 

0817000802247500 

45.594 

Saline 


Jakharo Ki Dhani 

0817000802246800 

6.221 

Saline 

Jakhron Ka Tala 

0817000702232600 

9.972 

Saline 

Jaleela 

0817000702234900 

4.347 

Saline 

Jandooyon Ka Tala 

0817000802247000 

2.993 

Saline 

Janeki Beri 

0817000702239000 

13.621 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


esh Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Kalyanpura 

0817000802249500 

8.454 

Saline 

Kelan Ka Par 

0817000702238600 

5.261 

Saline 

Kelnor 

0817000802250900 

40.749 

Saline 

Khadeen 

0817000702231300 

14.698 

Saline 

Kharipa Der 

0817000802250000 

6.609 

Saline 

Khariya Rathoran 

0817000702233000 

17.287 

Saline 

Kothe Ka Tala 

0817000802245600 

8.700 

Saline 

Kumharon Ka Teeba 

0817000802247900 

40.799 

Saline 

Ladhe Ka Par 

0817000702238300 

11.132 

Saline 

Lakhe Ka Tala 

0817000802248200 

2.695 

Saline 

Lariyala 

0817000802250700 

19.922 

Saline 

Loombasar 

0817000802246600 

9.290 

Saline 

Macharon Ka Tala 

0817000802249900 

17.190 

Saline 

Madhuri Ka Tala 

0817000802248800 

21.580 

Saline 

Manakki Dhani 

0817000702234600 

11.624 

Saline 

Mandroop Ka Tala 

0817000702238900 

4.994 

Saline 


0817000802250300 

20.250 

0817000802247300 

7.362 

0817000702238800 

11.064 

0817000802251300 

11.621 



0817000702238500 

2.271 

0817000702238700 

8.323 

0817000802246400 

7.014 

0817000802251500 

27.466 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Older Alluvium 

2.715 

Non-command 

Older Alluvium 

10.310 

Non-command 

Older Alluvium 

7.562 

Non-command 

Rhyolite 

9.185 

Non-command 

Older Alluvium 

21.041 

Non-command 

Older Alluvium 

6.526 

Non-command 

Older Alluvium 

1.202 

Non-command 

Older Alluvium 

2.231 

Non-command 

Older Alluvium 

21.404 

Non-command 

Rhyolite 

5.880 

Non-command 

Older Alluvium 

4.906 

Non-command 

Older Alluvium 

6.183 

Non-command 

Older Alluvium 

7.880 

Non-command 

Older Alluvium 

1.442 

Non-command 

Rhyolite 

21.268 

Non-command 

Older Alluvium 

4.145 

Non-command 

Older Alluvium 

5.268 

Non-command 

Older Alluvium 

45.589 

Non-command 

Rhyolite 

0.005 

Non-command 

Older Alluvium 

6.221 

Non-command 

Older Alluvium 

0.432 

Non-command 

Rhyolite 

0.008 

Non-command 

Older Alluvium 

2.993 

Non-command 

Older Alluvium 

5.730 

Non-command 

Rhyolite 

7.890 

Non-command 

Older Alluvium 

6.890 

Non-command 

Rhyolite 

0.050 

Non-command 

Older Alluvium 

8.454 

Non-command 

Older Alluvium 

5.261 

Non-command 

Older Alluvium 

40.749 

Non-command 

Older Alluvium 

0.010 

Non-command 

Older Alluvium 

6.609 

Non-command 

Older Alluvium 

2.940 

Non-command 

Older Alluvium 

8.688 

Non-command 

Older Alluvium 

40.799 

Non-command 

Older Alluvium 

10.368 

Non-command 

Older Alluvium 

2.695 

Non-command 

Older Alluvium 

19.922 

Non-command 

Older Alluvium 

9.290 

Non-command 

Older Alluvium 

17.190 

Non-command 

Older Alluvium 

21.580 

Non-command 

Rhyolite 

6.461 

Non-command 

Older Alluvium 

2.362 

Non-command 

Rhyolite 

2.620 

Non-command 

Older Alluvium 

0.275 

Non-command 

Older Alluvium 

7.362 

Non-command 

Older Alluvium 

11.064 

Non-command 

Older Alluvium 

0.678 

Non-command 

Older Alluvium 

10.943 

Non-command 

Older Alluvium 

2.271 

Non-command 

Older Alluvium 

8.323 

Non-command 

Older Alluvium 

7.014 

Non-command 

Older Alluvium 

20.471 



with 

Pumpset 


( 9 ) ( 10 ) 


1 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

45,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

45,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 


( 14 ) ( 15 ) 


0.004 




0.050 

0.086 

0.004 

0.004 



















































































































































































































































































































































































































































































































































































































































































Micro-watershed 


16006072 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

Naya Bhojriya 

0817000802248400 

18.417 

Saline 

Paboodan Singh Ki Dhani 

0817000702234100 

8.967 

Saline 


Type of Area (Command / N< 
command) 


Padhariya 

0817000702237500 

3.666 

Saline 

Panoniyon Ki Dhani 

0817000802245400 

21.879 

Saline 

Parariya 

0817000802239500 

7.672 

Saline 

Pooniyon Ka Tala 

0817000702233100 

11.146 

Saline 

Posal 

0817000802249800 

25.620 

Saline 

Prem Singh Ki Dhani 

0817000802250400 

16.013 

Saline 

Purpuriya 

0817000702237000 

2.178 

Saline 

Ramdeo Ka Mandir 

0817000702233700 

12.150 

Saline 

Ramji Ki Dhani 

0817000802246100 

8.703 

Saline 

Ramzan Ki Gafan 

0817000802248700 

8.490 

Saline 

Ranatali 

0817000802248500 

12.363 

Saline 

Rasbani 

0817000802249100 

14.028 

Saline 

Ratasar 

0817000802246900 

11.800 

Saline 

Ratasarder 

0817000802246700 

8.196 

Saline 

Rathoron Ka Tala 

0817000802248000 

14.903 

Saline 

Rawat Ka Tala 

0817000702234400 

2.373 

Saline 

Rodi Nadi 

0817000702233400 

8.083 

Saline 

Rodiyon Ka Tala 

0817000802251800 

14.941 

Saline 

Sabu Ka Par 

0817000702238000 

3.481 

Saline 


Sadul Ki Gafan 

0817000802249000 

9.734 

Saline 

Saiyon Ki Basti 

0817000802246200 

35.026 

Saline 

Sajjan Ka Par 

0817000702238400 

7.166 

Saline 

Salariya Kanlariya 

0817000702233900 

6.846 

Saline 


Samelon Ka Tala 

0817000802251100 

9.278 

Saline 

Samoton Ka Par 

0817000802247800 

8.953 

Saline 

Selau 

0817000702239200 

5.980 

Saline 



Shere Ka Tala 

0817000702234000 

4.125 

Saline 

Sobhala Jetmalan 

0817000802250800 

31.432 

Saline 

Sukaliya 

0817000802250200 

20.027 

Saline 

Surali 

0817000702234700 

11.803 

Saline 

Talab Ka Par 

0817000702237700 

17.913 

Saline 

Tamachi Ki Gafan 

0817000802248600 

3.954 

Saline 

Tamliyar 

0817000702231100 

60.197 

Saline 



Udsiyar 


Ummedpura 


Adkiya 


Akanwali 


Asoda 


Babuwali 


Bagnau 


0817000802249700 

10.336 

0817000802249300 

9.866 

0816000102019700 

49.125 

0816000102032600 

16.006 



0816000102031700 

15.219 

0816000102031900 

31.322 

0816000102031200 

24.703 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Older Alluvium 

18.417 

Non-command 

Older Alluvium 

0.282 

Non-command 

Rhyolite 

3.184 

Non-command 

Rhyolite 

0.048 

Non-command 

Older Alluvium 

0.743 

Non-command 

Older Alluvium 

0.028 

Non-command 

Older Alluvium 

9.630 

Non-command 

Older Alluvium 

25.620 

Non-command 

Older Alluvium 

6.473 

Non-command 

Rhyolite 

0.044 

Non-command 

Older Alluvium 

4.933 

Non-command 

Older Alluvium 

8.703 

Non-command 

Older Alluvium 

8.490 

Non-command 

Older Alluvium 

12.363 

Non-command 

Older Alluvium 

14.028 

Non-command 

Older Alluvium 

11.800 

Non-command 

Older Alluvium 

8.196 

Non-command 

Older Alluvium 

14.903 

Non-command 

Rhyolite 

0.323 

Non-command 

Older Alluvium 

8.083 

Non-command 

Older Alluvium 

0.019 

Non-command 

Older Alluvium 

0.081 

Non-command 

Rhyolite 

1.943 

Non-command 

Older Alluvium 

9.734 

Non-command 

Older Alluvium 

35.026 

Non-command 

Older Alluvium 

7.166 

Non-command 

Older Alluvium 

0.713 

Non-command 

Rhyolite 

6.133 

Non-command 

Older Alluvium 

9.278 

Non-command 

Older Alluvium 

8.953 

Non-command 

Older Alluvium 

0.406 

Non-command 

Rhyolite 

5.574 

Non-command 

Older Alluvium 

18.176 

Non-command 

Rhyolite 

0.175 

Non-command 

Rhyolite 

4.060 

Non-command 

Older Alluvium 

31.432 

Non-command 

Older Alluvium 

17.045 

Non-command 

Rhyolite 

4.986 

Non-command 

Older Alluvium 

7.198 

Non-command 

Older Alluvium 

3.954 

Non-command 

Older Alluvium 

29.704 

Non-command 

Rhyolite 

9.606 

Non-command 

Older Alluvium 

0.059 

Non-command 

Rhyolite 

9.599 

Non-command 

Older Alluvium 

10.336 

Non-command 

Older Alluvium 

9.866 

Non-command 

Younger Alluvium 

11.475 

Non-command 

Younger Alluvium 

15.953 

Non-command 

Younger Alluvium 

0.053 

Non-command 

Younger Alluvium 

15.219 

Non-command 

Younger Alluvium 

31.322 

Non-command 

Younger Alluvium 

5.281 

Non-command 

Younger Alluvium 

0.003 


with 

Pumpset 


( 9 ) ( 10 ) 


3 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

20,000 

20,000 

120 

30,000 

30,000 

120 

30,000 

30,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 





































































































































































































































































































































































































































































































































































































































































Micro-watershed 




Bhiloi 


Bhinda Deslonwala 


Bhinda Khara 


Bhinda Mangaliyowala 


Bichau 


Biryaree 


Dhaloowal 


Edewali 


Gajau 


Geraja 


Harda 


Hotiya 


Jhalariya 


Jiyau Khara 


Kalau 


Kangoor 


Khabdela 


Kiradwali 


Kula Tala 


Kuntara 


Maghla 


Mandhalwali 


Mehnau 


Mehrana 


Mithikhui 


Mungel 


Nawatala 


Nichoowali 


Nijau 


Patanwali 


Rabhlau Fakironwala 


Rabhlau Rajronwala 


Relna 


Sanger 


Shahra 


0816000102034100 


Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


Census Code 

Area 


sq.km 

( 3 ) 

( 4 ) 

0816000102019500 

21.089 

0816000102031300 

56.882 



0816000102033300 

12.695 

0816000102019600 

26.313 

0816000102028900 

6.577 

0816000102017600 

30.683 

0816000102033000 

7.643 

0816000102032500 

20.506 



0816000102032200 

15.912 

0816000102031600 

7.365 

0816000102032000 

16.287 

0816000102019900 

107.796 

0816000102033500 

55.752 



85.728 Saline 


0816000102033400 

20.704 

0816000102032700 

20.889 


0816000102032900 

31.926 

0816000102033200 

10.547 

0816000102031500 

22.454 

0816000102034000 

18.229 


0816000102032800 

8.031 

0816000102028800 

35.072 


0816000102031800 

22.104 

Saline 

0816000102031400 

17.713 

Saline 

0816000102032300 

32.793 

Saline 

0816000102028700 

35.215 

Saline 



0816000102029100 

41.712 

0816000102032400 

13.217 



Saline 


24.665 Fresh 


Saline 


152.896 Saline 


0816000102034300 

8.182 

0816000102029200 

92.622 

0816000102032100 

33.372 

0816000102028500 

31.598 

0816000102028600 

72.211 

0816000102033900 

34.571 



0816000102019200 

65.206 

0816000102029000 

95.246 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 


IGNP Canal System Stage I 


Non-command 


Non-command 


Non-command 


IGNP Canal System Stage I 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Younger Alluvium 

5.391 

Non-command 

Younger Alluvium 

41.668 

Non-command 

Younger Alluvium 

15.214 

Non-command 

Younger Alluvium 

12.695 

Non-command 

Younger Alluvium 

16.916 

Non-command 

Younger Alluvium 

6.577 

Non-command 

Younger Alluvium 

6.063 

Non-command 

Younger Alluvium 

7.643 

Non-command 

Younger Alluvium 

20.000 

Non-command 

Younger Alluvium 

0.505 

Non-command 

Younger Alluvium 

0.047 

Non-command 

Younger Alluvium 

4.779 

Non-command 

Younger Alluvium 

15.912 

Non-command 

Younger Alluvium 

7.365 

Non-command 

Younger Alluvium 

16.287 

Non-command 

Younger Alluvium 

0.045 

Command 

Younger Alluvium 

7.847 

Non-command 

Younger Alluvium 

47.904 

Command 

Younger Alluvium 

24.197 

Non-command 

Younger Alluvium 

11.489 

Non-command 

Younger Alluvium 

19.042 

Non-command 

Younger Alluvium 

7.303 

Non-command 

Younger Alluvium 

13.586 

Non-command 

Younger Alluvium 

31.926 

Non-command 

Younger Alluvium 

10.547 

Non-command 

Younger Alluvium 

13.319 

Non-command 

Younger Alluvium 

0.115 

Non-command 

Younger Alluvium 

16.939 

Non-command 

Younger Alluvium 

8.031 

Command 

Younger Alluvium 

3.562 

Non-command 

Younger Alluvium 

28.883 

Non-command 

Younger Alluvium 

22.104 

Non-command 

Younger Alluvium 

17.713 

Non-command 

Younger Alluvium 

32.793 

Command 

Younger Alluvium 

34.234 

Non-command 

Younger Alluvium 

0.981 

Non-command 

Younger Alluvium 

29.338 

Non-command 

Younger Alluvium 

0.035 

Non-command 

Younger Alluvium 

13.182 

Non-command 

Younger Alluvium 

19.994 

Non-command 

Younger Alluvium 

4.671 

Command 

Younger Alluvium 

15.442 

Non-command 

Younger Alluvium 

18.200 

Non-command 

Younger Alluvium 

2.627 

Non-command 

Younger Alluvium 

50.416 

Non-command 

Younger Alluvium 

33.372 

Command 

Younger Alluvium 

2.362 

Command 

Younger Alluvium 

16.621 

Non-command 

Younger Alluvium 

0.781 

Non-command 

Younger Alluvium 

1.921 

Non-command 

Younger Alluvium 

0.003 

Command 

Younger Alluvium 

14.136 

Non-command 

Younger Alluvium 

81.069 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 








































































































































































































































































































































































































































































































































































































Micro-watershed 



05001001 


05001002 


Village 

Zone 
(Fresh / 
Saline) 

Type of Area (Command / Non¬ 
command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 

Name 

Census Code 

Area 








sq.km 





sq.km 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

Soma 

0816000102034200 

14.187 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.277 

Somrau 

0816000102033100 

6.290 

Saline 

Non-command 

Non-command 

Younger Alluvium 

6.290 


Ajaipura 


Badrika 


Bhaulpura 


Bhoorapura 


Bothpura 


Chaina Ka Pura (Bothpura 


Chunnapura 


Darupura 


Dayeri 


Durgpura 


Kaimara 


Kolari 


Mahoori 


Malpur 


Mansoorpura 


Mauza Ka Nagla 


Moosalpur 


Nagla Kharapur 


Nayapur 


Nidhaira Kalan 


Sarkana 


Sastnagar 


Tanda 


Adampur 


Afzalpur 


Ahmadpur 


Aligarh 


Bahadurpura 


Bainpura Mafi 


Bari (M) 


Baripura 


Bidarpur 


Bijauli 


Dhanora 


0808000301147100 


0808000301146500 


0808000301146400 


0808000301146600 


0808000401151500 


0808000401151800 


0808000301146000 


0808000401152700 


0808000401151700 


0808000401152900 


0808000301147000 


0808000301143700 


0808000401152800 


0808000301146200 


0808000301143800 


0808000401151600 


0808000301146300 


0808000301146700 


0808000301147300 


0808000301147200 


0808000301142400 


0808000301146100 


0808000401156800 


0808000201122300 


0808000201129500 


0808000201132200 


0808000201128400 


0808000201136000 


0808000201130600 


0808000240801000 


1.854 Fresh 



2.409 Fresh 


1.004 Fresh 


0.923 Fresh 


3.319 Fresh 


1.200 Fresh 


0.383 Fresh 


1.685 Fresh 


1.859 Fresh 


0.673 Fresh 


1.489 Fresh 



1.653 Fresh 


1.238 Fresh 


0.738 Fresh 


2.861 Fresh 


0.793 Fresh 


0.815 Fresh 


2.622 Fresh 


0.581 Fresh 


5.026 Fresh 



3.725 Fresh 


3.165 Fresh 


2.153 Fresh 


4.781 Fresh 


5.535 Fresh 


0.739 Fresh 


4.387 Fresh 


1.400 Fresh 


1.210 Fresh 


17.812 Fresh 


River Basin: 


Sub Basin: 


Parbati 


Parbati 


Non-command 


Parbati 


Parbati 


Parbati 


Parbati 


Non-command 


Non-command 


Parbati 


Non-command 


Non-command 


Non-command 


Non-command 


Parbati 


Non-command 


Parbati 


Parbati 


Non-command 


Parbati 


Parbati 


Non-command 


Parbati 


Parbati 


Parbati 


Non-command 


Parbati 


Non-command 


Parbati 


Non-command 


Parbati 


Parbati 


Parbati 


Non-command 


Non-command 


Ramsagar 


Non-command 


Non-command 


Non-command 


Ramsagar 


Non-command 


Non-command 


Non-command 



0808000201135700 


0808000201128600 


0808000201136100 


0808000201131200 


11.868 Fresh 


6.191 Fresh 


6.496 Fresh 


1.148 Fresh 


Non-command 


Ramsagar 


Non-command 


Non-command 


Wells with 

Pumpset 


(9) (10) 


Non-command 

Older Alluvium 

1.017 

Command 

Older Alluvium 

0.837 

Command 

Older Alluvium 

0.530 

Command 

Older Alluvium 

0.838 

Command 

Older Alluvium 

0.819 

Non-command 

Older Alluvium 

2.311 

Non-command 

Older Alluvium 

0.055 

Command 

Older Alluvium 

0.383 

Non-command 

Older Alluvium 

0.106 

Non-command 

Older Alluvium 

0.001 

Non-command 

Older Alluvium 

0.126 

Non-command 

Older Alluvium 

0.109 

Command 

Older Alluvium 

1.380 

Non-command 

Older Alluvium 

0.000 

Command 

Older Alluvium 

0.953 

Command 

Older Alluvium 

0.247 

Non-command 

Older Alluvium 

0.171 

Command 

Older Alluvium 

0.738 

Command 

Older Alluvium 

1.911 

Non-command 

Older Alluvium 

0.284 

Command 

Older Alluvium 

0.344 

Command 

Older Alluvium 

0.513 

Command 

Older Alluvium 

0.581 

Non-command 

Older Alluvium 

1.091 

Command 

Older Alluvium 

3.935 

Non-command 

Older Alluvium 

2.610 

Command 

Older Alluvium 

1.211 

Non-command 

Older Alluvium 

0.730 

Command 

Older Alluvium 

3.874 

Command 

Older Alluvium 

0.081 

Command 

Older Alluvium 

1.911 

Non-command 

Older Alluvium 

0.253 

Non-command 

Bhander Sandstone 

2.272 

Command 

Bhander Sandstone 

0.493 

Non-command 

Older Alluvium 

0.427 

Non-command 

Bhander Sandstone 

0.739 

Non-command 

Older Alluvium 

0.034 

Command 

Older Alluvium 

1.450 

Non-command 

Older Alluvium 

1.400 

Non-command 

Older Alluvium 

1.210 

Non-command 

Bhander Sandstone 

2.304 

Non-command 

Older Alluvium 

0.192 

Command 

Bhander Sandstone 

7.163 

Command 

Older Alluvium 

5.655 

Non-command 

Bhander Sandstone 

0.003 

Command 

Older Alluvium 

3.004 

Non-command 

Bhander Sandstone 

4.665 

Non-command 

Older Alluvium 

0.956 

Non-command 

Older Alluvium 

1.148 



Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 


Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

130,000 

110,000 

120 

70,000 

50,000 


120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

120,000 

90,000 

120 

90,000 

60,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

90,000 

60,000 

120 

120,000 

90,000 

120 

90,000 

60,000 

120 

120,000 

90,000 

120 

90,000 

60,000 

120 

120,000 

90,000 

120 

90,000 

60,000 

120 

120,000 

90,000 

120 

120,000 

90,000 



0.156 

0.328 

0.132 

0.272 

0.060 

0.107 

0.036 

0.036 

0.072 

0.212 

0.252 

0.377 

0.012 

0.012 

0.120 

0.276 

0.024 

0.040 


0.324 

0.324 

0.115 

0.180 

0.011 

0.011 

0.367 

0.551 

0.432 

0.634 

- 

- 

0.043 

0.057 

0.281 

0.324 

0.086 

0.100 

0.335 

0.450 























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Dhaunspur 

0808000201129300 

2.144 

Fresh 

Gaonri 

0808000201129400 

3.962 

Fresh 

Garhi Jakhoda 

0808000201130400 

5.018 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Gujarra Kalan Khurd 

0808000201129700 

2.648 

Fresh 

Gutakhur 

0808000201132300 

1.847 

Fresh 

Hansai 

0808000201128900 

3.398 

Fresh 


Husainpur 

0808000201131400 

2.460 

Fresh 

Jahanpur 

0808000201129000 

1.097 

Fresh 

Jamalpur 

0808000201131000 

1.203 

Fresh 



Kanchanpur 

0808000201127800 

4.973 

Fresh 

Karerua 

0808000201128800 

4.350 

Fresh 


Non-command 


Non-command 


Non-command 


Ramsagar 


Non-command 


Non-command 


Non-command 


Ramsagar 


Non-command 


Ramsagar 


Non-command 


Non-command 


Kasoti Khera 

0808000201132400 

5.718 

Fresh 

Khanpur Goojar 

0808000201131700 

3.834 

Fresh 

Khanpur Maina 

0808000201132100 

2.571 

Fresh 

Khaurpura 

0808000201133000 

2.877 

Fresh 


Kudinna 

0808000201133700 

28.589 

Fresh 

Kurri Ka Pura 

0808000201129600 

2.708 

Fresh 

Kutakpur 

0808000201130500 

1.268 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Ramsagar 


Non-command 


Non-command 


Non-command 


Lakhepura 

0808000201130900 

0.872 

Fresh 

Madauna 

0808000201131600 

3.339 

Fresh 

Maharajpura 

0808000201132800 

2.258 

Fresh 

Marholi 

0808000201130200 

3.599 

Fresh 

Mastoora 

0808000201135800 

3.988 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Mohri 

0808000201135900 

3.864 

Fresh 

Murawali 

0808000201130300 

3.084 

Fresh 

Nizampur 

0808000201131900 

4.700 

Fresh 

Paguli 

0808000201131500 

3.224 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Pohap Nagar 

0808000201131800 

0.933 

Fresh 

Pura Bakhtoo 

0808000201130700 

2.130 

Fresh 


Non-command 


Non-command 


Pura Ulawati 

0808000201129200 

0.722 

Fresh 

Rajapur 

0808000201131300 

1.623 

Fresh 


Non-command 


Non-command 


Rudhera 

0808000201135000 

9.036 

Fresh 

Rupaspur 

0808000201128500 

2.229 

Fresh 


Saheri No. 1 

0808000201132900 

5.598 

Fresh 

Salemabad 

0808000201122400 

0.767 

Fresh 

Sauhas 

0808000201131100 

3.590 

Fresh 


Talab Shahi No. 1,2 


Non-command 


Non-command 


Ramsagar 


Non-command 


Ramsagar 


Non-command 



0808000201132000 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

1.721 

Non-command 

Older Alluvium 

3.962 

Non-command 

Bhander Sandstone 

0.777 

Non-command 

Older Alluvium 

0.163 

Non-command 

Older Alluvium 

1.733 

Non-command 

Bhander Sandstone 

1.847 

Non-command 

Older Alluvium 

3.325 

Command 

Older Alluvium 

0.073 

Non-command 

Bhander Sandstone 

2.460 

Non-command 

Older Alluvium 

1.097 

Non-command 

Older Alluvium 

1.192 

Command 

Older Alluvium 

0.011 

Non-command 

Older Alluvium 

0.701 

Command 

Older Alluvium 

0.025 

Non-command 

Older Alluvium 

0.443 

Non-command 

Bhander Sandstone 

2.152 

Non-command 

Older Alluvium 

2.199 

Non-command 

Bhander Sandstone 

4.586 

Non-command 

Bhander Sandstone 

3.469 

Non-command 

Bhander Sandstone 

2.571 

Non-command 

Bhander Sandstone 

2.848 

Command 

Bhander Sandstone 

0.029 

Non-command 

Bhander Sandstone 

0.339 

Non-command 

Older Alluvium 

2.682 

Non-command 

Bhander Sandstone 

0.041 

Non-command 

Older Alluvium 

1.227 

Non-command 

Older Alluvium 

0.872 

Non-command 

Bhander Sandstone 

1.463 

Non-command 

Bhander Sandstone 

1.448 

Non-command 

Older Alluvium 

0.118 

Non-command 

Bhander Sandstone 

3.227 

Non-command 

Older Alluvium 

0.578 

Non-command 

Bhander Sandstone 

3.487 

Non-command 

Older Alluvium 

0.444 

Non-command 

Bhander Sandstone 

4.562 

Non-command 

Bhander Sandstone 

3.217 

Non-command 

Older Alluvium 

0.006 

Non-command 

Bhander Sandstone 

0.933 

Non-command 

Bhander Sandstone 

0.006 

Non-command 

Older Alluvium 

2.123 

Non-command 

Older Alluvium 

0.722 

Non-command 

Bhander Sandstone 

1.067 

Non-command 

Older Alluvium 

0.557 

Non-command 

Bhander Sandstone 

0.605 

Non-command 

Older Alluvium 

0.560 

Command 

Older Alluvium 

1.669 

Non-command 

Bhander Sandstone 

0.120 

Command 

Bhander Sandstone 

0.133 

Non-command 

Bhander Sandstone 

0.097 

Non-command 

Older Alluvium 

3.492 

Non-command 

Bhander Sandstone 

0.550 

Non-command 

Older Alluvium 

3.210 

Non-command 

Bhander Sandstone 

1.711 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

90,000 

60,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

90,000 

60,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

90,000 

60,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

90,000 

60,000 

120 

120,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

120,000 

90,000 

120 

90,000 

60,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

120,000 

90,000 

120 

90,000 

60,000 

120 

120,000 

90,000 

120 

90,000 

60,000 

120 

120,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

120,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

90,000 

60,000 

120 

120,000 

90,000 

120 

90,000 

60,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

120,000 

90,000 

120 

90,000 

60,000 

120 

120,000 

90,000 

120 

90,000 

60,000 



Wells with 
Pumpset 


MCM 


(15) 


0.119 




0.011 

0.011 

0.108 

0.151 

0.032 

0.046 

0.065 

0.097 

0.032 

0.032 

0.022 

0.065 

0.036 

0.101 




0.043 

0.057 

0.108 

0.137 

0.007 

0.018 

0.022 

0.065 

- 

- 

0.086 

0.129 

0.029 

0.040 

0.281 

0.353 

0.036 

0.036 







































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


05001003 


05001004 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Talram Sagar 

0808000201132500 

3.108 

Fresh 

Ulawti 

0808000201129100 

1.505 

Fresh 

Umri 

0808000201128700 

2.332 

Fresh 


Type of Area (Command / N< 
command) 


05001005 


Amolpura 

0808000201135100 

4.017 

Fresh 

Ban Bihar 

0808000201136300 

4.262 

Fresh 

Baripura 

0808000201135700 

11.868 

Fresh 

Beerpur 

0808000201136400 

7.504 

Fresh 

Bijauli 

0808000201136100 

6.496 

Fresh 

Gajpura 

0808000201135200 

5.477 

Fresh 

Garhi Jakhoda 

0808000201130400 

5.018 

Fresh 

Janpura 

0808000201136200 

0.466 

Fresh 

Khanpur Goojar 

0808000201131700 

3.834 

Fresh 

Madauna 

0808000201131600 

3.339 

Fresh 

Mahadpura 

0808000201135400 

5.719 

Fresh 

Mastoora 

0808000201135800 

3.988 

Fresh 

Mohri 

0808000201135900 

3.864 

Fresh 

Nibhi 

0808000401167000 

3.446 

Fresh 

Nizampur 

0808000201131900 

4.700 

Fresh 

Rudhera 

0808000201135000 

9.036 

Fresh 

Aneejara 

0809000401229000 

8.920 

Fresh 

Banswari 

0809000401228900 

5.074 

Fresh 

Bhavli 

0809000401230400 

10.992 

Fresh 

Bhojpur 

0809000401227800 

7.512 

Fresh 

Bhood Khera 

0809000401229800 

6.438 

Fresh 

Birhata 

0809000401228200 

8.063 

Fresh 

Birhati 

0809000401227900 

12.228 

Fresh 

Daudpur 

0809000401228300 

3.779 

Fresh 

Deori 

0809000401228500 

19.866 

Fresh 

Garh Mandora 

0809000401228000 

14.554 

Fresh 

Guwreda 

0809000401230600 

10.166 

Fresh 

Jamoora 

0809000401227000 

39.137 

Fresh 

Keshpura 

0809000401228800 

15.541 

Fresh 

Khaira 

0809000401231000 

19.560 

Fresh 

Khanpura 

0809000401229600 

0.893 

Fresh 

Khooda 

0809000401228600 

9.332 

Fresh 

Khoondri 

0809000401228700 

9.226 

Fresh 

Lotda 

0809000401230000 

10.582 

Fresh 

Mangrol 

0809000401227300 

3.076 

Fresh 

Mardai Kalan 

0809000401229700 

11.203 

Fresh 

Mardai Khurd 

0809000401229500 

8.550 

Fresh 

Masalpur 

0809000401229300 

7.735 

Fresh 

Rohar 

0809000401229200 

1.349 

Fresh 

Rughpura 

0809000401229400 

5.094 

Fresh 

Sahanpur 

0809000401230200 

3.688 

Fresh 

Sajnapur 

0809000401229900 

12.642 

Fresh 

Sewli 

0809000401228100 

8.771 

Fresh 

Thekra 

0809000401230100 

7.774 

Fresh 

Tilua 

0808000101108700 

5.597 

Fresh 

Badriya 

0808000101109500 

6.246 

Fresh 

Bansrai 

0808000101108400 

10.142 

Fresh 

Barman 

0808000101108600 

5.532 

Fresh 

Bharkunjara 

0808000101111100 

2.894 

Fresh 


Non-command 


Non-command 


Non-command 


Ramsagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bhander Sandstone 

0.472 

Non-command 

Older Alluvium 

1.505 

Non-command 

Older Alluvium 

0.204 

Command 

Older Alluvium 

2.128 

Non-command 

Bhander Sandstone 

1.771 

Non-command 

Bhander Sandstone 

4.262 

Non-command 

Bhander Sandstone 

7.784 

Non-command 

Bhander Sandstone 

0.857 

Non-command 

Bhander Sandstone 

0.417 

Non-command 

Bhander Sandstone 

5.477 

Non-command 

Bhander Sandstone 

0.215 

Non-command 

Bhander Sandstone 

0.286 

Non-command 

Bhander Sandstone 

0.365 

Non-command 

Bhander Sandstone 

1.876 

Non-command 

Bhander Sandstone 

1.324 

Non-command 

Bhander Sandstone 

0.183 

Non-command 

Bhander Sandstone 

0.378 

Non-command 

Bhander Sandstone 

0.985 

Non-command 

Bhander Sandstone 

0.137 

Non-command 

Bhander Sandstone 

1.037 

Non-command 

Bhander Sandstone 

0.026 

Non-command 

Bhander Sandstone 

4.031 

Non-command 

Bhander Sandstone 

1.473 

Non-command 

Bhander Sandstone 

1.273 

Non-command 

Bhander Sandstone 

6.201 

Non-command 

Bhander Sandstone 

6.845 

Non-command 

Bhander Sandstone 

12.221 

Non-command 

Bhander Sandstone 

3.779 

Non-command 

Bhander Sandstone 

8.955 

Non-command 

Bhander Sandstone 

11.423 

Non-command 

Bhander Sandstone 

2.157 

Non-command 

Bhander Sandstone 

1.886 

Non-command 

Bhander Sandstone 

15.541 

Non-command 

Bhander Sandstone 

5.647 

Non-command 

Bhander Sandstone 

0.893 

Non-command 

Bhander Sandstone 

9.332 

Non-command 

Bhander Sandstone 

9.226 

Non-command 

Bhander Sandstone 

9.938 

Non-command 

Bhander Sandstone 

0.490 

Non-command 

Bhander Sandstone 

8.062 

Non-command 

Bhander Sandstone 

8.550 

Non-command 

Bhander Sandstone 

5.364 

Non-command 

Bhander Sandstone 

0.053 

Non-command 

Bhander Sandstone 

5.094 

Non-command 

Bhander Sandstone 

3.437 

Non-command 

Bhander Sandstone 

9.356 

Non-command 

Bhander Sandstone 

0.505 

Non-command 

Bhander Sandstone 

7.118 

Non-command 

Bhander Sandstone 

0.391 

Non-command 

Bhander Sandstone 

1.957 

Non-command 

Bhander Sandstone 

8.119 

Non-command 

Bhander Sandstone 

5.532 

Non-command 

Bhander Sandstone 

2.825 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

60,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

75,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.173 

0.216 

0.022 

0.022 

0.270 

0.342 


0.007 

0.007 

0.007 

0.007 


0.022 

0.022 

0.007 

0.007 

0.007 

0.007 

0.007 

0.007 

- 

- 

0.007 

0.007 

0.007 

0.007 

0.007 

0.007 

0.007 

0.007 


0.094 

0.112 

0.328 

0.400 

0.109 

0.109 

0.156 

0.156 












































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


05001006 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Bhiramad 

0808000101111200 

7.835 

Fresh 

Birhata 

0809000401228200 

8.063 

Fresh 

Birhati 

0809000401227900 

12.228 

Fresh 

Deori 

0809000401228500 

19.866 

Fresh 

Dhanera 

0808000101111300 

3.026 

Fresh 

Digori 

0808000101110900 

2.645 

Fresh 

Garh Mandora 

0809000401228000 

14.554 

Fresh 

Gumanpura 

0808000101109200 

2.880 

Fresh 

Jamoora 

0809000401227000 

39.137 

Fresh 

Kallapura 

0808000101111000 

2.416 

Fresh 

Khanpura 

0808000101108200 

4.169 

Fresh 

Khurdiya 

0808000101111500 

8.101 

Fresh 

Kot 

0807000901083600 

35.420 

Fresh 

Kurgawan 

0808000101110800 

3.585 

Fresh 

Leelauti 

0808000101110700 

4.347 

Fresh 

Madh Piprod 

0808000101108800 

2.312 

Fresh 

Mardai Kalan 

0809000401229700 

11.203 

Fresh 

Na 

0808000108900001 

5.607 

Fresh 

Nadanpur 

0808000101108900 

4.661 

Fresh 

Nayapura Radhol 

0808000101108500 

3.849 

Fresh 

Piprani 

0809000401228400 

4.908 

Fresh 

Pohai 

0808000101109100 

2.087 

Fresh 

Sewli 

0809000401228100 

8.771 

Fresh 

Singhrawali 

0807000901084000 

7.824 

Fresh 

Tilua 

0808000101108700 

5.597 

Fresh 

Vijaipura 

0808000101109000 

2.668 

Fresh 

Barauli 

0808000101112000 

3.521 

Fresh 

Bharkunjara 

0808000101111100 

2.894 

Fresh 

Bhawanpura 

0808000101110300 

3.863 

Fresh 

Bhindipura 

0808000101113700 

1.464 

Fresh 

Bhiramad 

0808000101111200 

7.835 

Fresh 

Bijholi 

0808000101113900 

2.054 

Fresh 

Dhanera 

0808000101111300 

3.026 

Fresh 

Digori 

0808000101110900 

2.645 

Fresh 

Durgasi 

0808000101111400 

5.567 

Fresh 

Gendapura 

0808000101114700 

2.011 

Fresh 

Hulaspura 

0808000101112600 

1.391 

Fresh 

Jhala 

0808000101110600 

1.134 

Fresh 

Jhinna 

0808000101110100 

2.453 

Fresh 

Jindapura 

0808000101109600 

0.972 

Fresh 

Kankret 

0808000101110500 

4.698 

Fresh 

Kanspura 

0808000101112400 

1.368 

Fresh 

Khinnot 

0808000101111700 

2.923 

Fresh 

Khintar 

0808000101112500 

2.853 

Fresh 

Khokhala 

0808000101110200 

1.883 

Fresh 

Khurdiya 

0808000101111500 

8.101 

Fresh 

Kurgawan 

0808000101110800 

3.585 

Fresh 

Leelauti 

0808000101110700 

4.347 

Fresh 

Maharpur 

0808000101111600 

6.055 

Fresh 

Manpura 

0808000101113800 

3.769 

Fresh 

Mothiyapura 

0808000101114200 

1.895 

Fresh 

Mugalpura 

0808000101114100 

1.812 

Fresh 

Na 

0808000108900001 

5.607 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bhander Sandstone 

6.739 

Non-command 

Bhander Sandstone 

1.218 

Non-command 

Bhander Sandstone 

0.007 

Non-command 

Bhander Sandstone 

10.778 

Non-command 

Bhander Sandstone 

0.003 

Non-command 

Bhander Sandstone 

2.632 

Non-command 

Bhander Sandstone 

2.215 

Non-command 

Bhander Sandstone 

0.005 

Non-command 

Bhander Sandstone 

16.594 

Non-command 

Bhander Sandstone 

2.416 

Non-command 

Bhander Sandstone 

0.001 

Non-command 

Bhander Sandstone 

0.458 

Non-command 

Bhander Sandstone 

5.503 

Non-command 

Bhander Sandstone 

2.158 

Non-command 

Bhander Sandstone 

0.444 

Non-command 

Bhander Sandstone 

2.312 

Non-command 

Bhander Sandstone 

2.852 

Non-command 

Bhander Sandstone 

1.494 

Non-command 

Bhander Sandstone 

4.661 

Non-command 

Bhander Sandstone 

3.849 

Non-command 

Bhander Sandstone 

4.908 

Non-command 

Bhander Sandstone 

2.087 

Non-command 

Bhander Sandstone 

8.266 

Non-command 

Bhander Sandstone 

1.620 

Non-command 

Bhander Sandstone 

5.206 

Non-command 

Bhander Sandstone 

2.668 

Non-command 

Bhander Sandstone 

0.112 

Non-command 

Bhander Sandstone 

0.069 

Non-command 

Bhander Sandstone 

0.740 

Non-command 

Bhander Sandstone 

0.267 

Non-command 

Bhander Sandstone 

1.096 

Non-command 

Bhander Sandstone 

1.325 

Non-command 

Bhander Sandstone 

3.023 

Non-command 

Bhander Sandstone 

0.014 

Non-command 

Bhander Sandstone 

5.567 

Non-command 

Bhander Sandstone 

0.971 

Non-command 

Bhander Sandstone 

1.269 

Non-command 

Bhander Sandstone 

1.084 

Non-command 

Bhander Sandstone 

0.193 

Non-command 

Bhander Sandstone 

0.001 

Non-command 

Bhander Sandstone 

0.096 

Non-command 

Bhander Sandstone 

0.586 

Non-command 

Bhander Sandstone 

2.094 

Non-command 

Bhander Sandstone 

2.692 

Non-command 

Bhander Sandstone 

0.590 

Non-command 

Bhander Sandstone 

1.675 

Non-command 

Bhander Sandstone 

1.427 

Non-command 

Bhander Sandstone 

3.629 

Non-command 

Bhander Sandstone 

0.032 

Non-command 

Bhander Sandstone 

1.434 

Non-command 

Bhander Sandstone 

1.826 

Non-command 

Bhander Sandstone 

1.812 

Non-command 

Bhander Sandstone 

3.914 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

150,000 

130,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

100,000 

80,000 

120 

150,000 

130,000 

120 

100,000 

80,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

90,000 

60,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

100,000 

80,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

100,000 

80,000 

120 

150,000 

130,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 


(15) 


0.172 




0.050 

0.050 

0.109 

0.109 

0.031 

0.031 

0.172 

0.172 



0.031 

0.031 

0.359 

0.359 

0.172 

0.172 

- 

- 

0.172 

0.172 

0.078 

0.078 

0.218 

0.218 



0.140 

0.140 

0.125 

0.125 

0.234 

0.234 

0.031 

0.031 

0.016 

0.016 

0.078 

0.078 

0.203 

0.203 



0.078 

0.078 

0.078 

0.078 

0.031 

0.031 






































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


05001007 


05001008 


Pabaini 


Sarmathura 


Sunkai 


Surari Kalan 


Surari Khurd 


Adampur 


0808000101111800 


0808000101114600 


0808000101112200 


0808000101111900 


0808000101114000 


0808000201122300 


sq.km 


(4) (5) 


4.009 Fresh 


6.068 Fresh 


0.941 Fresh 


5.154 Fresh 


1.228 Fresh 


4.781 Fresh 


Chila Chaund 

0808000201121500 

7.242 

Fresh 

Jamboora 

0808000201132700 

6.069 

Fresh 

Kachhpura 

0808000101112900 

3.672 

Fresh 

Kankrai 

0808000201121700 

3.363 

Fresh 

Kasoti Khera 

0808000201132400 

5.718 

Fresh 

Koyla 

0808000201121800 

3.654 

Fresh 

Kudinna 

0808000201133700 

28.589 

Fresh 

Maharajpura 

0808000201132800 

2.258 

Fresh 

Mugalpura 

0808000201134800 

6.261 

Fresh 

Na 

0808000208900003 

4.525 

Fresh 


Nadroli 

0808000201132600 

1.669 

Fresh 

Naksauda 

0808000201121600 

6.789 

Fresh 

Narsinghpur 

0808000201134200 

0.820 

Fresh 

Nayapura 

0808000201134100 

1.531 

Fresh 

Rahe 

0808000201134900 

3.933 

Fresh 

Reechhai 

0808000201121200 

1.618 

Fresh 

Rudhera 

0808000201135000 

9.036 

Fresh 

Saheri No. 1 

0808000201132900 

5.598 

Fresh 

Saheri No. 2 

0808000201133100 

1.964 

Fresh 

Talram Sagar 

0808000201132500 

3.108 

Fresh 

Umreh 

0808000201122100 

3.075 

Fresh 

Uwasa 

0808000201133200 

3.010 

Fresh 

Barauli 

0808000101112000 

3.521 

Fresh 

Bhindipura 

0808000101113700 

1.464 

Fresh 

Bidarpur 

0808000101113100 

1.582 

Fresh 

Bijholi 

0808000101113900 

2.054 

Fresh 

Birja 

0808000101113200 

6.604 

Fresh 

Chila Chaund 

0808000201121500 

7.242 

Fresh 

Dhaundh 

0808000101113000 

4.294 

Fresh 

Gopalpur 

0808000101118900 

3.080 

Fresh 

Gurha 

0808000101113600 

4.393 

Fresh 

Hulaspura 

0808000101112600 

1.391 

Fresh 

Jhala 

0808000101110600 

1.134 

Fresh 

Kachhpura 

0808000101112900 

3.672 

Fresh 

Kankret 

0808000101110500 

4.698 

Fresh 

Kanspura 

0808000101112400 

1.368 

Fresh 

Khintar 

0808000101112500 

2.853 

Fresh 

Kumarpura 

0808000101112300 

1.065 

Fresh 

Leelauti 

0808000101110700 

4.347 

Fresh 

Mathara 

0808000101119000 

9.944 

Fresh 

Motipura 

0808000101112100 

1.735 

Fresh 

Rahrai 

0808000101112700 

3.185 

Fresh 

Soni 

0808000101113300 

5.547 

Fresh 

Sunkai 

0808000101112200 

0.941 

Fresh 

Surari Kalan 

0808000101111900 

5.154 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Ramsagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Ramsagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bhander Sandstone 

4.009 

Non-command 

Bhander Sandstone 

3.183 

Non-command 

Bhander Sandstone 

0.214 

Non-command 

Bhander Sandstone 

4.955 

Non-command 

Bhander Sandstone 

1.002 

Non-command 

Bhander Sandstone 

0.332 

Command 

Bhander Sandstone 

0.277 

Non-command 

Bhander Sandstone 

1.396 

Non-command 

Bhander Sandstone 

5.696 

Non-command 

Bhander Sandstone 

0.165 

Non-command 

Bhander Sandstone 

0.441 

Non-command 

Bhander Sandstone 

1.132 

Non-command 

Bhander Sandstone 

2.786 

Non-command 

Bhander Sandstone 

17.482 

Non-command 

Bhander Sandstone 

0.318 

Non-command 

Bhander Sandstone 

0.250 

Non-command 

Bhander Sandstone 

4.406 

Command 

Bhander Sandstone 

0.077 

Non-command 

Bhander Sandstone 

1.161 

Non-command 

Bhander Sandstone 

6.626 

Non-command 

Bhander Sandstone 

0.284 

Non-command 

Bhander Sandstone 

0.550 

Non-command 

Bhander Sandstone 

1.444 

Non-command 

Bhander Sandstone 

0.072 

Non-command 

Bhander Sandstone 

6.042 

Non-command 

Bhander Sandstone 

5.479 

Non-command 

Bhander Sandstone 

1.545 

Non-command 

Bhander Sandstone 

2.629 

Non-command 

Bhander Sandstone 

1.022 

Non-command 

Bhander Sandstone 

0.088 

Non-command 

Bhander Sandstone 

3.409 

Non-command 

Bhander Sandstone 

0.866 

Non-command 

Bhander Sandstone 

0.427 

Non-command 

Bhander Sandstone 

0.729 

Non-command 

Bhander Sandstone 

5.719 

Non-command 

Bhander Sandstone 

0.007 

Non-command 

Bhander Sandstone 

0.144 

Non-command 

Bhander Sandstone 

0.179 

Non-command 

Bhander Sandstone 

3.715 

Non-command 

Bhander Sandstone 

0.122 

Non-command 

Bhander Sandstone 

0.049 

Non-command 

Bhander Sandstone 

0.439 

Non-command 

Bhander Sandstone 

3.150 

Non-command 

Bhander Sandstone 

0.783 

Non-command 

Bhander Sandstone 

0.161 

Non-command 

Bhander Sandstone 

1.028 

Non-command 

Bhander Sandstone 

0.273 

Non-command 

Bhander Sandstone 

1.505 

Non-command 

Bhander Sandstone 

1.735 

Non-command 

Bhander Sandstone 

1.914 

Non-command 

Bhander Sandstone 

5.327 

Non-command 

Bhander Sandstone 

0.726 

Non-command 

Bhander Sandstone 

0.199 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

150,000 

130,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

90,000 

60,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.250 

0.250 

0.359 

0.503 

0.016 

0.016 

0.187 

0.187 

0.156 

0.156 

0.007 

0.029 

0.007 

0.029 

0.086 

0.108 

- 

- 

0.016 

0.016 

0.007 

0.029 

0.058 

0.209 

0.065 

0.184 

0.007 

0.007 



0.016 

0.016 

0.203 

0.203 

0.359 

0.359 



0.125 

0.125 

0.016 

0.016 

- 

- 

0.047 

0.047 

0.172 

0.172 

0.172 

0.172 

0.016 

0.016 

0.156 

0.156 

0.016 

0.016 

0.031 

0.031 

0.078 

0.078 

0.172 

0.172 

0.172 

0.172 

0.062 

0.062 
























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


05001009 


05001010 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Surari Khurd 

0808000101114000 

1.228 

Fresh 

Tarwa 

0808000101112800 

9.754 

Fresh 

Vateekra 

0808000101113400 

2.509 

Fresh 

Baragaon 

0808000101115200 

6.866 

Fresh 

Baraipura 

0808000101114400 

1.880 

Fresh 

Barapura 

0808000101116500 

2.539 

Fresh 

Basantpura 

0808000101117100 

2.364 

Fresh 

Bhood Khera 

0809000401229800 

6.438 

Fresh 

Chandelipura 

0809000501241700 

15.283 

Fresh 

Chandpura 

0808000101115300 

5.361 

Fresh 

Chandrawali 

0808000101116900 

2.861 

Fresh 

Dadroni 

0808000101117600 

18.652 

Fresh 

Darura 

0809000501241800 

5.895 

Fresh 

Deori 

0809000401228500 

19.866 

Fresh 

Domai 

0808000101117400 

2.487 

Fresh 

Dompura 

0808000101115100 

4.755 

Fresh 

Gendapura 

0808000101114700 

2.011 

Fresh 

Ghari 

0808000101117500 

7.203 

Fresh 

Gulalpura 

0808000101116800 

1.971 

Fresh 

Harlalpura 

0808000101114900 

2.983 

Fresh 

Kanchanpura 

0808000101117000 

3.307 

Fresh 

Khinnot 

0808000101111700 

2.923 

Fresh 

Khurdiya 

0808000101111500 

8.101 

Fresh 

Konesa 

0808000101115000 

2.114 

Fresh 

Kota 

0808000101117200 

1.567 

Fresh 

Lokoopura 

0808000101116700 

3.304 

Fresh 

Madasil 

0808000101114800 

6.231 

Fresh 

Maharpur 

0808000101111600 

6.055 

Fresh 

Mallapura 

0808000101117900 

11.800 

Fresh 

Mardai Kalan 

0809000401229700 

11.203 

Fresh 

Mede Ka Pura 

0808000101116300 

5.663 

Fresh 

Mothiyapura 

0808000101114200 

1.895 

Fresh 

Narayanpura 

0808000101117300 

2.727 

Fresh 

Padampura 

0808000101114300 

3.237 

Fresh 

Rijhoni 

0808000101116400 

7.779 

Fresh 

Sajnapur 

0809000401229900 

12.642 

Fresh 

Sarmathura 

0808000101114600 

6.068 

Fresh 

Shitalpura 

0808000101117700 

1.354 

Fresh 

Tejapura 

0808000101116600 

5.505 

Fresh 

Bidarpur 

0808000101113100 

1.582 

Fresh 

Birja 

0808000101113200 

6.604 

Fresh 

Chila Chaund 

0808000201121500 

7.242 

Fresh 

Dhaundh 

0808000101113000 

4.294 

Fresh 

Gopalpur 

0808000101118900 

3.080 

Fresh 

Gopalpura 

0808000101119300 

2.252 

Fresh 

Gurja 

0808000201133500 

6.447 

Fresh 

Indora 

0808000101119200 

9.715 

Fresh 

Jamboora 

0808000201132700 

6.069 

Fresh 

Kachhpura 

0808000101112900 

3.672 

Fresh 

Khidarpur 

0808000101119100 

4.731 

Fresh 

Kudinna 

0808000201133700 

28.589 

Fresh 

Madanpur 

0808000101119500 

24.655 

Fresh 

Mathara 

0808000101119000 

9.944 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bhander Sandstone 

0.226 

Non-command 

Bhander Sandstone 

5.490 

Non-command 

Bhander Sandstone 

2.398 

Non-command 

Bhander Sandstone 

5.334 

Non-command 

Bhander Sandstone 

1.880 

Non-command 

Bhander Sandstone 

0.194 

Non-command 

Bhander Sandstone 

2.364 

Non-command 

Bhander Sandstone 

0.237 

Non-command 

Bhander Sandstone 

0.360 

Non-command 

Bhander Sandstone 

0.078 

Non-command 

Bhander Sandstone 

2.861 

Non-command 

Bhander Sandstone 

15.156 

Non-command 

Bhander Sandstone 

0.579 

Non-command 

Bhander Sandstone 

0.133 

Non-command 

Bhander Sandstone 

2.487 

Non-command 

Bhander Sandstone 

4.755 

Non-command 

Bhander Sandstone 

1.041 

Non-command 

Bhander Sandstone 

7.203 

Non-command 

Bhander Sandstone 

1.308 

Non-command 

Bhander Sandstone 

2.983 

Non-command 

Bhander Sandstone 

3.307 

Non-command 

Bhander Sandstone 

0.829 

Non-command 

Bhander Sandstone 

5.968 

Non-command 

Bhander Sandstone 

2.114 

Non-command 

Bhander Sandstone 

1.567 

Non-command 

Bhander Sandstone 

0.539 

Non-command 

Bhander Sandstone 

6.231 

Non-command 

Bhander Sandstone 

6.023 

Non-command 

Bhander Sandstone 

0.012 

Non-command 

Bhander Sandstone 

0.290 

Non-command 

Bhander Sandstone 

2.971 

Non-command 

Bhander Sandstone 

0.069 

Non-command 

Bhander Sandstone 

2.727 

Non-command 

Bhander Sandstone 

0.306 

Non-command 

Bhander Sandstone 

6.741 

Non-command 

Bhander Sandstone 

3.075 

Non-command 

Bhander Sandstone 

0.965 

Non-command 

Bhander Sandstone 

0.724 

Non-command 

Bhander Sandstone 

0.005 

Non-command 

Bhander Sandstone 

1.155 

Non-command 

Bhander Sandstone 

0.885 

Non-command 

Bhander Sandstone 

0.012 

Non-command 

Bhander Sandstone 

4.150 

Non-command 

Bhander Sandstone 

0.718 

Non-command 

Bhander Sandstone 

0.766 

Non-command 

Bhander Sandstone 

0.914 

Non-command 

Bhander Sandstone 

9.715 

Non-command 

Bhander Sandstone 

0.374 

Non-command 

Bhander Sandstone 

3.035 

Non-command 

Bhander Sandstone 

4.731 

Non-command 

Bhander Sandstone 

1.693 

Non-command 

Bhander Sandstone 

0.211 

Non-command 

Bhander Sandstone 

6.962 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

100,000 

80,000 

120 

180,000 

150,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

180,000 

150,000 

120 

100,000 

80,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

100,000 

80,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

100,000 

80,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

90,000 

60,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

90,000 

60,000 

120 

150,000 

130,000 

120 

90,000 

60,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

90,000 

60,000 

120 

150,000 

130,000 

120 

150,000 

130,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.031 

0.031 

- 

- 

0.125 

0.125 

0.140 

0.140 

0.078 

0.078 

0.031 

0.031 

0.062 

0.062 



0.234 

0.234 

0.094 

0.094 

0.078 

0.078 

0.094 

0.094 


0.390 

0.390 

0.062 

0.062 

0.047 

0.047 

0.078 

0.078 


0.234 

0.234 

0.016 

0.016 



0.062 

0.062 

0.062 

0.062 



0.281 

0.281 

0.062 

0.062 







































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


05001011 


05001012 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Naksauda 

0808000201121600 

6.789 

Fresh 

Saheri No. 2 

0808000201133100 

1.964 

Fresh 

Saipur 

0808000101119400 

1.915 

Fresh 

Sewarpali 

0808000201133400 

28.368 

Fresh 

Shahpur 

0808000201133600 

27.505 

Fresh 

Talram Sagar 

0808000201132500 

3.108 

Fresh 

Uwasa 

0808000201133200 

3.010 

Fresh 

Amanpura 

0808000101116100 

2.000 

Fresh 

Bahrai 

0809000401231200 

8.566 

Fresh 

Baragaon 

0808000101115200 

6.866 

Fresh 

Barapura 

0808000101116500 

2.539 

Fresh 

Bhauwapura 

0809000401231100 

6.580 

Fresh 

Chandelipura 

0809000501241700 

15.283 

Fresh 

Chandpura 

0808000101115300 

5.361 

Fresh 

Chhawar 

0809000401231400 

4.539 

Fresh 

Gulalpura 

0808000101116800 

1.971 

Fresh 

Gurdah 

0809000501238300 

65.831 

Fresh 

Heerapura 

0808000101116200 

7.254 

Fresh 

Kanhaiyapura 

0808000101115500 

1.831 

Fresh 

Khaira 

0809000401231000 

19.560 

Fresh 

Kharoli 

0808000101116000 

1.532 

Fresh 

Kota(Chhawar) 

0809000401231500 

14.949 

Fresh 

Krishnapura 

0808000101115600 

1.291 

Fresh 

Lokoopura 

0808000101116700 

3.304 

Fresh 

Mahuwa Khera 

0809000401230900 

13.569 

Fresh 

Manakhur 

0809000501241600 

18.735 

Fresh 

Mede Ka Pura 

0808000101116300 

5.663 

Fresh 

Medhari 

0808000101115800 

1.156 

Fresh 

Ratiyapura 

0809000401231300 

12.020 

Fresh 

Rijhoni 

0808000101116400 

7.779 

Fresh 

Sajnapur 

0809000401229900 

12.642 

Fresh 

Subhanpura 

0808000101115900 

3.433 

Fresh 

Tejapura 

0808000101116600 

5.505 

Fresh 

Thekra 

0809000401230100 

7.774 

Fresh 

Urdupura 

0808000101115400 

2.677 

Fresh 

Viloni 

0808000101115700 

11.358 

Fresh 

Andoa Ka Pura 

0808000301143500 

2.799 

Fresh 

Baghpura 

0808000401165100 

1.310 

Fresh 

Bahrawati 

0808000301144000 

4.367 

Fresh 

Baldiya Pura 

0808000301143300 

1.787 

Fresh 

Bara 

0808000301147900 

3.535 

Fresh 

Bara Ka Pura 

0808000301148000 

0.678 

Fresh 

Barkhera 

0808000301149000 

2.575 

Fresh 

Bhagana 

0808000301147600 

2.454 

Fresh 

Bhojpur 

0808000401159000 

1.926 

Fresh 

Biparpur 

0808000401158600 

2.917 

Fresh 

Chailpura 

0808000301143200 

0.933 

Fresh 

Chainapura 

0808000401165600 

0.949 

Fresh 

Chaura Khera 

0808000301144900 

2.107 

Fresh 


Type of Area (Command / N< 
command) 


Chitaura 

0808000301144100 

3.219 

Fresh 

Dalelpur 

0808000301145800 

0.982 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Parbati 


Non-command 


Parbati 


Parbati 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Parbati 


Non-command 


Non-command 


Parbati 


Parbati 


Non-command 


Parbati 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bhander Sandstone 

0.163 

Non-command 

Bhander Sandstone 

0.419 

Non-command 

Bhander Sandstone 

0.000 

Non-command 

Bhander Sandstone 

0.126 

Non-command 

Bhander Sandstone 

13.313 

Non-command 

Bhander Sandstone 

0.007 

Non-command 

Bhander Sandstone 

2.922 

Non-command 

Bhander Sandstone 

2.000 

Non-command 

Bhander Sandstone 

0.340 

Non-command 

Bhander Sandstone 

1.533 

Non-command 

Bhander Sandstone 

2.346 

Non-command 

Bhander Sandstone 

1.495 

Non-command 

Bhander Sandstone 

0.964 

Non-command 

Bhander Sandstone 

5.283 

Non-command 

Bhander Sandstone 

0.178 

Non-command 

Bhander Sandstone 

0.663 

Non-command 

Bhander Sandstone 

9.247 

Non-command 

Bhander Sandstone 

7.254 

Non-command 

Bhander Sandstone 

1.831 

Non-command 

Bhander Sandstone 

6.182 

Non-command 

Bhander Sandstone 

1.532 

Non-command 

Bhander Sandstone 

0.729 

Non-command 

Bhander Sandstone 

1.291 

Non-command 

Bhander Sandstone 

2.765 

Non-command 

Bhander Sandstone 

12.411 

Non-command 

Bhander Sandstone 

4.265 

Non-command 

Bhander Sandstone 

2.692 

Non-command 

Bhander Sandstone 

1.156 

Non-command 

Bhander Sandstone 

7.732 

Non-command 

Bhander Sandstone 

1.038 

Non-command 

Bhander Sandstone 

0.211 

Non-command 

Bhander Sandstone 

3.433 

Non-command 

Bhander Sandstone 

5.500 

Non-command 

Bhander Sandstone 

0.656 

Non-command 

Bhander Sandstone 

2.677 

Non-command 

Bhander Sandstone 

11.358 

Command 

Older Alluvium 

2.257 

Non-command 

Older Alluvium 

0.003 

Command 

Older Alluvium 

4.367 

Command 

Older Alluvium 

0.358 

Non-command 

Older Alluvium 

1.182 

Non-command 

Older Alluvium 

0.659 

Non-command 

Older Alluvium 

1.991 

Non-command 

Older Alluvium 

2.447 

Non-command 

Older Alluvium 

0.608 

Non-command 

Older Alluvium 

0.021 

Command 

Older Alluvium 

0.051 

Non-command 

Older Alluvium 

0.406 

Non-command 

Older Alluvium 

0.238 

Command 

Older Alluvium 

1.869 

Command 

Older Alluvium 

2.958 

Non-command 

Older Alluvium 

0.003 

Command 

Older Alluvium 

0.979 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

150,000 

130,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

150,000 

130,000 

120 

100,000 

80,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

100,000 

80,000 

120 

180,000 

150,000 

120 

150,000 

130,000 

120 

100,000 

80,000 

120 

150,000 

130,000 

120 

180,000 

150,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

100,000 

80,000 

120 

150,000 

130,000 

120 

100,000 

80,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

100,000 

80,000 

120 

180,000 

150,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

100,000 

80,000 

120 

150,000 

130,000 

120 

100,000 

80,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

100,000 

80,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.047 

0.047 

0.328 

0.364 



0.593 

0.629 

0.038 

0.050 

0.125 

0.125 

0.062 

0.062 




































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


3.334 Fresh 


Dheemri 

0808000401165300 

2.054 

Fresh 

Dubepura 

0808000301148700 

2.267 

Fresh 

Garhi Chatola 

0808000301144700 

1.813 

Fresh 

Gurja 

0808000201126300 

2.650 

Fresh 

Haidalpur 

0808000301147800 

1.242 

Fresh 

Jagariyapura 

0808000301148800 

1.331 

Fresh 

Jamalpur 

0808000301145700 

1.799 

Fresh 

Jharpura 

0808000301147500 

2.685 

Fresh 

Kalyanpur 

0808000401156900 

1.646 

Fresh 

Kanasil 

0808000301143600 

1.634 

Fresh 

Kareempur 

0808000301148500 

1.804 

Fresh 

Kareempur Ka Pura 

0808000301148600 

1.202 

Fresh 

Kisharpura 

0808000301148300 

1.195 

Fresh 

Kolari 

0808000301143700 

1.653 

Fresh 

Koluwa 

0808000301145100 

2.557 

Fresh 

Koluwa Ka Pura 

0808000301145000 

1.071 

Fresh 

Kumheri 

0808000301144800 

2.899 

Fresh 


Langutpura 

0808000301145400 

0.906 

Fresh 

Malauni Khurd 

0808000301147700 

4.568 

Fresh 

Manpur 

0808000301145500 

2.725 

Fresh 


Mansoorpura 

0808000301143800 

2.861 

Fresh 

Mugarwara 

0808000401158700 

1.223 

Fresh 

Nagla Dani 

0808000301148400 

1.186 

Fresh 

Nekpur 

0808000401158900 

2.233 

Fresh 

Norangabad 

0808000301144400 

2.406 

Fresh 

Paraua 

0808000301143400 

2.083 

Fresh 

Pathaina 

0808000301148900 

1.646 

Fresh 

Pekri 

0808000301143900 

2.216 

Fresh 

Phoolpura 

0808000301144500 

3.145 

Fresh 


Pipari Pura 

0808000301144200 

0.500 

Fresh 

Puraini 

0808000301149100 

1.819 

Fresh 

Rajpur 

0808000301144300 

5.425 

Fresh 

Ratanpura 

0808000301148200 

1.167 

Fresh 

Sakhwara 

0808000301145900 

8.711 

Fresh 


Sarkana 

0808000301142400 

3.725 

Fresh 

Sastnagar 

0808000301146100 

3.165 

Fresh 

Tahri 

0808000301145200 

1.825 

Fresh 



Tanda 

0808000401156800 

2.153 

Fresh 

Taseemo 

0808000301139700 

6.414 

Fresh 



Non-command 


Parbati 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Parbati 


Non-command 


Non-command 


Parbati 


Non-command 


Non-command 


Non-command 


Parbati 


Non-command 


Non-command 


Non-command 


Parbati 


Parbati 


Non-command 


Non-command 


Parbati 


Parbati 


Non-command 


Non-command 


Non-command 


Parbati 


Parbati 


Non-command 


Parbati 


Non-command 


Parbati 


Parbati 


Non-command 


Parbati 


Non-command 


Non-command 


Parbati 


Parbati 


Parbati 


Non-command 


Parbati 


Non-command 


Parbati 


Non-command 


Non-command 


Parbati 


Non-command 


Parbati 


Non-command 


Parbati 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

1.675 

Command 

Older Alluvium 

0.013 

Non-command 

Older Alluvium 

0.535 

Non-command 

Older Alluvium 

1.481 

Non-command 

Older Alluvium 

1.102 

Non-command 

Older Alluvium 

0.208 

Non-command 

Older Alluvium 

1.242 

Non-command 

Older Alluvium 

1.083 

Command 

Older Alluvium 

1.799 

Non-command 

Older Alluvium 

2.671 

Non-command 

Older Alluvium 

0.558 

Command 

Older Alluvium 

0.193 

Non-command 

Older Alluvium 

1.402 

Non-command 

Older Alluvium 

1.202 

Non-command 

Older Alluvium 

0.408 

Command 

Older Alluvium 

1.271 

Non-command 

Older Alluvium 

2.557 

Non-command 

Older Alluvium 

1.071 

Non-command 

Older Alluvium 

2.648 

Command 

Older Alluvium 

0.250 

Command 

Older Alluvium 

0.906 

Non-command 

Older Alluvium 

4.568 

Non-command 

Older Alluvium 

1.140 

Command 

Older Alluvium 

1.584 

Command 

Older Alluvium 

0.872 

Non-command 

Older Alluvium 

0.566 

Non-command 

Older Alluvium 

1.186 

Non-command 

Older Alluvium 

0.613 

Command 

Older Alluvium 

0.250 

Command 

Older Alluvium 

0.164 

Non-command 

Older Alluvium 

1.596 

Command 

Older Alluvium 

2.216 

Non-command 

Older Alluvium 

0.537 

Command 

Older Alluvium 

1.591 

Command 

Older Alluvium 

0.500 

Non-command 

Older Alluvium 

1.113 

Command 

Older Alluvium 

3.777 

Non-command 

Older Alluvium 

0.751 

Non-command 

Older Alluvium 

2.331 

Command 

Older Alluvium 

1.683 

Command 

Older Alluvium 

0.021 

Command 

Older Alluvium 

1.254 

Non-command 

Older Alluvium 

0.289 

Command 

Older Alluvium 

0.149 

Non-command 

Older Alluvium 

1.315 

Command 

Older Alluvium 

1.240 

Non-command 

Older Alluvium 

0.269 

Non-command 

Older Alluvium 

0.046 

Command 

Older Alluvium 

1.659 

Non-command 

Older Alluvium 

0.321 

Command 

Older Alluvium 

1.220 

Non-command 

Older Alluvium 

1.817 

Command 

Older Alluvium 

0.028 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

120,000 

90,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.072 








































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Bhankri 

0809000501238200 

22.059 

Fresh 

Gurdah 

0809000501238300 

65.831 

Fresh 

Heerapura 

0808000101116200 

7.254 

Fresh 

Kota(Chhawar) 

0809000401231500 

14.949 

Fresh 

Langra 

0809000501238700 

17.605 

Fresh 

Mahuwa Khera 

0809000401230900 

13.569 

Fresh 

Manakhur 

0809000501241600 

18.735 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


05001014 


Naharpura 

0809000501238400 

2.155 

Fresh 

Parasari 

0809000401237600 

9.599 

Fresh 

Paseliya 

0809000501241400 

2.699 

Fresh 

Ratiyapura 

0809000401231300 

12.020 

Fresh 

Shyampur 

0809000501239500 

7.615 

Fresh 

Teen Pokhar 

0809000501238600 

11.287 

Fresh 

Andoa Ka Pura 

0808000301143500 

2.799 

Fresh 

Bala Ka Nagla 

0808000301143000 

0.894 

Fresh 

Baldiya Pura 

0808000301143300 

1.787 

Fresh 

Basai Murli 

0808000301137700 

0.887 

Fresh 

Chailpura 

0808000301143200 

0.933 

Fresh 

Chitaura 

0808000301144100 

3.219 

Fresh 

Jhilra 

0808000301140200 

1.426 

Fresh 

Khaprel 

0808000301139100 

1.557 

Fresh 

Kookra Makra 

0808000301138300 

1.106 

Fresh 

Ludhpura 

0808000301139900 

1.246 

Fresh 

Manpur 

0808000301145500 

2.725 

Fresh 

Motiram Ka Nagala 

0808000301143100 

0.784 

Fresh 

Nandpura 

0808000301139800 

1.044 

Fresh 

Nangoo Ka Nagala 

0808000301138000 

0.336 

Fresh 

Norangabad 

0808000301144400 

2.406 

Fresh 

Paraua 

0808000301143400 

2.083 

Fresh 

Phoolpura 

0808000301144500 

3.145 

Fresh 

Poothpura 

0808000301137900 

0.799 

Fresh 

Raja Ka Nagla 

0808000301138100 

1.489 

Fresh 


Rajaura Kalan 

0808000301140300 

5.452 

Fresh 

Rajora Khurd 

0808000301137800 

4.591 

Fresh 

Raj pur 

0808000301144300 

5.425 

Fresh 

Rohai 

0808000301138200 

1.782 

Fresh 

Rundh Rajora 

0808000301137300 

1.631 

Fresh 

Sahroli 

0808000301137500 

3.506 

Fresh 

Saipau 

0808000301140100 

7.213 

Fresh 



Semra 

0808000301137400 

1.948 

Fresh 

Tahri 

0808000301145200 

1.825 

Fresh 


Tahri Ka Pura 

0808000301145300 

3.147 

Fresh 

Taseemo 

0808000301139700 

6.414 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Parbati 


Parbati 


Parbati 


Parbati 


Parbati 


Parbati 


Parbati 


Parbati 


Parbati 


Parbati 


Parbati 


Parbati 


Parbati 


Parbati 


Parbati 


Parbati 


Parbati 


Parbati 


Non-command 


Parbati 


Parbati 


Parbati 


Parbati 


Parbati 


Parbati 


Parbati 


Non-command 


Parbati 


Non-command 


Parbati 


Parbati 


Non-command 


Parbati 


Parbati 


Parbati 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Bhander Sandstone 

0.087 

Non-command 

Older Alluvium 

0.782 

Non-command 

Bhander Sandstone 

43.812 

Non-command 

Older Alluvium 

0.291 

Non-command 

Bhander Sandstone 

8.157 

Non-command 

Bhander Sandstone 

54.240 

Non-command 

Bhander Sandstone 

0.001 

Non-command 

Bhander Sandstone 

0.135 

Non-command 

Bhander Sandstone 

7.452 

Non-command 

Bhander Sandstone 

1.077 

Non-command 

Bhander Sandstone 

7.363 

Non-command 

Older Alluvium 

0.053 

Non-command 

Bhander Sandstone 

2.155 

Non-command 

Bhander Sandstone 

0.114 

Non-command 

Older Alluvium 

0.000 

Non-command 

Bhander Sandstone 

2.351 

Non-command 

Bhander Sandstone 

0.254 

Non-command 

Bhander Sandstone 

7.050 

Command 

Older Alluvium 

0.099 

Command 

Older Alluvium 

0.009 

Command 

Older Alluvium 

1.429 

Command 

Older Alluvium 

0.048 

Command 

Older Alluvium 

0.776 

Command 

Older Alluvium 

0.261 

Command 

Older Alluvium 

0.751 

Command 

Older Alluvium 

0.183 

Command 

Older Alluvium 

0.933 

Command 

Older Alluvium 

1.215 

Command 

Older Alluvium 

0.001 

Command 

Older Alluvium 

0.010 

Command 

Older Alluvium 

1.044 

Command 

Older Alluvium 

0.336 

Command 

Older Alluvium 

2.156 

Command 

Older Alluvium 

1.919 

Command 

Older Alluvium 

1.016 

Command 

Older Alluvium 

0.002 

Non-command 

Older Alluvium 

0.042 

Command 

Older Alluvium 

0.906 

Command 

Older Alluvium 

3.844 

Command 

Older Alluvium 

3.329 

Command 

Older Alluvium 

1.648 

Command 

Older Alluvium 

0.461 

Command 

Older Alluvium 

0.000 

Command 

Older Alluvium 

0.487 

Non-command 

Older Alluvium 

0.270 

Command 

Older Alluvium 

4.443 

Non-command 

Older Alluvium 

0.014 

Command 

Older Alluvium 

0.752 

Command 

Older Alluvium 

0.408 

Non-command 

Older Alluvium 

0.018 

Command 

Older Alluvium 

1.368 

Command 

Older Alluvium 

0.592 

Command 

Older Alluvium 

3.293 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

150,000 

130,000 

120 

100,000 

80,000 

120 

180,000 

150,000 

120 

100,000 

80,000 

120 

180,000 

150,000 

120 

220,000 

200,000 

120 

180,000 

150,000 

120 

100,000 

80,000 

120 

220,000 

200,000 

120 

100,000 

80,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.270 

0.270 

0.414 

0.414 



0.010 

0.010 

0.558 

0.558 
































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


(V 


05001015 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


(2) 

(3) 

(4) 

(5) 

Ambar Khan Ka Nagla 

0808000201125200 

1.345 

Fresh 

Ari 

0808000301139600 

2.206 

Fresh 


Type of Area (Command / N< 
command) 



Bainpura Khalsa 

0808000201124200 

3.294 

Fresh 

Basai Murli 

0808000301137700 

0.887 

Fresh 

Bhole Ka Nagla 

0808000101102500 

2.673 

Fresh 


Chorpura 

0808000101104400 

2.709 

Fresh 

Davopura 

0808000101105800 

3.145 

Fresh 

Deenpur 

0808000101103000 

1.897 

Fresh 


Dhanna Ka Pura 

0808000301138900 

1.092 

Fresh 

Dhurwas 

0808000201125400 

2.863 

Fresh 

Dinkata 

0808000101105100 

1.317 

Fresh 

Ekta 

0808000101102900 

5.982 

Fresh 

Garhi Chatola 

0808000301144700 

1.813 

Fresh 

Garhi Lajja 

0808000301138500 

6.716 

Fresh 


Gurja 

0808000101104200 

1.883 

Fresh 

Hajipur 

0808000301139300 

6.339 

Fresh 

Jageer Boreli 

0808000101102200 

2.797 

Fresh 

Jatpura 

0808000101105000 

3.221 

Fresh 

Jheel 

0808000101105700 

1.289 

Fresh 

Kalloopura 

0808000101103600 

1.618 

Fresh 


Kankoli 

0808000301139000 

5.153 

Fresh 

Kanspura 

0808000201124400 

1.370 

Fresh 

Katailpura 

0808000101105900 

1.234 

Fresh 

Khaprel 

0808000301139100 

1.557 

Fresh 


Kherli 

0808000201125100 

5.590 

Fresh 

Khidora 

0808000101106000 

2.272 

Fresh 

Kiledar Ka Nagla 

0808000301139200 

0.634 

Fresh 

Kookra Makra 

0808000301138300 

1.106 

Fresh 

Kunkuta 

0808000101102400 

7.134 

Fresh 


Ludhpura 

0808000301139900 

1.246 

Fresh 

Majhauwa 

0808000201125800 

1.328 

Fresh 

Makra 

0808000301138400 

0.593 

Fresh 


Malhaila 

0808000301138800 

1.297 

Fresh 

Mamodhan 

0808000101104300 

3.790 

Fresh 


Marh Norha 

0808000201124700 

1.853 

Fresh 

Marha 

0808000301138700 

1.246 

Fresh 

Marha Goojar 

0808000201124300 

2.847 

Fresh 

Mau Gulawali 

0808000101102800 

4.013 

Fresh 

Mirzapur 

0808000101103700 

1.515 

Fresh 

Nagla Beedhora 

0808000201125300 

6.341 

Fresh 

Nagla Bhumma 

0808000101103200 

1.023 

Fresh 



Non-command 


Non-command 


Parbati 


Non-command 


Parbati 


Non-command 


Parbati 


Parbati 


Parbati 


Non-command 


Parbati 


Non-command 


Non-command 


Parbati 


Parbati 


Non-command 


Non-command 


Parbati 


Parbati 


Non-command 


Parbati 


Parbati 


Parbati 


Non-command 


Parbati 


Non-command 


Non-command 


Parbati 


Non-command 


Parbati 


Non-command 


Parbati 


Non-command 


Parbati 


Non-command 


Parbati 


Parbati 


Non-command 


Non-command 


Parbati 


Non-command 


Non-command 


Parbati 


Non-command 


Non-command 


Non-command 


Parbati 


Parbati 


Non-command 


Non-command 


Parbati 


Non-command 


Parbati 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.272 

Non-command 

Older Alluvium 

0.991 

Command 

Older Alluvium 

0.203 

Non-command 

Older Alluvium 

2.088 

Command 

Older Alluvium 

0.839 

Non-command 

Older Alluvium 

2.145 

Command 

Older Alluvium 

0.528 

Command 

Older Alluvium 

0.365 

Command 

Older Alluvium 

2.848 

Non-command 

Older Alluvium 

0.097 

Command 

Older Alluvium 

0.906 

Non-command 

Older Alluvium 

0.495 

Non-command 

Older Alluvium 

1.971 

Command 

Older Alluvium 

1.122 

Command 

Older Alluvium 

0.005 

Non-command 

Older Alluvium 

0.094 

Non-command 

Older Alluvium 

4.826 

Command 

Older Alluvium 

1.890 

Command 

Older Alluvium 

0.089 

Non-command 

Older Alluvium 

6.243 

Command 

Older Alluvium 

0.081 

Command 

Older Alluvium 

1.005 

Command 

Older Alluvium 

0.862 

Non-command 

Older Alluvium 

0.636 

Command 

Older Alluvium 

0.884 

Non-command 

Older Alluvium 

5.079 

Non-command 

Older Alluvium 

0.061 

Command 

Older Alluvium 

1.007 

Non-command 

Older Alluvium 

0.485 

Command 

Older Alluvium 

0.890 

Non-command 

Older Alluvium 

3.758 

Command 

Older Alluvium 

0.572 

Non-command 

Older Alluvium 

0.634 

Command 

Older Alluvium 

0.173 

Non-command 

Older Alluvium 

0.332 

Command 

Older Alluvium 

5.587 

Command 

Older Alluvium 

0.030 

Non-command 

Older Alluvium 

0.108 

Non-command 

Older Alluvium 

0.077 

Command 

Older Alluvium 

0.516 

Non-command 

Older Alluvium 

1.297 

Non-command 

Older Alluvium 

1.441 

Command 

Older Alluvium 

2.250 

Non-command 

Older Alluvium 

0.248 

Non-command 

Older Alluvium 

1.246 

Non-command 

Older Alluvium 

2.817 

Command 

Older Alluvium 

0.667 

Command 

Older Alluvium 

1.428 

Non-command 

Older Alluvium 

3.095 

Non-command 

Older Alluvium 

0.821 

Command 

Older Alluvium 

0.203 

Non-command 

Older Alluvium 

0.787 

Command 

Older Alluvium 

0.570 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

90,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

120,000 

90,000 

120 

130,000 

100,000 

120 

350,000 

300,000 

120 

350,000 

300,000 

120 

350,000 

300,000 

120 

350,000 

300,000 

120 

350,000 

300,000 

120 

350,000 

300,000 

120 

130,000 

100,000 

120 

120,000 

90,000 

120 

350,000 

300,000 

120 

350,000 

300,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

350,000 

300,000 

120 

130,000 

100,000 

120 

350,000 

300,000 

120 

350,000 

300,000 

120 

350,000 

300,000 

120 

350,000 

300,000 

120 

350,000 

300,000 

120 

130,000 

100,000 

120 

120,000 

90,000 

120 

350,000 

300,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

120,000 

90,000 

120 

350,000 

300,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

350,000 

300,000 

120 

350,000 

300,000 

120 

130,000 

100,000 

120 

120,000 

90,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

350,000 

300,000 

120 

350,000 

300,000 

120 

120,000 

90,000 

120 

130,000 

100,000 

120 

120,000 

90,000 

120 

350,000 

300,000 

120 

350,000 

300,000 

120 

120,000 

90,000 

120 

350,000 

300,000 

120 

350,000 

300,000 

120 

350,000 

300,000 

120 

350,000 

300,000 



0.108 

0.234 

0.072 

0.198 

0.144 

0.186 

0.180 

0.264 

0.144 

0.284 

0.022 

0.022 

0.072 

0.324 

0.012 

0.043 

0.024 

0.102 

0.140 

0.270 

0.324 

0.786 

0.060 

0.185 

0.024 

0.055 

0.036 

0.036 

0.612 

0.948 



0.288 

0.414 

0.468 

0.636 

0.022 

0.022 

0.288 

0.538 

0.248 

0.334 

0.036 

0.078 

0.108 

0.234 

0.119 

0.263 

0.072 

0.156 

0.036 

0.036 

0.180 

0.306 

0.108 

0.192 






























































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Nagla Raijeet 

0808000101102600 

1.139 

Fresh 

Nawaloo Ka Pura 

0808000101105300 

1.823 

Fresh 


Type of Area (Command / N< 
command) 



Norha 

0808000201124800 

4.169 

Fresh 

Nunhera 

0808000301139500 

3.617 

Fresh 

Peeparipura 

0808000301139400 

0.687 

Fresh 

Peepripura 

0808000101104100 

0.947 

Fresh 


Phoote Ka Nagla 

0808000301137600 

1.304 

Fresh 

Pohap Singh Ka Pura 

0808000101105200 

0.280 

Fresh 

Poothpura Kalan 

0808000101107100 

0.995 

Fresh 

Puramdari 

0808000201124000 

2.086 

Fresh 

Raiviyapura 

0808000101103800 

5.431 

Fresh 


Non-command 


Non-command 


Parbati 


Non-command 


Parbati 


Non-command 


Non-command 


Non-command 


Non-command 


Parbati 


Parbati 


Parbati 


Parbati 


Non-command 


Parbati 


Raja Ka Nagla 


0808000301138100 


1.489 Fresh 


05001016 


Rajora Khurd 

0808000301137800 

4.591 

Fresh 

Ramphal Ka Pura 

0808000101105400 

0.316 

Fresh 

Rampur Amarpura 

0808000101104800 

0.536 

Fresh 

Rampur Jatpura 

0808000101104900 

0.784 

Fresh 

Ratanpur 

0808000101103300 

2.185 

Fresh 


Reti 

0808000201123900 

3.202 

Fresh 

Rohai 

0808000301138200 

1.782 

Fresh 


Sahroli 

0808000301137500 

3.506 

Fresh 

Saipau 

0808000301140100 

7.213 

Fresh 



Salempur Rawatpati 

0808000101105500 

6.358 

Fresh 

Salepur 

0808000301140000 

2.983 

Fresh 


Sarekhi 

0808000301138600 

2.498 

Fresh 

Sikroda 

0808000201125900 

2.636 

Fresh 

Taseemo 

0808000301139700 

6.414 

Fresh 


Tontri 

0808000201123700 

7.787 

Fresh 

Vikrampura 

0808000301144600 

2.898 

Fresh 


Adarshnagar 

0808000401164000 

1.046 

Fresh 

Alahpura 

0808000401160100 

2.012 

Fresh 

Baghpura 

0808000401165100 

1.310 

Fresh 


Non-command 


Parbati 


Parbati 


Parbati 


Parbati 


Parbati 


Non-command 


Parbati 


Non-command 


Non-command 


Parbati 


Parbati 


Non-command 


Parbati 


Non-command 


Parbati 


Parbati 


Non-command 


Parbati 


Non-command 


Non-command 


Non-command 


Parbati 


Non-command 


Non-command 


Parbati 


Non-command 


Non-command 


Non-command 


Bara 

0808000301147900 

3.535 

Fresh 

Bara Ka Pura 

0808000301148000 

0.678 

Fresh 

Barkhera 

0808000301149000 

2.575 

Fresh 

Basai Samanta 

0808000401164400 

1.352 

Fresh 


Beechhiya 


Non-command 


Non-command 


Non-command 


Non-command 


Urmila Sagar 



0808000401168000 


11.943 Fresh 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

1.139 

Non-command 

Older Alluvium 

0.582 

Command 

Older Alluvium 

0.604 

Non-command 

Older Alluvium 

1.284 

Command 

Older Alluvium 

1.171 

Non-command 

Older Alluvium 

2.549 

Non-command 

Older Alluvium 

1.428 

Non-command 

Older Alluvium 

0.687 

Non-command 

Older Alluvium 

0.466 

Command 

Older Alluvium 

0.393 

Command 

Older Alluvium 

1.290 

Command 

Older Alluvium 

0.087 

Command 

Older Alluvium 

0.003 

Non-command 

Older Alluvium 

0.659 

Command 

Bhander Sandstone 

0.284 

Command 

Older Alluvium 

0.089 

Non-command 

Older Alluvium 

0.075 

Command 

Older Alluvium 

0.466 

Command 

Older Alluvium 

0.377 

Command 

Older Alluvium 

0.044 

Command 

Older Alluvium 

0.163 

Command 

Older Alluvium 

0.558 

Non-command 

Older Alluvium 

2.053 

Command 

Older Alluvium 

0.132 

Non-command 

Older Alluvium 

0.339 

Non-command 

Older Alluvium 

0.558 

Command 

Older Alluvium 

0.764 

Command 

Older Alluvium 

0.531 

Non-command 

Older Alluvium 

2.105 

Command 

Older Alluvium 

0.394 

Non-command 

Older Alluvium 

0.219 

Command 

Older Alluvium 

0.595 

Command 

Older Alluvium 

1.816 

Non-command 

Older Alluvium 

1.100 

Command 

Older Alluvium 

1.116 

Non-command 

Older Alluvium 

0.694 

Non-command 

Older Alluvium 

0.052 

Non-command 

Older Alluvium 

0.066 

Command 

Older Alluvium 

1.350 

Non-command 

Older Alluvium 

0.888 

Non-command 

Older Alluvium 

0.742 

Command 

Older Alluvium 

0.244 

Non-command 

Older Alluvium 

1.046 

Non-command 

Older Alluvium 

1.273 

Non-command 

Bhander Sandstone 

0.159 

Non-command 

Older Alluvium 

1.148 

Non-command 

Older Alluvium 

2.339 

Non-command 

Older Alluvium 

0.019 

Non-command 

Older Alluvium 

0.511 

Non-command 

Older Alluvium 

0.163 

Command 

Bhander Sandstone 

0.527 

Command 

Older Alluvium 

0.662 

Non-command 

Bhander Sandstone 

0.364 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

350,000 

300,000 

120 

350,000 

300,000 

120 

350,000 

300,000 

120 

350,000 

300,000 

120 

350,000 

300,000 

120 

120,000 

90,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

350,000 

300,000 

120 

350,000 

300,000 

120 

130,000 

100,000 

120 

350,000 

300,000 

120 

350,000 

300,000 

120 

120,000 

90,000 

120 

150,000 

130,000 

120 

350,000 

300,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

350,000 

300,000 

120 

350,000 

300,000 

120 

350,000 

300,000 

120 

350,000 

300,000 

120 

350,000 

300,000 

120 

120,000 

90,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

350,000 

300,000 

120 

350,000 

300,000 

120 

350,000 

300,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

120,000 

90,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

120,000 

90,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

90,000 

75,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

90,000 

75,000 

120 

130,000 

100,000 

120 

90,000 

75,000 



MCM 

MCM 

(15) 

(16) 

0.288 

0.540 

0.072 

0.114 

0.072 

0.114 

0.072 

0.156 

0.072 

0.156 

0.065 

0.079 

0.036 

0.145 

0.072 

0.103 

0.036 

0.078 

0.036 

0.078 

0.180 

0.398 

0.036 

0.078 

- 

- 

0.097 

0.111 

0.016 

0.016 



0.032 

0.032 

0.012 

0.028 

0.012 

0.043 

0.060 

0.107 

0.096 

0.236 

0.012 

0.043 

0.288 

0.498 

0.720 

1.266 

0.108 

0.192 

0.084 

0.162 

0.084 

0.162 

0.108 

0.170 

0.011 

0.011 

0.012 

0.012 

0.312 

0.437 

0.043 

0.057 

0.060 

0.091 

0.024 

0.040 

0.216 

0.325 

0.168 

0.215 

0.009 

0.009 

0.048 

0.110 

0.660 

1.128 

- 

- 

0.048 

0.095 

0.060 

0.060 

0.144 

0.155 

0.240 

0.256 


















































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Chainapura 


Chandpur 


Mehra 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Non-command 


Urmila Sagar 


Non-command 



Bhojpur 

0808000401159000 

1.926 

Fresh 

Bisatipura 

0808000301148100 

1.233 

Fresh 

Bishnoda 

0808000401166600 

9.020 

Fresh 


0808000401165600 


0808000401164900 


0.949 Fresh 


1.855 Fresh 


Dariyapur 

0808000401160200 

1.322 

Fresh 

Dhaulpur (M) 

0808000440802000 

26.278 

Fresh 


Non-command 


Non-command 


Non-command 


Urmila Sagar 


Non-command 


Non-command 


Urmila Sagar 


Non-command 


Non-command 



Dheemri 

0808000401165300 

2.054 

Fresh 

Doon Ka Pura 

0808000401163300 

0.551 

Fresh 

Firozpur 

0808000401163500 

0.870 

Fresh 

Garhi Jakhoda 

0808000201130400 

5.018 

Fresh 

Garwapura 

0808000401167500 

7.529 

Fresh 

Gunna Ka Pura 

0808000401166800 

5.324 

Fresh 



Jakhi 

0808000301149200 

1.491 

Fresh 

Jhil Ka Pura 

0808000401165200 

0.452 

Fresh 


Kajeepura 

0808000401160000 

2.172 

Fresh 

Kareempur 

0808000301148500 

1.804 

Fresh 

Khanpura 

0808000401166900 

2.159 

Fresh 



Kisharpura 

0808000301148300 

1.195 

Fresh 

Kookpur 

0808000401167100 

5.637 

Fresh 

Kotra 

0808000401167400 

1.696 

Fresh 

Masoodpur 

0808000401163400 

2.573 

Fresh 


Non-command 


Non-command 


Non-command 


Urmila Sagar 


Non-command 


Non-command 


Urmila Sagar 


Non-command 


Urmila Sagar 


Non-command 


Non-command 


Urmila Sagar 


Non-command 


Non-command 


Non-command 


Urmila Sagar 


Non-command 


Urmila Sagar 


Non-command 


Non-command 


Non-command 


Non-command 



Non-command 


Urmila Sagar 


Non-command 


Urmila Sagar 


Non-command 


Urmila Sagar 


Non-command 


Urmila Sagar 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.082 

Command 

Older Alluvium 

0.889 

Non-command 

Bhander Sandstone 

0.000 

Non-command 

Older Alluvium 

0.045 

Non-command 

Bhander Sandstone 

0.046 

Non-command 

Older Alluvium 

0.044 

Command 

Bhander Sandstone 

3.166 

Command 

Older Alluvium 

0.005 

Non-command 

Older Alluvium 

0.015 

Non-command 

Older Alluvium 

1.233 

Non-command 

Bhander Sandstone 

4.556 

Command 

Bhander Sandstone 

4.422 

Non-command 

Bhander Sandstone 

0.043 

Non-command 

Older Alluvium 

0.500 

Non-command 

Bhander Sandstone 

1.041 

Command 

Bhander Sandstone 

0.814 

Non-command 

Older Alluvium 

1.101 

Non-command 

Bhander Sandstone 

7.125 

Non-command 

Older Alluvium 

0.454 

Command 

Bhander Sandstone 

0.566 

Command 

Older Alluvium 

0.051 

Non-command 

Older Alluvium 

0.231 

Non-command 

Older Alluvium 

0.024 

Non-command 

Older Alluvium 

0.870 

Command 

Bhander Sandstone 

0.030 

Non-command 

Bhander Sandstone 

0.108 

Non-command 

Bhander Sandstone 

4.429 

Command 

Bhander Sandstone 

0.029 

Non-command 

Bhander Sandstone 

3.679 

Command 

Bhander Sandstone 

1.481 

Non-command 

Older Alluvium 

1.491 

Non-command 

Bhander Sandstone 

0.149 

Command 

Bhander Sandstone 

0.303 

Non-command 

Older Alluvium 

2.025 

Non-command 

Older Alluvium 

0.402 

Non-command 

Bhander Sandstone 

1.038 

Command 

Bhander Sandstone 

0.652 

Non-command 

Bhander Sandstone 

0.091 

Command 

Bhander Sandstone 

1.897 

Non-command 

Older Alluvium 

0.787 

Non-command 

Bhander Sandstone 

0.474 

Non-command 

Bhander Sandstone 

0.260 

Non-command 

Bhander Sandstone 

0.000 

Non-command 

Older Alluvium 

2.082 

Non-command 

Bhander Sandstone 

0.720 

Command 

Bhander Sandstone 

4.039 

Non-command 

Older Alluvium 

0.302 

Command 

Older Alluvium 

0.613 

Non-command 

Bhander Sandstone 

1.501 

Command 

Bhander Sandstone 

0.065 

Non-command 

Bhander Sandstone 

0.633 

Non-command 

Older Alluvium 

0.001 

Command 

Bhander Sandstone 

0.307 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

90,000 

75,000 

120 

130,000 

100,000 

120 

90,000 

75,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

90,000 

75,000 

120 

90,000 

75,000 

120 

90,000 

75,000 

120 

130,000 

100,000 

120 

90,000 

75,000 

120 

90,000 

75,000 

120 

130,000 

100,000 

120 

90,000 

75,000 

120 

130,000 

100,000 

120 

90,000 

75,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

90,000 

60,000 

120 

90,000 

75,000 

120 

90,000 

75,000 

120 

90,000 

75,000 

120 

90,000 

75,000 

120 

90,000 

75,000 

120 

130,000 

100,000 

120 

90,000 

75,000 

120 

90,000 

75,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

90,000 

75,000 

120 

90,000 

75,000 

120 

90,000 

75,000 

120 

90,000 

75,000 

120 

130,000 

100,000 

120 

90,000 

75,000 

120 

90,000 

75,000 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

90,000 

75,000 

120 

90,000 

75,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

90,000 

75,000 

120 

90,000 

75,000 

120 

90,000 

75,000 

120 

130,000 

100,000 

120 

90,000 

75,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.012 


0.108 





0.106 

0.118 

0.027 

0.027 

0.171 

0.193 

0.036 

0.052 

0.060 

0.076 

0.153 

0.207 

0.009 

0.009 

0.144 

0.230 

- 

- 

0.072 

0.115 

































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Mohalli Ka Pura 

0808000401164100 

1.142 

Fresh 

Moroli Ka Pura 

0808000401166700 

1.620 

Fresh 


Nakatpura 


Narpura 


0808000401166000 


2.722 Fresh 


Type of Area (Command / N< 
command) 


Murawali 

0808000201130300 

3.084 

Fresh 

Nagla Bhadoriya 

0808000301149300 

0.914 

Fresh 

Nagla Bhagat 

0808000401165900 

1.403 

Fresh 

Nainokhar 

0808000401164200 

2.321 

Fresh 


Non-command 


Non-command 


Urmila Sagar 


Urmila Sagar 


Non-command 


Urmila Sagar 


Non-command 


Urmila Sagar 


Non-command 



0808000401164500 


2.848 Fresh 


Urmila Sagar 


Urmila Sagar 


Nibhi 

0808000401167000 

3.446 

Fresh 

Odi 

0808000401159800 

1.986 

Fresh 

Odi Ka Pura 

0808000401159900 

1.445 

Fresh 

Ondela 

0808000401163600 

0.774 

Fresh 

Pachgaon 

0808000401163900 

5.655 

Fresh 


Sarani 


Surajpura 


Tal Ondela 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Urmila Sagar 



Pura Maphal 

0808000301149400 

0.891 

Fresh 

Puraini 

0808000301149100 

1.819 

Fresh 

Purani Chawni 

0808000408900005 

2.909 

Fresh 



Ramnagar 

0808000401166200 

1.492 

Fresh 

Ratanpura 

0808000301148200 

1.167 

Fresh 

Rupaspur 

0808000401163800 

0.788 

Fresh 

Sanda 

0808000401163200 

3.558 

Fresh 

Sandra 

0808000401166300 

1.890 

Fresh 


0808000401165800 


1.021 Fresh 


Non-command 


Non-command 


Non-command 


Urmila Sagar 


Non-command 


Urmila Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Urmila Sagar 


Non-command 



Sarkan Khera 

0808000401159700 

1.885 

Fresh 

Shahpur 

0808000401165500 

0.619 

Fresh 


Urmila Sagar 


Non-command 


Non-command 



0808000401164700 


0808000401163700 


2.093 Fresh 


1.356 Fresh 


Urmila Sagar 


Non-command 


Urmila Sagar 


Non-command 


05001017 


Umrara 


0808000301149600 


2.781 Fresh 


Afzalpur 

0808000201129500 

5.535 

Fresh 

Ajeetpur 

0808000201125600 

2.102 

Fresh 

Aligarh 

0808000201128400 

4.387 

Fresh 


Ambar Khan Ka Nagla 

0808000201125200 

1.345 

Fresh 

Ari 

0808000301139600 

2.206 

Fresh 


Non-command 


Urmila Sagar 


Non-command 


Non-command 


Non-command 


Ramsagar 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

1.142 

Non-command 

Bhander Sandstone 

0.050 

Command 

Bhander Sandstone 

1.569 

Command 

Bhander Sandstone 

0.018 

Non-command 

Older Alluvium 

0.914 

Command 

Bhander Sandstone 

1.403 

Non-command 

Older Alluvium 

2.159 

Command 

Older Alluvium 

0.162 

Non-command 

Bhander Sandstone 

1.129 

Non-command 

Older Alluvium 

0.024 

Command 

Bhander Sandstone 

0.011 

Command 

Bhander Sandstone 

2.490 

Command 

Older Alluvium 

0.359 

Non-command 

Bhander Sandstone 

0.019 

Non-command 

Older Alluvium 

0.264 

Non-command 

Older Alluvium 

1.445 

Non-command 

Older Alluvium 

0.774 

Non-command 

Older Alluvium 

1.925 

Command 

Bhander Sandstone 

2.601 

Command 

Older Alluvium 

1.130 

Non-command 

Bhander Sandstone 

0.070 

Non-command 

Older Alluvium 

0.312 

Non-command 

Older Alluvium 

0.891 

Non-command 

Older Alluvium 

0.706 

Non-command 

Bhander Sandstone 

0.725 

Command 

Bhander Sandstone 

2.184 

Non-command 

Bhander Sandstone 

0.750 

Command 

Bhander Sandstone 

0.778 

Non-command 

Bhander Sandstone 

0.858 

Non-command 

Older Alluvium 

0.416 

Non-command 

Older Alluvium 

0.788 

Non-command 

Older Alluvium 

0.108 

Non-command 

Bhander Sandstone 

0.514 

Command 

Bhander Sandstone 

1.115 

Non-command 

Bhander Sandstone 

0.598 

Non-command 

Older Alluvium 

0.036 

Command 

Bhander Sandstone 

0.386 

Non-command 

Older Alluvium 

0.537 

Non-command 

Bhander Sandstone 

0.519 

Non-command 

Older Alluvium 

0.018 

Command 

Bhander Sandstone 

0.083 

Non-command 

Bhander Sandstone 

0.438 

Command 

Bhander Sandstone 

1.655 

Non-command 

Bhander Sandstone 

0.000 

Non-command 

Older Alluvium 

1.356 

Non-command 

Older Alluvium 

2.756 

Command 

Older Alluvium 

0.024 

Non-command 

Older Alluvium 

3.622 

Non-command 

Older Alluvium 

2.102 

Non-command 

Older Alluvium 

0.128 

Command 

Older Alluvium 

2.774 

Non-command 

Older Alluvium 

1.073 

Non-command 

Older Alluvium 

0.913 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

130,000 

100,000 

120 

90,000 

75,000 

120 

90,000 

75,000 

120 

90,000 

60,000 

120 

130,000 

100,000 

120 

90,000 

75,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

90,000 

75,000 

120 

130,000 

100,000 

120 

90,000 

75,000 

120 

90,000 

75,000 

120 

130,000 

100,000 

120 

90,000 

75,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

90,000 

75,000 

120 

130,000 

100,000 

120 

90,000 

75,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

90,000 

75,000 

120 

90,000 

75,000 

120 

90,000 

75,000 

120 

90,000 

75,000 

120 

90,000 

75,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

90,000 

75,000 

120 

90,000 

75,000 

120 

90,000 

75,000 

120 

130,000 

100,000 

120 

90,000 

75,000 

120 

130,000 

100,000 

120 

90,000 

75,000 

120 

130,000 

100,000 

120 

90,000 

75,000 

120 

90,000 

75,000 

120 

90,000 

75,000 

120 

90,000 

75,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

130,000 

100,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.288 




0.117 

0.128 

0.024 

0.024 



0.464 

0.982 

0.389 

0.447 

0.011 

0.011 

0.140 

0.198 

0.151 

0.295 

0.120 

0.292 
















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Badhau Ka Nagla 

0808000201125500 

1.960 

Fresh 

Badraitha 

0808000201124900 

4.037 

Fresh 

Bainpura Khalsa 

0808000201124200 

3.294 

Fresh 

Barapura 

0808000201123800 

0.732 

Fresh 


Bari (M) 


Bidarpur 


0808000240801000 


0808000201128600 


17.812 Fresh 


6.191 Fresh 


Buddha Ka Pura 

0808000201125000 

0.844 

Fresh 

Chhota Sonha 

0808000201127600 

1.450 

Fresh 

Dadur 

0808000201128300 

2.509 

Fresh 


Dhanna Ka Pura 

0808000301138900 

1.092 

Fresh 

Dhaunspur 

0808000201129300 

2.144 

Fresh 

Dhurwas 

0808000201125400 

2.863 

Fresh 

Dhwajpura 

0808000201130000 

1.190 

Fresh 

Garhi 

0808000201123500 

0.729 

Fresh 

Garhi Khirana 

0808000201123400 

2.564 

Fresh 


Garhi Sukkha 

0808000201127300 

3.578 

Fresh 

Ghaisua 

0808000201128200 

0.925 

Fresh 


Gujarra Kalan Khurd 

0808000201129700 

2.648 

Fresh 

Hajipur 

0808000301139300 

6.339 

Fresh 

Iqbalpur 

0808000201128000 

0.571 

Fresh 



Japawali 

0808000201129900 

1.667 

Fresh 

Jarari Ghaisua 

0808000201128100 

2.156 

Fresh 


Kachhpura 

0808000201124100 

0.827 

Fresh 

Kanchanpur 

0808000201127800 

4.973 

Fresh 

Kankoli 

0808000301139000 

5.153 

Fresh 

Kanspura 

0808000201124400 

1.370 

Fresh 

Khera 

0808000201125700 

1.707 

Fresh 

Kherli 

0808000201125100 

5.590 

Fresh 

Kolua 

0808000201126200 

2.693 

Fresh 

Kuhawani 

0808000201123200 

4.598 

Fresh 


Kurenda 

0808000201127500 

3.784 

Fresh 

Kurri Ka Pura 

0808000201129600 

2.708 

Fresh 

Lahakpur 

0808000201129800 

2.813 

Fresh 

Laloni 

0808000201127400 

2.747 

Fresh 

Lalonihar 

0808000201126700 

2.623 

Fresh 

Lohare Ka Pura 

0808000201126800 

3.105 

Fresh 

Maharajpur 

0808000201122700 

2.782 

Fresh 

Mahua Khera 

0808000201127100 

2.378 

Fresh 

Majhauwa 

0808000201125800 

1.328 

Fresh 

Marh Norha 

0808000201124700 

1.853 

Fresh 

Marha Goojar 

0808000201124300 

2.847 

Fresh 


Parbati 


Non-command 


Non-command 


Non-command 


Non-command 


Ramsagar 


Ramsagar 


Ramsagar 


Non-command 


Non-command 


Non-command 


Ramsagar 


Non-command 


Non-command 


Non-command 


Non-command 


Ramsagar 


Non-command 


Ramsagar 


Non-command 


Non-command 


Ramsagar 


Non-command 


Non-command 


Non-command 


Ramsagar 


Non-command 


Ramsagar 


Non-command 


Non-command 


Ramsagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Ramsagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Ramsagar 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Older Alluvium 

0.005 

Non-command 

Older Alluvium 

1.960 

Non-command 

Older Alluvium 

4.037 

Non-command 

Older Alluvium 

0.757 

Non-command 

Older Alluvium 

0.053 

Command 

Older Alluvium 

0.526 

Command 

Bhander Sandstone 

1.349 

Command 

Older Alluvium 

0.495 

Command 

Bhander Sandstone 

0.030 

Command 

Older Alluvium 

3.156 

Non-command 

Older Alluvium 

0.844 

Non-command 

Older Alluvium 

1.450 

Non-command 

Older Alluvium 

1.156 

Command 

Older Alluvium 

0.273 

Non-command 

Older Alluvium 

0.597 

Non-command 

Older Alluvium 

0.422 

Non-command 

Older Alluvium 

0.892 

Non-command 

Older Alluvium 

1.099 

Command 

Older Alluvium 

0.635 

Non-command 

Older Alluvium 

0.001 

Command 

Older Alluvium 

2.563 

Non-command 

Older Alluvium 

3.578 

Non-command 

Older Alluvium 

0.573 

Command 

Older Alluvium 

0.352 

Non-command 

Older Alluvium 

0.915 

Non-command 

Older Alluvium 

0.096 

Non-command 

Older Alluvium 

0.544 

Command 

Older Alluvium 

0.027 

Non-command 

Older Alluvium 

0.000 

Command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

1.667 

Non-command 

Older Alluvium 

0.835 

Command 

Older Alluvium 

0.594 

Non-command 

Older Alluvium 

0.827 

Non-command 

Older Alluvium 

4.530 

Non-command 

Older Alluvium 

0.074 

Non-command 

Older Alluvium 

1.309 

Non-command 

Older Alluvium 

1.707 

Non-command 

Older Alluvium 

1.832 

Non-command 

Older Alluvium 

0.080 

Command 

Bhander Sandstone 

0.074 

Command 

Older Alluvium 

2.787 

Non-command 

Older Alluvium 

3.784 

Non-command 

Older Alluvium 

0.026 

Non-command 

Older Alluvium 

2.813 

Non-command 

Older Alluvium 

2.747 

Non-command 

Older Alluvium 

0.115 

Non-command 

Older Alluvium 

2.889 

Command 

Bhander Sandstone 

0.211 

Non-command 

Older Alluvium 

2.378 

Non-command 

Older Alluvium 

1.220 

Non-command 

Older Alluvium 

1.605 

Non-command 

Older Alluvium 

0.029 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

130,000 

100,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

90,000 

60,000 

120 

120,000 

90,000 

120 

90,000 

60,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

130,000 

100,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

130,000 

100,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

130,000 

100,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

90,000 

60,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

90,000 

60,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 







0.356 

0.730 

0.076 

0.090 

0.011 

0.011 

0.130 

0.173 

0.072 

0.104 

0.043 

0.057 



0.151 

0.324 

0.130 

0.159 

0.032 

0.032 

0.072 

0.119 

0.032 

0.032 

0.281 

0.382 

0.248 

0.450 

0.259 

0.288 



0.281 

0.353 

0.216 

0.418 

0.151 

0.165 

0.097 

0.097 

0.108 

0.137 


0.108 

0.122 

0.011 

0.011 



0.346 

0.404 

0.421 

0.623 

0.065 

0.137 

0.011 

0.011 



0.270 

0.371 

0.162 

0.234 

0.011 

0.025 

0.140 

0.140 

0.007 

0.018 

0.378 

0.666 

0.259 

0.345 

0.140 

0.154 





































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Marholi 


Nagla Beedhora 


Nagla Dulhekhan 


Neem Khera 


Nidhara 


0808000201130200 


0808000201125300 


0808000201127000 


0808000201126100 


0808000201123100 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


3.599 Fresh 


6.341 Fresh 


3.600 Fresh 


3.582 Fresh 


4.783 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Ramsagar 


05001018 


Norha 

0808000201124800 

4.169 

Fresh 

Nunhera 

0808000301139500 

3.617 

Fresh 

Panjoopura 

0808000201127200 

2.970 

Fresh 

Pavesura 

0808000201127900 

1.070 

Fresh 

Pidawali 

0808000201126900 

4.074 

Fresh 

Pura Sikroda 

0808000201126000 

1.236 

Fresh 

Puramdari 

0808000201124000 

2.086 

Fresh 

Rahal 

0808000201124500 

1.999 

Fresh 

Ranpur 

0808000201123300 

0.787 

Fresh 

Reti 

0808000201123900 

3.202 

Fresh 

Sarekhi 

0808000301138600 

2.498 

Fresh 

Sigorai 

0808000201123600 

7.321 

Fresh 

Sikroda 

0808000201125900 

2.636 

Fresh 

Sonha 

0808000201127700 

1.690 

Fresh 

Takeepur 

0808000201124600 

3.091 

Fresh 

Angai 

0808000101110000 

5.754 

Fresh 

Badriya 

0808000101109500 

6.246 

Fresh 

Banora 

0808000101107700 

3.997 

Fresh 


Bansrai 

0808000101108400 

10.142 

Fresh 

Baoripura 

0808000101108300 

1.585 

Fresh 

Barai 

0808000101106800 

2.628 

Fresh 


Bhawanpura 

0808000101110300 

3.863 

Fresh 

Chila Chaund 

0808000201121500 

7.242 

Fresh 

Chilakhur 

0808000101109700 

4.699 

Fresh 

Davopura 

0808000101105800 

3.145 

Fresh 

Dhannu Ka Pura 

0808000201119800 

0.637 

Fresh 

Dhaur 

0808000101108100 

11.385 

Fresh 

Dheemiri 

0808000201120200 

8.004 

Fresh 

Gadarpura 

0808000201121100 

3.732 

Fresh 

Gumanpura 

0808000101109200 

2.880 

Fresh 

Halle Ka Pura 

0808000201121400 

3.611 

Fresh 

Harjoopura 

0808000101107600 

5.063 

Fresh 



Jhinna 

0808000101110100 

2.453 

Fresh 

Jindapura 

0808000101109600 

0.972 

Fresh 

Kachhpura 

0808000101112900 

3.672 

Fresh 

Kankor 

0808000101107900 

2.180 

Fresh 


Kankret 

0808000101110500 

4.698 

Fresh 

Khairari 

0808000201120500 

3.258 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Ramsagar 


Non-command 


Non-command 


Ramsagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Parbati 


Non-command 


Non-command 


Non-command 


Parbati 


Non-command 


Non-command 


Non-command 


Parbati 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Parbati 


Non-command 


Parbati 


Non-command 


Non-command 


Non-command 


Non-command 


Parbati 


Non-command 


Non-command 


Khanpura 

0808000101108200 

4.169 

Fresh 

Kharagpura 

0808000101108000 

4.837 

Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.468 

Non-command 

Older Alluvium 

3.246 

Non-command 

Older Alluvium 

3.493 

Non-command 

Older Alluvium 

0.736 

Command 

Bhander Sandstone 

1.269 

Command 

Older Alluvium 

0.188 

Non-command 

Older Alluvium 

1.620 

Non-command 

Older Alluvium 

2.151 

Non-command 

Older Alluvium 

2.970 

Non-command 

Older Alluvium 

1.070 

Non-command 

Older Alluvium 

3.231 

Non-command 

Older Alluvium 

1.236 

Non-command 

Older Alluvium 

0.351 

Non-command 

Older Alluvium 

1.999 

Command 

Older Alluvium 

0.787 

Non-command 

Older Alluvium 

0.884 

Non-command 

Older Alluvium 

1.804 

Command 

Older Alluvium 

0.767 

Non-command 

Older Alluvium 

2.583 

Non-command 

Older Alluvium 

1.690 

Non-command 

Older Alluvium 

3.091 

Non-command 

Bhander Sandstone 

5.754 

Non-command 

Bhander Sandstone 

4.289 

Non-command 

Bhander Sandstone 

1.486 

Command 

Bhander Sandstone 

1.791 

Non-command 

Bhander Sandstone 

0.354 

Non-command 

Bhander Sandstone 

1.574 

Non-command 

Bhander Sandstone 

0.396 

Command 

Bhander Sandstone 

1.294 

Non-command 

Bhander Sandstone 

3.123 

Non-command 

Bhander Sandstone 

5.827 

Non-command 

Bhander Sandstone 

4.699 

Command 

Older Alluvium 

0.004 

Non-command 

Bhander Sandstone 

0.637 

Non-command 

Bhander Sandstone 

0.489 

Non-command 

Bhander Sandstone 

8.003 

Non-command 

Bhander Sandstone 

1.360 

Non-command 

Bhander Sandstone 

2.875 

Non-command 

Bhander Sandstone 

3.611 

Non-command 

Bhander Sandstone 

0.777 

Command 

Bhander Sandstone 

0.649 

Non-command 

Older Alluvium 

1.568 

Command 

Older Alluvium 

0.649 

Non-command 

Bhander Sandstone 

2.260 

Non-command 

Bhander Sandstone 

0.971 

Non-command 

Bhander Sandstone 

0.032 

Non-command 

Bhander Sandstone 

1.545 

Command 

Bhander Sandstone 

0.411 

Non-command 

Bhander Sandstone 

1.452 

Non-command 

Bhander Sandstone 

0.178 

Non-command 

Older Alluvium 

0.757 

Non-command 

Bhander Sandstone 

3.493 

Non-command 

Bhander Sandstone 

4.833 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

90,000 

60,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

130,000 

100,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

130,000 

100,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

90,000 

60,000 

120 

150,000 

130,000 

120 

350,000 

300,000 

120 

90,000 

60,000 

120 

150,000 

130,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

150,000 

130,000 

120 

90,000 

60,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

350,000 

300,000 

120 

350,000 

300,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

90,000 

60,000 

120 

120,000 

90,000 

120 

150,000 

130,000 

120 

150,000 

130,000 


Wells with 


MCM 

MCM 

(15) 

(16) 

0.054 

0.068 

0.130 

0.274 

0.259 

0.633 

0.097 

0.111 

0.043 

0.075 

0.011 

0.011 

0.043 

0.057 

0.060 

0.232 

0.529 

0.601 

0.324 

0.641 

0.281 

0.511 

- 

0.115 

0.054 

0.068 

0.162 

0.234 

0.227 

0.285 

0.086 

0.100 

0.300 

0.487 

0.032 

0.046 

0.454 

0.569 

0.173 

0.403 

0.270 

0.328 

0.031 

0.031 

0.187 

0.205 

0.016 

0.052 

0.016 

0.052 

0.016 

0.016 

0.125 

0.179 

0.047 

0.101 

0.172 

0.316 

- 

- 

0.360 

0.446 

0.109 

0.109 


0.062 

0.098 

0.047 

0.083 

0.144 

0.354 

0.072 

0.156 

0.031 

0.031 

0.125 

0.125 

- 

- 

0.031 

0.139 

0.016 

0.052 

0.078 

0.078 

0.007 

0.007 

0.065 

0.079 

0.234 

0.234 

0.156 

0.282 



















































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



05001019 


Khauri Ibrahimpur 

0808000201120400 

5.666 

Fresh 

Khokhala 

0808000101110200 

1.883 

Fresh 

Khoole Ka Pura 

0808000201119900 

5.018 

Fresh 

Matiyawas 

0808000101109400 

2.111 

Fresh 

Mohari 

0808000101106700 

2.318 

Fresh 


Na 

0808000108900001 

5.607 

Fresh 

Nawaloo Ka Pura 

0808000101105300 

1.823 

Fresh 


Noorpur 

0808000101109900 

0.928 

Fresh 

Pipret 

0808000101110400 

1.595 

Fresh 

Rahrai 

0808000101112700 

3.185 

Fresh 

Ramphal Ka Pura 

0808000101105400 

0.316 

Fresh 

Rampur 

0808000101106600 

5.396 

Fresh 


Parbati 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Parbati 


Non-command 


Non-command 


Parbati 


Non-command 


Non-command 


Non-command 


Parbati 


Non-command 



Ranpura 

0808000201121300 

2.925 

Fresh 

Reechhai 

0808000201121200 

1.618 

Fresh 

Salempur Pati 

0808000101109800 

0.672 

Fresh 

Salempur Rawatpati 

0808000101105500 

6.358 

Fresh 


Sanaura 

0808000201121000 

9.157 

Fresh 

Sikarra 

0808000201120000 

2.596 

Fresh 

Tajpur 

0808000101109300 

8.373 

Fresh 

Tamoti 

0808000201120300 

6.348 

Fresh 


Tarwa 

0808000101112800 

9.754 

Fresh 

Todpura 

0808000201120100 

3.231 

Fresh 

Tontri 

0808000201123700 

7.787 

Fresh 

Totpura 

0808000201120900 

10.330 

Fresh 

Adampur 

0808000201122300 

4.781 

Fresh 


Bainpura Khalsa 

0808000201124200 

3.294 

Fresh 

Barapura 

0808000201123800 

0.732 

Fresh 


Bari (M) 

0808000240801000 

17.812 

Fresh 

Bateshwar Kalan 

0808000201120600 

1.657 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Parbati 


Non-command 


Non-command 


Non-command 


Non-command 


Parbati 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Ramsagar 


Non-command 


Non-command 


Ramsagar 


Ramsagar 


Ramsagar 


Bateshwar Khurd 


Dadur 


0808000201120700 


1.924 Fresh 


Non-command 


Ramsagar 



0808000201128300 


2.509 Fresh 


Dauapura 

0808000201122000 

2.083 

Fresh 

Dheemiri 

0808000201120200 

8.004 

Fresh 

Gadarpura 

0808000201121100 

3.732 

Fresh 

Garhi 

0808000201123500 

0.729 

Fresh 

Hulasi Ka Pura 

0808000201122500 

1.812 

Fresh 


Kankrai 

0808000201121700 

3.363 

Fresh 

Khairari 

0808000201120500 

3.258 

Fresh 


Non-command 


Ramsagar 


Non-command 


Non-command 


Non-command 


Ramsagar 


Non-command 


Ramsagar 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Bhander Sandstone 

0.002 

Non-command 

Bhander Sandstone 

1.434 

Non-command 

Bhander Sandstone 

1.293 

Non-command 

Bhander Sandstone 

5.018 

Non-command 

Bhander Sandstone 

2.111 

Non-command 

Bhander Sandstone 

0.434 

Command 

Bhander Sandstone 

1.296 

Non-command 

Bhander Sandstone 

0.199 

Non-command 

Older Alluvium 

0.474 

Command 

Older Alluvium 

0.164 

Non-command 

Bhander Sandstone 

0.928 

Non-command 

Bhander Sandstone 

1.595 

Non-command 

Bhander Sandstone 

1.271 

Command 

Older Alluvium 

0.272 

Non-command 

Bhander Sandstone 

0.394 

Non-command 

Older Alluvium 

1.197 

Command 

Bhander Sandstone 

0.948 

Command 

Older Alluvium 

1.820 

Non-command 

Bhander Sandstone 

2.925 

Non-command 

Bhander Sandstone 

1.448 

Non-command 

Bhander Sandstone 

0.672 

Non-command 

Older Alluvium 

1.942 

Command 

Older Alluvium 

2.401 

Non-command 

Bhander Sandstone 

4.669 

Non-command 

Bhander Sandstone 

2.596 

Non-command 

Bhander Sandstone 

8.373 

Non-command 

Bhander Sandstone 

6.303 

Command 

Bhander Sandstone 

0.003 

Non-command 

Bhander Sandstone 

4.264 

Non-command 

Bhander Sandstone 

3.231 

Non-command 

Older Alluvium 

0.552 

Non-command 

Bhander Sandstone 

0.778 

Non-command 

Bhander Sandstone 

1.007 

Command 

Bhander Sandstone 

0.400 

Non-command 

Older Alluvium 

0.449 

Non-command 

Older Alluvium 

0.000 

Command 

Older Alluvium 

0.152 

Command 

Bhander Sandstone 

0.653 

Command 

Bhander Sandstone 

0.005 

Command 

Older Alluvium 

1.652 

Non-command 

Bhander Sandstone 

0.016 

Command 

Bhander Sandstone 

0.608 

Command 

Older Alluvium 

1.299 

Non-command 

Older Alluvium 

1.078 

Command 

Older Alluvium 

0.002 

Non-command 

Bhander Sandstone 

2.083 

Non-command 

Bhander Sandstone 

0.001 

Non-command 

Bhander Sandstone 

2.373 

Command 

Older Alluvium 

0.094 

Non-command 

Bhander Sandstone 

1.281 

Command 

Bhander Sandstone 

0.531 

Non-command 

Bhander Sandstone 

2.921 

Non-command 

Bhander Sandstone 

0.146 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

150,000 

130,000 

120 

90,000 

60,000 

120 

150,000 

130,000 

120 

90,000 

60,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

350,000 

300,000 

120 

350,000 

300,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

350,000 

300,000 

120 

150,000 

130,000 

120 

350,000 

300,000 

120 

150,000 

130,000 

120 

350,000 

300,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

150,000 

130,000 

120 

350,000 

300,000 

120 

350,000 

300,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

150,000 

130,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

150,000 

130,000 

120 

90,000 

60,000 

120 

120,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

120,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

120,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 



MCM 

MCM 

(15) 

(16) 

~ 

- | 

0.043 

0.054 

0.062 

0.062 

0.072 

0.094 

0.094 

0.112 

0.062 

0.116 

0.172 

0.316 

- 

- 

0.072 

0.114 

0.036 

0.036 

0.125 

0.125 

0.094 

0.094 

0.125 

0.125 

0.108 

0.234 

0.016 

0.034 

0.072 

0.156 

0.031 

0.067 

0.108 

0.234 


0.137 

0.137 

0.094 

0.094 

0.108 

0.192 

0.108 

0.192 

0.072 

0.245 

0.115 

0.137 

0.187 

0.277 

0.288 

0.353 



0.108 

0.140 

0.022 

0.022 

0.007 

0.007 

0.022 

0.087 

0.007 

0.029 

0.043 

0.043 



0.029 

0.029 

0.086 

0.100 

0.119 

0.148 





































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



05001020 


Koyla 

0808000201121800 

3.654 

Fresh 

Kuhawani 

0808000201123200 

4.598 

Fresh 


Non-command 


Ramsagar 



Maharajpura 

0808000201132800 

2.258 

Fresh 

Mirpura 

0808000201123000 

1.243 

Fresh 



Na 

0808000208900003 

4.525 

Fresh 

Nadroli 

0808000201132600 

1.669 

Fresh 

Nawaloo Ka Pura 

0808000101105300 

1.823 

Fresh 

Nidhara 

0808000201123100 

4.783 

Fresh 


Puramdari 

0808000201124000 

2.086 

Fresh 

Rampur 

0808000101106600 

5.396 

Fresh 


Reechhai 

0808000201121200 

1.618 

Fresh 

Reti 

0808000201123900 

3.202 

Fresh 

Rewai 

0808000201120800 

4.920 

Fresh 


Non-command 


Ramsagar 


Non-command 


Non-command 


Ramsagar 


Non-command 


Non-command 


Non-command 


Non-command 


Ramsagar 


Non-command 


Non-command 


Ramsagar 


Non-command 


Non-command 


Non-command 


Ramsagar 



Rudh Ka Pura 

0808000201122600 

0.787 

Fresh 

Rundh Nidhara 

0808000201122900 

0.978 

Fresh 

Sagaur 

0808000201122200 

1.729 

Fresh 



Salempur Rawatpati 

0808000101105500 

6.358 

Fresh 

Sanaura 

0808000201121000 

9.157 

Fresh 

Sigorai 

0808000201123600 

7.321 

Fresh 


Sunipur 

0808000201122800 

2.714 

Fresh 

Tal Umreh 

0808000201121900 

1.091 

Fresh 

Tamoti 

0808000201120300 

6.348 

Fresh 

Tontri 

0808000201123700 

7.787 

Fresh 


Totpura 

0808000201120900 

10.330 

Fresh 

Umreh 

0808000201122100 

3.075 

Fresh 

Aam Ka Pura 

0808000201126600 

0.988 

Fresh 

Afzalpur 

0808000201129500 

5.535 

Fresh 

Ari 

0808000301139600 

2.206 

Fresh 

Aruva 

0808000201130100 

3.722 

Fresh 

Barkhera 

0808000301149000 

2.575 

Fresh 

Beeloni 

0808000201126500 

2.940 

Fresh 

Beerpur 

0808000201136400 

7.504 

Fresh 

Bijauli 

0808000201136100 

6.496 

Fresh 

Dheemri 

0808000401165300 

2.054 

Fresh 


Non-command 


Non-command 


Non-command 


Ramsagar 


Non-command 


Ramsagar 


Non-command 


Non-command 


Non-command 


Ramsagar 


Non-command 


Non-command 


Non-command 


Non-command 


Ramsagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

1.766 

Command 

Older Alluvium 

0.411 

Non-command 

Bhander Sandstone 

3.962 

Non-command 

Older Alluvium 

0.106 

Command 

Bhander Sandstone 

0.150 

Command 

Older Alluvium 

0.015 

Non-command 

Bhander Sandstone 

0.868 

Command 

Bhander Sandstone 

0.400 

Command 

Older Alluvium 

1.337 

Non-command 

Bhander Sandstone 

1.854 

Command 

Bhander Sandstone 

0.718 

Non-command 

Bhander Sandstone 

0.491 

Non-command 

Bhander Sandstone 

1.082 

Command 

Bhander Sandstone 

0.161 

Non-command 

Bhander Sandstone 

0.043 

Non-command 

Bhander Sandstone 

0.508 

Non-command 

Older Alluvium 

0.000 

Non-command 

Bhander Sandstone 

1.405 

Command 

Bhander Sandstone 

1.921 

Non-command 

Older Alluvium 

1.076 

Non-command 

Older Alluvium 

0.385 

Command 

Older Alluvium 

0.058 

Non-command 

Bhander Sandstone 

0.097 

Non-command 

Older Alluvium 

1.979 

Non-command 

Bhander Sandstone 

3.004 

Command 

Bhander Sandstone 

1.538 

Command 

Older Alluvium 

0.378 

Non-command 

Bhander Sandstone 

0.787 

Non-command 

Bhander Sandstone 

0.978 

Non-command 

Bhander Sandstone 

1.381 

Command 

Bhander Sandstone 

0.348 

Non-command 

Bhander Sandstone 

0.166 

Command 

Bhander Sandstone 

0.468 

Non-command 

Older Alluvium 

0.127 

Non-command 

Bhander Sandstone 

4.488 

Non-command 

Older Alluvium 

0.266 

Command 

Older Alluvium 

6.287 

Non-command 

Bhander Sandstone 

2.714 

Non-command 

Bhander Sandstone 

1.091 

Non-command 

Bhander Sandstone 

0.042 

Non-command 

Older Alluvium 

3.543 

Command 

Older Alluvium 

2.804 

Non-command 

Bhander Sandstone 

9.553 

Non-command 

Bhander Sandstone 

2.053 

Non-command 

Older Alluvium 

0.988 

Non-command 

Older Alluvium 

1.487 

Non-command 

Older Alluvium 

0.094 

Non-command 

Older Alluvium 

3.722 

Non-command 

Older Alluvium 

0.074 

Non-command 

Older Alluvium 

2.940 

Non-command 

Bhander Sandstone 

0.002 

Non-command 

Bhander Sandstone 

0.458 

Non-command 

Older Alluvium 

1.287 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

90,000 

60,000 

120 

120,000 

90,000 

120 

90,000 

60,000 

120 

120,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

120,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

350,000 

300,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

120,000 

90,000 

120 

350,000 

300,000 

120 

350,000 

300,000 

120 

90,000 

60,000 

120 

120,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

120,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

350,000 

300,000 

120 

90,000 

60,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

130,000 

100,000 

120 

120,000 

90,000 

120 

130,000 

100,000 

120 

120,000 

90,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

130,000 

100,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.140 


0.032 


0.108 




0.022 

0.054 

0.007 

0.007 

0.032 

0.046 

0.086 

0.140 

0.036 

0.058 



0.072 

0.245 

0.011 

0.011 

0.238 

0.296 

0.252 

0.587 

0.007 

0.018 

- 

- 

0.151 

0.194 

0.119 

0.162 

0.108 

0.151 

0.374 

0.979 

0.162 

0.220 

0.194 

0.410 

0.012 

0.028 

0.389 

0.504 

0.012 

0.012 

0.346 

0.562 

- 

- | 

0.029 

0.029 

0.096 

0.236 












































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


02001001 


Dhwajpura 


Dubepura 


Garhi Chatola 


Garhi Jakhoda 


Gurja 


Jagariyapura 


Janpura 


Khanpura 


Kolua 


Kookpur 


Lalonihar 


Lohare Ka Pura 


Marholi 


Nagla Dulhekhan 


Nakatpura 


Neem Khera 


Nibhi 


Nunhera 


Pai Ka Pura 


Pathaina 


Pidawali 


Poothpura 



Sandra 


Vikrampura 


Adee Naka 


Ahamlaka 


Akleempur 


Alawal Pur 


Andhaka 


Baghora 


Bahadurpur Patti Katla 


Bai 


0808000201130000 


0808000301148700 


0808000301144700 


0808000201130400 


sq.km 


(4) (5) 


1.190 Fresh 


2.267 Fresh 


1.813 Fresh 


5.018 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



0808000201126300 


0808000301148800 


0808000201136200 


0808000401166900 


0808000201126200 


0808000401167100 


0808000201126700 


0808000201126800 


0808000201130200 


2.650 Fresh 


1.331 Fresh 


0.466 Fresh 


2.159 Fresh 


2.693 Fresh 


5.637 Fresh 


2.623 Fresh 


3.105 Fresh 


3.599 Fresh 


Urmila Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Urmila Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0808000201127000 


0808000401166000 


0808000201126100 


0808000401167000 


0808000301139500 


0808000201126400 


0808000301148900 


0808000201126900 


0808000401165400 


3.600 Fresh 


2.722 Fresh 


3.582 Fresh 


3.446 Fresh 


3.617 Fresh 


2.834 Fresh 


1.646 Fresh 


4.074 Fresh 


1.407 Fresh 


Urmila Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Urmila Sagar 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0808000401166300 


0808000301144600 


0806000600831800 


0806000400815500 


0806000600831200 



0806000600838300 


0806000400817500 


1.890 Fresh 


2.898 Fresh 


1.909 Fresh 


1.478 Fresh 


1.305 Fresh 


Saline 


2.517 Fresh 


2.955 Fresh 


4.585 Fresh 


Non-command 


Urmila Sagar 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.091 

Non-command 

Older Alluvium 

0.785 

Non-command 

Older Alluvium 

0.617 

Non-command 

Bhander Sandstone 

3.148 

Non-command 

Older Alluvium 

0.116 

Command 

Bhander Sandstone 

0.568 

Non-command 

Older Alluvium 

2.441 

Non-command 

Older Alluvium 

0.248 

Non-command 

Bhander Sandstone 

0.179 

Non-command 

Bhander Sandstone 

0.254 

Command 

Bhander Sandstone 

0.152 

Non-command 

Older Alluvium 

2.613 

Non-command 

Bhander Sandstone 

0.225 

Non-command 

Older Alluvium 

2.509 

Non-command 

Older Alluvium 

0.216 

Non-command 

Bhander Sandstone 

0.265 

Non-command 

Older Alluvium 

2.747 

Non-command 

Bhander Sandstone 

1.767 

Non-command 

Older Alluvium 

0.807 

Command 

Bhander Sandstone 

0.048 

Non-command 

Older Alluvium 

0.107 

Non-command 

Bhander Sandstone 

0.367 

Non-command 

Older Alluvium 

1.192 

Non-command 

Older Alluvium 

2.846 

Non-command 

Bhander Sandstone 

2.257 

Command 

Bhander Sandstone 

0.034 

Non-command 

Older Alluvium 

0.038 

Non-command 

Older Alluvium 

2.834 

Non-command 

Older Alluvium 

0.050 

Non-command 

Older Alluvium 

0.843 

Non-command 

Bhander Sandstone 

0.047 

Non-command 

Older Alluvium 

0.978 

Non-command 

Bhander Sandstone 

0.633 

Non-command 

Older Alluvium 

0.000 

Non-command 

Bhander Sandstone 

0.216 

Command 

Bhander Sandstone 

0.045 

Non-command 

Older Alluvium 

0.067 


River Basin 


Sub Basin: 


: Ruparail 


Ruparail 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0806000500824000 


0806000700847400 


0806000400817100 


5.577 Fresh 


10.349 Fresh 


2.818 Fresh 


Non-command 


Non-command 


Non-command 



Non-command 

Older Alluvium 

1.909 

Non-command 

Older Alluvium 

1.478 

Non-command 

Older Alluvium 

1.263 

Non-command 

Older Alluvium 

0.042 

Non-command 

Older Alluvium 

2.457 

Non-command 

Quartzite 

0.061 

Non-command 

Older Alluvium 

0.347 

Non-command 

Older Alluvium 

3.130 

Non-command 

Quartzite 

1.372 

Non-command 

Older Alluvium 

0.021 

Non-command 

Quartzite 

0.058 

Non-command 

Older Alluvium 

5.119 

Non-command 

Older Alluvium 

0.079 

Non-command 

Older Alluvium 

2.818 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

90,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

90,000 

60,000 

120 

120,000 

90,000 

120 

90,000 

60,000 

120 

120,000 

90,000 

120 

130,000 

100,000 

120 

90,000 

60,000 

120 

90,000 

75,000 

120 

90,000 

75,000 

120 

120,000 

90,000 

120 

90,000 

75,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

90,000 

60,000 

120 

120,000 

90,000 

120 

90,000 

60,000 

120 

120,000 

90,000 

120 

90,000 

60,000 

120 

120,000 

90,000 

120 

90,000 

75,000 

120 

130,000 

100,000 

120 

120,000 

90,000 

120 

90,000 

75,000 

120 

90,000 

75,000 

120 

130,000 

100,000 

120 

120,000 

90,000 

120 

130,000 

100,000 

120 

120,000 

90,000 

120 

90,000 

75,000 

120 

130,000 

100,000 

120 

90,000 

75,000 

120 

130,000 

100,000 

120 

90,000 

75,000 

120 

90,000 

75,000 

120 

130,000 

100,000 



120 

130,000 

100,000 

120 

120,000 

100,000 

120 

130,000 

100,000 

120 

90,000 

50,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

120,000 

100,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.022 


0.108 


0.204 


0.130 


0.011 


0.022 




0.205 

0.378 

0.011 

0.011 

0.022 

0.022 

0.292 

0.350 

0.079 

0.079 

0.054 

0.054 


0.011 

0.025 

0.018 

0.018 

0.072 

0.088 

0.378 

0.464 

0.009 

0.020 




0.096 0.744 














































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Balrampur 

0806000600829900 

2.157 

Fresh 

Bambora 

0806000500823400 

7.565 

Fresh 

Bandholi 

0806000600831600 

1.356 

Fresh 

Baramda 

0806000600836800 

2.701 

Fresh 


Dotana 


Faizpur 


Gahankhar 


Garhi 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


1.731 Fresh Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Beejwa 

0806000600836300 

3.297 

Fresh 

Began Heri 

0806000400815600 

4.269 

Fresh 

Berla 

0806000400816900 

5.951 

Fresh 


Non-command 


Non-command 


Non-command 



Bhindoosi 

0806000400815100 

3.760 

Fresh 

Bichpuri 

0806000400815200 

2.535 

Fresh 

Bidarka 

0806000500823900 

3.234 

Fresh 

Bilaspur 

0806000400813400 

3.499 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Boojaka 

0806000600829400 

6.969 

Fresh 

Chachaka 

0806000500821600 

4.110 

Fresh 

Chamroda 

0806000500819200 

5.378 

Fresh 

Chandigarh 

0806000600836000 

1.641 

Fresh 

Chaundawata 

0806000500824100 

1.607 

Fresh 

Chawandi Kalan 

0806000400817000 

5.958 

Fresh 

Cheet Ghana 

0806000500823500 

2.087 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Deota 

0806000500822200 

4.648 

Fresh 

Dhamookar 

0806000500821700 

3.104 

Fresh 

Dhaneta 

0806000600829200 

1.410 

Fresh 

Dohli 

0806000600835800 

5.858 

Fresh 

Dohra 

0806000500825800 

3.048 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0806000400816700 

2.848 

0806000500819500 

1.050 

0806000400814500 

4.339 

0806000600829100 

1.586 



4.868 Fresh 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Golki 

0806000600838100 

2.416 

Fresh 

Goojarpur Kalan 

0806000600831500 

4.117 

Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

1.493 

Non-command 

Quartzite 

0.238 

Non-command 

Older Alluvium 

2.137 

Non-command 

Older Alluvium 

0.093 

Non-command 

Older Alluvium 

1.190 

Non-command 

Older Alluvium 

1.027 

Non-command 

Quartzite 

1.486 

Non-command 

Older Alluvium 

2.073 

Non-command 

Quartzite 

0.048 

Non-command 

Older Alluvium 

3.297 

Non-command 

Older Alluvium 

4.269 

Non-command 

Older Alluvium 

5.558 

Non-command 

Quartzite 

0.393 

Non-command 

Older Alluvium 

2.420 

Non-command 

Quartzite 

0.132 

Non-command 

Older Alluvium 

3.735 

Non-command 

Older Alluvium 

2.535 

Non-command 

Older Alluvium 

2.591 

Non-command 

Older Alluvium 

3.363 

Non-command 

Quartzite 

0.136 

Non-command 

Older Alluvium 

3.495 

Non-command 

Quartzite 

0.967 

Non-command 

Older Alluvium 

1.244 

Non-command 

Older Alluvium 

3.989 

Non-command 

Older Alluvium 

2.685 

Non-command 

Older Alluvium 

1.635 

Non-command 

Older Alluvium 

1.529 

Non-command 

Older Alluvium 

5.601 

Non-command 

Older Alluvium 

1.439 

Non-command 

Quartzite 

0.505 

Non-command 

Older Alluvium 

4.022 

Non-command 

Quartzite 

2.920 

Non-command 

Older Alluvium 

0.943 

Non-command 

Quartzite 

1.597 

Non-command 

Older Alluvium 

0.060 

Non-command 

Older Alluvium 

2.873 

Non-command 

Older Alluvium 

1.370 

Non-command 

Older Alluvium 

0.385 

Non-command 

Older Alluvium 

0.067 

Non-command 

Quartzite 

0.079 

Non-command 

Older Alluvium 

2.442 

Non-command 

Quartzite 

3.844 

Non-command 

Older Alluvium 

2.823 

Non-command 

Older Alluvium 

1.050 

Non-command 

Older Alluvium 

0.250 

Non-command 

Older Alluvium 

1.563 

Non-command 

Older Alluvium 

0.023 

Non-command 

Older Alluvium 

3.917 

Non-command 

Quartzite 

3.233 

Non-command 

Older Alluvium 

1.395 

Non-command 

Quartzite 

3.033 

Non-command 

Older Alluvium 

1.881 

Non-command 

Older Alluvium 

4.117 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

130,000 

100,000 

120 

90,000 

50,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

130,000 

100,000 



Wells with 
Pumpset 


MCM 


(15) 


0.036 




























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Gothra 

0806000400814900 

4.647 

Fresh 

Hajipur 

0806000600837300 

3.553 

Fresh 

Hasanpur Mafi 

0806000400813200 

4.520 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 



Ibrahimpur Mafi 

0806000400813600 

0.622 

Fresh 

Jairoli 

0806000400817400 

17.293 

Fresh 


Non-command 


Non-command 


Jaistika 

0806000500822100 

2.565 

Fresh 

Jakopur 

0806000600839600 

1.428 

Fresh 

Kala Ghata 

0806000600830100 

2.572 

Fresh 

Kalsawara 

0806000600830200 

2.457 

Fresh 

Karoli Jageer 

0806000600839500 

1.120 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Karoli Khalsa 

0806000600839700 

0.441 

Fresh 

Khalilpuri 

0806000400813500 

3.442 

Fresh 


Non-command 


Non-command 


Khanpur Mewan 


Kharkhara 


0806000500825200 



Khedli Jhanda 


Khilora 


Khoh 


Khoha 


0806000600838200 

1.837 

0806000600831900 

7.549 

0806000600828600 

6.539 

0806000500826100 

10.917 


6.497 Fresh Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Khohar 

0806000600837200 

1.021 

Fresh 

Khohra Karmali 

0806000600829700 

5.325 

Fresh 

Khohra Peepli 

0806000500825400 

2.796 

Fresh 


Non-command 


Non-command 


Non-command 


Khojaka 



0806000500821500 

1.311 

Fresh 

0806000600836200 

2.277 

Fresh 

0806000500825700 

1.648 

Fresh 


Non-command 


Non-command 


Non-command 



Kota Kalan 

0806000600829300 

1.833 

Fresh 

Kutiyapur 

0806000500823700 

1.862 

Fresh 


Non-command 


Non-command 


Lalpuri 

0806000500824800 

1.107 

Fresh 

Langarwas 

0806000500821400 

4.521 

Fresh 


Non-command 


Non-command 


Maharajpura 


Mahrampur 


0806000400813700 


0806000500825900 


2.204 Fresh 


1.464 Fresh 


Mainaki 

0806000400811500 

3.914 

Fresh 

Majra Mahaniya 

0806000400814000 

1.360 

Fresh 

Maliyar Jatt 

0806000400813300 

7.052 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 

Number 
of Tube 
Wells 



sq.km 


(6) 

(7) 

(8) 

(9) 

Non-command 

Older Alluvium 

0.070 

1 

Non-command 

Older Alluvium 

3.553 

20 

Non-command 

Older Alluvium 

1.301 

35 

Non-command 

Quartzite 

0.235 

6 

Non-command 

Older Alluvium 

2.079 

16 

Non-command 

Quartzite 

1.178 

9 

Non-command 

Older Alluvium 

0.318 

10 

Non-command 

Older Alluvium 

12.223 

29 

Non-command 

Quartzite 

4.404 

11 

Non-command 

Older Alluvium 

2.440 

8 

Non-command 

Older Alluvium 

1.428 

10 

Non-command 

Older Alluvium 

2.455 

43 

Non-command 

Older Alluvium 

2.407 

30 

Non-command 

Older Alluvium 

0.936 

14 

Non-command 

Slate 

0.001 

- 

Non-command 

Older Alluvium 

0.441 

15 

Non-command 

Older Alluvium 

2.961 

112 

Non-command 

Quartzite 

0.481 

18 

Non-command 

Older Alluvium 

3.183 

16 

Non-command 

Quartzite 

3.175 

16 

Non-command 

Older Alluvium 

1.862 

39 

Non-command 

Older Alluvium 

0.005 

- 

Non-command 

Older Alluvium 

0.889 

8 

Non-command 

Older Alluvium 

0.169 

2 

Non-command 

Older Alluvium 

1.837 

20 

Non-command 

Older Alluvium 

6.925 

71 

Non-command 

Older Alluvium 

4.770 

19 

Non-command 

Older Alluvium 

1.813 

2 

Non-command 

Quartzite 

0.774 

1 

Non-command 

Older Alluvium 

0.943 

12 

Non-command 

Older Alluvium 

3.982 

26 

Non-command 

Older Alluvium 

1.096 

1 

Non-command 

Quartzite 

1.176 

2 

Non-command 

Older Alluvium 

1.311 

- 

Non-command 

Older Alluvium 

2.277 

15 

Non-command 

Older Alluvium 

0.052 

- 

Non-command 

Quartzite 

0.400 

3 

Non-command 

Older Alluvium 

3.214 

3 

Non-command 

Quartzite 

2.557 

2 

Non-command 

Older Alluvium 

1.675 

7 

Non-command 

Older Alluvium 

0.892 

1 

Non-command 

Quartzite 

0.941 

2 

Non-command 

Older Alluvium 

0.854 

9 

Non-command 

Older Alluvium 

2.165 

2 

Non-command 

Quartzite 

2.150 

2 

Non-command 

Older Alluvium 

1.312 

25 

Non-command 

Quartzite 

0.892 

17 

Non-command 

Older Alluvium 

0.552 

3 

Non-command 

Quartzite 

0.464 

3 

Non-command 

Older Alluvium 

1.233 

13 

Non-command 

Older Alluvium 

1.172 

30 

Non-command 

Older Alluvium 

4.502 

70 

Non-command 

Quartzite 

1.982 

31 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

100,000 

120 

130,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

100,000 

75,000 

120 

130,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

130,000 

100,000 

120 

90,000 

50,000 

120 

130,000 

100,000 

120 

90,000 

50,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 

































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Mancha 

0806000500819800 

6.811 

Fresh 

Mandapur 

0806000600836500 

2.545 

Fresh 

Mandwapur 

0806000500819600 

1.286 

Fresh 

Manki 

0806000600839800 

5.300 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Manothadi 

0806000500821800 

1.921 

Fresh 

Meghawas 

0806000600836600 

2.582 

Fresh 


Non-command 


Non-command 


Mirzapur 

0806000500824200 

2.055 

Fresh 

Mohammadpur 

0806000600837400 

2.646 

Fresh 

Moosa Khera 

0806000500823600 

3.132 

Fresh 


Mukandwas 


Munpur Karmala 


Musepur 


Nagliwal 


Naharpur Khurd 


Nakhnol 


Nangal Mohammadpur 


Non-command 


Non-command 


Non-command 





Saline 

0806000600832000 

3.575 

Fresh 

0806000600838400 

8.048 

Fresh 

0806000400816600 

2.468 

Fresh 

0806000600837100 

3.756 

Fresh 

0806000600837600 

2.970 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0806000600829600 


0806000500823800 


Saline 


2.985 Fresh 


1.612 Fresh 


Non-command 


Non-command 


Non-command 


Nangal Nangali 

0806000600831700 

2.306 

Fresh 

Nangla Chirawanda 

0806000600830400 

9.521 

Fresh 


Nangli Mubarikpur 

0806000600830700 

0.686 

Fresh 

Nangli Pathan 

0806000500819700 

3.211 

Fresh 


Newada 


Newadi 


Niwali 


Nyana 


3.389 Fresh Non-command 


15.644 Fresh Non-command 




Naurangabad 

0806000400813900 

1.836 

Fresh 

Neekach 

0806000600829500 

5.810 

Fresh 

Neemli 

0806000400816100 

11.611 

Fresh 


Saline Non-command 


Non-command 


Non-command 


Non-command 



0806000600831300 

2.630 

0806000600831100 

2.739 


0806000600836100 

4.897 

0806000500825000 

4.548 



Odaka 

0806000600829800 

1.202 

Fresh 

Odela 

0806000600839400 

2.964 

Fresh 

Odra 

0806000500821200 

3.458 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.216 

Non-command 

Older Alluvium 

2.545 

Non-command 

Older Alluvium 

1.286 

Non-command 

Older Alluvium 

0.543 

Non-command 

Slate 

0.001 

Non-command 

Older Alluvium 

1.723 

Non-command 

Older Alluvium 

2.375 

Non-command 

Quartzite 

0.207 

Non-command 

Older Alluvium 

2.055 

Non-command 

Older Alluvium 

2.646 

Non-command 

Older Alluvium 

1.562 

Non-command 

Quartzite 

1.570 

Non-command 

Older Alluvium 

4.088 

Non-command 

Quartzite 

1.121 

Non-command 

Older Alluvium 

10.313 

Non-command 

Quartzite 

1.215 

Non-command 

Older Alluvium 

1.063 

Non-command 

Older Alluvium 

0.091 

Non-command 

Older Alluvium 

6.143 

Non-command 

Older Alluvium 

2.468 

Non-command 

Older Alluvium 

3.058 

Non-command 

Older Alluvium 

0.037 

Non-command 

Slate 

0.278 

Non-command 

Slate 

0.003 

Non-command 

Older Alluvium 

2.555 

Non-command 

Older Alluvium 

0.609 

Non-command 

Quartzite 

0.972 

Non-command 

Older Alluvium 

2.306 

Non-command 

Older Alluvium 

4.249 

Non-command 

Quartzite 

3.748 

Non-command 

Older Alluvium 

0.686 

Non-command 

Older Alluvium 

1.386 

Non-command 

Quartzite 

1.618 

Non-command 

Older Alluvium 

1.533 

Non-command 

Quartzite 

1.855 

Non-command 

Older Alluvium 

9.532 

Non-command 

Quartzite 

0.043 

Non-command 

Slate 

2.051 

Non-command 

Older Alluvium 

0.013 

Non-command 

Slate 

0.016 

Non-command 

Older Alluvium 

1.598 

Non-command 

Older Alluvium 

5.473 

Non-command 

Older Alluvium 

3.193 

Non-command 

Quartzite 

6.442 

Non-command 

Older Alluvium 

2.630 

Non-command 

Older Alluvium 

2.202 

Non-command 

Older Alluvium 

0.536 

Non-command 

Older Alluvium 

3.354 

Non-command 

Older Alluvium 

2.158 

Non-command 

Quartzite 

2.385 

Non-command 

Older Alluvium 

1.141 

Non-command 

Older Alluvium 

0.104 

Non-command 

Older Alluvium 

0.056 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

75,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

50,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

120,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

100,000 

75,000 

120 

70,000 

50,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

100,000 

75,000 

120 

90,000 

50,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

130,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

90,000 

50,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.058 



























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Pata 


Patan Bhan 


Phullabas 


Sammanpur 


Sarpur 


Shahbad 


Shekhpur 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


Fresh Non-command 


Pahar Samlat 

0806000500826300 

3.682 

Fresh 

Pahar Samlat @ Rundh Baghor 

0806000400816200 

3.808 

Fresh 


Non-command 


Non-command 




0806000600830500 

7.810 

0806000600830000 

1.486 

0806000400816400 

3.752 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


1.107 Non-command 




Poothi 

0806000600840300 

6.026 

Fresh 

Raghunathgarh 

0806000600830300 

13.542 

Fresh 


Non-command 


Non-command 



Ram Nagar 

0806000400815000 

4.111 

Fresh 

Raoka 

0806000500824900 

2.893 

Fresh 

Rasoolpur 

0806000600828900 

4.350 

Fresh 

Raswada 

0806000600830800 

2.169 

Fresh 

Roopbas 

0806000600830600 

1.513 

Fresh 

Rundh Gidawara 

0806000500824400 

8.465 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 




0806000600831400 

2.433 

Fresh 

0806000500824300 

2.082 

Fresh 

0806000400811400 

6.234 

Fresh 

0806000500825600 

11.216 

Fresh 

0806000600836400 

2.577 

Fresh 

0806000400816500 

1.355 

Fresh 


Sherpur 

0806000600838000 

3.387 

Fresh 

Sonagarh 

0806000600835900 

2.124 

Fresh 

Soorawas 

0806000400813800 

2.316 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Teehli 

0806000400814300 

2.408 

Fresh 

Teetarka 

0806000500819400 

1.880 

Fresh 


Non-command 


Non-command 


02001002 


Thana Ghora 


Thons 


Tijara (M) 


Tismar 


Todli 


Vrisangpur 


Warispur 


Alampur 


0806000500824700 

2.677 

Fresh 

0806000400817300 

4.022 

Fresh 

0806000440603000 

22.899 

Fresh 

0806000600828800 

1.256 

Fresh 

0806000600828500 

3.170 

Fresh 

0806000500824500 

3.603 

Fresh 

0806000600828700 

1.168 

Fresh 

0806000600837700 

2.306 

Fresh 



Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

2.916 

Non-command 

Quartzite 

0.623 

Non-command 

Older Alluvium 

0.312 

Non-command 

Older Alluvium 

3.615 

Non-command 

Quartzite 

0.084 

Non-command 

Older Alluvium 

0.115 

Non-command 

Older Alluvium 

1.170 

Non-command 

Older Alluvium 

7.309 

Non-command 

Older Alluvium 

1.319 

Non-command 

Older Alluvium 

1.044 

Non-command 

Quartzite 

2.306 

Non-command 

Older Alluvium 

0.943 

Non-command 

Quartzite 

0.119 

Non-command 

Older Alluvium 

0.108 

Non-command 

Older Alluvium 

5.842 

Non-command 

Quartzite 

6.112 

Non-command 

Older Alluvium 

1.095 

Non-command 

Quartzite 

0.286 

Non-command 

Older Alluvium 

2.060 

Non-command 

Older Alluvium 

2.301 

Non-command 

Older Alluvium 

3.259 

Non-command 

Older Alluvium 

2.169 

Non-command 

Older Alluvium 

1.513 

Non-command 

Older Alluvium 

2.658 

Non-command 

Quartzite 

4.879 

Non-command 

Older Alluvium 

2.529 

Non-command 

Quartzite 

0.785 

Non-command 

Older Alluvium 

6.120 

Non-command 

Quartzite 

1.141 

Non-command 

Older Alluvium 

2.433 

Non-command 

Older Alluvium 

2.082 

Non-command 

Older Alluvium 

2.301 

Non-command 

Older Alluvium 

0.200 

Non-command 

Older Alluvium 

2.577 

Non-command 

Older Alluvium 

0.732 

Non-command 

Quartzite 

0.623 

Non-command 

Older Alluvium 

0.077 

Non-command 

Older Alluvium 

0.115 

Non-command 

Older Alluvium 

1.347 

Non-command 

Quartzite 

0.969 

Non-command 

Older Alluvium 

0.090 

Non-command 

Older Alluvium 

1.683 

Non-command 

Quartzite 

0.197 

Non-command 

Older Alluvium 

2.677 

Non-command 

Older Alluvium 

4.022 

Non-command 

Older Alluvium 

3.275 

Non-command 

Older Alluvium 

1.058 

Non-command 

Older Alluvium 

0.122 

Non-command 

Older Alluvium 

3.603 

Non-command 

Older Alluvium 

1.023 

Non-command 

Older Alluvium 

0.835 

Non-command 

Older Alluvium 

1.068 

Non-command 

Slate 

0.402 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

90,000 

50,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

90,000 

50,000 

120 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.288 


0.059 

































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Alawal Pur 

0806000600838300 

2.955 

Fresh 

Alawara 

0806000600843500 

10.002 

Fresh 

Badi Pokhar 

0806000600832500 

2.515 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Bagar Meo 

0806000600834500 

5.098 

Fresh 

Bagar Rajput 

0806000600841200 

7.529 

Fresh 

Baghori 

0806000600835600 

1.196 

Fresh 

Bahadurpur Patti Joriya 

0806000700847500 

2.717 

Fresh 


Bahadurpur Patti Meeran 


Bahadurpur Patti Pahar 


Bahripur 


Bakayanka 


Baldeobas 


Bamboli 


Bamni Khera 


Non-command 


Non-command 


Non-command 


Non-command 



Bahadurpur Patti Kanugo 

0806000700847700 

2.041 

Saline 

Bahadurpur Patti Katla 

0806000700847400 

10.349 

Fresh 


Non-command 


Non-command 



0806000700847800 


Saline Non-command 


8.670 Fresh Non-command 



0806000700847600 

3.903 

0806000600837800 

1.838 


0806000600838700 

1.474 

0806000700848600 

1.520 

0806000600841500 

6.721 

0806000600841000 

2.671 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bardod 


Barwada 


Bas Burja 


Bas Dayana 


BasaiJagta 


Bilaspur 


Boojaka 


Chandigarh 


Chandooki 


Chauma 


Cheerwa 


Chidwai 


Chikani 


Chirkhana 


Chowki 


0806000600835700 

2.153 

0806000600844600 

4.631 

0807000300986800 

10.093 



Bera Was 

0806000600835000 

4.552 

Fresh 

Bere 

0806000600835100 

4.169 

Fresh 

Bhajera 

0806000700848100 

7.577 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0806000600843200 


Non-command 


Non-command 



0806000600829400 

6.969 

0806000600836000 

1.641 

0806000700850600 

1.541 

0806000600839300 

5.291 

0806000600837900 

1.298 

0806000600844700 

3.847 

0806000700846600 

7.000 

0806000700850000 

5.187 



0806000600835200 

2.770 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

2.607 

Non-command 

Older Alluvium 

10.002 

Non-command 

Older Alluvium 

0.793 

Non-command 

Phyllite & Schist 

0.679 

Non-command 

Older Alluvium 

0.555 

Non-command 

Older Alluvium 

5.632 

Non-command 

Older Alluvium 

1.148 

Non-command 

Older Alluvium 

0.025 

Non-command 

Phyllite & Schist 

0.034 

Non-command 

Quartzite 

0.133 

Non-command 

Older Alluvium 

2.431 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Quartzite 

0.094 

Non-command 

Older Alluvium 

2.041 

Non-command 

Older Alluvium 

3.085 

Non-command 

Phyllite & Schist 

6.264 

Non-command 

Older Alluvium 

0.035 

Non-command 

Older Alluvium 

3.015 

Non-command 

Phyllite & Schist 

2.481 

Non-command 

Older Alluvium 

3.173 

Non-command 

Older Alluvium 

3.903 

Non-command 

Older Alluvium 

1.301 

Non-command 

Older Alluvium 

0.538 

Non-command 

Older Alluvium 

1.474 

Non-command 

Older Alluvium 

1.520 

Non-command 

Older Alluvium 

0.002 

Non-command 

Older Alluvium 

2.584 

Non-command 

Phyllite & Schist 

0.022 

Non-command 

Older Alluvium 

2.153 

Non-command 

Older Alluvium 

1.613 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

5.343 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

2.164 

Non-command 

Older Alluvium 

0.105 

Non-command 

Quartzite 

0.201 

Non-command 

Older Alluvium 

0.672 

Non-command 

Older Alluvium 

0.157 

Non-command 

Older Alluvium 

5.422 

Non-command 

Phyllite & Schist 

1.777 

Non-command 

Older Alluvium 

0.284 

Non-command 

Older Alluvium 

0.440 

Non-command 

Phyllite & Schist 

2.151 

Non-command 

Older Alluvium 

2.541 

Non-command 

Older Alluvium 

0.006 

Non-command 

Older Alluvium 

0.708 

Non-command 

Older Alluvium 

5.291 

Non-command 

Older Alluvium 

1.298 

Non-command 

Older Alluvium 

1.679 

Non-command 

Older Alluvium 

6.998 

Non-command 

Older Alluvium 

4.815 

Non-command 

Older Alluvium 

0.372 

Non-command 

Older Alluvium 

2.504 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

90,000 

50,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

120,000 

100,000 

120 

200,000 

130,000 

120 

90,000 

80,000 

120 

200,000 

130,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

130,000 

100,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.012 


0.036 


0.036 


0.025 


0.060 


0.336 


0.036 








































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Doli 


Gajeeka 


Ghat 


Goha 


Golki 


Goojarpur Khurd 


Hasanpur 


Indpur 


Jahanpur 


Jahar Khera 


Jajor 


Jugrawar 


Karoli Jageer 


Khanpur Kalan 


Khohra Peepli 


Khudeena 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Census Code 

Area 


sq.km 

(3) 

(4) 

0807000300986700 

6.017 



0806000600835800 

5.858 

0806000500825800 

3.048 





Saline 

0806000600840600 

4.281 

Fresh 

0806000700850700 

1.297 

Fresh 

0806001100928500 

9.234 

Fresh 

0806000600835300 

2.197 

Fresh 

0806000600838100 

2.416 

Fresh 

0806000600839900 

1.451 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0806000600843600 

1.582 

0806000600843900 

3.818 


0806000600844000 

2.931 

0806000700849900 

6.089 

0806000700846800 

5.958 

0806000600842700 

7.412 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


1.550 Non-command 


Saline Non-command 


Fresh Non-command 




Kareeriya 

0806000600832200 

4.986 

Fresh 

Karoli 

0806000700846500 

11.161 

Fresh 


Non-command 


Non-command 



0806000600839500 


0806000600840700 


Saline Non-command 


1.120 Fresh Non-command 


Non-command 



Khanpur Khurd 

0806000600843800 

2.103 

Fresh 

Kheri 

0806000600840500 

4.364 

Fresh 

Kherthala 

0806000600838600 

1.006 

Fresh 

Khilora 

0806000600831900 

7.549 

Fresh 

Khoh 

0806000600828600 

6.539 

Fresh 

Khoha 

0806000500826100 

10.917 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0806000500825400 


0806000500825700 


Saline Non-command 


Fresh Non-command 


1.648 Fresh Non-command 


Khushpuri 

0806000600838900 

2.547 

Saline 

Kithoor 

0806000700847100 

5.735 

Fresh 


Non-command 


Non-command 



Kolgaon 

0806000500825500 

6.455 

Fresh 

Kota Khurd 

0806000600832100 

4.376 

Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

2.574 

Non-command 

Older Alluvium 

5.005 

Non-command 

Older Alluvium 

0.180 

Non-command 

Quartzite 

2.514 

Non-command 

Older Alluvium 

0.091 

Non-command 

Older Alluvium 

4.281 

Non-command 

Older Alluvium 

0.400 

Non-command 

Quartzite 

0.000 

Non-command 

Older Alluvium 

1.979 

Non-command 

Older Alluvium 

0.535 

Non-command 

Older Alluvium 

0.679 

Non-command 

Slate 

0.772 

Non-command 

Older Alluvium 

0.995 

Non-command 

Phyllite & Schist 

0.002 

Non-command 

Older Alluvium 

1.582 

Non-command 

Older Alluvium 

3.463 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

0.007 

Non-command 

Older Alluvium 

2.970 

Non-command 

Older Alluvium 

5.475 

Non-command 

Older Alluvium 

3.848 

Non-command 

Quartzite 

0.491 

Non-command 

Older Alluvium 

0.217 

Non-command 

Quartzite 

0.954 

Non-command 

Older Alluvium 

0.315 

Non-command 

Older Alluvium 

0.541 

Non-command 

Phyllite & Schist 

1.094 

Non-command 

Older Alluvium 

2.190 

Non-command 

Older Alluvium 

2.752 

Non-command 

Quartzite 

0.063 

Non-command 

Older Alluvium 

6.097 

Non-command 

Older Alluvium 

0.184 

Non-command 

Older Alluvium 

1.812 

Non-command 

Phyllite & Schist 

0.508 

Non-command 

Older Alluvium 

2.103 

Non-command 

Older Alluvium 

4.364 

Non-command 

Older Alluvium 

1.006 

Non-command 

Older Alluvium 

0.613 

Non-command 

Older Alluvium 

0.002 

Non-command 

Older Alluvium 

3.634 

Non-command 

Quartzite 

0.476 

Non-command 

Older Alluvium 

0.429 

Non-command 

Older Alluvium 

0.003 

Non-command 

Older Alluvium 

0.065 

Non-command 

Quartzite 

0.452 

Non-command 

Older Alluvium 

2.547 

Non-command 

Older Alluvium 

0.002 

Non-command 

Quartzite 

1.545 

Non-command 

Older Alluvium 

3.550 

Non-command 

Quartzite 

0.638 

Non-command 

Older Alluvium 

0.129 

Non-command 

Older Alluvium 

3.787 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

200,000 

130,000 

120 

90,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

100,000 

75,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

90,000 

50,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

130,000 

100,000 



MCM 

MCM 

(15) 

(16) 

~ 

- 

0.010 

0.150 

0.096 

0.720 

0.019 

0.019 

0.193 

0.229 

0.008 

0.008 

0.024 

0.539 

0.019 

0.115 


0.025 

0.205 

0.050 

0.428 

0.005 

0.048 

0.010 

0.010 

0.072 

0.337 










































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Lalawandi 


Mahrampur 


Malpur 


Manapuri 


Mandla Kalan 


Mandla Khurd 


Manki 


Meo Khera 


Milakpur 


Moonpur 


Mukandwas 


Mundiya Khera 


Mundpuri 


Munpur Karmala 


Nagla Balaiya 


Nagli Megha 


Naharpur Kalan 


Nakachpur 


Nangal Alaf 


Naugawan 


0806000600840200 


0806000500825900 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


6.425 Fresh Non-command 


1.464 Fresh Non-command 



0806000600844300 

4.673 

0807000300986400 

2.827 


0806000600840000 


0806000600840100 


0806000600839800 


0806000600840900 


0806000600842500 


0806000600832000 


0806000700848400 


0806000600832300 


0806000600843300 


0806000600837500 


Saline Non-command 


2.374 Fresh Non-command 


2.476 Fresh Non-command 


5.300 Fresh Non-command 


Mansheerpur 

0806000600839100 

0.852 

Fresh 

Masta Bad 

0806000600840800 

3.211 

Fresh 


3.008 Fresh Non-command 



0806000600843400 

7.264 

0806000700848700 

1.515 




Saline Non-command 


4.102 Fresh Non-command 



3.546 Fresh 


Saline 


0806000600841400 

2.799 

0806000600838400 

8.048 

0806000600835400 

1.495 

0806000600841300 

6.710 

0806000700847300 

1.403 



Saline 


2.970 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Saline 


2.925 Fresh Non-command 


1.365 Fresh Non-command 


Nangal Heera 

0806000700847000 

1.770 

Saline 

Nangal Jheera 

0806000700850100 

1.718 

Fresh 


Nangla Banjeerka 

0806000600834900 

9.221 

Fresh 

Nangli Khaleel 

0806000500828000 

5.041 

Fresh 


Narka 

0806000600834600 

3.124 

Fresh 

Nasopur 

0806000600842400 

3.518 

Fresh 




15.644 Fresh Non-command 


Saline Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

5.329 

Non-command 

Phyllite & Schist 

1.060 

Non-command 

Older Alluvium 

0.041 

Non-command 

Quartzite 

0.389 

Non-command 

Older Alluvium 

2.301 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

1.245 

Non-command 

Older Alluvium 

1.794 

Non-command 

Slate 

0.545 

Non-command 

Older Alluvium 

1.123 

Non-command 

Slate 

1.313 

Non-command 

Older Alluvium 

2.401 

Non-command 

Slate 

2.343 

Non-command 

Older Alluvium 

0.852 

Non-command 

Older Alluvium 

2.975 

Non-command 

Phyllite & Schist 

0.048 

Non-command 

Older Alluvium 

2.941 

Non-command 

Phyllite & Schist 

0.054 

Non-command 

Older Alluvium 

4.092 

Non-command 

Older Alluvium 

1.268 

Non-command 

Older Alluvium 

0.041 

Non-command 

Older Alluvium 

0.475 

Non-command 

Quartzite 

1.462 

Non-command 

Older Alluvium 

2.666 

Non-command 

Phyllite & Schist 

0.069 

Non-command 

Older Alluvium 

0.074 

Non-command 

Older Alluvium 

3.472 

Non-command 

Older Alluvium 

0.410 

Non-command 

Older Alluvium 

1.009 

Non-command 

Older Alluvium 

1.432 

Non-command 

Older Alluvium 

4.959 

Non-command 

Older Alluvium 

1.394 

Non-command 

Older Alluvium 

0.009 

Non-command 

Older Alluvium 

0.045 

Non-command 

Slate 

1.582 

Non-command 

Older Alluvium 

0.434 

Non-command 

Slate 

0.574 

Non-command 

Older Alluvium 

0.848 

Non-command 

Phyllite & Schist 

0.460 

Non-command 

Older Alluvium 

0.408 

Non-command 

Phyllite & Schist 

0.210 

Non-command 

Older Alluvium 

1.770 

Non-command 

Older Alluvium 

0.960 

Non-command 

Phyllite & Schist 

0.758 

Non-command 

Older Alluvium 

0.019 

Non-command 

Older Alluvium 

0.184 

Non-command 

Quartzite 

0.254 

Non-command 

Older Alluvium 

3.124 

Non-command 

Older Alluvium 

1.076 

Non-command 

Quartzite 

0.654 

Non-command 

Older Alluvium 

1.996 

Non-command 

Slate 

0.029 

Non-command 

Older Alluvium 

1.951 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

120,000 

100,000 

120 

200,000 

130,000 

120 

90,000 

80,000 

120 

130,000 

100,000 

120 

100,000 

75,000 

120 

130,000 

100,000 

120 

100,000 

75,000 

120 

130,000 

100,000 

120 

100,000 

75,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

100,000 

75,000 

120 

90,000 

50,000 

120 

70,000 

50,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

100,000 

75,000 

120 

90,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.096 


0.008 


0.010 


0.042 


0.012 



0.010 

0.010 

0.008 

0.008 

0.144 

0.721 

0.096 

0.392 

0.042 

0.172 

0.096 

0.564 












































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Part of Bharatpur District 


Peeproli 


Poothi 


Rabbaka 


Ramgarh 


Rani Khera 


Type of Area (Command / N< 
command) 



Naurangabad 

0806000700848900 

4.047 

Fresh 

Naya Bas 

0806000600843000 

2.565 

Fresh 

Niwali 

0806000600836100 

4.897 

Fresh 

Odela 

0806000600839400 

2.964 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



0806000600834700 

6.802 

0806000600840300 

6.026 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0806000600839000 


0806000600840400 

4.332 

0806000700848000 

1.722 


0.494 Fresh Non-command 


Saline Non-command 


Fresh Non-command 


Fresh Non-command 


Rasgan 


Rasoolpur 


Rata Khurd 


Rayabka 


Rundh Ismailpur 


Rundh Jajor 


0806000600838500 


Sadan Ka Bas 


Sahajpur 


Sarheta 


Senthli 


Shekhpur 


0806000700850500 



0806000600834800 


0806000600842600 


0806000600844200 


0806000600835500 


0806000600843100 


10.150 Fresh 


Saline 


0806000600828900 

4.350 

0806000500828100 

5.364 


Non-command 


Non-command 


Non-command 


Non-command 


6.553 Fresh Non-command 




19.296 Fresh Non-command 


3.754 Fresh Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Saline 

2.413 

Fresh 

4.981 

Fresh 

2.881 

Fresh 

1.679 

Fresh 

5.627 

Fresh 



0806000500825600 


Sherpur 

0806000600838000 

3.387 

Fresh 

Siraska 

0806000700848200 

1.972 

Fresh 

Sirmoli 

0806000700848800 

6.908 

Fresh 


Saline Non-command 


11.216 Fresh Non-command 


Non-command 


Non-command 


Non-command 


Sonagarh 

0806000600835900 

2.124 

Fresh 

Sotka 

0806000700847900 

1.897 

Fresh 


Non-command 


Non-command 


Sunhera 


Teekri 


0806000600838800 


0806000600839200 


3.344 Fresh Non-command 


Saline Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Slate 

0.015 

Non-command 

Quartzite 

0.007 

Non-command 

Phyllite & Schist 

0.169 

Non-command 

Older Alluvium 

1.543 

Non-command 

Older Alluvium 

0.909 

Non-command 

Slate 

1.950 

Non-command 

Older Alluvium 

0.019 

Non-command 

Older Alluvium 

0.823 

Non-command 

Older Alluvium 

0.755 

Non-command 

Older Alluvium 

0.982 

Non-command 

Older Alluvium 

1.122 

Non-command 

Older Alluvium 

1.820 

Non-command 

Older Alluvium 

6.115 

Non-command 

Older Alluvium 

5.667 

Non-command 

Slate 

0.095 

Non-command 

Older Alluvium 

0.494 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

4.332 

Non-command 

Older Alluvium 

1.631 

Non-command 

Phyllite & Schist 

0.091 

Non-command 

Older Alluvium 

8.162 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

0.048 

Non-command 

Quartzite 

0.059 

Non-command 

Older Alluvium 

0.688 

Non-command 

Phyllite & Schist 

0.027 

Non-command 

Older Alluvium 

0.574 

Non-command 

Quartzite 

0.448 

Non-command 

Older Alluvium 

0.849 

Non-command 

Quartzite 

0.009 

Non-command 

Older Alluvium 

1.055 

Non-command 

Older Alluvium 

0.226 

Non-command 

Older Alluvium 

4.981 

Non-command 

Older Alluvium 

0.219 

Non-command 

Older Alluvium 

1.569 

Non-command 

Older Alluvium 

0.800 

Non-command 

Phyllite & Schist 

2.723 

Non-command 

Older Alluvium 

1.230 

Non-command 

Phyllite & Schist 

0.068 

Non-command 

Older Alluvium 

1.756 

Non-command 

Older Alluvium 

7.992 

Non-command 

Quartzite 

1.341 

Non-command 

Older Alluvium 

3.311 

Non-command 

Older Alluvium 

1.972 

Non-command 

Older Alluvium 

5.299 

Non-command 

Quartzite 

0.075 

Non-command 

Older Alluvium 

2.010 

Non-command 

Older Alluvium 

0.034 

Non-command 

Phyllite & Schist 

1.863 

Non-command 

Older Alluvium 

3.081 

Non-command 

Older Alluvium 

0.263 

Non-command 

Older Alluvium 

1.603 



with 

Pumpset 


( 9 ) ( 10 ) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

100,000 

75,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

200,000 

130,000 

120 

200,000 

130,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

100,000 

75,000 

120 

130,000 

100,000 

120 

90,000 

50,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

90,000 

50,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

120,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

90,000 

50,000 

120 

130,000 

100,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 










































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Tilwar 

0806000600843700 

5.165 

Fresh 

Tismar 

0806000600828800 

1.256 

Fresh 

Todli 

0806000600828500 

3.170 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Ulaheri 

0806000700849800 

2.120 

Fresh 

Untwal 

0806000600832400 

4.311 

Fresh 


Non-command 


Non-command 


02001003 


Agyara 

0806000600834200 

5.043 

Fresh 

Alwar ( Rural) 

0806000700853000 

1.097 

Fresh 


Alwar (M CI+OG) 


0806000740606000 


58.705 Fresh 


Non-command 


Jai Samand Bund 


Non-command 


Jai Samand Bund 


Non-command 



Bagar Meo 

0806000600834500 

5.098 

Fresh 

Bagar Rajput 

0806000600841200 

7.529 

Fresh 

Bahala 

0806000600834400 

6.842 

Fresh 

Bajhot 

0806000500827900 

4.768 

Fresh 

Bala Dahra 

0806000700849400 

3.694 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Balwandka 

0806000600833300 

2.181 

Fresh 

Bamboli 

0806000600841500 

6.721 

Fresh 

Barh Kesharpur 

0806000700854900 

1.271 

Fresh 

Barwara 

0806000700845400 

2.559 

Fresh 

Basai Balan 

0806000500828200 

2.659 

Fresh 

BasaiJagta 

0806000500828400 

5.727 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Batesra 

0806000600833500 

1.734 

Fresh 

Belaka 

0806000700853500 

2.181 

Fresh 


Bera Was 

0806000600835000 

4.552 

Fresh 

Bere 

0806000600835100 

4.169 

Fresh 

Berka 

0806000700853300 

0.763 

Fresh 



Bhakhera 

0806000700852900 

3.294 

Fresh 

Bhandwara 

0806000700846300 

4.794 

Fresh 

Bhoogar 

0806000700853100 

6.383 

Fresh 



Non-command 


Jai Samand Bund 


Non-command 


Non-command 


Non-command 


Jai Samand Bund 


Non-command 


Jai Samand Bund 


Non-command 


Non-command 


Non-command 


Jai Samand Bund 


Non-command 


Non-command 



Birtoli 

0806000200784100 

2.606 

Fresh 

Burja 

0806000700854600 

3.278 

Fresh 


Chak Meenapura 

0806000600834000 

1.839 

Fresh 

Chakoliya 

0806000200785400 

3.399 

Fresh 


Non-command 


Jai Samand Bund 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

5.165 

Non-command 

Older Alluvium 

0.003 

Non-command 

Older Alluvium 

0.686 

Non-command 

Phyllite & Schist 

1.465 

Non-command 

Older Alluvium 

0.007 

Non-command 

Older Alluvium 

0.004 

Non-command 

Phyllite & Schist 

1.638 

Non-command 

Older Alluvium 

5.043 

Command 

Older Alluvium 

0.142 

Non-command 

Older Alluvium 

0.955 

Command 

Older Alluvium 

1.726 

Non-command 

Older Alluvium 

39.812 

Non-command 

Quartzite 

11.161 

Non-command 

Older Alluvium 

0.575 

Non-command 

Phyllite & Schist 

0.468 

Non-command 

Older Alluvium 

4.542 

Non-command 

Older Alluvium 

1.897 

Non-command 

Older Alluvium 

6.842 

Non-command 

Quartzite 

0.434 

Non-command 

Older Alluvium 

2.381 

Non-command 

Quartzite 

0.410 

Non-command 

Older Alluvium 

2.164 

Non-command 

Older Alluvium 

0.903 

Non-command 

Older Alluvium 

0.109 

Non-command 

Older Alluvium 

2.345 

Non-command 

Quartzite 

0.994 

Non-command 

Older Alluvium 

0.699 

Non-command 

Quartzite 

2.444 

Non-command 

Older Alluvium 

1.615 

Command 

Older Alluvium 

0.711 

Non-command 

Older Alluvium 

1.470 

Non-command 

Older Alluvium 

2.579 

Non-command 

Older Alluvium 

3.301 

Command 

Older Alluvium 

0.694 

Non-command 

Older Alluvium 

0.069 

Command 

Older Alluvium 

5.082 

Non-command 

Older Alluvium 

2.902 

Non-command 

Older Alluvium 

3.294 

Non-command 

Older Alluvium 

4.794 

Command 

Older Alluvium 

3.351 

Non-command 

Older Alluvium 

3.032 

Non-command 

Older Alluvium 

0.273 

Non-command 

Phyllite & Schist 

1.157 

Non-command 

Older Alluvium 

0.215 

Non-command 

Quartzite 

0.895 

Non-command 

Older Alluvium 

3.174 

Non-command 

Quartzite 

1.225 

Non-command 

Quartzite 

0.246 

Command 

Older Alluvium 

1.662 

Non-command 

Older Alluvium 

0.004 

Non-command 

Older Alluvium 

1.839 

Non-command 

Older Alluvium 

0.301 

Non-command 

Quartzite 

0.628 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

200,000 

150,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

100,000 

70,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

100,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

130,000 

100,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

130,000 

100,000 

120 

110,000 

80,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.036 







0.492 

0.710 

0.276 

0.401 

0.414 

1.086 

0.558 

0.894 

0.666 

0.666 

0.594 

0.594 

0.036 

0.083 

0.101 

0.231 

0.072 

0.072 

0.192 

0.221 

0.144 

0.168 

0.036 

0.050 

0.017 

0.028 

0.072 

0.312 

- 

- 

0.060 

0.232 

0.058 

0.071 

0.101 

0.123 

































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


10.827 Fresh 



Chandooki 

0806000700850600 

1.541 

Fresh 

Chaprada 

0806000600833200 

3.052 

Fresh 

Choroti Pahar 

0806000600832700 

4.716 

Fresh 

Dadar 

0806000700856300 

5.850 

Fresh 

Dadhikar ( Dadikar) 

0806000700851600 

3.777 

Fresh 

Dahar Ka Bas 

0806000600832900 

1.893 

Fresh 

Desoola 

0806000700854100 

5.778 

Fresh 


Dhadholi 

0806000600833700 

1.821 

Fresh 

Dhokri 

0806000700849200 

2.446 

Fresh 


Non-command 


Non-command 


Non-command 


Jai Samand Bund 


Non-command 


Non-command 


Jai Samand Bund 


Non-command 


Non-command 


Non-command 


Dholi Doob 

0806000700851000 

1.599 

Fresh 

Dhoolpuri 

0806000700845600 

2.211 

Fresh 


Non-command 


Non-command 


Dilawarpur 

0806000700846200 

2.936 

Fresh 

Diwakari 

0806000700853600 

3.056 

Fresh 

Dohli 

0806000600835800 

5.858 

Fresh 

Doomera 

0806000700856900 

1.773 

Fresh 

Gajeeka 

0806000700850700 

1.297 

Fresh 

Ghatla 

0806000700845000 

8.577 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Ghegholi 

0806000700854000 

4.472 

Fresh 

Goleta 

0806000600833600 

2.545 

Fresh 

Goojooki 

0806000700856500 

2.369 

Fresh 

Goondpur 

0806000700854300 

4.563 

Fresh 


Hajipur 


0806000700851500 


8.821 Fresh 


Non-command 


Non-command 


Jai Samand Bund 


Jai Samand Bund 


Non-command 


Non-command 


Ismalpur 

0806000500826700 

9.823 

Fresh 

Itarna ( Rural) 

0806000700853200 

1.975 

Fresh 


Jahar Khera 


0806000700849900 


6.089 Fresh 


Non-command 


Jai Samand Bund 


Non-command 


Non-command 



Jatpur 

0806000600841700 

5.885 

Fresh 

Jeelota 

0806000500827800 

6.522 

Fresh 


Non-command 


Non-command 



Jhareda 

0806000700856800 

4.425 

Fresh 

Kadooki 

0806000700849600 

1.937 

Fresh 

Kakrali 

0806000700850200 

3.423 

Fresh 


Non-command 


Non-command 


Non-command 


Kakrali Jat 

0806000700857400 

1.385 

Fresh 

Kamalpur 

0806000600833800 

2.623 

Fresh 

Kareeriya 

0806000600832200 

4.986 

Fresh 

Karoli 

0806000700846500 

11.161 

Fresh 

Kasba Dahra 

0806000700849100 

1.940 

Fresh 

Kemala 

0806000700853900 

3.261 

Fresh 

Kerwa Jat 

0806000700857500 

7.642 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

9.239 

Non-command 

Quartzite 

0.883 

Non-command 

Older Alluvium 

0.833 

Non-command 

Older Alluvium 

2.976 

Non-command 

Older Alluvium 

4.711 

Command 

Older Alluvium 

0.076 

Non-command 

Quartzite 

3.719 

Non-command 

Older Alluvium 

1.893 

Command 

Older Alluvium 

0.876 

Non-command 

Older Alluvium 

4.902 

Non-command 

Older Alluvium 

1.821 

Non-command 

Older Alluvium 

2.298 

Non-command 

Quartzite 

0.089 

Non-command 

Older Alluvium 

1.599 

Non-command 

Older Alluvium 

0.061 

Non-command 

Quartzite 

2.150 

Non-command 

Older Alluvium 

2.936 

Non-command 

Older Alluvium 

3.056 

Non-command 

Older Alluvium 

0.005 

Non-command 

Older Alluvium 

1.773 

Non-command 

Older Alluvium 

0.897 

Non-command 

Older Alluvium 

6.686 

Non-command 

Quartzite 

1.574 

Non-command 

Older Alluvium 

4.131 

Non-command 

Older Alluvium 

2.209 

Command 

Older Alluvium 

0.046 

Command 

Older Alluvium 

0.981 

Non-command 

Older Alluvium 

3.582 

Non-command 

Older Alluvium 

1.585 

Non-command 

Quartzite 

7.072 

Non-command 

Quartzite 

0.071 

Command 

Older Alluvium 

0.909 

Non-command 

Older Alluvium 

1.066 

Non-command 

Older Alluvium 

2.415 

Non-command 

Quartzite 

0.020 

Non-command 

Older Alluvium 

5.456 

Non-command 

Quartzite 

0.465 

Non-command 

Older Alluvium 

5.263 

Non-command 

Older Alluvium 

0.113 

Non-command 

Quartzite 

0.064 

Non-command 

Older Alluvium 

2.166 

Non-command 

Quartzite 

0.157 

Non-command 

Older Alluvium 

4.425 

Non-command 

Older Alluvium 

1.937 

Non-command 

Older Alluvium 

0.007 

Non-command 

Phyllite & Schist 

1.781 

Non-command 

Older Alluvium 

1.275 

Non-command 

Older Alluvium 

2.623 

Non-command 

Older Alluvium 

1.922 

Non-command 

Quartzite 

0.022 

Non-command 

Older Alluvium 

1.940 

Non-command 

Older Alluvium 

2.985 

Non-command 

Older Alluvium 

3.951 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

100,000 

70,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

130,000 

100,000 

120 

200,000 

150,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

100,000 

70,000 

120 

200,000 

150,000 

120 

130,000 

100,000 

120 

130,000 

100,000 



Wells with 
Pumpset 


MCM 


(15) 


1.566 




0.168 

0.226 

0.432 

0.576 

0.378 

0.378 


0.504 

0.722 

0.029 

0.233 

0.702 

0.966 

0.120 

0.149 

0.300 

0.737 

0.156 

0.530 

0.012 

0.012 

0.072 

0.103 

0.288 

0.366 

0.198 

0.222 

0.588 

0.617 

0.008 

0.008 

0.072 

0.072 

0.090 

0.090 

0.048 

0.336 


0.828 

2.268 

0.048 

0.120 

0.540 

1.554 

0.010 

0.022 

0.008 

0.008 

0.486 

0.726 

0.024 

0.038 

0.396 

0.521 

0.360 

0.984 















































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


2.675 Fresh 


Kesroli 

0806000600833400 

2.160 

Fresh 

Khanpur Jat 

0806000700856700 

2.063 

Fresh 



Khareta 

0806000200785100 

6.710 

Fresh 

Kherli Saiyad 

0806000700857000 

5.936 

Fresh 

Kota Khurd 

0806000600832100 

4.376 

Fresh 

Lalpuri 

0806000600841600 

3.193 

Fresh 

Liwari 

0806000700854800 

2.606 

Fresh 

Loharwari 

0806000600832600 

3.533 

Fresh 

Mandu Ka Bas 

0806000600833000 

2.257 

Fresh 


( 6 ) 


Jai Samand Bund 


Non-command 


Non-command 


Jai Samand Bund 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Mannaka 

0806000700853800 

2.389 

Fresh 

Mator 

0806000200783900 

9.456 

Fresh 

Meenapura 

0806000600834100 

1.934 

Fresh 

Mojdeeka 

0806000700850400 

2.127 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Mundpuri 

0806000600841400 

2.799 

Fresh 

Nadanheri 

0806000700845900 

2.588 

Fresh 

Nagla Charan 

0806000700856600 

2.449 

Fresh 


Nagla Samawadi 

0806000700850900 

2.249 

Fresh 

Naglasedoo 

0806000700845800 

2.162 

Fresh 

Nagli Megha 

0806000600841300 

6.710 

Fresh 

Naharpur 

0806000700854200 

3.063 

Fresh 

Naithla 

0806000700857100 

7.921 

Fresh 

Nakachpur 

0806000600832300 

2.925 

Fresh 


Non-command 


Non-command 


Jai Samand Bund 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Nangali Munshi 

0806000700849000 

0.613 

Fresh 

Nangla Banjeerka 

0806000600834900 

9.221 

Fresh 

Nangli Janardar 

0806000500827700 

1.748 

Fresh 


Non-command 


Non-command 


Non-command 



Peeproli 

0806000600834700 

6.802 

Fresh 

Raisees 

0806000700850800 

2.348 

Fresh 

Rata Kalan 

0806000500828300 

1.883 

Fresh 

Rata Khurd 

0806000500828100 

5.364 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Rundh Dadikar 

0806000700852600 

22.688 

Fresh 

Rundh Dhooninath 

0806000600833900 

6.237 

Fresh 

Rundh Hajipur 

0806000700851700 

8.716 

Fresh 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Older Alluvium 

0.832 

Non-command 

Older Alluvium 

0.837 

Non-command 

Older Alluvium 

2.160 

Command 

Older Alluvium 

1.068 

Non-command 

Older Alluvium 

0.794 

Non-command 

Quartzite 

0.019 

Non-command 

Older Alluvium 

5.062 

Non-command 

Older Alluvium 

0.018 

Non-command 

Older Alluvium 

1.726 

Non-command 

Older Alluvium 

1.001 

Non-command 

Older Alluvium 

3.533 

Non-command 

Older Alluvium 

2.170 

Non-command 

Phyllite & Schist 

0.088 

Non-command 

Older Alluvium 

2.389 

Non-command 

Quartzite 

0.615 

Non-command 

Older Alluvium 

1.934 

Non-command 

Older Alluvium 

1.726 

Non-command 

Phyllite & Schist 

0.401 

Non-command 

Older Alluvium 

1.049 

Non-command 

Older Alluvium 

2.453 

Command 

Older Alluvium 

0.348 

Non-command 

Older Alluvium 

0.090 

Non-command 

Older Alluvium 

2.249 

Non-command 

Older Alluvium 

2.162 

Non-command 

Older Alluvium 

1.508 

Non-command 

Older Alluvium 

3.063 

Non-command 

Older Alluvium 

0.235 

Non-command 

Older Alluvium 

0.942 

Non-command 

Phyllite & Schist 

0.388 

Non-command 

Older Alluvium 

0.613 

Non-command 

Older Alluvium 

9.146 

Non-command 

Older Alluvium 

0.454 

Non-command 

Quartzite 

0.166 

Non-command 

Older Alluvium 

0.001 

Non-command 

Quartzite 

2.221 

Non-command 

Older Alluvium 

1.524 

Non-command 

Quartzite 

1.582 

Command 

Older Alluvium 

0.399 

Non-command 

Older Alluvium 

0.482 

Non-command 

Older Alluvium 

1.914 

Non-command 

Quartzite 

1.439 

Non-command 

Older Alluvium 

0.333 

Non-command 

Older Alluvium 

2.348 

Non-command 

Quartzite 

1.414 

Non-command 

Older Alluvium 

0.000 

Non-command 

Quartzite 

2.572 

Non-command 

Older Alluvium 

4.845 

Non-command 

Phyllite & Schist 

0.994 

Non-command 

Older Alluvium 

4.571 

Non-command 

Quartzite 

12.158 

Non-command 

Quartzite 

4.363 

Non-command 

Older Alluvium 

6.237 

Non-command 

Older Alluvium 

0.050 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

200,000 

150,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

200,000 

150,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

100,000 

80,000 

120 

200,000 

150,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

200,000 

150,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

200,000 

150,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

130,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

130,000 

100,000 

120 

200,000 

150,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.108 


0.108 


0.168 


0.096 


0.072 



0.050 

0.050 

0.198 

0.246 

0.132 

0.161 

0.036 

0.036 

0.054 

0.054 

0.126 

0.318 

0.072 

0.158 

0.012 

0.043 

0.096 

0.528 

0.176 

0.224 

- 

- 

0.327 

0.375 

0.211 

1.483 

0.042 

0.280 

0.018 

0.042 

0.036 

0.050 

0.048 

0.048 

0.036 

0.566 





























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 



02001004 


Rundh Ismailpur 


Rundh Madar 


Siwana 


Sorkha Kalan 


Suheta 


Teharpur 


Umren 


Untwal 


Dhahalawas 


Dhamla Ka Bas 



0806000500826200 19.296 Fresh Non-command 



Rundh Manch 

0806000700851300 

1.520 

Fresh 

Rundh Nidani 

0806000700851200 

2.614 

Fresh 


Non-command 


Non-command 



Rundh Sirawas 

0806000700851800 

20.601 

Fresh 

Sadan Ka Bas 

0806000600834800 

2.413 

Fresh 

Sahanpuri 

0806000700845200 

3.265 

Fresh 


Sahdoli 

0806000600833100 

3.892 

Fresh 

Salpuri 

0806000700854500 

1.977 

Fresh 

Sankhala 

0806000600834300 

1.256 

Fresh 

Shahpur 

0806000700846100 

4.971 

Fresh 

Sirmoli 

0806000700848800 

6.908 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Jai Samand Bund 


Non-command 


Non-command 


Non-command 



0806000500827500 


0806000200785300 


0806000200785200 


0806000700849500 



Thegi Ka Bas 

0806000600832800 

1.828 

Fresh 

Thekra 

0806000700849700 

3.374 

Fresh 

Todiyar 

0806000700851400 

5.342 

Fresh 


Toolera 

0806000700853700 

8.927 

Fresh 

Ulaheri 

0806000700849800 

2.120 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0806000700855000 


0806000600832400 



Akbarpur 

0806000700855700 

5.593 

Fresh 

Alapur 

0806000700858500 

4.052 

Fresh 

Alwar (M CI+OG) 

0806000740606000 

58.705 

Fresh 

Bakhtpura 

0806000700852500 

3.284 

Fresh 


Barh Kesharpur 

0806000700854900 

1.271 

Fresh 

Chheend 

0806000800872000 

21.760 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0806000700852300 6.608 Fresh Non-command 


0806000800872100 12.385 Fresh Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Quartzite 

3.859 

Non-command 

Older Alluvium 

0.302 

Non-command 

Quartzite 

1.484 

Non-command 

Older Alluvium 

0.016 

Non-command 

Quartzite 

0.344 

Non-command 

Quartzite 

1.516 

Non-command 

Older Alluvium 

1.455 

Non-command 

Quartzite 

1.135 

Non-command 

Older Alluvium 

5.104 

Non-command 

Quartzite 

4.694 

Non-command 

Quartzite 

4.146 

Non-command 

Older Alluvium 

1.640 

Non-command 

Older Alluvium 

0.503 

Non-command 

Quartzite 

1.296 

Non-command 

Older Alluvium 

3.850 

Command 

Older Alluvium 

1.558 

Non-command 

Older Alluvium 

1.256 

Non-command 

Older Alluvium 

4.970 

Non-command 

Older Alluvium 

0.009 

Non-command 

Quartzite 

0.087 

Non-command 

Older Alluvium 

2.694 

Non-command 

Quartzite 

2.266 

Non-command 

Older Alluvium 

0.175 

Non-command 

Quartzite 

0.424 

Non-command 

Older Alluvium 

0.140 

Non-command 

Quartzite 

0.472 

Non-command 

Older Alluvium 

4.256 

Non-command 

Quartzite 

0.642 

Non-command 

Older Alluvium 

1.828 

Non-command 

Older Alluvium 

3.374 

Non-command 

Older Alluvium 

0.997 

Non-command 

Quartzite 

4.344 

Non-command 

Older Alluvium 

8.927 

Non-command 

Older Alluvium 

1.900 

Non-command 

Quartzite 

0.065 

Non-command 

Older Alluvium 

0.310 

Non-command 

Quartzite 

0.281 

Non-command 

Older Alluvium 

0.806 

Non-command 

Phyllite & Schist 

1.864 

Non-command 

Quartzite 

0.016 

Non-command 

Older Alluvium 

0.001 

Non-command 

Quartzite 

2.970 

Non-command 

Limestone 

0.869 

Non-command 

Quartzite 

2.129 

Non-command 

Older Alluvium 

1.163 

Non-command 

Limestone 

12.002 

Non-command 

Older Alluvium 

0.053 

Non-command 

Quartzite 

2.395 

Non-command 

Limestone 

2.159 

Non-command 

Quartzite 

3.805 

Non-command 

Limestone 

0.552 

Non-command 

Older Alluvium 

2.156 

Non-command 

Quartzite 

2.836 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

130,000 

100,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

200,000 

150,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

110,000 

80,000 

120 

90,000 

70,000 

120 

110,000 

80,000 

120 

90,000 

70,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

130,000 

100,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

200,000 

150,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.072 




0.036 

0.036 

0.024 

0.024 


0.012 

0.012 

0.084 

0.156 

0.192 

0.365 

0.072 

0.216 

0.156 

0.608 










































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



02001005 


Dhanwala 


Hameerpur 


Rogra 


Rundh Bhakhera 


Rundh Binak 


Rundh Dadikar 


Rundh Shahpur 


Rundh Sirawas 


Rundh Sundarwas 


Umren 


Akbarpur Meo 


Bamboli 


Baroda Meo 


Bas Burja 


Bas Dayana 


Bedha 


Bhanakpuri 


0806000700855800 


0806000800869400 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


3.712 Fresh Non-command 


17.880 Fresh Non-command 



Kesharpur 

0806000700854700 

2.675 

Fresh 

Kishanpur 

0806000700852700 

7.189 

Fresh 



Liwari 

0806000700854800 

2.606 

Fresh 

Machri 

0806000700856000 

1.752 

Fresh 

Nangal Ratawat 

0806000700858200 

3.866 

Fresh 

Paitpur 

0806000700855200 

6.581 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Palkhari 

0806000700856100 

1.692 

Fresh 

Ramnagar 

0806000700852200 

2.556 

Fresh 



0806000700852100 


0806000700852800 


0806000700855300 


0806000700852600 


0806000700846000 


0806000700851800 


0806000700852000 


5.281 Fresh Non-command 


20.990 Fresh Non-command 


66.776 Fresh Non-command 


22.688 Fresh Non-command 


31.645 Fresh Non-command 


20.601 Fresh Non-command 


18.710 Fresh Non-command 



Samlat Chak 

0806000700852400 

2.426 

Fresh 

Shyodanpura 

0806000700855100 

2.185 

Fresh 

Sirawas 

0806000700851900 

5.933 

Fresh 


0806000700855000 


11.789 Fresh 


Non-command 


Non-command 


Non-command 


Jai Samand Bund 


Non-command 



0807000300987100 

2.932 

0806000600841500 

6.721 

0806001100924500 

11.163 



0807000300986800 

10.093 

0807000300986900 

5.344 

0806001100925300 

2.564 

0807000300986200 

1.103 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.078 

Non-command 

Quartzite 

1.086 

Non-command 

Limestone 

0.066 

Non-command 

Older Alluvium 

0.198 

Non-command 

Quartzite 

0.523 

Non-command 

Older Alluvium 

0.263 

Non-command 

Limestone 

4.854 

Non-command 

Quartzite 

1.960 

Non-command 

Older Alluvium 

1.604 

Non-command 

Older Alluvium 

1.345 

Non-command 

Older Alluvium 

0.023 

Non-command 

Limestone 

4.224 

Non-command 

Quartzite 

2.356 

Non-command 

Older Alluvium 

0.002 

Non-command 

Limestone 

1.164 

Non-command 

Quartzite 

1.281 

Non-command 

Limestone 

2.407 

Non-command 

Quartzite 

1.895 

Non-command 

Older Alluvium 

0.008 

Non-command 

Quartzite 

4.236 

Non-command 

Limestone 

0.187 

Non-command 

Quartzite 

30.446 

Non-command 

Limestone 

1.769 

Non-command 

Quartzite 

4.853 

Non-command 

Limestone 

0.016 

Non-command 

Quartzite 

2.580 

Non-command 

Limestone 

4.607 

Non-command 

Quartzite 

3.319 

Non-command 

Limestone 

4.774 

Non-command 

Older Alluvium 

0.957 

Non-command 

Quartzite 

7.920 

Non-command 

Older Alluvium 

1.627 

Non-command 

Quartzite 

3.129 

Non-command 

Quartzite 

2.426 

Non-command 

Quartzite 

2.185 

Non-command 

Limestone 

2.689 

Non-command 

Quartzite 

0.856 

Command 

Older Alluvium 

0.003 

Non-command 

Older Alluvium 

7.152 

Non-command 

Quartzite 

3.788 

Non-command 

Older Alluvium 

0.609 

Non-command 

Older Alluvium 

0.040 

Non-command 

Older Alluvium 

2.120 

Non-command 

Older Alluvium 

5.816 

Non-command 

Older Alluvium 

2.141 

Non-command 

Older Alluvium 

0.003 

Non-command 

Older Alluvium 

3.018 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

2.927 

Non-command 

Older Alluvium 

3.014 

Non-command 

Older Alluvium 

2.564 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

1.103 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

90,000 

80,000 

120 

130,000 

100,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

120,000 

100,000 

120 

200,000 

130,000 

120 

90,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.018 


0.096 




0.012 

0.012 

0.024 

0.024 

0.048 

0.048 


0.012 

0.012 

0.036 

0.036 

0.024 

0.024 

0.012 

0.026 


0.024 

0.053 

0.216 

0.528 

0.264 

0.610 

0.012 

0.012 

0.192 

0.466 

0.120 

0.465 

0.036 

0.151 




































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 




Bhayari 


Chak Bhayari 


Chamarwara 


Chhatarpur 


Chhpar 


Chidwai 


Choroti Istmurar 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Census Code 

Area 


sq.km 

(3) 

(4) 

0807000300979500 

4.892 



0806001100924300 

2.660 

0806001100924400 

0.851 

0806001100920200 

1.731 


0806001100921500 

1.503 

0807000300984900 

0.876 

0806000600844700 

3.847 

0806000600842300 

3.617 



Dhanota 

0807000300986700 

6.017 

Saline 

Doroli 

0806001100920600 

3.227 

Saline 

Edward Manpur 

0807000300984800 

2.429 

Saline 

Ghat 

0806001100928500 

9.234 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Goojar Bas 

0806000600841800 

3.779 

Fresh 

Govindpura 

0806000600844400 

1.182 

Fresh 

Gugdod 

0806000600841100 

1.776 

Fresh 



Indpur 


Itka 


Jadoli 


Jahanpur 


Jaisinghpura 


Jalalpur 


Jatpur 


Jugrawar 


0806000600843900 

3.818 

0806001100923900 

1.675 


0806000600844800 

2.615 

0806000600844000 

2.931 



0806000600841700 

5.885 

0806000600842700 

7.412 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kaimasa 


Kanor 


Khera Mahmood 


Kherli Bahadar 


Khorpuri 


Khunteta Kalan 


0806001100920800 

4.558 

0806000600842800 

1.958 

0806001100919900 

4.055 

0806001100920000 

3.229 


0806001100925200 

2.286 

0806000600841900 

6.669 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Khunteta Khurd 


Ladiyaka 


0806000600842000 

1.617 

0807000300979400 

2.987 



Lalpuri 


0806000600841600 


Saline 


1.452 Fresh 


3.966 Fresh 


Saline 


3.193 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

4.660 

Non-command 

Older Alluvium 

2.660 

Non-command 

Older Alluvium 

0.851 

Non-command 

Older Alluvium 

0.815 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

0.056 

Non-command 

Older Alluvium 

0.833 

Non-command 

Older Alluvium 

2.167 

Non-command 

Older Alluvium 

2.129 

Non-command 

Quartzite 

1.488 

Non-command 

Older Alluvium 

0.166 

Non-command 

Older Alluvium 

1.506 

Non-command 

Older Alluvium 

0.023 

Non-command 

Older Alluvium 

2.880 

Non-command 

Quartzite 

0.444 

Non-command 

Older Alluvium 

1.986 

Non-command 

Older Alluvium 

1.182 

Non-command 

Older Alluvium 

0.243 

Non-command 

Phyllite & Schist 

0.206 

Non-command 

Older Alluvium 

2.370 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

1.639 

Non-command 

Older Alluvium 

0.356 

Non-command 

Older Alluvium 

0.609 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

2.615 

Non-command 

Older Alluvium 

2.925 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

3.770 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

3.017 

Non-command 

Older Alluvium 

0.293 

Non-command 

Older Alluvium 

2.397 

Non-command 

Quartzite 

0.220 

Non-command 

Older Alluvium 

1.416 

Non-command 

Older Alluvium 

1.834 

Non-command 

Older Alluvium 

3.165 

Non-command 

Older Alluvium 

3.229 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

0.929 

Non-command 

Older Alluvium 

2.035 

Non-command 

Quartzite 

3.360 

Non-command 

Quartzite 

0.119 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

2.987 

Non-command 

Older Alluvium 

1.131 

Non-command 

Phyllite & Schist 

0.321 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

3.721 

Non-command 

Older Alluvium 

1.467 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

200,000 

130,000 

120 

90,000 

80,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

120,000 

100,000 

120 

90,000 

80,000 

120 

120,000 

100,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

110,000 

80,000 

120 

90,000 

80,000 

120 

120,000 

100,000 

120 

60,000 

40,000 

120 

130,000 

100,000 

120 

120,000 

100,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

200,000 

130,000 

120 

90,000 

80,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

130,000 

100,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

200,000 

130,000 

120 

90,000 

80,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

110,000 

80,000 

120 

130,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

120,000 

100,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

200,000 

130,000 

120 

90,000 

80,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

200,000 

130,000 

120 

90,000 

80,000 

120 

130,000 

100,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 






























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 




Lawan 


Mahlakpur 


Malpur 


Manapuri 


Mangleshpur 


Marakpur 


Milakpur 


Moonpur 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Census Code 

Area 


sq.km 

(3) 

(4) 

0807000300985800 

2.550 

0806001100925500 

2.094 

0806000600844300 

4.673 

0807000300986400 

2.827 



0806000600844900 

2.685 

0806001100924000 

2.915 


0806000600843400 

7.264 

0806000600842500 

4.102 



Mundpuri 

0806000600841400 

2.799 

Fresh 

Mundpuri Kalan 

0806001100919700 

3.194 

Fresh 

Nagli Megha 

0806000600841300 

6.710 

Fresh 

Naithla 

0806000700857100 

7.921 

Fresh 

Nangal Alaf 

0806000600843300 

1.365 

Fresh 

Nasopur 

0806000600842400 

3.518 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Naswari 


Naya Bas 


Nizamnagar 


Nyana 


Pagseri 


Palan Khera 


Peepal Khera 


Phootaki 


Poothka 


Raipur Khurd 


Ronpur 


Sadhpuri 


Sahajpur 


Sahanka 


Saidampur 


Seekri Chak No. 2 


Shahpur 


Singraka 


Tajpur 


Teekri 


Teski 


0806001100919600 


0806000600843000 


0806001100924200 


4.651 Fresh Non-command 


Saline Non-command 


Non-command 




0806001100920700 

2.064 

0806001100921300 

1.334 

0806001100924600 

4.132 

0807000300987000 

4.568 

0807000300979300 

1.621 


0807000300979700 

2.277 

0806001100925600 

3.997 

0807000300979800 

3.156 


0806000600844200 

2.881 

0807000300985900 

1.564 

0806001100920500 

1.449 

0807000300985000 

4.706 


Seetal 

0806001100925400 

3.330 

Fresh 

Senthli 

0806000600843100 

5.627 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sikri bund 


Non-command 


Non-command 



0806001100920100 



0807000300985100 

1.426 

0806001100921400 

1.598 

0807000300987200 

3.673 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

1.177 

Non-command 

Older Alluvium 

1.281 

Non-command 

Older Alluvium 

2.372 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

1.582 

Non-command 

Older Alluvium 

2.685 

Non-command 

Older Alluvium 

2.915 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

3.172 

Non-command 

Older Alluvium 

1.234 

Non-command 

Quartzite 

0.931 

Non-command 

Older Alluvium 

1.340 

Non-command 

Older Alluvium 

3.194 

Non-command 

Older Alluvium 

0.243 

Non-command 

Older Alluvium 

0.237 

Non-command 

Older Alluvium 

0.748 

Non-command 

Older Alluvium 

0.952 

Non-command 

Quartzite 

0.836 

Non-command 

Older Alluvium 

4.651 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

1.581 

Non-command 

Phyllite & Schist 

0.763 

Non-command 

Older Alluvium 

4.739 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

0.001 

Non-command 

Older Alluvium 

2.217 

Non-command 

Older Alluvium 

1.298 

Non-command 

Older Alluvium 

0.090 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

4.081 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

1.621 

Non-command 

Older Alluvium 

0.096 

Non-command 

Older Alluvium 

0.915 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

1.107 

Non-command 

Older Alluvium 

2.662 

Non-command 

Older Alluvium 

1.564 

Non-command 

Older Alluvium 

1.427 

Non-command 

Older Alluvium 

0.946 

Command 

Older Alluvium 

0.063 

Non-command 

Older Alluvium 

1.474 

Non-command 

Older Alluvium 

1.921 

Non-command 

Phyllite & Schist 

0.184 

Non-command 

Older Alluvium 

0.670 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

1.567 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

1.783 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

1.334 

Non-command 

Older Alluvium 

0.282 

Non-command 

Older Alluvium 

0.020 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

80,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

200,000 

130,000 

120 

90,000 

80,000 

120 

130,000 

100,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

120,000 

100,000 

120 

130,000 

100,000 

120 

200,000 

150,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

90,000 

80,000 

120 

200,000 

130,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

120,000 

100,000 

120 

200,000 

130,000 

120 

90,000 

80,000 

120 

120,000 

100,000 

120 

90,000 

80,000 

120 

110,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

120,000 

100,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

90,000 

80,000 

120 

120,000 

100,000 

120 

90,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.038 





























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


02001006 


Udaipur Niham 


Udpuri 


Wajeer Kheri 


Achalpur ( Rural) 


Adhawali 


Agaraka 


Akbarpur Faujdar 


Alamshah 


Alghana 


Alghani 


Alipur 


Anjari 


Asaka 


Badri 


Badwara 


Bahoraki 


Bahtana 


Bajheri 


Baldeobas 


Baldeowas 


Balraka 


Banaini Chanda 


Banaini Dhonkla 


Banaini Garhi 


Banaini Khuajoo Ratna 


Banaini Toda 


Bandha Chauth 


Bandha Khalsa 


Barai 


Barka 


Barkhera Sad 


Baroda Meo 


Baroli 


Bas Dongri 


Bas Sanwat 


Bedham 


Beedooka 


sq.km 


(4) (5) 


5.039 Saline 



0807000300985300 

2.151 

0807000401000900 

3.365 

0807000401001600 

3.248 

0806001100920300 

1.001 

0807000300992300 

0.907 


0807000300989500 

4.156 

0806001100921000 

2.224 


0807000300984300 

1.887 

0807000400999000 

6.574 


0807000401001800 

1.926 

0806001100921600 

0.999 

0807000400998200 

1.419 

0806001100922100 

4.423 


0807000401002300 

1.835 

0807000401003300 

2.116 

0806001100922900 

1.035 

0807000300989300 

2.400 

0807000401001700 

2.042 

0807000300990100 

0.992 

0807000300994500 

1.856 

0807000300994600 

2.216 

0807000300994800 

1.209 

0807000300994700 

0.702 

0807000300994900 

0.960 

0807000401001200 

2.429 

0807000401001300 

1.637 

0807000401000800 

5.099 

0807000300993100 

1.827 

0807000300989700 

1.888 

0806001100924500 

11.163 


0806001100921100 

2.784 

0806001100922300 

2.255 

0807000300992800 

1.212 



0807000401002500 

5.250 

0806001100923700 

1.941 



Bhatpura 

0807000300979500 

4.892 

Saline 

Bhavli 

0807000300983700 

2.339 

Saline 


Non-command 


Sikri bund 


Non-command 


Non-command 


Non-command 


Gurgaon Canal 


Non-command 


Non-command 


Non-command 


Sikri bund 


Sikri bund 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Gurgaon Canal 


Non-command 


Non-command 


Non-command 


Gurgaon Canal 


Non-command 


Sikri bund 


Non-command 


Sikri bund 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Non-command 


Sikri bund 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sikri bund 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sikri bund 


Non-command 


Non-command 


Sikri bund 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.061 

Command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

2.178 

Non-command 

Older Alluvium 

0.094 

Command 

Older Alluvium 

3.365 

Non-command 

Older Alluvium 

3.248 

Non-command 

Older Alluvium 

0.352 

Non-command 

Older Alluvium 

0.004 

Command 

Older Alluvium 

0.408 

Command 

Older Alluvium 

4.156 

Non-command 

Older Alluvium 

1.036 

Non-command 

Older Alluvium 

1.188 

Non-command 

Older Alluvium 

1.887 

Non-command 

Older Alluvium 

6.056 

Non-command 

Older Alluvium 

0.013 

Non-command 

Older Alluvium 

1.926 

Non-command 

Older Alluvium 

0.999 

Command 

Older Alluvium 

0.162 

Non-command 

Older Alluvium 

0.447 

Non-command 

Older Alluvium 

3.976 

Non-command 

Older Alluvium 

1.835 

Command 

Older Alluvium 

0.003 

Non-command 

Older Alluvium 

0.376 

Command 

Older Alluvium 

2.400 

Non-command 

Older Alluvium 

2.042 

Command 

Older Alluvium 

0.746 

Non-command 

Older Alluvium 

1.856 

Non-command 

Older Alluvium 

2.216 

Non-command 

Older Alluvium 

1.209 

Non-command 

Older Alluvium 

0.702 

Non-command 

Older Alluvium 

0.960 

Command 

Older Alluvium 

2.429 

Command 

Older Alluvium 

1.637 

Command 

Older Alluvium 

5.099 

Non-command 

Older Alluvium 

1.827 

Command 

Older Alluvium 

1.864 

Non-command 

Older Alluvium 

7.244 

Non-command 

Older Alluvium 

0.520 

Non-command 

Older Alluvium 

2.784 

Non-command 

Older Alluvium 

1.131 

Non-command 

Older Alluvium 

1.116 

Command 

Older Alluvium 

0.096 

Non-command 

Older Alluvium 

0.018 

Non-command 

Older Alluvium 

1.573 

Non-command 

Older Alluvium 

2.297 

Non-command 

Older Alluvium 

1.414 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

0.810 

Command 

Older Alluvium 

4.566 

Non-command 

Older Alluvium 

0.233 

Non-command 

Older Alluvium 

0.721 

Command 

Older Alluvium 

0.080 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

200,000 

130,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

120,000 

100,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

110,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

200,000 

130,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 




Bhuapur Garhi 


Boolaheri 


Butyana 


Chamarwara 


Chhangalki 


Chhatarpur 


Chhpar 


Chulera 


Dabhawali 


Dabri 


Dangeeka 


Daurala 


Didawali 


Digcholi 


Domraki 


Dongri 


Dunawal 


Dwarkapur Suketi 


Edward Manpur 


Gandeeka 


Garhi Mewat 


Ghat 


Ghoghor 


Govindgarh (CT) 


Govindpur 


Gulpara 


0807000300989000 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Census Code 

Area 


sq.km 

(3) 

(4) 

0807000300983900 

1.518 



0807000300993700 

5.931 

0806001100922800 

1.221 

0806001100925100 

4.177 

0806001100920200 

1.731 

0806001100925900 

1.265 

0806001100921500 

1.503 

0807000300984900 

0.876 

0807000400996800 

4.868 

0807000300995000 

1.592 

0806001100922000 

2.351 



0807000401002600 

1.116 

0807000300983800 

5.522 



20.026 Fresh 


Saline 


2.570 Saline 



0807000400999700 

2.072 

0807000400998600 

0.703 

0807000300984200 

2.626 


0806001100922200 

3.083 

0807000300995200 

4.013 

0807000300992900 

2.852 

0807000300984800 

2.429 



0806001100921200 

1.571 

0807000401002000 

2.975 


0806001100928500 

9.234 

0807000200979200 

3.359 

0806001140608000 

5.358 

0807000300992700 

0.673 


Guhana 

0807000400998300 

3.925 

Fresh 

Gulmani 

0807000300984400 

3.103 

Saline 


8.686 Fresh 


Saline 



Harsoli 

0806001100919800 

2.543 

Fresh 

Hayatpur 

0807000400999200 

1.420 

Saline 

Hingota 

0807000401002100 

1.116 

Saline 

Hussaipur 

0807000300988500 

4.560 

Saline 


Non-command 


Sikri bund 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Gurgaon Canal 


Gurgaon Canal 


Non-command 


Non-command 


Sikri bund 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Non-command 


Gurgaon Canal 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sikri bund 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sikri bund 


Gurgaon Canal 


Non-command 


Sikri bund 


Non-command 


Non-command 


Sikri bund 


Non-command 


Non-command 


Non-command 


Sikri bund 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

1.484 

Command 

Older Alluvium 

0.033 

Non-command 

Older Alluvium 

0.706 

Non-command 

Older Alluvium 

0.014 

Non-command 

Older Alluvium 

2.794 

Non-command 

Older Alluvium 

0.916 

Non-command 

Older Alluvium 

0.075 

Non-command 

Older Alluvium 

1.447 

Non-command 

Older Alluvium 

0.010 

Non-command 

Older Alluvium 

4.194 

Non-command 

Older Alluvium 

1.535 

Non-command 

Older Alluvium 

0.703 

Non-command 

Older Alluvium 

1.648 

Command 

Older Alluvium 

0.589 

Command 

Older Alluvium 

2.531 

Non-command 

Older Alluvium 

1.116 

Non-command 

Older Alluvium 

2.054 

Command 

Older Alluvium 

3.468 

Command 

Older Alluvium 

8.002 

Command 

Older Alluvium 

2.169 

Command 

Older Alluvium 

1.486 

Non-command 

Older Alluvium 

1.084 

Command 

Older Alluvium 

0.671 

Non-command 

Older Alluvium 

0.703 

Non-command 

Older Alluvium 

1.153 

Non-command 

Older Alluvium 

1.473 

Non-command 

Older Alluvium 

1.558 

Non-command 

Older Alluvium 

0.581 

Non-command 

Older Alluvium 

2.852 

Non-command 

Older Alluvium 

0.601 

Command 

Older Alluvium 

1.592 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

0.147 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

1.299 

Non-command 

Older Alluvium 

1.571 

Non-command 

Older Alluvium 

0.147 

Non-command 

Older Alluvium 

2.659 

Non-command 

Older Alluvium 

0.304 

Non-command 

Older Alluvium 

3.148 

Non-command 

Older Alluvium 

5.358 

Non-command 

Older Alluvium 

0.214 

Command 

Older Alluvium 

0.459 

Command 

Older Alluvium 

3.831 

Non-command 

Older Alluvium 

3.101 

Command 

Older Alluvium 

0.002 

Non-command 

Older Alluvium 

0.768 

Non-command 

Older Alluvium 

0.917 

Command 

Older Alluvium 

0.289 

Non-command 

Older Alluvium 

0.173 

Non-command 

Older Alluvium 

1.403 

Non-command 

Older Alluvium 

1.116 

Command 

Older Alluvium 

0.001 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

200,000 

130,000 

120 

110,000 

80,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

200,000 

130,000 

120 

90,000 

80,000 

120 

110,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

200,000 

130,000 

120 

90,000 

80,000 

120 

200,000 

130,000 

120 

90,000 

80,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

120,000 

100,000 

120 

130,000 

90,000 

120 

120,000 

100,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

200,000 

130,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

120,000 

100,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.134 





















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 




Jageer Gulpara 


Jaishri (Jaisri) 


Jatwas 


Jhareda 


Jhilpatti 


Kachroti 


Kaimasa 


Kakra 


Kakrala 


Kalyanpur 


Kasba Deeg ( Rural 


Kayreeka 


Kharsanki 


Khera 


Khera Mahmood 


Kheriya Goojar 


Kherla 


Khesti 


Khoh 


Khorpuri 


Kishanpur ( Rural 



Kutakpur 


Mahlakpur 


Mahmadpur 


Malpur ( Rural) 


Mastpur 


Maunaka 


Mayari Karmooka 


Mundpuri Kalan 


Mundpuri Khurd 


Muriya 


Nagla Bhogra 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Census Code 

Area 


sq.km 

(3) 

(4) 

0806001100924700 

2.383 

0807000300989200 

2.710 

0806001100923900 

1.675 



0807000300993200 

0.998 

0807000300984600 

3.193 


1.206 Saline 




7.480 Fresh 


Saline 


0807000300994100 

1.320 

0806001100922700 

1.645 

0807000200978900 

2.354 

0806001100921700 

0.931 

0806001100920800 

4.558 


0807000401002400 

5.655 

0807000300993400 

6.908 


0807000400998700 

1.341 

0807000401003500 

1.785 

0807000400998900 

1.085 

0806001100923600 

1.617 

0807000200979100 

1.628 

0806001100919900 

4.055 

0807000401000400 

1.105 


0806001100925000 

1.470 

0807000300984100 

4.199 

0807000400999400 

11.901 



0806001100925200 

2.286 

0807000401000300 

2.550 


Saline 


6.464 Fresh 


Saline 


2.550 Saline 



0807000300990200 

1.721 

0806001100925500 

2.094 

0807000401000500 

2.509 


0807000401000200 

4.690 

0806001100921800 

2.016 

0807000400998500 

0.888 

0807000400998800 

2.317 

0806001100919700 

3.194 

0806001100923500 

2.826 



0807000300995100 

4.369 

0807000300992400 

1.439 


Non-command 


Sikri bund 


Non-command 


Non-command 


Non-command 


Non-command 


Sikri bund 


Non-command 


Sikri bund 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sikri bund 


Non-command 


Non-command 


Non-command 


Non-command 


Gurgaon Canal 


Non-command 


Non-command 


Non-command 


Non-command 


Gurgaon Canal 


Gurgaon Canal 


Non-command 


Non-command 


Gurgaon Canal 


Non-command 


Gurgaon Canal 


Non-command 


Gurgaon Canal 


Gurgaon Canal 


Non-command 


Non-command 


Non-command 


Sikri bund 


Sikri bund 


Non-command 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.065 

Command 

Older Alluvium 

1.039 

Non-command 

Older Alluvium 

1.066 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

0.998 

Non-command 

Older Alluvium 

0.002 

Command 

Older Alluvium 

3.168 

Non-command 

Older Alluvium 

0.549 

Command 

Older Alluvium 

0.657 

Non-command 

Older Alluvium 

1.184 

Non-command 

Older Alluvium 

5.244 

Non-command 

Older Alluvium 

1.320 

Non-command 

Older Alluvium 

0.717 

Non-command 

Older Alluvium 

0.007 

Non-command 

Older Alluvium 

0.931 

Non-command 

Older Alluvium 

3.134 

Command 

Older Alluvium 

0.008 

Non-command 

Older Alluvium 

5.415 

Non-command 

Older Alluvium 

5.774 

Non-command 

Older Alluvium 

0.980 

Non-command 

Older Alluvium 

1.341 

Command 

Older Alluvium 

0.129 

Non-command 

Older Alluvium 

1.085 

Non-command 

Older Alluvium 

1.617 

Non-command 

Older Alluvium 

0.720 

Non-command 

Older Alluvium 

0.890 

Command 

Older Alluvium 

1.069 

Command 

Older Alluvium 

0.036 

Non-command 

Older Alluvium 

0.369 

Non-command 

Older Alluvium 

4.199 

Command 

Older Alluvium 

4.821 

Non-command 

Older Alluvium 

6.777 

Command 

Older Alluvium 

0.018 

Non-command 

Older Alluvium 

1.357 

Command 

Older Alluvium 

1.535 

Command 

Older Alluvium 

0.991 

Non-command 

Older Alluvium 

4.174 

Non-command 

Older Alluvium 

1.996 

Non-command 

Older Alluvium 

1.053 

Command 

Older Alluvium 

1.497 

Command 

Older Alluvium 

0.073 

Non-command 

Older Alluvium 

0.812 

Command 

Older Alluvium 

0.093 

Command 

Older Alluvium 

2.416 

Command 

Older Alluvium 

3.579 

Non-command 

Older Alluvium 

2.016 

Non-command 

Older Alluvium 

0.888 

Non-command 

Older Alluvium 

2.317 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

0.165 

Non-command 

Older Alluvium 

2.322 

Non-command 

Older Alluvium 

1.103 

Non-command 

Older Alluvium 

0.312 



with 

Pumpset 


( 9 ) ( 10 ) 


1 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

110,000 

80,000 

120 

90,000 

80,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

110,000 

80,000 

120 

130,000 

90,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

90,000 

80,000 

120 

200,000 

130,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

130,000 

90,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

120,000 

100,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

200,000 

130,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 






























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Nagla Shripur 


Nagla Wadripur 


Nangal 


Nangla Maharniyan 


Narena Katta 


Neemkhera 


Nigohi 


Nyamatpur 


Nyana 


Pachlahari 


Padalwas 


Palan Khera 


Palka 


Paramdara 


Parla 


Pasopa 


Pathaka 


Pathroda 


Peepal Khera 


Peeploo 


Phahri 


Poonchhri 


Raipur Khurd 


Raipur Suketi 


Rambagh ( Rural) 


Ramsinghpur Palki 


Ramwas 


Raniyala 


Rasiya 


Rasoolpur 


Rayabka 


Ronpur 


Roopwas 


0807000400999800 

2.041 

0807000400997900 

3.625 

0807000300993600 

3.461 

0807000400999500 

1.268 

0807000401003000 

5.012 


0807000300989900 

0.812 

0807000401001500 

5.286 


0807000300990000 

1.226 

0806001100920400 

3.976 


0807000300988900 

0.836 

0807000300992500 

3.079 


2.393 Fresh 



3.385 Fresh 


Saline 


0806001100921300 

1.334 

0807000300989400 

6.410 



13.534 Saline 


0807000400998000 

10.714 

0807000401002200 

0.783 

0807000400996600 

7.000 

0807000300995300 

5.428 

0806001100923200 

1.838 

0806001100924600 

4.132 

0807000300980600 

2.353 

0806001100923800 

3.505 


0807000300995500 

4.006 

0807000300979700 

2.277 

0807000300993000 

1.624 

0807000401003200 

3.525 

0807000300984000 

2.787 

0806001100921900 

6.616 


0807000300984700 

1.760 

0807000300995700 

5.622 

0807000300993500 

0.452 

0807000401002700 

1.123 

0806001100925600 

3.997 

0807000300994000 

1.336 



Rundh Khoh 


0807000400999300 


Sikri bund 


Gurgaon Canal 


Non-command 


Gurgaon Canal 


Non-command 


Gurgaon Canal 


Gurgaon Canal 


Non-command 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Sikri bund 


Gurgaon Canal 


Non-command 


Sikri bund 


Non-command 


Non-command 


Non-command 


Non-command 


Sikri bund 


Gurgaon Canal 


Non-command 


Gurgaon Canal 


Gurgaon Canal 


Non-command 


Non-command 


Sikri bund 


Gurgaon Canal 


Non-command 


Gurgaon Canal 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Gurgaon Canal 


Non-command 


Non-command 


Non-command 


Sikri bund 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Older Alluvium 

1.066 

Command 

Older Alluvium 

0.355 

Non-command 

Older Alluvium 

0.686 

Command 

Older Alluvium 

7.609 

Non-command 

Older Alluvium 

1.766 

Command 

Older Alluvium 

1.067 

Command 

Older Alluvium 

0.004 

Non-command 

Older Alluvium 

1.947 

Command 

Older Alluvium 

1.268 

Command 

Older Alluvium 

0.128 

Command 

Older Alluvium 

4.104 

Command 

Older Alluvium 

0.812 

Command 

Older Alluvium 

3.067 

Non-command 

Older Alluvium 

2.219 

Command 

Older Alluvium 

1.226 

Non-command 

Older Alluvium 

0.130 

Non-command 

Older Alluvium 

1.628 

Non-command 

Older Alluvium 

0.015 

Non-command 

Older Alluvium 

2.404 

Command 

Older Alluvium 

0.662 

Command 

Older Alluvium 

0.642 

Non-command 

Older Alluvium 

1.485 

Command 

Older Alluvium 

0.026 

Command 

Older Alluvium 

2.339 

Non-command 

Older Alluvium 

1.244 

Non-command 

Older Alluvium 

2.479 

Command 

Older Alluvium 

3.931 

Command 

Older Alluvium 

1.728 

Non-command 

Older Alluvium 

6.026 

Command 

Older Alluvium 

2.048 

Non-command 

Older Alluvium 

0.783 

Non-command 

Older Alluvium 

2.319 

Non-command 

Older Alluvium 

5.428 

Non-command 

Older Alluvium 

0.008 

Non-command 

Older Alluvium 

2.675 

Non-command 

Older Alluvium 

0.031 

Non-command 

Older Alluvium 

3.505 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

1.960 

Non-command 

Older Alluvium 

1.787 

Non-command 

Older Alluvium 

1.624 

Command 

Older Alluvium 

0.301 

Non-command 

Older Alluvium 

2.787 

Non-command 

Older Alluvium 

3.660 

Non-command 

Older Alluvium 

2.922 

Command 

Older Alluvium 

0.342 

Non-command 

Older Alluvium 

0.251 

Non-command 

Older Alluvium 

0.112 

Non-command 

Older Alluvium 

1.123 

Non-command 

Older Alluvium 

1.728 

Non-command 

Older Alluvium 

0.787 

Non-command 

Older Alluvium 

0.536 

Non-command 

Older Alluvium 

1.394 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

200,000 

130,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

200,000 

130,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

120,000 

100,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

90,000 

80,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

200,000 

130,000 

120 

90,000 

80,000 

120 

120,000 

100,000 

120 

200,000 

130,000 

120 

90,000 

80,000 

120 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.096 











































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



02001007 


Seetal 


Seu 


Shahpur 


Shakipura 


Shri Rampur Doongri 


Shyopura 


Sirthala 


Sirthali 


Sujalpur 


Taira 


Tankoli 


Teekri 


Toda 


Udaipuri 


Udpuri 


Urki Dalla 


Urki Mohammada 


Urki Nirbhai 


Vadhaka 


Ahmadpur 


Akbarpur 


0806001100920100 


0807000401001000 


0806001100920900 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


0806001100925400 

3.330 

0807000400996900 

6.389 




0807000300989100 

1.026 

0807000401001100 

2.657 

0807000300983500 

2.730 

0807000300983600 

2.220 

0807000300995400 

1.868 

0806001100923400 

2.443 


0807000400999600 

2.413 

0806001100921400 

1.598 

0807000401001900 

4.098 

0807000400996700 

1.085 

0807000300979600 

2.272 

0807000300994300 

1.378 

0807000300994200 

1.847 

0807000300994400 

2.205 

0807000300989800 

2.254 

0806000700858700 

5.300 

0806000700855700 

5.593 



Bairawas 

0806000900880500 

13.143 

Fresh 

Baleta 

0806000700863400 

16.811 

Fresh 



Beejawar 

0806000700863100 

11.680 

Fresh 

Bhajeet 

0806000700854400 

8.094 

Fresh 

Bhandodi 

0806000700863300 

1.797 

Fresh 

Bichpuri 

0806000700861100 

1.124 

Fresh 

Burja 

0806000700854600 

3.278 

Fresh 


Chand Pahari 

0806000700860300 

1.071 

Fresh 

Dabli 

0806000700859900 

4.598 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Gurgaon Canal 


Non-command 


Non-command 


Gurgaon Canal 


Non-command 


Non-command 


Sikri bund 


Gurgaon Canal 


Sikri bund 


Sikri bund 


Non-command 


Non-command 


Non-command 


Gurgaon Canal 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sikri bund 


Non-command 


Non-command 


Jai Samand Bund 


Non-command 


Non-command 


Non-command 


Jai Samand Bund 


Non-command 


Jai Samand Bund 


Non-command 


Non-command 


Jai Samand Bund 


Non-command 


Non-command 


Jai Samand Bund 


Non-command 


Non-command 


Non-command 


Dada 

0806000700857300 

1.607 

Fresh 

Dadar 

0806000700856300 

5.850 

Fresh 



Dharmpura 


0806000700858900 


Non-command 


Jai Samand Bund 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.671 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

2.048 

Non-command 

Older Alluvium 

1.857 

Command 

Older Alluvium 

0.004 

Non-command 

Older Alluvium 

0.225 

Non-command 

Older Alluvium 

0.160 

Command 

Older Alluvium 

0.626 

Non-command 

Older Alluvium 

0.566 

Non-command 

Older Alluvium 

0.399 

Command 

Older Alluvium 

0.128 

Command 

Older Alluvium 

2.626 

Command 

Older Alluvium 

0.969 

Command 

Older Alluvium 

1.049 

Non-command 

Older Alluvium 

1.868 

Non-command 

Older Alluvium 

0.966 

Non-command 

Older Alluvium 

0.350 

Command 

Older Alluvium 

2.315 

Non-command 

Older Alluvium 

1.316 

Non-command 

Older Alluvium 

3.679 

Non-command 

Older Alluvium 

0.885 

Non-command 

Older Alluvium 

0.094 

Non-command 

Older Alluvium 

1.378 

Non-command 

Older Alluvium 

1.847 

Non-command 

Older Alluvium 

2.205 

Command 

Older Alluvium 

2.254 

Non-command 

Older Alluvium 

5.300 

Non-command 

Older Alluvium 

3.003 

Non-command 

Quartzite 

2.575 

Command 

Older Alluvium 

0.232 

Non-command 

Older Alluvium 

3.819 

Non-command 

Limestone 

0.137 

Non-command 

Older Alluvium 

4.733 

Non-command 

Quartzite 

0.031 

Command 

Older Alluvium 

3.019 

Non-command 

Older Alluvium 

0.351 

Command 

Older Alluvium 

0.177 

Non-command 

Older Alluvium 

2.035 

Non-command 

Older Alluvium 

3.402 

Command 

Older Alluvium 

0.111 

Non-command 

Older Alluvium 

1.790 

Non-command 

Older Alluvium 

1.124 

Command 

Older Alluvium 

1.583 

Non-command 

Older Alluvium 

0.028 

Non-command 

Older Alluvium 

1.071 

Non-command 

Older Alluvium 

0.060 

Non-command 

Quartzite 

1.917 

Non-command 

Older Alluvium 

1.607 

Command 

Older Alluvium 

5.443 

Non-command 

Older Alluvium 

0.331 

Non-command 

Older Alluvium 

0.906 

Non-command 

Quartzite 

1.642 

Non-command 

Older Alluvium 

5.184 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

80,000 

120 

200,000 

130,000 

120 

90,000 

80,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

90,000 

80,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

90,000 

70,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

130,000 

100,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

130,000 

100,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

200,000 

150,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 
































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Madhogarh 


Type of Area (Command / N< 
command) 



Haldeena 

0806000700861800 

12.455 

Fresh 

Impipura 

0806000700860100 

1.666 

Fresh 

Indragarh 

0806000700857900 

1.539 

Fresh 



Jatpur 

0806000600841700 

5.885 

Fresh 

Kairwara 

0806000700857600 

7.511 

Fresh 


Kakrali Jat 

0806000700857400 

1.385 

Fresh 

Kala Chhara 

0806000700859200 

4.602 

Fresh 

Kali Khol 

0806000700855600 

3.253 

Fresh 

Kalsara 

0806000700863000 

8.027 

Fresh 

Kalyanpura 

0806000700858400 

0.659 

Fresh 


Kanpura ( Loj) 

0806000900879800 

4.663 

Fresh 

Kerwa Jat 

0806000700857500 

7.642 

Fresh 

Kesharpur 

0806000700854700 

2.675 

Fresh 



Khareda 

0806000700863200 

4.322 

Fresh 

Kharkhara 

0806000700862200 

3.727 

Fresh 


Non-command 


Non-command 


Jai Samand Bund 


Non-command 


Jai Samand Bund 


Non-command 


Non-command 


Jai Samand Bund 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Jai Samand Bund 


Non-command 


Non-command 


Non-command 


Jai Samand Bund 


Non-command 


Jai Samand Bund 


Non-command 


Non-command 


Non-command 



Kherli Saiyad 

0806000700857000 

5.936 

Fresh 

Khunteta Kalan 

0806000600841900 

6.669 

Fresh 


Non-command 


Non-command 



Kushalpura 

0806000700860500 

1.342 

Fresh 

Leeli 

0806000700862900 

7.190 

Fresh 

Liwari 

0806000700854800 

2.606 

Fresh 

Machri 

0806000700856000 

1.752 

Fresh 


0806000700859100 


27.942 Fresh 


Non-command 


Non-command 


Non-command 


Jai Samand Bund 


Non-command 


Non-command 



Mahwa Kalan 

0806000700858100 

2.565 

Fresh 

Mahwa Khurd 

0806000700858000 

2.956 

Fresh 


Manawas 


0806000900879900 


5.457 Fresh 


Jai Samand Bund 


Jai Samand Bund 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Quartzite 

1.120 

Command 

Older Alluvium 

0.461 

Non-command 

Older Alluvium 

2.711 

Non-command 

Older Alluvium 

1.019 

Non-command 

Quartzite 

0.000 

Command 

Older Alluvium 

2.188 

Non-command 

Older Alluvium 

0.135 

Non-command 

Older Alluvium 

0.513 

Non-command 

Quartzite 

3.804 

Non-command 

Older Alluvium 

7.136 

Non-command 

Older Alluvium 

1.666 

Command 

Older Alluvium 

0.483 

Non-command 

Older Alluvium 

1.056 

Command 

Older Alluvium 

0.170 

Non-command 

Older Alluvium 

4.950 

Non-command 

Older Alluvium 

0.329 

Command 

Older Alluvium 

0.040 

Non-command 

Older Alluvium 

7.471 

Non-command 

Older Alluvium 

0.110 

Non-command 

Limestone 

0.063 

Non-command 

Quartzite 

3.253 

Non-command 

Older Alluvium 

6.954 

Command 

Older Alluvium 

0.431 

Non-command 

Older Alluvium 

0.228 

Non-command 

Older Alluvium 

0.037 

Non-command 

Older Alluvium 

3.691 

Command 

Older Alluvium 

0.174 

Non-command 

Older Alluvium 

0.568 

Command 

Older Alluvium 

0.181 

Non-command 

Older Alluvium 

0.020 

Non-command 

Older Alluvium 

1.253 

Non-command 

Older Alluvium 

0.027 

Non-command 

Quartzite 

0.085 

Non-command 

Older Alluvium 

0.917 

Non-command 

Quartzite 

0.018 

Non-command 

Older Alluvium 

0.875 

Non-command 

Older Alluvium 

0.062 

Non-command 

Quartzite 

0.354 

Non-command 

Limestone 

0.361 

Non-command 

Older Alluvium 

0.019 

Non-command 

Quartzite 

1.381 

Non-command 

Older Alluvium 

1.342 

Non-command 

Older Alluvium 

0.702 

Non-command 

Older Alluvium 

0.001 

Command 

Older Alluvium 

0.080 

Non-command 

Older Alluvium 

0.230 

Non-command 

Limestone 

4.584 

Non-command 

Older Alluvium 

8.424 

Non-command 

Quartzite 

9.078 

Command 

Older Alluvium 

2.565 

Command 

Older Alluvium 

2.955 

Non-command 

Older Alluvium 

0.000 

Non-command 

Limestone 

0.038 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

100,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

130,000 

100,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

130,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

130,000 

100,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

130,000 

100,000 

120 

130,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.036 


0.018 


0.072 


0.072 
































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Manpura 

0806000700860800 

1.197 

Fresh 

Mohabbatpur 

0806000700861200 

3.201 

Fresh 

Moreda 

0806000700857800 

2.416 

Fresh 


Mundawara 

0806000900880000 

13.542 

Fresh 

Nagla Charan 

0806000700856600 

2.449 

Fresh 


Nagli Jhamawat 

0806000700861700 

0.977 

Fresh 

Nagli Rajawat 

0806000700857200 

0.715 

Fresh 

Nagli Sad 

0806000700860900 

1.163 

Fresh 

Naithla 

0806000700857100 

7.921 

Fresh 

Nangal Ratawat 

0806000700858200 

3.866 

Fresh 


Nangalheri 

0806000900880600 

5.690 

Fresh 

Nangla Jogi 

0806000700857700 

1.488 

Fresh 

Nathoosar 

0806000800874900 

12.346 

Fresh 


Non-command 


Non-command 


Jai Samand Bund 


Non-command 


Non-command 


Jai Samand Bund 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Jai Samand Bund 


Non-command 


Non-command 


Non-command 


Non-command 


Navli @ Baldeopura 

0806000700860700 

2.131 

Fresh 

Nirbhaypura 

0806000700858800 

0.853 

Fresh 

Nithari 

0806000700861900 

6.470 

Fresh 

Palkhari 

0806000700856100 

1.692 

Fresh 


Parsa Ka Bas 

0806000700860400 

1.658 

Fresh 

Pathroda 

0806000700862100 

2.076 

Fresh 


Non-command 


Non-command 


Non-command 


Jai Samand Bund 


Non-command 


Non-command 


Non-command 



Ratwaka 

0806000700861600 

1.300 

Fresh 

Roondh Rampur 

0806000800874800 

19.729 

Fresh 

Roopbas 

0806000700858300 

1.662 

Fresh 



Non-command 


Non-command 


Jai Samand Bund 


Non-command 


Non-command 



Rundh Kraska 

0806000700859500 

13.244 

Fresh 

Rundh Kushalgarh 

0806000700859400 

4.838 

Fresh 

Rundh Madhogarh 

0806000700855400 

9.440 

Fresh 


Non-command 


Non-command 


Non-command 



Salpuri 

0806000700854500 

1.977 

Fresh 

Sarangpura 

0806000700860600 

1.823 

Fresh 

Siya Ka Bas 

0806000700860200 

2.644 

Fresh 


Jai Samand Bund 


Non-command 


Jai Samand Bund 


Non-command 


Non-command 



Jai Samand Bund 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.010 

Non-command 

Quartzite 

0.042 

Non-command 

Older Alluvium 

1.197 

Non-command 

Older Alluvium 

3.201 

Command 

Older Alluvium 

2.383 

Non-command 

Older Alluvium 

0.033 

Non-command 

Limestone 

0.073 

Command 

Older Alluvium 

0.676 

Non-command 

Older Alluvium 

1.335 

Non-command 

Older Alluvium 

0.977 

Non-command 

Older Alluvium 

0.715 

Non-command 

Older Alluvium 

1.163 

Non-command 

Older Alluvium 

6.158 

Command 

Older Alluvium 

3.350 

Non-command 

Older Alluvium 

0.446 

Non-command 

Limestone 

0.033 

Non-command 

Older Alluvium 

1.488 

Non-command 

Older Alluvium 

0.355 

Non-command 

Quartzite 

5.205 

Non-command 

Older Alluvium 

2.131 

Non-command 

Older Alluvium 

0.853 

Non-command 

Older Alluvium 

1.917 

Command 

Older Alluvium 

1.593 

Non-command 

Older Alluvium 

0.097 

Non-command 

Older Alluvium 

1.658 

Non-command 

Older Alluvium 

0.724 

Non-command 

Quartzite 

1.185 

Non-command 

Older Alluvium 

12.230 

Non-command 

Quartzite 

2.618 

Non-command 

Older Alluvium 

1.300 

Non-command 

Quartzite 

0.381 

Command 

Older Alluvium 

0.585 

Non-command 

Older Alluvium 

1.076 

Non-command 

Older Alluvium 

0.024 

Non-command 

Quartzite 

1.562 

Non-command 

Limestone 

0.554 

Non-command 

Quartzite 

26.372 

Non-command 

Older Alluvium 

0.172 

Non-command 

Quartzite 

18.984 

Non-command 

Quartzite 

0.385 

Non-command 

Quartzite 

1.935 

Non-command 

Limestone 

2.356 

Non-command 

Quartzite 

2.424 

Non-command 

Older Alluvium 

0.694 

Non-command 

Quartzite 

0.004 

Command 

Older Alluvium 

3.242 

Non-command 

Older Alluvium 

0.480 

Command 

Older Alluvium 

0.418 

Non-command 

Older Alluvium 

1.823 

Non-command 

Older Alluvium 

2.006 

Non-command 

Quartzite 

0.638 

Command 

Older Alluvium 

0.713 

Non-command 

Older Alluvium 

2.403 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

90,000 

70,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

130,000 

100,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

90,000 

70,000 

120 

200,000 

150,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

200,000 

150,000 

120 

70,000 

50,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

130,000 

100,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

200,000 

150,000 

120 

200,000 

150,000 




MCM 

MCM 

(15) 

(16) 

~ 

- ! 

0.006 

0.006 

0.054 

0.366 

0.090 

0.834 

0.036 

0.852 

- 

- 

0.008 

0.008 

0.018 

0.210 

0.036 

0.396 

0.036 

1.812 

0.180 

0.258 

0.054 

0.366 

0.162 

0.450 

0.252 

0.612 

0.036 

0.084 









































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


02001008 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Sukola 

06900001 

9.352 

Fresh 

Umren 

0806000700855000 

11.789 

Fresh 


Amra Ka Bas 

0806000900884100 

2.114 

Fresh 

Angari 

0806000900885000 

11.120 

Fresh 


Bairawas 


Bhangdoli 


Bhoodiyawas 


Dhaital 


Duharmala 


Ganeshpura With Rundh Kali Gha 


Gurha 


Gurha Kishordas 


Indok 


Jodhawas 


Kala Chhara 


Kundalka 


Kushalgarh 



0806000900880500 


13.143 Fresh Non-command 


Saline Non-command 



0806000900884400 

4.024 

0806000900882600 

2.403 


5.388 Fresh Non-command 


Saline Non-command 


4.024 Fresh Non-command 


2.403 Fresh Non-command 


Saline Non-command 


0806000900884500 

1.769 

0806000900880700 

18.735 



0806000900884000 


Saline Non-command 


21.118 Fresh Non-command 



0806000900885300 


0806000900885400 


0806000700859300 


0806000900885600 


0806000700859200 


Saline Non-command 


2.857 Fresh Non-command 


3.310 Fresh Non-command 


23.144 Saline Non-command 


5.275 Fresh Non-command 


4.602 Fresh Non-command 


Saline Non-command 



Kanpura ( Loj) 

0806000900879800 

4.663 

Fresh 

Kama Ka Bas 

0806000900883900 

4.241 

Fresh 



Kharkhari Kalan 

0806000900879700 

12.217 

Fresh 

Kharrika 

0806000900885900 

3.097 

Fresh 


Non-command 


Non-command 



0806000900883800 16.479 Fresh Non-command 




Saline Non-command 


0806000700859800 16.049 Fresh Non-command 


Saline Non-command 


0806000900884200 2.762 Fresh Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Quartzite 

0.619 

Command 

Older Alluvium 

0.040 

Non-command 

Older Alluvium 

0.209 

Non-command 

Quartzite 

2.114 

Non-command 

Quartzite 

0.238 

Non-command 

Slate 

0.148 

Non-command 

Limestone 

2.348 

Non-command 

Quartzite 

1.074 

Non-command 

Limestone 

2.803 

Non-command 

Quartzite 

3.360 

Non-command 

Older Alluvium 

0.165 

Non-command 

Older Alluvium 

0.072 

Non-command 

Quartzite 

0.890 

Non-command 

Quartzite 

2.592 

Non-command 

Older Alluvium 

0.385 

Non-command 

Older Alluvium 

0.003 

Non-command 

Quartzite 

0.183 

Non-command 

Older Alluvium 

0.071 

Non-command 

Older Alluvium 

0.506 

Non-command 

Quartzite 

8.725 

Non-command 

Quartzite 

6.886 

Non-command 

Slate 

5.035 

Non-command 

Quartzite 

1.524 

Non-command 

Quartzite 

0.060 

Non-command 

Quartzite 

1.940 

Non-command 

Slate 

0.033 

Non-command 

Limestone 

10.513 

Non-command 

Quartzite 

5.219 

Non-command 

Quartzite 

3.641 

Non-command 

Slate 

1.465 

Non-command 

Limestone 

0.296 

Non-command 

Limestone 

1.380 

Non-command 

Quartzite 

0.931 

Non-command 

Older Alluvium 

0.628 

Non-command 

Quartzite 

1.115 

Non-command 

Slate 

1.527 

Non-command 

Older Alluvium 

0.132 

Non-command 

Quartzite 

2.251 

Non-command 

Slate 

0.199 

Non-command 

Limestone 

2.557 

Non-command 

Quartzite 

5.681 

Non-command 

Slate 

4.306 

Non-command 

Limestone 

0.732 

Non-command 

Quartzite 

1.060 

Non-command 

Slate 

9.842 

Non-command 

Limestone 

1.945 

Non-command 

Quartzite 

0.111 

Non-command 

Limestone 

1.391 

Non-command 

Quartzite 

1.553 

Non-command 

Limestone 

3.381 

Non-command 

Quartzite 

0.020 

Non-command 

Quartzite 

1.364 

Non-command 

Slate 

0.214 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

100,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.012 



0.094 

0.238 

0.047 

0.119 

0.084 

0.092 

0.036 

0.036 



0.012 

0.012 

0.018 

0.018 



0.018 

0.018 

0.005 

0.005 





































































































































































































































































































































































































































































































































































































































































Micro-watershed 



02001009 


Madhogarh 


Manawas 


Mejod 


Mundawara 


Mundiyawas 


Nangalheri 


Rundh Binak 


Rundh Kraska 


Todi Luharan 


Todi Neejran 


Tolawas 


Agma 


Ahalwari 


Akata 


0806000700859100 


0806000900879900 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


27.942 Fresh Non-command 


Saline Non-command 


5.457 Fresh Non-command 



0806000900886200 


0806000900880000 


4.810 Fresh Non-command 


13.542 Fresh Non-command 



0806000900885500 


0806000900880600 



4.326 Fresh Non-command 


5.690 Fresh Non-command 


Saline Non-command 


Nathoosar 

0806000800874900 

12.346 

Fresh 

Rah Ka Mala 

0806000900880400 

6.004 

Saline 

Raipura 

0806000900886000 

4.241 

Fresh 



0806000700855300 


0806000700859500 


66.776 Fresh Non-command 


13.244 Fresh Non-command 



Rundh Madhogarh 

0806000700855400 

9.440 

Fresh 

Shyampura 

0806000900886100 

3.413 

Fresh 

Siraska 

0806000900883700 

12.648 

Fresh 




Saline Non-command 


0806000900885700 


0806000900885800 


0806000900880800 


10.885 Fresh Non-command 


Saline Non-command 


3.634 Fresh Non-command 



4.315 Fresh Non-command 


Saline Non-command 


0807000200975600 

1.779 

0807000100955400 

1.689 

0807000200971700 

3.467 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Limestone 

0.552 

Non-command 

Limestone 

0.006 

Non-command 

Limestone 

0.193 

Non-command 

Older Alluvium 

1.204 

Non-command 

Quartzite 

0.757 

Non-command 

Limestone 

0.300 

Non-command 

Older Alluvium 

0.285 

Non-command 

Quartzite 

1.280 

Non-command 

Quartzite 

2.123 

Non-command 

Slate 

0.573 

Non-command 

Limestone 

0.539 

Non-command 

Older Alluvium 

0.735 

Non-command 

Quartzite 

0.533 

Non-command 

Limestone 

1.056 

Non-command 

Older Alluvium 

0.391 

Non-command 

Quartzite 

2.862 

Non-command 

Quartzite 

4.114 

Non-command 

Slate 

0.091 

Non-command 

Limestone 

1.670 

Non-command 

Quartzite 

0.529 

Non-command 

Limestone 

0.215 

Non-command 

Quartzite 

1.458 

Non-command 

Older Alluvium 

0.050 

Non-command 

Quartzite 

3.620 

Non-command 

Quartzite 

0.715 

Non-command 

Slate 

0.064 

Non-command 

Limestone 

0.075 

Non-command 

Quartzite 

0.037 

Non-command 

Limestone 

3.876 

Non-command 

Quartzite 

0.975 

Non-command 

Slate 

0.002 

Non-command 

Limestone 

2.150 

Non-command 

Quartzite 

0.299 

Non-command 

Limestone 

0.258 

Non-command 

Quartzite 

0.257 

Non-command 

Limestone 

0.057 

Non-command 

Quartzite 

2.568 

Non-command 

Slate 

2.655 

Non-command 

Limestone 

1.042 

Non-command 

Quartzite 

0.852 

Non-command 

Slate 

0.026 

Non-command 

Quartzite 

1.930 

Non-command 

Slate 

0.773 

Non-command 

Quartzite 

0.741 

Non-command 

Quartzite 

0.885 

Non-command 

Slate 

2.510 

Non-command 

Quartzite 

1.353 

Non-command 

Slate 

0.427 

Non-command 

Older Alluvium 

0.462 

Non-command 

Older Alluvium 

0.107 

Command 

Older Alluvium 

1.779 

Command 

Older Alluvium 

1.689 

Command 

Older Alluvium 

3.467 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

100,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

110,000 

90,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 



MCM 

MCM 

(15) 

(16) 

- 

1 

- 

- ! 

0.017 

0.017 

0.180 

0.209 

0.054 

0.062 

0.019 

0.026 

0.025 

0.036 

0.077 

0.091 

0.108 

0.108 

0.030 

0.030 

0.059 

0.070 

0.108 

0.137 

0.036 

0.044 

0.062 

0.084 

0.042 

0.053 

0.173 

0.223 

0.150 

0.242 

0.006 

0.006 

0.067 

0.078 

0.012 

0.012 

0.005 

0.005 

0.034 

0.041 



0.006 

0.006 

0.006 

0.006 



0.054 

0.171 

0.024 

0.074 

0.015 

0.044 

0.006 

0.014 

0.024 

0.032 

0.012 

0.012 

0.006 

0.006 

0.108 

0.137 

0.017 

0.028 

0.119 

0.119 

0.043 

0.121 

0.043 

0.386 
























































































































































































































































































































































































































































































































































































































































Micro-watershed 




Badli 


Bahadarpur 


Bajhera 


Bamanwari 


Bansoli 


Barauli Dhau 


Barh 


Baroda 


Bas Karmooka 


Bas Laddooka 


Bas Nandera 



Bhuapur Garhi 


Bilang 


Bilond 


Birar 


Chak Nandola 


Chaniyan Kalan 


Chaniyan Khurd 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Census Code 

Area 


sq.km 

(3) 

(4) 

0807000200972200 

1.390 



0807000200967800 

2.874 

0807000200974800 

3.292 



0807000200974400 

1.727 

0807000100954900 

1.855 

0807000200976200 

1.581 

0807000100955300 

5.497 

0807000200979000 

1.594 

0807000200978000 

5.865 

0807000100966000 

0.784 

0807000100959400 

1.701 

0807000200975000 

2.339 


0807000200977800 

1.654 

0807000200972800 

2.401 


Saline 


2.336 Fresh 


4.450 Fresh 


Saline 



0807000300993700 

5.931 

0807000200973300 

5.983 

0807000200977700 

8.073 

0807000200977600 

4.583 

0807000200976000 

1.616 

0807000100959200 

1.886 

0807000100955900 

1.334 



Saline 


5.326 Fresh 


Chulera 

0807000400996800 

4.868 

Fresh 

Dahana 

0807000100959100 

2.173 

Fresh 


Dandarra 

0807000200970400 

1.084 

Saline 

Dantka 

0807000200973900 

2.941 

Fresh 


Dhana 

0807000200976300 

1.305 

Fresh 

Dhilawati 

0807000200971400 

3.241 

Fresh 

Dhool Bas 

0807000200973600 

1.661 

Fresh 

Fatehpur 

0807000200973200 

2.410 

Fresh 



Garh Ajan 


0807000200973500 


3.268 Fresh 


Saline 


1.147 Fresh 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Non-command 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Non-command 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Non-command 


Non-command 


Non-command 


Gurgaon Canal 


Gurgaon Canal 


Non-command 


Non-command 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Non-command 


Gurgaon Canal 


Gurgaon Canal 


Non-command 


Gurgaon Canal 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Non-command 


Non-command 


Gurgaon Canal 


Non-command 


Gurgaon Canal 


Gurgaon Canal 


Non-command 


Gurgaon Canal 


Gurgaon Canal 


Non-command 


Gurgaon Canal 


Non-command 


Gurgaon Canal 


Gurgaon Canal 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Older Alluvium 

0.969 

Command 

Older Alluvium 

0.420 

Command 

Older Alluvium 

2.870 

Command 

Older Alluvium 

0.011 

Non-command 

Older Alluvium 

3.030 

Command 

Older Alluvium 

0.003 

Command 

Older Alluvium 

1.748 

Command 

Older Alluvium 

0.019 

Command 

Older Alluvium 

0.902 

Non-command 

Older Alluvium 

1.727 

Command 

Older Alluvium 

1.740 

Command 

Older Alluvium 

1.581 

Command 

Older Alluvium 

5.497 

Non-command 

Older Alluvium 

1.564 

Non-command 

Older Alluvium 

5.865 

Non-command 

Older Alluvium 

0.314 

Command 

Older Alluvium 

1.701 

Command 

Older Alluvium 

1.493 

Non-command 

Older Alluvium 

0.844 

Non-command 

Older Alluvium 

1.654 

Command 

Older Alluvium 

2.393 

Command 

Older Alluvium 

0.007 

Command 

Older Alluvium 

0.008 

Non-command 

Older Alluvium 

2.328 

Command 

Older Alluvium 

0.466 

Command 

Older Alluvium 

2.763 

Non-command 

Older Alluvium 

0.036 

Command 

Older Alluvium 

0.420 

Non-command 

Older Alluvium 

0.342 

Non-command 

Older Alluvium 

1.630 

Non-command 

Older Alluvium 

5.726 

Non-command 

Older Alluvium 

7.702 

Non-command 

Older Alluvium 

4.583 

Command 

Older Alluvium 

1.616 

Command 

Older Alluvium 

1.811 

Command 

Older Alluvium 

0.921 

Command 

Older Alluvium 

0.408 

Command 

Older Alluvium 

2.023 

Non-command 

Older Alluvium 

3.303 

Non-command 

Older Alluvium 

0.654 

Command 

Older Alluvium 

1.721 

Non-command 

Older Alluvium 

0.055 

Command 

Older Alluvium 

1.084 

Command 

Older Alluvium 

0.285 

Non-command 

Older Alluvium 

2.431 

Command 

Older Alluvium 

1.305 

Command 

Older Alluvium 

3.241 

Non-command 

Older Alluvium 

1.661 

Command 

Older Alluvium 

0.082 

Non-command 

Older Alluvium 

2.329 

Command 

Older Alluvium 

0.064 

Command 

Older Alluvium 

0.079 

Non-command 

Older Alluvium 

1.116 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

130,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

90,000 

80,000 

120 

130,000 

90,000 

120 

90,000 

80,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

200,000 

130,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

90,000 

80,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

200,000 

130,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

90,000 

80,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

100,000 

80,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

90,000 

80,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

90,000 

80,000 

120 

130,000 

90,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.011 


0.010 


0.134 




0.106 

0.182 

0.043 

0.043 

0.054 

0.288 

0.032 

0.157 

0.162 

0.786 

0.032 

0.032 

0.367 

0.398 

0.031 

0.055 

0.022 

0.225 

0.022 

0.038 

0.011 

0.027 

0.065 

0.065 

0.119 

0.259 



0.019 

0.116 

0.011 

0.011 

0.076 

0.123 

0.022 

0.100 

0.151 

0.666 

0.108 

0.264 
































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Gurguriya 


Harooka 



Kanchanner 


Kanwara 


Kanwari 



Kherli Nanoo 


Khohra 


Khoontpuri 


Kolri 


Kukarpuri 


Kulwana 


Ladlaka 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


5.346 Fresh 


Ghoghor 

0807000200979200 

3.359 

Fresh 

Ghoseenga 

0807000100954800 

3.786 

Fresh 

Gurgaon 

0807000200972900 

1.531 

Fresh 



0807000200969900 

1.112 

0807000100955800 

1.165 


Saline 


2.754 Fresh 


Saline 


1.136 Fresh 



Jajanka 

0807000200978700 

0.974 

Fresh 

Jeera Hera 

0807000100955000 

1.469 

Fresh 

Jhenjhpuri 

0807000200978800 

4.210 

Fresh 

Jhilpatti 

0807000200978900 

2.354 

Fresh 

Jurhara 

0807000200966600 

11.511 

Fresh 

Kadam Khandi 

0807000200976500 

1.441 

Fresh 

Kakan Khohri 

0807000100955100 

1.617 

Fresh 

Kalawata 

0807000200973100 

3.560 

Fresh 


Kaltariya 

0807000100955700 

1.052 

Saline 

Kaman (M) 

0807000240701000 

24.893 

Fresh 



0807000100954500 

4.383 

0807000200975700 

6.410 

0807000200972300 

0.593 


Saline 


2.447 Fresh 


Kathaul 

0807000100956200 

10.842 

Fresh 

Kautka 

0807000200970900 

1.071 

Saline 

Khairawa 

0807000100959500 

2.771 

Fresh 

Khallooka 

0807000100954100 

3.357 

Fresh 

Khanpur 

0807000200977200 

2.047 

Fresh 

Khera 

0807000200979100 

1.628 

Fresh 

Kherli Alimuddin 

0807000100954400 

1.613 

Fresh 

Kherli Jallo 

0807000200973800 

1.666 

Fresh 



1.106 Fresh 


Saline 


0807000100954700 

2.571 

0807000200978500 

1.288 

0807000200977900 

1.796 

0807000200974500 

1.411 

0807000100954600 

1.161 

0807000200972000 

1.653 

0807000100955500 

2.023 



Gurgaon Canal 


Non-command 


Non-command 


Gurgaon Canal 


Gurgaon Canal 


Non-command 


Gurgaon Canal 


Non-command 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Non-command 


Gurgaon Canal 


Non-command 


Non-command 


Gurgaon Canal 


Non-command 


Non-command 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Non-command 


Gurgaon Canal 


Gurgaon Canal 


Non-command 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Non-command 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Non-command 


Non-command 


Gurgaon Canal 


Gurgaon Canal 


Non-command 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Non-command 


Non-command 


Non-command 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Older Alluvium 

0.994 

Non-command 

Older Alluvium 

0.493 

Non-command 

Older Alluvium 

0.211 

Command 

Older Alluvium 

3.786 

Command 

Older Alluvium 

0.237 

Non-command 

Older Alluvium 

0.714 

Command 

Older Alluvium 

0.155 

Non-command 

Older Alluvium 

0.426 

Command 

Older Alluvium 

0.819 

Command 

Older Alluvium 

0.086 

Command 

Older Alluvium 

0.791 

Command 

Older Alluvium 

2.470 

Command 

Older Alluvium 

0.097 

Command 

Older Alluvium 

1.024 

Non-command 

Older Alluvium 

0.112 

Command 

Older Alluvium 

3.541 

Non-command 

Older Alluvium 

0.569 

Non-command 

Older Alluvium 

0.940 

Command 

Older Alluvium 

1.419 

Non-command 

Older Alluvium 

3.761 

Non-command 

Older Alluvium 

2.348 

Command 

Older Alluvium 

6.113 

Command 

Older Alluvium 

1.441 

Command 

Older Alluvium 

1.617 

Command 

Older Alluvium 

2.227 

Non-command 

Older Alluvium 

1.333 

Command 

Older Alluvium 

0.274 

Command 

Older Alluvium 

24.812 

Non-command 

Older Alluvium 

0.082 

Command 

Older Alluvium 

4.383 

Command 

Older Alluvium 

6.410 

Command 

Older Alluvium 

0.229 

Command 

Older Alluvium 

0.363 

Command 

Older Alluvium 

2.443 

Non-command 

Older Alluvium 

0.004 

Command 

Older Alluvium 

7.999 

Command 

Older Alluvium 

1.071 

Command 

Older Alluvium 

2.771 

Command 

Older Alluvium 

0.550 

Non-command 

Older Alluvium 

2.047 

Non-command 

Older Alluvium 

0.907 

Command 

Older Alluvium 

1.586 

Command 

Older Alluvium 

1.495 

Non-command 

Older Alluvium 

0.171 

Command 

Older Alluvium 

1.101 

Command 

Older Alluvium 

0.005 

Command 

Older Alluvium 

2.571 

Non-command 

Older Alluvium 

0.010 

Non-command 

Older Alluvium 

1.796 

Non-command 

Older Alluvium 

1.400 

Command 

Older Alluvium 

1.161 

Command 

Older Alluvium 

1.653 

Command 

Older Alluvium 

2.023 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

130,000 

90,000 

120 

90,000 

80,000 

120 

130,000 

90,000 

120 

90,000 

80,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

90,000 

80,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

90,000 

80,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

90,000 

80,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

90,000 

80,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.022 


0.011 





















































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Luhesar 


Manchi 


Mauroli 


Moongaska 


a Baldeo 


a Bhatt Ki 


a Dansahay 


a Harnarayan 


a Harsukh 


a Ishrisingh 


a Jalim 


a Jasram 


a Kishorsingh 


a Kulwana 


a Mukariv 


a Shahjad 


a Sitaram 


a Sonokhar 


a Vadipur 


a Vanchariya 


Nandera 


Olanda 


Pai 


Palla 


Palri 


Parehi 


Pasopa 


Pathwari 


Radhanagri 


Rawatpura 


Rosyaka 


2.361 Fresh 


Saline 


0807000200974600 

3.820 

0807000200978200 

2.129 

0807000200977100 

1.873 

0807000100959700 

5.538 


2.718 Fresh 


Saline 





0807000200976700 

2.059 

0807000200976800 

1.821 

0807000200968000 

0.422 

0807000200970600 

1.790 

0807000200967700 

0.646 

0807000200976400 

1.440 

0807000200976600 

0.839 

0807000200967600 

1.756 


0807000200967900 

0.943 

0807000200970500 

0.697 

0807000200977300 

0.901 

0807000200972100 

1.359 

0807000200973700 

2.961 

0807000200973400 

1.426 

0807000200972600 

1.124 

0807000200969800 

1.180 

0807000200970800 

0.748 

0807000200970200 

1.098 

0807000200972700 

4.444 



Nandola 

0807000200976100 

1.314 

Fresh 

Netwari 

0807000200969700 

2.378 

Saline 



0807000200978600 

1.784 

Fresh 

0807000200969100 

7.502 

Fresh 

0807000200977000 

4.739 

Fresh 

0807000200971200 

1.102 

Saline 

0807000200970100 

2.149 

Saline 

0807000400996600 

7.000 

Fresh 

0807000200968300 

1.976 

Saline 

0807000200971500 

1.270 

Fresh 

0807000200974700 

1.289 

Fresh 

0807000200969600 

1.932 

Fresh 



Saline 


Rundh Kanwara 

0807000200975900 

0.905 

Fresh 

Rundh Nandola 

0807000200975800 

0.663 

Fresh 

Rundh Sablana 

0807000200977400 

1.184 

Fresh 


Non-command 


Gurgaon Canal 


Non-command 


Gurgaon Canal 


Gurgaon Canal 


Non-command 


Non-command 


Non-command 


Gurgaon Canal 


Non-command 


Non-command 


Gurgaon Canal 


Non-command 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Non-command 


Gurgaon Canal 


Non-command 


Non-command 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Non-command 


Gurgaon Canal 


Gurgaon Canal 


Non-command 


Non-command 


Gurgaon Canal 


Non-command 


Gurgaon Canal 


Gurgaon Canal 


Non-command 


Gurgaon Canal 


Gurgaon Canal 


Non-command 


Non-command 


Gurgaon Canal 


Non-command 


Gurgaon Canal 


Gurgaon Canal 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

2.045 

Command 

Older Alluvium 

0.976 

Non-command 

Older Alluvium 

0.618 

Command 

Older Alluvium 

2.126 

Command 

Older Alluvium 

0.235 

Non-command 

Older Alluvium 

3.589 

Non-command 

Older Alluvium 

0.611 

Non-command 

Older Alluvium 

1.656 

Command 

Older Alluvium 

0.523 

Non-command 

Older Alluvium 

4.512 

Non-command 

Older Alluvium 

1.508 

Command 

Older Alluvium 

0.084 

Non-command 

Older Alluvium 

1.126 

Command 

Older Alluvium 

1.952 

Command 

Older Alluvium 

1.668 

Command 

Older Alluvium 

0.295 

Command 

Older Alluvium 

1.790 

Command 

Older Alluvium 

0.646 

Command 

Older Alluvium 

1.440 

Command 

Older Alluvium 

0.837 

Command 

Older Alluvium 

0.002 

Command 

Older Alluvium 

1.091 

Command 

Older Alluvium 

0.745 

Command 

Older Alluvium 

0.697 

Non-command 

Older Alluvium 

0.901 

Command 

Older Alluvium 

1.359 

Non-command 

Older Alluvium 

2.875 

Non-command 

Older Alluvium 

1.422 

Command 

Older Alluvium 

1.124 

Command 

Older Alluvium 

0.662 

Command 

Older Alluvium 

0.748 

Command 

Older Alluvium 

0.995 

Command 

Older Alluvium 

1.231 

Command 

Older Alluvium 

3.200 

Non-command 

Older Alluvium 

0.013 

Command 

Older Alluvium 

1.314 

Command 

Older Alluvium 

2.375 

Non-command 

Older Alluvium 

0.003 

Non-command 

Older Alluvium 

0.100 

Command 

Older Alluvium 

0.439 

Non-command 

Older Alluvium 

2.754 

Command 

Older Alluvium 

1.102 

Command 

Older Alluvium 

0.806 

Non-command 

Older Alluvium 

4.682 

Command 

Older Alluvium 

0.175 

Command 

Older Alluvium 

1.270 

Non-command 

Older Alluvium 

1.141 

Non-command 

Older Alluvium 

0.882 

Command 

Older Alluvium 

0.258 

Non-command 

Older Alluvium 

0.792 

Command 

Older Alluvium 

0.905 

Command 

Older Alluvium 

0.663 

Non-command 

Older Alluvium 

1.184 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

90,000 

80,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

130,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

130,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 






MCM 

MCM 

(15) 

(16) 

0.086 

0.180 

0.022 

0.022 

0.022 

0.022 

0.108 

1.028 

0.010 

0.075 

0.086 

0.164 

0.011 

0.011 

0.065 

0.143 

- 

0.031 

0.043 

0.339 

0.086 

0.336 

- 

0.011 

0.058 

0.188 

0.065 

0.112 

0.065 

0.065 

0.010 

0.042 

0.010 

0.096 

0.019 

0.062 

0.043 

0.059 

0.043 

0.043 

- 

- 

0.010 

0.075 

0.029 

0.029 

0.010 

0.042 

0.054 

0.054 

0.022 

0.131 

0.065 

0.159 

0.011 

0.120 

0.077 

0.153 

0.010 

0.042 

0.019 

0.095 

0.010 

0.042 

0.043 

0.105 

0.115 

0.223 

































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


02001010 


Sarwarka 


Satpura 


Satwas 


Saumka 


Seu 


Sonokhar 


Sunhera 


Takora 


Tayra 


Thalchana 


Topraki 


Udaipuri 


Udaka 


Unchera 


Undhan 


Vadipur 


Varnaul 


Varwariya 


Vaulkhera 


Anchwara 


Bahadarpur 


Bambadi 


Bamni 


Basai Dahra Mai Lohagarh 


Bhandara 


Chaniyan Khurd 


Gaonri 


Gurguriya 


Harooka 


Hultana 


Jeera Hera 


Jurhara 


Jurhari 


Kaltariya 


Khaichatan 


Kherli Gumani 


Kirawata 


Nagla Baldeo 


Nagla Bhongra 


sq.km 


(4) (5) 


8.171 Fresh 


Sahsan 

0807000100956100 

13.150 

Fresh 

Samsalka 

0807000100959800 

4.104 

Fresh 



0807000100958600 

2.415 

0807000100955200 

1.694 

0807000200971000 

3.277 

0807000100959300 

3.740 

0807000400996900 

6.389 

0807000200970000 

2.269 

0807000200971600 

4.137 

0807000200972400 

1.133 


0807000200971900 

2.740 

0807000100954300 

3.849 

0807000200978100 

2.584 

0807000400996700 

1.085 

0807000200971800 

2.594 

0807000200970300 

1.165 

0807000200969400 

3.461 



0807000200970700 

2.503 

0807000200974300 

0.634 

0807000200974200 

2.277 

0807000200974000 

16.886 

0807000200967800 

2.874 

0807000100954900 

1.855 

0807000200967200 

1.708 

0807000200966900 

3.562 

0807000200967400 

1.019 


0807000200969300 

4.450 

0807000100955900 

1.334 

0807000200968500 

3.268 


0807000200969900 

1.112 

0807000100955800 

1.165 

0807000100955600 

2.754 



0807000100955000 

1.469 

0807000200966600 

11.511 

0807000200966700 

4.743 

0807000100955700 

1.052 

0807000200968800 

1.290 

0807000200969000 

1.978 

0807000200968400 

1.459 

0807000200968000 

0.422 

0807000200968200 

0.617 


Gurgaon Canal 


Non-command 


Gurgaon Canal 


Gurgaon Canal 


Non-command 


Gurgaon Canal 


Non-command 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Non-command 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Non-command 


Non-command 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Non-command 


Gurgaon Canal 


Non-command 


Gurgaon Canal 


Non-command 


Non-command 


Non-command 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Older Alluvium 

0.076 

Non-command 

Older Alluvium 

8.095 

Command 

Older Alluvium 

13.150 

Command 

Older Alluvium 

0.446 

Non-command 

Older Alluvium 

0.567 

Command 

Older Alluvium 

0.346 

Non-command 

Older Alluvium 

0.037 

Command 

Older Alluvium 

0.247 

Command 

Older Alluvium 

1.694 

Command 

Older Alluvium 

3.277 

Command 

Older Alluvium 

3.740 

Non-command 

Older Alluvium 

0.135 

Command 

Older Alluvium 

0.802 

Command 

Older Alluvium 

4.137 

Command 

Older Alluvium 

0.983 

Command 

Older Alluvium 

0.149 

Command 

Older Alluvium 

2.740 

Command 

Older Alluvium 

3.223 

Non-command 

Older Alluvium 

2.548 

Non-command 

Older Alluvium 

0.200 

Command 

Older Alluvium 

2.594 

Command 

Older Alluvium 

1.165 

Command 

Older Alluvium 

0.941 

Non-command 

Older Alluvium 

2.235 

Command 

Older Alluvium 

0.009 

Non-command 

Older Alluvium 

0.276 

Command 

Older Alluvium 

2.503 

Non-command 

Older Alluvium 

0.508 

Non-command 

Older Alluvium 

0.290 

Non-command 

Older Alluvium 

8.481 

Command 

Older Alluvium 

0.004 

Command 

Older Alluvium 

0.114 

Command 

Older Alluvium 

1.708 

Command 

Older Alluvium 

3.562 

Command 

Older Alluvium 

0.145 

Command 

Older Alluvium 

0.874 

Command 

Older Alluvium 

1.184 

Command 

Older Alluvium 

0.006 

Command 

Older Alluvium 

3.103 

Command 

Older Alluvium 

0.023 

Command 

Older Alluvium 

0.292 

Command 

Older Alluvium 

0.288 

Command 

Older Alluvium 

0.151 

Command 

Older Alluvium 

0.036 

Command 

Older Alluvium 

0.050 

Command 

Older Alluvium 

5.398 

Command 

Older Alluvium 

4.743 

Command 

Older Alluvium 

0.778 

Command 

Older Alluvium 

1.290 

Command 

Older Alluvium 

1.978 

Command 

Older Alluvium 

1.459 

Command 

Older Alluvium 

0.126 

Command 

Older Alluvium 

0.555 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

90,000 

80,000 

120 

130,000 

90,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

90,000 

80,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

100,000 

80,000 

120 

130,000 

90,000 

120 

90,000 

80,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

90,000 

80,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

130,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

130,000 

90,000 

120 

90,000 

80,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

90,000 

80,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

90,000 

80,000 

120 

130,000 

90,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 

















































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


02001011 


Nagla Dandoo 


Nagla Doobokhar 


Nagla Ishrisingh 


Nagla Jalim 


Nagla Kundan 


Nagla Sonokhar 


Nagla Vanchariya 


Naunera 


Nogawan 


Pai 


Rasoolpur 


Sabalgarh 


Samdhara 


Sonokhar 


Au 


Badri 


Bahaj 


Bahtana 


Baroli Chauth 


Bheelamka 


Chak Keshopura 


Chak Umra 


Chhichharwari 


Chomeda 


Deeg (M) 


Dhamari 


Didawali 


Gadalpur 


Garhi Lodha 


Ghata 


0807000200967300 

0.923 

0807000200966800 

1.288 

0807000200967600 

1.756 


0807000200967900 

0.943 

0807000200968600 

1.419 

0807000200969800 

1.180 

0807000200970200 

1.098 


0807000200967100 

10.164 

0807000200967000 

4.872 

0807000200969100 

7.502 



0807000200968900 

1.160 

0807000200969200 

1.316 



0807000200968700 

0.829 

0807000200970000 

2.269 


0807000401005000 

5.676 

0807000400998200 

1.419 

0807000401003800 

15.209 

0807000401003300 

2.116 


0807000401004200 

4.597 

0807000400997800 

1.089 

0807000401008400 

2.398 


0807000401005100 

0.689 

0807000200975400 

5.326 

0807000401000100 

6.988 

0807000440703000 

20.026 


0807000400997100 

4.500 

0807000400999700 

2.072 

0807000400999900 

1.586 

0807000401005300 

1.480 

0807000200976900 

5.346 


Girse 

0807000401005700 

5.083 

Fresh 

Guhana 

0807000400998300 

3.925 

Fresh 

Iklahra 

0807000401000000 

3.025 

Fresh 

Kasba Deeg ( Rural) 

0807000401003500 

1.785 

Fresh 

Khera Brahman 

0807000401004600 

5.842 

Fresh 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Non-command 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Non-command 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Older Alluvium 

0.062 

Command 

Older Alluvium 

0.194 

Command 

Older Alluvium 

1.029 

Command 

Older Alluvium 

0.923 

Command 

Older Alluvium 

1.288 

Command 

Older Alluvium 

0.002 

Command 

Older Alluvium 

0.661 

Command 

Older Alluvium 

0.197 

Command 

Older Alluvium 

1.419 

Command 

Older Alluvium 

0.517 

Command 

Older Alluvium 

0.044 

Command 

Older Alluvium 

0.060 

Command 

Older Alluvium 

10.164 

Command 

Older Alluvium 

4.872 

Command 

Older Alluvium 

6.646 

Command 

Older Alluvium 

0.416 

Command 

Older Alluvium 

0.942 

Command 

Older Alluvium 

0.401 

Command 

Older Alluvium 

1.276 

Command 

Older Alluvium 

0.524 

Command 

Older Alluvium 

1.160 

Command 

Older Alluvium 

0.009 

Command 

Older Alluvium 

1.307 

Command 

Older Alluvium 

0.915 

Command 

Older Alluvium 

1.272 

Command 

Older Alluvium 

0.829 

Command 

Older Alluvium 

0.041 

Command 

Older Alluvium 

1.426 

Command 

Older Alluvium 

5.676 

Command 

Older Alluvium 

1.257 

Command 

Older Alluvium 

15.209 

Command 

Older Alluvium 

1.814 

Command 

Older Alluvium 

0.295 

Command 

Older Alluvium 

4.214 

Command 

Older Alluvium 

1.089 

Command 

Older Alluvium 

0.634 

Command 

Older Alluvium 

0.239 

Command 

Older Alluvium 

0.017 

Non-command 

Older Alluvium 

0.000 

Command 

Older Alluvium 

6.988 

Command 

Older Alluvium 

9.647 

Command 

Older Alluvium 

0.209 

Command 

Older Alluvium 

4.425 

Command 

Older Alluvium 

1.401 

Command 

Older Alluvium 

1.586 

Command 

Older Alluvium 

1.164 

Command 

Older Alluvium 

2.498 

Non-command 

Older Alluvium 

1.332 

Command 

Older Alluvium 

0.000 

Command 

Older Alluvium 

0.095 

Command 

Older Alluvium 

3.025 

Command 

Older Alluvium 

1.657 

Command 

Older Alluvium 

0.087 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

80,000 

120 

130,000 

90,000 

120 

90,000 

80,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

130,000 

90,000 

120 

90,000 

80,000 

120 

130,000 

90,000 

120 

90,000 

80,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

90,000 

80,000 

120 

130,000 

90,000 

120 

90,000 

80,000 

120 

130,000 

90,000 

120 

90,000 

80,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

90,000 

80,000 

120 

130,000 

90,000 

120 

90,000 

80,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

130,000 

90,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 






























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


02001012 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Kheriya Purohitan 


Khohri 


Kishanpur ( Rural) 


Kuchawati 


Malipura 


Malpur ( Rural) 


Mauroli 


Mullaka 


Murar 


Nagla Chahar 


Nagla Dandu 


Nagla Faujdar 


Nagla Harsukh 


Nagla Khaman 


Nagla Khuntela 


Nagla Kokla 


Nagla Radhey 


Nagla Shripur 


Nagla Wadripur 


Nahra Chauth 


Narena Chauth 


Pahalwara 


Palla 


Paramdara 


Pasta 


Poonchhri 


Rambagh ( Rural 


Rundh Narena 


Rundh Paramdara 


Samai 


Seu 


Census Code 

Area 

sq.km 

(3) 

(4) 

0807000401005500 

2.596 

0807000401005600 

3.648 

0807000401000300 

2.550 

0807000401003400 

4.393 

0807000401003900 

1.549 

0807000401000200 

4.690 

0807000200977100 

1.873 

0807000200976700 

2.059 

0807000200976800 

1.821 

0807000401004900 

1.927 

0807000401003700 

0.941 

0807000401004800 

1.646 

0807000400997300 

1.186 

0807000401004000 

0.809 

0807000401003600 

1.463 

0807000400997700 

2.325 

0807000401005200 

1.647 



0807000400999800 

2.041 

0807000400997900 

3.625 

0807000400997200 

3.168 

0807000400997500 

3.350 

0807000400998400 

2.393 



0807000200977000 

4.739 

0807000400998000 

10.714 

0807000400997600 

7.733 

0807000401004400 

3.645 

0807000401003200 

3.525 



0807000400997400 

3.107 

0807000400998100 

1.693 

0807000401004500 

6.850 

0807000400996900 

6.389 


Shahpur 

0807000401001000 

0.684 

Saline 

Shyamdhak 

0807000401004300 

1.345 

Fresh 

Shyopura 

0807000401001100 

2.657 

Saline 

Songaon 

0807000401005400 

6.710 

Fresh 

Suhera 

0807000400997000 

2.488 

Fresh 


Tankoli 

0807000400999600 

2.413 

Fresh 

Umra 

0807000401004700 

3.531 

Fresh 

Abhaipur 

0807000100965600 

1.642 

Fresh 

Akbarpur Meo 

0807000300987100 

2.932 

Saline 

Alampur 

0807000100957600 

1.986 

Fresh 

Amrooka 

0807000100965800 

1.929 

Fresh 

Ardooka 

0807000100963800 

3.471 

Fresh 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Non-command 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Non-command 


Gurgaon Canal 


Gurgaon Canal 


Non-command 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Non-command 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Gurgaon Canal 


Non-command 


Gurgaon Canal 


Gurgaon Canal 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sikri bund 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Older Alluvium 

0.259 

Command 

Older Alluvium 

2.949 

Command 

Older Alluvium 

0.023 

Command 

Older Alluvium 

3.776 

Command 

Older Alluvium 

1.549 

Command 

Older Alluvium 

1.111 

Non-command 

Older Alluvium 

0.208 

Command 

Older Alluvium 

0.107 

Command 

Older Alluvium 

0.153 

Command 

Older Alluvium 

1.927 

Command 

Older Alluvium 

0.941 

Command 

Older Alluvium 

1.646 

Command 

Older Alluvium 

1.186 

Command 

Older Alluvium 

0.809 

Command 

Older Alluvium 

1.463 

Command 

Older Alluvium 

2.325 

Command 

Older Alluvium 

1.295 

Command 

Older Alluvium 

0.010 

Command 

Older Alluvium 

0.974 

Command 

Older Alluvium 

3.621 

Command 

Older Alluvium 

3.148 

Command 

Older Alluvium 

3.350 

Command 

Older Alluvium 

0.038 

Non-command 

Older Alluvium 

0.151 

Command 

Older Alluvium 

0.297 

Command 

Older Alluvium 

0.697 

Non-command 

Older Alluvium 

1.980 

Command 

Older Alluvium 

8.666 

Command 

Older Alluvium 

7.733 

Command 

Older Alluvium 

3.645 

Command 

Older Alluvium 

0.933 

Command 

Older Alluvium 

2.291 

Command 

Older Alluvium 

0.047 

Command 

Older Alluvium 

0.144 

Command 

Older Alluvium 

3.107 

Command 

Older Alluvium 

1.693 

Command 

Older Alluvium 

3.214 

Command 

Older Alluvium 

1.317 

Non-command 

Older Alluvium 

4.550 

Command 

Older Alluvium 

0.059 

Command 

Older Alluvium 

1.345 

Command 

Older Alluvium 

0.030 

Command 

Older Alluvium 

0.109 

Command 

Older Alluvium 

2.128 

Non-command 

Older Alluvium 

0.360 

Command 

Older Alluvium 

0.097 

Command 

Older Alluvium 

1.892 

Non-command 

Older Alluvium 

1.642 

Non-command 

Older Alluvium 

0.082 

Non-command 

Older Alluvium 

1.986 

Non-command 

Older Alluvium 

1.929 

Non-command 

Older Alluvium 

1.534 

Command 

Older Alluvium 

1.508 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

130,000 

90,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

200,000 

130,000 

120 

90,000 

80,000 

120 

200,000 

130,000 

120 

200,000 

130,000 

120 

130,000 

90,000 

120 

130,000 

90,000 



0.086 

0.086 

0.038 

0.422 

0.029 

0.137 

0.019 

0.235 

0.010 

0.094 

0.010 

0.204 


















































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Bhojaka 


Bhojpur 


Bhori 


Bhuapur Garhi 


Bhuapur Khohri 


Bijasana 


Bilond 


Bodoli 


Chinawara 


Dabra 


Dahana 


Danishpur 


Daniyalpur Khera 


Dantka 


Dathait 


Daudri 


Dawak 


Dharmshala 


Dhaulet 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Bansoli 

0807000200979000 

1.594 

Fresh 

Barh 

0807000100966000 

0.784 

Fresh 

Bas Burja 

0807000300986800 

10.093 

Saline 

Bayana 

0807000100957900 

0.805 

Fresh 

Beg Pahari 

0807000300993800 

2.865 

Fresh 

Bela 

0807000300988200 

5.082 

Fresh 

Bhadaka 

0807000100963200 

1.127 

Fresh 

Bhaisera 

0807000100958800 

3.000 

Fresh 



0807000100956300 

0.924 

0807000100962100 

4.192 


0807000100954000 

4.446 

0807000300993700 

5.931 

0807000100965400 

1.022 

0807000100961300 

2.251 

0807000200977700 

8.073 

0807000100960400 

4.589 



2.833 Saline 



Burana 

0807000100958100 

2.226 

Fresh 

Burani 

0807000100958000 

1.663 

Fresh 

Chandoopura 

0807000100964400 

3.163 

Fresh 

Chaniyan Kalan 

0807000100959200 

1.886 

Fresh 

Chhajoo Khera 

0807000300987900 

1.689 

Fresh 


Chhapra 

0807000100957200 

8.511 

Fresh 

Chhpar 

0807000300984900 

0.876 

Saline 



0807000100957300 

7.147 

0807000100961500 

1.019 


0807000100959100 

2.173 

0807000100964800 

0.954 

0807000300987600 

1.315 

0807000200973900 

2.941 

0807000100953100 

2.274 

0807000100965000 

0.913 

0807000300988800 

7.080 



0807000200974100 

2.364 

0807000100953400 

7.866 


Dheemri 

0807000100956500 

9.036 

Fresh 

Doroli 

0806001100920600 

3.227 

Saline 

Edward Manpur 

0807000300984800 

2.429 

Saline 


Non-command 


Non-command 


Sikri bund 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Gurgaon Canal 


Non-command 


Gurgaon Canal 


Non-command 


Non-command 


Gurgaon Canal 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sikri bund 


Non-command 


Sikri bund 


Non-command 


Non-command 


Non-command 


Gurgaon Canal 


Non-command 


Sikri bund 


Non-command 


Non-command 


Sikri bund 


Non-command 


Non-command 


Non-command 


Gurgaon Canal 


Non-command 


Sikri bund 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Gurgaon Canal 


Non-command 


Gurgaon Canal 


Non-command 


Non-command 


Sikri bund 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.428 

Non-command 

Older Alluvium 

0.000 

Command 

Older Alluvium 

1.725 

Non-command 

Older Alluvium 

0.010 

Non-command 

Older Alluvium 

0.471 

Non-command 

Older Alluvium 

0.124 

Non-command 

Older Alluvium 

0.805 

Non-command 

Older Alluvium 

2.865 

Non-command 

Older Alluvium 

5.082 

Non-command 

Older Alluvium 

1.127 

Command 

Older Alluvium 

0.604 

Non-command 

Older Alluvium 

2.396 

Command 

Older Alluvium 

0.924 

Non-command 

Older Alluvium 

0.711 

Non-command 

Older Alluvium 

3.394 

Command 

Older Alluvium 

4.446 

Non-command 

Older Alluvium 

3.401 

Non-command 

Older Alluvium 

1.022 

Non-command 

Older Alluvium 

1.903 

Non-command 

Older Alluvium 

0.313 

Non-command 

Older Alluvium 

2.889 

Command 

Older Alluvium 

1.700 

Non-command 

Older Alluvium 

2.027 

Command 

Older Alluvium 

0.733 

Non-command 

Older Alluvium 

2.226 

Non-command 

Older Alluvium 

1.663 

Non-command 

Older Alluvium 

3.163 

Command 

Older Alluvium 

0.075 

Non-command 

Older Alluvium 

0.670 

Command 

Older Alluvium 

1.019 

Non-command 

Older Alluvium 

7.377 

Non-command 

Older Alluvium 

0.028 

Command 

Older Alluvium 

0.005 

Non-command 

Older Alluvium 

5.689 

Non-command 

Older Alluvium 

0.486 

Non-command 

Older Alluvium 

0.480 

Command 

Older Alluvium 

0.396 

Non-command 

Older Alluvium 

0.954 

Command 

Older Alluvium 

1.315 

Non-command 

Older Alluvium 

0.065 

Non-command 

Older Alluvium 

1.781 

Non-command 

Older Alluvium 

0.913 

Non-command 

Older Alluvium 

7.042 

Non-command 

Older Alluvium 

0.038 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

2.814 

Non-command 

Older Alluvium 

2.364 

Command 

Older Alluvium 

1.829 

Non-command 

Older Alluvium 

5.098 

Command 

Older Alluvium 

9.036 

Non-command 

Older Alluvium 

1.721 

Non-command 

Older Alluvium 

0.004 

Command 

Older Alluvium 

0.209 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

80,000 

120 

200,000 

130,000 

120 

200,000 

130,000 

120 

130,000 

90,000 

120 

200,000 

130,000 

120 

90,000 

80,000 

120 

200,000 

130,000 

120 

200,000 

130,000 

120 

200,000 

130,000 

120 

200,000 

130,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

90,000 

80,000 

120 

130,000 

90,000 

120 

200,000 

130,000 

120 

200,000 

130,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

200,000 

130,000 

120 

200,000 

130,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

200,000 

130,000 

120 

200,000 

130,000 

120 

200,000 

130,000 

120 

130,000 

90,000 

120 

200,000 

130,000 

120 

200,000 

130,000 

120 

200,000 

130,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

90,000 

80,000 

120 

130,000 

90,000 

120 

200,000 

130,000 

120 

200,000 

130,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

200,000 

130,000 

120 

200,000 

130,000 

120 

90,000 

80,000 

120 

200,000 

130,000 

120 

90,000 

80,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

110,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 



















































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Fakarpur 

0807000100961200 

1.654 

Fresh 

Fatehpur 

0807000100953800 

1.186 

Fresh 

Gadhaner 

0807000100953300 

3.502 

Fresh 


Gadli 


Gadshora 


Gajooka 


Gangora 


Garh Teski 


Gulpara 


Huseeka 


Hussaipur 


Ikalhara 


mlari 


Jaishri (Jaisri 


Jajanka 


Jalalpur 


Jarla 


Jasoti 


Jatoli 


Jhandipur 


Jhanjhar 


0807000300989000 


0807000100960700 


0807000300988500 


8.686 Fresh 


Saline 


Saline 


1.288 Fresh 


4.560 Saline 


0807000100966400 

1.439 

0807000300989200 

2.710 

0807000300984600 

3.193 

0807000200978700 

0.974 

0807000300986000 

3.032 

0807000100961100 

1.117 


0807000100958500 

2.222 

0807000100966200 

1.014 

0807000100956400 

0.832 

0807000300985200 

5.988 


6.881 Fresh 



Saline 


1.954 Fresh 


Jot Gulab 


0807000100962300 


Saline 


1.506 Fresh 


Type of Area (Command / N< 
command) 



0807000100960500 

0.560 

Fresh 

0807000100957000 

0.648 

Fresh 

0807000100957500 

1.086 

Fresh 

0807000100957400 

8.959 

Fresh 

0807000300987300 

3.509 

Fresh 



Saline 


Ghaghwari 

0807000100965300 

3.384 

Fresh 

Ghamoorki 

0807000300985500 

4.012 

Saline 

Ghatmeeka 

0807000100953600 

2.180 

Fresh 

Gheesaira 

0807000100953500 

2.502 

Fresh 


Golki 

0807000300988700 

1.261 

Fresh 

Gopalgarh 

0807000100962900 

8.431 

Fresh 




Jhenjhpuri 

0807000200978800 

4.210 

Fresh 

Jodhpur 

0807000100959900 

1.941 

Fresh 

Jot Dariya 

0807000100962400 

0.991 

Fresh 



Non-command 


Gurgaon Canal 


Gurgaon Canal 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sikri bund 


Non-command 


Sikri bund 


Non-command 


Sikri bund 


Gurgaon Canal 


Gurgaon Canal 


Non-command 


Non-command 


Non-command 


Sikri bund 


Non-command 


Non-command 


Sikri bund 


Non-command 


Sikri bund 


Non-command 


Sikri bund 


Non-command 


Sikri bund 


Non-command 


Sikri bund 


Sikri bund 


Non-command 


Non-command 


Non-command 


Non-command 


Gurgaon Canal 


Non-command 


Gurgaon Canal 


Non-command 


Sikri bund 


Non-command 


Sikri bund 


Non-command 


Sikri bund 


Non-command 


Non-command 


Non-command 


Sikri bund 


Non-command 


Non-command 


Sikri bund 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

1.654 

Command 

Older Alluvium 

1.186 

Command 

Older Alluvium 

3.179 

Non-command 

Older Alluvium 

0.134 

Non-command 

Older Alluvium 

0.560 

Non-command 

Older Alluvium 

0.623 

Non-command 

Older Alluvium 

1.086 

Non-command 

Older Alluvium 

8.167 

Command 

Older Alluvium 

0.007 

Non-command 

Older Alluvium 

0.875 

Command 

Older Alluvium 

2.627 

Non-command 

Older Alluvium 

3.384 

Command 

Older Alluvium 

4.012 

Command 

Older Alluvium 

2.180 

Command 

Older Alluvium 

2.502 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

1.261 

Non-command 

Older Alluvium 

2.844 

Command 

Older Alluvium 

5.587 

Non-command 

Older Alluvium 

6.157 

Non-command 

Older Alluvium 

0.416 

Command 

Older Alluvium 

0.139 

Non-command 

Older Alluvium 

1.071 

Command 

Older Alluvium 

2.445 

Non-command 

Older Alluvium 

0.207 

Command 

Older Alluvium 

1.288 

Non-command 

Older Alluvium 

0.968 

Command 

Older Alluvium 

3.592 

Non-command 

Older Alluvium 

1.439 

Command 

Older Alluvium 

1.671 

Command 

Older Alluvium 

0.023 

Non-command 

Older Alluvium 

0.034 

Non-command 

Older Alluvium 

0.016 

Non-command 

Older Alluvium 

0.996 

Non-command 

Older Alluvium 

0.121 

Command 

Older Alluvium 

2.222 

Non-command 

Older Alluvium 

1.014 

Command 

Older Alluvium 

0.832 

Non-command 

Older Alluvium 

0.007 

Command 

Older Alluvium 

5.981 

Non-command 

Older Alluvium 

5.676 

Command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

1.124 

Command 

Older Alluvium 

0.081 

Non-command 

Older Alluvium 

0.392 

Non-command 

Older Alluvium 

1.875 

Non-command 

Older Alluvium 

0.400 

Command 

Older Alluvium 

0.200 

Non-command 

Older Alluvium 

0.391 

Non-command 

Older Alluvium 

0.384 

Command 

Older Alluvium 

0.068 

Non-command 

Older Alluvium 

1.502 

Non-command 

Older Alluvium 

0.609 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

200,000 

130,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

200,000 

130,000 

120 

130,000 

90,000 

120 

200,000 

130,000 

120 

200,000 

130,000 

120 

200,000 

130,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

200,000 

130,000 

120 

90,000 

80,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

200,000 

130,000 

120 

200,000 

130,000 

120 

200,000 

130,000 

120 

200,000 

130,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

90,000 

80,000 

120 

200,000 

130,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

200,000 

130,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

130,000 

90,000 

120 

90,000 

80,000 

120 

130,000 

90,000 

120 

90,000 

80,000 

120 

130,000 

90,000 

120 

200,000 

130,000 

120 

130,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

200,000 

130,000 

120 

200,000 

130,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

90,000 

80,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

90,000 

80,000 

120 

130,000 

90,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.125 

0.269 

0.108 

0.342 

0.043 

0.090 

- 

- 

0.016 

0.112 

0.043 

0.059 

0.016 

0.016 

0.094 

0.622 



0.094 

0.214 

0.172 

0.556 

0.359 

1.103 

0.359 

0.791 

0.019 

0.030 

0.010 

0.010 

0.011 

0.027 

0.032 

0.079 



0.011 

0.011 

0.140 

0.327 

0.011 

0.011 

0.011 

0.011 

0.010 

0.010 

0.032 

0.063 

- 

- 

0.106 

0.192 

0.011 

0.011 










































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Jotri Peepal 


Kaithwara 


Kakrala 


Kanhor 


Kanwari 


Kathaul 


Katkarka 


Kerua 


Kherli Alimuddin 


Kherli Manna 


Khohra 


Kishanpura 


Kulyana 


Ladamka 


Mahmadpur 


Malhaka 



0807000100961700 

1.654 

0807000100961800 

2.476 


0807000100961900 

2.488 

0807000100965100 

13.917 

0807000300993400 

6.908 

0807000100960200 

2.962 

0807000100953700 

1.219 

0807000100956200 

10.842 

0807000100963900 

1.369 

0807000100958400 

1.048 



Khallooka 

0807000100954100 

3.357 

Fresh 

Khandewla 

0807000100957700 

3.889 

Fresh 



0807000100954400 

1.613 

0807000100960100 

2.923 

0807000200978500 

1.288 

0807000300987800 

1.116 


0807000100965200 

0.864 

0807000100963700 

3.956 



Laharwara 

0807000300986100 

3.966 

Saline 

Lawan 

0807000300985800 

2.550 

Saline 

Lawna 

0807000100961000 

1.810 

Fresh 

Liwasana 

0807000100961400 

2.553 

Fresh 

Madhogarh 

0807000100963600 

1.386 

Fresh 



2.060 Fresh 


Saline 


0807000100958300 

2.123 

0807000100958700 

1.320 



Maliki 

0807000100963300 

2.970 

Fresh 

Manchi 

0807000200978200 

2.129 

Fresh 

Mandal 

0807000100956600 

2.210 

Fresh 

Mandor 

0807000100965700 

0.873 

Fresh 

Matooki 

0807000100966100 

3.985 

Fresh 

Mitthoopura 

0807000300988400 

3.925 

Fresh 


Sikri bund 


Non-command 


Non-command 


Sikri bund 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Gurgaon Canal 


Gurgaon Canal 


Sikri bund 


Gurgaon Canal 


Non-command 


Gurgaon Canal 


Non-command 


Sikri bund 


Non-command 


Sikri bund 


Non-command 


Non-command 


Sikri bund 


Gurgaon Canal 


Non-command 


Non-command 


Sikri bund 


Sikri bund 


Non-command 


Non-command 


Sikri bund 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sikri bund 


Sikri bund 


Sikri bund 


Non-command 


Gurgaon Canal 


Non-command 


Non-command 


Non-command 


Gurgaon Canal 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Older Alluvium 

0.187 

Non-command 

Older Alluvium 

0.709 

Non-command 

Older Alluvium 

0.243 

Command 

Older Alluvium 

1.235 

Non-command 

Older Alluvium 

0.054 

Non-command 

Older Alluvium 

3.377 

Non-command 

Older Alluvium 

0.527 

Non-command 

Older Alluvium 

1.003 

Non-command 

Older Alluvium 

1.654 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

2.345 

Non-command 

Older Alluvium 

2.311 

Non-command 

Older Alluvium 

13.917 

Non-command 

Older Alluvium 

0.052 

Non-command 

Older Alluvium 

2.962 

Command 

Older Alluvium 

1.219 

Command 

Older Alluvium 

2.843 

Command 

Older Alluvium 

1.369 

Command 

Older Alluvium 

0.071 

Non-command 

Older Alluvium 

0.977 

Command 

Older Alluvium 

2.807 

Non-command 

Older Alluvium 

3.561 

Command 

Older Alluvium 

0.329 

Non-command 

Older Alluvium 

1.049 

Command 

Older Alluvium 

0.116 

Non-command 

Older Alluvium 

1.540 

Non-command 

Older Alluvium 

1.208 

Command 

Older Alluvium 

0.321 

Command 

Older Alluvium 

0.027 

Non-command 

Older Alluvium 

2.923 

Non-command 

Older Alluvium 

1.115 

Command 

Older Alluvium 

0.664 

Command 

Older Alluvium 

0.452 

Non-command 

Older Alluvium 

0.864 

Non-command 

Older Alluvium 

0.028 

Command 

Older Alluvium 

3.928 

Non-command 

Older Alluvium 

0.245 

Non-command 

Older Alluvium 

1.137 

Non-command 

Older Alluvium 

1.810 

Non-command 

Older Alluvium 

2.277 

Non-command 

Older Alluvium 

0.821 

Command 

Older Alluvium 

0.566 

Command 

Older Alluvium 

1.586 

Command 

Older Alluvium 

0.474 

Non-command 

Older Alluvium 

2.123 

Command 

Older Alluvium 

0.643 

Non-command 

Older Alluvium 

0.676 

Non-command 

Older Alluvium 

2.970 

Non-command 

Older Alluvium 

1.518 

Command 

Older Alluvium 

2.210 

Non-command 

Older Alluvium 

0.873 

Non-command 

Older Alluvium 

3.985 

Non-command 

Older Alluvium 

2.737 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

130,000 

90,000 

120 

90,000 

80,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

90,000 

80,000 

120 

130,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

130,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

200,000 

130,000 

120 

200,000 

130,000 

120 

200,000 

130,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

200,000 

130,000 

120 

200,000 

130,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

90,000 

80,000 

120 

200,000 

130,000 

120 

200,000 

130,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

200,000 

130,000 

120 

90,000 

80,000 

120 

200,000 

130,000 

120 

200,000 

130,000 

120 

200,000 

130,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

200,000 

130,000 

120 

200,000 

130,000 

120 

200,000 

130,000 

120 

90,000 

80,000 

120 

200,000 

130,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

200,000 

130,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

200,000 

130,000 

120 

200,000 

130,000 

120 

200,000 

130,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 





0.054 

0.116 

0.086 

0.242 

0.094 

0.118 

0.016 

0.016 

0.011 

0.073 


0.019 

0.073 

0.062 

0.374 

0.016 

0.112 



0.151 

0.525 

0.022 

0.022 

0.031 

0.223 

0.019 

0.084 

0.062 

0.230 

- 

- 

0.265 

0.817 

0.010 

0.021 

0.038 

0.114 

0.043 

0.168 

0.086 

0.304 

0.109 

0.301 

0.062 

0.182 

0.031 

0.319 

0.010 

0.042 

0.094 

0.310 

0.032 

0.079 

0.032 

0.079 

0.203 

0.515 

0.011 

0.011 

0.011 

0.417 

0.031 

0.103 

0.234 

0.714 

0.094 

0.358 









































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Moongaska 


Mothooka 


Munpur Karmala 


Nagla Aramsingh 


Nagla Firozpur 


Nagla Shahjadpur 


Nakatpur 


Nangal 


Nawda 


Neemla 


Niski 


Olanda 


Pachlahari 


Pagseri 


Peepal Khera 


Peeruka 


Phootaki 


Piproli 


Potlaki 


Punay 


Rampur Posti 


Raniyala 


Ranph 


Rasgan 


Rasoolpur 


Rawalka 


Rayavka 


Rustampur 


Census Code 

Area 


sq.km 

(3) 

(4) 



0807000100959700 

5.538 

0807000100957100 

1.378 

0806000600838400 

8.048 


0807000100966300 

1.402 

0807000100956900 

1.202 

0807000100956800 

0.657 

0807000100963500 

1.728 



0807000100953000 

8.111 

Fresh 

0807000300993600 

3.461 

Fresh 

0807000100963000 

1.121 

Fresh 

0807000200978300 

1.439 

Fresh 

0807000200978400 

0.804 

Fresh 

0807000200978600 

1.784 

Fresh 

0807000300988900 

0.836 

Fresh 

0806001100920700 

2.064 

Saline 



Pali 

0807000100964000 

1.004 

Fresh 

Pandeka 

0807000100957800 

2.301 

Fresh 



0807000100964300 

10.040 

Fresh 

0807000100962000 

0.845 

Saline 

0807000300987000 

4.568 

Saline 

0807000100963400 

2.778 

Fresh 

0807000100960800 

0.877 

Fresh 

0807000300988600 

2.901 

Fresh 



Saline 



0807000300988300 

2.005 

0807000300984700 

1.760 

0807000100965500 

3.853 

0806000600838500 

10.150 


0807000300993500 

0.452 

0807000100953900 

0.689 

0807000100964700 

0.962 

0807000300987400 

1.836 



1.017 Fresh 


Saidampur 

0806001100920500 

1.449 

Saline 

Samdeeka 

0807000100954200 

0.693 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sikri bund 


Non-command 


Non-command 


Sikri bund 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sikri bund 


Gurgaon Canal 


Non-command 


Sikri bund 


Non-command 


Sikri bund 


Non-command 


Non-command 


Non-command 


Sikri bund 


Non-command 


Sikri bund 


Non-command 


Non-command 


Non-command 


Non-command 


Sikri bund 


Non-command 


Non-command 


Sikri bund 


Non-command 


Sikri bund 


Non-command 


Non-command 


Non-command 


Non-command 


Gurgaon Canal 


Non-command 


Sikri bund 


Non-command 


Sikri bund 


Gurgaon Canal 


Non-command 


Non-command 


Gurgaon Canal 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

1.188 

Non-command 

Older Alluvium 

0.319 

Non-command 

Older Alluvium 

1.378 

Non-command 

Older Alluvium 

0.628 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

1.402 

Non-command 

Older Alluvium 

1.202 

Non-command 

Older Alluvium 

0.657 

Non-command 

Older Alluvium 

1.500 

Command 

Older Alluvium 

0.229 

Non-command 

Older Alluvium 

5.814 

Non-command 

Older Alluvium 

1.459 

Command 

Older Alluvium 

1.121 

Non-command 

Older Alluvium 

1.439 

Non-command 

Older Alluvium 

0.804 

Non-command 

Older Alluvium 

1.684 

Non-command 

Older Alluvium 

0.821 

Non-command 

Older Alluvium 

0.764 

Command 

Older Alluvium 

0.003 

Command 

Older Alluvium 

10.021 

Non-command 

Older Alluvium 

7.651 

Command 

Older Alluvium 

1.004 

Non-command 

Older Alluvium 

1.503 

Command 

Older Alluvium 

0.798 

Non-command 

Older Alluvium 

0.741 

Non-command 

Older Alluvium 

3.188 

Non-command 

Older Alluvium 

3.610 

Command 

Older Alluvium 

1.724 

Non-command 

Older Alluvium 

0.674 

Command 

Older Alluvium 

1.913 

Non-command 

Older Alluvium 

10.040 

Non-command 

Older Alluvium 

0.788 

Non-command 

Older Alluvium 

0.487 

Non-command 

Older Alluvium 

2.778 

Command 

Older Alluvium 

0.877 

Non-command 

Older Alluvium 

0.249 

Non-command 

Older Alluvium 

1.267 

Command 

Older Alluvium 

1.385 

Non-command 

Older Alluvium 

2.005 

Command 

Older Alluvium 

1.419 

Non-command 

Older Alluvium 

3.853 

Non-command 

Older Alluvium 

1.682 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

0.340 

Command 

Older Alluvium 

0.689 

Non-command 

Older Alluvium 

0.962 

Command 

Older Alluvium 

0.500 

Non-command 

Older Alluvium 

0.890 

Command 

Older Alluvium 

0.446 

Command 

Older Alluvium 

0.742 

Non-command 

Older Alluvium 

0.090 

Non-command 

Older Alluvium 

0.022 

Command 

Older Alluvium 

0.693 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

80,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

100,000 

120 

90,000 

50,000 

120 

200,000 

130,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

200,000 

130,000 

120 

200,000 

130,000 

120 

130,000 

90,000 

120 

200,000 

130,000 

120 

200,000 

130,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

200,000 

130,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

200,000 

130,000 

120 

200,000 

130,000 

120 

200,000 

130,000 

120 

200,000 

130,000 

120 

200,000 

130,000 

120 

130,000 

90,000 

120 

90,000 

80,000 

120 

200,000 

130,000 

120 

200,000 

130,000 

120 

200,000 

130,000 

120 

200,000 

130,000 

120 

200,000 

130,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

200,000 

130,000 

120 

200,000 

130,000 

120 

200,000 

130,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

200,000 

130,000 

120 

90,000 

80,000 

120 

200,000 

130,000 

120 

130,000 

100,000 

120 

90,000 

50,000 

120 

200,000 

130,000 

120 

130,000 

90,000 

120 

200,000 

130,000 

120 

200,000 

130,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

110,000 

80,000 

120 

130,000 

90,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.019 




0.094 

0.334 

0.062 

0.254 

0.094 

0.190 

0.031 

0.055 

0.016 

0.040 

0.043 

0.105 

0.182 

0.366 

0.187 

0.619 

0.078 

0.294 

0.078 

0.198 

0.218 

0.530 

0.437 

1.685 

0.019 

0.051 

0.010 

0.042 

0.187 

0.691 

0.140 

0.188 

0.016 

0.040 

0.029 

0.083 

0.029 

0.083 

0.062 

0.302 

0.096 

0.161 

0.265 

1.201 

0.012 

0.184 


0.078 

0.126 

0.108 

0.233 

0.047 

0.239 

0.016 

0.136 

0.010 

0.096 

0.010 

0.053 

0.043 

0.090 





























































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


02001013 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Samsalka 

0807000100959800 

4.104 

Fresh 

Sanwler 

0807000100959000 

7.934 

Fresh 


Shahdoongar 


Shekhpur 


Shri Rampur Doongri 


Solaka 


Solpur Peeli 


Soondpur 


0807000100964900 


0807000100964600 


0807000300989100 


2.802 Fresh 


0.729 Fresh 


1.026 Fresh 


Saline 


1.357 Fresh 


Saline 


0807000100958200 

1.097 

0807000100966500 

1.055 

0807000100960300 

0.736 



1.426 Saline 


Type of Area (Command / N< 
command) 


Sarwarka 

0807000100958600 

2.415 

Fresh 

Satwari 

0807000100958900 

6.230 

Fresh 

Seekri Chak No. 1 

0807000300988100 

4.128 

Fresh 





Teski 

0807000300987200 

3.673 

Saline 

Thalchana 

0807000100954300 

3.849 

Fresh 

Thekri 

0807000300987500 

2.495 

Fresh 



Topraki 

0807000200978100 

2.584 

Fresh 

Ubhaka 

0807000100960000 

2.302 

Fresh 

Udaipur Niham 

0807000300985400 

5.039 

Saline 


Unchki 

0807000100965900 

2.050 

Fresh 

Varnaul 

0807000200974300 

0.634 

Fresh 

Varwariya 

0807000200974200 

2.277 

Fresh 

Vaulkhera 

0807000200974000 

16.886 

Fresh 

Wajeer Kheri 

0807000300985300 

2.151 

Saline 



Achalpuri 

0806000700863700 

3.177 

Fresh 

Alei 

0806001000902900 

0.580 

Fresh 

Anawara 

0806001000898200 

4.414 

Fresh 

Bahali 

0806001000899000 

2.339 

Fresh 


Non-command 


Gurgaon Canal 


Non-command 


Gurgaon Canal 


Non-command 


Non-command 


Sikri bund 


Non-command 


Sikri bund 


Non-command 


Sikri bund 


Non-command 


Non-command 


Non-command 


Non-command 


Sikri bund 


Sikri bund 


Sikri bund 


Non-command 


Non-command 


Non-command 


Sikri bund 


Non-command 


Sikri bund 


Non-command 


Gurgaon Canal 


Non-command 


Sikri bund 


Non-command 


Sikri bund 


Non-command 


Non-command 


Non-command 


Sikri bund 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sikri bund 


Non-command 


Sikri bund 


Non-command 


Non-command 


Non-command 


Non-command 



Barh Bileta 


0806001000901100 


1.319 Fresh Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

2.923 

Command 

Older Alluvium 

3.938 

Non-command 

Older Alluvium 

3.614 

Command 

Older Alluvium 

2.168 

Non-command 

Older Alluvium 

6.230 

Non-command 

Older Alluvium 

0.144 

Command 

Older Alluvium 

0.162 

Non-command 

Older Alluvium 

0.889 

Command 

Older Alluvium 

2.933 

Non-command 

Older Alluvium 

0.288 

Command 

Older Alluvium 

3.410 

Non-command 

Older Alluvium 

2.802 

Non-command 

Older Alluvium 

0.729 

Non-command 

Older Alluvium 

0.028 

Non-command 

Older Alluvium 

0.440 

Command 

Older Alluvium 

0.431 

Command 

Older Alluvium 

0.233 

Command 

Older Alluvium 

1.124 

Non-command 

Older Alluvium 

1.097 

Non-command 

Older Alluvium 

1.055 

Non-command 

Older Alluvium 

0.518 

Command 

Older Alluvium 

0.219 

Non-command 

Older Alluvium 

0.086 

Command 

Older Alluvium 

0.005 

Non-command 

Older Alluvium 

3.136 

Command 

Older Alluvium 

0.626 

Non-command 

Older Alluvium 

0.045 

Command 

Older Alluvium 

0.637 

Non-command 

Older Alluvium 

1.787 

Command 

Older Alluvium 

0.027 

Non-command 

Older Alluvium 

0.036 

Non-command 

Older Alluvium 

2.302 

Non-command 

Older Alluvium 

2.040 

Command 

Older Alluvium 

2.938 

Non-command 

Older Alluvium 

2.050 

Non-command 

Older Alluvium 

0.127 

Non-command 

Older Alluvium 

1.904 

Non-command 

Older Alluvium 

8.247 

Non-command 

Older Alluvium 

1.331 

Command 

Older Alluvium 

0.726 

Non-command 

Older Alluvium 

1.452 

Command 

Older Alluvium 

0.242 

Non-command 

Older Alluvium 

1.556 

Non-command 

Older Alluvium 

0.559 

Non-command 

Older Alluvium 

0.071 

Non-command 

Older Alluvium 

0.204 

Non-command 

Quartzite 

0.875 

Non-command 

Slate 

0.963 

Non-command 

Older Alluvium 

0.327 

Non-command 

Quartzite 

0.502 

Non-command 

Older Alluvium 

0.081 

Non-command 

Quartzite 

1.365 

Non-command 

Slate 

0.069 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

200,000 

130,000 

120 

200,000 

130,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

200,000 

130,000 

120 

200,000 

130,000 

120 

200,000 

130,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

200,000 

130,000 

120 

90,000 

80,000 

120 

200,000 

130,000 

120 

200,000 

130,000 

120 

200,000 

130,000 

120 

200,000 

130,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

130,000 

90,000 

120 

200,000 

130,000 

120 

200,000 

130,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

200,000 

130,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

130,000 

90,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

200,000 

130,000 

120 

200,000 

130,000 

120 

200,000 

150,000 

120 

130,000 

110,000 

120 

130,000 

110,000 

120 

130,000 

110,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

130,000 

110,000 

120 

90,000 

70,000 

120 

130,000 

110,000 

120 

90,000 

70,000 

120 

100,000 

80,000 



0.016 

0.064 

0.019 

0.095 

0.016 

0.112 

0.062 

0.230 

0.016 

0.016 



0.065 

0.159 

0.029 

0.148 

0.048 

0.210 

0.094 

0.262 

0.011 

0.011 

0.022 

0.084 

0.248 

0.451 

0.010 

0.075 

0.010 

0.042 

0.109 

0.181 

0.016 

0.040 

0.072 

0.192 

0.264 

0.264 

0.013 

0.013 

0.040 

0.040 

0.101 

0.101 

0.109 

0.109 

0.132 

0.132 

0.134 

0.134 

0.013 

0.013 

0.143 

0.143 

0.010 

0.010 































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Barh Digawara 

0806001000898600 

0.359 

Fresh 

Barla 

0806001000903900 

1.196 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 



Bhankhari 

0806001000902700 

1.477 

Fresh 

Bhuleri 

0806001000915400 

4.088 

Fresh 

Buchpuri 

0806001000914400 

5.810 

Fresh 

Chandupura 

0806001000898500 

1.068 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Cheetos 

0806001000903500 

2.935 

Fresh 

Chhajurampura 

0806000700865400 

0.975 

Fresh 

Dabla Meena 

0806001000901900 

1.729 

Fresh 

Dabla Meo 

0806001000901800 

0.904 

Fresh 

Dangarwara 

0806001000904200 

4.435 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Firozpur Khalsa 

0806001000901300 

0.743 

Fresh 

Googrod 

0806001000901200 

1.831 

Fresh 

Gorakhpura 

0806001000902100 

1.270 

Fresh 

Goth 

0806001000910800 

2.789 

Fresh 

Govindpura 

0806001000903200 

1.129 

Fresh 

Hodaheli 

0806001000898900 

4.239 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Indrapura 

0806001000903300 

1.737 

Fresh 

Ishwana 

0806001000911800 

7.648 

Fresh 

Jamdoli 

0806001000915500 

17.615 

Fresh 

Jirawali 

0806001000902300 

0.517 

Fresh 

Kali Pahari 

0806001000903800 

3.680 

Fresh 

Kalyanpura 

0806001000902200 

0.895 

Fresh 

Kandoli 

0806001000902600 

1.111 

Fresh 

Karoth ( Rural) 

0806001000903000 

1.568 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.359 

Non-command 

Limestone 

0.236 

Non-command 

Older Alluvium 

0.922 

Non-command 

Older Alluvium 

1.724 

Non-command 

Quartzite 

0.000 

Non-command 

Older Alluvium 

1.477 

Non-command 

Quartzite 

0.247 

Non-command 

Quartzite 

0.227 

Non-command 

Older Alluvium 

0.501 

Non-command 

Quartzite 

0.566 

Non-command 

Older Alluvium 

2.933 

Non-command 

Older Alluvium 

0.975 

Non-command 

Older Alluvium 

1.693 

Non-command 

Older Alluvium 

0.657 

Non-command 

Limestone 

0.779 

Non-command 

Older Alluvium 

2.414 

Non-command 

Quartzite 

1.154 

Non-command 

Limestone 

0.914 

Non-command 

Older Alluvium 

0.230 

Non-command 

Older Alluvium 

4.803 

Non-command 

Quartzite 

1.771 

Non-command 

Limestone 

0.759 

Non-command 

Older Alluvium 

0.145 

Non-command 

Quartzite 

0.973 

Non-command 

Older Alluvium 

4.128 

Non-command 

Quartzite 

2.285 

Non-command 

Older Alluvium 

4.655 

Non-command 

Quartzite 

0.632 

Non-command 

Older Alluvium 

0.210 

Non-command 

Slate 

0.796 

Non-command 

Slate 

0.743 

Non-command 

Slate 

0.899 

Non-command 

Older Alluvium 

1.270 

Non-command 

Older Alluvium 

1.865 

Non-command 

Older Alluvium 

1.129 

Non-command 

Older Alluvium 

2.385 

Non-command 

Quartzite 

1.761 

Non-command 

Slate 

0.042 

Non-command 

Older Alluvium 

1.640 

Non-command 

Quartzite 

0.752 

Non-command 

Quartzite 

0.057 

Non-command 

Older Alluvium 

0.514 

Non-command 

Older Alluvium 

3.677 

Non-command 

Older Alluvium 

0.895 

Non-command 

Older Alluvium 

1.111 

Non-command 

Older Alluvium 

0.479 

Non-command 

Quartzite 

0.994 

Non-command 

Older Alluvium 

1.344 

Non-command 

Slate 

0.000 

Non-command 

Limestone 

0.115 

Non-command 

Older Alluvium 

1.083 

Non-command 

Older Alluvium 

3.129 

Non-command 

Quartzite 

1.809 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

130,000 

110,000 

120 

90,000 

70,000 

120 

130,000 

110,000 

120 

130,000 

110,000 

120 

90,000 

70,000 

120 

130,000 

110,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

130,000 

110,000 

120 

90,000 

70,000 

120 

130,000 

110,000 

120 

200,000 

150,000 

120 

130,000 

110,000 

120 

130,000 

110,000 

120 

90,000 

70,000 

120 

130,000 

110,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

130,000 

110,000 

120 

130,000 

110,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

130,000 

110,000 

120 

90,000 

70,000 

120 

130,000 

110,000 

120 

90,000 

70,000 

120 

130,000 

110,000 

120 

90,000 

70,000 

120 

130,000 

110,000 

120 

100,000 

70,000 

120 

100,000 

70,000 

120 

100,000 

80,000 

120 

130,000 

110,000 

120 

130,000 

110,000 

120 

130,000 

110,000 

120 

130,000 

110,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

130,000 

110,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

130,000 

110,000 

120 

130,000 

110,000 

120 

130,000 

110,000 

120 

130,000 

110,000 

120 

130,000 

110,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

130,000 

110,000 

120 

200,000 

150,000 

120 

120,000 

100,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.317 

0.317 

0.050 

0.050 

0.317 

0.317 

0.370 

0.370 

- 

- 

0.211 

0.211 

0.067 

0.079 

0.019 

0.031 



0.238 

0.238 

0.054 

0.198 

0.198 

0.198 

0.106 

0.106 

0.084 

0.084 

0.422 

0.422 

0.126 

0.126 

0.034 

0.034 

0.013 

0.013 

1.069 

1.069 

0.252 

0.252 

0.059 

0.059 

0.013 

0.013 

0.076 

0.076 



0.726 

0.726 

0.059 

0.059 

0.053 

0.053 

0.143 

0.143 

0.067 

0.067 

0.096 

0.096 

0.158 

0.158 

0.370 

0.370 

0.317 

0.317 

0.172 

0.172 

0.076 

0.076 


0.304 

0.304 

0.029 

0.053 


0.145 

0.145 

1.056 

1.056 

0.449 

0.449 

0.211 

0.211 

0.673 

0.673 

0.899 

0.899 

0.072 

0.072 

- 

- 

0.017 

0.017 

0.304 

0.304 

0.126 

0.294 

0.048 

0.106 










































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Rajgarh (M) 


Rajgarh (Rural) 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


6.444 Fresh Non-command 



Kothi Narayanpur 

0806001000902500 

0.919 

Fresh 

Kundroli 

0806001000904300 

1.486 

Fresh 


Non-command 


Non-command 



Machari 

0806001000911900 

18.385 

Fresh 

Madhogarh 

0806001000901500 

2.791 

Fresh 


Non-command 


Non-command 



Manpura 

0806001000900900 

1.217 

Fresh 

Moonpur 

0806001000902800 

1.929 

Fresh 

Morod Khurd 

0806001000899100 

0.860 

Fresh 

Murlipura 

0806001000902400 

0.774 

Fresh 

Nangal Ataldas 

0806001000911600 

0.136 

Fresh 

Nangal Dharmoo 

0806001000911400 

1.568 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Nayagaon Bolka 

0806001000903700 

2.293 

Fresh 

Odpur 

0806001000901600 

3.302 

Fresh 


Non-command 


Non-command 



Roopbas 

0806001000898300 

2.018 

Fresh 

Rundh Daulatpura 

0806001000910400 

0.066 

Fresh 

Rundh Umri Deori 

0806001000897900 

0.633 

Fresh 

Saloli 

0806001000914500 

4.097 

Fresh 

Shreenagar 

0806001000910600 

1.695 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


02001014 


Shri Chandpura 

0806001000904100 

1.181 

Fresh 

Sumel 

0806000700864000 

5.378 

Fresh 

Thana 

0806001000903100 

2.633 

Fresh 

Achalpuri 

0806000700863700 

3.177 

Fresh 

Anawara 

0806001000898200 

4.414 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bader 

0806000700862300 

9.430 

Fresh 

Bahali 

0806001000899000 

2.339 

Fresh 


Non-command 


Non-command 



Barh Bileta 

0806001000901100 

1.319 

Fresh 

Barkhera 

0806000700864100 

9.913 

Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Limestone 

0.030 

Non-command 

Older Alluvium 

0.442 

Non-command 

Quartzite 

0.030 

Non-command 

Older Alluvium 

0.919 

Non-command 

Limestone 

0.960 

Non-command 

Older Alluvium 

0.416 

Non-command 

Older Alluvium 

0.307 

Non-command 

Older Alluvium 

0.195 

Non-command 

Slate 

2.464 

Non-command 

Slate 

0.024 

Non-command 

Older Alluvium 

1.814 

Non-command 

Slate 

0.472 

Non-command 

Older Alluvium 

0.742 

Non-command 

Quartzite 

0.136 

Non-command 

Older Alluvium 

0.012 

Non-command 

Quartzite 

0.636 

Non-command 

Older Alluvium 

1.064 

Non-command 

Quartzite 

0.037 

Non-command 

Older Alluvium 

2.293 

Non-command 

Older Alluvium 

0.309 

Non-command 

Slate 

0.058 

Non-command 

Older Alluvium 

1.270 

Non-command 

Quartzite 

0.320 

Non-command 

Older Alluvium 

2.594 

Non-command 

Slate 

0.416 

Non-command 

Older Alluvium 

7.926 

Non-command 

Quartzite 

0.827 

Non-command 

Older Alluvium 

0.562 

Non-command 

Quartzite 

2.709 

Non-command 

Older Alluvium 

0.042 

Non-command 

Quartzite 

3.851 

Non-command 

Older Alluvium 

0.000 

Non-command 

Limestone 

0.064 

Non-command 

Quartzite 

0.050 

Non-command 

Quartzite 

0.026 

Non-command 

Older Alluvium 

0.721 

Non-command 

Quartzite 

0.973 

Non-command 

Older Alluvium 

1.181 

Non-command 

Older Alluvium 

1.116 

Non-command 

Older Alluvium 

2.633 

Non-command 

Older Alluvium 

1.621 

Non-command 

Older Alluvium 

2.921 

Non-command 

Quartzite 

1.235 

Non-command 

Quartzite 

1.102 

Non-command 

Quartzite 

0.225 

Non-command 

Slate 

0.072 

Non-command 

Older Alluvium 

12.008 

Non-command 

Quartzite 

0.040 

Non-command 

Older Alluvium 

0.082 

Non-command 

Quartzite 

0.329 

Non-command 

Slate 

1.190 

Non-command 

Older Alluvium 

8.531 

Non-command 

Quartzite 

1.382 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

130,000 

110,000 

120 

90,000 

70,000 

120 

130,000 

110,000 

120 

90,000 

70,000 

120 

130,000 

110,000 

120 

120,000 

100,000 

120 

130,000 

110,000 

120 

100,000 

70,000 

120 

100,000 

80,000 

120 

130,000 

110,000 

120 

100,000 

80,000 

120 

130,000 

110,000 

120 

90,000 

70,000 

120 

130,000 

110,000 

120 

90,000 

70,000 

120 

130,000 

110,000 

120 

90,000 

70,000 

120 

130,000 

110,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

130,000 

110,000 

120 

100,000 

70,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

130,000 

110,000 

120 

90,000 

70,000 

120 

130,000 

110,000 

120 

90,000 

70,000 

120 

130,000 

110,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

130,000 

110,000 

120 

90,000 

70,000 

120 

130,000 

110,000 

120 

200,000 

150,000 

120 

130,000 

110,000 

120 

200,000 

150,000 

120 

130,000 

110,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

200,000 

150,000 

120 

120,000 

100,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.330 

0.330 

0.092 

0.092 

0.066 

0.066 

0.024 

0.038 

0.013 

0.013 

0.084 

0.084 


0.779 

0.779 

0.288 

0.288 

0.145 

0.145 

0.126 

0.126 


0.109 

0.109 

0.185 

0.185 


0.422 

0.422 

0.036 

0.036 


0.144 

0.264 

0.024 

0.038 

0.370 

0.370 

0.042 

0.042 

0.684 

1.332 

0.048 

0.091 

0.264 

0.264 

0.790 

0.790 

0.026 

0.026 

1.420 

1.420 



0.053 

0.053 

0.042 

0.042 

0.277 

0.277 

0.180 

0.324 

0.343 

0.343 

0.090 

0.210 

0.634 

0.634 

0.168 

0.168 

0.036 

0.094 

0.025 

0.025 

0.008 

0.008 

0.918 

1.902 

- 

- 

0.036 

0.060 

0.084 

0.127 

0.192 

0.192 

1.152 

1.944 

0.120 

0.192 





















































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Beejawar 

0806000700863100 

11.680 

Fresh 

Bhadoli 

0806000700863500 

6.390 

Fresh 

Bhandodi 

0806000700863300 

1.797 

Fresh 

Bharkol 

0806000700864800 

5.943 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 



Boore Kalan 

0806001000899400 

1.309 

Fresh 

Boore Khurd 

0806001000899500 

1.566 

Fresh 

Chhilodi 

0806001000899600 

5.783 

Fresh 

Chomu 

0806000700862500 

6.350 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Dabli 

0806000700859900 

4.598 

Fresh 

Dhakpuri 

0806000700862700 

3.754 

Fresh 

Dhamred 

0806001000903600 

7.725 

Fresh 


Non-command 


Non-command 


Non-command 


Dubbi 

0806001000898400 

6.372 

Fresh 

Googrod 

0806001000901200 

1.831 

Fresh 

Goojar Bas 

0806000600841800 

3.779 

Fresh 

Haldeena 

0806000700861800 

12.455 

Fresh 

Jamalpur 

0806000700864300 

3.282 

Fresh 

Kairwari 

0806000700862000 

4.445 

Fresh 

Kali Pahari 

0806000700864900 

4.020 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kalsara 

0806000700863000 

8.027 

Fresh 

Kerwawal 

0806000700862400 

4.725 

Fresh 


Non-command 


Non-command 


Khareda 

0806000700863200 

4.322 

Fresh 

Kharkhara 

0806000700862200 

3.727 

Fresh 


Non-command 


Non-command 



Kherla 

0806000700865500 

4.955 

Fresh 

Kherli Pichnot 

0806000700863800 

9.656 

Fresh 

Kraska 

0806000700859600 

30.423 

Fresh 


Non-command 


Non-command 


Non-command 


Leeli 

0806000700862900 

7.190 

Fresh 

Mala Khera 

0806000700863900 

15.499 

Fresh 

Mirzapur 

0806000700862800 

2.223 

Fresh 

Morod Kalan 

0806001000899300 

9.763 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Morod Khurd 

0806001000899100 

0.860 

Fresh 

Mouriya 

0806000700865000 

2.120 

Fresh 


Non-command 


Non-command 


Mundiya 

0806000700864200 

1.769 

Fresh 

Naithla 

0806000700857100 

7.921 

Fresh 

Nangal Todiyar 

0806000700864600 

4.788 

Fresh 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

8.278 

Non-command 

Older Alluvium 

6.390 

Non-command 

Older Alluvium 

0.007 

Non-command 

Older Alluvium 

0.117 

Non-command 

Quartzite 

0.655 

Non-command 

Older Alluvium 

2.723 

Non-command 

Quartzite 

0.335 

Non-command 

Older Alluvium 

1.083 

Non-command 

Quartzite 

0.621 

Non-command 

Slate 

0.216 

Non-command 

Quartzite 

0.007 

Non-command 

Quartzite 

0.582 

Non-command 

Quartzite 

0.068 

Non-command 

Older Alluvium 

5.476 

Non-command 

Quartzite 

0.668 

Non-command 

Quartzite 

0.342 

Non-command 

Older Alluvium 

3.754 

Non-command 

Older Alluvium 

0.079 

Non-command 

Quartzite 

0.516 

Non-command 

Older Alluvium 

1.085 

Non-command 

Slate 

0.072 

Non-command 

Older Alluvium 

0.774 

Non-command 

Older Alluvium 

5.318 

Non-command 

Older Alluvium 

3.282 

Non-command 

Older Alluvium 

4.445 

Non-command 

Older Alluvium 

1.039 

Non-command 

Quartzite 

1.378 

Non-command 

Older Alluvium 

1.073 

Non-command 

Older Alluvium 

2.664 

Non-command 

Quartzite 

1.980 

Non-command 

Older Alluvium 

3.069 

Non-command 

Older Alluvium 

0.450 

Non-command 

Quartzite 

3.128 

Non-command 

Older Alluvium 

0.293 

Non-command 

Quartzite 

0.624 

Non-command 

Slate 

1.828 

Non-command 

Quartzite 

0.017 

Non-command 

Older Alluvium 

9.656 

Non-command 

Quartzite 

10.743 

Non-command 

Slate 

1.456 

Non-command 

Older Alluvium 

6.488 

Non-command 

Older Alluvium 

15.499 

Non-command 

Older Alluvium 

2.223 

Non-command 

Older Alluvium 

6.910 

Non-command 

Quartzite 

2.046 

Non-command 

Slate 

0.463 

Non-command 

Slate 

0.389 

Non-command 

Older Alluvium 

0.000 

Non-command 

Quartzite 

2.030 

Non-command 

Older Alluvium 

1.769 

Non-command 

Older Alluvium 

1.291 

Non-command 

Older Alluvium 

0.082 

Non-command 

Quartzite 

1.479 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

200,000 

150,000 

120 

130,000 

110,000 

120 

90,000 

70,000 

120 

130,000 

110,000 

120 

100,000 

80,000 

120 

130,000 

100,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

120,000 

100,000 



Tube Wells with 
Wells Pumpset 





MCM 

MCM 

(15) 

(16) 

0.882 

1.650 

0.288 

0.432 

- 

- 

0.018 

0.018 

0.060 

0.103 

0.252 

0.732 

0.024 

0.053 

0.108 

0.108 

0.048 

0.048 

0.019 

0.019 

- 

- 

0.096 

0.096 

0.010 

0.010 

0.180 

1.428 

0.012 

0.112 


0.162 

0.810 

0.013 

0.013 

0.076 

0.076 

0.172 

0.172 

0.010 

0.010 

0.060 

0.169 

0.234 

0.882 

0.288 

0.744 

0.090 

0.954 

0.054 

0.126 

0.048 

0.106 

0.126 

0.150 

0.108 

0.684 

0.060 

0.319 

0.288 

0.768 

0.018 

0.162 

0.072 

0.634 

0.048 

0.048 

0.086 

0.086 

0.259 

0.259 



0.846 

2.190 

1.548 

2.772 

0.216 

0.624 

0.312 

0.312 

0.077 

0.077 

0.019 

0.019 

0.230 

0.230 

- 

- 

0.120 

0.379 

0.180 

0.468 

0.036 

0.108 

- 

0.024 

0.048 

0.278 




































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 



10001001 


Peela Dhawa 


Poonkhar 


Pratappura 



Prithvipura 


Ratangarh 


Roopbas 


Rundh Baleta 


Rundh Kraska 


Rundh Kushalgarh 


Rundh Nadoo 


Rundh Umri Deori 


Satana 


Sukola 


Sumel 


Thonsra 


Umri Deori 


Adahaldoo 


0806000700862600 


0806000700863600 


0806001000898000 


2.141 Fresh 


12.827 Fresh 


3.195 Fresh 


Non-command 


Non-command 


Non-command 



0806000700860000 


0806000700865200 


0806001000898300 


0806000700859700 


0806000700859500 


0806000700859400 


0806001000895500 


0806001000897900 


0806000700865100 


06900001 


0806000700864000 


0806001000898100 


0806001000897800 


0826000403137600 


16.074 Fresh 


3.157 Fresh 


2.018 Fresh 


57.581 Fresh 


13.244 Fresh 


4.838 Fresh 


0.216 Fresh 


0.633 Fresh 


3.670 Fresh 


9.352 Fresh 


5.378 Fresh 


1.084 Fresh 


1.147 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

4.553 

Non-command 

Older Alluvium 

0.702 

Non-command 

Quartzite 

0.550 

Non-command 

Older Alluvium 

0.048 

Non-command 

Quartzite 

0.006 

Non-command 

Older Alluvium 

2.141 

Non-command 

Older Alluvium 

4.074 

Non-command 

Older Alluvium 

2.808 

Non-command 

Quartzite 

0.387 

Non-command 

Older Alluvium 

0.308 

Non-command 

Quartzite 

0.392 

Non-command 

Older Alluvium 

2.378 

Non-command 

Quartzite 

0.779 

Non-command 

Older Alluvium 

2.018 

Non-command 

Older Alluvium 

0.381 

Non-command 

Quartzite 

30.949 

Non-command 

Quartzite 

0.925 

Non-command 

Quartzite 

0.040 

Non-command 

Quartzite 

0.006 

Non-command 

Quartzite 

0.164 

Non-command 

Older Alluvium 

0.690 

Non-command 

Quartzite 

2.979 

Non-command 

Quartzite 

5.955 

Non-command 

Older Alluvium 

4.262 

Non-command 

Older Alluvium 

0.689 

Non-command 

Quartzite 

0.395 

Non-command 

Quartzite 

0.395 


with 

Pumpset 


River Basin 


Sub Basin: 


: Sabarmati 


Sabarmati 


Non-command 



Non-command 

Phyllite & Schist 

1.663 

Non-command 

Quartzite 

0.237 

Non-command 

Phyllite & Schist 

0.976 

Non-command 

Quartzite 

1.012 

Non-command 

Phyllite & Schist 

4.909 

Non-command 

Quartzite 

8.517 

Non-command 

Phyllite & Schist 

7.241 

Non-command 

Quartzite 

4.642 

Non-command 

Phyllite & Schist 

0.635 

Non-command 

Quartzite 

3.664 

Non-command 

Phyllite & Schist 

0.410 

Non-command 

Phyllite & Schist 

1.063 

Non-command 

Quartzite 

0.448 

Non-command 

Phyllite & Schist 

0.557 

Non-command 

Quartzite 

2.280 

Non-command 

Phyllite & Schist 

1.727 

Non-command 

Phyllite & Schist 

0.520 

Non-command 

Quartzite 

1.631 

Non-command 

Phyllite & Schist 

1.345 

Non-command 

Phyllite & Schist 

6.552 

Non-command 

Phyllite & Schist 

0.988 

Non-command 

Quartzite 

0.058 

Non-command 

Phyllite & Schist 

1.770 

Non-command 

Quartzite 

2.244 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

130,000 

110,000 

120 

90,000 

70,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

130,000 

110,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

200,000 

150,000 

120 

130,000 

110,000 

120 

90,000 

70,000 

120 

90,000 

70,000 



120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

50,000 

30,000 


Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.162 

0.930 

0.072 

0.144 

0.036 

0.065 

- 

0.024 

- 

- 

0.036 

0.660 

0.360 

0.696 

0.436 

0.436 

0.042 

0.042 

0.036 

0.060 

0.024 

0.038 

0.108 

0.300 

0.024 

0.053 

0.396 

0.396 



0.008 

0.008 

0.018 

0.066 

0.048 

0.163 

0.132 

0.132 

0.702 

1.230 

0.106 

0.106 

0.034 

0.034 

0.042 

0.042 



0.036 

0.036 

0.025 

0.025 







































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Katvi 

0826001003267800 

9.537 

Fresh 

Kawel 

0826000403138600 

10.229 

Fresh 

Lathooni 

0826000403139100 

5.810 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 



Manasi 

0826000303113900 

17.191 

Fresh 

Mandwa 

0826000403137400 

9.024 

Fresh 

Sandawara 

0826000403138100 

0.993 

Fresh 


Non-command 


Non-command 


Non-command 



Som 

0826000403139200 

18.547 

Fresh 

Tindori 

0826000403138500 

9.176 

Fresh 


Non-command 


Non-command 


10001002 


Umra 

0826001003264900 

10.342 

Fresh 

Amba 

0826000303113800 

10.545 

Fresh 

Ambadeh 

0826000303111300 

9.175 

Fresh 

Amri 

0826000303113000 

4.039 

Fresh 

Asawara 

0826000303114100 

14.085 

Fresh 

Bali Charni 

0826000303111900 

3.781 

Fresh 

Bao Veeran 

0826000303113700 

7.847 

Fresh 

Bera Dhar 

0826000303114300 

13.682 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bheem Talai 

0826000303113400 

5.473 

Fresh 

Bhoori Dhebar 

0826000303112700 

6.228 

Fresh 

Boti Khurd 

0826000303110500 

3.899 

Fresh 

Buriya 

0826000303112600 

5.818 

Fresh 

Chariya 

0826000303112300 

2.871 

Fresh 

Cheekhla 

0826000303112100 

1.518 

Fresh 

Cheekhli 

0826000303112500 

3.589 

Fresh 

Dehri 

0826000303111600 

5.447 

Fresh 

Dheeya 

0826000303114600 

3.966 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Dotar 

0826000303114400 

3.547 

Fresh 

Ghoramari 

0826000303111500 

1.959 

Fresh 

Godalwara 

0826000303110400 

2.714 

Fresh 

Gura 

0826000303112000 

2.865 

Fresh 

Hansreta 

0826000303113500 

3.831 

Fresh 

Jher 

0826000303114700 

13.494 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Khokhra 

0826000303114500 

7.196 

Fresh 

Koldara 

0826000303113600 

4.438 

Fresh 

Lohari 

0826000303111200 

17.942 

Fresh 

Loona 

0826000303112800 

5.369 

Fresh 

Lunk 

0826000303110700 

4.163 

Fresh 

Mahad 

0826000303113100 

6.074 

Fresh 

Mahari 

0826000303110600 

19.819 

Fresh 

Mamer 

0826000303113200 

21.163 

Fresh 

Manasi 

0826000303113900 

17.191 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

7.092 

Non-command 

Quartzite 

6.475 

Non-command 

Phyllite & Schist 

1.269 

Non-command 

Quartzite 

0.508 

Non-command 

Phyllite & Schist 

3.814 

Non-command 

Quartzite 

1.487 

Non-command 

Phyllite & Schist 

0.145 

Non-command 

Phyllite & Schist 

0.511 

Non-command 

Phyllite & Schist 

0.057 

Non-command 

Quartzite 

0.820 

Non-command 

Phyllite & Schist 

11.658 

Non-command 

Quartzite 

1.132 

Non-command 

Phyllite & Schist 

0.820 

Non-command 

Phyllite & Schist 

2.002 

Non-command 

Quartzite 

0.605 

Non-command 

Phyllite & Schist 

4.473 

Non-command 

Phyllite & Schist 

2.951 

Non-command 

Phyllite & Schist 

1.937 

Non-command 

Phyllite & Schist 

3.679 

Non-command 

Phyllite & Schist 

9.334 

Non-command 

Phyllite & Schist 

3.781 

Non-command 

Phyllite & Schist 

4.782 

Non-command 

Phyllite & Schist 

3.550 

Non-command 

Quartzite 

2.144 

Non-command 

Phyllite & Schist 

4.811 

Non-command 

Phyllite & Schist 

6.143 

Non-command 

Phyllite & Schist 

0.035 

Non-command 

Phyllite & Schist 

5.818 

Non-command 

Phyllite & Schist 

2.871 

Non-command 

Phyllite & Schist 

1.518 

Non-command 

Phyllite & Schist 

3.589 

Non-command 

Phyllite & Schist 

5.289 

Non-command 

Phyllite & Schist 

1.244 

Non-command 

Quartzite 

0.075 

Non-command 

Phyllite & Schist 

2.403 

Non-command 

Phyllite & Schist 

1.954 

Non-command 

Phyllite & Schist 

0.040 

Non-command 

Phyllite & Schist 

2.786 

Non-command 

Phyllite & Schist 

2.521 

Non-command 

Phyllite & Schist 

2.374 

Non-command 

Quartzite 

2.471 

Non-command 

Phyllite & Schist 

0.848 

Non-command 

Quartzite 

0.961 

Non-command 

Phyllite & Schist 

5.265 

Non-command 

Phyllite & Schist 

2.725 

Non-command 

Phyllite & Schist 

0.406 

Non-command 

Phyllite & Schist 

5.194 

Non-command 

Phyllite & Schist 

4.017 

Non-command 

Phyllite & Schist 

5.245 

Non-command 

Phyllite & Schist 

15.035 

Non-command 

Phyllite & Schist 

18.020 

Non-command 

Phyllite & Schist 

1.102 

Non-command 

Quartzite 

0.802 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

90,000 

70,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

50,000 

30,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

50,000 

30,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

50,000 

30,000 

120 

70,000 

60,000 

120 

50,000 

30,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

50,000 

30,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.050 


0.101 


0.012 


0.007 


0.024 


0.007 


0.007 




0.022 

0.056 

0.024 

0.024 



0.030 

0.047 

0.014 

0.014 

0.025 

0.025 

0.223 

0.223 

0.022 

0.022 

0.108 

0.108 

0.072 

0.072 

0.029 

0.029 


0.072 

0.072 

0.025 

0.025 

0.029 

0.029 

0.122 

0.122 


0.252 

0.252 

0.043 

0.043 

0.036 

0.036 

0.158 

0.158 

0.029 

0.029 

0.050 

0.050 

- 

- 

0.309 

0.309 

0.050 

0.050 

- 

- 

0.216 

0.216 

0.029 

0.029 

0.050 

0.050 

0.025 

0.025 

0.072 

0.072 

0.043 

0.043 

0.086 

0.086 

0.036 

0.036 

0.007 

0.007 

0.079 

0.079 

0.086 

0.086 

0.396 

0.396 

0.360 

0.360 

0.583 

0.583 

0.043 

0.043 

0.014 

0.014 








































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Mandwal 

0826000303112400 

5.224 

Fresh 

Meri 

0826000303111400 

7.798 

Fresh 

Morchhuchha 

0826000303112900 

1.942 

Fresh 

Nakola 

0826000303113300 

8.230 

Fresh 

Nal 

0826000303110900 

10.571 

Fresh 

Poptali 

0826000303110300 

7.481 

Fresh 

Raj pur 

0826000303111800 

1.530 

Fresh 

Sara 

0826000303110800 

15.770 

Fresh 

Sawan Ka Kyara 

0826000303111700 

9.445 

Fresh 

Shishviya 

0826000303111000 

4.290 

Fresh 

Sura 

0826000303114000 

5.659 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


10001003 


10001004 


Umariya 

0826000303111100 

10.139 

Fresh 

Wasela 

0826000303112200 

4.843 

Fresh 

Bosa 

0819000402375300 

13.651 

Fresh 

Jamboori 

0819000402375400 

9.131 

Fresh 

Meen 

0819000402375800 

16.103 

Fresh 

Taleti 

0819000402375900 

8.071 

Fresh 

Bekariya 

0826000303089900 

20.617 

Saline 

Bekariya War 

0826000303099900 

7.142 

Saline 



Gara 

0826000303099400 

7.564 

Saline 

Ghata 

0826000303089700 

8.098 

Saline 



Jhari Roin 

0826000303090600 

3.756 

Saline 

Kaleem 

0826000303091400 

2.526 

Saline 

Kali Doongri 

0826000303090500 

2.446 

Saline 


Kara 

0826000303097700 

7.111 

Saline 

Kham 

0826000303097600 

8.729 

Saline 


Khuna 

0826000303099300 

16.801 

Saline 

Majra Sai 

0826000303090700 

0.676 

Saline 

Malwiya 

0826000303097300 

3.321 

Saline 


Merpur 

0826000303097400 

1.532 

Saline 

Moriya Khuna 

0826000303097100 

33.597 

Saline 



Paoti Khurd 

0826000303091300 

0.871 

Saline 

Peepalmal 

0826000303091500 

16.703 

Saline 

Peepla 

0826000303091100 

11.071 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


ine Non-command 


ine Non-command 



ine Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

5.224 

Non-command 

Phyllite & Schist 

6.962 

Non-command 

Phyllite & Schist 

1.942 

Non-command 

Phyllite & Schist 

6.636 

Non-command 

Phyllite & Schist 

8.386 

Non-command 

Phyllite & Schist 

0.025 

Non-command 

Phyllite & Schist 

1.470 

Non-command 

Phyllite & Schist 

13.550 

Non-command 

Phyllite & Schist 

6.957 

Non-command 

Phyllite & Schist 

0.100 

Non-command 

Phyllite & Schist 

2.668 

Non-command 

Quartzite 

0.307 

Non-command 

Phyllite & Schist 

0.097 

Non-command 

Phyllite & Schist 

4.776 

Non-command 

Gneisses 

4.547 

Non-command 

Gneisses 

6.286 

Non-command 

Gneisses 

4.590 

Non-command 

Gneisses 

6.732 

Non-command 

Phyllite & Schist 

0.342 

Non-command 

Erinpura Granite 

1.431 

Non-command 

Phyllite & Schist 

1.051 

Non-command 

Erinpura Granite 

1.896 

Non-command 

Phyllite & Schist 

1.067 

Non-command 

Erinpura Granite 

1.778 

Non-command 

Phyllite & Schist 

3.586 

Non-command 

Erinpura Granite 

1.851 

Non-command 

Phyllite & Schist 

0.071 

Non-command 

Phyllite & Schist 

1.586 

Non-command 

Erinpura Granite 

0.711 

Non-command 

Phyllite & Schist 

0.263 

Non-command 

Erinpura Granite 

0.506 

Non-command 

Phyllite & Schist 

0.557 

Non-command 

Erinpura Granite 

3.152 

Non-command 

Phyllite & Schist 

4.099 

Non-command 

Phyllite & Schist 

2.865 

Non-command 

Erinpura Granite 

1.765 

Non-command 

Erinpura Granite 

0.224 

Non-command 

Phyllite & Schist 

1.802 

Non-command 

Phyllite & Schist 

3.399 

Non-command 

Erinpura Granite 

1.030 

Non-command 

Phyllite & Schist 

6.413 

Non-command 

Phyllite & Schist 

1.096 

Non-command 

Phyllite & Schist 

0.636 

Non-command 

Erinpura Granite 

1.174 

Non-command 

Phyllite & Schist 

1.845 

Non-command 

Erinpura Granite 

1.220 

Non-command 

Erinpura Granite 

7.951 

Non-command 

Phyllite & Schist 

6.411 

Non-command 

Erinpura Granite 

0.148 

Non-command 

Phyllite & Schist 

0.035 

Non-command 

Erinpura Granite 

0.229 

Non-command 

Phyllite & Schist 

2.357 

Non-command 

Erinpura Granite 

3.290 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

50,000 

30,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

50,000 

30,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

20,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

20,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

20,000 



MCM 

MCM 

(15) 

(16) 

0.346 

0.346 

0.072 

0.072 

0.137 

0.137 

0.043 

0.043 

0.058 

0.058 

- 

- 

0.058 

0.058 

0.223 

0.223 

0.079 

0.079 


0.187 

0.187 

0.011 

0.011 


0.245 

0.245 

0.050 

0.050 

0.115 

0.115 

0.115 

0.115 

0.223 

0.223 


0.002 

0.002 

0.004 

0.004 



0.002 

0.002 

0.007 

0.007 

0.002 

0.002 


0.004 

0.004 

0.002 

0.002 


0.002 

0.002 

0.004 

0.004 


0.004 

0.004 

0.011 

0.011 



0.014 

0.014 

0.007 

0.007 

0.002 

0.002 

0.011 

0.011 

0.004 

0.004 

0.004 

0.004 

0.002 

0.002 

0.007 

0.007 

0.002 

0.002 

0.005 

0.005 

0.004 

0.004 








































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 



10001005 


Raya 

0826000303090400 

1.602 

Saline 

Sai Kalan 

0826000303090300 

5.550 

Saline 

Sala Ghati 

0826000303097000 

23.236 

Saline 

Samarmal 

0826000303091200 

2.343 

Saline 

Samoli 

0826000303099000 

10.807 

Saline 

Teensara 

0826000303100500 

4.693 

Saline 

Tepur 

0826000303096900 

32.834 

Saline 


Tiloi 


Torna 


Adiseri 


Chhapariya 


Dhadhmata 


Goriya 


Kala Khetar 


Khajooriya 


Kodarmal 


Koliya 


Kyara 


Mahula 


Mandwa 


0826000303097500 


0826000303099700 


0826000303103400 




3.871 Saline Non-command 


112.450 Saline Non-command 


31.415 Fresh Non-command 


Saline Non-command 


Bagawat 

0826000303107300 

7.747 

Fresh 

Barchha 

0826000303106700 

1.933 

Fresh 

Bekariya War 

0826000303099900 

7.142 

Saline 


Bera Katar 

0826000303107400 

10.704 

Fresh 

Bikarni 

0826000303102900 

3.213 

Saline 

Chak Sandmariya 

0826000303106900 

3.046 

Fresh 

Chhapar 

0826000303102700 

3.243 

Fresh 



0826000303102800 

2.754 

0826000303106800 

5.992 

0826000303103100 

2.903 



Saline Non-command 


Saline Non-command 


2.311 Saline Non-command 



Jura 

0826000303103600 

3.349 

Saline 

Kagwas 

0826000303102400 

11.139 

Fresh 




0826000303103300 


0826000303102300 


0826000303102500 


0826000303107200 


0826000303100400 


0826000303100200 


0826000303100600 


4.379 Fresh Non-command 


1.721 Fresh Non-command 


6.519 Fresh Non-command 


6.041 Fresh Non-command 


7.428 Saline Non-command 


3.309 Saline Non-command 


17.331 Fresh Non-command 


Saline Non-command 



Nal Sandmariya 

0826000303107100 

4.531 

Fresh 

Naya Was 

0826000303107500 

14.830 

Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

4.851 

Non-command 

Phyllite & Schist 

1.434 

Non-command 

Phyllite & Schist 

0.015 

Non-command 

Phyllite & Schist 

0.762 

Non-command 

Erinpura Granite 

1.472 

Non-command 

Phyllite & Schist 

0.030 

Non-command 

Phyllite & Schist 

0.309 

Non-command 

Erinpura Granite 

0.003 

Non-command 

Phyllite & Schist 

12.601 

Non-command 

Erinpura Granite 

2.504 

Non-command 

Phyllite & Schist 

0.527 

Non-command 

Erinpura Granite 

4.485 

Non-command 

Phyllite & Schist 

21.183 

Non-command 

Erinpura Granite 

1.541 

Non-command 

Phyllite & Schist 

6.257 

Non-command 

Erinpura Granite 

2.652 

Non-command 

Phyllite & Schist 

1.975 

Non-command 

Phyllite & Schist 

7.581 

Non-command 

Phyllite & Schist 

0.149 

Non-command 

Erinpura Granite 

2.724 

Non-command 

Phyllite & Schist 

1.295 

Non-command 

Phyllite & Schist 

10.642 

Non-command 

Erinpura Granite 

2.479 

Non-command 

Phyllite & Schist 

2.304 

Non-command 

Erinpura Granite 

0.700 

Non-command 

Phyllite & Schist 

0.334 

Non-command 

Erinpura Granite 

1.968 

Non-command 

Erinpura Granite 

2.513 

Non-command 

Phyllite & Schist 

4.686 

Non-command 

Erinpura Granite 

0.197 

Non-command 

Erinpura Granite 

2.506 

Non-command 

Erinpura Granite 

0.146 

Non-command 

Phyllite & Schist 

1.508 

Non-command 

Phyllite & Schist 

0.270 

Non-command 

Erinpura Granite 

2.923 

Non-command 

Phyllite & Schist 

3.096 

Non-command 

Erinpura Granite 

4.106 

Non-command 

Phyllite & Schist 

0.273 

Non-command 

Erinpura Granite 

0.948 

Non-command 

Phyllite & Schist 

0.503 

Non-command 

Erinpura Granite 

1.786 

Non-command 

Phyllite & Schist 

0.221 

Non-command 

Erinpura Granite 

0.404 

Non-command 

Phyllite & Schist 

2.803 

Non-command 

Erinpura Granite 

7.028 

Non-command 

Phyllite & Schist 

0.139 

Non-command 

Erinpura Granite 

2.878 

Non-command 

Phyllite & Schist 

0.170 

Non-command 

Erinpura Granite 

0.316 

Non-command 

Erinpura Granite 

1.799 

Non-command 

Phyllite & Schist 

1.008 

Non-command 

Phyllite & Schist 

4.316 

Non-command 

Phyllite & Schist 

13.219 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

70,000 

60,000 

120 

50,000 

20,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

50,000 

20,000 

120 

50,000 

20,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

50,000 

20,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

70,000 

60,000 

120 

70,000 

60,000 



0.004 

0.004 

0.007 

0.007 

0.004 

0.004 



0.043 

0.043 

0.007 

0.007 

0.007 

0.007 

0.004 

0.004 

0.166 

0.166 

0.026 

0.026 

0.014 

0.014 

0.006 

0.006 


0.007 

0.007 

0.014 

0.014 

0.022 

0.022 

0.006 

0.006 

0.014 

0.014 


0.011 

0.011 

0.004 

0.004 

0.030 

0.030 

0.036 

0.036 

0.024 

0.024 


0.006 

0.006 

0.007 

0.007 

0.030 

0.030 

0.007 

0.007 

0.012 

0.012 

0.079 

0.079 

0.036 

0.036 



0.006 

0.006 

0.017 

0.017 

0.014 

0.014 

0.007 

0.007 

0.302 

0.302 





































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Ranora 


Rujiya Khuna 



Samoli 


Sandmariya 


Seermi Tankri 


Sondraf 


Soobri Ki Nal 


Sulao 


Baniya Wer 


Bankawas 


Barawali 


Bekariya 


Biliya 


Bishma 


Bosi 


Chak Bhamti 


Chak Peepalmal 


Chak Peepli Khuna 


Chambua 


Champa Ki Nal 


Chana Ki Umar 


Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 



Census Code 

Area 


sq.km 

(3) 

(4) 

0826000303102600 

1.482 



0826000303100300 

2.665 

0826000303103200 

1.960 




0826000303099000 

10.807 

0826000303107000 

14.444 

0826000303103000 

3.155 

0826000303107600 

8.613 

0826000303106500 

0.352 

0826000303100000 

5.160 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Tandla 

0826000303103700 

1.002 

Saline 

Teensara 

0826000303100500 

4.693 

Saline 


9.203 Fresh Non-command 



0826000303085900 

3.764 

Fresh 

0826000303087600 

1.032 

Saline 

0826000303088300 

8.771 

Saline 

0826000203075500 

1.168 

Fresh 

0826000303089900 

20.617 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


0826000303087800 



Bharel 

0826000303086500 

5.409 

Saline 

Bheemana 

0820000902482400 

48.204 

Saline 

Bhootwar 

0826000303085500 

5.921 

Saline 


0826000303087200 

0.557 

0826000203074400 

2.143 

0826000303085400 

0.626 

0826000303090900 

1.086 

0826000303091600 

3.351 

0826000303086700 

0.072 

0826000303086100 

4.653 



0826000303084400 

8.474 

0826000303087700 

3.876 


4.015 Saline Non-command 


0.771 Saline Non-command 


3.058 Saline Non-command 


3.470 Saline Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Sub Basin: 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Erinpura Granite 

0.188 

Non-command 

Phyllite & Schist 

1.294 

Non-command 

Erinpura Granite 

2.346 

Non-command 

Erinpura Granite 

1.831 

Non-command 

Erinpura Granite 

0.129 

Non-command 

Phyllite & Schist 

0.266 

Non-command 

Phyllite & Schist 

5.688 

Non-command 

Erinpura Granite 

3.053 

Non-command 

Phyllite & Schist 

4.546 

Non-command 

Phyllite & Schist 

0.001 

Non-command 

Erinpura Granite 

4.737 

Non-command 

Phyllite & Schist 

0.299 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Erinpura Granite 

1.113 

Non-command 

Phyllite & Schist 

1.743 

Non-command 

Erinpura Granite 

0.393 

Non-command 

Phyllite & Schist 

3.948 

Non-command 

Erinpura Granite 

1.765 

Non-command 

Phyllite & Schist 

7.793 


with 

Pumpset 


Non-command 

Erinpura Granite 

0.209 

Non-command 

Erinpura Granite 

2.369 

Non-command 

Phyllite & Schist 

2.151 

Non-command 

Erinpura Granite 

0.002 

Non-command 

Phyllite & Schist 

2.431 

Non-command 

Phyllite & Schist 

3.362 

Non-command 

Erinpura Granite 

0.855 

Non-command 

Erinpura Granite 

8.177 

Non-command 

Phyllite & Schist 

1.135 

Non-command 

Erinpura Granite 

15.896 

Non-command 

Phyllite & Schist 

3.146 

Non-command 

Erinpura Granite 

2.726 

Non-command 

Phyllite & Schist 

0.140 

Non-command 

Erinpura Granite 

0.594 

Non-command 

Phyllite & Schist 

0.122 

Non-command 

Erinpura Granite 

1.114 

Non-command 

Phyllite & Schist 

0.440 

Non-command 

Erinpura Granite 

1.034 

Non-command 

Phyllite & Schist 

0.667 

Non-command 

Erinpura Granite 

3.854 

Non-command 

Phyllite & Schist 

1.110 

Non-command 

Erinpura Granite 

5.500 

Non-command 

Phyllite & Schist 

0.080 

Non-command 

Erinpura Granite 

0.550 

Non-command 

Phyllite & Schist 

0.004 

Non-command 

Erinpura Granite 

0.520 

Non-command 

Erinpura Granite 

1.025 

Non-command 

Phyllite & Schist 

0.825 

Non-command 

Erinpura Granite 

0.072 

Non-command 

Erinpura Granite 

0.641 

Non-command 

Erinpura Granite 

3.337 

Non-command 

Phyllite & Schist 

0.929 

Non-command 

Erinpura Granite 

0.169 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

50,000 

20,000 

120 

70,000 

50,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

70,000 

60,000 

120 

50,000 

20,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

50,000 

20,000 

120 

50,000 

30,000 


120 

70,000 

50,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

100,000 

80,000 

120 

60,000 

50,000 

120 

70,000 

60,000 

120 

50,000 

20,000 

120 

50,000 

20,000 

120 

60,000 

50,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

20,000 

120 

70,000 

50,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

20,000 

120 

60,000 

50,000 

120 

50,000 

20,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

20,000 

120 

70,000 

50,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

20,000 



0.014 

0.014 

0.017 

0.017 

0.024 

0.024 


0.004 

0.004 

0.029 

0.029 

0.007 

0.007 

0.036 

0.036 


0.034 

0.034 

0.004 

0.004 

- 

- 

0.002 

0.002 

0.007 

0.007 

0.012 

0.012 

0.115 

0.115 



0.024 

0.024 

0.007 

0.007 


0.002 

0.002 

0.138 

0.138 

0.014 

0.014 

0.004 

0.004 

0.007 

0.007 



0.002 

0.002 

0.042 

0.042 




























































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Chilarwa 


Dang 


Forest Area 


Ghani Ka Khet 


Ghata 


Kana Ka Bar 


Kara 


Karech 


Type of Area (Command / N< 
command) 




0826000303089100 

0.672 

0826000303087300 

4.188 

0826000926900003 

42.718 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


9.131 Non-command 




0826000303088800 


0826000303089700 


Saline Non-command 


1.237 Saline Non-command 


8.098 Saline Non-command 



Hanyla 

0826000203074600 

3.530 

Fresh 

Hernia Thala 

0826000303088600 

5.057 

Saline 

Heral Kalan 

0826000303087500 

2.536 

Saline 

Heral Khurd 

0826000303087400 

0.732 

Saline 

Jalora 

0826000303084900 

2.682 

Saline 

Jar Ka Khadra 

0826000303087100 

5.804 

Saline 

Jhalra 

0826000303091700 

4.061 

Saline 

Kali Bor 

0826000303090800 

1.566 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0826000303089600 

3.267 

0826000303097700 

7.111 

0826000203074800 

20.218 




Khila 

0826000303088000 

3.390 

Saline 

Khokhariya Ki Nal 

0826000303089000 

1.825 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kodaliya 

0826000303084600 

2.154 

Saline 

Kundalawas 

0826000203075400 

3.465 

Fresh 

Loharcha 

0826000303090000 

9.930 

Saline 


Non-command 


Non-command 


Non-command 


Malwa Ka Chora 

0826000303087000 

8.609 

Saline 

Mewaron Ka Math 

0826000303085200 

7.924 

Saline 




Padrara 

0826000203074500 

8.872 

Fresh 

Palan 

0826000203075100 

5.281 

Fresh 

Palchha 

0826000303089400 

7.382 

Saline 


11.949 Saline Non-command 


Non-command 


Non-command 


Non-command 


Palidana 

0826000203075800 

5.776 

Fresh 

Pandi Bor 

0826000303091000 

4.421 

Saline 


Non-command 


Non-command 


Paniyali 

0826000303089300 

0.571 

Saline 

Paoti Kalan 

0826000303088700 

6.319 

Saline 

Paoti Khurd 

0826000303091300 

0.871 

Saline 

Peepaldari 

0826000303085000 

0.593 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

0.172 

Non-command 

Phyllite & Schist 

4.796 

Non-command 

Phyllite & Schist 

0.027 

Non-command 

Phyllite & Schist 

0.371 

Non-command 

Erinpura Granite 

4.007 

Non-command 

Erinpura Granite 

8.316 

Non-command 

Phyllite & Schist 

7.817 

Non-command 

Erinpura Granite 

2.073 

Non-command 

Phyllite & Schist 

2.355 

Non-command 

Erinpura Granite 

1.729 

Non-command 

Erinpura Granite 

1.155 

Non-command 

Erinpura Granite 

5.211 

Non-command 

Phyllite & Schist 

0.604 

Non-command 

Erinpura Granite 

15.002 

Non-command 

Phyllite & Schist 

0.053 

Non-command 

Phyllite & Schist 

2.992 

Non-command 

Erinpura Granite 

4.721 

Non-command 

Erinpura Granite 

1.779 

Non-command 

Erinpura Granite 

0.647 

Non-command 

Phyllite & Schist 

0.113 

Non-command 

Erinpura Granite 

5.186 

Non-command 

Phyllite & Schist 

0.356 

Non-command 

Erinpura Granite 

0.831 

Non-command 

Phyllite & Schist 

0.612 

Non-command 

Erinpura Granite 

3.151 

Non-command 

Phyllite & Schist 

0.011 

Non-command 

Phyllite & Schist 

1.266 

Non-command 

Phyllite & Schist 

9.566 

Non-command 

Erinpura Granite 

0.101 

Non-command 

Phyllite & Schist 

0.006 

Non-command 

Erinpura Granite 

0.063 

Non-command 

Erinpura Granite 

0.821 

Non-command 

Phyllite & Schist 

0.097 

Non-command 

Phyllite & Schist 

1.646 

Non-command 

Erinpura Granite 

2.812 

Non-command 

Erinpura Granite 

4.634 

Non-command 

Phyllite & Schist 

0.008 

Non-command 

Erinpura Granite 

8.141 

Non-command 

Erinpura Granite 

4.434 

Non-command 

Phyllite & Schist 

1.700 

Non-command 

Erinpura Granite 

9.319 

Non-command 

Phyllite & Schist 

1.382 

Non-command 

Phyllite & Schist 

4.146 

Non-command 

Phyllite & Schist 

5.150 

Non-command 

Erinpura Granite 

1.987 

Non-command 

Phyllite & Schist 

4.172 

Non-command 

Phyllite & Schist 

2.292 

Non-command 

Erinpura Granite 

3.735 

Non-command 

Phyllite & Schist 

0.438 

Non-command 

Phyllite & Schist 

0.429 

Non-command 

Erinpura Granite 

5.982 

Non-command 

Erinpura Granite 

0.509 

Non-command 

Erinpura Granite 

0.036 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

30,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

20,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

50,000 

20,000 

120 

50,000 

20,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

50,000 

20,000 

120 

50,000 

20,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

30,000 

20,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

20,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

100,000 

80,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

20,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

20,000 

120 

50,000 

20,000 

120 

50,000 

20,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.004 

0.004 

0.002 

0.002 



0.002 

0.002 

0.017 

0.017 

0.004 

0.004 

0.038 

0.038 

- 

- 

0.114 

0.114 

0.002 

0.002 

0.005 

0.005 

0.002 

0.002 



0.006 

0.006 

0.010 

0.010 



0.004 

0.004 

0.067 

0.067 

0.019 

0.019 


0.022 

0.022 

0.002 

0.002 



0.192 

0.199 

0.048 

0.048 

0.002 

0.002 

0.004 

0.004 

0.102 

0.102 

0.002 

0.002 



0.012 

0.012 

0.002 

0.002 




































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Raneshji 


Rawachh 


Raya 


Reechwara 


Sai Kalan 


Salriya 


Samal 


Samarmal 


Samel 


Seera Ki Khand 


Semar 


Silpiya 


Sivariyon Ka Chora 


Type of Area (Command / N< 
command) 



Peeparna 

0826000203075000 

2.909 

Fresh 

Peepla 

0826000303091100 

11.071 

Saline 


Non-command 


Non-command 



Punawali 

0826000203075600 

7.079 

Fresh 

Ranawaton Ka Gurha 

0826000203078400 

12.677 

Fresh 


Non-command 


Non-command 



0826000303086600 


0826000203075200 


Saline Non-command 


10.879 Saline Non-command 


15.768 Fresh Non-command 



0826000303090400 

1.602 

0826000203074900 

3.353 

0826000303090300 

5.550 

0826000303085600 

5.519 

0826000203074200 

6.275 

0826000303091200 

2.343 

0826000303085800 

1.753 


0826000303085300 

0.785 

0826000203071900 

13.989 

0826000303088900 

1.182 

0826000303084500 

1.534 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


10002007 


Tarawala 

0826000303088100 

1.425 

Saline 

Tarpal 

0826000203076400 

4.276 

Fresh 

Teebarni Ka Khet 

0826000303088500 

2.871 

Saline 

Tegra 

0826000203075300 

3.710 

Fresh 


Tuli Ka Khet 


Ukhaliyat 


Umarna 


Uparlawas 


Adabela 


Ajni 


Amba 


Bakhel 


Non-command 


Non-command 


Non-command 


Non-command 



Tepur 

0826000303096900 

32.834 

Saline 

Thamla Beri 

0826000303086200 

4.268 

Fresh 


Non-command 


Non-command 



0826000303088400 


0826000303086300 


Saline Non-command 


4.119 Saline Non-command 


Non-command 





Saline 

0826000203072000 

4.902 

Fresh 

0826000303086900 

3.087 

Saline 

0826000303101200 

4.039 

Fresh 

0826000303102000 

6.247 

Fresh 

0826000303098200 

7.424 

Saline 

0826000303101900 

3.274 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

0.405 

Non-command 

Erinpura Granite 

0.212 

Non-command 

Phyllite & Schist 

7.154 

Non-command 

Phyllite & Schist 

2.837 

Non-command 

Erinpura Granite 

0.239 

Non-command 

Phyllite & Schist 

0.635 

Non-command 

Erinpura Granite 

0.272 

Non-command 

Phyllite & Schist 

0.001 

Non-command 

Erinpura Granite 

3.014 

Non-command 

Phyllite & Schist 

0.506 

Non-command 

Phyllite & Schist 

1.149 

Non-command 

Erinpura Granite 

0.095 

Non-command 

Phyllite & Schist 

0.813 

Non-command 

Erinpura Granite 

0.000 

Non-command 

Erinpura Granite 

9.412 

Non-command 

Erinpura Granite 

0.978 

Non-command 

Phyllite & Schist 

8.300 

Non-command 

Erinpura Granite 

0.199 

Non-command 

Phyllite & Schist 

5.325 

Non-command 

Phyllite & Schist 

0.010 

Non-command 

Phyllite & Schist 

3.314 

Non-command 

Phyllite & Schist 

0.255 

Non-command 

Erinpura Granite 

4.807 

Non-command 

Phyllite & Schist 

4.405 

Non-command 

Erinpura Granite 

0.484 

Non-command 

Erinpura Granite 

1.549 

Non-command 

Erinpura Granite 

0.054 

Non-command 

Erinpura Granite 

0.754 

Non-command 

Phyllite & Schist 

0.504 

Non-command 

Erinpura Granite 

0.975 

Non-command 

Erinpura Granite 

0.198 

Non-command 

Phyllite & Schist 

1.177 

Non-command 

Erinpura Granite 

0.678 

Non-command 

Phyllite & Schist 

0.045 

Non-command 

Erinpura Granite 

2.844 

Non-command 

Erinpura Granite 

1.553 

Non-command 

Phyllite & Schist 

1.707 

Non-command 

Erinpura Granite 

10.597 

Non-command 

Phyllite & Schist 

4.947 

Non-command 

Phyllite & Schist 

0.127 

Non-command 

Erinpura Granite 

1.178 

Non-command 

Phyllite & Schist 

0.557 

Non-command 

Erinpura Granite 

0.044 

Non-command 

Erinpura Granite 

4.015 

Non-command 

Erinpura Granite 

1.856 

Non-command 

Phyllite & Schist 

0.009 

Non-command 

Erinpura Granite 

3.121 

Non-command 

Phyllite & Schist 

0.242 

Non-command 

Erinpura Granite 

2.614 

Non-command 

Erinpura Granite 

3.954 

Non-command 

Erinpura Granite 

6.104 

Non-command 

Phyllite & Schist 

4.579 

Non-command 

Erinpura Granite 

2.900 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

30,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

100,000 

80,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

20,000 

120 

100,000 

80,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

30,000 

20,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

20,000 

120 

60,000 

50,000 

120 

50,000 

20,000 

120 

70,000 

50,000 

120 

50,000 

20,000 

120 

50,000 

20,000 

120 

60,000 

50,000 

120 

50,000 

20,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

20,000 

120 

60,000 

50,000 

120 

50,000 

20,000 

120 

100,000 

80,000 

120 

60,000 

50,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

50,000 

20,000 

120 

50,000 

20,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

50,000 

20,000 

120 

60,000 

50,000 

120 

50,000 

20,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.004 

0.004 

- 

- 

0.004 

0.004 

0.024 

0.024 



0.007 

0.007 

0.038 

0.038 

0.192 

0.192 

0.004 

0.004 

0.050 

0.050 



0.002 

0.002 

0.126 

0.133 



0.002 

0.002 

0.011 

0.011 

0.002 

0.002 

0.006 

0.006 

0.002 

0.002 

0.010 

0.010 

0.012 

0.012 

0.005 

0.005 

0.004 

0.004 

- 

- 1 

0.012 

0.012 

0.007 

0.007 



0.002 

0.002 

0.006 

0.006 

0.005 

0.005 

0.042 

0.042 

0.078 

0.078 





































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 



Bekariya 

0826000303089900 

20.617 

Saline 

Beraphali 

0826000303098500 

1.917 

Fresh 


Bori Booj 


Borli 


Buja 


Cheeniya Band 


Gara 


Gura 


Jaleri 


Jari Makri 


Jhanjhar 


Jher 



3.852 Saline Non-command 


3.058 Saline Non-command 



0819000402372900 

3.743 

0826000303099800 

7.205 

0826000303101800 

6.539 

0819000302360600 

2.367 

0826000303099400 

7.564 

0826000303099500 

9.401 

0826000303099200 

1.789 

0826000303098300 

10.658 


0826000303102100 

1.584 

0826000303101000 

13.497 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


11.139 Fresh Non-command 




0826000303097700 

7.111 

Saline 

0826000303098100 

1.905 

Saline 

0826000303101300 

2.292 

Fresh 


Non-command 


Non-command 


Non-command 



Khara 

0826000303101500 

2.739 

Fresh 

Khuna 

0826000303099300 

16.801 

Saline 

Kodarmal 

0826000303102500 

6.519 

Fresh 

Kookawas 

0826000303101100 

5.081 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Kutra Mariya 

0826000303101600 

4.981 

Fresh 

Kyari 

0826000303090100 

12.252 

Saline 


Kyarla 

0826000303098000 

1.018 

Saline 

Loharcha 

0826000303090000 

9.930 

Saline 


17.331 Fresh Non-command 



Moras 

0819000302366500 

19.240 

Saline 

Nawaniya 

0826000303098800 

5.449 

Fresh 



Saline Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

0.242 

Non-command 

Phyllite & Schist 

0.230 

Non-command 

Erinpura Granite 

0.307 

Non-command 

Phyllite & Schist 

1.406 

Non-command 

Erinpura Granite 

1.865 

Non-command 

Phyllite & Schist 

0.320 

Non-command 

Erinpura Granite 

1.043 

Non-command 

Phyllite & Schist 

0.455 

Non-command 

Erinpura Granite 

5.617 

Non-command 

Phyllite & Schist 

2.997 

Non-command 

Erinpura Granite 

0.108 

Non-command 

Gneisses 

2.288 

Non-command 

Phyllite & Schist 

2.397 

Non-command 

Erinpura Granite 

0.058 

Non-command 

Phyllite & Schist 

4.025 

Non-command 

Erinpura Granite 

1.108 

Non-command 

Phyllite & Schist 

0.310 

Non-command 

Gneisses 

0.020 

Non-command 

Phyllite & Schist 

0.660 

Non-command 

Erinpura Granite 

6.243 

Non-command 

Erinpura Granite 

0.000 

Non-command 

Phyllite & Schist 

4.066 

Non-command 

Phyllite & Schist 

0.371 

Non-command 

Phyllite & Schist 

1.462 

Non-command 

Phyllite & Schist 

1.914 

Non-command 

Phyllite & Schist 

4.619 

Non-command 

Erinpura Granite 

1.510 

Non-command 

Erinpura Granite 

11.070 

Non-command 

Phyllite & Schist 

0.483 

Non-command 

Erinpura Granite 

1.496 

Non-command 

Phyllite & Schist 

0.101 

Non-command 

Phyllite & Schist 

2.653 

Non-command 

Phyllite & Schist 

0.618 

Non-command 

Erinpura Granite 

1.331 

Non-command 

Gneisses 

0.298 

Non-command 

Phyllite & Schist 

0.027 

Non-command 

Erinpura Granite 

2.479 

Non-command 

Phyllite & Schist 

11.519 

Non-command 

Erinpura Granite 

2.985 

Non-command 

Erinpura Granite 

3.909 

Non-command 

Phyllite & Schist 

0.302 

Non-command 

Erinpura Granite 

4.415 

Non-command 

Erinpura Granite 

6.820 

Non-command 

Phyllite & Schist 

2.077 

Non-command 

Phyllite & Schist 

0.590 

Non-command 

Erinpura Granite 

4.690 

Non-command 

Phyllite & Schist 

0.003 

Non-command 

Erinpura Granite 

4.225 

Non-command 

Phyllite & Schist 

2.576 

Non-command 

Erinpura Granite 

1.185 

Non-command 

Phyllite & Schist 

4.025 

Non-command 

Phyllite & Schist 

0.021 

Non-command 

Erinpura Granite 

0.982 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

60,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

150,000 

120,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

90,000 

60,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

60,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

50,000 



Wells with 
Pumpset 


MCM 


(15) 


0.029 



0.006 

0.006 

0.029 

0.029 

0.012 

0.012 



0.012 

0.012 

0.007 

0.007 



0.102 

0.102 

0.078 

0.078 

0.007 

0.007 

0.018 

0.018 

- 

- 

0.004 

0.004 

0.022 

0.022 

0.012 

0.012 

0.004 

0.004 


0.006 

0.006 

0.036 

0.036 

0.054 

0.054 

0.012 

0.012 


0.006 

0.006 

0.014 

0.014 

0.007 

0.007 



0.096 

0.096 

0.072 

0.072 

0.012 

0.012 

0.058 

0.058 














































































































































































































































































































































































































































































































































































































































Micro-watershed 



10003008 


Padli 


Pahar Kalan 



Phidooli Thai 


Raphra Khet 


Royni 


Samoli 


Sari 


Semli 


Teelarni 


Teelarwa 


Teensara 


Teja Ka Was 


Thep 


Waloriya 



Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 



0826000303101700 


0819000302360400 


5.419 Fresh 


78.602 Saline 


Non-command 


Non-command 



0826000303099100 


0826000303098600 


0826000303100900 


1.855 Saline 


1.126 Fresh 


2.127 Fresh 


Non-command 


Non-command 


Non-command 



0826000303099000 


0826000303098900 


10.807 Saline 


7.355 Fresh 


Non-command 


Non-command 



0819000302367500 


0826000303097800 


Saline 


25.003 Fresh 


10.893 Saline 


Non-command 


Non-command 


Non-command 



0826000303098400 


0826000303097900 


0826000303100500 


0826000303088200 


0826000303102200 


0819000302366600 


2.245 Fresh 


7.740 Saline 


4.693 Saline 


28.271 Saline 


9.203 Fresh 


85.650 Fresh 


Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

1.256 

Non-command 

Erinpura Granite 

0.092 

Non-command 

Phyllite & Schist 

2.343 

Non-command 

Erinpura Granite 

4.687 

Non-command 

Erinpura Granite 

0.249 

Non-command 

Phyllite & Schist 

2.095 

Non-command 

Erinpura Granite 

6.487 

Non-command 

Gneisses 

1.466 

Non-command 

Phyllite & Schist 

1.545 

Non-command 

Erinpura Granite 

0.923 

Non-command 

Erinpura Granite 

1.368 

Non-command 

Phyllite & Schist 

0.585 

Non-command 

Erinpura Granite 

0.513 

Non-command 

Phyllite & Schist 

3.673 

Non-command 

Phyllite & Schist 

8.341 

Non-command 

Erinpura Granite 

0.128 

Non-command 

Phyllite & Schist 

2.710 

Non-command 

Phyllite & Schist 

3.289 

Non-command 

Phyllite & Schist 

5.291 

Non-command 

Erinpura Granite 

0.128 

Non-command 

Phyllite & Schist 

6.812 

Non-command 

Phyllite & Schist 

2.043 

Non-command 

Erinpura Granite 

0.382 

Non-command 

Phyllite & Schist 

3.690 

Non-command 

Phyllite & Schist 

0.112 

Non-command 

Erinpura Granite 

0.028 

Non-command 

Phyllite & Schist 

0.608 

Non-command 

Erinpura Granite 

0.379 

Non-command 

Phyllite & Schist 

0.028 

Non-command 

Phyllite & Schist 

2.872 

Non-command 

Phyllite & Schist 

0.078 


Sub Basin: Vatrak 



with 

Pumpset 


Anela 

0826001003281600 

1.354 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.103 

Babari 

0826001003279100 

1.520 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.517 

Baleecha 

0826001003279800 

7.208 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.165 

Bambala 

0826001003277200 

2.139 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.418 

Banjarwara 

0826001003276900 

2.891 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.257 

Bao 

0826001003277900 

1.777 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.758 

Bhagorpara 

0826001003278600 

2.639 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.033 

Bhagorphala 

0826001003281200 

3.183 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.770 

Bhagorwara 

0826001003278500 

5.372 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.939 

Bhanwa 

0826001003279300 

1.419 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.419 

Bhatariya 

0826001003281500 

1.716 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.669 

Bhomatawara 

0826001003278300 

3.832 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.267 

Bichala Phala 

0826001003281300 

2.544 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.229 

Bichhiwara 

0827000103297300 

5.581 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.562 

Bor Ka Pani 

0827000103295200 

5.153 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.938 

Boslathi 

0826001003278200 

2.295 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.173 

Chandpura Narana 

0826001003281100 

0.429 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.429 

Cheekli 

0826001003278700 

1.019 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.963 

Choki 

0826001003267900 

7.810 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.145 

Chundawara With Chak 

0827000103294500 

9.658 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.001 

Dabaycha 

0826001003278000 

6.779 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.455 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

60,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

50,000 

30,000 

120 

180,000 

150,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

70,000 

60,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

180,000 

150,000 

120 

70,000 

50,000 


120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

25,000 

120 

90,000 

70,000 



0.004 

0.004 

0.036 

0.036 



0.012 

0.012 

0.006 

0.006 



0.004 

0.004 

0.061 

0.061 



0.014 

0.014 

0.011 

0.011 

0.018 

0.018 



0.002 

0.002 

0.018 

0.018 



0.008 

0.008 

0.084 

0.084 

0.176 

0.176 

0.017 

0.017 

0.059 

0.081 

0.042 

0.042 

0.059 

0.059 

0.034 

0.034 

0.109 

0.109 

0.059 

0.059 

0.042 

0.042 

0.059 

0.059 

0.008 

0.008 

0.033 

0.033 

0.018 

0.018 

0.076 

0.076 

0.076 

0.076 

0.034 

0.034 

- 

- 

0.072 

0.072 

0.084 

0.084 


















































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Damuni 


Dechara 


Dedli 


Demat 


Dhamod 



Gaduniya 


Ganganagar 


Gatrali 


Ger 


Ghati 


Gurha 


Itwa 


Jagabor 


Jamboori 


Jayra 


Jhajhri 


Jhalan 


Jheejwa With Chak 


Juwarwa 


Kanbai 


Kanbai Chak No. 2 


Kanpura 


Karawara 


Karawara Chak No. 1 


Karawara Chak No. 2 


Karawara Chak No. 3 


Karawara Chak No. 4 


Karawara Chak No. 5 


Khajoori 


Kharadiwara 


Kharkaya 


Khera Pal 


Kheraghati 


Kherwara 


Kunwaliya Dara 


Lachhmanpura 


Lehana 


Mahuwal 


Mahuwal (B) 


Makreda 


Maliphala 


Mandwiya 


Modar 


Nan Ka Nala 


Pali Sora With Chak 


Panthal 


Parmarwara 


Patiya 


Peethapur 


Punrawara 


0827000103296100 


0826001003277100 


0827000103296500 


0826001003279000 


0827000103297000 


0827000127900001 


0827000127900002 


0826001003279200 


0826001003279900 


0826001003268200 


0827000103295700 


0826001003282100 


0826001003278800 


0826001003282000 


0827000103296400 


0827000103295400 


0826001003280200 


0826001003278900 


0827000103307100 


0827000103291400 


0826001003278400 


0826001003280600 


0826001003280400 


0826001003279500 


0826001003277000 


0826001003277300 


0826001003277700 


0826001003277500 


0826001003277600 


0826001003277400 


0827000103297100 


0826001003276700 


0826001003278100 


0827000103297200 


0826001003280000 


0827000103294700 


0827000103294800 


0826001003277800 


0827000103296900 


0826001003280900 


0826001003281400 


0827000103295800 


0826001003280100 


0826001003280800 


0827000103295000 


0827000103294900 


0827000103295600 


0827000103295500 


0827000103295100 


0826001003276600 


0826001003279400 


0827000103294600 


0827000103296200 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

0.375 

Non-command 

Phyllite & Schist 

0.591 

Non-command 

Phyllite & Schist 

0.421 

Non-command 

Phyllite & Schist 

17.365 

Non-command 

Phyllite & Schist 

0.971 

Non-command 

Phyllite & Schist 

2.560 

Non-command 

Phyllite & Schist 

0.895 

Non-command 

Phyllite & Schist 

2.550 

Non-command 

Phyllite & Schist 

3.943 

Non-command 

Phyllite & Schist 

1.291 

Non-command 

Phyllite & Schist 

1.927 

Non-command 

Phyllite & Schist 

0.036 

Non-command 

Phyllite & Schist 

1.630 

Non-command 

Phyllite & Schist 

0.009 

Non-command 

Phyllite & Schist 

0.329 

Non-command 

Phyllite & Schist 

1.894 

Non-command 

Phyllite & Schist 

6.419 

Non-command 

Phyllite & Schist 

9.574 

Non-command 

Phyllite & Schist 

0.071 

Non-command 

Phyllite & Schist 

0.039 

Non-command 

Phyllite & Schist 

5.438 

Non-command 

Phyllite & Schist 

2.500 

Non-command 

Phyllite & Schist 

2.940 

Non-command 

Phyllite & Schist 

3.987 

Non-command 

Phyllite & Schist 

4.572 

Non-command 

Phyllite & Schist 

0.595 

Non-command 

Phyllite & Schist 

0.397 

Non-command 

Phyllite & Schist 

0.080 

Non-command 

Phyllite & Schist 

0.150 

Non-command 

Phyllite & Schist 

0.146 

Non-command 

Phyllite & Schist 

0.837 

Non-command 

Phyllite & Schist 

1.023 

Non-command 

Phyllite & Schist 

0.611 

Non-command 

Phyllite & Schist 

0.044 

Non-command 

Phyllite & Schist 

3.900 

Non-command 

Phyllite & Schist 

0.475 

Non-command 

Phyllite & Schist 

1.775 

Non-command 

Phyllite & Schist 

4.193 

Non-command 

Phyllite & Schist 

0.598 

Non-command 

Phyllite & Schist 

1.679 

Non-command 

Phyllite & Schist 

0.689 

Non-command 

Phyllite & Schist 

0.595 

Non-command 

Phyllite & Schist 

4.672 

Non-command 

Phyllite & Schist 

2.536 

Non-command 

Phyllite & Schist 

2.382 

Non-command 

Phyllite & Schist 

0.488 

Non-command 

Phyllite & Schist 

1.211 

Non-command 

Phyllite & Schist 

0.947 

Non-command 

Phyllite & Schist 

3.050 

Non-command 

Phyllite & Schist 

0.365 

Non-command 

Phyllite & Schist 

0.783 

Non-command 

Phyllite & Schist 

0.485 

Non-command 

Phyllite & Schist 

0.551 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

25,000 

120 

90,000 

70,000 

120 

50,000 

25,000 

120 

90,000 

70,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

25,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

25,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

25,000 

120 

90,000 

70,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

90,000 

70,000 

120 

50,000 

25,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

25,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

25,000 

120 

50,000 

25,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.033 


0.008 


0.036 


0.260 


0.030 




0.109 

0.109 

0.134 

0.134 

0.017 

0.017 

0.039 

0.039 



0.036 

0.036 

0.009 

0.009 

0.437 

0.480 

0.092 

0.092 



0.101 

0.101 

0.260 

0.260 

0.092 

0.092 

0.109 

0.163 

0.034 

0.056 

0.034 

0.056 



0.030 

0.030 

0.017 

0.017 

0.084 

0.084 

0.009 

0.009 

0.143 

0.143 

0.042 

0.042 

0.099 

0.099 

0.059 

0.059 

0.018 

0.018 

0.042 

0.042 

0.050 

0.050 

0.015 

0.015 

0.076 

0.076 

0.034 

0.034 

0.003 

0.003 

0.069 

0.081 

0.003 

0.003 

0.057 

0.057 

0.066 

0.066 

- 

- 

0.067 

0.067 

0.060 

0.060 

0.060 

0.066 


































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


10003009 


Rajnagar 


Rani 


Ratanpur 


Rethda 


Satsagra 


Semaliya 


Sukhapara 


Sukhbaori 


Talaiyan 


Tengar Wara 


Alwar 


Ambau 


Annapura 


Ariwat 


Bageri Ka Vela 


Baka Khara Beer 


Balwaniya 


Baori Khera 


Barchha Wara 


Beda 


Bhainsla 


Bhana Seemal 


Bhandari 


Bharatpur 


Bharatpura 


Bhayta 


Bheelwa Panchela 


Bheenda 


Bhehana 


Bichhiwara 


Bilpan 


Charwara 


Chautra 


Chundawara 


Dedli 


Deeppura 


Deogaon 


Dhambola 


Dharma Odi 


Dhoonda Wara 


Dugela Talab 


Forest 



Gajpur 


Galandar 


Gamri Ahara 


Gandwa 


0826001003279700 


0826001003276500 


0827000103296300 


0826001003279600 


0826001003276400 


0827000103296000 


0826001003280700 


0826001003280300 


0827000103295900 


0827000103295300 


0827000403360300 


0827000403366300 


0827000403356100 


0827000103310800 


0827000403355700 


0827000403357000 


0827000103308600 


0827000403355800 


0827000403356900 


0827000403359800 


0827000403357400 


0827000403361300 


0827000403359400 


0827000403362700 


0827000103307800 


0827000403361800 


0827000403355600 


0827000403357600 


0827000403356400 


0827000103298400 


0827000103297300 


0827000103297900 


0827000403356200 


0827000403355900 


0827000403362400 


0827000403359900 


0827000103296500 


0827000403361400 


0827000403361700 


0827000403359600 


0827000103296600 


0827000403362100 


0827000403354900 


0827000127900001 


0827000127900003 


0827000127900004 


0827000127900005 


0827000127900008 


0827000427900006 


0827000403357700 


0827000103310500 


0827000103306700 


0827000403359300 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

2.150 

Non-command 

Phyllite & Schist 

3.982 

Non-command 

Phyllite & Schist 

0.726 

Non-command 

Phyllite & Schist 

1.760 

Non-command 

Phyllite & Schist 

1.716 

Non-command 

Phyllite & Schist 

0.284 

Non-command 

Phyllite & Schist 

1.858 

Non-command 

Phyllite & Schist 

1.590 

Non-command 

Phyllite & Schist 

0.481 

Non-command 

Phyllite & Schist 

3.411 

Non-command 

Phyllite & Schist 

0.935 

Non-command 

Phyllite & Schist 

1.779 

Non-command 

Phyllite & Schist 

1.435 

Non-command 

Phyllite & Schist 

0.031 

Non-command 

Phyllite & Schist 

0.450 

Non-command 

Phyllite & Schist 

0.045 

Non-command 

Phyllite & Schist 

1.880 

Non-command 

Phyllite & Schist 

1.357 

Non-command 

Phyllite & Schist 

0.055 

Non-command 

Phyllite & Schist 

1.565 

Non-command 

Phyllite & Schist 

1.047 

Non-command 

Phyllite & Schist 

1.352 

Non-command 

Phyllite & Schist 

5.113 

Non-command 

Phyllite & Schist 

0.156 

Non-command 

Phyllite & Schist 

0.934 

Non-command 

Phyllite & Schist 

2.875 

Non-command 

Phyllite & Schist 

1.826 

Non-command 

Phyllite & Schist 

5.993 

Non-command 

Phyllite & Schist 

6.151 

Non-command 

Phyllite & Schist 

0.146 

Non-command 

Phyllite & Schist 

0.082 

Non-command 

Phyllite & Schist 

0.050 

Non-command 

Phyllite & Schist 

1.730 

Non-command 

Phyllite & Schist 

3.454 

Non-command 

Phyllite & Schist 

2.333 

Non-command 

Phyllite & Schist 

1.090 

Non-command 

Phyllite & Schist 

0.003 

Non-command 

Phyllite & Schist 

1.233 

Non-command 

Phyllite & Schist 

5.214 

Non-command 

Phyllite & Schist 

8.250 

Non-command 

Phyllite & Schist 

0.506 

Non-command 

Phyllite & Schist 

1.382 

Non-command 

Phyllite & Schist 

1.249 

Non-command 

Phyllite & Schist 

0.650 

Non-command 

Phyllite & Schist 

7.593 

Non-command 

Phyllite & Schist 

0.038 

Non-command 

Phyllite & Schist 

2.307 

Non-command 

Phyllite & Schist 

12.863 

Non-command 

Phyllite & Schist 

2.662 

Non-command 

Phyllite & Schist 

1.750 

Non-command 

Phyllite & Schist 

1.288 

Non-command 

Phyllite & Schist 

0.422 

Non-command 

Phyllite & Schist 

12.996 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

25,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

25,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

60,000 

35,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

60,000 

35,000 

120 

70,000 

60,000 

120 

60,000 

35,000 

120 

70,000 

60,000 

120 

50,000 

25,000 

120 

70,000 

60,000 

120 

50,000 

25,000 

120 

70,000 

60,000 

120 

50,000 

25,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

50,000 

25,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

50,000 

25,000 

120 

70,000 

60,000 

120 

60,000 

35,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

70,000 

60,000 

120 

60,000 

35,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

50,000 

25,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.126 


0.092 


0.030 


0.151 


0.008 


0.018 


0.059 


0.227 


0.081 


0.012 


0.245 


0.022 


0.015 




0.009 

0.009 

0.012 

0.012 

0.025 

0.025 

0.367 

0.367 

0.088 

0.088 

0.101 

0.101 

0.033 

0.033 

- 

- 

0.069 

0.069 

0.007 

0.007 

0.009 

0.009 

0.130 

0.130 

0.105 

0.105 

0.006 

0.006 

0.006 

0.006 

0.003 

0.003 

0.057 

0.057 

0.015 

0.015 

0.547 

0.547 

0.158 

0.158 

- 

- 

0.065 

0.065 

0.108 

0.108 

0.662 

0.670 

0.033 

0.033 

0.094 

0.094 

0.008 

0.008 



0.004 

0.004 

0.012 

0.012 

0.024 

0.024 

0.393 

0.393 























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Gara Bateshwar 

0827000403358900 

3.152 

Fresh 

Gara Patte Peeth 

0827000403363400 

1.594 

Fresh 

Gara Roda 

0827000403357300 

1.013 

Fresh 

Genji 

0827000103310000 

2.035 

Fresh 

Gesuon Ka Wanga 

0827000103308500 

2.423 

Fresh 

Ghuved With Vankhandbhadar 

0827000403358600 

2.795 

Fresh 

Gohaliya 

0827000403360700 

3.763 

Fresh 

Gora Gokal 

0827000403360500 

3.451 

Fresh 

Gorada 

0827000403355100 

6.110 

Fresh 

Gudawara 

0827000403363300 

2.928 

Fresh 

Himmatpur 

0827000103308400 

1.672 

Fresh 

Jafra 

0827000403360900 

2.171 

Fresh 

Jamburi 

0827000403361200 

1.536 

Fresh 

Jelana 

0827000103298300 

2.645 

Fresh 

Jethola 

0827000403361000 

1.816 

Fresh 

Jhalai 

0827000403362600 

9.684 

Fresh 

Jhalan 

0827000103307100 

1.703 

Fresh 

Jhalap 

0827000403361500 

5.019 

Fresh 

Jhaloo Kua 

0827000103310900 

1.014 

Fresh 

Jhapa 

0827000103308000 

2.876 

Fresh 

Jharni 

0827000403366200 

3.757 

Fresh 

Jhonthri 

0827000403356700 

1.786 

Fresh 

Kala Pana 

0827000103296800 

0.153 

Fresh 

Kampa Kundali 

0827000403358300 

1.977 

Fresh 

Kankori 

0827000403366600 

0.013 

Fresh 

Kanpur 

0827000103308100 

1.061 

Fresh 

Kaparwel 

0827000103309100 

0.020 

Fresh 

Kara Wara 

0827000403359200 

3.099 

Fresh 

Kesharpura 

0827000403359500 

1.827 

Fresh 

Khandiya 

0827000403360200 

1.148 

Fresh 

Khara Pani 

0827000403366400 

3.085 

Fresh 

Kishanpura 

0827000403363100 

1.229 

Fresh 

Kodiyagun 

0827000103307200 

0.125 

Fresh 

Kumela 

0827000403355400 

1.120 

Fresh 

Kundali 

0827000403358700 

0.538 

Fresh 

Kundli 

0827000103309200 

0.033 

Fresh 

Kupa 

0827000403358800 

0.979 

Fresh 

Lamba Khoonta 

0827000403354800 

1.566 

Fresh 

Laxmanpura 

0827000103309000 

0.419 

Fresh 

Leekhi Bari 

0827000403362000 

0.721 

Fresh 

Leekhi Chhoti 

0827000403361900 

1.535 

Fresh 

Mahipal Pura 

0827000103308800 

0.104 

Fresh 

Mai 

0827000403354500 

1.321 

Fresh 

Malmatha 

0827000103306900 

0.133 

Fresh 

Mandli 

0827000403361100 

2.962 

Fresh 

Manipur 

0827000103307300 

1.441 

Fresh 

Media 

0827000403362300 

2.597 

Fresh 

Merop 

0827000403359700 

2.170 

Fresh 

Mewara 

0827000103307700 

1.341 

Fresh 

Mor Mahuri 

0827000403360800 

2.395 

Fresh 

Mordoongra 

0827000403356000 

0.299 

Fresh 

Mundela 

0827000403355300 

4.981 

Fresh 

Nagariya Panchela 

0827000403357900 

5.100 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

( 7 ) 

(8) 

Non-command 

Phyllite & Schist 

3.152 

Non-command 

Phyllite & Schist 

0.888 

Non-command 

Phyllite & Schist 

1.013 

Non-command 

Phyllite & Schist 

0.099 

Non-command 

Phyllite & Schist 

2.423 

Non-command 

Phyllite & Schist 

2.508 

Non-command 

Phyllite & Schist 

3.763 

Non-command 

Phyllite & Schist 

3.451 

Non-command 

Phyllite & Schist 

3.014 

Non-command 

Phyllite & Schist 

2.928 

Non-command 

Phyllite & Schist 

1.672 

Non-command 

Phyllite & Schist 

2.171 

Non-command 

Phyllite & Schist 

1.536 

Non-command 

Phyllite & Schist 

0.968 

Non-command 

Phyllite & Schist 

1.816 

Non-command 

Phyllite & Schist 

9.655 

Non-command 

Phyllite & Schist 

1.632 

Non-command 

Phyllite & Schist 

5.019 

Non-command 

Phyllite & Schist 

0.807 

Non-command 

Phyllite & Schist 

2.876 

Non-command 

Phyllite & Schist 

0.185 

Non-command 

Phyllite & Schist 

1.786 

Non-command 

Phyllite & Schist 

0.153 

Non-command 

Phyllite & Schist 

0.044 

Non-command 

Phyllite & Schist 

0.004 

Non-command 

Phyllite & Schist 

1.061 

Non-command 

Phyllite & Schist 

0.020 

Non-command 

Phyllite & Schist 

3.099 

Non-command 

Phyllite & Schist 

1.827 

Non-command 

Phyllite & Schist 

1.148 

Non-command 

Phyllite & Schist 

3.085 

Non-command 

Phyllite & Schist 

1.229 

Non-command 

Phyllite & Schist 

0.125 

Non-command 

Phyllite & Schist 

1.047 

Non-command 

Phyllite & Schist 

0.106 

Non-command 

Phyllite & Schist 

0.033 

Non-command 

Phyllite & Schist 

0.979 

Non-command 

Phyllite & Schist 

1.566 

Non-command 

Phyllite & Schist 

0.419 

Non-command 

Phyllite & Schist 

0.721 

Non-command 

Phyllite & Schist 

1.535 

Non-command 

Phyllite & Schist 

0.104 

Non-command 

Phyllite & Schist 

0.314 

Non-command 

Phyllite & Schist 

0.133 

Non-command 

Phyllite & Schist 

2.962 

Non-command 

Phyllite & Schist 

1.428 

Non-command 

Phyllite & Schist 

2.597 

Non-command 

Phyllite & Schist 

2.170 

Non-command 

Phyllite & Schist 

1.341 

Non-command 

Phyllite & Schist 

2.395 

Non-command 

Phyllite & Schist 

0.299 

Non-command 

Phyllite & Schist 

2.172 

Non-command 

Phyllite & Schist 

4.928 



Number 
of Wells 
with 

Pumpset 

Number of 
Operational 
Days 

Average Yield 



Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(10) 

(IV 

(12) 

(13) 

2 

120 

70,000 

60,000 

25 

120 

70,000 

60,000 

1 

120 

60,000 

35,000 

1 

120 

50,000 

25,000 

27 

120 

50,000 

25,000 

109 

120 

70,000 

60,000 

13 

120 

70,000 

60,000 

9 

120 

70,000 

60,000 

2 

120 

50,000 

25,000 

13 

120 

70,000 

60,000 

11 

120 

50,000 

25,000 

17 

120 

70,000 

60,000 

16 

120 

70,000 

60,000 

18 

120 

50,000 

25,000 

20 

120 

70,000 

60,000 

5 

120 

70,000 

60,000 

10 

120 

50,000 

25,000 

63 

120 

70,000 

60,000 

6 

120 

50,000 

25,000 

40 

120 

50,000 

25,000 

1 

120 

70,000 

60,000 

30 

120 

60,000 

35,000 

12 

120 

50,000 

25,000 

! 

120 

70,000 

60,000 

- 

120 

70,000 

60,000 

49 

120 

50,000 

25,000 

10 

120 

50,000 

25,000 

50 

120 

50,000 

25,000 

9 

120 

70,000 

60,000 

4 

120 

70,000 

60,000 

4 

120 

70,000 

60,000 

12 

120 

70,000 

60,000 

12 

120 

50,000 

25,000 

2 

120 

50,000 

25,000 

1 

120 

70,000 

60,000 

13 

120 

50,000 

25,000 

1 

120 

70,000 

60,000 

5 

120 

60,000 

35,000 

10 

120 

50,000 

25,000 

24 

120 

70,000 

60,000 

18 

120 

70,000 

60,000 

10 

120 

50,000 

25,000 

3 

120 

60,000 

35,000 

25 

120 

50,000 

25,000 

22 

120 

70,000 

60,000 

14 

120 

50,000 

25,000 

6 

120 

70,000 

60,000 

10 

120 

70,000 

60,000 

10 

120 

50,000 

25,000 

24 

120 

70,000 

60,000 

2 

120 

50,000 

25,000 

1 

120 

50,000 

25,000 

32 

120 

70,000 

60,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.014 

0.014 

0.180 

0.180 

0.004 

0.004 

0.003 

0.003 

0.081 

0.093 

0.785 

0.785 

0.094 

0.094 

0.065 

0.065 

0.006 

0.006 

0.094 

0.094 

0.033 

0.033 

0.122 

0.130 

0.115 

0.115 

0.054 

0.054 

0.144 

0.161 

0.036 

0.061 

0.030 

0.030 

0.454 

0.454 

0.018 

0.018 

0.120 

0.120 

0.007 

0.007 

0.126 

0.126 

0.036 

0.036 

- 

- 

- 

- j 

0.147 

0.147 

0.030 

0.030 

0.150 

0.162 

0.065 

0.065 

0.029 

0.029 

0.029 

0.113 

0.086 

0.086 

0.036 

0.036 

0.006 

0.006 

0.007 

0.007 

0.039 

0.039 

0.007 

0.007 

0.021 

0.021 

0.030 

0.030 

0.173 

0.173 

0.130 

0.130 

0.030 

0.030 

0.013 

0.013 

0.075 

0.075 

0.158 

0.192 

0.042 

0.042 

0.043 

0.043 

0.072 

0.072 

0.030 

0.030 

0.173 

0.173 

0.006 

0.006 

0.003 

0.003 

0.230 

0.230 





























































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


10004010 


Village 

Zone 
(Fresh / 
Saline) 

Type of Area (Command / Non¬ 
command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 

Name 

Census Code 

Area 








sq.km 

sq.km 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

Nala 

0827000103307500 

0.049 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.049 

Narata Fala 

0827000403354700 

3.564 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.010 

Nareli 

0827000103307900 

1.116 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.116 

Negala 

0827000403356600 

2.481 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.481 

Oontiya 

0827000103309900 

1.234 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.171 

Padaliya 

0827000403363200 

0.796 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.796 

Padardi 

0827000103307600 

0.902 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.902 

Padli Udarat 

0827000403356500 

2.190 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.190 

Padli Virsingh 

0827000403356800 

0.406 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.406 

Pagara 

0827000403357200 

3.637 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.807 

Parda Manarat 

0827000403359000 

2.246 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.246 

Peeth 

0827000403363600 

12.159 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.268 

Pohri Khaturat 

0827000403356300 

5.115 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.115 

Pohri Patelan 

0827000403359100 

3.425 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.425 

Rajpur 

0827000403363500 

2.445 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.009 

Rampur 

0827000103307400 

0.659 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.659 

Ramsagra 

0827000103310600 

1.855 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.204 

Rangela 

0827000103309800 

0.753 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.703 

Rasta 

0827000403360600 

9.194 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.194 

Rata Pani 

0827000103306800 

2.224 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.644 

Ratanpura 

0827000403363000 

1.811 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.811 

Rati Beri 

0827000403362800 

1.248 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.385 

Sadariya 

0827000403362500 

3.500 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.500 

Sakarsi 

0827000403360000 

2.217 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.217 

Sansar Pura 

0827000403354600 

2.375 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.338 

Sara 

0827000103308300 

1.876 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.876 

Saram 

0827000103308700 

1.335 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.335 

Saroli 

0827000403360400 

1.205 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.205 

Sarthoona 

0827000403366500 

7.915 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.811 

Seemalwara 

0827000403362900 

4.342 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.721 

Seethal 

0827000403361600 

3.409 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.409 

Sekari 

0827000403362200 

0.840 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.840 

Surata 

0827000403354400 

3.870 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.139 

Suroka Talab 

0827000403355500 

1.526 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.526 

Tamboliya 

0827000403360100 

1.247 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.247 

Veerawara 

0827000403357800 

2.828 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.828 

Veerpur 

0827000103308200 

2.651 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.651 

Venja 

0827000403355200 

2.506 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.036 

Vijaypura 

0827000403357500 

2.033 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.033 

Watra 

0827000103308900 

0.164 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.164 

Wer 

0827000103309500 

1.629 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.629 


Adiwas 


Amiwara 


Amleta 



Amod 


Atwal 


Barbali 


Barimahuli 


Sub Basin: Wakal 


0826000403124400 


4.089 Fresh 


Non-command 



0826000403132200 


0826000403131800 


2.262 Fresh 


1.811 Fresh 


Non-command 


Non-command 



0826000403130500 


0826000403125100 


0826000403126100 


0826000403131100 


14.871 Fresh 


0.855 Fresh 


2.856 Fresh 


5.090 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



with 

Pumpset 


Non-command 

Phyllite & Schist 

2.543 

Non-command 

Quartzite 

0.041 

Non-command 

Phyllite & Schist 

10.126 

Non-command 

Quartzite 

0.977 

Non-command 

Phyllite & Schist 

2.198 

Non-command 

Phyllite & Schist 

1.110 

Non-command 

Quartzite 

0.080 

Non-command 

Phyllite & Schist 

9.927 

Non-command 

Quartzite 

0.064 

Non-command 

Phyllite & Schist 

0.106 

Non-command 

Phyllite & Schist 

3.247 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

25,000 

120 

60,000 

35,000 

120 

50,000 

25,000 

120 

60,000 

35,000 

120 

50,000 

25,000 

120 

70,000 

60,000 

120 

50,000 

25,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

60,000 

35,000 

120 

50,000 

25,000 

120 

70,000 

60,000 

120 

60,000 

35,000 

120 

50,000 

25,000 

120 

70,000 

60,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

70,000 

60,000 

120 

50,000 

25,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

60,000 

35,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

60,000 

35,000 

120 

50,000 

25,000 

120 

70,000 

60,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

50,000 

25,000 

120 

60,000 

35,000 

120 

50,000 

25,000 

120 

50,000 

25,000 


120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.024 

0.024 

0.008 

0.008 

0.207 

0.207 

0.004 

0.004 

0.009 

0.009 

0.122 

0.122 

0.096 

0.096 

0.008 

0.008 

0.004 

0.004 

0.025 

0.025 

0.057 

0.057 

- 

- 

0.017 

0.017 

0.060 

0.060 

- 

- | 

0.096 

0.096 

0.003 

0.003 

0.048 

0.048 

1.116 

1.150 

0.051 

0.051 

0.137 

0.137 

0.014 

0.014 

0.914 

0.922 

0.310 

0.310 

0.004 

0.004 

0.039 

0.039 

0.153 

0.153 

0.022 

0.022 

0.094 

0.245 

0.202 

0.227 

0.418 

0.418 

0.036 

0.036 


0.006 

0.006 

0.252 

0.252 

0.030 

0.030 

0.117 

0.117 


0.004 

0.004 

0.054 

0.054 

0.036 

0.036 



0.132 

0.132 

0.014 

0.014 

0.168 

0.168 

0.030 

0.030 

- 

- 

0.162 

0.162 

0.007 

0.007 

0.006 

0.006 

0.024 

0.024 
















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Basi 

0826000403136300 

2.053 

Fresh 

Belwa @ Darmiya 

0826000403131900 

1.576 

Fresh 

Bhesana 

0826000403136700 

3.512 

Fresh 


Non-command 


Non-command 


Non-command 


Bichhawara 

0826000403134200 

14.878 

Fresh 

Boriya 

0826000403136200 

0.972 

Fresh 

Damana 

0826000403126700 

13.764 

Fresh 

Deorawas 

0826000403130700 

1.616 

Fresh 

Dhala 

0826000403133600 

5.637 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Dhartidevi 

0826000403136100 

2.236 

Fresh 

Ghori Mari 

0826000403132100 

2.188 

Fresh 

Godawara 

0826000403130200 

6.669 

Fresh 

Jalampura 

0826000403130800 

2.909 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Jetawara 

0826000403124500 

1.499 

Fresh 

Jhakra 

0826000403130600 

5.805 

Fresh 

Karel 

0826000403139300 

12.378 

Fresh 


Non-command 


Non-command 


Non-command 


Keerat 

0826000403126300 

8.493 

Fresh 

Khairad 

0826000403132000 

1.200 

Fresh 

Khardiya 

0826000403130100 

7.368 

Fresh 

Khera 

0826000403125700 

2.393 

Fresh 

Kherad 

0826000403136600 

2.926 

Fresh 

Kolyari 

0826000403131000 

7.281 

Fresh 

Looniyara 

0826000403126200 

7.875 

Fresh 

Lukra 

0826000403124900 

1.315 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Mundkosiya 

0826000403132300 

1.431 

Fresh 

Nagmala 

0826000403136400 

3.874 

Fresh 

Nala Bada 

0826000403134300 

11.134 

Fresh 

Nalachhota 

0826000403135700 

2.746 

Fresh 

Naya Khola 

0826000403134100 

3.206 

Fresh 

Nichli Sigari 

0826000403139400 

10.136 

Fresh 

Patiya 

0826000403135900 

2.233 

Fresh 

Phalasiya 

0826000403135800 

5.663 

Fresh 

Sahiwara 

0826000403124800 

1.860 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sara 

0826000403136000 

4.254 

Fresh 

Satka 

0826000403125000 

3.827 

Fresh 


Non-command 


Non-command 


10004011 


Seesvi 

0826000403130900 

1.470 

Fresh 

Semla 

0826000403130300 

1.873 

Fresh 

Shyampura Kalan 

0826000403133900 

2.990 

Fresh 

Shyampura Khurd 

0826000403134000 

1.063 

Fresh 

Thariveri 

0826000403130400 

2.079 

Fresh 

Tumdar 

0826000403133800 

3.664 

Fresh 

Turgarh 

0826000403133700 

5.100 

Fresh 

Ubapan 

0826000403124600 

0.310 

Fresh 

Upli Sigari 

0826000403139700 

8.160 

Fresh 

Adkaliya 

0826000403130000 

5.235 

Fresh 

Amarpura 

0826000403120200 

8.832 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Quartzite 

0.116 

Non-command 

Phyllite & Schist 

2.053 

Non-command 

Phyllite & Schist 

1.565 

Non-command 

Phyllite & Schist 

0.019 

Non-command 

Quartzite 

0.005 

Non-command 

Phyllite & Schist 

10.170 

Non-command 

Phyllite & Schist 

0.972 

Non-command 

Phyllite & Schist 

0.541 

Non-command 

Phyllite & Schist 

1.616 

Non-command 

Phyllite & Schist 

3.113 

Non-command 

Quartzite 

0.485 

Non-command 

Phyllite & Schist 

2.236 

Non-command 

Phyllite & Schist 

1.778 

Non-command 

Phyllite & Schist 

2.450 

Non-command 

Phyllite & Schist 

1.699 

Non-command 

Quartzite 

0.057 

Non-command 

Phyllite & Schist 

1.499 

Non-command 

Phyllite & Schist 

3.465 

Non-command 

Phyllite & Schist 

4.781 

Non-command 

Quartzite 

0.002 

Non-command 

Phyllite & Schist 

0.051 

Non-command 

Phyllite & Schist 

1.129 

Non-command 

Phyllite & Schist 

0.038 

Non-command 

Phyllite & Schist 

0.175 

Non-command 

Quartzite 

0.014 

Non-command 

Phyllite & Schist 

4.057 

Non-command 

Phyllite & Schist 

3.510 

Non-command 

Phyllite & Schist 

0.010 

Non-command 

Quartzite 

0.334 

Non-command 

Phyllite & Schist 

1.431 

Non-command 

Phyllite & Schist 

3.874 

Non-command 

Phyllite & Schist 

5.315 

Non-command 

Phyllite & Schist 

1.042 

Non-command 

Phyllite & Schist 

2.140 

Non-command 

Phyllite & Schist 

1.681 

Non-command 

Phyllite & Schist 

1.723 

Non-command 

Phyllite & Schist 

4.023 

Non-command 

Phyllite & Schist 

0.558 

Non-command 

Quartzite 

0.002 

Non-command 

Phyllite & Schist 

4.254 

Non-command 

Phyllite & Schist 

1.081 

Non-command 

Quartzite 

0.293 

Non-command 

Phyllite & Schist 

1.470 

Non-command 

Phyllite & Schist 

1.654 

Non-command 

Phyllite & Schist 

2.474 

Non-command 

Phyllite & Schist 

1.063 

Non-command 

Phyllite & Schist 

1.662 

Non-command 

Phyllite & Schist 

3.199 

Non-command 

Phyllite & Schist 

5.039 

Non-command 

Phyllite & Schist 

0.223 

Non-command 

Phyllite & Schist 

2.122 

Non-command 

Phyllite & Schist 

5.235 

Non-command 

Phyllite & Schist 

6.122 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.036 

0.053 

0.036 

0.036 



0.312 

0.312 

0.036 

0.053 

0.012 

0.012 

0.036 

0.036 

0.072 

0.072 

0.014 

0.014 

0.024 

0.066 

0.066 

0.066 

0.012 

0.012 

0.036 

0.036 


0.060 

0.060 

0.042 

0.042 

0.048 

0.048 



0.258 

0.258 

0.090 

0.090 

























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Ambawi 

0826000403120000 

3.156 

Fresh 

Amod 

0826000403130500 

14.871 

Fresh 

Atwal 

0826000403125100 

0.855 

Fresh 

Awarda 

0826000403121900 

1.701 

Fresh 

Badad 

0826000403129700 

2.016 

Fresh 

Badrana 

0826000403120300 

3.178 

Fresh 

Bagpura 

0826000403129600 

6.555 

Fresh 

Bansiwara 

0826000403123900 

7.715 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Banswari 

0826000403128100 

2.233 

Fresh 

Barbali 

0826000403126100 

2.856 

Fresh 

Bari 

0826000403127600 

2.676 

Fresh 

Beera 

0826000403127300 

0.987 

Fresh 

Bhawariya 

0826000403119000 

6.527 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bujha 


Chatarpura 


Chokri 


Damana 


Dhamni 


Dheekliya 


Dheemri 


Dhudhkiya 


Ganeshpura 


Gejvi 


Godana 


Godawara 


Godawaton Ka Para 


Gogla 


Goran 


Jekra 


Jhadol 


Jhanjhar Ki Pal 


Jotana 


Kada 


Kakarmala 


0826000403128500 

0.183 

Fresh 

0826000403128200 

5.534 

Fresh 

0826000403129200 

0.567 

Fresh 

0826000403126700 

13.764 

Fresh 

0826000403129300 

1.493 

Fresh 

0826000403126600 

2.362 

Fresh 

0826000403119600 

1.872 

Fresh 

0826000403128300 

2.363 

Fresh 

0826000403121700 

2.630 

Fresh 

0826000403122000 

4.814 

Fresh 

0826000403123200 

8.507 

Fresh 

0826000403122100 

5.728 

Fresh 

0826000403130200 

6.669 

Fresh 

0826000403122600 

1.314 

Fresh 

0826000403122400 

7.252 

Fresh 

0826000403134500 

4.770 

Fresh 

0826000403129100 

7.048 

Fresh 

0826000403121600 

7.612 

Fresh 

0826000403122700 

7.591 

Fresh 

0826000403127500 

6.526 

Fresh 

0826000403118900 

7.830 

Fresh 

0826000403123000 

2.441 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kaliya Ghati 

0826000403123100 

2.181 

Fresh 

Kanthariya 

0826000403129900 

9.067 

Fresh 

Keerat 

0826000403126300 

8.493 

Fresh 

Khakhar 

0826000403126900 

6.865 

Fresh 

Khakhara Khera 

0826000403120400 

1.088 

Fresh 

Khardiya 

0826000403130100 

7.368 

Fresh 

Khera 

0826000403125700 

2.393 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Kochla 

0826000403127100 

5.001 

Fresh 

Kupa Chauki 

0826000403127200 

0.979 

Fresh 

Kurawali Bari 

0826000403125600 

1.508 

Fresh 


Non-command 


Non-command 


Non-command 


Kurawali Khurd 


0826000403125500 


0.763 Fresh 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Quartzite 

2.352 

Non-command 

Phyllite & Schist 

0.472 

Non-command 

Quartzite 

0.472 

Non-command 

Phyllite & Schist 

1.701 

Non-command 

Phyllite & Schist 

1.141 

Non-command 

Phyllite & Schist 

3.079 

Non-command 

Phyllite & Schist 

5.323 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Quartzite 

0.416 

Non-command 

Phyllite & Schist 

1.618 

Non-command 

Phyllite & Schist 

1.634 

Non-command 

Phyllite & Schist 

0.670 

Non-command 

Phyllite & Schist 

0.987 

Non-command 

Phyllite & Schist 

0.025 

Non-command 

Quartzite 

0.939 

Non-command 

Phyllite & Schist 

0.175 

Non-command 

Phyllite & Schist 

5.490 

Non-command 

Phyllite & Schist 

0.567 

Non-command 

Phyllite & Schist 

8.441 

Non-command 

Phyllite & Schist 

1.493 

Non-command 

Phyllite & Schist 

2.343 

Non-command 

Quartzite 

0.039 

Non-command 

Phyllite & Schist 

1.531 

Non-command 

Phyllite & Schist 

2.630 

Non-command 

Phyllite & Schist 

4.609 

Non-command 

Quartzite 

0.010 

Non-command 

Phyllite & Schist 

5.409 

Non-command 

Phyllite & Schist 

2.967 

Non-command 

Phyllite & Schist 

0.810 

Non-command 

Phyllite & Schist 

5.446 

Non-command 

Phyllite & Schist 

0.747 

Non-command 

Phyllite & Schist 

1.167 

Non-command 

Phyllite & Schist 

1.996 

Non-command 

Phyllite & Schist 

4.546 

Non-command 

Phyllite & Schist 

3.561 

Non-command 

Phyllite & Schist 

0.044 

Non-command 

Phyllite & Schist 

0.412 

Non-command 

Quartzite 

1.540 

Non-command 

Quartzite 

0.360 

Non-command 

Phyllite & Schist 

6.191 

Non-command 

Phyllite & Schist 

3.166 

Non-command 

Phyllite & Schist 

5.833 

Non-command 

Phyllite & Schist 

0.137 

Non-command 

Phyllite & Schist 

3.106 

Non-command 

Phyllite & Schist 

1.307 

Non-command 

Quartzite 

0.019 

Non-command 

Phyllite & Schist 

0.508 

Non-command 

Quartzite 

1.182 

Non-command 

Phyllite & Schist 

3.764 

Non-command 

Phyllite & Schist 

0.877 

Non-command 

Phyllite & Schist 

0.432 

Non-command 

Quartzite 

0.721 

Non-command 

Quartzite 

0.344 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

60,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.122 

0.122 

0.006 

0.006 

0.043 

0.043 

0.120 

0.128 

0.060 

0.060 

0.162 

0.179 

0.282 

0.341 

- 

- ' 

0.007 

0.007 

0.078 

0.078 

0.048 

0.048 

0.030 

0.030 

0.042 

0.042 

- 

- i 

0.007 

0.007 

0.024 

0.024 

0.024 

0.024 

0.048 

0.048 

0.222 

0.222 

0.048 

0.073 

0.060 

0.060 


0.096 

0.096 

0.048 

0.048 

0.036 

0.053 


0.174 

0.182 

0.012 

0.012 

0.024 

0.024 

0.204 

0.238 

0.042 

0.042 

0.042 

0.050 

0.258 

0.266 

0.156 

0.156 

0.042 

0.042 

- 

- 

0.018 

0.018 

0.072 

0.072 

0.014 

0.014 

0.120 

0.120 

0.042 

0.042 

0.330 

0.389 

0.012 

0.012 

0.054 

0.054 

0.012 

0.012 

- 

- 

0.012 

0.012 

0.029 

0.029 

0.240 

0.240 

0.012 

0.012 

0.006 

0.006 

0.014 

0.014 

0.022 

0.022 



















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


(2) 

(3) 

(4) 

(5) 

Lakha Gurha 

0826000403122500 

2.499 

Fresh 

Leelawas 

0826000403121800 

1.239 

Fresh 

Looniyara 

0826000403126200 

7.875 

Fresh 

Lukra 

0826000403124900 

1.315 

Fresh 

Lunawaton Ka Khera 

0826000403129800 

3.380 

Fresh 

Madri 

0826000403134400 

18.232 

Fresh 

Magwas 

0826000403126800 

3.316 

Fresh 

Mahadevji Ka Kad 

0826000403122200 

1.511 

Fresh 

Makradeo 

0826000403128400 

5.225 

Fresh 

Malaniya Kalan 

0826000403126000 

2.158 

Fresh 

Manas 

0826000403129400 

4.983 

Fresh 

Maseengpura 

0826000403129500 

1.306 

Fresh 

Melaniya Khurd 

0826000403125900 

0.278 

Fresh 

Mohammad Phalasiya 

0826000403116800 

13.832 

Fresh 

Namli 

0826000403120600 

2.238 

Fresh 

Nandela 

0826000403120500 

1.266 

Fresh 

Naya Gaon 

0826000403126400 

3.378 

Fresh 

Nayarahat 

0826000403122300 

0.696 

Fresh 

Netaji Ka Bara 

0826000403116900 

10.688 

Fresh 

Ora 

0826000403124700 

1.397 

Fresh 

Owra 

0826000403129000 

1.298 

Fresh 

Pai 

0826000503158600 

27.524 

Fresh 

Palawara 

0826000403128600 

2.777 

Fresh 

Paliya Khera 

0826000403127700 

9.238 

Fresh 

Palkhuna 

0826000403125400 

0.758 

Fresh 

Parda 

0826000403125200 

0.937 

Fresh 

Reechhawar 

0826000403135100 

7.202 

Fresh 

Rohimala 

0826000403125300 

1.871 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sahiwara 

0826000403124800 

1.860 

Fresh 

Saldari 

0826000403127900 

6.111 

Fresh 

Salukhera 

0826000403120700 

3.014 

Fresh 

Sandmari 

0826000403119900 

1.848 

Fresh 

Sarwali 

0826000403125800 

1.433 

Fresh 

Satka 

0826000403125000 

3.827 

Fresh 

Selana 

0826000403128000 

4.036 

Fresh 

Shivpura 

0826000403127400 

4.021 

Fresh 

Sultanji Ka Kherwara 

0826000403127000 

4.627 

Fresh 

Teendor 

0826000403128900 

2.349 

Fresh 

Thobawara 

0826000403122800 

1.719 

Fresh 

Upreta 

0826000403120100 

12.978 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


10004012 


Vanpura 

0826000403126500 

2.303 

Fresh 

Wangli 

0826000403119500 

0.925 

Fresh 

Adol 

0826000403121300 

3.780 

Fresh 

Akodara 

0826000403115900 

0.562 

Fresh 

Alsigarh 

0826000503158500 

21.929 

Fresh 

Bachhar 

0826000503156800 

2.935 

Fresh 

Badoondiya 

0826000203082900 

2.064 

Fresh 

Bagdunda 

0826000203083500 

4.683 

Fresh 

Belniya 

0826000403121500 

3.777 

Fresh 

Bharodi 

0826000203083400 

2.285 

Fresh 

Bheoriya 

0826000203082400 

5.816 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

2.122 

Non-command 

Phyllite & Schist 

1.087 

Non-command 

Phyllite & Schist 

0.223 

Non-command 

Quartzite 

0.059 

Non-command 

Phyllite & Schist 

3.380 

Non-command 

Phyllite & Schist 

0.307 

Non-command 

Phyllite & Schist 

2.353 

Non-command 

Phyllite & Schist 

0.894 

Non-command 

Phyllite & Schist 

5.122 

Non-command 

Phyllite & Schist 

1.251 

Non-command 

Phyllite & Schist 

4.834 

Non-command 

Phyllite & Schist 

1.306 

Non-command 

Phyllite & Schist 

0.273 

Non-command 

Phyllite & Schist 

7.842 

Non-command 

Phyllite & Schist 

0.123 

Non-command 

Phyllite & Schist 

1.214 

Non-command 

Phyllite & Schist 

2.268 

Non-command 

Phyllite & Schist 

0.574 

Non-command 

Phyllite & Schist 

0.072 

Non-command 

Phyllite & Schist 

1.301 

Non-command 

Phyllite & Schist 

1.259 

Non-command 

Phyllite & Schist 

0.312 

Non-command 

Phyllite & Schist 

0.855 

Non-command 

Phyllite & Schist 

5.181 

Non-command 

Quartzite 

0.661 

Non-command 

Quartzite 

0.733 

Non-command 

Phyllite & Schist 

0.611 

Non-command 

Phyllite & Schist 

0.002 

Non-command 

Quartzite 

1.573 

Non-command 

Phyllite & Schist 

0.283 

Non-command 

Phyllite & Schist 

4.517 

Non-command 

Phyllite & Schist 

1.084 

Non-command 

Quartzite 

0.017 

Non-command 

Phyllite & Schist 

1.053 

Non-command 

Quartzite 

0.010 

Non-command 

Phyllite & Schist 

3.714 

Non-command 

Phyllite & Schist 

2.099 

Non-command 

Phyllite & Schist 

3.638 

Non-command 

Phyllite & Schist 

0.019 

Non-command 

Phyllite & Schist 

1.669 

Non-command 

Phyllite & Schist 

3.872 

Non-command 

Quartzite 

4.499 

Non-command 

Phyllite & Schist 

2.139 

Non-command 

Quartzite 

0.016 

Non-command 

Phyllite & Schist 

1.868 

Non-command 

Phyllite & Schist 

0.128 

Non-command 

Phyllite & Schist 

10.831 

Non-command 

Phyllite & Schist 

1.156 

Non-command 

Phyllite & Schist 

1.118 

Non-command 

Phyllite & Schist 

3.380 

Non-command 

Phyllite & Schist 

2.363 

Non-command 

Phyllite & Schist 

1.537 

Non-command 

Phyllite & Schist 

2.575 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.102 

0.110 

0.066 

0.074 

0.006 

0.006 

- 

- 

0.096 

0.096 

0.006 

0.006 

0.246 

0.246 

0.042 

0.042 

0.210 

0.210 

0.030 

0.030 

0.330 

0.389 

0.060 

0.077 

0.054 

0.054 

0.042 

0.042 

0.006 

0.006 

0.042 

0.042 

0.108 

0.150 

0.024 

0.024 

- 

- 

0.300 

0.300 

0.030 

0.089 


0.024 

0.024 

0.030 

0.030 

0.014 

0.014 

0.022 

0.022 

0.018 

0.018 


0.086 

0.086 

0.006 

0.006 

0.024 

0.024 

0.030 

0.030 



0.168 

0.168 

0.048 

0.048 

0.306 

0.306 

- 

- | 

0.228 

0.228 

0.090 

0.090 

0.130 

0.130 

0.036 

0.036 

- 

- 

0.060 

0.060 

0.048 

0.048 

0.104 

0.104 

0.101 

0.101 

0.114 

0.114 

0.324 

0.324 

0.060 

0.060 

0.114 

0.114 

0.054 

0.054 




























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 



Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Borao Ka Khera 

0826000503156700 

2.127 

Fresh 

Brahmanon Ka Kherwara 

0826000403121000 

3.372 

Fresh 

Chandwas 

0826000403116600 

4.078 

Fresh 

Changla 

0826000403121200 

3.333 

Fresh 

Chechlaya 

0826000403120900 

2.656 

Fresh 

Chhali 

0826000203082500 

3.899 

Fresh 

Chhatardi 

0826000403121400 

5.348 

Fresh 

Deola 

0826000403116300 

0.524 

Fresh 

Dewas 

0826000403116100 

7.503 

Fresh 

Dhadhawali 

0826000403115800 

10.096 

Fresh 

Dodawali 

0826000503156400 

8.449 

Fresh 

Gadariyawas 

0826000403116500 

11.695 

Fresh 

Gata 

0826000203081400 

4.234 

Fresh 

Gorana 

0826000403121100 

6.340 

Fresh 

Jeerai 

0826000203083300 

1.043 

Fresh 

Jhadol 

0826000403121600 

7.612 

Fresh 

Jolawas 

0826000203083200 

9.450 

Fresh 

Kachhwa 

0826000203081300 

3.362 

Fresh 

Karnali 

0826000503156500 

2.083 

Fresh 

Keli 

0826000503157000 

5.201 

Fresh 

Khakhara Khera 

0826000403120400 

1.088 

Fresh 

Kumariya Khera 

0826000503158700 

8.051 

Fresh 

Kurdau 

0826000203083000 

3.827 

Fresh 

Leelawas 

0826000403121800 

1.239 

Fresh 

Mada 

0826000203082800 

8.231 

Fresh 

Madri 

0826000503156900 

0.937 

Fresh 

Majam 

0826000203083600 

6.091 

Fresh 

Majawad 

0826000203083100 

9.107 

Fresh 

Malariya Kalan (Delwara) 

0826000203082700 

0.977 

Fresh 

Malariya Khurd (Gogunda) 

0826000203082600 

3.345 

Fresh 

Malpur 

0826000403116700 

4.657 

Fresh 

Mohammad Phalasiya 

0826000403116800 

13.832 

Fresh 

Mokhal 

0826000203082000 

10.249 

Fresh 

Mokhi 

0826000203081500 

7.236 

Fresh 

Morwa 

0826000203081800 

4.787 

Fresh 

Mundawali 

0826000403116200 

4.076 

Fresh 

Namli 

0826000403120600 

2.238 

Fresh 

Nandbel 

0826000403116000 

5.870 

Fresh 

Nandela 

0826000403120500 

1.266 

Fresh 

Nayarahat 

0826000403122300 

0.696 

Fresh 

Pai 

0826000503158600 

27.524 

Fresh 

Patiyan 

0826000203081700 

9.208 

Fresh 

Peepalwas 

0826000503158400 

5.580 

Fresh 

Ranan 

0826000203081200 

5.833 

Fresh 

Rathoran Ka Gurha 

0826000503140600 

6.967 

Fresh 

Salar 

0826000403115700 

12.016 

Fresh 

Salukhera 

0826000403120700 

3.014 

Fresh 

Sarna 

0826000403120800 

3.090 

Fresh 

Senwara 

0826000203082200 

22.946 

Fresh 

Soorajgarh 

0826000203082100 

9.129 

Fresh 

Surana 

0826000503156600 

0.461 

Fresh 

Talai 

0826000403116400 

5.966 

Fresh 

Undithal 

0826000203082300 

18.526 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

( 7 ) 

(8) 

Non-command 

Phyllite & Schist 

1.142 

Non-command 

Phyllite & Schist 

3.372 

Non-command 

Phyllite & Schist 

3.923 

Non-command 

Phyllite & Schist 

1.320 

Non-command 

Phyllite & Schist 

2.349 

Non-command 

Phyllite & Schist 

2.421 

Non-command 

Phyllite & Schist 

3.138 

Non-command 

Phyllite & Schist 

0.524 

Non-command 

Phyllite & Schist 

5.407 

Non-command 

Phyllite & Schist 

9.045 

Non-command 

Phyllite & Schist 

2.804 

Non-command 

Phyllite & Schist 

7.963 

Non-command 

Phyllite & Schist 

2.907 

Non-command 

Phyllite & Schist 

3.417 

Non-command 

Phyllite & Schist 

1.043 

Non-command 

Phyllite & Schist 

1.696 

Non-command 

Phyllite & Schist 

5.924 

Non-command 

Phyllite & Schist 

0.861 

Non-command 

Phyllite & Schist 

1.434 

Non-command 

Phyllite & Schist 

2.361 

Non-command 

Phyllite & Schist 

0.952 

Non-command 

Phyllite & Schist 

0.419 

Non-command 

Phyllite & Schist 

3.021 

Non-command 

Phyllite & Schist 

0.152 

Non-command 

Phyllite & Schist 

5.508 

Non-command 

Phyllite & Schist 

0.746 

Non-command 

Phyllite & Schist 

1.112 

Non-command 

Phyllite & Schist 

5.670 

Non-command 

Phyllite & Schist 

0.849 

Non-command 

Phyllite & Schist 

1.679 

Non-command 

Phyllite & Schist 

3.589 

Non-command 

Phyllite & Schist 

0.205 

Non-command 

Phyllite & Schist 

0.099 

Non-command 

Phyllite & Schist 

0.676 

Non-command 

Phyllite & Schist 

0.021 

Non-command 

Phyllite & Schist 

3.328 

Non-command 

Phyllite & Schist 

2.114 

Non-command 

Phyllite & Schist 

3.491 

Non-command 

Phyllite & Schist 

0.037 

Non-command 

Phyllite & Schist 

0.016 

Non-command 

Phyllite & Schist 

11.819 

Non-command 

Phyllite & Schist 

0.145 

Non-command 

Phyllite & Schist 

1.624 

Non-command 

Phyllite & Schist 

0.791 

Non-command 

Phyllite & Schist 

0.055 

Non-command 

Phyllite & Schist 

0.104 

Non-command 

Phyllite & Schist 

1.769 

Non-command 

Phyllite & Schist 

2.816 

Non-command 

Phyllite & Schist 

2.308 

Non-command 

Phyllite & Schist 

0.155 

Non-command 

Phyllite & Schist 

0.461 

Non-command 

Phyllite & Schist 

5.520 

Non-command 

Phyllite & Schist 

11.835 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

60,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

60,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.018 


0.084 


0.156 


0.084 


0.072 


0.270 


0.042 



0.060 

0.060 

0.054 

0.054 

0.156 

0.190 



0.025 

0.025 

0.024 

0.024 



0.048 

0.048 

0.060 

0.060 

0.018 

0.018 

- 

- 

0.058 

0.058 

0.144 

0.144 

0.270 

0.270 

































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


(V 


10004013 



Adooji Ka Was 


Ajaypura 


Akyawar 


Amba 


Ambawa 


Amri 


Atatiya 


Balti Ka Khera 


Bansriya 


Bayana 


Behra 


Bharodi 


Bhoora 


Bilriya 


Chak Jhalar 


Chak Peepalmal 


Chauhanwas 


Chokhalabara 


Chooli 


Chundawaton Ka Khera 


Dadiya 


Darmiya 


Dedkiya 


Deorawas 


Deoron Ka Khera 


Dhabra 


Dhoya 


Doongariyawas 


Forest Area 


Census Code 

Area 


sq.km 

(3) 

(4) 

0826000303094100 

2.159 

0826000203080500 

1.405 

0826000303086400 

4.239 



0826000303096800 

2.891 

0826000303092400 

1.824 

0826000303093700 

2.941 


0826000403115300 

0.766 

0826000403114800 

4.587 

0826000403117600 

2.101 

0826000303092900 

3.254 

0826000203081000 

5.818 

0826000203083400 

2.285 

0826000403115500 

2.082 

0826000303095500 

0.658 

0826000203078700 

0.952 

0826000303091600 

3.351 

0826000403115400 

3.082 

0826000403115600 

7.079 


0826000303091800 

1.435 

0826000303096000 

1.381 

0826000203080300 

6.155 

0826000403118100 

3.471 

0826000303096400 

1.986 

0826000403115200 

0.957 

0826000203081900 

3.526 

0826000303093900 

1.322 

0826000303094000 

1.111 

0826000403114900 

1.616 

0826000926900003 

42.718 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Gadariyawas 

0826000303094700 

1.535 

Saline 

Garda 

0826000303094500 

1.137 

Saline 

Gehloton Ka Gurha 

0826000203079100 

2.624 

Fresh 

Hathni 

0826000303092600 

1.109 

Saline 

Indra Ka Khera 

0826000303094300 

0.855 

Saline 

Jambua 

0826000303094900 

1.454 

Saline 

Jelai Kalan 

0826000303094400 

0.900 

Saline 

Jelai Khurd 

0826000303094600 

0.854 

Saline 

Jhalra 

0826000303091700 

4.061 

Saline 

Jhank 

0826000303092700 

3.300 

Saline 

Junjarpura 

0826000203080600 

2.565 

Fresh 

Kachhwa 

0826000203081300 

3.362 

Fresh 

Kalji Ka Gurha 

0826000203081100 

1.977 

Fresh 

Kanthariya 

0826000303095000 

1.095 

Saline 

Kelthara 

0826000303093500 

0.162 

Saline 

Khakhri 

0826000203080400 

5.779 

Fresh 

Khambiya 

0826000303095100 

1.298 

Saline 

Khera 

0826000303095400 

4.308 

Saline 

Kitawaton Ka Khera 

0826000403117100 

0.290 

Saline 

Kolar 

0826000403117700 

2.500 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

( 7 ) 

(8) 

Non-command 

Phyllite & Schist 

1.959 

Non-command 

Phyllite & Schist 

0.819 

Non-command 

Erinpura Granite 

0.023 

Non-command 

Erinpura Granite 

0.026 

Non-command 

Phyllite & Schist 

2.707 

Non-command 

Phyllite & Schist 

1.453 

Non-command 

Phyllite & Schist 

1.104 

Non-command 

Phyllite & Schist 

1.309 

Non-command 

Phyllite & Schist 

0.766 

Non-command 

Phyllite & Schist 

1.590 

Non-command 

Phyllite & Schist 

1.487 

Non-command 

Phyllite & Schist 

3.092 

Non-command 

Phyllite & Schist 

2.100 

Non-command 

Phyllite & Schist 

0.206 

Non-command 

Phyllite & Schist 

1.608 

Non-command 

Phyllite & Schist 

0.658 

Non-command 

Phyllite & Schist 

0.002 

Non-command 

Phyllite & Schist 

0.493 

Non-command 

Phyllite & Schist 

2.537 

Non-command 

Phyllite & Schist 

0.164 

Non-command 

Phyllite & Schist 

0.238 

Non-command 

Phyllite & Schist 

1.404 

Non-command 

Phyllite & Schist 

1.381 

Non-command 

Phyllite & Schist 

2.167 

Non-command 

Phyllite & Schist 

1.751 

Non-command 

Phyllite & Schist 

1.977 

Non-command 

Phyllite & Schist 

0.957 

Non-command 

Phyllite & Schist 

3.077 

Non-command 

Phyllite & Schist 

0.508 

Non-command 

Phyllite & Schist 

1.102 

Non-command 

Phyllite & Schist 

1.194 

Non-command 

Erinpura Granite 

1.350 

Non-command 

Phyllite & Schist 

5.918 

Non-command 

Phyllite & Schist 

1.535 

Non-command 

Phyllite & Schist 

1.137 

Non-command 

Phyllite & Schist 

0.087 

Non-command 

Phyllite & Schist 

1.018 

Non-command 

Phyllite & Schist 

0.855 

Non-command 

Phyllite & Schist 

1.211 

Non-command 

Phyllite & Schist 

0.900 

Non-command 

Phyllite & Schist 

0.854 

Non-command 

Phyllite & Schist 

0.778 

Non-command 

Phyllite & Schist 

1.880 

Non-command 

Phyllite & Schist 

1.716 

Non-command 

Phyllite & Schist 

1.112 

Non-command 

Phyllite & Schist 

0.188 

Non-command 

Phyllite & Schist 

1.041 

Non-command 

Phyllite & Schist 

0.071 

Non-command 

Phyllite & Schist 

1.156 

Non-command 

Phyllite & Schist 

1.298 

Non-command 

Phyllite & Schist 

4.308 

Non-command 

Phyllite & Schist 

0.290 

Non-command 

Phyllite & Schist 

2.011 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

60,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.025 

0.025 

0.006 

0.006 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.007 

0.007 

0.007 

0.004 

0.004 

0.058 

0.064 

0.004 

0.004 

0.004 

0.004 

0.014 

0.014 

0.012 

0.012 

0.018 

0.018 

0.130 

0.136 

0.018 

0.018 



0.007 

0.007 

0.078 

0.078 



0.014 

0.020 

0.156 

0.156 

0.007 

0.007 

0.032 

0.032 

0.011 

0.011 



0.007 

0.007 

0.014 

0.014 

0.006 

0.006 

0.014 

0.014 

0.011 

0.011 

0.007 

0.007 

0.018 

0.018 

0.018 

0.018 

0.004 

0.004 

0.018 

0.018 

0.024 

0.024 

0.078 

0.092 

- 

- 

0.018 

0.018 

0.040 

0.040 

0.030 

0.030 

0.032 

0.032 

0.004 

0.004 

- 

- 

0.036 

0.036 







































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Kukara Khera 


Kumarwas 


Kundal 


Kunti Ka Lewa 


Kurdau 


Lambi Semal 


Loro Ka Was 


Lunawaton Ka Was 


Mada 


Madra 


Madri 


Mahula 


Malawari 


Matasula 


Mohani 


Mokhal 


Mokhi 


Morwa 


Mundawali 


Nal 


Nandiya 


Napadevi 


Narsinghpura 


Nayawas 


Ogna 


Padiyawas 


Padmaori 


Palaya Peepla 


Pandlon Ka Chora 


Parawali Kalan 


Parawali Khurd 


Patiya 


Patiyan 


Peelak 


Peepal Bara 


Peepalmal 


Peepli Khera 


Pemadevi Ka Khera 


Ranan 


Ranawaton Ka Gurha 


Ranpur 


Sala Ghati 


Salar 


Sameeja 


Sandar 


Sankhala 


Sarka Khera 


Seewariya 


Census Code 

Area 

sq.km 

(3) 

(4) 

0826000303095800 

3.492 

0826000403118500 

1.410 

0826000403117900 

2.993 

0826000303091900 

4.722 

0826000203083000 

3.827 

0826000303096700 

1.780 

0826000303096500 

2.986 

0826000303096100 

1.241 

0826000203082800 

8.231 

0826000303095600 

3.118 

0826000303093000 

1.525 

0826000303096300 

2.880 

0826000303095700 

2.742 

0826000303093300 

2.305 

0826000403118400 

1.956 

0826000203082000 

10.249 

0826000203081500 

7.236 

0826000203081800 

4.787 

0826000303095900 

3.898 

0826000203081600 

20.335 



0826000403115000 

1.724 

0826000403118300 

2.033 

0826000303094200 

1.503 

0826000303092500 

5.268 

0826000403117200 

2.025 

0826000403118200 

3.231 

0826000303092100 

5.039 

0826000303092200 

7.346 

0826000303092000 

4.781 

0826000303096600 

0.976 

0826000303096200 

4.382 

0826000303092300 

0.961 

0826000203081700 

9.208 

0826000403118000 

12.630 

0826000403117000 

2.499 

0826000303091500 

16.703 

0826000303093400 

1.327 

0826000403117500 

2.705 

0826000203081200 

5.833 

0826000203078400 

12.677 



0826000403119200 

3.663 

0826000303097000 

23.236 

0826000403115700 

12.016 

0826000303094800 

2.341 

0826000303092800 

1.690 

0826000403117300 

1.605 

0826000403117800 

2.910 

0826000203080800 

26.386 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Saline Non-command 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

( 7 ) 

(8) 

Non-command 

Phyllite & Schist 

3.492 

Non-command 

Phyllite & Schist 

1.117 

Non-command 

Phyllite & Schist 

2.265 

Non-command 

Phyllite & Schist 

4.486 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Phyllite & Schist 

1.712 

Non-command 

Phyllite & Schist 

2.881 

Non-command 

Phyllite & Schist 

1.241 

Non-command 

Phyllite & Schist 

0.427 

Non-command 

Phyllite & Schist 

3.118 

Non-command 

Phyllite & Schist 

0.842 

Non-command 

Phyllite & Schist 

2.880 

Non-command 

Phyllite & Schist 

2.626 

Non-command 

Phyllite & Schist 

2.305 

Non-command 

Phyllite & Schist 

0.325 

Non-command 

Phyllite & Schist 

7.985 

Non-command 

Phyllite & Schist 

3.488 

Non-command 

Phyllite & Schist 

3.918 

Non-command 

Phyllite & Schist 

3.886 

Non-command 

Phyllite & Schist 

7.038 

Non-command 

Phyllite & Schist 

2.223 

Non-command 

Phyllite & Schist 

1.724 

Non-command 

Phyllite & Schist 

0.048 

Non-command 

Phyllite & Schist 

1.303 

Non-command 

Phyllite & Schist 

2.285 

Non-command 

Phyllite & Schist 

1.903 

Non-command 

Phyllite & Schist 

1.740 

Non-command 

Phyllite & Schist 

4.220 

Non-command 

Phyllite & Schist 

3.756 

Non-command 

Phyllite & Schist 

4.589 

Non-command 

Phyllite & Schist 

0.891 

Non-command 

Phyllite & Schist 

4.167 

Non-command 

Phyllite & Schist 

0.961 

Non-command 

Phyllite & Schist 

7.223 

Non-command 

Phyllite & Schist 

2.570 

Non-command 

Phyllite & Schist 

0.238 

Non-command 

Phyllite & Schist 

0.035 

Non-command 

Phyllite & Schist 

1.327 

Non-command 

Phyllite & Schist 

1.689 

Non-command 

Phyllite & Schist 

3.687 

Non-command 

Erinpura Granite 

0.115 

Non-command 

Phyllite & Schist 

1.548 

Non-command 

Erinpura Granite 

0.167 

Non-command 

Phyllite & Schist 

3.387 

Non-command 

Phyllite & Schist 

0.021 

Non-command 

Phyllite & Schist 

6.229 

Non-command 

Phyllite & Schist 

0.772 

Non-command 

Phyllite & Schist 

2.341 

Non-command 

Phyllite & Schist 

0.997 

Non-command 

Phyllite & Schist 

1.605 

Non-command 

Phyllite & Schist 

1.697 

Non-command 

Phyllite & Schist 

13.149 

Non-command 

Phyllite & Schist 

4.488 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

30,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

100,000 

80,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

30,000 

20,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

50,000 

120 

30,000 

20,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.004 

0.004 

0.011 

0.011 

0.006 

0.006 

0.104 

0.104 

0.014 

0.014 

- 

- 

0.004 

0.004 

0.029 

0.029 

0.011 

0.011 

0.126 

0.126 


0.132 

0.132 

0.018 

0.018 



0.212 

0.230 

0.004 

0.004 



0.050 

0.050 

0.025 

0.025 


0.132 

0.132 

0.011 

0.011 



0.006 

0.006 

0.083 

0.083 

- 

- 

0.025 

0.025 

0.029 

0.029 

0.084 

0.084 

0.012 

0.012 


































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


10004014 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Soorajgarh 


Sooran 


Surajwara 


Tepron Ki Bor 


Tepur 


Thai 


Thapiya Kalan 


Thapiya Khurd 


Torna 


Uchhati Beri 


Ukhaliyat 


Undithal 


Undri 


Vajawaton Ka Khera 


Veerpura 


Was 


Adalakar 


Adiwas 


Adkaliya 


Census Code 

Area 


sq.km 

(3) 

(4) 

0826000203082200 

22.946 



0826000203082100 

9.129 

0826000203080700 

6.037 

0826000303093600 

4.456 

0826000303093800 

1.031 

0826000303096900 

32.834 

0826000303089200 

4.563 

0826000303093100 

3.416 

0826000303093200 

1.354 

0826000303099700 

112.450 


0826000403117400 

0.548 

0826000303086300 

5.979 

0826000203082300 

18.526 

0826000203080900 

7.499 

0826000403115100 

2.705 

0826000303095200 

3.256 

0826000303095300 

1.172 

0826000403133500 

1.508 

0826000403124400 

4.089 

0826000403131600 

3.264 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


1.751 Fresh Non-command 



Ajroli Daulji 

0826000403132800 

1.332 

Fresh 

Ajroli Dhoolji 

0826000403132600 

1.486 

Fresh 

Ajroli Khas 

0826000403132700 

1.389 

Fresh 

Amaliya 

0826000403136500 

13.284 

Fresh 


Saline Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Ambadeh 

0826000303111300 

9.175 

Fresh 

Ambawi 

0826000403120000 

3.156 

Fresh 

Amleta 

0826000403131800 

1.811 

Fresh 

Amra 

0826000403137300 

13.923 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Arjunpura 

0826000303109000 

0.811 

Fresh 

Bansiwara 

0826000403123900 

7.715 

Fresh 


Barimahuli 

0826000403131100 

5.090 

Fresh 

Barli 

0826000303109500 

4.016 

Fresh 

Benagiya 

0826000403123600 

1.177 

Fresh 


Bhagorawas 

0826000403132500 

1.787 

Fresh 

Bhakoomba 

0826000403124200 

3.015 

Fresh 


6.527 Fresh Non-command 



3.512 Fresh Non-command 


Bhoora 

0826000403115500 

2.082 

Saline 

Biroti 

0826000403124000 

10.460 

Fresh 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

( 7 ) 

(8) 

Non-command 

Phyllite & Schist 

11.895 

Non-command 

Phyllite & Schist 

1.501 

Non-command 

Phyllite & Schist 

7.475 

Non-command 

Phyllite & Schist 

4.675 

Non-command 

Phyllite & Schist 

1.456 

Non-command 

Phyllite & Schist 

0.487 

Non-command 

Phyllite & Schist 

5.958 

Non-command 

Phyllite & Schist 

3.055 

Non-command 

Phyllite & Schist 

1.032 

Non-command 

Phyllite & Schist 

0.988 

Non-command 

Phyllite & Schist 

0.036 

Non-command 

Phyllite & Schist 

1.800 

Non-command 

Phyllite & Schist 

0.429 

Non-command 

Erinpura Granite 

0.112 

Non-command 

Phyllite & Schist 

0.029 

Non-command 

Phyllite & Schist 

2.597 

Non-command 

Phyllite & Schist 

1.814 

Non-command 

Phyllite & Schist 

3.256 

Non-command 

Phyllite & Schist 

1.172 

Non-command 

Quartzite 

0.787 

Non-command 

Quartzite 

0.054 

Non-command 

Phyllite & Schist 

2.641 

Non-command 

Quartzite 

0.011 

Non-command 

Phyllite & Schist 

0.013 

Non-command 

Quartzite 

1.010 

Non-command 

Phyllite & Schist 

0.228 

Non-command 

Quartzite 

0.353 

Non-command 

Phyllite & Schist 

0.863 

Non-command 

Phyllite & Schist 

0.885 

Non-command 

Phyllite & Schist 

0.725 

Non-command 

Phyllite & Schist 

0.015 

Non-command 

Quartzite 

0.106 

Non-command 

Phyllite & Schist 

2.051 

Non-command 

Quartzite 

0.053 

Non-command 

Quartzite 

0.028 

Non-command 

Phyllite & Schist 

7.819 

Non-command 

Quartzite 

0.555 

Non-command 

Phyllite & Schist 

0.697 

Non-command 

Phyllite & Schist 

1.182 

Non-command 

Quartzite 

1.417 

Non-command 

Quartzite 

0.067 

Non-command 

Phyllite & Schist 

4.016 

Non-command 

Phyllite & Schist 

0.475 

Non-command 

Quartzite 

0.219 

Non-command 

Phyllite & Schist 

1.436 

Non-command 

Phyllite & Schist 

2.035 

Non-command 

Quartzite 

0.117 

Non-command 

Phyllite & Schist 

0.040 

Non-command 

Quartzite 

2.866 

Non-command 

Phyllite & Schist 

1.657 

Non-command 

Quartzite 

0.448 

Non-command 

Phyllite & Schist 

0.010 

Non-command 

Phyllite & Schist 

2.610 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

50,000 

120 

30,000 

20,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

60,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

60,000 

50,000 

120 

60,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

50,000 

30,000 

120 

70,000 

50,000 



Wells with 
Pumpset 


MCM 


(15) 


0.108 




0.007 

0.007 

0.007 

0.007 



0.006 

0.006 

0.004 

0.004 

0.076 

0.076 

0.025 

0.025 



0.004 

0.004 

0.012 

0.012 

0.012 

0.012 

0.048 

0.048 



0.102 

0.102 

0.007 

0.007 

0.058 

0.058 

0.012 

0.012 

0.022 

0.022 


0.115 

0.115 

0.036 

0.036 

0.022 

0.022 

0.024 

0.024 

0.036 

0.036 



0.022 

0.022 

0.036 

0.036 

0.014 

0.014 






























































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Bitta 

0826000403131300 

2.268 

Fresh 

Bobrawara 

0826000403133300 

1.878 

Fresh 


Non-command 


Non-command 



Boti Kalan 

0826000303109800 

5.494 

Fresh 

Boti Khurd 

0826000303110500 

3.899 

Fresh 

Burawara 

0826000403133000 

1.550 

Fresh 

Chak Ghorimal 

0826000303108700 

4.292 

Fresh 

Chak Karwa Mahua 

0826000303108800 

7.611 

Fresh 

Chauhanwas 

0826000403115400 

3.082 

Saline 

Chokhalabara 

0826000403115600 

7.079 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0826000303109200 


Saline 


16.426 Fresh 


Non-command 


Non-command 


Choki Magri 

0826000303109600 

0.747 

Fresh 

Dabla 

0826000403123700 

2.023 

Fresh 

Darmiya 

0826000403118100 

3.471 

Saline 

Dhadhawali 

0826000403115800 

10.096 

Fresh 

Dhala 

0826000403133600 

5.637 

Fresh 

Dharawan 

0826000403137500 

13.366 

Fresh 

Dheemri 

0826000403119600 

1.872 

Fresh 

Dhooli Bhakhri 

0826000403119100 

2.103 

Fresh 

Dob 

0826000403124300 

2.339 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Dungariya 

0826000303109100 

12.115 

Fresh 

Galdhar 

0826000403119800 

7.827 

Fresh 


Non-command 


Non-command 


Gamri 

0826000403131400 

7.975 

Fresh 

Gau Peepla 

0826000303109700 

4.301 

Fresh 

Gejvi 

0826000403123200 

8.507 

Fresh 


Non-command 


Non-command 


Non-command 


Godalwara 

0826000303110400 

2.714 

Fresh 

Gurad 

0826000403133200 

2.507 

Fresh 


Kakarmala 


Kaliya Ghati 


Kanjawa 


Kapayabas 


Non-command 


Non-command 



Jalampura 

0826000403130800 

2.909 

Fresh 

Jawariya 

0826000403119700 

0.666 

Fresh 

Jetiwara 

0826000403123400 

6.222 

Fresh 


Non-command 


Non-command 


Non-command 



0826000403123000 


0826000403123100 


0826000303110000 


0826000403118800 


2.441 Fresh 


2.181 Fresh 


2.181 Fresh 


Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Saline Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Quartzite 

2.823 

Non-command 

Phyllite & Schist 

1.670 

Non-command 

Phyllite & Schist 

0.246 

Non-command 

Quartzite 

0.918 

Non-command 

Phyllite & Schist 

5.093 

Non-command 

Phyllite & Schist 

2.892 

Non-command 

Quartzite 

0.557 

Non-command 

Phyllite & Schist 

0.004 

Non-command 

Phyllite & Schist 

2.012 

Non-command 

Phyllite & Schist 

0.003 

Non-command 

Phyllite & Schist 

1.637 

Non-command 

Quartzite 

0.679 

Non-command 

Phyllite & Schist 

2.078 

Non-command 

Phyllite & Schist 

2.071 

Non-command 

Quartzite 

0.071 

Non-command 

Phyllite & Schist 

0.747 

Non-command 

Phyllite & Schist 

0.561 

Non-command 

Phyllite & Schist 

0.006 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Quartzite 

0.178 

Non-command 

Phyllite & Schist 

5.993 

Non-command 

Quartzite 

1.167 

Non-command 

Quartzite 

1.181 

Non-command 

Phyllite & Schist 

0.396 

Non-command 

Quartzite 

1.434 

Non-command 

Phyllite & Schist 

0.136 

Non-command 

Quartzite 

1.380 

Non-command 

Phyllite & Schist 

6.559 

Non-command 

Phyllite & Schist 

0.651 

Non-command 

Quartzite 

2.634 

Non-command 

Phyllite & Schist 

3.319 

Non-command 

Phyllite & Schist 

4.301 

Non-command 

Phyllite & Schist 

1.309 

Non-command 

Quartzite 

3.307 

Non-command 

Phyllite & Schist 

2.105 

Non-command 

Phyllite & Schist 

0.784 

Non-command 

Quartzite 

1.369 

Non-command 

Phyllite & Schist 

0.660 

Non-command 

Quartzite 

0.711 

Non-command 

Quartzite 

0.012 

Non-command 

Quartzite 

0.454 

Non-command 

Phyllite & Schist 

0.817 

Non-command 

Quartzite 

0.421 

Non-command 

Phyllite & Schist 

1.197 

Non-command 

Quartzite 

0.018 

Non-command 

Phyllite & Schist 

0.809 

Non-command 

Quartzite 

3.382 

Non-command 

Quartzite 

0.048 

Non-command 

Quartzite 

1.754 

Non-command 

Phyllite & Schist 

2.166 

Non-command 

Quartzite 

0.652 

Non-command 

Phyllite & Schist 

0.015 

Non-command 

Quartzite 

0.230 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

50,000 

30,000 

120 

70,000 

60,000 

120 

50,000 

30,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

50,000 

30,000 

120 

50,000 

30,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.072 

0.072 

0.006 

0.006 

- 

- 

0.007 

0.007 

0.036 

0.036 

0.058 

0.058 

0.014 

0.014 



0.018 

0.018 

0.007 

0.007 

0.014 

0.014 

0.022 

0.022 


0.058 

0.058 

0.024 

0.024 



0.066 

0.066 

0.014 

0.014 

0.007 

0.007 

0.012 

0.012 

0.043 

0.043 

0.006 

0.006 

0.050 

0.050 

0.086 

0.086 

0.018 

0.018 

0.094 

0.094 

0.048 

0.048 

0.137 

0.137 

0.066 

0.074 

0.202 

0.210 

0.065 

0.065 

0.018 

0.018 

0.036 

0.036 

0.012 

0.012 

0.014 

0.014 


0.022 

0.022 

0.024 

0.024 

0.014 

0.014 

0.018 

0.018 


0.018 

0.018 

0.079 

0.079 


0.072 

0.072 

0.036 

0.036 

0.007 

0.007 










































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Mohammad Phalasiya 


Mohani 


Nalannama 


Napadevi 


Nayagaon 


Netaji Ka Bara 


Parmer 


Pathar Pari 


Peelak 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


( 4 ) ( 5 ) ( 6 ) 


12.378 Fresh Non-command 


Khachan 

0826000303110200 

9.604 

Fresh 

Khajurna 

0826000403137200 

2.112 

Fresh 


Non-command 


Non-command 



Khankhariya 

0826000303109900 

3.515 

Fresh 

Kherad 

0826000403136600 

2.926 

Fresh 


Non-command 


Non-command 



Khuda 

0826000403119400 

0.927 

Fresh 

Kitawaton Ka Was 

0826000403122900 

1.992 

Fresh 

Kochariya 

0826000403133400 

2.986 

Fresh 


Non-command 


Non-command 


Non-command 



Kumarwas 

0826000403118500 

1.410 

Saline 

Kunda 

0826000403131500 

2.536 

Fresh 

Kundal 

0826000303109400 

2.042 

Fresh 

Kurawali Khurd 

0826000403125500 

0.763 

Fresh 

Kyariya 

0826000403119300 

6.075 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Lohari 

0826000303111200 

17.942 

Fresh 

Mahadevji Ka Kad 

0826000403122200 

1.511 

Fresh 

Mahari 

0826000303110600 

19.819 

Fresh 

Maldar Kalan 

0826000303105000 

32.565 

Fresh 

Manasi 

0826000303113900 

17.191 

Fresh 

Mandwa 

0826000403137400 

9.024 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0826000403116800 

13.832 

0826000403118400 

1.956 

0826000403131700 

2.677 

0826000403118300 

2.033 



0826000403116900 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


10.688 Fresh Non-command 




Saline Non-command 


Ogna 

0826000403117200 

2.025 

Saline 

Padiyawas 

0826000403118200 

3.231 

Saline 

Panarwa 

0826000403137100 

22.354 

Fresh 


3.380 Fresh Non-command 


Non-command 


Non-command 


Non-command 



0826000403136900 

1.005 

0826000303108900 

7.765 

0826000403118000 

12.630 



Peepal Bara 


0826000403117000 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

0.008 

Non-command 

Quartzite 

0.661 

Non-command 

Phyllite & Schist 

2.330 

Non-command 

Phyllite & Schist 

0.120 

Non-command 

Quartzite 

1.159 

Non-command 

Phyllite & Schist 

3.363 

Non-command 

Phyllite & Schist 

1.898 

Non-command 

Quartzite 

0.047 

Non-command 

Quartzite 

0.398 

Non-command 

Quartzite 

0.028 

Non-command 

Phyllite & Schist 

0.398 

Non-command 

Quartzite 

1.125 

Non-command 

Phyllite & Schist 

1.627 

Non-command 

Quartzite 

1.690 

Non-command 

Phyllite & Schist 

0.274 

Non-command 

Phyllite & Schist 

0.860 

Non-command 

Phyllite & Schist 

2.025 

Non-command 

Quartzite 

0.010 

Non-command 

Phyllite & Schist 

0.183 

Non-command 

Quartzite 

1.542 

Non-command 

Phyllite & Schist 

2.012 

Non-command 

Quartzite 

0.031 

Non-command 

Phyllite & Schist 

4.125 

Non-command 

Phyllite & Schist 

0.113 

Non-command 

Phyllite & Schist 

2.217 

Non-command 

Phyllite & Schist 

0.002 

Non-command 

Phyllite & Schist 

0.711 

Non-command 

Phyllite & Schist 

3.171 

Non-command 

Quartzite 

0.244 

Non-command 

Phyllite & Schist 

0.030 

Non-command 

Quartzite 

1.885 

Non-command 

Phyllite & Schist 

0.081 

Non-command 

Phyllite & Schist 

0.750 

Non-command 

Quartzite 

1.402 

Non-command 

Phyllite & Schist 

0.004 

Non-command 

Phyllite & Schist 

1.022 

Non-command 

Phyllite & Schist 

2.695 

Non-command 

Quartzite 

0.628 

Non-command 

Phyllite & Schist 

2.121 

Non-command 

Quartzite 

4.524 

Non-command 

Phyllite & Schist 

0.087 

Non-command 

Quartzite 

0.014 

Non-command 

Phyllite & Schist 

1.937 

Non-command 

Quartzite 

0.718 

Non-command 

Phyllite & Schist 

0.004 

Non-command 

Phyllite & Schist 

0.060 

Non-command 

Phyllite & Schist 

3.557 

Non-command 

Quartzite 

2.307 

Non-command 

Quartzite 

1.005 

Non-command 

Phyllite & Schist 

3.012 

Non-command 

Phyllite & Schist 

0.912 

Non-command 

Phyllite & Schist 

0.159 

Non-command 

Quartzite 

0.031 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

70,000 

60,000 



0.007 

0.007 

0.043 

0.043 



0.058 

0.058 

0.042 

0.042 



0.007 

0.007 

0.018 

0.018 

0.029 

0.029 

0.018 

0.018 

0.006 

0.006 

0.043 

0.043 


0.006 

0.006 

0.036 

0.036 

0.018 

0.018 


0.072 

0.072 

0.006 

0.006 

0.050 

0.050 


0.029 

0.029 

0.012 

0.012 



0.022 

0.022 

0.043 

0.043 


0.004 

0.004 

0.060 

0.060 

0.014 

0.014 

0.006 

0.006 

0.022 

0.022 



0.018 

0.018 

0.007 

0.007 



0.030 

0.030 

0.029 

0.029 

0.029 

0.029 

0.101 

0.101 

0.006 

0.006 










































































































































































































































































































































































































































































































































































































































































Micro-watershed 



10004015 


Talab 


Umariya 


Undra 


Wali 


Wangli 


Adiseri 


Antaliya 


Ariwara 


Barchha 


Barla 


Beelwan 


Bhiyata 


Bhoola Ki Amli 


Chak Antaliya 


Chak Bamnimata 


Chak Ghorimal 


Chak Karwa Mahua 


Darmiyma 


Dhadhmata 


Dhanodar 


Dhedmariya 


Digawari Kalan 


Digawari Khurd 


Gandhi Sarna 


Gor 


Gujari 


Gura 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Poptali 

0826000303110300 

7.481 

Fresh 

Ranpur 

0826000403119200 

3.663 

Fresh 


Non-command 


Non-command 



0826000403125300 


Saline 


1.871 Fresh 


Non-command 


Non-command 



Sandmari 

0826000403119900 

1.848 

Fresh 

Satka 

0826000403125000 

3.827 

Fresh 

Senwara 

0826000203082200 

22.946 

Fresh 

Shishviya 

0826000303111000 

4.290 

Fresh 

Som 

0826000403139200 

18.547 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0826000303110100 


0826000303111100 


0826000403118600 


Fresh 


10.139 Fresh 


0.940 Fresh 


Saline 


Non-command 


Non-command 


Non-command 


Non-command 



Upreta 

0826000403120100 

12.978 

Fresh 

Vayawara 

0826000403133100 

2.425 

Fresh 


Non-command 


Non-command 



0826000303109300 

4.928 

0826000403119500 

0.925 

0826000303103400 

31.415 


0826000303105600 

2.644 

0826000303105400 

18.091 

0826000303106700 

1.933 

0826000303106600 

4.735 

0826000303105700 

2.825 

0826000303103500 

2.846 

0826000303104700 

2.793 


0826000303105300 

1.537 

0826000303108600 

7.173 

0826000303108700 

4.292 

0826000303108800 

7.611 

0826000303104600 

1.856 



0826000303106800 

5.992 

0826000303104800 

3.073 

0826000303108400 

4.266 

0826000303106100 

2.760 

0826000303106000 

2.828 

0826000303107800 

2.491 

0826000303104900 

1.181 

0826000303105500 

1.315 

0826000303108500 

2.974 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

1.357 

Non-command 

Quartzite 

0.037 

Non-command 

Phyllite & Schist 

5.362 

Non-command 

Phyllite & Schist 

0.303 

Non-command 

Quartzite 

1.644 

Non-command 

Phyllite & Schist 

0.060 

Non-command 

Phyllite & Schist 

0.020 

Non-command 

Quartzite 

0.159 

Non-command 

Phyllite & Schist 

3.071 

Non-command 

Quartzite 

0.000 

Non-command 

Quartzite 

1.327 

Non-command 

Quartzite 

0.006 

Non-command 

Phyllite & Schist 

0.076 

Non-command 

Phyllite & Schist 

2.696 

Non-command 

Phyllite & Schist 

0.103 

Non-command 

Quartzite 

0.441 

Non-command 

Phyllite & Schist 

0.662 

Non-command 

Quartzite 

0.540 

Non-command 

Phyllite & Schist 

1.907 

Non-command 

Phyllite & Schist 

7.114 

Non-command 

Quartzite 

0.041 

Non-command 

Phyllite & Schist 

0.534 

Non-command 

Quartzite 

0.365 

Non-command 

Quartzite 

0.029 

Non-command 

Phyllite & Schist 

0.028 

Non-command 

Quartzite 

0.558 

Non-command 

Phyllite & Schist 

2.034 

Non-command 

Quartzite 

0.535 

Non-command 

Phyllite & Schist 

7.664 

Non-command 

Phyllite & Schist 

1.215 

Non-command 

Phyllite & Schist 

2.540 

Non-command 

Phyllite & Schist 

6.313 

Non-command 

Phyllite & Schist 

0.653 

Non-command 

Phyllite & Schist 

3.613 

Non-command 

Phyllite & Schist 

2.825 

Non-command 

Phyllite & Schist 

2.306 

Non-command 

Phyllite & Schist 

2.598 

Non-command 

Phyllite & Schist 

0.003 

Non-command 

Phyllite & Schist 

1.094 

Non-command 

Phyllite & Schist 

1.366 

Non-command 

Phyllite & Schist 

0.559 

Non-command 

Phyllite & Schist 

0.083 

Non-command 

Phyllite & Schist 

0.078 

Non-command 

Phyllite & Schist 

1.365 

Non-command 

Phyllite & Schist 

0.078 

Non-command 

Phyllite & Schist 

3.045 

Non-command 

Phyllite & Schist 

4.185 

Non-command 

Phyllite & Schist 

2.447 

Non-command 

Phyllite & Schist 

2.828 

Non-command 

Phyllite & Schist 

2.450 

Non-command 

Phyllite & Schist 

1.160 

Non-command 

Phyllite & Schist 

1.021 

Non-command 

Phyllite & Schist 

2.794 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

60,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

60,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

50,000 

30,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

50,000 

30,000 

120 

70,000 

60,000 

120 

50,000 

30,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

50,000 

30,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 



Wells with 
Pumpset 


MCM 


( 15 ) 


0.004 



0.086 

0.086 

0.006 

0.006 

0.058 

0.058 



0.007 

0.007 

0.012 

0.012 



0.012 

0.012 

0.014 

0.014 

0.029 

0.029 

0.086 

0.086 


0.004 

0.004 

0.004 

0.004 



0.022 

0.022 

0.014 

0.014 

0.007 

0.007 

- 

- 

0.014 

0.014 

0.014 

0.014 

0.022 

0.022 

0.079 

0.079 

0.173 

0.173 

0.011 

0.011 

0.022 

0.022 



0.025 

0.025 

- 

- 

0.065 

0.065 

0.194 

0.194 

0.187 

0.187 

0.036 

0.036 

0.245 

0.245 

0.022 

0.022 

0.022 

0.022 

0.079 

0.079 
































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



06001001 


Har 


Jetiwara 


Jogiwar 


Joona Padar 


Jura 


Jurli 


Kana Padar 


Kanthariya 


Kaucha 


Kotra 


Lamba Haldoo 


Maldar Kalan 


Maldar Khurd 


Naldigawari 


Naya Was 


Nayar 


Nichli Kundal 


Nichli Subri 


Nichli Thala 


Padalwara 


Palesar 


Pathar Pari 


Punawali 


Sandmariya 


Sarli 


Sondraf 


Soobri Ki Nal 


Tandla 


Torna 



Upla Thala 


Upli Kundal 


Upli Subri 


Alanpur 


Basai Narooka 


Beejwad Chauhan 


Bheenwada 


Bhooriyawas 


Chandpur 


Cheeruni 


Choodla 


Dhailawas 


Gopipura 


Harsora 


Hatoondi 


Jaggoowas 


Jalpiwas 


Jasai 


0826000303100100 


0826000403123400 


0826000303106400 


0826000303103800 


0826000303103600 


0826000403123800 


0826000303104400 


0826000303104200 


0826000303106200 


0826000303107700 


0826000303108100 


0826000303105000 


0826000303105200 


0826000303105100 


0826000303107500 


0826000303104300 


0826000303104000 


0826000303107900 


0826000303108200 


0826000303106300 


0826000303105900 


0826000303108900 


0826000303103900 


0826000303107000 


0826000303105800 


0826000303107600 


0826000303106500 


0826000303103700 


0826000303099700 


0826000303108300 


0826000303104100 


0826000303108000 


0806000800866800 


0806000800866900 


0806000200772300 


0806000200778800 


0806000800867300 


sq.km 


(4) 


2.311 


6.222 


11.688 


3.281 


3.349 


3.952 


1.374 


0.445 


3.167 


3.612 


3.666 


32.565 


1.361 


2.564 


14.830 


0.518 


0.781 


5.975 


2.680 


3.674 


3.217 


7.765 


1.829 


14.444 


3.626 


8.613 


0.352 


1.002 


112.450 



Zone 
(Fresh / 
Saline) 

Type of Area (Command / Non¬ 
command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 





sq.km 

(5) 

(6) 

(6) 

( 7 ) 

(8) 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.202 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.845 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

3.256 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.717 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.014 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.374 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.445 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.851 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.598 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.666 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.434 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.815 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.740 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.760 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.511 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.557 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.755 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.552 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.674 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.217 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.387 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.582 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.372 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.840 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.943 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.283 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.986 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.168 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

19.536 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.779 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

3.592 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.822 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.348 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.628 


4.722 Fresh 


4.266 Fresh 


9.765 Fresh 


5.434 Fresh 


6.859 Fresh 


River Basin: Sabi 


Sub Basin: Sabi 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0806000200776700 


0806000200779900 


0806000200782200 


0806000200783300 


0806000200782000 


0806000800867700 


0806000200779700 


0806000800866700 


0806000200782100 


0806000200773600 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

50,000 

30,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

70,000 

60,000 

120 

50,000 

30,000 

120 

70,000 

60,000 

120 

50,000 

30,000 

120 

70,000 

60,000 

120 

50,000 

30,000 

120 

70,000 

60,000 

120 

50,000 

30,000 

120 

70,000 

60,000 



0.194 

0.194 

0.018 

0.018 

0.032 

0.032 


0.025 

0.025 

0.011 

0.011 

0.115 

0.115 

0.209 

0.209 

0.050 

0.050 

0.022 

0.022 

0.014 

0.014 


0.014 

0.014 

0.036 

0.036 

0.018 

0.018 

0.180 

0.180 

0.072 

0.072 

0.072 

0.072 

0.158 

0.158 

0.115 

0.115 

0.007 

0.007 

0.036 

0.036 

0.022 

0.022 

0.036 

0.036 

0.022 

0.022 

0.014 

0.014 


0.004 

0.004 

0.014 

0.014 

0.029 

0.029 

0.137 

0.137 

0.007 

0.007 

0.252 

0.252 


Non-command 

Older Alluvium 

4.610 

77 

13 

120 

110,000 

90,000 

1.016 

0.140 

1.156 

Non-command 

Older Alluvium 

2.514 

15 

6 

120 

110,000 

90,000 

0.198 

0.065 

0.263 

Non-command 

Older Alluvium 

0.072 

1 

1 

120 

110,000 

80,000 

0.013 

0.010 

0.023 

Non-command 

Older Alluvium 

5.260 

14 

31 

120 

110,000 

80,000 

0.185 

0.298 

0.483 

Non-command 

Older Alluvium 

1.819 

9 

8 

120 

110,000 

90,000 

0.119 

0.086 

0.205 

Non-command 

Quartzite 

0.235 

1 

1 

120 

70,000 

50,000 

0.008 

0.006 

0.014 

Non-command 

Older Alluvium 

0.056 

- 

1 

120 

110,000 

80,000 

- 

0.010 

0.010 

Non-command 

Older Alluvium 

8.376 

12 

88 

120 

110,000 

80,000 

0.158 

0.845 

1.003 

Non-command 

Older Alluvium 

4.724 

9 

60 

120 

110,000 

80,000 

0.119 

0.576 

0.695 

Non-command 

Older Alluvium 

1.964 

6 

11 

120 

110,000 

80,000 

0.079 

0.106 

0.185 

Non-command 

Older Alluvium 

1.736 

16 

145 

120 

110,000 

80,000 

0.211 

1.392 

1.603 

Non-command 

Older Alluvium 

0.586 

20 

4 

120 

110,000 

90,000 

0.264 

0.043 

0.307 

Non-command 

Older Alluvium 

2.974 

12 

81 

120 

110,000 

80,000 

0.158 

0.778 

0.936 

Non-command 

Older Alluvium 

1.355 

5 

3 

120 

110,000 

90,000 

0.066 

0.032 

0.098 

Non-command 

Older Alluvium 

2.080 

9 

47 

120 

110,000 

80,000 

0.119 

0.451 

0.570 

Non-command 

Older Alluvium 

1.690 

9 

21 

120 

110,000 

80,000 

0.119 

0.202 

0.321 


































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Jeevan Singhpura 

0806000200782300 

4.407 

Fresh 

Jhajharpur 

0806000200779800 

4.357 

Fresh 

Kali Pahari 

0806000200781800 

2.809 

Fresh 

Kalooka 

0806000200778900 

2.987 

Fresh 

Kami Kot 

0806000200776100 

4.859 

Fresh 

Ladpur 

0806000800867100 

2.552 

Fresh 

Majra Aheer 

0806000800867000 

3.438 

Fresh 

Majri Bhanda 

0806000200776000 

3.854 

Fresh 

Mau 

0806000200778600 

2.479 

Fresh 

Menpur 

0806000200780200 

11.549 

Fresh 

Mundanwara Khurd 

0806000200773400 

1.957 

Fresh 

Mundiya Khera 

0806000200776600 

2.499 

Fresh 

Nangal Udiya 

0806000200773700 

6.040 

Fresh 

Padmara Kalan 

0806000200776400 

5.162 

Fresh 

Padmara Khurd 

0806000200779000 

2.567 

Fresh 

Peepli 

0806000200780000 

4.704 

Fresh 

Rajwara 

0806000200775900 

3.777 

Fresh 

Rambas 

0806000200778700 

1.224 

Fresh 

Ranoth 

0806000200781700 

4.544 

Fresh 

Shahjadpur 

0806000200773500 

2.457 

Fresh 

Shamda 

0806000200783100 

14.091 

Fresh 

Shreekrishan Nagar 

0806000200780300 

4.223 

Fresh 

Siya Khoh 

0806000200780100 

5.719 

Fresh 

Swaroop Sarai 

0806000200776500 

1.523 

Fresh 

Tatarpur 

0806000200783400 

18.195 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


06001002 


Tehadka 

0806000200781900 

2.559 

Fresh 

Tehadki 

0806000200783200 

4.616 

Fresh 

Alanpur 

0806000800866800 

4.722 

Fresh 

Bahram Ka Bas 

0806000800874300 

3.167 

Fresh 

Baiba Ka Bas 

0806000800872200 

4.298 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bamanwas 

0806000800867600 

2.195 

Fresh 

Basai Narooka 

0806000800866900 

4.266 

Fresh 

Bawali Ka Bas 

0806000800867900 

2.104 

Fresh 

Behroj 

0806000200784800 

16.400 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Chheend 

0806000800872000 

21.760 

Fresh 

Chhipari 

0806000800867200 

5.154 

Fresh 

Choola 

0806000800869600 

4.200 

Fresh 

Dhailawas 

0806000200783300 

3.325 

Fresh 

Dhamla Ka Bas 

0806000800872100 

12.385 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Dheerpur 

0806000800868000 

5.014 

Fresh 

Ghat 

0806000800872400 

5.205 

Fresh 

Gurha Bhankharwala 

0806000800874500 

2.157 

Fresh 


Non-command 


Non-command 


Non-command 


Guwara 

0806000800869200 

6.868 

Fresh 

Hajipur 

0806000800871900 

14.758 

Fresh 


Non-command 


Non-command 


Hameerpur 


0806000800869400 


17.880 Fresh 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

1.235 

Non-command 

Older Alluvium 

1.181 

Non-command 

Older Alluvium 

2.034 

Non-command 

Older Alluvium 

2.659 

Non-command 

Older Alluvium 

0.856 

Non-command 

Older Alluvium 

0.457 

Non-command 

Older Alluvium 

2.208 

Non-command 

Older Alluvium 

3.788 

Non-command 

Older Alluvium 

1.138 

Non-command 

Older Alluvium 

5.458 

Non-command 

Older Alluvium 

0.092 

Non-command 

Older Alluvium 

2.464 

Non-command 

Older Alluvium 

0.940 

Non-command 

Older Alluvium 

0.227 

Non-command 

Older Alluvium 

0.020 

Non-command 

Older Alluvium 

4.514 

Non-command 

Older Alluvium 

1.852 

Non-command 

Older Alluvium 

1.224 

Non-command 

Older Alluvium 

1.036 

Non-command 

Older Alluvium 

1.973 

Non-command 

Older Alluvium 

4.376 

Non-command 

Older Alluvium 

2.516 

Non-command 

Older Alluvium 

2.356 

Non-command 

Older Alluvium 

1.523 

Non-command 

Older Alluvium 

12.016 

Non-command 

Quartzite 

0.003 

Non-command 

Older Alluvium 

2.559 

Non-command 

Older Alluvium 

3.312 

Non-command 

Older Alluvium 

0.112 

Non-command 

Quartzite 

2.581 

Non-command 

Older Alluvium 

2.895 

Non-command 

Quartzite 

1.243 

Non-command 

Older Alluvium 

2.195 

Non-command 

Older Alluvium 

1.752 

Non-command 

Older Alluvium 

2.104 

Non-command 

Older Alluvium 

0.000 

Non-command 

Quartzite 

0.094 

Non-command 

Older Alluvium 

3.418 

Non-command 

Quartzite 

0.080 

Non-command 

Older Alluvium 

0.027 

Non-command 

Older Alluvium 

5.154 

Non-command 

Older Alluvium 

3.811 

Non-command 

Older Alluvium 

1.362 

Non-command 

Older Alluvium 

5.303 

Non-command 

Quartzite 

0.002 

Non-command 

Older Alluvium 

1.461 

Non-command 

Quartzite 

2.155 

Non-command 

Older Alluvium 

1.594 

Non-command 

Quartzite 

0.493 

Non-command 

Older Alluvium 

6.169 

Non-command 

Older Alluvium 

11.476 

Non-command 

Quartzite 

2.815 

Non-command 

Older Alluvium 

9.410 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

90,000 

70,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

80,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

80,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

110,000 

90,000 



Wells with 
Pumpset 


MCM 


(15) 


0.144 




0.008 

0.008 

0.162 

0.386 



0.054 

0.265 

0.114 

0.240 

0.270 

0.560 

0.048 

0.107 

0.205 

1.063 

0.886 

2.774 

0.120 

0.414 

0.670 

1.673 




















































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Harsora 

0806000800867700 

5.689 

Fresh 

Kali Pahari 

0806000800874400 

4.789 

Fresh 


Non-command 


Non-command 



Kalyan Nagar 

0806000800869000 

2.568 

Fresh 

Kalyanpura 

0806000800874600 

9.378 

Fresh 


Non-command 


Non-command 



Kanpura ( Loj) 

0806000900879800 

4.663 

Fresh 

Katariya Ka Bas 

0806000800869500 

3.601 

Fresh 

Kharkhari Kalan 

0806000900879700 

12.217 

Fresh 


Non-command 


Non-command 


Non-command 



Ladpur 

0806000800867100 

2.552 

Fresh 

Lekri 

0806000800875000 

7.870 

Fresh 


Non-command 


Non-command 


Majra Aheer 

0806000800867000 

3.438 

Fresh 

Mandha 

0806000800869100 

3.372 

Fresh 

Mangalwa 

0806000800872300 

7.226 

Fresh 


Non-command 


Non-command 


Non-command 



Mukandpur 

0806000800869700 

1.727 

Fresh 

Narol 

0806000800867800 

4.598 

Fresh 

Nathoosar 

0806000800874900 

12.346 

Fresh 


Non-command 


Non-command 


Non-command 


06001003 


Raghunathpura 

0806000800869300 

4.274 

Fresh 

Rampur 

0806000800874700 

8.038 

Fresh 


Non-command 


Non-command 



Rundh Binak 

0806000700855300 

66.776 

Fresh 

Rundh Shahpur 

0806000700846000 

31.645 

Fresh 


Non-command 


Non-command 



Talwas 

0806000800867500 

3.106 

Fresh 

Tatarpur 

0806000200783400 

18.195 

Fresh 

Tehadki 

0806000200783200 

4.616 

Fresh 

Amlaki 

0806000400797900 

1.361 

Fresh 

Bahadari 

0806000400798800 

0.530 

Fresh 

Bandapur 

0806000400800800 

1.751 

Fresh 

Beela Heri 

0806000400798100 

1.013 

Fresh 

Bhiwadi (CT) 

0806000440602000 

10.341 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bhoodli 

0806000400799100 

1.313 

Fresh 

Chaupanki 

0806000400800700 

3.375 

Fresh 

Chooharpur 

0806000400801700 

4.871 

Fresh 

Gadpur 

0806000400798600 

1.101 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Quartzite 

2.389 

Non-command 

Older Alluvium 

2.684 

Non-command 

Older Alluvium 

3.510 

Non-command 

Quartzite 

1.168 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

2.777 

Non-command 

Quartzite 

3.624 

Non-command 

Older Alluvium 

1.147 

Non-command 

Quartzite 

0.782 

Non-command 

Older Alluvium 

0.007 

Non-command 

Older Alluvium 

3.565 

Non-command 

Older Alluvium 

0.186 

Non-command 

Quartzite 

0.005 

Non-command 

Older Alluvium 

4.822 

Non-command 

Quartzite 

0.252 

Non-command 

Older Alluvium 

2.095 

Non-command 

Older Alluvium 

0.000 

Non-command 

Quartzite 

1.351 

Non-command 

Older Alluvium 

0.009 

Non-command 

Older Alluvium 

1.226 

Non-command 

Older Alluvium 

3.858 

Non-command 

Quartzite 

2.399 

Non-command 

Older Alluvium 

0.161 

Non-command 

Quartzite 

1.713 

Non-command 

Older Alluvium 

0.820 

Non-command 

Older Alluvium 

4.376 

Non-command 

Older Alluvium 

1.236 

Non-command 

Quartzite 

1.371 

Non-command 

Older Alluvium 

4.274 

Non-command 

Older Alluvium 

0.189 

Non-command 

Quartzite 

4.689 

Non-command 

Older Alluvium 

0.027 

Non-command 

Quartzite 

0.048 

Non-command 

Older Alluvium 

1.261 

Non-command 

Quartzite 

9.533 

Non-command 

Quartzite 

4.930 

Non-command 

Older Alluvium 

0.002 

Non-command 

Quartzite 

0.083 

Non-command 

Older Alluvium 

0.204 

Non-command 

Quartzite 

0.665 

Non-command 

Older Alluvium 

3.106 

Non-command 

Older Alluvium 

0.468 

Non-command 

Older Alluvium 

1.305 

Non-command 

Older Alluvium 

1.361 

Non-command 

Older Alluvium 

0.530 

Non-command 

Older Alluvium 

1.378 

Non-command 

Older Alluvium 

1.013 

Non-command 

Older Alluvium 

10.317 

Non-command 

Quartzite 

0.008 

Non-command 

Older Alluvium 

1.313 

Non-command 

Older Alluvium 

0.872 

Non-command 

Older Alluvium 

4.746 

Non-command 

Older Alluvium 

1.101 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

200,000 

150,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.090 


0.227 


0.162 


0.030 




0.194 

0.920 

0.012 

0.012 



0.006 

0.006 

0.335 

0.797 

0.022 

0.075 

0.312 

1.076 
























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Gandhola 


Gandwa 


Godhan 


Guwalda 


Harchandpur 


Husaipur 


Indor 


0806000400802200 


0806000400801900 


0806000400798400 


0806000400802300 


0806000400797600 


0806000400800900 


0806000400802000 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


2.505 Fresh 


2.344 Fresh 


3.088 Fresh 


10.866 Fresh 


1.329 Fresh 


1.884 Fresh 


6.433 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Joriya 

0806000400799200 

2.106 

Fresh 

Kahrani 

0806000400798500 

3.571 

Fresh 

Karenda 

0806000400798900 

2.463 

Fresh 

Karendi 

0806000400798700 

1.236 

Fresh 

Khanpur 

0806000400797300 

2.480 

Fresh 

Kharkhari 

0806000400801100 

1.935 

Fresh 

Kheri 

0806000400801000 

2.496 

Fresh 

Khijarpur 

0806000400798200 

1.800 

Fresh 

Khijooriwas 

0806000400798300 

5.256 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


06001004 


Kulawat 

0806000400801600 

1.609 

Fresh 

Ladpuri 

0806000400801800 

1.819 

Fresh 

Mahandika 

0806000400801400 

1.527 

Fresh 

Milakpur Goojar 

0806000400797400 

4.669 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Mundana Meo 

0806000400798000 

2.332 

Fresh 

Phalsa 

0806000400799000 

1.218 

Fresh 

Rampura 

0806000400797700 

1.978 

Fresh 

Rundh Indor 

0806000400802100 

18.008 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Sare Kalan 

0806000400801200 

3.937 

Fresh 

Sare Khurd 

0806000400801300 

3.072 

Fresh 

Seethal 

0806000400797100 

3.530 

Fresh 

Shahdod 

0806000400797800 

1.853 

Fresh 

Udhanwas 

0806000400801500 

1.262 

Fresh 

Banban 

0806000400799400 

1.439 

Fresh 

Banbeerpur 

0806000400800000 

1.985 

Fresh 

Bandapur 

0806000400800800 

1.751 

Fresh 

Banjhra 

0806000400804000 

1.379 

Fresh 

Bibipur 

0806000400800100 

1.364 

Fresh 

Chaupanki 

0806000400800700 

3.375 

Fresh 

Chhapar 

0806000400800200 

1.797 

Fresh 

Fakaruddinka 

0806000400800500 

1.441 

Fresh 

Gandhola 

0806000400802200 

2.505 

Fresh 

Godhan 

0806000400798400 

3.088 

Fresh 

Guwalda 

0806000400802300 

10.866 

Fresh 

Huseengpur 

0806000400799900 

1.164 

Fresh 

Jhiwana 

0806000400799300 

6.194 

Fresh 

Joriya 

0806000400799200 

2.106 

Fresh 

Kahrani 

0806000400798500 

3.571 

Fresh 

Kalaka 

0806000400799700 

2.428 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.073 

Non-command 

Older Alluvium 

2.311 

Non-command 

Older Alluvium 

1.068 

Non-command 

Older Alluvium 

0.008 

Non-command 

Older Alluvium 

1.329 

Non-command 

Older Alluvium 

1.884 

Non-command 

Older Alluvium 

4.783 

Non-command 

Quartzite 

1.218 

Non-command 

Older Alluvium 

0.489 

Non-command 

Older Alluvium 

2.721 

Non-command 

Older Alluvium 

2.463 

Non-command 

Older Alluvium 

1.236 

Non-command 

Older Alluvium 

0.577 

Non-command 

Older Alluvium 

1.869 

Non-command 

Older Alluvium 

2.496 

Non-command 

Older Alluvium 

1.764 

Non-command 

Older Alluvium 

0.506 

Non-command 

Quartzite 

0.197 

Non-command 

Older Alluvium 

1.606 

Non-command 

Older Alluvium 

1.778 

Non-command 

Older Alluvium 

1.527 

Non-command 

Older Alluvium 

3.482 

Non-command 

Quartzite 

1.055 

Non-command 

Older Alluvium 

0.001 

Non-command 

Quartzite 

0.018 

Non-command 

Older Alluvium 

2.332 

Non-command 

Older Alluvium 

1.218 

Non-command 

Older Alluvium 

1.978 

Non-command 

Older Alluvium 

6.600 

Non-command 

Quartzite 

6.178 

Non-command 

Older Alluvium 

0.911 

Non-command 

Quartzite 

0.527 

Non-command 

Older Alluvium 

3.762 

Non-command 

Older Alluvium 

3.072 

Non-command 

Older Alluvium 

0.001 

Non-command 

Older Alluvium 

1.853 

Non-command 

Older Alluvium 

1.262 

Non-command 

Older Alluvium 

1.439 

Non-command 

Older Alluvium 

0.267 

Non-command 

Older Alluvium 

0.373 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

0.848 

Non-command 

Older Alluvium 

2.502 

Non-command 

Older Alluvium 

1.075 

Non-command 

Older Alluvium 

1.441 

Non-command 

Older Alluvium 

2.432 

Non-command 

Older Alluvium 

2.019 

Non-command 

Older Alluvium 

6.562 

Non-command 

Older Alluvium 

0.209 

Non-command 

Older Alluvium 

6.194 

Non-command 

Older Alluvium 

1.617 

Non-command 

Older Alluvium 

0.711 

Non-command 

Older Alluvium 

2.428 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 



Wells with 
Pumpset 


MCM 

































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Khanpur 

0806000400797300 

2.480 

Fresh 

Kharkhari 

0806000400801100 

1.935 

Fresh 

Khatiwas 

0806000400800300 

0.962 

Fresh 

Khijooriwas 

0806000400798300 

5.256 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


06001005 


Khohri Kalan 

0806000400802400 

5.022 

Fresh 

Khohri Khurd 

0806000400800400 

2.723 

Fresh 

Ladiya 

0806000400802600 

1.810 

Fresh 

Ladpuri 

0806000400801800 

1.819 

Fresh 

Mayapur 

0806000400802500 

1.915 

Fresh 

Milakpur Goojar 

0806000400797400 

4.669 

Fresh 


Pathredi 


Rundh Indor 


Salarpur 


Seethal 


Shahpur 


Tatarpur 


Thara 


Udaipur 


Adeepur 


Akoli 


Banjhra 


Basai 


Bhalesar 


Bhamraka 


Bibipur 


Bub Ka Hera 


Burera 


Burhi Bawal 


Chhapar 


Daganheri 


Dhamawas 


Dheeriyawas 


Dholi Pahari 


Gelpur 


Gotoli 


Guwalda 


Hasanpur 


Huseengpur 


Jakhopur 


Jhundpuri 


Kamalpur 


Karampur 


Kaririwas 


Karmsiwas 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0806000400800600 

1.164 

0806000400802100 

18.008 

0806000400803000 

7.012 


0806000400797100 

3.530 

0806000400799800 

2.660 


0806000400799500 

1.603 

0806000400799600 

1.487 

0806000400797200 

1.466 

0806000400806200 

5.067 

0806000300785500 

8.644 



0806000400804000 

1.379 

0806000400805000 

1.392 

0806000400804100 

2.759 

0806000400805800 

1.049 

0806000400800100 

1.364 

0806000400804500 

3.077 

0806000400802900 

2.034 

0806000300786400 

8.514 


0806000400800200 

1.797 

0806000400802700 

1.978 

0806000400803300 

0.756 

0806000400805300 

2.725 

0806000400804300 

3.534 

0806000400805700 

1.586 

0806000400806300 

7.605 

0806000400802300 

10.866 

0806000400805600 

1.277 

0806000400799900 

1.164 



0806000400804400 

3.219 

0806000400804900 

0.435 

0806000400805200 

3.283 

0806000400802800 

1.016 

0806000300785600 

2.380 

0806000400803400 

1.025 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

1.903 

Non-command 

Older Alluvium 

0.014 

Non-command 

Older Alluvium 

0.962 

Non-command 

Older Alluvium 

4.515 

Non-command 

Quartzite 

0.037 

Non-command 

Older Alluvium 

3.413 

Non-command 

Older Alluvium 

2.723 

Non-command 

Older Alluvium 

0.377 

Non-command 

Older Alluvium 

0.013 

Non-command 

Older Alluvium 

0.537 

Non-command 

Older Alluvium 

0.044 

Non-command 

Quartzite 

0.007 

Non-command 

Older Alluvium 

1.164 

Non-command 

Older Alluvium 

3.165 

Non-command 

Older Alluvium 

0.041 

Non-command 

Older Alluvium 

0.303 

Non-command 

Older Alluvium 

3.529 

Non-command 

Older Alluvium 

0.309 

Non-command 

Older Alluvium 

0.254 

Non-command 

Older Alluvium 

1.603 

Non-command 

Older Alluvium 

1.487 

Non-command 

Older Alluvium 

1.466 

Non-command 

Quartzite 

0.047 

Non-command 

Older Alluvium 

0.078 

Non-command 

Older Alluvium 

0.680 

Non-command 

Older Alluvium 

1.703 

Non-command 

Older Alluvium 

0.016 

Non-command 

Older Alluvium 

1.379 

Non-command 

Older Alluvium 

1.392 

Non-command 

Older Alluvium 

2.759 

Non-command 

Older Alluvium 

0.040 

Non-command 

Older Alluvium 

0.516 

Non-command 

Older Alluvium 

3.077 

Non-command 

Older Alluvium 

2.034 

Non-command 

Older Alluvium 

1.143 

Non-command 

Older Alluvium 

0.003 

Non-command 

Older Alluvium 

0.723 

Non-command 

Older Alluvium 

1.978 

Non-command 

Older Alluvium 

0.680 

Non-command 

Older Alluvium 

2.684 

Non-command 

Older Alluvium 

3.534 

Non-command 

Older Alluvium 

0.290 

Non-command 

Older Alluvium 

0.047 

Non-command 

Older Alluvium 

4.297 

Non-command 

Older Alluvium 

0.424 

Non-command 

Older Alluvium 

0.425 

Non-command 

Older Alluvium 

0.530 

Non-command 

Older Alluvium 

3.079 

Non-command 

Older Alluvium 

0.435 

Non-command 

Older Alluvium 

1.707 

Non-command 

Older Alluvium 

1.016 

Non-command 

Older Alluvium 

0.005 

Non-command 

Older Alluvium 

0.015 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

80,000 

50,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

80,000 

50,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

90,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

80,000 

50,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

90,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

80,000 

50,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

80,000 

50,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.096 




0.011 

0.011 

0.050 

0.050 

0.108 

0.310 


























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Khidarpur 


Khohri Kalan 


Khuskara 


Ladamka 


Ladiya 


Lakhnor 


Madhoopur 


Mahesara 


Maseet 


Mayapur 


Meethiyawas 


Milakpur Turk 


0806000400806400 

8.539 

0806000400802400 

5.022 

0806000400803500 

2.001 

0806000400805100 

1.502 

0806000400802600 

1.810 

0806000400803800 

4.755 

0806000300786700 

2.187 

0806000400803200 

3.152 

0806000400805500 

3.098 

0806000400802500 

1.915 

0806000400804600 

2.465 

0806000400806100 

10.739 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


06001006 


Mirchooni 


Musari 


Naugawan 


Nibaheri 


Patan Kalan 


Patan Khurd 


Rabadka 


Tapookra 


Ubaraka 


Abhanpur 


Adeepur 


Alapur Meo 


Ameer Nagar 


Asleempur 


Baliyawas 


Baman Thedi 


Berawas Kalan 


Berawas Khurd 


Bhamraka 


Bhatkol 


Bhojawas 


Bhoodki 


Bichhala 


Binoliya 


Chawandi 


Chawandi Khurd 


Chowki 


Dabhera 


Daika 


Dalawas 


0806000400804800 

0.809 

0806000400804700 

0.979 

0806000400805400 

0.475 

0806000400803900 

6.141 

0806000400805900 

3.749 

0806000400806000 

2.132 

0806000400803100 

2.705 


Saline 


18.008 Fresh 



0806000400803700 

3.553 

0806000400804200 

1.439 

0806000400807500 

3.214 

0806000400806200 

5.067 

0806000400810200 

4.503 

0806000400808000 

2.507 

0806000400811900 

2.602 

0806000400810400 

2.875 

0806000400808900 

2.699 

0806000300787200 

1.887 

0806000300790900 

1.563 

0806000400805800 

1.049 

0806000400807600 

2.294 

0806000400808600 

2.725 

0806000400811700 

0.910 

0806000400807100 

3.014 

0806000400806900 

2.359 

0806000300789200 

3.389 

0806000400806700 

2.224 

0806000300788700 

1.702 

0806000400806800 

1.907 

0806000300789400 

3.058 

0806000300787000 

1.298 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 

Number 
of Tube 
Wells 



sq.km 


( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

Non-command 

Older Alluvium 

0.935 

18 

Non-command 

Older Alluvium 

4.631 

10 

Non-command 

Older Alluvium 

2.162 

5 

Non-command 

Older Alluvium 

0.087 

2 

Non-command 

Older Alluvium 

1.423 

10 

Non-command 

Older Alluvium 

2.001 

9 

Non-command 

Older Alluvium 

1.502 

55 

Non-command 

Older Alluvium 

1.433 

10 

Non-command 

Older Alluvium 

4.742 

40 

Non-command 

Older Alluvium 

0.067 

- 

Non-command 

Older Alluvium 

3.152 

32 

Non-command 

Older Alluvium 

2.164 

36 

Non-command 

Older Alluvium 

1.378 

14 

Non-command 

Older Alluvium 

2.465 

28 

Non-command 

Older Alluvium 

8.420 

31 

Non-command 

Quartzite 

0.455 

2 

Non-command 

Older Alluvium 

0.809 

30 

Non-command 

Older Alluvium 

0.979 

23 

Non-command 

Older Alluvium 

0.475 

32 

Non-command 

Older Alluvium 

6.141 

145 

Non-command 

Older Alluvium 

2.669 

40 

Non-command 

Older Alluvium 

2.027 

25 

Non-command 

Older Alluvium 

0.166 

3 

Non-command 

Older Alluvium 

2.509 

42 

Non-command 

Older Alluvium 

0.923 

- 

Non-command 

Quartzite 

0.130 

- 

Non-command 

Older Alluvium 

0.600 

10 

Non-command 

Older Alluvium 

6.067 

97 

Non-command 

Older Alluvium 

0.021 

1 

Non-command 

Older Alluvium 

2.076 

50 

Non-command 

Older Alluvium 

3.553 

99 

Non-command 

Older Alluvium 

1.439 

7 

Non-command 

Older Alluvium 

2.961 

11 

Non-command 

Quartzite 

0.196 

- 

Non-command 

Older Alluvium 

3.979 

18 

Non-command 

Older Alluvium 

2.395 

12 

Non-command 

Older Alluvium 

1.623 

46 

Non-command 

Older Alluvium 

2.875 

33 

Non-command 

Older Alluvium 

2.699 

55 

Non-command 

Older Alluvium 

0.619 

1 

Non-command 

Older Alluvium 

1.563 

3 

Non-command 

Older Alluvium 

0.035 

1 

Non-command 

Older Alluvium 

2.294 

18 

Non-command 

Older Alluvium 

2.725 

28 

Non-command 

Older Alluvium 

0.110 

1 

Non-command 

Older Alluvium 

3.014 

85 

Non-command 

Older Alluvium 

2.359 

36 

Non-command 

Older Alluvium 

3.361 

4 

Non-command 

Older Alluvium 

2.224 

28 

Non-command 

Older Alluvium 

1.221 

2 

Non-command 

Older Alluvium 

1.907 

27 

Non-command 

Older Alluvium 

2.766 

12 

Non-command 

Older Alluvium 

1.064 

2 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

80,000 

50,000 

120 

120,000 

100,000 

120 

80,000 

50,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

80,000 

50,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

90,000 

120 

80,000 

50,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

80,000 

50,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

80,000 

50,000 

120 

120,000 

100,000 

120 

80,000 

50,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

90,000 

120 

120,000 

100,000 

120 

120,000 

90,000 

120 

120,000 

100,000 

120 

120,000 

90,000 

120 

120,000 

90,000 



Tube Wells with 
Wells Pumpset 


























































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Doomhera 

0806000300790800 

3.723 

Fresh 

Gokulpur 

0806000300789000 

0.807 

Fresh 

Gotoli 

0806000400806300 

7.605 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Hameeraka 

0806000400809500 

7.030 

Fresh 

Heengwahera 

0806000400810600 

4.102 

Fresh 

Ibrahimpur @ Virampur 

0806000400812000 

3.056 

Fresh 

Ishroda 

0806000400808500 

10.597 

Fresh 

Jagmal Heri 

0806000400806500 

0.904 

Fresh 

Jalalpur 

0806000400810800 

3.390 

Fresh 

Jamalpur 

0806000300787500 

2.951 

Fresh 

Jojaka 

0806000400808300 

1.332 

Fresh 

Joriya 

0806000300789300 

6.568 

Fresh 

Kharkhara 

0806000400809400 

2.094 

Fresh 

Khidarpur 

0806000400806400 

8.539 

Fresh 

Kotkasim 

0806000300789600 

11.803 

Fresh 

Kutubpur 

0806000300787400 

4.222 

Fresh 

Ladpur 

0806000300790700 

4.076 

Fresh 

Luhadera 

0806000400810500 

3.621 

Fresh 

Majra Peepli 

0806000400808800 

1.445 

Fresh 

Majri Goojar 

0806000400811000 

2.326 

Fresh 

Matawas 

0806000400806600 

1.229 

Fresh 

Meerpur 

0806000300787300 

2.458 

Fresh 

Menawas 

0806000300788900 

1.114 

Fresh 

Milakpur Turk 

0806000400806100 

10.739 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Milakpuri 

0806000400809200 

2.515 

Fresh 

Mundana 

0806000400810700 

5.002 

Fresh 

Nabi Nagar 

0806000400808200 

3.377 

Fresh 

Nanagheri 

0806000400807200 

1.226 

Fresh 

Narooki 

0806000300789500 

0.544 

Fresh 

Pahar Samlat @ Roondh Roopbas 

0806000400809600 

4.058 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Palpur 

0806000400810300 

4.740 

Fresh 

Patan Kalan 

0806000400805900 

3.749 

Fresh 

Patan Khurd 

0806000400806000 

2.132 

Fresh 

Pavti 

0806000400807400 

1.901 

Fresh 

Peeplana 

0806000400808100 

3.811 

Fresh 

Rabhana 

0806000400807300 

2.010 

Fresh 

Rajdhoki 

0806000400811800 

0.995 

Fresh 

Rambas Jhonpri 

0806000400809000 

3.394 

Fresh 

Roneeja 

0806000300791000 

3.218 

Fresh 

Salahera 

0806000400807000 

3.640 

Fresh 

Salarpur 

0806000400809100 

1.285 

Fresh 

Sarkanpur 

0806000400808700 

1.312 

Fresh 

Shekhpur Aheer 

0806000400808400 

1.627 

Fresh 

Sherpur 

0806000300788800 

2.820 

Fresh 

Silpata 

0806000300787700 

4.568 

Fresh 

Siroli Kalan 

0806000400807700 

5.920 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Siroli Khurd 

0806000400807900 

1.453 

Fresh 

Tajalka 

0806000400809300 

1.912 

Fresh 

Teuwas 

0806000300787100 

2.710 

Fresh 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

3.093 

Non-command 

Older Alluvium 

0.807 

Non-command 

Older Alluvium 

6.835 

Non-command 

Quartzite 

0.363 

Non-command 

Older Alluvium 

6.925 

Non-command 

Older Alluvium 

2.640 

Non-command 

Older Alluvium 

3.056 

Non-command 

Older Alluvium 

10.597 

Non-command 

Older Alluvium 

0.631 

Non-command 

Older Alluvium 

2.047 

Non-command 

Older Alluvium 

1.121 

Non-command 

Older Alluvium 

1.332 

Non-command 

Older Alluvium 

6.568 

Non-command 

Older Alluvium 

2.094 

Non-command 

Older Alluvium 

7.128 

Non-command 

Older Alluvium 

1.025 

Non-command 

Older Alluvium 

1.219 

Non-command 

Older Alluvium 

0.650 

Non-command 

Older Alluvium 

3.621 

Non-command 

Older Alluvium 

1.445 

Non-command 

Older Alluvium 

0.330 

Non-command 

Older Alluvium 

0.875 

Non-command 

Older Alluvium 

0.507 

Non-command 

Older Alluvium 

1.114 

Non-command 

Older Alluvium 

1.582 

Non-command 

Quartzite 

0.242 

Non-command 

Older Alluvium 

2.515 

Non-command 

Older Alluvium 

4.812 

Non-command 

Older Alluvium 

3.377 

Non-command 

Older Alluvium 

1.226 

Non-command 

Older Alluvium 

0.012 

Non-command 

Older Alluvium 

0.310 

Non-command 

Quartzite 

0.006 

Non-command 

Older Alluvium 

4.740 

Non-command 

Older Alluvium 

0.006 

Non-command 

Older Alluvium 

0.105 

Non-command 

Older Alluvium 

1.901 

Non-command 

Older Alluvium 

3.811 

Non-command 

Older Alluvium 

2.010 

Non-command 

Older Alluvium 

0.031 

Non-command 

Older Alluvium 

3.394 

Non-command 

Older Alluvium 

0.665 

Non-command 

Older Alluvium 

3.640 

Non-command 

Older Alluvium 

1.285 

Non-command 

Older Alluvium 

1.312 

Non-command 

Older Alluvium 

1.627 

Non-command 

Older Alluvium 

2.808 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

5.224 

Non-command 

Quartzite 

0.019 

Non-command 

Older Alluvium 

1.353 

Non-command 

Older Alluvium 

1.912 

Non-command 

Older Alluvium 

1.116 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

90,000 

120 

120,000 

100,000 

120 

120,000 

90,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

90,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

90,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

90,000 



Wells with 
Pumpset 


MCM 


(15) 


0.875 



















































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


06001007 


Tijara (M) 


Turkwas 


Aheer Basna 


Alipur 


Amoth 


Baghana 


Balloowas 


Basni 


Begampur 


Beraheri 


Bhagolajat 


Bhanot 


Bheekhawas 


Bhojrajka 


Birsangwas 


Chachiyawas 


Chandpur 


Chowki 


Daika 


Darbarpur 


Deengli 


Dhaki 


Dheerdhoka 


Doomhera 


Fatiyabad 


Gandhi Nagar 


Gangapuri 


Garhi 


Gheekaka 


Gola Hera 


Gunsar 


Gurgachka 


Hada Heri 


Heengwahera 


Ikrotiya 


Jagiwara 


Jahanpuri 


Jalaka 


Jalalpur 


Jasai 


Jhamoowas 


Jharjheela 


Jharka 


Jogawad 


Jonal 


0806000440603000 


0806000300789100 


0806000300793800 


0806000200774600 


0806000200777100 


0806000200776700 


0806000300788700 


0806000300789400 


0806000300792100 


0806000200774900 


0806000300791100 


0806000400811200 


0806000300793300 


0806000300790800 


0806000500818000 


0806000200778100 


0806000300790600 


0806000200778000 


0806000300791200 


0806000200775400 


0806000300792600 


0806000300794600 


0806000200777400 


0806000400810600 


0806000300792300 


0806000200775600 


0806000300793000 


sq.km 


(4) 


22.899 


1.162 


1.792 


3.694 


2.359 



0806000300790000 

8.257 

0806000200776900 

2.804 

0806000200774700 

4.768 


0806000300790500 

1.347 

0806000300794300 

1.741 

0806000200774800 

4.333 

0806000200775100 

4.938 


0806000200775800 

1.323 

0806000300792000 

4.613 

0806000200776800 

1.407 

0806000300791600 

0.856 



0806000300792800 

2.137 

0806000400810800 

3.390 

0806000200773600 

3.818 

0806000500817800 

2.430 

0806000500818100 

2.358 

0806000300794900 

4.314 

0806000200777000 

2.275 

0806000300793400 

3.739 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

7.116 

Non-command 

Older Alluvium 

1.162 

Non-command 

Older Alluvium 

1.041 

Non-command 

Older Alluvium 

1.334 

Non-command 

Older Alluvium 

2.352 

Non-command 

Older Alluvium 

0.007 

Non-command 

Older Alluvium 

3.722 

Non-command 

Older Alluvium 

1.286 

Non-command 

Older Alluvium 

0.021 

Non-command 

Older Alluvium 

2.804 

Non-command 

Older Alluvium 

1.272 

Non-command 

Older Alluvium 

1.852 

Non-command 

Older Alluvium 

1.347 

Non-command 

Older Alluvium 

0.129 

Non-command 

Older Alluvium 

0.353 

Non-command 

Older Alluvium 

4.456 

Non-command 

Older Alluvium 

0.051 

Non-command 

Older Alluvium 

1.323 

Non-command 

Older Alluvium 

3.103 

Non-command 

Older Alluvium 

1.407 

Non-command 

Older Alluvium 

0.851 

Non-command 

Older Alluvium 

0.005 

Non-command 

Older Alluvium 

3.717 

Non-command 

Older Alluvium 

0.422 

Non-command 

Older Alluvium 

0.291 

Non-command 

Older Alluvium 

1.447 

Non-command 

Older Alluvium 

1.836 

Non-command 

Older Alluvium 

3.516 

Non-command 

Older Alluvium 

0.044 

Non-command 

Older Alluvium 

4.436 

Non-command 

Older Alluvium 

0.630 

Non-command 

Older Alluvium 

0.616 

Non-command 

Older Alluvium 

2.668 

Non-command 

Older Alluvium 

2.741 

Non-command 

Older Alluvium 

0.759 

Non-command 

Older Alluvium 

4.811 

Non-command 

Older Alluvium 

1.590 

Non-command 

Older Alluvium 

5.192 

Non-command 

Older Alluvium 

1.522 

Non-command 

Older Alluvium 

2.107 

Non-command 

Older Alluvium 

0.047 

Non-command 

Older Alluvium 

1.169 

Non-command 

Older Alluvium 

2.039 

Non-command 

Older Alluvium 

0.775 

Non-command 

Older Alluvium 

0.668 

Non-command 

Older Alluvium 

2.137 

Non-command 

Older Alluvium 

1.344 

Non-command 

Older Alluvium 

1.067 

Non-command 

Older Alluvium 

0.002 

Non-command 

Older Alluvium 

0.014 

Non-command 

Older Alluvium 

0.863 

Non-command 

Older Alluvium 

2.275 

Non-command 

Older Alluvium 

3.739 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

100,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

120,000 

90,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

120,000 

90,000 

120 

110,000 

80,000 

120 

120,000 

90,000 

120 

90,000 

70,000 

120 

110,000 

80,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

110,000 

80,000 

120 

120,000 

90,000 

120 

120,000 

100,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

100,000 

80,000 

120 

110,000 

80,000 

120 

120,000 

90,000 

120 

110,000 

80,000 

120 

120,000 

90,000 

120 

110,000 

80,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

110,000 

80,000 

120 

120,000 

100,000 

120 

120,000 

90,000 

120 

110,000 

80,000 

120 

120,000 

90,000 

120 

90,000 

70,000 

120 

120,000 

90,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

120,000 

90,000 

120 

110,000 

80,000 

120 

120,000 

90,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.180 

1.217 

0.292 

0.350 

0.400 

0.515 

0.198 

0.316 

0.259 

0.629 

- 

- 

0.475 

0.547 

0.126 

0.148 

- 

- ; 

0.442 

0.732 

0.355 

0.579 

0.324 

0.526 

0.292 

0.436 

0.032 

0.032 

0.067 

0.107 

0.662 

1.045 

0.006 

0.006 

0.269 

0.625 

0.356 

0.529 

0.451 

0.662 

0.281 

0.367 


0.173 

0.173 

0.614 

0.997 

0.929 

1.174 








































































































































































































































































































































































































































































































































































































































































































































































































































































Village 


Name 

Census Code 

Area 



sq.km 

(2) 

(3) 

(4) 

Kadaiya 

0806000300794200 

0.981 

Kalgaon 

0806000400810900 

5.613 

Kani 

0806000300793500 

3.361 


Kerwa 

0806000300792700 

1.795 

Khanpur Aheer 

0806000200777700 

3.752 



Khera 

0806000500817600 

2.290 

Kheral 

0806000300793200 

3.202 


Kheri 0806000300791400 2.501 


Khohra Thakran 

0806000300793600 

3.154 

Koompur 

0806000300795100 

2.695 

Kotkasim 

0806000300789600 

11.803 

Ladpur 

0806000300790700 

4.076 

Lahdod 

0806000300794700 

3.095 

Magha Ka Majra 

0806000300793700 

3.234 

Majra 

0806000200775200 

2.567 

Majri Goojar 

0806000400811000 

2.326 

Mandha 

0806000200777800 

2.874 

Mau 

0806000200778600 

2.479 

Menpur 

0806000200780200 

11.549 

Meoli 

0806000300790400 

1.903 

Mirzapur 

0806000300795000 

2.430 

Moonpur Thakran 

0806000300792900 

3.829 


Mundana 

0806000400810700 

5.002 

Mundawar 

0806000200778200 

20.378 

Mundiya Khera 

0806000200776600 

2.499 

Munpur 

0806000200775500 

1.887 

Nahar Khera 

0806000200777200 

1.247 


Nangal Raniya 

0806000200778300 

1.694 

Nangal Saliya 

0806000300794000 

6.255 

Nangal Udiya 

0806000200773700 

6.040 

Narooki 

0806000300789500 

0.544 

Neemlaka 

0806000300791900 

1.478 

Paharwas 

0806000300792400 

2.154 

Palpur 

0806000300792500 

4.797 

Patan Aheer 

0806000300794100 

3.899 

Peepli 

0806000200780000 

4.704 

Pur 

0806000300791800 

6.859 

Radwa 

0806000200777600 

2.118 

Raipur Jatan 

0806000300794800 

3.483 

Rajwara 

0806000200775900 

3.777 

Raniyawas 

0806000300790300 

1.564 

Roneeja 

0806000300791000 

3.218 

Salkhar 

0806000300794500 

2.765 

Sanchod 

0806000200774500 

7.949 

Sanoda 

0806000300791700 

1.284 


Zone Type of Area (Command / 
(Fresh / command) 

Saline) 


(5) _ m 

Fresh Non-command 
Fresh Non-command 
Fresh Non-command 
Saline Non-command 
Fresh Non-command 
Fresh Non-command 
Saline Non-command 
Fresh Non-command 
Saline Non-command 
Fresh Non-command 
Fresh Non-command 
Saline Non-command 
Fresh Non-command 
Saline Non-command 
Fresh Non-command 
Fresh Non-command 
Fresh Non-command 
Fresh Non-command 
Fresh Non-command 
Fresh Non-command 
Fresh Non-command 
Fresh Non-command 
Fresh Non-command 
Fresh Non-command 
Fresh Non-command 
Fresh Non-command 
Fresh Non-command 
Fresh Non-command 
Saline Non-command 
Fresh Non-command 
Fresh Non-command 
Fresh Non-command 
Fresh Non-command 
Fresh Non-command 
Saline Non-command 
Fresh Non-command 
Fresh Non-command 
Fresh Non-command 
Fresh Non-command 
Fresh Non-command 
Fresh Non-command 
Fresh Non-command 
Fresh Non-command 
Fresh Non-command 
Fresh Non-command 
Fresh Non-command 
Fresh Non-command 
Fresh Non-command 
Fresh Non-command 
Fresh Non-command 
Fresh Non-command 
Saline Non-command 
Fresh Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.981 

Non-command 

Older Alluvium 

4.779 

Non-command 

Older Alluvium 

3.334 

Non-command 

Older Alluvium 

0.027 

Non-command 

Older Alluvium 

1.795 

Non-command 

Older Alluvium 

3.634 

Non-command 

Older Alluvium 

0.118 

Non-command 

Older Alluvium 

0.037 

Non-command 

Older Alluvium 

1.767 

Non-command 

Older Alluvium 

0.005 

Non-command 

Older Alluvium 

2.791 

Non-command 

Older Alluvium 

0.411 

Non-command 

Older Alluvium 

0.011 

Non-command 

Older Alluvium 

1.702 

Non-command 

Older Alluvium 

3.153 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

6.085 

Non-command 

Older Alluvium 

3.425 

Non-command 

Older Alluvium 

3.095 

Non-command 

Older Alluvium 

0.263 

Non-command 

Older Alluvium 

0.878 

Non-command 

Older Alluvium 

1.889 

Non-command 

Older Alluvium 

2.460 

Non-command 

Older Alluvium 

1.341 

Non-command 

Older Alluvium 

1.145 

Non-command 

Older Alluvium 

1.064 

Non-command 

Older Alluvium 

0.227 

Non-command 

Older Alluvium 

3.600 

Non-command 

Older Alluvium 

0.229 

Non-command 

Older Alluvium 

0.191 

Non-command 

Older Alluvium 

8.962 

Non-command 

Older Alluvium 

0.035 

Non-command 

Older Alluvium 

1.887 

Non-command 

Older Alluvium 

0.707 

Non-command 

Older Alluvium 

0.540 

Non-command 

Older Alluvium 

1.694 

Non-command 

Older Alluvium 

6.255 

Non-command 

Older Alluvium 

0.077 

Non-command 

Older Alluvium 

0.532 

Non-command 

Older Alluvium 

1.478 

Non-command 

Older Alluvium 

1.551 

Non-command 

Older Alluvium 

3.738 

Non-command 

Older Alluvium 

3.677 

Non-command 

Older Alluvium 

0.190 

Non-command 

Older Alluvium 

6.859 

Non-command 

Older Alluvium 

2.118 

Non-command 

Older Alluvium 

2.736 

Non-command 

Older Alluvium 

1.925 

Non-command 

Older Alluvium 

0.459 

Non-command 

Older Alluvium 

2.552 

Non-command 

Older Alluvium 

0.003 

Non-command 

Older Alluvium 

0.061 

Non-command 

Older Alluvium 

1.284 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

90,000 

120 

120,000 

100,000 

120 

120,000 

90,000 

120 

90,000 

70,000 

120 

120,000 

90,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

120,000 

90,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

120,000 

90,000 

120 

90,000 

70,000 

120 

120,000 

90,000 

120 

90,000 

70,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

110,000 

80,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

120,000 

90,000 

120 

110,000 

80,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

110,000 

80,000 

120 

120,000 

90,000 

120 

110,000 

80,000 

120 

120,000 

90,000 

120 

110,000 

80,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

70,000 

50,000 

120 

120,000 

90,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.454 




0.443 

0.673 

0.547 

1.326 

0.012 

0.029 

0.022 

0.022 

0.899 

1.050 


0.929 

1.131 

0.109 

0.131 

0.011 

0.011 

0.815 

0.923 

0.475 

0.662 


0.006 

0.006 

1.037 

1.224 







































































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



06001008 


Sarai Kalan 


Shekhawas 


Sihali Kalan 


Sirod Khurd 


Siya Khoh 


Sundarwari 


Surajpura 


Thathka 


Thethar Basna 


Todarpur 


Udaipur 


Ulaheri 


Aheer Basna 


Ajarka 


Ajmeripura 


Bani Jonaycha 


Bantkhani 


0806000200773800 


0806000200775700 


0806000200777500 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



0806000200773900 

2.254 

0806000200780100 

5.719 

0806000200775000 

2.318 

0806000200778500 

1.788 

0806000300793100 

1.400 


0806000300793900 

1.299 

0806000200775300 

2.338 

0806000400811100 

1.935 

0806000200778400 

3.955 

0806000300793800 

1.792 

0806000200774200 

3.799 

0806000100767300 

3.139 

0806000100757800 

1.795 

0806000100764700 

2.703 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Baori 

0806000100761200 

3.725 

Fresh 

Bapdoli 

0806000200779100 

1.651 

Fresh 

Bardod 

0806000100767000 

19.340 

Fresh 

Beejwad Chauhan 

0806000200772300 

9.765 

Fresh 

Beerod 

0806000200771800 

3.047 

Fresh 

Behror (M) 

0806000140601000 

13.532 

Fresh 

Behror Jat 

0806000200773000 

5.286 

Fresh 

Belni 

0806000100758200 

3.676 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bhagola Aheer 

0806000200774300 

2.807 

Fresh 

Bhagolajat 

0806000200774800 

4.333 

Fresh 

Bhanot 

0806000200775100 

4.938 

Fresh 

Bheenwada 

0806000200778800 

5.434 

Fresh 

Bhojpuri 

0806000200772600 

3.276 

Fresh 

Bhoongara Aheer 

0806000200776200 

3.205 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Chaubara 

0806000100757900 

7.739 

Fresh 

Chhapur 

0806000200779300 

2.535 

Fresh 

Choodla 

0806000200782200 

4.724 

Fresh 

Dadhiya 

0806000200772100 

2.777 

Fresh 

Dahmi 

0806000100766800 

3.795 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Darbarpur 

0806000200774900 

3.634 

Fresh 

Dhis 

0806000100767400 

5.115 

Fresh 

Dhodhakari 

0806000100758100 

2.828 

Fresh 


Non-command 


Non-command 


Non-command 


Dhokal Nagar 

0806000200779400 

1.177 

Fresh 

Dhoondhariya 

0806000100764100 

4.184 

Fresh 


Non-command 


Non-command 


Type of Area Hydrogeological 

(Command / Non- Formation 

command) 


( 6 ) 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 


_ (J)_ 

Older Alluvium 

Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Slate 

Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Slate 

Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Slate 

Older Alluvium 
Slate 

Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Older Alluvium 
Slate 

Older Alluvium 
Older Alluvium 
Older Alluvium 
Slate 

Older Alluvium 
Older Alluvium 
Slate 


Potential 

Zone 


(PZn) 


Number 
of Tube 
Wells 


Area 


sq.km 

( 8 ) 

2.513 

1.724 
5.404 
0.240 
3.136 
0.946 
0.059 
3.011 
2.160 
1.788 
0.016 

1.385 
1.299 
2.338 
0.000 
3.955 
0.751 
3.799 
2.655 
0.095 
2.321 
0.383 

3.725 
1.651 
19.102 
9.677 
2.417 
2.665 
5.286 
1.379 
1.727 
2.807 
3.854 
0.430 
0.174 
3.276 
2.943 
0.259 

5.386 
0.070 
5.549 
2.535 
0.000 
0.000 
3.284 
0.108 
1.798 
3.449 
0.163 
1.711 
1.177 
0.028 
0.040 


(9) 

_ 48 

_ 14 

_ 65 

_ 3 

_ 41 

_12 

_1 

_10 

_ 25 

17 


_6 

13 

27 


32 

_6 

54 

13 


12 

2 

13 

2 

59 

101 

38 

6 

13 

3 

3 

32 

35 

3 


12 

_8 

_1 

10 


_4 

6 


22 

1 

27 

17 


2_ 

3 


Number 
of Wells 
with 

Pumpset 


Number of 
Operational 
Days 


( 10 ) 


( 11 ) 


71 

39 

87 

_4 

55 

16 

_2 

34 

55 

25 

_1 

49 

33 

42 


93 

26 

86 

104 

_1 

33 

_ 5 

43 

19 

339 

150 

52 

71 

166 

_8 

11 

84 

81 

_ 7 

_1 

25 

41 

_ 4 

46 

_1 

56 

68 


65 


41 


98 


13 


35 


120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 


Average Yield 


Tube 

Wells 

Ipd 

( 12 ) 

110,000 

110,000 

110,000 

70,000 

110,000 

70,000 

110,000 

110,000 

110,000 

110,000 

120,000 

90,000 

120,000 

110,000 

120,000 

110,000 

120,000 

110,000 

150,000 

150,000 

150,000 

70,000 

150,000 

110,000 

150,000 

110,000 

110,000 

150,000 

110,000 

150,000 

70,000 

110,000 

110,000 

110,000 

110,000 

110,000 

110,000 

80,000 

110,000 

80,000 

150,000 

110,000 

110,000 

110,000 

150,000 

80,000 

110,000 

150,000 

150,000 

70,000 

110,000 

150,000 

80,000 


Wells with 
Pumpset 
Ipd 
(13) 
80,000 
80,000 
80,000 
50,000 
80,000 
50,000 
80,000 
80,000 
80,000 
80,000 
90,000 
70,000 
90,000 
80,000 
100,000 
80,000 
90,000 
80,000 
120,000 
100,000 
100,000 
50,000 
100,000 
80,000 
120,000 
80,000 
80,000 
120,000 
80,000 
100,000 
50,000 
80,000 
80,000 
80,000 
80,000 
80,000 
80,000 
60,000 
80,000 
60,000 
100,000 
80,000 
80,000 
80,000 
120,000 
50,000 
80,000 
120,000 
100,000 
50,000 
80,000 
120,000 
50,000 


Tube 

Wells 

MCM 

(14) 

0.634 

0.185 

0.858 

0.025 

0.541 

0.101 

0.013 

0.132 

0.330 

0.224 


0.065 

0.187 

0.356 


0.422 

0.086 

0.713 

0.234 


0.216 

0.017 

0.234 

0.026 

1.062 

1.333 

0.502 

0.108 

0.172 

0.054 

0.025 

0.422 

0.462 

0.040 


0.158 

0.106 

0.010 

0.132 


0.072 

0.079 


0.396 

0.010 

0.356 

0.306 


0.017 

0.040 


Draft 


Total 

Draft 


Wells with 
Pumpset 


MCM 

(15) 

0.682 

0.374 

0.835 

0.024 

0.528 

0.096 

0.019 

0.327 

0.528 

0.240 

0.011 

0.412 

0.356 

0.403 


MCM 

(16) 

1.316 

0.559 

1.693 

0.049 

1.069 

0.197 

0.032 

0.459 

0.858 

0.464 

0.011 

0.477 

0.543 

0.759 


0.893 

0.281 

0.826 

1.498 

0.012 

0.396 

0.030 

0.516 

0.182 

4.882 

1.440 

0.499 

1.022 

1.594 

0.096 

0.066 

0.806 

0.778 

0.067 

0.010 

0.240 

0.394 

0.029 

0.442 

0.007 

0.672 

0.653 


1.315 

0.367 

1.539 

1.732 

0.012 

0.612 

0.047 

0.750 

0.208 

5.944 

2.773 

1.001 

1.130 

1.766 

0.150 

0.091 

1.228 

1.240 

0.107 

0.010 

0.398 

0.500 

0.039 

0.574 

0.007 

0.744 

0.732 


0.936 

0.012 

0.394 

1.411 

0.012 

0.078 

0.336 

0.014 

0.006 


1.332 

0.022 

0.750 

1.717 

0.012 

0.095 

0.376 

0.014 

0.006 


1 






















































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


4.198 Fresh 



Fauladpur 

0806000100761100 

3.504 

Fresh 

Gadli 

0806000200772000 

1.691 

Fresh 

Gadoowas 

0806000200772200 

7.308 

Fresh 

Gheelot 

0806000100756800 

16.237 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Hatoondi 

0806000200779700 

4.422 

Fresh 

Hulmana Kalan 

0806000200772400 

2.918 

Fresh 

Hulmana Khurd 

0806000200772500 

1.837 

Fresh 

Isrisinghpura 

0806000100761300 

2.645 

Fresh 

Jagiwara 

0806000200775600 

2.043 

Fresh 

Jaguwas 

0806000100768000 

3.274 

Fresh 

Jalalpur 

0806000100767500 

2.616 

Fresh 

Jalwas 

0806000200772800 

2.046 

Fresh 

Janaksinghpura 

0806000100761000 

2.688 

Fresh 

Jasai 

0806000200773600 

3.818 

Fresh 

Jeevan Singhpura 

0806000200782300 

4.407 

Fresh 

Jhajharpur 

0806000200779800 

4.357 

Fresh 

Jonaycha Kalan 

0806000100757500 

5.538 

Fresh 

Kalipahari 

0806000100761400 

1.467 

Fresh 

Kalooka 

0806000200778900 

2.987 

Fresh 

Kalyanpura 

0806000100768100 

2.438 

Fresh 

Kankar Dopa 

0806000100768200 

2.819 

Fresh 

Kami Kot 

0806000200776100 

4.859 

Fresh 

Karoda 

0806000100767200 

7.683 

Fresh 

Keeratsinghpura 

0806000100764600 

2.549 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Kokawas 

0806000200779600 

1.517 

Fresh 

Kolila Joga 

0806000100764400 

4.955 

Fresh 


Non-command 


Non-command 



Madhosinghpura 

0806000100760900 

3.313 

Fresh 

Magha Ka Majra 

0806000300793700 

3.234 

Fresh 

Majra 

0806000200775200 

2.567 

Fresh 

Majrakath 

0806000100761500 

6.790 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Majri Bhanda 

0806000200776000 

3.854 

Fresh 

Majri Khola 

0806000200779200 

2.457 

Fresh 

Manethi 

0806000200772700 

2.981 

Fresh 

Mirzapur 

0806000200771700 

3.900 

Fresh 

Molawas 

0806000200772900 

2.241 

Fresh 

Mundanwara Kalan 

0806000200773300 

3.081 

Fresh 

Mundanwara Khurd 

0806000200773400 

1.957 

Fresh 

Naghori 

0806000100758600 

3.719 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.218 

Non-command 

Slate 

2.135 

Non-command 

Older Alluvium 

3.504 

Non-command 

Older Alluvium 

0.082 

Non-command 

Older Alluvium 

6.436 

Non-command 

Older Alluvium 

0.002 

Non-command 

Slate 

0.075 

Non-command 

Older Alluvium 

2.330 

Non-command 

Slate 

1.910 

Non-command 

Older Alluvium 

1.448 

Non-command 

Older Alluvium 

2.918 

Non-command 

Older Alluvium 

1.837 

Non-command 

Older Alluvium 

2.573 

Non-command 

Older Alluvium 

0.004 

Non-command 

Older Alluvium 

0.606 

Non-command 

Older Alluvium 

0.030 

Non-command 

Older Alluvium 

2.046 

Non-command 

Older Alluvium 

2.365 

Non-command 

Older Alluvium 

1.061 

Non-command 

Older Alluvium 

1.561 

Non-command 

Older Alluvium 

1.955 

Non-command 

Slate 

0.486 

Non-command 

Older Alluvium 

1.467 

Non-command 

Older Alluvium 

0.328 

Non-command 

Older Alluvium 

2.384 

Non-command 

Older Alluvium 

2.819 

Non-command 

Older Alluvium 

4.004 

Non-command 

Older Alluvium 

5.996 

Non-command 

Older Alluvium 

0.941 

Non-command 

Slate 

1.458 

Non-command 

Older Alluvium 

6.126 

Non-command 

Slate 

0.752 

Non-command 

Older Alluvium 

1.517 

Non-command 

Older Alluvium 

3.543 

Non-command 

Slate 

1.113 

Non-command 

Older Alluvium 

2.731 

Non-command 

Slate 

1.483 

Non-command 

Older Alluvium 

0.675 

Non-command 

Slate 

1.747 

Non-command 

Older Alluvium 

0.257 

Non-command 

Older Alluvium 

1.904 

Non-command 

Older Alluvium 

1.689 

Non-command 

Older Alluvium 

3.476 

Non-command 

Slate 

0.608 

Non-command 

Older Alluvium 

0.066 

Non-command 

Older Alluvium 

2.457 

Non-command 

Older Alluvium 

2.981 

Non-command 

Older Alluvium 

3.121 

Non-command 

Older Alluvium 

2.241 

Non-command 

Older Alluvium 

3.081 

Non-command 

Older Alluvium 

1.865 

Non-command 

Older Alluvium 

0.047 

Non-command 

Slate 

0.131 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

150,000 

120,000 

120 

80,000 

50,000 

120 

150,000 

100,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

150,000 

100,000 

120 

70,000 

50,000 

120 

150,000 

120,000 

120 

80,000 

50,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

150,000 

100,000 

120 

110,000 

80,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

110,000 

80,000 

120 

150,000 

100,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

150,000 

100,000 

120 

110,000 

80,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

110,000 

80,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

80,000 

50,000 

120 

110,000 

80,000 

120 

80,000 

60,000 

120 

110,000 

80,000 

120 

150,000 

100,000 

120 

70,000 

50,000 

120 

150,000 

100,000 

120 

70,000 

50,000 

120 

150,000 

100,000 

120 

70,000 

50,000 

120 

150,000 

100,000 

120 

120,000 

90,000 

120 

110,000 

80,000 

120 

150,000 

100,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

150,000 

100,000 

120 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.058 


0.228 


0.792 


0.019 


1.248 




0.701 

0.873 

0.276 

0.420 

0.125 

0.204 

0.182 

0.195 

0.317 

0.357 

0.024 

0.032 

0.012 

0.012 

0.029 

0.055 

0.590 

0.770 

0.677 

1.109 

1.238 

1.462 

1.699 

2.059 

0.245 

0.299 

0.162 

0.210 

0.240 

0.293 

0.022 

0.032 

0.269 

0.282 

0.240 

0.384 

0.036 

0.053 

0.252 

0.342 

0.066 

0.091 

0.108 

0.144 

0.150 

0.200 

0.012 

0.030 

0.227 

0.328 

0.528 

0.884 

0.072 

0.162 

0.006 

0.014 

0.019 

0.019 

0.278 

0.318 

0.278 

0.397 

0.307 

0.571 

0.480 

0.638 

0.394 

0.645 

0.432 

0.696 

- 

- 

0.006 

0.006 












































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



06001009 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


5.240 Fresh 



Nangal Siya 

0806000200774100 

0.855 

Fresh 

Nangal Udiya 

0806000200773700 

6.040 

Fresh 

Nangla Rudh 

0806000100766900 

6.531 

Fresh 


Non-command 


Non-command 


Non-command 



Padmara Kalan 

0806000200776400 

5.162 

Fresh 

Padmara Khurd 

0806000200779000 

2.567 

Fresh 

Palawa 

0806000200771900 

5.740 

Fresh 

Riwali 

0806000100765000 

4.898 

Fresh 

Sanchod 

0806000200774500 

7.949 

Fresh 

Sanoli 

0806000200773100 

3.218 

Fresh 

Sansedi 

0806000100757600 

2.336 

Fresh 

Sarai Kalan 

0806000200773800 

3.819 

Fresh 

Seel Gaon 

0806000200774400 

12.186 

Fresh 

Shahjadpur 

0806000200773500 

2.457 

Fresh 

Shahjahanpur 

0806000100758000 

6.785 

Fresh 

Sirod Kalan 

0806000200774000 

1.716 

Fresh 

Sirod Khurd 

0806000200773900 

2.254 

Fresh 

Sodawas 

0806000200779500 

5.321 

Fresh 

Sundarwari 

0806000200775000 

2.318 

Fresh 

Talwar 

0806000100767900 

3.116 

Fresh 

Adeepur 

0806000400806200 

5.067 

Fresh 

Alapur Meo 

0806000400810200 

4.503 

Fresh 

Ameer Nagar 

0806000400808000 

2.507 

Fresh 

Arandka 

0806000400812200 

1.540 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Asleempur 

0806000400811900 

2.602 

Fresh 

Baghor 

0806000400816000 

6.383 

Fresh 


Non-command 


Non-command 


Baloj 

0806000400812500 

3.397 

Fresh 

Bandra 

0806000400811300 

2.165 

Fresh 

Bhojrajka 

0806000300792000 

4.613 

Fresh 

Bhoodki 

0806000400811700 

0.910 

Fresh 

Daika 

0806000400812800 

1.068 

Fresh 

Damdama 

0806000400809700 

4.720 

Fresh 

Dhaki 

0806000400811200 

1.595 

Fresh 

Dhakpuri 

0806000400809800 

1.980 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Elaka 

0806000400813100 

1.284 

Fresh 

Gotoli 

0806000400806300 

7.605 

Fresh 


Non-command 


Non-command 


Hameeraka 

0806000400809500 

7.030 

Fresh 

Hasanpur Mafi 

0806000400813200 

4.520 

Fresh 

Heengwahera 

0806000400810600 

4.102 

Fresh 

Husaipur 

0806000400813000 

2.438 

Fresh 

Ibrahimpur Mafi 

0806000400813600 

0.622 

Fresh 

Ikrotiya 

0806000300792300 

1.812 

Fresh 

Kalgaon 

0806000400810900 

5.613 

Fresh 

Karwar 

0806000300792200 

6.246 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

4.824 

Non-command 

Slate 

0.332 

Non-command 

Older Alluvium 

0.855 

Non-command 

Older Alluvium 

5.023 

Non-command 

Older Alluvium 

6.477 

Non-command 

Slate 

0.054 

Non-command 

Older Alluvium 

0.649 

Non-command 

Slate 

0.804 

Non-command 

Older Alluvium 

4.935 

Non-command 

Older Alluvium 

2.547 

Non-command 

Older Alluvium 

2.593 

Non-command 

Older Alluvium 

0.082 

Non-command 

Older Alluvium 

0.078 

Non-command 

Older Alluvium 

3.218 

Non-command 

Older Alluvium 

0.099 

Non-command 

Older Alluvium 

1.306 

Non-command 

Older Alluvium 

8.250 

Non-command 

Older Alluvium 

0.484 

Non-command 

Older Alluvium 

6.116 

Non-command 

Older Alluvium 

1.716 

Non-command 

Older Alluvium 

2.195 

Non-command 

Older Alluvium 

3.305 

Non-command 

Older Alluvium 

0.157 

Non-command 

Older Alluvium 

0.000 

Non-command 

Quartzite 

4.796 

Non-command 

Older Alluvium 

0.308 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

1.052 

Non-command 

Quartzite 

0.488 

Non-command 

Older Alluvium 

0.979 

Non-command 

Older Alluvium 

4.249 

Non-command 

Quartzite 

1.966 

Non-command 

Quartzite 

2.301 

Non-command 

Older Alluvium 

1.745 

Non-command 

Older Alluvium 

1.181 

Non-command 

Older Alluvium 

0.800 

Non-command 

Older Alluvium 

1.068 

Non-command 

Quartzite 

4.298 

Non-command 

Older Alluvium 

1.550 

Non-command 

Older Alluvium 

0.016 

Non-command 

Quartzite 

1.943 

Non-command 

Older Alluvium 

1.258 

Non-command 

Older Alluvium 

0.000 

Non-command 

Quartzite 

0.291 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

2.887 

Non-command 

Older Alluvium 

1.415 

Non-command 

Older Alluvium 

2.438 

Non-command 

Older Alluvium 

0.305 

Non-command 

Older Alluvium 

0.002 

Non-command 

Older Alluvium 

0.834 

Non-command 

Older Alluvium 

1.909 

Non-command 

Quartzite 

0.041 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

150,000 

120,000 

120 

80,000 

50,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

150,000 

120,000 

120 

80,000 

50,000 

120 

150,000 

100,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

150,000 

120,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

150,000 

100,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

150,000 

100,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

90,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

90,000 

120 

120,000 

100,000 

120 

120,000 

90,000 

120 

100,000 

90,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.619 

0.853 

0.018 

0.028 

0.490 

0.912 

0.346 

0.636 

0.461 

0.749 

- 

- 

0.012 

0.012 

0.006 

0.006 

0.518 

0.610 

0.605 

0.684 

0.490 

0.952 

0.029 

0.047 

0.010 

0.010 

0.432 

0.524 

0.012 

0.030 

0.355 

0.685 

0.874 

1.468 

0.067 

0.107 

1.764 

2.214 

0.806 

1.479 

0.653 

1.234 

0.595 

0.674 

0.038 

0.064 









































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


1.226 Fresh 



Ladhawara 

0806000400812900 

1.448 

Fresh 

Lapala 

0806000400812600 

4.628 

Fresh 


Non-command 


Non-command 



Mainaki 

0806000400811500 

3.914 

Fresh 

Majri Goojar 

0806000400811000 

2.326 

Fresh 

Maliyar Gurjar 

0806000400815900 

2.255 

Fresh 


Non-command 


Non-command 


Non-command 


Maliyar Jatt 

0806000400813300 

7.052 

Fresh 

Milakpur Turk 

0806000400806100 

10.739 

Fresh 

Muradwas 

0806000400812100 

2.164 

Fresh 

Nangal 

0806000400810000 

0.379 

Fresh 


Pahar Samlat @ Roondh Roopbas 


Non-command 


Non-command 


Non-command 


Non-command 



0806000400809600 


4.058 Fresh 


Non-command 



Phullabas 

0806000400816400 

3.752 

Fresh 

Rai Khera 

0806000400814200 

2.357 

Fresh 

Raipur 

0806000400815700 

1.537 

Fresh 


Non-command 


Non-command 


Non-command 


Rajdhoki 

0806000400811800 

0.995 

Fresh 

Roopbas 

0806000400810100 

2.961 

Fresh 


Non-command 


Non-command 



Rundh Indor 

0806000400802100 

18.008 

Fresh 

Sarhheta 

0806000400812300 

5.819 

Fresh 


Non-command 


Non-command 


06001010 


Shadipur 

0806000400807800 

3.543 

Fresh 

Shahbad 

0806000400811400 

6.234 

Fresh 

Shahmat Nagar 

0806000400814100 

1.829 

Fresh 

Siroli Kalan 

0806000400807700 

5.920 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Tijara (M) 

0806000440603000 

22.899 

Fresh 

Tohra 

0806000400811600 

0.573 

Fresh 

Udaipur 

0806000400811100 

1.935 

Fresh 

Alamdeeka 

0806000500818700 

3.816 

Fresh 

Alawalpur 

0806000400814700 

0.995 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bagheri Kalan 

0806000500818600 

3.767 

Fresh 

Bagheri Khurd 

0806000300794400 

5.229 

Fresh 


Non-command 


Non-command 



Bagthala 

0806000500819100 

2.346 

Fresh 

Bajhot 

0806000500827900 

4.768 

Fresh 

Bambora 

0806000500823400 

7.565 

Fresh 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.301 

Non-command 

Quartzite 

0.878 

Non-command 

Older Alluvium 

1.281 

Non-command 

Older Alluvium 

0.635 

Non-command 

Quartzite 

3.494 

Non-command 

Older Alluvium 

2.681 

Non-command 

Older Alluvium 

0.108 

Non-command 

Older Alluvium 

1.738 

Non-command 

Quartzite 

0.435 

Non-command 

Older Alluvium 

0.344 

Non-command 

Quartzite 

0.001 

Non-command 

Older Alluvium 

2.164 

Non-command 

Older Alluvium 

0.347 

Non-command 

Quartzite 

0.032 

Non-command 

Older Alluvium 

0.048 

Non-command 

Quartzite 

0.426 

Non-command 

Older Alluvium 

2.007 

Non-command 

Quartzite 

1.666 

Non-command 

Older Alluvium 

2.942 

Non-command 

Quartzite 

0.168 

Non-command 

Quartzite 

0.023 

Non-command 

Older Alluvium 

0.060 

Non-command 

Older Alluvium 

0.041 

Non-command 

Quartzite 

0.032 

Non-command 

Older Alluvium 

0.965 

Non-command 

Older Alluvium 

2.428 

Non-command 

Quartzite 

0.533 

Non-command 

Older Alluvium 

1.186 

Non-command 

Quartzite 

0.969 

Non-command 

Quartzite 

0.739 

Non-command 

Older Alluvium 

2.191 

Non-command 

Quartzite 

3.439 

Non-command 

Quartzite 

3.366 

Non-command 

Older Alluvium 

2.644 

Non-command 

Older Alluvium 

0.140 

Non-command 

Older Alluvium 

0.217 

Non-command 

Quartzite 

0.364 

Non-command 

Older Alluvium 

0.072 

Non-command 

Quartzite 

0.021 

Non-command 

Older Alluvium 

12.372 

Non-command 

Older Alluvium 

0.573 

Non-command 

Older Alluvium 

1.850 

Non-command 

Older Alluvium 

3.816 

Non-command 

Older Alluvium 

0.981 

Non-command 

Quartzite 

0.013 

Non-command 

Older Alluvium 

3.760 

Non-command 

Older Alluvium 

1.907 

Non-command 

Quartzite 

0.076 

Non-command 

Older Alluvium 

0.448 

Non-command 

Quartzite 

3.089 

Non-command 

Older Alluvium 

2.346 

Non-command 

Quartzite 

0.124 

Non-command 

Older Alluvium 

6.787 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

120,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 




0.970 

1.426 

0.227 

0.227 

0.011 

0.011 

0.067 

0.067 

0.437 

0.437 

0.480 

0.480 

0.017 

0.029 

0.787 

0.847 





























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Bandra 

0806000400811300 

2.165 

Fresh 

Bas Kripalnagar 

0806000500822500 

5.673 

Fresh 


Non-command 


Non-command 



Basai Beerthal 

0806000500818300 

3.194 

Fresh 

Basai Kalan 

0806000500820700 

1.862 

Fresh 


Non-command 


Non-command 



Beraheri 

0806000300794300 

1.741 

Fresh 

Bhadook 

0806000500826400 

0.879 

Fresh 

Bhatkol 

0806000500821300 

2.672 

Fresh 

Bhindoosi 

0806000400815100 

3.760 

Fresh 

Bhojrajka 

0806000300792000 

4.613 

Fresh 

Bolni 

0806000500819300 

4.571 

Fresh 

Chamroda 

0806000500819200 

5.378 

Fresh 

Cheet Ghana 

0806000500823500 

2.087 

Fresh 

Chhatarpur 

0806000500823000 

1.309 

Fresh 

Dadarhera 

0806000500827000 

1.358 

Fresh 

Dayalpur 

0806000500822300 

1.816 

Fresh 

Deota 

0806000500822200 

4.648 

Fresh 

Fatiyabad 

0806000500818000 

3.154 

Fresh 

Gahankhar 

0806000400814500 

4.339 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Ganj 

0806000500823300 

1.491 

Fresh 

Girwas 

0806000300796300 

2.922 

Fresh 


Non-command 


Non-command 


Googal Heri 

0806000500818200 

2.648 

Fresh 

Gothari 

0806000500819000 

1.644 

Fresh 

Gothra 

0806000400814900 

4.647 

Fresh 


Non-command 


Non-command 


Non-command 


Gurgachka 

0806000300794600 

2.099 

Fresh 

Ikrotiya 

0806000300792300 

1.812 

Fresh 

Isepur 

0806000500820800 

0.900 

Fresh 


Non-command 


Non-command 


Non-command 



Jaistika 

0806000500822100 

2.565 

Fresh 

Jatiyana 

0806000300795900 

3.375 

Fresh 

Jatka 

0806000500821100 

2.980 

Fresh 

Jhamoowas 

0806000500817800 

2.430 

Fresh 

Jharjheela 

0806000500818100 

2.358 

Fresh 

Jhirandiya 

0806000500823100 

2.785 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Jhiryana 

0806000300795700 

1.531 

Fresh 

Kakrali 

0806000400814800 

2.684 

Fresh 


Non-command 


Non-command 


Kankra (Islam Nagar) 

0806000500821000 

5.051 

Fresh 

Karwar 

0806000300792200 

6.246 

Fresh 


Non-command 


Non-command 


Kaushalpur 

0806000500818500 

2.805 

Fresh 

Khairthal (M) 

0806000540605000 

22.076 

Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Quartzite 

0.426 

Non-command 

Older Alluvium 

0.420 

Non-command 

Older Alluvium 

4.478 

Non-command 

Quartzite 

1.195 

Non-command 

Older Alluvium 

3.194 

Non-command 

Older Alluvium 

1.784 

Non-command 

Quartzite 

0.078 

Non-command 

Older Alluvium 

1.469 

Non-command 

Quartzite 

0.843 

Non-command 

Older Alluvium 

0.004 

Non-command 

Older Alluvium 

0.025 

Non-command 

Older Alluvium 

0.329 

Non-command 

Older Alluvium 

0.100 

Non-command 

Older Alluvium 

2.644 

Non-command 

Older Alluvium 

0.043 

Non-command 

Older Alluvium 

1.305 

Non-command 

Older Alluvium 

0.836 

Non-command 

Older Alluvium 

1.769 

Non-command 

Older Alluvium 

4.020 

Non-command 

Older Alluvium 

2.538 

Non-command 

Older Alluvium 

2.167 

Non-command 

Quartzite 

1.922 

Non-command 

Older Alluvium 

1.490 

Non-command 

Older Alluvium 

0.344 

Non-command 

Quartzite 

0.001 

Non-command 

Older Alluvium 

2.648 

Non-command 

Older Alluvium 

1.438 

Non-command 

Older Alluvium 

3.921 

Non-command 

Quartzite 

0.656 

Non-command 

Older Alluvium 

0.105 

Non-command 

Older Alluvium 

0.640 

Non-command 

Older Alluvium 

0.604 

Non-command 

Quartzite 

0.296 

Non-command 

Older Alluvium 

0.930 

Non-command 

Quartzite 

3.746 

Non-command 

Older Alluvium 

0.029 

Non-command 

Older Alluvium 

1.724 

Non-command 

Older Alluvium 

2.807 

Non-command 

Older Alluvium 

2.429 

Non-command 

Older Alluvium 

2.344 

Non-command 

Older Alluvium 

2.690 

Non-command 

Quartzite 

0.094 

Non-command 

Older Alluvium 

0.419 

Non-command 

Older Alluvium 

1.744 

Non-command 

Quartzite 

0.940 

Non-command 

Older Alluvium 

5.051 

Non-command 

Older Alluvium 

1.729 

Non-command 

Quartzite 

2.567 

Non-command 

Older Alluvium 

2.802 

Non-command 

Older Alluvium 

3.684 

Non-command 

Quartzite 

0.067 

Non-command 

Older Alluvium 

1.964 

Non-command 

Quartzite 

0.320 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

70,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

120,000 

90,000 

120 

100,000 

70,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

120,000 

90,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

120,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

100,000 

80,000 

120 

120,000 

90,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

120,000 

90,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

120,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

70,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.042 































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

Kherla 

0806000500826900 

1.125 

Fresh 

Khoha 

0806000500826100 

10.917 

Fresh 


Type of Area (Command / N< 
command) 


Kirwari 

0806000300796100 

1.762 

Fresh 

Kishangarh (CT) 

0806000540604000 

2.991 

Fresh 

Kultajpur 

0806000500822900 

0.996 

Fresh 


Langarwas 

0806000500821400 

4.521 

Fresh 

Lisana 

0806000500820600 

0.922 

Fresh 

Lisani 

0806000300796200 

0.933 

Fresh 

Machh Roli 

0806000500818400 

4.025 

Fresh 

Mahond 

0806000500819900 

1.430 

Fresh 

Majra Mahaniya 

0806000400814000 

1.360 

Fresh 

Mancha 

0806000500819800 

6.811 

Fresh 

Mandha 

0806000400814400 

4.297 

Fresh 


Meerka 

0806000500820500 

2.358 

Fresh 

Mosampur 

0806000400814600 

2.857 

Fresh 


Mothooka 

0806000500822000 

5.527 

Fresh 

Nagliya 

0806000500818800 

2.767 

Fresh 

Nangal Maujiya 

0806000500822700 

1.906 

Fresh 


Nangla Doongar 

0806000500827100 

3.494 

Fresh 

Nangli Mewan 

0806000500820400 

1.251 

Fresh 

Nangli Pathan 

0806000500819700 

3.211 

Fresh 

Naurangabad 

0806000400813900 

1.836 

Fresh 

Naya Gaon 

0806000500817700 

1.905 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Odra 

0806000500821200 

3.458 

Fresh 

Pahar Samlat 

0806000500826300 

3.682 

Fresh 


Paharwas 

0806000300792400 

2.154 

Fresh 

Palpur 

0806000300792500 

4.797 

Fresh 

Patan Aheer 

0806000300794100 

3.899 

Fresh 

Poondraka 

0806000500818900 

1.595 

Fresh 

Rai Khera 

0806000400814200 

2.357 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Raipur Mewan 


Ram Nagar 


Ramnagar 


0806000500822800 


1.992 Fresh 


Non-command 



0806000300796000 


1.244 Fresh 


Ranoli 

0806000500826500 

0.988 

Fresh 

Rundh Ismailpur 

0806000500826200 

19.296 

Fresh 


Rundh Jhamoowas 

0806000500817900 

2.202 

Fresh 

Sadhooka 

0806000300795600 

1.517 

Fresh 

Sahoowas 

0806000500820000 

0.904 

Fresh 

Santhalka 

0806000500820200 

1.478 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Older Alluvium 

1.017 

Non-command 

Older Alluvium 

0.227 

Non-command 

Quartzite 

0.487 

Non-command 

Older Alluvium 

1.762 

Non-command 

Older Alluvium 

2.921 

Non-command 

Older Alluvium 

0.467 

Non-command 

Quartzite 

0.529 

Non-command 

Older Alluvium 

0.070 

Non-command 

Older Alluvium 

0.922 

Non-command 

Older Alluvium 

0.933 

Non-command 

Older Alluvium 

4.025 

Non-command 

Older Alluvium 

1.186 

Non-command 

Older Alluvium 

0.189 

Non-command 

Older Alluvium 

6.539 

Non-command 

Older Alluvium 

1.378 

Non-command 

Quartzite 

2.919 

Non-command 

Older Alluvium 

2.358 

Non-command 

Older Alluvium 

0.455 

Non-command 

Quartzite 

2.402 

Non-command 

Older Alluvium 

0.107 

Non-command 

Older Alluvium 

2.712 

Non-command 

Older Alluvium 

1.724 

Non-command 

Quartzite 

0.182 

Non-command 

Older Alluvium 

0.323 

Non-command 

Older Alluvium 

1.018 

Non-command 

Older Alluvium 

0.062 

Non-command 

Older Alluvium 

0.239 

Non-command 

Older Alluvium 

0.226 

Non-command 

Quartzite 

1.678 

Non-command 

Older Alluvium 

1.085 

Non-command 

Quartzite 

2.662 

Non-command 

Older Alluvium 

3.401 

Non-command 

Older Alluvium 

1.257 

Non-command 

Quartzite 

1.666 

Non-command 

Older Alluvium 

0.603 

Non-command 

Older Alluvium 

0.859 

Non-command 

Older Alluvium 

0.223 

Non-command 

Older Alluvium 

1.595 

Non-command 

Older Alluvium 

2.185 

Non-command 

Quartzite 

0.111 

Non-command 

Older Alluvium 

0.473 

Non-command 

Quartzite 

1.514 

Non-command 

Older Alluvium 

1.845 

Non-command 

Quartzite 

0.206 

Non-command 

Older Alluvium 

0.665 

Non-command 

Quartzite 

0.017 

Non-command 

Quartzite 

0.923 

Non-command 

Older Alluvium 

0.674 

Non-command 

Quartzite 

4.941 

Non-command 

Older Alluvium 

2.202 

Non-command 

Older Alluvium 

1.517 

Non-command 

Older Alluvium 

0.904 

Non-command 

Older Alluvium 

1.478 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

120,000 

90,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

120,000 

90,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

70,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

100,000 

80,000 

120 

120,000 

90,000 

120 

100,000 

80,000 

120 

100,000 

80,000 



Wells with 
Pumpset 


MCM 


( 15 ) 


0.048 


































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

Seokhera 

0806000500820100 

0.999 

Fresh 

Shahbad 

0806000400811400 

6.234 

Fresh 

Shahjadpur 

0806000300795500 

0.829 

Fresh 

Shahmat Nagar 

0806000400814100 

1.829 

Fresh 

Shahpur 

0806000300795800 

0.417 

Fresh 

Tahnoli 

0806000500823200 

2.054 

Fresh 

Tanka Heri 

0806000500822400 

0.935 

Fresh 

Tarwala 

0806000500820900 

2.976 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Teehli 

0806000400814300 

2.408 

Fresh 

Tehatra 

0806000500826800 

2.130 

Fresh 


Non-command 


Non-command 


06001011 


Tohri 

0806000500820300 

1.985 

Fresh 

Udaipur 

0806000400811100 

1.935 

Fresh 

Agwani 

0806000200784000 

3.195 

Fresh 


Non-command 


Non-command 


Non-command 


Azizpur 

0806000200784700 

3.032 

Fresh 

Badli 

0806000200783500 

4.209 

Fresh 

Bagheri Kalan 

0806000500818600 

3.767 

Fresh 

Bagheri Khurd 

0806000300794400 

5.229 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Bajhot 

0806000500827900 

4.768 

Fresh 

Ballabhgram 

0806000500827300 

4.085 

Fresh 

Bari 

0806000200784200 

3.805 

Fresh 


Non-command 


Non-command 


Non-command 


Basai Balan 

0806000500828200 

2.659 

Fresh 

Behroj 

0806000200784800 

16.400 

Fresh 


Non-command 


Non-command 


Beraheri 

0806000300794300 

1.741 

Fresh 

Bhojpur 

0806000300796500 

0.453 

Fresh 


Non-command 


Non-command 


Bhooriyawas 

0806000800867300 

6.859 

Fresh 

Birtoli 

0806000200784100 

2.606 

Fresh 


Non-command 


Non-command 



Chheend 

0806000800872000 

21.760 

Fresh 

Dadarhera 

0806000500827000 

1.358 

Fresh 

Dantla 

0806000200781100 

1.913 

Fresh 

Daulat Nagar Majra 

0806000300795200 

1.611 

Fresh 

Gandhi Nagar 

0806000200778100 

3.513 

Fresh 

Garhi 

0806000200778000 

1.904 

Fresh 

Girwas 

0806000300796300 

2.922 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Gurgachka 

0806000300794600 

2.099 

Fresh 

Hameerpur 

0806000800869400 

17.880 

Fresh 


Non-command 


Non-command 



Hanspur Khurd 

0806000300796900 

1.604 

Fresh 

Harsoli 

0806000300796400 

13.707 

Fresh 


Non-command 


Non-command 


Ikrotiya 


0806000200783600 


0.696 Fresh 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Older Alluvium 

0.999 

Non-command 

Older Alluvium 

1.289 

Non-command 

Older Alluvium 

0.829 

Non-command 

Older Alluvium 

1.689 

Non-command 

Older Alluvium 

0.417 

Non-command 

Older Alluvium 

2.054 

Non-command 

Older Alluvium 

0.935 

Non-command 

Older Alluvium 

2.275 

Non-command 

Quartzite 

0.701 

Non-command 

Older Alluvium 

2.318 

Non-command 

Older Alluvium 

1.716 

Non-command 

Quartzite 

0.414 

Non-command 

Older Alluvium 

1.985 

Non-command 

Older Alluvium 

0.085 

Non-command 

Older Alluvium 

2.962 

Non-command 

Quartzite 

0.059 

Non-command 

Older Alluvium 

3.027 

Non-command 

Older Alluvium 

4.098 

Non-command 

Older Alluvium 

0.007 

Non-command 

Older Alluvium 

2.087 

Non-command 

Quartzite 

1.160 

Non-command 

Quartzite 

2.806 

Non-command 

Older Alluvium 

4.084 

Non-command 

Older Alluvium 

1.197 

Non-command 

Quartzite 

2.072 

Non-command 

Quartzite 

0.176 

Non-command 

Older Alluvium 

11.628 

Non-command 

Quartzite 

0.690 

Non-command 

Older Alluvium 

0.143 

Non-command 

Older Alluvium 

0.293 

Non-command 

Quartzite 

0.160 

Non-command 

Quartzite 

0.559 

Non-command 

Older Alluvium 

0.257 

Non-command 

Quartzite 

1.939 

Non-command 

Older Alluvium 

1.077 

Non-command 

Quartzite 

0.428 

Non-command 

Quartzite 

0.042 

Non-command 

Older Alluvium 

0.522 

Non-command 

Older Alluvium 

1.708 

Non-command 

Older Alluvium 

1.611 

Non-command 

Older Alluvium 

0.845 

Non-command 

Older Alluvium 

1.145 

Non-command 

Older Alluvium 

0.747 

Non-command 

Quartzite 

1.437 

Non-command 

Older Alluvium 

0.472 

Non-command 

Older Alluvium 

0.000 

Non-command 

Quartzite 

0.118 

Non-command 

Older Alluvium 

0.943 

Non-command 

Quartzite 

0.119 

Non-command 

Older Alluvium 

1.604 

Non-command 

Older Alluvium 

11.958 

Non-command 

Quartzite 

1.749 

Non-command 

Older Alluvium 

0.696 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

120,000 

90,000 

120 

120,000 

100,000 

120 

120,000 

90,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

100,000 

80,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

90,000 

70,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

100,000 

80,000 

120 

120,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

70,000 

120 

100,000 

80,000 

120 

110,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

70,000 

120 

110,000 

80,000 

120 

90,000 

70,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

100,000 

90,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

90,000 

70,000 

120 

110,000 

80,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

110,000 

80,000 

120 

120,000 

90,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

120,000 

90,000 

120 

100,000 

90,000 

120 

120,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

120,000 

90,000 

120 

100,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

100,000 

90,000 

120 

110,000 

80,000 



0.248 

0.248 

0.140 

0.140 

0.420 

0.564 

0.307 

0.619 

0.067 

0.120 

0.092 

0.168 

0.025 

0.025 

1.248 

1.763 

0.059 

0.081 

0.032 

0.032 

0.032 

0.046 

0.011 

0.011 

0.012 

0.037 

0.019 

0.032 

0.101 

0.166 

0.202 

0.255 

0.067 

0.089 

- 

- 

0.077 

0.113 

0.269 

0.348 

0.497 

0.526 

0.202 

0.281 

0.326 

0.524 

0.022 

0.036 

0.032 

0.056 

0.065 

0.108 

- 

- 

0.006 

0.014 

0.216 

0.245 

0.022 

0.022 

0.216 

0.274 

2.765 

2.794 

0.410 

0.410 

0.096 

0.136 

















































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Jharka 

0806000300794900 

4.314 

Fresh 

Jhiryana 

0806000300795700 

1.531 

Fresh 


Non-command 


Non-command 



Kadar Nagar 

0806000200784400 

1.842 

Fresh 

Kali Pahari 

0806000200781800 

2.809 

Fresh 

Kaushalpur 

0806000500818500 

2.805 

Fresh 

Khairthal (M) 

0806000540605000 

22.076 

Fresh 

Khanpur Aheer 

0806000200777700 

3.752 

Fresh 

Khanpur Mewan 

0806000200785000 

1.184 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Kharola 

0806000300797000 

1.393 

Fresh 

Kherla 

0806000500826900 

1.125 

Fresh 

Khushalwas 

0806000200784500 

1.037 

Fresh 

Kishorpura 

0806000800867400 

5.784 

Fresh 

Koompur 

0806000300795100 

2.695 

Fresh 

Mandha 

0806000200777800 

2.874 

Fresh 

Mator 

0806000200783900 

9.456 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Menpur 

0806000200780200 

11.549 

Fresh 

Mirzapur 

0806000300795000 

2.430 

Fresh 

Mohammadpur 

0806000200780800 

3.314 

Fresh 

Moonpur Mewan 

0806000300795300 

0.860 

Fresh 

Mundawar 

0806000200778200 

20.378 

Fresh 

Nangal Baola 

0806000200781500 

1.607 

Fresh 

Nangal Maujiya 

0806000500822700 

1.906 

Fresh 

Nangal Santokara 

0806000200780900 

1.307 

Fresh 

Nangal Singal 

0806000200784900 

2.098 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Nangali Ojha 

0806000200781300 

3.292 

Fresh 

Nangla Doongar 

0806000500827100 

3.494 

Fresh 

Nangli Janardar 

0806000500827700 

1.748 

Fresh 


Non-command 


Non-command 


Non-command 


Nangli Jatan 

0806000300796700 

0.888 

Fresh 

Nangli Khaleel 

0806000500828000 

5.041 

Fresh 

Nangli Mewan 

0806000500820400 

1.251 

Fresh 

Naredi 

0806000200783700 

2.069 

Fresh 

Nimbhera 

0806000500827400 

2.613 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Pataliya 

0806000300796600 

4.429 

Fresh 

Patan Mewan 

0806000500827200 

1.756 

Fresh 


Non-command 


Non-command 


Pehal 

0806000200780700 

15.018 

Fresh 

Raipur 

0806000200781600 

1.952 

Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Older Alluvium 

1.492 

Non-command 

Quartzite 

3.024 

Non-command 

Older Alluvium 

1.652 

Non-command 

Quartzite 

0.000 

Non-command 

Older Alluvium 

2.742 

Non-command 

Quartzite 

2.607 

Non-command 

Older Alluvium 

7.462 

Non-command 

Quartzite 

0.836 

Non-command 

Older Alluvium 

3.451 

Non-command 

Older Alluvium 

1.104 

Non-command 

Quartzite 

0.007 

Non-command 

Older Alluvium 

1.842 

Non-command 

Older Alluvium 

0.776 

Non-command 

Older Alluvium 

0.003 

Non-command 

Older Alluvium 

18.092 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

0.264 

Non-command 

Quartzite 

0.920 

Non-command 

Older Alluvium 

3.859 

Non-command 

Quartzite 

2.075 

Non-command 

Older Alluvium 

1.393 

Non-command 

Older Alluvium 

0.106 

Non-command 

Older Alluvium 

1.037 

Non-command 

Quartzite 

0.062 

Non-command 

Older Alluvium 

2.694 

Non-command 

Older Alluvium 

0.414 

Non-command 

Older Alluvium 

4.836 

Non-command 

Quartzite 

3.899 

Non-command 

Older Alluvium 

3.314 

Non-command 

Older Alluvium 

2.203 

Non-command 

Older Alluvium 

3.314 

Non-command 

Older Alluvium 

0.860 

Non-command 

Older Alluvium 

10.301 

Non-command 

Older Alluvium 

1.607 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

1.307 

Non-command 

Older Alluvium 

1.499 

Non-command 

Quartzite 

0.155 

Non-command 

Older Alluvium 

3.292 

Non-command 

Older Alluvium 

3.171 

Non-command 

Older Alluvium 

0.112 

Non-command 

Quartzite 

0.000 

Non-command 

Older Alluvium 

0.888 

Non-command 

Quartzite 

0.024 

Non-command 

Older Alluvium 

0.234 

Non-command 

Older Alluvium 

2.069 

Non-command 

Older Alluvium 

2.108 

Non-command 

Quartzite 

0.377 

Non-command 

Older Alluvium 

4.429 

Non-command 

Older Alluvium 

1.054 

Non-command 

Quartzite 

0.341 

Non-command 

Older Alluvium 

13.725 

Non-command 

Older Alluvium 

1.937 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

120,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

110,000 

80,000 

120 

90,000 

70,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

100,000 

90,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

90,000 

70,000 

120 

110,000 

80,000 

120 

90,000 

70,000 

120 

120,000 

90,000 

120 

100,000 

80,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

120,000 

90,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

90,000 

70,000 

120 

110,000 

80,000 

120 

120,000 

90,000 

120 

110,000 

80,000 

120 

120,000 

90,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

100,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

90,000 

70,000 

120 

110,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

120,000 

90,000 

120 

100,000 

70,000 

120 

100,000 

80,000 

120 

110,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

120,000 

90,000 

120 

100,000 

80,000 

120 

100,000 

70,000 

120 

110,000 

80,000 

120 

110,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.125 


0.227 


0.043 



0.230 

0.349 

0.058 

0.098 

0.008 

0.008 

0.374 

0.625 

0.307 

0.631 










































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Raipur Jatan 

0806000300794800 

3.483 

Fresh 

Ramnagar 

0806000300796000 

1.244 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Ranoth 

0806000200781700 

4.544 

Fresh 

Rasgan 

0806000200781000 

11.342 

Fresh 

Rata Khurd 

0806000500828100 

5.364 

Fresh 

Renagiri 

0806000200780600 

4.636 

Fresh 

Rundh 

0806000200784600 

1.883 

Fresh 

Rundh Shahpur 

0806000700846000 

31.645 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sabalgarh 

0806000200780400 

6.464 

Fresh 

Salkhar 

0806000300794500 

2.765 

Fresh 


Non-command 


Non-command 


Shahpur 

0806000200781200 

1.199 

Fresh 

Shorwa 

0806000300795400 

1.756 

Fresh 


Non-command 


Non-command 


Shreekrishan Nagar 

0806000200780300 

4.223 

Fresh 

Shyamaka 

0806000500827600 

2.585 

Fresh 

Shyopur 

0806000200780500 

2.342 

Fresh 

Siwana 

0806000500827500 

7.802 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Sorkha Khurd 

0806000200783800 

1.996 

Fresh 

Suheta 

0806000200785200 

5.405 

Fresh 


Non-command 


Non-command 


Sukhman Heri 

0806000200781400 

3.165 

Fresh 

Tatarpur 

0806000200783400 

18.195 

Fresh 


Non-command 


Non-command 


06001012 


Tinkiruri 

0806000200777900 

4.038 

Fresh 

Ajmeripura 

0806000100767300 

3.139 

Fresh 

Anat Pura 

0806000800874200 

1.636 

Fresh 

Auspur 

0806000800870100 

2.118 

Fresh 

Babariya 

0806000800866100 

13.487 

Fresh 

Babera 

0806000800870700 

5.642 

Fresh 

Baberi 

0806000800866000 

9.273 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Badheen 

0806000200782600 

2.066 

Fresh 

Balawas 

0806000800871500 

3.541 

Fresh 

Barh Bhaosingh 

0806000800872800 

2.287 

Fresh 

Barh Dhoondhala 

0806000800872900 

2.021 

Fresh 

Barh Purohit 

0806000800872700 

0.274 

Fresh 

Barh Thegoowas 

0806000800873900 

4.649 

Fresh 

Basai Chauhan 

0806000800865800 

3.330 

Fresh 

Bhaggoo Ka Bas 

0806000800866400 

1.698 

Fresh 

Bhajanawas 

0806000200782500 

1.236 

Fresh 

Bheriwas 

0806000800865600 

3.416 

Fresh 

Bhoopsera 

0806000800869800 

6.315 

Fresh 

Bhoori Doongri 

0806000800870900 

1.238 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Boochiyawas 


0806000800871400 


0.665 Fresh 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.747 

Non-command 

Older Alluvium 

0.351 

Non-command 

Quartzite 

0.211 

Non-command 

Older Alluvium 

3.410 

Non-command 

Older Alluvium 

11.342 

Non-command 

Quartzite 

0.145 

Non-command 

Older Alluvium 

4.253 

Non-command 

Older Alluvium 

1.799 

Non-command 

Older Alluvium 

1.335 

Non-command 

Quartzite 

3.779 

Non-command 

Older Alluvium 

5.636 

Non-command 

Older Alluvium 

2.565 

Non-command 

Quartzite 

0.197 

Non-command 

Older Alluvium 

1.101 

Non-command 

Older Alluvium 

1.018 

Non-command 

Quartzite 

0.738 

Non-command 

Older Alluvium 

1.707 

Non-command 

Older Alluvium 

2.019 

Non-command 

Older Alluvium 

2.339 

Non-command 

Older Alluvium 

1.100 

Non-command 

Quartzite 

0.356 

Non-command 

Older Alluvium 

1.856 

Non-command 

Quartzite 

3.932 

Non-command 

Older Alluvium 

1.996 

Non-command 

Older Alluvium 

1.286 

Non-command 

Quartzite 

1.298 

Non-command 

Older Alluvium 

3.165 

Non-command 

Older Alluvium 

3.831 

Non-command 

Quartzite 

1.281 

Non-command 

Older Alluvium 

4.038 

Non-command 

Older Alluvium 

0.484 

Non-command 

Older Alluvium 

1.636 

Non-command 

Older Alluvium 

2.118 

Non-command 

Older Alluvium 

13.487 

Non-command 

Quartzite 

0.212 

Non-command 

Older Alluvium 

9.149 

Non-command 

Quartzite 

0.124 

Non-command 

Older Alluvium 

2.066 

Non-command 

Older Alluvium 

3.541 

Non-command 

Older Alluvium 

2.287 

Non-command 

Older Alluvium 

2.021 

Non-command 

Older Alluvium 

0.274 

Non-command 

Older Alluvium 

4.649 

Non-command 

Older Alluvium 

3.330 

Non-command 

Older Alluvium 

1.698 

Non-command 

Older Alluvium 

1.236 

Non-command 

Older Alluvium 

3.415 

Non-command 

Older Alluvium 

6.315 

Non-command 

Older Alluvium 

0.436 

Non-command 

Quartzite 

0.155 

Non-command 

Older Alluvium 

1.656 

Non-command 

Quartzite 

0.015 

Non-command 

Older Alluvium 

0.665 


of Tube of Wells Operational 
Wells with Days 

Pumpset 



Average Yield 

Draft 

Tube 

Wells 

Wells with 
Pumpset 

Tube 

Wells 

Wells with 
Pumpset 

Ipd 

ipd 

MCM 

MCM 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

120,000 

90,000 

0.043 

0.097 

120,000 

90,000 

- 

0.011 

100,000 

90,000 

- 

0.011 

110,000 

80,000 

0.224 

0.509 

110,000 

80,000 

0.660 

1.949 

100,000 

70,000 

- 

0.017 

110,000 

80,000 

0.356 

0.230 

110,000 

80,000 

0.158 

0.298 


200,000 


150,000 


100,000 



120 

120,000 

100,000 

- 

0.012 

0.012 

120 

110,000 

80,000 

0.198 

0.509 

0.707 

120 

120,000 

90,000 

0.058 

0.410 

0.468 

120 

100,000 

90,000 

- 

0.032 

0.032 

120 

110,000 

80,000 

0.040 

0.077 

0.117 

120 

120,000 

90,000 

0.014 

0.140 

0.154 

120 

100,000 

90,000 

- 

0.097 

0.097 

120 

110,000 

80,000 

0.106 

0.240 

0.346 

120 

100,000 

80,000 

0.036 

0.192 

0.228 

120 

110,000 

80,000 

0.356 

0.326 

0.682 

120 

100,000 

80,000 

0.024 

0.019 

0.043 


120 

110,000 

80,000 

0.026 

0.077 

0.103 

120 

90,000 

70,000 

0.043 

0.143 

0.186 

120 

110,000 

80,000 

0.119 

0.192 

0.311 

120 

110,000 

80,000 

0.066 

0.134 

0.200 

120 

90,000 

70,000 

0.054 

0.109 

0.163 

120 

110,000 

80,000 

0.238 

0.586 

0.824 

120 

110,000 

80,000 

0.198 

0.490 

0.688 

120 

90,000 

70,000 

0.054 

0.143 

0.197 

120 

110,000 

80,000 

0.290 

0.336 

0.626 

120 

150,000 

120,000 

0.036 

0.274 

0.310 

120 

110,000 

90,000 

0.264 

0.367 

0.631 

120 

110,000 

90,000 

0.198 

0.248 

0.446 

120 

110,000 

90,000 

1.386 

0.864 

2.250 

120 

70,000 

50,000 

0.017 

0.018 

0.035 

120 

110,000 

90,000 

0.739 

1.004 

1.743 

120 

70,000 

50,000 

0.008 

0.006 

0.014 

120 

110,000 

80,000 

0.040 

0.336 

0.376 

120 

110,000 

90,000 

0.488 

0.810 

1.298 

120 

110,000 

90,000 

0.528 

0.454 

0.982 

120 

110,000 

90,000 

0.238 

0.346 

0.584 

120 

110,000 

90,000 

0.092 

0.119 

0.211 

120 

110,000 

90,000 

0.832 

0.680 

1.512 

120 

110,000 

90,000 

0.541 

0.216 

0.757 

120 

110,000 

90,000 

0.805 

0.292 

1.097 

120 

110,000 

80,000 

0.040 

0.192 

0.232 

120 

110,000 

90,000 

0.238 

0.227 

0.465 

120 

110,000 

90,000 

0.911 

0.745 

1.656 

120 

110,000 

90,000 

0.013 

0.022 

0.035 

120 

70,000 

50,000 

- 

0.006 

0.006 

120 

110,000 

90,000 

0.277 

0.205 

0.482 

120 

70,000 

50,000 

- 

- 

- 

120 

110,000 

90,000 

0.330 

0.054 

0.384 










































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Buteri 


Chhabriwas 



Dangiwas 


Deosan 


Dheerpur 


Dhis 


Doonwas 


Fatehpur 


Ghat 


0806000800873200 


0806000200782900 


0806000800866200 


0806000800865700 


0806000800866300 


0806000800868000 


0806000100767400 


0806000200782800 


0806000800869900 


0806000800872400 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Giroodi 

0806000800874000 

6.690 

Fresh 

Goonta 

0806000800868700 

8.598 

Fresh 

Gujarwas 

0806000100770700 

2.338 

Fresh 

Guwara 

0806000800869200 

6.868 

Fresh 

Hajipur 

0806000800871900 

14.758 

Fresh 

Harsora 

0806000800867700 

5.689 

Fresh 

Holawas 

0806000800875200 

3.394 

Fresh 

Islampur 

0806000100770800 

2.440 

Fresh 

Isra Ka Bas 

0806000800868300 

3.452 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Jaggoowas 

0806000800866700 

2.099 

Fresh 

Jainpurwas 

0806000100771100 

9.507 

Fresh 

Jalalpur 

0806000100767500 

2.616 

Fresh 

Jeevan Singhpura 

0806000200782300 

4.407 

Fresh 

Jhajharpur 

0806000200779800 

4.357 

Fresh 

Jhajharpura 

0806000800873500 

16.532 

Fresh 

Kalyan Nagar 

0806000800869000 

2.568 

Fresh 

Kanjipura 

0806000800871800 

2.674 

Fresh 

Kankariya 

0806000800873300 

4.955 

Fresh 

Karoda 

0806000100767200 

7.683 

Fresh 

Kasba Bansur 

0806000800872600 

12.711 

Fresh 

Kauthal 

0806000800873100 

3.600 

Fresh 

Keharpura 

0806000800870800 

5.251 

Fresh 

Kharkhari Kalan 

0806000900879700 

12.217 

Fresh 

Khatauti 

0806000800868100 

6.455 

Fresh 

Khera 

0806000800873600 

0.470 

Fresh 

Kothiya 

0806000800870500 

1.164 

Fresh 

Lakheempur 

0806000200782700 

2.213 

Fresh 

Lekri 

0806000800875000 

7.870 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Loyati 


Mahanpur 


0806000800871100 


0806000800870200 


3.739 Fresh 


7.737 Fresh 


Non-command 


Non-command 


Majra Aheer 

0806000800867000 

3.438 

Fresh 

Majra Dhakoda 

0806000800865900 

12.644 

Fresh 

Majra Rawat 

0806000800871300 

3.127 

Fresh 

Malloobas 

0806000800866600 

1.672 

Fresh 

Manchi 

0806000800868500 

3.583 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Mandeeja Basai 

0806000800873800 

4.798 

Fresh 

Mandha 

0806000800869100 

3.372 

Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Older Alluvium 

0.412 

Non-command 

Older Alluvium 

3.004 

Non-command 

Older Alluvium 

3.007 

Non-command 

Older Alluvium 

1.973 

Non-command 

Older Alluvium 

2.086 

Non-command 

Older Alluvium 

3.107 

Non-command 

Older Alluvium 

0.371 

Non-command 

Older Alluvium 

3.741 

Non-command 

Older Alluvium 

5.723 

Non-command 

Older Alluvium 

2.170 

Non-command 

Quartzite 

0.313 

Non-command 

Older Alluvium 

5.026 

Non-command 

Older Alluvium 

8.598 

Non-command 

Older Alluvium 

0.003 

Non-command 

Older Alluvium 

0.371 

Non-command 

Older Alluvium 

0.385 

Non-command 

Older Alluvium 

1.555 

Non-command 

Older Alluvium 

0.788 

Non-command 

Older Alluvium 

1.852 

Non-command 

Older Alluvium 

2.358 

Non-command 

Quartzite 

1.088 

Non-command 

Older Alluvium 

0.744 

Non-command 

Older Alluvium 

1.220 

Non-command 

Older Alluvium 

0.029 

Non-command 

Older Alluvium 

1.611 

Non-command 

Older Alluvium 

1.221 

Non-command 

Older Alluvium 

4.775 

Non-command 

Older Alluvium 

2.567 

Non-command 

Older Alluvium 

0.745 

Non-command 

Older Alluvium 

0.074 

Non-command 

Older Alluvium 

1.687 

Non-command 

Older Alluvium 

12.711 

Non-command 

Older Alluvium 

2.697 

Non-command 

Quartzite 

0.002 

Non-command 

Quartzite 

0.039 

Non-command 

Older Alluvium 

6.455 

Non-command 

Older Alluvium 

0.308 

Non-command 

Older Alluvium 

0.117 

Non-command 

Older Alluvium 

1.639 

Non-command 

Older Alluvium 

3.569 

Non-command 

Quartzite 

0.488 

Non-command 

Older Alluvium 

3.489 

Non-command 

Quartzite 

0.250 

Non-command 

Older Alluvium 

6.337 

Non-command 

Quartzite 

1.399 

Non-command 

Older Alluvium 

1.165 

Non-command 

Older Alluvium 

12.644 

Non-command 

Older Alluvium 

3.127 

Non-command 

Older Alluvium 

1.672 

Non-command 

Older Alluvium 

2.950 

Non-command 

Quartzite 

0.618 

Non-command 

Older Alluvium 

1.762 

Non-command 

Older Alluvium 

2.054 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

110,000 

90,000 

120 

110,000 

80,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

150,000 

120,000 

120 

110,000 

80,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

150,000 

120,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

150,000 

120,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

150,000 

120,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

80,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 



Wells with 
Pumpset 


MCM 


(15) 


0.065 



0.259 

0.444 

0.335 

0.916 

0.011 

0.051 

0.115 

0.128 

0.367 

0.657 

0.030 

0.047 

0.389 

0.759 

0.018 

0.035 

0.713 

1.954 

0.090 

0.266 

0.151 

0.428 

0.637 

1.337 

0.238 

0.700 

0.270 

0.455 

0.227 

1.125 

0.024 

0.142 

0.281 

0.400 

0.032 

0.085 








































































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


4.305 Fresh 



Mohammadpur Goojar 

0806000100770900 

6.100 

Fresh 

Moondli 

0806000800871700 

4.184 

Fresh 


Non-command 


Non-command 



Mordha 

0812000101447600 

5.556 

Fresh 

Morodi 

0806000800868400 

12.043 

Fresh 


Non-command 


Non-command 



Mosampur @ Kankara 

0806000100771000 

2.709 

Fresh 

Mothooka 

0806000800868900 

6.170 

Fresh 

Mugalpur 

0806000800868200 

5.494 

Fresh 

Mukandpur 

0806000800869700 

1.727 

Fresh 

Nangal Bhaosingh 

0806000800871000 

1.615 

Fresh 

Nangal Lakha 

0806000800870400 

10.888 

Fresh 

Pahari 

0806000100771200 

7.678 

Fresh 

Parsa Ka Bas 

0806000800870300 

5.180 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Qyara 

0806000200783000 

2.675 

Fresh 

Ram Nagar 

0806000800870000 

2.192 

Fresh 

Ratanpura 

0806000800871600 

2.724 

Fresh 


Non-command 


Non-command 


Non-command 


Rayli 

0806000800866500 

1.991 

Fresh 

Roondh Rampur 

0806000800874800 

19.729 

Fresh 

Santhalpur 

0806000800873000 

3.559 

Fresh 

Shahpur 

0806000800868800 

4.416 

Fresh 

Shamda 

0806000200783100 

14.091 

Fresh 

Sodawas 

0806000200779500 

5.321 

Fresh 

Tejpura 

0806000200782400 

2.784 

Fresh 

Todiya Ka Bas 

0806000800874100 

4.380 

Fresh 

Udho Ka Bas 

0806000800872500 

2.026 

Fresh 

Ukhalhera 

0806000800870600 

6.920 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


06001013 


Unchhpur 

0806000800871200 

4.433 

Fresh 

Alampur 

0806000800873400 

6.827 

Fresh 


Non-command 


Non-command 


Amai 

0812000101455100 

2.842 

Fresh 

Babera 

0806000800870700 

5.642 

Fresh 


Non-command 


Non-command 



Balawas (rural) 

0812000101453800 

1.001 

Fresh 

Bamanwas 

0812000101454000 

4.320 

Fresh 


Non-command 


Non-command 


Banka 

0812000101447000 

5.281 

Fresh 

Barabas (rural) 

0812000101453500 

2.767 

Fresh 


Non-command 


Non-command 


Bas Dayal 

0806000800875900 

2.902 

Fresh 

Bas Karnawat 

0806000800876000 

4.829 

Fresh 

Basai 

0812000101454800 

1.978 

Fresh 

Basna 

0806000800876200 

4.401 

Fresh 

Basri (rural) 

0812000101453600 

2.487 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

2.352 

Non-command 

Quartzite 

1.736 

Non-command 

Older Alluvium 

5.153 

Non-command 

Older Alluvium 

1.745 

Non-command 

Quartzite 

0.311 

Non-command 

Older Alluvium 

1.064 

Non-command 

Older Alluvium 

10.804 

Non-command 

Quartzite 

0.692 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

6.170 

Non-command 

Older Alluvium 

5.494 

Non-command 

Older Alluvium 

0.794 

Non-command 

Older Alluvium 

1.615 

Non-command 

Older Alluvium 

7.152 

Non-command 

Older Alluvium 

4.198 

Non-command 

Older Alluvium 

1.850 

Non-command 

Quartzite 

2.034 

Non-command 

Older Alluvium 

2.675 

Non-command 

Older Alluvium 

2.192 

Non-command 

Older Alluvium 

2.614 

Non-command 

Quartzite 

0.035 

Non-command 

Older Alluvium 

1.991 

Non-command 

Quartzite 

0.006 

Non-command 

Older Alluvium 

3.559 

Non-command 

Older Alluvium 

4.416 

Non-command 

Older Alluvium 

9.600 

Non-command 

Older Alluvium 

2.016 

Non-command 

Older Alluvium 

2.784 

Non-command 

Older Alluvium 

4.380 

Non-command 

Older Alluvium 

2.026 

Non-command 

Older Alluvium 

0.026 

Non-command 

Quartzite 

0.168 

Non-command 

Older Alluvium 

4.433 

Non-command 

Older Alluvium 

6.322 

Non-command 

Younger Alluvium 

0.505 

Non-command 

Younger Alluvium 

2.497 

Non-command 

Older Alluvium 

3.910 

Non-command 

Quartzite 

0.358 

Non-command 

Younger Alluvium 

1.088 

Non-command 

Younger Alluvium 

1.001 

Non-command 

Older Alluvium 

0.856 

Non-command 

Younger Alluvium 

3.462 

Non-command 

Younger Alluvium 

0.831 

Non-command 

Older Alluvium 

0.402 

Non-command 

Younger Alluvium 

2.362 

Non-command 

Older Alluvium 

0.927 

Non-command 

Older Alluvium 

1.449 

Non-command 

Younger Alluvium 

1.978 

Non-command 

Older Alluvium 

4.324 

Non-command 

Older Alluvium 

0.457 

Non-command 

Younger Alluvium 

1.948 

Non-command 

Older Alluvium 

6.817 

Non-command 

Quartzite 

0.032 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

150,000 

120,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

150,000 

120,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

150,000 

120,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

190,000 

120,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

190,000 

120,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.097 


0.042 


1.526 


0.238 


0.024 









































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


7.894 Fresh 



Bhaloji 

0812000101454900 

10.324 

Fresh 

Bhoori Doongri 

0806000800870900 

1.238 

Fresh 


Non-command 


Non-command 



Bisalwa 

0806000800875100 

4.705 

Fresh 

Buchahera (rural) 

0812000101453900 

5.601 

Fresh 

Buteri 

0806000800873200 

7.202 

Fresh 

Chatarpura 

0806000800876400 

8.058 

Fresh 

Chaturbhuj 

0812000101453700 

2.486 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Daduka 

0812000101456700 

7.243 

Fresh 

Garhi 

0806000900878800 

17.326 

Fresh 

Giroodi 

0806000800874000 

6.690 

Fresh 

Gopipura 

0812000101454100 

6.182 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Holawas 

0806000800875200 

3.394 

Fresh 

Indrada 

0806000800875300 

6.292 

Fresh 

Jahidpura 

0812000101454600 

5.724 

Fresh 

Jhajharpura 

0806000800873500 

16.532 

Fresh 

Kaloohera 

0812000101447100 

8.016 

Fresh 

Kankariya 

0806000800873300 

4.955 

Fresh 

Kauthal 

0806000800873100 

3.600 

Fresh 

Keharpura 

0806000800870800 

5.251 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Kheewaheri 

0806000800875800 

4.265 

Fresh 

Khera 

0806000800873600 

0.470 

Fresh 

Kherki Mukkar 

0812000101447800 

3.181 

Fresh 

Kherki Veerbhan 

0812000101448300 

6.360 

Fresh 

Khohri 

0806000800876100 

13.434 

Fresh 

Khurdi 

0812000101455000 

2.750 

Fresh 

Kothiya 

0806000800870500 

1.164 

Fresh 

Kotputli (m) 

0812000141201000 

12.185 

Fresh 

Lekri 

0806000800875000 

7.870 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Mandeeja Basai 

0806000800873800 

4.798 

Fresh 

Milakpur 

0806000800875700 

0.668 

Fresh 

Molahera 

0812000101448200 

1.308 

Fresh 

Mordha 

0812000101447600 

5.556 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Nangal Lakha 

0806000800870400 

10.888 

Fresh 

Nangal Panditpura 

0812000101454200 

7.029 

Fresh 

Nawalpura 

0806000800875400 

2.679 

Fresh 

Paniyala 

0812000101447700 

9.744 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

1.427 

Non-command 

Younger Alluvium 

6.397 

Non-command 

Younger Alluvium 

5.058 

Non-command 

Older Alluvium 

0.609 

Non-command 

Quartzite 

0.038 

Non-command 

Older Alluvium 

1.938 

Non-command 

Younger Alluvium 

5.601 

Non-command 

Older Alluvium 

6.501 

Non-command 

Older Alluvium 

0.155 

Non-command 

Older Alluvium 

0.642 

Non-command 

Younger Alluvium 

1.788 

Non-command 

Younger Alluvium 

2.155 

Non-command 

Older Alluvium 

2.499 

Non-command 

Older Alluvium 

1.663 

Non-command 

Older Alluvium 

0.690 

Non-command 

Younger Alluvium 

5.353 

Non-command 

Older Alluvium 

0.899 

Non-command 

Younger Alluvium 

1.947 

Non-command 

Older Alluvium 

2.606 

Non-command 

Older Alluvium 

6.091 

Non-command 

Younger Alluvium 

4.625 

Non-command 

Older Alluvium 

11.757 

Non-command 

Younger Alluvium 

0.290 

Non-command 

Older Alluvium 

4.880 

Non-command 

Older Alluvium 

0.688 

Non-command 

Older Alluvium 

4.793 

Non-command 

Quartzite 

0.043 

Non-command 

Younger Alluvium 

0.413 

Non-command 

Older Alluvium 

4.894 

Non-command 

Younger Alluvium 

0.447 

Non-command 

Older Alluvium 

0.080 

Non-command 

Quartzite 

0.752 

Non-command 

Older Alluvium 

4.265 

Non-command 

Older Alluvium 

0.162 

Non-command 

Younger Alluvium 

2.999 

Non-command 

Younger Alluvium 

2.314 

Non-command 

Older Alluvium 

9.580 

Non-command 

Younger Alluvium 

1.788 

Non-command 

Older Alluvium 

1.048 

Non-command 

Younger Alluvium 

6.357 

Non-command 

Older Alluvium 

0.024 

Non-command 

Quartzite 

0.169 

Non-command 

Older Alluvium 

3.036 

Non-command 

Older Alluvium 

0.668 

Non-command 

Younger Alluvium 

1.302 

Non-command 

Older Alluvium 

0.229 

Non-command 

Younger Alluvium 

0.236 

Non-command 

Older Alluvium 

0.341 

Non-command 

Younger Alluvium 

0.266 

Non-command 

Older Alluvium 

3.735 

Non-command 

Younger Alluvium 

7.029 

Non-command 

Older Alluvium 

2.679 

Non-command 

Older Alluvium 

1.555 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

190,000 

120,000 

120 

110,000 

90,000 

120 

190,000 

120,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

90,000 



Tube Wells with 
Wells Pumpset 
































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


06001014 


Bhagatpura 


Bhairunpura 


Type of Area (Command / N< 
command) 



Pejooka 

0812000101454700 

5.149 

Fresh 

Pootli 

0812000101455200 

4.990 

Fresh 

Rasnali 

0806000800875600 

6.182 

Fresh 

Roondh Rampur 

0806000800874800 

19.729 

Fresh 

Sangtera 

0812000101448000 

5.867 

Fresh 

Shekhupur 

0812000101448100 

3.683 

Fresh 

Shyampura 

0806000800873700 

0.043 

Fresh 

Tamoriwas 

0812000101454400 

2.377 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Bagawas Ahiran 

0812000201460800 

5.065 

Fresh 

Bahadurpura 

0812000201461300 

2.392 

Fresh 


Bahdoda 

0812000201459800 

2.090 

Fresh 

Bahrampur 

0812000201461600 

3.324 

Fresh 

Bajrangpura 

0812000201459300 

6.234 

Fresh 

Banipark 

0812000201460700 

0.768 

Fresh 

Barnagar 

0812000101458300 

13.028 

Fresh 


Bas Dayal 

0806000800875900 

2.902 

Fresh 

Bas Shekhawat 

0806000800876700 

1.064 

Fresh 

Bas Udaisingh 

0812000201464800 

3.543 

Fresh 


Non-command 


Chhittoli 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chhittoli 


Non-command 


Non-command 


Non-command 


Non-command 



0812000201461000 


0812000201465200 


4.977 Fresh 


2.088 Fresh 


Chhittoli 


Non-command 


Non-command 


Bhamod 

0812000201466800 

3.414 

Fresh 

Bhankhari 

0812000101458600 

10.640 

Fresh 

Bhojpura @ Lakhawala 

0812000201461800 

5.878 

Fresh 

Bhonawas 

0812000101451700 

10.125 

Fresh 


Non-command 


Non-command 


Non-command 


Buchara 


Non-command 



Biyawas 

0812000201463700 

13.866 

Fresh 

Buchara 

0812000101451400 

38.731 

Fresh 

Chainpura 

0806000800877100 

3.448 

Fresh 



Daduka 


0812000101456700 


7.243 Fresh 


Non-command 


Non-command 


Non-command 


Chhittoli 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Younger Alluvium 

4.617 

Non-command 

Older Alluvium 

0.269 

Non-command 

Quartzite 

0.038 

Non-command 

Younger Alluvium 

3.198 

Non-command 

Younger Alluvium 

0.914 

Non-command 

Older Alluvium 

6.182 

Non-command 

Quartzite 

0.008 

Non-command 

Younger Alluvium 

4.289 

Non-command 

Younger Alluvium 

3.569 

Non-command 

Older Alluvium 

0.043 

Non-command 

Older Alluvium 

0.757 

Non-command 

Younger Alluvium 

1.619 

Non-command 

Older Alluvium 

0.818 

Non-command 

Younger Alluvium 

2.549 

Non-command 

Older Alluvium 

5.290 

Non-command 

Quartzite 

0.793 

Non-command 

Younger Alluvium 

0.038 

Non-command 

Quartzite 

0.215 

Non-command 

Younger Alluvium 

2.783 

Non-command 

Younger Alluvium 

5.065 

Command 

Younger Alluvium 

1.836 

Non-command 

Younger Alluvium 

0.556 

Non-command 

Younger Alluvium 

1.960 

Non-command 

Younger Alluvium 

0.564 

Non-command 

Younger Alluvium 

6.234 

Non-command 

Younger Alluvium 

0.768 

Command 

Younger Alluvium 

9.146 

Non-command 

Younger Alluvium 

3.882 

Non-command 

Older Alluvium 

0.331 

Non-command 

Older Alluvium 

0.932 

Non-command 

Quartzite 

0.434 

Non-command 

Younger Alluvium 

0.595 

Non-command 

Quartzite 

5.193 

Non-command 

Younger Alluvium 

1.649 

Non-command 

Quartzite 

1.748 

Non-command 

Younger Alluvium 

3.919 

Command 

Younger Alluvium 

2.562 

Non-command 

Younger Alluvium 

2.415 

Non-command 

Quartzite 

0.277 

Non-command 

Younger Alluvium 

0.014 

Non-command 

Quartzite 

0.181 

Non-command 

Younger Alluvium 

10.640 

Non-command 

Younger Alluvium 

0.344 

Command 

Younger Alluvium 

0.981 

Non-command 

Quartzite 

0.004 

Non-command 

Younger Alluvium 

0.412 

Non-command 

Younger Alluvium 

9.116 

Non-command 

Quartzite 

0.616 

Non-command 

Older Alluvium 

0.099 

Non-command 

Younger Alluvium 

3.316 

Command 

Younger Alluvium 

0.426 

Non-command 

Younger Alluvium 

3.234 

Non-command 

Younger Alluvium 

3.578 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

190,000 

120,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

70,000 

40,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

40,000 

120 

110,000 

90,000 

120 

190,000 

120,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

90,000 



Tube Wells with 
Wells Pumpset 












































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

Devipura @ Baniya Ka B 

0812000201461500 

3.405 

Fresh 


Type of Area (Command / N< 
command) 


Dhani Gaiskan 

0812000201460000 

3.884 

Fresh 

Dhoolkot 

0812000201460500 

1.429 

Fresh 



Hanuman Nagar 

0812000201459600 

1.694 

Fresh 

Jahidpura 

0812000101454600 

5.724 

Fresh 

Jaisinghpura 

0812000201461100 

7.119 

Fresh 


Jhagdet Kalan 

0806000800876600 

3.835 

Fresh 

Jodhpura 

0812000101458500 

2.983 

Fresh 


Kairli 

0812000201459500 

4.779 

Fresh 

Kalyanpura 

0812000101458400 

3.517 

Fresh 


Karoli 

0812000101458900 

6.669 

Fresh 

Khelna 

0812000101457800 

13.815 

Fresh 



Kukdela 

0812000201464900 

2.943 

Fresh 

Ladakawas 

0812000101457900 

2.673 

Fresh 

Lalpura 

0806000800877000 

3.394 

Fresh 


Chhittoli 


Non-command 


Non-command 


Chhittoli 


Non-command 


Buchara 


Non-command 


Non-command 


Non-command 


Chhittoli 


Non-command 


Non-command 


Buchara 


Non-command 


Non-command 


Buchara 


Non-command 


Non-command 


Buchara 


Non-command 


Buchara 


Non-command 


Chhittoli 


Non-command 


Buchara 


Non-command 


Non-command 


Non-command 


Non-command 


Luhakana Kalan 

0812000201460300 

3.028 

Fresh 

Luhakana Khurd 

0812000201460400 

7.907 

Fresh 


Mandha 

0812000101458700 

12.132 

Fresh 

Mandli 

0806000800876800 

3.332 

Fresh 


Non-command 


Chhittoli 


Non-command 


Non-command 


Non-command 


Nagriwas 


Naya Bas 


0812000101454500 


0806000800877200 


2.757 Fresh 


5.769 Fresh 


Non-command 


Non-command 


Neelka 

0812000201459900 

3.942 

Fresh 

Neemli 

0812000201459200 

4.478 

Fresh 

Norang Pura 

0812000201465100 

7.207 

Fresh 

Pachhodala 

0812000101459100 

29.893 

Fresh 

Panch Pahari 

0812000101459000 

9.238 

Fresh 

Paota 

0812000101457600 

7.086 

Fresh 


Papri 

0812000201463600 

13.762 

Fresh 

Pathreri 

0812000101456800 

11.826 

Fresh 

Pejooka 

0812000101454700 

5.149 

Fresh 

Pragpura 

0812000101457200 

10.392 

Fresh 

Rajnauta 

0812000101458800 

18.937 

Fresh 

Rampura Khurd 

0812000201459400 

4.037 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Buchara 


Non-command 


Non-command 


Non-command 


Non-command 


Buchara 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Younger Alluvium 

0.011 

Non-command 

Younger Alluvium 

3.330 

Non-command 

Younger Alluvium 

0.001 

Command 

Younger Alluvium 

0.094 

Non-command 

Younger Alluvium 

1.334 

Command 

Younger Alluvium 

2.668 

Non-command 

Younger Alluvium 

1.578 

Non-command 

Younger Alluvium 

1.694 

Non-command 

Younger Alluvium 

1.098 

Command 

Younger Alluvium 

2.518 

Non-command 

Younger Alluvium 

4.390 

Non-command 

Older Alluvium 

0.228 

Command 

Younger Alluvium 

0.133 

Non-command 

Younger Alluvium 

2.850 

Non-command 

Younger Alluvium 

4.779 

Command 

Younger Alluvium 

0.998 

Non-command 

Younger Alluvium 

2.519 

Non-command 

Younger Alluvium 

4.035 

Command 

Younger Alluvium 

0.605 

Non-command 

Younger Alluvium 

13.211 

Command 

Younger Alluvium 

3.928 

Non-command 

Younger Alluvium 

1.480 

Command 

Younger Alluvium 

0.321 

Non-command 

Younger Alluvium 

4.427 

Command 

Younger Alluvium 

1.949 

Non-command 

Younger Alluvium 

0.033 

Non-command 

Quartzite 

1.106 

Non-command 

Younger Alluvium 

2.673 

Non-command 

Older Alluvium 

1.735 

Non-command 

Younger Alluvium 

1.592 

Non-command 

Younger Alluvium 

3.028 

Command 

Younger Alluvium 

0.001 

Non-command 

Younger Alluvium 

5.550 

Non-command 

Younger Alluvium 

12.132 

Non-command 

Older Alluvium 

2.549 

Non-command 

Younger Alluvium 

0.619 

Non-command 

Older Alluvium 

0.313 

Non-command 

Younger Alluvium 

1.824 

Non-command 

Older Alluvium 

1.511 

Non-command 

Younger Alluvium 

0.505 

Non-command 

Younger Alluvium 

0.066 

Non-command 

Younger Alluvium 

4.413 

Non-command 

Quartzite 

2.084 

Non-command 

Younger Alluvium 

7.011 

Non-command 

Younger Alluvium 

3.588 

Command 

Younger Alluvium 

3.454 

Non-command 

Younger Alluvium 

0.537 

Non-command 

Younger Alluvium 

1.752 

Non-command 

Younger Alluvium 

4.895 

Non-command 

Younger Alluvium 

1.908 

Command 

Younger Alluvium 

0.223 

Non-command 

Younger Alluvium 

18.813 

Non-command 

Younger Alluvium 

3.610 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

190,000 

120,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

190,000 

120,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

190,000 

120,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

110,000 

90,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


06001015 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


(2) 

(3) 

(4) 

(5) 

Ratanpura @ Karana 

0806000800878600 

9.848 

Fresh 


Rooppura 


Tulsipura 


Viratnagar (m 


Amarpura 


Amarsar 


Antela 



0812000101451500 


6.933 Fresh Buchara 


Non-command 



Sitapur 

0812000201460200 

11.372 

Fresh 

Surajpura 

0812000201461200 

1.645 

Fresh 


Taliyara 

0812000201460900 

0.857 

Fresh 

Tamoriwas 

0812000101454400 

2.377 

Fresh 

Taskola 

0812000101451900 

5.816 

Fresh 

Tatera 

0813000601757000 

5.159 

Fresh 



Toorana 

0806000800876900 

8.195 

Fresh 

Tordabrahmanan 

0812000101458100 

10.389 

Fresh 



0812000101458200 


0812000241202000 



Non-command 


Chhittoli 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chhittoli 


Non-command 


Non-command 


Chhittoli 


Non-command 


Chhittoli 


Non-command 


Non-command 


Ajeetgarh 

0813000501742200 

13.528 

Fresh 

Ajmeri 

0813000601757200 

10.263 

Fresh 



0812000301470600 


0812000301471200 


0812000201459700 


1.719 Fresh Non-command 


12.801 Fresh Non-command 


7.873 Fresh Non-command 


Aspura 

0812000201464200 

10.412 

Fresh 

Badodiya 

0812000201467300 

13.942 

Fresh 


Non-command 


Non-command 



Bahdoda 

0812000201459800 

2.090 

Fresh 

Barijori 

0812000301469700 

1.256 

Fresh 


Baroi Ki Dhani 

0812000301475700 

1.821 

Fresh 

Barwara 

0812000201467000 

2.742 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Basri Ganeshpura 

0812000301468700 

17.925 

Fresh 

Beelwari 

0812000201464700 

14.567 

Fresh 


Non-command 


Non-command 



Bhamod 

0812000201466800 

3.414 

Fresh 

Bhanipura 

0812000301470800 

1.769 

Fresh 

Bichpuri 

0812000301471000 

2.164 

Fresh 

Biyawas 

0812000201463700 

13.866 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.139 

Non-command 

Younger Alluvium 

0.621 

Command 

Younger Alluvium 

0.660 

Non-command 

Quartzite 

0.025 

Non-command 

Younger Alluvium 

2.106 

Non-command 

Younger Alluvium 

0.520 

Command 

Younger Alluvium 

1.618 

Non-command 

Younger Alluvium 

0.026 

Non-command 

Younger Alluvium 

0.857 

Non-command 

Younger Alluvium 

0.001 

Non-command 

Younger Alluvium 

0.002 

Non-command 

Quartzite 

0.000 

Non-command 

Younger Alluvium 

0.025 

Command 

Younger Alluvium 

3.134 

Non-command 

Younger Alluvium 

1.914 

Non-command 

Younger Alluvium 

8.195 

Command 

Younger Alluvium 

0.376 

Non-command 

Younger Alluvium 

8.424 

Command 

Younger Alluvium 

4.460 

Non-command 

Younger Alluvium 

1.360 

Non-command 

Quartzite 

0.030 

Non-command 

Younger Alluvium 

0.003 

Non-command 

Older Alluvium 

9.122 

Non-command 

Quartzite 

5.094 

Non-command 

Younger Alluvium 

5.165 

Non-command 

Quartzite 

0.206 

Non-command 

Younger Alluvium 

1.508 

Non-command 

Older Alluvium 

0.597 

Non-command 

Younger Alluvium 

0.009 

Non-command 

Quartzite 

1.017 

Non-command 

Younger Alluvium 

1.490 

Non-command 

Younger Alluvium 

10.412 

Non-command 

Quartzite 

0.494 

Non-command 

Younger Alluvium 

2.432 

Non-command 

Quartzite 

0.229 

Non-command 

Younger Alluvium 

12.511 

Non-command 

Younger Alluvium 

0.130 

Non-command 

Quartzite 

0.003 

Non-command 

Younger Alluvium 

1.243 

Non-command 

Younger Alluvium 

1.821 

Non-command 

Quartzite 

0.035 

Non-command 

Younger Alluvium 

0.006 

Non-command 

Quartzite 

0.429 

Non-command 

Younger Alluvium 

0.901 

Non-command 

Quartzite 

2.327 

Non-command 

Quartzite 

0.622 

Non-command 

Younger Alluvium 

6.834 

Non-command 

Quartzite 

0.434 

Non-command 

Younger Alluvium 

5.823 

Non-command 

Quartzite 

0.022 

Non-command 

Younger Alluvium 

1.769 

Non-command 

Younger Alluvium 

1.554 

Non-command 

Younger Alluvium 

1.591 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

110,000 

90,000 

120 

190,000 

120,000 

120 

100,000 

90,000 

120 

70,000 

40,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

50,000 

30,000 

120 

130,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

190,000 

120,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

60,000 

30,000 

120 

50,000 

30,000 

120 

130,000 

100,000 

120 

70,000 

60,000 

120 

80,000 

50,000 

120 

90,000 

70,000 

120 

80,000 

50,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

60,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

110,000 

90,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.011 

0.011 

0.043 

0.089 

0.054 

0.102 

- 

- 

0.162 

0.318 

0.011 

0.011 

0.335 

0.335 



0.144 

0.144 

0.313 

0.313 

0.194 

0.194 

0.036 

0.036 

0.270 

0.270 

0.014 

0.014 

1.220 

1.246 

0.022 

0.022 



0.065 

0.065 

0.216 

0.216 

0.036 

0.055 

0.014 

0.014 

0.248 

0.248 

0.036 

0.036 

0.799 

0.799 

- 

- 

0.210 

0.316 

0.120 

0.216 

0.108 

0.108 



















































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Chak Sanga Ka Bas 


Chatarpura 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


38.731 Fresh 


4.629 Fresh 



0812000301469900 

0.596 

Fresh 

0812000201463900 

1.990 

Fresh 

0812000301475200 

5.027 

Fresh 



Chhapra Kalan 

0812000301468600 

3.630 

Fresh 

Chhapra Khurd 

0812000301468500 

3.373 

Fresh 

Chimanpura 

0812000301470400 

4.490 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Devan 

0812000301476500 

12.196 

Fresh 

Devipura 

0812000301470900 

2.669 

Fresh 


Non-command 


Non-command 


Dhani Gaiskan 

0812000201460000 

3.884 

Fresh 

Dhelawas 

0812000301475100 

2.534 

Fresh 

Dhobiyawali 

0812000201463800 

3.521 

Fresh 

Gautam Nagar 

0812000301470000 

2.404 

Fresh 

Ghasipura 

0812000301475500 

6.881 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Girdharpura 

0812000301469400 

0.906 

Fresh 

Govindpura Dhabai 

0812000301469000 

4.962 

Fresh 


Non-command 


Non-command 



Jaje_khurd_vishanpur 

0812000308129046 

3.247 

Fresh 

Jaswant Pura 

0812000301469800 

2.883 

Fresh 

Jawanpura 

0812000201464000 

5.202 

Fresh 

Jawanpura Dhabai 

0812000301468900 

2.098 

Fresh 

Jogiyon Ki Dhani 

0812000201464500 

2.757 

Fresh 

Jugalpura 

0813000601756800 

15.638 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Jugrajpura 

0813000501742300 

6.846 

Fresh 

Kalyanpura 

0812000301477000 

3.779 

Fresh 

Kant 

0812000301476200 

7.115 

Fresh 

Kami Sagar 

0812000301470100 

6.710 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Khatolai 

0812000201464100 

4.484 

Fresh 

Khojawala 

0812000301475600 

1.644 

Fresh 

Khori 

0812000301475300 

7.698 

Fresh 

Kishanpura 

0812000201460600 

4.779 

Fresh 

Kishorpura 

0813000601756900 

10.151 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kukdela 

0812000201464900 

2.943 

Fresh 

Kumbhawas 

0812000301476600 

9.553 

Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Quartzite 

2.502 

Non-command 

Younger Alluvium 

0.074 

Non-command 

Older Alluvium 

2.170 

Non-command 

Quartzite 

0.080 

Non-command 

Younger Alluvium 

0.596 

Non-command 

Younger Alluvium 

1.990 

Non-command 

Quartzite 

0.083 

Non-command 

Younger Alluvium 

4.750 

Non-command 

Younger Alluvium 

3.630 

Non-command 

Younger Alluvium 

3.373 

Non-command 

Quartzite 

0.975 

Non-command 

Younger Alluvium 

3.193 

Non-command 

Younger Alluvium 

9.395 

Non-command 

Older Alluvium 

0.007 

Non-command 

Younger Alluvium 

1.482 

Non-command 

Younger Alluvium 

2.993 

Non-command 

Younger Alluvium 

2.501 

Non-command 

Younger Alluvium 

3.521 

Non-command 

Younger Alluvium 

2.404 

Non-command 

Quartzite 

2.582 

Non-command 

Younger Alluvium 

2.878 

Non-command 

Younger Alluvium 

0.906 

Non-command 

Quartzite 

2.863 

Non-command 

Younger Alluvium 

2.099 

Non-command 

Older Alluvium 

1.334 

Non-command 

Quartzite 

2.506 

Non-command 

Younger Alluvium 

0.926 

Non-command 

Older Alluvium 

3.230 

Non-command 

Quartzite 

0.028 

Non-command 

Quartzite 

0.388 

Non-command 

Younger Alluvium 

6.607 

Non-command 

Younger Alluvium 

3.245 

Non-command 

Younger Alluvium 

2.854 

Non-command 

Younger Alluvium 

5.202 

Non-command 

Quartzite 

2.091 

Non-command 

Younger Alluvium 

2.757 

Non-command 

Quartzite 

3.414 

Non-command 

Younger Alluvium 

1.003 

Non-command 

Older Alluvium 

0.211 

Non-command 

Younger Alluvium 

0.937 

Non-command 

Younger Alluvium 

6.883 

Non-command 

Quartzite 

0.982 

Non-command 

Younger Alluvium 

5.536 

Non-command 

Quartzite 

1.726 

Non-command 

Younger Alluvium 

2.626 

Non-command 

Younger Alluvium 

4.484 

Non-command 

Younger Alluvium 

1.644 

Non-command 

Younger Alluvium 

7.291 

Non-command 

Younger Alluvium 

0.030 

Non-command 

Quartzite 

0.000 

Non-command 

Younger Alluvium 

10.151 

Non-command 

Quartzite 

0.062 

Non-command 

Younger Alluvium 

0.556 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

40,000 

120 

100,000 

90,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

70,000 

60,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

60,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

90,000 

70,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

60,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

90,000 

80,000 

120 

60,000 

30,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

50,000 

30,000 

120 

130,000 

100,000 

120 

60,000 

30,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

70,000 

60,000 

120 

80,000 

50,000 

120 

50,000 

30,000 

120 

130,000 

100,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

50,000 

30,000 

120 

130,000 

100,000 

120 

80,000 

60,000 

120 

80,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 





0.018 

0.085 

0.486 

0.486 

0.007 

0.015 

0.246 

0.524 

0.324 

0.694 

0.734 

1.434 

0.079 

0.163 

0.228 

0.535 

0.528 

1.046 


0.150 

0.294 

0.637 

0.637 

0.132 

0.257 

0.389 

0.389 

0.216 

0.388 

0.187 

0.321 

0.174 

0.337 

0.216 

0.401 

0.094 

0.180 

0.097 

0.176 

0.005 

0.106 

0.014 

0.208 

0.010 

0.118 

0.018 

0.356 



























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Lakhni 

0812000301476100 

4.820 

Fresh 

Leelon Ka Bas 

0812000201464300 

0.831 

Fresh 

Let Ka Bas 

0812000301476000 

3.503 

Fresh 

Lobrawas 

0812000301476400 

6.084 

Fresh 


Peetalpur 


Raipur Jageer 


Shahpura (M) 


Sherpura 


Type of Area (Command / N< 
command) 


Lochu Ka Was 

0812000301476800 

2.983 

Fresh 

Luhakana Khurd 

0812000201460400 

7.907 

Fresh 

Madho Ka Bas 

0812000301476300 

3.538 

Fresh 

Mandoosya 

0813000501741900 

8.982 

Fresh 

Mangarh 

0813000501742400 

10.001 

Fresh 

Manoharpur 

0812000301477200 

20.692 

Fresh 


Modyadi 

0813000501742000 

6.442 

Fresh 

Nare 

0813000501739000 

8.105 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Nayan 

0812000301471300 

11.141 

Fresh 

Neejhar 

0812000301468800 

2.972 

Fresh 



3.942 Fresh Non-command 


Nithara 

0812000301476700 

6.513 

Fresh 

Pando 

0812000201466900 

5.595 

Fresh 

Pathano Ka Bas 

0812000301471100 

3.719 

Fresh 


Peeplod Narain 

0812000301475000 

2.121 

Fresh 

Peeplod Nathu 

0812000301474900 

6.214 

Fresh 


0813000601757600 



Rajpura 

0812000301475900 

3.016 

Fresh 

Ramchandra Pura 

0812000301469600 

1.335 

Fresh 

Rampura 

0812000301469300 

9.794 

Fresh 

Rughnath Pura 

0812000301470200 

3.526 

Fresh 


5.340 Fresh Non-command 


9.283 Fresh Non-command 


Non-command 


Non-command 


Non-command 


Non-command 




Sanga Ka Bas 

0812000301469500 

1.382 

Fresh 

Sanwalpur (Shekhawatan) 

0813000601757400 

6.865 

Fresh 

Satwas 

0812000301469100 

5.677 

Fresh 

Seepur 

0813000501742500 

5.948 

Fresh 


0812000341203000 


0812000301475400 


18.115 Fresh 


6.061 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Younger Alluvium 

4.424 

Non-command 

Younger Alluvium 

0.831 

Non-command 

Younger Alluvium 

3.386 

Non-command 

Quartzite 

0.066 

Non-command 

Younger Alluvium 

3.831 

Non-command 

Younger Alluvium 

2.983 

Non-command 

Younger Alluvium 

2.355 

Non-command 

Younger Alluvium 

3.529 

Non-command 

Older Alluvium 

3.386 

Non-command 

Older Alluvium 

9.653 

Non-command 

Quartzite 

0.417 

Non-command 

Younger Alluvium 

4.422 

Non-command 

Older Alluvium 

3.517 

Non-command 

Older Alluvium 

5.533 

Non-command 

Quartzite 

0.096 

Non-command 

Younger Alluvium 

1.556 

Non-command 

Quartzite 

1.356 

Non-command 

Younger Alluvium 

2.623 

Non-command 

Younger Alluvium 

0.002 

Non-command 

Quartzite 

0.656 

Non-command 

Younger Alluvium 

2.118 

Non-command 

Quartzite 

0.592 

Non-command 

Younger Alluvium 

2.137 

Non-command 

Younger Alluvium 

5.759 

Non-command 

Quartzite 

0.738 

Non-command 

Older Alluvium 

0.462 

Non-command 

Younger Alluvium 

0.003 

Non-command 

Younger Alluvium 

0.790 

Non-command 

Quartzite 

0.028 

Non-command 

Younger Alluvium 

2.418 

Non-command 

Older Alluvium 

2.729 

Non-command 

Quartzite 

0.473 

Non-command 

Older Alluvium 

1.003 

Non-command 

Quartzite 

2.519 

Non-command 

Younger Alluvium 

4.310 

Non-command 

Younger Alluvium 

3.016 

Non-command 

Younger Alluvium 

1.308 

Non-command 

Younger Alluvium 

9.794 

Non-command 

Older Alluvium 

0.711 

Non-command 

Quartzite 

1.647 

Non-command 

Younger Alluvium 

0.447 

Non-command 

Older Alluvium 

0.721 

Non-command 

Quartzite 

3.777 

Non-command 

Younger Alluvium 

0.689 

Non-command 

Younger Alluvium 

1.234 

Non-command 

Older Alluvium 

3.148 

Non-command 

Younger Alluvium 

5.677 

Non-command 

Older Alluvium 

1.794 

Non-command 

Younger Alluvium 

2.336 

Non-command 

Quartzite 

2.991 

Non-command 

Younger Alluvium 

14.489 

Non-command 

Quartzite 

0.147 

Non-command 

Younger Alluvium 

5.532 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

70,000 

60,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

60,000 

30,000 

120 

60,000 

30,000 

120 

70,000 

60,000 

120 

80,000 

50,000 

120 

60,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

90,000 

80,000 

120 

70,000 

60,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

70,000 

60,000 

120 

80,000 

50,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

130,000 

100,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

70,000 

60,000 

120 

80,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

60,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

100,000 

80,000 

120 

110,000 

90,000 

120 

60,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

80,000 

50,000 

120 

70,000 

60,000 

120 

80,000 

50,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.300 

0.530 

0.205 

0.205 

0.570 

1.088 

- 

- 

0.054 

0.179 

0.306 

0.517 

0.140 

0.140 

0.090 

0.330 

0.011 

0.277 

0.036 

0.914 

0.022 

0.030 

0.210 

0.354 

0.014 

0.280 

0.019 

0.221 



0.022 

0.051 

0.119 

0.238 

0.029 

0.029 

0.162 

0.162 

0.498 

0.844 

0.101 

0.101 

0.168 

0.308 



0.174 

0.452 

0.182 

0.218 

0.011 

0.017 

0.077 

0.125 

0.079 

0.145 

0.444 

0.740 

0.396 

0.713 

0.096 

0.307 

1.350 

2.142 

0.042 

0.096 

0.086 

0.178 

0.018 

0.047 

0.076 

0.119 

0.338 

0.523 

0.054 

0.092 

0.024 

0.101 

0.182 

0.194 

0.130 

0.196 

0.004 

0.098 

0.012 

0.163 













































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Sitapur 

0812000201460200 

11.372 

Fresh 

Surpura 

0812000201464400 

3.114 

Fresh 

Swamipura 

0812000301470700 

0.636 

Fresh 

Tatera 

0813000601757000 

5.159 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Udawala 

0812000301476900 

6.044 

Fresh 

Vidara (rural) 

0812000301475800 

6.496 

Fresh 

Vishan Garh 

0812000301474800 

26.888 

Fresh 


Non-command 


Non-command 


Non-command 


06001016 


Agar 

0806000900886600 

12.505 

Fresh 

Ajabpura 

0806000900879400 

2.201 

Fresh 

Angari 

0806000900885000 

11.120 

Fresh 

Bakhatpura 

0806000900881800 

1.622 

Fresh 

Bamanwas Kankar 

0806000900880300 

5.388 

Fresh 

Bandrol 

0806000900881700 

9.858 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Barh Doli 

0806000900882300 

1.402 

Fresh 

Barh Goojran 

0806000900882500 

2.504 

Fresh 


Non-command 


Non-command 



Bas Booriya 

0806000900879500 

0.614 

Fresh 

Bas Dayal 

0806000800875900 

2.902 

Fresh 

Bas Gordhan 

0806000800877900 

2.279 

Fresh 

Bas Karnawat 

0806000800876000 

4.829 

Fresh 

Bas Narbad 

0806000800877800 

3.009 

Fresh 

Bas Shekhawat 

0806000800876700 

1.064 

Fresh 

Basai Abhairam 

0806000900882800 

2.042 

Fresh 

Basai Jogiyan 

0806000900880900 

5.251 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Basdi 

0806000800877600 

2.158 

Fresh 

Beelath 

0806000800876300 

10.385 

Fresh 

Bhangdoli 

0806000900884400 

4.024 

Fresh 


Non-command 


Non-command 


Non-command 


Bhojera 

0812000201465800 

4.424 

Fresh 

Bhojpura @ Lakhawala 

0812000201461800 

5.878 

Fresh 

Bhoodiyawas 

0806000900882600 

2.403 

Fresh 

Biharisar 

0806000900883100 

2.014 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Burja 

0806000800877400 

2.692 

Fresh 

Chainpura 

0806000800877100 

3.448 

Fresh 

Chak Gorawari 

0812000201463000 

0.638 

Fresh 


Non-command 


Non-command 


Non-command 


Chandpuri 

0806000900878900 

3.571 

Fresh 

Chatarpura 

0806000800876400 

8.058 

Fresh 

Chheetoli 

0812000201461400 

5.428 

Fresh 

Churani 

0806000900885200 

3.879 

Fresh 

Deoli 

0812000201462000 

7.636 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Younger Alluvium 

10.852 

Non-command 

Younger Alluvium 

3.093 

Non-command 

Younger Alluvium 

0.636 

Non-command 

Quartzite 

0.000 

Non-command 

Younger Alluvium 

4.836 

Non-command 

Younger Alluvium 

4.297 

Non-command 

Younger Alluvium 

4.613 

Non-command 

Quartzite 

2.351 

Non-command 

Younger Alluvium 

0.273 

Non-command 

Quartzite 

1.634 

Non-command 

Older Alluvium 

2.201 

Non-command 

Quartzite 

4.579 

Non-command 

Quartzite 

1.594 

Non-command 

Older Alluvium 

3.380 

Non-command 

Older Alluvium 

1.194 

Non-command 

Quartzite 

0.499 

Non-command 

Older Alluvium 

2.644 

Non-command 

Quartzite 

0.000 

Non-command 

Younger Alluvium 

0.628 

Non-command 

Older Alluvium 

1.402 

Non-command 

Older Alluvium 

2.084 

Non-command 

Quartzite 

0.419 

Non-command 

Older Alluvium 

0.512 

Non-command 

Quartzite 

0.571 

Non-command 

Older Alluvium 

0.614 

Non-command 

Older Alluvium 

1.643 

Non-command 

Older Alluvium 

2.279 

Non-command 

Older Alluvium 

3.380 

Non-command 

Older Alluvium 

3.009 

Non-command 

Older Alluvium 

0.132 

Non-command 

Older Alluvium 

2.042 

Non-command 

Older Alluvium 

5.106 

Non-command 

Quartzite 

0.145 

Non-command 

Older Alluvium 

2.158 

Non-command 

Older Alluvium 

0.086 

Non-command 

Quartzite 

1.267 

Non-command 

Slate 

0.165 

Non-command 

Quartzite 

0.045 

Non-command 

Younger Alluvium 

1.722 

Non-command 

Older Alluvium 

1.370 

Non-command 

Older Alluvium 

0.624 

Non-command 

Quartzite 

1.389 

Non-command 

Older Alluvium 

5.553 

Non-command 

Quartzite 

0.000 

Non-command 

Older Alluvium 

2.692 

Non-command 

Older Alluvium 

0.033 

Non-command 

Older Alluvium 

0.000 

Non-command 

Quartzite 

0.055 

Non-command 

Older Alluvium 

3.571 

Non-command 

Older Alluvium 

7.903 

Non-command 

Younger Alluvium 

0.103 

Non-command 

Quartzite 

3.869 

Non-command 

Quartzite 

0.594 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

50,000 

30,000 

120 

130,000 

100,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

70,000 

60,000 

120 

80,000 

50,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

190,000 

120,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

80,000 

60,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.248 

0.248 

0.324 

0.324 

0.216 

0.331 

- 

- 

0.132 

0.335 

0.726 

1.129 

0.744 

1.080 

0.130 

0.222 

0.012 

0.022 

0.078 

0.078 

0.300 

0.430 

0.174 

0.174 

0.036 

0.070 

0.600 

0.859 

0.036 

0.094 

0.006 

0.023 

0.594 

0.832 

- 

- 

0.187 

0.278 

0.252 

0.554 

0.240 

0.398 

0.024 

0.041 

0.084 

0.228 

0.048 

0.149 

0.108 

0.137 

0.054 

0.371 

0.108 

0.412 

0.086 

0.284 

0.108 

0.253 

0.022 

0.062 

0.048 

0.106 

0.684 

1.447 

0.012 

0.020 

0.022 

0.167 



0.151 

0.151 

0.276 

0.607 

0.060 

0.089 

0.060 

0.110 

0.605 

0.935 



0.396 

0.799 

0.994 

3.159 

0.011 

0.011 

0.240 

0.240 

0.029 

0.029 





































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Dhaital 

0806000900884500 

1.769 

Fresh 

Dhigariya 

0806000900883200 

2.587 

Fresh 

Doonga Ka Bas 

0806000900879200 

0.606 

Fresh 

Duhar Chaugan 

0806000900882700 

5.861 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Dwarapur 

0806000900882900 

1.351 

Fresh 

Garh Basai 

0806000900884800 

10.921 

Fresh 


Non-command 


Non-command 


Garhi 

0806000900878800 

17.326 

Fresh 

Gowari 

0806000900884700 

3.063 

Fresh 

Gurha 

0806000900885300 

2.857 

Fresh 

Gurha Kishordas 

0806000900885400 

3.310 

Fresh 

Guwara Bhopala 

0806000900883400 

2.377 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Gyanpura 

0806000800877500 

5.091 

Fresh 

Harner 

0806000900884300 

0.454 

Fresh 

Heensla 

0806000900881900 

5.545 

Fresh 


Non-command 


Non-command 


Non-command 


Jaisinghpura 

0812000201461100 

7.119 

Fresh 

Jaitpur 

0806000800878300 

1.739 

Fresh 

Jhagdet Kalan 

0806000800876600 

3.835 

Fresh 

Jhankri 

0806000900885100 

4.894 

Fresh 

Jodhpura 

0806000900880200 

8.509 

Fresh 

Kankrana Chhota 

0812000201462300 

3.651 

Fresh 

Kanpura ( Loj) 

0806000900879800 

4.663 

Fresh 

Karoli 

0812000101458900 

6.669 

Fresh 

Kharkhari Kalan 

0806000900879700 

12.217 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kharkhari Khurd 

0806000800878000 

1.047 

Fresh 

Kharwa 

0806000800878200 

4.232 

Fresh 

Khohri 

0806000800876100 

13.434 

Fresh 

Kola Ka Bas 

0806000900882400 

3.031 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Kolahera 

0806000900880100 

4.660 

Fresh 

Kool 

0806000800878100 

1.010 

Fresh 

Kuhada 

0812000201462700 

7.236 

Fresh 

Kundli 

0806000800877300 

1.637 

Fresh 

Ladoowas 

0806000900879600 

1.831 

Fresh 

Laha Ka Bas 

0806000900884200 

2.762 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Lalpura 

0806000800877000 

3.394 

Fresh 

Lila Marha 

0806000900881000 

2.932 

Fresh 


Non-command 


Non-command 



Mandli 

0806000800876800 

3.332 

Fresh 

Mankot 

0806000900882000 

2.347 

Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Younger Alluvium 

0.933 

Non-command 

Quartzite 

1.586 

Non-command 

Quartzite 

2.587 

Non-command 

Older Alluvium 

0.606 

Non-command 

Older Alluvium 

4.075 

Non-command 

Quartzite 

1.786 

Non-command 

Older Alluvium 

0.177 

Non-command 

Quartzite 

0.743 

Non-command 

Older Alluvium 

0.000 

Non-command 

Quartzite 

0.767 

Non-command 

Older Alluvium 

1.351 

Non-command 

Older Alluvium 

0.000 

Non-command 

Quartzite 

9.842 

Non-command 

Older Alluvium 

13.985 

Non-command 

Quartzite 

3.062 

Non-command 

Quartzite 

2.797 

Non-command 

Quartzite 

0.634 

Non-command 

Quartzite 

2.222 

Non-command 

Slate 

0.154 

Non-command 

Older Alluvium 

5.091 

Non-command 

Slate 

0.454 

Non-command 

Older Alluvium 

0.911 

Non-command 

Quartzite 

4.481 

Non-command 

Younger Alluvium 

0.211 

Non-command 

Older Alluvium 

1.310 

Non-command 

Older Alluvium 

3.607 

Non-command 

Quartzite 

4.891 

Non-command 

Older Alluvium 

8.509 

Non-command 

Quartzite 

0.051 

Non-command 

Older Alluvium 

3.287 

Non-command 

Younger Alluvium 

2.397 

Non-command 

Older Alluvium 

5.896 

Non-command 

Quartzite 

0.638 

Non-command 

Older Alluvium 

0.876 

Non-command 

Older Alluvium 

3.707 

Non-command 

Older Alluvium 

3.140 

Non-command 

Older Alluvium 

2.600 

Non-command 

Quartzite 

0.431 

Non-command 

Older Alluvium 

4.660 

Non-command 

Older Alluvium 

0.879 

Non-command 

Quartzite 

1.179 

Non-command 

Older Alluvium 

1.637 

Non-command 

Older Alluvium 

1.831 

Non-command 

Quartzite 

0.043 

Non-command 

Slate 

1.097 

Non-command 

Older Alluvium 

0.067 

Non-command 

Older Alluvium 

2.932 

Non-command 

Quartzite 

0.000 

Non-command 

Older Alluvium 

0.050 

Non-command 

Quartzite 

0.000 

Non-command 

Older Alluvium 

0.163 

Non-command 

Older Alluvium 

0.445 

Non-command 

Quartzite 

1.902 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

100,000 

90,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.076 


0.054 


0.120 


0.192 


0.372 


0.084 




0.096 

0.298 

1.248 

1.910 

0.186 

0.421 

0.066 

0.066 

0.024 

0.024 

0.186 

0.396 

0.012 

0.029 

0.270 

0.653 

0.072 

0.139 

0.048 

0.106 

0.120 

0.288 

0.032 

0.032 

0.032 

0.085 

0.205 

0.363 

0.222 

0.222 

0.420 

0.478 
























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Mundawara 


Mundiyawas 


Nagriwas 


Nangal Bani 


Narayanpur 


Nathoosar 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


0806000900880000 


0806000900885500 


0812000101454500 


0806000900884900 


0806000900881200 


0806000800874900 


0806000900883500 


13.542 Fresh 


Fresh 


Fresh 


Fresh 


Fresh 


12.346 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Naya Bas 

0806000800877200 

5.769 

Fresh 

Neemoochana 

0806000800876500 

10.827 

Fresh 

Pachhodala 

0812000101459100 

29.893 

Fresh 


Non-command 


Non-command 


Non-command 



Pali 

0806000800878500 

1.403 

Fresh 

Panch Pahari 

0812000101459000 

9.238 

Fresh 

Prempura 

0806000900879300 

1.613 

Fresh 

Prithvipura 

0806000800877700 

1.735 

Fresh 

Rajpura Jageer 

0806000900883000 

1.104 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Rajpura Sikh 

0806000900879000 

1.640 

Fresh 

Ratanpura @ Karana 

0806000800878600 

9.848 

Fresh 



Surjanpur 


Thanagazi 


Tolawas 


Tordabrahmanan 


Turkiyawas 


Vijaipura 


0806000900882100 


0806000900880800 


0812000101458100 


0806000900881100 


0806000900881300 


19.729 Fresh Non-command 


Roopu Ka Bas 

0806000900884600 

1.079 

Fresh 

Rughnathpura @ Talooka 

0812000201461900 

5.419 

Fresh 


Rundh Agar 

0806000900886500 

1.838 

Fresh 

Rundh Narayanpur 

0806000900881400 

14.836 

Fresh 


Saleta 

0806000900883300 

2.464 

Fresh 

Shyampura Jageer 

0806000900879100 

1.821 

Fresh 

Sujapur 

0812000201463300 

5.145 

Fresh 


2.892 Fresh Non-command 


10.885 Fresh Non-command 



4.315 Fresh 


10.389 Fresh 


1.584 Fresh 


3.013 Fresh 



Saline Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


06001017 


Viratnagar (m) 

0812000241202000 

34.434 

Fresh 

Badshahpur 

0812000201462100 

1.374 

Fresh 


Bahrampur 

0812000201461600 

3.324 

Fresh 

Bandh Muzaffarpur 

0812000201462800 

6.444 

Fresh 



Bhairunpura 


0812000201465200 


9.858 Fresh Non-command 


2.088 Fresh Non-command 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

4.987 

Non-command 

Quartzite 

0.120 

Non-command 

Older Alluvium 

0.007 

Non-command 

Quartzite 

7.712 

Non-command 

Older Alluvium 

17.968 

Non-command 

Older Alluvium 

0.086 

Non-command 

Quartzite 

1.105 

Non-command 

Slate 

0.648 

Non-command 

Older Alluvium 

3.753 

Non-command 

Older Alluvium 

10.827 

Non-command 

Older Alluvium 

0.000 

Non-command 

Quartzite 

4.285 

Non-command 

Younger Alluvium 

10.643 

Non-command 

Older Alluvium 

1.403 

Non-command 

Younger Alluvium 

5.617 

Non-command 

Older Alluvium 

1.613 

Non-command 

Older Alluvium 

1.735 

Non-command 

Older Alluvium 

0.759 

Non-command 

Quartzite 

0.345 

Non-command 

Older Alluvium 

1.640 

Non-command 

Older Alluvium 

7.407 

Non-command 

Younger Alluvium 

1.676 

Non-command 

Older Alluvium 

0.064 

Non-command 

Quartzite 

0.067 

Non-command 

Quartzite 

1.078 

Non-command 

Quartzite 

0.454 

Non-command 

Younger Alluvium 

3.456 

Non-command 

Quartzite 

0.025 

Non-command 

Older Alluvium 

2.806 

Non-command 

Quartzite 

2.983 

Non-command 

Quartzite 

2.429 

Non-command 

Older Alluvium 

1.821 

Non-command 

Older Alluvium 

0.000 

Non-command 

Quartzite 

1.053 

Non-command 

Older Alluvium 

1.052 

Non-command 

Quartzite 

1.840 

Non-command 

Quartzite 

1.868 

Non-command 

Slate 

3.233 

Non-command 

Quartzite 

0.019 

Non-command 

Older Alluvium 

2.646 

Non-command 

Younger Alluvium 

1.589 

Non-command 

Older Alluvium 

1.584 

Non-command 

Older Alluvium 

0.702 

Non-command 

Quartzite 

2.311 

Non-command 

Quartzite 

0.191 

Non-command 

Quartzite 

1.340 

Non-command 

Younger Alluvium 

0.034 

Non-command 

Younger Alluvium 

2.760 

Non-command 

Older Alluvium 

0.000 

Non-command 

Quartzite 

5.250 

Non-command 

Older Alluvium 

4.899 

Non-command 

Quartzite 

0.003 

Non-command 

Quartzite 

0.000 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

100,000 

90,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

190,000 

120,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

80,000 

60,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.756 


0.006 




0.240 

0.240 

2.508 

3.934 



0.048 

0.090 

0.036 

0.036 

0.378 

0.378 


0.012 

0.012 

0.006 

0.006 

0.060 

0.186 

0.192 

0.278 


























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


06001018 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


(2) 

(3) 

(4) 

(5) 

Bhojpura @ Lakhawala 

0812000201461800 

5.878 

Fresh 

Biyawas 

0812000201463700 

13.866 

Fresh 

Chak Chamroli 

0812000201463400 

0.449 

Fresh 



Malootana 


Pachhodala 


Papra 


Papri 


Sothana 


Sujapur 


Viratnagar (m) 


Akoli 


Alampur 


Alipur 


Anaka 


Badsara 


Baghana 


0806000900881500 


0812000101459100 


0812000201462500 


0812000201463600 


0812000201462200 


0812000201463300 


0812000241202000 


0.638 Fresh Non-command 


Chak Kharda 

0812000201462600 

1.774 

Fresh 

Chak Muzaffarpur 

0812000201462900 

1.828 

Fresh 


Chheetoli 

0812000201461400 

5.428 

Fresh 

Dahra 

0806000900881600 

3.691 

Fresh 


Daulaj 

0812000201465600 

3.481 

Fresh 

Deoli 

0812000201462000 

7.636 

Fresh 


4.697 Fresh 


5.145 Fresh 


34.434 Fresh 



Devipura @ Baniya Ka B 

0812000201461500 

3.405 

Fresh 

Gopipur 

0812000201463500 

1.051 

Fresh 

Gyanpura 

0812000201465500 

3.730 

Fresh 

Ismailpur 

0812000201463100 

2.304 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Jadoo Ka Bas 

0812000201461700 

2.406 

Fresh 

Kankrana Bara 

0812000201462400 

5.205 

Fresh 



3.651 Fresh Non-command 


Kuhada 

0812000201462700 

7.236 

Fresh 

Mahasingh Ka Bas 

0812000201463200 

1.347 

Fresh 



10.320 Fresh Non-command 


29.893 Fresh Non-command 


3.956 Fresh Non-command 


13.762 Fresh Non-command 


Rughnathpura @ Talooka 

0812000201461900 

5.419 

Fresh 

Rundh Narayanpur 

0806000900881400 

14.836 

Fresh 



Non-command 


Non-command 


Non-command 



0806000300785500 

8.644 

0806000300789700 

3.563 

0806000200774600 

3.694 



0806000300788500 

2.050 

0806000300791300 

6.003 


0806000300790000 


Saline 


8.257 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Younger Alluvium 

3.812 

Non-command 

Younger Alluvium 

0.380 

Non-command 

Quartzite 

0.374 

Non-command 

Younger Alluvium 

0.075 

Non-command 

Older Alluvium 

0.000 

Non-command 

Quartzite 

0.466 

Non-command 

Quartzite 

1.659 

Non-command 

Older Alluvium 

0.000 

Non-command 

Quartzite 

1.575 

Non-command 

Younger Alluvium 

1.665 

Non-command 

Older Alluvium 

3.384 

Non-command 

Quartzite 

0.307 

Non-command 

Quartzite 

0.017 

Non-command 

Quartzite 

0.770 

Non-command 

Younger Alluvium 

5.133 

Non-command 

Younger Alluvium 

0.064 

Non-command 

Younger Alluvium 

0.951 

Non-command 

Quartzite 

0.000 

Non-command 

Older Alluvium 

0.000 

Non-command 

Quartzite 

2.304 

Non-command 

Younger Alluvium 

2.406 

Non-command 

Quartzite 

3.782 

Non-command 

Younger Alluvium 

0.133 

Non-command 

Quartzite 

2.971 

Non-command 

Younger Alluvium 

0.224 

Non-command 

Quartzite 

4.145 

Non-command 

Older Alluvium 

0.000 

Non-command 

Quartzite 

1.347 

Non-command 

Older Alluvium 

6.227 

Non-command 

Quartzite 

1.076 

Non-command 

Older Alluvium 

0.000 

Non-command 

Quartzite 

0.849 

Non-command 

Quartzite 

3.463 

Non-command 

Younger Alluvium 

0.420 

Non-command 

Quartzite 

0.085 

Non-command 

Younger Alluvium 

6.454 

Non-command 

Younger Alluvium 

0.000 

Non-command 

Older Alluvium 

2.894 

Non-command 

Quartzite 

1.654 

Non-command 

Quartzite 

1.573 

Non-command 

Younger Alluvium 

2.806 

Non-command 

Older Alluvium 

0.000 

Non-command 

Quartzite 

3.210 

Non-command 

Quartzite 

14.084 

Non-command 

Younger Alluvium 

10.783 

Non-command 

Older Alluvium 

7.886 

Non-command 

Older Alluvium 

3.563 

Non-command 

Older Alluvium 

1.942 

Non-command 

Older Alluvium 

0.418 

Non-command 

Older Alluvium 

2.050 

Non-command 

Older Alluvium 

0.984 

Non-command 

Older Alluvium 

0.010 

Non-command 

Older Alluvium 

8.061 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

100,000 

80,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

120,000 

90,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

90,000 

70,000 

120 

120,000 

90,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.335 


0.022 


0.022 






0.029 

0.067 

0.108 

0.108 

0.276 

0.521 

0.012 

0.029 



0.036 

0.036 

0.389 

0.389 



0.166 

0.195 

0.194 

0.194 

0.194 

0.348 

0.011 

0.024 

0.115 

0.297 

0.011 

0.024 

0.216 

0.293 



0.012 

0.012 

0.006 

0.006 

0.072 

0.072 

0.184 

0.184 


0.014 

0.043 

1.102 

1.102 

1.274 

1.274 

0.538 

0.592 

0.389 

0.504 

0.461 

0.725 

0.060 

0.094 

0.292 

0.378 

0.130 

0.144 

- 

- 

1.814 

2.404 































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Beelaheri 


Beeliyawas 


Beeranwas 


Berawas Kalan 


Bhagolajat 


Bhamoowas 


Bhamraka 


Bhonkar 


Burhi Bawal 


Chawandi 


Chowki 


Dalawas 


Deoseeka 


Dhamawas 


Dheeriyawas 


Gelpur 


Goojriwas 


Hajipur 


Hajnaka 


Hasanpur 


Jagmal Heri 


Jakhopur 


Jakopur 


Jamalpur 


Kamalpur 


Kanharka 


Kaririwas 


Karmsiwas 


Karoli 


Kasimpur 


Kayampura Jokhawas 


Khidarpur 


Kotkasim 


Kutubpur 


Lalpur 


Madhoopur 


Magha Ka Majra 


0806000300788300 

3.354 

0806000300788200 

2.128 

0806000300785900 

3.228 


0806000300787200 

1.887 

0806000200774800 

4.333 

0806000300786800 

1.465 

0806000400805800 

1.049 

0806000300786900 

2.011 

0806000300786400 

8.514 


0806000300789200 

3.389 

0806000300788700 

1.702 

0806000300787000 

1.298 

0806000300786200 

1.804 

0806000400803300 

0.756 

0806000400805300 

2.725 

0806000400805700 

1.586 

0806000300789900 

2.309 

0806000300788000 

3.413 


0806000300785700 

1.802 

0806000400805600 

1.277 

0806000400806500 

0.904 

0806000400804400 

3.219 

0806000300789800 

2.402 

0806000300787500 

2.951 



0806000400805200 

3.283 

0806000300788600 

3.634 

0806000300785600 

2.380 


0806000400803400 

1.025 

0806000400803600 

6.827 

0806000300790200 

2.580 

0806000300786300 

5.122 



0806000400806400 

8.539 

0806000300789600 

11.803 

0806000300787400 

4.222 

0806000300785800 

3.833 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


0806000300786700 

2.187 

Fresh 

Non-command 

0806000300793700 

3.234 

Fresh 

Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.176 

Non-command 

Older Alluvium 

1.429 

Non-command 

Older Alluvium 

0.214 

Non-command 

Older Alluvium 

3.354 

Non-command 

Older Alluvium 

2.128 

Non-command 

Older Alluvium 

0.289 

Non-command 

Older Alluvium 

2.939 

Non-command 

Older Alluvium 

1.268 

Non-command 

Older Alluvium 

0.126 

Non-command 

Older Alluvium 

1.465 

Non-command 

Older Alluvium 

0.974 

Non-command 

Older Alluvium 

2.011 

Non-command 

Older Alluvium 

7.138 

Non-command 

Older Alluvium 

0.231 

Non-command 

Older Alluvium 

0.027 

Non-command 

Older Alluvium 

0.058 

Non-command 

Older Alluvium 

0.234 

Non-command 

Older Alluvium 

1.804 

Non-command 

Older Alluvium 

0.076 

Non-command 

Older Alluvium 

0.041 

Non-command 

Older Alluvium 

1.296 

Non-command 

Older Alluvium 

2.309 

Non-command 

Older Alluvium 

3.405 

Non-command 

Older Alluvium 

0.008 

Non-command 

Older Alluvium 

1.802 

Non-command 

Older Alluvium 

0.852 

Non-command 

Older Alluvium 

0.273 

Non-command 

Older Alluvium 

0.140 

Non-command 

Older Alluvium 

2.402 

Non-command 

Older Alluvium 

1.497 

Non-command 

Older Alluvium 

0.333 

Non-command 

Older Alluvium 

2.016 

Non-command 

Older Alluvium 

2.019 

Non-command 

Older Alluvium 

0.453 

Non-command 

Older Alluvium 

1.301 

Non-command 

Older Alluvium 

1.576 

Non-command 

Older Alluvium 

3.634 

Non-command 

Older Alluvium 

1.143 

Non-command 

Older Alluvium 

1.233 

Non-command 

Older Alluvium 

0.075 

Non-command 

Older Alluvium 

0.034 

Non-command 

Older Alluvium 

2.580 

Non-command 

Older Alluvium 

4.235 

Non-command 

Older Alluvium 

0.888 

Non-command 

Older Alluvium 

0.647 

Non-command 

Older Alluvium 

0.141 

Non-command 

Older Alluvium 

1.323 

Non-command 

Older Alluvium 

4.694 

Non-command 

Older Alluvium 

3.003 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

3.833 

Non-command 

Older Alluvium 

2.120 

Non-command 

Older Alluvium 

1.067 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

90,000 

70,000 

120 

120,000 

90,000 

120 

110,000 

80,000 

120 

120,000 

90,000 

120 

120,000 

100,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

90,000 

70,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

80,000 

50,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

90,000 

70,000 

120 

120,000 

90,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

90,000 

70,000 

120 

120,000 

90,000 

120 

90,000 

70,000 

120 

120,000 

90,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

90,000 

70,000 

120 

80,000 

50,000 

120 

120,000 

100,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

90,000 

70,000 

120 

120,000 

90,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

90,000 

70,000 

120 

120,000 

90,000 

120 

120,000 

90,000 



Wells with 
Pumpset 


MCM 


(15) 


0.034 
















































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



06001019 


Majri 


Makdawa 


Maseet 


Maswasi @ Madhopuri 


Matalwas 


Matawas 


Meerpur 


Meoli 


Narwas 


Nasopur 


Patan Kalan 


Rabadka 


Rampur 


Raniyawas 


Sanchod 


Seel Gaon 


Sherpur 


Silpata 


Teuwas 


Ujoli 


0806000300786500 


0806000300787800 


0806000400805500 


0806000300790100 


0806000300787600 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



0806000400806600 

1.229 

0806000300787300 

2.458 

0806000300790400 

1.903 

0806000300788400 

2.506 

0806000300786600 

5.222 

0806000400805900 

3.749 

0806000400803100 

2.705 

0806000300788100 

4.542 

0806000300790300 

1.564 

0806000200774500 

7.949 


0806000200774400 

12.186 

0806000300788800 

2.820 

0806000300787700 

4.568 

0806000300787100 

2.710 

0806000300786100 

4.179 



Ajeetpura Khurd 

0812000101448600 

2.294 

Fresh 

Amai 

0812000101455100 

2.842 

Fresh 

Amarpura 

0812000101446500 

3.062 

Fresh 

Aspura 

0812000101457000 

2.393 

Fresh 

Bakhrana 

0812000101446400 

2.421 

Fresh 

Bakshipura 

0813000601754400 

4.950 

Fresh 

Banar 

0812000101445500 

2.907 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Banka 

0812000101447000 

5.281 

Fresh 

Bardod 

0806000100767000 

19.340 

Fresh 

Beethloda 

0812000101452400 

3.678 

Fresh 

Behror (M) 

0806000140601000 

13.532 

Fresh 

Beri 

0812000101450300 

16.074 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Bhaloji 

0812000101454900 

10.324 

Fresh 

Bharaj Bhuree 

0812000101452200 

14.202 

Fresh 


Non-command 


Non-command 


Bheriwas 

0806000800865600 

3.416 

Fresh 

Bhojawas 

0812000101452800 

1.429 

Fresh 

Bhonawas 

0812000101451700 

10.125 

Fresh 


Non-command 


Non-command 


Buchara 


Non-command 



Bhopatpura 

0812000101449200 

3.370 

Fresh 

Buchara 

0812000101451400 

38.731 

Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

2.263 

Non-command 

Older Alluvium 

2.131 

Non-command 

Older Alluvium 

0.933 

Non-command 

Older Alluvium 

3.959 

Non-command 

Older Alluvium 

2.638 

Non-command 

Older Alluvium 

0.538 

Non-command 

Older Alluvium 

0.354 

Non-command 

Older Alluvium 

1.951 

Non-command 

Older Alluvium 

0.839 

Non-command 

Older Alluvium 

2.506 

Non-command 

Older Alluvium 

5.222 

Non-command 

Older Alluvium 

1.074 

Non-command 

Older Alluvium 

0.029 

Non-command 

Older Alluvium 

4.542 

Non-command 

Older Alluvium 

1.105 

Non-command 

Older Alluvium 

7.456 

Non-command 

Older Alluvium 

0.354 

Non-command 

Older Alluvium 

3.936 

Non-command 

Older Alluvium 

0.013 

Non-command 

Older Alluvium 

4.568 

Non-command 

Older Alluvium 

1.594 

Non-command 

Older Alluvium 

1.498 

Non-command 

Older Alluvium 

2.681 

Non-command 

Quartzite 

0.142 

Non-command 

Younger Alluvium 

3.948 

Non-command 

Younger Alluvium 

2.294 

Non-command 

Younger Alluvium 

0.334 

Non-command 

Younger Alluvium 

3.062 

Non-command 

Younger Alluvium 

2.393 

Non-command 

Younger Alluvium 

2.421 

Non-command 

Quartzite 

0.000 

Non-command 

Quartzite 

0.000 

Non-command 

Younger Alluvium 

0.558 

Non-command 

Quartzite 

1.219 

Non-command 

Younger Alluvium 

6.616 

Non-command 

Younger Alluvium 

4.035 

Non-command 

Older Alluvium 

0.124 

Non-command 

Younger Alluvium 

3.254 

Non-command 

Older Alluvium 

5.342 

Non-command 

Quartzite 

10.832 

Non-command 

Younger Alluvium 

1.139 

Non-command 

Quartzite 

4.012 

Non-command 

Younger Alluvium 

5.428 

Non-command 

Younger Alluvium 

5.246 

Non-command 

Quartzite 

2.889 

Non-command 

Younger Alluvium 

11.203 

Non-command 

Older Alluvium 

0.001 

Non-command 

Younger Alluvium 

1.344 

Command 

Younger Alluvium 

2.194 

Non-command 

Quartzite 

0.018 

Non-command 

Younger Alluvium 

0.634 

Non-command 

Quartzite 

3.363 

Non-command 

Quartzite 

0.605 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

100,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

100,000 

120 

80,000 

50,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

110,000 

80,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

120,000 

90,000 

120 

90,000 

70,000 

120 

70,000 

40,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

50,000 

30,000 

120 

70,000 

40,000 

120 

100,000 

90,000 

120 

70,000 

40,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

150,000 

120,000 

120 

100,000 

90,000 

120 

150,000 

120,000 

120 

70,000 

40,000 

120 

100,000 

90,000 

120 

70,000 

40,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

70,000 

40,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

70,000 

40,000 

120 

100,000 

90,000 

120 

70,000 

40,000 

120 

70,000 

40,000 



Wells with 
Pumpset 


MCM 


(15) 


0.832 
























































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Chak Faganwas 

0813000601755100 

0.848 

Fresh 

Chanchaki 

0812000101453200 

3.066 

Fresh 

Chand Doli 

0812000101451200 

18.723 

Fresh 

Chhardara 

0812000101445600 

3.990 

Fresh 

Chimanpura 

0812000101448900 

5.202 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Churi 

0812000101449300 

3.123 

Fresh 

Daduka 

0812000101456700 

7.243 

Fresh 

Dantil 

0812000101450800 

3.917 

Fresh 

Deota 

0812000101445400 

3.684 

Fresh 

Dhadha 

0812000101450500 

7.065 

Fresh 

Dhawali 

0812000101446100 

4.920 

Fresh 

Dhidhor 

0806000100770200 

5.759 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Dhis 

0806000100767400 

5.115 

Fresh 

Doonwas 

0806000200782800 

4.370 

Fresh 

Dudawas 

0812000101451300 

15.928 

Fresh 


Non-command 


Non-command 


Non-command 



Fagan Was Doongar 

0813000601755500 

0.615 

Fresh 

Fatehpura Kalan 

0812000101452600 

4.537 

Fresh 

Gadhoj 

0806000100770100 

8.760 

Fresh 


Non-command 


Non-command 


Non-command 


Gokalpura 

0806000100769800 

2.005 

Fresh 

Gonera 

0812000101447200 

4.769 

Fresh 

Goonti 

0806000100770400 

4.850 

Fresh 


Non-command 


Non-command 


Non-command 


Gopalpura 

0812000101446800 

5.397 

Fresh 

Gordhanpura 

0812000101456600 

7.358 

Fresh 

Gujarwas 

0806000100770700 

2.338 

Fresh 

GULABGARH 

0812000101450700 

1.463 

Fresh 

Hameedpur 

0806000100768500 

5.244 

Fresh 

Hasanpura 

0812000101446200 

3.250 

Fresh 

Islampur 

0806000100770800 

2.440 

Fresh 

Jagdishpura 

0812000101452900 

2.320 

Fresh 

Jaguwas 

0806000100768000 

3.274 

Fresh 

Jainpurwas 

0806000100771100 

9.507 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Jaisinghpura 

0812000101446700 

1.612 

Fresh 

Jaitpura 

0813000601756000 

9.911 

Fresh 

Jalalpur 

0806000100767500 

2.616 

Fresh 

Jeengor 

0812000101451100 

7.165 

Fresh 

Jodhpura Khola 

0812000101456000 

0.708 

Fresh 

Kakrana 

0812000101457500 

1.709 

Fresh 

Kala Khera @ Pratappura 

0813000601755600 

5.052 

Fresh 

Kaloohera 

0812000101447100 

8.016 

Fresh 

Kalyanpura 

0806000100768100 

2.438 

Fresh 

Kalyanpura Kalan 

0812000101449800 

3.687 

Fresh 

Kalyanpura Khurd 

0812000101455700 

1.708 

Fresh 

Kankar Chhaja 

0806000100770000 

1.630 

Fresh 

Kansli 

0812000101455500 

2.655 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Buchara 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Younger Alluvium 

0.814 

Non-command 

Quartzite 

0.006 

Non-command 

Younger Alluvium 

3.004 

Non-command 

Quartzite 

7.817 

Non-command 

Younger Alluvium 

3.987 

Non-command 

Quartzite 

1.264 

Non-command 

Younger Alluvium 

3.912 

Non-command 

Quartzite 

1.911 

Non-command 

Younger Alluvium 

1.510 

Non-command 

Quartzite 

2.933 

Non-command 

Younger Alluvium 

1.251 

Non-command 

Quartzite 

2.967 

Non-command 

Younger Alluvium 

4.920 

Non-command 

Older Alluvium 

1.866 

Non-command 

Quartzite 

3.406 

Non-command 

Older Alluvium 

1.296 

Non-command 

Older Alluvium 

0.629 

Non-command 

Quartzite 

7.227 

Non-command 

Younger Alluvium 

1.006 

Non-command 

Quartzite 

1.880 

Non-command 

Younger Alluvium 

0.135 

Non-command 

Quartzite 

0.005 

Non-command 

Younger Alluvium 

4.098 

Non-command 

Older Alluvium 

5.478 

Non-command 

Quartzite 

2.630 

Non-command 

Older Alluvium 

2.005 

Non-command 

Younger Alluvium 

4.760 

Non-command 

Older Alluvium 

4.850 

Non-command 

Younger Alluvium 

0.000 

Non-command 

Younger Alluvium 

5.042 

Non-command 

Younger Alluvium 

7.355 

Non-command 

Older Alluvium 

2.335 

Non-command 

Quartzite 

1.013 

Non-command 

Older Alluvium 

0.499 

Non-command 

Younger Alluvium 

3.250 

Non-command 

Older Alluvium 

0.588 

Non-command 

Younger Alluvium 

2.320 

Non-command 

Older Alluvium 

2.668 

Non-command 

Older Alluvium 

7.297 

Non-command 

Younger Alluvium 

0.990 

Non-command 

Younger Alluvium 

1.571 

Non-command 

Quartzite 

5.219 

Non-command 

Older Alluvium 

2.557 

Non-command 

Quartzite 

6.510 

Non-command 

Younger Alluvium 

0.708 

Command 

Younger Alluvium 

1.709 

Non-command 

Quartzite 

0.015 

Non-command 

Younger Alluvium 

6.973 

Non-command 

Older Alluvium 

0.054 

Non-command 

Quartzite 

1.044 

Non-command 

Younger Alluvium 

1.708 

Non-command 

Older Alluvium 

1.630 

Non-command 

Younger Alluvium 

2.655 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

90,000 

120 

50,000 

30,000 

120 

100,000 

90,000 

120 

70,000 

40,000 

120 

100,000 

90,000 

120 

70,000 

40,000 

120 

100,000 

90,000 

120 

70,000 

40,000 

120 

100,000 

90,000 

120 

70,000 

40,000 

120 

100,000 

90,000 

120 

70,000 

40,000 

120 

100,000 

90,000 

120 

150,000 

120,000 

120 

70,000 

50,000 

120 

150,000 

120,000 

120 

110,000 

80,000 

120 

70,000 

40,000 

120 

100,000 

90,000 

120 

70,000 

40,000 

120 

100,000 

90,000 

120 

50,000 

30,000 

120 

100,000 

90,000 

120 

150,000 

120,000 

120 

70,000 

50,000 

120 

150,000 

120,000 

120 

100,000 

90,000 

120 

150,000 

120,000 

120 

150,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

150,000 

120,000 

120 

70,000 

40,000 

120 

150,000 

120,000 

120 

100,000 

90,000 

120 

150,000 

120,000 

120 

100,000 

90,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

90,000 

120 

100,000 

90,000 

120 

50,000 

30,000 

120 

150,000 

120,000 

120 

70,000 

40,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

50,000 

30,000 

120 

100,000 

90,000 

120 

150,000 

120,000 

120 

70,000 

40,000 

120 

100,000 

90,000 

120 

150,000 

120,000 

120 

100,000 

90,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 















































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Kanwarpura 

0812000101455800 

3.907 

Fresh 

Karwas 

0812000101446900 

5.229 

Fresh 

Kayampura Was 

0812000101449100 

4.257 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 



Keshwanagujar 

0812000101447300 

2.806 

Fresh 

Khapariya 

0806000100769200 

2.015 

Fresh 


Non-command 


Non-command 



Kharkhara 

0806000100769600 

1.784 

Fresh 

Kharkhari 

0812000101448400 

1.963 

Fresh 

Khera Nihalpura 

0812000101453000 

6.950 

Fresh 

Kherki 

0806000100769700 

2.078 

Fresh 

Kherki Mukkar 

0812000101447800 

3.181 

Fresh 

Kherki Veerbhan 

0812000101448300 

6.360 

Fresh 

Khohri 

0806000100768800 

4.659 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Khurdi 

0812000101455000 

2.750 

Fresh 

Kirarod 

0812000101457100 

7.465 

Fresh 


Kiratpura 

0812000101455400 

3.096 

Fresh 

Koojota 

0812000101456400 

3.921 

Fresh 


Non-command 


Buchara 


Non-command 


Non-command 


Non-command 


Kooner 

0812000101457700 

3.119 

Fresh 

Kotputli (m) 

0812000141201000 

12.185 

Fresh 

Krishan Nagar 

0806000100769400 

4.113 

Fresh 


Buchara 


Non-command 


Non-command 


Kundala 

0813000601755900 

11.101 

Fresh 

Ladi Ka Bas 

0813000601755800 

4.887 

Fresh 

Lakheempur 

0806000200782700 

2.213 

Fresh 

Lalana 

0812000101457300 

2.424 

Fresh 


Luharwas 

0813000601756300 

12.034 

Fresh 

Mahmoodpur Nagaliya 

0806000100769100 

1.915 

Fresh 


Non-command 


Non-command 


Non-command 


Buchara 


Non-command 


Non-command 


Non-command 


Mahrampur Nawab 

0812000101456500 

2.107 

Fresh 

Mahrampur Rajput 

0812000101456100 

5.122 

Fresh 

Malpura 

0812000101447500 

4.118 

Fresh 



Meerapur 


0812000101450900 


5.106 Fresh 


Non-command 


Non-command 


Non-command 


Buchara 


Non-command 


Non-command 


Mohammadpur Goojar 

0806000100770900 

6.100 

Fresh 

Mohanpura 

0812000101455900 

3.470 

Fresh 

Momanpur 

0806000100767800 

1.832 

Fresh 

Moondiya Khera 

0806000100769500 

2.480 

Fresh 

Mordha 

0812000101447600 

5.556 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Mosampur @ Kankara 

0806000100771000 

2.709 

Fresh 

Mothooka 

0813000601752700 

10.761 

Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Younger Alluvium 

3.907 

Non-command 

Younger Alluvium 

5.158 

Non-command 

Quartzite 

2.335 

Non-command 

Younger Alluvium 

1.247 

Non-command 

Older Alluvium 

0.000 

Non-command 

Younger Alluvium 

2.744 

Non-command 

Younger Alluvium 

2.098 

Non-command 

Older Alluvium 

0.510 

Non-command 

Quartzite 

1.477 

Non-command 

Quartzite 

4.986 

Non-command 

Younger Alluvium 

0.539 

Non-command 

Older Alluvium 

1.784 

Non-command 

Younger Alluvium 

1.948 

Non-command 

Younger Alluvium 

5.889 

Non-command 

Older Alluvium 

2.078 

Non-command 

Younger Alluvium 

0.167 

Non-command 

Younger Alluvium 

4.018 

Non-command 

Older Alluvium 

0.050 

Non-command 

Quartzite 

0.223 

Non-command 

Younger Alluvium 

0.962 

Command 

Younger Alluvium 

1.143 

Non-command 

Younger Alluvium 

0.915 

Non-command 

Younger Alluvium 

3.096 

Non-command 

Quartzite 

0.284 

Non-command 

Younger Alluvium 

3.583 

Command 

Younger Alluvium 

1.137 

Non-command 

Younger Alluvium 

5.798 

Non-command 

Older Alluvium 

3.375 

Non-command 

Quartzite 

0.733 

Non-command 

Quartzite 

1.204 

Non-command 

Quartzite 

0.018 

Non-command 

Older Alluvium 

0.574 

Command 

Younger Alluvium 

1.925 

Non-command 

Younger Alluvium 

0.499 

Non-command 

Quartzite 

5.611 

Non-command 

Older Alluvium 

0.905 

Non-command 

Quartzite 

0.723 

Non-command 

Younger Alluvium 

2.107 

Non-command 

Younger Alluvium 

4.974 

Non-command 

Older Alluvium 

0.000 

Non-command 

Younger Alluvium 

3.806 

Command 

Younger Alluvium 

1.679 

Non-command 

Younger Alluvium 

0.945 

Non-command 

Quartzite 

3.024 

Non-command 

Younger Alluvium 

1.793 

Non-command 

Older Alluvium 

0.946 

Non-command 

Younger Alluvium 

3.464 

Non-command 

Older Alluvium 

1.832 

Non-command 

Older Alluvium 

1.709 

Non-command 

Older Alluvium 

0.983 

Non-command 

Younger Alluvium 

3.020 

Non-command 

Older Alluvium 

2.709 

Non-command 

Quartzite 

0.244 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

70,000 

40,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

150,000 

120,000 

120 

70,000 

50,000 

120 

70,000 

40,000 

120 

100,000 

90,000 

120 

150,000 

120,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

150,000 

120,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

150,000 

120,000 

120 

70,000 

50,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

70,000 

40,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

150,000 

120,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

110,000 

80,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

50,000 

30,000 

120 

150,000 

120,000 

120 

70,000 

50,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

70,000 

40,000 

120 

100,000 

90,000 

120 

150,000 

120,000 

120 

100,000 

90,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

150,000 

120,000 

120 

50,000 

30,000 



Tube Wells with 
Wells Pumpset 



0.302 

0.374 

0.024 

0.032 

0.004 

0.004 




















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



Nangal Checheeka 

0812000101446600 

2.777 

Fresh 

Nareda 

0812000101448800 

10.161 

Fresh 


Non-command 


Non-command 



Navrangpura 

0812000101453100 

1.584 

Fresh 

Nawal Kushal Pura 

0812000101449500 

2.066 

Fresh 

Pahari 

0806000100771200 

7.678 

Fresh 

Panditpura 

0812000101452000 

2.626 

Fresh 


Panera 


0812000101445800 


4.993 Fresh 


Non-command 


Non-command 


Non-command 


Buchara 


Non-command 


Non-command 


Paniyala 

0812000101447700 

9.744 

Fresh 

Paota 

0812000101457600 

7.086 

Fresh 

Pathreri 

0812000101456800 

11.826 

Fresh 

Pawala Rajput 

0812000101449400 

3.842 

Fresh 

Pawana Aheer 

0812000101452500 

6.392 

Fresh 


Non-command 


Buchara 


Non-command 


Non-command 


Non-command 


Pichani 

0812000101450000 

4.161 

Fresh 

Poorannagar 

0812000101448700 

5.229 

Fresh 


Non-command 


Non-command 


Pootli 

0812000101455200 

4.990 

Fresh 

Pragpura 

0812000101457200 

10.392 

Fresh 


Non-command 


Buchara 


Non-command 



Purushottampura 

0812000101450200 

9.551 

Fresh 

Rahera 

0812000101455600 

2.154 

Fresh 

Raikaranpura 

0812000101446300 

3.549 

Fresh 

Ramgarh 

0812000101445700 

1.124 

Fresh 

Ramlyawas 

0813000601756200 

6.051 

Fresh 

Ramnagar 

0812000101445900 

1.235 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Ramsinghpura 

0812000101448500 

5.724 

Fresh 

Rooppura 

0812000101451500 

6.933 

Fresh 

Rughnathpura 

0812000101456900 

1.895 

Fresh 

Sangtera 

0812000101448000 

5.867 

Fresh 

Sarbilandpura 

0806000100767700 

2.255 

Fresh 

Saroond 

0812000101452700 

7.981 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Shahzadpur Nangaliya 

0806000100767600 

1.927 

Fresh 

Sherpur 

0806000100769900 

2.561 

Fresh 

Shimla 

0806000100770600 

4.470 

Fresh 


Non-command 


Non-command 


Non-command 


Shuklawas 

0812000101450100 

1.214 

Fresh 

Shyamnagar 

0812000101453300 

2.505 

Fresh 

Shyampur 

0806000100770500 

3.453 

Fresh 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Younger Alluvium 

0.000 

Non-command 

Older Alluvium 

3.350 

Non-command 

Younger Alluvium 

0.000 

Non-command 

Younger Alluvium 

2.777 

Non-command 

Quartzite 

9.096 

Non-command 

Younger Alluvium 

1.046 

Non-command 

Quartzite 

0.133 

Non-command 

Younger Alluvium 

2.131 

Non-command 

Younger Alluvium 

1.584 

Non-command 

Quartzite 

2.054 

Non-command 

Older Alluvium 

3.480 

Command 

Younger Alluvium 

1.484 

Non-command 

Younger Alluvium 

1.142 

Non-command 

Quartzite 

0.000 

Non-command 

Younger Alluvium 

4.661 

Non-command 

Younger Alluvium 

3.465 

Command 

Younger Alluvium 

3.094 

Non-command 

Younger Alluvium 

6.932 

Non-command 

Quartzite 

1.099 

Non-command 

Quartzite 

2.385 

Non-command 

Younger Alluvium 

3.834 

Non-command 

Quartzite 

4.057 

Non-command 

Quartzite 

1.344 

Non-command 

Younger Alluvium 

3.875 

Non-command 

Younger Alluvium 

4.071 

Command 

Younger Alluvium 

6.115 

Non-command 

Quartzite 

0.861 

Non-command 

Younger Alluvium 

3.194 

Non-command 

Quartzite 

4.696 

Non-command 

Younger Alluvium 

2.154 

Non-command 

Younger Alluvium 

3.549 

Non-command 

Younger Alluvium 

1.122 

Non-command 

Quartzite 

0.817 

Non-command 

Quartzite 

0.376 

Non-command 

Younger Alluvium 

0.440 

Command 

Quartzite 

0.004 

Command 

Younger Alluvium 

0.915 

Non-command 

Quartzite 

3.199 

Non-command 

Younger Alluvium 

5.176 

Non-command 

Younger Alluvium 

5.541 

Non-command 

Quartzite 

0.279 

Non-command 

Younger Alluvium 

1.895 

Non-command 

Younger Alluvium 

1.577 

Non-command 

Older Alluvium 

2.255 

Non-command 

Quartzite 

0.006 

Non-command 

Younger Alluvium 

7.901 

Non-command 

Older Alluvium 

1.927 

Non-command 

Older Alluvium 

2.561 

Non-command 

Older Alluvium 

4.470 

Non-command 

Younger Alluvium 

0.000 

Non-command 

Quartzite 

0.980 

Non-command 

Younger Alluvium 

2.500 

Non-command 

Older Alluvium 

3.453 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

130,000 

100,000 

120 

150,000 

120,000 

120 

150,000 

90,000 

120 

100,000 

90,000 

120 

70,000 

40,000 

120 

100,000 

90,000 

120 

70,000 

40,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

70,000 

40,000 

120 

150,000 

120,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

70,000 

40,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

100,000 

90,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

100,000 

90,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

70,000 

40,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

50,000 

30,000 

120 

70,000 

40,000 

120 

100,000 

90,000 

120 

70,000 

40,000 

120 

100,000 

90,000 

120 

70,000 

40,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

70,000 

40,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

150,000 

120,000 

120 

70,000 

40,000 

120 

100,000 

90,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

90,000 

120 

70,000 

40,000 

120 

100,000 

90,000 

120 

150,000 

120,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


06001020 


Type of Area (Command / N< 
command) 



Sudarpura 

0812000101450400 

5.845 

Fresh 

Sujatnagar 

0812000101452300 

1.943 

Fresh 

Sundarpura 

0812000101455300 

3.426 

Fresh 

Talwa 

0812000101450600 

6.177 

Fresh 

Talwar 

0806000100767900 

3.116 

Fresh 

Taseeng 

0806000100769300 

3.930 

Fresh 



Toda 

0813000601756100 

19.024 

Fresh 

Torda Goojran 

0812000101451800 

9.612 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Buchara 


Non-command 


Non-command 


Buchara 



Avinashi 

0813000601756500 

2.828 

Fresh 

Basri Ganeshpura 

0812000301468700 

17.925 

Fresh 

Bhojmer 

0813000601750900 

3.826 

Fresh 

Bhooranpura 

0813000501738500 

8.337 

Fresh 

Buchara 

0812000101451400 

38.731 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Byor 

0813000601757500 

4.629 

Fresh 

Chand Doli 

0812000101451200 

18.723 

Fresh 

Cheeplata 

0813000601750600 

27.085 

Fresh 


Non-command 


Non-command 


Non-command 



Choodla 

0813000601756700 

11.788 

Fresh 

Deepawas 

0813000601751100 

13.236 

Fresh 

Devipura 

0813000501738800 

4.509 

Fresh 

Dudawas 

0812000101451300 

15.928 

Fresh 

Ganeshwar 

0813000601749400 

33.161 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Garh Taknet 

0813000501741800 

32.705 

Fresh 

Ghata Guwar 

0813000601751000 

17.307 

Fresh 


Non-command 


Non-command 


Guwar 

0813000601749300 

20.942 

Fresh 

Hardas Ka Bas 

0813000501738900 

7.670 

Fresh 


Non-command 


Non-command 



Jhareenda 

0813000601751300 

10.529 

Fresh 

Jharli 

0813000501739300 

4.576 

Fresh 

Jugalpura 

0813000601756800 

15.638 

Fresh 


Non-command 


Non-command 


Non-command 


Khiroti Manrooppura 

0813000501738400 

5.773 

Fresh 

Kishanpura 

0813000601756400 

8.774 

Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Younger Alluvium 

0.000 

Non-command 

Quartzite 

5.030 

Non-command 

Younger Alluvium 

1.919 

Non-command 

Younger Alluvium 

3.422 

Non-command 

Quartzite 

3.706 

Non-command 

Older Alluvium 

3.116 

Non-command 

Older Alluvium 

0.575 

Non-command 

Quartzite 

2.698 

Command 

Younger Alluvium 

4.645 

Non-command 

Younger Alluvium 

0.491 

Non-command 

Quartzite 

11.034 

Command 

Quartzite 

1.570 

Command 

Younger Alluvium 

1.795 

Non-command 

Quartzite 

5.419 

Non-command 

Younger Alluvium 

0.138 

Non-command 

Older Alluvium 

0.335 

Non-command 

Quartzite 

0.003 

Non-command 

Quartzite 

2.828 

Non-command 

Quartzite 

1.843 

Non-command 

Quartzite 

3.826 

Non-command 

Older Alluvium 

7.774 

Non-command 

Quartzite 

7.699 

Non-command 

Younger Alluvium 

1.585 

Non-command 

Older Alluvium 

8.480 

Non-command 

Quartzite 

0.455 

Non-command 

Older Alluvium 

2.253 

Non-command 

Quartzite 

0.429 

Non-command 

Older Alluvium 

7.439 

Non-command 

Quartzite 

2.402 

Non-command 

Older Alluvium 

0.630 

Non-command 

Quartzite 

0.342 

Non-command 

Quartzite 

11.788 

Non-command 

Quartzite 

12.799 

Non-command 

Quartzite 

4.509 

Non-command 

Quartzite 

2.661 

Non-command 

Older Alluvium 

0.202 

Non-command 

Quartzite 

3.975 

Non-command 

Older Alluvium 

15.654 

Non-command 

Older Alluvium 

0.031 

Non-command 

Quartzite 

15.161 

Non-command 

Quartzite 

8.855 

Non-command 

Older Alluvium 

1.187 

Non-command 

Quartzite 

1.556 

Non-command 

Younger Alluvium 

0.161 

Non-command 

Older Alluvium 

8.212 

Non-command 

Quartzite 

0.424 

Non-command 

Younger Alluvium 

0.011 

Non-command 

Quartzite 

7.013 

Non-command 

Older Alluvium 

2.303 

Non-command 

Quartzite 

10.723 

Non-command 

Younger Alluvium 

0.498 

Non-command 

Older Alluvium 

4.890 

Non-command 

Quartzite 

8.774 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

150,000 

90,000 

120 

70,000 

40,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

70,000 

40,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

70,000 

50,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

50,000 

30,000 

120 

70,000 

40,000 

120 

100,000 

90,000 

120 

70,000 

40,000 

120 

100,000 

90,000 

120 

150,000 

120,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

100,000 

90,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

70,000 

40,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

70,000 

40,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

60,000 

30,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

90,000 

80,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

90,000 

80,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

130,000 

100,000 

120 

60,000 

40,000 

120 

50,000 

30,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 













































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 




01001001 


Luharwas 


Mandoosya 


Modyadi 


Mokalwas Jhareenda 


Nare 


Peetalpur 


Ramlyawas 


Rooppura 


Rooppura Udalvas 


Saidala Bhagwanpura 


Sanwalpur (Shekhawatan) 


Sanwalpura (Tanwran) 


Surani 


Tilokpura 


Toda 


Badalwas 


Bagor 


Bandha Ki Dhani 


Bansiyal 


Basai 


Besarda 


Chirani 


Dada Fatehpura 


Dalota 


Dhani llakhar 


Dheerajpura 


Dhosi 


Doodhwa Nangliya 


Jamalpur 


Kishanpura 


Kurand 


Mehara Jatoowas 


Morki 


Mukandpura 


Nalpur 


Nangaliya Gujarwas 


0813000601756300 

12.034 

Fresh 

Non-command 

0813000501741900 

8.982 

Fresh 

Non-command 

0813000501742000 

6.442 

Fresh 

Non-command 

0813000601751200 

5.360 

Fresh 

Non-command 

0813000501739000 

8.105 

Fresh 

Non-command 

0813000601757600 

5.340 

Fresh 

Non-command 

0813000601756200 

6.051 

Fresh 

Non-command 

0812000101451500 

6.933 

Fresh 

Non-command 

0813000501738300 

9.203 

Fresh 

Non-command 

0813000601750700 

9.028 

Fresh 

Non-command 



0813000601757400 

6.865 

Fresh 

Non-command 

0813000601756600 

11.117 

Fresh 

Non-command 


0813000501739100 

32.257 

Fresh 

Non-command 

0813000501739900 

9.079 

Fresh 

Non-command 

0813000601756100 

19.024 

Fresh 

Non-command 


0805000400732700 

6.222 

Fresh 

Non-command 

0805000400729500 

0.624 

Fresh 

Non-command 

0805000400733700 

2.015 

Fresh 

Non-command 

0805000400733600 

3.800 

Fresh 

Non-command 

0805000400732300 

7.444 

Fresh 

Non-command 

0805000400732400 

4.870 

Fresh 

Non-command 

0805000400730000 

4.064 

Fresh 

Non-command 

0805000400733300 

10.660 

Fresh 

Non-command 

0805000400731600 

2.798 

Fresh 

Non-command 

0805000400732000 

2.973 

Fresh 

Non-command 

0805000400733100 

4.245 

Fresh 

Non-command 

0805000400731300 

5.660 

Fresh 

Non-command 

0805000400731700 

11.100 

Fresh 

Non-command 



Non-command 


0805000400732200 

6.562 

Fresh 

Non-command 

0805000400731900 

3.978 

Fresh 

Non-command 

0805000400730100 

4.854 

Fresh 

Non-command 

0805000400732900 

5.845 

Fresh 

Non-command 



Non-command 


0805000400734300 

6.445 

Fresh 

Non-command 

0805000400731500 

3.447 

Fresh 

Non-command 

0805000400733200 

9.092 

Fresh 

Non-command 

0805000400732800 

8.718 

Fresh 

Non-command 



Non-command 


Type of Area 
(Command / Non¬ 
command) 


( 6 ) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


River Basin: Shekhawati 


Sub Basin: Dohan 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 

Number 
of Tube 
Wells 

Number 
of Wells 
with 

Pumpset 

Number of 
Operational 
Days 

Average Yield 

Draft 

Total 

Draft 

Tube 

Wells 

Wells with 
Pumpset 

Tube 

Wells 

Wells with 
Pumpset 

sq.km 

Ipd 

Ipd 

MCM 

MCM 

MCM 

(7) 

(8) 

(9) 

(10) 

(IV 

(12) 

(13) 

(14) 

(15) 

(16) 

Older Alluvium 

3.117 

1 

4 

120 

100,000 

80,000 

0.012 

0.038 

0.050 

Quartzite 

0.778 

- 

1 

120 

50,000 

30,000 

- 

0.004 

0.004 

Quartzite 

6.423 

- 

3 

120 

50,000 

30,000 

- 

0.011 

0.011 

Older Alluvium 

4.085 

45 

3 

120 

60,000 

30,000 

0.324 

0.011 

0.335 

Older Alluvium 

2.925 

31 

4 

120 

60,000 

30,000 

0.223 

0.014 

0.237 

Quartzite 

5.340 

- 

15 

120 

50,000 

30,000 

- 

0.054 

0.054 

Older Alluvium 

0.456 

2 

- 

120 

60,000 

40,000 

0.014 

- 

0.014 

Older Alluvium 

1.907 

2 

13 

120 

100,000 

80,000 

0.024 

0.125 

0.149 

Quartzite 

4.413 

- 

5 

120 

50,000 

30,000 

- 

0.018 

0.018 

Quartzite 

0.142 

1 

1 

120 

70,000 

40,000 

0.008 

0.005 

0.013 

Older Alluvium 

0.427 

5 

- 

120 

60,000 

40,000 

0.036 

- 

0.036 

Older Alluvium 

0.613 

- 

1 

120 

100,000 

80,000 

- 

0.010 

0.010 

Quartzite 

8.413 

2 

10 

120 

50,000 

30,000 

0.012 

0.036 

0.048 

Older Alluvium 

1.021 

- 

2 

120 

100,000 

80,000 

- 

0.019 

0.019 

Quartzite 

8.866 

2 

16 

120 

50,000 

30,000 

0.012 

0.058 

0.070 

Older Alluvium 

3.595 

1 

21 

120 

100,000 

80,000 

0.012 

0.202 

0.214 

Older Alluvium 

0.197 

- 

- 

120 

100,000 

80,000 

- 

- 

- 

Quartzite 

10.920 

7 

8 

120 

50,000 

30,000 

0.042 

0.029 

0.071 

Older Alluvium 

24.690 

36 

11 

120 

60,000 

40,000 

0.259 

0.053 

0.312 

Older Alluvium 

0.013 

- 

- 

120 

60,000 

30,000 

- 

- 

- 

Quartzite 

3.041 

- 

5 

120 

50,000 

30,000 

- 

0.018 

0.018 


Quartzite 

3.316 

8 

7 

Quartzite 

0.019 

- 

1 

Quartzite 

0.549 

2 

3 

Quartzite 

3.602 

6 

3 

Younger Alluvium 

7.444 

7 

7 

Younger Alluvium 

4.771 

4 

28 

Quartzite 

0.078 

- 

1 

Quartzite 

10.591 

18 

4 

Younger Alluvium 

2.798 

2 

11 

Younger Alluvium 

2.973 

9 

31 

Quartzite 

4.245 

1 

2 

Younger Alluvium 

4.658 

6 

28 

Quartzite 

0.045 

- 

- 

Younger Alluvium 

1.508 

1 

8 

Quartzite 

8.633 

2 

14 

Younger Alluvium 

4.486 

1 

7 

Younger Alluvium 

6.562 

6 

8 

Younger Alluvium 

3.712 

10 

11 

Quartzite 

0.110 

- 

- 

Quartzite 

3.995 

3 

17 

Younger Alluvium 

1.850 

2 

8 

Quartzite 

1.295 

1 

10 

Younger Alluvium 

0.711 

1 

6 

Quartzite 

0.070 

- 

- 

Younger Alluvium 

3.447 

2 

14 

Quartzite 

5.287 

5 

52 

Quartzite 

6.711 

12 

6 

Younger Alluvium 

1.781 

3 

1 

Quartzite 

0.600 

- 

- 

Younger Alluvium 

2.205 

- 

2 


120 

90,000 

70,000 

0.086 

120 

90,000 

70,000 

- 

120 

90,000 

70,000 

0.022 

120 

90,000 

70,000 

0.065 

120 

130,000 

120,000 

0.109 

120 

130,000 

120,000 

0.062 

120 

90,000 

70,000 

- 

120 

90,000 

70,000 

0.194 

120 

130,000 

120,000 

0.031 

120 

130,000 

120,000 

0.140 

120 

90,000 

70,000 

0.011 

120 

130,000 

120,000 

0.094 

120 

90,000 

70,000 

- 

120 

130,000 

120,000 

0.016 

120 

90,000 

70,000 

0.022 

120 

130,000 

120,000 

0.016 

120 

130,000 

120,000 

0.094 

120 

130,000 

120,000 

0.156 

120 

90,000 

70,000 

- 

120 

90,000 

70,000 

0.032 

120 

130,000 

120,000 

0.031 

120 

90,000 

70,000 

0.011 

120 

130,000 

120,000 

0.016 

120 

90,000 

70,000 

- 

120 

130,000 

120,000 

0.031 

120 

90,000 

70,000 

0.054 

120 

90,000 

70,000 

0.130 

120 

130,000 

120,000 

0.047 

120 

90,000 

70,000 

- 

120 

130,000 

120,000 

- 


0.059 

0.145 

0.008 

0.008 

0.025 

0.047 

0.025 

0.090 

0.101 

0.210 

0.403 

0.465 

0.008 

0.008 

0.034 

0.228 

0.158 

0.189 

0.446 

0.586 

0.017 

0.028 

0.403 

0.497 

- 

- 

0.115 

0.131 

0.118 

0.140 

0.101 

0.117 

0.115 

0.209 

0.158 

0.314 

- 

- 

0.143 

0.175 

0.115 

0.146 

0.084 

0.095 

0.086 

0.102 


0.202 

0.233 

0.437 

0.491 

0.050 

0.180 

0.014 

0.061 
























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Papurana 

0805000400733800 

18.057 

Fresh 

Rampura 

0805000400733400 

0.880 

Fresh 

Sihor 

0805000400732600 

5.380 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


01001002 


Thathwari 

0805000400731400 

2.923 

Fresh 

Tiba 

0805000400732100 

1.106 

Fresh 

Tihara 

0805000400729900 

2.341 

Fresh 

Tyonda 

0805000400733500 

12.188 

Fresh 

Ajeetpura 

0805000400734100 

2.307 

Fresh 

Babai 

0805000400736200 

7.534 

Fresh 

Badalwas 

0805000400732700 

6.222 

Fresh 

Bagrawa 

0813000601746900 

4.737 

Fresh 

Ballabh Das Pura 

0813000601749000 

4.487 

Fresh 

Bandha Ki Dhani 

0805000400733700 

2.015 

Fresh 

Bihar 

0813000601746800 

4.608 

Fresh 

Bihari Pur 

0813000601746200 

16.408 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Charanwas @Puranabas 

0813000601743900 

2.890 

Fresh 

Chundara 

0805000400735900 

7.018 

Fresh 

Dabla 

0813000601746300 

6.725 

Fresh 


Non-command 


Non-command 


Non-command 


Dayal Ki Nangal 

0813000601746000 

5.355 

Fresh 

Dhani Chala 

0813000601748200 

4.452 

Fresh 

Dokan 

0813000601747900 

42.356 

Fresh 

Doonga Ki Nangal 

0813000601747400 

4.849 

Fresh 

Gadrata 

0805000400734200 

7.365 

Fresh 

Gaonli 

0813000601746100 

1.379 

Fresh 

Godawas 

0813000601748300 

7.700 

Fresh 

Imloha 

0813000601747000 

8.786 

Fresh 

Jat Ki Nangal 

0813000601747500 

1.402 

Fresh 

Jatala 

0813000601745300 

4.837 

Fresh 

Jeelo 

0813000601745900 

20.809 

Fresh 

Jhalra 

0813000601745600 

7.961 

Fresh 

Kala Kota 

0813000601745800 

2.240 

Fresh 

Kanwar Ki Nagal 

0813000601746400 

9.490 

Fresh 

Karjo 

0813000601752300 

5.116 

Fresh 

Khadra 

0813000601748500 

11.433 

Fresh 

Khori 

0813000601747600 

1.048 

Fresh 

Kishor Pura 

0813000601747700 

9.444 

Fresh 

Kunwara @ Ramnagar 

0813000601745700 

10.259 

Fresh 

Lakhaki Nangal 

0813000601745500 

4.411 

Fresh 

Mahawa 

0813000601748100 

7.818 

Fresh 

Makri 

0813000601744700 

6.295 

Fresh 

Mandana 

0805000400736100 

3.249 

Fresh 

Mandoli 

0813000601744400 

9.575 

Fresh 

Mawanda Kalan 

0813000601748000 

14.596 

Fresh 

Mawanda Khurd 

0813000601745000 

13.252 

Fresh 

Meena Ki Nangal 

0813000601752500 

6.873 

Fresh 

Morki 

0805000400734300 

6.445 

Fresh 

Napawali 

0813000601744900 

3.288 

Fresh 

Natha Ki Nangal 

0813000601745400 

5.544 

Fresh 

Nawanda Railway Station 

0813000601745100 

4.674 

Fresh 

Naya Nagar 

0805000400732500 

2.890 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Quartzite 

3.324 

Non-command 

Quartzite 

0.880 

Non-command 

Quartzite 

0.004 

Non-command 

Younger Alluvium 

0.129 

Non-command 

Younger Alluvium 

2.923 

Non-command 

Younger Alluvium 

1.106 

Non-command 

Quartzite 

1.230 

Non-command 

Quartzite 

11.669 

Non-command 

Quartzite 

2.307 

Non-command 

Quartzite 

6.814 

Non-command 

Quartzite 

2.801 

Non-command 

Quartzite 

3.785 

Non-command 

Quartzite 

0.489 

Non-command 

Quartzite 

1.228 

Non-command 

Quartzite 

4.606 

Non-command 

Quartzite 

15.846 

Non-command 

Younger Alluvium 

0.000 

Non-command 

Quartzite 

0.985 

Non-command 

Quartzite 

5.451 

Non-command 

Quartzite 

6.536 

Non-command 

Younger Alluvium 

0.000 

Non-command 

Quartzite 

5.355 

Non-command 

Quartzite 

4.452 

Non-command 

Quartzite 

4.937 

Non-command 

Quartzite 

4.712 

Non-command 

Quartzite 

7.226 

Non-command 

Quartzite 

1.379 

Non-command 

Quartzite 

5.330 

Non-command 

Quartzite 

4.392 

Non-command 

Quartzite 

1.292 

Non-command 

Quartzite 

4.837 

Non-command 

Quartzite 

18.902 

Non-command 

Quartzite 

7.961 

Non-command 

Quartzite 

0.816 

Non-command 

Quartzite 

8.804 

Non-command 

Quartzite 

0.033 

Non-command 

Quartzite 

1.287 

Non-command 

Quartzite 

1.005 

Non-command 

Quartzite 

5.263 

Non-command 

Quartzite 

10.115 

Non-command 

Quartzite 

4.411 

Non-command 

Quartzite 

5.095 

Non-command 

Quartzite 

4.301 

Non-command 

Quartzite 

0.586 

Non-command 

Quartzite 

6.283 

Non-command 

Quartzite 

12.160 

Non-command 

Quartzite 

10.083 

Non-command 

Quartzite 

1.482 

Non-command 

Quartzite 

0.206 

Non-command 

Quartzite 

2.855 

Non-command 

Quartzite 

5.544 

Non-command 

Quartzite 

4.674 

Non-command 

Younger Alluvium 

0.085 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

130,000 

100,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

130,000 

100,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

130,000 

120,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.126 


0.008 




0.022 

0.022 

0.025 

0.047 

0.662 

0.854 


0.263 

0.317 

0.353 

0.581 

0.032 

0.032 

0.090 

0.120 

0.059 

0.124 

0.151 

0.187 

0.292 

0.292 

0.029 

0.041 

0.011 

0.011 

0.187 

0.271 

0.205 

0.307 

0.274 

0.514 

0.022 

0.040 

0.166 

0.178 

- 

- 

0.014 

0.014 

0.022 

0.022 

0.079 

0.103 

0.036 

0.090 

0.094 

0.214 

0.191 

0.191 

0.090 

0.090 

0.025 

0.025 

0.043 

0.043 

0.234 

0.312 

0.191 

0.275 

0.022 

0.028 

- 

0.011 

0.068 

0.068 

0.367 

0.613 

0.090 

0.156 

















































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 



Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 

sq.km 


(2) 

(3) 

(4) 

(5) 

Neem-Ka-Thana (M) 

0813000641309000 

15.492 

Fresh 

Neemod 

0813000601748600 

8.081 

Fresh 

Panchoo Kharkhara 

0813000601752400 

6.959 

Fresh 

Papurana 

0805000400733800 

18.057 

Fresh 

Patan 

0813000601747800 

22.270 

Fresh 

Pratappura 

0805000400736400 

12.376 

Fresh 

Ram Kunwarpura 

0805000400733900 

9.380 

Fresh 

Ramsing Ki Dhani 

0813000601747300 

3.897 

Fresh 

Ratan Nagar 

0813000601746700 

1.624 

Fresh 

Roopawas 

0813000601745200 

3.959 

Fresh 

Rupa Ka Bas 

0805000400735800 

2.610 

Fresh 

Salodara 

0813000601746500 

8.003 

Fresh 

Sanjay Nagar 

0805000400734000 

11.619 

Fresh 

Sardarpura 

0805000400736300 

7.764 

Fresh 

Shimli 

0813000601746600 

4.320 

Fresh 

Shyam Pura 

0813000601747200 

2.465 

Fresh 

Shyama Wali 

0813000601744800 

3.888 

Fresh 

Sihor 

0805000400732600 

5.380 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


01001003 


Tigri 

0813000601747100 

0.969 

Fresh 

Adeend 

0806000100754700 

2.793 

Fresh 

Anandpur 

0806000100755900 

4.834 

Fresh 


Non-command 


Non-command 


Non-command 


Bani Jonaycha 

0806000100757800 

1.795 

Fresh 

Basai Bhopalsingh 

0806000100756500 

4.947 

Fresh 

Batana 

0806000100757000 

2.144 

Fresh 


Non-command 


Non-command 


Non-command 


Bawad 

0806000200771300 

3.683 

Fresh 

Beeghana Jat 

0806000100755200 

4.782 

Fresh 

Beejwad Chauhan 

0806000200772300 

9.765 

Fresh 

Beenjhpur 

0806000100753800 

3.007 

Fresh 

Beeranwas 

0806000100755800 

4.121 

Fresh 

Beerod 

0806000200771800 

3.047 

Fresh 

Chak Ramdas 

0806000100754200 

0.602 

Fresh 

Chaubara 

0806000100757900 

7.739 

Fresh 

Chawadi 

0806000100755600 

6.038 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Dadhiya 

0806000200772100 

2.777 

Fresh 

Dheekwar 

0806000100756200 

4.157 

Fresh 


Non-command 


Non-command 



Gadli 

0806000200772000 

1.691 

Fresh 

Gadoowas 

0806000200772200 

7.308 

Fresh 

Gheelot 

0806000100756800 

16.237 

Fresh 


Non-command 


Non-command 


Non-command 



Googal Kota 

0806000100757300 

11.068 

Fresh 

Hudiya Kalan 

0806000100754100 

3.815 

Fresh 

Hudiya Khurd 

0806000100754300 

3.583 

Fresh 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Quartzite 

1.891 

Non-command 

Quartzite 

0.302 

Non-command 

Quartzite 

6.502 

Non-command 

Quartzite 

14.036 

Non-command 

Quartzite 

1.034 

Non-command 

Quartzite 

12.319 

Non-command 

Quartzite 

9.380 

Non-command 

Quartzite 

3.184 

Non-command 

Quartzite 

1.582 

Non-command 

Quartzite 

3.959 

Non-command 

Quartzite 

0.063 

Non-command 

Quartzite 

5.487 

Non-command 

Quartzite 

11.616 

Non-command 

Quartzite 

6.522 

Non-command 

Quartzite 

4.318 

Non-command 

Quartzite 

2.451 

Non-command 

Quartzite 

3.888 

Non-command 

Quartzite 

2.865 

Non-command 

Younger Alluvium 

2.382 

Non-command 

Quartzite 

0.852 

Non-command 

Older Alluvium 

2.793 

Non-command 

Older Alluvium 

0.735 

Non-command 

Slate 

4.099 

Non-command 

Older Alluvium 

1.700 

Non-command 

Older Alluvium 

2.534 

Non-command 

Older Alluvium 

1.041 

Non-command 

Slate 

1.102 

Non-command 

Older Alluvium 

3.683 

Non-command 

Older Alluvium 

4.781 

Non-command 

Older Alluvium 

0.016 

Non-command 

Older Alluvium 

3.007 

Non-command 

Older Alluvium 

4.121 

Non-command 

Older Alluvium 

0.629 

Non-command 

Older Alluvium 

0.602 

Non-command 

Older Alluvium 

2.190 

Non-command 

Older Alluvium 

5.165 

Non-command 

Slate 

0.779 

Non-command 

Older Alluvium 

6.499 

Non-command 

Slate 

0.030 

Non-command 

Older Alluvium 

2.777 

Non-command 

Older Alluvium 

3.362 

Non-command 

Slate 

0.795 

Non-command 

Older Alluvium 

0.026 

Non-command 

Slate 

0.927 

Non-command 

Older Alluvium 

1.609 

Non-command 

Older Alluvium 

0.872 

Non-command 

Older Alluvium 

5.717 

Non-command 

Slate 

4.861 

Non-command 

Older Alluvium 

8.332 

Non-command 

Slate 

1.962 

Non-command 

Older Alluvium 

11.068 

Non-command 

Older Alluvium 

3.815 

Non-command 

Older Alluvium 

3.583 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

130,000 

120,000 

120 

50,000 

30,000 

120 

150,000 

100,000 

120 

150,000 

100,000 

120 

70,000 

50,000 

120 

150,000 

100,000 

120 

150,000 

100,000 

120 

150,000 

100,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

150,000 

100,000 

120 

110,000 

80,000 

120 

150,000 

100,000 

120 

150,000 

100,000 

120 

110,000 

80,000 

120 

150,000 

100,000 

120 

150,000 

100,000 

120 

150,000 

100,000 

120 

70,000 

50,000 

120 

150,000 

100,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

150,000 

100,000 

120 

70,000 

50,000 

120 

150,000 

100,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

150,000 

100,000 

120 

70,000 

50,000 

120 

150,000 

100,000 

120 

70,000 

50,000 

120 

150,000 

100,000 

120 

150,000 

100,000 

120 

150,000 

100,000 


Wells with 


MCM 

MCM 

(15) 

(16) 

0.018 

0.018 

0.007 

0.007 

0.108 

0.108 

0.538 

0.830 

0.007 

0.013 

0.025 

0.090 

0.143 

0.305 

0.097 

0.121 

0.040 

0.040 

0.104 

0.152 

- 

- 

0.166 

0.190 

0.370 

0.802 

0.008 

0.040 

0.076 

0.088 

0.025 

0.037 

0.072 

0.072 

0.176 

0.273 

0.259 

0.368 

0.014 

0.014 

0.660 

0.984 

0.120 

0.192 

0.324 

0.492 

0.108 

0.162 

0.372 

0.534 

0.084 

0.120 

0.048 

0.073 

0.557 

0.927 

0.648 

0.990 














































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Jaitpur 

0806000100754000 

2.334 

Fresh 

Jonaycha Kalan 

0806000100757500 

5.538 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Jonaycha Khurd 

0806000100757700 

4.889 

Fresh 

Kanhawas 

0806000100756300 

4.974 

Fresh 

Kankar 

0806000100757200 

8.358 

Fresh 

Kathoowas 

0806000100754400 

3.223 

Fresh 

Khoondrot 

0806000100756100 

5.760 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Lamachpur 

0806000200771600 

3.094 

Fresh 

Mahtawas 

0806000100754800 

6.124 

Fresh 

Mandhan 

0806000100754600 

9.209 

Fresh 


Non-command 


Non-command 


Non-command 



Manka 

0806000200771500 

9.611 

Fresh 

Mirzapur 

0806000200771700 

3.900 

Fresh 

Nagli Balai 

0806000100755000 

8.993 

Fresh 

Nanagwas 

0806000100755500 

2.563 

Fresh 

Palawa 

0806000200771900 

5.740 

Fresh 

Partapur 

0806000100753900 

2.166 

Fresh 

Porula 

0806000100754900 

5.181 

Fresh 

Pratappur Chak No. 1 

0806000100756700 

1.745 

Fresh 

Pratappur Chak No. 2 

0806000100756600 

1.143 

Fresh 

Pratappur Chak No. 3 

0806000100756900 

0.983 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Raghunathpura 

0806000100753700 

2.134 

Fresh 

Raisarana 

0806000100755300 

6.253 

Fresh 

Ramchandrapura 

0806000100753600 

2.056 

Fresh 

Ramsinghpura 

0806000200771400 

1.738 

Fresh 

Sansedi 

0806000100757600 

2.336 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


01001004 


Santo 

0806000100755100 

4.372 

Fresh 

Shahjahanpur 

0806000100758000 

6.785 

Fresh 

Shriyani 

0806000100757400 

5.150 

Fresh 


Vijaynagar 

0806000100756000 

4.840 

Fresh 

Akleempura 

0806000100759800 

2.071 

Fresh 

Antpura 

0806000100766100 

1.958 

Fresh 


Balpura 

0806000100763400 

1.363 

Fresh 

Banesinghpura 

0806000100762800 

2.137 

Fresh 


2.936 Fresh Non-command 


1.628 Fresh Non-command 




9.528 Fresh Non-command 


4.947 Fresh Non-command 


Saline Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

2.334 

Non-command 

Older Alluvium 

0.261 

Non-command 

Slate 

4.432 

Non-command 

Older Alluvium 

4.889 

Non-command 

Older Alluvium 

1.896 

Non-command 

Older Alluvium 

8.158 

Non-command 

Older Alluvium 

3.223 

Non-command 

Older Alluvium 

1.493 

Non-command 

Slate 

4.196 

Non-command 

Older Alluvium 

4.803 

Non-command 

Slate 

5.502 

Non-command 

Older Alluvium 

3.094 

Non-command 

Older Alluvium 

6.124 

Non-command 

Older Alluvium 

5.208 

Non-command 

Slate 

4.002 

Non-command 

Older Alluvium 

2.851 

Non-command 

Slate 

0.373 

Non-command 

Older Alluvium 

9.611 

Non-command 

Older Alluvium 

0.779 

Non-command 

Older Alluvium 

8.897 

Non-command 

Older Alluvium 

2.563 

Non-command 

Older Alluvium 

3.147 

Non-command 

Older Alluvium 

2.166 

Non-command 

Older Alluvium 

5.181 

Non-command 

Older Alluvium 

0.022 

Non-command 

Older Alluvium 

0.174 

Non-command 

Older Alluvium 

0.594 

Non-command 

Slate 

0.360 

Non-command 

Older Alluvium 

2.134 

Non-command 

Older Alluvium 

6.253 

Non-command 

Older Alluvium 

2.056 

Non-command 

Older Alluvium 

1.738 

Non-command 

Older Alluvium 

1.941 

Non-command 

Slate 

0.296 

Non-command 

Older Alluvium 

4.372 

Non-command 

Older Alluvium 

0.668 

Non-command 

Older Alluvium 

2.207 

Non-command 

Slate 

2.928 

Non-command 

Slate 

4.661 

Non-command 

Older Alluvium 

2.071 

Non-command 

Older Alluvium 

0.867 

Non-command 

Slate 

1.052 

Non-command 

Older Alluvium 

1.363 

Non-command 

Older Alluvium 

0.028 

Non-command 

Slate 

1.566 

Non-command 

Older Alluvium 

1.926 

Non-command 

Quartzite 

0.685 

Non-command 

Older Alluvium 

0.945 

Non-command 

Slate 

0.577 

Non-command 

Older Alluvium 

5.025 

Non-command 

Slate 

3.787 

Non-command 

Older Alluvium 

2.395 

Non-command 

Older Alluvium 

0.018 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

150,000 

100,000 

120 

150,000 

100,000 

120 

70,000 

50,000 

120 

150,000 

100,000 

120 

150,000 

100,000 

120 

150,000 

100,000 

120 

150,000 

100,000 

120 

150,000 

100,000 

120 

70,000 

50,000 

120 

150,000 

100,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

150,000 

100,000 

120 

150,000 

100,000 

120 

70,000 

50,000 

120 

150,000 

100,000 

120 

70,000 

50,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

150,000 

100,000 

120 

150,000 

100,000 

120 

110,000 

80,000 

120 

150,000 

100,000 

120 

150,000 

100,000 

120 

150,000 

100,000 

120 

150,000 

100,000 

120 

150,000 

100,000 

120 

70,000 

50,000 

120 

150,000 

100,000 

120 

150,000 

100,000 

120 

150,000 

100,000 

120 

110,000 

80,000 

120 

150,000 

100,000 

120 

70,000 

50,000 

120 

150,000 

100,000 

120 

150,000 

100,000 

120 

150,000 

100,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

150,000 

100,000 

120 

150,000 

120,000 

120 

80,000 

50,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

80,000 

50,000 

120 

150,000 

120,000 

120 

70,000 

50,000 

120 

150,000 

100,000 

120 

70,000 

50,000 

120 

150,000 

120,000 

120 

80,000 

50,000 

120 

150,000 

100,000 

120 

90,000 

70,000 



MCM 

MCM 

(15) 

(16) 

0.540 

0.846 

0.024 

0.042 

0.198 

0.274 

1.068 

1.410 

0.408 

0.552 

0.936 

1.224 

0.588 

0.948 

0.144 

0.288 

0.210 

0.412 

0.408 

0.552 

0.228 

0.304 

0.355 

0.659 

1.320 

2.040 

0.864 

1.242 

0.330 

0.473 

0.348 

0.492 

0.024 

0.032 

0.835 

1.521 

0.077 

0.143 

1.452 

2.352 

0.720 

1.080 

0.586 

1.140 

0.516 

0.858 

0.252 

0.414 

- 

- 

0.024 

0.042 

0.084 

0.102 

0.024 

0.032 

0.192 

0.408 

0.840 

1.290 

0.396 

0.594 

0.221 

0.419 

0.348 

0.546 

0.024 

0.041 

0.684 

1.062 

0.192 

0.246 

0.324 

0.432 

0.210 

0.277 

0.120 

0.254 

0.348 

0.456 

0.072 

0.126 

0.030 

0.068 

0.432 

0.648 

- 

- 

0.060 

0.098 

0.418 

0.454 

0.066 

0.074 

0.144 

0.162 

0.048 

0.048 

0.994 

1.102 

0.312 

0.350 

0.360 

0.522 







































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Beeghana 


Behror (M) 


Belni 


Bhagwari Kalan 


Bhagwari Khurd 


Bheemsinghpura 


Bheeteda 


Bhoopseda 


Bijaisinghpura 


Bijorwas 


Boorhwal 


Chak Muradpur 


Chandi Chana 


Dahmi 


Daulatsinghpura 


Dhoondhariya 


Dooghera 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Census Code 

Area 



sq.km 


(3) 

(4) 

(5) 

0806000100761800 

2.551 

Fresh 



Saline 

0806000100762100 

1.810 

Fresh 

0806000140601000 

13.532 

Fresh 

0806000100758200 

3.676 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0806000100763300 

4.640 

0806000100763200 

3.708 

0806000100758700 

2.927 

0806000100763900 

1.255 

0806000100762600 

1.729 


0806000100760600 

1.578 

0806000100765800 

2.654 

0806000100763800 

2.491 

0806000100762200 

2.583 

0806000100764000 

1.673 

0806000100766800 

3.795 

0806000100760800 

3.406 



0806000100764100 

4.184 

0806000100764800 

4.198 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Doomroli 


Fatehpura 


Gandala 


0806000100759700 

10.531 

0806000100764200 

1.681 

0806000100762300 

9.406 



Saline 


16.237 Fresh 


Golawas 

0806000100765700 

0.927 

Fresh 

Googariya 

0806000100763700 

4.452 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Guwana 

0806000100763100 

5.542 

Fresh 

Hameedpur 

0806000100768500 

5.244 

Fresh 

Hamjapur 

0806000100764900 

6.472 

Fresh 

Heeragarh 

0806000100758900 

0.855 

Saline 

Jaisinghpura 

0806000100768300 

1.659 

Fresh 

Jakhrana Kalan 

0806000100762900 

6.778 

Fresh 


Jamalpur 


Jat Gaonra 


Jharoda 


Kaliya Hoda 


Kanhawas 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0806000100762400 


1.408 Fresh 


Saline 


0806000100763000 

4.407 

0806000100768400 

1.108 

0806000100762000 

1.521 

0806000100756300 

4.974 




0806000100759600 


Saline 


14.336 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

2.408 

Non-command 

Older Alluvium 

0.144 

Non-command 

Older Alluvium 

1.810 

Non-command 

Older Alluvium 

5.525 

Non-command 

Older Alluvium 

0.012 

Non-command 

Slate 

0.133 

Non-command 

Older Alluvium 

4.640 

Non-command 

Older Alluvium 

3.708 

Non-command 

Older Alluvium 

2.927 

Non-command 

Older Alluvium 

1.255 

Non-command 

Older Alluvium 

1.517 

Non-command 

Older Alluvium 

0.213 

Non-command 

Older Alluvium 

1.578 

Non-command 

Older Alluvium 

2.654 

Non-command 

Older Alluvium 

2.491 

Non-command 

Older Alluvium 

2.583 

Non-command 

Older Alluvium 

1.673 

Non-command 

Older Alluvium 

0.404 

Non-command 

Older Alluvium 

2.430 

Non-command 

Older Alluvium 

0.975 

Non-command 

Older Alluvium 

3.698 

Non-command 

Older Alluvium 

5.376 

Non-command 

Older Alluvium 

0.841 

Non-command 

Older Alluvium 

1.006 

Non-command 

Older Alluvium 

4.116 

Non-command 

Older Alluvium 

1.694 

Non-command 

Slate 

0.002 

Non-command 

Older Alluvium 

10.531 

Non-command 

Older Alluvium 

1.681 

Non-command 

Older Alluvium 

1.570 

Non-command 

Older Alluvium 

7.836 

Non-command 

Older Alluvium 

3.785 

Non-command 

Slate 

0.030 

Non-command 

Older Alluvium 

0.927 

Non-command 

Older Alluvium 

2.610 

Non-command 

Slate 

1.521 

Non-command 

Older Alluvium 

5.542 

Non-command 

Older Alluvium 

4.745 

Non-command 

Older Alluvium 

2.232 

Non-command 

Older Alluvium 

0.855 

Non-command 

Older Alluvium 

1.659 

Non-command 

Older Alluvium 

5.200 

Non-command 

Slate 

0.342 

Non-command 

Older Alluvium 

4.271 

Non-command 

Slate 

1.188 

Non-command 

Older Alluvium 

0.114 

Non-command 

Older Alluvium 

1.294 

Non-command 

Older Alluvium 

4.407 

Non-command 

Older Alluvium 

1.108 

Non-command 

Older Alluvium 

1.521 

Non-command 

Older Alluvium 

2.679 

Non-command 

Older Alluvium 

0.398 

Non-command 

Older Alluvium 

12.381 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

150,000 

100,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

100,000 

120 

70,000 

50,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

100,000 

120 

90,000 

70,000 

120 

150,000 

100,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

80,000 

50,000 

120 

150,000 

100,000 

120 

150,000 

100,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

150,000 

100,000 

120 

70,000 

50,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

80,000 

50,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

80,000 

50,000 

120 

150,000 

120,000 

120 

80,000 

50,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

100,000 

120 

90,000 

70,000 

120 

150,000 

100,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.900 


0.034 


0.619 


2.117 



0.006 

0.006 

0.547 

0.601 

0.648 

0.684 

0.050 

0.050 

0.518 

0.698 

0.518 

0.572 

0.048 

0.048 

0.059 

0.059 

0.720 

0.936 

1.080 

1.134 

0.950 

1.004 

0.648 

0.810 

0.115 

0.169 

0.396 

0.594 

0.109 

0.152 

0.612 

0.630 

0.613 

0.635 

0.173 

0.191 

0.134 

0.158 

1.080 

1.260 

0.432 

0.504 

- 

- 

1.008 

1.404 

0.180 

0.252 

0.158 

0.176 

0.509 

0.533 

0.228 

0.282 

- 

- | 

0.346 

0.454 

0.605 

0.659 

0.144 

0.163 

0.590 

0.644 

1.310 

1.382 

0.259 

0.457 

0.034 

0.045 

0.418 

0.490 

0.187 

0.313 

0.006 

0.006 

0.216 

0.432 

0.024 

0.053 

0.043 

0.043 

0.278 

0.314 

0.418 

0.616 

0.202 

0.274 

0.043 

0.097 

0.576 

0.792 

0.059 

0.081 

1.104 

1.158 







































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Krishan Nagar 


Kundansinghpura 


Kureli 


Laksiwas 


Mahmoodpur Nagaliya 


Majari Khurd 


Majra 


Majrakath 


Majri Kalan 


Mawri 


Milakpur 


Mohalariyan 


Moondiya Khera 


Mukandsinghpura 


Nagal Khodiya 


Naghori 


Type of Area (Command / N< 
command) 



0806000100765100 

1.476 

0806000100760400 

1.831 


Non-command 


Fresh Non-command 


Saline Non-command 


8.014 Fresh Non-command 


Saline Non-command 


Fresh Non-command 


Kohrana 

0806000100766200 

10.336 

Fresh 

Kolila Joga 

0806000100764400 

4.955 

Fresh 

Kolila Sanga 

0806000100764300 

3.416 

Fresh 


Non-command 


Non-command 


Non-command 



0806000100769400 

4.113 

0806000100760700 

3.133 


0806000100763500 

0.990 

0806000100765900 

2.527 



Machal 

0806000100766700 

2.405 

Fresh 

Madhosinghpura 

0806000100760900 

3.313 

Fresh 

Maharajwas 

0806000100766300 

3.863 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0806000100759100 



0806000100761500 

6.790 

0806000100760500 

4.969 

0806000100766500 

2.149 

0806000100765200 

3.148 

0806000100761600 

3.522 

0806000100769500 

2.480 

0806000100758800 

1.936 


0806000100765600 

1.628 

0806000100758600 

3.719 



Naglisadh 

0806000100765400 

0.960 

Fresh 

Naisarana 

0806000100760100 

8.282 

Fresh 

Nareda Kalan 

0806000100768600 

2.820 

Fresh 

Nareda Khurd 

0806000100760000 

2.270 

Fresh 

Nasarpur 

0806000100768700 

1.800 

Fresh 

Neemrana 

0806000100758300 

7.809 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Nihalpura 

0806000100759900 

2.470 

Fresh 

Peepli 

0806000100761900 

4.292 

Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Slate 

0.382 

Non-command 

Older Alluvium 

1.476 

Non-command 

Older Alluvium 

0.095 

Non-command 

Older Alluvium 

1.735 

Non-command 

Older Alluvium 

5.493 

Non-command 

Slate 

2.116 

Non-command 

Older Alluvium 

0.009 

Non-command 

Older Alluvium 

2.907 

Non-command 

Quartzite 

1.479 

Non-command 

Older Alluvium 

10.336 

Non-command 

Older Alluvium 

0.004 

Non-command 

Older Alluvium 

0.979 

Non-command 

Slate 

0.015 

Non-command 

Older Alluvium 

0.004 

Non-command 

Older Alluvium 

1.909 

Non-command 

Older Alluvium 

1.224 

Non-command 

Older Alluvium 

0.990 

Non-command 

Older Alluvium 

2.463 

Non-command 

Slate 

0.063 

Non-command 

Older Alluvium 

2.405 

Non-command 

Older Alluvium 

3.056 

Non-command 

Older Alluvium 

3.585 

Non-command 

Quartzite 

0.279 

Non-command 

Older Alluvium 

0.176 

Non-command 

Quartzite 

0.111 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

2.910 

Non-command 

Older Alluvium 

0.335 

Non-command 

Older Alluvium 

2.478 

Non-command 

Older Alluvium 

2.368 

Non-command 

Older Alluvium 

4.969 

Non-command 

Older Alluvium 

2.149 

Non-command 

Older Alluvium 

3.148 

Non-command 

Older Alluvium 

3.522 

Non-command 

Older Alluvium 

0.771 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

1.936 

Non-command 

Older Alluvium 

1.628 

Non-command 

Older Alluvium 

2.678 

Non-command 

Older Alluvium 

0.665 

Non-command 

Older Alluvium 

1.553 

Non-command 

Slate 

0.108 

Non-command 

Older Alluvium 

0.960 

Non-command 

Older Alluvium 

7.390 

Non-command 

Older Alluvium 

2.820 

Non-command 

Older Alluvium 

2.270 

Non-command 

Older Alluvium 

1.800 

Non-command 

Older Alluvium 

4.310 

Non-command 

Slate 

0.180 

Non-command 

Older Alluvium 

0.982 

Non-command 

Slate 

2.132 

Non-command 

Older Alluvium 

2.470 

Non-command 

Older Alluvium 

1.793 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

70,000 

50,000 

120 

150,000 

120,000 

120 

150,000 

100,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

80,000 

50,000 

120 

100,000 

80,000 

120 

150,000 

120,000 

120 

70,000 

50,000 

120 

150,000 

120,000 

120 

150,000 

100,000 

120 

150,000 

100,000 

120 

70,000 

50,000 

120 

150,000 

120,000 

120 

150,000 

100,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

80,000 

50,000 

120 

150,000 

120,000 

120 

150,000 

100,000 

120 

150,000 

120,000 

120 

70,000 

50,000 

120 

150,000 

120,000 

120 

70,000 

50,000 

120 

150,000 

100,000 

120 

90,000 

70,000 

120 

150,000 

100,000 

120 

90,000 

70,000 

120 

150,000 

100,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

100,000 

120 

150,000 

120,000 

120 

150,000 

100,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

150,000 

100,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

80,000 

50,000 

120 

150,000 

120,000 

120 

150,000 

100,000 

120 

150,000 

120,000 

120 

150,000 

100,000 

120 

150,000 

120,000 

120 

150,000 

100,000 

120 

70,000 

50,000 

120 

150,000 

120,000 

120 

80,000 

50,000 

120 

150,000 

100,000 

120 

150,000 

100,000 



Tube Wells with 
Wells Pumpset 


MCM 


( 15 ) 


0.018 


0.504 


0.012 


0.185 


1.195 


0.192 



1.195 

1.501 

0.108 

0.216 

0.706 

0.976 

0.024 

0.032 

0.043 

0.043 

0.012 

0.012 


0.176 

0.219 

0.096 

0.132 

0.470 

0.600 

0.048 

0.102 

0.554 

0.619 

0.274 

0.346 

0.878 

0.986 

0.432 

0.612 

0.216 

0.252 


0.084 

0.084 

1.138 

1.390 

0.252 

0.342 

0.042 

0.053 

0.605 

0.821 

0.018 

0.028 

0.058 

0.076 

0.324 

0.558 

0.763 

0.907 

0.300 

0.444 

0.389 

0.461 

0.096 

0.114 

- 

- 

0.029 

0.083 

0.018 

0.076 

0.300 

0.408 

0.204 

0.276 































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 




Pratappur Chak No. 1 


Pratappur Chak No. 2 


Pratapsinghpura 


Raiwana 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Census Code 

Area 


sq.km 

(3) 

(4) 



0806000100756700 

1.745 

0806000100756600 

1.143 

0806000100761700 

3.656 

0806000100759400 

4.942 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Ramsinghpura 


Riwali 


Rodwal 


Sagli 


Salarpur 


0806000100766600 

1.767 

0806000100765000 

4.898 

0806000100759000 

2.642 

0806000100766400 

1.103 

0806000100758500 

2.786 



Sorwa 

0806000100765300 

1.062 

Fresh 

Talwana 

0806000100759500 

5.640 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


01001005 


Umraogarh 


Untoli 


0806000100758400 


2.144 Fresh Non-command 


Saline Non-command 



Bagor 

0805000400729500 

0.624 

Fresh 

Bamanwas 

0805000300724000 

2.183 

Fresh 

Banwas 

0805000300727200 

5.391 

Fresh 


Non-command 


Non-command 


Non-command 



Basri 

0805000300719100 

2.208 

Fresh 

Bhaloth 

0805000300724600 

13.440 

Fresh 

Bhirr 

0805000300723400 

7.877 

Fresh 

Bhodan 

0805000300726500 

4.151 

Fresh 

Bhopalpura 

0805000300723300 

2.726 

Fresh 

Brijpura 

0805000300724700 

1.711 

Fresh 

Buhana 

0805000300719500 

31.057 

Fresh 

Chirani 

0805000400730000 

4.064 

Fresh 

Churina 

0805000300725500 

6.363 

Fresh 

Deolawas 

0805000300723600 

3.638 

Fresh 

Dhaka Mandi 

0805000300719200 

3.985 

Fresh 

Dhana 

0805000300727400 

5.945 

Fresh 

Dhani Bhajnawali 

0805000400730200 

4.691 

Fresh 

Dhani Bhaloth 

0805000300725200 

7.504 

Fresh 

Dochana Ki Dhani 

0805000300727700 

5.811 

Fresh 

Doodhwa Nangliya 

0805000400731700 

11.100 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Doomoli Kalan 

0805000300727600 

2.903 

Fresh 

Doomoli Khurd 

0805000300726300 

8.308 

Fresh 

Ganeshpura 

0805000400730800 

2.421 

Fresh 


Non-command 


Non-command 


Non-command 


Ghasera 

0805000300723900 

5.513 

Fresh 

Gorir 

0805000400731800 

14.724 

Fresh 

Gothra (CT) 

0805000440509000 

4.320 

Fresh 


Non-command 


Non-command 


Non-command 


Gujarwas 


0805000300726800 


5.999 Fresh 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

2.499 

Non-command 

Older Alluvium 

1.722 

Non-command 

Older Alluvium 

0.970 

Non-command 

Older Alluvium 

3.656 

Non-command 

Older Alluvium 

3.434 

Non-command 

Slate 

1.206 

Non-command 

Older Alluvium 

1.767 

Non-command 

Older Alluvium 

4.817 

Non-command 

Older Alluvium 

2.642 

Non-command 

Older Alluvium 

1.103 

Non-command 

Older Alluvium 

0.723 

Non-command 

Older Alluvium 

2.063 

Non-command 

Older Alluvium 

1.291 

Non-command 

Slate 

1.030 

Non-command 

Older Alluvium 

1.062 

Non-command 

Older Alluvium 

5.628 

Non-command 

Slate 

0.012 

Non-command 

Older Alluvium 

1.983 

Non-command 

Older Alluvium 

0.128 

Non-command 

Older Alluvium 

8.746 

Non-command 

Quartzite 

0.009 

Non-command 

Quartzite 

0.206 

Non-command 

Older Alluvium 

2.183 

Non-command 

Older Alluvium 

2.824 

Non-command 

Quartzite 

0.002 

Non-command 

Older Alluvium 

2.130 

Non-command 

Quartzite 

3.035 

Non-command 

Older Alluvium 

2.064 

Non-command 

Older Alluvium 

13.440 

Non-command 

Older Alluvium 

7.877 

Non-command 

Older Alluvium 

3.568 

Non-command 

Older Alluvium 

2.726 

Non-command 

Older Alluvium 

1.711 

Non-command 

Older Alluvium 

6.307 

Non-command 

Quartzite 

3.968 

Non-command 

Older Alluvium 

6.363 

Non-command 

Older Alluvium 

3.638 

Non-command 

Older Alluvium 

3.082 

Non-command 

Older Alluvium 

5.945 

Non-command 

Quartzite 

4.691 

Non-command 

Older Alluvium 

7.504 

Non-command 

Older Alluvium 

5.811 

Non-command 

Quartzite 

9.246 

Non-command 

Younger Alluvium 

0.266 

Non-command 

Older Alluvium 

2.681 

Non-command 

Older Alluvium 

8.308 

Non-command 

Older Alluvium 

2.051 

Non-command 

Quartzite 

0.370 

Non-command 

Older Alluvium 

5.513 

Non-command 

Quartzite 

1.523 

Non-command 

Older Alluvium 

1.889 

Non-command 

Quartzite 

2.182 

Non-command 

Older Alluvium 

0.004 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

150,000 

100,000 

120 

150,000 

100,000 

120 

150,000 

100,000 

120 

150,000 

100,000 

120 

70,000 

50,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

150,000 

100,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

80,000 

50,000 

120 

150,000 

120,000 

120 

150,000 

100,000 

120 

70,000 

50,000 

120 

150,000 

100,000 

120 

90,000 

70,000 

120 

150,000 

120,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

130,000 

120,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

120,000 

100,000 



0.108 

0.144 

0.008 

0.008 

1.037 

1.217 

- 

- 

0.076 

0.076 

0.420 

0.420 

0.108 

0.108 

- 

- 

0.065 

0.329 

0.067 

0.369 

0.240 

0.240 

1.080 

1.195 

0.624 

0.624 

0.396 

0.454 

0.156 

0.156 

0.276 

0.276 

0.456 

0.456 

0.286 

0.567 

0.540 

0.540 

0.480 

0.480 

0.372 

0.372 

0.480 

0.494 

0.059 

0.275 

0.612 

0.612 

0.060 

0.060 

0.437 

0.513 

0.014 

0.014 

0.024 

0.024 

0.096 

0.096 

0.054 

0.054 

0.008 

0.008 

0.468 

0.482 

0.017 

0.017 

0.194 

0.273 

0.176 

0.252 







































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Gunti 

0805000300725800 

5.878 

Fresh 

Hasas 

0805000300719300 

1.891 

Fresh 

Indrasar 

0805000300723500 

5.019 

Fresh 

Ishakpura 

0805000300727500 

4.152 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Jaitpur 

0805000300718400 

11.643 

Fresh 

Jasrapur 

0805000400728500 

24.993 

Fresh 

Jhanjha 

0805000300719400 

4.385 

Fresh 

Jujharpur 

0805000400730500 

6.330 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Kakra 

0805000300725300 

4.858 

Fresh 

Kakrai 

0805000400731100 

2.808 

Fresh 


Non-command 


Non-command 


Kalothra 

0805000300724900 

3.215 

Fresh 

Kalwa 

0805000300717500 

2.263 

Fresh 

Khandwa 

0805000300723700 

6.617 

Fresh 

Kharkhara 

0805000400728300 

3.751 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Khetri (M) 

0805000440510000 

3.161 

Fresh 

Kuharwas 

0805000300718500 

14.635 

Fresh 

Kurand 

0805000400730100 

4.854 

Fresh 

Kushalpura 

0805000300725100 

2.152 

Fresh 

Lalamandi 

0805000300719000 

4.910 

Fresh 

Lambi Aheer 

0805000300723100 

2.944 

Fresh 

Mandri 

0805000400731000 

2.028 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Manjri 

0805000300726200 

3.767 

Fresh 

Mankdo 

0805000300727100 

6.579 

Fresh 

Manota Kalan 

0805000400730400 

5.195 

Fresh 

Manota Khurd 

0805000400730300 

4.128 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Meghpur 

0805000300724400 

2.584 

Fresh 

Muradpur 

0805000300726400 

4.842 

Fresh 

Nalpur 

0805000400733200 

9.092 

Fresh 

Nanoowali Baori 

0805000400729700 

0.623 

Fresh 

Nanwas 

0805000300718700 

8.388 

Fresh 

Nawta 

0805000300726000 

3.726 

Fresh 

Nihaloth 

0805000300725600 

4.186 

Fresh 

Nihalpura 

0805000300724800 

4.806 

Fresh 

Nimbas 

0805000300718800 

6.259 

Fresh 

Pacheri Kalan 

0805000300725900 

14.609 

Fresh 

Pacheri Khurd 

0805000300726100 

6.853 

Fresh 

Panthroli 

0805000300724500 

3.896 

Fresh 

Pathana 

0805000300725700 

3.779 

Fresh 

Raipur (Aheeran ) 

0805000300724300 

4.344 

Fresh 

Rajota 

0805000400729800 

2.402 

Fresh 

Rasoolpur (Aheera 

0805000300724200 

4.037 

Fresh 

Rawan 

0805000400730900 

4.607 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

5.878 

Non-command 

Older Alluvium 

1.437 

Non-command 

Older Alluvium 

5.019 

Non-command 

Older Alluvium 

2.664 

Non-command 

Quartzite 

0.912 

Non-command 

Older Alluvium 

0.086 

Non-command 

Quartzite 

1.332 

Non-command 

Older Alluvium 

4.385 

Non-command 

Older Alluvium 

1.428 

Non-command 

Quartzite 

4.601 

Non-command 

Older Alluvium 

4.858 

Non-command 

Older Alluvium 

0.579 

Non-command 

Quartzite 

2.229 

Non-command 

Older Alluvium 

3.215 

Non-command 

Older Alluvium 

0.268 

Non-command 

Older Alluvium 

6.617 

Non-command 

Older Alluvium 

0.088 

Non-command 

Quartzite 

2.667 

Non-command 

Older Alluvium 

2.197 

Non-command 

Quartzite 

0.592 

Non-command 

Quartzite 

2.576 

Non-command 

Older Alluvium 

2.283 

Non-command 

Quartzite 

4.515 

Non-command 

Older Alluvium 

2.152 

Non-command 

Older Alluvium 

4.545 

Non-command 

Older Alluvium 

2.414 

Non-command 

Older Alluvium 

0.419 

Non-command 

Quartzite 

1.608 

Non-command 

Older Alluvium 

3.767 

Non-command 

Quartzite 

0.001 

Non-command 

Quartzite 

5.180 

Non-command 

Older Alluvium 

0.753 

Non-command 

Quartzite 

3.351 

Non-command 

Older Alluvium 

2.584 

Non-command 

Older Alluvium 

4.715 

Non-command 

Quartzite 

3.618 

Non-command 

Quartzite 

0.623 

Non-command 

Older Alluvium 

1.804 

Non-command 

Older Alluvium 

3.726 

Non-command 

Older Alluvium 

4.186 

Non-command 

Older Alluvium 

4.750 

Non-command 

Older Alluvium 

5.695 

Non-command 

Older Alluvium 

14.609 

Non-command 

Older Alluvium 

6.853 

Non-command 

Older Alluvium 

3.896 

Non-command 

Older Alluvium 

3.779 

Non-command 

Older Alluvium 

4.344 

Non-command 

Quartzite 

2.300 

Non-command 

Older Alluvium 

4.037 

Non-command 

Older Alluvium 

3.325 

Non-command 

Quartzite 

1.281 

Non-command 

Older Alluvium 

0.525 

Non-command 

Quartzite 

3.331 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

90,000 

70,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.240 

0.240 

0.132 

0.132 

0.204 

0.204 

0.048 

0.048 

0.007 

0.007 

- 

- 

0.059 

0.070 

0.636 

0.636 

0.065 

0.157 

0.168 

0.416 

0.468 

0.468 



0.324 

0.367 

0.024 

0.024 

0.864 

0.864 

0.011 

0.011 

0.260 

0.487 

0.065 

0.065 

0.017 

0.017 

0.630 

0.630 

0.132 

0.175 

0.076 

0.195 

0.216 

0.216 

0.600 

0.600 

0.252 

0.252 

0.011 

0.011 

0.034 

0.034 

0.168 

0.168 

- 

- 

0.286 

0.502 

0.043 

0.083 

0.160 

0.290 

0.348 

0.348 

0.084 

0.084 

0.294 

0.326 

1.016 

1.016 

0.108 

0.137 

0.012 

0.026 

0.756 

0.756 

0.132 

0.190 

0.228 

0.228 

1.248 

1.248 

0.036 

0.050 

0.384 

0.384 

0.216 

0.216 

0.660 

0.660 

0.076 

0.152 

0.396 

0.396 

0.281 

0.281 

0.084 

0.084 

0.076 

0.076 

0.361 

0.361 
























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Sagwa 


Sahar 


Santor 


Shimla 


Shyopura 


Sihodiyan Ki Dhani 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


0805000300723800 


0805000300723200 


0805000300724100 


0805000400731200 


0805000300725400 


0805000300727800 


sq.km 


(4) (5) 


3.582 Fresh 


5.768 Fresh 


6.810 Fresh 


7.588 Fresh 


2.202 Fresh 


3.392 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Sohli 

0805000300725000 

7.003 

Fresh 

Tateeja 

0805000400728200 

8.265 

Fresh 

Teekoopura 

0805000300726600 

2.265 

Fresh 

Teelawali 

0805000400729300 

3.930 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


01001006 


Thali 

0805000300723000 

3.711 

Fresh 

Tihara 

0805000400729900 

2.341 

Fresh 

Udamandi 

0805000300718900 

4.529 

Fresh 

Bakshipura 

0813000601754400 

4.950 

Fresh 

Balloopura 

0813000601753300 

3.729 

Fresh 



Baneti 

0812000101446000 

12.973 

Fresh 

Bega Ki Nangal 

0813000601753000 

2.536 

Fresh 


Bhandala 

0813000601754900 

1.607 

Fresh 

Bopiya 

0813000601753900 

5.112 

Fresh 

Chak Faganwas 

0813000601755100 

0.848 

Fresh 

Chak Karjo 

0813000601753100 

0.531 

Fresh 


Chak Ramsinghpura 

0813000601754000 

0.798 

Fresh 

Chakkola Ki Nangal 

0813000601754600 

1.350 

Fresh 

Chhaja Ki Nangal 

0813000601754100 

1.635 

Fresh 


Churi 

0812000101449300 

3.123 

Fresh 

Dalpat Pura 

0813000601752600 

6.896 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Raipur Patan 


Non-command 


Non-command 


Non-command 


Raipur Patan 


Non-command 


Non-command 


Non-command 


Non-command 


Raipur Patan 


Non-command 


Non-command 


Non-command 


Raipur Patan 


Non-command 


Non-command 



Deota 

0812000101445400 

3.684 

Fresh 

Dhadha 

0812000101450500 

7.065 

Fresh 

DHANDHELA 

0813000601752000 

4.382 

Fresh 


Dhani Aheeran 

0813000601753700 

2.105 

Fresh 

Dokan 

0813000601747900 

42.356 

Fresh 

Fagan Was Doongar 

0813000601755500 

0.615 

Fresh 

Faganwas 

0813000601755200 

2.585 

Fresh 

Fatehpura 

0813000601753600 

2.854 

Fresh 

Gadrata 

0813000601755700 

6.743 

Fresh 

Ghasi Pura 

0813000601755300 

0.829 

Fresh 

Haripura 

0813000601753800 

1.936 

Fresh 

Hasampur 

0813000601754200 

3.162 

Fresh 


Jaitpura 


0813000601756000 


9.911 Fresh 


Raipur Patan 


Non-command 


Non-command 


Non-command 


Raipur Patan 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Raipur Patan 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

3.582 

Non-command 

Older Alluvium 

5.768 

Non-command 

Older Alluvium 

6.810 

Non-command 

Quartzite 

7.588 

Non-command 

Older Alluvium 

2.202 

Non-command 

Older Alluvium 

3.261 

Non-command 

Quartzite 

0.132 

Non-command 

Older Alluvium 

4.189 

Non-command 

Quartzite 

0.052 

Non-command 

Older Alluvium 

6.954 

Non-command 

Quartzite 

0.013 

Non-command 

Older Alluvium 

0.687 

Non-command 

Older Alluvium 

1.514 

Non-command 

Quartzite 

0.696 

Non-command 

Older Alluvium 

1.853 

Non-command 

Quartzite 

0.892 

Non-command 

Older Alluvium 

4.437 

Non-command 

Quartzite 

3.248 

Non-command 

Quartzite 

1.112 

Command 

Quartzite 

2.617 

Non-command 

Quartzite 

0.000 

Non-command 

Younger Alluvium 

2.294 

Non-command 

Quartzite 

3.537 

Non-command 

Quartzite 

1.308 

Command 

Quartzite 

0.780 

Non-command 

Quartzite 

1.605 

Non-command 

Quartzite 

4.994 

Non-command 

Quartzite 

0.447 

Non-command 

Quartzite 

0.096 

Command 

Quartzite 

0.435 

Non-command 

Quartzite 

0.798 

Non-command 

Quartzite 

1.350 

Non-command 

Quartzite 

1.471 

Command 

Quartzite 

0.164 

Non-command 

Quartzite 

1.038 

Non-command 

Quartzite 

3.401 

Non-command 

Younger Alluvium 

0.000 

Command 

Quartzite 

2.504 

Non-command 

Younger Alluvium 

2.300 

Non-command 

Quartzite 

0.007 

Non-command 

Quartzite 

1.234 

Command 

Quartzite 

3.143 

Non-command 

Quartzite 

2.105 

Non-command 

Quartzite 

0.578 

Non-command 

Quartzite 

0.363 

Non-command 

Quartzite 

1.849 

Non-command 

Quartzite 

2.854 

Non-command 

Quartzite 

1.409 

Non-command 

Quartzite 

0.829 

Non-command 

Quartzite 

1.826 

Non-command 

Quartzite 

3.039 

Command 

Quartzite 

0.006 

Non-command 

Quartzite 

0.900 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

40,000 

120 

100,000 

90,000 

120 

70,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

40,000 

120 

50,000 

30,000 

120 

130,000 

100,000 

120 

50,000 

30,000 

120 

100,000 

90,000 

120 

70,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.468 


0.312 


0.600 


0.134 


0.336 


0.060 




0.036 

0.036 

0.140 

0.180 

0.050 

0.072 

0.156 

0.156 

0.017 

0.071 

0.228 

0.228 

0.011 

0.017 

0.014 

0.056 

0.029 

0.119 


0.130 

0.250 

0.038 

0.147 

0.022 

0.052 

0.014 

0.032 

0.068 

0.080 

0.054 

0.240 

0.007 

0.007 



0.061 

0.079 

0.158 

0.200 

0.022 

0.118 

0.004 

0.004 

0.014 

0.014 


















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


01001007 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Jatwas 

0813000601754300 

4.749 

Fresh 

Jhamawas 

0813000601753200 

2.645 

Fresh 


Type of Area (Command / N< 
command) 


Kacharrda 

0813000601754700 

1.448 

Fresh 

Kala Khera @ Pratappura 

0813000601755600 

5.052 

Fresh 

Kalyanpura Kalan 

0812000101449800 

3.687 

Fresh 

Kanthli 

0813000601752800 

1.546 

Fresh 



Kayampura Was 

0812000101449100 

4.257 

Fresh 

Kharab 

0812000101449900 

6.411 

Fresh 

Khurdiya 

0813000601753500 

1.818 

Fresh 


Kishor Pura 

0813000601747700 

9.444 

Fresh 

Kola Ki Nangal 

0813000601754800 

2.454 

Fresh 

Kuhara 

0812000101449700 

6.046 

Fresh 

Kundala 

0813000601755900 

11.101 

Fresh 

Ladi Ka Bas 

0813000601755800 

4.887 

Fresh 

Meena Ki Nangal 

0813000601752500 

6.873 

Fresh 


Mohanpura 


Mothooka 


Ramnagar 


Rampura 


Ramsinghpura 


0813000601752200 


0813000601752700 


3.072 Fresh 


10.761 Fresh 


Non-command 


Non-command 


Raipur Patan 


Non-command 


Non-command 


Non-command 


Non-command 


Raipur Patan 


Non-command 


Raipur Patan 


Non-command 


Non-command 


Non-command 


Raipur Patan 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Raipur Patan 


Non-command 


Raipur Patan 


Non-command 



Nawal Kushal Pura 

0812000101449500 

2.066 

Fresh 

Norana 

0813000601751900 

4.250 

Fresh 


Padma Ki Dhani 

0812000101449600 

1.565 

Fresh 

Panchoo Kharkhara 

0813000601752400 

6.959 

Fresh 

Patan 

0813000601747800 

22.270 

Fresh 


Pawala Rajput 

0812000101449400 

3.842 

Fresh 

Purushottampura 

0812000101450200 

9.551 

Fresh 

Raipur Patan 

0813000601751800 

18.034 

Fresh 


Raiyan Ka Bas 

0813000601755400 

6.003 

Fresh 

Rajpura 

0813000601752100 

5.928 

Fresh 


0812000101445900 


0813000601752900 


0813000601753400 


1.235 Fresh 


1.854 Fresh 


2.704 Fresh 


Rela 

0813000601755000 

5.017 

Fresh 

Sudarpura 

0812000101450400 

5.845 

Fresh 

Talwa 

0812000101450600 

6.177 

Fresh 

Udaisingh Pura@Bhopatpura 

0813000601754500 

1.925 

Fresh 

Ballabh Das Pura 

0813000601749000 

4.487 

Fresh 

Bhageshwar 

0813000601748700 

12.603 

Fresh 

Bheetarli Gaonri 

0813000601749200 

6.405 

Fresh 


Raipur Patan 


Non-command 


Non-command 


Raipur Patan 


Non-command 


Non-command 


Non-command 


Raipur Patan 


Non-command 


Non-command 


Non-command 


Raipur Patan 


Non-command 


Non-command 


Raipur Patan 


Non-command 


Non-command 


Raipur Patan 


Non-command 


Raipur Patan 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Quartzite 

3.999 

Non-command 

Quartzite 

1.244 

Command 

Quartzite 

1.401 

Non-command 

Quartzite 

1.448 

Non-command 

Quartzite 

3.460 

Non-command 

Quartzite 

2.237 

Non-command 

Quartzite 

1.210 

Command 

Quartzite 

0.336 

Non-command 

Quartzite 

1.986 

Command 

Quartzite 

1.826 

Non-command 

Quartzite 

0.142 

Non-command 

Quartzite 

0.033 

Non-command 

Quartzite 

1.563 

Command 

Quartzite 

0.256 

Non-command 

Quartzite 

0.299 

Non-command 

Quartzite 

2.390 

Non-command 

Quartzite 

4.011 

Non-command 

Quartzite 

0.381 

Non-command 

Quartzite 

1.628 

Non-command 

Quartzite 

4.759 

Command 

Quartzite 

0.025 

Non-command 

Quartzite 

0.375 

Command 

Quartzite 

2.690 

Non-command 

Quartzite 

8.952 

Non-command 

Younger Alluvium 

0.000 

Command 

Quartzite 

1.108 

Non-command 

Quartzite 

0.002 

Non-command 

Quartzite 

1.416 

Command 

Quartzite 

1.414 

Non-command 

Quartzite 

1.426 

Non-command 

Quartzite 

0.063 

Non-command 

Quartzite 

6.562 

Command 

Quartzite 

1.850 

Non-command 

Quartzite 

2.377 

Non-command 

Quartzite 

0.995 

Non-command 

Quartzite 

4.536 

Command 

Quartzite 

0.001 

Non-command 

Quartzite 

4.567 

Non-command 

Quartzite 

0.785 

Command 

Quartzite 

5.096 

Non-command 

Quartzite 

0.075 

Non-command 

Younger Alluvium 

0.000 

Non-command 

Quartzite 

0.195 

Command 

Quartzite 

1.659 

Non-command 

Quartzite 

2.577 

Command 

Quartzite 

0.123 

Non-command 

Quartzite 

4.162 

Non-command 

Quartzite 

0.006 

Non-command 

Quartzite 

0.000 

Non-command 

Quartzite 

1.925 

Non-command 

Quartzite 

0.895 

Non-command 

Quartzite 

11.635 

Non-command 

Quartzite 

2.082 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

130,000 

100,000 

120 

50,000 

30,000 

120 

70,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

40,000 

120 

100,000 

90,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

40,000 

120 

70,000 

40,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 



MCM 

MCM 

(15) 

(16) 

0.025 

0.127 

0.004 

0.028 

0.007 

0.031 

0.072 

0.090 

0.029 

0.029 

0.144 

0.312 

0.014 

0.116 

0.004 

0.034 

0.022 

0.046 

0.018 

0.042 

- 

0.008 

- 

- 

0.022 

0.112 

0.004 

0.016 

0.004 

0.004 

0.036 

0.048 

0.134 

0.369 


0.022 

0.022 

0.065 

0.077 



0.036 

0.036 

0.036 

0.036 

0.043 

0.110 



0.004 

0.016 

0.022 

0.106 

0.047 

0.197 

0.004 

0.010 

0.011 

0.011 



0.018 

0.018 

0.036 

0.036 

0.022 

0.022 

0.040 

0.040 
















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 


01002008 


Dareeba 


Dokan 


Gadrata 


Ganeshwar 


Gaonri 


Guwar 


Imloha 


Jagat Singh Nagar 


Jaitpura 


Jhareenda 


Khadag Beejpur 


Khadra 


Kishor Pura 


Kundala 


Ladi Ka Bas 


Mahawa 


Maukalwas 


Mawanda Kalan 


Nanagwas 


Narda 


Neemod 


Norana 


Patan 


Raipur Patan 



0813000601751400 


0813000601747900 


0813000601755700 


0813000601749400 


0813000601749100 


0813000601749300 


0813000601747000 


0813000601748900 


0813000601756000 


0813000601751300 


0813000601748800 


0813000601748500 


0813000601747700 


0813000601755900 


0813000601755800 


0813000601748100 


0813000601751500 


0813000601748000 


0813000601751600 


0813000601751700 


0813000601748600 


0813000601751900 


0813000601756100 


sq.km 


( 4 ) 


16.280 


42.356 


6.743 


33.161 


17.395 


20.942 


8.786 


3.238 


9.911 


10.529 


7.670 


11.433 


9.444 


11.101 


4.887 


7.818 


3.890 


14.596 


4.748 


4.104 


8.081 


4.250 


0813000601747800 

22.270 

Fresh 

0813000601751800 

18.034 

Fresh 



19.024 Fresh 


Agawari 

0813000601749700 

12.394 

Fresh 

Bagoli 

0805000600752600 

6.734 

Saline 

Ballabh Das Pura 

0813000601749000 

4.487 

Fresh 

Barsinghwas 

0813000601749500 

6.486 

Fresh 

Basri Khurd 

0813000601750000 

7.020 

Fresh 

Bhagega 

0813000601743600 

9.556 

Fresh 

Bhagoth 

0813000601743500 

11.023 

Fresh 

Bheetarli Gaonri 

0813000601749200 

6.405 

Fresh 

Bhoodoli 

0813000601749800 

20.752 

Fresh 

Charanwas @Puranabas 

0813000601743900 

2.890 

Fresh 

Chhapar 

0813000601750400 

19.109 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Raipur Patan 


Non-command 


Non-command 


Raipur Patan 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sub Basin: 



Gaonri 

0813000601749100 

17.395 

Fresh 

Godawas 

0813000601748300 

7.700 

Fresh 


Gordhanpura 

0813000601744000 

5.896 

Fresh 

Guwar 

0813000601749300 

20.942 

Fresh 

Jagat Singh Nagar 

0813000601748900 

3.238 

Fresh 

Jheerana 

0813000601749900 

18.111 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Jodhpura 

0805000600752700 

4.831 

Saline 

Keroth 

0805000600753400 

3.510 

Saline 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Quartzite 

9.563 

Non-command 

Quartzite 

20.912 

Non-command 

Quartzite 

4.681 

Non-command 

Quartzite 

0.599 

Non-command 

Quartzite 

0.975 

Non-command 

Quartzite 

3.086 

Non-command 

Quartzite 

0.009 

Non-command 

Quartzite 

1.206 

Non-command 

Quartzite 

3.347 

Non-command 

Quartzite 

2.710 

Non-command 

Quartzite 

5.566 

Non-command 

Quartzite 

9.597 

Non-command 

Quartzite 

0.079 

Non-command 

Quartzite 

9.464 

Non-command 

Quartzite 

2.753 

Non-command 

Quartzite 

1.913 

Non-command 

Quartzite 

2.360 

Non-command 

Quartzite 

0.996 

Non-command 

Quartzite 

4.371 

Non-command 

Quartzite 

3.953 

Non-command 

Quartzite 

6.379 

Non-command 

Quartzite 

1.409 

Command 

Quartzite 

0.011 

Non-command 

Quartzite 

2.429 

Non-command 

Quartzite 

10.993 

Command 

Quartzite 

0.008 

Non-command 

Quartzite 

1.631 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

50,000 

30,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

( 15 ) 

( 16 ) 

0.140 

0.140 

0.137 

0.137 

0.004 

0.004 

0.014 

0.014 

0.014 

0.014 

0.030 

0.030 

- 

- 

0.065 

0.065 

0.007 

0.007 

0.007 

0.007 

0.054 

0.054 

0.101 

0.101 

- 

- 

0.036 

0.036 

0.036 

0.036 

0.072 

0.072 

0.058 

0.058 

0.018 

0.024 

0.072 

0.072 

0.090 

0.090 

0.166 

0.166 

0.036 

0.036 



Non-command 

Older Alluvium 

12.394 

Non-command 

Quartzite 

0.278 

Non-command 

Quartzite 

3.104 

Non-command 

Quartzite 

4.707 

Non-command 

Older Alluvium 

1.291 

Non-command 

Older Alluvium 

9.366 

Non-command 

Older Alluvium 

2.669 

Non-command 

Quartzite 

0.083 

Non-command 

Older Alluvium 

13.912 

Non-command 

Quartzite 

1.634 

Non-command 

Older Alluvium 

2.867 

Non-command 

Quartzite 

3.473 

Non-command 

Older Alluvium 

0.056 

Non-command 

Quartzite 

15.166 

Non-command 

Quartzite 

11.477 

Non-command 

Older Alluvium 

0.108 

Non-command 

Quartzite 

2.262 

Non-command 

Quartzite 

0.556 

Non-command 

Quartzite 

2.179 

Non-command 

Quartzite 

0.122 

Non-command 

Older Alluvium 

12.985 

Non-command 

Quartzite 

5.126 

Non-command 

Quartzite 

0.049 

Non-command 

Older Alluvium 

0.411 

Non-command 

Quartzite 

2.329 


19 

120 

100,000 

80,000 

5 

120 

50,000 

30,000 

35 

120 

50,000 

30,000 

37 

120 

50,000 

30,000 

7 

120 

100,000 

80,000 

18 

120 

100,000 

80,000 

17 

120 

100,000 

80,000 

- 

120 

50,000 

30,000 

59 

120 

100,000 

80,000 

10 

120 

50,000 

30,000 

9 

120 

100,000 

80,000 

11 

120 

50,000 

30,000 

- 

120 

100,000 

80,000 

123 

120 

50,000 

30,000 

55 

120 

50,000 

30,000 

2 

120 

100,000 

80,000 

34 

120 

50,000 

30,000 

2 

120 

50,000 

30,000 

5 

120 

50,000 

30,000 

2 

120 

50,000 

30,000 

49 

120 

100,000 

80,000 

20 

120 

50,000 

30,000 

1 

120 

50,000 

30,000 

1 

120 

70,000 

50,000 

5 

120 

50,000 

30,000 


0.182 

0.182 

0.018 

0.018 

0.126 

0.126 

0.133 

0.133 

0.067 

0.103 

0.173 

0.329 

0.163 

0.295 

- 

- 

0.566 

0.782 

0.036 

0.036 

0.086 

0.182 

0.040 

0.100 

- 

- 

0.444 

0.444 

0.198 

0.198 

0.019 

0.019 

0.122 

0.122 

0.007 

0.007 

0.018 

0.018 

0.007 

0.007 

0.470 

0.662 

0.072 

0.114 

0.004 

0.004 

0.006 

0.006 

0.018 

0.018 










































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


(2) 

(3) 

(4) 

(5) 

Kerwali 

0813000601744300 

4.773 

Fresh 

Koor Bara 

0813000601749600 

4.592 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Naya Bas 

0813000601744100 

4.887 

Fresh 

Neem Ka Thana(Rural) 

0813000601748400 

1.879 

Fresh 


Non-command 


Non-command 



Neemod 

0813000601748600 

8.081 

Fresh 

Pachlangi 

0805000600753500 

24.620 

Saline 

Papra Kalan 

0805000600753100 

4.212 

Saline 

Papra Khurd 

0805000600753300 

7.109 

Saline 

Peetham Puri 

0813000601750300 

41.823 

Fresh 

Ranasar 

0813000601743800 

13.414 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sarai 

0805000600752900 

1.214 

Saline 

Sirohi 

0813000601743700 

18.118 

Fresh 


Non-command 


Non-command 


01002009 


Surpura 

0805000600753000 

1.777 

Saline 

Bagor 

0805000400729500 

0.624 

Fresh 

Bajawa 

0805000600745700 

9.310 

Fresh 

Bamlas 

0805000600747800 

13.239 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Bankoti 

0805000400729200 

3.785 

Fresh 

Bara Gaon 

0805000600746100 

4.574 

Fresh 

Barau 

0805000400734400 

31.646 

Fresh 


Non-command 


Non-command 


Non-command 


Bas Bisna 

0805000600746900 

5.990 

Fresh 

Basantpura 

0805000600747000 

3.110 

Fresh 

Basmana 

0805000600746700 

3.710 

Fresh 

Beelwa 

0805000400729400 

3.192 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Bhadunda Khurd 

0805000100692400 

11.018 

Fresh 

Bhatiwar 

0805000600746800 

5.523 

Fresh 

Bheetera 

0805000400729000 

6.227 

Fresh 


Non-command 


Non-command 


Non-command 


Bhorki 

0805000600748300 

33.217 

Fresh 

Bhukana 

0805000200712600 

4.618 

Fresh 

Bijarniya Ki Dhani 

0805000600748200 

5.663 

Fresh 

Chandana 

0805000200712400 

9.638 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Chhau 

0805000600745500 

14.313 

Fresh 

Chinchroli 

0805000100691600 

4.242 

Fresh 

Dhani Thakran @ Sh 

0805000200712500 

2.723 

Fresh 


Non-command 


Non-command 


Non-command 


Dorasar 

0805000100692700 

8.474 

Fresh 

Gowla 

0805000200712200 

10.369 

Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Quartzite 

0.127 

Non-command 

Older Alluvium 

0.751 

Non-command 

Quartzite 

3.841 

Non-command 

Quartzite 

1.472 

Non-command 

Older Alluvium 

1.751 

Non-command 

Quartzite 

0.128 

Non-command 

Older Alluvium 

0.013 

Non-command 

Quartzite 

13.588 

Non-command 

Quartzite 

0.192 

Non-command 

Older Alluvium 

1.636 

Non-command 

Quartzite 

3.144 

Non-command 

Quartzite 

1.606 

Non-command 

Older Alluvium 

0.771 

Non-command 

Older Alluvium 

1.438 

Non-command 

Quartzite 

11.281 

Non-command 

Quartzite 

1.153 

Non-command 

Older Alluvium 

13.894 

Non-command 

Quartzite 

3.367 

Non-command 

Quartzite 

0.102 

Non-command 

Quartzite 

0.224 

Non-command 

Older Alluvium 

0.009 

Non-command 

Older Alluvium 

7.332 

Non-command 

Younger Alluvium 

2.944 

Non-command 

Older Alluvium 

2.408 

Non-command 

Older Alluvium 

0.003 

Non-command 

Older Alluvium 

24.171 

Non-command 

Younger Alluvium 

2.249 

Non-command 

Younger Alluvium 

5.990 

Non-command 

Younger Alluvium 

3.110 

Non-command 

Younger Alluvium 

3.710 

Non-command 

Older Alluvium 

0.605 

Non-command 

Quartzite 

1.986 

Non-command 

Older Alluvium 

1.525 

Non-command 

Younger Alluvium 

10.844 

Non-command 

Younger Alluvium 

6.951 

Non-command 

Younger Alluvium 

5.523 

Non-command 

Older Alluvium 

2.861 

Non-command 

Quartzite 

3.051 

Non-command 

Older Alluvium 

0.087 

Non-command 

Older Alluvium 

0.499 

Non-command 

Older Alluvium 

5.031 

Non-command 

Older Alluvium 

5.676 

Non-command 

Younger Alluvium 

3.382 

Non-command 

Older Alluvium 

12.752 

Non-command 

Younger Alluvium 

0.173 

Non-command 

Older Alluvium 

2.837 

Non-command 

Younger Alluvium 

7.927 

Non-command 

Older Alluvium 

0.976 

Non-command 

Younger Alluvium 

3.574 

Non-command 

Older Alluvium 

0.469 

Non-command 

Younger Alluvium 

0.268 

Non-command 

Older Alluvium 

0.402 

Non-command 

Younger Alluvium 

10.163 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

30,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

90,000 

80,000 

120 

110,000 

90,000 

120 

130,000 

120,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

100,000 

90,000 

120 

90,000 

80,000 

120 

100,000 

90,000 

120 

110,000 

100,000 

120 

110,000 

90,000 

120 

130,000 

120,000 

120 

90,000 

80,000 

120 

120,000 

100,000 

120 

90,000 

80,000 

120 

120,000 

100,000 

120 

100,000 

90,000 

120 

110,000 

100,000 

120 

90,000 

70,000 

120 

110,000 

100,000 


Tube Wells with 


MCM 

MCM 

(15) 

(16) 

~ 

~ j 

0.086 

0.086 

0.158 

0.158 

0.004 

0.004 

1.248 

1.248 

0.032 

0.032 


0.126 

0.126 

0.004 

0.004 

0.078 

0.078 

0.133 

0.133 

0.025 

0.025 

0.125 

0.137 

0.077 

0.077 

0.234 

0.234 

0.083 

0.107 

0.298 

0.598 

0.025 

0.061 

0.004 

0.004 

0.076 

0.076 

- 

- 

1.133 

1.133 

0.564 

0.564 

0.594 

0.845 

- 

- 

0.929 

1.153 

0.115 

0.146 

1.068 

1.198 

0.444 

0.545 

0.552 

0.653 

0.194 

0.220 

0.496 

0.582 

0.168 

0.222 

1.728 

2.218 

0.828 

0.871 

0.756 

0.871 

0.497 

0.563 

0.412 

0.466 

0.010 

0.010 

0.108 

0.108 

2.717 

7.210 

0.853 

0.853 

0.564 

0.564 

1.922 

2.239 

0.029 

0.029 

0.317 

0.382 

1.104 

1.334 

0.086 

0.097 

0.348 

0.391 

0.076 

0.076 

0.048 

0.048 

0.042 

0.053 

1.080 

1.080 




















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Gudha Gorji 

0805000600749700 

23.482 

Fresh 

Hansalsar 

0805000600746200 

16.566 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Hemantpura 

0805000600747100 

1.912 

Fresh 

Hukampura 

0805000600749300 

4.544 

Fresh 

Islampur 

0805000100691500 

7.809 

Fresh 

Jasrapur 

0805000400728500 

24.993 

Fresh 

Kayamsar 

0805000200711900 

4.613 

Fresh 

Ked with Gopalpura 

0805000600747200 

13.655 

Fresh 

Keharpura Khurd 

0805000200711600 

3.263 

Fresh 

Kesaripura 

0805000600745900 

4.500 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Khatkar 

0805000600747700 

20.998 

Fresh 

Khetri (M) 

0805000440510000 

3.161 

Fresh 

Khinwasar 

0805000600748000 

6.398 

Fresh 

Kishorpura 

0805000200711800 

3.624 

Fresh 

Loyal 

0805000400728700 

8.760 

Fresh 

Mahrampur 

0805000200712000 

4.878 

Fresh 

Makhar 

0805000100691400 

11.750 

Fresh 

Marot Ka Bas 

0805000100691800 

4.197 

Fresh 

Morki 

0805000400734300 

6.445 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Nangli Goojran 

0805000600746400 

6.435 

Fresh 

Nangli Saledisingh 

0805000400728900 

13.917 

Fresh 


Non-command 


Non-command 



Natas 

0805000600746300 

8.254 

Fresh 

Nijampura 

0805000200712300 

7.919 

Fresh 


Non-command 


Non-command 


Ramlalpura 

0805000600746600 

12.467 

Fresh 

Rasoolpur 

0805000400734600 

18.526 

Fresh 

Seethal 

0805000600745800 

13.891 

Fresh 


Non-command 


Non-command 


Non-command 


01002010 


Shree Krishan Naga 

0805000400734500 

4.040 

Fresh 

Shree Sardarpura 

0805000400728600 

7.350 

Fresh 

Shyampura 

0805000400729100 

5.995 

Fresh 


Shyampura Matana 


Shyolana 


Shyonathpura 


Teelawali 


Teetanwar 


Todi 


Vrindavan 


Adwana 


Athbigha 


Bagoli 


Non-command 


Non-command 


Non-command 



0805000200711700 

5.966 

0805000200712100 

7.245 

0805000600746500 

3.525 

0805000400729300 

3.930 

0805000600748100 

11.224 

0805000600749200 

8.848 

0805000100692500 

3.956 

0805000600752300 

2.387 



0813000501726300 


0805000600752600 



1.324 Fresh 


6.734 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.004 

Non-command 

Older Alluvium 

5.254 

Non-command 

Younger Alluvium 

9.670 

Non-command 

Younger Alluvium 

1.912 

Non-command 

Older Alluvium 

2.053 

Non-command 

Younger Alluvium 

0.586 

Non-command 

Older Alluvium 

0.052 

Non-command 

Younger Alluvium 

1.137 

Non-command 

Younger Alluvium 

10.641 

Non-command 

Younger Alluvium 

2.219 

Non-command 

Older Alluvium 

2.443 

Non-command 

Younger Alluvium 

1.726 

Non-command 

Younger Alluvium 

7.723 

Non-command 

Quartzite 

0.225 

Non-command 

Older Alluvium 

5.289 

Non-command 

Younger Alluvium 

2.044 

Non-command 

Older Alluvium 

3.415 

Non-command 

Younger Alluvium 

4.474 

Non-command 

Younger Alluvium 

3.849 

Non-command 

Younger Alluvium 

0.201 

Non-command 

Older Alluvium 

0.490 

Non-command 

Quartzite 

0.701 

Non-command 

Older Alluvium 

0.207 

Non-command 

Younger Alluvium 

2.551 

Non-command 

Younger Alluvium 

6.435 

Non-command 

Older Alluvium 

12.194 

Non-command 

Quartzite 

0.020 

Non-command 

Younger Alluvium 

1.702 

Non-command 

Younger Alluvium 

8.254 

Non-command 

Older Alluvium 

4.799 

Non-command 

Younger Alluvium 

3.121 

Non-command 

Younger Alluvium 

12.467 

Non-command 

Older Alluvium 

0.216 

Non-command 

Older Alluvium 

5.237 

Non-command 

Younger Alluvium 

4.477 

Non-command 

Older Alluvium 

0.002 

Non-command 

Older Alluvium 

1.131 

Non-command 

Older Alluvium 

0.133 

Non-command 

Quartzite 

1.666 

Non-command 

Younger Alluvium 

3.790 

Non-command 

Younger Alluvium 

6.666 

Non-command 

Younger Alluvium 

3.525 

Non-command 

Quartzite 

0.006 

Non-command 

Older Alluvium 

5.648 

Non-command 

Older Alluvium 

2.431 

Non-command 

Younger Alluvium 

3.956 

Non-command 

Quartzite 

0.390 

Non-command 

Quartzite 

1.938 

Non-command 

Older Alluvium 

1.303 

Non-command 

Quartzite 

7.225 

Non-command 

Quartzite 

1.324 

Non-command 

Quartzite 

1.335 

Non-command 

Quartzite 

2.056 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

80,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

100,000 

120 

120,000 

100,000 

120 

110,000 

100,000 

120 

90,000 

80,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

110,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

130,000 

120,000 

120 

120,000 

100,000 

120 

100,000 

90,000 

120 

110,000 

100,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

90,000 

80,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

110,000 

100,000 

120 

110,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

50,000 

30,000 



MCM 

MCM 

(15) 

(16) 

~ 

~ i 

0.307 

0.393 

0.696 

0.912 

0.396 

0.468 

0.288 

0.288 

0.132 

0.146 

- 

- 

0.204 

0.204 

0.612 

1.418 

0.396 

0.396 

0.250 

0.282 

0.216 

0.245 

0.528 

1.176 

0.059 

0.059 

0.518 

0.604 

0.504 

0.504 

0.227 

0.293 

1.260 

1.260 

0.228 

0.257 

0.012 

0.012 

0.011 

0.051 

0.008 

0.040 

0.010 

0.021 

0.096 

0.197 

0.636 

0.722 

0.875 

1.033 


0.158 

0.189 

0.888 

1.003 

0.292 

0.292 

0.216 

0.216 

0.720 

0.778 

0.011 

0.011 

0.624 

0.689 

0.660 

0.732 

- 

- 

0.086 

0.099 

0.011 

0.011 

0.126 

0.148 

0.492 

0.492 

1.188 

1.188 

0.804 

1.020 

- 

- 

0.413 

0.510 

0.394 

0.675 

0.408 

0.653 

0.024 

0.024 

0.061 

0.061 

0.010 

0.017 

0.043 

0.093 

0.024 

0.024 

0.132 

0.132 

0.122 

0.122 









































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Bamanvas @ Sajanpura 


Bamarda 


Bandawala Bhopalpura 


Basri 


Basri Kalan 


Basri Khurd 


Bhadwari 


Bhagega 


Bhagoth 


Bhaira With Luharwas 


Bhojgarh 


Bhojpur 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


26.054 Fresh Non-command 


3.819 Fresh Non-command 



0813000501728600 


0813000501723600 


0813000601743000 


7.775 Fresh Non-command 


Saline Non-command 


Fresh Non-command 


11.975 Fresh Non-command 


4.362 Saline Non-command 



0813000501727000 

3.066 

0813000601750200 

4.657 


0813000601750000 

7.020 

0813000501732200 

8.283 


0813000601743600 

9.556 

0813000601743500 

11.023 

0813000501723200 

5.615 

0805000600750800 

11.073 

0813000501727600 

5.051 



Bhoodoli 

0813000601749800 

20.752 

Fresh 

Bhooranpura 

0813000501738500 

8.337 

Fresh 

Biharipur 

0813000501727500 

2.737 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Chak Basri 

0813000501726800 

0.310 

Fresh 

Chak Chhajna 

0813000501726000 

0.317 

Fresh 

Chak Dulhepura No. 1 

0813000501725700 

0.323 

Fresh 

Chak Dulhepura No.2 

0813000501727200 

1.727 

Fresh 

Chak Hod 

0813000501725800 

2.628 

Fresh 

Chak Khandela No.l 

0813000501726400 

1.530 

Fresh 

Chak Khandela No.2 

0813000501726900 

1.117 

Fresh 

Chak Khatundra 

0813000501728000 

2.299 

Fresh 

Chak Kishanpura 

0813000501730900 

1.579 

Fresh 

Chakroyal 

0813000501725100 

0.638 

Fresh 

Chala 

0813000601743100 

15.005 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chaukri 


Dahar Kanwat 


0813000501726700 


22.830 Fresh Non-command 


Saline Non-command 



Cheeplata 

0813000601750600 

27.085 

Fresh 

Chhajna 

0813000501726100 

4.317 

Fresh 

Chhapar 

0813000601750400 

19.109 

Fresh 



0813000501731800 


23.314 Fresh Non-command 


9.531 Fresh Non-command 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.015 

Non-command 

Quartzite 

19.911 

Non-command 

Older Alluvium 

0.079 

Non-command 

Quartzite 

3.740 

Non-command 

Older Alluvium 

2.400 

Non-command 

Quartzite 

5.005 

Non-command 

Quartzite 

0.102 

Non-command 

Quartzite 

1.725 

Non-command 

Quartzite 

11.975 

Non-command 

Older Alluvium 

3.718 

Non-command 

Quartzite 

0.644 

Non-command 

Older Alluvium 

3.106 

Non-command 

Quartzite 

1.886 

Non-command 

Quartzite 

3.066 

Non-command 

Older Alluvium 

4.640 

Non-command 

Older Alluvium 

0.017 

Non-command 

Older Alluvium 

5.655 

Non-command 

Older Alluvium 

7.331 

Non-command 

Older Alluvium 

0.952 

Non-command 

Older Alluvium 

0.092 

Non-command 

Older Alluvium 

8.353 

Non-command 

Quartzite 

5.158 

Non-command 

Quartzite 

0.029 

Non-command 

Older Alluvium 

3.648 

Non-command 

Quartzite 

0.069 

Non-command 

Older Alluvium 

3.054 

Non-command 

Older Alluvium 

0.053 

Non-command 

Older Alluvium 

1.368 

Non-command 

Quartzite 

1.369 

Non-command 

Older Alluvium 

1.073 

Non-command 

Quartzite 

0.347 

Non-command 

Quartzite 

0.310 

Non-command 

Quartzite 

0.317 

Non-command 

Quartzite 

0.323 

Non-command 

Quartzite 

1.727 

Non-command 

Quartzite 

2.628 

Non-command 

Quartzite 

1.530 

Non-command 

Quartzite 

1.117 

Non-command 

Older Alluvium 

0.616 

Non-command 

Older Alluvium 

1.458 

Non-command 

Quartzite 

0.638 

Non-command 

Older Alluvium 

13.102 

Non-command 

Quartzite 

1.903 

Non-command 

Quartzite 

4.340 

Non-command 

Older Alluvium 

0.002 

Non-command 

Quartzite 

18.122 

Non-command 

Older Alluvium 

13.384 

Non-command 

Quartzite 

4.317 

Non-command 

Older Alluvium 

9.506 

Non-command 

Quartzite 

0.420 

Non-command 

Older Alluvium 

0.451 

Non-command 

Quartzite 

21.304 

Non-command 

Older Alluvium 

0.831 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

80,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

40,000 

20,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

40,000 

20,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

40,000 

20,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

40,000 

20,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

50,000 

30,000 

120 

90,000 

80,000 

120 

70,000 

50,000 

120 

60,000 

40,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.250 

0.336 

0.005 

0.005 

0.125 

0.173 



0.010 

0.010 

0.005 

0.005 

0.010 

0.010 



0.194 

0.218 

0.336 

0.396 

0.082 

0.118 

0.278 

0.590 

0.004 

0.010 

0.048 

0.048 

1.494 

1.528 

0.005 

0.012 



















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


Saline Non-command 


Dayra (Rural) 

0813000501724500 

2.440 

Fresh 

Dehrajori Wali 

0813000601742600 

3.884 

Saline 


Non-command 


Non-command 



Fresh Non-command 


Saline Non-command 


Dharmpura 

0813000501726200 

1.765 

Fresh 

Dhokar 

0813000301702300 

4.541 

Fresh 

Doodhwalon Ka Bas 

0813000501728700 

6.948 

Fresh 

Dulhepura 

0813000501727400 

9.490 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Garh Bhopji 

0813000501737800 

4.832 

Fresh 

Garhi Khanpur 

0813000501731700 

4.389 

Saline 


Ghasseepura 


Girawari 


Gokul Ka Bas 


Gopalpura 


Goriyan 


Govindpura 


Haripura 


Harjan Pura 


Hod 


Jagdishpura 


Jahaz 


Jairampura 


Jaitpura 


Jakhera 


Jassi Ka Bas 


Non-command 


Non-command 



0813000501732000 

1.149 

0805000600750700 

14.940 

0813000501724900 

4.309 

0813000501737700 

1.380 

0813000501728400 

4.577 

0813000601743400 

8.095 



Fresh 


Fresh 


Fresh 


Fresh 


Saline 


16.630 Saline 


Gurara 

0813000501724600 

18.690 

Fresh 

Guwariya 

0813000501723000 

11.200 

Fresh 

Hameerpura Kalan 

0813000501731100 

1.784 

Fresh 

Hameerpura Khurd 

0813000501728200 

0.672 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0813000501739200 

4.281 

0813000601750100 

8.450 


0813000501727300 

0.631 

0805000600753200 

1.893 

0805000600752200 

5.276 


0813000501730700 

9.099 

0805000600749800 

16.344 

0813000501724000 

1.272 

0813000601743300 

6.918 



Jharli 

0813000501739300 

4.576 

Fresh 

Jorawar Nagar 

0813000501732400 

5.905 

Fresh 

Jugalpura 

0813000501731600 

15.521 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Kali Khera 

0813000501726500 

4.430 

Fresh 

Kaliyavas 

0813000501732100 

2.303 

Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

3.452 

Non-command 

Quartzite 

5.247 

Non-command 

Quartzite 

2.403 

Non-command 

Older Alluvium 

1.423 

Non-command 

Quartzite 

2.448 

Non-command 

Older Alluvium 

0.000 

Non-command 

Quartzite 

0.657 

Non-command 

Quartzite 

3.665 

Non-command 

Older Alluvium 

0.100 

Non-command 

Quartzite 

2.690 

Non-command 

Quartzite 

1.765 

Non-command 

Quartzite 

0.126 

Non-command 

Quartzite 

0.010 

Non-command 

Older Alluvium 

3.122 

Non-command 

Quartzite 

6.368 

Non-command 

Older Alluvium 

4.545 

Non-command 

Older Alluvium 

0.225 

Non-command 

Quartzite 

4.163 

Non-command 

Older Alluvium 

1.149 

Non-command 

Quartzite 

8.022 

Non-command 

Quartzite 

0.163 

Non-command 

Older Alluvium 

1.380 

Non-command 

Older Alluvium 

0.076 

Non-command 

Older Alluvium 

5.616 

Non-command 

Older Alluvium 

2.478 

Non-command 

Older Alluvium 

16.263 

Non-command 

Quartzite 

0.367 

Non-command 

Quartzite 

7.257 

Non-command 

Quartzite 

10.775 

Non-command 

Older Alluvium 

1.784 

Non-command 

Older Alluvium 

0.251 

Non-command 

Quartzite 

0.421 

Non-command 

Older Alluvium 

4.281 

Non-command 

Older Alluvium 

8.202 

Non-command 

Older Alluvium 

0.248 

Non-command 

Quartzite 

0.631 

Non-command 

Quartzite 

1.893 

Non-command 

Quartzite 

0.833 

Non-command 

Quartzite 

4.435 

Non-command 

Older Alluvium 

0.177 

Non-command 

Quartzite 

0.261 

Non-command 

Quartzite 

1.153 

Non-command 

Older Alluvium 

1.654 

Non-command 

Older Alluvium 

4.890 

Non-command 

Quartzite 

0.374 

Non-command 

Older Alluvium 

2.274 

Non-command 

Older Alluvium 

4.355 

Non-command 

Older Alluvium 

0.289 

Non-command 

Quartzite 

0.181 

Non-command 

Older Alluvium 

3.670 

Non-command 

Quartzite 

11.263 

Non-command 

Quartzite 

4.430 

Non-command 

Older Alluvium 

0.509 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

30,000 

120 

40,000 

20,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

40,000 

20,000 

120 

90,000 

80,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

40,000 

20,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

40,000 

20,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

40,000 

20,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

40,000 

20,000 

120 

60,000 

40,000 

120 

60,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

40,000 

20,000 

120 

60,000 

40,000 

120 

60,000 

40,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.022 

0.046 

0.022 

0.051 

0.182 

0.225 

0.151 

0.216 

0.077 

0.130 

- 

- 

0.018 

0.018 

0.110 

0.146 

0.004 

0.004 

0.041 

0.055 

0.048 

0.048 



0.086 

0.115 

0.182 

0.247 

0.278 

0.688 

0.018 

0.024 

0.228 

0.343 

0.338 

0.548 

0.210 

0.210 

0.005 

0.005 

0.086 

0.115 

- 

- 

0.086 

0.542 

0.034 

0.218 

0.689 

0.819 

0.005 

0.005 

0.163 

0.177 

0.062 

0.062 

0.163 

0.451 

0.019 

0.026 

0.029 

0.051 

0.034 

0.452 

0.509 

0.857 

0.017 

0.028 

0.139 

0.175 

0.086 

0.086 

0.102 

0.102 

0.317 

0.317 

0.005 

0.019 

0.006 

0.014 

0.010 

0.010 

0.010 

0.094 

0.034 

0.250 

- 

0.010 

0.144 

0.965 

0.065 

0.324 

0.010 

0.017 

0.005 

0.005 

0.086 

0.128 

0.180 

0.281 

0.034 

0.034 

0.029 

0.051 





























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Kalyanpura (Thoi) 


Kancharra @ Kanchanpur 


Kanwarpura 


Kanwat 


Karadka 


Karoi 


Keroth 


Ladiya 


Lalsar 


Loharwara 


Madho Ka Bas 


Mahron Ki Dhani (Rural) 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Census Code 

Area 


sq.km 

(3) 

(4) 



0813000501739500 

8.929 

0813000501732500 

21.499 

0813000501727800 

2.328 

0813000501731900 

6.482 

0813000501738200 

6.764 


0813000501723700 

1.113 

0805000600753400 

3.510 



Kerpura 

0813000501723800 

7.193 

Fresh 

Khandela (M) 

0813000541306000 

20.854 

Fresh 

Khandela (Rural) 

0813000501725300 

4.593 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Khemraj Ka Bas@ Charanwas 

0813000501726600 

2.375 

Fresh 

Khiroti Manrooppura 

0813000501738400 

5.773 

Fresh 

Khoh 

0805000600751900 

14.492 

Fresh 

Kishanpura 

0813000501730800 

2.422 

Fresh 

Kot 

0805000600750300 

29.299 

Fresh 

Kotri Luharwas 

0813000501723300 

19.012 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0813000601750500 

5.367 

0813000501723900 

2.728 

0813000501737900 

12.808 


0813000501732300 

3.397 

0813000501725400 

9.508 


Saline Non-command 


3.397 Fresh Non-command 


9.508 Fresh Non-command 


Manaksas 


0805000600752400 


15.156 Fresh Non-command 


Saline Non-command 


18.099 Fresh Non-command 



Nalot 

0813000501737600 

5.464 

Fresh 

Narsingh Puri 

0813000601742900 

4.627 

Saline 


Neemki 

0813000501727100 

2.331 

Fresh 

Nimera 

0813000501727900 

4.890 

Fresh 

Pachlangi 

0805000600753500 

24.620 

Saline 



3.093 Fresh Non-command 


Paniharwas 

0813000501723100 

10.124 

Fresh 

Papra Kalan 

0805000600753100 

4.212 

Saline 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

1.794 

Non-command 

Older Alluvium 

5.754 

Non-command 

Older Alluvium 

10.280 

Non-command 

Older Alluvium 

1.546 

Non-command 

Older Alluvium 

6.482 

Non-command 

Older Alluvium 

5.170 

Non-command 

Older Alluvium 

1.594 

Non-command 

Quartzite 

1.113 

Non-command 

Older Alluvium 

0.001 

Non-command 

Quartzite 

0.770 

Non-command 

Quartzite 

7.193 

Non-command 

Quartzite 

14.082 

Non-command 

Older Alluvium 

0.262 

Non-command 

Quartzite 

4.331 

Non-command 

Older Alluvium 

0.279 

Non-command 

Quartzite 

1.461 

Non-command 

Quartzite 

2.375 

Non-command 

Older Alluvium 

0.010 

Non-command 

Quartzite 

0.047 

Non-command 

Older Alluvium 

1.811 

Non-command 

Quartzite 

0.528 

Non-command 

Older Alluvium 

0.383 

Non-command 

Quartzite 

14.456 

Non-command 

Older Alluvium 

0.921 

Non-command 

Quartzite 

0.072 

Non-command 

Older Alluvium 

0.217 

Non-command 

Quartzite 

2.442 

Non-command 

Older Alluvium 

10.192 

Non-command 

Older Alluvium 

2.616 

Non-command 

Older Alluvium 

3.397 

Non-command 

Older Alluvium 

0.203 

Non-command 

Quartzite 

9.306 

Non-command 

Quartzite 

5.327 

Non-command 

Quartzite 

5.078 

Non-command 

Older Alluvium 

0.636 

Non-command 

Quartzite 

11.766 

Non-command 

Older Alluvium 

1.293 

Non-command 

Quartzite 

3.084 

Non-command 

Older Alluvium 

0.008 

Non-command 

Quartzite 

0.237 

Non-command 

Older Alluvium 

1.638 

Non-command 

Quartzite 

2.234 

Non-command 

Older Alluvium 

3.942 

Non-command 

Older Alluvium 

4.228 

Non-command 

Quartzite 

0.398 

Non-command 

Quartzite 

2.331 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

12.149 

Non-command 

Quartzite 

10.830 

Non-command 

Older Alluvium 

1.846 

Non-command 

Quartzite 

0.000 

Non-command 

Quartzite 

10.030 

Non-command 

Quartzite 

1.068 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

40,000 

20,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

90,000 

80,000 

120 

70,000 

50,000 

120 

90,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

90,000 

80,000 

120 

70,000 

50,000 

120 

60,000 

30,000 

120 

90,000 

70,000 

120 

40,000 

20,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

30,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.072 

0.126 

0.019 

0.473 

0.198 

0.508 

0.043 

0.065 

0.544 

0.814 

0.014 

0.633 

0.004 

0.166 

0.019 

0.019 

- 

- | 

0.007 

0.007 

0.096 

0.125 

0.019 

0.019 

0.005 

0.005 

0.072 

0.101 

0.005 

0.005 

0.014 

0.021 

0.053 

0.053 



0.024 

0.161 

0.006 

0.006 

0.010 

0.010 

0.403 

0.482 

0.018 

0.024 



0.062 

0.098 

0.294 

0.294 

0.173 

0.173 

0.038 

0.038 

0.456 

0.456 

0.182 

0.182 

0.264 

0.264 


0.011 

0.011 

0.058 

0.058 

0.048 

0.048 

0.079 

0.281 

0.269 

0.409 

0.007 

0.012 

0.043 

0.072 


0.570 

0.570 

0.302 

0.302 

0.086 

0.115 


0.149 

0.171 

0.047 

0.047 















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



01002011 


Papra Khurd 


Peetham Puri 


Ponkh 


Pratappura 


Rajivpura 


Ralawata 


Rampura 


Rooppura Udalvas 


Royal 


Saledipura 


Salwari 


Sathiya Vas 


Sawaipura @ Pujari Ka Bas 


Seel Ki Bara 


Seelpur 


Sevli 


Shimarla (Kotri) 


Shola 


Sihori 


Sirohi 


Suhagpura 


Sujana 


Tiwari Ka Bas 


Udaipurwati (M) 


0805000600753300 


0813000601750300 


0805000600751000 


0813000501731400 


0805000600752500 


0813000501730500 


0813000501724300 


0813000501739400 


0813000501738300 


0813000501728500 


sq.km 


(4) 


7.109 


41.823 


Zone Type of Area (Command / N ( 
(Fresh / command ) 

Saline ) 




0813000501724200 

6.897 

0813000501723500 

7.890 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Fresh Non-command 


Saline Non-command 


Fresh Non-command 


0813000501724400 

3.584 

0813000501729200 

3.943 

0813000501725900 

4.902 

0813000501738000 

4.982 



0813000501722900 

5.111 

0813000501737500 

5.834 

0813000501728100 

4.628 

0813000501739600 

10.062 

0813000601743700 

18.118 

0813000501725000 

2.750 

0813000501731300 

4.904 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sukhsingh Ka Bas 

0813000501731200 

3.088 

Fresh 

Sulel 

0813000501724100 

9.031 

Fresh 

Surani 

0813000501739100 

32.257 

Fresh 

Theekariya 

0813000601743200 

7.824 

Saline 




14.613 Fresh Non-command 


Saline Non-command 


0813000601742800 

2.945 

0805000640513000 

13.010 



Badangarh 

0805000200701000 

4.407 

Fresh 

Baggar(M) 

0805000140504000 

16.989 

Fresh 


Bajawa 


Bakhtawarpura 


0805000200698600 


0805000200702600 


14.401 Fresh Non-command 


4.615 Fresh Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Quartzite 

5.502 

Non-command 

Older Alluvium 

30.635 

Non-command 

Older Alluvium 

9.389 

Non-command 

Quartzite 

0.534 

Non-command 

Quartzite 

3.328 

Non-command 

Quartzite 

1.429 

Non-command 

Older Alluvium 

0.086 

Non-command 

Quartzite 

4.145 

Non-command 

Older Alluvium 

5.818 

Non-command 

Older Alluvium 

8.776 

Non-command 

Older Alluvium 

0.004 

Non-command 

Quartzite 

3.607 

Non-command 

Quartzite 

6.588 

Non-command 

Quartzite 

3.045 

Non-command 

Quartzite 

4.845 

Non-command 

Older Alluvium 

1.757 

Non-command 

Quartzite 

0.795 

Non-command 

Quartzite 

2.493 

Non-command 

Quartzite 

0.220 

Non-command 

Quartzite 

4.902 

Non-command 

Older Alluvium 

1.283 

Non-command 

Older Alluvium 

3.699 

Non-command 

Quartzite 

4.817 

Non-command 

Older Alluvium 

2.126 

Non-command 

Older Alluvium 

0.221 

Non-command 

Older Alluvium 

0.733 

Non-command 

Older Alluvium 

0.857 

Non-command 

Quartzite 

2.346 

Non-command 

Older Alluvium 

2.434 

Non-command 

Quartzite 

2.470 

Non-command 

Older Alluvium 

3.088 

Non-command 

Quartzite 

6.401 

Non-command 

Older Alluvium 

3.638 

Non-command 

Older Alluvium 

0.371 

Non-command 

Quartzite 

7.444 

Non-command 

Older Alluvium 

11.270 

Non-command 

Older Alluvium 

3.343 

Non-command 

Older Alluvium 

2.945 

Non-command 

Older Alluvium 

0.440 

Non-command 

Quartzite 

0.847 

Non-command 

Older Alluvium 

1.449 

Non-command 

Younger Alluvium 

0.002 

Non-command 

Older Alluvium 

0.006 

Non-command 

Younger Alluvium 

0.697 

Non-command 

Older Alluvium 

2.785 

Non-command 

Younger Alluvium 

3.368 

Non-command 

Younger Alluvium 

0.488 

Non-command 

Older Alluvium 

0.807 

Non-command 

Younger Alluvium 

1.053 

Non-command 

Older Alluvium 

5.614 

Non-command 

Younger Alluvium 

6.808 

Non-command 

Older Alluvium 

2.950 

Non-command 

Younger Alluvium 

1.109 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

50,000 

30,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

40,000 

20,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

30,000 

120 

100,000 

80,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

40,000 

20,000 

120 

60,000 

40,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

70,000 

50,000 

120 

100,000 

90,000 

120 

110,000 

100,000 

120 

100,000 

90,000 

120 

110,000 

100,000 

120 

100,000 

90,000 

120 

110,000 

100,000 

120 

110,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

100,000 

90,000 

120 

110,000 

100,000 

120 

100,000 

90,000 

120 

110,000 

100,000 



Wells with 
Pumpset 


MCM 


(15) 


0.086 



0.048 

0.048 

0.410 

0.410 

0.540 

0.540 

0.060 

0.060 

0.050 

0.061 

0.096 

0.110 

0.378 

0.378 

0.516 

0.516 

0.529 

0.529 

0.216 

0.216 





































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Bhairoogarh 

0805000200700000 

3.831 

Fresh 

Bhamarwasi 

0805000200711300 

4.461 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Bola Ki Dhani 

0805000200700100 

4.408 

Fresh 

Brijlalpura 

0805000200711100 

5.370 

Fresh 

Budaniya 

0805000200701700 

10.621 

Fresh 


Non-command 


Non-command 


Non-command 



Chinchroli 

0805000100691600 

4.242 

Fresh 

Dhandhariya 

0805000200698500 

3.981 

Fresh 


Non-command 


Non-command 


Dhani Meghsagar 

0805000200701600 

2.567 

Fresh 

Dhatarwala 

0805000200699800 

4.034 

Fresh 


Non-command 


Non-command 


Gheerawali Dhani 

0805000200702100 

0.811 

Fresh 

Ghumansar Khurd 

0805000200701800 

7.035 

Fresh 

Gothra Lamba 

0805000200703000 

7.795 

Fresh 


Non-command 


Non-command 


Non-command 



Islampur 

0805000100691500 

7.809 

Fresh 

Jakhara 

0805000200699700 

2.389 

Fresh 

Jakhora 

0805000200699900 

4.007 

Fresh 


Non-command 


Non-command 


Non-command 



Kanwarpura 

0805000200702500 

3.425 

Fresh 

Keharpura Kalan 

0805000200711400 

7.201 

Fresh 

Khudana 

0805000200702300 

7.417 

Fresh 


Non-command 


Non-command 


Non-command 


Khuriya 

0805000200701100 

5.797 

Fresh 

Kutubpura 

0805000200700400 

4.355 

Fresh 


Non-command 


Non-command 


Mahti Ki Dhani 

0805000200699000 

5.330 

Fresh 

Makhar 

0805000100691400 

11.750 

Fresh 

Mandrela 

0805000200699200 

12.647 

Fresh 

Manpura 

0805000200700200 

3.941 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Marot Ka Bas 

0805000100691800 

4.197 

Fresh 

Na 

0805000290000001 

5.123 

Fresh 


Non-command 


Non-command 


Nandrampura 

0805000200698800 

5.356 

Fresh 

Narnod 

0805000200702000 

4.575 

Fresh 

Naurangpura 

0804000200602400 

10.043 

Fresh 


Non-command 


Non-command 


Non-command 



Sainipura 

0805000200698700 

3.310 

Fresh 

Sankhan Tal 

0804000200602100 

12.175 

Fresh 

Shri Vijaypura 

0805000200702400 

1.951 

Fresh 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

3.024 

Non-command 

Older Alluvium 

0.109 

Non-command 

Younger Alluvium 

2.416 

Non-command 

Older Alluvium 

1.866 

Non-command 

Older Alluvium 

0.069 

Non-command 

Older Alluvium 

8.401 

Non-command 

Younger Alluvium 

0.106 

Non-command 

Older Alluvium 

2.715 

Non-command 

Younger Alluvium 

1.778 

Non-command 

Younger Alluvium 

0.030 

Non-command 

Older Alluvium 

0.073 

Non-command 

Younger Alluvium 

0.414 

Non-command 

Older Alluvium 

2.567 

Non-command 

Older Alluvium 

3.102 

Non-command 

Younger Alluvium 

0.932 

Non-command 

Older Alluvium 

0.803 

Non-command 

Older Alluvium 

0.838 

Non-command 

Older Alluvium 

1.521 

Non-command 

Younger Alluvium 

0.480 

Non-command 

Older Alluvium 

1.590 

Non-command 

Younger Alluvium 

0.378 

Non-command 

Older Alluvium 

0.929 

Non-command 

Younger Alluvium 

0.492 

Non-command 

Younger Alluvium 

2.114 

Non-command 

Older Alluvium 

1.168 

Non-command 

Older Alluvium 

2.107 

Non-command 

Younger Alluvium 

1.900 

Non-command 

Older Alluvium 

0.417 

Non-command 

Younger Alluvium 

2.660 

Non-command 

Older Alluvium 

3.022 

Non-command 

Younger Alluvium 

6.278 

Non-command 

Older Alluvium 

0.739 

Non-command 

Younger Alluvium 

4.956 

Non-command 

Younger Alluvium 

1.194 

Non-command 

Older Alluvium 

0.004 

Non-command 

Younger Alluvium 

1.989 

Non-command 

Older Alluvium 

0.061 

Non-command 

Younger Alluvium 

5.161 

Non-command 

Older Alluvium 

1.976 

Non-command 

Older Alluvium 

2.083 

Non-command 

Younger Alluvium 

1.853 

Non-command 

Younger Alluvium 

0.081 

Non-command 

Older Alluvium 

0.606 

Non-command 

Younger Alluvium 

4.516 

Non-command 

Older Alluvium 

5.231 

Non-command 

Older Alluvium 

3.150 

Non-command 

Older Alluvium 

3.468 

Non-command 

Younger Alluvium 

0.506 

Non-command 

Older Alluvium 

0.073 

Non-command 

Younger Alluvium 

0.485 

Non-command 

Older Alluvium 

3.310 

Non-command 

Older Alluvium 

0.034 

Non-command 

Older Alluvium 

1.702 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

110,000 

100,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

110,000 

100,000 

120 

200,000 

150,000 

120 

250,000 

200,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

110,000 

100,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

110,000 

100,000 

120 

100,000 

90,000 

120 

110,000 

100,000 

120 

100,000 

90,000 

120 

110,000 

100,000 

120 

120,000 

100,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

110,000 

100,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

100,000 

90,000 

120 

110,000 

100,000 

120 

100,000 

90,000 

120 

110,000 

100,000 

120 

110,000 

100,000 

120 

100,000 

90,000 

120 

110,000 

100,000 

120 

100,000 

90,000 

120 

120,000 

100,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

110,000 

100,000 

120 

120,000 

100,000 

120 

100,000 

90,000 

120 

110,000 

100,000 

120 

100,000 

90,000 

120 

100,000 

90,000 

120 

200,000 

150,000 

120 

250,000 

200,000 

120 

100,000 

90,000 

120 

110,000 

100,000 

120 

100,000 

90,000 

120 

200,000 

150,000 

120 

100,000 

90,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.216 

0.216 

0.011 

0.011 

0.192 

0.192 

0.151 

0.151 

0.011 

0.011 

1.037 

1.061 

0.012 

0.012 

1.260 

1.260 

1.104 

1.104 

- 

- 

0.011 

0.011 

0.048 

0.048 

0.302 

0.302 

1.004 

1.004 

0.336 

0.336 

0.097 

0.097 

0.054 

0.054 

0.086 

0.086 

0.036 

0.036 

0.432 

0.432 

0.108 

0.108 

0.119 

0.131 

0.072 

0.072 

0.492 

0.521 

0.151 

0.151 

0.346 

0.358 

0.336 

0.336 

0.022 

0.022 

0.180 

0.180 

0.421 

0.433 

0.528 

0.528 

0.076 

0.076 

0.564 

0.577 

0.108 

0.108 



0.300 

0.329 

0.216 

0.216 

0.140 

0.140 

0.144 

0.144 

0.012 

0.012 


0.048 

0.048 

0.335 

0.335 

0.238 

0.250 

1.674 

1.674 

0.336 

0.336 

0.011 

0.011 

0.108 

0.108 

0.346 

0.358 

- 

- 

0.194 

0.194 








































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


01002012 


Type of Area (Command / N< 
command) 



Sulkhaniya Bara 

0804000200602200 

6.279 

Fresh 

Sulkhaniya Chhota 

0804000200602300 

11.214 

Fresh 

Tigiyas 

0805000200698900 

10.921 

Fresh 


Non-command 


Non-command 


Non-command 



Babai 

0805000400736200 

7.534 

Bagoli 

0805000600752600 

6.734 


Saline Non-command 


13.239 Fresh Non-command 



Bhorki 

0805000600748300 

33.217 

Fresh 

Bijarniya Ki Dhani 

0805000600748200 

5.663 

Fresh 

Boorka 

0805000400734700 

3.888 

Fresh 


Non-command 


Non-command 


Non-command 


Chak Charawas 

0813000601744600 

3.735 

Fresh 

Chak Mandoli 

0813000601744500 

4.885 

Fresh 

Chanwara 

0805000600751200 

5.122 

Fresh 


Non-command 


Non-command 


Non-command 



Charanwas @Puranabas 

0813000601743900 

2.890 

Fresh 

Chichroli 

0805000400735700 

5.699 

Fresh 

Chundara 

0805000400735900 

7.018 

Fresh 

Dalelpura 

0805000400735000 

6.842 

Fresh 

Deeppura 

0805000600751600 

4.357 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Dhanawata 

0805000600749900 

12.696 

Fresh 

Dhani Dhima 

0805000400736000 

3.354 

Fresh 

Dhola khera 

0805000600748800 

17.505 

Fresh 

Duriya 

0805000600749100 

10.197 

Fresh 

Gadla Kalan 

0805000600751400 

17.394 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Gadla Khurd 

0805000600747400 

9.726 

Fresh 

Girawari 

0805000600750700 

14.940 

Fresh 

Gordhanpura 

0813000601744000 

5.896 

Fresh 

Guda 

0805000600751800 

15.706 

Fresh 

Gudha Gorji 

0805000600749700 

23.482 

Fresh 


Hardiya 


Haripura 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0805000400735600 

4.652 

0805000600752800 

3.082 



Hukampura 

0805000600749300 

4.544 

Fresh 

Indrapura 

0805000600750000 

10.487 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Younger Alluvium 

0.250 

Non-command 

Older Alluvium 

0.033 

Non-command 

Older Alluvium 

1.720 

Non-command 

Older Alluvium 

2.893 

Non-command 

Younger Alluvium 

0.953 

Non-command 

Quartzite 

0.393 

Non-command 

Quartzite 

2.213 

Non-command 

Quartzite 

0.620 

Non-command 

Older Alluvium 

2.961 

Non-command 

Younger Alluvium 

0.002 

Non-command 

Older Alluvium 

1.558 

Non-command 

Quartzite 

4.698 

Non-command 

Older Alluvium 

5.151 

Non-command 

Younger Alluvium 

0.026 

Non-command 

Older Alluvium 

4.834 

Non-command 

Quartzite 

2.184 

Non-command 

Older Alluvium 

2.223 

Non-command 

Quartzite 

4.998 

Non-command 

Older Alluvium 

0.188 

Non-command 

Older Alluvium 

0.119 

Non-command 

Older Alluvium 

1.073 

Non-command 

Quartzite 

2.742 

Non-command 

Quartzite 

3.735 

Non-command 

Quartzite 

4.885 

Non-command 

Older Alluvium 

0.070 

Non-command 

Quartzite 

0.192 

Non-command 

Younger Alluvium 

4.859 

Non-command 

Quartzite 

0.271 

Non-command 

Quartzite 

5.647 

Non-command 

Quartzite 

1.511 

Non-command 

Quartzite 

6.842 

Non-command 

Older Alluvium 

0.005 

Non-command 

Quartzite 

0.621 

Non-command 

Younger Alluvium 

3.346 

Non-command 

Quartzite 

0.270 

Non-command 

Quartzite 

3.354 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

10.197 

Non-command 

Older Alluvium 

5.872 

Non-command 

Younger Alluvium 

10.348 

Non-command 

Younger Alluvium 

9.726 

Non-command 

Quartzite 

0.013 

Non-command 

Quartzite 

5.340 

Non-command 

Quartzite 

12.231 

Non-command 

Older Alluvium 

22.476 

Non-command 

Quartzite 

0.704 

Non-command 

Quartzite 

4.652 

Non-command 

Quartzite 

1.020 

Non-command 

Quartzite 

2.062 

Non-command 

Older Alluvium 

0.388 

Non-command 

Younger Alluvium 

4.808 

Non-command 

Older Alluvium 

2.491 

Non-command 

Older Alluvium 

0.168 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

110,000 

100,000 

120 

200,000 

150,000 

120 

200,000 

150,000 

120 

100,000 

90,000 

120 

110,000 

100,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

90,000 

80,000 

120 

120,000 

100,000 

120 

90,000 

80,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

130,000 

120,000 

120 

90,000 

80,000 

120 

70,000 

50,000 

120 

90,000 

80,000 

120 

70,000 

50,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

90,000 

80,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

50,000 

30,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

90,000 

80,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

90,000 

80,000 

120 

120,000 

100,000 

120 

90,000 

80,000 

120 

90,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM 


( 15 ) 


0.036 




0.173 

0.173 

0.060 

0.060 



0.216 

0.216 

0.036 

0.036 

0.461 

0.461 



0.004 

0.004 

0.010 

0.010 

0.024 

0.032 

1.092 

1.567 

0.007 

0.007 

0.084 

0.116 

0.008 

0.008 

0.386 

0.570 


0.078 

0.112 

0.816 

1.118 

0.006 

0.006 

0.034 

0.045 

- 

- 

1.997 

3.185 

0.250 

0.607 

0.576 

1.397 

0.528 

0.744 

- 

- 

0.079 

0.079 

0.222 

0.239 

0.979 

1.011 

0.018 

0.018 

0.336 

0.412 

0.030 

0.030 

0.032 

0.038 

0.029 

0.072 

0.444 

1.178 

0.346 

0.346 

0.019 

0.019 





























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


16.344 Fresh Non-command 


4.831 Fresh Non-command 


Saline Non-command 


Non-command 


5.815 Fresh 



Kankariya 

0805000400735200 

13.318 

Fresh 

Ked with Gopalpura 

0805000600747200 

13.655 

Fresh 

Keerpura 

0805000600747600 

1.853 

Fresh 

Kerwali 

0813000601744300 

4.773 

Fresh 

Kharwason Ki Dhani 

0805000600749500 

5.172 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Khoh 

0805000600751900 

14.492 

Fresh 

Kishorpura 

0805000600751100 

4.432 

Fresh 


Non-command 


Non-command 


Kotra 

0813000601744200 

4.663 

Fresh 

Madhogarh 

0805000400734900 

16.842 

Fresh 


Non-command 


Non-command 



Makri 

0813000601744700 

6.295 

Fresh 

Manaksas 

0805000600752400 

15.156 

Fresh 

Mandana 

0805000400736100 

3.249 

Fresh 

Mandawara 

0805000600752000 

18.099 

Fresh 

Mandoli 

0813000601744400 

9.575 

Fresh 

Mawanda Khurd 

0813000601745000 

13.252 

Fresh 

Morki 

0805000400734300 

6.445 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Napawali 

0813000601744900 

3.288 

Fresh 

Naya Bas 

0813000601744100 

4.887 

Fresh 

Neori 

0805000600751700 

7.107 

Fresh 


Non-command 


Non-command 


Non-command 


Norangpura 

0805000400735300 

9.594 

Fresh 

Padewa 

0805000400735100 

7.442 

Fresh 

Ponkh 

0805000600751000 

23.441 

Fresh 

Posana 

0805000600749000 

8.068 

Fresh 

Raghunathpura 

0805000600748900 

14.148 

Fresh 

Rajivpura 

0805000600752500 

2.774 

Fresh 

Ranasar 

0813000601743800 

13.414 

Fresh 

Rasoolpur 

0805000400734600 

18.526 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Rupa Ka Bas 

0805000400735800 

2.610 

Fresh 

Sarai 

0805000600752900 

1.214 

Saline 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

7.419 

Non-command 

Quartzite 

4.908 

Non-command 

Quartzite 

3.002 

Non-command 

Quartzite 

1.234 

Non-command 

Older Alluvium 

0.675 

Non-command 

Quartzite 

0.011 

Non-command 

Younger Alluvium 

7.370 

Non-command 

Older Alluvium 

1.311 

Non-command 

Quartzite 

3.790 

Non-command 

Quartzite 

13.318 

Non-command 

Younger Alluvium 

3.014 

Non-command 

Younger Alluvium 

1.853 

Non-command 

Quartzite 

4.647 

Non-command 

Older Alluvium 

0.104 

Non-command 

Quartzite 

3.948 

Non-command 

Older Alluvium 

3.903 

Non-command 

Younger Alluvium 

9.371 

Non-command 

Older Alluvium 

10.385 

Non-command 

Quartzite 

0.770 

Non-command 

Younger Alluvium 

0.014 

Non-command 

Quartzite 

8.993 

Non-command 

Quartzite 

3.990 

Non-command 

Younger Alluvium 

0.442 

Non-command 

Quartzite 

4.663 

Non-command 

Older Alluvium 

3.116 

Non-command 

Quartzite 

13.254 

Non-command 

Older Alluvium 

0.133 

Non-command 

Younger Alluvium 

7.885 

Non-command 

Quartzite 

1.993 

Non-command 

Quartzite 

2.399 

Non-command 

Quartzite 

2.572 

Non-command 

Quartzite 

0.507 

Non-command 

Quartzite 

3.191 

Non-command 

Quartzite 

3.169 

Non-command 

Older Alluvium 

0.398 

Non-command 

Quartzite 

2.642 

Non-command 

Older Alluvium 

0.081 

Non-command 

Younger Alluvium 

4.891 

Non-command 

Quartzite 

0.434 

Non-command 

Quartzite 

3.415 

Non-command 

Quartzite 

6.099 

Non-command 

Younger Alluvium 

0.858 

Non-command 

Quartzite 

9.000 

Non-command 

Quartzite 

7.304 

Non-command 

Quartzite 

11.930 

Non-command 

Older Alluvium 

6.743 

Non-command 

Older Alluvium 

6.007 

Non-command 

Quartzite 

0.618 

Non-command 

Quartzite 

0.695 

Non-command 

Older Alluvium 

16.662 

Non-command 

Younger Alluvium 

1.601 

Non-command 

Quartzite 

2.547 

Non-command 

Quartzite 

0.062 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

90,000 

80,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

50,000 

30,000 

120 

90,000 

80,000 

120 

70,000 

50,000 

120 

90,000 

80,000 

120 

120,000 

100,000 

120 

90,000 

80,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

50,000 

30,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

120,000 

100,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

90,000 

80,000 

120 

120,000 

100,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

90,000 

80,000 

120 

90,000 

80,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

110,000 

90,000 

120 

130,000 

120,000 

120 

90,000 

70,000 

120 

50,000 

30,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.346 


0.138 


0.228 


0.058 


0.077 



1.092 

1.625 

0.119 

0.225 

0.260 

0.508 

0.412 

0.628 

0.168 

0.398 

1.284 

3.012 

0.025 

0.025 

0.019 

0.041 

0.396 

0.967 

0.211 

0.459 

0.648 

1.440 

0.749 

1.451 

0.036 

0.078 

- 

- 1 

0.354 

0.354 

0.306 

0.390 

0.072 

0.086 

0.040 

0.040 

0.162 

0.215 

0.529 

0.734 

0.010 

0.021 

0.588 

1.682 

0.043 

0.043 

0.132 

0.132 

0.126 

0.148 

0.018 

0.018 

0.022 

0.022 

0.061 

0.091 

0.011 

0.037 

0.034 

0.185 

- 

- 

0.192 

0.379 

0.011 

0.011 

0.011 

0.011 

0.378 

0.470 

0.108 

0.137 

0.202 

0.548 

0.235 

0.429 

0.894 

1.003 

0.710 

1.455 

0.509 

0.552 

0.024 

0.024 

0.014 

0.014 

0.572 

0.678 

0.072 

0.088 

0.101 

0.155 

0.004 

0.004 





































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



01003013 


01003014 


Village 

Zone 
(Fresh / 
Saline) 

Type of Area (Command / Non¬ 
command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 

Number 
of Tube 
Wells 

Number 
of Wells 
with 

Pumpset 

Number of 
Operational 
Days 

Average Yield 

Draft 

Total 

Draft 

Name 

Census Code 

Area 









Tube 

Wells 

Wells with 
Pumpset 

Tube 

Wells 

Wells with 
Pumpset 




sq.km 

sq.km 

Ipd 

Ipd 

MCM 

MCM 

MCM 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(IV 

(12) 

(13) 

(14) 

(15) 

(16) 

Sardarpura 

0805000400736300 

7.764 

Fresh 

Non-command 

Non-command 

Quartzite 

1.243 

1 

- 

120 

90,000 

70,000 

0.011 

- 

0.011 

Sephara Gunwar 

0805000400735500 

8.243 

Fresh 

Non-command 

Non-command 

Quartzite 

8.084 

10 

30 

120 

90,000 

70,000 

0.108 

0.252 

0.360 

Shree Krishan Naga 

0805000400734500 

4.040 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.002 

16 

82 

120 

110,000 

90,000 

0.211 

0.886 

1.097 

Sunari 

0805000400735400 

6.814 

Fresh 

Non-command 

Non-command 

Quartzite 

6.814 

24 

29 

120 

90,000 

70,000 

0.259 

0.244 

0.503 

Surpura 

0805000600753000 

1.777 

Saline 

Non-command 

Non-command 

Quartzite 

1.675 

2 

11 

120 

50,000 

30,000 

0.012 

0.040 

0.052 

Todi 

0805000600749200 

8.848 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.822 

62 

98 

120 

90,000 

80,000 

0.670 

0.941 

1.611 


Amarpura 


Banoora 


Bhilai 


Charanwas 


Daulpura 


Deonagar 


Godiawas 


Gothra Tagalan 


Hudeel 


Jeejot 


Khoranda 


Khorandi 


Kotra 


Lalas 


Lamba 


Lora Ka Bas 


Manji Ki Dhani 


Motipura 


Mudiyawas 


Nalot 


Neemawas 


Rar Ki Dhani 


Riksa 


Roopgarh 


Sulyawas 


Todas 


Tuli Ka Charanbas 


Adani 


Bhanwata 


Bhooni 


Bidiyad 


Sub Basin: Mendha 


0813000401706200 


0813000401705500 


0814001001890800 


0814001001889800 


0813000401719000 


0814001001890600 


Fresh 


22.467 Fresh 


Fresh 


Fresh 


10.115 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0813000401705700 


0813000301699300 


0814001001889600 


0814001001890500 


8.509 Fresh 


14.635 Fresh 


13.970 Fresh 


7.200 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



0814001001890700 


0814001001890000 


0814001001890900 


0814001001889900 


0814001001891100 


0814001001891200 


0814001001890200 


0813000401706600 


Fresh 


13.042 Fresh 


Fresh 


17.960 Fresh 


8.200 Fresh 


2.749 Fresh 


4.198 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0813000401706100 


0814001001891300 


0813000401713300 


0813000401706000 


0814001001890300 


0813000401706500 


0813000401705900 


0814001001889500 


0813000401706400 


0814000801867100 


0814001001895700 


0814001001898600 


0814000801865600 


Fresh 


15.377 Fresh 


11.112 Fresh 


1.576 Fresh 


Fresh 


5.295 


11.661 Fresh 


13.317 Fresh 


24.068 Fresh 


Fresh 


Fresh 


16.293 Fresh 


15.823 Fresh 


28.620 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 

Older Alluvium 

0.607 

Non-command 

Older Alluvium 

6.510 

Non-command 

Older Alluvium 

4.879 

Non-command 

Older Alluvium 

8.770 

Non-command 

Quartzite 

0.013 

Non-command 

Older Alluvium 

0.359 

Non-command 

Quartzite 

1.425 

Non-command 

Older Alluvium 

0.114 

Non-command 

Quartzite 

1.248 

Non-command 

Older Alluvium 

6.300 

Non-command 

Quartzite 

0.024 

Non-command 

Older Alluvium 

8.509 

Non-command 

Older Alluvium 

3.885 

Non-command 

Quartzite 

0.983 

Non-command 

Older Alluvium 

1.301 

Non-command 

Older Alluvium 

6.559 

Non-command 

Quartzite 

0.641 

Non-command 

Older Alluvium 

5.557 

Non-command 

Quartzite 

0.877 

Non-command 

Older Alluvium 

4.063 

Non-command 

Older Alluvium 

12.572 

Non-command 

Older Alluvium 

4.941 

Non-command 

Quartzite 

1.311 

Non-command 

Older Alluvium 

13.046 

Non-command 

Older Alluvium 

1.308 

Non-command 

Older Alluvium 

0.645 

Non-command 

Older Alluvium 

4.198 

Non-command 

Older Alluvium 

1.558 

Non-command 

Quartzite 

0.495 

Non-command 

Older Alluvium 

5.275 

Non-command 

Older Alluvium 

0.382 

Non-command 

Older Alluvium 

0.193 

Non-command 

Quartzite 

0.149 

Non-command 

Older Alluvium 

1.576 

Non-command 

Older Alluvium 

2.375 

Non-command 

Older Alluvium 

0.006 

Non-command 

Quartzite 

1.712 

Non-command 

Older Alluvium 

11.811 

Non-command 

Older Alluvium 

0.011 

Non-command 

Quartzite 

0.931 

Non-command 

Phyllite & Schist 

0.455 

Non-command 

Quartzite 

0.013 

Non-command 

Older Alluvium 

15.922 

Non-command 

Older Alluvium 

1.700 

Non-command 

Quartzite 

1.314 

Non-command 

Quartzite 

0.219 


120 

70,000 

50,000 

120 

70,000 

50,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

120 

50,000 

40,000 

110 

200,000 

175,000 

110 

70,000 

50,000 

110 

200,000 

175,000 

110 

70,000 

50,000 

110 

200,000 

175,000 

110 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

40,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

40,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

70,000 

50,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

120 

70,000 

50,000 

120 

50,000 

40,000 

120 

70,000 

50,000 

110 

200,000 

175,000 

120 

70,000 

50,000 

120 

50,000 

40,000 

120 

70,000 

50,000 

110 

200,000 

175,000 

120 

70,000 

50,000 

120 

50,000 

40,000 

120 

70,000 

50,000 

110 

200,000 

175,000 

120 

50,000 

40,000 

110 

150,000 

110,000 

110 

70,000 

50,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

70,000 

50,000 

110 

70,000 

50,000 



0.252 

0.294 

0.132 

0.250 

0.029 

0.047 

0.039 

0.061 

1.078 

1.584 

0.033 

0.048 

0.192 

0.217 

0.024 

0.024 

0.270 

0.490 

1.136 

1.532 

0.308 

0.484 

0.022 

0.037 

2.811 

3.251 

0.039 

0.061 

0.116 

0.182 

1.155 

1.331 

0.042 

0.059 

0.010 

0.016 

0.276 

0.310 

0.019 

0.041 



3.792 

4.518 

0.212 

0.212 

0.044 

0.044 


























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Deeppura 


Deoli Khurd 


Dhathana 


Dhonkaliya 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


Fresh Non-command 



0814001001895100 

4.612 

0814000801866300 

8.700 



0814001001899100 

3.138 

0814000801866400 

14.918 


9.319 Fresh 



19.799 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Gogor 

0814001001898700 

7.780 

Fresh 

Gugarwar 

0814001001897000 

12.996 

Fresh 

Hanumanpura 

0814001001897200 

12.977 

Fresh 

Haripura 

0814001001898100 

6.724 

Fresh 

Haritpura 

0814001001895000 

2.041 

Fresh 

Hariya Joon 

0814001001903500 

10.618 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Heerani 

0814001001895400 

7.043 

Fresh 

Indali 

0814001001898000 

23.728 

Fresh 


Non-command 


Non-command 



Jasrana 

0814001001894100 

7.700 

Fresh 

Joosri 

0814000901884400 

35.079 

Fresh 


Non-command 


Non-command 


Kalkala Ki Dhani 

0814000801866200 

6.600 

Fresh 

Kankariya 

0814001001898200 

4.578 

Fresh 

Kasari 

0814001001903300 

11.896 

Fresh 


Non-command 


Non-command 


Non-command 


Kerpura 

0814001001898800 

5.398 

Fresh 

Khariya 

0814001001894900 

1.493 

Fresh 

Khokar 

0814000801867000 

6.462 

Fresh 

Kishorpura 

0814000801865700 

8.702 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Kuchaman City (M) 

0814001041411000 

24.732 

Fresh 

Kukanwali 

0814001001896800 

13.811 

Fresh 

Lakhji Ka Bas 

0814001001895200 

5.361 

Fresh 

Lichana 

0814001001898900 

23.635 

Fresh 

Makrana (M) 

0814000941410000 

37.123 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Mamlodi 

0814001001899000 

4.363 

Fresh 

Mandawara 

0814001001902800 

5.358 

Fresh 



11.555 Fresh Non-command 


Manpura 

0814001001895800 

6.580 

Fresh 

Meethri 

0814001001899200 

23.155 

Fresh 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

0.030 

Non-command 

Quartzite 

3.616 

Non-command 

Phyllite & Schist 

0.714 

Non-command 

Phyllite & Schist 

0.524 

Non-command 

Older Alluvium 

0.035 

Non-command 

Phyllite & Schist 

8.291 

Non-command 

Phyllite & Schist 

0.370 

Non-command 

Older Alluvium 

3.138 

Non-command 

Phyllite & Schist 

2.632 

Non-command 

Phyllite & Schist 

5.995 

Non-command 

Quartzite 

0.600 

Non-command 

Phyllite & Schist 

1.126 

Non-command 

Quartzite 

4.432 

Non-command 

Phyllite & Schist 

9.335 

Non-command 

Quartzite 

4.276 

Non-command 

Older Alluvium 

7.780 

Non-command 

Older Alluvium 

5.087 

Non-command 

Older Alluvium 

12.973 

Non-command 

Older Alluvium 

6.724 

Non-command 

Older Alluvium 

1.805 

Non-command 

Phyllite & Schist 

2.163 

Non-command 

Quartzite 

1.670 

Non-command 

Older Alluvium 

6.653 

Non-command 

Older Alluvium 

21.446 

Non-command 

Quartzite 

1.317 

Non-command 

Older Alluvium 

8.063 

Non-command 

Quartzite 

0.304 

Non-command 

Older Alluvium 

0.767 

Non-command 

Older Alluvium 

0.051 

Non-command 

Quartzite 

1.543 

Non-command 

Phyllite & Schist 

5.856 

Non-command 

Older Alluvium 

4.578 

Non-command 

Phyllite & Schist 

11.574 

Non-command 

Quartzite 

0.123 

Non-command 

Older Alluvium 

5.398 

Non-command 

Older Alluvium 

1.493 

Non-command 

Phyllite & Schist 

2.047 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Quartzite 

1.084 

Non-command 

Older Alluvium 

18.812 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

4.606 

Non-command 

Older Alluvium 

20.526 

Non-command 

Older Alluvium 

0.181 

Non-command 

Phyllite & Schist 

0.098 

Non-command 

Quartzite 

0.504 

Non-command 

Older Alluvium 

4.363 

Non-command 

Phyllite & Schist 

0.934 

Non-command 

Quartzite 

1.362 

Non-command 

Phyllite & Schist 

9.744 

Non-command 

Quartzite 

1.762 

Non-command 

Older Alluvium 

0.897 

Non-command 

Older Alluvium 

2.027 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

110 

75,000 

75,000 

110 

70,000 

50,000 

110 

150,000 

110,000 

110 

90,000 

70,000 

110 

200,000 

175,000 

110 

150,000 

110,000 

110 

90,000 

70,000 

110 

200,000 

175,000 

110 

150,000 

110,000 

110 

90,000 

70,000 

110 

50,000 

30,000 

110 

150,000 

110,000 

110 

70,000 

50,000 

110 

150,000 

110,000 

110 

70,000 

50,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

75,000 

75,000 

110 

70,000 

50,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

70,000 

50,000 

110 

200,000 

175,000 

110 

70,000 

50,000 

110 

200,000 

175,000 

110 

200,000 

200,000 

110 

70,000 

50,000 

110 

150,000 

110,000 

110 

200,000 

175,000 

110 

75,000 

75,000 

110 

70,000 

50,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

150,000 

110,000 

110 

150,000 

110,000 

110 

70,000 

50,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

200,000 

200,000 

110 

175,000 

110,000 

110 

70,000 

50,000 

110 

200,000 

175,000 

110 

75,000 

75,000 

110 

70,000 

50,000 

110 

150,000 

110,000 

110 

70,000 

50,000 

110 

200,000 

175,000 

110 

200,000 

175,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.083 

0.083 

0.012 

0.012 

0.008 

0.008 



1.290 

1.290 

0.073 

0.073 

0.100 

0.110 

0.003 

0.003 


0.011 

0.019 

0.230 

0.280 

0.050 

0.058 

0.751 

0.817 

0.828 

0.982 

0.866 

0.866 

1.983 

2.247 

1.213 

1.477 

0.008 

0.008 

0.006 

0.006 

1.848 

2.178 

2.791 

3.165 

0.050 

0.058 

1.078 

1.188 

0.011 

0.011 

0.173 

0.173 


0.028 

0.028 

0.145 

0.195 

0.712 

0.756 

0.017 

0.017 



0.006 

0.006 

1.155 

1.155 

0.017 

0.017 

0.022 

0.022 

0.230 

0.280 

0.022 

0.030 

0.193 

0.215 

0.501 

0.523 



















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Roonija 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


7.836 Fresh Non-command 


Muwana 

0814001001897900 

13.614 

Fresh 

Nakan 

0814000801866100 

7.309 

Fresh 


Non-command 


Non-command 



Ompura 

0814001001896900 

2.460 

Fresh 

Palara 

0814001001902900 

16.768 

Fresh 


Non-command 


Non-command 



Palri 

0814001001902700 

8.262 

Fresh 

Panchota 

0814001001899300 

26.933 

Fresh 



6.302 Fresh Non-command 


Ramnagar 

0814001001894800 

5.053 

Fresh 

Rampura 

0814001001891000 

1.850 

Fresh 

Rewasa Dalelpura 

0814001001898400 

17.171 

Fresh 



0814000801866600 


15.374 Fresh Non-command 


Saline Non-command 



Sargoth 

0814001001894700 

11.939 

Fresh 

Shri Nagar 

0814001001895500 

0.462 

Fresh 

Sidiyas 

0814001001903000 

13.224 

Fresh 




Sindhupura 

0814001001895600 

0.817 

Fresh 

Sujanpura 

0814001001896000 

7.427 

Fresh 

Tirsingiya 

0814001001894500 

3.587 

Fresh 

Torda 

0814001001894300 

20.226 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


01003015 


Ajeetgarh 

0813000501742200 

13.528 

Fresh 

Amarsar 

0812000301471200 

12.801 

Fresh 


Non-command 


Non-command 


Anatpura 

0813000501741500 

6.493 

Fresh 

Arniya 

0813000501740500 

14.676 

Fresh 


Non-command 


Non-command 


Aspura 

0813000501741700 

6.365 

Fresh 

Bagariyavas 

0813000501740400 

7.492 

Fresh 


Non-command 


Non-command 


Bharni 

0813000501736600 

11.522 

Fresh 

Bilandarpur 

0812000301472200 

8.879 

Fresh 

Chak Hanutpura 

0812000301472000 

1.665 

Fresh 


Non-command 


Non-command 


Non-command 


Chak Mau 

0813000501737100 

0.834 

Fresh 

Dhabanwali 

0813000501739700 

2.795 

Fresh 

Divrala 

0813000501741600 

10.918 

Fresh 


Non-command 


Non-command 


Non-command 


Garh Taknet 

0813000501741800 

32.705 

Fresh 

Geedawala 

0813000501739800 

7.182 

Fresh 

Ghatamdaswali 

0813000501740300 

7.450 

Fresh 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

1.412 

Non-command 

Quartzite 

0.463 

Non-command 

Quartzite 

0.041 

Non-command 

Phyllite & Schist 

3.008 

Non-command 

Quartzite 

4.079 

Non-command 

Phyllite & Schist 

8.602 

Non-command 

Quartzite 

0.000 

Non-command 

Older Alluvium 

1.075 

Non-command 

Older Alluvium 

4.924 

Non-command 

Phyllite & Schist 

7.600 

Non-command 

Quartzite 

3.308 

Non-command 

Older Alluvium 

0.139 

Non-command 

Older Alluvium 

0.294 

Non-command 

Quartzite 

1.165 

Non-command 

Older Alluvium 

4.888 

Non-command 

Quartzite 

0.920 

Non-command 

Older Alluvium 

5.053 

Non-command 

Older Alluvium 

1.850 

Non-command 

Older Alluvium 

0.700 

Non-command 

Quartzite 

1.289 

Non-command 

Phyllite & Schist 

0.007 

Non-command 

Phyllite & Schist 

3.378 

Non-command 

Quartzite 

0.754 

Non-command 

Older Alluvium 

11.939 

Non-command 

Older Alluvium 

0.462 

Non-command 

Older Alluvium 

0.587 

Non-command 

Phyllite & Schist 

10.979 

Non-command 

Quartzite 

1.261 

Non-command 

Older Alluvium 

0.817 

Non-command 

Older Alluvium 

0.011 

Non-command 

Older Alluvium 

3.587 

Non-command 

Older Alluvium 

3.318 

Non-command 

Quartzite 

1.572 

Non-command 

Older Alluvium 

4.109 

Non-command 

Older Alluvium 

1.252 

Non-command 

Younger Alluvium 

1.144 

Non-command 

Older Alluvium 

6.493 

Non-command 

Older Alluvium 

4.147 

Non-command 

Younger Alluvium 

10.529 

Non-command 

Older Alluvium 

6.365 

Non-command 

Older Alluvium 

4.122 

Non-command 

Younger Alluvium 

3.370 

Non-command 

Older Alluvium 

4.594 

Non-command 

Younger Alluvium 

1.795 

Non-command 

Older Alluvium 

0.002 

Non-command 

Younger Alluvium 

1.664 

Non-command 

Older Alluvium 

0.747 

Non-command 

Older Alluvium 

1.993 

Non-command 

Older Alluvium 

10.543 

Non-command 

Younger Alluvium 

0.376 

Non-command 

Older Alluvium 

14.995 

Non-command 

Older Alluvium 

2.695 

Non-command 

Older Alluvium 

7.450 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

110 

200,000 

175,000 

110 

70,000 

50,000 

110 

70,000 

50,000 

110 

150,000 

110,000 

110 

70,000 

50,000 

110 

75,000 

75,000 

110 

70,000 

50,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

75,000 

75,000 

110 

70,000 

50,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

70,000 

50,000 

110 

200,000 

175,000 

110 

70,000 

50,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

70,000 

50,000 

110 

150,000 

110,000 

110 

90,000 

70,000 

110 

50,000 

30,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

75,000 

75,000 

110 

70,000 

50,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

70,000 

50,000 

120 

60,000 

30,000 

120 

90,000 

70,000 

120 

80,000 

50,000 

120 

60,000 

30,000 

120 

60,000 

30,000 

120 

70,000 

50,000 

120 

60,000 

30,000 

120 

60,000 

30,000 

120 

70,000 

50,000 

120 

60,000 

30,000 

120 

80,000 

50,000 

120 

90,000 

70,000 

120 

80,000 

50,000 

120 

60,000 

30,000 

120 

60,000 

30,000 

120 

60,000 

30,000 

120 

70,000 

50,000 

120 

60,000 

30,000 

120 

60,000 

30,000 

120 

60,000 

30,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.154 

0.198 

0.017 

0.025 

- 

- 

0.085 

0.135 

0.055 

0.094 

0.099 

0.116 

- 

- 

0.058 

0.102 

0.135 

0.135 

0.091 

0.091 

0.028 

0.028 

0.019 

0.019 

0.019 

0.019 

0.028 

0.028 

0.173 

0.173 

0.011 

0.011 

1.097 

1.471 

1.040 

1.260 

0.058 

0.058 

0.033 

0.033 


0.023 

0.023 

0.003 

0.003 

1.944 

1.944 

0.828 

1.004 



0.096 

0.096 

0.250 

0.250 

0.033 

0.033 

0.029 

0.785 

0.160 

0.279 

0.102 

0.198 

0.346 

0.850 

0.310 

0.670 

1.302 

2.360 

0.047 

0.688 

0.364 

0.587 

0.492 

0.710 

0.083 

0.465 

0.240 

0.432 

- 

- 

0.048 

0.192 

0.004 

0.033 

0.022 

0.195 

1.159 

1.663 

0.066 

0.091 

0.032 

0.486 

0.036 

0.144 

0.176 

0.478 


































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


7.700 Fresh 



Hanspur 

0813000501737000 

12.068 

Fresh 

Hanutpura 

0812000301471900 

4.522 

Fresh 

Holiya Ka Vas 

0813000501737300 

2.767 

Fresh 

Jalalpur 

0813000501740600 

10.979 

Fresh 

Jodhpura 

0812000301471800 

3.261 

Fresh 

Jugrajpura 

0813000501742300 

6.846 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Khejroli 

0812000401480100 

26.908 

Fresh 

Khurampura 

0813000501741300 

3.239 

Fresh 

Kolwa 

0813000501741000 

5.576 

Fresh 

Lisariya 

0813000501741400 

12.307 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Mandoosya 

0813000501741900 

8.982 

Fresh 

Mangarh 

0813000501742400 

10.001 

Fresh 

Mau 

0813000501736700 

15.609 

Fresh 


Non-command 


Non-command 


Non-command 



Nangal 

0813000501740200 

6.648 

Fresh 

Nangal Bhim 

0813000501736900 

5.320 

Fresh 

Nathoosar 

0813000501740000 

8.496 

Fresh 


Non-command 


Non-command 


Non-command 


Parasrampura 

0813000501740700 

15.700 

Fresh 

Phootala 

0813000501741200 

7.124 

Fresh 


Non-command 


Non-command 


01003016 


Prithvipura 

0813000501737200 

6.999 

Fresh 

Ratanpura 

0813000501740100 

10.882 

Fresh 


Non-command 


Non-command 



Sargoth 

0813000501740800 

9.107 

Fresh 

Shimarla Jageer 

0813000501740900 

8.511 

Fresh 

Sri Madhopur (M) 

0813000541307000 

14.331 

Fresh 

Tilokpura 

0813000501739900 

9.079 

Fresh 

Abhawas 

0813000501735100 

20.880 

Fresh 

Akhepura 

0813000401709300 

8.158 

Fresh 

Aloda 

0813000401715900 

15.361 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Anantpura 

0813000401718800 

3.144 

Fresh 

Badhala Ki Dhani 

0813000401710900 

2.901 

Fresh 

Bahadurpura 

0813000501728800 

11.459 

Fresh 

Bajyawas 

0813000401713700 

7.439 

Fresh 

Baloopura 

0813000401713800 

5.417 

Fresh 

Bamanvas @ Sajanpura 

0813000501728600 

5.785 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Banathala 

0813000401717600 

12.805 

Fresh 

Baori 

0813000501735800 

11.950 

Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

0.192 

Non-command 

Younger Alluvium 

1.749 

Non-command 

Older Alluvium 

0.850 

Non-command 

Younger Alluvium 

2.420 

Non-command 

Older Alluvium 

1.389 

Non-command 

Younger Alluvium 

8.009 

Non-command 

Younger Alluvium 

0.041 

Non-command 

Older Alluvium 

3.733 

Non-command 

Younger Alluvium 

2.895 

Non-command 

Older Alluvium 

0.792 

Non-command 

Younger Alluvium 

6.244 

Non-command 

Younger Alluvium 

8.187 

Non-command 

Older Alluvium 

3.239 

Non-command 

Younger Alluvium 

5.576 

Non-command 

Older Alluvium 

6.065 

Non-command 

Younger Alluvium 

6.242 

Non-command 

Older Alluvium 

7.344 

Non-command 

Younger Alluvium 

2.085 

Non-command 

Older Alluvium 

1.511 

Non-command 

Older Alluvium 

0.007 

Non-command 

Older Alluvium 

11.800 

Non-command 

Younger Alluvium 

2.924 

Non-command 

Older Alluvium 

5.387 

Non-command 

Younger Alluvium 

8.566 

Non-command 

Older Alluvium 

6.648 

Non-command 

Older Alluvium 

0.376 

Non-command 

Older Alluvium 

2.165 

Non-command 

Younger Alluvium 

6.331 

Non-command 

Younger Alluvium 

3.190 

Non-command 

Older Alluvium 

4.572 

Non-command 

Younger Alluvium 

2.552 

Non-command 

Older Alluvium 

1.449 

Non-command 

Older Alluvium 

5.996 

Non-command 

Younger Alluvium 

4.886 

Non-command 

Older Alluvium 

0.001 

Non-command 

Younger Alluvium 

2.933 

Non-command 

Younger Alluvium 

0.135 

Non-command 

Younger Alluvium 

1.276 

Non-command 

Older Alluvium 

0.252 

Non-command 

Older Alluvium 

6.167 

Non-command 

Older Alluvium 

16.332 

Non-command 

Older Alluvium 

0.274 

Non-command 

Older Alluvium 

12.600 

Non-command 

Quartzite 

2.761 

Non-command 

Quartzite 

0.108 

Non-command 

Older Alluvium 

2.901 

Non-command 

Older Alluvium 

2.571 

Non-command 

Older Alluvium 

5.752 

Non-command 

Older Alluvium 

5.303 

Non-command 

Older Alluvium 

1.381 

Non-command 

Quartzite 

0.587 

Non-command 

Older Alluvium 

12.320 

Non-command 

Older Alluvium 

11.942 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

30,000 

120 

70,000 

50,000 

120 

60,000 

30,000 

120 

80,000 

50,000 

120 

60,000 

30,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

60,000 

30,000 

120 

70,000 

50,000 

120 

90,000 

70,000 

120 

80,000 

50,000 

120 

40,000 

25,000 

120 

60,000 

30,000 

120 

70,000 

50,000 

120 

60,000 

30,000 

120 

70,000 

50,000 

120 

60,000 

30,000 

120 

70,000 

50,000 

120 

60,000 

30,000 

120 

60,000 

30,000 

120 

60,000 

30,000 

120 

70,000 

50,000 

120 

60,000 

30,000 

120 

70,000 

50,000 

120 

60,000 

30,000 

120 

60,000 

30,000 

120 

60,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

30,000 

120 

70,000 

50,000 

120 

60,000 

30,000 

120 

60,000 

30,000 

120 

70,000 

50,000 

120 

60,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

30,000 

120 

60,000 

30,000 

120 

60,000 

30,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 



Wells with 
Pumpset 


MCM 




0.302 

0.590 

0.034 

0.048 

0.192 

0.209 

0.090 

0.090 

0.038 

0.052 

0.014 

0.021 

0.732 

0.934 

0.048 

1.200 































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Bassi 


Bay 


Bhagwan Pura 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


6.891 Fresh 



0813000501727700 

5.011 

Fresh 

0813000501733200 

12.796 

Fresh 

0813000401717200 

11.825 

Fresh 

0813000401714600 

10.823 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Bharni 

0813000501736600 

11.522 

Fresh 

Bhawanipura 

0813000501734400 

5.619 

Fresh 

Bhojpur 

0813000501727600 

5.051 

Fresh 

Bhopatpura 

0813000501736100 

4.081 

Fresh 

Buchyasi 

0813000401717400 

5.603 

Fresh 

Chainpura 

0813000401714400 

8.361 

Fresh 

Chak Jairampura 

0813000501730600 

0.871 

Fresh 

Chak Jaswantpura 

0813000501732700 

2.208 

Fresh 

Chak Kailash 

0813000401717000 

3.235 

Fresh 

Chak Khatundra 

0813000501728000 

2.299 

Fresh 

Chak Kishanpura 

0813000501730900 

1.579 

Fresh 

Chak Ladhana 

0813000401711300 

2.172 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Chak Majipura 

0813000401715400 

0.426 

Fresh 

Chak Mau 

0813000501737100 

0.834 

Fresh 

Chak Udaipura 

0813000501729100 

0.722 

Fresh 

Charanwas @ Gangabishan Ka Bas 

0813000501734600 

1.715 

Fresh 

Charanwas @ Gyandhyan Ka Bas 

0813000501734800 

1.713 

Fresh 

Charanwas@ Bhopat Ka Bas 

0813000501733400 

1.771 

Fresh 

Chomu Purohitan 

0813000501735000 

13.530 

Fresh 

Dadiyarampura 

0813000501735200 

19.756 

Fresh 

Dantla 

0813000401713000 

12.808 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Derawalidhani 

0813000501732900 

1.385 

Fresh 

Devipura 

0813000501735500 

2.073 

Fresh 

Dhabanwali 

0813000501739700 

2.795 

Fresh 

Dhalyavas 

0813000501729800 

5.434 

Fresh 

Dhani Chetandas 

0813000401711000 

2.286 

Fresh 

Dheengpur 

0813000401714300 

8.257 

Fresh 

Dheerajpura 

0813000501734500 

6.423 

Fresh 

Doodhwalon Ka Bas 

0813000501728700 

6.948 

Fresh 

Dookiya 

0813000401715000 

19.087 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Dulthana 

0813000501729500 

4.122 

Fresh 

Fatehpura 

0813000501730200 

1.854 

Fresh 

Ganeshpura 

0813000401715300 

1.108 

Fresh 


Non-command 


Non-command 


Non-command 


Ganora 

0813000401712900 

13.114 

Fresh 

Garh Bhopji 

0813000501737800 

4.832 

Fresh 

Garh Taknet 

0813000501741800 

32.705 

Fresh 

Geedawala 

0813000501739800 

7.182 

Fresh 

Gila Ki Dhani 

0813000401716600 

4.339 

Fresh 

Gordhanpura 

0813000401715500 

8.245 

Fresh 

Goriyan 

0813000501728400 

4.577 

Fresh 

Govindpura 

0813000501728900 

10.696 

Fresh 

Gowati 

0813000401715100 

8.394 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

6.854 

Non-command 

Quartzite 

0.037 

Non-command 

Older Alluvium 

0.018 

Non-command 

Older Alluvium 

12.796 

Non-command 

Older Alluvium 

11.825 

Non-command 

Older Alluvium 

9.571 

Non-command 

Quartzite 

1.253 

Non-command 

Older Alluvium 

4.834 

Non-command 

Older Alluvium 

5.619 

Non-command 

Older Alluvium 

1.334 

Non-command 

Older Alluvium 

1.396 

Non-command 

Older Alluvium 

5.353 

Non-command 

Older Alluvium 

8.361 

Non-command 

Older Alluvium 

0.871 

Non-command 

Older Alluvium 

2.208 

Non-command 

Older Alluvium 

3.235 

Non-command 

Older Alluvium 

1.683 

Non-command 

Older Alluvium 

0.120 

Non-command 

Older Alluvium 

1.859 

Non-command 

Quartzite 

0.313 

Non-command 

Older Alluvium 

0.426 

Non-command 

Older Alluvium 

0.087 

Non-command 

Older Alluvium 

0.722 

Non-command 

Older Alluvium 

1.715 

Non-command 

Older Alluvium 

1.713 

Non-command 

Older Alluvium 

1.771 

Non-command 

Older Alluvium 

13.530 

Non-command 

Older Alluvium 

0.186 

Non-command 

Older Alluvium 

4.677 

Non-command 

Quartzite 

7.290 

Non-command 

Older Alluvium 

1.385 

Non-command 

Older Alluvium 

2.073 

Non-command 

Older Alluvium 

0.802 

Non-command 

Older Alluvium 

5.434 

Non-command 

Older Alluvium 

2.286 

Non-command 

Older Alluvium 

8.257 

Non-command 

Older Alluvium 

6.423 

Non-command 

Older Alluvium 

3.356 

Non-command 

Older Alluvium 

2.856 

Non-command 

Quartzite 

15.933 

Non-command 

Older Alluvium 

4.122 

Non-command 

Older Alluvium 

1.854 

Non-command 

Older Alluvium 

0.304 

Non-command 

Quartzite 

0.804 

Non-command 

Quartzite 

8.786 

Non-command 

Older Alluvium 

0.287 

Non-command 

Older Alluvium 

2.056 

Non-command 

Older Alluvium 

4.488 

Non-command 

Older Alluvium 

4.339 

Non-command 

Older Alluvium 

8.245 

Non-command 

Older Alluvium 

4.501 

Non-command 

Older Alluvium 

10.696 

Non-command 

Older Alluvium 

2.114 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

40,000 

120 

60,000 

30,000 

120 

60,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

30,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

50,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

30,000 

120 

60,000 

30,000 

120 

70,000 

50,000 

120 

50,000 

40,000 

120 

60,000 

30,000 

120 

60,000 

30,000 

120 

60,000 

30,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

60,000 

30,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

30,000 

120 

60,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.338 







































































































































































































































































































































































































































































































































































































































































































































































































































































Village 

Zone 
(Fresh / 
Saline) 

Name 


Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 


Gyanpura 

0813000501733700 

9.125 

Fresh 

Hanspur 

0813000501737000 

12.068 

Fresh 

Hanumanpura 

0813000401716000 

2.620 

Fresh 

Heerwas 

0813000401713400 

5.228 

Fresh 


Holiya Ka Vas 

0813000501737300 

2.767 

Fresh 

Jairampura 

0813000501730700 

9.099 

Fresh 

Jajod 

0813000501729600 

8.768 

Fresh 

Jaloond 

0813000401714100 

9.704 

Fresh 

Jankipura 

0813000501730000 

3.028 

Fresh 

Jaswantpura 

0813000501732600 

4.797 

Fresh 

Jhamawas 

0813000401716200 

12.276 

Fresh 

Jorawar Nagar 

0813000501732400 

5.905 

Fresh 

Jurathra 

0813000301703000 

8.119 

Fresh 

Kailash 

0813000401714200 

4.518 

Fresh 

Kalyanpura 

0813000501733000 

1.484 

Fresh 

Kalyanpura (Thoi) 

0813000501739500 

8.929 

Fresh 

Kancharra @ Kanchanpur 

0813000501732500 

21.499 

Fresh 

Kantiya 

0813000401713100 

10.891 

Fresh 


Kanwarpura 

0813000501727800 

2.328 

Fresh 

Kasarda 

0813000501733500 

7.297 

Fresh 

Kerpura 

0813000401716700 

2.027 

Fresh 

Kerpura @ Charanwas 

0813000401712500 

1.893 

Fresh 

Khachariya Was 

0813000401722400 

14.138 

Fresh 

Khaitwas 

0813000401714900 

3.508 

Fresh 

Khanipura 

0813000501732800 

3.713 

Fresh 

Khariyawas 

0813000401714700 

1.300 

Fresh 


Khatoo 

0813000401716100 

24.702 

Fresh 

Khatundra 

0813000501728300 

1.797 

Fresh 

Kheri Charnan 

0813000501729700 

3.618 

Fresh 

Khora 

0813000401714000 

5.501 

Fresh 

Kishanpura 

0813000501730800 

2.422 

Fresh 

Kochhor 

0813000401712400 

13.737 

Fresh 

Kotri (Shimarla) 

0813000501737400 

11.360 

Fresh 

Kotri Dhaylan 

0813000501735600 

10.702 

Fresh 

Ladhana 

0813000401711400 

9.445 

Fresh 

Ladpur 

0813000501733900 

4.280 

Fresh 

Ladpura 

0813000401716500 

7.925 

Fresh 

Lakhni 

0813000501735700 

8.943 

Fresh 

Lamiyan 

0813000401716800 

15.737 

Fresh 

Lapuwa 

0813000501734700 

7.043 

Fresh 

Likhma Ka Bas 

0813000401717300 

8.102 

Fresh 

Madni 

0813000401715700 

14.465 

Fresh 

Maganpura 

0813000401713900 

9.075 

Fresh 

Mahroli 

0813000501736500 

13.533 

Fresh 

Majipura 

0813000401711100 

2.416 

Fresh 

Malakali 

0813000501736400 

3.011 

Fresh 

Malikpur 

0813000501733800 

12.536 

Fresh 

Mandha 

0813000401715600 

15.984 

Fresh 

Mau 

0813000501736700 

15.609 

Fresh 


Type of Area (Command / 
command) 


_ m 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Quartzite 

6.020 

Non-command 

Older Alluvium 

9.125 

Non-command 

Older Alluvium 

11.219 

Non-command 

Older Alluvium 

2.620 

Non-command 

Older Alluvium 

2.834 

Non-command 

Quartzite 

0.085 

Non-command 

Older Alluvium 

1.378 

Non-command 

Older Alluvium 

8.922 

Non-command 

Older Alluvium 

8.768 

Non-command 

Older Alluvium 

9.704 

Non-command 

Older Alluvium 

3.028 

Non-command 

Older Alluvium 

4.797 

Non-command 

Older Alluvium 

12.276 

Non-command 

Older Alluvium 

1.550 

Non-command 

Older Alluvium 

0.004 

Non-command 

Older Alluvium 

4.518 

Non-command 

Older Alluvium 

1.484 

Non-command 

Older Alluvium 

3.176 

Non-command 

Older Alluvium 

11.219 

Non-command 

Older Alluvium 

5.970 

Non-command 

Quartzite 

3.292 

Non-command 

Older Alluvium 

0.782 

Non-command 

Older Alluvium 

7.297 

Non-command 

Older Alluvium 

2.027 

Non-command 

Quartzite 

1.189 

Non-command 

Older Alluvium 

1.449 

Non-command 

Quartzite 

3.428 

Non-command 

Older Alluvium 

3.713 

Non-command 

Older Alluvium 

0.373 

Non-command 

Quartzite 

0.927 

Non-command 

Older Alluvium 

24.702 

Non-command 

Older Alluvium 

0.057 

Non-command 

Older Alluvium 

3.618 

Non-command 

Older Alluvium 

5.313 

Non-command 

Older Alluvium 

0.612 

Non-command 

Quartzite 

0.010 

Non-command 

Older Alluvium 

11.360 

Non-command 

Older Alluvium 

2.836 

Non-command 

Older Alluvium 

4.428 

Non-command 

Older Alluvium 

4.280 

Non-command 

Older Alluvium 

7.925 

Non-command 

Older Alluvium 

8.264 

Non-command 

Older Alluvium 

9.373 

Non-command 

Older Alluvium 

7.043 

Non-command 

Older Alluvium 

7.367 

Non-command 

Older Alluvium 

14.465 

Non-command 

Older Alluvium 

9.075 

Non-command 

Older Alluvium 

0.264 

Non-command 

Older Alluvium 

2.416 

Non-command 

Older Alluvium 

2.288 

Non-command 

Older Alluvium 

12.536 

Non-command 

Older Alluvium 

15.984 

Non-command 

Older Alluvium 

0.728 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

40,000 

120 

60,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

30,000 

120 

70,000 

50,000 

120 

60,000 

30,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

60,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

30,000 

120 

70,000 

50,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

50,000 

40,000 

120 

70,000 

50,000 

120 

50,000 

40,000 

120 

60,000 

30,000 

120 

70,000 

50,000 

120 

50,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

50,000 

40,000 

120 

60,000 

30,000 

120 

60,000 

30,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

30,000 

120 

70,000 

50,000 

120 

60,000 

30,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

30,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

( 15 ) 

( 16 ) 

0.374 

0.518 

0.662 

0.806 

0.468 

1.476 

0.168 

0.311 

0.072 

0.089 

- 

- 

0.018 

0.169 

0.197 

1.083 

0.427 

0.571 

0.534 

0.727 

0.038 

0.441 

0.158 

0.540 

0.594 

0.636 

0.022 

0.116 

- 

- j 

0.624 

0.725 

0.205 

0.666 

0.010 

0.262 

0.220 

0.551 

0.084 

0.092 

0.034 

0.040 

0.024 

0.031 

0.566 

0.681 

1.452 

1.595 

0.048 

0.060 

0.102 

0.119 

0.014 

0.014 

0.047 

0.429 

0.012 

0.012 

0.024 

0.024 

1.794 

2.088 














































































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Motipura 


Nada 


Nada Charanwas 


Nalot 


Nangal Bhim 


Nayabas 


0813000401706600 


0813000401717100 


0813000401716900 


0813000501737600 


0813000501736900 


0813000401706700 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Nimera 

0813000501727900 

4.890 

Fresh 

Norangpura 

0813000501730100 

2.458 

Fresh 

Pachar 

0813000401722800 

34.182 

Fresh 

Padampura 

0813000501730300 

3.093 

Fresh 

Palsana 

0813000401710800 

42.262 

Fresh 

Patwari Ka Bas 

0813000501736000 

4.769 

Fresh 

Prithvipura 

0813000501737200 

6.999 

Fresh 

Pujari Ka Bas 

0813000501733100 

2.035 

Fresh 

Purohit Ka Bas 

0813000501735300 

2.502 

Fresh 

Ralawata 

0813000501730500 

4.291 

Fresh 

Ramdas Ka Bas 

0813000501734000 

1.998 

Fresh 

Ramjipura 

0813000401722600 

3.918 

Fresh 

Ranipura 

0813000501733600 

4.320 

Fresh 

Reengus (M) 

0813000541308000 

25.166 

Fresh 

Roopgarh 

0813000401706500 

11.661 

Fresh 

Rooppura 

0813000401712600 

8.446 

Fresh 

Royal 

0813000501728500 

4.747 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Rulana 

0813000401717700 

10.056 

Fresh 

Samer 

0813000401714800 

8.233 

Fresh 


Non-command 


Non-command 


Samotaka Bas 

0813000501734100 

6.172 

Fresh 

Santoshpura 

0813000501734900 

5.060 

Fresh 

Sanwalpura 

0813000401715800 

6.870 

Fresh 

Sanwatpura@ Jaita Ki Dhani 

0813000501729400 

2.490 

Fresh 

Sawaipura @ Pujari Ka Bas 

0813000501729200 

3.943 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Shahpura 

0813000501734200 

14.491 

Fresh 

Shimarla (Kotri) 

0813000501737500 

5.834 

Fresh 

Shivpura 

0813000501729900 

1.229 

Fresh 

Shola 

0813000501728100 

4.628 

Fresh 

Shyami Ki Dhani 

0813000401716300 

1.324 

Fresh 

Sihori 

0813000501739600 

10.062 

Fresh 

Sitarampura 

0813000401716400 

2.795 

Fresh 

Soorpura 

0813000501729300 

1.362 

Fresh 

Sothaliya 

0813000501735900 

7.561 

Fresh 

Sri Madhopur (M) 

0813000541307000 

14.331 

Fresh 

Sri Rampura 

0813000401717500 

4.450 

Fresh 

Srimadhopur (Rural) 

0813000501736800 

3.184 

Fresh 

Sundarpura 

0813000401710700 

4.189 

Fresh 

Surani 

0813000501739100 

32.257 

Fresh 

Surat Ram Ki Dhani 

0813000401714500 

0.348 

Fresh 

Tapilya 

0813000501735400 

6.666 

Fresh 

Tehat 

0813000401706800 

11.131 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Quartzite 

0.001 

Non-command 

Older Alluvium 

4.485 

Non-command 

Older Alluvium 

3.997 

Non-command 

Older Alluvium 

1.523 

Non-command 

Older Alluvium 

4.944 

Non-command 

Older Alluvium 

1.297 

Non-command 

Quartzite 

1.554 

Non-command 

Older Alluvium 

0.509 

Non-command 

Quartzite 

0.031 

Non-command 

Older Alluvium 

4.890 

Non-command 

Older Alluvium 

2.458 

Non-command 

Older Alluvium 

1.135 

Non-command 

Older Alluvium 

1.248 

Non-command 

Older Alluvium 

34.175 

Non-command 

Older Alluvium 

4.397 

Non-command 

Older Alluvium 

5.550 

Non-command 

Older Alluvium 

2.035 

Non-command 

Older Alluvium 

1.530 

Non-command 

Older Alluvium 

4.205 

Non-command 

Older Alluvium 

1.998 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

4.320 

Non-command 

Older Alluvium 

0.225 

Non-command 

Quartzite 

0.000 

Non-command 

Quartzite 

0.387 

Non-command 

Older Alluvium 

0.770 

Non-command 

Quartzite 

0.355 

Non-command 

Older Alluvium 

2.067 

Non-command 

Older Alluvium 

0.077 

Non-command 

Quartzite 

8.031 

Non-command 

Older Alluvium 

6.172 

Non-command 

Older Alluvium 

5.060 

Non-command 

Older Alluvium 

6.870 

Non-command 

Older Alluvium 

2.490 

Non-command 

Older Alluvium 

3.373 

Non-command 

Quartzite 

0.350 

Non-command 

Older Alluvium 

14.491 

Non-command 

Older Alluvium 

3.708 

Non-command 

Older Alluvium 

1.229 

Non-command 

Older Alluvium 

4.407 

Non-command 

Older Alluvium 

1.324 

Non-command 

Older Alluvium 

9.329 

Non-command 

Older Alluvium 

2.795 

Non-command 

Older Alluvium 

1.362 

Non-command 

Older Alluvium 

7.561 

Non-command 

Older Alluvium 

14.079 

Non-command 

Older Alluvium 

4.444 

Non-command 

Older Alluvium 

3.184 

Non-command 

Older Alluvium 

4.189 

Non-command 

Older Alluvium 

3.929 

Non-command 

Older Alluvium 

0.348 

Non-command 

Older Alluvium 

6.632 

Non-command 

Quartzite 

1.907 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

30,000 

120 

60,000 

30,000 

120 

70,000 

50,000 

120 

50,000 

40,000 

120 

70,000 

50,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

80,000 

60,000 

120 

60,000 

30,000 

120 

60,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

30,000 

120 

50,000 

40,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

30,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

30,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

30,000 

120 

70,000 

50,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

30,000 

120 

70,000 

50,000 

120 

60,000 

30,000 

120 

80,000 

60,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

60,000 

30,000 

120 

50,000 

40,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 



0.019 

0.019 

0.058 

0.072 

0.029 

0.036 

0.168 

0.193 

- 

- 

0.163 

0.169 

0.192 

0.257 

0.054 

0.551 

0.324 

0.450 

0.192 

0.257 

0.350 

0.444 

0.038 

0.045 

0.341 

0.456 

0.018 

0.198 

0.010 

0.334 

0.077 

0.106 

0.108 

0.150 

0.108 

0.475 

0.474 

0.625 

0.110 

0.139 

0.014 

0.842 

- 

0.353 

0.132 

0.300 

0.533 

1.224 

0.086 

0.105 

0.010 

0.053 

0.096 

0.138 

0.180 

1.109 

0.072 

0.084 























































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

Theekariya @ Raisinghpura 

0813000501734300 

11.590 

Fresh 

Tilokpura 

0813000501739900 

9.079 

Fresh 

Tiwari Ki Dhani 

0813000501730400 

2.516 

Fresh 

Tuli Ka Charanbas 

0813000401706400 

2.796 

Fresh 

Tulsirampura 

0813000401715200 

4.332 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


01003017 


Udaipura 

0813000501729000 

8.573 

Fresh 

Vijaipura 

0813000501733300 

10.852 

Fresh 

Abhaipura 

0812000501491600 

6.682 

Fresh 

Aleesar 

0812000401482100 

7.221 

Fresh 

Amarpura 

0812000401485600 

5.564 

Fresh 

Amarsar 

0812000301471200 

12.801 

Fresh 

Amloda 

0812000301473800 

5.327 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Anatpura 

0812000401485200 

7.812 

Fresh 

Anoppura 

0812001001566000 

2.714 

Fresh 

Asti Kalan 

0812000401478900 

14.553 

Fresh 


Non-command 


Non-command 


Non-command 


Asti Khurd 

0812000401479000 

8.821 

Fresh 

Baga Ka Bas 

0812000401482200 

4.233 

Fresh 

Bagawas 

0812000501490200 

10.738 

Fresh 

Bagri 

0812000401478200 

3.933 

Fresh 

Bagron Ka Bas 

0812000401478800 

1.733 

Fresh 

Bai Ka Bas 

0812000401483200 

4.765 

Fresh 

Balekhan 

0812000401485100 

6.423 

Fresh 

Baori 

0813000501735800 

11.950 

Fresh 

Baori Gopinath 

0812000401482600 

11.532 

Fresh 

Barh Abhayakaranpura 

0812000401482000 

0.728 

Fresh 

Barh Devthala 

0812000401481000 

1.036 

Fresh 

Barwara 

0812000401485900 

7.049 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bharni 

0813000501736600 

11.522 

Fresh 

Bheelpura 

0812001001566400 

6.052 

Fresh 

Bhopatpura 

0813000501736100 

4.081 

Fresh 

Bhopawas 

0812000401486300 

8.527 

Fresh 

Bhutera 

0812000401479100 

10.465 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bilandarpur 


Bimalpura 


Bishanpura @ Charanwas 


Chak Charanwas 


Chak Dalelpura 


Chak Dhanota 


Chak Laddu 


Chak Mundiya 


Chak Tankarda 


Charanwas 


Chhota Gudha 


Chimanpura 


Chomu (m) 


Dadiyarampura 


Dahara Tankarda 


0812000301472200 

8.879 

Fresh 

0812000401483600 

3.685 

Fresh 

0812000401485500 

4.840 

Fresh 

0812000401481200 

2.197 

Fresh 

0812000401480300 

0.671 

Fresh 

0812000301472300 

7.314 

Fresh 

0812000401480700 

0.278 

Fresh 

0812001001565500 

2.028 

Fresh 

0812000401484500 

0.869 

Fresh 

0812000401481700 

5.858 

Fresh 

0812000501490900 

2.951 

Fresh 

0812000401479400 

5.985 

Fresh 

0812000401485300 

1.018 

Fresh 

0812000441204000 

23.522 

Fresh 

0813000501735200 

19.756 

Fresh 

0812000401484700 

3.046 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Older Alluvium 

11.590 

Non-command 

Older Alluvium 

2.900 

Non-command 

Older Alluvium 

2.516 

Non-command 

Quartzite 

1.443 

Non-command 

Older Alluvium 

0.287 

Non-command 

Quartzite 

0.530 

Non-command 

Older Alluvium 

8.573 

Non-command 

Older Alluvium 

10.852 

Non-command 

Younger Alluvium 

6.677 

Non-command 

Younger Alluvium 

6.868 

Non-command 

Younger Alluvium 

5.555 

Non-command 

Younger Alluvium 

0.434 

Non-command 

Quartzite 

1.153 

Non-command 

Younger Alluvium 

0.679 

Non-command 

Younger Alluvium 

7.812 

Non-command 

Younger Alluvium 

2.657 

Non-command 

Older Alluvium 

4.762 

Non-command 

Younger Alluvium 

1.704 

Non-command 

Younger Alluvium 

3.474 

Non-command 

Younger Alluvium 

3.915 

Non-command 

Younger Alluvium 

10.088 

Non-command 

Older Alluvium 

3.249 

Non-command 

Older Alluvium 

1.733 

Non-command 

Younger Alluvium 

4.691 

Non-command 

Younger Alluvium 

6.415 

Non-command 

Older Alluvium 

0.007 

Non-command 

Younger Alluvium 

8.227 

Non-command 

Younger Alluvium 

0.728 

Non-command 

Younger Alluvium 

1.036 

Non-command 

Quartzite 

0.079 

Non-command 

Younger Alluvium 

3.787 

Non-command 

Older Alluvium 

2.093 

Non-command 

Younger Alluvium 

5.131 

Non-command 

Older Alluvium 

2.685 

Non-command 

Younger Alluvium 

8.470 

Non-command 

Older Alluvium 

4.547 

Non-command 

Younger Alluvium 

5.153 

Non-command 

Younger Alluvium 

7.084 

Non-command 

Younger Alluvium 

3.685 

Non-command 

Younger Alluvium 

4.834 

Non-command 

Younger Alluvium 

1.948 

Non-command 

Younger Alluvium 

0.671 

Non-command 

Younger Alluvium 

7.301 

Non-command 

Younger Alluvium 

0.278 

Non-command 

Younger Alluvium 

2.028 

Non-command 

Younger Alluvium 

0.869 

Non-command 

Younger Alluvium 

5.757 

Non-command 

Older Alluvium 

0.516 

Non-command 

Younger Alluvium 

5.745 

Non-command 

Younger Alluvium 

1.018 

Non-command 

Younger Alluvium 

13.710 

Non-command 

Older Alluvium 

3.677 

Non-command 

Younger Alluvium 

3.046 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

60,000 

40,000 

120 

60,000 

30,000 

120 

60,000 

40,000 

120 

50,000 

40,000 

120 

70,000 

50,000 

120 

50,000 

40,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

130,000 

110,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

80,000 

50,000 

120 

70,000 

60,000 

120 

80,000 

50,000 

120 

40,000 

25,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

70,000 

50,000 

120 

40,000 

25,000 

120 

60,000 

30,000 

120 

110,000 

90,000 

120 

60,000 

30,000 

120 

40,000 

25,000 

120 

70,000 

50,000 

120 

40,000 

25,000 

120 

80,000 

50,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

80,000 

50,000 

120 

40,000 

25,000 

120 

110,000 

90,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

120,000 

100,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

60,000 

30,000 

120 

40,000 

25,000 



Wells with 
Pumpset 


MCM 


( 15 ) 


0.370 






































































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Damba Ka Bas 


Daulatpura 


Deesa 


Deopura 


Devthala 


Dhana Ka Bas 


Dhani Nijharna 


Dhanota 


Dhaoli 


Dhobolai 


Dhodhsar 


Dholya Ka Bas 


Disan 


Dola Ka Bas 


Doongarsi Ka Bas 


Doongri Kalan 


Itawa Bhopji 


Jagatpura 


Jaisinghpura Nathawata 


Jaitusar 


Jalalpur 


Jalim Singh Ka Bas 


Jhalra 


Jodhpura 


0812000401482300 


0812000401483400 


0812000501490000 


0812000401484600 


0812000401480900 


0812000401483800 


0812000401483000 


0812000301472600 


0812000301474000 


0812000401481100 


0812000401479700 


0812000501490100 


0812001001565600 


0812000401483100 


0812001001566100 


0812000501490800 



sq.km 


( 4 ) 


3.602 


2.366 


5.249 


3.609 


8.879 


0.808 


1.173 


6.163 


5.018 


6.810 


11.933 


11.893 


3.805 


5.158 


1.567 


7.883 


10.292 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Doongri Khurd 

0812000501490400 

12.288 

Fresh 

Durga Ka Bas 

0812001001565300 

2.198 

Fresh 

Gailadera 

0812000301474300 

3.667 

Fresh 

Ghinoi 

0812000401482900 

11.299 

Fresh 

Gonakasar 

0812000301474400 

5.191 

Fresh 

Gonpur @ Dangawali 

0812000301474700 

4.260 

Fresh 

Gopalpura 

0812000301471500 

0.641 

Fresh 

Gori Ka Bas 

0812000401482700 

4.541 

Fresh 

Govindgarh 

0812000401481400 

8.390 

Fresh 

Govindpura Basri 

0812000301472400 

3.023 

Fresh 

Gudha Surjan 

0812001001567000 

5.281 

Fresh 

Gulab Bari 

0812000301473700 

4.628 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Guwardi 

0812000401484400 

4.031 

Fresh 

Haboo Ka Bas 

0812000401478700 

1.447 

Fresh 

Hanutiya 

0812000301473000 

2.579 

Fresh 

Hanutpura 

0812000301471900 

4.522 

Fresh 

Harota 

0812000401486200 

7.317 

Fresh 

Harsoli 

0812000501490600 

14.933 

Fresh 

Hasteda 

0812000401482500 

23.001 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0812000401485400 

17.174 

Fresh 

0812000301473300 

4.370 

Fresh 

0812000401484300 

4.501 

Fresh 

0813000501736200 

2.085 

Fresh 

0813000501740600 

10.979 

Fresh 

0812000401483700 

2.064 

Fresh 

0812000501491500 

3.240 

Fresh 

0812000301471800 

3.261 

Fresh 

0812000401484800 

3.207 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Younger Alluvium 

3.520 

Non-command 

Younger Alluvium 

2.366 

Non-command 

Younger Alluvium 

0.000 

Non-command 

Younger Alluvium 

3.555 

Non-command 

Younger Alluvium 

8.249 

Non-command 

Younger Alluvium 

0.808 

Non-command 

Younger Alluvium 

0.895 

Non-command 

Younger Alluvium 

6.149 

Non-command 

Younger Alluvium 

0.404 

Non-command 

Younger Alluvium 

6.772 

Non-command 

Younger Alluvium 

11.354 

Non-command 

Younger Alluvium 

3.852 

Non-command 

Younger Alluvium 

3.805 

Non-command 

Younger Alluvium 

4.642 

Non-command 

Younger Alluvium 

1.344 

Non-command 

Older Alluvium 

0.241 

Non-command 

Younger Alluvium 

0.652 

Non-command 

Older Alluvium 

0.176 

Non-command 

Younger Alluvium 

9.971 

Non-command 

Younger Alluvium 

12.288 

Non-command 

Younger Alluvium 

1.640 

Non-command 

Younger Alluvium 

3.222 

Non-command 

Younger Alluvium 

10.120 

Non-command 

Younger Alluvium 

3.088 

Non-command 

Younger Alluvium 

2.883 

Non-command 

Younger Alluvium 

0.641 

Non-command 

Younger Alluvium 

3.916 

Non-command 

Younger Alluvium 

7.023 

Non-command 

Younger Alluvium 

3.016 

Non-command 

Younger Alluvium 

0.121 

Non-command 

Quartzite 

2.584 

Non-command 

Younger Alluvium 

2.023 

Non-command 

Older Alluvium 

5.746 

Non-command 

Younger Alluvium 

0.013 

Non-command 

Younger Alluvium 

3.992 

Non-command 

Older Alluvium 

1.447 

Non-command 

Younger Alluvium 

0.017 

Non-command 

Younger Alluvium 

2.102 

Non-command 

Younger Alluvium 

7.296 

Non-command 

Younger Alluvium 

2.814 

Non-command 

Older Alluvium 

0.004 

Non-command 

Younger Alluvium 

20.178 

Non-command 

Quartzite 

0.439 

Non-command 

Younger Alluvium 

7.899 

Non-command 

Younger Alluvium 

17.141 

Non-command 

Younger Alluvium 

4.368 

Non-command 

Younger Alluvium 

4.454 

Non-command 

Older Alluvium 

2.085 

Non-command 

Younger Alluvium 

2.970 

Non-command 

Younger Alluvium 

2.064 

Non-command 

Younger Alluvium 

3.240 

Non-command 

Younger Alluvium 

3.220 

Non-command 

Younger Alluvium 

3.186 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

130,000 

110,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

130,000 

110,000 

120 

110,000 

90,000 

120 

40,000 

25,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

130,000 

110,000 

120 

120,000 

100,000 

120 

130,000 

110,000 

120 

130,000 

110,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

40,000 

25,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

70,000 

60,000 

120 

80,000 

50,000 

120 

60,000 

30,000 

120 

70,000 

50,000 

120 

40,000 

25,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

40,000 

25,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

40,000 

25,000 

120 

70,000 

50,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

80,000 

50,000 

120 

40,000 

25,000 

120 

60,000 

30,000 

120 

70,000 

50,000 

120 

40,000 

25,000 

120 

130,000 

110,000 

120 

80,000 

50,000 

120 

40,000 

25,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 


( 15 ) 


0.168 
















































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


Jugrajpura 


Kaladera 


Kaloo Ka Bas 


Kalwaniyon Ka Bas 


Kalyanpura 


Kanarpura 


Kanwarpura 


Kareeri 


Kesa Ka Bas 


Khanni Pura 


Khapariya 


Khatiyon Ka Bas 


Khejroli 


Kishanpura 


Kotri Dhaylan 


Kumbha Ka Bas 


Kumbhpuriya 


Lakhni 


Lalasar 


Loharwara 


Madho Ka Bas 


Mahar Khurd 


Mahroli 


Majeepura 


Malakali 


Malikpur 


Mamtori Kalan 


Mandha Bhinda 


Mohanpura 


Morija 


Mundiya 


Murli Pura 


Nadyan 


Nakawala 


Nangal Bharda 


( 3 ) 

( 4 ) 

( 5 ) 

0813000501742300 

6.846 

Fresh 

0812000401483900 

19.047 

Fresh 

0812000401485700 

2.913 

Fresh 

0812000301471400 

7.500 

Fresh 

0812000301472800 

4.695 

Fresh 

0812001001565800 

3.227 

Fresh 

0812000401483500 

5.931 

Fresh 

0812000401480500 

5.415 

Fresh 

0812000301472100 

8.410 

Fresh 

0812000501491000 

3.774 

Fresh 

0812000401484000 

4.916 

Fresh 

0812001001565200 

3.853 

Fresh 

0812001001566200 

3.610 

Fresh 

0812000401480100 

26.908 

Fresh 

0812000401478600 

8.175 

Fresh 

0813000501735600 

10.702 

Fresh 

0812000401481900 

0.948 

Fresh 

0812000401480600 

2.980 

Fresh 

0813000501735700 

8.943 

Fresh 

0812000501490300 

12.447 

Fresh 

0812000401485000 

5.727 

Fresh 

0812000401479200 

1.187 

Fresh 

0812000301473500 

3.289 

Fresh 

0813000501736500 

13.533 

Fresh 

0812000301473400 

4.551 

Fresh 




0813000501736400 

3.011 

Fresh 

0812000401481500 

7.548 

Fresh 

0812000301474600 

8.758 

Fresh 

0812000401483300 

8.468 

Fresh 

0812000501491400 

1.930 

Fresh 

0812001001567100 

1.613 

Fresh 

0812000401487300 

24.214 

Fresh 

0812001001565400 

2.864 

Fresh 

0812000301472700 

1.422 

Fresh 

0812000401479800 

2.600 

Fresh 

0812001001575800 

2.678 

Fresh 

0812000401486000 

16.802 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Nangal Govind 

0812000401478500 

3.075 

Fresh 

Nangal Kalan 

0812000401479500 

9.893 

Fresh 

Nangal Koju 

0812000401480400 

5.987 

Fresh 

Nara 

0812001001566700 

0.726 

Fresh 

Narsinghpura 

0812000401484100 

4.645 

Fresh 

Nayabas 

0812000301474200 

1.604 

Fresh 

Nindola 

0812000401480200 

8.068 

Fresh 

Niwana 

0812000401480800 

9.455 

Fresh 

Nopura 

0812000401482400 

5.330 

Fresh 

Parasrampura 

0813000501740700 

15.700 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Patti Sitarampura 


0812001001565900 


1.262 Fresh 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 

Number 
of Tube 
Wells 



sq.km 


( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

Non-command 

Younger Alluvium 

0.007 

- 

Non-command 

Younger Alluvium 

18.763 

387 

Non-command 

Younger Alluvium 

2.883 

45 

Non-command 

Younger Alluvium 

5.138 

32 

Non-command 

Younger Alluvium 

3.646 

22 

Non-command 

Younger Alluvium 

3.227 

15 

Non-command 

Younger Alluvium 

5.817 

192 

Non-command 

Younger Alluvium 

5.412 

41 

Non-command 

Younger Alluvium 

1.315 

23 

Non-command 

Older Alluvium 

0.219 

1 

Non-command 

Younger Alluvium 

4.913 

412 

Non-command 

Younger Alluvium 

1.560 

20 

Non-command 

Younger Alluvium 

3.610 

10 

Non-command 

Younger Alluvium 

18.509 

97 

Non-command 

Older Alluvium 

7.921 

403 

Non-command 

Older Alluvium 

7.866 

77 

Non-command 

Younger Alluvium 

0.948 

28 

Non-command 

Younger Alluvium 

2.974 

6 

Non-command 

Older Alluvium 

0.679 

11 

Non-command 

Younger Alluvium 

10.459 

7 

Non-command 

Younger Alluvium 

5.722 

523 

Non-command 

Older Alluvium 

1.183 

77 

Non-command 

Quartzite 

0.524 

8 

Non-command 

Older Alluvium 

3.841 

44 

Non-command 

Quartzite 

0.049 

- 

Non-command 

Younger Alluvium 

4.482 

46 

Non-command 

Older Alluvium 

0.723 

11 

Non-command 

Younger Alluvium 

7.433 

206 

Non-command 

Younger Alluvium 

0.230 

2 

Non-command 

Younger Alluvium 

8.322 

275 

Non-command 

Younger Alluvium 

1.930 

36 

Non-command 

Younger Alluvium 

0.269 

6 

Non-command 

Younger Alluvium 

0.713 

19 

Non-command 

Younger Alluvium 

2.864 

25 

Non-command 

Younger Alluvium 

1.422 

58 

Non-command 

Younger Alluvium 

2.560 

48 

Non-command 

Younger Alluvium 

0.281 

- 

Non-command 

Quartzite 

0.267 

5 

Non-command 

Younger Alluvium 

13.006 

233 

Non-command 

Older Alluvium 

3.008 

215 

Non-command 

Younger Alluvium 

9.346 

255 

Non-command 

Younger Alluvium 

5.982 

98 

Non-command 

Younger Alluvium 

0.074 

2 

Non-command 

Younger Alluvium 

4.506 

58 

Non-command 

Younger Alluvium 

1.340 

48 

Non-command 

Younger Alluvium 

8.046 

70 

Non-command 

Younger Alluvium 

9.189 

287 

Non-command 

Younger Alluvium 

5.317 

396 

Non-command 

Older Alluvium 

1.453 

7 

Non-command 

Younger Alluvium 

11.058 

50 

Non-command 

Quartzite 

1.931 

17 

Non-command 

Younger Alluvium 

0.578 

5 

Non-command 

Younger Alluvium 

0.801 

5 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

70,000 

50,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

80,000 

50,000 

120 

120,000 

100,000 

120 

40,000 

25,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

40,000 

25,000 

120 

70,000 

50,000 

120 

60,000 

30,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

60,000 

40,000 

120 

130,000 

110,000 

120 

40,000 

25,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

60,000 

30,000 

120 

70,000 

60,000 

120 

80,000 

50,000 

120 

60,000 

30,000 

120 

40,000 

25,000 

120 

80,000 

50,000 

120 

40,000 

25,000 

120 

130,000 

110,000 

120 

110,000 

90,000 

120 

40,000 

25,000 

120 

110,000 

90,000 

120 

80,000 

50,000 

120 

40,000 

25,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

40,000 

25,000 

120 

70,000 

50,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

110,000 

90,000 

120 

40,000 

25,000 

120 

80,000 

50,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

60,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

80,000 

50,000 

120 

110,000 

90,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 










































































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 

Name 

Census Code 

Area 




sq.km 


( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

Patwari Ka Bas 

0813000501736000 

4.769 

Fresh 

Pragpura 

0812001001566300 

0.946 

Fresh 

Pratappura Kalan 

0812001001565000 

3.250 

Fresh 

Purohit Ka Bas 

0813000501735300 

2.502 

Fresh 

Radawas 

0812000301473200 

17.851 

Fresh 

Radha Kishanpura @ Pok 

0812001001566500 

4.043 

Fresh 

Raisingh Ka Bas 

0812000401479600 

3.243 

Fresh 

Raithal 

0812001001564600 

10.222 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Ramgatta @ Harwanshpur 

0812001001566600 

3.275 

Fresh 

Rampura 

0812000501491700 

6.115 

Fresh 


Non-command 


Non-command 



Ranipura 

0812000301471600 

4.306 

Fresh 

Ranjeetpura 

0812000401478400 

6.063 

Fresh 

Raopura 

0812000301472500 

3.578 

Fresh 

Reengus (M) 

0813000541308000 

25.166 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Roondal 

0812001001575700 

14.033 

Fresh 

Sabalpura 

0812000401482800 

4.126 

Fresh 

Sahab Rampura 

0812001001565700 

2.167 

Fresh 

Samod 

0812000401486500 

18.850 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Sandarsar 

0812000401481800 

7.043 

Fresh 

Sargoth 

0813000501740800 

9.107 

Fresh 

Sepatpura 

0812000301474100 

2.951 

Fresh 

Shimarla Jageer 

0813000501740900 

8.511 

Fresh 

Shyosinghpura 

0812000301473900 

3.273 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Singod Kalan 

0812000401480000 

15.703 

Fresh 

Singod Khurd 

0812000401479900 

7.979 

Fresh 

Sirsa 

0812000401478300 

8.256 

Fresh 

Sirsali 

0812001001566900 

5.223 

Fresh 

Sitaram Pura 

0812000401481600 

3.849 

Fresh 

Syaoo 

0812000401481300 

5.481 

Fresh 

Tadawas 

0812001001564900 

6.523 

Fresh 

Tankarda 

0812000401484900 

1.613 

Fresh 

Tapilya 

0813000501735400 

6.666 

Fresh 

Tejpura 

0812000301473100 

4.746 

Fresh 

Tigariya 

0812000401485800 

13.143 

Fresh 

Trilok Pura 

0812000301471700 

5.566 

Fresh 

Udaipuriya 

0812000401486100 

7.070 

Fresh 

Udgwar @ Gudalya 

0812000401479300 

10.026 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


01003018 


Ugariyawas 

0812000401484200 

1.832 

Fresh 

Vishan Garh 

0812000301474800 

26.888 

Fresh 

Abas 

0814001001902200 

11.561 

Fresh 

Abhawas 

0813000501735100 

20.880 

Fresh 

Abhaypura 

0814001001901900 

1.797 

Fresh 

Aheer Ka Bas 

0813000401718900 

3.815 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Amanipura 


0813000401720900 


1.602 Fresh 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Older Alluvium 

0.372 

Non-command 

Younger Alluvium 

0.946 

Non-command 

Younger Alluvium 

0.286 

Non-command 

Older Alluvium 

0.594 

Non-command 

Younger Alluvium 

6.364 

Non-command 

Younger Alluvium 

3.794 

Non-command 

Younger Alluvium 

3.243 

Non-command 

Older Alluvium 

0.028 

Non-command 

Younger Alluvium 

1.311 

Non-command 

Younger Alluvium 

3.275 

Non-command 

Older Alluvium 

1.058 

Non-command 

Younger Alluvium 

1.609 

Non-command 

Older Alluvium 

1.699 

Non-command 

Younger Alluvium 

0.825 

Non-command 

Younger Alluvium 

4.306 

Non-command 

Older Alluvium 

5.931 

Non-command 

Younger Alluvium 

3.574 

Non-command 

Older Alluvium 

20.416 

Non-command 

Younger Alluvium 

1.592 

Non-command 

Younger Alluvium 

2.274 

Non-command 

Younger Alluvium 

3.881 

Non-command 

Younger Alluvium 

2.167 

Non-command 

Quartzite 

0.007 

Non-command 

Younger Alluvium 

0.782 

Non-command 

Younger Alluvium 

7.018 

Non-command 

Younger Alluvium 

8.972 

Non-command 

Younger Alluvium 

0.106 

Non-command 

Younger Alluvium 

7.235 

Non-command 

Quartzite 

0.438 

Non-command 

Younger Alluvium 

2.834 

Non-command 

Younger Alluvium 

15.622 

Non-command 

Younger Alluvium 

7.889 

Non-command 

Older Alluvium 

8.207 

Non-command 

Younger Alluvium 

0.080 

Non-command 

Younger Alluvium 

3.507 

Non-command 

Younger Alluvium 

5.162 

Non-command 

Younger Alluvium 

4.199 

Non-command 

Younger Alluvium 

1.611 

Non-command 

Older Alluvium 

0.034 

Non-command 

Younger Alluvium 

4.569 

Non-command 

Younger Alluvium 

13.134 

Non-command 

Younger Alluvium 

5.166 

Non-command 

Younger Alluvium 

7.070 

Non-command 

Older Alluvium 

7.822 

Non-command 

Younger Alluvium 

1.268 

Non-command 

Younger Alluvium 

1.789 

Non-command 

Younger Alluvium 

0.010 

Non-command 

Older Alluvium 

0.228 

Non-command 

Older Alluvium 

4.548 

Non-command 

Older Alluvium 

1.797 

Non-command 

Older Alluvium 

3.721 

Non-command 

Quartzite 

0.094 

Non-command 

Older Alluvium 

1.602 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

60,000 

30,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

60,000 

30,000 

120 

80,000 

50,000 

120 

110,000 

90,000 

120 

40,000 

25,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

130,000 

110,000 

120 

120,000 

100,000 

120 

130,000 

110,000 

120 

80,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

60,000 

30,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

40,000 

25,000 

120 

110,000 

90,000 

120 

70,000 

50,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

80,000 

50,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

70,000 

50,000 

120 

110,000 

90,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

110,000 

90,000 

120 

40,000 

25,000 

120 

60,000 

30,000 

120 

80,000 

50,000 

120 

40,000 

25,000 

120 

80,000 

50,000 

120 

40,000 

25,000 

120 

70,000 

50,000 

120 

40,000 

25,000 

120 

40,000 

25,000 

120 

80,000 

50,000 

110 

200,000 

175,000 

120 

60,000 

30,000 

110 

200,000 

175,000 

120 

70,000 

50,000 

120 

50,000 

40,000 

120 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 




0.019 

0.019 

0.032 

0.529 

0.173 

0.173 

0.132 

0.157 

0.005 

0.005 

0.132 

0.157 










































































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Amarpura 

0813000401706200 

2.406 

Fresh 

Anantpura 

0813000401718800 

3.144 

Fresh 


Bagawas 


Bajiyon Ka Bas 


Bajna 


Bajyawas 


Balyawas 


Banathala 


Baori 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 



0812000501490200 

10.738 

0812000501488900 

6.086 

0814001001901600 

5.981 


0813000401713700 

7.439 

0813000401721700 

4.592 



0813000401717600 

12.805 

Fresh 

0814001001906200 

5.790 

Fresh 

0814001001907400 

7.782 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Bar Ka Charanwas 

0813000401706300 

1.588 

Fresh 

Barjan 

0814001001901500 

2.428 

Fresh 

Basri Khurd 

0812000501488400 

5.935 

Fresh 

Batliya 

0814001001901300 

6.221 

Fresh 

Beniyon Ka Bas 

0813000401719500 

5.353 

Fresh 

Bhadwa 

0812000501495800 

9.777 

Fresh 

Bhagwanpura 

0814001001902100 

9.646 

Fresh 

Bharija 

0813000401719200 

16.317 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bhatipura 

0814001001905000 

6.591 

Fresh 

Bheevpura 

0814001001907600 

1.242 

Fresh 

Bhookhron Ki Dhani 

0812000501495500 

7.105 

Fresh 

Bhoordon Ka Bas 

0813000401720700 

4.217 

Fresh 

Bijapura 

0814001001899800 

3.886 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Buchyasi 

0813000401717400 

5.603 

Fresh 

Buwana 

0813000401720300 

11.842 

Fresh 


Non-command 


Non-command 



Chak 


Chak Bharija No.l 


Chak Bharija No.2 


Chak Daron Ka Bas 


Chak Gogawas 


Chak Mitai 


Chandeli Ka Bas 


Charanwas 



0813000401722100 


0813000401720100 


0813000401720000 


0814001001900900 


0813000401713600 


0813000401720200 


0813000401718400 


0812000501489000 


0812000501493700 


0814001001904900 


5.896 


1.093 


0.866 


2.280 


1.525 


4.557 


7.682 


3.754 


1.872 


13.399 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

1.800 

Non-command 

Older Alluvium 

0.783 

Non-command 

Quartzite 

2.254 

Non-command 

Older Alluvium 

7.731 

Non-command 

Younger Alluvium 

0.286 

Non-command 

Older Alluvium 

0.105 

Non-command 

Younger Alluvium 

5.184 

Non-command 

Older Alluvium 

14.094 

Non-command 

Younger Alluvium 

0.237 

Non-command 

Younger Alluvium 

0.650 

Non-command 

Younger Alluvium 

6.086 

Non-command 

Older Alluvium 

5.404 

Non-command 

Older Alluvium 

0.577 

Non-command 

Older Alluvium 

1.687 

Non-command 

Older Alluvium 

2.883 

Non-command 

Younger Alluvium 

1.709 

Non-command 

Older Alluvium 

0.485 

Non-command 

Older Alluvium 

5.790 

Non-command 

Older Alluvium 

2.040 

Non-command 

Younger Alluvium 

0.192 

Non-command 

Older Alluvium 

1.588 

Non-command 

Older Alluvium 

2.428 

Non-command 

Younger Alluvium 

5.935 

Non-command 

Older Alluvium 

6.083 

Non-command 

Older Alluvium 

5.353 

Non-command 

Older Alluvium 

0.641 

Non-command 

Older Alluvium 

2.034 

Non-command 

Older Alluvium 

11.340 

Non-command 

Quartzite 

4.747 

Non-command 

Older Alluvium 

0.211 

Non-command 

Younger Alluvium 

1.242 

Non-command 

Older Alluvium 

0.030 

Non-command 

Older Alluvium 

4.217 

Non-command 

Older Alluvium 

0.569 

Non-command 

Quartzite 

0.054 

Non-command 

Older Alluvium 

0.249 

Non-command 

Older Alluvium 

10.589 

Non-command 

Quartzite 

1.119 

Non-command 

Older Alluvium 

9.027 

Non-command 

Younger Alluvium 

0.876 

Non-command 

Older Alluvium 

5.896 

Non-command 

Older Alluvium 

1.093 

Non-command 

Older Alluvium 

0.866 

Non-command 

Quartzite 

0.071 

Non-command 

Older Alluvium 

1.525 

Non-command 

Older Alluvium 

4.557 

Non-command 

Older Alluvium 

7.682 

Non-command 

Younger Alluvium 

3.754 

Non-command 

Younger Alluvium 

1.872 

Non-command 

Older Alluvium 

1.886 

Non-command 

Older Alluvium 

4.192 

Non-command 

Older Alluvium 

0.206 

Non-command 

Older Alluvium 

3.614 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

40,000 

120 

70,000 

50,000 

120 

40,000 

25,000 

120 

70,000 

50,000 

120 

40,000 

25,000 

120 

120,000 

100,000 

120 

130,000 

110,000 

120 

130,000 

110,000 

120 

130,000 

110,000 

110 

200,000 

175,000 

110 

100,000 

100,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

90,000 

80,000 

120 

70,000 

50,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

200,000 

150,000 

120 

70,000 

50,000 

110 

200,000 

175,000 

120 

130,000 

110,000 

110 

200,000 

175,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

110 

200,000 

175,000 

120 

70,000 

50,000 

120 

50,000 

40,000 

110 

200,000 

175,000 

110 

200,000 

150,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

110 

200,000 

175,000 

110 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

40,000 

120 

70,000 

50,000 

120 

90,000 

80,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

110 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

130,000 

110,000 

110 

200,000 

175,000 

110 

100,000 

100,000 

110 

200,000 

175,000 

110 

100,000 

100,000 



MCM 

MCM 

(15) 

(16) 

0.192 

0.226 

0.018 

0.018 

0.038 

0.044 

0.720 

2.333 

0.012 

0.046 

0.006 

0.023 

0.132 

0.588 

3.504 

3.504 

0.066 

0.066 

0.158 

0.158 

0.422 

0.422 

0.308 

0.308 

0.022 

0.022 

0.060 

0.068 

0.108 

0.133 

0.106 

0.117 

0.030 

0.038 

0.809 

0.809 

0.058 

0.058 

- 

- 

0.276 

0.301 

0.366 

0.366 

0.752 

0.752 

0.424 

0.424 

0.174 

0.199 

0.132 

0.132 

0.154 

0.154 

0.252 

0.260 

0.087 

0.087 



0.138 

0.163 

0.058 

0.058 


0.024 

0.024 

0.084 

0.126 

0.010 

0.010 

0.204 

0.246 

0.029 

0.040 

0.186 

0.236 

0.030 

0.030 

0.024 

0.024 

- 

- 

0.084 

0.109 

0.108 

0.116 

0.150 

0.192 

0.066 

0.066 

0.211 

0.211 

0.135 

0.135 

0.176 

0.176 

- 

- 

0.055 

0.055 












































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Dadiyarampura 


Dalatpura 


Danji Ka Bas 


Dansroli 


Danta 


Daron Ka Bas 


Daulpura 


0813000501735200 


0813000401713200 


0813000401720800 


0813000401719900 


0813000401718600 


0814001001901000 


0813000401719000 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


19.756 Fresh 


Fresh 


Fresh 


10.912 Fresh 


19.635 Fresh 


Fresh 


2.953 


10.115 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Dediya Ka Bas 


Deesa 


Deola 


Deoli Kalan 


Deonagar 



0814001001907000 

0.706 

Fresh 

0812000501490000 

5.249 

Fresh 

0814001001906800 

12.072 

Fresh 

0814001001906700 

7.613 

Fresh 

0814001001890600 

2.981 

Fresh 

0814001001897400 

2.469 

Fresh 

0814001001897600 

7.712 

Fresh 


Deva Ka Bas 

0812000501489900 

2.880 

Fresh 

Devalya 

0812000501490700 

6.433 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Dholasari 

0813000401718300 

10.179 

Fresh 

Dholya Ka Bas 

0812000501490100 

11.893 

Fresh 

Dhooton Ki Dhani 

0814001001901700 

2.219 

Fresh 

Doongarsi Ka Bas 

0812000501490800 

7.883 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Dulhepura 

0813000401719800 

4.266 

Fresh 

Gadri 

0812000501489300 

3.511 

Fresh 


Guwardi 


Hanumanpura 


Non-command 


Non-command 



Gauravpura 

0814001001905400 

1.606 

Fresh 

Gharwani 

0814001001906000 

6.278 

Fresh 

Ghatwa 

0814001001890100 

6.645 

Fresh 

Gogawas 

0813000401717800 

10.161 

Fresh 

Gopinath Pura 

0813000401722000 

3.903 

Fresh 

Goriya 

0813000401719100 

8.225 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0813000401720400 

5.252 

0814001001894600 

2.729 


Fresh Non-command 


Saline Non-command 


Fresh Non-command 


Fresh Non-command 


Haripura 

0813000401721500 

1.654 

Fresh 

Harsoli 

0812000501490600 

14.933 

Fresh 


Non-command 


Non-command 


Hasteda 

0812000401482500 

23.001 

Fresh 

Heerwas 

0813000401713400 

5.228 

Fresh 


Non-command 


Non-command 



Jabdi Nagar 

0814001001904000 

12.807 

Saline 

Janiyon Ka Bas 

0812000501495700 

7.077 

Fresh 

Jawanpura 

0814001001900400 

5.440 

Fresh 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Older Alluvium 

15.893 

Non-command 

Older Alluvium 

3.372 

Non-command 

Older Alluvium 

3.845 

Non-command 

Older Alluvium 

10.912 

Non-command 

Older Alluvium 

19.615 

Non-command 

Older Alluvium 

2.953 

Non-command 

Older Alluvium 

7.943 

Non-command 

Quartzite 

1.200 

Non-command 

Older Alluvium 

0.706 

Non-command 

Younger Alluvium 

5.249 

Non-command 

Older Alluvium 

11.382 

Non-command 

Older Alluvium 

7.148 

Non-command 

Quartzite 

0.238 

Non-command 

Older Alluvium 

1.312 

Non-command 

Older Alluvium 

4.076 

Non-command 

Quartzite 

2.165 

Non-command 

Younger Alluvium 

2.880 

Non-command 

Older Alluvium 

1.331 

Non-command 

Younger Alluvium 

1.152 

Non-command 

Older Alluvium 

10.179 

Non-command 

Younger Alluvium 

8.041 

Non-command 

Older Alluvium 

2.219 

Non-command 

Older Alluvium 

0.285 

Non-command 

Younger Alluvium 

0.674 

Non-command 

Older Alluvium 

4.266 

Non-command 

Older Alluvium 

2.644 

Non-command 

Younger Alluvium 

0.867 

Non-command 

Older Alluvium 

3.037 

Non-command 

Quartzite 

0.360 

Non-command 

Older Alluvium 

1.606 

Non-command 

Older Alluvium 

6.278 

Non-command 

Older Alluvium 

0.320 

Non-command 

Older Alluvium 

10.161 

Non-command 

Older Alluvium 

3.903 

Non-command 

Older Alluvium 

5.971 

Non-command 

Quartzite 

1.880 

Non-command 

Older Alluvium 

6.830 

Non-command 

Older Alluvium 

1.926 

Non-command 

Older Alluvium 

5.252 

Non-command 

Older Alluvium 

1.496 

Non-command 

Quartzite 

0.327 

Non-command 

Older Alluvium 

1.654 

Non-command 

Older Alluvium 

0.279 

Non-command 

Younger Alluvium 

11.825 

Non-command 

Younger Alluvium 

0.016 

Non-command 

Older Alluvium 

1.831 

Non-command 

Quartzite 

0.477 

Non-command 

Older Alluvium 

6.873 

Non-command 

Younger Alluvium 

0.423 

Non-command 

Older Alluvium 

6.313 

Non-command 

Older Alluvium 

0.012 

Non-command 

Older Alluvium 

4.403 

Non-command 

Quartzite 

0.329 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

60,000 

30,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

110 

200,000 

175,000 

120 

70,000 

50,000 

120 

50,000 

40,000 

110 

200,000 

175,000 

120 

130,000 

110,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

70,000 

50,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

70,000 

50,000 

120 

130,000 

110,000 

120 

120,000 

100,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

110 

200,000 

175,000 

120 

120,000 

100,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

130,000 

110,000 

110 

200,000 

175,000 

110 

70,000 

50,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

40,000 

110 

200,000 

175,000 

110 

100,000 

100,000 

120 

70,000 

50,000 

110 

200,000 

175,000 

110 

70,000 

50,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

130,000 

110,000 

120 

40,000 

25,000 

120 

70,000 

50,000 

120 

50,000 

40,000 

120 

120,000 

100,000 

120 

130,000 

110,000 

110 

100,000 

100,000 

120 

120,000 

100,000 

110 

200,000 

175,000 

110 

70,000 

50,000 




MCM 

MCM 

(15) 

(16) 

0.025 

1.969 

0.108 

0.116 

0.144 

0.178 

0.378 

0.412 

2.082 

2.342 

0.308 

0.308 

0.240 

0.274 

0.029 

0.035 

0.866 

0.866 

0.541 

0.541 

0.347 

0.347 

1.656 

1.656 

0.006 

0.014 

0.077 

0.077 

0.347 

0.347 

0.055 

0.055 

0.515 

0.515 

0.132 

0.161 

0.132 

0.163 

0.084 

0.109 

0.779 

0.779 

0.289 

0.289 

0.036 

0.036 

0.106 

0.122 

0.120 

0.137 

0.900 

0.900 

0.330 

0.330 

0.077 

0.099 

0.006 

0.006 

0.732 

0.732 

0.751 

0.751 

0.077 

0.099 

0.426 

0.434 

0.270 

0.337 

0.096 

0.104 

0.024 

0.024 

0.520 

0.520 

0.077 

0.077 

0.066 

0.091 

0.443 

0.509 

0.028 

0.036 

0.402 

0.452 

0.036 

0.036 

1.465 

1.637 

- 

- 

0.048 

0.056 

0.010 

0.010 

1.944 

1.944 

0.132 

0.132 



0.308 

0.308 

0.006 

0.006 






















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


6.681 Fresh Non-command 


Junsya Kalan & Khurd 

0812000501489800 

3.849 

Fresh 

Kabron Ka Bas 

0812000501489500 

4.965 

Fresh 


Non-command 


Non-command 



Kaliya Bas 

0814001001906600 

2.157 

Fresh 

Kanchanpura 

0814001001906400 

3.008 

Fresh 

Kankra 

0813000401719700 

7.913 

Fresh 

Kanpura 

0814001001900600 

1.882 

Fresh 

Kantiya 

0814001001901200 

10.483 

Fresh 

Kanwarpura 

0812000501489700 

6.491 

Fresh 

Karad 

0813000401721800 

18.217 

Fresh 

Kami Pura 

0813000401722300 

3.132 

Fresh 

Kawariya Was 

0813000401718500 

0.312 

Fresh 

Kazipura 

0812000501496800 

8.142 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Keshav Ka Bas 

0813000401721000 

2.787 

Fresh 

Khachariya Was 

0813000401722400 

14.138 

Fresh 

Khatwari Kalan 

0812000501496400 

4.655 

Fresh 


Non-command 


Non-command 


Non-command 



Kishanpura 

0812000401478600 

8.175 

Fresh 

Kishanpura @ Nathi Ka 

0812000501488200 

4.453 

Fresh 

Kooni 

0814001001904700 

25.483 

Saline 

Kotra 

0814001001890900 

7.556 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Kuli 

0813000401722200 

12.916 

Fresh 

Lakhanpura 

0814001001905100 

5.843 

Fresh 


Non-command 


Non-command 


Lalasar 

0812000501490300 

12.447 

Fresh 

Lamba 

0814001001891100 

8.200 

Fresh 

Lamiyan 

0813000401716800 

15.737 

Fresh 

Laxmi Pura 

0813000401721900 

3.468 

Fresh 

Likhma Ka Bas 

0813000401717300 

8.102 

Fresh 

Lohrana 

0814001001904600 

5.582 

Saline 

Looniyawas 

0812000501489200 

5.645 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Loonwa 


Lorpura 


Magra 


0814001001905300 


12.688 Fresh 


Saline 


0814001001906500 

3.307 

0813000401721600 

1.581 



Non-command 


Non-command 


Non-command 


Non-command 


Maharajpura 

0814001001902000 

4.776 

Fresh 

Malikpura 

0812000501488600 

3.580 

Fresh 

Manda (Surera) 

0813000401719300 

13.647 

Fresh 


4.319 Fresh Non-command 



27.489 Fresh Non-command 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

6.311 

Non-command 

Quartzite 

0.172 

Non-command 

Younger Alluvium 

3.849 

Non-command 

Older Alluvium 

1.741 

Non-command 

Younger Alluvium 

3.224 

Non-command 

Older Alluvium 

2.157 

Non-command 

Older Alluvium 

3.008 

Non-command 

Older Alluvium 

7.913 

Non-command 

Older Alluvium 

1.882 

Non-command 

Older Alluvium 

9.835 

Non-command 

Older Alluvium 

6.491 

Non-command 

Older Alluvium 

18.217 

Non-command 

Older Alluvium 

3.132 

Non-command 

Older Alluvium 

0.312 

Non-command 

Older Alluvium 

0.098 

Non-command 

Quartzite 

0.301 

Non-command 

Older Alluvium 

2.787 

Non-command 

Older Alluvium 

12.689 

Non-command 

Older Alluvium 

0.816 

Non-command 

Quartzite 

1.250 

Non-command 

Older Alluvium 

0.452 

Non-command 

Quartzite 

1.082 

Non-command 

Older Alluvium 

0.001 

Non-command 

Younger Alluvium 

39.462 

Non-command 

Older Alluvium 

0.225 

Non-command 

Younger Alluvium 

4.453 

Non-command 

Older Alluvium 

11.254 

Non-command 

Older Alluvium 

0.015 

Non-command 

Quartzite 

0.400 

Non-command 

Older Alluvium 

12.916 

Non-command 

Older Alluvium 

4.165 

Non-command 

Quartzite 

0.874 

Non-command 

Younger Alluvium 

1.988 

Non-command 

Quartzite 

0.014 

Non-command 

Older Alluvium 

6.363 

Non-command 

Older Alluvium 

3.468 

Non-command 

Older Alluvium 

0.735 

Non-command 

Older Alluvium 

5.582 

Non-command 

Older Alluvium 

3.386 

Non-command 

Younger Alluvium 

2.259 

Non-command 

Older Alluvium 

9.903 

Non-command 

Older Alluvium 

2.077 

Non-command 

Older Alluvium 

3.307 

Non-command 

Older Alluvium 

1.056 

Non-command 

Younger Alluvium 

0.525 

Non-command 

Older Alluvium 

4.776 

Non-command 

Younger Alluvium 

3.580 

Non-command 

Older Alluvium 

13.228 

Non-command 

Quartzite 

0.395 

Non-command 

Older Alluvium 

4.181 

Non-command 

Quartzite 

0.049 

Non-command 

Older Alluvium 

16.383 

Non-command 

Quartzite 

1.691 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

110 

200,000 

175,000 

110 

70,000 

50,000 

120 

130,000 

110,000 

120 

120,000 

100,000 

120 

130,000 

110,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

120 

70,000 

50,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

110 

100,000 

100,000 

110 

200,000 

175,000 

110 

70,000 

50,000 

120 

70,000 

50,000 

110 

200,000 

175,000 

110 

70,000 

50,000 

120 

130,000 

110,000 

110 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

110 

100,000 

100,000 

120 

120,000 

100,000 

120 

130,000 

110,000 

110 

200,000 

175,000 

110 

100,000 

100,000 

110 

200,000 

175,000 

120 

70,000 

50,000 

120 

90,000 

80,000 

110 

200,000 

175,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

50,000 

40,000 

110 

200,000 

175,000 

110 

70,000 

50,000 

110 

200,000 

175,000 

110 

70,000 

50,000 



0.006 

0.014 

0.228 

0.287 

0.116 

0.116 

0.006 

0.006 

0.370 

0.386 

- 

- 

0.360 

0.444 

0.204 

0.246 

0.096 

0.104 

0.286 

0.286 

0.912 

0.912 

0.660 

0.660 

0.635 

0.635 

0.077 

0.077 

0.347 

0.347 

0.234 

0.276 

0.192 

0.224 

0.481 

0.481 

1.531 

1.531 

0.324 

0.358 

0.010 

0.010 

0.308 

0.308 

- 

- 

0.462 

0.462 

0.011 

0.011 


































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Matasukha 

0814001001906300 

3.006 

Fresh 

Meendi 

0812000501494000 

4.114 

Fresh 

Mei 

0813000401720600 

7.743 

Fresh 

Minda 

0814001001907200 

6.452 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Moondgasoi 

0814001001905800 

7.703 

Fresh 

Moti Ram Ki Dhani 

0814001001905600 

1.506 

Fresh 

Motipura 

0813000401706600 

4.854 

Fresh 


Motlawas 


Mundiya Garh 


Nada Charanwas 


Nanana 


Nandri 


Narsinghpura 


Nausal 


Nawa (M) 


Naya Bas 


Non-command 


Non-command 


Non-command 



0814001001897300 

7.836 

Fresh 

0813000401717900 

6.548 

Fresh 

0812000501493600 

8.833 

Fresh 


Non-command 


Non-command 


Non-command 



0813000401716900 

5.754 

0814001001904300 

13.296 


0812000501494100 

5.369 

0814001001901800 

2.014 

0813000401721300 

2.849 

0814001041412000 

149.681 


0813000401719600 

9.576 

0814001001907300 

3.509 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


3.116 Fresh Non-command 



Nolasiya 

0814001001905900 

8.293 

Fresh 

Pachar 

0813000401722800 

34.182 

Fresh 


11.112 Fresh Non-command 


Non-command 


Non-command 


Piprali 


Pratappura 


Prempura 


Punyana 


Purohit Ka Bas 


Rajanpura 


Rajas 


0814001001905200 


0812000501493900 

5.615 

0813000401721100 

3.741 

0813000401718200 

2.705 

0813000501735300 

2.502 

0813000401720500 

5.591 

0814001001904100 

8.175 



Fresh 


Saline 


Fresh 


Fresh 


Fresh 


Fresh 


Fresh 


Fresh 


Saline 


19.743 Fresh 


Rajpura 

0813000401721200 

6.959 

Fresh 

Ralawata 

0812000501488500 

9.735 

Fresh 

Ramgarh 

0813000401718700 

10.819 

Fresh 

Ramjipura 

0813000401722600 

3.918 

Fresh 

Ramjipura Kalan 

0812000501493400 

6.648 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Ramjipura Khurd 


Rampura 


0812000501493300 



5.042 Fresh 


0812000501488700 

2.645 

Fresh 

0814001001895300 

2.596 

Fresh 

0814001001890300 

5.295 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

3.006 

Non-command 

Younger Alluvium 

4.114 

Non-command 

Older Alluvium 

7.743 

Non-command 

Older Alluvium 

3.704 

Non-command 

Younger Alluvium 

2.725 

Non-command 

Older Alluvium 

6.386 

Non-command 

Older Alluvium 

0.218 

Non-command 

Older Alluvium 

2.680 

Non-command 

Quartzite 

0.073 

Non-command 

Quartzite 

0.509 

Non-command 

Older Alluvium 

6.548 

Non-command 

Older Alluvium 

0.190 

Non-command 

Younger Alluvium 

8.642 

Non-command 

Older Alluvium 

1.757 

Non-command 

Older Alluvium 

0.017 

Non-command 

Older Alluvium 

13.278 

Non-command 

Younger Alluvium 

4.866 

Non-command 

Older Alluvium 

2.014 

Non-command 

Older Alluvium 

2.849 

Non-command 

Older Alluvium 

1.230 

Non-command 

Older Alluvium 

26.909 

Non-command 

Older Alluvium 

9.576 

Non-command 

Older Alluvium 

1.606 

Non-command 

Younger Alluvium 

1.904 

Non-command 

Older Alluvium 

0.031 

Non-command 

Quartzite 

0.126 

Non-command 

Older Alluvium 

8.057 

Non-command 

Quartzite 

1.264 

Non-command 

Older Alluvium 

8.293 

Non-command 

Older Alluvium 

17.835 

Non-command 

Younger Alluvium 

15.213 

Non-command 

Older Alluvium 

3.277 

Non-command 

Older Alluvium 

10.435 

Non-command 

Younger Alluvium 

5.615 

Non-command 

Older Alluvium 

3.741 

Non-command 

Older Alluvium 

2.705 

Non-command 

Older Alluvium 

0.378 

Non-command 

Older Alluvium 

5.591 

Non-command 

Older Alluvium 

7.216 

Non-command 

Older Alluvium 

0.700 

Non-command 

Older Alluvium 

2.370 

Non-command 

Quartzite 

2.423 

Non-command 

Older Alluvium 

6.959 

Non-command 

Younger Alluvium 

9.735 

Non-command 

Older Alluvium 

10.644 

Non-command 

Older Alluvium 

3.918 

Non-command 

Older Alluvium 

0.334 

Non-command 

Younger Alluvium 

0.036 

Non-command 

Older Alluvium 

0.459 

Non-command 

Younger Alluvium 

0.762 

Non-command 

Younger Alluvium 

2.645 

Non-command 

Quartzite 

0.234 

Non-command 

Older Alluvium 

2.919 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

110 

200,000 

175,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

110 

200,000 

175,000 

110 

200,000 

150,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

120 

70,000 

50,000 

120 

50,000 

40,000 

110 

70,000 

50,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

110 

200,000 

175,000 

110 

100,000 

100,000 

120 

130,000 

110,000 

110 

200,000 

175,000 

120 

70,000 

50,000 

110 

200,000 

175,000 

110 

100,000 

100,000 

120 

70,000 

50,000 

110 

200,000 

175,000 

110 

200,000 

150,000 

120 

70,000 

50,000 

120 

50,000 

40,000 

120 

70,000 

50,000 

120 

50,000 

40,000 

110 

200,000 

175,000 

120 

70,000 

50,000 

120 

90,000 

80,000 

110 

200,000 

175,000 

110 

100,000 

100,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

60,000 

30,000 

120 

70,000 

50,000 

110 

200,000 

175,000 

110 

100,000 

100,000 

110 

200,000 

175,000 

110 

70,000 

50,000 

120 

70,000 

50,000 

120 

130,000 

110,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

130,000 

110,000 

120 

120,000 

100,000 

120 

130,000 

110,000 

120 

130,000 

110,000 

110 

70,000 

50,000 

110 

200,000 

175,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.732 


0.330 


0.222 


0.828 


0.528 


0.905 


0.077 


0.078 




0.044 

0.044 

0.502 

0.502 

0.116 

0.116 

0.246 

0.280 

0.019 

0.019 

0.143 

0.143 

0.414 

0.473 

0.250 

0.250 

0.248 

0.248 



0.102 

0.110 

0.014 

0.014 

1.020 

1.020 

1.026 

1.244 

1.402 

1.640 

0.250 

0.250 

0.451 

0.451 

0.356 

0.356 

0.258 

0.300 

0.108 

0.142 

0.007 

0.021 

0.162 

0.196 

0.404 

0.404 

0.022 

0.022 

0.212 

0.234 

0.061 

0.069 

0.402 

0.452 

0.977 

0.977 

0.642 

0.734 

0.288 

0.355 

0.048 

0.062 

- 

- 

0.048 

0.062 

0.092 

0.123 

0.634 

0.634 

0.017 

0.025 

0.289 

0.333 











































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Rughnathpura 


Rulana 


Sajjanpura 


Salehadi Pura 


Samdari 


Samoton Ka Bas 


Sanwat Ka Bas 


Sanwatgarh 


Shekhawatpura 


Sherpura 


Shimbhoopura 


Shyamgarh 


Shyampura 


Census Code 

Area 


sq.km 

(3) 

(4) 

0814001001897500 

4.585 

0813000401717700 

10.056 

0813000401713500 

2.179 

0812000501494200 

4.359 

0812000501493800 

2.340 

0814001001900300 

1.362 

0812000501488300 

3.759 

0814001001900800 

5.514 

0814001001906900 

5.365 

0814001001905700 

1.492 



0814001001906100 

9.037 

0814001001900700 

7.736 

0813000401722700 

4.267 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


01003019 


Shyosinghpura @ Gujaro 

0812000501494300 

3.954 

Fresh 

Sirsi 

0814001001905500 

9.827 

Fresh 

Solaya 

0814001001901100 

7.222 

Fresh 

Sri Rampura 

0813000401717500 

4.450 

Fresh 

Sulyawas 

0813000401705900 

13.317 

Fresh 

Sundariya 

0813000401718000 

3.622 

Fresh 

Sunderpura 

0812000501493500 

6.996 

Fresh 


Surera 


Surpura 


Takiya 


Thikariya Kalan 


Thikariya Khurd 


Turkyawas 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0813000401719400 

10.648 

0812000501488800 

3.433 

0814001001907100 

2.522 

0814001001904500 

4.857 


0814001001907500 

12.287 

0812000501489100 

4.972 



Tyod 

0812000501496700 

9.620 

Fresh 

Umara 

0813000401718100 

7.503 

Fresh 

Vijai Nagar 

0814001001901400 

1.100 

Fresh 

Vijaipura 

0813000401721400 

1.087 

Fresh 

Abas 

0814001001902200 

11.561 

Fresh 

Ajeetpura 

0814001001899700 

3.581 

Fresh 

Bhagwanpura 

0814001001902100 

9.646 

Fresh 

Bhooni 

0814001001898600 

15.823 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bijapura 

0814001001899800 

3.886 

Fresh 

Chak Daron Ka Bas 

0814001001900900 

2.280 

Fresh 


Non-command 


Non-command 


Danpura 

0814001001899400 

3.006 

Fresh 

Deonagar 

0814001001897400 

2.469 

Fresh 

Depur 

0814001001897600 

7.712 

Fresh 


Non-command 


Non-command 


Non-command 


Gawariya 

0814001001899500 

3.136 

Fresh 

Gugarwar 

0814001001897000 

12.996 

Fresh 

Hanumanpura 

0814001001894600 

2.729 

Fresh 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

1.377 

Non-command 

Older Alluvium 

7.989 

Non-command 

Older Alluvium 

2.179 

Non-command 

Younger Alluvium 

2.309 

Non-command 

Younger Alluvium 

2.340 

Non-command 

Older Alluvium 

1.362 

Non-command 

Younger Alluvium 

3.759 

Non-command 

Older Alluvium 

5.514 

Non-command 

Older Alluvium 

5.365 

Non-command 

Older Alluvium 

0.473 

Non-command 

Older Alluvium 

1.019 

Non-command 

Older Alluvium 

9.037 

Non-command 

Older Alluvium 

7.736 

Non-command 

Older Alluvium 

0.234 

Non-command 

Younger Alluvium 

4.033 

Non-command 

Younger Alluvium 

1.880 

Non-command 

Older Alluvium 

0.030 

Non-command 

Older Alluvium 

7.222 

Non-command 

Older Alluvium 

0.006 

Non-command 

Older Alluvium 

1.506 

Non-command 

Older Alluvium 

3.622 

Non-command 

Older Alluvium 

1.775 

Non-command 

Younger Alluvium 

0.433 

Non-command 

Older Alluvium 

10.634 

Non-command 

Younger Alluvium 

3.433 

Non-command 

Younger Alluvium 

2.522 

Non-command 

Older Alluvium 

0.715 

Non-command 

Older Alluvium 

4.142 

Non-command 

Younger Alluvium 

2.378 

Non-command 

Older Alluvium 

3.041 

Non-command 

Younger Alluvium 

1.931 

Non-command 

Quartzite 

0.001 

Non-command 

Older Alluvium 

7.503 

Non-command 

Older Alluvium 

1.100 

Non-command 

Older Alluvium 

1.087 

Non-command 

Older Alluvium 

11.333 

Non-command 

Older Alluvium 

3.581 

Non-command 

Older Alluvium 

7.612 

Non-command 

Older Alluvium 

11.214 

Non-command 

Quartzite 

1.077 

Non-command 

Older Alluvium 

3.263 

Non-command 

Older Alluvium 

1.157 

Non-command 

Quartzite 

0.363 

Non-command 

Older Alluvium 

3.006 

Non-command 

Older Alluvium 

1.157 

Non-command 

Older Alluvium 

1.179 

Non-command 

Quartzite 

0.203 

Non-command 

Older Alluvium 

2.940 

Non-command 

Older Alluvium 

0.223 

Non-command 

Older Alluvium 

0.709 

Non-command 

Quartzite 

0.198 

Non-command 

Older Alluvium 

0.195 

Non-command 

Quartzite 

0.149 



Number 
of Wells 
with 

Pumpset 

Number of 
Operational 
Days 

Average Yield 



Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(10) 

(IV 

(12) 

(13) 

11 

110 

200,000 

175,000 

108 

120 

70,000 

50,000 

40 

120 

70,000 

50,000 

12 

120 

130,000 

110,000 

6 

120 

130,000 

110,000 

12 

110 

200,000 

175,000 

23 

120 

130,000 

110,000 

16 

110 

200,000 

175,000 

17 

110 

200,000 

175,000 

1 

110 

200,000 

175,000 

1 

110 

100,000 

100,000 

48 

110 

200,000 

175,000 

13 

110 

200,000 

175,000 

1 

120 

70,000 

50,000 

20 

120 

90,000 

80,000 

6 

120 

130,000 

110,000 

110 

200,000 

175,000 

1 

110 

200,000 

175,000 

120 

70,000 

50,000 

10 

120 

70,000 

50,000 

74 

120 

70,000 

50,000 

20 

120 

120,000 

100,000 

5 

120 

130,000 

110,000 

22 

120 

70,000 

50,000 

35 

120 

130,000 

110,000 

26 

110 

200,000 

150,000 

3 

110 

200,000 

175,000 

18 

110 

100,000 

100,000 

8 

110 

200,000 

150,000 

43 

120 

120,000 

100,000 

27 

120 

130,000 

110,000 

120 

90,000 

70,000 

37 

120 

70,000 

50,000 

8 

110 

200,000 

175,000 

26 

120 

70,000 

50,000 

49 

110 

200,000 

175,000 

15 

110 

200,000 

175,000 

32 

110 

200,000 

175,000 

70 

110 

200,000 

175,000 

7 

110 

70,000 

50,000 

16 

110 

200,000 

175,000 

12 

110 

200,000 

175,000 

3 

110 

70,000 

50,000 

43 

110 

200,000 

175,000 

3 

110 

200,000 

175,000 

5 

110 

200,000 

175,000 

1 

110 

70,000 

50,000 

18 

110 

200,000 

175,000 

2 

110 

200,000 

175,000 

11 

110 

200,000 

175,000 

3 

110 

70,000 

50,000 

1 

110 

200,000 

175,000 

1 

110 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.212 


0.648 


0.240 


0.158 


0.079 


0.231 


0.304 


0.308 


0.327 


0.019 


0.011 


0.924 


0.250 


0.006 


0.192 


0.079 




0.060 

0.068 

0.444 

0.461 

0.240 

0.240 

0.066 

0.066 

0.132 

0.140 

0.462 

0.462 

0.429 

0.429 

0.058 

0.058 

0.198 

0.198 

0.132 

0.132 

0.516 

0.516 

0.356 

0.356 

- 

- ' 

0.222 

0.281 

0.154 

0.154 

0.156 

0.181 

0.943 

0.943 

0.289 

0.289 

0.616 

0.616 

1.348 

1.348 

0.039 

0.039 

0.308 

0.308 

0.231 

0.231 

0.017 

0.017 

0.828 

0.828 

0.058 

0.058 

0.096 

0.096 

0.006 

0.006 

0.347 

0.347 

0.039 

0.039 

0.212 

0.256 

0.017 

0.017 

0.019 

0.019 

0.006 

0.006 


















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



01003020 


Jawanpura 


Joshipura 


Keriyawas 


Khardapura 


Khushiya 


Nawa (M) 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


0814001001900400 


0814001001900000 


0814001001900100 


0814001001897700 


0814001001899600 



Maharajpura 

0814001001902000 

4.776 

Fresh 

Maroth 

0814001001899900 

27.489 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0814001041412000 



Purohiton Ka Bas 

0814001001898500 

1.643 

Fresh 

Rajas 

0814001001904100 

8.175 

Fresh 

Rajliya 

0814001001897800 

19.743 

Fresh 


149.681 Fresh Non-command 


Saline Non-command 


26.933 Fresh Non-command 


Non-command 


Non-command 


Non-command 



Rughnathpura 

0814001001897500 

4.585 

Fresh 

Abhaipura 

0812000501491600 

6.682 

Fresh 

Aidan Ka Bas 

0812000501499500 

3.233 

Fresh 

Ameepura 

0812000501497100 

1.883 

Fresh 

Anantpura 

0812000501494900 

2.639 

Fresh 

Anoppura 

0812001001566000 

2.714 

Fresh 

Atalbiharipura 

0812001001570800 

1.672 

Fresh 

Baberwalan Ki Dhani 

0812000501498400 

5.410 

Fresh 

Ballupura 

0812001001564700 

2.286 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Banshipura 

0812000501498300 

4.697 

Fresh 

Baori 

0814001001907400 

7.782 

Fresh 


Non-command 


Non-command 


Barna 

0812001001567400 

4.109 

Fresh 

Barsinghpura 

0812001001567600 

2.457 

Fresh 


Bas Baori 


Basri Kalan 


Beniya Ka Bas 


Bhadwa 


Bhainsawa 


Bhainslana 


Bheelpura 


Bhojpura Kalan 


Bhojpura Khurd 


Bhookhron Ki Dhani 


Non-command 


Non-command 



0812001001569800 

1.505 

0812000501491900 

2.444 

0812000501492100 

3.365 

0812000501495800 

9.777 


0812000501492000 

16.972 

0812000501495400 

4.525 

0812001001566400 

6.052 

0812000501499800 

9.422 

0812000501494800 

6.539 

0812000501495500 

7.105 



2.282 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

( 6 ) 

( 7 ) 

( 8 ) 

Non-command 

Quartzite 

0.010 

Non-command 

Older Alluvium 

8.986 

Non-command 

Older Alluvium 

2.219 

Non-command 

Older Alluvium 

3.065 

Non-command 

Older Alluvium 

2.645 

Non-command 

Quartzite 

0.117 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

4.743 

Non-command 

Quartzite 

1.488 

Non-command 

Older Alluvium 

1.019 

Non-command 

Quartzite 

1.499 

Non-command 

Older Alluvium 

12.423 

Non-command 

Quartzite 

0.783 

Non-command 

Older Alluvium 

4.117 

Non-command 

Older Alluvium 

3.425 

Non-command 

Older Alluvium 

11.762 

Non-command 

Quartzite 

3.562 

Non-command 

Older Alluvium 

1.643 

Non-command 

Older Alluvium 

0.108 

Non-command 

Older Alluvium 

11.138 

Non-command 

Quartzite 

2.716 

Non-command 

Older Alluvium 

11.586 

Non-command 

Quartzite 

1.668 

Non-command 

Older Alluvium 

3.208 

Non-command 

Younger Alluvium 

0.005 

Non-command 

Older Alluvium 

3.233 

Non-command 

Older Alluvium 

0.147 

Non-command 

Older Alluvium 

2.639 

Non-command 

Younger Alluvium 

0.056 

Non-command 

Younger Alluvium 

0.542 

Non-command 

Older Alluvium 

0.129 

Non-command 

Older Alluvium 

1.761 

Non-command 

Younger Alluvium 

0.525 

Non-command 

Older Alluvium 

4.181 

Non-command 

Older Alluvium 

2.094 

Non-command 

Younger Alluvium 

3.456 

Non-command 

Younger Alluvium 

4.109 

Non-command 

Older Alluvium 

0.281 

Non-command 

Younger Alluvium 

2.176 

Non-command 

Younger Alluvium 

1.505 

Non-command 

Older Alluvium 

2.444 

Non-command 

Older Alluvium 

1.858 

Non-command 

Older Alluvium 

8.058 

Non-command 

Older Alluvium 

1.078 

Non-command 

Older Alluvium 

15.492 

Non-command 

Older Alluvium 

4.525 

Non-command 

Younger Alluvium 

0.921 

Non-command 

Older Alluvium 

3.827 

Non-command 

Older Alluvium 

6.539 

Non-command 

Older Alluvium 

6.677 

Non-command 

Younger Alluvium 

0.398 

Non-command 

Older Alluvium 

0.119 

Non-command 

Younger Alluvium 

2.163 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

110 

70,000 

50,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

70,000 

50,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

70,000 

50,000 

110 

200,000 

175,000 

110 

70,000 

50,000 

110 

200,000 

175,000 

110 

70,000 

50,000 

110 

200,000 

175,000 

110 

100,000 

100,000 

110 

200,000 

175,000 

110 

70,000 

50,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

70,000 

50,000 

110 

200,000 

175,000 

110 

70,000 

50,000 

110 

200,000 

175,000 

120 

130,000 

110,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

110 

200,000 

175,000 

110 

200,000 

150,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

130,000 

110,000 

120 

90,000 

70,000 

120 

110,000 

90,000 




MCM 

MCM 

(15) 

(16) 

- 

- 

1.020 

1.196 

0.578 

0.754 

0.655 

0.677 

0.347 

0.457 

0.006 

0.006 

- 

" 1 

0.135 

0.135 

0.011 

0.011 

0.116 

0.138 

0.044 

0.059 

2.272 

2.426 

0.039 

0.039 

0.039 

0.039 

0.022 

0.022 

0.943 

0.987 

0.077 

0.077 

0.789 

0.899 


0.982 

1.048 

0.066 

0.074 

1.117 

1.161 

0.044 

0.044 

0.462 

0.506 


0.276 

0.276 

0.024 

0.024 

0.732 

0.732 







































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Bijarniyon Ka Bas 

0812000501495300 

4.495 

Fresh 

Bishanpura 

0812001001567900 

2.927 

Fresh 

Bugalya 

0812001001568700 

4.407 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Chak Jaisinghpura 


Chandrapura Jatan 


Charanwas 


Dadar Baori 


Deeppura 


Deogudha 


Deola 


Deoli Kalan 


Devalya 


Dhana Ka Bas 


Dodwadiyon Ka Bas 


Dogiwalon Ka Bas 


Dola Ka Bas 


Doongarsi Ka Bas 


0812001001564800 


0812001001568600 


0812000501490900 

2.951 

Fresh 

0812000501499600 

2.971 

Fresh 

0812001001569700 

3.477 

Fresh 

0812000501494700 

4.424 

Fresh 

0812001001570600 

4.531 

Fresh 

0814001001906800 

12.072 

Fresh 

0814001001906700 

7.613 

Fresh 

0812000501490700 

6.433 

Fresh 

0812000501492300 

3.836 

Fresh 

0812000501496100 

8.848 

Fresh 


0812000501495900 


6.224 Fresh 


Saline 


0812001001566100 

1.567 

0812000501490800 

7.883 



Durga Ka Bas 

0812001001565300 

2.198 

Fresh 

Dyodhi 

0812000501499300 

6.620 

Fresh 

Geeda Ka Bas 

0812000501499400 

7.114 

Fresh 

Gudha Surjan 

0812001001567000 

5.281 

Fresh 

Gumanpura 

0812000501491800 

2.065 

Fresh 

Gurha Mansingh 

0812000501500500 

9.338 

Fresh 

Harnathpura 

0812000501491100 

2.856 

Fresh 

Harsoli 

0812000501490600 

14.933 

Fresh 

Hingoniya 

0812000501500300 

14.685 

Fresh 

Jahota 

0812001001571400 

7.616 

Fresh 

Jairampura 

0812001001571800 

10.436 

Fresh 

Jaisinghpura Shekhawat 

0812001001567500 

2.465 

Fresh 


Jalsoo 

0812001001570500 

3.338 

Fresh 

Janiyon Ka Bas 

0812000501495700 

7.077 

Fresh 

Jorpura Jobner 

0812000501498500 

11.295 

Fresh 

Kanwarasa 

0812000501497000 

4.917 

Fresh 

Karansar 

0812000501492400 

2.255 

Fresh 

Kazipura 

0812000501496800 

8.142 

Fresh 


Kesa Ka Bas 

0812000501491000 

3.774 

Fresh 

Khandel 

0812000501497200 

7.879 

Fresh 

Khannipura 

0812001001570100 

2.659 

Fresh 

Khapariya 

0812001001565200 

3.853 

Fresh 

Khatwari Khurd 

0812000501496300 

6.000 

Fresh 


Kheerwa 

0812000501492900 

5.956 

Fresh 

Kheri Milak 

0812000501492500 

5.527 

Fresh 

Khijooriya 

0812000501491200 

2.253 

Fresh 


0.566 Fresh Non-command 


1.904 Fresh Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

4.495 

Non-command 

Younger Alluvium 

2.927 

Non-command 

Older Alluvium 

3.070 

Non-command 

Younger Alluvium 

0.023 

Non-command 

Older Alluvium 

0.169 

Non-command 

Younger Alluvium 

0.397 

Non-command 

Older Alluvium 

0.718 

Non-command 

Younger Alluvium 

1.186 

Non-command 

Older Alluvium 

2.435 

Non-command 

Older Alluvium 

2.971 

Non-command 

Younger Alluvium 

0.444 

Non-command 

Older Alluvium 

4.424 

Non-command 

Younger Alluvium 

4.135 

Non-command 

Older Alluvium 

0.690 

Non-command 

Older Alluvium 

0.464 

Non-command 

Older Alluvium 

3.951 

Non-command 

Older Alluvium 

3.836 

Non-command 

Older Alluvium 

7.972 

Non-command 

Quartzite 

0.039 

Non-command 

Older Alluvium 

6.065 

Non-command 

Older Alluvium 

0.159 

Non-command 

Younger Alluvium 

0.223 

Non-command 

Older Alluvium 

5.912 

Non-command 

Younger Alluvium 

0.119 

Non-command 

Younger Alluvium 

0.559 

Non-command 

Older Alluvium 

6.554 

Non-command 

Older Alluvium 

7.114 

Non-command 

Younger Alluvium 

5.161 

Non-command 

Older Alluvium 

2.065 

Non-command 

Older Alluvium 

1.611 

Non-command 

Older Alluvium 

2.856 

Non-command 

Older Alluvium 

0.015 

Non-command 

Older Alluvium 

3.067 

Non-command 

Younger Alluvium 

0.000 

Non-command 

Younger Alluvium 

0.490 

Non-command 

Older Alluvium 

0.961 

Non-command 

Younger Alluvium 

1.504 

Non-command 

Younger Alluvium 

3.338 

Non-command 

Older Alluvium 

7.065 

Non-command 

Older Alluvium 

0.556 

Non-command 

Older Alluvium 

0.248 

Non-command 

Older Alluvium 

2.255 

Non-command 

Older Alluvium 

0.113 

Non-command 

Quartzite 

0.115 

Non-command 

Older Alluvium 

3.556 

Non-command 

Older Alluvium 

0.013 

Non-command 

Younger Alluvium 

2.095 

Non-command 

Younger Alluvium 

2.292 

Non-command 

Older Alluvium 

2.383 

Non-command 

Quartzite 

1.492 

Non-command 

Older Alluvium 

5.671 

Non-command 

Older Alluvium 

5.425 

Non-command 

Older Alluvium 

2.253 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

130,000 

110,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.108 



















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Korhi 


Lalgarh 


Lalpura 


Laxmipura 


Loharwara 


Loonwa 


Maheshwas Kalan 


Manda Bhimsingh 


0812000501499100 


0812001001570400 


0812001001570300 


0812000501492700 


0812000501492600 


0814001001905300 


0812001001569200 


0812000501495000 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


4.510 Fresh 


1.382 Fresh 


1.977 Fresh 


4.507 Fresh 


2.775 Fresh 


12.688 Fresh 


7.109 Fresh 


8.775 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Manoharpura 

0812000501498800 

2.710 

Fresh 

Minda 

0814001001907200 

6.452 

Fresh 


Non-command 


Non-command 


Mohan Ka Bas 

0812000501492200 

3.894 

Fresh 

Mohanpura 

0812001001567100 

1.613 

Fresh 

Moondgasoi 

0814001001905800 

7.703 

Fresh 

Moondoti 

0812000501494500 

3.469 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Moondwara 

0812000501499000 

7.744 

Fresh 

Mori 

0812001001570700 

3.611 

Fresh 

Moti Ram Ki Dhani 

0814001001905600 

1.506 

Fresh 

Mukandpura 

0812001001567200 

1.962 

Fresh 

Mundiya Garh 

0812000501493600 

8.833 

Fresh 

Mundota 

0812001001568900 

22.872 

Fresh 

Nandri 

0812000501494100 

5.369 

Fresh 

Nangal Ladi 

0812001001568400 

7.814 

Fresh 

Pachkodiya 

0812000501493100 

5.918 

Fresh 

Paharpura 

0812000501495100 

4.063 

Fresh 

Patti Sitarampura 

0812001001565900 

1.262 

Fresh 

Pratap Pura 

0812000501494600 

3.453 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Pratappura Khurd 

0812001001565100 

2.129 

Fresh 

Prempura 

0812000501495200 

1.712 

Fresh 

Punana 

0812001001567800 

9.609 

Fresh 


Non-command 


Non-command 


Non-command 


Radha Kishanpura @ Pok 

0812001001566500 

4.043 

Fresh 

Radhakishanpura 

0812001001568100 

4.084 

Fresh 

Radhapura 

0812001001568000 

2.014 

Fresh 

Raghunandan Pura 

0812000501493000 

1.334 

Fresh 

Raghunathpura 

0812001001567300 

1.957 

Fresh 

Raithal 

0812001001564600 

10.222 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Ramjipura Kalan 

0812000501493400 

6.648 

Fresh 

Ramjipura Khurd 

0812000501493300 

5.042 

Fresh 


Non-command 


Non-command 



Ramsinghpura @ Sanga K 

0812000501491300 

4.382 

Fresh 

Salagrampura 

0812000501493200 

1.290 

Fresh 

Salehadi Pura 

0812000501494200 

4.359 

Fresh 


Non-command 


Non-command 


Non-command 


Shambhoopura 


0812000501499200 


1.825 Fresh 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

3.468 

Non-command 

Younger Alluvium 

1.382 

Non-command 

Younger Alluvium 

1.977 

Non-command 

Older Alluvium 

3.436 

Non-command 

Older Alluvium 

0.323 

Non-command 

Older Alluvium 

0.708 

Non-command 

Younger Alluvium 

0.077 

Non-command 

Older Alluvium 

4.604 

Non-command 

Younger Alluvium 

4.171 

Non-command 

Older Alluvium 

0.002 

Non-command 

Older Alluvium 

0.005 

Non-command 

Younger Alluvium 

0.018 

Non-command 

Older Alluvium 

3.894 

Non-command 

Younger Alluvium 

1.344 

Non-command 

Older Alluvium 

1.317 

Non-command 

Older Alluvium 

2.904 

Non-command 

Younger Alluvium 

0.565 

Non-command 

Older Alluvium 

7.091 

Non-command 

Younger Alluvium 

2.785 

Non-command 

Older Alluvium 

1.287 

Non-command 

Younger Alluvium 

1.962 

Non-command 

Older Alluvium 

0.001 

Non-command 

Younger Alluvium 

7.571 

Non-command 

Younger Alluvium 

0.503 

Non-command 

Younger Alluvium 

7.399 

Non-command 

Older Alluvium 

5.918 

Non-command 

Older Alluvium 

4.063 

Non-command 

Younger Alluvium 

0.462 

Non-command 

Older Alluvium 

2.932 

Non-command 

Younger Alluvium 

0.521 

Non-command 

Older Alluvium 

0.295 

Non-command 

Younger Alluvium 

2.669 

Non-command 

Younger Alluvium 

2.129 

Non-command 

Older Alluvium 

1.712 

Non-command 

Older Alluvium 

1.436 

Non-command 

Younger Alluvium 

8.173 

Non-command 

Younger Alluvium 

0.076 

Non-command 

Younger Alluvium 

4.084 

Non-command 

Younger Alluvium 

2.014 

Non-command 

Older Alluvium 

1.334 

Non-command 

Younger Alluvium 

1.957 

Non-command 

Older Alluvium 

7.863 

Non-command 

Younger Alluvium 

1.019 

Non-command 

Older Alluvium 

6.278 

Non-command 

Older Alluvium 

3.819 

Non-command 

Younger Alluvium 

0.003 

Non-command 

Older Alluvium 

3.297 

Non-command 

Younger Alluvium 

0.150 

Non-command 

Older Alluvium 

1.858 

Non-command 

Older Alluvium 

1.290 

Non-command 

Older Alluvium 

0.977 

Non-command 

Younger Alluvium 

1.073 

Non-command 

Older Alluvium 

1.382 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

110 

200,000 

175,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

130,000 

110,000 

120 

120,000 

100,000 

110 

200,000 

175,000 

110 

200,000 

150,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

110 

200,000 

175,000 

120 

120,000 

100,000 

120 

130,000 

110,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

110 

200,000 

175,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

130,000 

110,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

130,000 

110,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

110,000 

90,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

130,000 

110,000 

120 

120,000 

100,000 

120 

130,000 

110,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

130,000 

110,000 

120 

120,000 

100,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.324 




0.384 

0.773 

0.013 

0.029 

0.204 

0.463 

0.216 

0.288 

0.060 

0.060 

0.066 

0.066 

0.168 

0.168 











































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Sudarshanpura 


Sukhalpura 


Sunda Ki Dhani 


Sunderpura 


Sundon Ka Bas 


Tadawas 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


18.453 Fresh Non-command 


Shripura 

0812001001570200 

1.569 

Fresh 

Shyampura 

0812000501496200 

4.768 

Fresh 

Shyosinghpura @ Gujaro 

0812000501494300 

3.954 

Fresh 


Non-command 


Non-command 


Non-command 




0812001001566900 

5.223 

Fresh 

0812001001568200 

3.284 

Fresh 

0814001001905500 

9.827 

Fresh 

0812001001569900 

2.531 

Fresh 

0812000501494400 

3.867 

Fresh 

0812000501498200 

4.759 

Fresh 

0812000501493500 

6.996 

Fresh 

0812000501495600 

3.817 

Fresh 

0812001001564900 

6.523 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Turkyabas 

0812000501499700 

2.334 

Fresh 

Vijai Govindpura 

0812000501492800 

2.056 

Fresh 

Vijaipur 

0812001001567700 

4.082 

Fresh 


Non-command 


Non-command 


Non-command 


01003021 


Yadav Khera 

0812001001568300 

1.354 

Fresh 

Yadavkhera 

0812001001570000 

1.011 

Fresh 

Adarwa 

0812000601510900 

18.216 

Fresh 

Bakarwaliya 

0821000102484100 

7.593 

Fresh 

Bansra 

0821000102487200 

1.775 

Fresh 

Bhadoon 

0821000102484200 

10.944 

Fresh 

Chak Beer 

0821000102488100 

5.351 

Fresh 

Chak Nonandpura 

0821000102487400 

1.492 

Fresh 

Chak Peenglod 

0821000102489900 

3.670 

Fresh 

Cheeta Khera 

0821000102490500 

7.512 

Fresh 

Ghaswan Ki Dhani 

0821000102487900 

3.600 

Fresh 


Govindpura 


Gudli 


Harmara 


Jajota 


Jakholai 


Joonda 


Kali Doongri 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0812000501507000 

6.805 

0821000102489600 

3.168 

0821000102489000 

33.020 

0821000102485000 

16.676 


0821000102484400 

5.790 

0821000102488500 

6.925 

0821000102489300 

4.365 



Kalyanpura 

0821000102490300 

3.101 

Fresh 

Kardala 

0821000102484700 

12.544 

Saline 

Kathoda 

0821000102488400 

8.673 

Fresh 

Khajpura Bhairwai 

0821000102484800 

12.079 

Saline 

Khakharki 

0814001001903800 

20.775 

Fresh 

Khatoli 

0821000102489500 

13.933 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kishangarh (M) 


0821000142101000 


79.253 Fresh 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

1.398 

Non-command 

Younger Alluvium 

0.564 

Non-command 

Younger Alluvium 

1.569 

Non-command 

Older Alluvium 

4.768 

Non-command 

Older Alluvium 

1.711 

Non-command 

Younger Alluvium 

0.363 

Non-command 

Older Alluvium 

5.788 

Non-command 

Quartzite 

1.548 

Non-command 

Younger Alluvium 

3.752 

Non-command 

Younger Alluvium 

3.082 

Non-command 

Older Alluvium 

9.797 

Non-command 

Younger Alluvium 

2.382 

Non-command 

Older Alluvium 

3.867 

Non-command 

Older Alluvium 

1.373 

Non-command 

Older Alluvium 

4.788 

Non-command 

Older Alluvium 

3.817 

Non-command 

Older Alluvium 

0.024 

Non-command 

Younger Alluvium 

2.300 

Non-command 

Older Alluvium 

0.291 

Non-command 

Younger Alluvium 

9.619 

Non-command 

Older Alluvium 

2.334 

Non-command 

Older Alluvium 

0.587 

Non-command 

Older Alluvium 

1.273 

Non-command 

Younger Alluvium 

2.810 

Non-command 

Younger Alluvium 

0.999 

Non-command 

Younger Alluvium 

0.539 

Non-command 

Phyllite & Schist 

2.276 

Non-command 

Phyllite & Schist 

2.754 

Non-command 

Phyllite & Schist 

1.775 

Non-command 

Phyllite & Schist 

5.296 

Non-command 

Phyllite & Schist 

4.878 

Non-command 

Phyllite & Schist 

1.492 

Non-command 

Phyllite & Schist 

2.109 

Non-command 

Phyllite & Schist 

1.350 

Non-command 

Gneisses(B.G.C.) 

0.059 

Non-command 

Phyllite & Schist 

3.541 

Non-command 

Phyllite & Schist 

0.058 

Non-command 

Phyllite & Schist 

3.088 

Non-command 

Gneisses(B.G.C.) 

2.529 

Non-command 

Phyllite & Schist 

3.530 

Non-command 

Phyllite & Schist 

0.215 

Non-command 

Phyllite & Schist 

5.772 

Non-command 

Phyllite & Schist 

6.825 

Non-command 

Gneisses(B.G.C.) 

2.897 

Non-command 

Phyllite & Schist 

1.468 

Non-command 

Phyllite & Schist 

0.944 

Non-command 

Phyllite & Schist 

0.709 

Non-command 

Phyllite & Schist 

8.225 

Non-command 

Phyllite & Schist 

1.956 

Non-command 

Older Alluvium 

0.029 

Non-command 

Gneisses(B.G.C.) 

0.041 

Non-command 

Phyllite & Schist 

12.993 

Non-command 

Gneisses(B.G.C.) 

4.260 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

130,000 

110,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

110 

200,000 

175,000 

120 

110,000 

90,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

110 

200,000 

175,000 

110 

200,000 

150,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

110,000 

90,000 

120 

80,000 

60,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

90,000 

70,000 

120 

110,000 

80,000 

120 

80,000 

60,000 

120 

110,000 

80,000 

120 

90,000 

70,000 

120 

110,000 

80,000 

120 

90,000 

70,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

90,000 

70,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

90,000 

70,000 

120 

110,000 

80,000 

120 

90,000 

70,000 

110 

200,000 

175,000 

120 

90,000 

70,000 

120 

110,000 

80,000 

120 

90,000 

70,000 



Wells with 
Pumpset 


MCM 


(15) 


0.067 



0.019 

0.032 

0.019 

0.019 



0.086 

0.086 

0.025 

0.036 

0.058 

0.071 



0.106 

0.185 

0.025 

0.025 



































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Kishangarh (Rural) 


Kishnpura 


Kotri 


Marwa 


Mohan Pura 


Type of Area (Command / N< 
command) 



0821000102493500 

5.169 

0821000102484500 

3.793 

0821000102484600 

14.013 



0812000601510800 

9.453 

0821000102490600 

3.828 




Mordi 

0821000102488200 

6.329 

Fresh 

Motipura 

0821000102486900 

6.216 

Fresh 

Nawa 

0821000102485500 

8.323 

Fresh 

Nonandpura 

0821000102487700 

2.727 

Fresh 

Palri Bhoptan 

0821000102484300 

13.170 

Fresh 

Peenglod 

0821000102489800 

5.322 

Fresh 

Raghunathpura 

0821000102485700 

5.065 

Fresh 

Raheempura 

0821000102489400 

2.500 

Fresh 

Raj pura 

0821000102485600 

3.853 

Fresh 

Ralawatan 

0821000102487800 

18.379 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


01003022 


Ramner Dhani 

0821000202500700 

17.605 

Fresh 

Roopangarh 

0821000102488300 

34.679 

Fresh 

Salemabad 

0821000102487600 

6.023 

Fresh 

Seengla 

0821000102487500 

3.203 

Fresh 

Singara 

0821000102487100 

9.584 

Fresh 

Sinodiya 

0821000102484000 

34.268 

Fresh 


Bhilawat 


Charnawas 


Dardoond 


Deoli Khurd 


Dhonkaliya 


Gangwa 


Gingoli 


Haripura 


Jajota 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Thai 

0821000102487300 

5.689 

Fresh 

Tityari 

0821000102489700 

4.253 

Fresh 

Tokra 

0821000102489200 

9.635 

Fresh 


Non-command 


Non-command 


Non-command 



0821000102483500 

15.956 

0814000801866500 

6.657 


0821000102485400 

4.673 

0814000801866300 

8.700 

0814000801866400 

14.918 

0814000801865800 

19.799 

0814000801866700 

6.508 




0814000801867900 


0821000102485000 


4.560 Fresh 


16.676 Fresh 


Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

3.896 

Non-command 

Phyllite & Schist 

1.883 

Non-command 

Phyllite & Schist 

2.761 

Non-command 

Phyllite & Schist 

1.736 

Non-command 

Phyllite & Schist 

1.495 

Non-command 

Phyllite & Schist 

0.200 

Non-command 

Gneisses(B.G.C.) 

0.049 

Non-command 

Phyllite & Schist 

3.644 

Non-command 

Phyllite & Schist 

6.329 

Non-command 

Phyllite & Schist 

1.261 

Non-command 

Phyllite & Schist 

0.313 

Non-command 

Phyllite & Schist 

2.727 

Non-command 

Phyllite & Schist 

13.100 

Non-command 

Phyllite & Schist 

5.321 

Non-command 

Phyllite & Schist 

0.464 

Non-command 

Phyllite & Schist 

2.500 

Non-command 

Phyllite & Schist 

0.077 

Non-command 

Gneisses(B.G.C.) 

2.923 

Non-command 

Phyllite & Schist 

15.054 

Non-command 

Phyllite & Schist 

5.273 

Non-command 

Phyllite & Schist 

27.776 

Non-command 

Phyllite & Schist 

5.998 

Non-command 

Phyllite & Schist 

3.158 

Non-command 

Phyllite & Schist 

2.511 

Non-command 

Older Alluvium 

0.874 

Non-command 

Phyllite & Schist 

17.036 

Non-command 

Gneisses(B.G.C.) 

4.705 

Non-command 

Phyllite & Schist 

21.749 

Non-command 

Phyllite & Schist 

5.689 

Non-command 

Phyllite & Schist 

4.253 

Non-command 

Gneisses(B.G.C.) 

3.167 

Non-command 

Phyllite & Schist 

0.027 

Non-command 

Gneisses(B.G.C.) 

0.450 

Non-command 

Phyllite & Schist 

15.244 

Non-command 

Phyllite & Schist 

1.200 

Non-command 

Phyllite & Schist 

4.519 

Non-command 

Phyllite & Schist 

5.857 

Non-command 

Quartzite 

0.003 

Non-command 

Phyllite & Schist 

4.207 

Non-command 

Quartzite 

2.803 

Non-command 

Quartzite 

0.003 

Non-command 

Phyllite & Schist 

4.498 

Non-command 

Phyllite & Schist 

0.917 

Non-command 

Phyllite & Schist 

4.673 

Non-command 

Phyllite & Schist 

0.039 

Non-command 

Phyllite & Schist 

0.561 

Non-command 

Phyllite & Schist 

0.019 

Non-command 

Phyllite & Schist 

0.420 

Non-command 

Phyllite & Schist 

3.010 

Non-command 

Quartzite 

0.091 

Non-command 

Quartzite 

1.220 

Non-command 

Phyllite & Schist 

8.226 

Non-command 

Phyllite & Schist 

4.395 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

90,000 

70,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

90,000 

70,000 

120 

110,000 

80,000 

120 

90,000 

60,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

180,000 

100,000 

120 

110,000 

80,000 

120 

90,000 

70,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

90,000 

70,000 

120 

110,000 

80,000 

120 

90,000 

70,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

90,000 

70,000 

110 

150,000 

110,000 

110 

70,000 

50,000 

110 

150,000 

110,000 

110 

70,000 

50,000 

120 

80,000 

60,000 

110 

150,000 

110,000 

110 

90,000 

70,000 

120 

110,000 

80,000 

110 

150,000 

110,000 

110 

90,000 

70,000 

110 

150,000 

110,000 

110 

150,000 

110,000 

110 

90,000 

70,000 

110 

50,000 

30,000 

110 

70,000 

50,000 

120 

110,000 

80,000 

120 

90,000 

70,000 




MCM 

MCM 

(15) 

(16) 

~ 

- j 

0.461 

0.699 

0.038 

0.078 

0.010 

0.010 

0.008 

0.008 

0.014 

0.014 


0.096 

0.109 

0.048 

0.074 

0.019 

0.019 

0.010 

0.010 

0.154 

0.154 

0.086 

0.126 

0.077 

0.117 



0.008 

0.008 

0.365 

0.391 

0.010 

0.010 

0.034 

0.034 

0.024 

0.024 


0.061 

0.061 

0.017 

0.017 


0.085 

0.085 

0.008 

0.008 

0.067 

0.080 



0.006 

0.006 

0.144 

0.184 

0.067 

0.078 





























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Kalyanpura 


Karkeri 


Keriya Ki Dhani 


Khajpura Bhairwai 


Khanpur 


Khedarpura 


Kishorpura 


Malas Gusaiyan 


Nawa 


Nitooti 


Palri Bhoptan 


Paner 


Parbatsar (M) 


Parbatsar (Rural) 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 



Census Code 

Area 


sq.km 

(3) 

(4) 

0821000102485800 

9.378 

0821000102486100 

28.282 

0821000102486000 

4.673 

0821000102484800 

12.079 



0814000801870700 

17.552 

0814000801867200 

18.190 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Khokar 

0814000801867000 

6.462 

Fresh 

Kinsariya 

0814000801867300 

10.876 

Fresh 


0814000801865700 


8.702 Fresh Non-command 


10.684 Fresh Non-command 




Manpura 

0821000102485200 

4.902 

Fresh 

Mehgaon 

0814000801870400 

21.424 

Fresh 

Morer 

0814000901885200 

9.866 

Fresh 

Narwa 

0814000801867700 

6.946 

Fresh 


13.802 Fresh Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0821000102485500 

8.323 

0821000102485300 

18.110 

0821000102484300 

13.170 

0821000102485100 

12.782 



0814000841409000 


Saline 


32.615 Fresh 


Saline 


10.122 Fresh 



Peeplad 

0814000801870300 

18.376 

Fresh 

Raghunathpura 

0821000102485700 

5.065 

Fresh 

Rajpura 

0821000102485600 

3.853 

Fresh 

Ramgarh 

0821000102485900 

9.888 

Fresh 

Rohindi 

0814000801870200 

16.302 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Roonija 


0814000801866600 


01003023 


Roopangarh 


Sagarmala 


Sanchor 


Seengla 


Shyampura 


Singara 


Ujoli 


15.374 Fresh Non-command 


Saline Non-command 



0821000102488300 

34.679 

0821000102487000 

3.512 

0814000801870500 

14.236 

0821000102487500 

3.203 

0814000801866900 

10.902 

0821000102487100 

9.584 

0821000102484900 

7.081 




Fresh 


Fresh 


Saline 


24.849 Fresh 


63.699 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

9.032 

Non-command 

Phyllite & Schist 

0.809 

Non-command 

Phyllite & Schist 

0.356 

Non-command 

Phyllite & Schist 

1.526 

Non-command 

Phyllite & Schist 

7.025 

Non-command 

Quartzite 

0.091 

Non-command 

Phyllite & Schist 

17.741 

Non-command 

Quartzite 

0.449 

Non-command 

Phyllite & Schist 

4.415 

Non-command 

Phyllite & Schist 

1.875 

Non-command 

Quartzite 

3.014 

Non-command 

Phyllite & Schist 

1.782 

Non-command 

Quartzite 

2.243 

Non-command 

Phyllite & Schist 

7.510 

Non-command 

Quartzite 

2.754 

Non-command 

Older Alluvium 

0.000 

Non-command 

Phyllite & Schist 

2.464 

Non-command 

Quartzite 

5.506 

Non-command 

Phyllite & Schist 

4.902 

Non-command 

Phyllite & Schist 

19.634 

Non-command 

Phyllite & Schist 

0.001 

Non-command 

Phyllite & Schist 

6.456 

Non-command 

Quartzite 

0.341 

Non-command 

Phyllite & Schist 

8.010 

Non-command 

Phyllite & Schist 

18.110 

Non-command 

Phyllite & Schist 

0.065 

Non-command 

Phyllite & Schist 

9.628 

Non-command 

Phyllite & Schist 

3.154 

Non-command 

Phyllite & Schist 

20.433 

Non-command 

Phyllite & Schist 

9.679 

Non-command 

Phyllite & Schist 

9.192 

Non-command 

Phyllite & Schist 

0.930 

Non-command 

Quartzite 

0.000 

Non-command 

Phyllite & Schist 

18.372 

Non-command 

Phyllite & Schist 

4.601 

Non-command 

Phyllite & Schist 

3.776 

Non-command 

Phyllite & Schist 

9.192 

Non-command 

Phyllite & Schist 

3.073 

Non-command 

Quartzite 

5.351 

Non-command 

Phyllite & Schist 

5.978 

Non-command 

Phyllite & Schist 

3.291 

Non-command 

Quartzite 

0.546 

Non-command 

Phyllite & Schist 

6.572 

Non-command 

Phyllite & Schist 

0.178 

Non-command 

Phyllite & Schist 

6.709 

Non-command 

Phyllite & Schist 

0.024 

Non-command 

Phyllite & Schist 

10.902 

Non-command 

Phyllite & Schist 

3.931 

Non-command 

Phyllite & Schist 

0.108 

Non-command 

Phyllite & Schist 

0.041 

Non-command 

Gneisses 

2.238 

Non-command 

Phyllite & Schist 

0.324 

Non-command 

Phyllite & Schist 

3.379 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

90,000 

70,000 

110 

70,000 

50,000 

110 

150,000 

110,000 

110 

70,000 

50,000 

110 

150,000 

110,000 

110 

150,000 

110,000 

110 

70,000 

50,000 

110 

150,000 

110,000 

110 

70,000 

50,000 

110 

150,000 

110,000 

110 

70,000 

50,000 

110 

180,000 

130,000 

110 

150,000 

110,000 

110 

70,000 

50,000 

120 

110,000 

80,000 

110 

150,000 

110,000 

110 

175,000 

110,000 

110 

150,000 

110,000 

110 

70,000 

50,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

90,000 

70,000 

110 

150,000 

110,000 

110 

90,000 

70,000 

110 

150,000 

110,000 

110 

90,000 

70,000 

110 

50,000 

30,000 

110 

150,000 

110,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

110 

150,000 

110,000 

110 

70,000 

50,000 

110 

150,000 

110,000 

110 

90,000 

70,000 

110 

50,000 

30,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

110 

150,000 

110,000 

120 

110,000 

80,000 

110 

150,000 

110,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

110,000 

90,000 

120 

110,000 

90,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.029 


0.029 




0.029 

0.029 

0.101 

0.101 

0.006 

0.006 

0.182 

0.199 


0.048 

0.081 

0.012 

0.012 

0.011 

0.019 


0.006 

0.006 

0.109 

0.109 

0.017 

0.017 


0.024 

0.041 

0.028 

0.036 

0.125 

0.125 

0.290 

0.340 


0.218 

0.235 

0.006 

0.006 

0.154 

0.194 

0.259 

0.299 


0.307 

0.307 

0.084 

0.084 

0.109 

0.109 

0.031 

0.031 

1.392 

1.442 

0.092 

0.092 


0.399 

0.432 

0.038 

0.038 

0.086 

0.126 

0.058 

0.058 

0.036 

0.036 

0.028 

0.036 

0.061 

0.061 

0.023 

0.023 


0.077 

0.090 

0.010 

0.010 

0.351 

0.351 



0.059 

0.059 

0.011 

0.011 

0.108 

0.108 







































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Akhri 

0821000202501700 

3.969 

Saline 

Aradka 

0821000202501000 

17.376 

Fresh 


Babayacha 


Badlya 


Gagwana 


Gegal 


Ghooghra 


Godiyawas 


Hoshiyara 


Jatli 


Kalyanpura 


Type of Area (Command / N< 
command) 


0821000202500200 


0821000202506700 


Baghpura 

0821000202501100 

2.534 

Fresh 

Bansra (Mehran) 

0821000102490100 

5.647 

Fresh 

Banwal 

0814000801875200 

24.288 

Fresh 

Bassi 

0814000801875300 

12.787 

Fresh 

Bhawani Khera 

0821000202501300 

2.961 

Fresh 

Bhoodol 

0821000202502500 

12.218 

Fresh 

Brijpura 

0821000102490400 

1.878 

Fresh 

Bubani 

0821000202502000 

13.433 

Fresh 


Non-command 


Non-command 


12.059 Fresh Non-command 


9.885 Fresh Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Chachiyawas 

0821000202503100 

11.654 

Fresh 

Chak Motipura 

0821000102486700 

1.617 

Fresh 

Chak Peenglod 

0821000102489900 

3.670 

Fresh 

Chandiyawas 

0821000202502800 

10.664 

Fresh 

Charnawas 

0814000801875000 

4.601 

Fresh 

Cheeta Khera 

0821000102490500 

7.512 

Fresh 

Chhatri 

0821000202502900 

8.678 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Dhani Deomand 

0821000102493700 

2.826 

Saline 

Dhani Purohitan 

0821000102493600 

4.379 

Saline 




0821000202502700 


0821000202501800 


8.190 Fresh 


Saline 


16.097 Fresh 


10.185 Fresh 


Saline 


9.960 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Guwardi 

0821000202506500 

1.711 

Fresh 

Hansiyawas 

0821000202500300 

2.512 

Fresh 


Non-command 


Non-command 



0821000202500500 

2.838 

0821000202501600 

6.514 



0821000102485800 


0821000102490300 


0821000202505800 


Saline 


9.378 Fresh 


3.101 Fresh 


12.146 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

3.969 

Non-command 

Gneisses 

10.288 

Non-command 

Phyllite & Schist 

6.049 

Non-command 

Gneisses 

1.312 

Non-command 

Phyllite & Schist 

10.241 

Non-command 

Gneisses(B.G.C.) 

1.017 

Non-command 

Phyllite & Schist 

7.921 

Non-command 

Gneisses 

1.879 

Non-command 

Phyllite & Schist 

5.647 

Non-command 

Gneisses 

0.235 

Non-command 

Gneisses 

0.128 

Non-command 

Gneisses 

2.948 

Non-command 

Phyllite & Schist 

12.218 

Non-command 

Phyllite & Schist 

1.878 

Non-command 

Gneisses(B.G.C.) 

1.265 

Non-command 

Phyllite & Schist 

2.914 

Non-command 

Gneisses(B.G.C.) 

1.711 

Non-command 

Phyllite & Schist 

7.543 

Non-command 

Gneisses 

10.103 

Non-command 

Phyllite & Schist 

1.617 

Non-command 

Phyllite & Schist 

1.561 

Non-command 

Phyllite & Schist 

10.664 

Non-command 

Gneisses 

0.022 

Non-command 

Phyllite & Schist 

5.754 

Non-command 

Gneisses 

6.993 

Non-command 

Phyllite & Schist 

1.685 

Non-command 

Gneisses(B.G.C.) 

0.466 

Non-command 

Gneisses(B.G.C.) 

1.860 

Non-command 

Phyllite & Schist 

2.237 

Non-command 

Phyllite & Schist 

7.421 

Non-command 

Phyllite & Schist 

0.769 

Non-command 

Gneisses 

0.380 

Non-command 

Phyllite & Schist 

15.717 

Non-command 

Phyllite & Schist 

9.710 

Non-command 

Phyllite & Schist 

0.475 

Non-command 

Gneisses 

0.344 

Non-command 

Phyllite & Schist 

9.610 

Non-command 

Gneisses(B.G.C.) 

1.026 

Non-command 

Phyllite & Schist 

2.136 

Non-command 

Gneisses(B.G.C.) 

0.835 

Non-command 

Phyllite & Schist 

7.005 

Non-command 

Phyllite & Schist 

1.711 

Non-command 

Gneisses 

1.033 

Non-command 

Phyllite & Schist 

1.175 

Non-command 

Gneisses 

2.419 

Non-command 

Older Alluvium 

4.127 

Non-command 

Phyllite & Schist 

2.838 

Non-command 

Phyllite & Schist 

5.070 

Non-command 

Phyllite & Schist 

1.444 

Non-command 

Phyllite & Schist 

0.323 

Non-command 

Phyllite & Schist 

2.157 

Non-command 

Gneisses 

0.781 

Non-command 

Older Alluvium 

0.150 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

50,000 

30,000 

120 

80,000 

50,000 

120 

90,000 

60,000 

120 

80,000 

50,000 

120 

90,000 

60,000 

120 

80,000 

50,000 

120 

90,000 

60,000 

120 

80,000 

50,000 

120 

110,000 

80,000 

110 

90,000 

50,000 

110 

90,000 

50,000 

120 

80,000 

50,000 

120 

90,000 

60,000 

120 

110,000 

80,000 

120 

80,000 

50,000 

120 

90,000 

60,000 

120 

40,000 

20,000 

120 

50,000 

30,000 

120 

80,000 

50,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

90,000 

60,000 

110 

90,000 

50,000 

120 

110,000 

80,000 

120 

80,000 

50,000 

120 

90,000 

60,000 

120 

60,000 

40,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

110,000 

80,000 

120 

90,000 

70,000 

120 

80,000 

50,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

50,000 

30,000 

120 

80,000 

50,000 

120 

90,000 

60,000 

120 

80,000 

50,000 

120 

90,000 

60,000 

120 

80,000 

50,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

50,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

180,000 

100,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

50,000 

30,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

90,000 

70,000 

120 

180,000 

100,000 



Tube Wells with 
Wells Pumpset 




MCM 

MCM 

(15) 

(16) 

0.036 

0.168 

0.096 

0.106 

0.072 

0.072 

0.018 

0.018 

0.194 

0.194 

0.036 

0.036 

0.331 

0.331 

0.042 

0.042 

0.019 

0.019 

- 

- 

- 

- 

0.072 

0.091 

0.072 

0.072 

0.019 

0.045 

0.054 

0.054 

0.144 

0.155 

0.029 

0.029 

0.184 

0.196 

0.114 

0.114 


0.010 

0.010 

0.382 

0.414 

- 

- 

0.106 

0.106 

0.090 

0.090 

0.022 

0.022 

0.005 

0.005 

0.010 

0.010 

0.017 

0.017 

0.442 

0.653 

0.042 

0.064 

0.006 

0.006 

0.295 

0.479 

0.598 

0.933 

0.014 

0.026 

0.006 

0.006 

0.151 

0.237 

0.024 

0.034 

0.065 

0.087 

0.042 

0.042 

0.425 

0.468 

0.072 

0.072 

0.012 

0.012 

0.014 

0.014 

0.326 

0.499 

0.780 

1.385 

0.072 

0.115 

0.202 

0.288 

0.029 

0.041 

- 

- 

0.038 

0.091 

0.092 

0.124 

0.024 

0.046 





























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Kankarda Bhonabay 

0821000202506100 

4.509 

Fresh 

Karkeri 

0821000102486100 

28.282 

Fresh 

Kayampura 

0821000202501400 

3.881 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 



Keriya Ki Dhani 

0821000102486000 

4.673 

Fresh 

Khatoli 

0821000102489500 

13.933 

Fresh 

Khonda 

0821000202502100 

6.276 

Saline 


Non-command 


Non-command 


Non-command 



Kiranipura 

0821000242104000 

4.592 

Fresh 

Kishangarh (M) 

0821000142101000 

79.253 

Fresh 


Non-command 


Non-command 



Kishangarh (Rural) 

0821000102493500 

5.169 

Fresh 

Kucheel 

0821000102490200 

19.664 

Fresh 

Ladpura 

0821000202502600 

3.675 

Fresh 

Lohagal 

0821000202506000 

6.465 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Madarpura 

0821000202506200 

2.785 

Fresh 

Magra 

0821000202500600 

4.062 

Fresh 

Magri 

0821000202500400 

3.994 

Fresh 

Makarwali 

0821000202505900 

14.545 

Fresh 

Mandowari 

0814000801874700 

3.866 

Fresh 


Nareli 


Narwar 


Nolkha 


Oontra 


Padampura 


Palra 


Palri Pathanan 


Pawaron Ki Dhani 


Peenglod 


Ramgarh 


Ramner Dhani 


Rasoolpura 


Rodawas 


Sagarmala 


Sarana 


Seengla 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Mayapur 

0814000801875100 

9.490 

Fresh 

Motipura 

0821000102486900 

6.216 

Fresh 

Muhami (Mohami) 

0821000202501900 

9.284 

Fresh 


0821000202506600 

12.818 

0821000202501200 

16.879 

0821000202502200 

5.515 



0821000202501500 

16.425 

0821000202503200 

5.151 

0821000202507000 

10.258 

0821000102490000 

7.862 

0821000102486600 

5.032 

0821000102489800 

5.322 

0821000102485900 

9.888 

0821000202500700 

17.605 

0821000202506300 

2.357 

0821000102486800 

8.544 

0821000102487000 

3.512 

0821000202500800 

9.596 

0821000102487500 

3.203 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

3.048 

Non-command 

Phyllite & Schist 

3.327 

Non-command 

Gneisses 

2.253 

Non-command 

Phyllite & Schist 

1.629 

Non-command 

Gneisses 

13.840 

Non-command 

Phyllite & Schist 

1.475 

Non-command 

Phyllite & Schist 

2.647 

Non-command 

Phyllite & Schist 

0.270 

Non-command 

Gneisses(B.G.C.) 

4.160 

Non-command 

Phyllite & Schist 

0.997 

Non-command 

Gneisses 

1.430 

Non-command 

Older Alluvium 

0.150 

Non-command 

Phyllite & Schist 

0.085 

Non-command 

Phyllite & Schist 

1.285 

Non-command 

Gneisses(B.G.C.) 

1.021 

Non-command 

Phyllite & Schist 

3.349 

Non-command 

Gneisses(B.G.C.) 

1.422 

Non-command 

Phyllite & Schist 

7.191 

Non-command 

Phyllite & Schist 

2.987 

Non-command 

Phyllite & Schist 

19.664 

Non-command 

Phyllite & Schist 

3.675 

Non-command 

Gneisses 

5.594 

Non-command 

Phyllite & Schist 

0.829 

Non-command 

Phyllite & Schist 

2.641 

Non-command 

Phyllite & Schist 

4.062 

Non-command 

Phyllite & Schist 

3.994 

Non-command 

Gneisses 

13.198 

Non-command 

Gneisses 

0.167 

Non-command 

Older Alluvium 

0.018 

Non-command 

Phyllite & Schist 

1.200 

Non-command 

Gneisses 

2.106 

Non-command 

Phyllite & Schist 

2.681 

Non-command 

Gneisses 

0.033 

Non-command 

Phyllite & Schist 

4.955 

Non-command 

Gneisses(B.G.C.) 

3.430 

Non-command 

Phyllite & Schist 

5.513 

Non-command 

Phyllite & Schist 

11.757 

Non-command 

Gneisses 

13.936 

Non-command 

Gneisses(B.G.C.) 

5.157 

Non-command 

Gneisses(B.G.C.) 

0.278 

Non-command 

Phyllite & Schist 

16.425 

Non-command 

Gneisses 

3.669 

Non-command 

Phyllite & Schist 

3.215 

Non-command 

Phyllite & Schist 

7.862 

Non-command 

Phyllite & Schist 

1.444 

Non-command 

Phyllite & Schist 

0.001 

Non-command 

Phyllite & Schist 

0.043 

Non-command 

Phyllite & Schist 

11.606 

Non-command 

Phyllite & Schist 

2.357 

Non-command 

Phyllite & Schist 

8.544 

Non-command 

Phyllite & Schist 

3.324 

Non-command 

Phyllite & Schist 

9.596 

Non-command 

Phyllite & Schist 

0.022 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

60,000 

120 

110,000 

80,000 

120 

80,000 

50,000 

120 

90,000 

60,000 

120 

80,000 

50,000 

120 

90,000 

60,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

40,000 

20,000 

120 

50,000 

30,000 

110 

90,000 

50,000 

110 

180,000 

130,000 

110 

150,000 

110,000 

120 

90,000 

60,000 

120 

90,000 

70,000 

120 

110,000 

80,000 

120 

60,000 

40,000 

120 

90,000 

70,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

90,000 

60,000 

120 

80,000 

50,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

50,000 

110 

90,000 

50,000 

110 

180,000 

130,000 

110 

150,000 

110,000 

120 

80,000 

50,000 

120 

90,000 

60,000 

110 

90,000 

50,000 

120 

110,000 

80,000 

120 

80,000 

50,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

40,000 

20,000 

120 

90,000 

60,000 

120 

80,000 

50,000 

120 

90,000 

60,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

90,000 

60,000 

120 

110,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.115 


0.096 


0.072 


0.065 


0.222 


0.029 


0.010 


0.010 


0.074 


0.029 




0.739 

1.122 

0.250 

0.461 

0.194 

0.205 

0.090 

0.090 

0.014 

0.014 

0.209 

0.209 

0.187 

0.230 

0.043 

0.043 

0.714 

0.714 



0.036 

0.036 

0.030 

0.040 

0.043 

0.065 


0.058 

0.058 

0.210 

0.248 

0.410 

0.486 

0.122 

0.165 

0.132 

0.132 

0.210 

0.258 

0.005 

0.005 

0.576 

0.662 

0.114 

0.124 

0.050 

0.050 

0.077 

0.103 

0.029 

0.029 

- 

1 

- 

- ; 

0.310 

0.461 

0.158 

0.158 

0.288 

0.473 

0.106 

0.172 

0.295 

0.414 




















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


01003024 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Singara 

0821000102487100 

9.584 

Fresh 

Srinagar 

0821000602549100 

53.620 

Fresh 


Udaipur Kalan 


Ameepura 


Bag Ki Dhani 


Baghpura 


Bakarwaliya 


Bangarh 


Banshipura 


Bardoti (rural) 


Bhadoon 


Bhagwatpura 


Bhasinghpura 


Chhirr 


Chosla 


Dehra 


Dhani Boraj 


Habaspura 


Hachookra 


Haripura 


Harmara 


Hirnoda 


Itawa 


Jabdi Nagar 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 



0821000102493800 



Saline Non-command 


21.571 Fresh Non-command 


Saline Non-command 


18.216 Fresh Non-command 


0812000501497100 

1.883 

0812000501496600 

2.969 

0812000501505200 

2.722 

0821000102484100 

7.593 



0814001001904800 

4.922 

0812000501498300 

4.697 

0812000501506000 

7.959 

0821000102484200 

10.944 

0812000501503900 

4.967 

0812000501504000 

6.517 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bhatipura 

0814001001905000 

6.591 

Fresh 

Bhirawata 

0812000501506400 

10.500 

Fresh 


10.850 Fresh Non-command 




0812000601510400 

10.007 

0814001001904900 

13.399 


Saline Non-command 


10.007 Fresh Non-command 


13.399 Fresh Non-command 


Saline Non-command 


0812000501497900 

3.462 

0812000501503800 

13.106 




Dodwadiyon Ka Bas 

0812000501496100 

8.848 

Fresh 

Dodwara 

0812000501506700 

5.689 

Fresh 

Dyodhi 

0812000501499300 

6.620 

Fresh 

Gopalpura 

0812000501506200 

7.907 

Fresh 

Govindpura 

0812000501507000 

6.805 

Fresh 


9.940 Fresh Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0812000501506300 

11.339 

0812000501507900 

9.014 

0812000501505100 

5.212 

0821000102489000 

33.020 

0812000501509900 

17.639 

0812000501504800 

8.475 

0814001001904000 

12.807 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

3.141 

Non-command 

Gneisses(B.G.C.) 

6.996 

Non-command 

Phyllite & Schist 

0.530 

Non-command 

Gneisses(B.G.C.) 

0.213 

Non-command 

Gneisses(B.G.C.) 

0.004 

Non-command 

Gneisses(B.G.C.) 

0.013 

Non-command 

Gneisses(B.G.C.) 

7.788 

Non-command 

Phyllite & Schist 

8.153 

Non-command 

Older Alluvium 

1.736 

Non-command 

Older Alluvium 

2.969 

Non-command 

Older Alluvium 

2.722 

Non-command 

Phyllite & Schist 

4.839 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Older Alluvium 

4.922 

Non-command 

Older Alluvium 

0.399 

Non-command 

Older Alluvium 

7.959 

Non-command 

Phyllite & Schist 

5.648 

Non-command 

Older Alluvium 

0.068 

Non-command 

Older Alluvium 

3.113 

Non-command 

Quartzite 

2.120 

Non-command 

Older Alluvium 

6.380 

Non-command 

Older Alluvium 

1.737 

Non-command 

Phyllite & Schist 

8.066 

Non-command 

Older Alluvium 

0.395 

Non-command 

Phyllite & Schist 

8.738 

Non-command 

Older Alluvium 

0.000 

Non-command 

Phyllite & Schist 

1.717 

Non-command 

Gneisses(B.G.C.) 

0.015 

Non-command 

Older Alluvium 

6.353 

Non-command 

Older Alluvium 

0.968 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

1.258 

Non-command 

Quartzite 

3.120 

Non-command 

Gneisses(B.G.C.) 

0.946 

Non-command 

Older Alluvium 

1.183 

Non-command 

Phyllite & Schist 

7.810 

Non-command 

Older Alluvium 

0.837 

Non-command 

Phyllite & Schist 

5.583 

Non-command 

Older Alluvium 

0.066 

Non-command 

Phyllite & Schist 

6.920 

Non-command 

Gneisses(B.G.C.) 

2.844 

Non-command 

Phyllite & Schist 

3.903 

Non-command 

Older Alluvium 

3.569 

Non-command 

Quartzite 

2.050 

Non-command 

Older Alluvium 

0.478 

Non-command 

Older Alluvium 

6.854 

Non-command 

Phyllite & Schist 

2.171 

Non-command 

Phyllite & Schist 

4.373 

Non-command 

Older Alluvium 

4.585 

Non-command 

Gneisses(B.G.C.) 

0.559 

Non-command 

Older Alluvium 

0.038 

Non-command 

Older Alluvium 

8.475 

Non-command 

Older Alluvium 

6.494 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

110,000 

80,000 

120 

80,000 

50,000 

120 

90,000 

60,000 

120 

40,000 

20,000 

120 

90,000 

70,000 

120 

60,000 

40,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

80,000 

50,000 

120 

110,000 

80,000 

120 

90,000 

70,000 

110 

200,000 

175,000 

120 

120,000 

100,000 

120 

80,000 

50,000 

120 

110,000 

80,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

110 

200,000 

175,000 

120 

80,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

50,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

110 

200,000 

175,000 

110 

100,000 

100,000 

120 

120,000 

100,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

110 

200,000 

175,000 

110 

100,000 

100,000 

120 

80,000 

60,000 

120 

80,000 

60,000 

120 

80,000 

50,000 

120 

90,000 

70,000 

120 

80,000 

50,000 

120 

120,000 

100,000 

110 

100,000 

100,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.077 


0.192 


0.014 


0.002 




0.072 

0.072 

0.094 

0.094 

0.360 

0.360 

0.372 

0.372 

0.108 

0.108 

0.067 

0.107 


0.866 

0.866 

0.096 

0.096 

0.084 

0.084 

0.077 

0.103 

0.012 

0.012 

0.258 

0.258 

0.174 

0.174 

0.116 

0.116 

0.012 

0.012 

0.058 

0.058 

0.006 

0.006 

0.115 

0.115 



0.462 

0.462 

0.044 

0.044 


0.066 

0.066 

0.162 

0.162 

- 

- 

- 

- j 

0.014 

0.014 

0.036 

0.036 

0.014 

0.014 

0.012 

0.012 

0.252 

0.252 

0.030 

0.030 

0.043 

0.043 

0.036 

0.036 

0.024 

0.024 

0.039 

0.039 

0.363 

0.385 

0.065 

0.065 

0.144 

0.144 

0.144 

0.144 

0.008 

0.008 

0.006 

0.006 
























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Jaisinghpura 

0812000501497400 

4.508 

Fresh 

Jaitpura 

0812000501497500 

7.675 

Fresh 

Jarawata 

0812000601511900 

15.893 

Fresh 

Jawli 

0812000501507100 

8.523 

Fresh 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


2.038 Fresh Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Jobner(m) 

0812000541206000 

4.931 

Fresh 

Joonda 

0821000102488500 

6.925 

Fresh 

Jorpura Jobner 

0812000501498500 

11.295 

Fresh 

Kalyan 

0812000501507600 

8.793 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Kanchroda 

0812000501504900 

9.448 

Fresh 

Kandeoli 

0812000501509100 

7.854 

Fresh 

Kanwarasa 

0812000501497000 

4.917 

Fresh 

Kathoda 

0821000102488400 

8.673 

Fresh 

Kazipura 

0812000501496800 

8.142 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Khajpura 

0812000601512100 

10.049 

Fresh 

Khakharki 

0814001001903800 

20.775 

Fresh 


Khandel 


Khatwari Kalan 


Korhi 


Korseena 


Lakhanpura 


Machhar Khani 


Non-command 


Non-command 



0812000501497200 


0812000501496400 


Saline Non-command 


7.879 Fresh Non-command 


Non-command 



Khatwari Khurd 

0812000501496300 

6.000 

Fresh 

Kheriram 

0812000501509600 

12.923 

Fresh 

Kochya Ki Dhani 

0812000501506100 

6.352 

Fresh 


Non-command 


Non-command 


Non-command 



0814001001904700 


0814001001905100 


0812000501497800 


25.483 Fresh Non-command 


Saline Non-command 


0812000501499100 

4.510 

0812000501506600 

9.196 




Saline Non-command 


5.843 Fresh Non-command 


12.361 Fresh Non-command 


Majipura 

0812000501504100 

4.035 

Fresh 

Malyawas 

0812000501504300 

6.182 

Fresh 

Mamana 

0812000601511200 

28.102 

Fresh 




Manoharpura 

0812000501498800 

2.710 

Fresh 

Marwa 

0812000601510800 

9.453 

Fresh 


2.600 Fresh Non-command 


Non-command 


Non-command 


Matera 

0812000501505300 

6.916 

Fresh 

Midkya 

0812000501505700 

5.042 

Fresh 


Non-command 


Non-command 


Moondwara 


0812000501499000 


7.744 Fresh 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

1.960 

Non-command 

Quartzite 

0.078 

Non-command 

Older Alluvium 

4.508 

Non-command 

Older Alluvium 

7.669 

Non-command 

Gneisses(B.G.C.) 

1.167 

Non-command 

Gneisses(B.G.C.) 

5.049 

Non-command 

Older Alluvium 

3.329 

Non-command 

Phyllite & Schist 

0.144 

Non-command 

Older Alluvium 

0.000 

Non-command 

Phyllite & Schist 

0.100 

Non-command 

Older Alluvium 

9.251 

Non-command 

Older Alluvium 

2.107 

Non-command 

Phyllite & Schist 

6.685 

Non-command 

Older Alluvium 

9.448 

Non-command 

Older Alluvium 

0.288 

Non-command 

Older Alluvium 

4.669 

Non-command 

Phyllite & Schist 

0.448 

Non-command 

Older Alluvium 

7.400 

Non-command 

Quartzite 

0.115 

Non-command 

Gneisses(B.G.C.) 

2.050 

Non-command 

Older Alluvium 

16.565 

Non-command 

Phyllite & Schist 

0.072 

Non-command 

Older Alluvium 

0.740 

Non-command 

Older Alluvium 

7.866 

Non-command 

Older Alluvium 

1.060 

Non-command 

Quartzite 

1.529 

Non-command 

Quartzite 

0.592 

Non-command 

Older Alluvium 

1.876 

Non-command 

Older Alluvium 

2.327 

Non-command 

Phyllite & Schist 

4.024 

Non-command 

Older Alluvium 

5.844 

Non-command 

Older Alluvium 

8.386 

Non-command 

Older Alluvium 

1.043 

Non-command 

Older Alluvium 

7.696 

Non-command 

Phyllite & Schist 

1.122 

Non-command 

Older Alluvium 

0.000 

Non-command 

Older Alluvium 

0.478 

Non-command 

Quartzite 

0.326 

Non-command 

Older Alluvium 

9.975 

Non-command 

Quartzite 

0.219 

Non-command 

Older Alluvium 

3.336 

Non-command 

Older Alluvium 

4.763 

Non-command 

Gneisses(B.G.C.) 

26.200 

Non-command 

Phyllite & Schist 

1.607 

Non-command 

Older Alluvium 

2.579 

Non-command 

Phyllite & Schist 

0.022 

Non-command 

Older Alluvium 

2.708 

Non-command 

Gneisses(B.G.C.) 

2.039 

Non-command 

Phyllite & Schist 

7.214 

Non-command 

Older Alluvium 

6.867 

Non-command 

Older Alluvium 

4.587 

Non-command 

Phyllite & Schist 

0.455 

Non-command 

Older Alluvium 

0.653 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

120,000 

100,000 

120 

80,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

120,000 

100,000 

120 

110,000 

80,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

110 

200,000 

175,000 

110 

75,000 

75,000 

110 

100,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

60,000 

110 

200,000 

175,000 

110 

100,000 

100,000 

120 

120,000 

100,000 

120 

80,000 

50,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

110 

200,000 

175,000 

110 

70,000 

50,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

50,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

60,000 

120 

120,000 

100,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.024 

0.024 

- 

- 

0.288 

0.288 

1.008 

1.008 

0.036 

0.036 

0.048 

0.048 

0.030 

0.030 



0.010 

0.010 

0.216 

0.216 

0.006 

0.006 

0.029 

0.029 

0.204 

0.204 

0.006 

0.006 

1.128 

1.128 

0.010 

0.010 

0.552 

0.552 

0.008 

0.008 

0.048 

0.048 

0.116 

0.116 



1.140 

1.140 

0.144 

0.144 

0.143 

0.143 

0.050 

0.050 

0.048 

0.048 

0.006 

0.006 

0.014 

0.014 

0.116 

0.116 

0.099 

0.099 

0.096 

0.096 

0.048 

0.048 

0.007 

0.007 



1.500 

1.500 

0.025 

0.025 

0.084 

0.084 

0.276 

0.276 

1.104 

1.163 

0.079 

0.079 

0.060 

0.060 

- 

- ! 

0.024 

0.024 

0.096 

0.096 

0.396 

0.396 

0.252 

0.252 

0.084 

0.084 

0.007 

0.007 

0.048 

0.048 









































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Morda 

0812000601511000 

16.570 

Fresh 

Mordi Kalan 

0812000601511100 

4.123 

Fresh 

Mordi Khurd 

0812000501507300 

7.389 

Fresh 

Morooda 

0812000501505600 

8.278 

Fresh 


Nangal 


Narayana 


Narena 


Nawa (M) 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 



0812000501507500 


Saline Non-command 


11.018 Fresh Non-command 



0812000501508300 

58.599 

0821000102488700 

15.456 

0814001041412000 

149.681 



Saline 


13.176 Fresh 


Norangpura 

0812000501504500 

3.947 

Fresh 

Panva Kalan 

0812000601510700 

15.542 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Peegoon 

0812000601512000 

4.853 

Fresh 

Peepli Ka Bas 

0812000501504400 

11.763 

Fresh 

Phulera (m) 

0812000541208000 

9.962 

Fresh 

Pratap Pura 

0812000501498600 

5.647 

Fresh 

Prithvipura 

0812000501497300 

6.210 

Fresh 

Rasoolpura 

0812000501496900 

2.215 

Fresh 

Ringi 

0812000501506500 

5.483 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Rojri 

0812000501509800 

12.798 

Fresh 

Saipura 

0812000501498700 

3.816 

Fresh 

Samalpura 

0812000501505000 

3.658 

Fresh 

Sambhar (m) 

0812000541207000 

16.116 

Fresh 

Samota Ka Bas 

0812000501509700 

3.900 

Fresh 

Sarthala 

0812000501506800 

9.176 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Shambhoopura 

0812000501499200 

1.825 

Fresh 

Shardulpura 

0812000501509200 

4.712 

Fresh 

Shekhpura 

0812000501507400 

4.987 

Fresh 


Non-command 


Non-command 


Non-command 



Shivaniya 

0812000501504600 

2.276 

Fresh 

Sholawata 

0812000501508000 

10.911 

Fresh 

Shri Rampura 

0812000501505500 

9.469 

Fresh 


Non-command 


Non-command 


Non-command 



Shyosinghpura 

0812000501509300 

4.098 

Fresh 

Singhpuri 

0812000501498900 

3.838 

Fresh 

Singla 

0812000501507800 

7.863 

Fresh 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses(B.G.C.) 

16.570 

Non-command 

Gneisses(B.G.C.) 

4.123 

Non-command 

Gneisses(B.G.C.) 

7.389 

Non-command 

Older Alluvium 

0.191 

Non-command 

Phyllite & Schist 

8.072 

Non-command 

Older Alluvium 

35.659 

Non-command 

Phyllite & Schist 

2.275 

Non-command 

Older Alluvium 

0.000 

Non-command 

Gneisses(B.G.C.) 

0.003 

Non-command 

Older Alluvium 

6.900 

Non-command 

Phyllite & Schist 

4.115 

Non-command 

Older Alluvium 

3.179 

Non-command 

Gneisses(B.G.C.) 

2.523 

Non-command 

Older Alluvium 

8.201 

Non-command 

Older Alluvium 

48.525 

Non-command 

Gneisses(B.G.C.) 

1.630 

Non-command 

Phyllite & Schist 

0.606 

Non-command 

Older Alluvium 

3.947 

Non-command 

Gneisses(B.G.C.) 

11.868 

Non-command 

Phyllite & Schist 

3.627 

Non-command 

Older Alluvium 

0.082 

Non-command 

Phyllite & Schist 

2.396 

Non-command 

Gneisses(B.G.C.) 

3.430 

Non-command 

Older Alluvium 

11.763 

Non-command 

Older Alluvium 

9.962 

Non-command 

Older Alluvium 

5.647 

Non-command 

Older Alluvium 

6.210 

Non-command 

Older Alluvium 

2.215 

Non-command 

Older Alluvium 

0.023 

Non-command 

Phyllite & Schist 

5.460 

Non-command 

Older Alluvium 

9.529 

Non-command 

Older Alluvium 

3.816 

Non-command 

Older Alluvium 

2.930 

Non-command 

Older Alluvium 

13.930 

Non-command 

Older Alluvium 

3.900 

Non-command 

Older Alluvium 

1.063 

Non-command 

Phyllite & Schist 

5.173 

Non-command 

Older Alluvium 

0.025 

Non-command 

Phyllite & Schist 

2.172 

Non-command 

Older Alluvium 

0.443 

Non-command 

Older Alluvium 

2.289 

Non-command 

Gneisses(B.G.C.) 

3.400 

Non-command 

Older Alluvium 

0.216 

Non-command 

Phyllite & Schist 

1.371 

Non-command 

Older Alluvium 

2.276 

Non-command 

Phyllite & Schist 

1.001 

Non-command 

Older Alluvium 

0.796 

Non-command 

Phyllite & Schist 

2.002 

Non-command 

Older Alluvium 

9.496 

Non-command 

Phyllite & Schist 

5.434 

Non-command 

Older Alluvium 

0.154 

Non-command 

Older Alluvium 

3.838 

Non-command 

Gneisses(B.G.C.) 

0.207 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

50,000 

120 

90,000 

70,000 

110 

200,000 

175,000 

110 

100,000 

100,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

70,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

50,000 

120 

80,000 

60,000 

120 

70,000 

50,000 

120 

120,000 

100,000 

120 

80,000 

50,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

80,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

50,000 

120 

120,000 

100,000 

120 

80,000 

50,000 

120 

120,000 

100,000 

120 

80,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

60,000 

120 

50,000 

30,000 

120 

50,000 

30,000 

120 

120,000 

100,000 

120 

80,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

80,000 

60,000 

120 

80,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

50,000 

120 

80,000 

60,000 

120 

80,000 

50,000 

120 

120,000 

100,000 

120 

70,000 

50,000 



Wells with 
Pumpset 


MCM 


( 15 ) 


0.402 




0.018 

0.018 

0.007 

0.007 

0.036 

0.036 

0.025 

0.025 

0.077 

0.077 

0.253 

0.253 

0.042 

0.042 

0.022 

0.022 

1.464 

1.464 

0.240 

0.240 

0.086 

0.086 

- 

- 

- 

- 1 

0.240 

0.240 

2.736 

2.736 

0.834 

0.834 

0.492 

0.492 

0.588 

0.588 

0.348 

0.348 



0.762 

0.762 

0.012 

0.012 

0.258 

0.258 

1.464 

1.464 

0.510 

0.510 



0.048 

0.048 

0.186 

0.186 



0.516 

0.516 

0.007 

0.007 

0.012 

0.012 

0.036 

0.036 

0.078 

0.078 

0.050 

0.050 

0.012 

0.012 

0.048 

0.048 
















































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 



01003025 


Bebali Gurha 


Bhilawat 


Dhonkaliya 


Gingoli 


Gurha 


Gurha Rajawata 


0812000501496000 

7.348 

Fresh 

0821000102484000 

34.268 

Fresh 



0812000501507200 


Surree 

0812000601510600 

4.107 

Fresh 

Sursinghpura 

0812000501504200 

7.722 

Fresh 

Sursura 

0821000102488000 

27.369 

Fresh 

Tejya Ka Bas 

0812000501504700 

5.271 

Fresh 

Tyod 

0812000501496700 

9.620 

Fresh 


Saline Non-command 


6.713 Fresh Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Tyoda 

0812000501496500 

8.090 

Fresh 

Aau 

0821000102483900 

12.136 

Fresh 




0814001001903700 


0821000102483500 


Saline Non-command 


8.846 Saline Non-command 


15.956 Fresh Non-command 



0814000801866400 


Saline Non-command 


14.918 Fresh Non-command 



0814000801866700 6.508 Saline Non-command 


0821000102483600 9.311 Fresh Non-command 



0814001001903600 8.352 Fresh Non-command 



Hanumanpura 

0814001001897200 

12.977 

Fresh 

Hariya Joon 

0814001001903500 

10.618 

Fresh 




Saline Non-command 


0821000102483700 18.838 Fresh Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

7.513 

Non-command 

Older Alluvium 

0.012 

Non-command 

Older Alluvium 

0.542 

Non-command 

Phyllite & Schist 

0.356 

Non-command 

Older Alluvium 

0.000 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Gneisses(B.G.C.) 

3.541 

Non-command 

Older Alluvium 

3.173 

Non-command 

Gneisses(B.G.C.) 

1.444 

Non-command 

Older Alluvium 

6.917 

Non-command 

Gneisses(B.G.C.) 

0.125 

Non-command 

Older Alluvium 

5.271 

Non-command 

Older Alluvium 

9.124 

Non-command 

Quartzite 

0.496 

Non-command 

Gneisses(B.G.C.) 

4.547 

Non-command 

Phyllite & Schist 

5.906 

Non-command 

Older Alluvium 

8.090 

Non-command 

Older Alluvium 

4.817 

Non-command 

Phyllite & Schist 

7.121 

Non-command 

Older Alluvium 

0.133 

Non-command 

Phyllite & Schist 

0.065 

Non-command 

Older Alluvium 

8.821 

Non-command 

Quartzite 

0.024 

Non-command 

Phyllite & Schist 

4.940 

Non-command 

Quartzite 

0.166 

Non-command 

Phyllite & Schist 

10.291 

Non-command 

Older Alluvium 

0.153 

Non-command 

Phyllite & Schist 

2.976 

Non-command 

Quartzite 

0.241 

Non-command 

Older Alluvium 

0.458 

Non-command 

Phyllite & Schist 

0.157 

Non-command 

Quartzite 

0.380 

Non-command 

Phyllite & Schist 

2.708 

Non-command 

Quartzite 

0.019 

Non-command 

Older Alluvium 

0.000 

Non-command 

Phyllite & Schist 

0.140 

Non-command 

Quartzite 

0.127 

Non-command 

Older Alluvium 

4.085 

Non-command 

Phyllite & Schist 

4.021 

Non-command 

Quartzite 

0.165 

Non-command 

Older Alluvium 

0.330 

Non-command 

Phyllite & Schist 

0.108 

Non-command 

Quartzite 

0.801 

Non-command 

Older Alluvium 

6.545 

Non-command 

Quartzite 

0.113 

Non-command 

Older Alluvium 

0.004 

Non-command 

Older Alluvium 

0.237 

Non-command 

Phyllite & Schist 

2.394 

Non-command 

Quartzite 

1.405 

Non-command 

Older Alluvium 

0.307 

Non-command 

Quartzite 

0.416 

Non-command 

Older Alluvium 

0.000 

Non-command 

Phyllite & Schist 

0.004 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

80,000 

60,000 

120 

120,000 

100,000 

120 

180,000 

100,000 

120 

110,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

70,000 

50,000 

120 

80,000 

50,000 

120 

90,000 

70,000 

120 

120,000 

100,000 

120 

120,000 

100,000 

120 

90,000 

70,000 

120 

90,000 

70,000 

120 

110,000 

80,000 

120 

120,000 

100,000 

120 

180,000 

100,000 

120 

110,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

110 

100,000 

100,000 

110 

50,000 

30,000 

120 

110,000 

80,000 

120 

80,000 

60,000 

120 

90,000 

70,000 

110 

180,000 

130,000 

110 

150,000 

110,000 

110 

70,000 

50,000 

110 

100,000 

90,000 

110 

90,000 

70,000 

110 

50,000 

30,000 

110 

90,000 

70,000 

110 

50,000 

30,000 

120 

180,000 

100,000 

120 

110,000 

80,000 

120 

80,000 

60,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

120 

50,000 

30,000 

110 

200,000 

175,000 

110 

75,000 

75,000 

110 

70,000 

50,000 

110 

100,000 

100,000 

110 

50,000 

30,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

75,000 

75,000 

110 

70,000 

50,000 

110 

100,000 

100,000 

110 

50,000 

30,000 

120 

180,000 

100,000 

120 

110,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.108 




0.024 

0.024 

0.018 

0.018 

0.066 

0.066 

0.108 

0.108 



0.085 

0.085 

0.006 

0.006 

0.010 

0.010 


0.003 

0.003 

0.015 

0.015 




























































































































































































































































































































































































































































































































































































Micro-watershed 


Village 


Zone 
(Fresh / 
Saline ) 


Type of Area (Command / Non ¬ 
command ) 



Khajpura Bhairwai 


Khakharki 


Khardiya 


Kishnpura 


Kotri 


Lichana 


Mandawara 


Meethri 


Mohanpura 


Nawa (M) 


Nosal 


Palri 


Sawaipura 


Sidiyas 


Sinodiya 


Census Code 

Area 


sq.km 

(3) 

(4) 



0821000102484800 


0814001001903800 


0814001001902400 


0814001041412000 


0821000102483800 


0814001001902700 


0814001001899300 


0814001001903000 


0821000102484000 


0821000102484900 


0814001001902600 


6.600 Fresh 


0814001001902300 

10.783 

0821000102484700 

12.544 



Saline 


12.079 Fresh 


Saline 


20.775 Fresh 


Saline 


6.686 Fresh 



0821000102484500 

3.793 

0821000102484600 

14.013 


0814001001898900 

23.635 

0814001001902800 

5.358 




0814001001899200 23.155 Fresh 


0814001001902500 



12.143 Fresh 


Saline 


149.681 Fresh 


Saline 


21.829 Fresh 


Saline 


8.262 Fresh 


Saline 


26.933 Fresh 


Parbatsar (M) 

0814000841409000 

32.615 

Saline 

Roonija 

0814000801866600 

15.374 

Saline 


0814001001903400 4.643 Fresh 



Saline 


13.224 Fresh 


34.268 Fresh 



Saline 


7.081 Saline 


9.584 Fresh 



_ m 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 


Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 


Non-command 

Non-command 

Non-command 

Non-command 

Non-command 


Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 


River Basin: 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Older Alluvium 

7.635 

Non-command 

Phyllite & Schist 

11.199 

Non-command 

Phyllite & Schist 

0.221 

Non-command 

Quartzite 

0.025 

Non-command 

Older Alluvium 

10.783 

Non-command 

Phyllite & Schist 

4.803 

Non-command 

Phyllite & Schist 

6.548 

Non-command 

Phyllite & Schist 

1.199 

Non-command 

Phyllite & Schist 

0.373 

Non-command 

Older Alluvium 

2.888 

Non-command 

Older Alluvium 

0.480 

Non-command 

Older Alluvium 

6.124 

Non-command 

Older Alluvium 

0.562 

Non-command 

Phyllite & Schist 

1.032 

Non-command 

Phyllite & Schist 

0.669 

Non-command 

Phyllite & Schist 

10.094 

Non-command 

Older Alluvium 

3.110 

Non-command 

Older Alluvium 

0.091 

Non-command 

Phyllite & Schist 

0.136 

Non-command 

Quartzite 

1.276 

Non-command 

Older Alluvium 

20.933 

Non-command 

Quartzite 

0.157 

Non-command 

Older Alluvium 

3.845 

Non-command 

Older Alluvium 

8.298 

Non-command 

Older Alluvium 

9.008 

Non-command 

Older Alluvium 

48.171 

Non-command 

Phyllite & Schist 

5.932 

Non-command 

Phyllite & Schist 

15.897 

Non-command 

Older Alluvium 

5.932 

Non-command 

Phyllite & Schist 

0.036 

Non-command 

Quartzite 

1.311 

Non-command 

Older Alluvium 

0.009 

Non-command 

Older Alluvium 

2.924 

Non-command 

Quartzite 

2.840 

Non-command 

Phyllite & Schist 

2.323 

Non-command 

Phyllite & Schist 

0.009 

Non-command 

Quartzite 

0.790 

Non-command 

Older Alluvium 

0.552 

Non-command 

Phyllite & Schist 

0.010 

Non-command 

Quartzite 

0.000 

Non-command 

Older Alluvium 

2.242 

Non-command 

Quartzite 

1.105 

Non-command 

Older Alluvium 

0.113 

Non-command 

Phyllite & Schist 

0.166 

Non-command 

Older Alluvium 

3.694 

Non-command 

Phyllite & Schist 

11.766 

Non-command 

Older Alluvium 

0.000 

Non-command 

Phyllite & Schist 

0.301 

Non-command 

Older Alluvium 

4.419 

Non-command 

Quartzite 

0.612 

Non-command 

Older Alluvium 

4.306 

Non-command 

Quartzite 

0.109 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

( 12 ) 

( 13 ) 

120 

100,000 

80,000 

120 

90,000 

70,000 

110 

150,000 

110,000 

110 

70,000 

50,000 

110 

200,000 

175,000 

120 

110,000 

80,000 

120 

90,000 

70,000 

120 

110,000 

80,000 

120 

90,000 

70,000 

110 

200,000 

175,000 

110 

100,000 

100,000 

110 

200,000 

175,000 

110 

100,000 

100,000 

120 

110,000 

80,000 

120 

110,000 

80,000 

120 

90,000 

70,000 

110 

200,000 

175,000 

110 

200,000 

175,000 

110 

75,000 

75,000 

110 

70,000 

50,000 

110 

200,000 

175,000 

110 

70,000 

50,000 

110 

200,000 

175,000 

110 

100,000 

100,000 

110 

200,000 

175,000 

110 

100,000 

100,000 

120 

110,000 

80,000 

120 

90,000 

70,000 

110 

200,000 

175,000 

110 

75,000 

75,000 

110 

70,000 

50,000 

110 

100,000 

100,000 

110 

200,000 

175,000 

110 

70,000 

50,000 

110 

90,000 

70,000 

110 

90,000 

70,000 

110 

50,000 

30,000 

110 

200,000 

175,000 

110 

75,000 

75,000 

110 

70,000 

50,000 

110 

100,000 

100,000 

110 

50,000 

30,000 

110 

200,000 

175,000 

110 

75,000 

75,000 

120 

180,000 

100,000 

120 

110,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

70,000 

110 

200,000 

175,000 

110 

70,000 

50,000 

110 

100,000 

100,000 

110 

50,000 

30,000 



Tube Wells with 
Wells Pumpset 


MCM MCM 




0.578 

0.622 

0.010 

0.010 

0.017 

0.017 

0.019 

0.019 

0.008 

0.008 

0.019 

0.019 


0.250 

0.272 

0.011 

0.011 

0.010 

0.023 


0.050 

0.050 

0.616 

0.638 



0.017 

0.017 

5.198 

5.330 

0.011 

0.011 


0.011 

0.011 

0.077 

0.077 

0.253 

0.253 

0.010 

0.010 

0.008 

0.019 

0.520 

0.520 



0.231 

0.231 

0.061 

0.061 

0.008 

0.008 


0.003 

0.003 

0.058 

0.080 










































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


13001001 


13001002 


Type of Area (Command / Non¬ 
command) 


Sub Basin: 


Awaliya 

0819000502388200 

10.270 

Fresh 

Bhatana 

0819000502387900 

29.386 

Fresh 

Dheebri 

0819000502388400 

13.413 

Fresh 

Methipura 

0819000502388500 

15.103 

Fresh 

Padar 

0819000502388300 

14.855 

Fresh 

Amlari 

0819000202357100 

18.731 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Dhan 

0819000502376900 

8.817 

Fresh 

Harni Amarpura(harni) 

0819000502376600 

21.585 

Fresh 

Idarla 

0819000502377000 

7.832 

Fresh 


Non-command 


Non-command 


Non-command 


Jeerawal 

0819000502379900 

41.319 

Fresh 

Nimbaj 

0819000502376400 

14.573 

Fresh 

Panch Dewal 

0819000502376700 

3.229 

Fresh 

Roda Khera 

0819000202356800 

9.586 

Fresh 

Sanpur 

0819000202357300 

18.672 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


13001003 


Saran Ka Khera 

0819000502379800 

8.587 

Fresh 

Bhamra 

0819000502379700 

5.471 

Fresh 


Non-command 


Non-command 


Dadrla 

0819000502379100 

4.165 

Fresh 

Dangrali 

0819000502377100 

9.546 

Fresh 

Derol 

0819000502381800 

2.732 

Fresh 


Non-command 


Non-command 


Non-command 


Dhan 

0819000502376900 

8.817 

Fresh 

Dhanpura 

0819000502383800 

4.270 

Fresh 


Non-command 


Non-command 


Idarla 

0819000502377000 

7.832 

Fresh 

Jeerawal 

0819000502379900 

41.319 

Fresh 

Jolpur 

0819000502379300 

6.647 

Fresh 


Non-command 


Non-command 


Non-command 



Kesuwa 

0819000502376200 

5.164 

Fresh 

Khan 

0819000502381400 

3.865 

Fresh 

Kusma 

0819000502381100 

2.897 

Fresh 


Non-command 


Non-command 


Non-command 



Malawa 

0819000502379600 

3.323 

Fresh 

Malpura 

0819000502381200 

9.984 

Fresh 

Panch Dewal 

0819000502376700 

3.229 

Fresh 

Poseetara 

0819000502378900 

17.616 

Fresh 

Rampura 

0819000502379500 

3.375 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Ranari 


0819000502381600 


3.520 Fresh 


Non-command 


Type of Area 
(Command / Non¬ 
command) 


Hydrogeological 

Formation 


Potential 

Number 

Number 

Zone 

of Tube 

of Wells 

(PZn) 

Wells 

with 

Area 


Pumpset 

sq.km 



(8) 

(9) 

(10) 


Days 


Average Yield 

Draft 

Total 

Draft 

Tube 

Wells with 

Tube 

Wells with 


Wells 

Pumpset 

Wells 

Pumpset 


Ipd 

Ipd 

MCM 

MCM 

MCM 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 


Non-command 

Phyllite & Schist 

0.054 

Non-command 

Phyllite & Schist 

2.998 

Non-command 

Phyllite & Schist 

13.094 

Non-command 

Phyllite & Schist 

9.105 

Non-command 

Phyllite & Schist 

4.748 

Non-command 

Jalore Granite 

4.762 

Non-command 

Phyllite & Schist 

0.582 

Non-command 

Jalore Granite 

0.754 

Non-command 

Phyllite & Schist 

0.753 

Non-command 

Jalore Granite 

1.341 

Non-command 

Phyllite & Schist 

0.457 

Non-command 

Jalore Granite 

17.520 

Non-command 

Phyllite & Schist 

1.860 

Non-command 

Phyllite & Schist 

3.588 

Non-command 

Jalore Granite 

16.551 

Non-command 

Jalore Granite 

2.330 

Non-command 

Phyllite & Schist 

4.470 

Non-command 

Jalore Granite 

0.618 

Non-command 

Jalore Granite 

0.997 

Non-command 

Jalore Granite 

1.508 

Non-command 

Jalore Granite 

0.017 

Non-command 

Jalore Granite 

0.001 

Non-command 

Phyllite & Schist 

0.007 

Non-command 

Jalore Granite 

0.402 

Non-command 

Jalore Granite 

1.518 

Non-command 

Phyllite & Schist 

2.155 

Non-command 

Phyllite & Schist 

0.123 

Non-command 

Phyllite & Schist 

0.007 

Non-command 

Jalore Granite 

1.970 

Non-command 

Phyllite & Schist 

0.762 

Non-command 

Phyllite & Schist 

5.024 

Non-command 

Jalore Granite 

0.123 

Non-command 

Phyllite & Schist 

0.331 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Jalore Granite 

23.393 

Non-command 

Jalore Granite 

0.092 

Non-command 

Phyllite & Schist 

6.544 

Non-command 

Jalore Granite 

0.059 

Non-command 

Phyllite & Schist 

1.411 

Non-command 

Jalore Granite 

0.030 

Non-command 

Jalore Granite 

3.865 

Non-command 

Jalore Granite 

0.001 

Non-command 

Younger Alluvium 

0.001 

Non-command 

Jalore Granite 

0.993 

Non-command 

Phyllite & Schist 

0.092 

Non-command 

Jalore Granite 

3.323 

Non-command 

Jalore Granite 

8.210 

Non-command 

Jalore Granite 

0.175 

Non-command 

Phyllite & Schist 

1.177 

Non-command 

Jalore Granite 

2.454 

Non-command 

Phyllite & Schist 

0.921 

Non-command 

Jalore Granite 

3.042 


120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

150,000 

130,000 

120 

180,000 

150,000 

120 

150,000 

130,000 

120 

180,000 

150,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

150,000 

130,000 

120 

150,000 

130,000 

120 

180,000 

150,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 



0.144 

0.144 

0.134 

0.134 

0.211 

0.211 

0.173 

0.173 

0.359 

0.359 

0.054 

0.054 

0.047 

0.047 

0.054 

0.054 

0.058 

0.058 

0.019 

0.019 

1.018 

1.066 

0.106 

0.106 

0.154 

0.154 

0.845 

0.905 

0.115 

0.115 

0.211 

0.211 

0.020 

0.020 

0.164 

0.176 

0.230 

0.230 



0.019 

0.019 

0.058 

0.058 

0.086 

0.086 

0.010 

0.010 


0.250 

0.370 

0.096 

0.144 

0.211 

0.211 

0.010 

0.010 

0.019 

0.019 


0.672 

0.672 

0.010 

0.010 

0.595 

0.595 

0.010 

0.010 

0.230 

0.230 



0.106 

0.118 

0.010 

0.010 

0.346 

0.346 

0.586 

0.586 

0.029 

0.029 

0.058 

0.058 

0.163 

0.163 

0.058 

0.058 

0.288 

0.324 






















































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


Type of Area (Command / N< 
command) 



45.189 Fresh 


Saran Ka Khera 

0819000502379800 

8.587 

Fresh 

Selwada 

0819000502379200 

13.669 

Fresh 

Varman 

0819000502381300 

8.450 

Fresh 


Sukli Selwara 


Non-command 


Non-command 


Non-command 


Non-command 


13001004 


Vikanwas 

0819000502381700 

4.831 

Fresh 

Wadka 

0819000502379400 

6.038 

Fresh 


Non-command 


Non-command 



Amlari 

0819000202357100 

18.731 

Fresh 

Amli 

0819000202357600 

14.177 

Fresh 

Anadra 

0819000502382300 

15.416 

Fresh 

Asawa 

0819000502377800 

16.625 

Fresh 


Sukli Selwara 


Non-command 


Non-command 


Non-command 


Non-command 


Bag 

0819000202357200 

5.840 

Fresh 

Baida (v) 

0819000202354800 

30.827 

Fresh 

Bari Khera 

0819000502378100 

14.385 

Fresh 

Burari Khera 

0819000502378200 

10.808 

Fresh 

Dadrla 

0819000502379100 

4.165 

Fresh 

Dangrali 

0819000502377100 

9.546 

Fresh 

Dhan 

0819000502376900 

8.817 

Fresh 

Gulab Ganj 

0819000502378700 

10.259 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Guwari Khera 

0819000202355900 

4.423 

Fresh 

Hadmatiya 

0819000502377300 

4.847 

Fresh 


Non-command 


Non-command 


Hathal 

0819000502379000 

11.666 

Fresh 

Idarla 

0819000502377000 

7.832 

Fresh 

Karjal 

0819000202357400 

4.929 

Fresh 

Krishnganj 

0819000202357700 

27.701 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Malgaon 

0819000502378800 

7.778 

Fresh 

Nagani 

0819000502377200 

6.766 

Fresh 


Non-command 


Non-command 


Padroo Khera 



0819000202356100 

7.767 

Fresh 

0819000502378000 

4.319 

Fresh 

0819000502377400 

15.293 

Fresh 


Pee Thapura S 

0819000502378500 

2.207 

Fresh 

Poseetara 

0819000502378900 

17.616 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Ranela 

0819000202357500 

2.783 

Fresh 

Sanpur 

0819000202357300 

18.672 

Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

0.478 

Non-command 

Jalore Granite 

0.018 

Non-command 

Phyllite & Schist 

2.674 

Command 

Phyllite & Schist 

0.021 

Non-command 

Jalore Granite 

10.498 

Non-command 

Younger Alluvium 

0.004 

Non-command 

Jalore Granite 

7.586 

Non-command 

Phyllite & Schist 

2.046 

Non-command 

Jalore Granite 

6.398 

Non-command 

Phyllite & Schist 

1.274 

Non-command 

Jalore Granite 

4.831 

Non-command 

Jalore Granite 

0.052 

Non-command 

Phyllite & Schist 

3.857 

Non-command 

Jalore Granite 

7.291 

Non-command 

Phyllite & Schist 

3.442 

Command 

Phyllite & Schist 

0.004 

Non-command 

Phyllite & Schist 

0.005 

Non-command 

Phyllite & Schist 

14.177 

Non-command 

Phyllite & Schist 

0.188 

Non-command 

Erinpura Granite 

13.379 

Non-command 

Phyllite & Schist 

1.243 

Non-command 

Phyllite & Schist 

1.236 

Non-command 

Phyllite & Schist 

4.668 

Non-command 

Erinpura Granite 

11.141 

Non-command 

Erinpura Granite 

2.409 

Non-command 

Phyllite & Schist 

3.940 

Non-command 

Phyllite & Schist 

9.538 

Non-command 

Phyllite & Schist 

0.205 

Non-command 

Erinpura Granite 

0.227 

Non-command 

Phyllite & Schist 

5.463 

Non-command 

Phyllite & Schist 

1.660 

Non-command 

Erinpura Granite 

1.134 

Non-command 

Phyllite & Schist 

3.713 

Non-command 

Phyllite & Schist 

7.504 

Non-command 

Phyllite & Schist 

1.032 

Non-command 

Phyllite & Schist 

4.929 

Non-command 

Erinpura Granite 

4.857 

Non-command 

Phyllite & Schist 

8.897 

Non-command 

Phyllite & Schist 

5.485 

Non-command 

Erinpura Granite 

2.056 

Non-command 

Phyllite & Schist 

4.709 

Non-command 

Phyllite & Schist 

3.827 

Non-command 

Erinpura Granite 

4.319 

Non-command 

Erinpura Granite 

7.379 

Non-command 

Phyllite & Schist 

7.466 

Non-command 

Erinpura Granite 

0.003 

Non-command 

Erinpura Granite 

1.545 

Non-command 

Phyllite & Schist 

14.894 

Non-command 

Phyllite & Schist 

2.783 

Non-command 

Jalore Granite 

0.195 

Non-command 

Phyllite & Schist 

8.316 

Non-command 

Erinpura Granite 

7.660 

Non-command 

Phyllite & Schist 

11.845 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

180,000 

150,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

180,000 

150,000 

120 

150,000 

130,000 

120 

180,000 

150,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

180,000 

150,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

180,000 

150,000 

120 

150,000 

130,000 

120 

180,000 

150,000 

120 

100,000 

80,000 

120 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.048 




0.327 

0.327 

0.067 

0.067 

1.181 

1.181 

0.240 

0.240 

0.461 

0.461 


0.240 

0.240 

0.710 

0.734 

0.336 

0.348 



0.450 

0.450 

0.019 

0.019 

0.336 

0.336 

0.029 

0.029 

0.090 

0.090 

0.054 

0.054 

0.010 

0.010 

0.019 

0.019 

0.269 

0.269 

0.403 

0.403 

0.010 

0.010 

0.029 

0.029 

0.749 

0.797 

0.162 

0.162 

0.029 

0.029 

0.106 

0.106 

0.374 

0.374 

0.048 

0.048 

0.252 

0.252 

0.156 

0.156 

0.324 

0.346 

0.413 

0.437 

0.173 

0.173 

0.403 

0.403 

0.180 

0.180 

0.211 

0.211 

0.413 

0.413 

0.422 

0.422 

- 

- 1 

0.077 

0.077 

0.758 

0.758 

0.162 

0.162 

0.016 

0.016 

0.684 

0.684 

0.125 

0.125 

0.202 

0.202 


























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Selwada 

0819000502379200 

13.669 

Fresh 

Shergaon 

0819000402367900 

44.535 

Fresh 

Singarli Khera 

0819000502378400 

5.201 

Fresh 

Sirodi 

0819000502378600 

7.197 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Siya Kara 

0819000202356200 

7.925 

Fresh 

Telpi Khera 

0819000202357800 

15.311 

Fresh 

Titmiya Khera 

0819000502377600 

0.577 

Fresh 


Non-command 


Non-command 


Non-command 


13001005 


13001006 


Udwaria 

0819000502377900 

3.817 

Fresh 

Unta Khera 

0819000202356000 

2.656 

Fresh 

Utraj 

0819000402368100 

19.687 

Fresh 

Vahan 

0819000502377500 

1.135 

Fresh 

Anadra 

0819000502382300 

15.416 

Fresh 


Asao 


Awada 


Bahadurpura 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Block No. 3 

0819000402368500 

50.624 

Fresh 

Burari Khera 

0819000502378200 

10.808 

Fresh 

Chhapol 

0819000502382100 

6.971 

Fresh 



Dadrla 

0819000502379100 

4.165 

Fresh 

Dak 

0819000502382500 

8.700 

Fresh 


Sukli Selwara 


Non-command 


Non-command 


Non-command 


Sukli Selwara 


Non-command 


Sukli Selwara 


Non-command 


Non-command 



Gulab Ganj 

0819000502378700 

10.259 

Fresh 

Hadmatiya 

0819000502382400 

12.030 

Fresh 


Non-command 


Sukli Selwara 


Non-command 


Non-command 



Jolpur 

0819000502379300 

6.647 

Fresh 

Loonol 

0819000502382900 

7.122 

Fresh 


Malgaon 

0819000502378800 

7.778 

Fresh 

Mount Abu (M) 

0819000441904000 

18.343 

Fresh 

Selwada 

0819000502379200 

13.669 

Fresh 



Non-command 


Sukli Selwara 


Non-command 


Non-command 


Sukli Selwara 


Non-command 


Non-command 


Non-command 


Sukli Selwara 


Non-command 


Sukli Selwara 


Non-command 




0819000502383100 

2.490 

Fresh 

0819000502383500 

4.841 

Fresh 

0819000402370500 

2.240 

Fresh 

0819000502386500 

2.203 

Fresh 

0819000502385800 

1.066 

Fresh 


Non-command 


Sukli Selwara 


Sukli Selwara 


Non-command 


Non-command 


Non-command 


Non-command 


Sukli Selwara 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

2.242 

Non-command 

Erinpura Granite 

1.169 

Non-command 

Phyllite & Schist 

0.148 

Non-command 

Erinpura Granite 

3.763 

Non-command 

Phyllite & Schist 

2.921 

Non-command 

Phyllite & Schist 

0.123 

Non-command 

Erinpura Granite 

1.872 

Non-command 

Erinpura Granite 

0.464 

Non-command 

Phyllite & Schist 

0.113 

Non-command 

Erinpura Granite 

3.817 

Non-command 

Phyllite & Schist 

1.555 

Non-command 

Erinpura Granite 

0.199 

Non-command 

Erinpura Granite 

1.135 

Non-command 

Erinpura Granite 

1.615 

Non-command 

Phyllite & Schist 

13.151 

Command 

Phyllite & Schist 

0.462 

Non-command 

Erinpura Granite 

4.805 

Non-command 

Erinpura Granite 

0.110 

Non-command 

Phyllite & Schist 

0.405 

Command 

Phyllite & Schist 

4.615 

Non-command 

Phyllite & Schist 

1.229 

Command 

Phyllite & Schist 

2.069 

Non-command 

Phyllite & Schist 

0.102 

Non-command 

Erinpura Granite 

1.850 

Non-command 

Phyllite & Schist 

3.953 

Non-command 

Phyllite & Schist 

0.082 

Command 

Phyllite & Schist 

4.596 

Non-command 

Phyllite & Schist 

1.559 

Non-command 

Erinpura Granite 

9.283 

Non-command 

Phyllite & Schist 

2.690 

Non-command 

Phyllite & Schist 

1.916 

Command 

Phyllite & Schist 

2.246 

Non-command 

Phyllite & Schist 

0.011 

Non-command 

Phyllite & Schist 

0.127 

Command 

Phyllite & Schist 

0.148 

Non-command 

Phyllite & Schist 

0.194 

Non-command 

Erinpura Granite 

0.969 

Non-command 

Phyllite & Schist 

6.755 

Command 

Phyllite & Schist 

2.302 

Non-command 

Phyllite & Schist 

0.034 

Command 

Phyllite & Schist 

1.691 

Non-command 

Erinpura Granite 

3.687 

Non-command 

Phyllite & Schist 

1.032 

Non-command 

Erinpura Granite 

2.815 

Non-command 

Phyllite & Schist 

0.063 

Non-command 

Phyllite & Schist 

0.179 

Command 

Phyllite & Schist 

0.042 

Command 

Phyllite & Schist 

2.490 

Non-command 

Phyllite & Schist 

0.883 

Non-command 

Erinpura Granite 

0.122 

Non-command 

Erinpura Granite 

2.170 

Non-command 

Phyllite & Schist 

0.015 

Command 

Phyllite & Schist 

0.002 



with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

180,000 

150,000 

120 

150,000 

130,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

180,000 

150,000 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.077 




0.298 

0.298 

0.230 

0.230 

0.018 

0.018 

0.047 

0.047 



0.096 

0.096 

0.072 

0.072 


0.067 

0.067 

0.134 

0.134 

1.085 

1.085 

0.038 

0.038 



0.019 

0.019 

0.230 

0.230 

0.115 

0.115 

0.182 

0.182 

0.010 

0.010 

0.192 

0.192 

0.413 

0.413 

0.010 

0.010 

0.499 

0.499 

0.211 

0.223 

0.451 

0.451 

0.134 

0.134 

0.096 

0.096 

0.115 

0.115 


0.019 

0.019 

0.019 

0.019 

0.019 

0.019 


0.230 

0.230 

0.077 

0.077 


0.115 

0.115 

0.096 

0.096 

0.029 

0.029 

0.058 

0.058 



0.221 

0.221 

0.182 

0.182 

0.007 

0.007 

0.173 

0.173 


































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Block No. 3 

0819000402368500 

50.624 

Fresh 

Chhapol 

0819000502382100 

6.971 

Fresh 

Chotila 

0819000402370800 

4.322 

Fresh 

Dabani 

0819000502382700 

5.126 

Fresh 


Dak 


Datani 


Dhanera 


Dhawli 


KAROTI 


Leelora 


Loonol 


Marol 


Meetan 


Palri Khera 


Peepaliya 


Serwa 


Thai 


Vanti 


Wadka 


Type of Area (Command / N< 
command) 


0819000502382500 


0819000502386900 


0819000502382600 


0819000502386400 


8.700 Fresh 


7.865 Fresh 


6.919 Fresh 


10.813 Fresh 


Non-command 


Sukli Selwara 


Non-command 


Non-command 


Sukli Selwara 


Non-command 


Non-command 


Non-command 


Non-command 



Didmana Khera 

0819000502385700 

4.973 

Fresh 

Dolpura 

0819000502386200 

5.224 

Fresh 


Forest Chotila 

0819000402370700 

4.926 

Fresh 

Karjiya 

0819000502386800 

5.358 

Fresh 


0819000502386100 


0819000502386300 


2.397 Fresh 


5.322 Fresh 


Sukli Selwara 


Non-command 


Non-command 


Sukli Selwara 


Non-command 


Non-command 


Non-command 


Sukli Selwara 


Non-command 



0819000502382900 


0819000502385900 


0819000502383300 



Mooliya Khera 

0819000502386700 

9.216 

Fresh 

Nimbora 

0819000502386000 

7.139 

Fresh 



0819000502386600 


0819000502387200 


Sukli Selwara 


Non-command 


Sukli Selwara 


Non-command 


Sukli Selwara 


Non-command 


Sukli Selwara 


Non-command 


Non-command 


Sukli Selwara 


Non-command 



Perwa 

0819000502383000 

2.394 

Fresh 

Rajgarh 

0819000502383200 

3.161 

Fresh 


Rampura Khera 

0819000502387300 

2.994 

Fresh 

Reodar 

0819000502381900 

10.180 

Fresh 



0819000502382000 


0819000502382800 




0819000502383400 


0819000502379400 


1.822 Fresh 


6.038 Fresh 


Non-command 


Sukli Selwara 


Sukli Selwara 


Non-command 


Sukli Selwara 


Sukli Selwara 


Non-command 


Sukli Selwara 


Non-command 


Sukli Selwara 


Non-command 


Sukli Selwara 


Non-command 


Sukli Selwara 


Non-command 


Sukli Selwara 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Erinpura Granite 

5.307 

Command 

Phyllite & Schist 

1.951 

Non-command 

Erinpura Granite 

0.618 

Non-command 

Phyllite & Schist 

0.970 

Command 

Phyllite & Schist 

0.858 

Non-command 

Erinpura Granite 

1.818 

Non-command 

Phyllite & Schist 

1.074 

Non-command 

Erinpura Granite 

1.448 

Non-command 

Phyllite & Schist 

4.289 

Non-command 

Erinpura Granite 

5.642 

Non-command 

Phyllite & Schist 

1.230 

Non-command 

Erinpura Granite 

6.831 

Non-command 

Phyllite & Schist 

3.599 

Command 

Phyllite & Schist 

0.383 

Non-command 

Phyllite & Schist 

0.276 

Non-command 

Phyllite & Schist 

0.775 

Command 

Phyllite & Schist 

4.449 

Non-command 

Erinpura Granite 

0.003 

Non-command 

Erinpura Granite 

2.727 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Phyllite & Schist 

0.234 

Command 

Phyllite & Schist 

2.164 

Non-command 

Erinpura Granite 

0.291 

Non-command 

Phyllite & Schist 

1.037 

Command 

Phyllite & Schist 

3.954 

Non-command 

Phyllite & Schist 

0.666 

Command 

Phyllite & Schist 

6.181 

Non-command 

Phyllite & Schist 

0.779 

Command 

Phyllite & Schist 

4.079 

Non-command 

Phyllite & Schist 

1.319 

Command 

Phyllite & Schist 

2.532 

Non-command 

Erinpura Granite 

5.621 

Non-command 

Phyllite & Schist 

0.463 

Command 

Phyllite & Schist 

6.676 

Non-command 

Erinpura Granite 

2.046 

Non-command 

Phyllite & Schist 

1.164 

Non-command 

Phyllite & Schist 

1.892 

Command 

Phyllite & Schist 

0.081 

Command 

Phyllite & Schist 

2.394 

Non-command 

Phyllite & Schist 

0.204 

Command 

Phyllite & Schist 

2.957 

Command 

Phyllite & Schist 

0.893 

Non-command 

Phyllite & Schist 

1.126 

Command 

Phyllite & Schist 

5.737 

Non-command 

Phyllite & Schist 

0.330 

Command 

Phyllite & Schist 

2.729 

Non-command 

Erinpura Granite 

3.790 

Non-command 

Phyllite & Schist 

2.132 

Command 

Phyllite & Schist 

0.749 

Non-command 

Phyllite & Schist 

1.430 

Command 

Phyllite & Schist 

0.391 

Non-command 

Phyllite & Schist 

1.753 

Command 

Phyllite & Schist 

0.004 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 



MCM 

MCM 

(15) 

(16) 

~ 

- | 

0.096 

0.096 

0.022 

0.022 

0.086 

0.086 

0.077 

0.077 

0.192 

0.192 

0.115 

0.115 

0.115 

0.127 

0.336 

0.372 

0.336 

0.336 

0.077 

0.077 

0.854 

0.854 

0.451 

0.451 

0.048 

0.048 

0.029 

0.029 

0.077 

0.077 

0.442 

0.442 



0.038 

0.038 

0.317 

0.317 

0.029 

0.029 

0.115 

0.115 

0.432 

0.432 

0.086 

0.086 

0.768 

0.768 

0.067 

0.067 

0.374 

0.374 

0.154 

0.154 

0.307 

0.307 

0.038 

0.038 

0.038 

0.038 

0.490 

0.490 

0.154 

0.166 

0.086 

0.098 

0.029 

0.029 

- 

- 

0.278 

0.278 

0.019 

0.019 

0.269 

0.269 

0.096 

0.096 

0.096 

0.108 

0.490 

0.562 

0.019 

0.019 

0.182 

0.182 

0.490 

0.490 

0.269 

0.269 

0.096 

0.096 

0.096 

0.096 

0.029 

0.029 

0.106 

0.106 







































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



13001007 


13001008 


Wasan 


Awada 


Bhatana 


Bheroogarh 


Bijwa Khera 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


0819000502381500 


0819000502383500 


0819000502387900 


0819000502387800 


0819000502385800 


14.019 Fresh 


4.841 Fresh 


29.386 Fresh 


Fresh 



Bootri 

0819000502387600 

4.201 

Fresh 

Chotila 

0819000402370800 

4.322 

Fresh 

Datani 

0819000502386900 

7.865 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sukli Selwara 


Non-command 


Non-command 


Non-command 



Goreli 

0819000502387500 

7.830 

Fresh 

Jamtha 

0819000502385500 

3.563 

Fresh 


Non-command 


Sukli Selwara 


Non-command 


Non-command 



Juadara 

0819000502385300 

1.436 

Fresh 

Kareli 

0819000502383600 

2.520 

Fresh 

Karjiya 

0819000502386800 

5.358 

Fresh 

Kotra Khera 

0819000502385400 

1.582 

Fresh 

Magariwara 

0819000502383700 

14.262 

Fresh 



Mooliya Khera 

0819000502386700 

9.216 

Fresh 

Padar 

0819000502388300 

14.855 

Fresh 

Padroo Khera 

0819000502387700 

3.199 

Fresh 



Varman 

0819000502381300 

8.450 

Fresh 

Vidmiya 

0819000502387000 

3.332 

Fresh 

Wasan 

0819000502381500 

14.019 

Fresh 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Sukli Selwara 


Non-command 


Sukli Selwara 


Non-command 


Non-command 


Non-command 


Sukli Selwara 


Non-command 


Sukli Selwara 


Non-command 


Sukli Selwara 


Non-command 


Sukli Selwara 


Non-command 


Non-command 


Non-command 


Non-command 


Sukli Selwara 


Non-command 



Bhatana 


0819000502387900 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

0.668 

Non-command 

Phyllite & Schist 

3.958 

Non-command 

Phyllite & Schist 

20.234 

Non-command 

Phyllite & Schist 

4.805 

Non-command 

Phyllite & Schist 

0.995 

Command 

Phyllite & Schist 

0.054 

Non-command 

Phyllite & Schist 

4.201 

Non-command 

Erinpura Granite 

0.175 

Non-command 

Erinpura Granite 

0.215 

Non-command 

Phyllite & Schist 

1.833 

Non-command 

Jalore Granite 

0.017 

Non-command 

Phyllite & Schist 

1.867 

Non-command 

Jalore Granite 

2.806 

Non-command 

Phyllite & Schist 

0.586 

Non-command 

Phyllite & Schist 

4.679 

Command 

Phyllite & Schist 

0.018 

Non-command 

Phyllite & Schist 

7.830 

Non-command 

Jalore Granite 

1.947 

Non-command 

Phyllite & Schist 

0.060 

Non-command 

Jalore Granite 

1.394 

Non-command 

Phyllite & Schist 

2.922 

Non-command 

Phyllite & Schist 

0.007 

Non-command 

Phyllite & Schist 

1.049 

Non-command 

Erinpura Granite 

2.230 

Non-command 

Phyllite & Schist 

0.001 

Non-command 

Jalore Granite 

2.847 

Non-command 

Phyllite & Schist 

0.014 

Non-command 

Younger Alluvium 

0.036 

Non-command 

Phyllite & Schist 

2.854 

Command 

Phyllite & Schist 

1.648 

Non-command 

Phyllite & Schist 

0.588 

Command 

Phyllite & Schist 

2.554 

Non-command 

Erinpura Granite 

0.021 

Non-command 

Phyllite & Schist 

0.079 

Non-command 

Phyllite & Schist 

1.093 

Command 

Phyllite & Schist 

2.106 

Non-command 

Phyllite & Schist 

0.861 

Command 

Phyllite & Schist 

0.006 

Non-command 

Phyllite & Schist 

0.123 

Command 

Phyllite & Schist 

1.978 

Non-command 

Phyllite & Schist 

0.190 

Command 

Phyllite & Schist 

0.414 

Non-command 

Erinpura Granite 

2.535 

Non-command 

Phyllite & Schist 

5.144 

Non-command 

Phyllite & Schist 

0.353 

Non-command 

Erinpura Granite 

3.332 

Non-command 

Phyllite & Schist 

2.570 

Command 

Phyllite & Schist 

0.043 

Non-command 

Jalore Granite 

0.029 

Non-command 

Phyllite & Schist 

10.187 

Non-command 

Jalore Granite 

0.210 

Non-command 

Phyllite & Schist 

6.956 

Non-command 

Phyllite & Schist 

6.153 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.067 


0.826 


0.989 


0.346 




0.288 

0.288 

0.007 

0.007 

0.019 

0.019 

0.144 

0.156 


0.144 

0.144 

0.125 

0.149 

0.029 

0.029 

0.451 

0.451 


0.403 

0.403 

0.192 

0.192 

0.010 

0.010 

0.173 

0.197 

0.355 

0.403 


0.163 

0.163 

0.106 

0.106 



0.259 

0.259 

0.144 

0.144 

0.058 

0.058 

0.240 

0.240 



0.019 

0.019 

0.038 

0.038 

0.010 

0.010 


0.010 

0.010 

0.211 

0.211 

0.019 

0.019 

0.038 

0.038 

0.125 

0.125 

0.240 

0.240 

0.067 

0.067 

0.096 

0.096 

0.250 

0.262 



0.154 

0.154 

0.010 

0.010 

0.221 

0.221 

0.298 

0.298 



































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Bheelra 

0819000502385100 

1.572 

Fresh 

Derli 

0819000502388000 

2.332 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 


Dheebri 

0819000502388400 

13.413 

Fresh 

Fatepura 

0819000502385000 

3.464 

Fresh 

Gundwara 

0819000502383900 

6.811 

Fresh 

Jamtha 

0819000502385500 

3.563 

Fresh 

Juadara 

0819000502385300 

1.436 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Mandar 

0819000502384900 

14.376 

Fresh 

Padar 

0819000502388300 

14.855 

Fresh 

Rampura Pilochi 

0819000502385200 

5.706 

Fresh 


Non-command 


Non-command 


Non-command 


13001009 


Danpura 

0819000502384800 

9.855 

Fresh 

Dhanpura 

0819000502383800 

4.270 

Fresh 

Gundwara 

0819000502383900 

6.811 

Fresh 


Non-command 


Non-command 


Non-command 


Jamtha 

0819000502385500 

3.563 

Fresh 

Jeerawal 

0819000502379900 

41.319 

Fresh 

Kesuwa 

0819000502376200 

5.164 

Fresh 

Kusma 

0819000502381100 

2.897 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



Maleepura 

0819000502381000 

2.701 

Fresh 

Malpura 

0819000502381200 

9.984 

Fresh 

Mandar 

0819000502384900 

14.376 

Fresh 


Non-command 


Non-command 


Non-command 


Peethapura M 

0819000502380800 

11.241 

Fresh 

Rohua 

0819000502380000 

45.189 

Fresh 


Non-command 


Non-command 


Sonani 

0819000502384100 

4.720 

Fresh 

Sonela 

0819000502384000 

7.510 

Fresh 


Non-command 


Non-command 


Suliva 

0819000502380900 

5.573 

Fresh 

Varman 

0819000502381300 

8.450 

Fresh 

Wadwaj 

0819000502376100 

31.697 

Fresh 


Non-command 


Non-command 


Non-command 


13001010 


Achalgarh 

0819000402368400 

5.459 

Fresh 

Asawa 

0819000502377800 

16.625 

Fresh 


Non-command 


Non-command 


Bari Khera 

0819000502378100 

14.385 

Fresh 

Block No. 3 

0819000402368500 

50.624 

Fresh 

Burari Khera 

0819000502378200 

10.808 

Fresh 

Gulab Ganj 

0819000502378700 

10.259 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Jawai 

0819000402368200 

8.043 

Fresh 

Malgaon 

0819000502378800 

7.778 

Fresh 

Oriya 

0819000402368300 

6.168 

Fresh 

Pamera 

0819000502377400 

15.293 

Fresh 

Pee Thapura S 

0819000502378500 

2.207 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Jalore Granite 

1.572 

Non-command 

Jalore Granite 

0.057 

Non-command 

Phyllite & Schist 

0.391 

Non-command 

Phyllite & Schist 

0.319 

Non-command 

Jalore Granite 

1.752 

Non-command 

Jalore Granite 

1.909 

Non-command 

Jalore Granite 

1.449 

Non-command 

Jalore Granite 

0.153 

Non-command 

Phyllite & Schist 

1.276 

Non-command 

Jalore Granite 

1.456 

Non-command 

Phyllite & Schist 

0.125 

Non-command 

Jalore Granite 

2.195 

Non-command 

Phyllite & Schist 

9.994 

Non-command 

Jalore Granite 

5.538 

Non-command 

Phyllite & Schist 

0.168 

Non-command 

Younger Alluvium 

0.818 

Non-command 

Jalore Granite 

0.424 

Non-command 

Jalore Granite 

4.838 

Non-command 

Younger Alluvium 

0.064 

Non-command 

Jalore Granite 

0.107 

Non-command 

Jalore Granite 

0.369 

Non-command 

Jalore Granite 

0.010 

Non-command 

Jalore Granite 

0.002 

Non-command 

Younger Alluvium 

2.758 

Non-command 

Jalore Granite 

3.055 

Non-command 

Younger Alluvium 

7.030 

Non-command 

Younger Alluvium 

2.701 

Non-command 

Jalore Granite 

1.774 

Non-command 

Jalore Granite 

1.374 

Non-command 

Younger Alluvium 

0.079 

Non-command 

Younger Alluvium 

2.094 

Non-command 

Jalore Granite 

9.629 

Non-command 

Younger Alluvium 

18.006 

Non-command 

Younger Alluvium 

3.844 

Non-command 

Jalore Granite 

0.197 

Non-command 

Younger Alluvium 

7.114 

Non-command 

Younger Alluvium 

5.431 

Non-command 

Jalore Granite 

0.425 

Non-command 

Jalore Granite 

0.306 

Non-command 

Younger Alluvium 

0.100 

Non-command 

Erinpura Granite 

0.172 

Non-command 

Erinpura Granite 

1.832 

Non-command 

Phyllite & Schist 

0.172 

Non-command 

Erinpura Granite 

1.070 

Non-command 

Erinpura Granite 

1.675 

Non-command 

Erinpura Granite 

7.190 

Non-command 

Erinpura Granite 

0.668 

Non-command 

Phyllite & Schist 

2.342 

Non-command 

Erinpura Granite 

0.107 

Non-command 

Phyllite & Schist 

2.100 

Non-command 

Erinpura Granite 

0.872 

Non-command 

Phyllite & Schist 

0.448 

Non-command 

Erinpura Granite 

1.943 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

150,000 

120,000 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.211 

0.211 

- 

- 

0.029 

0.029 

- 

- 

0.029 

0.029 

0.202 

0.202 

0.144 

0.144 

0.019 

0.019 

0.134 

0.146 

0.144 

0.168 

0.010 

0.010 

0.605 

0.629 

0.365 

0.365 

0.307 

0.319 

0.010 

0.010 

0.086 

0.104 

0.019 

0.019 

0.518 

0.530 

0.014 

0.014 

0.010 

0.010 

0.010 

0.010 



0.490 

0.778 

0.317 

0.341 

1.109 

1.181 

0.446 

0.626 

0.125 

0.125 

0.374 

0.386 

0.029 

0.029 

0.043 

0.043 

0.240 

0.276 

0.691 

0.781 

0.403 

0.727 

0.010 

0.010 

0.432 

0.630 

0.734 

0.950 

0.077 

0.077 

0.010 

0.010 



0.048 

0.048 

0.096 

0.096 

0.317 

0.341 

- 

- 

0.154 

0.166 

0.036 

0.036 

0.029 

0.029 

1.354 

1.354 



























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / Non- 
(Fresh / command) 

Saline) 



12001001 


Sanwara 


Shergaon 


Singarli Khera 


Sirodi 


Utraj 


Danpura 


Fatepura 


Mandar 


Morwara 


Peethapura M 


Rohua 


Sonani 


Sonela 


Sorda 


Suliva 


Bhamriya 


Bori Booj 


Bosa 


Buja 


Deldar 


Derna 


Dovtra 


Jamboori 


Jaydara 


Khadat 


Kiwarli 


Kyari 


Meen 


Morthala 


Nichla Khejra 


Nichlagarh 


Nichli Bor 


Or 


Paba 


Rada 


Ranora 


Sangna 


Tankiya 


Tartoli (rural) 


Toonka 


Upla Khejra 


Uplagarh 



0819000502377700 


0819000402367900 


0819000502378400 


0819000502378600 


19.644 Fresh 


44.535 Fresh 


5.201 Fresh 


7.197 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 



0819000402368100 


0819000502384800 


0819000502385000 


0819000502384900 


0819000502380700 


0819000502380800 


0819000502380000 


0819000502384100 


0819000502384000 


0819000502384700 


0819000502380900 


0819000402375200 


0819000402372900 


0819000402375300 


0819000402374900 


0819000402372600 


0819000402372400 


0819000402372800 


0819000402375400 


0819000402373200 


0819000402373600 


0819000402369200 


0819000402373300 


0819000402375800 


0819000402372200 


0819000402373100 


0819000402373400 


0819000402374800 


0819000402372300 


0819000402373000 


0819000402375600 


0819000402375100 


0819000402373500 


0819000402372700 


0819000402373800 


0819000402372500 


0819000402375000 


0819000402374700 


19.687 Fresh 


9.855 Fresh 


3.464 Fresh 


14.376 Fresh 


Fresh 


11.241 Fresh 


45.189 Fresh 


Fresh 


Fresh 


15.329 Fresh 


Fresh 


Fresh 


13.651 Fresh 



8.396 Fresh 


Fresh 


Fresh 


7.737 Fresh 


12.091 Fresh 


2.961 Fresh 


Fresh 


3.064 Fresh 


21.214 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


River Basin 


Sub Basin: 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Phyllite & Schist 

0.261 

Non-command 

Erinpura Granite 

0.139 

Non-command 

Erinpura Granite 

0.195 

Non-command 

Phyllite & Schist 

0.334 

Non-command 

Erinpura Granite 

0.067 

Non-command 

Phyllite & Schist 

0.446 

Non-command 

Erinpura Granite 

5.373 

Non-command 

Phyllite & Schist 

4.735 

Non-command 

Erinpura Granite 

1.687 

Non-command 

Younger Alluvium 

8.963 

Non-command 

Jalore Granite 

1.711 

Non-command 

Jalore Granite 

8.221 

Non-command 

Younger Alluvium 

2.505 

Non-command 

Younger Alluvium 

0.198 

Non-command 

Younger Alluvium 

2.620 

Non-command 

Younger Alluvium 

0.478 

Non-command 

Younger Alluvium 

0.876 

Non-command 

Younger Alluvium 

0.198 

Non-command 

Younger Alluvium 

9.842 

Non-command 

Younger Alluvium 

0.141 


with 

Pumpset 


: West Banas 


West Banas 


Non-command 

Gneisses 

1.134 

Non-command 

Gneisses 

0.043 

Non-command 

Gneisses 

1.959 

Non-command 

Gneisses 

3.026 

Non-command 

Gneisses 

4.608 

Non-command 

Erinpura Granite 

0.011 

Non-command 

Gneisses 

4.614 

Non-command 

Gneisses 

1.588 

Non-command 

Gneisses 

2.692 

Non-command 

Gneisses 

2.466 

Non-command 

Erinpura Granite 

0.528 

Non-command 

Gneisses 

0.038 

Non-command 

Gneisses 

1.567 

Non-command 

Gneisses 

3.681 

Non-command 

Erinpura Granite 

0.161 

Non-command 

Gneisses 

4.628 

Non-command 

Gneisses 

4.860 

Non-command 

Gneisses 

1.858 

Non-command 

Erinpura Granite 

3.245 

Non-command 

Gneisses 

2.175 

Non-command 

Gneisses 

7.207 

Non-command 

Gneisses 

2.380 

Non-command 

Gneisses 

2.279 

Non-command 

Erinpura Granite 

0.033 

Non-command 

Gneisses 

0.449 

Non-command 

Gneisses 

2.307 

Non-command 

Erinpura Granite 

1.074 

Non-command 

Gneisses 

0.115 

Non-command 

Gneisses 

3.978 

Non-command 

Gneisses 

2.357 

Non-command 

Gneisses 

6.372 



Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

150,000 

120,000 

120 

100,000 

80,000 

120 

100,000 

80,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 



120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 


Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.182 




0.010 

0.010 

0.010 

0.010 

0.038 

0.038 

0.115 

0.115 

0.096 

0.096 


0.878 

1.148 

0.029 

0.029 

2.256 

2.328 

1.022 

1.058 

0.043 

0.043 

0.058 

0.058 

0.014 

0.014 

0.086 

0.158 

0.014 

0.014 

2.866 

3.622 

0.014 

0.014 



0.022 

0.022 

0.094 

0.094 

0.396 

0.428 


0.086 

0.086 

0.072 

0.072 

0.050 

0.050 

0.122 

0.122 

0.086 

0.086 

- 

- 

0.108 

0.108 

0.094 

0.094 

0.007 

0.007 

0.166 

0.166 

0.280 

0.280 

0.050 

0.050 

0.166 

0.177 

0.115 

0.126 

0.223 

0.223 

0.022 

0.022 

0.058 

0.058 

- 

- I 

0.007 

0.007 

0.072 

0.072 

0.065 

0.087 

0.007 

0.007 

0.050 

0.050 

0.122 

0.122 

0.130 

0.130 
















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



12001002 


Upli Bor 


Adarsh Doongri 


Ajari 


Banas 


Basantgarh 


Chawarli 


Darla Padar 


Devon Ka Bera 


Dhanga 


Gadiya 


Gharat 


Junasanwara 


Kalumbari 


Kantal 


Kerlapadar 


Keshavganj 


0819000402375500 


0819000302366100 


0819000302361500 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


(5) 


Fresh 


Fresh 


15.278 Fresh 


Saline 


10.323 Fresh 



0819000302366000 

3.595 

0819000302366400 

34.836 



0819000302366300 

5.047 

0819000302358100 

10.176 

0819000102349300 

26.679 

0819000302361000 

4.103 

0819000302361200 

2.037 

0819000302360800 

11.013 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


7.437 Saline Non-command 




Ghodiyawa 

0819000302366200 

1.615 

Fresh 

Jhadoli 

0819000302359300 

18.047 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



0819000302358700 

6.048 

0819000302361300 

2.070 

0819000302361400 

5.898 


0819000302358400 

5.486 

0819000302359500 

3.874 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Khari Gegarwa 


Kundal 


Malap 


Malera 


Moras 


Navawas 


Pahar Kalan 


Pindwara (rural) 


Rajpura 


0819000302357900 

11.781 

0819000302360200 

3.417 

0819000302360000 

7.336 

0819000302360700 

2.051 

0819000302366500 

19.240 



0819000302358200 

5.932 

0820000902482200 

46.067 



0819000302361100 

1.107 

0819000302360400 

78.602 



0819000302360100 


0819000302359400 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


30.576 Fresh Non-command 



Saline Non-command 


1.124 Saline Non-command 


Non-command 



Reechhri 

0819000302363500 

2.404 

Fresh 

Sabela 

0819000302359900 

7.627 

Saline 

Sadalwa 

0819000302359600 

5.692 

Fresh 


Non-command 


Non-command 


Non-command 



Saline Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses 

4.075 

Non-command 

Gneisses 

1.411 

Non-command 

Gneisses 

11.289 

Non-command 

Gneisses 

1.361 

Non-command 

Erinpura Granite 

0.072 

Non-command 

Erinpura Granite 

2.454 

Non-command 

Gneisses 

7.788 

Non-command 

Erinpura Granite 

2.120 

Non-command 

Gneisses 

0.012 

Non-command 

Gneisses 

0.716 

Non-command 

Gneisses 

25.185 

Non-command 

Gneisses 

1.398 

Non-command 

Gneisses 

1.837 

Non-command 

Erinpura Granite 

5.917 

Non-command 

Erinpura Granite 

0.005 

Non-command 

Gneisses 

4.036 

Non-command 

Gneisses 

2.037 

Non-command 

Gneisses 

0.002 

Non-command 

Gneisses 

10.556 

Non-command 

Phyllite & Schist 

0.221 

Non-command 

Gneisses 

0.889 

Non-command 

Erinpura Granite 

3.687 

Non-command 

Gneisses 

2.877 

Non-command 

Erinpura Granite 

0.551 

Non-command 

Gneisses 

2.064 

Non-command 

Gneisses 

0.317 

Non-command 

Gneisses 

5.579 

Non-command 

Erinpura Granite 

4.901 

Non-command 

Erinpura Granite 

2.519 

Non-command 

Gneisses 

0.000 

Non-command 

Erinpura Granite 

1.632 

Non-command 

Gneisses 

3.417 

Non-command 

Gneisses 

7.269 

Non-command 

Gneisses 

1.741 

Non-command 

Gneisses 

0.722 

Non-command 

Gneisses 

1.365 

Non-command 

Erinpura Granite 

2.798 

Non-command 

Erinpura Granite 

0.031 

Non-command 

Erinpura Granite 

0.566 

Non-command 

Gneisses 

1.090 

Non-command 

Gneisses 

12.451 

Non-command 

Phyllite & Schist 

6.208 

Non-command 

Erinpura Granite 

0.267 

Non-command 

Gneisses 

15.550 

Non-command 

Gneisses 

9.889 

Non-command 

Gneisses 

1.124 

Non-command 

Erinpura Granite 

3.153 

Non-command 

Gneisses 

1.777 

Non-command 

Gneisses 

0.039 

Non-command 

Gneisses 

7.520 

Non-command 

Erinpura Granite 

1.996 

Non-command 

Gneisses 

1.403 

Non-command 

Erinpura Granite 

0.285 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

60,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

70,000 

50,000 

120 

150,000 

120,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

50,000 

30,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

70,000 

50,000 

120 

180,000 

150,000 

120 

150,000 

120,000 

120 

110,000 

100,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

180,000 

150,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

180,000 

150,000 

120 

150,000 

120,000 

120 

180,000 

150,000 

120 

150,000 

120,000 

120 

70,000 

50,000 

120 

180,000 

150,000 

120 

70,000 

50,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

180,000 

150,000 

120 

150,000 

120,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

180,000 

150,000 

120 

70,000 

50,000 

120 

150,000 

120,000 

120 

160,000 

130,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

150,000 

120,000 

120 

180,000 

150,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

150,000 

120,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

70,000 

50,000 

120 

150,000 

120,000 

120 

180,000 

150,000 

120 

70,000 

50,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.108 

0.108 

0.432 

0.432 

0.702 

0.702 

0.030 

0.030 

- 

- 

0.036 

0.036 

0.108 

0.108 

0.066 

0.074 


0.036 

0.036 

0.720 

0.720 

0.012 

0.012 

0.162 

0.162 



0.066 

0.066 

0.030 

0.030 



0.054 

0.054 

0.274 

0.274 

0.270 

0.270 

0.029 

0.029 

0.078 

0.078 

0.018 

0.018 

0.132 

0.132 

0.187 

0.187 

0.029 

0.029 


0.014 

0.014 

0.072 

0.072 

0.078 

0.078 

0.048 

0.048 

0.018 

0.018 

0.012 

0.012 

0.086 

0.086 

- 

- 

0.012 

0.012 

0.012 

0.012 

0.012 

0.012 

0.006 

0.006 

0.014 

0.014 

0.666 

0.666 

0.144 

0.144 

0.438 

0.480 

0.130 

0.130 

0.090 

0.090 

- 

- 

0.132 

0.132 

0.101 

0.101 

0.090 

0.090 

0.006 

0.006 























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


12001003 


Type of Area (Command / N< 
command) 



Siwera 

0819000302358300 

9.341 

Fresh 

Thandi Beri 

0819000302359800 

8.041 

Saline 


Non-command 


Non-command 



Undra 

0819000302358500 

12.803 

Fresh 

Vagdari 

0819000302360900 

4.685 

Saline 

Varli 

0819000302360300 

3.873 

Saline 

Viroli 

0819000302358000 

15.505 

Fresh 

Ajari 

0819000302361500 

15.278 

Fresh 

Arasana 

0819000302359000 

11.391 

Fresh 

Baida 

0819000202352300 

10.920 

Fresh 

Darla Padar 

0819000302358100 

10.176 

Fresh 

Digar 

0819000302361900 

13.482 

Fresh 

Janapur 

0819000302361600 

6.431 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Kerlapadar 

0819000302358400 

5.486 

Fresh 

Khari Gegarwa 

0819000302357900 

11.781 

Fresh 


Non-command 


Non-command 


Kojra 

0819000302363300 

7.683 

Fresh 

Kotra 

0819000302358600 

4.478 

Fresh 

Lotana 

0819000302362000 

16.971 

Fresh 

Nandiya 

0819000302361800 

26.479 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Naya Sanwara 

0819000302358800 

10.106 

Fresh 

Parlai 

0819000302359200 

2.776 

Fresh 

Pindwara (M) 

0819000341903000 

30.576 

Fresh 

Rajpura 

0819000202352400 

21.763 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Sarneshwarji 

0819000202352200 

32.802 

Fresh 

Sirohi (M) 

0819000241902000 

43.752 

Fresh 


Non-command 


Non-command 


12001004 


Sirohi (rural) 


Telpur 


Undra 


Veerwara 


Viroli 


Ambaweri 


Andaliya 


Arna 


Awal 


Bageri 


Bahadurpura 


Block No. 3 


Block No.l 


Chanar 


0819000202352500 

31.793 

Fresh 

0819000302358900 

6.801 

Fresh 

0819000302358500 

12.803 

Fresh 

0819000302359100 

13.499 

Fresh 

0819000302358000 

15.505 

Fresh 

0819000402370100 

2.888 

Fresh 

0819000402371200 

2.037 

Fresh 

0819000402368700 

2.702 

Fresh 

0819000402371300 

3.888 

Fresh 

0819000402370000 

2.790 

Fresh 

0819000402370500 

2.240 

Fresh 

0819000502386500 

2.203 

Fresh 

0819000402368500 

50.624 

Fresh 

0819000402368800 

57.501 

Fresh 


0819000402371100 


11.110 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


West Banas 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Gneisses 

1.778 

Non-command 

Erinpura Granite 

7.960 

Non-command 

Erinpura Granite 

0.100 

Non-command 

Gneisses 

5.864 

Non-command 

Erinpura Granite 

0.224 

Non-command 

Gneisses 

4.685 

Non-command 

Gneisses 

3.870 

Non-command 

Erinpura Granite 

4.973 

Non-command 

Gneisses 

0.741 

Non-command 

Erinpura Granite 

10.454 

Non-command 

Phyllite & Schist 

6.986 

Non-command 

Erinpura Granite 

0.110 

Non-command 

Erinpura Granite 

9.184 

Non-command 

Erinpura Granite 

0.152 

Non-command 

Gneisses 

6.008 

Non-command 

Erinpura Granite 

8.882 

Non-command 

Gneisses 

2.601 

Non-command 

Erinpura Granite 

2.163 

Non-command 

Gneisses 

2.866 

Non-command 

Erinpura Granite 

4.909 

Non-command 

Phyllite & Schist 

0.587 

Non-command 

Erinpura Granite 

0.584 

Non-command 

Erinpura Granite 

0.570 

Non-command 

Phyllite & Schist 

2.125 

Non-command 

Gneisses 

0.502 

Non-command 

Erinpura Granite 

4.478 

Non-command 

Erinpura Granite 

0.204 

Non-command 

Erinpura Granite 

5.433 

Non-command 

Gneisses 

0.926 

Non-command 

Erinpura Granite 

10.106 

Non-command 

Erinpura Granite 

2.776 

Non-command 

Gneisses 

4.870 

Non-command 

Erinpura Granite 

10.144 

Non-command 

Phyllite & Schist 

6.749 

Non-command 

Phyllite & Schist 

0.132 

Non-command 

Erinpura Granite 

2.449 

Non-command 

Phyllite & Schist 

0.065 

Non-command 

Erinpura Granite 

9.105 

Non-command 

Erinpura Granite 

6.151 

Non-command 

Erinpura Granite 

12.570 

Non-command 

Erinpura Granite 

12.580 

Non-command 

Erinpura Granite 

2.294 

Non-command 

Erinpura Granite 

2.658 

Non-command 

Erinpura Granite 

2.024 

Non-command 

Erinpura Granite 

0.030 

Non-command 

Erinpura Granite 

3.173 

Non-command 

Erinpura Granite 

2.790 

Non-command 

Erinpura Granite 

2.118 

Non-command 

Erinpura Granite 

0.033 

Non-command 

Erinpura Granite 

6.009 

Non-command 

Erinpura Granite 

12.659 

Command 

Erinpura Granite 

0.013 

Non-command 

Erinpura Granite 

11.110 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

50,000 

120 

150,000 

120,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

150,000 

120,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

150,000 

120,000 

120 

180,000 

150,000 

120 

150,000 

120,000 

120 

180,000 

150,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

180,000 

150,000 

120 

150,000 

120,000 

120 

180,000 

150,000 

120 

150,000 

120,000 

120 

180,000 

150,000 

120 

150,000 

120,000 

120 

180,000 

150,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

180,000 

150,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

180,000 

150,000 

120 

150,000 

130,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

150,000 

130,000 

120 

180,000 

150,000 

120 

150,000 

130,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.042 


0.187 




0.024 

0.024 

0.120 

0.120 

0.072 

0.072 

0.054 

0.054 

0.418 

0.418 

0.684 

0.684 


0.115 

0.115 

0.014 

0.014 

0.792 

0.814 

0.648 

0.648 

0.234 

0.234 

0.173 

0.173 

0.306 

0.306 

0.216 

0.216 

0.036 

0.036 

0.014 

0.014 


0.018 

0.018 

0.054 

0.054 

0.230 

0.230 


0.245 

0.245 

0.054 

0.054 

0.677 

0.677 

0.187 

0.187 

0.216 

0.216 

0.265 

0.265 

0.198 

0.198 



0.390 

0.408 

0.403 

0.403 

0.245 

0.245 

0.749 

0.749 

0.029 

0.029 

0.058 

0.058 

0.079 

0.122 

- 

- 

0.684 

1.030 

0.180 

0.202 

0.065 

0.087 








































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Chandela 


Chotila 


Duna Kakar 


Fatehpura 


Forest Chotila 


Ganka 


0819000402370200 


0819000402370800 


0819000402371700 


0819000402370400 


0819000402370700 


0819000402369700 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


8.762 Fresh 


4.322 Fresh 


6.724 Fresh 


1.749 Fresh 


4.926 Fresh 


3.478 Fresh 


Girwar 

0819000402371000 

9.337 

Fresh 

Kyariya 

0819000402371800 

2.077 

Fresh 

Mahi Khera 

0819000402370900 

3.528 

Fresh 

Manpur (rural) 

0819000402371900 

3.785 

Fresh 

Maval 

0819000402374100 

7.533 

Fresh 

Meergarh 

0819000402371500 

1.998 

Fresh 


Mooliya Khera 

0819000502386700 

9.216 

Fresh 

Mount Abu (M) 

0819000441904000 

18.343 

Fresh 

Muliya Maha 

0819000402370600 

0.090 

Fresh 

Mungthala 

0819000402369900 

14.410 

Fresh 



Sakoda 

0819000402370300 

0.874 

Fresh 

Talwaron Ka Naka 

0819000402369800 

3.343 

Fresh 


12001005 


Wasda 

0819000402374200 

3.821 

Fresh 

Bhata Ka Pani 

0826000303100800 

10.629 

Fresh 

Bhoola 

0819000302367800 

43.278 

Fresh 


Non-command 


Non-command 


West Banas 


Non-command 


Non-command 


Non-command 


West Banas 


Non-command 


West Banas 


Non-command 


West Banas 


Non-command 


Non-command 


West Banas 


Non-command 


Non-command 


Non-command 


Non-command 


West Banas 


Non-command 


West Banas 


Non-command 


West Banas 


Non-command 


Non-command 


West Banas 


Non-command 


Non-command 


Non-command 


Bor Umri 

0819000302367400 

4.792 

Fresh 

Bori Booj 

0819000402372900 

3.743 

Fresh 

Dovtra 

0819000402372800 

3.230 

Fresh 

Khanpa 

0826000303101300 

2.292 

Fresh 

Mandwara Deo 

0819000302367100 

2.838 

Fresh 

Navawas Deo 

0819000302367300 

0.936 

Fresh 

Nawawasa Khalsa 

0819000302367600 

4.798 

Fresh 

Paba 

0819000402373000 

8.396 

Fresh 

Parlai 

0826000303101400 

11.028 

Fresh 

Peetari Padar 

0819000302367000 

3.929 

Fresh 

Rohira 

0819000302366700 

34.024 

Fresh 

Sadaphali 

0819000302367700 

3.362 

Fresh 

Sanwara 

0819000302367200 

8.661 

Fresh 

Semli 

0819000302367500 

25.003 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Tankiya 

0819000402372700 

12.091 

Fresh 

Waloriya 

0819000302366600 

85.650 

Fresh 


Non-command 


Non-command 


12001006 


Amba 

0826000303098200 

7.424 

Saline 

Basantgarh 

0819000302366400 

34.836 

Fresh 

Bhadaveri 

0819000302360500 

3.852 

Saline 


Non-command 


Non-command 


Non-command 


Bor Umri 


0819000302367400 


4.792 Fresh Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Erinpura Granite 

8.539 

Non-command 

Erinpura Granite 

0.634 

Command 

Erinpura Granite 

3.183 

Non-command 

Erinpura Granite 

1.671 

Non-command 

Erinpura Granite 

4.199 

Non-command 

Erinpura Granite 

0.592 

Command 

Erinpura Granite 

1.678 

Non-command 

Erinpura Granite 

9.240 

Command 

Erinpura Granite 

2.077 

Non-command 

Erinpura Granite 

3.221 

Command 

Erinpura Granite 

0.022 

Non-command 

Erinpura Granite 

0.045 

Non-command 

Erinpura Granite 

1.877 

Command 

Erinpura Granite 

0.059 

Non-command 

Erinpura Granite 

3.432 

Non-command 

Erinpura Granite 

0.817 

Non-command 

Erinpura Granite 

0.090 

Non-command 

Erinpura Granite 

10.357 

Command 

Erinpura Granite 

2.160 

Non-command 

Erinpura Granite 

0.739 

Command 

Erinpura Granite 

1.526 

Non-command 

Erinpura Granite 

1.007 

Command 

Erinpura Granite 

0.036 

Non-command 

Erinpura Granite 

0.652 

Non-command 

Erinpura Granite 

0.656 

Command 

Erinpura Granite 

2.681 

Non-command 

Erinpura Granite 

0.051 

Non-command 

Phyllite & Schist 

0.001 

Non-command 

Gneisses 

31.704 

Non-command 

Phyllite & Schist 

0.668 

Non-command 

Gneisses 

4.195 

Non-command 

Gneisses 

2.859 

Non-command 

Gneisses 

1.039 

Non-command 

Gneisses 

0.042 

Non-command 

Gneisses 

2.539 

Non-command 

Gneisses 

0.936 

Non-command 

Gneisses 

4.135 

Non-command 

Gneisses 

0.090 

Non-command 

Gneisses 

0.110 

Non-command 

Gneisses 

2.244 

Non-command 

Gneisses 

0.361 

Non-command 

Gneisses 

3.322 

Non-command 

Gneisses 

5.285 

Non-command 

Gneisses 

9.450 

Non-command 

Phyllite & Schist 

8.161 

Non-command 

Gneisses 

0.353 

Non-command 

Gneisses 

0.358 

Non-command 

Phyllite & Schist 

0.063 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Gneisses 

3.712 

Non-command 

Erinpura Granite 

0.082 

Non-command 

Phyllite & Schist 

0.010 

Non-command 

Gneisses 

0.560 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

100,000 

80,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

70,000 

60,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

50,000 

30,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

90,000 

60,000 

120 

50,000 

30,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

90,000 

60,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

50,000 

30,000 

120 

180,000 

150,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

180,000 

150,000 



Tube Wells with 
Wells Pumpset 



MCM 

MCM 

(15) 

(16) 

0.238 

0.281 

0.022 

0.022 

0.022 

0.044 

0.029 

0.029 

- 

- 

0.029 

0.029 

0.086 

0.097 

0.778 

0.983 

0.079 

0.198 

0.626 

0.702 


0.007 

0.007 

0.079 

0.144 



0.029 

0.029 

0.050 

0.061 

0.202 

0.234 

0.007 

0.007 



0.115 

0.115 

0.050 

0.050 


0.288 

0.288 

0.018 

0.018 

0.072 

0.072 



0.108 

0.108 

0.018 

0.018 

0.036 

0.036 

0.504 

0.504 

0.018 

0.018 

0.018 

0.018 

0.007 

0.007 









































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Jari Makri 

0826000303098300 

10.658 

Fresh 

Kara 

0826000303098100 

1.905 

Saline 

Kedar Padar 

0819000302366900 

0.916 

Fresh 

Kyari 

0826000303090100 

12.252 

Saline 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) (6) 


Saline Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


12001007 


12001008 


Malera 


Mandwara Deo 


Moras 


0819000302360700 


0819000302367100 


0819000302366500 


2.051 Saline Non-command 


2.838 Fresh Non-command 


19.240 Fresh Non-command 


Saline Non-command 



Peetari Padar 

0819000302367000 

3.929 

Fresh 

Rohira 

0819000302366700 

34.024 

Fresh 

Semli 

0819000302367500 

25.003 

Fresh 

Teelarwa 

0826000303097900 

7.740 

Saline 


Non-command 


Non-command 


Non-command 


Non-command 



Wasa 

0819000302366800 

9.693 

Fresh 

Basantgarh 

0819000302366400 

34.836 

Fresh 

Bharja 

0819000302365100 

18.319 

Fresh 


Bhavri 

0819000302365700 

12.332 

Fresh 

Bhimana 

0819000302365300 

13.611 

Fresh 

Bhoola 

0819000302367800 

43.278 

Fresh 

Kiwarli 

0819000402369200 

8.116 

Fresh 


Rampura 

0819000302365900 

7.368 

Fresh 

Rohira 

0819000302366700 

34.024 

Fresh 

Sanwara 

0819000302367200 

8.661 

Fresh 

Tankiya 

0819000402372700 

12.091 

Fresh 

Taroongi 

0819000302365200 

7.759 

Fresh 

Udvariya 

0819000302365500 

7.248 

Fresh 

Vatera 

0819000302365400 

18.226 

Fresh 

Waloriya 

0819000302366600 

85.650 

Fresh 

Wara 

0819000302365000 

7.140 

Fresh 


Wasa 

0819000302366800 

9.693 

Fresh 

Bhavri 

0819000302365700 

12.332 

Fresh 


Block No. 2 

0819000302364800 

77.039 

Fresh 

Churlikhera 

0819000302362300 

9.897 

Fresh 

Darbari Khera 

0819000202355400 

11.441 

Fresh 

Dhanari 

0819000302363700 

23.837 

Fresh 


Non-command 


Non-command 


Non-command 


West Banas 


Non-command 


Non-command 


Non-command 


Non-command 


West Banas 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


West Banas 


Non-command 


Non-command 


West Banas 


Non-command 


Non-command 


Non-command 


Non-command 



Kachholi 


0819000302364100 


4.997 Fresh 


West Banas 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Erinpura Granite 

0.780 

Non-command 

Phyllite & Schist 

0.591 

Non-command 

Phyllite & Schist 

0.000 

Non-command 

Phyllite & Schist 

0.025 

Non-command 

Gneisses 

0.916 

Non-command 

Erinpura Granite 

1.402 

Non-command 

Phyllite & Schist 

0.001 

Non-command 

Gneisses 

0.310 

Non-command 

Gneisses 

0.299 

Non-command 

Gneisses 

5.928 

Non-command 

Gneisses 

7.769 

Non-command 

Phyllite & Schist 

2.300 

Non-command 

Erinpura Granite 

1.220 

Non-command 

Gneisses 

2.791 

Non-command 

Phyllite & Schist 

9.902 

Non-command 

Gneisses 

1.685 

Non-command 

Gneisses 

0.663 

Non-command 

Gneisses 

0.029 

Non-command 

Erinpura Granite 

0.486 

Non-command 

Phyllite & Schist 

0.351 

Non-command 

Gneisses 

51.253 

Non-command 

Phyllite & Schist 

10.359 

Non-command 

Gneisses 

0.014 

Non-command 

Phyllite & Schist 

1.698 

Non-command 

Gneisses 

5.083 

Non-command 

Gneisses 

0.405 

Non-command 

Gneisses 

14.080 

Command 

Gneisses 

0.105 

Non-command 

Gneisses 

1.762 

Non-command 

Gneisses 

8.932 

Non-command 

Gneisses 

1.536 

Non-command 

Gneisses 

2.216 

Command 

Gneisses 

0.266 

Non-command 

Gneisses 

1.411 

Non-command 

Gneisses 

27.474 

Non-command 

Gneisses 

3.323 

Non-command 

Gneisses 

2.428 

Non-command 

Gneisses 

7.104 

Non-command 

Gneisses 

0.355 

Non-command 

Gneisses 

16.125 

Non-command 

Gneisses 

7.769 

Non-command 

Gneisses 

1.725 

Command 

Gneisses 

0.265 

Non-command 

Gneisses 

4.609 

Non-command 

Gneisses 

5.400 

Command 

Gneisses 

1.963 

Non-command 

Erinpura Granite 

6.111 

Non-command 

Erinpura Granite 

1.086 

Non-command 

Erinpura Granite 

0.811 

Non-command 

Erinpura Granite 

0.076 

Non-command 

Gneisses 

5.737 

Command 

Gneisses 

7.098 

Non-command 

Erinpura Granite 

0.132 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

60,000 

120 

50,000 

30,000 

120 

180,000 

150,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

70,000 

50,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

50,000 

20,000 

120 

50,000 

30,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

70,000 

50,000 

120 

70,000 

50,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

90,000 

60,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

130,000 

120 

150,000 

120,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

150,000 

120,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.006 




0.108 

0.108 

0.002 

0.002 



0.006 

0.006 

0.036 

0.036 

0.126 

0.126 

0.060 

0.060 

0.018 

0.018 



0.006 

0.006 

0.072 

0.072 

0.036 

0.036 



0.666 

0.666 

0.126 

0.126 


0.006 

0.006 

0.594 

0.594 

0.018 

0.018 

0.936 

0.936 


0.180 

0.180 

0.306 

0.306 


0.166 

0.209 

0.022 

0.022 

0.072 

0.072 

1.386 

1.386 

0.306 

0.306 

0.072 

0.072 

0.486 

0.486 


1.746 

1.746 

0.108 

0.108 

0.054 

0.054 


0.540 

0.540 

0.576 

0.576 

0.198 

0.198 


0.043 

0.043 

0.031 

0.031 


0.450 

0.450 

0.558 

0.558 

0.014 

0.014 


































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 


Name 


Census Code 

Area 






sq.km 


(V 

(2) 

(3) 

(4) 

(5) 


12001009 


Patumburi 


Type of Area (Command / N< 
command) 



Kalabor 

0819000302362100 

20.517 

Fresh 

Ker 

0819000302362200 

11.036 

Fresh 

Khakarwara 

0819000302364000 

7.079 

Fresh 


Non-command 


Non-command 


Non-command 


West Banas 



Khokhri Khera 

0819000302362600 

7.158 

Fresh 

Kodarla 

0819000302365800 

7.989 

Fresh 

Lotana 

0819000302362000 

16.971 

Fresh 

Mandwara Khalsa 

0819000302362700 

17.340 

Fresh 

Nanarwara 

0819000302363900 

5.782 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


West Banas 



0819000302365600 


3.828 Fresh 


Rampura 

0819000302365900 

7.368 

Fresh 

Rohira 

0819000302366700 

34.024 

Fresh 

Shergaon 

0819000402367900 

44.535 

Fresh 

Sirohi (rural) 

0819000202352500 

31.793 

Fresh 

Adarsh Doongri 

0819000302366100 

1.800 

Fresh 

Ajari 

0819000302361500 

15.278 

Fresh 

Apri Khera 

0819000302362900 

5.110 

Fresh 

Arasana 

0819000302359000 

11.391 

Fresh 

Banas 

0819000302366000 

3.595 

Fresh 

Basantgarh 

0819000302366400 

34.836 

Fresh 

Chawarli 

0819000302366300 

5.047 

Fresh 

Dhanari 

0819000302363700 

23.837 

Fresh 


Non-command 


West Banas 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 



Dhandhpura 

0819000302363400 

3.118 

Fresh 

Digar 

0819000302361900 

13.482 

Fresh 

Ghodiyawa 

0819000302366200 

1.615 

Fresh 

Janapur 

0819000302361600 

6.431 

Fresh 

Jiapura 

0819000302363200 

1.155 

Fresh 


West Banas 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Kodarla 

0819000302365800 

7.989 

Fresh 

Kojra 

0819000302363300 

7.683 

Fresh 

Lotana 

0819000302362000 

16.971 

Fresh 

Mandwara Khalsa 

0819000302362700 

17.340 

Fresh 

Nandiya 

0819000302361800 

26.479 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Nitaura 

0819000302363800 

15.662 

Fresh 

Peshua 

0819000302363600 

4.258 

Fresh 

Phulera 

0819000302363000 

3.686 

Fresh 


Non-command 


Non-command 


Non-command 


Rampura 

0819000302365900 

7.368 

Fresh 

Reechhri 

0819000302363500 

2.404 

Fresh 

Rohira 

0819000302366700 

34.024 

Fresh 


Non-command 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Command 

Erinpura Granite 

0.030 

Command 

Gneisses 

0.002 

Non-command 

Erinpura Granite 

15.872 

Non-command 

Erinpura Granite 

9.248 

Non-command 

Erinpura Granite 

1.913 

Command 

Erinpura Granite 

0.805 

Command 

Gneisses 

3.510 

Non-command 

Erinpura Granite 

5.572 

Non-command 

Gneisses 

1.463 

Non-command 

Erinpura Granite 

3.176 

Non-command 

Erinpura Granite 

12.179 

Non-command 

Erinpura Granite 

2.127 

Command 

Erinpura Granite 

0.348 

Command 

Gneisses 

3.307 

Non-command 

Erinpura Granite 

11.211 

Non-command 

Gneisses 

0.837 

Command 

Erinpura Granite 

0.214 

Command 

Gneisses 

2.884 

Non-command 

Gneisses 

0.107 

Command 

Gneisses 

2.241 

Non-command 

Gneisses 

0.013 

Non-command 

Gneisses 

4.516 

Non-command 

Erinpura Granite 

1.905 

Non-command 

Erinpura Granite 

5.540 

Non-command 

Gneisses 

0.389 

Non-command 

Gneisses 

1.888 

Non-command 

Erinpura Granite 

5.102 

Non-command 

Erinpura Granite 

0.008 

Non-command 

Gneisses 

2.879 

Non-command 

Gneisses 

2.305 

Non-command 

Gneisses 

3.210 

Non-command 

Erinpura Granite 

1.741 

Non-command 

Gneisses 

9.068 

Command 

Gneisses 

0.117 

Non-command 

Gneisses 

3.118 

Non-command 

Erinpura Granite 

3.355 

Non-command 

Gneisses 

0.726 

Non-command 

Gneisses 

0.271 

Non-command 

Erinpura Granite 

0.911 

Non-command 

Gneisses 

0.245 

Non-command 

Gneisses 

6.526 

Non-command 

Gneisses 

7.181 

Non-command 

Erinpura Granite 

11.364 

Non-command 

Erinpura Granite 

3.875 

Non-command 

Erinpura Granite 

17.144 

Non-command 

Gneisses 

1.044 

Non-command 

Erinpura Granite 

0.514 

Non-command 

Gneisses 

4.258 

Non-command 

Erinpura Granite 

1.485 

Non-command 

Gneisses 

2.201 

Non-command 

Gneisses 

5.835 

Non-command 

Gneisses 

2.365 

Non-command 

Gneisses 

0.368 



with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

150,000 

120,000 

120 

180,000 

150,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

180,000 

150,000 

120 

150,000 

120,000 

120 

180,000 

150,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

180,000 

150,000 

120 

150,000 

120,000 

120 

180,000 

150,000 

120 

150,000 

120,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

90,000 

60,000 

120 

150,000 

130,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

150,000 

120,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

150,000 

120,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

150,000 

120,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

180,000 

150,000 

120 

150,000 

120,000 

120 

180,000 

150,000 

120 

150,000 

120,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

180,000 

150,000 



MCM 

MCM 

(15) 

(16) 

- 


~ 

- 

0.086 

0.086 

0.302 

0.302 

0.187 

0.187 

0.072 

0.072 

0.432 

0.432 

0.086 

0.086 

0.036 

0.036 

0.086 

0.086 

0.576 

0.576 

0.173 

0.173 

0.029 

0.029 

0.324 

0.324 

1.022 

1.022 

0.090 

0.090 

0.014 

0.014 

0.324 

0.324 



0.234 

0.252 

0.108 

0.108 

0.126 

0.126 

0.086 

0.086 

- 

- ! 

0.108 

0.108 

0.072 

0.072 

0.270 

0.270 

0.115 

0.115 

0.720 

0.720 

0.018 

0.018 

0.450 

0.450 

0.043 

0.043 

0.036 

0.036 

0.036 

0.036 

0.043 

0.043 

0.018 

0.018 

0.198 

0.198 

0.774 

0.774 

0.331 

0.331 

0.187 

0.187 

0.778 

0.778 

0.054 

0.054 

0.043 

0.043 

0.666 

0.666 

0.130 

0.130 

0.234 

0.234 

0.288 

0.288 

0.216 

0.216 

0.018 

0.018 
































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


8.104 Fresh 



12001010 


Sirohi (rural) 

0819000202352500 

31.793 

Fresh 

Varki Khera 

0819000302362800 

3.272 

Fresh 

Achpura 

0819000302364600 

1.815 

Fresh 


Non-command 


Non-command 


West Banas 


12001011 


Akhi 

0819000402368000 

3.243 

Fresh 

Bharja 

0819000302365100 

18.319 

Fresh 



Jawai 

0819000402368200 

8.043 

Fresh 

Kachholi 

0819000302364100 

4.997 

Fresh 


Patumburi 


Phoola Bai Ka Khera 


Non-command 


Non-command 


West Banas 


Non-command 


West Banas 


Non-command 


West Banas 


Non-command 


West Banas 


Non-command 


Non-command 


West Banas 



Kiwarli 

0819000402369200 

8.116 

Fresh 

Kotra 

0819000302364500 

1.746 

Fresh 

Oriya 

0819000402368300 

6.168 

Fresh 

Panch Dewal 

0819000302364300 

4.311 

Fresh 


West Banas 


West Banas 


Non-command 


Non-command 


West Banas 



0819000302365600 


0819000302364200 


3.828 Fresh 


7.920 Fresh 


Non-command 


West Banas 


Non-command 


West Banas 



Shergaon 

0819000402367900 

44.535 

Fresh 

Udvariya 

0819000302365500 

7.248 

Fresh 


Utraj 

0819000402368100 

19.687 

Fresh 

Vatera 

0819000302365400 

18.226 

Fresh 


Wara 

0819000302365000 

7.140 

Fresh 

Abu Road (M) 

0819000441905000 

6.316 

Fresh 

Achalgarh 

0819000402368400 

5.459 

Fresh 

Achpura 

0819000302364600 

1.815 

Fresh 


Non-command 


Non-command 


West Banas 


Non-command 


Non-command 


West Banas 


West Banas 


Non-command 


Non-command 


West Banas 


Akra Bhatta 


0819000402372000 


1.444 Fresh 



Arna 

0819000402368700 

2.702 

Fresh 

Bharja 

0819000302365100 

18.319 

Fresh 


Non-command 


West Banas 


Non-command 


West Banas 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Erinpura Granite 

4.068 

Non-command 

Gneisses 

4.036 

Non-command 

Erinpura Granite 

0.019 

Non-command 

Erinpura Granite 

3.272 

Command 

Erinpura Granite 

0.089 

Command 

Gneisses 

1.484 

Non-command 

Erinpura Granite 

0.096 

Non-command 

Gneisses 

0.241 

Command 

Gneisses 

2.718 

Non-command 

Gneisses 

2.370 

Command 

Gneisses 

0.462 

Non-command 

Gneisses 

2.057 

Command 

Gneisses 

2.622 

Non-command 

Erinpura Granite 

4.673 

Command 

Erinpura Granite 

0.404 

Non-command 

Erinpura Granite 

2.413 

Non-command 

Erinpura Granite 

0.396 

Command 

Erinpura Granite 

0.946 

Command 

Gneisses 

3.492 

Command 

Erinpura Granite 

0.005 

Command 

Gneisses 

0.863 

Command 

Erinpura Granite 

0.002 

Command 

Gneisses 

0.849 

Command 

Gneisses 

0.081 

Command 

Erinpura Granite 

0.674 

Non-command 

Erinpura Granite 

0.624 

Non-command 

Erinpura Granite 

0.080 

Command 

Erinpura Granite 

3.287 

Command 

Gneisses 

0.938 

Non-command 

Gneisses 

0.094 

Command 

Gneisses 

1.387 

Non-command 

Erinpura Granite 

0.001 

Command 

Erinpura Granite 

3.553 

Command 

Gneisses 

4.367 

Command 

Erinpura Granite 

0.459 

Command 

Gneisses 

3.861 

Non-command 

Erinpura Granite 

1.975 

Non-command 

Gneisses 

1.418 

Command 

Gneisses 

5.475 

Non-command 

Erinpura Granite 

1.564 

Non-command 

Gneisses 

1.483 

Command 

Gneisses 

0.110 

Command 

Gneisses 

0.904 

Non-command 

Erinpura Granite 

0.001 

Non-command 

Erinpura Granite 

2.577 

Command 

Erinpura Granite 

0.200 

Command 

Gneisses 

0.042 

Non-command 

Erinpura Granite 

0.805 

Command 

Erinpura Granite 

0.453 

Non-command 

Erinpura Granite 

0.925 

Command 

Erinpura Granite 

2.560 

Non-command 

Erinpura Granite 

0.438 

Non-command 

Gneisses 

0.924 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

150,000 

120,000 

120 

180,000 

150,000 

120 

150,000 

130,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

180,000 

150,000 

120 

90,000 

60,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

90,000 

60,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

180,000 

150,000 

120 

150,000 

120,000 

120 

180,000 

150,000 

120 

150,000 

120,000 

120 

180,000 

150,000 

120 

90,000 

60,000 

120 

150,000 

120,000 

120 

90,000 

60,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

180,000 

150,000 

120 

150,000 

120,000 

120 

180,000 

150,000 

120 

90,000 

60,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

90,000 

60,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

180,000 

150,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

150,000 

120,000 

120 

180,000 

150,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

180,000 

150,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.173 


0.216 




0.086 

0.086 

0.014 

0.014 

0.414 

0.414 


0.018 

0.018 

0.180 

0.180 

0.252 

0.252 

0.054 

0.054 

0.072 

0.072 

0.090 

0.090 



0.036 

0.036 

0.043 

0.043 

0.115 

0.115 

0.522 

0.522 



0.108 

0.108 

0.007 

0.007 

0.072 

0.072 

0.029 

0.029 


0.187 

0.187 

0.072 

0.072 



0.331 

0.331 

0.522 

0.522 

0.014 

0.014 

0.180 

0.180 


0.018 

0.018 

0.090 

0.090 


0.162 

0.162 

0.018 

0.018 

0.036 

0.036 

- 

- 

0.036 

0.036 

0.043 

0.043 

0.018 

0.018 

0.022 

0.033 

0.014 

0.025 

0.094 

0.116 

0.252 

0.306 

0.035 

0.035 

0.054 

0.054 


























































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Kyara 


Morthala 


Pandoori 


Zone Type of Area (Command / N( 
(Fresh / command) 

Saline) 


sq.km 


(4) (5) 


77.039 Fresh 


Block No. 3 

0819000402368500 

50.624 

Fresh 

Block No.l 

0819000402368800 

57.501 

Fresh 

Danvav 

0819000402369500 

2.376 

Fresh 


Deldar 

0819000402372600 

8.861 

Fresh 

Derna 

0819000402372400 

4.832 

Fresh 

Jawai 

0819000402368200 

8.043 

Fresh 

Karoli 

0819000402369400 

5.025 

Fresh 


Non-command 


West Banas 


Non-command 


Non-command 


Non-command 


West Banas 


Non-command 


Non-command 


Non-command 


Non-command 



Khadat 

0819000402373600 

2.500 

Fresh 

Kiwarli 

0819000402369200 

8.116 

Fresh 


Non-command 


Non-command 



0819000402369000 


0819000402372200 


1.147 Fresh 


1.990 Fresh 


Mount Abu (M) 

0819000441904000 

18.343 

Fresh 

Mudrala 

0819000402369100 

3.613 

Fresh 



Oriya 

0819000402368300 

6.168 

Fresh 

Panch Dewal 

0819000302364300 

4.311 

Fresh 


0819000402369300 


2.533 Fresh 


Non-command 


West Banas 


Non-command 


West Banas 


Non-command 


West Banas 


Non-command 


Non-command 


West Banas 


Non-command 


West Banas 


Non-command 


Non-command 


West Banas 


Non-command 



Salgaon 

0819000402368600 

2.669 

Fresh 

Sangwara 

0819000302364400 

4.590 

Fresh 

Tankiya 

0819000402372700 

12.091 

Fresh 

Tartoli (rural) 

0819000402373800 

2.961 

Fresh 


West Banas 


Non-command 


West Banas 


Non-command 


Non-command 


12001012 


Toonka 

0819000402372500 

4.686 

Fresh 

Umarni 

0819000402369600 

4.319 

Fresh 


Wara 

0819000302365000 

7.140 

Fresh 

Amba 

0819000402374000 

2.467 

Fresh 

Bhaisasingh 

0819000402374400 

8.199 

Fresh 


Non-command 


Non-command 


West Banas 


Non-command 


Non-command 


Non-command 


Chandrawati 

0819000402373900 

7.318 

Fresh 

Khara 

0819000402374300 

9.309 

Fresh 


Non-command 


Non-command 


Siyawa 

0819000402374500 

15.253 

Fresh 

Soorpagla 

0819000402374600 

33.385 

Fresh 


Non-command 


Non-command 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Erinpura Granite 

13.280 

Command 

Erinpura Granite 

0.010 

Non-command 

Erinpura Granite 

0.297 

Non-command 

Erinpura Granite 

1.391 

Non-command 

Erinpura Granite 

0.637 

Command 

Erinpura Granite 

1.501 

Non-command 

Gneisses 

3.882 

Non-command 

Gneisses 

0.207 

Non-command 

Erinpura Granite 

0.019 

Non-command 

Erinpura Granite 

1.314 

Non-command 

Gneisses 

0.018 

Command 

Erinpura Granite 

3.654 

Command 

Erinpura Granite 

1.175 

Command 

Gneisses 

0.164 

Non-command 

Erinpura Granite 

0.002 

Non-command 

Erinpura Granite 

0.189 

Non-command 

Gneisses 

4.830 

Command 

Erinpura Granite 

0.135 

Command 

Gneisses 

0.362 

Non-command 

Erinpura Granite 

0.066 

Command 

Erinpura Granite 

1.006 

Non-command 

Erinpura Granite 

0.807 

Command 

Erinpura Granite 

0.336 

Non-command 

Erinpura Granite 

1.482 

Command 

Erinpura Granite 

0.348 

Non-command 

Erinpura Granite 

11.578 

Non-command 

Erinpura Granite 

0.267 

Command 

Erinpura Granite 

3.346 

Non-command 

Erinpura Granite 

1.394 

Command 

Erinpura Granite 

5.331 

Non-command 

Erinpura Granite 

3.711 

Non-command 

Erinpura Granite 

0.000 

Command 

Erinpura Granite 

0.006 

Non-command 

Erinpura Granite 

0.416 

Non-command 

Gneisses 

0.391 

Command 

Erinpura Granite 

1.726 

Non-command 

Erinpura Granite 

2.185 

Command 

Erinpura Granite 

0.270 

Non-command 

Gneisses 

0.134 

Non-command 

Erinpura Granite 

1.180 

Non-command 

Gneisses 

0.397 

Non-command 

Gneisses 

0.708 

Non-command 

Erinpura Granite 

0.048 

Command 

Erinpura Granite 

1.145 

Non-command 

Gneisses 

4.232 

Non-command 

Erinpura Granite 

0.674 

Non-command 

Erinpura Granite 

0.808 

Non-command 

Gneisses 

5.525 

Non-command 

Erinpura Granite 

0.032 

Non-command 

Erinpura Granite 

1.712 

Non-command 

Gneisses 

0.056 

Non-command 

Gneisses 

0.094 

Non-command 

Gneisses 

3.231 


with 

Pumpset 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

150,000 

120,000 

120 

180,000 

150,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

90,000 

60,000 

120 

150,000 

120,000 

120 

150,000 

120,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

150,000 

120,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

180,000 

150,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.014 




0.036 

0.047 

0.086 

0.097 

0.331 

0.363 

0.007 

0.007 



0.108 

0.140 

0.274 

0.274 

0.054 

0.054 


0.014 

0.014 

0.367 

0.464 

0.007 

0.007 

0.029 

0.040 


0.101 

0.101 

0.029 

0.029 

0.014 

0.014 

0.058 

0.069 

0.014 

0.014 


0.007 

0.007 

0.137 

0.169 

0.086 

0.086 

0.360 

0.360 

0.166 

0.166 



0.022 

0.033 

0.022 

0.033 

0.101 

0.144 

0.108 

0.108 

0.014 

0.014 


0.072 

0.094 

0.022 

0.033 

0.007 

0.007 


0.050 

0.050 

0.144 

0.144 

0.036 

0.036 

0.065 

0.065 

0.461 

0.461 



0.007 

0.007 

0.043 

0.043 













































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


(V 


12001013 


12001014 


Village 

Zone 
(Fresh / 
Saline) 


Name 

Census Code 

Area 





sq.km 


(2) 

(3) 

(4) 

(5) 

Amba 

0819000402374000 

2.467 

Fresh 

Bhaisasingh 

0819000402374400 

8.199 

Fresh 


Type of Area (Command / N< 
command) 


Non-command 


Non-command 



Deri 

0819000402375700 

17.081 

Fresh 

Kui 

0819000402373700 

6.021 

Fresh 

Meen 

0819000402375800 

16.103 

Fresh 

Rada 

0819000402375600 

3.969 

Fresh 

Siyawa 

0819000402374500 

15.253 

Fresh 

Soorpagla 

0819000402374600 

33.385 

Fresh 

Taleti 

0819000402375900 

8.071 

Fresh 

Uplagarh 

0819000402374700 

21.214 

Fresh 

Abu Road (M) 

0819000441905000 

6.316 

Fresh 



Awal 

0819000402371300 

3.888 

Fresh 

Bhaisasingh 

0819000402374400 

8.199 

Fresh 

Block No.l 

0819000402368800 

57.501 

Fresh 

Chandrawati 

0819000402373900 

7.318 

Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


West Banas 


Non-command 


West Banas 


Non-command 


West Banas 


Non-command 


Non-command 


Non-command 


Non-command 



Danvav 

0819000402369500 

2.376 

Fresh 

Deri 

0819000402375700 

17.081 

Fresh 

Duna Kakar 

0819000402371700 

6.724 

Fresh 



West Banas 


Non-command 


Non-command 


Non-command 


West Banas 


Non-command 


West Banas 


Non-command 



Maval 

0819000402374100 

7.533 

Fresh 

Or 

0819000402372300 

5.545 

Fresh 


Non-command 


West Banas 


Non-command 


Non-command 



Santpur (rural) 

0819000402372100 

2.372 

Fresh 

Siyawa 

0819000402374500 

15.253 

Fresh 


Non-command 


Non-command 


Soorpagla 

0819000402374600 

33.385 

Fresh 

Tartoli (rural) 

0819000402373800 

2.961 

Fresh 

Umarni 

0819000402369600 

4.319 

Fresh 


Non-command 


Non-command 


Non-command 


West Banas 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 



sq.km 

(6) 

(7) 

(8) 

Non-command 

Erinpura Granite 

0.477 

Non-command 

Erinpura Granite 

0.005 

Non-command 

Gneisses 

0.041 

Non-command 

Erinpura Granite 

2.252 

Non-command 

Gneisses 

0.441 

Non-command 

Gneisses 

10.530 

Non-command 

Gneisses 

0.071 

Non-command 

Gneisses 

1.641 

Non-command 

Gneisses 

0.279 

Non-command 

Gneisses 

9.159 

Non-command 

Gneisses 

13.898 

Non-command 

Gneisses 

0.010 

Non-command 

Gneisses 

0.589 

Non-command 

Erinpura Granite 

5.421 

Command 

Erinpura Granite 

0.894 

Non-command 

Erinpura Granite 

0.066 

Command 

Erinpura Granite 

0.121 

Non-command 

Erinpura Granite 

1.165 

Command 

Erinpura Granite 

0.107 

Non-command 

Erinpura Granite 

0.711 

Non-command 

Gneisses 

0.000 

Non-command 

Erinpura Granite 

2.189 

Non-command 

Erinpura Granite 

3.094 

Non-command 

Gneisses 

0.298 

Command 

Erinpura Granite 

1.005 

Non-command 

Erinpura Granite 

0.006 

Non-command 

Gneisses 

0.058 

Non-command 

Erinpura Granite 

1.068 

Command 

Erinpura Granite 

2.473 

Non-command 

Erinpura Granite 

0.178 

Command 

Erinpura Granite 

0.850 

Non-command 

Erinpura Granite 

1.859 

Non-command 

Gneisses 

0.109 

Non-command 

Erinpura Granite 

5.004 

Non-command 

Gneisses 

1.373 

Non-command 

Erinpura Granite 

1.747 

Non-command 

Gneisses 

3.619 

Non-command 

Erinpura Granite 

0.881 

Command 

Erinpura Granite 

2.883 

Non-command 

Erinpura Granite 

7.008 

Non-command 

Erinpura Granite 

0.064 

Non-command 

Gneisses 

0.060 

Non-command 

Erinpura Granite 

0.810 

Command 

Erinpura Granite 

2.246 

Non-command 

Erinpura Granite 

1.211 

Non-command 

Gneisses 

5.689 

Non-command 

Erinpura Granite 

2.372 

Non-command 

Erinpura Granite 

2.577 

Non-command 

Gneisses 

1.994 

Non-command 

Gneisses 

0.390 

Non-command 

Erinpura Granite 

0.195 

Non-command 

Erinpura Granite 

1.124 

Command 

Erinpura Granite 

1.489 


with 

Pumpset 


(9) (10) 


Number of 
Operational 
Days 

Average Yield 


Tube 

Wells 

Wells with 
Pumpset 

Ipd 

Ipd 

(IV 

(12) 

(13) 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 

120 

90,000 

60,000 



Tube Wells with 
Wells Pumpset 


MCM 


(15) 


0.029 




0.122 

0.122 

0.022 

0.022 

0.166 

0.166 

0.007 

0.007 

0.043 

0.043 


0.403 

0.403 

0.202 

0.202 


0.014 

0.014 

0.158 

0.158 

0.029 

0.029 


0.007 

0.007 

0.065 

0.065 

0.007 

0.007 

0.151 

0.227 



0.166 

0.166 

0.014 

0.014 

0.050 

0.050 



0.007 

0.018 

0.014 

0.025 

0.007 

0.007 

0.043 

0.054 

0.295 

0.306 

0.014 

0.014 

0.238 

0.238 

0.065 

0.065 

0.158 

0.158 

0.331 

0.331 

0.036 

0.047 

0.130 

0.162 

0.569 

0.612 

- 

j 

- 

- 

0.014 

0.025 

0.029 

0.061 

0.022 

0.022 

0.086 

0.086 

0.641 

0.663 

0.115 

0.115 

0.086 

0.086 

0.007 

0.007 

0.014 

0.014 

0.050 

0.050 

0.065 

0.065 























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Village 

Zone 
(Fresh / 
Saline) 

Type of Area (Command / Non¬ 
command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

(PZn) 

Area 

Number 
of Tube 
Wells 

Number 
of Wells 
with 

Pumpset 

Number of 
Operational 
Days 

Average Yield 

Draft 

Total 

Draft 

Name 

Census Code 

Area 









Tube 

Wells 

Wells with 
Pumpset 

Tube 

Wells 

Wells with 
Pumpset 




sq.km 

sq.km 

Ipd 

Ipd 

MCM 

MCM 

MCM 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(IV 

(12) 

(13) 

(14) 

(15) 

(16) 

Uplagarh 

0819000402374700 

21.214 

Fresh 

Non-command 

Non-command 

Gneisses 

4.350 

- 

12 

120 

90,000 

60,000 

- 

0.086 

0.086 

Wasda 

0819000402374200 

3.821 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

3.771 

6 

74 

120 

90,000 

60,000 

0.065 

0.533 

0.598 













































































STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Annex GW-6(a): Procedure for Assessment of Dynamic Ground Water Recharge, Availability, Stage of Development and Categorization for Basins 











Monsoon Rainfall Recharge 










by Water Level Fluctuation Method 

Sub 

Basin 

Micro¬ 

watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 
(Command / 
Non¬ 
command) 

Hydrogeological 

Formation 

Potential 

Zone 

Area 

Water 

Level 

Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dorn.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 

Recharge 

from 

Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 

Recharge 

from 

Tanks 

and 

Ponds 

Name 

Census 

Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

sq.km 

sq.km 

m 


MCM 

MCM 

MCM 

MCM 

MCM 

(D 

(2) 

(3) 

(4) 

(5) 

(6) 

(7) 

(8) 

(9) 

(10) 

(id 

(12) 

(13) 

(14) 

(15) 

(16) 


















Monsoon Rainfall Recharge 

Total Monsoon Recharge 

by Water Level Fluctuation Method 

by R.I.F Method 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

& 

Livestock 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 

Recharge 

from 

Other 

Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Ri 

Ri 

r 

ri 

Rrf 

R 

MCM 

MCM 

MCM 

MCM 

m 

m 

MCM 

% 

MCM 

MCM 

MCM 

(17) 

(18) 

(19) 

(20) 

(21) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Non-Monsoon Recharge 

Total Annual Ground Water Recharge, Ground Water Availability, 
Gross Draft and Stage of Development 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 

from 

Rainfall 

during 

Non- 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Tanks 

and 

Ponds 

Recharge 

from 

Other 

Sources 

(Rgw+Rc+ 

Rsw+Rt) 

Total 
Recharge 
in Non- 
Monsoon 
Season 

Total 

Annual 

Ground 

Water 

Recharge 

Natural 

Discharge 

during 

Non- 

Monsoon 

Season 

Net 

Annual 

Ground 

Water 

Availability 

Existing 
Gross 
Ground 
Water 
Draft 
for All 
Uses 

Stage 

of 

Ground 

Water 

Devel¬ 

opment 

Category 

Rgw 

Rc 

Rsw 

Rt 

m 

mm 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 



(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

(43) 

















Description: 


(1) = GIS input 

(2) = GIS input 

(3) = GIS input 

(4) = GIS input 

(5) = GIS input 

(6) = GIS input 

(7) = GIS input 

(8) = GIS input 

(9) = GIS input 

(10) = GIS input (by zonal statistics tool) using 5 years (2006-2010) average fluctuation from well database 

(11) = Input 

(12) = 25% of Gross Agri. Draft (19) + {(120/365) x Gross Domestic and Livestock Draft (20)} 

(13) = if depth to water table (village-wise by zonal statistics) is below 10m, take 25% of % x Gross Agri. Draft (19) OR if depth to water table is more 
than 10m and equal or below 25m take 15% of % x Gross Agri. Draft (19) OTHERWISE take 5% of % x Gross Agri. Draft (19) 

(14) = Recharge due to seepage from canals is computed based on wetted area parameter of lined and un-lined stretches of canals in the area 

(15) = Recharge due to return flow from Irrigation is estimated based on surface water irrigation area, the type of crop and the depth of water table (m 
bgl) and using norms specified in GEC (1997) methodology 
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(16) = (Surface Area of Tank and Pond x 1.4 x 60 days) / 1000 

(17) = {(9) x (10) x (11)} + (12) - (13) - (14) - (15) - (16) 

(18) = (17) x (21)/(22) 

(19) = Input (village-wise draft) calculated from village-wise data on wells (2010) 

(20) = based on village-wise domestic and livestock demand (2010) 

(21) = GIS input (by zonal statistics tool) using long-term monsoon season (June-September) rainfall 

(22) = GIS input (by zonal statistics tool) using current year (2010-11) monsoon season (June-September) rainfall 

(23) = Input 

(24) = (9) x (21) x (23) 

(25) = [{(18)-(24)}/(24)] x 100 

(26) = if (25) < -20 then 80% of (24) OR if (25) > 20 then 120% of (24) OTHERWISE (18) 

(27) = (13)+ (14)+ (15)+ (16) 

(28) = (26)+ (27) 

(29) = GIS Input (by zonal statistics tool) using long-term non-monsoon season (October-May) rainfall 

(30) = (21)+ (29) 

(31) = if (29) > 10% of (30) then {(9) x (23) x (29)} else 0 

(32) = if depth to water table (village-wise by zonal statistics) is below 10m, take 25% of % x Gross Agri. Draft (19) OR if depth to water table is more 
than 10m and equal or below 25m take 15% of % x Gross Agri. Draft (19) OTHERWISE take 5% of % x Gross Agri. Draft (19) 

(33) = Recharge due to seepage from canals is computed based on wetted area parameter of lined and un-lined stretches of canals in the area 

(34) = Recharge due to return flow from Irrigation is estimated based on surface water irrigation area, the type of crop and the depth of water table (m 
bgl) and using norms specified in GEC (1997) methodology 

(35) = (Surface Area of Tank and Pond x 1.4 x 90 days) / 1000 

(36) = (32)+ (33)+ (34)+ (35) 

(37) = (31)+ (36) 

(38) = (28)+ (37) 

(39) = Take 5% of (38) when water level fluctuation is positive otherwise 10% of (38) when water level fluctuation is negative 

(40) = (38)-(39) 

(41) = (19)+ (20) 
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(42) = {(41) / (40)} x 100 

(43) = as per categorization specified in GEC (1997) methodology for stage of development 


4 




Annex GW-6(b): Village-wise Assessment of Dynamic Groundwater Resources (Fresh/Saline) by Basin's in State (Year (2010) 


Monsoon Rainfall Recharge by Water Level Fluctuation Method 


Micro-watershed 

Village 

Zone 

(Fresh/ 

Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 

River Basin: Banas 

Sub Basin: Banas 

07001001 

Ahmadganj 

0822000402636600 

3.219 

Fresh 

Bisalpur 

Command 

Older Alluvium 

3.219 

1.53 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.62 

0.40 

0.16 

0.009 

0.56 

0.86 


Ahmadnagar 

0822000402642100 

1.529 

Fresh 

Bisalpur 

Command 

Older Alluvium 

0.020 

0.65 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Command 

Phyllite & Schist 

1.185 

0.65 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.09 

0.003 

0.41 

0.55 


Ahmadpura 

0822000402636800 

2.230 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.455 

2.35 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.09 

0.001 

0.11 

0.18 







Non-command 

Phyllite & Schist 

0.299 

2.35 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.001 

0.07 

0.12 






Mashi 

Command 

Older Alluvium 

0.008 

2.35 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Bisalpur 

Command 

Older Alluvium 

1.129 

2.35 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.36 

0.23 

0.21 

0.003 

0.28 

0.44 







Command 

Phyllite & Schist 

0.339 

2.35 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.001 

0.08 

0.13 


Ahmadpura Chouki 

0822000402642400 

2.829 

Fresh 

Bisalpur 

Command 

Older Alluvium 

2.829 

0.64 

0.120 

0.03 

0.00 

0.00 

0.00 

0.01 

0.24 

0.21 

0.10 

0.008 

0.50 

0.57 


Akbarnagar 

0822000202606700 

3.790 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.662 

2.26 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.04 

0.02 

0.005 

0.22 

0.44 


Akodiya 

0822000602665500 

4.486 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.443 

0.36 

0.015 

0.08 

0.01 

0.00 

0.00 

0.01 

0.08 

0.08 

0.29 

0.007 

0.25 

0.24 






Bisalpur 

Command 

Phyllite & Schist 

2.043 

0.36 

0.015 

0.06 

0.01 

0.00 

0.00 

0.01 

0.05 

0.06 

0.24 

0.006 

0.21 

0.20 


Alimpura 

0822000402638100 

4.311 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

0.854 

0.38 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.002 

0.11 

0.15 


Alipura 

0822000402642800 

4.810 

Fresh 

Bisalpur 

Command 

Older Alluvium 

1.612 

0.71 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.15 

0.08 

0.004 

0.16 

0.16 







Command 

Phyllite & Schist 

3.198 

0.71 

0.020 

0.02 

0.00 

0.00 

0.00 

0.02 

0.05 

0.05 

0.08 

0.009 

0.31 

0.32 


Allapura Chandola 

0822000402644000 

2.076 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

1.553 

1.38 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.04 

0.004 

0.38 

0.45 





Saline 

Bisalpur 

Command 

Phyllite & Schist 

0.523 

1.38 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.13 

0.15 


Ambapura 

0822000602663200 

1.737 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.360 

3.03 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.05 

0.004 

0.42 

0.54 


Ambedkar Colony 

0824001002905600 

1.573 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.089 

3.80 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.03 

0.04 


Aminpura 

0822000402637500 

2.497 

Fresh 

Bisalpur 

Command 

Older Alluvium 

2.497 

1.29 

0.120 

0.11 

0.02 

0.00 

0.00 

0.00 

0.47 

0.35 

0.44 

0.007 

0.54 

0.72 


Amirpura Khera 

0822000402642500 

5.205 

Fresh 

Bisalpur 

Command 

Older Alluvium 

5.205 

0.53 

0.120 

0.19 

0.03 

0.00 

0.00 

0.00 

0.49 

0.46 

0.73 

0.014 

0.49 

0.52 


Amli 

0822000602666600 

5.730 

Fresh 

Bisalpur 

Command 

Older Alluvium 

5.475 

2.13 

0.080 

0.10 

0.01 

0.00 

0.00 

0.00 

1.02 

1.03 

0.37 

0.015 

0.45 

0.45 







Command 

Phyllite & Schist 

0.254 

2.13 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.02 

0.02 


Anwa 

0822000602667600 

26.151 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.064 

2.20 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Anwarpura Khera 

0822000202605900 

7.299 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.975 

2.75 

0.020 

0.07 

0.01 

0.00 

0.00 

0.01 

0.32 

0.28 

0.24 

0.014 

0.34 

0.39 


Arniya Neel 

0822000402642200 

7.546 

Fresh 

Bisalpur 

Command 

Older Alluvium 

5.167 

0.75 

0.120 

0.13 

0.02 

0.00 

0.00 

0.00 

0.57 

0.47 

0.50 

0.014 

0.35 

0.43 







Command 

Phyllite & Schist 

2.272 

0.75 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.13 

0.006 

0.15 

0.19 





Saline 

Bisalpur 

Command 

Phyllite & Schist 

0.094 

0.75 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Ataleekpura 

0822000202612900 

2.482 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.611 

2.49 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.03 

0.002 

0.13 

0.21 


Bagri 

0822000202606900 

20.064 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.027 

2.93 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.21 

0.13 

0.19 

0.008 

0.08 

0.12 



0822000502653300 

11.236 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.342 

1.79 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.22 

0.28 

0.08 

0.016 

0.36 

0.28 


Bahalri 

0822000602673300 

3.821 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.444 

1.67 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.06 

0.06 


Balapura 

0822000602665000 

2.392 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.392 

0.95 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.05 

0.006 

0.45 

0.40 



0822000602665600 

2.788 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.510 

0.26 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.007 

0.42 

0.41 






Bisalpur 

Command 

Phyllite & Schist 

0.278 

0.26 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.05 

0.05 


Baneriya Bujurg 

0822000502654500 

6.469 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.469 

2.21 

0.015 

0.07 

0.01 

0.00 

0.00 

0.07 

0.21 

0.24 

0.26 

0.014 

0.54 

0.47 


Baneriya Charnan 

0822000502658200 

8.741 

Fresh 

Bisalpur 

Command 

Older Alluvium 

0.212 

0.53 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.01 

0.01 







Command 

Phyllite & Schist 

8.529 

0.53 

0.015 

0.16 

0.02 

0.00 

0.00 

0.01 

0.20 

0.21 

0.63 

0.019 

0.47 

0.45 


Banthali 

0822000602665800 

14.271 

Fresh 

Bisalpur 

Command 

Older Alluvium 

10.963 

0.34 

0.080 

0.22 

0.03 

0.00 

0.00 

0.00 

0.48 

0.49 

0.85 

0.030 

0.36 

0.36 







Command 

Phyllite & Schist 

3.308 

0.34 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.09 

0.09 

0.29 

0.009 

0.11 

0.11 


Baori 

0822000502651900 

23.190 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

23.075 

1.75 

0.015 

0.21 

0.03 

0.00 

0.00 

0.07 

0.71 

0.82 

0.78 

0.051 

0.53 

0.46 


Bara Jerekila 

0822000499999901 

3.707 

Fresh 

Bisalpur 

Command 

Older Alluvium 

3.606 

0.83 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.40 

0.26 

0.17 

0.010 

0.55 

0.85 


Baroni 

0822000402633300 

15.360 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.964 

1.89 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.22 

0.00 

0.003 

0.03 

0.03 







Non-command 

Phyllite & Schist 

10.269 

1.89 

0.020 

0.02 

0.00 

0.00 

0.00 

0.05 

0.36 

0.37 

0.03 

0.028 

0.36 

0.35 


Barthal 

0822000302624000 

4.671 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.911 

2.50 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.26 

0.32 

0.15 

0.003 

0.11 

0.09 


Barwas 

0822000502655100 

12.060 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.281 

1.96 

0.080 

0.04 

0.01 

0.00 

0.00 

0.00 

0.39 

0.33 

0.14 

0.005 

0.10 

0.12 







Non-command 

Phyllite & Schist 

9.130 

1.96 

0.015 

0.13 

0.03 

0.00 

0.00 

0.02 

0.35 

0.29 

0.51 

0.020 

0.40 

0.47 






Bisalpur 

Command 

Older Alluvium 

0.648 

1.96 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.04 

0.001 

0.03 

0.03 


Bas Jharana 

0822000502656800 

4.853 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.093 

2.44 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.02 

0.002 

0.12 

0.10 







Non-command 

Gneisses(B.G.C) 

1.080 

2.44 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.04 

0.05 

0.02 

0.002 

0.12 

0.10 






Bisalpur 

Command 

Phyllite & Schist 

0.142 

2.44 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.01 







Command 

Gneisses(B.G.C) 

2.537 

2.44 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.10 

0.12 

0.04 

0.006 

0.28 

0.23 


Bas Kheriya 

0822000602667100 

3.280 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

1.084 

1.93 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.05 

0.05 

0.06 

0.003 

0.15 

0.15 


Bas Sonwa 

0822000502653800 

2.318 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.318 

1.25 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.04 

0.06 

0.03 

0.005 

0.55 

0.42 


Basera 

0822000502653700 

13.363 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

13.363 

2.17 

0.015 

0.08 

0.01 

0.00 

0.00 

0.03 

0.47 

0.61 

0.29 

0.030 

0.55 

0.43 


Bashirpura 

0822000202613100 

2.757 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.786 

2.57 

0.020 

0.01 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.03 

0.002 

0.15 

0.22 






Tordi Sagar 

Command 

Phyllite & Schist 

1.972 

2.57 

0.020 

0.02 

0.00 

0.00 

0.00 

0.02 

0.11 

0.07 

0.06 

0.005 

0.38 

0.54 


Baslachhmana 

0822000602663600 

3.069 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.069 

2.71 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.15 

0.15 

0.15 

0.008 

0.47 

0.48 


Bassi 

0822000502653500 

4.444 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.444 

0.87 

0.015 

0.10 

0.00 

0.00 

0.00 

0.01 

0.15 

0.20 

0.38 

0.010 

0.56 

0.42 


Beer Hasanpura 

0822000402641700 

1.311 

Saline 

Bisalpur 

Command 

Phyllite & Schist 

0.119 

1.35 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.05 

0.06 


Bhanwar Kho 

0822000402644800 

5.818 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.813 

1.49 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.14 

0.10 

0.010 

0.32 

0.32 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.042 

1.49 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bharna 

0822000602666800 

4.634 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

4.634 

1.11 

0.015 

0.05 

0.01 

0.00 

0.00 

0.01 

0.11 

0.11 

0.19 

0.013 

0.47 

0.47 




Recharge by R.I.F 

Total Monsoon Recharge 

Non-Monsoon Recharge 

Total Annual Ground Water Recharge, Ground Water Availability, Gross Draft and 



Village 


R.l. 

Monsoon 

Percentage 

Accepted 

Total 

Total 

Normal 

Normal 

Recharge 

Recharge 

Non- 

Non- 

Non-Monsoon 

Recharge 

Total 

Total Annual 

Natural 

Net Annual 

Existing 

Stage of 

Category 





Factor 

Rainfall 

Difference 

Value of 

Recharge 

Recharge 

Non- 

Annual 

from 

from 

Monsoon 

Mosoon 

Recharge from 

from Other 

Recharge in 

Ground 

Discharge 

Ground 

Gross 

Ground 







Recharge 


Monsoon 

from Other 

during 

Monsoon 

Rainfall 

Rainfall 

Ground 

Recharge 

Recharge 

Tanks and 

Sources 

Non- 

Water 

during Non- 

Water 

Ground 

Water 







(normal, 


Rainfall 

Sources 

Monsoon 

Rainfall 


during Non- 

Water 

from 

from 

Ponds 

(Rgw+Rc+R 

Monsoon 

Recharge 

Monsoon 

Availability 

Water Draft 

Devel¬ 







rifm) 


Recharge 


Season 



Monsoon 

Irrigation 

Canals 

Surface 


sw+Rt) 

Season 


Season 


for All Uses 

opment 











(normal) 






Water 

Irrigation 











Name 


Census Code 


Rrf 




R 




Rgw 

Rc 

Rsw 

Rt 












MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 



(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 


River Basin: Banas 


Sub Basin: Banas 

Ahmadganj 

0822000402636600 

0.22 

0.40 

1.46 

0.40 

0.01 

0.42 

0.05 

0.61 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.442 

0.022 

0.420 

0.165 

39.27 

Safe 

Ahmadnagar 

0822000402642100 

0.22 

0.00 

3,676.14 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.14 

0.07 

(61.96) 

0.05 

0.00 

0.06 

0.04 

0.45 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.066 

0.003 

0.063 

0.096 

152.77 

Over Exploited 

Ahmadpura 

0822000402636800 

0.22 

0.01 

726.14 

0.01 

0.00 

0.01 

0.01 

0.12 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.026 

0.001 

0.025 

0.090 

359.11 

Over Exploited 



0.14 

0.00 

391.41 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.035 

980.90 

Over Exploited 



0.22 

0.00 

21,849.05 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

0.83 

Safe 



0.22 

0.07 

225.96 

0.08 

0.01 

0.09 

0.03 

0.31 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.117 

0.006 

0.111 

0.209 

188.73 

Over Exploited 



0.14 

0.00 

312.06 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.040 

874.61 

Over Exploited 

Ahmadpura Chouki 

0822000402642400 

0.22 

0.31 

(32.12) 

0.25 

0.01 

0.26 

0.04 

0.54 

- 

0.0100 

- 

- 

0.011 

0.021 

0.021 

0.277 

0.014 

0.263 

0.104 

39.40 

Safe 

Akbarnagar 

0822000202606700 

0.14 

0.05 

(16.61) 

0.04 

- 

0.04 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.006 

0.050 

0.002 

0.047 

0.027 

56.38 

Safe 

Akodiya 

0822000602665500 

0.08 

0.05 

64.08 

0.06 

0.02 

0.08 

0.02 

0.27 

- 

0.0300 

- 

- 

0.010 

0.040 

0.040 

0.115 

0.006 

0.109 

0.301 

274.91 

Over Exploited 



0.08 

0.03 

66.69 

0.04 

0.02 

0.06 

0.02 

0.23 

- 

0.0300 

- 

- 

0.010 

0.040 

0.040 

0.097 

0.005 

0.093 

0.250 

269.66 

Over Exploited 

Alimpura 

0822000402638100 

0.14 

0.01 

(19.35) 

0.01 

0.00 

0.01 

0.01 

0.12 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.015 

0.001 

0.014 

0.024 

173.53 

Over Exploited 

Alipura 

0822000402642800 

0.22 

0.06 

173.89 

0.07 

0.00 

0.07 

0.01 

0.17 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.084 

0.004 

0.080 

0.083 

104.23 

Over Exploited 



0.14 

0.14 

(67.11) 

0.11 

0.02 

0.13 

0.02 

0.34 

- 

0.0100 

- 

- 

0.028 

0.038 

0.038 

0.170 

0.008 

0.161 

0.086 

53.16 

Safe 

Allapura Chandola 

0822000402644000 

0.14 

0.08 

(45.38) 

0.07 

- 

0.07 

0.03 

0.41 

- 

- 

- 

- 

- 

- 

- 

0.066 

0.003 

0.062 

0.042 

67.61 

Safe 



0.14 

0.01 

32.07 

0.01 

- 

0.01 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.011 

0.008 

79.37 

Semi Critical 

Ambapura 

0822000602663200 

0.08 

0.05 

22.57 

0.05 

- 

0.05 

0.04 

0.45 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.064 

0.003 

0.061 

0.054 

87.69 

Semi Critical 

Ambedkar Colony 

0824001002905600 

0.04 

0.00 

4,348.91 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

4,719.86 

Over Exploited 

Aminpura 

0822000402637500 

0.22 

0.29 

19.64 

0.35 

0.02 

0.37 

0.05 

0.58 

- 

0.0500 

- 

- 

0.004 

0.054 

0.054 

0.428 

0.021 

0.406 

0.451 

110.93 

Over Exploited 

Amirpura Khera 

0822000402642500 

0.22 

0.56 

(17.88) 

0.46 

0.03 

0.49 

0.04 

0.52 

- 

0.0800 

- 

- 

0.004 

0.084 

0.084 

0.575 

0.029 

0.546 

0.746 

136.61 

Over Exploited 

Amli 

0822000602666600 

0.15 

0.37 

177.70 

0.45 

0.01 

0.46 

0.03 

0.48 

- 

0.0400 

- 

- 

0.003 

0.043 

0.043 

0.502 

0.025 

0.476 

0.382 

80.14 

Semi Critical 



0.08 

0.00 

1,815.93 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.000 

0.018 

3,625.24 

Over Exploited 

Anwa 

0822000602667600 

0.08 

0.00 

39,518.01 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Anwarpura Khera 

0822000202605900 

0.14 

0.24 

18.58 

0.28 

0.02 

0.30 

0.04 

0.38 

- 

0.0300 

- 

- 

0.013 

0.043 

0.043 

0.346 

0.017 

0.329 

0.257 

78.08 

Semi Critical 

Arniya Neel 

0822000402642200 

0.22 

0.40 

17.00 

0.47 

0.02 

0.49 

0.03 

0.38 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.548 

0.027 

0.521 

0.511 

98.14 

Critical 



0.14 

0.05 

5.99 

0.05 

- 

0.05 

0.01 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.062 

0.003 

0.059 

0.133 

225.42 

Over Exploited 



0.14 

0.00 

1,198.23 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.002 

2,336.92 

Over Exploited 

Ataleekpura 

0822000202612900 

0.14 

0.01 

122.64 

0.01 

- 

0.01 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.022 

0.034 

152.01 

Over Exploited 

Bagri 

0822000202606900 

0.14 

0.03 

313.96 

0.04 

0.01 

0.05 

0.01 

0.08 

0.00 

0.0200 

- 

- 

0.005 

0.025 

0.028 

0.080 

0.004 

0.076 

0.202 

266.32 

Over Exploited 


0822000502653300 

0.08 

0.16 

138,154.12 

0.19 

- 

0.19 

0.03 

0.39 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.199 

0.010 

0.189 

0.091 

48.22 

Safe 

Bahalri 

0822000602673300 

0.08 

0.00 

469.05 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.018 

811.16 

Over Exploited 

Balapura 

0822000602665000 

0.08 

0.09 

(46.70) 

0.07 

0.00 

0.07 

0.04 

0.48 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.086 

0.004 

0.081 

0.056 

69.31 

Safe 


0822000602665600 

0.08 

0.08 

(79.14) 

0.07 

0.00 

0.07 

0.03 

0.45 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.084 

0.004 

0.080 

0.057 

71.18 

Semi Critical 



0.08 

0.00 

(244.75) 

0.00 

0.00 

0.00 

0.00 

0.05 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.007 

0.000 

0.007 

0.009 

126.10 

Over Exploited 

Baneriya Bujurg 

0822000502654500 

0.08 

0.28 

(14.93) 

0.24 

0.08 

0.31 

0.05 

0.58 

- 

0.0300 

- 

- 

0.102 

0.132 

0.132 

0.447 

0.022 

0.424 

0.274 

64.68 

Safe 

Baneriya Charnan 

0822000502658200 

0.15 

0.00 

2,407.55 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.019 

4,605.20 

Over Exploited 



0.08 

0.32 

(34.53) 

0.26 

0.03 

0.28 

0.04 

0.51 

- 

0.0700 

- 

- 

0.008 

0.078 

0.078 

0.359 

0.018 

0.341 

0.649 

190.34 

Over Exploited 

Banthali 

0822000602665800 

0.15 

0.60 

(17.98) 

0.49 

0.03 

0.52 

0.03 

0.39 

- 

0.1000 

- 

- 

0.005 

0.105 

0.105 

0.630 

0.031 

0.598 

0.880 

147.06 

Over Exploited 



0.08 

0.03 

201.18 

0.03 

0.01 

0.05 

0.01 

0.12 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.077 

0.004 

0.073 

0.303 

415.42 

Over Exploited 

Baori 

0822000502651900 

0.08 

0.97 

(16.04) 

0.82 

0.10 

0.92 

0.04 

0.57 

- 

0.0900 

- 

- 

0.107 

0.197 

0.197 

1.117 

0.056 

1.061 

0.832 

78.41 

Semi Critical 

Bara Jerekila 

0822000499999901 

0.22 

0.44 

(40.77) 

0.35 

0.01 

0.36 

0.05 

0.60 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.383 

0.019 

0.364 

0.178 

48.91 

Safe 

Baroni 

0822000402633300 

0.22 

0.01 

3,002.31 

0.01 

0.00 

0.01 

0.00 

0.04 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.010 

0.000 

0.009 

0.003 

28.57 

Safe 



0.14 

0.52 

(28.92) 

0.42 

0.05 

0.46 

0.03 

0.40 

- 

0.0100 

- 

- 

0.070 

0.081 

0.081 

0.545 

0.027 

0.517 

0.055 

10.64 

Safe 

Barthal 

0822000302624000 

0.20 

0.02 

1,526.27 

0.02 

0.01 

0.03 

0.01 

0.12 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.053 

0.003 

0.051 

0.154 

304.67 

Over Exploited 

Barwas 

0822000502655100 

0.15 

0.03 

853.35 

0.04 

0.01 

0.05 

0.01 

0.11 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.081 

0.004 

0.077 

0.149 

193.58 

Over Exploited 



0.08 

0.29 

(0.28) 

0.29 

0.05 

0.34 

0.03 

0.44 

- 

0.1000 

- 

- 

0.033 

0.133 

0.133 

0.476 

0.024 

0.453 

0.532 

117.59 

Over Exploited 



0.15 

0.00 

3,302.99 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.013 

0.039 

311.88 

Over Exploited 

Bas Jharana 

0822000502656800 

0.08 

0.01 

479.00 

0.01 

- 

0.01 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.012 

0.019 

160.98 

Over Exploited 



0.08 

0.01 

420.18 

0.01 

0.01 

0.02 

0.01 

0.13 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.026 

0.001 

0.025 

0.019 

77.34 

Semi Critical 



0.08 

0.00 

3,479.83 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.06 

109.06 

0.07 

0.01 

0.07 

0.02 

0.30 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.082 

0.004 

0.078 

0.048 

60.84 

Safe 

Bas Kheriya 

0822000602667100 

0.08 

0.01 

237.23 

0.02 

0.01 

0.02 

0.01 

0.17 

- 

0.0100 

- 

- 

0.009 

0.019 

0.019 

0.041 

0.002 

0.039 

0.062 

157.18 

Over Exploited 

Bas Sonwa 

0822000502653800 

0.08 

0.10 

(44.52) 

0.08 

0.01 

0.09 

0.05 

0.60 

- 

- 

- 

- 

0.015 

0.015 

0.015 

0.107 

0.005 

0.101 

0.039 

38.67 

Safe 

Basera 

0822000502653700 

0.08 

0.59 

3.16 

0.61 

0.04 

0.65 

0.05 

0.60 

- 

0.0300 

- 

- 

0.048 

0.078 

0.078 

0.728 

0.036 

0.691 

0.324 

46.83 

Safe 

Bashirpura 

0822000202613100 

0.14 

0.02 

46.86 

0.02 

0.02 

0.04 

0.01 

0.17 

- 

0.0100 

- 

- 

0.023 

0.033 

0.033 

0.069 

0.003 

0.065 

0.029 

44.58 

Safe 



0.14 

0.11 

(29.34) 

0.08 

0.02 

0.10 

0.04 

0.42 

- 

0.0100 

- 

- 

0.023 

0.033 

0.033 

0.133 

0.007 

0.126 

0.064 

51.03 

Safe 

Baslachhmana 

0822000602663600 

0.08 

0.12 

28.39 

0.14 

0.01 

0.15 

0.04 

0.51 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.177 

0.009 

0.168 

0.159 

94.91 

Critical 

Bassi 

0822000502653500 

0.08 

0.20 

0.05 

0.20 

0.01 

0.21 

0.05 

0.60 

- 

0.0100 

- 

- 

0.012 

0.022 

0.022 

0.227 

0.011 

0.216 

0.391 

180.95 

Over Exploited 

Beer Hasanpura 

0822000402641700 

0.14 

0.00 

(74.93) 

0.00 

0.00 

0.00 

0.00 

0.05 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.008 

0.000 

0.008 

0.000 

4.14 

Safe 

Bhanwar Kho 

0822000402644800 

0.14 

0.17 

518,441.81 

0.14 

- 

0.14 

0.02 

0.34 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.152 

0.008 

0.144 

0.109 

75.92 

Semi Critical 



0.14 

0.00 

5,809.07 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bharna 

0822000602666800 

0.08 

0.17 

(37.01) 

0.14 

0.02 

0.16 

0.03 

0.50 

- 

0.0200 

- 

- 

0.012 

0.032 

0.032 

0.190 

0.009 

0.180 

0.206 

114.13 

Over Exploited 



Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Bharni 

082200040264300C 

6.129 

Fresh 

Bisalpur 

Command 

Older Alluvium 

1.859 

0.99 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.29 

0.29 

0.30 

0.005 

0.14 

0.14 







Command 

Phyllite & Schist 

4.271 

0.99 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.17 

0.17 

0.40 

0.012 

0.33 

0.33 


Bheempura 

082200060266530C 

0.865 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.865 

0.74 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.002 

0.46 

0.42 


Bheewarawas 

0822000602662200 

4.979 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.555 

2.19 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.03 

0.004 

0.16 

0.19 


Bheroopura 

0822000502654400 

1.678 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.678 

1.86 

0.015 

0.04 

0.01 

0.00 

0.00 

0.01 

0.07 

0.08 

0.16 

0.004 

0.54 

0.47 


Bibolao 

0822000502656600 

3.981 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.981 

2.86 

0.015 

0.02 

0.00 

0.00 

0.00 

0.02 

0.17 

0.21 

0.07 

0.009 

0.54 

0.45 


Bicharas 

0822000499999902 

2.628 

Fresh 

Bisalpur 

Command 

Older Alluvium 

2.628 

1.85 

0.120 

0.17 

0.03 

0.00 

0.00 

0.02 

0.70 

0.46 

0.68 

0.007 

0.57 

0.87 


Bilaspur 

0822000702684400 

11.919 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.033 

1.56 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Phyllite & Schist 

1.841 

1.56 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.03 

0.005 

0.08 

0.08 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.734 

1.56 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.002 

0.03 

0.03 


Binjari 

0822000702683900 

13.807 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.396 

1.57 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.02 

0.001 

0.01 

0.02 







Non-command 

Phyllite & Schist 

0.001 

1.57 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Bisalpur 

Command 

Older Alluvium 

6.316 

1.57 

0.080 

0.08 

0.01 

0.00 

0.00 

0.00 

0.86 

0.80 

0.30 

0.017 

0.23 

0.25 







Command 

Phyllite & Schist 

1.435 

1.57 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.05 

0.004 

0.05 

0.06 


Bisanpura 

0822000602667800 

9.162 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.503 

2.18 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.02 

0.02 


Bor Khandi Khurd 

0822000202609400 

5.949 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.161 

2.45 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.98 

0.65 

0.23 

0.009 

0.30 

0.45 







Non-command 

Phyllite & Schist 

0.093 

2.45 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Borda 

0822000402636900 

8.232 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

2.53 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Phyllite & Schist 

2.441 

2.53 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.05 

0.007 

0.16 

0.25 






Mashi 

Command 

Older Alluvium 

0.007 

2.53 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Phyllite & Schist 

0.213 

2.53 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.02 






Bisalpur 

Command 

Older Alluvium 

2.735 

2.53 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.86 

0.55 

0.10 

0.007 

0.18 

0.28 







Command 

Phyllite & Schist 

2.836 

2.53 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.11 

0.06 

0.008 

0.19 

0.29 


Botunda 

0822000502657900 

22.157 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.700 

1.53 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.27 

0.29 

0.23 

0.022 

0.21 

0.20 






Bisalpur 

Command 

Phyllite & Schist 

6.748 

1.53 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.19 

0.20 

0.16 

0.015 

0.15 

0.14 


Chak Sardarpura 

0822000402643800 

0.783 

Saline 

Bisalpur 

Command 

Phyllite & Schist 

0.783 

1.36 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.002 

0.52 

0.64 


Chak Vijaipura 

0822000302623800 

1.085 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.257 

2.60 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.02 

0.001 

0.13 

0.11 


Chandli 

0822000602664700 

28.087 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

23.067 

2.71 

0.015 

0.34 

0.05 

0.00 

0.00 

0.06 

1.16 

1.38 

1.26 

0.062 

0.36 

0.30 


Chandpura 

0822000502657700 

3.963 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.578 

1.54 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.07 

0.004 

0.21 

0.18 







Non-command 

Gneisses(B.G.C) 

0.002 

1.54 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Bisalpur 

Command 

Phyllite & Schist 

2.382 

1.54 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.10 

0.005 

0.31 

0.27 







Command 

Gneisses(B.G.C) 

0.001 

1.54 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Charnet 

0822000602673200 

5.830 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.238 

1.81 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.001 

0.02 

0.02 


Chhan 

0822000402642700 

8.635 

Fresh 

Bisalpur 

Command 

Older Alluvium 

8.635 

0.63 

0.120 

0.31 

0.05 

0.00 

0.00 

0.01 

0.91 

0.88 

1.20 

0.024 

0.48 

0.49 


Chhan Bassorya 

0822000502655200 

12.987 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.201 

1.80 

0.080 

0.07 

0.01 

0.00 

0.00 

0.01 

0.94 

0.77 

0.25 

0.014 

0.25 

0.31 







Non-command 

Phyllite & Schist 

3.473 

1.80 

0.015 

0.03 

0.00 

0.00 

0.00 

0.05 

0.07 

0.06 

0.13 

0.008 

0.14 

0.17 






Bisalpur 

Command 

Older Alluvium 

3.313 

1.80 

0.080 

0.04 

0.01 

0.00 

0.00 

0.01 

0.49 

0.40 

0.13 

0.007 

0.13 

0.16 


Chooli 

0822000502651300 

9.114 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.508 

2.27 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.01 

0.001 

0.03 

0.04 







Non-command 

Phyllite & Schist 

6.868 

2.27 

0.015 

0.04 

0.01 

0.00 

0.00 

0.02 

0.24 

0.18 

0.15 

0.015 

0.40 

0.52 






Tordi Sagar 

Command 

Phyllite & Schist 

1.655 

2.27 

0.015 

0.01 

0.00 

0.00 

0.00 

0.02 

0.04 

0.03 

0.03 

0.004 

0.10 

0.13 






Bisalpur 

Command 

Older Alluvium 

0.083 

2.27 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.00 

0.01 


Dadiyan 

0822000402633500 

4.030 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.378 

3.49 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.27 

0.24 

0.17 

0.009 

0.46 

0.52 


Dakhiya 

0822000402642600 

8.834 

Fresh 

Bisalpur 

Command 

Older Alluvium 

6.849 

0.61 

0.120 

0.13 

0.02 

0.00 

0.00 

0.00 

0.61 

0.56 

0.50 

0.019 

0.38 

0.42 







Command 

Phyllite & Schist 

1.892 

0.61 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.08 

0.005 

0.10 

0.11 





Saline 

Bisalpur 

Command 

Phyllite & Schist 

0.093 

0.61 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Darda Hind 

0822000402636500 

16.044 

Fresh 

Bisalpur 

Command 

Older Alluvium 

11.844 

0.79 

0.120 

0.25 

0.04 

0.00 

0.00 

0.01 

1.32 

0.88 

0.97 

0.032 

0.41 

0.62 







Command 

Phyllite & Schist 

4.200 

0.79 

0.020 

0.05 

0.01 

0.00 

0.00 

0.01 

0.10 

0.06 

0.19 

0.011 

0.15 

0.22 


Darda Turki 

0822000202610100 

7.910 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.945 

2.17 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.04 

0.003 

0.06 

0.12 


Daulat Pura 

0822000202606400 

4.053 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.053 

2.26 

0.020 

0.02 

0.00 

0.00 

0.00 

0.12 

0.09 

0.06 

0.08 

0.011 

0.53 

0.77 


Deoli Urban 

0822000642206000 

14.865 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.318 

3.02 

0.015 

0.06 

0.00 

0.00 

0.00 

0.04 

0.08 

0.06 

0.03 

0.156 

0.05 

0.06 


Deopura 

0822000402644600 

2.543 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.276 

1.28 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.05 

0.05 






Bisalpur 

Command 

Phyllite & Schist 

1.312 

1.28 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.004 

0.24 

0.24 





Saline 

Bisalpur 

Command 

Phyllite & Schist 

0.954 

1.28 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.003 

0.18 

0.18 



0822000702684200 

5.637 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.572 

1.46 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.05 

0.002 

0.05 

0.05 







Non-command 

Phyllite & Schist 

0.639 

1.46 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.002 

0.06 

0.06 






Bisalpur 

Command 

Older Alluvium 

0.472 

1.46 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.05 

0.001 

0.04 

0.04 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.006 

1.46 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Phyllite & Schist 

1.858 

1.46 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.07 

0.005 

0.16 

0.17 






Bisalpur 

Command 

Older Alluvium 

0.269 

1.46 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.001 

0.02 

0.02 







Command 

Phyllite & Schist 

1.821 

1.46 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.07 

0.005 

0.16 

0.17 


Deorawas 

0822000602666500 

22.337 

Fresh 

Bisalpur 

Command 

Older Alluvium 

8.983 

2.26 

0.080 

0.16 

0.02 

0.00 

0.00 

0.03 

1.73 

1.79 

0.63 

0.024 

0.19 

0.19 







Command 

Phyllite & Schist 

13.354 

2.26 

0.015 

0.28 

0.04 

0.00 

0.00 

0.01 

0.69 

0.71 

1.09 

0.036 

0.29 

0.28 


Dev Kheda 

0822000602661800 

3.611 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

3.611 

1.11 

0.015 

0.04 

0.01 

0.00 

0.00 

0.01 

0.07 

0.07 

0.16 

0.010 

0.47 

0.49 


Dhandholi 

0822000602664000 

5.205 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.413 

0.76 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.03 

0.004 

0.13 

0.12 






Bisalpur 

Command 

Phyllite & Schist 

3.792 

0.76 

0.015 

0.03 

0.01 

0.00 

0.00 

0.01 

0.06 

0.06 

0.10 

0.010 

0.34 

0.33 


Dheebroo 

0822000502655700 

1.606 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.606 

2.62 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.08 

0.08 

0.08 

0.004 

0.52 

0.50 


Dhoosri 

0822000202606000 

9.149 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.149 

2.51 

0.020 

0.09 

0.01 

0.00 

0.00 

0.04 

0.50 

0.39 

0.31 

0.025 

0.52 

0.67 


Dhuan Kalan 

0822000602670500 

15.717 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

6.444 

1.44 

0.015 

0.02 

0.00 

0.00 

0.00 

0.32 

-0.16 

-0.16 

0.05 

0.017 

0.19 

0.19 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Bharni 

0822000402643000 

0.22 

0.06 

399.15 

0.07 

0.01 

0.08 

0.01 

0.15 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.110 

0.006 

0.105 

0.307 

293.57 

Over Exploited 



0.14 

0.20 

(12.47) 

0.17 

0.01 

0.18 

0.02 

0.35 

- 

0.0400 

- 

- 

0.005 

0.045 

0.045 

0.229 

0.011 

0.218 

0.411 

188.37 

Over Exploited 

Bheempura 

0822000602665300 

0.08 

0.03 

(44.80) 

0.03 

0.00 

0.03 

0.04 

0.49 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.034 

0.002 

0.032 

0.019 

60.42 

Safe 

Bheewarawas 

0822000602662200 

0.08 

0.02 

125,792.28 

0.02 

- 

0.02 

0.01 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.033 

0.002 

0.032 

0.038 

120.42 

Over Exploited 

Bheroopura 

0822000502654400 

0.08 

0.07 

10.59 

0.08 

0.02 

0.10 

0.04 

0.58 

- 

0.0200 

- 

- 

0.010 

0.030 

0.030 

0.127 

0.006 

0.120 

0.164 

136.08 

Over Exploited 

Bibolao 

0822000502656600 

0.08 

0.17 

22.24 

0.21 

0.02 

0.22 

0.04 

0.58 

- 

0.0100 

- 

- 

0.025 

0.035 

0.035 

0.258 

0.013 

0.245 

0.076 

30.98 

Safe 

Bicharas 

0822000499999902 

0.22 

0.33 

39.68 

0.39 

0.05 

0.45 

0.05 

0.62 

- 

0.0800 

- 

- 

0.033 

0.113 

0.113 

0.558 

0.028 

0.530 

0.691 

130.39 

Over Exploited 

Bilaspur 

0822000702684400 

0.15 

0.00 

60,419.26 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.01 

396,245.67 

0.02 

- 

0.02 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.017 

0.001 

0.016 

0.039 

244.43 

Over Exploited 



0.10 

0.00 

901.87 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.012 

462.96 

Over Exploited 

Binjari 

0822000702683900 

0.15 

0.00 

6,279.70 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.025 

2,540.16 

Over Exploited 



0.10 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.22 

262.25 

0.26 

0.01 

0.27 

0.02 

0.25 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.304 

0.015 

0.289 

0.317 

109.62 

Over Exploited 



0.10 

0.01 

569.86 

0.01 

- 

0.01 

0.00 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.019 

0.001 

0.018 

0.054 

296.64 

Over Exploited 

Bisanpura 

0822000602667800 

0.08 

0.00 

1,814.12 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.009 

840.32 

Over Exploited 

Bor Khandi Khurd 

0822000202609400 

0.22 

0.21 

210.58 

0.25 

0.01 

0.26 

0.03 

0.33 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.290 

0.014 

0.275 

0.242 

87.71 

Semi Critical 



0.14 

0.00 

2,496.88 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

3,990.06 

Over Exploited 

Borda 

0822000402636900 

0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.14 

0.06 

54.58 

0.07 

- 

0.07 

0.02 

0.18 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.077 

0.004 

0.073 

0.057 

77.78 

Semi Critical 



0.22 

0.00 

189,488.99 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.14 

0.00 

1,538.04 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.000 

0.006 

1,162.06 

Over Exploited 



0.22 

0.11 

405.02 

0.13 

- 

0.13 

0.02 

0.20 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.141 

0.007 

0.134 

0.105 

78.46 

Semi Critical 



0.14 

0.07 

40.32 

0.09 

- 

0.09 

0.02 

0.21 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.100 

0.005 

0.095 

0.064 

67.12 

Safe 

Botunda 

0822000502657900 

0.08 

0.14 

929,614.89 

0.17 

0.01 

0.18 

0.02 

0.23 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.222 

0.011 

0.211 

0.249 

117.93 

Over Exploited 



0.08 

0.08 

144.82 

0.10 

0.01 

0.11 

0.01 

0.16 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.136 

0.007 

0.129 

0.175 

135.47 

Over Exploited 

Chak Sardarpura 

0822000402643800 

0.14 

0.06 

(69.80) 

0.05 

- 

0.05 

0.04 

0.56 

- 

- 

- 

- 

- 

- 

- 

0.045 

0.002 

0.043 

0.019 

44.47 

Safe 

Chak Vijaipura 

0822000302623800 

0.20 

0.01 

1,325.47 

0.01 

- 

0.01 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.023 

302.14 

Over Exploited 

Chandli 

0822000602664700 

0.08 

0.66 

110.62 

0.79 

0.11 

0.90 

0.03 

0.39 

- 

0.1400 

- 

- 

0.097 

0.238 

0.238 

1.141 

0.057 

1.084 

1.325 

122.31 

Over Exploited 

Chandpura 

0822000502657700 

0.08 

0.03 

132.77 

0.03 

0.00 

0.04 

0.02 

0.22 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.052 

0.003 

0.050 

0.071 

141.83 

Over Exploited 



0.08 

0.00 

162,599.16 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.06 

58.31 

0.07 

0.00 

0.08 

0.03 

0.34 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.092 

0.005 

0.088 

0.106 

121.11 

Over Exploited 



0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Charnet 

0822000602673200 

0.08 

0.00 

4,368.26 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.026 

6,054.92 

Over Exploited 

Chhan 

0822000402642700 

0.22 

0.91 

(3.15) 

0.88 

0.06 

0.94 

0.03 

0.51 

- 

0.1400 

- 

- 

0.009 

0.149 

0.149 

1.085 

0.054 

1.031 

1.224 

118.69 

Over Exploited 

Chhan Bassorya 

0822000502655200 

0.15 

0.23 

228.95 

0.28 

0.02 

0.30 

0.02 

0.27 

- 

0.0500 

- 

- 

0.022 

0.072 

0.072 

0.376 

0.019 

0.358 

0.264 

73.76 

Semi Critical 



0.08 

0.04 

48.71 

0.05 

0.05 

0.10 

0.01 

0.15 

- 

0.0200 

- 

- 

0.079 

0.099 

0.099 

0.199 

0.010 

0.189 

0.134 

70.86 

Semi Critical 



0.15 

0.07 

504.66 

0.08 

0.02 

0.10 

0.01 

0.15 

- 

0.0300 

- 

- 

0.022 

0.052 

0.052 

0.157 

0.008 

0.149 

0.141 

95.04 

Critical 

Chooli 

0822000502651300 

0.15 

0.00 

3,027.22 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.011 

434.26 

Over Exploited 



0.08 

0.22 

(16.19) 

0.18 

0.03 

0.22 

0.04 

0.43 

- 

0.0300 

- 

- 

0.034 

0.064 

0.064 

0.281 

0.014 

0.267 

0.166 

62.30 

Safe 



0.08 

0.01 

160.24 

0.02 

0.02 

0.04 

0.01 

0.10 

- 

0.0100 

- 

- 

0.034 

0.044 

0.044 

0.083 

0.004 

0.078 

0.038 

48.03 

Safe 



0.15 

0.00 

18,928.47 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dadiyan 

0822000402633500 

0.14 

0.22 

10.60 

0.24 

0.01 

0.25 

0.04 

0.50 

- 

0.0300 

- 

- 

0.005 

0.035 

0.035 

0.287 

0.014 

0.273 

0.182 

66.85 

Safe 

Dakhiya 

0822000402642600 

0.22 

0.57 

(2.13) 

0.56 

0.02 

0.58 

0.03 

0.41 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.640 

0.032 

0.608 

0.523 

85.96 

Semi Critical 



0.14 

0.03 

41.86 

0.03 

- 

0.03 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.043 

0.002 

0.041 

0.088 

214.19 

Over Exploited 



0.14 

0.00 

1,379.34 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.002 

2,925.93 

Over Exploited 

Darda Hind 

0822000402636500 

0.22 

1.07 

(17.81) 

0.88 

0.05 

0.93 

0.04 

0.45 

- 

0.1100 

- 

- 

0.014 

0.125 

0.125 

1.053 

0.053 

1.000 

1.002 

100.18 

Over Exploited 



0.14 

0.09 

(24.16) 

0.07 

0.02 

0.09 

0.01 

0.16 

- 

0.0200 

- 

- 

0.013 

0.033 

0.033 

0.120 

0.006 

0.114 

0.202 

177.39 

Over Exploited 

Darda Turki 

0822000202610100 

0.14 

0.01 

216.65 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.021 

0.001 

0.020 

0.044 

220.04 

Over Exploited 

Daulat Pura 

0822000202606400 

0.14 

0.30 

(80.26) 

0.24 

0.12 

0.36 

0.05 

0.58 

- 

0.0100 

- 

- 

0.174 

0.184 

0.184 

0.540 

0.027 

0.513 

0.087 

16.98 

Safe 

Deoli Urban 

0822000642206000 

0.08 

0.00 

1,117.06 

0.01 

0.04 

0.05 

0.00 

0.05 

- 

- 

- 

- 

0.062 

0.062 

0.062 

0.110 

0.005 

0.104 

0.181 

173.78 

Over Exploited 

Deopura 

0822000402644600 

0.14 

0.00 

257.35 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.006 

254.08 

Over Exploited 



0.14 

0.04 

(2.82) 

0.04 

- 

0.04 

0.02 

0.26 

- 

- 

- 

- 

- 

- 

- 

0.044 

0.002 

0.041 

0.027 

64.33 

Safe 



0.14 

0.02 

3.15 

0.02 

- 

0.02 

0.01 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.024 

0.001 

0.023 

0.008 

32.81 

Safe 


0822000702684200 

0.15 

0.00 

1,620.02 

0.01 

- 

0.01 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.014 

0.050 

344.44 

Over Exploited 



0.10 

0.00 

670.38 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.044 

1,073.98 

Over Exploited 



0.15 

0.00 

2,036.38 

0.00 

- 

0.00 

0.00 

0.04 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.049 

383.95 

Over Exploited 



0.15 

0.00 

150,022.15 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.03 

136.21 

0.04 

- 

0.04 

0.01 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.046 

0.002 

0.044 

0.072 

164.05 

Over Exploited 



0.15 

0.00 

3,087.80 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.013 

1,181.32 

Over Exploited 



0.10 

0.03 

142.16 

0.03 

- 

0.03 

0.01 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.045 

0.002 

0.042 

0.072 

169.07 

Over Exploited 

Deorawas 

0822000602666500 

0.15 

0.26 

587.97 

0.31 

0.05 

0.36 

0.01 

0.21 

- 

0.0700 

- 

- 

0.041 

0.111 

0.111 

0.471 

0.024 

0.447 

0.650 

145.32 

Over Exploited 



0.08 

0.31 

130.92 

0.37 

0.05 

0.41 

0.02 

0.31 

- 

0.1200 

- 

- 

0.009 

0.129 

0.129 

0.544 

0.027 

0.516 

1.128 

218.48 

Over Exploited 

Dev Kheda 

0822000602661800 

0.08 

0.14 

(47.48) 

0.11 

0.02 

0.13 

0.04 

0.51 

- 

0.0300 

- 

- 

0.022 

0.053 

0.053 

0.186 

0.009 

0.177 

0.170 

96.04 

Critical 

Dhandholi 

0822000602664000 

0.08 

0.01 

39.88 

0.02 

0.01 

0.02 

0.01 

0.14 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.044 

0.002 

0.042 

0.038 

90.18 

Critical 



0.08 

0.10 

(43.05) 

0.08 

0.02 

0.10 

0.03 

0.36 

- 

0.0200 

- 

- 

0.010 

0.030 

0.030 

0.129 

0.006 

0.122 

0.111 

90.94 

Critical 

Dheebroo 

0822000502655700 

0.08 

0.07 

20.19 

0.08 

0.01 

0.09 

0.04 

0.56 

- 

0.0100 

- 

- 

0.009 

0.019 

0.019 

0.106 

0.005 

0.101 

0.088 

87.02 

Semi Critical 

Dhoosri 

0822000202606000 

0.14 

0.66 

(41.02) 

0.53 

0.05 

0.58 

0.05 

0.57 

- 

0.0300 

- 

- 

0.053 

0.083 

0.083 

0.661 

0.033 

0.628 

0.333 

53.06 

Safe 

Dhuan Kalan 

0822000602670500 

0.08 

0.10 

(262.82) 

0.08 

0.32 

0.40 

0.01 

0.21 

- 

0.0100 

- 

- 

0.481 

0.491 

0.491 

0.890 

0.045 

0.846 

0.067 

7.97 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Dodwari 

082200020261260C 

13.634 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.479 

2.57 

0.120 

0.09 

0.01 

0.00 

0.00 

0.01 

1.45 

0.87 

0.36 

0.012 

0.18 

0.29 







Non-command 

Phyllite & Schist 

5.287 

2.57 

0.020 

0.06 

0.01 

0.00 

0.00 

0.01 

0.31 

0.19 

0.24 

0.014 

0.21 

0.35 






Mashi 

Command 

Older Alluvium 

1.624 

2.57 

0.120 

0.03 

0.01 

0.00 

0.00 

0.01 

0.51 

0.31 

0.13 

0.004 

0.06 

0.11 







Command 

Phyllite & Schist 

0.437 

2.57 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.02 

0.001 

0.02 

0.03 


Dooni 

082200060266590C 

25.642 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

11.040 

0.95 

0.015 

0.19 

0.03 

0.00 

0.00 

0.09 

0.23 

0.23 

0.72 

0.030 

0.20 

0.20 






Bisalpur 

Command 

Phyllite & Schist 

7.193 

0.95 

0.015 

0.12 

0.02 

0.00 

0.00 

0.09 

0.12 

0.12 

0.47 

0.019 

0.13 

0.13 


Dotana 

082200020260620C 

6.796 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.998 

2.13 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.53 

0.54 

0.08 

0.005 

0.16 

0.15 







Non-command 

Phyllite & Schist 

4.797 

2.13 

0.020 

0.03 

0.01 

0.00 

0.00 

0.02 

0.21 

0.21 

0.10 

0.013 

0.38 

0.37 


Farooq Nagar 

082200040264450C 

2.849 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

2.404 

1.15 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.03 

0.007 

0.40 

0.40 





Saline 

Bisalpur 

Command 

Phyllite & Schist 

0.445 

1.15 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.07 

0.07 


Gadapat 

082200050265160C 

2.981 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.094 

2.26 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.08 

0.005 

0.36 

0.42 






Tordi Sagar 

Command 

Phyllite & Schist 

0.886 

2.26 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.03 

0.002 

0.15 

0.18 


Gadoli 

082400100290690C 

5.685 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

3.26 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Galod 

082200020261190C 

8.038 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.760 

3.67 

0.120 

0.12 

0.03 

0.00 

0.00 

0.00 

1.30 

0.82 

0.45 

0.008 

0.19 

0.31 






Mashi 

Command 

Older Alluvium 

0.358 

3.67 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.11 

0.06 

0.001 

0.02 

0.04 


Gandhigram 

0822000602665400 

2.987 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.987 

0.53 

0.015 

0.11 

0.02 

0.00 

0.00 

0.00 

0.11 

0.12 

0.45 

0.008 

0.46 

0.43 


Ganeshganj 

0822000502654000 

1.633 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.633 

1.13 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.09 

0.004 

0.55 

0.42 



0822000502656700 

1.141 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.141 

2.85 

0.015 

0.01 

0.00 

0.00 

0.00 

0.02 

0.04 

0.04 

0.03 

0.003 

0.55 

0.44 


Ganeta 

0822000502654700 

4.873 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.873 

2.83 

0.015 

0.01 

0.00 

0.00 

0.00 

0.05 

0.17 

0.21 

0.04 

0.011 

0.54 

0.44 


Ganeti 

0822000502656500 

5.342 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.342 

2.87 

0.015 

0.10 

0.01 

0.00 

0.00 

0.01 

0.31 

0.37 

0.38 

0.012 

0.54 

0.45 


Gangapura 

0822000502657000 

0.732 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.732 

2.38 

0.015 

0.01 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.03 

0.002 

0.55 

0.43 


Ganoli 

0822000502655600 

3.268 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.268 

2.77 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.16 

0.18 

0.09 

0.007 

0.53 

0.48 


Gaonri 

0822000602662000 

12.075 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.657 

1.86 

0.015 

0.19 

0.05 

0.00 

0.00 

0.00 

0.41 

0.37 

0.73 

0.026 

0.39 

0.43 


Gediya 

0822000502651700 

10.053 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.053 

2.02 

0.015 

0.15 

0.02 

0.00 

0.00 

0.04 

0.40 

0.39 

0.58 

0.022 

0.53 

0.53 


Geroli 

0822000602666900 

15.232 

Fresh 

Bisalpur 

Command 

Older Alluvium 

4.447 

1.98 

0.080 

0.09 

0.01 

0.00 

0.00 

0.02 

0.77 

0.77 

0.36 

0.012 

0.14 

0.14 







Command 

Phyllite & Schist 

10.767 

1.98 

0.015 

0.26 

0.04 

0.00 

0.00 

0.02 

0.52 

0.53 

1.01 

0.029 

0.33 

0.33 


Gerota 

0822000602673600 

3.473 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.068 

1.51 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Geroti 

0822000602673400 

8.937 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.038 

1.49 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.16 

0.16 

0.15 

0.016 

0.32 

0.32 






Bisalpur 

Command 

Phyllite & Schist 

2.196 

1.49 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.06 

0.006 

0.12 

0.12 


Ghareda 

0822000502650000 

11.824 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

11.074 

0.76 

0.015 

0.03 

0.00 

0.00 

0.00 

0.13 

0.02 

0.03 

0.09 

0.025 

0.49 

0.43 


Girdharipura 

0822000302623500 

0.919 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.039 

2.54 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.02 

0.02 







Non-command 

Phyllite & Schist 

0.131 

2.54 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.000 

0.07 

0.07 


Gola Hera 

0822000502657500 

5.678 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.554 

1.67 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.11 

0.08 

0.006 

0.25 

0.19 







Non-command 

Gneisses(B.G.C) 

0.384 

1.67 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.01 

0.001 

0.04 

0.03 






Bisalpur 

Command 

Phyllite & Schist 

0.154 

1.67 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 







Command 

Gneisses(B.G.C) 

2.586 

1.67 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.07 

0.09 

0.08 

0.006 

0.25 

0.20 


Gopalpura 

0822000502654100 

2.472 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.472 

1.64 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.07 

0.09 

0.07 

0.005 

0.55 

0.43 


Gopipura 

0822000602663400 

1.214 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.214 

2.53 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.07 

0.003 

0.51 

0.61 


Govindpura 

0822000502657100 

4.934 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.934 

1.63 

0.015 

0.01 

0.00 

0.00 

0.00 

0.02 

0.11 

0.15 

0.02 

0.011 

0.55 

0.42 


Gudha Anandpura 

0822000302623700 

1.327 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.231 

2.49 

0.100 

0.11 

0.02 

0.00 

0.00 

0.00 

0.40 

0.48 

0.43 

0.004 

0.50 

0.42 


Hadi Kalan 

0822000202609200 

11.752 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.307 

2.09 

0.120 

0.10 

0.01 

0.00 

0.00 

0.01 

1.16 

0.75 

0.37 

0.012 

0.20 

0.31 







Non-command 

Phyllite & Schist 

7.445 

2.09 

0.020 

0.10 

0.01 

0.00 

0.00 

0.03 

0.37 

0.24 

0.36 

0.020 

0.35 

0.53 


Hadi Khurd 

0822000202609600 

5.702 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.702 

2.10 

0.020 

0.08 

0.01 

0.00 

0.00 

0.02 

0.28 

0.17 

0.28 

0.016 

0.54 

0.89 


Hakeempur 

0822000402642000 

1.720 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

0.255 

0.80 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.08 

0.10 





Saline 

Bisalpur 

Command 

Phyllite & Schist 

0.291 

0.80 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.09 

0.11 


Hameerpur 

0822000502650700 

26.789 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.857 

2.27 

0.015 

0.04 

0.01 

0.00 

0.00 

0.02 

0.17 

0.15 

0.13 

0.011 

0.09 

0.10 






Tordi Sagar 

Command 

Phyllite & Schist 

0.291 

2.27 

0.015 

0.00 

0.00 

0.00 

0.00 

0.02 

-0.01 

-0.01 

0.01 

0.001 

0.01 

0.01 


Hampura 

0824001002906300 

0.400 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.400 

3.86 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.07 

0.001 

0.53 

0.68 


Hanumannagar 

0824001002905700 

1.778 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.775 

3.57 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.16 

0.12 

0.14 

0.006 

0.54 

0.70 


Harbhagatpura 

0822000502651200 

2.382 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.651 

2.30 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.03 

0.001 

0.14 

0.19 






Tordi Sagar 

Command 

Phyllite & Schist 

1.731 

2.30 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.07 

0.05 

0.09 

0.004 

0.38 

0.50 


Haripura 

0824001002906200 

0.342 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.338 

3.64 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.06 

0.001 

0.53 

0.69 


Haroti 

0822000602670800 

1.394 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

1.394 

1.30 

0.015 

0.06 

0.01 

0.00 

0.00 

0.01 

0.07 

0.07 

0.24 

0.004 

0.47 

0.47 


Indoda 

0822000602671000 

4.185 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.112 

1.67 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.11 

0.11 

0.008 

0.35 

0.35 


Indokiya 

0822000502651100 

4.921 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.622 

2.43 

0.015 

0.05 

0.01 

0.00 

0.00 

0.01 

0.12 

0.09 

0.19 

0.006 

0.28 

0.39 






Tordi Sagar 

Command 

Phyllite & Schist 

1.487 

2.43 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.07 

0.05 

0.10 

0.003 

0.16 

0.22 


Iqbalganj 

0822000602670700 

2.279 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

2.277 

1.31 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.07 

0.15 

0.006 

0.47 

0.47 


Islampura 

0822000202612000 

1.146 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.049 

3.67 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.000 

0.02 

0.04 






Mashi 

Command 

Older Alluvium 

0.656 

3.67 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.33 

0.21 

0.19 

0.002 

0.32 

0.51 



0822000502655500 

2.031 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.031 

1.90 

0.015 

0.00 

0.00 

0.00 

0.00 

0.05 

0.01 

0.01 

0.01 

0.005 

0.52 

0.58 


Islampura Gata 

0822000202612400 

4.201 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.145 

2.91 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.41 

0.23 

0.04 

0.003 

0.15 

0.26 


Jagtya 

0822000602666700 

3.624 

Fresh 

Bisalpur 

Command 

Older Alluvium 

3.613 

1.35 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.41 

0.41 

0.07 

0.010 

0.47 

0.47 







Command 

Phyllite & Schist 

0.011 

1.35 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jaikmabad 

0822000502654800 

6.143 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.143 

2.43 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.25 

0.28 

0.09 

0.014 

0.53 

0.48 


Jaleri 

0822000602666300 

6.268 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

4.723 

1.69 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.18 

0.20 

0.25 

0.013 

0.39 

0.34 







Command 

Gneisses(B.G.C) 

1.545 

1.69 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.06 

0.004 

0.13 

0.11 


Jalseena 

0822000602666200 

15.376 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

15.376 

1.17 

0.015 

0.16 

0.02 

0.00 

0.00 

0.02 

0.39 

0.42 

0.57 

0.042 

0.49 

0.46 


Janglat Kerli 

0822000502652000 

3.429 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.429 

1.13 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.01 

0.008 

0.55 

0.43 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Dodwari 

0822000202612600 

0.22 

0.17 

401.83 

0.21 

0.02 

0.23 

0.02 

0.19 

- 

0.0700 

- 

- 

0.012 

0.082 

0.082 

0.309 

0.015 

0.294 

0.367 

125.02 

Over Exploited 



0.14 

0.15 

20.20 

0.19 

0.02 

0.21 

0.02 

0.23 

- 

0.0400 

- 

- 

0.020 

0.060 

0.060 

0.268 

0.013 

0.255 

0.252 

99.04 

Critical 



0.22 

0.02 

1,246.91 

0.03 

0.02 

0.05 

0.01 

0.07 

- 

0.0300 

- 

- 

0.012 

0.042 

0.042 

0.087 

0.004 

0.083 

0.138 

166.56 

Over Exploited 



0.14 

0.00 

999.22 

0.00 

0.01 

0.01 

0.00 

0.02 

- 

- 

- 

- 

0.020 

0.020 

0.020 

0.034 

0.002 

0.032 

0.023 

71.66 

Semi Critical 

Dooni 

0822000602665900 

0.08 

0.18 

30.74 

0.21 

0.12 

0.33 

0.01 

0.22 

- 

0.0800 

- 

- 

0.131 

0.211 

0.211 

0.542 

0.027 

0.514 

0.747 

145.17 

Over Exploited 



0.08 

0.08 

54.53 

0.09 

0.11 

0.20 

0.01 

0.14 

- 

0.0500 

- 

- 

0.131 

0.181 

0.181 

0.378 

0.019 

0.359 

0.492 

137.00 

Over Exploited 

Dotana 

0822000202606200 

0.22 

0.07 

682.05 

0.08 

0.00 

0.09 

0.01 

0.17 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.104 

0.005 

0.099 

0.082 

83.45 

Semi Critical 



0.14 

0.25 

(16.84) 

0.21 

0.03 

0.24 

0.03 

0.41 

- 

0.0200 

- 

- 

0.029 

0.049 

0.049 

0.289 

0.014 

0.275 

0.116 

42.22 

Safe 

Farooq Nagar 

0822000402644500 

0.14 

0.13 

(51.01) 

0.11 

- 

0.11 

0.03 

0.42 

- 

- 

- 

- 

- 

- 

- 

0.107 

0.005 

0.101 

0.036 

35.05 

Safe 



0.14 

0.00 

124.97 

0.01 

- 

0.01 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.003 

61.60 

Safe 

Gadapat 

0822000502651600 

0.08 

0.06 

28.81 

0.07 

0.00 

0.07 

0.03 

0.40 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.084 

0.004 

0.079 

0.089 

111.59 

Over Exploited 



0.08 

0.01 

215.96 

0.01 

0.00 

0.01 

0.01 

0.17 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.014 

0.001 

0.013 

0.036 

278.35 

Over Exploited 

Gadoli 

0824001002906900 

0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Galod 

0822000202611900 

0.22 

0.12 

601.42 

0.14 

0.03 

0.17 

0.02 

0.21 

- 

0.0800 

- 

- 

0.001 

0.081 

0.081 

0.251 

0.013 

0.238 

0.459 

192.45 

Over Exploited 



0.22 

0.00 

5,241.37 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.013 

0.001 

0.013 

0.059 

470.52 

Over Exploited 

Gandhigram 

0822000602665400 

0.08 

0.11 

5.30 

0.12 

0.02 

0.14 

0.04 

0.50 

- 

0.0500 

- 

- 

0.007 

0.057 

0.057 

0.197 

0.010 

0.187 

0.453 

242.25 

Over Exploited 

Ganeshganj 

0822000502654000 

0.08 

0.07 

(14.10) 

0.06 

- 

0.06 

0.05 

0.60 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.072 

0.004 

0.068 

0.096 

139.61 

Over Exploited 


0822000502656700 

0.08 

0.05 

(11.19) 

0.04 

0.02 

0.07 

0.05 

0.59 

- 

- 

- 

- 

0.035 

0.035 

0.035 

0.103 

0.005 

0.097 

0.037 

37.50 

Safe 

Ganeta 

0822000502654700 

0.08 

0.21 

(3.34) 

0.21 

0.05 

0.25 

0.05 

0.59 

- 

- 

- 

- 

0.075 

0.075 

0.075 

0.330 

0.016 

0.313 

0.053 

16.86 

Safe 

Ganeti 

0822000502656500 

0.08 

0.23 

60.20 

0.28 

0.02 

0.29 

0.04 

0.58 

- 

0.0400 

- 

- 

0.013 

0.053 

0.053 

0.346 

0.017 

0.329 

0.390 

118.49 

Over Exploited 

Gangapura 

0822000502657000 

0.08 

0.03 

(21.58) 

0.03 

0.02 

0.04 

0.05 

0.60 

- 

- 

- 

- 

0.025 

0.025 

0.025 

0.067 

0.003 

0.064 

0.027 

41.84 

Safe 

Ganoli 

0822000502655600 

0.08 

0.14 

27.92 

0.17 

0.01 

0.17 

0.04 

0.58 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.190 

0.009 

0.180 

0.099 

55.05 

Safe 

Gaonri 

0822000602662000 

0.08 

0.30 

250,966.20 

0.36 

0.05 

0.41 

0.03 

0.42 

- 

0.1400 

- 

- 

- 

0.140 

0.140 

0.547 

0.027 

0.520 

0.759 

146.00 

Over Exploited 

Gediya 

0822000502651700 

0.08 

0.42 

(6.92) 

0.39 

0.06 

0.45 

0.04 

0.57 

- 

0.0700 

- 

- 

0.056 

0.126 

0.126 

0.577 

0.029 

0.548 

0.602 

109.96 

Over Exploited 

Geroli 

0822000602666900 

0.15 

0.09 

743.53 

0.11 

0.03 

0.14 

0.01 

0.15 

- 

0.0400 

- 

- 

0.027 

0.067 

0.067 

0.204 

0.010 

0.194 

0.372 

192.07 

Over Exploited 



0.08 

0.29 

84.18 

0.34 

0.06 

0.40 

0.02 

0.35 

- 

0.1100 

- 

- 

0.024 

0.134 

0.134 

0.533 

0.027 

0.506 

1.037 

204.96 

Over Exploited 

Gerota 

0822000602673600 

0.08 

0.00 

29,716.95 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

36,866.20 

Over Exploited 

Geroti 

0822000602673400 

0.08 

0.15 

6.69 

0.16 

0.01 

0.17 

0.02 

0.34 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.195 

0.010 

0.185 

0.167 

90.51 

Critical 



0.08 

0.02 

238.01 

0.02 

- 

0.02 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.034 

0.002 

0.033 

0.065 

198.15 

Over Exploited 

Ghareda 

0822000502650000 

0.08 

0.44 

(94.15) 

0.35 

0.13 

0.48 

0.04 

0.53 

- 

0.0100 

- 

- 

0.202 

0.212 

0.212 

0.695 

0.035 

0.661 

0.117 

17.65 

Safe 

Girdharipura 

0822000302623500 

0.20 

0.00 

5,930.21 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

5,775.80 

Over Exploited 



0.12 

0.00 

1,393.81 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.029 

2,257.62 

Over Exploited 

Gola Hera 

0822000502657500 

0.08 

0.05 

111.05 

0.06 

0.00 

0.06 

0.02 

0.27 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.072 

0.004 

0.068 

0.082 

119.62 

Over Exploited 



0.08 

0.00 

(152.98) 

0.00 

0.01 

0.01 

0.00 

0.04 

- 

- 

- 

- 

0.015 

0.015 

0.015 

0.026 

0.001 

0.025 

0.009 

35.73 

Safe 



0.08 

0.00 

2,154.76 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.008 

468.33 

Over Exploited 



0.08 

0.05 

84.50 

0.06 

0.01 

0.07 

0.02 

0.27 

- 

0.0100 

- 

- 

0.015 

0.025 

0.025 

0.097 

0.005 

0.092 

0.090 

97.50 

Critical 

Gopalpura 

0822000502654100 

0.08 

0.11 

(20.49) 

0.09 

0.01 

0.10 

0.05 

0.60 

- 

0.0100 

- 

- 

0.021 

0.031 

0.031 

0.131 

0.007 

0.125 

0.072 

58.07 

Safe 

Gopipura 

0822000602663400 

0.08 

0.05 

10.77 

0.05 

- 

0.05 

0.05 

0.56 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.065 

0.003 

0.062 

0.073 

118.86 

Over Exploited 

Govindpura 

0822000502657100 

0.08 

0.22 

(31.86) 

0.17 

0.02 

0.19 

0.05 

0.60 

- 

- 

- 

- 

0.025 

0.025 

0.025 

0.216 

0.011 

0.205 

0.028 

13.61 

Safe 

Gudha Anandpura 

0822000302623700 

0.20 

0.12 

286.36 

0.15 

0.02 

0.17 

0.04 

0.55 

- 

0.0500 

- 

- 

0.002 

0.052 

0.052 

0.222 

0.011 

0.211 

0.436 

206.98 

Over Exploited 

Hadi Kalan 

0822000202609200 

0.22 

0.19 

298.52 

0.23 

0.02 

0.24 

0.02 

0.22 

- 

0.0400 

- 

- 

0.008 

0.048 

0.048 

0.290 

0.014 

0.275 

0.377 

136.86 

Over Exploited 



0.14 

0.36 

(32.49) 

0.29 

0.04 

0.32 

0.03 

0.38 

- 

0.0400 

- 

- 

0.039 

0.079 

0.079 

0.403 

0.020 

0.383 

0.382 

99.88 

Critical 

Hadi Khurd 

0822000202609600 

0.14 

0.43 

(59.93) 

0.35 

0.03 

0.38 

0.05 

0.60 

- 

0.0300 

- 

- 

0.037 

0.067 

0.067 

0.449 

0.022 

0.427 

0.297 

69.48 

Safe 

Hakeempur 

0822000402642000 

0.14 

0.00 

16.01 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.012 

384.72 

Over Exploited 



0.14 

0.00 

0.06 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.003 

0.006 

169.43 

Over Exploited 

Hameerpur 

0822000502650700 

0.08 

0.04 

332.57 

0.04 

0.03 

0.07 

0.01 

0.10 

- 

0.0200 

- 

- 

0.031 

0.051 

0.051 

0.124 

0.006 

0.118 

0.145 

122.96 

Over Exploited 



0.08 

0.00 

(7,513.95) 

0.00 

0.02 

0.02 

0.00 

0.01 

- 

- 

- 

- 

0.031 

0.031 

0.031 

0.052 

0.003 

0.049 

0.009 

17.59 

Safe 

Hampura 

0824001002906300 

0.04 

0.01 

334.04 

0.01 

- 

0.01 

0.05 

0.58 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.021 

0.001 

0.020 

0.067 

336.39 

Over Exploited 

Hanumannagar 

0824001002905700 

0.04 

0.04 

189.14 

0.05 

0.01 

0.06 

0.05 

0.59 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.091 

0.005 

0.087 

0.146 

168.17 

Over Exploited 

Harbhagatpura 

0822000502651200 

0.08 

0.01 

115.92 

0.01 

0.01 

0.02 

0.01 

0.16 

- 

0.0100 

- 

- 

0.017 

0.027 

0.027 

0.047 

0.002 

0.045 

0.035 

78.59 

Semi Critical 



0.08 

0.05 

(0.78) 

0.05 

0.01 

0.06 

0.03 

0.42 

- 

0.0200 

- 

- 

0.017 

0.037 

0.037 

0.101 

0.005 

0.096 

0.096 

100.06 

Over Exploited 

Haripura 

0824001002906200 

0.04 

0.01 

330.83 

0.01 

0.00 

0.01 

0.05 

0.58 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.023 

0.001 

0.021 

0.061 

284.69 

Over Exploited 

Haroti 

0822000602670800 

0.08 

0.05 

33.36 

0.06 

0.02 

0.08 

0.03 

0.50 

- 

0.0300 

- 

- 

0.011 

0.041 

0.041 

0.122 

0.006 

0.116 

0.248 

214.37 

Over Exploited 

Indoda 

0822000602671000 

0.08 

0.09 

64,907.98 

0.10 

- 

0.10 

0.02 

0.37 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.112 

0.006 

0.107 

0.116 

108.99 

Over Exploited 

Indokiya 

0822000502651100 

0.08 

0.06 

49.92 

0.07 

0.02 

0.09 

0.03 

0.30 

- 

0.0300 

- 

- 

0.017 

0.047 

0.047 

0.139 

0.007 

0.132 

0.191 

144.36 

Over Exploited 



0.08 

0.02 

173.23 

0.02 

0.01 

0.03 

0.01 

0.17 

- 

0.0200 

- 

- 

0.017 

0.037 

0.037 

0.072 

0.004 

0.068 

0.104 

153.42 

Over Exploited 

Iqbalganj 

0822000602670700 

0.08 

0.09 

(16.70) 

0.07 

0.01 

0.08 

0.03 

0.50 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.110 

0.006 

0.105 

0.156 

149.31 

Over Exploited 

Islampura 

0822000202612000 

0.22 

0.00 

5,136.41 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.019 

6,369.11 

Over Exploited 



0.22 

0.05 

349.39 

0.06 

0.01 

0.07 

0.03 

0.35 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.106 

0.005 

0.100 

0.194 

193.04 

Over Exploited 


0822000502655500 

0.08 

0.08 

(87.99) 

0.07 

0.05 

0.11 

0.04 

0.57 

- 

- 

- 

- 

0.070 

0.070 

0.070 

0.185 

0.009 

0.175 

0.013 

7.13 

Safe 

Islampura Gata 

0822000202612400 

0.22 

0.04 

523.89 

0.04 

0.00 

0.05 

0.02 

0.16 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.066 

0.003 

0.063 

0.041 

65.68 

Safe 

Jagtya 

0822000602666700 

0.15 

0.25 

61.99 

0.31 

- 

0.31 

0.03 

0.50 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.316 

0.016 

0.300 

0.082 

27.26 

Safe 



0.08 

0.00 

15,494.29 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jaikmabad 

0822000502654800 

0.08 

0.26 

5.78 

0.28 

0.00 

0.28 

0.04 

0.58 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.305 

0.015 

0.290 

0.106 

36.46 

Safe 

Jaleri 

0822000602666300 

0.08 

0.15 

39.57 

0.17 

0.01 

0.19 

0.03 

0.42 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.216 

0.011 

0.205 

0.265 

128.90 

Over Exploited 



0.07 

0.01 

391.29 

0.02 

0.00 

0.02 

0.01 

0.14 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.027 

0.001 

0.025 

0.064 

253.30 

Over Exploited 

Jalseena 

0822000602666200 

0.08 

0.61 

(31.13) 

0.48 

0.04 

0.53 

0.04 

0.53 

- 

0.0600 

- 

- 

0.030 

0.091 

0.091 

0.616 

0.031 

0.585 

0.613 

104.75 

Over Exploited 

Janglat Kerli 

0822000502652000 

0.08 

0.15 

(51.87) 

0.12 

0.00 

0.12 

0.05 

0.60 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.124 

0.006 

0.118 

0.016 

13.22 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Jebariya 

082200020260950C 

5.127 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.863 

2.27 

0.120 

0.09 

0.01 

0.00 

0.00 

0.01 

1.39 

0.90 

0.34 

0.013 

0.53 

0.83 







Non-command 

Phyllite & Schist 

0.264 

2.27 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.03 

0.04 


Jethalya 

082200050265620C 

8.406 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

8.406 

2.24 

0.015 

0.02 

0.00 

0.00 

0.00 

0.02 

0.28 

0.31 

0.06 

0.019 

0.50 

0.46 


Jola 

0822000202606300 

12.086 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.114 

2.67 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.000 

0.01 

0.01 







Non-command 

Phyllite & Schist 

11.973 

2.67 

0.020 

0.23 

0.03 

0.00 

0.00 

0.02 

0.82 

0.67 

0.88 

0.033 

0.53 

0.65 


Jooniya 

0822000602666100 

11.355 

Fresh 

Bisalpur 

Command 

Older Alluvium 

8.808 

2.21 

0.080 

0.10 

0.01 

0.00 

0.00 

0.07 

1.57 

1.59 

0.36 

0.024 

0.37 

0.36 







Command 

Phyllite & Schist 

2.548 

2.21 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.11 

0.13 

0.007 

0.11 

0.10 


Kabra 

0822000402645500 

3.814 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

0.623 

1.94 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.05 

0.002 

0.09 

0.11 


Kakoriya 

0822000602661900 

4.607 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.920 

1.38 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.04 

0.002 

0.09 

0.10 






Bisalpur 

Command 

Phyllite & Schist 

3.687 

1.38 

0.015 

0.05 

0.01 

0.00 

0.00 

0.01 

0.11 

0.10 

0.19 

0.010 

0.38 

0.40 


Kakraj Kalan 

0822000202609700 

3.018 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.172 

2.76 

0.120 

0.05 

0.01 

0.00 

0.00 

0.01 

0.75 

0.47 

0.18 

0.006 

0.40 

0.64 







Non-command 

Phyllite & Schist 

0.846 

2.76 

0.020 

0.01 

0.00 

0.00 

0.00 

0.02 

0.04 

0.03 

0.04 

0.002 

0.16 

0.25 


Kakraj Khurd 

0822000202609800 

2.703 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.193 

3.47 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.95 

0.61 

0.17 

0.006 

0.46 

0.72 


Kalanara 

0822000602663300 

4.365 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.375 

2.56 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.08 

0.06 

0.11 

0.004 

0.16 

0.21 


Kalandarpura 

0822000602671100 

2.038 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.115 

1.74 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.03 

0.03 


Kalyanpura 

0822000402641500 

2.479 

Saline 

Bisalpur 

Command 

Phyllite & Schist 

0.087 

1.90 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 



0822000502654600 

2.278 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.278 

2.68 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.13 

0.04 

0.005 

0.55 

0.44 


Kankalwar 

0822000502657200 

6.222 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.619 

2.23 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.16 

0.21 

0.19 

0.008 

0.32 

0.25 







Non-command 

Gneisses(B.G.C) 

1.607 

2.23 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.06 

0.08 

0.08 

0.004 

0.14 

0.11 






Bisalpur 

Command 

Phyllite & Schist 

0.050 

2.23 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Gneisses(B.G.C) 

0.946 

2.23 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.03 

0.04 

0.05 

0.002 

0.08 

0.07 


Kanwarawas 

0822000502658000 

3.111 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

3.111 

1.40 

0.015 

0.19 

0.03 

0.00 

0.00 

0.00 

0.22 

0.25 

0.75 

0.007 

0.51 

0.45 


Kanwarpura 

0822000602664900 

7.249 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.053 

1.16 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.14 

0.16 

0.11 

0.019 

0.43 

0.39 



0822000602667000 

2.198 

Fresh 

Bisalpur 

Command 

Older Alluvium 

0.049 

2.26 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 







Command 

Phyllite & Schist 

2.149 

2.26 

0.015 

0.05 

0.01 

0.00 

0.00 

0.01 

0.11 

0.11 

0.19 

0.006 

0.46 

0.46 



0822000602670900 

5.517 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.618 

1.50 

0.015 

0.01 

0.00 

0.00 

0.00 

0.03 

0.04 

0.04 

0.04 

0.007 

0.22 

0.22 






Bisalpur 

Command 

Phyllite & Schist 

2.329 

1.50 

0.015 

0.01 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.03 

0.006 

0.20 

0.20 


Karimpura 

0822000202606500 

1.721 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.721 

2.22 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.09 

0.05 

0.08 

0.005 

0.52 

0.86 



0822000402642300 

3.133 

Fresh 

Bisalpur 

Command 

Older Alluvium 

0.175 

0.75 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.000 

0.03 

0.03 







Command 

Phyllite & Schist 

0.243 

0.75 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.04 

0.05 





Saline 

Bisalpur 

Command 

Phyllite & Schist 

1.492 

0.75 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.004 

0.24 

0.29 


Karola 

0822000402634300 

3.144 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.120 

2.75 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.03 

0.000 

0.02 

0.03 







Non-command 

Phyllite & Schist 

0.395 

2.75 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.07 

0.001 

0.07 

0.10 


Kerli 

0822000502653900 

2.763 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.763 

0.63 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.02 

0.03 

0.03 

0.006 

0.55 

0.42 


Kesarpura 

0824001002905900 

2.688 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.688 

3.68 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.23 

0.17 

0.16 

0.009 

0.54 

0.70 


Khareda 

0822000502656400 

19.199 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

16.625 

2.57 

0.015 

0.14 

0.02 

0.00 

0.00 

0.04 

0.72 

0.78 

0.51 

0.037 

0.45 

0.41 






Bisalpur 

Command 

Phyllite & Schist 

2.573 

2.57 

0.015 

0.02 

0.00 

0.00 

0.00 

0.04 

0.08 

0.08 

0.08 

0.006 

0.07 

0.06 


Khedooliya 

0822000202609900 

2.810 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.095 

3.26 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.01 

0.000 

0.02 

0.03 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.077 

3.26 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.000 

0.01 

0.03 


Khedoolya Kalan 

0822000502649600 

3.991 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.830 

-0.46 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.002 

0.11 

0.09 


Khema Ka Khera 

0824001002905400 

1.324 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.040 

3.33 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.02 


Khera Gaonri 

0822000602662100 

4.173 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.173 

2.25 

0.015 

0.14 

0.02 

0.00 

0.00 

0.01 

0.25 

0.21 

0.55 

0.011 

0.50 

0.59 


Kishanpura 

0822000202612200 

2.901 

Fresh 

Mashi 

Command 

Older Alluvium 

0.258 

3.57 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.02 

0.001 

0.05 

0.08 



0822000602670600 

2.820 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

2.293 

0.98 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.04 

0.006 

0.38 

0.38 





Saline 

Bisalpur 

Command 

Phyllite & Schist 

0.527 

0.98 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.09 

0.09 


Kookar 

0822000502649900 

15.374 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.551 

-0.13 

0.015 

0.29 

0.04 

0.00 

0.00 

0.04 

0.00 

0.00 

1.13 

0.023 

0.36 

0.32 


Kotra 

0822000602673100 

4.140 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.006 

1.86 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kuchalwara Kalan 

0824001002905800 

13.021 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

12.917 

3.58 

0.020 

0.11 

0.01 

0.00 

0.00 

0.04 

0.99 

0.76 

0.38 

0.042 

0.53 

0.70 


Kuchalwara Khurd 

0824001002906100 

1.664 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.163 

3.50 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.13 

0.10 

0.25 

0.004 

0.38 

0.49 


Kuhara Khurd 

0822000502650900 

8.504 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.035 

2.43 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Tordi Sagar 

Command 

Phyllite & Schist 

1.513 

2.43 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.05 

0.003 

0.09 

0.11 


Kurasya 

0822000502658100 

6.033 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

6.033 

0.73 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.11 

0.11 

0.17 

0.013 

0.48 

0.47 


Kushalpura 

0822000602661700 

1.448 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

1.448 

1.16 

0.015 

0.02 

0.01 

0.00 

0.00 

0.00 

0.03 

0.03 

0.09 

0.004 

0.47 

0.49 


Kyariya 

0822000502655000 

4.956 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.956 

1.93 

0.015 

0.05 

0.01 

0.00 

0.00 

0.02 

0.17 

0.16 

0.19 

0.011 

0.53 

0.55 


Lachhmipura 

0822000502649800 

4.907 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.090 

-0.55 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.23 

0.18 



0822000502655400 

3.937 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.937 

1.93 

0.015 

0.01 

0.00 

0.00 

0.00 

0.02 

0.10 

0.10 

0.03 

0.009 

0.53 

0.54 


Ladpura 

0822000502653200 

1.529 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.005 

0.87 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Lahan 

0822000402636700 

7.562 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.369 

2.14 

0.120 

0.04 

0.01 

0.00 

0.00 

0.02 

0.37 

0.24 

0.16 

0.004 

0.10 

0.16 






Bisalpur 

Command 

Older Alluvium 

6.193 

2.14 

0.120 

0.18 

0.03 

0.00 

0.00 

0.02 

1.72 

1.11 

0.70 

0.017 

0.46 

0.71 


Lakolai 

0822000602661600 

6.747 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

6.747 

0.82 

0.015 

0.06 

0.01 

0.00 

0.00 

0.01 

0.13 

0.12 

0.20 

0.018 

0.47 

0.48 


Lamba Kalan 

0822000502651800 

12.073 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

12.067 

1.83 

0.015 

0.13 

0.02 

0.00 

0.00 

0.05 

0.39 

0.42 

0.48 

0.027 

0.53 

0.49 


Lank 

0822000202613000 

10.522 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.460 

2.56 

0.020 

0.07 

0.01 

0.00 

0.00 

0.03 

0.52 

0.34 

0.23 

0.026 

0.48 

0.73 






Tordi Sagar 

Command 

Phyllite & Schist 

0.032 

2.56 

0.020 

0.00 

0.00 

0.00 

0.00 

0.03 

-0.03 

-0.02 

0.00 

0.000 

0.00 

0.00 


Laxmipura 

0822000402644200 

6.475 

Fresh 

Bisalpur 

Command 

Older Alluvium 

0.809 

1.39 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.14 

0.03 

0.002 

0.06 

0.06 





Saline 

Bisalpur 

Command 

Older Alluvium 

2.902 

1.39 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.50 

0.48 

0.07 

0.008 

0.22 

0.23 







Command 

Phyllite & Schist 

2.764 

1.39 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.03 

0.008 

0.21 

0.22 


Madhoganj 

0822000502654300 

5.207 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.207 

2.03 

0.015 

0.04 

0.01 

0.00 

0.00 

0.03 

0.16 

0.20 

0.15 

0.012 

0.54 

0.45 


Madhosinghpura @ Daulta 

0822000602662900 

5.854 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.854 

3.38 

0.015 

0.04 

0.01 

0.00 

0.00 

0.05 

0.28 

0.21 

0.16 

0.016 

0.54 

0.70 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Jebariya 

0822000202609500 

0.22 

0.57 

57.82 

0.68 

0.02 

0.70 

0.05 

0.58 

- 

0.0400 

- 

- 

0.015 

0.055 

0.055 

0.758 

0.038 

0.720 

0.349 

48.50 

Safe 



0.14 

0.00 

601.13 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.002 

0.000 

0.002 

0.012 

622.22 

Over Exploited 

Jethalya 

0822000502656200 

0.08 

0.34 

(9.81) 

0.31 

0.02 

0.33 

0.04 

0.54 

- 

0.0100 

- 

- 

0.034 

0.044 

0.044 

0.372 

0.019 

0.354 

0.078 

21.96 

Safe 

Jola 

0822000202606300 

0.22 

0.00 

23,304.00 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.000 

0.001 

0.001 

0.001 

0.000 

0.001 

0.019 

2,071.78 

Over Exploited 



0.14 

0.89 

(24.63) 

0.71 

0.05 

0.76 

0.05 

0.58 

- 

0.1000 

- 

- 

0.028 

0.128 

0.128 

0.885 

0.044 

0.841 

0.913 

108.53 

Over Exploited 

Jooniya 

0822000602666100 

0.15 

0.48 

228.80 

0.58 

0.08 

0.66 

0.03 

0.39 

- 

0.0700 

- 

- 

0.108 

0.178 

0.178 

0.840 

0.042 

0.798 

0.384 

48.11 

Safe 



0.08 

0.02 

426.32 

0.03 

0.00 

0.03 

0.01 

0.11 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.051 

0.003 

0.048 

0.133 

275.79 

Over Exploited 

Kabra 

0822000402645500 

0.14 

0.01 

261.38 

0.01 

- 

0.01 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.019 

0.001 

0.018 

0.051 

280.90 

Over Exploited 

Kakoriya 

0822000602661900 

0.08 

0.01 

168.75 

0.01 

0.01 

0.02 

0.01 

0.10 

- 

0.0100 

- 

- 

0.013 

0.024 

0.024 

0.041 

0.002 

0.039 

0.044 

114.83 

Over Exploited 



0.08 

0.11 

(10.27) 

0.10 

0.02 

0.12 

0.03 

0.41 

- 

0.0300 

- 

- 

0.013 

0.044 

0.044 

0.162 

0.008 

0.154 

0.195 

126.55 

Over Exploited 

Kakraj Kalan 

0822000202609700 

0.22 

0.19 

145.52 

0.23 

0.02 

0.25 

0.04 

0.44 

- 

0.0300 

- 

- 

0.019 

0.049 

0.049 

0.303 

0.015 

0.288 

0.188 

65.23 

Safe 



0.14 

0.02 

40.56 

0.02 

0.02 

0.04 

0.01 

0.17 

- 

0.0100 

- 

- 

0.023 

0.033 

0.033 

0.071 

0.004 

0.067 

0.040 

59.92 

Safe 

Kakraj Khurd 

0822000202609800 

0.22 

0.22 

175.57 

0.26 

0.01 

0.27 

0.04 

0.50 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.305 

0.015 

0.289 

0.179 

61.84 

Safe 

Kalanara 

0822000602663300 

0.08 

0.02 

232.67 

0.02 

0.01 

0.03 

0.01 

0.18 

- 

0.0200 

- 

- 

0.011 

0.031 

0.031 

0.060 

0.003 

0.057 

0.113 

197.01 

Over Exploited 

Kalandarpura 

0822000602671100 

0.08 

0.00 

1,126.57 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

2,980.95 

Over Exploited 

Kalyanpura 

0822000402641500 

0.14 

0.00 

203.17 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.006 

0.000 

0.006 

0.000 

3.89 

Safe 


0822000502654600 

0.08 

0.10 

25.78 

0.12 

0.00 

0.12 

0.05 

0.59 

- 

- 

- 

- 

0.000 

0.001 

0.001 

0.120 

0.006 

0.114 

0.047 

41.25 

Safe 

Kankalwar 

0822000502657200 

0.08 

0.09 

123.02 

0.11 

0.01 

0.12 

0.03 

0.35 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.141 

0.007 

0.134 

0.193 

144.33 

Over Exploited 



0.08 

0.02 

334.73 

0.02 

0.01 

0.03 

0.01 

0.15 

- 

0.0100 

- 

- 

0.018 

0.028 

0.028 

0.061 

0.003 

0.058 

0.088 

150.25 

Over Exploited 



0.08 

0.00 

12,302.10 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.01 

503.81 

0.01 

0.01 

0.02 

0.01 

0.09 

- 

0.0100 

- 

- 

0.018 

0.028 

0.028 

0.047 

0.002 

0.045 

0.052 

116.47 

Over Exploited 

Kanwarawas 

0822000502658000 

0.08 

0.13 

98.00 

0.15 

0.03 

0.19 

0.04 

0.55 

- 

0.0800 

- 

- 

0.006 

0.086 

0.086 

0.272 

0.014 

0.258 

0.755 

292.05 

Over Exploited 

Kanwarpura 

0822000602664900 

0.08 

0.25 

(36.69) 

0.20 

0.01 

0.21 

0.04 

0.47 

- 

0.0100 

- 

- 

0.021 

0.031 

0.031 

0.241 

0.012 

0.229 

0.128 

55.86 

Safe 


0822000602667000 

0.15 

0.00 

11,468.85 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.08 

36.03 

0.09 

0.02 

0.11 

0.03 

0.49 

- 

0.0300 

- 

- 

0.009 

0.039 

0.039 

0.149 

0.007 

0.142 

0.191 

134.50 

Over Exploited 


0822000602670900 

0.08 

0.05 

(12.09) 

0.04 

0.03 

0.07 

0.02 

0.24 

- 

- 

- 

- 

0.042 

0.042 

0.042 

0.111 

0.006 

0.106 

0.049 

46.46 

Safe 



0.08 

0.04 

(6.54) 

0.03 

0.03 

0.06 

0.01 

0.21 

- 

- 

- 

- 

0.042 

0.042 

0.042 

0.105 

0.005 

0.099 

0.040 

40.52 

Safe 

Karimpura 

0822000202606500 

0.14 

0.13 

(57.89) 

0.10 

0.01 

0.11 

0.06 

0.58 

- 

0.0100 

- 

- 

0.014 

0.024 

0.024 

0.134 

0.007 

0.127 

0.086 

67.32 

Safe 


0822000402642300 

0.22 

0.00 

1,087.52 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.010 

839.58 

Over Exploited 



0.14 

0.00 

123.29 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.012 

761.49 

Over Exploited 



0.14 

0.05 

(47.06) 

0.04 

- 

0.04 

0.02 

0.26 

- 

- 

- 

- 

- 

- 

- 

0.040 

0.002 

0.038 

0.034 

88.56 

Semi Critical 

Karola 

0822000402634300 

0.22 

0.00 

5,919.59 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.029 

4,581.55 

Over Exploited 



0.14 

0.00 

635.01 

0.00 

- 

0.00 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.014 

0.067 

481.86 

Over Exploited 

Kerli 

0822000502653900 

0.08 

0.12 

(75.84) 

0.10 

0.01 

0.11 

0.05 

0.60 

- 

- 

- 

- 

0.020 

0.020 

0.020 

0.132 

0.007 

0.125 

0.040 

32.00 

Safe 

Kesarpura 

0824001002905900 

0.04 

0.06 

179.31 

0.07 

0.01 

0.08 

0.05 

0.59 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.105 

0.005 

0.100 

0.165 

165.45 

Over Exploited 

Khareda 

0822000502656400 

0.08 

0.59 

31.71 

0.71 

0.06 

0.77 

0.04 

0.48 

- 

0.0600 

- 

- 

0.062 

0.122 

0.122 

0.897 

0.045 

0.852 

0.549 

64.44 

Safe 



0.08 

0.01 

493.05 

0.02 

0.04 

0.06 

0.01 

0.07 

- 

0.0100 

- 

- 

0.062 

0.072 

0.072 

0.131 

0.007 

0.125 

0.090 

72.03 

Semi Critical 

Khedooliya 

0822000202609900 

0.22 

0.00 

5,542.53 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

2,361.54 

Over Exploited 



0.22 

0.00 

6,770.93 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

2,139.11 

Over Exploited 

Khedoolya Kalan 

0822000502649600 

0.08 

0.01 

- 

0.01 

0.00 

0.01 

0.01 

0.12 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.023 

0.002 

0.020 

0.052 

255.82 

Over Exploited 

Khema Ka Khera 

0824001002905400 

0.04 

0.00 

7,170.34 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

19,542.48 

Over Exploited 

Khera Gaonri 

0822000602662100 

0.08 

0.17 

28.44 

0.20 

0.03 

0.23 

0.04 

0.54 

- 

0.1000 

- 

- 

0.014 

0.114 

0.114 

0.344 

0.017 

0.327 

0.557 

170.32 

Over Exploited 

Kishanpura 

0822000202612200 

0.22 

0.00 

2,312.00 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.020 

621.30 

Over Exploited 


0822000602670600 

0.08 

0.07 

(37.48) 

0.06 

- 

0.06 

0.03 

0.41 

- 

- 

- 

- 

- 

- 

- 

0.056 

0.003 

0.053 

0.048 

90.53 

Critical 



0.08 

0.00 

110.98 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.006 

152.42 

Over Exploited 

Kookar 

0822000502649900 

0.08 

0.30 

- 

0.30 

0.08 

0.38 

0.03 

0.38 

- 

0.1300 

- 

- 

0.066 

0.196 

0.196 

0.580 

0.058 

0.522 

1.157 

221.76 

Over Exploited 

Kotra 

0822000602673100 

0.08 

0.00 

63,826.71 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kuchalwara Kalan 

0824001002905800 

0.04 

0.30 

153.66 

0.36 

0.05 

0.40 

0.05 

0.58 

- 

0.0400 

- 

- 

0.053 

0.093 

0.093 

0.496 

0.025 

0.471 

0.421 

89.30 

Semi Critical 

Kuchalwara Khurd 

0824001002906100 

0.04 

0.02 

433.05 

0.02 

0.01 

0.03 

0.03 

0.41 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.063 

0.003 

0.059 

0.256 

429.92 

Over Exploited 

Kuhara Khurd 

0822000502650900 

0.08 

0.00 

16,971.06 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.01 

372.96 

0.01 

- 

0.01 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.022 

0.053 

241.65 

Over Exploited 

Kurasya 

0822000502658100 

0.08 

0.23 

(53.53) 

0.19 

0.01 

0.20 

0.04 

0.52 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.219 

0.011 

0.208 

0.181 

87.10 

Semi Critical 

Kushalpura 

0822000602661700 

0.08 

0.05 

(41.67) 

0.04 

0.01 

0.06 

0.04 

0.51 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.079 

0.004 

0.075 

0.096 

127.37 

Over Exploited 

Kyariya 

0822000502655000 

0.08 

0.21 

(23.87) 

0.17 

0.03 

0.19 

0.05 

0.57 

- 

0.0300 

- 

- 

0.025 

0.055 

0.055 

0.250 

0.012 

0.237 

0.196 

82.67 

Semi Critical 

Lachhmipura 

0822000502649800 

0.08 

0.04 

- 

0.04 

0.00 

0.04 

0.02 

0.25 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.046 

0.005 

0.042 

0.005 

11.12 

Safe 


0822000502655400 

0.08 

0.17 

(40.18) 

0.13 

0.02 

0.15 

0.04 

0.57 

- 

- 

- 

- 

0.034 

0.034 

0.034 

0.189 

0.009 

0.179 

0.034 

18.83 

Safe 

Ladpura 

0822000502653200 

0.08 

0.00 

13,568.81 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Lahan 

0822000402636700 

0.22 

0.03 

668.30 

0.04 

0.03 

0.06 

0.01 

0.11 

- 

0.0200 

- 

- 

0.025 

0.045 

0.045 

0.108 

0.005 

0.103 

0.160 

155.55 

Over Exploited 



0.22 

0.63 

77.35 

0.75 

0.05 

0.80 

0.04 

0.50 

- 

0.0800 

- 

- 

0.025 

0.105 

0.105 

0.903 

0.045 

0.858 

0.713 

83.13 

Semi Critical 

Lakolai 

0822000602661600 

0.08 

0.25 

(51.55) 

0.20 

0.02 

0.22 

0.04 

0.51 

- 

0.0400 

- 

- 

0.011 

0.051 

0.051 

0.271 

0.014 

0.258 

0.220 

85.52 

Semi Critical 

Lamba Kalan 

0822000502651800 

0.08 

0.51 

(16.94) 

0.42 

0.07 

0.49 

0.04 

0.57 

- 

0.0500 

- 

- 

0.074 

0.124 

0.124 

0.614 

0.031 

0.584 

0.506 

86.66 

Semi Critical 

Lank 

0822000202613000 

0.14 

0.63 

(46.55) 

0.51 

0.04 

0.54 

0.05 

0.52 

- 

0.0400 

- 

- 

0.041 

0.081 

0.081 

0.624 

0.031 

0.593 

0.253 

42.64 

Safe 



0.14 

0.00 

(235,993.13) 

0.00 

0.03 

0.03 

0.00 

0.00 

- 

- 

- 

- 

0.041 

0.041 

0.041 

0.068 

0.003 

0.064 

0.000 

0.13 

Safe 

Laxmipura 

0822000402644200 

0.22 

0.01 

1,172.79 

0.01 

- 

0.01 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.012 

0.031 

254.15 

Over Exploited 



0.22 

0.14 

243.97 

0.17 

- 

0.17 

0.02 

0.23 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.176 

0.009 

0.168 

0.076 

45.31 

Safe 



0.14 

0.08 

2.64 

0.08 

- 

0.08 

0.02 

0.22 

- 

- 

- 

- 

- 

- 

- 

0.082 

0.004 

0.078 

0.036 

45.52 

Safe 

Madhoganj 

0822000502654300 

0.08 

0.23 

(13.25) 

0.20 

0.04 

0.23 

0.05 

0.59 

- 

0.0200 

- 

- 

0.041 

0.061 

0.061 

0.295 

0.015 

0.280 

0.163 

57.98 

Safe 

Madhosinghpura @ Daulta 

0822000602662900 

0.08 

0.25 

(15.16) 

0.21 

0.06 

0.27 

0.05 

0.59 

- 

0.0200 

- 

- 

0.072 

0.093 

0.093 

0.364 

0.018 

0.346 

0.172 

49.65 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Mahadeopura 

0822000502655300 

3.796 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.796 

2.24 

0.015 

0.01 

0.00 

0.00 

0.00 

0.08 

0.06 

0.06 

0.02 

0.008 

0.52 

0.52 


Maharajpura 

0822000602665200 

2.194 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.194 

0.70 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.006 

0.45 

0.42 


Mahmoodganj 

0822000402643200 

8.625 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

8.433 

1.10 

0.020 

0.04 

0.00 

0.00 

0.00 

0.01 

0.22 

0.22 

0.12 

0.023 

0.46 

0.46 


Mahuwa 

0822000402642900 

5.782 

Fresh 

Bisalpur 

Command 

Older Alluvium 

3.838 

1.00 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.49 

0.49 

0.20 

0.010 

0.31 

0.32 







Command 

Phyllite & Schist 

1.944 

1.00 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.06 

0.005 

0.16 

0.16 


Maliyon Ki Jhonpariyan 

0822000402637600 

1.278 

Fresh 

Bisalpur 

Command 

Older Alluvium 

1.278 

1.16 

0.120 

0.14 

0.02 

0.00 

0.00 

0.00 

0.30 

0.23 

0.54 

0.003 

0.53 

0.67 


Markhera 

0822000202612100 

4.725 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.284 

3.49 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.56 

0.35 

0.07 

0.004 

0.15 

0.24 






Mashi 

Command 

Older Alluvium 

2.762 

3.49 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

1.19 

0.75 

0.15 

0.008 

0.33 

0.52 


Mawasipura 

0822000202608800 

5.137 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.608 

2.07 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.02 

0.002 

0.06 

0.12 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.843 

2.07 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.002 

0.08 

0.17 


Mayla Polya 

0824001002906400 

4.964 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.221 

3.03 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.02 

0.03 


Meerganj Sherpur 

0822000402643600 

2.734 

Fresh 

Bisalpur 

Command 

Older Alluvium 

2.592 

1.15 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.40 

0.37 

0.18 

0.007 

0.46 

0.49 







Command 

Phyllite & Schist 

0.142 

1.15 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.03 

0.03 


Meernagar 

0822000402643500 

4.837 

Fresh 

Bisalpur 

Command 

Older Alluvium 

0.900 

0.74 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.02 

0.002 

0.09 

0.09 







Command 

Phyllite & Schist 

1.986 

0.74 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.005 

0.19 

0.20 





Saline 

Bisalpur 

Command 

Phyllite & Schist 

1.950 

0.74 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.005 

0.19 

0.20 


Mehagaov 

0822000499999905 

9.576 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.275 

1.67 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.27 

0.17 

0.05 

0.003 

0.08 

0.12 






Bisalpur 

Command 

Older Alluvium 

2.369 

1.67 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.51 

0.33 

0.10 

0.006 

0.14 

0.21 


Mehandwas 

0822000402637700 

16.045 

Fresh 

Bisalpur 

Command 

Older Alluvium 

9.273 

0.51 

0.120 

0.28 

0.04 

0.00 

0.00 

0.01 

0.80 

0.57 

1.07 

0.025 

0.31 

0.43 







Command 

Phyllite & Schist 

5.508 

0.51 

0.020 

0.09 

0.01 

0.00 

0.00 

0.01 

0.13 

0.09 

0.36 

0.015 

0.19 

0.26 


Modiyala 

0822000502655800 

14.381 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.210 

1.67 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.000 

0.01 

0.01 







Non-command 

Phyllite & Schist 

10.032 

1.67 

0.015 

0.04 

0.00 

0.00 

0.00 

0.03 

0.26 

0.24 

0.12 

0.022 

0.36 

0.39 






Bisalpur 

Command 

Older Alluvium 

3.878 

1.67 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.52 

0.48 

0.05 

0.009 

0.14 

0.15 







Command 

Phyllite & Schist 

0.260 

1.67 

0.015 

0.00 

0.00 

0.00 

0.00 

0.03 

-0.03 

-0.02 

0.00 

0.001 

0.01 

0.01 


Mohammad Nagar 

0822000402637100 

4.199 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.066 

2.53 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.01 

0.01 






Bisalpur 

Command 

Older Alluvium 

4.133 

2.53 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

1.29 

0.90 

0.12 

0.011 

0.53 

0.76 


Molaipura 

0822000499999906 

5.051 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.512 

3.27 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.13 

0.01 

0.001 

0.06 

0.09 






Bisalpur 

Command 

Older Alluvium 

4.539 

3.27 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

1.80 

1.17 

0.08 

0.012 

0.51 

0.78 


Moondiya 

0822000202612500 

4.053 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.206 

2.95 

0.120 

0.04 

0.01 

0.00 

0.00 

0.01 

0.45 

0.28 

0.15 

0.003 

0.16 

0.27 






Mashi 

Command 

Older Alluvium 

2.711 

2.95 

0.120 

0.09 

0.01 

0.00 

0.00 

0.01 

1.03 

0.64 

0.35 

0.007 

0.37 

0.60 


Mor Bhatiyan 

0822000502656000 

13.430 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.295 

1.20 

0.015 

0.01 

0.00 

0.00 

0.00 

0.02 

0.04 

0.04 

0.03 

0.005 

0.08 

0.08 






Bisalpur 

Command 

Older Alluvium 

7.319 

1.20 

0.080 

0.03 

0.00 

0.00 

0.00 

0.01 

0.72 

0.73 

0.09 

0.016 

0.27 

0.26 







Command 

Phyllite & Schist 

3.816 

1.20 

0.015 

0.01 

0.00 

0.00 

0.00 

0.02 

0.06 

0.06 

0.04 

0.008 

0.14 

0.14 


Morda 

0822000502655900 

12.990 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.120 

0.91 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.002 

0.04 

0.05 






Bisalpur 

Command 

Older Alluvium 

11.367 

0.91 

0.080 

0.05 

0.01 

0.00 

0.00 

0.01 

0.86 

0.80 

0.18 

0.025 

0.43 

0.46 







Command 

Phyllite & Schist 

0.503 

0.91 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.02 


Motooka 

0822000402633400 

4.538 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.538 

3.90 

0.020 

0.20 

0.03 

0.00 

0.00 

0.01 

0.51 

0.41 

0.77 

0.012 

0.54 

0.67 


Muglana 

0822000602670300 

9.327 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

0.088 

1.84 

0.015 

0.00 

0.00 

0.00 

0.00 

0.09 

-0.09 

-0.09 

0.01 

0.000 

0.00 

0.00 


Muglani 

0822000602670400 

3.006 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

1.130 

1.95 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.06 

0.15 

0.003 

0.18 

0.18 


Mundiya Khurd 

0822000602664100 

8.563 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.113 

0.58 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

-0.01 

0.00 

0.000 

0.01 

0.01 






Bisalpur 

Command 

Phyllite & Schist 

8.450 

0.58 

0.015 

0.07 

0.01 

0.00 

0.00 

0.01 

0.12 

0.12 

0.24 

0.023 

0.46 

0.46 


Narsinghpura 

0822000602663500 

1.946 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.946 

2.51 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.03 

0.005 

0.50 

0.57 


Nasirpura 

0822000402644900 

2.875 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.351 

1.43 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.01 

0.004 

0.22 

0.23 






Bisalpur 

Command 

Phyllite & Schist 

0.216 

1.43 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.04 

0.04 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.949 

1.43 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.003 

0.16 

0.16 






Bisalpur 

Command 

Phyllite & Schist 

0.360 

1.43 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.06 

0.06 


Nawabpura 

0822000402637400 

3.892 

Fresh 

Bisalpur 

Command 

Older Alluvium 

3.892 

1.42 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.73 

0.52 

0.31 

0.011 

0.54 

0.76 


Nayabas 

0822000502651000 

2.357 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.090 

2.40 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.03 






Tordi Sagar 

Command 

Phyllite & Schist 

1.382 

2.40 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.08 

0.003 

0.30 

0.40 


Nayagaon 

0822000602661500 

2.408 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

2.408 

0.75 

0.015 

0.13 

0.02 

0.00 

0.00 

0.00 

0.14 

0.14 

0.50 

0.007 

0.47 

0.48 


Nayagaon Gothra 

0822000602667500 

12.581 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.427 

1.23 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.05 

0.007 

0.09 

0.08 


Nimola 

0822000402641600 

5.390 

Saline 

Bisalpur 

Command 

Phyllite & Schist 

0.068 

1.65 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Nirwana 

0822000402644100 

7.513 

Fresh 

Bisalpur 

Command 

Older Alluvium 

0.821 

1.33 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.13 

0.04 

0.002 

0.05 

0.06 







Command 

Phyllite & Schist 

6.608 

1.33 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.23 

0.20 

0.20 

0.018 

0.44 

0.49 





Saline 

Bisalpur 

Command 

Phyllite & Schist 

0.084 

1.33 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Niwai Urban 

0822000342203000 

37.795 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.438 

2.62 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.45 

0.56 

0.13 

0.128 

0.02 

0.02 


Niwariya 

0822000602664400 

5.297 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.297 

0.91 

0.015 

0.14 

0.03 

0.00 

0.00 

0.00 

0.18 

0.19 

0.54 

0.014 

0.45 

0.42 


Nondpura 

0822000602666400 

8.662 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

4.730 

1.97 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.17 

0.19 

0.10 

0.013 

0.28 

0.25 







Command 

Gneisses(B.G.C) 

3.932 

1.97 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.16 

0.06 

0.011 

0.23 

0.20 



0822000702684000 

1.531 

Fresh 

Bisalpur 

Command 

Older Alluvium 

0.759 

1.41 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.02 

0.002 

0.25 

0.27 





Saline 

Bisalpur 

Command 

Older Alluvium 

0.772 

1.41 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.01 

0.002 

0.25 

0.27 


Ojhapura 

0822000502653400 

5.942 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.942 

1.06 

0.015 

0.04 

0.00 

0.00 

0.00 

0.02 

0.12 

0.15 

0.16 

0.013 

0.55 

0.42 


Pahari 

0822000302624400 

8.292 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.462 

2.20 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.13 

0.05 

0.002 

0.03 

0.03 


Pa Ira 

0822000402637000 

4.454 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.249 

2.61 

0.120 

0.00 

0.00 

0.00 

0.00 

0.01 

0.07 

0.05 

0.02 

0.001 

0.03 

0.04 







Non-command 

Phyllite & Schist 

0.383 

2.61 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.001 

0.05 

0.07 






Tordi Sagar 

Command 

Older Alluvium 

0.001 

2.61 

0.120 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Phyllite & Schist 

0.060 

2.61 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Bisalpur 

Command 

Older Alluvium 

3.522 

2.61 

0.120 

0.07 

0.01 

0.00 

0.00 

0.01 

1.16 

0.78 

0.28 

0.010 

0.43 

0.63 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Mahadeopura 

0822000502655300 

0.08 

0.16 

(63.90) 

0.13 

0.08 

0.21 

0.04 

0.57 

- 

- 

- 

- 

0.121 

0.121 

0.121 

0.329 

0.016 

0.312 

0.025 

8.14 

Safe 

Maharajpura 

0822000602665200 

0.08 

0.08 

(54.96) 

0.06 

- 

0.06 

0.04 

0.49 

- 

- 

- 

- 

- 

- 

- 

0.064 

0.003 

0.060 

0.023 

37.96 

Safe 

Mahmoodganj 

0822000402643200 

0.14 

0.54 

(60.11) 

0.43 

0.01 

0.44 

0.03 

0.49 

- 

0.0100 

- 

- 

0.014 

0.024 

0.024 

0.466 

0.023 

0.443 

0.145 

32.74 

Safe 

Mahuwa 

0822000402642900 

0.22 

0.27 

85.04 

0.32 

0.01 

0.33 

0.02 

0.34 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.359 

0.018 

0.341 

0.209 

61.38 

Safe 



0.14 

0.04 

34.77 

0.05 

- 

0.05 

0.01 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.062 

0.003 

0.059 

0.062 

105.78 

Over Exploited 

Maliyon Ki Jhonpariyan 

0822000402637600 

0.22 

0.15 

57.76 

0.18 

0.02 

0.20 

0.04 

0.57 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.257 

0.013 

0.244 

0.543 

222.41 

Over Exploited 

Markhera 

0822000202612100 

0.22 

0.04 

721.02 

0.05 

0.00 

0.05 

0.01 

0.17 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.063 

0.003 

0.060 

0.071 

117.97 

Over Exploited 



0.22 

0.20 

277.58 

0.24 

0.01 

0.25 

0.03 

0.36 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.280 

0.014 

0.266 

0.162 

60.71 

Safe 

Mawasipura 

0822000202608800 

0.14 

0.01 

140.32 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.006 

0.018 

271.91 

Over Exploited 



0.14 

0.01 

73.08 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.001 

0.013 

0.001 

0.012 

0.012 

98.56 

Critical 

Mayla Polya 

0824001002906400 

0.04 

0.00 

4,450.80 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.019 

7,184.81 

Over Exploited 

Meerganj Sherpur 

0822000402643600 

0.22 

0.26 

42.68 

0.31 

0.01 

0.32 

0.03 

0.49 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.345 

0.017 

0.328 

0.189 

57.67 

Safe 



0.14 

0.00 

519.79 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.005 

944.92 

Over Exploited 

Meernagar 

0822000402643500 

0.22 

0.02 

402.19 

0.02 

- 

0.02 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.021 

0.001 

0.020 

0.021 

107.54 

Over Exploited 



0.14 

0.05 

(28.98) 

0.04 

- 

0.04 

0.01 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.043 

0.002 

0.041 

0.027 

66.56 

Safe 



0.14 

0.05 

(46.25) 

0.04 

- 

0.04 

0.01 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.042 

0.002 

0.040 

0.015 

38.57 

Safe 

Mehagaov 

0822000499999905 

0.22 

0.02 

719.15 

0.03 

- 

0.03 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.035 

0.002 

0.034 

0.051 

152.88 

Over Exploited 



0.22 

0.07 

119,449.79 

0.09 

- 

0.09 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.097 

0.005 

0.092 

0.104 

113.09 

Over Exploited 

Mehandwas 

0822000402637700 

0.22 

0.64 

(9.90) 

0.57 

0.05 

0.62 

0.03 

0.34 

- 

0.1200 

- 

- 

0.010 

0.130 

0.130 

0.750 

0.037 

0.712 

1.095 

153.73 

Over Exploited 



0.14 

0.14 

(34.82) 

0.11 

0.02 

0.13 

0.02 

0.20 

- 

0.0400 

- 

- 

0.009 

0.050 

0.050 

0.180 

0.009 

0.171 

0.372 

217.33 

Over Exploited 

Modiyala 

0822000502655800 

0.15 

0.00 

9,487.77 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.009 

0.000 

0.008 

0.000 

5.60 

Safe 



0.08 

0.29 

(17.90) 

0.24 

0.03 

0.27 

0.03 

0.39 

- 

0.0100 

- 

- 

0.050 

0.060 

0.060 

0.329 

0.016 

0.313 

0.140 

44.82 

Safe 



0.15 

0.08 

496.88 

0.10 

0.00 

0.10 

0.01 

0.15 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.115 

0.006 

0.109 

0.057 

51.86 

Safe 



0.08 

0.00 

(12,969.20) 

0.00 

0.03 

0.03 

0.00 

0.01 

- 

- 

- 

- 

0.050 

0.050 

0.050 

0.084 

0.004 

0.080 

0.001 

0.72 

Safe 

Mohammad Nagar 

0822000402637100 

0.22 

0.00 

10,763.15 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

6.65 

Safe 



0.22 

0.48 

86.43 

0.58 

0.00 

0.58 

0.05 

0.58 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.603 

0.030 

0.573 

0.126 

22.04 

Safe 

Molaipura 

0822000499999906 

0.22 

0.01 

1,918.89 

0.01 

- 

0.01 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.007 

0.011 

154.55 

Over Exploited 



0.22 

0.51 

130.27 

0.61 

- 

0.61 

0.05 

0.56 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.621 

0.031 

0.590 

0.089 

15.16 

Safe 

Moondiya 

0822000202612500 

0.22 

0.04 

537.50 

0.05 

0.02 

0.07 

0.02 

0.18 

- 

0.0300 

- 

- 

0.009 

0.039 

0.039 

0.107 

0.005 

0.102 

0.157 

154.58 

Over Exploited 



0.22 

0.22 

189.07 

0.26 

0.02 

0.28 

0.04 

0.40 

- 

0.0600 

- 

- 

0.009 

0.069 

0.069 

0.349 

0.017 

0.332 

0.353 

106.56 

Over Exploited 

Mor Bhatiyan 

0822000502656000 

0.08 

0.02 

130.70 

0.02 

0.02 

0.03 

0.01 

0.09 

- 

- 

- 

- 

0.024 

0.024 

0.024 

0.059 

0.003 

0.056 

0.030 

53.70 

Safe 



0.15 

0.29 

149.13 

0.35 

0.01 

0.36 

0.02 

0.28 

- 

0.0100 

- 

- 

0.016 

0.027 

0.027 

0.387 

0.019 

0.367 

0.102 

27.83 

Safe 



0.08 

0.04 

48.58 

0.05 

0.02 

0.07 

0.01 

0.15 

- 

- 

- 

- 

0.024 

0.024 

0.024 

0.091 

0.005 

0.087 

0.050 

58.18 

Safe 

Morda 

0822000502655900 

0.08 

0.00 

523.87 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.004 

0.019 

448.14 

Over Exploited 



0.15 

0.74 

9.15 

0.80 

0.02 

0.82 

0.03 

0.46 

- 

0.0200 

- 

- 

0.017 

0.037 

0.037 

0.862 

0.043 

0.819 

0.207 

25.31 

Safe 



0.08 

0.00 

746.01 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.009 

1,040.93 

Over Exploited 

Motooka 

0822000402633400 

0.14 

0.34 

20.24 

0.41 

0.04 

0.46 

0.05 

0.59 

- 

0.1400 

- 

- 

0.022 

0.162 

0.162 

0.619 

0.031 

0.588 

0.782 

133.11 

Over Exploited 

Muglana 

0822000602670300 

0.08 

0.00 

(287,189.71) 

0.00 

0.09 

0.09 

0.00 

0.00 

- 

- 

- 

- 

0.137 

0.137 

0.137 

0.229 

0.011 

0.217 

0.008 

3.79 

Safe 

Muglani 

0822000602670400 

0.08 

0.02 

280.66 

0.02 

0.01 

0.03 

0.01 

0.19 

- 

0.0300 

- 

- 

0.004 

0.034 

0.034 

0.065 

0.003 

0.062 

0.154 

247.94 

Over Exploited 

Mundiya Khurd 

0822000602664100 

0.08 

0.00 

(20,363.64) 

0.00 

0.01 

0.01 

0.00 

0.01 

- 

- 

- 

- 

0.018 

0.018 

0.018 

0.030 

0.002 

0.029 

0.000 

1.06 

Safe 



0.08 

0.31 

(60.61) 

0.25 

0.02 

0.27 

0.04 

0.50 

- 

0.0300 

- 

- 

0.018 

0.048 

0.048 

0.320 

0.016 

0.304 

0.267 

87.84 

Semi Critical 

Narsinghpura 

0822000602663500 

0.08 

0.08 

(8.19) 

0.07 

0.00 

0.07 

0.04 

0.54 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.074 

0.004 

0.071 

0.030 

42.92 

Safe 

Nasirpura 

0822000402644900 

0.14 

0.04 

(9.73) 

0.04 

- 

0.04 

0.02 

0.24 

- 

- 

- 

- 

- 

- 

- 

0.038 

0.002 

0.036 

0.009 

23.88 

Safe 



0.14 

0.00 

464.71 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

47.80 

Safe 



0.14 

0.02 

28.56 

0.03 

- 

0.03 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.025 

0.001 

0.024 

0.005 

19.24 

Safe 



0.14 

0.00 

238.99 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.003 

0.001 

28.64 

Safe 

Nawabpura 

0822000402637400 

0.22 

0.46 

12.84 

0.52 

0.01 

0.53 

0.05 

0.59 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.563 

0.028 

0.535 

0.316 

59.02 

Safe 

Nayabas 

0822000502651000 

0.08 

0.00 

1,600.52 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

5,096.04 

Over Exploited 



0.08 

0.03 

57.29 

0.04 

- 

0.04 

0.03 

0.33 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.050 

0.003 

0.048 

0.079 

165.53 

Over Exploited 

Nayagaon 

0822000602661500 

0.08 

0.09 

49.29 

0.11 

0.02 

0.13 

0.04 

0.51 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.189 

0.009 

0.180 

0.503 

279.76 

Over Exploited 

Nayagaon Gothra 

0822000602667500 

0.08 

0.02 

207.40 

0.02 

0.00 

0.03 

0.01 

0.10 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.042 

0.002 

0.040 

0.057 

141.06 

Over Exploited 

Nimola 

0822000402641600 

0.14 

0.00 

2,384.17 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nirwana 

0822000402644100 

0.22 

0.01 

1,185.15 

0.01 

- 

0.01 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.011 

0.040 

361.19 

Over Exploited 



0.14 

0.40 

(50.06) 

0.32 

0.01 

0.33 

0.03 

0.47 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.352 

0.018 

0.335 

0.221 

66.04 

Safe 



0.14 

0.00 

3,001.19 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Niwai Urban 

0822000342203000 

0.20 

0.01 

9,215.81 

0.01 

- 

0.01 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.258 

3,788.16 

Over Exploited 

Niwariya 

0822000602664400 

0.08 

0.19 

1.48 

0.19 

0.03 

0.23 

0.04 

0.49 

- 

0.1000 

- 

- 

0.006 

0.106 

0.106 

0.333 

0.017 

0.316 

0.558 

176.42 

Over Exploited 

Nondpura 

0822000602666400 

0.08 

0.11 

81.88 

0.13 

0.00 

0.13 

0.02 

0.30 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.140 

0.007 

0.133 

0.114 

85.77 

Semi Critical 



0.07 

0.06 

142.42 

0.08 

- 

0.08 

0.02 

0.25 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.087 

0.004 

0.083 

0.071 

85.09 

Semi Critical 


0822000702684000 

0.15 

0.03 

214.01 

0.03 

- 

0.03 

0.02 

0.27 

- 

- 

- 

- 

- 

- 

- 

0.034 

0.002 

0.032 

0.026 

81.36 

Semi Critical 



0.15 

0.03 

176.60 

0.03 

- 

0.03 

0.02 

0.27 

- 

- 

- 

- 

- 

- 

- 

0.035 

0.002 

0.033 

0.014 

42.43 

Safe 

Ojhapura 

0822000502653400 

0.08 

0.26 

(42.10) 

0.21 

0.02 

0.23 

0.05 

0.60 

- 

0.0200 

- 

- 

0.028 

0.048 

0.048 

0.277 

0.014 

0.263 

0.173 

65.77 

Safe 

Pahari 

0822000302624400 

0.20 

0.00 

4,618.62 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.013 

0.056 

437.92 

Over Exploited 

Pa Ira 

0822000402637000 

0.22 

0.00 

2,823.09 

0.00 

0.01 

0.01 

0.00 

0.03 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.018 

0.001 

0.017 

0.020 

117.09 

Over Exploited 



0.14 

0.00 

441.06 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.017 

599.24 

Over Exploited 



0.22 

0.00 

########## 

0.00 

0.01 

0.01 

0.00 

0.00 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.016 

0.001 

0.015 

0.000 

0.02 

Safe 



0.14 

0.00 

3,347.68 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.33 

135.91 

0.40 

0.02 

0.41 

0.04 

0.47 

- 

0.0500 

- 

- 

0.009 

0.059 

0.059 

0.474 

0.024 

0.450 

0.291 

64.51 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 







Command 

Phyllite & Schist 

0.239 

2.61 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.03 

0.04 


Palri 

0822000402636400 

6.040 

Fresh 

Bisalpur 

Command 

Older Alluvium 

5.287 

0.34 

0.120 

0.12 

0.02 

0.00 

0.00 

0.02 

0.30 

0.19 

0.45 

0.014 

0.50 

0.76 







Command 

Phyllite & Schist 

0.752 

0.34 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.002 

0.07 

0.11 


Pandrahera 

0822000502650100 

12.042 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.247 

1.69 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.10 

0.09 

0.19 

0.005 

0.09 

0.10 


Panwar 

0822000602663100 

14.283 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

14.283 

3.05 

0.015 

0.35 

0.05 

0.00 

0.00 

0.05 

0.90 

0.74 

1.34 

0.039 

0.51 

0.62 


Pasrotiya 

0822000202611500 

5.781 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.069 

2.51 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.000 

0.01 

0.01 


Pathraj Khurd 

0822000502649500 

7.163 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.318 

-0.27 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.003 

0.09 

0.09 


Peetawas 

0822000202609100 

2.846 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.846 

2.20 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.14 

0.08 

0.06 

0.008 

0.52 

0.95 


Phooleta 

0822000702683500 

13.099 

Fresh 

Bisalpur 

Command 

Older Alluvium 

1.353 

1.83 

0.080 

0.04 

0.01 

0.00 

0.00 

0.00 

0.23 

0.20 

0.16 

0.004 

0.05 

0.06 







Command 

Phyllite & Schist 

0.391 

1.83 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.001 

0.02 

0.02 


Polyara 

0822000602663900 

8.631 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.353 

1.22 

0.015 

0.03 

0.01 

0.00 

0.00 

0.01 

0.07 

0.07 

0.13 

0.009 

0.18 

0.17 






Bisalpur 

Command 

Phyllite & Schist 

5.278 

1.22 

0.015 

0.06 

0.01 

0.00 

0.00 

0.01 

0.13 

0.14 

0.21 

0.014 

0.28 

0.27 


Radhaballabhpura 

0822000502656100 

9.722 

Fresh 

Bisalpur 

Command 

Older Alluvium 

4.452 

1.65 

0.080 

0.04 

0.01 

0.00 

0.00 

0.01 

0.61 

0.62 

0.15 

0.010 

0.22 

0.22 







Command 

Phyllite & Schist 

5.270 

1.65 

0.015 

0.04 

0.01 

0.00 

0.00 

0.01 

0.15 

0.15 

0.15 

0.012 

0.26 

0.26 


Raghunathpura 

0822000402643900 

1.483 

Saline 

Bisalpur 

Command 

Phyllite & Schist 

1.479 

1.43 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.03 

0.004 

0.52 

0.65 


Rahimpura(Dhola Bhata) 

0822000202606600 

3.030 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.030 

2.29 

0.020 

0.02 

0.00 

0.00 

0.00 

0.02 

0.14 

0.08 

0.08 

0.008 

0.51 

0.87 


Rairampura 

0822000202609000 

3.876 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.876 

2.18 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.17 

0.09 

0.04 

0.011 

0.53 

0.93 


Raisinghpura 

0822000502654900 

1.857 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.857 

2.07 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.04 

0.004 

0.53 

0.50 


Rajmahal 

0822000602661400 

19.405 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.752 

1.50 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.002 

0.02 

0.02 






Bisalpur 

Command 

Phyllite & Schist 

6.394 

1.50 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.20 

0.19 

0.26 

0.017 

0.15 

0.16 


Rajnagar 

0822000402644300 

1.718 

Fresh 

Bisalpur 

Command 

Older Alluvium 

0.536 

1.09 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.02 

0.001 

0.15 

0.15 







Command 

Phyllite & Schist 

0.191 

1.09 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.05 

0.06 





Saline 

Bisalpur 

Command 

Older Alluvium 

0.039 

1.09 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 







Command 

Phyllite & Schist 

0.952 

1.09 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.003 

0.27 

0.27 


Rajwas 

0822000302623600 

9.745 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.592 

2.44 

0.100 

0.36 

0.05 

0.00 

0.00 

0.02 

1.90 

2.11 

1.39 

0.023 

0.36 

0.32 







Non-command 

Phyllite & Schist 

0.404 

2.44 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.06 

0.001 

0.02 

0.02 


Ralawata 

0822000502657400 

5.741 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.568 

1.63 

0.015 

0.01 

0.00 

0.00 

0.00 

0.02 

0.05 

0.06 

0.04 

0.006 

0.24 

0.19 






Bisalpur 

Command 

Phyllite & Schist 

0.941 

1.63 

0.015 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

0.00 

0.02 

0.002 

0.09 

0.07 







Command 

Gneisses(B.G.C) 

2.232 

1.63 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.05 

0.07 

0.03 

0.005 

0.21 

0.17 


Ram Niwaspura 

0822000502651400 

4.878 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.878 

2.05 

0.015 

0.01 

0.00 

0.00 

0.00 

0.05 

0.11 

0.09 

0.02 

0.011 

0.52 

0.61 


Rampura 

0822000502657800 

10.176 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.120 

1.74 

0.015 

0.11 

0.02 

0.00 

0.00 

0.00 

0.33 

0.39 

0.43 

0.020 

0.47 

0.39 


Ranipura 

0822000402643100 

2.090 

Fresh 

Bisalpur 

Command 

Older Alluvium 

1.469 

1.61 

0.120 

0.11 

0.02 

0.00 

0.00 

0.00 

0.37 

0.37 

0.42 

0.004 

0.33 

0.33 







Command 

Phyllite & Schist 

0.622 

1.61 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.09 

0.002 

0.14 

0.14 


Ratanpura 

0822000602664500 

2.093 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.093 

1.58 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.07 

0.08 

0.13 

0.006 

0.44 

0.39 


Ratwai 

0822000502652100 

6.945 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.945 

-0.06 

0.015 

0.04 

0.01 

0.00 

0.00 

0.03 

0.00 

0.00 

0.13 

0.015 

0.55 

0.43 


Ratwara 

0822000502654200 

2.904 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.904 

1.80 

0.015 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.06 

0.01 

0.006 

0.55 

0.44 


Rawta 

0822000602661300 

12.296 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.862 

1.78 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.07 

0.17 

0.005 

0.07 

0.08 






Bisalpur 

Command 

Phyllite & Schist 

2.095 

1.78 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.10 

0.09 

0.19 

0.006 

0.08 

0.09 


Saddiqpura 

0822000202610000 

3.816 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.056 

2.55 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.01 

0.01 







Non-command 

Phyllite & Schist 

1.582 

2.55 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.01 

0.004 

0.23 

0.39 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.152 

2.55 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.000 

0.02 

0.04 







Non-command 

Phyllite & Schist 

1.635 

2.55 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.004 

0.23 

0.40 


Safipura 

0822000202606100 

5.166 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.166 

2.21 

0.120 

0.07 

0.01 

0.00 

0.00 

0.01 

1.42 

1.63 

0.28 

0.014 

0.54 

0.47 


Salgyawas 

0822000502657600 

7.065 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.073 

1.71 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.03 

0.005 

0.16 

0.13 







Non-command 

Gneisses(B.G.C) 

1.955 

1.71 

0.015 

0.01 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.03 

0.004 

0.15 

0.12 






Bisalpur 

Command 

Phyllite & Schist 

0.307 

1.71 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.02 







Command 

Gneisses(B.G.C) 

2.730 

1.71 

0.015 

0.01 

0.00 

0.00 

0.00 

0.03 

0.05 

0.06 

0.04 

0.006 

0.21 

0.17 


Sandila 

0822000402643700 

6.966 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

2.801 

1.04 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.09 

0.008 

0.20 

0.24 





Saline 

Bisalpur 

Command 

Phyllite & Schist 

2.825 

1.04 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.04 

0.008 

0.21 

0.25 


Sandla 

0822000502653600 

3.106 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.106 

1.18 

0.015 

0.01 

0.00 

0.00 

0.00 

0.04 

0.03 

0.04 

0.03 

0.007 

0.55 

0.42 


Sangrampura 

0822000602664800 

4.045 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.045 

1.50 

0.015 

0.04 

0.01 

0.00 

0.00 

0.02 

0.10 

0.11 

0.14 

0.011 

0.44 

0.38 


Sankhana 

0822000402644400 

6.903 

Saline 

Bisalpur 

Command 

Phyllite & Schist 

6.903 

1.08 

0.020 

0.06 

0.01 

0.00 

0.00 

0.10 

0.10 

0.10 

0.21 

0.019 

0.47 

0.48 


Santhali 

0822000602664300 

6.996 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.140 

0.32 

0.015 

0.00 

0.00 

0.00 

0.00 

0.02 

-0.02 

-0.02 

0.02 

0.000 

0.01 

0.01 






Bisalpur 

Command 

Phyllite & Schist 

6.856 

0.32 

0.015 

0.18 

0.03 

0.00 

0.00 

0.02 

0.16 

0.16 

0.69 

0.019 

0.46 

0.44 


Sanwatgarh 

0822000602663000 

26.237 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

22.095 

3.55 

0.015 

0.14 

0.02 

0.00 

0.00 

0.00 

1.30 

1.24 

0.48 

0.060 

0.40 

0.42 


Sardara 

0822000602664600 

4.411 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.411 

1.94 

0.015 

0.13 

0.02 

0.00 

0.00 

0.01 

0.23 

0.27 

0.49 

0.012 

0.44 

0.38 


Sardarpura 

0822000402645300 

4.295 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

0.887 

1.47 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.002 

0.11 

0.14 





Saline 

Bisalpur 

Command 

Phyllite & Schist 

3.136 

1.47 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.02 

0.009 

0.38 

0.48 


Saroli 

0822000602666000 

10.469 

Fresh 

Bisalpur 

Command 

Older Alluvium 

7.099 

1.89 

0.080 

0.09 

0.01 

0.00 

0.00 

0.05 

1.10 

1.11 

0.32 

0.019 

0.32 

0.32 







Command 

Phyllite & Schist 

3.370 

1.89 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.13 

0.13 

0.18 

0.009 

0.15 

0.15 


Sarwarbad 

0822000499999907 

8.253 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.752 

3.02 

0.120 

0.02 

0.00 

0.00 

0.00 

0.01 

0.64 

0.42 

0.08 

0.005 

0.12 

0.18 






Bisalpur 

Command 

Older Alluvium 

6.498 

3.02 

0.120 

0.08 

0.01 

0.00 

0.00 

0.01 

2.41 

1.57 

0.31 

0.018 

0.45 

0.69 


Satwara 

0822000602664200 

4.825 

Fresh 

Bisalpur 

Command 

Older Alluvium 

0.467 

0.47 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.001 

0.05 

0.05 







Command 

Phyllite & Schist 

4.357 

0.47 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.08 

0.08 

0.22 

0.012 

0.43 

0.42 


Saulatpura 

0822000402644700 

2.660 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

0.032 

1.35 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 





Saline 

Bisalpur 

Command 

Phyllite & Schist 

2.629 

1.35 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.03 

0.007 

0.47 

0.48 


Sendiyawas 

0822000602663700 

6.873 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.873 

2.55 

0.015 

0.14 

0.02 

0.00 

0.00 

0.02 

0.36 

0.40 

0.54 

0.019 

0.45 

0.40 


Setiwas 

0822000502656300 

4.822 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.275 

2.45 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.05 

0.06 

0.02 

0.003 

0.14 

0.12 





Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.14 

0.00 

776.83 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.012 

1,054.30 

Over Exploited 

Palri 

0822000402636400 

0.22 

0.58 

(66.49) 

0.46 

0.04 

0.50 

0.05 

0.54 

- 

0.0500 

- 

- 

0.032 

0.083 

0.083 

0.585 

0.029 

0.556 

0.460 

82.86 

Semi Critical 



0.14 

0.01 

28.03 

0.01 

0.00 

0.01 

0.01 

0.08 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.010 

0.001 

0.010 

0.034 

349.30 

Over Exploited 

Pandrahera 

0822000502650100 

0.08 

0.02 

453.24 

0.02 

0.01 

0.03 

0.01 

0.10 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.054 

0.003 

0.051 

0.198 

389.26 

Over Exploited 

Panwar 

0822000602663100 

0.08 

0.59 

27.12 

0.70 

0.10 

0.80 

0.05 

0.56 

- 

0.1500 

- 

- 

0.077 

0.227 

0.227 

1.031 

0.052 

0.979 

1.383 

141.18 

Over Exploited 

Pasrotiya 

0822000202611500 

0.22 

0.00 

11,529.53 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

9,534.41 

Over Exploited 

Pathraj Khurd 

0822000502649500 

0.08 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.001 

0.009 

0.045 

502.05 

Over Exploited 

Peetawas 

0822000202609100 

0.14 

0.21 

(63.21) 

0.16 

0.01 

0.17 

0.06 

0.57 

0.02 

0.0100 

- 

- 

0.010 

0.020 

0.043 

0.214 

0.011 

0.203 

0.067 

32.91 

Safe 

Phooleta 

0822000702683500 

0.15 

0.01 

1,762.25 

0.01 

0.01 

0.02 

0.00 

0.06 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.043 

0.002 

0.041 

0.160 

390.51 

Over Exploited 



0.10 

0.00 

3,484.78 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.035 

5,101.36 

Over Exploited 

Polyara 

0822000602663900 

0.08 

0.05 

52.54 

0.06 

0.02 

0.08 

0.02 

0.19 

- 

0.0200 

- 

- 

0.018 

0.038 

0.038 

0.117 

0.006 

0.111 

0.135 

121.79 

Over Exploited 



0.08 

0.12 

19.51 

0.14 

0.02 

0.16 

0.02 

0.30 

- 

0.0400 

- 

- 

0.018 

0.058 

0.058 

0.220 

0.011 

0.209 

0.227 

108.50 

Over Exploited 

Radhaballabhpura 

0822000502656100 

0.15 

0.15 

321.50 

0.18 

0.02 

0.20 

0.02 

0.24 

- 

0.0200 

- 

- 

0.019 

0.039 

0.039 

0.238 

0.012 

0.226 

0.164 

72.43 

Semi Critical 



0.08 

0.11 

39.43 

0.13 

0.02 

0.15 

0.02 

0.28 

- 

0.0200 

- 

- 

0.016 

0.036 

0.036 

0.189 

0.009 

0.180 

0.163 

90.40 

Critical 

Raghunathpura 

0822000402643900 

0.14 

0.11 

(62.54) 

0.09 

0.00 

0.09 

0.04 

0.56 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.090 

0.005 

0.086 

0.029 

33.91 

Safe 

Rahimpura(Dhola Bhata) 

0822000202606600 

0.14 

0.22 

(62.13) 

0.17 

0.02 

0.19 

0.06 

0.57 

0.02 

0.0100 

- 

- 

0.028 

0.038 

0.063 

0.256 

0.013 

0.243 

0.084 

34.72 

Safe 

Rairampura 

0822000202609000 

0.14 

0.29 

(66.91) 

0.23 

0.01 

0.24 

0.06 

0.58 

- 

- 

- 

- 

0.019 

0.019 

0.019 

0.259 

0.013 

0.246 

0.054 

21.75 

Safe 

Raisinghpura 

0822000502654900 

0.08 

0.08 

(15.87) 

0.07 

0.00 

0.07 

0.04 

0.58 

- 

0.0100 

- 

- 

0.007 

0.018 

0.018 

0.089 

0.004 

0.085 

0.046 

54.57 

Safe 

Rajmahal 

0822000602661400 

0.08 

0.00 

194,844.00 

0.00 

- 

0.00 

0.00 

0.02 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.011 

0.036 

337.60 

Over Exploited 



0.08 

0.08 

151.41 

0.09 

0.01 

0.10 

0.01 

0.16 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.152 

0.008 

0.144 

0.277 

192.60 

Over Exploited 

Rajnagar 

0822000402644300 

0.22 

0.02 

339.68 

0.02 

- 

0.02 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.021 

0.001 

0.020 

0.020 

101.97 

Over Exploited 



0.14 

0.00 

188.55 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.006 

340.85 

Over Exploited 



0.22 

0.00 

5,138.97 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.14 

0.04 

(43.09) 

0.03 

- 

0.03 

0.02 

0.28 

- 

- 

- 

- 

- 

- 

- 

0.028 

0.001 

0.027 

0.013 

46.94 

Safe 

Rajwas 

0822000302623600 

0.20 

0.47 

345.25 

0.57 

0.07 

0.64 

0.03 

0.39 

- 

0.1600 

- 

- 

0.027 

0.187 

0.187 

0.823 

0.041 

0.782 

1.416 

181.15 

Over Exploited 



0.12 

0.00 

2,866.19 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.014 

0.001 

0.014 

0.059 

438.47 

Over Exploited 

Ralawata 

0822000502657400 

0.08 

0.05 

28.92 

0.06 

0.02 

0.08 

0.02 

0.27 

- 

- 

- 

- 

0.033 

0.033 

0.033 

0.116 

0.006 

0.110 

0.048 

43.35 

Safe 



0.08 

0.01 

(85.20) 

0.01 

0.02 

0.03 

0.01 

0.10 

- 

- 

- 

- 

0.033 

0.033 

0.033 

0.061 

0.003 

0.058 

0.019 

32.98 

Safe 



0.08 

0.04 

80.92 

0.05 

0.01 

0.06 

0.02 

0.23 

- 

- 

- 

- 

0.016 

0.016 

0.016 

0.073 

0.004 

0.069 

0.039 

56.27 

Safe 

Ram Niwaspura 

0822000502651400 

0.08 

0.20 

(55.97) 

0.16 

0.05 

0.22 

0.05 

0.57 

- 

- 

- 

- 

0.082 

0.082 

0.082 

0.301 

0.015 

0.285 

0.028 

9.75 

Safe 

Rampura 

0822000502657800 

0.08 

0.33 

23,411.32 

0.39 

0.02 

0.41 

0.04 

0.51 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.490 

0.024 

0.465 

0.448 

96.30 

Critical 

Ranipura 

0822000402643100 

0.22 

0.11 

249.85 

0.13 

0.02 

0.15 

0.02 

0.35 

- 

0.0500 

- 

- 

0.002 

0.052 

0.052 

0.201 

0.010 

0.191 

0.426 

223.04 

Over Exploited 



0.14 

0.01 

229.85 

0.01 

- 

0.01 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.025 

0.001 

0.023 

0.095 

405.40 

Over Exploited 

Ratanpura 

0822000602664500 

0.08 

0.07 

3.51 

0.08 

0.01 

0.09 

0.04 

0.48 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.112 

0.006 

0.106 

0.132 

124.09 

Over Exploited 

Ratwai 

0822000502652100 

0.08 

0.31 

- 

0.31 

0.04 

0.34 

0.05 

0.60 

- 

0.0200 

- 

- 

0.042 

0.062 

0.062 

0.405 

0.041 

0.365 

0.149 

40.95 

Safe 

Ratwara 

0822000502654200 

0.08 

0.13 

(51.67) 

0.10 

0.03 

0.13 

0.05 

0.59 

- 

- 

- 

- 

0.044 

0.045 

0.045 

0.176 

0.009 

0.167 

0.014 

8.65 

Safe 

Rawta 

0822000602661300 

0.08 

0.01 

503.07 

0.01 

0.01 

0.02 

0.01 

0.07 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.052 

0.003 

0.050 

0.173 

348.34 

Over Exploited 



0.08 

0.01 

468.03 

0.02 

0.01 

0.03 

0.01 

0.08 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.056 

0.003 

0.053 

0.191 

361.26 

Over Exploited 

Saddiqpura 

0822000202610000 

0.22 

0.00 

10,124.61 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.14 

0.05 

(5.31) 

0.05 

- 

0.05 

0.02 

0.25 

- 

- 

- 

- 

- 

- 

- 

0.047 

0.002 

0.045 

0.009 

20.78 

Safe 



0.22 

0.00 

3,671.38 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.14 

0.05 

(8.55) 

0.05 

- 

0.05 

0.02 

0.26 

- 

- 

- 

- 

- 

- 

- 

0.049 

0.002 

0.046 

0.006 

13.97 

Safe 

Safipura 

0822000202606100 

0.22 

0.61 

165.13 

0.74 

0.02 

0.76 

0.05 

0.59 

- 

0.0500 

- 

- 

0.017 

0.067 

0.067 

0.826 

0.041 

0.785 

0.292 

37.23 

Safe 

Salgyawas 

0822000502657600 

0.08 

0.03 

198.52 

0.03 

0.00 

0.03 

0.01 

0.17 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.032 

0.002 

0.030 

0.039 

128.64 

Over Exploited 



0.08 

0.02 

70.38 

0.03 

0.03 

0.06 

0.01 

0.16 

- 

- 

- 

- 

0.042 

0.042 

0.042 

0.098 

0.005 

0.093 

0.038 

41.20 

Safe 



0.08 

0.00 

1,592.87 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.009 

1,084.05 

Over Exploited 



0.08 

0.05 

41.50 

0.05 

0.03 

0.08 

0.02 

0.23 

- 

- 

- 

- 

0.042 

0.042 

0.042 

0.125 

0.006 

0.118 

0.048 

40.62 

Safe 

Sandila 

0822000402643700 

0.14 

0.08 

(17.63) 

0.07 

- 

0.07 

0.02 

0.22 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.076 

0.004 

0.072 

0.096 

132.83 

Over Exploited 



0.14 

0.08 

(28.83) 

0.06 

- 

0.06 

0.02 

0.22 

- 

- 

- 

- 

- 

- 

- 

0.065 

0.003 

0.062 

0.050 

80.54 

Semi Critical 

Sandla 

0822000502653600 

0.08 

0.14 

(72.65) 

0.11 

0.04 

0.15 

0.05 

0.60 

- 

- 

- 

- 

0.054 

0.054 

0.054 

0.201 

0.010 

0.191 

0.041 

21.43 

Safe 

Sangrampura 

0822000602664800 

0.08 

0.14 

(20.91) 

0.11 

0.03 

0.15 

0.04 

0.48 

- 

0.0200 

- 

- 

0.034 

0.054 

0.054 

0.201 

0.010 

0.191 

0.154 

80.65 

Semi Critical 

Sankhana 

0822000402644400 

0.14 

0.46 

(78.19) 

0.37 

0.11 

0.47 

0.03 

0.51 

- 

0.0200 

- 

- 

0.146 

0.166 

0.166 

0.640 

0.032 

0.608 

0.229 

37.65 

Safe 

Santhali 

0822000602664300 

0.08 

0.00 

(22,494.66) 

0.00 

0.02 

0.02 

0.00 

0.01 

- 

- 

- 

- 

0.035 

0.035 

0.035 

0.058 

0.003 

0.055 

0.017 

31.39 

Safe 



0.08 

0.25 

(34.33) 

0.20 

0.05 

0.25 

0.04 

0.49 

- 

0.0800 

- 

- 

0.035 

0.115 

0.115 

0.369 

0.018 

0.351 

0.705 

200.95 

Over Exploited 

Sanwatgarh 

0822000602663000 

0.08 

0.71 

75.70 

0.85 

0.02 

0.87 

0.03 

0.43 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.916 

0.046 

0.871 

0.544 

62.46 

Safe 

Sardara 

0822000602664600 

0.08 

0.15 

73.74 

0.19 

0.03 

0.21 

0.04 

0.48 

- 

0.0500 

- 

- 

0.009 

0.059 

0.059 

0.270 

0.014 

0.257 

0.499 

194.46 

Over Exploited 

Sardarpura 

0822000402645300 

0.14 

0.01 

55.06 

0.02 

- 

0.02 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.016 

0.001 

0.015 

0.007 

48.77 

Safe 



0.14 

0.17 

(51.25) 

0.13 

- 

0.13 

0.03 

0.41 

- 

- 

- 

- 

- 

- 

- 

0.133 

0.007 

0.127 

0.025 

19.38 

Safe 

Saroli 

0822000602666000 

0.15 

0.34 

225.28 

0.41 

0.06 

0.47 

0.02 

0.34 

- 

0.0600 

- 

- 

0.080 

0.140 

0.140 

0.614 

0.031 

0.583 

0.336 

57.68 

Safe 



0.08 

0.04 

227.77 

0.05 

0.01 

0.06 

0.01 

0.16 

- 

0.0300 

- 

- 

0.004 

0.034 

0.034 

0.095 

0.005 

0.090 

0.185 

204.81 

Over Exploited 

Sarwarbad 

0822000499999907 

0.22 

0.05 

800.24 

0.06 

0.01 

0.07 

0.01 

0.13 

- 

0.0100 

- 

- 

0.019 

0.029 

0.029 

0.097 

0.005 

0.092 

0.084 

91.21 

Critical 



0.22 

0.64 

145.72 

0.77 

0.02 

0.79 

0.04 

0.49 

- 

0.0600 

- 

- 

0.019 

0.079 

0.079 

0.867 

0.043 

0.824 

0.323 

39.17 

Safe 

Satwara 

0822000602664200 

0.15 

0.00 

773.52 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.023 

634.35 

Over Exploited 



0.08 

0.15 

(44.98) 

0.12 

0.01 

0.13 

0.03 

0.46 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.149 

0.007 

0.142 

0.230 

161.91 

Over Exploited 

Saulatpura 

0822000402644700 

0.14 

0.00 

3,506.12 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.14 

0.17 

(53.71) 

0.14 

- 

0.14 

0.03 

0.50 

- 

- 

- 

- 

- 

- 

- 

0.138 

0.007 

0.131 

0.037 

28.30 

Safe 

Sendiyawas 

0822000602663700 

0.08 

0.25 

62.24 

0.29 

0.04 

0.34 

0.04 

0.48 

- 

0.0600 

- 

- 

0.035 

0.095 

0.095 

0.432 

0.022 

0.410 

0.557 

135.67 

Over Exploited 

Setiwas 

0822000502656300 

0.08 

0.01 

289.84 

0.02 

0.01 

0.03 

0.01 

0.15 

- 

- 

- 

- 

0.015 

0.015 

0.015 

0.042 

0.002 

0.040 

0.020 

49.97 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 







Non-command 

Gneisses(B.G.C) 

0.020 

2.45 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Bisalpur 

Command 

Phyllite & Schist 

3.364 

2.45 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.12 

0.15 

0.05 

0.007 

0.37 

0.31 







Command 

Gneisses(B.G.C) 

0.162 

2.45 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.000 

0.02 

0.01 


Sevarampura 

0822000499999908 

6.568 

Fresh 

Bisalpur 

Command 

Older Alluvium 

6.568 

1.44 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

1.16 

0.76 

0.10 

0.018 

0.57 

0.87 


Shahdatabad 

082200040264340C 

0.585 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

0.035 

0.75 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.03 





Saline 

Bisalpur 

Command 

Phyllite & Schist 

0.550 

0.75 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.002 

0.44 

0.45 


Shaidbad 

0822000499999909 

6.961 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.718 

2.37 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.80 

0.52 

0.12 

0.007 

0.22 

0.34 






Bisalpur 

Command 

Older Alluvium 

4.165 

2.37 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

1.22 

0.80 

0.18 

0.011 

0.34 

0.52 


Shakurpura 

0822000499999910 

5.509 

Fresh 

Bisalpur 

Command 

Older Alluvium 

3.149 

1.38 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.56 

0.37 

0.13 

0.009 

0.32 

0.50 


Shree Nagar 

0822000602665100 

2.632 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.626 

0.71 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.03 

0.03 

0.03 

0.007 

0.45 

0.42 






Bisalpur 

Command 

Phyllite & Schist 

0.007 

0.71 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

-0.01 

0.00 

0.000 

0.00 

0.00 


Shri Ramnagar 

0822000502656900 

3.449 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.449 

2.65 

0.015 

0.02 

0.00 

0.00 

0.00 

0.03 

0.13 

0.16 

0.07 

0.008 

0.55 

0.43 


Shrinagar 

0822000202608900 

3.029 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.833 

2.21 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.02 

0.005 

0.32 

0.59 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.196 

2.21 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.01 

0.003 

0.21 

0.38 


Shyampura 

0822000702684100 

2.903 

Fresh 

Bisalpur 

Command 

Older Alluvium 

1.934 

1.43 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.24 

0.22 

0.08 

0.005 

0.33 

0.36 





Saline 

Bisalpur 

Command 

Older Alluvium 

0.918 

1.43 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.11 

0.02 

0.002 

0.16 

0.17 







Command 

Phyllite & Schist 

0.052 

1.43 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Shyosinghpura @ Keriya 

0822000302622300 

4.269 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.883 

2.37 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.24 

0.29 

0.14 

0.003 

0.11 

0.09 


Sirohi 

0822000602663800 

12.007 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.238 

1.82 

0.015 

0.04 

0.01 

0.00 

0.00 

0.02 

0.27 

0.26 

0.15 

0.025 

0.36 

0.36 






Bisalpur 

Command 

Phyllite & Schist 

2.769 

1.82 

0.015 

0.01 

0.00 

0.00 

0.00 

0.02 

0.07 

0.07 

0.04 

0.007 

0.11 

0.11 


Sitarampura 

0822000502649400 

5.076 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.228 

-0.33 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.02 


Sohela 

0822000202609300 

21.542 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.417 

3.21 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

1.76 

1.24 

0.26 

0.012 

0.11 

0.16 







Non-command 

Phyllite & Schist 

12.313 

3.21 

0.020 

0.11 

0.02 

0.00 

0.00 

0.00 

0.88 

0.62 

0.41 

0.034 

0.32 

0.45 


Sonwa 

0822000402636300 

22.250 

Fresh 

Bisalpur 

Command 

Older Alluvium 

0.580 

1.37 

0.120 

0.01 

0.00 

0.00 

0.00 

0.24 

-0.13 

-0.09 

0.03 

0.002 

0.01 

0.02 







Command 

Phyllite & Schist 

0.320 

1.37 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 


Sukhniwaspura 

0822000502651500 

1.639 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.638 

2.17 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.09 

0.004 

0.52 

0.60 






Tordi Sagar 

Command 

Phyllite & Schist 

0.000 

2.17 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Takholi 

0822000402645200 

9.844 

Fresh 

Bisalpur 

Command 

Older Alluvium 

1.468 

1.41 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.27 

0.24 

0.07 

0.004 

0.07 

0.08 







Command 

Phyllite & Schist 

8.293 

1.41 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.28 

0.25 

0.22 

0.023 

0.42 

0.48 





Saline 

Bisalpur 

Command 

Older Alluvium 

0.083 

1.41 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Talibpura 

0822000402637200 

2.458 

Fresh 

Bisalpur 

Command 

Older Alluvium 

2.458 

2.20 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.73 

0.52 

0.36 

0.007 

0.54 

0.76 


Teekar 

0824001002906000 

12.418 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.522 

4.09 

0.020 

0.24 

0.03 

0.00 

0.00 

0.00 

0.99 

0.79 

0.91 

0.031 

0.40 

0.51 


Thada 

0822000402637300 

1.969 

Fresh 

Bisalpur 

Command 

Older Alluvium 

1.969 

1.50 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.39 

0.26 

0.19 

0.005 

0.56 

0.85 


Thali 

0822000402643300 

10.248 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

9.929 

0.84 

0.020 

0.13 

0.02 

0.00 

0.00 

0.00 

0.28 

0.28 

0.48 

0.027 

0.46 

0.46 





Saline 

Bisalpur 

Command 

Phyllite & Schist 

0.318 

0.84 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.01 


Thatha 

0822000502657300 

4.539 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.358 

1.83 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.04 

0.003 

0.16 

0.13 






Bisalpur 

Command 

Phyllite & Schist 

0.609 

1.83 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.001 

0.07 

0.06 







Command 

Gneisses(B.G.C) 

2.572 

1.83 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.08 

0.11 

0.08 

0.006 

0.31 

0.24 


Todaraisingh (Rural) 

0822000502653100 

4.462 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.197 

1.34 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.13 

0.000 

0.02 

0.02 


Todaraisingh Urban 

0822000542205000 

31.231 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

15.475 

0.59 

0.015 

0.21 

0.01 

0.00 

0.00 

0.03 

0.30 

0.40 

0.18 

0.515 

0.27 

0.21 


Tonk Urban 

0822000442204000 

31.073 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.561 

2.40 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.24 

0.16 

0.09 

0.184 

0.01 

0.02 






Bisalpur 

Command 

Older Alluvium 

16.614 

2.40 

0.120 

2.43 

0.10 

0.00 

0.00 

0.00 

7.11 

4.65 

2.55 

5.464 

0.30 

0.47 


Um 

0822000402645400 

9.062 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

4.582 

1.55 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.19 

0.15 

0.22 

0.013 

0.26 

0.33 





Saline 

Bisalpur 

Command 

Phyllite & Schist 

2.257 

1.55 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.05 

0.006 

0.13 

0.16 


Uncha 

0824001002905500 

6.725 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.760 

3.60 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.07 

0.06 

0.10 

0.002 

0.06 

0.08 


Usmanpura 

0822000402637800 

4.500 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

1.902 

0.14 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.005 

0.24 

0.36 



0822000402637900 

2.132 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

0.010 

0.16 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Vijai Garh 

0822000602665700 

4.801 

Fresh 

Bisalpur 

Command 

Older Alluvium 

2.339 

0.09 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.12 

0.006 

0.23 

0.22 







Command 

Phyllite & Schist 

2.462 

0.09 

0.015 

0.04 

0.01 

0.00 

0.00 

0.01 

0.02 

0.02 

0.13 

0.007 

0.24 

0.24 


Vijaipura 

0822000302623900 

1.141 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.700 

2.34 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.19 

0.23 

0.10 

0.002 

0.33 

0.28 


Wazeerpura Kalan 

0822000402645100 

2.667 

Saline 

Bisalpur 

Command 

Older Alluvium 

0.055 

1.40 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 







Command 

Phyllite & Schist 

2.612 

1.40 

0.020 

0.01 

0.00 

0.00 

0.00 

0.02 

0.07 

0.06 

0.04 

0.007 

0.47 

0.49 


Wazeerpura Khurd 

0822000402645000 

2.738 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.307 

1.42 

0.020 

0.00 

0.00 

0.00 

0.00 

0.03 

-0.02 

-0.02 

0.00 

0.001 

0.05 

0.06 






Bisalpur 

Command 

Phyllite & Schist 

2.431 

1.42 

0.020 

0.01 

0.00 

0.00 

0.00 

0.03 

0.05 

0.05 

0.03 

0.007 

0.43 

0.44 


Wazzerpura 

0822000499999911 

5.095 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.570 

2.13 

0.120 

0.01 

0.00 

0.00 

0.00 

0.01 

0.15 

0.10 

0.05 

0.002 

0.06 

0.10 






Bisalpur 

Command 

Older Alluvium 

4.525 

2.13 

0.120 

0.11 

0.02 

0.00 

0.00 

0.01 

1.24 

0.80 

0.42 

0.012 

0.50 

0.77 


Yaminpura 

0822000202608700 

1.970 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.387 

2.11 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.10 

0.21 


Yusufganj @ Ramnagar 

0822000402641400 

4.019 

Saline 

Bisalpur 

Command 

Phyllite & Schist 

0.759 

2.09 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.01 

0.002 

0.10 

0.14 

07001002 

Abhaipur 

0810000501306200 

4.678 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.395 

2.38 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.08 

0.005 

0.17 

0.19 


Ahamadpura Chauki 

0822000402639800 

6.237 

Fresh 

Bisalpur 

Command 

Older Alluvium 

4.863 

2.27 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

1.38 

1.01 

0.21 

0.013 

0.43 

0.59 







Command 

Phyllite & Schist 

1.374 

2.27 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.03 

0.004 

0.12 

0.17 


Ahmadnagar 

0822000402642100 

1.529 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

0.323 

0.65 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.11 

0.15 


Alimpura 

0822000402638100 

4.311 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

3.457 

0.38 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.09 

0.009 

0.44 

0.62 


Allapura 

0822000402638500 

6.961 

Fresh 

Bisalpur 

Command 

Older Alluvium 

6.190 

3.84 

0.120 

0.04 

0.01 

0.00 

0.00 

0.06 

2.82 

1.87 

0.14 

0.017 

0.50 

0.76 







Command 

Phyllite & Schist 

0.771 

3.84 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.01 

0.002 

0.06 

0.09 


Arniya Neel 

0822000402642200 

7.546 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

0.013 

0.75 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Arniya Tiwari 

0822000402635500 

4.642 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.533 

1.08 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.03 

0.001 

0.06 

0.09 






Bisalpur 

Command 

Older Alluvium 

4.109 

1.08 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.58 

0.40 

0.24 

0.011 

0.50 

0.73 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.08 

0.00 

(11,145.88) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

1.80 

Safe 



0.08 

0.10 

47.63 

0.12 

0.01 

0.13 

0.03 

0.40 

- 

0.0100 

- 

- 

0.015 

0.025 

0.025 

0.154 

0.008 

0.146 

0.057 

39.40 

Safe 



0.08 

0.00 

2,429.89 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

12.98 

Safe 

Sevarampura 

0822000499999908 

0.22 

0.82 

(7.55) 

0.76 

0.00 

0.76 

0.05 

0.62 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.772 

0.039 

0.733 

0.114 

15.54 

Safe 

Shahdatabad 

0822000402643400 

0.14 

0.00 

260.08 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.14 

0.03 

(46.65) 

0.03 

- 

0.03 

0.03 

0.47 

- 

- 

- 

- 

- 

- 

- 

0.027 

0.001 

0.026 

0.045 

171.63 

Over Exploited 

Shaidbad 

0822000499999909 

0.22 

0.13 

295.85 

0.16 

- 

0.16 

0.02 

0.24 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.169 

0.008 

0.160 

0.125 

78.29 

Semi Critical 



0.22 

0.31 

42,345.27 

0.37 

0.01 

0.38 

0.03 

0.37 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.398 

0.020 

0.378 

0.186 

49.25 

Safe 

Shakurpura 

0822000499999910 

0.22 

0.23 

62.22 

0.27 

0.00 

0.27 

0.03 

0.35 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.286 

0.014 

0.272 

0.139 

50.94 

Safe 

Shree Nagar 

0822000602665100 

0.08 

0.09 

(70.90) 

0.08 

0.01 

0.09 

0.04 

0.49 

- 

0.0100 

- 

- 

0.018 

0.028 

0.028 

0.117 

0.006 

0.111 

0.041 

37.13 

Safe 



0.08 

0.00 

########## 

0.00 

0.01 

0.01 

0.00 

0.00 

- 

- 

- 

- 

0.018 

0.018 

0.018 

0.031 

0.002 

0.029 

0.000 

0.06 

Safe 

Shri Ramnagar 

0822000502656900 

0.08 

0.15 

7.51 

0.16 

0.03 

0.19 

0.05 

0.60 

- 

0.0100 

- 

- 

0.045 

0.055 

0.055 

0.247 

0.012 

0.235 

0.075 

31.76 

Safe 

Shrinagar 

0822000202608900 

0.14 

0.08 

(39.86) 

0.07 

- 

0.07 

0.03 

0.35 

- 

- 

- 

- 

- 

- 

- 

0.065 

0.003 

0.062 

0.021 

33.92 

Safe 



0.14 

0.03 

(17.75) 

0.03 

- 

0.03 

0.02 

0.23 

- 

- 

- 

- 

- 

- 

- 

0.029 

0.001 

0.027 

0.008 

30.52 

Safe 

Shyampura 

0822000702684100 

0.15 

0.10 

132.87 

0.12 

- 

0.12 

0.03 

0.36 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.125 

0.006 

0.119 

0.089 

74.79 

Semi Critical 



0.15 

0.02 

393.34 

0.03 

- 

0.03 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.026 

0.001 

0.025 

0.020 

82.77 

Semi Critical 



0.10 

0.00 

2,896.78 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Shyosinghpura @ Keriya 

0822000302622300 

0.20 

0.02 

1,368.08 

0.02 

0.01 

0.04 

0.01 

0.12 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.057 

0.003 

0.054 

0.143 

262.82 

Over Exploited 

Sirohi 

0822000602663800 

0.08 

0.26 

0.08 

0.26 

0.03 

0.29 

0.03 

0.39 

- 

0.0300 

- 

- 

0.025 

0.055 

0.055 

0.346 

0.017 

0.329 

0.170 

51.69 

Safe 



0.08 

0.02 

189.50 

0.03 

0.02 

0.05 

0.01 

0.12 

- 

0.0100 

- 

- 

0.025 

0.035 

0.035 

0.080 

0.004 

0.076 

0.049 

65.24 

Safe 

Sitarampura 

0822000502649400 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Sohela 

0822000202609300 

0.22 

0.11 

546,920.59 

0.13 

0.01 

0.14 

0.01 

0.12 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.172 

0.009 

0.163 

0.271 

166.04 

Over Exploited 



0.14 

0.54 

208,375.68 

0.62 

0.02 

0.64 

0.03 

0.35 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.688 

0.034 

0.654 

0.446 

68.15 

Safe 

Sonwa 

0822000402636300 

0.22 

0.00 

(4,760.47) 

0.00 

0.24 

0.24 

0.00 

0.02 

- 

- 

- 

- 

0.357 

0.357 

0.357 

0.597 

0.030 

0.567 

0.031 

5.40 

Safe 



0.14 

0.00 

559.52 

0.00 

0.01 

0.01 

0.00 

0.01 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.013 

0.001 

0.012 

0.012 

95.17 

Critical 

Sukhniwaspura 

0822000502651500 

0.08 

0.07 

(10.31) 

0.06 

0.00 

0.06 

0.05 

0.57 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.087 

0.004 

0.083 

0.096 

115.76 

Over Exploited 



0.08 

0.00 

########## 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.006 

0.000 

0.005 

0.000 

0.00 

Safe 

Takholi 

0822000402645200 

0.22 

0.02 

884.69 

0.03 

- 

0.03 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.039 

0.002 

0.037 

0.071 

191.75 

Over Exploited 



0.14 

0.49 

(48.71) 

0.39 

0.01 

0.40 

0.03 

0.46 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.422 

0.021 

0.401 

0.242 

60.24 

Safe 



0.22 

0.00 

16,150.12 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Talibpura 

0822000402637200 

0.22 

0.29 

77.76 

0.35 

0.01 

0.36 

0.05 

0.59 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.402 

0.020 

0.382 

0.367 

96.00 

Critical 

Teekar 

0824001002906000 

0.04 

0.17 

373.58 

0.20 

0.03 

0.23 

0.04 

0.44 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.329 

0.016 

0.312 

0.942 

301.42 

Over Exploited 

Thada 

0822000402637300 

0.22 

0.24 

6.23 

0.26 

0.01 

0.27 

0.05 

0.61 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.293 

0.015 

0.278 

0.190 

68.44 

Safe 

Thali 

0822000402643300 

0.14 

0.63 

(56.31) 

0.51 

0.02 

0.53 

0.03 

0.49 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.576 

0.029 

0.547 

0.506 

92.46 

Critical 



0.14 

0.00 

715.07 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.008 

1,061.54 

Over Exploited 

Thatha 

0822000502657300 

0.08 

0.02 

204.93 

0.02 

0.00 

0.03 

0.01 

0.18 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.033 

0.002 

0.031 

0.045 

144.09 

Over Exploited 



0.08 

0.00 

330.09 

0.00 

0.00 

0.01 

0.01 

0.08 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.016 

0.001 

0.015 

0.018 

121.46 

Over Exploited 



0.08 

0.06 

65.59 

0.08 

0.01 

0.08 

0.03 

0.33 

- 

0.0100 

- 

- 

0.011 

0.021 

0.021 

0.105 

0.005 

0.100 

0.090 

90.00 

Critical 

Todaraisingh (Rural) 

0822000502653100 

0.08 

0.00 

11,462.89 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.010 

0.001 

0.010 

0.126 

1,272.17 

Over Exploited 

Todaraisingh Urban 

0822000542205000 

0.08 

0.34 

16.74 

0.40 

0.04 

0.44 

0.02 

0.30 

- 

0.0200 

- 

- 

0.051 

0.071 

0.071 

0.512 

0.026 

0.487 

0.691 

142.07 

Over Exploited 

Tonk Urban 

0822000442204000 

0.22 

0.00 

12,371.57 

0.00 

- 

0.00 

0.00 

0.01 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.022 

0.001 

0.020 

0.273 

1,337.38 

Over Exploited 



0.22 

1.11 

148,308.62 

1.33 

0.10 

1.43 

0.03 

0.33 

- 

0.4800 

- 

- 

- 

0.480 

0.480 

1.908 

0.095 

1.812 

8.010 

442.00 

Over Exploited 

Um 

0822000402645400 

0.14 

0.17 

(8.25) 

0.15 

0.01 

0.16 

0.02 

0.29 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.195 

0.010 

0.185 

0.236 

127.20 

Over Exploited 



0.14 

0.04 

57.44 

0.05 

- 

0.05 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.059 

0.003 

0.056 

0.054 

96.37 

Critical 

Uncha 

0824001002905500 

0.04 

0.00 

2,786.58 

0.00 

0.01 

0.01 

0.01 

0.07 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.032 

0.002 

0.031 

0.100 

326.53 

Over Exploited 

Usmanpura 

0822000402637800 

0.14 

0.06 

(98.41) 

0.05 

0.00 

0.05 

0.02 

0.26 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.060 

0.003 

0.057 

0.016 

28.62 

Safe 


0822000402637900 

0.14 

0.00 

(12,435.30) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

1.48 

Safe 

Vijai Garh 

0822000602665700 

0.15 

0.08 

(40.02) 

0.06 

- 

0.06 

0.02 

0.25 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.075 

0.004 

0.071 

0.121 

171.29 

Over Exploited 



0.08 

0.05 

(49.06) 

0.04 

0.02 

0.06 

0.02 

0.26 

- 

0.0200 

- 

- 

0.015 

0.035 

0.035 

0.092 

0.005 

0.088 

0.141 

160.09 

Over Exploited 

Vijaipura 

0822000302623900 

0.20 

0.05 

399.51 

0.06 

0.00 

0.06 

0.03 

0.36 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.077 

0.004 

0.073 

0.099 

136.01 

Over Exploited 

Wazeerpura Kalan 

0822000402645100 

0.22 

0.00 

7,167.24 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.14 

0.17 

(62.64) 

0.14 

0.02 

0.15 

0.03 

0.51 

- 

- 

- 

- 

0.024 

0.024 

0.024 

0.179 

0.009 

0.170 

0.042 

24.80 

Safe 

Wazeerpura Khurd 

0822000402645000 

0.14 

0.00 

(849.55) 

0.00 

0.03 

0.03 

0.00 

0.06 

- 

- 

- 

- 

0.040 

0.040 

0.040 

0.068 

0.003 

0.065 

0.003 

4.37 

Safe 



0.14 

0.15 

(65.05) 

0.12 

0.03 

0.14 

0.03 

0.46 

- 

- 

- 

- 

0.040 

0.040 

0.040 

0.183 

0.009 

0.174 

0.039 

22.20 

Safe 

Wazzerpura 

0822000499999911 

0.22 

0.01 

1,120.47 

0.01 

0.01 

0.02 

0.01 

0.07 

- 

0.0100 

- 

- 

0.009 

0.019 

0.019 

0.035 

0.002 

0.033 

0.050 

148.19 

Over Exploited 



0.22 

0.50 

60.77 

0.60 

0.03 

0.63 

0.05 

0.55 

- 

0.0500 

- 

- 

0.009 

0.059 

0.059 

0.686 

0.034 

0.651 

0.432 

66.38 

Safe 

Yaminpura 

0822000202608700 

0.14 

0.01 

45.10 

0.01 

- 

0.01 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.006 

88.93 

Semi Critical 

Yusufganj @ Ramnagar 

0822000402641400 

0.14 

0.01 

36.92 

0.01 

0.01 

0.02 

0.01 

0.11 

- 

- 

- 

- 

0.018 

0.018 

0.018 

0.043 

0.002 

0.041 

0.012 

29.52 

Safe 

Abhaipur 

0810000501306200 

0.10 

0.02 

283.96 

0.03 

- 

0.03 

0.02 

0.19 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.041 

0.002 

0.039 

0.084 

214.31 

Over Exploited 

Ahamadpura Chauki 

0822000402639800 

0.22 

0.46 

117.61 

0.56 

0.01 

0.57 

0.04 

0.48 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.593 

0.030 

0.563 

0.219 

38.93 

Safe 



0.14 

0.02 

124.12 

0.03 

0.00 

0.03 

0.01 

0.14 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.030 

0.001 

0.028 

0.036 

126.09 

Over Exploited 

Ahmadnagar 

0822000402642100 

0.14 

0.01 

98.58 

0.01 

0.00 

0.01 

0.01 

0.12 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.008 

0.000 

0.007 

0.023 

311.24 

Over Exploited 

Alimpura 

0822000402638100 

0.14 

0.21 

(81.84) 

0.17 

0.00 

0.17 

0.04 

0.48 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.184 

0.009 

0.174 

0.097 

55.89 

Safe 

Allapura 

0822000402638500 

0.22 

0.68 

173.87 

0.82 

0.07 

0.89 

0.05 

0.55 

- 

0.0200 

- 

- 

0.093 

0.113 

0.113 

1.005 

0.050 

0.954 

0.154 

16.13 

Safe 



0.14 

0.01 

472.56 

0.01 

0.00 

0.01 

0.01 

0.07 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.011 

0.001 

0.010 

0.013 

127.91 

Over Exploited 

Arniya Neel 

0822000402642200 

0.14 

0.00 

12,039.81 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Arniya Tiwari 

0822000402635500 

0.22 

0.01 

613.15 

0.01 

- 

0.01 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.009 

0.030 

352.81 

Over Exploited 



0.22 

0.45 

(11.57) 

0.40 

0.01 

0.41 

0.05 

0.54 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.438 

0.022 

0.416 

0.246 

59.19 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Arniyakedar 

082200040263540C 

7.725 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.047 

1.21 

0.120 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

0.00 

0.01 

0.000 

0.00 

0.00 






Bisalpur 

Command 

Older Alluvium 

7.678 

1.21 

0.120 

0.24 

0.03 

0.00 

0.00 

0.01 

1.31 

0.92 

0.91 

0.021 

0.56 

0.79 


Arniyamal 

0822000402638400 

12.634 

Fresh 

Bisalpur 

Command 

Older Alluvium 

1.279 

3.36 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.53 

0.36 

0.05 

0.003 

0.06 

0.08 







Command 

Phyllite & Schist 

11.325 

3.36 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.83 

0.57 

0.27 

0.031 

0.50 

0.73 





Saline 

Bisalpur 

Command 

Phyllite & Schist 

0.030 

3.36 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bageena 

0810000501307300 

13.293 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.863 

1.98 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.58 

0.51 

0.15 

0.037 

0.46 

0.53 


Balapura 

0822000402639600 

1.508 

Fresh 

Bisalpur 

Command 

Older Alluvium 

1.508 

1.49 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.29 

0.21 

0.08 

0.004 

0.56 

0.77 


Bamor 

0822000402638900 

18.935 

Fresh 

Bisalpur 

Command 

Older Alluvium 

12.462 

0.30 

0.120 

0.30 

0.07 

0.00 

0.00 

0.02 

0.66 

0.43 

1.14 

0.034 

0.37 

0.57 







Command 

Phyllite & Schist 

6.473 

0.30 

0.020 

0.09 

0.02 

0.00 

0.00 

0.04 

0.07 

0.05 

0.34 

0.018 

0.19 

0.29 


Banderiya 

0810000501307200 

6.226 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.828 

1.74 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.17 

0.06 

0.003 

0.08 

0.09 







Non-command 

Phyllite & Schist 

2.208 

1.74 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.11 

0.12 

0.007 

0.20 

0.23 


Banetha 

0822000702676300 

54.327 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.481 

2.78 

0.080 

0.12 

0.02 

0.00 

0.00 

0.00 

1.98 

1.64 

0.44 

0.023 

0.09 

0.10 







Non-command 

Phyllite & Schist 

0.025 

2.78 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Bisalpur 

Command 

Older Alluvium 

12.154 

2.78 

0.080 

0.16 

0.02 

0.00 

0.00 

0.00 

2.84 

2.35 

0.62 

0.032 

0.12 

0.15 







Command 

Phyllite & Schist 

12.809 

2.78 

0.020 

0.12 

0.02 

0.00 

0.00 

0.00 

0.81 

0.67 

0.45 

0.034 

0.13 

0.16 






Galwa Bund 

Command 

Older Alluvium 

14.824 

2.78 

0.080 

0.20 

0.03 

0.00 

0.00 

0.00 

3.46 

2.87 

0.76 

0.040 

0.15 

0.18 







Command 

Phyllite & Schist 

0.314 

2.78 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.00 

0.00 


Bara Abdullapura 

0822000402638700 

2.989 

Fresh 

Bisalpur 

Command 

Older Alluvium 

0.357 

4.38 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.12 

0.00 

0.001 

0.07 

0.10 







Command 

Phyllite & Schist 

2.631 

4.38 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.23 

0.15 

0.02 

0.007 

0.50 

0.75 


Bara Jerekila 

0822000499999901 

3.707 

Fresh 

Bisalpur 

Command 

Older Alluvium 

0.100 

0.83 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.02 


Baroni 

0822000402633300 

15.360 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.258 

1.89 

0.020 

0.00 

0.00 

0.00 

0.00 

0.05 

-0.04 

-0.04 

0.00 

0.001 

0.01 

0.01 


Beer Hasanpura 

0822000402641700 

1.311 

Saline 

Bisalpur 

Command 

Phyllite & Schist 

1.191 

1.35 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.003 

0.48 

0.62 


Bhanchi 

0822000402634800 

9.966 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.319 

1.91 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

1.25 

0.93 

0.15 

0.015 

0.30 

0.40 







Non-command 

Phyllite & Schist 

4.647 

1.91 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.20 

0.15 

0.07 

0.013 

0.26 

0.35 


Bhojpura 

0822000702683300 

11.260 

Fresh 

Bisalpur 

Command 

Older Alluvium 

0.162 

2.04 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.000 

0.01 

0.01 


Bichpuri 

0822000402636100 

2.154 

Fresh 

Bisalpur 

Command 

Older Alluvium 

2.154 

1.30 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.39 

0.26 

0.28 

0.006 

0.57 

0.87 


Bishnpura 

0822000402645900 

6.289 

Fresh 

Bisalpur 

Command 

Older Alluvium 

0.293 

2.33 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.01 

0.001 

0.03 

0.03 







Command 

Phyllite & Schist 

5.996 

2.33 

0.020 

0.04 

0.01 

0.00 

0.00 

0.04 

0.27 

0.21 

0.14 

0.016 

0.51 

0.66 


Bithola 

0822000402639700 

4.373 

Fresh 

Bisalpur 

Command 

Older Alluvium 

4.373 

1.87 

0.120 

0.12 

0.02 

0.00 

0.00 

0.00 

1.08 

0.80 

0.48 

0.012 

0.56 

0.75 


Bor Khandi Khurd 

0822000202609400 

5.949 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.413 

2.45 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.74 

0.49 

0.16 

0.007 

0.23 

0.35 


Bordi 

0822000402640500 

3.319 

Fresh 

Bisalpur 

Command 

Older Alluvium 

3.319 

0.66 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.31 

0.22 

0.22 

0.009 

0.56 

0.80 


Brijnagar Deopura 

0822000702678800 

1.767 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

0.288 

2.32 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.01 

0.001 

0.09 

0.11 


Chandlai 

0822000402636200 

11.728 

Fresh 

Bisalpur 

Command 

Older Alluvium 

11.728 

2.44 

0.120 

0.23 

0.03 

0.00 

0.00 

0.20 

3.43 

2.25 

0.86 

0.032 

0.57 

0.87 


Chaukri 

0810000501306700 

2.694 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.545 

1.51 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.53 

0.44 

0.31 

0.009 

0.53 

0.64 


Chiroj 

0822000402634400 

7.405 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.359 

1.81 

0.120 

0.26 

0.04 

0.00 

0.00 

0.00 

1.38 

0.94 

1.03 

0.015 

0.41 

0.60 







Non-command 

Phyllite & Schist 

1.745 

1.81 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.10 

0.07 

0.19 

0.005 

0.13 

0.20 






Bisalpur 

Command 

Older Alluvium 

0.173 

1.81 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.03 

0.000 

0.01 

0.02 


Chooriya 

0822000402635100 

4.121 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.989 

1.92 

0.120 

0.02 

0.00 

0.00 

0.00 

0.03 

0.45 

0.35 

0.06 

0.005 

0.27 

0.34 






Bisalpur 

Command 

Older Alluvium 

2.131 

1.92 

0.120 

0.02 

0.00 

0.00 

0.00 

0.03 

0.48 

0.37 

0.07 

0.006 

0.29 

0.37 


Dadiyan 

0822000402633500 

4.030 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.652 

3.49 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.03 

0.002 

0.09 

0.10 


Deobarniyan 

0822000402634500 

2.088 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.088 

2.58 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.16 

0.12 

0.28 

0.006 

0.56 

0.77 


Deoli 

0822000402634700 

6.040 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.466 

1.59 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.92 

0.64 

0.30 

0.012 

0.41 

0.60 







Non-command 

Phyllite & Schist 

1.047 

1.59 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.04 

0.003 

0.10 

0.14 






Bisalpur 

Command 

Older Alluvium 

0.528 

1.59 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.03 

0.001 

0.05 

0.07 



0810000501306400 

3.483 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.680 

1.37 

0.025 

0.07 

0.01 

0.00 

0.00 

0.00 

0.15 

0.13 

0.29 

0.009 

0.43 

0.50 


Deopura 

0822000402639500 

4.938 

Fresh 

Bisalpur 

Command 

Older Alluvium 

4.938 

0.96 

0.120 

0.16 

0.02 

0.00 

0.00 

0.02 

0.69 

0.48 

0.61 

0.013 

0.56 

0.81 


Dhola khera 

0822000499999903 

3.931 

Fresh 

Bisalpur 

Command 

Older Alluvium 

3.931 

1.15 

0.120 

0.13 

0.02 

0.00 

0.00 

0.01 

0.64 

0.42 

0.49 

0.011 

0.57 

0.87 


Dholi 

0810000501307000 

10.347 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.710 

1.36 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.64 

0.55 

0.10 

0.013 

0.20 

0.23 







Non-command 

Phyllite & Schist 

1.870 

1.36 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.04 

0.006 

0.10 

0.12 






Galwa Bund 

Command 

Older Alluvium 

1.606 

1.36 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.27 

0.24 

0.04 

0.005 

0.09 

0.10 


Didayach 

0810000501307100 

6.861 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.127 

1.60 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.45 

0.39 

0.20 

0.007 

0.18 

0.20 







Non-command 

Phyllite & Schist 

0.961 

1.60 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.07 

0.003 

0.08 

0.09 






Galwa Bund 

Command 

Older Alluvium 

0.082 

1.60 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.000 

0.01 

0.01 


Encher 

0810000501306300 

7.900 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.593 

2.03 

0.025 

0.15 

0.02 

0.00 

0.00 

0.00 

0.52 

0.45 

0.57 

0.026 

0.54 

0.62 


Farookabad 

0822000402645600 

6.051 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

5.749 

2.48 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.31 

0.23 

0.10 

0.016 

0.52 

0.70 





Saline 

Bisalpur 

Command 

Phyllite & Schist 

0.301 

2.48 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.03 

0.04 


Fatehganj 

0822000702677800 

2.589 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

1.654 

2.29 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.12 

0.10 

0.19 

0.004 

0.35 

0.42 


Gafur Pura 

0822000499999904 

5.361 

Fresh 

Bisalpur 

Command 

Older Alluvium 

5.361 

1.60 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

1.05 

0.69 

0.10 

0.015 

0.57 

0.87 


Ghas 

0822000402640900 

13.933 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

13.933 

2.61 

0.020 

0.13 

0.02 

0.00 

0.00 

0.03 

0.81 

0.55 

0.45 

0.038 

0.56 

0.82 


Ghasri 

0822000402641000 

3.173 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

3.173 

3.97 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.28 

0.19 

0.11 

0.009 

0.56 

0.81 


Goharpura 

0822000402638000 

5.428 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

5.428 

0.34 

0.020 

0.04 

0.01 

0.00 

0.00 

0.01 

0.06 

0.04 

0.14 

0.015 

0.56 

0.83 


Gopalpura 

0822000702676100 

1.349 

Fresh 

Bisalpur 

Command 

Older Alluvium 

1.349 

2.88 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.32 

0.24 

0.05 

0.004 

0.56 

0.73 


Gudaliya 

0822000702676000 

2.331 

Fresh 

Bisalpur 

Command 

Older Alluvium 

1.863 

2.98 

0.080 

0.08 

0.01 

0.00 

0.00 

0.01 

0.51 

0.38 

0.31 

0.005 

0.44 

0.59 







Command 

Phyllite & Schist 

0.468 

2.98 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.05 

0.001 

0.11 

0.15 


Gudla Nadi 

0810000401304900 

5.602 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.604 

1.59 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.03 

0.006 

0.16 

0.18 






Dheel 

Command 

Phyllite & Schist 

1.533 

1.59 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.03 

0.006 

0.16 

0.17 


Gulabpura 

0822000402645700 

2.293 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

2.293 

3.03 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.15 

0.11 

0.08 

0.006 

0.55 

0.78 


Flakeempur 

0822000402642000 

1.720 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

0.184 

0.80 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.06 

0.07 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Arniyakedar 

0822000402635400 

0.22 

0.00 

(11,787.05) 

0.00 

0.01 

0.01 

0.00 

0.00 

- 

- 

- 

- 

0.019 

0.019 

0.019 

0.032 

0.002 

0.030 

0.010 

33.83 

Safe 



0.22 

0.94 

(2.24) 

0.92 

0.04 

0.96 

0.05 

0.61 

- 

0.1000 

- 

- 

0.019 

0.119 

0.119 

1.082 

0.054 

1.028 

0.935 

90.99 

Critical 

Arniyamal 

0822000402638400 

0.22 

0.02 

2,177.16 

0.02 

- 

0.02 

0.01 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.029 

0.001 

0.028 

0.051 

187.16 

Over Exploited 



0.14 

0.79 

(27.83) 

0.63 

0.01 

0.64 

0.05 

0.54 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.670 

0.034 

0.637 

0.303 

47.56 

Safe 



0.14 

0.00 

25,257.31 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bageena 

0810000501307300 

0.10 

0.50 

1.05 

0.51 

0.01 

0.52 

0.06 

0.52 

0.06 

0.0200 

- 

- 

- 

0.020 

0.085 

0.600 

0.030 

0.570 

0.188 

32.91 

Safe 

Balapura 

0822000402639600 

0.22 

0.19 

13.75 

0.21 

0.00 

0.21 

0.06 

0.62 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.221 

0.011 

0.210 

0.081 

38.63 

Safe 

Bamor 

0822000402638900 

0.22 

1.02 

(57.65) 

0.82 

0.09 

0.91 

0.03 

0.41 

- 

0.2100 

- 

- 

0.028 

0.238 

0.238 

1.144 

0.057 

1.087 

1.174 

108.00 

Over Exploited 



0.14 

0.18 

(73.85) 

0.14 

0.06 

0.20 

0.02 

0.21 

- 

0.0600 

- 

- 

0.058 

0.118 

0.118 

0.318 

0.016 

0.302 

0.356 

117.84 

Over Exploited 

Banderiya 

0810000501307200 

0.24 

0.01 

1,032.17 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.030 

0.001 

0.028 

0.061 

214.42 

Over Exploited 



0.10 

0.04 

149.58 

0.05 

- 

0.05 

0.03 

0.23 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.069 

0.003 

0.065 

0.122 

187.37 

Over Exploited 

Banetha 

0822000702676300 

0.15 

0.11 

1,389.18 

0.13 

0.02 

0.15 

0.01 

0.10 

0.01 

0.0500 

- 

- 

- 

0.050 

0.063 

0.215 

0.011 

0.204 

0.460 

224.79 

Over Exploited 



0.10 

0.00 

182,090.96 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.23 

937.84 

0.27 

0.02 

0.29 

0.01 

0.14 

0.03 

0.0700 

- 

- 

- 

0.070 

0.096 

0.388 

0.019 

0.369 

0.649 

176.05 

Over Exploited 



0.10 

0.15 

########## 

0.18 

0.02 

0.20 

0.02 

0.15 

0.02 

0.0500 

- 

- 

- 

0.050 

0.068 

0.273 

0.014 

0.259 

0.484 

187.00 

Over Exploited 



0.15 

0.34 

750.76 

0.40 

0.03 

0.43 

0.02 

0.17 

0.04 

0.0900 

0.0409 

0.0492 

- 

0.180 

0.219 

0.654 

0.033 

0.621 

0.803 

129.20 

Over Exploited 



0.10 

0.00 

14,248.78 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0009 

0.0010 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.009 

457.61 

Over Exploited 

Bara Abdullapura 

0822000402638700 

0.22 

0.01 

2,236.96 

0.01 

0.00 

0.01 

0.01 

0.07 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.010 

0.001 

0.010 

0.001 

9.94 

Safe 



0.14 

0.18 

(16.70) 

0.15 

0.01 

0.16 

0.05 

0.54 

- 

- 

- 

- 

0.017 

0.017 

0.017 

0.181 

0.009 

0.172 

0.023 

13.49 

Safe 

Bara Jerekila 

0822000499999901 

0.22 

0.00 

1,642.63 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.003 

0.000 

0.002 

0.000 

11.32 

Safe 

Baroni 

0822000402633300 

0.14 

0.00 

(11,679.36) 

0.00 

0.05 

0.05 

0.00 

0.01 

- 

- 

- 

- 

0.070 

0.071 

0.071 

0.118 

0.006 

0.112 

0.001 

0.63 

Safe 

Beer Hasanpura 

0822000402641700 

0.14 

0.08 

(71.83) 

0.06 

0.00 

0.07 

0.04 

0.52 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.071 

0.004 

0.068 

0.008 

12.19 

Safe 

Bhanchi 

0822000402634800 

0.22 

0.35 

166.66 

0.42 

0.01 

0.43 

0.03 

0.33 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.449 

0.022 

0.427 

0.164 

38.31 

Safe 



0.14 

0.17 

(13.70) 

0.15 

0.00 

0.15 

0.03 

0.29 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.159 

0.008 

0.151 

0.085 

55.99 

Safe 

Bhojpura 

0822000702683300 

0.15 

0.00 

13,084.48 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

5,990.62 

Over Exploited 

Bichpuri 

0822000402636100 

0.22 

0.27 

(4.13) 

0.26 

0.01 

0.27 

0.05 

0.62 

- 

0.0500 

- 

- 

0.003 

0.053 

0.053 

0.322 

0.016 

0.306 

0.282 

92.03 

Critical 

Bishnpura 

0822000402645900 

0.22 

0.00 

3,665.62 

0.00 

0.00 

0.01 

0.00 

0.03 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.011 

0.001 

0.010 

0.011 

105.63 

Over Exploited 



0.14 

0.43 

(51.34) 

0.34 

0.05 

0.39 

0.05 

0.56 

- 

0.0300 

- 

- 

0.059 

0.090 

0.090 

0.483 

0.024 

0.459 

0.160 

34.92 

Safe 

Bithola 

0822000402639700 

0.22 

0.54 

49.78 

0.64 

0.02 

0.66 

0.06 

0.62 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.714 

0.036 

0.679 

0.492 

72.49 

Semi Critical 

Bor Khandi Khurd 

0822000202609400 

0.22 

0.12 

########## 

0.14 

0.01 

0.15 

0.02 

0.25 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.175 

0.009 

0.166 

0.170 

102.24 

Over Exploited 

Bordi 

0822000402640500 

0.22 

0.41 

(46.99) 

0.33 

0.01 

0.34 

0.05 

0.61 

- 

0.0300 

- 

- 

0.004 

0.034 

0.034 

0.374 

0.019 

0.356 

0.232 

65.28 

Safe 

Brijnagar Deopura 

0822000702678800 

0.10 

0.00 

137.07 

0.00 

0.01 

0.01 

0.01 

0.10 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.018 

0.001 

0.017 

0.009 

51.70 

Safe 

Chandlai 

0822000402636200 

0.22 

1.46 

53.46 

1.76 

0.23 

1.99 

0.05 

0.62 

- 

0.1000 

- 

- 

0.302 

0.402 

0.402 

2.390 

0.119 

2.270 

0.896 

39.47 

Safe 

Chaukri 

0810000501306700 

0.24 

0.32 

37.09 

0.39 

0.01 

0.40 

0.06 

0.59 

0.04 

0.0300 

- 

- 

- 

0.030 

0.068 

0.465 

0.023 

0.442 

0.316 

71.47 

Semi Critical 

Chiroj 

0822000402634400 

0.22 

0.48 

756,376.54 

0.57 

0.04 

0.61 

0.04 

0.44 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

0.735 

0.037 

0.698 

1.049 

150.22 

Over Exploited 



0.14 

0.03 

115.87 

0.04 

0.01 

0.05 

0.01 

0.14 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.069 

0.003 

0.065 

0.196 

299.51 

Over Exploited 



0.22 

0.00 

6,356.01 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.029 

5,183.38 

Over Exploited 

Chooriya 

0822000402635100 

0.22 

0.12 

196.11 

0.14 

0.03 

0.17 

0.03 

0.30 

- 

0.0100 

- 

- 

0.049 

0.059 

0.059 

0.234 

0.012 

0.222 

0.063 

28.56 

Safe 



0.22 

0.14 

176.95 

0.16 

0.03 

0.20 

0.03 

0.32 

- 

0.0100 

- 

- 

0.049 

0.059 

0.059 

0.255 

0.013 

0.242 

0.073 

30.10 

Safe 

Dadiyan 

0822000402633500 

0.14 

0.01 

467.88 

0.01 

0.00 

0.01 

0.01 

0.10 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.028 

0.001 

0.027 

0.034 

127.05 

Over Exploited 

Deobarniyan 

0822000402634500 

0.14 

0.16 

(26.85) 

0.13 

0.01 

0.14 

0.05 

0.61 

- 

0.0300 

- 

- 

0.006 

0.036 

0.036 

0.180 

0.009 

0.171 

0.290 

169.67 

Over Exploited 

Deoli 

0822000402634700 

0.22 

0.41 

56.12 

0.49 

0.01 

0.50 

0.04 

0.45 

- 

0.0300 

- 

- 

0.006 

0.036 

0.036 

0.538 

0.027 

0.511 

0.312 

61.11 

Safe 



0.14 

0.01 

110.12 

0.02 

- 

0.02 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.017 

0.001 

0.016 

0.041 

251.86 

Over Exploited 



0.22 

0.01 

1,201.48 

0.01 

0.00 

0.01 

0.00 

0.05 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.016 

0.001 

0.015 

0.030 

198.54 

Over Exploited 


0810000501306400 

0.10 

0.12 

14.51 

0.13 

0.01 

0.14 

0.06 

0.49 

0.01 

0.0300 

- 

- 

- 

0.030 

0.045 

0.188 

0.009 

0.178 

0.297 

166.43 

Over Exploited 

Deopura 

0822000402639500 

0.22 

0.61 

(21.84) 

0.49 

0.04 

0.53 

0.05 

0.62 

- 

0.0700 

- 

- 

0.036 

0.106 

0.106 

0.637 

0.032 

0.606 

0.620 

102.46 

Over Exploited 

Dhola khera 

0822000499999903 

0.22 

0.49 

(14.43) 

0.42 

0.03 

0.45 

0.05 

0.62 

- 

0.0600 

- 

- 

0.014 

0.074 

0.074 

0.524 

0.026 

0.498 

0.503 

100.97 

Over Exploited 

Dholi 

0810000501307000 

0.24 

0.18 

208.33 

0.22 

- 

0.22 

0.03 

0.23 

0.02 

0.0100 

- 

- 

- 

0.010 

0.033 

0.249 

0.012 

0.236 

0.109 

45.91 

Safe 



0.10 

0.02 

237.71 

0.02 

- 

0.02 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.002 

0.025 

0.001 

0.024 

0.042 

176.23 

Over Exploited 



0.24 

0.03 

604.71 

0.04 

- 

0.04 

0.01 

0.10 

0.00 

- 

0.0044 

0.0053 

- 

0.010 

0.014 

0.055 

0.003 

0.052 

0.043 

83.78 

Semi Critical 

Didayach 

0810000501307100 

0.24 

0.09 

337.99 

0.11 

0.01 

0.12 

0.02 

0.20 

0.01 

0.0200 

- 

- 

- 

0.020 

0.031 

0.149 

0.007 

0.141 

0.209 

148.18 

Over Exploited 



0.10 

0.01 

571.12 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.020 

0.001 

0.019 

0.075 

394.28 

Over Exploited 



0.24 

0.00 

10,223.00 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

0.0002 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.010 

1,599.82 

Over Exploited 

Encher 

0810000501306300 

0.10 

0.41 

9.75 

0.45 

0.02 

0.47 

0.07 

0.61 

0.05 

0.0600 

- 

- 

- 

0.060 

0.113 

0.584 

0.029 

0.555 

0.595 

107.17 

Over Exploited 

Farookabad 

0822000402645600 

0.14 

0.41 

(43.87) 

0.33 

- 

0.33 

0.05 

0.56 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.352 

0.018 

0.334 

0.116 

34.63 

Safe 



0.14 

0.00 

864.92 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.003 

217.23 

Over Exploited 

Fatehganj 

0822000702677800 

0.10 

0.06 

65.37 

0.07 

0.01 

0.08 

0.04 

0.39 

0.01 

0.0200 

- 

- 

0.001 

0.021 

0.028 

0.108 

0.005 

0.102 

0.189 

185.44 

Over Exploited 

Gafur Pura 

0822000499999904 

0.22 

0.67 

2.67 

0.69 

0.00 

0.69 

0.05 

0.62 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.707 

0.035 

0.672 

0.111 

16.46 

Safe 

Ghas 

0822000402640900 

0.14 

1.09 

(49.47) 

0.87 

0.05 

0.92 

0.05 

0.61 

- 

0.0800 

- 

- 

0.045 

0.125 

0.125 

1.048 

0.052 

0.995 

0.488 

49.03 

Safe 

Ghasri 

0822000402641000 

0.14 

0.25 

(22.58) 

0.20 

0.00 

0.20 

0.05 

0.61 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.228 

0.011 

0.216 

0.120 

55.34 

Safe 

Goharpura 

0822000402638000 

0.14 

0.42 

(90.52) 

0.34 

0.02 

0.36 

0.05 

0.61 

- 

0.0200 

- 

- 

0.011 

0.031 

0.031 

0.387 

0.019 

0.368 

0.159 

43.21 

Safe 

Gopalpura 

0822000702676100 

0.15 

0.11 

116.30 

0.14 

0.00 

0.14 

0.06 

0.61 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.145 

0.007 

0.138 

0.052 

37.39 

Safe 

Gudaliya 

0822000702676000 

0.15 

0.12 

209.58 

0.15 

0.02 

0.17 

0.05 

0.49 

- 

0.0400 

- 

- 

0.012 

0.052 

0.052 

0.219 

0.011 

0.208 

0.317 

152.50 

Over Exploited 



0.10 

0.01 

440.79 

0.01 

0.00 

0.01 

0.01 

0.12 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.018 

0.001 

0.017 

0.051 

298.05 

Over Exploited 

Gudla Nadi 

0810000401304900 

0.08 

0.02 

166.86 

0.03 

- 

0.03 

0.02 

0.18 

0.00 

- 

- 

- 

- 

- 

0.003 

0.028 

0.001 

0.026 

0.036 

138.92 

Over Exploited 



0.08 

0.02 

180.95 

0.02 

- 

0.02 

0.02 

0.17 

0.00 

- 

0.0031 

0.0038 

- 

0.007 

0.009 

0.032 

0.002 

0.031 

0.036 

118.43 

Over Exploited 

Gulabpura 

0822000402645700 

0.14 

0.18 

(40.20) 

0.14 

0.01 

0.15 

0.05 

0.60 

- 

0.0100 

- 

- 

0.013 

0.023 

0.023 

0.173 

0.009 

0.165 

0.083 

50.60 

Safe 

Flakeempur 

0822000402642000 

0.14 

0.00 

59.70 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.006 

335.15 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 





Saline 

Bisalpur 

Command 

Phyllite & Schist 

0.990 

0.80 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.003 

0.30 

0.39 


Hansolai 

0822000702678700 

1.288 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

1.189 

2.32 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.08 

0.003 

0.50 

0.65 


Harchandera 

0822000402640800 

8.193 

Fresh 

Bisalpur 

Command 

Older Alluvium 

3.112 

-0.30 

0.120 

0.05 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.18 

0.008 

0.21 

0.32 







Command 

Phyllite & Schist 

5.081 

-0.30 

0.020 

0.05 

0.01 

0.00 

0.00 

0.04 

0.00 

0.00 

0.16 

0.014 

0.35 

0.52 


Hatauna 

0822000402634200 

13.678 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

13.268 

3.00 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.84 

0.67 

0.16 

0.036 

0.53 

0.66 


Hayatpura 

0822000402635600 

1.518 

Fresh 

Bisalpur 

Command 

Older Alluvium 

1.518 

0.83 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.19 

0.13 

0.18 

0.004 

0.57 

0.85 


llahipura 

0822000402639400 

4.264 

Fresh 

Bisalpur 

Command 

Older Alluvium 

4.264 

0.35 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.26 

0.17 

0.36 

0.012 

0.56 

0.84 


Isarda 

0822000402646100 

2.676 

Fresh 

Bisalpur 

Command 

Older Alluvium 

2.143 

2.24 

0.120 

0.04 

0.01 

0.00 

0.00 

0.01 

0.59 

0.49 

0.17 

0.006 

0.42 

0.52 







Command 

Phyllite & Schist 

0.197 

2.24 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.04 

0.05 



0810000501306600 

15.474 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.245 

0.75 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.12 

0.13 

0.004 

0.05 

0.05 







Non-command 

Phyllite & Schist 

13.889 

0.75 

0.025 

0.28 

0.04 

0.00 

0.00 

0.00 

0.50 

0.43 

1.04 

0.047 

0.50 

0.59 


Islampura 

0822000402639100 

1.496 

Fresh 

Bisalpur 

Command 

Older Alluvium 

1.496 

0.80 

0.120 

0.09 

0.01 

0.00 

0.00 

0.01 

0.22 

0.14 

0.35 

0.004 

0.57 

0.86 


Jamanpura 

0822000402633600 

3.667 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.286 

2.65 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.14 

0.13 

0.006 

0.34 

0.36 


Jhalra 

0822000402646200 

8.242 

Fresh 

Bisalpur 

Command 

Older Alluvium 

0.688 

2.30 

0.120 

0.01 

0.00 

0.00 

0.00 

0.02 

0.18 

0.15 

0.04 

0.002 

0.04 

0.05 







Command 

Phyllite & Schist 

0.335 

2.30 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.02 

0.03 


Jhonpra 

0810000501307400 

25.406 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

15.846 

2.16 

0.025 

0.13 

0.02 

0.00 

0.00 

0.00 

0.96 

0.85 

0.46 

0.054 

0.35 

0.40 






Dheel 

Command 

Phyllite & Schist 

0.040 

2.16 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kabra 

0822000402645500 

3.814 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

1.516 

1.94 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.13 

0.004 

0.21 

0.26 





Saline 

Bisalpur 

Command 

Phyllite & Schist 

1.675 

1.94 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.06 

0.005 

0.23 

0.29 


Kakod 

0822000702678400 

12.838 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

8.600 

2.34 

0.020 

0.28 

0.04 

0.00 

0.00 

0.00 

0.64 

0.50 

1.09 

0.023 

0.36 

0.47 


Kalichhor 

0822000702675600 

3.542 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

3.542 

2.32 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.13 

0.03 

0.009 

0.55 

0.76 


Kalyanpura 

0822000402641500 

2.479 

Saline 

Bisalpur 

Command 

Phyllite & Schist 

2.392 

1.90 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.01 

0.007 

0.52 

0.70 



0822000702675900 

6.741 

Fresh 

Bisalpur 

Command 

Older Alluvium 

3.384 

3.15 

0.080 

0.12 

0.02 

0.00 

0.00 

0.00 

0.95 

0.75 

0.46 

0.009 

0.28 

0.35 







Command 

Phyllite & Schist 

3.238 

3.15 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.27 

0.22 

0.30 

0.009 

0.27 

0.34 


Kanwarpura 

0810000501305400 

7.061 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.321 

3.12 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.04 

0.004 

0.10 

0.12 


Karadi 

0810000401304800 

3.350 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.795 

1.74 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.003 

0.13 

0.15 






Dheel 

Command 

Phyllite & Schist 

2.097 

1.74 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.04 

0.008 

0.35 

0.40 


Kareeriya 

0822000402635200 

2.234 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.213 

1.68 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.001 

0.05 

0.07 






Bisalpur 

Command 

Older Alluvium 

2.021 

1.68 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.46 

0.35 

0.21 

0.006 

0.50 

0.66 


Karimpura 

0822000402642300 

3.133 

Saline 

Bisalpur 

Command 

Phyllite & Schist 

1.223 

0.75 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.003 

0.20 

0.24 


Karola 

0822000402634300 

3.144 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.879 

2.75 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.34 

0.23 

0.25 

0.002 

0.16 

0.23 







Non-command 

Phyllite & Schist 

1.429 

2.75 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.13 

0.09 

0.24 

0.004 

0.25 

0.37 


Khajooriya 

0822000402640100 

3.362 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

3.362 

1.90 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.21 

0.15 

0.37 

0.009 

0.56 

0.79 


Khaleel Pura Papra 

0822000402640200 

3.567 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

3.567 

0.74 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.13 

0.010 

0.56 

0.81 


Khanpura 

0822000402636000 

2.005 

Fresh 

Bisalpur 

Command 

Older Alluvium 

2.005 

0.99 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.25 

0.17 

0.08 

0.005 

0.57 

0.87 


Kishanganj 

0822000702677400 

1.820 

Fresh 

Galwa Bund 

Command 

Older Alluvium 

1.086 

2.34 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.18 

0.02 

0.003 

0.33 

0.39 







Command 

Phyllite & Schist 

0.012 

2.34 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Lachhmipura 

0822000702675500 

3.821 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

3.821 

2.26 

0.020 

0.01 

0.00 

0.00 

0.00 

0.02 

0.16 

0.11 

0.03 

0.010 

0.55 

0.77 


Lamba 

0822000402638200 

10.178 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

9.620 

0.98 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.23 

0.16 

0.15 

0.026 

0.52 

0.73 





Saline 

Bisalpur 

Command 

Phyllite & Schist 

0.558 

0.98 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.03 

0.04 


Latifganj 

0822000402638600 

3.163 

Fresh 

Bisalpur 

Command 

Older Alluvium 

3.100 

3.72 

0.120 

0.03 

0.00 

0.00 

0.00 

0.03 

1.38 

0.91 

0.11 

0.008 

0.55 

0.84 







Command 

Phyllite & Schist 

0.063 

3.72 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Lawadar 

0822000402641200 

8.235 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

5.657 

3.16 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.40 

0.28 

0.20 

0.015 

0.38 

0.53 





Saline 

Bisalpur 

Command 

Phyllite & Schist 

2.578 

3.16 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.12 

0.04 

0.007 

0.17 

0.24 


Mandawar 

0822000402634900 

20.717 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.659 

1.68 

0.120 

0.09 

0.01 

0.00 

0.00 

0.01 

2.82 

2.25 

0.33 

0.037 

0.37 

0.46 







Non-command 

Phyllite & Schist 

5.942 

1.68 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.23 

0.18 

0.08 

0.016 

0.16 

0.20 






Bisalpur 

Command 

Older Alluvium 

1.116 

1.68 

0.120 

0.01 

0.00 

0.00 

0.00 

0.01 

0.23 

0.18 

0.03 

0.003 

0.03 

0.04 


Mehagaov 

0822000499999905 

9.576 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.548 

1.67 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.02 

0.001 

0.03 

0.05 






Bisalpur 

Command 

Older Alluvium 

5.308 

1.67 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

1.11 

0.73 

0.22 

0.014 

0.31 

0.48 


Mehandwas 

0822000402637700 

16.045 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

1.263 

0.51 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.03 

0.02 

0.08 

0.003 

0.04 

0.06 


Mohammadpura Withnayagaon 

0822000402640400 

2.475 

Fresh 

Bisalpur 

Command 

Older Alluvium 

1.718 

0.73 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.12 

0.07 

0.005 

0.39 

0.56 







Command 

Phyllite & Schist 

0.757 

0.73 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.17 

0.24 


Mohammd Ganj Jageer 

0822000402640300 

2.464 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

2.464 

-0.08 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.007 

0.56 

0.82 


Mohmmad Nagar 

0822000402638300 

3.598 

Fresh 

Bisalpur 

Command 

Older Alluvium 

1.050 

1.83 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.25 

0.17 

0.06 

0.003 

0.16 

0.24 







Command 

Phyllite & Schist 

2.547 

1.83 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.09 

0.007 

0.39 

0.58 


Motis Ki Jhonpriyan 

0822000702678500 

0.810 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

0.611 

2.32 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.02 

0.002 

0.41 

0.52 


Naharbari 

0822000302624500 

2.944 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.150 

2.53 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.03 

0.03 


Natwara 

0822000302633200 

20.091 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

17.425 

2.63 

0.020 

0.35 

0.05 

0.00 

0.00 

0.04 

1.17 

1.00 

1.31 

0.061 

0.48 

0.56 


Naya Gaon 

0822000702675400 

2.906 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

2.906 

2.32 

0.020 

0.07 

0.01 

0.00 

0.00 

0.01 

0.19 

0.14 

0.29 

0.008 

0.55 

0.75 


Nimola 

0822000402639200 

4.504 

Fresh 

Bisalpur 

Command 

Older Alluvium 

4.504 

0.79 

0.120 

0.09 

0.01 

0.00 

0.00 

0.01 

0.50 

0.33 

0.35 

0.012 

0.57 

0.86 



0822000402641600 

5.390 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

0.585 

1.65 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.002 

0.06 

0.08 





Saline 

Bisalpur 

Command 

Phyllite & Schist 

4.736 

1.65 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.19 

0.14 

0.09 

0.013 

0.47 

0.64 


Noorpur Khera 

0822000402639300 

4.338 

Fresh 

Bisalpur 

Command 

Older Alluvium 

4.338 

0.80 

0.120 

0.12 

0.02 

0.00 

0.00 

0.02 

0.49 

0.33 

0.47 

0.012 

0.56 

0.85 


Parana 

0822000402634100 

21.963 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.573 

2.75 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.01 

0.004 

0.04 

0.04 


Pharasya 

0822000402641900 

1.268 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

1.237 

0.77 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.04 

0.17 

0.003 

0.52 

0.70 





Saline 

Bisalpur 

Command 

Phyllite & Schist 

0.031 

0.77 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Phooleta 

0822000702683500 

13.099 

Fresh 

Bisalpur 

Command 

Older Alluvium 

5.765 

1.83 

0.080 

0.16 

0.02 

0.00 

0.00 

0.00 

0.98 

0.87 

0.64 

0.015 

0.23 

0.26 







Command 

Phyllite & Schist 

0.247 

1.83 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.01 

0.01 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.14 

0.04 

(51.75) 

0.03 

- 

0.03 

0.03 

0.33 

- 

- 

- 

- 

- 

- 

- 

0.033 

0.002 

0.032 

0.028 

87.50 

Semi Critical 

Hansolai 

0822000702678700 

0.10 

0.06 

(6.38) 

0.06 

0.00 

0.06 

0.05 

0.55 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.073 

0.004 

0.070 

0.079 

113.72 

Over Exploited 

Harchandera 

0822000402640800 

0.22 

0.15 

- 

0.15 

0.02 

0.16 

0.02 

0.23 

- 

0.0300 

- 

- 

0.009 

0.039 

0.039 

0.201 

0.020 

0.181 

0.183 

101.20 

Over Exploited 



0.14 

0.25 

- 

0.25 

0.05 

0.30 

0.03 

0.38 

- 

0.0300 

- 

- 

0.066 

0.096 

0.096 

0.398 

0.040 

0.358 

0.178 

49.63 

Safe 

Hatauna 

0822000402634200 

0.14 

0.99 

344,982.32 

0.79 

0.01 

0.80 

0.05 

0.59 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.830 

0.042 

0.789 

0.191 

24.25 

Safe 

Hayatpura 

0822000402635600 

0.22 

0.19 

(32.79) 

0.15 

0.01 

0.16 

0.05 

0.62 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.182 

0.009 

0.173 

0.184 

106.23 

Over Exploited 

llahipura 

0822000402639400 

0.22 

0.53 

(67.68) 

0.42 

0.01 

0.43 

0.05 

0.62 

- 

0.0400 

- 

- 

0.002 

0.042 

0.042 

0.476 

0.024 

0.453 

0.372 

82.13 

Semi Critical 

Isarda 

0822000402646100 

0.22 

0.20 

144.48 

0.24 

0.02 

0.26 

0.04 

0.46 

- 

0.0200 

- 

- 

0.018 

0.038 

0.038 

0.299 

0.015 

0.284 

0.172 

60.44 

Safe 



0.14 

0.00 

570.01 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.006 

452.04 

Over Exploited 


0810000501306600 

0.24 

0.01 

804.32 

0.02 

- 

0.02 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.028 

0.001 

0.026 

0.131 

496.05 

Over Exploited 



0.10 

0.70 

(38.57) 

0.56 

0.04 

0.60 

0.06 

0.57 

0.09 

0.1200 

- 

- 

- 

0.120 

0.206 

0.806 

0.040 

0.765 

1.089 

142.29 

Over Exploited 

Islampura 

0822000402639100 

0.22 

0.19 

(23.03) 

0.15 

0.02 

0.16 

0.05 

0.62 

- 

0.0400 

- 

- 

0.008 

0.048 

0.048 

0.213 

0.011 

0.202 

0.352 

174.03 

Over Exploited 

Jamanpura 

0822000402633600 

0.14 

0.11 

31.48 

0.13 

- 

0.13 

0.03 

0.37 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.151 

0.008 

0.143 

0.132 

92.37 

Critical 

Jhalra 

0822000402646200 

0.22 

0.01 

2,190.54 

0.01 

0.02 

0.02 

0.00 

0.05 

- 

- 

- 

- 

0.023 

0.023 

0.023 

0.046 

0.002 

0.044 

0.040 

91.49 

Critical 



0.14 

0.00 

1,167.87 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.012 

1,027.29 

Over Exploited 

Jhonpra 

0810000501307400 

0.10 

0.56 

51.74 

0.67 

0.02 

0.69 

0.05 

0.40 

0.07 

0.0500 

- 

- 

- 

0.050 

0.122 

0.812 

0.041 

0.772 

0.515 

66.68 

Safe 



0.10 

0.00 

53,055.08 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kabra 

0822000402645500 

0.14 

0.04 

58.49 

0.05 

- 

0.05 

0.02 

0.23 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.063 

0.003 

0.060 

0.130 

216.40 

Over Exploited 



0.14 

0.05 

24.16 

0.07 

- 

0.07 

0.02 

0.25 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.075 

0.004 

0.071 

0.069 

96.06 

Critical 

Kakod 

0822000702678400 

0.10 

0.31 

########## 

0.37 

0.04 

0.41 

0.04 

0.40 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

0.535 

0.027 

0.508 

1.108 

218.13 

Over Exploited 

Kalichhor 

0822000702675600 

0.10 

0.20 

(34.98) 

0.16 

0.00 

0.16 

0.05 

0.60 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.167 

0.008 

0.158 

0.043 

27.45 

Safe 

Kalyanpura 

0822000402641500 

0.14 

0.17 

(58.12) 

0.14 

0.00 

0.14 

0.05 

0.56 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.145 

0.007 

0.138 

0.019 

13.47 

Safe 


0822000702675900 

0.15 

0.14 

431.70 

0.17 

0.02 

0.19 

0.03 

0.31 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.240 

0.012 

0.228 

0.465 

204.16 

Over Exploited 



0.10 

0.09 

150.55 

0.10 

0.01 

0.11 

0.03 

0.30 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.144 

0.007 

0.136 

0.311 

227.63 

Over Exploited 

Kanwarpura 

0810000501305400 

0.10 

0.01 

613.33 

0.02 

- 

0.02 

0.01 

0.12 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.028 

0.001 

0.027 

0.040 

150.92 

Over Exploited 

Karadi 

0810000401304800 

0.08 

0.01 

287.07 

0.01 

0.00 

0.01 

0.02 

0.15 

0.00 

- 

- 

- 

0.001 

0.001 

0.002 

0.013 

0.001 

0.012 

0.021 

169.57 

Over Exploited 



0.08 

0.06 

23.87 

0.07 

0.00 

0.07 

0.05 

0.40 

0.01 

- 

0.0064 

0.0103 

0.001 

0.018 

0.025 

0.097 

0.005 

0.093 

0.050 

54.48 

Safe 

Kareeriya 

0822000402635200 

0.22 

0.00 

1,198.90 

0.00 

0.00 

0.00 

0.01 

0.06 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.004 

0.000 

0.004 

0.020 

478.10 

Over Exploited 



0.22 

0.22 

55.05 

0.27 

0.01 

0.28 

0.05 

0.56 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.301 

0.015 

0.286 

0.220 

76.83 

Semi Critical 

Karimpura 

0822000402642300 

0.14 

0.03 

(30.90) 

0.03 

- 

0.03 

0.02 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.027 

0.001 

0.026 

0.028 

109.63 

Over Exploited 

Karola 

0822000402634300 

0.22 

0.03 

668.63 

0.04 

0.01 

0.05 

0.01 

0.17 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.076 

0.004 

0.072 

0.256 

353.88 

Over Exploited 



0.14 

0.05 

264,433.16 

0.06 

0.01 

0.07 

0.02 

0.28 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.100 

0.005 

0.095 

0.244 

256.24 

Over Exploited 

Khajooriya 

0822000402640100 

0.14 

0.26 

(42.73) 

0.21 

0.01 

0.22 

0.05 

0.61 

- 

0.0400 

- 

- 

0.006 

0.046 

0.046 

0.270 

0.014 

0.257 

0.382 

148.87 

Over Exploited 

Khaleel Pura Papra 

0822000402640200 

0.14 

0.28 

(78.37) 

0.22 

0.00 

0.23 

0.05 

0.61 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.245 

0.012 

0.233 

0.143 

61.30 

Safe 

Khanpura 

0822000402636000 

0.22 

0.25 

(33.77) 

0.20 

0.00 

0.20 

0.05 

0.62 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.221 

0.011 

0.210 

0.084 

40.23 

Safe 

Kishanganj 

0822000702677400 

0.15 

0.05 

231.61 

0.06 

0.00 

0.07 

0.04 

0.37 

0.01 

- 

0.0030 

0.0036 

0.006 

0.013 

0.019 

0.088 

0.004 

0.083 

0.027 

32.21 

Safe 



0.10 

0.00 

11,227.51 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Lachhmipura 

0822000702675500 

0.10 

0.21 

(45.88) 

0.17 

0.02 

0.19 

0.05 

0.61 

- 

- 

- 

- 

0.037 

0.037 

0.037 

0.230 

0.012 

0.219 

0.035 

16.07 

Safe 

Lamba 

0822000402638200 

0.14 

0.70 

(76.87) 

0.56 

0.01 

0.57 

0.05 

0.56 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.586 

0.029 

0.557 

0.178 

32.01 

Safe 



0.14 

0.00 

228.73 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.004 

131.99 

Over Exploited 

Latifganj 

0822000402638600 

0.22 

0.38 

140.04 

0.45 

0.03 

0.49 

0.05 

0.61 

- 

0.0200 

- 

- 

0.052 

0.072 

0.072 

0.560 

0.028 

0.532 

0.116 

21.88 

Safe 



0.14 

0.00 

2,938.23 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Lawadar 

0822000402641200 

0.14 

0.30 

(4.35) 

0.28 

0.01 

0.29 

0.03 

0.41 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.334 

0.017 

0.317 

0.213 

67.25 

Safe 



0.14 

0.06 

100.40 

0.07 

- 

0.07 

0.02 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.084 

0.004 

0.080 

0.051 

63.95 

Safe 

Mandawar 

0822000402634900 

0.22 

1.10 

103.78 

1.33 

0.02 

1.34 

0.04 

0.41 

- 

0.0400 

- 

- 

0.014 

0.054 

0.054 

1.399 

0.070 

1.329 

0.366 

27.56 

Safe 



0.14 

0.13 

37.63 

0.16 

- 

0.16 

0.02 

0.18 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.170 

0.008 

0.161 

0.099 

61.57 

Safe 



0.22 

0.01 

2,340.04 

0.01 

0.01 

0.02 

0.00 

0.03 

- 

- 

- 

- 

0.014 

0.014 

0.014 

0.032 

0.002 

0.030 

0.032 

105.45 

Over Exploited 

Mehagaov 

0822000499999905 

0.22 

0.00 

1,899.05 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.004 

0.020 

458.45 

Over Exploited 



0.22 

0.37 

242,315.60 

0.44 

0.01 

0.45 

0.03 

0.34 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.470 

0.024 

0.447 

0.230 

51.60 

Safe 

Mehandwas 

0822000402637700 

0.14 

0.01 

153.89 

0.01 

0.01 

0.02 

0.00 

0.05 

- 

0.0100 

- 

- 

0.009 

0.020 

0.020 

0.035 

0.002 

0.033 

0.086 

261.26 

Over Exploited 

Mohammadpura Withnayagaon 

0822000402640400 

0.22 

0.15 

(21.16) 

0.12 

0.00 

0.12 

0.04 

0.43 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.139 

0.007 

0.132 

0.075 

56.53 

Safe 



0.14 

0.02 

(58.10) 

0.01 

0.00 

0.01 

0.02 

0.19 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.015 

0.001 

0.014 

0.013 

90.74 

Critical 

Mohammd Ganj Jageer 

0822000402640300 

0.14 

0.19 

- 

0.19 

0.01 

0.20 

0.05 

0.61 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.224 

0.022 

0.201 

0.175 

86.84 

Semi Critical 

Mohmmad Nagar 

0822000402638300 

0.22 

0.04 

347.78 

0.05 

0.00 

0.05 

0.01 

0.18 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.059 

0.003 

0.056 

0.061 

108.70 

Over Exploited 



0.14 

0.14 

(42.93) 

0.11 

0.00 

0.12 

0.04 

0.43 

- 

0.0100 

- 

- 

0.006 

0.017 

0.017 

0.133 

0.007 

0.127 

0.100 

78.89 

Semi Critical 

Motis Ki Jhonpriyan 

0822000702678500 

0.10 

0.02 

(39.08) 

0.02 

0.01 

0.03 

0.04 

0.45 

- 

- 

- 

- 

0.014 

0.014 

0.014 

0.043 

0.002 

0.041 

0.019 

45.98 

Safe 

Naharbari 

0822000302624500 

0.12 

0.00 

1,411.00 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.008 

1,313.29 

Over Exploited 

Natwara 

0822000302633200 

0.12 

1.01 

(0.53) 

1.00 

0.09 

1.09 

0.05 

0.53 

- 

0.2500 

- 

- 

0.064 

0.314 

0.314 

1.407 

0.070 

1.337 

1.371 

102.60 

Over Exploited 

Naya Gaon 

0822000702675400 

0.10 

0.16 

(12.95) 

0.14 

0.02 

0.15 

0.05 

0.60 

- 

0.0500 

- 

- 

0.009 

0.059 

0.059 

0.214 

0.011 

0.203 

0.294 

144.59 

Over Exploited 

Nimola 

0822000402639200 

0.22 

0.56 

(41.81) 

0.45 

0.02 

0.47 

0.05 

0.62 

- 

0.0400 

- 

- 

0.013 

0.053 

0.053 

0.521 

0.026 

0.495 

0.362 

73.15 

Semi Critical 


0822000402641600 

0.14 

0.00 

350.02 

0.01 

- 

0.01 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.005 

0.024 

433.28 

Over Exploited 



0.14 

0.31 

(56.41) 

0.25 

- 

0.25 

0.04 

0.51 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.260 

0.013 

0.247 

0.099 

40.03 

Safe 

Noorpur Khera 

0822000402639300 

0.22 

0.54 

(39.00) 

0.43 

0.04 

0.47 

0.05 

0.62 

- 

0.0500 

- 

- 

0.032 

0.082 

0.082 

0.555 

0.028 

0.527 

0.480 

91.06 

Critical 

Parana 

0822000402634100 

0.14 

0.01 

650.17 

0.01 

- 

0.01 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.001 

0.010 

0.015 

154.51 

Over Exploited 

Pharasya 

0822000402641900 

0.14 

0.09 

(59.31) 

0.07 

0.01 

0.08 

0.04 

0.56 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.102 

0.005 

0.097 

0.177 

183.13 

Over Exploited 



0.14 

0.00 

615.07 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.002 

3,268.31 

Over Exploited 

Phooleta 

0822000702683500 

0.15 

0.20 

342.82 

0.24 

0.02 

0.26 

0.02 

0.25 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.326 

0.016 

0.310 

0.651 

210.14 

Over Exploited 



0.10 

0.00 

3,225.73 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.018 

6,439.24 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Raghunathpura 

082200040264390C 

1.483 

Saline 

Bisalpur 

Command 

Phyllite & Schist 

0.005 

1.43 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rahimpura 

0822000402638800 

4.897 

Fresh 

Bisalpur 

Command 

Older Alluvium 

0.333 

1.68 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.001 

0.04 

0.06 







Command 

Phyllite & Schist 

4.564 

1.68 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.16 

0.11 

0.05 

0.012 

0.53 

0.79 


Rahmandiya 

0822000402641100 

3.150 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

3.150 

4.33 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.30 

0.20 

0.10 

0.009 

0.56 

0.83 


Raipur 

0810000501306800 

4.548 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.350 

1.37 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.76 

0.65 

0.21 

0.015 

0.54 

0.63 


Rajpura 

0822000402641300 

1.895 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

1.199 

2.90 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.03 

0.003 

0.35 

0.49 





Saline 

Bisalpur 

Command 

Phyllite & Schist 

0.696 

2.90 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.002 

0.20 

0.28 


Ram Nagar 

0822000702675700 

2.327 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

2.327 

2.32 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

0.10 

0.08 

0.01 

0.006 

0.55 

0.75 


Ramganj 

0822000702678000 

2.944 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

0.594 

2.37 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.03 

0.03 

0.04 

0.002 

0.11 

0.13 


Ramnagar 

0822000702677300 

1.462 

Fresh 

Galwa Bund 

Command 

Older Alluvium 

1.005 

2.50 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.17 

0.01 

0.003 

0.38 

0.45 


Rampura 

0822000702678300 

2.646 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

0.732 

2.42 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.13 

0.002 

0.15 

0.19 


Ramzan Ganj 

0822000702677500 

2.694 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.021 

2.20 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 






Bisalpur 

Command 

Older Alluvium 

0.451 

2.20 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.01 

0.001 

0.09 

0.11 






Galwa Bund 

Command 

Older Alluvium 

0.990 

2.20 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.16 

0.02 

0.003 

0.20 

0.24 







Command 

Phyllite & Schist 

0.228 

2.20 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.05 

0.05 


Rasoolapura 

0822000402645800 

4.524 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

4.524 

2.36 

0.020 

0.04 

0.01 

0.00 

0.00 

0.01 

0.24 

0.17 

0.15 

0.012 

0.55 

0.76 


Rathod 

0810000401304700 

5.623 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.221 

1.97 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.03 






Dheel 

Command 

Phyllite & Schist 

0.843 

1.97 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.03 

0.003 

0.08 

0.10 


Raufpura Khera 

0822000402640600 

3.404 

Fresh 

Bisalpur 

Command 

Older Alluvium 

3.404 

1.41 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.63 

0.45 

0.26 

0.009 

0.56 

0.78 


Rhimpura 

0822000402641800 

3.091 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

0.108 

1.03 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.02 





Saline 

Bisalpur 

Command 

Phyllite & Schist 

2.983 

1.03 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.07 

0.008 

0.51 

0.67 


Rooppura 

0822000702677600 

5.694 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.004 

2.62 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Phyllite & Schist 

0.124 

2.62 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 






Bisalpur 

Command 

Older Alluvium 

0.797 

2.62 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.16 

0.08 

0.002 

0.08 

0.09 







Command 

Phyllite & Schist 

2.168 

2.62 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.14 

0.12 

0.16 

0.006 

0.21 

0.25 






Galwa Bund 

Command 

Older Alluvium 

0.027 

2.62 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Phyllite & Schist 

2.184 

2.62 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.14 

0.12 

0.16 

0.006 

0.21 

0.25 


Roopwas 

0822000702675800 

6.953 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

6.953 

2.89 

0.020 

0.29 

0.04 

0.00 

0.00 

0.00 

0.65 

0.49 

1.12 

0.019 

0.55 

0.73 


Rughnathpura 

0822000702677200 

1.804 

Fresh 

Galwa Bund 

Command 

Older Alluvium 

1.237 

2.56 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.22 

0.02 

0.003 

0.38 

0.45 


Sadagaon 

0822000402639900 

3.851 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

3.851 

2.12 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.20 

0.15 

0.17 

0.011 

0.56 

0.76 


Sandila 

0822000402643700 

6.966 

Saline 

Bisalpur 

Command 

Phyllite & Schist 

1.340 

1.04 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.004 

0.10 

0.12 


Sangrampura 

0822000702676200 

6.735 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.264 

2.72 

0.080 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.02 

0.01 

0.001 

0.02 

0.03 






Bisalpur 

Command 

Older Alluvium 

6.471 

2.72 

0.080 

0.07 

0.01 

0.00 

0.00 

0.04 

1.43 

1.12 

0.25 

0.017 

0.54 

0.68 


Sardarpura 

0822000402645300 

4.295 

Saline 

Bisalpur 

Command 

Phyllite & Schist 

0.272 

1.47 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.03 

0.04 



0822000702678600 

1.389 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

1.260 

2.32 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.11 

0.003 

0.49 

0.64 


Sarsop 

0810000501306500 

24.212 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.233 

1.83 

0.025 

0.14 

0.02 

0.00 

0.00 

0.00 

0.59 

0.51 

0.52 

0.035 

0.24 

0.27 


Sawai 

0822000402635300 

3.282 

Fresh 

Bisalpur 

Command 

Older Alluvium 

3.282 

1.55 

0.120 

0.02 

0.00 

0.00 

0.00 

0.01 

0.62 

0.46 

0.06 

0.009 

0.56 

0.75 


Sawasa 

0810000401305000 

3.297 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.453 

1.67 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.08 

0.08 






Dheel 

Command 

Phyllite & Schist 

0.132 

1.67 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.02 


Sedri 

0822000702676600 

4.041 

Fresh 

Galwa Bund 

Command 

Older Alluvium 

1.030 

2.07 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.16 

0.08 

0.003 

0.14 

0.17 


Seva rampura 

0822000499999908 

6.568 

Fresh 

Bisalpur 

Command 

Older Alluvium 

0.000 

1.44 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Shaidbad 

0822000499999909 

6.961 

Fresh 

Bisalpur 

Command 

Older Alluvium 

0.000 

2.37 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Shakurpura 

0822000499999910 

5.509 

Fresh 

Bisalpur 

Command 

Older Alluvium 

2.360 

1.38 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.42 

0.27 

0.10 

0.006 

0.24 

0.37 


Shiwar 

0810000501305500 

28.126 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.380 

2.68 

0.025 

0.06 

0.01 

0.00 

0.00 

0.00 

0.28 

0.24 

0.24 

0.011 

0.07 

0.08 


Shreepura 

0822000702677700 

2.161 

Fresh 

Bisalpur 

Command 

Older Alluvium 

0.018 

2.15 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 







Command 

Phyllite & Schist 

1.257 

2.15 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.08 

0.003 

0.32 

0.38 


Shuklpura 

0822000402634600 

4.059 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.059 

2.47 

0.020 

0.14 

0.02 

0.00 

0.00 

0.00 

0.32 

0.25 

0.53 

0.011 

0.55 

0.72 


Shyopuri 

0822000402635800 

1.789 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.438 

1.16 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.12 

0.001 

0.14 

0.21 






Bisalpur 

Command 

Older Alluvium 

1.352 

1.16 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.27 

0.18 

0.35 

0.004 

0.43 

0.65 


Sirohi 

0810000501308200 

11.628 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.205 

2.14 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.17 

0.06 

0.011 

0.16 

0.18 


Sitarampura 

0822000402635000 

8.594 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.095 

1.76 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.000 

0.01 

0.01 







Non-command 

Phyllite & Schist 

8.483 

1.76 

0.020 

0.11 

0.02 

0.00 

0.00 

0.04 

0.35 

0.30 

0.42 

0.023 

0.55 

0.65 


Sohela 

0822000202609300 

21.542 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.164 

3.21 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.30 

0.21 

0.14 

0.011 

0.11 

0.15 


Solpur 

0810000501306900 

10.423 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.908 

0.97 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.87 

0.75 

0.25 

0.023 

0.37 

0.43 







Non-command 

Phyllite & Schist 

2.370 

0.97 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.07 

0.008 

0.13 

0.15 


Sonwa 

0822000402636300 

22.250 

Fresh 

Bisalpur 

Command 

Older Alluvium 

16.426 

1.37 

0.120 

0.22 

0.03 

0.00 

0.00 

0.24 

2.64 

1.74 

0.84 

0.045 

0.42 

0.63 







Command 

Phyllite & Schist 

4.923 

1.37 

0.020 

0.04 

0.01 

0.00 

0.00 

0.01 

0.16 

0.10 

0.14 

0.013 

0.13 

0.19 


Soran 

0822000402639000 

4.727 

Fresh 

Bisalpur 

Command 

Older Alluvium 

4.727 

0.80 

0.120 

0.11 

0.02 

0.00 

0.00 

0.02 

0.53 

0.35 

0.41 

0.013 

0.57 

0.87 


Sunela ( Hazipura) 

0822000402640700 

5.837 

Fresh 

Bisalpur 

Command 

Older Alluvium 

5.837 

0.63 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.48 

0.33 

0.17 

0.016 

0.56 

0.81 


Sureli 

0822000702676400 

15.975 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.981 

1.74 

0.080 

0.19 

0.03 

0.00 

0.00 

0.00 

0.99 

0.86 

0.74 

0.016 

0.21 

0.24 






Galwa Bund 

Command 

Older Alluvium 

9.991 

1.74 

0.080 

0.32 

0.05 

0.00 

0.00 

0.00 

1.66 

1.44 

1.24 

0.027 

0.35 

0.41 


Tapur 

0810000501306000 

14.926 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.777 

2.89 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.04 

0.003 

0.03 

0.03 


Theekariya 

0822000402635700 

6.625 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.646 

0.96 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.22 

0.14 

0.10 

0.004 

0.14 

0.21 






Bisalpur 

Command 

Older Alluvium 

4.979 

0.96 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.64 

0.42 

0.29 

0.014 

0.43 

0.65 



0822000702676500 

2.385 

Fresh 

Galwa Bund 

Command 

Older Alluvium 

1.418 

1.96 

0.080 

0.05 

0.01 

0.00 

0.00 

0.00 

0.26 

0.23 

0.18 

0.004 

0.33 

0.39 


Tonk Urban 

0822000442204000 

31.073 

Fresh 

Bisalpur 

Command 

Older Alluvium 

13.197 

2.40 

0.120 

1.93 

0.08 

0.00 

0.00 

0.00 

5.65 

3.69 

2.02 

4.341 

0.24 

0.37 


Torda 

0810000501308300 

4.527 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.367 

2.16 

0.025 

0.07 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.27 

0.001 

0.05 

0.05 


Trilokpura 

0810000501308400 

8.680 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.197 

2.23 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.01 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Raghunathpura 

0822000402643900 

0.14 

0.00 

(127,064.67) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.005 

0.000 

0.004 

0.000 

0.30 

Safe 

Rahimpura 

0822000402638800 

0.22 

0.00 

1,452.90 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.006 

0.000 

0.006 

0.001 

15.05 

Safe 



0.14 

0.34 

(68.06) 

0.27 

0.01 

0.28 

0.05 

0.57 

- 

0.0100 

- 

- 

0.017 

0.027 

0.027 

0.307 

0.015 

0.292 

0.058 

20.05 

Safe 

Rahmandiya 

0822000402641100 

0.14 

0.25 

(16.99) 

0.20 

- 

0.20 

0.05 

0.61 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.225 

0.011 

0.213 

0.108 

50.41 

Safe 

Raipur 

0810000501306800 

0.24 

0.56 

15.53 

0.65 

0.01 

0.66 

0.06 

0.60 

0.07 

0.0200 

- 

- 

- 

0.020 

0.087 

0.743 

0.037 

0.706 

0.226 

31.97 

Safe 

Rajpura 

0822000402641300 

0.14 

0.06 

(2.57) 

0.06 

- 

0.06 

0.03 

0.38 

- 

- 

- 

- 

- 

- 

- 

0.057 

0.003 

0.054 

0.030 

56.40 

Safe 



0.14 

0.02 

46.96 

0.02 

- 

0.02 

0.02 

0.22 

- 

- 

- 

- 

- 

- 

- 

0.023 

0.001 

0.022 

0.009 

39.98 

Safe 

Ram Nagar 

0822000702675700 

0.10 

0.13 

(40.74) 

0.10 

0.01 

0.11 

0.05 

0.61 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.116 

0.006 

0.110 

0.014 

12.90 

Safe 

Ramganj 

0822000702678000 

0.10 

0.01 

298.34 

0.01 

0.01 

0.01 

0.01 

0.12 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.023 

0.001 

0.022 

0.044 

196.40 

Over Exploited 

Ramnagar 

0822000702677300 

0.15 

0.06 

196.12 

0.07 

0.00 

0.07 

0.05 

0.43 

0.01 

- 

0.0028 

0.0033 

0.002 

0.008 

0.015 

0.085 

0.004 

0.081 

0.015 

18.14 

Safe 

Rampura 

0822000702678300 

0.10 

0.01 

19,765.39 

0.01 

- 

0.01 

0.02 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.022 

0.128 

588.70 

Over Exploited 

Ramzan Ganj 

0822000702677500 

0.15 

0.00 

17,719.41 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

2.50 

Safe 



0.15 

0.01 

974.24 

0.01 

0.00 

0.01 

0.01 

0.10 

0.00 

- 

- 

- 

0.001 

0.001 

0.002 

0.011 

0.001 

0.010 

0.013 

131.68 

Over Exploited 



0.15 

0.03 

421.26 

0.04 

0.00 

0.04 

0.02 

0.23 

0.00 

- 

0.0027 

0.0033 

0.001 

0.007 

0.011 

0.048 

0.002 

0.045 

0.027 

58.62 

Safe 



0.10 

0.00 

702.69 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

0.0006 

0.0008 

- 

0.001 

0.002 

0.003 

0.000 

0.003 

0.001 

22.87 

Safe 

Rasoolapura 

0822000402645800 

0.14 

0.35 

(51.07) 

0.28 

0.02 

0.30 

0.05 

0.60 

- 

0.0300 

- 

- 

0.012 

0.042 

0.042 

0.338 

0.017 

0.321 

0.161 

50.29 

Safe 

Rathod 

0810000401304700 

0.08 

0.00 

1,862.23 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.007 

1,389.93 

Over Exploited 



0.08 

0.01 

570.86 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

- 

0.0026 

0.0042 

- 

0.007 

0.007 

0.014 

0.001 

0.014 

0.033 

246.25 

Over Exploited 

Raufpura Khera 

0822000402640600 

0.22 

0.42 

8.55 

0.45 

0.01 

0.46 

0.06 

0.61 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.495 

0.025 

0.470 

0.271 

57.67 

Safe 

Rhimpura 

0822000402641800 

0.14 

0.00 

509.41 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

1,664.96 

Over Exploited 



0.14 

0.21 

(71.01) 

0.17 

- 

0.17 

0.04 

0.55 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.180 

0.009 

0.171 

0.075 

43.88 

Safe 

Rooppura 

0822000702677600 

0.15 

0.00 

362,500.05 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.00 

1,247.21 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

0.006 

0.006 

0.006 

0.010 

0.001 

0.010 

0.008 

84.60 

Semi Critical 



0.15 

0.01 

1,591.69 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.022 

0.001 

0.021 

0.086 

410.14 

Over Exploited 



0.10 

0.05 

155.59 

0.05 

0.01 

0.07 

0.02 

0.23 

0.01 

0.0200 

- 

- 

0.006 

0.026 

0.031 

0.100 

0.005 

0.095 

0.166 

174.69 

Over Exploited 



0.15 

0.00 

43,526.89 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.05 

153.48 

0.06 

0.01 

0.07 

0.02 

0.24 

0.01 

0.0200 

0.0060 

0.0073 

0.006 

0.039 

0.045 

0.114 

0.006 

0.108 

0.166 

153.04 

Over Exploited 

Roopwas 

0822000702675800 

0.10 

0.38 

28.28 

0.46 

0.04 

0.50 

0.06 

0.61 

- 

0.1300 

- 

- 

0.003 

0.133 

0.133 

0.637 

0.032 

0.605 

1.136 

187.65 

Over Exploited 

Rughnathpura 

0822000702677200 

0.15 

0.07 

213.70 

0.08 

0.00 

0.09 

0.05 

0.43 

0.01 

- 

0.0034 

0.0041 

0.005 

0.013 

0.021 

0.109 

0.005 

0.104 

0.027 

26.27 

Safe 

Sadagaon 

0822000402639900 

0.14 

0.30 

(51.29) 

0.24 

0.01 

0.25 

0.06 

0.61 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.276 

0.014 

0.263 

0.184 

69.87 

Safe 

Sandila 

0822000402643700 

0.14 

0.02 

73.99 

0.02 

- 

0.02 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.022 

0.001 

0.021 

0.021 

99.15 

Critical 

Sangrampura 

0822000702676200 

0.15 

0.00 

1,778.15 

0.00 

0.04 

0.04 

0.00 

0.02 

- 

- 

- 

- 

0.055 

0.055 

0.055 

0.093 

0.005 

0.088 

0.013 

14.45 

Safe 



0.15 

0.52 

115.09 

0.62 

0.05 

0.67 

0.06 

0.59 

- 

0.0300 

- 

- 

0.055 

0.085 

0.085 

0.755 

0.038 

0.717 

0.269 

37.55 

Safe 

Sardarpura 

0822000402645300 

0.14 

0.00 

403.46 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

0.001 

51.99 

Safe 


0822000702678600 

0.10 

0.06 

9.40 

0.07 

- 

0.07 

0.05 

0.54 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.088 

0.004 

0.084 

0.112 

134.55 

Over Exploited 

Sarsop 

0810000501306500 

0.10 

0.24 

(88.78) 

0.29 

0.02 

0.31 

0.03 

0.27 

0.03 

0.0600 

- 

- 

- 

0.060 

0.092 

0.403 

0.020 

0.383 

0.554 

144.47 

Over Exploited 

Sawai 

0822000402635300 

0.22 

0.40 

14.49 

0.46 

0.01 

0.47 

0.06 

0.62 

- 

0.0100 

- 

- 

0.014 

0.024 

0.024 

0.495 

0.025 

0.470 

0.067 

14.25 

Safe 

Sawasa 

0810000401305000 

0.08 

0.00 

342.82 

0.00 

0.00 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

0.002 

0.002 

0.003 

0.008 

0.000 

0.007 

0.014 

186.84 

Over Exploited 



0.08 

0.00 

972.14 

0.00 

0.00 

0.00 

0.00 

0.03 

0.00 

- 

0.0003 

0.0003 

0.002 

0.003 

0.003 

0.005 

0.000 

0.005 

0.007 

139.02 

Over Exploited 

Sedri 

0822000702676600 

0.15 

0.02 

643.57 

0.03 

0.00 

0.03 

0.02 

0.16 

0.00 

0.0100 

0.0028 

0.0034 

0.002 

0.018 

0.021 

0.049 

0.002 

0.046 

0.087 

186.98 

Over Exploited 

Seva rampura 

0822000499999908 

0.22 

0.00 

########## 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

0.00 

Safe 

Shaidbad 

0822000499999909 

0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Shakurpura 

0822000499999910 

0.22 

0.13 

116.18 

0.15 

0.00 

0.15 

0.02 

0.27 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.168 

0.008 

0.160 

0.104 

65.44 

Safe 

Shiwar 

0810000501305500 

0.10 

0.02 

956.57 

0.03 

0.01 

0.04 

0.01 

0.08 

0.00 

0.0300 

- 

- 

- 

0.030 

0.033 

0.070 

0.004 

0.067 

0.253 

379.80 

Over Exploited 

Shreepura 

0822000702677700 

0.15 

0.00 

21,389.05 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.04 

54.21 

0.05 

0.00 

0.05 

0.04 

0.35 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.016 

0.065 

0.003 

0.061 

0.079 

129.33 

Over Exploited 

Shuklpura 

0822000402634600 

0.14 

0.32 

(21.36) 

0.25 

0.02 

0.27 

0.06 

0.61 

- 

0.0600 

- 

- 

0.000 

0.060 

0.060 

0.332 

0.017 

0.315 

0.543 

172.14 

Over Exploited 

Shyopuri 

0822000402635800 

0.22 

0.01 

344.53 

0.02 

- 

0.02 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.026 

0.001 

0.025 

0.119 

481.92 

Over Exploited 



0.22 

0.13 

37.51 

0.15 

0.01 

0.16 

0.04 

0.47 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.203 

0.010 

0.193 

0.354 

183.50 

Over Exploited 

Sirohi 

0810000501308200 

0.10 

0.05 

235.70 

0.06 

- 

0.06 

0.02 

0.18 

0.01 

- 

- 

- 

- 

- 

0.006 

0.067 

0.003 

0.064 

0.069 

108.11 

Over Exploited 

Sitarampura 

0822000402635000 

0.22 

0.00 

13,055.12 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.010 

6,339.94 

Over Exploited 



0.14 

0.65 

(54.86) 

0.52 

0.06 

0.58 

0.07 

0.62 

0.08 

0.0500 

- 

- 

0.058 

0.108 

0.185 

0.767 

0.038 

0.729 

0.446 

61.20 

Safe 

Sohela 

0822000202609300 

0.14 

0.06 

234.89 

0.07 

0.01 

0.08 

0.01 

0.12 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.105 

0.005 

0.100 

0.151 

151.96 

Over Exploited 

Solpur 

0810000501306900 

0.24 

0.62 

21.57 

0.74 

0.01 

0.75 

0.05 

0.42 

0.08 

0.0300 

- 

- 

- 

0.030 

0.107 

0.858 

0.043 

0.815 

0.273 

33.54 

Safe 



0.10 

0.03 

122.01 

0.04 

- 

0.04 

0.02 

0.14 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.050 

0.003 

0.048 

0.073 

153.36 

Over Exploited 

Sonwa 

0822000402636300 

0.22 

1.51 

15.48 

1.74 

0.27 

2.01 

0.04 

0.46 

- 

0.0900 

- 

- 

0.357 

0.447 

0.447 

2.456 

0.123 

2.333 

0.885 

37.93 

Safe 



0.14 

0.09 

21.75 

0.10 

0.02 

0.12 

0.01 

0.14 

- 

0.0200 

- 

- 

0.008 

0.028 

0.028 

0.146 

0.007 

0.139 

0.155 

112.00 

Over Exploited 

Soran 

0822000402639000 

0.22 

0.59 

(41.18) 

0.47 

0.04 

0.51 

0.05 

0.62 

- 

0.0500 

- 

- 

0.023 

0.073 

0.073 

0.581 

0.029 

0.552 

0.421 

76.30 

Semi Critical 

Sunela ( Hazipura) 

0822000402640700 

0.22 

0.72 

(53.93) 

0.58 

0.01 

0.59 

0.05 

0.62 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.611 

0.031 

0.581 

0.182 

31.32 

Safe 

Sureli 

0822000702676400 

0.15 

0.19 

353.47 

0.23 

0.03 

0.26 

0.03 

0.24 

0.02 

0.0800 

- 

- 

0.005 

0.085 

0.108 

0.368 

0.018 

0.350 

0.760 

217.37 

Over Exploited 



0.15 

0.53 

172.25 

0.63 

0.05 

0.69 

0.04 

0.40 

0.07 

0.1400 

0.0276 

0.0332 

0.005 

0.205 

0.271 

0.957 

0.048 

0.909 

1.263 

138.89 

Over Exploited 

Tapur 

0810000501306000 

0.10 

0.00 

2,437.80 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.039 

1,343.79 

Over Exploited 

Theekariya 

0822000402635700 

0.22 

0.05 

182.11 

0.06 

0.00 

0.06 

0.01 

0.15 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.071 

0.004 

0.068 

0.102 

151.31 

Over Exploited 



0.22 

0.47 

(9.59) 

0.42 

0.01 

0.43 

0.04 

0.46 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.462 

0.023 

0.438 

0.307 

69.93 

Safe 


0822000702676500 

0.15 

0.07 

217.46 

0.09 

0.01 

0.10 

0.04 

0.38 

0.01 

0.0200 

0.0039 

0.0047 

0.003 

0.031 

0.040 

0.137 

0.007 

0.130 

0.184 

141.04 

Over Exploited 

Tonk Urban 

0822000442204000 

0.22 

0.70 

########## 

0.84 

0.08 

0.92 

0.02 

0.26 

- 

0.3800 

- 

- 

- 

0.380 

0.380 

1.299 

0.065 

1.234 

6.362 

515.65 

Over Exploited 

Torda 

0810000501308300 

0.10 

0.00 

4,602.16 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.012 

0.268 

2,300.93 

Over Exploited 

Trilokpura 

0810000501308400 

0.10 

0.00 

3,754.19 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.008 

2,337.08 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Um 

082200040264540C 

9.062 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

0.094 

1.55 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 





Saline 

Bisalpur 

Command 

Phyllite & Schist 

2.129 

1.55 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.05 

0.006 

0.12 

0.15 


Untitana 

082200040264000C 

6.046 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

6.046 

1.08 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.20 

0.14 

0.28 

0.017 

0.56 

0.79 


Usmanpura 

0822000402637800 

4.500 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

2.598 

0.14 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.007 

0.32 

0.49 



0822000402637900 

2.132 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

2.122 

0.16 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.006 

0.56 

0.85 


Vijaipura 

0822000702677900 

3.105 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

1.666 

2.37 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.09 

0.08 

0.09 

0.004 

0.29 

0.36 


Yakoob Ganj 

0822000402646000 

3.717 

Fresh 

Bisalpur 

Command 

Older Alluvium 

0.135 

2.19 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.000 

0.02 

0.02 







Command 

Phyllite & Schist 

3.483 

2.19 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.21 

0.17 

0.27 

0.010 

0.50 

0.63 





Saline 

Bisalpur 

Command 

Phyllite & Schist 

0.099 

2.19 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Yusufganj @ Ramnagar 

0822000402641400 

4.019 

Saline 

Bisalpur 

Command 

Phyllite & Schist 

3.260 

2.09 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.13 

0.10 

0.04 

0.009 

0.43 

0.58 


Yusufpura @ Charai 

0822000402635900 

3.219 

Fresh 

Bisalpur 

Command 

Older Alluvium 

3.219 

0.83 

0.120 

0.07 

0.01 

0.00 

0.00 

0.01 

0.37 

0.25 

0.28 

0.009 

0.57 

0.87 

07001003 

Adalwara Kalan 

0810000501309000 

8.188 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.652 

1.56 

0.025 

0.36 

0.02 

0.00 

0.00 

0.00 

0.64 

0.52 

1.41 

0.026 

0.62 

0.76 


Adalwara Khurd 

0810000501308900 

3.914 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.912 

2.17 

0.025 

0.07 

0.00 

0.00 

0.00 

0.00 

0.28 

0.23 

0.27 

0.013 

0.65 

0.79 


Adoondi 

0810000601316000 

2.423 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.072 

3.29 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.000 

0.02 

0.03 


Ajnoti 

0810000601315200 

5.348 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.189 

3.00 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.47 

0.39 

0.19 

0.004 

0.15 

0.18 







Non-command 

Phyllite & Schist 

3.388 

3.00 

0.025 

0.10 

0.01 

0.00 

0.00 

0.00 

0.34 

0.29 

0.39 

0.011 

0.43 

0.52 






Surwal 

Command 

Phyllite & Schist 

0.766 

3.00 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.09 

0.003 

0.10 

0.12 


Akhegarh 

0810000701332900 

5.007 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.187 

2.62 

0.100 

0.10 

0.01 

0.00 

0.00 

0.00 

0.92 

0.95 

0.39 

0.008 

0.41 

0.39 







Non-command 

Limestone 

0.078 

2.62 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 


Akoda 

0810000701339200 

14.010 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.168 

2.24 

0.100 

0.09 

0.01 

0.00 

0.00 

0.00 

1.46 

1.51 

0.36 

0.016 

0.28 

0.27 


Aniyala 

0810000701338600 

11.583 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.103 

2.62 

0.100 

0.22 

0.03 

0.00 

0.00 

0.00 

1.53 

1.57 

0.87 

0.013 

0.28 

0.28 







Non-command 

Limestone 

1.295 

2.62 

0.030 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.14 

0.12 

0.003 

0.07 

0.07 


Badolas 

0810000601313200 

7.788 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.696 

2.04 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.44 

0.41 

0.09 

0.006 

0.14 

0.15 







Non-command 

Limestone 

4.636 

2.04 

0.030 

0.05 

0.01 

0.00 

0.00 

0.00 

0.32 

0.30 

0.19 

0.016 

0.38 

0.41 


Bagroli 

0810000401304500 

9.534 

Fresh 

Dheel 

Command 

Phyllite & Schist 

0.412 

1.64 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.02 

0.03 


Bahrawada Kalan 

0810000701331600 

7.709 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.031 

1.99 

0.100 

0.27 

0.04 

0.00 

0.00 

0.00 

0.83 

0.87 

1.07 

0.008 

0.25 

0.24 


Bajoli 

0810000701328400 

8.862 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.100 

1.50 

0.100 

0.22 

0.03 

0.00 

0.00 

0.00 

1.25 

1.33 

0.84 

0.018 

0.51 

0.48 


Baloli 

0810000301293200 

2.642 

Fresh 

Non-command 

Non-command 

Limestone 

0.019 

1.33 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Dheel 

Command 

Limestone 

0.081 

1.33 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.02 


Bandha 

0810000601311900 

13.067 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.079 

2.88 

0.025 

0.26 

0.01 

0.00 

0.00 

0.00 

0.90 

0.78 

1.01 

0.031 

0.44 

0.51 


Bangarda Kalan 

0810000701331000 

4.996 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.888 

1.46 

0.100 

0.09 

0.01 

0.00 

0.00 

0.00 

0.64 

0.67 

0.34 

0.010 

0.50 

0.48 


Bangarda Khurd 

0810000701330900 

1.870 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.675 

1.41 

0.100 

0.08 

0.01 

0.00 

0.00 

0.01 

0.30 

0.31 

0.31 

0.004 

0.57 

0.55 


Banipura 

0810000701333700 

9.308 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.013 

3.76 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

0.000 

3.76 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Shale 

7.679 

3.76 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.61 

0.63 

0.09 

0.019 

0.53 

0.51 


Banota 

0810000601315700 

6.562 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.153 

3.18 

0.025 

0.16 

0.02 

0.00 

0.00 

0.00 

0.63 

0.52 

0.60 

0.021 

0.63 

0.75 


Banpur 

0810000701330300 

1.210 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.757 

3.21 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.27 

0.28 

0.15 

0.002 

0.40 

0.39 







Non-command 

Quartzite 

0.453 

3.21 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.05 

0.001 

0.24 

0.23 


Baragaon @ Kahar 

0810000301290000 

6.820 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.004 

0.79 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Phyllite & Schist 

0.030 

0.79 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Dheel 

Command 

Older Alluvium 

0.397 

0.79 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.05 

0.002 

0.03 

0.03 







Command 

Phyllite & Schist 

0.082 

0.79 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Bareda 

0810000701329900 

10.936 

Fresh 

Non-command 

Non-command 

Quartzite 

8.648 

1.78 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.35 

0.35 

0.13 

0.022 

0.51 

0.51 


Barh Bichchhi Dona 

0810000301293400 

1.659 

Fresh 

Non-command 

Non-command 

Limestone 

0.031 

1.33 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 






Dheel 

Command 

Limestone 

0.662 

1.33 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.07 

0.003 

0.24 

0.24 


Barh Biloli 

0810000301294100 

7.384 

Fresh 

Non-command 

Non-command 

Quartzite 

2.836 

1.58 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.09 

0.10 

0.23 

0.011 

0.23 

0.22 







Non-command 

Limestone 

1.669 

1.58 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.09 

0.007 

0.14 

0.13 


Barh Peelwa 

0810000301293800 

9.766 

Fresh 

Non-command 

Non-command 

Quartzite 

4.959 

1.56 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.11 

0.15 

0.020 

0.31 

0.31 







Non-command 

Limestone 

4.207 

1.56 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.17 

0.09 

0.017 

0.27 

0.26 






Dheel 

Command 

Limestone 

0.024 

1.56 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Barh Peepalwara Chak No.l 

0810000301292900 

1.263 

Fresh 

Non-command 

Non-command 

Limestone 

1.256 

1.55 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.01 

0.005 

0.62 

0.65 






Dheel 

Command 

Limestone 

0.007 

1.55 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Barh Peepalwara Chak No.2 

0810000301293000 

2.017 

Fresh 

Non-command 

Non-command 

Limestone 

2.017 

1.53 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.03 

0.008 

0.62 

0.65 


Barh Peepalwara Chak No.3 

0810000301292800 

0.648 

Fresh 

Non-command 

Non-command 

Limestone 

0.377 

1.40 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.36 

0.37 






Dheel 

Command 

Limestone 

0.260 

1.40 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.25 

0.26 


Barnawada 

0810000701333400 

9.480 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.283 

3.57 

0.100 

0.09 

0.01 

0.00 

0.00 

0.00 

1.61 

1.67 

0.35 

0.011 

0.29 

0.28 







Non-command 

Limestone 

4.359 

3.57 

0.030 

0.05 

0.01 

0.00 

0.00 

0.00 

0.50 

0.52 

0.18 

0.011 

0.30 

0.28 







Non-command 

Shale 

0.839 

3.57 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.05 

0.002 

0.06 

0.05 


Barod 

0810000701338400 

10.301 

Fresh 

Non-command 

Non-command 

Limestone 

6.481 

3.51 

0.030 

0.17 

0.02 

0.00 

0.00 

0.00 

0.83 

0.86 

0.66 

0.016 

0.41 

0.39 


Barodiya 

0810000301290600 

3.705 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.123 

1.40 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.02 






Dheel 

Command 

Phyllite & Schist 

1.861 

1.40 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.09 

0.15 

0.007 

0.29 

0.27 


Barwas 

0810000701339300 

11.482 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.037 

2.36 

0.100 

0.22 

0.03 

0.00 

0.00 

0.00 

1.62 

1.67 

0.88 

0.015 

0.34 

0.33 


Baso Kalan 

0810000701326800 

3.903 

Fresh 

Non-command 

Non-command 

Quartzite 

0.613 

1.60 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.002 

0.10 

0.10 







Non-command 

Limestone 

2.809 

1.60 

0.030 

0.04 

0.01 

0.00 

0.00 

0.00 

0.16 

0.17 

0.16 

0.007 

0.45 

0.44 


Baso Khurd 

0810000701326900 

4.392 

Fresh 

Non-command 

Non-command 

Quartzite 

2.741 

1.66 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.15 

0.15 

0.27 

0.007 

0.40 

0.39 







Non-command 

Limestone 

0.037 

1.66 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Basra Nadi 

0810000401305100 

3.251 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.371 

1.28 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.07 

0.07 






Dheel 

Command 

Phyllite & Schist 

2.879 

1.28 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.08 

0.012 

0.51 

0.52 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Um 

0822000402645400 

0.14 

0.00 

3,108.09 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

6,433.01 

Over Exploited 



0.14 

0.04 

68.08 

0.04 

- 

0.04 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.054 

0.003 

0.051 

0.052 

101.44 

Over Exploited 

Untitana 

0822000402640000 

0.14 

0.47 

(70.25) 

0.38 

0.01 

0.39 

0.05 

0.61 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.419 

0.021 

0.399 

0.301 

75.41 

Semi Critical 

Usmanpura 

0822000402637800 

0.14 

0.12 

(92.43) 

0.09 

0.00 

0.10 

0.03 

0.35 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.103 

0.005 

0.098 

0.023 

23.55 

Safe 


0822000402637900 

0.14 

0.17 

(97.60) 

0.13 

0.00 

0.13 

0.05 

0.61 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.135 

0.007 

0.128 

0.017 

13.07 

Safe 

Vijaipura 

0822000702677900 

0.10 

0.05 

54.94 

0.06 

0.01 

0.07 

0.03 

0.33 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.085 

0.004 

0.081 

0.096 

118.74 

Over Exploited 

Yakoob Ganj 

0822000402646000 

0.22 

0.00 

4,825.34 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.019 

2,988.50 

Over Exploited 



0.14 

0.24 

(30.46) 

0.19 

0.01 

0.20 

0.04 

0.54 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.234 

0.012 

0.222 

0.278 

125.10 

Over Exploited 



0.14 

0.00 

1,656.30 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.002 

1,028.15 

Over Exploited 

Yusufganj @ Ramnagar 

0822000402641400 

0.14 

0.20 

(49.56) 

0.16 

0.01 

0.17 

0.04 

0.47 

- 

- 

- 

- 

0.018 

0.018 

0.018 

0.189 

0.009 

0.179 

0.053 

29.50 

Safe 

Yusufpura @ Charai 

0822000402635900 

0.22 

0.40 

(39.08) 

0.32 

0.02 

0.34 

0.05 

0.62 

- 

0.0300 

- 

- 

0.008 

0.038 

0.038 

0.375 

0.019 

0.356 

0.285 

80.00 

Semi Critical 

Adalwara Kalan 

0810000501309000 

0.10 

0.48 

10.23 

0.52 

0.02 

0.54 

0.06 

0.69 

- 

0.1600 

- 

- 

- 

0.160 

0.160 

0.704 

0.035 

0.669 

1.433 

214.12 

Over Exploited 

Adalwara Khurd 

0810000501308900 

0.10 

0.26 

(8.39) 

0.23 

0.00 

0.23 

0.07 

0.72 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.245 

0.012 

0.233 

0.287 

123.53 

Over Exploited 

Adoondi 

0810000601316000 

0.10 

0.00 

2,981.65 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

4,165.83 

Over Exploited 

Ajnoti 

0810000601315200 

0.24 

0.04 

802.56 

0.05 

0.01 

0.06 

0.01 

0.17 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.082 

0.004 

0.078 

0.194 

249.71 

Over Exploited 



0.10 

0.15 

96.09 

0.18 

0.01 

0.19 

0.04 

0.47 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.225 

0.011 

0.214 

0.405 

189.51 

Over Exploited 



0.10 

0.01 

763.32 

0.01 

- 

0.01 

0.01 

0.11 

- 

0.0100 

0.0006 

0.0007 

- 

0.011 

0.011 

0.020 

0.001 

0.019 

0.094 

488.86 

Over Exploited 

Akhegarh 

0810000701332900 

0.22 

0.29 

232.48 

0.34 

0.01 

0.36 

0.04 

0.45 

- 

0.0400 

- 

- 

0.006 

0.046 

0.046 

0.405 

0.020 

0.384 

0.400 

104.09 

Over Exploited 



0.06 

0.00 

13,475.33 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

19,271.46 

Over Exploited 

Akoda 

0810000701339200 

0.22 

0.38 

292.82 

0.46 

0.01 

0.47 

0.03 

0.31 

- 

0.0400 

- 

- 

0.004 

0.044 

0.044 

0.517 

0.026 

0.491 

0.372 

75.61 

Semi Critical 

Aniyala 

0810000701338600 

0.22 

0.32 

394.29 

0.38 

0.03 

0.41 

0.03 

0.31 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.512 

0.026 

0.487 

0.884 

181.59 

Over Exploited 



0.06 

0.01 

2,327.36 

0.01 

- 

0.01 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.123 

776.10 

Over Exploited 

Badolas 

0810000601313200 

0.24 

0.06 

615.22 

0.07 

- 

0.07 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.078 

0.004 

0.074 

0.095 

127.75 

Over Exploited 



0.09 

0.16 

89.90 

0.19 

0.01 

0.20 

0.04 

0.42 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.221 

0.011 

0.210 

0.201 

95.72 

Critical 

Bagroli 

0810000401304500 

0.08 

0.00 

1,395.99 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

0.0017 

0.0020 

- 

0.004 

0.004 

0.005 

0.000 

0.005 

0.008 

169.03 

Over Exploited 

Bahrawada Kalan 

0810000701331600 

0.22 

0.17 

413.77 

0.20 

0.04 

0.24 

0.02 

0.28 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

0.362 

0.018 

0.344 

1.077 

312.92 

Over Exploited 

Bajoli 

0810000701328400 

0.22 

0.79 

68.00 

0.95 

0.03 

0.98 

0.04 

0.55 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

1.072 

0.054 

1.018 

0.860 

84.45 

Semi Critical 

Baloli 

0810000301293200 

0.08 

0.00 

7,219.83 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

1,722.78 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0002 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.006 

788.20 

Over Exploited 

Bandha 

0810000601311900 

0.10 

0.40 

94.29 

0.48 

0.01 

0.49 

0.05 

0.49 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

0.602 

0.030 

0.571 

1.044 

182.62 

Over Exploited 

Bangarda Kalan 

0810000701331000 

0.22 

0.43 

57.45 

0.51 

0.01 

0.53 

0.04 

0.54 

- 

0.0400 

- 

- 

0.006 

0.046 

0.046 

0.572 

0.029 

0.543 

0.352 

64.76 

Safe 

Bangarda Khurd 

0810000701330900 

0.22 

0.21 

48.51 

0.25 

0.02 

0.27 

0.05 

0.62 

- 

0.0300 

- 

- 

0.010 

0.040 

0.040 

0.310 

0.015 

0.294 

0.314 

106.74 

Over Exploited 

Banipura 

0810000701333700 

0.22 

0.00 

196,902.30 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.15 

12,285.98 

0.18 

- 

0.18 

0.05 

0.58 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.194 

0.010 

0.184 

0.113 

61.47 

Safe 

Banota 

0810000601315700 

0.10 

0.39 

36.22 

0.46 

0.02 

0.48 

0.06 

0.69 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.552 

0.028 

0.525 

0.623 

118.71 

Over Exploited 

Banpur 

0810000701330300 

0.22 

0.07 

322.80 

0.08 

0.01 

0.09 

0.04 

0.44 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.112 

0.006 

0.106 

0.150 

141.23 

Over Exploited 



0.06 

0.01 

519.84 

0.01 

- 

0.01 

0.02 

0.26 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.051 

301.42 

Over Exploited 

Baragaon @ Kahar 

0810000301290000 

0.16 

0.00 

162,810.53 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

8,117.51 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.16 

0.00 

1,714.02 

0.00 

- 

0.00 

0.00 

0.04 

- 

0.0100 

0.0020 

0.0020 

- 

0.014 

0.014 

0.017 

0.001 

0.016 

0.050 

314.98 

Over Exploited 



0.08 

0.00 

2,741.57 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0004 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.006 

779.27 

Over Exploited 

Bareda 

0810000701329900 

0.06 

0.26 

140,247.46 

0.31 

- 

0.31 

0.05 

0.56 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.318 

0.016 

0.302 

0.148 

48.90 

Safe 

Barh Bichchhi Dona 

0810000301293400 

0.08 

0.00 

2,785.53 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

19,375.32 

Over Exploited 



0.08 

0.01 

197.29 

0.02 

- 

0.02 

0.02 

0.26 

- 

0.0100 

0.0020 

0.0033 

- 

0.015 

0.015 

0.031 

0.002 

0.029 

0.077 

263.70 

Over Exploited 

Barh Biloli 

0810000301294100 

0.06 

0.04 

153.39 

0.05 

0.01 

0.06 

0.02 

0.25 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.088 

0.004 

0.083 

0.236 

283.29 

Over Exploited 



0.08 

0.02 

321.09 

0.02 

- 

0.02 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.032 

0.002 

0.030 

0.098 

320.51 

Over Exploited 

Barh Peelwa 

0810000301293800 

0.06 

0.09 

17.67 

0.11 

0.01 

0.12 

0.03 

0.34 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.140 

0.007 

0.133 

0.167 

125.57 

Over Exploited 



0.08 

0.09 

84.18 

0.11 

- 

0.11 

0.02 

0.29 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.118 

0.006 

0.112 

0.106 

94.79 

Critical 



0.08 

0.00 

24,153.23 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Barh Peepalwara Chak No.l 

0810000301292900 

0.08 

0.06 

(40.26) 

0.05 

- 

0.05 

0.06 

0.68 

- 

- 

- 

- 

- 

- 

- 

0.050 

0.002 

0.047 

0.017 

35.91 

Safe 



0.08 

0.00 

9,786.59 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Barh Peepalwara Chak No.2 

0810000301293000 

0.08 

0.10 

(31.20) 

0.08 

- 

0.08 

0.06 

0.68 

- 

- 

- 

- 

- 

- 

- 

0.081 

0.004 

0.077 

0.037 

48.45 

Safe 

Barh Peepalwara Chak No.3 

0810000301292800 

0.08 

0.01 

(5.54) 

0.01 

- 

0.01 

0.03 

0.39 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.001 

0.010 

0.014 

139.43 

Over Exploited 



0.08 

0.01 

38.01 

0.01 

- 

0.01 

0.02 

0.27 

- 

- 

0.0011 

0.0013 

- 

0.002 

0.002 

0.008 

0.000 

0.008 

0.013 

162.03 

Over Exploited 

Barnawada 

0810000701333400 

0.22 

0.27 

509.61 

0.33 

0.01 

0.34 

0.03 

0.32 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.380 

0.019 

0.361 

0.360 

99.57 

Critical 



0.06 

0.08 

576.52 

0.09 

0.01 

0.11 

0.03 

0.32 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.129 

0.006 

0.123 

0.191 

155.39 

Over Exploited 



0.04 

0.00 

3,695.52 

0.00 

- 

0.00 

0.01 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.012 

0.055 

471.85 

Over Exploited 

Barod 

0810000701338400 

0.06 

0.16 

445.54 

0.19 

0.02 

0.21 

0.04 

0.44 

- 

0.0700 

- 

- 

0.006 

0.076 

0.076 

0.289 

0.014 

0.274 

0.674 

245.89 

Over Exploited 

Barodiya 

0810000301290600 

0.08 

0.00 

1,851.10 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

3,004.01 

Over Exploited 



0.08 

0.04 

102.22 

0.05 

0.01 

0.06 

0.03 

0.32 

- 

0.0200 

0.0095 

0.0092 

- 

0.039 

0.039 

0.101 

0.005 

0.096 

0.153 

160.54 

Over Exploited 

Barwas 

0810000701339300 

0.22 

0.45 

270.86 

0.54 

0.03 

0.57 

0.03 

0.37 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.669 

0.033 

0.636 

0.893 

140.47 

Over Exploited 

Baso Kalan 

0810000701326800 

0.06 

0.00 

82,356.64 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.041 

988.36 

Over Exploited 



0.06 

0.07 

94,493.03 

0.09 

0.01 

0.10 

0.04 

0.49 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.119 

0.006 

0.113 

0.165 

145.49 

Over Exploited 

Baso Khurd 

0810000701326900 

0.06 

0.04 

7,794.58 

0.05 

0.01 

0.06 

0.04 

0.43 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.079 

0.004 

0.075 

0.278 

368.81 

Over Exploited 



0.06 

0.00 

15,002.02 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Basra Nadi 

0810000401305100 

0.08 

0.00 

296.89 

0.00 

0.00 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

0.002 

0.002 

0.002 

0.006 

0.000 

0.006 

0.013 

228.81 

Over Exploited 



0.08 

0.12 

(23.80) 

0.09 

0.00 

0.09 

0.06 

0.57 

0.01 

0.0100 

0.0089 

0.0142 

0.002 

0.035 

0.049 

0.144 

0.007 

0.137 

0.090 

65.56 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Beerpur 

081000070132820C 

5.775 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

1.49 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhadlao 

081000060131390C 

6.263 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.281 

3.40 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.03 

0.001 

0.03 

0.04 






Surwal 

Command 

Older Alluvium 

0.167 

3.40 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.02 

0.001 

0.02 

0.02 


Bhagwatgarh 

0810000501308500 

39.088 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.807 

2.45 

0.025 

0.25 

0.01 

0.00 

0.00 

0.00 

0.78 

0.67 

0.94 

0.030 

0.14 

0.16 


Bhains Khera 

0810000601314800 

5.186 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

4.19 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Surwal 

Command 

Older Alluvium 

4.654 

4.19 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

2.43 

2.02 

0.37 

0.016 

0.62 

0.74 







Command 

Phyllite & Schist 

0.530 

4.19 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.04 

0.002 

0.07 

0.08 


Bhaopur 

0810000701328800 

13.418 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.553 

1.48 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

1.60 

1.74 

0.17 

0.027 

0.49 

0.45 


Bharja Nadi 

0810000301291000 

11.188 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.734 

1.81 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.13 

0.08 

0.003 

0.04 

0.05 







Non-command 

Phyllite & Schist 

3.160 

1.81 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.16 

0.15 

0.23 

0.013 

0.18 

0.20 







Non-command 

Limestone 

4.210 

1.81 

0.020 

0.08 

0.02 

0.00 

0.00 

0.00 

0.21 

0.19 

0.30 

0.017 

0.24 

0.26 






Dheel 

Command 

Phyllite & Schist 

3.016 

1.81 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.16 

0.14 

0.21 

0.012 

0.17 

0.19 







Command 

Limestone 

0.061 

1.81 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhir 

0810000701329300 

18.560 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.308 

1.79 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

1.89 

1.94 

0.17 

0.026 

0.36 

0.35 







Non-command 

Quartzite 

2.560 

1.79 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.03 

0.006 

0.09 

0.09 


Bholanpur 

0810000701331500 

2.450 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.450 

2.30 

0.100 

0.14 

0.02 

0.00 

0.00 

0.01 

0.68 

0.70 

0.55 

0.006 

0.64 

0.62 


Bhookha 

0810000301292700 

7.493 

Fresh 

Non-command 

Non-command 

Limestone 

5.578 

1.51 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.23 

0.22 

0.25 

0.022 

0.46 

0.49 






Dheel 

Command 

Limestone 

0.680 

1.51 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.003 

0.06 

0.06 


Bhoori Pahari 

0810000701327000 

30.342 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.759 

1.57 

0.100 

0.09 

0.01 

0.00 

0.00 

0.00 

0.99 

1.08 

0.32 

0.015 

0.12 

0.11 







Non-command 

Quartzite 

13.355 

1.57 

0.020 

0.12 

0.02 

0.00 

0.00 

0.00 

0.52 

0.57 

0.45 

0.034 

0.27 

0.25 







Non-command 

Limestone 

8.693 

1.57 

0.030 

0.07 

0.01 

0.00 

0.00 

0.00 

0.47 

0.52 

0.25 

0.022 

0.18 

0.16 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.073 

1.57 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Bichchhi Dona 

0810000301293300 

9.184 

Fresh 

Non-command 

Non-command 

Limestone 

5.515 

1.41 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.19 

0.19 

0.16 

0.022 

0.37 

0.37 






Dheel 

Command 

Limestone 

1.475 

1.41 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.04 

0.006 

0.10 

0.10 


Bichpuri Goojran 

0810000701330700 

6.800 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.095 

1.44 

0.100 

0.20 

0.03 

0.00 

0.00 

0.00 

0.90 

0.95 

0.79 

0.013 

0.48 

0.45 


Biloli Nadi 

0810000301294200 

4.115 

Fresh 

Non-command 

Non-command 

Quartzite 

0.371 

1.58 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.001 

0.05 

0.05 







Non-command 

Limestone 

2.822 

1.58 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.13 

0.14 

0.19 

0.011 

0.42 

0.38 


Chak Biloli 

0810000301293900 

3.816 

Fresh 

Non-command 

Non-command 

Quartzite 

0.023 

1.50 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Limestone 

0.686 

1.50 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.003 

0.11 

0.11 






Dheel 

Command 

Limestone 

1.792 

1.50 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.09 

0.007 

0.29 

0.28 


Chak Sigor 

0810000701338900 

0.994 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.994 

2.64 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.31 

0.32 

0.25 

0.003 

0.64 

0.62 


Chakeri 

0810000601314600 

10.932 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.468 

3.14 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.17 

0.05 

0.002 

0.03 

0.03 






Surwal 

Command 

Older Alluvium 

3.996 

3.14 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

1.60 

1.42 

0.40 

0.013 

0.24 

0.27 


Chiroli 

0810000701329400 

15.338 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.291 

2.42 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

2.53 

2.62 

0.17 

0.026 

0.43 

0.42 







Non-command 

Quartzite 

1.258 

2.42 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.01 

0.003 

0.05 

0.05 


Dabich 

0810000701333600 

11.918 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.918 

2.61 

0.100 

0.22 

0.03 

0.00 

0.00 

0.00 

3.30 

3.43 

0.82 

0.030 

0.64 

0.62 


Dang Bajoli 

0810000701327400 

22.936 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.754 

1.47 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.55 

0.63 

0.00 

0.009 

0.10 

0.09 


Dang Bhavpur 

0810000701327300 

14.150 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.207 

1.46 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.00 

0.001 

0.01 

0.01 


Dehlod 

0810000301290900 

8.508 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.864 

1.23 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.33 

0.32 

0.07 

0.011 

0.21 

0.22 







Non-command 

Phyllite & Schist 

0.532 

1.23 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.04 

0.04 






Dheel 

Command 

Older Alluvium 

1.436 

1.23 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.16 

0.03 

0.006 

0.10 

0.11 







Command 

Phyllite & Schist 

3.675 

1.23 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.05 

0.015 

0.26 

0.28 


Deoli 

0810000301289900 

3.706 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.022 

0.73 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Dheel 

Command 

Older Alluvium 

0.058 

0.73 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 







Command 

Phyllite & Schist 

2.985 

0.73 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.09 

0.09 

0.24 

0.012 

0.48 

0.49 


Dhoonda 

0810000601312300 

2.436 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.403 

2.10 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.64 

0.59 

0.20 

0.008 

0.61 

0.66 


Didwari 

0810000401304000 

8.249 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.400 

0.96 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.002 

0.03 

0.03 






Dheel 

Command 

Phyllite & Schist 

1.375 

0.96 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.11 

0.006 

0.10 

0.09 


Diwara 

0810000301291900 

5.549 

Fresh 

Non-command 

Non-command 

Limestone 

0.000 

1.10 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Dheel 

Command 

Limestone 

0.003 

1.10 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dobra Khurd 

0810000601312100 

3.747 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.842 

2.39 

0.025 

0.06 

0.01 

0.00 

0.00 

0.00 

0.16 

0.15 

0.25 

0.006 

0.30 

0.33 


Doongri 

0810000701327100 

6.151 

Fresh 

Non-command 

Non-command 

Quartzite 

5.505 

1.60 

0.020 

0.16 

0.02 

0.00 

0.00 

0.00 

0.32 

0.33 

0.63 

0.014 

0.56 

0.53 


Dubbi Bidarkha 

0810000601312400 

15.347 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.424 

1.88 

0.120 

0.20 

0.05 

0.00 

0.00 

0.00 

2.95 

2.62 

0.75 

0.042 

0.52 

0.59 







Non-command 

Phyllite & Schist 

0.040 

1.88 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Dheel 

Command 

Older Alluvium 

0.001 

1.88 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Phyllite & Schist 

0.063 

1.88 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dubbi Khurd 

0810000601314300 

3.783 

Fresh 

Surwal 

Command 

Older Alluvium 

1.776 

3.69 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.87 

0.75 

0.36 

0.006 

0.32 

0.37 


Dubra Kalan 

0810000601314400 

5.133 

Fresh 

Surwal 

Command 

Older Alluvium 

4.901 

4.04 

0.120 

0.18 

0.03 

0.00 

0.00 

0.00 

2.53 

2.14 

0.71 

0.017 

0.65 

0.77 


Ekra 

0810000501311500 

5.563 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.225 

0.93 

0.025 

0.01 

0.00 

0.00 

0.00 

0.03 

-0.01 

-0.01 

0.03 

0.001 

0.03 

0.03 


Endwa 

0810000601313600 

2.209 

Fresh 

Non-command 

Non-command 

Limestone 

1.177 

1.80 

0.030 

0.16 

0.02 

0.00 

0.00 

0.00 

0.20 

0.19 

0.65 

0.004 

0.34 

0.36 


Fatehpur 

0809000601249800 

13.064 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.376 

1.42 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.31 

0.05 

0.003 

0.06 

0.05 





Saline 

Non-command 

Non-command 

Older Alluvium 

9.301 

1.42 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

1.62 

2.03 

0.13 

0.022 

0.42 

0.34 


Gambheera 

0810000301291100 

4.806 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.077 

0.76 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 






Dheel 

Command 

Phyllite & Schist 

2.471 

0.76 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.12 

0.11 

0.33 

0.010 

0.31 

0.32 


Garhi Ka Gaon 

0809000601249600 

9.479 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.293 

1.37 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.02 

0.001 

0.02 

0.01 


Ghata Jharnya 

0810000601311800 

3.665 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.289 

2.42 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.13 

0.01 

0.008 

0.37 

0.41 


Girdharpura 

0810000501309100 

10.879 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.479 

1.74 

0.025 

0.04 

0.00 

0.00 

0.00 

0.00 

0.15 

0.12 

0.14 

0.008 

0.14 

0.17 


Gojari 

0810000301292200 

7.252 

Fresh 

Non-command 

Non-command 

Limestone 

5.203 

1.48 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.18 

0.17 

0.09 

0.021 

0.44 

0.48 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Beerpur 

0810000701328200 

0.22 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhadlao 

0810000601313900 

0.24 

0.00 

5,147.99 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.032 

1,359.31 

Over Exploited 



0.24 

0.00 

9,188.84 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.023 

2,019.94 

Over Exploited 

Bhagwatgarh 

0810000501308500 

0.10 

0.12 

455.29 

0.15 

0.01 

0.16 

0.02 

0.15 

0.01 

0.0400 

- 

- 

- 

0.040 

0.054 

0.209 

0.010 

0.199 

0.973 

489.06 

Over Exploited 

Bhains Khera 

0810000601314800 

0.24 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.24 

0.69 

194.55 

0.82 

0.01 

0.83 

0.06 

0.67 

- 

0.0400 

0.0034 

0.0041 

- 

0.047 

0.047 

0.882 

0.044 

0.838 

0.386 

46.02 

Safe 



0.10 

0.00 

1,371.18 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

0.0004 

0.0005 

- 

0.001 

0.001 

0.005 

0.000 

0.005 

0.041 

817.27 

Over Exploited 

Bhaopur 

0810000701328800 

0.22 

1.14 

########## 

1.37 

0.01 

1.38 

0.04 

0.53 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

1.397 

0.070 

1.327 

0.200 

15.04 

Safe 

Bharja Nadi 

0810000301291000 

0.16 

0.00 

2,513.76 

0.01 

- 

0.01 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.015 

0.081 

538.23 

Over Exploited 



0.08 

0.04 

232.55 

0.05 

0.01 

0.06 

0.02 

0.20 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.104 

0.005 

0.099 

0.239 

241.62 

Over Exploited 



0.08 

0.08 

142.06 

0.10 

0.02 

0.12 

0.02 

0.26 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.176 

0.009 

0.167 

0.312 

186.72 

Over Exploited 



0.08 

0.04 

253.44 

0.05 

0.01 

0.06 

0.02 

0.19 

- 

0.0400 

0.0185 

0.0223 

- 

0.081 

0.081 

0.140 

0.007 

0.133 

0.223 

167.67 

Over Exploited 



0.08 

0.00 

11,913.50 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0004 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Bhir 

0810000701329300 

0.22 

0.72 

########## 

0.86 

0.01 

0.87 

0.03 

0.39 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.893 

0.045 

0.848 

0.199 

23.46 

Safe 



0.06 

0.01 

644,780.56 

0.02 

- 

0.02 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.015 

0.001 

0.014 

0.031 

219.08 

Over Exploited 

Bholanpur 

0810000701331500 

0.22 

0.35 

102.58 

0.42 

0.03 

0.44 

0.06 

0.70 

- 

0.0600 

- 

- 

0.012 

0.072 

0.072 

0.517 

0.026 

0.491 

0.553 

112.68 

Over Exploited 

Bhookha 

0810000301292700 

0.08 

0.21 

4.55 

0.22 

0.01 

0.23 

0.04 

0.51 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.259 

0.013 

0.246 

0.273 

110.98 

Over Exploited 



0.08 

0.00 

799.65 

0.00 

0.00 

0.01 

0.01 

0.06 

- 

- 

0.0028 

0.0034 

0.002 

0.008 

0.008 

0.014 

0.001 

0.013 

0.035 

269.33 

Over Exploited 

Bhoori Pahari 

0810000701327000 

0.22 

0.15 

634.55 

0.18 

0.01 

0.19 

0.01 

0.13 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.227 

0.011 

0.216 

0.339 

156.96 

Over Exploited 



0.06 

0.21 

########## 

0.26 

0.02 

0.28 

0.02 

0.29 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.326 

0.016 

0.310 

0.485 

156.40 

Over Exploited 



0.06 

0.09 

463.78 

0.11 

0.01 

0.12 

0.01 

0.19 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.150 

0.008 

0.143 

0.276 

193.59 

Over Exploited 



0.22 

0.00 

53,041.65 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bichchhi Dona 

0810000301293300 

0.08 

0.16 

18.24 

0.19 

0.01 

0.20 

0.03 

0.40 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.226 

0.011 

0.215 

0.183 

85.30 

Semi Critical 



0.08 

0.01 

325.54 

0.01 

0.00 

0.02 

0.01 

0.11 

- 

- 

0.0045 

0.0073 

0.003 

0.014 

0.014 

0.030 

0.001 

0.028 

0.050 

175.73 

Over Exploited 

Bichpuri Goojran 

0810000701330700 

0.22 

0.54 

76.78 

0.64 

0.03 

0.67 

0.04 

0.52 

- 

0.0900 

- 

- 

0.002 

0.092 

0.092 

0.767 

0.038 

0.728 

0.798 

109.55 

Over Exploited 

Biloli Nadi 

0810000301294200 

0.06 

0.00 

1,335.85 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.035 

2,554.32 

Over Exploited 



0.08 

0.09 

52.16 

0.11 

0.01 

0.12 

0.03 

0.45 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.143 

0.007 

0.135 

0.197 

145.72 

Over Exploited 

Chak Biloli 

0810000301293900 

0.06 

0.00 

6,090.65 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.01 

429.34 

0.01 

- 

0.01 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.038 

551.26 

Over Exploited 



0.08 

0.04 

112.34 

0.05 

- 

0.05 

0.02 

0.31 

- 

0.0100 

0.0037 

0.0044 

- 

0.018 

0.018 

0.067 

0.003 

0.064 

0.099 

155.22 

Over Exploited 

Chak Sigor 

0810000701338900 

0.22 

0.14 

129.56 

0.17 

0.01 

0.18 

0.06 

0.70 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.211 

0.011 

0.200 

0.251 

125.00 

Over Exploited 

Chakeri 

0810000601314600 

0.24 

0.00 

5,103.49 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.052 

392.44 

Over Exploited 



0.24 

0.23 

510.82 

0.28 

0.01 

0.29 

0.02 

0.27 

- 

0.0400 

0.0029 

0.0035 

- 

0.046 

0.046 

0.336 

0.017 

0.319 

0.409 

128.19 

Over Exploited 

Chiroli 

0810000701329400 

0.22 

0.98 

167.80 

1.17 

0.01 

1.18 

0.04 

0.47 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

1.204 

0.060 

1.144 

0.199 

17.39 

Safe 



0.06 

0.00 

11,973.33 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.003 

0.011 

332.35 

Over Exploited 

Dabich 

0810000701333600 

0.22 

1.69 

103.43 

2.02 

0.03 

2.06 

0.06 

0.70 

- 

0.0900 

- 

- 

0.002 

0.092 

0.092 

2.148 

0.107 

2.041 

0.854 

41.85 

Safe 

Dang Bajoli 

0810000701327400 

0.22 

0.08 

652.07 

0.10 

- 

0.10 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.100 

0.005 

0.095 

0.009 

9.98 

Safe 

Dang Bhavpur 

0810000701327300 

0.22 

0.00 

9,087.69 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Dehlod 

0810000301290900 

0.16 

0.09 

235.62 

0.11 

0.00 

0.12 

0.02 

0.23 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.130 

0.006 

0.123 

0.080 

65.40 

Safe 



0.08 

0.00 

578.05 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.006 

0.000 

0.005 

0.016 

301.77 

Over Exploited 



0.16 

0.02 

563.42 

0.03 

0.00 

0.03 

0.01 

0.11 

- 

0.0100 

0.0074 

0.0071 

0.004 

0.029 

0.029 

0.060 

0.003 

0.057 

0.038 

66.72 

Safe 



0.08 

0.08 

32.87 

0.09 

0.00 

0.09 

0.03 

0.29 

- 

0.0100 

0.0188 

0.0181 

0.002 

0.049 

0.049 

0.144 

0.007 

0.136 

0.064 

46.72 

Safe 

Deoli 

0810000301289900 

0.08 

0.00 

(11,259.17) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.003 

0.000 

0.002 

0.000 

3.70 

Safe 



0.16 

0.00 

4,187.23 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0003 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.010 

1,530.90 

Over Exploited 



0.08 

0.11 

(21.07) 

0.09 

0.01 

0.10 

0.05 

0.53 

- 

0.0300 

0.0153 

0.0147 

0.002 

0.062 

0.062 

0.164 

0.008 

0.156 

0.248 

158.93 

Over Exploited 

Dhoonda 

0810000601312300 

0.24 

0.35 

68.71 

0.42 

0.01 

0.43 

0.06 

0.67 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.472 

0.024 

0.448 

0.205 

45.74 

Safe 

Didwari 

0810000401304000 

0.08 

0.00 

2,086.37 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.038 

3,698.59 

Over Exploited 



0.08 

0.01 

492.29 

0.01 

- 

0.01 

0.01 

0.11 

- 

0.0100 

0.0070 

0.0068 

- 

0.024 

0.024 

0.036 

0.002 

0.035 

0.120 

345.22 

Over Exploited 

Diwara 

0810000301291900 

0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

166,698.49 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dobra Khurd 

0810000601312100 

0.10 

0.06 

165.89 

0.07 

0.01 

0.08 

0.03 

0.33 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.106 

0.005 

0.101 

0.253 

250.44 

Over Exploited 

Doongri 

0810000701327100 

0.06 

0.18 

118,948.12 

0.22 

0.02 

0.24 

0.05 

0.61 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.307 

0.015 

0.292 

0.642 

219.84 

Over Exploited 

Dubbi Bidarkha 

0810000601312400 

0.24 

1.55 

69.13 

1.86 

0.05 

1.91 

0.05 

0.57 

- 

0.1400 

- 

- 

- 

0.140 

0.140 

2.045 

0.102 

1.943 

0.793 

40.81 

Safe 



0.10 

0.00 

25,466.78 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.24 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.00 

16,298.68 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0004 

0.0005 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Dubbi Khurd 

0810000601314300 

0.24 

0.14 

451.12 

0.16 

0.01 

0.17 

0.03 

0.35 

- 

0.0400 

0.0013 

0.0015 

- 

0.043 

0.043 

0.216 

0.011 

0.205 

0.368 

179.54 

Over Exploited 

Dubra Kalan 

0810000601314400 

0.24 

0.77 

178.79 

0.92 

0.03 

0.95 

0.06 

0.71 

- 

0.0800 

0.0035 

0.0043 

0.002 

0.090 

0.090 

1.043 

0.052 

0.991 

0.723 

72.94 

Semi Critical 

Ekra 

0810000501311500 

0.10 

0.00 

(2,019.85) 

0.00 

0.03 

0.03 

0.00 

0.03 

- 

- 

- 

- 

0.044 

0.044 

0.044 

0.074 

0.004 

0.070 

0.027 

38.26 

Safe 

Endwa 

0810000601313600 

0.09 

0.04 

439.70 

0.04 

0.02 

0.06 

0.03 

0.37 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.133 

0.007 

0.126 

0.657 

519.52 

Over Exploited 

Fatehpur 

0809000601249800 

0.22 

0.02 

1,516.16 

0.02 

- 

0.02 

0.00 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.033 

0.002 

0.031 

0.051 

165.46 

Over Exploited 



0.22 

0.86 

135.12 

1.03 

- 

1.03 

0.03 

0.45 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

1.045 

0.052 

0.992 

0.148 

14.95 

Safe 

Gambheera 

0810000301291100 

0.08 

0.00 

571.07 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.012 

669.17 

Over Exploited 



0.08 

0.06 

82.98 

0.07 

0.01 

0.08 

0.03 

0.34 

- 

0.0400 

0.0127 

0.0122 

0.001 

0.066 

0.066 

0.150 

0.008 

0.143 

0.338 

237.11 

Over Exploited 

Garhi Ka Gaon 

0809000601249600 

0.22 

0.00 

6,070.15 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.003 

0.000 

0.002 

0.025 

1,018.74 

Over Exploited 

Ghata Jharnya 

0810000601311800 

0.10 

0.09 

48.37 

0.10 

- 

0.10 

0.04 

0.41 

0.01 

- 

- 

- 

- 

- 

0.010 

0.112 

0.006 

0.106 

0.015 

13.84 

Safe 

Girdharpura 

0810000501309100 

0.10 

0.04 

253.67 

0.04 

- 

0.04 

0.02 

0.16 

0.00 

0.0200 

- 

- 

- 

0.020 

0.024 

0.066 

0.003 

0.063 

0.144 

229.27 

Over Exploited 

Gojari 

0810000301292200 

0.08 

0.19 

(8.08) 

0.17 

0.00 

0.17 

0.04 

0.49 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.185 

0.009 

0.175 

0.107 

60.97 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 






Dheel 

Command 

Limestone 

1.441 

1.48 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.02 

0.006 

0.12 

0.13 


Gokulpur 

0810000701333100 

3.225 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.613 

2.94 

0.100 

0.11 

0.02 

0.00 

0.00 

0.00 

0.86 

0.89 

0.45 

0.007 

0.52 

0.50 







Non-command 

Limestone 

0.612 

2.94 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.06 

0.002 

0.12 

0.12 


Gongor 

0810000601314900 

4.738 

Fresh 

Surwal 

Command 

Older Alluvium 

0.933 

4.66 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.54 

0.44 

0.09 

0.003 

0.14 

0.17 







Command 

Phyllite & Schist 

0.940 

4.66 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.11 

0.08 

0.003 

0.14 

0.17 


Goth Bihari 

0810000701330200 

4.414 

Fresh 

Non-command 

Non-command 

Quartzite 

3.472 

3.62 

0.020 

0.23 

0.03 

0.00 

0.00 

0.00 

0.45 

0.47 

0.92 

0.009 

0.51 

0.49 







Non-command 

Shale 

0.424 

3.62 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.13 

0.001 

0.06 

0.06 


Gudla Chandan 

0810000401304300 

4.229 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.543 

1.19 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.07 

0.08 






Dheel 

Command 

Phyllite & Schist 

0.983 

1.19 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.004 

0.13 

0.14 


Gudla Nadi 

0810000401304900 

5.602 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.054 

1.59 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Dheel 

Command 

Phyllite & Schist 

2.406 

1.59 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.05 

0.010 

0.24 

0.27 


Hanotya 

0810000701329500 

10.098 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.422 

2.07 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.51 

0.52 

0.04 

0.006 

0.16 

0.15 







Non-command 

Quartzite 

6.132 

2.07 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.27 

0.28 

0.05 

0.015 

0.39 

0.39 


Haroti 

0809000601249700 

16.667 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.702 

1.53 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

1.32 

1.57 

0.38 

0.016 

0.24 

0.20 







Non-command 

Quartzite 

0.130 

1.53 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Limestone 

0.429 

1.53 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.001 

0.02 

0.01 


Hathroli 

0810000401305300 

10.454 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.931 

1.69 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.35 

0.36 

0.35 

0.032 

0.44 

0.44 






Dheel 

Command 

Phyllite & Schist 

2.518 

1.69 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.11 

0.11 

0.010 

0.14 

0.14 


Hingoni 

0810000601313500 

5.906 

Fresh 

Non-command 

Non-command 

Limestone 

0.012 

1.96 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Itawada 

0810000701330100 

22.972 

Fresh 

Non-command 

Non-command 

Quartzite 

18.021 

2.80 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

1.06 

1.08 

0.20 

0.045 

0.51 

0.50 


Jarawata 

0810000601312500 

12.174 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.892 

2.55 

0.120 

0.10 

0.02 

0.00 

0.00 

0.00 

1.88 

1.63 

0.39 

0.020 

0.32 

0.37 







Non-command 

Phyllite & Schist 

1.401 

2.55 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.07 

0.005 

0.08 

0.09 






Dheel 

Command 

Phyllite & Schist 

1.436 

2.55 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.07 

0.005 

0.08 

0.09 






Surwal 

Command 

Older Alluvium 

2.370 

2.55 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.75 

0.65 

0.15 

0.008 

0.13 

0.15 


Jatawti 

0810000401304100 

4.971 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.751 

0.89 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.05 

0.06 

0.10 

0.007 

0.20 

0.19 






Dheel 

Command 

Phyllite & Schist 

1.328 

0.89 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.04 

0.04 

0.08 

0.005 

0.15 

0.15 


Jatwara Kalan 

0810000601315500 

9.943 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.618 

2.41 

0.120 

0.20 

0.03 

0.00 

0.00 

0.00 

1.50 

1.29 

0.79 

0.016 

0.30 

0.36 







Non-command 

Phyllite & Schist 

4.048 

2.41 

0.025 

0.14 

0.02 

0.00 

0.00 

0.00 

0.36 

0.31 

0.53 

0.014 

0.27 

0.31 


Jola 

0810000501308700 

9.121 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.109 

2.49 

0.025 

0.13 

0.01 

0.00 

0.00 

0.00 

0.69 

0.56 

0.47 

0.031 

0.69 

0.85 


Jolanda 

0810000301290800 

15.111 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.873 

1.59 

0.090 

0.13 

0.02 

0.00 

0.00 

0.00 

1.09 

1.08 

0.48 

0.028 

0.27 

0.28 







Non-command 

Phyllite & Schist 

4.287 

1.59 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.17 

0.17 

0.19 

0.017 

0.17 

0.17 






Dheel 

Command 

Older Alluvium 

0.442 

1.59 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.03 

0.002 

0.02 

0.02 







Command 

Phyllite & Schist 

2.318 

1.59 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.10 

0.009 

0.09 

0.09 


Kacheeda Kalan 

0810000701329600 

11.378 

Fresh 

Non-command 

Non-command 

Quartzite 

7.504 

1.59 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.27 

0.26 

0.11 

0.019 

0.43 

0.45 


Kacheeda Khurd 

0810000701329800 

11.204 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.026 

1.40 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

10.354 

1.40 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.33 

0.33 

0.18 

0.026 

0.60 

0.61 


Kaneti 

0810000701330800 

2.074 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.942 

1.40 

0.100 

0.09 

0.01 

0.00 

0.00 

0.00 

0.35 

0.37 

0.35 

0.005 

0.60 

0.57 


Kanseer 

0810000601314200 

4.016 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.104 

4.19 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.03 

0.000 

0.02 

0.02 






Surwal 

Command 

Older Alluvium 

1.577 

4.19 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.87 

0.73 

0.34 

0.005 

0.27 

0.33 


Karadi 

0810000401304800 

3.350 

Fresh 

Dheel 

Command 

Phyllite & Schist 

0.444 

1.74 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.07 

0.08 


Karauli Ghata 

0810000701331800 

2.332 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.746 

2.69 

0.100 

0.10 

0.01 

0.00 

0.00 

0.00 

0.56 

0.58 

0.38 

0.004 

0.48 

0.46 


Karauli Tarachand 

0810000701331200 

6.323 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.272 

1.56 

0.100 

0.14 

0.02 

0.00 

0.00 

0.00 

0.79 

0.82 

0.56 

0.011 

0.43 

0.42 


Kasba Khandar 

0810000701334100 

11.253 

Fresh 

Non-command 

Non-command 

Limestone 

0.324 

3.73 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.02 

0.001 

0.02 

0.02 







Non-command 

Shale 

5.433 

3.73 

0.020 

0.17 

0.03 

0.00 

0.00 

0.04 

0.50 

0.52 

0.67 

0.014 

0.31 

0.30 


Kathooli @ Dhanaycha 

0810000701329000 

10.340 

Fresh 

Non-command 

Non-command 

Quartzite 

9.028 

1.68 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.32 

0.33 

0.06 

0.023 

0.56 

0.54 


Kawad 

0810000501311600 

7.346 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.671 

1.52 

0.025 

0.12 

0.02 

0.00 

0.00 

0.00 

0.28 

0.22 

0.47 

0.016 

0.44 

0.55 


Keerpura 

0810000601313300 

0.452 

Fresh 

Non-command 

Non-command 

Limestone 

0.411 

1.63 

0.030 

0.06 

0.01 

0.00 

0.00 

0.00 

0.07 

0.07 

0.22 

0.001 

0.57 

0.59 


Khat Kalan 

0810000601312700 

3.549 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.468 

3.02 

0.120 

0.11 

0.03 

0.00 

0.00 

0.00 

0.61 

0.54 

0.43 

0.005 

0.27 

0.31 







Non-command 

Phyllite & Schist 

0.060 

3.02 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 






Surwal 

Command 

Older Alluvium 

1.644 

3.02 

0.120 

0.12 

0.03 

0.00 

0.00 

0.00 

0.69 

0.60 

0.48 

0.006 

0.30 

0.35 


Khat Khurd 

0810000601312600 

4.423 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.464 

2.99 

0.120 

0.03 

0.01 

0.00 

0.00 

0.00 

0.54 

0.47 

0.12 

0.005 

0.22 

0.25 







Non-command 

Phyllite & Schist 

0.576 

2.99 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.04 

0.002 

0.09 

0.10 






Dheel 

Command 

Phyllite & Schist 

0.219 

2.99 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.03 

0.04 






Surwal 

Command 

Older Alluvium 

1.711 

2.99 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.64 

0.56 

0.15 

0.006 

0.25 

0.29 


Kherli Khalsa 

0810000601312000 

5.298 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.965 

2.41 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.20 

0.18 

0.05 

0.010 

0.34 

0.36 


Khidarpur Jadoo 

0810000701327200 

30.207 

Fresh 

Non-command 

Non-command 

Older Alluvium 

16.120 

1.50 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

2.46 

2.79 

0.14 

0.041 

0.33 

0.29 







Non-command 

Quartzite 

3.874 

1.50 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.14 

0.02 

0.010 

0.08 

0.07 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.685 

1.50 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.56 

0.64 

0.02 

0.009 

0.07 

0.07 


Khirni 

0810000301290500 

27.323 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.485 

1.02 

0.090 

0.06 

0.01 

0.00 

0.00 

0.00 

0.18 

0.20 

0.25 

0.006 

0.03 

0.03 







Non-command 

Phyllite & Schist 

0.180 

1.02 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.00 

0.00 






Dheel 

Command 

Older Alluvium 

2.078 

1.02 

0.090 

0.09 

0.01 

0.00 

0.00 

0.00 

0.27 

0.29 

0.37 

0.008 

0.04 

0.04 







Command 

Phyllite & Schist 

0.140 

1.02 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.00 

0.00 


Khoh 

0809000601250400 

25.492 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.118 

1.29 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.23 

0.01 

0.003 

0.03 

0.02 


Koondla 

0810000701328500 

1.057 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.848 

1.48 

0.100 

0.13 

0.02 

0.00 

0.00 

0.00 

0.24 

0.25 

0.51 

0.002 

0.50 

0.47 


Koshali 

0810000601315100 

3.222 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.210 

4.17 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.10 

0.03 

0.001 

0.04 

0.05 







Non-command 

Phyllite & Schist 

0.092 

4.17 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.02 

0.02 






Surwal 

Command 

Older Alluvium 

0.163 

4.17 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.03 

0.001 

0.03 

0.04 







Command 

Phyllite & Schist 

2.727 

4.17 

0.025 

0.08 

0.01 

0.00 

0.00 

0.00 

0.35 

0.29 

0.32 

0.009 

0.58 

0.70 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.08 

0.01 

235.15 

0.02 

0.00 

0.02 

0.01 

0.14 

- 

- 

0.0074 

0.0071 

0.003 

0.017 

0.017 

0.036 

0.002 

0.034 

0.030 

87.43 

Semi Critical 

Gokulpur 

081000070133310C 

0.22 

0.30 

196.96 

0.36 

0.02 

0.38 

0.05 

0.57 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.431 

0.022 

0.409 

0.457 

111.58 

Over Exploited 



0.06 

0.00 

1,381.13 

0.01 

- 

0.01 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.015 

0.057 

386.99 

Over Exploited 

Gongor 

0810000601314900 

0.24 

0.03 

1,338.37 

0.04 

- 

0.04 

0.01 

0.15 

- 

0.0100 

0.0005 

0.0008 

- 

0.011 

0.011 

0.048 

0.002 

0.046 

0.092 

200.90 

Over Exploited 



0.10 

0.01 

712.89 

0.02 

- 

0.02 

0.01 

0.15 

- 

0.0100 

0.0005 

0.0008 

- 

0.011 

0.011 

0.027 

0.001 

0.026 

0.078 

305.37 

Over Exploited 

Goth Bihari 

0810000701330200 

0.06 

0.11 

344.54 

0.13 

0.03 

0.16 

0.05 

0.55 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.257 

0.013 

0.244 

0.933 

382.67 

Over Exploited 



0.04 

0.00 

154,491.79 

0.00 

- 

0.00 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.011 

0.126 

1,183.62 

Over Exploited 

Gudla Chandan 

0810000401304300 

0.08 

0.00 

274.80 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.014 

357.62 

Over Exploited 



0.08 

0.01 

196.14 

0.01 

- 

0.01 

0.02 

0.15 

0.00 

- 

0.0030 

0.0048 

- 

0.008 

0.009 

0.022 

0.001 

0.021 

0.028 

136.20 

Over Exploited 

Gudla Nadi 

0810000401304900 

0.08 

0.00 

6,203.82 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.05 

87.49 

0.06 

- 

0.06 

0.03 

0.27 

0.01 

0.0100 

0.0049 

0.0059 

- 

0.021 

0.027 

0.083 

0.004 

0.079 

0.058 

73.10 

Semi Critical 

Hanotya 

0810000701329500 

0.22 

0.08 

526.93 

0.10 

- 

0.10 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.099 

0.005 

0.094 

0.049 

52.06 

Safe 



0.06 

0.14 

(107.90) 

0.17 

- 

0.17 

0.04 

0.43 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.183 

0.009 

0.174 

0.065 

37.55 

Safe 

Haroti 

0809000601249700 

0.22 

0.35 

346.53 

0.42 

0.01 

0.43 

0.02 

0.26 

- 

0.0400 

- 

- 

0.002 

0.042 

0.042 

0.476 

0.024 

0.452 

0.400 

88.58 

Semi Critical 



0.06 

0.00 

13,269.48 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

3,870.38 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

1,793.41 

Over Exploited 

Hathroli 

0810000401305300 

0.08 

0.28 

27.09 

0.34 

0.01 

0.35 

0.05 

0.49 

0.03 

0.0400 

- 

- 

0.006 

0.046 

0.077 

0.427 

0.021 

0.405 

0.380 

93.73 

Critical 



0.08 

0.03 

296.03 

0.03 

0.00 

0.04 

0.02 

0.16 

0.00 

0.0100 

0.0103 

0.0124 

0.006 

0.038 

0.042 

0.079 

0.004 

0.075 

0.118 

157.04 

Over Exploited 

Hingoni 

0810000601313500 

0.09 

0.00 

46,472.86 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Itawada 

0810000701330100 

0.06 

0.45 

624,594.49 

0.54 

0.01 

0.55 

0.05 

0.55 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.570 

0.028 

0.541 

0.246 

45.53 

Safe 

Jarawata 

0810000601312500 

0.24 

0.45 

262.69 

0.54 

0.02 

0.56 

0.03 

0.35 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.629 

0.031 

0.598 

0.411 

68.75 

Safe 



0.10 

0.01 

794.53 

0.01 

- 

0.01 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.022 

0.077 

355.75 

Over Exploited 



0.10 

0.01 

768.72 

0.01 

- 

0.01 

0.01 

0.08 

- 

0.0100 

0.0088 

0.0106 

- 

0.030 

0.030 

0.043 

0.002 

0.041 

0.077 

188.81 

Over Exploited 



0.24 

0.07 

799.18 

0.09 

0.01 

0.10 

0.01 

0.14 

- 

0.0300 

0.0026 

0.0031 

- 

0.036 

0.036 

0.133 

0.007 

0.126 

0.162 

128.30 

Over Exploited 

Jatawti 

0810000401304100 

0.08 

0.03 

99.64 

0.03 

0.01 

0.04 

0.02 

0.22 

0.00 

0.0100 

- 

- 

0.011 

0.021 

0.024 

0.065 

0.003 

0.062 

0.109 

175.41 

Over Exploited 



0.08 

0.02 

134.29 

0.02 

0.01 

0.03 

0.02 

0.17 

0.00 

0.0100 

0.0054 

0.0066 

0.011 

0.033 

0.035 

0.062 

0.003 

0.059 

0.083 

142.22 

Over Exploited 

Jatwara Kalan 

0810000601315500 

0.24 

0.34 

281.47 

0.41 

0.03 

0.44 

0.03 

0.33 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.525 

0.026 

0.499 

0.810 

162.27 

Over Exploited 



0.10 

0.11 

188.11 

0.13 

0.02 

0.15 

0.03 

0.29 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.210 

0.010 

0.199 

0.547 

274.41 

Over Exploited 

Jola 

0810000501308700 

0.10 

0.63 

(11.50) 

0.56 

0.01 

0.57 

0.07 

0.75 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.615 

0.031 

0.585 

0.502 

85.84 

Semi Critical 

Jolanda 

0810000301290800 

0.16 

0.30 

261.09 

0.36 

0.02 

0.38 

0.03 

0.30 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.468 

0.023 

0.445 

0.508 

114.14 

Over Exploited 



0.08 

0.06 

195.31 

0.07 

0.01 

0.08 

0.02 

0.19 

- 

0.0300 

- 

- 

0.004 

0.034 

0.034 

0.116 

0.006 

0.110 

0.203 

184.98 

Over Exploited 



0.16 

0.00 

5,747.77 

0.00 

- 

0.00 

0.00 

0.02 

- 

0.0100 

0.0023 

0.0022 

- 

0.014 

0.014 

0.016 

0.001 

0.015 

0.031 

203.99 

Over Exploited 



0.08 

0.02 

488.09 

0.02 

0.00 

0.02 

0.01 

0.10 

- 

0.0200 

0.0119 

0.0114 

0.004 

0.047 

0.047 

0.070 

0.003 

0.066 

0.111 

168.21 

Over Exploited 

Kacheeda Kalan 

0810000701329600 

0.06 

0.19 

34.29 

0.23 

- 

0.23 

0.04 

0.47 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.244 

0.012 

0.231 

0.127 

54.84 

Safe 

Kacheeda Khurd 

0810000701329800 

0.22 

0.00 

41,804.95 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.37 

(112.91) 

0.33 

0.01 

0.34 

0.06 

0.66 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.356 

0.018 

0.339 

0.210 

62.05 

Safe 

Kaneti 

0810000701330800 

0.22 

0.26 

43.96 

0.31 

0.01 

0.32 

0.05 

0.65 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.359 

0.018 

0.341 

0.351 

102.96 

Over Exploited 

Kanseer 

0810000601314200 

0.24 

0.00 

11,545.66 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.031 

6,182.46 

Over Exploited 



0.24 

0.10 

605.29 

0.12 

0.01 

0.13 

0.03 

0.30 

- 

0.0400 

0.0009 

0.0014 

- 

0.042 

0.042 

0.176 

0.009 

0.167 

0.343 

205.28 

Over Exploited 

Karadi 

0810000401304800 

0.08 

0.00 

395.67 

0.00 

0.00 

0.00 

0.01 

0.08 

0.00 

- 

0.0014 

0.0022 

0.001 

0.005 

0.005 

0.009 

0.000 

0.009 

0.008 

91.32 

Critical 

Karauli Ghata 

0810000701331800 

0.22 

0.19 

213.07 

0.22 

0.01 

0.23 

0.04 

0.53 

- 

0.0400 

- 

- 

0.003 

0.043 

0.043 

0.277 

0.014 

0.263 

0.382 

145.44 

Over Exploited 

Karauli Tarachand 

0810000701331200 

0.22 

0.41 

101.18 

0.49 

0.02 

0.51 

0.04 

0.47 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.569 

0.028 

0.541 

0.573 

105.91 

Over Exploited 

Kasba Khandar 

0810000701334100 

0.06 

0.00 

13,228.20 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.025 

6,032.20 

Over Exploited 



0.04 

0.07 

674.06 

0.08 

0.07 

0.15 

0.03 

0.34 

- 

0.0800 

- 

- 

0.064 

0.144 

0.144 

0.298 

0.015 

0.283 

0.688 

242.76 

Over Exploited 

Kathooli @ Dhanaycha 

0810000701329000 

0.06 

0.30 

232,429.56 

0.33 

- 

0.33 

0.05 

0.61 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.343 

0.017 

0.326 

0.079 

24.17 

Safe 

Kawad 

0810000501311600 

0.10 

0.21 

7.77 

0.22 

0.02 

0.24 

0.04 

0.49 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.293 

0.015 

0.278 

0.487 

174.82 

Over Exploited 

Keerpura 

0810000601313300 

0.09 

0.02 

218.70 

0.03 

0.01 

0.04 

0.05 

0.63 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.055 

0.003 

0.053 

0.222 

422.43 

Over Exploited 

Khat Kalan 

0810000601312700 

0.24 

0.10 

462.06 

0.11 

0.03 

0.14 

0.03 

0.30 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.225 

0.011 

0.213 

0.432 

202.46 

Over Exploited 



0.10 

0.00 

5,976.73 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.014 

18,925.24 

Over Exploited 



0.24 

0.12 

402.00 

0.14 

0.03 

0.17 

0.03 

0.33 

- 

0.0900 

0.0018 

0.0022 

- 

0.094 

0.094 

0.268 

0.013 

0.254 

0.484 

190.15 

Over Exploited 

Khat Khurd 

0810000601312600 

0.24 

0.08 

519.77 

0.09 

0.01 

0.10 

0.02 

0.24 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.122 

0.006 

0.116 

0.127 

109.70 

Over Exploited 



0.10 

0.00 

835.90 

0.01 

- 

0.01 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.015 

0.041 

270.67 

Over Exploited 



0.10 

0.00 

1,892.99 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

0.0013 

0.0016 

- 

0.003 

0.003 

0.004 

0.000 

0.004 

0.008 

211.32 

Over Exploited 



0.24 

0.10 

436.01 

0.13 

0.01 

0.14 

0.02 

0.28 

- 

0.0300 

0.0019 

0.0022 

- 

0.034 

0.034 

0.169 

0.008 

0.161 

0.160 

99.26 

Critical 

Kherli Khalsa 

0810000601312000 

0.10 

0.10 

84.10 

0.12 

- 

0.12 

0.04 

0.37 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.130 

0.006 

0.123 

0.058 

47.00 

Safe 

Khidarpur Jadoo 

0810000701327200 

0.22 

1.14 

########## 

1.37 

0.01 

1.38 

0.03 

0.35 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

1.403 

0.070 

1.333 

0.185 

13.85 

Safe 



0.06 

0.02 

684.52 

0.02 

- 

0.02 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.022 

0.001 

0.021 

0.027 

128.53 

Over Exploited 



0.22 

0.06 

########## 

0.07 

- 

0.07 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.072 

0.004 

0.068 

0.028 

41.56 

Safe 

Khirni 

0810000301290500 

0.16 

0.01 

2,572.62 

0.01 

0.01 

0.02 

0.00 

0.03 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.052 

0.003 

0.049 

0.256 

518.72 

Over Exploited 



0.08 

0.00 

7,203.61 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.019 

29,985.68 

Over Exploited 



0.16 

0.01 

1,887.16 

0.02 

0.01 

0.03 

0.00 

0.05 

- 

0.0400 

0.0106 

0.0103 

0.002 

0.063 

0.063 

0.091 

0.005 

0.087 

0.376 

433.29 

Over Exploited 



0.08 

0.00 

8,977.63 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0007 

0.0007 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.013 

918.38 

Over Exploited 

Khoh 

0809000601250400 

0.22 

0.01 

3,539.90 

0.01 

- 

0.01 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.007 

0.011 

148.22 

Over Exploited 

Koondla 

0810000701328500 

0.22 

0.09 

170.54 

0.11 

0.02 

0.13 

0.04 

0.55 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.193 

0.010 

0.183 

0.513 

280.10 

Over Exploited 

Koshali 

0810000601315100 

0.24 

0.00 

4,113.21 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.032 

1,232.28 

Over Exploited 



0.10 

0.00 

4,256.47 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

3,536.71 

Over Exploited 



0.24 

0.00 

5,463.80 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.002 

0.000 

0.002 

0.032 

1,814.25 

Over Exploited 



0.10 

0.16 

84.60 

0.19 

0.01 

0.20 

0.05 

0.64 

- 

0.0400 

0.0015 

0.0024 

- 

0.044 

0.044 

0.244 

0.012 

0.232 

0.325 

140.13 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Kudana 

081000070133140C 

6.548 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.472 

2.10 

0.100 

0.14 

0.02 

0.00 

0.00 

0.00 

1.27 

1.32 

0.54 

0.014 

0.54 

0.52 


Kundli Nadi 

0810000301292100 

9.441 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.232 

1.47 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.001 

0.02 

0.02 







Non-command 

Limestone 

7.230 

1.47 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.28 

0.26 

0.28 

0.029 

0.48 

0.52 






Dheel 

Command 

Phyllite & Schist 

0.362 

1.47 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.03 







Command 

Limestone 

1.567 

1.47 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.06 

0.006 

0.10 

0.11 


Kushalpur 

0810000701333900 

2.821 

Fresh 

Non-command 

Non-command 

Quartzite 

1.824 

3.65 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.18 

0.19 

0.23 

0.005 

0.42 

0.40 







Non-command 

Shale 

0.116 

3.65 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.03 

0.03 


Kutalpur 

0810000701331700 

4.098 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.098 

2.89 

0.100 

0.07 

0.01 

0.00 

0.00 

0.00 

1.24 

1.29 

0.27 

0.010 

0.64 

0.62 


Kyarda Kalan 

0810000701331100 

3.087 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.550 

1.51 

0.100 

0.15 

0.02 

0.00 

0.00 

0.00 

0.51 

0.54 

0.58 

0.006 

0.53 

0.51 


Lakkarda 

0810000701329700 

4.088 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.639 

1.28 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.03 

0.002 

0.10 

0.11 







Non-command 

Quartzite 

2.952 

1.28 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.04 

0.007 

0.47 

0.49 


Lorwara 

0810000601315600 

9.179 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.758 

2.71 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.28 

0.24 

0.16 

0.003 

0.05 

0.06 







Non-command 

Phyllite & Schist 

5.479 

2.71 

0.025 

0.21 

0.03 

0.00 

0.00 

0.00 

0.55 

0.48 

0.83 

0.019 

0.39 

0.45 


Maheshra 

0810000301290700 

9.761 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.190 

1.96 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.001 

0.01 

0.01 







Non-command 

Phyllite & Schist 

7.926 

1.96 

0.020 

0.14 

0.02 

0.00 

0.00 

0.00 

0.43 

0.43 

0.51 

0.032 

0.48 

0.49 






Dheel 

Command 

Phyllite & Schist 

1.627 

1.96 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.10 

0.007 

0.10 

0.10 


Makholi 

0810000601314500 

2.347 

Fresh 

Surwal 

Command 

Older Alluvium 

0.826 

4.42 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.51 

0.42 

0.32 

0.003 

0.24 

0.30 


Mamrot 

0810000701339000 

2.851 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.595 

2.31 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.39 

0.40 

0.07 

0.004 

0.36 

0.35 


Manpur 

0810000501308600 

7.325 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.141 

3.10 

0.025 

0.04 

0.00 

0.00 

0.00 

0.00 

0.59 

0.49 

0.14 

0.024 

0.66 

0.81 


Mei Kalan 

0810000701334800 

8.164 

Fresh 

Non-command 

Non-command 

Shale 

0.061 

2.70 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.00 

0.00 


Mei Khurd 

0810000701334900 

48.460 

Fresh 

Non-command 

Non-command 

Quartzite 

7.985 

2.72 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.49 

0.50 

0.24 

0.020 

0.11 

0.11 







Non-command 

Shale 

6.989 

2.72 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.43 

0.43 

0.23 

0.018 

0.09 

0.09 


Menpura 

0810000601315000 

5.160 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.324 

4.65 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.19 

0.16 

0.21 

0.004 

0.18 

0.22 






Surwal 

Command 

Phyllite & Schist 

0.558 

4.65 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.09 

0.002 

0.08 

0.09 


Moroj 

0810000701328300 

10.966 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.001 

1.48 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Naypur 

0810000701328600 

7.622 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.827 

1.37 

0.100 

0.21 

0.03 

0.00 

0.00 

0.00 

1.12 

1.16 

0.82 

0.017 

0.57 

0.55 


Needarda 

0810000601315400 

3.987 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.837 

3.75 

0.025 

0.12 

0.02 

0.00 

0.00 

0.00 

0.46 

0.37 

0.48 

0.013 

0.67 

0.82 


Ninoni 

0810000601313100 

2.906 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.669 

2.59 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.56 

0.51 

0.21 

0.006 

0.37 

0.41 







Non-command 

Limestone 

0.008 

2.59 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Niwadi 

0810000601313700 

10.954 

Fresh 

Non-command 

Non-command 

Quartzite 

7.181 

1.61 

0.010 

0.10 

0.01 

0.00 

0.00 

0.00 

0.21 

0.21 

0.38 

0.024 

0.41 

0.41 







Non-command 

Limestone 

1.346 

1.61 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.09 

0.005 

0.08 

0.08 


Olwara 

0810000601313400 

8.949 

Fresh 

Non-command 

Non-command 

Quartzite 

0.777 

1.64 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.003 

0.05 

0.06 







Non-command 

Limestone 

0.907 

1.64 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.07 

0.003 

0.06 

0.07 


On Kalal 

0810000701333300 

3.197 

Fresh 

Non-command 

Non-command 

Limestone 

3.144 

3.26 

0.030 

0.07 

0.01 

0.00 

0.00 

0.00 

0.36 

0.38 

0.29 

0.008 

0.63 

0.61 


On Meena 

0810000701338500 

7.501 

Fresh 

Non-command 

Non-command 

Limestone 

1.116 

2.85 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.12 

0.08 

0.003 

0.10 

0.09 


Padana 

0810000601312800 

7.603 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.931 

2.95 

0.120 

0.12 

0.02 

0.00 

0.00 

0.00 

1.85 

1.64 

0.46 

0.017 

0.42 

0.48 







Non-command 

Limestone 

0.108 

2.95 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 






Surwal 

Command 

Older Alluvium 

2.560 

2.95 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.96 

0.85 

0.24 

0.009 

0.22 

0.25 


Padra Bardar 

0810000701338700 

7.845 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.275 

2.83 

0.100 

0.23 

0.03 

0.00 

0.00 

0.00 

1.41 

1.46 

0.90 

0.011 

0.35 

0.34 







Non-command 

Limestone 

3.568 

2.83 

0.030 

0.10 

0.02 

0.00 

0.00 

0.00 

0.38 

0.40 

0.40 

0.009 

0.29 

0.28 


Padra Nizamat 

0810000701329100 

6.614 

Fresh 

Non-command 

Non-command 

Quartzite 

3.974 

1.78 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.16 

0.05 

0.010 

0.39 

0.38 


Padri Topkhana 

0810000701333200 

3.160 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.017 

3.11 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 







Non-command 

Limestone 

3.142 

3.11 

0.030 

0.06 

0.01 

0.00 

0.00 

0.00 

0.34 

0.35 

0.24 

0.008 

0.64 

0.62 


Parli 

0810000601314000 

13.940 

Fresh 

Non-command 

Non-command 

Quartzite 

0.014 

2.06 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Parsipura 

0810000701333500 

4.754 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.389 

3.61 

0.100 

0.09 

0.01 

0.00 

0.00 

0.00 

1.66 

1.73 

0.34 

0.011 

0.59 

0.57 







Non-command 

Shale 

0.365 

3.61 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.001 

0.05 

0.05 


Peeleri 

0810000701330600 

8.458 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.458 

1.33 

0.100 

0.14 

0.02 

0.00 

0.00 

0.00 

1.25 

1.30 

0.53 

0.021 

0.64 

0.62 


Peelwa Nadi 

0810000301293700 

2.110 

Fresh 

Non-command 

Non-command 

Limestone 

0.740 

1.40 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.08 

0.08 

0.27 

0.003 

0.21 

0.21 






Dheel 

Command 

Limestone 

0.683 

1.40 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.07 

0.07 

0.25 

0.003 

0.20 

0.19 


Peepalda 

0810000701338300 

9.214 

Fresh 

Non-command 

Non-command 

Limestone 

0.044 

2.86 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Peepalwara 

0810000401304200 

8.293 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.308 

0.92 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.08 

0.009 

0.16 

0.16 






Dheel 

Command 

Phyllite & Schist 

2.471 

0.92 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.08 

0.010 

0.17 

0.17 


Peepalwara Nadi 

0810000301293100 

3.522 

Fresh 

Non-command 

Non-command 

Limestone 

1.218 

1.37 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.06 

0.005 

0.21 

0.22 






Dheel 

Command 

Limestone 

0.872 

1.37 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.003 

0.15 

0.16 


Peeplet 

0810000701331300 

2.482 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.482 

1.67 

0.100 

0.18 

0.03 

0.00 

0.00 

0.00 

0.56 

0.58 

0.71 

0.006 

0.64 

0.62 


Phooleri 

0810000701329200 

11.440 

Fresh 

Non-command 

Non-command 

Quartzite 

8.319 

1.89 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.32 

0.33 

0.02 

0.021 

0.47 

0.47 


Prempura 

0810000701330000 

10.048 

Fresh 

Non-command 

Non-command 

Quartzite 

4.000 

1.35 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.12 

0.02 

0.010 

0.26 

0.26 


Qila Khandar 

0810000701333800 

2.329 

Fresh 

Non-command 

Non-command 

Quartzite 

0.035 

3.75 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Shale 

2.120 

3.75 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.19 

0.20 

0.15 

0.005 

0.59 

0.56 


Qila Ranthambor 

0810000601319900 

137.499 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.009 

1.38 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

0.008 

1.38 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Raghuwanti 

0810000301294300 

6.238 

Fresh 

Non-command 

Non-command 

Limestone 

0.009 

1.57 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rahitha Khurd 

0810000601312900 

2.441 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.962 

2.61 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.69 

0.63 

0.35 

0.007 

0.52 

0.58 







Non-command 

Limestone 

0.212 

2.61 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.001 

0.06 

0.06 






Surwal 

Command 

Older Alluvium 

0.128 

2.61 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.000 

0.03 

0.04 


Rathod 

0810000401304700 

5.623 

Fresh 

Dheel 

Command 

Phyllite & Schist 

0.194 

1.97 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.02 


Rewatpura 

0810000501308800 

1.644 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.643 

2.65 

0.025 

0.06 

0.00 

0.00 

0.00 

0.00 

0.17 

0.14 

0.22 

0.006 

0.66 

0.80 


Sahrawata 

0810000401305200 

5.745 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.943 

1.71 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.18 

0.05 

0.020 

0.50 

0.52 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Kudana 

0810000701331400 

0.22 

0.65 

103.25 

0.78 

0.02 

0.80 

0.05 

0.59 

- 

0.0600 

- 

- 

0.003 

0.063 

0.063 

0.861 

0.043 

0.818 

0.558 

68.17 

Safe 

Kundli Nadi 

0810000301292100 

0.16 

0.00 

4,886.61 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.011 

1,683.69 

Over Exploited 



0.08 

0.28 

(6.11) 

0.26 

0.01 

0.27 

0.05 

0.52 

- 

0.0300 

- 

- 

0.002 

0.033 

0.033 

0.303 

0.015 

0.288 

0.305 

105.83 

Over Exploited 



0.08 

0.00 

1,317.09 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0019 

0.0018 

- 

0.004 

0.004 

0.004 

0.000 

0.004 

0.013 

319.64 

Over Exploited 



0.08 

0.01 

358.26 

0.02 

0.00 

0.02 

0.01 

0.11 

- 

0.0100 

0.0080 

0.0077 

0.002 

0.028 

0.028 

0.045 

0.002 

0.043 

0.062 

144.36 

Over Exploited 

Kushalpur 

0810000701333900 

0.06 

0.05 

176,109.73 

0.05 

0.01 

0.06 

0.04 

0.45 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.094 

0.005 

0.090 

0.232 

258.17 

Over Exploited 



0.04 

0.00 

7,024.15 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.019 

13,700.93 

Over Exploited 

Kutalpur 

0810000701331700 

0.22 

0.58 

122.57 

0.70 

0.01 

0.71 

0.06 

0.70 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.740 

0.037 

0.703 

0.280 

39.86 

Safe 

Kyarda Kalan 

0810000701331100 

0.22 

0.30 

80.35 

0.36 

0.02 

0.38 

0.05 

0.58 

- 

0.0700 

- 

- 

0.000 

0.070 

0.070 

0.447 

0.022 

0.425 

0.589 

138.74 

Over Exploited 

Lakkarda 

0810000701329700 

0.22 

0.01 

514.90 

0.02 

- 

0.02 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.017 

0.001 

0.016 

0.034 

204.38 

Over Exploited 



0.06 

0.08 

(1.48) 

0.08 

- 

0.08 

0.05 

0.52 

- 

- 

- 

- 

- 

- 

- 

0.083 

0.004 

0.079 

0.046 

59.04 

Safe 

Lorwara 

0810000601315600 

0.24 

0.01 

2,363.41 

0.01 

0.01 

0.02 

0.01 

0.06 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.042 

0.002 

0.040 

0.159 

400.85 

Over Exploited 



0.10 

0.21 

125.50 

0.25 

0.03 

0.28 

0.04 

0.42 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.373 

0.019 

0.355 

0.852 

240.04 

Over Exploited 

Maheshra 

0810000301290700 

0.16 

0.00 

12,135.99 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.020 

4,921.93 

Over Exploited 



0.08 

0.30 

39.44 

0.37 

0.02 

0.39 

0.05 

0.53 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.446 

0.022 

0.424 

0.538 

126.95 

Over Exploited 



0.08 

0.01 

620.35 

0.02 

- 

0.02 

0.01 

0.11 

- 

0.0100 

0.0083 

0.0080 

- 

0.026 

0.026 

0.042 

0.002 

0.040 

0.109 

273.13 

Over Exploited 

Makholi 

0810000601314500 

0.24 

0.05 

767.33 

0.06 

0.01 

0.07 

0.02 

0.27 

- 

0.0400 

0.0004 

0.0007 

- 

0.041 

0.041 

0.109 

0.005 

0.104 

0.320 

307.83 

Over Exploited 

Mamrot 

0810000701339000 

0.22 

0.13 

218.52 

0.15 

- 

0.15 

0.03 

0.39 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.162 

0.008 

0.153 

0.076 

49.54 

Safe 

Manpur 

0810000501308600 

0.10 

0.47 

2.64 

0.49 

- 

0.49 

0.06 

0.73 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.505 

0.025 

0.480 

0.159 

33.14 

Safe 

Mei Kalan 

0810000701334800 

0.04 

0.00 

110,634.17 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.022 

######### 

Over Exploited 

Mei Khurd 

0810000701334900 

0.06 

0.05 

116,391.39 

0.06 

0.01 

0.07 

0.01 

0.12 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.101 

0.005 

0.096 

0.258 

270.03 

Over Exploited 



0.04 

0.03 

########## 

0.03 

0.01 

0.04 

0.01 

0.10 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.071 

0.004 

0.068 

0.251 

369.66 

Over Exploited 

Menpura 

0810000601315000 

0.10 

0.02 

557.34 

0.03 

0.01 

0.04 

0.02 

0.20 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.059 

0.003 

0.056 

0.210 

377.68 

Over Exploited 



0.10 

0.00 

1,518.01 

0.01 

- 

0.01 

0.01 

0.08 

- 

0.0100 

0.0003 

0.0005 

- 

0.011 

0.011 

0.016 

0.001 

0.015 

0.091 

601.88 

Over Exploited 

Moroj 

0810000701328300 

0.22 

0.00 

865,269.47 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Naypur 

0810000701328600 

0.22 

0.84 

8,236.60 

1.01 

0.03 

1.04 

0.05 

0.63 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

1.128 

0.056 

1.072 

0.841 

78.48 

Semi Critical 

Needarda 

0810000601315400 

0.10 

0.26 

45.42 

0.31 

0.02 

0.33 

0.06 

0.73 

- 

0.0500 

- 

- 

0.002 

0.052 

0.052 

0.381 

0.019 

0.362 

0.488 

134.94 

Over Exploited 

Ninoni 

0810000601313100 

0.24 

0.15 

240.08 

0.18 

0.01 

0.19 

0.04 

0.41 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.210 

0.011 

0.200 

0.212 

106.00 

Over Exploited 



0.09 

0.00 

36,499.42 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Niwadi 

0810000601313700 

0.08 

0.24 

(12.38) 

0.21 

0.01 

0.22 

0.04 

0.45 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.258 

0.013 

0.245 

0.406 

165.81 

Over Exploited 



0.09 

0.01 

817.28 

0.01 

- 

0.01 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.021 

0.001 

0.020 

0.093 

458.41 

Over Exploited 

Olwara 

0810000601313400 

0.08 

0.00 

552.95 

0.00 

- 

0.00 

0.01 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.053 

392.92 

Over Exploited 



0.09 

0.01 

1,112.39 

0.01 

- 

0.01 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.015 

0.071 

459.61 

Over Exploited 

On Kalal 

0810000701333300 

0.06 

0.12 

216.57 

0.14 

0.01 

0.16 

0.06 

0.69 

- 

0.0300 

- 

- 

0.004 

0.034 

0.034 

0.189 

0.009 

0.180 

0.294 

163.31 

Over Exploited 

On Meena 

0810000701338500 

0.06 

0.01 

1,748.32 

0.01 

- 

0.01 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.083 

492.14 

Over Exploited 

Padana 

0810000601312800 

0.24 

0.50 

226.11 

0.60 

0.02 

0.62 

0.04 

0.47 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.713 

0.036 

0.678 

0.478 

70.49 

Semi Critical 



0.09 

0.00 

9,252.25 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

7,191.41 

Over Exploited 



0.24 

0.14 

527.00 

0.16 

0.01 

0.17 

0.02 

0.24 

- 

0.0500 

0.0023 

0.0022 

- 

0.055 

0.055 

0.227 

0.011 

0.216 

0.249 

115.27 

Over Exploited 

Padra Bardar 

0810000701338700 

0.22 

0.33 

342.09 

0.40 

0.03 

0.43 

0.03 

0.38 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.526 

0.026 

0.500 

0.915 

183.07 

Over Exploited 



0.06 

0.06 

531.33 

0.08 

0.02 

0.10 

0.03 

0.32 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.146 

0.007 

0.139 

0.412 

296.25 

Over Exploited 

Padra Nizamat 

0810000701329100 

0.06 

0.09 

617,718.03 

0.11 

- 

0.11 

0.04 

0.42 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.117 

0.006 

0.111 

0.060 

54.20 

Safe 

Padri Topkhana 

0810000701333200 

0.22 

0.00 

41,405.48 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.12 

193.73 

0.14 

0.01 

0.16 

0.06 

0.70 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.186 

0.009 

0.177 

0.246 

139.04 

Over Exploited 

Parli 

0810000601314000 

0.08 

0.00 

37,281.67 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Parsipura 

0810000701333500 

0.22 

0.57 

200.84 

0.69 

0.01 

0.70 

0.05 

0.65 

- 

0.0400 

- 

- 

0.005 

0.045 

0.045 

0.746 

0.037 

0.709 

0.346 

48.81 

Safe 



0.04 

0.00 

3,687.51 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.011 

1,328.88 

Over Exploited 

Peeleri 

0810000701330600 

0.22 

1.20 

8.38 

1.30 

0.02 

1.32 

0.06 

0.70 

- 

0.0600 

- 

- 

0.003 

0.063 

0.063 

1.381 

0.069 

1.312 

0.547 

41.71 

Safe 

Peelwa Nadi 

0810000301293700 

0.08 

0.01 

549.12 

0.02 

0.01 

0.03 

0.02 

0.23 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.056 

0.003 

0.053 

0.269 

509.93 

Over Exploited 



0.08 

0.01 

552.16 

0.01 

0.01 

0.02 

0.02 

0.21 

- 

0.0300 

0.0021 

0.0034 

0.000 

0.036 

0.036 

0.059 

0.003 

0.056 

0.255 

456.18 

Over Exploited 

Peepalda 

0810000701338300 

0.06 

0.00 

48,632.80 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Peepalwara 

0810000401304200 

0.08 

0.03 

105.98 

0.04 

0.00 

0.04 

0.02 

0.18 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.015 

0.051 

0.003 

0.048 

0.087 

181.18 

Over Exploited 



0.08 

0.03 

88.65 

0.04 

0.00 

0.04 

0.02 

0.19 

0.00 

0.0100 

0.0101 

0.0122 

0.001 

0.034 

0.038 

0.079 

0.004 

0.075 

0.094 

125.71 

Over Exploited 

Peepalwara Nadi 

0810000301293100 

0.08 

0.02 

138.66 

0.02 

0.00 

0.03 

0.02 

0.23 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.042 

0.002 

0.040 

0.064 

159.60 

Over Exploited 



0.08 

0.01 

186.54 

0.01 

0.00 

0.02 

0.01 

0.17 

- 

- 

0.0027 

0.0043 

0.004 

0.011 

0.011 

0.027 

0.001 

0.026 

0.041 

161.56 

Over Exploited 

Peeplet 

0810000701331300 

0.22 

0.35 

66.44 

0.42 

0.03 

0.45 

0.06 

0.70 

- 

0.0800 

- 

- 

0.004 

0.084 

0.084 

0.539 

0.027 

0.512 

0.715 

139.81 

Over Exploited 

Phooleri 

0810000701329200 

0.06 

0.23 

855,288.40 

0.27 

- 

0.27 

0.04 

0.51 

- 

- 

- 

- 

- 

- 

- 

0.271 

0.014 

0.257 

0.043 

16.72 

Safe 

Prempura 

0810000701330000 

0.06 

0.06 

233,975.15 

0.07 

- 

0.07 

0.03 

0.29 

- 

- 

- 

- 

- 

- 

- 

0.074 

0.004 

0.071 

0.027 

38.40 

Safe 

Qila Khandar 

0810000701333800 

0.06 

0.00 

13,047.58 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.05 

295.56 

0.06 

0.01 

0.07 

0.05 

0.64 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.090 

0.004 

0.085 

0.159 

187.17 

Over Exploited 

Qila Ranthambor 

0810000601319900 

0.24 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

387,447.60 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Raghuwanti 

0810000301294300 

0.08 

0.00 

48,738.25 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rahitha Khurd 

0810000601312900 

0.24 

0.25 

155.75 

0.29 

0.01 

0.30 

0.05 

0.57 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.345 

0.017 

0.328 

0.357 

108.87 

Over Exploited 



0.09 

0.00 

2,148.23 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.030 

2,431.58 

Over Exploited 



0.24 

0.00 

3,373.11 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.019 

1,409.90 

Over Exploited 

Rathod 

0810000401304700 

0.08 

0.00 

2,149.40 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

0.0006 

0.0010 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.007 

356.46 

Over Exploited 

Rewatpura 

0810000501308800 

0.10 

0.11 

27.87 

0.13 

- 

0.13 

0.07 

0.73 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.141 

0.007 

0.134 

0.222 

165.39 

Over Exploited 

Sahrawata 

0810000401305200 

0.08 

0.20 

(7.26) 

0.18 

- 

0.18 

0.06 

0.56 

0.02 

0.0100 

- 

- 

- 

0.010 

0.033 

0.215 

0.011 

0.204 

0.074 

36.11 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 






Dheel 

Command 

Phyllite & Schist 

0.788 

1.71 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.003 

0.08 

0.08 


Saimarda 

080900060124990C 

5.595 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.414 

1.24 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.29 

0.03 

0.003 

0.15 

0.11 


Sangarwasa 

0810000301292300 

4.423 

Fresh 

Non-command 

Non-command 

Limestone 

1.846 

1.39 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.08 

0.007 

0.26 

0.27 






Dheel 

Command 

Limestone 

0.767 

1.39 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.003 

0.11 

0.11 


Sanwas 

0810000701330400 

7.238 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.821 

3.15 

0.100 

0.14 

0.02 

0.00 

0.00 

0.00 

1.64 

1.70 

0.54 

0.012 

0.43 

0.41 







Non-command 

Quartzite 

1.075 

3.15 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.07 

0.003 

0.10 

0.09 







Non-command 

Shale 

1.342 

3.15 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.12 

0.11 

0.003 

0.12 

0.11 


Sanwata 

0810000701328700 

12.113 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.940 

1.46 

0.100 

0.24 

0.04 

0.00 

0.00 

0.00 

1.65 

1.73 

0.91 

0.025 

0.52 

0.50 


Sawasa 

0810000401305000 

3.297 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.884 

1.67 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.05 

0.008 

0.33 

0.35 






Dheel 

Command 

Phyllite & Schist 

0.827 

1.67 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.003 

0.14 

0.15 


Seegor Kalan 

0810000701333000 

3.522 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.085 

2.35 

0.100 

0.15 

0.02 

0.00 

0.00 

0.00 

0.62 

0.64 

0.59 

0.005 

0.38 

0.37 


Seegor Khurd 

0810000701338800 

1.757 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.665 

2.84 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.50 

0.52 

0.11 

0.004 

0.61 

0.59 







Non-command 

Limestone 

0.092 

2.84 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.03 

0.03 


Seloo 

0810000601314700 

4.322 

Fresh 

Surwal 

Command 

Older Alluvium 

4.308 

3.73 

0.120 

0.15 

0.02 

0.00 

0.00 

0.00 

2.06 

1.76 

0.59 

0.015 

0.67 

0.78 


Sesa 

0810000301292000 

9.346 

Fresh 

Non-command 

Non-command 

Limestone 

0.056 

0.90 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Dheel 

Command 

Limestone 

1.206 

0.90 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.07 

0.005 

0.08 

0.08 


Sewti Kalan 

0810000701339400 

6.608 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.826 

2.14 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.19 

0.04 

0.002 

0.08 

0.08 


Shyamoli 

0810000301294400 

5.627 

Fresh 

Non-command 

Non-command 

Limestone 

0.000 

1.56 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Shyamota 

0810000601315300 

2.997 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.320 

4.19 

0.025 

0.08 

0.01 

0.00 

0.00 

0.00 

0.31 

0.25 

0.33 

0.008 

0.54 

0.67 






Surwal 

Command 

Phyllite & Schist 

0.054 

4.19 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.000 

0.01 

0.02 


Shyampura 

0810000601313800 

33.155 

Fresh 

Non-command 

Non-command 

Quartzite 

2.715 

1.99 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.10 

0.10 

0.21 

0.009 

0.05 

0.06 







Non-command 

Limestone 

3.512 

1.99 

0.030 

0.09 

0.01 

0.00 

0.00 

0.00 

0.29 

0.28 

0.33 

0.012 

0.07 

0.07 


Simar 

0809000601250300 

6.792 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.285 

1.19 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.26 

0.03 

0.003 

0.11 

0.08 


Sinoli 

0810000601315800 

7.731 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.223 

3.57 

0.025 

0.19 

0.03 

0.00 

0.00 

0.00 

0.80 

0.65 

0.74 

0.024 

0.65 

0.80 


Soorwal 

0810000601317800 

15.804 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.200 

4.43 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.001 

0.01 

0.01 


Sunari 

0810000601315900 

9.474 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.524 

3.60 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.17 

0.13 

0.10 

0.005 

0.11 

0.14 


Surang 

0810000601312200 

1.662 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.716 

2.25 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.21 

0.20 

0.07 

0.002 

0.26 

0.28 







Non-command 

Phyllite & Schist 

0.222 

2.25 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.08 

0.09 


Talawara 

0810000701330500 

13.279 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.930 

1.64 

0.100 

0.30 

0.04 

0.00 

0.00 

0.00 

2.05 

2.13 

1.13 

0.028 

0.53 

0.51 







Non-command 

Quartzite 

0.642 

1.64 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.002 

0.03 

0.03 


Taira 

0810000701328900 

11.268 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.878 

1.53 

0.100 

0.18 

0.03 

0.00 

0.00 

0.00 

1.35 

1.41 

0.71 

0.020 

0.45 

0.43 


Teendoo 

0810000501311700 

5.131 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.165 

2.73 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.02 

0.03 


Torda 

0810000501308300 

4.527 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.039 

2.16 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.000 

0.01 

0.01 


Trilokpura 

0810000501308400 

8.680 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.148 

2.23 

0.025 

0.05 

0.00 

0.00 

0.00 

0.00 

0.28 

0.26 

0.17 

0.014 

0.28 

0.31 


Umri Firozpur 

0810000701335000 

13.295 

Fresh 

Non-command 

Non-command 

Quartzite 

2.478 

1.81 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.01 

0.006 

0.12 

0.12 

07001004 

Abhaipur 

0824001002915300 

2.359 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.358 

0.89 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.08 

0.008 

0.59 

0.58 


Agariya 

0824000902885800 

7.646 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.891 

4.61 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.19 

0.23 

0.07 

0.006 

0.13 

0.10 







Non-command 

Gneisses(B.G.C) 

5.564 

4.61 

0.015 

0.04 

0.00 

0.00 

0.00 

0.03 

0.39 

0.48 

0.13 

0.018 

0.37 

0.30 


Ajeetpura 

0824001102939700 

1.152 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.137 

5.63 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.000 

0.06 

0.08 


Akhepur 

0824000902895000 

3.958 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.958 

3.04 

0.015 

0.08 

0.01 

0.00 

0.00 

0.04 

0.21 

0.20 

0.29 

0.012 

0.65 

0.68 


Akhepura 

0824001002904200 

1.923 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.923 

1.97 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.42 

0.42 

0.19 

0.006 

0.62 

0.62 



0824001002910900 

4.536 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.536 

1.84 

0.020 

0.01 

0.00 

0.00 

0.00 

0.02 

0.15 

0.17 

0.04 

0.015 

0.55 

0.49 


Akheramji Ka Khera 

0824001002924600 

2.753 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.421 

3.04 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.001 

0.08 

0.10 


Alexanderpura 

0822000602658400 

3.784 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.695 

2.19 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.00 

0.007 

0.30 

0.34 


Amalda 

0824001002915700 

7.162 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.994 

1.48 

0.020 

0.15 

0.01 

0.00 

0.00 

0.00 

0.35 

0.34 

0.57 

0.023 

0.58 

0.59 


Amargarh 

0824001002922000 

5.805 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.862 

2.82 

0.020 

0.08 

0.01 

0.00 

0.00 

0.01 

0.17 

0.15 

0.32 

0.006 

0.18 

0.20 


Amarpura 

0824000902887000 

1.808 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.778 

1.95 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.13 

0.006 

0.56 

0.55 


Amarwasi 

0824001002906600 

10.638 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.638 

2.56 

0.020 

0.13 

0.03 

0.00 

0.00 

0.04 

0.60 

0.48 

0.47 

0.035 

0.54 

0.68 


Ambapura 

0822000602663200 

1.737 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.378 

3.03 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.001 

0.12 

0.15 


Ambedkar Colony 

0824001002905600 

1.573 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.484 

3.80 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.14 

0.11 

0.14 

0.005 

0.51 

0.66 


Amli 

0824001102929700 

6.022 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.347 

4.97 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.13 

0.10 

0.004 

0.13 

0.16 






Jetpura 

Command 

Phyllite & Schist 

0.021 

4.97 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Amli Kalan 

0824000302819000 

23.906 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.332 

3.22 

0.020 

0.03 

0.00 

0.00 

0.00 

0.03 

0.54 

0.65 

0.07 

0.023 

0.19 

0.15 


Ampura 

0824001102926200 

3.620 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.335 

2.09 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.17 

0.17 

0.11 

0.009 

0.53 

0.54 


Anwasa 

0824001102938400 

2.028 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.404 

6.31 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.05 

0.001 

0.14 

0.15 


Arniya Rasan 

0824000302820600 

17.969 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.873 

3.72 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.21 

0.27 

0.04 

0.008 

0.08 

0.06 







Non-command 

Gneisses(B.G.C) 

1.188 

3.72 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.01 

0.003 

0.03 

0.03 


Asan 

0824001002906700 

2.637 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.637 

2.44 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.11 

0.02 

0.009 

0.54 

0.67 


Asawari 

0824000902887200 

1.855 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.855 

2.08 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.07 

0.006 

0.57 

0.56 


Asop 

0824000902888200 

14.887 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.383 

2.17 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

14.504 

2.17 

0.015 

0.07 

0.01 

0.00 

0.00 

0.10 

0.43 

0.50 

0.22 

0.046 

0.51 

0.43 


Badanpura 

0824001002909400 

3.178 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.178 

3.74 

0.020 

0.04 

0.01 

0.00 

0.00 

0.01 

0.26 

0.27 

0.14 

0.010 

0.64 

0.62 



0824001102938900 

3.467 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.678 

6.23 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.36 

0.32 

0.16 

0.007 

0.51 

0.58 






Jetpura 

Command 

Phyllite & Schist 

0.789 

6.23 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.05 

0.002 

0.15 

0.17 


Baga Ka Khera 

0824000902898800 

1.891 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.891 

3.00 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.08 

0.08 

0.04 

0.006 

0.66 

0.70 


Bagal Ki Jhunpariya 

0824000902896400 

3.526 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.378 

4.72 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.02 

0.001 

0.07 

0.08 






Kothari Dam 

Command 

Phyllite & Schist 

0.140 

4.72 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.03 

0.03 


Bagoodar 

0824001002912300 

8.241 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.241 

0.85 

0.020 

0.16 

0.02 

0.00 

0.00 

0.03 

0.25 

0.26 

0.61 

0.027 

0.59 

0.57 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.08 

0.00 

420.61 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

0.0024 

0.0039 

- 

0.006 

0.007 

0.013 

0.001 

0.012 

0.015 

123.94 

Over Exploited 

Saimarda 

080900060124990C 

0.22 

0.05 

527.27 

0.06 

- 

0.06 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.055 

0.003 

0.053 

0.028 

54.11 

Safe 

Sangarwasa 

0810000301292300 

0.08 

0.04 

77.29 

0.05 

0.00 

0.05 

0.02 

0.28 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.057 

0.003 

0.054 

0.084 

156.28 

Over Exploited 



0.08 

0.01 

345.80 

0.01 

0.00 

0.01 

0.01 

0.12 

- 

- 

0.0031 

0.0038 

0.001 

0.008 

0.008 

0.016 

0.001 

0.015 

0.035 

227.43 

Over Exploited 

Sanwas 

0810000701330400 

0.22 

0.45 

274.42 

0.55 

0.02 

0.57 

0.04 

0.47 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.626 

0.031 

0.594 

0.552 

92.92 

Critical 



0.06 

0.00 

7,205.80 

0.01 

- 

0.01 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.014 

0.070 

487.71 

Over Exploited 



0.04 

0.01 

1,759.32 

0.01 

- 

0.01 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.111 

663.13 

Over Exploited 

Sanwata 

0810000701328700 

0.22 

0.87 

1,077.88 

1.05 

0.04 

1.09 

0.05 

0.57 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

1.197 

0.060 

1.137 

0.936 

82.34 

Semi Critical 

Sawasa 

0810000401305000 

0.08 

0.05 

34.45 

0.06 

0.00 

0.06 

0.04 

0.37 

0.01 

0.0100 

- 

- 

0.002 

0.012 

0.018 

0.079 

0.004 

0.075 

0.056 

73.94 

Semi Critical 



0.08 

0.01 

252.72 

0.01 

0.00 

0.01 

0.02 

0.16 

0.00 

- 

0.0017 

0.0020 

0.002 

0.006 

0.007 

0.020 

0.001 

0.019 

0.027 

141.14 

Over Exploited 

Seegor Kalan 

0810000701333000 

0.22 

0.17 

268.57 

0.21 

0.02 

0.23 

0.03 

0.42 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.300 

0.015 

0.285 

0.595 

209.16 

Over Exploited 

Seegor Khurd 

0810000701338800 

0.22 

0.22 

132.73 

0.27 

0.00 

0.27 

0.06 

0.66 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.282 

0.014 

0.268 

0.116 

43.40 

Safe 



0.06 

0.00 

4,263.96 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Seloo 

0810000601314700 

0.24 

0.69 

153.48 

0.83 

0.02 

0.85 

0.06 

0.74 

- 

0.1100 

0.0039 

0.0038 

- 

0.118 

0.118 

0.971 

0.049 

0.923 

0.603 

65.31 

Safe 

Sesa 

0810000301292000 

0.08 

0.00 

6,198.08 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.01 

435.60 

0.01 

- 

0.01 

0.01 

0.08 

- 

0.0100 

0.0062 

0.0060 

- 

0.022 

0.022 

0.031 

0.002 

0.029 

0.076 

257.37 

Over Exploited 

Sewti Kalan 

0810000701339400 

0.22 

0.01 

1,224.78 

0.02 

- 

0.02 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.018 

0.001 

0.017 

0.038 

229.05 

Over Exploited 

Shyamoli 

0810000301294400 

0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Shyamota 

0810000601315300 

0.10 

0.13 

102.12 

0.15 

0.01 

0.16 

0.05 

0.59 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.201 

0.010 

0.191 

0.337 

176.78 

Over Exploited 



0.10 

0.00 

6,542.07 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.007 

4,169.90 

Over Exploited 

Shyampura 

0810000601313800 

0.08 

0.01 

118,668.63 

0.01 

0.01 

0.02 

0.00 

0.06 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.044 

0.002 

0.042 

0.220 

529.25 

Over Exploited 



0.09 

0.02 

1,186.23 

0.03 

0.01 

0.04 

0.01 

0.08 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.076 

0.004 

0.072 

0.341 

471.34 

Over Exploited 

Simar 

0809000601250300 

0.22 

0.03 

729.11 

0.04 

- 

0.04 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.038 

0.002 

0.036 

0.037 

103.97 

Over Exploited 

Sinoli 

0810000601315800 

0.10 

0.47 

38.70 

0.56 

0.03 

0.59 

0.06 

0.71 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.673 

0.034 

0.639 

0.763 

119.41 

Over Exploited 

Soorwal 

0810000601317800 

0.10 

0.00 

14,131.26 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.030 

14,470.20 

Over Exploited 

Sunari 

0810000601315900 

0.10 

0.02 

667.76 

0.02 

- 

0.02 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.031 

0.002 

0.029 

0.109 

372.41 

Over Exploited 

Surang 

0810000601312200 

0.24 

0.05 

338.51 

0.05 

- 

0.05 

0.03 

0.29 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.064 

0.003 

0.061 

0.074 

121.94 

Over Exploited 



0.10 

0.00 

537.04 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.008 

376.51 

Over Exploited 

Talawara 

0810000701330500 

0.22 

1.06 

1,850.25 

1.27 

0.04 

1.31 

0.05 

0.58 

- 

0.1300 

- 

- 

- 

0.130 

0.130 

1.442 

0.072 

1.370 

1.155 

84.30 

Semi Critical 



0.06 

0.00 

2,589.39 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.041 

2,975.81 

Over Exploited 

Taira 

0810000701328900 

0.22 

0.76 

########## 

0.91 

0.03 

0.94 

0.04 

0.49 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

1.025 

0.051 

0.974 

0.733 

75.27 

Semi Critical 

Teendoo 

0810000501311700 

0.10 

0.00 

2,283.52 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.018 

4,078.66 

Over Exploited 

Torda 

0810000501308300 

0.10 

0.00 

55,225.22 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.026 

######### 

Over Exploited 

Trilokpura 

0810000501308400 

0.10 

0.12 

122.09 

0.14 

- 

0.14 

0.03 

0.31 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.163 

0.008 

0.155 

0.186 

120.34 

Over Exploited 

Umri Firozpur 

0810000701335000 

0.06 

0.02 

390.66 

0.02 

- 

0.02 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.022 

0.001 

0.021 

0.014 

69.12 

Safe 

Abhaipur 

0824001002915300 

0.04 

0.06 

4.17 

0.06 

0.00 

0.06 

0.05 

0.64 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.074 

0.004 

0.070 

0.087 

122.97 

Over Exploited 

Agariya 

0824000902885800 

0.06 

0.01 

1,577.23 

0.02 

0.01 

0.02 

0.01 

0.14 

- 

0.0100 

- 

- 

0.009 

0.019 

0.019 

0.041 

0.002 

0.039 

0.073 

186.91 

Over Exploited 



0.05 

0.10 

363.85 

0.12 

0.03 

0.16 

0.03 

0.40 

- 

0.0100 

- 

- 

0.051 

0.061 

0.061 

0.219 

0.011 

0.208 

0.150 

71.80 

Semi Critical 

Ajeetpura 

0824001102939700 

0.08 

0.00 

1,665.22 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.007 

952.16 

Over Exploited 

Akhepur 

0824000902895000 

0.05 

0.13 

57.09 

0.15 

0.05 

0.20 

0.05 

0.70 

- 

0.0300 

- 

- 

0.057 

0.087 

0.087 

0.288 

0.014 

0.274 

0.300 

109.69 

Over Exploited 

Akhepura 

0824001002904200 

0.20 

0.24 

75.11 

0.29 

0.01 

0.30 

0.05 

0.68 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.318 

0.016 

0.302 

0.199 

65.93 

Safe 


0824001002910900 

0.04 

0.11 

60.36 

0.13 

0.02 

0.15 

0.05 

0.60 

- 

0.0100 

- 

- 

0.035 

0.045 

0.045 

0.197 

0.010 

0.187 

0.051 

27.10 

Safe 

Akheramji Ka Khera 

0824001002924600 

0.04 

0.00 

1,304.75 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.007 

462.98 

Over Exploited 

Alexanderpura 

0822000602658400 

0.08 

0.06 

20.82 

0.08 

0.00 

0.08 

0.02 

0.32 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.079 

0.004 

0.075 

0.007 

9.69 

Safe 

Amalda 

0824001002915700 

0.04 

0.17 

94.88 

0.21 

0.01 

0.22 

0.05 

0.63 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.279 

0.014 

0.265 

0.595 

224.53 

Over Exploited 

Amargarh 

0824001002922000 

0.04 

0.01 

924.77 

0.02 

0.02 

0.04 

0.02 

0.19 

- 

0.0400 

- 

- 

0.012 

0.052 

0.052 

0.088 

0.004 

0.083 

0.323 

388.24 

Over Exploited 

Amarpura 

0824000902887000 

0.06 

0.06 

75.35 

0.07 

- 

0.07 

0.05 

0.61 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.079 

0.004 

0.075 

0.136 

179.81 

Over Exploited 

Amarwasi 

0824001002906600 

0.04 

0.25 

92.96 

0.30 

0.07 

0.37 

0.05 

0.59 

- 

0.0900 

- 

- 

0.065 

0.155 

0.155 

0.526 

0.026 

0.500 

0.503 

100.54 

Over Exploited 

Ambapura 

0822000602663200 

0.08 

0.00 

279.98 

0.00 

- 

0.00 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.018 

451.64 

Over Exploited 

Ambedkar Colony 

0824001002905600 

0.04 

0.03 

234.44 

0.04 

0.01 

0.05 

0.05 

0.55 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.083 

0.004 

0.079 

0.142 

180.13 

Over Exploited 

Amli 

0824001102929700 

0.08 

0.01 

906.87 

0.02 

- 

0.02 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.026 

0.001 

0.025 

0.100 

405.10 

Over Exploited 



0.08 

0.00 

52,335.76 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0004 

0.0005 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Amli Kalan 

0824000302819000 

0.07 

0.11 

483.63 

0.13 

0.03 

0.16 

0.02 

0.20 

- 

0.0100 

- 

- 

0.041 

0.051 

0.051 

0.213 

0.011 

0.202 

0.095 

47.08 

Safe 

Ampura 

0824001102926200 

0.08 

0.14 

22.82 

0.16 

- 

0.16 

0.05 

0.58 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.173 

0.009 

0.165 

0.117 

71.24 

Semi Critical 

Anwasa 

0824001102938400 

0.08 

0.00 

24,758.53 

0.00 

- 

0.00 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.014 

0.047 

338.32 

Over Exploited 

Arniya Rasan 

0824000302820600 

0.07 

0.02 

1,529.16 

0.02 

0.01 

0.03 

0.01 

0.09 

- 

0.0100 

- 

- 

0.016 

0.026 

0.026 

0.056 

0.003 

0.053 

0.051 

96.67 

Critical 



0.04 

0.00 

3,812.35 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.014 

807.16 

Over Exploited 

Asan 

0824001002906700 

0.04 

0.06 

78.13 

0.07 

0.00 

0.08 

0.05 

0.59 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.081 

0.004 

0.077 

0.033 

42.33 

Safe 

Asawari 

0824000902887200 

0.06 

0.06 

62.10 

0.07 

- 

0.07 

0.05 

0.62 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.084 

0.004 

0.079 

0.073 

91.75 

Critical 

Asop 

0824000902888200 

0.06 

0.00 

4,550.17 

0.00 

0.00 

0.01 

0.00 

0.01 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.012 

0.001 

0.012 

0.011 

96.92 

Critical 



0.05 

0.37 

35.88 

0.44 

0.11 

0.56 

0.04 

0.55 

- 

0.0200 

- 

- 

0.154 

0.174 

0.174 

0.730 

0.037 

0.694 

0.268 

38.59 

Safe 

Badanpura 

0824001002909400 

0.04 

0.09 

205.77 

0.11 

0.02 

0.12 

0.06 

0.70 

- 

0.0300 

- 

- 

0.012 

0.042 

0.042 

0.165 

0.008 

0.157 

0.154 

98.53 

Critical 


0824001102938900 

0.08 

0.10 

204.72 

0.13 

0.01 

0.14 

0.04 

0.55 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.167 

0.008 

0.159 

0.165 

104.07 

Over Exploited 



0.08 

0.01 

948.25 

0.01 

- 

0.01 

0.01 

0.16 

- 

0.0100 

0.0197 

0.0190 

- 

0.049 

0.049 

0.060 

0.003 

0.057 

0.052 

92.17 

Critical 

Baga Ka Khera 

0824000902898800 

0.05 

0.06 

21.90 

0.07 

0.01 

0.09 

0.06 

0.71 

- 

- 

- 

- 

0.022 

0.022 

0.022 

0.111 

0.006 

0.105 

0.050 

47.49 

Safe 

Bagal Ki Jhunpariya 

0824000902896400 

0.06 

0.00 

2,683.67 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.020 

1,165.64 

Over Exploited 



0.06 

0.00 

5,780.12 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0010 

0.0012 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.010 

467.55 

Over Exploited 

Bagoodar 

0824001002912300 

0.04 

0.21 

22.76 

0.25 

0.05 

0.30 

0.05 

0.64 

- 

0.0700 

- 

- 

0.047 

0.117 

0.117 

0.418 

0.021 

0.397 

0.639 

160.76 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Bagri 

0824000902890300 

6.010 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.010 

3.40 

0.015 

0.05 

0.01 

0.00 

0.00 

0.01 

0.33 

0.33 

0.17 

0.019 

0.62 

0.63 


Bagthala 

0824001102926800 

1.448 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.448 

2.82 

0.020 

0.55 

0.08 

0.00 

0.00 

0.00 

0.55 

0.50 

2.21 

0.004 

0.60 

0.65 


Bagwasa 

0824001002916000 

2.660 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.660 

3.66 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.24 

0.25 

0.22 

0.009 

0.63 

0.62 


Bahadarpura 

0824001002915500 

3.032 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.814 

1.42 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.11 

0.13 

0.009 

0.54 

0.54 


Bajta 

0821000902583900 

11.668 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.018 

1.39 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

0.525 

1.39 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.07 

0.001 

0.02 

0.02 


Bakhatpura 

0824001102929400 

2.755 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.004 

4.09 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Balapura 

0824001002919100 

2.555 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.555 

1.91 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.52 

0.50 

0.14 

0.008 

0.60 

0.62 


Baliya Khera 

0824000902899100 

2.956 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.821 

2.38 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.09 

0.09 

0.00 

0.009 

0.62 

0.66 


Baneriya Khurd 

0822000602659800 

9.728 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.728 

3.07 

0.015 

0.06 

0.01 

0.00 

0.00 

0.26 

0.24 

0.21 

0.21 

0.026 

0.42 

0.47 


Baori 

0824001002910400 

12.888 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

12.888 

3.36 

0.020 

0.17 

0.02 

0.00 

0.00 

0.06 

0.95 

1.10 

0.62 

0.042 

0.54 

0.47 


Bara Khera 

0824000902896800 

3.733 

Fresh 

Kothari Dam 

Command 

Phyllite & Schist 

3.626 

4.70 

0.020 

0.04 

0.01 

0.00 

0.00 

0.04 

0.33 

0.31 

0.16 

0.011 

0.63 

0.68 


Baradpura 

0824001002906500 

1.605 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.605 

2.77 

0.020 

0.02 

0.00 

0.00 

0.00 

0.03 

0.07 

0.06 

0.05 

0.005 

0.54 

0.67 


Barla 

0822000602660600 

11.499 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.064 

0.25 

0.015 

0.02 

0.01 

0.00 

0.00 

0.00 

0.02 

0.01 

0.09 

0.006 

0.08 

0.09 


Barla Poliya 

0824001002905200 

3.597 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.597 

3.25 

0.020 

0.12 

0.03 

0.00 

0.00 

0.01 

0.31 

0.24 

0.45 

0.012 

0.54 

0.69 


Baroo Khera 

0824001102936600 

4.666 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.495 

5.38 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.54 

0.50 

0.27 

0.012 

0.67 

0.73 


Bas Chatra 

0822000502652700 

6.549 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.288 

1.82 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.02 


Bas Jodha 

0822000602661000 

1.264 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.028 

1.93 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Phyllite & Schist 

1.237 

1.93 

0.015 

0.00 

0.00 

0.00 

0.00 

0.10 

-0.07 

-0.06 

0.00 

0.003 

0.44 

0.51 


Bedunda 

0824000902887300 

3.193 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.193 

2.17 

0.020 

0.09 

0.01 

0.00 

0.00 

0.06 

0.16 

0.16 

0.35 

0.010 

0.57 

0.56 


Beejwar 

0822000602660400 

17.435 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.836 

1.24 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.12 

0.11 

0.30 

0.008 

0.07 

0.08 


Beekran 

0824001102931100 

16.046 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.821 

5.28 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.01 

0.002 

0.03 

0.03 


Beeliya 

0824001102927500 

7.455 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.717 

4.89 

0.020 

0.13 

0.02 

0.00 

0.00 

0.00 

0.76 

0.69 

0.51 

0.019 

0.60 

0.67 






Kothari Dam 

Command 

Phyllite & Schist 

0.174 

4.89 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.000 

0.02 

0.02 






Jetpura 

Command 

Phyllite & Schist 

0.283 

4.89 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.001 

0.03 

0.03 


Beer Ka Khera 

0824001102936900 

1.022 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.022 

6.07 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.17 

0.16 

0.24 

0.003 

0.69 

0.76 


Beermiyas 

0824000902894700 

2.363 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.363 

3.21 

0.015 

0.03 

0.00 

0.00 

0.00 

0.03 

0.12 

0.11 

0.12 

0.007 

0.65 

0.70 


Beesalpur 

0822000602659500 

5.055 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.955 

1.90 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.08 

0.14 

0.005 

0.17 

0.18 


Bekli 

0824001002922300 

0.604 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.604 

3.83 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.07 

0.17 

0.002 

0.58 

0.63 


Belwa 

0824000902890100 

2.808 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.808 

3.01 

0.015 

0.03 

0.01 

0.00 

0.00 

0.01 

0.14 

0.14 

0.11 

0.009 

0.59 

0.58 


Berada Ki Jhonpariya 

0824000902897000 

2.368 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.133 

4.16 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.11 

0.06 

0.004 

0.30 

0.32 






Kothari Dam 

Command 

Phyllite & Schist 

1.163 

4.16 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.07 

0.004 

0.31 

0.33 


Beri 

0824001002910800 

5.448 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.448 

2.10 

0.020 

0.17 

0.04 

0.00 

0.00 

0.03 

0.33 

0.38 

0.67 

0.018 

0.54 

0.48 


Bhagunagar 

0824001002921600 

3.581 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.359 

2.36 

0.020 

0.09 

0.00 

0.00 

0.00 

0.00 

0.25 

0.22 

0.34 

0.011 

0.53 

0.60 


Bhagwan Pura 

0824000902894200 

3.650 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.650 

1.66 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.10 

0.09 

0.07 

0.012 

0.66 

0.70 


Bhagwanpura 

0824000902885700 

3.385 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.344 

4.05 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

0.18 

0.23 

0.00 

0.007 

0.36 

0.29 



0824000902887800 

0.483 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.483 

2.23 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.08 

0.002 

0.57 

0.55 



0824001002911400 

3.822 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.822 

3.34 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.27 

0.28 

0.06 

0.012 

0.61 

0.59 


Bhainroon Khera 

0824000902896900 

4.465 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.544 

4.37 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.25 

0.24 

0.14 

0.008 

0.36 

0.39 






Kothari Dam 

Command 

Phyllite & Schist 

1.595 

4.37 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.15 

0.09 

0.005 

0.23 

0.24 



0824001002915200 

1.981 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.901 

1.01 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.11 

0.006 

0.57 

0.57 


Bhairoon Khera 

0824000902886900 

1.990 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.990 

1.99 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.07 

0.006 

0.57 

0.55 


Bhanwar Thala 

0822000602659600 

7.222 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.853 

2.13 

0.015 

0.01 

0.00 

0.00 

0.00 

0.41 

-0.24 

-0.22 

0.01 

0.013 

0.29 

0.32 


Bharkiya @ Bithalpura 

0824000902894900 

1.306 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.306 

3.01 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.11 

0.004 

0.65 

0.69 


Bharni Kalan 

0824001002912400 

7.126 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.115 

1.58 

0.020 

0.27 

0.04 

0.00 

0.00 

0.00 

0.46 

0.47 

1.06 

0.023 

0.62 

0.60 


Bharni Khurd 

0824001002915000 

1.846 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.846 

1.63 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.06 

0.006 

0.62 

0.61 


Bhawani Singh Ka Khera 

0824001102932900 

4.014 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.774 

4.85 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.03 

0.002 

0.13 

0.14 






Kothari Dam 

Command 

Phyllite & Schist 

2.054 

4.85 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.22 

0.20 

0.07 

0.006 

0.35 

0.38 


Bhawanipura 

0824001002913000 

4.503 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.500 

2.31 

0.020 

0.06 

0.01 

0.00 

0.00 

0.01 

0.25 

0.26 

0.20 

0.015 

0.65 

0.62 


Bheelri 

0824001002910100 

6.180 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.180 

3.19 

0.020 

0.11 

0.02 

0.00 

0.00 

0.02 

0.47 

0.50 

0.40 

0.020 

0.57 

0.53 


Bheempura 

0824001002903400 

1.837 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.568 

1.26 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.22 

0.23 

0.17 

0.005 

0.48 

0.47 


Bheewarawas 

0822000602662200 

4.979 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.753 

2.19 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.05 

0.007 

0.28 

0.33 


Bhojgarh 

0824001002922600 

0.854 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.674 

3.49 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

0.04 

0.04 

0.01 

0.002 

0.45 

0.50 


Bhojpur 

0824000302824300 

10.480 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.124 

1.55 

0.020 

0.04 

0.01 

0.00 

0.00 

0.03 

0.16 

0.15 

0.16 

0.014 

0.32 

0.35 







Non-command 

Gneisses(B.G.C) 

5.356 

1.55 

0.011 

0.03 

0.00 

0.00 

0.00 

0.04 

0.08 

0.08 

0.12 

0.015 

0.34 

0.36 


Bhunwar 

0824001002908100 

7.321 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.839 

2.32 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.24 

0.24 

0.07 

0.016 

0.42 

0.41 


Bhuwana Teja Ka Bara 

0824001002912800 

0.520 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.520 

2.75 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.10 

0.002 

0.65 

0.62 


Bigod 

0824001102933600 

8.033 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.140 

4.79 

0.020 

0.11 

0.02 

0.00 

0.00 

0.00 

0.68 

0.62 

0.43 

0.017 

0.53 

0.58 


Bihara 

0824001002903700 

8.008 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.283 

2.89 

0.100 

0.23 

0.03 

0.00 

0.00 

0.02 

2.28 

2.34 

0.89 

0.024 

0.58 

0.56 







Non-command 

Phyllite & Schist 

0.726 

2.89 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.07 

0.002 

0.06 

0.06 


Bilaspura 

0824000902885600 

3.108 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.085 

2.86 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.23 

0.08 

0.010 

0.53 

0.44 


Bindi 

0824001002909000 

2.270 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.270 

1.54 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.38 

0.39 

0.17 

0.007 

0.64 

0.62 


Birdhol 

0824000902890900 

6.347 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.459 

1.62 

0.020 

0.05 

0.01 

0.00 

0.00 

0.03 

0.13 

0.12 

0.17 

0.011 

0.35 

0.37 







Non-command 

Gneisses(B.G.C) 

2.888 

1.62 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.08 

0.07 

0.08 

0.009 

0.29 

0.31 


Bishniya 

0824000902886200 

15.855 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

15.855 

2.60 

0.020 

0.64 

0.16 

0.00 

0.00 

0.11 

1.19 

1.42 

2.49 

0.050 

0.53 

0.44 


Bisundani 

0821000902586300 

7.548 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.047 

1.09 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.19 

0.20 

0.28 

0.003 

0.08 

0.07 







Non-command 

Gneisses(B.G.C) 

0.374 

1.09 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.09 

0.001 

0.03 

0.03 


Boonti 

0824000902885900 

4.824 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.471 

3.83 

0.020 

0.07 

0.01 

0.00 

0.00 

0.04 

0.36 

0.44 

0.27 

0.014 

0.48 

0.40 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Bagri 

0824000902890300 

0.05 

0.19 

76.27 

0.22 

0.02 

0.25 

0.05 

0.67 

- 

0.0300 

- 

- 

0.022 

0.052 

0.052 

0.298 

0.015 

0.284 

0.187 

65.94 

Safe 

Bagthala 

0824001102926800 

0.08 

0.07 

660.85 

0.08 

0.08 

0.16 

0.05 

0.65 

- 

0.2500 

- 

- 

0.001 

0.251 

0.251 

0.411 

0.021 

0.390 

2.212 

567.09 

Over Exploited 

Bagwasa 

0824001002916000 

0.04 

0.07 

243.11 

0.09 

0.01 

0.10 

0.06 

0.69 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.139 

0.007 

0.132 

0.227 

172.04 

Over Exploited 

Bahadarpura 

0824001002915500 

0.04 

0.07 

(32.82) 

0.08 

- 

0.08 

0.05 

0.58 

- 

- 

- 

- 

- 

- 

- 

0.078 

0.004 

0.074 

0.134 

180.62 

Over Exploited 

Bajta 

0821000902583900 

0.20 

0.00 

98,800.77 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.00 

3,147.94 

0.00 

- 

0.00 

0.00 

0.02 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.068 

655.42 

Over Exploited 

Bakhatpura 

0824001102929400 

0.08 

0.00 

78,331.95 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Balapura 

0824001002919100 

0.20 

0.31 

62.22 

0.37 

0.01 

0.38 

0.05 

0.66 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.402 

0.020 

0.382 

0.152 

39.88 

Safe 

Baliya Khera 

0824000902899100 

0.05 

0.09 

0.60 

0.09 

0.01 

0.10 

0.05 

0.67 

- 

- 

- 

- 

0.011 

0.011 

0.011 

0.106 

0.005 

0.101 

0.009 

8.81 

Safe 

Baneriya Khurd 

0822000602659800 

0.08 

0.32 

(34.88) 

0.26 

0.27 

0.53 

0.03 

0.45 

- 

0.0200 

- 

- 

0.389 

0.409 

0.409 

0.937 

0.047 

0.890 

0.236 

26.54 

Safe 

Baori 

0824001002910400 

0.04 

0.30 

263.29 

0.36 

0.08 

0.45 

0.05 

0.59 

- 

0.0700 

- 

- 

0.097 

0.167 

0.167 

0.613 

0.031 

0.582 

0.660 

113.30 

Over Exploited 

Bara Khera 

0824000902896800 

0.06 

0.13 

133.85 

0.16 

0.05 

0.21 

0.05 

0.67 

- 

0.0200 

0.0252 

0.0304 

0.059 

0.134 

0.134 

0.340 

0.017 

0.323 

0.174 

53.95 

Safe 

Baradpura 

0824001002906500 

0.04 

0.04 

60.04 

0.05 

0.03 

0.08 

0.05 

0.59 

- 

0.0100 

- 

- 

0.052 

0.062 

0.062 

0.141 

0.007 

0.134 

0.059 

44.13 

Safe 

Barla 

0822000602660600 

0.08 

0.01 

16.80 

0.01 

0.01 

0.03 

0.01 

0.08 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.047 

0.002 

0.045 

0.098 

218.66 

Over Exploited 

Barla Poliya 

0824001002905200 

0.04 

0.08 

190.69 

0.10 

0.04 

0.14 

0.05 

0.58 

- 

0.0800 

- 

- 

0.021 

0.101 

0.101 

0.244 

0.012 

0.232 

0.464 

199.65 

Over Exploited 

Baroo Khera 

0824001102936600 

0.08 

0.23 

116.46 

0.28 

0.01 

0.29 

0.04 

0.71 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.335 

0.017 

0.319 

0.279 

87.69 

Semi Critical 

Bas Chatra 

0822000502652700 

0.08 

0.00 

368,430.52 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Bas Jodha 

0822000602661000 

0.15 

0.00 

4,007.87 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.006 

0.000 

0.006 

0.000 

1.34 

Safe 



0.08 

0.04 

(235.84) 

0.03 

0.10 

0.14 

0.03 

0.48 

- 

- 

- 

- 

0.156 

0.156 

0.156 

0.295 

0.015 

0.280 

0.003 

1.19 

Safe 

Bedunda 

0824000902887300 

0.06 

0.11 

54.88 

0.13 

0.07 

0.20 

0.05 

0.62 

- 

0.0400 

- 

- 

0.089 

0.129 

0.129 

0.325 

0.016 

0.309 

0.356 

115.20 

Over Exploited 

Beejwar 

0822000602660400 

0.08 

0.02 

572.11 

0.02 

0.01 

0.03 

0.01 

0.08 

- 

0.0600 

- 

- 

0.001 

0.061 

0.061 

0.090 

0.005 

0.086 

0.305 

354.79 

Over Exploited 

Beekran 

0824001102931100 

0.08 

0.00 

3,806.49 

0.00 

0.00 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

0.001 

0.001 

0.002 

0.004 

0.000 

0.004 

0.016 

386.28 

Over Exploited 

Beeliya 

0824001102927500 

0.08 

0.31 

123.12 

0.37 

0.02 

0.39 

0.04 

0.64 

- 

0.1000 

- 

- 

0.005 

0.105 

0.105 

0.498 

0.025 

0.473 

0.530 

111.85 

Over Exploited 



0.08 

0.00 

7,254.89 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0015 

0.0015 

- 

0.003 

0.003 

0.003 

0.000 

0.003 

0.007 

242.32 

Over Exploited 



0.08 

0.00 

4,441.67 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0071 

0.0068 

- 

0.014 

0.014 

0.015 

0.001 

0.014 

0.015 

106.87 

Over Exploited 

Beer Ka Khera 

0824001102936900 

0.08 

0.05 

193.81 

0.06 

0.01 

0.07 

0.04 

0.73 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.125 

0.006 

0.118 

0.243 

204.98 

Over Exploited 

Beermiyas 

0824000902894700 

0.05 

0.08 

40.03 

0.09 

0.03 

0.12 

0.05 

0.71 

- 

0.0100 

- 

- 

0.043 

0.053 

0.053 

0.174 

0.009 

0.165 

0.127 

77.02 

Semi Critical 

Beesalpur 

0822000602659500 

0.08 

0.03 

202.86 

0.03 

0.01 

0.04 

0.01 

0.18 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.072 

0.004 

0.068 

0.148 

216.75 

Over Exploited 

Bekli 

0824001002922300 

0.04 

0.02 

366.74 

0.02 

0.01 

0.03 

0.05 

0.64 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.058 

0.003 

0.055 

0.171 

309.33 

Over Exploited 

Belwa 

0824000902890100 

0.05 

0.08 

68.32 

0.10 

0.02 

0.12 

0.05 

0.64 

- 

0.0200 

- 

- 

0.014 

0.034 

0.034 

0.154 

0.008 

0.146 

0.117 

80.14 

Semi Critical 

Berada Ki Jhonpariya 

0824000902897000 

0.06 

0.02 

438.89 

0.02 

- 

0.02 

0.02 

0.33 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.034 

0.002 

0.032 

0.064 

198.10 

Over Exploited 



0.06 

0.02 

422.84 

0.03 

- 

0.03 

0.02 

0.34 

- 

0.0100 

0.0101 

0.0097 

- 

0.030 

0.030 

0.055 

0.003 

0.052 

0.076 

144.93 

Over Exploited 

Beri 

0824001002910800 

0.04 

0.13 

195.95 

0.15 

0.07 

0.22 

0.05 

0.59 

- 

0.1300 

- 

- 

0.042 

0.172 

0.172 

0.393 

0.020 

0.374 

0.690 

184.64 

Over Exploited 

Bhagunagar 

0824001002921600 

0.04 

0.08 

186.12 

0.09 

- 

0.09 

0.05 

0.58 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.101 

0.005 

0.096 

0.354 

367.12 

Over Exploited 

Bhagwan Pura 

0824000902894200 

0.05 

0.12 

(22.66) 

0.10 

0.01 

0.11 

0.06 

0.71 

- 

0.0100 

- 

- 

0.017 

0.028 

0.028 

0.135 

0.007 

0.128 

0.084 

65.07 

Safe 

Bhagwanpura 

0824000902885700 

0.06 

0.05 

363.60 

0.06 

0.01 

0.06 

0.03 

0.39 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.073 

0.004 

0.069 

0.007 

10.73 

Safe 


0824000902887800 

0.06 

0.02 

169.63 

0.02 

0.00 

0.02 

0.05 

0.62 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.030 

0.002 

0.029 

0.079 

272.70 

Over Exploited 


0824001002911400 

0.04 

0.10 

176.35 

0.12 

0.01 

0.13 

0.05 

0.67 

- 

0.0100 

- 

- 

0.011 

0.021 

0.021 

0.149 

0.007 

0.141 

0.072 

51.19 

Safe 

Bhainroon Khera 

0824000902896900 

0.06 

0.05 

342.35 

0.06 

0.01 

0.07 

0.03 

0.39 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.094 

0.005 

0.089 

0.152 

169.97 

Over Exploited 



0.06 

0.02 

611.06 

0.03 

- 

0.03 

0.02 

0.25 

- 

0.0100 

0.0139 

0.0134 

- 

0.037 

0.037 

0.062 

0.003 

0.059 

0.096 

161.97 

Over Exploited 


0824001002915200 

0.04 

0.05 

46.10 

0.06 

- 

0.06 

0.05 

0.62 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.066 

0.003 

0.063 

0.118 

188.18 

Over Exploited 

Bhairoon Khera 

0824000902886900 

0.06 

0.07 

56.11 

0.08 

- 

0.08 

0.05 

0.62 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.089 

0.004 

0.084 

0.073 

87.03 

Semi Critical 

Bhanwar Thala 

0822000602659600 

0.08 

0.11 

(296.83) 

0.09 

0.41 

0.50 

0.02 

0.31 

- 

- 

- 

- 

0.612 

0.612 

0.612 

1.108 

0.055 

1.053 

0.021 

2.01 

Safe 

Bharkiya @ Bithalpura 

0824000902894900 

0.05 

0.04 

96.62 

0.05 

0.00 

0.05 

0.05 

0.70 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.063 

0.003 

0.060 

0.118 

197.14 

Over Exploited 

Bharni Kalan 

0824001002912400 

0.04 

0.19 

147.07 

0.23 

0.04 

0.27 

0.05 

0.67 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

0.387 

0.019 

0.367 

1.085 

295.42 

Over Exploited 

Bharni Khurd 

0824001002915000 

0.04 

0.05 

65.57 

0.06 

- 

0.06 

0.05 

0.67 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.069 

0.003 

0.065 

0.067 

102.31 

Over Exploited 

Bhawani Singh Ka Khera 

0824001102932900 

0.08 

0.01 

902.07 

0.01 

- 

0.01 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.009 

0.031 

354.52 

Over Exploited 



0.08 

0.05 

266.72 

0.07 

- 

0.07 

0.02 

0.37 

- 

0.0100 

0.0143 

0.0172 

- 

0.042 

0.042 

0.107 

0.005 

0.101 

0.078 

76.68 

Semi Critical 

Bhawanipura 

0824001002913000 

0.04 

0.13 

105.72 

0.15 

0.02 

0.17 

0.06 

0.70 

- 

0.0400 

- 

- 

0.014 

0.054 

0.054 

0.223 

0.011 

0.212 

0.219 

103.04 

Over Exploited 

Bheelri 

0824001002910100 

0.04 

0.15 

229.60 

0.18 

0.04 

0.22 

0.05 

0.62 

- 

0.0800 

- 

- 

0.023 

0.103 

0.103 

0.321 

0.016 

0.305 

0.422 

138.27 

Over Exploited 

Bheempura 

0824001002903400 

0.20 

0.15 

51.88 

0.18 

0.01 

0.19 

0.04 

0.52 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.220 

0.011 

0.209 

0.173 

82.82 

Semi Critical 

Bheewarawas 

0822000602662200 

0.08 

0.06 

430,494.73 

0.07 

- 

0.07 

0.02 

0.30 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.084 

0.004 

0.079 

0.057 

72.33 

Semi Critical 

Bhojgarh 

0824001002922600 

0.04 

0.01 

180.62 

0.02 

0.01 

0.02 

0.04 

0.49 

- 

- 

- 

- 

0.010 

0.010 

0.010 

0.032 

0.002 

0.031 

0.014 

46.22 

Safe 

Bhojpur 

0824000302824300 

0.07 

0.12 

24.00 

0.14 

0.04 

0.18 

0.03 

0.35 

- 

0.0200 

- 

- 

0.046 

0.066 

0.066 

0.249 

0.012 

0.236 

0.172 

72.93 

Semi Critical 



0.04 

0.07 

9.90 

0.08 

0.04 

0.12 

0.03 

0.37 

- 

0.0100 

- 

- 

0.054 

0.064 

0.064 

0.180 

0.009 

0.171 

0.134 

78.44 

Semi Critical 

Bhunwar 

0824001002908100 

0.04 

0.09 

177.68 

0.11 

0.01 

0.11 

0.04 

0.46 

- 

0.0100 

- 

- 

0.009 

0.019 

0.019 

0.130 

0.007 

0.124 

0.088 

70.92 

Semi Critical 

Bhuwana Teja Ka Bara 

0824001002912800 

0.04 

0.01 

315.78 

0.02 

0.00 

0.02 

0.06 

0.70 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.039 

0.002 

0.037 

0.104 

282.81 

Over Exploited 

Bigod 

0824001102933600 

0.08 

0.25 

149.33 

0.30 

0.02 

0.32 

0.03 

0.56 

- 

0.0800 

- 

- 

0.002 

0.082 

0.082 

0.400 

0.020 

0.380 

0.445 

117.00 

Over Exploited 

Bihara 

0824001002903700 

0.20 

0.84 

178.72 

1.01 

0.05 

1.06 

0.05 

0.63 

- 

0.1700 

- 

- 

0.027 

0.197 

0.197 

1.253 

0.063 

1.190 

0.914 

76.77 

Semi Critical 



0.04 

0.00 

3,376.83 

0.00 

0.00 

0.00 

0.00 

0.06 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.014 

0.001 

0.014 

0.068 

502.25 

Over Exploited 

Bilaspura 

0824000902885600 

0.06 

0.09 

148.62 

0.11 

0.00 

0.12 

0.04 

0.57 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.131 

0.007 

0.124 

0.087 

69.93 

Safe 

Bindi 

0824001002909000 

0.20 

0.29 

33.42 

0.35 

0.01 

0.36 

0.06 

0.70 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.387 

0.019 

0.367 

0.175 

47.73 

Safe 

Birdhol 

0824000902890900 

0.06 

0.07 

71.74 

0.08 

0.04 

0.12 

0.03 

0.38 

- 

0.0200 

- 

- 

0.038 

0.058 

0.058 

0.177 

0.009 

0.169 

0.177 

104.94 

Over Exploited 



0.05 

0.04 

76.49 

0.05 

0.01 

0.06 

0.02 

0.32 

- 

0.0100 

- 

- 

0.017 

0.027 

0.027 

0.090 

0.004 

0.085 

0.087 

102.09 

Over Exploited 

Bishniya 

0824000902886200 

0.06 

0.49 

193.32 

0.58 

0.27 

0.85 

0.04 

0.57 

- 

0.4700 

- 

- 

0.168 

0.638 

0.638 

1.492 

0.075 

1.417 

2.536 

178.98 

Over Exploited 

Bisundani 

0821000902586300 

0.20 

0.02 

1,139.32 

0.02 

0.01 

0.03 

0.01 

0.08 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.064 

0.003 

0.061 

0.284 

469.22 

Over Exploited 



0.07 

0.00 

2,022.52 

0.00 

0.01 

0.01 

0.00 

0.03 

- 

0.0100 

- 

- 

0.015 

0.026 

0.026 

0.037 

0.002 

0.035 

0.087 

249.59 

Over Exploited 

Boonti 

0824000902885900 

0.06 

0.12 

252.17 

0.15 

0.05 

0.20 

0.04 

0.52 

- 

0.0500 

- 

- 

0.056 

0.106 

0.106 

0.304 

0.015 

0.288 

0.283 

98.17 

Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 







Non-command 

Gneisses(B.G.C) 

0.353 

3.83 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.04 

0.03 


Borda 

0824000902888400 

6.678 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.569 

2.75 

0.020 

0.01 

0.00 

0.00 

0.00 

0.03 

0.34 

0.41 

0.00 

0.021 

0.50 

0.42 


Botunda 

0822000502657900 

22.157 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.241 

1.53 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.03 

0.003 

0.03 

0.03 


Boyara 

0822000602662700 

9.806 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.020 

2.13 

0.080 

0.03 

0.00 

0.00 

0.00 

0.11 

0.78 

0.62 

0.09 

0.014 

0.27 

0.34 







Non-command 

Phyllite & Schist 

4.785 

2.13 

0.015 

0.03 

0.00 

0.00 

0.00 

0.03 

0.15 

0.12 

0.10 

0.013 

0.26 

0.33 


Chainpuriya @ Theekariya 

0824001102933300 

3.012 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.949 

4.88 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.36 

0.33 

0.37 

0.008 

0.67 

0.74 


Chalaniya 

0824000302823300 

11.262 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.121 

2.66 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.03 

0.003 

0.05 

0.04 


Chand Thali 

0821000902584000 

5.784 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.011 

0.18 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chandpura 

0824001102926100 

1.335 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.021 

1.89 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.09 

0.003 

0.44 

0.44 


Chatarpura 

0824000902891900 

4.109 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.109 

2.53 

0.015 

0.02 

0.00 

0.00 

0.00 

0.03 

0.15 

0.14 

0.08 

0.013 

0.63 

0.66 


Chawand Khera 

0824000902886500 

2.245 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.245 

1.94 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.08 

0.09 

0.03 

0.007 

0.56 

0.51 


Chawandiya 

0824001102929600 

1.905 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.409 

4.35 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.03 

0.001 

0.13 

0.15 


Cheetiwas 

0821000902587200 

4.926 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.926 

1.65 

0.120 

0.17 

0.02 

0.00 

0.00 

0.06 

1.07 

1.07 

0.65 

0.014 

0.62 

0.62 


Chhabariya 

0824001002912900 

3.356 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.298 

2.78 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.21 

0.22 

0.14 

0.011 

0.64 

0.61 


Chhaga Ka Jhoonpara 

0824001002908300 

2.701 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.228 

3.48 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.05 

0.05 


Chhaprel 

0824000902889700 

4.004 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.004 

3.29 

0.015 

0.12 

0.03 

0.00 

0.00 

0.02 

0.27 

0.29 

0.44 

0.013 

0.57 

0.54 


Chhatiya 

0824001002916200 

0.817 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.817 

3.99 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.13 

0.003 

0.64 

0.62 


Chhatri 

0822000602661100 

8.395 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.847 

1.98 

0.080 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.07 

0.01 

0.002 

0.05 

0.05 







Non-command 

Phyllite & Schist 

7.547 

1.98 

0.015 

0.04 

0.01 

0.00 

0.00 

0.46 

-0.20 

-0.18 

0.15 

0.020 

0.41 

0.48 


Chhitarpura 

0824001002921500 

1.607 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.607 

2.14 

0.020 

0.04 

0.00 

0.00 

0.00 

0.01 

0.10 

0.09 

0.15 

0.005 

0.57 

0.63 


Chhitarsingh Ji Ka Khera 

0824000902887400 

1.859 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.859 

2.43 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.11 

0.09 

0.006 

0.58 

0.57 


Chhjelon Ka Khera 

0824001002908500 

2.404 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.382 

1.60 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.11 

0.17 

0.008 

0.64 

0.62 


Chodhariyas @ Gega Ka Khera 

0824000902896000 

2.489 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.135 

4.86 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.04 

0.04 


Chohli 

0824000902895500 

2.686 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.463 

2.90 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.18 

0.18 

0.17 

0.008 

0.56 

0.58 






Kothari Dam 

Command 

Phyllite & Schist 

0.160 

2.90 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.04 

0.04 


Chosla 

0821000902584100 

13.040 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.464 

1.32 

0.120 

0.19 

0.03 

0.00 

0.00 

0.51 

1.15 

0.97 

0.72 

0.027 

0.36 

0.43 


Dabar Khurd 

0822000602660100 

3.940 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.940 

1.26 

0.015 

0.01 

0.00 

0.00 

0.00 

0.28 

-0.19 

-0.17 

0.04 

0.011 

0.43 

0.49 


Dabarkalan 

0822000602660900 

20.384 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.484 

0.89 

0.080 

0.09 

0.02 

0.00 

0.00 

0.46 

0.43 

0.37 

0.32 

0.031 

0.26 

0.29 







Non-command 

Phyllite & Schist 

4.588 

0.89 

0.015 

0.04 

0.01 

0.00 

0.00 

0.15 

-0.06 

-0.05 

0.14 

0.012 

0.10 

0.12 


Dalwasa 

0822000602660000 

8.100 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.100 

1.95 

0.015 

0.06 

0.01 

0.00 

0.00 

0.62 

-0.33 

-0.29 

0.23 

0.022 

0.42 

0.48 


Danji Ka Khera 

0824001102931600 

4.422 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.131 

5.63 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.38 

0.30 

0.12 

0.009 

0.40 

0.50 


Danpura 

0824001002919800 

1.432 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.432 

4.01 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.14 

0.09 

0.005 

0.64 

0.62 


Dantra 

0824000902888100 

17.041 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.219 

2.09 

0.020 

0.06 

0.01 

0.00 

0.00 

0.04 

0.35 

0.40 

0.19 

0.026 

0.26 

0.23 







Non-command 

Gneisses(B.G.C) 

8.821 

2.09 

0.015 

0.04 

0.01 

0.00 

0.00 

0.04 

0.27 

0.31 

0.13 

0.028 

0.28 

0.24 


Deo Khera 

0824000902889900 

2.335 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.311 

2.31 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.08 

0.07 







Non-command 

Gneisses(B.G.C) 

2.025 

2.31 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.06 

0.006 

0.49 

0.46 


Deo Kheri 

0824000902886100 

2.032 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.984 

3.74 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.18 

0.00 

0.006 

0.51 

0.42 


Deokheri 

0821000902583800 

4.503 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.176 

0.88 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.02 


Deoli 

0824000902898500 

11.772 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.558 

2.73 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.002 

0.03 

0.03 



0822000602662800 

9.496 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.496 

3.34 

0.015 

0.33 

0.05 

0.00 

0.00 

0.03 

0.72 

0.56 

1.29 

0.026 

0.53 

0.69 


Deoli Urban 

0822000642206000 

14.865 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

13.547 

3.02 

0.015 

0.58 

0.01 

0.00 

0.00 

0.04 

1.14 

0.89 

0.23 

1.604 

0.49 

0.63 


Deopur 

0824001102933200 

2.491 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.664 

4.90 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.16 

0.04 

0.005 

0.46 

0.50 






Kothari Dam 

Command 

Phyllite & Schist 

0.137 

4.90 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.04 

0.04 


Deopura 

0824001002914500 

2.040 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.932 

3.51 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.16 

0.08 

0.006 

0.61 

0.59 



0822000602662600 

9.700 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.632 

2.24 

0.080 

0.05 

0.01 

0.00 

0.00 

0.23 

0.82 

0.65 

0.20 

0.015 

0.30 

0.38 







Non-command 

Phyllite & Schist 

4.068 

2.24 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.16 

0.13 

0.15 

0.011 

0.22 

0.27 


Deopuriya 

0824001102929100 

0.777 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.071 

4.33 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.05 

0.06 


Deora 

0824001002912200 

4.680 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.680 

0.96 

0.020 

0.04 

0.00 

0.00 

0.00 

0.03 

0.10 

0.11 

0.13 

0.015 

0.58 

0.55 


Deoriya 

0824000902898900 

3.098 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.098 

3.24 

0.015 

0.04 

0.01 

0.00 

0.00 

0.03 

0.15 

0.14 

0.14 

0.010 

0.66 

0.70 


Deotalai 

0824000902889800 

3.225 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.225 

2.99 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.15 

0.00 

0.010 

0.57 

0.54 


Devi Singh Ka Khera 

0824001102936500 

0.959 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.235 

5.09 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.17 

0.19 


Dhagariya 

0824001002910000 

5.018 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.018 

3.21 

0.020 

0.06 

0.01 

0.00 

0.00 

0.03 

0.35 

0.36 

0.22 

0.016 

0.60 

0.58 


Dhamniya 

0824001102927800 

9.347 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.386 

4.92 

0.020 

0.19 

0.03 

0.00 

0.00 

0.01 

0.59 

0.51 

0.76 

0.012 

0.29 

0.34 






Jetpura 

Command 

Phyllite & Schist 

4.199 

4.92 

0.020 

0.19 

0.03 

0.00 

0.00 

0.00 

0.57 

0.50 

0.73 

0.012 

0.28 

0.33 


Dhandh Ka Khera 

0824000902888800 

5.657 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.657 

5.36 

0.020 

0.03 

0.00 

0.00 

0.00 

0.06 

0.58 

0.66 

0.10 

0.018 

0.53 

0.46 


Dhandhola 

0824001002908600 

11.318 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

11.096 

2.92 

0.020 

0.13 

0.02 

0.00 

0.00 

0.00 

0.76 

0.76 

0.46 

0.036 

0.61 

0.61 


Dhanirada 

0824001002921400 

0.908 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.908 

2.06 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.09 

0.003 

0.57 

0.62 


Dhanwara 

0824000902887100 

3.798 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.798 

2.11 

0.020 

0.08 

0.01 

0.00 

0.00 

0.01 

0.22 

0.24 

0.30 

0.012 

0.56 

0.54 


Dhayalon Ka Khera 

0824000902894300 

2.993 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.993 

1.97 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.04 

0.009 

0.66 

0.70 


Dhokliya 

0824000902893500 

8.770 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.579 

0.97 

0.015 

0.07 

0.01 

0.00 

0.00 

0.04 

0.12 

0.11 

0.25 

0.021 

0.49 

0.53 


Dhunwala 

0824001002905000 

10.714 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.186 

1.71 

0.100 

0.11 

0.02 

0.00 

0.00 

0.02 

0.79 

0.65 

0.40 

0.014 

0.21 

0.26 







Non-command 

Phyllite & Schist 

6.527 

1.71 

0.020 

0.12 

0.02 

0.00 

0.00 

0.00 

0.32 

0.26 

0.45 

0.021 

0.33 

0.40 


Dolpura 

0824001102938800 

3.340 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.114 

6.28 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.43 

0.38 

0.13 

0.009 

0.63 

0.70 






Jetpura 

Command 

Phyllite & Schist 

0.226 

6.28 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.001 

0.05 

0.05 


Doudawas 

0822000602661200 

6.476 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.476 

1.94 

0.015 

0.01 

0.00 

0.00 

0.00 

0.45 

-0.26 

-0.23 

0.00 

0.018 

0.45 

0.50 


Eklinghpura 

0824000902888700 

1.627 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.890 

3.72 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.08 

0.10 

0.13 

0.003 

0.27 

0.21 


Fateh Garh 

0824000902892900 

3.254 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.254 

2.23 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.12 

0.12 

0.12 

0.010 

0.66 

0.70 


Fatehpur 

0824001002916100 

4.852 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.852 

3.95 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.44 

0.45 

0.24 

0.016 

0.63 

0.62 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.05 

0.00 

3,534.91 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.013 

1,706.82 

Over Exploited 

Borda 

0824000902888400 

0.06 

0.19 

116.01 

0.23 

0.03 

0.26 

0.04 

0.54 

- 

- 

- 

- 

0.047 

0.047 

0.047 

0.305 

0.015 

0.290 

0.021 

7.16 

Safe 

Botunda 

0822000502657900 

0.08 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.002 

0.028 

1,150.51 

Over Exploited 

Boyara 

0822000602662700 

0.15 

0.20 

201.02 

0.25 

0.11 

0.35 

0.02 

0.30 

- 

0.0200 

- 

- 

0.161 

0.181 

0.181 

0.534 

0.027 

0.507 

0.108 

21.21 

Safe 



0.08 

0.10 

22.72 

0.12 

0.03 

0.15 

0.02 

0.28 

- 

0.0200 

- 

- 

0.044 

0.064 

0.064 

0.212 

0.011 

0.201 

0.108 

53.59 

Safe 

Chainpuriya @ Theekariya 

0824001102933300 

0.08 

0.15 

118.49 

0.18 

0.01 

0.20 

0.04 

0.72 

- 

0.0700 

- 

- 

0.004 

0.074 

0.074 

0.270 

0.013 

0.256 

0.377 

147.20 

Over Exploited 

Chalaniya 

0824000302823300 

0.07 

0.00 

1,980.68 

0.00 

- 

0.00 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.014 

0.032 

227.98 

Over Exploited 

Chand Thali 

0821000902584000 

0.20 

0.00 

10,994.62 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chandpura 

0824001102926100 

0.08 

0.03 

70.67 

0.04 

- 

0.04 

0.04 

0.48 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.051 

0.003 

0.049 

0.097 

198.77 

Over Exploited 

Chatarpura 

0824000902891900 

0.05 

0.13 

9.02 

0.14 

0.03 

0.17 

0.05 

0.68 

- 

0.0100 

- 

- 

0.040 

0.050 

0.050 

0.218 

0.011 

0.207 

0.091 

43.88 

Safe 

Chawand Khera 

0824000902886500 

0.06 

0.07 

24.49 

0.09 

0.01 

0.10 

0.05 

0.61 

- 

0.0100 

- 

- 

0.021 

0.031 

0.031 

0.133 

0.007 

0.126 

0.036 

28.67 

Safe 

Chawandiya 

0824001102929600 

0.08 

0.00 

854.85 

0.00 

0.00 

0.01 

0.01 

0.14 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.006 

0.000 

0.005 

0.030 

551.95 

Over Exploited 

Cheetiwas 

0821000902587200 

0.20 

0.61 

75.18 

0.73 

0.08 

0.81 

0.05 

0.67 

- 

0.0700 

- 

- 

0.085 

0.155 

0.155 

0.965 

0.048 

0.916 

0.662 

72.24 

Semi Critical 

Chhabariya 

0824001002912900 

0.04 

0.09 

144.88 

0.11 

0.01 

0.12 

0.06 

0.69 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.148 

0.007 

0.141 

0.149 

105.44 

Over Exploited 

Chhaga Ka Jhoonpara 

0824001002908300 

0.04 

0.00 

2,906.78 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.007 

1,242.81 

Over Exploited 

Chhaprel 

0824000902889700 

0.05 

0.11 

150.09 

0.14 

0.05 

0.18 

0.05 

0.62 

- 

0.0800 

- 

- 

0.027 

0.107 

0.107 

0.291 

0.015 

0.277 

0.457 

164.98 

Over Exploited 

Chhatiya 

0824001002916200 

0.04 

0.02 

333.20 

0.03 

- 

0.03 

0.06 

0.70 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.047 

0.002 

0.045 

0.128 

285.33 

Over Exploited 

Chhatri 

0822000602661100 

0.15 

0.01 

1,021.39 

0.01 

0.06 

0.06 

0.00 

0.05 

- 

- 

- 

- 

0.087 

0.087 

0.087 

0.152 

0.008 

0.144 

0.016 

11.31 

Safe 



0.08 

0.25 

(170.42) 

0.20 

0.47 

0.67 

0.03 

0.45 

- 

0.0300 

- 

- 

0.688 

0.718 

0.718 

1.386 

0.069 

1.317 

0.171 

13.02 

Safe 

Chhitarpura 

0824001002921500 

0.04 

0.04 

134.89 

0.05 

0.01 

0.05 

0.05 

0.62 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.074 

0.004 

0.070 

0.150 

213.17 

Over Exploited 

Chhitarsingh Ji Ka Khera 

0824000902887400 

0.06 

0.06 

73.76 

0.07 

0.00 

0.08 

0.05 

0.63 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.104 

0.005 

0.099 

0.092 

92.87 

Critical 

Chhjelon Ka Khera 

0824001002908500 

0.04 

0.07 

67.33 

0.08 

0.01 

0.09 

0.06 

0.69 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.108 

0.005 

0.103 

0.176 

170.67 

Over Exploited 

Chodhariyas @ Gega Ka Khera 

0824000902896000 

0.06 

0.00 

4,028.22 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

3,146.79 

Over Exploited 

Chohli 

0824000902895500 

0.06 

0.08 

122.09 

0.09 

0.01 

0.10 

0.05 

0.60 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.125 

0.006 

0.119 

0.181 

152.51 

Over Exploited 



0.06 

0.00 

2,563.02 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

0.0014 

0.0013 

- 

0.003 

0.003 

0.003 

0.000 

0.003 

0.011 

356.62 

Over Exploited 

Chosla 

0821000902584100 

0.20 

0.68 

41.65 

0.82 

0.54 

1.35 

0.03 

0.39 

- 

0.1400 

- 

- 

0.760 

0.900 

0.900 

2.254 

0.113 

2.141 

0.751 

35.07 

Safe 

Dabar Khurd 

0822000602660100 

0.08 

0.14 

(226.12) 

0.11 

0.28 

0.39 

0.03 

0.46 

- 

0.0100 

- 

- 

0.417 

0.427 

0.427 

0.814 

0.041 

0.773 

0.053 

6.81 

Safe 

Dabarkalan 

0822000602660900 

0.15 

0.44 

(15.41) 

0.37 

0.48 

0.85 

0.02 

0.28 

- 

0.0600 

- 

- 

0.689 

0.749 

0.749 

1.600 

0.080 

1.520 

0.352 

23.16 

Safe 



0.08 

0.04 

(228.23) 

0.03 

0.16 

0.19 

0.01 

0.11 

- 

0.0300 

- 

- 

0.220 

0.250 

0.250 

0.437 

0.022 

0.415 

0.155 

37.44 

Safe 

Dalwasa 

0822000602660000 

0.08 

0.27 

(205.90) 

0.22 

0.63 

0.85 

0.03 

0.45 

- 

0.0400 

- 

- 

0.924 

0.964 

0.964 

1.809 

0.090 

1.719 

0.249 

14.48 

Safe 

Danji Ka Khera 

0824001102931600 

0.08 

0.10 

214.40 

0.11 

0.00 

0.12 

0.04 

0.44 

- 

0.0200 

- 

- 

0.007 

0.027 

0.027 

0.146 

0.007 

0.139 

0.124 

88.89 

Semi Critical 

Danpura 

0824001002919800 

0.04 

0.04 

246.65 

0.05 

0.00 

0.05 

0.06 

0.69 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.070 

0.004 

0.067 

0.095 

141.32 

Over Exploited 

Dantra 

0824000902888100 

0.06 

0.12 

223.04 

0.15 

0.05 

0.20 

0.02 

0.28 

- 

0.0400 

- 

- 

0.066 

0.106 

0.106 

0.307 

0.015 

0.292 

0.218 

74.69 

Semi Critical 



0.05 

0.12 

149.36 

0.15 

0.05 

0.19 

0.02 

0.30 

- 

0.0200 

- 

- 

0.056 

0.076 

0.076 

0.271 

0.014 

0.257 

0.160 

62.19 

Safe 

Deo Khera 

0824000902889900 

0.06 

0.00 

1,546.60 

0.00 

0.00 

0.00 

0.01 

0.08 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.010 

0.000 

0.009 

0.020 

218.25 

Over Exploited 



0.05 

0.05 

87.01 

0.06 

0.00 

0.06 

0.04 

0.53 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.075 

0.004 

0.071 

0.066 

93.42 

Critical 

Deo Kheri 

0824000902886100 

0.06 

0.06 

204.87 

0.07 

0.00 

0.07 

0.04 

0.56 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.076 

0.004 

0.072 

0.006 

8.73 

Safe 

Deokheri 

0821000902583800 

0.07 

0.00 

695.84 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

3,665.93 

Over Exploited 

Deoli 

0824000902898500 

0.05 

0.00 

3,431.44 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.000 

0.001 

0.001 

0.002 

0.000 

0.002 

0.038 

2,139.37 

Over Exploited 


0822000602662800 

0.08 

0.41 

38.31 

0.49 

0.08 

0.57 

0.05 

0.58 

- 

0.2400 

- 

- 

0.046 

0.286 

0.286 

0.854 

0.043 

0.811 

1.312 

161.71 

Over Exploited 

Deoli Urban 

0822000642206000 

0.08 

0.53 

68.28 

0.63 

0.05 

0.68 

0.04 

0.53 

- 

0.0400 

- 

- 

0.062 

0.102 

0.102 

0.785 

0.039 

0.746 

1.831 

245.47 

Over Exploited 

Deopur 

0824001102933200 

0.08 

0.06 

169.62 

0.07 

- 

0.07 

0.03 

0.49 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.080 

0.004 

0.076 

0.041 

53.29 

Safe 



0.08 

0.00 

2,998.53 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

0.0012 

0.0011 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

14.30 

Safe 

Deopura 

0824001002914500 

0.04 

0.05 

216.60 

0.06 

- 

0.06 

0.05 

0.66 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.081 

0.004 

0.077 

0.090 

117.11 

Over Exploited 


0822000602662600 

0.15 

0.26 

154.95 

0.31 

0.24 

0.55 

0.03 

0.33 

- 

0.0400 

- 

- 

0.346 

0.386 

0.386 

0.934 

0.047 

0.887 

0.213 

24.04 

Safe 



0.08 

0.07 

82.32 

0.09 

0.01 

0.10 

0.02 

0.24 

- 

0.0300 

- 

- 

0.006 

0.036 

0.036 

0.135 

0.007 

0.128 

0.161 

125.36 

Over Exploited 

Deopuriya 

0824001102929100 

0.08 

0.00 

1,701.18 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

2,273.94 

Over Exploited 

Deora 

0824001002912200 

0.04 

0.12 

(9.22) 

0.11 

0.03 

0.13 

0.05 

0.63 

- 

0.0100 

- 

- 

0.043 

0.053 

0.053 

0.188 

0.009 

0.178 

0.147 

82.55 

Semi Critical 

Deoriya 

0824000902898900 

0.05 

0.10 

34.54 

0.12 

0.04 

0.17 

0.05 

0.71 

- 

0.0200 

- 

- 

0.052 

0.072 

0.072 

0.238 

0.012 

0.227 

0.148 

65.24 

Safe 

Deotalai 

0824000902889800 

0.05 

0.09 

63.44 

0.11 

0.00 

0.11 

0.05 

0.62 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.119 

0.006 

0.113 

0.010 

9.04 

Safe 

Devi Singh Ka Khera 

0824001102936500 

0.08 

0.00 

615.09 

0.00 

- 

0.00 

0.01 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.003 

0.015 

419.60 

Over Exploited 

Dhagariya 

0824001002910000 

0.04 

0.13 

178.49 

0.16 

0.04 

0.19 

0.05 

0.65 

- 

0.0400 

- 

- 

0.038 

0.078 

0.078 

0.270 

0.014 

0.257 

0.232 

90.50 

Critical 

Dhamniya 

0824001102927800 

0.08 

0.10 

413.08 

0.12 

0.04 

0.15 

0.02 

0.32 

- 

0.0900 

- 

- 

0.009 

0.099 

0.099 

0.254 

0.013 

0.241 

0.773 

320.84 

Over Exploited 



0.08 

0.09 

447.83 

0.11 

0.03 

0.14 

0.02 

0.30 

- 

0.0800 

0.0840 

0.1011 

0.000 

0.266 

0.266 

0.404 

0.020 

0.384 

0.744 

193.59 

Over Exploited 

Dhandh Ka Khera 

0824000902888800 

0.06 

0.17 

280.10 

0.21 

0.06 

0.27 

0.05 

0.57 

- 

0.0200 

- 

- 

0.092 

0.112 

0.112 

0.380 

0.019 

0.361 

0.114 

31.53 

Safe 

Dhandhola 

0824001002908600 

0.04 

0.29 

157.69 

0.35 

0.02 

0.37 

0.05 

0.67 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.423 

0.021 

0.402 

0.498 

123.92 

Over Exploited 

Dhanirada 

0824001002921400 

0.04 

0.02 

136.13 

0.03 

- 

0.03 

0.05 

0.62 

- 

- 

- 

- 

- 

- 

- 

0.027 

0.001 

0.025 

0.095 

376.02 

Over Exploited 

Dhanwara 

0824000902887100 

0.06 

0.12 

90.20 

0.15 

0.02 

0.17 

0.05 

0.61 

- 

0.0600 

- 

- 

0.010 

0.070 

0.070 

0.235 

0.012 

0.223 

0.310 

138.99 

Over Exploited 

Dhayalon Ka Khera 

0824000902894300 

0.05 

0.10 

(11.11) 

0.09 

0.00 

0.09 

0.06 

0.71 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.099 

0.005 

0.094 

0.051 

54.70 

Safe 

Dhokliya 

0824000902893500 

0.05 

0.16 

(31.03) 

0.13 

0.05 

0.18 

0.04 

0.53 

- 

0.0300 

- 

- 

0.054 

0.084 

0.084 

0.260 

0.013 

0.247 

0.275 

111.04 

Over Exploited 

Dhunwala 

0824001002905000 

0.20 

0.18 

265.12 

0.21 

0.04 

0.25 

0.02 

0.23 

- 

0.0800 

- 

- 

0.026 

0.106 

0.106 

0.355 

0.018 

0.337 

0.417 

123.51 

Over Exploited 



0.04 

0.09 

182.09 

0.11 

0.02 

0.14 

0.03 

0.36 

- 

0.0800 

- 

- 

0.006 

0.086 

0.086 

0.221 

0.011 

0.210 

0.471 

224.43 

Over Exploited 

Dolpura 

0824001102938800 

0.08 

0.15 

154.05 

0.18 

0.00 

0.18 

0.04 

0.67 

- 

0.0200 

- 

- 

0.006 

0.027 

0.027 

0.211 

0.011 

0.201 

0.139 

69.06 

Safe 



0.08 

0.00 

3,099.25 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

0.0057 

0.0055 

- 

0.011 

0.011 

0.012 

0.001 

0.011 

0.008 

66.59 

Safe 

Doudawas 

0822000602661200 

0.08 

0.23 

(197.79) 

0.19 

0.45 

0.64 

0.03 

0.48 

- 

- 

- 

- 

0.682 

0.682 

0.682 

1.321 

0.066 

1.255 

0.018 

1.39 

Safe 

Eklinghpura 

0824000902888700 

0.06 

0.01 

643.66 

0.02 

0.01 

0.03 

0.02 

0.29 

- 

0.0300 

- 

- 

0.007 

0.037 

0.037 

0.068 

0.003 

0.065 

0.137 

210.41 

Over Exploited 

Fateh Garh 

0824000902892900 

0.05 

0.11 

9.65 

0.12 

0.01 

0.13 

0.06 

0.71 

- 

0.0100 

- 

- 

0.021 

0.031 

0.031 

0.162 

0.008 

0.154 

0.130 

84.87 

Semi Critical 

Fatehpur 

0824001002916100 

0.04 

0.13 

239.56 

0.16 

0.01 

0.17 

0.06 

0.69 

- 

0.0500 

- 

- 

0.002 

0.052 

0.052 

0.223 

0.011 

0.211 

0.257 

121.40 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Fatehpura 

082400090288850C 

2.344 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.114 

1.61 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.11 

0.07 

0.007 

0.45 

0.36 







Non-command 

Gneisses(B.G.C) 

0.039 

1.61 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Fatta Ka Khera 

082400100292060C 

2.325 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.325 

3.33 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.18 

0.18 

0.10 

0.008 

0.60 

0.62 


Gadari Khera 

0824000902891500 

1.876 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.876 

1.02 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.05 

0.04 

0.10 

0.006 

0.66 

0.71 


Gadoli 

0824001002906900 

5.685 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.162 

3.26 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.36 

0.29 

0.39 

0.014 

0.40 

0.49 


Gadri Khera 

0824000902889300 

2.851 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.851 

2.51 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.12 

0.14 

0.09 

0.009 

0.54 

0.48 


Gandher 

0824001002903500 

13.181 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.312 

2.01 

0.100 

0.15 

0.02 

0.00 

0.00 

0.01 

1.79 

1.83 

0.56 

0.027 

0.38 

0.37 







Non-command 

Phyllite & Schist 

4.869 

2.01 

0.020 

0.06 

0.01 

0.00 

0.00 

0.05 

0.19 

0.20 

0.23 

0.016 

0.22 

0.22 


Gandheri 

0824000902896700 

2.471 

Fresh 

Kothari Dam 

Command 

Phyllite & Schist 

2.464 

4.69 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.28 

0.26 

0.21 

0.008 

0.64 

0.70 


Ganeshpura 

0824000902886300 

5.418 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.418 

1.88 

0.020 

0.07 

0.02 

0.00 

0.00 

0.04 

0.21 

0.25 

0.25 

0.017 

0.54 

0.46 



0824001002908800 

1.313 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.203 

1.48 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.21 

0.21 

0.12 

0.004 

0.58 

0.57 







Non-command 

Phyllite & Schist 

0.110 

1.48 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.05 

0.05 



0824001102932500 

5.918 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.058 

5.82 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 






Jetpura 

Command 

Phyllite & Schist 

5.859 

5.82 

0.020 

0.28 

0.04 

0.00 

0.00 

0.00 

0.92 

0.83 

1.11 

0.016 

0.66 

0.74 


Ganeshpura Ji Ka Khera 

0824001002913100 

3.680 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.680 

2.13 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.19 

0.19 

0.12 

0.012 

0.65 

0.62 


Gangithala 

0824001002904400 

10.142 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.643 

3.40 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.21 

0.05 

0.002 

0.04 

0.04 







Non-command 

Phyllite & Schist 

9.499 

3.40 

0.020 

0.14 

0.02 

0.00 

0.00 

0.03 

0.73 

0.68 

0.52 

0.031 

0.55 

0.60 


Gaonri 

0822000602662000 

12.075 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.650 

1.86 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.07 

0.06 

0.13 

0.004 

0.07 

0.07 


Garh Bodiya 

0824001002920300 

1.499 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.499 

3.77 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.18 

0.18 

0.32 

0.005 

0.62 

0.62 


Gehuli 

0824000902897200 

3.528 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.685 

3.29 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.05 

0.002 

0.12 

0.13 







Non-command 

Gneisses(B.G.C) 

2.842 

3.29 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.17 

0.16 

0.13 

0.009 

0.50 

0.52 


Ghatiyali 

0821000902584400 

25.904 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.729 

1.11 

0.120 

0.26 

0.04 

0.00 

0.00 

0.00 

0.98 

0.86 

1.04 

0.016 

0.11 

0.13 







Non-command 

Gneisses(B.G.C) 

11.600 

1.11 

0.015 

0.47 

0.07 

0.00 

0.00 

0.00 

0.59 

0.52 

1.86 

0.033 

0.23 

0.27 


Gheoriya 

0824000902895400 

8.832 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.652 

3.04 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.53 

0.51 

0.26 

0.024 

0.53 

0.54 







Non-command 

Gneisses(B.G.C) 

1.169 

3.04 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.02 

0.004 

0.08 

0.08 


Girdiya 

0824000302823500 

7.890 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.874 

3.62 

0.020 

0.10 

0.01 

0.00 

0.00 

0.08 

0.58 

0.63 

0.39 

0.022 

0.56 

0.52 


Girwarpura 

0821000902584700 

4.366 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.366 

0.93 

0.120 

0.26 

0.04 

0.00 

0.00 

0.01 

0.70 

0.58 

1.00 

0.012 

0.53 

0.63 


Godam Dag Ka Bara 

0824001002916600 

0.649 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.649 

3.59 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.07 

0.07 

0.12 

0.002 

0.65 

0.62 


Goga Ka Khera 

0824001002914200 

2.980 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.073 

3.06 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Gogas 

0824000902897800 

3.882 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.882 

3.13 

0.015 

0.06 

0.01 

0.00 

0.00 

0.01 

0.23 

0.21 

0.24 

0.012 

0.65 

0.69 


Gokalpura 

0824000802874500 

1.245 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.158 

2.53 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.08 

0.08 


Gokulpura 

0824001002909900 

5.307 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.307 

3.12 

0.020 

0.06 

0.01 

0.00 

0.00 

0.03 

0.35 

0.36 

0.23 

0.017 

0.60 

0.58 


Golbari 

0824000902887500 

3.477 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.342 

2.37 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.19 

0.19 

0.13 

0.011 

0.56 

0.55 


Goojar Khera 

0824000902896600 

2.399 

Fresh 

Kothari Dam 

Command 

Phyllite & Schist 

0.242 

4.86 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.07 

0.07 


Gopalpura 

0824001102932400 

0.741 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.741 

6.27 

0.020 

0.46 

0.07 

0.00 

0.00 

0.00 

0.48 

0.43 

1.83 

0.002 

0.68 

0.76 


Gopipura 

0824001002916800 

1.713 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.713 

3.99 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.16 

0.06 

0.006 

0.64 

0.62 


Gora Ka Khera 

0824000902894800 

2.651 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.651 

3.19 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.15 

0.10 

0.008 

0.65 

0.69 


Goram Garh 

0824001002907100 

2.419 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.212 

3.65 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.11 

0.14 

0.004 

0.29 

0.32 


Gordha 

0821000902586200 

6.535 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.158 

1.35 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Goth 

0824001102937500 

1.019 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.004 

6.31 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.14 

0.10 

0.003 

0.68 

0.75 


Gothra 

0824000902899200 

5.931 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.316 

1.77 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.004 

0.14 

0.15 



0824001102926900 

2.122 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.122 

3.20 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.14 

0.09 

0.006 

0.60 

0.67 


Govindpura 

0824000902896100 

3.579 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.446 

4.84 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.05 

0.001 

0.08 

0.09 


Gudar Khera @ Dookiyon Ka Khera 

0824000902891200 

1.131 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.131 

1.46 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.02 

0.004 

0.66 

0.71 


Gudliya 

0824000902887900 

1.230 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.230 

2.19 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.07 

0.07 

0.07 

0.004 

0.57 

0.54 


Gula Ka Khera 

0824000902894500 

2.362 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.362 

1.90 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.02 

0.007 

0.66 

0.70 


Gulabpura 

0824001002910200 

2.664 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.664 

3.42 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.21 

0.23 

0.14 

0.009 

0.55 

0.49 


Gulgoan 

0824001102939600 

3.271 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.571 

6.12 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.17 

0.04 

0.004 

0.31 

0.36 






Jetpura 

Command 

Phyllite & Schist 

1.700 

6.12 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.19 

0.04 

0.005 

0.33 

0.39 


Gurha 

0824001002916300 

1.300 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.300 

3.93 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.13 

0.14 

0.17 

0.004 

0.64 

0.62 


Hadola Chak 

0824001002911800 

2.169 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.169 

3.91 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.19 

0.02 

0.007 

0.64 

0.62 


Flajiwas 

0824000902895200 

5.407 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.407 

3.20 

0.015 

0.05 

0.01 

0.00 

0.00 

0.01 

0.29 

0.28 

0.20 

0.017 

0.61 

0.62 


Flansera 

0824001002921200 

3.971 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.971 

2.22 

0.020 

0.04 

0.00 

0.00 

0.00 

0.01 

0.21 

0.19 

0.13 

0.013 

0.57 

0.63 


Hanumannagar 

0824001002905700 

1.778 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.003 

3.57 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Hari Singh Ka Khera @ Nathawaton K 

0824001102927400 

1.675 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.675 

4.76 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.19 

0.17 

0.10 

0.005 

0.66 

0.73 


Flaripura 

0824001002906200 

0.342 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.004 

3.64 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Harjaspura 

0824001102929200 

1.742 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.635 

3.70 

0.020 

0.14 

0.02 

0.00 

0.00 

0.00 

0.24 

0.19 

0.56 

0.005 

0.50 

0.64 


Harpura 

0824000902891700 

4.234 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.234 

2.15 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.15 

0.14 

0.06 

0.013 

0.66 

0.70 



0824001102928100 

2.003 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.003 

4.00 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.25 

0.21 

0.37 

0.006 

0.59 

0.70 


Flarsalon Ka Khera 

0824001002921000 

4.758 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.758 

2.10 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.25 

0.23 

0.19 

0.015 

0.58 

0.62 


Hastina Pur 

0824000902895700 

1.103 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.172 

4.39 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.001 

0.10 

0.11 






Kothari Dam 

Command 

Phyllite & Schist 

0.931 

4.39 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.10 

0.17 

0.003 

0.54 

0.58 


Hastra 

0824000902895800 

4.473 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.770 

4.05 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.04 

0.002 

0.11 

0.12 






Kothari Dam 

Command 

Phyllite & Schist 

3.703 

4.05 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.36 

0.33 

0.25 

0.012 

0.52 

0.56 


Hatoondi 

0824000902891800 

3.241 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.241 

2.47 

0.015 

0.02 

0.00 

0.00 

0.00 

0.03 

0.11 

0.10 

0.05 

0.010 

0.65 

0.69 


Hatoriya 

0824001002904100 

3.334 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.334 

1.80 

0.100 

0.12 

0.02 

0.00 

0.00 

0.00 

0.70 

0.70 

0.45 

0.011 

0.62 

0.62 


Hindu Singh Ka Khera @ Chhur Ka Kh 

0824001102927600 

1.823 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.661 

5.04 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.06 

0.002 

0.24 

0.27 






Jetpura 

Command 

Phyllite & Schist 

1.162 

5.04 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.13 

0.11 

0.003 

0.42 

0.47 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Fatehpura 

0824000902888500 

0.06 

0.05 

97.83 

0.07 

0.00 

0.07 

0.04 

0.49 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.076 

0.004 

0.073 

0.077 

105.72 

Over Exploited 



0.05 

0.00 

6,741.90 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Fatta Ka Khera 

0824001002920600 

0.04 

0.06 

196.34 

0.07 

0.00 

0.07 

0.05 

0.66 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.086 

0.004 

0.082 

0.110 

133.78 

Over Exploited 

Gadari Khera 

0824000902891500 

0.05 

0.06 

(29.73) 

0.05 

0.01 

0.06 

0.06 

0.72 

- 

0.0100 

- 

- 

0.018 

0.028 

0.028 

0.090 

0.004 

0.085 

0.110 

128.77 

Over Exploited 

Gadoli 

0824001002906900 

0.04 

0.07 

312.33 

0.09 

0.01 

0.10 

0.04 

0.43 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.135 

0.007 

0.129 

0.404 

313.72 

Over Exploited 

Gadri Khera 

0824000902889300 

0.05 

0.08 

81.06 

0.09 

0.01 

0.11 

0.05 

0.58 

- 

0.0200 

- 

- 

0.007 

0.027 

0.027 

0.134 

0.007 

0.128 

0.099 

77.53 

Semi Critical 

Gandher 

0824001002903500 

0.20 

0.62 

192.28 

0.75 

0.03 

0.78 

0.03 

0.41 

- 

0.0600 

- 

- 

0.017 

0.077 

0.077 

0.858 

0.043 

0.815 

0.590 

72.36 

Semi Critical 



0.04 

0.05 

322.94 

0.06 

0.06 

0.12 

0.02 

0.24 

- 

0.0300 

- 

- 

0.081 

0.111 

0.111 

0.231 

0.012 

0.219 

0.250 

113.84 

Over Exploited 

Gandheri 

0824000902896700 

0.06 

0.09 

181.16 

0.11 

0.01 

0.12 

0.05 

0.69 

- 

0.0200 

0.0171 

0.0206 

0.001 

0.059 

0.059 

0.180 

0.009 

0.171 

0.219 

127.98 

Over Exploited 

Ganeshpura 

0824000902886300 

0.06 

0.17 

48.59 

0.20 

0.06 

0.26 

0.04 

0.58 

- 

0.0500 

- 

- 

0.059 

0.109 

0.109 

0.370 

0.019 

0.352 

0.267 

75.96 

Semi Critical 


0824001002908800 

0.20 

0.14 

51.48 

0.17 

0.00 

0.17 

0.05 

0.63 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.179 

0.009 

0.170 

0.122 

71.59 

Semi Critical 



0.04 

0.00 

1,251.83 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

2,216.82 

Over Exploited 


0824001102932500 

0.08 

0.00 

20,444.11 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.014 

41,836.78 

Over Exploited 



0.08 

0.30 

177.34 

0.36 

0.04 

0.40 

0.05 

0.71 

- 

0.2100 

0.1466 

0.1411 

- 

0.498 

0.498 

0.895 

0.045 

0.851 

1.125 

132.29 

Over Exploited 

Ganeshpura Ji Ka Khera 

0824001002913100 

0.04 

0.10 

88.09 

0.12 

0.00 

0.12 

0.06 

0.70 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.144 

0.007 

0.137 

0.132 

96.63 

Critical 

Gangithala 

0824001002904400 

0.20 

0.00 

4,289.86 

0.01 

0.00 

0.01 

0.00 

0.04 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.016 

0.001 

0.016 

0.052 

333.85 

Over Exploited 



0.04 

0.23 

199.81 

0.27 

0.05 

0.32 

0.05 

0.60 

- 

0.0600 

- 

- 

0.048 

0.108 

0.108 

0.431 

0.022 

0.409 

0.547 

133.57 

Over Exploited 

Gaonri 

0822000602662000 

0.08 

0.01 

179.57 

0.01 

0.01 

0.02 

0.01 

0.07 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.040 

0.002 

0.038 

0.130 

339.62 

Over Exploited 

Garh Bodiya 

0824001002920300 

0.04 

0.04 

353.81 

0.05 

0.01 

0.06 

0.05 

0.67 

- 

0.0600 

- 

- 

0.002 

0.062 

0.062 

0.122 

0.006 

0.115 

0.323 

279.63 

Over Exploited 

Gehuli 

0824000902897200 

0.06 

0.00 

1,008.57 

0.01 

- 

0.01 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.015 

0.050 

334.85 

Over Exploited 



0.05 

0.07 

127.63 

0.09 

0.00 

0.09 

0.04 

0.55 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.110 

0.006 

0.105 

0.135 

128.75 

Over Exploited 

Ghatiyali 

0821000902584400 

0.20 

0.13 

549.80 

0.16 

0.04 

0.20 

0.01 

0.12 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

0.318 

0.016 

0.302 

1.053 

348.57 

Over Exploited 



0.07 

0.20 

254,934.54 

0.24 

0.07 

0.31 

0.02 

0.25 

- 

0.2100 

- 

- 

- 

0.210 

0.210 

0.518 

0.026 

0.492 

1.896 

385.07 

Over Exploited 

Gheoriya 

0824000902895400 

0.06 

0.23 

120.91 

0.28 

0.01 

0.29 

0.04 

0.57 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.339 

0.017 

0.322 

0.283 

87.83 

Semi Critical 



0.05 

0.00 

1,217.26 

0.01 

- 

0.01 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.005 

0.028 

516.12 

Over Exploited 

Girdiya 

0824000302823500 

0.07 

0.32 

97.62 

0.38 

0.09 

0.47 

0.05 

0.61 

- 

0.0700 

- 

- 

0.116 

0.186 

0.186 

0.653 

0.033 

0.621 

0.411 

66.22 

Safe 

Girwarpura 

0821000902584700 

0.20 

0.47 

25.03 

0.56 

0.05 

0.61 

0.05 

0.58 

- 

0.1100 

- 

- 

0.014 

0.124 

0.124 

0.734 

0.037 

0.697 

1.016 

145.85 

Over Exploited 

Godam Dag Ka Bara 

0824001002916600 

0.04 

0.02 

285.34 

0.02 

0.01 

0.03 

0.06 

0.70 

- 

0.0200 

- 

- 

0.014 

0.034 

0.034 

0.065 

0.003 

0.061 

0.124 

201.90 

Over Exploited 

Goga Ka Khera 

0824001002914200 

0.04 

0.00 

9,030.92 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gogas 

0824000902897800 

0.05 

0.13 

68.88 

0.15 

0.02 

0.17 

0.05 

0.70 

- 

0.0300 

- 

- 

0.010 

0.040 

0.040 

0.207 

0.010 

0.197 

0.252 

128.29 

Over Exploited 

Gokalpura 

0824000802874500 

0.07 

0.00 

411.48 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.003 

281.29 

Over Exploited 

Gokulpura 

0824001002909900 

0.04 

0.14 

164.93 

0.16 

0.04 

0.21 

0.05 

0.65 

- 

0.0400 

- 

- 

0.048 

0.088 

0.088 

0.295 

0.015 

0.280 

0.251 

89.76 

Semi Critical 

Golbari 

0824000902887500 

0.06 

0.11 

76.32 

0.13 

0.01 

0.14 

0.05 

0.61 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.160 

0.008 

0.152 

0.145 

95.39 

Critical 

Goojar Khera 

0824000902896600 

0.06 

0.00 

2,242.74 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

0.0017 

0.0020 

- 

0.004 

0.004 

0.005 

0.000 

0.005 

0.011 

235.72 

Over Exploited 

Gopalpura 

0824001102932400 

0.08 

0.04 

1,025.56 

0.05 

0.07 

0.12 

0.05 

0.73 

- 

0.3400 

- 

- 

0.001 

0.341 

0.341 

0.457 

0.023 

0.435 

1.834 

422.06 

Over Exploited 

Gopipura 

0824001002916800 

0.04 

0.05 

237.06 

0.06 

0.00 

0.06 

0.06 

0.70 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.070 

0.004 

0.067 

0.066 

97.99 

Critical 

Gora Ka Khera 

0824000902894800 

0.05 

0.09 

68.69 

0.10 

0.00 

0.11 

0.05 

0.71 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.119 

0.006 

0.113 

0.110 

98.03 

Critical 

Goram Garh 

0824001002907100 

0.04 

0.02 

602.89 

0.02 

0.01 

0.03 

0.02 

0.31 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.048 

0.002 

0.046 

0.148 

323.99 

Over Exploited 

Gordha 

0821000902586200 

0.07 

0.00 

2,854.49 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

5,887.94 

Over Exploited 

Goth 

0824001102937500 

0.08 

0.05 

172.76 

0.06 

- 

0.06 

0.04 

0.73 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.083 

0.004 

0.079 

0.104 

131.60 

Over Exploited 

Gothra 

0824000902899200 

0.05 

0.01 

202.76 

0.01 

0.00 

0.02 

0.01 

0.16 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.022 

0.001 

0.021 

0.004 

19.54 

Safe 


0824001102926900 

0.08 

0.10 

43.44 

0.12 

- 

0.12 

0.05 

0.65 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.128 

0.006 

0.121 

0.092 

75.66 

Semi Critical 

Govindpura 

0824000902896100 

0.06 

0.00 

2,104.78 

0.00 

0.00 

0.00 

0.01 

0.09 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.013 

0.001 

0.013 

0.049 

390.55 

Over Exploited 

Gudar Khera @ Dookiyon Ka Khera 

0824000902891200 

0.05 

0.04 

(46.15) 

0.03 

0.01 

0.04 

0.06 

0.72 

- 

- 

- 

- 

0.020 

0.020 

0.020 

0.063 

0.003 

0.060 

0.028 

46.17 

Safe 

Gudliya 

0824000902887900 

0.06 

0.04 

75.76 

0.05 

0.01 

0.05 

0.05 

0.62 

- 

0.0100 

- 

- 

0.009 

0.019 

0.019 

0.074 

0.004 

0.070 

0.071 

101.43 

Over Exploited 

Gula Ka Khera 

0824000902894500 

0.05 

0.08 

(10.98) 

0.07 

0.00 

0.07 

0.06 

0.71 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.078 

0.004 

0.074 

0.025 

34.25 

Safe 

Gulabpura 

0824001002910200 

0.04 

0.06 

267.42 

0.08 

0.01 

0.09 

0.05 

0.60 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.114 

0.006 

0.109 

0.147 

134.97 

Over Exploited 

Gulgoan 

0824001102939600 

0.08 

0.04 

367.79 

0.04 

0.00 

0.04 

0.02 

0.33 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.055 

0.003 

0.053 

0.040 

76.79 

Semi Critical 



0.08 

0.04 

331.53 

0.05 

- 

0.05 

0.03 

0.36 

- 

0.0100 

0.0425 

0.0409 

- 

0.094 

0.094 

0.145 

0.007 

0.138 

0.041 

29.47 

Safe 

Gurha 

0824001002916300 

0.04 

0.04 

278.80 

0.04 

0.01 

0.05 

0.06 

0.70 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.083 

0.004 

0.079 

0.177 

224.53 

Over Exploited 

Fladola Chak 

0824001002911800 

0.04 

0.06 

211.88 

0.07 

0.00 

0.07 

0.06 

0.69 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.072 

0.004 

0.068 

0.031 

45.65 

Safe 

Flajiwas 

0824000902895200 

0.05 

0.17 

72.46 

0.20 

0.02 

0.22 

0.05 

0.66 

- 

0.0400 

- 

- 

0.017 

0.057 

0.057 

0.276 

0.014 

0.262 

0.214 

81.68 

Semi Critical 

Flansera 

0824001002921200 

0.04 

0.10 

91.04 

0.12 

0.01 

0.13 

0.05 

0.63 

- 

- 

- 

- 

0.013 

0.013 

0.013 

0.139 

0.007 

0.132 

0.145 

109.63 

Over Exploited 

Flanumannagar 

0824001002905700 

0.04 

0.00 

213,400.77 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Hari Singh Ka Khera @ Nathawaton K 

0824001102927400 

0.08 

0.08 

102.80 

0.10 

- 

0.10 

0.05 

0.70 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.111 

0.006 

0.106 

0.101 

95.31 

Critical 

Flaripura 

0824001002906200 

0.04 

0.00 

20,011.14 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Flarjaspura 

0824001102929200 

0.08 

0.06 

201.69 

0.08 

0.02 

0.10 

0.05 

0.55 

- 

0.0600 

- 

- 

0.000 

0.060 

0.060 

0.155 

0.008 

0.148 

0.569 

385.07 

Over Exploited 

Flarpura 

0824000902891700 

0.05 

0.14 

(0.50) 

0.14 

0.01 

0.15 

0.06 

0.71 

- 

0.0100 

- 

- 

0.013 

0.023 

0.023 

0.170 

0.009 

0.162 

0.069 

42.84 

Safe 


0824001102928100 

0.08 

0.09 

131.62 

0.11 

0.01 

0.12 

0.05 

0.64 

- 

0.0400 

- 

- 

0.002 

0.042 

0.042 

0.162 

0.008 

0.154 

0.380 

246.66 

Over Exploited 

Flarsalon Ka Khera 

0824001002921000 

0.04 

0.12 

95.88 

0.14 

0.00 

0.14 

0.05 

0.63 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.157 

0.008 

0.149 

0.201 

134.98 

Over Exploited 

Hastina Pur 

0824000902895700 

0.06 

0.00 

2,238.09 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.042 

3,688.58 

Over Exploited 



0.06 

0.03 

255.63 

0.03 

0.01 

0.04 

0.04 

0.58 

- 

0.0200 

0.0081 

0.0078 

- 

0.036 

0.036 

0.080 

0.004 

0.076 

0.173 

226.27 

Over Exploited 

Flastra 

0824000902895800 

0.06 

0.00 

1,291.75 

0.01 

- 

0.01 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.005 

0.043 

793.76 

Over Exploited 



0.06 

0.11 

199.21 

0.13 

0.01 

0.14 

0.04 

0.56 

- 

0.0300 

0.0322 

0.0310 

- 

0.093 

0.093 

0.236 

0.012 

0.225 

0.259 

115.20 

Over Exploited 

Flatoondi 

0824000902891800 

0.05 

0.11 

(3.74) 

0.10 

0.03 

0.13 

0.05 

0.70 

- 

0.0100 

- 

- 

0.048 

0.058 

0.058 

0.191 

0.010 

0.182 

0.064 

35.35 

Safe 

Flatoriya 

0824001002904100 

0.20 

0.42 

68.40 

0.50 

0.02 

0.52 

0.05 

0.68 

- 

0.0500 

- 

- 

0.004 

0.054 

0.054 

0.577 

0.029 

0.548 

0.465 

84.85 

Semi Critical 

Hindu Singh Ka Khera @ Chhur Ka Kh 

0824001102927600 

0.08 

0.01 

539.25 

0.01 

- 

0.01 

0.02 

0.26 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.025 

0.001 

0.023 

0.064 

273.67 

Over Exploited 



0.08 

0.04 

250.76 

0.05 

- 

0.05 

0.03 

0.45 

- 

0.0200 

0.0291 

0.0280 

- 

0.077 

0.077 

0.122 

0.006 

0.116 

0.113 

97.55 

Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Hisampur 

0822000602658500 

15.590 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.607 

1.70 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.002 

0.02 

0.02 


Indokiya 

0824001002911200 

8.122 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.122 

2.94 

0.020 

0.15 

0.02 

0.00 

0.00 

0.06 

0.55 

0.60 

0.55 

0.026 

0.57 

0.53 


Indrapura 

0822000602662500 

7.049 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.291 

2.11 

0.080 

0.04 

0.01 

0.00 

0.00 

0.19 

0.56 

0.45 

0.14 

0.012 

0.31 

0.39 







Non-command 

Phyllite & Schist 

2.758 

2.11 

0.015 

0.03 

0.01 

0.00 

0.00 

0.07 

0.03 

0.03 

0.11 

0.007 

0.20 

0.25 


Itawa 

0824000902897300 

5.517 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.908 

3.32 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.13 

0.04 

0.006 

0.22 

0.23 







Non-command 

Gneisses(B.G.C) 

3.608 

3.32 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.19 

0.18 

0.05 

0.011 

0.41 

0.43 


Jagannath Pura 

0824001002911900 

1.709 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.709 

3.58 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.16 

0.10 

0.006 

0.63 

0.61 


Jagmohanpura 

0824001002921900 

1.556 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.033 

2.55 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Jagolai 

0824001002903600 

4.840 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.568 

2.54 

0.100 

0.07 

0.01 

0.00 

0.00 

0.01 

1.21 

1.23 

0.28 

0.015 

0.58 

0.57 







Non-command 

Phyllite & Schist 

0.272 

2.54 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.03 

0.03 


Jagpura 

0824000902897500 

4.084 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.467 

3.34 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.06 

0.005 

0.23 

0.24 







Non-command 

Gneisses(B.G.C) 

2.211 

3.34 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.05 

0.007 

0.35 

0.37 



0824001102928000 

2.144 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.144 

3.92 

0.020 

0.13 

0.02 

0.00 

0.00 

0.00 

0.27 

0.24 

0.50 

0.006 

0.60 

0.70 


Jahazpur (m) 

0824001042406000 

30.987 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.757 

1.96 

0.100 

0.45 

0.04 

0.00 

0.00 

0.00 

2.91 

3.01 

1.10 

0.528 

0.27 

0.26 







Non-command 

Phyllite & Schist 

17.743 

1.96 

0.020 

0.51 

0.04 

0.00 

0.00 

0.00 

1.17 

1.21 

1.09 

0.735 

0.37 

0.36 


Jal Ka Khera 

0824001102927200 

1.288 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.288 

3.49 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.13 

0.11 

0.20 

0.004 

0.61 

0.68 


Jalam Ki Jhonpariyan 

0824001102940000 

9.381 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.815 

5.63 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.57 

0.46 

0.09 

0.013 

0.30 

0.37 






Jetpura 

Command 

Phyllite & Schist 

0.641 

5.63 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.01 

0.002 

0.04 

0.05 


Jalampura 

0824001002909100 

5.258 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.138 

2.33 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

1.23 

1.26 

0.10 

0.017 

0.63 

0.61 







Non-command 

Phyllite & Schist 

0.121 

2.33 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 



0824001002915800 

0.323 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.323 

1.44 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.05 

0.05 

0.21 

0.001 

0.61 

0.61 


Jaliya 

0824001102933000 

4.540 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.217 

4.90 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.001 

0.03 

0.04 






Kothari Dam 

Command 

Phyllite & Schist 

3.647 

4.90 

0.020 

0.15 

0.02 

0.00 

0.00 

0.00 

0.49 

0.44 

0.59 

0.010 

0.55 

0.60 


Jamoli 

0824001002912600 

8.851 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.851 

4.14 

0.020 

0.28 

0.04 

0.00 

0.00 

0.02 

0.96 

0.99 

1.10 

0.029 

0.64 

0.62 


Jasaji Ka Khera 

0824001102931400 

2.226 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.850 

6.01 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.10 

0.09 

0.002 

0.23 

0.28 






Jetpura 

Command 

Phyllite & Schist 

1.376 

6.01 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.20 

0.16 

0.16 

0.004 

0.38 

0.45 


Jasuji Ka Khera 

0824001102929800 

4.758 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.098 

4.78 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 


Jaswantpura 

0821000902585100 

4.160 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.464 

1.48 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.09 

0.001 

0.06 

0.07 







Non-command 

Gneisses(B.G.C) 

2.849 

1.48 

0.015 

0.13 

0.02 

0.00 

0.00 

0.00 

0.17 

0.16 

0.50 

0.008 

0.37 

0.41 



0824000902891400 

1.933 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.933 

0.96 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.11 

0.006 

0.66 

0.71 



0824001002909800 

3.355 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.355 

3.18 

0.020 

0.05 

0.01 

0.00 

0.00 

0.01 

0.24 

0.25 

0.19 

0.011 

0.60 

0.57 


Jawal 

0824000902897700 

6.232 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.003 

3.81 

0.020 

0.13 

0.02 

0.00 

0.00 

0.00 

0.34 

0.32 

0.50 

0.009 

0.31 

0.33 







Non-command 

Gneisses(B.G.C) 

0.865 

3.81 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.09 

0.003 

0.09 

0.09 


Jawanpura 

0824001002921800 

2.724 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.037 

2.78 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Jeera 

0824001002903900 

3.279 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.279 

1.95 

0.100 

0.04 

0.01 

0.00 

0.00 

0.01 

0.65 

0.67 

0.13 

0.011 

0.63 

0.62 


Jeetapura 

0821000902584900 

6.164 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.164 

1.63 

0.120 

0.15 

0.02 

0.00 

0.00 

0.00 

1.33 

1.25 

0.56 

0.018 

0.58 

0.62 


Jetpura 

0824000902893300 

1.172 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.172 

1.29 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.07 

0.004 

0.66 

0.71 



0824001102939400 

2.140 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

5.84 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jhalra 

0824001002910500 

3.776 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.776 

2.60 

0.020 

0.09 

0.01 

0.00 

0.00 

0.03 

0.25 

0.28 

0.35 

0.012 

0.55 

0.49 


Jharol 

0824000902891300 

9.910 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.776 

1.17 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.07 

0.002 

0.05 

0.06 







Non-command 

Gneisses(B.G.C) 

9.134 

1.17 

0.015 

0.14 

0.02 

0.00 

0.00 

0.15 

0.13 

0.12 

0.52 

0.029 

0.61 

0.65 


Jheekari 

0824001002920400 

3.942 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.942 

3.73 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.31 

0.30 

0.11 

0.013 

0.60 

0.62 


Joraji Ka Khera 

0824001002922200 

2.991 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.990 

3.10 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.18 

0.04 

0.010 

0.58 

0.62 


Kabariya Kalan 

0824001102937900 

0.596 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.514 

6.31 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.05 

0.001 

0.60 

0.65 


Kabariya Khurd 

0824001102937800 

0.432 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.432 

6.31 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.05 

0.05 

0.04 

0.001 

0.69 

0.76 


Kachhola 

0824001102928300 

19.196 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

18.931 

3.03 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

1.17 

1.02 

0.00 

0.052 

0.58 

0.66 


Kacholiya Kalan 

0824001102932000 

4.756 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.182 

5.90 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.22 

0.01 

0.006 

0.28 

0.34 






Jetpura 

Command 

Phyllite & Schist 

2.574 

5.90 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.31 

0.26 

0.01 

0.007 

0.33 

0.40 


Kacholiya Khurd 

0824001102931900 

2.470 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.018 

5.67 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 






Jetpura 

Command 

Phyllite & Schist 

2.453 

5.67 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.30 

0.26 

0.08 

0.007 

0.63 

0.73 


Kagson Ka Khera 

0824000302824000 

2.735 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.735 

2.09 

0.020 

0.04 

0.01 

0.00 

0.00 

0.02 

0.13 

0.12 

0.16 

0.008 

0.65 

0.70 


Kakroliya Ghati 

0824000902895600 

10.396 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.942 

3.48 

0.020 

0.12 

0.02 

0.00 

0.00 

0.00 

0.44 

0.42 

0.47 

0.016 

0.29 

0.31 






Kothari Dam 

Command 

Phyllite & Schist 

4.548 

3.48 

0.020 

0.11 

0.02 

0.00 

0.00 

0.00 

0.41 

0.38 

0.43 

0.014 

0.27 

0.29 


Kala Bhata 

0824001002904700 

0.612 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.612 

2.73 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.07 

0.002 

0.55 

0.66 


Kalanara 

0822000602663300 

4.365 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.989 

2.56 

0.015 

0.06 

0.01 

0.00 

0.00 

0.01 

0.16 

0.13 

0.25 

0.008 

0.36 

0.45 


Kalera Kanwarji 

0821000902584200 

7.227 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.426 

1.06 

0.120 

0.35 

0.05 

0.00 

0.00 

0.02 

1.10 

0.92 

1.39 

0.018 

0.45 

0.54 







Non-command 

Gneisses(B.G.C) 

0.802 

1.06 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.04 

0.04 

0.15 

0.002 

0.06 

0.07 


Kalsans 

0824000402833000 

12.046 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.859 

2.66 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.003 

0.04 

0.04 


Kalyan Pura 

0824000902891000 

2.474 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.474 

1.55 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.07 

0.07 

0.05 

0.008 

0.65 

0.69 


Kalyanpura @ Haron Ka Khera 

0824001102937100 

4.346 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.346 

6.24 

0.020 

0.17 

0.02 

0.00 

0.00 

0.01 

0.69 

0.63 

0.65 

0.012 

0.69 

0.76 


Kanawaton Ka Khera 

0824001002920500 

0.740 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.740 

3.81 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.06 

0.002 

0.60 

0.62 


Kanjar Colony 

0824001002911700 

8.764 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.764 

3.47 

0.020 

0.06 

0.01 

0.00 

0.00 

0.02 

0.64 

0.66 

0.22 

0.028 

0.63 

0.61 


Kankariya Khera 

0824001002922500 

1.524 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

3.73 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kan pura 

0824000902898700 

1.320 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.320 

3.02 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.00 

0.004 

0.65 

0.69 


Kanti 

0824000902887700 

4.902 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.785 

2.57 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.13 

0.14 

0.18 

0.006 

0.21 

0.21 







Non-command 

Gneisses(B.G.C) 

3.117 

2.57 

0.015 

0.05 

0.01 

0.00 

0.00 

0.01 

0.15 

0.15 

0.20 

0.010 

0.37 

0.36 


Kantichandpura 

0822000602660300 

1.440 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.440 

1.41 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.04 

0.004 

0.42 

0.48 


Kanwaliyas 

0824000902889400 

4.192 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.192 

3.80 

0.015 

0.01 

0.00 

0.00 

0.00 

0.02 

0.22 

0.24 

0.04 

0.013 

0.57 

0.53 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Hisampur 

0822000602658500 

0.08 

0.00 

2,740.78 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.027 

2,937.55 

Over Exploited 

Indokiya 

0824001002911200 

0.04 

0.20 

198.41 

0.24 

0.08 

0.32 

0.05 

0.62 

- 

0.1000 

- 

- 

0.085 

0.185 

0.185 

0.501 

0.025 

0.476 

0.578 

121.40 

Over Exploited 

Indrapura 

0822000602662500 

0.15 

0.20 

124.93 

0.24 

0.20 

0.45 

0.03 

0.34 

- 

0.0300 

- 

- 

0.292 

0.322 

0.322 

0.767 

0.038 

0.729 

0.156 

21.34 

Safe 



0.08 

0.04 

(39.58) 

0.04 

0.08 

0.12 

0.02 

0.22 

- 

0.0200 

- 

- 

0.111 

0.131 

0.131 

0.251 

0.013 

0.238 

0.121 

50.97 

Safe 

Itawa 

0824000902897300 

0.06 

0.02 

437.93 

0.03 

0.00 

0.03 

0.02 

0.24 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.031 

0.002 

0.029 

0.044 

151.20 

Over Exploited 



0.05 

0.07 

147.15 

0.09 

0.01 

0.10 

0.03 

0.45 

- 

0.0100 

- 

- 

0.009 

0.020 

0.020 

0.116 

0.006 

0.110 

0.059 

54.11 

Safe 

Jagannath Pura 

0824001002911900 

0.04 

0.05 

233.74 

0.06 

0.00 

0.06 

0.05 

0.69 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.081 

0.004 

0.077 

0.108 

139.18 

Over Exploited 

Jagmohanpura 

0824001002921900 

0.04 

0.00 

8,120.81 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jagolai 

0824001002903600 

0.20 

0.53 

131.07 

0.64 

0.02 

0.66 

0.05 

0.63 

- 

0.0500 

- 

- 

0.014 

0.064 

0.064 

0.724 

0.036 

0.688 

0.292 

42.41 

Safe 



0.04 

0.00 

3,156.87 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.013 

576.59 

Over Exploited 

Jagpura 

0824000902897500 

0.06 

0.02 

473.75 

0.02 

- 

0.02 

0.02 

0.25 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.033 

0.002 

0.032 

0.063 

197.25 

Over Exploited 



0.05 

0.04 

199.09 

0.05 

- 

0.05 

0.03 

0.38 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.056 

0.003 

0.053 

0.055 

103.31 

Over Exploited 


0824001102928000 

0.08 

0.10 

138.37 

0.12 

0.02 

0.14 

0.05 

0.65 

- 

0.0600 

- 

- 

0.005 

0.065 

0.065 

0.208 

0.010 

0.197 

0.506 

256.57 

Over Exploited 

Jahazpur (m) 

0824001042406000 

0.20 

0.68 

344.44 

0.81 

0.04 

0.85 

0.02 

0.29 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

0.973 

0.049 

0.925 

1.625 

175.75 

Over Exploited 



0.04 

0.28 

########## 

0.34 

0.04 

0.38 

0.03 

0.40 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

0.499 

0.025 

0.474 

1.822 

384.63 

Over Exploited 

Jal Ka Khera 

0824001102927200 

0.08 

0.06 

89.49 

0.07 

0.01 

0.08 

0.05 

0.66 

- 

0.0200 

- 

- 

0.003 

0.024 

0.024 

0.108 

0.005 

0.102 

0.206 

200.90 

Over Exploited 

Jalam Ki Jhonpariyan 

0824001102940000 

0.08 

0.11 

317.20 

0.13 

- 

0.13 

0.03 

0.33 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.151 

0.008 

0.144 

0.099 

69.07 

Safe 



0.08 

0.00 

2,873.14 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

0.0160 

0.0154 

- 

0.032 

0.032 

0.034 

0.002 

0.032 

0.016 

49.07 

Safe 

Jalampura 

0824001002909100 

0.20 

0.65 

95.89 

0.77 

0.00 

0.78 

0.05 

0.68 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.789 

0.039 

0.749 

0.119 

15.84 

Safe 



0.04 

0.00 

7,463.44 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 


0824001002915800 

0.04 

0.01 

473.75 

0.01 

0.01 

0.02 

0.05 

0.66 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.042 

0.002 

0.040 

0.211 

522.94 

Over Exploited 

Jaliya 

0824001102933000 

0.08 

0.00 

5,131.46 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.033 

322.16 

Over Exploited 



0.08 

0.15 

189.05 

0.18 

0.02 

0.20 

0.04 

0.59 

- 

0.1100 

0.0317 

0.0306 

- 

0.172 

0.172 

0.376 

0.019 

0.357 

0.598 

167.34 

Over Exploited 

Jamoli 

0824001002912600 

0.04 

0.25 

303.38 

0.29 

0.06 

0.35 

0.06 

0.70 

- 

0.2100 

- 

- 

0.024 

0.234 

0.234 

0.585 

0.029 

0.555 

1.127 

202.90 

Over Exploited 

Jasaji Ka Khera 

0824001102931400 

0.08 

0.02 

563.13 

0.02 

0.00 

0.02 

0.02 

0.25 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.042 

0.002 

0.040 

0.096 

242.87 

Over Exploited 



0.08 

0.04 

308.20 

0.05 

0.01 

0.06 

0.03 

0.41 

- 

0.0300 

0.0344 

0.0331 

0.001 

0.098 

0.098 

0.156 

0.008 

0.148 

0.162 

109.07 

Over Exploited 

Jasuji Ka Khera 

0824001102929800 

0.08 

0.00 

8,757.35 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

7,955.03 

Over Exploited 

Jaswantpura 

0821000902585100 

0.20 

0.01 

1,541.62 

0.01 

- 

0.01 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.087 

549.36 

Over Exploited 



0.07 

0.08 

5,999.50 

0.09 

0.02 

0.11 

0.03 

0.40 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.172 

0.009 

0.163 

0.508 

311.25 

Over Exploited 


0824000902891400 

0.05 

0.06 

(17.23) 

0.05 

0.00 

0.05 

0.06 

0.72 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.066 

0.003 

0.063 

0.113 

180.90 

Over Exploited 


0824001002909800 

0.04 

0.09 

192.85 

0.10 

0.02 

0.13 

0.05 

0.65 

- 

0.0300 

- 

- 

0.017 

0.047 

0.047 

0.172 

0.009 

0.163 

0.197 

120.55 

Over Exploited 

Jawal 

0824000902897700 

0.06 

0.05 

495.31 

0.06 

0.02 

0.08 

0.03 

0.34 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.145 

0.007 

0.137 

0.508 

370.20 

Over Exploited 



0.05 

0.00 

1,599.85 

0.00 

- 

0.00 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.014 

0.093 

666.84 

Over Exploited 

Jawanpura 

0824001002921800 

0.04 

0.00 

13,782.46 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jeera 

0824001002903900 

0.20 

0.42 

60.56 

0.50 

0.02 

0.52 

0.05 

0.69 

- 

0.0200 

- 

- 

0.022 

0.042 

0.042 

0.565 

0.028 

0.537 

0.145 

26.93 

Safe 

Jeetapura 

0821000902584900 

0.20 

0.72 

72.97 

0.87 

0.02 

0.89 

0.05 

0.64 

- 

0.0600 

- 

- 

0.002 

0.062 

0.062 

0.952 

0.048 

0.905 

0.580 

64.06 

Safe 

Jetpura 

0824000902893300 

0.05 

0.04 

1.60 

0.04 

0.00 

0.04 

0.06 

0.72 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.051 

0.003 

0.048 

0.072 

149.09 

Over Exploited 


0824001102939400 

0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jhalra 

0824001002910500 

0.04 

0.09 

207.47 

0.11 

0.04 

0.15 

0.05 

0.60 

- 

0.0700 

- 

- 

0.047 

0.117 

0.117 

0.266 

0.013 

0.253 

0.360 

142.53 

Over Exploited 

Jharol 

0824000902891300 

0.06 

0.00 

1,362.27 

0.00 

0.00 

0.00 

0.00 

0.06 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.017 

0.001 

0.016 

0.072 

442.05 

Over Exploited 



0.05 

0.28 

(55.74) 

0.22 

0.17 

0.39 

0.05 

0.66 

- 

0.0600 

- 

- 

0.222 

0.282 

0.282 

0.672 

0.034 

0.638 

0.553 

86.60 

Semi Critical 

Jheekari 

0824001002920400 

0.04 

0.10 

197.39 

0.12 

0.01 

0.13 

0.05 

0.65 

- 

0.0200 

- 

- 

0.014 

0.034 

0.034 

0.165 

0.008 

0.156 

0.127 

81.09 

Semi Critical 

Joraji Ka Khera 

0824001002922200 

0.04 

0.07 

141.63 

0.09 

0.00 

0.09 

0.05 

0.63 

- 

- 

- 

- 

0.001 

0.002 

0.002 

0.092 

0.005 

0.087 

0.046 

52.38 

Safe 

Kabariya Kalan 

0824001102937900 

0.08 

0.02 

84,078.03 

0.03 

- 

0.03 

0.04 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.038 

0.002 

0.036 

0.054 

150.49 

Over Exploited 

Kabariya Khurd 

0824001102937800 

0.08 

0.02 

104.62 

0.03 

0.01 

0.04 

0.04 

0.74 

- 

0.0100 

- 

- 

0.020 

0.030 

0.030 

0.071 

0.004 

0.067 

0.040 

60.00 

Safe 

Kachhola 

0824001102928300 

0.08 

0.84 

151,384.67 

1.00 

- 

1.00 

0.05 

0.63 

- 

- 

- 

- 

- 

- 

- 

1.002 

0.050 

0.952 

0.052 

5.49 

Safe 

Kacholiya Kalan 

0824001102932000 

0.08 

0.05 

357.93 

0.06 

0.00 

0.06 

0.02 

0.31 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.060 

0.003 

0.057 

0.013 

23.01 

Safe 



0.08 

0.07 

302.59 

0.08 

- 

0.08 

0.03 

0.36 

- 

- 

0.0644 

0.0620 

- 

0.126 

0.126 

0.205 

0.010 

0.195 

0.021 

10.82 

Safe 

Kacholiya Khurd 

0824001102931900 

0.08 

0.00 

27,666.04 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.12 

115.54 

0.14 

0.00 

0.15 

0.05 

0.68 

- 

0.0100 

0.0614 

0.0591 

0.004 

0.134 

0.134 

0.279 

0.014 

0.265 

0.086 

32.31 

Safe 

Kagson Ka Khera 

0824000302824000 

0.07 

0.13 

(7.06) 

0.12 

0.03 

0.15 

0.05 

0.71 

- 

0.0200 

- 

- 

0.025 

0.045 

0.045 

0.191 

0.010 

0.182 

0.166 

91.16 

Critical 

Kakroliya Ghati 

0824000902895600 

0.06 

0.08 

397.97 

0.10 

0.02 

0.12 

0.02 

0.32 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.171 

0.009 

0.162 

0.482 

296.72 

Over Exploited 



0.06 

0.07 

438.34 

0.09 

0.02 

0.11 

0.02 

0.29 

- 

0.0500 

0.0396 

0.0381 

- 

0.128 

0.128 

0.233 

0.012 

0.221 

0.448 

202.46 

Over Exploited 

Kala Bhata 

0824001002904700 

0.04 

0.01 

204.66 

0.02 

0.00 

0.02 

0.05 

0.60 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.028 

0.001 

0.027 

0.068 

251.46 

Over Exploited 

Kalanara 

0822000602663300 

0.08 

0.09 

46.95 

0.10 

0.02 

0.12 

0.03 

0.39 

- 

0.0500 

- 

- 

0.011 

0.061 

0.061 

0.181 

0.009 

0.172 

0.254 

147.60 

Over Exploited 

Kalera Kanwarji 

0821000902584200 

0.20 

0.58 

58.45 

0.70 

0.07 

0.77 

0.04 

0.49 

- 

0.1600 

- 

- 

0.037 

0.197 

0.197 

0.970 

0.049 

0.922 

1.411 

153.12 

Over Exploited 



0.07 

0.00 

968.01 

0.00 

0.01 

0.01 

0.00 

0.06 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.034 

0.002 

0.033 

0.156 

478.97 

Over Exploited 

Kalsans 

0824000402833000 

0.04 

0.00 

2,182.39 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.009 

534.94 

Over Exploited 

Kalyan Pura 

0824000902891000 

0.06 

0.09 

(26.22) 

0.07 

0.01 

0.09 

0.05 

0.70 

- 

0.0100 

- 

- 

0.021 

0.031 

0.031 

0.120 

0.006 

0.114 

0.056 

49.09 

Safe 

Kalyanpura @ Haron Ka Khera 

0824001102937100 

0.08 

0.23 

172.52 

0.28 

0.03 

0.30 

0.04 

0.74 

- 

0.1200 

- 

- 

0.008 

0.128 

0.128 

0.430 

0.022 

0.409 

0.658 

160.97 

Over Exploited 

Kanawaton Ka Khera 

0824001002920500 

0.04 

0.02 

285.39 

0.02 

- 

0.02 

0.05 

0.66 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.033 

0.002 

0.031 

0.062 

198.42 

Over Exploited 

Kanjar Colony 

0824001002911700 

0.04 

0.24 

178.44 

0.29 

0.03 

0.31 

0.05 

0.68 

- 

0.0400 

- 

- 

0.028 

0.068 

0.068 

0.381 

0.019 

0.362 

0.244 

67.47 

Safe 

Kankariya Khera 

0824001002922500 

0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kanpura 

0824000902898700 

0.05 

0.04 

20.95 

0.05 

0.00 

0.06 

0.05 

0.70 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.063 

0.003 

0.060 

0.004 

6.99 

Safe 

Kanti 

0824000902887700 

0.06 

0.02 

518.75 

0.03 

0.01 

0.04 

0.02 

0.23 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.067 

0.003 

0.063 

0.188 

295.51 

Over Exploited 



0.05 

0.06 

165.48 

0.07 

0.02 

0.09 

0.03 

0.40 

- 

0.0400 

- 

- 

0.017 

0.057 

0.057 

0.147 

0.007 

0.140 

0.214 

152.64 

Over Exploited 

Kantichandpura 

0822000602660300 

0.08 

0.05 

(26.34) 

0.04 

0.00 

0.04 

0.03 

0.45 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.039 

0.002 

0.037 

0.046 

123.78 

Over Exploited 

Kanwaliyas 

0824000902889400 

0.05 

0.12 

101.41 

0.14 

0.02 

0.17 

0.05 

0.62 

- 

0.0100 

- 

- 

0.036 

0.047 

0.047 

0.214 

0.011 

0.203 

0.055 

27.23 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Kaseer 

082200060266240C 

10.608 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.482 

2.13 

0.080 

0.08 

0.02 

0.00 

0.00 

0.14 

0.35 

0.28 

0.33 

0.007 

0.12 

0.14 







Non-command 

Phyllite & Schist 

8.127 

2.13 

0.015 

0.32 

0.08 

0.00 

0.00 

0.32 

0.18 

0.15 

1.24 

0.022 

0.39 

0.47 


Kasiramji Ka Khera 

082400110293770C 

2.097 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.097 

6.30 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.28 

0.26 

0.11 

0.006 

0.69 

0.76 


Katariyon Ka Khera 

082400110292640C 

3.844 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.740 

2.66 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.23 

0.23 

0.09 

0.010 

0.58 

0.59 


Keriya 

082400110292930C 

1.471 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.249 

4.17 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.09 

0.12 


Kesarpura 

0824000902886400 

2.851 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.851 

1.65 

0.020 

0.05 

0.01 

0.00 

0.00 

0.02 

0.12 

0.14 

0.17 

0.009 

0.54 

0.47 



0824000902897100 

3.342 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.117 

3.58 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.24 

0.23 

0.07 

0.010 

0.59 

0.61 







Non-command 

Gneisses(B.G.C) 

0.018 

3.58 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kesharpura 

0824001002915100 

1.566 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.527 

1.03 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.07 

0.07 

0.18 

0.005 

0.59 

0.58 


Kesho Bilas 

0824001002904900 

2.005 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.050 

1.86 

0.100 

0.03 

0.01 

0.00 

0.00 

0.00 

0.22 

0.18 

0.13 

0.003 

0.29 

0.34 







Non-command 

Phyllite & Schist 

0.955 

1.86 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.08 

0.003 

0.26 

0.31 


Khachrol 

0824001102937300 

8.215 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.534 

6.01 

0.020 

0.40 

0.06 

0.00 

0.00 

0.00 

1.13 

1.03 

1.57 

0.018 

0.55 

0.60 


Khajoori 

0824001002922700 

4.801 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.800 

3.99 

0.020 

0.31 

0.05 

0.00 

0.00 

0.02 

0.62 

0.60 

1.23 

0.016 

0.61 

0.62 


Khakhiji Ka Khera 

0824001102938300 

1.737 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.723 

6.31 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.24 

0.22 

0.08 

0.005 

0.68 

0.75 


Khakhunda 

0824001102926600 

2.277 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.121 

2.75 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.14 

0.12 

0.006 

0.56 

0.59 






Kothari Dam 

Command 

Phyllite & Schist 

0.136 

2.75 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.04 

0.04 


Kham Ka Khera 

0824001102939900 

0.848 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.660 

5.53 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.01 

0.002 

0.43 

0.56 


Khana Ka Khohala 

0824001002907000 

3.579 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.502 

3.75 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.28 

0.25 

0.06 

0.011 

0.56 

0.64 


Khatwara 

0824001102934200 

21.784 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.131 

4.19 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.00 

0.00 


Khayra 

0824000802874100 

5.179 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.218 

1.51 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.03 

0.03 


Khejri 

0821000902584500 

5.215 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.215 

1.18 

0.120 

0.30 

0.04 

0.00 

0.00 

0.13 

0.87 

0.71 

1.20 

0.015 

0.52 

0.64 



0824000902890700 

0.933 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.933 

2.45 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.06 

0.003 

0.64 

0.66 


Khema Ka Khera 

0824001002905400 

1.324 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.284 

3.33 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.09 

0.14 

0.004 

0.52 

0.68 


Kheri 

0824000902886000 

3.680 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.680 

1.70 

0.020 

0.06 

0.01 

0.00 

0.00 

0.06 

0.12 

0.13 

0.23 

0.012 

0.53 

0.46 


Kheri Khurd 

0824000302824500 

8.336 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.099 

2.75 

0.020 

0.09 

0.01 

0.00 

0.00 

0.04 

0.49 

0.46 

0.32 

0.023 

0.63 

0.67 







Non-command 

Gneisses(B.G.C) 

0.237 

2.75 

0.011 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.01 

0.001 

0.02 

0.02 


Kheroona 

0824000902892800 

3.651 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.651 

1.94 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.12 

0.11 

0.10 

0.012 

0.65 

0.70 


Khjooriya Khera 

0824001002903800 

2.001 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.001 

2.25 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.46 

0.47 

0.03 

0.006 

0.63 

0.62 


Kishangarh 

0824000902897900 

10.295 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.102 

3.40 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

1.982 

3.40 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.10 

0.006 

0.12 

0.13 



0824001002922900 

2.111 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.504 

3.95 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.02 

0.002 

0.14 

0.15 


Kishanpuriya 

0824001102938600 

1.344 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.344 

6.29 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.20 

0.18 

0.11 

0.004 

0.68 

0.76 


Kodiya 

0824000902893000 

6.344 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.344 

0.85 

0.015 

0.10 

0.01 

0.00 

0.00 

0.03 

0.15 

0.14 

0.38 

0.020 

0.66 

0.71 


Kodu Kota 

0824000802874700 

11.305 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.289 

2.51 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.02 


Kothaj 

0824000902888000 

4.818 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.518 

2.09 

0.020 

0.24 

0.03 

0.00 

0.00 

0.02 

0.38 

0.41 

0.92 

0.014 

0.52 

0.48 







Non-command 

Gneisses(B.G.C) 

0.301 

2.09 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.001 

0.03 

0.03 


Kotri 

0824000902893400 

15.451 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

15.451 

1.19 

0.015 

0.34 

0.05 

0.00 

0.00 

0.07 

0.49 

0.46 

1.32 

0.049 

0.66 

0.71 


Kuchalwara Kalan 

0824001002905800 

13.021 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.104 

3.58 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.01 


Kuchalwara Khurd 

0824001002906100 

1.664 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.489 

3.50 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.11 

0.002 

0.16 

0.21 


Kundera 

0822000602662300 

6.021 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.021 

2.06 

0.015 

0.01 

0.00 

0.00 

0.00 

0.16 

0.03 

0.03 

0.00 

0.016 

0.49 

0.57 


Kuradiya 

0824001002907200 

8.492 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.398 

4.07 

0.020 

0.22 

0.03 

0.00 

0.00 

0.00 

0.87 

0.80 

0.86 

0.027 

0.58 

0.63 


Kushayata 

0821000902586500 

9.018 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.930 

1.40 

0.120 

0.11 

0.02 

0.00 

0.00 

0.02 

0.73 

0.73 

0.42 

0.011 

0.25 

0.25 







Non-command 

Gneisses(B.G.C) 

5.004 

1.40 

0.015 

0.12 

0.02 

0.00 

0.00 

0.02 

0.19 

0.19 

0.48 

0.014 

0.31 

0.32 


Lachhmangarh 

0824001102928400 

1.125 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.125 

2.68 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.12 

0.003 

0.57 

0.66 


Lakhamaniyas 

0824000902893600 

8.531 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.352 

1.15 

0.015 

0.04 

0.01 

0.00 

0.00 

0.03 

0.09 

0.08 

0.14 

0.017 

0.41 

0.44 


Lalpura 

0824001102937000 

3.297 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.297 

6.00 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.44 

0.40 

0.18 

0.009 

0.69 

0.76 


Lariji Ka Khera 

0824001002920800 

2.992 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.992 

2.36 

0.020 

0.09 

0.00 

0.00 

0.00 

0.00 

0.23 

0.22 

0.33 

0.010 

0.58 

0.62 


Lasariya 

0824000302818700 

18.193 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.650 

2.30 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.09 

0.005 

0.05 

0.04 



0824000902892600 

6.512 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.538 

1.99 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.10 

0.008 

0.25 

0.27 


Latala 

0824001102928200 

1.605 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.605 

3.68 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.17 

0.14 

0.22 

0.004 

0.58 

0.69 


Laxmipura 

0821000902586900 

2.862 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.062 

1.12 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.31 

0.30 

0.12 

0.006 

0.42 

0.43 







Non-command 

Gneisses(B.G.C) 

0.801 

1.12 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.002 

0.16 

0.17 



0824001002908900 

1.469 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.447 

1.27 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.20 

0.21 

0.06 

0.005 

0.63 

0.61 







Non-command 

Phyllite & Schist 

0.023 

1.27 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 



0824001102927000 

1.739 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.739 

3.46 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.13 

0.07 

0.005 

0.61 

0.67 


Luhari Kalan 

0824001002908200 

16.887 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.684 

3.33 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.04 

0.002 

0.02 

0.03 


Lulas 

0824000302823600 

12.004 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.236 

2.26 

0.020 

0.02 

0.00 

0.00 

0.00 

0.02 

0.14 

0.15 

0.07 

0.009 

0.16 

0.16 


Madhopur 

0824001002915400 

1.436 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.149 

1.38 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.06 

0.004 

0.46 

0.46 


Madhosinghpura @ Daulta 

0822000602662900 

5.854 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.001 

3.38 

0.015 

0.00 

0.00 

0.00 

0.00 

0.05 

-0.05 

-0.04 

0.00 

0.000 

0.00 

0.00 


Madhu Puriya 

0824001102928700 

1.479 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.187 

3.49 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.06 

0.08 


Maganpura 

0824001002903300 

7.112 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.914 

1.76 

0.100 

0.01 

0.00 

0.00 

0.00 

0.01 

0.16 

0.17 

0.05 

0.003 

0.07 

0.07 







Non-command 

Phyllite & Schist 

6.038 

1.76 

0.020 

0.07 

0.01 

0.00 

0.00 

0.03 

0.24 

0.25 

0.25 

0.020 

0.48 

0.47 


Mahuwa 

0824001102932100 

7.273 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.673 

6.11 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.10 

0.14 

0.002 

0.06 

0.07 






Jetpura 

Command 

Phyllite & Schist 

6.600 

6.11 

0.020 

0.37 

0.05 

0.00 

0.00 

0.01 

1.12 

0.99 

1.45 

0.018 

0.60 

0.68 


Mahuwa Kalan 

0824000802874300 

15.155 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.937 

2.43 

0.011 

0.01 

0.00 

0.00 

0.00 

0.02 

0.07 

0.07 

0.01 

0.012 

0.12 

0.13 


Makariya 

0824001102937400 

1.607 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.570 

6.28 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.25 

0.23 

0.24 

0.004 

0.68 

0.74 


Malera 

0822000602660800 

12.966 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.147 

-0.79 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 







Non-command 

Phyllite & Schist 

5.633 

-0.79 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.015 

0.19 

0.21 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Kaseer 

0822000602662400 

0.15 

0.04 

544.09 

0.05 

0.16 

0.21 

0.01 

0.13 

- 

0.0600 

- 

- 

0.205 

0.265 

0.265 

0.475 

0.024 

0.451 

0.335 

74.20 

Semi Critical 



0.08 

0.25 

(39.92) 

0.20 

0.40 

0.60 

0.03 

0.42 

- 

0.2300 

- 

- 

0.473 

0.703 

0.703 

1.298 

0.065 

1.234 

1.266 

102.63 

Over Exploited 

Kasiramji Ka Khera 

0824001102937700 

0.08 

0.11 

134.11 

0.13 

0.01 

0.14 

0.04 

0.74 

- 

0.0200 

- 

- 

0.014 

0.034 

0.034 

0.177 

0.009 

0.168 

0.119 

70.54 

Semi Critical 

Katariyon Ka Khera 

0824001102926400 

0.08 

0.17 

36.53 

0.20 

- 

0.20 

0.05 

0.63 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.208 

0.010 

0.198 

0.104 

52.68 

Safe 

Keriya 

0824001102929300 

0.08 

0.00 

834.09 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.015 

742.80 

Over Exploited 

Kesarpura 

0824000902886400 

0.06 

0.09 

52.58 

0.11 

0.03 

0.13 

0.05 

0.59 

- 

0.0300 

- 

- 

0.024 

0.054 

0.054 

0.187 

0.009 

0.177 

0.182 

102.68 

Over Exploited 


0824000902897100 

0.06 

0.11 

120.39 

0.13 

- 

0.13 

0.05 

0.63 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.137 

0.007 

0.130 

0.077 

59.20 

Safe 



0.05 

0.00 

33,793.40 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kesharpura 

0824001002915100 

0.04 

0.04 

85.93 

0.05 

0.01 

0.06 

0.05 

0.64 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.077 

0.004 

0.073 

0.186 

255.55 

Over Exploited 

Kesho Bilas 

0824001002904900 

0.20 

0.06 

203.33 

0.07 

0.01 

0.08 

0.03 

0.31 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.103 

0.005 

0.098 

0.137 

140.44 

Over Exploited 



0.04 

0.01 

339.47 

0.01 

- 

0.01 

0.02 

0.29 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.022 

0.087 

398.66 

Over Exploited 

Khachrol 

0824001102937300 

0.08 

0.28 

273.17 

0.33 

0.06 

0.39 

0.04 

0.59 

- 

0.2900 

- 

- 

- 

0.290 

0.290 

0.681 

0.034 

0.647 

1.583 

244.72 

Over Exploited 

Khajoori 

0824001002922700 

0.04 

0.13 

379.90 

0.15 

0.07 

0.22 

0.05 

0.66 

- 

0.2300 

- 

- 

0.035 

0.265 

0.265 

0.488 

0.024 

0.464 

1.248 

268.89 

Over Exploited 

Khakhiji Ka Khera 

0824001102938300 

0.08 

0.09 

139.01 

0.11 

- 

0.11 

0.04 

0.73 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.118 

0.006 

0.112 

0.084 

74.62 

Semi Critical 

Khakhunda 

0824001102926600 

0.08 

0.09 

51.78 

0.11 

- 

0.11 

0.05 

0.61 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.119 

0.006 

0.113 

0.121 

106.81 

Over Exploited 



0.08 

0.00 

1,795.10 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

0.0009 

0.0011 

- 

0.002 

0.002 

0.003 

0.000 

0.002 

0.007 

304.51 

Over Exploited 

Kham Ka Khera 

0824001102939900 

0.08 

0.02 

159.60 

0.03 

- 

0.03 

0.04 

0.48 

- 

- 

- 

- 

- 

- 

- 

0.026 

0.001 

0.025 

0.016 

63.54 

Safe 

Khana Ka Khohala 

0824001002907000 

0.04 

0.08 

193.83 

0.10 

- 

0.10 

0.05 

0.60 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.111 

0.006 

0.105 

0.071 

67.93 

Safe 

Khatwara 

0824001102934200 

0.08 

0.00 

24,101.12 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.017 

37,226.66 

Over Exploited 

Khayra 

0824000802874100 

0.07 

0.00 

490.90 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.003 

0.000 

0.003 

0.006 

177.74 

Over Exploited 

Khejri 

0821000902584500 

0.20 

0.55 

29.83 

0.65 

0.17 

0.83 

0.05 

0.57 

- 

0.1300 

- 

- 

0.197 

0.327 

0.327 

1.153 

0.058 

1.096 

1.214 

110.81 

Over Exploited 


0824000902890700 

0.05 

0.03 

73.52 

0.04 

0.00 

0.04 

0.05 

0.69 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.047 

0.002 

0.045 

0.063 

140.63 

Over Exploited 

Khema Ka Khera 

0824001002905400 

0.04 

0.03 

206.32 

0.03 

0.01 

0.04 

0.05 

0.57 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.075 

0.004 

0.071 

0.142 

200.41 

Over Exploited 

Kheri 

0824000902886000 

0.06 

0.11 

19.04 

0.13 

0.07 

0.20 

0.04 

0.58 

- 

0.0400 

- 

- 

0.090 

0.130 

0.130 

0.335 

0.017 

0.318 

0.242 

76.04 

Semi Critical 

Kheri Khurd 

0824000302824500 

0.07 

0.37 

25.08 

0.44 

0.05 

0.49 

0.05 

0.68 

- 

0.0400 

- 

- 

0.055 

0.095 

0.095 

0.583 

0.029 

0.554 

0.340 

61.26 

Safe 



0.04 

0.00 

(2,444.62) 

0.00 

0.01 

0.01 

0.00 

0.02 

- 

- 

- 

- 

0.017 

0.017 

0.017 

0.029 

0.001 

0.027 

0.012 

42.63 

Safe 

Kheroona 

0824000902892800 

0.05 

0.12 

(3.94) 

0.11 

0.01 

0.13 

0.05 

0.71 

- 

0.0100 

- 

- 

0.020 

0.031 

0.031 

0.159 

0.008 

0.151 

0.108 

71.26 

Semi Critical 

Khjooriya Khera 

0824001002903800 

0.20 

0.25 

84.76 

0.30 

0.00 

0.31 

0.05 

0.69 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.309 

0.015 

0.293 

0.031 

10.73 

Safe 

Kishangarh 

0824000902897900 

0.06 

0.00 

17,017.87 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

23,847.26 

Over Exploited 



0.05 

0.01 

888.32 

0.01 

0.00 

0.02 

0.01 

0.13 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.028 

0.001 

0.026 

0.102 

389.33 

Over Exploited 


0824001002922900 

0.04 

0.00 

1,426.95 

0.00 

- 

0.00 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.003 

0.026 

746.40 

Over Exploited 

Kishanpuriya 

0824001102938600 

0.08 

0.07 

155.20 

0.08 

- 

0.08 

0.05 

0.73 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.104 

0.005 

0.099 

0.112 

113.19 

Over Exploited 

Kodiya 

0824000902893000 

0.05 

0.21 

(35.00) 

0.17 

0.04 

0.20 

0.06 

0.71 

- 

0.0400 

- 

- 

0.038 

0.078 

0.078 

0.280 

0.014 

0.266 

0.396 

148.82 

Over Exploited 

Kodu Kota 

0824000802874700 

0.07 

0.00 

2,472.69 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.015 

4,386.30 

Over Exploited 

Kothaj 

0824000902888000 

0.06 

0.14 

201.14 

0.16 

0.05 

0.21 

0.04 

0.57 

- 

0.1000 

- 

- 

0.028 

0.128 

0.128 

0.340 

0.017 

0.323 

0.936 

289.46 

Over Exploited 



0.05 

0.00 

3,741.73 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.003 

0.000 

0.002 

0.037 

1,498.82 

Over Exploited 

Kotri 

0824000902893400 

0.05 

0.51 

(9.41) 

0.46 

0.12 

0.58 

0.06 

0.71 

- 

0.1500 

- 

- 

0.106 

0.256 

0.256 

0.838 

0.042 

0.796 

1.364 

171.39 

Over Exploited 

Kuchalwara Kalan 

0824001002905800 

0.04 

0.00 

29,227.34 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kuchalwara Khurd 

0824001002906100 

0.04 

0.00 

1,376.19 

0.00 

- 

0.00 

0.01 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.110 

824.46 

Over Exploited 

Kundera 

0822000602662300 

0.08 

0.23 

(87.70) 

0.19 

0.16 

0.35 

0.04 

0.53 

- 

- 

- 

- 

0.243 

0.243 

0.243 

0.592 

0.030 

0.562 

0.016 

2.90 

Safe 

Kuradiya 

0824001002907200 

0.04 

0.21 

280.66 

0.25 

0.03 

0.28 

0.05 

0.63 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.382 

0.019 

0.363 

0.891 

245.77 

Over Exploited 

Kushayata 

0821000902586500 

0.20 

0.20 

272.22 

0.23 

0.04 

0.27 

0.02 

0.27 

- 

0.0500 

- 

- 

0.027 

0.077 

0.077 

0.350 

0.017 

0.332 

0.432 

130.02 

Over Exploited 



0.07 

0.12 

57.85 

0.14 

0.04 

0.18 

0.03 

0.34 

- 

0.0500 

- 

- 

0.028 

0.078 

0.078 

0.257 

0.013 

0.244 

0.494 

202.39 

Over Exploited 

Lachhmangarh 

0824001102928400 

0.08 

0.05 

53.96 

0.06 

0.00 

0.06 

0.05 

0.62 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.076 

0.004 

0.073 

0.121 

166.85 

Over Exploited 

Lakhamaniyas 

0824000902893600 

0.05 

0.11 

(25.01) 

0.09 

0.04 

0.13 

0.03 

0.45 

- 

0.0200 

- 

- 

0.051 

0.071 

0.071 

0.203 

0.010 

0.193 

0.155 

80.20 

Semi Critical 

Lalpura 

0824001102937000 

0.08 

0.17 

127.56 

0.21 

0.01 

0.22 

0.04 

0.74 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.251 

0.013 

0.238 

0.184 

77.29 

Semi Critical 

Lariji Ka Khera 

0824001002920800 

0.04 

0.08 

189.87 

0.09 

0.00 

0.09 

0.05 

0.64 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.132 

0.007 

0.125 

0.340 

271.12 

Over Exploited 

Lasariya 

0824000302818700 

0.07 

0.01 

1,709.32 

0.01 

0.00 

0.01 

0.00 

0.05 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.027 

0.001 

0.026 

0.091 

348.09 

Over Exploited 


0824000902892600 

0.05 

0.03 

208.89 

0.04 

0.00 

0.04 

0.02 

0.27 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.050 

0.002 

0.047 

0.104 

220.48 

Over Exploited 

Latala 

0824001102928200 

0.08 

0.07 

97.41 

0.09 

0.01 

0.10 

0.05 

0.63 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.117 

0.006 

0.111 

0.222 

200.22 

Over Exploited 

Laxmipura 

0821000902586900 

0.20 

0.18 

70.46 

0.21 

0.00 

0.21 

0.04 

0.46 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.222 

0.011 

0.211 

0.125 

59.18 

Safe 



0.07 

0.01 

132.49 

0.01 

- 

0.01 

0.01 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.011 

0.040 

358.77 

Over Exploited 


0824001002908900 

0.20 

0.18 

14.75 

0.21 

0.00 

0.21 

0.05 

0.68 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.220 

0.011 

0.209 

0.064 

30.44 

Safe 



0.04 

0.00 

5,957.93 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 


0824001102927000 

0.08 

0.08 

55.50 

0.10 

0.00 

0.10 

0.05 

0.66 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.111 

0.006 

0.106 

0.077 

72.55 

Semi Critical 

Luhari Kalan 

0824001002908200 

0.04 

0.00 

7,266.05 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.038 

4,776.65 

Over Exploited 

Lulas 

0824000302823600 

0.07 

0.04 

294.55 

0.04 

0.02 

0.07 

0.01 

0.17 

- 

0.0100 

- 

- 

0.034 

0.044 

0.044 

0.111 

0.006 

0.106 

0.081 

76.61 

Semi Critical 

Madhopur 

0824001002915400 

0.04 

0.02 

128.81 

0.03 

- 

0.03 

0.04 

0.50 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.037 

0.002 

0.036 

0.063 

176.41 

Over Exploited 

Madhosinghpura @ Daulta 

0822000602662900 

0.08 

0.00 

########## 

0.00 

0.05 

0.05 

0.00 

0.00 

- 

- 

- 

- 

0.072 

0.073 

0.073 

0.121 

0.006 

0.115 

0.000 

0.00 

Safe 

Madhu Puriya 

0824001102928700 

0.08 

0.00 

1,812.18 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.023 

2,170.52 

Over Exploited 

Maganpura 

0824001002903300 

0.20 

0.01 

1,178.23 

0.02 

0.01 

0.02 

0.01 

0.08 

- 

0.0100 

- 

- 

0.008 

0.019 

0.019 

0.040 

0.002 

0.038 

0.053 

138.46 

Over Exploited 



0.04 

0.13 

97.30 

0.15 

0.04 

0.19 

0.04 

0.53 

- 

0.0300 

- 

- 

0.049 

0.079 

0.079 

0.273 

0.014 

0.260 

0.272 

104.62 

Over Exploited 

Mahuwa 

0824001102932100 

0.08 

0.00 

3,052.39 

0.00 

0.01 

0.01 

0.00 

0.07 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.044 

0.002 

0.042 

0.146 

350.81 

Over Exploited 



0.08 

0.30 

227.06 

0.36 

0.06 

0.42 

0.04 

0.64 

- 

0.2700 

0.1651 

0.1590 

0.009 

0.603 

0.603 

1.021 

0.051 

0.970 

1.463 

150.87 

Over Exploited 

Mahuwa Kalan 

0824000802874300 

0.07 

0.02 

174.69 

0.03 

0.02 

0.05 

0.01 

0.13 

- 

- 

- 

- 

0.028 

0.028 

0.028 

0.076 

0.004 

0.072 

0.017 

23.43 

Safe 

Makariya 

0824001102937400 

0.08 

0.08 

177.46 

0.10 

0.01 

0.11 

0.04 

0.72 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.148 

0.007 

0.140 

0.239 

170.57 

Over Exploited 

Malera 

0822000602660800 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.08 

- 

0.08 

0.01 

0.09 

0.01 

0.20 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.105 

0.010 

0.094 

0.133 

141.63 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Mali Khera 

082400090289320C 

2.649 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.649 

0.58 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.11 

0.008 

0.66 

0.71 


Manakpura 

0824000902890400 

1.755 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.755 

3.30 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.06 

0.006 

0.63 

0.65 


Mandachar 

0824001002912100 

4.921 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.921 

1.12 

0.020 

0.03 

0.00 

0.00 

0.00 

0.02 

0.12 

0.12 

0.11 

0.016 

0.60 

0.57 


Mandalgarh 

0824001142407000 

57.997 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.332 

5.91 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.19 

0.17 

0.08 

0.025 

0.02 

0.02 


Mandapiya 

0824001002914900 

1.086 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.086 

2.51 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.10 

0.20 

0.004 

0.62 

0.61 


Manoharpura 

0824001002920900 

8.927 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.580 

1.72 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.35 

0.34 

0.21 

0.028 

0.55 

0.58 


Manpura 

0824001002920700 

1.555 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.555 

2.48 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.10 

0.005 

0.60 

0.61 



0824001102932300 

14.502 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

11.542 

6.21 

0.020 

0.58 

0.09 

0.00 

0.00 

0.00 

1.92 

1.74 

2.29 

0.032 

0.54 

0.60 






Jetpura 

Command 

Phyllite & Schist 

2.960 

6.21 

0.020 

0.15 

0.02 

0.00 

0.00 

0.01 

0.49 

0.45 

0.58 

0.008 

0.14 

0.15 



0822000602658300 

6.453 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.446 

2.35 

0.015 

0.06 

0.01 

0.00 

0.00 

0.05 

0.23 

0.20 

0.20 

0.017 

0.42 

0.47 


Mansha 

0824000902894400 

8.691 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.691 

2.45 

0.015 

0.08 

0.01 

0.00 

0.00 

0.05 

0.34 

0.32 

0.29 

0.027 

0.66 

0.70 


Mataji Ka Khera 

0824000902889000 

2.083 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.083 

4.80 

0.020 

0.01 

0.00 

0.00 

0.00 

0.03 

0.18 

0.17 

0.02 

0.007 

0.62 

0.64 



0824001002911500 

3.548 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.548 

3.28 

0.020 

0.07 

0.01 

0.00 

0.00 

0.01 

0.29 

0.30 

0.27 

0.012 

0.62 

0.59 


Mataji Ka Khera (maliyon Ka Jhon 

0824000902886600 

3.913 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.913 

1.77 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.14 

0.15 

0.02 

0.012 

0.57 

0.53 


Mayla Polya 

0824001002906400 

4.964 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.694 

3.03 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.37 

0.29 

0.36 

0.015 

0.51 

0.65 


Meena Ka Khera 

0824000902890000 

1.803 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.803 

2.88 

0.015 

0.01 

0.00 

0.00 

0.00 

0.02 

0.07 

0.07 

0.05 

0.006 

0.58 

0.56 


Meera Nagar 

0824000902886800 

2.759 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.759 

1.76 

0.020 

0.05 

0.01 

0.00 

0.00 

0.01 

0.13 

0.13 

0.18 

0.009 

0.57 

0.55 


Meetha 

0824001102927700 

1.702 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.094 

5.23 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.04 

0.04 






Jetpura 

Command 

Phyllite & Schist 

1.608 

5.23 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.20 

0.17 

0.14 

0.004 

0.62 

0.70 


Meghpura 

0824001002922100 

2.006 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.006 

2.50 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.15 

0.14 

0.19 

0.007 

0.57 

0.62 


Melwa 

0824001002920000 

0.365 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.365 

4.02 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.06 

0.17 

0.001 

0.62 

0.63 


Mewasa 

0824001002922400 

0.174 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.083 

3.25 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.000 

0.27 

0.30 


Mindoliya 

0824000302823400 

11.499 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.715 

3.65 

0.020 

0.06 

0.01 

0.00 

0.00 

0.03 

0.36 

0.45 

0.23 

0.013 

0.20 

0.16 


Mochariyon Ka Khera 

0824001102939500 

2.090 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.871 

6.19 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.26 

0.23 

0.12 

0.005 

0.59 

0.68 


Modiya Khera 

0824000902890200 

4.071 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.071 

3.06 

0.015 

0.05 

0.01 

0.00 

0.00 

0.01 

0.22 

0.22 

0.17 

0.013 

0.60 

0.59 


Mohanpura 

0824001102939200 

7.390 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.031 

6.08 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 


Mol 

0824001102933100 

1.009 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.009 

5.09 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.13 

0.003 

0.69 

0.76 


Morlan 

0824001002905300 

2.730 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.730 

2.57 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.19 

0.15 

0.23 

0.009 

0.54 

0.69 


Motalao 

0821000902586600 

6.845 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.085 

1.23 

0.120 

0.02 

0.00 

0.00 

0.00 

0.04 

0.72 

0.72 

0.07 

0.015 

0.44 

0.44 







Non-command 

Gneisses(B.G.C) 

1.761 

1.23 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.04 

0.04 

0.02 

0.005 

0.15 

0.15 


Motipura 

0824001002904600 

2.313 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.433 

2.41 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.03 

0.001 

0.11 

0.12 







Non-command 

Phyllite & Schist 

1.880 

2.41 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.07 

0.006 

0.46 

0.52 


Muhala 

0824000302818800 

13.831 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.560 

3.61 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.17 

0.13 

0.004 

0.06 

0.05 


Mukan Garh 

0824001102932200 

6.911 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.112 

6.08 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.13 

0.09 

0.003 

0.10 

0.12 






Jetpura 

Command 

Phyllite & Schist 

5.409 

6.08 

0.020 

0.11 

0.02 

0.00 

0.00 

0.00 

0.75 

0.63 

0.41 

0.015 

0.49 

0.58 


Mukund Puriya 

0824001102936700 

2.291 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.291 

5.75 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.33 

0.30 

0.33 

0.006 

0.69 

0.76 


Mundeta 

0824000302824200 

15.149 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.081 

1.79 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.04 

0.04 

0.03 

0.003 

0.05 

0.05 







Non-command 

Gneisses(B.G.C) 

4.667 

1.79 

0.011 

0.03 

0.00 

0.00 

0.00 

0.03 

0.09 

0.09 

0.11 

0.013 

0.20 

0.21 


Mundeti 

0824000302824100 

2.516 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.297 

2.08 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.12 

0.11 

0.13 

0.006 

0.59 

0.63 


Munshipura 

0824001002905100 

3.982 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.982 

2.74 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.24 

0.19 

0.13 

0.013 

0.54 

0.68 


Na 

0824000924900002 

1.400 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.400 

2.89 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.06 

0.06 

0.02 

0.004 

0.58 

0.56 


Nahargarh 

0824001102927900 

1.730 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.730 

4.11 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.19 

0.17 

0.22 

0.005 

0.61 

0.71 


Nandrai 

0824000902896500 

22.944 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.013 

4.84 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Kothari Dam 

Command 

Phyllite & Schist 

1.321 

4.84 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.16 

0.14 

0.14 

0.004 

0.04 

0.04 


Narana 

0824001002910600 

4.534 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.534 

2.77 

0.020 

0.13 

0.02 

0.00 

0.00 

0.06 

0.30 

0.35 

0.49 

0.015 

0.54 

0.46 


Narsingh Ka Jhopra 

0824000902889500 

1.689 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.689 

3.52 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.11 

0.07 

0.005 

0.62 

0.63 


Narsingh Pura 

0824000302823900 

1.974 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.974 

2.79 

0.020 

0.01 

0.00 

0.00 

0.00 

0.02 

0.11 

0.10 

0.01 

0.005 

0.64 

0.67 


Nasarda 

0824000302819100 

10.406 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.008 

2.82 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.01 

0.003 

0.05 

0.04 


Nasirda 

0822000602659100 

30.549 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

16.872 

3.17 

0.015 

0.36 

0.05 

0.00 

0.00 

0.26 

0.85 

0.75 

1.38 

0.046 

0.23 

0.26 


Nathji Ka Khera 

0824001102929900 

6.327 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.148 

5.13 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.01 

0.02 


Nawalpura 

0824001102938000 

3.600 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.518 

6.31 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.48 

0.44 

0.19 

0.010 

0.68 

0.74 


Naya Nagar 

0824001002915600 

2.005 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.005 

2.18 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.11 

0.007 

0.56 

0.62 


Neel Ki Kheri 

0824001102936800 

3.344 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.344 

5.48 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.41 

0.37 

0.20 

0.009 

0.69 

0.76 


Neem Ka Khera 

0824001102938500 

4.615 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.921 

6.28 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.11 

0.03 

0.003 

0.14 

0.15 


Neemera (Sawar) 

0821000902584800 

9.443 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.443 

1.40 

0.120 

0.24 

0.03 

0.00 

0.00 

0.01 

1.79 

1.56 

0.92 

0.027 

0.55 

0.63 


Odiya Khera 

0824001002912500 

3.369 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.369 

3.40 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.26 

0.27 

0.15 

0.011 

0.63 

0.61 


Onkarpura 

0824000902888300 

1.293 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.097 

0.33 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.04 

0.03 







Non-command 

Gneisses(B.G.C) 

1.196 

0.33 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.004 

0.47 

0.39 



0824000902895300 

2.594 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.090 

3.23 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.02 







Non-command 

Gneisses(B.G.C) 

2.505 

3.23 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.12 

0.12 

0.04 

0.008 

0.60 

0.61 


Pachanpura 

0824001002914600 

3.759 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.759 

3.74 

0.020 

0.08 

0.01 

0.00 

0.00 

0.01 

0.34 

0.35 

0.28 

0.012 

0.64 

0.62 


Padaliya (Sawar) 

0821000902584600 

5.429 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.429 

0.91 

0.120 

0.17 

0.02 

0.00 

0.00 

0.08 

0.66 

0.54 

0.66 

0.015 

0.53 

0.64 


Padampura 

0824001002921100 

2.577 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.577 

2.22 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.14 

0.09 

0.008 

0.58 

0.62 



0824001102932700 

4.817 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.642 

5.47 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.54 

0.49 

0.11 

0.013 

0.66 

0.73 






Kothari Dam 

Command 

Phyllite & Schist 

0.176 

5.47 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.000 

0.03 

0.03 


Paisa 

0824000302823800 

1.729 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.729 

2.51 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.11 

0.17 

0.005 

0.63 

0.65 


Pander 

0824001002909700 

20.038 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.710 

3.57 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.28 

0.29 

0.12 

0.002 

0.02 

0.02 







Non-command 

Phyllite & Schist 

19.328 

3.57 

0.020 

0.60 

0.09 

0.00 

0.00 

0.13 

1.76 

1.82 

2.33 

0.063 

0.61 

0.59 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Mali Khera 

0824000902893200 

0.05 

0.09 

(45.91) 

0.07 

0.00 

0.07 

0.06 

0.72 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.086 

0.004 

0.082 

0.116 

142.21 

Over Exploited 

Manakpura 

0824000902890400 

0.05 

0.05 

82.94 

0.07 

0.00 

0.07 

0.05 

0.68 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.084 

0.004 

0.080 

0.066 

82.35 

Semi Critical 

Mandachar 

0824001002912100 

0.04 

0.13 

(3.50) 

0.12 

0.02 

0.15 

0.05 

0.65 

- 

0.0100 

- 

- 

0.035 

0.045 

0.045 

0.190 

0.010 

0.181 

0.130 

71.88 

Semi Critical 

Mandalgarh 

0824001142407000 

0.08 

0.00 

10,444.09 

0.00 

- 

0.00 

0.00 

0.02 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.022 

0.001 

0.021 

0.109 

521.58 

Over Exploited 

Mandapiya 

0824001002914900 

0.04 

0.03 

228.86 

0.04 

0.01 

0.05 

0.05 

0.68 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.085 

0.004 

0.081 

0.206 

254.43 

Over Exploited 

Manoharpura 

0824001002920900 

0.04 

0.20 

825,203.41 

0.24 

- 

0.24 

0.05 

0.60 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.254 

0.013 

0.242 

0.233 

96.32 

Critical 

Manpura 

0824001002920700 

0.04 

0.04 

152.71 

0.05 

0.00 

0.05 

0.05 

0.65 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.066 

0.003 

0.062 

0.101 

161.94 

Over Exploited 


0824001102932300 

0.08 

0.48 

261.48 

0.58 

0.09 

0.67 

0.04 

0.58 

- 

0.4300 

- 

- 

0.004 

0.434 

0.434 

1.104 

0.055 

1.049 

2.319 

221.12 

Over Exploited 



0.08 

0.03 

1,309.31 

0.04 

0.03 

0.06 

0.01 

0.15 

- 

0.1100 

0.0740 

0.0713 

0.008 

0.263 

0.263 

0.326 

0.016 

0.310 

0.591 

190.79 

Over Exploited 


0822000602658300 

0.08 

0.22 

(5.88) 

0.20 

0.06 

0.26 

0.03 

0.45 

- 

0.0200 

- 

- 

0.071 

0.091 

0.091 

0.351 

0.018 

0.333 

0.215 

64.63 

Safe 

Mansha 

0824000902894400 

0.05 

0.28 

11.28 

0.32 

0.06 

0.38 

0.06 

0.71 

- 

0.0300 

- 

- 

0.077 

0.107 

0.107 

0.485 

0.024 

0.461 

0.321 

69.73 

Safe 

Mataji Ka Khera 

0824000902889000 

0.06 

0.07 

131.40 

0.09 

0.03 

0.12 

0.05 

0.67 

- 

- 

- 

- 

0.049 

0.049 

0.049 

0.172 

0.009 

0.163 

0.026 

15.65 

Safe 


0824001002911500 

0.04 

0.09 

216.26 

0.11 

0.02 

0.13 

0.05 

0.67 

- 

0.0500 

- 

- 

0.010 

0.060 

0.060 

0.190 

0.009 

0.180 

0.282 

156.28 

Over Exploited 

Mataji Ka Khera (maliyon Ka Jhon 

0824000902886600 

0.06 

0.13 

17.17 

0.15 

0.01 

0.16 

0.05 

0.62 

- 

- 

- 

- 

0.010 

0.010 

0.010 

0.168 

0.008 

0.159 

0.031 

19.67 

Safe 

Mayla Polya 

0824001002906400 

0.04 

0.10 

183.53 

0.12 

0.01 

0.13 

0.05 

0.55 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.203 

0.010 

0.193 

0.375 

194.33 

Over Exploited 

Meena Ka Khera 

0824000902890000 

0.05 

0.05 

29.46 

0.06 

0.02 

0.09 

0.05 

0.63 

- 

0.0100 

- 

- 

0.034 

0.044 

0.044 

0.129 

0.006 

0.123 

0.054 

43.81 

Safe 

Meera Nagar 

0824000902886800 

0.06 

0.09 

47.26 

0.11 

0.02 

0.13 

0.05 

0.62 

- 

0.0300 

- 

- 

0.011 

0.041 

0.041 

0.168 

0.008 

0.160 

0.191 

119.55 

Over Exploited 

Meetha 

0824001102927700 

0.08 

0.00 

3,237.63 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

2,442.78 

Over Exploited 



0.08 

0.08 

127.58 

0.09 

0.01 

0.10 

0.04 

0.67 

- 

0.0300 

0.0402 

0.0387 

0.004 

0.113 

0.113 

0.217 

0.011 

0.206 

0.141 

68.57 

Safe 

Meghpura 

0824001002922100 

0.04 

0.05 

176.08 

0.06 

0.00 

0.06 

0.05 

0.62 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.083 

0.004 

0.079 

0.198 

250.46 

Over Exploited 

Melwa 

0824001002920000 

0.04 

0.01 

498.07 

0.01 

0.01 

0.02 

0.05 

0.67 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.053 

0.003 

0.050 

0.175 

348.43 

Over Exploited 

Mewasa 

0824001002922400 

0.04 

0.00 

1,329.46 

0.00 

- 

0.00 

0.03 

0.29 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.042 

3,868.78 

Over Exploited 

Mindoliya 

0824000302823400 

0.07 

0.07 

567.59 

0.08 

0.04 

0.12 

0.02 

0.22 

- 

0.0400 

- 

- 

0.044 

0.084 

0.084 

0.204 

0.010 

0.194 

0.243 

125.24 

Over Exploited 

Mochariyon Ka Khera 

0824001102939500 

0.08 

0.09 

543,752.19 

0.10 

- 

0.10 

0.04 

0.64 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.122 

0.006 

0.116 

0.120 

103.65 

Over Exploited 

Modiya Khera 

0824000902890200 

0.05 

0.12 

83.62 

0.15 

0.02 

0.16 

0.05 

0.65 

- 

0.0300 

- 

- 

0.009 

0.039 

0.039 

0.201 

0.010 

0.191 

0.187 

97.90 

Critical 

Mohanpura 

0824001102939200 

0.08 

0.00 

48,038.91 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

90,680.97 

Over Exploited 

Mol 

0824001102933100 

0.08 

0.05 

126.89 

0.06 

- 

0.06 

0.04 

0.73 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.084 

0.004 

0.080 

0.133 

166.51 

Over Exploited 

Morlan 

0824001002905300 

0.04 

0.06 

129.60 

0.08 

0.01 

0.09 

0.05 

0.59 

- 

0.0400 

- 

- 

0.004 

0.044 

0.044 

0.133 

0.007 

0.127 

0.242 

191.14 

Over Exploited 

Motalao 

0821000902586600 

0.20 

0.45 

60.64 

0.53 

0.04 

0.58 

0.04 

0.47 

- 

0.0100 

- 

- 

0.067 

0.077 

0.077 

0.656 

0.033 

0.624 

0.080 

12.75 

Safe 



0.07 

0.02 

79.44 

0.02 

0.01 

0.03 

0.01 

0.16 

- 

- 

- 

- 

0.010 

0.010 

0.010 

0.040 

0.002 

0.038 

0.024 

63.26 

Safe 

Motipura 

0824001002904600 

0.20 

0.01 

996.02 

0.01 

0.00 

0.01 

0.01 

0.12 

- 

- 

- 

- 

0.000 

0.001 

0.001 

0.012 

0.001 

0.011 

0.026 

235.33 

Over Exploited 



0.04 

0.04 

157.24 

0.04 

0.00 

0.05 

0.04 

0.50 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.060 

0.003 

0.057 

0.078 

138.06 

Over Exploited 

Muhala 

0824000302818800 

0.07 

0.01 

2,388.38 

0.01 

0.00 

0.01 

0.00 

0.06 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.020 

0.001 

0.019 

0.134 

704.47 

Over Exploited 

Mukan Garh 

0824001102932200 

0.08 

0.01 

1,435.52 

0.01 

- 

0.01 

0.01 

0.11 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.030 

0.002 

0.029 

0.089 

309.59 

Over Exploited 



0.08 

0.20 

212.07 

0.24 

0.02 

0.26 

0.04 

0.53 

- 

0.0800 

0.1353 

0.1303 

0.002 

0.348 

0.348 

0.613 

0.031 

0.582 

0.425 

73.02 

Semi Critical 

Mukund Puriya 

0824001102936700 

0.08 

0.12 

150.22 

0.15 

0.01 

0.16 

0.04 

0.74 

- 

0.0600 

- 

- 

0.001 

0.061 

0.061 

0.218 

0.011 

0.207 

0.335 

162.13 

Over Exploited 

Mundeta 

0824000302824200 

0.07 

0.00 

1,049.67 

0.00 

0.01 

0.01 

0.00 

0.05 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.017 

0.001 

0.016 

0.032 

200.16 

Over Exploited 



0.04 

0.04 

141.63 

0.04 

0.03 

0.07 

0.02 

0.22 

- 

0.0100 

- 

- 

0.040 

0.050 

0.050 

0.122 

0.006 

0.116 

0.121 

104.53 

Over Exploited 

Mundeti 

0824000302824100 

0.07 

0.10 

11.76 

0.11 

0.01 

0.12 

0.05 

0.64 

- 

0.0100 

- 

- 

0.014 

0.025 

0.025 

0.143 

0.007 

0.136 

0.136 

100.06 

Over Exploited 

Munshipura 

0824001002905100 

0.04 

0.09 

109.13 

0.11 

0.01 

0.13 

0.05 

0.58 

- 

0.0200 

- 

- 

0.007 

0.027 

0.027 

0.152 

0.008 

0.144 

0.139 

96.19 

Critical 

Na 

0824000924900002 

0.05 

0.04 

52.44 

0.05 

0.01 

0.06 

0.05 

0.63 

- 

- 

- 

- 

0.016 

0.016 

0.016 

0.076 

0.004 

0.072 

0.022 

31.15 

Safe 

Nahargarh 

0824001102927900 

0.08 

0.08 

103.82 

0.10 

0.01 

0.11 

0.05 

0.66 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.131 

0.007 

0.125 

0.226 

181.25 

Over Exploited 

Nandrai 

0824000902896500 

0.06 

0.00 

397,962.84 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

4,802.83 

0.00 

0.01 

0.01 

0.00 

0.04 

- 

0.0200 

0.0092 

0.0111 

0.000 

0.041 

0.041 

0.054 

0.003 

0.052 

0.148 

287.06 

Over Exploited 

Narana 

0824001002910600 

0.04 

0.11 

231.90 

0.13 

0.08 

0.21 

0.04 

0.58 

- 

0.0900 

- 

- 

0.095 

0.185 

0.185 

0.395 

0.020 

0.375 

0.501 

133.45 

Over Exploited 

Narsingh Ka Jhopra 

0824000902889500 

0.05 

0.05 

104.55 

0.06 

- 

0.06 

0.05 

0.67 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.073 

0.004 

0.069 

0.077 

111.86 

Over Exploited 

Narsingh Pura 

0824000302823900 

0.07 

0.09 

10.79 

0.10 

0.02 

0.12 

0.05 

0.69 

- 

- 

- 

- 

0.023 

0.023 

0.023 

0.138 

0.007 

0.131 

0.019 

14.82 

Safe 

Nasarda 

0824000302819100 

0.07 

0.00 

1,684.87 

0.00 

0.00 

0.01 

0.00 

0.06 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.010 

0.000 

0.009 

0.017 

181.90 

Over Exploited 

Nasirda 

0822000602659100 

0.08 

0.31 

142.11 

0.37 

0.31 

0.68 

0.02 

0.25 

- 

0.1600 

- 

- 

0.389 

0.549 

0.549 

1.231 

0.062 

1.169 

1.426 

121.93 

Over Exploited 

Nathji Ka Khera 

0824001102929900 

0.08 

0.00 

8,265.14 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nawalpura 

0824001102938000 

0.08 

0.18 

142.42 

0.22 

0.01 

0.23 

0.04 

0.72 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.258 

0.013 

0.246 

0.195 

79.30 

Semi Critical 

Naya Nagar 

0824001002915600 

0.04 

0.05 

109.58 

0.06 

0.00 

0.06 

0.05 

0.62 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.070 

0.004 

0.067 

0.119 

177.25 

Over Exploited 

Neel Ki Kheri 

0824001102936800 

0.08 

0.18 

109.40 

0.21 

0.01 

0.22 

0.04 

0.74 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.264 

0.013 

0.251 

0.206 

82.10 

Semi Critical 

Neem Ka Khera 

0824001102938500 

0.08 

0.01 

1,074.72 

0.01 

- 

0.01 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.022 

0.001 

0.021 

0.032 

153.68 

Over Exploited 

Neemera (Sawar) 

0821000902584800 

0.20 

1.04 

50.48 

1.25 

0.04 

1.28 

0.05 

0.60 

- 

0.1000 

- 

- 

0.009 

0.109 

0.109 

1.392 

0.070 

1.322 

0.945 

71.47 

Semi Critical 

Odiya Khera 

0824001002912500 

0.04 

0.09 

189.67 

0.11 

0.01 

0.12 

0.05 

0.69 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.152 

0.008 

0.144 

0.161 

111.64 

Over Exploited 

Onkarpura 

0824000902888300 

0.06 

0.00 

(53.42) 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.001 

0.010 

716.30 

Over Exploited 



0.05 

0.03 

(32.76) 

0.02 

0.00 

0.02 

0.04 

0.51 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.033 

0.002 

0.032 

0.052 

163.36 

Over Exploited 


0824000902895300 

0.06 

0.00 

5,040.27 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.07 

57.74 

0.09 

0.01 

0.10 

0.05 

0.65 

- 

0.0100 

- 

- 

0.016 

0.026 

0.026 

0.126 

0.006 

0.120 

0.044 

36.67 

Safe 

Pachanpura 

0824001002914600 

0.04 

0.10 

235.09 

0.13 

0.02 

0.15 

0.06 

0.70 

- 

0.0500 

- 

- 

0.020 

0.070 

0.070 

0.218 

0.011 

0.207 

0.296 

143.06 

Over Exploited 

Padaliya (Sawar) 

0821000902584600 

0.20 

0.58 

(5.98) 

0.54 

0.10 

0.64 

0.05 

0.57 

- 

0.0700 

- 

- 

0.124 

0.194 

0.194 

0.837 

0.042 

0.796 

0.674 

84.78 

Semi Critical 

Padampura 

0824001002921100 

0.04 

0.06 

109.09 

0.08 

0.00 

0.08 

0.05 

0.63 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.091 

0.005 

0.086 

0.098 

114.25 

Over Exploited 


0824001102932700 

0.08 

0.24 

106.79 

0.28 

0.00 

0.29 

0.04 

0.71 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.310 

0.016 

0.295 

0.123 

41.70 

Safe 



0.08 

0.00 

5,084.75 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0015 

0.0015 

- 

0.003 

0.003 

0.003 

0.000 

0.003 

0.000 

15.00 

Safe 

Paisa 

0824000302823800 

0.07 

0.08 

38.06 

0.09 

0.01 

0.11 

0.05 

0.68 

- 

0.0200 

- 

- 

0.006 

0.027 

0.027 

0.135 

0.007 

0.128 

0.178 

138.52 

Over Exploited 

Pander 

0824001002909700 

0.20 

0.00 

9,140.49 

0.00 

- 

0.00 

0.00 

0.02 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.024 

0.001 

0.023 

0.120 

532.21 

Over Exploited 



0.04 

0.50 

260.01 

0.61 

0.22 

0.82 

0.05 

0.66 

- 

0.4400 

- 

- 

0.189 

0.629 

0.629 

1.451 

0.073 

1.378 

2.391 

173.44 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Panderi 

082400090289590C 

5.741 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.910 

4.73 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.20 

0.18 

0.06 

0.006 

0.22 

0.24 






Kothari Dam 

Command 

Phyllite & Schist 

3.831 

4.73 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.39 

0.36 

0.11 

0.012 

0.43 

0.48 


Paplaj 

082400090289110C 

9.472 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.943 

1.83 

0.020 

0.05 

0.01 

0.00 

0.00 

0.02 

0.16 

0.15 

0.19 

0.012 

0.27 

0.29 







Non-command 

Gneisses(B.G.C) 

5.530 

1.83 

0.015 

0.05 

0.01 

0.00 

0.00 

0.10 

0.10 

0.09 

0.16 

0.017 

0.38 

0.41 


Parmeshwar Pura 

082400090289740C 

1.862 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.862 

3.04 

0.015 

0.03 

0.00 

0.00 

0.00 

0.02 

0.09 

0.09 

0.11 

0.006 

0.64 

0.67 


Paroli 

0824000902886700 

23.988 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

23.988 

1.86 

0.020 

0.68 

0.16 

0.00 

0.00 

0.20 

1.21 

1.32 

2.61 

0.076 

0.55 

0.51 


Peepalda 

0824001102938100 

1.378 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.378 

6.31 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.21 

0.19 

0.18 

0.004 

0.69 

0.76 


Peepaliya 

0821000902587000 

4.844 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.844 

1.36 

0.120 

0.03 

0.00 

0.00 

0.00 

0.02 

0.81 

0.81 

0.12 

0.014 

0.61 

0.61 


Peeploond 

0824001002914400 

16.924 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

16.534 

3.24 

0.020 

0.36 

0.05 

0.00 

0.00 

0.05 

1.33 

1.37 

1.36 

0.054 

0.63 

0.61 


Peethaji Ka Khera 

0824001102936400 

1.564 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.496 

5.51 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.08 

0.001 

0.22 

0.24 


Peethalpura 

0824001102926700 

2.758 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.669 

3.00 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.16 

0.01 

0.007 

0.59 

0.63 






Kothari Dam 

Command 

Phyllite & Schist 

0.088 

3.00 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.02 

0.02 


Phalaser 

0824000902889200 

8.429 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.526 

8.60 

0.020 

0.01 

0.00 

0.00 

0.00 

0.06 

0.22 

0.22 

0.04 

0.005 

0.10 

0.10 







Non-command 

Gneisses(B.G.C) 

6.904 

8.60 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.92 

0.96 

0.10 

0.022 

0.47 

0.45 


Phalasiya 

0824001002911600 

3.095 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.095 

3.30 

0.020 

0.14 

0.02 

0.00 

0.00 

0.02 

0.30 

0.31 

0.53 

0.010 

0.61 

0.59 


Pondrikji Ka Khera 

0824000302819900 

5.148 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.137 

2.84 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 


Pratappura 

0821000902587100 

4.362 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.362 

1.46 

0.120 

0.04 

0.01 

0.00 

0.00 

0.02 

0.78 

0.76 

0.16 

0.012 

0.60 

0.61 



0824001102933400 

1.159 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.159 

5.09 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.15 

0.13 

0.15 

0.003 

0.69 

0.76 


Purohiton Ka Khera 

0824000902899000 

3.382 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.382 

2.99 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.18 

0.17 

0.11 

0.011 

0.66 

0.70 


Rainagar 

0821000902585000 

3.008 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.008 

1.61 

0.120 

0.07 

0.01 

0.00 

0.00 

0.01 

0.63 

0.58 

0.28 

0.009 

0.56 

0.62 


Raiseengpura 

0824001102937200 

1.235 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.235 

6.21 

0.020 

0.13 

0.02 

0.00 

0.00 

0.00 

0.26 

0.24 

0.51 

0.003 

0.69 

0.76 


Rajgarh 

0824001102926500 

3.520 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.520 

2.51 

0.020 

0.10 

0.01 

0.00 

0.00 

0.01 

0.26 

0.24 

0.39 

0.010 

0.59 

0.63 


Rajmahal 

0822000602661400 

19.405 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.928 

1.50 

0.015 

0.09 

0.01 

0.00 

0.00 

0.00 

0.26 

0.24 

0.32 

0.021 

0.18 

0.20 


Rajpura 

0824001102928800 

1.927 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.221 

3.28 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.06 

0.08 


Rajwas 

0824001002915900 

4.847 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.847 

2.79 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.31 

0.31 

0.20 

0.016 

0.62 

0.61 


Ralayata 

0824001102932800 

6.237 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.044 

5.36 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.40 

0.36 

0.30 

0.008 

0.33 

0.37 






Jetpura 

Command 

Phyllite & Schist 

3.193 

5.36 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.41 

0.37 

0.31 

0.009 

0.35 

0.38 


Ram Mohanpura 

0824001002904500 

3.031 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.234 

2.04 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.49 

0.45 

0.20 

0.007 

0.43 

0.46 







Non-command 

Phyllite & Schist 

0.797 

2.04 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.04 

0.03 

0.05 

0.003 

0.15 

0.17 


Ramgarh 

0824001002914700 

1.826 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.298 

3.96 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.13 

0.14 

0.16 

0.004 

0.46 

0.44 


Ramnagar 

0824001002906800 

1.371 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.371 

2.76 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.10 

0.08 

0.10 

0.004 

0.55 

0.66 


Rampur 

0824001002916400 

0.599 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.599 

3.87 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.09 

0.002 

0.64 

0.62 


Rampura 

0824001002909600 

3.021 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.021 

4.25 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.27 

0.28 

0.08 

0.010 

0.65 

0.62 



0824001002924500 

2.180 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.035 

2.90 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Rampura Naya 

0824000302823700 

2.301 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.857 

2.27 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.13 

0.13 

0.22 

0.005 

0.51 

0.52 


Ranawaton Ka Khera 

0824001002920200 

2.519 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.519 

3.97 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.23 

0.23 

0.13 

0.008 

0.62 

0.62 


Raser 

0824000902888900 

12.784 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

12.784 

5.13 

0.020 

0.14 

0.02 

0.00 

0.00 

0.09 

1.35 

1.36 

0.49 

0.040 

0.60 

0.59 


Ratanpura 

0824001002908700 

2.713 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.093 

2.23 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.27 

0.27 

0.12 

0.004 

0.25 

0.25 







Non-command 

Phyllite & Schist 

1.621 

2.23 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.13 

0.005 

0.37 

0.37 



0824001002921300 

2.741 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.741 

1.97 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.11 

0.11 

0.08 

0.009 

0.57 

0.62 


Rawat Khera 

0824001002912700 

5.635 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.959 

3.51 

0.020 

0.14 

0.02 

0.00 

0.00 

0.00 

0.47 

0.48 

0.53 

0.016 

0.57 

0.55 


Rawta 

0822000602661300 

12.296 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.322 

1.78 

0.015 

0.12 

0.02 

0.00 

0.00 

0.00 

0.24 

0.22 

0.48 

0.014 

0.20 

0.22 






Bisalpur 

Command 

Phyllite & Schist 

1.281 

1.78 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.12 

0.003 

0.05 

0.05 


Redwas 

0824000902894100 

9.379 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.499 

1.70 

0.015 

0.00 

0.00 

0.00 

0.00 

0.02 

0.07 

0.06 

0.00 

0.011 

0.24 

0.26 


Reechhra 

0824000802873700 

12.635 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.630 

2.99 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.003 

0.03 

0.03 


Reeth 

0824000902893100 

5.413 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.413 

0.64 

0.015 

0.16 

0.02 

0.00 

0.00 

0.02 

0.17 

0.16 

0.60 

0.017 

0.66 

0.71 


Rojri 

0824001002916500 

1.586 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.572 

3.76 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.15 

0.10 

0.005 

0.64 

0.62 


Rooppura 

0824000902889100 

2.399 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.399 

6.40 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.32 

0.31 

0.09 

0.008 

0.61 

0.62 



0824001002911100 

3.212 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.212 

2.11 

0.020 

0.09 

0.01 

0.00 

0.00 

0.01 

0.20 

0.21 

0.34 

0.010 

0.59 

0.56 


Rooptalai 

0824001102939800 

3.383 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.965 

5.82 

0.020 

0.02 

0.00 

0.00 

0.00 

0.03 

0.34 

0.27 

0.08 

0.008 

0.51 

0.64 






Jetpura 

Command 

Phyllite & Schist 

0.084 

5.82 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.02 


Ropan 

0824001002911000 

18.246 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

18.246 

1.79 

0.020 

1.01 

0.15 

0.00 

0.00 

0.10 

1.42 

1.54 

3.98 

0.059 

0.57 

0.52 


Rughnathpura 

0824001002909500 

1.977 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.977 

4.19 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.17 

0.17 

0.03 

0.006 

0.64 

0.62 


Rughnathpura Khurd 

0824001002909200 

1.280 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.280 

3.42 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.15 

0.15 

0.28 

0.004 

0.65 

0.62 


Sabal Pura 

0824000902898600 

1.985 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.984 

2.73 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.00 

0.006 

0.65 

0.69 


Sabalpura 

0824001002916900 

0.926 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.926 

3.96 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.13 

0.14 

0.26 

0.003 

0.64 

0.62 


Sadapur 

0824001002921700 

3.951 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.644 

2.75 

0.020 

0.04 

0.01 

0.00 

0.00 

0.01 

0.22 

0.18 

0.16 

0.012 

0.51 

0.61 


Sagatpuriya 

0824000902890800 

6.656 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.656 

2.37 

0.015 

0.05 

0.01 

0.00 

0.00 

0.03 

0.25 

0.24 

0.18 

0.021 

0.65 

0.68 


Sakariya Khera 

0824000802874200 

4.017 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.017 

2.36 

0.011 

0.03 

0.00 

0.00 

0.00 

0.01 

0.12 

0.11 

0.11 

0.016 

0.64 

0.69 


Salampura 

0824001102929500 

1.176 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.882 

4.01 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.06 

0.002 

0.42 

0.52 


Salampura @ Tinduri 

0824001102938700 

1.488 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.488 

6.30 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.21 

0.19 

0.07 

0.004 

0.68 

0.76 


Salari 

0821000902579000 

11.680 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.094 

1.44 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.11 

0.003 

0.04 

0.05 


Salariya Khurd 

0824000302824400 

7.213 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.212 

2.72 

0.020 

0.08 

0.01 

0.00 

0.00 

0.05 

0.41 

0.39 

0.30 

0.020 

0.65 

0.68 







Non-command 

Gneisses(B.G.C) 

0.001 

2.72 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Samthala 

0824001102928500 

1.749 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.749 

2.94 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.10 

0.08 

0.005 

0.56 

0.67 


Sandla 

0822000602659900 

6.915 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.915 

2.38 

0.015 

0.17 

0.02 

0.00 

0.00 

0.58 

-0.18 

-0.16 

0.66 

0.019 

0.42 

0.48 


Sangrampura 

0824001102931800 

2.334 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.032 

5.50 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Jetpura 

Command 

Phyllite & Schist 

2.303 

5.50 

0.020 

0.03 

0.00 

0.00 

0.00 

0.02 

0.26 

0.23 

0.10 

0.006 

0.61 

0.72 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Panderi 

0824000902895900 

0.06 

0.02 

667.77 

0.03 

- 

0.03 

0.02 

0.23 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.039 

0.002 

0.037 

0.066 

179.92 

Over Exploited 



0.06 

0.10 

272.52 

0.12 

0.00 

0.12 

0.03 

0.47 

- 

0.0100 

0.0267 

0.0321 

0.001 

0.070 

0.070 

0.186 

0.009 

0.176 

0.120 

68.05 

Safe 

Paplaj 

0824000902891100 

0.06 

0.06 

146.35 

0.07 

0.03 

0.10 

0.02 

0.30 

- 

0.0200 

- 

- 

0.030 

0.050 

0.050 

0.155 

0.008 

0.147 

0.204 

138.89 

Over Exploited 



0.05 

0.11 

(14.96) 

0.09 

0.11 

0.20 

0.03 

0.42 

- 

0.0200 

- 

- 

0.143 

0.163 

0.163 

0.358 

0.018 

0.340 

0.179 

52.71 

Safe 

Parmeshwar Pura 

0824000902897400 

0.05 

0.06 

50.55 

0.07 

0.02 

0.09 

0.05 

0.69 

- 

0.0100 

- 

- 

0.030 

0.041 

0.041 

0.132 

0.007 

0.126 

0.114 

90.53 

Critical 

Paroli 

0824000902886700 

0.06 

0.77 

72.45 

0.92 

0.36 

1.28 

0.05 

0.60 

- 

0.4900 

- 

- 

0.304 

0.794 

0.794 

2.078 

0.104 

1.975 

2.685 

135.97 

Over Exploited 

Peepalda 

0824001102938100 

0.08 

0.07 

167.36 

0.09 

0.01 

0.10 

0.04 

0.74 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.127 

0.006 

0.121 

0.187 

154.30 

Over Exploited 

Peepaliya 

0821000902587000 

0.20 

0.59 

36.19 

0.71 

0.02 

0.73 

0.05 

0.66 

- 

0.0100 

- 

- 

0.026 

0.036 

0.036 

0.764 

0.038 

0.726 

0.133 

18.30 

Safe 

Peeploond 

0824001002914400 

0.04 

0.45 

205.69 

0.54 

0.10 

0.64 

0.05 

0.68 

- 

0.2600 

- 

- 

0.078 

0.338 

0.338 

0.979 

0.049 

0.930 

1.416 

152.23 

Over Exploited 

Peethaji Ka Khera 

0824001102936400 

0.08 

0.01 

718.19 

0.01 

- 

0.01 

0.01 

0.23 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.020 

0.001 

0.019 

0.076 

401.88 

Over Exploited 

Peethalpura 

0824001102926700 

0.08 

0.12 

29.77 

0.14 

0.00 

0.15 

0.05 

0.64 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.149 

0.007 

0.141 

0.021 

15.13 

Safe 



0.08 

0.00 

3,622.83 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0006 

0.0007 

- 

0.001 

0.001 

0.002 

0.000 

0.001 

0.000 

16.48 

Safe 

Phalaser 

0824000902889200 

0.06 

0.01 

2,339.71 

0.01 

0.06 

0.07 

0.01 

0.11 

- 

0.0100 

- 

- 

0.086 

0.096 

0.096 

0.164 

0.008 

0.156 

0.043 

27.42 

Safe 



0.05 

0.16 

486.66 

0.20 

0.00 

0.20 

0.04 

0.51 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.226 

0.011 

0.215 

0.118 

54.84 

Safe 

Phalasiya 

0824001002911600 

0.04 

0.08 

284.72 

0.10 

0.04 

0.14 

0.05 

0.66 

- 

0.1000 

- 

- 

0.035 

0.135 

0.135 

0.277 

0.014 

0.263 

0.538 

204.67 

Over Exploited 

Pondrikji Ka Khera 

0824000302819900 

0.07 

0.00 

6,799.59 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.014 

8,972.23 

Over Exploited 

Pratappura 

0821000902587100 

0.20 

0.53 

44.07 

0.63 

0.03 

0.66 

0.05 

0.65 

- 

0.0200 

- 

- 

0.026 

0.046 

0.046 

0.706 

0.035 

0.671 

0.174 

26.01 

Safe 


0824001102933400 

0.08 

0.06 

119.07 

0.07 

0.01 

0.08 

0.04 

0.74 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.115 

0.006 

0.110 

0.154 

140.67 

Over Exploited 

Purohiton Ka Khera 

0824000902899000 

0.05 

0.11 

49.66 

0.13 

0.00 

0.14 

0.05 

0.71 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.154 

0.008 

0.147 

0.119 

80.97 

Semi Critical 

Rainagar 

0821000902585000 

0.20 

0.34 

70.22 

0.41 

0.02 

0.43 

0.05 

0.61 

- 

0.0300 

- 

- 

0.009 

0.039 

0.039 

0.464 

0.023 

0.441 

0.290 

65.63 

Safe 

Raiseengpura 

0824001102937200 

0.08 

0.07 

266.69 

0.08 

0.02 

0.10 

0.04 

0.74 

- 

0.1000 

- 

- 

0.001 

0.101 

0.101 

0.200 

0.010 

0.190 

0.511 

268.97 

Over Exploited 

Rajgarh 

0824001102926500 

0.08 

0.16 

52.80 

0.19 

0.02 

0.21 

0.05 

0.64 

- 

0.0400 

- 

- 

0.008 

0.048 

0.048 

0.255 

0.013 

0.242 

0.399 

164.54 

Over Exploited 

Rajmahal 

0822000602661400 

0.08 

0.11 

########## 

0.14 

0.01 

0.15 

0.01 

0.20 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.205 

0.010 

0.195 

0.340 

174.45 

Over Exploited 

Raj pura 

0824001102928800 

0.08 

0.00 

1,023.74 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.008 

641.05 

Over Exploited 

Rajwas 

0824001002915900 

0.04 

0.13 

141.41 

0.15 

0.01 

0.17 

0.05 

0.67 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.187 

0.009 

0.178 

0.212 

119.22 

Over Exploited 

Ralayata 

0824001102932800 

0.08 

0.08 

363.53 

0.09 

0.01 

0.10 

0.02 

0.35 

- 

0.0600 

- 

- 

0.001 

0.061 

0.061 

0.164 

0.008 

0.156 

0.310 

199.22 

Over Exploited 



0.08 

0.08 

338.95 

0.10 

0.01 

0.11 

0.02 

0.37 

- 

0.0600 

0.0799 

0.0769 

- 

0.217 

0.217 

0.329 

0.016 

0.312 

0.318 

101.82 

Over Exploited 

Ram Mohanpura 

0824001002904500 

0.20 

0.19 

137.65 

0.23 

0.01 

0.24 

0.04 

0.47 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.266 

0.013 

0.252 

0.209 

82.91 

Semi Critical 



0.04 

0.01 

543.28 

0.01 

0.01 

0.01 

0.01 

0.17 

- 

0.0100 

- 

- 

0.009 

0.019 

0.019 

0.031 

0.002 

0.030 

0.051 

171.06 

Over Exploited 

Ramgarh 

0824001002914700 

0.04 

0.03 

398,821.32 

0.03 

0.01 

0.04 

0.04 

0.50 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.070 

0.004 

0.067 

0.160 

239.24 

Over Exploited 

Ramnagar 

0824001002906800 

0.04 

0.03 

155.40 

0.04 

0.01 

0.04 

0.05 

0.60 

- 

0.0200 

- 

- 

0.008 

0.028 

0.028 

0.073 

0.004 

0.069 

0.100 

144.91 

Over Exploited 

Rampur 

0824001002916400 

0.04 

0.02 

304.16 

0.02 

0.00 

0.02 

0.06 

0.70 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.043 

0.002 

0.041 

0.092 

225.16 

Over Exploited 

Rampura 

0824001002909600 

0.04 

0.08 

229.25 

0.10 

0.01 

0.11 

0.06 

0.70 

- 

0.0100 

- 

- 

0.014 

0.024 

0.024 

0.134 

0.007 

0.127 

0.087 

68.09 

Safe 


0824001002924500 

0.04 

0.00 

12,553.36 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rampura Naya 

0824000302823700 

0.07 

0.07 

88.12 

0.08 

0.01 

0.09 

0.04 

0.55 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.117 

0.006 

0.111 

0.221 

199.32 

Over Exploited 

Ranawaton Ka Khera 

0824001002920200 

0.04 

0.07 

239.29 

0.08 

0.00 

0.08 

0.05 

0.68 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.104 

0.005 

0.099 

0.134 

136.12 

Over Exploited 

Raser 

0824000902888900 

0.06 

0.44 

207.38 

0.53 

0.11 

0.64 

0.05 

0.65 

- 

0.0900 

- 

- 

0.128 

0.218 

0.218 

0.854 

0.043 

0.811 

0.530 

65.41 

Safe 

Ratanpura 

0824001002908700 

0.20 

0.06 

397.47 

0.07 

- 

0.07 

0.02 

0.27 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.076 

0.004 

0.072 

0.123 

169.31 

Over Exploited 



0.04 

0.03 

279.51 

0.03 

0.00 

0.03 

0.03 

0.41 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.050 

0.002 

0.047 

0.133 

283.03 

Over Exploited 


0824001002921300 

0.04 

0.07 

57.44 

0.08 

0.01 

0.09 

0.05 

0.62 

- 

- 

- 

- 

0.020 

0.020 

0.020 

0.115 

0.006 

0.109 

0.087 

79.75 

Semi Critical 

Rawat Khera 

0824001002912700 

0.04 

0.12 

757,191.72 

0.14 

0.02 

0.16 

0.05 

0.62 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.262 

0.013 

0.249 

0.543 

218.06 

Over Exploited 

Rawta 

0822000602661300 

0.08 

0.08 

516,131.61 

0.10 

0.02 

0.12 

0.02 

0.21 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.210 

0.010 

0.199 

0.493 

247.78 

Over Exploited 



0.08 

0.00 

189,661.49 

0.01 

- 

0.01 

0.00 

0.05 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.026 

0.001 

0.024 

0.121 

496.02 

Over Exploited 

Redwas 

0824000902894100 

0.05 

0.04 

46.32 

0.05 

0.02 

0.07 

0.02 

0.26 

- 

- 

- 

- 

0.035 

0.035 

0.035 

0.109 

0.005 

0.103 

0.011 

10.68 

Safe 

Reechhra 

0824000802873700 

0.07 

0.00 

1,427.50 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.015 

1,024.85 

Over Exploited 

Reeth 

0824000902893100 

0.05 

0.18 

(9.34) 

0.16 

0.04 

0.20 

0.06 

0.72 

- 

0.0700 

- 

- 

0.028 

0.098 

0.098 

0.298 

0.015 

0.283 

0.619 

218.50 

Over Exploited 

Rojri 

0824001002916500 

0.04 

0.04 

253.92 

0.05 

- 

0.05 

0.06 

0.69 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.072 

0.004 

0.068 

0.100 

146.46 

Over Exploited 

Rooppura 

0824000902889100 

0.06 

0.08 

269.95 

0.10 

0.01 

0.11 

0.05 

0.66 

- 

0.0200 

- 

- 

0.017 

0.037 

0.037 

0.150 

0.007 

0.142 

0.094 

65.77 

Safe 


0824001002911100 

0.04 

0.08 

160.36 

0.10 

0.02 

0.12 

0.05 

0.65 

- 

0.0600 

- 

- 

0.018 

0.078 

0.078 

0.199 

0.010 

0.189 

0.345 

182.75 

Over Exploited 

Rooptalai 

0824001102939800 

0.08 

0.12 

132.69 

0.14 

0.03 

0.17 

0.05 

0.56 

- 

0.0100 

- 

- 

0.044 

0.054 

0.054 

0.222 

0.011 

0.211 

0.087 

41.26 

Safe 



0.08 

0.00 

8,343.34 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0021 

0.0020 

- 

0.004 

0.004 

0.004 

0.000 

0.004 

0.000 

5.81 

Safe 

Ropan 

0824001002911000 

0.04 

0.45 

243.63 

0.54 

0.25 

0.78 

0.05 

0.62 

- 

0.7500 

- 

- 

0.143 

0.893 

0.893 

1.675 

0.084 

1.591 

4.037 

253.69 

Over Exploited 

Rughnathpura 

0824001002909500 

0.04 

0.05 

212.93 

0.07 

0.01 

0.08 

0.06 

0.70 

- 

0.0100 

- 

- 

0.015 

0.025 

0.025 

0.101 

0.005 

0.096 

0.036 

37.94 

Safe 

Rughnathpura Khurd 

0824001002909200 

0.04 

0.04 

322.48 

0.04 

0.01 

0.05 

0.06 

0.70 

- 

0.0500 

- 

- 

0.003 

0.053 

0.053 

0.108 

0.005 

0.103 

0.280 

272.82 

Over Exploited 

Sabal Pura 

0824000902898600 

0.05 

0.06 

13.43 

0.07 

0.00 

0.08 

0.05 

0.70 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.082 

0.004 

0.078 

0.006 

8.00 

Safe 

Sabalpura 

0824001002916900 

0.04 

0.03 

434.84 

0.03 

0.01 

0.04 

0.06 

0.69 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.091 

0.005 

0.086 

0.267 

310.51 

Over Exploited 

Sadapur 

0824001002921700 

0.04 

0.08 

129.73 

0.10 

0.02 

0.12 

0.05 

0.56 

- 

0.0200 

- 

- 

0.016 

0.036 

0.036 

0.153 

0.008 

0.145 

0.172 

118.30 

Over Exploited 

Sagatpuriya 

0824000902890800 

0.05 

0.22 

10.71 

0.24 

0.04 

0.27 

0.05 

0.70 

- 

0.0200 

- 

- 

0.038 

0.058 

0.058 

0.331 

0.017 

0.315 

0.201 

63.91 

Safe 

Sakariya Khera 

0824000802874200 

0.07 

0.17 

(35.24) 

0.14 

0.01 

0.15 

0.05 

0.70 

- 

0.0100 

- 

- 

0.020 

0.030 

0.030 

0.184 

0.009 

0.174 

0.124 

71.16 

Semi Critical 

Salampura 

0824001102929500 

0.08 

0.03 

150.59 

0.03 

0.00 

0.04 

0.04 

0.46 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.051 

0.003 

0.048 

0.060 

125.29 

Over Exploited 

Salampura @ Tinduri 

0824001102938700 

0.08 

0.08 

138.64 

0.09 

0.00 

0.09 

0.05 

0.73 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.107 

0.005 

0.101 

0.069 

68.26 

Safe 

Salari 

0821000902579000 

0.07 

0.00 

1,436.30 

0.00 

0.00 

0.01 

0.00 

0.04 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.024 

0.001 

0.023 

0.109 

470.02 

Over Exploited 

Salariya Khurd 

0824000302824400 

0.07 

0.34 

16.62 

0.39 

0.06 

0.45 

0.05 

0.70 

- 

0.0300 

- 

- 

0.072 

0.102 

0.102 

0.553 

0.028 

0.525 

0.322 

61.32 

Safe 



0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Samthala 

0824001102928500 

0.08 

0.08 

35.63 

0.09 

0.00 

0.09 

0.05 

0.61 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.105 

0.005 

0.099 

0.084 

84.28 

Semi Critical 

Sandla 

0822000602659900 

0.08 

0.23 

(169.65) 

0.19 

0.60 

0.79 

0.03 

0.45 

- 

0.0700 

- 

- 

0.871 

0.941 

0.941 

1.729 

0.086 

1.643 

0.674 

41.01 

Safe 

Sangrampura 

0824001102931800 

0.08 

0.00 

14,763.48 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.11 

109.02 

0.13 

0.02 

0.15 

0.05 

0.66 

- 

0.0200 

0.0576 

0.0555 

0.029 

0.162 

0.162 

0.310 

0.016 

0.295 

0.107 

36.45 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Sangrampura @ Bor Ka Khera 

082400090289760C 

3.632 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.146 

4.49 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.32 

0.30 

0.20 

0.010 

0.56 

0.59 






Kothari Dam 

Command 

Phyllite & Schist 

0.418 

4.49 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.02 

0.001 

0.07 

0.08 


Sankhra 

082400090288960C 

7.743 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.334 

4.50 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.001 

0.03 

0.03 







Non-command 

Gneisses(B.G.C) 

7.409 

4.50 

0.015 

0.05 

0.01 

0.00 

0.00 

0.06 

0.48 

0.48 

0.17 

0.023 

0.59 

0.59 


Sara Ka Khera 

082400090288760C 

1.085 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.560 

2.74 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.07 

0.002 

0.30 

0.30 







Non-command 

Gneisses(B.G.C) 

0.525 

2.74 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.002 

0.29 

0.28 


Saran Ka Khera 

082400110293900C 

4.279 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.216 

6.21 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.43 

0.38 

0.10 

0.009 

0.50 

0.57 


Sardarji Ka Khera 

0824001102938200 

3.413 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.413 

6.30 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.49 

0.44 

0.27 

0.009 

0.69 

0.76 


Sarsari 

0824000902891600 

7.709 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.709 

1.83 

0.015 

0.05 

0.01 

0.00 

0.00 

0.04 

0.21 

0.20 

0.15 

0.024 

0.66 

0.70 



0822000602659700 

5.997 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.997 

2.50 

0.015 

0.03 

0.00 

0.00 

0.00 

0.50 

-0.25 

-0.22 

0.08 

0.016 

0.42 

0.47 


Sarsiya 

0824001002913200 

13.653 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

11.842 

2.32 

0.020 

0.27 

0.04 

0.00 

0.00 

0.02 

0.76 

0.79 

1.01 

0.038 

0.56 

0.54 


Sarsiya Charanan 

0824001002912000 

11.521 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

11.521 

2.51 

0.020 

0.23 

0.03 

0.00 

0.00 

0.05 

0.73 

0.75 

0.85 

0.037 

0.62 

0.59 


Sarthala 

0824001102928600 

15.105 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

14.149 

3.36 

0.020 

0.34 

0.05 

0.00 

0.00 

0.02 

1.22 

0.97 

1.29 

0.039 

0.50 

0.63 


Satola 

0824000902892700 

5.886 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.187 

2.38 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.06 

0.004 

0.13 

0.14 


Satola Ka Khera 

0824000902892100 

6.273 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.232 

2.46 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.08 

0.004 

0.12 

0.13 


Sawaipura 

0824001002920100 

2.354 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.354 

4.02 

0.020 

0.02 

0.00 

0.00 

0.00 

0.02 

0.19 

0.19 

0.07 

0.008 

0.63 

0.62 


Sawar 

0821000902586800 

31.146 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.984 

1.25 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.69 

0.65 

0.38 

0.011 

0.07 

0.08 







Non-command 

Gneisses(B.G.C) 

21.313 

1.25 

0.015 

0.46 

0.07 

0.00 

0.00 

0.00 

0.79 

0.74 

1.78 

0.061 

0.38 

0.40 


Seedriyas 

0824000802874400 

9.056 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.372 

2.60 

0.011 

0.18 

0.03 

0.00 

0.00 

0.07 

0.32 

0.30 

0.67 

0.034 

0.57 

0.61 


Shakarpura 

0824001002909300 

4.006 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.006 

4.02 

0.020 

0.05 

0.01 

0.00 

0.00 

0.01 

0.35 

0.36 

0.17 

0.013 

0.64 

0.62 


Sheopura 

0824001002910700 

1.433 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.433 

2.43 

0.020 

0.03 

0.00 

0.00 

0.00 

0.02 

0.08 

0.09 

0.11 

0.005 

0.54 

0.46 


Shreemansinghpura 

0822000602659200 

1.282 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.315 

3.03 

0.015 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

0.00 

0.01 

0.001 

0.10 

0.12 


Shreenagar 

0824001102931700 

1.733 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.700 

5.70 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.24 

0.20 

0.23 

0.005 

0.58 

0.71 






Jetpura 

Command 

Phyllite & Schist 

0.033 

5.70 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Shri Nagar 

0824000802874600 

0.907 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.833 

2.52 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.003 

0.57 

0.59 


Shrinagar Chanwari 

0824001002916700 

1.759 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.759 

3.88 

0.020 

0.03 

0.00 

0.00 

0.00 

0.02 

0.14 

0.15 

0.10 

0.006 

0.64 

0.62 


Sihana 

0824001002911300 

4.677 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.677 

3.08 

0.020 

0.10 

0.01 

0.00 

0.00 

0.01 

0.36 

0.39 

0.40 

0.015 

0.59 

0.56 


Singhji Ka Khera 

0824000902894600 

2.699 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.699 

2.88 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.13 

0.12 

0.06 

0.009 

0.65 

0.69 


Sodiyas 

0824000902890500 

2.559 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.559 

3.00 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.12 

0.11 

0.05 

0.008 

0.63 

0.66 


Sola Ka Khera @ Ratanpur 

0824000902890600 

1.378 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.378 

3.11 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.05 

0.05 

0.01 

0.004 

0.63 

0.65 


Soniyana 

0824001102932600 

3.169 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.072 

5.99 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.17 

0.15 

0.22 

0.003 

0.23 

0.26 






Jetpura 

Command 

Phyllite & Schist 

2.096 

5.99 

0.020 

0.11 

0.02 

0.00 

0.00 

0.00 

0.34 

0.31 

0.43 

0.006 

0.45 

0.50 


Subhas Nagar 

0824001002914300 

0.284 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.142 

3.76 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.000 

0.32 

0.31 


Sundargarh 

0824001002919700 

0.908 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.908 

4.01 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.12 

0.003 

0.63 

0.62 


Sundarpura 

0821000902584300 

3.996 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.920 

1.05 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.12 

0.08 

0.003 

0.11 

0.13 







Non-command 

Gneisses(B.G.C) 

2.807 

1.05 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.09 

0.08 

0.22 

0.008 

0.35 

0.40 


Surdiya 

0824001102937600 

1.686 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.686 

6.30 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.23 

0.21 

0.08 

0.005 

0.69 

0.76 


Swarooppura 

0824001102939100 

1.189 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.296 

6.25 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.03 

0.001 

0.17 

0.19 


Takhatpura 

0824001002904300 

1.101 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.562 

2.69 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.17 

0.08 

0.002 

0.31 

0.32 







Non-command 

Phyllite & Schist 

0.539 

2.69 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.06 

0.002 

0.30 

0.31 


Takhtatpura 

0824000902888600 

2.185 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.185 

3.59 

0.020 

0.04 

0.01 

0.00 

0.00 

0.02 

0.17 

0.21 

0.14 

0.007 

0.49 

0.40 


Tarniya Khera 

0824001002914800 

5.982 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.392 

3.20 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.38 

0.39 

0.11 

0.017 

0.57 

0.56 


Taswariya 

0824001002910300 

13.715 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

13.289 

3.48 

0.020 

0.17 

0.02 

0.00 

0.00 

0.04 

1.03 

1.17 

0.61 

0.043 

0.53 

0.47 


Teetora Mafi 

0824001002903200 

10.028 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.561 

2.10 

0.020 

0.10 

0.01 

0.00 

0.00 

0.04 

0.40 

0.43 

0.37 

0.028 

0.48 

0.45 


Teetori 

0824001002903100 

7.495 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.495 

2.94 

0.020 

0.03 

0.00 

0.00 

0.00 

0.03 

0.44 

0.47 

0.10 

0.024 

0.57 

0.53 


Thai Kalan 

0824001102927300 

18.635 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

18.474 

4.42 

0.020 

0.33 

0.05 

0.00 

0.00 

0.09 

1.83 

1.63 

1.24 

0.051 

0.63 

0.71 






Jetpura 

Command 

Phyllite & Schist 

0.161 

4.42 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 


Thalera 

0824000902895100 

6.395 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.395 

2.98 

0.015 

0.03 

0.00 

0.00 

0.00 

0.03 

0.29 

0.28 

0.09 

0.020 

0.64 

0.67 


Thalkhurd 

0824001102927100 

3.854 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.847 

3.86 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.37 

0.34 

0.36 

0.011 

0.62 

0.68 






Kothari Dam 

Command 

Phyllite & Schist 

0.007 

3.86 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Thanwala 

0822000602660200 

25.430 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

25.430 

1.94 

0.015 

0.49 

0.07 

0.00 

0.00 

0.20 

0.96 

0.84 

1.85 

0.069 

0.42 

0.47 


Thool Khera 

0824001102933500 

0.821 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.821 

5.02 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.03 

0.002 

0.69 

0.76 


Udaisagar 

0821000902586700 

1.604 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.050 

1.05 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.02 







Non-command 

Gneisses(B.G.C) 

1.554 

1.05 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.09 

0.004 

0.56 

0.57 


Udapuriya 

0824001002904800 

2.448 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.316 

1.99 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.28 

0.25 

0.09 

0.004 

0.30 

0.34 







Non-command 

Phyllite & Schist 

1.132 

1.99 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.06 

0.004 

0.26 

0.30 


Udliyas 

0824000902892000 

8.629 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.629 

2.53 

0.015 

0.06 

0.01 

0.00 

0.00 

0.05 

0.33 

0.31 

0.19 

0.027 

0.64 

0.69 


Ulela 

0824001002919900 

4.121 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.121 

4.02 

0.020 

0.13 

0.02 

0.00 

0.00 

0.00 

0.44 

0.44 

0.52 

0.013 

0.63 

0.62 


Ummedpura 

0821000902586400 

2.398 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.467 

1.25 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.001 

0.11 

0.11 



0824001102926300 

5.836 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.642 

2.39 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.30 

0.29 

0.14 

0.016 

0.57 

0.58 


Uncha 

0824001002905500 

6.725 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.965 

3.60 

0.020 

0.20 

0.05 

0.00 

0.00 

0.03 

0.55 

0.42 

0.79 

0.019 

0.48 

0.62 

07001005 

Akodiya 

0822000602671600 

1.318 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.318 

2.84 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.09 

0.17 

0.004 

0.48 

0.47 


Anwa 

0822000602667600 

26.151 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.193 

2.20 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.09 

0.006 

0.04 

0.04 


Bas Kheriya 

0822000602667100 

3.280 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

2.196 

1.93 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.09 

0.09 

0.13 

0.006 

0.31 

0.31 


Chak Awan 

0822000602669700 

1.192 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.192 

2.85 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.01 

0.003 

0.47 

0.46 


Chandsinghpura 

0822000602667300 

9.773 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.773 

1.55 

0.015 

0.11 

0.02 

0.00 

0.00 

0.03 

0.29 

0.29 

0.41 

0.026 

0.47 

0.47 


Chandwar 

0822000602672800 

9.022 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.896 

2.49 

0.015 

0.15 

0.02 

0.00 

0.00 

0.05 

0.34 

0.34 

0.57 

0.019 

0.36 

0.36 


Datoonda 

0822000602670200 

6.512 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.167 

1.86 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.17 

0.17 

0.26 

0.011 

0.30 

0.30 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Sangrampura @ Bor Ka Khera 

0824000902897600 

0.06 

0.10 

199.30 

0.12 

0.01 

0.13 

0.04 

0.60 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.151 

0.008 

0.144 

0.212 

147.39 

Over Exploited 



0.06 

0.00 

2,400.99 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

0.0029 

0.0035 

- 

0.006 

0.006 

0.009 

0.000 

0.008 

0.020 

250.33 

Over Exploited 

Sankhra 

0824000902889600 

0.06 

0.00 

5,146.78 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.008 

0.000 

0.008 

0.011 

140.27 

Over Exploited 



0.05 

0.22 

118.97 

0.26 

0.07 

0.33 

0.05 

0.64 

- 

0.0300 

- 

- 

0.089 

0.119 

0.119 

0.449 

0.022 

0.427 

0.197 

46.26 

Safe 

Sara Ka Khera 

0824000902887600 

0.06 

0.01 

417.46 

0.01 

- 

0.01 

0.03 

0.33 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.022 

0.001 

0.021 

0.069 

331.64 

Over Exploited 



0.05 

0.01 

324.89 

0.01 

- 

0.01 

0.02 

0.31 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.019 

0.001 

0.018 

0.044 

241.75 

Over Exploited 

Saran Ka Khera 

0824001102939000 

0.08 

0.12 

48,843.13 

0.15 

- 

0.15 

0.04 

0.54 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.167 

0.008 

0.159 

0.110 

69.15 

Safe 

Sardarji Ka Khera 

0824001102938200 

0.08 

0.18 

146.15 

0.22 

0.01 

0.23 

0.04 

0.73 

- 

0.0500 

- 

- 

0.004 

0.054 

0.054 

0.282 

0.014 

0.268 

0.275 

102.66 

Over Exploited 

Sarsari 

0824000902891600 

0.05 

0.25 

(22.76) 

0.20 

0.05 

0.25 

0.06 

0.71 

- 

0.0200 

- 

- 

0.063 

0.083 

0.083 

0.338 

0.017 

0.321 

0.174 

54.29 

Safe 


0822000602659700 

0.08 

0.20 

(209.29) 

0.16 

0.50 

0.67 

0.03 

0.45 

- 

0.0100 

- 

- 

0.756 

0.766 

0.766 

1.431 

0.072 

1.360 

0.100 

7.37 

Safe 

Sarsiya 

0824001002913200 

0.04 

0.29 

174.86 

0.34 

0.06 

0.40 

0.05 

0.61 

- 

0.1900 

- 

- 

0.031 

0.221 

0.221 

0.625 

0.031 

0.594 

1.048 

176.58 

Over Exploited 

Sarsiya Charanan 

0824001002912000 

0.04 

0.31 

146.63 

0.37 

0.08 

0.45 

0.05 

0.67 

- 

0.1600 

- 

- 

0.075 

0.235 

0.235 

0.682 

0.034 

0.648 

0.889 

137.25 

Over Exploited 

Sarthala 

0824001102928600 

0.08 

0.55 

78.21 

0.66 

0.07 

0.73 

0.05 

0.55 

- 

0.1500 

- 

- 

0.034 

0.184 

0.184 

0.912 

0.046 

0.867 

1.332 

153.69 

Over Exploited 

Satola 

0824000902892700 

0.05 

0.01 

668.48 

0.01 

- 

0.01 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.019 

0.001 

0.018 

0.064 

348.97 

Over Exploited 

Satola Ka Khera 

0824000902892100 

0.05 

0.01 

715.74 

0.01 

- 

0.01 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.019 

0.001 

0.018 

0.082 

449.09 

Over Exploited 

Sawaipura 

0824001002920100 

0.04 

0.06 

199.15 

0.08 

0.02 

0.10 

0.06 

0.68 

- 

0.0100 

- 

- 

0.030 

0.040 

0.040 

0.136 

0.007 

0.129 

0.074 

56.86 

Safe 

Sawar 

0821000902586800 

0.20 

0.06 

1,046.88 

0.07 

0.01 

0.08 

0.01 

0.08 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.118 

0.006 

0.112 

0.389 

347.72 

Over Exploited 



0.07 

0.60 

23.79 

0.72 

0.07 

0.79 

0.03 

0.41 

- 

0.2000 

- 

- 

- 

0.200 

0.200 

0.991 

0.050 

0.942 

1.837 

195.10 

Over Exploited 

Seedriyas 

0824000802874400 

0.07 

0.33 

(7.67) 

0.30 

0.10 

0.40 

0.05 

0.62 

- 

0.0800 

- 

- 

0.107 

0.187 

0.187 

0.588 

0.029 

0.558 

0.704 

126.00 

Over Exploited 

Shakarpura 

0824001002909300 

0.04 

0.11 

224.22 

0.13 

0.02 

0.16 

0.06 

0.70 

- 

0.0300 

- 

- 

0.019 

0.049 

0.049 

0.206 

0.010 

0.195 

0.181 

92.61 

Critical 

Sheopura 

0824001002910700 

0.04 

0.03 

168.57 

0.04 

0.02 

0.06 

0.04 

0.58 

- 

0.0200 

- 

- 

0.035 

0.055 

0.055 

0.118 

0.006 

0.112 

0.113 

100.14 

Over Exploited 

Shreemansinghpura 

0822000602659200 

0.08 

0.00 

(196.93) 

0.00 

0.02 

0.02 

0.01 

0.11 

- 

- 

- 

- 

0.026 

0.026 

0.026 

0.045 

0.002 

0.042 

0.009 

20.84 

Safe 

Shreenagar 

0824001102931700 

0.08 

0.08 

165.24 

0.09 

0.01 

0.10 

0.05 

0.63 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.141 

0.007 

0.134 

0.237 

176.44 

Over Exploited 



0.08 

0.00 

10,812.61 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0008 

0.0008 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.007 

456.76 

Over Exploited 

Shri Nagar 

0824000802874600 

0.07 

0.03 

(32.83) 

0.03 

0.00 

0.03 

0.05 

0.62 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.027 

0.001 

0.026 

0.003 

13.01 

Safe 

Shrinagar Chanwari 

0824001002916700 

0.04 

0.05 

202.08 

0.06 

0.02 

0.08 

0.06 

0.70 

- 

0.0200 

- 

- 

0.035 

0.055 

0.055 

0.137 

0.007 

0.131 

0.108 

82.52 

Semi Critical 

Sihana 

0824001002911300 

0.04 

0.12 

225.48 

0.14 

0.02 

0.17 

0.05 

0.64 

- 

0.0700 

- 

- 

0.020 

0.090 

0.090 

0.256 

0.013 

0.243 

0.411 

168.93 

Over Exploited 

Singhji Ka Khera 

0824000902894600 

0.05 

0.09 

40.44 

0.11 

0.01 

0.11 

0.05 

0.70 

- 

0.0100 

- 

- 

0.009 

0.019 

0.019 

0.130 

0.007 

0.124 

0.069 

55.45 

Safe 

Sodiyas 

0824000902890500 

0.05 

0.08 

37.00 

0.10 

0.01 

0.11 

0.05 

0.69 

- 

0.0100 

- 

- 

0.014 

0.024 

0.024 

0.130 

0.007 

0.124 

0.056 

45.35 

Safe 

Sola Ka Khera @ Ratanpur 

0824000902890600 

0.05 

0.04 

13.03 

0.05 

0.01 

0.06 

0.05 

0.68 

- 

- 

- 

- 

0.020 

0.020 

0.020 

0.082 

0.004 

0.078 

0.016 

20.88 

Safe 

Soniyana 

0824001102932600 

0.08 

0.02 

699.15 

0.02 

0.01 

0.03 

0.02 

0.25 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.074 

0.004 

0.071 

0.219 

309.38 

Over Exploited 



0.08 

0.07 

323.82 

0.09 

0.02 

0.11 

0.03 

0.48 

- 

0.0800 

0.0524 

0.0505 

0.002 

0.185 

0.185 

0.293 

0.015 

0.278 

0.433 

155.51 

Over Exploited 

Subhas Nagar 

0824001002914300 

0.04 

0.00 

983.46 

0.00 

- 

0.00 

0.03 

0.35 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.012 

0.048 

413.48 

Over Exploited 

Sundargarh 

0824001002919700 

0.04 

0.02 

311.51 

0.03 

0.00 

0.03 

0.06 

0.68 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.055 

0.003 

0.052 

0.123 

234.90 

Over Exploited 

Sundarpura 

0821000902584300 

0.20 

0.02 

455.91 

0.03 

- 

0.03 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.035 

0.002 

0.033 

0.079 

235.18 

Over Exploited 



0.07 

0.07 

11.53 

0.08 

0.01 

0.09 

0.03 

0.38 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.111 

0.006 

0.105 

0.229 

217.18 

Over Exploited 

Surdiya 

0824001102937600 

0.08 

0.09 

133.79 

0.11 

0.00 

0.11 

0.04 

0.74 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.137 

0.007 

0.130 

0.089 

68.10 

Safe 

Swarooppura 

0824001102939100 

0.08 

0.00 

993.49 

0.00 

- 

0.00 

0.01 

0.18 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.014 

0.030 

214.68 

Over Exploited 

Takhatpura 

0824001002904300 

0.20 

0.04 

373.58 

0.04 

0.00 

0.04 

0.03 

0.34 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.055 

0.003 

0.052 

0.086 

164.19 

Over Exploited 



0.04 

0.01 

558.87 

0.01 

0.00 

0.01 

0.03 

0.33 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.024 

0.001 

0.022 

0.062 

275.89 

Over Exploited 

Takhtatpura 

0824000902888600 

0.06 

0.06 

229.57 

0.07 

0.03 

0.10 

0.04 

0.54 

- 

0.0300 

- 

- 

0.030 

0.060 

0.060 

0.164 

0.008 

0.156 

0.151 

96.85 

Critical 

Tarniya Khera 

0824001002914800 

0.04 

0.13 

89,307.05 

0.16 

- 

0.16 

0.05 

0.62 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.176 

0.009 

0.167 

0.125 

75.21 

Semi Critical 

Taswariya 

0824001002910300 

0.04 

0.30 

287.42 

0.36 

0.06 

0.42 

0.04 

0.57 

- 

0.0700 

- 

- 

0.061 

0.131 

0.131 

0.556 

0.028 

0.528 

0.655 

124.12 

Over Exploited 

Teetora Mafi 

0824001002903200 

0.04 

0.18 

144.90 

0.21 

0.05 

0.27 

0.04 

0.52 

- 

0.0400 

- 

- 

0.067 

0.107 

0.107 

0.374 

0.019 

0.355 

0.400 

112.50 

Over Exploited 

Teetori 

0824001002903100 

0.04 

0.18 

158.51 

0.22 

0.03 

0.25 

0.05 

0.62 

- 

0.0100 

- 

- 

0.044 

0.054 

0.054 

0.304 

0.015 

0.289 

0.126 

43.75 

Safe 

Thai Kalan 

0824001102927300 

0.08 

0.89 

83.08 

1.07 

0.14 

1.21 

0.05 

0.68 

- 

0.1400 

- 

- 

0.129 

0.270 

0.270 

1.475 

0.074 

1.402 

1.294 

92.32 

Critical 



0.08 

0.00 

18,755.44 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0032 

0.0039 

- 

0.007 

0.007 

0.007 

0.000 

0.007 

0.007 

109.12 

Over Exploited 

Thalera 

0824000902895100 

0.05 

0.20 

35.00 

0.25 

0.03 

0.27 

0.05 

0.69 

- 

0.0100 

- 

- 

0.040 

0.051 

0.051 

0.323 

0.016 

0.306 

0.110 

35.96 

Safe 

Thalkhurd 

0824001102927100 

0.08 

0.18 

85.66 

0.22 

0.01 

0.23 

0.05 

0.67 

- 

0.0400 

- 

- 

0.004 

0.044 

0.044 

0.276 

0.014 

0.262 

0.371 

141.19 

Over Exploited 



0.08 

0.00 

89,390.87 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Thanwala 

0822000602660200 

0.08 

0.85 

(0.63) 

0.84 

0.27 

1.12 

0.03 

0.45 

- 

0.2100 

- 

- 

0.304 

0.514 

0.514 

1.631 

0.082 

1.549 

1.921 

123.97 

Over Exploited 

Thool Khera 

0824001102933500 

0.08 

0.04 

91.84 

0.05 

0.00 

0.05 

0.04 

0.74 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.065 

0.003 

0.062 

0.031 

50.55 

Safe 

Udaisagar 

0821000902586700 

0.20 

0.00 

3,294.13 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.06 

(38.85) 

0.05 

0.00 

0.06 

0.05 

0.60 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.071 

0.004 

0.067 

0.090 

134.35 

Over Exploited 

Udapuriya 

0824001002904800 

0.20 

0.08 

210.84 

0.10 

- 

0.10 

0.03 

0.33 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.105 

0.005 

0.100 

0.096 

96.47 

Critical 



0.04 

0.01 

349.02 

0.02 

- 

0.02 

0.02 

0.28 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.025 

0.001 

0.024 

0.064 

266.18 

Over Exploited 

Udliyas 

0824000902892000 

0.05 

0.28 

11.46 

0.31 

0.06 

0.37 

0.05 

0.70 

- 

0.0200 

- 

- 

0.071 

0.091 

0.091 

0.459 

0.023 

0.436 

0.219 

50.32 

Safe 

Ulela 

0824001002919900 

0.04 

0.11 

294.21 

0.13 

0.02 

0.16 

0.06 

0.69 

- 

0.1000 

- 

- 

0.007 

0.107 

0.107 

0.266 

0.013 

0.253 

0.530 

209.90 

Over Exploited 

Ummedpura 

0821000902586400 

0.07 

0.00 

367.19 

0.00 

0.00 

0.01 

0.01 

0.12 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.007 

0.000 

0.007 

0.030 

436.86 

Over Exploited 


0824001102926300 

0.08 

0.24 

19.49 

0.29 

0.01 

0.30 

0.05 

0.61 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.323 

0.016 

0.306 

0.160 

52.08 

Safe 

Uncha 

0824001002905500 

0.04 

0.12 

241.88 

0.15 

0.08 

0.23 

0.04 

0.52 

- 

0.1500 

- 

- 

0.051 

0.201 

0.201 

0.431 

0.022 

0.410 

0.812 

198.18 

Over Exploited 

Akodiya 

0822000602671600 

0.08 

0.05 

72.96 

0.06 

0.01 

0.07 

0.03 

0.51 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.091 

0.005 

0.086 

0.172 

198.76 

Over Exploited 

Anwa 

0822000602667600 

0.08 

0.01 

1,380.55 

0.01 

- 

0.01 

0.00 

0.04 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.098 

570.37 

Over Exploited 

Bas Kheriya 

0822000602667100 

0.08 

0.06 

58.82 

0.07 

0.01 

0.07 

0.02 

0.33 

- 

0.0200 

- 

- 

0.009 

0.029 

0.029 

0.101 

0.005 

0.096 

0.135 

139.98 

Over Exploited 

Chak Awan 

0822000602669700 

0.08 

0.05 

15.17 

0.05 

- 

0.05 

0.03 

0.51 

- 

- 

- 

- 

- 

- 

- 

0.052 

0.003 

0.049 

0.011 

22.72 

Safe 

Chandsinghpura 

0822000602667300 

0.08 

0.37 

(21.82) 

0.29 

0.05 

0.35 

0.03 

0.50 

- 

0.0500 

- 

- 

0.048 

0.098 

0.098 

0.444 

0.022 

0.421 

0.440 

104.51 

Over Exploited 

Chandwar 

0822000602672800 

0.08 

0.20 

71.23 

0.24 

0.07 

0.31 

0.03 

0.39 

- 

0.0600 

- 

- 

0.070 

0.131 

0.131 

0.438 

0.022 

0.416 

0.587 

140.87 

Over Exploited 

Datoonda 

0822000602670200 

0.08 

0.10 

73.68 

0.12 

0.01 

0.13 

0.02 

0.32 

- 

0.0300 

- 

- 

0.005 

0.035 

0.035 

0.168 

0.008 

0.160 

0.274 

171.83 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 






Bisalpur 

Command 

Phyllite & Schist 

2.344 

1.86 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.09 

0.14 

0.006 

0.17 

0.17 


Dhuan Kalan 

0822000602670500 

15.717 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

9.273 

1.44 

0.015 

0.02 

0.00 

0.00 

0.00 

0.32 

-0.10 

-0.10 

0.07 

0.025 

0.28 

0.28 


Dhuankhurd 

0822000602671200 

8.822 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.504 

1.65 

0.015 

0.05 

0.01 

0.00 

0.00 

0.15 

-0.02 

-0.02 

0.20 

0.009 

0.19 

0.19 






Bisalpur 

Command 

Phyllite & Schist 

5.318 

1.65 

0.015 

0.08 

0.01 

0.00 

0.00 

0.15 

0.05 

0.05 

0.30 

0.014 

0.28 

0.28 


Dooni 

0822000602665900 

25.642 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.639 

0.95 

0.015 

0.10 

0.01 

0.00 

0.00 

0.09 

0.08 

0.08 

0.36 

0.015 

0.10 

0.10 






Bisalpur 

Command 

Phyllite & Schist 

1.771 

0.95 

0.015 

0.03 

0.00 

0.00 

0.00 

0.09 

-0.03 

-0.03 

0.12 

0.005 

0.03 

0.03 


Geroli 

0822000602666900 

15.232 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

0.018 

1.98 

0.015 

0.00 

0.00 

0.00 

0.00 

0.02 

-0.02 

-0.02 

0.00 

0.000 

0.00 

0.00 


Ghar 

0822000602671300 

15.586 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

11.548 

2.01 

0.015 

0.17 

0.02 

0.00 

0.00 

0.00 

0.50 

0.50 

0.65 

0.031 

0.35 

0.35 






Bisalpur 

Command 

Phyllite & Schist 

2.242 

2.01 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.13 

0.006 

0.07 

0.07 


Gulabpura 

0822000602669400 

0.828 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.003 

2.73 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Hanumanpura 

0822000602667400 

4.299 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.299 

1.20 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.10 

0.10 

0.09 

0.012 

0.47 

0.46 


Indoda 

0822000602671000 

4.185 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.529 

1.67 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.06 

0.06 


Iqbalganj 

0822000602670700 

2.279 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

0.002 

1.31 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jyotipura 

0822000602670100 

1.527 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.527 

2.23 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.08 

0.16 

0.004 

0.47 

0.47 


Kalandarpura 

0822000602671100 

2.038 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.777 

1.74 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.11 

0.005 

0.41 

0.41 


Kalyanpura 

0822000602671400 

2.737 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.737 

2.48 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.13 

0.09 

0.007 

0.47 

0.47 


Kanwara 

0822000602671800 

23.979 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.289 

2.86 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.30 

0.30 

0.15 

0.017 

0.13 

0.12 


Kanwarpura 

0822000602664900 

7.249 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.196 

1.16 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

-0.01 

0.00 

0.001 

0.01 

0.01 



0822000602670900 

5.517 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.269 

1.50 

0.015 

0.00 

0.00 

0.00 

0.00 

0.03 

-0.02 

-0.02 

0.00 

0.001 

0.02 

0.02 






Bisalpur 

Command 

Phyllite & Schist 

0.302 

1.50 

0.015 

0.00 

0.00 

0.00 

0.00 

0.03 

-0.02 

-0.02 

0.01 

0.001 

0.03 

0.03 


Kedara 

0822000602673000 

5.094 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.716 

2.03 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.002 

0.07 

0.07 


Kharoi 

0822000602670000 

8.116 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.116 

2.66 

0.015 

0.18 

0.03 

0.00 

0.00 

0.04 

0.43 

0.44 

0.69 

0.022 

0.47 

0.47 


Kotra 

0822000602673100 

4.140 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.015 

1.86 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Laxmipura 

0822000602671500 

3.660 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.660 

2.73 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.18 

0.18 

0.13 

0.010 

0.47 

0.47 


Mahmoodganj 

0822000402643200 

8.625 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

0.192 

1.10 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

-0.01 

0.00 

0.001 

0.01 

0.01 


Muglana 

0822000602670300 

9.327 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

9.239 

1.84 

0.015 

0.12 

0.02 

0.00 

0.00 

0.09 

0.26 

0.26 

0.44 

0.025 

0.46 

0.46 


Muglani 

0822000602670400 

3.006 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

1.876 

1.95 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.10 

0.10 

0.24 

0.005 

0.29 

0.29 


Nayagaon (Dhigariya) 

0822000602667200 

3.794 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.172 

1.66 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.03 

0.003 

0.14 

0.14 






Bisalpur 

Command 

Phyllite & Schist 

2.623 

1.66 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.08 

0.007 

0.32 

0.32 


Nayagaon Gothra 

0822000602667500 

12.581 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.154 

1.23 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.24 

0.26 

0.24 

0.027 

0.37 

0.35 


Rajendrapura 

0822000602669500 

0.755 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.319 

2.68 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.20 

0.19 


Ramnagar 

0822000602672900 

1.579 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.310 

2.18 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.09 

0.09 


Rampura 

0822000602669300 

4.837 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.769 

2.83 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.03 

0.005 

0.17 

0.17 


Rangvilas 

0822000602672700 

3.708 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.184 

2.59 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.15 

0.11 

0.009 

0.41 

0.41 


Sangramganj 

0822000602669600 

2.889 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.870 

2.64 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.12 

0.12 

0.02 

0.008 

0.47 

0.46 


Satwara 

0822000602672600 

5.850 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.258 

2.47 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.03 

0.001 

0.02 

0.02 


Theekariya Kalan 

0822000602671700 

9.320 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.526 

2.83 

0.015 

0.10 

0.01 

0.00 

0.00 

0.01 

0.35 

0.36 

0.36 

0.018 

0.34 

0.33 


Tokrawas Bundi 

0822000602669800 

4.705 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.705 

2.78 

0.015 

0.07 

0.01 

0.00 

0.00 

0.01 

0.24 

0.25 

0.28 

0.013 

0.47 

0.47 


Tokrawas Uniyara 

0822000602669900 

6.690 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.688 

2.24 

0.015 

0.07 

0.01 

0.00 

0.00 

0.01 

0.27 

0.27 

0.24 

0.018 

0.47 

0.46 

07001006 

Achalpura 

0829000103532100 

1.996 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.301 

5.37 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.11 

0.00 

0.004 

0.40 

0.36 


Adsipura 

0824000902900600 

1.839 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.839 

3.69 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.15 

0.15 

0.22 

0.006 

0.61 

0.64 


Agarpura 

0824000802875100 

7.780 

Fresh 

Meja 

Command 

Gneisses(B.G.C) 

1.461 

3.04 

0.011 

0.01 

0.00 

0.00 

0.00 

0.01 

0.05 

0.06 

0.04 

0.006 

0.11 

0.10 


Akola 

0824000902900800 

11.853 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.052 

2.51 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.07 

0.07 

0.13 

0.003 

0.06 

0.06 







Non-command 

Gneisses(B.G.C) 

7.826 

2.51 

0.015 

0.17 

0.02 

0.00 

0.00 

0.07 

0.38 

0.36 

0.63 

0.025 

0.42 

0.44 






Meja 

Command 

Gneisses(B.G.C) 

2.858 

2.51 

0.015 

0.06 

0.01 

0.00 

0.00 

0.01 

0.15 

0.14 

0.23 

0.009 

0.15 

0.16 


Aloli 

0824000702870000 

6.924 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.480 

3.32 

0.015 

0.03 

0.00 

0.00 

0.00 

0.02 

0.28 

0.29 

0.09 

0.017 

0.45 

0.45 







Non-command 

Gneisses(B.G.C) 

1.445 

3.32 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.02 

0.004 

0.12 

0.12 


Ama 

0824000902902400 

11.505 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.584 

8.70 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.37 

0.37 

0.09 

0.008 

0.13 

0.13 


Amartiya 

0824000902900300 

4.112 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.112 

3.93 

0.015 

0.09 

0.01 

0.00 

0.00 

0.01 

0.32 

0.31 

0.35 

0.013 

0.60 

0.61 


Amba Kheri 

0824000802877900 

0.229 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.229 

5.93 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.05 

0.001 

0.55 

0.53 


Amli 

0824000702866100 

13.160 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.191 

3.28 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.01 


Amli (garh Pachhli) 

0824000802881600 

8.993 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.073 

2.92 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.04 

0.004 

0.07 

0.06 


Amli Purawatan 

0824000802881000 

6.858 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.858 

4.35 

0.011 

0.07 

0.01 

0.00 

0.00 

0.01 

0.38 

0.48 

0.24 

0.028 

0.63 

0.50 


Arni 

0829000103529300 

10.920 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.453 

3.95 

0.015 

0.37 

0.05 

0.00 

0.00 

0.00 

0.94 

1.03 

1.45 

0.034 

0.59 

0.54 


Arniya (khalsa) 

0824000702871600 

9.926 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.611 

3.21 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.23 

0.23 

0.06 

0.014 

0.27 

0.26 







Non-command 

Gneisses(B.G.C) 

5.315 

3.21 

0.015 

0.02 

0.00 

0.00 

0.00 

0.02 

0.25 

0.26 

0.07 

0.016 

0.31 

0.30 


Atoon 

0824000802876000 

9.616 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.225 

3.46 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.01 






Meja 

Command 

Phyllite & Schist 

5.072 

3.46 

0.020 

0.06 

0.01 

0.00 

0.00 

0.02 

0.38 

0.48 

0.22 

0.020 

0.32 

0.25 







Command 

Gneisses(B.G.C) 

4.319 

3.46 

0.011 

0.05 

0.01 

0.00 

0.00 

0.03 

0.17 

0.21 

0.19 

0.017 

0.27 

0.22 


Baghera 

0824000702867900 

6.507 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.808 

3.12 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.03 

0.002 

0.07 

0.07 







Non-command 

Gneisses(B.G.C) 

5.698 

3.12 

0.015 

0.06 

0.01 

0.00 

0.00 

0.02 

0.30 

0.28 

0.21 

0.017 

0.48 

0.50 


Baghpura 

0824000702871000 

2.575 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.575 

3.41 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.13 

0.13 

0.02 

0.008 

0.56 

0.57 


Bakhatawar Pura 

0829000103529700 

1.445 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.445 

2.75 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.07 

0.08 

0.07 

0.005 

0.61 

0.56 


Balwantpura 

0829000103526000 

2.223 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.223 

5.62 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.21 

0.02 

0.007 

0.59 

0.56 


Ban Ka Khera 

0824000902892400 

19.373 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.030 

2.25 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.04 

0.04 

0.05 

0.003 

0.03 

0.03 






Meja 

Command 

Gneisses(B.G.C) 

7.093 

2.25 

0.015 

0.10 

0.01 

0.00 

0.00 

0.02 

0.31 

0.30 

0.37 

0.022 

0.23 

0.23 


Bansra 

0824000802877300 

8.358 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.346 

4.51 

0.011 

0.04 

0.00 

0.00 

0.00 

0.02 

0.43 

0.48 

0.13 

0.034 

0.55 

0.50 


Barantiya 

0824000802881900 

3.293 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.238 

3.45 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.25 

0.30 

0.08 

0.013 

0.59 

0.49 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.08 

0.03 

192.24 

0.04 

0.01 

0.05 

0.01 

0.18 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.076 

0.004 

0.072 

0.149 

206.88 

Over Exploited 

Dhuan Kalan 

0822000602670500 

0.08 

0.20 

(148.69) 

0.16 

0.32 

0.48 

0.02 

0.29 

- 

0.0100 

- 

- 

0.481 

0.491 

0.491 

0.975 

0.049 

0.926 

0.092 

9.94 

Safe 

Dhuankhurd 

0822000602671200 

0.08 

0.05 

(141.79) 

0.04 

0.16 

0.20 

0.01 

0.20 

- 

0.0200 

- 

- 

0.223 

0.243 

0.243 

0.443 

0.022 

0.421 

0.211 

50.20 

Safe 



0.08 

0.12 

(55.62) 

0.10 

0.16 

0.25 

0.02 

0.30 

- 

0.0300 

- 

- 

0.223 

0.253 

0.253 

0.508 

0.025 

0.482 

0.316 

65.59 

Safe 

Dooni 

0822000602665900 

0.08 

0.05 

81.35 

0.06 

0.10 

0.15 

0.01 

0.11 

- 

0.0400 

- 

- 

0.131 

0.171 

0.171 

0.323 

0.016 

0.307 

0.376 

122.48 

Over Exploited 



0.08 

0.00 

(801.82) 

0.00 

0.09 

0.09 

0.00 

0.03 

- 

0.0100 

- 

- 

0.131 

0.141 

0.141 

0.231 

0.012 

0.220 

0.123 

55.91 

Safe 

Geroli 

0822000602666900 

0.08 

0.00 

########## 

0.00 

0.02 

0.02 

0.00 

0.00 

- 

- 

- 

- 

0.024 

0.024 

0.024 

0.040 

0.002 

0.038 

0.000 

0.13 

Safe 

Ghar 

0822000602671300 

0.08 

0.32 

########## 

0.38 

0.02 

0.40 

0.02 

0.37 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.472 

0.024 

0.449 

0.680 

151.61 

Over Exploited 



0.08 

0.01 

708.41 

0.01 

- 

0.01 

0.00 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.025 

0.001 

0.023 

0.132 

566.99 

Over Exploited 

Gulabpura 

0822000602669400 

0.08 

0.00 

22,799.56 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Hanumanpura 

0822000602667400 

0.08 

0.16 

(37.32) 

0.13 

0.01 

0.14 

0.03 

0.50 

- 

0.0100 

- 

- 

0.011 

0.021 

0.021 

0.158 

0.008 

0.150 

0.104 

69.19 

Safe 

Indoda 

0822000602671000 

0.08 

0.00 

424.87 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.018 

642.87 

Over Exploited 

Iqbalganj 

0822000602670700 

0.08 

0.00 

########## 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.009 

0.000 

0.009 

0.000 

0.05 

Safe 

Jyotipura 

0822000602670100 

0.08 

0.06 

41.16 

0.07 

0.01 

0.08 

0.03 

0.50 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.100 

0.005 

0.095 

0.164 

172.47 

Over Exploited 

Kalandarpura 

0822000602671100 

0.08 

0.06 

31.77 

0.07 

- 

0.07 

0.03 

0.44 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.080 

0.004 

0.076 

0.119 

156.80 

Over Exploited 

Kalyanpura 

0822000602671400 

0.08 

0.10 

27.81 

0.12 

0.00 

0.12 

0.03 

0.50 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.136 

0.007 

0.129 

0.099 

77.17 

Semi Critical 

Kanwara 

0822000602671800 

0.08 

0.06 

377.30 

0.08 

0.01 

0.09 

0.01 

0.14 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.116 

0.006 

0.110 

0.168 

152.59 

Over Exploited 

Kanwarpura 

0822000602664900 

0.08 

0.00 

(6,443.82) 

0.00 

0.01 

0.01 

0.00 

0.01 

- 

- 

- 

- 

0.021 

0.021 

0.021 

0.035 

0.002 

0.034 

0.001 

1.57 

Safe 


0822000602670900 

0.08 

0.00 

(4,560.63) 

0.00 

0.03 

0.03 

0.00 

0.02 

- 

- 

- 

- 

0.042 

0.042 

0.042 

0.071 

0.004 

0.067 

0.001 

1.09 

Safe 



0.08 

0.00 

(3,541.73) 

0.00 

0.03 

0.03 

0.00 

0.03 

- 

- 

- 

- 

0.042 

0.042 

0.042 

0.071 

0.004 

0.067 

0.009 

13.13 

Safe 

Kedara 

0822000602673000 

0.08 

0.00 

580,103.67 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.027 

639.04 

Over Exploited 

Kharoi 

0822000602670000 

0.08 

0.31 

42.83 

0.37 

0.07 

0.44 

0.03 

0.50 

- 

0.0800 

- 

- 

0.060 

0.140 

0.140 

0.577 

0.029 

0.548 

0.711 

129.72 

Over Exploited 

Kotra 

0822000602673100 

0.08 

0.00 

144,025.37 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Laxmipura 

0822000602671500 

0.08 

0.14 

29.81 

0.17 

0.00 

0.17 

0.03 

0.51 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.180 

0.009 

0.171 

0.136 

79.68 

Semi Critical 

Mahmoodganj 

0822000402643200 

0.14 

0.00 

(1,985.98) 

0.00 

0.01 

0.01 

0.00 

0.01 

- 

- 

- 

- 

0.014 

0.014 

0.014 

0.024 

0.001 

0.023 

0.001 

2.31 

Safe 

Muglana 

0822000602670300 

0.08 

0.34 

(22.83) 

0.27 

0.11 

0.39 

0.03 

0.50 

- 

0.0800 

- 

- 

0.137 

0.217 

0.217 

0.603 

0.030 

0.573 

0.462 

80.62 

Semi Critical 

Muglani 

0822000602670400 

0.08 

0.04 

133.56 

0.05 

0.01 

0.07 

0.02 

0.31 

- 

0.0500 

- 

- 

0.004 

0.054 

0.054 

0.119 

0.006 

0.113 

0.249 

220.48 

Over Exploited 

Nayagaon (Dhigariya) 

0822000602667200 

0.08 

0.01 

172.83 

0.02 

0.00 

0.02 

0.01 

0.15 

- 

- 

- 

- 

0.003 

0.004 

0.004 

0.022 

0.001 

0.021 

0.037 

177.22 

Over Exploited 



0.08 

0.07 

22.73 

0.08 

0.00 

0.08 

0.02 

0.35 

- 

0.0100 

- 

- 

0.003 

0.014 

0.014 

0.097 

0.005 

0.092 

0.091 

98.50 

Critical 

Nayagaon Gothra 

0822000602667500 

0.08 

0.30 

(15.12) 

0.26 

0.01 

0.27 

0.03 

0.40 

- 

0.0300 

- 

- 

0.007 

0.037 

0.037 

0.308 

0.015 

0.293 

0.265 

90.70 

Critical 

Rajendrapura 

0822000602669500 

0.08 

0.01 

160.51 

0.01 

- 

0.01 

0.01 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.001 

14.94 

Safe 

Ramnagar 

0822000602672900 

0.08 

0.00 

342.58 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.009 

333.15 

Over Exploited 

Rampura 

0822000602669300 

0.08 

0.02 

257.94 

0.03 

0.00 

0.03 

0.01 

0.19 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.030 

0.001 

0.028 

0.030 

105.49 

Over Exploited 

Rangvilas 

0822000602672700 

0.08 

0.11 

45.85 

0.13 

0.00 

0.13 

0.03 

0.44 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.142 

0.007 

0.135 

0.118 

87.10 

Semi Critical 

Sangramganj 

0822000602669600 

0.08 

0.11 

12.16 

0.12 

0.01 

0.13 

0.03 

0.50 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.134 

0.007 

0.128 

0.025 

19.41 

Safe 

Satwara 

0822000602672600 

0.08 

0.00 

1,459.12 

0.00 

0.01 

0.01 

0.00 

0.02 

- 

- 

- 

- 

0.019 

0.019 

0.019 

0.032 

0.002 

0.031 

0.035 

112.84 

Over Exploited 

Theekariya Kalan 

0822000602671700 

0.08 

0.18 

103.10 

0.21 

0.02 

0.24 

0.03 

0.36 

- 

0.0400 

- 

- 

0.022 

0.062 

0.062 

0.299 

0.015 

0.284 

0.382 

134.55 

Over Exploited 

Tokrawas Bundi 

0822000602669800 

0.08 

0.18 

38.86 

0.21 

0.02 

0.24 

0.03 

0.51 

- 

0.0300 

- 

- 

0.018 

0.048 

0.048 

0.284 

0.014 

0.270 

0.290 

107.37 

Over Exploited 

Tokrawas Uniyara 

0822000602669900 

0.08 

0.25 

8.68 

0.27 

0.02 

0.30 

0.03 

0.50 

- 

0.0300 

- 

- 

0.022 

0.052 

0.052 

0.351 

0.018 

0.333 

0.258 

77.48 

Semi Critical 

Achalpura 

0829000103532100 

0.06 

0.03 

257.08 

0.04 

- 

0.04 

0.03 

0.43 

- 

- 

- 

- 

- 

- 

- 

0.039 

0.002 

0.037 

0.004 

11.58 

Safe 

Adsipura 

0824000902900600 

0.05 

0.06 

159.40 

0.07 

0.01 

0.08 

0.05 

0.66 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.097 

0.005 

0.092 

0.228 

246.43 

Over Exploited 

Agarpura 

0824000802875100 

0.07 

0.01 

406.30 

0.01 

0.01 

0.02 

0.01 

0.12 

- 

- 

- 

- 

0.011 

0.011 

0.011 

0.031 

0.002 

0.029 

0.047 

159.76 

Over Exploited 

Akola 

0824000902900800 

0.06 

0.00 

1,896.60 

0.00 

0.01 

0.02 

0.00 

0.06 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.037 

0.002 

0.035 

0.137 

389.67 

Over Exploited 



0.05 

0.16 

120.00 

0.20 

0.09 

0.28 

0.03 

0.45 

- 

0.0700 

- 

- 

0.099 

0.169 

0.169 

0.451 

0.023 

0.429 

0.655 

152.78 

Over Exploited 



0.05 

0.02 

563.64 

0.03 

0.02 

0.04 

0.01 

0.16 

- 

0.0300 

- 

- 

0.008 

0.038 

0.038 

0.079 

0.004 

0.075 

0.237 

314.24 

Over Exploited 

Aloli 

0824000702870000 

0.03 

0.07 

306.66 

0.08 

0.02 

0.10 

0.04 

0.49 

- 

0.0200 

- 

- 

0.028 

0.048 

0.048 

0.152 

0.008 

0.144 

0.103 

71.05 

Semi Critical 



0.02 

0.00 

2,283.15 

0.00 

0.00 

0.00 

0.01 

0.13 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.005 

0.000 

0.005 

0.026 

553.68 

Over Exploited 

Ama 

0824000902902400 

0.05 

0.02 

2,121.56 

0.02 

0.00 

0.02 

0.01 

0.14 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.024 

0.001 

0.023 

0.102 

444.58 

Over Exploited 

Amartiya 

0824000902900300 

0.05 

0.12 

151.83 

0.15 

0.02 

0.17 

0.05 

0.65 

- 

0.0400 

- 

- 

0.010 

0.050 

0.050 

0.216 

0.011 

0.205 

0.367 

179.23 

Over Exploited 

Amba Kheri 

0824000802877900 

0.06 

0.01 

411.06 

0.01 

- 

0.01 

0.05 

0.60 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.019 

0.001 

0.018 

0.053 

291.48 

Over Exploited 

Amli 

0824000702866100 

0.03 

0.00 

21,258.25 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.012 

2,279.83 

Over Exploited 

Amli (garh Pachhli) 

0824000802881600 

0.06 

0.00 

1,739.62 

0.01 

- 

0.01 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.005 

0.044 

843.26 

Over Exploited 

Amli Purawatan 

0824000802881000 

0.07 

0.29 

64.35 

0.35 

0.02 

0.37 

0.05 

0.68 

- 

0.0300 

- 

- 

0.016 

0.046 

0.046 

0.415 

0.021 

0.394 

0.270 

68.36 

Safe 

Arni 

0829000103529300 

0.04 

0.24 

319.22 

0.29 

0.05 

0.34 

0.05 

0.63 

- 

0.2700 

- 

- 

- 

0.270 

0.270 

0.614 

0.031 

0.583 

1.488 

255.25 

Over Exploited 

Arniya (khalsa) 

0824000702871600 

0.03 

0.04 

565.88 

0.04 

0.01 

0.05 

0.02 

0.29 

- 

0.0100 

- 

- 

0.019 

0.029 

0.029 

0.083 

0.004 

0.079 

0.078 

98.84 

Critical 



0.02 

0.03 

685.29 

0.04 

0.02 

0.06 

0.03 

0.34 

- 

0.0100 

- 

- 

0.033 

0.043 

0.043 

0.105 

0.005 

0.099 

0.090 

90.72 

Critical 

Atoon 

0824000802876000 

0.07 

0.00 

4,914.66 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

4,441.71 

Over Exploited 



0.06 

0.10 

396.93 

0.12 

0.03 

0.14 

0.03 

0.34 

- 

0.0300 

- 

- 

0.028 

0.058 

0.058 

0.202 

0.010 

0.192 

0.243 

126.63 

Over Exploited 



0.07 

0.08 

170.47 

0.10 

0.04 

0.14 

0.02 

0.29 

- 

0.0200 

- 

- 

0.051 

0.071 

0.071 

0.211 

0.011 

0.200 

0.209 

104.61 

Over Exploited 

Baghera 

0824000702867900 

0.03 

0.00 

2,581.49 

0.00 

0.00 

0.01 

0.01 

0.07 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.012 

0.001 

0.011 

0.031 

283.33 

Over Exploited 



0.02 

0.05 

421.23 

0.07 

0.03 

0.09 

0.05 

0.52 

- 

0.0200 

- 

- 

0.025 

0.046 

0.046 

0.138 

0.007 

0.131 

0.229 

175.37 

Over Exploited 

Baghpura 

0824000702871000 

0.03 

0.04 

223.96 

0.05 

0.01 

0.06 

0.05 

0.61 

- 

- 

- 

- 

0.012 

0.012 

0.012 

0.069 

0.003 

0.066 

0.030 

45.36 

Safe 

Bakhatawar Pura 

0829000103529700 

0.04 

0.04 

125.85 

0.04 

0.01 

0.05 

0.05 

0.66 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.069 

0.003 

0.066 

0.077 

116.90 

Over Exploited 

Balwantpura 

0829000103526000 

0.04 

0.05 

294.44 

0.06 

- 

0.06 

0.05 

0.64 

- 

- 

- 

- 

- 

- 

- 

0.063 

0.003 

0.060 

0.031 

52.12 

Safe 

Ban Ka Khera 

0824000902892400 

0.05 

0.00 

2,126.73 

0.00 

0.01 

0.01 

0.00 

0.04 

- 

0.0100 

- 

- 

0.009 

0.019 

0.019 

0.027 

0.001 

0.025 

0.057 

227.00 

Over Exploited 



0.05 

0.08 

271.79 

0.10 

0.03 

0.13 

0.02 

0.25 

- 

0.0400 

- 

- 

0.031 

0.071 

0.071 

0.199 

0.010 

0.189 

0.394 

208.41 

Over Exploited 

Bansra 

0824000802877300 

0.07 

0.31 

53.34 

0.37 

0.02 

0.39 

0.05 

0.60 

- 

0.0100 

- 

- 

0.031 

0.041 

0.041 

0.436 

0.022 

0.414 

0.163 

39.24 

Safe 

Barantiya 

0824000802881900 

0.06 

0.11 

165.38 

0.14 

0.00 

0.14 

0.05 

0.64 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.148 

0.007 

0.140 

0.096 

68.48 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Gneisses(B.G.C) 

0.056 

3.45 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Bardod 

0824000802880700 

6.848 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.253 

4.50 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.001 

0.02 

0.02 







Non-command 

Gneisses(B.G.C) 

6.595 

4.50 

0.011 

0.16 

0.01 

0.00 

0.00 

0.01 

0.47 

0.57 

0.62 

0.027 

0.58 

0.48 


Barla 

0824000902900000 

11.220 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.986 

2.72 

0.015 

0.22 

0.03 

0.00 

0.00 

0.01 

0.50 

0.49 

0.84 

0.025 

0.44 

0.45 






Meja 

Command 

Gneisses(B.G.C) 

3.230 

2.72 

0.015 

0.09 

0.01 

0.00 

0.00 

0.00 

0.21 

0.20 

0.34 

0.010 

0.18 

0.18 


Barliyas 

0824000902901700 

19.360 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.001 

3.80 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

0.712 

3.80 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.05 

0.002 

0.02 

0.02 


Baroo Khera 

0824001102936600 

4.666 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.171 

5.38 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.000 

0.03 

0.03 


Barsoliya 

0824000802884800 

2.949 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.949 

2.84 

0.011 

0.06 

0.01 

0.00 

0.00 

0.00 

0.14 

0.15 

0.21 

0.012 

0.59 

0.53 


Bassi 

0829000103526600 

2.572 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.572 

4.60 

0.015 

0.07 

0.01 

0.00 

0.00 

0.01 

0.23 

0.24 

0.29 

0.008 

0.59 

0.55 


Batakhon Ka Khera 

0824000802883900 

0.980 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.667 

3.52 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.003 

0.40 

0.36 






Meja 

Command 

Gneisses(B.G.C) 

0.313 

3.52 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.19 

0.17 


Bawlas 

0829000103528100 

8.904 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.362 

5.39 

0.015 

0.20 

0.03 

0.00 

0.00 

0.04 

0.81 

1.00 

0.75 

0.027 

0.60 

0.48 


Beekrai 

0824000702870100 

5.656 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.975 

2.78 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.01 

0.003 

0.10 

0.10 







Non-command 

Gneisses(B.G.C) 

4.681 

2.78 

0.015 

0.02 

0.00 

0.00 

0.00 

0.09 

0.13 

0.13 

0.06 

0.014 

0.47 

0.47 


Bhainsa Kundal 

0824000802882400 

4.462 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.462 

3.87 

0.011 

0.05 

0.01 

0.00 

0.00 

0.02 

0.21 

0.25 

0.17 

0.018 

0.60 

0.49 


Bhakliya 

0824000902900500 

3.666 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.666 

3.80 

0.015 

0.06 

0.01 

0.00 

0.00 

0.02 

0.24 

0.23 

0.24 

0.012 

0.61 

0.63 


Bhalotan Ki Kheri 

0829000103527900 

12.053 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

12.053 

4.56 

0.015 

0.18 

0.02 

0.00 

0.00 

0.05 

0.93 

1.14 

0.66 

0.039 

0.63 

0.52 


Bharak 

0824000702869800 

11.296 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

9.919 

3.45 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.58 

0.56 

0.27 

0.030 

0.48 

0.50 


Bharliya 

0824001102934100 

1.972 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.972 

3.96 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.22 

0.20 

0.26 

0.005 

0.68 

0.74 


Bheelwara (m) 

0824000842405000 

114.983 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

21.549 

2.95 

0.020 

1.43 

0.01 

0.00 

0.00 

0.00 

2.69 

3.26 

0.33 

4.100 

0.11 

0.09 







Non-command 

Gneisses(B.G.C) 

16.261 

2.95 

0.011 

1.08 

0.01 

0.00 

0.00 

0.00 

1.60 

1.93 

0.25 

3.094 

0.08 

0.07 






Meja 

Command 

Phyllite & Schist 

13.642 

2.95 

0.020 

0.91 

0.01 

0.00 

0.00 

0.00 

1.71 

2.06 

0.21 

2.596 

0.07 

0.06 







Command 

Gneisses(B.G.C) 

10.757 

2.95 

0.011 

0.71 

0.01 

0.00 

0.00 

0.00 

1.05 

1.27 

0.17 

2.047 

0.06 

0.05 


Bheemgarh 

0829000103534100 

15.630 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.681 

5.64 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.18 

0.09 

0.005 

0.07 

0.06 







Non-command 

Gneisses(B.G.C) 

2.442 

5.64 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.24 

0.26 

0.12 

0.008 

0.10 

0.09 


Bhojpura 

0824000502850100 

4.467 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.131 

3.52 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.02 

0.02 


Bholi 

0824000802875800 

12.913 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.859 

3.63 

0.011 

0.03 

0.00 

0.00 

0.00 

0.00 

0.22 

0.27 

0.08 

0.020 

0.22 

0.19 






Meja 

Command 

Gneisses(B.G.C) 

8.054 

3.63 

0.011 

0.05 

0.01 

0.00 

0.00 

0.08 

0.29 

0.34 

0.14 

0.032 

0.37 

0.31 


Bhoonas 

0824000702866600 

14.206 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

14.206 

4.03 

0.015 

0.05 

0.00 

0.00 

0.00 

0.06 

0.85 

0.86 

0.13 

0.043 

0.56 

0.56 


Bhootela 

0824000702862400 

3.845 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.013 

1.91 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhopalgarh @ Gandarmala 

0824000802880000 

12.944 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

12.944 

2.44 

0.011 

0.22 

0.03 

0.00 

0.00 

0.09 

0.45 

0.53 

0.82 

0.052 

0.59 

0.50 


Bhopalpura 

0829000103529400 

2.079 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.079 

3.31 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.12 

0.01 

0.007 

0.61 

0.56 


Bhoplai 

0829000103531900 

2.431 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.134 

5.74 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.03 

0.03 







Non-command 

Gneisses(B.G.C) 

2.297 

5.74 

0.015 

0.04 

0.01 

0.00 

0.00 

0.01 

0.22 

0.24 

0.16 

0.007 

0.58 

0.53 


Bigod 

0824001102933600 

8.033 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.681 

4.79 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.19 

0.17 

0.12 

0.005 

0.14 

0.16 


Biliya Kalan 

0824000802882200 

9.507 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.458 

3.40 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.15 

0.09 

0.006 

0.09 

0.08 







Non-command 

Gneisses(B.G.C) 

8.050 

3.40 

0.011 

0.13 

0.02 

0.00 

0.00 

0.10 

0.31 

0.38 

0.48 

0.032 

0.51 

0.42 


Boodh 

0829000203539600 

14.268 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.366 

4.96 

0.012 

0.09 

0.01 

0.00 

0.00 

0.01 

0.32 

0.43 

0.34 

0.016 

0.20 

0.15 


Borda 

0824000802876100 

6.824 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.959 

3.36 

0.011 

0.07 

0.01 

0.00 

0.00 

0.03 

0.25 

0.31 

0.24 

0.024 

0.53 

0.42 






Meja 

Command 

Phyllite & Schist 

0.518 

3.36 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.02 

0.002 

0.05 

0.04 







Command 

Gneisses(B.G.C) 

0.348 

3.36 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.03 

0.02 


Brahmpuri 

0824000802883700 

0.653 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.653 

3.14 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.003 

0.59 

0.52 


Chainpura 

0824000802879400 

3.150 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.150 

4.37 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.28 

0.30 

0.04 

0.013 

0.59 

0.54 


Chak Adana No. B 

0829000103533600 

2.685 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.528 

5.67 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.00 

0.002 

0.12 

0.11 







Non-command 

Gneisses(B.G.C) 

0.154 

5.67 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.04 

0.03 


Chandgarh 

0824000902900700 

6.262 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.470 

3.69 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.35 

0.33 

0.38 

0.011 

0.34 

0.36 







Non-command 

Gneisses(B.G.C) 

2.509 

3.69 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.18 

0.17 

0.17 

0.008 

0.25 

0.26 


Chawandiya 

0824000902892300 

12.895 

Fresh 

Meja 

Command 

Gneisses(B.G.C) 

2.341 

2.55 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.12 

0.10 

0.007 

0.11 

0.11 


Cheer Khera 

0824000702865900 

9.493 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.520 

2.73 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.002 

0.03 

0.03 


Chhachheri 

0824000802881100 

4.615 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.089 

4.27 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

4.081 

4.27 

0.011 

0.03 

0.00 

0.00 

0.00 

0.01 

0.21 

0.28 

0.10 

0.016 

0.57 

0.43 


Chhapari 

0824000802877700 

0.940 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.598 

4.95 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.01 

0.002 

0.35 

0.33 


Chhatar Singh Ka Khera 

0824000702871700 

2.639 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.639 

5.48 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.24 

0.04 

0.008 

0.60 

0.56 


Dadiya 

0824000802877400 

4.255 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.741 

5.12 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.01 

0.003 

0.09 

0.09 



0824000802884100 

1.551 

Fresh 

Meja 

Command 

Gneisses(B.G.C) 

1.551 

3.63 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.01 

0.006 

0.59 

0.55 


Dalelsingh Ji Ka Khera 

0824000802885400 

4.272 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.509 

3.06 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.04 

0.010 

0.34 

0.31 


Danta 

0824000802879500 

2.628 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.031 

3.74 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.03 

0.004 

0.24 

0.21 







Non-command 

Gneisses(B.G.C) 

1.597 

3.74 

0.011 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.05 

0.006 

0.36 

0.33 


Dantajati 

0824000802883400 

1.680 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.680 

3.41 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.03 

0.007 

0.59 

0.49 


Danthal 

0824000802875500 

12.128 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.866 

3.63 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.14 

0.03 

0.012 

0.14 

0.12 






Meja 

Command 

Gneisses(B.G.C) 

9.262 

3.63 

0.011 

0.04 

0.00 

0.00 

0.00 

0.04 

0.37 

0.42 

0.10 

0.037 

0.45 

0.40 


Darba 

0829000103528000 

6.739 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.739 

5.14 

0.015 

0.11 

0.01 

0.00 

0.00 

0.04 

0.58 

0.75 

0.40 

0.022 

0.64 

0.50 


Dareeba 

0824000702867000 

1.289 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.226 

2.19 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.01 

0.004 

0.52 

0.54 







Non-command 

Gneisses(B.G.C) 

0.064 

2.19 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.03 


Dariba 

0824000802872100 

7.995 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.324 

3.87 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.001 

0.02 

0.02 


Darri 

0824000802882000 

2.539 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.664 

3.41 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.04 

0.003 

0.16 

0.13 







Non-command 

Gneisses(B.G.C) 

1.875 

3.41 

0.011 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.12 

0.11 

0.008 

0.44 

0.37 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.07 

0.00 

6,478.21 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.002 

5,132.43 

Over Exploited 

Bardod 

082400080288070C 

0.06 

0.00 

11,020.51 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.005 

0.000 

0.004 

0.025 

557.73 

Over Exploited 



0.07 

0.26 

119.98 

0.31 

0.02 

0.33 

0.05 

0.63 

- 

0.0700 

- 

- 

0.009 

0.079 

0.079 

0.407 

0.020 

0.387 

0.648 

167.48 

Over Exploited 

Barla 

082400090290000C 

0.05 

0.18 

180.13 

0.21 

0.04 

0.25 

0.04 

0.48 

- 

0.0900 

- 

- 

0.019 

0.109 

0.109 

0.362 

0.018 

0.344 

0.865 

251.70 

Over Exploited 



0.05 

0.03 

614.28 

0.03 

0.01 

0.05 

0.01 

0.19 

- 

0.0400 

- 

- 

0.003 

0.043 

0.043 

0.089 

0.004 

0.085 

0.346 

409.14 

Over Exploited 

Barliyas 

0824000902901700 

0.06 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.00 

5,987.10 

0.00 

- 

0.00 

0.00 

0.02 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.048 

464.07 

Over Exploited 

Baroo Khera 

0824001102936600 

0.08 

0.00 

4,936.81 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

1,965.28 

Over Exploited 

Barsoliya 

0824000802884800 

0.07 

0.12 

31.61 

0.14 

0.01 

0.15 

0.05 

0.64 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.180 

0.009 

0.171 

0.226 

132.40 

Over Exploited 

Bassi 

0829000103526600 

0.04 

0.06 

304.02 

0.07 

0.02 

0.09 

0.05 

0.64 

- 

0.0300 

- 

- 

0.015 

0.045 

0.045 

0.138 

0.007 

0.131 

0.296 

226.00 

Over Exploited 

Batakhon Ka Khera 

0824000802883900 

0.07 

0.02 

61.14 

0.02 

- 

0.02 

0.03 

0.43 

- 

- 

- 

- 

- 

- 

- 

0.022 

0.001 

0.021 

0.015 

71.08 

Semi Critical 



0.07 

0.00 

241.44 

0.00 

- 

0.00 

0.02 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.006 

137.81 

Over Exploited 

Bawlas 

0829000103528100 

0.06 

0.31 

222.71 

0.37 

0.07 

0.44 

0.05 

0.64 

- 

0.0800 

- 

- 

0.056 

0.136 

0.136 

0.574 

0.029 

0.545 

0.773 

141.80 

Over Exploited 

Beekrai 

0824000702870100 

0.03 

0.00 

1,233.10 

0.00 

0.00 

0.01 

0.01 

0.11 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.015 

0.001 

0.014 

0.017 

119.54 

Over Exploited 



0.02 

0.04 

194.16 

0.05 

0.09 

0.14 

0.04 

0.52 

- 

0.0100 

- 

- 

0.129 

0.139 

0.139 

0.278 

0.014 

0.264 

0.075 

28.44 

Safe 

Bhainsa Kundal 

0824000802882400 

0.07 

0.18 

40.00 

0.22 

0.03 

0.25 

0.05 

0.65 

- 

0.0200 

- 

- 

0.035 

0.055 

0.055 

0.304 

0.015 

0.289 

0.183 

63.35 

Safe 

Bhakliya 

0824000902900500 

0.05 

0.11 

108.90 

0.13 

0.03 

0.16 

0.05 

0.66 

- 

0.0300 

- 

- 

0.029 

0.059 

0.059 

0.221 

0.011 

0.210 

0.252 

119.77 

Over Exploited 

Bhalotan Ki Kheri 

0829000103527900 

0.06 

0.47 

142.88 

0.56 

0.07 

0.63 

0.05 

0.68 

- 

0.0700 

- 

- 

0.076 

0.146 

0.146 

0.778 

0.039 

0.740 

0.698 

94.43 

Critical 

Bharak 

0824000702869800 

0.02 

0.10 

########## 

0.11 

0.01 

0.12 

0.05 

0.53 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.154 

0.008 

0.146 

0.300 

204.91 

Over Exploited 

Bharliya 

0824001102934100 

0.08 

0.10 

93.03 

0.12 

0.01 

0.13 

0.05 

0.72 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.162 

0.008 

0.154 

0.264 

171.46 

Over Exploited 

Bheelwara (m) 

0824000842405000 

0.06 

0.14 

2,163.31 

0.17 

0.01 

0.18 

0.01 

0.12 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.223 

0.011 

0.212 

4.431 

2,093.91 

Over Exploited 



0.07 

0.09 

1,993.94 

0.11 

0.01 

0.12 

0.01 

0.09 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.151 

0.008 

0.143 

3.344 

2,333.67 

Over Exploited 



0.06 

0.06 

3,477.21 

0.07 

0.01 

0.08 

0.01 

0.08 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.099 

0.005 

0.094 

2.805 

2,974.96 

Over Exploited 



0.07 

0.04 

3,041.80 

0.05 

0.01 

0.06 

0.00 

0.06 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.079 

0.004 

0.075 

2.213 

2,967.03 

Over Exploited 

Bheemgarh 

0829000103534100 

0.04 

0.00 

3,864.08 

0.01 

0.00 

0.01 

0.01 

0.07 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.020 

0.001 

0.019 

0.096 

512.93 

Over Exploited 



0.06 

0.01 

1,688.54 

0.02 

0.00 

0.02 

0.01 

0.10 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.029 

0.001 

0.027 

0.130 

476.21 

Over Exploited 

Bhojpura 

0824000502850100 

0.06 

0.00 

7,587.66 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

7,254.40 

Over Exploited 

Bholi 

0824000802875800 

0.07 

0.07 

261.48 

0.09 

0.00 

0.09 

0.02 

0.24 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.117 

0.006 

0.111 

0.102 

91.47 

Critical 



0.07 

0.20 

70.74 

0.24 

0.09 

0.33 

0.03 

0.40 

- 

0.0300 

- 

- 

0.113 

0.143 

0.143 

0.471 

0.024 

0.447 

0.173 

38.75 

Safe 

Bhoonas 

0824000702866600 

0.03 

0.23 

278.01 

0.27 

0.06 

0.34 

0.05 

0.61 

- 

0.0100 

- 

- 

0.095 

0.105 

0.105 

0.441 

0.022 

0.419 

0.169 

40.39 

Safe 

Bhootela 

0824000702862400 

0.02 

0.00 

86,063.78 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhopalgarh @ Gandarmala 

0824000802880000 

0.07 

0.51 

3.25 

0.53 

0.12 

0.65 

0.05 

0.63 

- 

0.0900 

- 

- 

0.133 

0.223 

0.223 

0.872 

0.044 

0.828 

0.875 

105.64 

Over Exploited 

Bhopalpura 

0829000103529400 

0.04 

0.05 

142.14 

0.06 

0.00 

0.06 

0.05 

0.66 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.062 

0.003 

0.059 

0.021 

35.44 

Safe 

Bhoplai 

0829000103531900 

0.04 

0.00 

6,885.00 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.000 

- 

- 

0.000 

0.000 

0.000 

0.010 

4,758.79 

Over Exploited 



0.06 

0.08 

195.56 

0.10 

0.02 

0.12 

0.05 

0.63 

- 

0.0200 

- 

- 

0.009 

0.029 

0.029 

0.145 

0.007 

0.137 

0.167 

121.87 

Over Exploited 

Bigod 

0824001102933600 

0.08 

0.02 

836.04 

0.02 

0.00 

0.02 

0.01 

0.15 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.044 

0.002 

0.042 

0.127 

304.87 

Over Exploited 

Biliya Kalan 

0824000802882200 

0.06 

0.01 

1,709.09 

0.01 

- 

0.01 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.020 

0.001 

0.019 

0.096 

513.99 

Over Exploited 



0.07 

0.28 

37.95 

0.33 

0.12 

0.45 

0.04 

0.55 

- 

0.0500 

- 

- 

0.148 

0.198 

0.198 

0.648 

0.032 

0.615 

0.513 

83.42 

Semi Critical 

Boodh 

0829000203539600 

0.04 

0.03 

1,139.72 

0.04 

0.02 

0.06 

0.02 

0.21 

- 

0.0400 

- 

- 

0.016 

0.056 

0.056 

0.119 

0.006 

0.113 

0.358 

316.19 

Over Exploited 

Borda 

0824000802876100 

0.07 

0.21 

46.32 

0.25 

0.04 

0.30 

0.04 

0.57 

- 

0.0300 

- 

- 

0.050 

0.080 

0.080 

0.379 

0.019 

0.360 

0.261 

72.53 

Semi Critical 



0.06 

0.00 

3,681.46 

0.00 

0.00 

0.00 

0.00 

0.05 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.007 

0.000 

0.006 

0.021 

329.27 

Over Exploited 



0.07 

0.00 

1,572.53 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.009 

0.000 

0.009 

0.015 

179.88 

Over Exploited 

Brahmpuri 

0824000802883700 

0.07 

0.03 

(8.22) 

0.02 

0.00 

0.03 

0.05 

0.64 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.027 

0.001 

0.026 

0.010 

37.20 

Safe 

Chainpura 

0824000802879400 

0.06 

0.11 

174.33 

0.13 

0.01 

0.14 

0.05 

0.64 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.146 

0.007 

0.139 

0.051 

36.58 

Safe 

Chak Adana No. B 

0829000103533600 

0.04 

0.00 

1,827.71 

0.00 

- 

0.00 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.002 

59.34 

Safe 



0.06 

0.00 

4,154.48 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Chandgarh 

0824000902900700 

0.06 

0.07 

375.85 

0.08 

0.01 

0.09 

0.03 

0.37 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.133 

0.007 

0.126 

0.390 

309.71 

Over Exploited 



0.05 

0.03 

436.26 

0.04 

0.01 

0.05 

0.02 

0.27 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.073 

0.004 

0.070 

0.181 

259.63 

Over Exploited 

Chawandiya 

0824000902892300 

0.05 

0.01 

793.71 

0.02 

0.00 

0.02 

0.01 

0.12 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.034 

0.002 

0.032 

0.109 

336.69 

Over Exploited 

Cheer Khera 

0824000702865900 

0.02 

0.00 

9,595.86 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.003 

0.000 

0.002 

0.038 

1,566.84 

Over Exploited 

Chhachheri 

0824000802881100 

0.06 

0.00 

14,985.97 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.002 

3,150.49 

Over Exploited 



0.07 

0.16 

77.18 

0.19 

0.01 

0.20 

0.04 

0.61 

- 

0.0100 

- 

- 

0.015 

0.025 

0.025 

0.223 

0.011 

0.212 

0.114 

54.06 

Safe 

Chhapari 

0824000802877700 

0.06 

0.01 

394.82 

0.02 

0.00 

0.02 

0.03 

0.38 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.015 

0.001 

0.015 

0.016 

112.76 

Over Exploited 

Chhatar Singh Ka Khera 

0824000702871700 

0.03 

0.05 

440.25 

0.05 

- 

0.05 

0.05 

0.65 

- 

- 

- 

- 

- 

- 

- 

0.054 

0.003 

0.051 

0.051 

99.23 

Critical 

Dadiya 

0824000802877400 

0.07 

0.00 

845.74 

0.01 

- 

0.01 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.005 

0.017 

315.07 

Over Exploited 


0824000802884100 

0.07 

0.06 

20.72 

0.07 

0.00 

0.08 

0.05 

0.64 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.082 

0.004 

0.078 

0.018 

23.52 

Safe 

Dalelsingh Ji Ka Khera 

0824000802885400 

0.07 

0.06 

69.28 

0.07 

0.00 

0.07 

0.03 

0.37 

- 

- 

- 

- 

0.006 

0.007 

0.007 

0.081 

0.004 

0.077 

0.053 

69.22 

Safe 

Danta 

0824000802879500 

0.06 

0.01 

556.29 

0.02 

0.00 

0.02 

0.02 

0.26 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.022 

0.001 

0.021 

0.038 

182.91 

Over Exploited 



0.07 

0.04 

138.09 

0.05 

0.00 

0.05 

0.03 

0.40 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.062 

0.003 

0.059 

0.060 

102.36 

Over Exploited 

Dantajati 

0824000802883400 

0.07 

0.07 

25.25 

0.08 

0.00 

0.08 

0.05 

0.64 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.088 

0.004 

0.083 

0.033 

39.29 

Safe 

Danthal 

0824000802875500 

0.07 

0.03 

412.84 

0.03 

0.00 

0.04 

0.01 

0.15 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.050 

0.002 

0.047 

0.045 

94.61 

Critical 



0.07 

0.28 

49.72 

0.34 

0.04 

0.38 

0.04 

0.49 

- 

0.0200 

- 

- 

0.059 

0.079 

0.079 

0.456 

0.023 

0.433 

0.133 

30.77 

Safe 

Darba 

0829000103528000 

0.06 

0.27 

180.06 

0.32 

0.05 

0.37 

0.05 

0.69 

- 

0.0400 

- 

- 

0.061 

0.101 

0.101 

0.473 

0.024 

0.449 

0.420 

93.46 

Critical 

Dareeba 

0824000702867000 

0.03 

0.02 

114.55 

0.02 

- 

0.02 

0.05 

0.57 

- 

- 

- 

- 

- 

- 

- 

0.022 

0.001 

0.021 

0.015 

71.39 

Semi Critical 



0.02 

0.00 

5,738.99 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dariba 

0824000802872100 

0.06 

0.00 

8,769.41 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.024 

1,163.76 

Over Exploited 

Darri 

0824000802882000 

0.06 

0.01 

966.80 

0.01 

- 

0.01 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.041 

574.02 

Over Exploited 



0.07 

0.06 

115.68 

0.07 

- 

0.07 

0.04 

0.48 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.077 

0.004 

0.073 

0.120 

163.32 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Delana (rural) 

082400070286550C 

14.025 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

13.813 

1.82 

0.015 

0.30 

0.04 

0.00 

0.00 

0.07 

0.57 

0.54 

1.13 

0.042 

0.53 

0.57 


Deoli 

082400080287640C 

10.130 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

10.130 

3.85 

0.011 

0.06 

0.01 

0.00 

0.00 

0.03 

0.45 

0.55 

0.20 

0.041 

0.59 

0.49 


Depura 

082900010353160C 

1.711 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.711 

4.07 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.16 

0.18 

0.29 

0.006 

0.61 

0.56 


Devi Singh Ka Khera 

0824001102936500 

0.959 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.556 

5.09 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.05 

0.002 

0.40 

0.44 


Devipura 

0829000103528700 

2.844 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.844 

4.78 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.23 

0.25 

0.11 

0.009 

0.61 

0.56 


Devpuri 

0829000103526500 

2.004 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.004 

4.66 

0.015 

0.02 

0.00 

0.00 

0.00 

0.05 

0.11 

0.11 

0.05 

0.007 

0.58 

0.55 


Dhangras 

0824000802884300 

2.737 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.737 

4.84 

0.011 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.17 

0.06 

0.011 

0.59 

0.56 


Dhelana 

0824000902899700 

4.002 

Fresh 

Meja 

Command 

Gneisses(B.G.C) 

0.308 

1.76 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.05 

0.05 


Dhobi Khera 

0829000603617900 

8.793 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.590 

4.35 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.002 

0.04 

0.04 


Dholiya Khera 

0824000802880100 

4.258 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.258 

4.07 

0.011 

0.04 

0.01 

0.00 

0.00 

0.01 

0.21 

0.26 

0.14 

0.017 

0.59 

0.50 


Dhoomras 

0824000802875200 

6.968 

Fresh 

Meja 

Command 

Gneisses(B.G.C) 

0.336 

2.89 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.03 

0.03 


Dhosar 

0824000702866800 

5.232 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.232 

2.37 

0.015 

0.06 

0.01 

0.00 

0.00 

0.06 

0.17 

0.17 

0.23 

0.016 

0.55 

0.57 


Dindoli 

0829000103532800 

10.869 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.132 

5.09 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 


Downi 

0824000902901400 

11.688 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.131 

3.75 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.41 

0.38 

0.14 

0.016 

0.28 

0.31 


Dudiya 

0824000802880200 

6.107 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.107 

3.75 

0.011 

0.06 

0.01 

0.00 

0.00 

0.00 

0.30 

0.36 

0.22 

0.025 

0.59 

0.50 


Ekling Pura 

0824000802877800 

3.134 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.394 

4.38 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.22 

0.23 

0.05 

0.010 

0.42 

0.40 


Galodiya 

0824000702867600 

7.115 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.115 

2.08 

0.015 

0.09 

0.01 

0.00 

0.00 

0.06 

0.24 

0.23 

0.35 

0.022 

0.54 

0.58 


Gandraf 

0829000103531800 

2.928 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.770 

5.65 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.26 

0.29 

0.14 

0.009 

0.58 

0.53 


Ganeshpura 

0829000103527700 

1.669 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.669 

4.16 

0.015 

0.03 

0.00 

0.00 

0.00 

0.02 

0.11 

0.14 

0.13 

0.005 

0.64 

0.50 


Ganeshpura Jageer(rural) 

0824000702867500 

1.708 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.708 

2.22 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.05 

0.05 

0.04 

0.005 

0.55 

0.57 


Gangapur 

0824000742404000 

15.164 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.439 

3.68 

0.015 

0.18 

0.01 

0.00 

0.00 

0.01 

0.46 

0.43 

0.25 

0.372 

0.19 

0.21 







Non-command 

Gneisses(B.G.C) 

9.725 

3.68 

0.015 

0.33 

0.02 

0.00 

0.00 

0.09 

0.76 

0.72 

0.45 

0.664 

0.35 

0.37 


Gangas 

0825000603031200 

12.001 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.500 

5.22 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.002 

0.02 

0.02 


Gaphesara 

0824000902898100 

6.915 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.412 

4.07 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.06 

0.004 

0.14 

0.15 


Gatheela 

0824000702870900 

3.076 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.076 

2.59 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.13 

0.12 

0.06 

0.009 

0.55 

0.57 


Gatheela Khera 

0824000702870800 

0.993 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.993 

2.43 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.003 

0.55 

0.57 



0824000802882800 

1.990 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.190 

3.46 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.06 

0.05 






Meja 

Command 

Gneisses(B.G.C) 

1.800 

3.46 

0.011 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.12 

0.13 

0.007 

0.54 

0.44 


Gayatri Nagar 

0824000702867800 

1.405 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.393 

2.79 

0.015 

0.03 

0.00 

0.00 

0.00 

0.02 

0.07 

0.07 

0.11 

0.004 

0.54 

0.57 







Non-command 

Gneisses(B.G.C) 

0.012 

2.79 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Gega Ka Khera 

0824000902901300 

6.208 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.208 

3.57 

0.020 

0.24 

0.03 

0.00 

0.00 

0.00 

0.65 

0.61 

0.93 

0.020 

0.64 

0.68 


Gegpura 

0829000103531500 

1.333 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.333 

3.92 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.14 

0.15 

0.26 

0.004 

0.61 

0.56 


Gendliya 

0824000902902100 

6.051 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.051 

4.67 

0.015 

0.19 

0.03 

0.00 

0.00 

0.02 

0.57 

0.56 

0.73 

0.019 

0.60 

0.61 


Gokalpura 

0829000103530200 

1.106 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.822 

3.14 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.07 

0.003 

0.46 

0.41 







Non-command 

Gneisses(B.G.C) 

0.284 

3.14 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.001 

0.16 

0.14 


Gonwaliya 

0824000802879600 

5.316 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.271 

3.63 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.03 

0.03 







Non-command 

Gneisses(B.G.C) 

5.043 

3.63 

0.011 

0.02 

0.00 

0.00 

0.00 

0.00 

0.22 

0.25 

0.05 

0.020 

0.57 

0.50 


Gopalpura Kalan 

0829000103529000 

2.887 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.887 

3.83 

0.015 

0.05 

0.01 

0.00 

0.00 

0.01 

0.20 

0.21 

0.19 

0.009 

0.59 

0.56 


Gopalpura Khurd 

0829000103529100 

7.930 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.784 

4.05 

0.015 

0.01 

0.00 

0.00 

0.00 

0.09 

0.39 

0.42 

0.02 

0.025 

0.59 

0.55 


Govindsingh Ji Ka Khera 

0824000802884000 

0.711 

Fresh 

Meja 

Command 

Gneisses(B.G.C) 

0.711 

3.56 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.003 

0.59 

0.53 


Gudaliya 

0829000103528800 

3.421 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.421 

2.73 

0.015 

0.04 

0.01 

0.00 

0.00 

0.01 

0.16 

0.17 

0.15 

0.011 

0.60 

0.56 


Gundli 

0824000802877200 

10.524 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.447 

3.74 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.02 

0.006 

0.07 

0.07 


Gurha 

0824000702868000 

5.203 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.573 

5.21 

0.015 

0.05 

0.01 

0.00 

0.00 

0.04 

0.28 

0.26 

0.19 

0.011 

0.37 

0.40 







Non-command 

Gneisses(B.G.C) 

1.318 

5.21 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.07 

0.004 

0.14 

0.15 


Gurha Khera 

0824000702868100 

4.773 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.019 

5.67 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.18 

0.08 

0.006 

0.23 

0.24 







Non-command 

Gneisses(B.G.C) 

0.017 

5.67 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gurjaniya 

0829000103529200 

5.187 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.673 

4.11 

0.015 

0.10 

0.01 

0.00 

0.00 

0.00 

0.25 

0.27 

0.38 

0.009 

0.32 

0.29 







Non-command 

Gneisses(B.G.C) 

0.336 

4.11 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.05 

0.001 

0.04 

0.04 


Gurla 

0824000802878500 

6.491 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.101 

1.68 

0.011 

0.22 

0.03 

0.00 

0.00 

0.00 

0.30 

0.35 

0.86 

0.025 

0.54 

0.47 


Guwardi 

0824000802882700 

6.776 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.366 

3.41 

0.011 

0.07 

0.01 

0.00 

0.00 

0.11 

0.19 

0.24 

0.23 

0.026 

0.56 

0.46 






Meja 

Command 

Gneisses(B.G.C) 

0.410 

3.41 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.002 

0.04 

0.03 


Haled 

0824000802875600 

10.004 

Fresh 

Meja 

Command 

Phyllite & Schist 

0.046 

3.76 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Gneisses(B.G.C) 

6.388 

3.76 

0.011 

0.06 

0.01 

0.00 

0.00 

0.01 

0.30 

0.36 

0.20 

0.026 

0.38 

0.32 


Hameer Garh 

0824000802881400 

17.068 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

12.050 

3.91 

0.020 

0.87 

0.02 

0.00 

0.00 

0.00 

1.79 

2.19 

0.45 

2.293 

0.43 

0.35 


Hamerpura 

0829000103530300 

3.361 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.677 

3.17 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.01 

0.005 

0.31 

0.27 







Non-command 

Gneisses(B.G.C) 

1.685 

3.17 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.02 

0.006 

0.31 

0.27 



0829000203539700 

3.256 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.391 

5.21 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.001 

0.08 

0.06 


Hansiyas 

0824000802884600 

3.754 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.925 

3.88 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.03 

0.008 

0.30 

0.28 






Meja 

Command 

Gneisses(B.G.C) 

1.829 

3.88 

0.011 

0.01 

0.00 

0.00 

0.00 

0.03 

0.06 

0.06 

0.03 

0.007 

0.29 

0.27 


Haripura 

0824000702865400 

2.573 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.029 

2.01 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Harnathpura 

0829000103531700 

4.329 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.232 

5.00 

0.015 

0.10 

0.01 

0.00 

0.00 

0.00 

0.41 

0.45 

0.37 

0.014 

0.60 

0.55 


Hathipura 

0824000902901000 

1.747 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.004 

1.93 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

1.621 

1.93 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.11 

0.005 

0.60 

0.63 


Heera Kheri 

0829000103526800 

4.602 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.602 

3.98 

0.015 

0.10 

0.01 

0.00 

0.00 

0.01 

0.36 

0.39 

0.39 

0.015 

0.60 

0.54 


Holirada 

0824000902900900 

6.396 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.172 

2.69 

0.020 

0.07 

0.01 

0.00 

0.00 

0.01 

0.28 

0.26 

0.27 

0.013 

0.42 

0.44 







Non-command 

Gneisses(B.G.C) 

2.225 

2.69 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.09 

0.007 

0.22 

0.24 


Indanpura 

0829000103527800 

0.952 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.952 

4.45 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.08 

0.10 

0.08 

0.003 

0.64 

0.50 


Jabarkiya 

0824000702871300 

5.619 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.619 

4.76 

0.015 

0.06 

0.01 

0.00 

0.00 

0.02 

0.43 

0.45 

0.22 

0.017 

0.58 

0.56 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Delana (rural) 

0824000702865500 

0.02 

0.15 

263.16 

0.18 

0.11 

0.29 

0.05 

0.59 

- 

0.1300 

- 

- 

0.102 

0.232 

0.232 

0.517 

0.026 

0.492 

1.176 

239.22 

Over Exploited 

Deoli 

0824000802876400 

0.07 

0.41 

35.40 

0.49 

0.04 

0.52 

0.05 

0.64 

- 

0.0200 

- 

- 

0.039 

0.059 

0.059 

0.583 

0.029 

0.553 

0.242 

43.68 

Safe 

Depura 

0829000103531600 

0.04 

0.04 

324.65 

0.05 

0.01 

0.06 

0.05 

0.66 

- 

0.0500 

- 

- 

0.003 

0.053 

0.053 

0.116 

0.006 

0.110 

0.296 

269.36 

Over Exploited 

Devi Singh Ka Khera 

0824001102936500 

0.08 

0.02 

255.55 

0.02 

- 

0.02 

0.03 

0.43 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.031 

0.002 

0.029 

0.055 

188.09 

Over Exploited 

Devipura 

0829000103528700 

0.04 

0.07 

265.09 

0.08 

0.00 

0.08 

0.05 

0.66 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.096 

0.005 

0.092 

0.115 

125.83 

Over Exploited 

Devpuri 

0829000103526500 

0.04 

0.05 

140.46 

0.06 

0.05 

0.11 

0.05 

0.63 

- 

0.0100 

- 

- 

0.080 

0.090 

0.090 

0.199 

0.010 

0.189 

0.060 

31.51 

Safe 

Dhangras 

0824000802884300 

0.07 

0.11 

58.95 

0.13 

- 

0.13 

0.05 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.141 

0.007 

0.134 

0.069 

51.38 

Safe 

Dhelana 

0824000902899700 

0.05 

0.00 

922.88 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.013 

1,511.60 

Over Exploited 

Dhobi Khera 

0829000603617900 

0.03 

0.00 

4,039.04 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.002 

266.74 

Over Exploited 

Dholiya Khera 

0824000802880100 

0.07 

0.17 

49.59 

0.20 

0.02 

0.22 

0.05 

0.64 

- 

0.0200 

- 

- 

0.011 

0.031 

0.031 

0.253 

0.013 

0.240 

0.155 

64.58 

Safe 

Dhoomras 

0824000802875200 

0.07 

0.00 

1,609.75 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.008 

1,128.45 

Over Exploited 

Dhosar 

0824000702866800 

0.03 

0.08 

103.40 

0.10 

0.07 

0.17 

0.05 

0.60 

- 

0.0300 

- 

- 

0.097 

0.128 

0.128 

0.300 

0.015 

0.285 

0.244 

85.47 

Semi Critical 

Dindoli 

0829000103532800 

0.06 

0.00 

17,825.50 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

15,186.09 

Over Exploited 

Downi 

0824000902901400 

0.06 

0.08 

353.40 

0.10 

0.01 

0.11 

0.02 

0.30 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.139 

0.007 

0.132 

0.155 

117.79 

Over Exploited 

Dudiya 

0824000802880200 

0.07 

0.24 

45.11 

0.29 

0.01 

0.30 

0.05 

0.64 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.334 

0.017 

0.317 

0.249 

78.33 

Semi Critical 

Ekling Pura 

0824000802877800 

0.06 

0.06 

280.54 

0.07 

0.01 

0.08 

0.04 

0.46 

- 

0.0100 

- 

- 

0.013 

0.023 

0.023 

0.104 

0.005 

0.099 

0.058 

58.31 

Safe 

Galodiya 

0824000702867600 

0.03 

0.11 

108.23 

0.13 

0.07 

0.20 

0.05 

0.60 

- 

0.0400 

- 

- 

0.090 

0.130 

0.130 

0.332 

0.017 

0.315 

0.370 

117.19 

Over Exploited 

Gandraf 

0829000103531800 

0.06 

0.10 

192.57 

0.12 

0.01 

0.13 

0.05 

0.63 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.149 

0.007 

0.142 

0.148 

104.25 

Over Exploited 

Ganeshpura 

0829000103527700 

0.06 

0.07 

115.60 

0.08 

0.02 

0.10 

0.05 

0.69 

- 

0.0100 

- 

- 

0.036 

0.046 

0.046 

0.149 

0.007 

0.141 

0.137 

97.32 

Critical 

Ganeshpura Jageer(rural) 

0824000702867500 

0.03 

0.03 

90.65 

0.03 

0.01 

0.05 

0.05 

0.60 

- 

- 

- 

- 

0.021 

0.021 

0.021 

0.066 

0.003 

0.063 

0.041 

65.27 

Safe 

Gangapur 

0824000742404000 

0.03 

0.03 

1,336.26 

0.04 

0.02 

0.06 

0.02 

0.21 

- 

0.0300 

- 

- 

0.019 

0.049 

0.049 

0.108 

0.005 

0.103 

0.619 

602.77 

Over Exploited 



0.02 

0.07 

958.88 

0.08 

0.11 

0.19 

0.03 

0.38 

- 

0.0500 

- 

- 

0.129 

0.179 

0.179 

0.367 

0.018 

0.348 

1.110 

318.65 

Over Exploited 

Gangas 

0825000603031200 

0.03 

0.00 

9,928.70 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.010 

0.000 

0.009 

0.014 

148.10 

Over Exploited 

Gaphesara 

0824000902898100 

0.06 

0.01 

1,003.77 

0.01 

0.00 

0.02 

0.01 

0.14 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.028 

0.001 

0.027 

0.062 

231.76 

Over Exploited 

Gatheela 

0824000702870900 

0.03 

0.05 

156.58 

0.06 

0.01 

0.07 

0.05 

0.60 

- 

0.0100 

- 

- 

0.018 

0.028 

0.028 

0.098 

0.005 

0.093 

0.067 

72.36 

Semi Critical 

Gatheela Khera 

0824000702870800 

0.03 

0.02 

106.79 

0.02 

0.00 

0.02 

0.05 

0.60 

- 

- 

- 

- 

0.004 

0.005 

0.005 

0.026 

0.001 

0.025 

0.017 

68.55 

Safe 


0824000802882800 

0.07 

0.00 

1,120.19 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.015 

1,755.83 

Over Exploited 



0.07 

0.07 

85.33 

0.08 

0.01 

0.09 

0.04 

0.59 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.110 

0.006 

0.105 

0.141 

135.09 

Over Exploited 

Gayatri Nagar 

0824000702867800 

0.03 

0.02 

222.03 

0.03 

0.02 

0.04 

0.05 

0.59 

- 

0.0100 

- 

- 

0.024 

0.034 

0.034 

0.075 

0.004 

0.071 

0.114 

160.61 

Over Exploited 



0.02 

0.00 

42,890.00 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gega Ka Khera 

0824000902901300 

0.06 

0.23 

166.53 

0.27 

0.03 

0.31 

0.05 

0.68 

- 

0.1000 

- 

- 

0.003 

0.103 

0.103 

0.408 

0.020 

0.388 

0.951 

244.97 

Over Exploited 

Gegpura 

0829000103531500 

0.04 

0.03 

364.20 

0.04 

0.01 

0.05 

0.05 

0.66 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.099 

0.005 

0.094 

0.268 

284.34 

Over Exploited 

Gendliya 

0824000902902100 

0.05 

0.18 

207.60 

0.22 

0.05 

0.26 

0.05 

0.65 

- 

0.0800 

- 

- 

0.025 

0.105 

0.105 

0.369 

0.018 

0.350 

0.746 

213.09 

Over Exploited 

Gokalpura 

0829000103530200 

0.04 

0.01 

332.22 

0.02 

0.00 

0.02 

0.04 

0.49 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.028 

0.001 

0.027 

0.075 

275.92 

Over Exploited 



0.06 

0.00 

821.43 

0.00 

0.00 

0.00 

0.01 

0.17 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.004 

0.000 

0.004 

0.021 

510.80 

Over Exploited 

Gonwaliya 

0824000802879600 

0.06 

0.00 

4,415.44 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.003 

548.63 

Over Exploited 



0.07 

0.19 

29.68 

0.23 

- 

0.23 

0.05 

0.61 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.241 

0.012 

0.229 

0.066 

28.89 

Safe 

Gopalpura Kalan 

0829000103529000 

0.04 

0.07 

208.29 

0.08 

0.02 

0.10 

0.05 

0.64 

- 

0.0400 

- 

- 

0.008 

0.048 

0.048 

0.145 

0.007 

0.138 

0.199 

144.42 

Over Exploited 

Gopalpura Khurd 

0829000103529100 

0.04 

0.18 

129.64 

0.22 

0.09 

0.31 

0.05 

0.64 

- 

- 

- 

- 

0.132 

0.132 

0.132 

0.439 

0.022 

0.417 

0.044 

10.65 

Safe 

Govindsingh Ji Ka Khera 

0824000802884000 

0.07 

0.03 

46.24 

0.03 

0.00 

0.03 

0.05 

0.64 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.035 

0.002 

0.033 

0.020 

60.44 

Safe 

Gudaliya 

0829000103528800 

0.04 

0.08 

107.84 

0.10 

0.02 

0.12 

0.05 

0.65 

- 

0.0300 

- 

- 

0.016 

0.046 

0.046 

0.165 

0.008 

0.157 

0.165 

105.51 

Over Exploited 

Gundli 

0824000802877200 

0.07 

0.01 

879.63 

0.01 

0.00 

0.01 

0.01 

0.08 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.018 

0.001 

0.017 

0.025 

147.12 

Over Exploited 

Gurha 

0824000702868000 

0.03 

0.04 

597.76 

0.05 

0.05 

0.10 

0.04 

0.41 

- 

0.0200 

- 

- 

0.060 

0.080 

0.080 

0.175 

0.009 

0.166 

0.198 

119.09 

Over Exploited 



0.02 

0.00 

2,995.34 

0.00 

0.00 

0.01 

0.01 

0.15 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.025 

0.001 

0.023 

0.072 

309.32 

Over Exploited 

Gurha Khera 

0824000702868100 

0.03 

0.01 

1,272.32 

0.02 

0.00 

0.02 

0.02 

0.25 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.027 

0.001 

0.026 

0.089 

346.35 

Over Exploited 



0.02 

0.00 

205,541.26 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gurjaniya 

0829000103529200 

0.04 

0.03 

713.43 

0.04 

0.01 

0.05 

0.03 

0.34 

- 

0.0700 

- 

- 

0.006 

0.076 

0.076 

0.130 

0.007 

0.124 

0.386 

311.56 

Over Exploited 



0.06 

0.00 

3,859.38 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.013 

0.001 

0.013 

0.047 

376.08 

Over Exploited 

Gurla 

0824000802878500 

0.07 

0.22 

7,400.76 

0.26 

0.03 

0.29 

0.05 

0.58 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.393 

0.020 

0.373 

0.889 

237.95 

Over Exploited 

Guwardi 

0824000802882700 

0.07 

0.24 

(2.39) 

0.24 

0.12 

0.35 

0.05 

0.61 

- 

0.0300 

- 

- 

0.161 

0.191 

0.191 

0.545 

0.027 

0.517 

0.255 

49.20 

Safe 



0.07 

0.00 

1,796.56 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.018 

1,545.14 

Over Exploited 

Haled 

0824000802875600 

0.06 

0.00 

54,051.73 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.002 

25,324.40 

Over Exploited 



0.07 

0.16 

120.68 

0.20 

0.02 

0.22 

0.03 

0.41 

- 

0.0400 

- 

- 

0.015 

0.055 

0.055 

0.270 

0.013 

0.256 

0.227 

88.40 

Semi Critical 

Hameer Garh 

0824000802881400 

0.06 

0.31 

636,389.49 

0.37 

0.02 

0.39 

0.03 

0.47 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.445 

0.022 

0.423 

2.743 

649.04 

Over Exploited 

Hamerpura 

0829000103530300 

0.04 

0.02 

376.91 

0.02 

0.00 

0.03 

0.02 

0.33 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.030 

0.002 

0.029 

0.019 

67.98 

Safe 



0.06 

0.03 

205.74 

0.04 

0.00 

0.04 

0.02 

0.33 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.045 

0.002 

0.043 

0.023 

52.70 

Safe 


0829000203539700 

0.04 

0.00 

3,535.00 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.025 

1,825.51 

Over Exploited 

Hansiyas 

0824000802884600 

0.07 

0.04 

148.81 

0.05 

0.00 

0.05 

0.03 

0.33 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.050 

0.002 

0.047 

0.042 

87.95 

Semi Critical 



0.07 

0.04 

72.70 

0.04 

0.03 

0.07 

0.02 

0.31 

- 

- 

- 

- 

0.046 

0.046 

0.046 

0.120 

0.006 

0.114 

0.041 

36.25 

Safe 

Haripura 

0824000702865400 

0.02 

0.00 

22,730.44 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Harnathpura 

0829000103531700 

0.06 

0.16 

184.82 

0.19 

0.01 

0.20 

0.05 

0.65 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.239 

0.012 

0.227 

0.379 

167.16 

Over Exploited 

Hathipura 

0824000902901000 

0.06 

0.00 

36,702.36 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.05 

41.88 

0.06 

0.00 

0.06 

0.05 

0.64 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.078 

0.004 

0.074 

0.119 

161.53 

Over Exploited 

Heera Kheri 

0829000103526800 

0.04 

0.11 

257.08 

0.13 

0.02 

0.15 

0.05 

0.65 

- 

0.0400 

- 

- 

0.011 

0.051 

0.051 

0.201 

0.010 

0.191 

0.404 

211.64 

Over Exploited 

Holirada 

0824000902900900 

0.06 

0.10 

158.56 

0.12 

0.02 

0.14 

0.03 

0.45 

- 

0.0300 

- 

- 

0.011 

0.041 

0.041 

0.179 

0.009 

0.170 

0.284 

167.37 

Over Exploited 



0.05 

0.02 

315.88 

0.03 

0.00 

0.03 

0.02 

0.24 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.040 

0.002 

0.038 

0.097 

256.48 

Over Exploited 

Indanpura 

0829000103527800 

0.06 

0.04 

167.03 

0.05 

0.01 

0.05 

0.05 

0.69 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.068 

0.003 

0.065 

0.087 

135.01 

Over Exploited 

Jabarkiya 

0824000702871300 

0.03 

0.09 

382.06 

0.11 

0.03 

0.14 

0.05 

0.63 

- 

0.0200 

- 

- 

0.032 

0.052 

0.052 

0.195 

0.010 

0.185 

0.233 

125.84 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Jadana 

082900010353100C 

6.422 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.110 

4.47 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

6.093 

4.47 

0.015 

0.02 

0.00 

0.00 

0.00 

0.04 

0.39 

0.43 

0.04 

0.020 

0.58 

0.53 


Jagdari 

082400080287990C 

3.780 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.780 

2.04 

0.011 

0.03 

0.00 

0.00 

0.00 

0.01 

0.11 

0.13 

0.08 

0.015 

0.58 

0.51 


Jagpura 

0829000103530700 

4.252 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.252 

3.73 

0.015 

0.12 

0.02 

0.00 

0.00 

0.00 

0.33 

0.37 

0.45 

0.014 

0.62 

0.55 


Jalampura 

0829000103530400 

4.407 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.407 

3.92 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.30 

0.33 

0.17 

0.014 

0.62 

0.55 


Jawaharpura 

0829000103533700 

1.715 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.315 

5.74 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.001 

0.11 

0.10 


Jawanpura 

0829000103533800 

1.457 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.002 

5.75 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jawasiya 

0824000802880300 

12.071 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

12.071 

4.26 

0.011 

0.10 

0.00 

0.00 

0.00 

0.02 

0.65 

0.78 

0.33 

0.049 

0.60 

0.50 


Jawasya 

0825000603031300 

5.365 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.116 

4.37 

0.015 

0.04 

0.00 

0.00 

0.00 

0.02 

0.23 

0.24 

0.13 

0.011 

0.35 

0.33 


Jeetya 

0824000902902000 

5.483 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.932 

4.14 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.14 

0.14 

0.13 

0.006 

0.21 

0.22 


Jeewakhera 

0824000902901500 

2.019 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.034 

3.78 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.14 

0.13 

0.29 

0.003 

0.32 

0.34 


Jhoompura 

0824000702865800 

7.983 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.121 

2.74 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

6.238 

2.74 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.27 

0.26 

0.09 

0.019 

0.42 

0.44 


Jhopariya 

0824000802884900 

1.734 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.734 

2.29 

0.011 

0.07 

0.01 

0.00 

0.00 

0.00 

0.10 

0.12 

0.27 

0.007 

0.59 

0.52 


Jitya Kheri 

0824000802883800 

8.044 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.778 

3.46 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.25 

0.02 

0.023 

0.42 

0.38 






Meja 

Command 

Gneisses(B.G.C) 

2.266 

3.46 

0.011 

0.01 

0.00 

0.00 

0.00 

0.01 

0.09 

0.10 

0.01 

0.009 

0.17 

0.15 


Jityas 

0824000902899300 

4.256 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.113 

1.60 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Kabra 

0824000802881700 

1.261 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.221 

3.40 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.11 

0.03 

0.005 

0.58 

0.49 


Kacholiya 

0824000802883300 

1.009 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.009 

3.26 

0.011 

0.06 

0.01 

0.00 

0.00 

0.01 

0.08 

0.09 

0.22 

0.004 

0.59 

0.50 


Kala Dhoondha 

0824000702866900 

6.090 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.517 

2.75 

0.015 

0.03 

0.00 

0.00 

0.00 

0.03 

0.23 

0.22 

0.10 

0.017 

0.50 

0.51 







Non-command 

Gneisses(B.G.C) 

0.570 

2.75 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.002 

0.05 

0.05 


Kali Magri Ka Khera 

0824000702865600 

5.982 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.801 

2.06 

0.015 

0.04 

0.00 

0.00 

0.00 

0.04 

0.18 

0.17 

0.13 

0.018 

0.53 

0.56 


Kali Randiya 

0824000902899400 

3.512 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.467 

1.63 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.09 

0.09 


Kalundiya 

0824000802884500 

6.923 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.923 

5.96 

0.011 

0.07 

0.00 

0.00 

0.00 

0.01 

0.52 

0.54 

0.26 

0.028 

0.59 

0.56 


Kalyan Pura 

0824000802878700 

4.167 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.232 

5.79 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.001 

0.03 

0.03 







Non-command 

Gneisses(B.G.C) 

3.935 

5.79 

0.011 

0.01 

0.00 

0.00 

0.00 

0.01 

0.25 

0.28 

0.02 

0.016 

0.53 

0.49 


Kalyanpura 

0824000802883100 

4.262 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.262 

3.41 

0.011 

0.04 

0.01 

0.00 

0.00 

0.00 

0.19 

0.23 

0.16 

0.017 

0.60 

0.49 


Kanda 

0824000802884200 

13.436 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.578 

3.54 

0.011 

0.07 

0.01 

0.00 

0.00 

0.00 

0.24 

0.25 

0.25 

0.018 

0.20 

0.20 






Meja 

Command 

Gneisses(B.G.C) 

8.858 

3.54 

0.011 

0.13 

0.02 

0.00 

0.00 

0.02 

0.43 

0.45 

0.48 

0.036 

0.39 

0.38 


Kangani 

0824000702865300 

9.493 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.199 

2.63 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.08 

0.004 

0.07 

0.07 


Kanoli 

0824000802882600 

4.861 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.833 

3.45 

0.011 

0.02 

0.00 

0.00 

0.00 

0.14 

0.06 

0.08 

0.04 

0.019 

0.60 

0.48 






Meja 

Command 

Gneisses(B.G.C) 

0.028 

3.45 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kan pura 

0824000802879800 

3.648 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.604 

2.84 

0.011 

0.05 

0.01 

0.00 

0.00 

0.00 

0.15 

0.18 

0.19 

0.014 

0.58 

0.51 



0829000103532500 

2.159 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.064 

4.33 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.06 

0.003 

0.29 

0.29 


Kanya Kheri 

0824000802880800 

3.688 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.688 

3.69 

0.020 

0.12 

0.02 

0.00 

0.00 

0.01 

0.36 

0.44 

0.47 

0.015 

0.60 

0.50 


Karas 

0829000103529600 

4.700 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.700 

2.53 

0.015 

0.03 

0.00 

0.00 

0.00 

0.08 

0.12 

0.14 

0.10 

0.015 

0.61 

0.56 


Karer 

0824000902900400 

3.180 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.180 

3.44 

0.015 

0.07 

0.01 

0.00 

0.00 

0.01 

0.22 

0.21 

0.27 

0.010 

0.61 

0.63 


Karjiya 

0829000103526200 

3.242 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.242 

4.77 

0.015 

0.02 

0.00 

0.00 

0.00 

0.03 

0.22 

0.24 

0.09 

0.011 

0.60 

0.56 


Karoi Kalan 

0824000802878800 

8.804 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.797 

4.96 

0.020 

0.16 

0.02 

0.00 

0.00 

0.03 

0.78 

0.85 

0.60 

0.027 

0.44 

0.41 







Non-command 

Gneisses(B.G.C) 

2.008 

4.96 

0.011 

0.05 

0.01 

0.00 

0.00 

0.01 

0.14 

0.15 

0.18 

0.008 

0.13 

0.12 


Karoi Khurd 

0824000802879000 

4.853 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.771 

1.96 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.13 

0.01 

0.019 

0.57 

0.50 


Kasedi 

0829000203534900 

12.058 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.105 

4.46 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.00 







Non-command 

Gneisses(B.G.C) 

8.748 

4.46 

0.012 

0.07 

0.01 

0.00 

0.00 

0.06 

0.45 

0.60 

0.26 

0.032 

0.47 

0.35 


Keeron Ka Khera 

0829000103531400 

2.483 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.483 

3.40 

0.015 

0.05 

0.01 

0.00 

0.00 

0.04 

0.12 

0.14 

0.20 

0.008 

0.61 

0.56 


Keeron Ki Jhonpariya 

0824000802881800 

3.567 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.567 

3.70 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.28 

0.34 

0.07 

0.014 

0.60 

0.50 


Khachrol 

0824001102937300 

8.215 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.190 

6.01 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.20 

0.19 

0.29 

0.003 

0.10 

0.11 


Khaira Bad 

0824000802882300 

10.363 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.451 

3.54 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.15 

0.07 

0.006 

0.08 

0.07 







Non-command 

Gneisses(B.G.C) 

8.912 

3.54 

0.011 

0.11 

0.02 

0.00 

0.00 

0.05 

0.39 

0.48 

0.41 

0.036 

0.51 

0.42 


Khajeena 

0824000902899800 

4.056 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.300 

2.14 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.001 

0.05 

0.05 






Meja 

Command 

Gneisses(B.G.C) 

3.756 

2.14 

0.015 

0.10 

0.01 

0.00 

0.00 

0.00 

0.21 

0.20 

0.38 

0.012 

0.58 

0.61 


Kharkhanda 

0829000203539900 

14.825 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.269 

3.80 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.001 

0.01 

0.01 


Kharon Ka Khera 

0824000902901600 

6.107 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

3.79 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khati Khera 

0824000702865100 

2.862 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.417 

4.02 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.15 

0.14 

0.06 

0.007 

0.46 

0.49 


Khatwara 

0824001102934200 

21.784 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

11.420 

4.19 

0.020 

0.44 

0.07 

0.00 

0.00 

0.01 

1.32 

1.20 

1.74 

0.032 

0.36 

0.39 


Kherpura @ Meghpura 

0824001102934000 

3.347 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.347 

3.84 

0.020 

0.06 

0.01 

0.00 

0.00 

0.01 

0.30 

0.27 

0.22 

0.009 

0.67 

0.73 


Khet Hazariya 

0824000802880600 

2.176 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.176 

4.39 

0.011 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.15 

0.06 

0.009 

0.60 

0.49 


Kochriya 

0824000802876900 

6.841 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.257 

3.44 

0.011 

0.04 

0.00 

0.00 

0.00 

0.01 

0.23 

0.27 

0.13 

0.021 

0.43 

0.38 


Kumariya Khera 

0824000802876200 

3.240 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.240 

3.39 

0.011 

0.02 

0.00 

0.00 

0.00 

0.03 

0.11 

0.13 

0.07 

0.013 

0.60 

0.48 


Kumhariya 

0824000802883500 

4.412 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.412 

3.24 

0.011 

0.02 

0.00 

0.00 

0.00 

0.01 

0.17 

0.20 

0.06 

0.018 

0.59 

0.50 


Kundiya 

0825000603031500 

10.113 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.990 

4.45 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.19 

0.08 

0.010 

0.18 

0.17 


Lachhmipura 

0824000702869300 

4.342 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.014 

4.69 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.15 

0.04 

0.006 

0.26 

0.26 


Lakhmaniyas 

0824000702870700 

7.814 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.814 

2.11 

0.015 

0.07 

0.01 

0.00 

0.00 

0.07 

0.24 

0.23 

0.25 

0.024 

0.55 

0.57 


Lakhola 

0824000702870400 

6.888 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.300 

1.44 

0.015 

0.11 

0.02 

0.00 

0.00 

0.05 

0.11 

0.11 

0.41 

0.010 

0.26 

0.28 







Non-command 

Gneisses(B.G.C) 

3.589 

1.44 

0.015 

0.12 

0.02 

0.00 

0.00 

0.09 

0.09 

0.09 

0.45 

0.011 

0.28 

0.30 


Lalpura 

0829000103528400 

4.988 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.988 

3.37 

0.015 

0.05 

0.01 

0.00 

0.00 

0.04 

0.25 

0.28 

0.19 

0.016 

0.61 

0.56 


Lalsinghji Ka Khera 

0829000203536300 

1.635 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.015 

2.23 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 







Non-command 

Gneisses(B.G.C) 

0.018 

2.23 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Lasadiya Kalan 

0829000103526400 

12.999 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

12.999 

4.65 

0.015 

0.12 

0.02 

0.00 

0.00 

0.05 

0.96 

1.03 

0.44 

0.042 

0.59 

0.56 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Jadana 

0829000103531000 

0.04 

0.00 

17,388.86 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.22 

94.59 

0.26 

0.04 

0.30 

0.05 

0.63 

- 

- 

- 

- 

0.060 

0.060 

0.060 

0.363 

0.018 

0.345 

0.056 

16.19 

Safe 

Jagdari 

0824000802879900 

0.07 

0.15 

(15.87) 

0.13 

0.01 

0.13 

0.05 

0.63 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.150 

0.007 

0.142 

0.096 

67.69 

Safe 

Jagpura 

0829000103530700 

0.06 

0.16 

129.15 

0.19 

0.02 

0.22 

0.05 

0.67 

- 

0.0500 

- 

- 

0.006 

0.056 

0.056 

0.274 

0.014 

0.261 

0.460 

176.51 

Over Exploited 

Jalampura 

0829000103530400 

0.06 

0.17 

99.15 

0.20 

0.01 

0.21 

0.05 

0.67 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.237 

0.012 

0.225 

0.187 

83.36 

Semi Critical 

Jawaharpura 

0829000103533700 

0.04 

0.00 

1,986.87 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.006 

371.60 

Over Exploited 

Jawanpura 

0829000103533800 

0.04 

0.00 

192,559.18 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jawasiya 

0824000802880300 

0.07 

0.49 

57.95 

0.59 

0.02 

0.61 

0.05 

0.65 

- 

0.0400 

- 

- 

0.027 

0.067 

0.067 

0.676 

0.034 

0.642 

0.375 

58.32 

Safe 

Jawasya 

0825000603031300 

0.03 

0.03 

642.11 

0.04 

0.02 

0.06 

0.03 

0.38 

- 

0.0100 

- 

- 

0.026 

0.036 

0.036 

0.093 

0.005 

0.088 

0.137 

155.10 

Over Exploited 

Jeetya 

0824000902902000 

0.05 

0.02 

584.63 

0.02 

0.01 

0.03 

0.02 

0.23 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.051 

0.003 

0.049 

0.134 

276.40 

Over Exploited 

Jeewakhera 

0824000902901500 

0.06 

0.02 

575.70 

0.02 

0.01 

0.03 

0.02 

0.34 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.063 

0.003 

0.060 

0.291 

484.91 

Over Exploited 

Jhoompura 

0824000702865800 

0.03 

0.00 

16,984.09 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.02 

0.05 

396.99 

0.06 

0.01 

0.08 

0.04 

0.47 

- 

- 

- 

- 

0.018 

0.018 

0.018 

0.094 

0.005 

0.089 

0.113 

126.60 

Over Exploited 

Jhopariya 

0824000802884900 

0.07 

0.07 

68.98 

0.08 

0.01 

0.09 

0.05 

0.64 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.123 

0.006 

0.117 

0.279 

238.85 

Over Exploited 

Jitya Kheri 

0824000802883800 

0.07 

0.17 

51.71 

0.20 

0.00 

0.20 

0.04 

0.46 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.210 

0.011 

0.200 

0.045 

22.64 

Safe 



0.07 

0.03 

294.05 

0.03 

0.01 

0.04 

0.01 

0.18 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.046 

0.002 

0.044 

0.019 

43.47 

Safe 

Jityas 

0824000902899300 

0.05 

0.00 

2,579.22 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kabra 

0824000802881700 

0.06 

0.04 

147.89 

0.05 

0.00 

0.05 

0.05 

0.63 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.060 

0.003 

0.057 

0.033 

57.27 

Safe 

Kacholiya 

0824000802883300 

0.07 

0.04 

133.97 

0.05 

0.02 

0.06 

0.05 

0.64 

- 

0.0200 

- 

- 

0.009 

0.030 

0.030 

0.094 

0.005 

0.090 

0.219 

244.31 

Over Exploited 

Kala Dhoondha 

0824000702866900 

0.03 

0.08 

189.02 

0.09 

0.03 

0.12 

0.05 

0.54 

- 

0.0100 

- 

- 

0.042 

0.052 

0.052 

0.173 

0.009 

0.164 

0.118 

71.74 

Semi Critical 



0.02 

0.00 

3,523.02 

0.00 

0.00 

0.00 

0.00 

0.06 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.005 

0.000 

0.005 

0.013 

250.37 

Over Exploited 

Kali Magri Ka Khera 

0824000702865600 

0.02 

0.06 

180.23 

0.07 

0.04 

0.11 

0.05 

0.58 

- 

0.0100 

- 

- 

0.056 

0.066 

0.066 

0.177 

0.009 

0.168 

0.148 

87.63 

Semi Critical 

Kali Randiya 

0824000902899400 

0.05 

0.00 

405.39 

0.00 

0.00 

0.00 

0.01 

0.09 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.004 

0.000 

0.004 

0.001 

38.06 

Safe 

Kalundiya 

0824000802884500 

0.07 

0.27 

96.94 

0.33 

0.01 

0.34 

0.05 

0.64 

- 

0.0300 

- 

- 

0.010 

0.040 

0.040 

0.377 

0.019 

0.358 

0.291 

81.20 

Semi Critical 

Kalyan Pura 

0824000802878700 

0.06 

0.00 

6,620.84 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.000 

0.003 

587.89 

Over Exploited 



0.07 

0.14 

93.67 

0.17 

0.01 

0.18 

0.05 

0.58 

- 

- 

- 

- 

0.014 

0.014 

0.014 

0.193 

0.010 

0.183 

0.038 

20.63 

Safe 

Kalyanpura 

0824000802883100 

0.07 

0.17 

33.92 

0.21 

0.01 

0.22 

0.05 

0.64 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.237 

0.012 

0.225 

0.173 

76.96 

Semi Critical 

Kanda 

0824000802884200 

0.07 

0.06 

291.59 

0.08 

0.01 

0.09 

0.02 

0.22 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.118 

0.006 

0.112 

0.263 

234.88 

Over Exploited 



0.07 

0.24 

90.08 

0.28 

0.04 

0.33 

0.03 

0.43 

- 

0.0500 

- 

- 

0.035 

0.085 

0.085 

0.413 

0.021 

0.392 

0.511 

130.30 

Over Exploited 

Kangani 

0824000702865300 

0.02 

0.00 

3,765.57 

0.00 

- 

0.00 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.083 

726.45 

Over Exploited 

Kanoli 

0824000802882600 

0.07 

0.20 

(58.71) 

0.16 

0.14 

0.30 

0.05 

0.65 

- 

- 

- 

- 

0.208 

0.208 

0.208 

0.503 

0.025 

0.478 

0.057 

12.01 

Safe 



0.07 

0.00 

21,625.13 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kanpura 

0824000802879800 

0.07 

0.14 

23.54 

0.17 

0.01 

0.18 

0.05 

0.63 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.200 

0.010 

0.190 

0.200 

105.48 

Over Exploited 


0829000103532500 

0.06 

0.02 

365.29 

0.02 

0.00 

0.02 

0.02 

0.32 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.035 

0.002 

0.033 

0.059 

179.11 

Over Exploited 

Kanya Kheri 

0824000802880800 

0.06 

0.13 

232.06 

0.16 

0.03 

0.19 

0.05 

0.65 

- 

0.0500 

- 

- 

0.012 

0.062 

0.062 

0.250 

0.012 

0.237 

0.488 

205.57 

Over Exploited 

Karas 

0829000103529600 

0.04 

0.11 

18.54 

0.14 

0.08 

0.22 

0.05 

0.66 

- 

0.0200 

- 

- 

0.125 

0.146 

0.146 

0.365 

0.018 

0.347 

0.111 

32.09 

Safe 

Karer 

0824000902900400 

0.05 

0.10 

116.17 

0.12 

0.02 

0.13 

0.05 

0.66 

- 

0.0300 

- 

- 

0.011 

0.041 

0.041 

0.175 

0.009 

0.166 

0.280 

168.50 

Over Exploited 

Karjiya 

0829000103526200 

0.04 

0.08 

207.22 

0.09 

0.03 

0.12 

0.05 

0.65 

- 

0.0100 

- 

- 

0.044 

0.055 

0.055 

0.178 

0.009 

0.169 

0.097 

57.09 

Safe 

Karoi Kalan 

0824000802878800 

0.06 

0.18 

370.95 

0.22 

0.05 

0.27 

0.04 

0.48 

- 

0.0700 

- 

- 

0.049 

0.119 

0.119 

0.388 

0.019 

0.368 

0.625 

169.70 

Over Exploited 



0.07 

0.02 

758.19 

0.02 

0.02 

0.04 

0.01 

0.14 

- 

0.0200 

- 

- 

0.014 

0.034 

0.034 

0.075 

0.004 

0.071 

0.183 

256.19 

Over Exploited 

Karoi Khurd 

0824000802879000 

0.07 

0.18 

48,617.14 

0.15 

- 

0.15 

0.05 

0.62 

- 

- 

- 

- 

- 

- 

- 

0.146 

0.007 

0.139 

0.033 

23.91 

Safe 

Kasedi 

0829000203534900 

0.06 

0.00 

21,896.59 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

14,418.84 

Over Exploited 



0.04 

0.16 

263.59 

0.20 

0.07 

0.27 

0.04 

0.51 

- 

0.0300 

- 

- 

0.094 

0.124 

0.124 

0.394 

0.020 

0.374 

0.289 

77.23 

Semi Critical 

Keeron Ka Khera 

0829000103531400 

0.04 

0.06 

122.76 

0.07 

0.05 

0.13 

0.05 

0.66 

- 

0.0400 

- 

- 

0.064 

0.104 

0.104 

0.230 

0.012 

0.219 

0.210 

96.05 

Critical 

Keeron Ki Jhonpariya 

0824000802881800 

0.06 

0.13 

165.94 

0.15 

0.00 

0.16 

0.05 

0.65 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.166 

0.008 

0.157 

0.085 

54.23 

Safe 

Khachrol 

0824001102937300 

0.08 

0.01 

1,930.89 

0.01 

0.01 

0.02 

0.01 

0.11 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.071 

0.004 

0.067 

0.291 

432.02 

Over Exploited 

Khaira Bad 

0824000802882300 

0.06 

0.01 

1,963.42 

0.01 

- 

0.01 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.019 

0.001 

0.018 

0.073 

408.83 

Over Exploited 



0.07 

0.31 

54.77 

0.37 

0.07 

0.44 

0.04 

0.56 

- 

0.0500 

- 

- 

0.068 

0.119 

0.119 

0.556 

0.028 

0.528 

0.442 

83.63 

Semi Critical 

Khajeena 

0824000902899800 

0.05 

0.00 

2,225.18 

0.00 

0.00 

0.00 

0.00 

0.05 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.007 

0.000 

0.007 

0.031 

445.65 

Over Exploited 



0.05 

0.11 

79.92 

0.13 

0.01 

0.15 

0.05 

0.63 

- 

0.0400 

- 

- 

0.006 

0.046 

0.046 

0.191 

0.010 

0.182 

0.396 

217.64 

Over Exploited 

Kharkhanda 

0829000203539900 

0.04 

0.00 

21,451.92 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.021 

14,740.41 

Over Exploited 

Kharon Ka Khera 

0824000902901600 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khati Khera 

0824000702865100 

0.02 

0.02 

546.79 

0.03 

0.01 

0.04 

0.04 

0.50 

- 

0.0100 

- 

- 

0.020 

0.030 

0.030 

0.070 

0.004 

0.067 

0.068 

102.15 

Over Exploited 

Khatwara 

0824001102934200 

0.08 

0.31 

283.61 

0.38 

0.08 

0.45 

0.02 

0.38 

- 

0.3300 

- 

- 

0.013 

0.343 

0.343 

0.797 

0.040 

0.758 

1.769 

233.46 

Over Exploited 

Kherpura @ Meghpura 

0824001102934000 

0.08 

0.17 

58.85 

0.21 

0.02 

0.22 

0.05 

0.71 

- 

0.0200 

- 

- 

0.013 

0.033 

0.033 

0.257 

0.013 

0.244 

0.225 

92.22 

Critical 

Khet Hazariya 

0824000802880600 

0.07 

0.09 

71.93 

0.11 

- 

0.11 

0.05 

0.65 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.116 

0.006 

0.110 

0.071 

64.46 

Safe 

Kochriya 

0824000802876900 

0.07 

0.15 

72.60 

0.19 

0.01 

0.19 

0.04 

0.47 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.212 

0.011 

0.202 

0.153 

75.98 

Semi Critical 

Kumariya Khera 

0824000802876200 

0.07 

0.13 

1.84 

0.13 

0.03 

0.17 

0.05 

0.65 

- 

0.0100 

- 

- 

0.050 

0.060 

0.060 

0.227 

0.011 

0.216 

0.087 

40.33 

Safe 

Kumhariya 

0824000802883500 

0.07 

0.18 

14.38 

0.20 

0.01 

0.21 

0.05 

0.64 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.225 

0.011 

0.214 

0.078 

36.30 

Safe 

Kundiya 

0825000603031500 

0.04 

0.02 

770.37 

0.03 

0.00 

0.03 

0.01 

0.19 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.040 

0.002 

0.038 

0.091 

240.50 

Over Exploited 

Lachhmipura 

0824000702869300 

0.03 

0.01 

898.16 

0.02 

0.00 

0.02 

0.02 

0.28 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.023 

0.001 

0.021 

0.049 

228.45 

Over Exploited 

Lakhmaniyas 

0824000702870700 

0.03 

0.12 

90.05 

0.15 

0.08 

0.22 

0.05 

0.60 

- 

0.0300 

- 

- 

0.100 

0.130 

0.130 

0.353 

0.018 

0.336 

0.274 

81.57 

Semi Critical 

Lakhola 

0824000702870400 

0.03 

0.02 

331.89 

0.03 

0.07 

0.10 

0.03 

0.29 

- 

0.0500 

- 

- 

0.075 

0.125 

0.125 

0.224 

0.011 

0.213 

0.420 

197.38 

Over Exploited 



0.02 

0.02 

322.51 

0.02 

0.11 

0.13 

0.03 

0.31 

- 

0.0500 

- 

- 

0.130 

0.180 

0.180 

0.311 

0.016 

0.296 

0.463 

156.62 

Over Exploited 

Lalpura 

0829000103528400 

0.04 

0.12 

126.03 

0.15 

0.05 

0.20 

0.05 

0.66 

- 

0.0200 

- 

- 

0.062 

0.082 

0.082 

0.280 

0.014 

0.266 

0.203 

76.55 

Semi Critical 

Lalsinghji Ka Khera 

0829000203536300 

0.06 

0.00 

10,767.31 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

11,173.81 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Lasadiya Kalan 

0829000103526400 

0.04 

0.31 

233.24 

0.37 

0.07 

0.43 

0.05 

0.64 

- 

0.0500 

- 

- 

0.068 

0.118 

0.118 

0.552 

0.028 

0.524 

0.483 

92.19 

Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Lasadiya Khurd 

082900010353090C 

7.969 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.620 

3.68 

0.015 

0.02 

0.00 

0.00 

0.00 

0.03 

0.36 

0.40 

0.05 

0.022 

0.51 

0.46 


Lookdi 

0829000103527600 

1.728 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.728 

3.90 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.13 

0.17 

0.14 

0.006 

0.64 

0.50 


Madhopur 

0824000802875900 

5.232 

Fresh 

Meja 

Command 

Gneisses(B.G.C) 

5.232 

3.52 

0.011 

0.02 

0.00 

0.00 

0.00 

0.03 

0.20 

0.25 

0.04 

0.021 

0.60 

0.48 


Mahendragarh 

0824000702866300 

20.267 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

19.901 

3.59 

0.015 

0.05 

0.00 

0.00 

0.00 

0.11 

1.01 

1.02 

0.11 

0.060 

0.54 

0.54 


Mahesh Pura 

0824000802884400 

5.226 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.226 

6.06 

0.011 

0.03 

0.00 

0.00 

0.00 

0.01 

0.37 

0.38 

0.10 

0.021 

0.59 

0.58 


Makriya 

0824000702866400 

14.554 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

14.156 

5.55 

0.015 

0.03 

0.00 

0.00 

0.00 

0.06 

1.15 

1.20 

0.06 

0.043 

0.55 

0.52 







Non-command 

Gneisses(B.G.C) 

0.397 

5.55 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.001 

0.02 

0.01 


Mali Khera 

0824001102933700 

5.904 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.904 

4.39 

0.020 

0.18 

0.03 

0.00 

0.00 

0.01 

0.66 

0.60 

0.70 

0.016 

0.68 

0.75 


Mandalgarh 

0824001142407000 

57.997 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.034 

5.91 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.13 

0.06 

0.019 

0.01 

0.01 


Mandi Gusaiyan 

0824001102936300 

0.608 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.255 

5.25 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.03 

0.001 

0.29 

0.32 


Mandpiya 

0824000802877100 

6.011 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.658 

3.82 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.14 

0.01 

0.007 

0.15 

0.14 







Non-command 

Gneisses(B.G.C) 

0.560 

3.82 

0.011 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.00 

0.002 

0.05 

0.05 



0824000802882900 

3.367 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.010 

3.46 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.03 

0.004 

0.18 

0.15 






Meja 

Command 

Gneisses(B.G.C) 

2.357 

3.46 

0.011 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.14 

0.07 

0.009 

0.42 

0.34 


Mandpiya Mataji Ka 

0829000103527500 

2.645 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.645 

3.86 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.19 

0.24 

0.16 

0.009 

0.63 

0.50 


Mangras 

0824000702866500 

13.050 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

12.740 

4.34 

0.015 

0.13 

0.02 

0.00 

0.00 

0.06 

0.88 

0.94 

0.48 

0.039 

0.56 

0.53 







Non-command 

Gneisses(B.G.C) 

0.310 

4.34 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.01 

0.01 


Mangrop 

0824000802885000 

19.225 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.541 

2.69 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.42 

0.49 

0.30 

0.026 

0.20 

0.17 







Non-command 

Gneisses(B.G.C) 

12.684 

2.69 

0.011 

0.16 

0.02 

0.00 

0.00 

0.00 

0.52 

0.60 

0.58 

0.051 

0.39 

0.34 


Manyas 

0829000103528600 

8.227 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.227 

4.85 

0.015 

0.04 

0.00 

0.00 

0.00 

0.02 

0.62 

0.68 

0.12 

0.027 

0.61 

0.56 


Marmi 

0829000103530100 

7.900 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.750 

3.77 

0.015 

0.09 

0.01 

0.00 

0.00 

0.00 

0.29 

0.32 

0.35 

0.012 

0.29 

0.26 







Non-command 

Gneisses(B.G.C) 

4.150 

3.77 

0.015 

0.10 

0.01 

0.00 

0.00 

0.03 

0.30 

0.33 

0.37 

0.014 

0.32 

0.29 


Meda Kheri 

0829000103527200 

5.559 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.559 

3.76 

0.015 

0.07 

0.01 

0.00 

0.00 

0.01 

0.36 

0.42 

0.25 

0.018 

0.60 

0.51 


Mirchiya Kheri 

0829000103528200 

4.499 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.499 

5.12 

0.015 

0.04 

0.01 

0.00 

0.00 

0.01 

0.36 

0.43 

0.15 

0.015 

0.63 

0.53 


Mohanpura 

0824000802880400 

1.293 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.135 

4.23 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.15 

0.09 

0.005 

0.53 

0.44 







Non-command 

Gneisses(B.G.C) 

0.158 

4.23 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.07 

0.06 



0824001102933900 

3.408 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.269 

4.66 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.35 

0.32 

0.22 

0.009 

0.65 

0.71 


Momi 

0824000802879100 

2.825 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.825 

1.68 

0.011 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.10 

0.17 

0.011 

0.58 

0.50 


Mujras 

0824000802876700 

7.419 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.088 

2.25 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.12 

0.02 

0.008 

0.16 

0.14 







Non-command 

Gneisses(B.G.C) 

5.306 

2.25 

0.011 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.18 

0.06 

0.021 

0.41 

0.35 


Muroli 

0829000103530000 

7.630 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.261 

3.81 

0.015 

0.11 

0.02 

0.00 

0.00 

0.02 

0.37 

0.41 

0.40 

0.017 

0.42 

0.39 







Non-command 

Gneisses(B.G.C) 

2.369 

3.81 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.18 

0.19 

0.18 

0.008 

0.19 

0.17 


Nahargarh 

0824001102934400 

4.081 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.336 

3.68 

0.020 

0.14 

0.02 

0.00 

0.00 

0.00 

0.36 

0.33 

0.54 

0.009 

0.54 

0.59 


Nandrai 

0824000902896500 

22.944 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.042 

4.84 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nandsa (khalsa) 

0824000702865700 

11.759 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

11.759 

1.63 

0.015 

0.03 

0.00 

0.00 

0.00 

0.09 

0.22 

0.21 

0.08 

0.036 

0.54 

0.57 


Nathadiyas 

0824000802882500 

4.991 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.991 

3.45 

0.011 

0.04 

0.00 

0.00 

0.00 

0.01 

0.22 

0.27 

0.13 

0.020 

0.60 

0.48 


Nathji Ka Khera 

0824000702867700 

3.898 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.898 

3.23 

0.015 

0.03 

0.00 

0.00 

0.00 

0.04 

0.18 

0.17 

0.12 

0.012 

0.54 

0.58 


Nawalpura 

0829000103532200 

2.755 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.295 

4.58 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.18 

0.02 

0.007 

0.51 

0.47 


Naya Khera 

0824000702870300 

1.919 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.919 

1.52 

0.015 

0.02 

0.00 

0.00 

0.00 

0.04 

0.03 

0.03 

0.09 

0.006 

0.55 

0.57 


Nayagaon 

0824001102933800 

0.791 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.791 

4.17 

0.020 

0.15 

0.02 

0.00 

0.00 

0.00 

0.20 

0.18 

0.59 

0.002 

0.67 

0.73 


Newariya 

0829000103527300 

11.648 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

11.648 

3.79 

0.015 

0.25 

0.01 

0.00 

0.00 

0.04 

0.87 

1.06 

0.94 

0.038 

0.62 

0.51 


Nogawan 

0824000802876600 

3.983 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.249 

2.24 

0.020 

0.02 

0.00 

0.00 

0.00 

0.05 

0.07 

0.09 

0.07 

0.009 

0.33 

0.28 







Non-command 

Gneisses(B.G.C) 

1.733 

2.24 

0.011 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.05 

0.007 

0.26 

0.21 


Nohara 

0824000902899500 

3.598 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.000 

1.66 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ojhagar 

0824000802878000 

3.761 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.761 

6.42 

0.011 

0.05 

0.01 

0.00 

0.00 

0.01 

0.30 

0.32 

0.17 

0.015 

0.56 

0.51 


Ojyara 

0824000802881200 

15.487 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.833 

4.49 

0.020 

0.08 

0.01 

0.00 

0.00 

0.12 

0.74 

0.93 

0.26 

0.036 

0.36 

0.28 







Non-command 

Gneisses(B.G.C) 

6.586 

4.49 

0.011 

0.06 

0.01 

0.00 

0.00 

0.02 

0.36 

0.45 

0.19 

0.026 

0.27 

0.21 


Pahoona 

0829000103528300 

15.610 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

13.987 

3.10 

0.015 

0.40 

0.06 

0.00 

0.00 

0.11 

0.88 

0.98 

1.56 

0.046 

0.55 

0.49 







Non-command 

Gneisses(B.G.C) 

1.623 

3.10 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.12 

0.13 

0.18 

0.005 

0.06 

0.06 


Pahooni 

0829000103528900 

3.991 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.991 

3.17 

0.015 

0.07 

0.01 

0.00 

0.00 

0.02 

0.23 

0.25 

0.26 

0.013 

0.60 

0.56 


Palran 

0824000702862000 

6.264 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.162 

2.41 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Panna Khera 

0829000103531100 

3.274 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.098 

5.17 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.03 

0.004 

0.21 

0.19 







Non-command 

Gneisses(B.G.C) 

2.170 

5.17 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.17 

0.19 

0.05 

0.007 

0.41 

0.37 


Pansal 

0824000802872400 

14.760 

Fresh 

Meja 

Command 

Phyllite & Schist 

0.234 

1.34 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.01 







Command 

Gneisses(B.G.C) 

0.015 

1.34 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Parmeshwar Pura 

0829000103532300 

1.490 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.224 

4.58 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.001 

0.09 

0.09 


Paroli Genta 

0824000902901100 

7.523 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.800 

2.40 

0.020 

0.17 

0.02 

0.00 

0.00 

0.00 

0.42 

0.39 

0.64 

0.018 

0.50 

0.53 







Non-command 

Gneisses(B.G.C) 

0.668 

2.40 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.05 

0.002 

0.06 

0.06 


Parwati Pura 

0824000802878900 

1.388 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.388 

2.93 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.05 

0.006 

0.57 

0.52 


Patliyas 

0824000802883600 

6.076 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.076 

2.88 

0.011 

0.05 

0.01 

0.00 

0.00 

0.01 

0.22 

0.26 

0.17 

0.024 

0.59 

0.52 


Patniya 

0824000802884700 

2.645 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.645 

3.36 

0.011 

0.01 

0.00 

0.00 

0.00 

0.01 

0.10 

0.11 

0.03 

0.011 

0.59 

0.54 


Peepli 

0824000802885300 

7.299 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.299 

4.20 

0.011 

0.09 

0.01 

0.00 

0.00 

0.00 

0.41 

0.44 

0.32 

0.029 

0.59 

0.54 


Peethaji Ka Khera 

0824001102936400 

1.564 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.998 

5.51 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.14 

0.13 

0.15 

0.003 

0.44 

0.48 


Peethas 

0824000902900100 

3.758 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.758 

3.87 

0.015 

0.12 

0.02 

0.00 

0.00 

0.01 

0.31 

0.32 

0.46 

0.012 

0.60 

0.59 


Phagnon Ka Khera 

0824000802883200 

1.692 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.225 

3.33 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.08 

0.07 







Non-command 

Gneisses(B.G.C) 

1.468 

3.33 

0.011 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.11 

0.006 

0.52 

0.43 


Phalodi 

0829000203537300 

7.264 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.195 

9.69 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.02 

0.01 


Pichariya Khera 

0824000702870200 

2.290 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.290 

1.79 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.07 

0.07 

0.09 

0.007 

0.56 

0.57 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Lasadiya Khurd 

0829000103530900 

0.06 

0.21 

89.34 

0.25 

0.03 

0.28 

0.04 

0.55 

- 

0.0100 

- 

- 

0.040 

0.050 

0.050 

0.328 

0.016 

0.312 

0.070 

22.32 

Safe 

Lookdi 

0829000103527600 

0.06 

0.07 

145.97 

0.08 

0.01 

0.09 

0.05 

0.69 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.113 

0.006 

0.107 

0.146 

135.56 

Over Exploited 

Madhopur 

0824000802875900 

0.07 

0.21 

15.58 

0.25 

0.03 

0.27 

0.05 

0.65 

- 

- 

- 

- 

0.038 

0.038 

0.038 

0.309 

0.015 

0.293 

0.056 

19.11 

Safe 

Mahendragarh 

0824000702866300 

0.03 

0.31 

234.81 

0.37 

0.11 

0.48 

0.05 

0.59 

- 

0.0100 

- 

- 

0.164 

0.174 

0.174 

0.649 

0.032 

0.616 

0.168 

27.31 

Safe 

Mahesh Pura 

0824000802884400 

0.07 

0.21 

80.56 

0.25 

0.01 

0.26 

0.05 

0.64 

- 

0.0100 

- 

- 

0.015 

0.025 

0.025 

0.285 

0.014 

0.271 

0.117 

43.21 

Safe 

Makriya 

0824000702866400 

0.03 

0.22 

448.57 

0.26 

0.06 

0.32 

0.05 

0.59 

- 

0.0100 

- 

- 

0.088 

0.099 

0.099 

0.420 

0.021 

0.399 

0.104 

26.05 

Safe 



0.02 

0.00 

26,896.43 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.002 

0.003 

0.003 

0.004 

0.000 

0.004 

0.001 

29.49 

Safe 

Mali Khera 

0824001102933700 

0.08 

0.31 

95.43 

0.37 

0.04 

0.41 

0.05 

0.73 

- 

0.1300 

- 

- 

0.013 

0.143 

0.143 

0.550 

0.027 

0.522 

0.717 

137.32 

Over Exploited 

Mandalgarh 

0824001142407000 

0.08 

0.00 

13,169.80 

0.00 

- 

0.00 

0.00 

0.01 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.011 

0.079 

746.24 

Over Exploited 

Mandi Gusaiyan 

0824001102936300 

0.08 

0.01 

491.25 

0.01 

- 

0.01 

0.02 

0.31 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.034 

210.93 

Over Exploited 

Mandpiya 

0824000802877100 

0.06 

0.02 

821.61 

0.02 

0.00 

0.02 

0.01 

0.17 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.024 

0.001 

0.022 

0.017 

74.41 

Semi Critical 



0.07 

0.00 

954.16 

0.00 

0.01 

0.01 

0.00 

0.06 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.015 

0.001 

0.015 

0.004 

29.11 

Safe 


0824000802882900 

0.07 

0.01 

386.77 

0.01 

- 

0.01 

0.01 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.015 

0.001 

0.014 

0.033 

236.46 

Over Exploited 



0.07 

0.07 

102.61 

0.08 

- 

0.08 

0.03 

0.45 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.090 

0.005 

0.086 

0.079 

92.81 

Critical 

Mandpiya Mataji Ka 

0829000103527500 

0.06 

0.10 

136.37 

0.12 

0.00 

0.12 

0.05 

0.68 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.145 

0.007 

0.138 

0.164 

118.68 

Over Exploited 

Mangras 

0824000702866500 

0.03 

0.20 

361.13 

0.24 

0.08 

0.32 

0.05 

0.61 

- 

0.0500 

- 

- 

0.088 

0.138 

0.138 

0.460 

0.023 

0.437 

0.514 

117.48 

Over Exploited 



0.02 

0.00 

25,201.62 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

12,326.58 

Over Exploited 

Mangrop 

0824000802885000 

0.06 

0.08 

520.84 

0.10 

0.01 

0.11 

0.02 

0.22 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.135 

0.007 

0.128 

0.325 

253.31 

Over Exploited 



0.07 

0.33 

504,402.98 

0.40 

0.02 

0.42 

0.03 

0.42 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.492 

0.025 

0.467 

0.634 

135.70 

Over Exploited 

Manyas 

0829000103528600 

0.04 

0.20 

236.96 

0.24 

0.02 

0.26 

0.05 

0.66 

- 

0.0100 

- 

- 

0.029 

0.039 

0.039 

0.300 

0.015 

0.285 

0.142 

49.78 

Safe 

Marmi 

0829000103530100 

0.04 

0.04 

637.69 

0.05 

0.01 

0.06 

0.02 

0.32 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.104 

0.005 

0.099 

0.364 

369.09 

Over Exploited 



0.06 

0.08 

298.16 

0.10 

0.04 

0.14 

0.03 

0.35 

- 

0.0400 

- 

- 

0.040 

0.080 

0.080 

0.216 

0.011 

0.206 

0.387 

188.03 

Over Exploited 

Meda Kheri 

0829000103527200 

0.06 

0.21 

104.51 

0.25 

0.02 

0.27 

0.05 

0.65 

- 

0.0300 

- 

- 

0.019 

0.049 

0.049 

0.319 

0.016 

0.303 

0.263 

86.73 

Semi Critical 

Mirchiya Kheri 

0829000103528200 

0.06 

0.17 

147.28 

0.21 

0.02 

0.23 

0.05 

0.68 

- 

0.0200 

- 

- 

0.017 

0.037 

0.037 

0.267 

0.013 

0.254 

0.165 

64.87 

Safe 

Mohanpura 

0824000802880400 

0.06 

0.04 

325.28 

0.04 

- 

0.04 

0.04 

0.57 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.053 

0.003 

0.051 

0.099 

195.02 

Over Exploited 



0.07 

0.00 

1,043.14 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.015 

1,630.68 

Over Exploited 


0824001102933900 

0.08 

0.16 

97.84 

0.20 

0.01 

0.21 

0.04 

0.69 

- 

0.0400 

- 

- 

0.002 

0.042 

0.042 

0.249 

0.012 

0.236 

0.232 

98.12 

Critical 

Momi 

0824000802879100 

0.07 

0.11 

(5.43) 

0.10 

0.01 

0.12 

0.05 

0.63 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.139 

0.007 

0.132 

0.183 

138.96 

Over Exploited 

Mujras 

0824000802876700 

0.06 

0.02 

499.29 

0.02 

- 

0.02 

0.01 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.025 

0.001 

0.023 

0.029 

126.13 

Over Exploited 



0.07 

0.15 

19.91 

0.18 

- 

0.18 

0.03 

0.45 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.188 

0.009 

0.179 

0.078 

43.76 

Safe 

Muroli 

0829000103530000 

0.04 

0.09 

354.73 

0.11 

0.04 

0.15 

0.03 

0.46 

- 

0.0500 

- 

- 

0.032 

0.082 

0.082 

0.231 

0.012 

0.219 

0.418 

190.64 

Over Exploited 



0.06 

0.03 

589.08 

0.03 

0.01 

0.04 

0.02 

0.21 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.064 

0.003 

0.061 

0.187 

307.11 

Over Exploited 

Nahargarh 

0824001102934400 

0.08 

0.14 

141.00 

0.16 

0.02 

0.19 

0.04 

0.58 

- 

0.0600 

- 

- 

0.004 

0.064 

0.064 

0.251 

0.013 

0.238 

0.549 

230.42 

Over Exploited 

Nandrai 

0824000902896500 

0.06 

0.00 

122,935.23 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nandsa (khalsa) 

0824000702865700 

0.02 

0.13 

66.37 

0.15 

0.09 

0.25 

0.05 

0.60 

- 

0.0100 

- 

- 

0.139 

0.149 

0.149 

0.395 

0.020 

0.375 

0.119 

31.65 

Safe 

Nathadiyas 

0824000802882500 

0.07 

0.20 

33.31 

0.24 

0.01 

0.26 

0.05 

0.65 

- 

0.0100 

- 

- 

0.019 

0.029 

0.029 

0.284 

0.014 

0.270 

0.151 

55.99 

Safe 

Nathji Ka Khera 

0824000702867700 

0.03 

0.06 

185.25 

0.07 

0.04 

0.11 

0.05 

0.60 

- 

0.0100 

- 

- 

0.056 

0.066 

0.066 

0.175 

0.009 

0.166 

0.127 

76.27 

Semi Critical 

Nawalpura 

0829000103532200 

0.06 

0.07 

152.11 

0.09 

0.00 

0.09 

0.04 

0.55 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.088 

0.004 

0.084 

0.031 

37.66 

Safe 

Naya Khera 

0824000702870300 

0.02 

0.02 

29.08 

0.03 

0.04 

0.06 

0.05 

0.60 

- 

0.0100 

- 

- 

0.053 

0.063 

0.063 

0.123 

0.006 

0.117 

0.096 

81.67 

Semi Critical 

Nayagaon 

0824001102933800 

0.08 

0.04 

342.46 

0.05 

0.02 

0.07 

0.05 

0.71 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.138 

0.007 

0.132 

0.593 

450.86 

Over Exploited 

Newariya 

0829000103527300 

0.06 

0.45 

137.70 

0.54 

0.05 

0.58 

0.05 

0.67 

- 

0.1100 

- 

- 

0.055 

0.165 

0.165 

0.748 

0.037 

0.711 

0.976 

137.37 

Over Exploited 

Nogawan 

0824000802876600 

0.06 

0.04 

95.94 

0.05 

0.05 

0.10 

0.03 

0.36 

- 

0.0100 

- 

- 

0.071 

0.081 

0.081 

0.182 

0.009 

0.173 

0.075 

43.39 

Safe 



0.07 

0.03 

149.94 

0.04 

0.00 

0.04 

0.02 

0.28 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.046 

0.002 

0.044 

0.059 

134.38 

Over Exploited 

Nohara 

0824000902899500 

0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ojhagar 

0824000802878000 

0.07 

0.14 

126.73 

0.17 

0.02 

0.19 

0.05 

0.61 

- 

0.0200 

- 

- 

0.014 

0.034 

0.034 

0.224 

0.011 

0.212 

0.187 

88.08 

Semi Critical 

Ojyara 

0824000802881200 

0.06 

0.19 

395.14 

0.23 

0.13 

0.36 

0.03 

0.38 

- 

0.0300 

- 

- 

0.186 

0.216 

0.216 

0.577 

0.029 

0.548 

0.292 

53.17 

Safe 



0.07 

0.12 

281.38 

0.14 

0.03 

0.17 

0.02 

0.29 

- 

0.0200 

- 

- 

0.028 

0.048 

0.048 

0.219 

0.011 

0.208 

0.219 

105.58 

Over Exploited 

Pahoona 

0829000103528300 

0.04 

0.31 

219.94 

0.37 

0.17 

0.53 

0.04 

0.59 

- 

0.1700 

- 

- 

0.161 

0.331 

0.331 

0.865 

0.043 

0.822 

1.601 

194.77 

Over Exploited 



0.06 

0.01 

1,913.36 

0.01 

0.01 

0.02 

0.01 

0.07 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.038 

0.002 

0.036 

0.185 

518.32 

Over Exploited 

Pahooni 

0829000103528900 

0.04 

0.10 

160.33 

0.12 

0.03 

0.14 

0.05 

0.65 

- 

0.0500 

- 

- 

0.024 

0.074 

0.074 

0.216 

0.011 

0.205 

0.277 

135.27 

Over Exploited 

Palran 

0824000702862000 

0.02 

0.00 

12,247.40 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

8,688.03 

Over Exploited 

Panna Khera 

0829000103531100 

0.04 

0.01 

995.35 

0.01 

0.00 

0.02 

0.02 

0.22 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.023 

0.001 

0.022 

0.035 

158.00 

Over Exploited 



0.06 

0.05 

246.64 

0.07 

0.01 

0.07 

0.03 

0.44 

- 

0.0100 

- 

- 

0.009 

0.019 

0.019 

0.091 

0.005 

0.086 

0.056 

65.18 

Safe 

Pansal 

0824000802872400 

0.06 

0.00 

5,760.48 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

3,965.39 

Over Exploited 



0.07 

0.00 

32,437.98 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Parmeshwar Pura 

0829000103532300 

0.06 

0.00 

2,045.05 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

0.036 

2,462.84 

Over Exploited 

Paroli Genta 

0824000902901100 

0.06 

0.17 

137.04 

0.20 

0.02 

0.22 

0.04 

0.53 

- 

0.0700 

- 

- 

0.007 

0.077 

0.077 

0.302 

0.015 

0.287 

0.661 

230.66 

Over Exploited 



0.05 

0.00 

1,561.98 

0.00 

- 

0.00 

0.00 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.012 

0.050 

429.22 

Over Exploited 

Parwati Pura 

0824000802878900 

0.07 

0.05 

12.68 

0.06 

0.00 

0.06 

0.05 

0.62 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.071 

0.004 

0.068 

0.054 

79.26 

Semi Critical 

Patliyas 

0824000802883600 

0.07 

0.24 

5.18 

0.26 

0.02 

0.28 

0.05 

0.64 

- 

0.0200 

- 

- 

0.015 

0.035 

0.035 

0.311 

0.016 

0.295 

0.192 

65.21 

Safe 

Patniya 

0824000802884700 

0.07 

0.11 

7.15 

0.11 

0.01 

0.12 

0.05 

0.64 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.126 

0.006 

0.119 

0.040 

33.20 

Safe 

Peepli 

0824000802885300 

0.07 

0.29 

53.63 

0.35 

0.01 

0.36 

0.05 

0.64 

- 

0.0400 

- 

- 

0.007 

0.047 

0.047 

0.409 

0.020 

0.389 

0.345 

88.86 

Semi Critical 

Peethaji Ka Khera 

0824001102936400 

0.08 

0.03 

278.69 

0.04 

0.01 

0.05 

0.03 

0.47 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.081 

0.004 

0.077 

0.150 

195.67 

Over Exploited 

Peethas 

0824000902900100 

0.05 

0.11 

179.36 

0.14 

0.03 

0.16 

0.05 

0.65 

- 

0.0500 

- 

- 

0.012 

0.062 

0.062 

0.225 

0.011 

0.214 

0.468 

218.52 

Over Exploited 

Phagnon Ka Khera 

0824000802883200 

0.06 

0.00 

1,576.44 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.019 

1,553.04 

Over Exploited 



0.07 

0.05 

93.82 

0.06 

0.00 

0.06 

0.04 

0.56 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.073 

0.004 

0.069 

0.113 

163.23 

Over Exploited 

Phalodi 

0829000203537300 

0.04 

0.00 

18,714.29 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

4,149.28 

Over Exploited 

Pichariya Khera 

0824000702870200 

0.02 

0.03 

165.93 

0.03 

0.01 

0.04 

0.05 

0.61 

- 

0.0100 

- 

- 

0.018 

0.028 

0.028 

0.070 

0.004 

0.067 

0.093 

139.13 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Potlan 

082400070286820C 

21.345 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.050 

4.70 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Punawta 

0829000103530500 

2.637 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.637 

4.33 

0.015 

0.05 

0.01 

0.00 

0.00 

0.01 

0.20 

0.23 

0.17 

0.009 

0.62 

0.55 


Puthwadia 

0829000103531200 

2.818 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.104 

5.57 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.02 

0.02 







Non-command 

Gneisses(B.G.C) 

2.714 

5.57 

0.015 

0.05 

0.01 

0.00 

0.00 

0.01 

0.25 

0.28 

0.18 

0.009 

0.59 

0.54 


Raipuriya 

0829000103534200 

3.221 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.716 

4.83 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.12 

0.13 

0.02 

0.006 

0.33 

0.30 


Rajola 

0824000802876300 

3.592 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.592 

3.60 

0.011 

0.03 

0.00 

0.00 

0.00 

0.02 

0.16 

0.19 

0.10 

0.014 

0.60 

0.49 


Rajpura 

0824000802878400 

2.680 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.680 

3.56 

0.011 

0.03 

0.00 

0.00 

0.00 

0.06 

0.08 

0.09 

0.09 

0.011 

0.56 

0.50 


Rama Ka Khera 

0824000702871400 

5.354 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.354 

4.11 

0.015 

0.05 

0.01 

0.00 

0.00 

0.01 

0.36 

0.36 

0.20 

0.016 

0.57 

0.56 


Ramdeonagar 

0824000702866700 

3.798 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.798 

2.92 

0.015 

0.05 

0.01 

0.00 

0.00 

0.01 

0.20 

0.20 

0.18 

0.012 

0.55 

0.56 


Rampuriya 

0824000702870500 

2.525 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.353 

1.44 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.03 

0.03 

0.03 

0.004 

0.29 

0.31 







Non-command 

Gneisses(B.G.C) 

1.172 

1.44 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.03 

0.03 

0.03 

0.004 

0.26 

0.27 



0824000802878200 

4.953 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.953 

3.73 

0.011 

0.05 

0.01 

0.00 

0.00 

0.01 

0.23 

0.26 

0.16 

0.020 

0.56 

0.50 



0829000103526700 

2.726 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.726 

4.60 

0.015 

0.01 

0.00 

0.00 

0.00 

0.02 

0.18 

0.20 

0.03 

0.009 

0.59 

0.55 


Ranawaton Ka Khera 

0829000203539800 

3.754 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.062 

5.04 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Ranikhera 

0824001102934300 

4.060 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.191 

3.78 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.24 

0.22 

0.35 

0.006 

0.36 

0.40 


Rashmi 

0829000103531300 

9.114 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.001 

4.49 

0.015 

0.19 

0.03 

0.00 

0.00 

0.00 

0.56 

0.62 

0.75 

0.020 

0.40 

0.37 







Non-command 

Gneisses(B.G.C) 

2.848 

4.49 

0.015 

0.09 

0.01 

0.00 

0.00 

0.00 

0.27 

0.30 

0.35 

0.009 

0.19 

0.17 


Ratan Kheri 

0829000103526900 

2.983 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.658 

3.34 

0.015 

0.03 

0.00 

0.00 

0.00 

0.02 

0.10 

0.11 

0.12 

0.005 

0.34 

0.30 







Non-command 

Gneisses(B.G.C) 

1.325 

3.34 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.11 

0.10 

0.004 

0.27 

0.24 


Ratan Pura 

0824000802885100 

3.529 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.864 

2.20 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.03 

0.003 

0.14 

0.13 







Non-command 

Gneisses(B.G.C) 

2.458 

2.20 

0.011 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.08 

0.010 

0.41 

0.36 


Ratna Ka Khera 

0829000103530600 

3.811 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.811 

5.02 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.30 

0.35 

0.07 

0.012 

0.62 

0.54 


Rayra 

0824000802878300 

3.299 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.280 

1.94 

0.011 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.05 

0.013 

0.57 

0.50 


Ren 

0824000902902200 

5.084 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.084 

5.17 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.45 

0.46 

0.28 

0.016 

0.60 

0.59 


Renwas 

0824000902902300 

8.275 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.990 

6.67 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.12 

0.07 

0.003 

0.07 

0.07 


Rewara 

0829000103526100 

9.625 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.625 

5.71 

0.015 

0.19 

0.03 

0.00 

0.00 

0.02 

0.96 

1.03 

0.72 

0.031 

0.60 

0.56 


Rood 

0829000103530800 

8.647 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.295 

4.04 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.21 

0.24 

0.32 

0.007 

0.17 

0.15 


Roopaheli 

0824000802875400 

11.933 

Fresh 

Meja 

Command 

Gneisses(B.G.C) 

11.117 

3.39 

0.011 

0.13 

0.02 

0.00 

0.00 

0.03 

0.49 

0.53 

0.48 

0.045 

0.55 

0.52 


Rooppura 

0824000802877000 

0.858 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.843 

3.75 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.04 

0.003 

0.55 

0.49 



0829000103526300 

2.478 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.478 

3.42 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.13 

0.14 

0.04 

0.008 

0.60 

0.55 


Ruganathpura 

0824000702865200 

2.030 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.861 

2.73 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.003 

0.23 

0.24 


Rugnathpura 

0824000802878100 

2.935 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.935 

6.19 

0.011 

0.02 

0.00 

0.00 

0.00 

0.02 

0.20 

0.22 

0.06 

0.012 

0.56 

0.51 


Sabalpura 

0824000802875700 

2.085 

Fresh 

Meja 

Command 

Gneisses(B.G.C) 

2.085 

3.75 

0.011 

0.02 

0.00 

0.00 

0.00 

0.01 

0.09 

0.11 

0.07 

0.008 

0.60 

0.49 


Sagat Puriya 

0824000802880900 

4.146 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.764 

4.41 

0.020 

0.01 

0.00 

0.00 

0.00 

0.02 

0.15 

0.18 

0.02 

0.007 

0.26 

0.21 







Non-command 

Gneisses(B.G.C) 

2.382 

4.41 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.15 

0.03 

0.010 

0.35 

0.29 


Sahara (rural) 

0824000702865000 

18.932 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

11.595 

6.36 

0.015 

0.13 

0.02 

0.00 

0.00 

0.10 

1.12 

1.06 

0.46 

0.035 

0.33 

0.35 







Non-command 

Gneisses(B.G.C) 

2.896 

6.36 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.29 

0.28 

0.11 

0.009 

0.08 

0.09 


Sakriya 

0824000702871100 

3.459 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.459 

4.28 

0.015 

0.03 

0.00 

0.00 

0.00 

0.02 

0.24 

0.24 

0.09 

0.010 

0.57 

0.56 


Salampura 

0824000802872300 

3.817 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.317 

2.47 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.05 

0.04 






Meja 

Command 

Phyllite & Schist 

2.608 

2.47 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.18 

0.04 

0.010 

0.41 

0.33 


Salariya 

0824000802883000 

2.112 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.703 

3.48 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.04 

0.007 

0.48 

0.39 






Meja 

Command 

Gneisses(B.G.C) 

0.409 

3.48 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.002 

0.12 

0.09 


Salyawari 

0824000702867300 

7.318 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.019 

2.29 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.17 

0.16 

0.17 

0.012 

0.30 

0.32 







Non-command 

Gneisses(B.G.C) 

3.299 

2.29 

0.015 

0.04 

0.01 

0.00 

0.00 

0.04 

0.11 

0.10 

0.14 

0.010 

0.25 

0.26 


Samori 

0824000802872200 

5.836 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.175 

2.73 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.01 


Sangwa 

0824000802877500 

12.051 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.962 

6.24 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.13 

0.01 

0.004 

0.04 

0.04 







Non-command 

Gneisses(B.G.C) 

10.941 

6.24 

0.011 

0.04 

0.00 

0.00 

0.00 

0.05 

0.74 

0.80 

0.08 

0.044 

0.50 

0.46 


Sankhli 

0829000103528500 

4.348 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.348 

4.14 

0.015 

0.03 

0.00 

0.00 

0.00 

0.02 

0.28 

0.30 

0.11 

0.014 

0.61 

0.56 


Sanwalpura 

0829000103532000 

1.495 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.555 

5.73 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.01 

0.002 

0.23 

0.21 







Non-command 

Gneisses(B.G.C) 

0.939 

5.73 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.01 

0.003 

0.39 

0.35 



0825000603031400 

3.089 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.359 

4.39 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.001 

0.07 

0.07 


Sargaon 

0824000702869400 

13.751 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

12.953 

4.29 

0.015 

0.11 

0.01 

0.00 

0.00 

0.00 

0.93 

0.93 

0.38 

0.039 

0.53 

0.54 







Non-command 

Gneisses(B.G.C) 

0.040 

4.29 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Satdhoodiya 

0824000702867100 

3.485 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.095 

2.17 

0.015 

0.03 

0.00 

0.00 

0.00 

0.03 

0.10 

0.10 

0.09 

0.009 

0.49 

0.51 







Non-command 

Gneisses(B.G.C) 

0.390 

2.17 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.06 

0.06 


Sawaipur 

0824000902899600 

9.881 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.402 

1.68 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.001 

0.03 

0.03 






Meja 

Command 

Gneisses(B.G.C) 

1.323 

1.68 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.13 

0.004 

0.09 

0.09 


Sayla 

0824000802880500 

0.899 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.899 

4.44 

0.011 

0.05 

0.00 

0.00 

0.00 

0.00 

0.09 

0.11 

0.21 

0.004 

0.60 

0.50 


Sethooriya 

0824000802879300 

7.569 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.203 

3.61 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.43 

0.47 

0.22 

0.021 

0.40 

0.37 







Non-command 

Gneisses(B.G.C) 

2.316 

3.61 

0.011 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.13 

0.10 

0.009 

0.18 

0.16 


Shivrati (rural) 

0824000702867200 

15.015 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.032 

2.61 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.00 

0.006 

0.07 

0.08 







Non-command 

Gneisses(B.G.C) 

12.072 

2.61 

0.015 

0.02 

0.00 

0.00 

0.00 

0.13 

0.36 

0.35 

0.02 

0.037 

0.44 

0.46 


Shopura (gega Ka Khera) 

0824000902898200 

3.389 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.886 

2.91 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.14 

0.13 

0.15 

0.006 

0.36 

0.39 


Shopura (sawaipura) 

0824000902899900 

5.987 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.287 

2.82 

0.015 

0.08 

0.01 

0.00 

0.00 

0.01 

0.25 

0.24 

0.30 

0.014 

0.44 

0.46 






Meja 

Command 

Gneisses(B.G.C) 

1.700 

2.82 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.12 

0.005 

0.18 

0.18 


Shree Pura 

0824000902901200 

7.399 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.399 

3.28 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.56 

0.51 

0.33 

0.023 

0.66 

0.71 


Shriramnagar 

0824000702870600 

3.103 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.103 

1.64 

0.015 

0.05 

0.01 

0.00 

0.00 

0.01 

0.10 

0.10 

0.20 

0.009 

0.55 

0.57 


Sihana 

0829000103527100 

16.300 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

16.300 

3.78 

0.015 

0.18 

0.02 

0.00 

0.00 

0.06 

1.02 

1.20 

0.66 

0.053 

0.61 

0.52 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Potlan 

0824000702868200 

0.02 

0.00 

260,373.75 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

######### 

Over Exploited 

Punawta 

0829000103530500 

0.06 

0.10 

123.48 

0.12 

0.02 

0.14 

0.05 

0.67 

- 

0.0200 

- 

- 

0.017 

0.037 

0.037 

0.179 

0.009 

0.170 

0.179 

104.95 

Over Exploited 

Puthwadia 

0829000103531200 

0.04 

0.00 

10,015.01 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

4,935.93 

Over Exploited 



0.06 

0.10 

180.34 

0.12 

0.02 

0.14 

0.05 

0.64 

- 

0.0200 

- 

- 

0.020 

0.040 

0.040 

0.183 

0.009 

0.174 

0.191 

109.65 

Over Exploited 

Raipuriya 

0829000103534200 

0.06 

0.03 

279.25 

0.04 

0.01 

0.06 

0.03 

0.35 

- 

- 

- 

- 

0.022 

0.022 

0.022 

0.078 

0.004 

0.074 

0.025 

33.21 

Safe 

Rajola 

0824000802876300 

0.07 

0.14 

32.67 

0.17 

0.02 

0.19 

0.05 

0.65 

- 

0.0100 

- 

- 

0.024 

0.034 

0.034 

0.223 

0.011 

0.212 

0.109 

51.56 

Safe 

Rajpura 

0824000802878400 

0.07 

0.10 

(14.31) 

0.09 

0.06 

0.14 

0.05 

0.61 

- 

0.0100 

- 

- 

0.085 

0.095 

0.095 

0.239 

0.012 

0.227 

0.105 

46.16 

Safe 

Rama Ka Khera 

0824000702871400 

0.03 

0.09 

319.56 

0.10 

0.02 

0.12 

0.05 

0.62 

- 

0.0200 

- 

- 

0.015 

0.035 

0.035 

0.159 

0.008 

0.151 

0.214 

141.98 

Over Exploited 

Ramdeonagar 

0824000702866700 

0.03 

0.06 

228.16 

0.07 

0.02 

0.09 

0.05 

0.61 

- 

0.0200 

- 

- 

0.013 

0.033 

0.033 

0.123 

0.006 

0.117 

0.196 

167.80 

Over Exploited 

Rampuriya 

0824000702870500 

0.03 

0.01 

167.00 

0.01 

0.01 

0.02 

0.03 

0.32 

- 

- 

- 

- 

0.012 

0.012 

0.012 

0.033 

0.002 

0.031 

0.036 

114.83 

Over Exploited 



0.02 

0.01 

380.97 

0.01 

0.01 

0.01 

0.02 

0.28 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.020 

0.001 

0.019 

0.033 

168.29 

Over Exploited 


0824000802878200 

0.07 

0.19 

40.09 

0.23 

0.02 

0.24 

0.05 

0.61 

- 

0.0200 

- 

- 

0.013 

0.033 

0.033 

0.277 

0.014 

0.263 

0.180 

68.31 

Safe 


0829000103526700 

0.04 

0.06 

203.57 

0.08 

0.02 

0.09 

0.05 

0.64 

- 

- 

- 

- 

0.025 

0.025 

0.025 

0.120 

0.006 

0.114 

0.035 

30.70 

Safe 

Ranawaton Ka Khera 

0829000203539800 

0.04 

0.00 

17,953.99 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ranikhera 

0824001102934300 

0.08 

0.06 

261.08 

0.07 

0.01 

0.09 

0.02 

0.39 

- 

0.0400 

- 

- 

0.006 

0.046 

0.046 

0.134 

0.007 

0.127 

0.351 

276.63 

Over Exploited 

Rashmi 

0829000103531300 

0.04 

0.10 

538.24 

0.12 

0.03 

0.15 

0.03 

0.44 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.227 

0.011 

0.215 

0.774 

359.32 

Over Exploited 



0.06 

0.03 

783.80 

0.04 

0.01 

0.05 

0.02 

0.21 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.091 

0.005 

0.086 

0.361 

419.85 

Over Exploited 

Ratan Kheri 

0829000103526900 

0.04 

0.02 

382.39 

0.03 

0.02 

0.04 

0.03 

0.36 

- 

0.0100 

- 

- 

0.026 

0.036 

0.036 

0.079 

0.004 

0.076 

0.125 

166.10 

Over Exploited 



0.06 

0.02 

387.49 

0.03 

0.00 

0.03 

0.02 

0.29 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.038 

0.002 

0.036 

0.100 

275.76 

Over Exploited 

Ratan Pura 

0824000802885100 

0.06 

0.01 

573.57 

0.01 

0.00 

0.01 

0.01 

0.16 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.017 

0.001 

0.016 

0.029 

180.69 

Over Exploited 



0.07 

0.07 

25.97 

0.08 

0.00 

0.09 

0.03 

0.45 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.100 

0.005 

0.095 

0.086 

90.37 

Critical 

Ratna Ka Khera 

0829000103530600 

0.06 

0.15 

139.67 

0.18 

0.00 

0.18 

0.05 

0.67 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.192 

0.010 

0.183 

0.078 

42.94 

Safe 

Rayra 

0824000802878300 

0.07 

0.13 

(18.19) 

0.10 

- 

0.10 

0.05 

0.61 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.113 

0.006 

0.107 

0.065 

60.88 

Safe 

Ren 

0824000902902200 

0.05 

0.15 

200.95 

0.18 

0.01 

0.19 

0.05 

0.64 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.226 

0.011 

0.215 

0.292 

136.07 

Over Exploited 

Renwas 

0824000902902300 

0.05 

0.00 

3,308.07 

0.00 

- 

0.00 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.075 

559.09 

Over Exploited 

Rewara 

0829000103526100 

0.04 

0.23 

345.77 

0.28 

0.05 

0.33 

0.05 

0.65 

- 

0.0800 

- 

- 

0.036 

0.116 

0.116 

0.448 

0.022 

0.426 

0.746 

175.34 

Over Exploited 

Rood 

0829000103530800 

0.06 

0.02 

912.44 

0.03 

0.01 

0.04 

0.01 

0.18 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.079 

0.004 

0.075 

0.325 

431.77 

Over Exploited 

Roopaheli 

0824000802875400 

0.07 

0.41 

26.96 

0.50 

0.05 

0.55 

0.05 

0.60 

- 

0.0500 

- 

- 

0.049 

0.099 

0.099 

0.649 

0.032 

0.617 

0.521 

84.41 

Semi Critical 

Rooppura 

0824000802877000 

0.07 

0.03 

47.55 

0.04 

0.00 

0.04 

0.05 

0.60 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.048 

0.002 

0.046 

0.046 

101.83 

Over Exploited 


0829000103526300 

0.04 

0.06 

140.58 

0.07 

0.01 

0.08 

0.05 

0.65 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.085 

0.004 

0.081 

0.051 

63.43 

Safe 

Ruganathpura 

0824000702865200 

0.02 

0.00 

702.28 

0.00 

0.00 

0.01 

0.02 

0.25 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.009 

0.000 

0.008 

0.017 

199.39 

Over Exploited 

Rugnathpura 

0824000802878100 

0.07 

0.11 

98.94 

0.13 

0.02 

0.15 

0.05 

0.61 

- 

0.0100 

- 

- 

0.029 

0.039 

0.039 

0.191 

0.010 

0.182 

0.070 

38.44 

Safe 

Sabalpura 

0824000802875700 

0.07 

0.08 

36.38 

0.10 

0.01 

0.11 

0.05 

0.64 

- 

0.0100 

- 

- 

0.018 

0.028 

0.028 

0.141 

0.007 

0.134 

0.081 

60.75 

Safe 

Sagat Puriya 

0824000802880900 

0.06 

0.03 

560.42 

0.03 

0.02 

0.05 

0.02 

0.28 

- 

- 

- 

- 

0.026 

0.026 

0.026 

0.077 

0.004 

0.073 

0.029 

39.99 

Safe 



0.07 

0.06 

170.90 

0.07 

0.00 

0.07 

0.03 

0.38 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.070 

0.003 

0.066 

0.036 

53.66 

Safe 

Sahara (rural) 

0824000702865000 

0.03 

0.11 

866.14 

0.13 

0.12 

0.25 

0.03 

0.37 

- 

0.0500 

- 

- 

0.144 

0.194 

0.194 

0.441 

0.022 

0.419 

0.491 

117.31 

Over Exploited 



0.02 

0.00 

5,617.32 

0.01 

0.01 

0.02 

0.01 

0.09 

- 

0.0100 

- 

- 

0.022 

0.032 

0.032 

0.052 

0.003 

0.049 

0.121 

244.10 

Over Exploited 

Sakriya 

0824000702871100 

0.03 

0.06 

330.17 

0.07 

0.02 

0.08 

0.05 

0.62 

- 

0.0100 

- 

- 

0.023 

0.033 

0.033 

0.115 

0.006 

0.109 

0.100 

92.25 

Critical 

Salampura 

0824000802872300 

0.06 

0.00 

1,931.83 

0.00 

0.00 

0.00 

0.00 

0.05 

- 

- 

- 

- 

0.000 

0.001 

0.001 

0.002 

0.000 

0.002 

0.006 

338.31 

Over Exploited 



0.06 

0.06 

171.33 

0.08 

0.00 

0.08 

0.03 

0.45 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.078 

0.004 

0.074 

0.048 

65.09 

Safe 

Salariya 

0824000802883000 

0.07 

0.06 

62.15 

0.07 

0.00 

0.07 

0.04 

0.52 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.070 

0.004 

0.067 

0.048 

71.67 

Semi Critical 



0.07 

0.00 

499.44 

0.00 

- 

0.00 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.012 

318.94 

Over Exploited 

Salyawari 

0824000702867300 

0.03 

0.03 

382.61 

0.04 

0.01 

0.06 

0.03 

0.33 

- 

0.0200 

- 

- 

0.007 

0.027 

0.027 

0.083 

0.004 

0.078 

0.181 

231.04 

Over Exploited 



0.02 

0.02 

517.89 

0.02 

0.05 

0.07 

0.02 

0.27 

- 

0.0200 

- 

- 

0.057 

0.077 

0.077 

0.144 

0.007 

0.137 

0.147 

107.37 

Over Exploited 

Samori 

0824000802872200 

0.06 

0.00 

6,111.00 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

1,304.26 

Over Exploited 

Sangwa 

0824000802877500 

0.06 

0.00 

4,891.05 

0.00 

0.00 

0.01 

0.00 

0.05 

- 

- 

- 

- 

0.003 

0.004 

0.004 

0.009 

0.000 

0.008 

0.011 

129.16 

Over Exploited 



0.07 

0.37 

116.14 

0.45 

0.05 

0.49 

0.04 

0.55 

- 

0.0100 

- 

- 

0.072 

0.082 

0.082 

0.575 

0.029 

0.546 

0.127 

23.25 

Safe 

Sankhli 

0829000103528500 

0.04 

0.11 

183.25 

0.13 

0.02 

0.15 

0.05 

0.66 

- 

0.0100 

- 

- 

0.037 

0.047 

0.047 

0.199 

0.010 

0.189 

0.120 

63.50 

Safe 

Sanwalpura 

0829000103532000 

0.04 

0.01 

936.27 

0.01 

- 

0.01 

0.02 

0.25 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.012 

204.16 

Over Exploited 



0.06 

0.02 

295.94 

0.03 

- 

0.03 

0.03 

0.42 

- 

- 

- 

- 

- 

- 

- 

0.027 

0.001 

0.026 

0.017 

66.75 

Safe 


0825000603031400 

0.04 

0.00 

2,798.56 

0.00 

0.00 

0.00 

0.01 

0.08 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.004 

0.000 

0.004 

0.025 

647.42 

Over Exploited 

Sargaon 

0824000702869400 

0.03 

0.20 

########## 

0.23 

0.01 

0.24 

0.05 

0.58 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.314 

0.016 

0.298 

0.417 

139.83 

Over Exploited 



0.02 

0.00 

201,499.78 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Satdhoodiya 

0824000702867100 

0.03 

0.04 

135.62 

0.05 

0.03 

0.08 

0.05 

0.53 

- 

0.0100 

- 

- 

0.039 

0.049 

0.049 

0.127 

0.006 

0.120 

0.103 

86.00 

Semi Critical 



0.02 

0.00 

2,452.58 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.012 

2,236.24 

Over Exploited 

Sawaipur 

0824000902899600 

0.05 

0.00 

3,557.53 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.037 

6,260.33 

Over Exploited 



0.05 

0.01 

956.21 

0.01 

0.00 

0.01 

0.01 

0.09 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.017 

0.001 

0.017 

0.130 

785.31 

Over Exploited 

Sayla 

0824000802880500 

0.07 

0.04 

211.62 

0.04 

- 

0.04 

0.05 

0.64 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.063 

0.003 

0.060 

0.216 

357.55 

Over Exploited 

Sethooriya 

0824000802879300 

0.06 

0.13 

273.54 

0.15 

0.01 

0.16 

0.03 

0.44 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.191 

0.010 

0.182 

0.245 

134.78 

Over Exploited 



0.07 

0.03 

279.42 

0.03 

- 

0.03 

0.02 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.044 

0.002 

0.042 

0.109 

262.90 

Over Exploited 

Shivrati (rural) 

0824000702867200 

0.03 

0.00 

1,618.05 

0.01 

0.00 

0.01 

0.01 

0.08 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.014 

0.001 

0.013 

0.010 

75.83 

Semi Critical 



0.02 

0.11 

230.65 

0.13 

0.13 

0.26 

0.04 

0.48 

- 

- 

- 

- 

0.194 

0.194 

0.194 

0.449 

0.022 

0.427 

0.055 

12.79 

Safe 

Shopura (gega Ka Khera) 

0824000902898200 

0.06 

0.04 

218.47 

0.05 

0.01 

0.06 

0.03 

0.39 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.086 

0.004 

0.081 

0.160 

196.85 

Over Exploited 

Shopura (sawaipura) 

0824000902899900 

0.05 

0.10 

148.26 

0.11 

0.02 

0.13 

0.04 

0.48 

- 

0.0300 

- 

- 

0.008 

0.038 

0.038 

0.167 

0.008 

0.159 

0.313 

196.90 

Over Exploited 



0.05 

0.01 

533.22 

0.02 

0.00 

0.02 

0.01 

0.19 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.036 

0.002 

0.034 

0.121 

355.50 

Over Exploited 

Shree Pura 

0824000902901200 

0.06 

0.28 

83.64 

0.34 

0.01 

0.35 

0.05 

0.70 

- 

0.0400 

- 

- 

0.007 

0.047 

0.047 

0.398 

0.020 

0.378 

0.354 

93.65 

Critical 

Shriramnagar 

0824000702870600 

0.03 

0.05 

106.88 

0.06 

0.02 

0.08 

0.05 

0.60 

- 

0.0200 

- 

- 

0.018 

0.038 

0.038 

0.118 

0.006 

0.112 

0.206 

183.48 

Over Exploited 

Sihana 

0829000103527100 

0.06 

0.62 

95.03 

0.74 

0.08 

0.82 

0.05 

0.66 

- 

0.0700 

- 

- 

0.091 

0.161 

0.161 

0.983 

0.049 

0.934 

0.715 

76.60 

Semi Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Siyar 

082400080288520C 

6.146 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.139 

2.56 

0.011 

0.04 

0.00 

0.00 

0.00 

0.01 

0.21 

0.23 

0.12 

0.025 

0.59 

0.53 


Solankiyon Ka Khera 

0824000902900200 

3.223 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.223 

4.53 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.25 

0.26 

0.10 

0.010 

0.60 

0.57 


Soliya 

0829000103527400 

2.063 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.063 

4.15 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.16 

0.20 

0.14 

0.007 

0.62 

0.50 


Somarwalon Ka Khera 

0829000103532400 

4.602 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.090 

4.42 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 


Somi 

0829000103529800 

10.148 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.148 

3.41 

0.015 

0.20 

0.03 

0.00 

0.00 

0.10 

0.59 

0.65 

0.77 

0.033 

0.61 

0.56 


Soniyana 

0824000702871500 

10.789 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.415 

3.79 

0.015 

0.11 

0.01 

0.00 

0.00 

0.03 

0.66 

0.67 

0.38 

0.032 

0.55 

0.55 







Non-command 

Gneisses(B.G.C) 

0.375 

3.79 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.02 

0.02 


Sopura 

0824000802879200 

3.744 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.662 

2.17 

0.011 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.13 

0.10 

0.015 

0.57 

0.50 


Sundarpura 

0824000802876800 

4.002 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.002 

2.48 

0.011 

0.03 

0.00 

0.00 

0.00 

0.02 

0.12 

0.14 

0.11 

0.016 

0.57 

0.50 


Surajpura 

0824000702867400 

3.160 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.160 

2.22 

0.015 

0.06 

0.01 

0.00 

0.00 

0.01 

0.14 

0.13 

0.25 

0.010 

0.55 

0.57 



0829000603617800 

2.407 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.147 

4.28 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.04 

0.04 


Surat Singh Ka Khera 

0824000702862100 

5.762 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.330 

1.93 

0.015 

0.03 

0.00 

0.00 

0.00 

0.03 

0.16 

0.15 

0.10 

0.016 

0.50 

0.53 


Suwana 

0824000802875000 

24.538 

Fresh 

Meja 

Command 

Gneisses(B.G.C) 

0.653 

3.15 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.03 

0.003 

0.02 

0.01 


Swaroopganj 

0824000802882100 

3.402 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.624 

3.39 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.05 

0.003 

0.11 

0.09 







Non-command 

Gneisses(B.G.C) 

2.777 

3.39 

0.011 

0.06 

0.01 

0.00 

0.00 

0.00 

0.15 

0.18 

0.23 

0.011 

0.49 

0.40 


Tagariya 

0824000802879700 

2.012 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.012 

3.44 

0.011 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.11 

0.08 

0.008 

0.59 

0.52 


Tahuka 

0824000502850300 

5.699 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.149 

5.03 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.14 

0.08 

0.004 

0.11 

0.10 


Takhat Pura 

0824000802881300 

8.898 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.174 

4.97 

0.020 

0.05 

0.00 

0.00 

0.00 

0.03 

0.44 

0.56 

0.18 

0.017 

0.30 

0.23 







Non-command 

Gneisses(B.G.C) 

1.034 

4.97 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.04 

0.004 

0.07 

0.06 


Teela Ka Khera 

0824000802878600 

2.643 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.643 

3.54 

0.011 

0.01 

0.00 

0.00 

0.00 

0.04 

0.07 

0.08 

0.03 

0.011 

0.57 

0.51 


Thala Ka Khera 

0824000802876500 

1.894 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.894 

2.95 

0.011 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.11 

0.15 

0.008 

0.59 

0.49 


Thekla 

0824000702862200 

4.484 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.429 

2.11 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.05 

0.004 

0.17 

0.18 


Tiloli 

0824000802877600 

6.956 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.297 

6.06 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.66 

0.69 

0.05 

0.021 

0.42 

0.40 







Non-command 

Gneisses(B.G.C) 

0.067 

6.06 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 


Tiroli 

0824000702869900 

3.421 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.700 

3.93 

0.015 

0.03 

0.00 

0.00 

0.00 

0.02 

0.17 

0.17 

0.10 

0.008 

0.44 

0.45 







Non-command 

Gneisses(B.G.C) 

0.721 

3.93 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.03 

0.002 

0.12 

0.12 


Todi 

0824000702869700 

1.132 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.140 

4.47 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.07 

0.07 







Non-command 

Gneisses(B.G.C) 

0.741 

4.47 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.01 

0.002 

0.36 

0.38 


Ullai 

0824000702862600 

14.739 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.063 

3.01 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ummedpura (khalsa) 

0824000702869500 

3.109 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.498 

4.72 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.002 

0.09 

0.09 


Uncha 

0829000103527000 

6.855 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.140 

3.39 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

6.715 

3.39 

0.015 

0.07 

0.01 

0.00 

0.00 

0.01 

0.39 

0.45 

0.26 

0.022 

0.60 

0.53 


Unchkiya 

0824000702871200 

1.603 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.603 

4.65 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.12 

0.01 

0.005 

0.58 

0.55 


Undawa 

0829000203535000 

8.587 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.171 

5.13 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

0.775 

5.13 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.03 

0.003 

0.06 

0.04 


Upreda 

0829000103529900 

7.103 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.064 

4.10 

0.015 

0.16 

0.02 

0.00 

0.00 

0.00 

0.57 

0.63 

0.63 

0.023 

0.61 

0.56 







Non-command 

Gneisses(B.G.C) 

0.011 

4.10 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Uttampura 

0829000103529500 

1.719 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.719 

2.74 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.11 

0.10 

0.006 

0.61 

0.56 

07001007 

Amartiya 

0825000402997600 

3.493 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.329 

3.54 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.001 

0.04 

0.05 







Non-command 

Gneisses(B.G.C) 

3.165 

3.54 

0.020 

0.04 

0.00 

0.00 

0.00 

0.01 

0.25 

0.23 

0.13 

0.009 

0.43 

0.47 


Amli Ka Gurha 

0825000403001900 

1.160 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.160 

4.50 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.08 

0.003 

0.47 

0.53 


Amliyar 

0825000403002100 

1.932 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.932 

5.15 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.22 

0.19 

0.07 

0.005 

0.49 

0.56 


Antaliya 

0825000403003000 

7.620 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.780 

3.68 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.54 

0.44 

0.20 

0.019 

0.45 

0.56 


Arwara 

0825000503013100 

5.848 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.848 

5.34 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.64 

0.53 

0.04 

0.020 

0.47 

0.56 


Asan Bansa 

0825000402996600 

3.420 

Saline 

Non-command 

Non-command 

Gneisses 

2.038 

3.70 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.15 

0.03 

0.006 

0.29 

0.30 


Atma 

0825000503018500 

8.091 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.030 

1.64 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

7.764 

1.64 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.28 

0.21 

0.09 

0.027 

0.49 

0.66 


Ayatri 

0825000402999200 

1.591 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.591 

4.87 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.23 

0.22 

0.19 

0.004 

0.50 

0.53 


Bagdola 

0825000503020500 

4.517 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.261 

4.63 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.03 

0.05 


Bagota 

0825000503022300 

7.471 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.500 

3.82 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.25 

0.16 

0.02 

0.009 

0.17 

0.26 







Non-command 

Gneisses(B.G.C) 

0.116 

3.82 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Bagunda 

0825000403000000 

4.953 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.953 

5.44 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.70 

0.74 

0.10 

0.014 

0.56 

0.53 


Bagundara 

0825000503017600 

1.865 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.524 

3.78 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.02 

0.005 

0.40 

0.67 







Non-command 

Gneisses(B.G.C) 

0.341 

3.78 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.001 

0.09 

0.15 


Bamaniya 

0825000402999600 

1.156 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.156 

5.17 

0.025 

0.07 

0.01 

0.00 

0.00 

0.00 

0.21 

0.21 

0.29 

0.003 

0.53 

0.53 


Bamantukra 

0825000503013600 

3.556 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.859 

4.36 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.22 

0.16 

0.08 

0.006 

0.25 

0.33 







Non-command 

Gneisses(B.G.C) 

1.697 

4.36 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.13 

0.06 

0.006 

0.23 

0.30 


Baniya Tukra 

0825000403002400 

4.319 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.319 

4.31 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.40 

0.32 

0.14 

0.012 

0.49 

0.62 


Bansa 

0825000402996700 

5.483 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.173 

3.43 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.02 

0.02 







Non-command 

Gneisses 

0.750 

3.43 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.02 

0.002 

0.07 

0.07 


Beera Ki Bhagal 

0825000403003900 

2.617 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.617 

5.81 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.32 

0.29 

0.05 

0.007 

0.55 

0.63 


Bhagwanda Kalan 

0825000503020800 

0.309 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.309 

3.71 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.001 

0.49 

0.85 


Bhagwanda Khurd 

0825000503021700 

1.120 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.826 

2.56 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.01 

0.003 

0.36 

0.63 







Non-command 

Gneisses(B.G.C) 

0.191 

2.56 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.08 

0.14 


Bhana 

0825000503020600 

2.680 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.590 

4.50 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.05 

0.005 

0.29 

0.50 


Bhopji Ki Bhagal 

0825000403000800 

2.235 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.152 

4.86 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.27 

0.27 

0.02 

0.006 

0.52 

0.52 







Non-command 

Gneisses(B.G.C) 

0.083 

4.86 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.02 


Bhundal 

0825000503014600 

2.180 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.180 

3.28 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.21 

0.14 

0.09 

0.007 

0.48 

0.74 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Siyar 

0824000802885200 

0.07 

0.24 

(6.84) 

0.23 

0.01 

0.23 

0.05 

0.64 

- 

0.0100 

- 

- 

0.011 

0.021 

0.021 

0.255 

0.013 

0.242 

0.140 

57.77 

Safe 

Solankiyon Ka Khera 

0824000902900200 

0.05 

0.10 

167.86 

0.12 

0.00 

0.12 

0.05 

0.65 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.128 

0.006 

0.121 

0.112 

92.40 

Critical 

Soliya 

0829000103527400 

0.06 

0.08 

156.82 

0.09 

0.00 

0.10 

0.05 

0.67 

- 

0.0200 

- 

- 

0.007 

0.027 

0.027 

0.125 

0.006 

0.119 

0.150 

125.62 

Over Exploited 

Somarwalon Ka Khera 

0829000103532400 

0.06 

0.00 

9,314.29 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

7,164.89 

Over Exploited 

Somi 

0829000103529800 

0.04 

0.25 

161.39 

0.30 

0.13 

0.43 

0.05 

0.66 

- 

0.0900 

- 

- 

0.144 

0.234 

0.234 

0.659 

0.033 

0.626 

0.806 

128.72 

Over Exploited 

Soniyana 

0824000702871500 

0.03 

0.16 

310.58 

0.20 

0.04 

0.23 

0.05 

0.60 

- 

0.0400 

- 

- 

0.042 

0.082 

0.082 

0.316 

0.016 

0.300 

0.414 

137.68 

Over Exploited 



0.02 

0.00 

14,363.02 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.015 

8,931.63 

Over Exploited 

Sopura 

0824000802879200 

0.07 

0.14 

(5.95) 

0.13 

- 

0.13 

0.05 

0.62 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.143 

0.007 

0.135 

0.110 

80.99 

Semi Critical 

Sundarpura 

0824000802876800 

0.07 

0.15 

(8.24) 

0.14 

0.02 

0.16 

0.05 

0.62 

- 

0.0100 

- 

- 

0.024 

0.034 

0.034 

0.192 

0.010 

0.182 

0.124 

68.19 

Safe 

Surajpura 

0824000702867400 

0.03 

0.05 

175.76 

0.06 

0.02 

0.08 

0.05 

0.60 

- 

0.0300 

- 

- 

0.021 

0.051 

0.051 

0.134 

0.007 

0.127 

0.257 

201.71 

Over Exploited 


0829000603617800 

0.05 

0.00 

2,657.21 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.000 

- 

- 

0.000 

0.000 

0.000 

0.006 

2,144.23 

Over Exploited 

Surat Singh Ka Khera 

0824000702862100 

0.02 

0.05 

176.68 

0.06 

0.03 

0.09 

0.05 

0.55 

- 

0.0100 

- 

- 

0.042 

0.052 

0.052 

0.145 

0.007 

0.137 

0.117 

85.26 

Semi Critical 

Suwana 

0824000802875000 

0.07 

0.00 

5,182.26 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.036 

2,886.51 

Over Exploited 

Swaroopganj 

0824000802882100 

0.06 

0.00 

1,440.56 

0.00 

- 

0.00 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.014 

0.055 

384.30 

Over Exploited 



0.07 

0.09 

100.54 

0.11 

0.01 

0.12 

0.04 

0.53 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.154 

0.008 

0.146 

0.245 

167.57 

Over Exploited 

Tagariya 

0824000802879700 

0.07 

0.08 

36.63 

0.10 

0.00 

0.10 

0.05 

0.64 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.107 

0.005 

0.102 

0.090 

88.41 

Semi Critical 

Tahuka 

0824000502850300 

0.06 

0.01 

1,774.09 

0.01 

0.00 

0.01 

0.01 

0.12 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.025 

0.001 

0.023 

0.081 

344.01 

Over Exploited 

Takhat Pura 

0824000802881300 

0.06 

0.07 

657.83 

0.09 

0.03 

0.12 

0.02 

0.32 

- 

0.0100 

- 

- 

0.041 

0.051 

0.051 

0.167 

0.008 

0.159 

0.196 

123.42 

Over Exploited 



0.07 

0.01 

1,538.41 

0.01 

0.00 

0.01 

0.01 

0.08 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.009 

0.000 

0.009 

0.047 

541.89 

Over Exploited 

Teela Ka Khera 

0824000802878600 

0.07 

0.10 

(19.48) 

0.08 

0.04 

0.12 

0.05 

0.62 

- 

- 

- 

- 

0.059 

0.059 

0.059 

0.181 

0.009 

0.172 

0.042 

24.26 

Safe 

Thala Ka Khera 

0824000802876500 

0.07 

0.08 

39.37 

0.09 

0.01 

0.10 

0.05 

0.64 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.131 

0.007 

0.124 

0.155 

124.39 

Over Exploited 

Thekla 

0824000702862200 

0.02 

0.00 

902.16 

0.01 

0.00 

0.01 

0.02 

0.19 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.024 

0.001 

0.022 

0.058 

260.33 

Over Exploited 

Tiloli 

0824000802877600 

0.06 

0.13 

419.58 

0.16 

0.01 

0.17 

0.04 

0.46 

- 

0.0100 

- 

- 

0.011 

0.021 

0.021 

0.188 

0.009 

0.178 

0.071 

39.94 

Safe 



0.07 

0.00 

19,626.91 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Tiroli 

0824000702869900 

0.03 

0.03 

403.16 

0.04 

0.02 

0.06 

0.04 

0.48 

- 

0.0100 

- 

- 

0.023 

0.034 

0.034 

0.090 

0.004 

0.085 

0.109 

128.20 

Over Exploited 



0.02 

0.00 

2,903.26 

0.00 

0.00 

0.00 

0.01 

0.13 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.003 

0.000 

0.003 

0.027 

949.13 

Over Exploited 

Todi 

0824000702869700 

0.03 

0.00 

3,257.17 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.02 

0.01 

790.09 

0.01 

0.00 

0.01 

0.03 

0.39 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

0.000 

0.006 

0.013 

207.81 

Over Exploited 

Ullai 

0824000702862600 

0.02 

0.00 

89,403.77 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ummedpura (khalsa) 

0824000702869500 

0.03 

0.00 

2,633.98 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.013 

890.26 

Over Exploited 

Uncha 

0829000103527000 

0.04 

0.00 

10,945.27 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

0.005 

614.33 

Over Exploited 



0.06 

0.25 

79.66 

0.30 

0.02 

0.32 

0.05 

0.65 

- 

0.0300 

- 

- 

0.015 

0.045 

0.045 

0.364 

0.018 

0.346 

0.284 

82.08 

Semi Critical 

Unchkiya 

0824000702871200 

0.03 

0.03 

370.64 

0.03 

0.00 

0.04 

0.05 

0.63 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.042 

0.002 

0.040 

0.019 

47.37 

Safe 

Undawa 

0829000203535000 

0.06 

0.00 

11,054.19 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

4,042.94 

Over Exploited 



0.04 

0.00 

4,040.10 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.028 

1,348.38 

Over Exploited 

Upreda 

0829000103529900 

0.04 

0.17 

265.35 

0.21 

0.02 

0.23 

0.05 

0.66 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.297 

0.015 

0.282 

0.652 

230.83 

Over Exploited 



0.06 

0.00 

114,686.81 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Uttampura 

0829000103529500 

0.04 

0.04 

159.09 

0.05 

0.00 

0.05 

0.05 

0.66 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.073 

0.004 

0.069 

0.102 

147.34 

Over Exploited 

Amartiya 

0825000402997600 

0.05 

0.00 

3,263.06 

0.00 

0.00 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

0.003 

0.003 

0.003 

0.006 

0.000 

0.006 

0.018 

299.63 

Over Exploited 



0.05 

0.07 

243.17 

0.08 

0.01 

0.09 

0.05 

0.48 

0.01 

0.0200 

- 

- 

0.018 

0.038 

0.046 

0.139 

0.007 

0.132 

0.138 

104.35 

Over Exploited 

Amli Ka Gurha 

0825000403001900 

0.05 

0.03 

312.01 

0.03 

- 

0.03 

0.06 

0.53 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.045 

0.002 

0.043 

0.081 

188.01 

Over Exploited 

Amliyar 

0825000403002100 

0.05 

0.05 

310.11 

0.06 

0.00 

0.06 

0.05 

0.54 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.066 

0.003 

0.063 

0.074 

117.65 

Over Exploited 

Antaliya 

0825000403003000 

0.05 

0.15 

357,530.94 

0.18 

0.01 

0.19 

0.04 

0.50 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.212 

0.011 

0.201 

0.214 

106.02 

Over Exploited 

Arwara 

0825000503013100 

0.04 

0.12 

339.38 

0.15 

0.01 

0.15 

0.05 

0.53 

0.01 

- 

- 

- 

0.012 

0.012 

0.026 

0.179 

0.009 

0.170 

0.062 

36.47 

Safe 

Asan Bansa 

0825000402996600 

0.04 

0.02 

529.44 

0.03 

0.00 

0.03 

0.03 

0.32 

- 

- 

- 

- 

0.007 

0.008 

0.008 

0.041 

0.002 

0.039 

0.032 

81.75 

Semi Critical 

Atma 

0825000503018500 

0.06 

0.00 

26,586.75 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.17 

24.75 

0.20 

0.00 

0.20 

0.05 

0.54 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.215 

0.011 

0.204 

0.121 

59.16 

Safe 

Ayatri 

0825000402999200 

0.05 

0.04 

448.04 

0.05 

0.01 

0.06 

0.05 

0.55 

- 

0.0400 

- 

- 

0.006 

0.046 

0.046 

0.107 

0.005 

0.102 

0.193 

189.70 

Over Exploited 

Bagdola 

0825000503020500 

0.04 

0.00 

4,195.47 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

1,063.63 

Over Exploited 

Bagota 

0825000503022300 

0.06 

0.02 

535.01 

0.03 

0.00 

0.03 

0.02 

0.18 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.030 

0.002 

0.029 

0.033 

114.24 

Over Exploited 



0.04 

0.00 

14,314.13 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bagunda 

0825000403000000 

0.05 

0.14 

438.41 

0.17 

0.00 

0.17 

0.05 

0.60 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.186 

0.009 

0.177 

0.115 

64.87 

Safe 

Bagundara 

0825000503017600 

0.06 

0.04 

151.24 

0.04 

0.00 

0.04 

0.04 

0.44 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.044 

0.002 

0.042 

0.029 

69.48 

Safe 



0.04 

0.00 

1,050.89 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.007 

473.16 

Over Exploited 

Bamaniya 

0825000402999600 

0.05 

0.03 

575.25 

0.04 

0.01 

0.05 

0.05 

0.57 

- 

0.0500 

- 

- 

0.003 

0.053 

0.053 

0.101 

0.005 

0.096 

0.293 

305.90 

Over Exploited 

Bamantukra 

0825000503013600 

0.06 

0.03 

489.14 

0.03 

0.00 

0.04 

0.03 

0.28 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.053 

0.003 

0.051 

0.082 

162.86 

Over Exploited 



0.04 

0.02 

641.01 

0.02 

- 

0.02 

0.02 

0.25 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.030 

0.002 

0.029 

0.069 

238.30 

Over Exploited 

Baniya Tukra 

0825000403002400 

0.05 

0.11 

203.45 

0.13 

0.01 

0.14 

0.05 

0.54 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.160 

0.008 

0.152 

0.147 

96.87 

Critical 

Bansa 

0825000402996700 

0.05 

0.00 

10,437.48 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.005 

1,190.34 

Over Exploited 



0.04 

0.00 

2,824.32 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.021 

941.04 

Over Exploited 

Beera Ki Bhagal 

0825000403003900 

0.05 

0.07 

299.43 

0.09 

- 

0.09 

0.05 

0.60 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.096 

0.005 

0.091 

0.058 

64.00 

Safe 

Bhagwanda Kalan 

0825000503020800 

0.04 

0.01 

183.30 

0.01 

- 

0.01 

0.05 

0.53 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.034 

452.65 

Over Exploited 

Bhagwanda Khurd 

0825000503021700 

0.06 

0.02 

60.31 

0.02 

0.00 

0.02 

0.04 

0.39 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.028 

0.001 

0.027 

0.015 

55.08 

Safe 



0.04 

0.00 

692.96 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.004 

462.25 

Over Exploited 

Bhana 

0825000503020600 

0.04 

0.02 

331.87 

0.02 

0.00 

0.03 

0.03 

0.32 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.037 

0.002 

0.035 

0.051 

147.13 

Over Exploited 

Bhopji Ki Bhagal 

0825000403000800 

0.05 

0.06 

388.64 

0.07 

- 

0.07 

0.04 

0.57 

- 

- 

- 

- 

- 

- 

- 

0.067 

0.003 

0.064 

0.023 

35.80 

Safe 



0.05 

0.00 

9,758.33 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhundal 

0825000503014600 

0.06 

0.06 

114.52 

0.08 

- 

0.08 

0.05 

0.53 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.086 

0.004 

0.082 

0.101 

124.27 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Bhundan 

082500050302220C 

3.922 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.886 

3.37 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.36 

0.23 

0.09 

0.013 

0.49 

0.77 


Boraj 

082500050301800C 

4.590 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.574 

3.08 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.37 

0.21 

0.07 

0.016 

0.49 

0.84 







Non-command 

Gneisses(B.G.C) 

0.016 

3.08 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Boraj Ka Khera 

082500050301790C 

0.764 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.764 

3.09 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.04 

0.003 

0.49 

0.83 


Borar 

082500040299980C 

2.331 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.331 

5.04 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.32 

0.32 

0.17 

0.006 

0.54 

0.53 


Borda Ki Bhagal 

0825000403000400 

4.592 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.668 

3.98 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.37 

0.38 

0.03 

0.010 

0.45 

0.44 


Bori 

0825000402996800 

3.795 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.234 

4.45 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.001 

0.03 

0.03 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.842 

4.45 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.21 

0.05 

0.005 

0.24 

0.25 







Non-command 

Gneisses 

1.719 

4.45 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.16 

0.04 

0.005 

0.22 

0.23 


Chadana Ki Bhagal 

0825000403003700 

1.316 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.316 

3.00 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.13 

0.11 

0.004 

0.55 

0.56 


Chechiyon Ka Gurha 

0825000403003300 

2.337 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.337 

4.63 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.23 

0.21 

0.08 

0.006 

0.52 

0.57 


Chhapar Kheri 

0825000503019600 

0.586 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.586 

3.40 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.10 

0.002 

0.49 

0.85 


Choondawaton Ka Khera 

0825000402996900 

0.963 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.172 

3.89 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.000 

0.09 

0.09 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.473 

3.89 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.01 

0.001 

0.24 

0.25 


Daulatpura 

0825000503013500 

3.969 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.969 

4.37 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.36 

0.28 

0.04 

0.014 

0.48 

0.61 


Deopura 

0825000503014500 

1.327 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.327 

3.04 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.08 

0.005 

0.48 

0.73 


Deoron Ka Khera 

0825000503014900 

4.069 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.127 

4.87 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.39 

0.24 

0.03 

0.011 

0.37 

0.61 







Non-command 

Gneisses(B.G.C) 

0.003 

4.87 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Deviyon Ka Merda 

0825000302989300 

2.782 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.782 

4.86 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.18 

0.03 

0.005 

0.47 

0.53 


Dhanayka 

0825000402999700 

2.818 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.818 

5.52 

0.025 

0.07 

0.01 

0.00 

0.00 

0.00 

0.45 

0.46 

0.26 

0.008 

0.54 

0.53 


Dhaneen 

0825000403001400 

4.587 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.587 

4.69 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.51 

0.45 

0.34 

0.013 

0.48 

0.53 


Dhani 

0825000503018300 

0.179 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.179 

2.99 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.05 

0.001 

0.49 

0.79 


Dhanji Ka Khera 

0825000503017200 

1.573 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.005 

5.74 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dhanyala 

0825000503014700 

5.875 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.104 

4.84 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.53 

0.34 

0.12 

0.014 

0.34 

0.52 







Non-command 

Gneisses(B.G.C) 

0.556 

4.84 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.02 

0.002 

0.05 

0.07 


Dheeloria 

0825000402998000 

4.170 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.454 

4.96 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.32 

0.31 

0.09 

0.007 

0.29 

0.30 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.715 

4.96 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.21 

0.04 

0.005 

0.20 

0.21 


Dhodiwas 

0825000403000900 

0.944 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.718 

4.79 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.08 

0.002 

0.40 

0.41 







Non-command 

Gneisses(B.G.C) 

0.226 

4.79 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.13 

0.13 


Dhola Ki Or 

0825000403004000 

2.400 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.400 

7.19 

0.020 

0.05 

0.01 

0.00 

0.00 

0.01 

0.38 

0.32 

0.18 

0.007 

0.55 

0.66 


Doongar Ji Ka Gurha 

0825000402999500 

2.675 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.271 

4.90 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.16 

0.02 

0.003 

0.25 

0.26 







Non-command 

Gneisses(B.G.C) 

1.403 

4.90 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.14 

0.02 

0.004 

0.27 

0.28 


Gajpur 

0825000403006300 

8.687 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.175 

4.27 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.000 

0.01 

0.01 


Garhbor 

0825000403000700 

9.653 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.326 

4.72 

0.025 

0.13 

0.02 

0.00 

0.00 

0.00 

1.09 

1.10 

0.49 

0.023 

0.47 

0.47 







Non-command 

Gneisses(B.G.C) 

1.326 

4.72 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.14 

0.05 

0.004 

0.08 

0.07 


Gitoriya 

0825000403001700 

5.431 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.991 

4.69 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

0.46 

0.42 

0.00 

0.014 

0.43 

0.47 


Gowal 

0825000403006700 

3.285 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.000 

3.27 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gudliya 

0825000402997700 

5.043 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.663 

4.15 

0.025 

0.04 

0.01 

0.00 

0.00 

0.02 

0.50 

0.46 

0.15 

0.013 

0.45 

0.48 







Non-command 

Gneisses(B.G.C) 

0.380 

4.15 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.001 

0.04 

0.04 


Gugleta 

0825000503018800 

0.177 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.177 

2.93 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.001 

0.49 

0.79 


Hataji Ka Gurha 

0825000403000600 

3.028 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.028 

3.84 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.31 

0.32 

0.07 

0.008 

0.56 

0.55 


Jamboo Ka Talab 

0825000402998700 

2.036 

Fresh 

Non-command 

Non-command 

Gneisses 

0.378 

7.26 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.00 

0.001 

0.10 

0.09 


Janawad 

0825000402997800 

7.574 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.813 

4.48 

0.025 

0.01 

0.00 

0.00 

0.00 

0.01 

0.10 

0.09 

0.02 

0.002 

0.05 

0.06 







Non-command 

Gneisses(B.G.C) 

6.761 

4.48 

0.020 

0.04 

0.00 

0.00 

0.00 

0.01 

0.64 

0.58 

0.13 

0.019 

0.43 

0.47 


Jardaya 

0825000403002600 

2.117 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.945 

1.83 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.05 

0.005 

0.47 

0.61 


Jassaji Ka Gurha 

0825000402999400 

5.501 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.501 

4.84 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.56 

0.52 

0.16 

0.015 

0.50 

0.54 


Jawariya 

0825000403001800 

2.637 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.627 

5.25 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.29 

0.25 

0.01 

0.007 

0.47 

0.53 


Jhanjhar 

0825000503018400 

2.801 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.791 

2.34 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.11 

0.04 

0.010 

0.49 

0.75 


Jheel Wara 

0825000403000500 

5.791 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.699 

4.35 

0.025 

0.16 

0.02 

0.00 

0.00 

0.03 

0.73 

0.71 

0.61 

0.016 

0.55 

0.57 







Non-command 

Gneisses(B.G.C) 

0.091 

4.35 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 


Joj 

0825000403001500 

5.693 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.693 

3.03 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.35 

0.32 

0.00 

0.016 

0.47 

0.52 


Joor 

0825000403002800 

3.360 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.675 

4.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.01 

0.002 

0.11 

0.13 


Kachhar 

0825000402999900 

3.153 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.153 

6.50 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.53 

0.56 

0.08 

0.009 

0.55 

0.52 


Kakariya 

0825000402997100 

1.876 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.696 

4.17 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.18 

0.04 

0.005 

0.44 

0.47 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.180 

4.17 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.000 

0.05 

0.05 


Kala Guman 

0825000102969100 

9.143 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.975 

3.14 

0.018 

0.01 

0.00 

0.00 

0.00 

0.01 

0.27 

0.25 

0.00 

0.029 

0.25 

0.28 


Kanawada 

0825000503014000 

7.264 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.261 

3.28 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.49 

0.37 

0.06 

0.025 

0.49 

0.66 


Kardon Ka Gurha 

0825000403003500 

11.411 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

11.411 

4.77 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

1.11 

1.01 

0.08 

0.031 

0.54 

0.60 


Karera 

0825000503013000 

5.840 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.237 

5.94 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.001 

0.02 

0.02 







Non-command 

Gneisses(B.G.C) 

4.959 

5.94 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.60 

0.50 

0.07 

0.017 

0.40 

0.48 


Kami Khera 

0825000402997200 

1.353 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.353 

4.33 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.15 

0.03 

0.004 

0.49 

0.52 


Kelwa 

0825000503014400 

8.364 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.343 

3.02 

0.025 

0.44 

0.02 

0.00 

0.00 

0.01 

1.04 

0.64 

0.46 

0.979 

0.49 

0.79 







Non-command 

Gneisses(B.G.C) 

0.015 

3.02 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.00 

0.00 


Keringji Ka Khera 

0825000503013200 

4.016 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.011 

5.03 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.43 

0.37 

0.14 

0.014 

0.47 

0.56 


Khakhon Ka Gurha 

0825000403001100 

0.834 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.834 

4.56 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.04 

0.002 

0.53 

0.55 


Kharandiya 

0825000503019000 

2.179 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.179 

3.39 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.20 

0.12 

0.06 

0.007 

0.49 

0.83 


Kharnota 

0825000403001600 

13.474 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.283 

2.88 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.42 

0.38 

0.00 

0.020 

0.25 

0.27 


Khatamla 

0825000503017100 

3.367 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.440 

5.48 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.02 

0.002 

0.06 

0.11 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 


( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Bhundan 

0825000503022200 

0.06 

0.11 

99.24 

0.14 

0.00 

0.14 

0.05 

0.54 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.148 

0.007 

0.140 

0.106 

75.86 

Semi Critical 

Bo raj 

0825000503018000 

0.06 

0.13 

60.38 

0.16 

0.00 

0.16 

0.05 

0.53 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.177 

0.009 

0.168 

0.089 

52.73 

Safe 



0.04 

0.00 

53,254.09 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Boraj Ka Khera 

0825000503017900 

0.06 

0.02 

80.25 

0.03 

- 

0.03 

0.05 

0.53 

- 

- 

- 

- 

- 

- 

- 

0.027 

0.001 

0.025 

0.040 

155.85 

Over Exploited 

Borar 

0825000402999800 

0.05 

0.06 

416.50 

0.08 

0.01 

0.09 

0.05 

0.59 

- 

0.0300 

- 

- 

0.004 

0.034 

0.034 

0.123 

0.006 

0.117 

0.174 

149.54 

Over Exploited 

Borda Ki Bhagal 

0825000403000400 

0.05 

0.08 

358.47 

0.10 

0.00 

0.10 

0.04 

0.49 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.104 

0.005 

0.099 

0.044 

44.46 

Safe 

Bori 

0825000402996800 

0.05 

0.00 

6,942.87 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.000 

- 

- 

0.000 

0.000 

0.000 

0.009 

2,041.67 

Over Exploited 



0.05 

0.02 

837.03 

0.03 

- 

0.03 

0.02 

0.26 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.036 

0.002 

0.035 

0.051 

147.60 

Over Exploited 



0.04 

0.02 

918.79 

0.02 

0.00 

0.02 

0.02 

0.25 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.029 

0.001 

0.027 

0.048 

173.69 

Over Exploited 

Chadana Ki Bhagal 

0825000403003700 

0.05 

0.04 

246.48 

0.04 

- 

0.04 

0.05 

0.60 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.064 

0.003 

0.060 

0.109 

179.55 

Over Exploited 

Chechiyon Ka Gurha 

0825000403003300 

0.05 

0.06 

255.30 

0.07 

0.00 

0.07 

0.05 

0.57 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.085 

0.004 

0.081 

0.081 

100.73 

Over Exploited 

Chhapar Kheri 

0825000503019600 

0.04 

0.01 

174.71 

0.02 

- 

0.02 

0.05 

0.53 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.025 

0.001 

0.024 

0.099 

416.46 

Over Exploited 

Choondawaton Ka Khera 

0825000402996900 

0.05 

0.00 

2,018.21 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.004 

529.25 

Over Exploited 



0.05 

0.01 

635.09 

0.01 

0.00 

0.01 

0.03 

0.26 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.012 

0.001 

0.011 

0.006 

54.84 

Safe 

Daulatpura 

0825000503013500 

0.04 

0.08 

232.17 

0.10 

0.00 

0.10 

0.05 

0.53 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.102 

0.005 

0.096 

0.056 

57.67 

Safe 

Deopura 

0825000503014500 

0.06 

0.04 

108.48 

0.05 

- 

0.05 

0.05 

0.53 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.056 

0.003 

0.053 

0.084 

156.45 

Over Exploited 

Deoron Ka Khera 

0825000503014900 

0.06 

0.07 

242.09 

0.08 

0.00 

0.09 

0.04 

0.41 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.089 

0.004 

0.085 

0.042 

49.22 

Safe 



0.04 

0.00 

366,846.72 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Deviyon Ka Merda 

0825000302989300 

0.04 

0.05 

242.11 

0.06 

0.00 

0.07 

0.05 

0.53 

0.01 

- 

- 

- 

0.006 

0.006 

0.012 

0.081 

0.004 

0.077 

0.039 

50.76 

Safe 

Dhanayka 

0825000402999700 

0.05 

0.08 

502.31 

0.09 

0.01 

0.10 

0.05 

0.58 

- 

0.0500 

- 

- 

0.000 

0.051 

0.051 

0.152 

0.008 

0.144 

0.268 

185.70 

Over Exploited 

Dhaneen 

0825000403001400 

0.05 

0.11 

320.30 

0.13 

0.01 

0.14 

0.05 

0.53 

0.01 

0.0600 

- 

- 

0.007 

0.067 

0.079 

0.223 

0.011 

0.212 

0.348 

163.84 

Over Exploited 

Dhani 

0825000503018300 

0.06 

0.01 

174.84 

0.01 

- 

0.01 

0.05 

0.54 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.015 

0.049 

314.19 

Over Exploited 

Dhanji Ka Khera 

0825000503017200 

0.04 

0.00 

102,062.90 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dhanyala 

0825000503014700 

0.06 

0.08 

314.90 

0.10 

0.00 

0.10 

0.03 

0.37 

- 

0.0100 

- 

- 

0.000 

0.011 

0.011 

0.111 

0.006 

0.105 

0.133 

126.76 

Over Exploited 



0.04 

0.00 

3,060.53 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.017 

1,328.14 

Over Exploited 

Dheeloria 

0825000402998000 

0.05 

0.04 

764.87 

0.04 

0.00 

0.04 

0.03 

0.32 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.066 

0.003 

0.063 

0.095 

150.79 

Over Exploited 



0.05 

0.02 

1,117.63 

0.02 

0.00 

0.02 

0.02 

0.23 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.032 

0.002 

0.031 

0.041 

132.23 

Over Exploited 

Dhodiwas 

0825000403000900 

0.05 

0.01 

617.93 

0.02 

- 

0.02 

0.04 

0.44 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.037 

0.002 

0.035 

0.082 

231.32 

Over Exploited 



0.05 

0.00 

1,397.38 

0.00 

- 

0.00 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.019 

1,159.11 

Over Exploited 

Dhola Ki Or 

0825000403004000 

0.05 

0.07 

########## 

0.08 

0.02 

0.10 

0.05 

0.60 

- 

0.0200 

- 

- 

0.013 

0.033 

0.033 

0.129 

0.006 

0.123 

0.190 

154.47 

Over Exploited 

Doongar Ji Ka Gurha 

0825000402999500 

0.05 

0.02 

895.93 

0.02 

0.00 

0.02 

0.02 

0.27 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.029 

0.001 

0.027 

0.024 

89.20 

Semi Critical 



0.05 

0.02 

655.50 

0.02 

0.00 

0.02 

0.03 

0.30 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.023 

0.001 

0.022 

0.022 

99.87 

Critical 

Gajpur 

0825000403006300 

0.05 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.013 

16,103.94 

Over Exploited 

Garhbor 

0825000403000700 

0.05 

0.20 

457.01 

0.24 

0.02 

0.26 

0.04 

0.51 

- 

0.0900 

- 

- 

0.004 

0.094 

0.094 

0.353 

0.018 

0.335 

0.510 

152.22 

Over Exploited 



0.05 

0.00 

2,663.86 

0.01 

- 

0.01 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.015 

0.058 

381.65 

Over Exploited 

Gitoriya 

0825000403001700 

0.05 

0.11 

296.33 

0.13 

0.01 

0.13 

0.05 

0.48 

0.01 

- 

- 

- 

0.012 

0.012 

0.025 

0.159 

0.008 

0.151 

0.014 

9.03 

Safe 

Gowal 

0825000403006700 

0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gudliya 

0825000402997700 

0.05 

0.10 

342.17 

0.13 

0.03 

0.15 

0.05 

0.50 

- 

0.0300 

- 

- 

0.025 

0.055 

0.055 

0.207 

0.010 

0.197 

0.160 

81.29 

Semi Critical 



0.05 

0.00 

4,181.03 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.010 

1,291.33 

Over Exploited 

Gugleta 

0825000503018800 

0.06 

0.01 

173.51 

0.01 

- 

0.01 

0.05 

0.54 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.022 

362.56 

Over Exploited 

Hataji Ka Gurha 

0825000403000600 

0.05 

0.08 

274.63 

0.10 

0.00 

0.10 

0.05 

0.60 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.115 

0.006 

0.109 

0.075 

68.97 

Safe 

Jamboo Ka Talab 

0825000402998700 

0.04 

0.00 

3,666.67 

0.00 

0.00 

0.00 

0.01 

0.11 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.004 

0.000 

0.004 

0.005 

136.84 

Over Exploited 

Janawad 

0825000402997800 

0.05 

0.00 

4,040.38 

0.00 

0.01 

0.01 

0.01 

0.06 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.016 

0.001 

0.015 

0.023 

152.32 

Over Exploited 



0.05 

0.14 

304.26 

0.17 

0.01 

0.18 

0.05 

0.48 

- 

0.0200 

- 

- 

0.013 

0.033 

0.033 

0.214 

0.011 

0.203 

0.145 

71.07 

Semi Critical 

Jardaya 

0825000403002600 

0.05 

0.05 

38.81 

0.05 

- 

0.05 

0.04 

0.52 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.064 

0.003 

0.061 

0.050 

82.30 

Semi Critical 

Jassaji Ka Gurha 

0825000402999400 

0.05 

0.14 

281.95 

0.16 

0.01 

0.17 

0.05 

0.55 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.206 

0.010 

0.196 

0.174 

88.76 

Semi Critical 

Jawariya 

0825000403001800 

0.05 

0.06 

319.28 

0.07 

- 

0.07 

0.06 

0.52 

0.01 

- 

- 

- 

- 

- 

0.007 

0.080 

0.004 

0.076 

0.019 

25.39 

Safe 

Jhanjhar 

0825000503018400 

0.06 

0.08 

37.92 

0.10 

0.00 

0.10 

0.05 

0.54 

- 

- 

- 

- 

0.000 

- 

- 

0.099 

0.005 

0.094 

0.052 

54.89 

Safe 

Jheel Wara 

0825000403000500 

0.05 

0.16 

350.86 

0.19 

0.05 

0.23 

0.05 

0.59 

- 

0.0700 

- 

- 

0.038 

0.108 

0.108 

0.340 

0.017 

0.323 

0.629 

194.41 

Over Exploited 



0.05 

0.00 

19,341.78 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

14,022.07 

Over Exploited 

Joj 

0825000403001500 

0.05 

0.13 

141.78 

0.16 

0.00 

0.16 

0.06 

0.52 

0.02 

- 

- 

- 

0.006 

0.006 

0.022 

0.183 

0.009 

0.174 

0.016 

8.98 

Safe 

Joor 

0825000403002800 

0.05 

0.00 

########## 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.014 

377.92 

Over Exploited 

Kachhar 

0825000402999900 

0.05 

0.09 

546.52 

0.10 

- 

0.10 

0.05 

0.59 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.123 

0.006 

0.117 

0.093 

79.00 

Semi Critical 

Kakariya 

0825000402997100 

0.05 

0.04 

372.28 

0.04 

0.00 

0.04 

0.05 

0.48 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.045 

0.002 

0.042 

0.047 

109.89 

Over Exploited 



0.05 

0.00 

4,117.29 

0.00 

- 

0.00 

0.01 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.000 

0.002 

524.03 

Over Exploited 

Kala Guman 

0825000102969100 

0.04 

0.05 

395.91 

0.06 

0.01 

0.07 

0.03 

0.28 

0.01 

- 

- 

- 

0.014 

0.014 

0.020 

0.090 

0.004 

0.085 

0.029 

34.04 

Safe 

Kanawada 

0825000503014000 

0.04 

0.16 

133.71 

0.19 

0.00 

0.19 

0.05 

0.54 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.203 

0.010 

0.193 

0.085 

44.09 

Safe 

Kardon Ka Gurha 

0825000403003500 

0.05 

0.30 

231.51 

0.36 

0.01 

0.37 

0.05 

0.59 

- 

0.0100 

- 

- 

0.013 

0.023 

0.023 

0.395 

0.020 

0.375 

0.106 

28.31 

Safe 

Karera 

0825000503013000 

0.06 

0.00 

10,696.48 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.004 

608.88 

Over Exploited 



0.04 

0.09 

476.48 

0.10 

0.01 

0.11 

0.05 

0.45 

0.01 

0.0100 

- 

- 

0.015 

0.025 

0.035 

0.150 

0.008 

0.143 

0.089 

62.47 

Safe 

Kami Khera 

0825000402997200 

0.05 

0.03 

345.39 

0.04 

0.00 

0.04 

0.05 

0.54 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.051 

0.003 

0.048 

0.033 

68.03 

Safe 

Kelwa 

0825000503014400 

0.06 

0.24 

164.48 

0.29 

0.03 

0.32 

0.05 

0.53 

- 

0.0900 

- 

- 

0.014 

0.104 

0.104 

0.425 

0.021 

0.403 

1.438 

356.56 

Over Exploited 



0.04 

0.00 

102,773.39 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.002 

######### 

Over Exploited 

Keringji Ka Khera 

0825000503013200 

0.04 

0.08 

338.59 

0.10 

0.01 

0.11 

0.05 

0.53 

0.01 

0.0200 

- 

- 

0.004 

0.024 

0.034 

0.147 

0.007 

0.139 

0.153 

109.60 

Over Exploited 

Khakhon Ka Gurha 

0825000403001100 

0.05 

0.02 

279.61 

0.03 

0.00 

0.03 

0.05 

0.58 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.037 

0.002 

0.035 

0.041 

118.64 

Over Exploited 

Kharandiya 

0825000503019000 

0.06 

0.06 

87.31 

0.08 

0.00 

0.08 

0.05 

0.53 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.088 

0.004 

0.083 

0.071 

85.91 

Semi Critical 

Kharnota 

0825000403001600 

0.05 

0.09 

323.13 

0.11 

0.01 

0.12 

0.03 

0.28 

0.01 

- 

- 

- 

0.018 

0.018 

0.029 

0.149 

0.007 

0.141 

0.020 

14.15 

Safe 

Khatamla 

0825000503017100 

0.06 

0.00 

2,053.72 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.020 

1,021.13 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Gneisses(B.G.C) 

0.570 

5.48 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.02 

0.002 

0.08 

0.14 


Khera 

0825000402998300 

4.499 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.284 

6.94 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.00 

0.001 

0.03 

0.03 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

4.215 

6.94 

0.025 

0.00 

0.00 

0.00 

0.00 

0.01 

0.73 

0.75 

0.00 

0.012 

0.50 

0.48 


Kikathoriya Ki Bhagal 

0825000402998900 

3.554 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.777 

7.17 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.51 

0.53 

0.02 

0.008 

0.42 

0.40 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.777 

7.17 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.15 

0.00 

0.002 

0.12 

0.11 


Kishanpura 

0825000503017700 

2.668 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.088 

3.18 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.11 

0.07 

0.007 

0.38 

0.64 







Non-command 

Gneisses(B.G.C) 

0.580 

3.18 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.002 

0.11 

0.18 


Kitela 

0825000402997000 

3.136 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.606 

3.59 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.01 

0.002 

0.09 

0.10 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.012 

3.59 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Koyla 

0825000402998400 

16.766 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.014 

6.88 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

6.447 

6.88 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

1.12 

1.17 

0.01 

0.018 

0.20 

0.19 







Non-command 

Gneisses 

5.683 

6.88 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.78 

0.82 

0.01 

0.016 

0.18 

0.17 


Kunwariya 

0825000403002500 

5.756 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.838 

1.88 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.03 

0.002 

0.07 

0.10 







Non-command 

Gneisses(B.G.C) 

4.792 

1.88 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.21 

0.15 

0.14 

0.013 

0.42 

0.57 


Lambori 

0825000402997500 

5.263 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.155 

3.45 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.26 

0.24 

0.20 

0.009 

0.28 

0.31 


Lawana 

0825000503020700 

0.734 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.734 

3.45 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.02 

0.003 

0.49 

0.85 


Lewo Ka Talab 

0825000403001300 

3.575 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.575 

5.14 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.37 

0.33 

0.02 

0.010 

0.49 

0.55 


Lor 

0825000402999100 

3.966 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.821 

5.75 

0.025 

0.03 

0.00 

0.00 

0.00 

0.01 

0.57 

0.57 

0.13 

0.010 

0.50 

0.50 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.144 

5.75 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.000 

0.02 

0.02 


Madri Devsthan 

0825000503013900 

2.728 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.728 

3.12 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.20 

0.14 

0.15 

0.009 

0.49 

0.69 


Madri Gowaliya 

0825000503019100 

2.129 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.005 

3.33 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.11 

0.05 

0.007 

0.46 

0.79 


Manawaton Ka Gurha 

0825000403000300 

3.285 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.282 

4.02 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.36 

0.37 

0.10 

0.009 

0.56 

0.54 


Mandawada 

0825000503013400 

1.889 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.889 

4.40 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.15 

0.09 

0.006 

0.49 

0.62 


Mandawar 

0825000503019700 

2.782 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.450 

4.70 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.26 

0.15 

0.10 

0.008 

0.43 

0.74 


Mansingh Ji Ka Gurha 

0825000403002000 

3.156 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.156 

5.16 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.33 

0.29 

0.03 

0.009 

0.48 

0.55 


Mawelon Ka Gurha 

0825000403001000 

1.930 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

4.67 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

1.930 

4.67 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.18 

0.05 

0.005 

0.52 

0.54 


Mediya 

0825000102965500 

0.159 

Saline 

Non-command 

Non-command 

Gneisses 

0.149 

3.80 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.07 

0.001 

0.45 

0.48 


Merda Khalsa 

0825000302989400 

6.548 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.951 

6.31 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.17 

0.03 

0.004 

0.14 

0.15 


Mewariya 

0825000403003600 

2.981 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.904 

3.14 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.02 

0.002 

0.17 

0.17 







Non-command 

Gneisses(B.G.C) 

2.059 

3.14 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.13 

0.04 

0.006 

0.38 

0.40 


Minkiyawas 

0825000102969200 

1.890 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.325 

2.71 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.00 

0.008 

0.33 

0.36 


Miyari 

0825000503013800 

3.564 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.650 

3.28 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.02 

0.002 

0.09 

0.12 







Non-command 

Gneisses(B.G.C) 

2.914 

3.28 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.22 

0.16 

0.10 

0.010 

0.39 

0.55 


Mohan Ram Ji Ka Gurha 

0825000403002300 

3.886 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.886 

4.89 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.39 

0.33 

0.02 

0.011 

0.50 

0.59 


Mojawaton Ka Gurha 

0825000403002200 

3.671 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.671 

5.11 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.39 

0.34 

0.08 

0.010 

0.50 

0.57 


Mokhampura 

0825000503017800 

0.482 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.447 

3.08 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.06 

0.002 

0.45 

0.77 







Non-command 

Gneisses(B.G.C) 

0.034 

3.08 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.06 


Moothiya 

0825000102968900 

0.156 

Saline 

Non-command 

Non-command 

Gneisses 

0.050 

3.67 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.15 

0.16 


Morana 

0825000403003400 

4.903 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.903 

4.27 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.46 

0.43 

0.18 

0.013 

0.54 

0.56 


Morchana 

0825000503019300 

0.029 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.029 

2.84 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.07 

0.000 

0.49 

0.85 


Morwar 

0825000503018900 

1.374 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.374 

3.42 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.10 

0.005 

0.49 

0.81 


Mundol 

0825000503021800 

3.162 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.230 

3.15 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.04 

0.06 


Nathaji Ka Gurha 

0825000403003800 

3.316 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.740 

4.75 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.02 

0.002 

0.12 

0.14 







Non-command 

Gneisses(B.G.C) 

2.576 

4.75 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.25 

0.23 

0.04 

0.007 

0.43 

0.47 


Nathela 

0825000403006100 

6.398 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.687 

6.42 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.10 

0.03 

0.002 

0.06 

0.07 







Non-command 

Gneisses(B.G.C) 

2.840 

6.42 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.39 

0.32 

0.09 

0.008 

0.24 

0.30 


Neechla Ghatra 

0825000403000200 

0.710 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.710 

4.62 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.04 

0.002 

0.56 

0.53 


Neemri 

0825000402999300 

2.452 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.996 

4.75 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.13 

0.08 

0.003 

0.20 

0.22 







Non-command 

Gneisses(B.G.C) 

1.456 

4.75 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.15 

0.09 

0.004 

0.30 

0.32 


Nijharna 

0825000503018100 

1.721 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.720 

3.11 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.01 

0.006 

0.49 

0.82 


Oladar 

0825000403005800 

8.303 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.133 

4.17 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 


Omthi 

0825000503018200 

0.471 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.471 

2.99 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.06 

0.002 

0.49 

0.79 


Ovri Ka Valra 

0825000403003100 

3.751 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.751 

4.70 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.36 

0.31 

0.02 

0.010 

0.51 

0.59 


Parasli 

0825000503013300 

7.253 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.253 

5.02 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.77 

0.64 

0.13 

0.025 

0.48 

0.58 


Parwat Kheri 

0825000503017400 

1.551 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.020 

3.95 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

1.531 

3.95 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.08 

0.08 

0.005 

0.48 

0.83 


Pasoond 

0825000503017500 

3.083 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.102 

3.31 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.000 

0.02 

0.03 







Non-command 

Gneisses(B.G.C) 

2.981 

3.31 

0.020 

0.04 

0.01 

0.00 

0.00 

0.01 

0.22 

0.13 

0.16 

0.010 

0.47 

0.81 


Pawana 

0825000403006000 

4.721 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.179 

5.97 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.21 

0.16 

0.10 

0.003 

0.14 

0.18 


Peepalantri Kalan 

0825000503018700 

4.056 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.047 

2.91 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.32 

0.21 

0.15 

0.014 

0.49 

0.78 


Piplantri Khurd 

0825000503022100 

2.018 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.890 

3.83 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.20 

0.12 

0.07 

0.006 

0.46 

0.76 


Podawali 

0825000503014100 

4.461 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.338 

2.58 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.11 

0.02 

0.008 

0.26 

0.37 







Non-command 

Gneisses(B.G.C) 

2.086 

2.58 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.02 

0.007 

0.23 

0.33 


Poothol 

0825000503022000 

6.890 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.096 

3.89 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.43 

0.25 

0.09 

0.014 

0.29 

0.49 


Puthiya 

0825000402998800 

38.203 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.614 

5.33 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.89 

0.92 

0.00 

0.018 

0.10 

0.09 







Non-command 

Gneisses 

1.831 

5.33 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.20 

0.00 

0.005 

0.03 

0.03 


Raghunathpura 

0825000503013700 

1.575 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.575 

3.57 

0.025 

0.02 

0.00 

0.00 

0.00 

0.01 

0.15 

0.10 

0.09 

0.005 

0.48 

0.70 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.04 

0.00 

2,001.99 

0.00 

0.00 

0.00 

0.01 

0.09 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

0.000 

0.003 

0.026 

921.85 

Over Exploited 

Khera 

0825000402998300 

0.05 

0.00 

9,774.13 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.010 

0.000 

0.009 

0.001 

8.28 

Safe 



0.05 

0.10 

615.56 

0.13 

0.01 

0.13 

0.04 

0.54 

- 

- 

- 

- 

0.010 

0.010 

0.010 

0.142 

0.007 

0.135 

0.014 

10.06 

Safe 

Kikathoriya Ki Bhagal 

0825000402998900 

0.05 

0.06 

805.59 

0.07 

0.00 

0.07 

0.04 

0.46 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.072 

0.004 

0.069 

0.025 

35.89 

Safe 



0.05 

0.00 

3,075.47 

0.01 

- 

0.01 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.005 

0.004 

78.58 

Semi Critical 

Kishanpura 

0825000503017700 

0.06 

0.05 

130.27 

0.06 

0.00 

0.06 

0.04 

0.42 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.068 

0.003 

0.064 

0.080 

124.66 

Over Exploited 



0.04 

0.00 

875.11 

0.00 

0.00 

0.01 

0.01 

0.12 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.009 

0.000 

0.009 

0.023 

262.71 

Over Exploited 

Kitela 

0825000402997000 

0.05 

0.00 

1,712.53 

0.00 

- 

0.00 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.003 

0.015 

422.53 

Over Exploited 



0.05 

0.00 

95,210.60 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Koyla 

0825000402998400 

0.05 

0.00 

799,630.99 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.07 

1,690.02 

0.08 

0.00 

0.08 

0.02 

0.22 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.084 

0.004 

0.080 

0.032 

39.54 

Safe 



0.04 

0.04 

1,921.64 

0.05 

0.01 

0.06 

0.02 

0.19 

- 

- 

- 

- 

0.012 

0.012 

0.012 

0.069 

0.003 

0.065 

0.030 

45.20 

Safe 

Kunwariya 

0825000403002500 

0.05 

0.00 

1,068.94 

0.00 

0.00 

0.00 

0.01 

0.08 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.005 

0.000 

0.005 

0.036 

791.42 

Over Exploited 



0.05 

0.10 

55.60 

0.12 

0.01 

0.13 

0.04 

0.46 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.148 

0.007 

0.141 

0.154 

109.46 

Over Exploited 

Lambori 

0825000402997500 

0.05 

0.04 

437.73 

0.05 

0.01 

0.06 

0.03 

0.31 

0.01 

0.0400 

- 

- 

0.001 

0.041 

0.046 

0.110 

0.005 

0.104 

0.213 

203.68 

Over Exploited 

Lawana 

0825000503020700 

0.04 

0.02 

84.12 

0.02 

- 

0.02 

0.05 

0.53 

- 

- 

- 

- 

- 

- 

- 

0.019 

0.001 

0.018 

0.018 

97.93 

Critical 

Lewo Ka Talab 

0825000403001300 

0.05 

0.09 

286.35 

0.10 

0.01 

0.11 

0.05 

0.54 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.117 

0.006 

0.111 

0.025 

22.30 

Safe 

Lor 

0825000402999100 

0.05 

0.09 

496.50 

0.11 

0.01 

0.12 

0.05 

0.54 

- 

0.0200 

- 

- 

0.009 

0.029 

0.029 

0.148 

0.007 

0.141 

0.136 

96.93 

Critical 



0.05 

0.00 

15,038.86 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.002 

1,551.91 

Over Exploited 

Madri Devsthan 

0825000503013900 

0.04 

0.06 

141.16 

0.07 

0.01 

0.08 

0.05 

0.54 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.112 

0.006 

0.107 

0.163 

153.19 

Over Exploited 

Madri Gowaliya 

0825000503019100 

0.06 

0.06 

93.71 

0.07 

0.00 

0.07 

0.05 

0.50 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.081 

0.004 

0.076 

0.058 

75.68 

Semi Critical 

Manawaton Ka Gurha 

0825000403000300 

0.05 

0.09 

305.23 

0.11 

0.00 

0.11 

0.05 

0.61 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.128 

0.006 

0.121 

0.110 

90.60 

Critical 

Mandawada 

0825000503013400 

0.04 

0.04 

261.39 

0.05 

- 

0.05 

0.05 

0.54 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.058 

0.003 

0.055 

0.094 

170.28 

Over Exploited 

Mandawar 

0825000503019700 

0.04 

0.05 

223.48 

0.06 

0.00 

0.06 

0.04 

0.47 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.068 

0.003 

0.065 

0.107 

166.31 

Over Exploited 

Mansingh Ji Ka Gurha 

0825000403002000 

0.05 

0.07 

287.71 

0.09 

0.00 

0.09 

0.05 

0.53 

0.01 

- 

- 

- 

0.005 

0.005 

0.013 

0.106 

0.005 

0.101 

0.039 

38.45 

Safe 

Mawelon Ka Gurha 

0825000403001000 

0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.05 

259.29 

0.06 

0.00 

0.06 

0.05 

0.57 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.080 

0.004 

0.076 

0.053 

70.06 

Semi Critical 

Mediya 

0825000102965500 

0.04 

0.00 

946.84 

0.00 

- 

0.00 

0.05 

0.50 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.013 

0.075 

596.08 

Over Exploited 

Merda Khalsa 

0825000302989400 

0.04 

0.01 

1,459.51 

0.01 

0.00 

0.01 

0.02 

0.16 

0.00 

- 

- 

- 

0.002 

0.002 

0.004 

0.019 

0.001 

0.018 

0.029 

161.47 

Over Exploited 

Mewariya 

0825000403003600 

0.05 

0.01 

907.91 

0.01 

0.00 

0.01 

0.01 

0.18 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.014 

0.001 

0.013 

0.023 

176.54 

Over Exploited 



0.05 

0.04 

244.36 

0.05 

0.00 

0.05 

0.03 

0.41 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.059 

0.003 

0.056 

0.045 

79.50 

Semi Critical 

Minkiyawas 

0825000102969200 

0.04 

0.02 

217.12 

0.02 

0.00 

0.02 

0.04 

0.37 

0.00 

- 

- 

- 

0.004 

0.004 

0.006 

0.030 

0.001 

0.028 

0.008 

27.42 

Safe 

Miyari 

0825000503013800 

0.06 

0.00 

1,215.17 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.023 

594.30 

Over Exploited 



0.04 

0.05 

211.99 

0.06 

0.00 

0.06 

0.04 

0.44 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.071 

0.004 

0.068 

0.113 

167.27 

Over Exploited 

Mohan Ram Ji Ka Gurha 

0825000403002300 

0.05 

0.10 

242.11 

0.11 

0.00 

0.12 

0.05 

0.55 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.117 

0.006 

0.111 

0.035 

31.09 

Safe 

Mojawaton Ka Gurha 

0825000403002200 

0.05 

0.09 

279.27 

0.11 

0.00 

0.11 

0.05 

0.55 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.124 

0.006 

0.118 

0.091 

77.39 

Semi Critical 

Mokhampura 

0825000503017800 

0.06 

0.01 

163.62 

0.01 

- 

0.01 

0.04 

0.50 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.025 

0.001 

0.023 

0.060 

255.11 

Over Exploited 



0.04 

0.00 

2,194.74 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

5,230.18 

Over Exploited 

Moothiya 

0825000102968900 

0.04 

0.00 

874.76 

0.00 

- 

0.00 

0.02 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Morana 

0825000403003400 

0.05 

0.13 

236.04 

0.16 

0.01 

0.17 

0.05 

0.58 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.201 

0.010 

0.191 

0.193 

101.49 

Over Exploited 

Morchana 

0825000503019300 

0.04 

0.00 

1,910.63 

0.00 

- 

0.00 

0.05 

0.53 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.074 

726.24 

Over Exploited 

Morwar 

0825000503018900 

0.06 

0.04 

117.13 

0.05 

0.00 

0.05 

0.05 

0.54 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.063 

0.003 

0.059 

0.106 

177.71 

Over Exploited 

Mundol 

0825000503021800 

0.06 

0.00 

2,032.41 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.007 

1,221.22 

Over Exploited 

Nathaji Ka Gurha 

0825000403003800 

0.05 

0.00 

1,629.76 

0.01 

0.00 

0.01 

0.01 

0.13 

- 

- 

- 

- 

0.001 

0.002 

0.002 

0.008 

0.000 

0.008 

0.019 

250.80 

Over Exploited 



0.05 

0.05 

324.59 

0.07 

- 

0.07 

0.04 

0.47 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.076 

0.004 

0.072 

0.049 

68.27 

Safe 

Nathela 

0825000403006100 

0.05 

0.00 

4,739.73 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.036 

1,580.31 

Over Exploited 



0.05 

0.03 

########## 

0.04 

0.00 

0.04 

0.02 

0.26 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.051 

0.003 

0.048 

0.101 

209.63 

Over Exploited 

Neechla Ghatra 

0825000403000200 

0.05 

0.02 

387.89 

0.02 

- 

0.02 

0.05 

0.61 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.034 

0.002 

0.032 

0.044 

136.62 

Over Exploited 

Neemri 

0825000402999300 

0.05 

0.01 

1,184.61 

0.01 

- 

0.01 

0.02 

0.22 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.032 

0.002 

0.031 

0.083 

270.77 

Over Exploited 



0.05 

0.02 

598.63 

0.03 

- 

0.03 

0.03 

0.33 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.046 

0.002 

0.043 

0.091 

210.00 

Over Exploited 

Nijharna 

0825000503018100 

0.06 

0.05 

57.43 

0.06 

0.00 

0.06 

0.05 

0.53 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.061 

0.003 

0.058 

0.015 

25.87 

Safe 

Oladar 

0825000403005800 

0.05 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.013 

20,992.17 

Over Exploited 

Omthi 

0825000503018200 

0.06 

0.01 

145.61 

0.02 

- 

0.02 

0.05 

0.54 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.027 

0.001 

0.025 

0.062 

243.74 

Over Exploited 

Ovri Ka Valra 

0825000403003100 

0.05 

0.09 

230.90 

0.11 

- 

0.11 

0.05 

0.56 

- 

- 

- 

- 

- 

- 

- 

0.113 

0.006 

0.108 

0.028 

26.24 

Safe 

Parasli 

0825000503013300 

0.04 

0.15 

312.11 

0.19 

0.00 

0.19 

0.05 

0.54 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.198 

0.010 

0.188 

0.152 

80.66 

Semi Critical 

Parwat Kheri 

0825000503017400 

0.06 

0.00 

15,133.50 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.03 

152.93 

0.04 

- 

0.04 

0.05 

0.53 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.049 

0.002 

0.046 

0.082 

177.58 

Over Exploited 

Pasoond 

0825000503017500 

0.06 

0.00 

4,865.45 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

5,645.37 

Over Exploited 



0.04 

0.06 

107.08 

0.07 

0.02 

0.09 

0.05 

0.52 

- 

0.0200 

- 

- 

0.010 

0.030 

0.030 

0.120 

0.006 

0.114 

0.173 

152.25 

Over Exploited 

Pawana 

0825000403006000 

0.05 

0.01 

########## 

0.01 

- 

0.01 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.019 

0.001 

0.018 

0.100 

545.37 

Over Exploited 

Peepalantri Kalan 

0825000503018700 

0.06 

0.12 

71.49 

0.14 

0.01 

0.15 

0.05 

0.54 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.173 

0.009 

0.165 

0.161 

97.65 

Critical 

Piplantri Khurd 

0825000503022100 

0.06 

0.05 

########## 

0.06 

0.00 

0.07 

0.04 

0.50 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.082 

0.004 

0.078 

0.071 

91.72 

Critical 

Podawali 

0825000503014100 

0.06 

0.04 

205.48 

0.04 

- 

0.04 

0.03 

0.28 

- 

- 

- 

- 

- 

- 

- 

0.044 

0.002 

0.041 

0.027 

65.39 

Safe 



0.04 

0.02 

281.24 

0.03 

0.00 

0.03 

0.02 

0.25 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.027 

0.001 

0.026 

0.022 

85.83 

Semi Critical 

Poothol 

0825000503022000 

0.06 

0.07 

253.52 

0.09 

0.00 

0.09 

0.03 

0.32 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.110 

0.005 

0.104 

0.102 

97.92 

Critical 

Puthiya 

0825000402998800 

0.05 

0.03 

2,732.58 

0.04 

0.00 

0.04 

0.01 

0.11 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.049 

0.002 

0.046 

0.022 

47.71 

Safe 



0.04 

0.00 

9,962.64 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.007 

0.000 

0.007 

0.005 

73.29 

Semi Critical 

Raghunathpura 

0825000503013700 

0.06 

0.05 

129.86 

0.05 

0.01 

0.06 

0.05 

0.53 

- 

0.0100 

- 

- 

0.014 

0.025 

0.025 

0.089 

0.004 

0.084 

0.091 

108.47 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Rajsamand (M) 

082500054250300C 

29.869 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.005 

3.03 

0.025 

0.04 

0.00 

0.00 

0.00 

0.03 

0.09 

0.05 

0.01 

0.118 

0.02 

0.03 







Non-command 

Gneisses(B.G.C) 

1.277 

3.03 

0.020 

0.05 

0.00 

0.00 

0.00 

0.04 

0.08 

0.05 

0.01 

0.150 

0.02 

0.04 






Rajsamand 

Command 

Phyllite & Schist 

0.021 

3.03 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.00 

0.00 


Rajsamand Tank 

0825000550000001 

10.350 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.088 

3.13 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 







Non-command 

Gneisses(B.G.C) 

9.249 

3.13 

0.020 

0.01 

0.00 

0.00 

0.00 

0.12 

0.47 

0.27 

0.01 

0.032 

0.43 

0.76 


Rati Talai 

0825000403002700 

3.454 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.082 

2.28 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.17 

0.13 

0.10 

0.008 

0.46 

0.58 


Reechher 

0825000403005900 

15.190 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.132 

6.75 

0.025 

0.03 

0.00 

0.00 

0.00 

0.03 

0.36 

0.29 

0.10 

0.006 

0.08 

0.10 







Non-command 

Gneisses(B.G.C) 

7.067 

6.75 

0.020 

0.07 

0.01 

0.00 

0.00 

0.02 

0.99 

0.80 

0.25 

0.019 

0.26 

0.32 


Rod Ka Gurha 

0825000403003200 

2.118 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.114 

4.62 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.18 

0.04 

0.006 

0.52 

0.59 


Roon Rajsamand (A) 

0825000503019400 

0.392 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.392 

2.80 

0.020 

0.10 

0.01 

0.00 

0.00 

0.01 

0.10 

0.06 

0.40 

0.001 

0.49 

0.85 


Roon Rajsamand (B) 

0825000503019500 

0.400 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.400 

2.97 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.06 

0.04 

0.19 

0.001 

0.49 

0.85 


Sapol 

0825000503018600 

13.449 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.292 

2.24 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.11 

0.09 

0.008 

0.09 

0.13 







Non-command 

Gneisses(B.G.C) 

9.707 

2.24 

0.020 

0.11 

0.01 

0.00 

0.00 

0.00 

0.53 

0.37 

0.38 

0.033 

0.37 

0.53 


Saras Ka Gurha 

0825000402998200 

2.524 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.038 

6.37 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.18 

0.08 

0.003 

0.21 

0.21 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.485 

6.37 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.26 

0.26 

0.07 

0.004 

0.31 

0.30 


Sardul 

0825000503014200 

5.269 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.085 

2.99 

0.025 

0.01 

0.00 

0.00 

0.00 

0.01 

0.38 

0.25 

0.02 

0.017 

0.47 

0.72 







Non-command 

Gneisses(B.G.C) 

0.168 

2.99 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.02 


Sardul Khera 

0825000503019200 

0.477 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.314 

2.76 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.001 

0.32 

0.56 







Non-command 

Gneisses(B.G.C) 

0.163 

2.76 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.17 

0.29 


Sathiya 

0825000402999000 

5.060 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.060 

5.72 

0.025 

0.08 

0.01 

0.00 

0.00 

0.01 

0.79 

0.78 

0.31 

0.014 

0.52 

0.53 







Non-command 

Gneisses(B.G.C) 

0.001 

5.72 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sewantri 

0825000402998500 

16.009 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.694 

7.38 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.14 

0.02 

0.002 

0.02 

0.02 







Non-command 

Gneisses 

0.380 

7.38 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.01 

0.001 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.428 

7.38 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.27 

0.30 

0.02 

0.004 

0.05 

0.05 







Non-command 

Gneisses 

2.686 

7.38 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.40 

0.44 

0.03 

0.007 

0.09 

0.08 


Sirodi 

0825000302992500 

4.169 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.938 

5.27 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.12 

0.04 

0.004 

0.22 

0.31 







Non-command 

Gneisses(B.G.C) 

1.177 

5.27 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.02 

0.002 

0.14 

0.19 


Siyana 

0825000302992300 

8.002 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.342 

6.16 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.001 

0.02 

0.02 







Non-command 

Gneisses(B.G.C) 

4.248 

6.16 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.42 

0.35 

0.16 

0.008 

0.25 

0.30 


Soniyana 

0825000402997900 

2.884 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.884 

4.65 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.36 

0.34 

0.10 

0.008 

0.49 

0.52 


Soonkhar 

0825000403002900 

8.083 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.443 

5.10 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.62 

0.53 

0.28 

0.015 

0.35 

0.42 


Sumadiya 

0825000302992400 

3.016 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.324 

5.55 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.09 

0.04 

0.002 

0.21 

0.27 







Non-command 

Gneisses(B.G.C) 

1.042 

5.55 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.02 

0.002 

0.16 

0.21 


Tadawara Gujran 

0825000403001200 

9.820 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

9.820 

4.74 

0.020 

0.06 

0.01 

0.00 

0.00 

0.01 

0.97 

0.89 

0.22 

0.027 

0.51 

0.56 


Tadawara Solankiyan 

0825000402997300 

7.412 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.645 

3.72 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.15 

0.04 

0.005 

0.11 

0.11 







Non-command 

Gneisses(B.G.C) 

2.976 

3.72 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.21 

0.05 

0.008 

0.19 

0.21 


Talai 

0825000503014300 

2.006 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.002 

2.97 

0.025 

0.02 

0.00 

0.00 

0.00 

0.02 

0.15 

0.10 

0.05 

0.007 

0.49 

0.77 


Tarot 

0825000503022700 

3.554 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.052 

4.04 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.01 


Tasol 

0825000503017300 

2.321 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.001 

4.84 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

2.078 

4.84 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.24 

0.14 

0.20 

0.007 

0.44 

0.75 


Thoriya 

0825000403006200 

13.980 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.026 

2.69 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

5.446 

2.69 

0.020 

0.06 

0.01 

0.00 

0.00 

0.02 

0.32 

0.24 

0.20 

0.015 

0.21 

0.28 


Thoriyawas 

0825000402998100 

3.437 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.346 

5.48 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.35 

0.34 

0.13 

0.006 

0.35 

0.35 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.091 

5.48 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.15 

0.04 

0.003 

0.16 

0.16 


Thurawar 

0825000403004100 

10.498 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.420 

5.71 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.52 

0.43 

0.16 

0.009 

0.18 

0.22 







Non-command 

Gneisses(B.G.C) 

4.347 

5.71 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.53 

0.43 

0.14 

0.012 

0.23 

0.28 


Umarwas 

0825000402996400 

22.739 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.631 

4.79 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.01 

0.002 

0.01 

0.01 







Non-command 

Gneisses 

4.141 

4.79 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.42 

0.41 

0.06 

0.011 

0.09 

0.09 


Ummedpura 

0825000503014800 

1.142 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.142 

3.46 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.09 

0.004 

0.49 

0.79 


Upla Ghatra 

0825000403000100 

1.521 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.521 

5.21 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.22 

0.05 

0.004 

0.56 

0.53 

07001008 

Agalgaon 

0825000302992700 

6.042 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.060 

6.17 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.16 

0.03 

0.004 

0.16 

0.20 


Akodiyon Ka Khera 

0825000503015300 

5.144 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.810 

4.43 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.35 

0.26 

0.05 

0.013 

0.36 

0.50 






Rajsamand 

Command 

Gneisses(B.G.C) 

1.334 

4.43 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.02 

0.005 

0.13 

0.17 


Amarpura 

0825000603032600 

3.785 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.785 

5.66 

0.015 

0.04 

0.01 

0.00 

0.00 

0.01 

0.34 

0.31 

0.16 

0.013 

0.52 

0.56 


Amloi 

0825000503025100 

0.757 

Fresh 

Nandsamand 

Command 

Phyllite & Schist 

0.757 

2.07 

0.025 

0.04 

0.01 

0.00 

0.00 

0.01 

0.06 

0.04 

0.15 

0.003 

0.48 

0.79 


Anoppura 

0829000603617600 

8.149 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.308 

2.97 

0.012 

0.02 

0.00 

0.00 

0.00 

0.01 

0.19 

0.18 

0.04 

0.018 

0.35 

0.36 


Ardakiya 

0825000603029400 

4.376 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.170 

4.42 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.28 

0.25 

0.08 

0.014 

0.44 

0.50 






Nandsamand 

Command 

Phyllite & Schist 

0.205 

4.42 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.02 


Arjunpura 

0824000702863400 

2.758 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.003 

5.83 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.17 

0.08 

0.006 

0.37 

0.43 






Rajsamand 

Command 

Gneisses(B.G.C) 

0.001 

5.83 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Arni 

0829000103529300 

10.920 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.336 

3.95 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.05 

0.001 

0.02 

0.02 


Bagdola 

0825000503020500 

4.517 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.249 

4.63 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.41 

0.23 

0.07 

0.015 

0.46 

0.80 






Rajsamand 

Command 

Gneisses(B.G.C) 

0.007 

4.63 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Baghpura 

0825000503021000 

1.039 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.910 

4.18 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.04 

0.003 

0.43 

0.75 






Rajsamand 

Command 

Gneisses(B.G.C) 

0.128 

4.18 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.06 

0.11 


Bagpura 

0825000302996300 

5.117 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.657 

4.12 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.001 

0.06 

0.08 






Rajsamand 

Command 

Gneisses(B.G.C) 

0.174 

4.12 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.02 


Bakhantpura 

0825000603027100 

4.363 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.332 

7.15 

0.012 

0.02 

0.00 

0.00 

0.00 

0.01 

0.38 

0.34 

0.06 

0.015 

0.51 

0.57 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Rajsamand (M) 

0825000542503000 

0.06 

0.00 

5,086.67 

0.00 

0.03 

0.03 

0.00 

0.02 

- 

- 

- 

- 

0.039 

0.040 

0.040 

0.067 

0.003 

0.064 

0.125 

196.30 

Over Exploited 



0.04 

0.00 

3,951.86 

0.00 

0.04 

0.05 

0.00 

0.02 

- 

- 

- 

- 

0.067 

0.067 

0.067 

0.113 

0.006 

0.107 

0.160 

149.55 

Over Exploited 



0.06 

0.00 

69,227.66 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.002 

110.80 

Over Exploited 

Rajsamand Tank 

0825000550000001 

0.06 

0.00 

11,374.76 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.007 

0.000 

0.006 

0.000 

4.86 

Safe 



0.04 

0.18 

53.01 

0.21 

0.12 

0.33 

0.04 

0.48 

- 

- 

- 

- 

0.173 

0.173 

0.173 

0.500 

0.025 

0.475 

0.038 

7.96 

Safe 

Rati Talai 

0825000403002700 

0.05 

0.07 

85,043.95 

0.08 

- 

0.08 

0.04 

0.50 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.093 

0.005 

0.088 

0.110 

125.36 

Over Exploited 

Reechher 

0825000403005900 

0.05 

0.01 

########## 

0.01 

0.03 

0.04 

0.01 

0.08 

- 

0.0100 

- 

- 

0.044 

0.054 

0.054 

0.093 

0.005 

0.088 

0.109 

123.85 

Over Exploited 



0.05 

0.09 

########## 

0.11 

0.03 

0.14 

0.02 

0.28 

- 

0.0300 

- 

- 

0.031 

0.061 

0.061 

0.198 

0.010 

0.188 

0.264 

140.81 

Over Exploited 

Rod Ka Gurha 

0825000403003200 

0.05 

0.05 

233.84 

0.06 

0.00 

0.07 

0.05 

0.57 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.066 

0.003 

0.062 

0.048 

76.66 

Semi Critical 

Roon Rajsamand (A) 

0825000503019400 

0.04 

0.01 

613.88 

0.01 

0.02 

0.03 

0.05 

0.53 

- 

0.0400 

- 

- 

0.011 

0.051 

0.051 

0.078 

0.004 

0.074 

0.399 

538.57 

Over Exploited 

Roon Rajsamand (B) 

0825000503019500 

0.04 

0.01 

326.83 

0.01 

0.01 

0.02 

0.05 

0.53 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.040 

0.002 

0.038 

0.193 

505.57 

Over Exploited 

Sapol 

0825000503018600 

0.06 

0.01 

817.25 

0.01 

- 

0.01 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.024 

0.001 

0.023 

0.099 

428.55 

Over Exploited 



0.04 

0.16 

########## 

0.19 

0.01 

0.20 

0.03 

0.40 

- 

0.0400 

- 

- 

0.002 

0.042 

0.042 

0.241 

0.012 

0.229 

0.415 

181.13 

Over Exploited 

Saras Ka Gurha 

0825000402998200 

0.05 

0.01 

1,548.85 

0.01 

0.00 

0.02 

0.02 

0.23 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.041 

0.002 

0.039 

0.083 

211.04 

Over Exploited 



0.05 

0.02 

1,030.99 

0.03 

0.00 

0.03 

0.03 

0.33 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.040 

0.002 

0.038 

0.071 

188.69 

Over Exploited 

Sardul 

0825000503014200 

0.06 

0.14 

74.28 

0.17 

0.01 

0.18 

0.05 

0.52 

- 

- 

- 

- 

0.014 

0.014 

0.014 

0.196 

0.010 

0.187 

0.035 

19.02 

Safe 



0.04 

0.00 

5,661.45 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Sardul Khera 

0825000503019200 

0.06 

0.01 

200.09 

0.01 

0.00 

0.01 

0.03 

0.35 

- 

- 

- 

- 

0.000 

- 

- 

0.007 

0.000 

0.007 

0.038 

552.32 

Over Exploited 



0.04 

0.00 

335.56 

0.00 

- 

0.00 

0.02 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.019 

1,363.77 

Over Exploited 

Sathiya 

0825000402999000 

0.05 

0.13 

491.97 

0.16 

0.02 

0.17 

0.05 

0.57 

- 

0.0600 

- 

- 

0.008 

0.068 

0.068 

0.242 

0.012 

0.230 

0.325 

141.42 

Over Exploited 



0.05 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sewantri 

0825000402998500 

0.05 

0.00 

16,776.32 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.019 

2,000.12 

Over Exploited 



0.04 

0.00 

30,726.68 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

3,547.24 

Over Exploited 



0.05 

0.00 

8,403.88 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.023 

571.90 

Over Exploited 



0.04 

0.01 

4,318.01 

0.01 

0.00 

0.02 

0.01 

0.10 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.033 

0.002 

0.032 

0.041 

131.01 

Over Exploited 

Sirodi 

0825000302992500 

0.05 

0.02 

445.85 

0.03 

- 

0.03 

0.02 

0.25 

- 

- 

- 

- 

- 

- 

- 

0.026 

0.001 

0.025 

0.040 

160.87 

Over Exploited 



0.04 

0.01 

919.15 

0.01 

0.00 

0.01 

0.01 

0.15 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.010 

0.000 

0.009 

0.019 

204.90 

Over Exploited 

Siyana 

0825000302992300 

0.05 

0.00 

10,114.04 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.021 

4,810.26 

Over Exploited 



0.04 

0.04 

713.35 

0.05 

0.01 

0.07 

0.03 

0.28 

0.01 

0.0200 

- 

- 

0.005 

0.025 

0.030 

0.095 

0.005 

0.090 

0.165 

182.95 

Over Exploited 

Soniyana 

0825000402997900 

0.05 

0.07 

382.69 

0.09 

0.00 

0.09 

0.05 

0.55 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.111 

0.006 

0.105 

0.109 

103.39 

Over Exploited 

Soonkhar 

0825000403002900 

0.05 

0.09 

(973,359.50) 

0.11 

0.01 

0.13 

0.03 

0.39 

- 

0.0300 

- 

- 

0.006 

0.036 

0.036 

0.162 

0.008 

0.154 

0.296 

191.75 

Over Exploited 

Sumadiya 

0825000302992400 

0.05 

0.01 

562.48 

0.02 

0.00 

0.02 

0.02 

0.23 

0.00 

- 

- 

- 

0.002 

0.002 

0.004 

0.021 

0.001 

0.020 

0.043 

213.17 

Over Exploited 



0.04 

0.01 

961.55 

0.01 

- 

0.01 

0.02 

0.18 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.009 

0.020 

227.93 

Over Exploited 

Tadawara Gujran 

0825000403001200 

0.05 

0.25 

260.00 

0.30 

0.02 

0.32 

0.05 

0.56 

- 

0.0400 

- 

- 

0.014 

0.055 

0.055 

0.371 

0.019 

0.353 

0.243 

68.85 

Safe 

Tadawara Solankiyan 

0825000402997300 

0.05 

0.01 

1,613.73 

0.01 

0.00 

0.01 

0.01 

0.12 

0.00 

- 

- 

- 

0.004 

0.004 

0.005 

0.018 

0.001 

0.017 

0.043 

250.50 

Over Exploited 



0.05 

0.03 

656.75 

0.03 

0.00 

0.04 

0.02 

0.21 

0.00 

0.0100 

- 

- 

0.004 

0.014 

0.017 

0.054 

0.003 

0.051 

0.056 

110.41 

Over Exploited 

Talai 

0825000503014300 

0.06 

0.06 

65.16 

0.07 

0.02 

0.09 

0.05 

0.54 

- 

0.0100 

- 

- 

0.024 

0.034 

0.034 

0.120 

0.006 

0.114 

0.060 

52.60 

Safe 

Tarot 

0825000503022700 

0.06 

0.00 

14,193.48 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Tasol 

0825000503017300 

0.06 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.04 

249.79 

0.05 

0.01 

0.06 

0.04 

0.48 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.085 

0.004 

0.080 

0.210 

261.26 

Over Exploited 

Thoriya 

0825000403006200 

0.05 

0.00 

102,253.05 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.05 

########## 

0.07 

0.03 

0.10 

0.02 

0.22 

- 

0.0200 

- 

- 

0.033 

0.053 

0.053 

0.151 

0.008 

0.143 

0.216 

150.76 

Over Exploited 

Thoriyawas 

0825000402998100 

0.05 

0.04 

741.88 

0.05 

0.00 

0.05 

0.03 

0.38 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.071 

0.004 

0.068 

0.136 

200.86 

Over Exploited 



0.05 

0.01 

1,664.23 

0.01 

0.00 

0.01 

0.02 

0.18 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.022 

0.001 

0.021 

0.039 

182.48 

Over Exploited 

Thurawar 

0825000403004100 

0.05 

0.03 

1,258.09 

0.04 

0.01 

0.05 

0.02 

0.20 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.070 

0.003 

0.066 

0.164 

248.50 

Over Exploited 



0.05 

0.05 

795,062.08 

0.06 

0.01 

0.07 

0.02 

0.25 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.090 

0.004 

0.085 

0.156 

182.78 

Over Exploited 

Umarwas 

0825000402996400 

0.05 

0.00 

17,037.98 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.012 

2,342.05 

Over Exploited 



0.04 

0.02 

2,642.65 

0.02 

0.00 

0.02 

0.01 

0.10 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.029 

0.001 

0.028 

0.073 

263.57 

Over Exploited 

Ummedpura 

0825000503014800 

0.06 

0.03 

115.81 

0.04 

0.00 

0.04 

0.05 

0.53 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.054 

0.003 

0.051 

0.094 

184.03 

Over Exploited 

Upla Ghatra 

0825000403000100 

0.05 

0.04 

419.53 

0.05 

0.00 

0.05 

0.05 

0.61 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.062 

0.003 

0.059 

0.054 

91.31 

Critical 

Agalgaon 

0825000302992700 

0.04 

0.01 

1,087.04 

0.02 

0.00 

0.02 

0.02 

0.18 

0.00 

- 

- 

- 

0.005 

0.005 

0.007 

0.026 

0.001 

0.025 

0.029 

114.84 

Over Exploited 

Akodiyon Ka Khera 

0825000503015300 

0.04 

0.06 

323.23 

0.07 

0.01 

0.08 

0.04 

0.40 

- 

0.0100 

- 

- 

0.009 

0.019 

0.019 

0.098 

0.005 

0.093 

0.061 

65.41 

Safe 



0.04 

0.01 

1,146.63 

0.01 

0.00 

0.01 

0.01 

0.14 

- 

- 

0.0006 

0.0007 

0.002 

0.003 

0.003 

0.014 

0.001 

0.013 

0.023 

174.47 

Over Exploited 

Amarpura 

0825000603032600 

0.03 

0.06 

431.53 

0.07 

0.02 

0.09 

0.05 

0.56 

- 

0.0200 

- 

- 

0.022 

0.042 

0.042 

0.137 

0.007 

0.130 

0.168 

129.57 

Over Exploited 

Amloi 

0825000503025100 

0.06 

0.02 

72.79 

0.03 

0.02 

0.04 

0.05 

0.53 

- 

0.0300 

- 

- 

0.011 

0.041 

0.041 

0.084 

0.004 

0.080 

0.153 

190.82 

Over Exploited 

Anoppura 

0829000603617600 

0.06 

0.11 

59.60 

0.14 

0.01 

0.15 

0.03 

0.38 

- 

- 

- 

- 

0.017 

0.017 

0.017 

0.165 

0.008 

0.157 

0.060 

38.18 

Safe 

Ardakiya 

0825000603029400 

0.03 

0.05 

350.65 

0.07 

0.01 

0.08 

0.04 

0.48 

- 

0.0100 

- 

- 

0.019 

0.029 

0.029 

0.107 

0.005 

0.102 

0.089 

87.85 

Semi Critical 



0.03 

0.00 

8,761.77 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

2,444.97 

Over Exploited 

Arjunpura 

0824000702863400 

0.02 

0.01 

1,036.39 

0.02 

0.00 

0.02 

0.03 

0.40 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.031 

0.002 

0.029 

0.082 

280.51 

Over Exploited 



0.02 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Arni 

0829000103529300 

0.04 

0.00 

12,862.45 

0.00 

- 

0.00 

0.00 

0.02 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.010 

0.001 

0.010 

0.049 

501.61 

Over Exploited 

Bagdola 

0825000503020500 

0.04 

0.09 

174.73 

0.10 

0.00 

0.10 

0.05 

0.50 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.117 

0.006 

0.111 

0.081 

72.29 

Semi Critical 



0.04 

0.00 

169,205.82 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Baghpura 

0825000503021000 

0.04 

0.02 

187.99 

0.02 

- 

0.02 

0.04 

0.47 

- 

- 

- 

- 

- 

- 

- 

0.020 

0.001 

0.019 

0.043 

221.90 

Over Exploited 



0.04 

0.00 

1,698.05 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.001 

0.000 

0.000 

0.006 

1,337.05 

Over Exploited 

Bagpura 

0825000302996300 

0.04 

0.00 

1,866.42 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.009 

461.38 

Over Exploited 



0.04 

0.00 

7,355.80 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.004 

1,306.15 

Over Exploited 

Bakhantpura 

0825000603027100 

0.04 

0.09 

274.83 

0.11 

0.01 

0.12 

0.05 

0.56 

- 

0.0100 

- 

- 

0.018 

0.028 

0.028 

0.148 

0.007 

0.141 

0.070 

49.67 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Bakhatpura 

082500060303250C 

2.743 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.743 

8.76 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.38 

0.35 

0.06 

0.009 

0.52 

0.56 


Bamniya Kalan 

0825000603028300 

9.950 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.950 

5.57 

0.015 

0.27 

0.04 

0.00 

0.00 

0.02 

1.04 

0.96 

1.05 

0.034 

0.52 

0.56 


Banai 

0825000503016900 

4.081 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.667 

7.40 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.41 

0.24 

0.06 

0.009 

0.32 

0.53 






Rajsamand 

Command 

Gneisses(B.G.C) 

1.415 

7.40 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.13 

0.03 

0.005 

0.17 

0.28 


Bankon Ka Gurha 

0825000703043100 

2.075 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.338 

2.74 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.000 

0.08 

0.13 






Nandsamand 

Command 

Phyllite & Schist 

1.737 

2.74 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.10 

0.06 

0.04 

0.002 

0.40 

0.65 


Bansol 

082500050302090C 

0.624 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.503 

3.59 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.02 

0.002 

0.39 

0.69 






Rajsamand 

Command 

Gneisses(B.G.C) 

0.122 

3.59 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.000 

0.09 

0.17 


Barliya 

082500050302480C 

2.758 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.419 

4.32 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.01 

0.001 

0.07 

0.09 






Rajsamand 

Command 

Phyllite & Schist 

2.339 

4.32 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.27 

0.21 

0.08 

0.008 

0.40 

0.52 


Basni 

082500050301500C 

6.377 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.377 

6.15 

0.020 

0.04 

0.00 

0.00 

0.00 

0.01 

0.81 

0.51 

0.11 

0.022 

0.48 

0.77 


Bethumbi 

082500060302820C 

6.914 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.913 

7.58 

0.015 

0.06 

0.01 

0.00 

0.00 

0.01 

0.83 

0.77 

0.22 

0.024 

0.52 

0.56 


Bhama Khera 

082500060302950C 

2.617 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.617 

3.73 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.16 

0.15 

0.12 

0.009 

0.45 

0.50 


Bhana 

082500050302060C 

2.680 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.091 

4.50 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.03 

0.004 

0.20 

0.35 


Bharai 

082500060303340C 

6.470 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.470 

2.80 

0.015 

0.05 

0.01 

0.00 

0.00 

0.12 

0.19 

0.17 

0.16 

0.022 

0.45 

0.49 


Bhat Khera 

082500050302420C 

1.392 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.188 

3.12 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.07 

0.11 






Nandsamand 

Command 

Phyllite & Schist 

0.110 

3.12 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.04 

0.07 


Bhatoli 

082500050302520C 

3.603 

Fresh 

Nandsamand 

Command 

Phyllite & Schist 

3.561 

2.54 

0.025 

0.02 

0.00 

0.00 

0.00 

0.04 

0.20 

0.12 

0.06 

0.012 

0.48 

0.80 


Bhawa 

082500050302030C 

6.532 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.327 

4.82 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.08 

0.04 

0.005 

0.10 

0.17 






Rajsamand 

Command 

Gneisses(B.G.C) 

5.205 

4.82 

0.020 

0.04 

0.00 

0.00 

0.00 

0.01 

0.53 

0.30 

0.13 

0.018 

0.39 

0.67 


Bhoorwara 

082500060302920C 

4.472 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.942 

3.98 

0.015 

0.05 

0.01 

0.00 

0.00 

0.02 

0.25 

0.21 

0.16 

0.014 

0.41 

0.49 






Rajsamand 

Command 

Phyllite & Schist 

0.530 

3.98 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.002 

0.06 

0.07 


Bijnol 

082500070304330C 

4.557 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.028 

3.31 

0.020 

0.05 

0.01 

0.00 

0.00 

0.01 

0.30 

0.19 

0.20 

0.005 

0.43 

0.66 







Non-command 

Gneisses(B.G.C) 

0.527 

3.31 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.02 

0.001 

0.06 

0.09 






Nandsamand 

Command 

Phyllite & Schist 

0.002 

3.31 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Binol 

082500050301510C 

17.406 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

15.469 

6.28 

0.020 

0.10 

0.01 

0.00 

0.00 

0.01 

2.03 

1.39 

0.33 

0.053 

0.43 

0.63 


Chaliya 

082500070304390C 

0.882 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.882 

2.73 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.02 

0.001 

0.48 

0.75 


Chanpa Kheri 

082500060303070C 

2.473 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.473 

8.88 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.37 

0.34 

0.13 

0.009 

0.52 

0.56 


Chauthpura 

0829000603617400 

5.553 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.463 

2.35 

0.012 

0.07 

0.01 

0.00 

0.00 

0.00 

0.10 

0.09 

0.28 

0.005 

0.13 

0.14 


Chhdanga Kheri 

082500060303350C 

3.251 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.800 

3.85 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.03 

0.003 

0.11 

0.12 


Chhtri Khera 

082500060303200C 

1.599 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.599 

7.73 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.20 

0.19 

0.07 

0.006 

0.53 

0.56 


Chokri 

082500060302910C 

7.880 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.834 

2.39 

0.015 

0.07 

0.01 

0.00 

0.00 

0.03 

0.28 

0.25 

0.24 

0.024 

0.41 

0.46 






Rajsamand 

Command 

Phyllite & Schist 

1.046 

2.39 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.04 

0.004 

0.06 

0.07 


Damodarpura 

082500060303190C 

2.906 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.906 

6.06 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.28 

0.27 

0.13 

0.010 

0.53 

0.56 


Deogaon 

082500050302610C 

1.472 

Fresh 

Nandsamand 

Command 

Phyllite & Schist 

1.472 

2.39 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.03 

0.005 

0.46 

0.56 


Deori Khera 

082500050301670C 

1.948 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.995 

7.26 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.03 

0.003 

0.25 

0.40 






Rajsamand 

Command 

Gneisses(B.G.C) 

0.953 

7.26 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.14 

0.09 

0.02 

0.003 

0.24 

0.38 


Deoron Ka Khera 

082500050301490C 

4.069 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.277 

4.87 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.03 

0.05 







Non-command 

Gneisses(B.G.C) 

0.662 

4.87 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.01 

0.002 

0.08 

0.13 


Dhani 

082900060361750C 

3.263 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.376 

1.23 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.05 

0.005 

0.22 

0.23 


Dhanji Ka Khera 

082500050301720C 

1.573 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.569 

5.74 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.11 

0.02 

0.005 

0.48 

0.83 


Dhanyala 

082500050301470C 

5.875 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.086 

4.84 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

1.129 

4.84 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.03 

0.004 

0.09 

0.14 


Dhobi Khera 

082900060361790C 

8.793 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.001 

4.35 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dolatpura 

082500060302750C 

2.146 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.736 

5.58 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.01 

0.003 

0.18 

0.19 


Doom Khera 

082500050301990C 

4.070 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.903 

7.01 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.29 

0.17 

0.06 

0.007 

0.23 

0.39 






Rajsamand 

Command 

Gneisses(B.G.C) 

2.167 

7.01 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.32 

0.19 

0.08 

0.007 

0.26 

0.44 


Duliyana 

082500050301660C 

4.516 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.633 

7.46 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.40 

0.25 

0.04 

0.009 

0.28 

0.45 






Rajsamand 

Command 

Gneisses(B.G.C) 

1.884 

7.46 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.28 

0.18 

0.02 

0.006 

0.20 

0.32 


Emri 

082500050302120C 

3.288 

Fresh 

Rajsamand 

Command 

Phyllite & Schist 

0.965 

3.44 

0.025 

0.05 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.03 

0.113 

0.14 

0.25 


Fateh Nagar 

082500050302500C 

2.338 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.211 

2.07 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.04 

0.07 






Nandsamand 

Command 

Phyllite & Schist 

2.128 

2.07 

0.025 

0.01 

0.00 

0.00 

0.00 

0.01 

0.11 

0.07 

0.04 

0.007 

0.44 

0.71 


Fateh Pura 

082500050302590C 

3.078 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.175 

2.18 

0.025 

0.01 

0.00 

0.00 

0.00 

0.01 

0.07 

0.05 

0.02 

0.004 

0.18 

0.23 






Nandsamand 

Command 

Phyllite & Schist 

1.187 

2.18 

0.025 

0.01 

0.00 

0.00 

0.00 

0.01 

0.07 

0.05 

0.02 

0.004 

0.18 

0.24 


Fathenagar Ka Khera 

082500050302530C 

0.989 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.014 

2.01 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Nandsamand 

Command 

Phyllite & Schist 

0.975 

2.01 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.02 

0.003 

0.47 

0.74 


Gadariyawas 

082500050301540C 

2.126 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.151 

4.23 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.03 

0.004 

0.27 

0.35 






Rajsamand 

Command 

Gneisses(B.G.C) 

0.975 

4.23 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.03 

0.003 

0.23 

0.29 


Ganeshpura 

082500060302810C 

2.233 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.939 

6.25 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.04 

0.003 

0.22 

0.24 



082500060303230C 

0.759 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.428 

2.49 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.001 

0.29 

0.31 


Gangas 

082500060303120C 

12.001 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

11.061 

5.22 

0.015 

0.09 

0.01 

0.00 

0.00 

0.02 

0.92 

0.91 

0.32 

0.038 

0.51 

0.52 


Ghati 

082500050302010C 

10.484 

Fresh 

Rajsamand 

Command 

Phyllite & Schist 

4.857 

5.40 

0.025 

0.02 

0.00 

0.00 

0.00 

0.01 

0.67 

0.43 

0.05 

0.017 

0.22 

0.35 







Command 

Gneisses(B.G.C) 

5.627 

5.40 

0.020 

0.02 

0.00 

0.00 

0.00 

0.02 

0.61 

0.39 

0.06 

0.019 

0.26 

0.40 


Gilund 

082500060303170C 

24.624 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

19.620 

4.71 

0.015 

0.21 

0.03 

0.00 

0.00 

0.07 

1.50 

1.49 

0.77 

0.068 

0.45 

0.45 







Non-command 

Gneisses(B.G.C) 

4.987 

4.71 

0.012 

0.05 

0.01 

0.00 

0.00 

0.00 

0.32 

0.32 

0.19 

0.017 

0.11 

0.11 


Gobaliya 

082500050301570C 

2.044 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.185 

4.29 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.01 

0.004 

0.29 

0.35 






Rajsamand 

Command 

Gneisses(B.G.C) 

0.860 

4.29 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.01 

0.003 

0.21 

0.26 


Gogathala 

082500060302670C 

4.304 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.448 

1.07 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.002 

0.05 

0.06 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Bakhatpura 

0825000603032500 

0.03 

0.04 

718.35 

0.05 

0.00 

0.05 

0.05 

0.57 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.070 

0.003 

0.066 

0.069 

104.51 

Over Exploited 

Bamniya Kalan 

0825000603028300 

0.03 

0.16 

516.54 

0.19 

0.06 

0.25 

0.05 

0.57 

- 

0.1200 

- 

- 

0.037 

0.157 

0.157 

0.408 

0.020 

0.388 

1.084 

279.55 

Over Exploited 

Banai 

0825000503016900 

0.04 

0.04 

555.59 

0.04 

0.00 

0.05 

0.03 

0.35 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.057 

0.003 

0.054 

0.070 

130.64 

Over Exploited 



0.04 

0.01 

1,146.04 

0.01 

0.00 

0.01 

0.02 

0.19 

- 

- 

0.0003 

0.0004 

0.000 

0.001 

0.001 

0.014 

0.001 

0.013 

0.039 

296.63 

Over Exploited 

Bankon Ka Gurha 

0825000703043100 

0.05 

0.00 

763.06 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.007 

482.88 

Over Exploited 



0.05 

0.04 

70.75 

0.04 

0.01 

0.05 

0.04 

0.44 

- 

0.0100 

- 

- 

0.013 

0.023 

0.023 

0.074 

0.004 

0.070 

0.045 

64.52 

Safe 

Bansol 

0825000503020900 

0.04 

0.01 

201.95 

0.01 

0.00 

0.01 

0.04 

0.43 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

0.001 

0.010 

0.020 

191.15 

Over Exploited 



0.04 

0.00 

785.43 

0.00 

0.00 

0.00 

0.01 

0.10 

- 

- 

0.0001 

0.0001 

0.001 

0.001 

0.001 

0.003 

0.000 

0.003 

0.006 

235.40 

Over Exploited 

Barliya 

0825000503024800 

0.06 

0.00 

1,835.28 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.013 

648.24 

Over Exploited 



0.06 

0.06 

274.76 

0.07 

- 

0.07 

0.04 

0.44 

- 

0.0100 

0.0013 

0.0012 

- 

0.013 

0.013 

0.080 

0.004 

0.076 

0.084 

110.05 

Over Exploited 

Basni 

0825000503015000 

0.04 

0.14 

274.88 

0.16 

0.01 

0.18 

0.05 

0.53 

- 

0.0100 

- 

- 

0.022 

0.032 

0.032 

0.210 

0.010 

0.199 

0.134 

67.18 

Safe 

Bethumbi 

0825000603028200 

0.03 

0.11 

608.87 

0.13 

0.02 

0.15 

0.05 

0.57 

- 

0.0400 

- 

- 

0.012 

0.052 

0.052 

0.200 

0.010 

0.190 

0.243 

127.59 

Over Exploited 

Bhama Khera 

0825000603029500 

0.03 

0.04 

311.61 

0.04 

0.01 

0.06 

0.04 

0.49 

- 

0.0200 

- 

- 

0.007 

0.027 

0.027 

0.085 

0.004 

0.081 

0.129 

160.02 

Over Exploited 

Bhana 

0825000503020600 

0.04 

0.01 

539.70 

0.01 

0.00 

0.01 

0.02 

0.22 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.017 

0.001 

0.016 

0.038 

237.68 

Over Exploited 

Bharai 

0825000603033400 

0.03 

0.09 

98.64 

0.10 

0.13 

0.24 

0.04 

0.49 

- 

0.0200 

- 

- 

0.187 

0.207 

0.207 

0.446 

0.022 

0.423 

0.177 

41.89 

Safe 

Bhat Khera 

0825000503024200 

0.06 

0.00 

1,036.25 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.004 

432.57 

Over Exploited 



0.06 

0.00 

1,830.73 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

1,167.64 

Over Exploited 

Bhatoli 

0825000503025200 

0.06 

0.10 

19.32 

0.12 

0.04 

0.16 

0.05 

0.53 

- 

0.0100 

- 

- 

0.064 

0.074 

0.074 

0.239 

0.012 

0.227 

0.075 

33.11 

Safe 

Bhawa 

0825000503020300 

0.04 

0.01 

1,276.11 

0.01 

- 

0.01 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.042 

258.64 

Over Exploited 



0.04 

0.09 

243.30 

0.11 

0.01 

0.12 

0.04 

0.43 

- 

0.0200 

0.0028 

0.0027 

0.019 

0.044 

0.044 

0.163 

0.008 

0.155 

0.151 

97.34 

Critical 

Bhoorwara 

0825000603029200 

0.03 

0.05 

336.04 

0.06 

0.03 

0.09 

0.04 

0.45 

- 

0.0300 

- 

- 

0.037 

0.067 

0.067 

0.161 

0.008 

0.153 

0.177 

115.51 

Over Exploited 



0.03 

0.00 

3,911.83 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

0.0003 

0.0003 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.023 

1,446.31 

Over Exploited 

Bijnol 

0825000703043300 

0.05 

0.09 

120.88 

0.10 

0.02 

0.12 

0.04 

0.47 

- 

0.0400 

- 

- 

0.015 

0.055 

0.055 

0.180 

0.009 

0.171 

0.203 

118.75 

Over Exploited 



0.05 

0.00 

1,491.49 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.022 

1,284.47 

Over Exploited 



0.05 

0.00 

366,516.02 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Binol 

0825000503015100 

0.04 

0.29 

375.25 

0.35 

0.02 

0.37 

0.04 

0.47 

- 

0.0400 

- 

- 

0.011 

0.051 

0.051 

0.419 

0.021 

0.398 

0.381 

95.73 

Critical 

Chaliya 

0825000703043900 

0.05 

0.02 

8.95 

0.02 

0.00 

0.02 

0.05 

0.53 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.023 

0.001 

0.022 

0.019 

85.39 

Semi Critical 

Chanpa Kheri 

0825000603030700 

0.03 

0.04 

781.34 

0.05 

0.00 

0.05 

0.05 

0.57 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.069 

0.003 

0.066 

0.139 

210.21 

Over Exploited 

Chauthpura 

0829000603617400 

0.06 

0.01 

666.08 

0.01 

0.01 

0.02 

0.01 

0.15 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.055 

0.003 

0.052 

0.281 

541.60 

Over Exploited 

Chhdanga Kheri 

0825000603033500 

0.03 

0.00 

1,745.10 

0.00 

0.00 

0.01 

0.01 

0.12 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.012 

0.001 

0.011 

0.033 

299.70 

Over Exploited 

Chhtri Khera 

0825000603032000 

0.03 

0.03 

661.01 

0.03 

0.00 

0.03 

0.05 

0.58 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.041 

0.002 

0.039 

0.071 

179.20 

Over Exploited 

Chokri 

0825000603029100 

0.03 

0.08 

193.11 

0.10 

0.04 

0.14 

0.04 

0.45 

- 

0.0300 

- 

- 

0.041 

0.071 

0.071 

0.209 

0.010 

0.199 

0.265 

133.29 

Over Exploited 



0.03 

0.00 

2,040.01 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

0.0005 

0.0005 

- 

0.001 

0.001 

0.003 

0.000 

0.003 

0.039 

1,207.66 

Over Exploited 

Damodarpura 

0825000603031900 

0.03 

0.05 

478.89 

0.06 

0.01 

0.07 

0.05 

0.58 

- 

0.0100 

- 

- 

0.016 

0.026 

0.026 

0.092 

0.005 

0.088 

0.135 

153.97 

Over Exploited 

Deogaon 

0825000503026100 

0.06 

0.04 

96.56 

0.05 

- 

0.05 

0.04 

0.50 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.059 

0.003 

0.056 

0.035 

62.59 

Safe 

Deori Khera 

0825000503016700 

0.04 

0.01 

781.93 

0.01 

0.00 

0.01 

0.02 

0.27 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.015 

0.001 

0.014 

0.028 

201.54 

Over Exploited 



0.04 

0.01 

760.08 

0.01 

0.01 

0.02 

0.02 

0.26 

- 

- 

0.0002 

0.0002 

0.016 

0.017 

0.017 

0.039 

0.002 

0.037 

0.021 

57.13 

Safe 

Deoron Ka Khera 

0825000503014900 

0.06 

0.00 

3,685.07 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.004 

630.93 

Over Exploited 



0.04 

0.00 

1,622.22 

0.00 

0.00 

0.00 

0.01 

0.09 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.004 

0.000 

0.004 

0.008 

233.65 

Over Exploited 

Dhani 

0829000603617500 

0.06 

0.02 

33.58 

0.02 

0.00 

0.03 

0.02 

0.24 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.041 

0.002 

0.039 

0.053 

135.58 

Over Exploited 

Dhanji Ka Khera 

0825000503017200 

0.04 

0.03 

230.05 

0.04 

0.00 

0.04 

0.05 

0.53 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.043 

0.002 

0.041 

0.029 

72.36 

Semi Critical 

Dhanyala 

0825000503014700 

0.06 

0.00 

18,664.94 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

7,864.49 

Over Exploited 



0.04 

0.00 

1,590.07 

0.01 

0.00 

0.01 

0.01 

0.10 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.007 

0.000 

0.006 

0.038 

608.11 

Over Exploited 

Dhobi Khera 

0829000603617900 

0.03 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dolatpura 

0825000603027500 

0.03 

0.00 

1,346.21 

0.00 

- 

0.00 

0.02 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.004 

0.014 

302.07 

Over Exploited 

Doom Khera 

0825000503019900 

0.04 

0.02 

779.14 

0.02 

0.00 

0.02 

0.02 

0.25 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.025 

0.001 

0.024 

0.070 

293.30 

Over Exploited 



0.04 

0.02 

667.44 

0.03 

- 

0.03 

0.03 

0.28 

- 

- 

0.0005 

0.0006 

- 

0.001 

0.001 

0.031 

0.002 

0.029 

0.083 

287.06 

Over Exploited 

Duliyana 

0825000503016600 

0.04 

0.03 

672.77 

0.04 

0.00 

0.04 

0.03 

0.31 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.048 

0.002 

0.045 

0.046 

101.43 

Over Exploited 



0.04 

0.02 

964.37 

0.02 

0.01 

0.03 

0.02 

0.22 

- 

- 

0.0004 

0.0005 

0.014 

0.015 

0.015 

0.045 

0.002 

0.042 

0.030 

71.92 

Semi Critical 

Emri 

0825000503021200 

0.06 

0.01 

817.50 

0.01 

- 

0.01 

0.01 

0.16 

- 

- 

0.0005 

0.0005 

- 

0.001 

0.001 

0.011 

0.001 

0.010 

0.146 

1,410.48 

Over Exploited 

Fateh Nagar 

0825000503025000 

0.06 

0.00 

1,103.56 

0.00 

0.00 

0.00 

0.00 

0.05 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.004 

337.12 

Over Exploited 



0.06 

0.06 

26.49 

0.07 

0.01 

0.07 

0.04 

0.48 

- 

0.0100 

- 

- 

0.009 

0.019 

0.019 

0.092 

0.005 

0.088 

0.049 

56.12 

Safe 

Fateh Pura 

0825000503025900 

0.06 

0.01 

307.55 

0.02 

0.01 

0.02 

0.02 

0.19 

- 

- 

- 

- 

0.011 

0.011 

0.011 

0.033 

0.002 

0.031 

0.025 

79.66 

Semi Critical 



0.06 

0.01 

287.24 

0.02 

0.01 

0.03 

0.02 

0.20 

- 

- 

- 

- 

0.015 

0.015 

0.015 

0.040 

0.002 

0.038 

0.025 

66.38 

Safe 

Fathenagar Ka Khera 

0825000503025300 

0.06 

0.00 

5,499.46 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.06 

0.03 

36.72 

0.03 

0.00 

0.03 

0.05 

0.52 

- 

- 

- 

- 

0.000 

- 

- 

0.033 

0.002 

0.032 

0.027 

86.55 

Semi Critical 

Gadariyawas 

0825000503015400 

0.04 

0.01 

488.10 

0.02 

0.00 

0.02 

0.03 

0.29 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.026 

0.001 

0.025 

0.034 

137.78 

Over Exploited 



0.04 

0.01 

632.85 

0.01 

- 

0.01 

0.02 

0.25 

- 

- 

0.0004 

0.0005 

- 

0.001 

0.001 

0.013 

0.001 

0.012 

0.030 

254.39 

Over Exploited 

Ganeshpura 

0825000603028100 

0.03 

0.01 

1,370.76 

0.01 

- 

0.01 

0.02 

0.24 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.039 

557.08 

Over Exploited 


0825000603032300 

0.03 

0.00 

550.27 

0.00 

- 

0.00 

0.03 

0.32 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.004 

0.044 

1,039.88 

Over Exploited 

Gangas 

0825000603031200 

0.03 

0.17 

434.11 

0.20 

0.03 

0.24 

0.05 

0.56 

- 

0.0400 

- 

- 

0.036 

0.076 

0.076 

0.314 

0.016 

0.298 

0.357 

119.95 

Over Exploited 

Ghati 

0825000503020100 

0.06 

0.07 

560.07 

0.08 

0.01 

0.09 

0.02 

0.25 

- 

0.0100 

0.0016 

0.0025 

0.015 

0.029 

0.029 

0.117 

0.006 

0.112 

0.063 

56.19 

Safe 



0.04 

0.06 

511.72 

0.08 

0.02 

0.10 

0.02 

0.29 

- 

0.0100 

0.0018 

0.0029 

0.032 

0.047 

0.047 

0.145 

0.007 

0.138 

0.074 

53.90 

Safe 

Gilund 

0825000603031700 

0.03 

0.26 

461.81 

0.32 

0.10 

0.42 

0.04 

0.49 

- 

0.0900 

- 

- 

0.108 

0.198 

0.198 

0.618 

0.031 

0.587 

0.833 

141.91 

Over Exploited 



0.04 

0.02 

1,255.71 

0.03 

0.01 

0.04 

0.01 

0.12 

- 

0.0200 

- 

- 

0.007 

0.027 

0.027 

0.070 

0.004 

0.067 

0.210 

315.81 

Over Exploited 

Gobaliya 

0825000503015700 

0.04 

0.02 

443.09 

0.02 

0.00 

0.02 

0.03 

0.32 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.023 

0.001 

0.022 

0.013 

60.77 

Safe 



0.04 

0.01 

657.83 

0.01 

0.00 

0.01 

0.02 

0.23 

- 

- 

0.0005 

0.0004 

0.001 

0.001 

0.001 

0.011 

0.001 

0.011 

0.009 

83.40 

Semi Critical 

Gogathala 

0825000603026700 

0.03 

0.00 

2,107.13 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.026 

3,212.47 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 






Rajsamand 

Command 

Phyllite & Schist 

3.855 

1.07 

0.015 

0.06 

0.00 

0.00 

0.00 

0.01 

0.11 

0.10 

0.22 

0.013 

0.45 

0.50 


Gopalpura Khurd 

0829000103529100 

7.930 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.146 

4.05 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Gurjaniya 

0829000103529200 

5.187 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.175 

4.11 

0.015 

0.08 

0.01 

0.00 

0.00 

0.10 

0.11 

0.12 

0.30 

0.007 

0.26 

0.23 







Non-command 

Gneisses(B.G.C) 

0.003 

4.11 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jagpura 

0825000603031100 

3.235 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.235 

7.05 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.39 

0.37 

0.23 

0.011 

0.53 

0.56 


Jashma 

0829000603618600 

28.242 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.086 

2.29 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jatiya Khera 

0825000302995700 

1.388 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.000 

5.90 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jawasya 

0825000603031300 

5.365 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.249 

4.37 

0.015 

0.03 

0.00 

0.00 

0.00 

0.13 

0.04 

0.05 

0.09 

0.008 

0.25 

0.24 


Jeetawas 

0825000603028400 

8.670 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.670 

4.34 

0.015 

0.09 

0.01 

0.00 

0.00 

0.01 

0.63 

0.58 

0.34 

0.030 

0.52 

0.56 


Jeewa Khera 

0825000603028500 

2.594 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.594 

3.97 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.18 

0.17 

0.10 

0.009 

0.52 

0.56 


Jetpura 

0825000302992600 

12.460 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

9.691 

6.18 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.93 

0.69 

0.14 

0.018 

0.37 

0.50 


Jodhpura 

0825000503015200 

6.723 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.438 

4.14 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.38 

0.29 

0.04 

0.015 

0.33 

0.42 


Jodhpuriya 

0825000503026000 

1.560 

Fresh 

Nandsamand 

Command 

Phyllite & Schist 

1.493 

2.14 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.04 

0.005 

0.44 

0.55 


Joonda 

0825000603027900 

10.809 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.858 

5.40 

0.015 

0.05 

0.01 

0.00 

0.00 

0.01 

0.58 

0.54 

0.18 

0.024 

0.33 

0.36 


Joonda Ki Kheri 

0825000603027700 

0.964 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.001 

6.21 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kabri 

0825000302996100 

4.018 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.681 

3.63 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.04 

0.001 

0.08 

0.10 


Kanpura 

0829000103532500 

2.159 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.010 

4.33 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Karanpuriya 

0825000503016800 

1.154 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.109 

6.81 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.10 

0.04 

0.004 

0.47 

0.76 






Rajsamand 

Command 

Gneisses(B.G.C) 

0.045 

6.81 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.02 

0.03 


Karma Kheri 

0825000603031000 

3.032 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.668 

8.47 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.35 

0.32 

0.04 

0.009 

0.46 

0.49 


Karoliya 

0825000603030100 

5.259 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.227 

4.26 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.02 






Nandsamand 

Command 

Phyllite & Schist 

1.279 

4.26 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.03 

0.004 

0.11 

0.12 


Kerot 

0825000503021100 

0.751 

Fresh 

Rajsamand 

Command 

Phyllite & Schist 

0.751 

3.89 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.02 

0.003 

0.49 

0.85 


Khakhliya Khera 

0825000503016200 

4.924 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.033 

4.79 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Rajsamand 

Command 

Phyllite & Schist 

4.135 

4.79 

0.025 

0.02 

0.00 

0.00 

0.00 

0.01 

0.51 

0.37 

0.06 

0.014 

0.41 

0.57 







Command 

Gneisses(B.G.C) 

0.755 

4.79 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.01 

0.003 

0.07 

0.10 


Khandel 

0825000603027000 

15.100 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.544 

6.97 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.15 

0.04 

0.005 

0.05 

0.06 







Non-command 

Gneisses(B.G.C) 

8.158 

6.97 

0.012 

0.06 

0.01 

0.00 

0.00 

0.11 

0.62 

0.56 

0.22 

0.028 

0.28 

0.31 






Chandra Bhaga 

Command 

Gneisses(B.G.C) 

0.747 

6.97 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.02 

0.003 

0.03 

0.03 






Rajsamand 

Command 

Phyllite & Schist 

3.306 

6.97 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.37 

0.33 

0.09 

0.011 

0.11 

0.12 







Command 

Gneisses(B.G.C) 

0.972 

6.97 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.02 

0.003 

0.03 

0.04 


Khar Bamaniya 

0825000603032200 

8.832 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.832 

7.26 

0.015 

0.05 

0.01 

0.00 

0.00 

0.03 

0.97 

0.91 

0.17 

0.031 

0.52 

0.56 


Khatamla 

0825000503017100 

3.367 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.040 

5.48 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

2.308 

5.48 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.28 

0.17 

0.10 

0.008 

0.33 

0.56 


Khati Khera 

0825000503015500 

1.487 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.306 

4.24 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.001 

0.10 

0.13 






Rajsamand 

Command 

Gneisses(B.G.C) 

1.181 

4.24 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.10 

0.08 

0.05 

0.004 

0.40 

0.49 


Khema Khera 

0825000503016500 

4.829 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.679 

5.66 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.43 

0.30 

0.06 

0.013 

0.37 

0.54 






Rajsamand 

Command 

Gneisses(B.G.C) 

1.150 

5.66 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.10 

0.02 

0.004 

0.12 

0.17 


Kheri 

0825000703044000 

6.174 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.569 

2.99 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.001 

0.04 

0.07 







Non-command 

Gneisses(B.G.C) 

2.887 

2.99 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.14 

0.09 

0.06 

0.003 

0.23 

0.35 


Kiyawas 

0825000703043500 

2.327 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.554 

3.27 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.04 

0.002 

0.32 

0.51 


Kochli 

0825000703043600 

2.572 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.527 

2.61 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.03 

0.002 

0.29 

0.45 







Non-command 

Gneisses(B.G.C) 

0.172 

2.61 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.03 

0.05 


Kolpura 

0825000603031600 

3.911 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.293 

4.52 

0.015 

0.01 

0.00 

0.00 

0.00 

0.08 

0.01 

0.01 

0.05 

0.004 

0.20 

0.19 







Non-command 

Gneisses(B.G.C) 

2.618 

4.52 

0.012 

0.03 

0.00 

0.00 

0.00 

0.01 

0.16 

0.17 

0.10 

0.009 

0.40 

0.38 


Kumariya Khera 

0825000703042900 

4.330 

Fresh 

Nandsamand 

Command 

Phyllite & Schist 

2.757 

3.53 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.12 

0.04 

0.003 

0.31 

0.53 


Kundiya 

0825000603031500 

10.113 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.033 

4.45 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

6.843 

4.45 

0.012 

0.05 

0.01 

0.00 

0.00 

0.08 

0.33 

0.35 

0.19 

0.024 

0.41 

0.38 


Kunwariya 

0825000503016000 

12.831 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.357 

4.22 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.001 

0.01 

0.02 






Rajsamand 

Command 

Phyllite & Schist 

8.030 

4.22 

0.025 

0.06 

0.01 

0.00 

0.00 

0.01 

0.89 

0.70 

0.22 

0.028 

0.31 

0.39 







Command 

Gneisses(B.G.C) 

4.444 

4.22 

0.020 

0.04 

0.00 

0.00 

0.00 

0.04 

0.37 

0.29 

0.12 

0.015 

0.17 

0.22 


Kuraj 

0825000603026900 

36.103 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

19.847 

4.52 

0.015 

0.15 

0.02 

0.00 

0.00 

0.02 

1.45 

1.32 

0.51 

0.069 

0.28 

0.31 






Rajsamand 

Command 

Phyllite & Schist 

15.996 

4.52 

0.015 

0.12 

0.02 

0.00 

0.00 

0.02 

1.16 

1.06 

0.42 

0.055 

0.23 

0.25 


Lachhipura 

0825000703044100 

3.884 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.557 

3.38 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.02 

0.002 

0.20 

0.29 


Lachhmipura 

0824000702869300 

4.342 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.328 

4.69 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.17 

0.05 

0.007 

0.30 

0.30 


Ladpacha 

0825000603034300 

9.045 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.222 

3.96 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.01 


Lakhmipura 

0825000603031800 

2.080 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.080 

5.29 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.17 

0.07 

0.007 

0.54 

0.56 


Lalpur 

0825000503016100 

2.743 

Fresh 

Rajsamand 

Command 

Phyllite & Schist 

2.743 

3.04 

0.025 

0.02 

0.00 

0.00 

0.00 

0.02 

0.21 

0.17 

0.06 

0.009 

0.49 

0.60 


Lapasiya Khera 

0825000603027300 

4.557 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.064 

6.60 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Lathiya Kheri 

0825000603030500 

2.002 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.002 

3.74 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.16 

0.15 

0.24 

0.007 

0.52 

0.56 


Laxmipura 

0825000603033300 

1.817 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.803 

2.75 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.08 

0.07 

0.04 

0.006 

0.45 

0.48 


Madara 

0825000603028700 

7.235 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.235 

3.48 

0.015 

0.05 

0.01 

0.00 

0.00 

0.07 

0.35 

0.32 

0.16 

0.025 

0.49 

0.53 


Madra 

0825000503019800 

3.699 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.699 

5.85 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.46 

0.27 

0.10 

0.013 

0.49 

0.84 


Mahasatiyon Ki Madri 

0825000503020000 

5.207 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.057 

7.71 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 






Rajsamand 

Command 

Gneisses(B.G.C) 

5.149 

7.71 

0.020 

0.04 

0.00 

0.00 

0.00 

0.02 

0.82 

0.50 

0.14 

0.018 

0.48 

0.79 


Mahenduriya 

0825000603034400 

10.103 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.373 

2.92 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.02 

0.005 

0.06 

0.07 


Majhawas 

0824000702868900 

8.080 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.704 

6.77 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.05 

0.002 

0.05 

0.05 


Makhanpuriya 

0825000603032800 

1.155 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.053 

3.10 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.03 

0.05 

92.16 

0.06 

0.01 

0.07 

0.04 

0.49 

- 

0.0200 

0.0008 

0.0010 

0.017 

0.039 

0.039 

0.112 

0.006 

0.106 

0.229 

216.50 

Over Exploited 

Gopalpura Khurd 

0829000103529100 

0.04 

0.00 

13,421.00 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

31.30 

Safe 

Gurjaniya 

0829000103529200 

0.04 

0.02 

419.99 

0.03 

0.11 

0.13 

0.02 

0.28 

- 

0.0600 

- 

- 

0.147 

0.207 

0.207 

0.341 

0.017 

0.324 

0.309 

95.28 

Critical 



0.06 

0.00 

(202,477.85) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.000 

0.000 

- 

Safe 

Jagpura 

0825000603031100 

0.03 

0.05 

613.15 

0.06 

0.01 

0.07 

0.05 

0.58 

- 

0.0300 

- 

- 

0.004 

0.034 

0.034 

0.109 

0.005 

0.103 

0.244 

236.89 

Over Exploited 

Jashma 

0829000603618600 

0.06 

0.00 

25,891.51 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jatiya Khera 

0825000302995700 

0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jawasya 

0825000603031300 

0.03 

0.02 

171.54 

0.02 

0.13 

0.15 

0.02 

0.27 

- 

0.0100 

- 

- 

0.202 

0.212 

0.212 

0.366 

0.018 

0.348 

0.101 

28.97 

Safe 

Jeetawas 

0825000603028400 

0.03 

0.14 

331.03 

0.16 

0.02 

0.18 

0.05 

0.57 

- 

0.0400 

- 

- 

0.018 

0.058 

0.058 

0.243 

0.012 

0.231 

0.368 

159.57 

Over Exploited 

Jeewa Khera 

0825000603028500 

0.03 

0.04 

314.45 

0.05 

0.00 

0.05 

0.05 

0.57 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.075 

0.004 

0.071 

0.108 

151.79 

Over Exploited 

Jetpura 

0825000302992600 

0.04 

0.15 

365.50 

0.18 

0.01 

0.19 

0.04 

0.41 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.215 

0.011 

0.204 

0.159 

77.73 

Semi Critical 

Jodhpura 

0825000503015200 

0.04 

0.06 

361.28 

0.08 

- 

0.08 

0.03 

0.36 

- 

- 

- 

- 

- 

- 

- 

0.076 

0.004 

0.073 

0.054 

74.74 

Semi Critical 

Jodhpuriya 

0825000503026000 

0.06 

0.04 

83.48 

0.05 

0.00 

0.05 

0.04 

0.48 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.058 

0.003 

0.055 

0.044 

80.41 

Semi Critical 

Joonda 

0825000603027900 

0.03 

0.07 

695.09 

0.08 

0.02 

0.10 

0.03 

0.36 

- 

0.0200 

- 

- 

0.016 

0.036 

0.036 

0.139 

0.007 

0.132 

0.204 

154.50 

Over Exploited 

Joonda Ki Kheri 

0825000603027700 

0.03 

0.00 

558,515.37 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kabri 

0825000302996100 

0.04 

0.00 

1,528.42 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.043 

1,604.50 

Over Exploited 

Kanpura 

0829000103532500 

0.06 

0.00 

38,372.66 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Karanpuriya 

0825000503016800 

0.04 

0.02 

327.01 

0.03 

0.00 

0.03 

0.05 

0.51 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.034 

0.002 

0.033 

0.044 

133.80 

Over Exploited 



0.04 

0.00 

9,735.29 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

7,356.52 

Over Exploited 

Karma Kheri 

0825000603031000 

0.03 

0.04 

778.05 

0.04 

0.00 

0.05 

0.04 

0.50 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.058 

0.003 

0.055 

0.045 

82.55 

Semi Critical 

Karoliya 

0825000603030100 

0.03 

0.00 

10,007.18 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

4,523.21 

Over Exploited 



0.03 

0.00 

1,906.29 

0.01 

0.00 

0.01 

0.01 

0.12 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.016 

0.001 

0.015 

0.034 

225.95 

Over Exploited 

Kerot 

0825000503021100 

0.06 

0.02 

106.79 

0.03 

0.00 

0.03 

0.05 

0.53 

- 

- 

0.0004 

0.0004 

0.005 

0.006 

0.006 

0.036 

0.002 

0.034 

0.027 

77.50 

Semi Critical 

Khakhliya Khera 

0825000503016200 

0.04 

0.00 

47,116.89 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.10 

261.41 

0.12 

0.01 

0.13 

0.04 

0.45 

- 

0.0100 

0.0018 

0.0022 

0.012 

0.026 

0.026 

0.156 

0.008 

0.149 

0.072 

48.62 

Safe 



0.04 

0.00 

2,009.08 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.004 

0.000 

0.003 

0.012 

331.57 

Over Exploited 

Khandel 

0825000603027000 

0.03 

0.00 

6,256.82 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.049 

1,781.02 

Over Exploited 



0.04 

0.09 

507.83 

0.11 

0.12 

0.23 

0.03 

0.30 

- 

0.0200 

- 

- 

0.164 

0.185 

0.185 

0.415 

0.021 

0.394 

0.243 

61.71 

Safe 



0.04 

0.00 

8,340.55 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.000 

- 

- 

0.001 

0.000 

0.001 

0.021 

2,297.00 

Over Exploited 



0.03 

0.01 

2,875.61 

0.01 

0.01 

0.02 

0.01 

0.12 

- 

0.0100 

0.0011 

0.0017 

0.012 

0.025 

0.025 

0.046 

0.002 

0.044 

0.097 

223.94 

Over Exploited 



0.04 

0.00 

6,174.71 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

0.0003 

0.0005 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.027 

1,213.48 

Over Exploited 

Khar Bamaniya 

0825000603032200 

0.03 

0.14 

554.61 

0.17 

0.04 

0.21 

0.05 

0.57 

- 

0.0200 

- 

- 

0.049 

0.069 

0.069 

0.279 

0.014 

0.265 

0.205 

77.26 

Semi Critical 

Khatamla 

0825000503017100 

0.06 

0.00 

23,765.48 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

19,902.70 

Over Exploited 



0.04 

0.03 

393.81 

0.04 

0.00 

0.04 

0.03 

0.37 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.061 

0.003 

0.058 

0.108 

185.07 

Over Exploited 

Khati Khera 

0825000503015500 

0.04 

0.00 

1,408.05 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.014 

893.68 

Over Exploited 



0.04 

0.02 

297.72 

0.02 

0.01 

0.03 

0.04 

0.43 

- 

0.0100 

0.0006 

0.0006 

0.013 

0.024 

0.024 

0.057 

0.003 

0.054 

0.054 

99.94 

Critical 

Khema Khera 

0825000503016500 

0.04 

0.06 

391.30 

0.07 

0.01 

0.08 

0.04 

0.41 

- 

0.0100 

- 

- 

0.009 

0.019 

0.019 

0.097 

0.005 

0.092 

0.070 

75.69 

Semi Critical 



0.04 

0.01 

1,537.81 

0.01 

- 

0.01 

0.01 

0.13 

- 

- 

0.0002 

0.0003 

- 

0.001 

0.001 

0.008 

0.000 

0.007 

0.022 

305.51 

Over Exploited 

Kheri 

0825000703044000 

0.05 

0.00 

1,588.68 

0.00 

0.00 

0.00 

0.00 

0.05 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.003 

0.000 

0.003 

0.015 

538.47 

Over Exploited 



0.05 

0.03 

171.46 

0.04 

0.01 

0.05 

0.02 

0.25 

- 

0.0100 

- 

- 

0.019 

0.029 

0.029 

0.081 

0.004 

0.077 

0.066 

86.05 

Semi Critical 

Kiyawas 

0825000703043500 

0.05 

0.03 

175.86 

0.03 

0.00 

0.03 

0.03 

0.35 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.033 

0.002 

0.031 

0.042 

133.19 

Over Exploited 

Kochli 

0825000703043600 

0.05 

0.02 

151.65 

0.03 

0.00 

0.03 

0.03 

0.32 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.032 

0.002 

0.031 

0.027 

86.84 

Semi Critical 



0.05 

0.00 

1,372.72 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

0.003 

258.36 

Over Exploited 

Kolpura 

0825000603031600 

0.03 

0.01 

88.40 

0.01 

0.08 

0.09 

0.02 

0.21 

- 

0.0100 

- 

- 

0.126 

0.136 

0.136 

0.229 

0.011 

0.217 

0.052 

24.16 

Safe 



0.04 

0.04 

295.23 

0.05 

0.01 

0.06 

0.03 

0.43 

- 

0.0100 

- 

- 

0.016 

0.026 

0.026 

0.088 

0.004 

0.084 

0.113 

135.31 

Over Exploited 

Kumariya Khera 

0825000703042900 

0.05 

0.04 

173.37 

0.05 

0.00 

0.06 

0.03 

0.34 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.061 

0.003 

0.058 

0.046 

79.49 

Semi Critical 

Kundiya 

0825000603031500 

0.03 

0.00 

(31,127.61) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.007 

0.000 

0.007 

0.000 

1.75 

Safe 



0.04 

0.11 

203.85 

0.14 

0.09 

0.23 

0.03 

0.44 

- 

0.0200 

- 

- 

0.120 

0.140 

0.140 

0.367 

0.018 

0.348 

0.212 

60.78 

Safe 

Kunwariya 

0825000503016000 

0.04 

0.00 

10,600.08 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.010 

469.73 

Over Exploited 



0.06 

0.15 

369.79 

0.18 

0.02 

0.20 

0.03 

0.34 

- 

0.0200 

0.0035 

0.0042 

0.012 

0.039 

0.039 

0.236 

0.012 

0.224 

0.246 

109.49 

Over Exploited 



0.04 

0.03 

776.53 

0.04 

0.04 

0.08 

0.02 

0.19 

- 

0.0100 

0.0019 

0.0023 

0.064 

0.079 

0.079 

0.162 

0.008 

0.154 

0.136 

88.66 

Semi Critical 

Kuraj 

0825000603026900 

0.03 

0.17 

688.46 

0.20 

0.04 

0.24 

0.03 

0.31 

- 

0.0600 

- 

- 

0.035 

0.095 

0.095 

0.340 

0.017 

0.323 

0.583 

180.61 

Over Exploited 



0.03 

0.11 

873.10 

0.13 

0.04 

0.17 

0.02 

0.25 

- 

0.0500 

0.0069 

0.0084 

0.030 

0.096 

0.096 

0.267 

0.013 

0.253 

0.473 

186.87 

Over Exploited 

Lachhipura 

0825000703044100 

0.05 

0.02 

236.79 

0.02 

0.00 

0.02 

0.02 

0.21 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.025 

0.001 

0.024 

0.017 

70.50 

Semi Critical 

Lachhmipura 

0824000702869300 

0.03 

0.02 

759.92 

0.02 

0.00 

0.03 

0.03 

0.33 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.037 

0.002 

0.035 

0.054 

153.85 

Over Exploited 

Ladpacha 

0825000603034300 

0.03 

0.00 

16,228.56 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

11,657.93 

Over Exploited 

Lakhmipura 

0825000603031800 

0.03 

0.03 

419.28 

0.04 

0.00 

0.04 

0.05 

0.59 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.057 

0.003 

0.054 

0.072 

134.03 

Over Exploited 

Lalpur 

0825000503016100 

0.06 

0.08 

110.06 

0.10 

0.02 

0.12 

0.05 

0.54 

- 

0.0100 

0.0012 

0.0014 

0.030 

0.043 

0.043 

0.160 

0.008 

0.152 

0.073 

48.18 

Safe 

Lapasiya Khera 

0825000603027300 

0.03 

0.00 

41,057.38 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

20,055.53 

Over Exploited 

Lathiya Kheri 

0825000603030500 

0.03 

0.03 

372.92 

0.04 

0.01 

0.05 

0.05 

0.57 

- 

0.0500 

- 

- 

0.003 

0.053 

0.053 

0.103 

0.005 

0.097 

0.247 

253.28 

Over Exploited 

Laxmipura 

0825000603033300 

0.03 

0.02 

192.67 

0.03 

0.01 

0.04 

0.04 

0.48 

- 

- 

- 

- 

0.012 

0.012 

0.012 

0.048 

0.002 

0.046 

0.045 

98.41 

Critical 

Madara 

0825000603028700 

0.03 

0.11 

201.23 

0.13 

0.08 

0.21 

0.04 

0.54 

- 

0.0200 

- 

- 

0.103 

0.123 

0.123 

0.330 

0.016 

0.313 

0.186 

59.43 

Safe 

Madra 

0825000503019800 

0.04 

0.08 

235.44 

0.09 

0.00 

0.10 

0.05 

0.53 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.113 

0.006 

0.107 

0.113 

105.26 

Over Exploited 

Mahasatiyon Ki Madri 

0825000503020000 

0.04 

0.00 

39,676.36 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.11 

357.51 

0.13 

0.02 

0.15 

0.05 

0.53 

- 

0.0100 

0.0011 

0.0013 

0.023 

0.036 

0.036 

0.182 

0.009 

0.173 

0.154 

89.07 

Semi Critical 

Mahenduriya 

0825000603034400 

0.03 

0.00 

2,429.15 

0.00 

0.00 

0.00 

0.01 

0.07 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.004 

0.000 

0.004 

0.023 

594.85 

Over Exploited 

Majhawas 

0824000702868900 

0.03 

0.00 

8,199.43 

0.00 

- 

0.00 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.011 

0.052 

494.52 

Over Exploited 

Makhanpuriya 

0825000603032800 

0.03 

0.00 

6,154.84 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

7,594.20 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Mali Khera 

082500060302680C 

1.914 

Fresh 

Rajsamand 

Command 

Phyllite & Schist 

1.914 

1.61 

0.015 

0.02 

0.00 

0.00 

0.00 

0.02 

0.05 

0.04 

0.08 

0.007 

0.50 

0.57 



0825000603033000 

2.249 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.996 

2.62 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.09 

0.007 

0.42 

0.46 


Mandawar 

0825000503019700 

2.782 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.330 

4.70 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.001 

0.06 

0.10 


Manohar Kheri 

0829000603617300 

2.900 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.583 

4.66 

0.012 

0.08 

0.01 

0.00 

0.00 

0.01 

0.20 

0.19 

0.30 

0.009 

0.46 

0.49 


Mau 

0825000603028800 

1.793 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.793 

3.04 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.10 

0.14 

0.006 

0.51 

0.55 


Mega Khera 

0825000603026500 

2.117 

Fresh 

Rajsamand 

Command 

Phyllite & Schist 

2.117 

1.54 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.04 

0.007 

0.49 

0.57 


Mengatiya Kalan 

0825000503025500 

4.661 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.679 

2.78 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.27 

0.19 

0.06 

0.013 

0.38 

0.55 






Nandsamand 

Command 

Phyllite & Schist 

0.451 

2.78 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.002 

0.05 

0.07 


Mengatiya Khurd 

0825000503025600 

2.268 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.138 

3.39 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.00 

0.004 

0.24 

0.35 







Non-command 

Gneisses(B.G.C) 

0.485 

3.39 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.002 

0.10 

0.15 


Meniya 

0825000603030200 

8.763 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.637 

2.91 

0.015 

0.02 

0.00 

0.00 

0.00 

0.02 

0.29 

0.27 

0.05 

0.023 

0.34 

0.37 






Nandsamand 

Command 

Phyllite & Schist 

2.127 

2.91 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.10 

0.09 

0.02 

0.007 

0.11 

0.12 


Mohi 

0825000503024400 

12.311 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.062 

3.96 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.04 

0.004 

0.04 

0.07 






Rajsamand 

Command 

Phyllite & Schist 

8.880 

3.96 

0.025 

0.10 

0.01 

0.00 

0.00 

0.03 

0.94 

0.56 

0.36 

0.031 

0.35 

0.59 







Command 

Gneisses(B.G.C) 

0.215 

3.96 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.01 

0.01 






Nandsamand 

Command 

Phyllite & Schist 

2.153 

3.96 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.23 

0.14 

0.09 

0.007 

0.08 

0.14 


Mokhampura 

0825000603029000 

1.883 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.883 

2.49 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.01 

0.007 

0.47 

0.52 


Morra 

0825000603028600 

2.241 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.241 

4.08 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.13 

0.04 

0.008 

0.52 

0.56 


Nakli 

0825000503025400 

0.773 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.676 

2.11 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.05 

0.002 

0.42 

0.64 






Nandsamand 

Command 

Phyllite & Schist 

0.097 

2.11 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.000 

0.06 

0.09 


Namana 

0825000703042800 

3.690 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.203 

3.94 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.03 

0.04 






Nandsamand 

Command 

Phyllite & Schist 

0.765 

3.94 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.02 

0.001 

0.10 

0.17 


Nandoli 

0825000503024300 

5.866 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.610 

2.94 

0.025 

0.01 

0.00 

0.00 

0.00 

0.01 

0.27 

0.16 

0.03 

0.012 

0.30 

0.51 






Rajsamand 

Command 

Phyllite & Schist 

1.345 

2.94 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.01 

0.005 

0.11 

0.19 






Nandsamand 

Command 

Phyllite & Schist 

0.743 

2.94 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.01 

0.003 

0.06 

0.11 


Nathoowas 

0825000503015600 

0.939 

Fresh 

Rajsamand 

Command 

Gneisses(B.G.C) 

0.939 

4.23 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.06 

0.003 

0.50 

0.63 


Negarion Ka Khera 

0824000702863500 

6.282 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.606 

5.88 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.01 

0.002 

0.05 

0.06 


Nenpuriya 

0825000703043000 

4.140 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.940 

3.48 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.02 

0.001 

0.11 

0.18 






Nandsamand 

Command 

Phyllite & Schist 

3.200 

3.48 

0.020 

0.02 

0.00 

0.00 

0.00 

0.02 

0.22 

0.14 

0.06 

0.004 

0.37 

0.61 


Nogawan 

0825000503024100 

5.987 

Fresh 

Nandsamand 

Command 

Phyllite & Schist 

0.530 

3.43 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.01 

0.002 

0.04 

0.07 


Ora 

0825000603029300 

6.196 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.064 

4.39 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.16 

0.12 

0.12 

0.007 

0.16 

0.20 






Nandsamand 

Command 

Phyllite & Schist 

4.132 

4.39 

0.015 

0.07 

0.02 

0.00 

0.00 

0.04 

0.28 

0.22 

0.24 

0.014 

0.31 

0.40 


Pachhmata 

0825000603030800 

7.741 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.741 

9.03 

0.015 

0.09 

0.01 

0.00 

0.00 

0.02 

1.11 

1.03 

0.32 

0.027 

0.52 

0.56 


Padampura 

0825000503015800 

2.473 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.023 

4.51 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 






Rajsamand 

Command 

Gneisses(B.G.C) 

2.450 

4.51 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.23 

0.20 

0.08 

0.008 

0.50 

0.60 


Pandolai 

0825000503024600 

2.001 

Fresh 

Rajsamand 

Command 

Phyllite & Schist 

1.088 

4.38 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.03 

0.004 

0.26 

0.45 







Command 

Gneisses(B.G.C) 

0.913 

4.38 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.03 

0.003 

0.22 

0.37 


Panotiya 

0825000603030900 

2.580 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.505 

8.73 

0.015 

0.15 

0.02 

0.00 

0.00 

0.00 

0.46 

0.43 

0.61 

0.009 

0.51 

0.55 


Peepali Aheeran 

0825000603026400 

6.042 

Fresh 

Rajsamand 

Command 

Phyllite & Schist 

6.042 

3.18 

0.015 

0.13 

0.02 

0.00 

0.00 

0.03 

0.37 

0.29 

0.51 

0.021 

0.48 

0.61 


Peepali Dodiyan 

0825000603029700 

6.395 

Fresh 

Nandsamand 

Command 

Phyllite & Schist 

0.488 

3.37 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.002 

0.03 

0.04 


Peepli Acharyan 

0825000503024700 

8.344 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.389 

4.18 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.10 

0.05 

0.005 

0.08 

0.12 






Rajsamand 

Command 

Phyllite & Schist 

6.950 

4.18 

0.025 

0.07 

0.01 

0.00 

0.00 

0.02 

0.76 

0.51 

0.26 

0.024 

0.40 

0.60 







Command 

Gneisses(B.G.C) 

0.005 

4.18 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Peethawas 

0825000503025800 

1.529 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.029 

2.06 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.01 

0.004 

0.32 

0.46 






Nandsamand 

Command 

Phyllite & Schist 

0.488 

2.06 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.002 

0.15 

0.22 


Pema Khera 

0825000603026600 

1.325 

Fresh 

Rajsamand 

Command 

Phyllite & Schist 

1.325 

1.38 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.08 

0.005 

0.49 

0.57 


Phiyabari 

0825000503015900 

4.397 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.087 

5.19 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

0.189 

5.19 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.02 

0.03 






Rajsamand 

Command 

Phyllite & Schist 

1.001 

5.19 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.12 

0.04 

0.003 

0.11 

0.13 







Command 

Gneisses(B.G.C) 

3.120 

5.19 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.35 

0.30 

0.11 

0.011 

0.36 

0.42 


Phoonkiya 

0824000702863300 

5.347 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.077 

5.49 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 



0825000603029600 

4.034 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.601 

3.78 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.07 

0.006 

0.18 

0.20 






Nandsamand 

Command 

Phyllite & Schist 

0.234 

3.78 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.03 

0.03 


Phulpura 

0825000703043200 

3.338 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.402 

3.21 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.11 

0.05 

0.003 

0.35 

0.54 






Nandsamand 

Command 

Phyllite & Schist 

0.936 

3.21 

0.020 

0.01 

0.00 

0.00 

0.00 

0.02 

0.05 

0.03 

0.02 

0.001 

0.14 

0.21 


Pratappura 

0825000503024500 

2.756 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.028 

4.71 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 






Rajsamand 

Command 

Phyllite & Schist 

0.012 

4.71 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Gneisses(B.G.C) 

2.716 

4.71 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.27 

0.15 

0.04 

0.009 

0.48 

0.84 


Prempura 

0825000603026300 

1.421 

Fresh 

Rajsamand 

Command 

Phyllite & Schist 

1.421 

3.77 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.08 

0.005 

0.48 

0.61 


Railmagra 

0825000603030400 

17.742 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

17.742 

3.45 

0.015 

0.14 

0.02 

0.00 

0.00 

0.06 

0.98 

0.91 

0.49 

0.061 

0.50 

0.54 


Rajpura 

0825000603034500 

4.103 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.110 

2.80 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Rajsamand (M) 

0825000542503000 

29.869 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.003 

3.03 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Rajsamand 

Command 

Phyllite & Schist 

5.270 

3.03 

0.025 

0.21 

0.00 

0.00 

0.00 

0.01 

0.60 

0.34 

0.04 

0.619 

0.09 

0.15 







Command 

Gneisses(B.G.C) 

1.639 

3.03 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.17 

0.10 

0.01 

0.192 

0.03 

0.05 


Rajsamand Tank 

0825000550000001 

10.350 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.007 

3.13 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

0.836 

3.13 

0.020 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.00 

0.003 

0.04 

0.07 






Rajsamand 

Command 

Phyllite & Schist 

0.004 

3.13 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Gneisses(B.G.C) 

0.166 

3.13 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Mali Khera 

0825000603026800 

0.03 

0.03 

55.49 

0.03 

0.02 

0.05 

0.05 

0.54 

- 

0.0100 

0.0006 

0.0010 

0.023 

0.035 

0.035 

0.085 

0.004 

0.081 

0.088 

108.58 

Over Exploited 


0825000603033000 

0.03 

0.03 

290.27 

0.03 

0.00 

0.03 

0.04 

0.46 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.043 

0.002 

0.041 

0.099 

240.81 

Over Exploited 

Mandawar 

0825000503019700 

0.04 

0.00 

2,025.55 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.013 

1,375.82 

Over Exploited 

Manohar Kheri 

0829000603617300 

0.06 

0.07 

158.80 

0.09 

0.02 

0.10 

0.04 

0.50 

- 

0.0300 

- 

- 

0.008 

0.038 

0.038 

0.140 

0.007 

0.133 

0.313 

234.34 

Over Exploited 

Mau 

0825000603028800 

0.03 

0.03 

276.59 

0.03 

0.01 

0.04 

0.05 

0.55 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.063 

0.003 

0.060 

0.150 

252.20 

Over Exploited 

Mega Khera 

0825000603026500 

0.03 

0.03 

51.90 

0.04 

0.00 

0.04 

0.04 

0.53 

- 

- 

0.0009 

0.0011 

0.006 

0.008 

0.008 

0.049 

0.002 

0.046 

0.043 

93.64 

Critical 

Mengatiya Kalan 

0825000503025500 

0.06 

0.08 

121.58 

0.10 

0.00 

0.10 

0.04 

0.41 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.122 

0.006 

0.116 

0.076 

65.35 

Safe 



0.06 

0.00 

1,606.73 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

0.011 

738.02 

Over Exploited 

Mengatiya Khurd 

0825000503025600 

0.06 

0.02 

297.99 

0.02 

0.00 

0.02 

0.02 

0.27 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.023 

0.001 

0.022 

0.007 

31.56 

Safe 



0.04 

0.00 

930.97 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.002 

66.39 

Safe 

Meniya 

0825000603030200 

0.03 

0.07 

292.76 

0.08 

0.02 

0.10 

0.03 

0.37 

- 

0.0100 

- 

- 

0.031 

0.041 

0.041 

0.143 

0.007 

0.136 

0.068 

49.89 

Safe 



0.03 

0.01 

1,174.09 

0.01 

0.01 

0.02 

0.01 

0.12 

- 

- 

- 

- 

0.010 

0.010 

0.010 

0.025 

0.001 

0.024 

0.022 

93.66 

Critical 

Mohi 

0825000503024400 

0.06 

0.00 

2,458.65 

0.00 

- 

0.00 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.013 

0.047 

372.06 

Over Exploited 



0.06 

0.19 

199.44 

0.22 

0.04 

0.26 

0.03 

0.38 

- 

0.0700 

0.0048 

0.0046 

0.041 

0.121 

0.121 

0.382 

0.019 

0.363 

0.395 

108.71 

Over Exploited 



0.04 

0.00 

12,438.37 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0001 

0.0001 

0.000 

0.001 

0.001 

0.001 

0.000 

0.001 

0.010 

1,109.19 

Over Exploited 



0.06 

0.01 

1,161.59 

0.01 

- 

0.01 

0.01 

0.09 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.033 

0.002 

0.031 

0.095 

303.06 

Over Exploited 

Mokhampura 

0825000603029000 

0.03 

0.03 

140.49 

0.03 

- 

0.03 

0.04 

0.51 

- 

- 

- 

- 

- 

- 

- 

0.032 

0.002 

0.030 

0.013 

41.40 

Safe 

Morra 

0825000603028600 

0.03 

0.03 

282.33 

0.04 

0.00 

0.04 

0.05 

0.57 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.059 

0.003 

0.056 

0.043 

76.28 

Semi Critical 

Nakli 

0825000503025400 

0.06 

0.02 

64.73 

0.02 

0.00 

0.02 

0.04 

0.46 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.038 

0.002 

0.036 

0.053 

146.72 

Over Exploited 



0.06 

0.00 

868.06 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

1,581.98 

Over Exploited 

Namana 

0825000703042800 

0.05 

0.00 

3,289.05 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.004 

226.23 

Over Exploited 



0.05 

0.00 

805.09 

0.00 

0.00 

0.01 

0.01 

0.11 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.010 

0.001 

0.010 

0.019 

198.85 

Over Exploited 

Nandoli 

0825000503024300 

0.06 

0.06 

141.48 

0.08 

0.01 

0.09 

0.03 

0.33 

- 

0.0100 

- 

- 

0.012 

0.022 

0.022 

0.107 

0.005 

0.102 

0.042 

41.61 

Safe 



0.06 

0.01 

542.56 

0.01 

- 

0.01 

0.01 

0.12 

- 

- 

0.0007 

0.0007 

- 

0.001 

0.001 

0.012 

0.001 

0.012 

0.017 

143.71 

Over Exploited 



0.06 

0.00 

1,060.24 

0.00 

0.00 

0.00 

0.01 

0.07 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

0.000 

0.003 

0.009 

249.95 

Over Exploited 

Nathoowas 

0825000503015600 

0.04 

0.02 

266.03 

0.02 

0.00 

0.03 

0.05 

0.54 

- 

0.0100 

0.0005 

0.0005 

0.006 

0.017 

0.017 

0.046 

0.002 

0.044 

0.060 

138.12 

Over Exploited 

Negarion Ka Khera 

0824000702863500 

0.02 

0.00 

7,825.19 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.016 

2,279.66 

Over Exploited 

Nenpuriya 

0825000703043000 

0.05 

0.01 

663.54 

0.01 

- 

0.01 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.019 

319.99 

Over Exploited 



0.05 

0.06 

124.55 

0.07 

0.02 

0.09 

0.04 

0.41 

- 

0.0100 

- 

- 

0.029 

0.039 

0.039 

0.132 

0.007 

0.125 

0.065 

51.78 

Safe 

Nogawan 

0825000503024100 

0.06 

0.00 

1,812.65 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.008 

500.91 

Over Exploited 

Ora 

0825000603029300 

0.03 

0.01 

1,159.08 

0.01 

0.01 

0.02 

0.01 

0.17 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.042 

0.002 

0.040 

0.127 

319.22 

Over Exploited 



0.03 

0.04 

468.52 

0.05 

0.06 

0.11 

0.03 

0.34 

- 

0.0500 

- 

- 

0.060 

0.110 

0.110 

0.217 

0.011 

0.206 

0.257 

124.73 

Over Exploited 

Pachhmata 

0825000603030800 

0.03 

0.12 

753.00 

0.15 

0.03 

0.17 

0.05 

0.57 

- 

0.0600 

- 

- 

0.024 

0.084 

0.084 

0.255 

0.013 

0.242 

0.347 

143.27 

Over Exploited 

Padampura 

0825000503015800 

0.04 

0.00 

37,844.05 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.05 

265.50 

0.06 

0.01 

0.07 

0.05 

0.55 

- 

0.0100 

0.0013 

0.0013 

0.011 

0.023 

0.023 

0.095 

0.005 

0.090 

0.087 

97.27 

Critical 

Pandolai 

0825000503024600 

0.06 

0.02 

343.31 

0.02 

- 

0.02 

0.03 

0.29 

- 

0.0100 

0.0006 

0.0006 

- 

0.011 

0.011 

0.032 

0.002 

0.030 

0.038 

124.61 

Over Exploited 



0.04 

0.01 

499.30 

0.01 

- 

0.01 

0.02 

0.24 

- 

0.0100 

0.0005 

0.0005 

- 

0.011 

0.011 

0.022 

0.001 

0.021 

0.030 

146.51 

Over Exploited 

Panotiya 

0825000603030900 

0.03 

0.04 

1,015.86 

0.05 

0.02 

0.07 

0.05 

0.55 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

0.176 

0.009 

0.167 

0.616 

368.82 

Over Exploited 

Peepali Aheeran 

0825000603026400 

0.03 

0.09 

233.82 

0.11 

0.05 

0.15 

0.04 

0.53 

- 

0.0600 

0.0026 

0.0032 

0.042 

0.108 

0.108 

0.261 

0.013 

0.248 

0.528 

212.69 

Over Exploited 

Peepali Dodiyan 

0825000603029700 

0.03 

0.00 

5,812.64 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.026 

4,412.19 

Over Exploited 

Peepli Acharyan 

0825000503024700 

0.06 

0.01 

1,455.86 

0.01 

- 

0.01 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.054 

314.62 

Over Exploited 



0.06 

0.17 

205.72 

0.20 

0.03 

0.23 

0.04 

0.44 

- 

0.0500 

0.0038 

0.0036 

0.034 

0.092 

0.092 

0.325 

0.016 

0.308 

0.280 

90.77 

Critical 



0.04 

0.00 

406,411.95 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Peethawas 

0825000503025800 

0.06 

0.02 

87.94 

0.02 

0.00 

0.02 

0.03 

0.35 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.024 

0.001 

0.023 

0.010 

41.74 

Safe 



0.06 

0.00 

297.39 

0.01 

- 

0.01 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.005 

92.60 

Critical 

Pema Khera 

0825000603026600 

0.03 

0.02 

88.39 

0.02 

0.00 

0.03 

0.05 

0.54 

- 

0.0100 

0.0004 

0.0007 

0.007 

0.018 

0.018 

0.046 

0.002 

0.044 

0.089 

201.37 

Over Exploited 

Phiyabari 

0825000503015900 

0.06 

0.00 

18,547.21 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

5,618.29 

Over Exploited 



0.04 

0.00 

8,281.54 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.005 

0.000 

0.005 

0.007 

129.50 

Over Exploited 



0.06 

0.01 

1,586.13 

0.01 

0.00 

0.01 

0.01 

0.13 

- 

0.0100 

0.0005 

0.0005 

0.006 

0.017 

0.017 

0.030 

0.001 

0.028 

0.040 

142.51 

Over Exploited 



0.04 

0.05 

513.66 

0.06 

0.00 

0.06 

0.03 

0.39 

- 

0.0200 

0.0017 

0.0016 

0.003 

0.027 

0.027 

0.088 

0.004 

0.084 

0.123 

146.85 

Over Exploited 

Phoonkiya 

0824000702863300 

0.02 

0.00 

44,095.92 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

13.09 

Safe 


0825000603029600 

0.03 

0.01 

1,071.69 

0.01 

- 

0.01 

0.02 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.020 

0.001 

0.019 

0.071 

365.38 

Over Exploited 



0.03 

0.00 

6,477.56 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

4,678.22 

Over Exploited 

Phulpura 

0825000703043200 

0.05 

0.04 

148.59 

0.05 

0.00 

0.05 

0.03 

0.38 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.066 

0.003 

0.062 

0.053 

84.77 

Semi Critical 



0.05 

0.01 

434.34 

0.01 

0.02 

0.02 

0.01 

0.15 

- 

- 

- 

- 

0.026 

0.026 

0.026 

0.051 

0.003 

0.048 

0.023 

48.11 

Safe 

Pratappura 

0825000503024500 

0.04 

0.00 

24,242.31 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

56,615.69 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.06 

165.89 

0.07 

0.00 

0.07 

0.05 

0.53 

- 

0.0100 

0.0015 

0.0014 

0.000 

0.013 

0.013 

0.082 

0.004 

0.078 

0.049 

63.42 

Safe 

Prempura 

0825000603026300 

0.03 

0.02 

285.21 

0.02 

0.00 

0.02 

0.04 

0.52 

- 

0.0100 

0.0008 

0.0007 

0.000 

0.012 

0.012 

0.036 

0.002 

0.034 

0.089 

258.67 

Over Exploited 

Railmagra 

0825000603030400 

0.03 

0.27 

239.52 

0.32 

0.08 

0.40 

0.05 

0.55 

- 

0.0600 

- 

- 

0.087 

0.147 

0.147 

0.545 

0.027 

0.518 

0.553 

106.94 

Over Exploited 

Rajpura 

0825000603034500 

0.03 

0.00 

9,950.71 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

6,930.84 

Over Exploited 

Rajsamand (M) 

0825000542503000 

0.06 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.06 

0.03 

1,163.66 

0.03 

0.01 

0.04 

0.01 

0.09 

- 

- 

0.0023 

0.0028 

0.011 

0.016 

0.016 

0.056 

0.003 

0.053 

0.657 

1,236.90 

Over Exploited 



0.04 

0.00 

4,858.33 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

0.0007 

0.0009 

0.003 

0.005 

0.005 

0.009 

0.000 

0.008 

0.202 

2,427.68 

Over Exploited 

Rajsamand Tank 

0825000550000001 

0.06 

0.00 

76,525.51 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

2.14 

Safe 



0.04 

0.00 

1,189.72 

0.00 

0.02 

0.02 

0.00 

0.04 

- 

- 

- 

- 

0.029 

0.030 

0.030 

0.051 

0.003 

0.048 

0.003 

5.94 

Safe 



0.06 

0.00 

351,618.03 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

8,878.12 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0001 

0.0001 

0.002 

0.002 

0.002 

0.004 

0.000 

0.003 

0.001 

16.44 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Rajyawas 

082500050302490C 

7.605 

Fresh 

Nandsamand 

Command 

Phyllite & Schist 

7.605 

2.23 

0.025 

0.14 

0.03 

0.00 

0.00 

0.03 

0.50 

0.36 

0.54 

0.026 

0.47 

0.66 


Rawon Ka Khera 

0825000503016300 

2.958 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.458 

6.78 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.01 

0.002 

0.08 

0.11 






Rajsamand 

Command 

Phyllite & Schist 

0.006 

6.78 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Gneisses(B.G.C) 

2.494 

6.78 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.35 

0.23 

0.03 

0.009 

0.41 

0.62 


Roopa Khera 

0825000503016400 

3.466 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.709 

7.39 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.17 

0.03 

0.006 

0.24 

0.37 






Rajsamand 

Command 

Gneisses(B.G.C) 

1.756 

7.39 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.27 

0.17 

0.03 

0.006 

0.25 

0.38 


Rooppura 

0824000702863600 

2.529 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.568 

7.13 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.02 

0.002 

0.12 

0.13 


Sadra 

0825000503017000 

4.222 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.222 

6.51 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.58 

0.34 

0.09 

0.015 

0.49 

0.82 


Sadri 

0825000603030300 

12.558 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

12.558 

2.59 

0.015 

0.05 

0.01 

0.00 

0.00 

0.05 

0.48 

0.44 

0.16 

0.043 

0.45 

0.49 


Sakarawas 

0825000603028900 

8.593 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.593 

2.04 

0.015 

0.07 

0.01 

0.00 

0.00 

0.02 

0.30 

0.28 

0.25 

0.030 

0.48 

0.53 


Sakroda 

0825000302995800 

9.087 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.654 

5.43 

0.015 

0.06 

0.01 

0.00 

0.00 

0.02 

0.57 

0.41 

0.24 

0.012 

0.36 

0.50 


Sanga Ka Khera 

0825000703043400 

2.293 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.176 

3.68 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.04 

0.001 

0.25 

0.40 


Sansera 

0825000603033600 

14.199 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.117 

4.54 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.02 

0.004 

0.04 

0.04 


Sanwaliya Khera 

0825000603032400 

0.444 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.444 

5.36 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.05 

0.002 

0.52 

0.55 


Sanwalpura 

0825000603031400 

3.089 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.281 

4.39 

0.015 

0.02 

0.00 

0.00 

0.00 

0.11 

0.00 

0.00 

0.09 

0.004 

0.25 

0.23 







Non-command 

Gneisses(B.G.C) 

1.449 

4.39 

0.012 

0.03 

0.00 

0.00 

0.00 

0.10 

0.01 

0.01 

0.10 

0.005 

0.29 

0.26 


Sargaon 

0824000702869400 

13.751 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.146 

4.29 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Sarwariya Kheri 

0825000603033100 

2.734 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.734 

2.74 

0.015 

0.07 

0.01 

0.00 

0.00 

0.01 

0.17 

0.15 

0.25 

0.009 

0.47 

0.51 


Sathana 

0825000503025700 

8.561 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.128 

3.76 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Sejgariya 

0829000603617700 

5.950 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.467 

4.33 

0.012 

0.05 

0.01 

0.00 

0.00 

0.00 

0.26 

0.25 

0.17 

0.015 

0.42 

0.43 







Non-command 

Gneisses(B.G.C) 

0.067 

4.33 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Shivpura 

0825000603032700 

2.205 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.173 

3.73 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.04 

0.008 

0.51 

0.55 


Shoupura 

0825000603033200 

0.941 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.541 

2.66 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.002 

0.26 

0.28 


Simal 

0825000302995600 

6.109 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.383 

5.08 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.001 

0.03 

0.04 


Sindesar Kalan 

0825000603030600 

9.412 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.325 

5.93 

0.015 

0.12 

0.02 

0.00 

0.00 

0.01 

0.92 

0.85 

0.43 

0.032 

0.52 

0.56 


Sindesarkhurd 

0825000603032900 

7.570 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.739 

3.09 

0.015 

0.05 

0.01 

0.00 

0.00 

0.02 

0.34 

0.31 

0.17 

0.023 

0.45 

0.49 


Sirodi 

0825000302992500 

4.169 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.053 

5.27 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.01 

0.002 

0.12 

0.17 


Siyana 

0825000302992300 

8.002 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.201 

6.16 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.000 

0.01 

0.01 


Soniyana 

0825000503020200 

5.773 

Fresh 

Rajsamand 

Command 

Gneisses(B.G.C) 

5.773 

5.49 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.66 

0.39 

0.09 

0.020 

0.49 

0.82 



0825000603032100 

3.007 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.007 

8.97 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.44 

0.41 

0.19 

0.010 

0.52 

0.56 


Sumadiya 

0825000302992400 

3.016 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.650 

5.55 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.01 

0.001 

0.10 

0.13 


Sunariya Khera 

0825000603034600 

2.945 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.082 

2.85 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Surajpura 

0829000603617800 

2.407 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

4.28 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

1.103 

4.28 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.06 

0.004 

0.27 

0.27 


Surawas 

0824000702869200 

10.641 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.666 

5.75 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.26 

0.25 

0.11 

0.008 

0.13 

0.14 


Tara Khera 

0825000603027200 

2.646 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.070 

7.11 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 






Chandra Bhaga 

Command 

Gneisses(B.G.C) 

0.065 

7.11 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Tarseengra 

0825000503020400 

1.687 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.408 

4.49 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.01 

0.001 

0.12 

0.21 






Rajsamand 

Command 

Phyllite & Schist 

0.057 

4.49 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.02 

0.03 







Command 

Gneisses(B.G.C) 

1.222 

4.49 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.03 

0.004 

0.35 

0.62 


Tasol 

0825000503017300 

2.321 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.217 

4.84 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.001 

0.05 

0.08 


Tejpura 

0825000503026200 

2.017 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.887 

3.50 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.01 

0.003 

0.20 

0.23 






Nandsamand 

Command 

Phyllite & Schist 

1.048 

3.50 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.02 

0.004 

0.24 

0.27 


Ummedpura (khalsa) 

0824000702869500 

3.109 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.394 

4.72 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.001 

0.07 

0.07 


Untharda 

0825000703043800 

2.986 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.052 

2.38 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

0.882 

2.38 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.001 

0.14 

0.22 

07001009 

Amraji Ka Gurha 

0826000503143200 

5.286 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.721 

3.70 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.53 

0.35 

0.02 

0.018 

0.51 

0.78 


Aret Ki Bhagal 

0825000403004500 

4.067 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.004 

2.78 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Atatiya 

0825000703039600 

1.752 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.752 

3.66 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.07 

0.002 

0.49 

0.77 


Atatiya Magra Kandoi 

0825000703039400 

2.259 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.253 

3.79 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.09 

0.02 

0.003 

0.49 

0.76 


Atdoomba 

0825000403011000 

3.864 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.231 

2.12 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.12 

0.006 

0.30 

0.43 


Badlawala 

0825000703041000 

4.122 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.888 

2.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.001 

0.10 

0.16 







Non-command 

Gneisses(B.G.C) 

3.028 

2.25 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.00 

0.004 

0.35 

0.55 






Nandsamand 

Command 

Phyllite & Schist 

0.075 

2.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Command 

Gneisses(B.G.C) 

0.132 

2.25 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Bagol 

0825000703040200 

10.378 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.253 

4.28 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.000 

0.01 

0.02 







Non-command 

Gneisses(B.G.C) 

6.798 

4.28 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.48 

0.31 

0.17 

0.008 

0.32 

0.49 






Nandsamand 

Command 

Phyllite & Schist 

0.036 

4.28 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Gneisses(B.G.C) 

0.287 

4.28 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.000 

0.01 

0.02 


Bagota 

0825000503022300 

7.471 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.457 

3.82 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.44 

0.28 

0.05 

0.015 

0.30 

0.46 







Non-command 

Gneisses(B.G.C) 

0.363 

3.82 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.02 

0.04 


Balicha 

0825000703048000 

4.625 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.012 

3.29 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.02 

0.001 

0.11 

0.17 


Ballon Ka Gurha 

0825000403008700 

1.573 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.504 

1.53 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.06 

0.004 

0.51 

0.72 


Balwas 

0825000403005700 

2.184 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.429 

2.98 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.09 

0.004 

0.38 

0.55 


Baman Hera 

0825000703042400 

1.000 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.473 

4.10 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.03 

0.001 

0.23 

0.38 







Non-command 

Gneisses(B.G.C) 

0.527 

4.10 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.001 

0.26 

0.42 


Bandinal 

0825000703041400 

0.619 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.619 

3.18 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.001 

0.48 

0.77 


Banshawaliyon Ka Gurha 

0825000503022500 

2.620 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.247 

4.01 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.05 

0.07 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Rajyawas 

0825000503024900 

0.06 

0.22 

66.17 

0.26 

0.06 

0.32 

0.04 

0.52 

- 

0.1000 

- 

- 

0.052 

0.152 

0.152 

0.476 

0.024 

0.452 

0.570 

126.21 

Over Exploited 

Rawon Ka Khera 

0825000503016300 

0.04 

0.00 

2,606.58 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.008 

437.52 

Over Exploited 



0.06 

0.00 

178,380.33 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.05 

411.09 

0.05 

0.00 

0.06 

0.04 

0.45 

- 

- 

0.0005 

0.0007 

0.002 

0.003 

0.003 

0.058 

0.003 

0.055 

0.040 

71.96 

Semi Critical 

Roopa Khera 

0825000503016400 

0.04 

0.02 

835.72 

0.02 

0.00 

0.02 

0.02 

0.26 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.027 

0.001 

0.025 

0.036 

140.72 

Over Exploited 



0.04 

0.02 

816.49 

0.02 

0.00 

0.02 

0.02 

0.27 

- 

- 

0.0004 

0.0005 

0.000 

0.001 

0.001 

0.024 

0.001 

0.023 

0.039 

172.57 

Over Exploited 

Rooppura 

0824000702863600 

0.02 

0.00 

4,715.52 

0.00 

0.00 

0.00 

0.01 

0.13 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.003 

0.000 

0.002 

0.020 

792.61 

Over Exploited 

Sadra 

0825000503017000 

0.04 

0.09 

280.10 

0.11 

0.00 

0.11 

0.05 

0.53 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.119 

0.006 

0.113 

0.100 

88.19 

Semi Critical 

Sadri 

0825000603030300 

0.03 

0.17 

160.46 

0.20 

0.06 

0.26 

0.04 

0.49 

- 

0.0200 

- 

- 

0.068 

0.088 

0.088 

0.347 

0.017 

0.330 

0.198 

60.17 

Safe 

Sakarawas 

0825000603028900 

0.03 

0.12 

122.17 

0.15 

0.03 

0.18 

0.04 

0.53 

- 

0.0300 

- 

- 

0.029 

0.059 

0.059 

0.238 

0.012 

0.226 

0.280 

123.66 

Over Exploited 

Sakroda 

0825000302995800 

0.04 

0.10 

319.30 

0.12 

0.03 

0.15 

0.04 

0.39 

- 

0.0300 

- 

- 

0.027 

0.057 

0.057 

0.203 

0.010 

0.193 

0.248 

128.89 

Over Exploited 

Sanga Ka Khera 

0825000703043400 

0.05 

0.01 

301.27 

0.02 

0.00 

0.02 

0.02 

0.27 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.021 

0.001 

0.020 

0.044 

223.13 

Over Exploited 

Sansera 

0825000603033600 

0.03 

0.00 

6,453.64 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.004 

0.000 

0.004 

0.028 

744.81 

Over Exploited 

Sanwaliya Khera 

0825000603032400 

0.03 

0.01 

517.75 

0.01 

- 

0.01 

0.05 

0.56 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.051 

291.09 

Over Exploited 

Sanwalpura 

0825000603031400 

0.03 

0.01 

(136.06) 

0.01 

0.11 

0.12 

0.02 

0.27 

- 

0.0100 

- 

- 

0.161 

0.172 

0.172 

0.287 

0.014 

0.273 

0.091 

33.55 

Safe 



0.04 

0.02 

(58.55) 

0.01 

0.10 

0.11 

0.02 

0.31 

- 

0.0100 

- 

- 

0.150 

0.160 

0.160 

0.273 

0.014 

0.260 

0.104 

40.08 

Safe 

Sargaon 

0824000702869400 

0.03 

0.00 

37,461.85 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

15,739.52 

Over Exploited 

Sarwariya Kheri 

0825000603033100 

0.03 

0.04 

297.66 

0.05 

0.02 

0.06 

0.04 

0.51 

- 

0.0300 

- 

- 

0.011 

0.041 

0.041 

0.104 

0.005 

0.099 

0.261 

265.42 

Over Exploited 

Sathana 

0825000503025700 

0.06 

0.00 

17,775.52 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sejgariya 

0829000603617700 

0.06 

0.12 

119.37 

0.14 

0.01 

0.15 

0.04 

0.45 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.171 

0.009 

0.162 

0.188 

115.85 

Over Exploited 



0.05 

0.00 

15,494.75 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Shivpura 

0825000603032700 

0.03 

0.03 

267.97 

0.04 

- 

0.04 

0.05 

0.55 

- 

- 

- 

- 

- 

- 

- 

0.040 

0.002 

0.038 

0.043 

112.69 

Over Exploited 

Shoupura 

0825000603033200 

0.03 

0.00 

340.95 

0.01 

0.00 

0.01 

0.02 

0.28 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.009 

0.000 

0.008 

0.011 

133.65 

Over Exploited 

Simal 

0825000302995600 

0.04 

0.00 

4,371.27 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.003 

0.000 

0.003 

0.014 

447.90 

Over Exploited 

Sindesar Kalan 

0825000603030600 

0.03 

0.14 

489.20 

0.17 

0.03 

0.20 

0.05 

0.56 

- 

0.0500 

- 

- 

0.014 

0.064 

0.064 

0.267 

0.013 

0.254 

0.466 

183.89 

Over Exploited 

Sindesarkhurd 

0825000603032900 

0.03 

0.09 

238.69 

0.11 

0.03 

0.14 

0.04 

0.50 

- 

0.0200 

- 

- 

0.024 

0.044 

0.044 

0.180 

0.009 

0.171 

0.192 

112.70 

Over Exploited 

Sirodi 

0825000302992500 

0.04 

0.01 

1,048.78 

0.01 

- 

0.01 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.015 

250.68 

Over Exploited 

Siyana 

0825000302992300 

0.04 

0.00 

16,027.01 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.009 

7,738.54 

Over Exploited 

Soniyana 

0825000503020200 

0.04 

0.12 

217.96 

0.15 

0.00 

0.15 

0.05 

0.53 

- 

0.0100 

0.0019 

0.0030 

0.001 

0.016 

0.016 

0.165 

0.008 

0.156 

0.112 

71.50 

Semi Critical 


0825000603032100 

0.03 

0.05 

776.91 

0.06 

0.01 

0.07 

0.05 

0.57 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.099 

0.005 

0.094 

0.195 

208.71 

Over Exploited 

Sumadiya 

0825000302992400 

0.04 

0.00 

1,423.83 

0.00 

- 

0.00 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.003 

0.014 

417.12 

Over Exploited 

Sunariya Khera 

0825000603034600 

0.03 

0.00 

9,492.17 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

8,373.78 

Over Exploited 

Surajpura 

0829000603617800 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.01 

401.77 

0.02 

0.00 

0.02 

0.02 

0.29 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.029 

0.001 

0.027 

0.064 

233.75 

Over Exploited 

Surawas 

0824000702869200 

0.03 

0.01 

2,321.81 

0.01 

0.00 

0.01 

0.01 

0.15 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.024 

0.001 

0.022 

0.115 

515.42 

Over Exploited 

Tara Khera 

0825000603027200 

0.04 

0.00 

13,725.74 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

14,733.35 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Tarseengra 

0825000503020400 

0.04 

0.00 

886.25 

0.00 

- 

0.00 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.002 

0.010 

432.66 

Over Exploited 



0.06 

0.00 

6,227.36 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.02 

260.15 

0.02 

- 

0.02 

0.03 

0.39 

- 

0.0100 

0.0007 

0.0006 

- 

0.011 

0.011 

0.034 

0.002 

0.032 

0.032 

99.72 

Critical 

Tasol 

0825000503017300 

0.04 

0.00 

4,058.44 

0.00 

0.00 

0.00 

0.00 

0.05 

- 

- 

- 

- 

0.000 

- 

- 

0.001 

0.000 

0.000 

0.022 

4,361.34 

Over Exploited 

Tejpura 

0825000503026200 

0.06 

0.01 

543.33 

0.01 

0.00 

0.01 

0.02 

0.22 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.014 

0.001 

0.013 

0.015 

112.53 

Over Exploited 



0.06 

0.01 

444.96 

0.02 

0.00 

0.02 

0.02 

0.26 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.019 

0.001 

0.018 

0.019 

102.10 

Over Exploited 

Ummedpura (khalsa) 

0824000702869500 

0.03 

0.00 

3,354.03 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.012 

1,383.95 

Over Exploited 

Untharda 

0825000703043800 

0.05 

0.00 

7,099.51 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.01 

220.88 

0.01 

0.00 

0.01 

0.01 

0.16 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

0.000 

0.008 

0.019 

249.07 

Over Exploited 

Amraji Ka Gurha 

0826000503143200 

0.06 

0.14 

153.79 

0.17 

- 

0.17 

0.05 

0.56 

- 

- 

- 

- 

- 

- 

- 

0.166 

0.008 

0.158 

0.042 

26.88 

Safe 

Aret Ki Bhagal 

0825000403004500 

0.05 

0.00 

202,045.81 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Atatiya 

0825000703039600 

0.05 

0.04 

68.62 

0.05 

0.00 

0.05 

0.05 

0.54 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.067 

0.003 

0.064 

0.068 

106.42 

Over Exploited 

Atatiya Magra Kandoi 

0825000703039400 

0.05 

0.05 

61.85 

0.07 

- 

0.07 

0.05 

0.53 

- 

- 

- 

- 

- 

- 

- 

0.066 

0.003 

0.062 

0.024 

37.92 

Safe 

Atdoomba 

0825000403011000 

0.05 

0.03 

########## 

0.04 

0.00 

0.04 

0.03 

0.32 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.060 

0.003 

0.057 

0.124 

217.78 

Over Exploited 

Badlawala 

0825000703041000 

0.05 

0.00 

450.74 

0.01 

- 

0.01 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.005 

0.001 

19.71 

Safe 



0.05 

0.05 

17.45 

0.06 

0.00 

0.07 

0.03 

0.39 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.074 

0.004 

0.070 

0.004 

5.12 

Safe 



0.05 

0.00 

6,578.57 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.00 

2,754.91 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bagol 

0825000703040200 

0.05 

0.00 

9,151.98 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.000 

- 

- 

0.000 

0.000 

0.000 

0.007 

3,914.83 

Over Exploited 



0.05 

0.11 

185.27 

0.13 

0.01 

0.14 

0.03 

0.35 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.162 

0.008 

0.154 

0.179 

116.41 

Over Exploited 



0.05 

0.00 

65,345.99 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.00 

783,045.70 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

3,230.67 

Over Exploited 

Bagota 

0825000503022300 

0.06 

0.08 

254.99 

0.09 

0.00 

0.10 

0.03 

0.32 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.115 

0.006 

0.109 

0.060 

55.25 

Safe 



0.04 

0.00 

4,475.21 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

968.71 

Over Exploited 

Balicha 

0825000703048000 

0.05 

0.01 

660.33 

0.01 

- 

0.01 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.006 

0.019 

301.24 

Over Exploited 

Ballon Ka Gurha 

0825000403008700 

0.05 

0.04 

23.76 

0.04 

- 

0.04 

0.05 

0.55 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.055 

0.003 

0.052 

0.067 

128.49 

Over Exploited 

Balwas 

0825000403005700 

0.05 

0.03 

########## 

0.03 

- 

0.03 

0.04 

0.42 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.052 

0.003 

0.050 

0.090 

180.64 

Over Exploited 

Baman Hera 

0825000703042400 

0.05 

0.01 

440.35 

0.01 

0.00 

0.01 

0.02 

0.25 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

0.000 

0.006 

0.026 

398.32 

Over Exploited 



0.05 

0.01 

275.86 

0.01 

0.00 

0.01 

0.02 

0.28 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.010 

0.001 

0.010 

0.022 

218.24 

Over Exploited 

Bandinal 

0825000703041400 

0.05 

0.01 

17.71 

0.02 

0.00 

0.02 

0.05 

0.53 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.022 

0.001 

0.021 

0.019 

91.33 

Critical 

Banshawaliyon Ka Gurha 

0825000503022500 

0.06 

0.00 

2,147.54 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Gneisses(B.G.C) 

2.372 

4.01 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.12 

0.02 

0.008 

0.45 

0.71 


Bansra 

0825000703041500 

0.728 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.728 

3.66 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.05 

0.001 

0.48 

0.78 


Bararda 

0825000503023600 

2.110 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.110 

3.52 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.18 

0.11 

0.17 

0.007 

0.48 

0.79 


Barawa 

0825000703050800 

2.569 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.479 

3.56 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.12 

0.03 

0.003 

0.51 

0.79 


Bardaya 

0825000403006500 

0.807 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.807 

3.15 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.05 

0.002 

0.53 

0.73 


Bareend 

0825000403007500 

3.738 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.712 

3.51 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.18 

0.13 

0.13 

0.005 

0.25 

0.35 







Non-command 

Gneisses(B.G.C) 

0.169 

3.51 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.03 

0.03 


Bargaon 

0825000403007700 

6.234 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.192 

2.81 

0.025 

0.07 

0.01 

0.00 

0.00 

0.00 

0.35 

0.25 

0.26 

0.011 

0.38 

0.54 


Bargula 

0825000403008400 

2.167 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.718 

1.78 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.10 

0.005 

0.43 

0.60 


Beer Ki Bhagal 

0825000403005300 

4.132 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.516 

2.99 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.03 

0.004 

0.22 

0.32 


Bhagwanda Khurd 

0825000503021700 

1.120 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.060 

2.56 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.05 


Bhainsa Kamed 

0825000703037000 

4.235 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.261 

3.44 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.14 

0.09 

0.13 

0.003 

0.26 

0.40 


Bhat Khera 

0825000503024200 

1.392 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.979 

3.12 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.02 

0.003 

0.34 

0.59 






Rajsamand 

Command 

Phyllite & Schist 

0.004 

3.12 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Nandsamand 

Command 

Phyllite & Schist 

0.111 

3.12 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.04 

0.07 


Bhatoli 

0825000503025200 

3.603 

Fresh 

Nandsamand 

Command 

Phyllite & Schist 

0.042 

2.54 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Bhawani Ki Bhagal 

0825000403006400 

1.263 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.263 

3.12 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.09 

0.003 

0.53 

0.73 


Bhootala 

0826000503143000 

1.010 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.010 

2.11 

0.030 

0.02 

0.00 

0.00 

0.00 

0.03 

0.06 

0.04 

0.07 

0.004 

0.58 

0.88 


Chainpuriya 

0825000703041300 

0.260 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.260 

2.80 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.48 

0.76 


Chamboa Sarjela 

0825000403009200 

3.960 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.894 

2.59 

0.025 

0.03 

0.00 

0.00 

0.00 

0.01 

0.21 

0.14 

0.11 

0.008 

0.41 

0.59 


Chaptelon Ki Bhagal 

0825000403011300 

2.863 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.876 

3.09 

0.025 

0.02 

0.00 

0.00 

0.00 

0.01 

0.08 

0.06 

0.07 

0.002 

0.16 

0.23 


Chatraji Ka Gurha 

0825000403007300 

0.704 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.597 

3.04 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.08 

0.002 

0.46 

0.63 


Chauhanon Ka Gurha 

0825000403007800 

1.491 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.083 

2.27 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.03 

0.04 







Non-command 

Gneisses(B.G.C) 

0.024 

2.27 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Cheekalwas 

0825000703036300 

16.615 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

16.615 

3.47 

0.015 

0.05 

0.01 

0.00 

0.00 

0.01 

0.89 

0.58 

0.19 

0.020 

0.49 

0.77 


Chheepala 

0826000203077400 

8.947 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.059 

2.25 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.10 

0.07 

0.013 

0.20 

0.30 


Chintaman Ka Madra 

0825000503023300 

0.855 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.855 

2.93 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.10 

0.06 

0.24 

0.003 

0.49 

0.81 


Dab Kuriya 

0825000403007200 

2.712 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.453 

2.74 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.11 

0.08 

0.007 

0.49 

0.68 


Dabiyon Ka Gurha 

0825000703048900 

2.431 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.203 

4.50 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.04 

0.06 


Dabun 

0825000703047600 

5.451 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.006 

4.21 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dadwal 

0825000703036800 

3.132 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.132 

3.52 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.20 

0.13 

0.19 

0.004 

0.49 

0.75 


Dang Ka Was 

0825000403010400 

0.907 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.291 

1.51 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.001 

0.17 

0.24 


Deothari 

0825000503021300 

3.071 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.071 

2.69 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.10 

0.04 

0.011 

0.49 

0.85 


Devi Ka Was 

0825000403010500 

1.239 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.742 

1.50 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.07 

0.002 

0.31 

0.45 


Dewana 

0825000503023700 

2.079 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.079 

2.92 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.04 

0.007 

0.48 

0.76 


Dhana 

0825000703050400 

0.900 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.900 

5.33 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.03 

0.001 

0.48 

0.77 


Dhani Rebariyan 

0825000703045800 

1.686 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.531 

1.98 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.10 

0.002 

0.44 

0.68 






Nandsamand 

Command 

Phyllite & Schist 

0.007 

1.98 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dhanwal 

0825000503022900 

7.137 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.137 

2.91 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.42 

0.26 

0.02 

0.025 

0.49 

0.79 


Dhanyla 

0825000703040000 

10.405 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

10.405 

4.06 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.70 

0.45 

0.29 

0.012 

0.48 

0.75 


Dhooni Ki Bhagal 

0825000403008300 

1.393 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.393 

1.89 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.05 

0.004 

0.53 

0.75 


Dhoran 

0825000403008800 

8.542 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.793 

1.46 

0.025 

0.05 

0.01 

0.00 

0.00 

0.04 

0.17 

0.12 

0.17 

0.013 

0.30 

0.43 







Non-command 

Gneisses(B.G.C) 

0.124 

1.46 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Dipty 

0825000503021600 

1.107 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.673 

2.83 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.03 

0.002 

0.30 

0.52 







Non-command 

Gneisses(B.G.C) 

0.263 

2.83 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.12 

0.20 


Dipty Khera 

0825000503021900 

3.317 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.127 

3.55 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.02 

0.004 

0.17 

0.29 







Non-command 

Gneisses(B.G.C) 

2.104 

3.55 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.09 

0.04 

0.007 

0.31 

0.53 


Doolawaton Ka Gurha 

0826000503142500 

4.447 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.132 

4.33 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.02 

0.03 


Dowar 

0825000503023100 

4.802 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.802 

3.40 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.34 

0.20 

0.06 

0.017 

0.49 

0.82 


Dowas 

0825000403010000 

5.862 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.045 

1.94 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Dudhpura 

0825000703042600 

0.929 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.582 

3.90 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.03 

0.001 

0.30 

0.49 







Non-command 

Gneisses(B.G.C) 

0.346 

3.90 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.000 

0.18 

0.29 


Emri 

0825000503021200 

3.288 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.020 

3.44 

0.025 

0.05 

0.00 

0.00 

0.00 

0.00 

0.14 

0.08 

0.04 

0.120 

0.15 

0.26 






Rajsamand 

Command 

Phyllite & Schist 

1.304 

3.44 

0.025 

0.06 

0.00 

0.00 

0.00 

0.00 

0.17 

0.10 

0.05 

0.153 

0.19 

0.34 


Gadriya Ka Gurha 

0826000503143300 

4.889 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.036 

3.57 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Gajpur 

0825000403006300 

8.687 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.372 

4.27 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.18 

0.13 

0.11 

0.004 

0.09 

0.12 







Non-command 

Gneisses(B.G.C) 

2.599 

4.27 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.25 

0.19 

0.15 

0.007 

0.16 

0.22 


Gamri 

0825000403009000 

3.629 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.902 

2.84 

0.025 

0.04 

0.01 

0.00 

0.00 

0.04 

0.13 

0.09 

0.14 

0.005 

0.29 

0.43 


Gamri Ki Nal 

0825000403010300 

3.580 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.768 

1.63 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.06 

0.005 

0.27 

0.38 


Ganga Gurha 

0825000403007000 

2.069 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.069 

2.90 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.11 

0.10 

0.006 

0.53 

0.75 


Gaon Gurha 

0825000703035900 

8.032 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.663 

2.37 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.03 

0.001 

0.04 

0.06 







Non-command 

Gneisses(B.G.C) 

4.909 

2.37 

0.015 

0.05 

0.01 

0.00 

0.00 

0.01 

0.20 

0.14 

0.21 

0.006 

0.31 

0.45 


Gawar 

0825000403004300 

31.924 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.092 

4.20 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Ghighagarh 

0825000703036700 

2.630 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.629 

3.57 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.05 

0.003 

0.49 

0.75 


Ghodach 

0825000703050900 

11.604 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.629 

4.66 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.01 

0.001 

0.03 

0.05 


Gowal 

0825000403006700 

3.285 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.285 

3.27 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.24 

0.17 

0.09 

0.009 

0.52 

0.74 


Gudla 

0825000703039900 

4.859 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.850 

3.67 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.32 

0.21 

0.27 

0.006 

0.48 

0.76 


Gunjol 

0825000703040700 

1.106 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.927 

4.94 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.12 

0.08 

0.22 

0.001 

0.40 

0.63 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.04 

0.05 

168.64 

0.06 

0.00 

0.06 

0.04 

0.49 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.057 

0.003 

0.055 

0.023 

42.42 

Safe 

Bansra 

0825000703041500 

0.05 

0.02 

76.57 

0.02 

- 

0.02 

0.05 

0.53 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.031 

0.002 

0.030 

0.049 

165.18 

Over Exploited 

Bararda 

0825000503023600 

0.04 

0.04 

143.73 

0.05 

0.01 

0.06 

0.05 

0.53 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.085 

0.004 

0.080 

0.176 

219.30 

Over Exploited 

Barawa 

0825000703050800 

0.05 

0.06 

86.43 

0.08 

0.00 

0.08 

0.05 

0.55 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.079 

0.004 

0.075 

0.028 

37.27 

Safe 

Bardaya 

0825000403006500 

0.05 

0.02 

108.78 

0.03 

- 

0.03 

0.05 

0.58 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.035 

0.002 

0.034 

0.047 

140.83 

Over Exploited 

Bareend 

0825000403007500 

0.05 

0.02 

311,086.45 

0.03 

0.01 

0.04 

0.02 

0.28 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.066 

0.003 

0.062 

0.139 

222.86 

Over Exploited 



0.05 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

4,521.47 

Over Exploited 

Bargaon 

0825000403007700 

0.05 

0.08 

########## 

0.09 

0.01 

0.10 

0.04 

0.42 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.155 

0.008 

0.147 

0.267 

182.12 

Over Exploited 

Bargula 

0825000403008400 

0.05 

0.04 

78.20 

0.04 

0.00 

0.04 

0.04 

0.46 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.064 

0.003 

0.061 

0.108 

176.05 

Over Exploited 

Beer Ki Bhagal 

0825000403005300 

0.05 

0.02 

232,460.53 

0.02 

- 

0.02 

0.02 

0.24 

- 

- 

- 

- 

- 

- 

- 

0.020 

0.001 

0.019 

0.029 

156.39 

Over Exploited 

Bhagwanda Khurd 

0825000503021700 

0.06 

0.00 

2,270.60 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhainsa Kamed 

0825000703037000 

0.05 

0.03 

200.61 

0.04 

0.01 

0.05 

0.02 

0.29 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.067 

0.003 

0.064 

0.136 

212.34 

Over Exploited 

Bhat Khera 

0825000503024200 

0.06 

0.02 

146.99 

0.02 

- 

0.02 

0.03 

0.38 

- 

- 

- 

- 

- 

- 

- 

0.024 

0.001 

0.023 

0.021 

93.32 

Critical 



0.06 

0.00 

67,737.33 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

1,830.33 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

1,145.37 

Over Exploited 

Bhatoli 

0825000503025200 

0.06 

0.00 

10,943.28 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhawani Ki Bhagal 

0825000403006400 

0.05 

0.03 

118.16 

0.04 

0.00 

0.04 

0.05 

0.58 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.050 

0.003 

0.048 

0.095 

199.52 

Over Exploited 

Bhootala 

0826000503143000 

0.06 

0.03 

9.95 

0.04 

0.03 

0.06 

0.05 

0.63 

- 

0.0100 

- 

- 

0.042 

0.052 

0.052 

0.117 

0.006 

0.111 

0.070 

63.13 

Safe 

Chainpuriya 

0825000703041300 

0.05 

0.01 

(1.13) 

0.01 

0.00 

0.01 

0.05 

0.53 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.009 

0.000 

0.008 

0.009 

110.31 

Over Exploited 

Chamboa Sarjela 

0825000403009200 

0.05 

0.06 

########## 

0.07 

0.01 

0.08 

0.04 

0.44 

- 

0.0200 

- 

- 

0.011 

0.031 

0.031 

0.108 

0.005 

0.103 

0.117 

113.82 

Over Exploited 

Chaptelon Ki Bhagal 

0825000403011300 

0.05 

0.01 

########## 

0.01 

0.01 

0.01 

0.01 

0.17 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.034 

0.002 

0.032 

0.069 

217.68 

Over Exploited 

Chatraji Ka Gurha 

0825000403007300 

0.05 

0.01 

201.73 

0.02 

- 

0.02 

0.04 

0.50 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.026 

0.001 

0.025 

0.080 

320.12 

Over Exploited 

Chauhanon Ka Gurha 

0825000403007800 

0.05 

0.00 

178,275.88 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.017 

17,857.80 

Over Exploited 



0.05 

0.00 

148,086.39 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

54,463.48 

Over Exploited 

Cheekalwas 

0825000703036300 

0.05 

0.41 

40.50 

0.49 

0.02 

0.51 

0.05 

0.54 

- 

0.0300 

- 

- 

0.016 

0.046 

0.046 

0.559 

0.028 

0.531 

0.206 

38.74 

Safe 

Chheepala 

0826000203077400 

0.06 

0.04 

182.89 

0.04 

- 

0.04 

0.02 

0.22 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.054 

0.003 

0.051 

0.079 

153.62 

Over Exploited 

Chintaman Ka Madra 

0825000503023300 

0.04 

0.02 

228.04 

0.02 

0.01 

0.03 

0.05 

0.53 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.062 

0.003 

0.059 

0.246 

418.15 

Over Exploited 

Dab Kuriya 

0825000403007200 

0.05 

0.06 

87.64 

0.07 

- 

0.07 

0.05 

0.53 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.091 

0.005 

0.086 

0.088 

101.63 

Over Exploited 

Dabiyon Ka Gurha 

0825000703048900 

0.05 

0.00 

2,673.95 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

905.07 

Over Exploited 

Dabun 

0825000703047600 

0.05 

0.00 

207,693.68 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dadwal 

0825000703036800 

0.05 

0.08 

70.98 

0.09 

0.01 

0.11 

0.05 

0.54 

- 

0.0300 

- 

- 

0.005 

0.035 

0.035 

0.141 

0.007 

0.134 

0.190 

141.91 

Over Exploited 

Dang Ka Was 

0825000403010400 

0.05 

0.00 

494.14 

0.00 

- 

0.00 

0.02 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.022 

778.14 

Over Exploited 

Deothari 

0825000503021300 

0.04 

0.07 

51.88 

0.08 

0.00 

0.08 

0.05 

0.53 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.081 

0.004 

0.077 

0.054 

69.79 

Safe 

Devi Ka Was 

0825000403010500 

0.05 

0.01 

186.63 

0.01 

- 

0.01 

0.03 

0.34 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.024 

0.001 

0.023 

0.067 

294.73 

Over Exploited 

Dewana 

0825000503023700 

0.04 

0.04 

88.93 

0.05 

- 

0.05 

0.05 

0.53 

- 

- 

- 

- 

- 

- 

- 

0.053 

0.003 

0.050 

0.044 

87.72 

Semi Critical 

Dhana 

0825000703050400 

0.05 

0.02 

201.26 

0.03 

- 

0.03 

0.04 

0.52 

- 

- 

- 

- 

- 

- 

- 

0.026 

0.001 

0.025 

0.026 

104.20 

Over Exploited 

Dhani Rebariyan 

0825000703045800 

0.05 

0.03 

(53,990.20) 

0.04 

0.00 

0.04 

0.04 

0.48 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.060 

0.003 

0.057 

0.104 

181.78 

Over Exploited 



0.05 

0.00 

30,348.20 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dhanwal 

0825000503022900 

0.04 

0.15 

69.87 

0.18 

0.00 

0.19 

0.05 

0.54 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.190 

0.010 

0.181 

0.040 

21.88 

Safe 

Dhanyla 

0825000703040000 

0.05 

0.25 

78.91 

0.30 

0.01 

0.31 

0.05 

0.53 

- 

0.0500 

- 

- 

0.004 

0.054 

0.054 

0.367 

0.018 

0.349 

0.303 

86.90 

Semi Critical 

Dhooni Ki Bhagal 

0825000403008300 

0.05 

0.04 

21.47 

0.04 

- 

0.04 

0.05 

0.58 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.054 

0.003 

0.051 

0.052 

101.64 

Over Exploited 

Dhoran 

0825000403008800 

0.05 

0.07 

########## 

0.08 

0.05 

0.14 

0.03 

0.33 

- 

0.0300 

- 

- 

0.067 

0.097 

0.097 

0.237 

0.012 

0.225 

0.181 

80.58 

Semi Critical 



0.05 

0.00 

357,163.74 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

8,748.32 

Over Exploited 

Dipty 

0825000503021600 

0.06 

0.01 

176.56 

0.01 

- 

0.01 

0.03 

0.32 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.014 

0.030 

222.84 

Over Exploited 



0.04 

0.00 

538.66 

0.00 

- 

0.00 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.010 

652.64 

Over Exploited 

Dipty Khera 

0825000503021900 

0.06 

0.01 

461.46 

0.01 

0.00 

0.01 

0.02 

0.18 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.017 

0.001 

0.016 

0.022 

134.73 

Over Exploited 



0.04 

0.03 

223.03 

0.03 

- 

0.03 

0.03 

0.34 

- 

- 

- 

- 

- 

- 

- 

0.034 

0.002 

0.033 

0.043 

132.87 

Over Exploited 

Doolawaton Ka Gurha 

0826000503142500 

0.06 

0.00 

8,611.48 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Dowar 

0825000503023100 

0.04 

0.10 

98.24 

0.12 

0.00 

0.13 

0.05 

0.53 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.138 

0.007 

0.132 

0.079 

59.70 

Safe 

Dowas 

0825000403010000 

0.05 

0.00 

16,784.69 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dudhpura 

0825000703042600 

0.05 

0.01 

286.82 

0.01 

- 

0.01 

0.03 

0.33 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.010 

0.030 

291.15 

Over Exploited 



0.05 

0.00 

306.16 

0.00 

- 

0.00 

0.02 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.012 

348.13 

Over Exploited 

Emri 

0825000503021200 

0.06 

0.01 

749.78 

0.01 

- 

0.01 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.011 

0.156 

1,480.08 

Over Exploited 



0.06 

0.02 

549.61 

0.02 

- 

0.02 

0.02 

0.21 

- 

0.0100 

0.0007 

0.0007 

- 

0.011 

0.011 

0.030 

0.001 

0.028 

0.198 

706.52 

Over Exploited 

Gadriya Ka Gurha 

0826000503143300 

0.06 

0.00 

29,655.07 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gajpur 

0825000403006300 

0.05 

0.01 

2,005.94 

0.01 

- 

0.01 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.117 

717.89 

Over Exploited 



0.05 

0.02 

########## 

0.03 

0.01 

0.04 

0.02 

0.18 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.061 

0.003 

0.058 

0.160 

276.10 

Over Exploited 

Gamri 

0825000403009000 

0.05 

0.03 

########## 

0.03 

0.05 

0.08 

0.03 

0.32 

- 

0.0300 

- 

- 

0.059 

0.090 

0.090 

0.172 

0.009 

0.163 

0.144 

88.26 

Semi Critical 

Gamri Ki Nal 

0825000403010300 

0.05 

0.02 

172.00 

0.03 

- 

0.03 

0.02 

0.29 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.038 

0.002 

0.036 

0.068 

187.22 

Over Exploited 

Ganga Gurha 

0825000403007000 

0.05 

0.05 

96.50 

0.06 

0.00 

0.07 

0.05 

0.58 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.086 

0.004 

0.082 

0.103 

124.99 

Over Exploited 

Gaon Gurha 

0825000703035900 

0.05 

0.00 

1,716.70 

0.00 

- 

0.00 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.033 

295.05 

Over Exploited 



0.05 

0.08 

80.56 

0.09 

0.02 

0.12 

0.03 

0.34 

- 

0.0400 

- 

- 

0.020 

0.060 

0.060 

0.176 

0.009 

0.167 

0.212 

126.68 

Over Exploited 

Gawar 

0825000403004300 

0.05 

0.00 

91,508.42 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

48,123.83 

Over Exploited 

Ghighagarh 

0825000703036700 

0.05 

0.06 

51.50 

0.08 

0.00 

0.08 

0.05 

0.54 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.088 

0.004 

0.084 

0.051 

60.92 

Safe 

Ghodach 

0825000703050900 

0.05 

0.00 

3,906.51 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.015 

1,367.16 

Over Exploited 

Gowal 

0825000403006700 

0.05 

0.08 

102.08 

0.10 

0.00 

0.10 

0.05 

0.57 

- 

0.0100 

- 

- 

0.003 

0.014 

0.014 

0.116 

0.006 

0.110 

0.098 

88.75 

Semi Critical 

Gudla 

0825000703039900 

0.05 

0.12 

75.38 

0.14 

0.01 

0.15 

0.05 

0.53 

- 

0.0500 

- 

- 

0.003 

0.053 

0.053 

0.205 

0.010 

0.195 

0.273 

139.87 

Over Exploited 

Gunjol 

0825000703040700 

0.05 

0.02 

307.45 

0.02 

0.01 

0.03 

0.04 

0.44 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.063 

0.003 

0.060 

0.225 

374.18 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 






Nandsamand 

Command 

Gneisses(B.G.C) 

0.179 

4.94 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.000 

0.08 

0.12 


Halai Ki Bhagal 

0825000403010800 

3.455 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.384 

1.58 

0.025 

0.01 

0.00 

0.00 

0.00 

0.01 

0.10 

0.07 

0.01 

0.007 

0.36 

0.51 


Hameerpal 

0825000403009100 

3.555 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.238 

2.97 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.27 

0.18 

0.16 

0.009 

0.52 

0.76 


Heerawaton Ki Bhagal 

0826000503142600 

1.324 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.678 

2.35 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.02 

0.003 

0.30 

0.45 


Jagela 

0825000703045700 

3.069 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.204 

1.92 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.07 

0.001 

0.19 

0.29 







Non-command 

Gneisses(B.G.C) 

1.284 

1.92 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.06 

0.002 

0.20 

0.31 


Jeewa Khera 

0825000703043700 

1.054 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.054 

1.89 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.06 

0.04 

0.11 

0.001 

0.48 

0.75 


Jhalon Ki Madar 

0825000703036000 

16.508 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

16.276 

2.69 

0.015 

0.11 

0.02 

0.00 

0.00 

0.02 

0.72 

0.49 

0.42 

0.019 

0.50 

0.73 


Jhitriya 

0825000403007100 

0.943 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.943 

3.13 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.07 

0.003 

0.53 

0.74 


Joshiyon Ki Madri 

0825000703047200 

4.298 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.067 

4.15 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

0.16 

0.10 

0.01 

0.002 

0.23 

0.36 







Non-command 

Gneisses(B.G.C) 

0.046 

4.15 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Nandsamand 

Command 

Phyllite & Schist 

0.812 

4.15 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.01 

0.001 

0.09 

0.14 


Kagam Darda 

0825000703050600 

3.922 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.557 

4.58 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.36 

0.22 

0.10 

0.004 

0.45 

0.71 


Kakarwa 

0825000403010200 

9.874 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.191 

1.97 

0.025 

0.10 

0.01 

0.00 

0.00 

0.02 

0.38 

0.26 

0.37 

0.017 

0.33 

0.49 


Kala Kheri Badlawali 

0825000703041100 

0.666 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.666 

3.98 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.02 

0.001 

0.48 

0.75 


Kala Kheri Veeran 

0825000703040900 

0.630 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.630 

4.55 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.02 

0.001 

0.48 

0.75 


Kalan Kheri Khara 

0825000703040600 

0.659 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.659 

4.86 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.01 

0.001 

0.48 

0.75 


Kalan Kheri Patiya 

0825000703040500 

1.655 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.572 

5.02 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.001 

0.17 

0.26 






Nandsamand 

Command 

Gneisses(B.G.C) 

1.083 

5.02 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.01 

0.001 

0.32 

0.49 


Kaleenjar 

0825000403008100 

4.280 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.274 

2.56 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.29 

0.20 

0.31 

0.012 

0.53 

0.75 


Kaloda 

0826000503144400 

12.759 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.076 

3.26 

0.030 

0.04 

0.00 

0.00 

0.00 

0.00 

0.54 

0.35 

0.12 

0.020 

0.21 

0.32 


Kamora 

0825000403005000 

3.554 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.717 

2.65 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.06 

0.005 

0.28 

0.42 


Kandeo Ka Gurha 

0825000503023000 

1.111 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.111 

2.61 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.04 

0.004 

0.49 

0.81 


Kanooja 

0825000403011500 

13.672 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.590 

2.34 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.002 

0.02 

0.03 


Karanji Ka Gurha 

0826000503144600 

1.405 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.372 

3.46 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.11 

0.07 

0.005 

0.53 

0.81 


Kariya 

0825000403005200 

5.691 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.329 

2.78 

0.025 

0.03 

0.00 

0.00 

0.00 

0.01 

0.18 

0.12 

0.10 

0.006 

0.24 

0.35 


Karjiya 

0825000703041200 

1.213 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.213 

3.32 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.02 

0.001 

0.48 

0.76 


Karoli 

0825000703048800 

6.930 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.572 

5.01 

0.020 

0.07 

0.01 

0.00 

0.00 

0.01 

0.71 

0.44 

0.28 

0.008 

0.45 

0.73 


Karoli Ki Dhani 

0825000703048700 

4.525 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.466 

4.66 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.43 

0.27 

0.03 

0.005 

0.48 

0.75 


Keetawaton Ki Bhagal 

0825000403008500 

2.239 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.996 

1.65 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.05 

0.005 

0.47 

0.67 


Kelwara 

0825000403005400 

6.677 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.292 

3.01 

0.025 

0.11 

0.02 

0.00 

0.00 

0.02 

0.55 

0.37 

0.43 

0.017 

0.55 

0.80 


Kesarpura 

0825000703042100 

4.244 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.548 

3.99 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.00 

0.002 

0.18 

0.31 







Non-command 

Gneisses(B.G.C) 

2.696 

3.99 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.16 

0.09 

0.01 

0.003 

0.31 

0.53 


Kesooli 

0825000703050100 

3.267 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.780 

5.31 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.34 

0.21 

0.24 

0.003 

0.41 

0.66 


Khamnor 

0825000703047500 

4.077 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.013 

3.36 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khedana 

0825000703042200 

1.225 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.166 

4.07 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.08 

0.001 

0.46 

0.77 







Non-command 

Gneisses(B.G.C) 

0.059 

4.07 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.04 


Khema Khera 

0825000703042000 

1.336 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.336 

3.95 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.07 

0.04 

0.02 

0.002 

0.49 

0.84 


Kheraliya 

0825000703039200 

2.996 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.074 

3.65 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Kheran 

0825000403005600 

1.770 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.737 

2.99 

0.025 

0.04 

0.01 

0.00 

0.00 

0.02 

0.07 

0.05 

0.15 

0.002 

0.24 

0.35 


Kheri Veeran 

0825000703041900 

0.759 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.759 

3.97 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.05 

0.001 

0.49 

0.82 


Kherliya 

0825000403007600 

6.872 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.029 

2.75 

0.025 

0.07 

0.01 

0.00 

0.00 

0.00 

0.34 

0.24 

0.27 

0.011 

0.33 

0.46 







Non-command 

Gneisses(B.G.C) 

0.040 

2.75 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khetpal Ka Gurha 

0825000703051800 

2.320 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.125 

4.42 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.03 

0.04 


Khokha Dhani 

0825000703046200 

1.242 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.593 

4.95 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.001 

0.23 

0.36 






Nandsamand 

Command 

Gneisses(B.G.C) 

0.649 

4.95 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.001 

0.25 

0.39 


Khuman Pura 

0825000703041700 

0.153 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.153 

4.00 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.05 

0.000 

0.48 

0.80 


Kiyawas 

0825000703043500 

2.327 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.718 

3.27 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.02 

0.001 

0.15 

0.24 






Nandsamand 

Command 

Phyllite & Schist 

0.055 

3.27 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Kochli 

0825000703043600 

2.572 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.873 

2.61 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.01 

0.001 

0.16 

0.26 


Koda Kara 

0825000403011100 

2.034 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.478 

2.17 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.09 

0.004 

0.37 

0.54 


Kodar 

0825000403010100 

2.185 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.091 

1.91 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 


Kooncholi 

0825000703040400 

3.453 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.815 

4.77 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.24 

0.16 

0.21 

0.003 

0.39 

0.61 






Nandsamand 

Command 

Gneisses(B.G.C) 

0.638 

4.77 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.05 

0.001 

0.09 

0.14 


Koshiwara 

0825000703037100 

12.776 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.498 

3.46 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.03 

0.002 

0.06 

0.09 


Kotela 

0825000703040100 

3.061 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.027 

3.90 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.20 

0.13 

0.14 

0.004 

0.48 

0.74 


Kothariya Chak - A 

0825000703045900 

2.800 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.512 

1.92 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.06 

0.15 

0.002 

0.26 

0.40 







Non-command 

Gneisses(B.G.C) 

0.458 

1.92 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.001 

0.08 

0.12 






Nandsamand 

Command 

Phyllite & Schist 

0.188 

1.92 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.02 

0.000 

0.03 

0.05 







Command 

Gneisses(B.G.C) 

0.003 

1.92 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kothariya Chak - B 

0825000703046000 

2.686 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.384 

2.45 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.07 

0.11 


Koyal 

0825000403006800 

1.135 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.135 

3.17 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.08 

0.003 

0.52 

0.74 


Kumariya Khera 

0825000703042900 

4.330 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.535 

3.53 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.01 

0.001 

0.06 

0.10 






Nandsamand 

Command 

Phyllite & Schist 

1.038 

3.53 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.02 

0.001 

0.12 

0.20 


Kunthwa 

0825000703039800 

16.062 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

14.338 

3.71 

0.015 

0.07 

0.01 

0.00 

0.00 

0.01 

0.85 

0.54 

0.25 

0.017 

0.43 

0.68 


Lai Madri 

0825000703048600 

3.671 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.576 

4.32 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.27 

0.17 

0.25 

0.003 

0.34 

0.53 


Lauseeng 

0826000503144900 

6.620 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.027 

5.16 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.64 

0.42 

0.05 

0.016 

0.35 

0.53 


Madrecho Ka Gurha 

0825000703036900 

4.020 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.834 

3.43 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.19 

0.13 

0.05 

0.005 

0.47 

0.71 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 


( 27 ) 

( 28 ) 

( 29 ) 


( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.05 

0.00 

2,047.70 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.043 

5,427.22 

Over Exploited 

Halai Ki Bhagal 

0825000403010800 

0.05 

0.04 

########## 

0.05 

0.01 

0.06 

0.03 

0.39 

- 

- 

- 

- 

0.010 

0.010 

0.010 

0.067 

0.003 

0.063 

0.020 

30.78 

Safe 

Hameerpal 

0825000403009100 

0.05 

0.08 

119.52 

0.10 

0.01 

0.11 

0.05 

0.57 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.142 

0.007 

0.135 

0.173 

127.82 

Over Exploited 

Heerawaton Ki Bhagal 

0826000503142600 

0.06 

0.01 

229.58 

0.01 

- 

0.01 

0.03 

0.32 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.013 

0.021 

156.60 

Over Exploited 

Jagela 

0825000703045700 

0.05 

0.01 

270.45 

0.01 

- 

0.01 

0.02 

0.21 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.024 

0.001 

0.023 

0.073 

324.30 

Over Exploited 



0.05 

0.01 

83.36 

0.02 

- 

0.02 

0.02 

0.22 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.026 

0.001 

0.024 

0.065 

265.88 

Over Exploited 

Jeewa Khera 

0825000703043700 

0.05 

0.03 

60.83 

0.03 

0.01 

0.04 

0.05 

0.53 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.055 

0.003 

0.052 

0.109 

210.73 

Over Exploited 

Jhalon Ki Madar 

0825000703036000 

0.05 

0.41 

21.17 

0.49 

0.04 

0.53 

0.05 

0.55 

- 

0.0800 

- 

- 

0.034 

0.114 

0.114 

0.645 

0.032 

0.613 

0.440 

71.79 

Semi Critical 

Jhitriya 

0825000403007100 

0.05 

0.02 

129.34 

0.03 

- 

0.03 

0.05 

0.58 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.040 

0.002 

0.038 

0.076 

200.84 

Over Exploited 

Joshiyon Ki Madri 

0825000703047200 

0.05 

0.02 

331.03 

0.03 

0.01 

0.04 

0.02 

0.25 

- 

- 

- 

- 

0.014 

0.014 

0.014 

0.053 

0.003 

0.050 

0.016 

32.92 

Safe 



0.05 

0.00 

15,892.94 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.00 

1,054.54 

0.00 

0.00 

0.00 

0.01 

0.10 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.006 

0.000 

0.005 

0.008 

148.10 

Over Exploited 

Kagam Darda 

0825000703050600 

0.05 

0.08 

178.24 

0.10 

- 

0.10 

0.04 

0.48 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.116 

0.006 

0.110 

0.108 

98.04 

Critical 

Kakarwa 

0825000403010200 

0.05 

0.10 

########## 

0.12 

0.03 

0.15 

0.03 

0.36 

- 

0.0700 

- 

- 

0.025 

0.095 

0.095 

0.245 

0.012 

0.233 

0.391 

168.01 

Over Exploited 

Kala Kheri Badlawali 

0825000703041100 

0.05 

0.02 

51.23 

0.02 

0.00 

0.02 

0.05 

0.53 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.024 

0.001 

0.023 

0.019 

81.36 

Semi Critical 

Kala Kheri Veeran 

0825000703040900 

0.05 

0.02 

124.00 

0.02 

0.00 

0.02 

0.05 

0.53 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.019 

0.001 

0.018 

0.025 

140.62 

Over Exploited 

Kalan Kheri Khara 

0825000703040600 

0.05 

0.02 

94.60 

0.02 

- 

0.02 

0.05 

0.53 

- 

- 

- 

- 

- 

- 

- 

0.019 

0.001 

0.018 

0.013 

70.59 

Semi Critical 

Kalan Kheri Patiya 

0825000703040500 

0.05 

0.00 

481.46 

0.01 

- 

0.01 

0.02 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.005 

0.004 

67.68 

Safe 



0.05 

0.02 

208.04 

0.02 

- 

0.02 

0.03 

0.35 

- 

- 

- 

- 

- 

- 

- 

0.020 

0.001 

0.019 

0.007 

37.39 

Safe 

Kaleenjar 

0825000403008100 

0.05 

0.11 

82.27 

0.13 

0.01 

0.15 

0.05 

0.57 

- 

0.0600 

- 

- 

0.004 

0.064 

0.064 

0.209 

0.010 

0.198 

0.317 

159.71 

Over Exploited 

Kaloda 

0826000503144400 

0.06 

0.06 

472.75 

0.07 

- 

0.07 

0.02 

0.23 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.082 

0.004 

0.078 

0.140 

178.36 

Over Exploited 

Kamora 

0825000403005000 

0.05 

0.02 

274.80 

0.03 

- 

0.03 

0.03 

0.31 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.039 

0.002 

0.037 

0.064 

172.91 

Over Exploited 

Kandeo Ka Gurha 

0825000503023000 

0.04 

0.02 

67.88 

0.03 

0.00 

0.03 

0.05 

0.53 

- 

- 

- 

- 

0.002 

0.003 

0.003 

0.033 

0.002 

0.031 

0.039 

125.05 

Over Exploited 

Kanooja 

0825000403011500 

0.05 

0.00 

########## 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.000 

- 

- 

0.001 

0.000 

0.001 

0.006 

782.81 

Over Exploited 

Karanji Ka Gurha 

0826000503144600 

0.06 

0.04 

154.27 

0.05 

- 

0.05 

0.05 

0.57 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.060 

0.003 

0.057 

0.071 

125.89 

Over Exploited 

Kariya 

0825000403005200 

0.05 

0.03 

########## 

0.03 

0.01 

0.04 

0.02 

0.26 

- 

0.0100 

- 

- 

0.014 

0.024 

0.024 

0.066 

0.003 

0.063 

0.107 

170.69 

Over Exploited 

Karjiya 

0825000703041200 

0.05 

0.03 

51.94 

0.04 

0.00 

0.04 

0.05 

0.53 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.037 

0.002 

0.035 

0.022 

63.84 

Safe 

Karoli 

0825000703048800 

0.05 

0.15 

194.00 

0.18 

0.02 

0.20 

0.04 

0.50 

- 

0.0500 

- 

- 

0.012 

0.062 

0.062 

0.262 

0.013 

0.249 

0.292 

117.20 

Over Exploited 

Karoli Ki Dhani 

0825000703048700 

0.05 

0.11 

151.39 

0.13 

- 

0.13 

0.04 

0.52 

- 

- 

- 

- 

- 

- 

- 

0.129 

0.006 

0.123 

0.030 

24.70 

Safe 

Keetawaton Ki Bhagal 

0825000403008500 

0.05 

0.05 

(84.93) 

0.05 

- 

0.05 

0.04 

0.52 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.063 

0.003 

0.060 

0.056 

93.76 

Critical 

Kelwara 

0825000403005400 

0.05 

0.17 

########## 

0.21 

0.04 

0.24 

0.05 

0.60 

- 

0.0500 

- 

- 

0.025 

0.075 

0.075 

0.318 

0.016 

0.302 

0.447 

148.21 

Over Exploited 

Kesarpura 

0825000703042100 

0.05 

0.01 

411.77 

0.02 

0.00 

0.02 

0.02 

0.19 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.019 

0.001 

0.018 

0.006 

31.75 

Safe 



0.05 

0.04 

116.79 

0.05 

0.01 

0.06 

0.03 

0.34 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.065 

0.003 

0.062 

0.012 

19.70 

Safe 

Kesooli 

0825000703050100 

0.05 

0.06 

268.86 

0.07 

0.01 

0.08 

0.04 

0.44 

- 

0.0400 

- 

- 

0.003 

0.043 

0.043 

0.124 

0.006 

0.118 

0.240 

203.42 

Over Exploited 

Khamnor 

0825000703047500 

0.05 

0.00 

56,006.05 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

######### 

Over Exploited 

Khedana 

0825000703042200 

0.05 

0.03 

152.20 

0.03 

0.00 

0.03 

0.05 

0.51 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.044 

0.002 

0.042 

0.080 

192.86 

Over Exploited 



0.05 

0.00 

3,054.92 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.000 

- 

- 

0.000 

0.000 

0.000 

0.003 

3,102.28 

Over Exploited 

Khema Khera 

0825000703042000 

0.05 

0.03 

24.15 

0.04 

0.01 

0.05 

0.05 

0.53 

- 

- 

- 

- 

0.015 

0.015 

0.015 

0.064 

0.003 

0.061 

0.017 

27.30 

Safe 

Kheraliya 

0825000703039200 

0.05 

0.00 

5,707.61 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

6,050.19 

Over Exploited 

Kheran 

0825000403005600 

0.05 

0.01 

########## 

0.01 

0.03 

0.04 

0.02 

0.26 

- 

0.0300 

- 

- 

0.025 

0.055 

0.055 

0.091 

0.005 

0.087 

0.151 

174.59 

Over Exploited 

Kheri Veeran 

0825000703041900 

0.05 

0.02 

76.80 

0.02 

- 

0.02 

0.05 

0.53 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.032 

0.002 

0.031 

0.051 

166.76 

Over Exploited 

Kherliya 

0825000403007600 

0.05 

0.07 

265.19 

0.08 

0.01 

0.09 

0.03 

0.36 

- 

0.0500 

- 

- 

0.002 

0.052 

0.052 

0.143 

0.007 

0.135 

0.276 

203.73 

Over Exploited 



0.05 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khetpal Ka Gurha 

0825000703051800 

0.05 

0.00 

3,908.30 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khokha Dhani 

0825000703046200 

0.05 

0.01 

313.09 

0.01 

0.00 

0.01 

0.02 

0.25 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.009 

0.000 

0.008 

0.001 

8.31 

Safe 



0.05 

0.01 

280.99 

0.01 

- 

0.01 

0.02 

0.28 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.000 

0.009 

0.004 

40.47 

Safe 

Khuman Pura 

0825000703041700 

0.05 

0.00 

215.46 

0.00 

- 

0.00 

0.05 

0.53 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.014 

0.046 

336.39 

Over Exploited 

Kiyawas 

0825000703043500 

0.05 

0.01 

448.40 

0.01 

- 

0.01 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.006 

0.019 

304.26 

Over Exploited 



0.05 

0.00 

7,045.64 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kochli 

0825000703043600 

0.05 

0.01 

299.93 

0.01 

0.00 

0.01 

0.02 

0.18 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.009 

0.000 

0.009 

0.015 

168.56 

Over Exploited 

Koda Kara 

0825000403011100 

0.05 

0.03 

########## 

0.03 

0.00 

0.04 

0.03 

0.40 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.062 

0.003 

0.059 

0.092 

155.85 

Over Exploited 

Kodar 

0825000403010100 

0.05 

0.00 

2,878.88 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kooncholi 

0825000703040400 

0.05 

0.06 

181.49 

0.07 

0.01 

0.08 

0.04 

0.43 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.096 

0.005 

0.092 

0.212 

231.90 

Over Exploited 



0.05 

0.00 

1,164.05 

0.00 

- 

0.00 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.013 

0.050 

390.60 

Over Exploited 

Koshiwara 

0825000703037100 

0.05 

0.00 

1,214.02 

0.01 

0.00 

0.01 

0.01 

0.06 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.017 

0.001 

0.017 

0.029 

174.33 

Over Exploited 

Kotela 

0825000703040100 

0.05 

0.07 

75.19 

0.09 

0.01 

0.10 

0.05 

0.52 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.127 

0.006 

0.121 

0.139 

114.44 

Over Exploited 

Kothariya Chak - A 

0825000703045900 

0.05 

0.02 

4,480.51 

0.02 

0.01 

0.03 

0.03 

0.29 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.052 

0.003 

0.049 

0.149 

301.89 

Over Exploited 



0.05 

0.00 

731.74 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.037 

1,777.32 

Over Exploited 



0.05 

0.00 

1,398.08 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.018 

5,205.49 

Over Exploited 



0.05 

0.00 

96,288.40 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kothariya Chak - B 

0825000703046000 

0.05 

0.00 

586.46 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.018 

1,221.12 

Over Exploited 

Koyal 

0825000403006800 

0.05 

0.03 

118.14 

0.04 

0.00 

0.04 

0.05 

0.57 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.049 

0.002 

0.046 

0.079 

171.58 

Over Exploited 

Kumariya Khera 

0825000703042900 

0.05 

0.00 

1,264.79 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.008 

411.59 

Over Exploited 



0.05 

0.01 

604.16 

0.01 

- 

0.01 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.019 

275.54 

Over Exploited 

Kunthwa 

0825000703039800 

0.05 

0.31 

74.27 

0.37 

0.02 

0.39 

0.04 

0.48 

- 

0.0500 

- 

- 

0.010 

0.060 

0.060 

0.450 

0.022 

0.427 

0.271 

63.41 

Safe 

Lai Madri 

0825000703048600 

0.05 

0.04 

290.11 

0.05 

0.01 

0.07 

0.03 

0.37 

- 

0.0500 

- 

- 

0.004 

0.054 

0.054 

0.119 

0.006 

0.113 

0.255 

225.28 

Over Exploited 

Lauseeng 

0826000503144900 

0.06 

0.08 

########## 

0.09 

- 

0.09 

0.03 

0.38 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.104 

0.005 

0.099 

0.064 

64.42 

Safe 

Madrecho Ka Gurha 

0825000703036900 

0.05 

0.09 

41.80 

0.11 

0.01 

0.12 

0.04 

0.52 

- 

0.0100 

- 

- 

0.020 

0.030 

0.030 

0.152 

0.008 

0.144 

0.053 

36.42 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Madrechon Ka Gurha 

082500040300820C 

7.133 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.024 

2.22 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.38 

0.26 

0.28 

0.019 

0.51 

0.74 


Madri Gowaliya 

0825000503019100 

2.129 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.124 

3.33 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.03 

0.05 


Maifawation Ka Was 

0825000403010700 

2.424 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.423 

1.48 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.02 

0.004 

0.31 

0.44 







Non-command 

Gneisses(B.G.C) 

0.182 

1.48 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.04 

0.06 


Maja 

0825000503023400 

8.802 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.802 

3.30 

0.020 

0.05 

0.01 

0.00 

0.00 

0.01 

0.61 

0.38 

0.16 

0.030 

0.48 

0.78 


Majhera 

0825000403004200 

19.933 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.237 

4.51 

0.025 

0.05 

0.01 

0.00 

0.00 

0.01 

0.51 

0.37 

0.17 

0.012 

0.12 

0.17 


Mamadeo Ki Bhagal 

0825000403008600 

0.385 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.369 

1.49 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.05 

0.001 

0.51 

0.72 


Manchra 

0825000403011400 

6.065 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.811 

3.55 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.03 

0.002 

0.07 

0.10 


Mandak Ka Gurha 

0825000703050500 

2.205 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.044 

5.06 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.23 

0.14 

0.07 

0.002 

0.45 

0.71 


Marka 

0825000703036100 

6.335 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.335 

3.19 

0.015 

0.02 

0.00 

0.00 

0.00 

0.04 

0.28 

0.19 

0.08 

0.007 

0.50 

0.75 


Melawari 

0825000403005500 

1.951 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.872 

3.01 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.04 

0.002 

0.26 

0.37 


Modwa 

0825000703046100 

2.407 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.441 

4.19 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.00 

0.002 

0.29 

0.45 






Nandsamand 

Command 

Gneisses(B.G.C) 

0.008 

4.19 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mokela 

0825000703036400 

0.433 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.433 

3.73 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.03 

0.17 

0.001 

0.49 

0.76 


Morcha 

0825000403007900 

9.333 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.457 

1.92 

0.025 

0.03 

0.00 

0.00 

0.00 

0.01 

0.28 

0.20 

0.10 

0.015 

0.32 

0.45 







Non-command 

Gneisses(B.G.C) 

0.336 

1.92 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.00 

0.001 

0.02 

0.03 


Mori 

0826000203079600 

10.338 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.531 

3.34 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.01 

0.002 

0.03 

0.05 


Moyna 

0825000403007400 

2.734 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.072 

3.36 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.12 

0.08 

0.006 

0.41 

0.56 


Mundol 

0825000503021800 

3.162 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.913 

3.15 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.26 

0.15 

0.10 

0.010 

0.45 

0.78 


Namana 

0825000703042800 

3.690 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.604 

3.94 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.04 

0.002 

0.21 

0.35 






Nandsamand 

Command 

Phyllite & Schist 

1.119 

3.94 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.03 

0.001 

0.15 

0.24 


Nandoli 

0825000503024300 

5.866 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.086 

2.94 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.01 






Rajsamand 

Command 

Phyllite & Schist 

0.082 

2.94 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.01 


Nandora 

0825000503023500 

4.498 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.498 

3.97 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.37 

0.24 

0.06 

0.015 

0.48 

0.76 


Nathdwara (M) 

0825000742505000 

12.457 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.909 

4.52 

0.015 

0.26 

0.01 

0.00 

0.00 

0.02 

0.77 

0.50 

0.27 

0.591 

0.31 

0.47 






Nandsamand 

Command 

Gneisses(B.G.C) 

1.535 

4.52 

0.015 

0.05 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.05 

0.115 

0.06 

0.09 


Nedach 

0825000703051700 

4.484 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.584 

3.70 

0.020 

0.06 

0.01 

0.00 

0.00 

0.03 

0.28 

0.18 

0.22 

0.004 

0.41 

0.64 


Negdiya 

0825000703050000 

8.468 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.011 

4.54 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Netawaton Ki Bhagal 

0826000503142900 

3.930 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.834 

2.73 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.11 

0.02 

0.007 

0.27 

0.41 


Nichli Odan 

0825000703047100 

2.806 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.641 

3.98 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.24 

0.15 

0.15 

0.003 

0.45 

0.70 







Non-command 

Gneisses(B.G.C) 

0.004 

3.98 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nogawan 

0825000503024100 

5.987 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.025 

3.43 

0.025 

0.02 

0.00 

0.00 

0.00 

0.01 

0.44 

0.25 

0.05 

0.017 

0.41 

0.71 






Nandsamand 

Command 

Phyllite & Schist 

0.432 

3.43 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.001 

0.04 

0.06 


Oladar 

0825000403005800 

8.303 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.157 

4.17 

0.025 

0.06 

0.01 

0.00 

0.00 

0.00 

0.27 

0.20 

0.22 

0.006 

0.15 

0.20 


Panchawaton Ki Bhagal 

0826000503142800 

2.115 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.231 

2.32 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.04 

0.005 

0.34 

0.51 


Paneriyon Ki Madri 

0825000703040300 

1.437 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.851 

4.87 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.02 

0.001 

0.29 

0.44 






Nandsamand 

Command 

Gneisses(B.G.C) 

0.586 

4.87 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.001 

0.20 

0.30 


Papamal 

0825000703050300 

1.447 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.441 

5.24 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.10 

0.05 

0.002 

0.48 

0.77 


Pasuniya 

0825000703048400 

4.169 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.129 

4.07 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.35 

0.22 

0.08 

0.005 

0.48 

0.74 


Pawana 

0825000403006000 

4.721 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.039 

5.97 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.01 


Peechhoron Ki Bhagal 

0825000403008000 

3.099 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.800 

2.22 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.10 

0.06 

0.008 

0.49 

0.68 


Peepalwas 

0825000703050200 

5.002 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.747 

5.10 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.04 

0.001 

0.07 

0.12 


Peepar 

0826000503144800 

3.378 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.206 

3.74 

0.030 

0.03 

0.00 

0.00 

0.00 

0.00 

0.39 

0.25 

0.08 

0.012 

0.52 

0.80 


Peeparda 

0825000503023900 

12.779 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

12.779 

3.30 

0.020 

0.06 

0.01 

0.00 

0.00 

0.02 

0.87 

0.51 

0.17 

0.044 

0.49 

0.84 


Pharara 

0825000503023200 

16.089 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

16.089 

2.93 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.97 

0.58 

0.05 

0.055 

0.49 

0.81 


Pilana Ki Bhagal 

0826000503142100 

2.474 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.909 

4.66 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.09 

0.03 

0.004 

0.21 

0.32 


Poothol 

0825000503022000 

6.890 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.510 

3.89 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.26 

0.16 

0.05 

0.009 

0.18 

0.30 







Non-command 

Gneisses(B.G.C) 

0.257 

3.89 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.02 

0.03 


Punawali 

0825000503022600 

5.134 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.134 

3.78 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.40 

0.25 

0.07 

0.018 

0.49 

0.78 


Qila Kumbhalgarh 

0825000403004400 

28.389 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.483 

3.28 

0.025 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.01 

0.00 

0.001 

0.01 

0.02 


Rabcha 

0825000703048500 

6.269 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.193 

4.11 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.26 

0.17 

0.05 

0.004 

0.24 

0.38 







Non-command 

Gneisses(B.G.C) 

0.000 

4.11 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rajsamand (M) 

0825000542503000 

29.869 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

13.719 

3.03 

0.025 

0.55 

0.00 

0.00 

0.00 

0.01 

1.58 

0.90 

0.10 

1.610 

0.22 

0.39 







Non-command 

Gneisses(B.G.C) 

4.603 

3.03 

0.020 

0.19 

0.00 

0.00 

0.00 

0.00 

0.47 

0.27 

0.03 

0.540 

0.07 

0.13 






Rajsamand 

Command 

Phyllite & Schist 

1.954 

3.03 

0.025 

0.08 

0.00 

0.00 

0.00 

0.00 

0.23 

0.13 

0.01 

0.229 

0.03 

0.06 


Rakamgarh 

0825000703042300 

1.549 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.549 

4.08 

0.015 

0.02 

0.00 

0.00 

0.00 

0.04 

0.08 

0.05 

0.07 

0.002 

0.49 

0.81 


Ramawaton Ki Bhagal 

0825000403010900 

2.863 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.658 

1.70 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.06 

0.005 

0.30 

0.43 


Ratanawaton Ki Bhagal 

0825000703037300 

7.566 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.035 

3.33 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rawon Ki Gudli 

0825000703039700 

0.897 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.897 

3.82 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.06 

0.04 

0.04 

0.001 

0.49 

0.77 


Roopji Ka Gurha 

0825000703048300 

3.199 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.143 

3.74 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.11 

0.03 

0.003 

0.32 

0.51 


Sahgath Kalan 

0825000503022400 

7.158 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.315 

3.75 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.41 

0.27 

0.04 

0.015 

0.30 

0.46 







Non-command 

Gneisses(B.G.C) 

2.832 

3.75 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.15 

0.03 

0.010 

0.20 

0.30 


Sakroda 

0825000503022800 

12.053 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.273 

3.92 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.01 

0.02 







Non-command 

Gneisses(B.G.C) 

11.780 

3.92 

0.020 

0.04 

0.00 

0.00 

0.00 

0.01 

0.96 

0.57 

0.11 

0.040 

0.48 

0.80 


Sameecha 

0825000403010600 

2.673 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.998 

1.44 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.04 

0.005 

0.39 

0.56 







Non-command 

Gneisses(B.G.C) 

0.004 

1.44 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sandookon Ka Gurha 

0825000403009400 

6.311 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.359 

1.97 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.001 

0.03 

0.04 


Sanga Ka Khera 

0825000703043400 

2.293 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.951 

3.68 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.04 

0.001 

0.20 

0.32 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Madrechon Ka Gurha 

0825000403008200 

0.05 

0.18 

47.93 

0.21 

0.01 

0.23 

0.05 

0.56 

- 

0.0500 

- 

- 

0.007 

0.057 

0.057 

0.284 

0.014 

0.270 

0.297 

110.26 

Over Exploited 

Madri Gowaliya 

0825000503019100 

0.06 

0.00 

2,416.88 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.003 

0.000 

0.003 

0.003 

116.27 

Over Exploited 

Maifawation Ka Was 

0825000403010700 

0.05 

0.02 

(0.16) 

0.03 

- 

0.03 

0.03 

0.33 

- 

- 

- 

- 

- 

- 

- 

0.026 

0.001 

0.025 

0.021 

84.03 

Semi Critical 



0.05 

0.00 

974.95 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Maja 

0825000503023400 

0.04 

0.19 

101.51 

0.22 

0.02 

0.25 

0.05 

0.53 

- 

0.0200 

- 

- 

0.016 

0.036 

0.036 

0.282 

0.014 

0.268 

0.193 

72.21 

Semi Critical 

Majhera 

0825000403004200 

0.05 

0.03 

1,318.72 

0.03 

0.02 

0.05 

0.01 

0.13 

- 

0.0200 

- 

- 

0.015 

0.035 

0.035 

0.087 

0.004 

0.082 

0.180 

218.48 

Over Exploited 

Mamadeo Ki Bhagal 

0825000403008600 

0.05 

0.01 

59.41 

0.01 

- 

0.01 

0.05 

0.55 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.021 

0.001 

0.020 

0.046 

229.92 

Over Exploited 

Manchra 

0825000403011400 

0.05 

0.00 

########## 

0.00 

0.00 

0.00 

0.01 

0.07 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.013 

0.001 

0.013 

0.036 

285.69 

Over Exploited 

Mandak Ka Gurha 

0825000703050500 

0.05 

0.05 

207.11 

0.06 

- 

0.06 

0.04 

0.49 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.066 

0.003 

0.062 

0.074 

119.19 

Over Exploited 

Marka 

0825000703036100 

0.05 

0.16 

16.76 

0.19 

0.04 

0.23 

0.05 

0.55 

- 

0.0100 

- 

- 

0.067 

0.078 

0.078 

0.308 

0.015 

0.292 

0.082 

28.20 

Safe 

Melawari 

0825000403005500 

0.05 

0.01 

389,661.87 

0.01 

- 

0.01 

0.02 

0.28 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.022 

0.040 

183.79 

Over Exploited 

Modwa 

0825000703046100 

0.05 

0.02 

180.18 

0.02 

0.00 

0.03 

0.03 

0.32 

- 

- 

- 

- 

0.000 

0.001 

0.001 

0.026 

0.001 

0.024 

0.005 

19.22 

Safe 



0.05 

0.00 

46,804.90 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mokela 

0825000703036400 

0.05 

0.01 

228.89 

0.01 

0.01 

0.02 

0.05 

0.54 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.053 

0.003 

0.050 

0.168 

334.60 

Over Exploited 

Morcha 

0825000403007900 

0.05 

0.09 

########## 

0.10 

0.01 

0.12 

0.03 

0.35 

- 

0.0200 

- 

- 

0.019 

0.039 

0.039 

0.156 

0.008 

0.148 

0.112 

75.62 

Semi Critical 



0.05 

0.00 

########## 

0.00 

0.01 

0.01 

0.00 

0.02 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.014 

0.001 

0.014 

0.004 

29.02 

Safe 

Mori 

0826000203079600 

0.06 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.014 

1,310.20 

Over Exploited 

Moyna 

0825000403007400 

0.05 

0.04 

14,893.40 

0.05 

0.00 

0.05 

0.04 

0.45 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.059 

0.003 

0.056 

0.081 

144.49 

Over Exploited 

Mundol 

0825000503021800 

0.06 

0.08 

89.10 

0.09 

0.00 

0.10 

0.04 

0.49 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.109 

0.005 

0.104 

0.110 

106.02 

Over Exploited 

Namana 

0825000703042800 

0.05 

0.02 

372.48 

0.02 

0.00 

0.02 

0.02 

0.23 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.028 

0.001 

0.027 

0.038 

142.95 

Over Exploited 



0.05 

0.01 

600.36 

0.01 

0.00 

0.01 

0.01 

0.16 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.015 

0.001 

0.014 

0.026 

186.97 

Over Exploited 

Nandoli 

0825000503024300 

0.06 

0.00 

9,975.63 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

10,351.23 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nandora 

0825000503023500 

0.04 

0.10 

149.17 

0.11 

0.00 

0.12 

0.05 

0.53 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.136 

0.007 

0.129 

0.078 

60.88 

Safe 

Nathdwara (M) 

0825000742505000 

0.05 

0.12 

309.56 

0.15 

0.03 

0.17 

0.03 

0.34 

- 

0.0300 

- 

- 

0.028 

0.058 

0.058 

0.232 

0.012 

0.220 

0.861 

391.09 

Over Exploited 



0.05 

0.00 

2,079.84 

0.01 

0.00 

0.01 

0.01 

0.07 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.016 

0.001 

0.015 

0.167 

1,098.78 

Over Exploited 

Nedach 

0825000703051700 

0.05 

0.07 

########## 

0.09 

0.04 

0.13 

0.04 

0.44 

- 

0.0300 

- 

- 

0.048 

0.078 

0.078 

0.209 

0.010 

0.198 

0.228 

115.05 

Over Exploited 

Negdiya 

0825000703050000 

0.05 

0.00 

175,798.51 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Netawaton Ki Bhagal 

0826000503142900 

0.06 

0.03 

273.89 

0.03 

- 

0.03 

0.02 

0.29 

- 

- 

- 

- 

- 

- 

- 

0.034 

0.002 

0.032 

0.025 

78.13 

Semi Critical 

Nichli Odan 

0825000703047100 

0.05 

0.06 

154.08 

0.07 

0.01 

0.08 

0.04 

0.50 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.116 

0.006 

0.110 

0.149 

135.43 

Over Exploited 



0.05 

0.00 

68,942.72 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nogawan 

0825000503024100 

0.06 

0.12 

106.97 

0.15 

0.01 

0.16 

0.04 

0.45 

- 

0.0100 

- 

- 

0.013 

0.023 

0.023 

0.179 

0.009 

0.170 

0.068 

40.23 

Safe 



0.06 

0.00 

2,242.45 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.004 

432.63 

Over Exploited 

Oladar 

0825000403005800 

0.05 

0.02 

########## 

0.02 

0.01 

0.03 

0.01 

0.16 

- 

0.0200 

- 

- 

0.007 

0.028 

0.028 

0.061 

0.003 

0.058 

0.222 

381.71 

Over Exploited 

Panchawaton Ki Bhagal 

0826000503142800 

0.06 

0.02 

165.01 

0.03 

- 

0.03 

0.03 

0.37 

- 

- 

- 

- 

- 

- 

- 

0.028 

0.001 

0.027 

0.047 

173.19 

Over Exploited 

Paneriyon Ki Madri 

0825000703040300 

0.05 

0.01 

283.29 

0.01 

- 

0.01 

0.03 

0.31 

- 

- 

- 

- 

- 

- 

- 

0.015 

0.001 

0.014 

0.022 

159.11 

Over Exploited 



0.05 

0.01 

378.76 

0.01 

- 

0.01 

0.02 

0.22 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.013 

193.13 

Over Exploited 

Papamal 

0825000703050300 

0.05 

0.04 

184.96 

0.04 

- 

0.04 

0.04 

0.53 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.052 

0.003 

0.050 

0.052 

104.10 

Over Exploited 

Pasuniya 

0825000703048400 

0.05 

0.10 

########## 

0.12 

0.01 

0.13 

0.05 

0.52 

- 

0.0100 

- 

- 

0.009 

0.019 

0.019 

0.144 

0.007 

0.137 

0.084 

61.22 

Safe 

Pawana 

0825000403006000 

0.05 

0.00 

51,009.99 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

40,998.84 

Over Exploited 

Peechhoron Ki Bhagal 

0825000403008000 

0.05 

0.07 

(46.51) 

0.08 

- 

0.08 

0.04 

0.53 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.091 

0.005 

0.086 

0.069 

79.86 

Semi Critical 

Peepalwas 

0825000703050200 

0.05 

0.00 

1,852.48 

0.00 

- 

0.00 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.013 

0.041 

324.30 

Over Exploited 

Peepar 

0826000503144800 

0.06 

0.09 

166.42 

0.11 

- 

0.11 

0.05 

0.56 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.124 

0.006 

0.118 

0.096 

82.07 

Semi Critical 

Peeparda 

0825000503023900 

0.04 

0.27 

85.95 

0.33 

0.03 

0.36 

0.05 

0.53 

- 

0.0200 

- 

- 

0.028 

0.048 

0.048 

0.404 

0.020 

0.383 

0.217 

56.58 

Safe 

Pharara 

0825000503023200 

0.04 

0.34 

69.28 

0.41 

0.01 

0.42 

0.05 

0.53 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.439 

0.022 

0.417 

0.101 

24.30 

Safe 

Pilana Ki Bhagal 

0826000503142100 

0.06 

0.01 

613.95 

0.01 

- 

0.01 

0.02 

0.23 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.022 

0.034 

151.42 

Over Exploited 

Poothol 

0825000503022000 

0.06 

0.03 

479.31 

0.03 

0.00 

0.03 

0.02 

0.20 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.046 

0.002 

0.044 

0.060 

135.19 

Over Exploited 



0.04 

0.00 

5,657.89 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

2,945.74 

Over Exploited 

Punawali 

0825000503022600 

0.04 

0.11 

129.07 

0.13 

0.01 

0.14 

0.05 

0.54 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.157 

0.008 

0.149 

0.092 

61.35 

Safe 

Qila Kumbhalgarh 

0825000403004400 

0.05 

0.00 

########## 

0.00 

0.03 

0.03 

0.00 

0.01 

- 

- 

- 

- 

0.041 

0.041 

0.041 

0.069 

0.003 

0.066 

0.001 

2.01 

Safe 

Rabcha 

0825000703048500 

0.05 

0.04 

327.12 

0.05 

0.01 

0.06 

0.02 

0.27 

- 

0.0100 

- 

- 

0.013 

0.023 

0.023 

0.079 

0.004 

0.075 

0.052 

69.32 

Safe 



0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rajsamand (M) 

0825000542503000 

0.06 

0.18 

389.59 

0.22 

0.01 

0.23 

0.02 

0.25 

- 

0.0100 

- 

- 

0.014 

0.024 

0.024 

0.253 

0.013 

0.241 

1.706 

708.99 

Over Exploited 



0.04 

0.02 

1,655.66 

0.02 

0.00 

0.02 

0.01 

0.08 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.023 

0.001 

0.022 

0.572 

2,638.09 

Over Exploited 



0.06 

0.00 

3,382.75 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0008 

0.0010 

- 

0.002 

0.002 

0.006 

0.000 

0.006 

0.242 

4,000.50 

Over Exploited 

Rakamgarh 

0825000703042300 

0.05 

0.04 

26.64 

0.05 

0.04 

0.08 

0.05 

0.53 

- 

0.0100 

- 

- 

0.053 

0.063 

0.063 

0.144 

0.007 

0.137 

0.075 

54.72 

Safe 

Ramawaton Ki Bhagal 

0825000403010900 

0.05 

0.02 

########## 

0.03 

0.00 

0.03 

0.03 

0.33 

- 

0.0100 

- 

- 

0.006 

0.015 

0.015 

0.048 

0.002 

0.046 

0.068 

147.19 

Over Exploited 

Ratanawaton Ki Bhagal 

0825000703037300 

0.05 

0.00 

29,502.45 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rawon Ki Gudli 

0825000703039700 

0.05 

0.02 

63.74 

0.03 

0.01 

0.03 

0.05 

0.53 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.049 

0.002 

0.047 

0.037 

79.51 

Semi Critical 

Roopji Ka Gurha 

0825000703048300 

0.05 

0.04 

210.16 

0.04 

0.00 

0.04 

0.03 

0.35 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.042 

0.002 

0.040 

0.028 

68.26 

Safe 

Sahgath Kalan 

0825000503022400 

0.06 

0.08 

244.92 

0.09 

0.00 

0.10 

0.03 

0.33 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.104 

0.005 

0.099 

0.055 

55.32 

Safe 



0.04 

0.02 

491.44 

0.03 

0.00 

0.03 

0.02 

0.22 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.031 

0.002 

0.029 

0.038 

128.82 

Over Exploited 

Sakroda 

0825000503022800 

0.06 

0.00 

8,780.07 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

1,905.73 

Over Exploited 



0.04 

0.25 

131.99 

0.30 

0.01 

0.30 

0.05 

0.52 

- 

0.0200 

- 

- 

0.012 

0.032 

0.032 

0.337 

0.017 

0.320 

0.152 

47.67 

Safe 

Sameecha 

0825000403010600 

0.05 

0.04 

########## 

0.05 

0.00 

0.05 

0.04 

0.43 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.067 

0.003 

0.064 

0.049 

77.66 

Semi Critical 



0.05 

0.00 

60,832.32 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sandookon Ka Gurha 

0825000403009400 

0.05 

0.00 

737,033.56 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.018 

3,546.71 

Over Exploited 

Sanga Ka Khera 

0825000703043400 

0.05 

0.01 

415.20 

0.01 

- 

0.01 

0.02 

0.22 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.011 

0.037 

336.21 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 






Nandsamand 

Command 

Phyllite & Schist 

0.165 

3.68 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.03 

0.06 


Sangaat Khurd 

082500040300690C 

5.911 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.365 

3.63 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.01 

0.004 

0.12 

0.18 







Non-command 

Gneisses(B.G.C) 

4.541 

3.63 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.34 

0.22 

0.02 

0.012 

0.39 

0.58 


Sangath 

0826000503144700 

4.327 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.261 

3.74 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.39 

0.25 

0.05 

0.013 

0.42 

0.64 


Sapol 

0825000503018600 

13.449 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.994 

2.24 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.04 

0.003 

0.04 

0.05 


Satlewa 

0825000703036600 

0.526 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.526 

3.73 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.05 

0.001 

0.49 

0.76 


Saya Ka Khera 

0825000703036200 

12.218 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

11.951 

3.17 

0.015 

0.11 

0.02 

0.00 

0.00 

0.01 

0.64 

0.44 

0.42 

0.014 

0.50 

0.73 


Semal 

0825000703050700 

9.172 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.122 

3.36 

0.020 

0.08 

0.01 

0.00 

0.00 

0.01 

0.68 

0.43 

0.32 

0.011 

0.49 

0.78 


Shankarpura 

0825000503024000 

1.400 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

3.51 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

1.400 

3.51 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.10 

0.06 

0.03 

0.005 

0.49 

0.85 


Sharah Magri 

0825000703042500 

0.611 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.002 

4.05 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

0.609 

4.05 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.01 

0.001 

0.48 

0.78 


Shishoda Kalan 

0825000703036500 

0.507 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.507 

3.81 

0.015 

0.09 

0.02 

0.00 

0.00 

0.00 

0.10 

0.06 

0.36 

0.001 

0.49 

0.76 


Shishoda Khurd 

0825000703039500 

1.375 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.375 

3.72 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.10 

0.06 

0.13 

0.002 

0.49 

0.76 


Shishodiyon Ka Gurha 

0825000403006600 

1.396 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.396 

3.18 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.07 

0.004 

0.53 

0.74 


Shivsingh Ka Gurha 

0825000703051600 

2.331 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.510 

4.19 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.001 

0.11 

0.18 


Shyampura 

0825000703041600 

0.481 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.481 

3.76 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.05 

0.001 

0.48 

0.79 


Sinya 

0825000403005100 

6.702 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.086 

2.23 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.09 

0.06 

0.006 

0.16 

0.25 


Sirohi Ki Bhagal 

0825000703035800 

4.045 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.011 

1.76 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

3.546 

1.76 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.07 

0.004 

0.45 

0.65 


Sogri Ki Bhagal 

0825000703035700 

5.096 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.460 

1.54 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.05 

0.005 

0.46 

0.66 


Sundarcha 

0825000503021500 

6.243 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.173 

3.36 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.02 







Non-command 

Gneisses(B.G.C) 

6.048 

3.36 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.43 

0.25 

0.09 

0.021 

0.47 

0.82 


Suratpura 

0825000703041800 

0.422 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.422 

3.96 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.04 

0.000 

0.49 

0.81 


Taladari 

0825000403008900 

7.742 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.335 

1.90 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.06 

0.15 

0.004 

0.09 

0.14 


Tarot 

0825000503022700 

3.554 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.935 

4.04 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.01 

0.003 

0.13 

0.21 







Non-command 

Gneisses(B.G.C) 

2.567 

4.04 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.13 

0.02 

0.009 

0.35 

0.58 


Tatol 

0825000703047300 

7.759 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.358 

3.67 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.01 

0.002 

0.08 

0.13 


Tejpuriya 

0825000503023800 

0.536 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.536 

3.84 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.002 

0.48 

0.80 


Ter Ka Bhilwara 

0826000503143100 

2.916 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.814 

3.84 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.14 

0.03 

0.007 

0.36 

0.55 


Thoriya 

0825000403006200 

13.980 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.021 

2.69 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

5.151 

2.69 

0.020 

0.05 

0.01 

0.00 

0.00 

0.02 

0.30 

0.23 

0.19 

0.014 

0.19 

0.26 


Tunkra Khurd 

0825000503021400 

1.145 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.407 

2.42 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.17 

0.30 







Non-command 

Gneisses(B.G.C) 

0.732 

2.42 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.003 

0.31 

0.55 


Ulpura Nadwala 

0825000703042700 

2.943 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.916 

2.54 

0.020 

0.01 

0.00 

0.00 

0.00 

0.02 

0.09 

0.06 

0.05 

0.002 

0.31 

0.50 







Non-command 

Gneisses(B.G.C) 

0.084 

2.54 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 






Nandsamand 

Command 

Phyllite & Schist 

0.908 

2.54 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.03 

0.001 

0.15 

0.23 


Umarda Talai 

0825000703040800 

1.980 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.818 

4.00 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.01 

0.002 

0.44 

0.69 






Nandsamand 

Command 

Gneisses(B.G.C) 

0.161 

4.00 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.04 

0.06 


Untharda 

0825000703043800 

2.986 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.187 

2.38 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.03 

0.05 







Non-command 

Gneisses(B.G.C) 

0.494 

2.38 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.08 

0.12 


Unwas 

0825000703048200 

5.713 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.597 

3.98 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.50 

0.31 

0.23 

0.007 

0.48 

0.75 


Upli Odan 

0825000703047000 

12.006 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.215 

3.85 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.58 

0.37 

0.12 

0.009 

0.29 

0.45 







Non-command 

Gneisses(B.G.C) 

2.433 

3.85 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.03 

0.003 

0.10 

0.15 


Usar 

0825000403011200 

2.577 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.992 

2.62 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.17 

0.12 

0.20 

0.005 

0.39 

0.57 


Usarwas 

0825000703039300 

10.625 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.854 

3.52 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.23 

0.15 

0.12 

0.005 

0.18 

0.27 


Uthron Ki Bhagal 

0825000403009300 

3.807 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.521 

2.28 

0.025 

0.06 

0.01 

0.00 

0.00 

0.00 

0.14 

0.09 

0.22 

0.004 

0.22 

0.32 


Warni Ki Bhagal 

0825000703048100 

3.657 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.805 

3.55 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.00 

0.002 

0.24 

0.38 


Was 

0826000503142700 

0.953 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.953 

2.11 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.07 

0.004 

0.58 

0.88 

07001010 

Ajaypura 

0826000203080500 

1.405 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.099 

2.40 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.04 

0.06 


Amraji Ka Gurha 

0826000503143200 

5.286 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.506 

3.70 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.002 

0.05 

0.08 


Angor Ki Bhagal 

0825000703047900 

2.004 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.679 

4.27 

0.020 

0.01 

0.00 

0.00 

0.00 

0.02 

0.14 

0.09 

0.02 

0.002 

0.43 

0.66 


Antri 

0825000403009900 

8.564 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.499 

1.96 

0.025 

0.03 

0.01 

0.00 

0.00 

0.00 

0.34 

0.22 

0.08 

0.018 

0.37 

0.56 


Atdoomba 

0825000403011000 

3.864 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.012 

2.12 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Awani 

0826000203077300 

5.780 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.966 

2.80 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.25 

0.17 

0.10 

0.017 

0.40 

0.60 


Bagar 

0826000203069800 

19.242 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.526 

2.52 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.05 

0.011 

0.06 

0.09 


Bagda 

0826000203077200 

2.886 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.255 

2.94 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.06 

0.009 

0.45 

0.68 


Bagol 

0825000703040200 

10.378 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.504 

4.28 

0.020 

0.00 

0.00 

0.00 

0.00 

0.04 

0.01 

0.00 

0.01 

0.001 

0.02 

0.04 







Non-command 

Gneisses(B.G.C) 

2.122 

4.28 

0.015 

0.01 

0.00 

0.00 

0.00 

0.05 

0.10 

0.06 

0.05 

0.003 

0.10 

0.15 


Baguni 

0826000203075700 

2.452 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.018 

4.16 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 



0826000303085900 

3.764 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.004 

3.67 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Balicha 

0825000703048000 

4.625 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.587 

3.29 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.26 

0.16 

0.08 

0.004 

0.39 

0.60 


Banokra 

0825000403012600 

4.221 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.530 

3.56 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.27 

0.18 

0.19 

0.007 

0.31 

0.46 


Bara Bhanuja 

0825000703037600 

9.165 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.151 

4.36 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.11 

0.07 

0.10 

0.001 

0.06 

0.09 







Non-command 

Gneisses(B.G.C) 

7.610 

4.36 

0.015 

0.14 

0.02 

0.00 

0.00 

0.01 

0.61 

0.41 

0.54 

0.009 

0.42 

0.63 


Baran 

0825000403009800 

6.938 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.163 

2.26 

0.025 

0.05 

0.01 

0.00 

0.00 

0.01 

0.32 

0.22 

0.18 

0.014 

0.35 

0.54 


Bardara 

0825000403004800 

9.790 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.493 

2.16 

0.025 

0.02 

0.00 

0.00 

0.00 

0.01 

0.47 

0.31 

0.04 

0.023 

0.42 

0.65 


Bargaon 

0826000203073800 

3.725 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.723 

4.12 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.33 

0.22 

0.07 

0.016 

0.54 

0.80 





Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.05 

0.00 

2,494.86 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

2,155.01 

Over Exploited 

Sangaat Khurd 

082500040300690C 

0.05 

0.01 

934.78 

0.01 

- 

0.01 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.000 

0.009 

0.012 

129.67 

Over Exploited 



0.05 

0.09 

159.25 

0.10 

0.00 

0.10 

0.04 

0.42 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.106 

0.005 

0.101 

0.030 

30.19 

Safe 

Sangath 

0826000503144700 

0.06 

0.08 

221.18 

0.09 

- 

0.09 

0.04 

0.46 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.104 

0.005 

0.099 

0.061 

61.35 

Safe 

Sapol 

0825000503018600 

0.04 

0.00 

2,183.94 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.002 

0.000 

0.002 

0.043 

1,961.51 

Over Exploited 

Satlewa 

0825000703036600 

0.05 

0.01 

97.79 

0.02 

- 

0.02 

0.05 

0.53 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.025 

0.001 

0.024 

0.052 

213.85 

Over Exploited 

Saya Ka Khera 

0825000703036200 

0.05 

0.30 

(83,698.11) 

0.35 

0.03 

0.39 

0.05 

0.55 

- 

0.0800 

- 

- 

0.020 

0.100 

0.100 

0.489 

0.024 

0.464 

0.431 

92.89 

Critical 

Semal 

0825000703050700 

0.05 

0.23 

88.72 

0.27 

0.02 

0.29 

0.04 

0.54 

- 

0.0600 

- 

- 

0.008 

0.068 

0.068 

0.357 

0.018 

0.339 

0.328 

96.73 

Critical 

Shankarpura 

0825000503024000 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.03 

95.20 

0.04 

0.01 

0.04 

0.05 

0.53 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.051 

0.003 

0.049 

0.036 

73.61 

Semi Critical 

Sharah Magri 

0825000703042500 

0.05 

0.00 

93,265.65 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.01 

54.99 

0.02 

- 

0.02 

0.05 

0.53 

- 

- 

- 

- 

- 

- 

- 

0.018 

0.001 

0.017 

0.010 

57.96 

Safe 

Shishoda Kalan 

0825000703036500 

0.05 

0.01 

411.74 

0.01 

0.02 

0.03 

0.05 

0.53 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.105 

0.005 

0.100 

0.362 

363.13 

Over Exploited 

Shishoda Khurd 

0825000703039500 

0.05 

0.03 

85.18 

0.04 

0.01 

0.05 

0.05 

0.54 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.070 

0.004 

0.067 

0.132 

196.88 

Over Exploited 

Shishodiyon Ka Gurha 

0825000403006600 

0.05 

0.04 

108.77 

0.04 

0.00 

0.05 

0.05 

0.58 

- 

0.0100 

- 

- 

0.004 

0.015 

0.015 

0.061 

0.003 

0.058 

0.070 

120.05 

Over Exploited 

Shivsingh Ka Gurha 

0825000703051600 

0.05 

0.00 

821.89 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.003 

0.015 

432.56 

Over Exploited 

Shyampura 

0825000703041600 

0.05 

0.01 

96.58 

0.01 

- 

0.01 

0.05 

0.53 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.024 

0.001 

0.023 

0.050 

217.60 

Over Exploited 

Sinya 

0825000403005100 

0.05 

0.02 

429.97 

0.02 

- 

0.02 

0.02 

0.18 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.031 

0.002 

0.029 

0.061 

208.99 

Over Exploited 

Sirohi Ki Bhagal 

0825000703035800 

0.05 

0.00 

36,146.23 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.08 

(4.56) 

0.08 

0.00 

0.08 

0.04 

0.49 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.095 

0.005 

0.090 

0.070 

77.67 

Semi Critical 

Sogri Ki Bhagal 

0825000703035700 

0.05 

0.10 

(23.92) 

0.08 

0.00 

0.08 

0.04 

0.50 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.096 

0.005 

0.092 

0.056 

61.45 

Safe 

Sundarcha 

0825000503021500 

0.06 

0.00 

5,057.88 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.005 

0.000 

0.005 

0.004 

73.56 

Semi Critical 



0.04 

0.13 

98.59 

0.15 

0.01 

0.16 

0.05 

0.52 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.173 

0.009 

0.164 

0.108 

65.66 

Safe 

Suratpura 

0825000703041800 

0.05 

0.01 

105.12 

0.01 

- 

0.01 

0.05 

0.53 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.012 

0.040 

346.99 

Over Exploited 

Taladari 

0825000403008900 

0.05 

0.01 

########## 

0.01 

0.01 

0.02 

0.01 

0.10 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.047 

0.002 

0.045 

0.151 

336.31 

Over Exploited 

Tarot 

0825000503022700 

0.06 

0.01 

695.10 

0.01 

0.00 

0.01 

0.01 

0.14 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.010 

0.000 

0.009 

0.013 

141.35 

Over Exploited 



0.04 

0.04 

232.31 

0.05 

0.00 

0.05 

0.03 

0.39 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.050 

0.002 

0.047 

0.031 

65.47 

Safe 

Tatol 

0825000703047300 

0.05 

0.01 

1,007.00 

0.01 

- 

0.01 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.016 

236.01 

Over Exploited 

Tejpuriya 

0825000503023800 

0.04 

0.01 

118.11 

0.01 

- 

0.01 

0.05 

0.53 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.013 

0.002 

14.15 

Safe 

Ter Ka Bhilwara 

0826000503143100 

0.06 

0.04 

184.77 

0.04 

- 

0.04 

0.03 

0.39 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.055 

0.003 

0.052 

0.037 

71.00 

Semi Critical 

Thoriya 

0825000403006200 

0.05 

0.00 

771,312.95 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.05 

########## 

0.06 

0.03 

0.08 

0.02 

0.21 

- 

0.0200 

- 

- 

0.023 

0.043 

0.043 

0.127 

0.006 

0.121 

0.206 

170.32 

Over Exploited 

Tunkra Khurd 

0825000503021400 

0.06 

0.00 

229.14 

0.01 

0.00 

0.01 

0.02 

0.19 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

0.000 

0.005 

0.007 

135.30 

Over Exploited 



0.04 

0.01 

97.86 

0.01 

0.00 

0.01 

0.03 

0.34 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.013 

0.001 

0.013 

0.016 

121.08 

Over Exploited 

Ulpura Nadwala 

0825000703042700 

0.05 

0.03 

89.87 

0.04 

0.02 

0.05 

0.03 

0.35 

- 

0.0100 

- 

- 

0.024 

0.034 

0.034 

0.087 

0.004 

0.082 

0.052 

63.40 

Safe 



0.05 

0.00 

3,350.02 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

4,689.67 

Over Exploited 



0.05 

0.01 

411.37 

0.01 

0.00 

0.01 

0.01 

0.16 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.011 

0.001 

0.010 

0.026 

252.97 

Over Exploited 

Umarda Talai 

0825000703040800 

0.05 

0.04 

74.91 

0.05 

0.00 

0.05 

0.04 

0.49 

- 

- 

- 

- 

0.000 

- 

- 

0.048 

0.002 

0.046 

0.008 

17.75 

Safe 



0.05 

0.00 

1,890.41 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Untharda 

0825000703043800 

0.05 

0.00 

1,886.27 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

1,290.24 

Over Exploited 



0.05 

0.00 

476.76 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.010 

425.31 

Over Exploited 

Unwas 

0825000703048200 

0.05 

0.13 

133.17 

0.16 

0.01 

0.17 

0.04 

0.52 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.213 

0.011 

0.202 

0.237 

117.12 

Over Exploited 

Upli Odan 

0825000703047000 

0.05 

0.11 

251.64 

0.13 

0.01 

0.14 

0.03 

0.32 

- 

0.0200 

- 

- 

0.014 

0.034 

0.034 

0.170 

0.008 

0.161 

0.126 

77.89 

Semi Critical 



0.05 

0.01 

715.77 

0.01 

0.00 

0.01 

0.01 

0.11 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.025 

0.001 

0.024 

0.033 

139.04 

Over Exploited 

Usar 

0825000403011200 

0.05 

0.04 

198.17 

0.05 

0.01 

0.06 

0.04 

0.43 

- 

0.0400 

- 

- 

0.003 

0.043 

0.043 

0.102 

0.005 

0.097 

0.207 

214.83 

Over Exploited 

Usarwas 

0825000703039300 

0.05 

0.03 

337.33 

0.04 

0.00 

0.04 

0.02 

0.19 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.068 

0.003 

0.064 

0.128 

198.36 

Over Exploited 

Uthron Ki Bhagal 

0825000403009300 

0.05 

0.02 

504,119.36 

0.02 

0.01 

0.03 

0.02 

0.24 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.069 

0.003 

0.066 

0.222 

338.37 

Over Exploited 

Warni Ki Bhagal 

0825000703048100 

0.05 

0.02 

273.20 

0.03 

- 

0.03 

0.02 

0.26 

- 

- 

- 

- 

- 

- 

- 

0.026 

0.001 

0.025 

0.006 

24.51 

Safe 

Was 

0826000503142700 

0.06 

0.03 

65.93 

0.04 

0.00 

0.04 

0.05 

0.63 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.049 

0.002 

0.047 

0.076 

161.00 

Over Exploited 

Ajaypura 

0826000203080500 

0.06 

0.00 

38,093.23 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Amraji Ka Gurha 

0826000503143200 

0.06 

0.00 

2,219.24 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.002 

108.59 

Over Exploited 

Angor Ki Bhagal 

0825000703047900 

0.05 

0.04 

142.42 

0.04 

0.02 

0.06 

0.04 

0.47 

- 

- 

- 

- 

0.025 

0.025 

0.025 

0.086 

0.004 

0.081 

0.020 

24.58 

Safe 

Antri 

0825000403009900 

0.05 

0.12 

########## 

0.14 

0.01 

0.15 

0.03 

0.40 

- 

0.0200 

- 

- 

0.006 

0.025 

0.025 

0.180 

0.009 

0.171 

0.102 

59.66 

Safe 

Atdoomba 

0825000403011000 

0.05 

0.00 

187,968.04 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Awani 

0826000203077300 

0.06 

0.09 

871,615.66 

0.11 

- 

0.11 

0.04 

0.43 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.130 

0.007 

0.124 

0.119 

95.84 

Critical 

Bagar 

0826000203069800 

0.06 

0.01 

921.09 

0.01 

- 

0.01 

0.01 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.021 

0.001 

0.020 

0.065 

326.90 

Over Exploited 

Bagda 

0826000203077200 

0.06 

0.06 

87,181.34 

0.07 

0.00 

0.07 

0.04 

0.49 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.080 

0.004 

0.076 

0.069 

91.49 

Critical 

Bagol 

0825000703040200 

0.05 

0.00 

587.05 

0.00 

0.04 

0.04 

0.00 

0.03 

- 

- 

- 

- 

0.055 

0.055 

0.055 

0.093 

0.005 

0.088 

0.015 

16.58 

Safe 



0.05 

0.01 

518.08 

0.01 

0.05 

0.06 

0.01 

0.11 

- 

0.0100 

- 

- 

0.069 

0.079 

0.079 

0.137 

0.007 

0.130 

0.057 

43.34 

Safe 

Baguni 

0826000203075700 

0.06 

0.00 

22,634.84 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 


0826000303085900 

0.04 

0.00 

186,573.54 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Balicha 

0825000703048000 

0.05 

0.07 

132.69 

0.08 

0.00 

0.08 

0.04 

0.42 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.095 

0.005 

0.090 

0.079 

87.61 

Semi Critical 

Banokra 

0825000403012600 

0.05 

0.04 

########## 

0.05 

0.01 

0.06 

0.03 

0.34 

- 

0.0400 

- 

- 

0.000 

0.040 

0.040 

0.098 

0.005 

0.093 

0.196 

211.01 

Over Exploited 

Bara Bhanuja 

0825000703037600 

0.05 

0.00 

########## 

0.00 

0.01 

0.01 

0.01 

0.07 

- 

0.0200 

- 

- 

0.015 

0.035 

0.035 

0.049 

0.002 

0.047 

0.098 

209.39 

Over Exploited 



0.05 

0.16 

155.34 

0.19 

0.03 

0.22 

0.04 

0.46 

- 

0.1000 

- 

- 

0.016 

0.116 

0.116 

0.338 

0.017 

0.321 

0.546 

169.95 

Over Exploited 

Baran 

0825000403009800 

0.05 

0.09 

########## 

0.10 

0.02 

0.12 

0.03 

0.39 

- 

0.0300 

- 

- 

0.011 

0.041 

0.041 

0.163 

0.008 

0.155 

0.190 

122.96 

Over Exploited 

Bardara 

0825000403004800 

0.05 

0.18 

(63,560.99) 

0.21 

0.01 

0.22 

0.04 

0.46 

- 

- 

- 

- 

0.010 

0.010 

0.010 

0.227 

0.011 

0.215 

0.065 

30.30 

Safe 

Bargaon 

0826000203073800 

0.06 

0.12 

81.46 

0.14 

0.00 

0.15 

0.05 

0.58 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.156 

0.008 

0.148 

0.088 

59.04 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Barwara 

082600020307300C 

6.214 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.713 

2.15 

0.020 

0.07 

0.02 

0.00 

0.00 

0.01 

0.16 

0.11 

0.28 

0.011 

0.24 

0.35 


Basliya 

082600020307690C 

6.635 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.165 

3.23 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.43 

0.28 

0.14 

0.026 

0.53 

0.81 


Basna 

082600020307270C 

1.841 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.841 

2.87 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.04 

0.008 

0.52 

0.77 


Bateri 

0826000203070800 

2.080 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.080 

3.32 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.17 

0.11 

0.15 

0.009 

0.47 

0.70 


Baton Ka Gurha 

0826000203074100 

1.049 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.887 

4.49 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.02 

0.004 

0.44 

0.65 


Bawada 

0825000403012400 

2.331 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.895 

3.61 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.12 

0.04 

0.005 

0.41 

0.61 


Behra 

0826000203081000 

5.818 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.497 

2.95 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.002 

0.05 

0.08 


Berki Bhagal 

0826000203078900 

3.064 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.064 

2.33 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.17 

0.11 

0.10 

0.013 

0.58 

0.87 


Bhainsa Kamed 

0825000703037000 

4.235 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.947 

3.44 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.12 

0.08 

0.11 

0.002 

0.23 

0.35 


Bhanpura 

0826000203069900 

7.203 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.877 

2.94 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.49 

0.31 

0.37 

0.029 

0.43 

0.68 


Bhat Madra 

0826000203078200 

2.212 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.212 

3.15 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.18 

0.12 

0.18 

0.009 

0.57 

0.87 


Bhaton Ka Sayra 

0826000203070500 

15.923 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.691 

4.05 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.49 

0.34 

0.14 

0.024 

0.17 

0.25 


Bishma 

0826000203074400 

2.143 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.140 

4.59 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.26 

0.18 

0.28 

0.009 

0.50 

0.73 


Bokhara 

0826000203070300 

47.239 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.522 

3.22 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.02 

0.006 

0.02 

0.02 


Borawali Madri 

0826000203072300 

8.047 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.872 

4.38 

0.020 

0.04 

0.00 

0.00 

0.00 

0.01 

0.72 

0.49 

0.10 

0.033 

0.51 

0.76 


Brahmanon Ka Kalwana 

0826000203070700 

6.281 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.281 

3.50 

0.020 

0.10 

0.02 

0.00 

0.00 

0.00 

0.52 

0.35 

0.36 

0.026 

0.47 

0.70 


Chak Jhalar 

0826000203078700 

0.952 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.950 

2.40 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.01 

0.004 

0.57 

0.87 


Chalwa 

0826000203079000 

2.695 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.527 

2.40 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.11 

0.011 

0.54 

0.82 


Chaptelon Ki Bhagal 

0825000403011300 

2.863 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.032 

3.09 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Charnon Ki Madar 

0825000703038000 

2.544 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.271 

3.14 

0.020 

0.04 

0.01 

0.00 

0.00 

0.07 

0.11 

0.07 

0.14 

0.003 

0.48 

0.72 







Non-command 

Gneisses(B.G.C) 

0.130 

3.14 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.01 

0.000 

0.03 

0.04 


Chatiya Kheri 

0826000203079900 

0.810 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.810 

4.40 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.09 

0.003 

0.58 

0.88 


Chheepala 

0826000203077400 

8.947 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.253 

2.25 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.22 

0.15 

0.10 

0.018 

0.28 

0.42 


Chhota Bhanuja 

0825000703037500 

2.869 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.791 

3.77 

0.015 

0.13 

0.02 

0.00 

0.00 

0.00 

0.27 

0.18 

0.50 

0.003 

0.49 

0.74 


Chundawaton Ka Gurha 

0826000203077700 

2.591 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.584 

2.99 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.11 

0.07 

0.011 

0.58 

0.88 


Dabun 

0825000703047600 

5.451 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.791 

4.21 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.44 

0.28 

0.19 

0.006 

0.43 

0.67 


Dadiya 

0826000203080300 

6.155 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.119 

2.96 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.21 

0.14 

0.11 

0.013 

0.29 

0.45 


Delwariya 

0825000403009700 

7.005 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.760 

3.11 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.54 

0.35 

0.05 

0.019 

0.45 

0.69 


Deoron Ki Bhagal 

0825000403011800 

2.725 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.636 

3.53 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.11 

0.02 

0.004 

0.30 

0.44 


Dhanwara 

0825000703038600 

3.412 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.412 

4.62 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.25 

0.16 

0.04 

0.004 

0.50 

0.77 


Dheerji Ka Gurha 

0826000203080100 

1.263 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.263 

3.94 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.10 

0.07 

0.03 

0.005 

0.58 

0.88 


Dhikora 

0826000203070000 

8.975 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.783 

3.29 

0.020 

0.10 

0.02 

0.00 

0.00 

0.00 

0.59 

0.38 

0.35 

0.033 

0.40 

0.61 


Dhol 

0826000203073900 

11.448 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

11.283 

3.94 

0.020 

0.10 

0.01 

0.00 

0.00 

0.01 

0.97 

0.65 

0.35 

0.047 

0.54 

0.81 


Dhoondhi 

0826000203073100 

2.604 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.604 

1.92 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.14 

0.09 

0.17 

0.011 

0.55 

0.83 


Dingari 

0826000203077000 

2.443 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.632 

3.27 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.09 

0.12 

0.007 

0.38 

0.58 


Diyan 

0826000203070900 

4.869 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.869 

3.29 

0.020 

0.08 

0.02 

0.00 

0.00 

0.00 

0.38 

0.25 

0.28 

0.020 

0.47 

0.70 


Dowas 

0825000403010000 

5.862 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.477 

1.94 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.12 

0.02 

0.010 

0.30 

0.44 


Dulawaton Ka Gurha 

0826000203078600 

0.739 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.739 

2.59 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.03 

0.003 

0.57 

0.87 


Fatehpur 

0825000703038100 

10.113 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.871 

3.88 

0.020 

0.14 

0.02 

0.00 

0.00 

0.00 

0.73 

0.48 

0.57 

0.009 

0.42 

0.63 







Non-command 

Gneisses(B.G.C) 

0.118 

3.88 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.000 

0.01 

0.01 


Gadliya 

0826000303086000 

9.131 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.050 

3.68 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gadriya Ka Gurha 

0826000503143300 

4.889 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.852 

3.57 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.54 

0.35 

0.07 

0.019 

0.56 

0.85 


Gaon Gurha 

0825000703035900 

8.032 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.055 

2.37 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 







Non-command 

Gneisses(B.G.C) 

1.262 

2.37 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.06 

0.001 

0.08 

0.12 


Gayphal 

0826000203071400 

7.077 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.051 

4.07 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.64 

0.44 

0.27 

0.029 

0.49 

0.72 


Gehloton Ka Gurha 

0826000203079100 

2.624 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.064 

2.34 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.08 

0.009 

0.45 

0.69 


Ghanawal 

0826000203071200 

11.856 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.125 

3.18 

0.020 

0.07 

0.01 

0.00 

0.00 

0.01 

0.51 

0.34 

0.26 

0.030 

0.29 

0.43 


Godon Ka Gurha 

0826000203073400 

1.480 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.479 

3.26 

0.020 

0.02 

0.01 

0.00 

0.00 

0.00 

0.11 

0.07 

0.08 

0.006 

0.57 

0.85 


Gogunda 

0826000203080000 

6.900 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.031 

4.11 

0.020 

0.23 

0.02 

0.00 

0.00 

0.00 

0.62 

0.41 

0.44 

0.349 

0.42 

0.64 


Guman 

0826000203073700 

7.710 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.359 

3.72 

0.020 

0.04 

0.01 

0.00 

0.00 

0.01 

0.57 

0.38 

0.14 

0.031 

0.52 

0.77 


Gundali 

0826000203072500 

5.066 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.787 

3.59 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.40 

0.27 

0.25 

0.020 

0.47 

0.69 


Hathniyawar 

0826000203073200 

5.830 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.076 

2.43 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.24 

0.16 

0.21 

0.017 

0.39 

0.59 


Jarpha 

0825000403012100 

3.501 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.922 

4.08 

0.025 

0.02 

0.00 

0.00 

0.00 

0.01 

0.21 

0.14 

0.07 

0.005 

0.28 

0.41 


Jaswant Garh 

0826000203078800 

4.212 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.073 

2.33 

0.020 

0.11 

0.02 

0.00 

0.00 

0.00 

0.28 

0.18 

0.42 

0.017 

0.56 

0.85 


Jelani 

0826000203078300 

1.104 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.855 

3.39 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.02 

0.004 

0.44 

0.66 







Non-command 

Erinpura Granite 

0.052 

3.39 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.04 


Jemli 

0826000203071500 

8.483 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.483 

4.49 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.84 

0.57 

0.30 

0.035 

0.50 

0.73 


Jeta ran 

0825000403009500 

7.252 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.946 

2.13 

0.025 

0.06 

0.01 

0.00 

0.00 

0.00 

0.42 

0.27 

0.22 

0.019 

0.44 

0.69 


Jhadoli 

0826000203078500 

2.555 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.451 

3.01 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.17 

0.11 

0.12 

0.010 

0.55 

0.83 


Jhalon Ka Kalwana 

0826000203070600 

6.000 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.000 

4.20 

0.020 

0.10 

0.01 

0.00 

0.00 

0.01 

0.58 

0.40 

0.38 

0.025 

0.48 

0.71 


Jodha Ka Talab 

0826000503144100 

1.109 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.109 

3.17 

0.030 

0.05 

0.01 

0.00 

0.00 

0.00 

0.15 

0.10 

0.19 

0.004 

0.55 

0.84 


Jorma 

0826000203070100 

3.937 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.156 

3.30 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.25 

0.16 

0.20 

0.013 

0.37 

0.56 


Joshiyon Ki Madri 

0825000703047200 

4.298 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.355 

4.15 

0.020 

0.00 

0.00 

0.00 

0.00 

0.10 

0.01 

0.01 

0.01 

0.002 

0.15 

0.24 






Nandsamand 

Command 

Phyllite & Schist 

0.018 

4.15 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Junjarpura 

0826000203080600 

2.565 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.780 

2.55 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.003 

0.18 

0.27 


Kachhwa 

0826000203081300 

3.362 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.266 

4.55 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.001 

0.05 

0.07 


Kadmal 

0826000503144500 

6.393 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.393 

3.69 

0.030 

0.06 

0.01 

0.00 

0.00 

0.02 

0.74 

0.49 

0.20 

0.025 

0.55 

0.85 


Kagti 

0826000203076300 

1.344 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.344 

3.50 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.05 

0.006 

0.56 

0.85 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Barwara 

0826000203073000 

0.06 

0.04 

########## 

0.05 

0.03 

0.07 

0.02 

0.26 

- 

0.0500 

- 

- 

0.008 

0.059 

0.059 

0.129 

0.006 

0.123 

0.295 

240.63 

Over Exploited 

Basliya 

0826000203076900 

0.06 

0.20 

42.15 

0.24 

0.01 

0.25 

0.05 

0.58 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.283 

0.014 

0.269 

0.170 

63.14 

Safe 

Basna 

0826000203072700 

0.06 

0.06 

34.97 

0.07 

- 

0.07 

0.05 

0.57 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.079 

0.004 

0.075 

0.050 

65.85 

Safe 

Bateri 

0826000203070800 

0.06 

0.06 

90.97 

0.07 

0.01 

0.08 

0.04 

0.51 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.111 

0.006 

0.105 

0.163 

154.63 

Over Exploited 

Baton Ka Gurha 

0826000203074100 

0.06 

0.02 

3,328.86 

0.02 

- 

0.02 

0.04 

0.48 

- 

- 

- 

- 

- 

- 

- 

0.025 

0.001 

0.023 

0.022 

93.22 

Critical 

Bawada 

0825000403012400 

0.05 

0.04 

214.20 

0.05 

- 

0.05 

0.04 

0.45 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.057 

0.003 

0.054 

0.045 

83.50 

Semi Critical 

Behra 

0826000203081000 

0.06 

0.00 

269,908.67 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.002 

198.60 

Over Exploited 

Berki Bhagal 

0826000203078900 

0.06 

0.11 

6.57 

0.11 

- 

0.11 

0.05 

0.63 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.124 

0.006 

0.117 

0.115 

97.78 

Critical 

Bhainsa Kamed 

0825000703037000 

0.05 

0.02 

255.86 

0.03 

0.01 

0.04 

0.02 

0.25 

- 

0.0200 

- 

- 

0.001 

0.022 

0.022 

0.059 

0.003 

0.056 

0.113 

202.18 

Over Exploited 

Bhanpura 

0826000203069900 

0.06 

0.18 

73.95 

0.22 

0.01 

0.23 

0.04 

0.47 

- 

0.0700 

- 

- 

0.001 

0.071 

0.071 

0.298 

0.015 

0.283 

0.395 

139.26 

Over Exploited 

Bhat Madra 

0826000203078200 

0.06 

0.08 

53.79 

0.09 

0.01 

0.10 

0.05 

0.62 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.125 

0.006 

0.119 

0.189 

159.44 

Over Exploited 

Bhaton Ka Sayra 

0826000203070500 

0.06 

0.06 

474.25 

0.07 

0.01 

0.08 

0.02 

0.19 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.111 

0.006 

0.105 

0.162 

154.00 

Over Exploited 

Bishma 

0826000203074400 

0.06 

0.06 

171.57 

0.08 

0.01 

0.09 

0.04 

0.55 

- 

0.0500 

- 

- 

0.000 

0.050 

0.050 

0.138 

0.007 

0.131 

0.285 

217.02 

Over Exploited 

Bokhara 

0826000203070300 

0.06 

0.00 

5,173.14 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.024 

1,543.62 

Over Exploited 

Borawali Madri 

0826000203072300 

0.06 

0.24 

219,515.48 

0.29 

0.01 

0.30 

0.05 

0.56 

- 

0.0200 

- 

- 

0.008 

0.028 

0.028 

0.324 

0.016 

0.307 

0.136 

44.20 

Safe 

Brahmanon Ka Kalwana 

0826000203070700 

0.06 

0.18 

94.49 

0.22 

0.02 

0.24 

0.04 

0.52 

- 

0.0700 

- 

- 

0.002 

0.072 

0.072 

0.309 

0.015 

0.294 

0.386 

131.57 

Over Exploited 

Chak Jhalar 

0826000203078700 

0.06 

0.03 

(9.01) 

0.03 

- 

0.03 

0.05 

0.63 

- 

- 

- 

- 

- 

- 

- 

0.030 

0.002 

0.029 

0.010 

34.99 

Safe 

Chalwa 

0826000203079000 

0.06 

0.08 

6,503.10 

0.10 

0.00 

0.10 

0.05 

0.59 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.115 

0.006 

0.109 

0.125 

114.27 

Over Exploited 

Chaptelon Ki Bhagal 

0825000403011300 

0.05 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Charnon Ki Madar 

0825000703038000 

0.05 

0.06 

26.55 

0.07 

0.08 

0.14 

0.04 

0.52 

- 

0.0300 

- 

- 

0.101 

0.131 

0.131 

0.275 

0.014 

0.261 

0.147 

56.21 

Safe 



0.05 

0.00 

(1,623.12) 

0.00 

0.01 

0.01 

0.00 

0.03 

- 

- 

- 

- 

0.015 

0.015 

0.015 

0.025 

0.001 

0.024 

0.006 

25.41 

Safe 

Chatiya Kheri 

0826000203079900 

0.06 

0.03 

111.38 

0.03 

0.00 

0.03 

0.05 

0.63 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.054 

0.003 

0.051 

0.093 

181.64 

Over Exploited 

Chheepala 

0826000203077400 

0.06 

0.07 

4,578.12 

0.08 

- 

0.08 

0.03 

0.30 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.089 

0.004 

0.084 

0.114 

134.90 

Over Exploited 

Chhota Bhanuja 

0825000703037500 

0.05 

0.07 

160.01 

0.08 

0.02 

0.10 

0.04 

0.53 

- 

0.0600 

- 

- 

0.001 

0.061 

0.061 

0.162 

0.008 

0.154 

0.501 

325.27 

Over Exploited 

Chundawaton Ka Gurha 

0826000203077700 

0.06 

0.09 

26.00 

0.11 

0.00 

0.11 

0.05 

0.63 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.123 

0.006 

0.117 

0.083 

71.00 

Semi Critical 

Dabun 

0825000703047600 

0.05 

0.10 

171.23 

0.13 

0.01 

0.14 

0.04 

0.47 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.177 

0.009 

0.168 

0.198 

117.35 

Over Exploited 

Dadiya 

0826000203080300 

0.06 

0.06 

269,632.07 

0.07 

- 

0.07 

0.03 

0.32 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.086 

0.004 

0.082 

0.127 

155.47 

Over Exploited 

Delwariya 

0825000403009700 

0.05 

0.15 

133.35 

0.18 

0.00 

0.18 

0.04 

0.49 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.199 

0.010 

0.189 

0.065 

34.15 

Safe 

Deoron Ki Bhagal 

0825000403011800 

0.05 

0.02 

330.52 

0.03 

0.00 

0.03 

0.03 

0.33 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.031 

0.002 

0.030 

0.025 

85.76 

Semi Critical 

Dhanwara 

0825000703038600 

0.05 

0.09 

88.70 

0.10 

- 

0.10 

0.05 

0.55 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.113 

0.006 

0.107 

0.046 

42.89 

Safe 

Dheerji Ka Gurha 

0826000203080100 

0.06 

0.04 

54.74 

0.05 

0.01 

0.06 

0.05 

0.63 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.077 

0.004 

0.073 

0.035 

48.33 

Safe 

Dhikora 

0826000203070000 

0.06 

0.19 

104.98 

0.22 

0.02 

0.24 

0.04 

0.43 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.315 

0.016 

0.299 

0.386 

128.99 

Over Exploited 

Dhol 

0826000203073900 

0.06 

0.37 

75.55 

0.44 

0.02 

0.46 

0.05 

0.59 

- 

0.0700 

- 

- 

0.012 

0.082 

0.082 

0.542 

0.027 

0.515 

0.395 

76.71 

Semi Critical 

Dhoondhi 

0826000203073100 

0.06 

0.09 

7.01 

0.09 

0.01 

0.10 

0.05 

0.60 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.134 

0.007 

0.127 

0.180 

141.75 

Over Exploited 

Dingari 

0826000203077000 

0.06 

0.04 

48,933.14 

0.05 

- 

0.05 

0.04 

0.42 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.065 

0.003 

0.062 

0.127 

205.29 

Over Exploited 

Diyan 

0826000203070900 

0.06 

0.14 

83.98 

0.16 

0.02 

0.18 

0.04 

0.51 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.234 

0.012 

0.223 

0.303 

136.33 

Over Exploited 

Dowas 

0825000403010000 

0.05 

0.05 

(122,505.17) 

0.06 

0.00 

0.06 

0.03 

0.33 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.064 

0.003 

0.061 

0.033 

53.16 

Safe 

Dulawaton Ka Gurha 

0826000203078600 

0.06 

0.03 

24.08 

0.03 

- 

0.03 

0.05 

0.63 

- 

- 

- 

- 

- 

- 

- 

0.031 

0.002 

0.029 

0.033 

113.26 

Over Exploited 

Fatehpur 

0825000703038100 

0.05 

0.16 

########## 

0.20 

0.02 

0.22 

0.04 

0.45 

- 

0.1100 

- 

- 

0.006 

0.115 

0.115 

0.335 

0.017 

0.318 

0.576 

181.16 

Over Exploited 



0.05 

0.00 

12,321.73 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

14,543.26 

Over Exploited 

Gadliya 

0826000303086000 

0.04 

0.00 

40,287.19 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gadriya Ka Gurha 

0826000503143300 

0.06 

0.16 

127.80 

0.19 

- 

0.19 

0.05 

0.61 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.197 

0.010 

0.187 

0.091 

48.57 

Safe 

Gaon Gurha 

0825000703035900 

0.05 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

38,571.75 

Over Exploited 



0.05 

0.01 

645.68 

0.01 

- 

0.01 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.015 

0.056 

369.73 

Over Exploited 

Gayphal 

0826000203071400 

0.06 

0.21 

9.12 

0.25 

0.01 

0.26 

0.04 

0.53 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.311 

0.016 

0.295 

0.299 

101.42 

Over Exploited 

Gehloton Ka Gurha 

0826000203079100 

0.06 

0.06 

35.57 

0.07 

- 

0.07 

0.04 

0.50 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.078 

0.004 

0.074 

0.093 

124.89 

Over Exploited 

Ghanawal 

0826000203071200 

0.06 

0.11 

########## 

0.14 

0.02 

0.15 

0.03 

0.31 

- 

0.0500 

- 

- 

0.009 

0.059 

0.059 

0.211 

0.011 

0.200 

0.292 

145.88 

Over Exploited 

Godon Ka Gurha 

0826000203073400 

0.06 

0.05 

39.33 

0.06 

0.01 

0.07 

0.05 

0.62 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.091 

0.005 

0.086 

0.090 

104.74 

Over Exploited 

Gogunda 

0826000203080000 

0.06 

0.13 

271,730.82 

0.15 

0.02 

0.17 

0.04 

0.46 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.254 

0.013 

0.242 

0.793 

328.47 

Over Exploited 

Guman 

0826000203073700 

0.06 

0.23 

66.59 

0.28 

0.02 

0.29 

0.05 

0.56 

- 

0.0300 

- 

- 

0.009 

0.039 

0.039 

0.331 

0.017 

0.314 

0.169 

53.70 

Safe 

Gundali 

0826000203072500 

0.06 

0.14 

(0.20) 

0.16 

0.01 

0.18 

0.04 

0.51 

- 

0.0500 

- 

- 

0.004 

0.054 

0.054 

0.230 

0.012 

0.219 

0.272 

124.40 

Over Exploited 

Hathniyawar 

0826000203073200 

0.06 

0.08 

425,300.43 

0.10 

0.01 

0.11 

0.04 

0.43 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.149 

0.007 

0.142 

0.228 

160.61 

Over Exploited 

Jarpha 

0825000403012100 

0.05 

0.03 

########## 

0.03 

0.01 

0.04 

0.03 

0.30 

- 

0.0100 

- 

- 

0.009 

0.019 

0.019 

0.056 

0.003 

0.053 

0.072 

135.67 

Over Exploited 

Jaswant Garh 

0826000203078800 

0.06 

0.14 

32.20 

0.17 

0.02 

0.19 

0.05 

0.61 

- 

0.0500 

- 

- 

0.004 

0.055 

0.055 

0.243 

0.012 

0.230 

0.435 

188.76 

Over Exploited 

Jelani 

0826000203078300 

0.06 

0.02 

97.97 

0.03 

- 

0.03 

0.04 

0.48 

- 

- 

- 

- 

- 

- 

- 

0.027 

0.001 

0.026 

0.022 

83.62 

Semi Critical 



0.05 

0.00 

3,215.87 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jemli 

0826000203071500 

0.06 

0.26 

122.86 

0.31 

0.01 

0.32 

0.04 

0.54 

- 

0.0600 

- 

- 

0.006 

0.066 

0.066 

0.386 

0.019 

0.367 

0.336 

91.64 

Critical 

Jeta ran 

0825000403009500 

0.05 

0.15 

74.22 

0.19 

0.01 

0.20 

0.04 

0.48 

- 

0.0400 

- 

- 

0.002 

0.042 

0.042 

0.239 

0.012 

0.227 

0.237 

104.56 

Over Exploited 

Jhadoli 

0826000203078500 

0.06 

0.08 

38.93 

0.10 

0.01 

0.10 

0.05 

0.60 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.124 

0.006 

0.117 

0.130 

110.86 

Over Exploited 

Jhalon Ka Kalwana 

0826000203070600 

0.06 

0.17 

127.31 

0.21 

0.02 

0.23 

0.04 

0.52 

- 

0.0700 

- 

- 

0.015 

0.085 

0.085 

0.315 

0.016 

0.299 

0.403 

134.89 

Over Exploited 

Jodha Ka Talab 

0826000503144100 

0.06 

0.03 

173.57 

0.04 

0.01 

0.05 

0.05 

0.60 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.093 

0.005 

0.088 

0.196 

222.83 

Over Exploited 

Jorma 

0826000203070100 

0.06 

0.07 

130.51 

0.08 

0.01 

0.09 

0.03 

0.40 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.134 

0.007 

0.127 

0.215 

168.95 

Over Exploited 

Joshiyon Ki Madri 

0825000703047200 

0.05 

0.01 

(46.23) 

0.01 

0.10 

0.11 

0.01 

0.17 

- 

- 

- 

- 

0.155 

0.156 

0.156 

0.267 

0.013 

0.254 

0.013 

4.96 

Safe 



0.05 

0.00 

55,188.07 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.000 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Junjarpura 

0826000203080600 

0.06 

0.01 

217.65 

0.01 

- 

0.01 

0.02 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.000 

0.009 

0.015 

162.28 

Over Exploited 

Kachhwa 

0826000203081300 

0.06 

0.00 

2,951.98 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.026 

3,106.80 

Over Exploited 

Kadmal 

0826000503144500 

0.06 

0.20 

139.57 

0.24 

0.03 

0.27 

0.05 

0.60 

- 

0.0400 

- 

- 

0.025 

0.065 

0.065 

0.334 

0.017 

0.318 

0.223 

70.17 

Semi Critical 

Kagti 

0826000203076300 

0.06 

0.05 

46.63 

0.05 

0.00 

0.06 

0.05 

0.61 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.072 

0.004 

0.068 

0.054 

78.31 

Semi Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Kakan Ka Gurha 

082600020307970C 

2.889 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.108 

3.88 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.03 


Kakarwa 

0825000403010200 

9.874 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.064 

1.97 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Kalji Ka Gurha 

0826000203081100 

1.977 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.514 

3.81 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.02 

0.006 

0.44 

0.68 


Kaloda 

0826000503144400 

12.759 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.359 

3.26 

0.030 

0.05 

0.01 

0.00 

0.00 

0.00 

0.76 

0.49 

0.18 

0.029 

0.30 

0.47 


Kalthana 

0825000403004700 

8.897 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.383 

2.17 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.12 

0.03 

0.009 

0.17 

0.28 


Kama 

0825000703038200 

3.824 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.535 

4.95 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.28 

0.19 

0.14 

0.003 

0.34 

0.52 







Non-command 

Gneisses(B.G.C) 

1.289 

4.95 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.06 

0.002 

0.17 

0.26 


Kamba 

0826000203069700 

4.369 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.936 

3.18 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.29 

0.18 

0.19 

0.016 

0.41 

0.64 


Kamol 

0826000203072200 

7.905 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.863 

4.54 

0.020 

0.11 

0.02 

0.00 

0.00 

0.01 

0.80 

0.54 

0.41 

0.033 

0.51 

0.75 


Kamora 

0825000403005000 

3.554 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.003 

2.65 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kandon Ka Gurha 

0825000703037400 

4.732 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.012 

3.59 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

4.518 

3.59 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.25 

0.17 

0.07 

0.005 

0.48 

0.72 


Kanji Ka Gurha 

0826000203071600 

4.332 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.332 

4.69 

0.020 

0.04 

0.00 

0.00 

0.00 

0.01 

0.44 

0.30 

0.13 

0.018 

0.49 

0.71 


Kanooja 

0825000403011500 

13.672 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.194 

2.34 

0.025 

0.01 

0.00 

0.00 

0.00 

0.04 

0.22 

0.15 

0.04 

0.011 

0.16 

0.23 


Karai 

0825000703037800 

6.726 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.717 

5.41 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.02 

0.001 

0.05 

0.08 







Non-command 

Gneisses(B.G.C) 

4.410 

5.41 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.39 

0.26 

0.10 

0.005 

0.34 

0.50 


Karanji Ka Gurha 

0826000503144600 

1.405 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.033 

3.46 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Karda 

0826000203072800 

12.884 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

12.877 

2.88 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.82 

0.55 

0.27 

0.054 

0.54 

0.81 


Kathar 

0826000503143900 

6.294 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.494 

2.68 

0.030 

0.05 

0.01 

0.00 

0.00 

0.00 

0.40 

0.26 

0.19 

0.017 

0.40 

0.60 


Keshar 

0825000403011700 

10.171 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.273 

3.48 

0.025 

0.04 

0.00 

0.00 

0.00 

0.02 

0.66 

0.45 

0.13 

0.020 

0.35 

0.51 


Khakhri 

0826000203080400 

5.779 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.500 

2.58 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.21 

0.14 

0.09 

0.015 

0.35 

0.53 


Khakhron Ka Gurha 

0826000203073300 

2.949 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.949 

2.73 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.20 

0.13 

0.13 

0.012 

0.56 

0.84 


Khamnor 

0825000703047500 

4.077 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.999 

3.36 

0.020 

0.15 

0.02 

0.00 

0.00 

0.01 

0.39 

0.25 

0.59 

0.005 

0.48 

0.74 


Khera Ki Bhagal 

0825000703038400 

1.292 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.288 

4.06 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.08 

0.002 

0.53 

0.80 


Kheraliya 

0825000703039200 

2.996 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.922 

3.65 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.19 

0.12 

0.14 

0.003 

0.47 

0.74 


Kheri 

0825000703038900 

5.063 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.063 

3.40 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.22 

0.14 

0.07 

0.004 

0.30 

0.46 







Non-command 

Gneisses(B.G.C) 

1.950 

3.40 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.04 

0.002 

0.19 

0.29 


Kodar 

0825000403010100 

2.185 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.383 

1.91 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.09 

0.13 


Koshiwara 

0825000703037100 

12.776 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

11.278 

3.46 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.63 

0.42 

0.23 

0.013 

0.44 

0.66 


Kotela 

0825000703040100 

3.061 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.010 

3.90 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kotra 

0825000403004600 

13.506 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.184 

2.33 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 


Kucholi 

0825000403012300 

5.867 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.618 

3.63 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.45 

0.31 

0.11 

0.013 

0.39 

0.58 


Kumharwas 

0826000203076200 

0.722 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.722 

3.53 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.08 

0.003 

0.56 

0.84 


Kundal 

0826000503143700 

2.489 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.331 

2.75 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.05 

0.005 

0.31 

0.46 


Kundwon Ka Gurha 

0826000203071000 

1.191 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.191 

3.33 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.08 

0.005 

0.47 

0.70 


Kunthwa 

0825000703039800 

16.062 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.482 

3.71 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.03 

0.002 

0.04 

0.07 


Lakhmawaton Ka Gurha 

0825000403012500 

2.220 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.994 

3.24 

0.025 

0.04 

0.01 

0.00 

0.00 

0.01 

0.18 

0.12 

0.16 

0.005 

0.46 

0.69 


Lyau 

0826000203076600 

1.542 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.542 

3.45 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.08 

0.006 

0.57 

0.86 


Machind 

0825000703037900 

17.454 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.586 

5.46 

0.020 

0.02 

0.00 

0.00 

0.00 

0.02 

0.28 

0.19 

0.06 

0.003 

0.08 

0.11 







Non-command 

Gneisses(B.G.C) 

10.141 

5.46 

0.015 

0.06 

0.01 

0.00 

0.00 

0.03 

0.85 

0.57 

0.21 

0.012 

0.30 

0.45 


Madar 

0826000203071700 

5.617 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.098 

4.51 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.30 

0.21 

0.07 

0.013 

0.27 

0.39 


Madawa 

0826000203076000 

1.965 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.965 

3.92 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.11 

0.07 

0.008 

0.56 

0.85 


Madrecho Ka Gurha 

0825000703036900 

4.020 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.150 

3.43 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.03 


Madri Devasthan 

0826000203074300 

1.234 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.234 

4.60 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.14 

0.10 

0.15 

0.005 

0.51 

0.75 


Maga 

0826000203069600 

33.963 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.283 

3.08 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.00 

0.01 


Majawari 

0826000203080200 

4.355 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.195 

3.24 

0.020 

0.11 

0.02 

0.00 

0.00 

0.00 

0.36 

0.24 

0.41 

0.018 

0.56 

0.85 


Malida 

0825000703038800 

3.842 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.672 

3.67 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.21 

0.14 

0.08 

0.003 

0.34 

0.53 







Non-command 

Gneisses(B.G.C) 

1.170 

3.67 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.03 

0.001 

0.15 

0.23 


Manchra 

0825000403011400 

6.065 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.509 

3.55 

0.025 

0.03 

0.00 

0.00 

0.00 

0.01 

0.25 

0.17 

0.10 

0.007 

0.21 

0.30 


Maroowas 

0826000503143600 

3.565 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.428 

2.79 

0.030 

0.02 

0.00 

0.00 

0.00 

0.01 

0.30 

0.20 

0.07 

0.013 

0.55 

0.83 


Mokhara 

0825000703037200 

5.052 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.986 

3.45 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.29 

0.19 

0.15 

0.006 

0.49 

0.74 


Molela 

0825000703039000 

10.739 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.608 

3.43 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.27 

0.18 

0.11 

0.004 

0.16 

0.25 







Non-command 

Gneisses(B.G.C) 

7.131 

3.43 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.40 

0.26 

0.18 

0.008 

0.32 

0.50 


Mori 

0826000203079600 

10.338 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.333 

3.34 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.12 

0.06 

0.010 

0.13 

0.20 


Nahron Ka Guda 

0826000203076800 

5.520 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.520 

3.23 

0.020 

0.07 

0.01 

0.00 

0.00 

0.01 

0.41 

0.27 

0.26 

0.023 

0.57 

0.86 


Nandeshma 

0826000203076700 

11.306 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

11.086 

3.36 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.80 

0.53 

0.21 

0.046 

0.56 

0.84 


Nangaji Ka Gurha 

0826000203076500 

1.555 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.555 

3.43 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.07 

0.006 

0.57 

0.86 


Nayon Ka Gurha 

0826000203083900 

0.808 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.158 

4.56 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.11 

0.17 


Neekor 

0826000203071100 

4.128 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.078 

3.30 

0.020 

0.07 

0.02 

0.00 

0.00 

0.00 

0.32 

0.21 

0.27 

0.017 

0.46 

0.70 


Netawaton Ki Bhagal 

0826000503142900 

3.930 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.922 

2.73 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.01 

0.004 

0.14 

0.21 


Nichli Odan 

0825000703047100 

2.806 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.012 

3.98 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Obra Kalan 

0826000203079300 

3.694 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.683 

2.74 

0.020 

0.15 

0.02 

0.00 

0.00 

0.03 

0.30 

0.20 

0.56 

0.015 

0.58 

0.88 


Obra Khurd 

0826000203079200 

2.942 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.941 

2.47 

0.020 

0.08 

0.01 

0.00 

0.00 

0.01 

0.21 

0.14 

0.31 

0.012 

0.58 

0.88 


Odonka Guda 

0826000203077100 

4.283 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.276 

3.22 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.17 

0.11 

0.10 

0.010 

0.30 

0.46 


Ora 

0825000403011600 

11.564 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.086 

2.26 

0.025 

0.03 

0.01 

0.00 

0.00 

0.05 

0.38 

0.26 

0.11 

0.019 

0.30 

0.45 


Padrara 

0826000203074500 

8.872 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.670 

4.79 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.50 

0.34 

0.22 

0.020 

0.27 

0.39 


Palasama 

0826000203071300 

10.875 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.295 

3.48 

0.020 

0.12 

0.02 

0.00 

0.00 

0.00 

0.81 

0.55 

0.44 

0.043 

0.45 

0.67 


Palchh 

0826000203072600 

3.760 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.760 

3.26 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.28 

0.19 

0.19 

0.016 

0.51 

0.76 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Kakan Ka Gurha 

0826000203079700 

0.06 

0.00 

3,753.22 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kakarwa 

0825000403010200 

0.05 

0.00 

19,816.48 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

33,159.39 

Over Exploited 

Kalji Ka Gurha 

0826000203081100 

0.06 

0.04 

9,041.08 

0.05 

- 

0.05 

0.04 

0.49 

- 

- 

- 

- 

- 

- 

- 

0.047 

0.002 

0.045 

0.024 

54.62 

Safe 

Kaloda 

0826000503144400 

0.06 

0.13 

286.02 

0.15 

0.01 

0.16 

0.03 

0.33 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.182 

0.009 

0.173 

0.209 

120.45 

Over Exploited 

Kalthana 

0825000403004700 

0.05 

0.03 

320,922.70 

0.03 

- 

0.03 

0.02 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.035 

0.002 

0.033 

0.034 

103.67 

Over Exploited 

Kama 

0825000703038200 

0.05 

0.04 

320.21 

0.05 

0.01 

0.06 

0.03 

0.37 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.093 

0.005 

0.088 

0.143 

162.10 

Over Exploited 



0.05 

0.01 

577.57 

0.01 

- 

0.01 

0.02 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.022 

0.062 

275.63 

Over Exploited 

Kamba 

0826000203069700 

0.06 

0.10 

89.73 

0.12 

0.01 

0.13 

0.04 

0.44 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.166 

0.008 

0.158 

0.208 

131.93 

Over Exploited 

Kamol 

0826000203072200 

0.06 

0.24 

124.37 

0.29 

0.03 

0.32 

0.05 

0.55 

- 

0.0800 

- 

- 

0.013 

0.093 

0.093 

0.411 

0.021 

0.390 

0.445 

114.03 

Over Exploited 

Kamora 

0825000403005000 

0.05 

0.00 

181,464.51 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kandon Ka Gurha 

0825000703037400 

0.05 

0.00 

67,215.97 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.11 

57.25 

0.13 

0.01 

0.14 

0.04 

0.52 

- 

0.0100 

- 

- 

0.014 

0.024 

0.024 

0.163 

0.008 

0.155 

0.071 

46.13 

Safe 

Kanji Ka Gurha 

0826000203071600 

0.06 

0.13 

136.95 

0.15 

0.01 

0.16 

0.04 

0.53 

- 

0.0200 

- 

- 

0.010 

0.030 

0.030 

0.190 

0.009 

0.180 

0.150 

83.28 

Semi Critical 

Kanooja 

0825000403011500 

0.05 

0.03 

########## 

0.04 

0.04 

0.08 

0.01 

0.17 

- 

0.0100 

- 

- 

0.057 

0.066 

0.066 

0.143 

0.007 

0.136 

0.049 

36.40 

Safe 

Karai 

0825000703037800 

0.05 

0.00 

########## 

0.00 

0.00 

0.00 

0.00 

0.06 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.004 

0.000 

0.003 

0.019 

540.08 

Over Exploited 



0.05 

0.07 

253.17 

0.09 

- 

0.09 

0.03 

0.37 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.109 

0.005 

0.103 

0.107 

103.87 

Over Exploited 

Karanji Ka Gurha 

0826000503144600 

0.06 

0.00 

9,301.48 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Karda 

0826000203072800 

0.06 

0.42 

30.14 

0.50 

0.01 

0.52 

0.05 

0.59 

- 

0.0500 

- 

- 

0.007 

0.057 

0.057 

0.577 

0.029 

0.548 

0.326 

59.47 

Safe 

Kathar 

0826000503143900 

0.06 

0.10 

260,749.18 

0.12 

0.01 

0.13 

0.04 

0.43 

- 

0.0400 

- 

- 

0.007 

0.047 

0.047 

0.180 

0.009 

0.171 

0.205 

120.02 

Over Exploited 

Keshar 

0825000403011700 

0.05 

0.13 

########## 

0.15 

0.02 

0.17 

0.03 

0.38 

- 

0.0200 

- 

- 

0.024 

0.044 

0.044 

0.212 

0.011 

0.201 

0.152 

75.59 

Semi Critical 

Khakhri 

0826000203080400 

0.06 

0.07 

78,389.85 

0.09 

- 

0.09 

0.03 

0.38 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.099 

0.005 

0.094 

0.105 

111.48 

Over Exploited 

Khakhron Ka Gurha 

0826000203073300 

0.06 

0.10 

33.81 

0.12 

0.00 

0.12 

0.05 

0.61 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.141 

0.007 

0.134 

0.138 

103.39 

Over Exploited 

Khamnor 

0825000703047500 

0.05 

0.10 

160.23 

0.12 

0.03 

0.14 

0.04 

0.52 

- 

0.0700 

- 

- 

0.011 

0.081 

0.081 

0.224 

0.011 

0.213 

0.596 

279.43 

Over Exploited 

Khera Ki Bhagal 

0825000703038400 

0.05 

0.03 

137.60 

0.04 

- 

0.04 

0.05 

0.58 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.051 

0.003 

0.049 

0.081 

165.34 

Over Exploited 

Kheraliya 

0825000703039200 

0.05 

0.07 

75.40 

0.08 

0.01 

0.09 

0.05 

0.52 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.127 

0.006 

0.121 

0.141 

117.25 

Over Exploited 

Kheri 

0825000703038900 

0.05 

0.05 

211.63 

0.05 

0.01 

0.06 

0.03 

0.32 

- 

0.0100 

- 

- 

0.010 

0.021 

0.021 

0.082 

0.004 

0.078 

0.077 

97.87 

Critical 



0.05 

0.02 

272.53 

0.02 

0.00 

0.03 

0.02 

0.21 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.031 

0.002 

0.029 

0.038 

130.62 

Over Exploited 

Kodar 

0825000403010100 

0.05 

0.00 

596.18 

0.00 

0.00 

0.00 

0.01 

0.10 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.004 

0.000 

0.003 

0.001 

31.10 

Safe 

Koshiwara 

0825000703037100 

0.05 

0.25 

68.50 

0.30 

0.01 

0.31 

0.04 

0.48 

- 

0.0400 

- 

- 

0.006 

0.046 

0.046 

0.356 

0.018 

0.338 

0.246 

72.81 

Semi Critical 

Kotela 

0825000703040100 

0.05 

0.00 

51,900.89 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kotra 

0825000403004600 

0.05 

0.00 

10,449.82 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Kucholi 

0825000403012300 

0.05 

0.09 

236.46 

0.11 

0.00 

0.11 

0.04 

0.43 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.130 

0.007 

0.124 

0.118 

95.25 

Critical 

Kumharwas 

0826000203076200 

0.06 

0.02 

92.48 

0.03 

0.00 

0.03 

0.05 

0.61 

- 

0.0100 

- 

- 

0.000 

0.011 

0.011 

0.040 

0.002 

0.038 

0.087 

229.00 

Over Exploited 

Kundal 

0826000503143700 

0.06 

0.02 

467,023.94 

0.03 

0.00 

0.03 

0.03 

0.33 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.040 

0.002 

0.038 

0.059 

155.38 

Over Exploited 

Kundwon Ka Gurha 

0826000203071000 

0.06 

0.03 

94.72 

0.04 

0.00 

0.04 

0.04 

0.51 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.052 

0.003 

0.050 

0.083 

167.23 

Over Exploited 

Kunthwa 

0825000703039800 

0.05 

0.00 

1,673.49 

0.00 

- 

0.00 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.029 

216.39 

Over Exploited 

Lakhmawaton Ka Gurha 

0825000403012500 

0.05 

0.05 

163.87 

0.06 

0.02 

0.08 

0.04 

0.51 

- 

0.0300 

- 

- 

0.016 

0.046 

0.046 

0.122 

0.006 

0.116 

0.165 

142.46 

Over Exploited 

Lyau 

0826000203076600 

0.06 

0.05 

58.17 

0.06 

- 

0.06 

0.05 

0.62 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.073 

0.004 

0.070 

0.084 

121.19 

Over Exploited 

Machind 

0825000703037900 

0.05 

0.01 

########## 

0.01 

0.02 

0.03 

0.01 

0.08 

- 

0.0100 

- 

- 

0.031 

0.042 

0.042 

0.074 

0.004 

0.071 

0.064 

90.77 

Critical 



0.05 

0.15 

########## 

0.18 

0.04 

0.23 

0.03 

0.33 

- 

0.0400 

- 

- 

0.052 

0.092 

0.092 

0.320 

0.016 

0.304 

0.218 

71.76 

Semi Critical 

Madar 

0826000203071700 

0.06 

0.05 

313.56 

0.06 

- 

0.06 

0.02 

0.29 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.070 

0.003 

0.066 

0.085 

127.79 

Over Exploited 

Madawa 

0826000203076000 

0.06 

0.07 

70.87 

0.08 

0.00 

0.08 

0.05 

0.61 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.096 

0.005 

0.091 

0.075 

82.71 

Semi Critical 

Madrecho Ka Gurha 

0825000703036900 

0.05 

0.00 

3,553.69 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

1,996.84 

Over Exploited 

Madri Devasthan 

0826000203074300 

0.06 

0.04 

151.32 

0.05 

0.01 

0.06 

0.05 

0.55 

- 

0.0300 

- 

- 

0.004 

0.034 

0.034 

0.092 

0.005 

0.087 

0.155 

177.44 

Over Exploited 

Maga 

0826000203069600 

0.06 

0.00 

17,177.31 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

1,613.80 

Over Exploited 

Majawari 

0826000203080200 

0.06 

0.14 

20,924.47 

0.17 

0.02 

0.19 

0.05 

0.61 

- 

0.0800 

- 

- 

0.003 

0.083 

0.083 

0.273 

0.014 

0.259 

0.426 

164.08 

Over Exploited 

Malida 

0825000703038800 

0.05 

0.05 

200.43 

0.06 

0.00 

0.06 

0.03 

0.37 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.069 

0.003 

0.066 

0.087 

132.77 

Over Exploited 



0.05 

0.01 

450.27 

0.01 

- 

0.01 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.001 

0.010 

0.031 

314.92 

Over Exploited 

Manchra 

0825000403011400 

0.05 

0.03 

########## 

0.03 

0.01 

0.04 

0.02 

0.23 

- 

0.0200 

- 

- 

0.009 

0.030 

0.030 

0.067 

0.003 

0.064 

0.104 

163.07 

Over Exploited 

Maroowas 

0826000503143600 

0.06 

0.11 

82.66 

0.13 

0.01 

0.14 

0.05 

0.60 

- 

0.0100 

- 

- 

0.013 

0.023 

0.023 

0.160 

0.008 

0.152 

0.079 

52.10 

Safe 

Mokhara 

0825000703037200 

0.05 

0.12 

55.42 

0.15 

0.01 

0.16 

0.05 

0.54 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.191 

0.010 

0.181 

0.154 

85.03 

Semi Critical 

Molela 

0825000703039000 

0.05 

0.03 

489.82 

0.04 

0.00 

0.04 

0.02 

0.18 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.058 

0.003 

0.055 

0.112 

205.00 

Over Exploited 



0.05 

0.12 

126.08 

0.14 

0.01 

0.15 

0.03 

0.35 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.176 

0.009 

0.167 

0.183 

109.58 

Over Exploited 

Mori 

0826000203079600 

0.06 

0.02 

526.99 

0.02 

- 

0.02 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.032 

0.002 

0.031 

0.070 

228.15 

Over Exploited 

Nahron Ka Guda 

0826000203076800 

0.06 

0.19 

41.92 

0.23 

0.02 

0.25 

0.05 

0.62 

- 

0.0300 

- 

- 

0.015 

0.045 

0.045 

0.292 

0.015 

0.277 

0.282 

101.78 

Over Exploited 

Nandeshma 

0826000203076700 

0.06 

0.37 

41.81 

0.45 

0.01 

0.46 

0.05 

0.61 

- 

0.0400 

- 

- 

0.007 

0.047 

0.047 

0.509 

0.025 

0.484 

0.256 

52.99 

Safe 

Nangaji Ka Gurha 

0826000203076500 

0.06 

0.05 

54.65 

0.06 

0.00 

0.07 

0.05 

0.62 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.078 

0.004 

0.074 

0.078 

105.92 

Over Exploited 

Nayon Ka Gurha 

0826000203083900 

0.06 

0.00 

780.70 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.007 

541.48 

Over Exploited 

Neekor 

0826000203071100 

0.06 

0.11 

83.73 

0.14 

0.02 

0.16 

0.04 

0.50 

- 

0.0500 

- 

- 

0.005 

0.055 

0.055 

0.215 

0.011 

0.204 

0.287 

140.39 

Over Exploited 

Netawaton Ki Bhagal 

0826000503142900 

0.06 

0.01 

596.44 

0.01 

- 

0.01 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.008 

0.016 

191.59 

Over Exploited 

Nichli Odan 

0825000703047100 

0.05 

0.00 

51,429.68 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Obra Kalan 

0826000203079300 

0.06 

0.13 

51.97 

0.15 

0.05 

0.21 

0.05 

0.63 

- 

0.0600 

- 

- 

0.051 

0.111 

0.111 

0.320 

0.016 

0.304 

0.579 

190.48 

Over Exploited 

Obra Khurd 

0826000203079200 

0.06 

0.10 

33.28 

0.12 

0.02 

0.14 

0.05 

0.63 

- 

0.0400 

- 

- 

0.011 

0.051 

0.051 

0.192 

0.010 

0.182 

0.324 

178.26 

Over Exploited 

Odonka Guda 

0826000203077100 

0.06 

0.04 

########## 

0.05 

0.01 

0.06 

0.03 

0.33 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.075 

0.004 

0.071 

0.107 

149.04 

Over Exploited 

Ora 

0825000403011600 

0.05 

0.11 

########## 

0.13 

0.06 

0.18 

0.03 

0.33 

- 

0.0200 

- 

- 

0.068 

0.088 

0.088 

0.271 

0.014 

0.257 

0.127 

49.54 

Safe 

Padrara 

0826000203074500 

0.06 

0.08 

352.84 

0.09 

0.01 

0.10 

0.02 

0.29 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.140 

0.007 

0.133 

0.243 

182.25 

Over Exploited 

Palasama 

0826000203071300 

0.06 

0.28 

(6.02) 

0.34 

0.02 

0.36 

0.04 

0.49 

- 

0.0800 

- 

- 

0.002 

0.082 

0.082 

0.442 

0.022 

0.420 

0.485 

115.52 

Over Exploited 

Palchh 

0826000203072600 

0.06 

0.12 

64.76 

0.14 

0.01 

0.15 

0.05 

0.56 

- 

0.0400 

- 

- 

0.002 

0.042 

0.042 

0.193 

0.010 

0.184 

0.208 

113.06 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Palidana 

082600020307580C 

5.776 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.484 

4.02 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.32 

0.21 

0.16 

0.015 

0.33 

0.50 


Panchawaton Ki Bhagal 

0826000503142800 

2.115 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.769 

2.32 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.03 

0.003 

0.21 

0.32 


Paner 

0826000203073500 

4.886 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.460 

3.32 

0.020 

0.07 

0.02 

0.00 

0.00 

0.00 

0.34 

0.23 

0.26 

0.019 

0.52 

0.78 


Paneriyon Ki Bhagal 

0826000203076100 

1.027 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.027 

3.81 

0.020 

0.04 

0.01 

0.00 

0.00 

0.02 

0.09 

0.06 

0.14 

0.004 

0.56 

0.84 


Pansun 

0825000403012200 

8.146 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.607 

3.94 

0.025 

0.12 

0.02 

0.00 

0.00 

0.00 

0.55 

0.38 

0.45 

0.013 

0.29 

0.42 


Parawal 

0825000703039100 

4.228 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.894 

3.52 

0.020 

0.04 

0.01 

0.00 

0.00 

0.04 

0.20 

0.13 

0.14 

0.003 

0.33 

0.51 







Non-command 

Gneisses(B.G.C) 

1.333 

3.52 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.05 

0.002 

0.15 

0.24 


Parmaron Ka Bhagal 

0825000403012700 

5.324 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.631 

2.44 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.25 

0.17 

0.10 

0.010 

0.36 

0.54 


Pawadiya 

0826000503143800 

2.424 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.373 

2.71 

0.030 

0.01 

0.00 

0.00 

0.00 

0.01 

0.12 

0.08 

0.04 

0.005 

0.32 

0.49 


Peepana 

0825000403009600 

6.562 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.313 

2.55 

0.025 

0.08 

0.01 

0.00 

0.00 

0.00 

0.47 

0.30 

0.29 

0.017 

0.44 

0.69 


Peepla 

0825000403012000 

5.617 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.140 

3.89 

0.025 

0.06 

0.01 

0.00 

0.00 

0.02 

0.33 

0.23 

0.21 

0.009 

0.28 

0.41 


Peli Bhagal 

0826000503143500 

1.035 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.994 

2.80 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.05 

0.004 

0.55 

0.84 


Punawali 

0826000203075600 

7.079 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.930 

4.46 

0.020 

0.11 

0.01 

0.00 

0.00 

0.00 

0.63 

0.42 

0.39 

0.025 

0.45 

0.67 


Rachhoti 

0825000703037700 

4.730 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.855 

5.13 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.01 

0.001 

0.09 

0.14 







Non-command 

Gneisses(B.G.C) 

3.490 

5.13 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.27 

0.18 

0.05 

0.004 

0.38 

0.56 


Ranan 

0826000203081200 

5.833 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.112 

4.30 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.03 

0.005 

0.11 

0.17 


Ranawaton Ka Gurha 

0826000203078400 

12.677 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.701 

3.04 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.003 

0.03 

0.05 







Non-command 

Erinpura Granite 

0.062 

3.04 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ratanawaton Ki Bhagal 

0825000703037300 

7.566 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.858 

3.33 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.02 

0.001 

0.06 

0.08 







Non-command 

Gneisses(B.G.C) 

5.905 

3.33 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.32 

0.22 

0.12 

0.007 

0.40 

0.58 


Rawaliya Kalan 

0826000203077600 

15.862 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

13.141 

2.76 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.77 

0.51 

0.13 

0.055 

0.48 

0.73 


Rawliya Khurd 

0826000203077800 

7.775 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.895 

2.92 

0.020 

0.10 

0.01 

0.00 

0.00 

0.01 

0.42 

0.28 

0.36 

0.025 

0.44 

0.67 


Roopji Ka Gurha 

0825000703048300 

3.199 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.056 

3.74 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.01 

0.001 

0.16 

0.25 


Royda 

0826000203072400 

26.960 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

15.554 

3.60 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

1.19 

0.80 

0.23 

0.065 

0.30 

0.44 


Sadra 

0826000203072900 

5.613 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.610 

2.07 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.32 

0.21 

0.37 

0.023 

0.54 

0.80 


Sagdi Ka Gurha 

0826000203077500 

4.670 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.567 

2.49 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.20 

0.13 

0.04 

0.015 

0.44 

0.67 


Sagroon 

0825000703047800 

5.080 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.762 

5.07 

0.020 

0.06 

0.01 

0.00 

0.00 

0.02 

0.51 

0.33 

0.24 

0.006 

0.47 

0.73 


Saloda 

0825000703038500 

10.160 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.930 

4.92 

0.020 

0.05 

0.01 

0.00 

0.00 

0.02 

0.80 

0.52 

0.20 

0.009 

0.40 

0.61 







Non-command 

Gneisses(B.G.C) 

2.181 

4.92 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.11 

0.05 

0.003 

0.11 

0.17 


Samal 

0826000203074200 

6.275 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.791 

4.61 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.13 

0.05 

0.007 

0.15 

0.22 


Sanchli 

0826000203072100 

5.244 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.244 

4.61 

0.020 

0.11 

0.02 

0.00 

0.00 

0.00 

0.57 

0.39 

0.43 

0.022 

0.50 

0.72 


Sandookon Ka Gurha 

0825000403009400 

6.311 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.418 

1.97 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.21 

0.14 

0.17 

0.009 

0.27 

0.41 


Sangath 

0826000503144700 

4.327 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.912 

3.74 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.01 

0.004 

0.12 

0.18 


Sar Ki Bhagal 

0825000703038300 

1.710 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.455 

4.43 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.09 

0.04 

0.002 

0.45 

0.68 


Sarsuniya 

0825000703047400 

3.413 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.413 

3.37 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.15 

0.05 

0.004 

0.48 

0.75 


Sayra 

0826000203070400 

6.936 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.193 

3.79 

0.020 

0.07 

0.02 

0.00 

0.00 

0.00 

0.44 

0.30 

0.25 

0.022 

0.35 

0.52 


Serna 

0825000703038700 

7.801 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.324 

4.18 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.22 

0.15 

0.16 

0.003 

0.15 

0.23 







Non-command 

Gneisses(B.G.C) 

5.472 

4.18 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.41 

0.27 

0.31 

0.006 

0.35 

0.53 


Semar 

0826000203071900 

13.989 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.888 

4.04 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.26 

0.18 

0.10 

0.012 

0.10 

0.15 


Semtal 

0826000203079400 

7.283 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.159 

2.86 

0.020 

0.07 

0.01 

0.00 

0.00 

0.01 

0.46 

0.30 

0.24 

0.030 

0.57 

0.87 


Shobhawas 

0826000203077900 

2.992 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.992 

2.50 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.18 

0.12 

0.10 

0.013 

0.57 

0.87 


Shri Maliyon Ki Madri 

0826000203078100 

2.652 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.511 

2.65 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.17 

0.11 

0.18 

0.010 

0.54 

0.82 


Singhara 

0826000203070200 

4.746 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.745 

3.31 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.35 

0.23 

0.19 

0.020 

0.46 

0.70 


Sinya 

0825000403005100 

6.702 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.267 

2.23 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.27 

0.18 

0.11 

0.012 

0.34 

0.50 


Sirohi Ki Bhagal 

0825000703047700 

1.721 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.721 

5.17 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.12 

0.05 

0.002 

0.50 

0.77 


Suthar Madra 

0826000203078000 

1.661 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.661 

2.70 

0.020 

0.02 

0.00 

0.00 

0.00 

0.02 

0.09 

0.06 

0.07 

0.007 

0.57 

0.87 


Suwawaton Ka Gurha 

0826000203075900 

2.327 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.327 

4.21 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.26 

0.18 

0.31 

0.010 

0.55 

0.83 


Tankra Ki Bhagal 

0826000503144200 

1.274 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.274 

3.45 

0.030 

0.05 

0.01 

0.00 

0.00 

0.00 

0.17 

0.11 

0.21 

0.005 

0.55 

0.84 


Tarpal 

0826000203076400 

4.276 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.093 

3.46 

0.020 

0.12 

0.02 

0.00 

0.00 

0.00 

0.38 

0.25 

0.46 

0.017 

0.54 

0.82 


Tatol 

0825000703047300 

7.759 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.402 

3.67 

0.020 

0.02 

0.00 

0.00 

0.00 

0.13 

0.36 

0.23 

0.07 

0.008 

0.40 

0.62 


Teerol 

0826000203073600 

4.788 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.540 

3.34 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.32 

0.21 

0.09 

0.019 

0.53 

0.80 


Thamla Beri 

0826000303086200 

4.268 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.118 

3.47 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.02 







Non-command 

Erinpura Granite 

0.123 

3.47 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.02 


Toola 

0826000503144000 

5.311 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.147 

2.71 

0.030 

0.01 

0.00 

0.00 

0.00 

0.03 

0.40 

0.27 

0.03 

0.020 

0.54 

0.81 


Udawar 

0825000403004900 

4.322 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.521 

2.43 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.01 

0.004 

0.20 

0.29 


Ukhaliyat 

0826000303086300 

5.979 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.194 

3.39 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.03 


Umarna 

0826000203072000 

4.902 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.051 

4.64 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.30 

0.21 

0.05 

0.013 

0.31 

0.45 


Umrod 

0826000203074000 

3.114 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.023 

4.20 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.28 

0.19 

0.09 

0.013 

0.51 

0.77 


Uplawas 

0825000403011900 

3.657 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.995 

3.62 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.13 

0.04 

0.005 

0.27 

0.40 


Usarwas 

0825000703039300 

10.625 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.770 

3.52 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.40 

0.26 

0.21 

0.008 

0.31 

0.48 


Wagela Ka Gurha 

0826000503143400 

5.258 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.847 

3.13 

0.030 

0.02 

0.00 

0.00 

0.00 

0.02 

0.46 

0.30 

0.04 

0.019 

0.52 

0.80 


Wani 

0826000203079500 

3.945 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.147 

3.50 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.27 

0.18 

0.24 

0.013 

0.46 

0.70 


Warni Ki Bhagal 

0825000703048100 

3.657 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.430 

3.55 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.00 

0.002 

0.19 

0.30 


Wati 

0826000503144300 

7.420 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.231 

3.79 

0.030 

0.08 

0.01 

0.00 

0.00 

0.01 

0.88 

0.58 

0.27 

0.028 

0.52 

0.80 

07001011 

Agalgaon 

0825000302992700 

6.042 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.982 

6.17 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.38 

0.31 

0.06 

0.007 

0.31 

0.38 


Agariya 

0825000302990100 

5.202 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.202 

5.85 

0.015 

0.11 

0.01 

0.00 

0.00 

0.00 

0.55 

0.51 

0.44 

0.010 

0.46 

0.51 


Aidana 

0825000302989600 

5.700 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.700 

6.11 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.55 

0.50 

0.11 

0.010 

0.46 

0.51 


Akya 

0825000302985500 

2.217 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.217 

3.95 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.14 

0.07 

0.004 

0.46 

0.50 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Palidana 

082600020307580C 

0.06 

0.07 

205.88 

0.08 

0.01 

0.09 

0.03 

0.36 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.113 

0.006 

0.108 

0.177 

163.95 

Over Exploited 

Panchawaton Ki Bhagal 

0826000503142800 

0.06 

0.01 

61,381.24 

0.01 

- 

0.01 

0.02 

0.23 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.010 

0.033 

317.43 

Over Exploited 

Paner 

0826000203073500 

0.06 

0.14 

657,034.90 

0.17 

0.02 

0.19 

0.05 

0.57 

- 

0.0500 

- 

- 

0.002 

0.052 

0.052 

0.239 

0.012 

0.227 

0.278 

122.26 

Over Exploited 

Paneriyon Ki Bhagal 

0826000203076100 

0.06 

0.03 

78.13 

0.04 

0.03 

0.07 

0.05 

0.61 

- 

0.0200 

- 

- 

0.023 

0.043 

0.043 

0.110 

0.005 

0.104 

0.148 

142.08 

Over Exploited 

Pansun 

0825000403012200 

0.05 

0.07 

########## 

0.08 

0.02 

0.10 

0.03 

0.31 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.179 

0.009 

0.170 

0.458 

269.83 

Over Exploited 

Parawal 

0825000703039100 

0.05 

0.05 

163.44 

0.06 

0.05 

0.10 

0.03 

0.36 

- 

0.0200 

- 

- 

0.053 

0.073 

0.073 

0.176 

0.009 

0.168 

0.147 

88.00 

Semi Critical 



0.05 

0.01 

408.56 

0.01 

- 

0.01 

0.01 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.022 

0.001 

0.021 

0.056 

263.52 

Over Exploited 

Parmaron Ka Bhagal 

0825000403012700 

0.05 

0.06 

########## 

0.08 

0.00 

0.08 

0.03 

0.39 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.103 

0.005 

0.098 

0.113 

115.77 

Over Exploited 

Pawadiya 

0826000503143800 

0.06 

0.02 

547,339.30 

0.03 

0.01 

0.03 

0.03 

0.35 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.052 

0.003 

0.049 

0.047 

96.21 

Critical 

Peepana 

0825000403009600 

0.05 

0.14 

116.75 

0.17 

0.01 

0.18 

0.04 

0.48 

- 

0.0600 

- 

- 

0.002 

0.062 

0.062 

0.241 

0.012 

0.229 

0.311 

135.93 

Over Exploited 

Peepla 

0825000403012000 

0.05 

0.04 

########## 

0.05 

0.03 

0.08 

0.03 

0.31 

- 

0.0400 

- 

- 

0.031 

0.071 

0.071 

0.154 

0.008 

0.146 

0.223 

152.19 

Over Exploited 

Peli Bhagal 

0826000503143500 

0.06 

0.03 

96.00 

0.04 

- 

0.04 

0.05 

0.60 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.048 

0.002 

0.045 

0.058 

127.82 

Over Exploited 

Punawali 

0826000203075600 

0.06 

0.16 

161.75 

0.19 

0.01 

0.20 

0.04 

0.49 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.243 

0.012 

0.231 

0.419 

181.37 

Over Exploited 

Rachhoti 

0825000703037700 

0.05 

0.00 

1,284.60 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.015 

331.31 

Over Exploited 



0.05 

0.07 

182.28 

0.08 

0.00 

0.08 

0.03 

0.41 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.098 

0.005 

0.093 

0.058 

62.40 

Safe 

Ranan 

0826000203081200 

0.06 

0.01 

833.42 

0.01 

- 

0.01 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.019 

0.001 

0.018 

0.035 

192.63 

Over Exploited 

Ranawaton Ka Gurha 

0826000203078400 

0.06 

0.00 

2,002.46 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.003 

192.34 

Over Exploited 



0.05 

0.00 

28,355.97 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ratanawaton Ki Bhagal 

0825000703037300 

0.05 

0.00 

316,660.74 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.019 

695.95 

Over Exploited 



0.05 

0.12 

########## 

0.14 

0.00 

0.14 

0.04 

0.43 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.162 

0.008 

0.154 

0.122 

79.22 

Semi Critical 

Rawaliya Kalan 

0826000203077600 

0.06 

0.37 

########## 

0.45 

0.00 

0.45 

0.04 

0.52 

- 

0.0200 

- 

- 

0.007 

0.027 

0.027 

0.481 

0.024 

0.457 

0.187 

40.90 

Safe 

Rawliya Khurd 

0826000203077800 

0.06 

0.15 

########## 

0.18 

0.02 

0.21 

0.04 

0.48 

- 

0.0700 

- 

- 

0.022 

0.092 

0.092 

0.299 

0.015 

0.284 

0.381 

134.07 

Over Exploited 

Roopji Ka Gurha 

0825000703048300 

0.05 

0.01 

492.52 

0.01 

- 

0.01 

0.02 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.001 

0.010 

0.015 

156.93 

Over Exploited 

Royda 

0826000203072400 

0.06 

0.27 

########## 

0.32 

0.01 

0.33 

0.03 

0.32 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.374 

0.019 

0.355 

0.293 

82.45 

Semi Critical 

Sadra 

0826000203072900 

0.06 

0.18 

17.40 

0.21 

0.01 

0.23 

0.05 

0.59 

- 

0.0700 

- 

- 

0.003 

0.073 

0.073 

0.299 

0.015 

0.284 

0.389 

137.14 

Over Exploited 

Sagdi Ka Gurha 

0826000203077500 

0.06 

0.09 

337,253.35 

0.11 

- 

0.11 

0.04 

0.48 

- 

- 

- 

- 

- 

- 

- 

0.111 

0.006 

0.106 

0.057 

53.79 

Safe 

Sagroon 

0825000703047800 

0.05 

0.11 

191.16 

0.14 

0.03 

0.17 

0.04 

0.52 

- 

0.0400 

- 

- 

0.029 

0.069 

0.069 

0.236 

0.012 

0.224 

0.243 

108.31 

Over Exploited 

Saloda 

0825000703038500 

0.05 

0.16 

228.87 

0.19 

0.03 

0.22 

0.04 

0.43 

- 

0.0400 

- 

- 

0.028 

0.068 

0.068 

0.288 

0.014 

0.273 

0.211 

77.36 

Semi Critical 



0.05 

0.01 

838.66 

0.01 

- 

0.01 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.024 

0.001 

0.023 

0.051 

219.15 

Over Exploited 

Samal 

0826000203074200 

0.06 

0.02 

680.25 

0.02 

- 

0.02 

0.01 

0.16 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.029 

0.001 

0.028 

0.061 

221.47 

Over Exploited 

Sanchli 

0826000203072100 

0.06 

0.16 

149.76 

0.19 

0.02 

0.21 

0.04 

0.54 

- 

0.0800 

- 

- 

0.002 

0.082 

0.082 

0.292 

0.015 

0.277 

0.450 

162.21 

Over Exploited 

Sandookon Ka Gurha 

0825000403009400 

0.05 

0.05 

882,952.69 

0.06 

0.01 

0.07 

0.02 

0.30 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.095 

0.005 

0.091 

0.177 

195.62 

Over Exploited 

Sangath 

0826000503144700 

0.06 

0.01 

990.26 

0.01 

- 

0.01 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.016 

222.56 

Over Exploited 

Sar Ki Bhagal 

0825000703038300 

0.05 

0.03 

177.51 

0.04 

- 

0.04 

0.04 

0.49 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.049 

0.002 

0.047 

0.038 

80.31 

Semi Critical 

Sarsuniya 

0825000703047400 

0.05 

0.08 

84.04 

0.10 

0.00 

0.10 

0.05 

0.53 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.112 

0.006 

0.107 

0.058 

54.41 

Safe 

Sayra 

0826000203070400 

0.06 

0.11 

171.38 

0.13 

0.02 

0.15 

0.03 

0.38 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.203 

0.010 

0.193 

0.268 

139.05 

Over Exploited 

Serna 

0825000703038700 

0.05 

0.02 

740.12 

0.02 

0.01 

0.03 

0.01 

0.16 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.051 

0.003 

0.048 

0.161 

332.82 

Over Exploited 



0.05 

0.10 

180.82 

0.11 

0.01 

0.13 

0.03 

0.38 

- 

0.0300 

- 

- 

0.004 

0.034 

0.034 

0.160 

0.008 

0.152 

0.316 

208.02 

Over Exploited 

Semar 

0826000203071900 

0.06 

0.02 

929.10 

0.02 

- 

0.02 

0.01 

0.11 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.041 

0.002 

0.039 

0.115 

293.60 

Over Exploited 

Semtal 

0826000203079400 

0.06 

0.25 

22.22 

0.30 

0.02 

0.32 

0.05 

0.62 

- 

0.0300 

- 

- 

0.017 

0.047 

0.047 

0.365 

0.018 

0.346 

0.270 

77.94 

Semi Critical 

Shobhawas 

0826000203077900 

0.06 

0.10 

12.41 

0.12 

0.00 

0.12 

0.05 

0.63 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.133 

0.007 

0.126 

0.115 

90.75 

Critical 

Shri Maliyon Ki Madri 

0826000203078100 

0.06 

0.08 

38.11 

0.10 

0.01 

0.11 

0.05 

0.59 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.130 

0.007 

0.124 

0.190 

153.90 

Over Exploited 

Singhara 

0826000203070200 

0.06 

0.13 

76.40 

0.16 

0.01 

0.17 

0.04 

0.50 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.210 

0.010 

0.199 

0.211 

105.89 

Over Exploited 

Sinya 

0825000403005100 

0.05 

0.07 

149.07 

0.09 

- 

0.09 

0.03 

0.37 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.106 

0.005 

0.101 

0.121 

119.70 

Over Exploited 

Sirohi Ki Bhagal 

0825000703047700 

0.05 

0.04 

178.75 

0.05 

0.00 

0.05 

0.05 

0.55 

- 

0.0100 

- 

- 

0.000 

0.011 

0.011 

0.063 

0.003 

0.060 

0.049 

81.82 

Semi Critical 

Suthar Madra 

0826000203078000 

0.06 

0.06 

7.20 

0.06 

0.02 

0.08 

0.05 

0.62 

- 

0.0100 

- 

- 

0.024 

0.034 

0.034 

0.112 

0.006 

0.107 

0.073 

68.40 

Safe 

Suwawaton Ka Gurha 

0826000203075900 

0.06 

0.08 

126.47 

0.09 

0.01 

0.10 

0.05 

0.60 

- 

0.0600 

- 

- 

0.003 

0.063 

0.063 

0.167 

0.008 

0.159 

0.317 

199.33 

Over Exploited 

Tankra Ki Bhagal 

0826000503144200 

0.06 

0.04 

176.84 

0.05 

0.01 

0.06 

0.05 

0.60 

- 

0.0400 

- 

- 

0.003 

0.043 

0.043 

0.103 

0.005 

0.098 

0.215 

219.09 

Over Exploited 

Tarpal 

0826000203076400 

0.06 

0.13 

89.80 

0.16 

0.02 

0.18 

0.05 

0.59 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.230 

0.012 

0.219 

0.479 

219.25 

Over Exploited 

Tatol 

0825000703047300 

0.05 

0.13 

80.42 

0.15 

0.13 

0.28 

0.04 

0.44 

- 

0.0100 

- 

- 

0.193 

0.204 

0.204 

0.487 

0.024 

0.463 

0.076 

16.33 

Safe 

Teerol 

0826000203073600 

0.06 

0.15 

45.11 

0.18 

0.01 

0.19 

0.05 

0.58 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.214 

0.011 

0.203 

0.109 

53.73 

Safe 

Thamla Beri 

0826000303086200 

0.04 

0.00 

598,732.09 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

37,905.03 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Toola 

0826000503144000 

0.06 

0.16 

68.07 

0.19 

0.03 

0.22 

0.05 

0.58 

- 

- 

- 

- 

0.038 

0.038 

0.038 

0.253 

0.013 

0.241 

0.046 

19.12 

Safe 

Udawar 

0825000403004900 

0.05 

0.01 

313.20 

0.02 

- 

0.02 

0.02 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.018 

0.001 

0.017 

0.017 

100.86 

Over Exploited 

Ukhaliyat 

0826000303086300 

0.04 

0.00 

136,098.14 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Umarna 

0826000203072000 

0.06 

0.06 

268.86 

0.07 

- 

0.07 

0.03 

0.34 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.078 

0.004 

0.074 

0.067 

89.87 

Semi Critical 

Umrod 

0826000203074000 

0.06 

0.09 

98.68 

0.11 

0.01 

0.12 

0.05 

0.56 

- 

0.0200 

- 

- 

0.009 

0.029 

0.029 

0.147 

0.007 

0.140 

0.103 

73.39 

Semi Critical 

Uplawas 

0825000403011900 

0.05 

0.03 

750,886.73 

0.03 

- 

0.03 

0.02 

0.30 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.043 

0.002 

0.040 

0.047 

117.46 

Over Exploited 

Usarwas 

0825000703039300 

0.05 

0.11 

147.96 

0.13 

0.01 

0.14 

0.03 

0.34 

- 

0.0400 

- 

- 

0.005 

0.045 

0.045 

0.185 

0.009 

0.176 

0.221 

125.50 

Over Exploited 

Wagela Ka Gurha 

0826000503143400 

0.06 

0.15 

7.57 

0.17 

0.02 

0.19 

0.05 

0.57 

- 

0.0100 

- 

- 

0.023 

0.033 

0.033 

0.223 

0.011 

0.212 

0.061 

28.76 

Safe 

Wani 

0826000203079500 

0.06 

0.09 

21,499.98 

0.10 

0.01 

0.11 

0.04 

0.51 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.154 

0.008 

0.146 

0.249 

170.13 

Over Exploited 

Warni Ki Bhagal 

0825000703048100 

0.05 

0.01 

62,044.14 

0.02 

0.00 

0.02 

0.02 

0.21 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.016 

0.001 

0.016 

0.002 

10.82 

Safe 

Wati 

0826000503144300 

0.06 

0.22 

167.12 

0.26 

0.02 

0.28 

0.05 

0.57 

- 

0.0500 

- 

- 

0.017 

0.067 

0.067 

0.347 

0.017 

0.330 

0.298 

90.46 

Critical 

Agalgaon 

0825000302992700 

0.04 

0.05 

517.48 

0.06 

0.01 

0.07 

0.04 

0.35 

0.01 

0.0100 

- 

- 

0.008 

0.018 

0.024 

0.090 

0.004 

0.085 

0.062 

73.08 

Semi Critical 

Agariya 

0825000302990100 

0.04 

0.10 

412.93 

0.12 

0.01 

0.13 

0.06 

0.52 

0.01 

0.0500 

- 

- 

0.004 

0.054 

0.067 

0.198 

0.010 

0.188 

0.448 

237.94 

Over Exploited 

Aidana 

0825000302989600 

0.04 

0.11 

364.93 

0.13 

0.00 

0.13 

0.06 

0.52 

0.01 

0.0100 

- 

- 

0.002 

0.012 

0.025 

0.156 

0.008 

0.149 

0.122 

82.36 

Semi Critical 

Akya 

0825000302985500 

0.04 

0.04 

229.52 

0.05 

0.00 

0.05 

0.06 

0.52 

0.01 

0.0100 

- 

- 

0.001 

0.011 

0.016 

0.067 

0.003 

0.063 

0.075 

118.55 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Amartiya 

082500030299550C 

1.537 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.537 

4.54 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.13 

0.11 

0.14 

0.003 

0.48 

0.58 


Amet (M) 

0825000342502000 

15.043 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

15.043 

4.70 

0.015 

0.42 

0.02 

0.00 

0.00 

0.02 

1.44 

1.32 

0.58 

0.838 

0.46 

0.50 


Arjunpura 

0824000702863400 

2.758 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.753 

5.83 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.03 

0.002 

0.14 

0.16 


Arniya 

0825000302993800 

1.212 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.212 

4.83 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.10 

0.10 

0.002 

0.48 

0.54 


Asan 

0825000302985100 

1.822 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.822 

5.15 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.14 

0.05 

0.003 

0.46 

0.50 


Asan Bansa 

0825000402996600 

0.360 

Saline 

Non-command 

Non-command 

Gneisses 

0.360 

3.70 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.001 

0.48 

0.51 




0.575 

Saline 

Non-command 

Non-command 

Gneisses 

0.575 

3.70 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.01 

0.002 

0.48 

0.51 




3.420 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.001 

3.70 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses 

1.381 

3.70 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.11 

0.02 

0.004 

0.20 

0.21 


Bagpura 

0825000302996300 

5.117 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.285 

4.12 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.28 

0.24 

0.06 

0.008 

0.42 

0.50 






Rajsamand 

Command 

Gneisses(B.G.C) 

0.001 

4.12 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bakhantpura 

0825000603027100 

4.363 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.030 

7.15 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bala Chanch Ka Gurha 

0825000302988800 

0.879 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.879 

5.74 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.00 

0.002 

0.46 

0.50 


Banda 

0825000302989900 

2.765 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.742 

6.02 

0.015 

0.01 

0.00 

0.00 

0.00 

0.02 

0.24 

0.22 

0.02 

0.005 

0.46 

0.50 


Bansa 

0825000402996700 

5.483 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

3.378 

3.43 

0.025 

0.02 

0.00 

0.00 

0.00 

0.01 

0.30 

0.28 

0.08 

0.009 

0.29 

0.32 







Non-command 

Gneisses 

1.182 

3.43 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.03 

0.003 

0.10 

0.11 


Beekawas 

0825000302989100 

7.414 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.414 

3.98 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.47 

0.43 

0.13 

0.014 

0.46 

0.50 


Bethumbi 

0825000603028200 

6.914 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

7.58 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhadla 

0825000302991100 

7.277 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.601 

5.07 

0.015 

0.02 

0.00 

0.00 

0.00 

0.05 

0.25 

0.22 

0.07 

0.007 

0.23 

0.26 


Bhagwanpura 

0825000302990400 

2.385 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.385 

5.53 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.19 

0.03 

0.004 

0.46 

0.50 


Bhairoodas Ji Ka Khera 

0825000302983000 

1.913 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.913 

4.21 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.03 

0.003 

0.46 

0.50 


Bhakroda 

0825000302992200 

3.511 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.511 

6.19 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.35 

0.31 

0.08 

0.006 

0.47 

0.53 


Bharak 

0824000702869800 

11.296 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.581 

3.45 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.002 

0.03 

0.03 


Bheel Magra 

0825000302990800 

3.672 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.672 

5.17 

0.015 

0.07 

0.01 

0.00 

0.00 

0.05 

0.30 

0.27 

0.27 

0.007 

0.46 

0.51 


Bholi Khera 

0825000302990600 

2.796 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.796 

4.95 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.23 

0.21 

0.11 

0.005 

0.46 

0.50 


Bhootela 

0824000702862400 

3.845 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.001 

1.91 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhopa Ki Bhagal 

0825000302993500 

0.839 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.839 

5.12 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.06 

0.002 

0.47 

0.54 


Bhopal Pura 

0825000302988300 

0.921 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.921 

4.95 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.02 

0.002 

0.46 

0.50 


Bhopji Ka Khera 

0825000302988000 

1.840 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.806 

4.99 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.15 

0.14 

0.06 

0.003 

0.45 

0.50 


Bijepur 

0824000702863100 

4.901 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.901 

5.08 

0.015 

0.03 

0.00 

0.00 

0.00 

0.02 

0.39 

0.36 

0.10 

0.015 

0.53 

0.57 


Binol 

0825000503015100 

17.406 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.937 

6.28 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.25 

0.17 

0.04 

0.007 

0.05 

0.08 


Budhpura 

0825000302994700 

4.228 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.228 

5.22 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.33 

0.30 

0.05 

0.008 

0.51 

0.57 


Bukarda 

0825000302993300 

2.879 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.879 

5.51 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.26 

0.23 

0.11 

0.005 

0.47 

0.55 


ChakJoonda 

0825000603027800 

5.272 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.272 

6.30 

0.015 

0.03 

0.00 

0.00 

0.00 

0.04 

0.49 

0.46 

0.11 

0.018 

0.53 

0.57 


Champa Ka Gurha 

0825000302985000 

3.307 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.307 

4.60 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.22 

0.03 

0.006 

0.46 

0.50 


Chatarpura 

0825000302991800 

2.391 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.391 

5.65 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.22 

0.20 

0.06 

0.004 

0.47 

0.52 


Chatraji Ka Gurha 

0825000302988900 

2.008 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.008 

5.49 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.15 

0.01 

0.004 

0.46 

0.50 


Chaukri 

0825000302983400 

1.948 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.086 

2.89 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Chhapri 

0824000702863800 

2.556 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.355 

5.68 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.19 

0.02 

0.007 

0.49 

0.53 






Chandra Bhaga 

Command 

Gneisses(B.G.C) 

0.201 

5.68 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.04 

0.05 


Choondawaton Ka Khera 

0825000402996900 

0.963 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.313 

3.89 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.001 

0.16 

0.17 







Non-command 

Gneisses 

0.005 

3.89 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dabla 

0825000503012800 

3.351 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.351 

5.41 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.37 

0.34 

0.03 

0.012 

0.46 

0.50 


Dala Ka Khera 

0825000202982300 

2.045 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.603 

3.25 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.10 

0.003 

0.36 

0.39 


Dangra 

0824000602859500 

2.519 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.209 

5.17 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.04 

0.05 


Dangri 

0824000602859400 

4.661 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.715 

5.09 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.03 

0.002 

0.07 

0.08 


Darada 

0825000202980700 

1.704 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.359 

3.14 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.10 

0.11 







Non-command 

Gneisses 

0.894 

3.14 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.01 

0.002 

0.25 

0.27 


Degana 

0825000302983300 

5.870 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.465 

4.34 

0.015 

0.10 

0.01 

0.00 

0.00 

0.01 

0.37 

0.34 

0.36 

0.008 

0.35 

0.38 


Delana (rural) 

0824000702865500 

14.025 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.011 

1.82 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Deoli 

0825000302996200 

7.153 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.153 

4.46 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.49 

0.43 

0.11 

0.013 

0.51 

0.59 


Deoron Ka Gurha 

0825000302982700 

7.886 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.489 

3.06 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.03 

0.005 

0.15 

0.16 







Non-command 

Gneisses(B.G.C) 

3.386 

3.06 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.15 

0.03 

0.006 

0.20 

0.22 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.423 

3.06 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.01 

0.003 

0.08 

0.09 







Non-command 

Gneisses(B.G.C) 

0.000 

3.06 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dewaji Ka Gurha 

0825000302984600 

1.073 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.073 

4.85 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.01 

0.002 

0.46 

0.50 


Dewariya 

0825000302995300 

3.864 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.864 

3.91 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.25 

0.22 

0.16 

0.007 

0.49 

0.58 


Dhanakpura 

0825000302994200 

1.654 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.641 

5.17 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.13 

0.08 

0.003 

0.49 

0.55 


Dhangras 

0824000702869100 

4.507 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.507 

4.95 

0.015 

0.03 

0.00 

0.00 

0.00 

0.08 

0.28 

0.26 

0.10 

0.014 

0.54 

0.57 


Dhanoli 

0825000302993100 

3.390 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.390 

6.00 

0.015 

0.05 

0.01 

0.00 

0.00 

0.02 

0.32 

0.26 

0.19 

0.006 

0.48 

0.60 


Dhelana 

0825000302984400 

6.994 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.649 

5.57 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.62 

0.57 

0.29 

0.012 

0.44 

0.48 


Dherdon Ka Gurha 

0825000302984900 

3.201 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.201 

4.02 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.18 

0.03 

0.006 

0.46 

0.50 


Dingrol 

0825000302991900 

4.621 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.621 

5.88 

0.015 

0.10 

0.01 

0.00 

0.00 

0.01 

0.49 

0.43 

0.39 

0.008 

0.47 

0.53 


Diyas 

0824000702864600 

5.075 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.075 

5.26 

0.015 

0.10 

0.01 

0.00 

0.00 

0.03 

0.46 

0.44 

0.38 

0.015 

0.54 

0.58 


Dolatpura 

0825000603027500 

2.146 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.410 

5.58 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.02 

0.005 

0.34 

0.37 


Doonga Ka Khera 

0825000302995100 

1.753 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.753 

4.86 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.17 

0.15 

0.18 

0.003 

0.49 

0.56 


Dowada 

0825000302992800 

5.229 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.229 

6.14 

0.015 

0.10 

0.02 

0.00 

0.00 

0.00 

0.56 

0.49 

0.40 

0.010 

0.47 

0.54 


Dudaliya 

0825000202982500 

7.009 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.282 

5.15 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.32 

0.29 

0.12 

0.006 

0.22 

0.24 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Amartiya 

0825000302995500 

0.04 

0.03 

269.70 

0.04 

0.01 

0.05 

0.05 

0.53 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.066 

0.003 

0.063 

0.140 

221.69 

Over Exploited 

Amet (M) 

0825000342502000 

0.04 

0.29 

364.60 

0.34 

0.04 

0.38 

0.06 

0.52 

0.04 

0.0700 

- 

- 

0.029 

0.099 

0.134 

0.516 

0.026 

0.490 

1.419 

289.53 

Over Exploited 

Arjunpura 

0824000702863400 

0.02 

0.00 

3,043.19 

0.00 

- 

0.00 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.031 

263.12 

Over Exploited 

Arniya 

0825000302993800 

0.04 

0.02 

333.26 

0.03 

0.00 

0.03 

0.05 

0.53 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.014 

0.043 

0.002 

0.041 

0.105 

259.15 

Over Exploited 

Asan 

0825000302985100 

0.04 

0.03 

295.01 

0.04 

0.00 

0.04 

0.06 

0.52 

0.00 

0.0100 

- 

- 

0.003 

0.013 

0.018 

0.061 

0.003 

0.058 

0.048 

82.88 

Semi Critical 

Asan Bansa 

0825000402996600 

0.04 

0.01 

262.11 

0.01 

- 

0.01 

0.05 

0.53 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.006 

75.45 

Semi Critical 



0.04 

0.01 

255.96 

0.01 

0.00 

0.01 

0.05 

0.53 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.016 

0.001 

0.015 

0.009 

58.22 

Safe 



0.05 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.01 

884.51 

0.01 

0.00 

0.01 

0.02 

0.22 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.013 

0.001 

0.013 

0.021 

162.68 

Over Exploited 

Bagpura 

0825000302996300 

0.04 

0.07 

223.11 

0.09 

0.00 

0.09 

0.04 

0.46 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.103 

0.005 

0.098 

0.068 

69.57 

Safe 



0.04 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bakhantpura 

0825000603027100 

0.04 

0.00 

52,457.44 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bala Chanch Ka Gurha 

0825000302988800 

0.04 

0.02 

317.53 

0.02 

- 

0.02 

0.06 

0.52 

0.00 

- 

- 

- 

- 

- 

0.002 

0.022 

0.001 

0.021 

0.006 

26.75 

Safe 

Banda 

0825000302989900 

0.04 

0.05 

327.71 

0.06 

0.02 

0.08 

0.06 

0.52 

0.01 

- 

- 

- 

0.025 

0.025 

0.031 

0.110 

0.005 

0.104 

0.022 

21.07 

Safe 

Bansa 

0825000402996700 

0.05 

0.05 

466.59 

0.06 

0.01 

0.07 

0.03 

0.33 

- 

0.0100 

- 

- 

0.012 

0.022 

0.022 

0.089 

0.004 

0.085 

0.093 

110.32 

Over Exploited 



0.04 

0.00 

1,626.33 

0.01 

0.00 

0.01 

0.01 

0.11 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.008 

0.000 

0.008 

0.032 

414.00 

Over Exploited 

Beekawas 

0825000302989100 

0.04 

0.14 

207.27 

0.17 

0.01 

0.18 

0.06 

0.52 

0.02 

0.0200 

- 

- 

0.003 

0.023 

0.040 

0.221 

0.011 

0.210 

0.148 

70.26 

Semi Critical 

Bethumbi 

0825000603028200 

0.03 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhadla 

0825000302991100 

0.04 

0.03 

550.78 

0.04 

0.05 

0.09 

0.03 

0.26 

0.00 

0.0100 

- 

- 

0.073 

0.083 

0.087 

0.177 

0.009 

0.168 

0.078 

46.21 

Safe 

Bhagwanpura 

0825000302990400 

0.04 

0.05 

312.16 

0.05 

0.00 

0.06 

0.06 

0.52 

0.01 

- 

- 

- 

0.007 

0.007 

0.012 

0.071 

0.004 

0.067 

0.032 

48.16 

Safe 

Bhairoodas Ji Ka Khera 

0825000302983000 

0.04 

0.04 

220.47 

0.04 

0.00 

0.05 

0.06 

0.52 

0.00 

- 

- 

- 

0.006 

0.006 

0.010 

0.058 

0.003 

0.055 

0.028 

51.77 

Safe 

Bhakroda 

0825000302992200 

0.04 

0.07 

356.34 

0.08 

0.00 

0.08 

0.06 

0.52 

0.01 

0.0100 

- 

- 

0.001 

0.011 

0.019 

0.099 

0.005 

0.094 

0.090 

95.74 

Critical 

Bharak 

0824000702869800 

0.02 

0.00 

8,630.75 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.016 

4,220.94 

Over Exploited 

Bheel Magra 

0825000302990800 

0.04 

0.07 

289.39 

0.08 

0.06 

0.14 

0.06 

0.52 

0.01 

0.0500 

- 

- 

0.070 

0.120 

0.129 

0.270 

0.013 

0.256 

0.275 

107.22 

Over Exploited 

Bholi Khera 

0825000302990600 

0.04 

0.05 

291.77 

0.06 

0.01 

0.07 

0.06 

0.52 

0.01 

0.0200 

- 

- 

0.016 

0.036 

0.043 

0.118 

0.006 

0.112 

0.110 

98.61 

Critical 

Bhootela 

0824000702862400 

0.02 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhopa Ki Bhagal 

0825000302993500 

0.04 

0.02 

354.65 

0.02 

- 

0.02 

0.06 

0.53 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.031 

0.002 

0.030 

0.062 

206.25 

Over Exploited 

Bhopal Pura 

0825000302988300 

0.04 

0.02 

311.93 

0.02 

- 

0.02 

0.06 

0.52 

0.00 

- 

- 

- 

- 

- 

0.002 

0.023 

0.001 

0.022 

0.023 

103.34 

Over Exploited 

Bhopji Ka Khera 

0825000302988000 

0.04 

0.03 

307.75 

0.04 

0.01 

0.05 

0.06 

0.51 

0.00 

0.0100 

- 

- 

0.009 

0.019 

0.023 

0.069 

0.003 

0.065 

0.062 

95.20 

Critical 

Bijepur 

0824000702863100 

0.02 

0.05 

588.08 

0.06 

0.02 

0.08 

0.05 

0.58 

- 

0.0100 

- 

- 

0.025 

0.035 

0.035 

0.114 

0.006 

0.109 

0.112 

102.92 

Over Exploited 

Binol 

0825000503015100 

0.04 

0.00 

3,691.16 

0.01 

- 

0.01 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.046 

874.13 

Over Exploited 

Budhpura 

0825000302994700 

0.04 

0.09 

234.61 

0.11 

0.01 

0.12 

0.05 

0.57 

- 

0.0100 

- 

- 

0.014 

0.024 

0.024 

0.140 

0.007 

0.133 

0.054 

40.30 

Safe 

Bukarda 

0825000302993300 

0.04 

0.06 

305.70 

0.07 

0.00 

0.07 

0.05 

0.53 

0.01 

0.0100 

- 

- 

0.006 

0.016 

0.023 

0.094 

0.005 

0.089 

0.111 

125.05 

Over Exploited 

ChakJoonda 

0825000603027800 

0.03 

0.08 

447.83 

0.10 

0.04 

0.14 

0.05 

0.57 

- 

0.0200 

- 

- 

0.058 

0.078 

0.078 

0.216 

0.011 

0.205 

0.123 

60.10 

Safe 

Champa Ka Gurha 

0825000302985000 

0.04 

0.06 

245.37 

0.08 

0.00 

0.08 

0.06 

0.52 

0.01 

- 

- 

- 

0.004 

0.004 

0.012 

0.090 

0.004 

0.085 

0.036 

42.23 

Safe 

Chatarpura 

0825000302991800 

0.04 

0.05 

339.22 

0.05 

- 

0.05 

0.06 

0.52 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.070 

0.004 

0.067 

0.062 

93.37 

Critical 

Chatraji Ka Gurha 

0825000302988900 

0.04 

0.04 

299.01 

0.05 

- 

0.05 

0.06 

0.52 

0.00 

- 

- 

- 

- 

- 

0.005 

0.050 

0.003 

0.048 

0.012 

24.38 

Safe 

Chaukri 

0825000302983400 

0.04 

0.00 

4,644.28 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.004 

4,621.04 

Over Exploited 

Chhapri 

0824000702863800 

0.02 

0.02 

725.56 

0.03 

0.00 

0.03 

0.05 

0.54 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.039 

0.002 

0.037 

0.025 

67.73 

Safe 



0.02 

0.00 

9,348.56 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Choondawaton Ka Khera 

0825000402996900 

0.05 

0.00 

1,059.29 

0.00 

0.00 

0.00 

0.02 

0.17 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

0.000 

0.003 

0.006 

189.49 

Over Exploited 



0.04 

0.00 

93,861.39 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dabla 

0825000503012800 

0.04 

0.07 

400.62 

0.08 

0.00 

0.08 

0.06 

0.52 

0.01 

- 

- 

- 

0.001 

0.002 

0.010 

0.093 

0.005 

0.088 

0.043 

48.32 

Safe 

Dala Ka Khera 

0825000202982300 

0.04 

0.02 

435.04 

0.02 

- 

0.02 

0.04 

0.41 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.047 

0.002 

0.045 

0.104 

229.89 

Over Exploited 

Dangra 

0824000602859500 

0.04 

0.00 

3,021.31 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

1,450.52 

Over Exploited 

Dangri 

0824000602859400 

0.04 

0.00 

2,002.00 

0.00 

- 

0.00 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.029 

245.42 

Over Exploited 

Darada 

0825000202980700 

0.06 

0.00 

872.68 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.002 

0.005 

187.03 

Over Exploited 



0.04 

0.01 

407.51 

0.01 

0.00 

0.01 

0.03 

0.28 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.012 

0.001 

0.012 

0.012 

98.03 

Critical 

Degana 

0825000302983300 

0.04 

0.05 

########## 

0.07 

0.02 

0.08 

0.04 

0.40 

0.01 

0.0400 

- 

- 

0.014 

0.054 

0.061 

0.146 

0.007 

0.138 

0.369 

266.97 

Over Exploited 

Delana (rural) 

0824000702865500 

0.02 

0.00 

307,954.30 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Deoli 

0825000302996200 

0.04 

0.15 

186.76 

0.18 

0.01 

0.19 

0.05 

0.56 

- 

0.0100 

- 

- 

0.020 

0.030 

0.030 

0.223 

0.011 

0.212 

0.121 

57.24 

Safe 

Deoron Ka Gurha 

0825000302982700 

0.05 

0.02 

23,840.70 

0.02 

0.00 

0.02 

0.02 

0.17 

0.00 

- 

- 

- 

0.001 

0.001 

0.003 

0.026 

0.001 

0.024 

0.035 

141.54 

Over Exploited 



0.04 

0.03 

443.23 

0.03 

0.00 

0.03 

0.02 

0.22 

0.00 

- 

- 

- 

0.001 

0.001 

0.004 

0.038 

0.002 

0.036 

0.035 

96.66 

Critical 



0.05 

0.01 

########## 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.008 

0.014 

180.82 

Over Exploited 



0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dewaji Ka Gurha 

0825000302984600 

0.04 

0.02 

250.58 

0.02 

0.00 

0.02 

0.06 

0.52 

0.00 

- 

- 

- 

0.000 

0.000 

0.003 

0.027 

0.001 

0.026 

0.010 

38.17 

Safe 

Dewariya 

0825000302995300 

0.04 

0.08 

176.60 

0.09 

0.01 

0.11 

0.05 

0.54 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.130 

0.007 

0.124 

0.167 

134.91 

Over Exploited 

Dhanakpura 

0825000302994200 

0.04 

0.03 

288.45 

0.04 

0.00 

0.04 

0.05 

0.54 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.056 

0.003 

0.053 

0.081 

152.06 

Over Exploited 

Dhangras 

0824000702869100 

0.03 

0.07 

284.24 

0.08 

0.08 

0.17 

0.05 

0.59 

- 

0.0100 

- 

- 

0.126 

0.136 

0.136 

0.303 

0.015 

0.288 

0.111 

38.40 

Safe 

Dhanoli 

0825000302993100 

0.04 

0.07 

287.15 

0.08 

0.03 

0.11 

0.05 

0.53 

- 

0.0200 

- 

- 

0.035 

0.055 

0.055 

0.167 

0.008 

0.159 

0.198 

124.60 

Over Exploited 

Dhelana 

0825000302984400 

0.04 

0.12 

########## 

0.14 

0.01 

0.16 

0.05 

0.49 

0.01 

0.0500 

- 

- 

0.006 

0.057 

0.071 

0.229 

0.011 

0.218 

0.301 

138.17 

Over Exploited 

Dherdon Ka Gurha 

0825000302984900 

0.04 

0.06 

200.96 

0.07 

0.00 

0.08 

0.06 

0.52 

0.01 

- 

- 

- 

0.006 

0.006 

0.014 

0.091 

0.005 

0.086 

0.031 

35.69 

Safe 

Dingrol 

0825000302991900 

0.04 

0.09 

388.81 

0.11 

0.02 

0.12 

0.06 

0.52 

0.01 

0.0400 

- 

- 

0.009 

0.049 

0.060 

0.182 

0.009 

0.173 

0.397 

229.73 

Over Exploited 

Diyas 

0824000702864600 

0.03 

0.08 

460.37 

0.09 

0.04 

0.13 

0.05 

0.60 

- 

0.0400 

- 

- 

0.039 

0.079 

0.079 

0.209 

0.010 

0.199 

0.397 

200.11 

Over Exploited 

Dolatpura 

0825000603027500 

0.03 

0.01 

717.60 

0.02 

- 

0.02 

0.03 

0.37 

- 

- 

- 

- 

- 

- 

- 

0.017 

0.001 

0.016 

0.027 

163.25 

Over Exploited 

Doonga Ka Khera 

0825000302995100 

0.04 

0.03 

317.15 

0.04 

0.01 

0.05 

0.05 

0.54 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.084 

0.004 

0.080 

0.184 

229.90 

Over Exploited 

Dowada 

0825000302992800 

0.04 

0.10 

384.52 

0.12 

0.02 

0.14 

0.06 

0.52 

0.01 

0.0500 

- 

- 

0.005 

0.055 

0.067 

0.210 

0.011 

0.200 

0.412 

205.93 

Over Exploited 

Dudaliya 

0825000202982500 

0.04 

0.03 

1,055.36 

0.03 

0.00 

0.04 

0.03 

0.24 

0.00 

0.0200 

- 

- 

0.007 

0.027 

0.030 

0.065 

0.003 

0.062 

0.125 

202.17 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Fatehpuriya 

082500030299100C 

2.713 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.431 

5.00 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.001 

0.07 

0.08 


Gadariyawas 

0825000302993600 

1.901 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.901 

4.88 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.17 

0.15 

0.16 

0.003 

0.47 

0.54 


Gadri Khera 

0824000702864500 

3.012 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.111 

4.26 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.14 

0.13 

0.04 

0.006 

0.38 

0.40 







Non-command 

Gneisses(B.G.C) 

0.901 

4.26 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.02 

0.003 

0.16 

0.17 


Gadrola 

0825000302989000 

4.558 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.558 

4.82 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.35 

0.32 

0.08 

0.008 

0.46 

0.50 


Gajsingh Ji Ki Bhagal 

0825000302989200 

2.110 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.110 

3.72 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.12 

0.11 

0.05 

0.004 

0.46 

0.50 


Galwa 

0825000302994800 

3.966 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.966 

4.08 

0.015 

0.11 

0.02 

0.00 

0.00 

0.03 

0.31 

0.26 

0.43 

0.007 

0.50 

0.58 


Ganeshpur (khalsa) 

0824000702868400 

1.562 

Fresh 

Chandra Bhaga 

Command 

Phyllite & Schist 

1.562 

6.60 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.16 

0.09 

0.005 

0.54 

0.57 


Ganeshpura 

0825000603028100 

2.233 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.294 

6.25 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.05 

0.004 

0.30 

0.33 


Ganga Guda 

0825000302988200 

1.198 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.198 

4.79 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.03 

0.002 

0.46 

0.50 


Gangas 

0825000603031200 

12.001 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.440 

5.22 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.002 

0.02 

0.02 


Geeriya 

0824000702863200 

9.770 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

9.770 

5.32 

0.015 

0.09 

0.01 

0.00 

0.00 

0.13 

0.73 

0.67 

0.30 

0.030 

0.53 

0.58 


Ghosundi 

0825000302990500 

6.305 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.305 

5.33 

0.015 

0.08 

0.01 

0.00 

0.00 

0.01 

0.57 

0.52 

0.31 

0.012 

0.46 

0.51 


Gitoriya 

0825000403001700 

5.431 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.440 

4.69 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.00 

0.001 

0.04 

0.04 


Golera Kuwa 

0825000302991200 

4.680 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.247 

4.98 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.04 

0.002 

0.13 

0.14 


Googli 

0825000302989500 

4.404 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.404 

6.37 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.44 

0.39 

0.06 

0.008 

0.46 

0.52 


Gopalpura 

0825000302993700 

0.962 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.962 

4.70 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.09 

0.002 

0.48 

0.55 


Gowal 

0825000302983100 

5.034 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.731 

3.23 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.22 

0.03 

0.009 

0.44 

0.48 


Gowliya 

0824000702863700 

4.171 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.449 

6.29 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.01 

0.001 

0.06 

0.06 






Chandra Bhaga 

Command 

Gneisses(B.G.C) 

3.722 

6.29 

0.015 

0.03 

0.00 

0.00 

0.00 

0.02 

0.36 

0.33 

0.10 

0.011 

0.47 

0.51 


Gujariya Khera 

0824000702864100 

1.881 

Fresh 

Chandra Bhaga 

Command 

Phyllite & Schist 

1.881 

6.72 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.18 

0.03 

0.006 

0.53 

0.57 


Gumanpura 

0824000702864300 

1.403 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.925 

5.48 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.03 

0.003 

0.36 

0.38 







Non-command 

Gneisses(B.G.C) 

0.477 

5.48 

0.015 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.01 

0.001 

0.18 

0.20 


Guniya 

0825000202981000 

5.975 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.045 

3.87 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gurha 

0824000702868000 

5.203 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.001 

5.21 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

0.311 

5.21 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.03 

0.03 


Gurha Chat 

0825000102969000 

2.520 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.520 

3.73 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.15 

0.00 

0.015 

0.46 

0.50 


Gurha Khera 

0824000702868100 

4.773 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.590 

5.67 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.24 

0.23 

0.11 

0.008 

0.29 

0.31 







Non-command 

Gneisses(B.G.C) 

0.148 

5.67 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.02 

0.02 


Hadiya Kheri 

0824000702862800 

1.890 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.890 

2.96 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.09 

0.08 

0.04 

0.006 

0.54 

0.58 


Hakyawas 

0825000302984800 

3.345 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.345 

4.51 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.22 

0.04 

0.006 

0.46 

0.50 


Halela 

0825000202980800 

3.967 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.236 

2.40 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.01 

0.002 

0.15 

0.16 


Haripura 

0824000702865400 

2.573 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.544 

2.01 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.07 

0.06 

0.00 

0.008 

0.54 

0.57 


Hawala 

0825000302991600 

0.816 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.816 

5.72 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.03 

0.001 

0.46 

0.51 


Jaisinghpura 

0824000702863000 

4.861 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.861 

4.77 

0.015 

0.03 

0.00 

0.00 

0.00 

0.02 

0.36 

0.34 

0.12 

0.015 

0.54 

0.57 


Jarsa 

0825000202981100 

3.506 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.136 

4.44 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.02 


Jaswantpura 

0825000302990900 

1.790 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.611 

5.15 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.12 

0.11 

0.02 

0.003 

0.42 

0.46 


Jatiya Khera 

0825000302995700 

1.388 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.387 

5.90 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.12 

0.10 

0.003 

0.48 

0.63 


Jawaliya 

0825000302982900 

1.582 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.582 

3.39 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.02 

0.003 

0.46 

0.51 



0825000402997400 

12.276 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

12.276 

3.85 

0.020 

0.06 

0.01 

0.00 

0.00 

0.02 

0.98 

0.89 

0.20 

0.034 

0.46 

0.51 


Jawanji Ka Khera 

0825000302990000 

0.577 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.577 

6.15 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.01 

0.001 

0.46 

0.51 


Jawariya 

0825000403001800 

2.637 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.009 

5.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jetpura 

0825000302992600 

12.460 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.769 

6.18 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.27 

0.20 

0.04 

0.005 

0.11 

0.14 


Jharol 

0824000602859600 

15.664 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.290 

4.99 

0.011 

0.08 

0.01 

0.00 

0.00 

0.00 

0.36 

0.33 

0.31 

0.017 

0.17 

0.19 


Jhor 

0825000302994600 

7.649 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.649 

5.26 

0.015 

0.12 

0.02 

0.00 

0.00 

0.08 

0.62 

0.56 

0.45 

0.014 

0.52 

0.58 


Jodhpura 

0825000503015200 

6.723 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.285 

4.14 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.15 

0.02 

0.008 

0.17 

0.22 


Joonda 

0825000603027900 

10.809 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.950 

5.40 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.34 

0.32 

0.10 

0.014 

0.19 

0.21 


Joonda Ki Kheri 

0825000603027700 

0.964 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.963 

6.21 

0.015 

0.05 

0.01 

0.00 

0.00 

0.03 

0.10 

0.09 

0.18 

0.003 

0.52 

0.56 


Kabri 

0825000302996100 

4.018 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.337 

3.63 

0.015 

0.05 

0.01 

0.00 

0.00 

0.01 

0.21 

0.18 

0.21 

0.006 

0.41 

0.51 


Kaji Gurha Kalan 

0825000302985300 

1.291 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.291 

3.66 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.03 

0.002 

0.46 

0.50 


Kaji Gurha Khurd 

0825000302985400 

0.525 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.525 

3.44 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.001 

0.46 

0.50 


Kala Guman 

0825000102969100 

9.143 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.168 

3.14 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.22 

0.00 

0.024 

0.21 

0.23 


Kala Ka Khera 

0824000702864000 

4.155 

Fresh 

Chandra Bhaga 

Command 

Phyllite & Schist 

1.834 

6.71 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.20 

0.18 

0.05 

0.006 

0.23 

0.25 







Command 

Gneisses(B.G.C) 

2.321 

6.71 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.25 

0.23 

0.07 

0.007 

0.29 

0.32 


Kalamaton Ka Khera 

0825000302996000 

4.538 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.538 

3.58 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.27 

0.22 

0.12 

0.008 

0.50 

0.60 


Kalesariya 

0825000302991400 

0.765 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.765 

5.48 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.02 

0.001 

0.47 

0.52 


Kameri 

0825000202982200 

7.377 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.030 

3.12 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.07 

0.003 

0.13 

0.14 


Kangani 

0824000702865300 

9.493 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.063 

2.63 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

8.231 

2.63 

0.015 

0.14 

0.02 

0.00 

0.00 

0.08 

0.37 

0.35 

0.54 

0.025 

0.47 

0.50 


Kanji Ka Khera 

0825000302988500 

0.494 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.494 

5.13 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.04 

0.03 

0.03 

0.001 

0.46 

0.50 


Karatwas 

0825000302994900 

1.990 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.990 

4.56 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.17 

0.14 

0.10 

0.004 

0.50 

0.58 


Karera 

0825000503013000 

5.840 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.643 

5.94 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.01 

0.002 

0.05 

0.06 


Karma Kheri 

0825000603031000 

3.032 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.364 

8.47 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.01 

0.001 

0.06 

0.07 


Karnji Ki Kheri 

0824000702864900 

6.039 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.171 

5.18 

0.015 

0.06 

0.01 

0.00 

0.00 

0.06 

0.39 

0.37 

0.20 

0.016 

0.47 

0.49 







Non-command 

Gneisses(B.G.C) 

0.868 

5.18 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.03 

0.003 

0.08 

0.08 


Kemri 

0825000302984700 

2.303 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.136 

5.24 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.16 

0.03 

0.004 

0.43 

0.47 


Khajooriya 

0824000702863900 

1.779 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.111 

5.83 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.03 

0.04 







Non-command 

Gneisses(B.G.C) 

1.645 

5.83 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.18 

0.17 

0.20 

0.005 

0.50 

0.53 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Fatehpuriya 

0825000302991000 

0.04 

0.00 

2,111.31 

0.00 

0.00 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.003 

0.000 

0.003 

0.001 

30.31 

Safe 

Gadariyawas 

0825000302993600 

0.04 

0.04 

298.81 

0.04 

0.01 

0.05 

0.05 

0.53 

0.00 

0.0200 

- 

- 

0.000 

0.020 

0.024 

0.079 

0.004 

0.075 

0.167 

223.50 

Over Exploited 

Gadri Khera 

0824000702864500 

0.03 

0.02 

477.14 

0.03 

0.01 

0.03 

0.04 

0.42 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.041 

0.002 

0.039 

0.046 

119.08 

Over Exploited 



0.02 

0.00 

2,075.87 

0.00 

- 

0.00 

0.02 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.003 

0.021 

621.24 

Over Exploited 

Gadrola 

0825000302989000 

0.04 

0.09 

271.11 

0.10 

0.00 

0.10 

0.06 

0.52 

0.01 

0.0100 

- 

- 

0.001 

0.011 

0.022 

0.126 

0.006 

0.120 

0.092 

77.00 

Semi Critical 

Gajsingh Ji Ki Bhagal 

0825000302989200 

0.04 

0.04 

174.39 

0.05 

0.01 

0.06 

0.06 

0.52 

0.00 

0.0100 

- 

- 

0.012 

0.022 

0.027 

0.083 

0.004 

0.079 

0.050 

62.89 

Safe 

Galwa 

0825000302994800 

0.04 

0.08 

222.80 

0.10 

0.05 

0.14 

0.05 

0.55 

- 

0.0500 

- 

- 

0.039 

0.089 

0.089 

0.233 

0.012 

0.222 

0.437 

197.38 

Over Exploited 

Ganeshpur (khalsa) 

0824000702868400 

0.03 

0.02 

586.51 

0.03 

- 

0.03 

0.05 

0.59 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.049 

0.002 

0.046 

0.097 

209.16 

Over Exploited 

Ganeshpura 

0825000603028100 

0.03 

0.01 

936.34 

0.01 

- 

0.01 

0.03 

0.33 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.024 

0.001 

0.023 

0.055 

242.30 

Over Exploited 

Ganga Guda 

0825000302988200 

0.04 

0.02 

279.25 

0.03 

0.00 

0.03 

0.06 

0.52 

0.00 

0.0100 

- 

- 

0.003 

0.013 

0.016 

0.046 

0.002 

0.043 

0.031 

71.79 

Semi Critical 

Gangas 

0825000603031200 

0.03 

0.00 

12,513.25 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.014 

4,413.36 

Over Exploited 

Geeriya 

0824000702863200 

0.02 

0.10 

547.76 

0.12 

0.14 

0.27 

0.05 

0.58 

- 

0.0300 

- 

- 

0.197 

0.227 

0.227 

0.494 

0.025 

0.469 

0.332 

70.70 

Semi Critical 

Ghosundi 

0825000302990500 

0.04 

0.12 

331.73 

0.14 

0.02 

0.16 

0.06 

0.52 

0.01 

0.0300 

- 

- 

0.010 

0.040 

0.055 

0.216 

0.011 

0.205 

0.322 

156.90 

Over Exploited 

Gitoriya 

0825000403001700 

0.05 

0.00 

4,478.12 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

117.64 

Over Exploited 

Golera Kuwa 

0825000302991200 

0.04 

0.01 

1,329.82 

0.01 

0.00 

0.01 

0.01 

0.14 

0.00 

- 

- 

- 

0.000 

0.000 

0.001 

0.009 

0.000 

0.009 

0.045 

520.30 

Over Exploited 

Googli 

0825000302989500 

0.04 

0.08 

369.34 

0.10 

0.00 

0.10 

0.06 

0.52 

0.01 

- 

- 

- 

0.001 

0.001 

0.012 

0.113 

0.006 

0.108 

0.066 

61.42 

Safe 

Gopalpura 

0825000302993700 

0.04 

0.02 

305.19 

0.02 

0.00 

0.02 

0.05 

0.53 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.012 

0.035 

0.002 

0.033 

0.093 

278.15 

Over Exploited 

Gowal 

0825000302983100 

0.04 

0.08 

154.28 

0.10 

0.00 

0.11 

0.05 

0.49 

0.01 

- 

- 

- 

0.007 

0.007 

0.017 

0.123 

0.006 

0.117 

0.038 

32.12 

Safe 

Gowliya 

0824000702863700 

0.02 

0.00 

7,545.51 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.012 

2,131.28 

Over Exploited 



0.02 

0.03 

840.83 

0.04 

0.02 

0.06 

0.04 

0.51 

- 

0.0100 

- 

- 

0.033 

0.043 

0.043 

0.108 

0.005 

0.102 

0.112 

109.80 

Over Exploited 

Gujariya Khera 

0824000702864100 

0.03 

0.03 

542.65 

0.03 

0.00 

0.04 

0.05 

0.58 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.044 

0.002 

0.042 

0.031 

73.37 

Semi Critical 

Gumanpura 

0824000702864300 

0.03 

0.01 

760.27 

0.01 

0.00 

0.01 

0.03 

0.39 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.012 

0.001 

0.011 

0.032 

277.08 

Over Exploited 



0.02 

0.00 

980.87 

0.00 

0.02 

0.02 

0.02 

0.20 

- 

- 

- 

- 

0.029 

0.029 

0.029 

0.050 

0.002 

0.047 

0.015 

32.67 

Safe 

Guniya 

0825000202981000 

0.04 

0.00 

51,684.58 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gurha 

0824000702868000 

0.03 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.02 

0.00 

11,261.47 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.015 

6,503.08 

Over Exploited 

Gurha Chat 

0825000102969000 

0.04 

0.05 

221.64 

0.06 

0.00 

0.06 

0.06 

0.52 

0.01 

- 

- 

- 

0.002 

0.002 

0.007 

0.065 

0.003 

0.061 

0.015 

24.01 

Safe 

Gurha Khera 

0824000702868100 

0.03 

0.02 

939.83 

0.03 

0.01 

0.04 

0.03 

0.32 

- 

0.0100 

- 

- 

0.018 

0.028 

0.028 

0.066 

0.003 

0.062 

0.116 

185.90 

Over Exploited 



0.02 

0.00 

23,823.37 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

13,135.28 

Over Exploited 

Hadiya Kheri 

0824000702862800 

0.02 

0.02 

299.76 

0.02 

0.01 

0.03 

0.05 

0.59 

- 

- 

- 

- 

0.011 

0.011 

0.011 

0.042 

0.002 

0.040 

0.046 

113.88 

Over Exploited 

Hakyawas 

0825000302984800 

0.04 

0.06 

241.25 

0.08 

0.00 

0.08 

0.06 

0.52 

0.01 

- 

- 

- 

0.001 

0.001 

0.009 

0.086 

0.004 

0.081 

0.044 

54.22 

Safe 

Halela 

0825000202980800 

0.06 

0.01 

403.83 

0.01 

- 

0.01 

0.02 

0.16 

0.00 

- 

- 

- 

- 

- 

0.001 

0.014 

0.001 

0.014 

0.009 

66.82 

Safe 

Haripura 

0824000702865400 

0.02 

0.03 

129.69 

0.03 

0.01 

0.04 

0.05 

0.59 

- 

- 

- 

- 

0.015 

0.015 

0.015 

0.058 

0.003 

0.055 

0.008 

13.95 

Safe 

Hawala 

0825000302991600 

0.04 

0.02 

370.30 

0.02 

- 

0.02 

0.06 

0.52 

0.00 

- 

- 

- 

- 

- 

0.002 

0.021 

0.001 

0.019 

0.033 

171.93 

Over Exploited 

Jaisinghpura 

0824000702863000 

0.02 

0.05 

551.00 

0.06 

0.02 

0.08 

0.05 

0.59 

- 

0.0100 

- 

- 

0.023 

0.033 

0.033 

0.110 

0.006 

0.105 

0.134 

127.51 

Over Exploited 

Jarsa 

0825000202981100 

0.04 

0.00 

975,537.04 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jaswantpura 

0825000302990900 

0.04 

0.03 

311.17 

0.03 

0.01 

0.04 

0.05 

0.47 

0.00 

- 

- 

- 

0.015 

0.015 

0.019 

0.062 

0.003 

0.059 

0.020 

33.88 

Safe 

Jatiya Khera 

0825000302995700 

0.04 

0.03 

324.93 

0.03 

- 

0.03 

0.05 

0.53 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.043 

0.002 

0.041 

0.100 

243.91 

Over Exploited 

Jawaliya 

0825000302982900 

0.04 

0.03 

175.14 

0.04 

- 

0.04 

0.06 

0.52 

0.00 

- 

- 

- 

- 

- 

0.004 

0.040 

0.002 

0.038 

0.024 

63.10 

Safe 


0825000402997400 

0.05 

0.28 

218.38 

0.34 

0.03 

0.37 

0.06 

0.52 

0.03 

0.0200 

- 

- 

0.031 

0.051 

0.085 

0.454 

0.023 

0.431 

0.238 

55.14 

Safe 

Jawanji Ka Khera 

0825000302990000 

0.04 

0.01 

343.33 

0.01 

0.00 

0.01 

0.06 

0.52 

0.00 

- 

- 

- 

0.000 

- 

0.001 

0.015 

0.001 

0.014 

0.014 

101.97 

Over Exploited 

Jawariya 

0825000403001800 

0.05 

0.00 

114,732.48 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jetpura 

0825000302992600 

0.04 

0.01 

1,543.31 

0.01 

- 

0.01 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.014 

0.048 

350.10 

Over Exploited 

Jharol 

0824000602859600 

0.04 

0.04 

805.09 

0.04 

0.01 

0.05 

0.02 

0.19 

- 

0.0600 

- 

- 

0.001 

0.061 

0.061 

0.116 

0.006 

0.110 

0.322 

292.95 

Over Exploited 

Jhor 

0825000302994600 

0.04 

0.16 

243.17 

0.19 

0.10 

0.30 

0.05 

0.57 

- 

0.0500 

- 

- 

0.125 

0.175 

0.175 

0.472 

0.024 

0.449 

0.464 

103.38 

Over Exploited 

Jodhpura 

0825000503015200 

0.04 

0.02 

805.36 

0.02 

0.00 

0.02 

0.02 

0.18 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.027 

0.001 

0.026 

0.026 

100.46 

Over Exploited 

Joonda 

0825000603027900 

0.03 

0.02 

1,313.57 

0.03 

0.01 

0.03 

0.02 

0.21 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.050 

0.003 

0.048 

0.116 

243.19 

Over Exploited 

Joonda Ki Kheri 

0825000603027700 

0.03 

0.02 

485.59 

0.02 

0.04 

0.06 

0.05 

0.57 

- 

0.0300 

- 

- 

0.052 

0.082 

0.082 

0.144 

0.007 

0.137 

0.186 

135.86 

Over Exploited 

Kabri 

0825000302996100 

0.04 

0.06 

209.75 

0.07 

0.02 

0.08 

0.04 

0.46 

- 

0.0200 

- 

- 

0.010 

0.030 

0.030 

0.115 

0.006 

0.110 

0.217 

198.22 

Over Exploited 

Kaji Gurha Kalan 

0825000302985300 

0.04 

0.02 

199.05 

0.03 

0.00 

0.03 

0.06 

0.52 

0.00 

0.0100 

- 

- 

0.002 

0.012 

0.015 

0.045 

0.002 

0.043 

0.031 

72.66 

Semi Critical 

Kaji Gurha Khurd 

0825000302985400 

0.04 

0.01 

149.94 

0.01 

- 

0.01 

0.06 

0.52 

0.00 

- 

- 

- 

- 

- 

0.001 

0.013 

0.001 

0.013 

0.014 

111.44 

Over Exploited 

Kala Guman 

0825000102969100 

0.04 

0.04 

509.22 

0.04 

0.00 

0.05 

0.03 

0.24 

0.00 

- 

- 

- 

0.004 

0.004 

0.008 

0.053 

0.003 

0.051 

0.024 

47.93 

Safe 

Kala Ka Khera 

0824000702864000 

0.03 

0.01 

1,406.19 

0.01 

0.01 

0.02 

0.02 

0.26 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.042 

0.002 

0.040 

0.060 

150.26 

Over Exploited 



0.02 

0.01 

1,609.41 

0.02 

0.00 

0.02 

0.03 

0.32 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.027 

0.001 

0.026 

0.075 

293.62 

Over Exploited 

Kalamaton Ka Khera 

0825000302996000 

0.04 

0.09 

137.60 

0.11 

0.01 

0.12 

0.05 

0.55 

- 

0.0100 

- 

- 

0.009 

0.020 

0.020 

0.136 

0.007 

0.130 

0.132 

102.05 

Over Exploited 

Kalesariya 

0825000302991400 

0.04 

0.01 

331.84 

0.02 

0.00 

0.02 

0.06 

0.52 

0.00 

- 

- 

- 

0.004 

0.004 

0.006 

0.027 

0.001 

0.025 

0.023 

92.56 

Critical 

Kameri 

0825000202982200 

0.04 

0.01 

1,192.68 

0.01 

0.00 

0.01 

0.02 

0.14 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.012 

0.024 

0.001 

0.023 

0.071 

310.55 

Over Exploited 

Kangani 

0824000702865300 

0.03 

0.00 

32,626.33 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.004 

664.98 

Over Exploited 



0.02 

0.08 

349.26 

0.09 

0.10 

0.19 

0.05 

0.52 

- 

0.0600 

- 

- 

0.114 

0.174 

0.174 

0.362 

0.018 

0.344 

0.569 

165.30 

Over Exploited 

Kanji Ka Khera 

0825000302988500 

0.04 

0.01 

249.44 

0.01 

0.01 

0.02 

0.06 

0.52 

0.00 

- 

- 

- 

0.019 

0.019 

0.020 

0.044 

0.002 

0.041 

0.032 

77.14 

Semi Critical 

Karatwas 

0825000302994900 

0.04 

0.04 

252.17 

0.05 

0.00 

0.05 

0.05 

0.55 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.060 

0.003 

0.057 

0.108 

188.83 

Over Exploited 

Karera 

0825000503013000 

0.04 

0.00 

4,268.78 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.011 

612.03 

Over Exploited 

Karma Kheri 

0825000603031000 

0.03 

0.00 

6,171.12 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.007 

924.63 

Over Exploited 

Karnji Ki Kheri 

0824000702864900 

0.03 

0.07 

439.71 

0.08 

0.07 

0.15 

0.05 

0.51 

- 

0.0200 

- 

- 

0.093 

0.113 

0.113 

0.266 

0.013 

0.253 

0.218 

86.15 

Semi Critical 



0.02 

0.00 

5,262.63 

0.00 

0.00 

0.00 

0.01 

0.09 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.003 

0.000 

0.002 

0.035 

1,396.35 

Over Exploited 

Kemri 

0825000302984700 

0.04 

0.04 

329.90 

0.05 

0.00 

0.05 

0.05 

0.48 

0.00 

- 

- 

- 

0.003 

0.003 

0.007 

0.054 

0.003 

0.052 

0.038 

73.31 

Semi Critical 

Khajooriya 

0824000702863900 

0.03 

0.00 

8,525.20 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.014 

12,051.15 

Over Exploited 



0.02 

0.02 

951.22 

0.02 

0.01 

0.03 

0.05 

0.54 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.050 

0.002 

0.047 

0.203 

431.09 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 






Chandra Bhaga 

Command 

Gneisses(B.G.C) 

0.023 

5.83 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Khakhla 

0824000702864200 

14.674 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.283 

6.47 

0.015 

0.08 

0.01 

0.00 

0.00 

0.01 

0.38 

0.36 

0.30 

0.010 

0.12 

0.13 







Non-command 

Gneisses(B.G.C) 

0.113 

6.47 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.00 

0.00 






Chandra Bhaga 

Command 

Phyllite & Schist 

10.419 

6.47 

0.015 

0.25 

0.04 

0.00 

0.00 

0.08 

1.14 

1.07 

0.94 

0.032 

0.38 

0.41 







Command 

Gneisses(B.G.C) 

0.859 

6.47 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.08 

0.003 

0.03 

0.03 


Khandel 

0825000603027000 

15.100 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.166 

6.97 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

0.128 

6.97 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 






Chandra Bhaga 

Command 

Gneisses(B.G.C) 

0.079 

6.97 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Khara 

0825000302984200 

1.774 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.761 

3.16 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.08 

0.003 

0.46 

0.50 


Khara Asan 

0825000402996500 

0.509 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.492 

3.03 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.001 

0.46 

0.49 







Non-command 

Gneisses 

0.017 

3.03 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Kharnota 

0825000403001600 

13.474 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.191 

2.88 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.36 

0.33 

0.00 

0.017 

0.21 

0.23 


Khati Khera 

0824000702865100 

2.862 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.445 

4.02 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.001 

0.08 

0.09 


Kheton Ki Bhagal 

0825000503012900 

1.412 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.412 

6.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.16 

0.00 

0.005 

0.46 

0.51 


Kishan Puriya 

0825000302990300 

3.610 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.610 

5.14 

0.015 

0.04 

0.01 

0.00 

0.00 

0.01 

0.30 

0.28 

0.15 

0.007 

0.46 

0.50 


Kishanpura 

0825000302995400 

2.631 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.631 

4.40 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.16 

0.08 

0.005 

0.48 

0.57 


Kishanpuriya 

0825000603027600 

9.453 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.417 

6.67 

0.015 

0.03 

0.00 

0.00 

0.00 

0.05 

0.82 

0.76 

0.08 

0.029 

0.47 

0.50 






Chandra Bhaga 

Command 

Phyllite & Schist 

1.036 

6.67 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.01 

0.004 

0.06 

0.06 


Kitela 

0825000402997000 

3.136 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.924 

3.59 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.17 

0.04 

0.005 

0.29 

0.31 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.595 

3.59 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.01 

0.002 

0.09 

0.10 


Kotri 

0825000302988700 

2.099 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.099 

5.70 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.17 

0.03 

0.004 

0.46 

0.50 


Kuraj 

0825000603026900 

36.103 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.260 

4.52 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.00 

0.00 


Lalji Ka Khera 

0825000302985600 

1.103 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.103 

4.42 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.06 

0.002 

0.46 

0.50 


Lambori 

0825000402997500 

5.263 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.108 

3.45 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.17 

0.16 

0.14 

0.006 

0.19 

0.21 


Lapasiya Khera 

0825000603027300 

4.557 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.891 

6.60 

0.015 

0.04 

0.01 

0.00 

0.00 

0.01 

0.21 

0.19 

0.14 

0.007 

0.22 

0.23 







Non-command 

Gneisses(B.G.C) 

0.108 

6.60 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 






Chandra Bhaga 

Command 

Phyllite & Schist 

2.142 

6.60 

0.015 

0.04 

0.01 

0.00 

0.00 

0.01 

0.23 

0.22 

0.15 

0.007 

0.24 

0.27 







Command 

Gneisses(B.G.C) 

0.351 

6.60 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.001 

0.04 

0.04 


Liki 

0825000302988100 

4.504 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.200 

4.73 

0.015 

0.05 

0.01 

0.00 

0.00 

0.01 

0.32 

0.30 

0.19 

0.008 

0.43 

0.47 


Lodhiyana 

0825000302995900 

5.988 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.988 

3.89 

0.015 

0.09 

0.01 

0.00 

0.00 

0.03 

0.40 

0.32 

0.33 

0.011 

0.49 

0.60 


Lot Ka Gurha 

0825000302989700 

1.205 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.202 

5.99 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.00 

0.002 

0.46 

0.50 


Mad 

0825000202982400 

9.613 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.146 

4.47 

0.018 

0.05 

0.01 

0.00 

0.00 

0.01 

0.44 

0.40 

0.20 

0.009 

0.25 

0.27 


Mada Ki Bassi 

0825000202980600 

12.601 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.269 

3.67 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.000 

0.01 

0.01 







Non-command 

Gneisses 

2.864 

3.67 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.20 

0.19 

0.06 

0.005 

0.11 

0.12 


Majhawas 

0824000702868900 

8.080 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.376 

6.77 

0.015 

0.14 

0.02 

0.00 

0.00 

0.05 

0.82 

0.77 

0.54 

0.022 

0.48 

0.51 


Mali Khera 

0825000302993000 

2.071 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.071 

6.22 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.16 

0.02 

0.004 

0.48 

0.61 


Mandpiya 

0824000702869600 

3.469 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.108 

4.59 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.03 

0.003 

0.17 

0.18 







Non-command 

Gneisses(B.G.C) 

2.361 

4.59 

0.015 

0.02 

0.00 

0.00 

0.00 

0.02 

0.16 

0.15 

0.06 

0.007 

0.37 

0.39 


Mediya 

0825000102965500 

0.159 

Saline 

Non-command 

Non-command 

Gneisses 

0.010 

3.80 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.03 

0.03 


Mehandi 

0824000702868700 

1.870 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.870 

5.97 

0.015 

0.04 

0.01 

0.00 

0.00 

0.04 

0.16 

0.15 

0.16 

0.006 

0.53 

0.57 


Merda Khalsa 

0825000302989400 

6.548 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.597 

6.31 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.45 

0.40 

0.06 

0.008 

0.33 

0.36 


Minkiyawas 

0825000102969200 

1.890 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.565 

2.71 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.003 

0.14 

0.15 


Modardon Ka Khera 

0825000302991700 

1.818 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.818 

5.85 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.14 

0.00 

0.003 

0.46 

0.51 


Moorda 

0825000302994300 

8.055 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.998 

5.19 

0.015 

0.09 

0.01 

0.00 

0.00 

0.03 

0.67 

0.60 

0.35 

0.015 

0.50 

0.56 


Moothiya 

0825000102968900 

0.156 

Saline 

Non-command 

Non-command 

Gneisses 

0.106 

3.67 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.33 

0.35 


Mundkosiya 

0825000302985700 

2.681 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.700 

5.02 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.13 

0.02 

0.003 

0.29 

0.32 


Nardas Ka Gurha 

0825000202980500 

7.766 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.004 

2.17 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

0.022 

2.17 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.213 

2.17 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

0.014 

2.17 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Narooji Ka Gurha 

0825000302984500 

2.919 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.757 

5.42 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.00 

0.001 

0.12 

0.13 


Nataji Ka Khera 

0825000603028000 

2.902 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.902 

5.95 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.28 

0.26 

0.13 

0.010 

0.52 

0.56 


Nawalsingh Ka Khera 

0825000302982800 

2.132 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.115 

3.45 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.03 

0.03 







Non-command 

Gneisses(B.G.C) 

2.017 

3.45 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.01 

0.004 

0.44 

0.48 


Naya Khera 

0824000602859700 

4.175 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.000 

4.47 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Negarion Ka Khera 

0824000702863500 

6.282 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.213 

5.88 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.29 

0.26 

0.08 

0.010 

0.27 

0.30 






Chandra Bhaga 

Command 

Gneisses(B.G.C) 

2.464 

5.88 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.23 

0.21 

0.06 

0.007 

0.20 

0.23 


Olano Ka Khera 

0825000302994100 

4.205 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.889 

5.04 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.22 

0.20 

0.03 

0.005 

0.33 

0.37 


Panotiya 

0825000302993200 

3.570 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.570 

5.27 

0.015 

0.04 

0.01 

0.00 

0.00 

0.01 

0.30 

0.25 

0.15 

0.007 

0.48 

0.58 



0825000603030900 

2.580 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.075 

8.73 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.02 

0.02 


Parbati 

0825000302992100 

4.503 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.503 

6.08 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.42 

0.38 

0.03 

0.008 

0.46 

0.51 


Phalasiya 

0825000302985200 

1.303 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.303 

4.96 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.03 

0.002 

0.46 

0.50 


Phoonkiya 

0824000702863300 

5.347 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.343 

5.49 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.38 

0.33 

0.09 

0.013 

0.42 

0.47 






Chandra Bhaga 

Command 

Gneisses(B.G.C) 

0.927 

5.49 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.02 

0.003 

0.09 

0.10 


Potlan 

0824000702868200 

21.345 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.561 

4.70 

0.015 

0.10 

0.01 

0.00 

0.00 

0.04 

0.45 

0.42 

0.39 

0.017 

0.14 

0.15 







Non-command 

Gneisses(B.G.C) 

15.173 

4.70 

0.015 

0.28 

0.04 

0.00 

0.00 

0.11 

1.20 

1.13 

1.07 

0.046 

0.39 

0.41 






Chandra Bhaga 

Command 

Phyllite & Schist 

0.003 

4.70 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Gneisses(B.G.C) 

0.559 

4.70 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.04 

0.002 

0.01 

0.02 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.02 

0.00 

57,672.25 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

######### 

Over Exploited 

Khakhla 

082400070286420C 

0.03 

0.01 

3,090.23 

0.01 

0.02 

0.03 

0.01 

0.13 

- 

0.0600 

- 

- 

0.011 

0.071 

0.071 

0.102 

0.005 

0.097 

0.305 

313.43 

Over Exploited 



0.02 

0.00 

110,169.33 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

######### 

Over Exploited 



0.03 

0.11 

846.20 

0.14 

0.12 

0.26 

0.04 

0.42 

- 

0.1800 

- 

- 

0.125 

0.305 

0.305 

0.563 

0.028 

0.535 

0.972 

181.68 

Over Exploited 



0.02 

0.00 

17,672.15 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.013 

0.001 

0.012 

0.082 

678.74 

Over Exploited 

Khandel 

082500060302700C 

0.03 

0.00 

52,267.48 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.001 

0.002 

0.002 

0.003 

0.000 

0.002 

0.004 

148.80 

Over Exploited 



0.04 

0.00 

41,314.79 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.003 

523.72 

Over Exploited 



0.04 

0.00 

68,481.44 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

33,369.85 

Over Exploited 

Khara 

0825000302984200 

0.04 

0.03 

182.24 

0.04 

0.00 

0.04 

0.06 

0.52 

0.00 

0.0200 

- 

- 

0.002 

0.022 

0.026 

0.068 

0.003 

0.065 

0.087 

135.19 

Over Exploited 

Khara Asan 

0825000402996500 

0.05 

0.01 

207.86 

0.01 

- 

0.01 

0.05 

0.51 

0.00 

- 

- 

- 

- 

- 

0.001 

0.015 

0.001 

0.014 

0.018 

130.52 

Over Exploited 



0.04 

0.00 

8,290.60 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kharnota 

0825000403001600 

0.05 

0.07 

405.24 

0.08 

0.01 

0.08 

0.03 

0.24 

0.01 

- 

- 

- 

0.009 

0.010 

0.017 

0.102 

0.005 

0.097 

0.017 

17.54 

Safe 

Khati Khera 

0824000702865100 

0.02 

0.00 

3,265.40 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.012 

1,441.06 

Over Exploited 

Kheton Ki Bhagal 

0825000503012900 

0.04 

0.03 

452.90 

0.03 

0.00 

0.04 

0.06 

0.52 

0.00 

- 

- 

- 

0.004 

0.004 

0.007 

0.044 

0.002 

0.042 

0.008 

18.65 

Safe 

Kishan Puriya 

0825000302990300 

0.04 

0.07 

304.93 

0.08 

0.02 

0.10 

0.06 

0.52 

0.01 

0.0200 

- 

- 

0.009 

0.029 

0.038 

0.136 

0.007 

0.129 

0.159 

122.81 

Over Exploited 

Kishanpura 

0825000302995400 

0.04 

0.05 

211.30 

0.06 

0.00 

0.07 

0.05 

0.53 

0.01 

0.0100 

- 

- 

0.005 

0.015 

0.021 

0.087 

0.004 

0.083 

0.086 

104.00 

Over Exploited 

Kishanpuriya 

0825000603027600 

0.03 

0.12 

543.58 

0.14 

0.05 

0.19 

0.04 

0.51 

- 

0.0200 

- 

- 

0.077 

0.097 

0.097 

0.291 

0.015 

0.276 

0.110 

39.87 

Safe 



0.03 

0.00 

5,272.25 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.013 

616.55 

Over Exploited 

Kitela 

0825000402997000 

0.05 

0.03 

503.42 

0.03 

- 

0.03 

0.03 

0.32 

0.00 

- 

- 

- 

- 

- 

0.003 

0.037 

0.002 

0.035 

0.047 

135.11 

Over Exploited 



0.05 

0.00 

1,744.48 

0.00 

- 

0.00 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.003 

0.009 

257.75 

Over Exploited 

Kotri 

0825000302988700 

0.04 

0.04 

333.39 

0.05 

0.00 

0.05 

0.06 

0.52 

0.00 

- 

- 

- 

0.002 

0.002 

0.007 

0.056 

0.003 

0.054 

0.038 

70.67 

Semi Critical 

Kuraj 

0825000603026900 

0.03 

0.00 

45,944.03 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.008 

0.000 

0.007 

0.007 

94.55 

Critical 

Lalji Ka Khera 

0825000302985600 

0.04 

0.02 

261.95 

0.03 

0.00 

0.03 

0.06 

0.52 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.013 

0.039 

0.002 

0.037 

0.057 

153.94 

Over Exploited 

Lambori 

0825000402997500 

0.05 

0.02 

705.75 

0.02 

0.01 

0.04 

0.02 

0.21 

0.00 

0.0300 

- 

- 

0.005 

0.035 

0.038 

0.075 

0.004 

0.071 

0.144 

202.42 

Over Exploited 

Lapasiya Khera 

0825000603027300 

0.03 

0.01 

1,469.57 

0.01 

0.02 

0.03 

0.02 

0.24 

- 

0.0200 

- 

- 

0.012 

0.032 

0.032 

0.065 

0.003 

0.062 

0.143 

231.33 

Over Exploited 



0.04 

0.00 

13,593.56 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

0.006 

537.47 

Over Exploited 



0.03 

0.02 

1,272.31 

0.02 

0.02 

0.04 

0.02 

0.27 

- 

0.0200 

- 

- 

0.011 

0.031 

0.031 

0.067 

0.003 

0.064 

0.158 

247.44 

Over Exploited 



0.04 

0.00 

5,797.03 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.003 

0.000 

0.003 

0.025 

870.15 

Over Exploited 

Liki 

0825000302988100 

0.04 

0.07 

299.64 

0.09 

0.02 

0.11 

0.05 

0.48 

0.01 

0.0400 

- 

- 

0.022 

0.062 

0.072 

0.186 

0.009 

0.176 

0.201 

113.81 

Over Exploited 

Lodhiyana 

0825000302995900 

0.04 

0.12 

169.34 

0.14 

0.04 

0.19 

0.05 

0.54 

- 

0.0400 

- 

- 

0.047 

0.088 

0.088 

0.273 

0.014 

0.260 

0.341 

131.37 

Over Exploited 

Lot Ka Gurha 

0825000302989700 

0.04 

0.02 

335.41 

0.03 

0.00 

0.03 

0.06 

0.52 

0.00 

- 

- 

- 

0.000 

0.000 

0.003 

0.031 

0.002 

0.029 

0.006 

21.33 

Safe 

Mad 

0825000202982400 

0.04 

0.05 

779.64 

0.05 

0.02 

0.07 

0.03 

0.28 

0.01 

0.0400 

- 

- 

0.009 

0.049 

0.054 

0.125 

0.006 

0.118 

0.211 

177.96 

Over Exploited 

Mada Ki Bassi 

0825000202980600 

0.06 

0.00 

11,170.16 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

3,961.09 

Over Exploited 



0.04 

0.01 

1,427.19 

0.01 

0.00 

0.02 

0.01 

0.12 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.029 

0.001 

0.028 

0.067 

238.92 

Over Exploited 

Majhawas 

0824000702868900 

0.03 

0.10 

664.38 

0.12 

0.07 

0.19 

0.04 

0.52 

- 

0.0600 

- 

- 

0.069 

0.129 

0.129 

0.315 

0.016 

0.299 

0.562 

187.83 

Over Exploited 

Mali Khera 

0825000302993000 

0.04 

0.04 

290.56 

0.05 

0.00 

0.05 

0.05 

0.53 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.050 

0.003 

0.048 

0.021 

43.65 

Safe 

Mandpiya 

0824000702869600 

0.03 

0.01 

1,399.46 

0.01 

- 

0.01 

0.02 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.006 

0.028 

455.48 

Over Exploited 



0.02 

0.02 

784.98 

0.02 

0.02 

0.04 

0.04 

0.41 

- 

0.0100 

- 

- 

0.029 

0.039 

0.039 

0.080 

0.004 

0.076 

0.067 

88.75 

Semi Critical 

Mediya 

0825000102965500 

0.04 

0.00 

5,512.59 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

35,582.62 

Over Exploited 

Mehandi 

0824000702868700 

0.03 

0.03 

435.50 

0.03 

0.05 

0.08 

0.05 

0.58 

- 

0.0300 

- 

- 

0.054 

0.084 

0.084 

0.164 

0.008 

0.155 

0.161 

103.36 

Over Exploited 

Merda Khalsa 

0825000302989400 

0.04 

0.06 

555.29 

0.07 

0.00 

0.08 

0.04 

0.37 

0.01 

0.0100 

- 

- 

0.007 

0.017 

0.024 

0.103 

0.005 

0.098 

0.067 

69.00 

Safe 

Minkiyawas 

0825000102969200 

0.04 

0.00 

677.30 

0.00 

- 

0.00 

0.02 

0.16 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.003 

83.51 

Semi Critical 

Modardon Ka Khera 

0825000302991700 

0.04 

0.03 

311.41 

0.04 

0.00 

0.04 

0.06 

0.52 

0.00 

- 

- 

- 

0.004 

0.004 

0.008 

0.052 

0.003 

0.050 

0.007 

14.79 

Safe 

Moorda 

0825000302994300 

0.04 

0.16 

265.53 

0.20 

0.04 

0.24 

0.05 

0.55 

- 

0.0700 

- 

- 

0.045 

0.115 

0.115 

0.352 

0.018 

0.335 

0.365 

109.00 

Over Exploited 

Moothiya 

0825000102968900 

0.04 

0.00 

337.93 

0.00 

0.00 

0.00 

0.04 

0.36 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.003 

0.000 

0.002 

0.001 

25.94 

Safe 

Mundkosiya 

0825000302985700 

0.04 

0.02 

517.74 

0.02 

0.00 

0.02 

0.04 

0.33 

0.00 

- 

- 

- 

0.001 

0.001 

0.003 

0.028 

0.001 

0.027 

0.020 

75.77 

Semi Critical 

Nardas Ka Gurha 

0825000202980500 

0.05 

0.00 

496,178.84 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

67,922.10 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

77,674.91 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.011 

10,646.80 

Over Exploited 



0.04 

0.00 

108,127.89 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Narooji Ka Gurha 

0825000302984500 

0.04 

0.00 

########## 

0.00 

- 

0.00 

0.01 

0.13 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.005 

306.51 

Over Exploited 

Nataji Ka Khera 

0825000603028000 

0.03 

0.05 

465.19 

0.05 

0.01 

0.07 

0.05 

0.57 

- 

0.0200 

- 

- 

0.018 

0.038 

0.038 

0.104 

0.005 

0.099 

0.136 

137.91 

Over Exploited 

Nawalsingh Ka Khera 

0825000302982800 

0.05 

0.00 

3,677.88 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.04 

157.18 

0.04 

0.00 

0.05 

0.05 

0.50 

0.00 

- 

- 

- 

0.003 

0.003 

0.007 

0.053 

0.003 

0.051 

0.012 

23.01 

Safe 

Naya Khera 

0824000602859700 

0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Negarion Ka Khera 

0824000702863500 

0.02 

0.02 

1,431.32 

0.02 

0.01 

0.03 

0.03 

0.29 

- 

0.0100 

- 

- 

0.020 

0.030 

0.030 

0.063 

0.003 

0.060 

0.089 

147.38 

Over Exploited 



0.02 

0.01 

1,937.92 

0.01 

0.01 

0.02 

0.02 

0.22 

- 

0.0100 

- 

- 

0.015 

0.025 

0.025 

0.047 

0.002 

0.045 

0.068 

151.96 

Over Exploited 

Olano Ka Khera 

0825000302994100 

0.04 

0.04 

400.88 

0.05 

0.01 

0.05 

0.04 

0.37 

0.00 

0.0100 

- 

- 

0.010 

0.020 

0.025 

0.079 

0.004 

0.075 

0.036 

48.65 

Safe 

Panotiya 

0825000302993200 

0.04 

0.07 

255.08 

0.08 

0.02 

0.10 

0.05 

0.53 

- 

0.0200 

- 

- 

0.013 

0.033 

0.033 

0.135 

0.007 

0.129 

0.153 

118.65 

Over Exploited 


0825000603030900 

0.03 

0.00 

26,715.54 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.018 

47,197.01 

Over Exploited 

Parbati 

0825000302992100 

0.04 

0.09 

341.24 

0.10 

0.00 

0.11 

0.06 

0.52 

0.01 

- 

- 

- 

0.004 

0.004 

0.015 

0.120 

0.006 

0.114 

0.033 

29.13 

Safe 

Phalasiya 

0825000302985200 

0.04 

0.02 

297.51 

0.03 

- 

0.03 

0.06 

0.52 

0.00 

- 

- 

- 

- 

- 

0.003 

0.033 

0.002 

0.031 

0.036 

117.11 

Over Exploited 

Phoonkiya 

0824000702863300 

0.02 

0.04 

818.46 

0.04 

0.01 

0.05 

0.04 

0.46 

- 

0.0100 

- 

- 

0.015 

0.025 

0.025 

0.079 

0.004 

0.075 

0.107 

143.58 

Over Exploited 



0.02 

0.00 

4,494.84 

0.00 

0.00 

0.00 

0.01 

0.10 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

0.000 

0.002 

0.025 

995.82 

Over Exploited 

Potlan 

0824000702868200 

0.03 

0.02 

1,785.02 

0.03 

0.05 

0.07 

0.01 

0.16 

- 

0.0400 

- 

- 

0.056 

0.096 

0.096 

0.170 

0.008 

0.161 

0.406 

251.91 

Over Exploited 



0.02 

0.12 

868.89 

0.14 

0.15 

0.29 

0.04 

0.42 

- 

0.1200 

- 

- 

0.163 

0.283 

0.283 

0.572 

0.029 

0.543 

1.112 

204.80 

Over Exploited 



0.03 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.02 

0.00 

29,209.82 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.042 

23,005.07 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Rajpura 

082500030299150C 

1.616 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.616 

5.51 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.13 

0.02 

0.003 

0.46 

0.51 


Rakampura 

0825000302994500 

4.092 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.092 

5.31 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.35 

0.32 

0.10 

0.007 

0.52 

0.58 


Rampuriya 

0825000603027400 

0.492 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.492 

6.26 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.01 

0.002 

0.52 

0.56 


Ramthaliya 

0824000702868600 

1.822 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.822 

6.46 

0.015 

0.10 

0.02 

0.00 

0.00 

0.00 

0.26 

0.24 

0.40 

0.006 

0.54 

0.57 


Rangeeli 

0824000702869000 

2.240 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.240 

5.47 

0.015 

0.02 

0.00 

0.00 

0.00 

0.16 

0.05 

0.04 

0.07 

0.007 

0.53 

0.57 


Rawon Ka Khera 

0825000302993900 

1.358 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.358 

4.95 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.11 

0.10 

0.09 

0.002 

0.47 

0.53 


Rooparel 

0824000702862700 

2.613 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.613 

3.12 

0.015 

0.01 

0.00 

0.00 

0.00 

0.02 

0.11 

0.10 

0.01 

0.008 

0.54 

0.57 


Rooppura 

0824000702863600 

2.529 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.987 

7.13 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.03 

0.003 

0.20 

0.22 






Chandra Bhaga 

Command 

Gneisses(B.G.C) 

0.974 

7.13 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.03 

0.003 

0.20 

0.22 


Ruganathpura 

0824000702865200 

2.030 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.022 

2.73 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

1.148 

2.73 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.02 

0.003 

0.31 

0.33 


Sahara (rural) 

0824000702865000 

18.932 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.146 

6.36 

0.015 

0.04 

0.01 

0.00 

0.00 

0.01 

0.42 

0.39 

0.16 

0.013 

0.12 

0.13 







Non-command 

Gneisses(B.G.C) 

0.294 

6.36 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.001 

0.01 

0.01 


Sakroda 

0825000302995800 

9.087 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.433 

5.43 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.22 

0.16 

0.08 

0.004 

0.13 

0.18 


Salampura 

0825000302988400 

1.383 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.383 

5.12 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.02 

0.003 

0.46 

0.50 


Salera 

0824000702862900 

13.818 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.123 

4.62 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.01 







Non-command 

Gneisses(B.G.C) 

13.695 

4.62 

0.015 

0.15 

0.02 

0.00 

0.00 

0.08 

1.00 

0.94 

0.54 

0.042 

0.54 

0.57 


Sangas 

0824000702868300 

2.460 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.592 

6.39 

0.015 

0.05 

0.01 

0.00 

0.00 

0.02 

0.18 

0.17 

0.19 

0.005 

0.35 

0.37 






Chandra Bhaga 

Command 

Phyllite & Schist 

0.868 

6.39 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.11 

0.10 

0.003 

0.19 

0.20 


Saprao Ka Gurha 

0825000302989800 

4.297 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.297 

6.17 

0.015 

0.06 

0.00 

0.00 

0.00 

0.01 

0.45 

0.41 

0.22 

0.008 

0.46 

0.51 


Sardargarh 

0825000302991300 

8.483 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.483 

5.24 

0.015 

0.31 

0.02 

0.00 

0.00 

0.19 

0.77 

0.69 

0.63 

0.472 

0.47 

0.53 


Sardarpura 

0825000302990200 

1.111 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.111 

5.46 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.00 

0.002 

0.46 

0.50 


Sargaon 

0824000702869400 

13.751 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.388 

4.29 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.02 

0.02 







Non-command 

Gneisses(B.G.C) 

0.057 

4.29 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sarniya Khera 

0825000302994000 

0.833 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.833 

4.94 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.07 

0.002 

0.48 

0.54 


Satliyas 

0824000702864800 

5.863 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.855 

5.69 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.08 

0.08 

0.07 

0.003 

0.08 

0.08 







Non-command 

Gneisses(B.G.C) 

0.709 

5.69 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.05 

0.002 

0.07 

0.07 






Chandra Bhaga 

Command 

Phyllite & Schist 

2.975 

5.69 

0.015 

0.06 

0.01 

0.00 

0.00 

0.01 

0.30 

0.28 

0.23 

0.009 

0.28 

0.29 







Command 

Gneisses(B.G.C) 

1.325 

5.69 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.13 

0.10 

0.004 

0.12 

0.13 


Seganwas 

0825000302992900 

5.776 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.776 

6.12 

0.015 

0.08 

0.01 

0.00 

0.00 

0.01 

0.59 

0.49 

0.31 

0.011 

0.47 

0.56 


Sela Gurha 

0825000302984300 

11.207 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

10.129 

4.42 

0.015 

0.06 

0.01 

0.00 

0.00 

0.03 

0.69 

0.63 

0.23 

0.019 

0.42 

0.45 


Shambhoo Pura 

0825000302995000 

1.496 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.496 

4.38 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.10 

0.07 

0.003 

0.50 

0.57 


Shobhag Pura 

0825000302983200 

1.974 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.972 

2.92 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.03 

0.002 

0.23 

0.25 


Simal 

0825000302995600 

6.109 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.726 

5.08 

0.015 

0.06 

0.01 

0.00 

0.00 

0.01 

0.48 

0.36 

0.21 

0.010 

0.46 

0.60 


Sirohi Khera 

0824000702864400 

4.531 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.324 

4.73 

0.015 

0.05 

0.01 

0.00 

0.00 

0.01 

0.26 

0.25 

0.17 

0.010 

0.40 

0.42 







Non-command 

Gneisses(B.G.C) 

1.206 

4.73 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.06 

0.004 

0.14 

0.15 


Siyana 

0825000302992300 

8.002 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.211 

6.16 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.33 

0.27 

0.12 

0.006 

0.19 

0.22 


Sultanpura 

0824000702868800 

1.935 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.935 

5.97 

0.015 

0.01 

0.00 

0.00 

0.00 

0.09 

0.10 

0.09 

0.03 

0.006 

0.53 

0.57 


Surawas 

0824000702869200 

10.641 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.975 

5.75 

0.015 

0.09 

0.01 

0.00 

0.00 

0.04 

0.73 

0.69 

0.31 

0.024 

0.40 

0.42 


Tadawara Solankiyan 

0825000402997300 

7.412 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.256 

3.72 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.02 

0.02 







Non-command 

Gneisses(B.G.C) 

2.535 

3.72 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.18 

0.04 

0.007 

0.16 

0.18 


Tanwan 

0825000302988600 

2.501 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.501 

5.36 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.19 

0.05 

0.005 

0.46 

0.50 


Tapalon Ka Khera 

0825000202980900 

3.012 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.156 

2.81 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.03 


Tapariya Kheri 

0824000702868500 

2.338 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.107 

6.73 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.02 

0.03 






Chandra Bhaga 

Command 

Phyllite & Schist 

2.231 

6.73 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.25 

0.23 

0.13 

0.007 

0.51 

0.55 


Tara Khera 

0825000603027200 

2.646 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.081 

7.11 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.02 






Chandra Bhaga 

Command 

Phyllite & Schist 

0.071 

7.11 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.02 







Command 

Gneisses(B.G.C) 

2.359 

7.11 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.19 

0.01 

0.008 

0.46 

0.51 


Teekad 

0825000302983800 

7.386 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.987 

3.99 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.06 

0.004 

0.12 

0.14 


Teekardi 

0825000302993400 

1.077 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.077 

4.95 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.06 

0.002 

0.48 

0.56 


Todi 

0824000702869700 

1.132 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.252 

4.47 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.12 

0.13 


Tokra 

0824000602859900 

7.565 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.526 

3.89 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.002 

0.04 

0.04 


Udawaton Ka Khera 

0825000302992000 

1.388 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.387 

6.00 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.04 

0.003 

0.47 

0.52 


Udliyas 

0824000702864700 

2.661 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.007 

5.94 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.20 

0.19 

0.12 

0.006 

0.41 

0.43 






Chandra Bhaga 

Command 

Phyllite & Schist 

0.654 

5.94 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.04 

0.002 

0.13 

0.14 


Ullai 

0824000702862600 

14.739 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.191 

3.01 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.38 

0.35 

0.04 

0.025 

0.30 

0.32 


Ulpura 

0825000302994400 

7.318 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.318 

5.16 

0.015 

0.06 

0.01 

0.00 

0.00 

0.03 

0.59 

0.54 

0.21 

0.013 

0.53 

0.57 


Umarwas 

0825000402996400 

22.739 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.149 

4.79 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses 

0.849 

4.79 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.01 

0.002 

0.02 

0.02 


Ummedpura (khalsa) 

0824000702869500 

3.109 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.142 

4.72 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.16 

0.06 

0.006 

0.38 

0.39 







Non-command 

Gneisses(B.G.C) 

0.047 

4.72 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Varniya 

0825000302990700 

1.119 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.119 

5.10 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.05 

0.002 

0.46 

0.51 


Veerwas 

0825000302995200 

3.154 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.154 

4.44 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.25 

0.21 

0.19 

0.006 

0.48 

0.56 

07001012 

Adalwara Kalan 

0810000501309000 

8.188 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.231 

1.56 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.001 

0.02 

0.02 


Aligarh 

0822000702681300 

3.302 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.077 

2.17 

0.080 

0.10 

0.01 

0.00 

0.00 

0.00 

0.28 

0.25 

0.36 

0.025 

0.17 

0.18 







Non-command 

Gneisses(B.G.C) 

2.225 

2.17 

0.015 

0.09 

0.01 

0.00 

0.00 

0.00 

0.15 

0.14 

0.30 

0.052 

0.35 

0.38 


Alinagar 

0822000702688900 

2.248 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.874 

1.61 

0.080 

0.06 

0.01 

0.00 

0.00 

0.00 

0.16 

0.15 

0.24 

0.002 

0.20 

0.21 


Allapura 

0822000702688600 

5.858 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.775 

2.86 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.16 

0.15 

0.04 

0.010 

0.32 

0.34 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Rajpura 

0825000302991500 

0.04 

0.03 

317.39 

0.04 

0.00 

0.04 

0.06 

0.52 

0.00 

- 

- 

- 

0.005 

0.005 

0.009 

0.049 

0.002 

0.046 

0.020 

43.06 

Safe 

Rakampura 

0825000302994500 

0.04 

0.09 

265.55 

0.11 

0.00 

0.11 

0.05 

0.57 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.121 

0.006 

0.115 

0.104 

90.94 

Critical 

Rampuriya 

0825000603027400 

0.03 

0.01 

454.72 

0.01 

- 

0.01 

0.05 

0.57 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.009 

0.011 

122.26 

Over Exploited 

Ramthaliya 

0824000702868600 

0.03 

0.03 

765.78 

0.03 

0.02 

0.05 

0.05 

0.59 

- 

0.0800 

- 

- 

0.002 

0.082 

0.082 

0.136 

0.007 

0.129 

0.409 

315.74 

Over Exploited 

Rangeeli 

0824000702869000 

0.03 

0.03 

30.55 

0.04 

0.16 

0.20 

0.05 

0.58 

- 

0.0100 

- 

- 

0.235 

0.245 

0.245 

0.443 

0.022 

0.421 

0.072 

17.07 

Safe 

Rawon Ka Khera 

0825000302993900 

0.04 

0.03 

280.57 

0.03 

0.01 

0.04 

0.06 

0.53 

0.00 

0.0100 

- 

- 

0.012 

0.022 

0.025 

0.065 

0.003 

0.062 

0.087 

140.99 

Over Exploited 

Rooparel 

0824000702862700 

0.02 

0.03 

260.82 

0.03 

0.02 

0.06 

0.05 

0.59 

- 

- 

- 

- 

0.036 

0.036 

0.036 

0.094 

0.005 

0.089 

0.020 

22.33 

Safe 

Rooppura 

0824000702863600 

0.02 

0.00 

2,493.69 

0.00 

0.00 

0.01 

0.02 

0.22 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.008 

0.000 

0.007 

0.035 

469.88 

Over Exploited 



0.02 

0.00 

2,463.49 

0.00 

0.00 

0.01 

0.02 

0.22 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.015 

0.001 

0.014 

0.035 

242.68 

Over Exploited 

Ruganathpura 

0824000702865200 

0.03 

0.00 

21,862.25 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.02 

0.01 

663.57 

0.01 

- 

0.01 

0.03 

0.34 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.025 

317.24 

Over Exploited 

Sahara (rural) 

0824000702865000 

0.03 

0.01 

2,710.53 

0.02 

0.02 

0.04 

0.01 

0.13 

- 

0.0200 

- 

- 

0.013 

0.033 

0.033 

0.069 

0.003 

0.065 

0.175 

267.77 

Over Exploited 



0.02 

0.00 

53,252.65 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

21,003.00 

Over Exploited 

Sakroda 

0825000302995800 

0.04 

0.01 

1,092.47 

0.02 

- 

0.02 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.026 

0.001 

0.024 

0.085 

350.42 

Over Exploited 

Salampura 

0825000302988400 

0.04 

0.03 

296.29 

0.03 

0.00 

0.03 

0.06 

0.52 

0.00 

- 

- 

- 

0.004 

0.004 

0.008 

0.042 

0.002 

0.040 

0.021 

51.44 

Safe 

Salera 

0824000702862900 

0.03 

0.00 

39,313.89 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.004 

0.000 

0.004 

0.004 

120.48 

Over Exploited 



0.02 

0.15 

538.30 

0.18 

0.10 

0.28 

0.05 

0.59 

- 

0.0600 

- 

- 

0.125 

0.185 

0.185 

0.464 

0.023 

0.440 

0.582 

132.02 

Over Exploited 

Sangas 

0824000702868300 

0.03 

0.02 

951.98 

0.02 

0.03 

0.05 

0.03 

0.38 

- 

0.0400 

- 

- 

0.025 

0.065 

0.065 

0.111 

0.006 

0.105 

0.195 

185.57 

Over Exploited 



0.03 

0.00 

2,178.45 

0.01 

- 

0.01 

0.02 

0.21 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.026 

0.001 

0.024 

0.104 

425.97 

Over Exploited 

Saprao Ka Gurha 

0825000302989800 

0.04 

0.08 

404.44 

0.10 

0.01 

0.10 

0.06 

0.52 

0.01 

0.0200 

- 

- 

0.009 

0.029 

0.039 

0.143 

0.007 

0.136 

0.227 

167.04 

Over Exploited 

Sardargarh 

0825000302991300 

0.04 

0.16 

320.72 

0.20 

0.21 

0.40 

0.06 

0.52 

0.02 

0.0700 

- 

- 

0.281 

0.351 

0.370 

0.773 

0.039 

0.735 

1.099 

149.66 

Over Exploited 

Sardarpura 

0825000302990200 

0.04 

0.02 

295.94 

0.03 

- 

0.03 

0.06 

0.52 

0.00 

- 

- 

- 

- 

- 

0.003 

0.028 

0.001 

0.026 

0.006 

22.77 

Safe 

Sargaon 

0824000702869400 

0.03 

0.00 

13,835.17 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

6,112.14 

Over Exploited 



0.02 

0.00 

139,915.30 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sarniya Khera 

0825000302994000 

0.04 

0.02 

345.68 

0.02 

- 

0.02 

0.05 

0.53 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.031 

0.002 

0.030 

0.074 

246.54 

Over Exploited 

Satliyas 

0824000702864800 

0.03 

0.00 

4,048.80 

0.00 

0.01 

0.01 

0.01 

0.09 

- 

0.0100 

- 

- 

0.013 

0.023 

0.023 

0.034 

0.002 

0.032 

0.068 

209.50 

Over Exploited 



0.02 

0.00 

6,975.27 

0.00 

0.00 

0.00 

0.01 

0.07 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.013 

0.001 

0.012 

0.056 

451.67 

Over Exploited 



0.03 

0.02 

1,106.72 

0.03 

0.02 

0.04 

0.03 

0.30 

- 

0.0300 

- 

- 

0.010 

0.040 

0.040 

0.085 

0.004 

0.081 

0.238 

294.20 

Over Exploited 



0.02 

0.00 

4,038.89 

0.00 

0.00 

0.00 

0.01 

0.13 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.015 

0.001 

0.015 

0.105 

718.89 

Over Exploited 

Seganwas 

0825000302992900 

0.04 

0.11 

342.06 

0.13 

0.02 

0.16 

0.05 

0.53 

0.01 

0.0300 

- 

- 

0.018 

0.048 

0.061 

0.217 

0.011 

0.206 

0.318 

153.90 

Over Exploited 

Sela Gurha 

0825000302984300 

0.04 

0.17 

########## 

0.20 

0.04 

0.24 

0.05 

0.47 

0.02 

0.0400 

- 

- 

0.049 

0.089 

0.110 

0.352 

0.018 

0.334 

0.251 

75.01 

Semi Critical 

Shambhoo Pura 

0825000302995000 

0.04 

0.03 

235.93 

0.04 

- 

0.04 

0.05 

0.55 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.046 

0.002 

0.044 

0.074 

167.02 

Over Exploited 

Shobhag Pura 

0825000302983200 

0.04 

0.01 

426.10 

0.01 

0.00 

0.01 

0.03 

0.26 

0.00 

- 

- 

- 

0.000 

0.000 

0.002 

0.013 

0.001 

0.012 

0.031 

254.26 

Over Exploited 

Simal 

0825000302995600 

0.04 

0.11 

240.76 

0.13 

0.02 

0.15 

0.05 

0.50 

- 

0.0200 

- 

- 

0.013 

0.033 

0.033 

0.180 

0.009 

0.171 

0.223 

130.43 

Over Exploited 

Sirohi Khera 

0824000702864400 

0.03 

0.04 

556.36 

0.05 

0.02 

0.07 

0.04 

0.44 

- 

0.0200 

- 

- 

0.021 

0.041 

0.041 

0.111 

0.006 

0.105 

0.183 

174.06 

Over Exploited 



0.02 

0.00 

2,750.74 

0.00 

- 

0.00 

0.01 

0.16 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.065 

479.85 

Over Exploited 

Siyana 

0825000302992300 

0.04 

0.02 

1,007.53 

0.03 

0.00 

0.03 

0.02 

0.21 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.013 

0.043 

0.002 

0.041 

0.126 

305.64 

Over Exploited 

Sultanpura 

0824000702868800 

0.03 

0.03 

210.94 

0.03 

0.09 

0.12 

0.05 

0.58 

- 

0.0100 

- 

- 

0.130 

0.140 

0.140 

0.262 

0.013 

0.249 

0.038 

15.23 

Safe 

Surawas 

0824000702869200 

0.03 

0.09 

658.00 

0.11 

0.05 

0.16 

0.04 

0.44 

- 

0.0300 

- 

- 

0.062 

0.092 

0.092 

0.253 

0.013 

0.240 

0.335 

139.53 

Over Exploited 

Tadawara Solankiyan 

0825000402997300 

0.05 

0.00 

10,413.30 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.005 

1,798.54 

Over Exploited 



0.05 

0.02 

805.83 

0.02 

- 

0.02 

0.02 

0.18 

0.00 

- 

- 

- 

- 

- 

0.002 

0.027 

0.001 

0.025 

0.049 

193.54 

Over Exploited 

Tanwan 

0825000302988600 

0.04 

0.05 

308.52 

0.06 

0.00 

0.06 

0.06 

0.52 

0.01 

0.0100 

- 

- 

0.000 

0.010 

0.016 

0.073 

0.004 

0.069 

0.054 

77.18 

Semi Critical 

Tapalon Ka Khera 

0825000202980900 

0.04 

0.00 

5,119.22 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.004 

2,535.44 

Over Exploited 

Tapariya Kheri 

0824000702868500 

0.03 

0.00 

13,488.84 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

8,644.86 

Over Exploited 



0.03 

0.03 

624.55 

0.04 

0.01 

0.04 

0.05 

0.56 

- 

0.0200 

- 

- 

0.008 

0.028 

0.028 

0.073 

0.004 

0.069 

0.135 

195.66 

Over Exploited 

Tara Khera 

0825000603027200 

0.04 

0.00 

11,738.70 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

23,340.41 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.04 

329.15 

0.05 

0.00 

0.06 

0.04 

0.51 

- 

- 

- 

- 

0.002 

0.003 

0.003 

0.058 

0.003 

0.055 

0.020 

36.74 

Safe 

Teekad 

0825000302983800 

0.04 

0.01 

########## 

0.01 

0.00 

0.01 

0.02 

0.14 

0.00 

0.0100 

- 

- 

0.002 

0.012 

0.013 

0.024 

0.001 

0.023 

0.063 

276.58 

Over Exploited 

Teekardi 

0825000302993400 

0.04 

0.02 

305.85 

0.03 

- 

0.03 

0.05 

0.53 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.038 

0.002 

0.036 

0.062 

173.27 

Over Exploited 

Todi 

0824000702869700 

0.02 

0.00 

2,526.55 

0.00 

- 

0.00 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.005 

681.73 

Over Exploited 

Tokra 

0824000602859900 

0.04 

0.00 

2,609.58 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.013 

1,429.00 

Over Exploited 

Udawaton Ka Khera 

0825000302992000 

0.04 

0.03 

356.48 

0.03 

- 

0.03 

0.06 

0.52 

0.00 

- 

- 

- 

- 

- 

0.003 

0.035 

0.002 

0.033 

0.041 

122.04 

Over Exploited 

Udliyas 

0824000702864700 

0.03 

0.02 

728.94 

0.03 

0.00 

0.03 

0.04 

0.45 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.058 

0.003 

0.055 

0.121 

218.21 

Over Exploited 



0.03 

0.00 

2,504.87 

0.00 

0.00 

0.00 

0.01 

0.15 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.013 

0.001 

0.012 

0.042 

340.94 

Over Exploited 

Ullai 

0824000702862600 

0.02 

0.05 

619.21 

0.06 

0.01 

0.07 

0.03 

0.33 

- 

- 

- 

- 

0.021 

0.021 

0.021 

0.094 

0.005 

0.090 

0.067 

74.51 

Semi Critical 

Ulpura 

0825000302994400 

0.04 

0.16 

243.56 

0.19 

0.04 

0.23 

0.05 

0.58 

- 

0.0200 

- 

- 

0.041 

0.061 

0.061 

0.288 

0.014 

0.274 

0.224 

81.94 

Semi Critical 

Umarwas 

0825000402996400 

0.05 

0.00 

72,317.73 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.002 

8,598.71 

Over Exploited 



0.04 

0.00 

12,645.89 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.014 

1,977.66 

Over Exploited 

Ummedpura (khalsa) 

0824000702869500 

0.03 

0.02 

618.24 

0.03 

- 

0.03 

0.04 

0.41 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.037 

0.002 

0.036 

0.062 

175.90 

Over Exploited 



0.02 

0.00 

41,213.99 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Varniya 

0825000302990700 

0.04 

0.02 

308.49 

0.03 

0.00 

0.03 

0.06 

0.52 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.014 

0.040 

0.002 

0.038 

0.048 

126.63 

Over Exploited 

Veerwas 

0825000302995200 

0.04 

0.06 

243.03 

0.08 

0.01 

0.09 

0.05 

0.54 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.107 

0.005 

0.101 

0.193 

190.53 

Over Exploited 

Adalwara Kalan 

0810000501309000 

0.10 

0.00 

3,509.67 

0.00 

- 

0.00 

0.00 

0.02 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.046 

458.12 

Over Exploited 

Aligarh 

0822000702681300 

0.15 

0.03 

828.48 

0.03 

0.01 

0.04 

0.03 

0.19 

0.00 

0.0400 

- 

- 

- 

0.040 

0.044 

0.087 

0.004 

0.083 

0.387 

469.09 

Over Exploited 



0.08 

0.06 

124.37 

0.07 

0.01 

0.08 

0.06 

0.40 

0.01 

0.0300 

- 

- 

- 

0.030 

0.040 

0.124 

0.006 

0.118 

0.351 

298.05 

Over Exploited 

Alinagar 

0822000702688900 

0.15 

0.03 

469.85 

0.03 

0.01 

0.04 

0.04 

0.23 

0.00 

0.0300 

- 

- 

0.003 

0.033 

0.038 

0.081 

0.004 

0.076 

0.240 

314.23 

Over Exploited 

Allapura 

0822000702688600 

0.08 

0.10 

57.76 

0.11 

0.01 

0.12 

0.06 

0.38 

0.02 

- 

- 

- 

0.011 

0.011 

0.029 

0.152 

0.008 

0.144 

0.048 

33.39 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Amenpura 

0822000702689300 

3.058 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.086 

0.99 

0.080 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.01 

0.000 

0.02 

0.02 


Andholi 

0810000501309300 

2.473 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.714 

1.73 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.09 

0.15 

0.006 

0.41 

0.48 


Arniya Ghati 

0822000402646300 

2.663 

Fresh 

Bisalpur 

Command 

Older Alluvium 

1.530 

2.23 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.44 

0.38 

0.11 

0.004 

0.30 

0.35 







Command 

Gneisses(B.G.C) 

1.133 

2.23 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.06 

0.003 

0.22 

0.26 


Asalgaon 

0822000702681500 

4.384 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.112 

1.29 

0.080 

0.15 

0.02 

0.00 

0.00 

0.02 

0.53 

0.48 

0.58 

0.011 

0.49 

0.54 







Non-command 

Phyllite & Schist 

0.137 

1.29 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.02 

0.02 







Non-command 

Gneisses(B.G.C) 

0.132 

1.29 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.02 


Bageena 

0810000501307300 

13.293 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.054 

1.98 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bajoliya 

0822000702682300 

6.817 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.118 

2.24 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.000 

0.01 

0.01 






Bisalpur 

Command 

Older Alluvium 

4.189 

2.24 

0.080 

0.08 

0.01 

0.00 

0.00 

0.00 

0.82 

0.75 

0.30 

0.011 

0.32 

0.36 






Galwa Bund 

Command 

Older Alluvium 

2.510 

2.24 

0.080 

0.05 

0.01 

0.00 

0.00 

0.00 

0.49 

0.45 

0.18 

0.007 

0.19 

0.21 


Balagarh 

0822000702678200 

1.098 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

1.098 

2.33 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.07 

0.17 

0.003 

0.54 

0.67 


Balithal 

0822000702682100 

4.785 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.084 

2.36 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.000 

0.01 

0.01 






Galwa Bund 

Command 

Older Alluvium 

4.701 

2.36 

0.080 

0.50 

0.07 

0.00 

0.00 

0.00 

1.32 

1.20 

1.98 

0.013 

0.51 

0.56 


Balriya 

0810000501310800 

13.505 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.865 

1.23 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.32 

0.28 

0.13 

0.006 

0.08 

0.09 







Non-command 

Phyllite & Schist 

11.249 

1.23 

0.025 

0.17 

0.02 

0.00 

0.00 

0.00 

0.50 

0.44 

0.61 

0.038 

0.46 

0.52 


Bamniya 

0822000702681100 

4.000 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.000 

1.81 

0.080 

0.40 

0.06 

0.00 

0.00 

0.01 

0.91 

0.82 

1.60 

0.011 

0.52 

0.58 






Galwa Bund 

Command 

Older Alluvium 

0.000 

1.81 

0.080 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

-0.01 

0.00 

0.000 

0.00 

0.00 


Banderiya 

0810000501307200 

6.226 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.358 

1.74 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.03 

0.001 

0.03 

0.04 







Non-command 

Phyllite & Schist 

1.929 

1.74 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.10 

0.007 

0.18 

0.20 


Banetha 

0822000702676300 

54.327 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

1.563 

2.78 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.05 

0.004 

0.02 

0.02 






Galwa Bund 

Command 

Older Alluvium 

1.457 

2.78 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.34 

0.28 

0.07 

0.004 

0.01 

0.02 


Banjari 

0810000501311400 

6.815 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.217 

1.30 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.18 

0.15 

0.20 

0.014 

0.39 

0.46 


Bansla 

0810000501307600 

5.066 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.774 

1.73 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.40 

0.35 

0.10 

0.006 

0.20 

0.23 







Non-command 

Phyllite & Schist 

1.896 

1.73 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.07 

0.006 

0.21 

0.24 






Galwa Bund 

Command 

Older Alluvium 

0.831 

1.73 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.16 

0.05 

0.003 

0.09 

0.11 







Command 

Phyllite & Schist 

0.206 

1.73 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.03 


Bansra 

0810000501311300 

4.695 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.063 

1.17 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.06 

0.004 

0.14 

0.17 


Barana 

0822000702689600 

4.814 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.299 

0.69 

0.080 

0.00 

0.00 

0.00 

0.00 

0.03 

-0.01 

-0.01 

0.01 

0.001 

0.04 

0.04 


Barodiya 

0822000702676900 

3.768 

Fresh 

Galwa Bund 

Command 

Older Alluvium 

3.768 

1.90 

0.080 

0.09 

0.01 

0.00 

0.00 

0.00 

0.65 

0.57 

0.34 

0.010 

0.55 

0.63 


Barudhan 

0822000702676800 

2.799 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.665 

1.62 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.06 

0.002 

0.13 

0.15 






Galwa Bund 

Command 

Older Alluvium 

2.134 

1.62 

0.080 

0.05 

0.01 

0.00 

0.00 

0.00 

0.32 

0.28 

0.20 

0.006 

0.42 

0.47 


Beshki 

0822000702679300 

1.976 

Fresh 

Bisalpur 

Command 

Older Alluvium 

1.637 

2.27 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.32 

0.28 

0.06 

0.004 

0.44 

0.50 







Command 

Phyllite & Schist 

0.339 

2.27 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.09 

0.10 


Bhagwatgarh 

0810000501308500 

39.088 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.793 

2.45 

0.025 

0.11 

0.01 

0.00 

0.00 

0.00 

0.33 

0.29 

0.41 

0.013 

0.06 

0.07 


Bhanpura 

0822000702682900 

3.639 

Fresh 

Bisalpur 

Command 

Older Alluvium 

3.639 

2.30 

0.080 

0.12 

0.02 

0.00 

0.00 

0.01 

0.76 

0.71 

0.46 

0.010 

0.53 

0.56 


Bhedola 

0810000501309400 

4.694 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.560 

1.69 

0.025 

0.16 

0.02 

0.00 

0.00 

0.00 

0.33 

0.29 

0.60 

0.015 

0.57 

0.66 


Bhedoli 

0810000501309500 

2.620 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.594 

1.50 

0.025 

0.06 

0.01 

0.00 

0.00 

0.00 

0.15 

0.13 

0.21 

0.009 

0.58 

0.67 


Bheemganj 

0822000702687300 

5.869 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.706 

2.56 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.16 

0.06 

0.002 

0.06 

0.06 







Non-command 

Gneisses(B.G.C) 

0.938 

2.56 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.04 

0.003 

0.08 

0.08 






Bisalpur 

Command 

Older Alluvium 

0.899 

2.56 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.20 

0.20 

0.07 

0.002 

0.08 

0.08 







Command 

Gneisses(B.G.C) 

2.218 

2.56 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.09 

0.006 

0.20 

0.20 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.986 

2.56 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.03 

0.003 

0.09 

0.09 






Bisalpur 

Command 

Gneisses(B.G.C) 

0.124 

2.56 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Bhojpura 

0822000702683300 

11.260 

Fresh 

Bisalpur 

Command 

Older Alluvium 

5.260 

2.04 

0.080 

0.05 

0.01 

0.00 

0.00 

0.00 

0.90 

0.81 

0.19 

0.014 

0.24 

0.27 







Command 

Gneisses(B.G.C) 

5.821 

2.04 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.21 

0.19 

0.09 

0.016 

0.27 

0.30 


Bilaspur 

0822000702684400 

11.919 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.992 

1.56 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.13 

0.02 

0.003 

0.04 

0.04 







Non-command 

Phyllite & Schist 

3.690 

1.56 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.13 

0.08 

0.010 

0.16 

0.16 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.002 

1.56 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bilota 

0822000702688500 

11.015 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.551 

2.82 

0.080 

0.01 

0.00 

0.00 

0.00 

0.01 

0.35 

0.32 

0.02 

0.004 

0.07 

0.08 







Non-command 

Gneisses(B.G.C) 

9.464 

2.82 

0.015 

0.03 

0.00 

0.00 

0.00 

0.03 

0.40 

0.36 

0.07 

0.025 

0.43 

0.47 


Binjari 

0822000702683900 

13.807 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.243 

1.57 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.16 

0.06 

0.003 

0.05 

0.05 







Non-command 

Phyllite & Schist 

0.695 

1.57 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.002 

0.03 

0.03 






Bisalpur 

Command 

Older Alluvium 

3.475 

1.57 

0.080 

0.05 

0.01 

0.00 

0.00 

0.00 

0.48 

0.44 

0.17 

0.009 

0.13 

0.14 







Command 

Gneisses(B.G.C) 

0.216 

1.57 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.001 

0.01 

0.01 


Bishanpura 

0822000702685100 

2.550 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.329 

2.90 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.02 

0.001 

0.07 

0.06 






Bisalpur 

Command 

Older Alluvium 

0.212 

2.90 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.01 

0.001 

0.04 

0.04 


Bosariya 

0822000702685900 

8.806 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.227 

3.04 

0.015 

0.00 

0.00 

0.00 

0.00 

0.02 

-0.01 

-0.01 

0.01 

0.001 

0.01 

0.01 






Bisalpur 

Command 

Older Alluvium 

0.245 

3.04 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.01 

0.001 

0.01 

0.01 







Command 

Gneisses(B.G.C) 

1.088 

3.04 

0.015 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.03 

0.01 

0.003 

0.07 

0.06 


Brijnagar Deopura 

0822000702678800 

1.767 

Fresh 

Bisalpur 

Command 

Older Alluvium 

0.027 

2.32 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Command 

Phyllite & Schist 

1.451 

2.32 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.07 

0.06 

0.03 

0.004 

0.44 

0.56 


Bundi 

0822000702680600 

4.231 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.047 

2.12 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Bisalpur 

Command 

Older Alluvium 

0.699 

2.12 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.11 

0.04 

0.002 

0.09 

0.10 






Galwa Bund 

Command 

Older Alluvium 

3.486 

2.12 

0.080 

0.05 

0.01 

0.00 

0.00 

0.00 

0.63 

0.54 

0.17 

0.009 

0.45 

0.51 


Chainpura 

0822000702682600 

2.840 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.054 

2.33 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 






Bisalpur 

Command 

Older Alluvium 

2.401 

2.33 

0.080 

0.05 

0.01 

0.00 

0.00 

0.00 

0.49 

0.46 

0.18 

0.006 

0.44 

0.47 






Galwa Bund 

Command 

Older Alluvium 

0.385 

2.33 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.02 

0.001 

0.07 

0.08 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Amenpura 

0822000702689300 

0.15 

0.00 

691.31 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

0.008 

0.008 

0.008 

0.013 

0.001 

0.012 

0.012 

99.58 

Critical 

Andholi 

0810000501309300 

0.10 

0.07 

27.00 

0.09 

0.01 

0.10 

0.05 

0.46 

0.01 

0.0200 

- 

- 

- 

0.020 

0.028 

0.123 

0.006 

0.117 

0.155 

131.98 

Over Exploited 

Arniya Ghati 

0822000402646300 

0.22 

0.10 

271.52 

0.12 

0.00 

0.12 

0.03 

0.33 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.134 

0.007 

0.127 

0.112 

88.25 

Semi Critical 



0.12 

0.03 

25.42 

0.04 

0.00 

0.04 

0.02 

0.25 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.056 

0.003 

0.053 

0.058 

109.92 

Over Exploited 

Asalgaon 

0822000702681500 

0.15 

0.30 

60.66 

0.36 

0.04 

0.40 

0.08 

0.57 

0.05 

0.0700 

- 

- 

0.029 

0.099 

0.149 

0.548 

0.027 

0.521 

0.592 

113.72 

Over Exploited 



0.10 

0.00 

1,243.58 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.017 

2,200.49 

Over Exploited 



0.08 

0.00 

1,060.48 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

0.005 

400.59 

Over Exploited 

Bageena 

0810000501307300 

0.10 

0.00 

19,024.73 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bajoliya 

0822000702682300 

0.15 

0.00 

10,348.18 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

0.004 

0.004 

0.004 

0.007 

0.000 

0.007 

0.012 

189.08 

Over Exploited 



0.15 

0.20 

266.81 

0.24 

0.01 

0.26 

0.04 

0.36 

0.02 

0.0300 

- 

- 

0.004 

0.034 

0.059 

0.316 

0.016 

0.300 

0.311 

103.71 

Over Exploited 



0.15 

0.07 

508.49 

0.09 

0.01 

0.10 

0.02 

0.22 

0.01 

0.0200 

0.0069 

0.0083 

0.004 

0.039 

0.048 

0.148 

0.007 

0.141 

0.187 

132.35 

Over Exploited 

Balagarh 

0822000702678200 

0.10 

0.06 

10.56 

0.07 

0.01 

0.08 

0.06 

0.60 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.096 

0.005 

0.092 

0.171 

186.52 

Over Exploited 

Balithal 

0822000702682100 

0.15 

0.00 

18,679.60 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

0.003 

0.003 

0.003 

0.005 

0.000 

0.005 

0.036 

719.88 

Over Exploited 



0.15 

0.36 

230.61 

0.43 

0.07 

0.51 

0.07 

0.59 

0.05 

0.2200 

0.0130 

0.0156 

0.003 

0.252 

0.303 

0.809 

0.040 

0.769 

1.993 

259.13 

Over Exploited 

Balriya 

0810000501310800 

0.24 

0.03 

721.23 

0.04 

- 

0.04 

0.01 

0.09 

0.01 

0.0100 

- 

- 

- 

0.010 

0.015 

0.056 

0.003 

0.053 

0.138 

261.19 

Over Exploited 



0.10 

0.51 

(14.81) 

0.44 

0.02 

0.46 

0.07 

0.52 

0.08 

0.0700 

- 

- 

- 

0.070 

0.146 

0.604 

0.030 

0.574 

0.652 

113.59 

Over Exploited 

Bamniya 

0822000702681100 

0.15 

0.31 

159.81 

0.38 

0.07 

0.45 

0.08 

0.60 

0.05 

0.1800 

- 

- 

0.014 

0.194 

0.242 

0.689 

0.034 

0.655 

1.607 

245.35 

Over Exploited 



0.15 

0.00 

########## 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

0.014 

0.014 

0.014 

0.024 

0.001 

0.022 

0.000 

0.00 

Safe 

Banderiya 

0810000501307200 

0.24 

0.00 

2,564.18 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.030 

858.57 

Over Exploited 



0.10 

0.03 

195.75 

0.04 

- 

0.04 

0.02 

0.20 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.055 

0.003 

0.052 

0.108 

206.30 

Over Exploited 

Banetha 

0822000702676300 

0.10 

0.00 

3,107.46 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.013 

0.054 

429.12 

Over Exploited 



0.15 

0.00 

8,638.43 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

0.0100 

0.0040 

0.0048 

- 

0.019 

0.019 

0.023 

0.001 

0.022 

0.076 

344.50 

Over Exploited 

Banjari 

0810000501311400 

0.10 

0.16 

(8.65) 

0.15 

0.01 

0.16 

0.04 

0.43 

0.02 

0.0200 

- 

- 

- 

0.020 

0.038 

0.198 

0.010 

0.188 

0.215 

114.55 

Over Exploited 

Bansla 

0810000501307600 

0.24 

0.08 

312.73 

0.10 

- 

0.10 

0.03 

0.22 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.122 

0.006 

0.116 

0.102 

87.73 

Semi Critical 



0.10 

0.04 

121.90 

0.05 

- 

0.05 

0.03 

0.24 

0.01 

0.0100 

- 

- 

- 

0.010 

0.015 

0.063 

0.003 

0.060 

0.078 

129.98 

Over Exploited 



0.24 

0.02 

760.96 

0.02 

- 

0.02 

0.01 

0.11 

0.00 

0.0100 

0.0017 

0.0028 

- 

0.015 

0.017 

0.039 

0.002 

0.037 

0.051 

136.45 

Over Exploited 



0.10 

0.00 

1,539.12 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

0.0004 

0.0007 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.008 

467.92 

Over Exploited 

Bansra 

0810000501311300 

0.10 

0.01 

189.34 

0.02 

- 

0.02 

0.02 

0.16 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.030 

0.001 

0.028 

0.066 

233.12 

Over Exploited 

Barana 

0822000702689600 

0.15 

0.00 

(842.15) 

0.00 

0.03 

0.03 

0.00 

0.04 

0.00 

- 

- 

- 

0.046 

0.046 

0.047 

0.079 

0.004 

0.075 

0.013 

17.08 

Safe 

Barodiya 

0822000702676900 

0.15 

0.31 

84.66 

0.37 

0.01 

0.38 

0.07 

0.62 

0.04 

0.0400 

0.0104 

0.0125 

0.001 

0.064 

0.105 

0.487 

0.024 

0.462 

0.346 

74.87 

Semi Critical 

Barudhan 

0822000702676800 

0.15 

0.01 

621.08 

0.02 

- 

0.02 

0.02 

0.15 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.027 

0.001 

0.026 

0.062 

238.21 

Over Exploited 



0.15 

0.13 

108.79 

0.16 

0.01 

0.17 

0.06 

0.47 

0.02 

0.0200 

0.0044 

0.0071 

- 

0.032 

0.050 

0.220 

0.011 

0.209 

0.210 

100.47 

Over Exploited 

Beshki 

0822000702679300 

0.15 

0.11 

156.20 

0.13 

0.00 

0.13 

0.05 

0.49 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.141 

0.007 

0.134 

0.064 

48.18 

Safe 



0.10 

0.00 

333.07 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.009 

252.43 

Over Exploited 

Bhagwatgarh 

0810000501308500 

0.10 

0.02 

1,176.04 

0.03 

0.01 

0.04 

0.01 

0.07 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.060 

0.003 

0.057 

0.426 

752.53 

Over Exploited 

Bhanpura 

0822000702682900 

0.15 

0.29 

147.49 

0.34 

0.03 

0.37 

0.05 

0.58 

- 

0.0500 

- 

- 

0.011 

0.061 

0.061 

0.434 

0.022 

0.412 

0.466 

113.07 

Over Exploited 

Bhedola 

0810000501309400 

0.10 

0.26 

11.15 

0.29 

0.02 

0.31 

0.07 

0.64 

0.03 

0.0700 

- 

- 

- 

0.070 

0.102 

0.410 

0.021 

0.390 

0.618 

158.61 

Over Exploited 

Bhedoli 

0810000501309500 

0.10 

0.15 

(14.79) 

0.13 

0.01 

0.14 

0.07 

0.65 

0.02 

0.0200 

- 

- 

- 

0.020 

0.038 

0.177 

0.009 

0.168 

0.223 

132.80 

Over Exploited 

Bheemganj 

0822000702687300 

0.15 

0.01 

2,332.41 

0.01 

- 

0.01 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.064 

373.94 

Over Exploited 



0.08 

0.01 

620.86 

0.01 

- 

0.01 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.007 

0.038 

524.62 

Over Exploited 



0.15 

0.01 

1,759.43 

0.01 

- 

0.01 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.022 

0.076 

350.46 

Over Exploited 



0.08 

0.04 

194.93 

0.04 

- 

0.04 

0.02 

0.22 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.052 

0.003 

0.049 

0.096 

193.89 

Over Exploited 



0.08 

0.01 

579.00 

0.01 

- 

0.01 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.033 

413.48 

Over Exploited 



0.08 

0.00 

4,200.32 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

3,475.40 

Over Exploited 

Bhojpura 

0822000702683300 

0.15 

0.19 

323.37 

0.23 

0.01 

0.24 

0.02 

0.27 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.261 

0.013 

0.248 

0.206 

83.18 

Semi Critical 



0.08 

0.13 

50.11 

0.15 

- 

0.15 

0.02 

0.29 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.161 

0.008 

0.153 

0.102 

66.50 

Safe 

Bilaspur 

0822000702684400 

0.15 

0.01 

2,037.09 

0.01 

- 

0.01 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.027 

376.98 

Over Exploited 



0.10 

0.06 

133.94 

0.07 

- 

0.07 

0.01 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.079 

0.004 

0.075 

0.088 

117.59 

Over Exploited 



0.10 

0.00 

541,122.26 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bilota 

0822000702688500 

0.15 

0.02 

1,853.70 

0.02 

0.01 

0.03 

0.01 

0.08 

0.00 

- 

- 

- 

0.017 

0.017 

0.020 

0.051 

0.003 

0.049 

0.028 

57.84 

Safe 



0.08 

0.32 

12.09 

0.36 

0.03 

0.40 

0.08 

0.51 

0.06 

0.0100 

- 

- 

0.050 

0.060 

0.118 

0.516 

0.026 

0.490 

0.098 

20.04 

Safe 

Binjari 

0822000702683900 

0.15 

0.01 

1,808.52 

0.01 

- 

0.01 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.020 

0.001 

0.019 

0.063 

329.34 

Over Exploited 



0.10 

0.00 

1,553.33 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.027 

1,324.67 

Over Exploited 



0.15 

0.07 

560.45 

0.08 

0.01 

0.09 

0.01 

0.14 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.110 

0.005 

0.104 

0.177 

169.66 

Over Exploited 



0.08 

0.00 

3,328.35 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

3,567.42 

Over Exploited 

Bishanpura 

0822000702685100 

0.15 

0.00 

2,543.47 

0.00 

0.00 

0.01 

0.01 

0.07 

- 

- 

- 

- 

0.003 

0.004 

0.004 

0.010 

0.000 

0.009 

0.025 

266.94 

Over Exploited 



0.15 

0.00 

3,447.56 

0.00 

0.00 

0.00 

0.00 

0.05 

- 

- 

- 

- 

0.003 

0.004 

0.004 

0.007 

0.000 

0.007 

0.013 

177.13 

Over Exploited 

Bosariya 

0822000702685900 

0.08 

0.00 

(5,857.20) 

0.00 

0.02 

0.02 

0.00 

0.01 

- 

- 

- 

- 

0.036 

0.036 

0.036 

0.060 

0.003 

0.057 

0.006 

9.88 

Safe 



0.15 

0.00 

11,563.10 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.013 

2,055.00 

Over Exploited 



0.08 

0.01 

380.66 

0.01 

0.02 

0.03 

0.01 

0.07 

- 

- 

- 

- 

0.036 

0.036 

0.036 

0.066 

0.003 

0.063 

0.017 

26.84 

Safe 

Brijnagar Deopura 

0822000702678800 

0.15 

0.00 

11,493.82 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.06 

(11.75) 

0.06 

0.01 

0.06 

0.04 

0.49 

- 

0.0100 

- 

- 

0.009 

0.019 

0.019 

0.082 

0.004 

0.077 

0.038 

48.90 

Safe 

Bundi 

0822000702680600 

0.15 

0.00 

9,292.60 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

0.005 

0.005 

0.005 

0.008 

0.000 

0.008 

0.000 

1.56 

Safe 



0.15 

0.01 

1,059.41 

0.01 

0.00 

0.01 

0.01 

0.10 

0.00 

- 

- 

- 

0.005 

0.005 

0.006 

0.021 

0.001 

0.020 

0.038 

192.17 

Over Exploited 



0.15 

0.23 

133.58 

0.28 

0.01 

0.29 

0.06 

0.50 

0.03 

0.0200 

0.0096 

0.0116 

0.005 

0.046 

0.075 

0.368 

0.018 

0.350 

0.177 

50.67 

Safe 

Chainpura 

0822000702682600 

0.15 

0.00 

8,413.28 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.007 

0.000 

0.007 

0.000 

2.14 

Safe 



0.15 

0.16 

187.77 

0.19 

0.01 

0.20 

0.05 

0.49 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.229 

0.011 

0.217 

0.186 

85.76 

Semi Critical 



0.15 

0.00 

1,723.81 

0.00 

0.00 

0.01 

0.01 

0.08 

- 

- 

0.0011 

0.0013 

0.004 

0.007 

0.007 

0.014 

0.001 

0.014 

0.025 

185.17 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 



081000050130970C 

3.111 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.035 

1.36 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 







Non-command 

Phyllite & Schist 

3.067 

1.36 

0.025 

0.15 

0.02 

0.00 

0.00 

0.00 

0.23 

0.20 

0.59 

0.010 

0.56 

0.65 


Chak Bilaspur 

082200070268540C 

1.338 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.162 

2.07 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.000 

0.06 

0.06 






Bisalpur 

Command 

Older Alluvium 

1.176 

2.07 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.20 

0.01 

0.003 

0.46 

0.45 


Chak Ukhlana 

082200070268120C 

2.839 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.839 

2.20 

0.080 

0.03 

0.00 

0.00 

0.00 

0.01 

0.52 

0.47 

0.12 

0.008 

0.52 

0.58 


Chak Yakoob Pura 

0822000702687000 

1.428 

Fresh 

Bisalpur 

Command 

Older Alluvium 

1.428 

2.54 

0.080 

0.01 

0.00 

0.00 

0.00 

0.06 

0.24 

0.24 

0.02 

0.004 

0.52 

0.53 


Chatarpura 

0822000702679900 

1.805 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

1.805 

2.15 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.03 

0.005 

0.54 

0.64 



0822000702687600 

4.095 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.006 

2.67 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.226 

2.67 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.03 

0.003 

0.16 

0.16 


Chauth Ka Barwara 

0810000501310900 

30.952 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.155 

1.31 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.21 

0.18 

0.10 

0.004 

0.02 

0.03 







Non-command 

Phyllite & Schist 

19.116 

1.31 

0.025 

0.35 

0.05 

0.00 

0.00 

0.00 

0.92 

0.80 

1.30 

0.065 

0.36 

0.42 


Chawandpura 

0823000202714400 

5.557 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.303 

2.55 

0.018 

0.01 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.02 

0.001 

0.03 

0.03 


Chitani 

0822000702677000 

7.298 

Fresh 

Galwa Bund 

Command 

Older Alluvium 

7.298 

2.16 

0.080 

0.03 

0.00 

0.00 

0.00 

0.02 

1.27 

1.10 

0.11 

0.019 

0.55 

0.63 


Choru 

0822000702689100 

19.979 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.288 

1.29 

0.080 

0.01 

0.00 

0.00 

0.00 

0.13 

-0.09 

-0.09 

0.04 

0.001 

0.01 

0.01 







Non-command 

Phyllite & Schist 

0.150 

1.29 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.00 

0.00 


Dabla 

0822000702682000 

3.737 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.545 

2.56 

0.080 

0.01 

0.00 

0.00 

0.00 

0.01 

0.11 

0.10 

0.04 

0.001 

0.08 

0.08 






Galwa Bund 

Command 

Older Alluvium 

3.192 

2.56 

0.080 

0.06 

0.01 

0.00 

0.00 

0.01 

0.70 

0.64 

0.23 

0.009 

0.44 

0.48 


Daulatpura 

0822000702691400 

3.519 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.021 

2.67 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.09 

0.003 

0.14 

0.15 


Deopura Kalan 

0822000702685200 

5.450 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.360 

2.60 

0.080 

0.02 

0.00 

0.00 

0.00 

0.01 

0.30 

0.31 

0.08 

0.004 

0.13 

0.13 






Bisalpur 

Command 

Older Alluvium 

0.482 

2.60 

0.080 

0.01 

0.00 

0.00 

0.00 

0.01 

0.10 

0.11 

0.04 

0.001 

0.05 

0.04 


Deopura Khurd 

0822000702683200 

1.533 

Fresh 

Bisalpur 

Command 

Older Alluvium 

1.533 

2.14 

0.080 

0.01 

0.00 

0.00 

0.00 

0.03 

0.24 

0.24 

0.05 

0.004 

0.52 

0.53 


Deori 

0822000702680900 

4.004 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.182 

2.09 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.05 

0.000 

0.02 

0.03 






Galwa Bund 

Command 

Older Alluvium 

3.822 

2.09 

0.080 

0.29 

0.04 

0.00 

0.00 

0.00 

0.89 

0.79 

1.14 

0.010 

0.51 

0.57 


Dhikoliya 

0822000702682700 

6.652 

Fresh 

Bisalpur 

Command 

Older Alluvium 

6.652 

2.25 

0.080 

0.15 

0.02 

0.00 

0.00 

0.01 

1.32 

1.20 

0.56 

0.018 

0.53 

0.58 


Dholi 

0810000501307000 

10.347 

Fresh 

Galwa Bund 

Command 

Older Alluvium 

1.953 

1.36 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.33 

0.29 

0.05 

0.007 

0.11 

0.12 


Dholipal 

0822000702679200 

1.224 

Fresh 

Bisalpur 

Command 

Older Alluvium 

1.224 

2.27 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.24 

0.22 

0.07 

0.003 

0.53 

0.59 


Didayach 

0810000501307100 

6.861 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.317 

1.60 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.03 

0.001 

0.03 

0.03 






Galwa Bund 

Command 

Older Alluvium 

2.612 

1.60 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.56 

0.49 

0.25 

0.009 

0.21 

0.25 


Dobariya 

0822000702688200 

2.995 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.015 

2.84 

0.080 

0.10 

0.02 

0.00 

0.00 

0.00 

0.53 

0.50 

0.40 

0.005 

0.34 

0.36 







Non-command 

Gneisses(B.G.C) 

0.980 

2.84 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.09 

0.003 

0.16 

0.18 


Ekra 

0810000501311500 

5.563 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.494 

0.93 

0.025 

0.02 

0.00 

0.00 

0.00 

0.03 

0.00 

0.00 

0.06 

0.002 

0.06 

0.07 


Fatehganj 

0822000702677800 

2.589 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

0.935 

2.29 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.11 

0.002 

0.20 

0.24 


Gadoli 

0822000702688300 

5.958 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.958 

2.87 

0.015 

0.15 

0.02 

0.00 

0.00 

0.01 

0.38 

0.35 

0.59 

0.016 

0.50 

0.54 


Ganeshganj 

0810000501309900 

3.368 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.360 

1.25 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.14 

0.13 

0.18 

0.011 

0.55 

0.63 


Gangli 

0822000702691600 

6.445 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.353 

2.35 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.03 

0.03 


Gardwas 

0810000501310500 

5.411 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.243 

1.24 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.22 

0.19 

0.10 

0.004 

0.12 

0.14 







Non-command 

Phyllite & Schist 

3.351 

1.24 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.14 

0.13 

0.18 

0.011 

0.33 

0.37 


Ghata Jharnya 

0810000601311800 

3.665 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.087 

2.42 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.02 


Girdharpura 

0810000501309100 

10.879 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.018 

1.74 

0.025 

0.04 

0.00 

0.00 

0.00 

0.00 

0.17 

0.14 

0.16 

0.010 

0.17 

0.20 


Gopalpura 

0810000501309800 

2.060 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.049 

1.25 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.08 

0.15 

0.007 

0.56 

0.64 


Gothra 

0822000702683000 

13.490 

Fresh 

Bisalpur 

Command 

Older Alluvium 

13.490 

2.25 

0.080 

0.18 

0.03 

0.00 

0.00 

0.05 

2.52 

2.38 

0.68 

0.036 

0.52 

0.56 


Govindpura 

0822000702682200 

4.624 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.051 

2.23 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 






Bisalpur 

Command 

Older Alluvium 

0.636 

2.23 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.02 

0.002 

0.07 

0.08 






Galwa Bund 

Command 

Older Alluvium 

3.937 

2.23 

0.080 

0.05 

0.01 

0.00 

0.00 

0.00 

0.74 

0.67 

0.18 

0.010 

0.45 

0.49 


Gumanganj 

0822000702678100 

1.466 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

1.466 

2.30 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.07 

0.004 

0.54 

0.66 


Gumanpura 

0822000702679400 

2.507 

Fresh 

Bisalpur 

Command 

Older Alluvium 

0.823 

2.30 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.14 

0.05 

0.002 

0.18 

0.21 







Command 

Phyllite & Schist 

1.685 

2.30 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.09 

0.08 

0.08 

0.004 

0.36 

0.43 


Gunseela 

0810000501307700 

4.466 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.009 

1.66 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Galwa Bund 

Command 

Older Alluvium 

2.517 

1.66 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.53 

0.46 

0.09 

0.008 

0.32 

0.37 







Command 

Phyllite & Schist 

1.768 

1.66 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.05 

0.006 

0.23 

0.26 


Gyanpura 

0822000702685800 

3.333 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.079 

2.73 

0.080 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 






Bisalpur 

Command 

Older Alluvium 

3.255 

2.73 

0.080 

0.04 

0.01 

0.00 

0.00 

0.01 

0.73 

0.75 

0.17 

0.009 

0.51 

0.50 


Hansolai 

0822000702678700 

1.288 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

0.099 

2.32 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.04 

0.05 


Hardattpura 

0822000702680500 

1.567 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.049 

2.11 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.02 







Non-command 

Phyllite & Schist 

0.006 

2.11 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Bisalpur 

Command 

Older Alluvium 

0.605 

2.11 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.04 

0.002 

0.21 

0.25 







Command 

Phyllite & Schist 

0.098 

2.11 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.04 






Galwa Bund 

Command 

Older Alluvium 

0.806 

2.11 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.12 

0.05 

0.002 

0.28 

0.33 







Command 

Phyllite & Schist 

0.004 

2.11 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Hingoniya 

0822000702679600 

2.588 

Fresh 

Bisalpur 

Command 

Older Alluvium 

1.466 

2.22 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.29 

0.25 

0.10 

0.004 

0.30 

0.34 







Command 

Phyllite & Schist 

1.122 

2.22 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.06 

0.05 

0.06 

0.003 

0.23 

0.26 


Hukampura 

0822000702682800 

1.347 

Fresh 

Bisalpur 

Command 

Older Alluvium 

1.347 

2.32 

0.080 

0.04 

0.01 

0.00 

0.00 

0.00 

0.28 

0.26 

0.17 

0.004 

0.53 

0.56 



0822000702686700 

3.487 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.136 

2.86 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.02 






Bisalpur 

Command 

Gneisses(B.G.C) 

1.064 

2.86 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.05 

0.003 

0.16 

0.15 


Isarda 

0822000402646100 

2.676 

Fresh 

Bisalpur 

Command 

Older Alluvium 

0.336 

2.24 

0.120 

0.01 

0.00 

0.00 

0.00 

0.01 

0.09 

0.07 

0.03 

0.001 

0.07 

0.08 


Jagmoda 

0810000501307500 

6.898 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.591 

1.88 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.34 

0.30 

0.11 

0.022 

0.55 

0.62 


Jainagar 

0822000702683100 

1.872 

Fresh 

Bisalpur 

Command 

Older Alluvium 

1.872 

2.24 

0.080 

0.01 

0.00 

0.00 

0.00 

0.01 

0.34 

0.34 

0.04 

0.005 

0.52 

0.52 


Jajera 

0810000501310300 

4.450 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.435 

1.48 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.83 

0.74 

0.17 

0.015 

0.53 

0.60 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 


0810000501309700 

0.24 

0.00 

9,035.82 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.010 

14,651.41 

Over Exploited 



0.10 

0.17 

17.88 

0.20 

0.02 

0.22 

0.07 

0.64 

0.02 

0.0700 

- 

- 

- 

0.070 

0.092 

0.316 

0.016 

0.301 

0.596 

198.45 

Over Exploited 

Chak Bilaspur 

0822000702685400 

0.15 

0.00 

1,577.81 

0.00 

0.00 

0.00 

0.01 

0.07 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.006 

0.000 

0.006 

0.000 

7.55 

Safe 



0.15 

0.08 

144.25 

0.10 

0.00 

0.10 

0.04 

0.50 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.101 

0.005 

0.096 

0.015 

15.76 

Safe 

Chak Ukhlana 

0822000702681200 

0.15 

0.22 

109.83 

0.27 

0.01 

0.28 

0.08 

0.60 

0.03 

0.0100 

- 

- 

0.020 

0.030 

0.064 

0.344 

0.017 

0.326 

0.130 

39.69 

Safe 

Chak Yakoob Pura 

0822000702687000 

0.15 

0.11 

109.60 

0.13 

0.06 

0.20 

0.05 

0.58 

- 

- 

- 

- 

0.096 

0.096 

0.096 

0.294 

0.015 

0.279 

0.028 

9.96 

Safe 

Chatarpura 

0822000702679900 

0.10 

0.10 

(27.73) 

0.08 

0.00 

0.08 

0.06 

0.60 

0.01 

- 

- 

- 

0.005 

0.005 

0.016 

0.098 

0.005 

0.093 

0.030 

32.00 

Safe 


0822000702687600 

0.08 

0.00 

70,135.32 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.02 

287.85 

0.02 

- 

0.02 

0.02 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.018 

0.001 

0.017 

0.028 

161.91 

Over Exploited 

Chauth Ka Barwara 

0810000501310900 

0.24 

0.01 

2,907.53 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.018 

0.001 

0.017 

0.102 

594.41 

Over Exploited 



0.10 

0.69 

15.42 

0.80 

0.05 

0.85 

0.05 

0.41 

0.09 

0.1500 

- 

- 

- 

0.150 

0.238 

1.086 

0.054 

1.032 

1.364 

132.17 

Over Exploited 

Chawandpura 

0823000202714400 

0.08 

0.00 

2,310.62 

0.00 

0.01 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

0.010 

0.010 

0.010 

0.018 

0.001 

0.017 

0.023 

132.62 

Over Exploited 

Chitani 

0822000702677000 

0.15 

0.60 

83.28 

0.72 

0.02 

0.74 

0.07 

0.62 

0.08 

0.0100 

0.0201 

0.0242 

0.028 

0.082 

0.159 

0.898 

0.045 

0.853 

0.127 

14.94 

Safe 

Choru 

0822000702689100 

0.15 

0.00 

(27,358.12) 

0.00 

0.13 

0.13 

0.00 

0.01 

0.00 

- 

- 

- 

0.200 

0.200 

0.200 

0.334 

0.017 

0.317 

0.042 

13.17 

Safe 



0.10 

0.00 

6,100.83 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.019 

26,212.45 

Over Exploited 

Dabla 

0822000702682000 

0.15 

0.01 

1,586.26 

0.01 

0.01 

0.02 

0.01 

0.09 

0.00 

- 

- 

- 

0.013 

0.013 

0.014 

0.030 

0.001 

0.028 

0.037 

133.05 

Over Exploited 



0.15 

0.21 

202.04 

0.25 

0.02 

0.27 

0.06 

0.51 

0.03 

0.0300 

0.0088 

0.0106 

0.013 

0.062 

0.093 

0.366 

0.018 

0.347 

0.237 

68.09 

Safe 

Daulatpura 

0822000702691400 

0.08 

0.01 

377.27 

0.01 

0.00 

0.01 

0.03 

0.17 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.013 

0.028 

0.001 

0.026 

0.093 

350.84 

Over Exploited 

Deopura Kalan 

0822000702685200 

0.15 

0.03 

1,059.86 

0.03 

0.01 

0.04 

0.01 

0.14 

- 

0.0100 

- 

- 

0.009 

0.019 

0.019 

0.057 

0.003 

0.054 

0.088 

161.67 

Over Exploited 



0.15 

0.00 

3,140.51 

0.00 

0.01 

0.01 

0.00 

0.05 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.019 

0.001 

0.018 

0.037 

206.02 

Over Exploited 

Deopura Khurd 

0822000702683200 

0.15 

0.12 

96.29 

0.14 

0.03 

0.17 

0.05 

0.57 

- 

0.0100 

- 

- 

0.046 

0.057 

0.057 

0.231 

0.012 

0.220 

0.052 

23.70 

Safe 

Deori 

0822000702680900 

0.15 

0.00 

5,292.76 

0.00 

0.00 

0.00 

0.00 

0.03 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.012 

0.001 

0.012 

0.048 

418.73 

Over Exploited 



0.15 

0.29 

171.45 

0.35 

0.04 

0.39 

0.07 

0.58 

0.04 

0.1300 

0.0105 

0.0127 

0.001 

0.154 

0.195 

0.585 

0.029 

0.555 

1.150 

207.08 

Over Exploited 

Dhikoliya 

0822000702682700 

0.15 

0.53 

127.97 

0.63 

0.03 

0.66 

0.06 

0.59 

- 

0.0600 

- 

- 

0.011 

0.071 

0.071 

0.731 

0.037 

0.695 

0.582 

83.75 

Semi Critical 

Dholi 

0810000501307000 

0.24 

0.05 

475.62 

0.06 

- 

0.06 

0.01 

0.12 

0.01 

0.0100 

0.0054 

0.0065 

- 

0.022 

0.028 

0.088 

0.004 

0.084 

0.055 

65.26 

Safe 

Dholipal 

0822000702679200 

0.15 

0.10 

122.98 

0.12 

0.00 

0.12 

0.05 

0.58 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.131 

0.007 

0.125 

0.075 

60.40 

Safe 

Didayach 

0810000501307100 

0.24 

0.00 

3,011.14 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.030 

1,200.35 

Over Exploited 



0.24 

0.13 

263.55 

0.16 

0.01 

0.17 

0.03 

0.24 

0.02 

0.0300 

0.0072 

0.0087 

- 

0.046 

0.063 

0.235 

0.012 

0.223 

0.259 

116.02 

Over Exploited 

Dobariya 

0822000702688200 

0.15 

0.10 

388.09 

0.12 

0.02 

0.15 

0.06 

0.39 

0.02 

0.0500 

- 

- 

0.007 

0.057 

0.074 

0.221 

0.011 

0.210 

0.408 

194.87 

Over Exploited 



0.08 

0.01 

345.80 

0.02 

0.00 

0.02 

0.03 

0.19 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.012 

0.028 

0.001 

0.027 

0.097 

362.31 

Over Exploited 

Ekra 

0810000501311500 

0.10 

0.00 

(37.91) 

0.00 

0.03 

0.03 

0.01 

0.06 

- 

0.0100 

- 

- 

0.044 

0.054 

0.054 

0.085 

0.004 

0.081 

0.064 

78.42 

Semi Critical 

Fatehganj 

0822000702677800 

0.10 

0.02 

224.15 

0.02 

0.00 

0.02 

0.02 

0.22 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.013 

0.036 

0.002 

0.034 

0.111 

326.89 

Over Exploited 

Gadoli 

0822000702688300 

0.08 

0.24 

47.87 

0.28 

0.03 

0.31 

0.09 

0.59 

0.04 

0.0700 

- 

- 

0.011 

0.081 

0.123 

0.434 

0.022 

0.412 

0.601 

145.80 

Over Exploited 

Ganeshganj 

0810000501309900 

0.10 

0.19 

(31.56) 

0.15 

0.01 

0.16 

0.08 

0.63 

0.03 

0.0200 

- 

- 

- 

0.020 

0.046 

0.205 

0.010 

0.195 

0.194 

99.89 

Critical 

Gangli 

0822000702691600 

0.10 

0.00 

1,492.27 

0.00 

0.00 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

0.000 

0.000 

0.001 

0.002 

0.000 

0.002 

0.001 

50.42 

Safe 

Gardwas 

0810000501310500 

0.24 

0.04 

432.40 

0.04 

- 

0.04 

0.02 

0.14 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.059 

0.003 

0.056 

0.100 

178.09 

Over Exploited 



0.10 

0.11 

17.64 

0.13 

0.01 

0.14 

0.05 

0.38 

0.02 

0.0200 

- 

- 

- 

0.020 

0.037 

0.176 

0.009 

0.168 

0.193 

115.31 

Over Exploited 

Ghata Jharnya 

0810000601311800 

0.10 

0.00 

3,754.59 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Girdharpura 

0810000501309100 

0.10 

0.05 

176.60 

0.06 

- 

0.06 

0.02 

0.19 

0.01 

0.0200 

- 

- 

- 

0.020 

0.026 

0.089 

0.004 

0.084 

0.174 

207.01 

Over Exploited 

Gopalpura 

0810000501309800 

0.10 

0.12 

(28.63) 

0.09 

0.01 

0.10 

0.08 

0.64 

0.02 

0.0200 

- 

- 

- 

0.020 

0.036 

0.138 

0.007 

0.131 

0.161 

122.90 

Over Exploited 

Gothra 

0822000702683000 

0.15 

1.06 

124.61 

1.27 

0.08 

1.36 

0.05 

0.57 

- 

0.0800 

- 

- 

0.082 

0.162 

0.162 

1.520 

0.076 

1.444 

0.720 

49.84 

Safe 

Govindpura 

0822000702682200 

0.15 

0.00 

16,459.69 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

6.40 

Safe 



0.15 

0.01 

1,513.44 

0.01 

0.00 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

0.001 

0.001 

0.002 

0.011 

0.001 

0.011 

0.026 

237.70 

Over Exploited 



0.15 

0.26 

154.62 

0.32 

0.01 

0.33 

0.06 

0.51 

0.03 

0.0200 

0.0109 

0.0131 

0.001 

0.045 

0.080 

0.409 

0.020 

0.388 

0.190 

49.09 

Safe 

Gumanganj 

0822000702678100 

0.10 

0.08 

(10.45) 

0.07 

0.00 

0.07 

0.06 

0.60 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.084 

0.004 

0.080 

0.071 

88.97 

Semi Critical 

Gumanpura 

0822000702679400 

0.15 

0.02 

525.13 

0.03 

0.00 

0.03 

0.02 

0.19 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.038 

0.002 

0.036 

0.050 

140.84 

Over Exploited 



0.10 

0.06 

24.46 

0.07 

0.01 

0.08 

0.04 

0.40 

- 

0.0100 

- 

- 

0.012 

0.022 

0.022 

0.103 

0.005 

0.098 

0.080 

82.39 

Semi Critical 

Gunseela 

0810000501307700 

0.10 

0.00 

31,120.85 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.24 

0.19 

139.87 

0.23 

- 

0.23 

0.04 

0.36 

0.02 

0.0100 

0.0052 

0.0084 

- 

0.024 

0.048 

0.280 

0.014 

0.266 

0.097 

36.60 

Safe 



0.10 

0.04 

104.72 

0.05 

- 

0.05 

0.03 

0.25 

0.01 

0.0100 

0.0037 

0.0059 

- 

0.020 

0.025 

0.072 

0.004 

0.069 

0.059 

85.81 

Semi Critical 

Gyanpura 

0822000702685800 

0.15 

0.00 

7,091.56 

0.00 

0.01 

0.01 

0.00 

0.01 

- 

- 

- 

- 

0.010 

0.011 

0.011 

0.018 

0.001 

0.017 

0.000 

1.25 

Safe 



0.15 

0.25 

201.83 

0.30 

0.02 

0.32 

0.05 

0.56 

- 

0.0200 

- 

- 

0.010 

0.031 

0.031 

0.348 

0.017 

0.330 

0.177 

53.51 

Safe 

Hansolai 

0822000702678700 

0.10 

0.00 

189.85 

0.00 

0.00 

0.00 

0.00 

0.05 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.008 

0.000 

0.008 

0.008 

106.39 

Over Exploited 

Hardattpura 

0822000702680500 

0.15 

0.00 

5,211.53 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

7.55 

Safe 



0.10 

0.00 

16,488.36 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.02 

401.79 

0.02 

0.00 

0.02 

0.03 

0.23 

0.00 

- 

- 

- 

0.001 

0.001 

0.003 

0.027 

0.001 

0.025 

0.038 

147.97 

Over Exploited 



0.10 

0.00 

950.45 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.03 

269.21 

0.04 

0.00 

0.04 

0.03 

0.31 

0.00 

0.0100 

0.0022 

0.0027 

0.001 

0.016 

0.020 

0.061 

0.003 

0.058 

0.050 

86.48 

Semi Critical 



0.10 

0.00 

41,718.41 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Hingoniya 

0822000702679600 

0.15 

0.07 

282.08 

0.08 

0.00 

0.08 

0.03 

0.33 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.092 

0.005 

0.087 

0.100 

114.19 

Over Exploited 



0.10 

0.03 

92.33 

0.03 

0.01 

0.04 

0.02 

0.26 

- 

0.0100 

- 

- 

0.019 

0.029 

0.029 

0.073 

0.004 

0.070 

0.062 

88.89 

Semi Critical 

Hukampura 

0822000702682800 

0.15 

0.11 

147.71 

0.13 

0.01 

0.14 

0.06 

0.58 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.161 

0.008 

0.153 

0.172 

111.89 

Over Exploited 


0822000702686700 

0.08 

0.00 

1,687.26 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.005 

0.000 

0.005 

0.005 

103.99 

Over Exploited 



0.08 

0.01 

307.64 

0.02 

0.00 

0.02 

0.01 

0.18 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.032 

0.002 

0.030 

0.048 

159.71 

Over Exploited 

Isarda 

0822000402646100 

0.22 

0.00 

1,380.12 

0.01 

0.01 

0.02 

0.01 

0.07 

- 

- 

- 

- 

0.018 

0.018 

0.018 

0.035 

0.002 

0.034 

0.030 

88.99 

Semi Critical 

Jagmoda 

0810000501307500 

0.10 

0.36 

(17.08) 

0.30 

- 

0.30 

0.07 

0.61 

0.05 

0.0100 

- 

- 

- 

0.010 

0.055 

0.353 

0.018 

0.336 

0.132 

39.40 

Safe 

Jainagar 

0822000702683100 

0.15 

0.15 

129.82 

0.18 

0.01 

0.18 

0.05 

0.57 

- 

- 

- 

- 

0.011 

0.011 

0.011 

0.194 

0.010 

0.185 

0.041 

22.19 

Safe 

Jajera 

0810000501310300 

0.24 

0.57 

30.15 

0.68 

0.01 

0.69 

0.08 

0.61 

0.08 

0.0200 

- 

- 

- 

0.020 

0.104 

0.792 

0.040 

0.753 

0.188 

24.98 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 






Galwa Bund 

Command 

Older Alluvium 

0.009 

1.48 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jhalra 

0822000402646200 

8.242 

Fresh 

Bisalpur 

Command 

Older Alluvium 

5.034 

2.30 

0.120 

0.07 

0.01 

0.00 

0.00 

0.02 

1.43 

1.20 

0.27 

0.014 

0.33 

0.39 







Command 

Phyllite & Schist 

0.326 

2.30 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.02 

0.03 







Command 

Gneisses(B.G.C) 

1.858 

2.30 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.06 

0.005 

0.12 

0.14 


Jhonpra 

0810000501307400 

25.406 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.848 

2.16 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.06 

0.006 

0.04 

0.05 


Kairod 

0822000702677100 

4.863 

Fresh 

Galwa Bund 

Command 

Older Alluvium 

4.863 

2.16 

0.080 

0.06 

0.01 

0.00 

0.00 

0.01 

0.88 

0.76 

0.24 

0.013 

0.56 

0.64 


Kakod 

0822000702678400 

12.838 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

3.597 

2.34 

0.020 

0.12 

0.02 

0.00 

0.00 

0.00 

0.27 

0.21 

0.46 

0.010 

0.15 

0.20 


Kalyanpura 

0822000702684500 

3.317 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.897 

1.94 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.15 

0.02 

0.002 

0.14 

0.14 






Bisalpur 

Command 

Older Alluvium 

0.954 

1.94 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.16 

0.04 

0.003 

0.15 

0.15 


Kanwarpura 

0810000501310400 

1.028 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.073 

1.25 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.000 

0.04 

0.04 







Non-command 

Phyllite & Schist 

0.955 

1.25 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.05 

0.15 

0.003 

0.50 

0.56 


Khatola 

0822000702685600 

3.090 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

2.41 

0.080 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

-0.01 

0.00 

0.000 

0.00 

0.00 






Bisalpur 

Command 

Older Alluvium 

3.090 

2.41 

0.080 

0.04 

0.00 

0.00 

0.00 

0.01 

0.63 

0.64 

0.13 

0.008 

0.52 

0.52 


Khatoli 

0822000702691500 

9.447 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.432 

2.75 

0.080 

0.12 

0.02 

0.00 

0.00 

0.00 

0.85 

0.79 

0.46 

0.009 

0.18 

0.19 







Non-command 

Phyllite & Schist 

0.443 

2.75 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.001 

0.02 

0.03 







Non-command 

Gneisses(B.G.C) 

5.281 

2.75 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.28 

0.26 

0.30 

0.014 

0.28 

0.30 


Khelniya 

0822000702682400 

6.619 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.137 

2.43 

0.080 

0.03 

0.00 

0.00 

0.00 

0.01 

0.24 

0.23 

0.12 

0.003 

0.09 

0.10 






Bisalpur 

Command 

Older Alluvium 

0.384 

2.43 

0.080 

0.01 

0.00 

0.00 

0.00 

0.01 

0.08 

0.07 

0.04 

0.001 

0.03 

0.03 






Galwa Bund 

Command 

Older Alluvium 

5.097 

2.43 

0.080 

0.14 

0.02 

0.00 

0.00 

0.01 

1.10 

1.04 

0.55 

0.014 

0.40 

0.43 


Khera 

0822000702679000 

1.345 

Fresh 

Bisalpur 

Command 

Older Alluvium 

1.345 

2.29 

0.080 

0.05 

0.01 

0.00 

0.00 

0.00 

0.29 

0.25 

0.20 

0.004 

0.53 

0.61 


Khera Meer Saman 

0822000402646400 

1.277 

Fresh 

Bisalpur 

Command 

Older Alluvium 

1.277 

2.25 

0.120 

0.02 

0.00 

0.00 

0.00 

0.01 

0.36 

0.32 

0.07 

0.003 

0.53 

0.59 


Kherli 

0822000702688400 

2.612 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.955 

2.86 

0.080 

0.02 

0.00 

0.00 

0.00 

0.02 

0.22 

0.20 

0.07 

0.003 

0.18 

0.20 







Non-command 

Gneisses(B.G.C) 

1.658 

2.86 

0.015 

0.01 

0.00 

0.00 

0.00 

0.03 

0.05 

0.04 

0.05 

0.004 

0.32 

0.35 


Khohlya 

0822000702680800 

3.383 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.640 

1.93 

0.080 

0.05 

0.01 

0.00 

0.00 

0.00 

0.14 

0.12 

0.22 

0.002 

0.10 

0.11 






Galwa Bund 

Command 

Older Alluvium 

2.743 

1.93 

0.080 

0.23 

0.03 

0.00 

0.00 

0.00 

0.62 

0.55 

0.92 

0.007 

0.43 

0.49 


Kishanganj 

0822000702677400 

1.820 

Fresh 

Galwa Bund 

Command 

Older Alluvium 

0.723 

2.34 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.11 

0.01 

0.002 

0.22 

0.26 


Kumhariya 

0810000501310200 

7.081 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.473 

1.34 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.91 

0.80 

0.12 

0.018 

0.42 

0.48 







Non-command 

Phyllite & Schist 

1.422 

1.34 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.02 

0.005 

0.11 

0.12 






Galwa Bund 

Command 

Older Alluvium 

0.017 

1.34 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kunder 

0822000702676700 

7.800 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.002 

1.60 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.14 

0.13 

0.003 

0.07 

0.08 






Galwa Bund 

Command 

Older Alluvium 

6.799 

1.60 

0.080 

0.24 

0.04 

0.00 

0.00 

0.00 

1.07 

0.93 

0.94 

0.018 

0.49 

0.56 


Kundiya 

0822000702681000 

3.856 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.488 

2.17 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.11 

0.001 

0.07 

0.07 






Galwa Bund 

Command 

Older Alluvium 

3.368 

2.17 

0.080 

0.19 

0.03 

0.00 

0.00 

0.00 

0.75 

0.67 

0.73 

0.009 

0.46 

0.51 


Lachhmipura 

0822000702680200 

2.118 

Fresh 

Galwa Bund 

Command 

Older Alluvium 

2.118 

2.13 

0.080 

0.09 

0.01 

0.00 

0.00 

0.00 

0.44 

0.39 

0.35 

0.006 

0.53 

0.60 



0822000702686600 

3.961 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.026 

2.91 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Bisalpur 

Command 

Older Alluvium 

0.313 

2.91 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.01 

0.001 

0.04 

0.04 







Command 

Gneisses(B.G.C) 

1.457 

2.91 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.02 

0.004 

0.19 

0.19 


Maharaj Kanwar Pura 

0822000702679700 

0.970 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

0.970 

2.27 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.07 

0.06 

0.11 

0.003 

0.54 

0.64 


Mandaliya 

0822000702680300 

3.657 

Fresh 

Galwa Bund 

Command 

Older Alluvium 

3.657 

2.12 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.64 

0.56 

0.07 

0.010 

0.54 

0.61 


Mohammad Garh 

0822000702687100 

10.530 

Fresh 

Bisalpur 

Command 

Older Alluvium 

9.972 

2.47 

0.080 

0.15 

0.02 

0.00 

0.00 

0.01 

2.09 

2.05 

0.55 

0.027 

0.50 

0.51 







Command 

Gneisses(B.G.C) 

0.558 

2.47 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.03 

0.03 


Molvinagar 

0822000702689200 

4.732 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.022 

1.09 

0.080 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

-0.01 

0.00 

0.000 

0.00 

0.00 


Motis Ki Jhonpriyan 

0822000702678500 

0.810 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

0.199 

2.32 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.01 

0.001 

0.13 

0.17 


Nahra 

0822000702687800 

4.001 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.070 

2.69 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

0.971 

2.69 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.05 

0.003 

0.13 

0.13 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.151 

2.69 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.02 


Nahri Kalan 

0810000501309200 

3.835 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.543 

1.94 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.16 

0.03 

0.012 

0.54 

0.63 


Nahri Khurd With Jharkund 

0810000501308100 

6.085 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.985 

2.00 

0.025 

0.05 

0.00 

0.00 

0.00 

0.00 

0.30 

0.26 

0.19 

0.017 

0.47 

0.54 


Nawabpura 

0822000702681400 

5.151 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.735 

1.35 

0.080 

0.11 

0.02 

0.00 

0.00 

0.01 

0.48 

0.43 

0.42 

0.010 

0.38 

0.42 







Non-command 

Phyllite & Schist 

0.470 

1.35 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.001 

0.05 

0.05 







Non-command 

Gneisses(B.G.C) 

0.946 

1.35 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.003 

0.10 

0.11 


Naya Gaon 

0822000702683600 

1.368 

Fresh 

Bisalpur 

Command 

Older Alluvium 

1.368 

1.92 

0.080 

0.03 

0.00 

0.00 

0.00 

0.01 

0.23 

0.23 

0.12 

0.004 

0.52 

0.52 


Nayagaon 

0810000501307900 

5.361 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.042 

1.65 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.25 

0.22 

0.19 

0.017 

0.54 

0.62 






Galwa Bund 

Command 

Phyllite & Schist 

0.253 

1.65 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.03 

0.03 


Pagra 

0822000702688100 

6.313 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.914 

2.71 

0.080 

0.09 

0.01 

0.00 

0.00 

0.20 

0.29 

0.28 

0.37 

0.005 

0.15 

0.16 







Non-command 

Phyllite & Schist 

0.070 

2.71 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Pagri 

0822000702688000 

5.961 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.221 

2.78 

0.080 

0.11 

0.02 

0.00 

0.00 

0.05 

1.20 

1.14 

0.44 

0.014 

0.44 

0.47 


Palai 

0822000702687400 

12.848 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.164 

2.80 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 






Bisalpur 

Command 

Gneisses(B.G.C) 

1.141 

2.80 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.04 

0.003 

0.05 

0.05 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.921 

2.80 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.03 

0.002 

0.04 

0.04 






Bisalpur 

Command 

Gneisses(B.G.C) 

0.037 

2.80 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Paondera 

0810000501307800 

10.238 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.065 

1.73 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.20 

0.05 

0.004 

0.06 

0.07 







Non-command 

Phyllite & Schist 

0.600 

1.73 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.002 

0.03 

0.04 






Galwa Bund 

Command 

Older Alluvium 

8.220 

1.73 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

1.81 

1.58 

0.39 

0.028 

0.45 

0.52 







Command 

Phyllite & Schist 

0.335 

1.73 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.02 


Parvan 

0822000702680700 

6.723 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.021 

2.12 

0.080 

0.00 

0.00 

0.00 

0.00 

0.02 

-0.01 

-0.01 

0.00 

0.000 

0.00 

0.00 






Bisalpur 

Command 

Older Alluvium 

0.099 

2.12 

0.080 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Galwa Bund 

Command 

Older Alluvium 

6.603 

2.12 

0.080 

0.04 

0.00 

0.00 

0.00 

0.02 

1.15 

1.00 

0.13 

0.018 

0.53 

0.61 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.24 

0.00 

59,948.97 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jhalra 

082200040264620C 

0.22 

0.36 

232.01 

0.43 

0.03 

0.46 

0.03 

0.36 

- 

0.0300 

- 

- 

0.023 

0.053 

0.053 

0.510 

0.026 

0.485 

0.285 

58.76 

Safe 



0.14 

0.00 

1,197.44 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.012 

1,082.65 

Over Exploited 



0.12 

0.03 

160.73 

0.03 

0.00 

0.03 

0.01 

0.13 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.043 

0.002 

0.041 

0.065 

157.68 

Over Exploited 

Jhonpra 

0810000501307400 

0.10 

0.01 

1,283.56 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.020 

0.001 

0.019 

0.064 

336.42 

Over Exploited 

Kairod 

0822000702677100 

0.15 

0.41 

87.98 

0.49 

0.02 

0.50 

0.07 

0.63 

0.05 

0.0300 

0.0134 

0.0161 

0.012 

0.072 

0.123 

0.628 

0.031 

0.596 

0.253 

42.43 

Safe 

Kakod 

0822000702678400 

0.10 

0.05 

734,745.78 

0.07 

0.02 

0.09 

0.02 

0.17 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.135 

0.007 

0.129 

0.473 

367.62 

Over Exploited 

Kalyanpura 

0822000702684500 

0.15 

0.02 

700.66 

0.02 

0.00 

0.02 

0.01 

0.15 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.027 

0.001 

0.025 

0.026 

103.53 

Over Exploited 



0.15 

0.02 

650.62 

0.03 

0.00 

0.03 

0.01 

0.16 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.030 

0.001 

0.028 

0.039 

136.15 

Over Exploited 

Kanwarpura 

0810000501310400 

0.24 

0.00 

2,670.10 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.022 

2,583.20 

Over Exploited 



0.10 

0.05 

11.59 

0.05 

0.01 

0.06 

0.07 

0.57 

0.01 

0.0200 

- 

- 

- 

0.020 

0.027 

0.090 

0.005 

0.086 

0.149 

174.06 

Over Exploited 

Khatola 

0822000702685600 

0.15 

0.00 

########## 

0.00 

0.01 

0.01 

0.00 

0.00 

- 

- 

- 

- 

0.010 

0.010 

0.010 

0.017 

0.001 

0.016 

0.000 

0.00 

Safe 



0.15 

0.24 

162.04 

0.29 

0.01 

0.30 

0.05 

0.57 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.318 

0.016 

0.302 

0.140 

46.46 

Safe 

Khatoli 

0822000702691500 

0.15 

0.09 

755.13 

0.11 

0.02 

0.13 

0.03 

0.21 

0.02 

0.0500 

- 

- 

0.003 

0.053 

0.070 

0.203 

0.010 

0.193 

0.472 

244.81 

Over Exploited 



0.10 

0.00 

2,954.84 

0.00 

0.00 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.003 

0.000 

0.003 

0.043 

1,636.45 

Over Exploited 



0.08 

0.12 

125.16 

0.14 

0.01 

0.15 

0.05 

0.33 

0.02 

0.0300 

- 

- 

0.006 

0.036 

0.057 

0.212 

0.011 

0.201 

0.316 

157.11 

Over Exploited 

Khelniya 

0822000702682400 

0.15 

0.02 

1,389.29 

0.02 

0.01 

0.03 

0.01 

0.10 

0.00 

0.0100 

- 

- 

0.012 

0.022 

0.024 

0.051 

0.003 

0.048 

0.123 

255.11 

Over Exploited 



0.15 

0.00 

4,009.05 

0.00 

0.01 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

0.012 

0.012 

0.013 

0.023 

0.001 

0.022 

0.037 

171.01 

Over Exploited 



0.15 

0.31 

236.53 

0.37 

0.03 

0.40 

0.05 

0.45 

0.04 

0.0600 

0.0141 

0.0169 

0.012 

0.103 

0.141 

0.539 

0.027 

0.512 

0.566 

110.44 

Over Exploited 

Khera 

0822000702679000 

0.15 

0.11 

131.10 

0.13 

0.01 

0.14 

0.05 

0.58 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.160 

0.008 

0.152 

0.208 

136.92 

Over Exploited 

Khera Meer Saman 

0822000402646400 

0.22 

0.15 

115.27 

0.18 

0.01 

0.19 

0.05 

0.58 

- 

0.0100 

- 

- 

0.011 

0.021 

0.021 

0.207 

0.010 

0.196 

0.070 

35.89 

Safe 

Kherli 

0822000702688400 

0.15 

0.03 

674.90 

0.03 

0.02 

0.05 

0.03 

0.22 

0.00 

0.0100 

- 

- 

0.025 

0.035 

0.040 

0.088 

0.004 

0.084 

0.075 

88.90 

Semi Critical 



0.08 

0.04 

5.44 

0.04 

0.03 

0.08 

0.06 

0.37 

0.01 

0.0100 

- 

- 

0.049 

0.059 

0.066 

0.144 

0.007 

0.136 

0.052 

38.43 

Safe 

Khohlya 

0822000702680800 

0.15 

0.01 

1,161.36 

0.01 

0.01 

0.02 

0.01 

0.12 

0.00 

0.0200 

- 

- 

- 

0.020 

0.021 

0.043 

0.002 

0.041 

0.218 

532.38 

Over Exploited 



0.15 

0.18 

208.36 

0.21 

0.03 

0.24 

0.06 

0.50 

0.03 

0.1000 

0.0076 

0.0091 

- 

0.117 

0.142 

0.386 

0.019 

0.367 

0.931 

253.67 

Over Exploited 

Kishanganj 

0822000702677400 

0.15 

0.02 

369.56 

0.03 

0.00 

0.03 

0.03 

0.24 

0.00 

- 

0.0020 

0.0024 

0.006 

0.011 

0.014 

0.046 

0.002 

0.044 

0.014 

31.64 

Safe 

Kumhariya 

0810000501310200 

0.24 

0.55 

45.49 

0.66 

- 

0.66 

0.06 

0.48 

0.08 

0.0100 

- 

- 

- 

0.010 

0.088 

0.752 

0.038 

0.714 

0.133 

18.70 

Safe 



0.10 

0.02 

227.44 

0.02 

- 

0.02 

0.02 

0.12 

0.00 

- 

- 

- 

- 

- 

0.002 

0.021 

0.001 

0.020 

0.027 

135.24 

Over Exploited 



0.24 

0.00 

46,152.71 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kunder 

0822000702676700 

0.15 

0.01 

1,172.90 

0.01 

0.00 

0.01 

0.01 

0.08 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.013 

0.027 

0.001 

0.025 

0.135 

533.88 

Over Exploited 



0.15 

0.50 

87.76 

0.60 

0.04 

0.64 

0.06 

0.55 

0.06 

0.1100 

0.0141 

0.0226 

0.001 

0.148 

0.213 

0.850 

0.043 

0.808 

0.954 

118.12 

Over Exploited 

Kundiya 

0822000702681000 

0.15 

0.00 

2,008.29 

0.01 

0.00 

0.01 

0.01 

0.08 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.011 

0.017 

0.001 

0.016 

0.109 

688.71 

Over Exploited 



0.15 

0.23 

187.93 

0.28 

0.03 

0.31 

0.07 

0.53 

0.03 

0.0800 

0.0093 

0.0112 

0.000 

0.101 

0.134 

0.443 

0.022 

0.420 

0.741 

176.25 

Over Exploited 

Lachhmipura 

0822000702680200 

0.15 

0.17 

130.44 

0.20 

0.01 

0.21 

0.07 

0.60 

0.02 

0.0400 

0.0058 

0.0070 

0.002 

0.055 

0.077 

0.292 

0.015 

0.277 

0.354 

127.54 

Over Exploited 


0822000702686600 

0.08 

0.00 

(46,638.47) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.011 

0.001 

0.011 

0.000 

0.66 

Safe 



0.15 

0.00 

3,810.12 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.013 

577.69 

Over Exploited 



0.08 

0.02 

220.86 

0.03 

0.00 

0.03 

0.02 

0.21 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.038 

0.002 

0.036 

0.028 

76.83 

Semi Critical 

Maharaj Kanwar Pura 

0822000702679700 

0.10 

0.05 

5.85 

0.06 

0.01 

0.06 

0.06 

0.59 

- 

0.0100 

- 

- 

0.012 

0.022 

0.022 

0.086 

0.004 

0.081 

0.112 

137.31 

Over Exploited 

Mandaliya 

0822000702680300 

0.15 

0.29 

90.35 

0.35 

0.00 

0.36 

0.07 

0.60 

0.04 

0.0100 

0.0101 

0.0121 

0.005 

0.037 

0.075 

0.431 

0.022 

0.409 

0.082 

19.97 

Safe 

Mohammad Garh 

0822000702687100 

0.15 

0.74 

176.26 

0.89 

0.03 

0.92 

0.05 

0.55 

- 

0.0600 

- 

- 

0.009 

0.070 

0.070 

0.987 

0.049 

0.938 

0.579 

61.71 

Safe 



0.08 

0.00 

1,470.85 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.003 

0.000 

0.003 

0.015 

493.39 

Over Exploited 

Molvinagar 

0822000702689200 

0.15 

0.00 

(103,169.61) 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

- 

- 

- 

0.018 

0.018 

0.018 

0.029 

0.001 

0.028 

0.000 

0.22 

Safe 

Motis Ki Jhonpriyan 

0822000702678500 

0.10 

0.00 

(96.21) 

0.00 

0.01 

0.01 

0.01 

0.15 

- 

- 

- 

- 

0.014 

0.014 

0.014 

0.025 

0.001 

0.024 

0.009 

36.21 

Safe 

Nahra 

0822000702687800 

0.15 

0.00 

15,415.61 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.01 

395.88 

0.01 

- 

0.01 

0.02 

0.14 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.023 

0.001 

0.022 

0.054 

246.32 

Over Exploited 



0.08 

0.00 

2,448.72 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.004 

1,486.32 

Over Exploited 

Nahri Kalan 

0810000501309200 

0.10 

0.19 

(18.21) 

0.16 

- 

0.16 

0.07 

0.61 

0.02 

- 

- 

- 

- 

- 

0.023 

0.181 

0.009 

0.172 

0.041 

23.85 

Safe 

Nahri Khurd With Jharkund 

0810000501308100 

0.10 

0.23 

11.72 

0.26 

- 

0.26 

0.06 

0.53 

0.03 

0.0200 

- 

- 

- 

0.020 

0.049 

0.312 

0.016 

0.296 

0.211 

71.19 

Semi Critical 

Nawabpura 

0822000702681400 

0.15 

0.21 

102.43 

0.26 

0.03 

0.29 

0.06 

0.44 

0.03 

0.0500 

- 

- 

0.019 

0.069 

0.102 

0.391 

0.020 

0.371 

0.430 

115.85 

Over Exploited 



0.10 

0.00 

783.93 

0.00 

0.00 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.004 

0.000 

0.004 

0.035 

850.76 

Over Exploited 



0.08 

0.01 

254.03 

0.01 

0.00 

0.01 

0.02 

0.11 

0.00 

- 

- 

- 

0.000 

0.001 

0.002 

0.011 

0.001 

0.010 

0.046 

447.39 

Over Exploited 

Naya Gaon 

0822000702683600 

0.15 

0.11 

113.77 

0.13 

0.01 

0.14 

0.05 

0.56 

- 

0.0100 

- 

- 

0.015 

0.025 

0.025 

0.162 

0.008 

0.154 

0.124 

80.19 

Semi Critical 

Nayagaon 

0810000501307900 

0.10 

0.27 

(20.61) 

0.22 

0.01 

0.23 

0.07 

0.61 

0.03 

0.0200 

- 

- 

- 

0.020 

0.054 

0.282 

0.014 

0.268 

0.202 

75.36 

Semi Critical 



0.10 

0.00 

1,226.88 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

0.0005 

0.0008 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.008 

358.11 

Over Exploited 

Pagra 

0822000702688100 

0.15 

0.04 

530.46 

0.05 

0.21 

0.27 

0.02 

0.18 

0.01 

0.0400 

- 

- 

0.305 

0.346 

0.352 

0.619 

0.031 

0.588 

0.375 

63.81 

Safe 



0.10 

0.00 

(4,358.44) 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

- 

- 

0.008 

0.008 

0.008 

0.014 

0.001 

0.013 

0.008 

61.28 

Safe 

Pagri 

0822000702688000 

0.15 

0.35 

228.10 

0.42 

0.07 

0.49 

0.07 

0.51 

0.05 

0.0500 

- 

- 

0.075 

0.125 

0.178 

0.666 

0.033 

0.632 

0.451 

71.30 

Semi Critical 

Palai 

0822000702687400 

0.08 

0.00 

8,008.35 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

5,446.09 

Over Exploited 



0.08 

0.00 

1,306.92 

0.01 

- 

0.01 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.046 

948.65 

Over Exploited 



0.08 

0.00 

1,714.02 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.031 

995.11 

Over Exploited 



0.08 

0.00 

36,154.64 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Paondera 

0810000501307800 

0.24 

0.02 

1,240.66 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.030 

0.001 

0.028 

0.052 

181.38 

Over Exploited 



0.10 

0.00 

1,477.62 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.024 

958.14 

Over Exploited 



0.24 

0.90 

75.80 

1.08 

0.01 

1.09 

0.06 

0.51 

0.11 

0.0400 

0.0170 

0.0273 

- 

0.084 

0.197 

1.283 

0.064 

1.219 

0.419 

34.35 

Safe 



0.10 

0.00 

1,927.66 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

0.0007 

0.0011 

- 

0.002 

0.002 

0.003 

0.000 

0.002 

0.015 

607.01 

Over Exploited 

Parvan 

0822000702680700 

0.15 

0.00 

(204,740.04) 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

- 

- 

- 

0.023 

0.023 

0.023 

0.039 

0.002 

0.037 

0.000 

0.15 

Safe 



0.15 

0.00 

908.00 

0.00 

0.02 

0.02 

0.00 

0.01 

0.00 

- 

- 

- 

0.023 

0.023 

0.023 

0.039 

0.002 

0.037 

0.000 

0.72 

Safe 



0.15 

0.53 

89.80 

0.63 

0.02 

0.65 

0.07 

0.60 

0.07 

0.0100 

0.0182 

0.0219 

0.023 

0.073 

0.142 

0.790 

0.039 

0.750 

0.150 

19.94 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Patoli 

082200070268870C 

11.143 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.629 

2.61 

0.080 

0.11 

0.02 

0.00 

0.00 

0.03 

0.82 

0.75 

0.43 

0.010 

0.16 

0.18 







Non-command 

Gneisses(B.G.C) 

0.793 

2.61 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.07 

0.002 

0.04 

0.04 


Phooleta 

082200070268350C 

13.099 

Fresh 

Bisalpur 

Command 

Older Alluvium 

1.999 

1.83 

0.080 

0.06 

0.01 

0.00 

0.00 

0.00 

0.34 

0.30 

0.23 

0.005 

0.08 

0.09 







Command 

Gneisses(B.G.C) 

3.177 

1.83 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.10 

0.14 

0.008 

0.13 

0.14 


Raghonath Pura Kalan 

082200070268680C 

2.055 

Fresh 

Bisalpur 

Command 

Older Alluvium 

1.135 

2.66 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.26 

0.27 

0.07 

0.003 

0.29 

0.29 







Command 

Gneisses(B.G.C) 

0.920 

2.66 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.02 

0.002 

0.23 

0.23 


Raghunathpura Khurd 

082200070268690C 

1.174 

Fresh 

Bisalpur 

Command 

Older Alluvium 

1.174 

2.63 

0.080 

0.05 

0.01 

0.00 

0.00 

0.01 

0.27 

0.28 

0.18 

0.003 

0.52 

0.52 


Rahman Nagar 

0822000702689000 

3.081 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.420 

1.27 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.06 

0.001 

0.07 

0.08 


Rajwana 

0810000501310000 

4.246 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.631 

1.33 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.08 

0.002 

0.08 

0.10 







Non-command 

Phyllite & Schist 

3.603 

1.33 

0.025 

0.08 

0.01 

0.00 

0.00 

0.00 

0.19 

0.17 

0.30 

0.012 

0.48 

0.55 


Ramganj 

0822000702678000 

2.944 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

2.350 

2.37 

0.020 

0.04 

0.01 

0.00 

0.00 

0.01 

0.14 

0.11 

0.17 

0.006 

0.43 

0.53 


Ramnagar 

0822000702677300 

1.462 

Fresh 

Galwa Bund 

Command 

Older Alluvium 

0.457 

2.50 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.01 

0.001 

0.17 

0.20 



0822000702680400 

2.658 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.002 

2.12 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Phyllite & Schist 

0.035 

2.12 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Bisalpur 

Command 

Phyllite & Schist 

1.435 

2.12 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.02 

0.004 

0.29 

0.34 






Galwa Bund 

Command 

Older Alluvium 

1.117 

2.12 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.16 

0.01 

0.003 

0.23 

0.27 







Command 

Phyllite & Schist 

0.068 

2.12 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Rampura 

0822000702678300 

2.646 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

1.273 

2.42 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.11 

0.09 

0.22 

0.003 

0.26 

0.33 


Ramsinghpura 

0810000501310700 

3.686 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.074 

1.24 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.19 

0.17 

0.13 

0.004 

0.15 

0.17 







Non-command 

Phyllite & Schist 

2.522 

1.24 

0.025 

0.06 

0.01 

0.00 

0.00 

0.00 

0.13 

0.11 

0.24 

0.009 

0.36 

0.41 


Ramzan Ganj 

0822000702677500 

2.694 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.021 

2.20 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Bisalpur 

Command 

Older Alluvium 

0.518 

2.20 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.01 

0.001 

0.11 

0.12 






Galwa Bund 

Command 

Older Alluvium 

0.466 

2.20 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.01 

0.001 

0.09 

0.11 


Ranipura 

0822000702685500 

1.867 

Fresh 

Bisalpur 

Command 

Older Alluvium 

1.867 

2.15 

0.080 

0.04 

0.01 

0.00 

0.00 

0.00 

0.35 

0.36 

0.14 

0.005 

0.52 

0.52 


Ratanpura 

0822000702685300 

2.586 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.516 

2.18 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.05 

0.001 

0.10 

0.10 






Bisalpur 

Command 

Older Alluvium 

0.087 

2.18 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.000 

0.02 

0.02 



0810000501310100 

4.115 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.457 

1.33 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.57 

0.50 

0.08 

0.012 

0.47 

0.53 







Non-command 

Phyllite & Schist 

0.593 

1.33 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.002 

0.08 

0.09 






Galwa Bund 

Command 

Older Alluvium 

0.019 

1.33 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Roopnagar 

0810000501310600 

2.538 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.417 

1.24 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.25 

0.22 

0.19 

0.005 

0.29 

0.33 







Non-command 

Phyllite & Schist 

1.122 

1.24 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.11 

0.004 

0.23 

0.26 


Rooppura 

0822000702677600 

5.694 

Fresh 

Bisalpur 

Command 

Older Alluvium 

0.390 

2.62 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.04 

0.001 

0.04 

0.05 


Rughnathpura 

0822000702677200 

1.804 

Fresh 

Galwa Bund 

Command 

Older Alluvium 

0.567 

2.56 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.01 

0.002 

0.17 

0.20 


Sahadat Nagar 

0822000702681800 

7.984 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.963 

2.60 

0.080 

0.16 

0.02 

0.00 

0.00 

0.01 

1.79 

1.63 

0.60 

0.021 

0.51 

0.56 






Galwa Bund 

Command 

Older Alluvium 

0.021 

2.60 

0.080 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sara 

0822000702679500 

2.621 

Fresh 

Bisalpur 

Command 

Older Alluvium 

0.000 

2.27 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Phyllite & Schist 

2.620 

2.27 

0.020 

0.06 

0.01 

0.00 

0.00 

0.02 

0.15 

0.13 

0.23 

0.007 

0.53 

0.63 


Sardarpura 

0822000702678600 

1.389 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

0.129 

2.32 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.000 

0.05 

0.07 



0822000702683400 

2.247 

Fresh 

Bisalpur 

Command 

Older Alluvium 

2.247 

2.02 

0.080 

0.03 

0.00 

0.00 

0.00 

0.01 

0.38 

0.37 

0.12 

0.006 

0.52 

0.53 


Sawan Bhadwa 

0822000702683700 

1.099 

Fresh 

Bisalpur 

Command 

Older Alluvium 

1.099 

1.88 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.16 

0.00 

0.003 

0.52 

0.52 


Sedri 

0822000702676600 

4.041 

Fresh 

Galwa Bund 

Command 

Older Alluvium 

3.011 

2.07 

0.080 

0.07 

0.01 

0.00 

0.00 

0.00 

0.56 

0.48 

0.25 

0.008 

0.42 

0.48 


Shersinghpura 

0810000501308000 

2.447 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.447 

1.72 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.12 

0.11 

0.008 

0.58 

0.66 


Shreepura 

0822000702677700 

2.161 

Fresh 

Bisalpur 

Command 

Older Alluvium 

0.122 

2.15 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.000 

0.03 

0.04 







Command 

Phyllite & Schist 

0.764 

2.15 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.04 

0.002 

0.19 

0.23 


Shyodaspura 

0822000702679100 

2.526 

Fresh 

Bisalpur 

Command 

Older Alluvium 

2.526 

2.28 

0.080 

0.07 

0.01 

0.00 

0.00 

0.01 

0.51 

0.46 

0.25 

0.007 

0.53 

0.59 


Shyorajpura 

0822000702678900 

2.367 

Fresh 

Bisalpur 

Command 

Older Alluvium 

1.043 

2.31 

0.080 

0.02 

0.00 

0.00 

0.00 

0.01 

0.20 

0.17 

0.07 

0.003 

0.24 

0.28 







Command 

Phyllite & Schist 

1.324 

2.31 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.06 

0.004 

0.30 

0.36 


Sirohi 

0810000501308200 

11.628 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.937 

2.14 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.04 

0.007 

0.10 

0.11 


Sitarampura 

0822000702679800 

2.627 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

2.627 

2.20 

0.020 

0.04 

0.01 

0.00 

0.00 

0.04 

0.11 

0.09 

0.13 

0.007 

0.54 

0.64 


Soothra 

0822000702680000 

10.036 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.049 

2.15 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 







Non-command 

Phyllite & Schist 

0.066 

2.15 

0.020 

0.00 

0.00 

0.00 

0.00 

0.02 

-0.01 

-0.01 

0.01 

0.000 

0.00 

0.00 






Bisalpur 

Command 

Older Alluvium 

3.720 

2.15 

0.080 

0.09 

0.01 

0.00 

0.00 

0.00 

0.72 

0.63 

0.35 

0.010 

0.20 

0.23 







Command 

Phyllite & Schist 

4.579 

2.15 

0.020 

0.08 

0.01 

0.00 

0.00 

0.02 

0.25 

0.22 

0.30 

0.012 

0.24 

0.28 






Galwa Bund 

Command 

Older Alluvium 

0.931 

2.15 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.16 

0.08 

0.002 

0.05 

0.06 







Command 

Phyllite & Schist 

0.691 

2.15 

0.020 

0.01 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.04 

0.002 

0.04 

0.04 


Sureli 

0822000702676400 

15.975 

Fresh 

Galwa Bund 

Command 

Older Alluvium 

0.004 

1.74 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Theekariya 

0822000702676500 

2.385 

Fresh 

Galwa Bund 

Command 

Older Alluvium 

0.967 

1.96 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.18 

0.16 

0.12 

0.003 

0.23 

0.26 


Thekra 

0810000501311000 

3.811 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.026 

1.07 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Torda 

0810000501308300 

4.527 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.052 

2.16 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.000 

0.01 

0.01 


Trilokpura 

0810000501308400 

8.680 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.665 

2.23 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.02 

0.002 

0.04 

0.05 


Tumbi Pura 

0822000702687200 

1.085 

Fresh 

Bisalpur 

Command 

Older Alluvium 

0.710 

2.54 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.16 

0.10 

0.002 

0.34 

0.35 







Command 

Gneisses(B.G.C) 

0.375 

2.54 

0.015 

0.01 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.02 

0.001 

0.18 

0.18 


Udaipura 

0822000602674000 

2.788 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.003 

1.92 

0.080 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

-0.01 

0.00 

0.000 

0.00 

0.00 



0822000702680100 

3.297 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.061 

2.15 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 






Bisalpur 

Command 

Older Alluvium 

0.953 

2.15 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.16 

0.02 

0.003 

0.15 

0.17 






Galwa Bund 

Command 

Older Alluvium 

2.283 

2.15 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.41 

0.37 

0.06 

0.006 

0.37 

0.41 


Ukhlana 

0822000702681600 

8.746 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.620 

1.90 

0.080 

0.39 

0.06 

0.00 

0.00 

0.01 

1.17 

1.07 

1.53 

0.015 

0.33 

0.36 







Non-command 

Gneisses(B.G.C) 

3.105 

1.90 

0.015 

0.10 

0.01 

0.00 

0.00 

0.03 

0.15 

0.14 

0.37 

0.008 

0.18 

0.20 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Patoli 

0822000702688700 

0.15 

0.09 

759.55 

0.11 

0.05 

0.15 

0.03 

0.19 

0.02 

0.0500 

- 

- 

0.042 

0.092 

0.108 

0.261 

0.013 

0.248 

0.435 

175.43 

Over Exploited 



0.08 

0.00 

1,966.34 

0.00 

0.00 

0.00 

0.01 

0.04 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.012 

0.015 

0.001 

0.014 

0.072 

502.06 

Over Exploited 

Phooleta 

0822000702683500 

0.15 

0.02 

1,183.01 

0.03 

0.01 

0.04 

0.01 

0.09 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.068 

0.003 

0.065 

0.233 

359.10 

Over Exploited 



0.08 

0.03 

225.76 

0.04 

0.01 

0.05 

0.01 

0.14 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.068 

0.003 

0.065 

0.147 

227.37 

Over Exploited 

Raghonath Pura Kalan 

0822000702686800 

0.15 

0.05 

437.99 

0.06 

0.00 

0.06 

0.03 

0.32 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.070 

0.003 

0.066 

0.075 

113.11 

Over Exploited 



0.08 

0.02 

162.10 

0.02 

0.00 

0.02 

0.02 

0.26 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.026 

0.001 

0.024 

0.026 

108.07 

Over Exploited 

Raghunathpura Khurd 

0822000702686900 

0.15 

0.09 

201.29 

0.11 

0.02 

0.13 

0.05 

0.57 

- 

0.0200 

- 

- 

0.019 

0.039 

0.039 

0.172 

0.009 

0.164 

0.183 

111.86 

Over Exploited 

Rahman Nagar 

0822000702689000 

0.15 

0.00 

891.66 

0.01 

0.00 

0.01 

0.01 

0.08 

0.00 

0.0100 

- 

- 

0.006 

0.016 

0.017 

0.027 

0.001 

0.025 

0.059 

234.53 

Over Exploited 

Rajwana 

0810000501310000 

0.24 

0.01 

726.34 

0.02 

- 

0.02 

0.01 

0.10 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.027 

0.001 

0.026 

0.081 

316.59 

Over Exploited 



0.10 

0.17 

(4.36) 

0.17 

0.01 

0.18 

0.06 

0.54 

0.02 

0.0300 

- 

- 

- 

0.030 

0.053 

0.228 

0.011 

0.217 

0.307 

141.58 

Over Exploited 

Ramganj 

0822000702678000 

0.10 

0.10 

7.80 

0.11 

0.02 

0.13 

0.05 

0.48 

- 

0.0200 

- 

- 

0.009 

0.029 

0.029 

0.156 

0.008 

0.148 

0.174 

117.80 

Over Exploited 

Ramnagar 

0822000702677300 

0.15 

0.01 

546.11 

0.01 

0.00 

0.02 

0.02 

0.19 

0.00 

- 

0.0013 

0.0015 

0.002 

0.005 

0.006 

0.022 

0.001 

0.021 

0.013 

63.46 

Safe 


0822000702680400 

0.15 

0.00 

219,728.36 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.00 

(891.49) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

0.003 

0.003 

0.003 

0.004 

0.000 

0.004 

0.000 

2.28 

Safe 



0.10 

0.04 

41.28 

0.05 

0.00 

0.05 

0.03 

0.33 

0.00 

- 

- 

- 

0.003 

0.003 

0.008 

0.060 

0.003 

0.057 

0.021 

36.83 

Safe 



0.15 

0.04 

325.94 

0.05 

- 

0.05 

0.03 

0.25 

0.00 

- 

0.0031 

0.0037 

- 

0.007 

0.011 

0.057 

0.003 

0.054 

0.015 

27.68 

Safe 



0.10 

0.00 

954.98 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0002 

0.0002 

0.003 

0.003 

0.003 

0.005 

0.000 

0.005 

0.000 

3.96 

Safe 

Rampura 

0822000702678300 

0.10 

0.03 

18,205.20 

0.04 

0.01 

0.05 

0.03 

0.29 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.070 

0.003 

0.066 

0.221 

335.32 

Over Exploited 

Ramsinghpura 

0810000501310700 

0.24 

0.04 

326.44 

0.05 

- 

0.05 

0.02 

0.18 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.064 

0.003 

0.061 

0.134 

219.75 

Over Exploited 



0.10 

0.09 

25.43 

0.11 

0.01 

0.12 

0.06 

0.42 

0.01 

0.0300 

- 

- 

- 

0.030 

0.045 

0.164 

0.008 

0.156 

0.244 

156.16 

Over Exploited 

Ramzan Ganj 

0822000702677500 

0.15 

0.00 

17,217.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

2.48 

Safe 



0.15 

0.01 

836.68 

0.01 

0.00 

0.01 

0.01 

0.12 

0.00 

- 

- 

- 

0.001 

0.001 

0.002 

0.013 

0.001 

0.012 

0.013 

107.06 

Over Exploited 



0.15 

0.01 

941.32 

0.01 

0.00 

0.01 

0.01 

0.11 

0.00 

- 

0.0013 

0.0015 

0.001 

0.004 

0.005 

0.014 

0.001 

0.013 

0.013 

100.33 

Over Exploited 

Ranipura 

0822000702685500 

0.15 

0.15 

143.50 

0.18 

0.01 

0.19 

0.05 

0.57 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.205 

0.010 

0.195 

0.142 

72.87 

Semi Critical 

Ratanpura 

0822000702685300 

0.15 

0.01 

1,180.12 

0.01 

0.00 

0.01 

0.01 

0.11 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.022 

0.001 

0.021 

0.049 

239.75 

Over Exploited 



0.15 

0.00 

6,440.34 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.012 

567.15 

Over Exploited 


0810000501310100 

0.24 

0.39 

28.95 

0.47 

- 

0.47 

0.06 

0.53 

0.05 

0.0100 

- 

- 

- 

0.010 

0.062 

0.528 

0.026 

0.501 

0.089 

17.69 

Safe 



0.10 

0.00 

261.60 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.009 

149.25 

Over Exploited 



0.24 

0.00 

22,337.62 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Roopnagar 

0810000501310600 

0.24 

0.10 

123.12 

0.12 

0.01 

0.13 

0.05 

0.34 

0.02 

0.0200 

- 

- 

0.004 

0.024 

0.040 

0.173 

0.009 

0.164 

0.195 

118.83 

Over Exploited 



0.10 

0.03 

123.19 

0.03 

0.00 

0.03 

0.04 

0.27 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.014 

0.045 

0.002 

0.043 

0.117 

270.68 

Over Exploited 

Rooppura 

0822000702677600 

0.15 

0.00 

3,360.04 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.037 

1,343.59 

Over Exploited 

Rughnathpura 

0822000702677200 

0.15 

0.01 

547.66 

0.02 

0.00 

0.02 

0.02 

0.19 

0.00 

- 

0.0016 

0.0019 

0.005 

0.009 

0.011 

0.032 

0.002 

0.030 

0.014 

44.64 

Safe 

Sahadat Nagar 

0822000702681800 

0.15 

0.61 

166.45 

0.73 

0.03 

0.76 

0.08 

0.59 

0.10 

0.0700 

- 

- 

0.009 

0.079 

0.176 

0.936 

0.047 

0.889 

0.621 

69.84 

Safe 



0.15 

0.00 

(27,864.41) 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

- 

0.0001 

0.0001 

0.009 

0.009 

0.009 

0.014 

0.001 

0.014 

0.000 

0.41 

Safe 

Sara 

0822000702679500 

0.15 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.14 

(8.32) 

0.13 

0.03 

0.16 

0.06 

0.59 

- 

0.0300 

- 

- 

0.027 

0.057 

0.057 

0.213 

0.011 

0.203 

0.234 

115.46 

Over Exploited 

Sardarpura 

0822000702678600 

0.10 

0.00 

608.12 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.008 

1,126.70 

Over Exploited 


0822000702683400 

0.15 

0.18 

112.19 

0.21 

0.01 

0.22 

0.05 

0.57 

- 

0.0100 

- 

- 

0.021 

0.031 

0.031 

0.255 

0.013 

0.242 

0.126 

52.10 

Safe 

Sawan Bhadwa 

0822000702683700 

0.15 

0.09 

89.41 

0.10 

0.00 

0.10 

0.04 

0.56 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.108 

0.005 

0.103 

0.003 

2.85 

Safe 

Sedri 

0822000702676600 

0.15 

0.19 

156.27 

0.23 

0.01 

0.24 

0.05 

0.47 

0.02 

0.0300 

0.0083 

0.0100 

0.002 

0.050 

0.074 

0.312 

0.016 

0.296 

0.260 

87.75 

Semi Critical 

Shersinghpura 

0810000501308000 

0.10 

0.14 

(16.41) 

0.12 

- 

0.12 

0.07 

0.65 

0.02 

0.0100 

- 

- 

- 

0.010 

0.028 

0.146 

0.007 

0.139 

0.116 

83.87 

Semi Critical 

Shreepura 

0822000702677700 

0.15 

0.00 

3,017.73 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.012 

1,746.17 

Over Exploited 



0.10 

0.01 

139.93 

0.02 

0.00 

0.02 

0.02 

0.22 

0.00 

- 

- 

- 

0.001 

0.001 

0.003 

0.021 

0.001 

0.020 

0.044 

216.32 

Over Exploited 

Shyodaspura 

0822000702679100 

0.15 

0.20 

128.78 

0.24 

0.02 

0.26 

0.05 

0.58 

- 

0.0300 

- 

- 

0.012 

0.042 

0.042 

0.300 

0.015 

0.285 

0.259 

90.75 

Critical 

Shyorajpura 

0822000702678900 

0.15 

0.04 

351.75 

0.04 

0.01 

0.06 

0.02 

0.26 

- 

0.0100 

- 

- 

0.018 

0.028 

0.028 

0.084 

0.004 

0.080 

0.075 

93.20 

Critical 



0.10 

0.04 

68.95 

0.05 

0.00 

0.05 

0.03 

0.33 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.059 

0.003 

0.056 

0.063 

111.70 

Over Exploited 

Sirohi 

0810000501308200 

0.10 

0.02 

445.44 

0.02 

- 

0.02 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.002 

0.024 

0.001 

0.023 

0.043 

182.90 

Over Exploited 

Sitarampura 

0822000702679800 

0.10 

0.14 

(34.40) 

0.11 

0.05 

0.16 

0.06 

0.60 

- 

0.0200 

- 

- 

0.054 

0.074 

0.074 

0.233 

0.012 

0.222 

0.141 

63.65 

Safe 

Soothra 

0822000702680000 

0.15 

0.00 

33,130.40 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

0.002 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

5.11 

Safe 



0.10 

0.00 

(54,506.72) 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

- 

- 

- 

0.026 

0.026 

0.026 

0.043 

0.002 

0.041 

0.008 

20.15 

Safe 



0.15 

0.11 

467.61 

0.13 

0.01 

0.14 

0.02 

0.22 

0.01 

0.0400 

- 

- 

0.002 

0.042 

0.054 

0.198 

0.010 

0.188 

0.358 

189.88 

Over Exploited 



0.10 

0.11 

95.29 

0.13 

0.03 

0.16 

0.03 

0.27 

0.01 

0.0300 

- 

- 

0.026 

0.056 

0.069 

0.230 

0.011 

0.218 

0.314 

143.88 

Over Exploited 



0.15 

0.01 

2,157.13 

0.01 

0.00 

0.01 

0.01 

0.06 

0.00 

0.0100 

0.0026 

0.0031 

0.002 

0.017 

0.018 

0.028 

0.001 

0.026 

0.086 

330.71 

Over Exploited 



0.10 

0.00 

676.51 

0.00 

0.02 

0.02 

0.00 

0.04 

0.00 

- 

0.0019 

0.0023 

0.026 

0.030 

0.030 

0.050 

0.003 

0.048 

0.044 

91.84 

Critical 

Sureli 

0822000702676400 

0.15 

0.00 

########## 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

0.005 

0.005 

0.005 

0.008 

0.000 

0.007 

0.000 

0.13 

Safe 

Theekariya 

0822000702676500 

0.15 

0.03 

370.88 

0.04 

0.00 

0.04 

0.03 

0.26 

0.00 

0.0100 

0.0027 

0.0032 

0.003 

0.018 

0.023 

0.064 

0.003 

0.061 

0.123 

201.50 

Over Exploited 

Thekra 

0810000501311000 

0.10 

0.00 

5,591.63 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Torda 

0810000501308300 

0.10 

0.00 

33,321.00 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.033 

76,775.56 

Over Exploited 

Trilokpura 

0810000501308400 

0.10 

0.00 

1,345.93 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.026 

703.45 

Over Exploited 

Tumbi Pura 

0822000702687200 

0.15 

0.04 

342.06 

0.04 

0.00 

0.04 

0.04 

0.38 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.055 

0.003 

0.053 

0.098 

185.92 

Over Exploited 



0.08 

0.01 

6.74 

0.01 

0.02 

0.02 

0.02 

0.20 

- 

- 

- 

- 

0.027 

0.028 

0.028 

0.052 

0.003 

0.049 

0.020 

40.77 

Safe 

Udaipura 

0822000602674000 

0.15 

0.00 

########## 

0.00 

0.01 

0.01 

0.00 

0.00 

- 

- 

- 

- 

0.012 

0.012 

0.012 

0.021 

0.001 

0.020 

0.000 

0.04 

Safe 


0822000702680100 

0.15 

0.00 

10,262.66 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.02 

610.60 

0.03 

0.00 

0.03 

0.02 

0.17 

0.00 

- 

- 

- 

0.000 

0.000 

0.003 

0.030 

0.001 

0.028 

0.027 

94.71 

Critical 



0.15 

0.13 

194.03 

0.15 

0.00 

0.15 

0.05 

0.41 

0.02 

0.0100 

0.0063 

0.0076 

0.000 

0.024 

0.040 

0.191 

0.010 

0.182 

0.066 

36.34 

Safe 

Ukhlana 

0822000702681600 

0.15 

0.27 

288.21 

0.33 

0.07 

0.40 

0.06 

0.38 

0.05 

0.1700 

- 

- 

0.015 

0.185 

0.233 

0.633 

0.032 

0.601 

1.546 

257.10 

Over Exploited 



0.08 

0.04 

204.92 

0.05 

0.04 

0.09 

0.03 

0.21 

0.01 

0.0400 

- 

- 

0.043 

0.083 

0.090 

0.182 

0.009 

0.173 

0.382 

220.74 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Umarpura 

0822000702681700 

2.045 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.101 

2.79 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.25 

0.23 

0.05 

0.003 

0.27 

0.30 







Non-command 

Gneisses(B.G.C) 

0.944 

2.79 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.02 

0.003 

0.23 

0.26 


Uniara (Rural) 

0822000702681900 

1.860 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.523 

2.67 

0.080 

0.24 

0.04 

0.00 

0.00 

0.00 

0.31 

0.29 

0.97 

0.001 

0.14 

0.16 






Galwa Bund 

Command 

Older Alluvium 

1.338 

2.67 

0.080 

0.63 

0.09 

0.00 

0.00 

0.00 

0.82 

0.76 

2.51 

0.004 

0.37 

0.40 


Uniara Urban 

0822000742207000 

32.589 

Fresh 

Non-command 

Non-command 

Older Alluvium 

17.590 

2.77 

0.080 

0.14 

0.00 

0.00 

0.00 

0.00 

4.03 

3.78 

0.00 

0.412 

0.28 

0.29 







Non-command 

Gneisses(B.G.C) 

6.653 

2.77 

0.015 

0.05 

0.00 

0.00 

0.00 

0.00 

0.33 

0.31 

0.00 

0.156 

0.10 

0.11 






Galwa Bund 

Command 

Older Alluvium 

7.818 

2.77 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

1.79 

1.68 

0.00 

0.183 

0.12 

0.13 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.528 

2.77 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.012 

0.01 

0.01 


Uniari 

0822000702687900 

3.044 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.888 

2.72 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.44 

0.43 

0.11 

0.005 

0.32 

0.33 







Non-command 

Gneisses(B.G.C) 

1.024 

2.72 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.04 

0.003 

0.17 

0.18 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.011 

2.72 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Vijai Nagar 

0822000702684600 

2.208 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.119 

1.98 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.03 

0.03 


Vijaigarh 

0822000702682500 

3.252 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.041 

2.38 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Bisalpur 

Command 

Older Alluvium 

1.662 

2.38 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.34 

0.32 

0.12 

0.004 

0.27 

0.28 






Galwa Bund 

Command 

Older Alluvium 

1.549 

2.38 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.32 

0.30 

0.12 

0.004 

0.25 

0.26 



0822000702683800 

4.263 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.478 

1.76 

0.080 

0.00 

0.00 

0.00 

0.00 

0.01 

0.06 

0.06 

0.00 

0.001 

0.06 

0.06 







Non-command 

Phyllite & Schist 

0.009 

1.76 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Bisalpur 

Command 

Older Alluvium 

3.739 

1.76 

0.080 

0.00 

0.00 

0.00 

0.00 

0.01 

0.52 

0.51 

0.00 

0.010 

0.45 

0.45 







Command 

Gneisses(B.G.C) 

0.037 

1.76 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Vijaipura 

0822000702677900 

3.105 

Fresh 

Bisalpur 

Command 

Phyllite & Schist 

1.439 

2.37 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.08 

0.07 

0.08 

0.004 

0.25 

0.31 



0810000501309600 

2.568 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.566 

1.48 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.11 

0.15 

0.009 

0.57 

0.66 


Yakoobpura 

0822000702685700 

2.371 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.010 

2.53 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Bisalpur 

Command 

Older Alluvium 

2.361 

2.53 

0.080 

0.07 

0.01 

0.00 

0.00 

0.00 

0.54 

0.54 

0.27 

0.006 

0.52 

0.52 

07001013 

Aranya 

0823000202715100 

4.241 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.241 

2.91 

0.018 

0.06 

0.01 

0.00 

0.00 

0.00 

0.26 

0.28 

0.25 

0.008 

0.53 

0.49 


Bachhola 

0823000202717000 

9.549 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.510 

2.24 

0.018 

0.09 

0.01 

0.00 

0.00 

0.00 

0.26 

0.27 

0.36 

0.008 

0.25 

0.23 


Bahadurganj 

0822000602673800 

1.185 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.185 

1.45 

0.015 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

0.00 

0.00 

0.003 

0.49 

0.49 


Bahalri 

0822000602673300 

3.821 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.360 

1.67 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.11 

0.13 

0.009 

0.42 

0.42 


Bajoli 

0822000602672100 

6.616 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.459 

2.44 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.12 

0.06 

0.007 

0.19 

0.18 


Balagarh 

0822000602675100 

7.402 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.402 

2.15 

0.015 

0.13 

0.02 

0.00 

0.00 

0.03 

0.32 

0.34 

0.50 

0.020 

0.50 

0.48 


Balapura 

0823000202721400 

6.020 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.558 

2.35 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.13 

0.13 

0.16 

0.005 

0.22 

0.22 



0822000702684800 

9.190 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.924 

2.57 

0.080 

0.14 

0.02 

0.00 

0.00 

0.06 

1.89 

2.01 

0.54 

0.024 

0.51 

0.48 







Non-command 

Phyllite & Schist 

0.141 

2.57 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

0.125 

2.57 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.000 

0.01 

0.01 


Baloonda 

0822000602672500 

12.134 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

12.134 

2.34 

0.015 

0.36 

0.05 

0.00 

0.00 

0.01 

0.73 

0.77 

1.38 

0.033 

0.51 

0.48 


Bamangaon 

0823000202720400 

23.256 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.968 

2.85 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.28 

0.30 

0.16 

0.009 

0.11 

0.11 


Bambooli 

0823000202715200 

9.440 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.787 

2.98 

0.018 

0.10 

0.01 

0.00 

0.00 

0.01 

0.54 

0.58 

0.37 

0.016 

0.49 

0.46 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

2.98 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Beejalwa 

0823000202716400 

3.550 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.550 

2.22 

0.018 

0.03 

0.00 

0.00 

0.00 

0.01 

0.16 

0.17 

0.13 

0.006 

0.53 

0.49 


Bhainson Ka Nayagaon 

0823000202716900 

1.633 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.633 

2.21 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.05 

0.003 

0.53 

0.49 


Bhankarwari 

0822000702686500 

2.649 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.221 

3.14 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.04 

0.04 







Non-command 

Gneisses(B.G.C) 

2.306 

3.14 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.14 

0.07 

0.006 

0.46 

0.43 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.122 

3.14 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.02 

0.02 


Bhanoli 

0822000602672000 

2.620 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.296 

2.37 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.06 

0.06 


Bhanwar Kho 

0822000402644800 

5.818 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.717 

1.49 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.002 

0.06 

0.06 


Bhaopura 

0823000202715600 

5.273 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.273 

2.69 

0.018 

0.04 

0.01 

0.00 

0.00 

0.02 

0.26 

0.28 

0.16 

0.009 

0.53 

0.49 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

2.69 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bilaspur 

0822000702684400 

11.919 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.019 

1.56 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Phyllite & Schist 

3.784 

1.56 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.14 

0.08 

0.010 

0.16 

0.16 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.018 

1.56 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bishanpura 

0822000702685100 

2.550 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.927 

2.90 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.23 

0.24 

0.06 

0.002 

0.19 

0.18 







Non-command 

Gneisses(B.G.C) 

1.083 

2.90 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.03 

0.003 

0.22 

0.21 






Bisalpur 

Command 

Older Alluvium 

0.000 

2.90 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Borda 

0823000202720600 

5.065 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.701 

2.53 

0.018 

0.05 

0.01 

0.00 

0.00 

0.01 

0.24 

0.25 

0.20 

0.008 

0.48 

0.47 


Bosariya 

0822000702685900 

8.806 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.003 

3.04 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

7.165 

3.04 

0.015 

0.03 

0.00 

0.00 

0.00 

0.02 

0.33 

0.35 

0.10 

0.019 

0.43 

0.41 






Bisalpur 

Command 

Older Alluvium 

0.005 

3.04 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Gneisses(B.G.C) 

0.073 

3.04 

0.015 

0.00 

0.00 

0.00 

0.00 

0.02 

-0.02 

-0.02 

0.00 

0.000 

0.00 

0.00 


Chainpuriya 

0823000202716500 

2.330 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.168 

2.21 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.11 

0.07 

0.004 

0.49 

0.46 


Chak Bilaspur 

0822000702685400 

1.338 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

2.07 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chandwar 

0822000602672800 

9.022 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.126 

2.49 

0.015 

0.04 

0.01 

0.00 

0.00 

0.05 

0.06 

0.06 

0.17 

0.006 

0.11 

0.11 


Charnet 

0822000602673200 

5.830 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.435 

1.81 

0.015 

0.12 

0.02 

0.00 

0.00 

0.00 

0.25 

0.25 

0.48 

0.015 

0.45 

0.44 


Chatarpura 

0822000702687600 

4.095 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.058 

2.67 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.805 

2.67 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.13 

0.05 

0.007 

0.36 

0.36 


Chawandpura 

0823000202714400 

5.557 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.003 

2.55 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Phyllite & Schist 

4.785 

2.55 

0.018 

0.10 

0.02 

0.00 

0.00 

0.01 

0.29 

0.27 

0.40 

0.008 

0.43 

0.45 


Deopura 

0823000202716600 

2.129 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.129 

2.26 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.11 

0.08 

0.004 

0.52 

0.49 


Deopura Kalan 

0822000702685200 

5.450 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.415 

2.60 

0.080 

0.06 

0.01 

0.00 

0.00 

0.01 

0.75 

0.79 

0.23 

0.009 

0.33 

0.31 







Non-command 

Gneisses(B.G.C) 

0.193 

2.60 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.02 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Umarpura 

0822000702681700 

0.15 

0.05 

415.69 

0.05 

0.00 

0.06 

0.05 

0.32 

0.01 

0.0100 

- 

- 

0.002 

0.012 

0.019 

0.075 

0.004 

0.071 

0.051 

71.89 

Semi Critical 



0.08 

0.02 

156.01 

0.02 

- 

0.02 

0.04 

0.27 

0.00 

- 

- 

- 

- 

- 

0.003 

0.024 

0.001 

0.023 

0.022 

93.65 

Critical 

Uniara (Rural) 

0822000702681900 

0.15 

0.01 

2,426.91 

0.01 

0.04 

0.05 

0.02 

0.17 

0.00 

0.1100 

- 

- 

0.001 

0.111 

0.113 

0.167 

0.008 

0.159 

0.968 

609.37 

Over Exploited 



0.15 

0.07 

923.89 

0.09 

0.09 

0.18 

0.05 

0.43 

0.01 

0.2800 

0.0037 

0.0044 

0.001 

0.289 

0.300 

0.480 

0.024 

0.456 

2.517 

551.56 

Over Exploited 

Uniara Urban 

0822000742207000 

0.15 

0.73 

420.08 

0.87 

- 

0.87 

0.04 

0.32 

0.11 

- 

- 

- 

- 

- 

0.108 

0.981 

0.049 

0.932 

0.412 

44.16 

Safe 



0.08 

0.03 

2,020.79 

0.03 

- 

0.03 

0.02 

0.12 

0.00 

- 

- 

- 

- 

- 

0.004 

0.038 

0.002 

0.036 

0.156 

433.25 

Over Exploited 



0.15 

0.14 

1,068.74 

0.17 

- 

0.17 

0.02 

0.14 

0.02 

- 

0.0216 

0.0260 

- 

0.048 

0.069 

0.241 

0.012 

0.229 

0.183 

79.80 

Semi Critical 



0.08 

0.00 

5,799.01 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.012 

2,759.67 

Over Exploited 

Uniari 

0822000702687900 

0.15 

0.09 

371.63 

0.11 

- 

0.11 

0.04 

0.36 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.131 

0.007 

0.124 

0.115 

92.78 

Critical 



0.08 

0.01 

252.79 

0.02 

- 

0.02 

0.02 

0.20 

0.00 

- 

- 

- 

- 

- 

0.002 

0.019 

0.001 

0.018 

0.040 

221.27 

Over Exploited 



0.08 

0.00 

30,180.95 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Vijai Nagar 

0822000702684600 

0.15 

0.00 

2,872.61 

0.00 

0.00 

0.01 

0.00 

0.03 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.012 

0.001 

0.011 

0.000 

2.84 

Safe 

Vijaigarh 

0822000702682500 

0.15 

0.00 

6,914.28 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

0.007 

0.007 

0.007 

0.012 

0.001 

0.011 

0.000 

0.96 

Safe 



0.15 

0.07 

385.86 

0.08 

0.00 

0.08 

0.03 

0.30 

0.01 

0.0100 

- 

- 

0.007 

0.017 

0.025 

0.110 

0.005 

0.104 

0.124 

119.28 

Over Exploited 



0.15 

0.06 

424.14 

0.07 

0.00 

0.07 

0.03 

0.28 

0.01 

0.0100 

0.0043 

0.0051 

0.007 

0.027 

0.033 

0.108 

0.005 

0.102 

0.124 

121.34 

Over Exploited 


0822000702683800 

0.15 

0.00 

1,247.56 

0.00 

0.01 

0.02 

0.00 

0.06 

- 

- 

- 

- 

0.017 

0.017 

0.017 

0.033 

0.002 

0.032 

0.001 

4.01 

Safe 



0.10 

0.00 

33,136.99 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.25 

102.76 

0.30 

0.01 

0.31 

0.04 

0.49 

- 

- 

- 

- 

0.017 

0.017 

0.017 

0.331 

0.017 

0.314 

0.010 

3.17 

Safe 



0.08 

0.00 

7,409.26 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Vijaipura 

0822000702677900 

0.10 

0.04 

83.38 

0.04 

0.01 

0.05 

0.03 

0.28 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.071 

0.004 

0.067 

0.080 

119.08 

Over Exploited 


0810000501309600 

0.10 

0.15 

(26.99) 

0.12 

0.01 

0.13 

0.07 

0.65 

0.02 

0.0200 

- 

- 

0.002 

0.022 

0.041 

0.170 

0.008 

0.161 

0.160 

98.92 

Critical 

Yakoobpura 

0822000702685700 

0.15 

0.00 

9,012.10 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.004 

0.000 

0.004 

0.000 

0.64 

Safe 



0.15 

0.18 

193.28 

0.22 

0.01 

0.23 

0.05 

0.57 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.266 

0.013 

0.253 

0.277 

109.68 

Over Exploited 

Aranya 

0823000202715100 

0.08 

0.18 

58.44 

0.21 

0.01 

0.23 

0.05 

0.57 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.259 

0.013 

0.246 

0.258 

104.74 

Over Exploited 

Bachhola 

0823000202717000 

0.08 

0.09 

207.65 

0.11 

0.01 

0.12 

0.02 

0.27 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.159 

0.008 

0.151 

0.368 

243.50 

Over Exploited 

Bahadurganj 

0822000602673800 

0.08 

0.05 

(92.10) 

0.04 

0.02 

0.06 

0.04 

0.53 

- 

- 

- 

- 

0.033 

0.033 

0.033 

0.093 

0.005 

0.088 

0.003 

3.63 

Safe 

Bahalri 

0822000602673300 

0.08 

0.11 

1.80 

0.11 

0.01 

0.12 

0.03 

0.45 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.145 

0.007 

0.138 

0.143 

104.02 

Over Exploited 

Bajoli 

0822000602672100 

0.08 

0.04 

206.34 

0.05 

0.00 

0.05 

0.02 

0.21 

- 

0.0100 

- 

- 

0.001 

0.012 

0.012 

0.058 

0.003 

0.055 

0.066 

119.77 

Over Exploited 

Balagarh 

0822000602675100 

0.08 

0.30 

13.46 

0.34 

0.05 

0.38 

0.04 

0.54 

- 

0.0600 

- 

- 

0.038 

0.098 

0.098 

0.479 

0.024 

0.455 

0.521 

114.45 

Over Exploited 

Balapura 

0823000202721400 

0.08 

0.04 

198.44 

0.05 

0.01 

0.07 

0.03 

0.25 

0.01 

0.0200 

- 

- 

0.003 

0.023 

0.028 

0.094 

0.005 

0.089 

0.162 

180.61 

Over Exploited 


0822000702684800 

0.15 

0.68 

194.80 

0.82 

0.08 

0.90 

0.04 

0.55 

- 

0.0600 

- 

- 

0.097 

0.157 

0.157 

1.061 

0.053 

1.008 

0.564 

55.95 

Safe 



0.10 

0.00 

4,011.84 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.007 

0.000 

0.007 

0.008 

123.05 

Over Exploited 



0.08 

0.00 

7,091.67 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

6,595.51 

Over Exploited 

Baloonda 

0822000602672500 

0.08 

0.50 

54.65 

0.59 

0.06 

0.65 

0.04 

0.55 

- 

0.1600 

- 

- 

0.013 

0.173 

0.173 

0.826 

0.041 

0.785 

1.417 

180.54 

Over Exploited 

Bamangaon 

0823000202720400 

0.08 

0.04 

559.47 

0.05 

0.01 

0.07 

0.01 

0.12 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.088 

0.004 

0.084 

0.171 

203.74 

Over Exploited 

Bambooli 

0823000202715200 

0.08 

0.35 

67.20 

0.41 

0.02 

0.44 

0.04 

0.53 

- 

0.0400 

- 

- 

0.019 

0.059 

0.059 

0.496 

0.025 

0.471 

0.384 

81.36 

Semi Critical 



0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Beejalwa 

0823000202716400 

0.08 

0.15 

15.54 

0.17 

0.01 

0.18 

0.05 

0.57 

- 

0.0100 

- 

- 

0.011 

0.021 

0.021 

0.201 

0.010 

0.191 

0.136 

71.33 

Semi Critical 

Bhainson Ka Nayagaon 

0823000202716900 

0.08 

0.07 

10.79 

0.08 

0.00 

0.08 

0.05 

0.57 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.093 

0.005 

0.088 

0.057 

64.73 

Safe 

Bhankarwari 

0822000702686500 

0.10 

0.00 

1,426.93 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.009 

772.20 

Over Exploited 



0.08 

0.08 

62.70 

0.10 

- 

0.10 

0.04 

0.50 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.112 

0.006 

0.106 

0.079 

74.63 

Semi Critical 



0.10 

0.00 

2,660.36 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

1,572.60 

Over Exploited 

Bhanoli 

0822000602672000 

0.08 

0.00 

698.13 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.018 

1,122.77 

Over Exploited 

Bhanwar Kho 

0822000402644800 

0.14 

0.01 

595,363.95 

0.01 

- 

0.01 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.018 

293.38 

Over Exploited 

Bhaopura 

0823000202715600 

0.08 

0.22 

26.99 

0.27 

0.03 

0.29 

0.05 

0.57 

- 

0.0200 

- 

- 

0.025 

0.045 

0.045 

0.339 

0.017 

0.322 

0.169 

52.65 

Safe 



0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bilaspur 

0822000702684400 

0.15 

0.00 

105,919.93 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.06 

########## 

0.07 

- 

0.07 

0.01 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.081 

0.004 

0.077 

0.088 

113.89 

Over Exploited 



0.10 

0.00 

41,791.01 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bishanpura 

0822000702685100 

0.15 

0.03 

820.50 

0.03 

0.00 

0.03 

0.02 

0.21 

- 

0.0100 

- 

- 

0.003 

0.014 

0.014 

0.048 

0.002 

0.045 

0.062 

137.88 

Over Exploited 



0.08 

0.02 

207.13 

0.02 

0.00 

0.02 

0.02 

0.24 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.025 

0.001 

0.023 

0.032 

136.14 

Over Exploited 



0.15 

0.00 

########## 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.003 

0.004 

0.004 

0.006 

0.000 

0.006 

0.000 

0.01 

Safe 

Borda 

0823000202720600 

0.08 

0.18 

36.00 

0.22 

0.02 

0.24 

0.05 

0.54 

- 

0.0200 

- 

- 

0.013 

0.033 

0.033 

0.270 

0.013 

0.256 

0.210 

82.01 

Semi Critical 

Bosariya 

0822000702685900 

0.15 

0.00 

870,819.79 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.25 

43.28 

0.29 

0.02 

0.32 

0.04 

0.47 

- 

0.0100 

- 

- 

0.036 

0.046 

0.046 

0.364 

0.018 

0.346 

0.115 

33.28 

Safe 



0.15 

0.00 

650,815.08 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

(85,051.14) 

0.00 

0.02 

0.02 

0.00 

0.00 

- 

- 

- 

- 

0.036 

0.036 

0.036 

0.060 

0.003 

0.057 

0.000 

0.34 

Safe 

Chainpuriya 

0823000202716500 

0.08 

0.09 

29.20 

0.10 

0.00 

0.10 

0.04 

0.53 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.117 

0.006 

0.111 

0.076 

68.35 

Safe 

Chak Bilaspur 

0822000702685400 

0.15 

0.00 

########## 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.004 

0.000 

0.004 

0.000 

0.00 

Safe 

Chandwar 

0822000602672800 

0.08 

0.02 

230.04 

0.02 

0.06 

0.08 

0.01 

0.12 

- 

0.0200 

- 

- 

0.070 

0.091 

0.091 

0.170 

0.009 

0.162 

0.174 

107.33 

Over Exploited 

Charnet 

0822000602673200 

0.08 

0.19 

28.94 

0.23 

0.02 

0.25 

0.03 

0.48 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.302 

0.015 

0.287 

0.494 

171.97 

Over Exploited 

Chatarpura 

0822000702687600 

0.08 

0.00 

6,602.59 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.08 

65.77 

0.10 

- 

0.10 

0.04 

0.40 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.106 

0.005 

0.101 

0.061 

60.93 

Safe 

Chawandpura 

0823000202714400 

0.20 

0.00 

345,541.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.17 

64.82 

0.20 

0.03 

0.23 

0.07 

0.50 

0.03 

0.0500 

- 

- 

0.010 

0.060 

0.086 

0.312 

0.016 

0.297 

0.410 

138.32 

Over Exploited 

Deopura 

0823000202716600 

0.08 

0.09 

24.07 

0.11 

0.00 

0.11 

0.04 

0.57 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.119 

0.006 

0.113 

0.082 

72.15 

Semi Critical 

Deopura Kalan 

0822000702685200 

0.15 

0.17 

367.45 

0.20 

0.02 

0.22 

0.03 

0.36 

- 

0.0300 

- 

- 

0.009 

0.039 

0.039 

0.257 

0.013 

0.244 

0.237 

97.18 

Critical 



0.08 

0.00 

2,623.11 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

1,688.77 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Deori 

082200070268600C 

2.881 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.333 

3.20 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.001 

0.06 

0.06 







Non-command 

Gneisses(B.G.C) 

2.432 

3.20 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.16 

0.10 

0.006 

0.45 

0.42 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.116 

3.20 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.02 

0.02 


Dhanoogaon 

0823000202715700 

8.569 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.604 

3.00 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.40 

0.43 

0.08 

0.003 

0.10 

0.09 







Non-command 

Phyllite & Schist 

6.960 

3.00 

0.018 

0.07 

0.01 

0.00 

0.00 

0.01 

0.42 

0.45 

0.27 

0.012 

0.43 

0.40 







Non-command 

Gneisses(B.G.C) 

0.006 

3.00 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

3.00 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dheerpur 

0823000202715900 

2.622 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.622 

2.45 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.15 

0.12 

0.005 

0.53 

0.49 


Gambheera 

0823000202714100 

13.847 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.594 

2.76 

0.080 

0.04 

0.01 

0.00 

0.00 

0.21 

0.39 

0.41 

0.15 

0.005 

0.10 

0.09 







Non-command 

Phyllite & Schist 

10.601 

2.76 

0.018 

0.12 

0.02 

0.00 

0.00 

0.11 

0.51 

0.53 

0.44 

0.019 

0.40 

0.39 







Non-command 

Gneisses(B.G.C) 

0.652 

2.76 

0.015 

0.01 

0.00 

0.00 

0.00 

0.05 

-0.02 

-0.02 

0.02 

0.001 

0.02 

0.02 


Gambheeri 

0823000202715000 

7.248 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.248 

2.91 

0.018 

0.08 

0.01 

0.00 

0.00 

0.00 

0.44 

0.47 

0.31 

0.013 

0.53 

0.49 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

2.91 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gerota 

0822000602673600 

3.473 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.619 

1.51 

0.015 

0.11 

0.02 

0.00 

0.00 

0.00 

0.15 

0.15 

0.41 

0.007 

0.36 

0.36 


Geroti 

0822000602673400 

8.937 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.185 

1.49 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 


Gordhanpura 

0822000602674600 

2.256 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.256 

2.08 

0.015 

0.10 

0.02 

0.00 

0.00 

0.00 

0.15 

0.16 

0.41 

0.006 

0.52 

0.49 


Gurai 

0822000602675200 

16.573 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

16.573 

2.19 

0.015 

0.35 

0.05 

0.00 

0.00 

0.03 

0.81 

0.86 

1.36 

0.045 

0.52 

0.49 


Haripura 

0822000602673700 

3.926 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.926 

1.41 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.11 

0.12 

0.011 

0.49 

0.49 


Heerapur 

0823000202720500 

2.246 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.246 

2.63 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.14 

0.11 

0.004 

0.53 

0.50 


Heerapura 

0822000602674900 

5.297 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.297 

1.70 

0.015 

0.02 

0.00 

0.00 

0.00 

0.02 

0.14 

0.14 

0.07 

0.014 

0.50 

0.48 


Hukampura 

0822000702686700 

3.487 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.287 

2.86 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.12 

0.08 

0.006 

0.34 

0.33 


Indoda 

0822000602671000 

4.185 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.006 

1.67 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jagannathpura 

0822000602674700 

3.358 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.358 

1.70 

0.015 

0.11 

0.02 

0.00 

0.00 

0.01 

0.17 

0.17 

0.41 

0.009 

0.52 

0.49 


Jagdishpura 

0823000202714600 

6.005 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.005 

2.58 

0.018 

0.03 

0.00 

0.00 

0.00 

0.01 

0.29 

0.30 

0.10 

0.011 

0.52 

0.51 


Jail 

0822000602675300 

5.455 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.455 

2.27 

0.015 

0.09 

0.01 

0.00 

0.00 

0.00 

0.27 

0.29 

0.35 

0.015 

0.53 

0.49 


Jalimganj 

0822000602674300 

2.231 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.231 

2.39 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.15 

0.16 

0.32 

0.006 

0.53 

0.49 


Kachrawata 

0822000702686300 

6.941 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

3.07 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

6.940 

3.07 

0.020 

0.08 

0.01 

0.00 

0.00 

0.01 

0.49 

0.52 

0.30 

0.019 

0.53 

0.49 


Kalyanpura 

0822000702684500 

3.317 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.466 

1.94 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.24 

0.05 

0.004 

0.23 

0.22 


Kareeri 

0823000202720700 

5.194 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.183 

2.65 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.08 

0.002 

0.12 

0.11 


Kedara 

0822000602673000 

5.094 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.022 

2.03 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.15 

0.15 

0.16 

0.011 

0.37 

0.37 


Khaspuriya 

0823000202714000 

7.795 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.042 

3.00 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 







Non-command 

Phyllite & Schist 

5.110 

3.00 

0.018 

0.05 

0.01 

0.00 

0.00 

0.00 

0.31 

0.33 

0.18 

0.009 

0.35 

0.32 







Non-command 

Gneisses(B.G.C) 

2.644 

3.00 

0.015 

0.03 

0.00 

0.00 

0.00 

0.03 

0.12 

0.13 

0.10 

0.005 

0.18 

0.17 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

3.00 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

0.000 

3.00 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kherli 

0822000702685000 

3.712 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.063 

3.11 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.000 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

3.650 

3.11 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.20 

0.21 

0.14 

0.010 

0.52 

0.49 


Kholara 

0823000202716200 

3.148 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.148 

2.40 

0.018 

0.04 

0.01 

0.00 

0.00 

0.01 

0.16 

0.17 

0.14 

0.006 

0.53 

0.49 


Korma 

0823000202717300 

10.474 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.146 

2.24 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 


Kotra 

0822000602673100 

4.140 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.597 

1.86 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.15 

0.15 

0.23 

0.010 

0.41 

0.41 


Lachhmipura 

0822000702684700 

1.318 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.318 

2.15 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.25 

0.27 

0.12 

0.004 

0.52 

0.50 



0822000702686600 

3.961 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.162 

2.91 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.03 

0.006 

0.29 

0.27 






Bisalpur 

Command 

Gneisses(B.G.C) 

0.003 

2.91 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Maharaj Kanwarpura 

0822000602673500 

4.565 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.565 

1.59 

0.015 

0.02 

0.00 

0.00 

0.00 

0.04 

0.09 

0.09 

0.07 

0.012 

0.48 

0.48 


Maharaj Pura 

0822000702687500 

1.521 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.480 

2.73 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.001 

0.16 

0.16 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.042 

2.73 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.04 

0.003 

0.36 

0.35 


Manpura 

0823000202714700 

3.085 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.085 

2.65 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.17 

0.17 

0.17 

0.005 

0.52 

0.51 


Muchkand Pura 

0822000602674200 

2.854 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.114 

2.30 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.000 

0.02 

0.02 







Non-command 

Phyllite & Schist 

2.740 

2.30 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.13 

0.15 

0.007 

0.51 

0.47 


Nagar Fort 

0822000602674100 

11.225 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.349 

1.75 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.04 

0.001 

0.02 

0.02 







Non-command 

Phyllite & Schist 

10.876 

1.75 

0.015 

0.42 

0.06 

0.00 

0.00 

0.16 

0.48 

0.51 

1.65 

0.029 

0.50 

0.48 


Naharganj 

0823000202721300 

9.974 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.292 

2.49 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.02 

0.01 


Nahra 

0822000702687800 

4.001 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.829 

2.69 

0.080 

0.05 

0.01 

0.00 

0.00 

0.00 

0.43 

0.43 

0.19 

0.005 

0.24 

0.24 







Non-command 

Gneisses(B.G.C) 

0.846 

2.69 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.05 

0.002 

0.11 

0.11 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.134 

2.69 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.02 


Nahri 

0823000202714300 

3.957 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.084 

2.65 

0.080 

0.02 

0.00 

0.00 

0.00 

0.18 

0.29 

0.28 

0.08 

0.004 

0.27 

0.27 







Non-command 

Phyllite & Schist 

1.872 

2.65 

0.018 

0.01 

0.00 

0.00 

0.00 

0.09 

0.01 

0.01 

0.06 

0.003 

0.24 

0.25 


Nainwa (M) 

0823000242301000 

39.723 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.841 

2.83 

0.018 

0.13 

0.01 

0.00 

0.00 

0.02 

0.64 

0.69 

0.20 

0.232 

0.14 

0.13 


Pagra 

0822000702688100 

6.313 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.872 

2.71 

0.080 

0.19 

0.03 

0.00 

0.00 

0.20 

0.79 

0.76 

0.77 

0.010 

0.31 

0.32 







Non-command 

Phyllite & Schist 

0.456 

2.71 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.04 

0.04 

0.06 

0.001 

0.04 

0.04 


Pagri 

0822000702688000 

5.961 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.740 

2.78 

0.080 

0.02 

0.00 

0.00 

0.00 

0.05 

0.13 

0.13 

0.06 

0.002 

0.06 

0.07 


Palai 

0822000702687400 

12.848 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.007 

2.80 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

9.577 

2.80 

0.015 

0.11 

0.02 

0.00 

0.00 

0.00 

0.49 

0.51 

0.42 

0.026 

0.39 

0.38 






Bisalpur 

Command 

Gneisses(B.G.C) 

0.029 

2.80 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.972 

2.80 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.03 

0.003 

0.04 

0.04 


Pandoola 

0823000202715800 

5.033 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.033 

2.54 

0.018 

0.06 

0.01 

0.00 

0.00 

0.00 

0.27 

0.29 

0.22 

0.009 

0.53 

0.49 


Peeparwala 

0823000202716000 

0.690 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.690 

2.43 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.07 

0.001 

0.53 

0.49 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Deori 

0822000702686000 

0.10 

0.00 

1,550.75 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.026 

1,115.71 

Over Exploited 



0.08 

0.09 

81.60 

0.10 

- 

0.10 

0.04 

0.48 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.114 

0.006 

0.108 

0.108 

100.16 

Over Exploited 



0.10 

0.00 

3,117.83 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

1,896.79 

Over Exploited 

Dhanoogaon 

0823000202715700 

0.20 

0.03 

1,268.82 

0.04 

0.00 

0.04 

0.01 

0.11 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.056 

0.003 

0.053 

0.087 

163.67 

Over Exploited 



0.08 

0.24 

89.78 

0.29 

0.02 

0.30 

0.04 

0.47 

- 

0.0300 

- 

- 

0.009 

0.039 

0.039 

0.341 

0.017 

0.324 

0.280 

86.56 

Semi Critical 



0.04 

0.00 

346,731.25 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dheerpur 

0823000202715900 

0.08 

0.11 

34.14 

0.13 

0.00 

0.14 

0.05 

0.57 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.155 

0.008 

0.147 

0.129 

87.55 

Semi Critical 

Gambheera 

0823000202714100 

0.20 

0.05 

700.78 

0.06 

0.22 

0.28 

0.01 

0.11 

- 

0.0200 

- 

- 

0.317 

0.337 

0.337 

0.619 

0.031 

0.588 

0.159 

26.97 

Safe 



0.08 

0.34 

54.72 

0.41 

0.13 

0.53 

0.04 

0.44 

- 

0.0500 

- 

- 

0.160 

0.210 

0.210 

0.745 

0.037 

0.708 

0.456 

64.41 

Safe 



0.04 

0.00 

(2,896.53) 

0.00 

0.05 

0.05 

0.00 

0.03 

- 

- 

- 

- 

0.081 

0.082 

0.082 

0.136 

0.007 

0.130 

0.025 

19.42 

Safe 

Gambheeri 

0823000202715000 

0.08 

0.31 

52.45 

0.37 

0.01 

0.38 

0.05 

0.57 

- 

0.0300 

- 

- 

0.005 

0.035 

0.035 

0.416 

0.021 

0.395 

0.319 

80.67 

Semi Critical 



0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gerota 

0822000602673600 

0.08 

0.07 

171,666.68 

0.09 

0.02 

0.11 

0.03 

0.39 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.159 

0.008 

0.151 

0.419 

276.79 

Over Exploited 

Geroti 

0822000602673400 

0.08 

0.00 

2,724.75 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.009 

5,137.42 

Over Exploited 

Gordhanpura 

0822000602674600 

0.08 

0.09 

70.17 

0.11 

0.02 

0.13 

0.04 

0.57 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.183 

0.009 

0.174 

0.416 

239.38 

Over Exploited 

Gurai 

0822000602675200 

0.08 

0.69 

25.74 

0.83 

0.08 

0.91 

0.04 

0.56 

- 

0.1500 

- 

- 

0.048 

0.198 

0.198 

1.105 

0.055 

1.050 

1.401 

133.39 

Over Exploited 

Haripura 

0822000602673700 

0.08 

0.15 

(28.80) 

0.12 

0.00 

0.13 

0.04 

0.53 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.144 

0.007 

0.137 

0.129 

94.00 

Critical 

Heerapur 

0823000202720500 

0.08 

0.09 

48.90 

0.11 

- 

0.11 

0.05 

0.58 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.123 

0.006 

0.117 

0.116 

99.07 

Critical 

Heerapura 

0822000602674900 

0.08 

0.21 

(33.34) 

0.17 

0.02 

0.19 

0.04 

0.54 

- 

0.0100 

- 

- 

0.028 

0.038 

0.038 

0.226 

0.011 

0.215 

0.081 

37.87 

Safe 

Hukampura 

0822000702686700 

0.08 

0.06 

91.13 

0.08 

0.00 

0.08 

0.03 

0.38 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.091 

0.005 

0.086 

0.089 

103.27 

Over Exploited 

Indoda 

0822000602671000 

0.08 

0.00 

92,870.01 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jagannathpura 

0822000602674700 

0.08 

0.14 

25.74 

0.17 

0.03 

0.20 

0.04 

0.56 

- 

0.0500 

- 

- 

0.016 

0.066 

0.066 

0.263 

0.013 

0.250 

0.418 

167.39 

Over Exploited 

Jagdishpura 

0823000202714600 

0.08 

0.25 

18.73 

0.30 

0.01 

0.30 

0.06 

0.58 

0.03 

0.0100 

- 

- 

0.014 

0.024 

0.053 

0.358 

0.018 

0.340 

0.111 

32.57 

Safe 

Jail 

0822000602675300 

0.08 

0.23 

24.24 

0.28 

0.01 

0.29 

0.05 

0.57 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.328 

0.016 

0.312 

0.368 

117.90 

Over Exploited 

Jalimganj 

0822000602674300 

0.08 

0.09 

68.43 

0.11 

0.01 

0.13 

0.05 

0.57 

- 

0.0400 

- 

- 

0.004 

0.044 

0.044 

0.170 

0.008 

0.161 

0.323 

200.31 

Over Exploited 

Kachrawata 

0822000702686300 

0.10 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.37 

43.05 

0.44 

0.02 

0.46 

0.05 

0.57 

- 

0.0300 

- 

- 

0.015 

0.045 

0.045 

0.504 

0.025 

0.479 

0.316 

65.84 

Safe 

Kalyanpura 

0822000702684500 

0.15 

0.05 

379.26 

0.06 

0.00 

0.06 

0.02 

0.25 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.075 

0.004 

0.071 

0.052 

73.15 

Semi Critical 

Kareeri 

0823000202720700 

0.08 

0.01 

596.65 

0.01 

- 

0.01 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.024 

0.001 

0.022 

0.080 

357.15 

Over Exploited 

Kedara 

0822000602673000 

0.08 

0.12 

163,856.23 

0.14 

0.01 

0.15 

0.03 

0.40 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.174 

0.009 

0.165 

0.171 

103.35 

Over Exploited 

Khaspuriya 

0823000202714000 

0.20 

0.00 

44,667.23 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.14 

130.63 

0.17 

0.01 

0.18 

0.03 

0.38 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.206 

0.010 

0.196 

0.189 

96.67 

Critical 



0.04 

0.02 

596.42 

0.02 

0.03 

0.05 

0.02 

0.19 

- 

0.0100 

- 

- 

0.038 

0.048 

0.048 

0.096 

0.005 

0.091 

0.101 

110.53 

Over Exploited 



0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kherli 

0822000702685000 

0.15 

0.00 

19,752.91 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

12,841.25 

Over Exploited 



0.08 

0.15 

39.64 

0.18 

0.01 

0.19 

0.05 

0.56 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.216 

0.011 

0.205 

0.149 

72.55 

Semi Critical 

Kholara 

0823000202716200 

0.08 

0.13 

27.37 

0.16 

0.02 

0.17 

0.05 

0.57 

- 

0.0200 

- 

- 

0.008 

0.028 

0.028 

0.203 

0.010 

0.193 

0.144 

74.53 

Semi Critical 

Korma 

0823000202717300 

0.08 

0.00 

6,997.20 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

12,511.68 

Over Exploited 

Kotra 

0822000602673100 

0.08 

0.12 

577,071.54 

0.14 

0.01 

0.15 

0.03 

0.44 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.179 

0.009 

0.170 

0.242 

142.07 

Over Exploited 

Lachhmipura 

0822000702684700 

0.15 

0.10 

157.32 

0.12 

0.00 

0.13 

0.04 

0.57 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.145 

0.007 

0.138 

0.126 

91.03 

Critical 


0822000702686600 

0.08 

0.05 

110.64 

0.06 

0.00 

0.06 

0.03 

0.31 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.071 

0.004 

0.067 

0.040 

59.16 

Safe 



0.08 

0.00 

########## 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.011 

0.001 

0.011 

0.000 

0.07 

Safe 

Maharaj Kanwarpura 

0822000602673500 

0.08 

0.18 

(49.22) 

0.14 

0.04 

0.18 

0.04 

0.52 

- 

0.0100 

- 

- 

0.060 

0.070 

0.070 

0.251 

0.013 

0.239 

0.079 

33.21 

Safe 

Maharaj Pura 

0822000702687500 

0.08 

0.01 

378.85 

0.01 

- 

0.01 

0.02 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.007 

0.026 

364.30 

Over Exploited 



0.08 

0.03 

80.70 

0.04 

- 

0.04 

0.04 

0.40 

- 

- 

- 

- 

- 

- 

- 

0.036 

0.002 

0.034 

0.038 

111.09 

Over Exploited 

Manpura 

0823000202714700 

0.08 

0.13 

34.82 

0.15 

0.01 

0.17 

0.05 

0.58 

- 

0.0200 

- 

- 

0.007 

0.028 

0.028 

0.197 

0.010 

0.187 

0.172 

92.03 

Critical 

Muchkand Pura 

0822000602674200 

0.15 

0.00 

6,084.53 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.007 

706.25 

Over Exploited 



0.08 

0.11 

16.68 

0.13 

0.01 

0.14 

0.04 

0.55 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.169 

0.008 

0.161 

0.157 

97.85 

Critical 

Nagar Fort 

0822000602674100 

0.15 

0.00 

7,215.82 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.044 

3,854.85 

Over Exploited 



0.08 

0.44 

15.86 

0.51 

0.22 

0.73 

0.04 

0.54 

- 

0.1900 

- 

- 

0.245 

0.436 

0.436 

1.165 

0.058 

1.107 

1.683 

152.12 

Over Exploited 

Naharganj 

0823000202721300 

0.08 

0.00 

3,570.90 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.017 

4,060.28 

Over Exploited 

Nahra 

0822000702687800 

0.15 

0.06 

557.39 

0.08 

0.01 

0.09 

0.03 

0.27 

0.01 

0.0200 

- 

- 

- 

0.020 

0.028 

0.116 

0.006 

0.110 

0.195 

177.01 

Over Exploited 



0.08 

0.01 

485.68 

0.01 

- 

0.01 

0.01 

0.12 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.020 

0.001 

0.019 

0.048 

256.65 

Over Exploited 



0.08 

0.00 

2,763.28 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.004 

1,870.72 

Over Exploited 

Nahri 

0823000202714300 

0.20 

0.11 

151.38 

0.14 

0.18 

0.31 

0.03 

0.31 

0.01 

0.0100 

- 

- 

0.263 

0.273 

0.287 

0.598 

0.030 

0.568 

0.086 

15.09 

Safe 



0.08 

0.04 

(86.03) 

0.03 

0.09 

0.12 

0.03 

0.27 

0.00 

0.0100 

- 

- 

0.138 

0.148 

0.152 

0.273 

0.014 

0.259 

0.058 

22.48 

Safe 

Nainwa (M) 

0823000242301000 

0.08 

0.13 

452.93 

0.15 

0.03 

0.18 

0.01 

0.16 

- 

0.0200 

- 

- 

0.026 

0.046 

0.046 

0.223 

0.011 

0.212 

0.430 

202.90 

Over Exploited 

Pagra 

0822000702688100 

0.15 

0.18 

321.12 

0.22 

0.23 

0.45 

0.05 

0.36 

0.03 

0.0900 

- 

- 

0.305 

0.396 

0.422 

0.873 

0.044 

0.829 

0.776 

93.60 

Critical 



0.10 

0.00 

2,143.14 

0.00 

0.01 

0.01 

0.01 

0.04 

0.00 

0.0100 

- 

- 

0.008 

0.018 

0.019 

0.026 

0.001 

0.025 

0.062 

249.19 

Over Exploited 

Pagri 

0822000702688000 

0.15 

0.01 

1,728.76 

0.01 

0.05 

0.06 

0.01 

0.07 

0.00 

0.0100 

- 

- 

0.075 

0.085 

0.086 

0.145 

0.007 

0.138 

0.064 

46.52 

Safe 

Palai 

0822000702687400 

0.15 

0.00 

545,171.06 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.30 

69.61 

0.36 

0.02 

0.38 

0.04 

0.43 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.430 

0.021 

0.408 

0.443 

108.41 

Over Exploited 



0.08 

0.00 

42,537.13 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

1,598.90 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.032 

898.43 

Over Exploited 

Pandoola 

0823000202715800 

0.08 

0.21 

38.33 

0.26 

0.01 

0.27 

0.05 

0.57 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.289 

0.014 

0.274 

0.229 

83.44 

Semi Critical 

Peeparwala 

0823000202716000 

0.08 

0.03 

80.36 

0.03 

0.00 

0.04 

0.05 

0.57 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.046 

0.002 

0.044 

0.071 

161.25 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Phoolsagar 

0822000602673900 

2.857 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.857 

1.25 

0.015 

0.00 

0.00 

0.00 

0.00 

0.02 

0.04 

0.04 

0.01 

0.008 

0.50 

0.49 


Raipura 

0822000702686100 

7.269 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.576 

3.22 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.44 

0.47 

0.10 

0.004 

0.11 

0.11 







Non-command 

Phyllite & Schist 

2.222 

3.22 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.18 

0.09 

0.006 

0.16 

0.15 







Non-command 

Gneisses(B.G.C) 

3.457 

3.22 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.20 

0.08 

0.009 

0.25 

0.23 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.014 

3.22 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rajlawata 

0823000202715400 

9.940 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.209 

3.03 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.20 

0.21 

0.17 

0.006 

0.17 

0.16 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

3.03 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rajpura 

0822000702686400 

1.358 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.045 

3.12 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 







Non-command 

Gneisses(B.G.C) 

0.154 

3.12 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.06 

0.06 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.120 

3.12 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.03 

0.003 

0.44 

0.41 







Non-command 

Gneisses(B.G.C) 

0.039 

3.12 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.01 


Ralri 

0823000202715300 

3.913 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.023 

3.15 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ramnagar 

0822000602672900 

1.579 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.269 

2.18 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.03 

0.003 

0.38 

0.38 


Rampura 

0822000702684900 

1.674 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.001 

3.21 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

1.674 

3.21 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.11 

0.06 

0.004 

0.53 

0.49 


Rampuriya 

0823000202714200 

1.354 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.354 

2.65 

0.018 

0.03 

0.00 

0.00 

0.00 

0.01 

0.08 

0.08 

0.11 

0.002 

0.52 

0.52 


Ramsagar 

0822000602674800 

3.083 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.083 

1.47 

0.015 

0.06 

0.01 

0.00 

0.00 

0.02 

0.10 

0.10 

0.24 

0.008 

0.50 

0.49 


Rangvilas 

0822000602672700 

3.708 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.524 

2.59 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.07 

0.07 


Ratanpura 

0822000702685300 

2.586 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.983 

2.18 

0.080 

0.05 

0.01 

0.00 

0.00 

0.00 

0.39 

0.40 

0.19 

0.005 

0.40 

0.39 


Rughnathganj 

0823000202714800 

5.593 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.593 

2.52 

0.018 

0.05 

0.01 

0.00 

0.00 

0.00 

0.28 

0.29 

0.17 

0.010 

0.52 

0.51 


Rughunathpura 

0822000702684300 

4.933 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.929 

1.38 

0.020 

0.04 

0.01 

0.00 

0.00 

0.01 

0.15 

0.15 

0.14 

0.013 

0.50 

0.50 


Sameedhi 

0823000202714500 

13.303 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.409 

2.30 

0.018 

0.15 

0.02 

0.00 

0.00 

0.01 

0.38 

0.37 

0.60 

0.011 

0.25 

0.25 


Samrawata 

0822000702686200 

8.038 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.142 

3.05 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

7.896 

3.05 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.55 

0.60 

0.28 

0.021 

0.52 

0.48 


Sandeela 

0823000202714900 

5.588 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.587 

2.76 

0.018 

0.03 

0.00 

0.00 

0.00 

0.01 

0.29 

0.31 

0.13 

0.010 

0.53 

0.50 


Sangrampura 

0822000602672200 

6.682 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.347 

2.60 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.23 

0.24 

0.10 

0.014 

0.40 

0.39 



0822000602674400 

2.778 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.778 

2.30 

0.015 

0.11 

0.02 

0.00 

0.00 

0.00 

0.18 

0.20 

0.42 

0.008 

0.53 

0.49 


Sarangpura 

0822000602674500 

1.908 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.908 

2.36 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.13 

0.005 

0.53 

0.49 


Satwara 

0822000602672600 

5.850 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.592 

2.47 

0.015 

0.18 

0.03 

0.00 

0.00 

0.01 

0.34 

0.35 

0.69 

0.015 

0.47 

0.46 


Shyopura 

0822000702687700 

1.648 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.268 

2.69 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.03 

0.001 

0.08 

0.08 







Non-command 

Gneisses(B.G.C) 

0.916 

2.69 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.05 

0.002 

0.29 

0.29 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.464 

2.69 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.15 

0.15 


Sunthli 

0823000202716100 

4.144 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.144 

2.43 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.20 

0.22 

0.16 

0.007 

0.53 

0.49 


Surgali 

0823000202716800 

3.397 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.397 

2.23 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.17 

0.11 

0.006 

0.52 

0.49 


Suwanya 

0823000202716300 

4.331 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.331 

2.46 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.21 

0.23 

0.11 

0.008 

0.53 

0.49 


Syalasukhpura 

0822000602675000 

2.944 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.944 

1.89 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.09 

0.09 

0.08 

0.008 

0.50 

0.48 


Syawata 

0822000602672300 

5.706 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.429 

2.81 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.001 

0.04 

0.04 


Theekariya Kalan 

0822000602671700 

9.320 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.188 

2.83 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.06 

0.06 

0.07 

0.003 

0.06 

0.06 


Udaipura 

0822000602674000 

2.788 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.203 

1.92 

0.080 

0.00 

0.00 

0.00 

0.00 

0.01 

0.18 

0.18 

0.01 

0.003 

0.22 

0.22 







Non-command 

Phyllite & Schist 

1.581 

1.92 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.05 

0.05 

0.03 

0.004 

0.29 

0.28 


Ugen 

0823000202716700 

1.957 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.957 

2.25 

0.018 

0.05 

0.01 

0.00 

0.00 

0.00 

0.12 

0.13 

0.20 

0.003 

0.52 

0.49 


Uniari 

0822000702687900 

3.044 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.120 

2.72 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.000 

0.02 

0.02 


Vijai Nagar 

0822000702684600 

2.208 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.089 

1.98 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.36 

0.37 

0.13 

0.006 

0.49 

0.47 

07001014 

Adalwara Kalan 

0810000501309000 

8.188 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.296 

1.56 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.06 

0.001 

0.02 

0.03 


Adoondi 

0810000601316000 

2.423 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.313 

3.29 

0.025 

0.09 

0.00 

0.00 

0.00 

0.00 

0.28 

0.22 

0.33 

0.008 

0.68 

0.86 


Alanpur (Rural) 

0810000601320100 

1.193 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.535 

0.69 

0.120 

0.22 

0.01 

0.00 

0.00 

0.00 

0.25 

0.20 

0.87 

0.002 

0.32 

0.41 


Aleempura 

0822000702689500 

2.214 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.214 

0.44 

0.080 

0.09 

0.01 

0.00 

0.00 

0.00 

0.16 

0.13 

0.37 

0.006 

0.57 

0.66 


Alinagar 

0822000702688900 

2.248 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.374 

1.61 

0.080 

0.09 

0.01 

0.00 

0.00 

0.00 

0.25 

0.23 

0.37 

0.004 

0.31 

0.34 


Amenpura 

0822000702689300 

3.058 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.972 

0.99 

0.080 

0.08 

0.01 

0.00 

0.00 

0.01 

0.30 

0.26 

0.31 

0.008 

0.54 

0.62 


Asalgaon 

0822000702681500 

4.384 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.003 

1.29 

0.080 

0.00 

0.00 

0.00 

0.00 

0.02 

-0.02 

-0.02 

0.00 

0.000 

0.00 

0.00 


Ateekpura 

0822000702690600 

4.536 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.252 

0.31 

0.080 

0.02 

0.00 

0.00 

0.00 

0.06 

0.07 

0.06 

0.06 

0.011 

0.47 

0.52 


Atoon Kalan 

0810000601316100 

5.951 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.933 

3.34 

0.025 

0.12 

0.01 

0.00 

0.00 

0.00 

0.61 

0.48 

0.45 

0.020 

0.72 

0.91 


Atoon Khurd 

0810000601317400 

2.227 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.539 

2.78 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.23 

0.18 

0.19 

0.002 

0.17 

0.22 







Non-command 

Phyllite & Schist 

1.688 

2.78 

0.025 

0.11 

0.01 

0.00 

0.00 

0.02 

0.19 

0.15 

0.44 

0.006 

0.55 

0.69 


Balriya 

0810000501310800 

13.505 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.148 

1.23 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.000 

0.01 

0.01 


Bambori (Rural) 

0810000601320300 

0.245 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.245 

1.52 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.09 

0.001 

0.72 

0.92 


Banjari 

0810000501311400 

6.815 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.437 

1.30 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.04 

0.05 


Bansra 

0810000501311300 

4.695 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.226 

1.17 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.12 

0.008 

0.29 

0.35 


Barana 

0822000702689600 

4.814 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.399 

0.69 

0.080 

0.05 

0.01 

0.00 

0.00 

0.03 

0.25 

0.21 

0.19 

0.012 

0.54 

0.64 







Non-command 

Phyllite & Schist 

0.116 

0.69 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Barh Khidarpur 

0810000601317100 

3.463 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.463 

1.60 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.68 

0.54 

0.08 

0.012 

0.72 

0.91 


Bilopa 

0810000601316600 

5.602 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.819 

0.37 

0.120 

0.26 

0.04 

0.00 

0.00 

0.01 

0.38 

0.31 

1.01 

0.013 

0.47 

0.58 







Non-command 

Phyllite & Schist 

1.781 

0.37 

0.025 

0.09 

0.01 

0.00 

0.00 

0.00 

0.10 

0.08 

0.36 

0.006 

0.22 

0.27 


Bishanpura 

0822000702689900 

1.716 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.716 

-0.44 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.005 

0.60 

0.71 


Borda 

0810000501311100 

4.570 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.221 

0.55 

0.120 

0.13 

0.02 

0.00 

0.00 

0.00 

0.26 

0.21 

0.53 

0.007 

0.31 

0.37 







Non-command 

Phyllite & Schist 

2.341 

0.55 

0.025 

0.11 

0.02 

0.00 

0.00 

0.00 

0.12 

0.10 

0.43 

0.008 

0.32 

0.39 


Borif 

0810000601320500 

3.794 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.751 

-0.09 

0.120 

0.27 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

1.05 

0.013 

0.71 

0.90 







Non-command 

Quartzite 

0.017 

-0.09 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Phoolsagar 

0822000602673900 

0.08 

0.11 

(66.68) 

0.09 

0.02 

0.11 

0.04 

0.54 

- 

- 

- 

- 

0.025 

0.025 

0.025 

0.133 

0.007 

0.126 

0.016 

12.46 

Safe 

Raipura 

0822000702686100 

0.15 

0.03 

1,635.30 

0.03 

- 

0.03 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.042 

0.002 

0.040 

0.100 

248.29 

Over Exploited 



0.10 

0.04 

389.98 

0.04 

- 

0.04 

0.01 

0.18 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.053 

0.003 

0.050 

0.098 

194.38 

Over Exploited 



0.08 

0.07 

190.06 

0.08 

- 

0.08 

0.02 

0.27 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.093 

0.005 

0.089 

0.091 

102.89 

Over Exploited 



0.10 

0.00 

70,596.47 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rajlawata 

0823000202715400 

0.08 

0.04 

390.54 

0.05 

0.01 

0.06 

0.01 

0.19 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.086 

0.004 

0.081 

0.172 

211.22 

Over Exploited 



0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rajpura 

0822000702686400 

0.10 

0.00 

3,694.50 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

942.15 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.005 

642.41 

Over Exploited 



0.10 

0.05 

75.84 

0.06 

- 

0.06 

0.04 

0.47 

- 

- 

- 

- 

- 

- 

- 

0.059 

0.003 

0.056 

0.037 

66.49 

Safe 



0.08 

0.00 

3,988.03 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ralri 

0823000202715300 

0.08 

0.00 

23,562.44 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ramnagar 

0822000602672900 

0.08 

0.04 

33.58 

0.05 

- 

0.05 

0.03 

0.41 

- 

- 

- 

- 

- 

- 

- 

0.047 

0.002 

0.044 

0.028 

64.06 

Safe 

Rampura 

0822000702684900 

0.15 

0.00 

559,629.38 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.07 

50.86 

0.08 

0.00 

0.09 

0.05 

0.57 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.097 

0.005 

0.093 

0.063 

68.52 

Safe 

Rampuriya 

0823000202714200 

0.08 

0.06 

46.48 

0.07 

0.01 

0.08 

0.06 

0.58 

0.01 

0.0100 

- 

- 

0.017 

0.027 

0.033 

0.111 

0.006 

0.106 

0.116 

109.92 

Over Exploited 

Ramsagar 

0822000602674800 

0.08 

0.12 

(16.86) 

0.10 

0.03 

0.13 

0.04 

0.54 

- 

0.0300 

- 

- 

0.027 

0.057 

0.057 

0.189 

0.009 

0.180 

0.248 

138.31 

Over Exploited 

Rangvilas 

0822000602672700 

0.08 

0.00 

544.94 

0.00 

0.00 

0.01 

0.00 

0.07 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.009 

0.000 

0.008 

0.018 

216.92 

Over Exploited 

Ratanpura 

0822000702685300 

0.15 

0.12 

236.41 

0.14 

0.01 

0.15 

0.03 

0.44 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.175 

0.009 

0.166 

0.197 

118.74 

Over Exploited 

Rughnathganj 

0823000202714800 

0.08 

0.23 

25.22 

0.28 

0.01 

0.29 

0.06 

0.58 

0.03 

0.0200 

- 

- 

0.003 

0.023 

0.049 

0.341 

0.017 

0.324 

0.183 

56.51 

Safe 

Rughunathpura 

0822000702684300 

0.10 

0.25 

(37.79) 

0.20 

0.02 

0.22 

0.04 

0.54 

- 

0.0200 

- 

- 

0.021 

0.041 

0.041 

0.262 

0.013 

0.249 

0.156 

62.67 

Safe 

Sameedhi 

0823000202714500 

0.08 

0.13 

195.38 

0.15 

0.03 

0.18 

0.04 

0.28 

0.02 

0.0700 

- 

- 

0.010 

0.080 

0.098 

0.275 

0.014 

0.262 

0.612 

234.01 

Over Exploited 

Samrawata 

0822000702686200 

0.10 

0.00 

6,948.56 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

5,569.76 

Over Exploited 



0.10 

0.41 

45.21 

0.49 

0.01 

0.50 

0.04 

0.56 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.532 

0.027 

0.505 

0.304 

60.16 

Safe 

Sandeela 

0823000202714900 

0.08 

0.24 

31.47 

0.28 

0.01 

0.29 

0.05 

0.58 

- 

0.0100 

- 

- 

0.013 

0.023 

0.023 

0.314 

0.016 

0.298 

0.136 

45.61 

Safe 

Sangrampura 

0822000602672200 

0.08 

0.17 

37.09 

0.21 

0.01 

0.22 

0.03 

0.44 

- 

0.0100 

- 

- 

0.017 

0.028 

0.028 

0.247 

0.012 

0.234 

0.115 

49.25 

Safe 


0822000602674400 

0.08 

0.12 

69.55 

0.14 

0.02 

0.16 

0.04 

0.57 

- 

0.0500 

- 

- 

0.002 

0.052 

0.052 

0.214 

0.011 

0.203 

0.428 

210.70 

Over Exploited 

Sarangpura 

0822000602674500 

0.08 

0.08 

29.53 

0.10 

0.00 

0.10 

0.04 

0.57 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.108 

0.005 

0.103 

0.136 

132.43 

Over Exploited 

Satwara 

0822000602672600 

0.08 

0.21 

67.90 

0.25 

0.04 

0.30 

0.04 

0.51 

- 

0.0800 

- 

- 

0.019 

0.099 

0.099 

0.395 

0.020 

0.375 

0.706 

188.25 

Over Exploited 

Shyopura 

0822000702687700 

0.15 

0.00 

1,894.75 

0.00 

- 

0.00 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.027 

630.97 

Over Exploited 



0.08 

0.02 

121.63 

0.03 

- 

0.03 

0.03 

0.32 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.038 

0.002 

0.036 

0.048 

134.80 

Over Exploited 



0.08 

0.01 

243.83 

0.01 

- 

0.01 

0.02 

0.16 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.014 

209.55 

Over Exploited 

Sunthli 

0823000202716100 

0.08 

0.17 

24.33 

0.21 

0.01 

0.22 

0.05 

0.57 

- 

0.0200 

- 

- 

0.007 

0.027 

0.027 

0.251 

0.013 

0.238 

0.167 

70.24 

Semi Critical 

Surgali 

0823000202716800 

0.08 

0.14 

19.91 

0.17 

0.00 

0.17 

0.04 

0.57 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.189 

0.009 

0.180 

0.120 

66.81 

Safe 

Suwanya 

0823000202716300 

0.08 

0.18 

26.24 

0.22 

0.00 

0.22 

0.05 

0.57 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.237 

0.012 

0.225 

0.120 

53.17 

Safe 

Syalasukhpura 

0822000602675000 

0.08 

0.12 

(20.98) 

0.09 

0.01 

0.11 

0.04 

0.54 

- 

0.0100 

- 

- 

0.020 

0.030 

0.030 

0.137 

0.007 

0.131 

0.092 

70.46 

Semi Critical 

Syawata 

0822000602672300 

0.08 

0.00 

2,162.02 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

0.035 

2,405.64 

Over Exploited 

Theekariya Kalan 

0822000602671700 

0.08 

0.01 

874.85 

0.01 

0.01 

0.02 

0.00 

0.07 

- 

0.0100 

- 

- 

0.022 

0.032 

0.032 

0.053 

0.003 

0.050 

0.070 

139.37 

Over Exploited 

Udaipura 

0822000602674000 

0.15 

0.04 

354.08 

0.05 

0.01 

0.06 

0.02 

0.24 

- 

- 

- 

- 

0.012 

0.012 

0.012 

0.069 

0.003 

0.065 

0.017 

26.37 

Safe 



0.08 

0.04 

33.26 

0.04 

0.01 

0.05 

0.02 

0.32 

- 

- 

- 

- 

0.012 

0.012 

0.012 

0.064 

0.003 

0.061 

0.029 

48.13 

Safe 

Ugen 

0823000202716700 

0.08 

0.08 

53.19 

0.10 

0.01 

0.11 

0.04 

0.57 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.128 

0.006 

0.122 

0.207 

170.39 

Over Exploited 

Uniari 

0822000702687900 

0.15 

0.00 

6,803.75 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Vijai Nagar 

0822000702684600 

0.15 

0.15 

140.19 

0.18 

0.00 

0.19 

0.04 

0.53 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.206 

0.010 

0.195 

0.131 

66.83 

Safe 

Adalwara Kalan 

0810000501309000 

0.10 

0.00 

2,381.67 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.056 

543.00 

Over Exploited 

Adoondi 

0810000601316000 

0.10 

0.16 

41.13 

0.19 

- 

0.19 

0.06 

0.74 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.199 

0.010 

0.189 

0.342 

180.79 

Over Exploited 

Alanpur (Rural) 

0810000601320100 

0.24 

0.04 

374.52 

0.05 

0.01 

0.06 

0.03 

0.35 

- 

0.0300 

- 

- 

0.005 

0.035 

0.035 

0.099 

0.005 

0.094 

0.871 

927.63 

Over Exploited 

Aleempura 

0822000702689500 

0.15 

0.19 

(29.03) 

0.15 

0.01 

0.16 

0.08 

0.65 

0.03 

0.0400 

- 

- 

0.003 

0.043 

0.070 

0.233 

0.012 

0.222 

0.371 

167.24 

Over Exploited 

Alinagar 

0822000702688900 

0.15 

0.06 

266.07 

0.08 

0.01 

0.09 

0.06 

0.36 

0.01 

0.0400 

- 

- 

0.003 

0.043 

0.054 

0.142 

0.007 

0.135 

0.369 

272.39 

Over Exploited 

Amenpura 

0822000702689300 

0.15 

0.24 

8.28 

0.26 

0.02 

0.28 

0.08 

0.62 

0.04 

0.0300 

- 

- 

0.008 

0.038 

0.073 

0.351 

0.018 

0.334 

0.318 

95.30 

Critical 

Asalgaon 

0822000702681500 

0.15 

0.00 

########## 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

- 

- 

- 

0.029 

0.029 

0.029 

0.049 

0.002 

0.046 

0.000 

0.02 

Safe 

Ateekpura 

0822000702690600 

0.15 

0.30 

(80.18) 

0.24 

0.06 

0.30 

0.09 

0.55 

0.05 

0.0100 

- 

- 

0.090 

0.100 

0.155 

0.454 

0.023 

0.431 

0.071 

16.55 

Safe 

Atoon Kalan 

0810000601316100 

0.10 

0.43 

12.04 

0.48 

0.01 

0.49 

0.06 

0.78 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.507 

0.025 

0.482 

0.471 

97.72 

Critical 

Atoon Khurd 

0810000601317400 

0.24 

0.02 

699.31 

0.03 

- 

0.03 

0.02 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.037 

0.002 

0.035 

0.194 

549.28 

Over Exploited 



0.10 

0.09 

65.34 

0.11 

0.03 

0.14 

0.05 

0.60 

- 

0.0200 

- 

- 

0.035 

0.055 

0.055 

0.199 

0.010 

0.189 

0.445 

235.53 

Over Exploited 

Balriya 

0810000501310800 

0.24 

0.00 

8,972.94 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.012 

4,586.07 

Over Exploited 

Bambori (Rural) 

0810000601320300 

0.24 

0.04 

19.86 

0.05 

- 

0.05 

0.06 

0.79 

- 

- 

- 

- 

- 

- 

- 

0.051 

0.003 

0.048 

0.095 

196.49 

Over Exploited 

Banjari 

0810000501311400 

0.10 

0.00 

584.57 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.018 

844.87 

Over Exploited 

Bansra 

0810000501311300 

0.10 

0.07 

22.82 

0.08 

- 

0.08 

0.03 

0.33 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.096 

0.005 

0.091 

0.126 

137.63 

Over Exploited 

Barana 

0822000702689600 

0.15 

0.36 

(40.27) 

0.29 

0.04 

0.33 

0.07 

0.61 

0.05 

0.0200 

- 

- 

0.046 

0.066 

0.113 

0.441 

0.022 

0.419 

0.202 

48.12 

Safe 



0.10 

0.00 

258.06 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.003 

0.000 

0.002 

0.000 

12.95 

Safe 

Barh Khidarpur 

0810000601317100 

0.24 

0.60 

(10.07) 

0.54 

0.00 

0.54 

0.06 

0.79 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.541 

0.027 

0.514 

0.096 

18.62 

Safe 

Bilopa 

0810000601316600 

0.24 

0.43 

(27.81) 

0.34 

0.05 

0.39 

0.05 

0.51 

- 

0.1100 

- 

- 

0.010 

0.120 

0.120 

0.510 

0.025 

0.484 

1.019 

210.33 

Over Exploited 



0.10 

0.04 

99.70 

0.05 

0.01 

0.06 

0.02 

0.24 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.098 

0.005 

0.093 

0.369 

397.30 

Over Exploited 

Bishanpura 

0822000702689900 

0.15 

0.15 

- 

0.15 

0.00 

0.16 

0.08 

0.68 

0.02 

0.0100 

- 

- 

0.004 

0.014 

0.034 

0.190 

0.019 

0.171 

0.137 

79.70 

Semi Critical 

Borda 

0810000501311100 

0.24 

0.16 

31.17 

0.20 

0.02 

0.22 

0.04 

0.34 

0.02 

0.0600 

- 

- 

- 

0.060 

0.079 

0.295 

0.015 

0.280 

0.537 

191.91 

Over Exploited 



0.10 

0.08 

34.88 

0.09 

0.02 

0.11 

0.04 

0.36 

0.01 

0.0500 

- 

- 

- 

0.050 

0.059 

0.169 

0.008 

0.161 

0.438 

272.00 

Over Exploited 

Borif 

0810000601320500 

0.24 

0.64 

- 

0.64 

0.04 

0.68 

0.06 

0.77 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

0.799 

0.080 

0.719 

1.064 

147.87 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Chauth Ka Barwara 

081000050131090C 

30.952 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.064 

1.31 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 







Non-command 

Phyllite & Schist 

2.176 

1.31 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.09 

0.15 

0.007 

0.04 

0.05 


Choru 

082200070268910C 

19.979 

Fresh 

Non-command 

Non-command 

Older Alluvium 

16.286 

1.29 

0.080 

0.61 

0.09 

0.00 

0.00 

0.13 

2.06 

1.88 

2.37 

0.043 

0.41 

0.45 


Dahakwa 

0810000601320700 

8.844 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.835 

-0.33 

0.120 

0.42 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

1.64 

0.030 

0.68 

0.85 


Deopura 

0810000501311200 

3.203 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.140 

0.58 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.000 

0.03 

0.03 







Non-command 

Phyllite & Schist 

3.063 

0.58 

0.025 

0.07 

0.01 

0.00 

0.00 

0.00 

0.10 

0.08 

0.25 

0.010 

0.62 

0.76 


Dhingla Jatwara Khurd (Rural) 

0810000601320200 

0.547 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.547 

0.43 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

0.12 

0.10 

0.42 

0.002 

0.72 

0.92 


Dhumon Kalan 

0810000601316700 

5.478 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.475 

-0.08 

0.120 

0.35 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

1.39 

0.018 

0.71 

0.89 


Dhumon Khurd 

0810000601316800 

4.267 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.224 

-0.10 

0.120 

0.12 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.014 

0.71 

0.90 


Ekra 

0810000501311500 

5.563 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.841 

0.93 

0.025 

0.16 

0.02 

0.00 

0.00 

0.03 

0.22 

0.18 

0.61 

0.016 

0.58 

0.70 


Firozpura 

0822000702690800 

4.915 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.097 

1.09 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 


Gafoor Pura 

0822000702690300 

1.687 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.186 

-0.41 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.003 

0.37 

0.41 







Non-command 

Phyllite & Schist 

0.228 

-0.41 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.07 

0.08 


Gambhira 

0810000601320600 

9.749 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.731 

-0.41 

0.120 

0.45 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

1.78 

0.033 

0.71 

0.89 


Gardwas 

0810000501310500 

5.411 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.622 

1.24 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.04 

0.002 

0.06 

0.07 


Ghudasi 

0810000601316400 

3.428 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.426 

1.22 

0.120 

0.16 

0.01 

0.00 

0.00 

0.00 

0.65 

0.52 

0.63 

0.012 

0.72 

0.90 


Gothra 

0810000601317600 

4.537 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.408 

4.04 

0.025 

0.10 

0.01 

0.00 

0.00 

0.00 

0.43 

0.34 

0.40 

0.012 

0.54 

0.68 






Surwal 

Command 

Phyllite & Schist 

0.181 

4.04 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.001 

0.03 

0.04 


Haidaripura 

0822000702689700 

4.468 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.468 

-0.09 

0.080 

0.08 

0.01 

0.00 

0.00 

0.03 

0.00 

0.00 

0.32 

0.012 

0.61 

0.72 


Itawa 

0810000601316500 

4.929 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.750 

0.64 

0.120 

0.13 

0.02 

0.00 

0.00 

0.01 

0.46 

0.37 

0.49 

0.016 

0.68 

0.85 







Non-command 

Phyllite & Schist 

0.179 

0.64 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.03 

0.03 


Jaisapura 

0810000601320800 

2.610 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.610 

-0.48 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.009 

0.66 

0.81 


Jeenapur 

0810000601320400 

6.532 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.755 

0.22 

0.120 

0.23 

0.01 

0.00 

0.00 

0.05 

0.32 

0.25 

0.89 

0.019 

0.63 

0.81 







Non-command 

Quartzite 

0.165 

0.22 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.02 

0.02 


Jola 

0810000501308700 

9.121 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

2.49 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Juwar 

0810000601321300 

11.987 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.590 

-0.32 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.002 

0.03 

0.04 


Karela 

0810000601317000 

3.668 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.668 

0.81 

0.120 

0.13 

0.01 

0.00 

0.00 

0.00 

0.48 

0.38 

0.50 

0.012 

0.72 

0.91 


Kawad 

0810000501311600 

7.346 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.657 

1.52 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.11 

0.09 

0.002 

0.06 

0.08 







Non-command 

Phyllite & Schist 

2.007 

1.52 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.12 

0.09 

0.20 

0.007 

0.19 

0.24 


Kherda (Rural) 

0810000601317200 

0.255 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.255 

2.04 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.12 

0.001 

0.72 

0.92 


Kherli Kalan 

0810000601316900 

4.004 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.983 

0.31 

0.120 

0.15 

0.01 

0.00 

0.00 

0.00 

0.29 

0.23 

0.56 

0.013 

0.72 

0.91 


Khidarpur 

0810000601316200 

2.817 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.196 

2.33 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.68 

0.54 

0.29 

0.007 

0.56 

0.71 







Non-command 

Phyllite & Schist 

0.617 

2.33 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.06 

0.002 

0.16 

0.20 


Kushtala 

0810000601320900 

24.055 

Fresh 

Non-command 

Non-command 

Older Alluvium 

22.368 

-0.47 

0.120 

0.87 

0.13 

0.00 

0.00 

0.00 

0.00 

0.00 

3.36 

0.076 

0.63 

0.78 







Non-command 

Phyllite & Schist 

1.565 

-0.47 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.005 

0.04 

0.05 


Lasadiya 

0822000702689400 

5.088 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.088 

0.40 

0.080 

0.06 

0.01 

0.00 

0.00 

0.02 

0.19 

0.17 

0.21 

0.014 

0.54 

0.61 


Madanpura 

0822000702690000 

2.260 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.260 

-0.47 

0.080 

0.02 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.08 

0.006 

0.60 

0.71 


Mahu 

0810000601317700 

5.575 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.294 

4.00 

0.025 

0.10 

0.00 

0.00 

0.00 

0.00 

0.43 

0.34 

0.37 

0.011 

0.42 

0.53 


Mathurapura 

0810000601317500 

4.648 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.425 

3.53 

0.025 

0.06 

0.00 

0.00 

0.00 

0.00 

0.19 

0.15 

0.24 

0.005 

0.22 

0.28 


Molvinagar 

0822000702689200 

4.732 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.710 

1.09 

0.080 

0.03 

0.00 

0.00 

0.00 

0.01 

0.43 

0.38 

0.09 

0.013 

0.53 

0.59 


Mui 

0810000601321400 

9.901 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.892 

-0.46 

0.120 

0.30 

0.04 

0.00 

0.00 

0.06 

0.00 

0.00 

1.17 

0.013 

0.22 

0.26 







Non-command 

Phyllite & Schist 

2.535 

-0.46 

0.025 

0.15 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.59 

0.009 

0.14 

0.17 


Nimli Kalan 

0810000601321200 

7.026 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.205 

-0.15 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.02 







Non-command 

Phyllite & Schist 

0.061 

-0.15 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Nimli Khurd 

0810000601321000 

3.738 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.662 

-0.06 

0.120 

0.20 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.79 

0.012 

0.70 

0.88 


Pachala 

0822000702690100 

10.489 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.489 

-0.29 

0.080 

0.30 

0.04 

0.00 

0.00 

0.05 

0.00 

0.00 

1.18 

0.028 

0.55 

0.63 


Pachali 

0822000702690200 

5.160 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.674 

-0.20 

0.080 

0.04 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.13 

0.012 

0.47 

0.52 


Pacheeplya 

0810000601317300 

2.878 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.638 

2.67 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.24 

0.19 

0.17 

0.002 

0.16 

0.20 







Non-command 

Phyllite & Schist 

0.448 

2.67 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.09 

0.002 

0.11 

0.14 


Parli 

0822000702689800 

7.467 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.416 

-0.21 

0.080 

0.07 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.25 

0.020 

0.65 

0.79 







Non-command 

Phyllite & Schist 

0.051 

-0.21 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Patoli 

0822000702688700 

11.143 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.791 

2.61 

0.080 

0.03 

0.00 

0.00 

0.00 

0.03 

0.17 

0.15 

0.10 

0.002 

0.04 

0.04 


Qila Ranthambor 

0810000601319900 

137.499 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.876 

1.38 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.13 

0.00 

0.003 

0.00 

0.01 







Non-command 

Quartzite 

1.327 

1.38 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.004 

0.01 

0.01 


Rahman Nagar 

0822000702689000 

3.081 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.661 

1.27 

0.080 

0.09 

0.01 

0.00 

0.00 

0.00 

0.35 

0.31 

0.36 

0.007 

0.45 

0.49 


Ramri 

0810000601316300 

4.248 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.269 

2.08 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.36 

0.28 

0.17 

0.004 

0.21 

0.27 







Non-command 

Phyllite & Schist 

2.974 

2.08 

0.025 

0.08 

0.00 

0.00 

0.00 

0.00 

0.24 

0.19 

0.33 

0.010 

0.50 

0.63 


Ramsinghpura 

0810000501310700 

3.686 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.074 

1.24 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Rinjoda 

0822000702690400 

6.496 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.026 

-0.19 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sawai Madhopur (M+OG) 

0810000641003000 

25.214 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.768 

1.47 

0.120 

0.72 

0.00 

0.00 

0.00 

0.00 

1.74 

1.37 

0.01 

2.178 

0.17 

0.21 


Solatpura 

0822000702688800 

4.189 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.229 

2.07 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.001 

0.03 

0.03 


Soorwal 

0810000601317800 

15.804 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.010 

4.43 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Surwal 

Command 

Phyllite & Schist 

0.296 

4.43 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.04 

0.001 

0.01 

0.02 


Sunari 

0810000601315900 

9.474 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.808 

3.60 

0.025 

0.09 

0.00 

0.00 

0.00 

0.00 

0.52 

0.42 

0.32 

0.016 

0.36 

0.45 


Teendoo 

0810000501311700 

5.131 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.890 

2.73 

0.025 

0.10 

0.00 

0.00 

0.00 

0.00 

0.43 

0.34 

0.39 

0.017 

0.68 

0.86 


Thekra 

0810000501311000 

3.811 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.188 

1.07 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.03 

0.04 







Non-command 

Phyllite & Schist 

3.573 

1.07 

0.025 

0.06 

0.01 

0.00 

0.00 

0.00 

0.15 

0.12 

0.22 

0.012 

0.57 

0.67 


Ukhlana 

0822000702681600 

8.746 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.020 

1.90 

0.080 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

-0.01 

0.00 

0.000 

0.00 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Chauth Ka Barwara 

081000050131090C 

0.24 

0.00 

46,608.67 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.01 

874.03 

0.01 

0.01 

0.02 

0.01 

0.05 

0.00 

0.0200 

- 

- 

- 

0.020 

0.021 

0.042 

0.002 

0.040 

0.153 

385.34 

Over Exploited 

Choru 

082200070268910C 

0.15 

1.00 

87.03 

1.20 

0.22 

1.43 

0.07 

0.48 

0.18 

0.2700 

- 

- 

0.200 

0.470 

0.651 

2.077 

0.104 

1.973 

2.414 

122.36 

Over Exploited 

Dahakwa 

0810000601320700 

0.24 

1.45 

- 

1.45 

0.06 

1.51 

0.07 

0.75 

- 

0.1800 

- 

- 

- 

0.180 

0.180 

1.688 

0.169 

1.519 

1.674 

110.21 

Over Exploited 

Deopura 

0810000501311200 

0.24 

0.00 

1,531.38 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.003 

0.000 

0.003 

0.022 

744.89 

Over Exploited 



0.10 

0.19 

(56.35) 

0.15 

0.01 

0.17 

0.07 

0.69 

- 

0.0300 

- 

- 

0.005 

0.035 

0.035 

0.201 

0.010 

0.191 

0.262 

137.48 

Over Exploited 

Dhingla Jatwara Khurd (Rural) 

0810000601320200 

0.24 

0.09 

2.89 

0.10 

0.01 

0.11 

0.06 

0.79 

- 

0.0200 

- 

- 

0.007 

0.027 

0.027 

0.138 

0.007 

0.131 

0.424 

322.68 

Over Exploited 

Dhumon Kalan 

0810000601316700 

0.24 

0.93 

- 

0.93 

0.05 

0.98 

0.07 

0.78 

- 

0.1600 

- 

- 

0.003 

0.163 

0.163 

1.148 

0.115 

1.033 

1.408 

136.33 

Over Exploited 

Dhumon Khurd 

0810000601316800 

0.24 

0.72 

- 

0.72 

0.02 

0.74 

0.06 

0.78 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.791 

0.079 

0.712 

0.472 

66.30 

Safe 

Ekra 

0810000501311500 

0.10 

0.28 

(34.21) 

0.22 

0.05 

0.27 

0.06 

0.64 

- 

0.0700 

- 

- 

0.044 

0.114 

0.114 

0.386 

0.019 

0.367 

0.630 

171.95 

Over Exploited 

Firozpura 

0822000702690800 

0.15 

0.00 

5,464.58 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.012 

6,617.57 

Over Exploited 

Gafoor Pura 

0822000702690300 

0.15 

0.07 

- 

0.07 

0.00 

0.07 

0.06 

0.43 

0.01 

0.0100 

- 

- 

0.005 

0.015 

0.026 

0.094 

0.009 

0.085 

0.099 

117.28 

Over Exploited 



0.10 

0.00 

- 

0.00 

0.00 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.004 

0.000 

0.003 

0.009 

256.70 

Over Exploited 

Gambhira 

0810000601320600 

0.24 

1.65 

- 

1.65 

0.07 

1.72 

0.07 

0.77 

- 

0.2000 

- 

- 

- 

0.200 

0.200 

1.925 

0.192 

1.732 

1.809 

104.42 

Over Exploited 

Gardwas 

0810000501310500 

0.24 

0.01 

915.28 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.012 

0.001 

0.012 

0.045 

385.43 

Over Exploited 

Ghudasi 

0810000601316400 

0.24 

0.59 

(12.35) 

0.52 

0.01 

0.53 

0.07 

0.78 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.550 

0.027 

0.522 

0.638 

122.08 

Over Exploited 

Gothra 

0810000601317600 

0.10 

0.18 

86.15 

0.22 

0.01 

0.23 

0.05 

0.59 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.281 

0.014 

0.267 

0.413 

154.50 

Over Exploited 



0.10 

0.00 

4,202.10 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.025 

3,587.95 

Over Exploited 

Haidaripura 

0822000702689700 

0.15 

0.41 

- 

0.41 

0.04 

0.45 

0.08 

0.69 

0.05 

0.0400 

- 

- 

0.041 

0.081 

0.132 

0.578 

0.058 

0.520 

0.329 

63.21 

Safe 

Itawa 

0810000601316500 

0.24 

0.77 

(52.59) 

0.62 

0.03 

0.65 

0.06 

0.74 

- 

0.0600 

- 

- 

0.019 

0.079 

0.079 

0.731 

0.037 

0.694 

0.508 

73.16 

Semi Critical 



0.10 

0.00 

382.41 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.000 

- 

- 

0.001 

0.000 

0.001 

0.008 

1,448.14 

Over Exploited 

Jaisapura 

0810000601320800 

0.24 

0.42 

- 

0.42 

0.01 

0.43 

0.07 

0.73 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.456 

0.046 

0.411 

0.211 

51.35 

Safe 

Jeenapur 

0810000601320400 

0.24 

0.88 

(71.64) 

0.70 

0.06 

0.77 

0.06 

0.69 

- 

0.0300 

- 

- 

0.082 

0.112 

0.112 

0.879 

0.044 

0.835 

0.907 

108.70 

Over Exploited 



0.08 

0.00 

3,327.41 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.021 

7,536.77 

Over Exploited 

Jola 

0810000501308700 

0.10 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Juwar 

0810000601321300 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.071 

658.49 

Over Exploited 

Karela 

0810000601317000 

0.24 

0.63 

(40.62) 

0.51 

0.01 

0.52 

0.06 

0.78 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.537 

0.027 

0.511 

0.516 

101.15 

Over Exploited 

Kawad 

0810000501311600 

0.24 

0.01 

1,044.75 

0.01 

- 

0.01 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.022 

0.001 

0.021 

0.088 

426.11 

Over Exploited 



0.10 

0.04 

144.65 

0.05 

0.01 

0.06 

0.02 

0.21 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.076 

0.004 

0.072 

0.208 

288.31 

Over Exploited 

Kherda (Rural) 

0810000601317200 

0.24 

0.04 

64.26 

0.05 

- 

0.05 

0.06 

0.79 

- 

- 

- 

- 

- 

- 

- 

0.053 

0.003 

0.050 

0.116 

229.95 

Over Exploited 

Kherli Kalan 

0810000601316900 

0.24 

0.68 

(66.58) 

0.55 

0.01 

0.56 

0.06 

0.78 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.578 

0.029 

0.549 

0.577 

105.25 

Over Exploited 

Khidarpur 

0810000601316200 

0.24 

0.30 

82.05 

0.36 

- 

0.36 

0.05 

0.61 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.366 

0.018 

0.347 

0.295 

85.05 

Semi Critical 



0.10 

0.01 

271.02 

0.01 

- 

0.01 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.011 

0.057 

513.22 

Over Exploited 

Kushtala 

0810000601320900 

0.24 

3.38 

- 

3.38 

0.13 

3.51 

0.06 

0.69 

- 

0.3800 

- 

- 

- 

0.380 

0.380 

3.890 

0.389 

3.501 

3.438 

98.18 

Critical 



0.10 

0.01 

- 

0.01 

0.01 

0.02 

0.00 

0.05 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.037 

0.004 

0.033 

0.185 

558.01 

Over Exploited 

Lasadiya 

0822000702689400 

0.15 

0.41 

(59.24) 

0.33 

0.03 

0.36 

0.09 

0.62 

0.07 

0.0200 

- 

- 

0.035 

0.055 

0.121 

0.482 

0.024 

0.458 

0.223 

48.60 

Safe 

Madanpura 

0822000702690000 

0.15 

0.20 

- 

0.20 

0.01 

0.22 

0.08 

0.68 

0.03 

0.0100 

- 

- 

0.022 

0.032 

0.059 

0.278 

0.028 

0.250 

0.090 

36.03 

Safe 

Mahu 

0810000601317700 

0.10 

0.14 

144.77 

0.17 

- 

0.17 

0.04 

0.46 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.207 

0.010 

0.197 

0.381 

193.73 

Over Exploited 

Mathura pura 

0810000601317500 

0.10 

0.03 

364.02 

0.04 

- 

0.04 

0.02 

0.24 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.048 

0.002 

0.045 

0.245 

538.73 

Over Exploited 

Molvinagar 

0822000702689200 

0.15 

0.37 

3.27 

0.38 

0.01 

0.39 

0.09 

0.61 

0.06 

0.0100 

- 

- 

0.018 

0.028 

0.089 

0.483 

0.024 

0.459 

0.102 

22.11 

Safe 

Mui 

0810000601321400 

0.24 

0.21 

- 

0.21 

0.10 

0.30 

0.03 

0.25 

0.03 

0.1300 

- 

- 

0.085 

0.215 

0.246 

0.550 

0.055 

0.495 

1.187 

240.00 

Over Exploited 



0.10 

0.04 

- 

0.04 

0.02 

0.06 

0.02 

0.17 

0.01 

0.0700 

- 

- 

0.007 

0.077 

0.082 

0.144 

0.014 

0.129 

0.602 

465.35 

Over Exploited 

Nimli Kalan 

0810000601321200 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

- 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nimli Khurd 

0810000601321000 

0.24 

0.61 

- 

0.61 

0.03 

0.64 

0.06 

0.76 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.733 

0.073 

0.660 

0.797 

120.89 

Over Exploited 

Pachala 

0822000702690100 

0.15 

0.87 

- 

0.87 

0.09 

0.96 

0.08 

0.64 

0.13 

0.1300 

- 

- 

0.074 

0.204 

0.338 

1.293 

0.129 

1.164 

1.211 

104.07 

Over Exploited 

Pachali 

0822000702690200 

0.15 

0.33 

- 

0.33 

0.01 

0.34 

0.08 

0.55 

0.06 

0.0100 

- 

- 

0.016 

0.026 

0.083 

0.421 

0.042 

0.379 

0.142 

37.60 

Safe 

Pacheeplya 

0810000601317300 

0.24 

0.02 

682.99 

0.03 

- 

0.03 

0.01 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.039 

0.002 

0.037 

0.175 

467.47 

Over Exploited 



0.10 

0.01 

679.34 

0.01 

- 

0.01 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.096 

1,661.48 

Over Exploited 

Parli 

0822000702689800 

0.15 

0.72 

- 

0.72 

0.02 

0.74 

0.07 

0.72 

- 

0.0300 

- 

- 

0.018 

0.048 

0.048 

0.791 

0.079 

0.712 

0.270 

37.90 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Patoli 

0822000702688700 

0.15 

0.00 

3,594.73 

0.00 

0.03 

0.03 

0.01 

0.04 

0.00 

0.0100 

- 

- 

0.042 

0.052 

0.052 

0.085 

0.004 

0.081 

0.100 

123.58 

Over Exploited 

Qila Ranthambor 

0810000601319900 

0.24 

0.00 

13,521.03 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.003 

281.93 

Over Exploited 



0.08 

0.00 

2,142.45 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.004 

557.97 

Over Exploited 

Rahman Nagar 

0822000702689000 

0.15 

0.18 

76.00 

0.21 

0.01 

0.23 

0.08 

0.52 

0.03 

0.0400 

- 

- 

0.006 

0.046 

0.077 

0.304 

0.015 

0.289 

0.362 

125.33 

Over Exploited 

Ramri 

0810000601316300 

0.24 

0.07 

335.05 

0.08 

- 

0.08 

0.02 

0.23 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.088 

0.004 

0.084 

0.177 

211.92 

Over Exploited 



0.10 

0.15 

25.05 

0.18 

- 

0.18 

0.05 

0.55 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.189 

0.009 

0.179 

0.336 

187.57 

Over Exploited 

Ramsinghpura 

0810000501310700 

0.24 

0.00 

5,109.62 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rinjoda 

0822000702690400 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sawai Madhopur (M+OG) 

0810000641003000 

0.24 

0.23 

498.03 

0.27 

- 

0.27 

0.01 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.274 

0.014 

0.261 

2.188 

839.62 

Over Exploited 

Solatpura 

0822000702688800 

0.15 

0.00 

3,654.75 

0.00 

0.00 

0.00 

0.01 

0.03 

0.00 

- 

- 

- 

0.000 

- 

0.000 

0.001 

0.000 

0.001 

0.015 

1,194.97 

Over Exploited 

Soorwal 

0810000601317800 

0.10 

0.00 

219,931.15 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.00 

8,536.10 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0002 

0.0003 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.044 

5,300.18 

Over Exploited 

Sunari 

0810000601315900 

0.10 

0.17 

141.17 

0.21 

- 

0.21 

0.03 

0.39 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.248 

0.012 

0.235 

0.340 

144.68 

Over Exploited 

Teendoo 

0810000501311700 

0.10 

0.33 

3.69 

0.34 

- 

0.34 

0.06 

0.74 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.354 

0.018 

0.337 

0.403 

119.59 

Over Exploited 

Thekra 

0810000501311000 

0.24 

0.00 

1,422.80 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.013 

742.37 

Over Exploited 



0.10 

0.20 

(39.02) 

0.16 

0.01 

0.17 

0.07 

0.64 

0.03 

0.0300 

- 

- 

- 

0.030 

0.055 

0.227 

0.011 

0.216 

0.235 

108.81 

Over Exploited 

Ukhlana 

0822000702681600 

0.15 

0.00 

(180,671.22) 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

- 

- 

- 

0.015 

0.015 

0.015 

0.026 

0.001 

0.024 

0.000 

0.22 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Vijaipura 

081000060132110C 

1.844 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.487 

-0.33 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.005 

0.56 

0.69 







Non-command 

Phyllite & Schist 

0.001 

-0.33 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 

07001015 

Alanpur (Rural) 

081000060132010C 

1.193 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.657 

0.69 

0.120 

0.27 

0.01 

0.00 

0.00 

0.00 

0.31 

0.24 

1.06 

0.002 

0.40 

0.51 


Badolas 

0810000601313200 

7.788 

Fresh 

Non-command 

Non-command 

Limestone 

0.046 

2.04 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Barh Peelwa 

0810000301293800 

9.766 

Fresh 

Non-command 

Non-command 

Limestone 

0.559 

1.56 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.002 

0.04 

0.03 


Bhadlao 

0810000601313900 

6.263 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.223 

3.40 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

1.41 

1.22 

0.38 

0.011 

0.35 

0.40 







Non-command 

Quartzite 

1.368 

3.40 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.11 

0.005 

0.15 

0.17 







Non-command 

Limestone 

0.954 

3.40 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.10 

0.09 

0.003 

0.10 

0.12 






Surwal 

Command 

Older Alluvium 

0.143 

3.40 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.02 

0.000 

0.02 

0.02 


Bhuderda 

0810000601319600 

4.996 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.656 

2.20 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.78 

0.62 

0.31 

0.009 

0.38 

0.49 







Non-command 

Quartzite 

2.062 

2.20 

0.010 

0.04 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.16 

0.007 

0.30 

0.38 


Chakeri 

0810000601314600 

10.932 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.035 

3.14 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

1.22 

1.08 

0.31 

0.010 

0.18 

0.21 







Non-command 

Quartzite 

0.205 

3.14 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.01 







Non-command 

Limestone 

2.116 

3.14 

0.030 

0.04 

0.01 

0.00 

0.00 

0.00 

0.23 

0.20 

0.17 

0.007 

0.13 

0.14 






Surwal 

Command 

Older Alluvium 

0.963 

3.14 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.38 

0.34 

0.09 

0.003 

0.06 

0.07 


Chharoda 

0810000601318100 

2.545 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.384 

4.16 

0.120 

0.19 

0.03 

0.00 

0.00 

0.00 

1.35 

1.10 

0.75 

0.008 

0.66 

0.81 







Non-command 

Quartzite 

0.154 

4.16 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.001 

0.04 

0.05 


Dhanoli 

0810000601317900 

5.494 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.962 

4.66 

0.120 

0.11 

0.02 

0.00 

0.00 

0.00 

1.19 

0.96 

0.43 

0.007 

0.25 

0.31 







Non-command 

Phyllite & Schist 

0.574 

4.66 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.10 

0.002 

0.07 

0.09 






Surwal 

Command 

Older Alluvium 

1.942 

4.66 

0.120 

0.11 

0.02 

0.00 

0.00 

0.00 

1.17 

0.95 

0.43 

0.007 

0.25 

0.31 







Command 

Phyllite & Schist 

1.011 

4.66 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.15 

0.12 

0.16 

0.003 

0.13 

0.16 


Dondri 

0810000601319000 

3.004 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.641 

3.61 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.32 

0.25 

0.15 

0.002 

0.15 

0.19 







Non-command 

Quartzite 

2.268 

3.61 

0.010 

0.09 

0.00 

0.00 

0.00 

0.00 

0.17 

0.14 

0.36 

0.008 

0.54 

0.69 


Dubbi Khurd 

0810000601314300 

3.783 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.371 

3.69 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.67 

0.58 

0.28 

0.005 

0.25 

0.28 







Non-command 

Limestone 

0.001 

3.69 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Surwal 

Command 

Older Alluvium 

0.589 

3.69 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.29 

0.25 

0.11 

0.002 

0.11 

0.12 


Dubra Kalan 

0810000601314400 

5.133 

Fresh 

Surwal 

Command 

Older Alluvium 

0.229 

4.04 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.10 

0.04 

0.001 

0.03 

0.04 


Endwa 

0810000601313600 

2.209 

Fresh 

Non-command 

Non-command 

Limestone 

0.726 

1.80 

0.030 

0.10 

0.01 

0.00 

0.00 

0.00 

0.13 

0.12 

0.40 

0.002 

0.21 

0.22 


Gongor 

0810000601314900 

4.738 

Fresh 

Surwal 

Command 

Older Alluvium 

1.978 

4.66 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

1.15 

0.94 

0.21 

0.007 

0.29 

0.36 







Command 

Phyllite & Schist 

0.673 

4.66 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.05 

0.002 

0.10 

0.12 


Gothra 

0810000601317600 

4.537 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.894 

4.04 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.10 

0.11 

0.003 

0.14 

0.18 






Surwal 

Command 

Phyllite & Schist 

0.051 

4.04 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.000 

0.01 

0.01 


Himmatpura 

0810000601319700 

0.977 

Fresh 

Non-command 

Non-command 

Quartzite 

0.962 

1.78 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.12 

0.003 

0.71 

0.90 


Hingoni 

0810000601313500 

5.906 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.011 

1.96 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

1.292 

1.96 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.09 

0.004 

0.14 

0.15 







Non-command 

Limestone 

3.399 

1.96 

0.030 

0.07 

0.01 

0.00 

0.00 

0.00 

0.26 

0.25 

0.27 

0.011 

0.37 

0.39 


Jamool Khera 

0810000601318800 

2.323 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.239 

3.19 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.09 

0.001 

0.07 

0.09 







Non-command 

Quartzite 

2.078 

3.19 

0.010 

0.12 

0.02 

0.00 

0.00 

0.00 

0.17 

0.13 

0.47 

0.007 

0.63 

0.78 


Jeenapur 

0810000601320400 

6.532 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.604 

0.22 

0.120 

0.02 

0.00 

0.00 

0.00 

0.05 

-0.02 

-0.02 

0.09 

0.002 

0.07 

0.08 







Non-command 

Quartzite 

0.004 

0.22 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kacheeda Kalan 

0810000701329600 

11.378 

Fresh 

Non-command 

Non-command 

Quartzite 

0.474 

1.59 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.03 

0.03 


Kanseer 

0810000601314200 

4.016 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.313 

4.19 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.72 

0.60 

0.29 

0.004 

0.23 

0.27 






Surwal 

Command 

Older Alluvium 

1.019 

4.19 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.56 

0.47 

0.23 

0.003 

0.18 

0.21 


Karmoda 

0810000601319400 

1.964 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.382 

3.91 

0.120 

0.14 

0.01 

0.00 

0.00 

0.00 

0.78 

0.61 

0.55 

0.005 

0.51 

0.64 







Non-command 

Phyllite & Schist 

0.560 

3.91 

0.025 

0.04 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.18 

0.002 

0.21 

0.26 


Khandoj 

0810000601318400 

4.390 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.064 

1.31 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 







Non-command 

Quartzite 

1.732 

1.31 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.05 

0.16 

0.006 

0.27 

0.30 


Khatupura 

0810000601319300 

2.555 

Fresh 

Non-command 

Non-command 

Quartzite 

2.524 

1.91 

0.010 

0.08 

0.00 

0.00 

0.00 

0.00 

0.13 

0.10 

0.31 

0.009 

0.71 

0.91 


Khawa 

0810000601318700 

7.409 

Fresh 

Non-command 

Non-command 

Quartzite 

5.869 

2.00 

0.010 

0.11 

0.02 

0.00 

0.00 

0.00 

0.21 

0.18 

0.43 

0.020 

0.55 

0.65 


Khilchipur 

0810000601318900 

9.198 

Fresh 

Non-command 

Non-command 

Quartzite 

9.124 

2.61 

0.010 

0.40 

0.02 

0.00 

0.00 

0.00 

0.62 

0.49 

1.55 

0.031 

0.71 

0.89 


Kundera 

0810000601314100 

5.426 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.126 

2.66 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.05 

0.000 

0.02 

0.02 







Non-command 

Quartzite 

3.368 

2.66 

0.010 

0.23 

0.03 

0.00 

0.00 

0.00 

0.29 

0.26 

0.89 

0.011 

0.41 

0.46 







Non-command 

Limestone 

1.881 

2.66 

0.030 

0.15 

0.02 

0.00 

0.00 

0.00 

0.28 

0.25 

0.60 

0.006 

0.23 

0.25 


Kutalpura Jatan (Rural) 

0810000601319500 

1.188 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.179 

2.42 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.37 

0.29 

0.12 

0.004 

0.72 

0.91 


Kutalpura Maliyan 

0810000601318600 

0.918 

Fresh 

Non-command 

Non-command 

Quartzite 

0.915 

1.84 

0.010 

0.11 

0.02 

0.00 

0.00 

0.00 

0.11 

0.09 

0.44 

0.003 

0.70 

0.86 


Lakkarda 

0810000701329700 

4.088 

Fresh 

Non-command 

Non-command 

Quartzite 

0.103 

1.28 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Lodhipura 

0810000601319100 

4.133 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.151 

3.01 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.81 

0.64 

0.12 

0.007 

0.38 

0.48 







Non-command 

Phyllite & Schist 

0.163 

3.01 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.03 

0.04 







Non-command 

Quartzite 

1.502 

3.01 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.06 

0.005 

0.26 

0.33 


Madhosinghpura 

0810000601319800 

4.791 

Fresh 

Non-command 

Non-command 

Quartzite 

1.057 

1.50 

0.010 

0.08 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.32 

0.004 

0.16 

0.20 


Mahu 

0810000601317700 

5.575 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.032 

4.00 

0.025 

0.06 

0.00 

0.00 

0.00 

0.00 

0.26 

0.21 

0.23 

0.007 

0.26 

0.33 






Surwal 

Command 

Phyllite & Schist 

0.010 

4.00 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Makholi 

0810000601314500 

2.347 

Fresh 

Surwal 

Command 

Older Alluvium 

1.518 

4.42 

0.120 

0.15 

0.02 

0.00 

0.00 

0.00 

0.94 

0.77 

0.59 

0.005 

0.45 

0.54 


Mathurapura 

0810000601317500 

4.648 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.526 

3.53 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.25 

0.20 

0.12 

0.002 

0.08 

0.10 







Non-command 

Phyllite & Schist 

2.685 

3.53 

0.025 

0.11 

0.01 

0.00 

0.00 

0.00 

0.34 

0.27 

0.45 

0.009 

0.42 

0.53 


Menpura 

0810000601315000 

5.160 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.200 

4.65 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.18 

0.15 

0.18 

0.004 

0.16 

0.20 






Surwal 

Command 

Phyllite & Schist 

2.001 

4.65 

0.025 

0.08 

0.01 

0.00 

0.00 

0.00 

0.30 

0.24 

0.30 

0.007 

0.27 

0.34 


Needarda 

0810000601315400 

3.987 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.150 

3.75 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.03 

0.03 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Vijaipura 

0810000601321100 

0.24 

0.20 

- 

0.20 

- 

0.20 

0.05 

0.61 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.209 

0.021 

0.188 

0.087 

46.24 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Alanpur (Rural) 

0810000601320100 

0.24 

0.06 

290.48 

0.08 

0.01 

0.09 

0.04 

0.43 

- 

0.0400 

- 

- 

0.005 

0.045 

0.045 

0.134 

0.007 

0.127 

1.063 

834.54 

Over Exploited 

Badolas 

0810000601313200 

0.09 

0.00 

16,769.86 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Barh Peelwa 

0810000301293800 

0.08 

0.00 

1,025.02 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.016 

900.49 

Over Exploited 

Bhadlao 

0810000601313900 

0.24 

0.27 

349.54 

0.33 

0.01 

0.34 

0.03 

0.38 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.375 

0.019 

0.357 

0.395 

110.74 

Over Exploited 



0.08 

0.02 

307.97 

0.02 

- 

0.02 

0.01 

0.16 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.030 

0.001 

0.028 

0.118 

419.25 

Over Exploited 



0.09 

0.01 

1,041.56 

0.01 

- 

0.01 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.021 

0.001 

0.020 

0.094 

479.35 

Over Exploited 



0.24 

0.00 

10,994.23 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.022 

2,812.71 

Over Exploited 

Bhuderda 

0810000601319600 

0.24 

0.24 

151.66 

0.29 

- 

0.29 

0.03 

0.42 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.304 

0.015 

0.288 

0.321 

111.31 

Over Exploited 



0.08 

0.05 

36.83 

0.06 

- 

0.06 

0.03 

0.32 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.069 

0.003 

0.066 

0.163 

248.53 

Over Exploited 

Chakeri 

0810000601314600 

0.24 

0.13 

705.31 

0.16 

0.01 

0.17 

0.02 

0.20 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.201 

0.010 

0.191 

0.317 

165.78 

Over Exploited 



0.08 

0.00 

2,725.72 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.013 

5,424.70 

Over Exploited 



0.09 

0.02 

734.69 

0.03 

0.01 

0.04 

0.01 

0.14 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.059 

0.003 

0.056 

0.173 

306.69 

Over Exploited 



0.24 

0.01 

2,424.59 

0.02 

- 

0.02 

0.01 

0.06 

- 

0.0100 

0.0007 

0.0008 

- 

0.012 

0.012 

0.028 

0.001 

0.026 

0.092 

350.15 

Over Exploited 

Chharoda 

0810000601318100 

0.24 

0.38 

190.08 

0.45 

0.03 

0.48 

0.06 

0.72 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.565 

0.028 

0.536 

0.762 

142.08 

Over Exploited 



0.08 

0.00 

2,412.39 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.033 

5,388.88 

Over Exploited 

Dhanoli 

0810000601317900 

0.24 

0.12 

703.72 

0.14 

0.02 

0.16 

0.02 

0.28 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.215 

0.011 

0.204 

0.437 

214.25 

Over Exploited 



0.10 

0.00 

1,548.36 

0.01 

- 

0.01 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.014 

0.098 

682.92 

Over Exploited 



0.24 

0.12 

712.81 

0.14 

0.02 

0.16 

0.02 

0.27 

- 

0.0500 

0.0011 

0.0017 

0.001 

0.054 

0.054 

0.214 

0.011 

0.204 

0.437 

214.47 

Over Exploited 



0.10 

0.01 

804.90 

0.02 

0.01 

0.03 

0.01 

0.14 

- 

0.0200 

0.0005 

0.0009 

- 

0.021 

0.021 

0.047 

0.002 

0.045 

0.164 

366.51 

Over Exploited 

Dondri 

0810000601319000 

0.24 

0.02 

963.52 

0.03 

- 

0.03 

0.01 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.038 

0.002 

0.036 

0.151 

414.62 

Over Exploited 



0.08 

0.10 

37.91 

0.12 

- 

0.12 

0.05 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.128 

0.006 

0.122 

0.363 

297.46 

Over Exploited 

Dubbi Khurd 

0810000601314300 

0.24 

0.08 

612.11 

0.10 

0.01 

0.11 

0.02 

0.27 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.137 

0.007 

0.130 

0.288 

220.84 

Over Exploited 



0.09 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.24 

0.01 

1,581.96 

0.02 

- 

0.02 

0.01 

0.12 

- 

0.0100 

0.0004 

0.0005 

- 

0.011 

0.011 

0.029 

0.001 

0.027 

0.112 

409.00 

Over Exploited 

Dubra Kalan 

0810000601314400 

0.24 

0.00 

5,931.48 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

0.0002 

0.0002 

0.002 

0.003 

0.003 

0.006 

0.000 

0.006 

0.042 

681.40 

Over Exploited 

Endwa 

0810000601313600 

0.09 

0.01 

800.52 

0.02 

0.01 

0.03 

0.02 

0.23 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.066 

0.003 

0.063 

0.400 

634.92 

Over Exploited 

Gongor 

0810000601314900 

0.24 

0.14 

577.08 

0.17 

0.01 

0.18 

0.03 

0.32 

- 

0.0200 

0.0011 

0.0017 

- 

0.023 

0.023 

0.199 

0.010 

0.189 

0.216 

114.08 

Over Exploited 



0.10 

0.01 

982.21 

0.01 

- 

0.01 

0.01 

0.11 

- 

0.0100 

0.0004 

0.0006 

- 

0.011 

0.011 

0.019 

0.001 

0.018 

0.055 

305.95 

Over Exploited 

Gothra 

0810000601317600 

0.10 

0.01 

650.00 

0.02 

- 

0.02 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.025 

0.001 

0.024 

0.111 

463.73 

Over Exploited 



0.10 

0.00 

9,837.82 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

15,249.53 

Over Exploited 

Himmatpura 

0810000601319700 

0.08 

0.05 

(32.22) 

0.04 

- 

0.04 

0.06 

0.78 

- 

- 

- 

- 

- 

- 

- 

0.044 

0.002 

0.042 

0.118 

284.24 

Over Exploited 

Hingoni 

0810000601313500 

0.24 

0.00 

79,516.96 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.01 

195.34 

0.02 

- 

0.02 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.027 

0.001 

0.026 

0.098 

376.90 

Over Exploited 



0.09 

0.11 

117.49 

0.14 

0.01 

0.15 

0.03 

0.40 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.176 

0.009 

0.167 

0.284 

170.19 

Over Exploited 

Jamool Khera 

0810000601318800 

0.24 

0.00 

2,052.79 

0.01 

- 

0.01 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.014 

0.090 

628.83 

Over Exploited 



0.08 

0.11 

27.46 

0.13 

0.02 

0.15 

0.06 

0.69 

- 

0.0500 

- 

- 

0.000 

0.050 

0.050 

0.197 

0.010 

0.187 

0.473 

253.02 

Over Exploited 

Jeenapur 

0810000601320400 

0.24 

0.01 

(255.03) 

0.01 

0.05 

0.06 

0.01 

0.07 

- 

- 

- 

- 

0.082 

0.082 

0.082 

0.145 

0.007 

0.138 

0.093 

67.59 

Safe 



0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kacheeda Kalan 

0810000701329600 

0.06 

0.00 

1,790.17 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.012 

1,375.53 

Over Exploited 

Kanseer 

0810000601314200 

0.24 

0.07 

739.56 

0.09 

0.01 

0.10 

0.02 

0.25 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.126 

0.006 

0.120 

0.292 

244.63 

Over Exploited 



0.24 

0.04 

988.17 

0.05 

0.01 

0.06 

0.02 

0.19 

- 

0.0300 

0.0006 

0.0009 

- 

0.031 

0.031 

0.093 

0.005 

0.088 

0.229 

259.33 

Over Exploited 

Karmoda 

0810000601319400 

0.24 

0.17 

265.43 

0.20 

0.01 

0.21 

0.05 

0.55 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.232 

0.012 

0.220 

0.552 

250.57 

Over Exploited 



0.10 

0.01 

550.27 

0.01 

- 

0.01 

0.02 

0.22 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.024 

0.001 

0.023 

0.177 

782.84 

Over Exploited 

Khandoj 

0810000601318400 

0.24 

0.00 

5,726.33 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

5,802.26 

Over Exploited 



0.08 

0.04 

25.52 

0.04 

0.01 

0.05 

0.03 

0.29 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.075 

0.004 

0.071 

0.169 

238.11 

Over Exploited 

Khatupura 

0810000601319300 

0.08 

0.14 

(29.87) 

0.12 

- 

0.12 

0.06 

0.78 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.125 

0.006 

0.119 

0.322 

270.28 

Over Exploited 

Khawa 

0810000601318700 

0.08 

0.26 

(31.72) 

0.21 

0.02 

0.23 

0.05 

0.60 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.276 

0.014 

0.262 

0.447 

170.28 

Over Exploited 

Khilchipur 

0810000601318900 

0.08 

0.52 

(5.22) 

0.49 

0.02 

0.51 

0.06 

0.78 

- 

0.1700 

- 

- 

- 

0.170 

0.170 

0.682 

0.034 

0.648 

1.578 

243.56 

Over Exploited 

Kundera 

0810000601314100 

0.24 

0.00 

9,679.72 

0.00 

- 

0.00 

0.00 

0.02 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.050 

502.66 

Over Exploited 



0.08 

0.11 

136.04 

0.13 

0.03 

0.16 

0.04 

0.45 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.264 

0.013 

0.251 

0.903 

360.39 

Over Exploited 



0.09 

0.04 

550.22 

0.05 

0.02 

0.07 

0.02 

0.25 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.137 

0.007 

0.130 

0.601 

462.09 

Over Exploited 

Kutalpura Jatan (Rural) 

0810000601319500 

0.24 

0.20 

44.29 

0.24 

- 

0.24 

0.06 

0.78 

- 

- 

- 

- 

- 

- 

- 

0.243 

0.012 

0.231 

0.124 

53.63 

Safe 

Kutalpura Maliyan 

0810000601318600 

0.08 

0.05 

70.40 

0.06 

0.02 

0.08 

0.06 

0.77 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.132 

0.007 

0.125 

0.442 

352.99 

Over Exploited 

Lakkarda 

0810000701329700 

0.06 

0.00 

2,337.68 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Lodhipura 

0810000601319100 

0.24 

0.19 

227.73 

0.23 

- 

0.23 

0.03 

0.41 

- 

- 

- 

- 

- 

- 

- 

0.233 

0.012 

0.221 

0.127 

57.59 

Safe 



0.10 

0.00 

1,981.67 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

- 

Safe 



0.08 

0.03 

63.24 

0.04 

- 

0.04 

0.02 

0.29 

- 

- 

- 

- 

- 

- 

- 

0.038 

0.002 

0.036 

0.063 

175.71 

Over Exploited 

Madhosinghpura 

0810000601319800 

0.08 

0.01 

461.91 

0.02 

- 

0.02 

0.01 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.026 

0.001 

0.025 

0.322 

1,294.69 

Over Exploited 

Mahu 

0810000601317700 

0.10 

0.05 

294.15 

0.06 

- 

0.06 

0.02 

0.28 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.094 

0.005 

0.089 

0.240 

269.75 

Over Exploited 



0.10 

0.00 

58,418.42 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Makholi 

0810000601314500 

0.24 

0.16 

372.11 

0.20 

0.02 

0.22 

0.04 

0.49 

- 

0.0700 

0.0008 

0.0013 

- 

0.072 

0.072 

0.289 

0.014 

0.274 

0.591 

215.43 

Over Exploited 

Mathurapura 

0810000601317500 

0.24 

0.01 

1,831.86 

0.01 

- 

0.01 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.012 

0.120 

1,019.46 

Over Exploited 



0.10 

0.11 

137.16 

0.13 

0.01 

0.14 

0.04 

0.45 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.164 

0.008 

0.156 

0.455 

291.66 

Over Exploited 

Menpura 

0810000601315000 

0.10 

0.02 

640.75 

0.02 

0.01 

0.03 

0.02 

0.18 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.054 

0.003 

0.051 

0.187 

367.77 

Over Exploited 



0.10 

0.05 

349.14 

0.07 

0.01 

0.08 

0.03 

0.30 

- 

0.0300 

0.0011 

0.0017 

- 

0.033 

0.033 

0.108 

0.005 

0.103 

0.307 

298.34 

Over Exploited 

Needarda 

0810000601315400 

0.10 

0.00 

2,564.27 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.004 

0.000 

0.003 

0.015 

421.29 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Ninoni 

081000060131310C 

2.906 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.143 

2.59 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.39 

0.35 

0.14 

0.004 

0.26 

0.28 







Non-command 

Limestone 

0.080 

2.59 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.02 

0.02 


Niwadi 

081000060131370C 

10.954 

Fresh 

Non-command 

Non-command 

Quartzite 

0.885 

1.61 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.003 

0.05 

0.05 


Olwara 

081000060131340C 

8.949 

Fresh 

Non-command 

Non-command 

Quartzite 

1.076 

1.64 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.07 

0.004 

0.08 

0.08 







Non-command 

Limestone 

4.119 

1.64 

0.030 

0.08 

0.01 

0.00 

0.00 

0.00 

0.27 

0.27 

0.32 

0.014 

0.29 

0.30 


Pacheeplya 

081000060131730C 

2.878 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.531 

2.67 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

0.59 

0.46 

0.43 

0.005 

0.38 

0.49 







Non-command 

Phyllite & Schist 

0.247 

2.67 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.06 

0.001 

0.06 

0.08 


Padra Nizamat 

081000070132910C 

6.614 

Fresh 

Non-command 

Non-command 

Quartzite 

0.022 

1.78 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Parli 

081000060131400C 

13.940 

Fresh 

Non-command 

Non-command 

Quartzite 

7.995 

2.06 

0.010 

0.09 

0.01 

0.00 

0.00 

0.00 

0.24 

0.23 

0.31 

0.027 

0.38 

0.41 







Non-command 

Limestone 

0.046 

2.06 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Phooleri 

081000070132920C 

11.440 

Fresh 

Non-command 

Non-command 

Quartzite 

0.017 

1.89 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Phoosoda 

081000060131800C 

5.948 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.433 

4.33 

0.120 

0.17 

0.02 

0.00 

0.00 

0.00 

2.45 

1.96 

0.66 

0.015 

0.53 

0.67 







Non-command 

Quartzite 

1.225 

4.33 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.11 

0.004 

0.15 

0.18 


Qila Ranthambor 

081000060131990C 

137.499 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.457 

1.38 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.21 

0.00 

0.005 

0.01 

0.01 







Non-command 

Quartzite 

4.529 

1.38 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.00 

0.015 

0.02 

0.03 


Rahitha Kalan 

081000060131300C 

6.095 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.231 

2.27 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.02 

0.001 

0.02 

0.03 







Non-command 

Quartzite 

3.033 

2.27 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.09 

0.14 

0.010 

0.32 

0.35 







Non-command 

Limestone 

2.321 

2.27 

0.030 

0.04 

0.00 

0.00 

0.00 

0.00 

0.20 

0.19 

0.13 

0.008 

0.25 

0.27 


Ramsinghpura 

081000060131920C 

2.111 

Fresh 

Non-command 

Non-command 

Quartzite 

1.682 

1.75 

0.010 

0.08 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.33 

0.006 

0.57 

0.73 


Ranwal 

081000060131820C 

8.245 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.798 

3.51 

0.120 

0.18 

0.03 

0.00 

0.00 

0.00 

1.75 

1.47 

0.72 

0.013 

0.32 

0.38 







Non-command 

Quartzite 

4.394 

3.51 

0.010 

0.14 

0.02 

0.00 

0.00 

0.00 

0.27 

0.23 

0.53 

0.015 

0.37 

0.44 






Surwal 

Command 

Older Alluvium 

0.018 

3.51 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Sawai Madhopur (M+OG) 

081000064100300C 

25.214 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.986 

1.47 

0.120 

1.00 

0.00 

0.00 

0.00 

0.00 

2.41 

1.89 

0.02 

3.015 

0.23 

0.29 







Non-command 

Quartzite 

6.850 

1.47 

0.010 

0.86 

0.00 

0.00 

0.00 

0.00 

0.96 

0.76 

0.01 

2.586 

0.20 

0.25 


Sawai Madhopur (Rural) 

081000060132000C 

1.173 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.092 

1.40 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.37 

0.000 

0.06 

0.07 







Non-command 

Quartzite 

0.323 

1.40 

0.010 

0.21 

0.01 

0.00 

0.00 

0.00 

0.20 

0.16 

0.85 

0.001 

0.20 

0.25 


Sherpur 

081000060131850C 

1.927 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.676 

1.50 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.20 

0.17 

0.35 

0.002 

0.25 

0.30 







Non-command 

Quartzite 

1.210 

1.50 

0.010 

0.10 

0.02 

0.00 

0.00 

0.00 

0.10 

0.08 

0.41 

0.004 

0.44 

0.54 


Shyamota 

081000060131530C 

2.997 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.613 

4.19 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.09 

0.002 

0.14 

0.18 


Shyampura 

081000060131380C 

33.155 

Fresh 

Non-command 

Non-command 

Quartzite 

12.483 

1.99 

0.010 

0.26 

0.04 

0.00 

0.00 

0.00 

0.47 

0.45 

0.98 

0.042 

0.24 

0.25 







Non-command 

Limestone 

2.457 

1.99 

0.030 

0.06 

0.01 

0.00 

0.00 

0.00 

0.20 

0.19 

0.23 

0.008 

0.05 

0.05 


Sinoli 

081000060131580C 

7.731 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.106 

3.57 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 


Soorwal 

081000060131780C 

15.804 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.257 

4.43 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.72 

0.57 

0.25 

0.004 

0.06 

0.07 







Non-command 

Phyllite & Schist 

7.893 

4.43 

0.025 

0.31 

0.04 

0.00 

0.00 

0.00 

1.14 

0.91 

1.20 

0.027 

0.36 

0.45 






Surwal 

Command 

Phyllite & Schist 

6.114 

4.43 

0.025 

0.24 

0.03 

0.00 

0.00 

0.00 

0.89 

0.71 

0.92 

0.021 

0.28 

0.35 


Sunari 

081000060131590C 

9.474 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.737 

3.60 

0.025 

0.05 

0.00 

0.00 

0.00 

0.00 

0.30 

0.24 

0.19 

0.009 

0.20 

0.26 


Uliyana 

081000060131830C 

6.329 

Fresh 

Non-command 

Non-command 

Quartzite 

4.980 

1.92 

0.010 

0.11 

0.02 

0.00 

0.00 

0.00 

0.19 

0.17 

0.44 

0.017 

0.53 

0.59 

07001016 

Anando Ka Khera 

082400110293930C 

1.267 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.267 

5.79 

0.020 

0.01 

0.00 

0.00 

0.00 

0.09 

0.07 

0.06 

0.05 

0.003 

0.64 

0.76 


Anwasa 

082400110293840C 

2.028 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.723 

6.31 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.08 

0.002 

0.25 

0.27 


Berisal 

082400120294850C 

1.759 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.657 

4.38 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.08 

0.002 

0.26 

0.31 


Bhopalgarh 

082400110294120C 

2.952 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.314 

5.09 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.11 

0.01 

0.004 

0.29 

0.34 







Non-command 

Bhander Sandstone 

0.979 

5.09 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.01 

0.003 

0.21 

0.25 


Bijoliyan Khurd 

082400120294630C 

15.965 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.216 

4.32 

0.020 

0.06 

0.01 

0.00 

0.00 

0.01 

0.49 

0.41 

0.23 

0.014 

0.22 

0.26 


Bilona Bari 

082400120294770C 

1.331 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.119 

4.35 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.06 

0.10 


Brindawan 

082400120294700C 

1.047 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.033 

6.30 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.11 

0.02 

0.003 

0.67 

0.83 


Chhatri Khera 

082400120294690C 

0.452 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.452 

6.30 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.02 

0.001 

0.68 

0.82 


Daulji Ka Khera 

082400110294150C 

7.941 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.353 

6.15 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.01 

0.001 

0.03 

0.03 







Non-command 

Limestone 

1.267 

6.15 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.15 

0.05 

0.003 

0.11 

0.12 


Dhorela 

082400110294110C 

4.100 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.914 

5.19 

0.020 

0.04 

0.01 

0.00 

0.00 

0.01 

0.22 

0.18 

0.16 

0.005 

0.29 

0.35 


Fatehpura 

082400110294130C 

0.700 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.675 

5.37 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.01 

0.002 

0.64 

0.76 


Gariyan 

082400110294140C 

6.202 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.176 

5.76 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.49 

0.42 

0.03 

0.012 

0.44 

0.52 







Non-command 

Limestone 

0.442 

5.76 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.00 

0.001 

0.05 

0.06 







Non-command 

Bhander Sandstone 

0.957 

5.76 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.01 

0.003 

0.10 

0.12 


Golam Garh 

082400120294750C 

5.315 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.026 

6.65 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

0.66 

0.47 

0.00 

0.014 

0.65 

0.92 


Gopalniwas 

082400120294830C 

2.297 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.000 

4.86 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Hameeriya 

082400110294080C 

4.400 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.543 

4.77 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.01 

0.001 

0.08 

0.09 


Jalam Ki Jhonpariyan 

082400110294000C 

9.381 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.379 

5.63 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.001 

0.02 

0.03 






Jetpura 

Command 

Phyllite & Schist 

0.003 

5.63 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jaleri 

082400120294760C 

4.717 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.750 

5.36 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.12 

0.01 

0.005 

0.26 

0.40 


Jetpura 

082400110293940C 

2.140 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.984 

5.84 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.20 

0.01 

0.005 

0.59 

0.70 


Jujarpur 

082400110294100C 

1.867 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.396 

5.39 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.18 

0.15 

0.11 

0.004 

0.46 

0.56 


Kaner 

082400120294710C 

0.872 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.872 

6.76 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.09 

0.00 

0.002 

0.68 

0.88 


Karlao 

082400120294720C 

0.418 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.418 

6.41 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.04 

0.001 

0.68 

0.87 


Kasya Sani 

082400120294660C 

1.265 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.244 

6.29 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.13 

0.00 

0.003 

0.66 

0.79 


Kharipur 

082400120294740C 

4.764 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.304 

5.56 

0.020 

0.07 

0.01 

0.00 

0.00 

0.01 

0.53 

0.40 

0.27 

0.012 

0.62 

0.83 


Khokhra 

082400110294160C 

3.850 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.006 

6.28 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Lalpura 

082400120294680C 

0.452 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.452 

6.81 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.00 

0.001 

0.68 

0.85 


Mandalgarh 

082400114240700C 

57.997 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.113 

5.91 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.57 

0.52 

0.27 

0.076 

0.05 

0.05 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Ninoni 

0810000601313100 

0.24 

0.07 

400.05 

0.08 

0.01 

0.09 

0.02 

0.28 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.114 

0.006 

0.109 

0.148 

135.97 

Over Exploited 



0.09 

0.00 

4,278.86 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

4,899.81 

Over Exploited 

Niwadi 

0810000601313700 

0.08 

0.00 

582.70 

0.00 

- 

0.00 

0.00 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.014 

0.050 

367.35 

Over Exploited 

Olwara 

0810000601313400 

0.08 

0.01 

463.93 

0.01 

- 

0.01 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.075 

440.07 

Over Exploited 



0.09 

0.11 

147.94 

0.13 

0.01 

0.14 

0.03 

0.32 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.179 

0.009 

0.170 

0.333 

195.31 

Over Exploited 

Pacheeplya 

0810000601317300 

0.24 

0.14 

228.73 

0.17 

0.01 

0.18 

0.03 

0.42 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.199 

0.010 

0.189 

0.432 

228.17 

Over Exploited 



0.10 

0.00 

1,262.82 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.056 

3,208.94 

Over Exploited 

Padra Nizamat 

0810000701329100 

0.06 

0.00 

28,395.76 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Parli 

0810000601314000 

0.08 

0.24 

(7.19) 

0.23 

0.01 

0.24 

0.04 

0.42 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.267 

0.013 

0.253 

0.338 

133.45 

Over Exploited 



0.09 

0.00 

28,728.22 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Phooleri 

0810000701329200 

0.06 

0.00 

59,480.29 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Phoosoda 

0810000601318000 

0.24 

0.57 

246.21 

0.68 

0.02 

0.70 

0.05 

0.58 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.769 

0.038 

0.731 

0.670 

91.68 

Critical 



0.08 

0.01 

360.83 

0.02 

- 

0.02 

0.01 

0.16 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.027 

0.001 

0.026 

0.117 

451.81 

Over Exploited 

Qila Ranthambor 

0810000601319900 

0.24 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.005 

172.55 

Over Exploited 



0.08 

0.01 

662.85 

0.01 

- 

0.01 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.000 

0.009 

0.015 

163.50 

Over Exploited 

Rahitha Kalan 

0810000601313000 

0.24 

0.00 

4,870.35 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.020 

1,262.74 

Over Exploited 



0.08 

0.08 

17.38 

0.09 

0.01 

0.10 

0.03 

0.35 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.122 

0.006 

0.116 

0.150 

129.21 

Over Exploited 



0.09 

0.05 

257.00 

0.06 

- 

0.06 

0.02 

0.27 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.072 

0.004 

0.069 

0.140 

203.73 

Over Exploited 

Ramsinghpura 

0810000601319200 

0.08 

0.08 

11.80 

0.09 

- 

0.09 

0.05 

0.63 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.096 

0.005 

0.092 

0.334 

364.36 

Over Exploited 

Ranwal 

0810000601318200 

0.24 

0.29 

401.95 

0.35 

0.03 

0.38 

0.03 

0.35 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.460 

0.023 

0.437 

0.728 

166.41 

Over Exploited 



0.08 

0.13 

76.28 

0.16 

0.02 

0.18 

0.03 

0.41 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.236 

0.012 

0.225 

0.548 

243.98 

Over Exploited 



0.24 

0.00 

97,619.47 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sawai Madhopur (M+OG) 

0810000641003000 

0.24 

0.44 

332.42 

0.53 

- 

0.53 

0.02 

0.25 

- 

- 

- 

- 

- 

- 

- 

0.526 

0.026 

0.500 

3.034 

607.40 

Over Exploited 



0.08 

0.11 

153,464.03 

0.13 

- 

0.13 

0.02 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.127 

0.006 

0.121 

2.592 

2,146.68 

Over Exploited 

Sawai Madhopur (Rural) 

0810000601320000 

0.24 

0.00 

6,581.96 

0.00 

- 

0.00 

0.01 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.011 

0.372 

3,409.60 

Over Exploited 



0.08 

0.01 

3,051.43 

0.01 

0.01 

0.02 

0.02 

0.22 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.046 

0.002 

0.044 

0.852 

1,943.86 

Over Exploited 

Sherpur 

0810000601318500 

0.24 

0.04 

311.27 

0.05 

0.01 

0.06 

0.02 

0.27 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.098 

0.005 

0.093 

0.352 

377.28 

Over Exploited 



0.08 

0.04 

87.56 

0.05 

0.02 

0.07 

0.04 

0.48 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.122 

0.006 

0.115 

0.416 

360.47 

Over Exploited 

Shyamota 

0810000601315300 

0.10 

0.01 

678.84 

0.01 

- 

0.01 

0.01 

0.16 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.021 

0.001 

0.019 

0.091 

467.44 

Over Exploited 

Shyampura 

0810000601313800 

0.08 

0.24 

85.18 

0.29 

0.04 

0.33 

0.02 

0.27 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

0.443 

0.022 

0.421 

1.024 

243.12 

Over Exploited 



0.09 

0.01 

1,684.12 

0.01 

0.01 

0.02 

0.00 

0.05 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.053 

0.003 

0.050 

0.236 

471.21 

Over Exploited 

Sinoli 

0810000601315800 

0.10 

0.00 

7,454.26 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

6,333.54 

Over Exploited 

Soorwal 

0810000601317800 

0.24 

0.02 

3,241.43 

0.02 

0.01 

0.03 

0.01 

0.06 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.061 

0.003 

0.058 

0.256 

445.50 

Over Exploited 



0.10 

0.28 

223.98 

0.34 

0.04 

0.38 

0.03 

0.39 

- 

0.1300 

- 

- 

- 

0.130 

0.130 

0.508 

0.025 

0.482 

1.222 

253.35 

Over Exploited 



0.10 

0.17 

318.72 

0.20 

0.03 

0.23 

0.03 

0.30 

- 

0.1000 

0.0033 

0.0053 

- 

0.109 

0.109 

0.341 

0.017 

0.324 

0.945 

291.40 

Over Exploited 

Sunari 

0810000601315900 

0.10 

0.06 

321.85 

0.07 

- 

0.07 

0.02 

0.22 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.087 

0.004 

0.083 

0.201 

242.72 

Over Exploited 

Uliyana 

0810000601318300 

0.08 

0.21 

(21.67) 

0.17 

0.02 

0.19 

0.05 

0.58 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.240 

0.012 

0.228 

0.453 

198.98 

Over Exploited 

Anando Ka Khera 

0824001102939300 

0.08 

0.06 

(11.46) 

0.06 

0.09 

0.15 

0.05 

0.70 

- 

0.0100 

- 

- 

0.137 

0.147 

0.147 

0.293 

0.015 

0.279 

0.053 

19.20 

Safe 

Anwasa 

0824001102938400 

0.08 

0.01 

57,923.20 

0.02 

- 

0.02 

0.02 

0.26 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.036 

0.002 

0.034 

0.084 

245.65 

Over Exploited 

Berisal 

0824001202948500 

0.08 

0.01 

372.06 

0.02 

0.00 

0.02 

0.03 

0.28 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.028 

0.001 

0.027 

0.079 

297.08 

Over Exploited 

Bhopalgarh 

0824001102941200 

0.08 

0.03 

288.97 

0.03 

- 

0.03 

0.03 

0.31 

- 

- 

- 

- 

- 

- 

- 

0.034 

0.002 

0.033 

0.018 

53.79 

Safe 



0.08 

0.02 

399.22 

0.02 

- 

0.02 

0.02 

0.23 

- 

- 

- 

- 

- 

- 

- 

0.020 

0.001 

0.019 

0.008 

40.49 

Safe 

Bijoliyan Khurd 

0824001202946300 

0.08 

0.09 

345.65 

0.11 

0.02 

0.13 

0.02 

0.24 

- 

0.0400 

- 

- 

0.015 

0.055 

0.055 

0.186 

0.009 

0.177 

0.248 

140.26 

Over Exploited 

Bilona Bari 

0824001202947700 

0.08 

0.00 

1,010.20 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.013 

1,966.63 

Over Exploited 

Brindawan 

0824001202947000 

0.08 

0.06 

105.27 

0.07 

- 

0.07 

0.06 

0.73 

- 

- 

- 

- 

- 

- 

- 

0.066 

0.003 

0.063 

0.022 

34.67 

Safe 

Chhatri Khera 

0824001202946900 

0.08 

0.02 

124.46 

0.03 

- 

0.03 

0.06 

0.74 

- 

- 

- 

- 

- 

- 

- 

0.029 

0.001 

0.028 

0.020 

72.62 

Semi Critical 

Daulji Ka Khera 

0824001102941500 

0.08 

0.00 

4,573.52 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.015 

1,590.45 

Over Exploited 



0.06 

0.01 

1,671.35 

0.01 

- 

0.01 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.020 

0.001 

0.019 

0.053 

281.76 

Over Exploited 

Dhorela 

0824001102941100 

0.08 

0.04 

320.90 

0.05 

0.02 

0.07 

0.03 

0.32 

- 

0.0300 

- 

- 

0.016 

0.046 

0.046 

0.118 

0.006 

0.112 

0.161 

143.44 

Over Exploited 

Fatehpura 

0824001102941300 

0.08 

0.03 

77.54 

0.04 

- 

0.04 

0.06 

0.69 

- 

- 

- 

- 

- 

- 

- 

0.041 

0.002 

0.039 

0.007 

17.52 

Safe 

Gariyan 

0824001102941400 

0.08 

0.14 

193.90 

0.17 

- 

0.17 

0.04 

0.48 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.180 

0.009 

0.171 

0.041 

23.73 

Safe 



0.06 

0.00 

3,368.28 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

86.20 

Semi Critical 



0.08 

0.01 

1,101.57 

0.01 

- 

0.01 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.009 

0.008 

86.24 

Semi Critical 

Golam Garh 

0824001202947500 

0.08 

0.26 

78.81 

0.31 

0.01 

0.33 

0.05 

0.71 

- 

- 

- 

- 

0.016 

0.016 

0.016 

0.341 

0.017 

0.324 

0.014 

4.28 

Safe 

Gopalniwas 

0824001202948300 

0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Hameeriya 

0824001102940800 

0.08 

0.00 

1,162.09 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.015 

394.46 

Over Exploited 

Jalam Ki Jhonpariyan 

0824001102940000 

0.08 

0.00 

4,925.62 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.008 

1,040.20 

Over Exploited 



0.08 

0.00 

578,473.58 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jaleri 

0824001202947600 

0.08 

0.04 

236.34 

0.04 

- 

0.04 

0.02 

0.28 

- 

- 

- 

- 

- 

- 

- 

0.043 

0.002 

0.041 

0.010 

23.81 

Safe 

Jetpura 

0824001102939400 

0.08 

0.09 

127.81 

0.11 

- 

0.11 

0.05 

0.64 

- 

- 

- 

- 

- 

- 

- 

0.107 

0.005 

0.102 

0.019 

19.15 

Safe 

Jujarpur 

0824001102941000 

0.08 

0.05 

202.22 

0.06 

- 

0.06 

0.04 

0.50 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.078 

0.004 

0.074 

0.115 

154.19 

Over Exploited 

Kaner 

0824001202947100 

0.08 

0.05 

91.36 

0.06 

0.00 

0.06 

0.06 

0.74 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.057 

0.003 

0.055 

0.002 

4.41 

Safe 

Karlao 

0824001202947200 

0.08 

0.02 

114.20 

0.03 

0.00 

0.03 

0.06 

0.74 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.040 

0.002 

0.038 

0.039 

103.08 

Over Exploited 

Kasya Sani 

0824001202946600 

0.08 

0.07 

99.10 

0.08 

- 

0.08 

0.05 

0.72 

- 

- 

- 

- 

- 

- 

- 

0.079 

0.004 

0.075 

0.003 

4.56 

Safe 

Kharipur 

0824001202947400 

0.08 

0.21 

86.94 

0.26 

0.02 

0.27 

0.06 

0.68 

- 

0.0500 

- 

- 

0.009 

0.059 

0.059 

0.331 

0.017 

0.315 

0.284 

90.20 

Critical 

Khokhra 

0824001102941600 

0.08 

0.00 

127,790.82 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Lalpura 

0824001202946800 

0.08 

0.02 

101.60 

0.03 

- 

0.03 

0.05 

0.74 

- 

- 

- 

- 

- 

- 

- 

0.030 

0.001 

0.028 

0.001 

4.44 

Safe 

Mandalgarh 

0824001142407000 

0.08 

0.02 

3,240.62 

0.02 

0.01 

0.03 

0.00 

0.05 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.079 

0.004 

0.075 

0.343 

460.13 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 







Non-command 

Limestone 

0.445 

5.91 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.03 

0.008 

0.01 

0.01 


Mangarh 

0824001202946400 

2.899 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.697 

4.78 

0.020 

0.02 

0.00 

0.00 

0.00 

0.02 

0.26 

0.22 

0.07 

0.007 

0.63 

0.74 


Mochariyon Ka Khera 

0824001102939500 

2.090 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.097 

6.19 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.03 

0.04 


Mohanpura 

0824001102939200 

7.390 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.064 

6.08 

0.020 

0.21 

0.03 

0.00 

0.00 

0.00 

0.80 

0.70 

0.84 

0.014 

0.46 

0.53 







Non-command 

Limestone 

2.260 

6.08 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.35 

0.31 

0.37 

0.006 

0.21 

0.23 


Nayanagar 

0824001202946700 

7.962 

Fresh 

Non-command 

Non-command 

Limestone 

0.042 

5.55 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Bhander Sandstone 

2.821 

5.55 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.34 

0.26 

0.09 

0.008 

0.25 

0.33 


Neem Ka Khera 

0824001102938500 

4.615 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.612 

6.28 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.49 

0.45 

0.13 

0.010 

0.54 

0.60 


Patiyal 

0824001202946500 

1.231 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.231 

5.75 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.12 

0.02 

0.003 

0.67 

0.81 


Phoolan 

0824001202946200 

2.444 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.159 

4.51 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.17 

0.01 

0.006 

0.59 

0.69 


Salawatiya 

0824001202948400 

3.650 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.579 

4.60 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.10 

0.002 

0.11 

0.14 


Saran Ka Khera 

0824001102939000 

4.279 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.649 

6.21 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.02 

0.002 

0.10 

0.12 


Shyampura 

0824001102940900 

14.664 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.041 

5.15 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Bhander Sandstone 

0.541 

5.15 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.02 

0.001 

0.02 

0.03 


Sukhpura 

0824001202947300 

3.257 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.257 

5.73 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.44 

0.35 

0.32 

0.009 

0.68 

0.86 


Swarooppura 

0824001102939100 

1.189 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.893 

6.25 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.13 

0.10 

0.002 

0.51 

0.57 


Teekhi 

0824001202946100 

2.276 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.414 

4.00 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.04 

0.004 

0.42 

0.49 


Tharoda 

0824001202946000 

8.833 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.853 

3.63 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.05 

0.002 

0.07 

0.08 

Sub Basin: Berach | 

07002017 

Aar 

0826000503157100 

3.789 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.377 

2.57 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.28 

0.16 

0.06 

0.007 

0.54 

0.93 


Alsigarh 

0826000503158500 

21.929 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.646 

2.37 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.42 

0.24 

0.05 

0.011 

0.16 

0.27 


Amberi 

0826000503146600 

5.512 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.186 

1.79 

0.030 

0.04 

0.01 

0.00 

0.00 

0.01 

0.25 

0.16 

0.14 

0.016 

0.40 

0.62 


Ambuja 

0826000503152100 

10.929 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.041 

2.29 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ayad (Rural) 

0826000503149000 

2.636 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.636 

1.33 

0.030 

0.06 

0.02 

0.00 

0.00 

0.00 

0.14 

0.09 

0.25 

0.005 

0.53 

0.84 


Bachhar 

0826000503156800 

2.935 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.227 

2.70 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.000 

0.05 

0.08 


Bada 

0826000503149600 

2.259 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.281 

1.14 

0.030 

0.07 

0.01 

0.00 

0.00 

0.00 

0.10 

0.07 

0.24 

0.005 

0.30 

0.46 


Badanga 

0826000503156300 

2.371 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.456 

4.45 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.13 

0.05 

0.006 

0.35 

0.55 


Bagdunda 

0826000203083500 

4.683 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.099 

4.54 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.11 

0.005 

0.14 

0.21 


Baleecha 

0826000503153500 

4.907 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.770 

4.06 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.24 

0.14 

0.06 

0.003 

0.20 

0.34 


Banadiya 

0826000503155800 

5.037 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.414 

4.54 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.62 

0.41 

0.07 

0.017 

0.50 

0.77 







Non-command 

Gneisses(B.G.C) 

0.125 

4.54 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.02 


Bandarwara 

0826000503141000 

2.848 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.008 

6.35 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.39 

0.26 

0.02 

0.008 

0.41 

0.62 







Non-command 

Gneisses(B.G.C) 

0.035 

6.35 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Bansra 

0826000203083800 

3.812 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.610 

4.83 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.36 

0.24 

0.02 

0.015 

0.55 

0.84 


Barda 

0826000503155600 

7.526 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.423 

4.49 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.34 

0.22 

0.03 

0.009 

0.18 

0.28 







Non-command 

Gneisses(B.G.C) 

3.724 

4.49 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.34 

0.22 

0.04 

0.014 

0.28 

0.44 


Bargaon (Rural) 

0826000503154900 

1.539 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.539 

3.03 

0.030 

0.10 

0.00 

0.00 

0.00 

0.00 

0.24 

0.15 

0.08 

0.228 

0.54 

0.85 


Bari 

0826000503154500 

5.775 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.671 

3.83 

0.030 

0.18 

0.03 

0.00 

0.00 

0.05 

0.75 

0.48 

0.69 

0.022 

0.55 

0.86 


Barodiya 

0826000503141200 

2.599 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.069 

4.43 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.28 

0.19 

0.03 

0.008 

0.46 

0.70 


Basliya 

0826000503141800 

3.129 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.058 

3.89 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.37 

0.24 

0.03 

0.012 

0.56 

0.86 


Bedla 

0826000503148500 

1.441 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.441 

2.72 

0.030 

0.11 

0.01 

0.00 

0.00 

0.00 

0.21 

0.14 

0.15 

0.213 

0.54 

0.85 


Bedla Khurd 

0826000503148600 

0.957 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.957 

2.80 

0.030 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.07 

0.15 

0.004 

0.54 

0.85 


Bedwas (Rural) 

0826000503149300 

5.486 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.373 

1.30 

0.030 

0.08 

0.02 

0.00 

0.00 

0.00 

0.27 

0.17 

0.31 

0.011 

0.52 

0.81 


Beeyal 

0826000503156000 

5.457 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.587 

4.50 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.64 

0.41 

0.05 

0.018 

0.48 

0.75 


Bhadwi Gurha 

0826000203084300 

3.669 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.231 

6.81 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.46 

0.30 

0.07 

0.014 

0.51 

0.78 


Bhalon Ka Gurha 

0826000503150800 

7.922 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.007 

3.64 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Udai Sagar 

Command 

Gneisses(B.G.C) 

0.014 

3.64 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bheelon Ka Bedla 

0826000503146800 

4.950 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.106 

2.44 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.15 

0.03 

0.012 

0.33 

0.52 


Bhesra Kalan 

0826000503149900 

7.472 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.069 

1.97 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 







Non-command 

Gneisses(B.G.C) 

0.032 

1.97 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhesra Khurd 

0826000503150000 

8.245 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.162 

1.74 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.02 


Bhilwara 

0826000503147000 

0.406 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.060 

2.83 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.000 

0.08 

0.12 


Bhoeyon Ki Pancholi 

0826000503151800 

5.332 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.886 

2.51 

0.030 

0.04 

0.01 

0.00 

0.00 

0.00 

0.40 

0.26 

0.16 

0.010 

0.49 

0.75 







Non-command 

Gneisses(B.G.C) 

0.108 

2.51 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.02 


Bhuwana 

0826000503148400 

9.699 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.374 

2.00 

0.030 

0.56 

0.04 

0.00 

0.00 

0.00 

1.02 

0.65 

0.61 

1.241 

0.46 

0.72 


Bichhri 

0826000503150400 

4.102 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.105 

0.95 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.024 

0.01 

0.02 






Udai Sagar 

Command 

Gneisses(B.G.C) 

0.040 

0.95 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.009 

0.01 

0.01 


Biliya 

0826000503152500 

1.937 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.240 

4.07 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.000 

0.07 

0.11 







Non-command 

Limestone 

1.583 

4.07 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.29 

0.18 

0.11 

0.003 

0.44 

0.69 


Borao Ka Khera 

0826000503156700 

2.127 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.209 

2.78 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.06 

0.10 


Brahmanon Ka Gurha 

0826000503146700 

0.542 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.475 

1.39 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.05 

0.002 

0.47 

0.73 


Brahmanon Ki Hunder 

0826000503141100 

1.200 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.462 

4.51 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.03 

0.002 

0.22 

0.34 







Non-command 

Gneisses(B.G.C) 

0.738 

4.51 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.04 

0.003 

0.35 

0.54 


Bujra 

0826000503154300 

6.643 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.486 

4.07 

0.030 

0.17 

0.03 

0.00 

0.00 

0.00 

0.81 

0.50 

0.68 

0.011 

0.47 

0.76 


Chaukariya 

0826000503154200 

2.243 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.904 

2.80 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.11 

0.07 

0.004 

0.50 

0.83 


Cheerwa 

0826000503146300 

2.857 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.022 

2.65 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Chheepala 

0826000203077400 

8.947 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.333 

2.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.02 

0.03 


Chikalwas 

0826000503147800 

3.457 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.457 

3.13 

0.030 

0.03 

0.00 

0.00 

0.00 

0.00 

0.35 

0.23 

0.12 

0.013 

0.55 

0.86 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.06 

0.00 

40,107.77 

0.00 

- 

0.00 

0.00 

0.01 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.010 

0.001 

0.010 

0.040 

416.85 

Over Exploited 

Mangarh 

082400120294640C 

0.08 

0.13 

60.41 

0.16 

0.02 

0.18 

0.06 

0.69 

- 

0.0100 

- 

- 

0.033 

0.043 

0.043 

0.227 

0.011 

0.216 

0.077 

35.86 

Safe 

Mochariyon Ka Khera 

0824001102939500 

0.08 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

2,826.66 

Over Exploited 

Mohanpura 

0824001102939200 

0.08 

0.18 

290.04 

0.21 

0.03 

0.24 

0.03 

0.49 

- 

0.1600 

- 

- 

- 

0.160 

0.160 

0.404 

0.020 

0.384 

0.850 

221.42 

Over Exploited 



0.06 

0.03 

1,013.63 

0.03 

0.01 

0.04 

0.01 

0.22 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.113 

0.006 

0.108 

0.371 

344.52 

Over Exploited 

Nayanagar 

0824001202946700 

0.06 

0.00 

37,163.26 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.06 

362.38 

0.07 

- 

0.07 

0.02 

0.26 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.086 

0.004 

0.082 

0.100 

121.55 

Over Exploited 

Neem Ka Khera 

0824001102938500 

0.08 

0.15 

199.92 

0.18 

- 

0.18 

0.04 

0.57 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.198 

0.010 

0.189 

0.137 

72.65 

Semi Critical 

Patiyal 

0824001202946500 

0.08 

0.07 

86.55 

0.08 

0.00 

0.08 

0.06 

0.73 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.088 

0.004 

0.084 

0.022 

26.73 

Safe 

Phoolan 

0824001202946200 

0.08 

0.10 

5,083.57 

0.11 

- 

0.11 

0.06 

0.65 

- 

- 

- 

- 

- 

- 

- 

0.114 

0.006 

0.109 

0.011 

10.09 

Safe 

Salawatiya 

0824001202948400 

0.08 

0.01 

1,208.76 

0.01 

0.00 

0.01 

0.01 

0.12 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.026 

0.001 

0.025 

0.106 

426.77 

Over Exploited 

Saran Ka Khera 

0824001102939000 

0.08 

0.00 

35,457.66 

0.01 

- 

0.01 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.005 

0.024 

448.73 

Over Exploited 

Shyampura 

0824001102940900 

0.08 

0.00 

66,792.98 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

28,037.75 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.016 

2,466.94 

Over Exploited 

Sukhpura 

0824001202947300 

0.08 

0.18 

95.72 

0.21 

0.01 

0.23 

0.06 

0.75 

- 

0.0600 

- 

- 

0.006 

0.066 

0.066 

0.294 

0.015 

0.279 

0.333 

119.24 

Over Exploited 

Swarooppura 

0824001102939100 

0.08 

0.04 

258.97 

0.04 

0.00 

0.04 

0.03 

0.55 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.065 

0.003 

0.061 

0.100 

163.37 

Over Exploited 

Teekhi 

0824001202946100 

0.08 

0.05 

123.28 

0.06 

- 

0.06 

0.04 

0.46 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.067 

0.003 

0.064 

0.045 

70.58 

Semi Critical 

Tharoda 

0824001202946000 

0.08 

0.00 

1,283.15 

0.01 

- 

0.01 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.015 

0.048 

330.40 

Over Exploited 


Sub Basin: Berach | 

Aar 

0826000503157100 

0.07 

0.12 

36.90 

0.14 

0.00 

0.14 

0.04 

0.58 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.155 

0.008 

0.147 

0.068 

46.00 

Safe 

Alsigarh 

0826000503158500 

0.07 

0.05 

163,744.68 

0.06 

- 

0.06 

0.01 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.073 

0.004 

0.070 

0.065 

93.25 

Critical 

Amberi 

0826000503146600 

0.06 

0.09 

72,336.94 

0.11 

0.02 

0.13 

0.03 

0.43 

- 

0.0300 

- 

- 

0.013 

0.043 

0.043 

0.172 

0.009 

0.164 

0.154 

94.33 

Critical 

Ambuja 

0826000503152100 

0.07 

0.00 

32,990.37 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ayad (Rural) 

0826000503149000 

0.07 

0.09 

0.29 

0.09 

0.02 

0.11 

0.04 

0.58 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.163 

0.008 

0.155 

0.256 

165.06 

Over Exploited 

Bachhar 

0826000503156800 

0.07 

0.00 

6,179.75 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.018 

4,440.56 

Over Exploited 

Bada 

0826000503149600 

0.06 

0.02 

593,507.84 

0.02 

0.01 

0.03 

0.02 

0.32 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.072 

0.004 

0.068 

0.249 

363.74 

Over Exploited 

Badanga 

0826000503156300 

0.06 

0.03 

19,869.07 

0.03 

0.00 

0.03 

0.03 

0.38 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.045 

0.002 

0.042 

0.056 

131.33 

Over Exploited 

Bagdunda 

0826000203083500 

0.06 

0.01 

844.48 

0.01 

- 

0.01 

0.01 

0.15 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.031 

0.002 

0.029 

0.113 

384.17 

Over Exploited 

Baleecha 

0826000503153500 

0.07 

0.02 

506.14 

0.03 

- 

0.03 

0.02 

0.22 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.038 

0.002 

0.036 

0.061 

168.88 

Over Exploited 

Banadiya 

0826000503155800 

0.06 

0.13 

217.33 

0.15 

- 

0.15 

0.05 

0.55 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.163 

0.008 

0.155 

0.083 

53.64 

Safe 



0.03 

0.00 

13,605.58 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bandarwara 

0826000503141000 

0.06 

0.05 

108,053.93 

0.06 

- 

0.06 

0.04 

0.45 

- 

- 

- 

- 

- 

- 

- 

0.056 

0.003 

0.053 

0.032 

59.98 

Safe 



0.03 

0.00 

39,222.05 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bansra 

0826000203083800 

0.06 

0.12 

96.42 

0.14 

0.00 

0.15 

0.05 

0.60 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.147 

0.007 

0.140 

0.039 

28.01 

Safe 

Barda 

0826000503155600 

0.06 

0.03 

755.88 

0.03 

- 

0.03 

0.02 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.031 

0.002 

0.029 

0.041 

142.52 

Over Exploited 



0.03 

0.03 

########## 

0.04 

- 

0.04 

0.03 

0.31 

- 

- 

- 

- 

- 

- 

- 

0.036 

0.002 

0.034 

0.050 

147.12 

Over Exploited 

Bargaon (Rural) 

0826000503154900 

0.06 

0.05 

212.33 

0.06 

0.00 

0.06 

0.05 

0.59 

- 

0.0200 

- 

- 

0.007 

0.027 

0.027 

0.090 

0.004 

0.085 

0.310 

364.47 

Over Exploited 

Bari 

0826000503154500 

0.06 

0.18 

168.25 

0.21 

0.08 

0.30 

0.05 

0.59 

- 

0.0800 

- 

- 

0.078 

0.158 

0.158 

0.453 

0.023 

0.430 

0.712 

165.46 

Over Exploited 

Barodiya 

0826000503141200 

0.06 

0.05 

243.70 

0.07 

- 

0.07 

0.04 

0.50 

- 

- 

- 

- 

- 

- 

- 

0.065 

0.003 

0.062 

0.039 

63.02 

Safe 

Basliya 

0826000503141800 

0.06 

0.10 

144.36 

0.12 

0.00 

0.12 

0.05 

0.61 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.119 

0.006 

0.113 

0.044 

38.77 

Safe 

Bedla 

0826000503148500 

0.06 

0.04 

205.05 

0.05 

0.01 

0.07 

0.05 

0.59 

- 

0.0300 

- 

- 

0.006 

0.036 

0.036 

0.103 

0.005 

0.098 

0.365 

372.22 

Over Exploited 

Bedla Khurd 

0826000503148600 

0.06 

0.03 

136.18 

0.04 

0.01 

0.05 

0.05 

0.59 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.076 

0.004 

0.072 

0.154 

213.18 

Over Exploited 

Bedwas (Rural) 

0826000503149300 

0.07 

0.18 

(105.81) 

0.17 

0.02 

0.19 

0.04 

0.56 

- 

0.0600 

- 

- 

0.001 

0.061 

0.061 

0.254 

0.013 

0.242 

0.321 

132.69 

Over Exploited 

Beeyal 

0826000503156000 

0.06 

0.13 

225.32 

0.15 

0.00 

0.15 

0.04 

0.53 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.163 

0.008 

0.155 

0.064 

41.20 

Safe 

Bhadwi Gurha 

0826000203084300 

0.06 

0.10 

########## 

0.12 

0.00 

0.12 

0.05 

0.56 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.136 

0.007 

0.129 

0.086 

66.04 

Safe 

Bhalon Ka Gurha 

0826000503150800 

0.06 

0.00 

156,476.26 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

93,895.98 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bheelon Ka Bedla 

0826000503146800 

0.06 

0.06 

910,486.36 

0.07 

- 

0.07 

0.03 

0.36 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.078 

0.004 

0.075 

0.041 

55.10 

Safe 

Bhesra Kalan 

0826000503149900 

0.07 

0.00 

12,044.31 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

20,207.55 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhesra Khurd 

0826000503150000 

0.06 

0.00 

134,291.52 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhilwara 

0826000503147000 

0.06 

0.00 

1,101.05 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

2,628.83 

Over Exploited 

Bhoeyon Ki Pancholi 

0826000503151800 

0.07 

0.16 

(34.54) 

0.19 

0.01 

0.20 

0.04 

0.53 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.227 

0.011 

0.216 

0.171 

79.13 

Semi Critical 



0.06 

0.00 

4,949.03 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhuwana 

0826000503148400 

0.06 

0.22 

########## 

0.26 

0.04 

0.31 

0.04 

0.50 

- 

0.1100 

- 

- 

0.006 

0.116 

0.116 

0.424 

0.021 

0.403 

1.847 

458.72 

Over Exploited 

Bichhri 

0826000503150400 

0.06 

0.00 

222,229.35 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.028 

46,603.30 

Over Exploited 



0.06 

0.00 

3,880.15 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0004 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.009 

1,037.30 

Over Exploited 

Biliya 

0826000503152500 

0.07 

0.00 

1,676.39 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.010 

877.10 

Over Exploited 



0.06 

0.04 

########## 

0.05 

- 

0.05 

0.04 

0.48 

- 

- 

- 

- 

- 

- 

- 

0.050 

0.003 

0.048 

0.111 

233.08 

Over Exploited 

Borao Ka Khera 

0826000503156700 

0.07 

0.00 

4,880.08 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

943.65 

Over Exploited 

Brahmanon Ka Gurha 

0826000503146700 

0.06 

0.01 

50.83 

0.02 

- 

0.02 

0.04 

0.50 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.025 

0.001 

0.024 

0.048 

199.90 

Over Exploited 

Brahmanon Ki Hunder 

0826000503141100 

0.06 

0.01 

712.50 

0.01 

- 

0.01 

0.02 

0.24 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.032 

479.11 

Over Exploited 



0.03 

0.01 

540.82 

0.01 

- 

0.01 

0.03 

0.38 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.009 

0.041 

460.41 

Over Exploited 

Bujra 

0826000503154300 

0.07 

0.17 

########## 

0.20 

0.03 

0.23 

0.04 

0.51 

- 

0.1300 

- 

- 

0.002 

0.132 

0.132 

0.366 

0.018 

0.347 

0.695 

199.95 

Over Exploited 

Chaukariya 

0826000503154200 

0.07 

0.06 

41,845.18 

0.07 

- 

0.07 

0.04 

0.54 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.084 

0.004 

0.080 

0.071 

88.60 

Semi Critical 

Cheerwa 

0826000503146300 

0.06 

0.00 

21,952.53 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chheepala 

0826000203077400 

0.06 

0.00 

2,181.58 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.000 

0.007 

1,494.24 

Over Exploited 

Chikalwas 

0826000503147800 

0.06 

0.11 

106.88 

0.13 

0.00 

0.13 

0.05 

0.60 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.148 

0.007 

0.141 

0.128 

91.09 

Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Chor Baori 

082600020308400C 

2.328 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.319 

5.55 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.28 

0.18 

0.05 

0.010 

0.58 

0.88 


Dagiyon Ka Gurha 

0826000503147100 

0.665 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.198 

2.74 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.06 

0.001 

0.16 

0.25 


Dagiyon Ki Pancholi 

0826000503151700 

2.416 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.365 

1.43 

0.030 

0.06 

0.02 

0.00 

0.00 

0.00 

0.14 

0.09 

0.25 

0.005 

0.52 

0.81 


Dakan Kotra 

0826000503160900 

10.811 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.698 

3.65 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.43 

0.27 

0.08 

0.007 

0.19 

0.29 







Non-command 

Limestone 

1.857 

3.65 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.29 

0.19 

0.09 

0.004 

0.09 

0.15 


Dangiyon Ka Hundar 

0826000503147400 

1.653 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.647 

4.41 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.10 

0.05 

0.006 

0.57 

0.87 


Debari 

0826000503149400 

7.785 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.800 

1.41 

0.030 

0.05 

0.01 

0.00 

0.00 

0.00 

0.24 

0.16 

0.19 

0.009 

0.33 

0.51 







Non-command 

Gneisses(B.G.C) 

0.983 

1.41 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.04 

0.002 

0.07 

0.10 


Dewali (Rural) 

0826000503154800 

0.230 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.230 

3.44 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.09 

0.001 

0.55 

0.86 


Dhar 

0826000503156200 

4.218 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.167 

4.50 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.45 

0.29 

0.07 

0.012 

0.43 

0.67 


Dheekli 

0826000503149500 

8.378 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.595 

1.19 

0.030 

0.06 

0.01 

0.00 

0.00 

0.00 

0.18 

0.12 

0.24 

0.014 

0.23 

0.35 







Non-command 

Gneisses(B.G.C) 

1.884 

1.19 

0.020 

0.02 

0.01 

0.00 

0.00 

0.00 

0.05 

0.04 

0.10 

0.007 

0.12 

0.18 


Dhol Ki Pati 

0826000503152700 

1.432 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.197 

4.98 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.000 

0.07 

0.12 







Non-command 

Limestone 

1.235 

4.98 

0.040 

0.04 

0.01 

0.00 

0.00 

0.00 

0.28 

0.17 

0.15 

0.002 

0.47 

0.75 


Dodawali 

0826000503156400 

8.449 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.636 

3.72 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.12 

0.04 

0.003 

0.11 

0.19 


Doolawaton Ka Gurha 

0826000503142500 

4.447 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.172 

4.33 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.55 

0.36 

0.04 

0.016 

0.54 

0.83 


Eklingpura 

0826000503152400 

5.993 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.189 

2.34 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.30 

0.19 

0.05 

0.008 

0.37 

0.59 







Non-command 

Limestone 

1.004 

2.34 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.02 

0.002 

0.09 

0.14 


Gahloton Ka Bas 

0826000503155900 

1.490 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.192 

4.48 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.11 

0.02 

0.005 

0.46 

0.71 


Gata 

0826000203081400 

4.234 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.115 

4.52 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.02 

0.02 


Ghasiyar 

0826000503141300 

1.211 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.806 

2.88 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.01 

0.003 

0.38 

0.58 


Ghodan Kalan 

0826000503155700 

6.997 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.325 

4.95 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.96 

0.63 

0.06 

0.025 

0.52 

0.80 







Non-command 

Gneisses(B.G.C) 

0.436 

4.95 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.002 

0.04 

0.05 


Ghoran Khurd 

0826000503140800 

1.611 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.097 

4.57 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.03 

0.05 







Non-command 

Gneisses(B.G.C) 

1.046 

4.57 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.02 

0.004 

0.37 

0.57 


Gogunda 

0826000203080000 

6.900 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.588 

4.11 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.19 

0.13 

0.14 

0.110 

0.13 

0.20 


Gordhan Vilas (Rural) 

0826000503153400 

8.335 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.680 

4.46 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.24 

0.15 

0.06 

0.003 

0.11 

0.18 


Gourela 

0826000503153900 

4.215 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.160 

3.89 

0.030 

0.09 

0.01 

0.00 

0.00 

0.01 

0.56 

0.35 

0.36 

0.008 

0.55 

0.88 


Gowla 

0826000503150100 

10.915 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.000 

1.64 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Hawala Kalan 

0826000503154600 

4.562 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.537 

3.57 

0.030 

0.02 

0.00 

0.00 

0.00 

0.13 

0.38 

0.24 

0.05 

0.018 

0.54 

0.86 


Hawala Khurd 

0826000503154700 

0.267 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.154 

3.54 

0.030 

0.03 

0.00 

0.00 

0.00 

0.01 

0.04 

0.03 

0.10 

0.001 

0.31 

0.50 


Heerawaton Ki Bhagal 

0826000503142600 

1.324 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.645 

2.35 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.01 

0.003 

0.28 

0.43 


Iswal 

0826000503141700 

10.950 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.610 

3.28 

0.030 

0.03 

0.00 

0.00 

0.00 

0.01 

1.07 

0.70 

0.07 

0.041 

0.56 

0.85 


Jhalon Ka Gurha 

0826000503145000 

2.774 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.117 

5.41 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.02 

0.04 


Jharnon Ki Sarai 

0826000503149100 

2.337 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.730 

1.32 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.02 

0.003 

0.39 

0.61 


Jheendoli 

0826000503141400 

3.510 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.185 

3.06 

0.030 

0.04 

0.01 

0.00 

0.00 

0.00 

0.23 

0.15 

0.17 

0.008 

0.35 

0.54 


Jogiyon Ka Gurha 

0826000203083700 

2.427 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.245 

4.60 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.23 

0.15 

0.10 

0.009 

0.54 

0.82 


Jolawas 

0826000203083200 

9.450 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.403 

4.55 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.09 

0.02 

0.006 

0.09 

0.13 


Kachhwa 

0826000203081300 

3.362 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.374 

4.55 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.03 

0.002 

0.06 

0.10 


Kakan Ka Gurha 

0826000203079700 

2.889 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.765 

3.88 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.15 

0.02 

0.012 

0.56 

0.84 


Kalarwas 

0826000503152300 

5.624 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.999 

2.00 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.02 

0.004 

0.19 

0.30 







Non-command 

Limestone 

3.400 

2.00 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.29 

0.19 

0.07 

0.007 

0.32 

0.51 


Kaliwas 

0826000503157200 

16.200 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.489 

3.50 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

1.12 

0.68 

0.08 

0.021 

0.38 

0.63 


Kamlod 

0826000503150300 

1.602 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.265 

1.32 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.09 

0.14 







Non-command 

Gneisses(B.G.C) 

1.058 

1.32 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.03 

0.002 

0.35 

0.54 


Kamlod Ka Doongar 

0826000503151500 

0.591 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.417 

1.87 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.07 

0.001 

0.38 

0.58 







Non-command 

Gneisses(B.G.C) 

0.031 

1.87 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.04 


Kanpur 

0826000503151900 

15.020 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.585 

1.58 

0.030 

0.06 

0.00 

0.00 

0.00 

0.00 

0.32 

0.21 

0.24 

0.011 

0.20 

0.31 







Non-command 

Limestone 

0.929 

1.58 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.08 

0.002 

0.03 

0.05 


Kasniyawad 

0826000503141600 

3.066 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.745 

2.67 

0.030 

0.01 

0.00 

0.00 

0.00 

0.01 

0.22 

0.15 

0.02 

0.011 

0.51 

0.78 


Katara 

0826000503155200 

1.902 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.602 

3.99 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.13 

0.03 

0.006 

0.47 

0.73 







Non-command 

Gneisses(B.G.C) 

0.300 

3.99 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.09 

0.14 


Kavita 

0826000503147300 

5.241 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.281 

3.75 

0.030 

0.03 

0.00 

0.00 

0.00 

0.00 

0.51 

0.33 

0.10 

0.017 

0.46 

0.71 







Non-command 

Gneisses(B.G.C) 

0.000 

3.75 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kaylon Ka Gurha 

0826000503140700 

4.492 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.183 

6.59 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.84 

0.55 

0.04 

0.016 

0.54 

0.82 


Keli 

0826000503157000 

5.201 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.429 

2.51 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.05 

0.09 


Kharbariya 

0826000503151400 

1.124 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.062 

4.01 

0.030 

0.05 

0.01 

0.00 

0.00 

0.01 

0.16 

0.10 

0.19 

0.002 

0.50 

0.77 


Khuyanpura 

0826000503141500 

1.016 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.826 

3.06 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.01 

0.003 

0.46 

0.71 


Kodiyat 

0826000503154400 

10.815 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.179 

4.27 

0.030 

0.03 

0.00 

0.00 

0.00 

0.00 

0.95 

0.60 

0.10 

0.014 

0.38 

0.60 


Kumawaton Ka Gurha 

0826000503142300 

1.742 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.346 

5.29 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.14 

0.01 

0.005 

0.45 

0.68 


Kunda 

0825000703051000 

3.628 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.402 

3.89 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.21 

0.14 

0.09 

0.003 

0.38 

0.58 


Kundal Ubeshwarji 

0826000503156100 

0.804 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.696 

4.40 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.03 

0.003 

0.50 

0.77 


Lai Ka Gurha 

0826000503155000 

0.949 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.857 

3.40 

0.030 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.10 

0.003 

0.50 

0.78 


Lakarwas 

0826000503151100 

11.221 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.256 

3.42 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.07 

0.002 

0.06 

0.09 


Lakhawali 

0826000503146900 

10.469 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.102 

3.10 

0.030 

0.03 

0.00 

0.00 

0.00 

0.00 

0.78 

0.51 

0.08 

0.032 

0.43 

0.66 


Lauseeng 

0826000503144900 

6.620 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.562 

5.16 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.01 

0.002 

0.05 

0.07 


Liyo Ka Gurha 

0826000503155300 

3.537 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.413 

3.96 

0.030 

0.03 

0.00 

0.00 

0.00 

0.00 

0.44 

0.28 

0.09 

0.013 

0.54 

0.84 







Non-command 

Gneisses(B.G.C) 

0.124 

3.96 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.03 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Chor Baori 

0826000203084000 

0.06 

0.08 

125.11 

0.10 

- 

0.10 

0.05 

0.63 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.107 

0.005 

0.102 

0.058 

56.58 

Safe 

Dagiyon Ka Gurha 

0826000503147100 

0.06 

0.00 

327,606.58 

0.00 

- 

0.00 

0.01 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.063 

567.68 

Over Exploited 

Dagiyon Ki Pancholi 

0826000503151700 

0.07 

0.08 

33,389.15 

0.09 

0.02 

0.11 

0.04 

0.56 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.161 

0.008 

0.153 

0.255 

166.06 

Over Exploited 

Dakan Kotra 

0826000503160900 

0.07 

0.05 

########## 

0.05 

- 

0.05 

0.02 

0.20 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.064 

0.003 

0.061 

0.091 

149.27 

Over Exploited 



0.06 

0.01 

1,669.55 

0.01 

- 

0.01 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.021 

0.089 

412.58 

Over Exploited 

Dangiyon Ka Hundar 

0826000503147400 

0.03 

0.03 

260.56 

0.03 

- 

0.03 

0.05 

0.62 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.044 

0.002 

0.041 

0.052 

126.29 

Over Exploited 

Debari 

0826000503149400 

0.07 

0.10 

########## 

0.12 

0.01 

0.13 

0.03 

0.35 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.169 

0.008 

0.161 

0.196 

122.28 

Over Exploited 



0.06 

0.00 

543,424.45 

0.00 

- 

0.00 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.037 

273.69 

Over Exploited 

Dewali (Rural) 

0826000503154800 

0.06 

0.01 

284.59 

0.01 

- 

0.01 

0.05 

0.59 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.029 

0.001 

0.027 

0.091 

333.68 

Over Exploited 

Dhar 

0826000503156200 

0.06 

0.08 

########## 

0.09 

0.00 

0.09 

0.04 

0.47 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.106 

0.005 

0.100 

0.077 

76.95 

Semi Critical 

Dheekli 

0826000503149500 

0.06 

0.05 

########## 

0.05 

0.01 

0.06 

0.02 

0.25 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.105 

0.005 

0.100 

0.252 

253.00 

Over Exploited 



0.03 

0.01 

414,645.38 

0.01 

0.01 

0.02 

0.01 

0.13 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.036 

0.002 

0.034 

0.111 

324.61 

Over Exploited 

Dhol Ki Pati 

0826000503152700 

0.07 

0.00 

1,814.44 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.010 

942.78 

Over Exploited 



0.06 

0.03 

398.46 

0.04 

0.01 

0.05 

0.04 

0.51 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.072 

0.004 

0.068 

0.154 

226.63 

Over Exploited 

Dodawali 

0826000503156400 

0.07 

0.01 

100,511.85 

0.01 

- 

0.01 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.046 

657.91 

Over Exploited 

Doolawaton Ka Gurha 

0826000503142500 

0.06 

0.13 

179.04 

0.16 

- 

0.16 

0.05 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.166 

0.008 

0.158 

0.052 

33.06 

Safe 

Eklingpura 

0826000503152400 

0.07 

0.10 

731,106.74 

0.12 

- 

0.12 

0.03 

0.40 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.127 

0.006 

0.121 

0.056 

46.54 

Safe 



0.06 

0.01 

141,920.55 

0.01 

- 

0.01 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.024 

395.13 

Over Exploited 

Gahloton Ka Bas 

0826000503155900 

0.06 

0.03 

248.77 

0.04 

- 

0.04 

0.04 

0.50 

- 

- 

- 

- 

- 

- 

- 

0.038 

0.002 

0.036 

0.023 

62.90 

Safe 

Gata 

0826000203081400 

0.06 

0.00 

53,624.67 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

6,810.98 

Over Exploited 

Ghasiyar 

0826000503141300 

0.06 

0.02 

150.13 

0.02 

0.00 

0.02 

0.03 

0.42 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.027 

0.001 

0.026 

0.009 

35.77 

Safe 

Ghodan Kalan 

0826000503155700 

0.06 

0.19 

132.59 

0.23 

- 

0.23 

0.05 

0.57 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.237 

0.012 

0.225 

0.085 

37.54 

Safe 



0.03 

0.00 

5,912.31 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.007 

1,247.65 

Over Exploited 

Ghoran Khurd 

0826000503140800 

0.06 

0.00 

4,378.84 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

2,880.72 

Over Exploited 



0.03 

0.01 

170,878.24 

0.01 

- 

0.01 

0.03 

0.41 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.013 

0.028 

224.10 

Over Exploited 

Gogunda 

0826000203080000 

0.06 

0.01 

22,473.28 

0.01 

0.01 

0.02 

0.01 

0.15 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.054 

0.003 

0.052 

0.254 

491.31 

Over Exploited 

Gordhan Vilas (Rural) 

0826000503153400 

0.07 

0.01 

92,887.87 

0.01 

- 

0.01 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.022 

0.062 

281.28 

Over Exploited 

Gourela 

0826000503153900 

0.07 

0.15 

133.92 

0.18 

0.02 

0.20 

0.05 

0.60 

- 

0.0700 

- 

- 

0.011 

0.081 

0.081 

0.279 

0.014 

0.265 

0.370 

139.69 

Over Exploited 

Gowla 

0826000503150100 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Hawala Kalan 

0826000503154600 

0.06 

0.14 

67.68 

0.17 

0.13 

0.30 

0.05 

0.59 

- 

0.0100 

- 

- 

0.197 

0.207 

0.207 

0.507 

0.025 

0.481 

0.068 

14.05 

Safe 

Hawala Khurd 

0826000503154700 

0.06 

0.00 

813.25 

0.00 

0.01 

0.01 

0.03 

0.34 

- 

0.0200 

- 

- 

0.009 

0.030 

0.030 

0.039 

0.002 

0.037 

0.105 

281.28 

Over Exploited 

Heerawaton Ki Bhagal 

0826000503142600 

0.06 

0.01 

186.52 

0.01 

- 

0.01 

0.03 

0.31 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.012 

0.015 

121.56 

Over Exploited 

Iswal 

0826000503141700 

0.06 

0.34 

106.18 

0.41 

0.01 

0.42 

0.05 

0.61 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.436 

0.022 

0.414 

0.113 

27.34 

Safe 

Jhalon Ka Gurha 

0826000503145000 

0.06 

0.00 

7,599.49 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jharnon Ki Sarai 

0826000503149100 

0.07 

0.04 

43,854.06 

0.05 

0.00 

0.05 

0.03 

0.43 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.048 

0.002 

0.046 

0.026 

57.62 

Safe 

Jheendoli 

0826000503141400 

0.06 

0.04 

173,486.25 

0.05 

0.01 

0.06 

0.03 

0.38 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.083 

0.004 

0.079 

0.176 

224.40 

Over Exploited 

Jogiyon Ka Gurha 

0826000203083700 

0.06 

0.07 

111.84 

0.09 

0.00 

0.09 

0.05 

0.59 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.112 

0.006 

0.107 

0.105 

98.73 

Critical 

Jolawas 

0826000203083200 

0.06 

0.01 

########## 

0.01 

- 

0.01 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.008 

0.030 

362.71 

Over Exploited 

Kachhwa 

0826000203081300 

0.06 

0.00 

9,001.38 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.033 

3,092.19 

Over Exploited 

Kakan Ka Gurha 

0826000203079700 

0.06 

0.09 

59.14 

0.11 

- 

0.11 

0.05 

0.61 

- 

- 

- 

- 

- 

- 

- 

0.112 

0.006 

0.106 

0.036 

33.56 

Safe 

Kalarwas 

0826000503152300 

0.07 

0.02 

233.07 

0.03 

- 

0.03 

0.02 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.030 

0.001 

0.028 

0.028 

98.25 

Critical 



0.06 

0.07 

336,208.79 

0.08 

- 

0.08 

0.03 

0.35 

- 

- 

- 

- 

- 

- 

- 

0.079 

0.004 

0.075 

0.072 

95.16 

Critical 

Kaliwas 

0826000503157200 

0.07 

0.16 

########## 

0.20 

0.00 

0.20 

0.03 

0.41 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.209 

0.010 

0.198 

0.104 

52.20 

Safe 

Kamlod 

0826000503150300 

0.07 

0.00 

346.12 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.008 

432.69 

Over Exploited 



0.06 

0.02 

131,345.59 

0.02 

- 

0.02 

0.03 

0.38 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.035 

0.002 

0.033 

0.036 

110.05 

Over Exploited 

Kamlod Ka Doongar 

0826000503151500 

0.07 

0.01 

86,540.61 

0.01 

- 

0.01 

0.03 

0.41 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.022 

0.001 

0.021 

0.071 

339.03 

Over Exploited 



0.06 

0.00 

1,284.11 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

7,041.76 

Over Exploited 

Kanpur 

0826000503151900 

0.07 

0.07 

57,481.35 

0.09 

- 

0.09 

0.02 

0.21 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.096 

0.005 

0.092 

0.255 

278.21 

Over Exploited 



0.06 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.083 

5,198.85 

Over Exploited 

Kasniyawad 

0826000503141600 

0.06 

0.08 

80.66 

0.10 

0.01 

0.10 

0.05 

0.56 

- 

- 

- 

- 

0.011 

0.011 

0.011 

0.115 

0.006 

0.109 

0.029 

26.27 

Safe 

Katara 

0826000503155200 

0.06 

0.04 

199.99 

0.05 

- 

0.05 

0.04 

0.51 

- 

- 

- 

- 

- 

- 

- 

0.052 

0.003 

0.049 

0.031 

63.22 

Safe 



0.03 

0.00 

1,839.66 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

128.79 

Over Exploited 

Kavita 

0826000503147300 

0.06 

0.11 

########## 

0.14 

0.00 

0.14 

0.04 

0.50 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.148 

0.007 

0.141 

0.121 

85.63 

Semi Critical 



0.03 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kaylon Ka Gurha 

0826000503140700 

0.06 

0.13 

325.20 

0.16 

0.00 

0.16 

0.05 

0.59 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.166 

0.008 

0.158 

0.052 

33.07 

Safe 

Keli 

0826000503157000 

0.07 

0.00 

325,644.70 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

67.30 

Safe 

Kharbariya 

0826000503151400 

0.07 

0.03 

191.48 

0.04 

0.02 

0.06 

0.04 

0.54 

- 

0.0300 

- 

- 

0.017 

0.047 

0.047 

0.110 

0.005 

0.104 

0.188 

180.09 

Over Exploited 

Khuyanpura 

0826000503141500 

0.06 

0.02 

126.52 

0.03 

- 

0.03 

0.04 

0.50 

- 

- 

- 

- 

- 

- 

- 

0.026 

0.001 

0.025 

0.015 

61.07 

Safe 

Kodiyat 

0826000503154400 

0.07 

0.17 

########## 

0.20 

0.00 

0.20 

0.03 

0.41 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.216 

0.011 

0.205 

0.112 

54.63 

Safe 

Kumawaton Ka Gurha 

0826000503142300 

0.06 

0.03 

237,830.77 

0.04 

0.00 

0.04 

0.04 

0.49 

- 

- 

- 

- 

0.000 

- 

- 

0.038 

0.002 

0.036 

0.011 

30.96 

Safe 

Kunda 

0825000703051000 

0.05 

0.05 

195.93 

0.05 

- 

0.05 

0.03 

0.41 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.065 

0.003 

0.062 

0.089 

144.26 

Over Exploited 

Kundal Ubeshwarji 

0826000503156100 

0.06 

0.02 

230.23 

0.02 

- 

0.02 

0.04 

0.55 

- 

- 

- 

- 

- 

- 

- 

0.024 

0.001 

0.023 

0.033 

143.34 

Over Exploited 

Lai Ka Gurha 

0826000503155000 

0.06 

0.02 

205.96 

0.03 

0.00 

0.03 

0.04 

0.54 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.040 

0.002 

0.038 

0.099 

261.80 

Over Exploited 

Lakarwas 

0826000503151100 

0.07 

0.00 

1,796.82 

0.01 

- 

0.01 

0.00 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.015 

0.070 

466.59 

Over Exploited 

Lakhawali 

0826000503146900 

0.06 

0.20 

########## 

0.24 

- 

0.24 

0.04 

0.46 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.246 

0.012 

0.234 

0.111 

47.20 

Safe 

Lauseeng 

0826000503144900 

0.06 

0.00 

3,553.87 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.008 

459.46 

Over Exploited 

Liyo Ka Gurha 

0826000503155300 

0.06 

0.11 

164.64 

0.13 

- 

0.13 

0.05 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.137 

0.007 

0.130 

0.105 

81.15 

Semi Critical 



0.03 

0.00 

8,596.27 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Loyra 

082600050314770C 

1.138 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.138 

3.49 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.09 

0.08 

0.004 

0.56 

0.87 


Madar 

082600050314090C 

9.176 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.609 

5.18 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.58 

0.38 

0.05 

0.014 

0.23 

0.35 







Non-command 

Gneisses(B.G.C) 

3.869 

5.18 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.41 

0.27 

0.04 

0.015 

0.24 

0.37 


Madarda 

0826000203084200 

21.395 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

18.133 

5.12 

0.020 

0.05 

0.00 

0.00 

0.00 

0.02 

1.89 

1.25 

0.11 

0.076 

0.49 

0.75 


Majam 

0826000203083600 

6.091 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.550 

4.78 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.49 

0.32 

0.22 

0.019 

0.43 

0.66 


Majawad 

0826000203083100 

9.107 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.310 

4.49 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.001 

0.02 

0.03 


Manwa Khera (Rural) 

0826000503152900 

2.385 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.044 

2.40 

0.030 

0.05 

0.01 

0.00 

0.00 

0.00 

0.19 

0.12 

0.18 

0.004 

0.46 

0.73 


Mataji Ka Khera 

0826000503142400 

0.975 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.443 

5.83 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.01 

0.002 

0.26 

0.40 


Matoon 

0826000503151300 

3.929 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.753 

2.61 

0.030 

0.03 

0.00 

0.00 

0.00 

0.00 

0.17 

0.11 

0.13 

0.003 

0.24 

0.37 


Mori 

0826000203079600 

10.338 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.692 

3.34 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.49 

0.32 

0.18 

0.028 

0.38 

0.57 


Moriyon Ki Kariyan 

0826000503142200 

2.181 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.050 

6.05 

0.030 

0.01 

0.00 

0.00 

0.00 

0.01 

0.37 

0.24 

0.01 

0.008 

0.54 

0.83 


Morwaniya 

0826000503155500 

1.480 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.337 

4.48 

0.030 

0.02 

0.00 

0.00 

0.00 

0.04 

0.16 

0.10 

0.06 

0.005 

0.51 

0.80 


Moti Khera 

0826000103063000 

3.806 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.003 

1.56 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nai 

0826000503154000 

9.960 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.722 

3.84 

0.030 

0.06 

0.01 

0.00 

0.00 

0.01 

1.04 

0.63 

0.20 

0.017 

0.51 

0.83 


Nala Phala 

0826000503150200 

2.051 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.850 

1.40 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.02 

0.002 

0.22 

0.34 







Non-command 

Gneisses(B.G.C) 

0.781 

1.40 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.002 

0.20 

0.31 


Nathwaton Ka Gurha 

0826000503155400 

2.680 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.487 

4.38 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.35 

0.22 

0.06 

0.010 

0.52 

0.82 







Non-command 

Gneisses(B.G.C) 

0.165 

4.38 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.03 

0.05 


Naya Gurha 

0826000503157400 

7.230 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.485 

3.78 

0.030 

0.13 

0.02 

0.00 

0.00 

0.00 

0.73 

0.45 

0.50 

0.011 

0.44 

0.72 


Naya Khera 

0826000503153700 

0.974 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.871 

4.17 

0.030 

0.06 

0.01 

0.00 

0.00 

0.00 

0.16 

0.10 

0.23 

0.002 

0.51 

0.85 


Nayon Ka Gurha 

0826000203083900 

0.808 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.650 

4.56 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.02 

0.003 

0.47 

0.71 


Nela 

0826000503153100 

1.332 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.097 

3.83 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.04 

0.07 


Nohra 

0826000503154100 

6.314 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.168 

4.02 

0.030 

0.04 

0.01 

0.00 

0.00 

0.00 

0.65 

0.40 

0.14 

0.010 

0.47 

0.77 


Oton Ka Gurha 

0826000503148000 

1.851 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.846 

2.76 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.10 

0.02 

0.007 

0.54 

0.85 


Palri 

0826000503155100 

3.409 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.856 

3.36 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.30 

0.19 

0.03 

0.011 

0.46 

0.72 


Panwari 

0826000503151200 

10.047 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.787 

2.77 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.01 

0.003 

0.09 

0.15 







Non-command 

Gneisses(B.G.C) 

4.746 

2.77 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.27 

0.18 

0.02 

0.009 

0.25 

0.39 






Udai Sagar 

Command 

Gneisses(B.G.C) 

0.103 

2.77 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.01 


Peepalwas 

0826000503158400 

5.580 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.851 

2.21 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.01 

0.002 

0.09 

0.16 


Peepliya 

0826000503157500 

3.412 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.885 

3.28 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.17 

0.01 

0.006 

0.50 

0.82 


Phanda 

0826000503152600 

2.699 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.729 

4.76 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.02 

0.001 

0.15 

0.23 







Non-command 

Limestone 

1.734 

4.76 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.36 

0.23 

0.12 

0.003 

0.35 

0.55 


Pherniyon Ka Gurha 

0826000503147600 

1.242 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.242 

3.78 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.10 

0.06 

0.005 

0.56 

0.87 


Phutiya 

0826000203079800 

2.561 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.517 

4.68 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.26 

0.17 

0.05 

0.011 

0.57 

0.87 


Pilana Ki Bhagal 

0826000503142100 

2.474 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.827 

4.66 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.02 

0.003 

0.19 

0.29 


Popalti 

0826000503157600 

8.939 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.091 

2.62 

0.030 

0.12 

0.03 

0.00 

0.00 

0.00 

0.57 

0.34 

0.46 

0.012 

0.41 

0.69 


Pratappura 

0826000503148100 

3.145 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.896 

2.20 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.13 

0.04 

0.011 

0.49 

0.77 


Raghunathpura 

0826000503148200 

0.655 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.655 

1.47 

0.030 

0.02 

0.01 

0.00 

0.00 

0.00 

0.04 

0.02 

0.08 

0.003 

0.53 

0.83 


Ratharon Ka Gurha 

0826000503147200 

1.921 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.921 

3.48 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.13 

0.01 

0.007 

0.56 

0.86 


Rathoran Ka Gurha 

0826000503140600 

6.967 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.633 

5.00 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.85 

0.56 

0.03 

0.022 

0.47 

0.71 


Rayta 

0826000503157300 

2.324 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.744 

3.78 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.13 

0.03 

0.003 

0.44 

0.72 


Rebariyon Ka Gurha 

0826000503149200 

0.229 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.217 

1.37 

0.030 

0.03 

0.01 

0.00 

0.00 

0.00 

0.03 

0.02 

0.14 

0.001 

0.50 

0.79 


Roopnagar 

0826000503148900 

1.098 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.691 

1.24 

0.030 

0.08 

0.02 

0.00 

0.00 

0.00 

0.09 

0.05 

0.30 

0.003 

0.33 

0.52 


Sabalpura 

0826000503147900 

3.120 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.028 

2.46 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.24 

0.16 

0.08 

0.012 

0.52 

0.82 


Sapetiya 

0826000503148700 

4.312 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.286 

2.05 

0.030 

0.03 

0.01 

0.00 

0.00 

0.00 

0.28 

0.18 

0.11 

0.017 

0.53 

0.83 


Sare 

0826000503146100 

4.962 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.128 

2.70 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.02 


Saweena Khera (Rural) 

0826000503153300 

2.847 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.880 

4.49 

0.030 

0.05 

0.01 

0.00 

0.00 

0.00 

0.29 

0.18 

0.19 

0.004 

0.37 

0.60 


Seesaram (Rural) 

0826000503153800 

2.857 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.632 

4.38 

0.030 

0.31 

0.05 

0.00 

0.00 

0.00 

0.47 

0.29 

1.25 

0.003 

0.32 

0.53 


Seloo 

0826000503141900 

4.873 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.386 

5.03 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.38 

0.25 

0.06 

0.009 

0.28 

0.43 


Sethji Ki Kundal 

0826000503153600 

3.376 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.282 

3.90 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.001 

0.05 

0.08 


Shivpuri 

0826000503146400 

0.980 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.004 

2.66 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Shobhagpura 

0826000503148300 

3.051 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.051 

2.12 

0.030 

0.10 

0.02 

0.00 

0.00 

0.01 

0.26 

0.17 

0.37 

0.012 

0.54 

0.84 


Shri Maliyon Ki Kariyan 

0826000503142000 

3.059 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.837 

6.13 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.53 

0.35 

0.04 

0.011 

0.54 

0.81 


Sukher 

0826000503148800 

4.252 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.945 

1.31 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.04 

0.011 

0.37 

0.57 


Suwawaton Ka Gurha 

0826000203084100 

2.824 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.650 

5.61 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.31 

0.20 

0.04 

0.011 

0.55 

0.83 


Teela Khera 

0826000503151600 

0.790 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.328 

1.63 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.001 

0.22 

0.34 







Non-command 

Gneisses(B.G.C) 

0.462 

1.63 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.001 

0.31 

0.48 


Teetardi 

0826000503152800 

7.799 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.781 

4.92 

0.030 

0.05 

0.01 

0.00 

0.00 

0.00 

1.04 

0.65 

0.19 

0.013 

0.47 

0.76 







Non-command 

Limestone 

0.476 

4.92 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.04 

0.001 

0.03 

0.05 


Ter Ka Bhilwara 

0826000503143100 

2.916 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.516 

3.84 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.01 

0.002 

0.10 

0.16 


Thoor 

0826000503147500 

6.093 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.581 

4.10 

0.030 

0.03 

0.00 

0.00 

0.00 

0.00 

0.59 

0.38 

0.08 

0.018 

0.42 

0.66 







Non-command 

Gneisses(B.G.C) 

1.513 

4.10 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.02 

0.006 

0.14 

0.22 


Udaipur (M CL) 

0826000542602000 

17.922 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

17.301 

3.34 

0.030 

1.28 

0.00 

0.00 

0.00 

0.00 

3.01 

1.88 

0.02 

3.882 

0.53 

0.84 




45.877 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

43.871 

3.34 

0.030 

3.25 

0.00 

0.00 

0.00 

0.40 

7.24 

4.53 

0.05 

9.844 

0.52 

0.83 


Undari Kalan 

0826000503158300 

10.710 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.087 

2.16 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.28 

0.17 

0.08 

0.008 

0.23 

0.39 


Undari Khurd 

0826000503157700 

9.062 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.950 

2.52 

0.030 

0.05 

0.01 

0.00 

0.00 

0.00 

0.49 

0.29 

0.20 

0.012 

0.39 

0.66 


Wani 

0826000203079500 

3.945 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.290 

3.50 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.001 

0.04 

0.06 

07002018 

Abhay Pura 

0829000503605700 

1.441 

Fresh 

Non-command 

Non-command 

Shale 

1.441 

4.15 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.15 

0.14 

0.27 

0.005 

0.70 

0.72 





Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Loyra 

0826000503147700 

0.06 

0.04 

146.44 

0.04 

0.00 

0.04 

0.05 

0.60 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.054 

0.003 

0.051 

0.080 

156.27 

Over Exploited 

Madar 

0826000503140900 

0.06 

0.05 

712.79 

0.06 

- 

0.06 

0.02 

0.25 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.066 

0.003 

0.063 

0.062 

98.59 

Critical 



0.03 

0.03 

########## 

0.03 

- 

0.03 

0.02 

0.27 

- 

- 

- 

- 

- 

- 

- 

0.033 

0.002 

0.032 

0.053 

168.03 

Over Exploited 

Madarda 

0826000203084200 

0.06 

0.53 

########## 

0.64 

0.02 

0.66 

0.05 

0.54 

- 

0.0200 

- 

- 

0.025 

0.045 

0.045 

0.701 

0.035 

0.666 

0.184 

27.59 

Safe 

Majam 

0826000203083600 

0.06 

0.12 

45,915.55 

0.14 

0.01 

0.15 

0.04 

0.47 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.192 

0.010 

0.182 

0.235 

129.06 

Over Exploited 

Majawad 

0826000203083100 

0.06 

0.00 

56,897.42 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.013 

3,818.68 

Over Exploited 

Manwa Khera (Rural) 

0826000503152900 

0.07 

0.06 

(7.88) 

0.07 

0.01 

0.08 

0.04 

0.50 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.115 

0.006 

0.109 

0.182 

166.57 

Over Exploited 

Mataji Ka Khera 

0826000503142400 

0.06 

0.01 

74,052.82 

0.01 

0.00 

0.01 

0.02 

0.29 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

0.000 

0.007 

0.014 

185.34 

Over Exploited 

Matoon 

0826000503151300 

0.07 

0.03 

73,545.07 

0.03 

- 

0.03 

0.02 

0.26 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.042 

0.002 

0.040 

0.130 

330.11 

Over Exploited 

Mori 

0826000203079600 

0.06 

0.15 

101,204.63 

0.18 

0.01 

0.19 

0.03 

0.41 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.222 

0.011 

0.211 

0.203 

96.34 

Critical 

Moriyon Ki Kariyan 

0826000503142200 

0.06 

0.06 

282.24 

0.08 

0.01 

0.09 

0.05 

0.59 

- 

- 

- 

- 

0.015 

0.015 

0.015 

0.102 

0.005 

0.097 

0.020 

20.54 

Safe 

Morwaniya 

0826000503155500 

0.06 

0.04 

161.25 

0.05 

0.04 

0.09 

0.04 

0.56 

- 

0.0100 

- 

- 

0.059 

0.069 

0.069 

0.156 

0.008 

0.148 

0.061 

41.25 

Safe 

Moti Khera 

0826000103063000 

0.05 

0.00 

143,373.48 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nai 

0826000503154000 

0.07 

0.28 

125,325.25 

0.34 

0.02 

0.36 

0.04 

0.55 

- 

0.0400 

- 

- 

0.022 

0.062 

0.062 

0.425 

0.021 

0.404 

0.220 

54.46 

Safe 

Nala Phala 

0826000503150200 

0.07 

0.01 

141.66 

0.01 

- 

0.01 

0.02 

0.24 

- 

- 

- 

- 

- 

- 

- 

0.015 

0.001 

0.014 

0.024 

169.47 

Over Exploited 



0.06 

0.01 

29,031.69 

0.01 

- 

0.01 

0.02 

0.22 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.011 

0.020 

182.68 

Over Exploited 

Nathwaton Ka Gurha 

0826000503155400 

0.06 

0.07 

197.79 

0.09 

- 

0.09 

0.05 

0.57 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.100 

0.005 

0.095 

0.066 

69.42 

Safe 



0.03 

0.00 

5,253.89 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

2,879.81 

Over Exploited 

Naya Gurha 

0826000503157400 

0.07 

0.15 

983,816.31 

0.19 

0.02 

0.21 

0.03 

0.48 

- 

0.0900 

- 

- 

0.001 

0.091 

0.091 

0.297 

0.015 

0.282 

0.508 

179.94 

Over Exploited 

Naya Khera 

0826000503153700 

0.07 

0.03 

228.63 

0.04 

0.01 

0.05 

0.04 

0.55 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.085 

0.004 

0.081 

0.232 

286.39 

Over Exploited 

Nayon Ka Gurha 

0826000203083900 

0.06 

0.02 

148.55 

0.02 

- 

0.02 

0.04 

0.51 

- 

- 

- 

- 

- 

- 

- 

0.022 

0.001 

0.021 

0.021 

98.85 

Critical 

Nela 

0826000503153100 

0.07 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.014 

5,287.82 

Over Exploited 

Nohra 

0826000503154100 

0.07 

0.16 

328,130.59 

0.19 

0.01 

0.20 

0.04 

0.51 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.227 

0.011 

0.215 

0.150 

69.76 

Safe 

Oton Ka Gurha 

0826000503148000 

0.06 

0.06 

79.78 

0.07 

0.00 

0.07 

0.05 

0.59 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.073 

0.004 

0.070 

0.027 

38.99 

Safe 

Palri 

0826000503155100 

0.06 

0.08 

151.72 

0.09 

0.00 

0.09 

0.04 

0.50 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.092 

0.005 

0.088 

0.036 

41.09 

Safe 

Panwari 

0826000503151200 

0.07 

0.01 

826,764.98 

0.01 

- 

0.01 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.013 

0.010 

83.43 

Semi Critical 



0.06 

0.07 

377,292.75 

0.08 

- 

0.08 

0.02 

0.27 

- 

- 

- 

- 

- 

- 

- 

0.085 

0.004 

0.080 

0.033 

41.45 

Safe 



0.06 

0.00 

10,859.63 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0008 

0.0008 

- 

0.002 

0.002 

0.002 

0.000 

0.001 

0.000 

13.78 

Safe 

Peepalwas 

0826000503158400 

0.07 

0.01 

431.28 

0.01 

- 

0.01 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.016 

264.48 

Over Exploited 

Peepliya 

0826000503157500 

0.07 

0.09 

83.63 

0.11 

0.00 

0.11 

0.04 

0.53 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.113 

0.006 

0.107 

0.017 

15.52 

Safe 

Phanda 

0826000503152600 

0.07 

0.01 

934.78 

0.01 

- 

0.01 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.021 

270.49 

Over Exploited 



0.06 

0.04 

528.79 

0.04 

- 

0.04 

0.03 

0.37 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.053 

0.003 

0.051 

0.122 

241.62 

Over Exploited 

Pherniyon Ka Gurha 

0826000503147600 

0.06 

0.04 

156.32 

0.05 

0.00 

0.05 

0.05 

0.61 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.064 

0.003 

0.061 

0.067 

110.36 

Over Exploited 

Phutiya 

0826000203079800 

0.06 

0.09 

93.62 

0.10 

0.00 

0.10 

0.05 

0.62 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.115 

0.006 

0.109 

0.059 

53.61 

Safe 

Pilana Ki Bhagal 

0826000503142100 

0.06 

0.01 

952,183.11 

0.01 

- 

0.01 

0.02 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.010 

0.027 

263.76 

Over Exploited 

Popalti 

0826000503157600 

0.07 

0.16 

227,365.06 

0.19 

0.03 

0.22 

0.03 

0.44 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.301 

0.015 

0.286 

0.470 

164.22 

Over Exploited 

Pratappura 

0826000503148100 

0.06 

0.08 

56.39 

0.10 

0.00 

0.10 

0.04 

0.53 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.111 

0.006 

0.106 

0.051 

48.59 

Safe 

Raghunathpura 

0826000503148200 

0.06 

0.02 

24.13 

0.02 

0.01 

0.03 

0.04 

0.58 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.054 

0.003 

0.051 

0.086 

166.84 

Over Exploited 

Ratharon Ka Gurha 

0826000503147200 

0.06 

0.06 

110.52 

0.07 

0.00 

0.07 

0.05 

0.61 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.075 

0.004 

0.071 

0.015 

21.79 

Safe 

Rathoran Ka Gurha 

0826000503140600 

0.06 

0.15 

105,358.36 

0.18 

- 

0.18 

0.04 

0.51 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.187 

0.009 

0.177 

0.052 

29.27 

Safe 

Rayta 

0826000503157300 

0.07 

0.05 

31,178.35 

0.06 

- 

0.06 

0.03 

0.48 

- 

- 

- 

- 

- 

- 

- 

0.059 

0.003 

0.056 

0.028 

50.33 

Safe 

Rebariyon Ka Gurha 

0826000503149200 

0.06 

0.01 

194.88 

0.01 

0.01 

0.02 

0.04 

0.54 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.048 

0.002 

0.045 

0.139 

307.50 

Over Exploited 

Roopnagar 

0826000503148900 

0.06 

0.01 

313.73 

0.02 

0.02 

0.04 

0.03 

0.36 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.096 

0.005 

0.091 

0.303 

332.16 

Over Exploited 

Sabalpura 

0826000503147900 

0.06 

0.09 

71.01 

0.11 

0.00 

0.11 

0.04 

0.57 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.120 

0.006 

0.114 

0.091 

79.57 

Semi Critical 

Sapetiya 

0826000503148700 

0.06 

0.13 

37.99 

0.16 

0.01 

0.17 

0.04 

0.58 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.189 

0.009 

0.179 

0.130 

72.33 

Semi Critical 

Sare 

0826000503146100 

0.06 

0.00 

6,532.67 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

5,728.25 

Over Exploited 

Saweena Khera (Rural) 

0826000503153300 

0.07 

0.05 

298.36 

0.05 

0.01 

0.06 

0.03 

0.40 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.104 

0.005 

0.099 

0.195 

196.79 

Over Exploited 

Seesaram (Rural) 

0826000503153800 

0.07 

0.03 

403,811.51 

0.04 

0.05 

0.09 

0.03 

0.35 

- 

0.2300 

- 

- 

- 

0.230 

0.230 

0.320 

0.016 

0.304 

1.251 

411.54 

Over Exploited 

Seloo 

0826000503141900 

0.06 

0.04 

########## 

0.05 

- 

0.05 

0.03 

0.30 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.055 

0.003 

0.053 

0.071 

135.65 

Over Exploited 

Sethji Ki Kundal 

0826000503153600 

0.07 

0.00 

2,155.91 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.012 

1,148.66 

Over Exploited 

Shivpuri 

0826000503146400 

0.06 

0.00 

37,639.87 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Shobhagpura 

0826000503148300 

0.06 

0.09 

78.89 

0.11 

0.03 

0.14 

0.04 

0.58 

- 

0.0700 

- 

- 

0.016 

0.086 

0.086 

0.228 

0.011 

0.217 

0.378 

174.27 

Over Exploited 

Shri Maliyon Ki Kariyan 

0826000503142000 

0.06 

0.09 

301.61 

0.10 

- 

0.10 

0.05 

0.58 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.114 

0.006 

0.109 

0.053 

48.76 

Safe 

Sukher 

0826000503148800 

0.06 

0.06 

111,298.69 

0.07 

0.00 

0.07 

0.03 

0.40 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.086 

0.004 

0.081 

0.048 

59.60 

Safe 

Suwawaton Ka Gurha 

0826000203084100 

0.06 

0.09 

131.97 

0.10 

- 

0.10 

0.05 

0.60 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.115 

0.006 

0.109 

0.053 

48.67 

Safe 

Teela Khera 

0826000503151600 

0.07 

0.00 

254.95 

0.01 

- 

0.01 

0.02 

0.24 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.005 

0.025 

456.69 

Over Exploited 



0.06 

0.01 

89.04 

0.01 

- 

0.01 

0.02 

0.34 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.020 

0.001 

0.019 

0.036 

185.74 

Over Exploited 

Teetardi 

0826000503152800 

0.07 

0.21 

########## 

0.25 

0.01 

0.26 

0.04 

0.51 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.300 

0.015 

0.285 

0.200 

70.34 

Semi Critical 



0.06 

0.00 

6,746.91 

0.00 

- 

0.00 

0.00 

0.04 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.011 

0.037 

349.06 

Over Exploited 

Ter Ka Bhilwara 

0826000503143100 

0.06 

0.00 

1,092.95 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.003 

0.008 

231.69 

Over Exploited 

Thoor 

0826000503147500 

0.06 

0.11 

245.04 

0.13 

- 

0.13 

0.04 

0.46 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.144 

0.007 

0.136 

0.097 

70.94 

Semi Critical 



0.03 

0.01 

1,264.70 

0.01 

- 

0.01 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.007 

0.028 

384.55 

Over Exploited 

Udaipur (M CL) 

0826000542602000 

0.07 

0.60 

906,350.70 

0.72 

- 

0.72 

0.04 

0.57 

- 

- 

- 

- 

- 

- 

- 

0.715 

0.036 

0.679 

3.904 

574.76 

Over Exploited 



0.07 

1.49 

########## 

1.79 

0.40 

2.19 

0.04 

0.56 

- 

0.0100 

- 

- 

0.603 

0.613 

0.613 

2.807 

0.140 

2.666 

9.894 

371.06 

Over Exploited 

Undari Kalan 

0826000503158300 

0.07 

0.06 

235,173.84 

0.07 

- 

0.07 

0.02 

0.25 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.082 

0.004 

0.078 

0.084 

107.67 

Over Exploited 

Undari Khurd 

0826000503157700 

0.07 

0.15 

239,545.37 

0.18 

0.01 

0.19 

0.03 

0.42 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.230 

0.012 

0.219 

0.209 

95.29 

Critical 

Wani 

0826000203079500 

0.06 

0.00 

79,873.30 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.019 

2,882.83 

Over Exploited 

Abhay Pura 

0829000503605700 

0.08 

0.08 

74.15 

0.10 

0.01 

0.11 

0.06 

0.75 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.160 

0.008 

0.152 

0.276 

181.09 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Achalpura 

082900050361440C 

0.814 

Fresh 

Non-command 

Non-command 

Shale 

0.196 

5.26 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.17 

0.17 


Achhora 

0829000503598100 

1.784 

Fresh 

Non-command 

Non-command 

Shale 

0.423 

3.00 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.07 

0.001 

0.17 

0.18 






Gambhiri 

Command 

Shale 

1.361 

3.00 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.10 

0.10 

0.21 

0.005 

0.55 

0.58 


Ajolion Ka Khera 

0829000203547400 

2.463 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.463 

3.94 

0.012 

0.17 

0.03 

0.00 

0.00 

0.00 

0.25 

0.26 

0.67 

0.009 

0.70 

0.68 


Akodiya 

0829000203542500 

2.248 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.248 

6.75 

0.012 

0.06 

0.01 

0.00 

0.00 

0.00 

0.22 

0.24 

0.23 

0.008 

0.58 

0.53 


Akoriya 

0829000303549100 

3.162 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.587 

2.87 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.000 

0.10 

0.10 






Orai 

Command 

Gneisses(B.G.C) 

2.575 

2.87 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.13 

0.10 

0.000 

0.44 

0.44 


Ama 

0824000902902400 

11.505 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.920 

8.70 

0.015 

0.09 

0.00 

0.00 

0.00 

0.04 

1.22 

1.24 

0.31 

0.028 

0.45 

0.44 


Amalda 

0829000303560300 

5.344 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.911 

4.76 

0.020 

0.14 

0.02 

0.00 

0.00 

0.00 

0.59 

0.52 

0.56 

0.000 

0.51 

0.58 


Amarpura 

0829000203537000 

3.974 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.067 

10.51 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

3.907 

10.51 

0.012 

0.03 

0.00 

0.00 

0.00 

0.05 

0.46 

0.48 

0.11 

0.014 

0.56 

0.54 



0829000203540700 

1.740 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.740 

4.43 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.15 

0.06 

0.006 

0.66 

0.47 



0829000303552700 

2.171 

Fresh 

Non-command 

Non-command 

Shale 

1.913 

4.46 

0.015 

0.07 

0.02 

0.00 

0.00 

0.00 

0.18 

0.17 

0.27 

0.000 

0.47 

0.48 


Amartiya 

0824001102943300 

3.011 

Fresh 

Non-command 

Non-command 

Limestone 

2.839 

4.47 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.32 

0.28 

0.33 

0.008 

0.65 

0.75 



0829000303556000 

3.269 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.308 

6.67 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.03 

0.000 

0.06 

0.08 







Non-command 

Shale 

1.802 

6.67 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.21 

0.17 

0.18 

0.000 

0.36 

0.46 


Ambaberi 

0829000503605500 

1.894 

Fresh 

Non-command 

Non-command 

Shale 

1.674 

4.77 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.14 

0.05 

0.006 

0.60 

0.61 


Amli (garh Pachhli) 

0824000802881600 

8.993 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.920 

2.92 

0.020 

0.09 

0.01 

0.00 

0.00 

0.02 

0.52 

0.61 

0.31 

0.032 

0.53 

0.45 


Amoliya 

0829000503595000 

0.913 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.913 

3.44 

0.012 

0.07 

0.01 

0.00 

0.00 

0.01 

0.09 

0.09 

0.27 

0.003 

0.70 

0.67 


Amragadri Khera 

0829000203544800 

0.425 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.412 

4.91 

0.012 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.13 

0.001 

0.64 

0.46 


Anandpura 

0829000303556900 

1.168 

Fresh 

Non-command 

Non-command 

Shale 

1.168 

7.14 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.08 

0.000 

0.63 

0.90 


Andariyon Ki Jhonpariyan 

0829000303557500 

1.015 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.233 

5.58 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.000 

0.16 

0.20 







Non-command 

Limestone 

0.408 

5.58 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.03 

0.000 

0.28 

0.35 







Non-command 

Shale 

0.374 

5.58 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.000 

0.25 

0.32 


Anoppura 

0829000303560500 

5.856 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.616 

4.79 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.16 

0.10 

0.000 

0.15 

0.16 


Anwal Hera 

0829000503599300 

6.993 

Fresh 

Non-command 

Non-command 

Shale 

5.187 

4.14 

0.015 

0.29 

0.04 

0.00 

0.00 

0.00 

0.57 

0.58 

1.16 

0.018 

0.46 

0.45 






Bassi 

Command 

Shale 

1.361 

4.14 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.15 

0.16 

0.31 

0.005 

0.12 

0.12 


Arjunpura 

0829000503603500 

1.923 

Fresh 

Non-command 

Non-command 

Shale 

0.002 

5.53 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Aroli 

0824001202948000 

8.958 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.859 

2.58 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.04 

0.02 

0.04 

0.002 

0.07 

0.13 


Badliya 

0829000203538100 

3.012 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.955 

5.22 

0.012 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.18 

0.13 

0.007 

0.40 

0.33 







Non-command 

Gneisses(B.G.C) 

1.057 

5.22 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.06 

0.004 

0.22 

0.18 


Bageed 

0824001102935600 

3.559 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.030 

4.11 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Orai 

Command 

Phyllite & Schist 

3.529 

4.11 

0.020 

0.15 

0.02 

0.00 

0.00 

0.00 

0.42 

0.38 

0.59 

0.010 

0.67 

0.75 


Bakhtpura 

0829000203540500 

1.252 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.266 

4.45 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.001 

0.14 

0.10 







Non-command 

Gneisses(B.G.C) 

0.986 

4.45 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.10 

0.08 

0.004 

0.52 

0.37 


Baldarkha 

0829000503599400 

12.069 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.000 

4.08 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Shale 

4.106 

4.08 

0.015 

0.09 

0.01 

0.00 

0.00 

0.00 

0.33 

0.34 

0.35 

0.014 

0.20 

0.19 






Bassi 

Command 

Gneisses(B.G.C) 

0.055 

4.08 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Shale 

6.551 

4.08 

0.015 

0.15 

0.02 

0.00 

0.00 

0.00 

0.53 

0.55 

0.56 

0.023 

0.32 

0.31 


Balwantnagar 

0829000303557100 

3.836 

Fresh 

Non-command 

Non-command 

Shale 

3.836 

7.12 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.47 

0.32 

0.29 

0.000 

0.65 

0.96 


Banda 

0829000303557900 

2.010 

Fresh 

Non-command 

Non-command 

Limestone 

2.006 

3.68 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.18 

0.14 

0.15 

0.000 

0.69 

0.90 


Bandanwara 

0829000203537100 

4.227 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.310 

10.41 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.01 

0.001 

0.04 

0.04 







Non-command 

Gneisses(B.G.C) 

3.917 

10.41 

0.012 

0.03 

0.00 

0.00 

0.00 

0.00 

0.49 

0.52 

0.11 

0.014 

0.53 

0.51 


Banina 

0829000203546000 

5.401 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.543 

2.07 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.04 

0.002 

0.06 

0.05 







Non-command 

Gneisses(B.G.C) 

0.142 

2.07 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.01 


Banora 

0829000303555200 

4.790 

Fresh 

Non-command 

Non-command 

Limestone 

0.033 

6.84 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Shale 

4.757 

6.84 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.54 

0.43 

0.26 

0.000 

0.57 

0.71 


Baori Khera 

0829000503602400 

1.021 

Fresh 

Non-command 

Non-command 

Shale 

0.034 

5.72 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.02 


Bara Khera 

0829000303548000 

4.256 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.376 

3.71 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.06 

0.000 

0.19 

0.20 







Non-command 

Gneisses(B.G.C) 

0.072 

3.71 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 






Orai 

Command 

Phyllite & Schist 

1.908 

3.71 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.09 

0.000 

0.26 

0.27 







Command 

Gneisses(B.G.C) 

0.853 

3.71 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.04 

0.000 

0.12 

0.12 


Barada 

0829000503607800 

2.844 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.387 

5.50 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.01 

0.005 

0.35 

0.38 


Bari Ka Khera 

0829000303558100 

5.042 

Fresh 

Non-command 

Non-command 

Limestone 

1.588 

1.99 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.04 

0.000 

0.22 

0.38 







Non-command 

Bhander Sandstone 

3.048 

1.99 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.05 

0.000 

0.43 

0.73 



0829000503605600 

1.401 

Fresh 

Non-command 

Non-command 

Shale 

1.401 

4.30 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.11 

0.09 

0.005 

0.68 

0.71 


Barkhera 

0829000503605400 

0.736 

Fresh 

Non-command 

Non-command 

Shale 

0.069 

5.35 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.000 

0.06 

0.06 


Barla 

0824001102935100 

1.698 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.693 

3.34 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.11 

0.00 

0.005 

0.56 

0.60 


Barliyas 

0824000902901700 

19.360 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

11.352 

3.80 

0.020 

0.25 

0.04 

0.00 

0.00 

0.02 

1.05 

0.99 

0.93 

0.036 

0.35 

0.37 







Non-command 

Gneisses(B.G.C) 

7.203 

3.80 

0.015 

0.11 

0.02 

0.00 

0.00 

0.01 

0.49 

0.46 

0.40 

0.023 

0.22 

0.24 






Orai 

Command 

Phyllite & Schist 

0.093 

3.80 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Barniyas 

0829000303549900 

2.457 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.081 

2.00 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.02 







Non-command 

Shale 

0.614 

2.00 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.08 

0.000 

0.14 

0.14 






Orai 

Command 

Gneisses(B.G.C) 

1.415 

2.00 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.08 

0.08 

0.22 

0.000 

0.31 

0.32 







Command 

Shale 

0.067 

2.00 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.02 


Barodiya 

0829000503594900 

2.259 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.259 

2.65 

0.012 

0.16 

0.02 

0.00 

0.00 

0.00 

0.21 

0.22 

0.62 

0.008 

0.69 

0.65 


Baroondni 

0824001102935200 

13.887 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.840 

3.92 

0.020 

0.33 

0.05 

0.00 

0.00 

0.00 

0.82 

0.74 

1.30 

0.019 

0.30 

0.33 







Non-command 

Shale 

0.430 

3.92 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.07 

0.001 

0.02 

0.02 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Achalpura 

082900050361440C 

0.08 

0.00 

481.39 

0.00 

- 

0.00 

0.01 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.014 

449.90 

Over Exploited 

Achhora 

0829000503598100 

0.08 

0.01 

524.12 

0.01 

- 

0.01 

0.01 

0.18 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.068 

421.51 

Over Exploited 



0.08 

0.06 

56.29 

0.07 

0.01 

0.08 

0.04 

0.59 

- 

0.0200 

0.0022 

0.0021 

- 

0.024 

0.024 

0.108 

0.005 

0.102 

0.215 

209.86 

Over Exploited 

Ajolion Ka Khera 

0829000203547400 

0.04 

0.07 

273.91 

0.08 

0.03 

0.11 

0.05 

0.75 

- 

0.0800 

- 

- 

0.002 

0.082 

0.082 

0.196 

0.010 

0.187 

0.681 

364.88 

Over Exploited 

Akodiya 

0829000203542500 

0.04 

0.05 

367.85 

0.06 

0.01 

0.07 

0.05 

0.63 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.104 

0.005 

0.099 

0.238 

241.30 

Over Exploited 

Akoriya 

0829000303549100 

0.04 

0.00 

1,358.95 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.024 

877.56 

Over Exploited 



0.04 

0.05 

179.79 

0.06 

0.00 

0.06 

0.04 

0.48 

- 

0.0200 

0.0126 

0.0121 

0.001 

0.045 

0.045 

0.101 

0.005 

0.096 

0.096 

99.67 

Critical 

Ama 

0824000902902400 

0.05 

0.20 

519.24 

0.24 

0.04 

0.28 

0.04 

0.49 

- 

0.0100 

- 

- 

0.059 

0.070 

0.070 

0.350 

0.017 

0.332 

0.341 

102.67 

Over Exploited 

Amalda 

0829000303560300 

0.10 

0.25 

107.53 

0.30 

0.02 

0.32 

0.05 

0.56 

- 

0.1100 

- 

- 

0.002 

0.112 

0.112 

0.434 

0.022 

0.412 

0.564 

136.95 

Over Exploited 

Amarpura 

0829000203537000 

0.06 

0.00 

23,715.77 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.09 

444.66 

0.11 

0.05 

0.15 

0.05 

0.61 

- 

- 

- 

- 

0.069 

0.069 

0.069 

0.220 

0.011 

0.209 

0.124 

59.50 

Safe 


0829000203540700 

0.04 

0.05 

220.34 

0.05 

0.00 

0.06 

0.05 

0.71 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.074 

0.004 

0.071 

0.070 

99.52 

Critical 


0829000303552700 

0.04 

0.04 

381.76 

0.04 

0.02 

0.06 

0.04 

0.52 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.113 

0.006 

0.108 

0.271 

251.41 

Over Exploited 

Amartiya 

0824001102943300 

0.06 

0.11 

155.20 

0.13 

0.01 

0.14 

0.04 

0.70 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.203 

0.010 

0.193 

0.337 

174.24 

Over Exploited 


0829000303556000 

0.04 

0.00 

4,116.84 

0.00 

- 

0.00 

0.00 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.031 

299.00 

Over Exploited 



0.04 

0.03 

100,981.77 

0.03 

0.01 

0.04 

0.03 

0.39 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.071 

0.004 

0.067 

0.178 

264.08 

Over Exploited 

Ambaberi 

0829000503605500 

0.08 

0.08 

66.38 

0.10 

- 

0.10 

0.05 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.108 

0.005 

0.103 

0.059 

57.18 

Safe 

Amli (garh Pachhli) 

0824000802881600 

0.06 

0.25 

143.12 

0.30 

0.03 

0.33 

0.04 

0.57 

- 

0.0300 

- 

- 

0.029 

0.059 

0.059 

0.389 

0.019 

0.370 

0.338 

91.34 

Critical 

Amoliya 

0829000503595000 

0.06 

0.04 

143.25 

0.05 

0.02 

0.06 

0.05 

0.75 

- 

0.0300 

- 

- 

0.011 

0.041 

0.041 

0.104 

0.005 

0.098 

0.276 

280.67 

Over Exploited 

Amragadri Khera 

0829000203544800 

0.04 

0.01 

606.22 

0.01 

- 

0.01 

0.05 

0.69 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.033 

0.002 

0.031 

0.126 

408.35 

Over Exploited 

Anandpura 

0829000303556900 

0.04 

0.03 

243.85 

0.04 

- 

0.04 

0.05 

0.68 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.055 

0.003 

0.052 

0.082 

156.43 

Over Exploited 

Andariyon Ki Jhonpariyan 

0829000303557500 

0.04 

0.00 

933.48 

0.00 

0.00 

0.00 

0.01 

0.17 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.002 

0.000 

0.002 

0.013 

599.14 

Over Exploited 



0.06 

0.01 

535.20 

0.01 

0.00 

0.01 

0.02 

0.30 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.020 

0.001 

0.019 

0.027 

142.35 

Over Exploited 



0.04 

0.00 

532.37 

0.00 

0.00 

0.01 

0.02 

0.27 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.006 

0.000 

0.006 

0.017 

280.65 

Over Exploited 

Anoppura 

0829000303560500 

0.10 

0.02 

570.54 

0.03 

0.00 

0.03 

0.01 

0.16 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.051 

0.003 

0.049 

0.098 

200.68 

Over Exploited 

Anwal Hera 

0829000503599300 

0.08 

0.19 

199.48 

0.23 

0.04 

0.27 

0.04 

0.50 

- 

0.2200 

- 

- 

- 

0.220 

0.220 

0.494 

0.025 

0.469 

1.174 

250.32 

Over Exploited 



0.08 

0.01 

1,074.41 

0.02 

0.01 

0.03 

0.01 

0.13 

- 

0.0600 

0.0183 

0.0176 

- 

0.096 

0.096 

0.122 

0.006 

0.116 

0.310 

267.23 

Over Exploited 

Arjunpura 

0829000503603500 

0.08 

0.00 

223,796.09 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Aroli 

0824001202948000 

0.08 

0.00 

358.60 

0.01 

0.01 

0.02 

0.01 

0.07 

- 

0.0100 

- 

- 

0.018 

0.028 

0.028 

0.046 

0.002 

0.044 

0.044 

101.02 

Over Exploited 

Badliya 

0829000203538100 

0.06 

0.04 

305.71 

0.05 

0.00 

0.06 

0.03 

0.43 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.070 

0.003 

0.066 

0.133 

201.56 

Over Exploited 



0.04 

0.01 

983.79 

0.01 

0.00 

0.01 

0.02 

0.23 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.026 

0.001 

0.025 

0.066 

264.82 

Over Exploited 

Bageed 

0824001102935600 

0.08 

0.00 

16,960.66 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.18 

106.85 

0.22 

0.02 

0.24 

0.04 

0.72 

- 

0.1100 

0.0172 

0.0166 

0.005 

0.149 

0.149 

0.391 

0.020 

0.371 

0.602 

162.14 

Over Exploited 

Bakhtpura 

0829000203540500 

0.06 

0.00 

1,430.24 

0.00 

0.00 

0.00 

0.01 

0.15 

- 

- 

- 

- 

0.001 

0.002 

0.002 

0.005 

0.000 

0.005 

0.023 

487.14 

Over Exploited 



0.04 

0.02 

383.01 

0.02 

- 

0.02 

0.04 

0.56 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.034 

0.002 

0.033 

0.083 

252.52 

Over Exploited 

Baldarkha 

0829000503599400 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.07 

952,440.02 

0.08 

0.01 

0.09 

0.02 

0.22 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.160 

0.008 

0.152 

0.365 

239.62 

Over Exploited 



0.06 

0.00 

31,104.95 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0007 

0.0007 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.004 

312.52 

Over Exploited 



0.08 

0.17 

221.28 

0.20 

0.02 

0.22 

0.03 

0.35 

- 

0.1000 

0.0881 

0.0848 

- 

0.273 

0.273 

0.498 

0.025 

0.473 

0.579 

122.36 

Over Exploited 

Balwantnagar 

0829000303557100 

0.04 

0.10 

217.76 

0.12 

0.01 

0.13 

0.05 

0.70 

- 

0.0500 

- 

- 

0.002 

0.052 

0.052 

0.182 

0.009 

0.173 

0.288 

166.25 

Over Exploited 

Banda 

0829000303557900 

0.06 

0.08 

63.77 

0.10 

0.01 

0.11 

0.05 

0.74 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.140 

0.007 

0.133 

0.151 

113.34 

Over Exploited 

Bandanwara 

0829000203537100 

0.06 

0.00 

5,290.72 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.006 

740.66 

Over Exploited 



0.04 

0.08 

522.51 

0.10 

0.00 

0.11 

0.05 

0.58 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.113 

0.006 

0.107 

0.124 

116.04 

Over Exploited 

Banina 

0829000203546000 

0.06 

0.00 

1,299.50 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.037 

1,668.60 

Over Exploited 



0.04 

0.00 

4,100.32 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

9,684.08 

Over Exploited 

Banora 

0829000303555200 

0.06 

0.00 

46,546.17 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.04 

0.11 

297.10 

0.13 

0.01 

0.14 

0.05 

0.62 

- 

0.0500 

- 

- 

0.002 

0.052 

0.052 

0.194 

0.010 

0.184 

0.255 

138.36 

Over Exploited 

Baori Khera 

0829000503602400 

0.08 

0.00 

5,475.68 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

12,004.76 

Over Exploited 

Bara Khera 

0829000303548000 

0.04 

0.01 

791.00 

0.01 

- 

0.01 

0.02 

0.20 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.022 

0.001 

0.021 

0.060 

283.10 

Over Exploited 



0.04 

0.00 

13,331.37 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

18,603.00 

Over Exploited 



0.04 

0.02 

505.61 

0.02 

- 

0.02 

0.02 

0.28 

- 

0.0200 

0.0093 

0.0090 

- 

0.038 

0.038 

0.062 

0.003 

0.059 

0.090 

152.90 

Over Exploited 



0.04 

0.00 

1,252.87 

0.00 

- 

0.00 

0.01 

0.13 

- 

0.0100 

0.0042 

0.0040 

- 

0.018 

0.018 

0.023 

0.001 

0.022 

0.036 

164.58 

Over Exploited 

Barada 

0829000503607800 

0.06 

0.03 

177.67 

0.04 

0.00 

0.04 

0.03 

0.38 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.037 

0.002 

0.035 

0.018 

51.01 

Safe 

Bari Ka Khera 

0829000303558100 

0.06 

0.02 

103.28 

0.03 

- 

0.03 

0.02 

0.24 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.036 

0.002 

0.034 

0.042 

124.33 

Over Exploited 



0.10 

0.13 

(40.57) 

0.10 

- 

0.10 

0.03 

0.46 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.115 

0.006 

0.109 

0.048 

44.09 

Safe 


0829000503605600 

0.08 

0.08 

35.92 

0.09 

- 

0.09 

0.06 

0.74 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.114 

0.006 

0.109 

0.091 

83.64 

Semi Critical 

Barkhera 

0829000503605400 

0.08 

0.00 

4,346.04 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.020 

5,192.05 

Over Exploited 

Barla 

0824001102935100 

0.08 

0.07 

46.02 

0.09 

- 

0.09 

0.05 

0.61 

- 

- 

- 

- 

- 

- 

- 

0.088 

0.004 

0.083 

0.005 

5.60 

Safe 

Barliyas 

0824000902901700 

0.06 

0.23 

330.56 

0.28 

0.06 

0.34 

0.03 

0.38 

- 

0.1800 

- 

- 

0.031 

0.211 

0.211 

0.549 

0.027 

0.521 

0.970 

186.10 

Over Exploited 



0.05 

0.08 

474.12 

0.10 

0.03 

0.13 

0.02 

0.24 

- 

0.0800 

- 

- 

0.018 

0.098 

0.098 

0.226 

0.011 

0.215 

0.427 

198.84 

Over Exploited 



0.06 

0.00 

40,199.16 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0005 

0.0004 

0.001 

0.002 

0.002 

0.002 

0.000 

0.002 

0.000 

15.74 

Safe 

Barniyas 

0829000303549900 

0.04 

0.00 

3,743.36 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

17,589.76 

Over Exploited 



0.04 

0.00 

1,024.74 

0.00 

- 

0.00 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.077 

578.91 

Over Exploited 



0.04 

0.02 

346.31 

0.02 

0.01 

0.03 

0.03 

0.34 

- 

0.0400 

0.0083 

0.0100 

- 

0.058 

0.058 

0.090 

0.004 

0.085 

0.216 

252.79 

Over Exploited 



0.04 

0.00 

5,008.71 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0004 

0.0005 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.010 

1,111.57 

Over Exploited 

Barodiya 

0829000503594900 

0.06 

0.09 

135.28 

0.11 

0.02 

0.13 

0.05 

0.75 

- 

0.0700 

- 

- 

0.002 

0.072 

0.072 

0.207 

0.010 

0.197 

0.630 

320.35 

Over Exploited 

Baroondni 

0824001102935200 

0.08 

0.16 

366.45 

0.19 

0.05 

0.24 

0.02 

0.33 

- 

0.2400 

- 

- 

- 

0.240 

0.240 

0.481 

0.024 

0.456 

1.320 

289.14 

Over Exploited 



0.04 

0.00 

12,407.88 

0.00 

- 

0.00 

0.00 

0.02 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.010 

0.001 

0.010 

0.075 

761.43 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 






Orai 

Command 

Phyllite & Schist 

6.128 

3.92 

0.020 

0.30 

0.04 

0.00 

0.00 

0.00 

0.74 

0.67 

1.16 

0.017 

0.27 

0.30 


Basotha 

0829000303554000 

3.540 

Fresh 

Non-command 

Non-command 

Shale 

2.881 

5.57 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.27 

0.27 

0.13 

0.000 

0.44 

0.44 


Bassi 

0829000503600100 

14.109 

Fresh 

Non-command 

Non-command 

Shale 

5.974 

3.96 

0.015 

0.25 

0.06 

0.00 

0.00 

0.00 

0.54 

0.54 

0.95 

0.021 

0.23 

0.23 






Bassi 

Command 

Shale 

6.159 

3.96 

0.015 

0.25 

0.06 

0.00 

0.00 

0.00 

0.56 

0.55 

0.98 

0.021 

0.23 

0.24 


Bassi Fatehpur 

0829000303558700 

1.085 

Fresh 

Non-command 

Non-command 

Limestone 

1.085 

5.93 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.18 

0.09 

0.24 

0.000 

0.72 

1.38 


Bawlas 

0829000103528100 

8.904 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.542 

5.39 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.05 

0.002 

0.04 

0.03 


Beelora 

0829000503610000 

2.908 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.003 

6.79 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Shale 

0.274 

6.79 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.001 

0.07 

0.07 


Beeramiyas 

0824000902902600 

3.418 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.418 

10.32 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.55 

0.55 

0.11 

0.011 

0.56 

0.56 


Beethalpura 

0824001102935700 

2.893 

Fresh 

Orai 

Command 

Phyllite & Schist 

2.893 

4.57 

0.020 

0.13 

0.02 

0.00 

0.00 

0.00 

0.37 

0.34 

0.49 

0.008 

0.69 

0.76 


Bhadi Khera 

0829000503605900 

1.974 

Fresh 

Non-command 

Non-command 

Shale 

1.974 

4.75 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.14 

0.03 

0.007 

0.69 

0.71 


Bhairoosingh Ka Khera 

0829000503598600 

1.357 

Fresh 

Gambhiri 

Command 

Shale 

1.357 

3.05 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.12 

0.11 

0.28 

0.005 

0.72 

0.77 


Bhand Ka Khera 

0824001102936200 

1.273 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.221 

5.18 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.13 

0.12 

0.05 

0.003 

0.66 

0.73 






Orai 

Command 

Phyllite & Schist 

0.052 

5.18 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.03 

0.03 


Bhanpi 

0829000203537900 

6.320 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.485 

6.82 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.02 

0.002 

0.04 

0.04 







Non-command 

Gneisses(B.G.C) 

5.835 

6.82 

0.012 

0.06 

0.01 

0.00 

0.00 

0.03 

0.48 

0.52 

0.23 

0.021 

0.53 

0.49 


Bhanwariya Kalan 

0829000303558800 

2.413 

Fresh 

Non-command 

Non-command 

Limestone 

0.003 

6.82 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Shale 

2.410 

6.82 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.16 

0.04 

0.000 

0.69 

1.14 


Bhanwariya Khurd 

0829000303559000 

3.325 

Fresh 

Non-command 

Non-command 

Shale 

2.056 

7.17 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.25 

0.13 

0.16 

0.000 

0.43 

0.80 


Bharenda 

0824001102941900 

3.648 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.628 

5.13 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.09 

0.16 

0.002 

0.12 

0.13 







Non-command 

Limestone 

2.985 

5.13 

0.020 

0.20 

0.03 

0.00 

0.00 

0.00 

0.48 

0.43 

0.77 

0.008 

0.57 

0.63 


Bhatkhera 

0829000203536500 

3.070 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.070 

4.23 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.19 

0.08 

0.011 

0.60 

0.53 



0829000203545000 

1.510 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.510 

4.47 

0.012 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.15 

0.16 

0.005 

0.66 

0.47 


Bhatwara Kalan 

0829000203546200 

12.394 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.027 

1.72 

0.012 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.12 

0.16 

0.015 

0.22 

0.19 


Bhatwara Khurd 

0829000203546100 

5.356 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.522 

1.66 

0.012 

0.06 

0.01 

0.00 

0.00 

0.00 

0.11 

0.14 

0.22 

0.013 

0.43 

0.36 


Bhawanipura 

0829000203547100 

2.187 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.187 

4.03 

0.012 

0.05 

0.01 

0.00 

0.00 

0.01 

0.14 

0.17 

0.20 

0.008 

0.67 

0.55 



0829000303555300 

1.421 

Fresh 

Non-command 

Non-command 

Limestone 

0.187 

6.55 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.000 

0.07 

0.08 







Non-command 

Shale 

1.234 

6.55 

0.015 

0.02 

0.00 

0.00 

0.00 

0.03 

0.11 

0.09 

0.06 

0.000 

0.49 

0.56 


Bheelon Ki Baithak 

0829000303561900 

1.472 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.031 

4.50 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.06 

0.000 

0.40 

0.46 


Bheelya Khera 

0829000503598900 

6.157 

Fresh 

Non-command 

Non-command 

Shale 

5.583 

3.83 

0.015 

0.20 

0.03 

0.00 

0.00 

0.00 

0.49 

0.49 

0.77 

0.019 

0.61 

0.62 






Gambhiri 

Command 

Shale 

0.108 

3.83 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 


Bheem Puriya 

0829000503605800 

0.607 

Fresh 

Non-command 

Non-command 

Shale 

0.532 

5.03 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.07 

0.14 

0.002 

0.60 

0.62 


Bherda 

0829000503597800 

1.572 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.563 

2.92 

0.012 

0.03 

0.00 

0.00 

0.00 

0.02 

0.06 

0.06 

0.10 

0.005 

0.72 

0.77 






Gambhiri 

Command 

Gneisses(B.G.C) 

0.009 

2.92 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhoocharton Ki Kheri 

0829000503600000 

2.495 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.106 

2.18 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 






Bassi 

Command 

Gneisses(B.G.C) 

1.040 

2.18 

0.012 

0.01 

0.00 

0.00 

0.00 

0.01 

0.03 

0.03 

0.03 

0.004 

0.23 

0.23 







Command 

Shale 

1.348 

2.18 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.06 

0.005 

0.29 

0.29 


Bhoongariya 

0829000503602600 

1.780 

Fresh 

Non-command 

Non-command 

Shale 

0.065 

5.46 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.02 

0.02 


Bhuwanipura 

0829000203535300 

1.451 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.451 

5.26 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.13 

0.04 

0.005 

0.65 

0.47 


Bichhor 

0829000303553800 

10.221 

Fresh 

Non-command 

Non-command 

Shale 

9.831 

4.98 

0.015 

0.27 

0.04 

0.00 

0.00 

0.00 

0.96 

0.86 

1.07 

0.000 

0.56 

0.63 


Biharipura 

0824000802881500 

1.596 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.596 

3.77 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.12 

0.14 

0.04 

0.006 

0.61 

0.51 



0829000503600200 

0.885 

Fresh 

Bassi 

Command 

Shale 

0.885 

3.14 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.07 

0.14 

0.003 

0.54 

0.54 


Biliya 

0829000503599100 

6.784 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.784 

4.10 

0.012 

0.13 

0.02 

0.00 

0.00 

0.04 

0.39 

0.40 

0.50 

0.023 

0.69 

0.68 


Bilod 

0824001102934900 

6.243 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.036 

3.79 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.04 

0.003 

0.10 

0.11 






Orai 

Command 

Phyllite & Schist 

4.886 

3.79 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.41 

0.38 

0.18 

0.013 

0.47 

0.51 


Biloda 

0829000503607300 

2.454 

Fresh 

Non-command 

Non-command 

Shale 

0.305 

6.07 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.001 

0.09 

0.09 


Bilona Bari 

0824001202947700 

1.331 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.045 

4.35 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.04 


Bindoliya 

0829000203539000 

1.977 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.977 

5.10 

0.012 

0.04 

0.01 

0.00 

0.00 

0.01 

0.14 

0.19 

0.14 

0.007 

0.65 

0.47 


Bobla Kalan 

0829000503601700 

5.993 

Fresh 

Non-command 

Non-command 

Shale 

0.976 

4.95 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.01 

0.003 

0.09 

0.09 


Bobla Khurd 

0829000503602700 

1.340 

Fresh 

Non-command 

Non-command 

Shale 

0.025 

5.22 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Bodiyana 

0829000503597700 

2.902 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.902 

3.82 

0.012 

0.11 

0.02 

0.00 

0.00 

0.01 

0.21 

0.19 

0.44 

0.010 

0.73 

0.77 


Bojunda 

0829000503607600 

5.119 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.605 

5.64 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.23 

0.02 

0.012 

0.51 

0.54 






Gambhiri 

Command 

Gneisses(B.G.C) 

0.069 

5.64 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Bolo Ka Sanwata 

0829000203546700 

4.817 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.814 

3.19 

0.012 

0.25 

0.04 

0.00 

0.00 

0.00 

0.39 

0.50 

0.98 

0.017 

0.66 

0.52 


Boodh 

0829000203539600 

14.268 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.602 

4.96 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.05 

0.002 

0.03 

0.02 







Non-command 

Gneisses(B.G.C) 

9.299 

4.96 

0.012 

0.19 

0.03 

0.00 

0.00 

0.06 

0.63 

0.85 

0.72 

0.034 

0.42 

0.31 


Boojra 

0829000303553200 

1.142 

Fresh 

Non-command 

Non-command 

Shale 

1.142 

4.82 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.08 

0.08 

0.03 

0.000 

0.55 

0.57 


Borda 

0829000203546500 

10.956 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

10.953 

0.71 

0.012 

0.25 

0.04 

0.00 

0.00 

0.00 

0.30 

0.34 

0.96 

0.040 

0.68 

0.60 


Chainpuriya 

0824001102943000 

2.498 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.396 

5.61 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.30 

0.26 

0.14 

0.007 

0.66 

0.77 


Chanchpura 

0829000303560100 

6.374 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.233 

5.65 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.37 

0.29 

0.05 

0.000 

0.30 

0.39 







Non-command 

Shale 

1.335 

5.65 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.02 

0.000 

0.12 

0.16 


Chanda Kheri 

0829000303558500 

7.915 

Fresh 

Non-command 

Non-command 

Limestone 

4.025 

4.63 

0.020 

0.10 

0.02 

0.00 

0.00 

0.00 

0.45 

0.22 

0.40 

0.000 

0.37 

0.76 







Non-command 

Bhander Sandstone 

1.887 

4.63 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.20 

0.10 

0.11 

0.000 

0.17 

0.36 


Chandanpura 

0829000203536800 

1.189 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.189 

6.19 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.11 

0.04 

0.004 

0.59 

0.53 


Chandgarh 

0824000902900700 

6.262 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.282 

3.69 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.001 

0.03 

0.03 







Non-command 

Gneisses(B.G.C) 

0.001 

3.69 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chanpuriya 

0829000303551500 

2.406 

Fresh 

Non-command 

Non-command 

Shale 

1.627 

5.93 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.15 

0.03 

0.000 

0.36 

0.37 


Charan Kheri @ Sopura 

0824001102943200 

1.490 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.232 

4.64 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.001 

0.11 

0.12 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.08 

0.13 

427.20 

0.15 

0.04 

0.19 

0.02 

0.29 

- 

0.2200 

0.0299 

0.0288 

- 

0.279 

0.279 

0.472 

0.024 

0.448 

1.178 

262.91 

Over Exploited 

Basotha 

082900030355400C 

0.04 

0.05 

429.97 

0.06 

- 

0.06 

0.04 

0.48 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.080 

0.004 

0.076 

0.130 

170.47 

Over Exploited 

Bassi 

082900050360010C 

0.08 

0.11 

284.94 

0.13 

0.06 

0.19 

0.02 

0.25 

- 

0.1800 

- 

- 

- 

0.180 

0.180 

0.374 

0.019 

0.355 

0.975 

274.41 

Over Exploited 



0.08 

0.12 

365.27 

0.14 

0.06 

0.20 

0.02 

0.26 

- 

0.1800 

0.0994 

0.1196 

- 

0.399 

0.399 

0.601 

0.030 

0.571 

1.001 

175.30 

Over Exploited 

Bassi Fatehpur 

0829000303558700 

0.06 

0.05 

98.17 

0.06 

0.01 

0.07 

0.05 

0.77 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.107 

0.005 

0.102 

0.235 

230.85 

Over Exploited 

Bawlas 

0829000103528100 

0.06 

0.00 

5,013.18 

0.00 

- 

0.00 

0.00 

0.04 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.052 

471.58 

Over Exploited 

Beelora 

0829000503610000 

0.06 

0.00 

141,158.50 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

1,626.37 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.014 

818.38 

Over Exploited 

Beeramiyas 

0824000902902600 

0.05 

0.10 

477.25 

0.12 

0.01 

0.12 

0.05 

0.61 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.129 

0.006 

0.122 

0.119 

97.09 

Critical 

Beethalpura 

0824001102935700 

0.08 

0.15 

122.83 

0.18 

0.02 

0.20 

0.04 

0.73 

- 

0.0900 

0.0141 

0.0136 

0.001 

0.119 

0.119 

0.322 

0.016 

0.306 

0.498 

162.72 

Over Exploited 

Bhadi Khera 

0829000503605900 

0.08 

0.11 

26.67 

0.13 

0.00 

0.14 

0.06 

0.75 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.157 

0.008 

0.149 

0.040 

26.71 

Safe 

Bhairoosingh Ka Khera 

0829000503598600 

0.08 

0.08 

37.89 

0.10 

0.01 

0.11 

0.06 

0.78 

- 

0.0500 

0.0021 

0.0021 

0.006 

0.060 

0.060 

0.170 

0.009 

0.162 

0.286 

176.66 

Over Exploited 

Bhand Ka Khera 

0824001102936200 

0.08 

0.06 

92.93 

0.07 

0.01 

0.08 

0.04 

0.71 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.098 

0.005 

0.093 

0.056 

60.34 

Safe 



0.08 

0.00 

4,230.73 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0003 

0.0002 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Bhanpi 

0829000203537900 

0.06 

0.00 

4,056.31 

0.00 

0.00 

0.00 

0.00 

0.05 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.007 

0.000 

0.007 

0.021 

314.81 

Over Exploited 



0.04 

0.12 

319.06 

0.15 

0.04 

0.19 

0.05 

0.58 

- 

0.0300 

- 

- 

0.039 

0.069 

0.069 

0.254 

0.013 

0.241 

0.247 

102.42 

Over Exploited 

Bhanwariya Kalan 

0829000303558800 

0.06 

0.00 

155,821.66 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.04 

0.07 

133.13 

0.08 

0.00 

0.08 

0.05 

0.75 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.092 

0.005 

0.088 

0.038 

43.33 

Safe 

Bhanwariya Khurd 

0829000303559000 

0.04 

0.04 

276.36 

0.04 

0.01 

0.05 

0.03 

0.46 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.088 

0.004 

0.083 

0.156 

187.54 

Over Exploited 

Bharenda 

0824001102941900 

0.08 

0.01 

1,389.19 

0.01 

0.01 

0.02 

0.01 

0.13 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.047 

0.002 

0.045 

0.161 

360.83 

Over Exploited 



0.06 

0.10 

324.45 

0.12 

0.03 

0.15 

0.04 

0.60 

- 

0.1400 

- 

- 

- 

0.140 

0.140 

0.292 

0.015 

0.277 

0.778 

280.69 

Over Exploited 

Bhatkhera 

0829000203536500 

0.06 

0.10 

88.92 

0.12 

0.00 

0.12 

0.05 

0.64 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.133 

0.007 

0.126 

0.093 

73.91 

Semi Critical 


0829000203545000 

0.04 

0.04 

275.65 

0.05 

0.01 

0.06 

0.05 

0.71 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.088 

0.004 

0.084 

0.167 

200.21 

Over Exploited 

Bhatwara Kalan 

0829000203546200 

0.04 

0.03 

252.64 

0.04 

0.01 

0.05 

0.02 

0.23 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.072 

0.004 

0.068 

0.172 

252.22 

Over Exploited 

Bhatwara Khurd 

0829000203546100 

0.04 

0.06 

128.95 

0.07 

0.01 

0.09 

0.03 

0.47 

- 

0.0300 

- 

- 

0.003 

0.034 

0.034 

0.119 

0.006 

0.113 

0.237 

209.63 

Over Exploited 

Bhawanipura 

0829000203547100 

0.04 

0.06 

184.87 

0.07 

0.02 

0.09 

0.05 

0.72 

- 

0.0200 

- 

- 

0.008 

0.028 

0.028 

0.113 

0.006 

0.107 

0.208 

193.55 

Over Exploited 


0829000303555300 

0.06 

0.00 

2,506.21 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.008 

850.66 

Over Exploited 



0.04 

0.02 

288.83 

0.03 

0.03 

0.06 

0.04 

0.53 

- 

0.0100 

- 

- 

0.052 

0.062 

0.062 

0.126 

0.006 

0.119 

0.060 

50.31 

Safe 

Bheelon Ki Baithak 

0829000303561900 

0.10 

0.04 

133.87 

0.05 

0.00 

0.05 

0.03 

0.43 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.061 

0.003 

0.058 

0.060 

103.90 

Over Exploited 

Bheelya Khera 

0829000503598900 

0.08 

0.28 

72.75 

0.34 

0.03 

0.37 

0.05 

0.66 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.457 

0.023 

0.434 

0.784 

180.67 

Over Exploited 



0.08 

0.00 

5,694.33 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0002 

0.0002 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.013 

3,301.51 

Over Exploited 

Bheem Puriya 

0829000503605800 

0.08 

0.03 

161.62 

0.03 

0.01 

0.04 

0.05 

0.65 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.072 

0.004 

0.068 

0.141 

207.03 

Over Exploited 

Bherda 

0829000503597800 

0.06 

0.07 

(18.53) 

0.06 

0.02 

0.08 

0.06 

0.78 

- 

0.0200 

- 

- 

0.036 

0.056 

0.056 

0.135 

0.007 

0.128 

0.103 

80.61 

Semi Critical 



0.06 

0.00 

12,519.56 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhoocharton Ki Kheri 

0829000503600000 

0.06 

0.00 

1,724.66 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

2,587.59 

Over Exploited 



0.06 

0.01 

119.74 

0.02 

0.01 

0.02 

0.02 

0.25 

- 

0.0100 

0.0168 

0.0202 

0.008 

0.055 

0.055 

0.077 

0.004 

0.073 

0.033 

44.49 

Safe 



0.08 

0.03 

96.64 

0.04 

0.00 

0.04 

0.03 

0.32 

- 

0.0100 

0.0217 

0.0262 

0.001 

0.059 

0.059 

0.099 

0.005 

0.094 

0.064 

68.00 

Safe 

Bhoongariya 

0829000503602600 

0.08 

0.00 

4,852.51 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

6,034.31 

Over Exploited 

Bhuwanipura 

0829000203535300 

0.06 

0.05 

155.96 

0.06 

- 

0.06 

0.05 

0.70 

- 

- 

- 

- 

- 

- 

- 

0.063 

0.003 

0.060 

0.043 

72.28 

Semi Critical 

Bichhor 

0829000303553800 

0.04 

0.22 

291.26 

0.27 

0.04 

0.31 

0.05 

0.61 

- 

0.2000 

- 

- 

- 

0.200 

0.200 

0.505 

0.025 

0.480 

1.066 

222.12 

Over Exploited 

Biharipura 

0824000802881500 

0.06 

0.06 

148.28 

0.07 

0.01 

0.08 

0.05 

0.66 

- 

- 

- 

- 

0.014 

0.014 

0.014 

0.094 

0.005 

0.089 

0.043 

48.79 

Safe 


0829000503600200 

0.08 

0.04 

82.51 

0.05 

0.01 

0.06 

0.05 

0.59 

- 

0.0300 

0.0143 

0.0172 

- 

0.061 

0.061 

0.118 

0.006 

0.112 

0.142 

126.48 

Over Exploited 

Biliya 

0829000503599100 

0.06 

0.28 

41.71 

0.34 

0.06 

0.40 

0.05 

0.75 

- 

0.0600 

- 

- 

0.059 

0.120 

0.120 

0.518 

0.026 

0.492 

0.526 

107.05 

Over Exploited 

Bilod 

0824001102934900 

0.08 

0.01 

466,795.89 

0.01 

- 

0.01 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.019 

0.001 

0.018 

0.039 

211.93 

Over Exploited 



0.08 

0.18 

115.66 

0.21 

0.01 

0.22 

0.04 

0.51 

- 

0.0300 

0.0238 

0.0230 

- 

0.077 

0.077 

0.298 

0.015 

0.283 

0.193 

68.30 

Safe 

Biloda 

0829000503607300 

0.08 

0.00 

1,140.67 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.001 

41.73 

Safe 

Bilona Bari 

0824001202947700 

0.08 

0.00 

2,878.71 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bindoliya 

0829000203539000 

0.06 

0.07 

170.16 

0.09 

0.02 

0.10 

0.05 

0.70 

- 

0.0200 

- 

- 

0.009 

0.029 

0.029 

0.131 

0.007 

0.124 

0.145 

116.93 

Over Exploited 

Bobla Kalan 

0829000503601700 

0.08 

0.01 

927.71 

0.01 

- 

0.01 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.016 

205.62 

Over Exploited 

Bobla Khurd 

0829000503602700 

0.08 

0.00 

9,401.32 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bodiyana 

0829000503597700 

0.06 

0.13 

53.99 

0.15 

0.03 

0.18 

0.06 

0.78 

- 

0.0500 

- 

- 

0.014 

0.064 

0.064 

0.246 

0.012 

0.233 

0.447 

191.53 

Over Exploited 

Bojunda 

0829000503607600 

0.06 

0.11 

108.09 

0.13 

- 

0.13 

0.04 

0.55 

- 

- 

- 

- 

- 

- 

- 

0.132 

0.007 

0.126 

0.036 

28.99 

Safe 



0.06 

0.00 

10,296.61 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bolo Ka Sanwata 

0829000203546700 

0.04 

0.13 

289.23 

0.15 

0.04 

0.19 

0.05 

0.71 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

0.303 

0.015 

0.288 

0.996 

345.74 

Over Exploited 

Boodh 

0829000203539600 

0.06 

0.00 

6,431.62 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.011 

0.001 

0.011 

0.051 

469.97 

Over Exploited 



0.04 

0.16 

438.13 

0.19 

0.09 

0.28 

0.03 

0.46 

- 

0.0800 

- 

- 

0.096 

0.176 

0.176 

0.460 

0.023 

0.437 

0.756 

173.09 

Over Exploited 

Boojra 

0829000303553200 

0.04 

0.02 

204.18 

0.03 

0.01 

0.04 

0.05 

0.60 

- 

0.0100 

- 

- 

0.019 

0.029 

0.029 

0.072 

0.004 

0.069 

0.034 

49.60 

Safe 

Borda 

0829000203546500 

0.04 

0.30 

14.04 

0.34 

0.04 

0.38 

0.05 

0.73 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

0.490 

0.024 

0.465 

1.002 

215.28 

Over Exploited 

Chainpuriya 

0824001102943000 

0.08 

0.12 

112.39 

0.15 

0.01 

0.16 

0.04 

0.70 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.185 

0.009 

0.176 

0.144 

81.53 

Semi Critical 

Chanchpura 

0829000303560100 

0.10 

0.10 

197.88 

0.12 

0.00 

0.12 

0.03 

0.32 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.129 

0.006 

0.122 

0.046 

37.68 

Safe 



0.04 

0.01 

1,201.13 

0.01 

0.00 

0.01 

0.01 

0.13 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.012 

0.001 

0.012 

0.019 

162.18 

Over Exploited 

Chanda Kheri 

0829000303558500 

0.06 

0.09 

140,811.32 

0.11 

0.02 

0.13 

0.03 

0.40 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.207 

0.010 

0.197 

0.403 

205.04 

Over Exploited 



0.10 

0.03 

203.78 

0.04 

- 

0.04 

0.01 

0.19 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.059 

0.003 

0.056 

0.113 

200.70 

Over Exploited 

Chandanpura 

0829000203536800 

0.06 

0.04 

171.57 

0.05 

0.00 

0.05 

0.05 

0.64 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.047 

0.002 

0.045 

0.047 

105.83 

Over Exploited 

Chandgarh 

0824000902900700 

0.06 

0.00 

6,307.67 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.032 

6,159.77 

Over Exploited 



0.05 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chanpuriya 

0829000303551500 

0.04 

0.02 

550.49 

0.03 

- 

0.03 

0.03 

0.39 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.038 

0.002 

0.036 

0.029 

79.90 

Semi Critical 

Charan Kheri @ Sopura 

0824001102943200 

0.08 

0.00 

1,344.13 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.023 

1,039.11 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 







Non-command 

Limestone 

1.258 

4.64 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.13 

0.11 

0.003 

0.58 

0.67 


Chatar Bhuj Ka Khera 

0829000503614100 

1.287 

Fresh 

Non-command 

Non-command 

Shale 

1.284 

4.73 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.00 

0.004 

0.70 

0.71 


Chatra Ka Khera 

0829000203543000 

1.451 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.451 

7.21 

0.012 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.15 

0.13 

0.005 

0.55 

0.54 


Chawandiya 

0829000303549000 

4.793 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.793 

5.93 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.45 

0.45 

0.14 

0.000 

0.55 

0.55 



0829000303555900 

1.169 

Fresh 

Non-command 

Non-command 

Shale 

1.152 

6.75 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.17 

0.13 

0.24 

0.000 

0.60 

0.74 


Chhachheri 

0824000802881100 

4.615 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.113 

4.27 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.01 







Non-command 

Gneisses(B.G.C) 

0.332 

4.27 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.05 

0.04 


Chhapiya Kheri 

0829000503600500 

2.575 

Fresh 

Bassi 

Command 

Gneisses(B.G.C) 

0.018 

4.22 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Shale 

2.027 

4.22 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.16 

0.13 

0.007 

0.42 

0.43 


Chhota Khera 

0829000303547900 

1.248 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.268 

3.77 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.000 

0.13 

0.13 






Orai 

Command 

Phyllite & Schist 

0.732 

3.77 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.04 

0.000 

0.34 

0.37 


Chitoriya 

0824001102943400 

0.779 

Fresh 

Non-command 

Non-command 

Limestone 

0.645 

4.15 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.07 

0.17 

0.002 

0.57 

0.69 


Chittaurgarh (M) 

0829000542903000 

32.334 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.287 

4.87 

0.012 

0.35 

0.01 

0.00 

0.00 

0.00 

0.75 

0.70 

0.15 

0.943 

0.16 

0.17 







Non-command 

Limestone 

0.854 

4.87 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.12 

0.12 

0.03 

0.111 

0.02 

0.02 







Non-command 

Shale 

0.373 

4.87 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.02 

0.048 

0.01 

0.01 






Gambhiri 

Command 

Gneisses(B.G.C) 

0.789 

4.87 

0.012 

0.04 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.02 

0.102 

0.02 

0.02 







Command 

Limestone 

0.002 

4.87 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Shale 

0.103 

4.87 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.013 

0.00 

0.00 


Chodhriyas Suthera 

0824000902901900 

6.106 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.106 

3.98 

0.015 

0.17 

0.03 

0.00 

0.00 

0.01 

0.49 

0.47 

0.67 

0.019 

0.58 

0.61 


Chogawari 

0829000203543800 

6.463 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.463 

3.52 

0.012 

0.11 

0.02 

0.00 

0.00 

0.02 

0.33 

0.43 

0.43 

0.023 

0.65 

0.50 



0829000503595100 

2.842 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.842 

3.22 

0.012 

0.10 

0.01 

0.00 

0.00 

0.00 

0.19 

0.19 

0.37 

0.010 

0.71 

0.72 


Chomu 

0829000303548700 

4.278 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.687 

1.73 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.000 

0.09 

0.09 






Orai 

Command 

Gneisses(B.G.C) 

3.591 

1.73 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.12 

0.17 

0.000 

0.46 

0.46 


Chosla 

0829000303548300 

2.205 

Fresh 

Orai 

Command 

Gneisses(B.G.C) 

2.205 

2.44 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.10 

0.17 

0.000 

0.55 

0.57 


Chothpura 

0829000503609900 

2.353 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.481 

6.09 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.002 

0.15 

0.15 







Non-command 

Shale 

1.223 

6.09 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.07 

0.004 

0.37 

0.39 






Gambhiri 

Command 

Gneisses(B.G.C) 

0.647 

6.09 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.03 

0.002 

0.20 

0.21 


Dadiya 

0829000203541100 

3.163 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.023 

4.36 

0.012 

0.04 

0.01 

0.00 

0.00 

0.00 

0.18 

0.25 

0.16 

0.011 

0.63 

0.45 


Dagla Ka Khera 

0829000503597600 

1.795 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.656 

5.07 

0.012 

0.04 

0.01 

0.00 

0.00 

0.00 

0.13 

0.12 

0.14 

0.006 

0.67 

0.71 







Non-command 

Limestone 

0.139 

5.07 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.000 

0.06 

0.06 


Dalelsingh Ji Ka Khera 

0824000802885400 

4.272 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.763 

3.06 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.03 

0.007 

0.24 

0.22 


Damdama 

0829000503598200 

0.640 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.061 

2.90 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.07 

0.07 






Gambhiri 

Command 

Gneisses(B.G.C) 

0.124 

2.90 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.14 

0.15 







Command 

Shale 

0.455 

2.90 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.002 

0.51 

0.55 


Damti 

0824001102941700 

8.428 

Fresh 

Non-command 

Non-command 

Limestone 

6.097 

4.28 

0.020 

0.09 

0.01 

0.00 

0.00 

0.05 

0.56 

0.44 

0.33 

0.017 

0.50 

0.63 







Non-command 

Bhander Sandstone 

2.331 

4.28 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.22 

0.17 

0.08 

0.006 

0.19 

0.24 


Danta Ka Khera 

0829000203535600 

1.380 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.852 

5.39 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.03 

0.003 

0.40 

0.30 







Non-command 

Gneisses(B.G.C) 

0.529 

5.39 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.01 

0.002 

0.25 

0.18 


Daulatpura 

0829000303549600 

0.722 

Fresh 

Orai 

Command 

Gneisses(B.G.C) 

0.722 

1.67 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.04 

0.04 

0.13 

0.000 

0.54 

0.55 



0829000503595400 

3.415 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.415 

2.28 

0.012 

0.07 

0.01 

0.00 

0.00 

0.00 

0.15 

0.14 

0.27 

0.012 

0.72 

0.76 


Daulji Ka Khera 

0824001102941500 

7.941 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.068 

6.15 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 







Non-command 

Limestone 

5.901 

6.15 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.79 

0.70 

0.26 

0.016 

0.51 

0.57 







Non-command 

Bhander Sandstone 

0.016 

6.15 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dekri Khera 

0829000303551600 

2.955 

Fresh 

Non-command 

Non-command 

Shale 

2.697 

5.98 

0.015 

0.08 

0.02 

0.00 

0.00 

0.00 

0.30 

0.30 

0.30 

0.000 

0.49 

0.49 


Deo Doongi 

0829000503604000 

1.785 

Fresh 

Non-command 

Non-command 

Shale 

0.008 

5.86 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Deoda 

0829000203539200 

8.740 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.740 

4.85 

0.012 

0.15 

0.02 

0.00 

0.00 

0.02 

0.59 

0.82 

0.58 

0.032 

0.65 

0.47 


Deolachh 

0829000303553400 

5.605 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.117 

3.45 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 







Non-command 

Shale 

5.109 

3.45 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.32 

0.31 

0.26 

0.000 

0.50 

0.53 


Deoriya 

0829000303554900 

1.310 

Fresh 

Non-command 

Non-command 

Shale 

1.310 

6.06 

0.015 

0.03 

0.00 

0.00 

0.00 

0.07 

0.08 

0.08 

0.12 

0.000 

0.55 

0.59 


Det 

0829000203544500 

2.321 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.283 

3.36 

0.012 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.16 

0.14 

0.008 

0.65 

0.48 


Devi Singh Ka Khera 

0824001102936500 

0.959 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.166 

5.09 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.000 

0.12 

0.13 






Orai 

Command 

Phyllite & Schist 

0.002 

5.09 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Devipura 

0824001102934700 

2.071 

Fresh 

Orai 

Command 

Phyllite & Schist 

2.071 

3.85 

0.020 

0.14 

0.02 

0.00 

0.00 

0.00 

0.28 

0.25 

0.54 

0.006 

0.64 

0.71 


Dewaliya 

0824001102935300 

1.952 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.648 

4.38 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.20 

0.18 

0.26 

0.005 

0.54 

0.61 







Non-command 

Shale 

0.001 

4.38 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Orai 

Command 

Phyllite & Schist 

0.218 

4.38 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.001 

0.07 

0.08 


Dhadhan 

0829000503606100 

6.320 

Fresh 

Non-command 

Non-command 

Shale 

4.007 

3.51 

0.015 

0.09 

0.01 

0.00 

0.00 

0.00 

0.29 

0.27 

0.34 

0.014 

0.46 

0.48 






Gambhiri 

Command 

Shale 

1.553 

3.51 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.11 

0.13 

0.005 

0.18 

0.19 


Dhakar Kheri 

0824001102935500 

6.459 

Fresh 

Orai 

Command 

Phyllite & Schist 

6.459 

4.24 

0.020 

0.14 

0.02 

0.00 

0.00 

0.00 

0.67 

0.60 

0.55 

0.018 

0.68 

0.75 


Dhaman Gati 

0824001102935000 

2.674 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.551 

3.65 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.25 

0.23 

0.28 

0.007 

0.55 

0.59 


Dhanet Kalan 

0829000503597300 

7.013 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.870 

5.47 

0.012 

0.14 

0.02 

0.00 

0.00 

0.01 

0.48 

0.45 

0.55 

0.020 

0.61 

0.65 







Non-command 

Limestone 

0.896 

5.47 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.13 

0.12 

0.15 

0.003 

0.09 

0.10 


Dhanet Khurd 

0829000503597200 

2.444 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.941 

4.06 

0.012 

0.05 

0.01 

0.00 

0.00 

0.00 

0.13 

0.12 

0.20 

0.007 

0.58 

0.61 


Dhantol 

0829000203542800 

4.292 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.292 

6.09 

0.012 

0.04 

0.00 

0.00 

0.00 

0.00 

0.34 

0.34 

0.12 

0.016 

0.54 

0.54 


Dharla 

0829000303563600 

5.257 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.777 

2.36 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.25 

0.12 

0.32 

0.000 

0.52 

1.10 


Dholi 

0829000203542900 

4.332 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.196 

6.21 

0.012 

0.08 

0.01 

0.00 

0.00 

0.01 

0.36 

0.36 

0.30 

0.015 

0.52 

0.52 






Bassi 

Command 

Gneisses(B.G.C) 

0.009 

6.21 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dhora 

0829000203545100 

0.659 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.659 

4.85 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.04 

0.002 

0.66 

0.47 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.06 

0.04 

191.89 

0.05 

- 

0.05 

0.04 

0.62 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.073 

0.004 

0.069 

0.111 

160.84 

Over Exploited 

Chatar Bhuj Ka Khera 

0829000503614100 

0.08 

0.07 

21.56 

0.09 

- 

0.09 

0.06 

0.76 

- 

- 

- 

- 

- 

- 

- 

0.089 

0.004 

0.084 

0.004 

5.24 

Safe 

Chatra Ka Khera 

0829000203543000 

0.04 

0.03 

378.59 

0.04 

- 

0.04 

0.05 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.048 

0.002 

0.046 

0.130 

285.74 

Over Exploited 

Chawandiya 

0829000303549000 

0.04 

0.11 

320.96 

0.13 

0.01 

0.13 

0.05 

0.60 

- 

0.0200 

- 

- 

0.008 

0.028 

0.028 

0.162 

0.008 

0.154 

0.138 

89.90 

Semi Critical 


0829000303555900 

0.04 

0.03 

390.35 

0.03 

0.01 

0.04 

0.05 

0.64 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.083 

0.004 

0.079 

0.235 

298.25 

Over Exploited 

Chhachheri 

0824000802881100 

0.06 

0.00 

11,840.62 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.002 

2,024.24 

Over Exploited 



0.07 

0.00 

1,870.62 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.008 

706.32 

Over Exploited 

Chhapiya Kheri 

0829000503600500 

0.06 

0.00 

22,115.41 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0002 

0.0002 

- 

0.001 

0.001 

0.001 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.07 

123.88 

0.08 

- 

0.08 

0.04 

0.46 

- 

0.0200 

0.0273 

0.0262 

- 

0.074 

0.074 

0.158 

0.008 

0.150 

0.132 

88.14 

Semi Critical 

Chhota Khera 

0829000303547900 

0.04 

0.00 

8,191.44 

0.00 

- 

0.00 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.012 

1,049.53 

Over Exploited 



0.04 

0.01 

377.31 

0.01 

- 

0.01 

0.03 

0.37 

- 

0.0100 

0.0036 

0.0034 

- 

0.017 

0.017 

0.029 

0.001 

0.028 

0.036 

130.14 

Over Exploited 

Chitoriya 

0824001102943400 

0.06 

0.02 

213.71 

0.03 

0.01 

0.04 

0.04 

0.61 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.067 

0.003 

0.063 

0.168 

265.09 

Over Exploited 

Chittaurgarh (M) 

0829000542903000 

0.06 

0.07 

881.10 

0.09 

0.01 

0.10 

0.01 

0.18 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.116 

0.006 

0.110 

1.097 

997.05 

Over Exploited 



0.07 

0.00 

9,975.94 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.137 

10,446.75 

Over Exploited 



0.08 

0.00 

17,227.69 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.063 

21,692.20 

Over Exploited 



0.06 

0.00 

9,323.65 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0010 

0.0012 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

0.118 

3,876.48 

Over Exploited 



0.07 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

35,517.31 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.013 

4,349.36 

Over Exploited 

Chodhriyas Suthera 

0824000902901900 

0.05 

0.18 

165.50 

0.21 

0.04 

0.26 

0.05 

0.63 

- 

0.0800 

- 

- 

0.021 

0.101 

0.101 

0.359 

0.018 

0.341 

0.692 

203.03 

Over Exploited 

Chogawari 

0829000203543800 

0.04 

0.17 

157.06 

0.20 

0.04 

0.24 

0.05 

0.70 

- 

0.0500 

- 

- 

0.031 

0.081 

0.081 

0.324 

0.016 

0.308 

0.451 

146.79 

Over Exploited 


0829000503595100 

0.06 

0.12 

57.00 

0.15 

0.01 

0.16 

0.06 

0.77 

- 

0.0400 

- 

- 

0.002 

0.042 

0.042 

0.199 

0.010 

0.189 

0.378 

200.08 

Over Exploited 

Chomu 

0829000303548700 

0.04 

0.00 

1,011.07 

0.00 

0.00 

0.00 

0.01 

0.09 

- 

0.0100 

- 

- 

0.000 

0.011 

0.011 

0.014 

0.001 

0.013 

0.030 

230.03 

Over Exploited 



0.04 

0.07 

78.87 

0.08 

0.01 

0.09 

0.04 

0.50 

- 

0.0300 

0.0210 

0.0253 

0.003 

0.079 

0.079 

0.172 

0.009 

0.163 

0.168 

103.09 

Over Exploited 

Chosla 

0829000303548300 

0.04 

0.05 

110.99 

0.06 

0.01 

0.07 

0.05 

0.60 

- 

0.0300 

0.0129 

0.0155 

0.004 

0.062 

0.062 

0.134 

0.007 

0.128 

0.168 

131.54 

Over Exploited 

Chothpura 

0829000503609900 

0.06 

0.00 

654.75 

0.01 

- 

0.01 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.019 

388.37 

Over Exploited 



0.08 

0.04 

232.82 

0.04 

0.00 

0.05 

0.03 

0.40 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.056 

0.003 

0.053 

0.070 

131.67 

Over Exploited 



0.06 

0.01 

585.34 

0.01 

- 

0.01 

0.02 

0.21 

- 

- 

0.0008 

0.0010 

- 

0.002 

0.002 

0.011 

0.001 

0.010 

0.027 

261.95 

Over Exploited 

Dadiya 

0829000203541100 

0.06 

0.10 

140.17 

0.13 

0.01 

0.14 

0.05 

0.67 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.166 

0.008 

0.157 

0.171 

108.57 

Over Exploited 

Dagla Ka Khera 

0829000503597600 

0.06 

0.07 

77.50 

0.08 

0.01 

0.09 

0.05 

0.72 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.121 

0.006 

0.115 

0.145 

125.88 

Over Exploited 



0.07 

0.00 

3,978.37 

0.00 

0.00 

0.00 

0.00 

0.06 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

0.022 

1,581.37 

Over Exploited 

Dalelsingh Ji Ka Khera 

0824000802885400 

0.07 

0.03 

163.86 

0.03 

- 

0.03 

0.02 

0.26 

- 

- 

- 

- 

- 

- 

- 

0.035 

0.002 

0.033 

0.040 

122.25 

Over Exploited 

Damdama 

0829000503598200 

0.06 

0.00 

651.86 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

2,155.51 

Over Exploited 



0.06 

0.00 

274.04 

0.00 

- 

0.00 

0.01 

0.15 

- 

- 

0.0002 

0.0002 

- 

0.000 

0.000 

0.002 

0.000 

0.002 

0.006 

409.65 

Over Exploited 



0.08 

0.02 

46.01 

0.02 

- 

0.02 

0.04 

0.56 

- 

0.0100 

0.0007 

0.0007 

- 

0.011 

0.011 

0.034 

0.002 

0.033 

0.036 

108.78 

Over Exploited 

Damti 

0824001102941700 

0.06 

0.18 

141.82 

0.22 

0.06 

0.28 

0.03 

0.54 

- 

0.0600 

- 

- 

0.068 

0.128 

0.128 

0.403 

0.020 

0.383 

0.348 

90.77 

Critical 



0.08 

0.04 

386.47 

0.04 

0.00 

0.04 

0.01 

0.21 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.066 

0.003 

0.063 

0.088 

141.02 

Over Exploited 

Danta Ka Khera 

0829000203535600 

0.06 

0.02 

347.06 

0.02 

- 

0.02 

0.03 

0.43 

- 

- 

- 

- 

- 

- 

- 

0.023 

0.001 

0.021 

0.033 

154.47 

Over Exploited 



0.04 

0.01 

718.11 

0.01 

0.00 

0.01 

0.02 

0.27 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.008 

0.000 

0.008 

0.016 

202.52 

Over Exploited 

Daulatpura 

0829000303549600 

0.04 

0.02 

136.07 

0.02 

0.01 

0.03 

0.05 

0.59 

- 

0.0200 

0.0042 

0.0051 

- 

0.029 

0.029 

0.058 

0.003 

0.055 

0.126 

227.25 

Over Exploited 


0829000503595400 

0.06 

0.15 

(5.47) 

0.14 

0.01 

0.15 

0.06 

0.78 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.184 

0.009 

0.175 

0.283 

161.39 

Over Exploited 

Daulji Ka Khera 

0824001102941500 

0.08 

0.00 

24,351.95 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.18 

286.88 

0.22 

0.01 

0.23 

0.03 

0.54 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.277 

0.014 

0.263 

0.273 

103.99 

Over Exploited 



0.08 

0.00 

101,330.81 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dekri Khera 

0829000303551600 

0.04 

0.05 

467.25 

0.06 

0.02 

0.08 

0.04 

0.53 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.143 

0.007 

0.136 

0.302 

222.14 

Over Exploited 

Deo Doongi 

0829000503604000 

0.08 

0.00 

39,043.77 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Deoda 

0829000203539200 

0.06 

0.32 

159.25 

0.38 

0.04 

0.42 

0.05 

0.70 

- 

0.0600 

- 

- 

0.034 

0.094 

0.094 

0.516 

0.026 

0.491 

0.608 

123.88 

Over Exploited 

Deolachh 

0829000303553400 

0.04 

0.00 

10,465.38 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

9,755.66 

Over Exploited 



0.04 

0.10 

199.52 

0.12 

0.01 

0.13 

0.04 

0.55 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.184 

0.009 

0.175 

0.264 

151.23 

Over Exploited 

Deoriya 

0829000303554900 

0.04 

0.03 

171.72 

0.03 

0.07 

0.10 

0.05 

0.60 

- 

0.0200 

- 

- 

0.098 

0.118 

0.118 

0.217 

0.011 

0.206 

0.115 

55.74 

Safe 

Det 

0829000203544500 

0.04 

0.06 

169.19 

0.07 

0.01 

0.08 

0.05 

0.70 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.101 

0.005 

0.096 

0.147 

153.68 

Over Exploited 

Devi Singh Ka Khera 

0824001102936500 

0.08 

0.00 

915.82 

0.00 

- 

0.00 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.014 

836.50 

Over Exploited 



0.08 

0.00 

142,989.48 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Devipura 

0824001102934700 

0.08 

0.10 

145.66 

0.12 

0.02 

0.14 

0.05 

0.69 

- 

0.1000 

0.0101 

0.0097 

0.003 

0.123 

0.123 

0.267 

0.013 

0.253 

0.544 

214.49 

Over Exploited 

Dewaliya 

0824001102935300 

0.08 

0.07 

166.09 

0.08 

0.01 

0.09 

0.04 

0.58 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.142 

0.007 

0.135 

0.269 

199.28 

Over Exploited 



0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

2,062.29 

0.00 

- 

0.00 

0.01 

0.08 

- 

0.0100 

0.0011 

0.0010 

- 

0.012 

0.012 

0.014 

0.001 

0.013 

0.040 

307.94 

Over Exploited 

Dhadhan 

0829000503606100 

0.08 

0.15 

82.90 

0.18 

0.01 

0.19 

0.04 

0.49 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.230 

0.012 

0.219 

0.350 

159.96 

Over Exploited 



0.08 

0.02 

367.20 

0.03 

- 

0.03 

0.01 

0.19 

- 

0.0100 

0.0025 

0.0024 

- 

0.015 

0.015 

0.042 

0.002 

0.040 

0.133 

335.20 

Over Exploited 

Dhakar Kheri 

0824001102935500 

0.08 

0.33 

79.67 

0.40 

0.02 

0.42 

0.05 

0.72 

- 

0.1000 

0.0315 

0.0303 

0.000 

0.162 

0.162 

0.584 

0.029 

0.555 

0.563 

101.46 

Over Exploited 

Dhaman Gati 

0824001102935000 

0.08 

0.11 

112.62 

0.13 

0.01 

0.14 

0.05 

0.60 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.190 

0.009 

0.180 

0.290 

160.90 

Over Exploited 

Dhanet Kalan 

0829000503597300 

0.06 

0.21 

108.10 

0.26 

0.03 

0.29 

0.05 

0.66 

- 

0.0600 

- 

- 

0.021 

0.081 

0.081 

0.371 

0.019 

0.353 

0.567 

160.72 

Over Exploited 



0.07 

0.01 

1,936.23 

0.01 

0.01 

0.02 

0.01 

0.10 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.041 

0.002 

0.039 

0.150 

387.25 

Over Exploited 

Dhanet Khurd 

0829000503597200 

0.06 

0.07 

80.77 

0.08 

0.01 

0.09 

0.05 

0.62 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.114 

0.006 

0.108 

0.202 

186.25 

Over Exploited 

Dhantol 

0829000203542800 

0.04 

0.09 

260.38 

0.11 

0.00 

0.12 

0.05 

0.59 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.132 

0.007 

0.125 

0.136 

108.47 

Over Exploited 

Dharla 

0829000303563600 

0.10 

0.20 

(39.98) 

0.16 

0.01 

0.17 

0.04 

0.56 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.209 

0.010 

0.198 

0.315 

158.94 

Over Exploited 

Dholi 

0829000203542900 

0.04 

0.09 

313.22 

0.11 

0.02 

0.12 

0.05 

0.57 

- 

0.0300 

- 

- 

0.008 

0.038 

0.038 

0.159 

0.008 

0.151 

0.315 

208.15 

Over Exploited 



0.04 

0.00 

162,277.99 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dhora 

0829000203545100 

0.04 

0.02 

276.52 

0.02 

0.00 

0.02 

0.05 

0.71 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.031 

0.002 

0.030 

0.043 

146.96 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Dhunwaliya 

082900020354270C 

5.279 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.279 

6.99 

0.012 

0.10 

0.01 

0.00 

0.00 

0.00 

0.51 

0.52 

0.37 

0.019 

0.55 

0.54 


Dhuwaliya 

0829000203544100 

3.661 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.071 

3.65 

0.012 

0.01 

0.00 

0.00 

0.00 

0.02 

0.03 

0.05 

0.03 

0.004 

0.19 

0.14 







Non-command 

Gneisses(B.G.C) 

2.590 

3.65 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.17 

0.08 

0.009 

0.46 

0.34 


Downi 

0824000902901400 

11.688 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.557 

3.75 

0.020 

0.05 

0.01 

0.00 

0.00 

0.01 

0.52 

0.48 

0.17 

0.021 

0.36 

0.39 


Dugar 

0829000303549500 

9.909 

Fresh 

Orai 

Command 

Gneisses(B.G.C) 

8.037 

1.76 

0.015 

0.07 

0.02 

0.00 

0.00 

0.01 

0.25 

0.25 

0.29 

0.000 

0.44 

0.44 







Command 

Shale 

1.873 

1.76 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.05 

0.000 

0.10 

0.10 


Duwawa 

0829000503600700 

3.307 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.006 

5.31 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Bassi 

Command 

Gneisses(B.G.C) 

0.314 

5.31 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.001 

0.05 

0.05 







Command 

Shale 

0.031 

5.31 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Ekling Pura 

0829000503598800 

5.240 

Fresh 

Non-command 

Non-command 

Shale 

2.736 

3.81 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.19 

0.18 

0.13 

0.009 

0.35 

0.36 


Eklingpura 

0829000203540100 

0.999 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.999 

4.61 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.10 

0.07 

0.004 

0.65 

0.48 


Era 

0829000203545300 

7.835 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.948 

4.26 

0.012 

0.14 

0.02 

0.00 

0.00 

0.00 

0.46 

0.64 

0.52 

0.025 

0.58 

0.42 


Fatehpura 

0829000303552800 

2.158 

Fresh 

Non-command 

Non-command 

Shale 

1.833 

4.71 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.16 

0.13 

0.000 

0.46 

0.47 


Forest Block 

0829000508299001 

54.318 

Fresh 

Non-command 

Non-command 

Shale 

9.471 

5.51 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.79 

0.85 

0.01 

0.033 

0.12 

0.11 






Gambhiri 

Command 

Shale 

0.020 

5.51 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Galiyamal 

0829000503603300 

1.287 

Fresh 

Non-command 

Non-command 

Shale 

1.170 

4.50 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.11 

0.12 

0.004 

0.60 

0.62 


Ganesh Pura 

0829000503597500 

1.277 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.277 

5.02 

0.012 

0.07 

0.01 

0.00 

0.00 

0.00 

0.13 

0.12 

0.29 

0.004 

0.73 

0.77 


Ganeshpura 

0829000203539500 

1.859 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.859 

4.60 

0.012 

0.03 

0.00 

0.00 

0.00 

0.01 

0.12 

0.17 

0.11 

0.007 

0.65 

0.47 


Gangrar 

0829000203540900 

19.158 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.353 

4.72 

0.012 

0.20 

0.03 

0.00 

0.00 

0.00 

0.68 

0.94 

0.76 

0.034 

0.32 

0.23 







Non-command 

Gneisses(B.G.C) 

9.216 

4.72 

0.012 

0.20 

0.03 

0.00 

0.00 

0.00 

0.67 

0.93 

0.75 

0.033 

0.32 

0.23 


Gariyan 

0824001102941400 

6.202 

Fresh 

Non-command 

Non-command 

Limestone 

0.015 

5.76 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Bhander Sandstone 

0.041 

5.76 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Garwarsingh Ka Khera 

0829000203539400 

1.937 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.372 

4.53 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.11 

0.04 

0.005 

0.46 

0.33 







Non-command 

Gneisses(B.G.C) 

0.565 

4.53 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.02 

0.002 

0.19 

0.14 


Gejra 

0829000203535800 

3.242 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.242 

5.05 

0.012 

0.07 

0.00 

0.00 

0.00 

0.01 

0.25 

0.32 

0.26 

0.012 

0.63 

0.49 


Geniya 

0829000203546800 

4.581 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.581 

3.85 

0.012 

0.15 

0.02 

0.00 

0.00 

0.00 

0.33 

0.43 

0.56 

0.017 

0.66 

0.51 


Ghatabao 

0829000303554400 

0.926 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.926 

5.08 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.12 

0.17 

0.000 

0.54 

0.57 


Ghatiyawali 

0829000503613000 

18.960 

Fresh 

Non-command 

Non-command 

Shale 

0.386 

5.43 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.04 

0.001 

0.01 

0.01 


Ghosondi 

0829000503599600 

8.014 

Fresh 

Non-command 

Non-command 

Shale 

4.938 

3.79 

0.015 

0.13 

0.03 

0.00 

0.00 

0.00 

0.38 

0.38 

0.51 

0.017 

0.34 

0.34 






Bassi 

Command 

Shale 

2.853 

3.79 

0.015 

0.07 

0.02 

0.00 

0.00 

0.00 

0.21 

0.21 

0.29 

0.010 

0.19 

0.19 


Godi 

0829000503603700 

2.062 

Fresh 

Non-command 

Non-command 

Shale 

0.014 

5.66 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Golam Garh 

0824001202947500 

5.315 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.289 

6.65 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.001 

0.04 

0.05 


Gopalpura 

0829000303551700 

1.348 

Fresh 

Non-command 

Non-command 

Shale 

0.085 

6.04 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.03 

0.03 



0829000303555600 

1.904 

Fresh 

Non-command 

Non-command 

Shale 

1.641 

6.14 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.15 

0.10 

0.000 

0.51 

0.60 



0829000503594400 

1.971 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.059 

-1.00 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.02 


Gorlan 

0829000303557600 

1.489 

Fresh 

Non-command 

Non-command 

Limestone 

1.410 

5.43 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.18 

0.14 

0.15 

0.000 

0.66 

0.88 







Non-command 

Shale 

0.079 

5.43 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.000 

0.04 

0.05 


Gorsiya 

0829000503603900 

1.738 

Fresh 

Non-command 

Non-command 

Shale 

0.016 

5.87 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Govt a 

0824001102942200 

3.813 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.649 

5.31 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.46 

0.42 

0.32 

0.010 

0.66 

0.73 


Gowaliya 

0829000203541500 

1.550 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.820 

4.00 

0.012 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.10 

0.003 

0.35 

0.25 







Non-command 

Gneisses(B.G.C) 

0.729 

4.00 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.10 

0.003 

0.31 

0.22 


Gulabpura 

0829000203535400 

0.583 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.583 

5.35 

0.012 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.12 

0.002 

0.65 

0.48 


Gunta 

0829000303559800 

1.552 

Fresh 

Non-command 

Non-command 

Shale 

1.552 

6.85 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.21 

0.16 

0.26 

0.000 

0.59 

0.79 


Gurha 

0829000303555400 

1.365 

Fresh 

Non-command 

Non-command 

Limestone 

1.297 

6.58 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.22 

0.19 

0.22 

0.000 

0.54 

0.62 







Non-command 

Shale 

0.068 

6.58 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.000 

0.03 

0.03 


Gurjaniya 

0829000203545500 

3.970 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.970 

3.63 

0.012 

0.08 

0.01 

0.00 

0.00 

0.00 

0.23 

0.32 

0.31 

0.014 

0.66 

0.47 


Hameer Garh 

0824000802881400 

17.068 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.018 

3.91 

0.020 

0.36 

0.01 

0.00 

0.00 

0.00 

0.74 

0.91 

0.19 

0.955 

0.18 

0.15 


Flamepur 

0829000303549800 

3.134 

Fresh 

Non-command 

Non-command 

Shale 

1.451 

1.91 

0.015 

0.02 

0.01 

0.00 

0.00 

0.00 

0.05 

0.05 

0.09 

0.000 

0.25 

0.25 






Orai 

Command 

Gneisses(B.G.C) 

1.030 

1.91 

0.015 

0.02 

0.01 

0.00 

0.00 

0.00 

0.04 

0.04 

0.09 

0.000 

0.18 

0.18 







Command 

Shale 

0.649 

1.91 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.000 

0.11 

0.11 


Hamerpura 

0829000203539700 

3.256 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.865 

5.21 

0.012 

0.05 

0.01 

0.00 

0.00 

0.01 

0.21 

0.27 

0.19 

0.010 

0.57 

0.43 


Flardeopura 

0829000303555800 

5.837 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.925 

6.40 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.02 

0.000 

0.10 

0.12 







Non-command 

Shale 

3.718 

6.40 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.37 

0.30 

0.06 

0.000 

0.41 

0.50 


Haripura 

0829000303556800 

0.668 

Fresh 

Non-command 

Non-command 

Shale 

0.668 

7.11 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.04 

0.000 

0.61 

0.83 


Haron Ka Khera 

0829000303550100 

1.535 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.319 

2.55 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.000 

0.11 

0.12 







Non-command 

Gneisses(B.G.C) 

0.422 

2.55 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.05 

0.000 

0.15 

0.16 







Non-command 

Shale 

0.214 

2.55 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.08 

0.08 






Orai 

Command 

Gneisses(B.G.C) 

0.343 

2.55 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.000 

0.12 

0.13 


Flarpura 

0829000303550300 

0.747 

Fresh 

Non-command 

Non-command 

Shale 

0.747 

2.19 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.07 

0.000 

0.54 

0.55 


Fleengwaniya 

0824001102934600 

2.745 

Fresh 

Orai 

Command 

Phyllite & Schist 

2.745 

3.90 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.29 

0.27 

0.37 

0.008 

0.67 

0.74 


Indora 

0829000203540000 

9.430 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

9.430 

3.90 

0.012 

0.17 

0.02 

0.00 

0.00 

0.06 

0.52 

0.70 

0.63 

0.034 

0.65 

0.48 


Itawa 

0829000303550700 

2.452 

Fresh 

Orai 

Command 

Gneisses(B.G.C) 

2.062 

3.15 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.14 

0.14 

0.20 

0.000 

0.45 

0.46 







Command 

Shale 

0.389 

3.15 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.000 

0.09 

0.09 


Jafarpura 

0829000503609800 

1.541 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.502 

5.85 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.002 

0.23 

0.25 






Gambhiri 

Command 

Gneisses(B.G.C) 

1.039 

5.85 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.01 

0.004 

0.48 

0.51 


Jai 

0829000503597900 

1.926 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.552 

3.11 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.002 

0.21 

0.22 






Gambhiri 

Command 

Gneisses(B.G.C) 

0.535 

3.11 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.002 

0.20 

0.21 







Command 

Shale 

0.840 

3.11 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.02 

0.003 

0.31 

0.33 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Dhunwaliya 

0829000203542700 

0.04 

0.12 

345.98 

0.14 

0.01 

0.15 

0.05 

0.60 

- 

0.0400 

- 

- 

0.006 

0.046 

0.046 

0.199 

0.010 

0.189 

0.387 

204.38 

Over Exploited 

Dhuwaliya 

0829000203544100 

0.06 

0.01 

306.83 

0.01 

0.02 

0.04 

0.01 

0.21 

- 

0.0100 

- 

- 

0.032 

0.042 

0.042 

0.077 

0.004 

0.073 

0.038 

51.69 

Safe 



0.04 

0.05 

260.38 

0.06 

0.00 

0.06 

0.04 

0.50 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.076 

0.004 

0.072 

0.086 

120.09 

Over Exploited 

Downi 

0824000902901400 

0.06 

0.14 

253.47 

0.16 

0.02 

0.18 

0.03 

0.39 

- 

0.0200 

- 

- 

0.012 

0.032 

0.032 

0.214 

0.011 

0.203 

0.194 

95.45 

Critical 

Dugar 

0829000303549500 

0.04 

0.14 

73.04 

0.17 

0.03 

0.20 

0.04 

0.48 

- 

0.0500 

0.0470 

0.0566 

0.018 

0.172 

0.172 

0.375 

0.019 

0.357 

0.288 

80.76 

Semi Critical 



0.04 

0.01 

636.55 

0.01 

0.00 

0.01 

0.01 

0.11 

- 

0.0100 

0.0110 

0.0132 

0.004 

0.038 

0.038 

0.050 

0.003 

0.048 

0.053 

110.85 

Over Exploited 

Duwawa 

0829000503600700 

0.06 

0.00 

100,077.06 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

2,915.28 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

0.0034 

0.0041 

- 

0.007 

0.007 

0.009 

0.000 

0.008 

0.026 

321.06 

Over Exploited 



0.08 

0.00 

19,385.95 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.007 

1,045.68 

Over Exploited 

Ekling Pura 

0829000503598800 

0.08 

0.08 

133.47 

0.09 

- 

0.09 

0.03 

0.38 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.114 

0.006 

0.108 

0.135 

125.19 

Over Exploited 

Eklingpura 

0829000203540100 

0.04 

0.03 

278.72 

0.03 

0.00 

0.03 

0.05 

0.70 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.044 

0.002 

0.042 

0.070 

167.06 

Over Exploited 

Era 

0829000203545300 

0.04 

0.16 

293.91 

0.19 

0.02 

0.21 

0.04 

0.63 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.274 

0.014 

0.260 

0.543 

208.66 

Over Exploited 

Fatehpura 

0829000303552800 

0.04 

0.03 

365.15 

0.04 

- 

0.04 

0.04 

0.50 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.060 

0.003 

0.057 

0.127 

222.00 

Over Exploited 

Forest Block 

0829000508299001 

0.08 

0.09 

769,941.79 

0.11 

- 

0.11 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.109 

0.005 

0.104 

0.040 

38.19 

Safe 



0.08 

0.00 

435,615.62 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Galiyamal 

0829000503603300 

0.08 

0.06 

84.35 

0.07 

- 

0.07 

0.05 

0.65 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.089 

0.004 

0.085 

0.123 

145.29 

Over Exploited 

Ganesh Pura 

0829000503597500 

0.06 

0.06 

123.98 

0.07 

0.01 

0.08 

0.06 

0.78 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.109 

0.005 

0.103 

0.290 

281.52 

Over Exploited 

Ganeshpura 

0829000203539500 

0.04 

0.05 

249.45 

0.06 

0.01 

0.06 

0.05 

0.70 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.082 

0.004 

0.078 

0.116 

148.43 

Over Exploited 

Gangrar 

0829000203540900 

0.06 

0.17 

468.85 

0.20 

0.03 

0.23 

0.02 

0.34 

- 

0.1400 

- 

- 

- 

0.140 

0.140 

0.369 

0.018 

0.351 

0.792 

225.89 

Over Exploited 



0.04 

0.12 

602.81 

0.14 

0.03 

0.17 

0.02 

0.34 

- 

0.1400 

- 

- 

- 

0.140 

0.140 

0.309 

0.015 

0.294 

0.781 

265.78 

Over Exploited 

Gariyan 

0824001102941400 

0.06 

0.00 

103,650.79 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

28,188.36 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Garwarsingh Ka Khera 

0829000203539400 

0.06 

0.04 

221.23 

0.04 

- 

0.04 

0.04 

0.50 

- 

- 

- 

- 

- 

- 

- 

0.042 

0.002 

0.040 

0.048 

119.21 

Over Exploited 



0.04 

0.00 

1,170.32 

0.01 

- 

0.01 

0.01 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.024 

488.99 

Over Exploited 

Gejra 

0829000203535800 

0.06 

0.11 

179.58 

0.14 

0.01 

0.15 

0.05 

0.68 

- 

0.0100 

- 

- 

0.016 

0.026 

0.026 

0.174 

0.009 

0.165 

0.276 

166.99 

Over Exploited 

Geniya 

0829000203546800 

0.04 

0.12 

250.30 

0.15 

0.02 

0.17 

0.05 

0.71 

- 

0.0600 

- 

- 

0.005 

0.065 

0.065 

0.234 

0.012 

0.222 

0.576 

259.35 

Over Exploited 

Ghatabao 

0829000303554400 

0.10 

0.05 

135.26 

0.06 

0.01 

0.07 

0.05 

0.59 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.101 

0.005 

0.096 

0.166 

173.28 

Over Exploited 

Ghatiyawali 

0829000503613000 

0.08 

0.00 

9,455.25 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.042 

8,062.83 

Over Exploited 

Ghosondi 

0829000503599600 

0.08 

0.14 

179.93 

0.16 

0.03 

0.19 

0.03 

0.37 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.294 

0.015 

0.279 

0.524 

187.70 

Over Exploited 



0.08 

0.05 

367.53 

0.05 

0.02 

0.07 

0.02 

0.21 

- 

0.0500 

0.0460 

0.0554 

- 

0.151 

0.151 

0.226 

0.011 

0.215 

0.295 

137.25 

Over Exploited 

Godi 

0829000503603700 

0.08 

0.00 

24,836.37 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Golam Garh 

0824001202947500 

0.08 

0.00 

3,049.61 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.002 

0.000 

0.001 

0.001 

55.35 

Safe 

Gopalpura 

0829000303551700 

0.04 

0.00 

6,477.18 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.014 

10,627.95 

Over Exploited 


0829000303555600 

0.04 

0.03 

333.40 

0.04 

- 

0.04 

0.04 

0.55 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.060 

0.003 

0.057 

0.096 

167.32 

Over Exploited 


0829000503594400 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

9,446.38 

Over Exploited 

Gorlan 

0829000303557600 

0.06 

0.06 

145.45 

0.07 

0.01 

0.08 

0.04 

0.70 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.108 

0.005 

0.103 

0.147 

143.35 

Over Exploited 



0.04 

0.00 

4,070.06 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

3,810.36 

Over Exploited 

Gorsiya 

0829000503603900 

0.08 

0.00 

20,666.57 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Govt a 

0824001102942200 

0.08 

0.19 

124.96 

0.22 

0.01 

0.23 

0.04 

0.70 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.292 

0.015 

0.277 

0.334 

120.40 

Over Exploited 

Gowaliya 

0829000203541500 

0.06 

0.02 

484.60 

0.02 

0.00 

0.02 

0.03 

0.37 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.041 

0.002 

0.039 

0.103 

263.03 

Over Exploited 



0.04 

0.01 

716.95 

0.01 

0.00 

0.01 

0.02 

0.33 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.031 

0.002 

0.030 

0.098 

326.65 

Over Exploited 

Gulabpura 

0829000203535400 

0.06 

0.02 

326.58 

0.03 

- 

0.03 

0.05 

0.70 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.035 

0.002 

0.033 

0.124 

371.10 

Over Exploited 

Gunta 

0829000303559800 

0.04 

0.04 

325.19 

0.04 

0.01 

0.05 

0.05 

0.64 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.105 

0.005 

0.100 

0.255 

254.56 

Over Exploited 

Gurha 

0829000303555400 

0.06 

0.04 

360.74 

0.05 

0.01 

0.06 

0.05 

0.58 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.100 

0.005 

0.095 

0.223 

234.35 

Over Exploited 



0.04 

0.00 

5,623.43 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.004 

0.000 

0.004 

0.005 

118.07 

Over Exploited 

Gurjaniya 

0829000203545500 

0.04 

0.10 

210.36 

0.13 

0.01 

0.14 

0.05 

0.71 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.170 

0.008 

0.161 

0.321 

199.03 

Over Exploited 

Flameer Garh 

0824000802881400 

0.06 

0.05 

1,576.20 

0.07 

0.01 

0.08 

0.01 

0.19 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.095 

0.005 

0.090 

1.144 

1,266.43 

Over Exploited 

Flamepur 

0829000303549800 

0.04 

0.01 

########## 

0.02 

0.01 

0.03 

0.02 

0.27 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.050 

0.003 

0.048 

0.093 

194.33 

Over Exploited 



0.04 

0.01 

420.86 

0.01 

0.01 

0.02 

0.02 

0.19 

- 

0.0200 

0.0060 

0.0073 

0.000 

0.034 

0.034 

0.053 

0.003 

0.050 

0.085 

169.75 

Over Exploited 



0.04 

0.00 

873.26 

0.00 

- 

0.00 

0.01 

0.12 

- 

0.0100 

0.0038 

0.0046 

- 

0.018 

0.018 

0.022 

0.001 

0.021 

0.038 

182.94 

Over Exploited 

Flamerpura 

0829000203539700 

0.04 

0.07 

319.32 

0.08 

0.02 

0.09 

0.04 

0.61 

- 

0.0200 

- 

- 

0.008 

0.028 

0.028 

0.121 

0.006 

0.115 

0.204 

177.08 

Over Exploited 

Flardeopura 

0829000303555800 

0.04 

0.00 

1,831.33 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.004 

0.019 

440.34 

Over Exploited 



0.04 

0.06 

293.47 

0.07 

- 

0.07 

0.03 

0.44 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.083 

0.004 

0.079 

0.058 

73.19 

Semi Critical 

Flaripura 

0829000303556800 

0.04 

0.02 

264.59 

0.02 

- 

0.02 

0.05 

0.66 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.030 

0.001 

0.028 

0.038 

135.51 

Over Exploited 

Flaron Ka Khera 

0829000303550100 

0.04 

0.00 

1,368.91 

0.00 

- 

0.00 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.036 

322.56 

Over Exploited 



0.04 

0.00 

866.66 

0.00 

- 

0.00 

0.01 

0.16 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.048 

384.87 

Over Exploited 



0.04 

0.00 

1,101.95 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.019 

2,535.75 

Over Exploited 



0.04 

0.00 

1,196.60 

0.00 

- 

0.00 

0.01 

0.13 

- 

0.0100 

0.0020 

0.0024 

- 

0.014 

0.014 

0.016 

0.001 

0.016 

0.036 

230.17 

Over Exploited 

Flarpura 

0829000303550300 

0.04 

0.02 

170.29 

0.02 

- 

0.02 

0.05 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.029 

0.001 

0.028 

0.067 

240.23 

Over Exploited 

Fleengwaniya 

0824001102934600 

0.08 

0.14 

89.17 

0.17 

0.01 

0.18 

0.05 

0.71 

- 

0.0700 

0.0134 

0.0129 

- 

0.096 

0.096 

0.275 

0.014 

0.261 

0.378 

144.77 

Over Exploited 

Indora 

0829000203540000 

0.04 

0.25 

184.24 

0.30 

0.08 

0.37 

0.05 

0.70 

- 

0.0700 

- 

- 

0.084 

0.155 

0.155 

0.527 

0.026 

0.500 

0.665 

132.98 

Over Exploited 

Itawa 

0829000303550700 

0.04 

0.04 

259.34 

0.05 

0.01 

0.06 

0.04 

0.49 

- 

0.0400 

0.0121 

0.0145 

- 

0.067 

0.067 

0.122 

0.006 

0.116 

0.204 

175.89 

Over Exploited 



0.04 

0.00 

2,022.63 

0.00 

- 

0.00 

0.01 

0.09 

- 

0.0100 

0.0023 

0.0027 

- 

0.015 

0.015 

0.017 

0.001 

0.016 

0.029 

184.02 

Over Exploited 

Jafarpura 

0829000503609800 

0.06 

0.01 

351.23 

0.01 

- 

0.01 

0.02 

0.25 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.006 

71.26 

Semi Critical 



0.06 

0.03 

118.11 

0.04 

- 

0.04 

0.04 

0.52 

- 

- 

0.0013 

0.0016 

- 

0.003 

0.003 

0.039 

0.002 

0.037 

0.012 

31.15 

Safe 

Jai 

0829000503597900 

0.06 

0.01 

174.55 

0.01 

- 

0.01 

0.02 

0.22 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.008 

101.69 

Over Exploited 



0.06 

0.01 

182.37 

0.01 

- 

0.01 

0.02 

0.22 

- 

- 

0.0008 

0.0008 

- 

0.002 

0.002 

0.009 

0.000 

0.009 

0.008 

87.86 

Semi Critical 



0.08 

0.02 

115.65 

0.03 

0.00 

0.03 

0.02 

0.34 

- 

- 

0.0013 

0.0013 

0.000 

0.003 

0.003 

0.029 

0.001 

0.027 

0.020 

72.32 

Semi Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Jainagar 

082900030355990C 

2.381 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.011 

6.61 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Shale 

2.371 

6.61 

0.015 

0.10 

0.01 

0.00 

0.00 

0.00 

0.32 

0.24 

0.38 

0.000 

0.59 

0.79 


Jaisinghpura 

082900020353930C 

2.580 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.759 

4.62 

0.012 

0.05 

0.01 

0.00 

0.00 

0.00 

0.13 

0.19 

0.19 

0.006 

0.45 

0.32 







Non-command 

Gneisses(B.G.C) 

0.821 

4.62 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.09 

0.003 

0.21 

0.15 



082900050360110C 

2.022 

Fresh 

Bassi 

Command 

Shale 

0.009 

5.04 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jalampura 

0829000303560400 

2.505 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.493 

4.61 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.26 

0.23 

0.16 

0.000 

0.55 

0.62 


Jaleri 

0824001202947600 

4.717 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.910 

5.36 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

0.30 

0.19 

0.01 

0.008 

0.43 

0.66 


Jalki Ka Khera 

0829000203540800 

0.611 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.611 

4.63 

0.012 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.03 

0.01 

0.002 

0.66 

0.47 


Jawalion Ka Khera 

0829000203537400 

2.442 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.442 

10.97 

0.012 

0.04 

0.00 

0.00 

0.00 

0.00 

0.35 

0.36 

0.14 

0.009 

0.57 

0.56 


Jawasiya 

0829000203538300 

11.634 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

11.154 

4.60 

0.012 

0.11 

0.01 

0.00 

0.00 

0.02 

0.67 

0.89 

0.39 

0.040 

0.62 

0.46 







Non-command 

Gneisses(B.G.C) 

0.480 

4.60 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.002 

0.03 

0.02 


Jeetya 

0824000902902000 

5.483 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.551 

4.14 

0.015 

0.06 

0.01 

0.00 

0.00 

0.01 

0.26 

0.26 

0.23 

0.011 

0.38 

0.40 


Jeewakhera 

0824000902901500 

2.019 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.985 

3.78 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.13 

0.12 

0.29 

0.003 

0.30 

0.33 


Jeewanayak Ka Khera 

0829000203541200 

0.876 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.876 

4.40 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.08 

0.003 

0.65 

0.47 


Jharol 

0829000303556200 

0.992 

Fresh 

Non-command 

Non-command 

Shale 

0.992 

7.02 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.09 

0.07 

0.000 

0.63 

0.84 


Jityas 

0829000203542300 

3.341 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.121 

4.90 

0.012 

0.01 

0.00 

0.00 

0.00 

0.01 

0.07 

0.08 

0.05 

0.004 

0.21 

0.17 







Non-command 

Gneisses(B.G.C) 

2.221 

4.90 

0.012 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.19 

0.12 

0.008 

0.42 

0.33 


Jodhsingh Ka Khera 

0829000203543900 

3.193 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.193 

3.24 

0.012 

0.01 

0.00 

0.00 

0.00 

0.01 

0.12 

0.16 

0.02 

0.012 

0.65 

0.48 


Jojron Ka Khera 

0829000203538800 

6.837 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.347 

4.62 

0.012 

0.06 

0.01 

0.00 

0.00 

0.00 

0.39 

0.54 

0.19 

0.023 

0.61 

0.44 


Jojwa 

0824001102935900 

9.158 

Fresh 

Orai 

Command 

Phyllite & Schist 

9.158 

4.42 

0.020 

0.60 

0.09 

0.00 

0.00 

0.00 

1.32 

1.20 

2.38 

0.025 

0.69 

0.76 


Kabra 

0824000802881700 

1.261 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.040 

3.40 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Kachnariya 

0829000203545900 

5.101 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.520 

1.87 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.002 

0.07 

0.05 







Non-command 

Gneisses(B.G.C) 

4.453 

1.87 

0.012 

0.07 

0.01 

0.00 

0.00 

0.01 

0.15 

0.19 

0.25 

0.016 

0.57 

0.45 


Kali Khol 

0824001102942600 

8.736 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.431 

5.68 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.15 

0.02 

0.004 

0.10 

0.12 







Non-command 

Shale 

4.865 

5.68 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.43 

0.37 

0.07 

0.013 

0.36 

0.42 


Kaliyas 

0824000902902500 

1.501 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.501 

5.83 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.23 

0.25 

0.19 

0.005 

0.59 

0.54 


Kanakpura 

0829000303555700 

2.192 

Fresh 

Non-command 

Non-command 

Shale 

1.638 

6.51 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.20 

0.16 

0.20 

0.000 

0.47 

0.58 


Kanwarji Ka Khera 

0829000503603400 

2.196 

Fresh 

Non-command 

Non-command 

Shale 

0.135 

5.14 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.04 

0.04 


Kanwarpura 

0829000303548600 

1.072 

Fresh 

Orai 

Command 

Gneisses(B.G.C) 

1.072 

1.71 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.06 

0.16 

0.000 

0.54 

0.55 


Kara Kara 

0829000303547700 

2.199 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.199 

4.02 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.16 

0.12 

0.000 

0.56 

0.58 


Karediya 

0829000203545600 

4.922 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.922 

3.31 

0.012 

0.05 

0.01 

0.00 

0.00 

0.02 

0.21 

0.29 

0.18 

0.018 

0.66 

0.47 


Kartiyas 

0829000203536900 

4.558 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.498 

7.38 

0.012 

0.06 

0.00 

0.00 

0.00 

0.00 

0.44 

0.48 

0.22 

0.016 

0.58 

0.53 







Non-command 

Gneisses(B.G.C) 

0.061 

7.38 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Kasara Kheri 

0829000503595200 

1.966 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.966 

2.34 

0.012 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.08 

0.16 

0.007 

0.71 

0.72 


Kasedi 

0829000203534900 

12.058 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.055 

4.46 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.04 

0.004 

0.06 

0.04 







Non-command 

Gneisses(B.G.C) 

2.150 

4.46 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.17 

0.06 

0.008 

0.12 

0.09 


Kashmor 

0829000503597100 

7.641 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.197 

0.63 

0.012 

0.12 

0.02 

0.00 

0.00 

0.04 

0.10 

0.10 

0.46 

0.018 

0.49 

0.52 


Kathodia 

0829000503594500 

2.720 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.682 

-1.03 

0.012 

0.07 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.27 

0.009 

0.68 

0.64 


Kati 

0829000203546400 

8.416 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.416 

1.81 

0.012 

0.12 

0.02 

0.00 

0.00 

0.14 

0.14 

0.18 

0.46 

0.031 

0.66 

0.51 


Katunda 

0829000303557000 

14.319 

Fresh 

Non-command 

Non-command 

Shale 

11.743 

7.16 

0.015 

0.14 

0.02 

0.00 

0.00 

0.06 

1.32 

0.81 

0.56 

0.000 

0.53 

0.88 


Kekariya 

0824001102942800 

2.686 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.158 

5.37 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.29 

0.26 

0.27 

0.006 

0.55 

0.62 


Keljarka Khera 

0829000503613900 

4.759 

Fresh 

Non-command 

Non-command 

Shale 

2.913 

4.77 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.24 

0.24 

0.16 

0.010 

0.44 

0.44 


Keljer 

0829000503602900 

3.143 

Fresh 

Non-command 

Non-command 

Shale 

1.741 

5.43 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.21 

0.21 

0.32 

0.006 

0.31 

0.31 


Kerpura 

0829000303553000 

3.843 

Fresh 

Non-command 

Non-command 

Shale 

3.698 

3.87 

0.015 

0.09 

0.02 

0.00 

0.00 

0.00 

0.28 

0.28 

0.36 

0.000 

0.52 

0.54 


Khachrol 

0824001102937300 

8.215 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.366 

6.01 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.09 

0.001 

0.03 

0.03 


Khangarji Ka Khera 

0824001102942000 

3.908 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.301 

5.34 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.39 

0.36 

0.19 

0.009 

0.59 

0.64 


Kharkhanda 

0829000203539900 

14.825 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.278 

3.80 

0.012 

0.06 

0.01 

0.00 

0.00 

0.01 

0.18 

0.23 

0.21 

0.012 

0.14 

0.11 







Non-command 

Gneisses(B.G.C) 

9.693 

3.80 

0.012 

0.16 

0.02 

0.00 

0.00 

0.04 

0.53 

0.65 

0.61 

0.035 

0.42 

0.34 


Kharon Ka Khera 

0824000902901600 

6.107 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.009 

3.79 

0.020 

0.09 

0.01 

0.00 

0.00 

0.01 

0.53 

0.49 

0.32 

0.019 

0.61 

0.65 






Orai 

Command 

Phyllite & Schist 

0.098 

3.79 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Khatwara 

0824001102934200 

21.784 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.949 

4.19 

0.020 

0.35 

0.05 

0.00 

0.00 

0.02 

1.03 

0.93 

1.37 

0.025 

0.28 

0.31 






Orai 

Command 

Phyllite & Schist 

1.284 

4.19 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.15 

0.13 

0.20 

0.004 

0.04 

0.04 


Khera Bansati 

0829000503610700 

2.256 

Fresh 

Non-command 

Non-command 

Shale 

0.008 

6.91 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kheri 

0829000303555500 

2.474 

Fresh 

Non-command 

Non-command 

Limestone 

1.278 

6.25 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.24 

0.21 

0.36 

0.000 

0.30 

0.34 







Non-command 

Shale 

1.196 

6.25 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.15 

0.13 

0.21 

0.000 

0.28 

0.32 


Kherli 

0829000203542400 

1.329 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.329 

6.15 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.13 

0.07 

0.005 

0.59 

0.52 


Khermaliya 

0829000303559500 

4.154 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.001 

6.97 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Shale 

2.715 

6.97 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.31 

0.19 

0.14 

0.000 

0.42 

0.68 


Khokhra 

0824001102941600 

3.850 

Fresh 

Non-command 

Non-command 

Limestone 

3.413 

6.28 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.49 

0.42 

0.27 

0.009 

0.61 

0.71 







Non-command 

Bhander Sandstone 

0.254 

6.28 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.001 

0.05 

0.05 


Khutiya 

0829000203543600 

10.083 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

9.621 

3.08 

0.012 

0.13 

0.02 

0.00 

0.00 

0.00 

0.45 

0.51 

0.47 

0.035 

0.57 

0.50 






Bassi 

Command 

Gneisses(B.G.C) 

0.461 

3.08 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.002 

0.03 

0.02 


Kishangarh 

0829000303553500 

3.240 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.408 

3.62 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.000 

0.07 

0.08 







Non-command 

Shale 

2.619 

3.62 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.14 

0.03 

0.000 

0.46 

0.49 


Kishanpura 

0829000203544300 

0.818 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.336 

3.80 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.06 

0.001 

0.27 

0.19 







Non-command 

Gneisses(B.G.C) 

0.482 

3.80 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.08 

0.002 

0.39 

0.28 


Kishanpuriya 

0829000303556100 

1.240 

Fresh 

Non-command 

Non-command 

Shale 

1.152 

6.98 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.11 

0.07 

0.000 

0.57 

0.74 


Kitiyas 

0829000303548400 

2.540 

Fresh 

Orai 

Command 

Gneisses(B.G.C) 

2.540 

1.89 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.10 

0.16 

0.000 

0.54 

0.56 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Jainagar 

0829000303559900 

0.10 

0.00 

35,481.40 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.04 

0.06 

334.06 

0.07 

0.01 

0.08 

0.05 

0.64 

- 

0.0700 

- 

- 

0.000 

0.070 

0.070 

0.147 

0.007 

0.140 

0.384 

274.16 

Over Exploited 

Jaisinghpura 

0829000203539300 

0.06 

0.04 

325.23 

0.05 

0.01 

0.06 

0.03 

0.48 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.082 

0.004 

0.078 

0.197 

252.65 

Over Exploited 



0.04 

0.01 

1,145.58 

0.01 

0.00 

0.01 

0.02 

0.22 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.024 

0.001 

0.022 

0.088 

393.56 

Over Exploited 


0829000503601100 

0.08 

0.00 

40,802.19 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jalampura 

0829000303560400 

0.10 

0.14 

68.01 

0.17 

0.01 

0.18 

0.05 

0.60 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.207 

0.010 

0.197 

0.161 

81.92 

Semi Critical 

Jaleri 

0824001202947600 

0.08 

0.10 

94.57 

0.12 

0.01 

0.13 

0.03 

0.47 

- 

- 

- 

- 

0.018 

0.018 

0.018 

0.150 

0.007 

0.142 

0.013 

9.17 

Safe 

Jalki Ka Khera 

0829000203540800 

0.04 

0.02 

93.57 

0.02 

0.01 

0.03 

0.05 

0.71 

- 

- 

- 

- 

0.016 

0.016 

0.016 

0.045 

0.002 

0.043 

0.014 

33.11 

Safe 

Jawalion Ka Khera 

0829000203537400 

0.04 

0.06 

539.06 

0.07 

0.00 

0.07 

0.05 

0.62 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.080 

0.004 

0.076 

0.145 

190.64 

Over Exploited 

Jawasiya 

0829000203538300 

0.06 

0.38 

133.38 

0.46 

0.03 

0.49 

0.05 

0.67 

- 

0.0400 

- 

- 

0.033 

0.073 

0.073 

0.564 

0.028 

0.536 

0.431 

80.52 

Semi Critical 



0.04 

0.00 

6,537.12 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.016 

2,703.31 

Over Exploited 

Jeetya 

0824000902902000 

0.05 

0.07 

274.09 

0.08 

0.02 

0.10 

0.03 

0.42 

- 

0.0300 

- 

- 

0.009 

0.039 

0.039 

0.137 

0.007 

0.130 

0.241 

185.16 

Over Exploited 

Jeewakhera 

0824000902901500 

0.06 

0.02 

619.51 

0.02 

0.01 

0.03 

0.02 

0.33 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.064 

0.003 

0.061 

0.291 

480.67 

Over Exploited 

Jeewanayak Ka Khera 

0829000203541200 

0.06 

0.03 

164.27 

0.04 

0.00 

0.04 

0.05 

0.70 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.067 

0.003 

0.064 

0.085 

134.01 

Over Exploited 

Jharol 

0829000303556200 

0.04 

0.02 

271.51 

0.03 

0.00 

0.03 

0.05 

0.68 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.041 

0.002 

0.039 

0.070 

179.90 

Over Exploited 

Jityas 

0829000203542300 

0.06 

0.01 

535.78 

0.02 

0.01 

0.02 

0.02 

0.23 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.043 

0.002 

0.041 

0.057 

140.32 

Over Exploited 



0.04 

0.04 

417.54 

0.04 

0.00 

0.05 

0.03 

0.45 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.060 

0.003 

0.057 

0.124 

217.98 

Over Exploited 

Jodhsingh Ka Khera 

0829000203543900 

0.04 

0.08 

94.09 

0.10 

0.01 

0.11 

0.05 

0.70 

- 

- 

- 

- 

0.014 

0.014 

0.014 

0.122 

0.006 

0.116 

0.036 

30.58 

Safe 

Jojron Ka Khera 

0829000203538800 

0.06 

0.21 

151.94 

0.26 

0.01 

0.27 

0.05 

0.65 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.307 

0.015 

0.291 

0.217 

74.48 

Semi Critical 

Jojwa 

0824001102935900 

0.08 

0.48 

148.20 

0.58 

0.09 

0.67 

0.04 

0.73 

- 

0.4500 

0.0447 

0.0430 

0.005 

0.542 

0.542 

1.215 

0.061 

1.154 

2.406 

208.45 

Over Exploited 

Kabra 

0824000802881700 

0.06 

0.00 

6,993.31 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kachnariya 

0829000203545900 

0.06 

0.00 

1,049.48 

0.00 

0.00 

0.01 

0.01 

0.07 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.012 

0.001 

0.012 

0.032 

276.77 

Over Exploited 



0.04 

0.10 

83.13 

0.12 

0.02 

0.14 

0.04 

0.61 

- 

0.0300 

- 

- 

0.015 

0.045 

0.045 

0.186 

0.009 

0.177 

0.269 

152.38 

Over Exploited 

Kali Khol 

0824001102942600 

0.08 

0.01 

1,182.30 

0.01 

- 

0.01 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.013 

0.026 

198.16 

Over Exploited 



0.04 

0.07 

434.78 

0.08 

- 

0.08 

0.03 

0.38 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.093 

0.005 

0.089 

0.079 

89.70 

Semi Critical 

Kaliyas 

0824000902902500 

0.06 

0.05 

382.97 

0.06 

- 

0.06 

0.05 

0.64 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.081 

0.004 

0.077 

0.190 

246.58 

Over Exploited 

Kanakpura 

0829000303555700 

0.04 

0.03 

428.71 

0.04 

0.01 

0.05 

0.04 

0.51 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.087 

0.004 

0.083 

0.197 

238.62 

Over Exploited 

Kanwarji Ka Khera 

0829000503603400 

0.08 

0.00 

2,266.23 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.000 

0.013 

2,739.89 

Over Exploited 

Kanwarpura 

0829000303548600 

0.04 

0.02 

138.49 

0.03 

0.01 

0.04 

0.05 

0.59 

- 

0.0300 

0.0063 

0.0076 

- 

0.044 

0.044 

0.082 

0.004 

0.078 

0.156 

199.70 

Over Exploited 

Kara Kara 

0829000303547700 

0.04 

0.05 

212.17 

0.06 

- 

0.06 

0.05 

0.61 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.071 

0.004 

0.067 

0.122 

181.75 

Over Exploited 

Karediya 

0829000203545600 

0.04 

0.13 

126.18 

0.15 

0.03 

0.18 

0.05 

0.71 

- 

0.0200 

- 

- 

0.025 

0.045 

0.045 

0.226 

0.011 

0.214 

0.194 

90.41 

Critical 

Kartiyas 

0829000203536900 

0.06 

0.14 

236.00 

0.17 

0.00 

0.17 

0.05 

0.63 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.195 

0.010 

0.185 

0.231 

125.14 

Over Exploited 



0.04 

0.00 

29,560.46 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kasara Kheri 

0829000503595200 

0.06 

0.08 

(3.46) 

0.08 

0.01 

0.09 

0.06 

0.77 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.112 

0.006 

0.106 

0.167 

156.81 

Over Exploited 

Kasedi 

0829000203534900 

0.06 

0.00 

2,476.07 

0.00 

0.00 

0.00 

0.00 

0.06 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.005 

0.000 

0.005 

0.039 

848.80 

Over Exploited 



0.04 

0.01 

1,627.26 

0.01 

0.00 

0.01 

0.01 

0.12 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.027 

0.001 

0.026 

0.067 

256.25 

Over Exploited 

Kashmor 

0829000503597100 

0.06 

0.15 

(37.61) 

0.12 

0.06 

0.18 

0.04 

0.53 

- 

0.0500 

- 

- 

0.055 

0.105 

0.105 

0.284 

0.014 

0.270 

0.477 

176.71 

Over Exploited 

Kathodia 

0829000503594500 

0.06 

0.11 

- 

0.11 

0.01 

0.12 

0.05 

0.73 

- 

0.0100 

- 

- 

0.017 

0.027 

0.027 

0.147 

0.015 

0.132 

0.283 

213.95 

Over Exploited 

Kati 

0829000203546400 

0.04 

0.22 

(20.01) 

0.18 

0.16 

0.33 

0.05 

0.71 

- 

0.0500 

- 

- 

0.206 

0.256 

0.256 

0.591 

0.030 

0.562 

0.489 

87.00 

Semi Critical 

Katunda 

0829000303557000 

0.04 

0.25 

220.82 

0.30 

0.08 

0.38 

0.04 

0.58 

- 

0.1000 

- 

- 

0.084 

0.184 

0.184 

0.561 

0.028 

0.533 

0.557 

104.53 

Over Exploited 

Kekariya 

0824001102942800 

0.08 

0.09 

186.48 

0.11 

0.01 

0.12 

0.04 

0.59 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.170 

0.008 

0.161 

0.280 

173.43 

Over Exploited 

Keljarka Khera 

0829000503613900 

0.08 

0.10 

13,112.58 

0.12 

0.01 

0.13 

0.03 

0.47 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.151 

0.008 

0.144 

0.172 

119.85 

Over Exploited 

Keljer 

0829000503602900 

0.08 

0.04 

377.99 

0.05 

0.01 

0.06 

0.03 

0.33 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.123 

0.006 

0.117 

0.321 

275.49 

Over Exploited 

Kerpura 

0829000303553000 

0.04 

0.08 

257.35 

0.09 

0.02 

0.11 

0.05 

0.57 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.183 

0.009 

0.173 

0.355 

204.63 

Over Exploited 

Khachrol 

0824001102937300 

0.08 

0.00 

6,652.47 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.021 

0.001 

0.020 

0.092 

460.34 

Over Exploited 

Khangarji Ka Khera 

0824001102942000 

0.08 

0.15 

141.45 

0.18 

0.01 

0.19 

0.04 

0.62 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.218 

0.011 

0.207 

0.194 

93.93 

Critical 

Kharkhanda 

0829000203539900 

0.06 

0.03 

774.78 

0.03 

0.02 

0.05 

0.01 

0.15 

- 

0.0200 

- 

- 

0.017 

0.037 

0.037 

0.089 

0.004 

0.085 

0.217 

255.79 

Over Exploited 



0.04 

0.16 

302.35 

0.20 

0.06 

0.25 

0.03 

0.45 

- 

0.0700 

- 

- 

0.053 

0.124 

0.124 

0.374 

0.019 

0.356 

0.640 

180.04 

Over Exploited 

Kharon Ka Khera 

0824000902901600 

0.06 

0.21 

131.87 

0.25 

0.02 

0.27 

0.05 

0.65 

- 

0.0600 

- 

- 

0.015 

0.075 

0.075 

0.347 

0.017 

0.330 

0.343 

103.90 

Over Exploited 



0.06 

0.00 

12,233.74 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0005 

0.0005 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Khatwara 

0824001102934200 

0.08 

0.19 

385.92 

0.23 

0.07 

0.31 

0.02 

0.30 

- 

0.2600 

- 

- 

0.037 

0.297 

0.297 

0.602 

0.030 

0.572 

1.390 

243.01 

Over Exploited 



0.08 

0.00 

3,256.99 

0.00 

0.01 

0.02 

0.00 

0.04 

- 

0.0400 

0.0063 

0.0060 

0.003 

0.055 

0.055 

0.071 

0.004 

0.068 

0.204 

300.08 

Over Exploited 

Khera Bansati 

0829000503610700 

0.08 

0.00 

45,313.14 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kheri 

0829000303555500 

0.06 

0.02 

823.02 

0.03 

0.01 

0.04 

0.03 

0.32 

- 

0.0700 

- 

- 

0.002 

0.072 

0.072 

0.110 

0.005 

0.104 

0.356 

341.02 

Over Exploited 



0.04 

0.01 

907.59 

0.02 

0.01 

0.03 

0.02 

0.30 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.066 

0.003 

0.063 

0.211 

337.16 

Over Exploited 

Kherli 

0829000203542400 

0.04 

0.03 

306.02 

0.04 

0.00 

0.04 

0.05 

0.64 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.050 

0.002 

0.047 

0.077 

163.04 

Over Exploited 

Khermaliya 

0829000303559500 

0.10 

0.00 

783,671.23 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.04 

0.05 

326.33 

0.05 

0.01 

0.06 

0.03 

0.45 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.095 

0.005 

0.090 

0.142 

157.62 

Over Exploited 

Khokhra 

0824001102941600 

0.06 

0.13 

238.32 

0.15 

0.01 

0.16 

0.04 

0.65 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.210 

0.011 

0.200 

0.283 

141.92 

Over Exploited 



0.08 

0.00 

2,896.79 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.015 

1,400.06 

Over Exploited 

Khutiya 

0829000203543600 

0.04 

0.22 

129.75 

0.26 

0.02 

0.29 

0.05 

0.62 

- 

0.0900 

- 

- 

0.006 

0.096 

0.096 

0.385 

0.019 

0.366 

0.505 

137.94 

Over Exploited 



0.04 

0.00 

5,736.22 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

0.0062 

0.0060 

0.000 

0.013 

0.013 

0.013 

0.001 

0.013 

0.026 

200.54 

Over Exploited 

Kishangarh 

0829000303553500 

0.04 

0.00 

1,681.39 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.006 

450.76 

Over Exploited 



0.04 

0.05 

196.78 

0.06 

- 

0.06 

0.04 

0.50 

- 

- 

- 

- 

- 

- 

- 

0.058 

0.003 

0.055 

0.026 

47.50 

Safe 

Kishanpura 

0829000203544300 

0.06 

0.01 

582.24 

0.01 

- 

0.01 

0.02 

0.29 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.015 

0.059 

389.22 

Over Exploited 



0.04 

0.01 

632.12 

0.01 

0.00 

0.01 

0.03 

0.42 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.033 

0.002 

0.032 

0.084 

265.08 

Over Exploited 

Kishanpuriya 

0829000303556100 

0.04 

0.03 

313.50 

0.03 

- 

0.03 

0.05 

0.61 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.041 

0.002 

0.039 

0.067 

170.11 

Over Exploited 

Kitiyas 

0829000303548400 

0.04 

0.06 

71.86 

0.07 

0.01 

0.08 

0.05 

0.59 

- 

0.0300 

0.0149 

0.0179 

0.004 

0.067 

0.067 

0.148 

0.007 

0.140 

0.162 

115.59 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Kojoonda 

082900020353640C 

6.739 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.629 

2.95 

0.012 

0.10 

0.01 

0.00 

0.00 

0.05 

0.26 

0.30 

0.38 

0.024 

0.58 

0.51 







Non-command 

Gneisses(B.G.C) 

0.110 

2.95 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Kundaliya 

082900030355180C 

0.406 

Fresh 

Non-command 

Non-command 

Shale 

0.092 

6.04 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.12 

0.12 


Kunwaliya 

0829000203542000 

13.094 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

13.094 

4.32 

0.012 

0.33 

0.05 

0.00 

0.00 

0.07 

0.86 

1.01 

1.27 

0.047 

0.60 

0.51 


Kuratiya 

0829000203540200 

1.842 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.842 

4.29 

0.012 

0.03 

0.00 

0.00 

0.00 

0.01 

0.11 

0.15 

0.11 

0.007 

0.66 

0.47 



0829000303556600 

1.515 

Fresh 

Non-command 

Non-command 

Limestone 

1.515 

6.86 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.24 

0.20 

0.11 

0.000 

0.58 

0.70 


Lachhmipura 

0829000503600400 

2.147 

Fresh 

Bassi 

Command 

Gneisses(B.G.C) 

0.211 

2.79 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.05 

0.05 







Command 

Shale 

1.936 

2.79 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.11 

0.13 

0.007 

0.49 

0.49 


Ladpura 

0824001102941800 

5.296 

Fresh 

Non-command 

Non-command 

Limestone 

5.296 

4.55 

0.020 

0.29 

0.04 

0.00 

0.00 

0.00 

0.73 

0.63 

1.13 

0.015 

0.69 

0.80 


Ladupura 

0829000203546900 

2.651 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.651 

3.70 

0.012 

0.04 

0.01 

0.00 

0.00 

0.05 

0.09 

0.10 

0.14 

0.010 

0.68 

0.59 


Lakha Ka Khera 

0829000503614500 

0.507 

Fresh 

Non-command 

Non-command 

Shale 

0.130 

5.44 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.07 

0.000 

0.17 

0.18 


Lakhan Ka Khera 

0829000203542100 

1.213 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.213 

4.04 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.10 

0.06 

0.004 

0.64 

0.49 


Lala Ka Khera 

0829000203542200 

0.708 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.708 

4.37 

0.012 

0.10 

0.01 

0.00 

0.00 

0.00 

0.12 

0.16 

0.39 

0.003 

0.63 

0.50 


Lalas 

0829000203541600 

8.406 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.348 

3.63 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.001 

0.03 

0.02 







Non-command 

Gneisses(B.G.C) 

8.058 

3.63 

0.012 

0.09 

0.01 

0.00 

0.00 

0.05 

0.37 

0.48 

0.30 

0.029 

0.62 

0.47 


Lalji Ka Khera 

0829000503607700 

2.546 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.546 

5.65 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.16 

0.03 

0.009 

0.73 

0.77 


Lalooduda Ka Khera @ Suit 

0829000203543300 

1.508 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.508 

6.26 

0.012 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.15 

0.10 

0.005 

0.58 

0.53 


Lalsinghji Ka Khera 

0829000203536300 

1.635 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.235 

2.23 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.08 

0.004 

0.45 

0.40 







Non-command 

Gneisses(B.G.C) 

0.367 

2.23 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.001 

0.13 

0.12 


Lambiya 

0829000203545200 

0.944 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.887 

4.73 

0.012 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.11 

0.11 

0.003 

0.62 

0.44 


Laxmansingh Ji Ka Khera 

0829000203544600 

3.183 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.558 

4.27 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.19 

0.04 

0.009 

0.53 

0.38 


Laxmipura 

0829000203544900 

0.692 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.692 

4.80 

0.012 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.13 

0.003 

0.66 

0.47 



0829000303553100 

2.690 

Fresh 

Non-command 

Non-command 

Shale 

2.667 

4.36 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.20 

0.20 

0.17 

0.000 

0.54 

0.57 


Leerdi 

0829000303548900 

2.574 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.574 

2.63 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.15 

0.15 

0.25 

0.000 

0.55 

0.55 


Leerdi Khera 

0829000203537600 

2.630 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.630 

10.21 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.33 

0.33 

0.05 

0.010 

0.55 

0.55 


Lodhiyana 

0824001102936000 

1.182 

Fresh 

Orai 

Command 

Phyllite & Schist 

1.182 

4.89 

0.020 

0.15 

0.02 

0.00 

0.00 

0.00 

0.25 

0.22 

0.58 

0.003 

0.69 

0.76 


Lohariya 

0829000303549200 

3.592 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.112 

4.35 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.02 

0.02 






Orai 

Command 

Gneisses(B.G.C) 

3.287 

4.35 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.24 

0.24 

0.12 

0.000 

0.49 

0.50 


Madhopur 

0829000303555000 

2.957 

Fresh 

Non-command 

Non-command 

Shale 

2.957 

5.91 

0.015 

0.06 

0.01 

0.00 

0.00 

0.02 

0.29 

0.27 

0.23 

0.000 

0.55 

0.59 


Mahesara 

0829000303552500 

22.860 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.137 

5.81 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.000 

0.00 

0.00 







Non-command 

Shale 

11.008 

5.81 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.99 

0.98 

0.18 

0.000 

0.26 

0.26 


Mahtaji Ka Khera 

0824001102934500 

5.318 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.856 

3.84 

0.020 

0.18 

0.03 

0.00 

0.00 

0.01 

0.51 

0.47 

0.70 

0.013 

0.61 

0.67 






Orai 

Command 

Phyllite & Schist 

0.463 

3.84 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.07 

0.001 

0.06 

0.06 


Makhangunj 

0829000303553600 

1.666 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.403 

4.21 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.000 

0.15 

0.16 







Non-command 

Shale 

1.182 

4.21 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.02 

0.000 

0.43 

0.47 


Makhanpura 

0829000303549700 

1.496 

Fresh 

Non-command 

Non-command 

Shale 

0.015 

1.72 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Orai 

Command 

Gneisses(B.G.C) 

0.543 

1.72 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.07 

0.000 

0.19 

0.20 







Command 

Shale 

0.938 

1.72 

0.015 

0.02 

0.01 

0.00 

0.00 

0.00 

0.03 

0.03 

0.09 

0.000 

0.34 

0.34 


Malikhera 

0829000303548200 

1.219 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.846 

3.09 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.05 

0.000 

0.39 

0.41 







Non-command 

Gneisses(B.G.C) 

0.302 

3.09 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.14 

0.15 






Orai 

Command 

Gneisses(B.G.C) 

0.049 

3.09 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Mandaldeh 

0829000503595600 

3.622 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.613 

-0.93 

0.012 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.012 

0.71 

0.74 


Mandalgarh 

0824001142407000 

57.997 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

44.081 

5.91 

0.020 

0.96 

0.10 

0.00 

0.00 

0.00 

6.07 

5.54 

2.78 

0.819 

0.53 

0.58 







Non-command 

Limestone 

4.216 

5.91 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.58 

0.53 

0.27 

0.078 

0.05 

0.06 






Orai 

Command 

Phyllite & Schist 

0.103 

5.91 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.00 

0.00 


Mandawari 

0829000303552900 

1.105 

Fresh 

Non-command 

Non-command 

Shale 

1.105 

3.89 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.09 

0.17 

0.000 

0.54 

0.56 



0829000303560200 

8.885 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.772 

4.65 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.09 

0.000 

0.05 

0.07 


Mandi Gusaiyan 

0824001102936300 

0.608 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.322 

5.25 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.03 

0.001 

0.37 

0.40 






Orai 

Command 

Phyllite & Schist 

0.031 

5.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.04 

0.04 


Mandi Nathan 

0824001102935800 

1.093 

Fresh 

Orai 

Command 

Phyllite & Schist 

1.093 

4.71 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.08 

0.003 

0.69 

0.76 


Mandpiya 

0829000203538000 

5.570 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.923 

5.69 

0.012 

0.05 

0.01 

0.00 

0.00 

0.00 

0.29 

0.34 

0.19 

0.014 

0.43 

0.36 







Non-command 

Gneisses(B.G.C) 

1.647 

5.69 

0.012 

0.02 

0.00 

0.00 

0.00 

0.01 

0.12 

0.14 

0.09 

0.006 

0.18 

0.15 


Manganj 

0824001102942500 

4.703 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.204 

4.69 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.43 

0.39 

0.17 

0.012 

0.59 

0.67 







Non-command 

Shale 

0.036 

4.69 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Mango Dara 

0829000503598700 

1.641 

Fresh 

Non-command 

Non-command 

Shale 

1.641 

3.49 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.11 

0.14 

0.006 

0.70 

0.73 


Mankari 

0824000902903000 

12.620 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

12.620 

5.35 

0.015 

0.04 

0.00 

0.00 

0.00 

0.03 

1.02 

1.01 

0.10 

0.040 

0.55 

0.56 






Orai 

Command 

Gneisses(B.G.C) 

0.000 

5.35 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Manpura 

0829000503598500 

2.607 

Fresh 

Gambhiri 

Command 

Gneisses(B.G.C) 

0.127 

2.87 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.04 

0.04 







Command 

Shale 

2.246 

2.87 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.13 

0.12 

0.13 

0.008 

0.62 

0.67 


Manpuriya 

0829000503602800 

1.094 

Fresh 

Non-command 

Non-command 

Shale 

0.897 

4.95 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.03 

0.003 

0.45 

0.45 


Mansingh Ji Ka Khera 

0829000203541700 

0.634 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.044 

3.97 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.05 

0.03 







Non-command 

Gneisses(B.G.C) 

0.590 

3.97 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.08 

0.002 

0.60 

0.45 



0829000203544400 

1.816 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.816 

2.85 

0.012 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.12 

0.10 

0.007 

0.66 

0.48 


Marna 

0829000303558900 

7.800 

Fresh 

Non-command 

Non-command 

Shale 

7.800 

7.03 

0.015 

0.05 

0.01 

0.00 

0.00 

0.01 

0.86 

0.54 

0.19 

0.000 

0.68 

1.08 


Mayra 

0829000503603200 

1.737 

Fresh 

Non-command 

Non-command 

Shale 

1.362 

4.35 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.12 

0.17 

0.005 

0.50 

0.50 


Meenonka Kanthariya 

0829000503610900 

4.854 

Fresh 

Non-command 

Non-command 

Shale 

2.600 

6.53 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.25 

0.01 

0.009 

0.38 

0.40 


Meghniwas 

0829000303557200 

2.526 

Fresh 

Non-command 

Non-command 

Shale 

2.526 

7.05 

0.015 

0.08 

0.01 

0.00 

0.00 

0.01 

0.33 

0.23 

0.32 

0.000 

0.67 

0.97 


Mehtab Singhji Ka Khera 

0829000203536200 

1.507 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.507 

3.87 

0.012 

0.01 

0.00 

0.00 

0.00 

0.01 

0.07 

0.08 

0.02 

0.005 

0.61 

0.51 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Kojoonda 

0829000203536400 

0.06 

0.21 

39.43 

0.26 

0.06 

0.32 

0.05 

0.63 

- 

0.0400 

- 

- 

0.077 

0.117 

0.117 

0.436 

0.022 

0.414 

0.403 

97.29 

Critical 



0.04 

0.00 

9,719.45 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

11,073.77 

Over Exploited 

Kundaliya 

0829000303551800 

0.04 

0.00 

1,749.35 

0.00 

- 

0.00 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.010 

1,954.50 

Over Exploited 

Kunwaliya 

0829000203542000 

0.04 

0.32 

220.09 

0.38 

0.12 

0.50 

0.05 

0.65 

- 

0.2400 

- 

- 

0.100 

0.340 

0.340 

0.836 

0.042 

0.794 

1.313 

165.38 

Over Exploited 

Kuratiya 

0829000203540200 

0.04 

0.05 

213.35 

0.06 

0.01 

0.07 

0.05 

0.70 

- 

0.0100 

- 

- 

0.018 

0.028 

0.028 

0.097 

0.005 

0.092 

0.119 

128.44 

Over Exploited 


0829000303556600 

0.06 

0.05 

274.24 

0.06 

- 

0.06 

0.05 

0.63 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.083 

0.004 

0.079 

0.113 

143.08 

Over Exploited 

Lachhmipura 

0829000503600400 

0.06 

0.00 

914.09 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

0.0028 

0.0027 

- 

0.006 

0.006 

0.006 

0.000 

0.006 

0.009 

143.39 

Over Exploited 



0.08 

0.08 

37.52 

0.09 

0.00 

0.10 

0.04 

0.53 

- 

0.0200 

0.0260 

0.0251 

0.007 

0.078 

0.078 

0.176 

0.009 

0.167 

0.132 

78.89 

Semi Critical 

Ladpura 

0824001102941800 

0.06 

0.22 

185.95 

0.26 

0.04 

0.30 

0.05 

0.74 

- 

0.2100 

- 

- 

0.001 

0.211 

0.211 

0.516 

0.026 

0.490 

1.147 

234.08 

Over Exploited 

Ladupura 

0829000203546900 

0.04 

0.07 

43.10 

0.09 

0.06 

0.15 

0.05 

0.73 

- 

0.0200 

- 

- 

0.079 

0.099 

0.099 

0.248 

0.012 

0.236 

0.148 

62.54 

Safe 

Lakha Ka Khera 

0829000503614500 

0.08 

0.00 

1,541.25 

0.00 

- 

0.00 

0.01 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.012 

0.071 

615.67 

Over Exploited 

Lakhan Ka Khera 

0829000203542100 

0.04 

0.03 

213.97 

0.04 

0.00 

0.04 

0.05 

0.69 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.051 

0.003 

0.048 

0.062 

129.58 

Over Exploited 

Lala Ka Khera 

0829000203542200 

0.04 

0.02 

788.26 

0.02 

0.01 

0.03 

0.05 

0.68 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.073 

0.004 

0.070 

0.392 

561.45 

Over Exploited 

Lalas 

0829000203541600 

0.06 

0.00 

3,420.52 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.003 

0.000 

0.003 

0.015 

581.96 

Over Exploited 



0.04 

0.20 

143.44 

0.24 

0.06 

0.30 

0.05 

0.66 

- 

0.0600 

- 

- 

0.074 

0.134 

0.134 

0.432 

0.022 

0.410 

0.333 

81.22 

Semi Critical 

Lalji Ka Khera 

0829000503607700 

0.06 

0.11 

45.07 

0.13 

0.00 

0.14 

0.06 

0.78 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.143 

0.007 

0.136 

0.043 

31.47 

Safe 

Lalooduda Ka Khera @ Suit 

0829000203543300 

0.04 

0.03 

323.71 

0.04 

0.00 

0.04 

0.05 

0.63 

- 

0.0100 

- 

- 

0.004 

0.015 

0.015 

0.059 

0.003 

0.056 

0.106 

189.36 

Over Exploited 

Lalsinghji Ka Khera 

0829000203536300 

0.06 

0.03 

90.58 

0.04 

- 

0.04 

0.04 

0.48 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.047 

0.002 

0.044 

0.087 

197.41 

Over Exploited 



0.04 

0.00 

1,017.82 

0.00 

- 

0.00 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.027 

1,229.39 

Over Exploited 

Lambiya 

0829000203545200 

0.04 

0.02 

398.63 

0.03 

- 

0.03 

0.05 

0.66 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.046 

0.002 

0.044 

0.117 

266.75 

Over Exploited 

Laxmansingh Ji Ka Khera 

0829000203544600 

0.04 

0.05 

246.29 

0.06 

- 

0.06 

0.04 

0.57 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.075 

0.004 

0.071 

0.045 

63.75 

Safe 

Laxmipura 

0829000203544900 

0.04 

0.02 

423.09 

0.02 

- 

0.02 

0.05 

0.71 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.042 

0.002 

0.040 

0.130 

326.37 

Over Exploited 


0829000303553100 

0.04 

0.06 

239.17 

0.07 

0.01 

0.08 

0.05 

0.59 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.109 

0.005 

0.104 

0.168 

161.73 

Over Exploited 

Leerdi 

0829000303548900 

0.04 

0.06 

159.57 

0.07 

0.01 

0.08 

0.05 

0.59 

- 

0.0500 

- 

- 

0.002 

0.052 

0.052 

0.132 

0.007 

0.125 

0.246 

196.63 

Over Exploited 

Leerdi Khera 

0829000203537600 

0.04 

0.06 

465.06 

0.07 

0.00 

0.07 

0.05 

0.60 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.072 

0.004 

0.068 

0.058 

84.16 

Semi Critical 

Lodhiyana 

0824001102936000 

0.08 

0.06 

257.98 

0.08 

0.02 

0.10 

0.04 

0.74 

- 

0.1100 

0.0058 

0.0056 

- 

0.121 

0.121 

0.216 

0.011 

0.206 

0.583 

283.64 

Over Exploited 

Lohariya 

0829000303549200 

0.04 

0.00 

9,253.22 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

6,837.15 

Over Exploited 



0.04 

0.07 

263.30 

0.08 

0.00 

0.08 

0.04 

0.54 

- 

0.0200 

0.0160 

0.0154 

0.005 

0.056 

0.056 

0.138 

0.007 

0.131 

0.120 

91.39 

Critical 

Madhopur 

0829000303555000 

0.04 

0.06 

315.10 

0.08 

0.03 

0.11 

0.05 

0.60 

- 

0.0400 

- 

- 

0.036 

0.076 

0.076 

0.187 

0.009 

0.178 

0.230 

129.13 

Over Exploited 

Mahesara 

0829000303552500 

0.10 

0.00 

35,933.11 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.04 

0.11 

761.83 

0.14 

0.01 

0.15 

0.02 

0.28 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.176 

0.009 

0.167 

0.175 

104.69 

Over Exploited 

Mahtaji Ka Khera 

0824001102934500 

0.08 

0.23 

105.34 

0.27 

0.04 

0.31 

0.04 

0.65 

- 

0.1300 

- 

- 

0.012 

0.142 

0.142 

0.452 

0.023 

0.430 

0.711 

165.51 

Over Exploited 



0.08 

0.00 

2,341.90 

0.00 

- 

0.00 

0.00 

0.06 

- 

0.0100 

0.0023 

0.0022 

- 

0.014 

0.014 

0.017 

0.001 

0.016 

0.069 

432.22 

Over Exploited 

Makhangunj 

0829000303553600 

0.04 

0.00 

878.63 

0.00 

- 

0.00 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.013 

487.33 

Over Exploited 



0.04 

0.02 

233.45 

0.02 

- 

0.02 

0.03 

0.46 

- 

- 

- 

- 

- 

- 

- 

0.024 

0.001 

0.023 

0.017 

73.89 

Semi Critical 

Makhanpura 

0829000303549700 

0.04 

0.00 

12,249.25 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.04 

0.00 

676.53 

0.01 

- 

0.01 

0.02 

0.21 

- 

0.0100 

0.0032 

0.0038 

- 

0.017 

0.017 

0.022 

0.001 

0.021 

0.066 

313.27 

Over Exploited 



0.04 

0.01 

166.70 

0.02 

0.01 

0.03 

0.03 

0.37 

- 

0.0200 

0.0055 

0.0066 

- 

0.032 

0.032 

0.057 

0.003 

0.054 

0.086 

158.09 

Over Exploited 

Malikhera 

0829000303548200 

0.04 

0.01 

256.60 

0.02 

- 

0.02 

0.03 

0.42 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.026 

0.001 

0.025 

0.048 

195.72 

Over Exploited 



0.04 

0.00 

680.36 

0.00 

- 

0.00 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.018 

919.51 

Over Exploited 



0.04 

0.00 

4,749.94 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0002 

0.0002 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

- 

- 

Safe 

Mandaldeh 

0829000503595600 

0.06 

0.15 

- 

0.15 

- 

0.15 

0.06 

0.77 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.164 

0.016 

0.148 

0.277 

187.54 

Over Exploited 

Mandalgarh 

0824001142407000 

0.08 

1.78 

111.79 

2.13 

0.10 

2.23 

0.03 

0.56 

- 

0.5200 

- 

- 

- 

0.520 

0.520 

2.752 

0.138 

2.615 

3.595 

137.48 

Over Exploited 



0.06 

0.01 

4,043.06 

0.02 

0.01 

0.03 

0.00 

0.05 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.075 

0.004 

0.072 

0.345 

482.80 

Over Exploited 



0.08 

0.00 

113,223.28 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0005 

0.0005 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.009 

928.32 

Over Exploited 

Mandawari 

0829000303552900 

0.04 

0.02 

283.81 

0.03 

0.01 

0.04 

0.05 

0.59 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.069 

0.003 

0.065 

0.173 

265.07 

Over Exploited 


0829000303560200 

0.10 

0.00 

1,523.67 

0.00 

- 

0.00 

0.00 

0.06 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.025 

0.001 

0.024 

0.086 

364.64 

Over Exploited 

Mandi Gusaiyan 

0824001102936300 

0.08 

0.01 

309.69 

0.01 

0.00 

0.01 

0.02 

0.39 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.029 

0.001 

0.028 

0.034 

123.00 

Over Exploited 



0.08 

0.00 

3,417.61 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mandi Nathan 

0824001102935800 

0.08 

0.06 

93.88 

0.07 

- 

0.07 

0.04 

0.74 

- 

0.0200 

0.0053 

0.0051 

- 

0.031 

0.031 

0.100 

0.005 

0.095 

0.087 

91.70 

Critical 

Mandpiya 

0829000203538000 

0.06 

0.09 

270.19 

0.11 

0.01 

0.12 

0.03 

0.46 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.150 

0.007 

0.142 

0.206 

145.19 

Over Exploited 



0.04 

0.01 

1,109.46 

0.01 

0.01 

0.02 

0.01 

0.19 

- 

0.0100 

- 

- 

0.009 

0.019 

0.019 

0.039 

0.002 

0.037 

0.092 

249.57 

Over Exploited 

Manganj 

0824001102942500 

0.08 

0.19 

102.49 

0.23 

0.01 

0.24 

0.04 

0.63 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.268 

0.013 

0.255 

0.180 

70.49 

Semi Critical 



0.04 

0.00 

30,798.04 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mango Dara 

0829000503598700 

0.08 

0.09 

17.30 

0.11 

0.01 

0.12 

0.06 

0.76 

- 

0.0200 

- 

- 

0.000 

0.021 

0.021 

0.142 

0.007 

0.135 

0.145 

107.51 

Over Exploited 

Mankari 

0824000902903000 

0.05 

0.35 

190.86 

0.42 

0.03 

0.45 

0.05 

0.60 

- 

0.0100 

- 

- 

0.044 

0.054 

0.054 

0.501 

0.025 

0.476 

0.142 

29.82 

Safe 



0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Manpura 

0829000503598500 

0.06 

0.00 

1,350.20 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

0.0002 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.006 

937.43 

Over Exploited 



0.08 

0.12 

3.03 

0.12 

0.01 

0.13 

0.05 

0.67 

- 

0.0300 

0.0036 

0.0034 

0.001 

0.038 

0.038 

0.166 

0.008 

0.158 

0.142 

89.62 

Semi Critical 

Manpuriya 

0829000503602800 

0.08 

0.03 

131.69 

0.04 

- 

0.04 

0.04 

0.49 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.049 

0.002 

0.047 

0.036 

77.03 

Semi Critical 

Mansingh Ji Ka Khera 

0829000203541700 

0.06 

0.00 

1,792.98 

0.00 

0.00 

0.00 

0.00 

0.05 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

0.005 

473.27 

Over Exploited 



0.04 

0.01 

341.51 

0.02 

- 

0.02 

0.05 

0.65 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.037 

0.002 

0.035 

0.084 

239.46 

Over Exploited 


0829000203544400 

0.04 

0.05 

152.05 

0.06 

0.00 

0.06 

0.05 

0.71 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.071 

0.004 

0.067 

0.108 

160.00 

Over Exploited 

Marna 

0829000303558900 

0.04 

0.21 

154.33 

0.25 

0.02 

0.27 

0.05 

0.73 

- 

0.0400 

- 

- 

0.010 

0.050 

0.050 

0.322 

0.016 

0.306 

0.190 

62.13 

Safe 

Mayra 

0829000503603200 

0.08 

0.06 

111.28 

0.07 

0.01 

0.08 

0.04 

0.54 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.107 

0.005 

0.101 

0.177 

174.52 

Over Exploited 

Meenonka Kanthariya 

0829000503610900 

0.08 

0.08 

208.84 

0.10 

0.00 

0.10 

0.03 

0.41 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.098 

0.005 

0.093 

0.022 

23.60 

Safe 

Meghniwas 

0829000303557200 

0.04 

0.07 

238.43 

0.08 

0.02 

0.10 

0.05 

0.72 

- 

0.0600 

- 

- 

0.010 

0.070 

0.070 

0.168 

0.008 

0.159 

0.317 

198.98 

Over Exploited 

Mehtab Singhji Ka Khera 

0829000203536200 

0.06 

0.05 

53.77 

0.06 

0.01 

0.07 

0.05 

0.66 

- 

- 

- 

- 

0.017 

0.017 

0.017 

0.090 

0.004 

0.085 

0.023 

27.47 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Menal 

082900030356370C 

4.259 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.062 

1.26 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.12 

0.06 

0.12 

0.000 

0.69 

1.30 


Meri Khera 

0829000203547300 

2.609 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.565 

4.20 

0.012 

0.06 

0.01 

0.00 

0.00 

0.00 

0.17 

0.20 

0.24 

0.009 

0.66 

0.59 


Mewasa 

0829000203538700 

0.290 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.290 

4.43 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.04 

0.001 

0.65 

0.47 


Modsingh Ki Chawki 

0829000203544700 

1.032 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.032 

3.80 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.00 

0.004 

0.66 

0.47 


Mokhampura 

0829000203541300 

1.232 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.232 

4.26 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.11 

0.07 

0.004 

0.65 

0.48 


Mokhamsingh Ji Ka Khera 

0829000203540600 

0.578 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.047 

4.56 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.05 

0.04 







Non-command 

Gneisses(B.G.C) 

0.531 

4.56 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.05 

0.002 

0.60 

0.43 


Monga Ka Khera 

0829000203547600 

5.417 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.416 

3.16 

0.012 

0.10 

0.01 

0.00 

0.00 

0.00 

0.29 

0.27 

0.36 

0.020 

0.72 

0.76 






Gambhiri 

Command 

Gneisses(B.G.C) 

0.000 

3.16 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Moon Ka Khera 

0829000203536700 

2.547 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.547 

5.55 

0.012 

0.05 

0.00 

0.00 

0.00 

0.00 

0.21 

0.23 

0.17 

0.009 

0.59 

0.53 


Moorliya 

0829000203544000 

1.763 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.763 

3.60 

0.012 

0.04 

0.01 

0.00 

0.00 

0.01 

0.10 

0.13 

0.15 

0.006 

0.65 

0.48 


Motaron Ka Khera 

0824001102942400 

5.628 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.110 

4.98 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.48 

0.43 

0.30 

0.011 

0.50 

0.56 






Orai 

Command 

Phyllite & Schist 

1.517 

4.98 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.18 

0.16 

0.12 

0.004 

0.19 

0.21 


Moti Bukan Ka Khera 

0829000203535200 

1.999 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.999 

5.29 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.18 

0.05 

0.007 

0.65 

0.48 


Motipura 

0829000303548100 

4.524 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.560 

3.21 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.04 

0.000 

0.07 

0.07 







Non-command 

Gneisses(B.G.C) 

0.005 

3.21 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Orai 

Command 

Phyllite & Schist 

0.390 

3.21 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.000 

0.05 

0.05 







Command 

Gneisses(B.G.C) 

3.570 

3.21 

0.015 

0.06 

0.01 

0.00 

0.00 

0.01 

0.21 

0.20 

0.22 

0.000 

0.44 

0.46 


Motliyas 

0829000203536600 

4.566 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.566 

4.89 

0.012 

0.06 

0.01 

0.00 

0.00 

0.02 

0.29 

0.34 

0.23 

0.017 

0.61 

0.51 


Muriliya 

0829000303548800 

3.800 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.689 

1.85 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.02 

0.000 

0.24 

0.24 






Orai 

Command 

Gneisses(B.G.C) 

2.111 

1.85 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.04 

0.000 

0.30 

0.30 


Murliya 

0824000902902700 

4.657 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.657 

9.90 

0.015 

0.04 

0.00 

0.00 

0.00 

0.01 

0.72 

0.72 

0.15 

0.015 

0.57 

0.57 


Muroli 

0829000303554800 

2.376 

Fresh 

Non-command 

Non-command 

Shale 

2.376 

5.65 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.23 

0.22 

0.15 

0.000 

0.54 

0.56 


Nagon Ka Khera 

0829000203535100 

2.440 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.276 

5.38 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.13 

0.09 

0.005 

0.34 

0.25 







Non-command 

Gneisses(B.G.C) 

1.163 

5.38 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.12 

0.08 

0.004 

0.31 

0.23 


Nagri 

0829000503599000 

8.185 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.935 

3.99 

0.012 

0.03 

0.00 

0.00 

0.00 

0.01 

0.06 

0.06 

0.12 

0.003 

0.08 

0.08 







Non-command 

Shale 

3.905 

3.99 

0.015 

0.20 

0.03 

0.00 

0.00 

0.01 

0.39 

0.40 

0.77 

0.013 

0.33 

0.33 






Gambhiri 

Command 

Gneisses(B.G.C) 

0.940 

3.99 

0.012 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.12 

0.003 

0.08 

0.08 







Command 

Shale 

2.406 

3.99 

0.015 

0.12 

0.02 

0.00 

0.00 

0.00 

0.24 

0.24 

0.48 

0.008 

0.20 

0.20 


Nahargarh 

0824001102934400 

4.081 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.745 

3.68 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.13 

0.002 

0.12 

0.13 



0829000303552600 

3.604 

Fresh 

Non-command 

Non-command 

Shale 

3.526 

5.08 

0.015 

0.08 

0.02 

0.00 

0.00 

0.00 

0.33 

0.32 

0.31 

0.000 

0.52 

0.53 


Nahargarh @ Jodhpuriya 

0824001102942700 

2.944 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.648 

5.25 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.31 

0.27 

0.12 

0.007 

0.60 

0.69 


Naksanpura 

0829000203535500 

1.537 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.537 

5.31 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.15 

0.06 

0.006 

0.65 

0.48 


Nal 

0829000303553900 

12.026 

Fresh 

Non-command 

Non-command 

Limestone 

4.139 

5.62 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.54 

0.50 

0.31 

0.000 

0.19 

0.20 







Non-command 

Shale 

6.904 

5.62 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.64 

0.60 

0.30 

0.000 

0.31 

0.33 


Nandwai 

0829000303554600 

10.155 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

8.445 

5.32 

0.020 

0.18 

0.03 

0.00 

0.00 

0.00 

1.05 

0.97 

0.74 

0.000 

0.45 

0.49 







Non-command 

Shale 

1.681 

5.32 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.16 

0.15 

0.14 

0.000 

0.09 

0.10 


Nangpura @ Rathoron Ka Kh 

0829000203538400 

1.637 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.637 

4.93 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.15 

0.07 

0.006 

0.65 

0.48 


Narayanpura 

0829000103534400 

8.759 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.053 

3.75 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

0.124 

3.75 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 


Narpat Ki Kheri 

0829000503597400 

3.685 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.685 

4.29 

0.012 

0.05 

0.01 

0.00 

0.00 

0.00 

0.22 

0.21 

0.18 

0.013 

0.73 

0.77 


Narsingh Sagar 

0824001102942900 

2.766 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.904 

5.70 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.28 

0.24 

0.27 

0.005 

0.47 

0.54 


Narsinghpura 

0829000303555100 

2.408 

Fresh 

Non-command 

Non-command 

Shale 

2.408 

6.22 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.25 

0.22 

0.13 

0.000 

0.56 

0.63 


Nathawaton Ka Khera 

0829000303550400 

5.613 

Fresh 

Non-command 

Non-command 

Shale 

5.016 

4.23 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.31 

0.02 

0.000 

0.48 

0.49 


Nathi Ka Khera 

0829000203546300 

3.687 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.687 

1.12 

0.012 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.10 

0.20 

0.013 

0.67 

0.57 


Nathooram Ji Ka Khera 

0829000303557400 

3.191 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.634 

6.45 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.04 

0.000 

0.14 

0.18 







Non-command 

Shale 

2.352 

6.45 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.26 

0.20 

0.12 

0.000 

0.50 

0.65 


Naya Gaon Chauhanon Ka 

0829000303557700 

0.853 

Fresh 

Non-command 

Non-command 

Limestone 

0.850 

4.55 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.13 

0.000 

0.69 

0.86 


Naya Talab 

0829000203536100 

7.179 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.179 

4.58 

0.012 

0.11 

0.01 

0.00 

0.00 

0.14 

0.34 

0.41 

0.41 

0.026 

0.62 

0.50 


Nayakhera 

0829000203541400 

1.288 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.112 

4.11 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.10 

0.06 

0.004 

0.56 

0.41 







Non-command 

Gneisses(B.G.C) 

0.176 

4.11 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.09 

0.07 


Nayanagar 

0824001202946700 

7.962 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.618 

5.55 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.54 

0.40 

0.14 

0.013 

0.40 

0.54 


Neemari Khera 

0829000203541800 

0.484 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.484 

3.40 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.10 

0.002 

0.63 

0.50 


Neemoda 

0829000303556400 

1.395 

Fresh 

Non-command 

Non-command 

Shale 

1.395 

7.09 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.18 

0.13 

0.12 

0.000 

0.61 

0.83 


Negadiya Kalan 

0829000503599800 

1.688 

Fresh 

Bassi 

Command 

Gneisses(B.G.C) 

0.623 

2.67 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.002 

0.21 

0.20 







Command 

Shale 

1.065 

2.67 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.08 

0.004 

0.36 

0.34 


Negadiya Khurd 

0829000503599900 

3.049 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.052 

2.58 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Bassi 

Command 

Gneisses(B.G.C) 

0.155 

2.58 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.03 

0.03 







Command 

Shale 

2.842 

2.58 

0.015 

0.13 

0.03 

0.00 

0.00 

0.01 

0.20 

0.21 

0.50 

0.010 

0.51 

0.50 


Netawalgarh Pachhli 

0829000503614000 

8.258 

Fresh 

Non-command 

Non-command 

Shale 

4.870 

4.43 

0.015 

0.13 

0.02 

0.00 

0.00 

0.00 

0.43 

0.42 

0.48 

0.017 

0.42 

0.44 


Niliya 

0829000303554300 

1.376 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.414 

5.34 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.07 

0.000 

0.16 

0.17 


Nimbahera 

0829000203538900 

2.677 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.677 

4.88 

0.012 

0.06 

0.01 

0.00 

0.00 

0.01 

0.19 

0.27 

0.21 

0.010 

0.65 

0.47 


Nolagadri Ka Khera 

0829000203544200 

1.556 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.363 

4.55 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.11 

0.02 

0.005 

0.57 

0.41 







Non-command 

Gneisses(B.G.C) 

0.194 

4.55 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.08 

0.06 


Odoond 

0829000503597000 

8.089 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.059 

1.21 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Ojyara 

0824000802881200 

15.487 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.068 

4.49 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Pachundal 

0829000503606000 

2.465 

Fresh 

Non-command 

Non-command 

Shale 

2.465 

4.34 

0.015 

0.04 

0.01 

0.00 

0.00 

0.02 

0.17 

0.16 

0.14 

0.008 

0.70 

0.73 


Padampura 

0824001102943100 

0.711 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.674 

4.91 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.16 

0.14 

0.39 

0.002 

0.66 

0.73 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Menal 

0829000303563700 

0.10 

0.28 

(76.81) 

0.22 

0.01 

0.23 

0.05 

0.74 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.253 

0.013 

0.240 

0.117 

48.71 

Safe 

Meri Khera 

0829000203547300 

0.04 

0.07 

188.42 

0.08 

0.01 

0.09 

0.05 

0.72 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.122 

0.006 

0.116 

0.244 

211.07 

Over Exploited 

Mewasa 

0829000203538700 

0.06 

0.01 

226.97 

0.01 

- 

0.01 

0.05 

0.70 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.021 

0.042 

195.65 

Over Exploited 

Modsingh Ki Chawki 

0829000203544700 

0.04 

0.03 

128.73 

0.03 

0.00 

0.03 

0.05 

0.71 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.033 

0.002 

0.031 

0.004 

11.94 

Safe 

Mokhampura 

0829000203541300 

0.06 

0.04 

143.92 

0.05 

0.00 

0.05 

0.05 

0.70 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.066 

0.003 

0.063 

0.072 

115.33 

Over Exploited 

Mokhamsingh Ji Ka Khera 

0829000203540600 

0.06 

0.00 

2,424.17 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

3,270.90 

Over Exploited 



0.04 

0.01 

313.45 

0.02 

- 

0.02 

0.05 

0.65 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.025 

0.001 

0.024 

0.054 

223.89 

Over Exploited 

Monga Ka Khera 

0829000203547600 

0.04 

0.16 

73.02 

0.19 

0.01 

0.20 

0.06 

0.78 

- 

0.0400 

- 

- 

0.003 

0.043 

0.043 

0.242 

0.012 

0.230 

0.378 

164.46 

Over Exploited 



0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Moon Ka Khera 

0829000203536700 

0.06 

0.08 

178.58 

0.10 

0.00 

0.11 

0.05 

0.64 

- 

0.0200 

- 

- 

0.007 

0.027 

0.027 

0.132 

0.007 

0.126 

0.182 

144.79 

Over Exploited 

Moorliya 

0829000203544000 

0.04 

0.05 

188.11 

0.06 

0.02 

0.07 

0.05 

0.70 

- 

0.0300 

- 

- 

0.008 

0.038 

0.038 

0.109 

0.005 

0.103 

0.160 

155.49 

Over Exploited 

Motaron Ka Khera 

0824001102942400 

0.08 

0.16 

171.98 

0.19 

0.01 

0.20 

0.03 

0.53 

- 

0.0600 

- 

- 

0.004 

0.064 

0.064 

0.266 

0.013 

0.252 

0.306 

121.40 

Over Exploited 



0.08 

0.02 

656.52 

0.03 

0.00 

0.03 

0.01 

0.20 

- 

0.0200 

0.0074 

0.0071 

0.001 

0.035 

0.035 

0.061 

0.003 

0.058 

0.121 

208.15 

Over Exploited 

Moti Bukan Ka Khera 

0829000203535200 

0.06 

0.07 

148.82 

0.09 

0.00 

0.09 

0.05 

0.70 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.097 

0.005 

0.092 

0.057 

62.05 

Safe 

Motipura 

0829000303548100 

0.04 

0.00 

2,172.09 

0.00 

- 

0.00 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.036 

319.26 

Over Exploited 



0.04 

0.00 

190,124.58 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.04 

0.00 

3,263.15 

0.00 

0.00 

0.00 

0.00 

0.05 

- 

- 

0.0019 

0.0018 

0.003 

0.007 

0.007 

0.010 

0.001 

0.010 

0.024 

243.12 

Over Exploited 



0.04 

0.06 

212.32 

0.08 

0.02 

0.10 

0.04 

0.48 

- 

0.0400 

0.0174 

0.0168 

0.017 

0.091 

0.091 

0.190 

0.010 

0.181 

0.223 

123.43 

Over Exploited 

Motliyas 

0829000203536600 

0.06 

0.15 

119.46 

0.18 

0.03 

0.22 

0.05 

0.66 

- 

0.0300 

- 

- 

0.031 

0.061 

0.061 

0.277 

0.014 

0.263 

0.251 

95.38 

Critical 

Muriliya 

0829000303548800 

0.04 

0.02 

236.60 

0.02 

0.00 

0.02 

0.02 

0.26 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.021 

0.001 

0.020 

0.024 

122.72 

Over Exploited 



0.04 

0.03 

158.92 

0.03 

0.00 

0.03 

0.03 

0.33 

- 

0.0100 

0.0124 

0.0149 

0.001 

0.038 

0.038 

0.070 

0.003 

0.066 

0.036 

54.45 

Safe 

Murliya 

0824000902902700 

0.05 

0.13 

443.45 

0.16 

0.01 

0.17 

0.05 

0.62 

- 

0.0100 

- 

- 

0.019 

0.029 

0.029 

0.201 

0.010 

0.191 

0.161 

84.31 

Semi Critical 

Muroli 

0829000303554800 

0.04 

0.05 

332.66 

0.06 

0.01 

0.07 

0.05 

0.59 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.103 

0.005 

0.098 

0.151 

153.90 

Over Exploited 

Nagon Ka Khera 

0829000203535100 

0.06 

0.02 

440.48 

0.03 

0.00 

0.03 

0.03 

0.36 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.035 

0.002 

0.034 

0.094 

278.24 

Over Exploited 



0.04 

0.01 

759.24 

0.02 

0.00 

0.02 

0.02 

0.33 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.018 

0.001 

0.017 

0.083 

498.55 

Over Exploited 

Nagri 

0829000503599000 

0.06 

0.00 

1,296.09 

0.01 

0.01 

0.02 

0.01 

0.08 

- 

0.0100 

- 

- 

0.018 

0.028 

0.028 

0.045 

0.002 

0.043 

0.124 

289.95 

Over Exploited 



0.08 

0.10 

278.07 

0.13 

0.04 

0.17 

0.03 

0.35 

- 

0.0900 

- 

- 

0.015 

0.105 

0.105 

0.270 

0.014 

0.257 

0.787 

306.90 

Over Exploited 



0.06 

0.00 

1,555.32 

0.01 

- 

0.01 

0.01 

0.08 

- 

0.0100 

0.0012 

0.0014 

- 

0.013 

0.013 

0.018 

0.001 

0.017 

0.124 

729.70 

Over Exploited 



0.08 

0.04 

508.71 

0.05 

0.02 

0.07 

0.02 

0.22 

- 

0.0500 

0.0030 

0.0037 

0.005 

0.062 

0.062 

0.133 

0.007 

0.126 

0.488 

387.86 

Over Exploited 

Nahargarh 

0824001102934400 

0.08 

0.01 

992.01 

0.01 

0.00 

0.01 

0.01 

0.13 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.025 

0.001 

0.024 

0.127 

533.73 

Over Exploited 


0829000303552600 

0.04 

0.07 

337.94 

0.09 

0.02 

0.11 

0.05 

0.57 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.169 

0.008 

0.160 

0.310 

193.46 

Over Exploited 

Nahargarh @ Jodhpuriya 

0824001102942700 

0.08 

0.12 

120.78 

0.15 

- 

0.15 

0.04 

0.65 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.167 

0.008 

0.159 

0.129 

81.44 

Semi Critical 

Naksanpura 

0829000203535500 

0.06 

0.06 

174.07 

0.07 

0.00 

0.07 

0.05 

0.70 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.083 

0.004 

0.079 

0.061 

76.87 

Semi Critical 

Nal 

0829000303553900 

0.06 

0.05 

974.05 

0.06 

0.01 

0.07 

0.02 

0.21 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.126 

0.006 

0.120 

0.306 

255.24 

Over Exploited 



0.04 

0.09 

594.44 

0.10 

0.01 

0.11 

0.03 

0.34 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.174 

0.009 

0.166 

0.295 

178.21 

Over Exploited 

Nandwai 

0829000303554600 

0.10 

0.38 

153.06 

0.46 

0.03 

0.49 

0.04 

0.50 

- 

0.1400 

- 

- 

- 

0.140 

0.140 

0.631 

0.032 

0.599 

0.737 

123.00 

Over Exploited 



0.04 

0.01 

2,400.09 

0.01 

0.01 

0.02 

0.01 

0.10 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.047 

0.002 

0.045 

0.144 

320.46 

Over Exploited 

Nangpura @ Rathoron Ka Kh 

0829000203538400 

0.06 

0.06 

160.70 

0.07 

- 

0.07 

0.05 

0.70 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.081 

0.004 

0.077 

0.074 

96.22 

Critical 

Narayanpura 

0829000103534400 

0.04 

0.00 

42,910.74 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

11,588.08 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

14,802.00 

Over Exploited 

Narpat Ki Kheri 

0829000503597400 

0.06 

0.16 

28.76 

0.19 

0.01 

0.20 

0.06 

0.78 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.226 

0.011 

0.215 

0.193 

89.72 

Semi Critical 

Narsingh Sagar 

0824001102942900 

0.08 

0.07 

52.55 

0.08 

0.01 

0.09 

0.03 

0.50 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.142 

0.007 

0.135 

0.272 

201.34 

Over Exploited 

Narsinghpura 

0829000303555100 

0.04 

0.05 

310.16 

0.06 

0.01 

0.07 

0.05 

0.61 

- 

0.0200 

- 

- 

0.009 

0.029 

0.029 

0.100 

0.005 

0.095 

0.128 

134.72 

Over Exploited 

Nathawaton Ka Khera 

0829000303550400 

0.04 

0.10 

226.43 

0.12 

- 

0.12 

0.04 

0.52 

- 

- 

- 

- 

- 

- 

- 

0.115 

0.006 

0.109 

0.019 

17.35 

Safe 

Nathi Ka Khera 

0829000203546300 

0.04 

0.10 

4.53 

0.10 

0.01 

0.11 

0.05 

0.72 

- 

0.0200 

- 

- 

0.000 

0.021 

0.021 

0.134 

0.007 

0.127 

0.211 

166.03 

Over Exploited 

Nathooram Ji Ka Khera 

0829000303557400 

0.04 

0.00 

########## 

0.00 

- 

0.00 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.037 

275.90 

Over Exploited 



0.04 

0.05 

321.47 

0.06 

- 

0.06 

0.03 

0.54 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.077 

0.004 

0.073 

0.120 

164.59 

Over Exploited 

Naya Gaon Chauhanon Ka 

0829000303557700 

0.06 

0.04 

145.62 

0.04 

- 

0.04 

0.05 

0.74 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.062 

0.003 

0.059 

0.128 

216.41 

Over Exploited 

Naya Talab 

0829000203536100 

0.06 

0.25 

68.43 

0.30 

0.15 

0.45 

0.05 

0.67 

- 

0.0500 

- 

- 

0.210 

0.260 

0.260 

0.705 

0.035 

0.670 

0.432 

64.49 

Safe 

Nayakhera 

0829000203541400 

0.06 

0.03 

184.65 

0.04 

0.00 

0.04 

0.04 

0.61 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.053 

0.003 

0.050 

0.068 

135.23 

Over Exploited 



0.04 

0.00 

1,408.79 

0.00 

0.00 

0.00 

0.01 

0.10 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.004 

0.000 

0.004 

0.011 

252.78 

Over Exploited 

Nayanagar 

0824001202946700 

0.08 

0.15 

172.88 

0.18 

0.01 

0.19 

0.03 

0.43 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.218 

0.011 

0.207 

0.157 

75.71 

Semi Critical 

Neemari Khera 

0829000203541800 

0.04 

0.01 

305.13 

0.01 

- 

0.01 

0.05 

0.68 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.035 

0.002 

0.033 

0.099 

299.91 

Over Exploited 

Neemoda 

0829000303556400 

0.04 

0.03 

279.78 

0.04 

0.00 

0.04 

0.05 

0.66 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.068 

0.003 

0.064 

0.120 

186.93 

Over Exploited 

Negadiya Kalan 

0829000503599800 

0.06 

0.01 

234.99 

0.01 

0.00 

0.01 

0.02 

0.23 

- 

0.0100 

0.0100 

0.0121 

0.006 

0.038 

0.038 

0.052 

0.003 

0.049 

0.031 

63.33 

Safe 



0.08 

0.03 

103.21 

0.04 

0.00 

0.04 

0.03 

0.39 

- 

0.0100 

0.0172 

0.0207 

0.003 

0.051 

0.051 

0.090 

0.005 

0.086 

0.083 

96.19 

Critical 

Negadiya Khurd 

0829000503599900 

0.06 

0.00 

4,718.80 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.004 

1,147.15 

Over Exploited 



0.06 

0.00 

1,664.11 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

0.0025 

0.0030 

0.000 

0.006 

0.006 

0.006 

0.000 

0.006 

0.018 

307.19 

Over Exploited 



0.08 

0.12 

72.43 

0.14 

0.04 

0.18 

0.05 

0.56 

- 

0.0900 

0.0458 

0.0552 

0.010 

0.201 

0.201 

0.382 

0.019 

0.363 

0.505 

138.99 

Over Exploited 

Netawalgarh Pachhli 

0829000503614000 

0.08 

0.17 

39,084.84 

0.20 

0.02 

0.22 

0.03 

0.46 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.271 

0.014 

0.258 

0.497 

192.89 

Over Exploited 

Niliya 

0829000303554300 

0.10 

0.01 

836.71 

0.01 

- 

0.01 

0.01 

0.18 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.072 

420.30 

Over Exploited 

Nimbahera 

0829000203538900 

0.06 

0.10 

175.55 

0.12 

0.02 

0.13 

0.05 

0.70 

- 

0.0200 

- 

- 

0.011 

0.031 

0.031 

0.165 

0.008 

0.157 

0.220 

140.08 

Over Exploited 

Nolagadri Ka Khera 

0829000203544200 

0.06 

0.04 

160.40 

0.05 

- 

0.05 

0.04 

0.62 

- 

- 

- 

- 

- 

- 

- 

0.052 

0.003 

0.049 

0.024 

48.48 

Safe 



0.04 

0.00 

2,111.43 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Odoond 

0829000503597000 

0.06 

0.00 

4,250.98 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

39,133.57 

Over Exploited 

Ojyara 

0824000802881200 

0.07 

0.00 

34,124.84 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.002 

15,869.48 

Over Exploited 

Pachundal 

0829000503606000 

0.08 

0.14 

13.66 

0.16 

0.03 

0.19 

0.06 

0.76 

- 

0.0300 

- 

- 

0.035 

0.065 

0.065 

0.260 

0.013 

0.247 

0.147 

59.70 

Safe 

Padampura 

0824001102943100 

0.08 

0.03 

312.04 

0.04 

0.01 

0.05 

0.04 

0.70 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.121 

0.006 

0.115 

0.393 

342.82 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Pal 

082900050360300C 

1.735 

Fresh 

Non-command 

Non-command 

Shale 

0.001 

5.33 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Pal Ka Khera 

0829000503603100 

10.515 

Fresh 

Non-command 

Non-command 

Shale 

1.385 

4.73 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.13 

0.11 

0.005 

0.08 

0.08 


Palana Ka Ramnagar 

0829000303559700 

0.387 

Fresh 

Non-command 

Non-command 

Shale 

0.387 

7.04 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.02 

0.000 

0.61 

0.85 


Palka 

0829000303563500 

3.338 

Fresh 

Non-command 

Non-command 

Limestone 

0.234 

4.85 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.000 

0.05 

0.11 







Non-command 

Bhander Sandstone 

0.974 

4.85 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.05 

0.06 

0.000 

0.21 

0.46 



0829000503601400 

12.717 

Fresh 

Non-command 

Non-command 

Shale 

1.032 

5.25 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.01 

0.004 

0.04 

0.04 






Bassi 

Command 

Shale 

2.173 

5.25 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.18 

0.02 

0.007 

0.09 

0.09 


Pandoli 

0829000503595500 

11.933 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

11.927 

1.47 

0.012 

0.28 

0.04 

0.00 

0.00 

0.05 

0.39 

0.37 

1.08 

0.041 

0.72 

0.76 


Paroli 

0829000503594800 

3.681 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.681 

0.83 

0.012 

0.10 

0.01 

0.00 

0.00 

0.03 

0.09 

0.09 

0.37 

0.013 

0.71 

0.71 


Parsoli 

0829000303550200 

5.048 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.303 

2.68 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.06 

0.000 

0.03 

0.03 







Non-command 

Shale 

4.742 

2.68 

0.015 

0.20 

0.05 

0.00 

0.00 

0.00 

0.34 

0.33 

0.80 

0.000 

0.51 

0.53 


Pat Kalan 

0829000303551900 

6.152 

Fresh 

Non-command 

Non-command 

Shale 

0.852 

6.00 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.01 

0.000 

0.07 

0.07 


Patniya 

0829000503611000 

4.884 

Fresh 

Non-command 

Non-command 

Shale 

0.027 

6.50 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Peepali 

0829000503607900 

5.759 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.285 

4.85 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.001 

0.04 

0.04 


Peepaliya Khurd 

0829000503600600 

1.071 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.017 

3.89 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Bassi 

Command 

Gneisses(B.G.C) 

0.847 

3.89 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.06 

0.003 

0.43 

0.43 







Command 

Shale 

0.206 

3.89 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.001 

0.10 

0.10 


Peepalya Kalan 

0829000203541900 

3.688 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.688 

2.67 

0.012 

0.08 

0.02 

0.00 

0.00 

0.00 

0.17 

0.20 

0.31 

0.013 

0.62 

0.51 


Peepli Khera 

0829000303559400 

2.951 

Fresh 

Non-command 

Non-command 

Shale 

0.026 

7.15 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Peethaji Ka Khera 

0824001102936400 

1.564 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.070 

5.51 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.03 

0.03 


Phaganiya 

0829000203542600 

2.758 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.758 

7.17 

0.012 

0.04 

0.01 

0.00 

0.00 

0.01 

0.25 

0.26 

0.16 

0.010 

0.56 

0.54 


Phalatol 

0829000303561800 

1.127 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.080 

4.50 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.04 

0.05 


Phalodi 

0829000203537300 

7.264 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.069 

9.69 

0.012 

0.10 

0.00 

0.00 

0.00 

0.01 

0.88 

0.92 

0.35 

0.026 

0.56 

0.54 


Phoolji Ki Kheri 

0824001102943500 

1.075 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.026 

4.96 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.12 

0.003 

0.66 

0.75 







Non-command 

Limestone 

0.026 

4.96 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Pohpura 

0829000303553300 

2.292 

Fresh 

Non-command 

Non-command 

Shale 

2.286 

4.35 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.18 

0.17 

0.15 

0.000 

0.56 

0.59 


Pootholi 

0829000203547500 

12.082 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

12.082 

3.32 

0.012 

0.29 

0.04 

0.00 

0.00 

0.01 

0.70 

0.67 

1.09 

0.044 

0.72 

0.76 


Purohiton Ka Sanwata 

0829000503595700 

4.776 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.712 

-1.29 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.009 

0.40 

0.40 


Raipuria 

0829000203539100 

1.222 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.222 

4.66 

0.012 

0.06 

0.01 

0.00 

0.00 

0.00 

0.12 

0.16 

0.25 

0.004 

0.66 

0.47 


Rajgarh 

0829000303550500 

6.809 

Fresh 

Non-command 

Non-command 

Shale 

3.405 

3.55 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.22 

0.22 

0.20 

0.000 

0.27 

0.27 






Orai 

Command 

Shale 

3.173 

3.55 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.21 

0.21 

0.19 

0.000 

0.25 

0.25 


Rajyas 

0829000203537500 

5.454 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.454 

10.87 

0.012 

0.05 

0.00 

0.00 

0.00 

0.02 

0.71 

0.72 

0.17 

0.020 

0.56 

0.56 


Rama Khera 

0829000503596000 

3.023 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.139 

-1.17 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.004 

0.27 

0.27 


Ramnagar @ Rojtalai 

0829000303556700 

1.175 

Fresh 

Non-command 

Non-command 

Limestone 

0.548 

7.03 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.08 

0.14 

0.000 

0.28 

0.36 







Non-command 

Shale 

0.626 

7.03 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.09 

0.000 

0.32 

0.41 


Ramnagar @ Tara Peepli 

0829000303558600 

4.546 

Fresh 

Non-command 

Non-command 

Limestone 

4.305 

6.64 

0.020 

0.06 

0.01 

0.00 

0.00 

0.01 

0.62 

0.34 

0.23 

0.000 

0.67 

1.23 







Non-command 

Shale 

0.240 

6.64 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.000 

0.04 

0.07 


Ramthali 

0824001102942100 

8.334 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.213 

5.29 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.94 

0.84 

0.30 

0.023 

0.68 

0.76 


Ranawaton Ka Khera 

0829000203539800 

3.754 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.692 

5.04 

0.012 

0.04 

0.01 

0.00 

0.00 

0.04 

0.21 

0.28 

0.16 

0.013 

0.64 

0.48 


Ranikhera 

0824001102934300 

4.060 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.869 

3.78 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.21 

0.19 

0.30 

0.005 

0.31 

0.34 


Rasadpura 

0824001202947900 

3.845 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.487 

2.71 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.14 

0.08 

0.01 

0.007 

0.46 

0.77 


Ratan Pura 

0824000802885100 

3.529 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.127 

2.20 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.02 







Non-command 

Gneisses(B.G.C) 

0.079 

2.20 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Ratanpura 

0829000303550600 

3.703 

Fresh 

Orai 

Command 

Gneisses(B.G.C) 

0.114 

4.11 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.02 







Command 

Shale 

2.192 

4.11 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.14 

0.04 

0.000 

0.32 

0.32 


Rawarda 

0829000303563800 

6.413 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.135 

1.80 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.26 

0.12 

0.36 

0.000 

0.59 

1.25 


Reethola 

0829000503609600 

1.829 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.174 

5.79 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.07 

0.07 


Renwas 

0824000902902300 

8.275 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.285 

6.67 

0.015 

0.14 

0.01 

0.00 

0.00 

0.03 

0.83 

0.82 

0.55 

0.023 

0.51 

0.52 


Rojra 

0829000503596100 

4.156 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.119 

-0.68 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.02 


Rolahera 

0829000503595300 

3.993 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.993 

3.01 

0.012 

0.11 

0.02 

0.00 

0.00 

0.00 

0.23 

0.21 

0.41 

0.014 

0.72 

0.76 


Rood 

0829000103530800 

8.647 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.760 

4.04 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.10 

0.002 

0.05 

0.05 


Roopaliya 

0824000802885500 

5.671 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.816 

6.40 

0.020 

0.01 

0.00 

0.00 

0.00 

0.02 

0.10 

0.10 

0.04 

0.003 

0.08 

0.08 







Non-command 

Gneisses(B.G.C) 

4.855 

6.40 

0.011 

0.06 

0.00 

0.00 

0.00 

0.01 

0.40 

0.43 

0.22 

0.020 

0.50 

0.46 


Rooppura 

0829000303549300 

2.281 

Fresh 

Orai 

Command 

Gneisses(B.G.C) 

2.281 

2.25 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.08 

0.000 

0.54 

0.54 


Rooppura @ Mai Ka Khera 

0829000203535900 

3.019 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.019 

4.76 

0.012 

0.07 

0.00 

0.00 

0.00 

0.06 

0.17 

0.22 

0.28 

0.011 

0.63 

0.50 


Rughnathpura 

0829000203537200 

1.127 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.127 

10.98 

0.012 

0.04 

0.00 

0.00 

0.00 

0.00 

0.18 

0.19 

0.15 

0.004 

0.57 

0.55 



0829000303549400 

0.625 

Fresh 

Orai 

Command 

Gneisses(B.G.C) 

0.625 

1.95 

0.015 

0.02 

0.01 

0.00 

0.00 

0.00 

0.03 

0.03 

0.09 

0.000 

0.54 

0.54 



0829000503614200 

0.762 

Fresh 

Non-command 

Non-command 

Shale 

0.128 

5.52 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.11 

0.11 


Sadalpur 

0829000303558400 

2.227 

Fresh 

Non-command 

Non-command 

Limestone 

2.225 

4.79 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.24 

0.13 

0.16 

0.000 

0.71 

1.30 


Sadapura 

0829000203541000 

1.508 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.508 

4.66 

0.012 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.15 

0.17 

0.005 

0.66 

0.47 


Sadas 

0829000203537800 

11.153 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.214 

8.90 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

10.939 

8.90 

0.012 

0.22 

0.01 

0.00 

0.00 

0.02 

1.31 

1.36 

0.82 

0.040 

0.55 

0.53 


Sadi 

0829000503605300 

3.235 

Fresh 

Non-command 

Non-command 

Shale 

0.363 

5.43 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.10 

0.001 

0.07 

0.08 


Sagji Ka Khera 

0829000303548500 

0.421 

Fresh 

Orai 

Command 

Gneisses(B.G.C) 

0.421 

1.73 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.000 

0.54 

0.55 


Sahara 

0829000303550800 

2.517 

Fresh 

Orai 

Command 

Gneisses(B.G.C) 

0.263 

4.56 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.000 

0.06 

0.06 







Command 

Shale 

0.467 

4.56 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.000 

0.10 

0.10 


Sahnawa 

0829000503609700 

5.714 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.464 

6.50 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.002 

0.06 

0.06 







Non-command 

Shale 

0.003 

6.50 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Pal 

0829000503603000 

0.08 

0.00 

272,938.97 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pal Ka Khera 

0829000503603100 

0.08 

0.01 

1,394.75 

0.01 

- 

0.01 

0.01 

0.08 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.030 

0.002 

0.029 

0.112 

389.08 

Over Exploited 

Palana Ka Ramnagar 

0829000303559700 

0.04 

0.01 

284.46 

0.01 

- 

0.01 

0.05 

0.66 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.011 

0.024 

224.83 

Over Exploited 

Palka 

0829000303563500 

0.06 

0.00 

2,011.25 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.027 

3,289.69 

Over Exploited 



0.10 

0.02 

156.11 

0.03 

- 

0.03 

0.02 

0.23 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.035 

0.002 

0.033 

0.062 

186.36 

Over Exploited 


0829000503601400 

0.08 

0.00 

2,094.02 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.012 

276.41 

Over Exploited 



0.08 

0.02 

1,004.21 

0.02 

- 

0.02 

0.01 

0.10 

- 

- 

0.0292 

0.0281 

- 

0.057 

0.057 

0.077 

0.004 

0.073 

0.024 

33.54 

Safe 

Pandoli 

0829000503595500 

0.06 

0.52 

(28.29) 

0.41 

0.09 

0.50 

0.06 

0.78 

- 

0.1200 

- 

- 

0.078 

0.198 

0.198 

0.702 

0.035 

0.667 

1.120 

167.89 

Over Exploited 

Paroli 

0829000503594800 

0.06 

0.16 

(41.62) 

0.13 

0.04 

0.17 

0.06 

0.76 

- 

0.0400 

- 

- 

0.050 

0.090 

0.090 

0.259 

0.013 

0.246 

0.380 

154.43 

Over Exploited 

Parsoli 

0829000303550200 

0.04 

0.00 

7,783.11 

0.00 

- 

0.00 

0.00 

0.04 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.010 

0.001 

0.010 

0.062 

622.95 

Over Exploited 



0.04 

0.10 

238.73 

0.12 

0.05 

0.17 

0.05 

0.56 

- 

0.1500 

- 

- 

0.004 

0.154 

0.154 

0.323 

0.016 

0.307 

0.797 

259.59 

Over Exploited 

Pat Kalan 

0829000303551900 

0.04 

0.00 

2,905.18 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.005 

174.12 

Over Exploited 

Patniya 

0829000503611000 

0.08 

0.00 

30,535.00 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Peepali 

0829000503607900 

0.06 

0.00 

2,317.54 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.018 

2,160.40 

Over Exploited 

Peepaliya Khurd 

0829000503600600 

0.06 

0.00 

8,783.98 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.02 

166.21 

0.03 

- 

0.03 

0.04 

0.47 

- 

0.0100 

0.0114 

0.0110 

- 

0.032 

0.032 

0.058 

0.003 

0.056 

0.066 

118.69 

Over Exploited 



0.08 

0.00 

1,151.01 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

0.0028 

0.0027 

- 

0.005 

0.005 

0.008 

0.000 

0.007 

0.027 

374.35 

Over Exploited 

Peepalya Kalan 

0829000203541900 

0.04 

0.09 

125.43 

0.11 

0.02 

0.13 

0.05 

0.66 

- 

0.0600 

- 

- 

0.005 

0.065 

0.065 

0.198 

0.010 

0.188 

0.326 

173.59 

Over Exploited 

Peepli Khera 

0829000303559400 

0.04 

0.00 

22,515.25 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.000 

- 

- 

Safe 

Peethaji Ka Khera 

0824001102936400 

0.08 

0.00 

4,121.91 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

3,805.48 

Over Exploited 

Phaganiya 

0829000203542600 

0.04 

0.06 

323.56 

0.07 

0.02 

0.09 

0.05 

0.61 

- 

0.0200 

- 

- 

0.009 

0.029 

0.029 

0.119 

0.006 

0.113 

0.168 

148.75 

Over Exploited 

Phalatol 

0829000303561800 

0.10 

0.00 

1,853.20 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 

Phalodi 

0829000203537300 

0.04 

0.16 

478.68 

0.19 

0.01 

0.20 

0.05 

0.61 

- 

0.0100 

- 

- 

0.017 

0.027 

0.027 

0.229 

0.011 

0.217 

0.373 

171.41 

Over Exploited 

Phoolji Ki Kheri 

0824001102943500 

0.08 

0.05 

122.93 

0.06 

- 

0.06 

0.04 

0.70 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.082 

0.004 

0.078 

0.126 

161.08 

Over Exploited 



0.06 

0.00 

8,893.77 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pohpura 

0829000303553300 

0.04 

0.05 

230.85 

0.06 

0.01 

0.07 

0.05 

0.60 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.101 

0.005 

0.096 

0.148 

154.35 

Over Exploited 

Pootholi 

0829000203547500 

0.04 

0.35 

92.25 

0.42 

0.05 

0.47 

0.06 

0.78 

- 

0.1200 

- 

- 

0.011 

0.131 

0.131 

0.596 

0.030 

0.566 

1.137 

200.81 

Over Exploited 

Purohiton Ka Sanwata 

0829000503595700 

0.06 

0.06 

- 

0.06 

0.00 

0.07 

0.03 

0.43 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.070 

0.007 

0.063 

0.034 

54.34 

Safe 

Raipuria 

0829000203539100 

0.06 

0.04 

262.30 

0.05 

0.01 

0.06 

0.05 

0.70 

- 

0.0500 

- 

- 

0.000 

0.050 

0.050 

0.113 

0.006 

0.108 

0.250 

232.39 

Over Exploited 

Rajgarh 

0829000303550500 

0.04 

0.04 

500.73 

0.04 

0.01 

0.05 

0.02 

0.29 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.094 

0.005 

0.089 

0.196 

220.17 

Over Exploited 



0.04 

0.03 

552.67 

0.04 

0.01 

0.05 

0.02 

0.27 

- 

0.0400 

0.0186 

0.0224 

- 

0.081 

0.081 

0.129 

0.006 

0.122 

0.187 

152.75 

Over Exploited 

Rajyas 

0829000203537500 

0.04 

0.12 

487.22 

0.15 

0.02 

0.17 

0.05 

0.61 

- 

0.0100 

- 

- 

0.031 

0.041 

0.041 

0.209 

0.010 

0.198 

0.188 

94.66 

Critical 

Rama Khera 

0829000503596000 

0.06 

0.02 

- 

0.02 

0.00 

0.02 

0.02 

0.29 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.018 

0.002 

0.017 

0.050 

299.98 

Over Exploited 

Ramnagar @ Rojtalai 

0829000303556700 

0.06 

0.01 

807.71 

0.01 

0.01 

0.02 

0.02 

0.30 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.053 

0.003 

0.051 

0.140 

276.72 

Over Exploited 



0.04 

0.01 

731.84 

0.01 

0.00 

0.01 

0.03 

0.34 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.033 

0.002 

0.031 

0.094 

299.68 

Over Exploited 

Ramnagar @ Tara Peepli 

0829000303558600 

0.06 

0.17 

94.03 

0.21 

0.02 

0.22 

0.05 

0.72 

- 

0.0400 

- 

- 

0.009 

0.049 

0.049 

0.273 

0.014 

0.260 

0.231 

88.94 

Semi Critical 



0.04 

0.00 

3,537.93 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

1,218.00 

Over Exploited 

Ramthali 

0824001102942100 

0.08 

0.43 

96.89 

0.51 

0.01 

0.52 

0.04 

0.73 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.584 

0.029 

0.555 

0.321 

57.76 

Safe 

Ranawaton Ka Khera 

0829000203539800 

0.04 

0.09 

192.64 

0.11 

0.05 

0.16 

0.05 

0.69 

- 

0.0200 

- 

- 

0.053 

0.073 

0.073 

0.231 

0.012 

0.219 

0.169 

77.19 

Semi Critical 

Ranikhera 

0824001102934300 

0.08 

0.04 

331.66 

0.05 

0.01 

0.06 

0.02 

0.33 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.097 

0.005 

0.092 

0.303 

330.64 

Over Exploited 

Rasadpura 

0824001202947900 

0.08 

0.09 

(10.50) 

0.08 

0.01 

0.09 

0.04 

0.49 

- 

- 

- 

- 

0.011 

0.011 

0.011 

0.100 

0.005 

0.095 

0.020 

20.94 

Safe 

Ratan Pura 

0824000802885100 

0.06 

0.00 

3,763.80 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

1,351.55 

Over Exploited 



0.07 

0.00 

2,868.49 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.002 

2,874.10 

Over Exploited 

Ratanpura 

0829000303550600 

0.04 

0.00 

8,870.91 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0007 

0.0008 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

- 

- 

Safe 



0.04 

0.03 

417.38 

0.03 

- 

0.03 

0.03 

0.35 

- 

0.0100 

0.0128 

0.0154 

- 

0.038 

0.038 

0.072 

0.004 

0.068 

0.043 

63.23 

Safe 

Rawarda 

0829000303563800 

0.10 

0.30 

(58.77) 

0.24 

0.01 

0.25 

0.04 

0.63 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.291 

0.015 

0.277 

0.358 

129.41 

Over Exploited 

Reethola 

0829000503609600 

0.06 

0.00 

1,421.69 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.015 

1,787.74 

Over Exploited 

Renwas 

0824000902902300 

0.05 

0.19 

337.88 

0.22 

0.04 

0.26 

0.04 

0.56 

- 

0.0600 

- 

- 

0.045 

0.105 

0.105 

0.370 

0.019 

0.352 

0.568 

161.52 

Over Exploited 

Rojra 

0829000503596100 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

6,549.92 

Over Exploited 

Rolahera 

0829000503595300 

0.06 

0.17 

23.88 

0.21 

0.02 

0.23 

0.06 

0.78 

- 

0.0500 

- 

- 

0.004 

0.054 

0.054 

0.284 

0.014 

0.270 

0.423 

156.67 

Over Exploited 

Rood 

0829000103530800 

0.06 

0.00 

3,257.74 

0.00 

0.00 

0.00 

0.00 

0.06 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.013 

0.001 

0.013 

0.106 

836.39 

Over Exploited 

Roopaliya 

0824000802885500 

0.06 

0.00 

2,435.86 

0.00 

0.02 

0.02 

0.01 

0.09 

- 

- 

- 

- 

0.027 

0.028 

0.028 

0.051 

0.003 

0.048 

0.041 

85.65 

Semi Critical 



0.07 

0.16 

161.61 

0.20 

0.01 

0.20 

0.04 

0.54 

- 

0.0200 

- 

- 

0.009 

0.029 

0.029 

0.232 

0.012 

0.220 

0.238 

107.98 

Over Exploited 

Rooppura 

0829000303549300 

0.04 

0.05 

89.04 

0.06 

0.00 

0.06 

0.05 

0.59 

- 

0.0100 

0.0134 

0.0161 

0.002 

0.042 

0.042 

0.103 

0.005 

0.098 

0.078 

79.67 

Semi Critical 

Rooppura @ Mai Ka Khera 

0829000203535900 

0.06 

0.11 

105.18 

0.13 

0.06 

0.19 

0.05 

0.68 

- 

0.0300 

- 

- 

0.097 

0.127 

0.127 

0.318 

0.016 

0.302 

0.291 

96.18 

Critical 

Rughnathpura 

0829000203537200 

0.04 

0.03 

622.75 

0.03 

0.00 

0.03 

0.05 

0.62 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.048 

0.002 

0.046 

0.153 

335.17 

Over Exploited 


0829000303549400 

0.04 

0.01 

104.92 

0.02 

0.01 

0.03 

0.05 

0.58 

- 

0.0200 

0.0037 

0.0044 

- 

0.028 

0.028 

0.054 

0.003 

0.052 

0.090 

173.84 

Over Exploited 


0829000503614200 

0.08 

0.00 

787.36 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.007 

546.35 

Over Exploited 

Sadalpur 

0829000303558400 

0.06 

0.10 

39.59 

0.11 

0.01 

0.12 

0.05 

0.77 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.154 

0.008 

0.146 

0.164 

111.98 

Over Exploited 

Sadapura 

0829000203541000 

0.06 

0.05 

177.57 

0.07 

0.01 

0.08 

0.05 

0.70 

- 

0.0300 

- 

- 

0.002 

0.033 

0.033 

0.110 

0.005 

0.104 

0.173 

166.20 

Over Exploited 

Sadas 

0829000203537800 

0.06 

0.00 

17,320.87 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

0.015 

1,378.69 

Over Exploited 



0.04 

0.24 

461.71 

0.29 

0.03 

0.32 

0.05 

0.60 

- 

0.0900 

- 

- 

0.032 

0.122 

0.122 

0.444 

0.022 

0.422 

0.855 

202.58 

Over Exploited 

Sadi 

0829000503605300 

0.08 

0.00 

2,530.83 

0.00 

- 

0.00 

0.01 

0.08 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.023 

0.001 

0.022 

0.101 

470.16 

Over Exploited 

Sagji Ka Khera 

0829000303548500 

0.04 

0.01 

114.01 

0.01 

0.00 

0.01 

0.05 

0.59 

- 

0.0100 

0.0025 

0.0030 

0.001 

0.016 

0.016 

0.028 

0.001 

0.027 

0.054 

201.62 

Over Exploited 

Sahara 

0829000303550800 

0.04 

0.00 

2,868.19 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

0.0013 

0.0012 

- 

0.003 

0.003 

0.003 

0.000 

0.003 

0.012 

392.33 

Over Exploited 



0.04 

0.00 

1,609.02 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

0.0023 

0.0022 

- 

0.005 

0.005 

0.007 

0.000 

0.006 

0.019 

297.36 

Over Exploited 

Sahnawa 

0829000503609700 

0.06 

0.00 

1,909.15 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.002 

86.97 

Semi Critical 



0.08 

0.00 

301,295.56 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 






Gambhiri 

Command 

Gneisses(B.G.C) 

0.110 

6.50 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Salariya 

082900020354340C 

6.871 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.344 

2.21 

0.012 

0.07 

0.01 

0.00 

0.00 

0.02 

0.21 

0.21 

0.25 

0.023 

0.52 

0.50 






Bassi 

Command 

Gneisses(B.G.C) 

0.527 

2.21 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.002 

0.04 

0.04 


Salera 

0829000203547000 

6.200 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.033 

3.74 

0.012 

0.14 

0.02 

0.00 

0.00 

0.00 

0.38 

0.44 

0.55 

0.022 

0.66 

0.56 



0829000303559600 

0.749 

Fresh 

Non-command 

Non-command 

Shale 

0.749 

7.02 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.03 

0.000 

0.63 

0.97 


Samariya Khurd 

0829000303558000 

3.778 

Fresh 

Non-command 

Non-command 

Limestone 

3.777 

3.87 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.35 

0.25 

0.28 

0.000 

0.70 

0.99 


Samariyan Kalan 

0829000303558200 

6.042 

Fresh 

Non-command 

Non-command 

Limestone 

4.871 

4.10 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.48 

0.28 

0.38 

0.000 

0.57 

0.97 







Non-command 

Bhander Sandstone 

0.995 

4.10 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.05 

0.000 

0.12 

0.20 


Sand 

0824001102936100 

1.145 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.061 

4.87 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.04 

0.04 






Orai 

Command 

Phyllite & Schist 

1.084 

4.87 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.14 

0.12 

0.16 

0.003 

0.66 

0.72 


Sandiya 

0829000203543100 

4.052 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.568 

6.36 

0.012 

0.03 

0.00 

0.00 

0.00 

0.00 

0.29 

0.29 

0.11 

0.013 

0.48 

0.48 






Bassi 

Command 

Gneisses(B.G.C) 

0.120 

6.36 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.02 

0.02 


Sangrampura 

0829000303550000 

1.268 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.012 

2.19 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

0.265 

2.19 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.11 

0.12 







Non-command 

Shale 

0.021 

2.19 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Orai 

Command 

Gneisses(B.G.C) 

0.885 

2.19 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.04 

0.000 

0.38 

0.39 



0829000503599500 

3.642 

Fresh 

Non-command 

Non-command 

Shale 

3.106 

4.13 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.24 

0.24 

0.23 

0.011 

0.47 

0.47 


Sankaron Ka Khera 

0829000203545700 

7.011 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.011 

2.42 

0.012 

0.07 

0.01 

0.00 

0.00 

0.09 

0.16 

0.22 

0.24 

0.025 

0.66 

0.48 


Saran 

0829000203543500 

6.003 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.959 

1.88 

0.012 

0.09 

0.02 

0.00 

0.00 

0.02 

0.18 

0.20 

0.33 

0.022 

0.57 

0.53 






Bassi 

Command 

Gneisses(B.G.C) 

0.045 

1.88 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 



0829000303547800 

6.478 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.778 

2.92 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.02 

0.000 

0.07 

0.07 






Orai 

Command 

Gneisses(B.G.C) 

5.700 

2.92 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.27 

0.26 

0.14 

0.000 

0.49 

0.51 


Sarana 

0824001102942300 

7.716 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.941 

5.10 

0.020 

0.27 

0.04 

0.00 

0.00 

0.00 

0.63 

0.57 

1.07 

0.011 

0.35 

0.39 






Orai 

Command 

Phyllite & Schist 

3.719 

5.10 

0.020 

0.26 

0.04 

0.00 

0.00 

0.00 

0.60 

0.54 

1.01 

0.010 

0.33 

0.37 


Seegoli 

0824001102935400 

6.104 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.753 

4.43 

0.020 

0.20 

0.03 

0.00 

0.00 

0.01 

0.50 

0.45 

0.80 

0.010 

0.42 

0.46 






Orai 

Command 

Phyllite & Schist 

2.351 

4.43 

0.020 

0.13 

0.02 

0.00 

0.00 

0.00 

0.32 

0.29 

0.50 

0.006 

0.26 

0.29 


Seerdi 

0829000503598300 

0.968 

Fresh 

Gambhiri 

Command 

Shale 

0.968 

2.89 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.13 

0.003 

0.72 

0.77 


Seerodi 

0829000503594600 

2.687 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.580 

-1.00 

0.012 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.009 

0.67 

0.66 


Segawa 

0829000503607500 

2.512 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.272 

5.65 

0.012 

0.06 

0.01 

0.00 

0.00 

0.00 

0.20 

0.19 

0.24 

0.008 

0.65 

0.69 






Gambhiri 

Command 

Gneisses(B.G.C) 

0.107 

5.65 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.03 

0.03 


Semaliya 

0829000503607400 

5.044 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.625 

5.77 

0.012 

0.04 

0.01 

0.00 

0.00 

0.00 

0.14 

0.13 

0.15 

0.006 

0.23 

0.24 







Non-command 

Shale 

0.625 

5.77 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.08 

0.002 

0.09 

0.09 






Gambhiri 

Command 

Gneisses(B.G.C) 

1.296 

5.77 

0.012 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.12 

0.004 

0.18 

0.19 


Semalpura 

0829000503598400 

4.922 

Fresh 

Non-command 

Non-command 

Shale 

0.647 

2.97 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.06 

0.002 

0.09 

0.10 






Gambhiri 

Command 

Shale 

4.275 

2.97 

0.015 

0.11 

0.02 

0.00 

0.00 

0.00 

0.28 

0.26 

0.41 

0.015 

0.63 

0.67 


Semliya 

0829000203543700 

4.528 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.528 

3.48 

0.012 

0.09 

0.01 

0.00 

0.00 

0.00 

0.26 

0.33 

0.33 

0.016 

0.64 

0.50 


Shadi 

0829000203536000 

5.446 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.446 

4.17 

0.012 

0.11 

0.01 

0.00 

0.00 

0.01 

0.35 

0.43 

0.43 

0.020 

0.62 

0.50 


Shambhoopura 

0829000303553700 

1.424 

Fresh 

Non-command 

Non-command 

Shale 

1.309 

4.93 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.10 

0.000 

0.51 

0.55 


Shambhupura @ Kala Ka Khe 

0829000203538500 

1.953 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.953 

4.64 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.16 

0.04 

0.007 

0.65 

0.47 


Shivpura 

0829000303554700 

7.109 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.048 

5.60 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 







Non-command 

Shale 

6.883 

5.60 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.64 

0.62 

0.28 

0.000 

0.52 

0.54 



0829000503599200 

3.890 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.890 

3.58 

0.012 

0.03 

0.00 

0.00 

0.00 

0.00 

0.19 

0.24 

0.11 

0.013 

0.66 

0.51 


Shivsingh Ka Khera 

0829000503594700 

0.479 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.479 

-0.62 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.002 

0.70 

0.69 


Shrinagar 

0829000303559100 

4.690 

Fresh 

Non-command 

Non-command 

Limestone 

0.197 

7.12 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.04 

0.000 

0.03 

0.06 







Non-command 

Shale 

2.230 

7.12 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.30 

0.15 

0.32 

0.000 

0.34 

0.67 


Shyam Garh 

0824001102943600 

2.396 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.248 

4.99 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.11 

0.05 

0.003 

0.36 

0.43 







Non-command 

Limestone 

1.148 

4.99 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.04 

0.003 

0.33 

0.39 







Non-command 

Shale 

0.000 

4.99 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sigola 

0829000203545800 

4.700 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.700 

2.35 

0.012 

0.09 

0.01 

0.00 

0.00 

0.05 

0.16 

0.21 

0.35 

0.017 

0.65 

0.49 


Singhpura 

0824000902901800 

4.483 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.663 

3.84 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.01 

0.002 

0.08 

0.09 







Non-command 

Gneisses(B.G.C) 

3.820 

3.84 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.22 

0.03 

0.012 

0.49 

0.51 






Orai 

Command 

Phyllite & Schist 

0.001 

3.84 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Siyar 

0824000802885200 

6.146 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.008 

2.56 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sokriya 

0829000203545400 

1.672 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.652 

2.91 

0.012 

0.05 

0.01 

0.00 

0.00 

0.00 

0.10 

0.13 

0.20 

0.006 

0.65 

0.49 


Sokya 

0829000503600800 

2.331 

Fresh 

Orai 

Command 

Gneisses(B.G.C) 

0.043 

5.11 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Solankion Ka Khera 

0829000203540400 

1.241 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.241 

4.53 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.10 

0.02 

0.005 

0.66 

0.47 


Sonagar 

0829000303560000 

1.422 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.601 

6.22 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.07 

0.17 

0.000 

0.26 

0.37 







Non-command 

Shale 

0.346 

6.22 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.10 

0.000 

0.15 

0.21 


Songar 

0829000503600300 

3.239 

Fresh 

Bassi 

Command 

Shale 

3.239 

3.51 

0.015 

0.14 

0.02 

0.00 

0.00 

0.00 

0.29 

0.29 

0.54 

0.011 

0.54 

0.54 


Songaron Ki Kheri 

0829000503599700 

2.766 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.038 

3.45 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Bassi 

Command 

Gneisses(B.G.C) 

0.501 

3.45 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.002 

0.10 

0.10 







Command 

Shale 

2.227 

3.45 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.16 

0.16 

0.17 

0.008 

0.46 

0.44 


Soniyana 

0829000203535700 

17.002 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

16.931 

5.17 

0.012 

0.81 

0.04 

0.00 

0.00 

0.00 

1.78 

2.40 

3.16 

0.061 

0.64 

0.48 


Sudri 

0829000203540300 

7.619 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.396 

4.19 

0.012 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.13 

0.10 

0.005 

0.12 

0.09 







Non-command 

Gneisses(B.G.C) 

6.222 

4.19 

0.012 

0.12 

0.02 

0.00 

0.00 

0.04 

0.36 

0.51 

0.45 

0.023 

0.54 

0.38 


Sultanpura 

0829000303551400 

2.975 

Fresh 

Non-command 

Non-command 

Shale 

0.833 

5.45 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.03 

0.000 

0.15 

0.15 






Orai 

Command 

Shale 

1.369 

5.45 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.12 

0.04 

0.000 

0.25 

0.25 


Surajniyas 

0829000203537700 

5.222 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.222 

9.18 

0.012 

0.08 

0.00 

0.00 

0.00 

0.02 

0.62 

0.62 

0.28 

0.019 

0.55 

0.55 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.06 

0.00 

8,329.02 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Salariya 

082900020354340C 

0.04 

0.13 

63.76 

0.16 

0.03 

0.18 

0.05 

0.56 

- 

0.0500 

- 

- 

0.024 

0.074 

0.074 

0.257 

0.013 

0.244 

0.277 

113.56 

Over Exploited 



0.04 

0.00 

2,364.69 

0.00 

0.00 

0.00 

0.00 

0.05 

- 

- 

0.0071 

0.0068 

0.003 

0.017 

0.017 

0.020 

0.001 

0.019 

0.021 

109.22 

Over Exploited 

Salera 

0829000203547000 

0.04 

0.16 

178.81 

0.19 

0.02 

0.21 

0.05 

0.71 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.271 

0.014 

0.257 

0.568 

220.67 

Over Exploited 


0829000303559600 

0.04 

0.02 

203.15 

0.02 

0.00 

0.02 

0.05 

0.68 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.034 

0.002 

0.033 

0.034 

104.20 

Over Exploited 

Samariya Khurd 

0829000303558000 

0.06 

0.16 

57.13 

0.19 

0.01 

0.20 

0.05 

0.75 

- 

0.0500 

- 

- 

0.000 

0.050 

0.050 

0.250 

0.012 

0.237 

0.277 

116.74 

Over Exploited 

Samariyan Kalan 

0829000303558200 

0.06 

0.17 

68.66 

0.20 

0.01 

0.21 

0.04 

0.61 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.280 

0.014 

0.266 

0.379 

142.41 

Over Exploited 



0.10 

0.01 

362.58 

0.01 

- 

0.01 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.024 

0.001 

0.023 

0.048 

211.14 

Over Exploited 

Sand 

0824001102936100 

0.08 

0.00 

3,058.04 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

3,677.05 

Over Exploited 



0.08 

0.05 

127.64 

0.07 

0.01 

0.08 

0.04 

0.70 

- 

0.0300 

0.0053 

0.0051 

- 

0.040 

0.040 

0.116 

0.006 

0.110 

0.162 

147.43 

Over Exploited 

Sandiya 

0829000203543100 

0.04 

0.07 

322.95 

0.08 

0.00 

0.09 

0.04 

0.52 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.101 

0.005 

0.096 

0.119 

124.47 

Over Exploited 



0.04 

0.00 

11,294.82 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0013 

0.0015 

- 

0.003 

0.003 

0.003 

0.000 

0.003 

0.005 

197.80 

Over Exploited 

Sangrampura 

0829000303550000 

0.04 

0.00 

16,783.69 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.04 

0.00 

590.27 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.012 

854.82 

Over Exploited 



0.04 

0.00 

9,450.42 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.04 

0.01 

175.84 

0.02 

- 

0.02 

0.03 

0.42 

- 

0.0100 

0.0052 

0.0062 

- 

0.021 

0.021 

0.038 

0.002 

0.036 

0.042 

116.55 

Over Exploited 


0829000503599500 

0.08 

0.12 

101.80 

0.14 

0.01 

0.15 

0.04 

0.51 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.194 

0.010 

0.185 

0.239 

129.25 

Over Exploited 

Sankaron Ka Khera 

0829000203545700 

0.04 

0.18 

19.32 

0.22 

0.10 

0.32 

0.05 

0.71 

- 

0.0300 

- 

- 

0.140 

0.170 

0.170 

0.492 

0.025 

0.468 

0.264 

56.53 

Safe 

Saran 

0829000203543500 

0.04 

0.14 

43.88 

0.16 

0.04 

0.20 

0.05 

0.62 

- 

0.0600 

- 

- 

0.027 

0.087 

0.087 

0.287 

0.014 

0.273 

0.350 

128.19 

Over Exploited 



0.04 

0.00 

13,070.74 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0007 

0.0009 

0.000 

0.002 

0.002 

0.002 

0.000 

0.002 

0.005 

334.48 

Over Exploited 


0829000303547800 

0.04 

0.00 

1,027.05 

0.00 

0.01 

0.01 

0.01 

0.07 

- 

- 

- 

- 

0.014 

0.014 

0.014 

0.026 

0.001 

0.025 

0.018 

73.21 

Semi Critical 



0.04 

0.11 

127.00 

0.14 

0.01 

0.15 

0.04 

0.53 

- 

0.0300 

0.0278 

0.0268 

0.004 

0.089 

0.089 

0.238 

0.012 

0.226 

0.138 

61.00 

Safe 

Sarana 

0824001102942300 

0.08 

0.11 

438.92 

0.13 

0.04 

0.17 

0.02 

0.38 

- 

0.2000 

- 

- 

- 

0.200 

0.200 

0.368 

0.018 

0.349 

1.079 

308.74 

Over Exploited 



0.08 

0.09 

474.01 

0.11 

0.04 

0.15 

0.02 

0.35 

- 

0.1900 

0.0181 

0.0175 

- 

0.226 

0.226 

0.379 

0.019 

0.360 

1.021 

283.32 

Over Exploited 

Seegoli 

0824001102935400 

0.08 

0.12 

274.03 

0.14 

0.04 

0.18 

0.03 

0.44 

- 

0.1500 

- 

- 

0.008 

0.158 

0.158 

0.337 

0.017 

0.320 

0.814 

254.37 

Over Exploited 



0.08 

0.05 

510.21 

0.06 

0.02 

0.08 

0.02 

0.28 

- 

0.0900 

0.0115 

0.0110 

- 

0.113 

0.113 

0.189 

0.009 

0.179 

0.510 

284.76 

Over Exploited 

Seerdi 

0829000503598300 

0.08 

0.06 

14.84 

0.07 

0.00 

0.07 

0.06 

0.78 

- 

0.0200 

0.0015 

0.0015 

0.003 

0.026 

0.026 

0.093 

0.005 

0.089 

0.129 

145.88 

Over Exploited 

Seerodi 

0829000503594600 

0.06 

0.10 

- 

0.10 

- 

0.10 

0.05 

0.72 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.114 

0.011 

0.102 

0.373 

364.28 

Over Exploited 

Segawa 

0829000503607500 

0.06 

0.09 

108.68 

0.11 

0.01 

0.12 

0.05 

0.71 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.147 

0.007 

0.140 

0.244 

174.50 

Over Exploited 



0.06 

0.00 

3,208.23 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.012 

2,429.67 

Over Exploited 

Semaliya 

0829000503607400 

0.06 

0.02 

481.24 

0.03 

0.01 

0.04 

0.02 

0.25 

- 

0.0200 

- 

- 

0.000 

0.021 

0.021 

0.058 

0.003 

0.055 

0.158 

286.70 

Over Exploited 



0.08 

0.00 

1,450.42 

0.01 

- 

0.01 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.015 

0.085 

579.59 

Over Exploited 



0.06 

0.01 

670.96 

0.02 

- 

0.02 

0.01 

0.20 

- 

0.0100 

0.0016 

0.0020 

- 

0.014 

0.014 

0.031 

0.002 

0.029 

0.128 

439.02 

Over Exploited 

Semalpura 

0829000503598400 

0.08 

0.01 

812.47 

0.01 

- 

0.01 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.015 

0.061 

401.55 

Over Exploited 



0.08 

0.22 

18.67 

0.26 

0.02 

0.28 

0.05 

0.68 

- 

0.0500 

0.0068 

0.0065 

0.005 

0.069 

0.069 

0.353 

0.018 

0.335 

0.427 

127.31 

Over Exploited 

Semliya 

0829000203543700 

0.04 

0.12 

183.27 

0.14 

0.01 

0.15 

0.05 

0.69 

- 

0.0600 

- 

- 

0.007 

0.067 

0.067 

0.219 

0.011 

0.208 

0.347 

166.73 

Over Exploited 

Shadi 

0829000203536000 

0.06 

0.19 

130.71 

0.22 

0.02 

0.25 

0.05 

0.67 

- 

0.0500 

- 

- 

0.017 

0.067 

0.067 

0.312 

0.016 

0.297 

0.452 

152.31 

Over Exploited 

Shambhoopura 

0829000303553700 

0.04 

0.03 

308.09 

0.03 

- 

0.03 

0.04 

0.56 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.052 

0.003 

0.049 

0.098 

198.18 

Over Exploited 

Shambhupura @ Kala Ka Khe 

0829000203538500 

0.06 

0.07 

122.96 

0.08 

- 

0.08 

0.05 

0.70 

- 

- 

- 

- 

- 

- 

- 

0.085 

0.004 

0.081 

0.043 

53.43 

Safe 

Shivpura 

0829000303554700 

0.10 

0.00 

29,624.27 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.04 

0.14 

331.11 

0.17 

0.01 

0.18 

0.05 

0.57 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.232 

0.012 

0.221 

0.278 

126.02 

Over Exploited 


0829000503599200 

0.06 

0.15 

58.01 

0.18 

0.00 

0.19 

0.05 

0.71 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.202 

0.010 

0.192 

0.123 

64.38 

Safe 

Shivsingh Ka Khera 

0829000503594700 

0.06 

0.02 

- 

0.02 

- 

0.02 

0.06 

0.76 

- 

- 

- 

- 

- 

- 

- 

0.020 

0.002 

0.018 

0.096 

526.36 

Over Exploited 

Shrinagar 

0829000303559100 

0.06 

0.00 

5,341.05 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.010 

0.001 

0.010 

0.044 

444.34 

Over Exploited 



0.04 

0.03 

409.25 

0.04 

0.01 

0.05 

0.03 

0.36 

- 

0.0600 

- 

- 

0.006 

0.066 

0.066 

0.117 

0.006 

0.111 

0.322 

290.22 

Over Exploited 

Shyam Garh 

0824001102943600 

0.08 

0.03 

229.93 

0.04 

- 

0.04 

0.02 

0.38 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.051 

0.003 

0.049 

0.051 

105.60 

Over Exploited 



0.06 

0.02 

360.52 

0.03 

- 

0.03 

0.02 

0.35 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.037 

0.002 

0.036 

0.042 

118.73 

Over Exploited 



0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sigola 

0829000203545800 

0.04 

0.12 

73.87 

0.15 

0.06 

0.21 

0.05 

0.70 

- 

0.0400 

- 

- 

0.071 

0.111 

0.111 

0.316 

0.016 

0.300 

0.370 

123.15 

Over Exploited 

Singhpura 

0824000902901800 

0.06 

0.00 

1,380.09 

0.00 

0.00 

0.00 

0.01 

0.09 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.005 

0.000 

0.005 

0.012 

243.53 

Over Exploited 



0.05 

0.09 

134.84 

0.11 

0.00 

0.11 

0.04 

0.53 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.124 

0.006 

0.118 

0.042 

35.65 

Safe 



0.06 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

0.000 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Siyar 

0824000802885200 

0.07 

0.00 

49,795.11 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sokriya 

0829000203545400 

0.04 

0.04 

193.04 

0.05 

0.01 

0.06 

0.05 

0.70 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.082 

0.004 

0.078 

0.205 

264.05 

Over Exploited 

Sokya 

0829000503600800 

0.06 

0.00 

9,893.06 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0002 

0.0002 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.004 

1,012.86 

Over Exploited 

Solankion Ka Khera 

0829000203540400 

0.06 

0.05 

115.86 

0.05 

0.00 

0.06 

0.05 

0.71 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.066 

0.003 

0.063 

0.027 

42.20 

Safe 

Sonagar 

0829000303560000 

0.10 

0.02 

370.73 

0.02 

0.01 

0.03 

0.02 

0.28 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.060 

0.003 

0.057 

0.173 

305.42 

Over Exploited 



0.04 

0.00 

1,669.40 

0.00 

0.00 

0.00 

0.01 

0.16 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.023 

0.001 

0.022 

0.099 

454.16 

Over Exploited 

Songar 

0829000503600300 

0.08 

0.14 

100.69 

0.17 

0.02 

0.19 

0.05 

0.59 

- 

0.1000 

0.0435 

0.0419 

0.004 

0.189 

0.189 

0.383 

0.019 

0.363 

0.547 

150.53 

Over Exploited 

Songaron Ki Kheri 

0829000503599700 

0.06 

0.00 

8,791.27 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

887.95 

0.00 

0.00 

0.00 

0.01 

0.11 

- 

- 

0.0067 

0.0065 

0.001 

0.014 

0.014 

0.019 

0.001 

0.018 

0.027 

151.12 

Over Exploited 



0.08 

0.08 

93.65 

0.10 

0.01 

0.11 

0.04 

0.50 

- 

0.0300 

0.0299 

0.0288 

0.000 

0.089 

0.089 

0.201 

0.010 

0.191 

0.180 

94.04 

Critical 

Soniyana 

0829000203535700 

0.06 

0.61 

295.88 

0.73 

0.04 

0.77 

0.05 

0.69 

- 

0.3600 

- 

- 

- 

0.360 

0.360 

1.126 

0.056 

1.070 

3.223 

301.32 

Over Exploited 

Sudri 

0829000203540300 

0.06 

0.01 

1,350.74 

0.01 

0.00 

0.01 

0.01 

0.13 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.022 

0.001 

0.021 

0.106 

503.54 

Over Exploited 



0.04 

0.13 

279.87 

0.16 

0.06 

0.22 

0.04 

0.58 

- 

0.0500 

- 

- 

0.055 

0.105 

0.105 

0.321 

0.016 

0.305 

0.475 

155.69 

Over Exploited 

Sultanpura 

0829000303551400 

0.04 

0.00 

1,450.03 

0.01 

- 

0.01 

0.01 

0.16 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.015 

0.029 

191.07 

Over Exploited 



0.04 

0.01 

795.60 

0.02 

- 

0.02 

0.02 

0.27 

- 

0.0100 

0.0080 

0.0096 

- 

0.028 

0.028 

0.044 

0.002 

0.042 

0.043 

103.23 

Over Exploited 

Surajniyas 

0829000203537700 

0.04 

0.12 

439.36 

0.14 

0.02 

0.15 

0.05 

0.60 

- 

0.0100 

- 

- 

0.023 

0.033 

0.033 

0.187 

0.009 

0.178 

0.297 

166.97 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Surajpol 

082900050360620C 

5.411 

Fresh 

Non-command 

Non-command 

Limestone 

0.005 

3.70 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Shale 

0.549 

3.70 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.002 

0.07 

0.08 






Gambhiri 

Command 

Limestone 

0.048 

3.70 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Command 

Shale 

3.446 

3.70 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.22 

0.21 

0.11 

0.012 

0.46 

0.49 


Suras 

082400110293480C 

13.443 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.827 

3.80 

0.020 

0.19 

0.03 

0.00 

0.00 

0.00 

0.75 

0.68 

0.73 

0.022 

0.37 

0.41 






Orai 

Command 

Phyllite & Schist 

5.616 

3.80 

0.020 

0.13 

0.02 

0.00 

0.00 

0.00 

0.54 

0.49 

0.52 

0.015 

0.27 

0.29 


Suratpura 

0829000303557800 

1.146 

Fresh 

Non-command 

Non-command 

Limestone 

1.146 

4.45 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.13 

0.10 

0.17 

0.000 

0.70 

0.94 


Suratsingh Ji Ka Khera 

0829000203538600 

1.540 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.540 

4.56 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.14 

0.09 

0.006 

0.65 

0.47 


Surjana 

0829000503598000 

3.664 

Fresh 

Non-command 

Non-command 

Shale 

1.815 

3.18 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.11 

0.16 

0.006 

0.35 

0.37 






Gambhiri 

Command 

Shale 

1.570 

3.18 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.10 

0.13 

0.005 

0.31 

0.32 


Suthepa 

0824000902902800 

8.909 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.909 

6.09 

0.015 

0.23 

0.03 

0.00 

0.00 

0.05 

0.96 

0.94 

0.87 

0.028 

0.57 

0.58 


Suwaniya 

0829000203547200 

17.583 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

14.610 

4.31 

0.012 

0.16 

0.02 

0.00 

0.00 

0.05 

0.81 

0.94 

0.55 

0.053 

0.53 

0.46 







Non-command 

Shale 

2.916 

4.31 

0.012 

0.03 

0.00 

0.00 

0.00 

0.01 

0.17 

0.19 

0.12 

0.011 

0.11 

0.09 






Bassi 

Command 

Gneisses(B.G.C) 

0.057 

4.31 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 



0829000303557300 

2.198 

Fresh 

Non-command 

Non-command 

Shale 

2.044 

6.89 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.27 

0.20 

0.28 

0.000 

0.62 

0.85 


Tahla 

0824001102943700 

2.368 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.353 

5.72 

0.020 

0.13 

0.02 

0.00 

0.00 

0.00 

0.38 

0.31 

0.50 

0.006 

0.68 

0.83 


Takhat Pura 

0824000802881300 

8.898 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.883 

4.97 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.20 

0.26 

0.08 

0.008 

0.13 

0.10 







Non-command 

Gneisses(B.G.C) 

1.807 

4.97 

0.011 

0.02 

0.00 

0.00 

0.00 

0.01 

0.11 

0.14 

0.08 

0.007 

0.13 

0.10 


Takhatpura 

0829000303551300 

0.428 

Fresh 

Orai 

Command 

Shale 

0.021 

5.77 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.03 


Taleri 

0829000203546600 

3.500 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.500 

2.48 

0.012 

0.07 

0.01 

0.00 

0.00 

0.00 

0.16 

0.18 

0.25 

0.013 

0.68 

0.59 


Teekhi Ka Khera 

0829000303558300 

2.125 

Fresh 

Non-command 

Non-command 

Limestone 

1.031 

2.97 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.10 

0.05 

0.20 

0.000 

0.35 

0.65 







Non-command 

Bhander Sandstone 

0.466 

2.97 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.06 

0.000 

0.16 

0.30 


Tejpur 

0829000303556500 

2.506 

Fresh 

Non-command 

Non-command 

Limestone 

1.083 

6.79 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.18 

0.14 

0.15 

0.000 

0.25 

0.31 







Non-command 

Shale 

1.423 

6.79 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.16 

0.14 

0.14 

0.000 

0.33 

0.41 


Thukrai 

0829000303559200 

10.619 

Fresh 

Non-command 

Non-command 

Limestone 

2.061 

6.94 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.34 

0.16 

0.28 

0.000 

0.14 

0.30 


Tres Tha 

0829000203538200 

5.300 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.300 

4.95 

0.012 

0.08 

0.01 

0.00 

0.00 

0.06 

0.31 

0.39 

0.30 

0.019 

0.63 

0.49 


Tumba 

0829000303556300 

1.918 

Fresh 

Non-command 

Non-command 

Shale 

1.918 

7.08 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.15 

0.05 

0.000 

0.63 

0.88 


Tumbadiya 

0829000203543200 

6.391 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.391 

6.88 

0.012 

0.23 

0.03 

0.00 

0.00 

0.00 

0.70 

0.73 

0.90 

0.023 

0.56 

0.54 






Bassi 

Command 

Gneisses(B.G.C) 

0.001 

6.88 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Udliyas Mafi 

0824000902902900 

7.513 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.506 

5.45 

0.015 

0.10 

0.01 

0.00 

0.00 

0.02 

0.68 

0.67 

0.35 

0.024 

0.56 

0.57 






Orai 

Command 

Gneisses(B.G.C) 

0.007 

5.45 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ulloopura 

0829000303554100 

2.167 

Fresh 

Non-command 

Non-command 

Shale 

1.982 

5.84 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.20 

0.20 

0.10 

0.000 

0.49 

0.50 


Umar Ka Khal 

0829000303554500 

0.612 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.611 

5.17 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.08 

0.08 

0.13 

0.000 

0.54 

0.57 


Umar Thoona 

0829000303554200 

3.163 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.148 

5.68 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.000 

0.03 

0.03 







Non-command 

Shale 

2.988 

5.68 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.28 

0.28 

0.18 

0.000 

0.51 

0.51 


Undawa 

0829000203535000 

8.587 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.148 

5.13 

0.012 

0.06 

0.00 

0.00 

0.00 

0.02 

0.40 

0.54 

0.20 

0.022 

0.46 

0.34 







Non-command 

Gneisses(B.G.C) 

1.494 

5.13 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.13 

0.05 

0.005 

0.11 

0.08 

07002019 

Achalpura 

0829000103532100 

1.996 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.687 

5.37 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.00 

0.002 

0.21 

0.19 


Chamanpura 

0829000103532900 

2.518 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.400 

4.39 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.001 

0.09 

0.10 


Devpuriya 

0829000103532600 

3.785 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.721 

4.37 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.26 

0.25 

0.12 

0.012 

0.59 

0.60 


Dhamana 

0829000603618000 

9.991 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.331 

4.39 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.02 

0.02 


Dhobi Khera 

0829000603617900 

8.793 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.900 

4.35 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.01 

0.003 

0.06 

0.06 







Non-command 

Gneisses(B.G.C) 

0.241 

4.35 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.02 


Dindoli 

0829000103532800 

10.869 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.123 

5.09 

0.015 

0.10 

0.01 

0.00 

0.00 

0.00 

0.56 

0.60 

0.37 

0.020 

0.34 

0.32 







Non-command 

Gneisses(B.G.C) 

2.325 

5.09 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.21 

0.22 

0.14 

0.008 

0.13 

0.12 






Dindoli 

Command 

Phyllite & Schist 

0.075 

5.09 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.00 

0.00 


Dowani 

0829000603619800 

11.952 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.085 

3.87 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 


Harnathpura 

0829000103531700 

4.329 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.088 

5.00 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 


Kan pura 

0829000103532500 

2.159 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.531 

4.33 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.03 

0.002 

0.15 

0.14 







Non-command 

Gneisses(B.G.C) 

0.555 

4.33 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.03 

0.002 

0.15 

0.15 


Kundiya 

0825000603031500 

10.113 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.247 

4.45 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.01 


Nangpura 

0829000103532700 

2.680 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.396 

4.36 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.17 

0.16 

0.08 

0.008 

0.53 

0.55 


Nawalpura 

0829000103532200 

2.755 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.460 

4.58 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.002 

0.10 

0.09 


Parmeshwar Pura 

0829000103532300 

1.490 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.001 

4.58 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

1.265 

4.58 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.12 

0.13 

0.19 

0.004 

0.52 

0.48 


Somarwalon Ka Khera 

0829000103532400 

4.602 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.523 

4.42 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.20 

0.20 

0.15 

0.008 

0.33 

0.32 







Non-command 

Gneisses(B.G.C) 

1.990 

4.42 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.15 

0.16 

0.11 

0.006 

0.26 

0.25 

07002020 

Banediya 

0825000603029900 

9.486 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.588 

4.85 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.45 

0.40 

0.22 

0.019 

0.27 

0.30 







Non-command 

Gneisses(B.G.C) 

0.319 

4.85 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.02 

0.02 






Nandsamand 

Command 

Phyllite & Schist 

3.084 

4.85 

0.015 

0.03 

0.00 

0.00 

0.00 

0.02 

0.23 

0.21 

0.12 

0.011 

0.15 

0.17 


Charana 

0825000603034200 

11.689 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.355 

4.20 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.01 

0.02 


Chhdanga Kheri 

0825000603033500 

3.251 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.451 

3.85 

0.015 

0.03 

0.00 

0.00 

0.00 

0.06 

0.11 

0.10 

0.09 

0.008 

0.34 

0.37 


Dheeli 

0825000603033700 

6.506 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.075 

4.62 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

0.673 

4.62 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.02 

0.002 

0.05 

0.06 


Fateh Pura 

0825000503025900 

3.078 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.443 

2.18 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.002 

0.07 

0.09 






Nandsamand 

Command 

Phyllite & Schist 

0.273 

2.18 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.04 

0.05 


Gamerpura 

0825000603030000 

2.035 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.035 

4.87 

0.015 

0.02 

0.00 

0.00 

0.00 

0.02 

0.15 

0.14 

0.07 

0.007 

0.45 

0.49 






Nandsamand 

Command 

Phyllite & Schist 

0.000 

4.87 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Surajpol 

0829000503606200 

0.07 

0.00 

164,627.35 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

718.07 

0.00 

0.00 

0.01 

0.01 

0.08 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.008 

0.000 

0.007 

0.019 

255.21 

Over Exploited 



0.07 

0.00 

12,055.07 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0001 

0.0001 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

8.24 

Safe 



0.08 

0.13 

59.01 

0.16 

- 

0.16 

0.04 

0.50 

- 

0.0200 

0.0055 

0.0053 

- 

0.031 

0.031 

0.187 

0.009 

0.178 

0.121 

67.92 

Safe 

Suras 

0824001102934800 

0.08 

0.22 

206.61 

0.27 

0.03 

0.30 

0.03 

0.40 

- 

0.1400 

- 

- 

0.006 

0.146 

0.146 

0.447 

0.022 

0.424 

0.749 

176.36 

Over Exploited 



0.08 

0.11 

325.24 

0.14 

0.02 

0.16 

0.02 

0.29 

- 

0.1000 

0.0274 

0.0264 

0.001 

0.155 

0.155 

0.313 

0.016 

0.297 

0.534 

179.84 

Over Exploited 

Suratpura 

0829000303557800 

0.06 

0.05 

102.90 

0.06 

0.01 

0.07 

0.05 

0.74 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.098 

0.005 

0.093 

0.172 

184.69 

Over Exploited 

Suratsingh Ji Ka Khera 

0829000203538600 

0.06 

0.06 

149.70 

0.07 

0.00 

0.07 

0.05 

0.70 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.088 

0.004 

0.083 

0.097 

115.95 

Over Exploited 

Surjana 

0829000503598000 

0.08 

0.05 

111.16 

0.06 

0.01 

0.07 

0.03 

0.38 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.093 

0.005 

0.088 

0.166 

188.11 

Over Exploited 



0.08 

0.04 

154.22 

0.05 

0.01 

0.06 

0.02 

0.33 

- 

0.0200 

0.0025 

0.0024 

- 

0.025 

0.025 

0.082 

0.004 

0.078 

0.139 

178.82 

Over Exploited 

Suthepa 

0824000902902800 

0.05 

0.26 

268.32 

0.31 

0.08 

0.39 

0.05 

0.62 

- 

0.1000 

- 

- 

0.082 

0.182 

0.182 

0.573 

0.029 

0.544 

0.900 

165.48 

Over Exploited 

Suwaniya 

0829000203547200 

0.04 

0.31 

200.89 

0.37 

0.07 

0.44 

0.04 

0.58 

- 

0.0600 

- 

- 

0.075 

0.135 

0.135 

0.579 

0.029 

0.550 

0.607 

110.28 

Over Exploited 



0.05 

0.02 

1,147.21 

0.02 

0.01 

0.03 

0.01 

0.11 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.045 

0.002 

0.043 

0.128 

298.83 

Over Exploited 



0.04 

0.00 

67,044.06 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0006 

0.0007 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

15.51 

Safe 


0829000303557300 

0.04 

0.05 

290.80 

0.06 

0.01 

0.07 

0.05 

0.67 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.121 

0.006 

0.115 

0.283 

246.17 

Over Exploited 

Tahla 

0824001102943700 

0.08 

0.12 

153.92 

0.15 

0.02 

0.17 

0.05 

0.73 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.258 

0.013 

0.245 

0.508 

207.49 

Over Exploited 

Takhat Pura 

0824000802881300 

0.06 

0.02 

1,629.79 

0.02 

0.00 

0.02 

0.01 

0.14 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.028 

0.001 

0.026 

0.091 

345.01 

Over Exploited 



0.07 

0.02 

818.69 

0.02 

0.01 

0.03 

0.01 

0.14 

- 

- 

- 

- 

0.010 

0.010 

0.010 

0.036 

0.002 

0.034 

0.085 

250.39 

Over Exploited 

Takhatpura 

0829000303551300 

0.04 

0.00 

7,951.95 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Taleri 

0829000203546600 

0.04 

0.10 

93.73 

0.11 

0.01 

0.12 

0.05 

0.73 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.155 

0.008 

0.147 

0.260 

176.71 

Over Exploited 

Teekhi Ka Khera 

0829000303558300 

0.06 

0.02 

150.36 

0.03 

0.01 

0.04 

0.03 

0.37 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.076 

0.004 

0.072 

0.201 

279.00 

Over Exploited 



0.10 

0.01 

2,193.05 

0.01 

- 

0.01 

0.01 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.061 

371.38 

Over Exploited 

Tejpur 

0829000303556500 

0.06 

0.02 

778.93 

0.02 

0.01 

0.03 

0.02 

0.27 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.062 

0.003 

0.059 

0.150 

254.88 

Over Exploited 



0.04 

0.02 

614.88 

0.02 

0.01 

0.03 

0.03 

0.36 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.063 

0.003 

0.060 

0.137 

228.71 

Over Exploited 

Thukrai 

0829000303559200 

0.06 

0.02 

836.28 

0.02 

0.01 

0.03 

0.01 

0.15 

- 

0.0500 

- 

- 

0.003 

0.054 

0.054 

0.087 

0.004 

0.082 

0.279 

338.49 

Over Exploited 

Tres Tha 

0829000203538200 

0.06 

0.19 

111.94 

0.22 

0.07 

0.30 

0.05 

0.68 

- 

0.0300 

- 

- 

0.097 

0.127 

0.127 

0.424 

0.021 

0.403 

0.318 

78.95 

Semi Critical 

Tumba 

0829000303556300 

0.04 

0.05 

213.25 

0.06 

0.00 

0.06 

0.05 

0.68 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.073 

0.004 

0.070 

0.053 

75.98 

Semi Critical 

Tumbadiya 

0829000203543200 

0.04 

0.14 

412.96 

0.17 

0.03 

0.20 

0.05 

0.61 

- 

0.1000 

- 

- 

0.001 

0.101 

0.101 

0.303 

0.015 

0.288 

0.922 

320.63 

Over Exploited 



0.04 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Udliyas Mafi 

0824000902902900 

0.05 

0.21 

219.39 

0.25 

0.03 

0.28 

0.05 

0.61 

- 

0.0400 

- 

- 

0.031 

0.071 

0.071 

0.354 

0.018 

0.336 

0.378 

112.45 

Over Exploited 



0.05 

0.00 

344,336.86 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ulloopura 

0829000303554100 

0.04 

0.04 

418.83 

0.05 

- 

0.05 

0.04 

0.53 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.067 

0.003 

0.063 

0.101 

159.84 

Over Exploited 

Umar Ka Khal 

0829000303554500 

0.10 

0.03 

140.88 

0.04 

0.01 

0.05 

0.05 

0.59 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.080 

0.004 

0.076 

0.134 

177.08 

Over Exploited 

Umar Thoona 

0829000303554200 

0.10 

0.00 

4,330.03 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

1,177.57 

Over Exploited 



0.04 

0.06 

362.98 

0.07 

0.01 

0.08 

0.05 

0.55 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.113 

0.006 

0.107 

0.177 

165.58 

Over Exploited 

Undawa 

0829000203535000 

0.06 

0.16 

239.48 

0.19 

0.02 

0.21 

0.04 

0.50 

- 

0.0200 

- 

- 

0.036 

0.056 

0.056 

0.269 

0.013 

0.255 

0.221 

86.69 

Semi Critical 



0.04 

0.01 

1,859.31 

0.01 

- 

0.01 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.055 

322.78 

Over Exploited 

Achalpura 

0829000103532100 

0.06 

0.01 

576.05 

0.01 

- 

0.01 

0.02 

0.23 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.010 

0.002 

21.94 

Safe 

Chamanpura 

0829000103532900 

0.04 

0.00 

1,553.95 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.015 

884.82 

Over Exploited 

Devpuriya 

0829000103532600 

0.04 

0.09 

190.44 

0.10 

0.01 

0.12 

0.05 

0.64 

- 

0.0100 

- 

- 

0.022 

0.032 

0.032 

0.152 

0.008 

0.144 

0.132 

91.71 

Critical 

Dhamana 

0829000603618000 

0.04 

0.00 

6,413.82 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

3,015.31 

Over Exploited 

Dhobi Khera 

0829000603617900 

0.04 

0.00 

2,082.84 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.010 

448.22 

Over Exploited 



0.03 

0.00 

9,967.96 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Dindoli 

0829000103532800 

0.04 

0.08 

607.43 

0.10 

0.01 

0.11 

0.03 

0.37 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.151 

0.008 

0.143 

0.392 

273.36 

Over Exploited 



0.06 

0.02 

1,082.14 

0.02 

0.01 

0.03 

0.01 

0.14 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.052 

0.003 

0.050 

0.147 

294.00 

Over Exploited 



0.04 

0.00 

48,542.83 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0003 

0.0005 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.005 

603.33 

Over Exploited 

Dowani 

0829000603619800 

0.04 

0.00 

25,755.10 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

35,362.43 

Over Exploited 

Harnathpura 

0829000103531700 

0.06 

0.00 

10,537.43 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

13,331.54 

Over Exploited 

Kanpura 

0829000103532500 

0.04 

0.00 

1,352.09 

0.00 

- 

0.00 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.035 

980.99 

Over Exploited 



0.06 

0.01 

788.16 

0.01 

0.00 

0.01 

0.01 

0.17 

- 

- 

- 

- 

0.000 

- 

- 

0.006 

0.000 

0.006 

0.033 

546.04 

Over Exploited 

Kundiya 

0825000603031500 

0.04 

0.00 

9,303.00 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

4,039.37 

Over Exploited 

Nangpura 

0829000103532700 

0.04 

0.05 

221.58 

0.06 

0.01 

0.07 

0.05 

0.58 

- 

0.0100 

- 

- 

0.009 

0.019 

0.019 

0.086 

0.004 

0.082 

0.084 

102.10 

Over Exploited 

Nawalpura 

0829000103532200 

0.06 

0.00 

1,083.68 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.007 

195.73 

Over Exploited 

Parmeshwar Pura 

0829000103532300 

0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.04 

227.89 

0.05 

0.01 

0.06 

0.04 

0.56 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.087 

0.004 

0.083 

0.196 

236.46 

Over Exploited 

Somarwalon Ka Khera 

0829000103532400 

0.04 

0.03 

506.78 

0.04 

0.01 

0.05 

0.03 

0.36 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.074 

0.004 

0.071 

0.154 

218.54 

Over Exploited 



0.06 

0.03 

397.49 

0.04 

0.01 

0.05 

0.02 

0.28 

- 

0.0100 

- 

- 

0.012 

0.022 

0.022 

0.068 

0.003 

0.064 

0.116 

181.07 

Over Exploited 

Banediya 

0825000603029900 

0.03 

0.05 

789.89 

0.05 

0.01 

0.07 

0.02 

0.29 

- 

0.0400 

- 

- 

0.005 

0.045 

0.045 

0.113 

0.006 

0.107 

0.239 

223.95 

Over Exploited 



0.04 

0.00 

8,108.54 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.015 

6,631.32 

Over Exploited 



0.03 

0.01 

1,394.67 

0.02 

0.02 

0.04 

0.01 

0.16 

- 

0.0200 

- 

- 

0.034 

0.054 

0.054 

0.093 

0.005 

0.088 

0.134 

151.58 

Over Exploited 

Charana 

0825000603034200 

0.03 

0.00 

13,213.57 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

4,199.47 

Over Exploited 

Chhdanga Kheri 

0825000603033500 

0.03 

0.02 

304.06 

0.03 

0.06 

0.09 

0.03 

0.37 

- 

0.0100 

- 

- 

0.094 

0.104 

0.104 

0.197 

0.010 

0.187 

0.098 

52.68 

Safe 

Dheeli 

0825000603033700 

0.03 

0.00 

34,643.11 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

23,104.05 

Over Exploited 



0.04 

0.00 

2,769.58 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.023 

1,509.71 

Over Exploited 

Fateh Pura 

0825000503025900 

0.06 

0.00 

932.98 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.011 

515.40 

Over Exploited 



0.06 

0.00 

1,581.73 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.007 

897.65 

Over Exploited 

Gamerpura 

0825000603030000 

0.03 

0.03 

398.23 

0.03 

0.02 

0.05 

0.04 

0.49 

- 

0.0100 

- 

- 

0.029 

0.039 

0.039 

0.092 

0.005 

0.087 

0.077 

88.20 

Semi Critical 



0.03 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Jodhpuriya 

082500050302600C 

1.560 

Fresh 

Nandsamand 

Command 

Phyllite & Schist 

0.067 

2.14 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Karoliya 

0825000603030100 

5.259 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.659 

4.26 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.002 

0.06 

0.06 






Nandsamand 

Command 

Phyllite & Schist 

3.094 

4.26 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.20 

0.19 

0.07 

0.011 

0.26 

0.29 


Khatookra 

0825000603033800 

15.583 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.480 

4.54 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.002 

0.01 

0.02 


Kheri 

0825000703044000 

6.174 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.404 

2.99 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.000 

0.03 

0.05 


Lachhipura 

0825000703044100 

3.884 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.327 

3.38 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.12 

0.08 

0.02 

0.003 

0.29 

0.43 


Ladpacha 

0825000603034300 

9.045 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.374 

3.96 

0.015 

0.02 

0.00 

0.00 

0.00 

0.02 

0.08 

0.08 

0.06 

0.005 

0.07 

0.07 


Mengatiya Kalan 

0825000503025500 

4.661 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.531 

2.78 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.002 

0.05 

0.08 


Mengatiya Khurd 

0825000503025600 

2.268 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.343 

3.39 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.07 

0.11 







Non-command 

Gneisses(B.G.C) 

0.302 

3.39 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.06 

0.09 


Pakhand 

0825000703044300 

12.548 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.467 

3.91 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.001 

0.02 

0.02 







Non-command 

Gneisses(B.G.C) 

8.538 

3.91 

0.015 

0.05 

0.01 

0.00 

0.00 

0.02 

0.52 

0.38 

0.21 

0.010 

0.33 

0.45 


Peepali Dodiyan 

0825000603029700 

6.395 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.058 

3.37 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Nandsamand 

Command 

Phyllite & Schist 

5.849 

3.37 

0.015 

0.08 

0.02 

0.00 

0.00 

0.02 

0.34 

0.29 

0.28 

0.020 

0.42 

0.48 


Peethawas 

0825000503025800 

1.529 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.012 

2.06 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Phoonkiya 

0825000603029600 

4.034 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.009 

3.78 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Nandsamand 

Command 

Phyllite & Schist 

2.190 

3.78 

0.015 

0.03 

0.01 

0.00 

0.00 

0.01 

0.14 

0.12 

0.09 

0.008 

0.24 

0.27 


Sansera 

0825000603033600 

14.199 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

12.994 

4.54 

0.015 

0.09 

0.01 

0.00 

0.00 

0.05 

0.92 

0.84 

0.29 

0.045 

0.41 

0.45 


Sathana 

0825000503025700 

8.561 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.993 

3.76 

0.025 

0.02 

0.00 

0.00 

0.00 

0.04 

0.45 

0.36 

0.05 

0.017 

0.27 

0.34 







Non-command 

Gneisses(B.G.C) 

0.648 

3.76 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.01 

0.002 

0.04 

0.04 






Nandsamand 

Command 

Phyllite & Schist 

2.720 

3.76 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.21 

0.02 

0.009 

0.15 

0.19 







Command 

Gneisses(B.G.C) 

0.071 

3.76 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 


Tagdiyon Ka Gurha 

0825000703044200 

5.339 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.839 

3.56 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.04 

0.03 

0.01 

0.001 

0.08 

0.11 


Tejpura 

0825000503026200 

2.017 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.016 

3.50 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Nandsamand 

Command 

Phyllite & Schist 

0.066 

3.50 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.02 


Turkya Kheri 

0825000603029800 

2.780 

Fresh 

Nandsamand 

Command 

Phyllite & Schist 

2.780 

4.60 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.22 

0.20 

0.17 

0.010 

0.45 

0.51 

07002021 

Adana 

0829000103533300 

1.757 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.239 

5.70 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.08 

0.08 






Dindoli 

Command 

Phyllite & Schist 

1.518 

5.70 

0.015 

0.03 

0.00 

0.00 

0.00 

0.02 

0.14 

0.15 

0.10 

0.005 

0.53 

0.49 


Alsigarh 

0829000903666400 

2.931 

Fresh 

Non-command 

Non-command 

Shale 

1.857 

6.19 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.13 

0.00 

0.006 

0.42 

0.58 


Antri 

0829000803654500 

4.066 

Fresh 

Non-command 

Non-command 

Shale 

0.001 

5.48 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Babariya Khera 

0829000603620300 

1.623 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.623 

4.06 

0.012 

0.05 

0.01 

0.00 

0.00 

0.00 

0.11 

0.10 

0.19 

0.006 

0.59 

0.65 


Badar Ka Khera 

0829000503608800 

0.959 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.587 

9.50 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.05 

0.002 

0.41 

0.48 


Balarada 

0829000603623400 

4.790 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.482 

4.50 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.07 

0.005 

0.18 

0.21 


Banakiya Kalan 

0829000603621400 

8.859 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.387 

4.48 

0.012 

0.20 

0.01 

0.00 

0.00 

0.02 

0.60 

0.65 

0.76 

0.030 

0.61 

0.56 







Non-command 

Gneisses(B.G.C) 

0.472 

4.48 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.05 

0.002 

0.03 

0.03 


Banakiyakhurd 

0829000603621800 

5.063 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.063 

1.34 

0.012 

0.05 

0.00 

0.00 

0.00 

0.18 

-0.05 

-0.05 

0.16 

0.018 

0.66 

0.68 


Banina 

0829000203546000 

5.401 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.203 

2.07 

0.012 

0.06 

0.01 

0.00 

0.00 

0.01 

0.12 

0.14 

0.21 

0.012 

0.38 

0.32 







Non-command 

Gneisses(B.G.C) 

1.513 

2.07 

0.012 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.10 

0.005 

0.18 

0.15 


Bannath Pura 

0829000803648000 

4.908 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.908 

8.08 

0.015 

0.05 

0.00 

0.00 

0.00 

0.00 

0.64 

0.56 

0.17 

0.019 

0.65 

0.73 


Bansati 

0829000503610600 

1.006 

Fresh 

Non-command 

Non-command 

Shale 

0.634 

6.80 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.08 

0.07 

0.13 

0.002 

0.43 

0.50 


Barada 

0829000503607800 

2.844 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.457 

5.50 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.02 

0.005 

0.37 

0.40 


Baroo 

0829000103534500 

14.733 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

14.733 

4.13 

0.015 

0.20 

0.03 

0.00 

0.00 

0.06 

1.02 

1.12 

0.75 

0.048 

0.62 

0.57 


Beelora 

0829000503610000 

2.908 

Fresh 

Non-command 

Non-command 

Shale 

2.628 

6.79 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.29 

0.27 

0.12 

0.009 

0.64 

0.69 






Gambhiri 

Command 

Shale 

0.003 

6.79 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bejnathiya 

0829000503596600 

4.602 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.602 

7.26 

0.012 

0.06 

0.00 

0.00 

0.00 

0.01 

0.44 

0.40 

0.20 

0.016 

0.66 

0.72 


Benipuriya 

0829000603622500 

2.038 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.038 

5.31 

0.012 

0.07 

0.00 

0.00 

0.00 

0.00 

0.19 

0.18 

0.26 

0.007 

0.60 

0.65 


Bhanwarkiya 

0829000603621500 

2.903 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.447 

4.45 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.002 

0.10 

0.09 







Non-command 

Gneisses(B.G.C) 

2.456 

4.45 

0.012 

0.05 

0.00 

0.00 

0.00 

0.01 

0.17 

0.18 

0.20 

0.009 

0.53 

0.51 


Bharliya Khera 

0829000503608300 

1.366 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.366 

6.69 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.08 

0.005 

0.69 

0.74 


Bhat Kheri 

0829000103534700 

4.157 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.130 

2.64 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.19 

0.22 

0.15 

0.013 

0.63 

0.55 







Non-command 

Gneisses(B.G.C) 

0.027 

2.64 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhatton Ka Bamniya 

0829000603620200 

7.846 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.846 

2.42 

0.012 

0.13 

0.02 

0.00 

0.00 

0.03 

0.29 

0.26 

0.48 

0.028 

0.59 

0.67 


Bhatwara Kalan 

0829000203546200 

12.394 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.674 

1.72 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.002 

0.04 

0.03 







Non-command 

Gneisses(B.G.C) 

7.636 

1.72 

0.012 

0.08 

0.01 

0.00 

0.00 

0.00 

0.22 

0.25 

0.30 

0.028 

0.41 

0.37 


Bhatwara Khurd 

0829000203546100 

5.356 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.834 

1.66 

0.012 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.12 

0.007 

0.23 

0.19 


Bheel Gatti 

0829000803654900 

1.289 

Fresh 

Non-command 

Non-command 

Shale 

1.274 

5.88 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.79 

0.56 

0.20 

0.005 

0.65 

0.91 


Bheemgarh 

0829000103534100 

15.630 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

11.106 

5.64 

0.015 

0.16 

0.02 

0.00 

0.00 

0.02 

1.06 

1.16 

0.58 

0.036 

0.44 

0.40 







Non-command 

Gneisses(B.G.C) 

0.401 

5.64 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.02 

0.001 

0.02 

0.01 


Bojunda 

0829000503607600 

5.119 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.436 

5.64 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.01 

0.005 

0.20 

0.22 


Chak Adana No. A 

0829000103533400 

0.396 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.045 

5.54 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.07 

0.07 






Dindoli 

Command 

Phyllite & Schist 

0.351 

5.54 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.001 

0.54 

0.51 


Chak Adana No. B 

0829000103533600 

2.685 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.843 

5.67 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.17 

0.00 

0.006 

0.42 

0.39 






Dindoli 

Command 

Phyllite & Schist 

0.145 

5.67 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.03 

0.03 


Chamanpura 

0829000103532900 

2.518 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.055 

4.39 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.15 

0.14 

0.06 

0.007 

0.49 

0.51 


Chatarbhujpura 

0829000603620500 

2.100 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.335 

3.83 

0.012 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.10 

0.005 

0.38 

0.41 






Dindoli 

Command 

Phyllite & Schist 

0.765 

3.83 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.06 

0.003 

0.22 

0.24 


Chatawati 

0829000103533900 

6.904 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.230 

6.21 

0.015 

0.05 

0.00 

0.00 

0.00 

0.02 

0.42 

0.46 

0.18 

0.014 

0.38 

0.35 






Dindoli 

Command 

Phyllite & Schist 

2.524 

6.21 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.25 

0.28 

0.11 

0.008 

0.22 

0.21 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Jodhpuriya 

0825000503026000 

0.06 

0.00 

3,552.70 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

3,568.17 

Over Exploited 

Karoliya 

0825000603030100 

0.03 

0.00 

3,386.92 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.017 

1,365.81 

Over Exploited 



0.03 

0.02 

664.33 

0.03 

0.01 

0.04 

0.02 

0.29 

- 

0.0100 

- 

- 

0.022 

0.032 

0.032 

0.075 

0.004 

0.072 

0.083 

115.50 

Over Exploited 

Khatookra 

0825000603033800 

0.03 

0.00 

13,019.89 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

1,929.64 

Over Exploited 

Kheri 

0825000703044000 

0.05 

0.00 

1,734.25 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.000 

- 

- 

0.001 

0.000 

0.001 

0.009 

1,292.28 

Over Exploited 

Lachhipura 

0825000703044100 

0.05 

0.03 

139.92 

0.04 

0.01 

0.05 

0.03 

0.32 

- 

- 

- 

- 

0.010 

0.010 

0.010 

0.058 

0.003 

0.055 

0.027 

48.45 

Safe 

Ladpacha 

0825000603034300 

0.03 

0.00 

2,600.31 

0.00 

0.02 

0.02 

0.01 

0.07 

- 

0.0100 

- 

- 

0.028 

0.038 

0.038 

0.059 

0.003 

0.056 

0.062 

109.73 

Over Exploited 

Mengatiya Kalan 

0825000503025500 

0.06 

0.00 

1,341.99 

0.00 

0.00 

0.00 

0.01 

0.06 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

0.000 

0.002 

0.011 

444.45 

Over Exploited 

Mengatiya Khurd 

0825000503025600 

0.06 

0.00 

1,235.41 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.001 

68.71 

Safe 



0.04 

0.00 

1,552.68 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

106.65 

Over Exploited 

Pakhand 

0825000703044300 

0.05 

0.00 

6,186.21 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.000 

0.015 

2,993.95 

Over Exploited 



0.05 

0.14 

170.44 

0.17 

0.03 

0.20 

0.03 

0.36 

- 

0.0400 

- 

- 

0.033 

0.073 

0.073 

0.275 

0.014 

0.261 

0.215 

82.44 

Semi Critical 

Peepali Dodiyan 

0825000603029700 

0.03 

0.00 

34,970.89 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

39,375.27 

Over Exploited 



0.03 

0.07 

302.15 

0.09 

0.04 

0.12 

0.04 

0.45 

- 

0.0500 

- 

- 

0.025 

0.075 

0.075 

0.200 

0.010 

0.190 

0.303 

159.69 

Over Exploited 

Peethawas 

0825000503025800 

0.06 

0.00 

14,150.44 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Phoonkiya 

0825000603029600 

0.03 

0.00 

186,738.53 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.02 

676.65 

0.02 

0.02 

0.04 

0.02 

0.27 

- 

0.0200 

- 

- 

0.010 

0.030 

0.030 

0.066 

0.003 

0.063 

0.099 

156.49 

Over Exploited 

Sansera 

0825000603033600 

0.03 

0.16 

423.03 

0.19 

0.06 

0.25 

0.04 

0.45 

- 

0.0500 

- 

- 

0.068 

0.118 

0.118 

0.367 

0.018 

0.348 

0.335 

96.17 

Critical 

Sathana 

0825000503025700 

0.06 

0.08 

342.31 

0.10 

0.04 

0.13 

0.02 

0.30 

- 

0.0100 

- 

- 

0.055 

0.065 

0.065 

0.200 

0.010 

0.190 

0.062 

32.72 

Safe 



0.04 

0.00 

3,757.73 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.008 

715.78 

Over Exploited 



0.06 

0.02 

771.29 

0.03 

0.00 

0.03 

0.01 

0.16 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.032 

0.002 

0.030 

0.033 

109.95 

Over Exploited 



0.04 

0.00 

35,098.98 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Tagdiyon Ka Gurha 

0825000703044200 

0.05 

0.00 

721.22 

0.00 

0.01 

0.01 

0.01 

0.09 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.017 

0.001 

0.016 

0.013 

79.22 

Semi Critical 

Tejpura 

0825000503026200 

0.06 

0.00 

35,541.54 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

8,448.83 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Turkya Kheri 

0825000603029800 

0.03 

0.04 

417.43 

0.05 

0.01 

0.06 

0.04 

0.49 

- 

0.0300 

- 

- 

0.004 

0.034 

0.034 

0.092 

0.005 

0.087 

0.175 

200.75 

Over Exploited 

Adana 

0829000103533300 

0.04 

0.00 

2,624.28 

0.00 

0.00 

0.00 

0.01 

0.09 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.015 

738.28 

Over Exploited 



0.04 

0.03 

378.78 

0.04 

0.02 

0.06 

0.04 

0.57 

- 

0.0100 

0.0066 

0.0106 

0.027 

0.054 

0.054 

0.111 

0.006 

0.105 

0.101 

96.06 

Critical 

Alsigarh 

0829000903666400 

0.07 

0.05 

129.93 

0.07 

- 

0.07 

0.03 

0.45 

- 

- 

- 

- 

- 

- 

- 

0.066 

0.003 

0.062 

0.006 

9.64 

Safe 

Antri 

0829000803654500 

0.05 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Babariya Khera 

0829000603620300 

0.04 

0.04 

189.80 

0.04 

0.01 

0.06 

0.05 

0.65 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.079 

0.004 

0.075 

0.198 

263.38 

Over Exploited 

Badar Ka Khera 

0829000503608800 

0.06 

0.01 

341.15 

0.02 

- 

0.02 

0.03 

0.44 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.027 

0.001 

0.026 

0.055 

211.71 

Over Exploited 

Balarada 

0829000603623400 

0.04 

0.01 

721.17 

0.01 

0.00 

0.01 

0.02 

0.20 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.027 

0.001 

0.026 

0.074 

286.45 

Over Exploited 

Banakiya Kalan 

0829000603621400 

0.04 

0.19 

241.89 

0.23 

0.03 

0.26 

0.05 

0.65 

- 

0.0900 

- 

- 

0.035 

0.125 

0.125 

0.386 

0.019 

0.366 

0.791 

215.87 

Over Exploited 



0.03 

0.00 

7,560.83 

0.00 

- 

0.00 

0.00 

0.04 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.047 

464.48 

Over Exploited 

Banakiyakhurd 

0829000603621800 

0.03 

0.10 

(150.99) 

0.08 

0.18 

0.26 

0.05 

0.72 

- 

0.0100 

- 

- 

0.271 

0.281 

0.281 

0.542 

0.027 

0.515 

0.176 

34.20 

Safe 

Banina 

0829000203546000 

0.06 

0.07 

110.61 

0.08 

0.02 

0.10 

0.03 

0.41 

- 

0.0200 

- 

- 

0.010 

0.030 

0.030 

0.127 

0.006 

0.121 

0.224 

185.02 

Over Exploited 



0.04 

0.01 

620.46 

0.01 

0.00 

0.01 

0.01 

0.19 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.023 

0.001 

0.022 

0.103 

469.08 

Over Exploited 

Bannath Pura 

0829000803648000 

0.07 

0.22 

154.10 

0.27 

0.00 

0.27 

0.05 

0.70 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.296 

0.015 

0.281 

0.188 

66.74 

Safe 

Bansati 

0829000503610600 

0.08 

0.02 

226.94 

0.03 

0.01 

0.04 

0.03 

0.47 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.057 

0.003 

0.054 

0.136 

251.75 

Over Exploited 

Barada 

0829000503607800 

0.06 

0.03 

195.38 

0.04 

- 

0.04 

0.03 

0.40 

- 

- 

- 

- 

- 

- 

- 

0.039 

0.002 

0.037 

0.022 

59.52 

Safe 

Baroo 

0829000103534500 

0.04 

0.37 

204.51 

0.44 

0.09 

0.53 

0.05 

0.67 

- 

0.0800 

- 

- 

0.097 

0.177 

0.177 

0.711 

0.036 

0.675 

0.799 

118.35 

Over Exploited 

Beelora 

0829000503610000 

0.08 

0.14 

93.26 

0.16 

0.01 

0.18 

0.05 

0.69 

- 

0.0100 

- 

- 

0.016 

0.026 

0.026 

0.201 

0.010 

0.191 

0.128 

66.95 

Safe 



0.08 

0.00 

221,866.09 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bejnathiya 

0829000503596600 

0.06 

0.18 

120.97 

0.22 

0.01 

0.22 

0.05 

0.72 

- 

0.0200 

- 

- 

0.008 

0.028 

0.028 

0.253 

0.013 

0.240 

0.217 

90.38 

Critical 

Benipuriya 

0829000603622500 

0.04 

0.05 

294.40 

0.05 

- 

0.05 

0.05 

0.65 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.084 

0.004 

0.080 

0.269 

336.29 

Over Exploited 

Bhanwarkiya 

0829000603621500 

0.04 

0.00 

1,925.89 

0.00 

0.00 

0.00 

0.01 

0.11 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.005 

0.000 

0.005 

0.036 

730.39 

Over Exploited 



0.03 

0.04 

347.77 

0.05 

0.01 

0.05 

0.04 

0.58 

- 

0.0200 

- 

- 

0.009 

0.029 

0.029 

0.082 

0.004 

0.078 

0.209 

267.65 

Over Exploited 

Bharliya Khera 

0829000503608300 

0.06 

0.06 

106.62 

0.07 

0.00 

0.07 

0.06 

0.75 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.078 

0.004 

0.074 

0.085 

114.52 

Over Exploited 

Bhat Kheri 

0829000103534700 

0.04 

0.10 

109.25 

0.13 

0.01 

0.14 

0.05 

0.69 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.161 

0.008 

0.153 

0.166 

108.98 

Over Exploited 



0.06 

0.00 

18,646.80 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhatton Ka Bamniya 

0829000603620200 

0.04 

0.17 

50.63 

0.21 

0.05 

0.26 

0.05 

0.64 

- 

0.0500 

- 

- 

0.052 

0.102 

0.102 

0.364 

0.018 

0.346 

0.510 

147.53 

Over Exploited 

Bhatwara Kalan 

0829000203546200 

0.06 

0.00 

1,831.10 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.026 

1,722.93 

Over Exploited 



0.04 

0.12 

97.74 

0.15 

0.01 

0.16 

0.03 

0.44 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.190 

0.009 

0.180 

0.328 

181.88 

Over Exploited 

Bhatwara Khurd 

0829000203546100 

0.04 

0.02 

361.79 

0.02 

0.00 

0.02 

0.02 

0.24 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.035 

0.002 

0.033 

0.123 

367.26 

Over Exploited 

Bheel Gatti 

0829000803654900 

0.05 

0.04 

1,258.28 

0.05 

0.01 

0.06 

0.05 

0.71 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.080 

0.004 

0.076 

0.205 

269.88 

Over Exploited 

Bheemgarh 

0829000103534100 

0.04 

0.19 

497.18 

0.23 

0.04 

0.28 

0.04 

0.47 

- 

0.0600 

- 

- 

0.036 

0.096 

0.096 

0.373 

0.019 

0.355 

0.612 

172.56 

Over Exploited 



0.06 

0.00 

12,144.81 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

0.020 

1,616.53 

Over Exploited 

Bojunda 

0829000503607600 

0.06 

0.02 

401.64 

0.02 

- 

0.02 

0.02 

0.22 

- 

- 

- 

- 

- 

- 

- 

0.021 

0.001 

0.020 

0.011 

54.93 

Safe 

Chak Adana No. A 

0829000103533400 

0.04 

0.00 

3,154.96 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.01 

243.69 

0.01 

0.00 

0.01 

0.04 

0.58 

- 

- 

0.0015 

0.0024 

0.007 

0.011 

0.011 

0.025 

0.001 

0.024 

0.001 

4.80 

Safe 

Chak Adana No. B 

0829000103533600 

0.04 

0.03 

452.02 

0.04 

- 

0.04 

0.03 

0.46 

- 

- 

- 

- 

- 

- 

- 

0.037 

0.002 

0.035 

0.006 

16.99 

Safe 



0.04 

0.00 

6,960.32 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

0.0006 

0.0010 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.000 

27.16 

Safe 

Chamanpura 

0829000103532900 

0.04 

0.04 

253.22 

0.05 

0.01 

0.05 

0.04 

0.53 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.075 

0.004 

0.071 

0.069 

96.28 

Critical 

Chatarbhujpura 

0829000603620500 

0.04 

0.02 

316.51 

0.02 

0.00 

0.03 

0.03 

0.41 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.040 

0.002 

0.038 

0.103 

270.26 

Over Exploited 



0.04 

0.01 

692.73 

0.01 

- 

0.01 

0.02 

0.24 

- 

0.0100 

0.0022 

0.0027 

- 

0.015 

0.015 

0.022 

0.001 

0.021 

0.067 

315.14 

Over Exploited 

Chatawati 

0829000103533900 

0.04 

0.06 

617.71 

0.08 

0.02 

0.10 

0.03 

0.41 

- 

0.0200 

- 

- 

0.033 

0.053 

0.053 

0.151 

0.008 

0.144 

0.196 

136.13 

Over Exploited 



0.04 

0.02 

1,115.84 

0.03 

0.01 

0.04 

0.02 

0.24 

- 

0.0100 

0.0073 

0.0088 

0.016 

0.042 

0.042 

0.080 

0.004 

0.076 

0.118 

156.05 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Command 

Gneisses(B.G.C) 

0.150 

6.21 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.000 

0.01 

0.01 


Chaukha Khera 

0829000603620000 

1.672 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.991 

3.06 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.07 

0.004 

0.35 

0.40 


Chhapari 

0829000603622000 

8.323 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.134 

5.08 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

8.188 

5.08 

0.012 

0.05 

0.00 

0.00 

0.00 

0.04 

0.49 

0.46 

0.18 

0.029 

0.61 

0.66 


Chiksi 

0829000503610300 

4.458 

Fresh 

Non-command 

Non-command 

Shale 

4.458 

7.30 

0.015 

0.21 

0.03 

0.00 

0.00 

0.00 

0.67 

0.55 

0.82 

0.015 

0.68 

0.82 


Chittauriya 

0829000103533100 

4.908 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.339 

5.67 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.13 

0.07 

0.004 

0.16 

0.16 






Dindoli 

Command 

Phyllite & Schist 

3.569 

5.67 

0.015 

0.05 

0.01 

0.00 

0.00 

0.01 

0.33 

0.34 

0.18 

0.012 

0.44 

0.44 


Chothpura 

0829000503609900 

2.353 

Fresh 

Non-command 

Non-command 

Shale 

0.001 

6.09 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Daulat Pura 

0829000803648100 

4.644 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.277 

8.38 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.31 

0.25 

0.08 

0.009 

0.32 

0.38 


Deori 

0829000503609300 

3.471 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.939 

7.48 

0.012 

0.25 

0.04 

0.00 

0.00 

0.00 

0.46 

0.43 

1.01 

0.010 

0.60 

0.65 







Non-command 

Shale 

0.531 

7.48 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.12 

0.11 

0.27 

0.002 

0.11 

0.12 






Gambhiri 

Command 

Shale 

0.002 

7.48 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dhanet Kalan 

0829000503597300 

7.013 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.001 

5.47 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dhanet Khurd 

0829000503597200 

2.444 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.503 

4.06 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.05 

0.002 

0.15 

0.16 


Dhangaliya Khera 

0829000103534600 

3.253 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.253 

3.15 

0.015 

0.01 

0.00 

0.00 

0.00 

0.05 

0.11 

0.13 

0.03 

0.011 

0.63 

0.56 


Dindoli 

0829000103532800 

10.869 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.931 

5.09 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.06 

0.003 

0.05 

0.05 







Non-command 

Gneisses(B.G.C) 

0.000 

5.09 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Dindoli 

Command 

Phyllite & Schist 

1.114 

5.09 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.11 

0.07 

0.004 

0.06 

0.06 


Dolatpura 

0829000103534800 

1.502 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.502 

3.80 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.12 

0.09 

0.005 

0.64 

0.57 


Dolji Ka Khera 

0829000603622200 

1.067 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.317 

3.95 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.001 

0.18 

0.20 







Non-command 

Gneisses(B.G.C) 

0.750 

3.95 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.07 

0.003 

0.42 

0.47 


Dowani 

0829000603619800 

11.952 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.032 

3.87 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.04 

0.004 

0.05 

0.06 


Fatehgarh 

0829000503609200 

2.645 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.882 

8.53 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.07 

0.003 

0.23 

0.26 







Non-command 

Shale 

1.552 

8.53 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.24 

0.21 

0.19 

0.005 

0.41 

0.46 


Fatehpura 

0829000603629400 

3.171 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.050 

5.62 

0.012 

0.08 

0.00 

0.00 

0.00 

0.00 

0.28 

0.25 

0.29 

0.011 

0.58 

0.65 


Gadariyawas 

0829000503608200 

5.561 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.561 

4.27 

0.012 

0.03 

0.00 

0.00 

0.00 

0.00 

0.30 

0.28 

0.10 

0.019 

0.71 

0.75 


Gadri Khera 

0829000503596700 

6.739 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.739 

7.00 

0.012 

0.04 

0.00 

0.00 

0.00 

0.00 

0.58 

0.53 

0.14 

0.023 

0.67 

0.73 


Ganeshpura 

0829000103533000 

1.981 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.789 

4.76 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.13 

0.04 

0.006 

0.54 

0.56 






Dindoli 

Command 

Phyllite & Schist 

0.192 

4.76 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.06 

0.06 


Ganga Ka Khera 

0829000503608700 

1.769 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.454 

9.39 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.15 

0.08 

0.005 

0.54 

0.64 


Ganpat Khera 

0829000803650200 

1.566 

Fresh 

Non-command 

Non-command 

Shale 

1.566 

7.47 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

1.19 

0.93 

0.06 

0.006 

0.67 

0.86 


Ghaghsa 

0829000503609400 

3.998 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.998 

6.35 

0.012 

0.06 

0.01 

0.00 

0.00 

0.01 

0.33 

0.31 

0.24 

0.014 

0.72 

0.76 


Ghosunda 

0829000503608100 

8.806 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.806 

6.50 

0.012 

0.40 

0.06 

0.00 

0.00 

0.04 

0.96 

0.90 

1.57 

0.030 

0.71 

0.76 


Gopalpura 

0829000503594400 

1.971 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.912 

-1.00 

0.012 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.007 

0.66 

0.63 


Govind Pura 

0829000603623100 

2.034 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.034 

3.10 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.07 

0.007 

0.59 

0.67 


Flapawas 

0829000503609000 

2.556 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.924 

8.94 

0.012 

0.02 

0.00 

0.00 

0.00 

0.01 

0.21 

0.19 

0.08 

0.007 

0.52 

0.58 







Non-command 

Shale 

0.120 

8.94 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.000 

0.03 

0.04 


Haripura 

0829000103533200 

3.168 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.391 

5.91 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.02 

0.001 

0.08 

0.07 






Dindoli 

Command 

Phyllite & Schist 

2.777 

5.91 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.26 

0.28 

0.12 

0.009 

0.54 

0.50 


Flasmat Ganj 

0829000803650100 

1.524 

Fresh 

Non-command 

Non-command 

Shale 

1.523 

7.89 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

1.22 

0.99 

0.08 

0.006 

0.67 

0.83 


Hati Pura 

0829000803654600 

1.012 

Fresh 

Non-command 

Non-command 

Shale 

1.009 

5.59 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.59 

0.42 

0.17 

0.004 

0.66 

0.93 


Hazoor Pura 

0829000803648300 

2.629 

Fresh 

Non-command 

Non-command 

Shale 

0.051 

9.76 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.00 

0.000 

0.01 

0.02 


Hingoriya 

0829000603620800 

7.363 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.306 

7.70 

0.012 

0.07 

0.00 

0.00 

0.00 

0.01 

0.35 

0.34 

0.26 

0.012 

0.27 

0.28 







Non-command 

Gneisses(B.G.C) 

1.615 

7.70 

0.012 

0.03 

0.00 

0.00 

0.00 

0.00 

0.17 

0.17 

0.13 

0.006 

0.13 

0.14 






Dindoli 

Command 

Phyllite & Schist 

2.108 

7.70 

0.012 

0.04 

0.00 

0.00 

0.00 

0.00 

0.23 

0.22 

0.17 

0.008 

0.17 

0.18 







Command 

Gneisses(B.G.C) 

0.332 

7.70 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.001 

0.03 

0.03 


Indrapura 

0829000603623300 

2.414 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.887 

3.49 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.02 

0.007 

0.46 

0.53 


Jadana 

0829000103531000 

6.422 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.218 

4.47 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.001 

0.02 

0.02 


Jaisinghpura 

0829000603621100 

4.397 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.795 

7.30 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.04 

0.003 

0.11 

0.11 







Non-command 

Gneisses(B.G.C) 

3.602 

7.30 

0.012 

0.05 

0.00 

0.00 

0.00 

0.01 

0.35 

0.33 

0.18 

0.013 

0.50 

0.51 


Jalampura 

0829000603629300 

1.746 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.710 

6.53 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.13 

0.07 

0.006 

0.60 

0.68 


Jawaharpura 

0829000103533700 

1.715 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.400 

5.74 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.14 

0.03 

0.005 

0.50 

0.46 


Jawanpura 

0829000103533800 

1.457 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.404 

5.75 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.13 

0.15 

0.07 

0.005 

0.59 

0.54 






Dindoli 

Command 

Phyllite & Schist 

0.051 

5.75 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.02 


Jeetawal 

0829000503610200 

4.384 

Fresh 

Non-command 

Non-command 

Shale 

4.170 

8.01 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.55 

0.48 

0.21 

0.014 

0.65 

0.75 






Gambhiri 

Command 

Shale 

0.124 

8.01 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.02 

0.02 


Jeetiya 

0829000603629200 

4.301 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.301 

6.18 

0.012 

0.06 

0.00 

0.00 

0.00 

0.01 

0.36 

0.32 

0.23 

0.015 

0.61 

0.68 


Jetpura 

0829000503610400 

1.664 

Fresh 

Non-command 

Non-command 

Shale 

1.664 

6.79 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.15 

0.07 

0.006 

0.67 

0.85 


Jogni 

0829000503610500 

0.707 

Fresh 

Non-command 

Non-command 

Shale 

0.707 

6.78 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.06 

0.002 

0.68 

0.82 


Kachnariya 

0829000203545900 

5.101 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

1.87 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

0.128 

1.87 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.01 


Kacholiya 

0829000603623200 

4.446 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.446 

1.13 

0.012 

0.08 

0.01 

0.00 

0.00 

0.03 

0.09 

0.08 

0.29 

0.016 

0.59 

0.67 


Kalyanpura 

0829000603629000 

2.776 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.245 

5.00 

0.012 

0.08 

0.00 

0.00 

0.00 

0.02 

0.19 

0.17 

0.30 

0.008 

0.48 

0.54 


Kankariya 

0829000603622400 

4.569 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.541 

4.06 

0.012 

0.07 

0.00 

0.00 

0.00 

0.01 

0.28 

0.25 

0.25 

0.016 

0.60 

0.65 







Non-command 

Gneisses(B.G.C) 

0.028 

4.06 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kannoj 

0829000803654700 

13.981 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.216 

6.08 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.001 

0.01 

0.01 







Non-command 

Shale 

11.624 

6.08 

0.100 

0.25 

0.04 

0.00 

0.00 

0.00 

7.27 

5.29 

0.95 

0.044 

0.55 

0.76 


Kannojiya 

0829000803655100 

1.628 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.009 

5.82 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.06 

0.00 

12,121.78 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0004 

0.0005 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.005 

503.56 

Over Exploited 

Chaukha Khera 

0829000603620000 

0.04 

0.01 

271.29 

0.02 

- 

0.02 

0.03 

0.38 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.026 

0.001 

0.024 

0.078 

319.87 

Over Exploited 

Chhapari 

0829000603622000 

0.04 

0.00 

14,569.41 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.15 

206.06 

0.18 

0.04 

0.21 

0.05 

0.66 

- 

0.0200 

- 

- 

0.053 

0.073 

0.073 

0.287 

0.014 

0.273 

0.209 

76.73 

Semi Critical 

Chiksi 

0829000503610300 

0.08 

0.25 

123.05 

0.30 

0.03 

0.33 

0.05 

0.73 

- 

0.0900 

- 

- 

0.004 

0.094 

0.094 

0.425 

0.021 

0.404 

0.830 

205.74 

Over Exploited 

Chittauriya 

0829000103533100 

0.04 

0.01 

1,390.56 

0.01 

0.00 

0.01 

0.01 

0.18 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.029 

0.001 

0.028 

0.074 

268.97 

Over Exploited 



0.04 

0.06 

436.39 

0.08 

0.02 

0.10 

0.04 

0.48 

- 

0.0200 

0.0155 

0.0248 

0.015 

0.076 

0.076 

0.171 

0.009 

0.162 

0.192 

118.14 

Over Exploited 

Chothpura 

0829000503609900 

0.08 

0.00 

371,083.82 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Daulat Pura 

0829000803648100 

0.07 

0.05 

400.15 

0.06 

- 

0.06 

0.03 

0.34 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.071 

0.004 

0.067 

0.092 

136.65 

Over Exploited 

Deori 

0829000503609300 

0.06 

0.11 

304.63 

0.13 

0.04 

0.17 

0.05 

0.64 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

0.276 

0.014 

0.262 

1.016 

387.14 

Over Exploited 



0.08 

0.00 

2,241.77 

0.01 

0.01 

0.02 

0.01 

0.12 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.046 

0.002 

0.043 

0.268 

617.72 

Over Exploited 



0.08 

0.00 

255,646.65 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dhanet Kalan 

0829000503597300 

0.06 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dhanet Khurd 

0829000503597200 

0.06 

0.00 

597.66 

0.01 

- 

0.01 

0.01 

0.16 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.015 

0.052 

353.56 

Over Exploited 

Dhangaliya Khera 

0829000103534600 

0.04 

0.08 

53.03 

0.10 

0.05 

0.15 

0.05 

0.68 

- 

- 

- 

- 

0.079 

0.079 

0.079 

0.230 

0.012 

0.219 

0.042 

19.01 

Safe 

Dindoli 

0829000103532800 

0.04 

0.00 

4,899.17 

0.00 

- 

0.00 

0.00 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.012 

0.061 

520.88 

Over Exploited 



0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

3,925.63 

0.00 

- 

0.00 

0.01 

0.07 

- 

0.0100 

0.0048 

0.0077 

- 

0.023 

0.023 

0.026 

0.001 

0.025 

0.071 

286.63 

Over Exploited 

Dolatpura 

0829000103534800 

0.04 

0.04 

206.97 

0.05 

0.00 

0.05 

0.05 

0.69 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.058 

0.003 

0.055 

0.091 

165.85 

Over Exploited 

Dolji Ka Khera 

0829000603622200 

0.04 

0.00 

948.02 

0.00 

- 

0.00 

0.02 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.002 

0.030 

1,253.30 

Over Exploited 



0.03 

0.01 

416.41 

0.01 

- 

0.01 

0.04 

0.46 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.021 

0.001 

0.020 

0.077 

376.97 

Over Exploited 

Dowani 

0829000603619800 

0.04 

0.00 

2,458.81 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.045 

2,001.57 

Over Exploited 

Fatehgarh 

0829000503609200 

0.06 

0.01 

676.53 

0.01 

- 

0.01 

0.02 

0.25 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.025 

0.001 

0.023 

0.075 

320.61 

Over Exploited 



0.08 

0.05 

310.56 

0.06 

0.01 

0.07 

0.03 

0.44 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.092 

0.005 

0.088 

0.191 

217.93 

Over Exploited 

Fatehpura 

0829000603629400 

0.03 

0.05 

365.83 

0.06 

0.00 

0.06 

0.05 

0.63 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.095 

0.005 

0.090 

0.303 

335.18 

Over Exploited 

Gadariyawas 

0829000503608200 

0.06 

0.24 

19.26 

0.28 

0.00 

0.29 

0.06 

0.76 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.301 

0.015 

0.286 

0.119 

41.59 

Safe 

Gadri Khera 

0829000503596700 

0.06 

0.27 

95.38 

0.33 

0.00 

0.33 

0.05 

0.73 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.355 

0.018 

0.337 

0.158 

46.90 

Safe 

Ganeshpura 

0829000103533000 

0.04 

0.04 

239.07 

0.05 

0.00 

0.05 

0.05 

0.59 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.052 

0.003 

0.050 

0.044 

88.10 

Semi Critical 



0.04 

0.00 

2,888.42 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

0.0008 

0.0013 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

0.006 

216.63 

Over Exploited 

Ganga Ka Khera 

0829000503608700 

0.06 

0.05 

215.84 

0.06 

- 

0.06 

0.04 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.067 

0.003 

0.063 

0.087 

137.09 

Over Exploited 

Ganpat Khera 

0829000803650200 

0.05 

0.05 

1,671.91 

0.06 

0.00 

0.06 

0.05 

0.72 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.073 

0.004 

0.070 

0.064 

91.78 

Critical 

Ghaghsa 

0829000503609400 

0.06 

0.17 

82.37 

0.21 

0.02 

0.22 

0.06 

0.77 

- 

0.0300 

- 

- 

0.011 

0.041 

0.041 

0.265 

0.013 

0.252 

0.250 

99.24 

Critical 

Ghosunda 

0829000503608100 

0.06 

0.37 

140.41 

0.45 

0.10 

0.54 

0.06 

0.76 

- 

0.1800 

- 

- 

0.054 

0.234 

0.234 

0.778 

0.039 

0.739 

1.600 

216.53 

Over Exploited 

Gopalpura 

0829000503594400 

0.06 

0.08 

- 

0.08 

0.00 

0.08 

0.05 

0.71 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.091 

0.009 

0.082 

0.157 

191.22 

Over Exploited 

Govind Pura 

0829000603623100 

0.04 

0.04 

76.05 

0.05 

0.00 

0.06 

0.05 

0.64 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.070 

0.004 

0.067 

0.081 

122.05 

Over Exploited 

Flapawas 

0829000503609000 

0.06 

0.06 

213.03 

0.07 

0.01 

0.08 

0.04 

0.56 

- 

0.0100 

- 

- 

0.011 

0.021 

0.021 

0.100 

0.005 

0.095 

0.083 

87.13 

Semi Critical 



0.08 

0.00 

4,407.57 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.000 

- 

- 

0.000 

0.000 

0.000 

0.007 

2,039.42 

Over Exploited 

Flaripura 

0829000103533200 

0.04 

0.00 

3,976.70 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.020 

1,504.41 

Over Exploited 



0.04 

0.06 

376.19 

0.07 

0.01 

0.08 

0.04 

0.58 

- 

0.0100 

0.0120 

0.0193 

0.020 

0.061 

0.061 

0.146 

0.007 

0.138 

0.129 

93.33 

Critical 

Flasmat Ganj 

0829000803650100 

0.05 

0.05 

1,835.13 

0.06 

0.00 

0.06 

0.05 

0.73 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.072 

0.004 

0.068 

0.086 

125.77 

Over Exploited 

Hati Pura 

0829000803654600 

0.05 

0.03 

1,172.89 

0.04 

0.01 

0.05 

0.05 

0.71 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.071 

0.004 

0.067 

0.171 

253.50 

Over Exploited 

Flazoor Pura 

0829000803648300 

0.05 

0.00 

126,846.12 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Hingoriya 

0829000603620800 

0.04 

0.03 

918.50 

0.04 

0.01 

0.05 

0.02 

0.29 

- 

0.0300 

- 

- 

0.014 

0.044 

0.044 

0.093 

0.005 

0.088 

0.276 

312.47 

Over Exploited 



0.03 

0.01 

2,492.37 

0.01 

- 

0.01 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.135 

802.74 

Over Exploited 



0.04 

0.01 

1,502.91 

0.02 

0.00 

0.02 

0.01 

0.19 

- 

0.0200 

0.0061 

0.0073 

0.001 

0.034 

0.034 

0.050 

0.003 

0.048 

0.176 

366.14 

Over Exploited 



0.03 

0.00 

13,825.76 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0010 

0.0012 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.025 

1,093.24 

Over Exploited 

Indrapura 

0829000603623300 

0.04 

0.03 

119.49 

0.04 

0.00 

0.04 

0.04 

0.50 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.049 

0.002 

0.047 

0.031 

65.57 

Safe 

Jadana 

0829000103531000 

0.06 

0.00 

5,608.19 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Jaisinghpura 

0829000603621100 

0.04 

0.00 

2,148.70 

0.00 

0.00 

0.01 

0.01 

0.12 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.007 

0.000 

0.006 

0.041 

639.40 

Over Exploited 



0.03 

0.05 

521.94 

0.06 

0.01 

0.07 

0.04 

0.54 

- 

0.0200 

- 

- 

0.010 

0.030 

0.030 

0.101 

0.005 

0.096 

0.190 

197.64 

Over Exploited 

Jalampura 

0829000603629300 

0.03 

0.03 

318.92 

0.04 

0.00 

0.04 

0.05 

0.65 

- 

0.0100 

- 

- 

0.004 

0.015 

0.015 

0.054 

0.003 

0.052 

0.075 

145.46 

Over Exploited 

Jawaharpura 

0829000103533700 

0.04 

0.03 

401.78 

0.03 

0.00 

0.04 

0.04 

0.54 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.039 

0.002 

0.037 

0.039 

104.48 

Over Exploited 

Jawanpura 

0829000103533800 

0.04 

0.03 

340.87 

0.04 

0.01 

0.05 

0.05 

0.64 

- 

0.0100 

- 

- 

0.011 

0.021 

0.021 

0.068 

0.003 

0.064 

0.072 

110.99 

Over Exploited 



0.04 

0.00 

11,014.79 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0002 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.005 

834.14 

Over Exploited 

Jeetawal 

0829000503610200 

0.08 

0.22 

113.85 

0.27 

0.01 

0.28 

0.05 

0.71 

- 

0.0200 

- 

- 

0.001 

0.022 

0.022 

0.301 

0.015 

0.286 

0.224 

78.47 

Semi Critical 



0.08 

0.00 

5,115.73 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

0.0001 

0.0002 

0.005 

0.005 

0.005 

0.008 

0.000 

0.008 

0.008 

106.01 

Over Exploited 

Jeetiya 

0829000603629200 

0.03 

0.08 

310.63 

0.09 

0.01 

0.10 

0.05 

0.66 

- 

0.0300 

- 

- 

0.008 

0.038 

0.038 

0.137 

0.007 

0.130 

0.241 

185.31 

Over Exploited 

Jetpura 

0829000503610400 

0.08 

0.09 

62.07 

0.11 

0.00 

0.11 

0.05 

0.73 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.125 

0.006 

0.119 

0.073 

61.23 

Safe 

Jogni 

0829000503610500 

0.08 

0.04 

94.11 

0.05 

- 

0.05 

0.05 

0.73 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.057 

0.003 

0.054 

0.061 

112.99 

Over Exploited 

Kachnariya 

0829000203545900 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

4,197.80 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

5,722.70 

Over Exploited 

Kacholiya 

0829000603623200 

0.04 

0.10 

(14.71) 

0.08 

0.04 

0.13 

0.05 

0.64 

- 

0.0300 

- 

- 

0.050 

0.080 

0.080 

0.206 

0.010 

0.196 

0.309 

157.69 

Over Exploited 

Kalyanpura 

0829000603629000 

0.03 

0.03 

413.92 

0.04 

0.02 

0.06 

0.04 

0.52 

- 

0.0300 

- 

- 

0.033 

0.063 

0.063 

0.124 

0.006 

0.117 

0.311 

264.92 

Over Exploited 

Kankariya 

0829000603622400 

0.04 

0.10 

150.89 

0.12 

0.01 

0.13 

0.05 

0.65 

- 

0.0300 

- 

- 

0.010 

0.040 

0.040 

0.167 

0.008 

0.159 

0.261 

164.36 

Over Exploited 



0.03 

0.00 

38,070.03 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kannoj 

0829000803654700 

0.07 

0.00 

9,153.55 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.018 

10,114.35 

Over Exploited 



0.05 

0.32 

1,555.73 

0.38 

0.04 

0.42 

0.04 

0.59 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

0.533 

0.027 

0.506 

0.993 

196.10 

Over Exploited 

Kannojiya 

0829000803655100 

0.07 

0.00 

24,146.45 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Kanthariya Chauhanon Ka 

082900050360840C 

1.217 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.217 

7.53 

0.012 

0.05 

0.00 

0.00 

0.00 

0.00 

0.15 

0.14 

0.18 

0.004 

0.69 

0.74 


Karee Thara 

0829000103534000 

7.874 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.874 

5.39 

0.015 

0.10 

0.00 

0.00 

0.00 

0.06 

0.67 

0.73 

0.37 

0.026 

0.61 

0.57 


Kashmor 

0829000503597100 

7.641 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.444 

0.63 

0.012 

0.06 

0.01 

0.00 

0.00 

0.00 

0.07 

0.06 

0.21 

0.008 

0.23 

0.24 


Kathodia 

0829000503594500 

2.720 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.038 

-1.03 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Kesar Pura 

0829000803655000 

1.711 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.020 

5.90 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Shale 

0.073 

5.90 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.000 

0.03 

0.04 


Keshar Kheri 

0829000603620100 

3.921 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.805 

1.87 

0.012 

0.08 

0.01 

0.00 

0.00 

0.01 

0.14 

0.12 

0.30 

0.014 

0.57 

0.65 


Kharkhanda 

0829000203539900 

14.825 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.562 

3.80 

0.012 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.12 

0.10 

0.006 

0.07 

0.05 







Non-command 

Gneisses(B.G.C) 

0.022 

3.80 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kharolon Ki Jhunpariya 

0829000603621600 

2.428 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.428 

6.14 

0.012 

0.03 

0.00 

0.00 

0.00 

0.00 

0.20 

0.20 

0.12 

0.009 

0.62 

0.61 


Khera Bansati 

0829000503610700 

2.256 

Fresh 

Non-command 

Non-command 

Shale 

1.858 

6.91 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.18 

0.04 

0.006 

0.57 

0.64 


Kodiya Kheri 

0829000603621300 

3.368 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.114 

5.01 

0.012 

0.04 

0.00 

0.00 

0.00 

0.01 

0.15 

0.16 

0.16 

0.008 

0.39 

0.37 







Non-command 

Gneisses(B.G.C) 

1.254 

5.01 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.09 

0.004 

0.23 

0.22 


Lachhmipura 

0829000503594300 

6.257 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.616 

2.80 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.002 

0.06 

0.06 







Non-command 

Gneisses(B.G.C) 

5.642 

2.80 

0.012 

0.03 

0.00 

0.00 

0.00 

0.00 

0.21 

0.22 

0.11 

0.019 

0.59 

0.57 


Lakha Ka Khera 

0829000503596900 

2.434 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.434 

2.14 

0.012 

0.05 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.18 

0.008 

0.69 

0.73 



0829000603620400 

1.704 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.122 

5.82 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.04 

0.04 






Dindoli 

Command 

Phyllite & Schist 

1.582 

5.82 

0.012 

0.04 

0.00 

0.00 

0.00 

0.00 

0.14 

0.14 

0.17 

0.006 

0.56 

0.58 


Langach 

0829000603621000 

7.109 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.791 

7.54 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.08 

0.003 

0.07 

0.07 







Non-command 

Gneisses(B.G.C) 

3.790 

7.54 

0.012 

0.10 

0.00 

0.00 

0.00 

0.00 

0.43 

0.44 

0.38 

0.014 

0.32 

0.31 






Dindoli 

Command 

Phyllite & Schist 

0.011 

7.54 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Gneisses(B.G.C) 

2.517 

7.54 

0.012 

0.07 

0.00 

0.00 

0.00 

0.02 

0.27 

0.28 

0.25 

0.009 

0.22 

0.21 


Lasadiya Khurd 

0829000103530900 

7.969 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.348 

3.68 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.01 

0.004 

0.10 

0.09 


Manpura 

0829000803647800 

3.778 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.047 

6.77 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.24 

0.21 

0.09 

0.008 

0.34 

0.39 


Mataji Ka Khera 

0829000603622300 

3.506 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.500 

2.88 

0.012 

0.08 

0.00 

0.00 

0.00 

0.00 

0.19 

0.18 

0.30 

0.012 

0.60 

0.66 







Non-command 

Gneisses(B.G.C) 

0.006 

2.88 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Meenonka Kanthariya 

0829000503610900 

4.854 

Fresh 

Non-command 

Non-command 

Shale 

1.991 

6.53 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.19 

0.01 

0.007 

0.29 

0.31 


Moda Khera 

0829000603622100 

2.799 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.799 

5.17 

0.012 

0.04 

0.00 

0.00 

0.00 

0.00 

0.21 

0.19 

0.17 

0.010 

0.61 

0.67 


Moti Khera 

0829000603620700 

1.202 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.001 

7.21 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Dindoli 

Command 

Phyllite & Schist 

1.201 

7.21 

0.012 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.12 

0.004 

0.60 

0.63 


Nahargarh 

0829000803650600 

6.218 

Fresh 

Non-command 

Non-command 

Shale 

0.162 

5.86 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.01 

0.001 

0.02 

0.02 


Nangpura 

0829000103532700 

2.680 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.041 

4.36 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Narayanpura 

0829000103534400 

8.759 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.667 

3.75 

0.015 

0.05 

0.01 

0.00 

0.00 

0.01 

0.24 

0.27 

0.19 

0.012 

0.26 

0.23 







Non-command 

Gneisses(B.G.C) 

4.915 

3.75 

0.015 

0.07 

0.01 

0.00 

0.00 

0.02 

0.31 

0.35 

0.24 

0.016 

0.35 

0.31 


Narela 

0829000503595800 

6.118 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.118 

0.04 

0.012 

0.19 

0.01 

0.00 

0.00 

0.02 

0.16 

0.16 

0.72 

0.021 

0.67 

0.66 


Nariya 

0829000603628900 

3.690 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.072 

4.74 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

1.720 

4.74 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.07 

0.006 

0.28 

0.31 


Nawabpura 

0829000803654800 

0.688 

Fresh 

Non-command 

Non-command 

Shale 

0.672 

5.96 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.43 

0.32 

0.14 

0.003 

0.65 

0.89 


Neel Ka Khera 

0829000803647600 

4.274 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.177 

5.83 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.02 

0.03 


Netawal Maharaj 

0829000503596400 

11.444 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

11.444 

5.19 

0.012 

0.34 

0.02 

0.00 

0.00 

0.04 

0.96 

0.90 

1.32 

0.039 

0.64 

0.68 


Nimbahera 

0829000603622600 

12.846 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

12.708 

1.93 

0.012 

0.10 

0.00 

0.00 

0.00 

0.05 

0.33 

0.29 

0.32 

0.045 

0.59 

0.65 






Dindoli 

Command 

Phyllite & Schist 

0.138 

1.93 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Odoond 

0829000503597000 

8.089 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.030 

1.21 

0.012 

0.33 

0.05 

0.00 

0.00 

0.05 

0.34 

0.33 

1.27 

0.028 

0.71 

0.75 


Pachtoli 

0829000503610100 

1.483 

Fresh 

Non-command 

Non-command 

Shale 

1.190 

7.37 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.13 

0.03 

0.004 

0.56 

0.62 






Gambhiri 

Command 

Shale 

0.293 

7.37 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.001 

0.14 

0.15 


Palri 

0829000903666500 

4.673 

Fresh 

Non-command 

Non-command 

Shale 

0.429 

6.43 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.001 

0.06 

0.08 


Panch Deola 

0829000803649900 

2.923 

Fresh 

Non-command 

Non-command 

Shale 

0.002 

9.60 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Panchli 

0829000503596500 

4.789 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.789 

7.32 

0.012 

0.06 

0.00 

0.00 

0.00 

0.00 

0.46 

0.41 

0.22 

0.016 

0.63 

0.70 


Pandoli 

0829000603622900 

10.834 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.107 

2.86 

0.012 

0.16 

0.01 

0.00 

0.00 

0.02 

0.43 

0.38 

0.59 

0.032 

0.50 

0.56 







Non-command 

Gneisses(B.G.C) 

1.727 

2.86 

0.012 

0.03 

0.00 

0.00 

0.00 

0.02 

0.07 

0.06 

0.11 

0.006 

0.09 

0.11 


Paotiya 

0829000503608000 

2.655 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.655 

3.30 

0.012 

0.06 

0.01 

0.00 

0.00 

0.01 

0.15 

0.14 

0.22 

0.009 

0.72 

0.77 


Parliya 

0829000503609100 

3.203 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.203 

7.79 

0.012 

0.05 

0.01 

0.00 

0.00 

0.00 

0.33 

0.30 

0.20 

0.011 

0.70 

0.76 


Parsa Khera 

0829000603622700 

1.442 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.442 

0.81 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.09 

0.005 

0.59 

0.66 


Pavli 

0829000103534300 

6.749 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.632 

4.50 

0.015 

0.10 

0.01 

0.00 

0.00 

0.03 

0.38 

0.41 

0.40 

0.015 

0.42 

0.38 







Non-command 

Gneisses(B.G.C) 

2.117 

4.50 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.17 

0.19 

0.17 

0.007 

0.19 

0.18 


Peepali 

0829000503607900 

5.759 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.474 

4.85 

0.012 

0.10 

0.01 

0.00 

0.00 

0.00 

0.39 

0.37 

0.37 

0.019 

0.69 

0.73 


Purohiton Ka Sanwata 

0829000503595700 

4.776 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.063 

-1.29 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.007 

0.30 

0.30 


Raipuriya 

0829000103534200 

3.221 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.039 

4.83 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

1.467 

4.83 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.13 

0.01 

0.005 

0.28 

0.25 


Rajpura 

0829000603622800 

1.424 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.424 

0.94 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.09 

0.005 

0.59 

0.67 


Rama Khera 

0829000503596000 

3.023 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.885 

-1.17 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.006 

0.44 

0.45 


Rampuriya 

0829000503596800 

1.324 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.324 

5.17 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.08 

0.005 

0.69 

0.73 


Ranchhor Pura 

0829000603623000 

2.922 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.762 

3.30 

0.012 

0.04 

0.00 

0.00 

0.00 

0.00 

0.14 

0.13 

0.13 

0.010 

0.56 

0.63 







Non-command 

Gneisses(B.G.C) 

0.160 

3.30 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.03 

0.04 


Reethola 

0829000503609600 

1.829 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.645 

5.79 

0.012 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.13 

0.12 

0.006 

0.65 

0.69 


Ren Ka Khera 

0829000603623500 

3.570 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.233 

4.60 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.04 

0.04 







Non-command 

Gneisses(B.G.C) 

0.151 

4.60 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.03 


Rewaliya Kalan 

0829000803647900 

5.377 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.795 

7.32 

0.015 

0.07 

0.00 

0.00 

0.00 

0.00 

0.48 

0.41 

0.26 

0.014 

0.45 

0.52 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Kanthariya Chauhanon Ka 

082900050360840C 

0.06 

0.05 

184.30 

0.06 

0.00 

0.06 

0.06 

0.74 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.083 

0.004 

0.078 

0.181 

230.99 

Over Exploited 

Karee Thara 

082900010353400C 

0.04 

0.19 

277.22 

0.23 

0.06 

0.29 

0.05 

0.66 

- 

0.0400 

- 

- 

0.093 

0.133 

0.133 

0.428 

0.021 

0.407 

0.398 

97.80 

Critical 

Kashmor 

0829000503597100 

0.06 

0.03 

89.20 

0.04 

0.01 

0.05 

0.02 

0.25 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.071 

0.004 

0.067 

0.221 

329.59 

Over Exploited 

Kathodia 

0829000503594500 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

21,121.17 

Over Exploited 

Kesar Pura 

0829000803655000 

0.07 

0.00 

11,583.35 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.00 

29,639.78 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

8,847.14 

Over Exploited 

Keshar Kheri 

0829000603620100 

0.04 

0.08 

53.28 

0.10 

0.02 

0.12 

0.05 

0.63 

- 

0.0300 

- 

- 

0.014 

0.044 

0.044 

0.161 

0.008 

0.153 

0.309 

201.48 

Over Exploited 

Kharkhanda 

0829000203539900 

0.06 

0.01 

1,980.59 

0.01 

- 

0.01 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.101 

622.41 

Over Exploited 



0.04 

0.00 

138,786.10 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kharolon Ki Jhunpariya 

0829000603621600 

0.03 

0.04 

346.45 

0.05 

0.00 

0.06 

0.05 

0.67 

- 

0.0100 

- 

- 

0.005 

0.016 

0.016 

0.073 

0.004 

0.069 

0.124 

178.17 

Over Exploited 

Khera Bansati 

0829000503610700 

0.08 

0.09 

108.09 

0.10 

0.00 

0.10 

0.05 

0.61 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.105 

0.005 

0.100 

0.048 

48.61 

Safe 

Kodiya Kheri 

0829000603621300 

0.04 

0.03 

430.73 

0.04 

0.01 

0.04 

0.03 

0.42 

- 

0.0200 

- 

- 

0.010 

0.031 

0.031 

0.074 

0.004 

0.071 

0.171 

241.86 

Over Exploited 



0.03 

0.01 

987.81 

0.01 

0.00 

0.01 

0.02 

0.25 

- 

0.0100 

- 

- 

0.003 

0.014 

0.014 

0.026 

0.001 

0.025 

0.098 

395.11 

Over Exploited 

Lachhmipura 

0829000503594300 

0.04 

0.00 

2,238.92 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.024 

1,330.10 

Over Exploited 



0.06 

0.20 

7.84 

0.22 

0.00 

0.22 

0.05 

0.64 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.236 

0.012 

0.224 

0.132 

59.12 

Safe 

Lakha Ka Khera 

0829000503596900 

0.06 

0.10 

2.07 

0.10 

0.00 

0.10 

0.06 

0.75 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.127 

0.006 

0.120 

0.189 

157.54 

Over Exploited 


0829000603620400 

0.04 

0.00 

3,932.22 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

5,567.95 

Over Exploited 



0.04 

0.03 

321.86 

0.04 

0.00 

0.04 

0.05 

0.60 

- 

0.0200 

0.0046 

0.0055 

0.003 

0.033 

0.033 

0.074 

0.004 

0.071 

0.177 

250.07 

Over Exploited 

Langach 

0829000603621000 

0.04 

0.00 

4,413.78 

0.00 

0.00 

0.00 

0.01 

0.07 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.015 

0.001 

0.015 

0.084 

573.38 

Over Exploited 



0.03 

0.04 

1,090.91 

0.04 

0.00 

0.05 

0.03 

0.35 

- 

0.0400 

- 

- 

0.004 

0.044 

0.044 

0.091 

0.005 

0.086 

0.396 

459.93 

Over Exploited 



0.04 

0.00 

255,022.91 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.02 

1,600.93 

0.02 

0.02 

0.04 

0.02 

0.23 

- 

0.0300 

0.0073 

0.0088 

0.030 

0.076 

0.076 

0.115 

0.006 

0.109 

0.263 

240.63 

Over Exploited 

Lasadiya Khurd 

0829000103530900 

0.06 

0.01 

846.90 

0.01 

- 

0.01 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.001 

0.010 

0.016 

165.75 

Over Exploited 

Manpura 

0829000803647800 

0.07 

0.05 

329.11 

0.06 

0.00 

0.06 

0.03 

0.36 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.059 

0.003 

0.057 

0.099 

174.74 

Over Exploited 

Mataji Ka Khera 

0829000603622300 

0.04 

0.08 

125.95 

0.09 

0.00 

0.09 

0.05 

0.65 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.127 

0.006 

0.121 

0.308 

254.99 

Over Exploited 



0.03 

0.00 

117,506.25 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Meenonka Kanthariya 

0829000503610900 

0.08 

0.05 

308.64 

0.06 

- 

0.06 

0.02 

0.31 

- 

- 

- 

- 

- 

- 

- 

0.057 

0.003 

0.054 

0.020 

36.91 

Safe 

Moda Khera 

0829000603622100 

0.03 

0.05 

267.45 

0.06 

- 

0.06 

0.05 

0.66 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.081 

0.004 

0.077 

0.176 

228.30 

Over Exploited 

Moti Khera 

0829000603620700 

0.04 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.03 

348.64 

0.03 

0.00 

0.03 

0.05 

0.65 

- 

0.0100 

0.0035 

0.0042 

0.004 

0.021 

0.021 

0.056 

0.003 

0.053 

0.124 

235.36 

Over Exploited 

Nahargarh 

0829000803650600 

0.05 

0.00 

48,452.94 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

4,791.03 

Over Exploited 

Nangpura 

0829000103532700 

0.04 

0.00 

17,280.66 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Narayanpura 

0829000103534400 

0.04 

0.04 

599.39 

0.05 

0.02 

0.06 

0.02 

0.28 

- 

0.0200 

- 

- 

0.013 

0.033 

0.033 

0.097 

0.005 

0.092 

0.206 

223.90 

Over Exploited 



0.06 

0.11 

230.15 

0.13 

0.03 

0.16 

0.03 

0.38 

- 

0.0300 

- 

- 

0.037 

0.067 

0.067 

0.229 

0.011 

0.218 

0.257 

117.93 

Over Exploited 

Narela 

0829000503595800 

0.06 

0.25 

(34.10) 

0.20 

0.03 

0.23 

0.05 

0.72 

- 

0.0300 

- 

- 

0.033 

0.063 

0.063 

0.292 

0.015 

0.277 

0.742 

267.51 

Over Exploited 

Nariya 

0829000603628900 

0.04 

0.00 

9,986.56 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.03 

0.01 

601.53 

0.02 

0.00 

0.02 

0.02 

0.30 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.029 

0.001 

0.028 

0.073 

262.09 

Over Exploited 

Nawabpura 

0829000803654800 

0.05 

0.02 

1,350.95 

0.03 

0.01 

0.04 

0.05 

0.70 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.056 

0.003 

0.053 

0.146 

273.33 

Over Exploited 

Neel Ka Khera 

0829000803647600 

0.07 

0.00 

4,282.57 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Netawal Maharaj 

0829000503596400 

0.06 

0.44 

104.42 

0.53 

0.06 

0.59 

0.05 

0.70 

- 

0.1500 

- 

- 

0.065 

0.215 

0.215 

0.807 

0.040 

0.767 

1.360 

177.44 

Over Exploited 

Nimbahera 

0829000603622600 

0.04 

0.28 

6.01 

0.29 

0.05 

0.35 

0.05 

0.64 

- 

0.0400 

- 

- 

0.081 

0.121 

0.121 

0.469 

0.023 

0.445 

0.369 

82.91 

Semi Critical 



0.04 

0.00 

7,854.38 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0004 

0.0005 

0.000 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

40.19 

Safe 

Odoond 

0829000503597000 

0.06 

0.34 

(4.14) 

0.33 

0.10 

0.42 

0.06 

0.76 

- 

0.1400 

- 

- 

0.071 

0.211 

0.211 

0.635 

0.032 

0.604 

1.293 

214.14 

Over Exploited 

Pachtoli 

0829000503610100 

0.08 

0.05 

132.92 

0.07 

0.00 

0.07 

0.04 

0.60 

- 

- 

- 

- 

0.000 

0.001 

0.001 

0.066 

0.003 

0.063 

0.038 

60.53 

Safe 



0.08 

0.00 

779.17 

0.00 

0.00 

0.00 

0.01 

0.15 

- 

- 

0.0003 

0.0004 

0.000 

0.001 

0.001 

0.005 

0.000 

0.005 

0.009 

196.44 

Over Exploited 

Palri 

0829000903666500 

0.07 

0.00 

1,606.16 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.016 

776.21 

Over Exploited 

Panch Deola 

0829000803649900 

0.05 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Panchli 

0829000503596500 

0.06 

0.18 

127.54 

0.22 

0.00 

0.22 

0.05 

0.69 

- 

0.0300 

- 

- 

0.005 

0.035 

0.035 

0.257 

0.013 

0.245 

0.239 

97.89 

Critical 

Pandoli 

0829000603622900 

0.04 

0.17 

123.93 

0.20 

0.03 

0.24 

0.04 

0.54 

- 

0.0700 

- 

- 

0.035 

0.105 

0.105 

0.342 

0.017 

0.325 

0.623 

191.95 

Over Exploited 



0.03 

0.00 

1,179.24 

0.01 

0.02 

0.02 

0.01 

0.10 

- 

0.0100 

- 

- 

0.024 

0.034 

0.034 

0.057 

0.003 

0.054 

0.119 

221.72 

Over Exploited 

Paotiya 

0829000503608000 

0.06 

0.11 

19.22 

0.14 

0.02 

0.15 

0.06 

0.78 

- 

0.0200 

- 

- 

0.008 

0.028 

0.028 

0.180 

0.009 

0.171 

0.226 

132.15 

Over Exploited 

Parliya 

0829000503609100 

0.06 

0.14 

122.67 

0.16 

0.01 

0.17 

0.06 

0.76 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.193 

0.010 

0.184 

0.206 

112.20 

Over Exploited 

Parsa Khera 

0829000603622700 

0.04 

0.03 

(18.28) 

0.03 

0.00 

0.03 

0.05 

0.65 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.036 

0.002 

0.035 

0.091 

262.88 

Over Exploited 

Pavli 

0829000103534300 

0.04 

0.08 

428.66 

0.09 

0.04 

0.13 

0.03 

0.46 

- 

0.0400 

- 

- 

0.039 

0.079 

0.079 

0.208 

0.010 

0.198 

0.414 

209.16 

Over Exploited 



0.06 

0.03 

651.64 

0.03 

0.01 

0.04 

0.02 

0.21 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.060 

0.003 

0.057 

0.174 

303.58 

Over Exploited 

Peepali 

0829000503607900 

0.06 

0.23 

62.67 

0.27 

0.01 

0.28 

0.05 

0.74 

- 

0.0400 

- 

- 

0.006 

0.046 

0.046 

0.331 

0.017 

0.314 

0.389 

123.63 

Over Exploited 

Purohiton Ka Sanwata 

0829000503595700 

0.06 

0.04 

- 

0.04 

0.00 

0.04 

0.02 

0.33 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.038 

0.004 

0.035 

0.024 

69.60 

Safe 

Raipuriya 

0829000103534200 

0.04 

0.00 

27,046.05 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.03 

403.54 

0.03 

- 

0.03 

0.02 

0.30 

- 

- 

- 

- 

- 

- 

- 

0.030 

0.002 

0.029 

0.019 

64.94 

Safe 

Raj pura 

0829000603622800 

0.04 

0.03 

(5.85) 

0.03 

0.00 

0.03 

0.05 

0.65 

- 

0.0100 

- 

- 

0.003 

0.014 

0.014 

0.045 

0.002 

0.043 

0.091 

211.10 

Over Exploited 

Rama Khera 

0829000503596000 

0.06 

0.05 

- 

0.05 

- 

0.05 

0.03 

0.48 

- 

- 

- 

- 

- 

- 

- 

0.050 

0.005 

0.045 

0.088 

197.48 

Over Exploited 

Rampuriya 

0829000503596800 

0.06 

0.05 

68.70 

0.07 

0.00 

0.07 

0.06 

0.75 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.076 

0.004 

0.073 

0.085 

116.48 

Over Exploited 

Ranchhor Pura 

0829000603623000 

0.04 

0.06 

118.88 

0.07 

0.00 

0.07 

0.05 

0.61 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.083 

0.004 

0.079 

0.142 

178.92 

Over Exploited 



0.03 

0.00 

3,391.20 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

3,158.17 

Over Exploited 

Reethola 

0829000503609600 

0.06 

0.06 

105.19 

0.08 

- 

0.08 

0.05 

0.70 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.087 

0.004 

0.082 

0.128 

155.04 

Over Exploited 

Ren Ka Khera 

0829000603623500 

0.04 

0.00 

2,617.00 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.005 

0.000 

0.005 

0.015 

298.66 

Over Exploited 



0.03 

0.00 

6,097.92 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

8,184.03 

Over Exploited 

Rewaliya Kalan 

0829000803647900 

0.07 

0.12 

247.49 

0.14 

0.00 

0.14 

0.04 

0.48 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.177 

0.009 

0.169 

0.274 

162.82 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Rewaliya Khurd 

082900080364770C 

8.546 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.017 

5.73 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rojra 

0829000503596100 

4.156 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.038 

-0.68 

0.012 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.014 

0.68 

0.71 


Rood 

0829000103530800 

8.647 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.591 

4.04 

0.015 

0.20 

0.03 

0.00 

0.00 

0.01 

0.50 

0.56 

0.77 

0.018 

0.40 

0.35 


Roop Pura 

0829000503608900 

2.190 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.463 

9.03 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.14 

0.04 

0.005 

0.46 

0.51 


Rughnath Pura 

0829000503610800 

1.233 

Fresh 

Non-command 

Non-command 

Shale 

1.233 

7.21 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.18 

0.16 

0.24 

0.004 

0.69 

0.78 


Rughnathpura 

0829000103533500 

0.195 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.188 

5.47 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.04 

0.05 

0.16 

0.001 

0.59 

0.55 


Sahnawa 

0829000503609700 

5.714 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.397 

6.50 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.17 

0.00 

0.008 

0.30 

0.32 







Non-command 

Shale 

0.378 

6.50 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.001 

0.05 

0.05 






Gambhiri 

Command 

Gneisses(B.G.C) 

1.175 

6.50 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.00 

0.004 

0.15 

0.16 







Command 

Shale 

1.187 

6.50 

0.015 

0.00 

0.00 

0.00 

0.00 

0.02 

0.10 

0.09 

0.01 

0.004 

0.15 

0.16 


Sajjanpura 

0829000503596300 

2.902 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.902 

3.57 

0.012 

0.04 

0.00 

0.00 

0.00 

0.00 

0.16 

0.15 

0.14 

0.010 

0.67 

0.70 


Samrathpura 

0829000603621900 

5.294 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.409 

5.33 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.001 

0.05 

0.05 







Non-command 

Gneisses(B.G.C) 

4.885 

5.33 

0.012 

0.03 

0.00 

0.00 

0.00 

0.01 

0.32 

0.31 

0.08 

0.017 

0.56 

0.60 


Sand 

0829000903666300 

8.394 

Fresh 

Non-command 

Non-command 

Limestone 

0.094 

6.14 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 







Non-command 

Shale 

6.962 

6.14 

0.015 

0.12 

0.02 

0.00 

0.00 

0.00 

0.74 

0.55 

0.47 

0.023 

0.55 

0.74 


Saropa 

0829000603621200 

5.404 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.148 

7.00 

0.012 

0.02 

0.00 

0.00 

0.00 

0.01 

0.10 

0.10 

0.09 

0.004 

0.13 

0.13 







Non-command 

Gneisses(B.G.C) 

4.256 

7.00 

0.012 

0.09 

0.00 

0.00 

0.00 

0.00 

0.43 

0.45 

0.34 

0.015 

0.48 

0.47 


Satpura 

0829000503608500 

3.412 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.412 

8.71 

0.012 

0.25 

0.04 

0.00 

0.00 

0.00 

0.55 

0.49 

0.97 

0.012 

0.68 

0.76 


Sawa 

0829000503611100 

13.707 

Fresh 

Non-command 

Non-command 

Shale 

4.924 

6.55 

0.015 

0.31 

0.01 

0.00 

0.00 

0.00 

0.78 

0.69 

0.39 

0.637 

0.25 

0.28 


Shergarh 

0829000903666100 

4.092 

Fresh 

Non-command 

Non-command 

Limestone 

0.003 

6.45 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Shivsingh Ka Khera 

0829000503608600 

2.466 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.466 

8.61 

0.012 

0.01 

0.00 

0.00 

0.00 

0.04 

0.22 

0.19 

0.03 

0.008 

0.66 

0.76 


Singhpur 

0829000603621700 

15.431 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

15.431 

4.49 

0.012 

0.16 

0.01 

0.00 

0.00 

0.02 

0.93 

0.92 

0.58 

0.055 

0.63 

0.64 


Sisodiyon Ka Sanwata 

0829000503595900 

4.571 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.571 

-0.86 

0.012 

0.07 

0.00 

0.00 

0.00 

0.12 

0.00 

0.00 

0.28 

0.016 

0.69 

0.70 


Sukhwara 

0829000803650300 

4.082 

Fresh 

Non-command 

Non-command 

Shale 

0.389 

8.31 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.33 

0.25 

0.04 

0.001 

0.06 

0.08 


Surajpura 

0829000603629100 

1.410 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.319 

4.37 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.05 

0.001 

0.13 

0.15 







Non-command 

Gneisses(B.G.C) 

1.091 

4.37 

0.012 

0.04 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.15 

0.004 

0.46 

0.52 


Tasbariya 

0829000603619900 

7.906 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.682 

3.19 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.04 

0.002 

0.05 

0.06 


Thukrawa 

0829000503609500 

2.541 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.452 

5.53 

0.012 

0.06 

0.01 

0.00 

0.00 

0.00 

0.21 

0.19 

0.21 

0.008 

0.70 

0.74 


Tumbariya 

0829000503596200 

3.337 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.337 

1.24 

0.012 

0.33 

0.02 

0.00 

0.00 

0.05 

0.31 

0.30 

1.32 

0.011 

0.68 

0.71 


Turkiya Kalan 

0829000603620900 

5.342 

Fresh 

Dindoli 

Command 

Phyllite & Schist 

4.154 

7.22 

0.012 

0.07 

0.00 

0.00 

0.00 

0.02 

0.40 

0.41 

0.28 

0.015 

0.47 

0.46 







Command 

Gneisses(B.G.C) 

1.188 

7.22 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.12 

0.08 

0.004 

0.14 

0.13 


Turkiya Khurd 

0829000603620600 

4.036 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.004 

6.79 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Dindoli 

Command 

Phyllite & Schist 

4.033 

6.79 

0.012 

0.08 

0.00 

0.00 

0.00 

0.02 

0.38 

0.36 

0.29 

0.014 

0.60 

0.62 


Wazeer Ganj 

0829000803650000 

1.584 

Fresh 

Non-command 

Non-command 

Shale 

0.177 

8.74 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.13 

0.01 

0.001 

0.08 

0.09 

07002022 

Ajan Khera 

0829000603625900 

3.526 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.043 

5.43 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Anjana 

0825000603035300 

6.515 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.515 

3.73 

0.015 

0.04 

0.00 

0.00 

0.00 

0.01 

0.40 

0.37 

0.11 

0.023 

0.46 

0.50 


Bari 

0829000603625200 

7.946 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.929 

4.04 

0.012 

0.02 

0.00 

0.00 

0.00 

0.06 

0.14 

0.16 

0.07 

0.013 

0.26 

0.23 






Mataji Ka Khera 

Command 

Phyllite & Schist 

4.017 

4.04 

0.012 

0.02 

0.00 

0.00 

0.00 

0.01 

0.20 

0.23 

0.07 

0.014 

0.27 

0.23 


Bhoopal Sagar 

0829000603626800 

13.772 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.045 

5.16 

0.012 

0.01 

0.00 

0.00 

0.00 

0.49 

-0.06 

-0.08 

0.00 

0.024 

0.27 

0.23 






Bhupalsagar 

Command 

Phyllite & Schist 

0.625 

5.16 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.00 

0.002 

0.02 

0.02 


Bhumlawas 

0826000103058300 

3.946 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.946 

5.32 

0.020 

0.04 

0.01 

0.00 

0.00 

0.03 

0.42 

0.42 

0.15 

0.020 

0.53 

0.53 


Chak Bhoopal Sagar 

0829000603626700 

1.323 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.323 

4.76 

0.012 

0.02 

0.00 

0.00 

0.00 

0.09 

0.00 

0.00 

0.06 

0.004 

0.53 

0.45 


Chak Papariya 

0829000603617200 

1.356 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.356 

2.91 

0.012 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.08 

0.18 

0.005 

0.47 

0.51 


Charana 

0825000603034200 

11.689 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.178 

4.20 

0.015 

0.04 

0.01 

0.00 

0.00 

0.05 

0.56 

0.50 

0.14 

0.032 

0.37 

0.41 







Non-command 

Gneisses(B.G.C) 

0.369 

4.20 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.01 

0.02 


Chauthpura 

0829000603617400 

5.553 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.090 

2.35 

0.012 

0.20 

0.03 

0.00 

0.00 

0.01 

0.27 

0.25 

0.78 

0.014 

0.38 

0.40 


Chawandiya 

0825000603035600 

4.711 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.862 

2.87 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.08 

0.08 

0.02 

0.006 

0.21 

0.20 







Non-command 

Gneisses(B.G.C) 

0.313 

2.87 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.03 

0.03 






Mataji Ka Khera 

Command 

Phyllite & Schist 

1.261 

2.87 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.02 

0.004 

0.14 

0.13 







Command 

Gneisses(B.G.C) 

1.275 

2.87 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.02 

0.004 

0.14 

0.13 


Chhapri 

0825000603035500 

3.773 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.243 

3.82 

0.015 

0.03 

0.00 

0.00 

0.00 

0.03 

0.18 

0.18 

0.09 

0.011 

0.43 

0.44 






Mataji Ka Khera 

Command 

Phyllite & Schist 

0.531 

3.82 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.002 

0.07 

0.07 


Chhdanga Ka Khera 

0825000603034100 

2.465 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.637 

4.26 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.002 

0.13 

0.14 







Non-command 

Gneisses(B.G.C) 

1.828 

4.26 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.02 

0.006 

0.36 

0.41 


Dariba (CT) 

0825000642504000 

7.699 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.964 

3.23 

0.015 

0.02 

0.00 

0.00 

0.00 

0.06 

0.25 

0.24 

0.04 

0.021 

0.37 

0.40 






Mataji Ka Khera 

Command 

Phyllite & Schist 

1.735 

3.23 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.07 

0.07 

0.01 

0.006 

0.11 

0.12 


Deoron Ka Khera 

0829000603619000 

3.605 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.004 

3.38 

0.012 

0.03 

0.00 

0.00 

0.00 

0.01 

0.13 

0.15 

0.12 

0.010 

0.45 

0.40 


Dhaneriya 

0825000603034000 

16.040 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.092 

3.55 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.12 

0.11 

0.04 

0.007 

0.07 

0.07 







Non-command 

Gneisses(B.G.C) 

13.493 

3.55 

0.012 

0.08 

0.01 

0.00 

0.00 

0.06 

0.58 

0.53 

0.27 

0.047 

0.43 

0.47 



0826000103057800 

11.485 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.748 

4.47 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.13 

0.05 

0.009 

0.08 

0.10 


Dhani 

0829000603617500 

3.263 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.267 

1.23 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.04 

0.04 


Fatehnagar (M) 

0826000142601000 

24.950 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.047 

4.53 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.26 

0.21 

0.09 

0.137 

0.04 

0.05 







Non-command 

Gneisses(B.G.C) 

8.711 

4.53 

0.020 

0.29 

0.01 

0.00 

0.00 

0.00 

1.07 

0.87 

0.40 

0.583 

0.19 

0.23 


Gadriyawas 

0829000603618700 

3.267 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.397 

1.03 

0.012 

0.04 

0.01 

0.00 

0.00 

0.00 

0.04 

0.05 

0.17 

0.005 

0.23 

0.22 


Ganeshpura 

0825000603032300 

0.759 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.331 

2.49 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.001 

0.23 

0.24 


Gawaradi 

0825000603035400 

8.757 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.459 

3.91 

0.015 

0.02 

0.00 

0.00 

0.00 

0.08 

0.38 

0.35 

0.03 

0.026 

0.41 

0.43 






Mataji Ka Khera 

Command 

Phyllite & Schist 

1.299 

3.91 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.00 

0.004 

0.07 

0.08 


Girdharipura 

0826000103058400 

2.477 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.099 

5.70 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.02 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Rewaliya Khurd 

0829000803647700 

0.07 

0.00 

86,665.30 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rojra 

0829000503596100 

0.06 

0.17 

- 

0.17 

0.00 

0.17 

0.05 

0.74 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.179 

0.018 

0.161 

0.272 

168.72 

Over Exploited 

Rood 

0829000103530800 

0.06 

0.14 

305.43 

0.17 

0.04 

0.21 

0.03 

0.44 

- 

0.0900 

- 

- 

0.020 

0.110 

0.110 

0.320 

0.016 

0.304 

0.791 

260.21 

Over Exploited 

Roop Pura 

0829000503608900 

0.06 

0.04 

258.51 

0.05 

0.00 

0.05 

0.04 

0.49 

- 

- 

- 

- 

0.000 

- 

- 

0.048 

0.002 

0.046 

0.048 

105.19 

Over Exploited 

Rughnath Pura 

0829000503610800 

0.08 

0.07 

132.41 

0.08 

0.01 

0.09 

0.06 

0.75 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.126 

0.006 

0.120 

0.248 

207.66 

Over Exploited 

Rughnathpura 

0829000103533500 

0.04 

0.00 

975.50 

0.01 

0.01 

0.02 

0.05 

0.64 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.038 

0.002 

0.036 

0.164 

449.28 

Over Exploited 

Sahnawa 

0829000503609700 

0.06 

0.04 

286.41 

0.05 

0.00 

0.05 

0.02 

0.32 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.054 

0.003 

0.052 

0.012 

23.70 

Safe 



0.08 

0.00 

2,254.21 

0.00 

0.00 

0.00 

0.00 

0.05 

- 

- 

- 

- 

0.000 

- 

- 

0.002 

0.000 

0.002 

0.001 

76.91 

Semi Critical 



0.06 

0.01 

670.29 

0.01 

0.00 

0.01 

0.01 

0.16 

- 

- 

0.0011 

0.0018 

0.004 

0.007 

0.007 

0.022 

0.001 

0.021 

0.008 

39.14 

Safe 



0.08 

0.01 

526.84 

0.02 

0.02 

0.04 

0.01 

0.16 

- 

- 

0.0011 

0.0018 

0.028 

0.031 

0.031 

0.067 

0.003 

0.064 

0.011 

17.29 

Safe 

Sajjanpura 

0829000503596300 

0.06 

0.12 

27.58 

0.14 

0.00 

0.14 

0.05 

0.72 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.169 

0.008 

0.160 

0.150 

93.58 

Critical 

Samrathpura 

0829000603621900 

0.04 

0.00 

3,204.05 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.006 

786.24 

Over Exploited 



0.03 

0.08 

268.63 

0.10 

0.01 

0.11 

0.05 

0.61 

- 

0.0100 

- 

- 

0.011 

0.021 

0.021 

0.127 

0.006 

0.121 

0.098 

81.32 

Semi Critical 

Sand 

0829000903666300 

0.08 

0.00 

15,235.39 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

12,989.75 

Over Exploited 



0.07 

0.27 

105.15 

0.32 

0.02 

0.34 

0.04 

0.60 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.394 

0.020 

0.374 

0.493 

131.75 

Over Exploited 

Saropa 

0829000603621200 

0.04 

0.01 

1,705.74 

0.01 

0.01 

0.02 

0.01 

0.14 

- 

0.0100 

- 

- 

0.022 

0.033 

0.033 

0.054 

0.003 

0.051 

0.093 

180.90 

Over Exploited 



0.03 

0.06 

623.97 

0.07 

0.00 

0.07 

0.04 

0.52 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.115 

0.006 

0.109 

0.353 

323.11 

Over Exploited 

Satpura 

0829000503608500 

0.06 

0.14 

255.25 

0.17 

0.04 

0.21 

0.05 

0.73 

- 

0.1100 

- 

- 

0.000 

0.110 

0.110 

0.317 

0.016 

0.301 

0.986 

327.41 

Over Exploited 

Sawa 

0829000503611100 

0.08 

0.10 

589.40 

0.12 

0.01 

0.13 

0.02 

0.27 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.169 

0.008 

0.161 

1.030 

639.72 

Over Exploited 

Shergarh 

0829000903666100 

0.08 

0.00 

283,908.90 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Shivsingh Ka Khera 

0829000503608600 

0.06 

0.10 

93.96 

0.12 

0.04 

0.15 

0.05 

0.72 

- 

- 

- 

- 

0.055 

0.056 

0.056 

0.210 

0.011 

0.200 

0.042 

21.29 

Safe 

Singhpur 

0829000603621700 

0.03 

0.29 

215.92 

0.35 

0.03 

0.38 

0.05 

0.68 

- 

0.0700 

- 

- 

0.023 

0.093 

0.093 

0.468 

0.023 

0.445 

0.638 

143.36 

Over Exploited 

Sisodiyon Ka Sanwata 

0829000503595900 

0.06 

0.19 

- 

0.19 

0.12 

0.30 

0.05 

0.74 

- 

0.0100 

- 

- 

0.174 

0.184 

0.184 

0.489 

0.049 

0.440 

0.291 

66.09 

Safe 

Sukhwara 

0829000803650300 

0.05 

0.00 

20,479.13 

0.00 

0.00 

0.00 

0.01 

0.07 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.010 

0.000 

0.009 

0.042 

456.44 

Over Exploited 

Surajpura 

0829000603629100 

0.04 

0.00 

1,349.89 

0.00 

- 

0.00 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.051 

451.56 

Over Exploited 



0.03 

0.02 

460.93 

0.02 

- 

0.02 

0.04 

0.50 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.038 

0.002 

0.036 

0.157 

432.98 

Over Exploited 

Tasbariya 

0829000603619900 

0.04 

0.00 

2,267.55 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

0.038 

2,599.77 

Over Exploited 

Thukrawa 

0829000503609500 

0.06 

0.10 

89.03 

0.12 

0.01 

0.13 

0.05 

0.75 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.153 

0.008 

0.145 

0.220 

151.81 

Over Exploited 

Tumbariya 

0829000503596200 

0.06 

0.14 

119.84 

0.16 

0.07 

0.23 

0.05 

0.74 

- 

0.0500 

- 

- 

0.068 

0.118 

0.118 

0.347 

0.017 

0.329 

1.333 

405.04 

Over Exploited 

Turkiya Kalan 

0829000603620900 

0.04 

0.07 

459.71 

0.09 

0.02 

0.11 

0.04 

0.51 

- 

0.0300 

0.0120 

0.0144 

0.029 

0.085 

0.085 

0.192 

0.010 

0.182 

0.291 

159.38 

Over Exploited 



0.03 

0.00 

2,447.42 

0.01 

- 

0.01 

0.01 

0.15 

- 

0.0100 

0.0034 

0.0041 

- 

0.018 

0.018 

0.023 

0.001 

0.022 

0.088 

397.32 

Over Exploited 

Turkiya Khurd 

0829000603620600 

0.04 

0.00 

369,635.95 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.09 

304.64 

0.11 

0.02 

0.12 

0.05 

0.65 

- 

0.0300 

0.0116 

0.0140 

0.025 

0.081 

0.081 

0.206 

0.010 

0.196 

0.304 

155.57 

Over Exploited 

Wazeer Ganj 

0829000803650000 

0.05 

0.00 

19,122.00 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.014 

1,802.14 

Over Exploited 

Ajan Khera 

0829000603625900 

0.06 

0.00 

13,626.02 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

30,830.67 

Over Exploited 

Anjana 

0825000603035300 

0.03 

0.09 

310.27 

0.11 

0.01 

0.11 

0.04 

0.50 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.134 

0.007 

0.128 

0.137 

106.88 

Over Exploited 

Bari 

0829000603625200 

0.06 

0.06 

154.99 

0.08 

0.06 

0.14 

0.02 

0.28 

- 

0.0100 

- 

- 

0.094 

0.104 

0.104 

0.243 

0.012 

0.231 

0.085 

36.89 

Safe 



0.06 

0.07 

248.97 

0.08 

0.01 

0.09 

0.02 

0.29 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.106 

0.005 

0.101 

0.086 

84.73 

Semi Critical 

Bhoopal Sagar 

0829000603626800 

0.06 

0.12 

(164.27) 

0.09 

0.49 

0.59 

0.02 

0.29 

- 

- 

- 

- 

0.738 

0.738 

0.738 

1.325 

0.066 

1.258 

0.024 

1.88 

Safe 



0.06 

0.00 

4,627.20 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0013 

0.0013 

- 

0.003 

0.003 

0.004 

0.000 

0.004 

0.002 

59.57 

Safe 

Bhumlawas 

0826000103058300 

0.05 

0.10 

298.62 

0.13 

0.04 

0.17 

0.04 

0.57 

- 

0.0200 

- 

- 

0.046 

0.066 

0.066 

0.232 

0.012 

0.220 

0.172 

77.84 

Semi Critical 

Chak Bhoopal Sagar 

0829000603626700 

0.06 

0.04 

(96.55) 

0.03 

0.09 

0.13 

0.04 

0.57 

- 

0.0100 

- 

- 

0.137 

0.147 

0.147 

0.273 

0.014 

0.259 

0.064 

24.88 

Safe 

Chak Papariya 

0829000603617200 

0.06 

0.04 

101.02 

0.05 

0.01 

0.06 

0.04 

0.51 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.077 

0.004 

0.073 

0.185 

251.98 

Over Exploited 

Charana 

0825000603034200 

0.03 

0.10 

395.14 

0.12 

0.06 

0.18 

0.03 

0.40 

- 

0.0200 

- 

- 

0.077 

0.097 

0.097 

0.279 

0.014 

0.265 

0.170 

64.01 

Safe 



0.04 

0.00 

7,225.68 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

0.007 

531.18 

Over Exploited 

Chauthpura 

0829000603617400 

0.06 

0.10 

167.46 

0.11 

0.04 

0.15 

0.03 

0.41 

- 

0.0900 

- 

- 

0.013 

0.103 

0.103 

0.256 

0.013 

0.243 

0.794 

326.03 

Over Exploited 

Chawandiya 

0825000603035600 

0.03 

0.01 

632.11 

0.01 

0.01 

0.02 

0.02 

0.22 

- 

- 

- 

- 

0.015 

0.015 

0.015 

0.039 

0.002 

0.037 

0.030 

82.37 

Semi Critical 



0.04 

0.00 

2,469.27 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.004 

814.30 

Over Exploited 



0.03 

0.01 

1,155.22 

0.01 

0.00 

0.01 

0.01 

0.15 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.010 

0.000 

0.009 

0.019 

211.98 

Over Exploited 



0.04 

0.01 

671.49 

0.01 

- 

0.01 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.008 

0.019 

232.96 

Over Exploited 

Chhapri 

0825000603035500 

0.03 

0.04 

325.22 

0.05 

0.03 

0.08 

0.03 

0.46 

- 

0.0100 

- 

- 

0.049 

0.059 

0.059 

0.141 

0.007 

0.134 

0.102 

76.47 

Semi Critical 



0.03 

0.00 

2,424.63 

0.00 

0.00 

0.00 

0.01 

0.08 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.004 

0.000 

0.004 

0.017 

396.17 

Over Exploited 

Chhdanga Ka Khera 

0825000603034100 

0.03 

0.00 

1,348.80 

0.00 

0.00 

0.00 

0.01 

0.14 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.006 

0.000 

0.006 

0.011 

195.92 

Over Exploited 



0.04 

0.03 

227.18 

0.03 

0.00 

0.04 

0.03 

0.39 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.041 

0.002 

0.039 

0.030 

78.11 

Semi Critical 

Dariba (CT) 

0825000642504000 

0.03 

0.07 

253.35 

0.08 

0.06 

0.14 

0.03 

0.40 

- 

- 

- 

- 

0.085 

0.085 

0.085 

0.222 

0.011 

0.211 

0.057 

26.88 

Safe 



0.03 

0.01 

1,133.47 

0.01 

0.01 

0.02 

0.01 

0.12 

- 

- 

- 

- 

0.014 

0.014 

0.014 

0.031 

0.002 

0.029 

0.018 

61.91 

Safe 

Deoron Ka Khera 

0829000603619000 

0.06 

0.08 

78.90 

0.10 

0.01 

0.11 

0.03 

0.48 

- 

- 

- 

- 

0.021 

0.021 

0.021 

0.134 

0.007 

0.127 

0.129 

101.69 

Over Exploited 

Dhaneriya 

0825000603034000 

0.03 

0.00 

2,445.35 

0.00 

0.01 

0.01 

0.01 

0.07 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.017 

0.001 

0.017 

0.046 

278.24 

Over Exploited 



0.04 

0.24 

125.45 

0.28 

0.07 

0.35 

0.03 

0.46 

- 

0.0300 

- 

- 

0.091 

0.121 

0.121 

0.475 

0.024 

0.451 

0.313 

69.31 

Safe 


0826000103057800 

0.05 

0.01 

1,885.82 

0.01 

- 

0.01 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.057 

328.72 

Over Exploited 

Dhani 

0829000603617500 

0.06 

0.00 

409.75 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.013 

1,601.99 

Over Exploited 

Fatehnagar (M) 

0826000142601000 

0.05 

0.00 

4,267.21 

0.01 

- 

0.01 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.015 

0.231 

1,549.07 

Over Exploited 



0.05 

0.08 

959.01 

0.10 

0.01 

0.11 

0.02 

0.20 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.148 

0.007 

0.141 

0.978 

694.07 

Over Exploited 

Gadriyawas 

0829000603618700 

0.06 

0.02 

137.53 

0.02 

0.01 

0.04 

0.02 

0.25 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.059 

0.003 

0.056 

0.178 

317.64 

Over Exploited 

Ganeshpura 

0825000603032300 

0.03 

0.00 

839.16 

0.00 

- 

0.00 

0.02 

0.25 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.038 

1,489.40 

Over Exploited 

Gawaradi 

0825000603035400 

0.03 

0.09 

289.80 

0.11 

0.08 

0.19 

0.03 

0.44 

- 

- 

- 

- 

0.119 

0.119 

0.119 

0.307 

0.015 

0.292 

0.053 

18.12 

Safe 



0.03 

0.00 

2,477.49 

0.00 

0.00 

0.00 

0.01 

0.08 

- 

- 

- 

- 

0.000 

0.001 

0.001 

0.004 

0.000 

0.004 

0.007 

191.55 

Over Exploited 

Girdharipura 

0826000103058400 

0.05 

0.00 

9,610.06 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

2,778.00 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Gneisses(B.G.C) 

2.378 

5.70 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.30 

0.28 

0.09 

0.012 

0.51 

0.54 


Goojariya Khera 

0829000603618800 

2.939 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.433 

0.95 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.05 

0.008 

0.44 

0.42 






Mataji Ka Khera 

Command 

Phyllite & Schist 

0.506 

0.95 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.09 

0.09 


Jagatsingh Ji Ka Khera 

0825000603033900 

0.890 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.890 

4.48 

0.012 

0.00 

0.00 

0.00 

0.00 

0.01 

0.03 

0.03 

0.01 

0.003 

0.49 

0.57 


Jajron Ka Khera 

0829000603625300 

1.874 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.032 

4.09 

0.012 

0.04 

0.01 

0.00 

0.00 

0.01 

0.07 

0.09 

0.17 

0.003 

0.29 

0.25 






Mataji Ka Khera 

Command 

Phyllite & Schist 

0.842 

4.09 

0.012 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.08 

0.14 

0.003 

0.24 

0.20 


Jashma 

0829000603618600 

28.242 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.518 

2.29 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.00 

0.005 

0.03 

0.03 


Kabra 

0825000603034700 

8.378 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.962 

0.84 

0.015 

0.06 

0.01 

0.00 

0.00 

0.04 

0.11 

0.11 

0.22 

0.028 

0.49 

0.51 






Mataji Ka Khera 

Command 

Phyllite & Schist 

0.408 

0.84 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.03 

0.03 


Kana Khera 

0829000603619200 

6.755 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.012 

3.39 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kankarwa 

0829000603625700 

18.999 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.928 

5.26 

0.012 

0.04 

0.00 

0.00 

0.00 

0.05 

0.59 

0.67 

0.13 

0.033 

0.28 

0.25 







Non-command 

Gneisses(B.G.C) 

7.356 

5.26 

0.012 

0.03 

0.00 

0.00 

0.00 

0.04 

0.44 

0.49 

0.09 

0.025 

0.21 

0.18 


Katiya Khera 

0825000603035100 

1.590 

Fresh 

Mataji Ka Khera 

Command 

Phyllite & Schist 

1.590 

3.54 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.02 

0.006 

0.49 

0.51 


Khartana 

0826000103058000 

8.132 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.094 

3.82 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Kheri 

0829000603625500 

2.175 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.175 

3.32 

0.012 

0.21 

0.03 

0.00 

0.00 

0.01 

0.26 

0.26 

0.85 

0.007 

0.53 

0.52 


Kotrii 

0825000603034800 

9.728 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.634 

2.20 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.16 

0.16 

0.20 

0.013 

0.19 

0.19 






Mataji Ka Khera 

Command 

Phyllite & Schist 

6.094 

2.20 

0.015 

0.09 

0.01 

0.00 

0.00 

0.13 

0.15 

0.15 

0.34 

0.021 

0.32 

0.32 


Ladpacha 

0825000603034300 

9.045 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.449 

3.96 

0.015 

0.09 

0.01 

0.00 

0.00 

0.02 

0.50 

0.46 

0.32 

0.026 

0.37 

0.41 


Laxmipura 

0825000603033300 

1.817 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.014 

2.75 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Loonera 

0829000603618900 

7.330 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.356 

3.42 

0.012 

0.05 

0.01 

0.00 

0.00 

0.00 

0.13 

0.15 

0.19 

0.008 

0.17 

0.15 






Mataji Ka Khera 

Command 

Phyllite & Schist 

4.974 

3.42 

0.012 

0.10 

0.01 

0.00 

0.00 

0.02 

0.27 

0.30 

0.39 

0.017 

0.36 

0.32 


Mahenduriya 

0825000603034400 

10.103 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.730 

2.92 

0.015 

0.04 

0.00 

0.00 

0.00 

0.03 

0.39 

0.36 

0.11 

0.030 

0.39 

0.43 


Makhanpuriya 

0825000603032800 

1.155 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.102 

3.10 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.08 

0.004 

0.48 

0.52 


Mali Khera 

0825000603033000 

2.249 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.253 

2.62 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.05 

0.06 


Man Khand 

0826000103058100 

4.857 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.256 

3.82 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.03 

0.03 


Manohar Kheri 

0829000603617300 

2.900 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.317 

4.66 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.001 

0.06 

0.06 


Mataji Ka Khera 

0825000603035200 

3.631 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.452 

3.82 

0.015 

0.01 

0.00 

0.00 

0.00 

0.05 

0.10 

0.09 

0.04 

0.008 

0.32 

0.34 






Mataji Ka Khera 

Command 

Phyllite & Schist 

1.179 

3.82 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.02 

0.004 

0.16 

0.17 


Matuniya 

0829000603626600 

1.655 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.512 

5.03 

0.012 

0.03 

0.00 

0.00 

0.00 

0.02 

0.10 

0.12 

0.10 

0.005 

0.49 

0.41 






Bhupalsagar 

Command 

Phyllite & Schist 

0.144 

5.03 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.05 

0.04 


Morath 

0826000103058200 

10.225 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

9.722 

2.92 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.63 

0.63 

0.21 

0.048 

0.50 

0.50 






Mataji Ka Khera 

Command 

Gneisses(B.G.C) 

0.399 

2.92 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.002 

0.02 

0.02 


Patoliya 

0829000603626100 

11.561 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.036 

4.26 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Peepawas 

0825000603035000 

6.647 

Fresh 

Mataji Ka Khera 

Command 

Phyllite & Schist 

6.624 

3.33 

0.015 

0.03 

0.00 

0.00 

0.00 

0.02 

0.34 

0.36 

0.10 

0.023 

0.52 

0.49 







Command 

Gneisses(B.G.C) 

0.023 

3.33 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Phalasiya 

0829000603625400 

10.995 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.307 

3.35 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.11 

0.02 

0.008 

0.11 

0.10 







Non-command 

Gneisses(B.G.C) 

1.522 

3.35 

0.012 

0.00 

0.00 

0.00 

0.00 

0.01 

0.05 

0.06 

0.01 

0.005 

0.07 

0.06 






Mataji Ka Khera 

Command 

Phyllite & Schist 

4.149 

3.35 

0.012 

0.01 

0.00 

0.00 

0.00 

0.01 

0.16 

0.18 

0.04 

0.014 

0.20 

0.17 







Command 

Gneisses(B.G.C) 

3.016 

3.35 

0.012 

0.01 

0.00 

0.00 

0.00 

0.01 

0.12 

0.14 

0.03 

0.010 

0.15 

0.13 


Rajpura 

0825000603034500 

4.103 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.993 

2.80 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.19 

0.18 

0.11 

0.014 

0.47 

0.51 


Ranawaton Ki Sadari 

0829000603625800 

3.829 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.887 

5.67 

0.012 

0.01 

0.00 

0.00 

0.00 

0.02 

0.18 

0.17 

0.01 

0.010 

0.40 

0.41 


Rawtiya 

0829000603626500 

8.479 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.265 

4.91 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.02 

0.01 






Bhupalsagar 

Command 

Phyllite & Schist 

0.040 

4.91 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rooppura @ Dhanna Khera 

0829000603619100 

2.998 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.913 

4.23 

0.012 

0.04 

0.00 

0.00 

0.00 

0.01 

0.12 

0.14 

0.16 

0.006 

0.34 

0.30 


Sadipura 

0829000603625600 

3.004 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.004 

3.75 

0.012 

0.04 

0.00 

0.00 

0.00 

0.01 

0.16 

0.17 

0.13 

0.010 

0.53 

0.48 


Shambhoo Pura 

0829000603625000 

1.159 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.680 

4.92 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.02 

0.002 

0.31 

0.26 


Shivpura 

0825000603032700 

2.205 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.014 

3.73 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Shoupura 

0825000603033200 

0.941 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.400 

2.66 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.19 

0.21 


Sindesarkhurd 

0825000603032900 

7.570 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.687 

3.09 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.002 

0.05 

0.05 


Sunariya Khera 

0825000603034600 

2.945 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.863 

2.85 

0.015 

0.04 

0.01 

0.00 

0.00 

0.07 

0.08 

0.08 

0.16 

0.010 

0.49 

0.52 


Udalpura 

0825000603034900 

4.754 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.025 

2.69 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Mataji Ka Khera 

Command 

Phyllite & Schist 

4.730 

2.69 

0.015 

0.03 

0.00 

0.00 

0.00 

0.03 

0.19 

0.20 

0.10 

0.016 

0.52 

0.49 


Usrol 

0829000603625100 

7.706 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.349 

4.29 

0.012 

0.01 

0.00 

0.00 

0.00 

0.11 

0.22 

0.26 

0.00 

0.021 

0.44 

0.37 

07002023 

Ajan Khera 

0829000603625900 

3.526 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.483 

5.43 

0.012 

0.16 

0.02 

0.00 

0.00 

0.02 

0.34 

0.31 

0.61 

0.012 

0.53 

0.59 


Akodra 

0825000703044400 

5.733 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.733 

4.23 

0.015 

0.03 

0.00 

0.00 

0.00 

0.03 

0.36 

0.28 

0.13 

0.007 

0.50 

0.65 



0826000103068600 

4.726 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.851 

4.18 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.01 

0.004 

0.10 

0.13 


Akola 

0829000603631800 

17.970 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

12.657 

3.11 

0.012 

0.02 

0.00 

0.00 

0.00 

0.03 

0.44 

0.44 

0.02 

0.043 

0.38 

0.38 






Bhupalsagar 

Command 

Phyllite & Schist 

0.542 

3.11 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.002 

0.02 

0.02 






Badgaon 

Command 

Phyllite & Schist 

4.772 

3.11 

0.012 

0.01 

0.00 

0.00 

0.00 

0.06 

0.12 

0.12 

0.01 

0.016 

0.14 

0.14 


AN 

0829000603630400 

0.502 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.502 

5.49 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.08 

0.002 

0.58 

0.64 


Amarpura 

0829000603632700 

2.382 

Fresh 

Badgaon 

Command 

Phyllite & Schist 

2.358 

4.09 

0.012 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.10 

0.09 

0.008 

0.53 

0.69 


Amli 

0826000103068500 

5.584 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.584 

4.30 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.53 

0.39 

0.19 

0.028 

0.54 

0.73 


Anoppura 

0829000603617600 

8.149 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.841 

2.97 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.02 

0.010 

0.19 

0.19 


Arniya 

0829000603628700 

2.112 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.112 

4.94 

0.012 

0.07 

0.01 

0.00 

0.00 

0.04 

0.14 

0.13 

0.28 

0.008 

0.59 

0.67 


Babariya Khera 

0829000603632400 

2.009 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.009 

3.62 

0.012 

0.08 

0.01 

0.00 

0.00 

0.00 

0.15 

0.12 

0.31 

0.007 

0.54 

0.69 


Babrana 

0829000603627600 

9.877 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.067 

4.94 

0.012 

0.02 

0.00 

0.00 

0.00 

0.03 

0.51 

0.53 

0.05 

0.031 

0.50 

0.48 






Bhupalsagar 

Command 

Phyllite & Schist 

0.810 

4.94 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.01 

0.003 

0.05 

0.04 


Badar Ka Khera 

0829000503608800 

0.959 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.372 

9.50 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.04 

0.001 

0.26 

0.30 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.05 

0.06 

366.10 

0.07 

- 

0.07 

0.04 

0.55 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.083 

0.004 

0.079 

0.097 

122.70 

Over Exploited 

Goojariya Khera 

082900060361880C 

0.06 

0.07 

(29.46) 

0.05 

0.00 

0.05 

0.03 

0.47 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.069 

0.003 

0.065 

0.062 

95.30 

Critical 



0.06 

0.00 

72.41 

0.00 

0.00 

0.00 

0.01 

0.10 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.005 

0.000 

0.005 

0.014 

265.61 

Over Exploited 

Jagatsingh Ji Ka Khera 

0825000603033900 

0.04 

0.02 

62.52 

0.02 

0.01 

0.04 

0.04 

0.53 

- 

- 

- 

- 

0.021 

0.021 

0.021 

0.056 

0.003 

0.054 

0.015 

28.18 

Safe 

Jajron Ka Khera 

0829000603625300 

0.06 

0.02 

359.35 

0.02 

0.02 

0.04 

0.02 

0.31 

- 

0.0200 

- 

- 

0.009 

0.029 

0.029 

0.067 

0.003 

0.063 

0.177 

279.99 

Over Exploited 



0.06 

0.01 

534.59 

0.01 

0.01 

0.03 

0.02 

0.26 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.052 

0.003 

0.049 

0.141 

285.80 

Over Exploited 

Jashma 

0829000603618600 

0.06 

0.00 

1,274.04 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.007 

0.000 

0.007 

0.005 

75.02 

Semi Critical 

Kabra 

0825000603034700 

0.03 

0.12 

(5.76) 

0.11 

0.05 

0.16 

0.04 

0.53 

- 

0.0200 

- 

- 

0.055 

0.075 

0.075 

0.232 

0.012 

0.220 

0.243 

110.03 

Over Exploited 



0.03 

0.00 

1,523.01 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

2,965.18 

Over Exploited 

Kana Khera 

0829000603619200 

0.06 

0.00 

72,551.86 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kankarwa 

0829000603625700 

0.06 

0.17 

291.75 

0.20 

0.05 

0.25 

0.02 

0.30 

- 

0.0100 

- 

- 

0.070 

0.080 

0.080 

0.331 

0.017 

0.315 

0.161 

51.32 

Safe 



0.05 

0.08 

551.85 

0.09 

0.04 

0.13 

0.01 

0.22 

- 

0.0100 

- 

- 

0.053 

0.063 

0.063 

0.189 

0.009 

0.180 

0.115 

63.80 

Safe 

Katiya Khera 

0825000603035100 

0.03 

0.02 

279.72 

0.03 

0.00 

0.03 

0.04 

0.54 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.033 

0.002 

0.031 

0.027 

85.18 

Semi Critical 

Khartana 

0826000103058000 

0.05 

0.00 

18,701.15 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

10,390.23 

Over Exploited 

Kheri 

0829000603625500 

0.05 

0.06 

350.85 

0.07 

0.04 

0.11 

0.04 

0.57 

- 

0.1000 

- 

- 

0.009 

0.109 

0.109 

0.214 

0.011 

0.204 

0.852 

418.31 

Over Exploited 

Kotrii 

0825000603034800 

0.03 

0.02 

652.98 

0.02 

0.01 

0.04 

0.02 

0.21 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.058 

0.003 

0.055 

0.215 

388.41 

Over Exploited 



0.03 

0.06 

156.98 

0.07 

0.14 

0.21 

0.03 

0.34 

- 

0.0400 

- 

- 

0.193 

0.233 

0.233 

0.442 

0.022 

0.420 

0.365 

87.01 

Semi Critical 

Ladpacha 

0825000603034300 

0.03 

0.08 

449.70 

0.10 

0.03 

0.13 

0.03 

0.40 

- 

0.0400 

- 

- 

0.037 

0.077 

0.077 

0.211 

0.011 

0.201 

0.341 

169.84 

Over Exploited 

Laxmipura 

0825000603033300 

0.03 

0.00 

38,506.82 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Loonera 

0829000603618900 

0.06 

0.02 

497.05 

0.03 

0.01 

0.04 

0.01 

0.18 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.061 

0.003 

0.058 

0.199 

342.68 

Over Exploited 



0.06 

0.11 

170.66 

0.13 

0.03 

0.16 

0.03 

0.39 

- 

0.0400 

- 

- 

0.028 

0.068 

0.068 

0.230 

0.011 

0.218 

0.402 

184.25 

Over Exploited 

Mahenduriya 

0825000603034400 

0.03 

0.10 

248.93 

0.12 

0.03 

0.16 

0.03 

0.43 

- 

0.0100 

- 

- 

0.049 

0.059 

0.059 

0.216 

0.011 

0.205 

0.144 

70.41 

Semi Critical 

Makhanpuriya 

0825000603032800 

0.03 

0.02 

287.21 

0.02 

0.00 

0.02 

0.04 

0.52 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.041 

0.002 

0.039 

0.085 

218.32 

Over Exploited 

Mali Khera 

0825000603033000 

0.03 

0.00 

2,138.36 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.013 

2,778.09 

Over Exploited 

Man Khand 

0826000103058100 

0.05 

0.00 

4,314.03 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

1,781.36 

Over Exploited 

Manohar Kheri 

0829000603617300 

0.06 

0.00 

2,179.36 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.037 

2,952.68 

Over Exploited 

Mataji Ka Khera 

0825000603035200 

0.03 

0.02 

291.39 

0.03 

0.05 

0.08 

0.03 

0.35 

- 

- 

- 

- 

0.078 

0.078 

0.078 

0.158 

0.008 

0.150 

0.050 

33.68 

Safe 



0.03 

0.01 

1,167.52 

0.01 

0.00 

0.01 

0.01 

0.17 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.015 

0.001 

0.014 

0.025 

174.54 

Over Exploited 

Matuniya 

0829000603626600 

0.06 

0.05 

165.20 

0.05 

0.02 

0.07 

0.03 

0.52 

- 

0.0100 

- 

- 

0.024 

0.034 

0.034 

0.104 

0.005 

0.099 

0.109 

109.96 

Over Exploited 



0.06 

0.00 

2,297.16 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

0.0002 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.006 

688.91 

Over Exploited 

Morath 

0826000103058200 

0.05 

0.24 

158.38 

0.29 

0.01 

0.30 

0.04 

0.54 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.322 

0.016 

0.306 

0.253 

82.85 

Semi Critical 



0.05 

0.00 

5,579.39 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

2,347.81 

Over Exploited 

Patoliya 

0829000603626100 

0.06 

0.00 

7,817.26 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.004 

0.000 

0.004 

0.000 

3.38 

Safe 

Peepawas 

0825000603035000 

0.03 

0.10 

250.54 

0.12 

0.02 

0.14 

0.04 

0.55 

- 

0.0100 

- 

- 

0.031 

0.041 

0.041 

0.185 

0.009 

0.176 

0.127 

72.16 

Semi Critical 



0.04 

0.00 

57,808.01 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Phalasiya 

0829000603625400 

0.06 

0.02 

596.83 

0.02 

0.00 

0.02 

0.01 

0.12 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.027 

0.001 

0.025 

0.032 

125.32 

Over Exploited 



0.05 

0.01 

980.17 

0.01 

0.01 

0.01 

0.00 

0.08 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.022 

0.001 

0.021 

0.017 

81.61 

Semi Critical 



0.06 

0.05 

249.42 

0.06 

0.01 

0.08 

0.01 

0.21 

- 

- 

- 

- 

0.021 

0.021 

0.021 

0.097 

0.005 

0.092 

0.050 

54.07 

Safe 



0.05 

0.02 

524.08 

0.03 

0.01 

0.03 

0.01 

0.16 

- 

- 

- 

- 

0.011 

0.011 

0.011 

0.044 

0.002 

0.042 

0.040 

95.22 

Critical 

Rajpura 

0825000603034500 

0.03 

0.06 

214.82 

0.07 

0.01 

0.07 

0.04 

0.51 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.092 

0.005 

0.087 

0.119 

136.64 

Over Exploited 

Ranawaton Ki Sadari 

0829000603625800 

0.06 

0.07 

139.69 

0.09 

0.02 

0.11 

0.03 

0.43 

- 

- 

- 

- 

0.032 

0.032 

0.032 

0.140 

0.007 

0.133 

0.022 

16.38 

Safe 

Rawtiya 

0829000603626500 

0.06 

0.00 

6,432.76 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

2,218.95 

Over Exploited 



0.06 

0.00 

42,831.13 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rooppura @ Dhanna Khera 

0829000603619100 

0.06 

0.04 

244.44 

0.05 

0.01 

0.06 

0.02 

0.36 

- 

0.0100 

- 

- 

0.020 

0.030 

0.030 

0.091 

0.005 

0.086 

0.162 

187.88 

Over Exploited 

Sadipura 

0829000603625600 

0.05 

0.08 

117.14 

0.10 

0.01 

0.11 

0.04 

0.57 

- 

0.0100 

- 

- 

0.019 

0.029 

0.029 

0.137 

0.007 

0.131 

0.142 

108.88 

Over Exploited 

Shambhoo Pura 

0829000603625000 

0.06 

0.01 

334.31 

0.02 

0.00 

0.02 

0.02 

0.33 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.017 

0.001 

0.016 

0.026 

165.00 

Over Exploited 

Shivpura 

0825000603032700 

0.03 

0.00 

51,193.62 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Shoupura 

0825000603033200 

0.03 

0.00 

536.81 

0.00 

0.00 

0.00 

0.02 

0.21 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

0.000 

0.003 

0.010 

353.24 

Over Exploited 

Sindesarkhurd 

0825000603032900 

0.03 

0.00 

2,857.91 

0.00 

0.00 

0.00 

0.00 

0.05 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.004 

0.000 

0.004 

0.017 

421.84 

Over Exploited 

Sunariya Khera 

0825000603034600 

0.03 

0.04 

83.40 

0.05 

0.08 

0.13 

0.04 

0.53 

- 

0.0200 

- 

- 

0.105 

0.125 

0.125 

0.255 

0.013 

0.242 

0.171 

70.49 

Semi Critical 

Udalpura 

0825000603034900 

0.03 

0.00 

54,918.56 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.07 

175.38 

0.09 

0.03 

0.12 

0.04 

0.56 

- 

0.0100 

- 

- 

0.043 

0.053 

0.053 

0.170 

0.008 

0.161 

0.116 

72.09 

Semi Critical 

Usrol 

0829000603625100 

0.06 

0.17 

48.98 

0.21 

0.11 

0.31 

0.03 

0.47 

- 

- 

- 

- 

0.158 

0.158 

0.158 

0.470 

0.023 

0.446 

0.021 

4.79 

Safe 

Ajan Khera 

0829000603625900 

0.06 

0.11 

169.61 

0.14 

0.04 

0.17 

0.04 

0.57 

- 

0.0700 

- 

- 

0.024 

0.094 

0.094 

0.266 

0.013 

0.253 

0.625 

246.97 

Over Exploited 

Akodra 

0825000703044400 

0.05 

0.14 

93.19 

0.17 

0.03 

0.21 

0.04 

0.54 

- 

0.0200 

- 

- 

0.051 

0.071 

0.071 

0.276 

0.014 

0.262 

0.137 

52.21 

Safe 


0826000103068600 

0.05 

0.00 

1,177.82 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.014 

304.18 

Over Exploited 

Akola 

0829000603631800 

0.06 

0.29 

49.55 

0.35 

0.03 

0.38 

0.03 

0.41 

- 

- 

- 

- 

0.046 

0.046 

0.046 

0.430 

0.021 

0.408 

0.063 

15.34 

Safe 



0.06 

0.00 

3,430.22 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

0.0009 

0.0011 

0.000 

0.003 

0.003 

0.003 

0.000 

0.003 

0.002 

55.87 

Safe 



0.06 

0.04 

193.27 

0.05 

0.06 

0.11 

0.01 

0.15 

- 

- 

0.0065 

0.0079 

0.086 

0.101 

0.101 

0.208 

0.010 

0.198 

0.030 

15.19 

Safe 

Ali 

0829000603630400 

0.05 

0.01 

219.50 

0.02 

0.00 

0.02 

0.05 

0.63 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.028 

0.001 

0.027 

0.082 

307.21 

Over Exploited 

Amarpura 

0829000603632700 

0.06 

0.08 

35.22 

0.09 

0.00 

0.10 

0.06 

0.59 

- 

0.0100 

0.0024 

0.0039 

0.007 

0.023 

0.023 

0.120 

0.006 

0.114 

0.098 

86.09 

Semi Critical 

Amli 

0826000103068500 

0.05 

0.15 

158.26 

0.18 

0.01 

0.19 

0.06 

0.59 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.219 

0.011 

0.208 

0.219 

105.07 

Over Exploited 

Anoppura 

0829000603617600 

0.06 

0.03 

201.50 

0.04 

0.00 

0.04 

0.02 

0.20 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.050 

0.002 

0.047 

0.028 

58.39 

Safe 

Arniya 

0829000603628700 

0.03 

0.04 

238.10 

0.04 

0.05 

0.09 

0.05 

0.64 

- 

0.0300 

- 

- 

0.055 

0.085 

0.085 

0.176 

0.009 

0.167 

0.289 

172.54 

Over Exploited 

Babariya Khera 

0829000603632400 

0.06 

0.07 

80.72 

0.08 

0.01 

0.09 

0.05 

0.59 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.120 

0.006 

0.114 

0.313 

275.08 

Over Exploited 

Babrana 

0829000603627600 

0.06 

0.28 

89.43 

0.34 

0.03 

0.37 

0.04 

0.54 

- 

0.0100 

- 

- 

0.040 

0.050 

0.050 

0.415 

0.021 

0.394 

0.079 

19.92 

Safe 



0.06 

0.00 

2,049.73 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

0.0007 

0.0008 

- 

0.002 

0.002 

0.004 

0.000 

0.004 

0.009 

218.36 

Over Exploited 

Badar Ka Khera 

0829000503608800 

0.06 

0.01 

651.12 

0.01 

- 

0.01 

0.02 

0.28 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.040 

608.68 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Badwai 

082900060363250C 

3.942 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.455 

3.65 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.002 

0.06 

0.08 






Badgaon 

Command 

Phyllite & Schist 

2.283 

3.65 

0.012 

0.06 

0.01 

0.00 

0.00 

0.00 

0.15 

0.11 

0.22 

0.008 

0.31 

0.41 







Command 

Gneisses(B.G.C) 

1.203 

3.65 

0.012 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.13 

0.004 

0.16 

0.22 


Balad 

0829000603624500 

3.006 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.223 

4.67 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.04 

0.004 

0.22 

0.19 






Bhupalsagar 

Command 

Phyllite & Schist 

1.783 

4.67 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.13 

0.06 

0.006 

0.32 

0.27 


Balarada 

0829000603623400 

4.790 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.308 

4.50 

0.012 

0.04 

0.00 

0.00 

0.00 

0.01 

0.20 

0.18 

0.16 

0.012 

0.41 

0.47 


Baldiyon Ka Kera 

0829000603626300 

3.269 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.223 

3.67 

0.012 

0.05 

0.01 

0.00 

0.00 

0.01 

0.17 

0.19 

0.19 

0.011 

0.53 

0.46 






Bhupalsagar 

Command 

Phyllite & Schist 

0.046 

3.67 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Banediya 

0825000603029900 

9.486 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.495 

4.85 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.02 

0.002 

0.02 

0.03 


Bargaon 

0826000103068700 

9.704 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.679 

3.51 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.03 

0.003 

0.04 

0.05 







Non-command 

Gneisses(B.G.C) 

6.168 

3.51 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.50 

0.37 

0.26 

0.031 

0.34 

0.46 






Badgaon 

Command 

Gneisses(B.G.C) 

2.857 

3.51 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.24 

0.18 

0.12 

0.014 

0.16 

0.21 


Bariyar 

0826000103057000 

12.571 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.325 

5.09 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.002 

0.01 

0.02 


Basani Kalan 

0826000103058500 

4.025 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.915 

5.68 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.47 

0.35 

0.15 

0.019 

0.54 

0.73 






Bagolia 

Command 

Gneisses(B.G.C) 

0.110 

5.68 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.02 


Bawriya Khera 

0826000103068100 

1.721 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.721 

4.48 

0.020 

0.04 

0.01 

0.00 

0.00 

0.01 

0.17 

0.12 

0.17 

0.009 

0.54 

0.75 


Beeka Khera 

0826000103067900 

4.911 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.911 

4.91 

0.020 

0.08 

0.01 

0.00 

0.00 

0.01 

0.54 

0.39 

0.31 

0.024 

0.54 

0.74 


Beer Ghas 

0826000103059600 

4.341 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.146 

5.12 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.03 

0.006 

0.15 

0.20 






Bagolia 

Command 

Gneisses(B.G.C) 

2.091 

5.12 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.23 

0.17 

0.05 

0.010 

0.27 

0.36 


Bhagwanpura 

0829000603628500 

2.012 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.012 

6.21 

0.012 

0.01 

0.00 

0.00 

0.00 

0.01 

0.14 

0.13 

0.02 

0.007 

0.58 

0.63 



0826000103068000 

1.439 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.439 

4.81 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.11 

0.07 

0.007 

0.54 

0.75 


Bhawali 

0826000103058800 

4.913 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.489 

4.28 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.43 

0.32 

0.20 

0.022 

0.51 

0.68 






Bagolia 

Command 

Gneisses(B.G.C) 

0.424 

4.28 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.02 

0.002 

0.05 

0.06 


Bheela Khera 

0826000103068900 

4.787 

Fresh 

Badgaon 

Command 

Phyllite & Schist 

0.002 

4.55 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Gneisses(B.G.C) 

0.056 

4.55 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.01 


Bhoopal Nagar 

0829000603627300 

8.327 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.794 

3.63 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.00 

0.003 

0.05 

0.04 






Bhupalsagar 

Command 

Phyllite & Schist 

7.533 

3.63 

0.012 

0.01 

0.00 

0.00 

0.00 

0.02 

0.31 

0.36 

0.02 

0.025 

0.48 

0.42 


Bhoopal Sagar 

0829000603626800 

13.772 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.627 

5.16 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.18 

0.00 

0.009 

0.10 

0.09 






Bhupalsagar 

Command 

Phyllite & Schist 

3.474 

5.16 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.24 

0.00 

0.012 

0.13 

0.11 


Binoda Khera 

0829000603619600 

4.008 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.008 

2.47 

0.012 

0.04 

0.01 

0.00 

0.00 

0.02 

0.12 

0.11 

0.16 

0.014 

0.59 

0.67 


Bond @ Bool 

0829000603626900 

3.647 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.496 

5.17 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.13 

0.07 

0.005 

0.22 

0.18 






Bhupalsagar 

Command 

Phyllite & Schist 

2.151 

5.17 

0.012 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.19 

0.09 

0.007 

0.31 

0.26 


Chakura 

0829000603634700 

2.662 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.200 

7.35 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.001 

0.04 

0.04 






Badgaon 

Command 

Phyllite & Schist 

2.462 

7.35 

0.012 

0.11 

0.02 

0.00 

0.00 

0.01 

0.29 

0.30 

0.43 

0.009 

0.48 

0.47 


Chakuri 

0829000603634800 

2.394 

Fresh 

Badgaon 

Command 

Phyllite & Schist 

2.281 

7.05 

0.012 

0.05 

0.01 

0.00 

0.00 

0.00 

0.22 

0.23 

0.21 

0.008 

0.49 

0.47 


Chamanpura 

0829000103532900 

2.518 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.063 

4.39 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Chamariya Khera 

0826000103057600 

5.250 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.250 

3.75 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.40 

0.30 

0.06 

0.026 

0.54 

0.72 


Changeri 

0826000103067800 

16.352 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.635 

4.99 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.28 

0.21 

0.06 

0.013 

0.09 

0.12 







Non-command 

Gneisses(B.G.C) 

13.717 

4.99 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

1.46 

1.10 

0.31 

0.068 

0.45 

0.60 


Charana 

0825000603034200 

11.689 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.217 

4.20 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.02 

0.004 

0.05 

0.05 







Non-command 

Gneisses(B.G.C) 

0.570 

4.20 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.002 

0.02 

0.03 


Chaukha Khera 

0829000603620000 

1.672 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.681 

3.06 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.05 

0.002 

0.24 

0.28 


Chokri 

0829000603632000 

2.741 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.741 

2.89 

0.012 

0.14 

0.02 

0.00 

0.00 

0.00 

0.21 

0.19 

0.54 

0.009 

0.53 

0.60 


Choondawat Kheri 

0826000103068400 

4.421 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.430 

4.45 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.35 

0.25 

0.17 

0.017 

0.42 

0.56 







Non-command 

Gneisses(B.G.C) 

0.991 

4.45 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.05 

0.005 

0.12 

0.16 


Chorwari 

0829000603632100 

8.090 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.090 

3.35 

0.012 

0.28 

0.04 

0.00 

0.00 

0.03 

0.52 

0.46 

1.09 

0.027 

0.54 

0.60 


Dama Khera 

0829000603623900 

4.235 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.194 

5.01 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.03 

0.03 







Non-command 

Gneisses(B.G.C) 

4.042 

5.01 

0.012 

0.12 

0.02 

0.00 

0.00 

0.02 

0.31 

0.28 

0.48 

0.014 

0.56 

0.64 


Danta 

0829000603627800 

7.997 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.949 

8.58 

0.012 

0.09 

0.00 

0.00 

0.00 

0.02 

0.85 

0.85 

0.32 

0.028 

0.55 

0.56 






Bhupalsagar 

Command 

Phyllite & Schist 

0.048 

8.58 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dareeba 

0829000603632800 

2.043 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.085 

3.47 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.03 






Badgaon 

Command 

Phyllite & Schist 

1.958 

3.47 

0.012 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.12 

0.007 

0.51 

0.65 


Daulat Pura 

0829000803648100 

4.644 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.368 

8.38 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.33 

0.27 

0.09 

0.009 

0.33 

0.40 


Daulatpura 

0829000603633200 

2.144 

Fresh 

Badgaon 

Command 

Phyllite & Schist 

1.781 

5.15 

0.012 

0.07 

0.00 

0.00 

0.00 

0.00 

0.18 

0.14 

0.26 

0.006 

0.44 

0.57 


Dautri 

0829000803648600 

4.420 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.420 

8.11 

0.015 

0.06 

0.01 

0.00 

0.00 

0.02 

0.57 

0.44 

0.23 

0.017 

0.64 

0.83 


Delwas 

0829000803649300 

3.450 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.424 

6.82 

0.015 

0.01 

0.00 

0.00 

0.00 

0.02 

0.14 

0.10 

0.03 

0.005 

0.27 

0.37 


Deoji Ka Khera 

0826000103057500 

3.510 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.510 

4.21 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.30 

0.24 

0.01 

0.017 

0.51 

0.65 


Deoriya 

0829000603619700 

4.123 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.123 

3.07 

0.012 

0.10 

0.01 

0.00 

0.00 

0.01 

0.23 

0.20 

0.37 

0.015 

0.59 

0.66 


Deoron Ka Khera 

0829000603619000 

3.605 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.601 

3.38 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.03 

0.002 

0.09 

0.08 


Devpuriya 

0829000103532600 

3.785 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.064 

4.37 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Dhamana 

0829000603618000 

9.991 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.660 

4.39 

0.012 

0.05 

0.01 

0.00 

0.00 

0.05 

0.48 

0.44 

0.17 

0.034 

0.56 

0.61 


Dhaneriya 

0825000603034000 

16.040 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.455 

3.55 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.002 

0.01 

0.02 



0826000103057800 

11.485 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

9.737 

4.47 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.94 

0.76 

0.27 

0.048 

0.43 

0.53 


Dhani 

0829000603617500 

3.263 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.621 

1.23 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.06 

0.005 

0.26 

0.27 


Dhanna Ki Bhagal 

0829000603634400 

2.321 

Fresh 

Badgaon 

Command 

Phyllite & Schist 

1.822 

5.32 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.02 

0.006 

0.41 

0.46 


Dharta 

0826000103067400 

5.556 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.063 

4.20 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.01 


Dheeli 

0825000603033700 

6.506 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.100 

4.62 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.04 

0.004 

0.08 

0.10 







Non-command 

Gneisses(B.G.C) 

4.658 

4.62 

0.012 

0.04 

0.01 

0.00 

0.00 

0.02 

0.26 

0.22 

0.15 

0.016 

0.34 

0.41 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Badwai 

0829000603632500 

0.06 

0.00 

1,154.46 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.040 

1,995.49 

Over Exploited 



0.06 

0.04 

149.67 

0.05 

0.01 

0.06 

0.03 

0.34 

- 

0.0200 

0.0031 

0.0038 

- 

0.027 

0.027 

0.089 

0.004 

0.085 

0.223 

262.38 

Over Exploited 



0.05 

0.01 

510.40 

0.01 

0.00 

0.01 

0.02 

0.18 

- 

0.0100 

0.0016 

0.0020 

0.000 

0.014 

0.014 

0.026 

0.001 

0.025 

0.131 

526.56 

Over Exploited 

Balad 

0829000603624500 

0.06 

0.02 

434.19 

0.02 

0.00 

0.02 

0.01 

0.23 

- 

- 

- 

- 

0.000 

0.001 

0.001 

0.021 

0.001 

0.020 

0.046 

236.45 

Over Exploited 



0.06 

0.03 

271.07 

0.04 

0.00 

0.05 

0.02 

0.34 

- 

0.0100 

0.0030 

0.0037 

0.007 

0.023 

0.023 

0.070 

0.003 

0.066 

0.068 

102.54 

Over Exploited 

Balarada 

0829000603623400 

0.04 

0.05 

253.74 

0.06 

0.01 

0.07 

0.04 

0.44 

- 

0.0200 

- 

- 

0.012 

0.032 

0.032 

0.101 

0.005 

0.095 

0.170 

177.82 

Over Exploited 

Baldiyon Ka Kera 

0829000603626300 

0.06 

0.10 

81.90 

0.13 

0.02 

0.14 

0.04 

0.56 

- 

0.0200 

- 

- 

0.013 

0.033 

0.033 

0.177 

0.009 

0.168 

0.197 

117.36 

Over Exploited 



0.06 

0.00 

10,475.68 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Banediya 

0825000603029900 

0.03 

0.00 

11,442.55 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.022 

5,388.27 

Over Exploited 

Bargaon 

0826000103068700 

0.05 

0.00 

3,091.37 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.031 

2,061.31 

Over Exploited 



0.05 

0.10 

253.56 

0.13 

0.01 

0.14 

0.04 

0.38 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.166 

0.008 

0.158 

0.294 

186.30 

Over Exploited 



0.05 

0.02 

688.27 

0.03 

- 

0.03 

0.02 

0.17 

- 

0.0100 

0.0039 

0.0047 

- 

0.019 

0.019 

0.046 

0.002 

0.043 

0.138 

318.90 

Over Exploited 

Bariyar 

0826000103057000 

0.05 

0.00 

10,380.89 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

2,845.42 

Over Exploited 

Basani Kalan 

0826000103058500 

0.05 

0.10 

233.98 

0.13 

0.01 

0.14 

0.05 

0.58 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.156 

0.008 

0.148 

0.170 

115.04 

Over Exploited 



0.05 

0.00 

11,029.37 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

3,761.65 

Over Exploited 

Bawriya Khera 

0826000103068100 

0.05 

0.05 

164.13 

0.06 

0.02 

0.08 

0.06 

0.59 

- 

0.0200 

- 

- 

0.021 

0.041 

0.041 

0.121 

0.006 

0.115 

0.174 

151.17 

Over Exploited 

Beeka Khera 

0826000103067900 

0.05 

0.13 

195.72 

0.16 

0.02 

0.18 

0.06 

0.59 

- 

0.0300 

- 

- 

0.020 

0.050 

0.050 

0.232 

0.012 

0.221 

0.329 

149.17 

Over Exploited 

Beer Ghas 

0826000103059600 

0.05 

0.01 

1,021.69 

0.01 

- 

0.01 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.001 

0.010 

0.036 

370.38 

Over Exploited 



0.05 

0.03 

519.81 

0.03 

- 

0.03 

0.02 

0.29 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.044 

0.002 

0.042 

0.064 

154.95 

Over Exploited 

Bhagwanpura 

0829000603628500 

0.03 

0.03 

273.85 

0.04 

0.01 

0.05 

0.05 

0.63 

- 

- 

- 

- 

0.017 

0.017 

0.017 

0.070 

0.003 

0.066 

0.031 

47.18 

Safe 


0826000103068000 

0.05 

0.04 

193.73 

0.05 

0.00 

0.05 

0.06 

0.59 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.057 

0.003 

0.054 

0.073 

134.83 

Over Exploited 

Bhawali 

0826000103058800 

0.05 

0.11 

182.56 

0.14 

0.01 

0.15 

0.04 

0.55 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.167 

0.008 

0.159 

0.218 

137.33 

Over Exploited 



0.05 

0.00 

3,281.06 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.021 

1,814.09 

Over Exploited 

Bheela Khera 

0826000103068900 

0.05 

0.00 

719,721.40 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.00 

21,240.87 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhoopal Nagar 

0829000603627300 

0.06 

0.00 

1,436.45 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.003 

93.99 

Critical 



0.06 

0.22 

58.16 

0.27 

0.02 

0.29 

0.03 

0.52 

- 

- 

0.0192 

0.0232 

0.025 

0.068 

0.068 

0.354 

0.018 

0.337 

0.049 

14.66 

Safe 

Bhoopal Sagar 

0829000603626800 

0.06 

0.02 

1,016.30 

0.02 

0.00 

0.02 

0.01 

0.11 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.022 

0.001 

0.021 

0.009 

41.79 

Safe 



0.06 

0.03 

750.15 

0.03 

- 

0.03 

0.01 

0.14 

- 

- 

0.0074 

0.0071 

- 

0.015 

0.015 

0.049 

0.002 

0.047 

0.012 

25.09 

Safe 

Binoda Khera 

0829000603619600 

0.04 

0.09 

24.53 

0.11 

0.03 

0.13 

0.05 

0.64 

- 

0.0200 

- 

- 

0.029 

0.049 

0.049 

0.184 

0.009 

0.175 

0.175 

100.22 

Over Exploited 

Bond @ Bool 

0829000603626900 

0.06 

0.02 

540.81 

0.02 

- 

0.02 

0.01 

0.23 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.034 

0.002 

0.033 

0.070 

215.48 

Over Exploited 



0.06 

0.04 

345.72 

0.05 

0.00 

0.05 

0.02 

0.33 

- 

0.0200 

0.0046 

0.0044 

0.002 

0.031 

0.031 

0.082 

0.004 

0.078 

0.098 

125.57 

Over Exploited 

Chakura 

0829000603634700 

0.04 

0.00 

8,946.73 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.004 

0.000 

0.004 

0.037 

1,000.68 

Over Exploited 



0.04 

0.04 

579.53 

0.05 

0.03 

0.08 

0.04 

0.53 

- 

0.0500 

0.0025 

0.0041 

0.012 

0.068 

0.068 

0.149 

0.007 

0.142 

0.434 

305.76 

Over Exploited 

Chakuri 

0829000603634800 

0.06 

0.07 

235.78 

0.08 

0.01 

0.10 

0.05 

0.54 

- 

0.0200 

0.0023 

0.0038 

0.007 

0.033 

0.033 

0.131 

0.007 

0.124 

0.216 

173.94 

Over Exploited 

Chamanpura 

0829000103532900 

0.04 

0.00 

10,382.14 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chamariya Khera 

0826000103057600 

0.05 

0.14 

112.46 

0.17 

0.01 

0.18 

0.05 

0.59 

- 

0.0100 

- 

- 

0.020 

0.030 

0.030 

0.214 

0.011 

0.203 

0.084 

41.39 

Safe 

Changeri 

0826000103067800 

0.05 

0.01 

1,678.63 

0.01 

- 

0.01 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.024 

0.001 

0.023 

0.074 

319.03 

Over Exploited 



0.05 

0.31 

255.10 

0.37 

0.01 

0.38 

0.04 

0.50 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.413 

0.021 

0.392 

0.374 

95.38 

Critical 

Charana 

0825000603034200 

0.03 

0.00 

4,061.17 

0.00 

0.00 

0.01 

0.00 

0.05 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.013 

0.001 

0.012 

0.022 

180.05 

Over Exploited 



0.04 

0.00 

4,756.95 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.011 

1,812.19 

Over Exploited 

Chaukha Khera 

0829000603620000 

0.04 

0.01 

386.00 

0.01 

- 

0.01 

0.02 

0.26 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.052 

318.38 

Over Exploited 

Chokri 

0829000603632000 

0.06 

0.09 

109.02 

0.11 

0.02 

0.13 

0.05 

0.58 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.189 

0.009 

0.179 

0.544 

303.81 

Over Exploited 

Choondawat Kheri 

0826000103068400 

0.05 

0.07 

240.56 

0.09 

0.01 

0.10 

0.04 

0.46 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.130 

0.006 

0.123 

0.187 

151.64 

Over Exploited 



0.05 

0.01 

1,119.14 

0.01 

- 

0.01 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.054 

331.17 

Over Exploited 

Chorwari 

0829000603632100 

0.06 

0.27 

72.07 

0.32 

0.07 

0.39 

0.05 

0.58 

- 

0.1200 

- 

- 

0.050 

0.170 

0.170 

0.563 

0.028 

0.535 

1.120 

209.34 

Over Exploited 

Dama Khera 

0829000603623900 

0.04 

0.00 

4,901.14 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.020 

3,792.04 

Over Exploited 



0.03 

0.07 

306.09 

0.08 

0.04 

0.12 

0.05 

0.61 

- 

0.0500 

- 

- 

0.029 

0.079 

0.079 

0.200 

0.010 

0.190 

0.489 

257.54 

Over Exploited 

Danta 

0829000603627800 

0.04 

0.16 

417.73 

0.20 

0.02 

0.22 

0.05 

0.60 

- 

0.0400 

- 

- 

0.031 

0.072 

0.072 

0.289 

0.014 

0.274 

0.349 

127.31 

Over Exploited 



0.04 

0.00 

79,172.12 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dareeba 

0829000603632800 

0.06 

0.00 

2,226.81 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

4,751.25 

Over Exploited 



0.06 

0.06 

36.50 

0.07 

0.00 

0.07 

0.05 

0.57 

- 

0.0100 

0.0027 

0.0032 

0.000 

0.016 

0.016 

0.091 

0.005 

0.086 

0.127 

146.54 

Over Exploited 

Daulat Pura 

0829000803648100 

0.07 

0.05 

392.45 

0.07 

0.00 

0.07 

0.03 

0.36 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.080 

0.004 

0.076 

0.098 

129.71 

Over Exploited 

Daulatpura 

0829000603633200 

0.06 

0.05 

180.62 

0.06 

- 

0.06 

0.05 

0.49 

- 

0.0300 

0.0012 

0.0015 

- 

0.033 

0.033 

0.091 

0.005 

0.087 

0.270 

311.48 

Over Exploited 

Dautri 

0829000803648600 

0.07 

0.20 

120.81 

0.24 

0.03 

0.27 

0.05 

0.70 

- 

0.0300 

- 

- 

0.026 

0.056 

0.056 

0.323 

0.016 

0.307 

0.247 

80.49 

Semi Critical 

Delwas 

0829000803649300 

0.07 

0.03 

269.88 

0.03 

0.02 

0.05 

0.02 

0.29 

- 

- 

- 

- 

0.028 

0.028 

0.028 

0.079 

0.004 

0.075 

0.037 

49.88 

Safe 

Deoji Ka Khera 

0826000103057500 

0.05 

0.09 

166.44 

0.11 

0.00 

0.11 

0.04 

0.55 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.110 

0.006 

0.105 

0.029 

28.08 

Safe 

Deoriya 

0829000603619700 

0.04 

0.09 

123.91 

0.11 

0.02 

0.13 

0.05 

0.64 

- 

0.0400 

- 

- 

0.012 

0.052 

0.052 

0.178 

0.009 

0.169 

0.389 

229.99 

Over Exploited 

Deoron Ka Khera 

0829000603619000 

0.06 

0.00 

1,019.44 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.028 

741.72 

Over Exploited 

Devpuriya 

0829000103532600 

0.04 

0.00 

16,029.77 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dhamana 

0829000603618000 

0.04 

0.20 

119.11 

0.24 

0.06 

0.30 

0.05 

0.61 

- 

0.0300 

- 

- 

0.074 

0.104 

0.104 

0.407 

0.020 

0.386 

0.200 

51.86 

Safe 

Dhaneriya 

0825000603034000 

0.04 

0.00 

5,569.94 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.007 

0.000 

0.007 

0.011 

156.12 

Over Exploited 


0826000103057800 

0.05 

0.21 

261.99 

0.25 

0.01 

0.26 

0.04 

0.47 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.293 

0.015 

0.278 

0.322 

115.86 

Over Exploited 

Dhani 

0829000603617500 

0.06 

0.03 

57.92 

0.03 

- 

0.03 

0.02 

0.28 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.041 

0.002 

0.039 

0.065 

166.80 

Over Exploited 

Dhanna Ki Bhagal 

0829000603634400 

0.06 

0.05 

135.94 

0.06 

- 

0.06 

0.04 

0.45 

- 

- 

0.0012 

0.0015 

- 

0.003 

0.003 

0.058 

0.003 

0.056 

0.030 

54.27 

Safe 

Dharta 

0826000103067400 

0.05 

0.00 

17,628.75 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dheeli 

0825000603033700 

0.03 

0.00 

2,542.49 

0.00 

0.00 

0.00 

0.01 

0.09 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.015 

0.001 

0.014 

0.040 

281.66 

Over Exploited 



0.04 

0.06 

234.62 

0.08 

0.03 

0.11 

0.03 

0.37 

- 

0.0300 

- 

- 

0.036 

0.066 

0.066 

0.178 

0.009 

0.169 

0.166 

98.19 

Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Dhobi Khera 

082900060361790C 

8.793 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.546 

4.35 

0.012 

0.01 

0.00 

0.00 

0.00 

0.03 

0.26 

0.25 

0.03 

0.020 

0.37 

0.38 







Non-command 

Gneisses(B.G.C) 

1.515 

4.35 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.01 

0.005 

0.10 

0.10 


Dowani 

082900060361980C 

11.952 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.836 

3.87 

0.012 

0.12 

0.02 

0.00 

0.00 

0.05 

0.53 

0.48 

0.45 

0.039 

0.53 

0.60 


Dudaliya 

0826000103068300 

2.070 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.246 

4.46 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.06 

0.09 







Non-command 

Gneisses(B.G.C) 

1.824 

4.46 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.20 

0.15 

0.13 

0.009 

0.47 

0.64 


Fatehgarh 

0829000503609200 

2.645 

Fresh 

Non-command 

Non-command 

Shale 

0.212 

8.53 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.001 

0.06 

0.06 


Fatehnagar (M) 

0826000142601000 

24.950 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.488 

4.53 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.18 

0.15 

0.07 

0.100 

0.03 

0.04 







Non-command 

Gneisses(B.G.C) 

12.705 

4.53 

0.020 

0.42 

0.02 

0.00 

0.00 

0.00 

1.55 

1.26 

0.58 

0.851 

0.27 

0.34 


Fatehpura 

0829000603629400 

3.171 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.121 

5.62 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.02 

0.03 


Gadriyawas 

0829000603618700 

3.267 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.870 

1.03 

0.012 

0.06 

0.01 

0.00 

0.00 

0.01 

0.07 

0.07 

0.22 

0.006 

0.31 

0.29 


Gandoli Khera 

0826000103059500 

2.697 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.090 

5.35 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.03 






Bagolia 

Command 

Gneisses(B.G.C) 

0.889 

5.35 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.00 

0.004 

0.18 

0.25 


Ganga Ka Khera 

0829000503608700 

1.769 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.315 

9.39 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.001 

0.12 

0.14 


Garda Ki Bhagal 

0826000103067500 

1.711 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.665 

5.04 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.02 

0.003 

0.21 

0.31 


Gilund 

0825000603031700 

24.624 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.018 

4.71 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Godiyana 

0829000603629600 

3.262 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.262 

5.48 

0.012 

0.05 

0.01 

0.00 

0.00 

0.00 

0.24 

0.21 

0.18 

0.012 

0.59 

0.67 


Gordhanpura 

0826000103067100 

2.707 

Fresh 

Bagolia 

Command 

Gneisses(B.G.C) 

0.002 

4.79 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gulabpura 

0829000603618300 

1.740 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.740 

3.67 

0.012 

0.05 

0.01 

0.00 

0.00 

0.01 

0.10 

0.09 

0.20 

0.006 

0.58 

0.63 


Gumanpura 

0829000603630900 

1.965 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.162 

7.54 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.07 

0.004 

0.33 

0.36 


Gundli 

0829000603631600 

4.366 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.795 

5.57 

0.012 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.15 

0.11 

0.006 

0.22 

0.21 






Bhupalsagar 

Command 

Phyllite & Schist 

2.463 

5.57 

0.012 

0.04 

0.01 

0.00 

0.00 

0.00 

0.18 

0.19 

0.15 

0.008 

0.30 

0.29 






Badgaon 

Command 

Phyllite & Schist 

0.108 

5.57 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 


Gundli Khera 

0829000603631700 

2.794 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.829 

4.30 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.11 

0.07 

0.006 

0.35 

0.33 






Bhupalsagar 

Command 

Phyllite & Schist 

0.964 

4.30 

0.012 

0.01 

0.00 

0.00 

0.00 

0.01 

0.05 

0.05 

0.04 

0.003 

0.18 

0.18 






Badgaon 

Command 

Phyllite & Schist 

0.000 

4.30 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gurha 

0829000603631900 

4.338 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.338 

3.38 

0.012 

0.03 

0.00 

0.00 

0.00 

0.01 

0.19 

0.21 

0.10 

0.015 

0.53 

0.49 


Halawas 

0825000703044500 

3.464 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.464 

3.90 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.14 

0.01 

0.004 

0.51 

0.70 


Flamerpura 

0829000603631400 

4.196 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.593 

8.26 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.02 

0.002 

0.08 

0.07 






Bhupalsagar 

Command 

Phyllite & Schist 

3.603 

8.26 

0.012 

0.04 

0.01 

0.00 

0.00 

0.02 

0.35 

0.37 

0.14 

0.013 

0.47 

0.45 


Hapawas 

0829000503609000 

2.556 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.446 

8.94 

0.012 

0.01 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.02 

0.002 

0.12 

0.14 







Non-command 

Shale 

0.066 

8.94 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.02 


Flapha Keri 

0829000603628600 

4.807 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.807 

5.24 

0.012 

0.09 

0.01 

0.00 

0.00 

0.00 

0.37 

0.33 

0.35 

0.017 

0.58 

0.65 


Harmatiya 

0829000603627200 

1.980 

Fresh 

Bhupalsagar 

Command 

Phyllite & Schist 

1.980 

4.45 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.13 

0.01 

0.007 

0.53 

0.45 


Hasmat Ganj 

0829000803650100 

1.524 

Fresh 

Non-command 

Non-command 

Shale 

0.001 

7.89 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Hathiyana 

0829000603630500 

12.895 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

10.180 

5.49 

0.012 

0.28 

0.04 

0.00 

0.00 

0.00 

0.88 

0.78 

1.06 

0.036 

0.46 

0.52 


Flazoor Pura 

0829000803648300 

2.629 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.719 

9.76 

0.015 

0.00 

0.00 

0.00 

0.00 

0.03 

0.07 

0.06 

0.01 

0.003 

0.18 

0.22 







Non-command 

Shale 

1.859 

9.76 

0.100 

0.01 

0.00 

0.00 

0.00 

0.14 

1.69 

1.42 

0.04 

0.007 

0.48 

0.56 


Flingwaniya 

0829000603631500 

4.194 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.887 

7.66 

0.012 

0.05 

0.01 

0.00 

0.00 

0.00 

0.29 

0.31 

0.18 

0.010 

0.37 

0.35 






Bhupalsagar 

Command 

Phyllite & Schist 

1.291 

7.66 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.14 

0.08 

0.004 

0.16 

0.16 






Badgaon 

Command 

Phyllite & Schist 

0.016 

7.66 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Hoda 

0829000803649700 

1.183 

Fresh 

Non-command 

Non-command 

Shale 

0.008 

9.97 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.01 


Ibrahim Ganj 

0829000803650400 

2.148 

Fresh 

Non-command 

Non-command 

Shale 

1.800 

9.50 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

1.73 

1.36 

0.07 

0.007 

0.56 

0.71 


Indrapura 

0829000603623300 

2.414 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.527 

3.49 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.002 

0.13 

0.15 


Intali 

0826000103069200 

23.659 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.501 

3.63 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.002 

0.01 

0.02 






Badgaon 

Command 

Gneisses(B.G.C) 

2.929 

3.63 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.23 

0.17 

0.06 

0.015 

0.07 

0.09 


Jaipura 

0829000603630100 

4.995 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.315 

5.58 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.04 

0.05 


Jaitpura 

0829000603627700 

2.229 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.229 

5.85 

0.012 

0.08 

0.00 

0.00 

0.00 

0.00 

0.23 

0.22 

0.30 

0.008 

0.57 

0.59 


Jaitpura Kalan 

0829000803649500 

0.584 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.584 

10.11 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.10 

0.08 

0.09 

0.002 

0.65 

0.87 


Jakar Khera 

0829000603627900 

1.110 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.110 

8.38 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.05 

0.004 

0.56 

0.59 


Jalampura 

0829000603629300 

1.746 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.035 

6.53 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Jashma 

0829000603618600 

28.242 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

26.638 

2.29 

0.012 

0.04 

0.00 

0.00 

0.00 

0.10 

0.64 

0.64 

0.04 

0.090 

0.52 

0.52 


Jawa 

0829000603626000 

3.716 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.716 

4.91 

0.012 

0.12 

0.02 

0.00 

0.00 

0.04 

0.27 

0.23 

0.45 

0.013 

0.54 

0.64 


Jawan Pura 

0829000803649200 

1.926 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.409 

5.77 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.10 

0.04 

0.005 

0.47 

0.64 


Jawanpura 

0829000603631000 

1.796 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.069 

8.40 

0.012 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.13 

0.13 

0.004 

0.33 

0.35 


Jeetawal 

0829000503610200 

4.384 

Fresh 

Non-command 

Non-command 

Shale 

0.089 

8.01 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.02 


Jeewa Khera 

0829000603635900 

4.053 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.009 

8.77 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Badgaon 

Command 

Phyllite & Schist 

3.305 

8.77 

0.012 

0.01 

0.00 

0.00 

0.00 

0.01 

0.34 

0.36 

0.03 

0.012 

0.43 

0.41 


Jelwalon Ka Khera 

0829000603628800 

2.210 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.210 

4.80 

0.012 

0.04 

0.00 

0.00 

0.00 

0.02 

0.15 

0.13 

0.13 

0.008 

0.59 

0.67 


Jewana 

0826000103057900 

13.711 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

13.711 

3.46 

0.020 

0.18 

0.02 

0.00 

0.00 

0.02 

1.09 

0.82 

0.65 

0.068 

0.55 

0.73 


Joonakeer Khera 

0829000603628300 

1.260 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.260 

5.31 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.07 

0.004 

0.58 

0.65 


Joyra 

0829000603632300 

7.498 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.435 

4.02 

0.012 

0.02 

0.00 

0.00 

0.00 

0.01 

0.22 

0.16 

0.07 

0.015 

0.32 

0.43 







Non-command 

Gneisses(B.G.C) 

1.991 

4.02 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.04 

0.007 

0.14 

0.19 






Badgaon 

Command 

Phyllite & Schist 

0.029 

4.02 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Gneisses(B.G.C) 

1.042 

4.02 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.02 

0.004 

0.07 

0.10 


Kabeerji Ki Bhagal 

0829000603634300 

2.749 

Fresh 

Badgaon 

Command 

Phyllite & Schist 

0.074 

5.71 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Kabra 

0825000603034700 

8.378 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.008 

0.84 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kachhiya Kheri 

0829000603623700 

1.541 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.659 

4.65 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.09 

0.002 

0.25 

0.29 







Non-command 

Gneisses(B.G.C) 

0.881 

4.65 

0.012 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.13 

0.003 

0.34 

0.39 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Dhobi Khera 

0829000603617900 

0.04 

0.08 

227.56 

0.09 

0.03 

0.12 

0.03 

0.40 

- 

- 

- 

- 

0.047 

0.047 

0.047 

0.169 

0.008 

0.161 

0.047 

29.12 

Safe 



0.03 

0.00 

1,512.01 

0.01 

- 

0.01 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.012 

238.51 

Over Exploited 

Dowani 

0829000603619800 

0.04 

0.22 

120.87 

0.26 

0.07 

0.33 

0.05 

0.58 

- 

0.0500 

- 

- 

0.074 

0.124 

0.124 

0.452 

0.023 

0.430 

0.486 

113.01 

Over Exploited 

Dudaliya 

0826000103068300 

0.05 

0.00 

1,859.07 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.019 

2,051.39 

Over Exploited 



0.05 

0.04 

245.35 

0.05 

- 

0.05 

0.05 

0.52 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.072 

0.004 

0.068 

0.141 

206.96 

Over Exploited 

Fatehgarh 

0829000503609200 

0.08 

0.00 

3,306.95 

0.00 

0.00 

0.00 

0.00 

0.06 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.002 

0.000 

0.002 

0.022 

1,243.41 

Over Exploited 

Fatehnagar (M) 

0826000142601000 

0.05 

0.00 

5,879.45 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.170 

1,372.11 

Over Exploited 



0.05 

0.17 

622.17 

0.21 

0.02 

0.23 

0.02 

0.30 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.289 

0.014 

0.275 

1.428 

519.58 

Over Exploited 

Fatehpura 

0829000603629400 

0.03 

0.00 

8,246.97 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

11,067.90 

Over Exploited 

Gadriyawas 

0829000603618700 

0.06 

0.04 

95.32 

0.04 

0.02 

0.06 

0.02 

0.33 

- 

0.0200 

- 

- 

0.010 

0.030 

0.030 

0.089 

0.004 

0.085 

0.227 

268.33 

Over Exploited 

Gandoli Khera 

0826000103059500 

0.05 

0.00 

8,437.09 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.01 

762.94 

0.01 

- 

0.01 

0.02 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.000 

0.009 

0.004 

47.34 

Safe 

Ganga Ka Khera 

0829000503608700 

0.06 

0.00 

1,577.40 

0.00 

- 

0.00 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.021 

833.86 

Over Exploited 

Garda Ki Bhagal 

0826000103067500 

0.05 

0.01 

641.43 

0.01 

- 

0.01 

0.02 

0.23 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.027 

342.07 

Over Exploited 

Gilund 

0825000603031700 

0.04 

0.00 

346,059.42 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Godiyana 

0829000603629600 

0.03 

0.06 

267.93 

0.07 

0.01 

0.08 

0.05 

0.64 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.110 

0.005 

0.104 

0.189 

180.95 

Over Exploited 

Gordhanpura 

0826000103067100 

0.05 

0.00 

287,583.04 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gulabpura 

0829000603618300 

0.06 

0.06 

52.54 

0.07 

0.02 

0.10 

0.05 

0.63 

- 

0.0200 

- 

- 

0.016 

0.036 

0.036 

0.131 

0.007 

0.125 

0.206 

165.08 

Over Exploited 

Gumanpura 

0829000603630900 

0.03 

0.01 

841.19 

0.01 

0.00 

0.02 

0.03 

0.36 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.031 

0.002 

0.029 

0.073 

248.21 

Over Exploited 

Gundli 

0829000603631600 

0.06 

0.02 

527.09 

0.03 

- 

0.03 

0.02 

0.24 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.039 

0.002 

0.037 

0.114 

305.92 

Over Exploited 



0.06 

0.05 

320.08 

0.06 

0.01 

0.07 

0.02 

0.33 

- 

0.0200 

0.0042 

0.0050 

0.007 

0.037 

0.037 

0.107 

0.005 

0.101 

0.158 

156.08 

Over Exploited 



0.06 

0.00 

8,184.56 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.006 

1,650.86 

Over Exploited 

Gundli Khera 

0829000603631700 

0.06 

0.04 

187.35 

0.05 

0.00 

0.05 

0.03 

0.38 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.062 

0.003 

0.059 

0.080 

135.83 

Over Exploited 



0.06 

0.01 

350.44 

0.01 

0.01 

0.02 

0.01 

0.20 

- 

- 

0.0016 

0.0020 

0.015 

0.019 

0.019 

0.043 

0.002 

0.040 

0.047 

116.76 

Over Exploited 



0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gurha 

0829000603631900 

0.06 

0.14 

44.30 

0.17 

0.01 

0.18 

0.04 

0.57 

- 

0.0100 

- 

- 

0.015 

0.025 

0.025 

0.206 

0.010 

0.196 

0.116 

59.12 

Safe 

Flalawas 

0825000703044500 

0.05 

0.09 

64.20 

0.11 

0.00 

0.11 

0.05 

0.55 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.116 

0.006 

0.110 

0.010 

9.17 

Safe 

Flamerpura 

0829000603631400 

0.04 

0.00 

3,862.19 

0.00 

0.00 

0.00 

0.01 

0.08 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.007 

0.000 

0.006 

0.021 

325.33 

Over Exploited 



0.04 

0.06 

485.74 

0.07 

0.03 

0.11 

0.04 

0.50 

- 

0.0200 

0.0046 

0.0074 

0.030 

0.062 

0.062 

0.168 

0.008 

0.159 

0.150 

94.10 

Critical 

Flapawas 

0829000503609000 

0.06 

0.00 

673.71 

0.00 

0.03 

0.03 

0.01 

0.13 

- 

- 

- 

- 

0.042 

0.042 

0.042 

0.074 

0.004 

0.070 

0.021 

29.32 

Safe 



0.08 

0.00 

7,403.02 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

13.16 

Safe 

Flapha Keri 

0829000603628600 

0.03 

0.08 

286.76 

0.10 

0.01 

0.12 

0.05 

0.64 

- 

0.0400 

- 

- 

0.007 

0.047 

0.047 

0.162 

0.008 

0.154 

0.362 

234.70 

Over Exploited 

Flarmatiya 

0829000603627200 

0.06 

0.07 

96.75 

0.08 

0.00 

0.08 

0.04 

0.57 

- 

- 

0.0042 

0.0041 

0.005 

0.013 

0.013 

0.094 

0.005 

0.089 

0.019 

20.91 

Safe 

Flasmat Ganj 

0829000803650100 

0.05 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Flathiyana 

0829000603630500 

0.03 

0.14 

454.76 

0.17 

0.04 

0.21 

0.04 

0.50 

- 

0.1200 

- 

- 

0.006 

0.126 

0.126 

0.339 

0.017 

0.323 

1.092 

338.66 

Over Exploited 

Flazoor Pura 

0829000803648300 

0.07 

0.01 

580.78 

0.01 

0.03 

0.04 

0.01 

0.20 

- 

- 

- 

- 

0.046 

0.046 

0.046 

0.088 

0.004 

0.083 

0.016 

18.89 

Safe 



0.05 

0.04 

3,126.71 

0.05 

0.14 

0.19 

0.04 

0.51 

- 

- 

- 

- 

0.204 

0.204 

0.204 

0.393 

0.020 

0.373 

0.045 

12.07 

Safe 

Flingwaniya 

0829000603631500 

0.06 

0.07 

367.37 

0.08 

0.01 

0.09 

0.03 

0.40 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.111 

0.006 

0.105 

0.186 

176.91 

Over Exploited 



0.06 

0.01 

936.26 

0.02 

0.00 

0.02 

0.01 

0.18 

- 

0.0100 

0.0016 

0.0026 

0.005 

0.020 

0.020 

0.039 

0.002 

0.037 

0.083 

225.06 

Over Exploited 



0.06 

0.00 

79,119.10 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Hoda 

0829000803649700 

0.05 

0.00 

319,706.45 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ibrahim Ganj 

0829000803650400 

0.05 

0.05 

2,621.97 

0.06 

- 

0.06 

0.04 

0.60 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.070 

0.004 

0.067 

0.081 

121.34 

Over Exploited 

Indrapura 

0829000603623300 

0.04 

0.00 

630.01 

0.00 

- 

0.00 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.012 

411.13 

Over Exploited 

Intali 

0826000103069200 

0.05 

0.00 

9,347.99 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

3,551.09 

Over Exploited 



0.05 

0.01 

1,668.28 

0.01 

- 

0.01 

0.01 

0.07 

- 

0.0100 

0.0040 

0.0048 

- 

0.019 

0.019 

0.030 

0.002 

0.029 

0.070 

240.38 

Over Exploited 

Jaipura 

0829000603630100 

0.03 

0.00 

4,514.13 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

2,712.17 

Over Exploited 

Jaitpura 

0829000603627700 

0.06 

0.08 

181.72 

0.09 

0.00 

0.10 

0.05 

0.61 

- 

0.0300 

- 

- 

0.004 

0.034 

0.034 

0.131 

0.007 

0.124 

0.304 

244.26 

Over Exploited 

Jaitpura Kalan 

0829000803649500 

0.07 

0.03 

183.90 

0.03 

0.01 

0.04 

0.05 

0.70 

- 

0.0200 

- 

- 

0.011 

0.031 

0.031 

0.070 

0.004 

0.067 

0.087 

130.82 

Over Exploited 

Jakar Khera 

0829000603627900 

0.04 

0.02 

378.95 

0.03 

0.00 

0.03 

0.05 

0.61 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.039 

0.002 

0.037 

0.052 

141.13 

Over Exploited 

Jalampura 

0829000603629300 

0.03 

0.00 

17,573.66 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jashma 

0829000603618600 

0.06 

0.85 

(25.15) 

0.68 

0.10 

0.78 

0.04 

0.56 

- 

- 

- 

- 

0.146 

0.146 

0.146 

0.924 

0.046 

0.878 

0.126 

14.31 

Safe 

Jawa 

0829000603626000 

0.06 

0.12 

88.05 

0.15 

0.06 

0.20 

0.05 

0.58 

- 

0.0500 

- 

- 

0.053 

0.103 

0.103 

0.306 

0.015 

0.291 

0.467 

160.47 

Over Exploited 

Jawan Pura 

0829000803649200 

0.07 

0.05 

106.72 

0.06 

0.00 

0.06 

0.04 

0.51 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.058 

0.003 

0.055 

0.045 

81.94 

Semi Critical 

Jawanpura 

0829000603631000 

0.03 

0.01 

1,084.17 

0.01 

- 

0.01 

0.03 

0.36 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.022 

0.136 

627.30 

Over Exploited 

Jeetawal 

0829000503610200 

0.08 

0.00 

9,027.16 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

7,150.43 

Over Exploited 

Jeewa Khera 

0829000603635900 

0.04 

0.00 

246,089.83 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.05 

576.40 

0.06 

0.01 

0.07 

0.04 

0.47 

- 

- 

0.0034 

0.0054 

0.008 

0.017 

0.017 

0.085 

0.004 

0.081 

0.040 

49.12 

Safe 

Jelwalon Ka Khera 

0829000603628800 

0.03 

0.04 

226.90 

0.05 

0.02 

0.06 

0.05 

0.64 

- 

0.0100 

- 

- 

0.024 

0.035 

0.035 

0.098 

0.005 

0.093 

0.138 

148.42 

Over Exploited 

Jewana 

0826000103057900 

0.05 

0.38 

115.91 

0.45 

0.04 

0.49 

0.05 

0.60 

- 

0.0700 

- 

- 

0.031 

0.101 

0.101 

0.594 

0.030 

0.565 

0.716 

126.78 

Over Exploited 

Joonakeer Khera 

0829000603628300 

0.03 

0.02 

278.72 

0.03 

0.00 

0.03 

0.05 

0.63 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.047 

0.002 

0.044 

0.076 

172.08 

Over Exploited 

Joyra 

0829000603632300 

0.06 

0.09 

87.71 

0.10 

0.01 

0.11 

0.03 

0.35 

- 

0.0100 

- 

- 

0.009 

0.019 

0.019 

0.129 

0.006 

0.122 

0.080 

65.31 

Safe 



0.05 

0.01 

435.31 

0.02 

- 

0.02 

0.02 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.017 

0.001 

0.016 

0.042 

258.34 

Over Exploited 



0.06 

0.00 

26,729.84 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.00 

967.40 

0.00 

0.00 

0.01 

0.01 

0.08 

- 

- 

0.0018 

0.0017 

0.003 

0.007 

0.007 

0.014 

0.001 

0.013 

0.027 

199.57 

Over Exploited 

Kabeerji Ki Bhagal 

0829000603634300 

0.06 

0.00 

7,214.28 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.006 

3,714.72 

Over Exploited 

Kabra 

0825000603034700 

0.03 

0.00 

83,682.45 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kachhiya Kheri 

0829000603623700 

0.04 

0.01 

678.94 

0.01 

- 

0.01 

0.02 

0.28 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.017 

0.093 

562.90 

Over Exploited 



0.03 

0.01 

642.95 

0.01 

0.00 

0.01 

0.03 

0.37 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.024 

0.001 

0.023 

0.130 

576.70 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Kalyanpura 

082900060362470C 

2.338 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.338 

1.54 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.02 

0.008 

0.57 

0.58 



082900060362900C 

2.776 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.531 

5.00 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.07 

0.002 

0.11 

0.13 


Kana Khera 

082900060361920C 

6.755 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.743 

3.39 

0.012 

0.04 

0.00 

0.00 

0.00 

0.01 

0.29 

0.32 

0.13 

0.023 

0.54 

0.49 


Kanar Khera 

0829000603634500 

3.164 

Fresh 

Badgaon 

Command 

Phyllite & Schist 

3.053 

4.68 

0.012 

0.06 

0.01 

0.00 

0.00 

0.00 

0.21 

0.18 

0.24 

0.010 

0.51 

0.59 


Kankarwa 

0829000603625700 

18.999 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.715 

5.26 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.13 

0.02 

0.006 

0.05 

0.04 


Kanrookara 

0829000603631300 

4.060 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.191 

8.17 

0.012 

0.08 

0.01 

0.00 

0.00 

0.00 

0.37 

0.38 

0.32 

0.011 

0.42 

0.41 






Bhupalsagar 

Command 

Phyllite & Schist 

0.022 

8.17 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Badgaon 

Command 

Phyllite & Schist 

0.847 

8.17 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.08 

0.003 

0.11 

0.11 


Kanthariya 

0829000803648500 

3.761 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.761 

10.92 

0.015 

0.07 

0.01 

0.00 

0.00 

0.01 

0.67 

0.52 

0.28 

0.014 

0.65 

0.83 


Kanwarpura 

0829000603632600 

1.140 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.463 

3.60 

0.012 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.13 

0.002 

0.22 

0.28 






Badgaon 

Command 

Phyllite & Schist 

0.677 

3.60 

0.012 

0.05 

0.01 

0.00 

0.00 

0.00 

0.07 

0.05 

0.20 

0.002 

0.32 

0.41 


Kapasan (M) 

0829000642904000 

26.087 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

25.147 

3.42 

0.012 

1.21 

0.09 

0.00 

0.00 

0.23 

1.88 

1.64 

2.35 

1.883 

0.57 

0.65 







Non-command 

Gneisses(B.G.C) 

0.940 

3.42 

0.012 

0.05 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.09 

0.070 

0.02 

0.02 


Karjali 

0829000603635100 

12.455 

Fresh 

Badgaon 

Command 

Phyllite & Schist 

0.010 

6.98 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Karookariya 

0829000603618100 

4.379 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.379 

4.13 

0.012 

0.01 

0.00 

0.00 

0.00 

0.01 

0.21 

0.19 

0.00 

0.016 

0.58 

0.65 


Keshar Kheri 

0829000603620100 

3.921 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.116 

1.87 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.02 


Khanji Ka Khera 

0829000603630000 

2.195 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.195 

5.39 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.11 

0.04 

0.008 

0.63 

0.80 


Khartana 

0826000103058000 

8.132 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.038 

3.82 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.68 

0.53 

0.27 

0.040 

0.53 

0.69 


Khatookra 

0825000603033800 

15.583 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.385 

4.54 

0.015 

0.02 

0.00 

0.00 

0.00 

0.02 

0.58 

0.49 

0.04 

0.029 

0.26 

0.30 







Non-command 

Gneisses(B.G.C) 

6.718 

4.54 

0.012 

0.02 

0.00 

0.00 

0.00 

0.01 

0.38 

0.32 

0.03 

0.023 

0.21 

0.24 


Khatya Kheri 

0829000603623600 

1.210 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.210 

4.64 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.08 

0.004 

0.59 

0.67 


Khempur 

0826000103067600 

12.233 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.078 

5.20 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.15 

0.03 

0.010 

0.09 

0.14 






Bagolia 

Command 

Gneisses(B.G.C) 

3.737 

5.20 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.41 

0.28 

0.06 

0.019 

0.17 

0.24 


Khera Kiran 

0829000603635800 

1.091 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.032 

8.21 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.01 






Badgaon 

Command 

Phyllite & Schist 

1.059 

8.21 

0.012 

0.02 

0.00 

0.00 

0.00 

0.02 

0.10 

0.11 

0.08 

0.004 

0.51 

0.48 


Kheri Phalichara 

0826000103057400 

3.537 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.537 

4.19 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.34 

0.26 

0.12 

0.018 

0.53 

0.70 


Kherli 

0829000603627100 

1.392 

Fresh 

Bhupalsagar 

Command 

Phyllite & Schist 

1.392 

4.28 

0.012 

0.06 

0.01 

0.00 

0.00 

0.00 

0.12 

0.14 

0.23 

0.005 

0.53 

0.46 


Kiron Ka Khera 

0829000603635700 

2.138 

Fresh 

Badgaon 

Command 

Phyllite & Schist 

1.744 

8.56 

0.012 

0.06 

0.01 

0.00 

0.00 

0.00 

0.22 

0.24 

0.21 

0.006 

0.42 

0.39 


Kishaniyakheri 

0829000603624200 

1.129 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.129 

4.99 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.05 

0.004 

0.58 

0.64 


Kolpura 

0829000603628100 

5.379 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.579 

6.52 

0.012 

0.04 

0.01 

0.00 

0.00 

0.06 

0.32 

0.29 

0.16 

0.016 

0.49 

0.53 







Non-command 

Gneisses(B.G.C) 

0.800 

6.52 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.02 

0.003 

0.09 

0.09 


Kuncholi 

0826000103057200 

3.426 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.426 

5.25 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.43 

0.32 

0.31 

0.017 

0.55 

0.74 


Ladana 

0826000103067700 

6.040 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.657 

5.71 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.45 

0.32 

0.14 

0.018 

0.33 

0.46 






Bagolia 

Command 

Gneisses(B.G.C) 

2.383 

5.71 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.30 

0.22 

0.09 

0.012 

0.22 

0.30 


Ladani 

0826000103059300 

5.721 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.020 

5.84 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Bagolia 

Command 

Gneisses(B.G.C) 

5.441 

5.84 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.69 

0.50 

0.20 

0.027 

0.53 

0.72 


Lalawas 

0829000603633000 

2.344 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.191 

2.96 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.04 

0.05 






Badgaon 

Command 

Phyllite & Schist 

2.153 

2.96 

0.012 

0.07 

0.01 

0.00 

0.00 

0.01 

0.13 

0.11 

0.28 

0.007 

0.49 

0.57 


Lopra 

0826000103059100 

2.967 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.551 

4.84 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.19 

0.14 

0.17 

0.008 

0.29 

0.39 






Bagolia 

Command 

Gneisses(B.G.C) 

1.416 

4.84 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.17 

0.12 

0.15 

0.007 

0.27 

0.36 


Mali Khera 

0829000603618500 

3.851 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.851 

2.35 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.12 

0.06 

0.013 

0.56 

0.57 


Man Khand 

0826000103058100 

4.857 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.601 

3.82 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.38 

0.31 

0.14 

0.023 

0.50 

0.62 


Manpura 

0829000803647800 

3.778 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.731 

6.77 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.17 

0.07 

0.007 

0.28 

0.33 


Mavli 

0826000103059900 

12.242 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.213 

4.67 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.014 

0.01 

0.01 


Mewada 

0829000603619400 

4.522 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.522 

1.38 

0.012 

0.03 

0.00 

0.00 

0.00 

0.10 

0.00 

0.00 

0.08 

0.016 

0.56 

0.55 


Mewada Colony 

0829000603619500 

2.371 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.371 

1.49 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.01 

0.008 

0.58 

0.63 


Mogana 

0825000703044900 

10.235 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.269 

3.76 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.000 

0.01 

0.02 


Mohammad Pura 

0829000803648200 

0.674 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.674 

10.20 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.03 

0.003 

0.66 

0.80 


Morath 

0826000103058200 

10.225 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.104 

2.92 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 


Morjai 

0826000603170500 

3.343 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.317 

3.65 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.000 

0.05 

0.07 






Badgaon 

Command 

Gneisses(B.G.C) 

0.432 

3.65 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.001 

0.07 

0.09 


Mugana 

0829000603624800 

17.136 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

16.533 

1.73 

0.012 

0.08 

0.01 

0.00 

0.00 

0.06 

0.34 

0.33 

0.26 

0.059 

0.55 

0.57 






Bhupalsagar 

Command 

Phyllite & Schist 

0.603 

1.73 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.02 

0.02 


Mund Katiya 

0829000603626200 

1.387 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.387 

4.66 

0.012 

0.08 

0.01 

0.00 

0.00 

0.00 

0.14 

0.16 

0.32 

0.005 

0.53 

0.48 


Murla 

0829000603632900 

2.369 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.209 

3.12 

0.012 

0.07 

0.01 

0.00 

0.00 

0.00 

0.10 

0.08 

0.26 

0.004 

0.27 

0.33 






Badgaon 

Command 

Phyllite & Schist 

1.160 

3.12 

0.012 

0.06 

0.01 

0.00 

0.00 

0.00 

0.09 

0.07 

0.25 

0.004 

0.26 

0.32 


Murliya 

0829000803648900 

5.088 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.639 

5.17 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.23 

0.17 

0.11 

0.010 

0.33 

0.43 


Nangpura 

0829000103532700 

2.680 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.244 

4.36 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.05 

0.06 


Nariya 

0829000603628900 

3.690 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.899 

4.74 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.07 

0.007 

0.30 

0.34 


Nariya Kheri 

0826000603170300 

4.427 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.455 

4.27 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.001 

0.06 

0.08 


Narji Ki Bhagal 

0829000603633300 

1.635 

Fresh 

Badgaon 

Command 

Phyllite & Schist 

0.027 

5.60 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 







Command 

Gneisses(B.G.C) 

0.000 

5.60 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Neel Ka Khera 

0829000803647600 

4.274 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.096 

5.83 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.38 

0.33 

0.06 

0.016 

0.58 

0.66 


Nilod 

0829000603632200 

11.803 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

11.803 

4.37 

0.012 

0.06 

0.01 

0.00 

0.00 

0.06 

0.59 

0.45 

0.20 

0.040 

0.54 

0.69 


Oron Ka Khera 

0829000603618400 

1.693 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.693 

2.38 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.00 

0.006 

0.58 

0.62 


Pakhand 

0825000703044300 

12.548 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.527 

3.91 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.22 

0.16 

0.09 

0.004 

0.14 

0.19 


Panch Deola 

0829000803649900 

2.923 

Fresh 

Non-command 

Non-command 

Shale 

2.920 

9.60 

0.100 

0.07 

0.01 

0.00 

0.00 

0.05 

2.81 

2.33 

0.26 

0.011 

0.67 

0.81 


Pari 

0829000603626400 

9.174 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.843 

4.23 

0.012 

0.10 

0.01 

0.00 

0.00 

0.06 

0.41 

0.48 

0.36 

0.026 

0.46 

0.39 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Kalyanpura 

0829000603624700 

0.04 

0.05 

(5.97) 

0.05 

0.00 

0.05 

0.05 

0.61 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.057 

0.003 

0.054 

0.032 

59.91 

Safe 


0829000603629000 

0.03 

0.00 

2,377.25 

0.00 

- 

0.00 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.012 

0.071 

613.17 

Over Exploited 

Kana Khera 

0829000603619200 

0.06 

0.23 

40.94 

0.27 

0.01 

0.28 

0.04 

0.58 

- 

- 

- 

- 

0.021 

0.021 

0.021 

0.304 

0.015 

0.289 

0.149 

51.40 

Safe 

Kanar Khera 

0829000603634500 

0.06 

0.10 

90.76 

0.12 

0.01 

0.13 

0.05 

0.56 

- 

0.0300 

0.0031 

0.0050 

0.006 

0.044 

0.044 

0.174 

0.009 

0.165 

0.246 

149.12 

Over Exploited 

Kankarwa 

0829000603625700 

0.06 

0.01 

2,395.35 

0.01 

0.00 

0.01 

0.00 

0.05 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.008 

0.000 

0.008 

0.024 

297.00 

Over Exploited 

Kanrookara 

0829000603631300 

0.04 

0.05 

649.00 

0.06 

0.01 

0.07 

0.04 

0.46 

- 

0.0400 

- 

- 

0.001 

0.042 

0.042 

0.113 

0.006 

0.107 

0.326 

304.23 

Over Exploited 



0.04 

0.00 

87,965.45 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

2,724.22 

0.00 

0.00 

0.01 

0.01 

0.12 

- 

0.0100 

0.0009 

0.0014 

0.003 

0.015 

0.015 

0.021 

0.001 

0.020 

0.087 

441.25 

Over Exploited 

Kanthariya 

0829000803648500 

0.07 

0.17 

206.11 

0.21 

0.02 

0.22 

0.05 

0.70 

- 

0.0500 

- 

- 

0.013 

0.063 

0.063 

0.288 

0.014 

0.273 

0.290 

106.16 

Over Exploited 

Kanwarpura 

0829000603632600 

0.06 

0.01 

511.31 

0.01 

- 

0.01 

0.02 

0.24 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.017 

0.134 

806.12 

Over Exploited 



0.06 

0.01 

293.97 

0.02 

0.01 

0.03 

0.03 

0.35 

- 

0.0200 

0.0009 

0.0011 

- 

0.022 

0.022 

0.048 

0.002 

0.046 

0.200 

439.57 

Over Exploited 

Kapasan (M) 

0829000642904000 

0.04 

0.53 

207.57 

0.64 

0.32 

0.96 

0.05 

0.62 

- 

0.2600 

- 

- 

0.347 

0.607 

0.607 

1.569 

0.078 

1.490 

4.228 

283.71 

Over Exploited 



0.03 

0.00 

12,550.37 

0.00 

- 

0.00 

0.00 

0.02 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.161 

1,584.51 

Over Exploited 

Karjali 

0829000603635100 

0.04 

0.00 

647,306.15 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Karookariya 

0829000603618100 

0.04 

0.10 

99.23 

0.11 

0.01 

0.12 

0.05 

0.64 

- 

- 

- 

- 

0.010 

0.010 

0.010 

0.131 

0.007 

0.125 

0.016 

12.49 

Safe 

Keshar Kheri 

0829000603620100 

0.04 

0.00 

2,798.76 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

6,257.63 

Over Exploited 

Khanji Ka Khera 

0829000603630000 

0.03 

0.04 

171.24 

0.05 

0.00 

0.05 

0.05 

0.68 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.057 

0.003 

0.054 

0.051 

94.67 

Critical 

Khartana 

0826000103058000 

0.05 

0.21 

144.79 

0.26 

0.01 

0.27 

0.05 

0.58 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.298 

0.015 

0.283 

0.311 

109.86 

Over Exploited 

Khatookra 

0825000603033800 

0.03 

0.06 

656.20 

0.08 

0.02 

0.09 

0.02 

0.28 

- 

- 

- 

- 

0.023 

0.023 

0.023 

0.115 

0.006 

0.109 

0.071 

64.91 

Safe 



0.04 

0.06 

464.37 

0.07 

0.01 

0.08 

0.02 

0.22 

- 

- 

- 

- 

0.016 

0.016 

0.016 

0.094 

0.005 

0.089 

0.056 

63.00 

Safe 

Khatya Kheri 

0829000603623600 

0.03 

0.02 

245.69 

0.03 

- 

0.03 

0.05 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.036 

0.002 

0.034 

0.083 

245.49 

Over Exploited 

Khempur 

0826000103067600 

0.05 

0.01 

1,498.67 

0.01 

- 

0.01 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.011 

0.043 

394.84 

Over Exploited 



0.05 

0.03 

793.71 

0.04 

- 

0.04 

0.02 

0.18 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.047 

0.002 

0.045 

0.079 

174.61 

Over Exploited 

Khera Kiran 

0829000603635800 

0.04 

0.00 

16,909.09 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

23,851.84 

Over Exploited 



0.04 

0.02 

445.25 

0.02 

0.02 

0.04 

0.05 

0.55 

- 

0.0100 

0.0011 

0.0017 

0.023 

0.036 

0.036 

0.076 

0.004 

0.072 

0.088 

121.61 

Over Exploited 

Kheri Phalichara 

0826000103057400 

0.05 

0.09 

172.98 

0.11 

- 

0.11 

0.05 

0.57 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.122 

0.006 

0.116 

0.138 

118.45 

Over Exploited 

Kherli 

0829000603627100 

0.06 

0.05 

202.37 

0.06 

0.01 

0.07 

0.04 

0.57 

- 

0.0400 

0.0030 

0.0029 

0.000 

0.046 

0.046 

0.111 

0.006 

0.106 

0.239 

225.98 

Over Exploited 

Kiron Ka Khera 

0829000603635700 

0.04 

0.03 

774.20 

0.03 

0.01 

0.04 

0.04 

0.46 

- 

0.0200 

0.0018 

0.0029 

0.002 

0.027 

0.027 

0.071 

0.004 

0.068 

0.220 

325.42 

Over Exploited 

Kishaniyakheri 

0829000603624200 

0.04 

0.02 

168.15 

0.03 

0.00 

0.03 

0.05 

0.63 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.046 

0.002 

0.044 

0.055 

124.69 

Over Exploited 

Kolpura 

0829000603628100 

0.04 

0.08 

247.73 

0.10 

0.07 

0.17 

0.04 

0.53 

- 

0.0200 

- 

- 

0.087 

0.107 

0.107 

0.275 

0.014 

0.261 

0.174 

66.72 

Safe 



0.03 

0.00 

3,034.88 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.027 

1,144.75 

Over Exploited 

Kuncholi 

0826000103057200 

0.05 

0.09 

235.05 

0.11 

0.01 

0.13 

0.05 

0.60 

- 

0.0300 

- 

- 

0.004 

0.034 

0.034 

0.161 

0.008 

0.152 

0.325 

213.13 

Over Exploited 

Ladana 

0826000103067700 

0.05 

0.06 

432.99 

0.07 

0.01 

0.08 

0.03 

0.36 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.102 

0.005 

0.097 

0.153 

157.37 

Over Exploited 



0.05 

0.03 

747.41 

0.03 

- 

0.03 

0.02 

0.24 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.041 

0.002 

0.039 

0.099 

255.30 

Over Exploited 

Ladani 

0826000103059300 

0.05 

0.00 

91,434.71 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.14 

249.38 

0.17 

0.01 

0.18 

0.05 

0.57 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.202 

0.010 

0.192 

0.223 

116.27 

Over Exploited 

Lalawas 

0829000603633000 

0.06 

0.00 

2,137.92 

0.00 

0.00 

0.00 

0.00 

0.05 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.008 

0.000 

0.008 

0.025 

312.31 

Over Exploited 



0.06 

0.07 

66.12 

0.08 

0.02 

0.10 

0.05 

0.54 

- 

0.0300 

0.0029 

0.0035 

0.011 

0.047 

0.047 

0.142 

0.007 

0.135 

0.291 

215.29 

Over Exploited 

Lopra 

0826000103059100 

0.05 

0.02 

525.95 

0.03 

0.01 

0.04 

0.02 

0.32 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.057 

0.003 

0.054 

0.181 

332.72 

Over Exploited 



0.05 

0.02 

559.49 

0.02 

0.01 

0.03 

0.02 

0.29 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.053 

0.003 

0.050 

0.161 

321.91 

Over Exploited 

Mali Khera 

0829000603618500 

0.06 

0.13 

(12.24) 

0.12 

0.00 

0.12 

0.05 

0.61 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.139 

0.007 

0.132 

0.069 

52.16 

Safe 

Man Khand 

0826000103058100 

0.05 

0.12 

166.02 

0.14 

0.01 

0.15 

0.04 

0.55 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.169 

0.008 

0.160 

0.159 

99.04 

Critical 

Manpura 

0829000803647800 

0.07 

0.03 

392.79 

0.04 

0.00 

0.04 

0.02 

0.31 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.044 

0.002 

0.042 

0.079 

188.01 

Over Exploited 

Mavli 

0826000103059900 

0.05 

0.00 

21,245.96 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.023 

19,781.75 

Over Exploited 

Mewada 

0829000603619400 

0.04 

0.09 

(94.80) 

0.08 

0.10 

0.17 

0.04 

0.60 

- 

0.0100 

- 

- 

0.146 

0.156 

0.156 

0.328 

0.016 

0.311 

0.098 

31.50 

Safe 

Mewada Colony 

0829000603619500 

0.04 

0.05 

(12.62) 

0.04 

0.00 

0.05 

0.05 

0.63 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.049 

0.002 

0.047 

0.018 

39.62 

Safe 

Mogana 

0825000703044900 

0.05 

0.00 

5,612.40 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.009 

4,244.46 

Over Exploited 

Mohammad Pura 

0829000803648200 

0.07 

0.03 

199.64 

0.04 

0.00 

0.04 

0.05 

0.72 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.039 

0.002 

0.037 

0.035 

93.46 

Critical 

Morath 

0826000103058200 

0.05 

0.00 

21,930.52 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

11,134.12 

Over Exploited 

Morjai 

0826000603170500 

0.03 

0.00 

3,469.89 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.025 

3,965.57 

Over Exploited 



0.03 

0.00 

2,272.96 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

0.0006 

0.0007 

- 

0.001 

0.001 

0.003 

0.000 

0.002 

0.037 

1,509.14 

Over Exploited 

Mugana 

0829000603624800 

0.04 

0.34 

(3.36) 

0.33 

0.07 

0.40 

0.04 

0.59 

- 

0.0300 

- 

- 

0.094 

0.124 

0.124 

0.523 

0.026 

0.497 

0.318 

64.02 

Safe 



0.04 

0.00 

2,486.39 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0008 

0.0012 

- 

0.002 

0.002 

0.003 

0.000 

0.002 

0.012 

503.76 

Over Exploited 

Mund Katiya 

0829000603626200 

0.06 

0.05 

240.11 

0.05 

0.01 

0.07 

0.04 

0.57 

- 

0.0400 

- 

- 

0.006 

0.046 

0.046 

0.114 

0.006 

0.109 

0.322 

295.94 

Over Exploited 

Murla 

0829000603632900 

0.06 

0.02 

316.57 

0.02 

0.01 

0.03 

0.03 

0.30 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.064 

0.003 

0.061 

0.264 

431.44 

Over Exploited 



0.06 

0.02 

293.90 

0.02 

0.01 

0.03 

0.03 

0.29 

- 

0.0300 

0.0016 

0.0019 

0.002 

0.036 

0.036 

0.070 

0.003 

0.066 

0.258 

387.91 

Over Exploited 

Murliya 

0829000803648900 

0.07 

0.06 

184.63 

0.07 

0.01 

0.08 

0.03 

0.35 

- 

0.0100 

- 

- 

0.014 

0.024 

0.024 

0.106 

0.005 

0.101 

0.118 

116.74 

Over Exploited 

Nangpura 

0829000103532700 

0.04 

0.00 

2,801.51 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.006 

964.05 

Over Exploited 

Nariya 

0829000603628900 

0.03 

0.02 

528.56 

0.02 

0.00 

0.02 

0.03 

0.33 

- 

0.0100 

- 

- 

0.000 

0.011 

0.011 

0.032 

0.002 

0.030 

0.079 

262.40 

Over Exploited 

Nariya Kheri 

0826000603170300 

0.03 

0.00 

2,258.78 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.008 

764.72 

Over Exploited 

Narji Ki Bhagal 

0829000603633300 

0.06 

0.00 

8,706.85 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

36,196.60 

Over Exploited 



0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Neel Ka Khera 

0829000803647600 

0.07 

0.17 

100.88 

0.20 

0.00 

0.20 

0.05 

0.63 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.211 

0.011 

0.201 

0.074 

36.65 

Safe 

Nilod 

0829000603632200 

0.06 

0.39 

15.97 

0.45 

0.07 

0.52 

0.05 

0.59 

- 

0.0200 

- 

- 

0.087 

0.108 

0.108 

0.628 

0.031 

0.597 

0.237 

39.65 

Safe 

Oron Ka Khera 

0829000603618400 

0.06 

0.06 

(34.40) 

0.05 

0.00 

0.05 

0.05 

0.62 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.058 

0.003 

0.055 

0.006 

10.28 

Safe 

Pakhand 

0825000703044300 

0.05 

0.02 

576.72 

0.03 

0.01 

0.03 

0.01 

0.15 

- 

0.0200 

- 

- 

0.008 

0.028 

0.028 

0.063 

0.003 

0.059 

0.092 

155.11 

Over Exploited 

Panch Deola 

0829000803649900 

0.05 

0.10 

2,278.44 

0.12 

0.06 

0.18 

0.05 

0.73 

- 

0.0300 

- 

- 

0.076 

0.106 

0.106 

0.285 

0.014 

0.270 

0.275 

101.75 

Over Exploited 

Pari 

0829000603626400 

0.06 

0.22 

118.75 

0.26 

0.07 

0.33 

0.03 

0.49 

- 

0.0400 

- 

- 

0.086 

0.126 

0.126 

0.457 

0.023 

0.435 

0.384 

88.45 

Semi Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 






Bhupalsagar 

Command 

Phyllite & Schist 

1.331 

4.23 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.06 

0.004 

0.08 

0.07 


Patoliya 

0829000603626100 

11.561 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

11.524 

4.26 

0.012 

0.02 

0.00 

0.00 

0.00 

0.08 

0.51 

0.50 

0.03 

0.039 

0.53 

0.54 


Pawatiya 

0829000603623800 

2.229 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.229 

4.95 

0.012 

0.04 

0.01 

0.00 

0.00 

0.04 

0.12 

0.10 

0.15 

0.008 

0.59 

0.67 


Peepal Kheri 

0829000603636300 

2.266 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.458 

9.56 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.03 

0.002 

0.11 

0.10 






Badgaon 

Command 

Phyllite & Schist 

0.689 

9.56 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.05 

0.002 

0.16 

0.15 


Peepaliya 

0826000103058700 

2.589 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.589 

3.85 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.22 

0.16 

0.05 

0.013 

0.56 

0.74 


Peepalwas 

0829000803650900 

9.272 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.363 

4.79 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.001 

0.03 

0.04 


Peepli Gujaran 

0829000803649100 

1.736 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.736 

6.37 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.14 

0.07 

0.007 

0.64 

0.85 


Pemakhera 

0829000603633100 

2.468 

Fresh 

Badgaon 

Command 

Phyllite & Schist 

2.419 

4.09 

0.012 

0.04 

0.01 

0.00 

0.00 

0.00 

0.14 

0.11 

0.14 

0.008 

0.52 

0.66 


Phalasiya 

0829000603627500 

2.876 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.337 

4.43 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.001 

0.06 

0.05 






Bhupalsagar 

Command 

Phyllite & Schist 

2.539 

4.43 

0.012 

0.03 

0.00 

0.00 

0.00 

0.01 

0.15 

0.18 

0.13 

0.009 

0.47 

0.41 


Phali Chara 

0826000103057300 

10.315 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

10.265 

4.41 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.99 

0.73 

0.28 

0.051 

0.53 

0.72 


Pitamber Puriya 

0829000603635000 

1.299 

Fresh 

Badgaon 

Command 

Phyllite & Schist 

0.783 

5.42 

0.012 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.13 

0.003 

0.31 

0.33 


Rama Khera 

0829000603624400 

9.448 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.414 

3.92 

0.012 

0.01 

0.00 

0.00 

0.00 

0.02 

0.41 

0.42 

0.01 

0.032 

0.55 

0.54 






Bhupalsagar 

Command 

Phyllite & Schist 

0.034 

3.92 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rampura 

0826000103068200 

2.165 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.165 

4.43 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.21 

0.15 

0.05 

0.011 

0.54 

0.74 


Rampuriya 

0829000603629700 

1.194 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.194 

5.52 

0.012 

0.05 

0.01 

0.00 

0.00 

0.00 

0.12 

0.10 

0.20 

0.004 

0.60 

0.69 


Ramthali 

0829000603630300 

5.779 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.365 

5.53 

0.012 

0.06 

0.01 

0.00 

0.00 

0.00 

0.20 

0.17 

0.22 

0.008 

0.24 

0.28 


Ranawaton Ki Sadari 

0829000603625800 

3.829 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.942 

5.67 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.01 

0.003 

0.13 

0.13 


Randiyardi 

0829000603624000 

2.363 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.363 

3.81 

0.012 

0.06 

0.01 

0.00 

0.00 

0.01 

0.14 

0.13 

0.23 

0.008 

0.59 

0.67 


Rani Khera 

0826000103058900 

2.670 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.670 

4.63 

0.020 

0.01 

0.00 

0.00 

0.00 

0.02 

0.24 

0.18 

0.03 

0.013 

0.56 

0.75 


Ranwon Ka Khera 

0829000603635600 

2.325 

Fresh 

Badgaon 

Command 

Phyllite & Schist 

1.430 

8.00 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.16 

0.06 

0.005 

0.31 

0.29 


Rawtiya 

0829000603626500 

8.479 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.146 

4.91 

0.012 

0.01 

0.00 

0.00 

0.00 

0.02 

0.11 

0.13 

0.04 

0.007 

0.13 

0.11 






Bhupalsagar 

Command 

Phyllite & Schist 

6.028 

4.91 

0.012 

0.03 

0.00 

0.00 

0.00 

0.01 

0.36 

0.43 

0.10 

0.020 

0.38 

0.32 


Rayapuriya Kalan 

0829000603634600 

8.590 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.421 

4.81 

0.012 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.01 

0.001 

0.03 

0.03 






Badgaon 

Command 

Phyllite & Schist 

8.127 

4.81 

0.012 

0.06 

0.01 

0.00 

0.00 

0.02 

0.48 

0.47 

0.22 

0.027 

0.50 

0.50 


Rayapuriya Khurd 

0829000603624900 

3.966 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.966 

4.12 

0.012 

0.03 

0.00 

0.00 

0.00 

0.01 

0.21 

0.25 

0.12 

0.013 

0.53 

0.45 


Ren Ka Khera 

0829000603623500 

3.570 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.317 

4.60 

0.012 

0.04 

0.01 

0.00 

0.00 

0.00 

0.15 

0.13 

0.16 

0.008 

0.38 

0.44 







Non-command 

Gneisses(B.G.C) 

0.869 

4.60 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.06 

0.003 

0.14 

0.16 


Rewaliya Kalan 

0829000803647900 

5.377 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.581 

7.32 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.20 

0.17 

0.11 

0.006 

0.19 

0.22 


Rewaliya Khurd 

0829000803647700 

8.546 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.529 

5.73 

0.015 

0.15 

0.01 

0.00 

0.00 

0.02 

0.85 

0.73 

0.56 

0.032 

0.61 

0.71 


Roliya 

0829000603628000 

4.252 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.025 

7.63 

0.012 

0.03 

0.00 

0.00 

0.00 

0.00 

0.20 

0.19 

0.13 

0.007 

0.27 

0.29 







Non-command 

Gneisses(B.G.C) 

2.227 

7.63 

0.012 

0.04 

0.00 

0.00 

0.00 

0.00 

0.24 

0.22 

0.14 

0.008 

0.30 

0.32 


Roodri 

0829000603630600 

5.746 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.746 

5.37 

0.012 

0.17 

0.03 

0.00 

0.00 

0.04 

0.46 

0.41 

0.67 

0.020 

0.59 

0.67 


Roop Pura 

0829000503608900 

2.190 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.727 

9.03 

0.012 

0.01 

0.00 

0.00 

0.00 

0.02 

0.07 

0.06 

0.02 

0.002 

0.23 

0.26 


Roopa Kheri 

0829000603628400 

6.429 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.429 

5.03 

0.012 

0.12 

0.02 

0.00 

0.00 

0.01 

0.46 

0.41 

0.44 

0.023 

0.59 

0.66 



0829000803648400 

0.587 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.386 

10.58 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.08 

0.06 

0.07 

0.001 

0.44 

0.53 







Non-command 

Shale 

0.201 

10.58 

0.100 

0.01 

0.00 

0.00 

0.00 

0.01 

0.21 

0.17 

0.04 

0.001 

0.23 

0.28 


Roopa Wali 

0825000703044600 

2.267 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.267 

3.77 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.14 

0.10 

0.11 

0.003 

0.52 

0.72 


Rooppura @ Dhanna Khera 

0829000603619100 

2.998 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.085 

4.23 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.08 

0.004 

0.19 

0.17 


Rughnathpura 

0829000603631100 

2.420 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.004 

9.05 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

1.188 

9.05 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.13 

0.04 

0.004 

0.27 

0.28 


Sagwariya 

0829000803649600 

5.267 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.668 

10.73 

0.015 

0.01 

0.00 

0.00 

0.00 

0.02 

0.42 

0.32 

0.04 

0.010 

0.33 

0.43 







Non-command 

Shale 

2.084 

10.73 

0.100 

0.01 

0.00 

0.00 

0.00 

0.09 

2.15 

1.66 

0.04 

0.008 

0.26 

0.34 


Salera Khurd 

0826000103056900 

4.493 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.141 

4.82 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.02 


Salor 

0825000703044800 

8.314 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.103 

3.51 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.03 

0.001 

0.07 

0.10 


Sandiyarda 

0829000603624300 

3.843 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.843 

3.34 

0.012 

0.07 

0.01 

0.00 

0.00 

0.01 

0.20 

0.18 

0.26 

0.014 

0.59 

0.66 


Sankroda 

0826000103057100 

11.591 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

10.965 

5.15 

0.020 

0.11 

0.01 

0.00 

0.00 

0.00 

1.23 

0.91 

0.39 

0.054 

0.53 

0.71 


Sansera 

0825000603033600 

14.199 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.088 

4.54 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Sanwaliya Khera 

0829000603618200 

1.989 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.989 

4.07 

0.012 

0.04 

0.01 

0.00 

0.00 

0.03 

0.09 

0.09 

0.17 

0.007 

0.57 

0.60 


Sardarpura 

0829000603624600 

1.499 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.370 

3.82 

0.012 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.10 

0.005 

0.49 

0.42 






Bhupalsagar 

Command 

Phyllite & Schist 

0.129 

3.82 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.05 

0.04 


Sarlai 

0829000803649800 

2.219 

Fresh 

Non-command 

Non-command 

Shale 

1.934 

10.47 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

2.06 

1.61 

0.13 

0.007 

0.58 

0.74 


Sawaniya 

0826000103059000 

4.646 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.646 

4.78 

0.020 

0.05 

0.01 

0.00 

0.00 

0.02 

0.47 

0.35 

0.18 

0.023 

0.56 

0.75 


Sejgariya 

0829000603617700 

5.950 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.416 

4.33 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.06 

0.005 

0.13 

0.14 


Shambhoo Pura 

0829000603625000 

1.159 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.479 

4.92 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.002 

0.22 

0.19 


Shambhoopura 

0829000603630700 

1.917 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.917 

5.13 

0.012 

0.04 

0.01 

0.00 

0.00 

0.00 

0.14 

0.13 

0.15 

0.007 

0.59 

0.66 


Shivdan Pura 

0829000803649000 

1.240 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.240 

5.48 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.04 

0.005 

0.64 

0.84 


Shivsinghji Ka Khera 

0826000103058600 

4.697 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.697 

4.13 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.39 

0.30 

0.03 

0.023 

0.55 

0.73 


Shivwata 

0829000603627400 

8.227 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.077 

5.54 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.000 

0.01 

0.00 






Bhupalsagar 

Command 

Phyllite & Schist 

8.150 

5.54 

0.012 

0.01 

0.00 

0.00 

0.00 

0.01 

0.52 

0.58 

0.01 

0.027 

0.53 

0.49 


Singhariya 

0829000603619300 

0.963 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.963 

2.30 

0.012 

0.03 

0.00 

0.00 

0.00 

0.06 

-0.01 

-0.01 

0.13 

0.003 

0.54 

0.50 


Sonarda 

0829000803648800 

1.488 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.488 

5.69 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.17 

0.13 

0.17 

0.006 

0.63 

0.80 


Soniyana 

0829000803648700 

4.555 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.555 

5.96 

0.015 

0.11 

0.01 

0.00 

0.00 

0.00 

0.50 

0.41 

0.40 

0.017 

0.63 

0.78 


Sukhwara 

0829000803650300 

4.082 

Fresh 

Non-command 

Non-command 

Shale 

1.001 

8.31 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.86 

0.66 

0.11 

0.004 

0.16 

0.21 


Supariya Khera 

0826000103057700 

1.522 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.522 

3.86 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.10 

0.02 

0.008 

0.53 

0.68 


Surajpura 

0829000603617800 

2.407 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.056 

4.28 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

1.101 

4.28 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.06 

0.004 

0.26 

0.27 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.06 

0.01 

1,439.60 

0.01 

0.00 

0.01 

0.01 

0.08 

- 

0.0100 

0.0023 

0.0027 

0.001 

0.016 

0.016 

0.024 

0.001 

0.023 

0.066 

286.30 

Over Exploited 

Patoliya 

0829000603626100 

0.06 

0.38 

31.42 

0.45 

0.08 

0.53 

0.04 

0.57 

- 

- 

- 

- 

0.117 

0.117 

0.117 

0.650 

0.032 

0.617 

0.069 

11.14 

Safe 

Pawatiya 

0829000603623800 

0.03 

0.04 

161.56 

0.05 

0.05 

0.10 

0.05 

0.64 

- 

0.0200 

- 

- 

0.059 

0.079 

0.079 

0.175 

0.009 

0.166 

0.155 

93.18 

Critical 

Peepal Kheri 

0829000603636300 

0.04 

0.00 

3,314.77 

0.00 

0.00 

0.00 

0.01 

0.12 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.004 

0.000 

0.004 

0.031 

748.89 

Over Exploited 



0.04 

0.00 

2,056.56 

0.00 

0.00 

0.01 

0.02 

0.18 

- 

0.0100 

0.0005 

0.0006 

0.001 

0.012 

0.012 

0.017 

0.001 

0.017 

0.052 

317.50 

Over Exploited 

Peepaliya 

0826000103058700 

0.05 

0.07 

126.56 

0.09 

0.00 

0.09 

0.05 

0.60 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.100 

0.005 

0.095 

0.058 

60.94 

Safe 

Peepalwas 

0829000803650900 

0.07 

0.00 

2,797.62 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.019 

2,619.86 

Over Exploited 

Peepli Gujaran 

0829000803649100 

0.07 

0.08 

75.47 

0.09 

0.00 

0.10 

0.05 

0.70 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.113 

0.006 

0.107 

0.072 

66.89 

Safe 

Pemakhera 

0829000603633100 

0.06 

0.08 

46.83 

0.09 

0.01 

0.10 

0.05 

0.58 

- 

0.0200 

0.0025 

0.0040 

- 

0.027 

0.027 

0.130 

0.007 

0.124 

0.146 

118.04 

Over Exploited 

Phalasiya 

0829000603627500 

0.06 

0.00 

2,293.68 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

0.021 

1,417.79 

Over Exploited 



0.06 

0.07 

137.36 

0.09 

0.01 

0.10 

0.03 

0.51 

- 

0.0100 

0.0043 

0.0052 

0.010 

0.029 

0.029 

0.125 

0.006 

0.118 

0.137 

115.31 

Over Exploited 

Phali Chara 

0826000103057300 

0.05 

0.27 

166.89 

0.33 

0.01 

0.34 

0.05 

0.58 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.369 

0.018 

0.350 

0.331 

94.49 

Critical 

Pitamber Puriya 

0829000603635000 

0.06 

0.02 

399.35 

0.02 

- 

0.02 

0.03 

0.34 

- 

0.0100 

0.0008 

0.0013 

- 

0.012 

0.012 

0.030 

0.002 

0.029 

0.135 

467.49 

Over Exploited 

Rama Khera 

0829000603624400 

0.06 

0.32 

30.31 

0.39 

0.02 

0.41 

0.04 

0.60 

- 

- 

- 

- 

0.037 

0.037 

0.037 

0.448 

0.022 

0.426 

0.038 

8.84 

Safe 



0.06 

0.00 

36,479.58 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rampura 

0826000103068200 

0.05 

0.06 

165.39 

0.07 

0.00 

0.07 

0.06 

0.59 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.082 

0.004 

0.078 

0.064 

82.11 

Semi Critical 

Rampuriya 

0829000603629700 

0.03 

0.02 

370.20 

0.03 

0.01 

0.04 

0.05 

0.65 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.056 

0.003 

0.053 

0.201 

380.86 

Over Exploited 

Ramthali 

0829000603630300 

0.03 

0.02 

889.29 

0.02 

0.01 

0.03 

0.02 

0.26 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.052 

0.003 

0.049 

0.229 

464.08 

Over Exploited 

Ranawaton Ki Sadari 

0829000603625800 

0.06 

0.01 

641.63 

0.01 

0.00 

0.01 

0.01 

0.14 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.017 

0.001 

0.016 

0.009 

56.81 

Safe 

Randiyardi 

0829000603624000 

0.04 

0.05 

141.14 

0.06 

0.02 

0.08 

0.05 

0.64 

- 

0.0300 

- 

- 

0.016 

0.046 

0.046 

0.129 

0.006 

0.122 

0.234 

191.78 

Over Exploited 

Rani Khera 

0826000103058900 

0.05 

0.07 

141.55 

0.09 

0.02 

0.10 

0.05 

0.61 

- 

- 

- 

- 

0.023 

0.023 

0.023 

0.128 

0.006 

0.122 

0.041 

33.87 

Safe 

Ranwon Ka Khera 

0829000603635600 

0.04 

0.02 

887.08 

0.02 

0.00 

0.02 

0.03 

0.34 

- 

0.0100 

0.0015 

0.0024 

0.001 

0.014 

0.014 

0.035 

0.002 

0.033 

0.067 

203.47 

Over Exploited 

Rawtiya 

0829000603626500 

0.06 

0.02 

655.06 

0.02 

0.02 

0.04 

0.01 

0.14 

- 

0.0100 

- 

- 

0.026 

0.037 

0.037 

0.076 

0.004 

0.072 

0.043 

60.21 

Safe 



0.06 

0.14 

205.77 

0.17 

0.01 

0.18 

0.03 

0.40 

- 

0.0200 

0.0128 

0.0124 

0.012 

0.057 

0.057 

0.233 

0.012 

0.222 

0.116 

52.46 

Safe 

Rayapuriya Kalan 

0829000603634600 

0.06 

0.00 

2,584.11 

0.00 

0.01 

0.01 

0.00 

0.03 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.013 

0.001 

0.013 

0.013 

104.65 

Over Exploited 



0.06 

0.25 

88.31 

0.30 

0.03 

0.33 

0.05 

0.54 

- 

0.0200 

0.0083 

0.0134 

0.036 

0.078 

0.078 

0.412 

0.021 

0.391 

0.243 

62.18 

Safe 

Rayapuriya Khurd 

0829000603624900 

0.06 

0.13 

89.53 

0.16 

0.01 

0.16 

0.04 

0.57 

- 

0.0100 

- 

- 

0.011 

0.021 

0.021 

0.185 

0.009 

0.176 

0.133 

75.83 

Semi Critical 

Ren Ka Khera 

0829000603623500 

0.04 

0.03 

302.58 

0.04 

0.01 

0.05 

0.03 

0.42 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.071 

0.004 

0.067 

0.169 

251.87 

Over Exploited 



0.03 

0.00 

1,439.71 

0.00 

0.00 

0.00 

0.01 

0.16 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.015 

0.001 

0.014 

0.061 

439.27 

Over Exploited 

Rewaliya Kalan 

0829000803647900 

0.07 

0.02 

726.82 

0.02 

0.00 

0.03 

0.02 

0.20 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.043 

0.002 

0.041 

0.118 

286.04 

Over Exploited 

Rewaliya Khurd 

0829000803647700 

0.07 

0.36 

99.70 

0.44 

0.03 

0.47 

0.05 

0.66 

- 

0.0600 

- 

- 

0.032 

0.092 

0.092 

0.559 

0.028 

0.531 

0.594 

111.83 

Over Exploited 

Roliya 

0829000603628000 

0.04 

0.02 

826.67 

0.02 

0.00 

0.03 

0.02 

0.29 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.045 

0.002 

0.043 

0.134 

311.17 

Over Exploited 



0.03 

0.02 

1,002.16 

0.02 

0.00 

0.02 

0.03 

0.32 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.044 

0.002 

0.042 

0.149 

356.02 

Over Exploited 

Roodri 

0829000603630600 

0.03 

0.10 

298.93 

0.12 

0.07 

0.19 

0.05 

0.64 

- 

0.0800 

- 

- 

0.055 

0.135 

0.135 

0.324 

0.016 

0.307 

0.688 

223.91 

Over Exploited 

Roop Pura 

0829000503608900 

0.06 

0.01 

518.74 

0.01 

0.02 

0.03 

0.02 

0.24 

- 

- 

- 

- 

0.025 

0.025 

0.025 

0.053 

0.003 

0.050 

0.022 

44.78 

Safe 

Roopa Kheri 

0829000603628400 

0.03 

0.11 

259.24 

0.14 

0.03 

0.17 

0.05 

0.64 

- 

0.0500 

- 

- 

0.019 

0.069 

0.069 

0.238 

0.012 

0.226 

0.465 

205.44 

Over Exploited 


0829000803648400 

0.07 

0.01 

423.74 

0.01 

0.01 

0.02 

0.04 

0.47 

- 

0.0100 

- 

- 

0.009 

0.019 

0.019 

0.040 

0.002 

0.038 

0.074 

198.05 

Over Exploited 



0.05 

0.00 

7,454.63 

0.00 

0.01 

0.02 

0.02 

0.25 

- 

0.0100 

- 

- 

0.019 

0.029 

0.029 

0.044 

0.002 

0.042 

0.044 

104.94 

Over Exploited 

Roopa Wali 

0825000703044600 

0.05 

0.06 

78.68 

0.07 

0.01 

0.08 

0.05 

0.56 

- 

0.0100 

- 

- 

0.020 

0.030 

0.030 

0.114 

0.006 

0.108 

0.111 

102.55 

Over Exploited 

Rooppura @ Dhanna Khera 

0829000603619100 

0.06 

0.01 

549.01 

0.02 

- 

0.02 

0.01 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.016 

0.001 

0.015 

0.088 

593.35 

Over Exploited 

Rughnathpura 

0829000603631100 

0.04 

0.00 

288,521.82 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.01 

1,237.41 

0.01 

0.00 

0.01 

0.02 

0.30 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

0.001 

0.012 

0.045 

389.99 

Over Exploited 

Sagwariya 

0829000803649600 

0.07 

0.06 

422.08 

0.07 

0.02 

0.09 

0.03 

0.36 

- 

0.0100 

- 

- 

0.030 

0.040 

0.040 

0.134 

0.007 

0.127 

0.054 

42.57 

Safe 



0.05 

0.03 

6,054.32 

0.03 

0.09 

0.13 

0.02 

0.28 

- 

0.0100 

- 

- 

0.142 

0.152 

0.152 

0.279 

0.014 

0.265 

0.045 

16.92 

Safe 

Salera Khurd 

0826000103056900 

0.05 

0.00 

8,032.71 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

4,732.98 

Over Exploited 

Salor 

0825000703044800 

0.05 

0.00 

1,165.60 

0.00 

0.00 

0.00 

0.01 

0.08 

- 

- 

- 

- 

0.000 

- 

- 

0.005 

0.000 

0.004 

0.031 

717.59 

Over Exploited 

Sandiyarda 

0829000603624300 

0.04 

0.08 

110.78 

0.10 

0.02 

0.12 

0.05 

0.64 

- 

0.0300 

- 

- 

0.014 

0.045 

0.045 

0.165 

0.008 

0.157 

0.276 

176.14 

Over Exploited 

Sankroda 

0826000103057100 

0.05 

0.29 

216.43 

0.35 

0.01 

0.36 

0.04 

0.57 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.397 

0.020 

0.377 

0.442 

117.40 

Over Exploited 

Sansera 

0825000603033600 

0.03 

0.00 

74,713.94 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

39,427.24 

Over Exploited 

Sanwaliya Khera 

0829000603618200 

0.06 

0.07 

24.95 

0.08 

0.04 

0.12 

0.05 

0.62 

- 

0.0300 

- 

- 

0.046 

0.076 

0.076 

0.200 

0.010 

0.190 

0.175 

91.97 

Critical 

Sardarpura 

0829000603624600 

0.06 

0.04 

151.07 

0.05 

- 

0.05 

0.03 

0.52 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.060 

0.003 

0.057 

0.109 

191.33 

Over Exploited 



0.06 

0.00 

1,700.39 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

0.0002 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.006 

720.53 

Over Exploited 

Sarlai 

0829000803649800 

0.05 

0.06 

2,802.58 

0.07 

- 

0.07 

0.05 

0.62 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.087 

0.004 

0.082 

0.140 

170.40 

Over Exploited 

Sawaniya 

0826000103059000 

0.05 

0.13 

168.43 

0.16 

0.03 

0.18 

0.05 

0.61 

- 

0.0200 

- 

- 

0.025 

0.045 

0.045 

0.227 

0.011 

0.215 

0.201 

93.38 

Critical 

Sejgariya 

0829000603617700 

0.06 

0.01 

650.05 

0.01 

0.00 

0.01 

0.01 

0.14 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.026 

0.001 

0.025 

0.061 

247.02 

Over Exploited 

Shambhoo Pura 

0829000603625000 

0.06 

0.01 

579.22 

0.01 

- 

0.01 

0.01 

0.23 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.007 

0.020 

264.95 

Over Exploited 

Shambhoopura 

0829000603630700 

0.03 

0.03 

270.20 

0.04 

0.01 

0.05 

0.05 

0.64 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.075 

0.004 

0.072 

0.158 

220.41 

Over Exploited 

Shivdan Pura 

0829000803649000 

0.07 

0.06 

53.01 

0.07 

- 

0.07 

0.05 

0.69 

- 

- 

- 

- 

- 

- 

- 

0.067 

0.003 

0.063 

0.047 

73.91 

Semi Critical 

Shivsinghji Ka Khera 

0826000103058600 

0.05 

0.13 

129.74 

0.15 

0.01 

0.17 

0.05 

0.60 

- 

- 

- 

- 

0.021 

0.021 

0.021 

0.191 

0.010 

0.181 

0.056 

31.10 

Safe 

Shivwata 

0829000603627400 

0.06 

0.00 

22,524.80 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.27 

114.33 

0.32 

0.01 

0.33 

0.04 

0.57 

- 

- 

0.0139 

0.0167 

0.008 

0.039 

0.039 

0.366 

0.018 

0.348 

0.039 

11.34 

Safe 

Singhariya 

0829000603619300 

0.04 

0.02 

(129.73) 

0.02 

0.06 

0.08 

0.04 

0.58 

- 

- 

- 

- 

0.091 

0.091 

0.091 

0.167 

0.008 

0.159 

0.128 

80.74 

Semi Critical 

Sonarda 

0829000803648800 

0.07 

0.07 

99.18 

0.08 

0.00 

0.08 

0.05 

0.68 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.099 

0.005 

0.094 

0.173 

183.46 

Over Exploited 

Soniyana 

0829000803648700 

0.07 

0.20 

103.81 

0.24 

0.01 

0.25 

0.05 

0.68 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.278 

0.014 

0.264 

0.419 

159.01 

Over Exploited 

Sukhwara 

0829000803650300 

0.05 

0.01 

7,974.62 

0.01 

0.00 

0.01 

0.01 

0.18 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.031 

0.002 

0.030 

0.112 

378.26 

Over Exploited 

Supariya Khera 

0826000103057700 

0.05 

0.04 

142.53 

0.05 

0.00 

0.05 

0.05 

0.57 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.052 

0.003 

0.049 

0.032 

64.05 

Safe 

Surajpura 

0829000603617800 

0.06 

0.00 

5,857.93 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

11,552.55 

Over Exploited 



0.05 

0.01 

405.32 

0.02 

- 

0.02 

0.02 

0.29 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.028 

0.001 

0.026 

0.064 

243.83 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Suratpura 

0829000603634900 

2.270 

Fresh 

Badgaon 

Command 

Phyllite & Schist 

0.185 

6.18 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.04 

0.04 


Surpur 

0829000603629800 

2.991 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.991 

5.37 

0.012 

0.16 

0.02 

0.00 

0.00 

0.00 

0.32 

0.27 

0.61 

0.011 

0.61 

0.74 


Surpuri 

0829000603629900 

2.439 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.084 

5.34 

0.012 

0.04 

0.01 

0.00 

0.00 

0.01 

0.15 

0.12 

0.16 

0.007 

0.53 

0.66 


Swarooppura 

0826000103059800 

1.389 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.328 

4.72 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.002 

0.13 

0.18 


Tagdiyon Ka Gurha 

0825000703044200 

5.339 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.481 

3.56 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.001 

0.04 

0.07 


Talab Panchmoja 

0829000603628200 

0.779 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.585 

5.83 

0.012 

0.00 

0.00 

0.00 

0.00 

0.04 

0.00 

0.00 

0.01 

0.002 

0.44 

0.48 







Non-command 

Gneisses(B.G.C) 

0.194 

5.83 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.14 

0.16 


Tana 

0829000603634100 

14.710 

Fresh 

Badgaon 

Command 

Phyllite & Schist 

1.237 

5.64 

0.012 

0.06 

0.00 

0.00 

0.00 

0.00 

0.14 

0.12 

0.22 

0.004 

0.04 

0.05 


Tanda 

0829000603627000 

0.788 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.016 

4.71 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Bhupalsagar 

Command 

Phyllite & Schist 

0.772 

4.71 

0.012 

0.02 

0.00 

0.00 

0.00 

0.01 

0.05 

0.06 

0.07 

0.003 

0.52 

0.44 


Tara Kheri 

0829000603624100 

3.489 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.303 

4.95 

0.012 

0.10 

0.01 

0.00 

0.00 

0.00 

0.27 

0.24 

0.38 

0.012 

0.56 

0.63 







Non-command 

Gneisses(B.G.C) 

0.185 

4.95 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.03 

0.04 


Tarawat 

0826000603170800 

14.439 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.162 

3.69 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.20 

0.14 

0.08 

0.005 

0.12 

0.16 






Badgaon 

Command 

Gneisses(B.G.C) 

0.179 

3.69 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Tarmawon Ka Khera 

0829000603629500 

3.126 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.126 

5.52 

0.012 

0.05 

0.01 

0.00 

0.00 

0.00 

0.24 

0.21 

0.17 

0.011 

0.60 

0.68 


Tasbariya 

0829000603619900 

7.906 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.223 

3.19 

0.012 

0.10 

0.01 

0.00 

0.00 

0.02 

0.33 

0.29 

0.36 

0.026 

0.54 

0.62 


Uchnar Khurd 

0829000603630800 

7.881 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.406 

6.36 

0.012 

0.11 

0.02 

0.00 

0.00 

0.01 

0.48 

0.44 

0.41 

0.019 

0.39 

0.43 


Udakhera 

0826000103068800 

2.523 

Fresh 

Badgaon 

Command 

Phyllite & Schist 

0.006 

4.06 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Gneisses(B.G.C) 

0.961 

4.06 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.06 

0.005 

0.20 

0.27 


Umand 

0829000603636400 

6.214 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.450 

9.57 

0.012 

0.04 

0.00 

0.00 

0.00 

0.00 

0.20 

0.20 

0.14 

0.005 

0.13 

0.12 







Non-command 

Gneisses(B.G.C) 

1.765 

9.57 

0.012 

0.04 

0.00 

0.00 

0.00 

0.00 

0.23 

0.23 

0.17 

0.006 

0.15 

0.15 


Ummedpura 

0829000603631200 

2.066 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.943 

8.56 

0.012 

0.04 

0.00 

0.00 

0.00 

0.00 

0.23 

0.23 

0.15 

0.007 

0.52 

0.54 







Non-command 

Gneisses(B.G.C) 

0.123 

8.56 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.03 

0.03 


Undayala 

0829000603630200 

1.454 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.948 

5.38 

0.012 

0.05 

0.01 

0.00 

0.00 

0.00 

0.10 

0.08 

0.18 

0.003 

0.40 

0.48 


Usrol 

0829000603625100 

7.706 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.356 

4.29 

0.012 

0.00 

0.00 

0.00 

0.00 

0.01 

0.06 

0.07 

0.00 

0.005 

0.09 

0.08 


Vishanpura 

0826000103059400 

2.654 

Fresh 

Bagolia 

Command 

Gneisses(B.G.C) 

0.055 

5.20 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.02 


Wasni Khurd 

0826000103059200 

6.555 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.021 

5.04 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.65 

0.48 

0.16 

0.030 

0.51 

0.69 






Bagolia 

Command 

Gneisses(B.G.C) 

0.534 

5.04 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.02 

0.003 

0.05 

0.06 


Wazeer Ganj 

0829000803650000 

1.584 

Fresh 

Non-command 

Non-command 

Shale 

1.407 

8.74 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

1.26 

1.04 

0.11 

0.005 

0.60 

0.73 

07002024 

Akodara 

0826000603172100 

1.199 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.017 

2.86 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Vallabhnagar 

Command 

Gneisses(B.G.C) 

0.881 

2.86 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.03 

0.001 

0.40 

0.67 


Akodra 

0826000103068600 

4.726 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.799 

4.18 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.34 

0.25 

0.05 

0.019 

0.43 

0.58 






Vallabhnagar 

Command 

Gneisses(B.G.C) 

0.076 

4.18 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.01 


Badliya 

0826000603169700 

0.942 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.942 

3.58 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.09 

0.001 

0.55 

0.91 


Bagthal 

0826000603170900 

2.815 

Fresh 

Vallabhnagar 

Command 

Gneisses(B.G.C) 

2.815 

3.22 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.16 

0.10 

0.15 

0.004 

0.55 

0.89 


Balathal 

0826000603169600 

5.554 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.554 

3.60 

0.015 

0.03 

0.00 

0.00 

0.00 

0.02 

0.31 

0.19 

0.13 

0.008 

0.55 

0.91 


Banjari 

0826000603170200 

1.108 

Fresh 

Vallabhnagar 

Command 

Gneisses(B.G.C) 

1.108 

3.60 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.05 

0.002 

0.54 

0.80 


Bansliya 

0826000603172000 

1.856 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.003 

3.22 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bargaon 

0826000603169900 

6.362 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.839 

3.50 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.33 

0.20 

0.07 

0.008 

0.50 

0.83 






Vallabhnagar 

Command 

Gneisses(B.G.C) 

0.522 

3.50 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.001 

0.05 

0.07 


Bari 

0826000103067300 

2.119 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.884 

3.95 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.00 

0.009 

0.49 

0.78 






Vallabhnagar 

Command 

Gneisses(B.G.C) 

0.235 

3.95 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.06 

0.10 


Bariyar 

0826000103057000 

12.571 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.145 

5.09 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.55 

0.41 

0.10 

0.026 

0.23 

0.31 






Bagolia 

Command 

Gneisses(B.G.C) 

0.097 

5.09 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.01 


Basliya 

0826000103060400 

3.853 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.853 

4.96 

0.020 

0.05 

0.01 

0.00 

0.00 

0.02 

0.40 

0.29 

0.18 

0.019 

0.55 

0.76 


Batharda Khurd 

0826000603177800 

4.965 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.225 

2.49 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.05 

0.003 

0.24 

0.37 


Beejana 

0826000603174100 

2.963 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.365 

3.45 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.07 

0.11 


Beer Ghas 

0826000103059600 

4.341 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.069 

5.12 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.09 

0.03 

0.005 

0.14 

0.18 






Bagolia 

Command 

Gneisses(B.G.C) 

0.035 

5.12 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Bhamrasiya 

0826000603174900 

4.020 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.366 

4.39 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.05 

0.08 







Non-command 

Limestone 

0.461 

4.39 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.02 

0.001 

0.06 

0.10 


Bhatewar 

0826000603173900 

11.463 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.901 

3.53 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.49 

0.31 

0.08 

0.013 

0.42 

0.67 






Vallabhnagar 

Command 

Gneisses(B.G.C) 

2.553 

3.53 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.02 

0.004 

0.12 

0.19 


Bhimal 

0826000103066000 

7.358 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.272 

3.87 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.63 

0.42 

0.26 

0.036 

0.52 

0.79 


Bhootpura 

0826000603175200 

0.462 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.415 

3.09 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.001 

0.49 

0.76 


Bichhawera 

0826000603175500 

8.235 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.716 

4.00 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.001 

0.05 

0.07 







Non-command 

Limestone 

0.673 

4.00 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.01 

0.001 

0.04 

0.07 


Bor Ka Kuwan 

0826000103060500 

0.913 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.911 

4.97 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.03 

0.005 

0.55 

0.75 


Boyna 

0826000103065500 

6.123 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.390 

2.96 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.05 

0.007 

0.12 

0.19 


Cheepi Khera 

0826000103067200 

3.537 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.133 

3.30 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.24 

0.15 

0.15 

0.016 

0.49 

0.77 






Bagolia 

Command 

Gneisses(B.G.C) 

0.403 

3.30 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.02 

0.002 

0.06 

0.10 


Dangi Khera @ Fatehpura 

0826000103059700 

0.755 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.600 

4.73 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.02 

0.003 

0.44 

0.60 






Bagolia 

Command 

Gneisses(B.G.C) 

0.155 

4.73 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.11 

0.15 


Dhamaniya 

0826000603170100 

2.148 

Fresh 

Vallabhnagar 

Command 

Gneisses(B.G.C) 

2.148 

3.24 

0.015 

0.10 

0.01 

0.00 

0.00 

0.01 

0.19 

0.11 

0.40 

0.003 

0.55 

0.89 


Dhani 

0826000103066700 

2.061 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.035 

4.60 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.14 

0.04 

0.010 

0.55 

0.79 






Bagolia 

Command 

Gneisses(B.G.C) 

0.026 

4.60 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Dharta 

0826000103067400 

5.556 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.493 

4.20 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.48 

0.31 

0.05 

0.027 

0.54 

0.84 


Dheemra 

0826000603174300 

6.026 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.197 

3.86 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.26 

0.16 

0.05 

0.006 

0.38 

0.61 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Suratpura 

0829000603634900 

0.04 

0.00 

4,582.52 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

0.0002 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.011 

1,326.35 

Over Exploited 

Surpur 

0829000603629800 

0.03 

0.05 

383.22 

0.07 

0.02 

0.09 

0.05 

0.66 

- 

0.0700 

- 

- 

0.006 

0.076 

0.076 

0.166 

0.008 

0.158 

0.623 

394.18 

Over Exploited 

Surpuri 

0829000603629900 

0.03 

0.03 

258.32 

0.04 

0.02 

0.06 

0.04 

0.58 

- 

0.0200 

- 

- 

0.015 

0.035 

0.035 

0.094 

0.005 

0.089 

0.168 

188.33 

Over Exploited 

Swarooppura 

0826000103059800 

0.05 

0.00 

967.50 

0.00 

- 

0.00 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.002 

0.014 

552.37 

Over Exploited 

Tagdiyon Ka Gurha 

0825000703044200 

0.05 

0.00 

1,508.58 

0.00 

0.00 

0.00 

0.00 

0.05 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.002 

0.000 

0.002 

0.007 

385.23 

Over Exploited 

Talab Panchmoja 

0829000603628200 

0.04 

0.01 

(135.79) 

0.01 

0.04 

0.05 

0.04 

0.47 

- 

- 

- 

- 

0.064 

0.064 

0.064 

0.115 

0.006 

0.109 

0.007 

6.49 

Safe 



0.03 

0.00 

780.26 

0.00 

0.00 

0.01 

0.01 

0.16 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.013 

0.001 

0.012 

0.001 

5.60 

Safe 

Tana 

0829000603634100 

0.06 

0.00 

174,017.11 

0.00 

- 

0.00 

0.00 

0.05 

- 

0.0300 

0.0008 

0.0010 

- 

0.032 

0.032 

0.036 

0.002 

0.034 

0.228 

671.58 

Over Exploited 

Tanda 

0829000603627000 

0.06 

0.00 

10,075.98 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.02 

153.52 

0.03 

0.01 

0.04 

0.03 

0.56 

- 

0.0100 

0.0016 

0.0016 

0.013 

0.026 

0.026 

0.064 

0.003 

0.061 

0.069 

113.00 

Over Exploited 

Tara Kheri 

0829000603624100 

0.04 

0.07 

255.56 

0.08 

0.01 

0.10 

0.05 

0.61 

- 

0.0400 

- 

- 

0.006 

0.047 

0.047 

0.143 

0.007 

0.136 

0.391 

287.93 

Over Exploited 



0.03 

0.00 

5,279.11 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.020 

9,974.51 

Over Exploited 

Tarawat 

0826000603170800 

0.03 

0.01 

975.66 

0.02 

- 

0.02 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.026 

0.001 

0.024 

0.088 

359.79 

Over Exploited 



0.03 

0.00 

16,985.31 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0003 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.004 

689.33 

Over Exploited 

Tarmawon Ka Khera 

0829000603629500 

0.03 

0.06 

270.83 

0.07 

0.01 

0.08 

0.05 

0.65 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.099 

0.005 

0.094 

0.179 

191.25 

Over Exploited 

Tasbariya 

0829000603619900 

0.04 

0.15 

100.31 

0.17 

0.03 

0.21 

0.05 

0.59 

- 

0.0400 

- 

- 

0.034 

0.074 

0.074 

0.282 

0.014 

0.268 

0.381 

142.27 

Over Exploited 

Uchnar Khurd 

0829000603630800 

0.03 

0.06 

588.71 

0.08 

0.03 

0.10 

0.04 

0.43 

- 

0.0500 

- 

- 

0.008 

0.058 

0.058 

0.160 

0.008 

0.152 

0.432 

284.71 

Over Exploited 

Udakhera 

0826000103068800 

0.05 

0.00 

113,889.79 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.01 

648.76 

0.01 

- 

0.01 

0.02 

0.23 

- 

0.0100 

0.0010 

0.0016 

- 

0.013 

0.013 

0.024 

0.001 

0.023 

0.061 

262.70 

Over Exploited 

Umand 

0829000603636400 

0.04 

0.01 

2,824.38 

0.01 

0.00 

0.01 

0.01 

0.14 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.034 

0.002 

0.032 

0.144 

450.92 

Over Exploited 



0.03 

0.01 

2,802.42 

0.01 

0.00 

0.01 

0.01 

0.17 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.031 

0.002 

0.029 

0.176 

601.05 

Over Exploited 

Ummedpura 

0829000603631200 

0.04 

0.04 

496.54 

0.05 

- 

0.05 

0.05 

0.57 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.065 

0.003 

0.062 

0.153 

246.66 

Over Exploited 



0.03 

0.00 

9,546.84 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

7,486.26 

Over Exploited 

Undayala 

0829000603630200 

0.03 

0.01 

620.58 

0.01 

0.01 

0.02 

0.03 

0.43 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.044 

0.002 

0.041 

0.183 

443.01 

Over Exploited 

Usrol 

0829000603625100 

0.06 

0.01 

817.93 

0.01 

0.01 

0.02 

0.01 

0.10 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.024 

0.001 

0.023 

0.005 

20.24 

Safe 

Vishanpura 

0826000103059400 

0.05 

0.00 

13,155.50 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

9,060.62 

Over Exploited 

Wasni Khurd 

0826000103059200 

0.05 

0.15 

213.02 

0.18 

0.01 

0.19 

0.04 

0.55 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.214 

0.011 

0.204 

0.186 

91.27 

Critical 



0.05 

0.00 

3,213.97 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.018 

1,279.47 

Over Exploited 

Wazeer Ganj 

0829000803650000 

0.05 

0.04 

2,374.14 

0.05 

0.00 

0.05 

0.05 

0.65 

- 

0.0100 

- 

- 

0.000 

0.011 

0.011 

0.061 

0.003 

0.058 

0.115 

197.77 

Over Exploited 

Akodara 

0826000603172100 

0.03 

0.00 

9,040.85 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.01 

133.27 

0.01 

- 

0.01 

0.03 

0.44 

- 

- 

- 

- 

- 

- 

- 

0.015 

0.001 

0.014 

0.026 

185.30 

Over Exploited 

Akodra 

0826000103068600 

0.05 

0.08 

204.41 

0.10 

- 

0.10 

0.05 

0.48 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.108 

0.005 

0.103 

0.067 

65.10 

Safe 



0.05 

0.00 

14,041.98 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Badliya 

0826000603169700 

0.03 

0.02 

136.65 

0.02 

- 

0.02 

0.05 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.032 

0.002 

0.030 

0.087 

290.02 

Over Exploited 

Bagthal 

0826000603170900 

0.03 

0.05 

85.71 

0.06 

0.01 

0.08 

0.05 

0.59 

- 

0.0300 

- 

- 

0.006 

0.036 

0.036 

0.115 

0.006 

0.109 

0.155 

142.07 

Over Exploited 

Balathal 

0826000603169600 

0.03 

0.11 

74.79 

0.13 

0.02 

0.15 

0.05 

0.59 

- 

0.0100 

- 

- 

0.031 

0.041 

0.041 

0.190 

0.010 

0.181 

0.134 

74.14 

Semi Critical 

Banjari 

0826000603170200 

0.03 

0.02 

124.07 

0.03 

- 

0.03 

0.05 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.035 

0.002 

0.033 

0.052 

154.39 

Over Exploited 

Bansliya 

0826000603172000 

0.03 

0.00 

98,091.84 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bargaon 

0826000603169900 

0.03 

0.10 

91.84 

0.12 

- 

0.12 

0.04 

0.55 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.134 

0.007 

0.127 

0.076 

60.19 

Safe 



0.03 

0.00 

1,914.79 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.008 

824.86 

Over Exploited 

Bari 

0826000103067300 

0.05 

0.05 

102.39 

0.05 

- 

0.05 

0.04 

0.53 

- 

- 

- 

- 

- 

- 

- 

0.055 

0.003 

0.052 

0.009 

17.89 

Safe 



0.05 

0.00 

1,525.78 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

143.36 

Over Exploited 

Bariyar 

0826000103057000 

0.05 

0.06 

600.85 

0.07 

- 

0.07 

0.02 

0.25 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.080 

0.004 

0.076 

0.129 

168.24 

Over Exploited 



0.05 

0.00 

35,109.35 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

14,721.64 

Over Exploited 

Basliya 

0826000103060400 

0.05 

0.11 

176.40 

0.13 

0.03 

0.16 

0.05 

0.60 

- 

0.0300 

- 

- 

0.028 

0.058 

0.058 

0.213 

0.011 

0.203 

0.200 

98.72 

Critical 

Batharda Khurd 

0826000603177800 

0.03 

0.02 

220.03 

0.02 

- 

0.02 

0.02 

0.26 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.033 

0.002 

0.031 

0.052 

168.06 

Over Exploited 

Beejana 

0826000603174100 

0.03 

0.00 

1,248.63 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.005 

461.21 

Over Exploited 

Beer Ghas 

0826000103059600 

0.05 

0.01 

1,110.76 

0.01 

- 

0.01 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.008 

0.032 

385.87 

Over Exploited 



0.05 

0.00 

34,397.22 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhamrasiya 

0826000603174900 

0.03 

0.00 

2,288.22 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.015 

2,041.94 

Over Exploited 



0.06 

0.00 

1,737.72 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.023 

1,167.05 

Over Exploited 

Bhatewar 

0826000603173900 

0.03 

0.13 

135.18 

0.16 

- 

0.16 

0.04 

0.46 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.178 

0.009 

0.169 

0.096 

56.59 

Safe 



0.03 

0.01 

744.05 

0.01 

- 

0.01 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.012 

0.026 

207.58 

Over Exploited 

Bhimal 

0826000103066000 

0.05 

0.20 

109.91 

0.24 

0.01 

0.25 

0.04 

0.56 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.298 

0.015 

0.283 

0.298 

105.37 

Over Exploited 

Bhootpura 

0826000603175200 

0.03 

0.01 

164.66 

0.01 

- 

0.01 

0.04 

0.53 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.001 

0.018 

0.041 

231.24 

Over Exploited 

Bichhawera 

0826000603175500 

0.03 

0.00 

2,264.00 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.012 

903.41 

Over Exploited 



0.06 

0.00 

1,854.83 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.012 

592.87 

Over Exploited 

Bor Ka Kuwan 

0826000103060500 

0.05 

0.03 

187.84 

0.03 

0.00 

0.03 

0.05 

0.60 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.046 

0.002 

0.043 

0.039 

88.88 

Semi Critical 

Boyna 

0826000103065500 

0.05 

0.01 

622.11 

0.01 

- 

0.01 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.021 

0.001 

0.020 

0.058 

295.32 

Over Exploited 

Cheepi Khera 

0826000103067200 

0.05 

0.08 

95.10 

0.09 

0.01 

0.10 

0.04 

0.53 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.121 

0.006 

0.115 

0.164 

141.87 

Over Exploited 



0.05 

0.00 

1,722.78 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

0.020 

1,390.42 

Over Exploited 

Dangi Khera @ Fatehpura 

0826000103059700 

0.05 

0.01 

272.69 

0.02 

- 

0.02 

0.04 

0.48 

- 

- 

- 

- 

- 

- 

- 

0.016 

0.001 

0.015 

0.024 

157.72 

Over Exploited 



0.05 

0.00 

1,132.92 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.007 

671.38 

Over Exploited 

Dhamaniya 

0826000603170100 

0.03 

0.04 

176.38 

0.05 

0.02 

0.07 

0.05 

0.59 

- 

0.0700 

- 

- 

0.013 

0.083 

0.083 

0.151 

0.008 

0.144 

0.399 

278.08 

Over Exploited 

Dhani 

0826000103066700 

0.05 

0.06 

146.40 

0.07 

- 

0.07 

0.05 

0.59 

- 

- 

- 

- 

- 

- 

- 

0.067 

0.003 

0.063 

0.050 

79.15 

Semi Critical 



0.05 

0.00 

18,270.28 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dharta 

0826000103067400 

0.05 

0.15 

108.11 

0.18 

- 

0.18 

0.05 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.188 

0.009 

0.178 

0.072 

40.52 

Safe 

Dheemra 

0826000603174300 

0.03 

0.06 

194.30 

0.07 

- 

0.07 

0.03 

0.41 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.077 

0.004 

0.073 

0.060 

82.39 

Semi Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Gadariyawas 

0826000103060100 

2.929 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.622 

All 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.12 

0.02 

0.008 

0.31 

0.42 






Bagolia 

Command 

Gneisses(B.G.C) 

1.307 

All 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.09 

0.01 

0.006 

0.25 

0.34 


Gadoli 

0826000103066800 

4.822 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.130 

4.47 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.32 

0.22 

0.12 

0.016 

0.36 

0.52 






Bagolia 

Command 

Gneisses(B.G.C) 

1.692 

4.47 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.12 

0.07 

0.008 

0.19 

0.28 


Gandoli Khera 

0826000103059500 

2.697 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.142 

5.35 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.03 

0.04 






Bagolia 

Command 

Gneisses(B.G.C) 

1.576 

5.35 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.12 

0.00 

0.008 

0.33 

0.44 


Garda Ki Bhagal 

0826000103067500 

1.711 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.047 

5.04 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.04 

0.005 

0.33 

0.49 


Garhwara 

0826000103066100 

2.286 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.898 

4.90 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.24 

0.16 

0.23 

0.009 

0.44 

0.64 







Non-command 

Gneisses(B.G.C) 

0.388 

4.90 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.05 

0.002 

0.09 

0.13 


Ghasa 

0826000103060900 

12.615 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.759 

3.53 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.03 

0.004 

0.03 

0.05 


Golwara 

0826000103066900 

4.465 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.625 

3.63 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.29 

0.18 

0.15 

0.018 

0.45 

0.71 






Bagolia 

Command 

Gneisses(B.G.C) 

0.840 

3.63 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.04 

0.004 

0.10 

0.17 


Gordhanpura 

0826000103067100 

2.707 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.042 

4.79 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Bagolia 

Command 

Gneisses(B.G.C) 

2.663 

4.79 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.28 

0.19 

0.05 

0.013 

0.54 

0.78 


Gotipa 

0826000603171600 

11.289 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.185 

3.13 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

9.459 

3.13 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.48 

0.29 

0.13 

0.014 

0.46 

0.75 


Gumanpura 

0826000603171200 

1.839 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.839 

2.97 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.02 

0.003 

0.55 

0.91 


Holi 

0826000103060300 

2.352 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.226 

All 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.24 

0.18 

0.11 

0.011 

0.53 

0.72 






Bagolia 

Command 

Gneisses(B.G.C) 

0.126 

All 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.03 

0.04 


Jawanji Ka Khera 

0826000103060200 

2.091 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.741 

4.68 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.13 

0.03 

0.009 

0.46 

0.64 






Bagolia 

Command 

Gneisses(B.G.C) 

0.350 

4.68 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.002 

0.09 

0.13 


Jorji Ka Khera 

0826000603172400 

1.486 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.369 

2.86 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.14 

0.22 






Vallabhnagar 

Command 

Gneisses(B.G.C) 

1.117 

2.86 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.03 

0.002 

0.41 

0.66 


Kali Pahari 

0826000603171300 

1.121 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.121 

3.11 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.02 

0.002 

0.55 

0.91 


Karanpur 

0826000603171900 

8.134 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.758 

3.80 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.03 

0.001 

0.05 

0.08 






Vallabhnagar 

Command 

Gneisses(B.G.C) 

0.009 

3.80 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Keekawas 

0826000603172700 

5.607 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.234 

3.77 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.02 

0.03 






Vallabhnagar 

Command 

Gneisses(B.G.C) 

2.814 

3.77 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.19 

0.13 

0.14 

0.004 

0.27 

0.40 


Khalator 

0826000603174000 

3.073 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.050 

3.58 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.11 

0.02 

0.004 

0.54 

0.87 






Vallabhnagar 

Command 

Gneisses(B.G.C) 

0.019 

3.58 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Kharsan 

0826000603173800 

5.489 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.421 

3.17 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.09 

0.08 

0.003 

0.24 

0.36 


Khempur 

0826000103067600 

12.233 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.144 

5.20 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.35 

0.24 

0.05 

0.016 

0.14 

0.21 






Bagolia 

Command 

Gneisses(B.G.C) 

3.274 

5.20 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.36 

0.25 

0.05 

0.016 

0.15 

0.21 


Khokharwas 

0826000603172500 

2.367 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.186 

2.93 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.03 

0.003 

0.50 

0.79 






Vallabhnagar 

Command 

Gneisses(B.G.C) 

0.182 

2.93 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.04 

0.07 


Ladani 

0826000103059300 

5.721 

Fresh 

Bagolia 

Command 

Gneisses(B.G.C) 

0.259 

5.84 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.001 

0.03 

0.03 


Laxman Pura 

0826000603175400 

1.448 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.448 

4.15 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.09 

0.002 

0.54 

0.86 


Madri Asholyan 

0826000103065900 

4.769 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.731 

3.20 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.36 

0.23 

0.26 

0.023 

0.53 

0.83 







Non-command 

Gneisses(B.G.C) 

0.010 

3.20 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Majawara 

0826000603177400 

2.935 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.271 

3.90 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.000 

0.05 

0.08 


Mandap 

0826000103055800 

4.704 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.587 

5.46 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.02 

0.003 

0.07 

0.10 


Martari 

0826000103056800 

2.466 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.522 

5.14 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.01 

0.003 

0.12 

0.16 






Bagolia 

Command 

Gneisses(B.G.C) 

1.011 

5.14 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.03 

0.005 

0.23 

0.31 


Mavli 

0826000103059900 

12.242 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.039 

4.67 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.05 

0.070 

0.05 

0.06 






Bagolia 

Command 

Gneisses(B.G.C) 

10.990 

4.67 

0.020 

0.36 

0.02 

0.00 

0.00 

0.00 

1.37 

1.01 

0.48 

0.736 

0.50 

0.68 


Mavli Dangiyan 

0826000603177900 

3.380 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.002 

1.93 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Modi 

0826000603175300 

4.367 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.599 

3.60 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.18 

0.11 

0.19 

0.004 

0.32 

0.51 


Mogana 

0825000703044900 

10.235 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.307 

3.76 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.000 

0.02 

0.02 


Mordi 

0826000103056700 

3.279 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.071 

5.49 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.04 

0.005 

0.18 

0.25 


Mundol 

0826000603169400 

3.842 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.842 

3.32 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.22 

0.13 

0.13 

0.005 

0.55 

0.91 


Murdiya 

0826000603170400 

2.508 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.682 

3.73 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.001 

0.15 

0.20 






Vallabhnagar 

Command 

Gneisses(B.G.C) 

1.826 

3.73 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.04 

0.003 

0.39 

0.54 


Nai Ka Dhana 

0826000103060000 

1.023 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.517 

4.83 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.01 

0.003 

0.28 

0.38 






Bagolia 

Command 

Gneisses(B.G.C) 

0.505 

4.83 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.01 

0.003 

0.28 

0.37 


Nariya Kheri 

0826000603170300 

4.427 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.972 

4.27 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.27 

0.20 

0.06 

0.006 

0.48 

0.68 


Nawaniya 

0826000603172600 

20.242 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.363 

3.26 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.43 

0.28 

0.31 

0.011 

0.20 

0.30 






Vallabhnagar 

Command 

Gneisses(B.G.C) 

5.425 

3.26 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.32 

0.21 

0.22 

0.008 

0.15 

0.22 


Netawala 

0826000603170700 

3.376 

Fresh 

Vallabhnagar 

Command 

Gneisses(B.G.C) 

0.777 

3.88 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.04 

0.001 

0.12 

0.17 


Noorda 

0826000103060800 

8.512 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.072 

3.66 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.65 

0.40 

0.24 

0.040 

0.46 

0.75 


Palana Khurd 

0826000103055700 

11.348 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.585 

5.07 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.11 

0.08 

0.008 

0.07 

0.11 







Non-command 

Gneisses(B.G.C) 

3.343 

5.07 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.37 

0.22 

0.16 

0.017 

0.14 

0.23 


Palwas Kalan 

0826000103065700 

2.907 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.250 

2.96 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.04 

0.07 


Palwas Khurd 

0826000103065800 

2.566 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.633 

3.06 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.02 

0.003 

0.13 

0.20 


Pawta 

0826000103065400 

1.053 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.053 

3.11 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.03 

0.005 

0.54 

0.87 


Peeproli 

0826000103060700 

6.076 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.862 

4.43 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.58 

0.36 

0.24 

0.029 

0.47 

0.76 







Non-command 

Gneisses(B.G.C) 

0.213 

4.43 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.02 

0.03 


Puriya Kheri 

0826000603169500 

3.331 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.331 

3.15 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.11 

0.08 

0.005 

0.55 

0.91 


Rahmi 

0826000103067000 

3.496 

Fresh 

Bagolia 

Command 

Gneisses(B.G.C) 

3.496 

3.92 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.30 

0.20 

0.12 

0.017 

0.55 

0.81 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 


(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Gadariyawas 

0826000103060100 

0.05 

0.03 

388.30 

0.03 

- 

0.03 

0.03 

0.34 

- 

- 

- 

- 

- 

- 

- 

0.030 

0.002 

0.029 

0.024 

84.21 

Semi Critical 



0.05 

0.02 

469.18 

0.02 

- 

0.02 

0.02 

0.27 

- 

- 

- 

- 

- 

- 

- 

0.020 

0.001 

0.019 

0.015 

83.48 

Semi Critical 

Gadoli 

0826000103066800 

0.05 

0.06 

289.29 

0.07 

- 

0.07 

0.03 

0.39 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.077 

0.004 

0.073 

0.137 

185.78 

Over Exploited 



0.05 

0.02 

612.97 

0.02 

- 

0.02 

0.02 

0.21 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.030 

0.001 

0.028 

0.075 

267.27 

Over Exploited 

Gandoli Khera 

0826000103059500 

0.05 

0.00 

5,341.98 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.05 

0.03 

386.68 

0.03 

- 

0.03 

0.03 

0.35 

- 

- 

- 

- 

- 

- 

- 

0.031 

0.002 

0.029 

0.008 

26.71 

Safe 

Garda Ki Bhagal 

0826000103067500 

0.05 

0.02 

348.55 

0.02 

- 

0.02 

0.03 

0.36 

- 

- 

- 

- 

- 

- 

- 

0.021 

0.001 

0.020 

0.041 

208.31 

Over Exploited 

Garhwara 

0826000103066100 

0.05 

0.04 

267.60 

0.05 

0.01 

0.06 

0.04 

0.48 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.102 

0.005 

0.097 

0.241 

247.94 

Over Exploited 



0.05 

0.00 

1,779.69 

0.00 

- 

0.00 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.047 

408.62 

Over Exploited 

Ghasa 

0826000103060900 

0.05 

0.00 

3,276.72 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.035 

2,709.93 

Over Exploited 

Golwara 

0826000103066900 

0.05 

0.08 

127.08 

0.10 

0.01 

0.11 

0.04 

0.48 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.127 

0.006 

0.121 

0.172 

142.57 

Over Exploited 



0.05 

0.00 

922.02 

0.01 

- 

0.01 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.041 

831.23 

Over Exploited 

Gordhanpura 

0826000103067100 

0.05 

0.00 

15,542.88 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.07 

164.47 

0.09 

- 

0.09 

0.05 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.097 

0.005 

0.092 

0.065 

71.00 

Semi Critical 

Gotipa 

0826000603171600 

0.05 

0.00 

8,311.01 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

5,549.56 

Over Exploited 



0.03 

0.15 

93.86 

0.18 

- 

0.18 

0.04 

0.50 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.202 

0.010 

0.192 

0.144 

74.78 

Semi Critical 

Gumanpura 

0826000603171200 

0.03 

0.04 

55.71 

0.04 

0.00 

0.04 

0.05 

0.59 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.044 

0.002 

0.042 

0.025 

58.88 

Safe 

Holi 

0826000103060300 

0.05 

0.06 

203.84 

0.07 

- 

0.07 

0.04 

0.57 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.080 

0.004 

0.076 

0.123 

161.44 

Over Exploited 



0.05 

0.00 

4,583.01 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

3,092.77 

Over Exploited 

Jawanji Ka Khera 

0826000103060200 

0.05 

0.04 

212.17 

0.05 

- 

0.05 

0.04 

0.50 

- 

- 

- 

- 

- 

- 

- 

0.048 

0.002 

0.046 

0.034 

73.27 

Semi Critical 



0.05 

0.00 

1,366.85 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.005 

255.89 

Over Exploited 

Jorji Ka Khera 

0826000603172400 

0.03 

0.00 

465.49 

0.00 

- 

0.00 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.008 

377.19 

Over Exploited 



0.03 

0.02 

126.42 

0.02 

- 

0.02 

0.04 

0.45 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.029 

0.001 

0.028 

0.031 

110.16 

Over Exploited 

Kali Pahari 

0826000603171300 

0.03 

0.02 

74.55 

0.03 

- 

0.03 

0.05 

0.59 

- 

- 

- 

- 

- 

- 

- 

0.026 

0.001 

0.025 

0.020 

79.83 

Semi Critical 

Karanpur 

0826000603171900 

0.03 

0.00 

2,297.22 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.027 

1,763.31 

Over Exploited 



0.03 

0.00 

147,760.83 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Keekawas 

0826000603172700 

0.03 

0.00 

4,791.77 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

5,403.92 

Over Exploited 



0.03 

0.03 

379.98 

0.03 

0.01 

0.04 

0.03 

0.30 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.062 

0.003 

0.059 

0.141 

239.24 

Over Exploited 

Khalator 

0826000603174000 

0.03 

0.06 

86.90 

0.07 

- 

0.07 

0.05 

0.59 

- 

- 

- 

- 

- 

- 

- 

0.069 

0.003 

0.066 

0.022 

33.98 

Safe 



0.03 

0.00 

26,693.62 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kharsan 

0826000603173800 

0.03 

0.02 

336.69 

0.02 

- 

0.02 

0.02 

0.26 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.034 

0.002 

0.033 

0.085 

261.92 

Over Exploited 

Khempur 

0826000103067600 

0.05 

0.02 

972.26 

0.03 

- 

0.03 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.036 

0.002 

0.035 

0.067 

192.44 

Over Exploited 



0.05 

0.02 

926.82 

0.03 

- 

0.03 

0.01 

0.16 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.039 

0.002 

0.037 

0.070 

191.20 

Over Exploited 

Khokharwas 

0826000603172500 

0.03 

0.04 

76.39 

0.05 

- 

0.05 

0.04 

0.55 

- 

- 

- 

- 

- 

- 

- 

0.046 

0.002 

0.044 

0.028 

64.19 

Safe 



0.03 

0.00 

1,822.97 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

1,408.92 

Over Exploited 

Ladani 

0826000103059300 

0.05 

0.00 

6,688.12 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

2,771.49 

Over Exploited 

Laxman Pura 

0826000603175400 

0.03 

0.03 

153.72 

0.03 

- 

0.03 

0.04 

0.58 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.053 

0.003 

0.050 

0.088 

175.98 

Over Exploited 

Madri Asholyan 

0826000103065900 

0.05 

0.13 

75.44 

0.16 

0.01 

0.17 

0.04 

0.58 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.219 

0.011 

0.208 

0.278 

133.78 

Over Exploited 



0.05 

0.00 

74,934.59 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Majawara 

0826000603177400 

0.03 

0.00 

2,051.82 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.018 

3,436.35 

Over Exploited 

Mandap 

0826000103055800 

0.05 

0.00 

2,542.68 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.024 

1,095.40 

Over Exploited 

Martari 

0826000103056800 

0.05 

0.00 

1,192.41 

0.00 

- 

0.00 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.016 

444.01 

Over Exploited 



0.05 

0.01 

631.94 

0.01 

- 

0.01 

0.02 

0.25 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.013 

0.033 

250.55 

Over Exploited 

Mavli 

0826000103059900 

0.05 

0.00 

3,710.40 

0.00 

- 

0.00 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.116 

939.25 

Over Exploited 



0.05 

0.28 

266.13 

0.33 

0.02 

0.35 

0.04 

0.54 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.400 

0.020 

0.380 

1.215 

319.59 

Over Exploited 

Mavli Dangiyan 

0826000603177900 

0.03 

0.00 

348,088.85 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Modi 

0826000603175300 

0.03 

0.03 

292.61 

0.04 

0.01 

0.05 

0.03 

0.35 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.085 

0.004 

0.081 

0.192 

237.35 

Over Exploited 

Mogana 

0825000703044900 

0.05 

0.00 

4,906.38 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.009 

3,263.36 

Over Exploited 

Mordi 

0826000103056700 

0.05 

0.01 

867.66 

0.01 

- 

0.01 

0.02 

0.20 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.022 

0.001 

0.021 

0.042 

206.35 

Over Exploited 

Mundol 

0826000603169400 

0.03 

0.07 

76.74 

0.09 

0.01 

0.09 

0.05 

0.59 

- 

0.0100 

- 

- 

0.009 

0.019 

0.019 

0.113 

0.006 

0.108 

0.135 

125.80 

Over Exploited 

Murdiya 

0826000603170400 

0.03 

0.00 

692.26 

0.00 

- 

0.00 

0.02 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.019 

477.83 

Over Exploited 



0.03 

0.02 

224.31 

0.03 

- 

0.03 

0.04 

0.43 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.040 

0.002 

0.038 

0.046 

120.23 

Over Exploited 

Nai Ka Dhana 

0826000103060000 

0.05 

0.01 

409.21 

0.01 

- 

0.01 

0.02 

0.31 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.008 

0.016 

186.90 

Over Exploited 



0.05 

0.01 

420.73 

0.01 

- 

0.01 

0.02 

0.30 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.012 

144.79 

Over Exploited 

Nariya Kheri 

0826000603170300 

0.03 

0.07 

192.20 

0.08 

- 

0.08 

0.05 

0.53 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.090 

0.005 

0.086 

0.067 

77.64 

Semi Critical 

Nawaniya 

0826000603172600 

0.03 

0.05 

456.54 

0.06 

0.01 

0.07 

0.02 

0.22 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.101 

0.005 

0.096 

0.316 

328.72 

Over Exploited 



0.03 

0.03 

651.40 

0.03 

0.01 

0.04 

0.01 

0.16 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.073 

0.004 

0.069 

0.232 

333.56 

Over Exploited 

Netawala 

0826000603170700 

0.03 

0.00 

1,068.59 

0.00 

- 

0.00 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.037 

968.01 

Over Exploited 

Noorda 

0826000103060800 

0.05 

0.19 

105.44 

0.23 

0.01 

0.24 

0.04 

0.49 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.273 

0.014 

0.259 

0.277 

106.93 

Over Exploited 

Palana Khurd 

0826000103055700 

0.05 

0.01 

1,885.51 

0.01 

- 

0.01 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.084 

531.77 

Over Exploited 



0.05 

0.02 

856.27 

0.03 

0.01 

0.04 

0.01 

0.15 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.058 

0.003 

0.055 

0.174 

315.18 

Over Exploited 

Palwas Kalan 

0826000103065700 

0.05 

0.00 

1,527.30 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.010 

1,554.82 

Over Exploited 

Palwas Khurd 

0826000103065800 

0.05 

0.00 

488.66 

0.00 

- 

0.00 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.018 

382.25 

Over Exploited 

Pawta 

0826000103065400 

0.05 

0.03 

47.43 

0.04 

0.00 

0.04 

0.05 

0.59 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.057 

0.003 

0.054 

0.038 

70.42 

Semi Critical 

Peeproli 

0826000103060700 

0.05 

0.15 

148.63 

0.17 

0.01 

0.18 

0.04 

0.51 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.214 

0.011 

0.204 

0.264 

129.63 

Over Exploited 



0.05 

0.00 

6,333.03 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

4,809.90 

Over Exploited 

Puriya Kheri 

0826000603169500 

0.03 

0.06 

67.35 

0.08 

- 

0.08 

0.05 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.087 

0.004 

0.082 

0.081 

97.95 

Critical 

Rahmi 

0826000103067000 

0.05 

0.10 

112.05 

0.12 

0.00 

0.12 

0.05 

0.60 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.136 

0.007 

0.129 

0.132 

102.20 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Raither 

082600060317060C 

3.705 

Fresh 

Vallabhnagar 

Command 

Gneisses(B.G.C) 

0.253 

3.90 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.04 

0.05 


Rana Kui 

0826000603171700 

6.636 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.808 

3.46 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.22 

0.13 

0.05 

0.005 

0.31 

0.52 


Ranchhorpura 

0826000603172300 

1.473 

Fresh 

Vallabhnagar 

Command 

Gneisses(B.G.C) 

1.473 

2.93 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.05 

0.002 

0.55 

0.90 


Ratanpur Ki Sarai 

0826000603171800 

0.977 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.977 

3.13 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.04 

0.001 

0.55 

0.91 


Rathana 

0826000103060600 

6.808 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.065 

5.12 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.65 

0.44 

0.14 

0.030 

0.46 

0.69 


Rediya Kheri 

0826000103066200 

2.607 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.827 

4.83 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.20 

0.14 

0.08 

0.009 

0.38 

0.54 







Non-command 

Gneisses(B.G.C) 

0.780 

4.83 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.03 

0.004 

0.16 

0.23 


Rohi Khera 

0826000603175100 

2.938 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.938 

3.54 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.11 

0.06 

0.004 

0.54 

0.86 


Roopawali 

0826000603171100 

1.755 

Fresh 

Vallabhnagar 

Command 

Gneisses(B.G.C) 

1.755 

2.83 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.09 

0.06 

0.12 

0.003 

0.55 

0.90 


Rundera 

0826000603172800 

26.364 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.058 

5.19 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sakariya 

0826000603177700 

1.555 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.154 

2.65 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.05 

0.08 


Sakariya Kheri 

0826000103065200 

1.936 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.044 

3.00 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 







Non-command 

Gneisses(B.G.C) 

0.270 

3.00 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.001 

0.08 

0.12 


Salera Khurd 

0826000103056900 

4.493 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.477 

4.82 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.37 

0.27 

0.15 

0.017 

0.43 

0.58 






Bagolia 

Command 

Gneisses(B.G.C) 

0.875 

4.82 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.04 

0.004 

0.11 

0.15 


Sankroda 

0826000103057100 

11.591 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.626 

5.15 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.02 

0.003 

0.03 

0.04 


Sarai 

0826000603175000 

3.329 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.992 

4.31 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.09 

0.03 

0.003 

0.32 

0.52 


Sarjana 

0826000603172200 

1.488 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.074 

3.05 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.04 






Vallabhnagar 

Command 

Gneisses(B.G.C) 

0.942 

3.05 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.06 

0.001 

0.35 

0.57 


Shambhoo Pura 

0826000603170000 

6.377 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.609 

3.54 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.001 

0.05 

0.08 






Vallabhnagar 

Command 

Gneisses(B.G.C) 

5.768 

3.54 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.34 

0.21 

0.09 

0.008 

0.49 

0.79 


Siya Kheri 

0826000603171000 

4.377 

Fresh 

Vallabhnagar 

Command 

Gneisses(B.G.C) 

4.377 

3.26 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.24 

0.15 

0.09 

0.006 

0.55 

0.86 


Sukhwara 

0826000103065300 

1.705 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.152 

3.08 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.09 

0.006 

0.37 

0.60 







Non-command 

Gneisses(B.G.C) 

0.017 

3.08 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Swarooppura 

0826000103059800 

1.389 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.965 

4.72 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.03 

0.005 

0.39 

0.52 






Bagolia 

Command 

Gneisses(B.G.C) 

0.095 

4.72 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.04 

0.05 


Tarawat 

0826000603170800 

14.439 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.762 

3.69 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.12 

0.07 

0.004 

0.10 

0.14 






Vallabhnagar 

Command 

Gneisses(B.G.C) 

7.294 

3.69 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.44 

0.32 

0.19 

0.010 

0.27 

0.38 


Tilora 

0826000103066500 

1.401 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.066 

4.55 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.03 

0.04 







Non-command 

Gneisses(B.G.C) 

1.335 

4.55 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.10 

0.07 

0.007 

0.52 

0.77 


Uda Khera 

0826000603171500 

1.033 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.164 

2.86 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.09 

0.14 






Vallabhnagar 

Command 

Gneisses(B.G.C) 

0.865 

2.86 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.02 

0.001 

0.46 

0.76 


Vajmiya 

0826000603169300 

8.530 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.460 

3.49 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.001 

0.03 

0.05 







Non-command 

Gneisses(B.G.C) 

8.070 

3.49 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.43 

0.27 

0.04 

0.012 

0.52 

0.84 


Vallabh Nagar 

0826000603171400 

15.134 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.987 

2.85 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.20 

0.12 

0.14 

0.006 

0.14 

0.24 






Vallabhnagar 

Command 

Gneisses(B.G.C) 

11.146 

2.85 

0.015 

0.10 

0.02 

0.00 

0.00 

0.00 

0.56 

0.34 

0.38 

0.016 

0.40 

0.67 


Veer Dholiya 

0826000103061900 

5.323 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.874 

2.90 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.04 

0.004 

0.08 

0.13 


Vijaipura 

0826000603169800 

1.242 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.837 

2.88 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.02 

0.001 

0.37 

0.61 






Vallabhnagar 

Command 

Gneisses(B.G.C) 

0.405 

2.88 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.18 

0.30 


Vishanpura 

0826000103059400 

2.654 

Fresh 

Bagolia 

Command 

Gneisses(B.G.C) 

2.599 

5.20 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.29 

0.21 

0.08 

0.013 

0.54 

0.75 


Wajmiya 

0826000103066400 

6.209 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.452 

3.98 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.01 

0.002 

0.04 

0.06 







Non-command 

Gneisses(B.G.C) 

5.757 

3.98 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.50 

0.32 

0.17 

0.029 

0.51 

0.80 


Wangroda 

0826000103066300 

3.175 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.791 

4.34 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.28 

0.19 

0.20 

0.014 

0.48 

0.71 







Non-command 

Gneisses(B.G.C) 

0.384 

4.34 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.03 

0.002 

0.07 

0.10 


Wangrodi 

0826000103066600 

1.292 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.860 

4.72 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.05 

0.004 

0.37 

0.52 







Non-command 

Gneisses(B.G.C) 

0.433 

4.72 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.02 

0.002 

0.18 

0.26 

07002025 

Akodara 

0826000603172100 

1.199 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.274 

2.86 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.13 

0.21 






Vallabhnagar 

Command 

Gneisses(B.G.C) 

0.027 

2.86 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Amberi 

0826000503146600 

5.512 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.045 

1.79 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Asana 

0826000103064100 

4.727 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.727 

3.18 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.35 

0.22 

0.20 

0.023 

0.53 

0.82 


Asawara 

0826000603176600 

1.458 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.458 

4.36 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.04 

0.002 

0.53 

0.83 


Bansliya 

0826000603172000 

1.856 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.853 

3.22 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.01 

0.003 

0.55 

0.90 


Bapra 

0825000703054300 

0.840 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.829 

3.04 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.02 

0.001 

0.47 

0.78 


Barawa 

0825000703050800 

2.569 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.080 

3.56 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.02 

0.03 


Barwa 

0825000703054100 

1.065 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.978 

3.26 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.02 

0.001 

0.44 

0.72 


Barwaliya 

0825000703052200 

1.326 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.104 

4.45 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.03 

0.001 

0.41 

0.66 


Beejana 

0826000603174100 

2.963 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.598 

3.45 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.01 

0.004 

0.48 

0.78 


Beran 

0825000703054500 

6.350 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.541 

2.77 

0.020 

0.04 

0.01 

0.00 

0.00 

0.01 

0.33 

0.20 

0.16 

0.007 

0.42 

0.69 


Bhalon Ka Gurha 

0826000503150800 

7.922 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.052 

3.64 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.24 

0.16 

0.06 

0.006 

0.21 

0.31 






Udai Sagar 

Command 

Gneisses(B.G.C) 

0.291 

3.64 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.02 

0.03 


Bhamrasiya 

0826000603174900 

4.020 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.337 

4.39 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.000 

0.04 

0.07 







Non-command 

Limestone 

2.856 

4.39 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.28 

0.17 

0.13 

0.004 

0.38 

0.61 


Bhatewar 

0826000603173900 

11.463 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.008 

3.53 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bheelon Ka Bedla 

0826000503146800 

4.950 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.034 

2.44 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Bheemal Charnan 

0826000103064900 

2.206 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.078 

3.44 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.02 

0.03 







Non-command 

Gneisses(B.G.C) 

2.129 

3.44 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.10 

0.08 

0.011 

0.52 

0.86 


Bhesra Kalan 

0826000503149900 

7.472 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.166 

1.97 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.02 







Non-command 

Gneisses(B.G.C) 

6.693 

1.97 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.29 

0.19 

0.16 

0.013 

0.47 

0.72 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Raither 

0826000603170600 

0.03 

0.00 

3,275.59 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

1,999.83 

Over Exploited 

Rana Kui 

0826000603171700 

0.03 

0.04 

216.09 

0.05 

- 

0.05 

0.03 

0.34 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.060 

0.003 

0.057 

0.059 

104.17 

Over Exploited 

Ranchhorpura 

0826000603172300 

0.03 

0.03 

61.05 

0.03 

- 

0.03 

0.05 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.044 

0.002 

0.042 

0.056 

134.53 

Over Exploited 

Ratanpur Ki Sarai 

0826000603171800 

0.03 

0.02 

80.20 

0.02 

- 

0.02 

0.05 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.033 

0.002 

0.031 

0.044 

143.76 

Over Exploited 

Rathana 

0826000103060600 

0.05 

0.14 

212.47 

0.17 

0.01 

0.18 

0.04 

0.50 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.209 

0.010 

0.198 

0.168 

84.85 

Semi Critical 

Rediya Kheri 

0826000103066200 

0.05 

0.04 

277.56 

0.04 

- 

0.04 

0.03 

0.41 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.064 

0.003 

0.061 

0.091 

149.87 

Over Exploited 



0.05 

0.01 

844.41 

0.01 

- 

0.01 

0.01 

0.18 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.037 

220.19 

Over Exploited 

Rohi Khera 

0826000603175100 

0.03 

0.06 

98.60 

0.07 

0.00 

0.07 

0.05 

0.59 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.080 

0.004 

0.076 

0.066 

87.35 

Semi Critical 

Roopawali 

0826000603171100 

0.03 

0.03 

69.52 

0.04 

0.01 

0.05 

0.05 

0.59 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.072 

0.004 

0.068 

0.118 

172.79 

Over Exploited 

Rundera 

0826000603172800 

0.03 

0.00 

131,298.33 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sakariya 

0826000603177700 

0.03 

0.00 

1,254.02 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sakariya Kheri 

0826000103065200 

0.05 

0.00 

5,737.83 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

9,700.97 

Over Exploited 



0.05 

0.00 

1,475.93 

0.00 

- 

0.00 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.011 

0.028 

265.72 

Over Exploited 

Salera Khurd 

0826000103056900 

0.05 

0.08 

261.92 

0.09 

0.01 

0.10 

0.04 

0.47 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.120 

0.006 

0.114 

0.171 

149.98 

Over Exploited 



0.05 

0.00 

1,376.60 

0.01 

- 

0.01 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.005 

0.044 

816.94 

Over Exploited 

Sankroda 

0826000103057100 

0.05 

0.00 

5,781.56 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.025 

2,341.91 

Over Exploited 

Sarai 

0826000603175000 

0.03 

0.02 

282.71 

0.03 

- 

0.03 

0.03 

0.35 

- 

- 

- 

- 

- 

- 

- 

0.027 

0.001 

0.026 

0.032 

124.04 

Over Exploited 

Sarjana 

0826000603172200 

0.03 

0.00 

2,873.03 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

5,099.07 

Over Exploited 



0.03 

0.01 

236.78 

0.01 

- 

0.01 

0.03 

0.38 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.024 

0.001 

0.023 

0.062 

276.71 

Over Exploited 

Shambhoo Pura 

0826000603170000 

0.03 

0.00 

1,718.04 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.012 

937.22 

Over Exploited 



0.03 

0.10 

111.00 

0.12 

- 

0.12 

0.04 

0.54 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.140 

0.007 

0.133 

0.098 

74.05 

Semi Critical 

Siya Kheri 

0826000603171000 

0.03 

0.08 

82.91 

0.10 

0.00 

0.10 

0.05 

0.59 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.130 

0.007 

0.124 

0.100 

81.16 

Semi Critical 

Sukhwara 

0826000103065300 

0.05 

0.02 

180.31 

0.03 

- 

0.03 

0.03 

0.40 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.047 

0.002 

0.044 

0.099 

222.84 

Over Exploited 



0.05 

0.00 

14,386.83 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Swarooppura 

0826000103059800 

0.05 

0.02 

301.64 

0.02 

- 

0.02 

0.03 

0.42 

- 

- 

- 

- 

- 

- 

- 

0.022 

0.001 

0.021 

0.039 

181.48 

Over Exploited 



0.05 

0.00 

3,560.18 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

1,664.28 

Over Exploited 

Tarawat 

0826000603170800 

0.03 

0.01 

1,150.09 

0.01 

- 

0.01 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.022 

0.001 

0.021 

0.076 

365.01 

Over Exploited 



0.03 

0.07 

359.97 

0.08 

0.01 

0.09 

0.03 

0.30 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.113 

0.006 

0.107 

0.197 

183.85 

Over Exploited 

Tilora 

0826000103066500 

0.05 

0.00 

4,442.40 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

3,234.39 

Over Exploited 



0.05 

0.04 

176.55 

0.04 

- 

0.04 

0.04 

0.57 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.052 

0.003 

0.049 

0.077 

155.09 

Over Exploited 

Uda Khera 

0826000603171500 

0.03 

0.00 

758.02 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.004 

741.27 

Over Exploited 



0.03 

0.01 

105.53 

0.02 

- 

0.02 

0.04 

0.50 

- 

- 

- 

- 

- 

- 

- 

0.017 

0.001 

0.016 

0.023 

146.49 

Over Exploited 

Vajmiya 

0826000603169300 

0.05 

0.00 

2,798.34 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.006 

730.25 

Over Exploited 



0.03 

0.15 

81.84 

0.18 

- 

0.18 

0.04 

0.56 

- 

- 

- 

- 

- 

- 

- 

0.176 

0.009 

0.167 

0.055 

32.71 

Safe 

Vallabh Nagar 

0826000603171400 

0.03 

0.02 

501.82 

0.02 

0.01 

0.03 

0.01 

0.16 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.064 

0.003 

0.061 

0.143 

233.96 

Over Exploited 



0.03 

0.16 

113.87 

0.19 

0.02 

0.21 

0.03 

0.44 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.279 

0.014 

0.265 

0.398 

150.06 

Over Exploited 

Veer Dholiya 

0826000103061900 

0.05 

0.00 

918.90 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.046 

1,113.27 

Over Exploited 

Vijaipura 

0826000603169800 

0.03 

0.01 

101.27 

0.01 

- 

0.01 

0.03 

0.40 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.012 

0.019 

155.48 

Over Exploited 



0.03 

0.00 

317.23 

0.00 

- 

0.00 

0.01 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.012 

399.82 

Over Exploited 

Vishanpura 

0826000103059400 

0.05 

0.07 

199.51 

0.08 

- 

0.08 

0.05 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.095 

0.005 

0.090 

0.089 

98.60 

Critical 

Wajmiya 

0826000103066400 

0.05 

0.00 

2,320.48 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.014 

1,320.45 

Over Exploited 



0.05 

0.15 

117.15 

0.18 

0.01 

0.19 

0.04 

0.55 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.205 

0.010 

0.195 

0.201 

102.78 

Over Exploited 

Wangroda 

0826000103066300 

0.05 

0.07 

172.95 

0.08 

0.01 

0.09 

0.04 

0.52 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.114 

0.006 

0.109 

0.213 

195.98 

Over Exploited 



0.05 

0.00 

2,223.55 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

0.029 

2,003.74 

Over Exploited 

Wangrodi 

0826000103066600 

0.05 

0.02 

290.62 

0.02 

- 

0.02 

0.03 

0.40 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.030 

0.001 

0.028 

0.049 

173.75 

Over Exploited 



0.05 

0.00 

801.90 

0.00 

- 

0.00 

0.02 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.023 

508.65 

Over Exploited 

Akodara 

0826000603172100 

0.03 

0.00 

490.56 

0.00 

- 

0.00 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.007 

539.35 

Over Exploited 



0.03 

0.00 

5,941.19 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Amberi 

0826000503146600 

0.06 

0.00 

639,469.79 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Asana 

0826000103064100 

0.05 

0.13 

72.12 

0.16 

0.01 

0.17 

0.04 

0.57 

- 

0.0400 

- 

- 

0.003 

0.043 

0.043 

0.211 

0.011 

0.201 

0.223 

111.31 

Over Exploited 

Asawara 

0826000603176600 

0.03 

0.03 

143.45 

0.03 

0.00 

0.03 

0.04 

0.57 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.037 

0.002 

0.035 

0.038 

108.03 

Over Exploited 

Bansliya 

0826000603172000 

0.03 

0.04 

53.80 

0.04 

- 

0.04 

0.05 

0.59 

- 

- 

- 

- 

- 

- 

- 

0.043 

0.002 

0.040 

0.010 

23.89 

Safe 

Bapra 

0825000703054300 

0.05 

0.02 

53.30 

0.02 

0.00 

0.02 

0.04 

0.51 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.025 

0.001 

0.023 

0.019 

81.09 

Semi Critical 

Barawa 

0825000703050800 

0.05 

0.00 

5,500.60 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Barwa 

0825000703054100 

0.05 

0.02 

3,299.06 

0.02 

0.00 

0.03 

0.04 

0.47 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.028 

0.001 

0.027 

0.019 

70.90 

Semi Critical 

Barwaliya 

0825000703052200 

0.05 

0.02 

193.63 

0.03 

- 

0.03 

0.03 

0.44 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.037 

0.002 

0.035 

0.030 

85.71 

Semi Critical 

Beejana 

0826000603174100 

0.03 

0.04 

88.99 

0.05 

- 

0.05 

0.04 

0.52 

- 

- 

- 

- 

- 

- 

- 

0.052 

0.003 

0.050 

0.018 

35.69 

Safe 

Beran 

0825000703054500 

0.05 

0.12 

(232,450.99) 

0.14 

0.02 

0.16 

0.03 

0.46 

- 

0.0300 

- 

- 

0.010 

0.040 

0.040 

0.198 

0.010 

0.188 

0.167 

88.36 

Semi Critical 

Bhalon Ka Gurha 

0826000503150800 

0.06 

0.04 

320.85 

0.05 

- 

0.05 

0.02 

0.22 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.055 

0.003 

0.052 

0.067 

128.06 

Over Exploited 



0.06 

0.00 

3,946.81 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0018 

0.0021 

- 

0.004 

0.004 

0.004 

0.000 

0.004 

0.008 

184.90 

Over Exploited 

Bhamrasiya 

0826000603174900 

0.03 

0.00 

2,502.85 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.014 

2,396.07 

Over Exploited 



0.06 

0.07 

166.40 

0.08 

- 

0.08 

0.03 

0.41 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.088 

0.004 

0.084 

0.136 

162.08 

Over Exploited 

Bhatewar 

0826000603173900 

0.03 

0.00 

255,415.40 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bheelon Ka Bedla 

0826000503146800 

0.06 

0.00 

22,050.32 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bheemal Charnan 

0826000103064900 

0.05 

0.00 

4,015.92 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

3,819.68 

Over Exploited 



0.05 

0.06 

82.55 

0.07 

- 

0.07 

0.04 

0.56 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.087 

0.004 

0.082 

0.095 

114.86 

Over Exploited 

Bhesra Kalan 

0826000503149900 

0.07 

0.00 

198,512.16 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

3,075.81 

Over Exploited 



0.06 

0.19 

299,081.83 

0.19 

0.01 

0.20 

0.04 

0.51 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.222 

0.011 

0.211 

0.171 

81.13 

Semi Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Bhesra Khurd 

082600050315000C 

8.245 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.262 

1.74 

0.020 

0.02 

0.00 

0.00 

0.00 

0.02 

0.21 

0.14 

0.06 

0.012 

0.40 

0.62 


Bhilwara 

0826000503147000 

0.406 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.104 

2.83 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.14 

0.21 


Bhimal 

0826000103066000 

7.358 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.086 

3.87 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.01 


Bhoomaliyon Ka Gurha 

0825000703051400 

1.065 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.065 

4.55 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.00 

0.001 

0.51 

0.81 


Bhopat Kheri 

0826000103064300 

1.204 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.204 

2.84 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.02 

0.006 

0.53 

0.84 


Bichhawera 

0826000603175500 

8.235 

Fresh 

Non-command 

Non-command 

Limestone 

0.613 

4.00 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.01 

0.001 

0.04 

0.06 


Bichhri 

0826000503150400 

4.102 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.216 

0.95 

0.020 

0.10 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.05 

0.273 

0.16 

0.24 






Udai Sagar 

Command 

Gneisses(B.G.C) 

2.536 

0.95 

0.020 

0.22 

0.01 

0.00 

0.00 

0.00 

0.26 

0.17 

0.11 

0.569 

0.33 

0.51 


Bijanwas 

0826000103062200 

6.143 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.701 

2.66 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.19 

0.12 

0.22 

0.013 

0.22 

0.35 







Non-command 

Gneisses(B.G.C) 

3.441 

2.66 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.25 

0.16 

0.29 

0.017 

0.28 

0.44 


Bikarni 

0826000103062300 

9.428 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.526 

2.72 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.17 

0.11 

0.09 

0.013 

0.13 

0.21 







Non-command 

Gneisses(B.G.C) 

6.141 

2.72 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.38 

0.24 

0.22 

0.030 

0.32 

0.52 


Bilawas 

0825000703054600 

1.259 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.259 

3.14 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.03 

0.001 

0.47 

0.79 


Bilota 

0825000703053000 

2.829 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.715 

3.88 

0.020 

0.09 

0.01 

0.00 

0.00 

0.02 

0.27 

0.16 

0.34 

0.003 

0.45 

0.75 


Bitholi 

0826000103061700 

4.068 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.068 

2.61 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.23 

0.14 

0.05 

0.020 

0.48 

0.79 


Bor Ka Kua 

0825000703052000 

0.652 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.652 

4.48 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.01 

0.001 

0.50 

0.80 


Boyna 

0826000103065500 

6.123 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.733 

2.96 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.32 

0.20 

0.18 

0.023 

0.41 

0.66 


Chandesara 

0826000103062700 

12.623 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.654 

2.82 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.01 

0.003 

0.03 

0.04 







Non-command 

Gneisses(B.G.C) 

11.512 

2.82 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.71 

0.47 

0.22 

0.057 

0.48 

0.73 


Changeri 

0826000503150500 

0.605 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.410 

3.11 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.05 

0.001 

0.36 

0.56 






Udai Sagar 

Command 

Gneisses(B.G.C) 

0.196 

3.11 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.000 

0.17 

0.27 


Chauhanon Ka Gurha 

0826000603176100 

2.690 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.426 

4.30 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.11 

0.07 

0.003 

0.48 

0.75 







Non-command 

Limestone 

0.264 

4.30 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.000 

0.05 

0.08 


Cheerwa 

0826000503146300 

2.857 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.259 

2.65 

0.030 

0.05 

0.01 

0.00 

0.00 

0.01 

0.21 

0.14 

0.18 

0.009 

0.41 

0.64 


Chhota Bhalo Ka Gurha 

0826000503150900 

2.980 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.681 

4.34 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.01 

0.001 

0.12 

0.19 


Dabok 

0826000103063500 

6.751 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.859 

4.81 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.07 

0.15 

0.004 

0.07 

0.11 






Udai Sagar 

Command 

Gneisses(B.G.C) 

5.807 

4.81 

0.020 

0.25 

0.04 

0.00 

0.00 

0.00 

0.77 

0.49 

0.98 

0.029 

0.46 

0.72 


Dadmi 

0825000703051900 

3.403 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.944 

4.65 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.30 

0.19 

0.10 

0.003 

0.42 

0.68 


Damawari 

0825000703053700 

0.538 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.059 

3.29 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.000 

0.05 

0.09 


Daroli 

0826000603174800 

4.499 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.701 

4.45 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.09 

0.002 

0.20 

0.33 







Non-command 

Limestone 

2.798 

4.45 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.28 

0.17 

0.16 

0.004 

0.33 

0.55 


Debari 

0826000503149400 

7.785 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.036 

1.41 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dedron Ki Dhani 

0826000503149800 

0.729 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.729 

1.90 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.02 

0.001 

0.53 

0.81 


Delwara 

0825000703053300 

3.068 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.817 

4.12 

0.020 

0.15 

0.01 

0.00 

0.00 

0.00 

0.37 

0.22 

0.32 

0.211 

0.44 

0.72 


Dewali 

0826000103064200 

5.567 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.567 

2.83 

0.020 

0.08 

0.01 

0.00 

0.00 

0.02 

0.36 

0.23 

0.27 

0.028 

0.52 

0.82 


Dhana 

0826000103063700 

0.648 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.539 

5.30 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.02 

0.003 

0.44 

0.70 







Non-command 

Gneisses(B.G.C) 

0.108 

5.30 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.09 

0.14 


Dhawa 

0826000603174200 

2.722 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.722 

4.09 

0.015 

0.01 

0.00 

0.00 

0.00 

0.03 

0.14 

0.09 

0.05 

0.004 

0.54 

0.89 


Dheemra 

0826000603174300 

6.026 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.829 

3.86 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.03 

0.003 

0.16 

0.27 


Dholi Magri 

0826000103061200 

2.608 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.764 

5.00 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.21 

0.12 

0.15 

0.009 

0.32 

0.53 







Non-command 

Gneisses(B.G.C) 

0.282 

5.00 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.03 

0.001 

0.05 

0.09 


Gadariyawas 

0826000603174700 

1.547 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.283 

4.55 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.000 

0.10 

0.16 






Udai Sagar 

Command 

Gneisses(B.G.C) 

1.265 

4.55 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.07 

0.002 

0.44 

0.72 


Gadwa 

0826000103063200 

1.871 

Fresh 

Udai Sagar 

Command 

Gneisses(B.G.C) 

1.871 

2.73 

0.020 

0.01 

0.00 

0.00 

0.00 

0.05 

0.07 

0.04 

0.03 

0.009 

0.53 

0.83 


Gamethon Ka Nohara 

0825000703053600 

0.426 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.217 

3.72 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.000 

0.25 

0.41 


Gandoli 

0826000103062100 

7.992 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.992 

2.60 

0.020 

0.07 

0.01 

0.00 

0.00 

0.01 

0.47 

0.30 

0.24 

0.040 

0.51 

0.80 


Ganeshpura 

0826000103061000 

1.918 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.918 

4.65 

0.020 

0.02 

0.00 

0.00 

0.00 

0.02 

0.18 

0.11 

0.05 

0.010 

0.47 

0.79 


Ghanoli 

0826000103064700 

6.759 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.071 

4.95 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.04 

0.005 

0.08 

0.14 






Udai Sagar 

Command 

Gneisses(B.G.C) 

5.688 

4.95 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.61 

0.38 

0.20 

0.028 

0.45 

0.73 


Ghasa 

0826000103060900 

12.615 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

11.728 

3.53 

0.020 

0.13 

0.02 

0.00 

0.00 

0.00 

0.94 

0.56 

0.46 

0.058 

0.44 

0.73 


Ghati Ka Math 

0825000703051300 

2.422 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.194 

4.63 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.22 

0.14 

0.07 

0.003 

0.47 

0.74 


Ghodach 

0825000703050900 

11.604 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.763 

4.66 

0.020 

0.06 

0.01 

0.00 

0.00 

0.02 

0.94 

0.61 

0.24 

0.012 

0.46 

0.71 


Goonpara 

0826000603176300 

9.237 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.837 

4.23 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.01 

0.001 

0.05 

0.07 







Non-command 

Limestone 

0.653 

4.23 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.01 

0.001 

0.04 

0.06 


Goonpari 

0826000603176200 

1.316 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.506 

3.76 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.04 

0.001 

0.20 

0.32 







Non-command 

Limestone 

0.721 

3.76 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.05 

0.001 

0.29 

0.46 






Udai Sagar 

Command 

Gneisses(B.G.C) 

0.089 

3.76 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.000 

0.04 

0.06 


Gorela 

0825000703052300 

3.373 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.547 

4.64 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.25 

0.15 

0.07 

0.003 

0.36 

0.59 


Gotipa 

0826000603171600 

11.289 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.645 

3.13 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.02 

0.002 

0.08 

0.13 


Gowla 

0826000503150100 

10.915 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.133 

1.64 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.01 

0.008 

0.20 

0.31 






Udai Sagar 

Command 

Gneisses(B.G.C) 

6.011 

1.64 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.13 

0.02 

0.012 

0.29 

0.45 


Gudli 

0825000703052600 

1.732 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.289 

4.48 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.04 

0.002 

0.35 

0.58 


Gurli 

0826000103062900 

12.010 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.101 

3.16 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.60 

0.39 

0.34 

0.040 

0.36 

0.55 






Udai Sagar 

Command 

Gneisses(B.G.C) 

3.681 

3.16 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.26 

0.17 

0.15 

0.018 

0.16 

0.25 


Hariyao 

0826000603177100 

3.632 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.045 

4.20 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Jajela 

0826000103064000 

3.000 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.799 

2.88 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.18 

0.12 

0.12 

0.014 

0.49 

0.75 







Non-command 

Gneisses(B.G.C) 

0.201 

2.88 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.04 

0.05 


Jaspura 

0826000603176400 

1.582 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.543 

4.44 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.03 

0.001 

0.18 

0.28 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 


(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Bhesra Khurd 

082600050315000C 

0.06 

0.15 

493,934.11 

0.14 

0.02 

0.16 

0.03 

0.44 

- 

0.0100 

- 

- 

0.036 

0.046 

0.046 

0.208 

0.010 

0.197 

0.073 

37.15 

Safe 

Bhilwara 

0826000503147000 

0.06 

0.00 

584.90 

0.00 

- 

0.00 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.014 

1,545.32 

Over Exploited 

Bhimal 

0826000103066000 

0.05 

0.00 

15,472.74 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

10,882.79 

Over Exploited 

Bhoomaliyon Ka Gurha 

0825000703051400 

0.05 

0.03 

121.98 

0.03 

- 

0.03 

0.04 

0.55 

- 

- 

- 

- 

- 

- 

- 

0.033 

0.002 

0.031 

0.005 

16.84 

Safe 

Bhopat Kheri 

0826000103064300 

0.05 

0.03 

46.95 

0.04 

- 

0.04 

0.04 

0.57 

- 

- 

- 

- 

- 

- 

- 

0.040 

0.002 

0.038 

0.021 

55.05 

Safe 

Bichhawera 

0826000603175500 

0.06 

0.00 

2,044.97 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.008 

470.51 

Over Exploited 

Bichhri 

0826000503150400 

0.06 

0.01 

118,749.17 

0.01 

- 

0.01 

0.01 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.024 

0.001 

0.022 

0.325 

1,449.32 

Over Exploited 



0.06 

0.05 

234.43 

0.06 

0.01 

0.07 

0.03 

0.35 

- 

0.0200 

0.0270 

0.0279 

- 

0.075 

0.075 

0.145 

0.007 

0.138 

0.682 

495.37 

Over Exploited 

Bijanwas 

0826000103062200 

0.05 

0.03 

292.04 

0.04 

0.01 

0.05 

0.02 

0.24 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.088 

0.004 

0.083 

0.236 

283.11 

Over Exploited 



0.05 

0.05 

231.37 

0.06 

0.01 

0.07 

0.02 

0.31 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.119 

0.006 

0.113 

0.306 

271.66 

Over Exploited 

Bikarni 

0826000103062300 

0.05 

0.02 

396.09 

0.02 

- 

0.02 

0.01 

0.14 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.041 

0.002 

0.039 

0.104 

264.39 

Over Exploited 



0.05 

0.10 

220,445.06 

0.12 

0.01 

0.13 

0.03 

0.35 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.169 

0.008 

0.161 

0.247 

153.89 

Over Exploited 

Bilawas 

0825000703054600 

0.05 

0.03 

75.05 

0.04 

0.00 

0.04 

0.04 

0.51 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.040 

0.002 

0.038 

0.026 

70.30 

Semi Critical 

Bilota 

0825000703053000 

0.05 

0.06 

########## 

0.07 

0.03 

0.11 

0.04 

0.49 

- 

0.0600 

- 

- 

0.032 

0.092 

0.092 

0.197 

0.010 

0.187 

0.346 

184.91 

Over Exploited 

Bitholi 

0826000103061700 

0.05 

0.10 

33.84 

0.12 

0.01 

0.13 

0.04 

0.52 

- 

0.0100 

- 

- 

0.011 

0.021 

0.021 

0.152 

0.008 

0.144 

0.073 

50.64 

Safe 

Bor Ka Kua 

0825000703052000 

0.05 

0.02 

121.25 

0.02 

- 

0.02 

0.04 

0.54 

- 

- 

- 

- 

- 

- 

- 

0.020 

0.001 

0.019 

0.012 

62.93 

Safe 

Boyna 

0826000103065500 

0.05 

0.10 

95.01 

0.12 

0.01 

0.13 

0.03 

0.45 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.163 

0.008 

0.155 

0.200 

129.26 

Over Exploited 

Chandesara 

0826000103062700 

0.05 

0.00 

2,476.41 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.015 

1,423.63 

Over Exploited 



0.05 

0.28 

246,779.43 

0.33 

0.01 

0.34 

0.04 

0.52 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.362 

0.018 

0.344 

0.278 

80.84 

Semi Critical 

Changed 

0826000503150500 

0.06 

0.01 

157.68 

0.01 

- 

0.01 

0.03 

0.39 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.021 

0.001 

0.020 

0.048 

244.05 

Over Exploited 



0.06 

0.00 

609.11 

0.00 

- 

0.00 

0.01 

0.19 

- 

- 

0.0012 

0.0014 

- 

0.003 

0.003 

0.005 

0.000 

0.005 

0.020 

427.41 

Over Exploited 

Chauhanon Ka Gurha 

0826000603176100 

0.03 

0.04 

175.34 

0.05 

- 

0.05 

0.04 

0.52 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.059 

0.003 

0.056 

0.075 

134.88 

Over Exploited 



0.06 

0.00 

1,642.90 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.007 

783.27 

Over Exploited 

Cheerwa 

0826000503146300 

0.06 

0.05 

109,474.17 

0.06 

0.02 

0.08 

0.03 

0.44 

- 

0.0300 

- 

- 

0.012 

0.042 

0.042 

0.121 

0.006 

0.115 

0.191 

165.36 

Over Exploited 

Chhota Bhalo Ka Gurha 

0826000503150900 

0.06 

0.00 

678.35 

0.01 

- 

0.01 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.012 

217.58 

Over Exploited 

Dabok 

0826000103063500 

0.05 

0.00 

57,256.04 

0.00 

0.01 

0.01 

0.01 

0.07 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.033 

0.002 

0.032 

0.152 

481.82 

Over Exploited 



0.05 

0.13 

266.95 

0.16 

0.04 

0.20 

0.04 

0.49 

- 

0.1100 

0.0354 

0.0426 

- 

0.188 

0.188 

0.387 

0.019 

0.368 

1.005 

273.12 

Over Exploited 

Dadmi 

0825000703051900 

0.05 

0.06 

########## 

0.08 

0.00 

0.08 

0.04 

0.46 

- 

0.0200 

- 

- 

0.007 

0.027 

0.027 

0.107 

0.005 

0.102 

0.107 

105.30 

Over Exploited 

Damawari 

0825000703053700 

0.05 

0.00 

29,394.36 

0.00 

- 

0.00 

0.00 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.010 

0.001 

0.010 

0.042 

439.18 

Over Exploited 

Daroli 

0826000603174800 

0.03 

0.01 

575.66 

0.01 

- 

0.01 

0.02 

0.22 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.025 

0.001 

0.023 

0.094 

405.56 

Over Exploited 



0.06 

0.06 

204.39 

0.07 

0.01 

0.08 

0.03 

0.36 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.097 

0.005 

0.092 

0.167 

180.61 

Over Exploited 

Debari 

0826000503149400 

0.06 

0.00 

416,826.30 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dedron Ki Dhani 

0826000503149800 

0.06 

0.02 

6.78 

0.02 

- 

0.02 

0.04 

0.57 

- 

- 

- 

- 

- 

- 

- 

0.025 

0.001 

0.023 

0.024 

104.10 

Over Exploited 

Delwara 

0825000703053300 

0.05 

0.06 

(284,042.27) 

0.08 

0.01 

0.09 

0.04 

0.48 

- 

0.0600 

- 

- 

0.006 

0.066 

0.066 

0.155 

0.008 

0.147 

0.527 

358.36 

Over Exploited 

Dewali 

0826000103064200 

0.05 

0.15 

51.48 

0.18 

0.03 

0.21 

0.04 

0.56 

- 

0.0500 

- 

- 

0.032 

0.082 

0.082 

0.295 

0.015 

0.281 

0.293 

104.27 

Over Exploited 

Dhana 

0826000103063700 

0.05 

0.01 

241.36 

0.02 

- 

0.02 

0.03 

0.48 

- 

- 

- 

- 

- 

- 

- 

0.015 

0.001 

0.014 

0.024 

165.64 

Over Exploited 



0.05 

0.00 

1,417.34 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.004 

644.87 

Over Exploited 

Dhawa 

0826000603174200 

0.03 

0.05 

68.27 

0.06 

0.03 

0.10 

0.05 

0.59 

- 

0.0100 

- 

- 

0.052 

0.062 

0.062 

0.158 

0.008 

0.151 

0.058 

38.45 

Safe 

Dheemra 

0826000603174300 

0.03 

0.01 

582.76 

0.01 

- 

0.01 

0.01 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.012 

0.028 

229.72 

Over Exploited 

Dholi Magri 

0826000103061200 

0.05 

0.03 

319.07 

0.04 

0.01 

0.05 

0.03 

0.34 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.065 

0.003 

0.062 

0.158 

255.16 

Over Exploited 



0.05 

0.00 

3,088.41 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.026 

3,252.54 

Over Exploited 

Gadariyawas 

0826000603174700 

0.03 

0.00 

1,120.49 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.018 

1,669.81 

Over Exploited 



0.03 

0.02 

234.12 

0.02 

- 

0.02 

0.04 

0.47 

- 

0.0100 

0.0077 

0.0093 

- 

0.027 

0.027 

0.050 

0.003 

0.048 

0.073 

152.56 

Over Exploited 

Gadwa 

0826000103063200 

0.05 

0.05 

(16.18) 

0.04 

0.05 

0.09 

0.04 

0.57 

- 

0.0100 

0.0142 

0.0137 

0.071 

0.109 

0.109 

0.198 

0.010 

0.188 

0.043 

23.02 

Safe 

Gamethon Ka Nohara 

0825000703053600 

0.05 

0.00 

258.81 

0.00 

- 

0.00 

0.02 

0.27 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.012 

389.66 

Over Exploited 

Gandoli 

0826000103062100 

0.05 

0.21 

39.57 

0.26 

0.02 

0.28 

0.04 

0.55 

- 

0.0400 

- 

- 

0.014 

0.054 

0.054 

0.330 

0.016 

0.313 

0.279 

88.94 

Semi Critical 

Ganeshpura 

0826000103061000 

0.05 

0.05 

127.90 

0.06 

0.02 

0.07 

0.04 

0.50 

- 

0.0100 

- 

- 

0.027 

0.037 

0.037 

0.111 

0.006 

0.106 

0.058 

54.36 

Safe 

Ghanoli 

0826000103064700 

0.05 

0.00 

1,475.97 

0.01 

- 

0.01 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.041 

801.01 

Over Exploited 



0.05 

0.13 

195.50 

0.15 

0.01 

0.16 

0.04 

0.48 

- 

0.0200 

0.0346 

0.0417 

- 

0.096 

0.096 

0.259 

0.013 

0.246 

0.226 

91.82 

Critical 

Ghasa 

0826000103060900 

0.05 

0.27 

108.69 

0.32 

0.02 

0.34 

0.03 

0.47 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.392 

0.020 

0.372 

0.519 

139.39 

Over Exploited 

Ghati Ka Math 

0825000703051300 

0.05 

0.05 

167.85 

0.06 

0.00 

0.06 

0.04 

0.51 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.078 

0.004 

0.074 

0.075 

101.27 

Over Exploited 

Ghodach 

0825000703050900 

0.05 

0.23 

########## 

0.27 

0.03 

0.30 

0.04 

0.50 

- 

0.0300 

- 

- 

0.036 

0.067 

0.067 

0.371 

0.019 

0.352 

0.250 

70.81 

Semi Critical 

Goonpara 

0826000603176300 

0.03 

0.00 

2,322.55 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.008 

506.40 

Over Exploited 



0.06 

0.00 

2,313.93 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.008 

469.30 

Over Exploited 

Goonpari 

0826000603176200 

0.03 

0.00 

571.22 

0.00 

- 

0.00 

0.02 

0.22 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.014 

0.037 

269.49 

Over Exploited 



0.06 

0.01 

221.07 

0.02 

- 

0.02 

0.02 

0.31 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.025 

0.001 

0.024 

0.051 

213.70 

Over Exploited 



0.03 

0.00 

2,744.04 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

0.0008 

0.0010 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.007 

387.73 

Over Exploited 

Gorela 

0825000703052300 

0.05 

0.05 

231.87 

0.06 

0.00 

0.06 

0.03 

0.39 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.073 

0.004 

0.069 

0.068 

98.68 

Critical 

Gotipa 

0826000603171600 

0.03 

0.00 

1,055.87 

0.01 

- 

0.01 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.005 

0.024 

465.89 

Over Exploited 

Gowla 

0826000503150100 

0.06 

0.05 

773,030.19 

0.06 

- 

0.06 

0.02 

0.22 

- 

- 

- 

- 

- 

- 

- 

0.060 

0.003 

0.057 

0.021 

37.11 

Safe 



0.06 

0.11 

26.41 

0.13 

- 

0.13 

0.02 

0.32 

- 

- 

0.0549 

0.0661 

- 

0.121 

0.121 

0.248 

0.012 

0.235 

0.032 

13.50 

Safe 

Gudli 

0825000703052600 

0.05 

0.02 

(21,373.50) 

0.03 

0.00 

0.03 

0.03 

0.38 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.043 

0.002 

0.041 

0.038 

92.11 

Critical 

Gurli 

0826000103062900 

0.05 

0.15 

336,856.01 

0.17 

0.01 

0.18 

0.03 

0.39 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.224 

0.011 

0.213 

0.382 

179.51 

Over Exploited 



0.05 

0.03 

467.90 

0.04 

0.01 

0.05 

0.01 

0.18 

- 

0.0200 

0.0224 

0.0270 

- 

0.069 

0.069 

0.115 

0.006 

0.110 

0.172 

157.14 

Over Exploited 

Hariyao 

0826000603177100 

0.03 

0.00 

17,894.81 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jajela 

0826000103064000 

0.05 

0.07 

64.11 

0.09 

0.01 

0.10 

0.04 

0.53 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.117 

0.006 

0.111 

0.130 

117.28 

Over Exploited 



0.05 

0.00 

2,034.40 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

1,724.19 

Over Exploited 

Jaspura 

0826000603176400 

0.03 

0.00 

752.18 

0.00 

- 

0.00 

0.01 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.026 

648.81 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Jeepon Ka Reth 

082500070305270C 

1.688 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.230 

4.45 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.01 

0.001 

0.34 

0.57 


Jhalon Ka Gurha 

0826000503145000 

2.774 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.632 

5.41 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.45 

0.29 

0.05 

0.010 

0.54 

0.83 



0826000503146000 

4.589 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.895 

2.70 

0.030 

0.02 

0.00 

0.00 

0.00 

0.02 

0.32 

0.20 

0.07 

0.015 

0.43 

0.69 


Jheendoli 

0826000503141400 

3.510 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.139 

3.06 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.09 

0.004 

0.18 

0.28 


Joona Gurha 

0825000703051500 

2.353 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.993 

4.49 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.12 

0.03 

0.002 

0.43 

0.69 


Joonawas 

0826000103063800 

2.710 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.708 

4.72 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.31 

0.20 

0.23 

0.013 

0.53 

0.83 


Kagam Darda 

0825000703050600 

3.922 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.244 

4.58 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.000 

0.03 

0.05 


Kailashpuri 

0826000503145600 

1.143 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.751 

2.74 

0.030 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.06 

0.17 

0.003 

0.33 

0.53 


Kaliwas 

0825000703053800 

3.044 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.786 

2.87 

0.020 

0.13 

0.03 

0.00 

0.00 

0.00 

0.26 

0.16 

0.50 

0.003 

0.44 

0.73 


Kamli Ka Gurha 

0825000703053500 

0.720 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.321 

3.41 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.000 

0.22 

0.35 


Kamlod 

0826000503150300 

1.602 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.006 

1.32 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Karanpur 

0826000603171900 

8.134 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.366 

3.80 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.47 

0.29 

0.24 

0.011 

0.49 

0.81 


Karawari 

0826000503145400 

0.934 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.847 

2.75 

0.030 

0.05 

0.01 

0.00 

0.00 

0.02 

0.09 

0.06 

0.20 

0.003 

0.46 

0.74 


Karelon Ka Gurha 

0826000503146500 

1.031 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.902 

2.66 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.02 

0.004 

0.45 

0.70 


Karmathon Ka Dhana 

0825000703052800 

1.073 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.883 

4.33 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.01 

0.001 

0.39 

0.65 


Katkakua 

0826000603174500 

0.319 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.319 

4.37 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.06 

0.04 

0.18 

0.000 

0.54 

0.89 


Khalator 

0826000603174000 

3.073 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.004 

3.58 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kham Ki Madri 

0826000103061600 

9.812 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.954 

2.81 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.53 

0.33 

0.06 

0.044 

0.44 

0.72 







Non-command 

Gneisses(B.G.C) 

0.858 

2.81 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.004 

0.04 

0.07 


Kharwadon Ka Gurha 

0826000103061400 

1.707 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.707 

4.22 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.17 

0.10 

0.13 

0.008 

0.47 

0.79 


Khemli 

0826000103063900 

1.176 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.174 

3.66 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.13 

0.08 

0.20 

0.006 

0.53 

0.81 







Non-command 

Gneisses(B.G.C) 

0.002 

3.66 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kherighasa 

0826000103061100 

3.554 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.501 

4.94 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.18 

0.11 

0.09 

0.007 

0.20 

0.33 







Non-command 

Gneisses(B.G.C) 

1.164 

4.94 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.08 

0.07 

0.006 

0.15 

0.26 


Khetpal Ka Gurha 

0825000703051800 

2.320 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.000 

4.42 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.11 

0.02 

0.002 

0.43 

0.68 


Khuyanpura 

0826000503141500 

1.016 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.190 

3.06 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.11 

0.16 


Kolar 

0825000703052100 

2.615 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.340 

4.24 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.13 

0.02 

0.003 

0.44 

0.72 


Kotri Ka Dhana 

0825000703054400 

5.425 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.839 

2.95 

0.020 

0.03 

0.00 

0.00 

0.00 

0.03 

0.29 

0.17 

0.11 

0.006 

0.43 

0.70 


Kunda 

0825000703051000 

3.628 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.465 

3.89 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.02 

0.001 

0.07 

0.11 


Kundal Ka Gurha 

0826000503145100 

1.124 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.088 

4.71 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.00 

0.004 

0.54 

0.83 


Ladiya Khera 

0826000503149700 

4.969 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.221 

1.83 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.12 

0.02 

0.006 

0.34 

0.52 







Non-command 

Gneisses(B.G.C) 

1.062 

1.83 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.002 

0.11 

0.17 


Lakhawali 

0826000503146900 

10.469 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.615 

3.10 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.01 

0.002 

0.03 

0.05 


Lauseeng 

0826000503144900 

6.620 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.347 

5.16 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.14 

0.02 

0.005 

0.12 

0.18 


Leelera 

0825000703054000 

2.826 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.173 

3.04 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

0.12 

0.07 

0.00 

0.003 

0.37 

0.61 


Lolera Ka Gurha 

0825000703049700 

1.920 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.792 

4.62 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.11 

0.08 

0.002 

0.44 

0.73 


Madri Asholyan 

0826000103065900 

4.769 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.028 

3.20 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Maharaj Ki Kheri 

0826000603174600 

2.976 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.159 

4.38 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.21 

0.13 

0.33 

0.003 

0.39 

0.64 






Udai Sagar 

Command 

Gneisses(B.G.C) 

0.817 

4.38 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.12 

0.001 

0.15 

0.24 


Majera 

0825000703053100 

0.800 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.800 

4.29 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.11 

0.07 

0.22 

0.001 

0.47 

0.79 


Malki Toos 

0826000603176500 

5.715 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.073 

4.32 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.09 

0.05 

0.003 

0.19 

0.30 


Manderiya 

0826000603175600 

5.450 

Fresh 

Non-command 

Non-command 

Limestone 

5.450 

3.74 

0.020 

0.03 

0.01 

0.00 

0.00 

0.02 

0.41 

0.25 

0.11 

0.008 

0.53 

0.85 


Mandesar 

0826000603175800 

7.410 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.547 

3.99 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.10 

0.03 

0.004 

0.18 

0.30 







Non-command 

Limestone 

4.430 

3.99 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.37 

0.23 

0.05 

0.006 

0.32 

0.52 






Udai Sagar 

Command 

Gneisses(B.G.C) 

0.433 

3.99 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.03 

0.05 


Mandesar Ka Gurha 

0826000603175700 

0.846 

Fresh 

Non-command 

Non-command 

Limestone 

0.846 

3.48 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.03 

0.001 

0.53 

0.85 


Mangthala 

0826000103061300 

12.729 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

12.728 

4.47 

0.020 

0.06 

0.01 

0.00 

0.00 

0.21 

0.98 

0.58 

0.17 

0.063 

0.47 

0.79 


Mankyawas 

0826000103061500 

8.580 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.580 

3.43 

0.020 

0.03 

0.00 

0.00 

0.00 

0.02 

0.60 

0.36 

0.08 

0.043 

0.47 

0.79 


Maruwas 

0826000103062400 

9.334 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.480 

2.67 

0.020 

0.06 

0.01 

0.00 

0.00 

0.01 

0.44 

0.28 

0.19 

0.037 

0.40 

0.64 


Mathatha 

0826000503145300 

3.928 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.900 

2.87 

0.030 

0.02 

0.01 

0.00 

0.00 

0.01 

0.25 

0.16 

0.09 

0.011 

0.37 

0.59 


Merta 

0826000103063600 

6.612 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.313 

5.23 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.28 

0.18 

0.13 

0.011 

0.19 

0.29 







Non-command 

Gneisses(B.G.C) 

2.393 

5.23 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.29 

0.18 

0.13 

0.012 

0.19 

0.30 






Udai Sagar 

Command 

Gneisses(B.G.C) 

1.905 

5.23 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.23 

0.15 

0.11 

0.009 

0.15 

0.24 


Mohanpura 

0826000503146200 

1.876 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.281 

2.66 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.04 

0.005 

0.35 

0.56 


Moti Khera 

0826000103063000 

3.806 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.974 

1.56 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.13 

0.08 

0.19 

0.015 

0.42 

0.64 


Munjela 

0825000703052500 

0.458 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.458 

4.42 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.01 

0.001 

0.48 

0.79 


Munwas 

0826000503145900 

1.933 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.619 

2.74 

0.030 

0.05 

0.01 

0.00 

0.00 

0.02 

0.15 

0.10 

0.21 

0.006 

0.42 

0.68 


Nagda 

0826000503145500 

0.891 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.783 

2.74 

0.030 

0.05 

0.01 

0.00 

0.00 

0.01 

0.09 

0.06 

0.20 

0.003 

0.44 

0.70 


Nagon Ka Khera 

0826000103065600 

2.121 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.121 

2.89 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.09 

0.06 

0.011 

0.51 

0.81 


Nahar Magra 

0826000103064500 

13.203 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.764 

5.02 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.54 

0.34 

0.24 

0.024 

0.19 

0.31 







Non-command 

Gneisses(B.G.C) 

1.303 

5.02 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.07 

0.006 

0.05 

0.08 






Udai Sagar 

Command 

Phyllite & Schist 

3.475 

5.02 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.39 

0.24 

0.18 

0.017 

0.14 

0.22 







Command 

Gneisses(B.G.C) 

3.505 

5.02 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.39 

0.24 

0.18 

0.017 

0.14 

0.23 


Nala Phala 

0826000503150200 

2.051 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.076 

1.40 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 


Namri 

0826000103064800 

1.895 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.067 

4.17 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.10 

0.005 

0.30 

0.50 






Udai Sagar 

Command 

Gneisses(B.G.C) 

0.827 

4.17 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.08 

0.004 

0.24 

0.39 


Nandwel 

0826000103064400 

6.530 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.530 

3.04 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.44 

0.28 

0.13 

0.032 

0.53 

0.83 



0826000603176000 

9.913 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.510 

4.12 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.36 

0.23 

0.06 

0.008 

0.30 

0.46 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Jeepon Ka Reth 

0825000703052700 

0.05 

0.02 

95,583.21 

0.02 

- 

0.02 

0.03 

0.37 

- 

- 

- 

- 

- 

- 

- 

0.022 

0.001 

0.021 

0.012 

58.37 

Safe 

Jhalon Ka Gurha 

0826000503145000 

0.06 

0.08 

258.50 

0.10 

- 

0.10 

0.05 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.108 

0.005 

0.103 

0.058 

56.78 

Safe 


0826000503146000 

0.06 

0.09 

8,441.80 

0.11 

0.02 

0.13 

0.04 

0.47 

- 

0.0100 

- 

- 

0.023 

0.033 

0.033 

0.159 

0.008 

0.151 

0.083 

55.19 

Safe 

Jheendoli 

0826000503141400 

0.06 

0.01 

577.68 

0.01 

- 

0.01 

0.02 

0.20 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.024 

0.001 

0.023 

0.094 

407.74 

Over Exploited 

Joona Gurha 

0825000703051500 

0.05 

0.04 

173.43 

0.05 

- 

0.05 

0.04 

0.47 

- 

- 

- 

- 

- 

- 

- 

0.052 

0.003 

0.050 

0.027 

55.13 

Safe 

Joonawas 

0826000103063800 

0.05 

0.08 

159.37 

0.09 

0.01 

0.10 

0.04 

0.57 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.131 

0.007 

0.124 

0.241 

194.03 

Over Exploited 

Kagam Darda 

0825000703050600 

0.05 

0.00 

3,624.72 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

1,700.79 

Over Exploited 

Kailashpuri 

0826000503145600 

0.06 

0.01 

5,165.88 

0.02 

0.01 

0.03 

0.03 

0.36 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.056 

0.003 

0.053 

0.172 

322.94 

Over Exploited 

Kaliwas 

0825000703053800 

0.05 

0.06 

153.81 

0.08 

0.03 

0.11 

0.04 

0.48 

- 

0.0900 

- 

- 

0.000 

0.090 

0.090 

0.196 

0.010 

0.186 

0.507 

273.11 

Over Exploited 

Kamli Ka Gurha 

0825000703053500 

0.05 

0.00 

121,871.73 

0.00 

- 

0.00 

0.02 

0.24 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.019 

487.87 

Over Exploited 

Kamlod 

0826000503150300 

0.06 

0.00 

156,031.97 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Karanpur 

0826000603171900 

0.03 

0.13 

124.62 

0.15 

0.01 

0.16 

0.04 

0.53 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.193 

0.010 

0.183 

0.251 

136.94 

Over Exploited 

Karawari 

0826000503145400 

0.06 

0.02 

157.80 

0.03 

0.03 

0.05 

0.04 

0.50 

- 

0.0400 

- 

- 

0.027 

0.067 

0.067 

0.122 

0.006 

0.116 

0.205 

177.56 

Over Exploited 

Karelon Ka Gurha 

0826000503146500 

0.06 

0.02 

66,542.50 

0.03 

0.00 

0.03 

0.04 

0.48 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.030 

0.001 

0.028 

0.022 

75.77 

Semi Critical 

Karmathon Ka Dhana 

0825000703052800 

0.05 

0.02 

(115,862.82) 

0.02 

0.00 

0.02 

0.03 

0.42 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.024 

0.001 

0.023 

0.013 

56.89 

Safe 

Katkakua 

0826000603174500 

0.03 

0.01 

515.82 

0.01 

0.01 

0.02 

0.04 

0.58 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.037 

0.002 

0.035 

0.182 

515.88 

Over Exploited 

Khalator 

0826000603174000 

0.03 

0.00 

94,433.99 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kham Ki Madri 

0826000103061600 

0.05 

0.21 

58.04 

0.25 

- 

0.25 

0.03 

0.47 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.257 

0.013 

0.244 

0.103 

42.37 

Safe 



0.05 

0.00 

1,533.51 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.007 

353.58 

Over Exploited 

Kharwadon Ka Gurha 

0826000103061400 

0.05 

0.04 

146.35 

0.05 

0.01 

0.06 

0.04 

0.50 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.082 

0.004 

0.078 

0.142 

183.09 

Over Exploited 

Khemli 

0826000103063900 

0.05 

0.03 

151.45 

0.04 

0.01 

0.05 

0.04 

0.57 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.089 

0.004 

0.085 

0.209 

246.61 

Over Exploited 



0.05 

0.00 

109,344.10 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kherighasa 

0826000103061100 

0.05 

0.02 

581.91 

0.02 

- 

0.02 

0.02 

0.21 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.029 

0.001 

0.027 

0.101 

372.89 

Over Exploited 



0.05 

0.01 

800.33 

0.01 

- 

0.01 

0.01 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.021 

0.001 

0.020 

0.076 

385.52 

Over Exploited 

Khetpal Ka Gurha 

0825000703051800 

0.05 

0.04 

########## 

0.05 

0.00 

0.06 

0.04 

0.47 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.063 

0.003 

0.060 

0.024 

40.86 

Safe 

Khuyanpura 

0826000503141500 

0.06 

0.00 

890.62 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.007 

513.55 

Over Exploited 

Kolar 

0825000703052100 

0.05 

0.05 

228,353.08 

0.06 

0.00 

0.06 

0.04 

0.48 

- 

- 

- 

- 

0.000 

- 

- 

0.062 

0.003 

0.059 

0.021 

35.38 

Safe 

Kotri Ka Dhana 

0825000703054400 

0.05 

0.10 

########## 

0.12 

0.03 

0.15 

0.03 

0.46 

- 

0.0200 

- 

- 

0.040 

0.060 

0.060 

0.209 

0.010 

0.199 

0.115 

57.72 

Safe 

Kunda 

0825000703051000 

0.05 

0.00 

1,276.07 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.019 

948.77 

Over Exploited 

Kundal Ka Gurha 

0826000503145100 

0.06 

0.03 

197.44 

0.04 

- 

0.04 

0.05 

0.59 

- 

- 

- 

- 

- 

- 

- 

0.040 

0.002 

0.038 

0.004 

11.06 

Safe 

Ladiya Khera 

0826000503149700 

0.07 

0.07 

815,801.97 

0.09 

- 

0.09 

0.03 

0.37 

- 

- 

- 

- 

- 

- 

- 

0.085 

0.004 

0.081 

0.026 

32.49 

Safe 



0.06 

0.01 

254.04 

0.01 

- 

0.01 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.008 

0.006 

74.32 

Semi Critical 

Lakhawali 

0826000503146900 

0.06 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.010 

849.76 

Over Exploited 

Lauseeng 

0826000503144900 

0.06 

0.01 

1,496.46 

0.01 

- 

0.01 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.010 

0.023 

227.09 

Over Exploited 

Leelera 

0825000703054000 

0.05 

0.04 

########## 

0.04 

0.01 

0.06 

0.03 

0.40 

- 

- 

- 

- 

0.022 

0.022 

0.022 

0.079 

0.004 

0.075 

0.007 

8.72 

Safe 

Lolera Ka Gurha 

0825000703049700 

0.05 

0.04 

178.89 

0.05 

0.00 

0.05 

0.03 

0.47 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.058 

0.003 

0.055 

0.078 

141.49 

Over Exploited 

Madri Asholyan 

0826000103065900 

0.05 

0.00 

25,914.25 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

59,680.33 

Over Exploited 

Maharaj Ki Kheri 

0826000603174600 

0.03 

0.03 

337.90 

0.04 

0.01 

0.05 

0.03 

0.42 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.085 

0.004 

0.081 

0.329 

406.00 

Over Exploited 



0.03 

0.00 

1,106.94 

0.01 

- 

0.01 

0.01 

0.16 

- 

0.0100 

0.0050 

0.0060 

- 

0.021 

0.021 

0.026 

0.001 

0.025 

0.123 

497.50 

Over Exploited 

Majera 

0825000703053100 

0.05 

0.02 

240.24 

0.02 

0.01 

0.03 

0.04 

0.51 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.074 

0.004 

0.071 

0.218 

308.24 

Over Exploited 

Malki Toos 

0826000603176500 

0.03 

0.01 

564.04 

0.02 

- 

0.02 

0.02 

0.21 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.027 

0.001 

0.025 

0.053 

207.85 

Over Exploited 

Manderiya 

0826000603175600 

0.06 

0.17 

45.70 

0.21 

0.03 

0.24 

0.04 

0.58 

- 

0.0200 

- 

- 

0.033 

0.054 

0.054 

0.295 

0.015 

0.280 

0.116 

41.30 

Safe 

Mandesar 

0826000603175800 

0.03 

0.02 

515.28 

0.02 

- 

0.02 

0.01 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.020 

0.001 

0.019 

0.036 

191.61 

Over Exploited 



0.06 

0.08 

172.71 

0.10 

- 

0.10 

0.03 

0.34 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.112 

0.006 

0.106 

0.060 

56.89 

Safe 



0.03 

0.00 

3,284.66 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0033 

0.0032 

- 

0.007 

0.007 

0.007 

0.000 

0.007 

0.005 

68.82 

Safe 

Mandesar Ka Gurha 

0826000603175700 

0.06 

0.03 

55.21 

0.03 

0.00 

0.03 

0.04 

0.58 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.046 

0.002 

0.044 

0.035 

80.38 

Semi Critical 

Mangthala 

0826000103061300 

0.05 

0.31 

86.53 

0.37 

0.22 

0.59 

0.04 

0.50 

- 

0.0200 

- 

- 

0.315 

0.335 

0.335 

0.929 

0.046 

0.883 

0.233 

26.41 

Safe 

Mankyawas 

0826000103061500 

0.05 

0.21 

68.54 

0.25 

0.02 

0.28 

0.04 

0.51 

- 

0.0100 

- 

- 

0.033 

0.043 

0.043 

0.318 

0.016 

0.303 

0.119 

39.18 

Safe 

Maruwas 

0826000103062400 

0.05 

0.15 

########## 

0.18 

0.02 

0.20 

0.03 

0.43 

- 

0.0400 

- 

- 

0.016 

0.056 

0.056 

0.260 

0.013 

0.247 

0.227 

91.77 

Critical 

Mathatha 

0826000503145300 

0.06 

0.06 

394,209.87 

0.07 

0.02 

0.09 

0.03 

0.40 

- 

0.0200 

- 

- 

0.008 

0.028 

0.028 

0.116 

0.006 

0.110 

0.096 

87.41 

Semi Critical 

Merta 

0826000103063600 

0.05 

0.02 

694.90 

0.03 

- 

0.03 

0.01 

0.20 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.037 

0.002 

0.035 

0.141 

401.41 

Over Exploited 



0.05 

0.02 

702.23 

0.03 

- 

0.03 

0.02 

0.21 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.038 

0.002 

0.036 

0.145 

405.26 

Over Exploited 



0.05 

0.01 

899.71 

0.02 

- 

0.02 

0.01 

0.17 

- 

0.0100 

0.0116 

0.0140 

- 

0.036 

0.036 

0.053 

0.003 

0.050 

0.118 

234.75 

Over Exploited 

Mohanpura 

0826000503146200 

0.06 

0.03 

174.71 

0.03 

- 

0.03 

0.03 

0.38 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.041 

0.002 

0.039 

0.046 

117.63 

Over Exploited 

Moti Khera 

0826000103063000 

0.05 

0.06 

204,856.35 

0.07 

0.01 

0.09 

0.03 

0.45 

- 

0.0400 

- 

- 

0.006 

0.046 

0.046 

0.133 

0.007 

0.127 

0.207 

163.23 

Over Exploited 

Munjela 

0825000703052500 

0.05 

0.01 

121.72 

0.01 

- 

0.01 

0.04 

0.52 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.013 

0.012 

91.24 

Critical 

Munwas 

0826000503145900 

0.06 

0.04 

10,889.44 

0.05 

0.03 

0.07 

0.04 

0.46 

- 

0.0400 

- 

- 

0.027 

0.067 

0.067 

0.141 

0.007 

0.134 

0.211 

157.79 

Over Exploited 

Nagda 

0826000503145500 

0.06 

0.02 

195.88 

0.02 

0.02 

0.04 

0.04 

0.47 

- 

0.0400 

- 

- 

0.017 

0.057 

0.057 

0.101 

0.005 

0.096 

0.203 

211.55 

Over Exploited 

Nagon Ka Khera 

0826000103065600 

0.05 

0.06 

57.37 

0.07 

0.00 

0.07 

0.04 

0.56 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.079 

0.004 

0.075 

0.069 

91.64 

Critical 

Nahar Magra 

0826000103064500 

0.05 

0.05 

598.78 

0.06 

0.01 

0.07 

0.02 

0.21 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.098 

0.005 

0.093 

0.265 

285.45 

Over Exploited 



0.05 

0.00 

2,646.26 

0.00 

- 

0.00 

0.00 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.073 

548.15 

Over Exploited 



0.05 

0.03 

848.98 

0.03 

0.01 

0.04 

0.01 

0.15 

- 

0.0200 

0.0212 

0.0255 

- 

0.067 

0.067 

0.107 

0.005 

0.102 

0.194 

190.65 

Over Exploited 



0.05 

0.02 

886.49 

0.03 

0.01 

0.04 

0.01 

0.15 

- 

0.0200 

0.0213 

0.0257 

- 

0.067 

0.067 

0.107 

0.005 

0.101 

0.197 

194.73 

Over Exploited 

Nala Phala 

0826000503150200 

0.06 

0.00 

28,078.03 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Namri 

0826000103064800 

0.05 

0.02 

348.06 

0.02 

- 

0.02 

0.02 

0.33 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.029 

0.001 

0.028 

0.101 

362.45 

Over Exploited 



0.05 

0.01 

457.56 

0.01 

- 

0.01 

0.02 

0.25 

- 

0.0100 

0.0063 

0.0061 

- 

0.022 

0.022 

0.034 

0.002 

0.032 

0.079 

244.43 

Over Exploited 

Nandwel 

0826000103064400 

0.05 

0.18 

53.57 

0.22 

0.00 

0.22 

0.04 

0.57 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.238 

0.012 

0.226 

0.165 

73.27 

Semi Critical 


0826000603176000 

0.03 

0.06 

303.96 

0.07 

- 

0.07 

0.02 

0.32 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.078 

0.004 

0.074 

0.068 

91.16 

Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 






Udai Sagar 

Command 

Gneisses(B.G.C) 

4.403 

4.12 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.28 

0.18 

0.05 

0.006 

0.24 

0.37 


Nauwa 

0826000103062500 

6.598 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.052 

2.62 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.05 

0.005 

0.08 

0.13 







Non-command 

Gneisses(B.G.C) 

5.180 

2.62 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.34 

0.22 

0.27 

0.026 

0.41 

0.63 


Nedach 

0825000703051700 

4.484 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.582 

3.70 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.04 

0.001 

0.07 

0.10 


Negdiya 

0825000703050000 

8.468 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.886 

4.54 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.05 

0.001 

0.05 

0.08 


Neta Ka Gurha 

0825000703052900 

0.585 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.470 

4.00 

0.020 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.01 

0.01 

0.001 

0.38 

0.63 


Noorda 

0826000103060800 

8.512 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.439 

3.66 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.002 

0.02 

0.04 


Odwariya 

0826000103062800 

6.560 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.484 

4.22 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.23 

0.15 

0.08 

0.012 

0.20 

0.31 







Non-command 

Gneisses(B.G.C) 

4.037 

4.22 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.38 

0.25 

0.13 

0.020 

0.33 

0.50 






Udai Sagar 

Command 

Gneisses(B.G.C) 

0.039 

4.22 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ordi-A 

0826000103063300 

3.334 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.170 

3.73 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.03 

0.04 






Udai Sagar 

Command 

Gneisses(B.G.C) 

3.165 

3.73 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.29 

0.18 

0.21 

0.016 

0.50 

0.79 


Ordi-B 

0826000103063400 

1.255 

Fresh 

Udai Sagar 

Command 

Gneisses(B.G.C) 

1.255 

4.39 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.01 

0.006 

0.53 

0.84 


Palwas Kalan 

0826000103065700 

2.907 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.657 

2.96 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.19 

0.12 

0.10 

0.013 

0.47 

0.74 


Palwas Khurd 

0826000103065800 

2.566 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.934 

3.06 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.09 

0.05 

0.010 

0.38 

0.61 


Panwari 

0826000503151200 

10.047 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.683 

2.77 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.001 

0.04 

0.06 






Udai Sagar 

Command 

Gneisses(B.G.C) 

0.011 

2.77 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Paraya Ki Bhagal 

0826000503145800 

0.780 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.627 

2.77 

0.030 

0.00 

0.00 

0.00 

0.00 

0.01 

0.04 

0.03 

0.01 

0.002 

0.42 

0.66 


Peepalwas 

0825000703050200 

5.002 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.202 

5.10 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.000 

0.02 

0.03 


Peepar 

0826000503144800 

3.378 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.105 

3.74 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.03 


Phachar 

0826000603174400 

1.574 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.574 

4.40 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.01 

0.002 

0.54 

0.88 


Raiji Ka Gurha 

0826000103062600 

4.581 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.693 

2.41 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.04 

0.008 

0.19 

0.30 







Non-command 

Gneisses(B.G.C) 

2.666 

2.41 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.06 

0.013 

0.30 

0.47 


Rainiya 

0825000703053400 

0.940 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.940 

3.49 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.001 

0.48 

0.79 


Rakhyawal 

0826000103061800 

4.470 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.470 

2.64 

0.020 

0.04 

0.00 

0.00 

0.00 

0.02 

0.26 

0.16 

0.13 

0.022 

0.48 

0.79 


Rama 

0826000503145700 

8.826 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.435 

3.09 

0.030 

0.19 

0.04 

0.00 

0.00 

0.00 

0.84 

0.54 

0.72 

0.029 

0.45 

0.71 


Rampuriya 

0825000703049400 

0.992 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.611 

5.14 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.02 

0.001 

0.29 

0.48 







Non-command 

Gneisses(B.G.C) 

0.057 

5.14 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.05 


Rana Kui 

0826000603171700 

6.636 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.829 

3.46 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.10 

0.04 

0.004 

0.23 

0.38 


Rathujana 

0825000703049600 

4.591 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.869 

4.54 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.38 

0.23 

0.12 

0.005 

0.40 

0.66 


Raya 

0825000703051200 

3.586 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.862 

4.24 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.27 

0.17 

0.11 

0.003 

0.42 

0.66 



0826000503145200 

5.942 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.191 

3.61 

0.030 

0.03 

0.00 

0.00 

0.00 

0.00 

0.59 

0.37 

0.07 

0.020 

0.45 

0.71 


Sakariya Kheri 

0826000103065200 

1.936 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.282 

3.00 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.13 

0.006 

0.36 

0.59 







Non-command 

Gneisses(B.G.C) 

0.339 

3.00 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.002 

0.10 

0.16 


Sakroda 

0826000503150700 

10.051 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

9.719 

4.45 

0.020 

0.13 

0.02 

0.00 

0.00 

0.00 

0.98 

0.63 

0.50 

0.019 

0.51 

0.80 


Salera Kalan 

0826000103065000 

6.996 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.837 

3.07 

0.020 

0.18 

0.02 

0.00 

0.00 

0.00 

0.58 

0.36 

0.66 

0.034 

0.52 

0.85 







Non-command 

Gneisses(B.G.C) 

0.159 

3.07 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.01 

0.02 


Sangwa 

0826000103062000 

5.116 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.116 

2.61 

0.020 

0.16 

0.02 

0.00 

0.00 

0.01 

0.40 

0.25 

0.61 

0.025 

0.50 

0.80 


Sarai 

0826000603175000 

3.329 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.338 

4.31 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.02 

0.002 

0.22 

0.35 


Sare 

0826000503146100 

4.962 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.885 

2.70 

0.030 

0.03 

0.01 

0.00 

0.00 

0.00 

0.34 

0.21 

0.12 

0.015 

0.41 

0.65 


Sarjana 

0826000603172200 

1.488 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.460 

3.05 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.001 

0.17 

0.28 






Vallabhnagar 

Command 

Gneisses(B.G.C) 

0.012 

3.05 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Seloo 

0826000503141900 

4.873 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.503 

5.03 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.15 

0.04 

0.006 

0.17 

0.27 


Shikarwari 

0825000703054200 

2.319 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.319 

3.54 

0.020 

0.01 

0.00 

0.00 

0.00 

0.02 

0.16 

0.10 

0.03 

0.003 

0.47 

0.79 


Shivpuri 

0826000503146400 

0.980 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.787 

2.66 

0.030 

0.01 

0.00 

0.00 

0.00 

0.01 

0.07 

0.04 

0.05 

0.003 

0.41 

0.65 


Shivsingh Ka Gurha 

0825000703051600 

2.331 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.786 

4.19 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.10 

0.04 

0.002 

0.40 

0.63 


Shobhji Ka Khera 

0826000103065100 

0.761 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.293 

3.03 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.21 

0.34 







Non-command 

Gneisses(B.G.C) 

0.468 

3.03 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.002 

0.33 

0.55 


Shri Maliyon Ki Kariyan 

0826000503142000 

3.059 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.205 

6.13 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.01 

0.001 

0.04 

0.06 


Shyamji Ka Gurha 

0825000703052400 

0.317 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.316 

4.45 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.000 

0.48 

0.79 


Siliyon Ka Gurha 

0825000703049800 

2.368 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.011 

4.54 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sindhu 

0826000103055300 

11.275 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

5.29 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

0.465 

5.29 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.02 

0.002 

0.02 

0.03 


Sinhara 

0826000503150600 

3.923 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.689 

1.64 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.05 

0.003 

0.23 

0.35 






Udai Sagar 

Command 

Gneisses(B.G.C) 

1.846 

1.64 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.06 

0.004 

0.25 

0.39 


Siyol 

0825000703053900 

5.420 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.889 

2.75 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.13 

0.01 

0.005 

0.35 

0.57 


Sodawas 

0825000703049500 

2.031 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.685 

5.06 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.11 

0.06 

0.002 

0.39 

0.65 


Songariya 

0825000703053200 

1.399 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.249 

3.94 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.01 

0.001 

0.43 

0.70 


Sukhwara 

0826000103065300 

1.705 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.536 

3.08 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.04 

0.003 

0.17 

0.28 


Suwawaton Ka Gurha 

0826000103064600 

2.601 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.313 

4.12 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.01 

0.007 

0.27 

0.44 







Non-command 

Gneisses(B.G.C) 

0.199 

4.12 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.04 

0.07 






Udai Sagar 

Command 

Phyllite & Schist 

0.650 

4.12 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.003 

0.13 

0.22 







Command 

Gneisses(B.G.C) 

0.440 

4.12 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.002 

0.09 

0.15 


Tank 

0826000603176700 

7.882 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.528 

4.28 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.03 

0.002 

0.10 

0.16 


Tulsidas Ji Ki Sarai 

0826000103063100 

4.318 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.208 

2.35 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.03 

0.04 






Udai Sagar 

Command 

Gneisses(B.G.C) 

4.045 

2.35 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.23 

0.15 

0.12 

0.020 

0.50 

0.77 


Tus Dangiyan 

0826000603175900 

8.898 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.585 

4.37 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.01 

0.001 

0.03 

0.06 






Udai Sagar 

Command 

Gneisses(B.G.C) 

8.313 

4.37 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.57 

0.36 

0.15 

0.012 

0.50 

0.79 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 


(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.03 

0.04 

394.98 

0.04 

- 

0.04 

0.02 

0.25 

- 

0.0100 

0.0268 

0.0323 

- 

0.069 

0.069 

0.113 

0.006 

0.107 

0.054 

50.69 

Safe 

Nauwa 

0826000103062500 

0.05 

0.00 

151,985.26 

0.01 

- 

0.01 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.014 

0.059 

414.33 

Over Exploited 



0.05 

0.11 

110.82 

0.13 

0.01 

0.14 

0.03 

0.44 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.186 

0.009 

0.177 

0.297 

167.63 

Over Exploited 

Nedach 

0825000703051700 

0.05 

0.00 

########## 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.038 

1,734.62 

Over Exploited 

Negdiya 

0825000703050000 

0.05 

0.00 

2,365.14 

0.00 

- 

0.00 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.055 

457.42 

Over Exploited 

Neta Ka Gurha 

0825000703052900 

0.05 

0.01 

(54,275.18) 

0.01 

0.03 

0.04 

0.03 

0.41 

- 

- 

- 

- 

0.043 

0.043 

0.043 

0.082 

0.004 

0.078 

0.012 

14.77 

Safe 

Noorda 

0826000103060800 

0.05 

0.00 

3,327.91 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.014 

2,164.24 

Over Exploited 

Odwariya 

0826000103062800 

0.05 

0.03 

468.67 

0.03 

- 

0.03 

0.02 

0.22 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.041 

0.002 

0.039 

0.088 

224.10 

Over Exploited 



0.05 

0.07 

274.61 

0.08 

- 

0.08 

0.03 

0.35 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.089 

0.004 

0.085 

0.145 

171.10 

Over Exploited 



0.05 

0.00 

34,700.80 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0002 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.000 

0.000 

- 

Safe 

Ordi-A 

0826000103063300 

0.05 

0.00 

3,422.60 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

3,754.55 

Over Exploited 



0.05 

0.08 

128.28 

0.10 

0.01 

0.11 

0.04 

0.54 

- 

0.0200 

0.0193 

0.0232 

- 

0.063 

0.063 

0.168 

0.008 

0.160 

0.229 

143.01 

Over Exploited 

Ordi-B 

0826000103063400 

0.05 

0.03 

108.94 

0.04 

- 

0.04 

0.04 

0.57 

- 

- 

0.0076 

0.0092 

- 

0.017 

0.017 

0.057 

0.003 

0.054 

0.012 

22.64 

Safe 

Palwas Kalan 

0826000103065700 

0.05 

0.07 

81.34 

0.08 

- 

0.08 

0.04 

0.51 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.098 

0.005 

0.093 

0.116 

124.26 

Over Exploited 

Palwas Khurd 

0826000103065800 

0.05 

0.04 

125.26 

0.05 

- 

0.05 

0.03 

0.41 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.057 

0.003 

0.054 

0.062 

114.41 

Over Exploited 

Panwari 

0826000503151200 

0.06 

0.00 

816,354.71 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.005 

334.41 

Over Exploited 



0.06 

0.00 

97,254.76 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Paraya Ki Bhagal 

0826000503145800 

0.06 

0.01 

1,969.49 

0.01 

0.01 

0.02 

0.04 

0.45 

- 

- 

- 

- 

0.013 

0.013 

0.013 

0.036 

0.002 

0.034 

0.008 

24.66 

Safe 

Peepalwas 

0825000703050200 

0.05 

0.00 

6,268.50 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

4,943.57 

Over Exploited 

Peepar 

0826000503144800 

0.06 

0.00 

7,323.18 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Phachar 

0826000603174400 

0.03 

0.03 

113.88 

0.04 

- 

0.04 

0.04 

0.59 

- 

- 

- 

- 

- 

- 

- 

0.036 

0.002 

0.034 

0.016 

47.79 

Safe 

Raiji Ka Gurha 

0826000103062600 

0.05 

0.02 

248.01 

0.02 

- 

0.02 

0.02 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.021 

0.001 

0.020 

0.044 

226.64 

Over Exploited 



0.05 

0.04 

138.46 

0.05 

- 

0.05 

0.02 

0.33 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.059 

0.003 

0.056 

0.073 

131.28 

Over Exploited 

Rainiya 

0825000703053400 

0.05 

0.02 

63.17 

0.03 

0.00 

0.03 

0.04 

0.52 

- 

- 

- 

- 

0.006 

0.007 

0.007 

0.038 

0.002 

0.036 

0.005 

14.06 

Safe 

Rakhyawal 

0826000103061800 

0.05 

0.11 

38.02 

0.14 

0.02 

0.16 

0.04 

0.52 

- 

0.0100 

- 

- 

0.032 

0.042 

0.042 

0.198 

0.010 

0.188 

0.149 

79.23 

Semi Critical 

Rama 

0826000503145700 

0.06 

0.19 

177.65 

0.23 

0.04 

0.27 

0.04 

0.49 

- 

0.1300 

- 

- 

0.000 

0.130 

0.130 

0.403 

0.020 

0.383 

0.748 

195.46 

Over Exploited 

Rampuriya 

0825000703049400 

0.05 

0.01 

380.89 

0.01 

0.00 

0.01 

0.02 

0.31 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.013 

0.001 

0.012 

0.023 

190.84 

Over Exploited 



0.05 

0.00 

3,312.61 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

3,531.41 

Over Exploited 

Rana Kui 

0826000603171700 

0.03 

0.02 

312.53 

0.03 

- 

0.03 

0.02 

0.25 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.038 

0.002 

0.036 

0.047 

131.59 

Over Exploited 

Rathujana 

0825000703049600 

0.05 

0.08 

########## 

0.09 

0.00 

0.10 

0.03 

0.43 

- 

0.0200 

- 

- 

0.007 

0.027 

0.027 

0.124 

0.006 

0.118 

0.125 

105.57 

Over Exploited 

Raya 

0825000703051200 

0.05 

0.06 

183.78 

0.07 

0.00 

0.07 

0.04 

0.45 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.096 

0.005 

0.092 

0.111 

121.70 

Over Exploited 


0826000503145200 

0.06 

0.13 

116,543.28 

0.16 

0.00 

0.16 

0.04 

0.49 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.172 

0.009 

0.163 

0.094 

57.78 

Safe 

Sakariya Kheri 

0826000103065200 

0.05 

0.02 

170.58 

0.03 

- 

0.03 

0.03 

0.39 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.049 

0.002 

0.047 

0.132 

284.05 

Over Exploited 



0.05 

0.00 

1,050.05 

0.00 

- 

0.00 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.035 

305.75 

Over Exploited 

Sakroda 

0826000503150700 

0.06 

0.30 

110.21 

0.36 

0.02 

0.38 

0.04 

0.55 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.440 

0.022 

0.418 

0.515 

123.22 

Over Exploited 

Salera Kalan 

0826000103065000 

0.05 

0.19 

90.54 

0.23 

0.02 

0.25 

0.04 

0.57 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

0.365 

0.018 

0.347 

0.697 

200.76 

Over Exploited 



0.05 

0.00 

6,206.62 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.016 

14,318.39 

Over Exploited 

Sangwa 

0826000103062000 

0.05 

0.14 

85.28 

0.16 

0.03 

0.19 

0.04 

0.54 

- 

0.1100 

- 

- 

0.014 

0.124 

0.124 

0.315 

0.016 

0.300 

0.631 

210.73 

Over Exploited 

Sarai 

0826000603175000 

0.03 

0.01 

489.62 

0.01 

- 

0.01 

0.02 

0.24 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.012 

0.024 

206.49 

Over Exploited 

Sare 

0826000503146100 

0.06 

0.09 

500,395.45 

0.11 

0.01 

0.12 

0.03 

0.45 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.140 

0.007 

0.133 

0.134 

100.96 

Over Exploited 

Sarjana 

0826000603172200 

0.03 

0.00 

596.20 

0.00 

- 

0.00 

0.01 

0.18 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.013 

0.030 

235.18 

Over Exploited 



0.03 

0.00 

17,128.22 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Seloo 

0826000503141900 

0.06 

0.01 

########## 

0.02 

- 

0.02 

0.02 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.026 

0.001 

0.024 

0.044 

179.56 

Over Exploited 

Shikarwari 

0825000703054200 

0.05 

0.06 

72.69 

0.07 

0.02 

0.08 

0.04 

0.51 

- 

- 

- 

- 

0.023 

0.023 

0.023 

0.104 

0.005 

0.099 

0.028 

28.07 

Safe 

Shivpuri 

0826000503146400 

0.06 

0.02 

337,357.08 

0.02 

0.01 

0.03 

0.03 

0.45 

- 

0.0100 

- 

- 

0.009 

0.019 

0.019 

0.048 

0.002 

0.045 

0.049 

108.30 

Over Exploited 

Shivsingh Ka Gurha 

0825000703051600 

0.05 

0.04 

########## 

0.04 

0.00 

0.04 

0.04 

0.44 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.045 

0.002 

0.042 

0.045 

106.55 

Over Exploited 

Shobhji Ka Khera 

0826000103065100 

0.05 

0.00 

235.83 

0.00 

- 

0.00 

0.02 

0.23 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.007 

203.31 

Over Exploited 



0.05 

0.01 

121.74 

0.01 

- 

0.01 

0.03 

0.36 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.009 

0.008 

93.54 

Critical 

Shri Maliyon Ki Kariyan 

0826000503142000 

0.06 

0.00 

5,344.73 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.007 

1,309.18 

Over Exploited 

Shyamji Ka Gurha 

0825000703052400 

0.05 

0.01 

122.94 

0.01 

0.00 

0.01 

0.04 

0.52 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

0.000 

0.009 

0.007 

81.13 

Semi Critical 

Siliyon Ka Gurha 

0825000703049800 

0.05 

0.00 

47,272.23 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sindhu 

0826000103055300 

0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.00 

7,769.19 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.026 

5,158.46 

Over Exploited 

Sinhara 

0826000503150600 

0.06 

0.02 

81.97 

0.03 

- 

0.03 

0.02 

0.25 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.038 

0.002 

0.036 

0.056 

156.67 

Over Exploited 



0.06 

0.03 

87.66 

0.03 

- 

0.03 

0.02 

0.27 

- 

0.0100 

0.0140 

0.0135 

- 

0.038 

0.038 

0.071 

0.004 

0.067 

0.064 

94.51 

Critical 

Siyol 

0825000703053900 

0.05 

0.07 

########## 

0.08 

0.00 

0.08 

0.03 

0.38 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.089 

0.004 

0.085 

0.016 

18.39 

Safe 

Sodawas 

0825000703049500 

0.05 

0.03 

242.86 

0.04 

- 

0.04 

0.03 

0.42 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.050 

0.002 

0.047 

0.061 

129.29 

Over Exploited 

Songariya 

0825000703053200 

0.05 

0.03 

36,144.42 

0.03 

- 

0.03 

0.03 

0.46 

- 

- 

- 

- 

- 

- 

- 

0.032 

0.002 

0.030 

0.012 

41.25 

Safe 

Sukhwara 

0826000103065300 

0.05 

0.00 

452.34 

0.01 

- 

0.01 

0.01 

0.18 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.015 

0.045 

298.31 

Over Exploited 

Suwawaton Ka Gurha 

0826000103064600 

0.05 

0.02 

257.19 

0.02 

- 

0.02 

0.02 

0.29 

- 

- 

- 

- 

- 

- 

- 

0.022 

0.001 

0.021 

0.016 

73.18 

Semi Critical 



0.05 

0.00 

2,391.77 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.05 

0.00 

621.83 

0.01 

- 

0.01 

0.01 

0.14 

- 

- 

0.0049 

0.0048 

- 

0.010 

0.010 

0.015 

0.001 

0.014 

0.006 

43.18 

Safe 



0.05 

0.00 

1,022.08 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

0.0033 

0.0032 

- 

0.007 

0.007 

0.009 

0.000 

0.009 

0.005 

60.69 

Safe 

Tank 

0826000603176700 

0.03 

0.01 

1,167.74 

0.01 

- 

0.01 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.006 

0.027 

431.91 

Over Exploited 

Tulsidas Ji Ki Sarai 

0826000103063100 

0.05 

0.00 

2,263.45 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

2,314.00 

Over Exploited 



0.05 

0.10 

47.44 

0.12 

- 

0.12 

0.04 

0.54 

- 

0.0200 

0.0308 

0.0296 

- 

0.080 

0.080 

0.201 

0.010 

0.191 

0.137 

71.68 

Semi Critical 

Tus Dangiyan 

0826000603175900 

0.03 

0.00 

3,263.49 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.008 

959.52 

Over Exploited 



0.03 

0.14 

149.42 

0.17 

0.01 

0.18 

0.04 

0.54 

- 

0.0300 

0.0633 

0.0609 

- 

0.154 

0.154 

0.338 

0.017 

0.321 

0.163 

50.79 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Uda Khera 

082600060317150C 

1.033 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.004 

2.86 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ushan 

0825000703051100 

7.496 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.645 

4.38 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.63 

0.41 

0.24 

0.008 

0.49 

0.75 


Veer Dholiya 

0826000103061900 

5.323 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.448 

2.90 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.31 

0.19 

0.23 

0.022 

0.40 

0.66 

07002026 

Adgela 

0825000703045500 

0.706 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.706 

2.44 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.48 

0.75 


Bajunda 

0825000703049200 

3.601 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.109 

5.48 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.02 







Non-command 

Gneisses(B.G.C) 

3.492 

5.48 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.32 

0.19 

0.13 

0.004 

0.45 

0.76 


Bariyar 

0826000103057000 

12.571 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.004 

5.09 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.75 

0.56 

0.14 

0.035 

0.31 

0.42 


Baroliyon Ka Khera 

0825000703044700 

1.345 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.345 

3.56 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.09 

0.06 

0.06 

0.002 

0.50 

0.74 


Bhansol 

0826000103054700 

7.854 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.610 

4.42 

0.020 

0.10 

0.01 

0.00 

0.00 

0.01 

0.75 

0.48 

0.35 

0.038 

0.46 

0.73 


Bharodi 

0826000103056100 

2.986 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.986 

5.29 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.35 

0.22 

0.09 

0.015 

0.50 

0.77 


Bor Ka Kuwan 

0826000103060500 

0.913 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.002 

4.97 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chhoti Kheri 

0826000103054900 

1.281 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.281 

5.05 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.13 

0.08 

0.02 

0.006 

0.48 

0.77 


Dabiyon Ka Gurha 

0825000703048900 

2.431 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.197 

4.50 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.13 

0.03 

0.003 

0.43 

0.69 


Dadmi 

0825000703051900 

3.403 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.376 

4.65 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.01 

0.000 

0.05 

0.09 


Deoron Ka Gurha 

0825000703049000 

0.897 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.892 

4.33 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.03 

0.001 

0.47 

0.77 


Depur 

0825000703045100 

4.640 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.640 

3.75 

0.015 

0.03 

0.00 

0.00 

0.00 

0.02 

0.27 

0.18 

0.11 

0.005 

0.49 

0.75 


Dholi Magri 

0826000103061200 

2.608 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.263 

5.00 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.03 

0.001 

0.05 

0.08 







Non-command 

Gneisses(B.G.C) 

0.299 

5.00 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.03 

0.001 

0.05 

0.09 


Dingarkiya 

0826000103055500 

2.230 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.230 

5.27 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.24 

0.14 

0.03 

0.011 

0.47 

0.78 


Dingela 

0825000703046900 

1.650 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.641 

3.94 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.08 

0.002 

0.48 

0.74 


Ghasa 

0826000103060900 

12.615 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.128 

3.53 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.00 

0.01 


Gopa Kuda 

0825000703046800 

0.402 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.402 

3.80 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.000 

0.48 

0.75 


Gorela 

0825000703052300 

3.373 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.701 

4.64 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.02 

0.001 

0.10 

0.16 


Jagela 

0825000703045700 

3.069 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.239 

1.92 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.000 

0.04 

0.06 


Jawada 

0826000103056600 

2.339 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.339 

5.54 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.27 

0.19 

0.04 

0.012 

0.54 

0.76 


Jawar 

0826000103054800 

26.216 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

25.808 

4.34 

0.020 

0.17 

0.02 

0.00 

0.00 

0.06 

2.33 

1.49 

0.51 

0.128 

0.48 

0.74 


Jetela 

0825000703046600 

2.145 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.145 

3.93 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.13 

0.08 

0.03 

0.003 

0.48 

0.75 


Jhar Sadri 

0825000703049100 

5.360 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.628 

4.19 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.05 

0.002 

0.14 

0.23 







Non-command 

Gneisses(B.G.C) 

3.732 

4.19 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.26 

0.16 

0.10 

0.004 

0.33 

0.54 


Kagam Darda 

0825000703050600 

3.922 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.092 

4.58 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.02 


Kajyawas 

0825000703045400 

1.698 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.698 

2.84 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.05 

0.002 

0.48 

0.75 


Karoli 

0825000703048800 

6.930 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.343 

5.01 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.000 

0.02 

0.04 


Kesooli 

0825000703050100 

3.267 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.454 

5.31 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.04 

0.001 

0.07 

0.11 


Khema Khera 

0826000103056400 

1.244 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.244 

5.30 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.10 

0.01 

0.006 

0.55 

0.75 


Khera Bhansol 

0826000103055200 

13.107 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

13.053 

4.98 

0.020 

0.06 

0.01 

0.00 

0.00 

0.01 

1.34 

0.82 

0.16 

0.065 

0.47 

0.77 


Kheri 

0825000703044000 

6.174 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.313 

2.99 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.05 

0.003 

0.18 

0.28 


Kherighasa 

0826000103061100 

3.554 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.065 

4.94 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

0.824 

4.94 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.05 

0.004 

0.11 

0.18 


Khetpal Ka Gurha 

0825000703051800 

2.320 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.032 

4.42 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Kothariya Chak - B 

0825000703046000 

2.686 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.003 

2.45 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.10 

0.002 

0.36 

0.56 


Lai Madri 

0825000703048600 

3.671 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.075 

4.32 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.10 

0.001 

0.14 

0.22 







Non-command 

Gneisses(B.G.C) 

0.000 

4.32 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Lolera Ka Gurha 

0825000703049700 

1.920 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.128 

4.62 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.03 

0.05 


Mahura 

0826000103055400 

4.085 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.085 

5.26 

0.020 

0.05 

0.01 

0.00 

0.00 

0.01 

0.46 

0.27 

0.17 

0.020 

0.47 

0.79 


Mallakheri 

0825000703045000 

3.346 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.346 

3.52 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.13 

0.08 

0.004 

0.50 

0.74 


Mandap 

0826000103055800 

4.704 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.117 

5.46 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.48 

0.33 

0.14 

0.020 

0.46 

0.67 


Mandiyana 

0825000703045200 

8.783 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.783 

3.41 

0.015 

0.03 

0.00 

0.00 

0.00 

0.02 

0.46 

0.30 

0.10 

0.010 

0.49 

0.75 


Manduthal 

0826000103055100 

3.124 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.124 

5.36 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.38 

0.23 

0.21 

0.015 

0.47 

0.79 


Martari 

0826000103056800 

2.466 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.877 

5.14 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.02 

0.004 

0.20 

0.27 






Bagolia 

Command 

Gneisses(B.G.C) 

0.056 

5.14 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.02 


Math Chorangiyan 

0826000103056500 

0.647 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.647 

5.49 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.02 

0.003 

0.55 

0.75 


Modwa 

0825000703046100 

2.407 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.584 

4.19 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.001 

0.12 

0.18 


Mogana 

0825000703044900 

10.235 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

9.659 

3.76 

0.015 

0.08 

0.01 

0.00 

0.00 

0.06 

0.56 

0.41 

0.32 

0.011 

0.51 

0.71 


Mordi 

0826000103056700 

3.279 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.209 

5.49 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.26 

0.19 

0.08 

0.011 

0.37 

0.51 


Moti Kheri 

0826000103055000 

4.759 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.759 

5.23 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.51 

0.31 

0.06 

0.024 

0.47 

0.78 


Nathdwara (M) 

0825000742505000 

12.457 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.494 

4.52 

0.015 

0.08 

0.00 

0.00 

0.00 

0.00 

0.25 

0.16 

0.08 

0.186 

0.10 

0.15 


Negdiya 

0825000703050000 

8.468 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.977 

4.54 

0.020 

0.11 

0.02 

0.00 

0.00 

0.01 

0.71 

0.43 

0.44 

0.008 

0.39 

0.64 


Pakhand 

0825000703044300 

12.548 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.016 

3.91 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Palana Kalan 

0826000103055600 

9.423 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

9.423 

5.29 

0.020 

0.11 

0.01 

0.00 

0.00 

0.03 

1.07 

0.65 

0.39 

0.047 

0.47 

0.78 


Palana Khurd 

0826000103055700 

11.348 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.725 

5.07 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.03 

0.004 

0.03 

0.05 







Non-command 

Gneisses(B.G.C) 

5.696 

5.07 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.65 

0.39 

0.27 

0.028 

0.24 

0.39 


Patalpura 

0825000703045300 

1.433 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.433 

3.22 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.01 

0.002 

0.48 

0.75 


Peepalwas 

0825000703050200 

5.002 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.882 

5.10 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.43 

0.27 

0.21 

0.005 

0.37 

0.61 


Phali Chara 

0826000103057300 

10.315 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.050 

4.41 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Prakashpura 

0826000103055900 

1.591 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.591 

5.31 

0.020 

0.01 

0.00 

0.00 

0.00 

0.02 

0.16 

0.10 

0.05 

0.008 

0.49 

0.78 


Rabcha 

0825000703048500 

6.269 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.490 

4.11 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.02 

0.002 

0.11 

0.18 







Non-command 

Gneisses(B.G.C) 

1.583 

4.11 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.02 

0.002 

0.12 

0.19 


Rampuriya 

0825000703046700 

0.543 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.543 

3.79 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.001 

0.48 

0.75 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 


(24) 

(25) 


(27) 

(28) 

(29) 


(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Uda Khera 

0826000603171500 

0.03 

0.00 

43,522.74 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ushan 

0825000703051100 

0.05 

0.16 

########## 

0.20 

0.01 

0.21 

0.04 

0.53 

- 

0.0300 

- 

- 

0.005 

0.035 

0.035 

0.244 

0.012 

0.232 

0.248 

106.87 

Over Exploited 

Veer Dholiya 

0826000103061900 

0.05 

0.09 

99.86 

0.11 

0.01 

0.12 

0.03 

0.44 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.153 

0.008 

0.146 

0.251 

172.32 

Over Exploited 

Adgela 

0825000703045500 

0.05 

0.02 

(7.33) 

0.02 

0.00 

0.02 

0.05 

0.53 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.019 

0.001 

0.018 

0.013 

69.51 

Safe 

Bajunda 

0825000703049200 

0.05 

0.00 

9,023.60 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

4,653.49 

Over Exploited 



0.05 

0.08 

139.19 

0.10 

- 

0.10 

0.04 

0.49 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.105 

0.005 

0.100 

0.133 

133.11 

Over Exploited 

Bariyar 

0826000103057000 

0.05 

0.11 

414.40 

0.13 

0.01 

0.14 

0.03 

0.34 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.160 

0.008 

0.152 

0.178 

116.58 

Over Exploited 

Baroliyon Ka Khera 

0825000703044700 

0.05 

0.03 

72.47 

0.04 

0.01 

0.05 

0.05 

0.55 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.067 

0.003 

0.063 

0.065 

102.16 

Over Exploited 

Bhansol 

0826000103054700 

0.05 

0.18 

215,402.62 

0.21 

0.02 

0.23 

0.04 

0.51 

- 

0.0700 

- 

- 

0.014 

0.084 

0.084 

0.315 

0.016 

0.299 

0.389 

129.97 

Over Exploited 

Bharodi 

0826000103056100 

0.05 

0.07 

199.59 

0.09 

0.00 

0.09 

0.04 

0.54 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.101 

0.005 

0.096 

0.103 

107.53 

Over Exploited 

Bor Ka Kuwan 

0826000103060500 

0.05 

0.00 

92,480.74 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chhoti Kheri 

0826000103054900 

0.05 

0.03 

162.50 

0.04 

0.01 

0.05 

0.04 

0.52 

- 

- 

- 

- 

0.015 

0.015 

0.015 

0.061 

0.003 

0.058 

0.030 

52.63 

Safe 

Dabiyon Ka Gurha 

0825000703048900 

0.05 

0.05 

168.96 

0.06 

0.00 

0.06 

0.04 

0.47 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.069 

0.003 

0.065 

0.035 

53.15 

Safe 

Dadmi 

0825000703051900 

0.05 

0.00 

2,001.09 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.014 

1,232.50 

Over Exploited 

Deoron Ka Gurha 

0825000703049000 

0.05 

0.02 

150.02 

0.03 

0.00 

0.03 

0.04 

0.51 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.037 

0.002 

0.035 

0.030 

85.77 

Semi Critical 

Depur 

0825000703045100 

0.05 

0.11 

55.80 

0.14 

0.02 

0.16 

0.05 

0.54 

- 

0.0200 

- 

- 

0.030 

0.050 

0.050 

0.207 

0.010 

0.197 

0.112 

57.06 

Safe 

Dholi Magri 

0826000103061200 

0.05 

0.00 

3,223.37 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.026 

3,550.15 

Over Exploited 



0.05 

0.00 

2,855.50 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.029 

3,238.60 

Over Exploited 

Dingarkiya 

0826000103055500 

0.05 

0.05 

173.68 

0.06 

0.01 

0.07 

0.04 

0.51 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.076 

0.004 

0.073 

0.042 

57.91 

Safe 

Dingela 

0825000703046900 

0.05 

0.04 

91.96 

0.05 

0.00 

0.05 

0.05 

0.53 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.067 

0.003 

0.064 

0.086 

134.27 

Over Exploited 

Ghasa 

0826000103060900 

0.05 

0.00 

16,864.49 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

18,279.90 

Over Exploited 

Gopa Kuda 

0825000703046800 

0.05 

0.01 

52.99 

0.01 

0.00 

0.01 

0.05 

0.53 

- 

- 

- 

- 

0.000 

- 

- 

0.012 

0.001 

0.011 

0.018 

167.47 

Over Exploited 

Gorela 

0825000703052300 

0.05 

0.00 

1,017.25 

0.00 

0.00 

0.00 

0.01 

0.11 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.005 

0.000 

0.005 

0.019 

378.72 

Over Exploited 

Jagela 

0825000703045700 

0.05 

0.00 

905.29 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.012 

2,406.79 

Over Exploited 

Jawada 

0826000103056600 

0.05 

0.06 

202.76 

0.08 

0.00 

0.08 

0.05 

0.59 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.089 

0.004 

0.085 

0.048 

56.07 

Safe 

Jawar 

0826000103054800 

0.05 

0.61 

469,471.99 

0.74 

0.08 

0.82 

0.04 

0.52 

- 

0.1000 

- 

- 

0.091 

0.191 

0.191 

1.008 

0.050 

0.958 

0.640 

66.80 

Safe 

Jetela 

0825000703046600 

0.05 

0.05 

62.69 

0.06 

0.01 

0.07 

0.05 

0.53 

- 

0.0100 

- 

- 

0.009 

0.019 

0.019 

0.087 

0.004 

0.083 

0.036 

42.98 

Safe 

Jhar Sadri 

0825000703049100 

0.05 

0.01 

658.85 

0.01 

- 

0.01 

0.01 

0.16 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.024 

0.001 

0.023 

0.052 

225.40 

Over Exploited 



0.05 

0.06 

160.67 

0.07 

0.00 

0.08 

0.03 

0.36 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.103 

0.005 

0.098 

0.103 

106.02 

Over Exploited 

Kagam Darda 

0825000703050600 

0.05 

0.00 

9,758.59 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

6,704.24 

Over Exploited 

Kajyawas 

0825000703045400 

0.05 

0.04 

29.57 

0.05 

0.00 

0.05 

0.05 

0.53 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.060 

0.003 

0.057 

0.050 

88.16 

Semi Critical 

Karoli 

0825000703048800 

0.05 

0.00 

5,048.28 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.014 

768.83 

Over Exploited 

Kesooli 

0825000703050100 

0.05 

0.00 

2,249.82 

0.00 

- 

0.00 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.042 

369.48 

Over Exploited 

Khema Khera 

0826000103056400 

0.05 

0.03 

200.79 

0.04 

0.00 

0.04 

0.05 

0.59 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.043 

0.002 

0.041 

0.018 

44.37 

Safe 

Khera Bhansol 

0826000103055200 

0.05 

0.31 

166.28 

0.37 

0.02 

0.39 

0.04 

0.51 

- 

0.0200 

- 

- 

0.017 

0.037 

0.037 

0.427 

0.021 

0.406 

0.225 

55.34 

Safe 

Kheri 

0825000703044000 

0.05 

0.02 

248.46 

0.03 

0.00 

0.03 

0.02 

0.20 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.038 

0.002 

0.036 

0.054 

149.19 

Over Exploited 

Kherighasa 

0826000103061100 

0.05 

0.00 

13,039.13 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

10,073.18 

Over Exploited 



0.05 

0.00 

1,118.83 

0.01 

- 

0.01 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.015 

0.056 

384.69 

Over Exploited 

Khetpal Ka Gurha 

0825000703051800 

0.05 

0.00 

16,113.60 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kothariya Chak - B 

0825000703046000 

0.05 

0.04 

84.08 

0.04 

0.00 

0.04 

0.04 

0.39 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.055 

0.003 

0.053 

0.101 

192.67 

Over Exploited 

Lai Madri 

0825000703048600 

0.05 

0.01 

919.27 

0.01 

0.00 

0.01 

0.01 

0.15 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.030 

0.001 

0.028 

0.103 

366.40 

Over Exploited 



0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Lolera Ka Gurha 

0825000703049700 

0.05 

0.00 

3,358.49 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

3,099.30 

Over Exploited 

Mahura 

0826000103055400 

0.05 

0.10 

187.27 

0.11 

0.02 

0.13 

0.04 

0.50 

- 

0.0200 

- 

- 

0.013 

0.033 

0.033 

0.166 

0.008 

0.158 

0.192 

121.62 

Over Exploited 

Mallakheri 

0825000703045000 

0.05 

0.08 

55.59 

0.10 

0.00 

0.10 

0.05 

0.55 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.129 

0.006 

0.122 

0.087 

71.06 

Semi Critical 

Mandap 

0826000103055800 

0.05 

0.09 

247.67 

0.11 

0.01 

0.12 

0.04 

0.50 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.153 

0.008 

0.145 

0.161 

111.00 

Over Exploited 

Mandiyana 

0825000703045200 

0.05 

0.21 

41.32 

0.26 

0.02 

0.27 

0.05 

0.53 

- 

0.0200 

- 

- 

0.026 

0.046 

0.046 

0.320 

0.016 

0.304 

0.113 

37.29 

Safe 

Manduthal 

0826000103055100 

0.05 

0.07 

213.03 

0.09 

0.01 

0.10 

0.04 

0.50 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.120 

0.006 

0.114 

0.229 

201.82 

Over Exploited 

Martari 

0826000103056800 

0.05 

0.01 

754.77 

0.01 

- 

0.01 

0.02 

0.22 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.001 

0.010 

0.026 

265.56 

Over Exploited 



0.05 

0.00 

12,042.26 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Math Chorangiyan 

0826000103056500 

0.05 

0.02 

231.10 

0.02 

0.00 

0.02 

0.05 

0.60 

- 

- 

- 

- 

0.000 

0.001 

0.001 

0.022 

0.001 

0.021 

0.022 

105.70 

Over Exploited 

Modwa 

0825000703046100 

0.05 

0.00 

593.44 

0.00 

- 

0.00 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.001 

17.72 

Safe 

Mogana 

0825000703044900 

0.05 

0.25 

63.45 

0.30 

0.07 

0.37 

0.04 

0.56 

- 

0.0400 

- 

- 

0.086 

0.126 

0.126 

0.491 

0.025 

0.466 

0.332 

71.26 

Semi Critical 

Mordi 

0826000103056700 

0.05 

0.04 

368.35 

0.05 

- 

0.05 

0.03 

0.40 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.069 

0.003 

0.066 

0.091 

138.16 

Over Exploited 

Moti Kheri 

0826000103055000 

0.05 

0.11 

177.71 

0.14 

0.00 

0.14 

0.04 

0.51 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.155 

0.008 

0.147 

0.081 

54.67 

Safe 

Nathdwara (M) 

0825000742505000 

0.05 

0.01 

1,230.16 

0.01 

0.00 

0.02 

0.01 

0.11 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.027 

0.001 

0.026 

0.268 

1,034.95 

Over Exploited 

Negdiya 

0825000703050000 

0.05 

0.14 

########## 

0.16 

0.03 

0.19 

0.03 

0.42 

- 

0.0800 

- 

- 

0.014 

0.094 

0.094 

0.288 

0.014 

0.273 

0.445 

162.84 

Over Exploited 

Pakhand 

0825000703044300 

0.05 

0.00 

142,212.07 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Palana Kalan 

0826000103055600 

0.05 

0.22 

189.27 

0.27 

0.04 

0.31 

0.04 

0.51 

- 

0.0400 

- 

- 

0.046 

0.086 

0.086 

0.394 

0.020 

0.374 

0.434 

115.84 

Over Exploited 

Palana Khurd 

0826000103055700 

0.05 

0.00 

4,285.74 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.037 

2,793.20 

Over Exploited 



0.05 

0.07 

478.12 

0.08 

0.01 

0.09 

0.02 

0.26 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.121 

0.006 

0.115 

0.296 

257.29 

Over Exploited 

Patalpura 

0825000703045300 

0.05 

0.03 

28.32 

0.04 

0.00 

0.04 

0.05 

0.53 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.043 

0.002 

0.041 

0.014 

33.61 

Safe 

Peepalwas 

0825000703050200 

0.05 

0.07 

262.79 

0.09 

0.01 

0.10 

0.03 

0.41 

- 

0.0400 

- 

- 

0.005 

0.045 

0.045 

0.146 

0.007 

0.139 

0.210 

150.76 

Over Exploited 

Phali Chara 

0826000103057300 

0.05 

0.00 

50,869.99 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Prakashpura 

0826000103055900 

0.05 

0.04 

161.98 

0.05 

0.02 

0.06 

0.04 

0.53 

- 

0.0100 

- 

- 

0.026 

0.036 

0.036 

0.100 

0.005 

0.095 

0.054 

56.86 

Safe 

Rabcha 

0825000703048500 

0.05 

0.01 

879.88 

0.01 

0.00 

0.01 

0.01 

0.13 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.011 

0.001 

0.011 

0.020 

181.04 

Over Exploited 



0.05 

0.01 

610.77 

0.01 

0.00 

0.01 

0.01 

0.13 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.014 

0.001 

0.013 

0.020 

152.84 

Over Exploited 

Rampuriya 

0825000703046700 

0.05 

0.01 

98.90 

0.02 

0.00 

0.02 

0.05 

0.53 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.017 

0.001 

0.016 

0.022 

134.00 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 



082500070304940C 

0.992 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.172 

5.14 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.000 

0.08 

0.14 







Non-command 

Gneisses(B.G.C) 

0.152 

5.14 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.07 

0.12 


Rathana 

082600010306060C 

6.808 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.742 

5.12 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.02 

0.004 

0.06 

0.08 


Rodi 

0826000103056000 

1.681 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.681 

5.40 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.20 

0.14 

0.08 

0.008 

0.52 

0.76 


Salor 

0825000703044800 

8.314 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.210 

3.51 

0.015 

0.06 

0.01 

0.00 

0.00 

0.02 

0.41 

0.29 

0.22 

0.009 

0.45 

0.64 


Sankroda 

0826000103057100 

11.591 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.000 

5.15 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sardar Pura 

0825000703045600 

1.541 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.541 

2.61 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.04 

0.002 

0.48 

0.75 


Sarooppura 

0825000703046400 

1.487 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.434 

3.34 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.06 

0.04 

0.02 

0.002 

0.46 

0.72 


Shishvi 

0825000703049900 

4.832 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.475 

4.38 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.33 

0.20 

0.11 

0.004 

0.34 

0.56 







Non-command 

Gneisses(B.G.C) 

1.219 

4.38 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.03 

0.001 

0.12 

0.20 


Shishvi Ki Dhani 

0825000703049300 

4.594 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.466 

5.50 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.001 

0.05 

0.08 







Non-command 

Gneisses(B.G.C) 

4.128 

5.50 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.35 

0.21 

0.02 

0.005 

0.42 

0.71 


Siliyon Ka Gurha 

0825000703049800 

2.368 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.357 

4.54 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.13 

0.02 

0.003 

0.47 

0.78 


Sindhu 

0826000103055300 

11.275 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.039 

5.29 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

10.771 

5.29 

0.020 

0.15 

0.02 

0.00 

0.00 

0.00 

1.27 

0.75 

0.54 

0.053 

0.45 

0.75 


Sodawas 

0825000703049500 

2.031 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.276 

5.06 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.000 

0.06 

0.11 







Non-command 

Gneisses(B.G.C) 

0.070 

5.06 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.02 

0.03 


Tagdiyon Ka Gurha 

0825000703044200 

5.339 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.019 

3.56 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.23 

0.16 

0.06 

0.005 

0.37 

0.55 


Thamla 

0826000103056300 

19.655 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

19.655 

4.19 

0.020 

0.16 

0.02 

0.00 

0.00 

0.07 

1.72 

1.18 

0.51 

0.097 

0.52 

0.75 


Ulpuramagra Pachhla 

0825000703046300 

2.200 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.190 

3.47 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.05 

0.003 

0.48 

0.74 


Untharda 

0825000703043800 

2.986 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.363 

2.38 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.03 

0.002 

0.22 

0.34 


Upli Odan 

0825000703047000 

12.006 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.001 

3.85 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

2.271 

3.85 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.09 

0.03 

0.003 

0.09 

0.14 


Uthnol 

0825000703046500 

3.757 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.618 

3.67 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.24 

0.16 

0.24 

0.004 

0.46 

0.72 


Warni 

0826000103056200 

2.752 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.752 

5.23 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.33 

0.21 

0.21 

0.014 

0.49 

0.77 

07002027 

Amar Pura 

0829000503611500 

1.952 

Fresh 

Non-command 

Non-command 

Limestone 

1.952 

6.64 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.35 

0.34 

0.38 

0.007 

0.70 

0.73 


Amarpura 

0829000903668600 

1.619 

Fresh 

Non-command 

Non-command 

Shale 

0.001 

7.01 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Arniya Joshi 

0829000903667800 

4.759 

Fresh 

Non-command 

Non-command 

Limestone 

0.167 

7.02 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.03 

0.001 

0.03 

0.02 







Non-command 

Shale 

1.339 

7.02 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.17 

0.24 

0.14 

0.004 

0.20 

0.14 






Gambhiri 

Command 

Shale 

3.195 

7.02 

0.015 

0.09 

0.01 

0.00 

0.00 

0.00 

0.42 

0.61 

0.34 

0.010 

0.48 

0.33 


Arniya Panth 

0829000503612500 

7.301 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.030 

6.09 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Limestone 

0.266 

6.09 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.05 

0.001 

0.03 

0.02 







Non-command 

Shale 

0.017 

6.09 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Gambhiri 

Command 

Limestone 

6.987 

6.09 

0.020 

0.29 

0.04 

0.00 

0.00 

0.00 

1.10 

1.18 

1.11 

0.024 

0.68 

0.64 


Arnoda 

0829000903668400 

8.248 

Fresh 

Non-command 

Non-command 

Shale 

0.124 

6.98 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.03 

0.000 

0.01 

0.01 


Azampura 

0829000903665500 

0.773 

Fresh 

Non-command 

Non-command 

Limestone 

0.658 

7.02 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.16 

0.23 

0.30 

0.002 

0.61 

0.43 






Murlia 

Command 

Limestone 

0.114 

7.02 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.05 

0.000 

0.11 

0.08 


Bad Ka Amrana 

0829000503611800 

2.873 

Fresh 

Non-command 

Non-command 

Limestone 

2.441 

6.82 

0.020 

0.15 

0.02 

0.00 

0.00 

0.00 

0.46 

0.53 

0.58 

0.008 

0.61 

0.53 






Murlia 

Command 

Limestone 

0.432 

6.82 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.11 

0.001 

0.11 

0.09 


Bamniya 

0829000503612700 

2.979 

Fresh 

Non-command 

Non-command 

Limestone 

0.007 

6.80 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Gambhiri 

Command 

Limestone 

2.973 

6.80 

0.020 

0.12 

0.02 

0.00 

0.00 

0.00 

0.50 

0.64 

0.46 

0.010 

0.72 

0.56 


Bansati 

0829000503610600 

1.006 

Fresh 

Non-command 

Non-command 

Shale 

0.372 

6.80 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.08 

0.001 

0.25 

0.29 


Beerghas 

0829000503606300 

0.785 

Fresh 

Non-command 

Non-command 

Shale 

0.003 

4.87 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Gambhiri 

Command 

Limestone 

0.485 

4.87 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.12 

0.002 

0.45 

0.48 







Command 

Shale 

0.297 

4.87 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.07 

0.001 

0.27 

0.29 


Bhatiyon Ka Khera 

0829000503613200 

2.034 

Fresh 

Non-command 

Non-command 

Limestone 

0.040 

6.98 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 







Non-command 

Shale 

1.185 

6.98 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.22 

0.12 

0.004 

0.42 

0.30 






Gambhiri 

Command 

Limestone 

0.675 

6.98 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.16 

0.07 

0.002 

0.24 

0.17 







Command 

Shale 

0.134 

6.98 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.000 

0.05 

0.03 


Bhawaliya 

0829000903667200 

5.491 

Fresh 

Non-command 

Non-command 

Limestone 

3.032 

7.01 

0.020 

0.13 

0.02 

0.00 

0.00 

0.00 

0.53 

0.74 

0.50 

0.010 

0.40 

0.29 






Murlia 

Command 

Limestone 

1.876 

7.01 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.33 

0.46 

0.30 

0.006 

0.25 

0.18 


Bhoojiya Kheri 

0829000903665200 

4.113 

Fresh 

Non-command 

Non-command 

Limestone 

2.641 

7.02 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.41 

0.59 

0.19 

0.009 

0.46 

0.32 







Non-command 

Shale 

0.000 

7.02 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Gambhiri 

Command 

Limestone 

1.095 

7.02 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.25 

0.08 

0.004 

0.19 

0.13 







Command 

Shale 

0.376 

7.02 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.03 

0.001 

0.07 

0.05 


Bhopali 

0829000903667100 

0.859 

Fresh 

Murlia 

Command 

Limestone 

0.085 

7.00 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.07 

0.06 


Biloda 

0829000503607300 

2.454 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.002 

6.07 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Shale 

2.146 

6.07 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.20 

0.03 

0.007 

0.62 

0.63 






Gambhiri 

Command 

Shale 

0.001 

6.07 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Charliya Gadia 

0829000903665900 

2.611 

Fresh 

Non-command 

Non-command 

Limestone 

0.091 

6.95 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.000 

0.03 

0.02 






Murlia 

Command 

Limestone 

0.746 

6.95 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.13 

0.16 

0.15 

0.002 

0.21 

0.18 


Chittaurgarh (M) 

0829000542903000 

32.334 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.963 

4.87 

0.012 

0.19 

0.00 

0.00 

0.00 

0.00 

0.41 

0.39 

0.09 

0.513 

0.09 

0.09 







Non-command 

Limestone 

15.079 

4.87 

0.020 

0.77 

0.02 

0.00 

0.00 

0.00 

2.22 

2.08 

0.51 

1.951 

0.34 

0.36 







Non-command 

Shale 

0.353 

4.87 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.02 

0.046 

0.01 

0.01 






Gambhiri 

Command 

Gneisses(B.G.C) 

0.892 

4.87 

0.012 

0.04 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.02 

0.115 

0.02 

0.02 







Command 

Limestone 

0.181 

4.87 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.023 

0.00 

0.00 







Command 

Shale 

0.032 

4.87 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.00 

0.00 


Chittauri 

0829000503606700 

2.370 

Fresh 

Non-command 

Non-command 

Limestone 

1.089 

5.40 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.03 

0.004 

0.33 

0.35 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 


0825000703049400 

0.05 

0.00 

1,381.08 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.007 

891.34 

Over Exploited 



0.05 

0.00 

1,169.03 

0.00 

0.00 

0.00 

0.01 

0.08 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.006 

769.51 

Over Exploited 

Rathana 

0826000103060600 

0.05 

0.00 

2,658.98 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.002 

0.022 

904.64 

Over Exploited 

Rodi 

0826000103056000 

0.05 

0.04 

208.47 

0.05 

0.00 

0.06 

0.04 

0.57 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.072 

0.004 

0.068 

0.086 

126.99 

Over Exploited 

Salor 

0825000703044800 

0.05 

0.16 

78.63 

0.20 

0.03 

0.22 

0.04 

0.49 

- 

0.0200 

- 

- 

0.029 

0.049 

0.049 

0.274 

0.014 

0.260 

0.224 

85.94 

Semi Critical 

Sankroda 

0826000103057100 

0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sardar Pura 

0825000703045600 

0.05 

0.04 

16.13 

0.04 

0.00 

0.05 

0.05 

0.53 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.062 

0.003 

0.059 

0.038 

64.13 

Safe 

Sarooppura 

0825000703046400 

0.05 

0.03 

21.29 

0.04 

0.01 

0.05 

0.05 

0.51 

- 

- 

- 

- 

0.014 

0.014 

0.014 

0.063 

0.003 

0.060 

0.017 

27.77 

Safe 

Shishvi 

0825000703049900 

0.05 

0.06 

229.87 

0.07 

0.01 

0.08 

0.03 

0.37 

- 

0.0200 

- 

- 

0.014 

0.034 

0.034 

0.114 

0.006 

0.109 

0.117 

107.92 

Over Exploited 



0.05 

0.01 

649.87 

0.01 

0.00 

0.01 

0.01 

0.13 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.019 

0.001 

0.018 

0.034 

190.67 

Over Exploited 

Shishvi Ki Dhani 

0825000703049300 

0.05 

0.00 

2,631.21 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.005 

357.40 

Over Exploited 



0.05 

0.09 

136.98 

0.10 

0.01 

0.11 

0.03 

0.45 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.118 

0.006 

0.112 

0.023 

20.43 

Safe 

Siliyon Ka Gurha 

0825000703049800 

0.05 

0.06 

129.98 

0.07 

- 

0.07 

0.04 

0.50 

- 

- 

- 

- 

- 

- 

- 

0.067 

0.003 

0.063 

0.019 

29.58 

Safe 

Sindhu 

0826000103055300 

0.05 

0.00 

74,548.28 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

83,676.00 

Over Exploited 



0.05 

0.24 

214.16 

0.29 

0.02 

0.31 

0.04 

0.48 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.368 

0.018 

0.350 

0.597 

170.79 

Over Exploited 

Sodawas 

0825000703049500 

0.05 

0.00 

1,771.72 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.007 

724.60 

Over Exploited 



0.05 

0.00 

5,574.90 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

4,795.52 

Over Exploited 

Tagdiyon Ka Gurha 

0825000703044200 

0.05 

0.07 

107.69 

0.09 

0.01 

0.10 

0.03 

0.41 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.114 

0.006 

0.108 

0.066 

60.90 

Safe 

Thamla 

0826000103056300 

0.05 

0.51 

131.59 

0.61 

0.09 

0.70 

0.05 

0.57 

- 

0.1000 

- 

- 

0.103 

0.203 

0.203 

0.905 

0.045 

0.860 

0.607 

70.63 

Semi Critical 

Ulpuramagra Pachhla 

0825000703046300 

0.05 

0.05 

48.95 

0.06 

0.00 

0.07 

0.05 

0.53 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.080 

0.004 

0.076 

0.054 

70.37 

Semi Critical 

Untharda 

0825000703043800 

0.05 

0.02 

151.12 

0.02 

0.00 

0.02 

0.02 

0.24 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.019 

0.001 

0.018 

0.029 

162.44 

Over Exploited 

Upli Odan 

0825000703047000 

0.05 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.01 

775.71 

0.01 

0.00 

0.01 

0.01 

0.10 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.024 

0.001 

0.023 

0.033 

143.70 

Over Exploited 

Uthnol 

0825000703046500 

0.05 

0.08 

87.95 

0.10 

0.01 

0.12 

0.05 

0.51 

- 

0.0400 

- 

- 

0.007 

0.047 

0.047 

0.163 

0.008 

0.155 

0.241 

156.06 

Over Exploited 

Warni 

0826000103056200 

0.05 

0.07 

214.05 

0.08 

0.01 

0.09 

0.04 

0.53 

- 

0.0200 

- 

- 

0.006 

0.027 

0.027 

0.121 

0.006 

0.115 

0.227 

196.62 

Over Exploited 

Amar Pura 

0829000503611500 

0.07 

0.10 

252.12 

0.11 

0.01 

0.12 

0.06 

0.76 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.195 

0.010 

0.185 

0.388 

209.45 

Over Exploited 

Amarpura 

0829000903668600 

0.07 

0.00 

429,071.39 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Arniya Joshi 

0829000903667800 

0.08 

0.00 

14,329.56 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.028 

7,143.67 

Over Exploited 



0.07 

0.02 

1,182.12 

0.02 

0.01 

0.04 

0.02 

0.22 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.063 

0.003 

0.060 

0.146 

245.46 

Over Exploited 



0.07 

0.11 

461.27 

0.13 

0.01 

0.14 

0.04 

0.52 

- 

0.0400 

0.0040 

0.0049 

- 

0.049 

0.049 

0.189 

0.009 

0.179 

0.353 

197.16 

Over Exploited 

Arniya Panth 

0829000503612500 

0.06 

0.00 

42,606.95 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.00 

9,296.73 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.046 

456.67 

Over Exploited 



0.08 

0.00 

73,080.83 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.33 

253.89 

0.40 

0.04 

0.44 

0.06 

0.74 

- 

0.1200 

0.0088 

0.0107 

0.001 

0.141 

0.141 

0.583 

0.029 

0.554 

1.133 

204.68 

Over Exploited 

Arnoda 

0829000903668400 

0.07 

0.00 

886,003.05 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.031 

31,101.83 

Over Exploited 

Azampura 

0829000903665500 

0.08 

0.03 

612.02 

0.04 

0.01 

0.05 

0.05 

0.67 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.109 

0.005 

0.103 

0.300 

290.30 

Over Exploited 



0.08 

0.00 

3,679.84 

0.00 

- 

0.00 

0.01 

0.12 

- 

0.0100 

0.0001 

0.0001 

- 

0.010 

0.010 

0.011 

0.001 

0.011 

0.053 

498.29 

Over Exploited 

Bad Ka Amrana 

0829000503611800 

0.07 

0.10 

414.61 

0.12 

0.02 

0.15 

0.05 

0.66 

- 

0.1100 

- 

- 

0.001 

0.111 

0.111 

0.256 

0.013 

0.243 

0.588 

242.10 

Over Exploited 



0.07 

0.00 

3,057.61 

0.00 

0.00 

0.00 

0.01 

0.12 

- 

0.0200 

0.0002 

0.0002 

0.000 

0.020 

0.020 

0.024 

0.001 

0.023 

0.107 

465.44 

Over Exploited 

Bamniya 

0829000503612700 

0.07 

0.00 

152,431.61 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.15 

330.50 

0.18 

0.02 

0.20 

0.06 

0.78 

- 

0.0900 

0.0047 

0.0045 

0.005 

0.104 

0.104 

0.307 

0.015 

0.292 

0.471 

161.58 

Over Exploited 

Bansati 

0829000503610600 

0.08 

0.01 

543.32 

0.01 

0.00 

0.01 

0.02 

0.27 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.021 

0.001 

0.020 

0.077 

391.11 

Over Exploited 

Beerghas 

0829000503606300 

0.08 

0.00 

34,025.46 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.02 

376.08 

0.02 

- 

0.02 

0.04 

0.48 

- 

0.0100 

0.0006 

0.0007 

- 

0.011 

0.011 

0.030 

0.001 

0.028 

0.117 

413.85 

Over Exploited 



0.08 

0.01 

488.64 

0.01 

- 

0.01 

0.02 

0.30 

- 

0.0100 

0.0004 

0.0005 

- 

0.011 

0.011 

0.019 

0.001 

0.018 

0.068 

381.02 

Over Exploited 

Bhatiyon Ka Khera 

0829000503613200 

0.07 

0.00 

19,771.67 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.04 

437.16 

0.05 

- 

0.05 

0.04 

0.45 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.069 

0.003 

0.065 

0.120 

183.38 

Over Exploited 



0.07 

0.01 

1,338.62 

0.01 

- 

0.01 

0.02 

0.26 

- 

0.0100 

0.0009 

0.0010 

- 

0.012 

0.012 

0.025 

0.001 

0.024 

0.072 

299.16 

Over Exploited 



0.08 

0.00 

3,712.66 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

0.0002 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.015 

1,580.95 

Over Exploited 

Bhawaliya 

0829000903667200 

0.08 

0.10 

663.36 

0.12 

0.02 

0.14 

0.03 

0.43 

- 

0.0900 

- 

- 

0.001 

0.091 

0.091 

0.227 

0.011 

0.216 

0.508 

235.20 

Over Exploited 



0.08 

0.04 

1,135.50 

0.04 

0.01 

0.06 

0.02 

0.27 

- 

0.0600 

0.0009 

0.0008 

0.003 

0.064 

0.064 

0.121 

0.006 

0.115 

0.308 

268.84 

Over Exploited 

Bhoojiya Kheri 

0829000903665200 

0.08 

0.10 

507.28 

0.12 

0.01 

0.13 

0.04 

0.50 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.153 

0.008 

0.145 

0.198 

136.25 

Over Exploited 



0.07 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.02 

1,400.43 

0.02 

0.00 

0.02 

0.02 

0.21 

- 

0.0100 

0.0014 

0.0017 

0.000 

0.013 

0.013 

0.033 

0.002 

0.032 

0.082 

256.50 

Over Exploited 



0.07 

0.00 

4,051.86 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

0.0005 

0.0006 

- 

0.001 

0.001 

0.003 

0.000 

0.003 

0.031 

1,066.61 

Over Exploited 

Bhopali 

0829000903667100 

0.08 

0.00 

2,982.08 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

0.0000 

0.0001 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.018 

2,828.28 

Over Exploited 

Biloda 

0829000503607300 

0.06 

0.00 

174,649.11 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.11 

85.57 

0.13 

- 

0.13 

0.05 

0.67 

- 

- 

- 

- 

- 

- 

- 

0.131 

0.007 

0.125 

0.032 

25.99 

Safe 



0.08 

0.00 

611,778.98 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Charliya Gadia 

0829000903665900 

0.08 

0.00 

8,033.74 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.018 

8,702.37 

Over Exploited 



0.08 

0.01 

1,175.79 

0.01 

0.01 

0.02 

0.02 

0.22 

- 

0.0300 

0.0004 

0.0005 

0.000 

0.031 

0.031 

0.056 

0.003 

0.053 

0.152 

286.22 

Over Exploited 

Chittaurgarh (M) 

0829000542903000 

0.06 

0.02 

1,726.97 

0.03 

- 

0.03 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.035 

0.002 

0.034 

0.598 

1,778.70 

Over Exploited 



0.07 

0.36 

482.50 

0.43 

0.02 

0.45 

0.03 

0.36 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.508 

0.025 

0.483 

2.463 

509.78 

Over Exploited 



0.08 

0.00 

18,610.63 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.061 

23,176.52 

Over Exploited 



0.06 

0.00 

7,769.93 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0011 

0.0014 

- 

0.003 

0.003 

0.004 

0.000 

0.004 

0.131 

3,653.72 

Over Exploited 



0.07 

0.00 

50,438.65 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0002 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.023 

4,380.69 

Over Exploited 



0.08 

0.00 

118,608.19 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.004 

4,227.78 

Over Exploited 

Chittauri 

0829000503606700 

0.07 

0.03 

137,474.00 

0.03 

- 

0.03 

0.03 

0.36 

- 

- 

- 

- 

- 

- 

- 

0.030 

0.002 

0.029 

0.033 

113.99 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 






Gambhiri 

Command 

Limestone 

1.151 

5.40 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.13 

0.03 

0.004 

0.35 

0.37 


Dhanet Kalan 

0829000503597300 

7.013 

Fresh 

Non-command 

Non-command 

Limestone 

0.245 

5.47 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.04 

0.001 

0.03 

0.03 


Dhani 

0829000503611200 

2.768 

Fresh 

Non-command 

Non-command 

Limestone 

1.395 

6.43 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.21 

0.18 

0.17 

0.005 

0.34 

0.41 







Non-command 

Shale 

1.348 

6.43 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.16 

0.14 

0.14 

0.005 

0.33 

0.39 


Dhanora 

0829000903666600 

6.283 

Fresh 

Non-command 

Non-command 

Limestone 

0.703 

6.60 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.10 

0.11 

0.002 

0.08 

0.09 







Non-command 

Shale 

0.062 

6.60 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 


Eral 

0829000503606400 

4.019 

Fresh 

Non-command 

Non-command 

Limestone 

0.193 

5.01 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.13 

0.001 

0.03 

0.04 







Non-command 

Shale 

0.085 

5.01 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.000 

0.02 

0.02 






Gambhiri 

Command 

Limestone 

2.396 

5.01 

0.020 

0.38 

0.06 

0.00 

0.00 

0.00 

0.56 

0.53 

1.51 

0.008 

0.43 

0.46 







Command 

Shale 

1.345 

5.01 

0.015 

0.19 

0.03 

0.00 

0.00 

0.00 

0.26 

0.25 

0.74 

0.005 

0.24 

0.26 


Forest Block 

0829000508299001 

54.318 

Fresh 

Non-command 

Non-command 

Shale 

0.007 

5.51 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gadwara 

0829000503613800 

1.237 

Fresh 

Non-command 

Non-command 

Shale 

0.028 

5.49 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.01 


Gharana 

0829000503613400 

1.762 

Fresh 

Non-command 

Non-command 

Shale 

0.014 

6.82 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 


Ghatiyawali 

0829000503613000 

18.960 

Fresh 

Non-command 

Non-command 

Limestone 

0.757 

5.43 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.12 

0.10 

0.003 

0.03 

0.03 







Non-command 

Shale 

9.342 

5.43 

0.015 

0.27 

0.04 

0.00 

0.00 

0.00 

0.99 

1.05 

1.04 

0.032 

0.35 

0.33 






Gambhiri 

Command 

Limestone 

6.621 

5.43 

0.020 

0.22 

0.03 

0.00 

0.00 

0.00 

0.91 

0.97 

0.84 

0.023 

0.25 

0.24 







Command 

Shale 

0.205 

5.43 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.001 

0.01 

0.01 


Gilund 

0829000503613100 

19.343 

Fresh 

Non-command 

Non-command 

Limestone 

0.582 

6.52 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.11 

0.05 

0.002 

0.02 

0.02 







Non-command 

Shale 

12.188 

6.52 

0.015 

0.23 

0.03 

0.00 

0.00 

0.00 

1.39 

1.83 

0.87 

0.042 

0.45 

0.35 






Gambhiri 

Command 

Limestone 

2.792 

6.52 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.41 

0.54 

0.22 

0.010 

0.10 

0.08 







Command 

Shale 

0.227 

6.52 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.001 

0.01 

0.01 


Hasanpura 

0829000903664400 

1.535 

Fresh 

Non-command 

Non-command 

Limestone 

0.002 

6.81 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Gambhiri 

Command 

Limestone 

1.533 

6.81 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.24 

0.30 

0.17 

0.005 

0.72 

0.57 


Jalampura 

0829000503607200 

6.793 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.410 

5.69 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.11 

0.06 

0.005 

0.15 

0.15 







Non-command 

Limestone 

0.794 

5.69 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.11 

0.07 

0.003 

0.08 

0.09 







Non-command 

Shale 

0.078 

5.69 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 






Gambhiri 

Command 

Gneisses(B.G.C) 

0.897 

5.69 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.05 

0.003 

0.09 

0.10 







Command 

Limestone 

3.597 

5.69 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.47 

0.46 

0.27 

0.012 

0.38 

0.39 







Command 

Shale 

0.016 

5.69 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jorawarsingh Ka Khera 

0829000503611400 

0.997 

Fresh 

Non-command 

Non-command 

Limestone 

0.997 

6.62 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.14 

0.03 

0.003 

0.70 

0.72 


Karoonda 

0829000903666000 

5.780 

Fresh 

Non-command 

Non-command 

Limestone 

2.611 

6.82 

0.020 

0.11 

0.02 

0.00 

0.00 

0.00 

0.44 

0.45 

0.44 

0.008 

0.32 

0.31 






Murlia 

Command 

Limestone 

0.082 

6.82 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 


Keljarka Khera 

0829000503613900 

4.759 

Fresh 

Non-command 

Non-command 

Shale 

0.531 

4.77 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.03 

0.002 

0.08 

0.08 


Kesharpura 

0829000503612200 

2.317 

Fresh 

Non-command 

Non-command 

Limestone 

1.881 

6.55 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.31 

0.33 

0.31 

0.006 

0.57 

0.54 







Non-command 

Shale 

0.436 

6.55 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.07 

0.001 

0.13 

0.13 


Khardi Baori 

0829000503606600 

1.129 

Fresh 

Non-command 

Non-command 

Limestone 

0.271 

5.19 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.001 

0.17 

0.18 






Gambhiri 

Command 

Limestone 

0.858 

5.19 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.00 

0.003 

0.55 

0.57 


Khera Bansati 

0829000503610700 

2.256 

Fresh 

Non-command 

Non-command 

Shale 

0.390 

6.91 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.01 

0.001 

0.12 

0.13 


Khera Gilund 

0829000503613300 

2.228 

Fresh 

Non-command 

Non-command 

Limestone 

0.025 

6.97 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Gambhiri 

Command 

Limestone 

2.202 

6.97 

0.020 

0.11 

0.02 

0.00 

0.00 

0.00 

0.40 

0.56 

0.43 

0.008 

0.71 

0.51 


Khericharnan 

0829000503606900 

2.544 

Fresh 

Gambhiri 

Command 

Limestone 

2.544 

5.32 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.29 

0.28 

0.05 

0.009 

0.72 

0.74 


Khor 

0829000503607000 

4.432 

Fresh 

Gambhiri 

Command 

Limestone 

4.432 

5.55 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.52 

0.52 

0.10 

0.015 

0.72 

0.72 


Kriparam Kheri 

0829000903667900 

0.674 

Fresh 

Non-command 

Non-command 

Shale 

0.447 

7.02 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.11 

0.17 

0.001 

0.48 

0.33 






Gambhiri 

Command 

Shale 

0.227 

7.02 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.09 

0.001 

0.24 

0.17 


Mahmood Ganj 

0829000903665700 

3.715 

Fresh 

Non-command 

Non-command 

Limestone 

1.956 

6.91 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.33 

0.42 

0.27 

0.006 

0.38 

0.30 






Gambhiri 

Command 

Limestone 

0.647 

6.91 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.13 

0.10 

0.002 

0.13 

0.10 






Murlia 

Command 

Limestone 

1.112 

6.91 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.18 

0.23 

0.16 

0.004 

0.22 

0.17 


Mangrol 

0829000903667300 

15.415 

Fresh 

Non-command 

Non-command 

Limestone 

3.447 

7.03 

0.020 

0.23 

0.03 

0.00 

0.00 

0.00 

0.68 

0.92 

0.90 

0.011 

0.16 

0.12 


Manpura 

0829000503598500 

2.607 

Fresh 

Non-command 

Non-command 

Shale 

0.006 

2.87 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Gambhiri 

Command 

Gneisses(B.G.C) 

0.031 

2.87 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Command 

Shale 

0.197 

2.87 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.05 

0.06 


Mataji Ki Ordi 

0829000503612900 

3.083 

Fresh 

Non-command 

Non-command 

Limestone 

0.346 

6.25 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.03 

0.001 

0.08 

0.07 







Non-command 

Shale 

0.237 

6.25 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.001 

0.06 

0.05 






Gambhiri 

Command 

Limestone 

2.499 

6.25 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.36 

0.43 

0.24 

0.009 

0.58 

0.48 


Mayra 

0829000503612800 

3.041 

Fresh 

Non-command 

Non-command 

Limestone 

0.009 

6.79 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Gambhiri 

Command 

Limestone 

3.032 

6.79 

0.020 

0.10 

0.02 

0.00 

0.00 

0.00 

0.49 

0.64 

0.40 

0.010 

0.72 

0.55 


Medi Ka Amrana 

0829000503612000 

1.135 

Fresh 

Non-command 

Non-command 

Limestone 

1.135 

6.65 

0.020 

0.06 

0.01 

0.00 

0.00 

0.01 

0.19 

0.20 

0.25 

0.004 

0.71 

0.66 


Meenonka Kanthariya 

0829000503610900 

4.854 

Fresh 

Non-command 

Non-command 

Shale 

0.264 

6.53 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.04 

0.04 


Mohammadpura 

0829000903665000 

2.568 

Fresh 

Non-command 

Non-command 

Shale 

1.895 

7.01 

0.015 

0.11 

0.02 

0.00 

0.00 

0.00 

0.29 

0.42 

0.41 

0.006 

0.53 

0.37 






Gambhiri 

Command 

Shale 

0.673 

7.01 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.15 

0.15 

0.002 

0.19 

0.13 


Motha 

0829000903667700 

5.888 

Fresh 

Non-command 

Non-command 

Shale 

0.308 

7.02 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.03 

0.05 

0.02 

0.001 

0.04 

0.03 


Murliya 

0829000903667000 

3.358 

Fresh 

Murlia 

Command 

Limestone 

0.001 

7.02 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nawabpura 

0829000903664900 

2.680 

Fresh 

Non-command 

Non-command 

Shale 

2.040 

6.98 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.28 

0.41 

0.29 

0.007 

0.55 

0.38 






Gambhiri 

Command 

Limestone 

0.072 

6.98 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.02 

0.01 







Command 

Shale 

0.487 

6.98 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.10 

0.07 

0.002 

0.13 

0.09 


Naya Khera 

0829000503611700 

1.278 

Fresh 

Non-command 

Non-command 

Limestone 

1.009 

6.78 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.17 

0.18 

0.11 

0.003 

0.56 

0.52 






Murlia 

Command 

Limestone 

0.269 

6.78 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.03 

0.001 

0.15 

0.14 


Nazeerpura 

0829000903664500 

1.106 

Fresh 

Gambhiri 

Command 

Limestone 

1.106 

6.92 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.23 

0.08 

0.004 

0.72 

0.55 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.07 

0.03 

347.17 

0.03 

- 

0.03 

0.03 

0.38 

- 

- 

0.0015 

0.0018 

- 

0.003 

0.003 

0.037 

0.002 

0.035 

0.033 

93.32 

Critical 

Dhanet Kalan 

0829000503597300 

0.07 

0.00 

7,809.93 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.000 

0.037 

7,409.82 

Over Exploited 

Dhani 

0829000503611200 

0.07 

0.03 

427.98 

0.04 

0.01 

0.05 

0.03 

0.37 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.080 

0.004 

0.076 

0.175 

229.01 

Over Exploited 



0.08 

0.04 

268.91 

0.04 

0.01 

0.05 

0.03 

0.36 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.084 

0.004 

0.080 

0.146 

182.26 

Over Exploited 

Dhanora 

0829000903666600 

0.08 

0.00 

2,316.25 

0.01 

- 

0.01 

0.01 

0.08 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.025 

0.001 

0.024 

0.113 

473.18 

Over Exploited 



0.07 

0.00 

17,589.85 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

21,087.45 

Over Exploited 

Eral 

0829000503606400 

0.07 

0.00 

9,874.70 

0.00 

- 

0.00 

0.00 

0.04 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.126 

1,252.54 

Over Exploited 



0.08 

0.00 

14,408.25 

0.00 

- 

0.00 

0.00 

0.02 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.010 

0.001 

0.010 

0.050 

522.69 

Over Exploited 



0.07 

0.07 

632.39 

0.09 

0.06 

0.15 

0.03 

0.47 

- 

0.1700 

0.0030 

0.0037 

- 

0.177 

0.177 

0.323 

0.016 

0.307 

1.515 

493.13 

Over Exploited 



0.08 

0.03 

824.67 

0.03 

0.03 

0.06 

0.02 

0.26 

- 

0.0800 

0.0017 

0.0021 

- 

0.084 

0.084 

0.146 

0.007 

0.139 

0.744 

536.77 

Over Exploited 

Forest Block 

0829000508299001 

0.08 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gadwara 

0829000503613800 

0.08 

0.00 

7,162.12 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gharana 

0829000503613400 

0.08 

0.00 

30,978.46 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ghatiyawali 

0829000503613000 

0.07 

0.00 

7,774.05 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.103 

913.98 

Over Exploited 



0.08 

0.27 

289.82 

0.32 

0.04 

0.36 

0.03 

0.38 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

0.484 

0.024 

0.460 

1.072 

233.07 

Over Exploited 



0.07 

0.12 

734.08 

0.14 

0.03 

0.17 

0.02 

0.27 

- 

0.0900 

0.0084 

0.0101 

- 

0.109 

0.109 

0.278 

0.014 

0.264 

0.865 

328.02 

Over Exploited 



0.08 

0.00 

21,760.65 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0003 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.025 

3,440.19 

Over Exploited 

Gilund 

0829000503613100 

0.07 

0.00 

837,543.39 

0.00 

- 

0.00 

0.00 

0.02 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.047 

452.34 

Over Exploited 



0.08 

0.45 

303.73 

0.54 

0.03 

0.57 

0.04 

0.49 

- 

0.1600 

- 

- 

- 

0.160 

0.160 

0.733 

0.037 

0.696 

0.915 

131.40 

Over Exploited 



0.07 

0.02 

2,580.96 

0.02 

0.01 

0.03 

0.01 

0.11 

- 

0.0400 

0.0035 

0.0043 

- 

0.048 

0.048 

0.082 

0.004 

0.078 

0.234 

299.40 

Over Exploited 



0.08 

0.00 

18,465.58 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0003 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.018 

2,374.79 

Over Exploited 

Hasanpura 

0829000903664400 

0.08 

0.00 

164,800.22 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.09 

238.84 

0.11 

0.01 

0.12 

0.06 

0.78 

- 

0.0300 

0.0024 

0.0023 

0.000 

0.035 

0.035 

0.151 

0.008 

0.143 

0.174 

121.50 

Over Exploited 

Jalampura 

0829000503607200 

0.06 

0.01 

766.60 

0.02 

0.00 

0.02 

0.01 

0.16 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.026 

0.001 

0.025 

0.069 

274.32 

Over Exploited 



0.07 

0.00 

2,211.47 

0.01 

0.00 

0.01 

0.01 

0.09 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.016 

0.001 

0.015 

0.068 

448.63 

Over Exploited 



0.08 

0.00 

12,103.46 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

13,828.63 

Over Exploited 



0.06 

0.01 

1,218.54 

0.01 

- 

0.01 

0.01 

0.10 

- 

0.0100 

0.0011 

0.0014 

- 

0.013 

0.013 

0.019 

0.001 

0.018 

0.049 

277.67 

Over Exploited 



0.07 

0.10 

379.43 

0.11 

0.01 

0.12 

0.03 

0.41 

- 

0.0300 

0.0046 

0.0055 

0.000 

0.040 

0.040 

0.165 

0.008 

0.157 

0.284 

181.47 

Over Exploited 



0.08 

0.00 

61,288.31 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jorawarsingh Ka Khera 

0829000503611400 

0.07 

0.05 

179.81 

0.06 

0.00 

0.06 

0.06 

0.76 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.060 

0.003 

0.057 

0.029 

51.48 

Safe 

Karoonda 

0829000903666000 

0.08 

0.07 

576.76 

0.08 

0.02 

0.10 

0.03 

0.35 

- 

0.0800 

- 

- 

0.004 

0.085 

0.085 

0.188 

0.009 

0.179 

0.448 

250.94 

Over Exploited 



0.08 

0.00 

17,249.88 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.008 

4,864.24 

Over Exploited 

Keljarka Khera 

0829000503613900 

0.08 

0.00 

1,287.39 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.030 

756.22 

Over Exploited 

Kesharpura 

0829000503612200 

0.07 

0.08 

341.11 

0.09 

0.01 

0.10 

0.05 

0.62 

- 

0.0600 

- 

- 

0.004 

0.064 

0.064 

0.167 

0.008 

0.158 

0.313 

197.98 

Over Exploited 



0.08 

0.00 

1,263.73 

0.01 

0.00 

0.01 

0.01 

0.14 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.020 

0.001 

0.019 

0.068 

362.04 

Over Exploited 

Khardi Baori 

0829000503606600 

0.07 

0.00 

721.23 

0.00 

- 

0.00 

0.01 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.001 

24.91 

Safe 



0.07 

0.03 

159.05 

0.04 

- 

0.04 

0.04 

0.59 

- 

- 

0.0011 

0.0013 

- 

0.002 

0.002 

0.042 

0.002 

0.040 

0.003 

7.41 

Safe 

Khera Bansati 

0829000503610700 

0.08 

0.00 

844.34 

0.00 

- 

0.00 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.004 

0.009 

214.36 

Over Exploited 

Khera Gilund 

0829000503613300 

0.07 

0.00 

33,284.54 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.11 

407.56 

0.13 

0.02 

0.15 

0.06 

0.77 

- 

0.0800 

0.0028 

0.0034 

- 

0.086 

0.086 

0.238 

0.012 

0.226 

0.433 

191.41 

Over Exploited 

Khericharnan 

0829000503606900 

0.07 

0.13 

120.75 

0.15 

- 

0.15 

0.06 

0.78 

- 

0.0100 

0.0032 

0.0039 

- 

0.017 

0.017 

0.171 

0.009 

0.162 

0.059 

36.19 

Safe 

Khor 

0829000503607000 

0.07 

0.22 

132.39 

0.27 

0.00 

0.27 

0.06 

0.77 

- 

0.0100 

0.0056 

0.0068 

0.007 

0.029 

0.029 

0.301 

0.015 

0.286 

0.113 

39.57 

Safe 

Kriparam Kheri 

0829000903667900 

0.07 

0.01 

650.22 

0.02 

0.01 

0.03 

0.04 

0.52 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.048 

0.002 

0.046 

0.170 

374.33 

Over Exploited 



0.07 

0.00 

1,560.39 

0.00 

- 

0.00 

0.02 

0.26 

- 

0.0100 

0.0003 

0.0003 

- 

0.011 

0.011 

0.015 

0.001 

0.014 

0.090 

620.69 

Over Exploited 

Mahmood Ganj 

0829000903665700 

0.08 

0.06 

605.07 

0.07 

0.01 

0.08 

0.03 

0.41 

- 

0.0500 

- 

- 

0.000 

0.050 

0.050 

0.132 

0.007 

0.125 

0.276 

220.93 

Over Exploited 



0.08 

0.01 

1,978.25 

0.01 

0.00 

0.01 

0.01 

0.14 

- 

0.0200 

0.0010 

0.0010 

0.005 

0.027 

0.027 

0.037 

0.002 

0.035 

0.098 

276.87 

Over Exploited 



0.08 

0.02 

1,113.48 

0.02 

0.01 

0.03 

0.02 

0.23 

- 

0.0300 

0.0005 

0.0005 

- 

0.031 

0.031 

0.064 

0.003 

0.061 

0.161 

264.15 

Over Exploited 

Mangrol 

0829000903667300 

0.08 

0.04 

1,944.53 

0.05 

0.03 

0.08 

0.01 

0.18 

- 

0.1700 

- 

- 

- 

0.170 

0.170 

0.254 

0.013 

0.241 

0.913 

378.62 

Over Exploited 

Manpura 

0829000503598500 

0.08 

0.00 

26,680.66 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.000 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

5,429.22 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

762.40 

0.00 

0.00 

0.00 

0.00 

0.06 

- 

- 

0.0003 

0.0003 

0.001 

0.001 

0.001 

0.003 

0.000 

0.003 

0.009 

343.47 

Over Exploited 

Mataji Ki Ordi 

0829000503612900 

0.07 

0.00 

3,193.60 

0.00 

- 

0.00 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.012 

0.030 

257.47 

Over Exploited 



0.08 

0.00 

2,344.99 

0.00 

0.00 

0.00 

0.00 

0.06 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.018 

764.57 

Over Exploited 



0.07 

0.10 

326.41 

0.12 

0.01 

0.13 

0.05 

0.63 

- 

0.0400 

0.0032 

0.0038 

0.004 

0.051 

0.051 

0.186 

0.009 

0.176 

0.244 

138.07 

Over Exploited 

Mayra 

0829000503612800 

0.07 

0.00 

120,546.55 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.15 

318.78 

0.18 

0.02 

0.21 

0.06 

0.78 

- 

0.0800 

0.0038 

0.0046 

0.005 

0.093 

0.093 

0.299 

0.015 

0.284 

0.414 

145.96 

Over Exploited 

Medi Ka Amrana 

0829000503612000 

0.07 

0.06 

261.30 

0.07 

0.02 

0.09 

0.06 

0.77 

- 

0.0500 

- 

- 

0.015 

0.065 

0.065 

0.153 

0.008 

0.145 

0.258 

177.58 

Over Exploited 

Meenonka Kanthariya 

0829000503610900 

0.08 

0.00 

2,837.24 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Mohammadpura 

0829000903665000 

0.07 

0.07 

492.87 

0.08 

0.02 

0.11 

0.04 

0.58 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.156 

0.008 

0.148 

0.418 

282.56 

Over Exploited 



0.07 

0.01 

1,539.96 

0.01 

0.01 

0.02 

0.02 

0.20 

- 

0.0200 

0.0009 

0.0010 

- 

0.022 

0.022 

0.043 

0.002 

0.040 

0.155 

383.67 

Over Exploited 

Motha 

0829000903667700 

0.07 

0.00 

5,811.38 

0.00 

0.01 

0.01 

0.00 

0.04 

- 

- 

- 

- 

0.014 

0.014 

0.014 

0.025 

0.001 

0.023 

0.023 

98.26 

Critical 

Murliya 

0829000903667000 

0.08 

0.00 

861,675.01 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nawabpura 

0829000903664900 

0.07 

0.08 

418.31 

0.09 

0.01 

0.10 

0.05 

0.59 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.154 

0.008 

0.146 

0.299 

204.14 

Over Exploited 



0.08 

0.00 

12,908.04 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.018 

5,750.47 

Over Exploited 



0.07 

0.00 

2,173.75 

0.01 

- 

0.01 

0.01 

0.14 

- 

0.0100 

0.0006 

0.0007 

- 

0.011 

0.011 

0.017 

0.001 

0.016 

0.072 

449.51 

Over Exploited 

Naya Khera 

0829000503611700 

0.07 

0.04 

350.22 

0.05 

- 

0.05 

0.05 

0.61 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.067 

0.003 

0.064 

0.116 

181.71 

Over Exploited 



0.07 

0.00 

1,666.37 

0.00 

- 

0.00 

0.01 

0.16 

- 

0.0100 

0.0001 

0.0001 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.030 

232.02 

Over Exploited 

Nazeerpura 

0829000903664500 

0.08 

0.06 

254.75 

0.08 

- 

0.08 

0.06 

0.78 

- 

0.0200 

0.0018 

0.0017 

- 

0.023 

0.023 

0.100 

0.005 

0.095 

0.084 

88.15 

Semi Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Neem Ka Amrana 

082900050361190C 

1.848 

Fresh 

Non-command 

Non-command 

Limestone 

1.848 

6.73 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.27 

0.02 

0.006 

0.71 

0.67 


Netawalgarh Pachhli 

0829000503614000 

8.258 

Fresh 

Non-command 

Non-command 

Shale 

2.130 

4.43 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.18 

0.17 

0.20 

0.007 

0.19 

0.19 






Gambhiri 

Command 

Shale 

0.097 

4.43 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 


Ochhari 

0829000503606800 

4.817 

Fresh 

Non-command 

Non-command 

Limestone 

4.687 

5.57 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.59 

0.56 

0.31 

0.016 

0.70 

0.75 






Gambhiri 

Command 

Limestone 

0.131 

5.57 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.02 

0.02 


Ordi 

0829000503607100 

3.365 

Fresh 

Non-command 

Non-command 

Limestone 

0.009 

5.47 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Gambhiri 

Command 

Gneisses(B.G.C) 

0.001 

5.47 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Limestone 

3.355 

5.47 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.37 

0.36 

0.04 

0.012 

0.72 

0.75 


Patniya 

0829000503611000 

4.884 

Fresh 

Non-command 

Non-command 

Limestone 

0.019 

6.50 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Shale 

4.837 

6.50 

0.015 

0.13 

0.02 

0.00 

0.00 

0.00 

0.58 

0.57 

0.50 

0.017 

0.70 

0.71 


Payari 

0829000903666200 

1.669 

Fresh 

Non-command 

Non-command 

Limestone 

1.669 

6.43 

0.020 

0.14 

0.02 

0.00 

0.00 

0.00 

0.33 

0.29 

0.53 

0.005 

0.68 

0.80 


Pemandiya Khera 

0829000903668000 

1.853 

Fresh 

Non-command 

Non-command 

Shale 

1.777 

7.01 

0.015 

0.09 

0.01 

0.00 

0.00 

0.00 

0.27 

0.39 

0.36 

0.006 

0.69 

0.48 


Phachar Solanki 

0829000903664600 

4.168 

Fresh 

Non-command 

Non-command 

Limestone 

0.622 

6.98 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.15 

0.06 

0.002 

0.11 

0.08 






Gambhiri 

Command 

Limestone 

3.547 

6.98 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.57 

0.80 

0.34 

0.011 

0.61 

0.44 


Phalasiya 

0829000503612300 

1.928 

Fresh 

Non-command 

Non-command 

Limestone 

1.403 

6.38 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.23 

0.24 

0.22 

0.005 

0.52 

0.49 







Non-command 

Shale 

0.470 

6.38 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.07 

0.002 

0.17 

0.16 






Gambhiri 

Command 

Limestone 

0.054 

6.38 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.02 

0.02 


Phootwal 

0829000903668500 

0.557 

Fresh 

Non-command 

Non-command 

Shale 

0.265 

7.01 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.04 

0.001 

0.34 

0.24 


Rajpuriya 

0829000503606500 

1.737 

Fresh 

Non-command 

Non-command 

Limestone 

0.050 

4.83 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 







Non-command 

Shale 

1.541 

4.83 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.06 

0.005 

0.64 

0.67 






Gambhiri 

Command 

Shale 

0.146 

4.83 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.06 

0.06 


Ramgarh 

0829000903667600 

0.785 

Fresh 

Non-command 

Non-command 

Limestone 

0.039 

7.02 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.04 

0.02 







Non-command 

Shale 

0.184 

7.02 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.08 

0.001 

0.17 

0.12 


Rampura 

0829000903665400 

1.206 

Fresh 

Non-command 

Non-command 

Limestone 

0.860 

7.02 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.15 

0.21 

0.15 

0.003 

0.51 

0.36 






Murlia 

Command 

Limestone 

0.346 

7.02 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.10 

0.07 

0.001 

0.21 

0.15 


Rawaliya 

0829000903665800 

5.000 

Fresh 

Non-command 

Non-command 

Limestone 

0.041 

6.97 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.00 






Murlia 

Command 

Limestone 

4.938 

6.97 

0.020 

0.17 

0.03 

0.00 

0.00 

0.00 

0.83 

1.04 

0.67 

0.016 

0.71 

0.57 


Rel Ka Amrana 

0829000503611300 

1.459 

Fresh 

Non-command 

Non-command 

Limestone 

1.459 

6.58 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.22 

0.21 

0.17 

0.005 

0.69 

0.75 


Samri 

0829000503612100 

3.812 

Fresh 

Non-command 

Non-command 

Limestone 

3.208 

6.72 

0.020 

0.21 

0.03 

0.00 

0.00 

0.00 

0.61 

0.71 

0.84 

0.011 

0.60 

0.51 






Gambhiri 

Command 

Limestone 

0.604 

6.72 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.13 

0.15 

0.002 

0.11 

0.10 


Sand 

0829000903666300 

8.394 

Fresh 

Non-command 

Non-command 

Limestone 

0.356 

6.14 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.03 

0.001 

0.03 

0.04 







Non-command 

Shale 

0.287 

6.14 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.001 

0.02 

0.03 


Sarthal 

0829000903664800 

2.282 

Fresh 

Non-command 

Non-command 

Shale 

0.007 

7.01 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Gambhiri 

Command 

Limestone 

2.144 

7.01 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.39 

0.56 

0.38 

0.007 

0.68 

0.47 







Command 

Shale 

0.130 

7.01 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.000 

0.04 

0.03 


Satkhanda 

0829000903665600 

7.294 

Fresh 

Non-command 

Non-command 

Limestone 

1.673 

6.99 

0.020 

0.10 

0.02 

0.00 

0.00 

0.00 

0.31 

0.43 

0.40 

0.005 

0.17 

0.12 






Gambhiri 

Command 

Limestone 

3.582 

6.99 

0.020 

0.22 

0.03 

0.00 

0.00 

0.00 

0.69 

0.94 

0.86 

0.012 

0.35 

0.26 






Murlia 

Command 

Limestone 

2.040 

6.99 

0.020 

0.12 

0.02 

0.00 

0.00 

0.00 

0.39 

0.52 

0.48 

0.007 

0.20 

0.15 


Sawa 

0829000503611100 

13.707 

Fresh 

Non-command 

Non-command 

Limestone 

1.002 

6.55 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.19 

0.17 

0.08 

0.130 

0.05 

0.06 







Non-command 

Shale 

7.764 

6.55 

0.015 

0.49 

0.02 

0.00 

0.00 

0.00 

1.23 

1.08 

0.62 

1.004 

0.39 

0.44 


Seendwari 

0829000503611600 

3.470 

Fresh 

Non-command 

Non-command 

Limestone 

1.213 

6.82 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.19 

0.21 

0.14 

0.004 

0.25 

0.23 






Murlia 

Command 

Limestone 

2.257 

6.82 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.36 

0.40 

0.29 

0.008 

0.46 

0.42 


Segawa 

0829000503607500 

2.512 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.134 

5.65 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.04 

0.04 


Semaliya 

0829000503607400 

5.044 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.070 

5.77 

0.012 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.10 

0.004 

0.15 

0.16 







Non-command 

Shale 

0.027 

5.77 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Gambhiri 

Command 

Gneisses(B.G.C) 

0.401 

5.77 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.04 

0.001 

0.06 

0.06 


Shahbad 

0829000903667500 

1.728 

Fresh 

Non-command 

Non-command 

Limestone 

0.549 

7.02 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.14 

0.08 

0.002 

0.23 

0.16 


Shambhoopura 

0829000503612400 

2.956 

Fresh 

Non-command 

Non-command 

Limestone 

1.437 

6.59 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.25 

0.29 

0.26 

0.005 

0.35 

0.30 






Gambhiri 

Command 

Limestone 

1.520 

6.59 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.26 

0.30 

0.27 

0.005 

0.37 

0.32 


Shergarh 

0829000903666100 

4.092 

Fresh 

Non-command 

Non-command 

Limestone 

4.085 

6.45 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.55 

0.47 

0.12 

0.013 

0.68 

0.81 







Non-command 

Shale 

0.004 

6.45 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Surajpol 

0829000503606200 

5.411 

Fresh 

Non-command 

Non-command 

Shale 

0.445 

3.70 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.002 

0.06 

0.06 






Gambhiri 

Command 

Limestone 

0.477 

3.70 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.002 

0.06 

0.07 







Command 

Shale 

0.441 

3.70 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.002 

0.06 

0.06 


Tai 

0829000903665100 

5.501 

Fresh 

Non-command 

Non-command 

Shale 

1.747 

7.01 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.24 

0.35 

0.29 

0.006 

0.23 

0.16 






Gambhiri 

Command 

Limestone 

0.986 

7.01 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.18 

0.26 

0.18 

0.003 

0.13 

0.09 







Command 

Shale 

2.312 

7.01 

0.015 

0.10 

0.01 

0.00 

0.00 

0.00 

0.33 

0.48 

0.39 

0.007 

0.30 

0.21 


Teela Khera 

0829000903665300 

4.460 

Fresh 

Non-command 

Non-command 

Limestone 

4.015 

7.02 

0.020 

0.04 

0.01 

0.00 

0.00 

0.01 

0.58 

0.84 

0.16 

0.013 

0.65 

0.45 







Non-command 

Shale 

0.445 

7.02 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.02 

0.001 

0.07 

0.05 


Theekariya 

0829000503612600 

4.422 

Fresh 

Gambhiri 

Command 

Limestone 

4.422 

6.26 

0.020 

0.16 

0.02 

0.00 

0.00 

0.00 

0.69 

0.81 

0.63 

0.015 

0.72 

0.61 


Ukhaliya 

0829000903664700 

7.417 

Fresh 

Non-command 

Non-command 

Limestone 

4.681 

7.02 

0.020 

0.22 

0.03 

0.00 

0.00 

0.00 

0.84 

1.21 

0.87 

0.015 

0.45 

0.32 






Gambhiri 

Command 

Limestone 

2.736 

7.02 

0.020 

0.13 

0.02 

0.00 

0.00 

0.00 

0.49 

0.70 

0.51 

0.009 

0.27 

0.19 

07002028 

Aheerpura 

0829000903669800 

3.458 

Fresh 

Non-command 

Non-command 

Limestone 

1.338 

7.18 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.22 

0.23 

0.10 

0.004 

0.30 

0.29 


Alsigarh 

0829000903666400 

2.931 

Fresh 

Non-command 

Non-command 

Shale 

0.027 

6.19 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Badoli Madhosingh 

0829000903671500 

7.878 

Fresh 

Non-command 

Non-command 

Limestone 

0.386 

7.95 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.07 

0.001 

0.04 

0.04 







Non-command 

Shale 

5.979 

7.95 

0.015 

0.25 

0.04 

0.00 

0.00 

0.00 

0.92 

0.91 

0.97 

0.019 

0.58 

0.59 


Balnath Khera 

0829000803663500 

2.204 

Fresh 

Non-command 

Non-command 

Shale 

2.082 

8.60 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

1.81 

1.44 

0.07 

0.008 

0.64 

0.81 


Bansa 

0829000903666900 

3.934 

Fresh 

Non-command 

Non-command 

Limestone 

3.934 

7.08 

0.020 

0.13 

0.02 

0.00 

0.00 

0.00 

0.66 

0.75 

0.48 

0.013 

0.73 

0.65 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Neem Ka Amrana 

0829000503611900 

0.07 

0.09 

193.40 

0.11 

0.00 

0.11 

0.06 

0.76 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.116 

0.006 

0.110 

0.023 

21.18 

Safe 

Netawalgarh Pachhli 

0829000503614000 

0.08 

0.03 

112,926.86 

0.04 

0.01 

0.05 

0.01 

0.20 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.069 

0.003 

0.065 

0.211 

324.72 

Over Exploited 



0.08 

0.00 

9,082.30 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.007 

2,026.23 

Over Exploited 

Ochhari 

0829000503606800 

0.07 

0.23 

141.96 

0.28 

0.01 

0.29 

0.06 

0.76 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.317 

0.016 

0.302 

0.323 

107.15 

Over Exploited 



0.07 

0.00 

7,594.67 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0002 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.010 

1,787.81 

Over Exploited 

Ordi 

0829000503607100 

0.07 

0.00 

77,756.56 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.17 

112.05 

0.20 

0.00 

0.21 

0.06 

0.78 

- 

- 

0.0042 

0.0051 

0.004 

0.013 

0.013 

0.218 

0.011 

0.207 

0.050 

23.90 

Safe 

Patniya 

0829000503611000 

0.07 

0.00 

66,781.37 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.28 

106.21 

0.33 

0.02 

0.35 

0.06 

0.75 

- 

0.0600 

- 

- 

0.001 

0.062 

0.062 

0.414 

0.021 

0.394 

0.513 

130.25 

Over Exploited 

Payari 

0829000903666200 

0.08 

0.09 

212.22 

0.11 

0.02 

0.13 

0.05 

0.74 

- 

0.1000 

- 

- 

0.000 

0.100 

0.100 

0.230 

0.012 

0.219 

0.538 

246.33 

Over Exploited 

Pemandiya Khera 

0829000903668000 

0.07 

0.09 

351.48 

0.10 

0.01 

0.11 

0.06 

0.75 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.153 

0.008 

0.145 

0.361 

248.12 

Over Exploited 

Phachar Solanki 

0829000903664600 

0.08 

0.01 

2,676.85 

0.01 

- 

0.01 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.016 

0.065 

416.97 

Over Exploited 



0.08 

0.17 

358.37 

0.21 

0.01 

0.22 

0.05 

0.66 

- 

0.0600 

0.0045 

0.0054 

0.002 

0.072 

0.072 

0.292 

0.015 

0.278 

0.350 

126.20 

Over Exploited 

Phalasiya 

0829000503612300 

0.07 

0.05 

378.05 

0.06 

0.01 

0.07 

0.04 

0.56 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.091 

0.005 

0.086 

0.226 

261.29 

Over Exploited 



0.08 

0.01 

931.11 

0.01 

- 

0.01 

0.01 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.069 

400.60 

Over Exploited 



0.07 

0.00 

9,536.24 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.010 

3,685.83 

Over Exploited 

Phootwal 

0829000903668500 

0.07 

0.01 

767.41 

0.01 

- 

0.01 

0.03 

0.37 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.007 

0.044 

606.74 

Over Exploited 

Rajpuriya 

0829000503606500 

0.07 

0.00 

6,231.88 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.08 

54.35 

0.10 

0.00 

0.10 

0.05 

0.69 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.109 

0.005 

0.104 

0.064 

61.82 

Safe 



0.08 

0.00 

1,298.53 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

0.0002 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.008 

623.36 

Over Exploited 

Ramgarh 

0829000903667600 

0.08 

0.00 

7,096.49 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.017 

13,684.49 

Over Exploited 



0.07 

0.00 

2,534.07 

0.00 

- 

0.00 

0.01 

0.18 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.076 

630.81 

Over Exploited 

Rampura 

0829000903665400 

0.08 

0.04 

495.47 

0.04 

0.01 

0.05 

0.04 

0.56 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.086 

0.004 

0.082 

0.153 

185.93 

Over Exploited 



0.08 

0.01 

1,591.74 

0.01 

- 

0.01 

0.02 

0.22 

- 

0.0100 

0.0002 

0.0002 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.072 

442.24 

Over Exploited 

Rawaliya 

0829000903665800 

0.08 

0.00 

36,612.76 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.28 

268.56 

0.34 

0.03 

0.37 

0.06 

0.77 

- 

0.1300 

0.0023 

0.0022 

0.003 

0.138 

0.138 

0.508 

0.025 

0.483 

0.690 

142.92 

Over Exploited 

Rel Ka Amrana 

0829000503611300 

0.07 

0.07 

189.77 

0.09 

0.01 

0.10 

0.06 

0.75 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.125 

0.006 

0.119 

0.175 

147.31 

Over Exploited 

Samri 

0829000503612100 

0.07 

0.14 

428.62 

0.16 

0.03 

0.19 

0.05 

0.65 

- 

0.1600 

- 

- 

0.001 

0.161 

0.161 

0.353 

0.018 

0.335 

0.849 

253.08 

Over Exploited 



0.07 

0.00 

2,572.86 

0.01 

0.01 

0.02 

0.01 

0.12 

- 

0.0300 

0.0010 

0.0009 

0.003 

0.035 

0.035 

0.052 

0.003 

0.049 

0.156 

315.94 

Over Exploited 

Sand 

0829000903666300 

0.08 

0.00 

4,878.71 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.026 

2,841.47 

Over Exploited 



0.07 

0.00 

4,211.43 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.015 

2,866.02 

Over Exploited 

Sarthal 

0829000903664800 

0.07 

0.00 

101,892.03 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.12 

383.98 

0.14 

0.01 

0.15 

0.06 

0.73 

- 

0.0400 

0.0027 

0.0033 

- 

0.046 

0.046 

0.195 

0.010 

0.186 

0.390 

210.13 

Over Exploited 



0.07 

0.00 

8,963.89 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

0.0002 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.022 

2,772.06 

Over Exploited 

Satkhanda 

0829000903665600 

0.08 

0.02 

1,829.66 

0.03 

0.02 

0.05 

0.01 

0.18 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.127 

0.006 

0.120 

0.409 

340.51 

Over Exploited 



0.08 

0.10 

826.03 

0.12 

0.03 

0.15 

0.03 

0.38 

- 

0.1600 

0.0057 

0.0055 

0.000 

0.171 

0.171 

0.323 

0.016 

0.307 

0.873 

284.05 

Over Exploited 



0.08 

0.03 

1,492.41 

0.04 

0.02 

0.06 

0.02 

0.22 

- 

0.0900 

0.0009 

0.0009 

- 

0.092 

0.092 

0.151 

0.008 

0.144 

0.491 

341.34 

Over Exploited 

Sawa 

0829000503611100 

0.07 

0.00 

4,658.45 

0.00 

- 

0.00 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.014 

0.214 

1,580.94 

Over Exploited 



0.08 

0.25 

336.26 

0.30 

0.02 

0.32 

0.03 

0.42 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.387 

0.019 

0.368 

1.624 

441.81 

Over Exploited 

Seendwari 

0829000503611600 

0.07 

0.02 

894.63 

0.03 

0.01 

0.04 

0.02 

0.27 

- 

0.0300 

- 

- 

0.005 

0.035 

0.035 

0.074 

0.004 

0.071 

0.148 

209.55 

Over Exploited 



0.07 

0.07 

444.93 

0.09 

0.01 

0.10 

0.04 

0.50 

- 

0.0500 

0.0010 

0.0010 

0.006 

0.058 

0.058 

0.160 

0.008 

0.152 

0.293 

192.98 

Over Exploited 

Segawa 

0829000503607500 

0.06 

0.00 

2,561.80 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

3,547.70 

Over Exploited 

Semaliya 

0829000503607400 

0.06 

0.01 

872.15 

0.01 

0.00 

0.01 

0.01 

0.16 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.025 

0.001 

0.024 

0.104 

440.86 

Over Exploited 



0.08 

0.00 

26,568.23 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

2,444.35 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

0.0005 

0.0006 

- 

0.001 

0.001 

0.003 

0.000 

0.003 

0.037 

1,432.83 

Over Exploited 

Shahbad 

0829000903667500 

0.08 

0.01 

1,293.07 

0.01 

- 

0.01 

0.02 

0.25 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.022 

0.001 

0.021 

0.082 

389.78 

Over Exploited 

Shambhoopura 

0829000503612400 

0.07 

0.03 

727.81 

0.04 

0.01 

0.05 

0.03 

0.38 

- 

0.0500 

- 

- 

0.002 

0.052 

0.052 

0.104 

0.005 

0.099 

0.264 

265.92 

Over Exploited 



0.07 

0.04 

674.21 

0.05 

0.01 

0.06 

0.03 

0.40 

- 

0.0500 

0.0019 

0.0023 

0.001 

0.055 

0.055 

0.112 

0.006 

0.107 

0.274 

256.72 

Over Exploited 

Shergarh 

0829000903666100 

0.08 

0.22 

110.27 

0.27 

0.00 

0.27 

0.05 

0.74 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.295 

0.015 

0.281 

0.132 

47.11 

Safe 



0.07 

0.00 

139,477.28 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Surajpol 

0829000503606200 

0.08 

0.00 

964.82 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.002 

0.019 

746.06 

Over Exploited 



0.07 

0.00 

1,871.67 

0.00 

0.00 

0.00 

0.01 

0.07 

- 

- 

0.0008 

0.0007 

0.001 

0.002 

0.002 

0.005 

0.000 

0.005 

0.021 

415.68 

Over Exploited 



0.08 

0.00 

972.89 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

0.0007 

0.0007 

- 

0.001 

0.001 

0.004 

0.000 

0.004 

0.019 

491.99 

Over Exploited 

Tai 

0829000903665100 

0.07 

0.03 

1,161.54 

0.03 

0.01 

0.04 

0.02 

0.25 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.074 

0.004 

0.070 

0.293 

418.64 

Over Exploited 



0.08 

0.01 

2,435.56 

0.01 

0.01 

0.02 

0.01 

0.14 

- 

0.0200 

0.0012 

0.0015 

- 

0.023 

0.023 

0.045 

0.002 

0.043 

0.187 

437.65 

Over Exploited 



0.07 

0.05 

885.06 

0.06 

0.01 

0.07 

0.03 

0.33 

- 

0.0400 

0.0029 

0.0035 

- 

0.047 

0.047 

0.115 

0.006 

0.110 

0.397 

362.92 

Over Exploited 

Teela Khera 

0829000903665300 

0.08 

0.21 

304.09 

0.25 

0.02 

0.27 

0.05 

0.70 

- 

0.0200 

- 

- 

0.022 

0.042 

0.042 

0.316 

0.016 

0.301 

0.175 

58.22 

Safe 



0.07 

0.00 

2,937.44 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.016 

643.36 

Over Exploited 

Theekariya 

0829000503612600 

0.07 

0.22 

263.60 

0.27 

0.02 

0.29 

0.06 

0.78 

- 

0.1200 

0.0056 

0.0067 

0.004 

0.137 

0.137 

0.426 

0.021 

0.404 

0.641 

158.53 

Over Exploited 

Ukhaliya 

0829000903664700 

0.08 

0.17 

610.28 

0.20 

0.03 

0.24 

0.04 

0.49 

- 

0.1600 

- 

- 

0.004 

0.164 

0.164 

0.400 

0.020 

0.380 

0.884 

232.54 

Over Exploited 



0.08 

0.06 

1,105.95 

0.07 

0.02 

0.09 

0.02 

0.29 

- 

0.1000 

0.0035 

0.0042 

0.006 

0.114 

0.114 

0.207 

0.010 

0.197 

0.520 

263.83 

Over Exploited 

Aheerpura 

0829000903669800 

0.08 

0.03 

625.13 

0.04 

- 

0.04 

0.02 

0.32 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.058 

0.003 

0.055 

0.100 

181.90 

Over Exploited 

Alsigarh 

0829000903666400 

0.07 

0.00 

15,707.03 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Badoli Madhosingh 

0829000903671500 

0.08 

0.00 

6,817.01 

0.00 

- 

0.00 

0.00 

0.04 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.011 

0.070 

648.76 

Over Exploited 



0.07 

0.24 

271.65 

0.29 

0.04 

0.34 

0.04 

0.63 

- 

0.1100 

- 

- 

0.006 

0.116 

0.116 

0.454 

0.023 

0.431 

0.993 

230.28 

Over Exploited 

Balnath Khera 

0829000803663500 

0.05 

0.07 

2,057.88 

0.08 

0.00 

0.08 

0.05 

0.69 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.090 

0.005 

0.086 

0.076 

88.40 

Semi Critical 

Bansa 

0829000903666900 

0.08 

0.23 

222.63 

0.28 

0.02 

0.30 

0.06 

0.79 

- 

0.0900 

- 

- 

0.003 

0.093 

0.093 

0.392 

0.020 

0.373 

0.497 

133.28 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Baori Khera 

082900090367110C 

0.825 

Fresh 

Non-command 

Non-command 

Shale 

0.825 

8.82 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.07 

0.003 

0.73 

0.77 


Bhat Kotri 

0829000903670400 

6.303 

Fresh 

Non-command 

Non-command 

Limestone 

1.190 

7.77 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.20 

0.21 

0.07 

0.004 

0.14 

0.14 







Non-command 

Shale 

5.113 

7.77 

0.015 

0.08 

0.01 

0.00 

0.00 

0.01 

0.66 

0.67 

0.30 

0.017 

0.60 

0.60 


Bhawaliya 

0829000903667200 

5.491 

Fresh 

Non-command 

Non-command 

Limestone 

0.359 

7.01 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.10 

0.06 

0.001 

0.05 

0.03 






Murlia 

Command 

Limestone 

0.226 

7.01 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.04 

0.001 

0.03 

0.02 


Bhopali 

0829000903667100 

0.859 

Fresh 

Non-command 

Non-command 

Limestone 

0.369 

7.00 

0.020 

0.02 

0.00 

0.00 

0.00 

0.03 

0.04 

0.05 

0.07 

0.001 

0.31 

0.25 






Murlia 

Command 

Limestone 

0.405 

7.00 

0.020 

0.02 

0.01 

0.00 

0.00 

0.00 

0.07 

0.08 

0.08 

0.001 

0.34 

0.27 


Bora Kheri 

0829000903671600 

5.333 

Fresh 

Non-command 

Non-command 

Limestone 

3.117 

7.55 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.56 

0.57 

0.37 

0.010 

0.45 

0.44 







Non-command 

Shale 

2.216 

7.55 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.30 

0.31 

0.23 

0.007 

0.32 

0.31 


Changeri 

0829000903671000 

1.557 

Fresh 

Non-command 

Non-command 

Shale 

1.557 

8.53 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.26 

0.25 

0.28 

0.005 

0.73 

0.76 


Charliya Gadia 

0829000903665900 

2.611 

Fresh 

Non-command 

Non-command 

Limestone 

1.553 

6.95 

0.020 

0.08 

0.02 

0.00 

0.00 

0.10 

0.18 

0.21 

0.31 

0.005 

0.43 

0.37 






Murlia 

Command 

Limestone 

0.221 

6.95 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.04 

0.001 

0.06 

0.05 


Dhanora 

0829000903666600 

6.283 

Fresh 

Non-command 

Non-command 

Limestone 

4.281 

6.60 

0.020 

0.17 

0.02 

0.00 

0.00 

0.01 

0.71 

0.60 

0.66 

0.014 

0.47 

0.55 







Non-command 

Shale 

1.236 

6.60 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.15 

0.13 

0.16 

0.004 

0.14 

0.16 


Dheenwa 

0829000903671800 

3.247 

Fresh 

Non-command 

Non-command 

Shale 

0.861 

8.26 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.15 

0.14 

0.19 

0.003 

0.20 

0.21 


Dhoriya 

0829000903671200 

4.742 

Fresh 

Non-command 

Non-command 

Shale 

2.196 

9.15 

0.015 

0.10 

0.01 

0.00 

0.00 

0.00 

0.39 

0.37 

0.38 

0.007 

0.34 

0.36 


Durjanji Ka Khera 

0829000803663600 

1.324 

Fresh 

Non-command 

Non-command 

Shale 

0.838 

9.14 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.79 

0.68 

0.06 

0.003 

0.44 

0.51 


Jawada 

0829000903671400 

8.805 

Fresh 

Non-command 

Non-command 

Shale 

8.805 

8.53 

0.015 

0.60 

0.09 

0.00 

0.00 

0.01 

1.63 

1.61 

2.36 

0.029 

0.76 

0.77 


Jharsadri 

0829000903670800 

2.471 

Fresh 

Non-command 

Non-command 

Shale 

1.654 

7.36 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.25 

0.19 

0.33 

0.005 

0.45 

0.59 


Kachariya Kheri 

0829000903671300 

4.466 

Fresh 

Non-command 

Non-command 

Shale 

4.433 

8.94 

0.015 

0.23 

0.03 

0.00 

0.00 

0.00 

0.79 

0.78 

0.89 

0.014 

0.74 

0.76 


Kanthariya 

0829000903670700 

1.274 

Fresh 

Non-command 

Non-command 

Shale 

1.272 

8.19 

0.015 

0.09 

0.01 

0.00 

0.00 

0.00 

0.24 

0.19 

0.34 

0.004 

0.68 

0.86 


Karoonda 

0829000903666000 

5.780 

Fresh 

Non-command 

Non-command 

Limestone 

3.088 

6.82 

0.020 

0.13 

0.02 

0.00 

0.00 

0.01 

0.52 

0.54 

0.52 

0.010 

0.38 

0.37 


Kering Khera 

0829000803663400 

0.966 

Fresh 

Non-command 

Non-command 

Shale 

0.286 

8.49 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.26 

0.20 

0.06 

0.001 

0.20 

0.26 


Lasrawan 

0829000903670600 

13.149 

Fresh 

Non-command 

Non-command 

Shale 

13.020 

7.42 

0.015 

0.41 

0.06 

0.00 

0.00 

0.01 

1.79 

1.52 

1.57 

0.042 

0.69 

0.81 


Laxmipura 

0829000903669900 

2.404 

Fresh 

Non-command 

Non-command 

Limestone 

2.260 

7.09 

0.020 

0.12 

0.02 

0.00 

0.00 

0.00 

0.42 

0.47 

0.46 

0.007 

0.71 

0.63 


Maliya Kheri 

0829000903666700 

2.235 

Fresh 

Non-command 

Non-command 

Limestone 

2.235 

6.99 

0.020 

0.06 

0.01 

0.00 

0.00 

0.01 

0.35 

0.35 

0.22 

0.007 

0.72 

0.71 


Mandawali 

0829000903670900 

6.515 

Fresh 

Non-command 

Non-command 

Shale 

6.515 

8.84 

0.015 

0.16 

0.02 

0.00 

0.00 

0.02 

0.99 

0.89 

0.63 

0.021 

0.71 

0.79 


Mandla Charan 

0829000903675000 

13.811 

Fresh 

Non-command 

Non-command 

Shale 

0.621 

8.53 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.03 

0.002 

0.03 

0.03 


Mangrol 

0829000903667300 

15.415 

Fresh 

Non-command 

Non-command 

Limestone 

11.345 

7.03 

0.020 

0.75 

0.11 

0.00 

0.00 

0.00 

2.23 

2.99 

2.97 

0.037 

0.54 

0.40 






Murlia 

Command 

Limestone 

0.170 

7.03 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.05 

0.001 

0.01 

0.01 


Murliya 

0829000903667000 

3.358 

Fresh 

Non-command 

Non-command 

Limestone 

2.998 

7.02 

0.020 

0.06 

0.01 

0.00 

0.00 

0.13 

0.35 

0.43 

0.22 

0.010 

0.65 

0.52 






Murlia 

Command 

Limestone 

0.360 

7.02 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.03 

0.001 

0.08 

0.06 


Nanana 

0829000803663300 

6.879 

Fresh 

Non-command 

Non-command 

Shale 

0.758 

9.08 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.71 

0.59 

0.09 

0.003 

0.08 

0.09 


Nimbahera (M) 

0829000942905000 

24.420 

Fresh 

Non-command 

Non-command 

Limestone 

0.096 

7.46 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.059 

0.00 

0.00 







Non-command 

Shale 

0.017 

7.46 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.011 

0.00 

0.00 


Palri 

0829000903666500 

4.673 

Fresh 

Non-command 

Non-command 

Shale 

3.667 

6.43 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.38 

0.29 

0.11 

0.012 

0.53 

0.69 


Peepli Ka Gurha 

0829000803658500 

2.893 

Fresh 

Non-command 

Non-command 

Shale 

0.046 

6.61 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.000 

0.01 

0.01 


Peepliya Gadiya 

0829000903666800 

1.137 

Fresh 

Non-command 

Non-command 

Limestone 

1.137 

6.99 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.19 

0.21 

0.14 

0.004 

0.73 

0.66 


Peer Khera 

0829000903670100 

1.320 

Fresh 

Non-command 

Non-command 

Limestone 

1.320 

7.20 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.22 

0.24 

0.14 

0.004 

0.74 

0.68 


Phachar Aheeran 

0829000903670000 

3.208 

Fresh 

Non-command 

Non-command 

Limestone 

3.208 

7.10 

0.020 

0.28 

0.04 

0.00 

0.00 

0.00 

0.69 

0.80 

1.11 

0.010 

0.74 

0.65 


Phalwa 

0829000903670500 

5.026 

Fresh 

Non-command 

Non-command 

Limestone 

2.015 

7.17 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.37 

0.35 

0.35 

0.007 

0.29 

0.30 







Non-command 

Shale 

3.011 

7.17 

0.015 

0.11 

0.02 

0.00 

0.00 

0.00 

0.41 

0.39 

0.45 

0.010 

0.43 

0.45 


Ranchhor Pura 

0829000903672100 

1.930 

Fresh 

Non-command 

Non-command 

Shale 

0.984 

8.85 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.15 

0.06 

0.003 

0.38 

0.39 


Rasoolpura 

0829000903670200 

3.729 

Fresh 

Non-command 

Non-command 

Limestone 

3.729 

7.28 

0.020 

0.14 

0.02 

0.00 

0.00 

0.00 

0.66 

0.71 

0.56 

0.012 

0.75 

0.70 


Rawaliya 

0829000903665800 

5.000 

Fresh 

Murlia 

Command 

Limestone 

0.020 

6.97 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sand 

0829000903666300 

8.394 

Fresh 

Non-command 

Non-command 

Shale 

0.029 

6.14 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sangariya 

0829000903670300 

1.966 

Fresh 

Non-command 

Non-command 

Limestone 

0.550 

7.68 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.10 

0.11 

0.13 

0.002 

0.21 

0.20 







Non-command 

Shale 

1.416 

7.68 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.23 

0.24 

0.30 

0.005 

0.54 

0.53 


Sankhlon Ka Khera 

0829000903667400 

2.907 

Fresh 

Non-command 

Non-command 

Limestone 

0.048 

7.03 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Sankhlon Ki Dhani 

0829000803658000 

4.827 

Fresh 

Non-command 

Non-command 

Shale 

0.033 

6.10 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.00 

0.01 


Shergarh 

0829000903666100 

4.092 

Fresh 

Non-command 

Non-command 

Limestone 

0.000 

6.45 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Uncha 

0829000903672000 

3.040 

Fresh 

Non-command 

Non-command 

Shale 

0.638 

8.53 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.05 

0.002 

0.16 

0.16 

07002029 

Aheerpura 

0829000903669800 

3.458 

Fresh 

Non-command 

Non-command 

Limestone 

2.120 

7.18 

0.020 

0.04 

0.01 

0.00 

0.00 

0.02 

0.32 

0.33 

0.15 

0.007 

0.47 

0.45 


Ahmadnagar 

0829000903677600 

2.357 

Fresh 

Non-command 

Non-command 

Shale 

2.357 

7.79 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.33 

0.32 

0.22 

0.008 

0.78 

0.79 


Ahmadpura 

0829000903669100 

1.557 

Fresh 

Non-command 

Non-command 

Limestone 

0.455 

7.02 

0.020 

0.01 

0.00 

0.00 

0.00 

0.03 

0.05 

0.07 

0.03 

0.001 

0.21 

0.15 







Non-command 

Shale 

1.102 

7.02 

0.015 

0.01 

0.00 

0.00 

0.00 

0.09 

0.04 

0.05 

0.04 

0.004 

0.51 

0.36 


Akya 

0829000903674200 

2.719 

Fresh 

Non-command 

Non-command 

Limestone 

2.288 

7.34 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.39 

0.38 

0.28 

0.007 

0.66 

0.68 







Non-command 

Shale 

0.431 

7.34 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.05 

0.001 

0.12 

0.13 


Amarpura 

0829000903668600 

1.619 

Fresh 

Non-command 

Non-command 

Shale 

1.618 

7.01 

0.015 

0.01 

0.00 

0.00 

0.00 

0.12 

0.06 

0.09 

0.04 

0.005 

0.72 

0.50 


Ameenpura 

0829000903674600 

1.621 

Fresh 

Non-command 

Non-command 

Shale 

1.621 

7.90 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.20 

0.05 

0.005 

0.78 

0.79 


Arniya Joshi 

0829000903667800 

4.759 

Fresh 

Non-command 

Non-command 

Shale 

0.049 

7.02 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 






Gambhiri 

Command 

Shale 

0.009 

7.02 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Arniya Mali 

0829000903673700 

3.631 

Fresh 

Non-command 

Non-command 

Limestone 

3.631 

7.08 

0.020 

0.22 

0.03 

0.00 

0.00 

0.00 

0.70 

0.69 

0.86 

0.012 

0.78 

0.79 


Arnoda 

0829000903668400 

8.248 

Fresh 

Non-command 

Non-command 

Shale 

7.067 

6.98 

0.015 

0.43 

0.06 

0.00 

0.00 

0.00 

1.11 

1.58 

1.70 

0.023 

0.62 

0.43 


Badoli Madhosingh 

0829000903671500 

7.878 

Fresh 

Non-command 

Non-command 

Limestone 

0.015 

7.95 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Shale 

1.498 

7.95 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.23 

0.23 

0.25 

0.005 

0.15 

0.15 


Bahadurpura 

0829000903672300 

0.716 

Fresh 

Non-command 

Non-command 

Shale 

0.716 

8.52 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.04 

0.002 

0.76 

0.75 


Bamaniya 

0829000903672500 

2.043 

Fresh 

Non-command 

Non-command 

Shale 

2.043 

8.06 

0.015 

0.08 

0.01 

0.00 

0.00 

0.01 

0.31 

0.31 

0.29 

0.007 

0.77 

0.78 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Baori Khera 

0829000903671100 

0.07 

0.04 

190.95 

0.05 

- 

0.05 

0.06 

0.79 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.061 

0.003 

0.058 

0.069 

118.79 

Over Exploited 

Bhat Kotri 

0829000903670400 

0.08 

0.01 

1,453.31 

0.02 

- 

0.02 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.026 

0.001 

0.025 

0.075 

302.80 

Over Exploited 



0.07 

0.22 

208.81 

0.26 

0.02 

0.28 

0.05 

0.65 

- 

0.0600 

- 

- 

0.012 

0.072 

0.072 

0.349 

0.017 

0.331 

0.316 

95.23 

Critical 

Bhawaliya 

0829000903667200 

0.08 

0.00 

7,069.51 

0.00 

- 

0.00 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.064 

580.97 

Over Exploited 



0.08 

0.00 

10,644.86 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

0.0001 

0.0001 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.037 

356.58 

Over Exploited 

Bhopali 

0829000903667100 

0.08 

0.01 

463.87 

0.01 

0.03 

0.04 

0.03 

0.34 

- 

0.0100 

- 

- 

0.046 

0.056 

0.056 

0.097 

0.005 

0.093 

0.074 

80.16 

Semi Critical 



0.08 

0.01 

648.95 

0.01 

0.01 

0.02 

0.03 

0.37 

- 

0.0200 

0.0002 

0.0003 

0.002 

0.022 

0.022 

0.047 

0.002 

0.044 

0.084 

190.85 

Over Exploited 

Bora Kheri 

0829000903671600 

0.08 

0.11 

411.47 

0.13 

0.01 

0.14 

0.03 

0.48 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.214 

0.011 

0.203 

0.379 

186.63 

Over Exploited 



0.07 

0.05 

520.59 

0.06 

0.01 

0.07 

0.02 

0.34 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.109 

0.005 

0.104 

0.234 

225.76 

Over Exploited 

Changeri 

0829000903671000 

0.07 

0.08 

208.52 

0.10 

0.01 

0.11 

0.06 

0.79 

- 

0.0500 

- 

- 

0.003 

0.054 

0.054 

0.162 

0.008 

0.154 

0.281 

182.70 

Over Exploited 

Charliya Gadia 

0829000903665900 

0.08 

0.05 

297.51 

0.06 

0.12 

0.18 

0.04 

0.47 

- 

0.0600 

- 

- 

0.143 

0.203 

0.203 

0.383 

0.019 

0.364 

0.313 

85.99 

Semi Critical 



0.08 

0.00 

4,234.21 

0.00 

0.00 

0.00 

0.00 

0.07 

- 

0.0100 

0.0001 

0.0001 

0.001 

0.012 

0.012 

0.014 

0.001 

0.013 

0.045 

341.27 

Over Exploited 

Dhanora 

0829000903666600 

0.08 

0.16 

274.75 

0.19 

0.03 

0.22 

0.04 

0.51 

- 

0.1200 

- 

- 

0.012 

0.132 

0.132 

0.353 

0.018 

0.335 

0.675 

201.30 

Over Exploited 



0.07 

0.01 

980.85 

0.01 

0.01 

0.03 

0.01 

0.15 

- 

0.0300 

- 

- 

0.005 

0.035 

0.035 

0.063 

0.003 

0.060 

0.166 

278.41 

Over Exploited 

Dheenwa 

0829000903671800 

0.07 

0.01 

1,060.13 

0.01 

0.01 

0.03 

0.02 

0.22 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.047 

0.002 

0.045 

0.192 

428.23 

Over Exploited 

Dhoriya 

0829000903671200 

0.07 

0.05 

616.92 

0.06 

0.01 

0.07 

0.03 

0.36 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.142 

0.007 

0.135 

0.389 

288.79 

Over Exploited 

Durjanji Ka Khera 

0829000803663600 

0.05 

0.02 

3,595.49 

0.02 

0.00 

0.02 

0.04 

0.48 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.032 

0.002 

0.031 

0.061 

198.36 

Over Exploited 

Jawada 

0829000903671400 

0.07 

0.47 

245.08 

0.56 

0.10 

0.66 

0.06 

0.82 

- 

0.2700 

- 

- 

0.012 

0.282 

0.282 

0.940 

0.047 

0.893 

2.386 

267.02 

Over Exploited 

Jharsadri 

0829000903670800 

0.07 

0.05 

269.21 

0.06 

0.01 

0.07 

0.04 

0.49 

- 

0.0400 

- 

- 

0.002 

0.042 

0.042 

0.117 

0.006 

0.111 

0.334 

301.73 

Over Exploited 

Kachariya Kheri 

0829000903671300 

0.07 

0.23 

237.26 

0.28 

0.03 

0.31 

0.06 

0.80 

- 

0.1000 

- 

- 

0.004 

0.104 

0.104 

0.412 

0.021 

0.392 

0.903 

230.71 

Over Exploited 

Kanthariya 

0829000903670700 

0.07 

0.06 

208.69 

0.07 

0.01 

0.08 

0.05 

0.73 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.124 

0.006 

0.118 

0.339 

287.77 

Over Exploited 

Karoonda 

0829000903666000 

0.08 

0.09 

472.70 

0.11 

0.03 

0.14 

0.03 

0.41 

- 

0.1000 

- 

- 

0.010 

0.110 

0.110 

0.249 

0.012 

0.237 

0.528 

223.10 

Over Exploited 

Kering Khera 

0829000803663400 

0.05 

0.00 

7,043.38 

0.00 

- 

0.00 

0.02 

0.21 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.013 

0.061 

480.25 

Over Exploited 

Lasrawan 

0829000903670600 

0.07 

0.63 

141.31 

0.75 

0.07 

0.82 

0.05 

0.74 

- 

0.1800 

- 

- 

0.011 

0.191 

0.191 

1.011 

0.051 

0.961 

1.616 

168.26 

Over Exploited 

Laxmipura 

0829000903669900 

0.08 

0.13 

270.10 

0.15 

0.02 

0.17 

0.06 

0.76 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.263 

0.013 

0.250 

0.463 

185.16 

Over Exploited 

Maliya Kheri 

0829000903666700 

0.08 

0.13 

174.88 

0.15 

0.02 

0.18 

0.06 

0.78 

- 

0.0400 

- 

- 

0.019 

0.059 

0.059 

0.236 

0.012 

0.225 

0.229 

102.10 

Over Exploited 

Mandawali 

0829000903670900 

0.07 

0.33 

174.46 

0.39 

0.04 

0.43 

0.06 

0.77 

- 

0.1200 

- 

- 

0.023 

0.143 

0.143 

0.569 

0.028 

0.540 

0.651 

120.52 

Over Exploited 

Mandla Charan 

0829000903675000 

0.07 

0.00 

6,218.86 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.031 

1,870.52 

Over Exploited 

Mangrol 

0829000903667300 

0.08 

0.49 

515.36 

0.58 

0.11 

0.70 

0.04 

0.58 

- 

0.5600 

- 

- 

0.005 

0.565 

0.565 

1.262 

0.063 

1.199 

3.008 

250.79 

Over Exploited 



0.08 

0.00 

41,703.06 

0.00 

- 

0.00 

0.00 

0.01 

- 

0.0100 

0.0001 

0.0001 

- 

0.010 

0.010 

0.010 

0.001 

0.010 

0.047 

474.32 

Over Exploited 

Murliya 

0829000903667000 

0.08 

0.16 

175.00 

0.19 

0.14 

0.32 

0.05 

0.70 

- 

0.0400 

- 

- 

0.188 

0.228 

0.228 

0.551 

0.028 

0.524 

0.227 

43.29 

Safe 



0.08 

0.00 

3,168.29 

0.00 

0.00 

0.00 

0.01 

0.08 

- 

0.0100 

0.0002 

0.0002 

0.002 

0.013 

0.013 

0.017 

0.001 

0.016 

0.028 

177.25 

Over Exploited 

Nanana 

0829000803663300 

0.05 

0.00 

20,500.00 

0.00 

0.00 

0.01 

0.01 

0.08 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.028 

0.001 

0.027 

0.094 

351.79 

Over Exploited 

Nimbahera (M) 

0829000942905000 

0.08 

0.00 

140,813.56 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.077 

######### 

Over Exploited 



0.07 

0.00 

269,850.32 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

######### 

Over Exploited 

Palri 

0829000903666500 

0.07 

0.14 

116.70 

0.16 

- 

0.16 

0.04 

0.57 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.173 

0.009 

0.164 

0.119 

72.46 

Semi Critical 

Peepli Ka Gurha 

0829000803658500 

0.05 

0.00 

91,214.66 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Peepliya Gadiya 

0829000903666800 

0.08 

0.07 

213.78 

0.08 

0.01 

0.09 

0.06 

0.78 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.122 

0.006 

0.116 

0.141 

121.11 

Over Exploited 

Peer Khera 

0829000903670100 

0.08 

0.08 

207.47 

0.09 

0.01 

0.10 

0.06 

0.80 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.135 

0.007 

0.128 

0.142 

111.06 

Over Exploited 

Phachar Aheeran 

0829000903670000 

0.08 

0.19 

319.27 

0.23 

0.04 

0.27 

0.06 

0.80 

- 

0.2100 

- 

- 

0.001 

0.211 

0.211 

0.481 

0.024 

0.457 

1.122 

245.41 

Over Exploited 

Phalwa 

0829000903670500 

0.08 

0.05 

660.81 

0.06 

0.01 

0.07 

0.02 

0.31 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.126 

0.006 

0.119 

0.353 

295.53 

Over Exploited 



0.07 

0.09 

335.61 

0.11 

0.02 

0.13 

0.03 

0.46 

- 

0.0800 

- 

- 

0.002 

0.082 

0.082 

0.212 

0.011 

0.201 

0.455 

226.29 

Over Exploited 

Ranchhor Pura 

0829000903672100 

0.07 

0.03 

463.59 

0.03 

0.00 

0.03 

0.03 

0.41 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.044 

0.002 

0.041 

0.063 

152.82 

Over Exploited 

Rasoolpura 

0829000903670200 

0.08 

0.22 

216.27 

0.27 

0.02 

0.29 

0.06 

0.81 

- 

0.1000 

- 

- 

0.001 

0.101 

0.101 

0.391 

0.020 

0.372 

0.569 

153.08 

Over Exploited 

Rawaliya 

0829000903665800 

0.08 

0.00 

76,771.31 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sand 

0829000903666300 

0.07 

0.00 

41,625.64 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sangariya 

0829000903670300 

0.08 

0.01 

1,055.44 

0.01 

0.01 

0.02 

0.02 

0.23 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.052 

0.003 

0.049 

0.136 

276.64 

Over Exploited 



0.07 

0.05 

345.39 

0.06 

0.01 

0.08 

0.04 

0.59 

- 

0.0600 

- 

- 

0.001 

0.061 

0.061 

0.136 

0.007 

0.129 

0.300 

232.52 

Over Exploited 

Sankhlon Ka Khera 

0829000903667400 

0.08 

0.00 

20,071.86 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sankhlon Ki Dhani 

0829000803658000 

0.05 

0.00 

189,308.47 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Shergarh 

0829000903666100 

0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Uncha 

0829000903672000 

0.07 

0.01 

1,164.31 

0.01 

- 

0.01 

0.01 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.019 

0.001 

0.018 

0.051 

289.02 

Over Exploited 

Aheerpura 

0829000903669800 

0.08 

0.08 

314.99 

0.10 

0.03 

0.12 

0.04 

0.51 

- 

0.0300 

- 

- 

0.023 

0.053 

0.053 

0.174 

0.009 

0.165 

0.154 

93.07 

Critical 

Ahmadnagar 

0829000903677600 

0.07 

0.13 

149.39 

0.15 

0.01 

0.16 

0.06 

0.83 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.184 

0.009 

0.175 

0.229 

130.99 

Over Exploited 

Ahmadpura 

0829000903669100 

0.08 

0.01 

779.54 

0.01 

0.03 

0.04 

0.02 

0.23 

- 

- 

- 

- 

0.040 

0.040 

0.040 

0.075 

0.004 

0.071 

0.026 

37.12 

Safe 



0.07 

0.04 

36.89 

0.05 

0.09 

0.14 

0.04 

0.55 

- 

- 

- 

- 

0.132 

0.132 

0.132 

0.268 

0.013 

0.254 

0.047 

18.32 

Safe 

Akya 

0829000903674200 

0.08 

0.12 

217.02 

0.14 

0.01 

0.16 

0.05 

0.70 

- 

0.0300 

- 

- 

0.006 

0.036 

0.036 

0.194 

0.010 

0.184 

0.290 

157.96 

Over Exploited 



0.07 

0.00 

1,398.88 

0.00 

- 

0.00 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.014 

0.047 

344.86 

Over Exploited 

Amarpura 

0829000903668600 

0.07 

0.08 

5.95 

0.09 

0.12 

0.21 

0.06 

0.78 

- 

- 

- 

- 

0.181 

0.181 

0.181 

0.388 

0.019 

0.369 

0.041 

11.19 

Safe 

Ameenpura 

0829000903674600 

0.07 

0.09 

124.21 

0.11 

- 

0.11 

0.06 

0.83 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.116 

0.006 

0.110 

0.051 

46.63 

Safe 

Arniya Joshi 

0829000903667800 

0.07 

0.00 

8,776.86 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.009 

0.000 

0.009 

0.007 

83.40 

Semi Critical 



0.07 

0.00 

168,693.66 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Arniya Mali 

0829000903673700 

0.08 

0.23 

206.65 

0.27 

0.03 

0.30 

0.06 

0.83 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.400 

0.020 

0.380 

0.871 

228.87 

Over Exploited 

Arnoda 

0829000903668400 

0.07 

0.30 

215,892.17 

0.36 

0.06 

0.42 

0.05 

0.67 

- 

0.1900 

- 

- 

- 

0.190 

0.190 

0.612 

0.031 

0.581 

1.724 

296.46 

Over Exploited 

Badoli Madhosingh 

0829000903671500 

0.08 

0.00 

135,004.94 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.02 

1,372.69 

0.02 

0.01 

0.03 

0.01 

0.16 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.058 

0.003 

0.056 

0.255 

458.99 

Over Exploited 

Bahadurpura 

0829000903672300 

0.07 

0.04 

168.54 

0.05 

- 

0.05 

0.06 

0.82 

- 

- 

- 

- 

- 

- 

- 

0.046 

0.002 

0.043 

0.038 

88.59 

Semi Critical 

Bamaniya 

0829000903672500 

0.07 

0.11 

181.01 

0.13 

0.02 

0.15 

0.06 

0.83 

- 

0.0300 

- 

- 

0.008 

0.038 

0.038 

0.185 

0.009 

0.176 

0.301 

171.00 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Bambora 

082900100369170C 

4.395 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.395 

6.29 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.46 

0.48 

0.24 

0.011 

0.81 

0.78 


Bambori 

082900100368140C 

18.931 

Fresh 

Non-command 

Non-command 

Limestone 

0.062 

7.28 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.000 

0.00 

0.00 







Non-command 

Shale 

10.449 

7.28 

0.020 

0.16 

0.02 

0.00 

0.00 

0.00 

1.66 

2.09 

0.60 

0.026 

0.41 

0.33 


Bangrera 

082900090367800C 

9.468 

Fresh 

Non-command 

Non-command 

Limestone 

9.468 

6.46 

0.020 

0.26 

0.04 

0.00 

0.00 

0.00 

1.44 

1.44 

1.01 

0.031 

0.77 

0.77 


Barda 

082900090367380C 

3.734 

Fresh 

Non-command 

Non-command 

Limestone 

3.734 

7.00 

0.020 

0.17 

0.02 

0.00 

0.00 

0.00 

0.67 

0.66 

0.65 

0.012 

0.77 

0.78 


Bare Khan 

0829001003691500 

4.073 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.515 

8.27 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.04 

0.001 

0.10 

0.10 


Bari 

0829000903676600 

6.823 

Fresh 

Non-command 

Non-command 

Shale 

6.823 

7.97 

0.015 

0.43 

0.06 

0.00 

0.00 

0.04 

1.15 

1.18 

1.68 

0.022 

0.78 

0.75 


Barodiya 

0829000503613600 

1.073 

Fresh 

Non-command 

Non-command 

Shale 

1.045 

5.71 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.11 

0.00 

0.004 

0.69 

0.58 


Baroli Ghata 

0829000903669600 

9.670 

Fresh 

Non-command 

Non-command 

Limestone 

9.670 

7.04 

0.020 

0.50 

0.07 

0.00 

0.00 

0.15 

1.65 

1.92 

1.95 

0.031 

0.75 

0.64 


Barsingh Ka Gurha 

0829000503616800 

2.237 

Fresh 

Non-command 

Non-command 

Shale 

1.745 

6.79 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.24 

0.33 

0.28 

0.006 

0.56 

0.40 


Barwara 

0829000903676100 

4.115 

Fresh 

Non-command 

Non-command 

Shale 

3.866 

7.84 

0.015 

0.09 

0.01 

0.00 

0.00 

0.00 

0.53 

0.59 

0.33 

0.013 

0.71 

0.64 


Barwara Goojar 

0829001003683900 

4.636 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.681 

6.19 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.04 

0.002 

0.12 

0.11 


Basera 

0829001003682500 

11.614 

Fresh 

Non-command 

Non-command 

Shale 

11.543 

7.78 

0.020 

0.12 

0.02 

0.00 

0.00 

0.00 

1.90 

1.99 

0.44 

0.028 

0.79 

0.75 


Baseri Kundal 

0829001003693000 

1.849 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.154 

7.38 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.000 

0.07 

0.06 


Beeriya Kheri 

0829000903672200 

2.310 

Fresh 

Non-command 

Non-command 

Shale 

2.310 

8.56 

0.015 

0.07 

0.01 

0.00 

0.00 

0.03 

0.32 

0.32 

0.28 

0.007 

0.76 

0.76 


Benipuri Khurd 

0829000903675700 

4.632 

Fresh 

Non-command 

Non-command 

Shale 

0.080 

7.61 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Bhanda Magra 

0829000903674900 

0.002 

Fresh 

Non-command 

Non-command 

Shale 

0.001 

8.00 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.44 

0.44 


Bhat Khera 

0829001003683100 

2.298 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.199 

6.30 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.24 

0.25 

0.14 

0.005 

0.77 

0.74 







Non-command 

Shale 

0.099 

6.30 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.03 

0.03 


Bhemli 

0829000903671900 

2.284 

Fresh 

Non-command 

Non-command 

Shale 

2.284 

8.23 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.35 

0.34 

0.33 

0.007 

0.77 

0.79 


Binota 

0829000903675400 

10.742 

Fresh 

Non-command 

Non-command 

Shale 

0.089 

7.52 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.000 

0.01 

0.00 


Bor Kheri 

0829000903669500 

7.062 

Fresh 

Non-command 

Non-command 

Limestone 

7.062 

6.99 

0.020 

0.23 

0.03 

0.00 

0.00 

0.02 

1.17 

1.26 

0.89 

0.023 

0.76 

0.70 


Bora Kheri 

0829000903671600 

5.333 

Fresh 

Non-command 

Non-command 

Limestone 

0.000 

7.55 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chah Kheri 

0829001003682900 

1.679 

Fresh 

Non-command 

Non-command 

Shale 

1.679 

7.53 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.28 

0.29 

0.17 

0.004 

0.80 

0.77 


Chainpuriya 

0829000503616400 

1.557 

Fresh 

Non-command 

Non-command 

Shale 

1.108 

6.20 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.15 

0.02 

0.004 

0.51 

0.39 


Chakar Khera@ Balia Kher 

0829001003684100 

0.743 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.109 

6.56 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.12 

0.11 







Non-command 

Shale 

0.298 

6.56 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.02 

0.001 

0.32 

0.31 


Chamanpura 

0829000503616200 

0.469 

Fresh 

Non-command 

Non-command 

Shale 

0.172 

5.91 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.26 

0.21 


Chand Khera 

0829000903673200 

3.354 

Fresh 

Non-command 

Non-command 

Shale 

3.354 

7.69 

0.015 

0.14 

0.02 

0.00 

0.00 

0.00 

0.51 

0.49 

0.53 

0.011 

0.78 

0.80 


Chandoli 

0829001003684200 

3.389 

Fresh 

Non-command 

Non-command 

Shale 

0.052 

6.79 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 


Chandpura 

0829000903677900 

0.751 

Fresh 

Non-command 

Non-command 

Limestone 

0.524 

6.86 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.04 

0.002 

0.54 

0.55 







Non-command 

Shale 

0.227 

6.86 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.001 

0.23 

0.24 


Chaprol 

0829001003683000 

3.540 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.065 

7.66 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 







Non-command 

Shale 

3.476 

7.66 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.56 

0.59 

0.16 

0.009 

0.79 

0.76 


Charliya 

0829000903668200 

3.630 

Fresh 

Non-command 

Non-command 

Shale 

3.225 

6.92 

0.015 

0.14 

0.02 

0.00 

0.00 

0.00 

0.45 

0.64 

0.54 

0.010 

0.64 

0.46 



0829001003683400 

3.640 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.640 

6.85 

0.015 

0.09 

0.01 

0.00 

0.00 

0.00 

0.45 

0.47 

0.33 

0.009 

0.81 

0.77 


Charliya Brahman 

0829000903674100 

4.301 

Fresh 

Non-command 

Non-command 

Limestone 

2.699 

7.13 

0.020 

0.13 

0.02 

0.00 

0.00 

0.00 

0.49 

0.48 

0.50 

0.009 

0.49 

0.50 







Non-command 

Shale 

1.603 

7.13 

0.015 

0.07 

0.01 

0.00 

0.00 

0.01 

0.22 

0.22 

0.25 

0.005 

0.29 

0.30 


Chhoti Sadri (M) 

0829001042906000 

12.134 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.187 

7.58 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.002 

0.01 

0.01 


Choukri 

0829001003691800 

1.408 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.408 

4.02 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.12 

0.11 

0.003 

0.81 

0.77 


Dala @ Kishanpura 

0829000903677700 

2.537 

Fresh 

Non-command 

Non-command 

Shale 

2.537 

7.61 

0.015 

0.10 

0.01 

0.00 

0.00 

0.00 

0.38 

0.37 

0.39 

0.008 

0.78 

0.80 


Daluka Khera @ Vijaypur 

0829000903675900 

0.807 

Fresh 

Non-command 

Non-command 

Shale 

0.287 

7.94 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.02 

0.001 

0.27 

0.25 


Dhamaniya Road 

0829001003691900 

2.007 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.961 

3.34 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.15 

0.15 

0.23 

0.005 

0.79 

0.75 


Dheenwa 

0829000903671800 

3.247 

Fresh 

Non-command 

Non-command 

Shale 

2.386 

8.26 

0.015 

0.13 

0.02 

0.00 

0.00 

0.00 

0.40 

0.40 

0.51 

0.008 

0.57 

0.58 


Forest Block 

0829000508299001 

54.318 

Fresh 

Non-command 

Non-command 

Shale 

5.838 

5.51 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.49 

0.53 

0.00 

0.020 

0.07 

0.07 


Gadola 

0829000903673900 

8.383 

Fresh 

Non-command 

Non-command 

Limestone 

8.383 

6.87 

0.020 

0.25 

0.04 

0.00 

0.00 

0.00 

1.36 

1.35 

0.95 

0.027 

0.77 

0.78 


Gadwara 

0829000503613800 

1.237 

Fresh 

Non-command 

Non-command 

Shale 

1.209 

5.49 

0.015 

0.04 

0.01 

0.00 

0.00 

0.01 

0.12 

0.14 

0.15 

0.004 

0.69 

0.61 


Gagrol 

0829001003683600 

5.564 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.557 

7.75 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.68 

0.70 

0.14 

0.014 

0.81 

0.78 


Gajpura 

0829001003682400 

3.176 

Fresh 

Non-command 

Non-command 

Shale 

3.162 

7.77 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.52 

0.56 

0.16 

0.008 

0.78 

0.72 


Ganeshpura 

0829000903668300 

1.664 

Fresh 

Non-command 

Non-command 

Shale 

1.664 

6.92 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.24 

0.34 

0.32 

0.005 

0.72 

0.52 


Gharana 

0829000503613400 

1.762 

Fresh 

Non-command 

Non-command 

Shale 

1.625 

6.82 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.20 

0.27 

0.10 

0.006 

0.66 

0.48 


Ghatera 

0829000903676900 

1.180 

Fresh 

Non-command 

Non-command 

Shale 

1.180 

7.96 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.18 

0.19 

0.19 

0.004 

0.78 

0.76 


Gilund 

0829000503613100 

19.343 

Fresh 

Non-command 

Non-command 

Shale 

1.221 

6.52 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.18 

0.08 

0.004 

0.05 

0.03 


Gothra 

0829000903669200 

2.462 

Fresh 

Non-command 

Non-command 

Limestone 

1.362 

7.01 

0.020 

0.04 

0.01 

0.00 

0.00 

0.09 

0.14 

0.18 

0.16 

0.004 

0.40 

0.30 







Non-command 

Shale 

1.100 

7.01 

0.015 

0.03 

0.00 

0.00 

0.00 

0.07 

0.08 

0.10 

0.11 

0.004 

0.33 

0.24 



0829001003683700 

2.119 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.119 

7.74 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.31 

0.32 

0.29 

0.005 

0.81 

0.78 


Guda Khera 

0829000903676200 

8.855 

Fresh 

Non-command 

Non-command 

Shale 

8.440 

7.85 

0.015 

0.14 

0.02 

0.00 

0.00 

0.00 

1.11 

1.23 

0.51 

0.027 

0.73 

0.66 


Hamerpura @ Dudhitalai 

0829001003684900 

5.885 

Fresh 

Non-command 

Non-command 

Shale 

1.447 

7.27 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.26 

0.05 

0.004 

0.19 

0.16 


Hansla 

0829000503614300 

0.967 

Fresh 

Non-command 

Non-command 

Shale 

0.138 

5.30 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.10 

0.10 


Harmatiya Jageer 

0829001003681800 

3.560 

Fresh 

Non-command 

Non-command 

Shale 

3.560 

7.40 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.54 

0.62 

0.03 

0.009 

0.77 

0.67 


Harmatiya Kundal 

0829001003682700 

3.007 

Fresh 

Non-command 

Non-command 

Shale 

3.007 

7.41 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.53 

0.55 

0.36 

0.007 

0.81 

0.77 


Jal Bhindi 

0829001003683500 

1.563 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.563 

7.76 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.21 

0.22 

0.13 

0.004 

0.81 

0.78 


Jaliya 

0829000903674000 

3.959 

Fresh 

Non-command 

Non-command 

Limestone 

3.959 

7.04 

0.020 

0.27 

0.04 

0.00 

0.00 

0.00 

0.79 

0.77 

1.08 

0.013 

0.78 

0.80 


Jaloda Jageer 

0829001003685000 

10.523 

Fresh 

Non-command 

Non-command 

Limestone 

3.812 

7.45 

0.030 

0.11 

0.02 

0.00 

0.00 

0.00 

0.94 

1.28 

0.41 

0.009 

0.27 

0.19 







Non-command 

Shale 

3.353 

7.45 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.56 

0.76 

0.25 

0.008 

0.23 

0.17 


Jamal Khera 

0829000903674800 

1.977 

Fresh 

Non-command 

Non-command 

Shale 

1.977 

7.95 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.30 

0.29 

0.25 

0.006 

0.77 

0.78 


Jamlaoda 

0829001003692300 

3.126 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.049 

3.71 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.18 

0.19 

0.30 

0.005 

0.53 

0.50 


Jawada 

0829000903671400 

8.805 

Fresh 

Non-command 

Non-command 

Shale 

0.000 

8.53 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Bambora 

0829001003691700 

0.04 

0.14 

240.63 

0.17 

0.01 

0.18 

0.06 

0.87 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.230 

0.012 

0.219 

0.252 

115.02 

Over Exploited 

Bambori 

0829001003681400 

0.05 

0.00 

226,204.33 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

60,155.00 

Over Exploited 



0.06 

0.27 

665.14 

0.33 

0.02 

0.35 

0.04 

0.44 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

0.458 

0.023 

0.435 

0.622 

142.94 

Over Exploited 

Bangrera 

0829000903678000 

0.08 

0.59 

146.06 

0.70 

0.04 

0.74 

0.06 

0.83 

- 

0.1100 

- 

- 

0.000 

0.110 

0.110 

0.853 

0.043 

0.810 

1.039 

128.24 

Over Exploited 

Barda 

0829000903673800 

0.08 

0.23 

186.83 

0.28 

0.02 

0.30 

0.06 

0.83 

- 

0.0700 

- 

- 

0.003 

0.073 

0.073 

0.372 

0.019 

0.354 

0.657 

185.69 

Over Exploited 

Bare Khan 

0829001003691500 

0.04 

0.00 

3,543.14 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.002 

0.045 

1,880.91 

Over Exploited 

Bari 

0829000903676600 

0.07 

0.37 

217.66 

0.45 

0.10 

0.55 

0.06 

0.84 

- 

0.1900 

- 

- 

0.060 

0.250 

0.250 

0.796 

0.040 

0.756 

1.697 

224.52 

Over Exploited 

Barodiya 

0829000503613600 

0.08 

0.06 

79.41 

0.07 

- 

0.07 

0.06 

0.75 

- 

- 

- 

- 

- 

- 

- 

0.071 

0.004 

0.067 

0.004 

5.32 

Safe 

Baroli Ghata 

0829000903669600 

0.08 

0.58 

232.83 

0.69 

0.22 

0.91 

0.06 

0.81 

- 

0.2200 

- 

- 

0.218 

0.438 

0.438 

1.347 

0.067 

1.280 

1.980 

154.76 

Over Exploited 

Barsingh Ka Gurha 

0829000503616800 

0.08 

0.08 

311.10 

0.10 

0.01 

0.11 

0.05 

0.61 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.156 

0.008 

0.149 

0.287 

193.07 

Over Exploited 

Barwara 

0829000903676100 

0.07 

0.19 

209.64 

0.23 

0.01 

0.24 

0.06 

0.77 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.281 

0.014 

0.267 

0.346 

129.28 

Over Exploited 

Barwara Goojar 

0829001003683900 

0.04 

0.00 

2,252.75 

0.00 

- 

0.00 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.045 

1,209.75 

Over Exploited 

Basera 

0829001003682500 

0.06 

0.58 

241.75 

0.70 

0.02 

0.72 

0.06 

0.85 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.799 

0.040 

0.759 

0.468 

61.67 

Safe 

Baseri Kundal 

0829001003693000 

0.04 

0.00 

4,193.12 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.017 

3,696.91 

Over Exploited 

Beeriya Kheri 

0829000903672200 

0.07 

0.12 

163.05 

0.15 

0.04 

0.19 

0.06 

0.82 

- 

0.0300 

- 

- 

0.048 

0.078 

0.078 

0.267 

0.013 

0.254 

0.282 

111.24 

Over Exploited 

Benipuri Khurd 

0829000903675700 

0.07 

0.00 

14,900.79 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhanda Magra 

0829000903674900 

0.07 

0.00 

167.40 

0.00 

- 

0.00 

0.03 

0.48 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

16,428.68 

Over Exploited 

Bhat Khera 

0829001003683100 

0.04 

0.07 

266.49 

0.08 

0.01 

0.09 

0.06 

0.83 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.121 

0.006 

0.115 

0.143 

124.56 

Over Exploited 



0.06 

0.00 

5,784.49 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

3,273.13 

Over Exploited 

Bhemli 

0829000903671900 

0.07 

0.12 

178.87 

0.15 

0.01 

0.16 

0.06 

0.83 

- 

0.0400 

- 

- 

0.002 

0.042 

0.042 

0.201 

0.010 

0.191 

0.336 

176.31 

Over Exploited 

Binota 

0829000903675400 

0.07 

0.00 

64,721.20 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.022 

52,155.21 

Over Exploited 

Bor Kheri 

0829000903669500 

0.08 

0.43 

195.04 

0.51 

0.05 

0.56 

0.06 

0.82 

- 

0.1000 

- 

- 

0.030 

0.130 

0.130 

0.694 

0.035 

0.660 

0.911 

138.07 

Over Exploited 

Bora Kheri 

0829000903671600 

0.08 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chah Kheri 

0829001003682900 

0.06 

0.09 

242.89 

0.10 

0.01 

0.11 

0.06 

0.86 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.143 

0.007 

0.136 

0.170 

125.34 

Over Exploited 

Chainpuriya 

0829000503616400 

0.08 

0.05 

217.74 

0.06 

- 

0.06 

0.04 

0.55 

- 

- 

- 

- 

- 

- 

- 

0.056 

0.003 

0.053 

0.024 

45.08 

Safe 

Chakar Khera@ Balia Kher 

0829001003684100 

0.04 

0.00 

2,064.70 

0.00 

- 

0.00 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.008 

1,413.96 

Over Exploited 



0.06 

0.01 

729.07 

0.01 

- 

0.01 

0.02 

0.35 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.021 

295.01 

Over Exploited 

Chamanpura 

0829000503616200 

0.08 

0.00 

415.57 

0.00 

- 

0.00 

0.02 

0.28 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.008 

181.63 

Over Exploited 

Chand Khera 

0829000903673200 

0.07 

0.18 

168.28 

0.22 

0.02 

0.24 

0.06 

0.84 

- 

0.0600 

- 

- 

0.002 

0.062 

0.062 

0.302 

0.015 

0.287 

0.545 

189.72 

Over Exploited 

Chandoli 

0829001003684200 

0.06 

0.00 

17,962.80 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

17,401.18 

Over Exploited 

Chandpura 

0829000903677900 

0.08 

0.02 

253.89 

0.03 

- 

0.03 

0.04 

0.58 

- 

- 

- 

- 

- 

- 

- 

0.027 

0.001 

0.026 

0.046 

176.66 

Over Exploited 



0.07 

0.00 

778.36 

0.00 

- 

0.00 

0.02 

0.25 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.023 

534.09 

Over Exploited 

Chaprol 

0829001003683000 

0.04 

0.00 

20,315.82 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

7,252.25 

Over Exploited 



0.06 

0.18 

234.47 

0.21 

0.01 

0.22 

0.06 

0.85 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.250 

0.013 

0.238 

0.168 

70.50 

Semi Critical 

Charliya 

0829000903668200 

0.07 

0.14 

342.08 

0.17 

0.02 

0.19 

0.05 

0.70 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.294 

0.015 

0.279 

0.549 

196.75 

Over Exploited 


0829001003683400 

0.04 

0.12 

302.37 

0.14 

0.01 

0.15 

0.06 

0.87 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.211 

0.011 

0.200 

0.342 

170.66 

Over Exploited 

Charliya Brahman 

0829000903674100 

0.08 

0.11 

357.17 

0.13 

0.02 

0.15 

0.04 

0.52 

- 

0.0600 

- 

- 

0.002 

0.062 

0.062 

0.210 

0.011 

0.200 

0.512 

256.51 

Over Exploited 



0.07 

0.03 

571.00 

0.04 

0.02 

0.06 

0.02 

0.31 

- 

0.0300 

- 

- 

0.012 

0.042 

0.042 

0.099 

0.005 

0.094 

0.259 

276.11 

Over Exploited 

Chhoti Sadri(M) 

0829001042906000 

0.04 

0.00 

23,804.86 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.002 

2,345.11 

Over Exploited 

Choukri 

0829001003691800 

0.04 

0.05 

163.93 

0.05 

- 

0.05 

0.06 

0.87 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.065 

0.003 

0.061 

0.113 

185.10 

Over Exploited 

Dala @ Kishanpura 

0829000903677700 

0.07 

0.14 

166.82 

0.17 

0.01 

0.18 

0.06 

0.84 

- 

0.0400 

- 

- 

0.002 

0.042 

0.042 

0.220 

0.011 

0.209 

0.400 

191.75 

Over Exploited 

Daluka Khera @ Vijaypur 

0829000903675900 

0.07 

0.01 

788.21 

0.01 

- 

0.01 

0.02 

0.29 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.023 

376.90 

Over Exploited 

Dhamaniya Road 

0829001003691900 

0.04 

0.06 

151.26 

0.07 

0.01 

0.08 

0.06 

0.84 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.114 

0.006 

0.108 

0.232 

214.07 

Over Exploited 

Dheenwa 

0829000903671800 

0.07 

0.09 

319.43 

0.11 

0.02 

0.14 

0.04 

0.61 

- 

0.0600 

- 

- 

0.002 

0.062 

0.062 

0.197 

0.010 

0.187 

0.522 

278.27 

Over Exploited 

Forest Block 

0829000508299001 

0.08 

0.03 

1,417.75 

0.04 

- 

0.04 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.042 

0.002 

0.039 

0.020 

50.87 

Safe 

Gadola 

0829000903673900 

0.08 

0.52 

159.20 

0.62 

0.04 

0.66 

0.06 

0.83 

- 

0.1100 

- 

- 

0.002 

0.112 

0.112 

0.777 

0.039 

0.738 

0.974 

132.05 

Over Exploited 

Gadwara 

0829000503613800 

0.08 

0.07 

103.41 

0.08 

0.02 

0.10 

0.06 

0.75 

- 

0.0300 

- 

- 

0.009 

0.039 

0.039 

0.138 

0.007 

0.131 

0.149 

113.91 

Over Exploited 

Gagrol 

0829001003683600 

0.04 

0.18 

291.45 

0.22 

0.01 

0.23 

0.06 

0.87 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.255 

0.013 

0.243 

0.154 

63.29 

Safe 

Gajpura 

0829001003682400 

0.06 

0.16 

256.38 

0.19 

0.01 

0.20 

0.06 

0.84 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.219 

0.011 

0.208 

0.163 

78.12 

Semi Critical 

Ganeshpura 

0829000903668300 

0.07 

0.08 

302.16 

0.10 

0.01 

0.11 

0.06 

0.78 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.171 

0.009 

0.163 

0.324 

199.47 

Over Exploited 

Gharana 

0829000503613400 

0.08 

0.09 

209.15 

0.11 

- 

0.11 

0.06 

0.72 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.126 

0.006 

0.120 

0.105 

87.26 

Semi Critical 

Ghatera 

0829000903676900 

0.07 

0.06 

186.93 

0.08 

0.01 

0.09 

0.06 

0.84 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.117 

0.006 

0.112 

0.190 

170.25 

Over Exploited 

Gilund 

0829000503613100 

0.08 

0.00 

3,929.68 

0.01 

- 

0.01 

0.00 

0.05 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.025 

0.001 

0.024 

0.087 

360.70 

Over Exploited 

Gothra 

0829000903669200 

0.08 

0.04 

317.38 

0.05 

0.10 

0.15 

0.03 

0.44 

- 

0.0200 

- 

- 

0.128 

0.148 

0.148 

0.296 

0.015 

0.281 

0.168 

59.86 

Safe 



0.07 

0.03 

315.70 

0.03 

0.07 

0.10 

0.03 

0.35 

- 

0.0100 

- 

- 

0.103 

0.113 

0.113 

0.212 

0.011 

0.201 

0.115 

56.96 

Safe 


0829001003683700 

0.04 

0.07 

363.44 

0.08 

0.01 

0.09 

0.06 

0.87 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.142 

0.007 

0.135 

0.295 

218.37 

Over Exploited 

Guda Khera 

0829000903676200 

0.07 

0.43 

184.76 

0.52 

0.02 

0.54 

0.06 

0.79 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.598 

0.030 

0.568 

0.533 

93.86 

Critical 

Hamerpura @ Dudhitalai 

0829001003684900 

0.06 

0.02 

1,357.34 

0.02 

- 

0.02 

0.02 

0.21 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.031 

0.002 

0.029 

0.051 

171.40 

Over Exploited 

Hansla 

0829000503614300 

0.08 

0.00 

910.05 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.007 

586.01 

Over Exploited 

Harmatiya Jageer 

0829001003681800 

0.06 

0.18 

251.41 

0.21 

- 

0.21 

0.06 

0.83 

- 

- 

- 

- 

- 

- 

- 

0.210 

0.011 

0.200 

0.039 

19.39 

Safe 

Harmatiya Kundal 

0829001003682700 

0.06 

0.15 

254.47 

0.19 

0.01 

0.20 

0.06 

0.87 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.236 

0.012 

0.224 

0.363 

162.33 

Over Exploited 

Jal Bhindi 

0829001003683500 

0.04 

0.05 

336.06 

0.06 

- 

0.06 

0.06 

0.87 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.081 

0.004 

0.077 

0.133 

173.35 

Over Exploited 

Jaliya 

0829000903674000 

0.08 

0.25 

210.83 

0.30 

0.04 

0.34 

0.06 

0.84 

- 

0.1200 

- 

- 

0.002 

0.122 

0.122 

0.459 

0.023 

0.436 

1.093 

250.84 

Over Exploited 

Jaloda Jageer 

0829001003685000 

0.05 

0.05 

2,434.49 

0.06 

0.02 

0.08 

0.02 

0.29 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.161 

0.008 

0.153 

0.417 

273.44 

Over Exploited 



0.06 

0.05 

1,423.87 

0.06 

0.01 

0.07 

0.02 

0.25 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.120 

0.006 

0.114 

0.259 

227.52 

Over Exploited 

Jamal Khera 

0829000903674800 

0.07 

0.11 

173.86 

0.13 

0.01 

0.14 

0.06 

0.83 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.168 

0.008 

0.160 

0.258 

161.54 

Over Exploited 

Jamlaoda 

0829001003692300 

0.04 

0.04 

344.77 

0.05 

0.01 

0.06 

0.04 

0.57 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.092 

0.005 

0.087 

0.306 

350.47 

Over Exploited 

Jawada 

0829000903671400 

0.07 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Kadmali 

082900090367700C 

6.441 

Fresh 

Non-command 

Non-command 

Shale 

6.441 

7.92 

0.015 

0.22 

0.03 

0.00 

0.00 

0.00 

0.95 

0.97 

0.84 

0.021 

0.78 

0.77 


Kalandar Garh 

0829000903672600 

0.665 

Fresh 

Non-command 

Non-command 

Shale 

0.665 

8.12 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.14 

0.14 

0.26 

0.002 

0.77 

0.78 


Kalyanpura 

0829000903673500 

2.187 

Fresh 

Non-command 

Non-command 

Limestone 

2.187 

7.14 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.37 

0.36 

0.27 

0.007 

0.78 

0.80 


Kamlahera 

0829000903677800 

1.612 

Fresh 

Non-command 

Non-command 

Shale 

1.612 

7.31 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.22 

0.21 

0.18 

0.005 

0.78 

0.80 


Kanpura 

0829000503616700 

0.672 

Fresh 

Non-command 

Non-command 

Shale 

0.010 

6.53 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 



0829000903669000 

1.943 

Fresh 

Non-command 

Non-command 

Limestone 

1.162 

7.02 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.19 

0.28 

0.10 

0.004 

0.43 

0.30 







Non-command 

Shale 

0.781 

7.02 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.14 

0.07 

0.003 

0.29 

0.20 


Karthana 

0829000903669700 

4.923 

Fresh 

Non-command 

Non-command 

Limestone 

4.923 

7.14 

0.020 

0.22 

0.03 

0.00 

0.00 

0.00 

0.89 

0.88 

0.87 

0.016 

0.78 

0.79 


Karunda 

0829001003682800 

15.506 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.313 

7.80 

0.015 

0.13 

0.02 

0.00 

0.00 

0.00 

0.73 

0.76 

0.51 

0.013 

0.28 

0.27 







Non-command 

Shale 

10.193 

7.80 

0.020 

0.25 

0.04 

0.00 

0.00 

0.00 

1.80 

1.87 

0.98 

0.025 

0.53 

0.51 


Keli 

0829000903678100 

19.456 

Fresh 

Non-command 

Non-command 

Limestone 

19.455 

6.70 

0.020 

0.60 

0.09 

0.00 

0.00 

0.01 

3.11 

3.47 

2.32 

0.063 

0.75 

0.67 







Non-command 

Shale 

0.001 

6.70 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Keljarka Khera 

0829000503613900 

4.759 

Fresh 

Non-command 

Non-command 

Shale 

0.001 

4.77 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kesharpura 

0829000503614800 

1.115 

Fresh 

Non-command 

Non-command 

Shale 

0.761 

5.67 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.03 

0.003 

0.48 

0.41 


Kesunda 

0829001003683300 

14.445 

Fresh 

Non-command 

Non-command 

Deccan Traps 

11.243 

3.40 

0.015 

0.20 

0.03 

0.00 

0.00 

0.00 

0.74 

0.78 

0.75 

0.028 

0.62 

0.60 


Khara 

0829000903668700 

0.690 

Fresh 

Non-command 

Non-command 

Shale 

0.690 

7.01 

0.015 

0.02 

0.00 

0.00 

0.00 

0.06 

0.03 

0.05 

0.06 

0.002 

0.72 

0.49 


Khera Jadeed 

0829000903674500 

4.897 

Fresh 

Non-command 

Non-command 

Shale 

4.897 

7.89 

0.015 

0.15 

0.02 

0.00 

0.00 

0.00 

0.71 

0.69 

0.59 

0.016 

0.78 

0.79 


Khera Kesunda 

0829001003683200 

2.695 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.688 

3.23 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.20 

0.21 

0.31 

0.007 

0.79 

0.76 


Kherabad 

0829000903674400 

1.354 

Fresh 

Non-command 

Non-command 

Shale 

1.354 

7.82 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.23 

0.22 

0.30 

0.004 

0.78 

0.80 


Kheri Aryanagar 

0829001003682600 

2.751 

Fresh 

Non-command 

Non-command 

Shale 

2.751 

7.54 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.50 

0.53 

0.40 

0.007 

0.80 

0.77 


Kheri Kundal 

0829001003682100 

2.019 

Fresh 

Non-command 

Non-command 

Limestone 

0.124 

7.34 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.000 

0.05 

0.04 







Non-command 

Shale 

0.407 

7.34 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.03 

0.001 

0.16 

0.13 


Kishanpura 

0829000903676300 

2.527 

Fresh 

Non-command 

Non-command 

Shale 

2.527 

7.96 

0.015 

0.11 

0.02 

0.00 

0.00 

0.09 

0.30 

0.32 

0.44 

0.008 

0.77 

0.73 


Kotri Kalan 

0829000903677400 

4.764 

Fresh 

Non-command 

Non-command 

Shale 

4.764 

7.03 

0.015 

0.16 

0.02 

0.00 

0.00 

0.00 

0.64 

0.63 

0.64 

0.015 

0.78 

0.79 


Kotri Khurd 

0829000903677300 

3.623 

Fresh 

Non-command 

Non-command 

Shale 

3.623 

6.55 

0.015 

0.13 

0.02 

0.00 

0.00 

0.00 

0.46 

0.46 

0.49 

0.012 

0.78 

0.78 


Kuri Khera 

0829000903668900 

0.787 

Fresh 

Non-command 

Non-command 

Shale 

0.787 

7.01 

0.015 

0.00 

0.00 

0.00 

0.00 

0.07 

0.02 

0.02 

0.00 

0.003 

0.72 

0.50 


Laxmipura 

0829000903669900 

2.404 

Fresh 

Non-command 

Non-command 

Limestone 

0.143 

7.09 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.000 

0.04 

0.04 


Madhya Kheri 

0829000903669400 

2.523 

Fresh 

Non-command 

Non-command 

Limestone 

2.521 

6.88 

0.020 

0.11 

0.02 

0.00 

0.00 

0.00 

0.44 

0.49 

0.45 

0.008 

0.75 

0.67 







Non-command 

Shale 

0.003 

6.88 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Makan Pura 

0829000903676400 

3.021 

Fresh 

Non-command 

Non-command 

Shale 

3.021 

7.97 

0.015 

0.09 

0.01 

0.00 

0.00 

0.09 

0.35 

0.36 

0.33 

0.010 

0.77 

0.75 


Malakpura 

0829000903676800 

3.474 

Fresh 

Non-command 

Non-command 

Shale 

3.474 

7.91 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.44 

0.46 

0.11 

0.011 

0.79 

0.76 


Malawada 

0829001003691600 

7.719 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.732 

7.98 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.24 

0.25 

0.15 

0.004 

0.18 

0.17 


Manda Gulfaroshan 

0829000903673100 

4.319 

Fresh 

Non-command 

Non-command 

Shale 

4.319 

7.79 

0.015 

0.22 

0.03 

0.00 

0.00 

0.00 

0.69 

0.67 

0.87 

0.014 

0.78 

0.80 


Mandla Charan 

0829000903675000 

13.811 

Fresh 

Non-command 

Non-command 

Shale 

6.833 

8.53 

0.015 

0.10 

0.01 

0.00 

0.00 

0.03 

0.94 

0.96 

0.36 

0.022 

0.37 

0.36 


Mangrol 

0829000903667300 

15.415 

Fresh 

Non-command 

Non-command 

Limestone 

0.453 

7.03 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.13 

0.12 

0.001 

0.02 

0.02 


Marjeevi 

0829000903677100 

15.292 

Fresh 

Non-command 

Non-command 

Shale 

15.292 

7.67 

0.015 

0.34 

0.05 

0.00 

0.00 

0.00 

2.04 

2.06 

1.30 

0.050 

0.78 

0.77 


Mewasa 

0829000903668100 

6.241 

Fresh 

Non-command 

Non-command 

Shale 

4.862 

6.96 

0.015 

0.15 

0.02 

0.00 

0.00 

0.00 

0.64 

0.91 

0.60 

0.016 

0.56 

0.39 


Modji Ka Khera 

0829000503613500 

2.434 

Fresh 

Non-command 

Non-command 

Shale 

1.776 

6.44 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.23 

0.01 

0.006 

0.52 

0.39 


Motha 

0829000903667700 

5.888 

Fresh 

Non-command 

Non-command 

Shale 

5.580 

7.02 

0.015 

0.12 

0.02 

0.00 

0.00 

0.41 

0.28 

0.41 

0.44 

0.018 

0.68 

0.47 


Motipura 

0829001003682000 

2.523 

Fresh 

Non-command 

Non-command 

Limestone 

0.051 

7.41 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.02 

0.01 







Non-command 

Shale 

1.752 

7.41 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.29 

0.34 

0.13 

0.004 

0.53 

0.45 


Nalda 

0829000503616300 

0.849 

Fresh 

Non-command 

Non-command 

Shale 

0.752 

5.86 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.02 

0.003 

0.63 

0.51 


Narani 

0829001003692400 

3.797 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.089 

5.35 

0.015 

0.09 

0.01 

0.00 

0.00 

0.00 

0.33 

0.34 

0.34 

0.008 

0.66 

0.63 


Nardiya 

0829000903672400 

1.402 

Fresh 

Non-command 

Non-command 

Shale 

1.402 

8.26 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.20 

0.20 

0.10 

0.005 

0.76 

0.76 


Narsa Kheri 

0829000903676700 

0.800 

Fresh 

Non-command 

Non-command 

Shale 

0.800 

7.95 

0.015 

0.11 

0.02 

0.00 

0.00 

0.00 

0.19 

0.19 

0.45 

0.003 

0.79 

0.75 


Narsingh Garh 

0829000903676500 

5.617 

Fresh 

Non-command 

Non-command 

Shale 

5.617 

7.96 

0.015 

0.12 

0.02 

0.00 

0.00 

0.00 

0.77 

0.77 

0.45 

0.018 

0.77 

0.77 


Nawabpura 

0829000903664900 

2.680 

Fresh 

Non-command 

Non-command 

Shale 

0.004 

6.98 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nimbahera (M) 

0829000942905000 

24.420 

Fresh 

Non-command 

Non-command 

Limestone 

19.502 

7.46 

0.020 

4.72 

0.12 

0.00 

0.00 

0.03 

7.48 

7.26 

3.28 

11.855 

0.62 

0.64 







Non-command 

Shale 

4.804 

7.46 

0.015 

1.13 

0.03 

0.00 

0.00 

0.01 

1.63 

1.58 

0.70 

2.920 

0.15 

0.16 


Peepaliya Kalan 

0829000903673400 

2.892 

Fresh 

Non-command 

Non-command 

Limestone 

2.892 

7.14 

0.020 

0.22 

0.03 

0.00 

0.00 

0.00 

0.60 

0.58 

0.85 

0.009 

0.78 

0.80 


Pemandiya Khera 

0829000903668000 

1.853 

Fresh 

Non-command 

Non-command 

Shale 

0.005 

7.01 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Phootwal 

0829000903668500 

0.557 

Fresh 

Non-command 

Non-command 

Shale 

0.290 

7.01 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.04 

0.001 

0.38 

0.26 


Pratappura 

0829001003682300 

5.130 

Fresh 

Non-command 

Non-command 

Shale 

5.080 

7.42 

0.020 

0.11 

0.02 

0.00 

0.00 

0.00 

0.84 

0.90 

0.41 

0.012 

0.79 

0.74 


Rajpura 

0829001003682200 

3.791 

Fresh 

Non-command 

Non-command 

Shale 

0.509 

7.13 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.02 

0.001 

0.11 

0.10 


Ramgarh 

0829000903667600 

0.785 

Fresh 

Non-command 

Non-command 

Limestone 

0.049 

7.02 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.000 

0.05 

0.03 







Non-command 

Shale 

0.513 

7.02 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.14 

0.22 

0.002 

0.47 

0.32 


Ranchhor Pura 

0829000903672100 

1.930 

Fresh 

Non-command 

Non-command 

Shale 

0.946 

8.85 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.14 

0.06 

0.003 

0.37 

0.37 


Rani Khera 

0829000903672800 

5.586 

Fresh 

Non-command 

Non-command 

Shale 

5.586 

7.94 

0.015 

0.30 

0.04 

0.00 

0.00 

0.00 

0.92 

0.90 

1.19 

0.018 

0.78 

0.80 


Rathajana 

0829000903669300 

10.319 

Fresh 

Non-command 

Non-command 

Limestone 

3.474 

6.94 

0.020 

0.10 

0.02 

0.00 

0.00 

0.00 

0.56 

0.72 

0.41 

0.011 

0.25 

0.19 







Non-command 

Shale 

6.845 

6.94 

0.015 

0.18 

0.03 

0.00 

0.00 

0.21 

0.65 

0.83 

0.71 

0.022 

0.49 

0.38 


Rughnathpura 

0829001003681900 

2.140 

Fresh 

Non-command 

Non-command 

Limestone 

0.341 

7.24 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.13 

0.09 

0.001 

0.12 

0.09 







Non-command 

Shale 

1.353 

7.24 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.26 

0.35 

0.28 

0.003 

0.46 

0.34 


Sagwariya 

0829000903674700 

3.639 

Fresh 

Non-command 

Non-command 

Shale 

3.639 

7.95 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.47 

0.47 

0.17 

0.012 

0.77 

0.79 


Sajanpur 

0829000903676000 

1.943 

Fresh 

Non-command 

Non-command 

Shale 

1.930 

7.94 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.29 

0.31 

0.25 

0.006 

0.75 

0.71 


Sakai Ka Khera 

0829000503614700 

0.393 

Fresh 

Non-command 

Non-command 

Shale 

0.264 

5.60 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.47 

0.42 


Sankariya 

0829000903671700 

3.903 

Fresh 

Non-command 

Non-command 

Shale 

3.903 

7.96 

0.015 

0.18 

0.03 

0.00 

0.00 

0.00 

0.62 

0.60 

0.70 

0.013 

0.78 

0.80 


Sankera 

0829000503617000 

1.369 

Fresh 

Non-command 

Non-command 

Shale 

0.001 

6.67 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sankhlon Ka Khera 

0829000903667400 

2.907 

Fresh 

Non-command 

Non-command 

Limestone 

2.860 

7.03 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.45 

0.62 

0.25 

0.009 

0.71 

0.52 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Kadmali 

0829000903677000 

0.07 

0.35 

174.71 

0.42 

0.03 

0.45 

0.06 

0.84 

- 

0.1600 

- 

- 

0.003 

0.163 

0.163 

0.616 

0.031 

0.585 

0.860 

146.90 

Over Exploited 

Kalandar Garh 

0829000903672600 

0.07 

0.04 

284.03 

0.04 

0.01 

0.05 

0.06 

0.83 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.086 

0.004 

0.082 

0.263 

320.74 

Over Exploited 

Kalyanpura 

0829000903673500 

0.08 

0.14 

164.24 

0.16 

0.01 

0.17 

0.06 

0.84 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.205 

0.010 

0.195 

0.275 

141.32 

Over Exploited 

Kamlahera 

0829000903677800 

0.07 

0.09 

141.46 

0.11 

0.01 

0.12 

0.06 

0.84 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.135 

0.007 

0.128 

0.186 

144.98 

Over Exploited 

Kanpura 

0829000503616700 

0.08 

0.00 

13,901.22 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 


0829000903669000 

0.08 

0.04 

592.31 

0.05 

- 

0.05 

0.04 

0.47 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.058 

0.003 

0.055 

0.107 

193.32 

Over Exploited 



0.07 

0.02 

791.43 

0.02 

0.00 

0.02 

0.02 

0.31 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.039 

0.002 

0.037 

0.070 

189.18 

Over Exploited 

Karthana 

0829000903669700 

0.08 

0.31 

186.42 

0.37 

0.03 

0.40 

0.06 

0.83 

- 

0.1000 

- 

- 

0.005 

0.105 

0.105 

0.505 

0.025 

0.480 

0.886 

184.69 

Over Exploited 

Karunda 

0829001003682800 

0.04 

0.06 

1,196.37 

0.07 

0.02 

0.09 

0.02 

0.30 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.190 

0.010 

0.181 

0.521 

287.93 

Over Exploited 



0.06 

0.34 

443.08 

0.41 

0.04 

0.45 

0.04 

0.57 

- 

0.1800 

- 

- 

- 

0.180 

0.180 

0.634 

0.032 

0.602 

1.008 

167.37 

Over Exploited 

Keli 

0829000903678100 

0.08 

1.17 

196.06 

1.41 

0.10 

1.50 

0.06 

0.81 

- 

0.2600 

- 

- 

0.012 

0.272 

0.272 

1.776 

0.089 

1.687 

2.382 

141.22 

Over Exploited 



0.07 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Keljarka Khera 

0829000503613900 

0.08 

0.00 

378,503.93 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kesharpura 

0829000503614800 

0.08 

0.03 

191.25 

0.04 

- 

0.04 

0.04 

0.52 

- 

- 

- 

- 

- 

- 

- 

0.036 

0.002 

0.034 

0.029 

83.84 

Semi Critical 

Kesunda 

0829001003683300 

0.04 

0.28 

177.21 

0.34 

0.03 

0.37 

0.05 

0.67 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.447 

0.022 

0.424 

0.782 

184.21 

Over Exploited 

Khara 

0829000903668700 

0.07 

0.03 

44.64 

0.04 

0.06 

0.10 

0.06 

0.78 

- 

0.0100 

- 

- 

0.087 

0.097 

0.097 

0.197 

0.010 

0.187 

0.060 

32.26 

Safe 

Khera Jadeed 

0829000903674500 

0.07 

0.27 

161.11 

0.32 

0.02 

0.34 

0.06 

0.83 

- 

0.0700 

- 

- 

0.001 

0.071 

0.071 

0.411 

0.021 

0.391 

0.610 

156.07 

Over Exploited 

Khera Kesunda 

0829001003683200 

0.04 

0.09 

146.51 

0.10 

0.01 

0.11 

0.06 

0.85 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.142 

0.007 

0.135 

0.315 

232.74 

Over Exploited 

Kherabad 

0829000903674400 

0.07 

0.07 

202.02 

0.09 

0.01 

0.10 

0.06 

0.84 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.128 

0.006 

0.122 

0.300 

246.18 

Over Exploited 

Kheri Aryanagar 

0829001003682600 

0.06 

0.14 

274.25 

0.17 

0.01 

0.18 

0.06 

0.86 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.249 

0.012 

0.237 

0.403 

170.07 

Over Exploited 

Kheri Kundal 

0829001003682100 

0.05 

0.00 

10,594.47 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.016 

4,855.44 

Over Exploited 



0.06 

0.00 

1,889.99 

0.00 

- 

0.00 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.032 

695.52 

Over Exploited 

Kishanpura 

0829000903676300 

0.07 

0.14 

133.16 

0.16 

0.11 

0.27 

0.06 

0.83 

- 

0.0500 

- 

- 

0.135 

0.185 

0.185 

0.459 

0.023 

0.436 

0.452 

103.72 

Over Exploited 

Kotri Kalan 

0829000903677400 

0.07 

0.26 

143.86 

0.31 

0.02 

0.33 

0.06 

0.83 

- 

0.0700 

- 

- 

0.003 

0.073 

0.073 

0.406 

0.020 

0.386 

0.654 

169.62 

Over Exploited 

Kotri Khurd 

0829000903677300 

0.07 

0.20 

135.17 

0.24 

0.02 

0.26 

0.06 

0.83 

- 

0.0600 

- 

- 

0.003 

0.063 

0.063 

0.320 

0.016 

0.304 

0.506 

166.12 

Over Exploited 

Kuri Khera 

0829000903668900 

0.07 

0.04 

(40.15) 

0.03 

0.07 

0.10 

0.06 

0.78 

- 

- 

- 

- 

0.099 

0.099 

0.099 

0.197 

0.010 

0.187 

0.003 

1.36 

Safe 

Laxmipura 

0829000903669900 

0.08 

0.00 

6,553.49 

0.00 

- 

0.00 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.027 

272.34 

Over Exploited 

Madhya Kheri 

0829000903669400 

0.08 

0.15 

224.07 

0.18 

0.02 

0.20 

0.06 

0.81 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.252 

0.013 

0.239 

0.453 

189.35 

Over Exploited 



0.07 

0.00 

214,266.18 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Makan Pura 

0829000903676400 

0.07 

0.16 

119.99 

0.19 

0.10 

0.30 

0.06 

0.83 

- 

0.0400 

- 

- 

0.141 

0.181 

0.181 

0.479 

0.024 

0.455 

0.338 

74.22 

Semi Critical 

Malakpura 

0829000903676800 

0.07 

0.19 

138.82 

0.23 

0.00 

0.23 

0.06 

0.85 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.251 

0.013 

0.239 

0.125 

52.49 

Safe 

Malawada 

0829001003691600 

0.04 

0.01 

1,860.81 

0.02 

0.01 

0.03 

0.01 

0.19 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.045 

0.002 

0.043 

0.152 

355.34 

Over Exploited 

Manda Gulfaroshan 

0829000903673100 

0.07 

0.24 

186.50 

0.28 

0.03 

0.31 

0.06 

0.84 

- 

0.1000 

- 

- 

0.000 

0.100 

0.100 

0.413 

0.021 

0.392 

0.883 

225.18 

Over Exploited 

Mandla Charan 

0829000903675000 

0.07 

0.18 

446.64 

0.21 

0.04 

0.25 

0.03 

0.40 

- 

0.0400 

- 

- 

0.040 

0.080 

0.080 

0.328 

0.016 

0.312 

0.380 

121.84 

Over Exploited 

Mangrol 

0829000903667300 

0.08 

0.00 

16,117.60 

0.00 

- 

0.00 

0.00 

0.02 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.021 

0.001 

0.020 

0.120 

605.90 

Over Exploited 

Marjeevi 

0829000903677100 

0.07 

0.84 

146.66 

1.00 

0.05 

1.06 

0.06 

0.84 

- 

0.2400 

- 

- 

0.006 

0.247 

0.247 

1.305 

0.065 

1.239 

1.352 

109.05 

Over Exploited 

Mewasa 

0829000903668100 

0.07 

0.19 

376.00 

0.23 

0.02 

0.25 

0.05 

0.61 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

0.360 

0.018 

0.342 

0.615 

179.98 

Over Exploited 

Modji Ka Khera 

0829000503613500 

0.08 

0.08 

199.77 

0.09 

- 

0.09 

0.04 

0.57 

- 

- 

- 

- 

- 

- 

- 

0.092 

0.005 

0.087 

0.013 

15.07 

Safe 

Motha 

0829000903667700 

0.07 

0.27 

52.85 

0.32 

0.43 

0.75 

0.06 

0.74 

- 

0.0500 

- 

- 

0.612 

0.662 

0.662 

1.409 

0.070 

1.339 

0.462 

34.51 

Safe 

Motipura 

0829001003682000 

0.05 

0.00 

33,962.77 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

11,598.22 

Over Exploited 



0.06 

0.06 

476.00 

0.07 

- 

0.07 

0.04 

0.57 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.091 

0.005 

0.087 

0.135 

156.13 

Over Exploited 

Nalda 

0829000503616300 

0.08 

0.04 

141.90 

0.05 

- 

0.05 

0.05 

0.68 

- 

- 

- 

- 

- 

- 

- 

0.047 

0.002 

0.044 

0.023 

51.09 

Safe 

Narani 

0829001003692400 

0.04 

0.08 

321.09 

0.10 

0.01 

0.11 

0.05 

0.70 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.147 

0.007 

0.140 

0.344 

245.43 

Over Exploited 

Nardiya 

0829000903672400 

0.07 

0.07 

171.05 

0.09 

0.00 

0.09 

0.06 

0.82 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.103 

0.005 

0.098 

0.105 

106.39 

Over Exploited 

Narsa Kheri 

0829000903676700 

0.07 

0.04 

339.69 

0.05 

0.02 

0.07 

0.06 

0.85 

- 

0.0500 

- 

- 

0.000 

0.050 

0.050 

0.123 

0.006 

0.117 

0.456 

389.13 

Over Exploited 

Narsingh Garh 

0829000903676500 

0.07 

0.30 

152.55 

0.36 

0.02 

0.39 

0.06 

0.83 

- 

0.0500 

- 

- 

0.003 

0.053 

0.053 

0.440 

0.022 

0.418 

0.468 

111.93 

Over Exploited 

Nawabpura 

0829000903664900 

0.07 

0.00 

190,812.05 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nimbahera (M) 

0829000942905000 

0.08 

0.97 

648.40 

1.16 

0.15 

1.31 

0.05 

0.67 

- 

0.3700 

- 

- 

0.045 

0.415 

0.415 

1.729 

0.086 

1.643 

15.133 

921.34 

Over Exploited 



0.07 

0.05 

2,977.00 

0.06 

0.04 

0.10 

0.01 

0.16 

- 

0.0800 

- 

- 

0.008 

0.088 

0.088 

0.184 

0.009 

0.175 

3.617 

2,064.53 

Over Exploited 

Peepaliya Kalan 

0829000903673400 

0.08 

0.18 

224.38 

0.22 

0.03 

0.25 

0.06 

0.84 

- 

0.1000 

- 

- 

0.001 

0.101 

0.101 

0.347 

0.017 

0.330 

0.861 

261.32 

Over Exploited 

Pemandiya Khera 

0829000903668000 

0.07 

0.00 

124,706.10 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Phootwal 

0829000903668500 

0.07 

0.01 

672.92 

0.01 

- 

0.01 

0.03 

0.41 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.009 

0.044 

505.80 

Over Exploited 

Pratappura 

0829001003682300 

0.06 

0.26 

252.55 

0.31 

0.02 

0.33 

0.06 

0.85 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.376 

0.019 

0.357 

0.422 

118.16 

Over Exploited 

Raj pura 

0829001003682200 

0.06 

0.00 

2,112.30 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.018 

459.80 

Over Exploited 

Ramgarh 

0829000903667600 

0.08 

0.00 

13,648.34 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.027 

13,315.00 

Over Exploited 



0.07 

0.02 

710.04 

0.02 

0.01 

0.03 

0.04 

0.51 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.050 

0.003 

0.048 

0.219 

457.91 

Over Exploited 

Ranchhor Pura 

0829000903672100 

0.07 

0.02 

489.13 

0.03 

0.00 

0.03 

0.03 

0.40 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.041 

0.002 

0.039 

0.063 

160.75 

Over Exploited 

Rani Khera 

0829000903672800 

0.07 

0.30 

196.25 

0.36 

0.04 

0.41 

0.06 

0.83 

- 

0.1300 

- 

- 

0.002 

0.132 

0.132 

0.538 

0.027 

0.511 

1.211 

237.11 

Over Exploited 

Rathajana 

0829000903669300 

0.08 

0.07 

945.56 

0.08 

0.02 

0.10 

0.02 

0.27 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.153 

0.008 

0.145 

0.416 

287.31 

Over Exploited 



0.07 

0.23 

254.68 

0.28 

0.24 

0.53 

0.04 

0.53 

- 

0.0800 

- 

- 

0.322 

0.402 

0.402 

0.927 

0.046 

0.881 

0.727 

82.55 

Semi Critical 

Rughnathpura 

0829001003681900 

0.05 

0.00 

6,297.14 

0.00 

- 

0.00 

0.01 

0.13 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.022 

0.001 

0.021 

0.086 

403.61 

Over Exploited 



0.06 

0.04 

767.14 

0.05 

0.01 

0.06 

0.04 

0.50 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.108 

0.005 

0.102 

0.278 

271.62 

Over Exploited 

Sagwariya 

0829000903674700 

0.07 

0.20 

136.61 

0.24 

0.01 

0.25 

0.06 

0.83 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.268 

0.013 

0.255 

0.177 

69.40 

Safe 

Sajanpur 

0829000903676000 

0.07 

0.10 

202.05 

0.12 

0.01 

0.13 

0.06 

0.81 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.162 

0.008 

0.154 

0.259 

168.32 

Over Exploited 

Sakai Ka Khera 

0829000503614700 

0.08 

0.01 

143.60 

0.01 

- 

0.01 

0.04 

0.51 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.012 

0.014 

120.32 

Over Exploited 

Sankariya 

0829000903671700 

0.07 

0.21 

182.36 

0.25 

0.03 

0.28 

0.06 

0.84 

- 

0.0800 

- 

- 

0.000 

0.080 

0.080 

0.365 

0.018 

0.347 

0.715 

206.07 

Over Exploited 

Sankera 

0829000503617000 

0.08 

0.00 

507,952.07 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sankhlon Ka Khera 

0829000903667400 

0.08 

0.16 

279.85 

0.20 

0.01 

0.21 

0.06 

0.77 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.256 

0.013 

0.243 

0.255 

104.90 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Sanpaliya 

0829000903672900 

1.693 

Fresh 

Non-command 

Non-command 

Shale 

1.693 

7.97 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.27 

0.27 

0.32 

0.005 

0.77 

0.79 


Sanpaliya Kheri 

0829000903673000 

1.735 

Fresh 

Non-command 

Non-command 

Shale 

1.735 

7.90 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.24 

0.23 

0.11 

0.006 

0.78 

0.79 


Sarlai 

0829000903677200 

4.010 

Fresh 

Non-command 

Non-command 

Shale 

4.010 

6.87 

0.015 

0.14 

0.02 

0.00 

0.00 

0.00 

0.53 

0.54 

0.54 

0.013 

0.78 

0.77 


Segwa 

0829000903673600 

1.794 

Fresh 

Non-command 

Non-command 

Limestone 

1.794 

7.07 

0.020 

0.15 

0.02 

0.00 

0.00 

0.00 

0.38 

0.37 

0.59 

0.006 

0.78 

0.80 


Semaliya 

0829000903674300 

2.972 

Fresh 

Non-command 

Non-command 

Limestone 

0.247 

7.60 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.05 

0.001 

0.06 

0.07 







Non-command 

Shale 

2.725 

7.60 

0.015 

0.12 

0.02 

0.00 

0.00 

0.00 

0.41 

0.40 

0.46 

0.009 

0.71 

0.74 


Semarda 

0829001003683800 

3.896 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.407 

7.07 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.42 

0.44 

0.27 

0.008 

0.71 

0.68 


Semarthali 

0829001003684000 

11.401 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.484 

7.18 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.31 

0.32 

0.19 

0.006 

0.18 

0.17 







Non-command 

Shale 

8.847 

7.18 

0.020 

0.17 

0.03 

0.00 

0.00 

0.00 

1.41 

1.47 

0.67 

0.022 

0.63 

0.60 


Shahbad 

0829000903667500 

1.728 

Fresh 

Non-command 

Non-command 

Limestone 

1.172 

7.02 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.19 

0.28 

0.16 

0.004 

0.49 

0.34 







Non-command 

Shale 

0.006 

7.02 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Shobhawali 

0829000903677500 

2.437 

Fresh 

Non-command 

Non-command 

Shale 

2.437 

7.59 

0.015 

0.09 

0.01 

0.00 

0.00 

0.00 

0.36 

0.35 

0.33 

0.008 

0.78 

0.79 


Sigri 

0829000903673300 

1.995 

Fresh 

Non-command 

Non-command 

Limestone 

1.995 

7.37 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.35 

0.34 

0.27 

0.006 

0.78 

0.81 


Siyalkund 

0829000503613700 

1.442 

Fresh 

Non-command 

Non-command 

Shale 

1.442 

5.97 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.17 

0.02 

0.005 

0.71 

0.58 


Solatpur 

0829000903672700 

2.096 

Fresh 

Non-command 

Non-command 

Shale 

2.096 

8.18 

0.015 

0.05 

0.01 

0.00 

0.00 

0.03 

0.26 

0.26 

0.18 

0.007 

0.77 

0.78 


Soobi 

0829001003692200 

6.640 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.010 

3.50 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Tai 

0829000903665100 

5.501 

Fresh 

Non-command 

Non-command 

Shale 

0.092 

7.01 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.01 

0.01 


Tumba 

0829000903668800 

0.806 

Fresh 

Non-command 

Non-command 

Shale 

0.806 

7.01 

0.015 

0.01 

0.00 

0.00 

0.00 

0.07 

0.03 

0.04 

0.02 

0.003 

0.72 

0.50 


Udpura 

0829000503616900 

2.934 

Fresh 

Non-command 

Non-command 

Shale 

2.325 

6.87 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.29 

0.41 

0.24 

0.008 

0.57 

0.41 


Uncha 

0829000903672000 

3.040 

Fresh 

Non-command 

Non-command 

Shale 

2.402 

8.53 

0.015 

0.06 

0.01 

0.00 

0.00 

0.01 

0.35 

0.35 

0.22 

0.008 

0.60 

0.61 

07002030 

Bobla Kalan 

0829000503601700 

5.993 

Fresh 

Non-command 

Non-command 

Shale 

0.413 

4.95 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.001 

0.04 

0.04 


Chanpuriya 

0829000303551500 

2.406 

Fresh 

Non-command 

Non-command 

Shale 

0.592 

5.93 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.01 

0.000 

0.13 

0.13 






Orai 

Command 

Shale 

0.111 

5.93 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.02 


Chhapiya Kheri 

0829000503600500 

2.575 

Fresh 

Bassi 

Command 

Shale 

0.530 

4.22 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.03 

0.002 

0.11 

0.11 


Dahee Khera 

0829000503600900 

2.369 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.001 

4.94 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Shale 

0.069 

4.94 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.02 

0.02 






Orai 

Command 

Shale 

0.590 

4.94 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.04 

0.002 

0.13 

0.13 






Bassi 

Command 

Gneisses(B.G.C) 

0.053 

4.94 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Command 

Shale 

1.656 

4.94 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.15 

0.11 

0.006 

0.37 

0.38 


Dekri Khera 

0829000303551600 

2.955 

Fresh 

Non-command 

Non-command 

Shale 

0.233 

5.98 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.000 

0.04 

0.04 






Orai 

Command 

Shale 

0.019 

5.98 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dholi 

0829000203542900 

4.332 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.039 

6.21 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 






Orai 

Command 

Gneisses(B.G.C) 

0.069 

6.21 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 






Bassi 

Command 

Gneisses(B.G.C) 

0.019 

6.21 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Duwawa 

0829000503600700 

3.307 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.001 

5.31 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Bassi 

Command 

Gneisses(B.G.C) 

2.358 

5.31 

0.012 

0.05 

0.01 

0.00 

0.00 

0.00 

0.18 

0.18 

0.18 

0.008 

0.38 

0.39 







Command 

Shale 

0.598 

5.31 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.07 

0.002 

0.10 

0.10 


Gopalpura 

0829000303551700 

1.348 

Fresh 

Non-command 

Non-command 

Shale 

0.423 

6.04 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.06 

0.000 

0.17 

0.17 






Orai 

Command 

Shale 

0.840 

6.04 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.10 

0.10 

0.13 

0.000 

0.33 

0.34 


Haripura 

0829000303551000 

1.300 

Fresh 

Orai 

Command 

Shale 

1.300 

6.03 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.14 

0.14 

0.13 

0.000 

0.53 

0.54 


Jaisinghpura 

0829000503601100 

2.022 

Fresh 

Bassi 

Command 

Shale 

2.013 

5.04 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.15 

0.01 

0.007 

0.53 

0.54 


Jodhpuriya 

0829000303551200 

2.739 

Fresh 

Orai 

Command 

Shale 

2.739 

5.86 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.28 

0.28 

0.22 

0.000 

0.53 

0.54 


Kundaliya 

0829000303551800 

0.406 

Fresh 

Non-command 

Non-command 

Shale 

0.196 

6.04 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.000 

0.26 

0.26 






Orai 

Command 

Shale 

0.118 

6.04 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.16 

0.16 


Lohariya 

0829000303549200 

3.592 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.010 

4.35 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Orai 

Command 

Gneisses(B.G.C) 

0.183 

4.35 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.03 

0.03 


Meghpura 

0829000503601300 

4.665 

Fresh 

Non-command 

Non-command 

Shale 

1.662 

5.98 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.14 

0.00 

0.006 

0.19 

0.19 






Orai 

Command 

Shale 

0.678 

5.98 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.00 

0.002 

0.08 

0.08 






Bassi 

Command 

Shale 

0.663 

5.98 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.00 

0.002 

0.08 

0.08 


Mewasa 

0829000503601600 

3.558 

Fresh 

Non-command 

Non-command 

Shale 

0.005 

5.55 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Palka 

0829000503601400 

12.717 

Fresh 

Non-command 

Non-command 

Shale 

3.817 

5.25 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.31 

0.31 

0.03 

0.013 

0.16 

0.16 






Bassi 

Command 

Shale 

2.822 

5.25 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.23 

0.02 

0.010 

0.12 

0.12 


Pat Kalan 

0829000303551900 

6.152 

Fresh 

Non-command 

Non-command 

Shale 

0.441 

6.00 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.00 

0.000 

0.04 

0.04 


Raipuriya 

0829000303551100 

1.099 

Fresh 

Non-command 

Non-command 

Shale 

0.110 

6.03 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.05 

0.05 






Orai 

Command 

Shale 

0.989 

6.03 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.02 

0.000 

0.48 

0.49 


Rajgarh 

0829000303550500 

6.809 

Fresh 

Orai 

Command 

Shale 

0.107 

3.55 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 


Ratanpura 

0829000303550600 

3.703 

Fresh 

Orai 

Command 

Shale 

1.397 

4.11 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.03 

0.000 

0.20 

0.20 


Sahara 

0829000303550800 

2.517 

Fresh 

Non-command 

Non-command 

Shale 

0.009 

4.56 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Orai 

Command 

Gneisses(B.G.C) 

0.775 

4.56 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.04 

0.000 

0.16 

0.17 







Command 

Shale 

1.003 

4.56 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.04 

0.000 

0.21 

0.22 


Sandiya 

0829000203543100 

4.052 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.006 

6.36 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Orai 

Command 

Gneisses(B.G.C) 

0.002 

6.36 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Bassi 

Command 

Gneisses(B.G.C) 

0.357 

6.36 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.001 

0.05 

0.05 


Siyaliya 

0829000503601200 

2.993 

Fresh 

Non-command 

Non-command 

Shale 

0.121 

5.90 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.02 






Orai 

Command 

Shale 

1.063 

5.90 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.01 

0.004 

0.19 

0.19 






Bassi 

Command 

Shale 

1.809 

5.90 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.16 

0.01 

0.006 

0.32 

0.33 


Sokya 

0829000503600800 

2.331 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.100 

5.11 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 







Non-command 

Shale 

0.000 

5.11 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Sanpaliya 

0829000903672900 

0.07 

0.09 

191.40 

0.11 

0.01 

0.12 

0.06 

0.83 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.160 

0.008 

0.152 

0.322 

212.06 

Over Exploited 

Sanpaliya Kheri 

0829000903673000 

0.07 

0.09 

144.05 

0.11 

- 

0.11 

0.06 

0.83 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.123 

0.006 

0.117 

0.119 

101.44 

Over Exploited 

Sarlai 

0829000903677200 

0.07 

0.22 

145.53 

0.26 

0.02 

0.28 

0.06 

0.84 

- 

0.0600 

- 

- 

0.002 

0.062 

0.062 

0.346 

0.017 

0.328 

0.549 

167.21 

Over Exploited 

Segwa 

0829000903673600 

0.08 

0.11 

231.74 

0.13 

0.02 

0.16 

0.06 

0.84 

- 

0.0700 

- 

- 

0.002 

0.072 

0.072 

0.228 

0.011 

0.217 

0.599 

276.37 

Over Exploited 

Semaliya 

0829000903674300 

0.08 

0.00 

3,502.41 

0.00 

- 

0.00 

0.00 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.054 

490.80 

Over Exploited 



0.07 

0.14 

192.89 

0.16 

0.02 

0.18 

0.05 

0.77 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.233 

0.012 

0.222 

0.472 

212.88 

Over Exploited 

Semarda 

0829001003683800 

0.04 

0.10 

353.87 

0.12 

0.01 

0.13 

0.05 

0.76 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.156 

0.008 

0.148 

0.282 

190.85 

Over Exploited 

Semarthali 

0829001003684000 

0.04 

0.02 

1,727.77 

0.02 

0.01 

0.03 

0.01 

0.19 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.051 

0.003 

0.048 

0.191 

394.46 

Over Exploited 



0.06 

0.35 

314.05 

0.43 

0.03 

0.46 

0.05 

0.67 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.535 

0.027 

0.508 

0.689 

135.48 

Over Exploited 

Shahbad 

0829000903667500 

0.08 

0.05 

509.22 

0.06 

0.01 

0.07 

0.04 

0.53 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.088 

0.004 

0.084 

0.165 

197.05 

Over Exploited 



0.07 

0.00 

85,853.94 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Shobhawali 

0829000903677500 

0.07 

0.13 

163.24 

0.16 

0.01 

0.17 

0.06 

0.83 

- 

0.0400 

- 

- 

0.003 

0.044 

0.044 

0.215 

0.011 

0.204 

0.340 

166.58 

Over Exploited 

Sigri 

0829000903673300 

0.08 

0.12 

175.50 

0.15 

0.01 

0.16 

0.06 

0.84 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.189 

0.009 

0.180 

0.278 

154.91 

Over Exploited 

Siyalkund 

0829000503613700 

0.08 

0.08 

102.71 

0.10 

0.00 

0.10 

0.06 

0.77 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.103 

0.005 

0.098 

0.022 

22.38 

Safe 

Solatpur 

0829000903672700 

0.07 

0.11 

129.93 

0.14 

0.04 

0.18 

0.06 

0.83 

- 

0.0200 

- 

- 

0.050 

0.070 

0.070 

0.249 

0.012 

0.237 

0.190 

80.18 

Semi Critical 

Soobi 

0829001003692200 

0.04 

0.00 

101,938.50 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Tai 

0829000903665100 

0.07 

0.00 

17,937.28 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.015 

17,412.57 

Over Exploited 

Tumba 

0829000903668800 

0.07 

0.04 

(4.16) 

0.04 

0.07 

0.11 

0.06 

0.78 

- 

- 

- 

- 

0.102 

0.102 

0.102 

0.208 

0.010 

0.198 

0.025 

12.44 

Safe 

Udpura 

0829000503616900 

0.08 

0.11 

491,499.96 

0.13 

0.01 

0.14 

0.05 

0.62 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.181 

0.009 

0.172 

0.246 

143.39 

Over Exploited 

Uncha 

0829000903672000 

0.07 

0.10 

242.22 

0.12 

0.02 

0.14 

0.05 

0.65 

- 

0.0200 

- 

- 

0.008 

0.028 

0.028 

0.166 

0.008 

0.158 

0.227 

143.97 

Over Exploited 

Bobla Kalan 

0829000503601700 

0.08 

0.00 

2,328.38 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.008 

591.83 

Over Exploited 

Chanpuriya 

0829000303551500 

0.04 

0.00 

1,572.87 

0.00 

- 

0.00 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.010 

281.66 

Over Exploited 



0.04 

0.00 

8,844.65 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0006 

0.0008 

- 

0.001 

0.001 

0.002 

0.000 

0.001 

- 

- 

Safe 

Chhapiya Kheri 

0829000503600500 

0.08 

0.00 

798.81 

0.01 

- 

0.01 

0.01 

0.12 

- 

0.0100 

0.0071 

0.0069 

- 

0.024 

0.024 

0.030 

0.001 

0.028 

0.035 

123.19 

Over Exploited 

Dahee Khera 

0829000503600900 

0.06 

0.00 

946,930.04 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

5,505.05 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

7,117.99 

Over Exploited 



0.08 

0.01 

725.31 

0.01 

- 

0.01 

0.01 

0.15 

- 

0.0100 

0.0029 

0.0028 

- 

0.016 

0.016 

0.023 

0.001 

0.022 

0.042 

188.78 

Over Exploited 



0.06 

0.00 

7,916.69 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0007 

0.0007 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.004 

304.56 

Over Exploited 



0.08 

0.05 

197.69 

0.06 

- 

0.06 

0.03 

0.41 

- 

0.0200 

0.0223 

0.0214 

- 

0.064 

0.064 

0.125 

0.006 

0.118 

0.120 

101.11 

Over Exploited 

Dekri Khera 

0829000303551600 

0.04 

0.00 

7,666.87 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.024 

5,361.08 

Over Exploited 



0.04 

0.00 

63,161.37 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Dholi 

0829000203542900 

0.04 

0.00 

36,338.13 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

58,700.90 

Over Exploited 



0.04 

0.00 

20,675.39 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0003 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.005 

879.43 

Over Exploited 



0.04 

0.00 

73,964.72 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0002 

0.0002 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Duwawa 

0829000503600700 

0.06 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.05 

228.48 

0.06 

0.01 

0.08 

0.03 

0.42 

- 

0.0200 

0.0254 

0.0305 

0.007 

0.083 

0.083 

0.163 

0.008 

0.155 

0.189 

122.34 

Over Exploited 



0.08 

0.00 

1,310.54 

0.01 

- 

0.01 

0.01 

0.11 

- 

0.0100 

0.0064 

0.0077 

- 

0.024 

0.024 

0.030 

0.001 

0.028 

0.075 

264.16 

Over Exploited 

Gopalpura 

0829000303551700 

0.04 

0.00 

1,935.54 

0.00 

- 

0.00 

0.02 

0.18 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.013 

0.062 

487.20 

Over Exploited 



0.04 

0.01 

748.81 

0.01 

0.01 

0.02 

0.03 

0.36 

- 

0.0200 

0.0049 

0.0059 

- 

0.031 

0.031 

0.054 

0.003 

0.052 

0.125 

242.63 

Over Exploited 

Haripura 

0829000303551000 

0.04 

0.03 

388.54 

0.03 

0.01 

0.04 

0.05 

0.58 

- 

0.0200 

0.0076 

0.0092 

0.001 

0.038 

0.038 

0.081 

0.004 

0.077 

0.130 

168.37 

Over Exploited 

Jaisinghpura 

0829000503601100 

0.08 

0.09 

69.61 

0.11 

0.00 

0.11 

0.05 

0.58 

- 

- 

0.0271 

0.0261 

0.003 

0.056 

0.056 

0.163 

0.008 

0.155 

0.015 

9.63 

Safe 

Jodhpuriya 

0829000303551200 

0.04 

0.06 

372.42 

0.07 

0.01 

0.08 

0.05 

0.58 

- 

0.0400 

0.0160 

0.0193 

0.002 

0.077 

0.077 

0.159 

0.008 

0.151 

0.216 

143.02 

Over Exploited 

Kundaliya 

0829000303551800 

0.04 

0.00 

769.11 

0.00 

0.00 

0.00 

0.02 

0.28 

- 

- 

- 

- 

0.000 

- 

- 

0.002 

0.000 

0.002 

0.014 

603.21 

Over Exploited 



0.04 

0.00 

1,340.80 

0.00 

- 

0.00 

0.01 

0.17 

- 

- 

0.0006 

0.0006 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.010 

530.87 

Over Exploited 

Lohariya 

0829000303549200 

0.04 

0.00 

100,022.72 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.04 

0.00 

5,675.50 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0009 

0.0009 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.006 

308.81 

Over Exploited 

Meghpura 

0829000503601300 

0.08 

0.03 

451.79 

0.03 

0.00 

0.04 

0.02 

0.21 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.043 

0.002 

0.041 

0.006 

13.97 

Safe 



0.08 

0.00 

1,293.38 

0.01 

0.00 

0.01 

0.01 

0.08 

- 

- 

0.0033 

0.0032 

0.000 

0.007 

0.007 

0.012 

0.001 

0.011 

0.002 

20.69 

Safe 



0.08 

0.00 

1,321.81 

0.00 

0.00 

0.01 

0.01 

0.08 

- 

- 

0.0089 

0.0086 

0.000 

0.018 

0.018 

0.023 

0.001 

0.022 

0.002 

10.30 

Safe 

Mewasa 

0829000503601600 

0.08 

0.00 

125,810.21 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Palka 

0829000503601400 

0.08 

0.05 

513.57 

0.06 

- 

0.06 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.060 

0.003 

0.057 

0.038 

66.72 

Safe 



0.08 

0.03 

739.12 

0.03 

- 

0.03 

0.01 

0.13 

- 

- 

0.0379 

0.0365 

- 

0.075 

0.075 

0.107 

0.005 

0.102 

0.027 

26.17 

Safe 

Pat Kalan 

0829000303551900 

0.04 

0.00 

5,711.94 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

- 

- 

Safe 

Raipuriya 

0829000303551100 

0.04 

0.00 

4,088.36 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.04 

0.02 

365.49 

0.02 

- 

0.02 

0.04 

0.52 

- 

- 

0.0058 

0.0070 

- 

0.013 

0.013 

0.036 

0.002 

0.034 

0.019 

56.16 

Safe 

Rajgarh 

0829000303550500 

0.04 

0.00 

15,539.16 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0006 

0.0008 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.005 

364.75 

Over Exploited 

Ratanpura 

0829000303550600 

0.04 

0.01 

719.58 

0.01 

0.00 

0.02 

0.02 

0.22 

- 

0.0100 

0.0082 

0.0098 

0.004 

0.032 

0.032 

0.048 

0.002 

0.046 

0.029 

62.95 

Safe 

Sahara 

0829000303550800 

0.04 

0.00 

94,952.21 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.04 

0.01 

1,095.99 

0.01 

- 

0.01 

0.02 

0.18 

- 

0.0100 

0.0038 

0.0036 

- 

0.017 

0.017 

0.024 

0.001 

0.022 

0.036 

160.23 

Over Exploited 



0.04 

0.01 

798.25 

0.01 

0.00 

0.01 

0.02 

0.23 

- 

0.0100 

0.0049 

0.0047 

0.002 

0.021 

0.021 

0.032 

0.002 

0.031 

0.038 

123.10 

Over Exploited 

Sandiya 

0829000203543100 

0.04 

0.00 

226,566.41 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

601,672.91 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

3,737.66 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

0.0038 

0.0046 

- 

0.009 

0.009 

0.009 

0.000 

0.009 

0.011 

127.61 

Over Exploited 

Siyaliya 

0829000503601200 

0.08 

0.00 

4,819.92 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.02 

463.45 

0.02 

- 

0.02 

0.02 

0.21 

- 

- 

0.0052 

0.0050 

- 

0.010 

0.010 

0.030 

0.002 

0.029 

0.012 

40.88 

Safe 



0.08 

0.05 

229.94 

0.06 

0.00 

0.06 

0.03 

0.35 

- 

- 

0.0243 

0.0234 

0.001 

0.048 

0.048 

0.106 

0.005 

0.101 

0.014 

14.09 

Safe 

Sokya 

0829000503600800 

0.06 

0.00 

3,390.90 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.003 

0.000 

0.003 

0.004 

160.49 

Over Exploited 



0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 






Orai 

Command 

Gneisses(B.G.C) 

1.273 

5.11 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.07 

0.004 

0.29 

0.30 







Command 

Shale 

0.853 

5.11 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.07 

0.003 

0.20 

0.20 






Bassi 

Command 

Gneisses(B.G.C) 

0.061 

5.11 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Sultanpura 

082900030355140C 

2.975 

Fresh 

Non-command 

Non-command 

Shale 

0.113 

5.45 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.02 

0.02 






Orai 

Command 

Shale 

0.640 

5.45 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.02 

0.000 

0.11 

0.12 


Suwawa 

082900050360100C 

4.229 

Fresh 

Non-command 

Non-command 

Shale 

0.135 

5.27 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.02 






Orai 

Command 

Shale 

0.639 

5.27 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.00 

0.002 

0.08 

0.08 






Bassi 

Command 

Shale 

3.455 

5.27 

0.015 

0.00 

0.00 

0.00 

0.00 

0.04 

0.23 

0.23 

0.00 

0.012 

0.44 

0.44 


Takhatpura 

0829000303551300 

0.428 

Fresh 

Orai 

Command 

Shale 

0.407 

5.77 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.03 

0.000 

0.51 

0.51 


Torniya 

0829000303550900 

1.676 

Fresh 

Non-command 

Non-command 

Shale 

0.131 

5.85 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.04 

0.04 






Orai 

Command 

Shale 

1.519 

5.85 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.16 

0.16 

0.16 

0.000 

0.48 

0.49 






Bassi 

Command 

Shale 

0.026 

5.85 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 

07002031 

Abhaypur 

0829000303552100 

0.214 

Fresh 

Non-command 

Non-command 

Shale 

0.058 

5.66 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.14 

0.15 


Achalpura 

0829000503614400 

0.814 

Fresh 

Non-command 

Non-command 

Shale 

0.611 

5.26 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.03 

0.002 

0.52 

0.52 


Amar Pura 

0829000503615800 

1.781 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.771 

5.77 

0.014 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.10 

0.14 

0.003 

0.30 

0.26 







Non-command 

Shale 

0.911 

5.77 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.12 

0.16 

0.003 

0.35 

0.31 


Amlee Ka Khera 

0829000503602000 

1.537 

Fresh 

Non-command 

Non-command 

Shale 

1.533 

5.63 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.15 

0.08 

0.005 

0.54 

0.55 


Arjunpura 

0829000503603500 

1.923 

Fresh 

Non-command 

Non-command 

Shale 

1.875 

5.53 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.19 

0.18 

0.11 

0.006 

0.58 

0.59 


Bageriya 

0829000503615100 

0.541 

Fresh 

Non-command 

Non-command 

Shale 

0.541 

5.82 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.12 

0.13 

0.32 

0.002 

0.67 

0.62 


Banda @ Ganeshpura 

0829000503602500 

1.515 

Fresh 

Non-command 

Non-command 

Shale 

1.476 

5.52 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.14 

0.09 

0.005 

0.53 

0.53 


Bangera Ghata 

0829000903679300 

7.228 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.017 

6.01 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Baori Khera 

0829000503602400 

1.021 

Fresh 

Non-command 

Non-command 

Shale 

0.982 

5.72 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.12 

0.12 

0.19 

0.003 

0.53 

0.53 


Barawali 

0829000903678500 

6.682 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.154 

6.27 

0.020 

0.15 

0.02 

0.00 

0.00 

0.01 

0.64 

0.82 

0.57 

0.013 

0.45 

0.35 


Barkhera 

0829000503605400 

0.736 

Fresh 

Non-command 

Non-command 

Shale 

0.553 

5.35 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.07 

0.14 

0.002 

0.49 

0.50 


Bhadanon Ka Khera 

0829000503603600 

0.771 

Fresh 

Non-command 

Non-command 

Shale 

0.768 

5.69 

0.015 

0.02 

0.00 

0.00 

0.00 

0.02 

0.06 

0.06 

0.07 

0.003 

0.61 

0.62 


Bharkiya 

0829000503615300 

0.888 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.868 

5.90 

0.014 

0.05 

0.01 

0.00 

0.00 

0.00 

0.11 

0.11 

0.18 

0.003 

0.63 

0.61 


Bhoongariya 

0829000503602600 

1.780 

Fresh 

Non-command 

Non-command 

Shale 

1.712 

5.46 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.17 

0.17 

0.17 

0.006 

0.52 

0.53 


Bhupat Pura 

0829000503604200 

0.779 

Fresh 

Non-command 

Non-command 

Shale 

0.740 

5.94 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.09 

0.17 

0.003 

0.55 

0.56 


Bihari Pura 

0829000503617100 

2.205 

Fresh 

Non-command 

Non-command 

Shale 

2.083 

6.56 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.29 

0.05 

0.007 

0.68 

0.51 


Bijaipur 

0829000503604400 

3.113 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.561 

5.94 

0.014 

0.23 

0.03 

0.00 

0.00 

0.00 

0.41 

0.40 

0.91 

0.009 

0.49 

0.49 







Non-command 

Shale 

0.553 

5.94 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.08 

0.17 

0.002 

0.11 

0.11 


Bobla Kalan 

0829000503601700 

5.993 

Fresh 

Non-command 

Non-command 

Shale 

3.399 

4.95 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.27 

0.27 

0.06 

0.012 

0.30 

0.31 


Bobla Khurd 

0829000503602700 

1.340 

Fresh 

Non-command 

Non-command 

Shale 

1.305 

5.22 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.11 

0.05 

0.004 

0.53 

0.53 


Chainpuriya 

0829000503616400 

1.557 

Fresh 

Non-command 

Non-command 

Shale 

0.055 

6.20 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.03 

0.02 


Chamanpura 

0829000503616200 

0.469 

Fresh 

Non-command 

Non-command 

Shale 

0.067 

5.91 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.10 

0.08 


Delwalgarh 

0829000303561300 

5.306 

Fresh 

Non-command 

Non-command 

Shale 

0.083 

5.49 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Deo Doongi 

0829000503604000 

1.785 

Fresh 

Non-command 

Non-command 

Shale 

1.729 

5.86 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.20 

0.20 

0.22 

0.006 

0.55 

0.55 


Dhangliya Khera 

0829000503604500 

1.235 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.235 

5.94 

0.014 

0.05 

0.01 

0.00 

0.00 

0.00 

0.14 

0.14 

0.18 

0.004 

0.62 

0.61 


Dolatpura 

0829000503604800 

1.028 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.934 

5.93 

0.014 

0.08 

0.01 

0.00 

0.00 

0.00 

0.14 

0.15 

0.31 

0.003 

0.57 

0.56 


Forest Block 

0829000508299001 

54.318 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

9.611 

5.51 

0.014 

0.01 

0.00 

0.00 

0.00 

0.00 

0.72 

0.77 

0.01 

0.033 

0.12 

0.11 







Non-command 

Shale 

14.928 

5.51 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

1.25 

1.34 

0.01 

0.051 

0.18 

0.17 


Garhwara 

0829000903678700 

1.718 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.768 

5.94 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.10 

0.12 

0.06 

0.002 

0.32 

0.26 


Garol 

0829000503602200 

1.589 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.118 

5.86 

0.014 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.04 

0.04 







Non-command 

Shale 

1.472 

5.86 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.14 

0.08 

0.005 

0.51 

0.51 


Ghosondi 

0829000503599600 

8.014 

Fresh 

Non-command 

Non-command 

Shale 

0.049 

3.79 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 


Godi 

0829000503603700 

2.062 

Fresh 

Non-command 

Non-command 

Shale 

1.948 

5.66 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.20 

0.19 

0.09 

0.007 

0.60 

0.60 


Gopalpura 

0829000503605200 

2.708 

Fresh 

Non-command 

Non-command 

Shale 

2.708 

5.80 

0.015 

0.14 

0.02 

0.00 

0.00 

0.00 

0.36 

0.35 

0.56 

0.009 

0.65 

0.66 


Gorsiya 

0829000503603900 

1.738 

Fresh 

Non-command 

Non-command 

Shale 

1.088 

5.87 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.14 

0.13 

0.21 

0.004 

0.37 

0.37 


Hansla 

0829000503614300 

0.967 

Fresh 

Non-command 

Non-command 

Shale 

0.824 

5.30 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.05 

0.003 

0.59 

0.57 


Hathi Ka Gurha 

0829000503616500 

0.994 

Fresh 

Non-command 

Non-command 

Shale 

0.994 

6.18 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.13 

0.05 

0.003 

0.72 

0.55 


Jawasiya 

0829000503604100 

1.512 

Fresh 

Non-command 

Non-command 

Shale 

1.511 

5.93 

0.015 

0.03 

0.00 

0.00 

0.00 

0.02 

0.15 

0.14 

0.10 

0.005 

0.57 

0.58 


Jetpura 

0829000503602100 

2.019 

Fresh 

Non-command 

Non-command 

Shale 

1.813 

5.72 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.16 

0.03 

0.006 

0.49 

0.49 


Kalyanpura 

0829000503615200 

1.195 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.470 

5.84 

0.014 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.12 

0.002 

0.26 

0.25 







Non-command 

Shale 

0.637 

5.84 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.09 

0.14 

0.002 

0.36 

0.33 


Kan pura 

0829000503616700 

0.672 

Fresh 

Non-command 

Non-command 

Shale 

0.661 

6.53 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.11 

0.07 

0.002 

0.71 

0.53 


Kanwarji Ka Khera 

0829000503603400 

2.196 

Fresh 

Non-command 

Non-command 

Shale 

1.435 

5.14 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.14 

0.14 

0.15 

0.005 

0.41 

0.42 


Keljer 

0829000503602900 

3.143 

Fresh 

Non-command 

Non-command 

Shale 

0.161 

5.43 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.001 

0.03 

0.03 


Kewariya 

0829000503601500 

3.267 

Fresh 

Non-command 

Non-command 

Shale 

3.182 

5.74 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.28 

0.28 

0.02 

0.011 

0.52 

0.53 


Kherach 

0829000503604300 

2.335 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.550 

5.94 

0.014 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.04 

0.002 

0.14 

0.14 







Non-command 

Shale 

1.762 

5.94 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.19 

0.19 

0.10 

0.006 

0.45 

0.46 


Kochwa 

0829000903678400 

2.460 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.033 

6.26 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.000 

0.01 

0.01 


Kotri 

0829000503604900 

0.604 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.604 

5.92 

0.014 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.13 

0.002 

0.64 

0.62 


Kushalpura 

0829000503605000 

0.444 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.436 

5.93 

0.014 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.07 

0.001 

0.62 

0.61 







Non-command 

Shale 

0.008 

5.93 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Lakha Ka Khera 

0829000503614500 

0.507 

Fresh 

Non-command 

Non-command 

Shale 

0.362 

5.44 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.07 

0.07 

0.20 

0.001 

0.48 

0.49 


Madhupuriya 

0829000503603800 

1.203 

Fresh 

Non-command 

Non-command 

Shale 

1.198 

5.93 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.13 

0.08 

0.004 

0.60 

0.61 


Mahupuriya 

0829000503615600 

0.976 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.976 

5.82 

0.014 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.12 

0.12 

0.003 

0.68 

0.61 


Manak Pura 

0829000503614900 

1.184 

Fresh 

Non-command 

Non-command 

Shale 

1.184 

5.66 

0.015 

0.02 

0.00 

0.00 

0.00 

0.03 

0.09 

0.09 

0.06 

0.004 

0.69 

0.63 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.06 

0.02 

318.77 

0.03 

0.00 

0.03 

0.03 

0.32 

- 

0.0100 

0.0062 

0.0060 

0.000 

0.023 

0.023 

0.050 

0.002 

0.047 

0.071 

151.14 

Over Exploited 



0.08 

0.01 

517.65 

0.02 

- 

0.02 

0.02 

0.21 

- 

0.0100 

0.0042 

0.0040 

- 

0.018 

0.018 

0.035 

0.002 

0.033 

0.076 

230.76 

Over Exploited 



0.06 

0.00 

6,840.56 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0008 

0.0008 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.004 

266.65 

Over Exploited 

Sultanpura 

0829000303551400 

0.04 

0.00 

9,891.81 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

4,815.79 

Over Exploited 



0.04 

0.00 

1,658.78 

0.00 

- 

0.00 

0.01 

0.13 

- 

- 

0.0037 

0.0045 

- 

0.008 

0.008 

0.012 

0.001 

0.011 

0.019 

169.00 

Over Exploited 

Suwawa 

0829000503601000 

0.08 

0.00 

5,511.47 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

1,084.21 

0.01 

- 

0.01 

0.01 

0.09 

- 

- 

0.0031 

0.0030 

- 

0.006 

0.006 

0.011 

0.001 

0.011 

0.002 

20.69 

Safe 



0.08 

0.12 

83.70 

0.15 

0.04 

0.19 

0.04 

0.48 

- 

- 

0.0464 

0.0447 

0.066 

0.157 

0.157 

0.349 

0.017 

0.331 

0.012 

3.58 

Safe 

Takhatpura 

0829000303551300 

0.04 

0.01 

440.97 

0.01 

- 

0.01 

0.05 

0.55 

- 

0.0100 

0.0024 

0.0029 

- 

0.015 

0.015 

0.025 

0.001 

0.024 

0.034 

141.93 

Over Exploited 

Torniya 

0829000303550900 

0.04 

0.00 

3,867.43 

0.00 

0.00 

0.00 

0.00 

0.05 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.007 

0.000 

0.007 

0.014 

212.84 

Over Exploited 



0.04 

0.03 

443.59 

0.04 

0.01 

0.05 

0.04 

0.53 

- 

0.0300 

0.0074 

0.0071 

0.003 

0.047 

0.047 

0.094 

0.005 

0.089 

0.158 

176.56 

Over Exploited 



0.04 

0.00 

21,835.02 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0004 

0.0003 

0.001 

0.001 

0.001 

0.002 

0.000 

0.001 

0.005 

337.02 

Over Exploited 

Abhaypur 

0829000303552100 

0.04 

0.00 

1,349.12 

0.00 

- 

0.00 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

1,324.12 

Over Exploited 

Achalpura 

0829000503614400 

0.08 

0.03 

124.54 

0.03 

- 

0.03 

0.04 

0.56 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.041 

0.002 

0.039 

0.035 

89.89 

Semi Critical 

Amar Pura 

0829000503615800 

0.07 

0.02 

534.38 

0.02 

0.01 

0.03 

0.02 

0.32 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.059 

0.003 

0.056 

0.147 

260.35 

Over Exploited 



0.08 

0.03 

369.47 

0.03 

0.01 

0.04 

0.03 

0.38 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.071 

0.004 

0.068 

0.161 

237.25 

Over Exploited 

Amlee Ka Khera 

0829000503602000 

0.08 

0.07 

118.04 

0.08 

- 

0.08 

0.05 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.091 

0.005 

0.087 

0.084 

97.23 

Critical 

Arjunpura 

0829000503603500 

0.08 

0.09 

104.30 

0.11 

- 

0.11 

0.05 

0.63 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.128 

0.006 

0.121 

0.118 

97.70 

Critical 

Bageriya 

0829000503615100 

0.08 

0.03 

323.03 

0.04 

0.01 

0.05 

0.06 

0.73 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.106 

0.005 

0.101 

0.323 

321.05 

Over Exploited 

Banda @ Ganeshpura 

0829000503602500 

0.08 

0.06 

120.85 

0.08 

- 

0.08 

0.05 

0.57 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.096 

0.005 

0.092 

0.097 

106.00 

Over Exploited 

Bangera Ghata 

0829000903679300 

0.08 

0.00 

109,565.19 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Baori Khera 

0829000503602400 

0.08 

0.04 

188.47 

0.05 

0.01 

0.06 

0.05 

0.58 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.091 

0.005 

0.087 

0.189 

218.12 

Over Exploited 

Barawali 

0829000903678500 

0.08 

0.15 

444.79 

0.18 

0.03 

0.21 

0.04 

0.49 

- 

0.1100 

- 

- 

0.014 

0.124 

0.124 

0.333 

0.017 

0.316 

0.584 

184.74 

Over Exploited 

Barkhera 

0829000503605400 

0.08 

0.02 

227.07 

0.03 

0.01 

0.04 

0.04 

0.53 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.067 

0.003 

0.063 

0.141 

222.21 

Over Exploited 

Bhadanon Ka Khera 

0829000503603600 

0.08 

0.04 

66.86 

0.05 

0.02 

0.07 

0.05 

0.66 

- 

0.0100 

- 

- 

0.031 

0.041 

0.041 

0.108 

0.005 

0.102 

0.076 

73.94 

Semi Critical 

Bharkiya 

0829000503615300 

0.07 

0.04 

194.89 

0.05 

0.01 

0.06 

0.05 

0.69 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.086 

0.004 

0.082 

0.183 

223.48 

Over Exploited 

Bhoongariya 

0829000503602600 

0.08 

0.07 

129.31 

0.09 

0.01 

0.10 

0.05 

0.57 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.129 

0.006 

0.123 

0.171 

139.48 

Over Exploited 

Bhupat Pura 

0829000503604200 

0.08 

0.03 

181.85 

0.04 

0.01 

0.05 

0.05 

0.60 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.080 

0.004 

0.076 

0.172 

224.58 

Over Exploited 

Bihari Pura 

0829000503617100 

0.08 

0.12 

148.61 

0.14 

- 

0.14 

0.06 

0.74 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.150 

0.007 

0.142 

0.054 

38.11 

Safe 

Bijaipur 

0829000503604400 

0.07 

0.09 

358.90 

0.10 

0.03 

0.14 

0.04 

0.53 

- 

0.1700 

- 

- 

0.000 

0.170 

0.170 

0.306 

0.015 

0.290 

0.914 

314.70 

Over Exploited 



0.08 

0.00 

1,503.20 

0.01 

0.01 

0.02 

0.01 

0.11 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.051 

0.003 

0.048 

0.175 

362.90 

Over Exploited 

Bobla Kalan 

0829000503601700 

0.08 

0.08 

218.45 

0.10 

- 

0.10 

0.03 

0.33 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.112 

0.006 

0.106 

0.071 

66.70 

Safe 

Bobla Khurd 

0829000503602700 

0.08 

0.06 

97.56 

0.07 

- 

0.07 

0.05 

0.57 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.077 

0.004 

0.074 

0.054 

74.08 

Semi Critical 

Chainpuriya 

0829000503616400 

0.08 

0.00 

5,769.39 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chamanpura 

0829000503616200 

0.08 

0.00 

1,213.43 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.007 

1,141.07 

Over Exploited 

Delwalgarh 

0829000303561300 

0.04 

0.00 

24,113.50 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 

Deo Doongi 

0829000503604000 

0.08 

0.08 

157.99 

0.09 

0.01 

0.10 

0.05 

0.59 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.143 

0.007 

0.136 

0.225 

165.87 

Over Exploited 

Dhangliya Khera 

0829000503604500 

0.07 

0.05 

158.23 

0.06 

0.01 

0.08 

0.05 

0.67 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.109 

0.005 

0.103 

0.184 

178.70 

Over Exploited 

Dolatpura 

0829000503604800 

0.07 

0.04 

292.18 

0.05 

0.01 

0.06 

0.05 

0.62 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.115 

0.006 

0.109 

0.312 

285.75 

Over Exploited 

Forest Block 

0829000508299001 

0.07 

0.08 

865.44 

0.10 

- 

0.10 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.096 

0.005 

0.091 

0.040 

43.86 

Safe 



0.08 

0.23 

490.92 

0.27 

- 

0.27 

0.02 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.271 

0.014 

0.258 

0.058 

22.61 

Safe 

Garhwara 

0829000903678700 

0.08 

0.02 

537.49 

0.02 

0.01 

0.03 

0.03 

0.34 

- 

0.0100 

- 

- 

0.013 

0.023 

0.023 

0.055 

0.003 

0.052 

0.066 

128.17 

Over Exploited 

Garol 

0829000503602200 

0.07 

0.00 

2,652.18 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

1,943.13 

Over Exploited 



0.08 

0.06 

136.44 

0.07 

0.00 

0.08 

0.05 

0.55 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.090 

0.005 

0.086 

0.084 

98.11 

Critical 

Ghosondi 

0829000503599600 

0.08 

0.00 

21,131.00 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

47,668.60 

Over Exploited 

Godi 

0829000503603700 

0.08 

0.10 

102.24 

0.11 

- 

0.11 

0.05 

0.65 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.134 

0.007 

0.127 

0.099 

77.44 

Semi Critical 

Gopalpura 

0829000503605200 

0.08 

0.14 

143.77 

0.17 

0.02 

0.19 

0.05 

0.71 

- 

0.1100 

- 

- 

0.001 

0.111 

0.111 

0.305 

0.015 

0.290 

0.572 

197.61 

Over Exploited 

Gorsiya 

0829000503603900 

0.08 

0.03 

308.89 

0.04 

0.01 

0.05 

0.03 

0.40 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.089 

0.004 

0.085 

0.212 

249.35 

Over Exploited 

Hansla 

0829000503614300 

0.08 

0.04 

94.84 

0.05 

- 

0.05 

0.05 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.058 

0.003 

0.055 

0.056 

101.47 

Over Exploited 

Hathi Ka Gurha 

0829000503616500 

0.08 

0.06 

125.02 

0.07 

0.00 

0.07 

0.06 

0.77 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.082 

0.004 

0.078 

0.054 

69.93 

Safe 

Jawasiya 

0829000503604100 

0.08 

0.07 

102.31 

0.09 

0.02 

0.10 

0.05 

0.62 

- 

0.0200 

- 

- 

0.028 

0.048 

0.048 

0.152 

0.008 

0.144 

0.104 

72.27 

Semi Critical 

Jetpura 

0829000503602100 

0.08 

0.07 

126.44 

0.09 

- 

0.09 

0.04 

0.53 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.097 

0.005 

0.092 

0.039 

42.77 

Safe 

Kalyanpura 

0829000503615200 

0.07 

0.01 

731.69 

0.01 

- 

0.01 

0.02 

0.29 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.030 

0.002 

0.029 

0.125 

431.05 

Over Exploited 



0.08 

0.02 

394.83 

0.02 

0.01 

0.03 

0.03 

0.39 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.062 

0.003 

0.059 

0.146 

246.67 

Over Exploited 

Kanpura 

0829000503616700 

0.08 

0.04 

192.34 

0.05 

0.00 

0.05 

0.06 

0.77 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.059 

0.003 

0.056 

0.068 

120.96 

Over Exploited 

Kanwarji Ka Khera 

0829000503603400 

0.08 

0.05 

184.11 

0.06 

0.01 

0.07 

0.03 

0.45 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.098 

0.005 

0.093 

0.150 

160.37 

Over Exploited 

Keljer 

0829000503602900 

0.08 

0.00 

5,981.35 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.010 

0.001 

0.010 

0.031 

307.72 

Over Exploited 

Kewariya 

0829000503601500 

0.08 

0.14 

107.32 

0.16 

- 

0.16 

0.05 

0.57 

- 

- 

- 

- 

- 

- 

- 

0.163 

0.008 

0.155 

0.031 

20.02 

Safe 

Kherach 

0829000503604300 

0.07 

0.01 

885.24 

0.01 

- 

0.01 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.038 

240.95 

Over Exploited 



0.08 

0.07 

183.19 

0.08 

- 

0.08 

0.04 

0.49 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.099 

0.005 

0.094 

0.105 

111.91 

Over Exploited 

Kochwa 

0829000903678400 

0.08 

0.00 

20,269.84 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

28,397.99 

Over Exploited 

Kotri 

0829000503604900 

0.07 

0.03 

196.37 

0.03 

- 

0.03 

0.05 

0.70 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.053 

0.003 

0.050 

0.129 

258.53 

Over Exploited 

Kushalpura 

0829000503605000 

0.07 

0.02 

183.14 

0.02 

0.00 

0.02 

0.05 

0.67 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.038 

0.002 

0.036 

0.066 

183.42 

Over Exploited 



0.08 

0.00 

9,748.58 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Lakha Ka Khera 

0829000503614500 

0.08 

0.01 

378.74 

0.02 

0.01 

0.03 

0.04 

0.52 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.067 

0.003 

0.064 

0.202 

316.59 

Over Exploited 

Madhupuriya 

0829000503603800 

0.08 

0.06 

112.25 

0.07 

0.00 

0.07 

0.05 

0.65 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.081 

0.004 

0.077 

0.080 

103.96 

Over Exploited 

Mahupuriya 

0829000503615600 

0.07 

0.05 

154.51 

0.06 

- 

0.06 

0.06 

0.73 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.075 

0.004 

0.072 

0.127 

177.91 

Over Exploited 

Manak Pura 

0829000503614900 

0.08 

0.07 

41.78 

0.08 

0.03 

0.11 

0.06 

0.75 

- 

0.0100 

- 

- 

0.051 

0.061 

0.061 

0.175 

0.009 

0.166 

0.063 

37.98 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Manpuriya 

082900050360280C 

1.094 

Fresh 

Non-command 

Non-command 

Shale 

0.053 

4.95 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.03 


Meghpura 

0829000503601300 

4.665 

Fresh 

Non-command 

Non-command 

Shale 

1.661 

5.98 

0.015 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.06 

0.00 

0.006 

0.19 

0.19 


Mewasa 

0829000503601600 

3.558 

Fresh 

Non-command 

Non-command 

Shale 

3.498 

5.55 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.30 

0.30 

0.03 

0.012 

0.52 

0.53 


Mokhampura 

0829000503616000 

0.495 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.128 

5.99 

0.014 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.08 

0.000 

0.18 

0.15 







Non-command 

Shale 

0.137 

5.99 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.08 

0.000 

0.20 

0.16 


Pal 

0829000503603000 

1.735 

Fresh 

Non-command 

Non-command 

Shale 

1.734 

5.33 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.21 

0.21 

0.31 

0.006 

0.58 

0.59 


Pal Ka Khera 

0829000503603100 

10.515 

Fresh 

Non-command 

Non-command 

Shale 

6.755 

4.73 

0.015 

0.14 

0.02 

0.00 

0.00 

0.00 

0.60 

0.60 

0.51 

0.023 

0.37 

0.37 


Palchha 

0829000503615900 

1.943 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.002 

5.77 

0.014 

0.07 

0.01 

0.00 

0.00 

0.00 

0.14 

0.17 

0.27 

0.003 

0.36 

0.30 







Non-command 

Shale 

0.697 

5.77 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.11 

0.17 

0.002 

0.25 

0.21 


Paler 

0829000503614600 

1.923 

Fresh 

Non-command 

Non-command 

Shale 

1.923 

5.75 

0.015 

0.20 

0.03 

0.00 

0.00 

0.06 

0.28 

0.28 

0.78 

0.007 

0.67 

0.65 


Palka 

0829000503601400 

12.717 

Fresh 

Non-command 

Non-command 

Shale 

2.650 

5.25 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.22 

0.02 

0.009 

0.11 

0.11 


Pangarh 

0829000903678600 

4.878 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.870 

6.09 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.61 

0.77 

0.06 

0.016 

0.71 

0.57 


Pat Kalan 

0829000303551900 

6.152 

Fresh 

Non-command 

Non-command 

Shale 

0.798 

6.00 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.01 

0.000 

0.07 

0.07 


Patkhurd 

0829000303552000 

3.034 

Fresh 

Non-command 

Non-command 

Shale 

0.098 

5.83 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.02 


Pema Ka Khera 

0829000503616600 

0.970 

Fresh 

Non-command 

Non-command 

Shale 

0.970 

6.34 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.16 

0.12 

0.003 

0.72 

0.54 


Phusariya 

0829000503601900 

1.513 

Fresh 

Non-command 

Non-command 

Shale 

1.131 

5.51 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.05 

0.004 

0.40 

0.41 


Rajpuriya 

0829000503602300 

1.709 

Fresh 

Non-command 

Non-command 

Shale 

1.650 

5.89 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.18 

0.17 

0.11 

0.006 

0.53 

0.54 


Rawat Ka Talab 

0829000503615700 

2.697 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.424 

5.77 

0.014 

0.09 

0.01 

0.00 

0.00 

0.00 

0.27 

0.31 

0.36 

0.008 

0.62 

0.53 


Rughnathpura 

0829000503614200 

0.762 

Fresh 

Non-command 

Non-command 

Shale 

0.629 

5.52 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.04 

0.002 

0.56 

0.56 


Sadi 

0829000503605300 

3.235 

Fresh 

Non-command 

Non-command 

Shale 

2.484 

5.43 

0.015 

0.16 

0.02 

0.00 

0.00 

0.00 

0.34 

0.34 

0.65 

0.009 

0.51 

0.52 


Sangrampura 

0829000503599500 

3.642 

Fresh 

Non-command 

Non-command 

Shale 

0.000 

4.13 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sankera 

0829000503617000 

1.369 

Fresh 

Non-command 

Non-command 

Shale 

1.369 

6.67 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.21 

0.08 

0.005 

0.72 

0.53 


Semaliya 

0829000503615000 

1.067 

Fresh 

Non-command 

Non-command 

Shale 

1.067 

5.71 

0.015 

0.02 

0.00 

0.00 

0.00 

0.02 

0.09 

0.10 

0.09 

0.004 

0.69 

0.62 


Suratpura 

0829000503616100 

0.640 

Fresh 

Non-command 

Non-command 

Shale 

0.583 

5.83 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.11 

0.002 

0.64 

0.52 


Suratsingh Ka Khera 

0829000503601800 

2.788 

Fresh 

Non-command 

Non-command 

Shale 

2.762 

5.37 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.24 

0.24 

0.08 

0.009 

0.53 

0.54 


Undri 

0829000503605100 

1.820 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.193 

5.90 

0.014 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.001 

0.07 

0.07 







Non-command 

Shale 

1.563 

5.90 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.20 

0.21 

0.27 

0.005 

0.56 

0.54 

07002032 

Abhaypur 

0829000303552100 

0.214 

Fresh 

Non-command 

Non-command 

Shale 

0.157 

5.66 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.39 

0.39 


Amba 

0829000303561100 

1.229 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.315 

5.50 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.000 

0.14 

0.14 







Non-command 

Shale 

0.593 

5.50 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.00 

0.000 

0.26 

0.26 


Amjhariya 

0829000303552400 

4.315 

Fresh 

Non-command 

Non-command 

Shale 

3.498 

5.55 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.29 

0.00 

0.000 

0.43 

0.44 


Anoppura 

0829000903678300 

1.003 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.003 

6.28 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.19 

0.13 

0.003 

0.73 

0.59 


Bagatpura @ Karma Ka Kher 

0829000503615400 

0.796 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.794 

5.87 

0.014 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.12 

0.003 

0.63 

0.63 


Bangera Ghata 

0829000903679300 

7.228 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

7.005 

6.01 

0.020 

0.23 

0.03 

0.00 

0.00 

0.01 

1.04 

1.24 

0.88 

0.023 

0.69 

0.58 


Barawali 

0829000903678500 

6.682 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.528 

6.27 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.40 

0.50 

0.34 

0.008 

0.27 

0.21 


Bharkiya 

0829000503615300 

0.888 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.014 

5.90 

0.014 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Bordi 

0829000903678800 

1.031 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.031 

5.79 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.15 

0.02 

0.003 

0.70 

0.61 


Deeppura 

0829000903678900 

1.007 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.007 

5.68 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.16 

0.13 

0.003 

0.69 

0.63 


Delwalgarh 

0829000303561300 

5.306 

Fresh 

Non-command 

Non-command 

Shale 

2.683 

5.49 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.22 

0.00 

0.000 

0.27 

0.28 


Eklingpura 

0829000903678200 

6.476 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.918 

6.12 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.13 

0.02 

0.003 

0.10 

0.09 


Forest Block 

0829000508299001 

54.318 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

7.014 

5.51 

0.014 

0.01 

0.00 

0.00 

0.00 

0.00 

0.53 

0.57 

0.00 

0.024 

0.09 

0.08 


Garhwara 

0829000903678700 

1.718 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.949 

5.94 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.16 

0.08 

0.003 

0.39 

0.32 


Ghatatop 

0829000903679000 

1.094 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.094 

5.67 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.17 

0.10 

0.004 

0.70 

0.63 


Gujar Kheri 

0829000903679200 

1.507 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.507 

5.72 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.22 

0.25 

0.22 

0.005 

0.71 

0.63 


Guner 

0829000503615500 

1.044 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.044 

5.81 

0.014 

0.02 

0.00 

0.00 

0.00 

0.02 

0.09 

0.09 

0.09 

0.004 

0.66 

0.63 


Jawadiya Joona 

0829000303561500 

2.189 

Fresh 

Non-command 

Non-command 

Shale 

0.028 

5.05 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Jawadiyanaya 

0829000303560700 

0.963 

Fresh 

Non-command 

Non-command 

Shale 

0.057 

5.08 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.03 

0.03 


Jetpura 

0829000503602100 

2.019 

Fresh 

Non-command 

Non-command 

Shale 

0.082 

5.72 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.02 


Kanera 

0829000903679700 

12.164 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.570 

5.77 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.09 

0.10 

0.12 

0.002 

0.03 

0.03 


Kewariya 

0829000503601500 

3.267 

Fresh 

Non-command 

Non-command 

Shale 

0.079 

5.74 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Kheta Khera 

0829000503604600 

0.720 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.699 

5.93 

0.014 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.13 

0.002 

0.59 

0.59 


Kochwa 

0829000903678400 

2.460 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.373 

6.26 

0.020 

0.27 

0.04 

0.00 

0.00 

0.01 

0.52 

0.65 

1.05 

0.008 

0.70 

0.56 


Mahesara 

0829000303552500 

22.860 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.272 

5.81 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.000 

0.01 

0.01 







Non-command 

Shale 

8.265 

5.81 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.75 

0.74 

0.13 

0.000 

0.19 

0.20 


Manohar Kheri 

0829000903679100 

2.398 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.392 

5.58 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.32 

0.34 

0.24 

0.008 

0.69 

0.65 


Pat Kalan 

0829000303551900 

6.152 

Fresh 

Non-command 

Non-command 

Shale 

3.929 

6.00 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.35 

0.01 

0.000 

0.34 

0.34 


Patkhurd 

0829000303552000 

3.034 

Fresh 

Non-command 

Non-command 

Shale 

2.765 

5.83 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.25 

0.25 

0.03 

0.000 

0.49 

0.49 


Phusariya 

0829000503601900 

1.513 

Fresh 

Non-command 

Non-command 

Shale 

0.149 

5.51 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.05 

0.05 


Pratappura 

0829000903679800 

1.078 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.001 

5.68 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rampuriya 

0829000303552300 

0.946 

Fresh 

Non-command 

Non-command 

Shale 

0.604 

5.72 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.00 

0.000 

0.34 

0.34 


Rasya Magri 

0829000503604700 

2.037 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.783 

5.91 

0.014 

0.04 

0.01 

0.00 

0.00 

0.00 

0.17 

0.17 

0.15 

0.006 

0.53 

0.54 


Salariya 

0829000303552200 

0.583 

Fresh 

Non-command 

Non-command 

Shale 

0.583 

5.68 

0.015 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.00 

0.000 

0.53 

0.54 


Semlader 

0829000303561400 

3.323 

Fresh 

Non-command 

Non-command 

Shale 

3.202 

5.46 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.25 

0.00 

0.000 

0.53 

0.54 


Taleti 

0829000303561200 

3.578 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.005 

5.44 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Shale 

1.315 

5.44 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.11 

0.00 

0.000 

0.20 

0.20 

07002033 

Achalpura 

0829000803654400 

0.718 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.717 

5.43 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.06 

0.14 

0.003 

0.66 

0.94 


Agoriya 

0829000803657500 

0.565 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.565 

6.08 

0.015 

0.09 

0.01 

0.00 

0.00 

0.00 

0.13 

0.09 

0.37 

0.002 

0.66 

0.94 


Akola Kalan 

0829000803659800 

4.597 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.000 

6.15 

0.012 

0.14 

0.02 

0.00 

0.00 

0.00 

0.40 

0.34 

0.54 

0.015 

0.51 

0.59 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Manpuriya 

082900050360280C 

0.08 

0.00 

3,372.82 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Meghpura 

0829000503601300 

0.08 

0.03 

116.90 

0.03 

0.09 

0.12 

0.02 

0.21 

- 

- 

- 

- 

0.138 

0.139 

0.139 

0.262 

0.013 

0.249 

0.006 

2.30 

Safe 

Mewasa 

0829000503601600 

0.08 

0.15 

97.87 

0.18 

- 

0.18 

0.05 

0.57 

- 

- 

- 

- 

- 

- 

- 

0.181 

0.009 

0.172 

0.038 

22.16 

Safe 

Mokhampura 

0829000503616000 

0.07 

0.00 

2,216.53 

0.00 

- 

0.00 

0.02 

0.20 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.077 

681.08 

Over Exploited 



0.08 

0.00 

1,727.25 

0.00 

- 

0.00 

0.02 

0.21 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.078 

652.48 

Over Exploited 

Pal 

0829000503603000 

0.08 

0.08 

147.67 

0.10 

0.01 

0.11 

0.05 

0.64 

- 

0.0600 

- 

- 

0.001 

0.061 

0.061 

0.171 

0.009 

0.163 

0.318 

195.18 

Over Exploited 

Pal Ka Khera 

0829000503603100 

0.08 

0.20 

193.67 

0.24 

0.02 

0.26 

0.03 

0.40 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.363 

0.018 

0.345 

0.534 

154.70 

Over Exploited 

Palchha 

0829000503615900 

0.07 

0.03 

552.19 

0.03 

0.01 

0.04 

0.03 

0.39 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.090 

0.005 

0.086 

0.274 

319.39 

Over Exploited 



0.08 

0.01 

653.25 

0.02 

0.01 

0.03 

0.02 

0.27 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.057 

0.003 

0.054 

0.172 

317.04 

Over Exploited 

Paler 

0829000503614600 

0.08 

0.11 

167.78 

0.13 

0.09 

0.22 

0.06 

0.73 

- 

0.1500 

- 

- 

0.091 

0.241 

0.241 

0.459 

0.023 

0.436 

0.789 

180.73 

Over Exploited 

Palka 

0829000503601400 

0.08 

0.02 

796.46 

0.03 

- 

0.03 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.029 

0.001 

0.028 

0.026 

94.79 

Critical 

Pangarh 

0829000903678600 

0.08 

0.28 

176.70 

0.33 

- 

0.33 

0.06 

0.77 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.344 

0.017 

0.327 

0.071 

21.63 

Safe 

Pat Kalan 

0829000303551900 

0.04 

0.00 

3,113.40 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.005 

198.51 

Over Exploited 

Patkhurd 

0829000303552000 

0.04 

0.00 

12,361.72 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 

Pema Ka Khera 

0829000503616600 

0.08 

0.06 

180.51 

0.07 

0.00 

0.07 

0.06 

0.78 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.091 

0.005 

0.086 

0.124 

144.32 

Over Exploited 

Phusariya 

0829000503601900 

0.08 

0.04 

175.09 

0.04 

- 

0.04 

0.04 

0.44 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.055 

0.003 

0.052 

0.058 

111.64 

Over Exploited 

Rajpuriya 

0829000503602300 

0.08 

0.07 

139.49 

0.09 

- 

0.09 

0.05 

0.58 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.107 

0.005 

0.101 

0.112 

110.03 

Over Exploited 

Rawat Ka Talab 

0829000503615700 

0.07 

0.11 

196.28 

0.13 

0.01 

0.14 

0.05 

0.68 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.207 

0.010 

0.197 

0.368 

187.33 

Over Exploited 

Rughnathpura 

0829000503614200 

0.08 

0.03 

109.66 

0.03 

0.00 

0.04 

0.05 

0.60 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.048 

0.002 

0.046 

0.042 

91.98 

Critical 

Sadi 

0829000503605300 

0.08 

0.10 

223.32 

0.12 

0.02 

0.14 

0.04 

0.55 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

0.265 

0.013 

0.252 

0.656 

260.65 

Over Exploited 

Sangrampura 

0829000503599500 

0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sankera 

0829000503617000 

0.08 

0.08 

164.01 

0.10 

0.00 

0.10 

0.06 

0.78 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.118 

0.006 

0.112 

0.088 

78.05 

Semi Critical 

Semaliya 

0829000503615000 

0.08 

0.06 

72.92 

0.07 

0.02 

0.09 

0.06 

0.75 

- 

0.0200 

- 

- 

0.027 

0.047 

0.047 

0.138 

0.007 

0.131 

0.092 

70.17 

Semi Critical 

Suratpura 

0829000503616100 

0.08 

0.03 

222.88 

0.04 

- 

0.04 

0.05 

0.70 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.057 

0.003 

0.054 

0.111 

205.07 

Over Exploited 

Suratsingh Ka Khera 

0829000503601800 

0.08 

0.12 

99.66 

0.14 

- 

0.14 

0.05 

0.58 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.154 

0.008 

0.146 

0.088 

60.44 

Safe 

Undri 

0829000503605100 

0.07 

0.00 

2,703.59 

0.00 

- 

0.00 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.011 

0.040 

375.28 

Over Exploited 



0.08 

0.07 

186.16 

0.09 

0.01 

0.10 

0.05 

0.61 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.146 

0.007 

0.139 

0.274 

197.81 

Over Exploited 

Abhaypur 

0829000303552100 

0.04 

0.00 

439.47 

0.00 

- 

0.00 

0.04 

0.43 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.010 

358.50 

Over Exploited 

Amba 

0829000303561100 

0.10 

0.00 

689.39 

0.01 

- 

0.01 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

- 

- 

Safe 



0.04 

0.01 

687.78 

0.01 

- 

0.01 

0.02 

0.28 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

- 

- 

Safe 

Amjhariya 

0829000303552400 

0.04 

0.06 

373.83 

0.07 

- 

0.07 

0.04 

0.47 

- 

- 

- 

- 

- 

- 

- 

0.073 

0.004 

0.069 

- 

- 

Safe 

Anoppura 

0829000903678300 

0.08 

0.06 

229.73 

0.07 

0.00 

0.07 

0.06 

0.79 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.090 

0.005 

0.086 

0.131 

152.68 

Over Exploited 

Bagatpura @ Karma Ka Kher 

0829000503615400 

0.07 

0.04 

167.46 

0.04 

- 

0.04 

0.05 

0.68 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.062 

0.003 

0.059 

0.118 

199.60 

Over Exploited 

Bangera Ghata 

0829000903679300 

0.08 

0.39 

216.42 

0.47 

0.04 

0.50 

0.06 

0.75 

- 

0.1700 

- 

- 

0.008 

0.178 

0.178 

0.683 

0.034 

0.649 

0.904 

139.26 

Over Exploited 

Barawali 

0829000903678500 

0.08 

0.06 

808.64 

0.07 

0.01 

0.08 

0.02 

0.30 

- 

0.0600 

- 

- 

0.001 

0.061 

0.061 

0.138 

0.007 

0.131 

0.349 

265.75 

Over Exploited 

Bharkiya 

0829000503615300 

0.07 

0.00 

10,740.77 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bordi 

0829000903678800 

0.08 

0.06 

155.91 

0.07 

0.00 

0.07 

0.06 

0.76 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.071 

0.004 

0.068 

0.019 

28.51 

Safe 

Deeppura 

0829000903678900 

0.08 

0.06 

184.28 

0.07 

0.00 

0.07 

0.06 

0.75 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.088 

0.004 

0.083 

0.132 

158.42 

Over Exploited 

Delwalgarh 

0829000303561300 

0.04 

0.03 

646.71 

0.03 

- 

0.03 

0.02 

0.30 

- 

- 

- 

- 

- 

- 

- 

0.035 

0.002 

0.033 

- 

- 

Safe 

Eklingpura 

0829000903678200 

0.08 

0.01 

1,635.21 

0.01 

- 

0.01 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.009 

0.019 

217.16 

Over Exploited 

Forest Block 

0829000508299001 

0.07 

0.04 

1,229.58 

0.05 

- 

0.05 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.051 

0.003 

0.049 

0.024 

49.60 

Safe 

Garhwara 

0829000903678700 

0.08 

0.03 

435.45 

0.04 

0.00 

0.04 

0.03 

0.42 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.058 

0.003 

0.055 

0.083 

150.39 

Over Exploited 

Ghatatop 

0829000903679000 

0.08 

0.06 

177.37 

0.07 

- 

0.07 

0.06 

0.76 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.094 

0.005 

0.089 

0.108 

120.73 

Over Exploited 

Gujar Kheri 

0829000903679200 

0.08 

0.09 

189.80 

0.10 

0.01 

0.11 

0.06 

0.77 

- 

0.0400 

- 

- 

0.002 

0.042 

0.042 

0.156 

0.008 

0.148 

0.228 

153.67 

Over Exploited 

Guner 

0829000503615500 

0.07 

0.05 

86.13 

0.06 

0.02 

0.07 

0.05 

0.71 

- 

0.0200 

- 

- 

0.025 

0.045 

0.045 

0.119 

0.006 

0.113 

0.090 

79.19 

Semi Critical 

Jawadiya Joona 

0829000303561500 

0.04 

0.00 

25,270.01 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 

Jawadiyanaya 

0829000303560700 

0.04 

0.00 

5,498.71 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

5,989.21 

Over Exploited 

Jetpura 

0829000503602100 

0.08 

0.00 

4,623.71 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kanera 

0829000903679700 

0.08 

0.00 

6,121.33 

0.00 

0.01 

0.01 

0.00 

0.04 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.034 

0.002 

0.032 

0.122 

380.91 

Over Exploited 

Kewariya 

0829000503601500 

0.08 

0.00 

8,007.96 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kheta Khera 

0829000503604600 

0.07 

0.03 

195.64 

0.03 

- 

0.03 

0.05 

0.64 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.054 

0.003 

0.052 

0.129 

250.11 

Over Exploited 

Kochwa 

0829000903678400 

0.08 

0.13 

385.23 

0.16 

0.05 

0.21 

0.06 

0.76 

- 

0.2000 

- 

- 

0.008 

0.208 

0.208 

0.414 

0.021 

0.393 

1.060 

269.55 

Over Exploited 

Mahesara 

0829000303552500 

0.10 

0.00 

17,950.69 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

2,537.49 

Over Exploited 



0.04 

0.06 

959.51 

0.08 

- 

0.08 

0.02 

0.21 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.097 

0.005 

0.092 

0.132 

143.80 

Over Exploited 

Manohar Kheri 

0829000903679100 

0.08 

0.13 

153.23 

0.16 

0.01 

0.17 

0.06 

0.75 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.211 

0.011 

0.201 

0.245 

121.93 

Over Exploited 

Pat Kalan 

0829000303551900 

0.04 

0.05 

552.11 

0.06 

- 

0.06 

0.03 

0.37 

- 

- 

- 

- 

- 

- 

- 

0.064 

0.003 

0.061 

0.014 

22.91 

Safe 

Patkhurd 

0829000303552000 

0.04 

0.05 

362.80 

0.06 

- 

0.06 

0.04 

0.53 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.075 

0.004 

0.071 

0.034 

48.03 

Safe 

Phusariya 

0829000503601900 

0.08 

0.00 

1,781.76 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.008 

1,016.59 

Over Exploited 

Pratappura 

0829000903679800 

0.08 

0.00 

267,773.37 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rampuriya 

0829000303552300 

0.04 

0.01 

521.54 

0.01 

- 

0.01 

0.03 

0.37 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.000 

0.009 

- 

- 

Safe 

Rasya Magri 

0829000503604700 

0.07 

0.07 

156.57 

0.08 

0.01 

0.09 

0.05 

0.58 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.120 

0.006 

0.114 

0.155 

136.26 

Over Exploited 

Salariya 

0829000303552200 

0.04 

0.01 

85.58 

0.01 

0.03 

0.04 

0.05 

0.58 

- 

- 

- 

- 

0.039 

0.039 

0.039 

0.081 

0.004 

0.077 

- 

- 

Safe 

Semlader 

0829000303561400 

0.04 

0.07 

277.77 

0.08 

- 

0.08 

0.05 

0.57 

- 

- 

- 

- 

- 

- 

- 

0.081 

0.004 

0.077 

- 

- 

Safe 

Taleti 

0829000303561200 

0.10 

0.00 

139,235.90 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.04 

0.01 

916.67 

0.01 

- 

0.01 

0.02 

0.22 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.012 

- 

- 

Safe 

Achalpura 

0829000803654400 

0.07 

0.03 

86.54 

0.04 

0.01 

0.05 

0.05 

0.71 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.080 

0.004 

0.076 

0.143 

187.35 

Over Exploited 

Agoriya 

0829000803657500 

0.07 

0.03 

253.30 

0.03 

0.01 

0.04 

0.05 

0.71 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.081 

0.004 

0.077 

0.376 

487.11 

Over Exploited 

Akola Kalan 

0829000803659800 

0.05 

0.10 

238.87 

0.12 

0.02 

0.15 

0.05 

0.55 

- 

0.1000 

- 

- 

0.007 

0.107 

0.107 

0.254 

0.013 

0.241 

0.559 

231.90 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Gneisses(B.G.C) 

0.006 

6.15 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Akola Khurd 

0829000803660000 

7.803 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.432 

6.20 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.002 

0.03 

0.04 


Akya 

0829000803656200 

3.875 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.680 

7.36 

0.012 

0.03 

0.00 

0.00 

0.00 

0.00 

0.17 

0.12 

0.13 

0.006 

0.28 

0.40 







Non-command 

Gneisses(B.G.C) 

0.136 

7.36 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.02 

0.03 






Wagon Project 

Command 

Phyllite & Schist 

1.111 

7.36 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.08 

0.004 

0.19 

0.27 







Command 

Gneisses(B.G.C) 

0.700 

7.36 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.04 

0.003 

0.12 

0.17 


Alsigarh 

0829000903666400 

2.931 

Fresh 

Non-command 

Non-command 

Shale 

0.705 

6.19 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.00 

0.002 

0.16 

0.22 


Amarpura 

0829000803653400 

3.268 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.268 

7.42 

0.012 

0.03 

0.00 

0.00 

0.00 

0.01 

0.29 

0.33 

0.10 

0.012 

0.50 

0.45 



0829000803657300 

1.292 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.288 

5.98 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.11 

0.005 

0.66 

0.94 


Antri 

0829000803654500 

4.066 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.738 

5.48 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.11 

0.05 

0.007 

0.28 

0.40 







Non-command 

Shale 

2.185 

5.48 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

1.22 

0.86 

0.07 

0.008 

0.35 

0.50 


Arnoda 

0829000803655500 

1.224 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.110 

5.71 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.13 

0.09 

0.14 

0.004 

0.60 

0.86 


Azampura 

0829000703638800 

1.907 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.907 

7.43 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.21 

0.04 

0.007 

0.48 

0.39 


Badli Ki Dhani 

0829000803657800 

0.314 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.314 

6.08 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.05 

0.001 

0.66 

0.94 


Bagund 

0829000803653800 

5.236 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.236 

7.06 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.62 

0.54 

0.30 

0.020 

0.57 

0.66 


Baliyon Ki Dhani 

0829000803657700 

0.167 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.167 

6.07 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.12 

0.001 

0.66 

0.94 


Bansen 

0829000803654200 

8.813 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.721 

5.40 

0.015 

0.16 

0.02 

0.00 

0.00 

0.02 

0.83 

0.58 

0.60 

0.033 

0.65 

0.91 






Wagon Project 

Command 

Gneisses(B.G.C) 

0.092 

5.40 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 


Beawar 

0829000803655400 

3.032 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.817 

5.46 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.25 

0.17 

0.12 

0.011 

0.61 

0.88 






Wagon Project 

Command 

Gneisses(B.G.C) 

0.215 

5.46 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.05 

0.07 


Bhadesar 

0829000803657400 

4.348 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.997 

6.08 

0.015 

0.14 

0.02 

0.00 

0.00 

0.00 

0.48 

0.34 

0.54 

0.015 

0.61 

0.87 


Bhadsora 

0829000803651600 

11.334 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.891 

8.11 

0.012 

0.11 

0.02 

0.00 

0.00 

0.02 

0.44 

0.50 

0.42 

0.015 

0.17 

0.15 







Non-command 

Gneisses(B.G.C) 

4.638 

8.11 

0.015 

0.11 

0.02 

0.00 

0.00 

0.03 

0.63 

0.72 

0.40 

0.018 

0.20 

0.18 


Bhagal 

0829000803659500 

1.132 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.224 

7.28 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.001 

0.13 

0.18 






Wagon Project 

Command 

Phyllite & Schist 

0.611 

7.28 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.04 

0.002 

0.35 

0.49 


Bhalundi 

0829000803658300 

0.940 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.824 

6.20 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.14 

0.10 

0.28 

0.003 

0.58 

0.81 







Non-command 

Shale 

0.098 

6.20 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.04 

0.000 

0.07 

0.10 


Bhaonath Ki Kheri 

0829000803658400 

0.927 

Fresh 

Non-command 

Non-command 

Shale 

0.927 

6.51 

0.100 

0.07 

0.01 

0.00 

0.00 

0.00 

0.66 

0.48 

0.28 

0.004 

0.66 

0.91 


Bhatoli Goojran 

0829000703638600 

6.583 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.888 

5.88 

0.012 

0.04 

0.01 

0.00 

0.00 

0.00 

0.22 

0.24 

0.14 

0.010 

0.24 

0.22 







Non-command 

Gneisses(B.G.C) 

0.714 

5.88 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.03 

0.003 

0.06 

0.05 


Bheela Khera 

0829000703639200 

1.239 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.269 

5.71 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.001 

0.11 

0.09 


Bhoot-Khera 

0829000703638500 

7.634 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.634 

6.80 

0.012 

0.06 

0.01 

0.00 

0.00 

0.08 

0.57 

0.65 

0.19 

0.027 

0.50 

0.44 


Bhootya Kalan 

0829000803654300 

3.656 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.296 

5.27 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.05 

0.005 

0.23 

0.33 






Wagon Project 

Command 

Gneisses(B.G.C) 

2.360 

5.27 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.21 

0.15 

0.10 

0.009 

0.43 

0.61 


Bhootya Khurd 

0829000803650700 

3.139 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.113 

5.27 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.27 

0.19 

0.16 

0.012 

0.65 

0.93 






Wagon Project 

Command 

Gneisses(B.G.C) 

0.025 

5.27 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Bihari Pura 

0829000703638700 

3.835 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.835 

6.61 

0.012 

0.05 

0.01 

0.00 

0.00 

0.00 

0.33 

0.39 

0.20 

0.014 

0.49 

0.42 


Buddhpura 

0829000803652900 

2.315 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.833 

8.47 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.11 

0.05 

0.003 

0.17 

0.14 


Chaktiya 

0829000703638000 

2.230 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.065 

8.08 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Chanpa Kheri 

0829000803655600 

2.139 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.681 

6.03 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.18 

0.13 

0.09 

0.006 

0.52 

0.74 






Wagon Project 

Command 

Gneisses(B.G.C) 

0.364 

6.03 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.001 

0.11 

0.16 


Daulatpura 

0829000703640900 

1.647 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.825 

5.56 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.03 

0.003 

0.29 

0.26 



0829000803653600 

2.310 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.880 

7.36 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.07 

0.003 

0.22 

0.25 







Non-command 

Gneisses(B.G.C) 

1.430 

7.36 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.15 

0.08 

0.005 

0.35 

0.40 


Delwas 

0829000803649300 

3.450 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.025 

6.82 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.16 

0.05 

0.008 

0.38 

0.53 


Deora Peepli 

0829000803655900 

2.315 

Fresh 

Wagon Project 

Command 

Gneisses(B.G.C) 

2.256 

6.01 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.24 

0.17 

0.17 

0.009 

0.64 

0.92 


Deva Khera 

0829000803651100 

1.803 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.803 

5.97 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.19 

0.16 

0.10 

0.007 

0.59 

0.71 


Dhanet 

0829000803656800 

4.615 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.694 

7.35 

0.012 

0.03 

0.00 

0.00 

0.00 

0.01 

0.16 

0.12 

0.12 

0.006 

0.24 

0.34 






Wagon Project 

Command 

Phyllite & Schist 

1.483 

7.35 

0.012 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.11 

0.10 

0.006 

0.21 

0.29 


Dharol 

0829000803650500 

2.463 

Fresh 

Non-command 

Non-command 

Shale 

2.463 

7.64 

0.100 

0.06 

0.01 

0.00 

0.00 

0.01 

1.93 

1.41 

0.21 

0.009 

0.66 

0.90 


Dheerji Ka Khera 

0829000803655200 

1.152 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.147 

5.50 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.09 

0.10 

0.004 

0.66 

0.94 


Dhuwaliyon Ki Dhani 

0829000803657900 

0.242 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.242 

6.09 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.001 

0.66 

0.94 


Gadariya Was 

0829000803651700 

6.283 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.827 

7.64 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.33 

0.36 

0.04 

0.011 

0.23 

0.21 


Gadariyon Ki Dhan 

0829000803658700 

1.592 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.426 

6.14 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.11 

0.11 

0.005 

0.59 

0.84 


Ganga Gurha 

0829000803657200 

1.215 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.215 

6.08 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.14 

0.10 

0.14 

0.005 

0.66 

0.94 


Gantheri 

0829000803655700 

4.567 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.001 

5.99 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Wagon Project 

Command 

Gneisses(B.G.C) 

1.944 

5.99 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.21 

0.15 

0.18 

0.007 

0.28 

0.40 


Geeda Khera 

0829000803656600 

3.577 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.577 

7.22 

0.012 

0.09 

0.01 

0.00 

0.00 

0.00 

0.38 

0.37 

0.36 

0.014 

0.54 

0.55 


Ghati 

0829000803658800 

0.543 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.106 

6.33 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.13 

0.18 


Ghora-Khera 

0829000703638400 

6.109 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.109 

7.51 

0.012 

0.06 

0.01 

0.00 

0.00 

0.11 

0.47 

0.56 

0.22 

0.022 

0.48 

0.41 


Godariyawas 

0829000703639300 

4.264 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.240 

5.73 

0.012 

0.04 

0.01 

0.00 

0.00 

0.00 

0.31 

0.36 

0.14 

0.015 

0.53 

0.45 


Gopalpura 

0829000803653100 

2.914 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.416 

8.31 

0.012 

0.03 

0.00 

0.00 

0.00 

0.00 

0.26 

0.32 

0.13 

0.009 

0.39 

0.32 


Gopi Ka Khera 

0829000803659100 

1.558 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.122 

6.75 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.05 

0.07 







Non-command 

Shale 

0.011 

6.75 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.01 


Gulabji Ka Gurha 

0829000803658100 

0.817 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.817 

6.08 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.11 

0.003 

0.66 

0.94 


Guman Ji Ka Gurha 

0829000803658200 

0.884 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.883 

6.11 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.04 

0.003 

0.66 

0.94 


Gurha 

0829000803653900 

1.611 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.611 

7.17 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.19 

0.18 

0.09 

0.006 

0.54 

0.57 


Hajya Kheri 

0829000803650800 

3.213 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.948 

5.82 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.28 

0.20 

0.10 

0.011 

0.60 

0.85 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.07 

0.00 

153,378.37 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Akola Khurd 

0829000803660000 

0.05 

0.00 

3,384.07 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.016 

696.78 

Over Exploited 

Akya 

0829000803656200 

0.05 

0.02 

395.80 

0.03 

0.00 

0.03 

0.02 

0.31 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.050 

0.003 

0.048 

0.131 

276.15 

Over Exploited 



0.07 

0.00 

4,753.92 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

2,616.96 

Over Exploited 



0.05 

0.01 

671.29 

0.01 

- 

0.01 

0.01 

0.20 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.021 

0.083 

388.88 

Over Exploited 



0.07 

0.01 

963.50 

0.01 

- 

0.01 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.046 

691.38 

Over Exploited 

Alsigarh 

0829000903666400 

0.07 

0.01 

505.05 

0.01 

- 

0.01 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.009 

0.002 

25.41 

Safe 

Amarpura 

0829000803653400 

0.05 

0.08 

300.58 

0.10 

0.01 

0.11 

0.05 

0.55 

- 

0.0200 

- 

- 

0.021 

0.041 

0.041 

0.153 

0.008 

0.146 

0.108 

74.47 

Semi Critical 


0829000803657300 

0.07 

0.06 

71.23 

0.07 

- 

0.07 

0.05 

0.71 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.081 

0.004 

0.077 

0.115 

149.05 

Over Exploited 

Antri 

0829000803654500 

0.07 

0.03 

234.13 

0.04 

- 

0.04 

0.02 

0.30 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.051 

0.003 

0.049 

0.060 

122.61 

Over Exploited 



0.05 

0.04 

2,117.85 

0.05 

- 

0.05 

0.03 

0.38 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.056 

0.003 

0.054 

0.075 

140.62 

Over Exploited 

Arnoda 

0829000803655500 

0.07 

0.05 

87.75 

0.06 

0.01 

0.07 

0.05 

0.65 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.086 

0.004 

0.082 

0.144 

176.93 

Over Exploited 

Azampura 

0829000703638800 

0.06 

0.05 

285.30 

0.07 

0.00 

0.07 

0.05 

0.53 

0.01 

- 

- 

- 

0.000 

0.000 

0.007 

0.072 

0.004 

0.069 

0.046 

66.56 

Safe 

Badli Ki Dhani 

0829000803657800 

0.07 

0.01 

86.90 

0.02 

- 

0.02 

0.05 

0.71 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.027 

0.001 

0.026 

0.053 

204.35 

Over Exploited 

Bagund 

0829000803653800 

0.07 

0.21 

158.42 

0.25 

0.01 

0.26 

0.05 

0.62 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.291 

0.015 

0.277 

0.322 

116.28 

Over Exploited 

Baliyon Ki Dhani 

0829000803657700 

0.07 

0.01 

310.49 

0.01 

- 

0.01 

0.05 

0.71 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.019 

0.001 

0.018 

0.125 

681.95 

Over Exploited 

Bansen 

0829000803654200 

0.07 

0.40 

48.07 

0.47 

0.04 

0.51 

0.05 

0.70 

- 

0.0700 

- 

- 

0.031 

0.101 

0.101 

0.615 

0.031 

0.584 

0.633 

108.33 

Over Exploited 



0.07 

0.00 

11,925.17 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

14,626.75 

Over Exploited 

Beawar 

0829000803655400 

0.07 

0.12 

44.04 

0.14 

0.01 

0.16 

0.05 

0.66 

- 

0.0100 

- 

- 

0.017 

0.027 

0.027 

0.184 

0.009 

0.175 

0.129 

73.69 

Semi Critical 



0.07 

0.00 

1,389.48 

0.00 

0.00 

0.00 

0.00 

0.05 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.007 

0.000 

0.007 

0.008 

109.94 

Over Exploited 

Bhadesar 

0829000803657400 

0.07 

0.17 

40,573.87 

0.20 

0.02 

0.22 

0.05 

0.65 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.282 

0.014 

0.268 

0.551 

205.69 

Over Exploited 

Bhadsora 

0829000803651600 

0.05 

0.03 

1,421.90 

0.04 

0.04 

0.08 

0.02 

0.19 

- 

0.0500 

- 

- 

0.024 

0.074 

0.074 

0.149 

0.007 

0.141 

0.435 

307.35 

Over Exploited 



0.07 

0.07 

999.84 

0.08 

0.05 

0.12 

0.02 

0.22 

- 

0.0500 

- 

- 

0.039 

0.089 

0.089 

0.213 

0.011 

0.203 

0.419 

206.69 

Over Exploited 

Bhagal 

0829000803659500 

0.05 

0.00 

837.78 

0.00 

- 

0.00 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.018 

1,087.69 

Over Exploited 



0.05 

0.01 

311.66 

0.01 

- 

0.01 

0.03 

0.38 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.012 

0.040 

330.88 

Over Exploited 

Bhalundi 

0829000803658300 

0.07 

0.03 

192.23 

0.04 

0.01 

0.05 

0.05 

0.63 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.080 

0.004 

0.076 

0.286 

375.53 

Over Exploited 



0.05 

0.00 

14,979.28 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.036 

9,507.63 

Over Exploited 

Bhaonath Ki Kheri 

0829000803658400 

0.05 

0.03 

1,467.45 

0.04 

0.01 

0.05 

0.05 

0.72 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.079 

0.004 

0.075 

0.285 

378.19 

Over Exploited 

Bhatoli Goojran 

0829000703638600 

0.06 

0.04 

489.39 

0.05 

0.01 

0.06 

0.02 

0.26 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.091 

0.005 

0.087 

0.154 

177.84 

Over Exploited 



0.04 

0.00 

3,274.89 

0.00 

- 

0.00 

0.01 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.012 

0.035 

297.61 

Over Exploited 

Bheela Khera 

0829000703639200 

0.06 

0.00 

1,795.57 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.042 

2,101.69 

Over Exploited 

Bhoot-Khera 

0829000703638500 

0.06 

0.23 

186.70 

0.27 

0.09 

0.36 

0.05 

0.55 

- 

0.0400 

- 

- 

0.114 

0.154 

0.154 

0.513 

0.026 

0.487 

0.220 

45.21 

Safe 

Bhootya Kalan 

0829000803654300 

0.07 

0.02 

265.62 

0.03 

0.00 

0.03 

0.02 

0.25 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.040 

0.002 

0.038 

0.057 

150.07 

Over Exploited 



0.07 

0.07 

113.48 

0.08 

0.00 

0.09 

0.03 

0.46 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.100 

0.005 

0.095 

0.109 

114.70 

Over Exploited 

Bhootya Khurd 

0829000803650700 

0.07 

0.14 

35.12 

0.17 

0.01 

0.18 

0.05 

0.70 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.207 

0.010 

0.197 

0.175 

88.75 

Semi Critical 



0.07 

0.00 

14,694.92 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bihari Pura 

0829000703638700 

0.06 

0.11 

247.17 

0.14 

0.01 

0.15 

0.05 

0.55 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.166 

0.008 

0.158 

0.211 

133.30 

Over Exploited 

Buddhpura 

0829000803652900 

0.05 

0.01 

1,467.28 

0.01 

0.00 

0.01 

0.02 

0.19 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.020 

0.001 

0.019 

0.053 

274.52 

Over Exploited 

Chaktiya 

0829000703638000 

0.06 

0.00 

13,599.84 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.004 

6,276.58 

Over Exploited 

Chanpa Kheri 

0829000803655600 

0.07 

0.06 

108.12 

0.07 

0.00 

0.07 

0.04 

0.56 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.083 

0.004 

0.079 

0.100 

126.74 

Over Exploited 



0.07 

0.00 

702.27 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.018 

562.43 

Over Exploited 

Daulatpura 

0829000703640900 

0.06 

0.01 

396.11 

0.02 

- 

0.02 

0.03 

0.32 

- 

- 

- 

- 

- 

- 

- 

0.017 

0.001 

0.016 

0.034 

206.35 

Over Exploited 


0829000803653600 

0.05 

0.01 

769.11 

0.01 

- 

0.01 

0.02 

0.24 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.021 

0.001 

0.020 

0.070 

346.56 

Over Exploited 



0.07 

0.04 

339.69 

0.04 

0.00 

0.04 

0.03 

0.38 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.054 

0.003 

0.052 

0.082 

159.57 

Over Exploited 

Delwas 

0829000803649300 

0.07 

0.05 

190.04 

0.07 

0.00 

0.07 

0.03 

0.41 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.075 

0.004 

0.071 

0.057 

79.27 

Semi Critical 

Deora Peepli 

0829000803655900 

0.07 

0.10 

67.87 

0.12 

0.01 

0.13 

0.05 

0.69 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.152 

0.008 

0.144 

0.181 

125.31 

Over Exploited 

Deva Khera 

0829000803651100 

0.07 

0.07 

110.47 

0.09 

0.00 

0.09 

0.05 

0.64 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.106 

0.005 

0.100 

0.102 

101.33 

Over Exploited 

Dhanet 

0829000803656800 

0.05 

0.02 

477.09 

0.02 

0.01 

0.03 

0.02 

0.26 

- 

0.0100 

- 

- 

0.013 

0.023 

0.023 

0.056 

0.003 

0.054 

0.124 

231.90 

Over Exploited 



0.05 

0.02 

611.70 

0.02 

- 

0.02 

0.02 

0.23 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.029 

0.001 

0.027 

0.107 

392.00 

Over Exploited 

Dharol 

0829000803650500 

0.05 

0.08 

1,640.61 

0.10 

0.02 

0.11 

0.05 

0.71 

- 

0.0200 

- 

- 

0.009 

0.029 

0.029 

0.143 

0.007 

0.136 

0.217 

160.14 

Over Exploited 

Dheerji Ka Khera 

0829000803655200 

0.07 

0.05 

64.65 

0.06 

0.00 

0.06 

0.05 

0.71 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.074 

0.004 

0.071 

0.101 

143.34 

Over Exploited 

Dhuwaliyon Ki Dhani 

0829000803657900 

0.07 

0.01 

102.25 

0.01 

- 

0.01 

0.05 

0.71 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.013 

0.036 

281.96 

Over Exploited 

Gadariya Was 

0829000803651700 

0.07 

0.05 

684.94 

0.05 

0.00 

0.05 

0.02 

0.25 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.055 

0.003 

0.052 

0.055 

104.72 

Over Exploited 

Gadariyon Ki Dhan 

0829000803658700 

0.07 

0.06 

91.43 

0.07 

- 

0.07 

0.05 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.081 

0.004 

0.077 

0.118 

154.42 

Over Exploited 

Ganga Gurha 

0829000803657200 

0.07 

0.06 

75.32 

0.07 

0.01 

0.08 

0.05 

0.71 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.097 

0.005 

0.092 

0.144 

155.38 

Over Exploited 

Gantheri 

0829000803655700 

0.07 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.04 

289.39 

0.05 

0.01 

0.06 

0.02 

0.30 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.080 

0.004 

0.076 

0.188 

249.34 

Over Exploited 

Geeda Khera 

0829000803656600 

0.05 

0.10 

283.77 

0.11 

0.01 

0.12 

0.05 

0.59 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.195 

0.010 

0.185 

0.370 

199.58 

Over Exploited 

Ghati 

0829000803658800 

0.07 

0.00 

638.99 

0.00 

- 

0.00 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.004 

402.00 

Over Exploited 

Ghora-Khera 

0829000703638400 

0.06 

0.18 

213.66 

0.21 

0.12 

0.33 

0.05 

0.54 

0.02 

0.0400 

- 

- 

0.163 

0.203 

0.223 

0.555 

0.028 

0.527 

0.243 

46.08 

Safe 

Godariyawas 

0829000703639300 

0.06 

0.13 

167.71 

0.16 

0.01 

0.17 

0.05 

0.58 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.196 

0.010 

0.186 

0.158 

84.94 

Semi Critical 

Gopalpura 

0829000803653100 

0.05 

0.05 

567.96 

0.06 

0.00 

0.06 

0.04 

0.44 

0.01 

0.0100 

- 

- 

0.002 

0.012 

0.017 

0.076 

0.004 

0.072 

0.136 

189.34 

Over Exploited 

Gopi Ka Khera 

0829000803659100 

0.07 

0.00 

1,854.62 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.006 

1,288.33 

Over Exploited 



0.05 

0.00 

210,046.92 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gulabji Ka Gurha 

0829000803658100 

0.07 

0.04 

86.48 

0.05 

0.00 

0.05 

0.05 

0.71 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.067 

0.003 

0.063 

0.116 

183.51 

Over Exploited 

Guman Ji Ka Gurha 

0829000803658200 

0.07 

0.04 

57.17 

0.05 

0.00 

0.05 

0.05 

0.71 

- 

- 

- 

- 

0.000 

- 

- 

0.049 

0.002 

0.046 

0.046 

99.78 

Critical 

Gurha 

0829000803653900 

0.07 

0.06 

190.36 

0.07 

0.01 

0.08 

0.05 

0.60 

- 

0.0100 

- 

- 

0.009 

0.019 

0.019 

0.098 

0.005 

0.093 

0.097 

104.14 

Over Exploited 

Hajya Kheri 

0829000803650800 

0.07 

0.12 

59.71 

0.15 

0.01 

0.16 

0.05 

0.65 

- 

0.0100 

- 

- 

0.013 

0.023 

0.023 

0.181 

0.009 

0.172 

0.106 

61.64 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Shale 

0.265 

5.82 

0.100 

0.00 

0.00 

0.00 

0.00 

0.01 

0.15 

0.10 

0.01 

0.001 

0.05 

0.08 


Hati Pura 

0829000803654600 

1.012 

Fresh 

Non-command 

Non-command 

Shale 

0.002 

5.59 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Hoda 

0829000803649700 

1.183 

Fresh 

Non-command 

Non-command 

Shale 

1.154 

9.97 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

1.20 

0.90 

0.22 

0.004 

0.64 

0.86 


Ibrahim Ganj 

0829000803650400 

2.148 

Fresh 

Non-command 

Non-command 

Shale 

0.348 

9.50 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.26 

0.02 

0.001 

0.11 

0.14 


Jaipura 

0829000603630100 

4.995 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.338 

5.58 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.04 

0.005 

0.16 

0.20 


Jaitpura Khurd 

0829000803649400 

2.166 

Fresh 

Non-command 

Non-command 

Shale 

2.166 

8.45 

0.100 

0.01 

0.00 

0.00 

0.00 

0.03 

1.81 

1.32 

0.01 

0.008 

0.66 

0.90 


Jawan Pura 

0829000803649200 

1.926 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.517 

5.77 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.002 

0.17 

0.24 


Jeeta Was 

0829000803657100 

2.288 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.596 

6.51 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.04 

0.002 

0.17 

0.25 


Jharsadri 

0829000903670800 

2.471 

Fresh 

Non-command 

Non-command 

Shale 

0.818 

7.36 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.09 

0.16 

0.003 

0.22 

0.29 


Kaharon Ki Dhani 

0829000803657600 

0.487 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.487 

6.07 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.05 

0.03 

0.03 

0.002 

0.66 

0.94 


Kannoj 

0829000803654700 

13.981 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.254 

6.08 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.001 

0.01 

0.02 







Non-command 

Shale 

1.825 

6.08 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

1.14 

0.83 

0.15 

0.007 

0.09 

0.12 


Kannojiya 

0829000803655100 

1.628 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.587 

5.82 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.17 

0.12 

0.11 

0.006 

0.64 

0.92 


Karoli 

0829000803659900 

4.569 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.062 

6.03 

0.012 

0.07 

0.01 

0.00 

0.00 

0.00 

0.34 

0.33 

0.25 

0.015 

0.48 

0.49 







Non-command 

Gneisses(B.G.C) 

0.270 

6.03 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.03 

0.03 


Kasya Khurd 

0829000803651400 

3.292 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.257 

7.20 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.001 

0.04 

0.05 


Kesar Pura 

0829000803655000 

1.711 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.127 

5.90 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.13 

0.004 

0.43 

0.62 







Non-command 

Shale 

0.279 

5.90 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.12 

0.03 

0.001 

0.11 

0.15 


Keshar Kheri 

0829000803653300 

4.095 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.095 

7.91 

0.012 

0.06 

0.01 

0.00 

0.00 

0.00 

0.42 

0.50 

0.20 

0.016 

0.48 

0.40 


Khokhariya Kheri 

0829000803652500 

5.792 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.008 

8.90 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

0.005 

8.90 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Koshithal 

0829000803656000 

3.026 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.003 

6.95 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Wagon Project 

Command 

Gneisses(B.G.C) 

1.738 

6.95 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.21 

0.15 

0.12 

0.007 

0.38 

0.54 


Kuretha 

0829000803656400 

5.414 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.414 

7.38 

0.012 

0.09 

0.01 

0.00 

0.00 

0.02 

0.52 

0.44 

0.33 

0.021 

0.57 

0.67 


Lachami Pura 

0829000803655800 

4.197 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.159 

4.49 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.04 






Wagon Project 

Command 

Gneisses(B.G.C) 

3.872 

4.49 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.30 

0.21 

0.17 

0.015 

0.61 

0.87 


Lader 

0829000803655300 

1.181 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.155 

5.44 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.09 

0.10 

0.004 

0.64 

0.92 


Lakhmipura 

0829000703641000 

2.873 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.485 

6.07 

0.012 

0.03 

0.00 

0.00 

0.00 

0.00 

0.20 

0.24 

0.09 

0.009 

0.46 

0.40 


Lasrawan 

0829000903670600 

13.149 

Fresh 

Non-command 

Non-command 

Shale 

0.128 

7.42 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 


Leswa 

0829000803651200 

3.495 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.660 

6.44 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.31 

0.27 

0.21 

0.010 

0.43 

0.49 


Madanpura 

0829000803654000 

3.144 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.144 

6.47 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.35 

0.29 

0.19 

0.012 

0.58 

0.69 


Mandphiya 

0829000803656500 

4.778 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.778 

7.37 

0.012 

0.19 

0.03 

0.00 

0.00 

0.02 

0.54 

0.52 

0.76 

0.018 

0.54 

0.56 


Mangalwar 

0829000703639400 

16.716 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.835 

4.42 

0.012 

0.03 

0.00 

0.00 

0.00 

0.01 

0.12 

0.13 

0.10 

0.007 

0.06 

0.05 


Maora 

0829000803656300 

2.963 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.963 

7.40 

0.012 

0.04 

0.01 

0.00 

0.00 

0.02 

0.26 

0.19 

0.14 

0.011 

0.63 

0.84 


Mircha Kheri 

0829000703640700 

1.984 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.718 

4.85 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.04 

0.003 

0.22 

0.20 


Mokham Pura 

0829000803651500 

1.944 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.520 

7.42 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.19 

0.19 

0.12 

0.006 

0.42 

0.43 


Mokhampura 

0829000803653000 

1.833 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.352 

8.53 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.01 

0.001 

0.09 

0.07 


Morwan 

0829000703639100 

9.925 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.271 

6.60 

0.012 

0.11 

0.02 

0.00 

0.00 

0.02 

0.63 

0.76 

0.40 

0.026 

0.36 

0.30 


Murliya 

0829000803648900 

5.088 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.437 

5.17 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.22 

0.17 

0.10 

0.009 

0.30 

0.40 


Nada-Khera 

0829000703638300 

5.671 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.671 

7.31 

0.012 

0.07 

0.01 

0.00 

0.00 

0.00 

0.53 

0.64 

0.24 

0.020 

0.48 

0.40 


Nahargarh 

0829000803650600 

6.218 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.504 

5.86 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.11 

0.10 

0.006 

0.16 

0.22 







Non-command 

Shale 

4.552 

5.86 

0.100 

0.08 

0.01 

0.00 

0.00 

0.00 

2.73 

1.95 

0.30 

0.017 

0.48 

0.68 


Nangpura 

0829000703638900 

2.429 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.429 

7.72 

0.012 

0.05 

0.01 

0.00 

0.00 

0.00 

0.26 

0.31 

0.18 

0.009 

0.48 

0.39 


Narbadiya 

0829000803653700 

5.317 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.317 

7.58 

0.015 

0.07 

0.01 

0.00 

0.00 

0.01 

0.66 

0.48 

0.24 

0.020 

0.64 

0.89 


Nardhari 

0829000803654100 

2.667 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.667 

6.36 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.28 

0.21 

0.09 

0.010 

0.63 

0.84 


Nawa Khera 

0829000703638100 

1.314 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.130 

8.11 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.13 

0.01 

0.004 

0.41 

0.33 


Neemgaon 

0829000703641100 

6.041 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.290 

5.66 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.03 

0.03 


Oda 

0829000803661000 

0.867 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.033 

6.32 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.04 







Non-command 

Shale 

0.834 

6.32 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.55 

0.39 

0.06 

0.003 

0.64 

0.88 


Padampura 

0829000703640800 

2.228 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.673 

4.94 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.05 

0.002 

0.19 

0.17 


Pal-Kheri 

0829000703639000 

1.884 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.150 

6.94 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.04 

0.03 


Palod 

0829000703642700 

16.305 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.013 

4.11 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Palri 

0829000903666500 

4.673 

Fresh 

Non-command 

Non-command 

Shale 

0.406 

6.43 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.001 

0.06 

0.08 


Parliya 

0829000803651000 

7.971 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.971 

5.48 

0.015 

0.10 

0.01 

0.00 

0.00 

0.01 

0.73 

0.55 

0.36 

0.030 

0.63 

0.83 


Peepalwas 

0829000803650900 

9.272 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.908 

4.79 

0.015 

0.13 

0.02 

0.00 

0.00 

0.01 

0.74 

0.54 

0.47 

0.034 

0.63 

0.87 


Peepli Ka Gurha 

0829000803658500 

2.893 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.171 

6.61 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.04 

0.05 







Non-command 

Shale 

1.743 

6.61 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

1.16 

0.84 

0.05 

0.007 

0.40 

0.55 


Radai Khera 

0829000803659700 

3.367 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.753 

6.42 

0.012 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.12 

0.12 

0.007 

0.32 

0.42 






Wagon Project 

Command 

Phyllite & Schist 

0.019 

6.42 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rama Khera 

0829000703638200 

2.415 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.351 

8.09 

0.012 

0.02 

0.00 

0.00 

0.00 

0.04 

0.20 

0.24 

0.08 

0.008 

0.46 

0.38 


Sagwariya 

0829000803649600 

5.267 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.069 

10.73 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 







Non-command 

Shale 

0.445 

10.73 

0.100 

0.00 

0.00 

0.00 

0.00 

0.02 

0.46 

0.35 

0.00 

0.002 

0.06 

0.07 


Sand 

0829000903666300 

8.394 

Fresh 

Non-command 

Non-command 

Shale 

0.340 

6.14 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.001 

0.03 

0.04 


Sankhlon Ki Dhani 

0829000803658000 

4.827 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.333 

6.10 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.33 

0.23 

0.05 

0.013 

0.46 

0.65 







Non-command 

Shale 

0.998 

6.10 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.61 

0.43 

0.01 

0.004 

0.14 

0.19 


Sarlai 

0829000803649800 

2.219 

Fresh 

Non-command 

Non-command 

Shale 

0.254 

10.47 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.21 

0.02 

0.001 

0.08 

0.10 


Segwa 

0829000803656700 

4.364 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.175 

7.14 

0.012 

0.06 

0.01 

0.00 

0.00 

0.00 

0.39 

0.30 

0.22 

0.016 

0.59 

0.77 






Wagon Project 

Command 

Phyllite & Schist 

0.005 

7.14 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.05 

0.00 

14,318.04 

0.00 

0.01 

0.01 

0.00 

0.06 

- 

- 

- 

- 

0.014 

0.014 

0.014 

0.024 

0.001 

0.023 

0.008 

35.32 

Safe 

Hati Pura 

082900080365460C 

0.05 

0.00 

498,224.89 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Hoda 

082900080364970C 

0.05 

0.04 

2,336.08 

0.04 

0.01 

0.05 

0.05 

0.69 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.094 

0.005 

0.090 

0.228 

254.71 

Over Exploited 

Ibrahim Ganj 

0829000803650400 

0.05 

0.00 

13,815.09 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.018 

857.73 

Over Exploited 

Jaipura 

0829000603630100 

0.03 

0.01 

1,102.71 

0.01 

0.00 

0.01 

0.01 

0.18 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.010 

0.001 

0.010 

0.041 

424.72 

Over Exploited 

Jaitpura Khurd 

0829000803649400 

0.05 

0.07 

1,762.38 

0.09 

0.03 

0.12 

0.05 

0.71 

- 

- 

- 

- 

0.047 

0.047 

0.047 

0.163 

0.008 

0.155 

0.022 

14.33 

Safe 

Jawan Pura 

0829000803649200 

0.07 

0.01 

424.09 

0.01 

- 

0.01 

0.01 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.007 

0.015 

208.41 

Over Exploited 

Jeeta Was 

0829000803657100 

0.07 

0.01 

560.74 

0.01 

0.00 

0.01 

0.01 

0.19 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.009 

0.000 

0.009 

0.039 

437.12 

Over Exploited 

Jharsadri 

0829000903670800 

0.07 

0.01 

624.29 

0.02 

0.01 

0.03 

0.02 

0.24 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.045 

0.002 

0.043 

0.167 

387.17 

Over Exploited 

Kaharon Ki Dhani 

0829000803657600 

0.07 

0.02 

53.58 

0.03 

0.01 

0.03 

0.05 

0.71 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.040 

0.002 

0.038 

0.032 

84.26 

Semi Critical 

Kannoj 

0829000803654700 

0.07 

0.00 

11,127.08 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.021 

8,567.06 

Over Exploited 



0.05 

0.01 

10,421.03 

0.01 

0.01 

0.02 

0.01 

0.09 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.039 

0.002 

0.037 

0.155 

413.47 

Over Exploited 

Kannojiya 

0829000803655100 

0.07 

0.07 

65.35 

0.09 

- 

0.09 

0.05 

0.69 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.096 

0.005 

0.091 

0.112 

123.20 

Over Exploited 

Karoli 

0829000803659900 

0.05 

0.10 

237.94 

0.12 

0.01 

0.13 

0.05 

0.53 

- 

0.0500 

- 

- 

0.005 

0.055 

0.055 

0.187 

0.009 

0.178 

0.262 

147.76 

Over Exploited 



0.07 

0.00 

3,845.95 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.012 

1,727.12 

Over Exploited 

Kasya Khurd 

0829000803651400 

0.07 

0.00 

3,275.68 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.014 

1,579.41 

Over Exploited 

Kesar Pura 

0829000803655000 

0.07 

0.03 

166.73 

0.04 

- 

0.04 

0.03 

0.47 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.051 

0.003 

0.049 

0.130 

268.01 

Over Exploited 



0.05 

0.00 

8,100.23 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.031 

1,813.41 

Over Exploited 

Keshar Kheri 

0829000803653300 

0.05 

0.10 

410.84 

0.12 

0.01 

0.13 

0.05 

0.54 

0.01 

0.0200 

- 

- 

0.005 

0.025 

0.036 

0.168 

0.008 

0.160 

0.220 

137.49 

Over Exploited 

Khokhariya Kheri 

0829000803652500 

0.05 

0.00 

377,314.74 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.00 

649,568.93 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Koshithal 

0829000803656000 

0.07 

0.00 

192,406.82 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.05 

220.04 

0.06 

0.00 

0.06 

0.03 

0.41 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.067 

0.003 

0.063 

0.127 

200.08 

Over Exploited 

Kuretha 

0829000803656400 

0.05 

0.16 

184.26 

0.19 

0.03 

0.22 

0.05 

0.63 

- 

0.0600 

- 

- 

0.032 

0.092 

0.092 

0.310 

0.015 

0.294 

0.350 

118.86 

Over Exploited 

Lachami Pura 

0829000803655800 

0.07 

0.00 

2,469.68 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.001 

0.008 

523.68 

Over Exploited 



0.07 

0.16 

26.72 

0.20 

0.01 

0.21 

0.05 

0.66 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.232 

0.012 

0.220 

0.188 

85.28 

Semi Critical 

Lader 

0829000803655300 

0.07 

0.05 

66.77 

0.06 

- 

0.06 

0.05 

0.70 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.083 

0.004 

0.078 

0.105 

134.41 

Over Exploited 

Lakhmipura 

0829000703641000 

0.06 

0.07 

244.14 

0.08 

0.00 

0.08 

0.05 

0.51 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.092 

0.005 

0.088 

0.102 

116.12 

Over Exploited 

Lasrawan 

0829000903670600 

0.07 

0.00 

19,828.91 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.014 

20,826.12 

Over Exploited 

Leswa 

0829000803651200 

0.07 

0.08 

236.23 

0.10 

0.01 

0.11 

0.04 

0.47 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.128 

0.006 

0.122 

0.221 

181.47 

Over Exploited 

Madanpura 

0829000803654000 

0.07 

0.13 

128.41 

0.15 

0.01 

0.16 

0.05 

0.63 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.183 

0.009 

0.174 

0.200 

114.90 

Over Exploited 

Mandphiya 

0829000803656500 

0.05 

0.13 

305.89 

0.15 

0.05 

0.20 

0.05 

0.59 

- 

0.1400 

- 

- 

0.032 

0.172 

0.172 

0.376 

0.019 

0.358 

0.774 

216.51 

Over Exploited 

Mangalwar 

0829000703639400 

0.06 

0.01 

1,891.25 

0.01 

0.01 

0.01 

0.01 

0.07 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.035 

0.002 

0.033 

0.105 

313.55 

Over Exploited 

Maora 

0829000803656300 

0.05 

0.09 

108.74 

0.11 

0.03 

0.14 

0.05 

0.68 

- 

0.0300 

- 

- 

0.033 

0.064 

0.064 

0.207 

0.010 

0.197 

0.153 

77.76 

Semi Critical 

Mircha Kheri 

0829000703640700 

0.06 

0.01 

484.09 

0.01 

- 

0.01 

0.02 

0.24 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.011 

0.038 

341.28 

Over Exploited 

Mokham Pura 

0829000803651500 

0.07 

0.04 

323.25 

0.05 

0.00 

0.06 

0.04 

0.46 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.075 

0.004 

0.071 

0.125 

175.70 

Over Exploited 

Mokhampura 

0829000803653000 

0.05 

0.00 

2,529.31 

0.00 

0.00 

0.00 

0.01 

0.10 

0.00 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

0.000 

0.002 

0.006 

254.16 

Over Exploited 

Morwan 

0829000703639100 

0.06 

0.16 

386.15 

0.19 

0.04 

0.22 

0.04 

0.40 

0.02 

0.0500 

- 

- 

0.024 

0.074 

0.091 

0.314 

0.016 

0.299 

0.427 

142.92 

Over Exploited 

Murliya 

0829000803648900 

0.07 

0.05 

222.31 

0.06 

0.00 

0.06 

0.03 

0.33 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.076 

0.004 

0.072 

0.110 

153.47 

Over Exploited 

Nada-Khera 

0829000703638300 

0.06 

0.16 

293.60 

0.20 

0.01 

0.21 

0.05 

0.54 

0.02 

0.0300 

- 

- 

0.006 

0.036 

0.055 

0.266 

0.013 

0.252 

0.255 

101.19 

Over Exploited 

Nahargarh 

0829000803650600 

0.07 

0.02 

580.14 

0.02 

0.00 

0.02 

0.01 

0.17 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.035 

0.002 

0.033 

0.106 

318.35 

Over Exploited 



0.05 

0.11 

1,678.18 

0.13 

0.01 

0.14 

0.04 

0.52 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.174 

0.009 

0.166 

0.312 

188.49 

Over Exploited 

Nangpura 

0829000703638900 

0.06 

0.07 

350.99 

0.08 

0.01 

0.09 

0.05 

0.53 

0.01 

0.0200 

- 

- 

0.001 

0.021 

0.029 

0.122 

0.006 

0.116 

0.187 

160.69 

Over Exploited 

Narbadiya 

0829000803653700 

0.07 

0.24 

99.30 

0.29 

0.02 

0.30 

0.05 

0.69 

- 

0.0300 

- 

- 

0.009 

0.039 

0.039 

0.341 

0.017 

0.324 

0.262 

80.82 

Semi Critical 

Nardhari 

0829000803654100 

0.07 

0.12 

79.60 

0.14 

0.00 

0.14 

0.05 

0.68 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.157 

0.008 

0.150 

0.100 

66.94 

Safe 

Nawa Khera 

0829000703638100 

0.06 

0.03 

367.43 

0.03 

- 

0.03 

0.05 

0.46 

0.00 

- 

- 

- 

- 

- 

0.003 

0.036 

0.002 

0.035 

0.017 

49.20 

Safe 

Neemgaon 

0829000703641100 

0.06 

0.00 

4,190.18 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.009 

1,596.67 

Over Exploited 

Oda 

0829000803661000 

0.07 

0.00 

3,772.23 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.03 

1,388.97 

0.03 

0.00 

0.03 

0.05 

0.69 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.042 

0.002 

0.040 

0.059 

147.81 

Over Exploited 

Padampura 

0829000703640800 

0.06 

0.01 

609.64 

0.01 

- 

0.01 

0.02 

0.21 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.019 

0.001 

0.018 

0.050 

276.37 

Over Exploited 

Pal-Kheri 

0829000703639000 

0.06 

0.00 

4,198.19 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.009 

2,000.18 

Over Exploited 

Palod 

0829000703642700 

0.06 

0.00 

157,716.95 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Palri 

0829000903666500 

0.07 

0.00 

1,702.34 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.016 

862.66 

Over Exploited 

Parliya 

0829000803651000 

0.07 

0.35 

58.22 

0.42 

0.02 

0.44 

0.05 

0.68 

- 

0.0400 

- 

- 

0.022 

0.062 

0.062 

0.506 

0.025 

0.481 

0.386 

80.33 

Semi Critical 

Peepalwas 

0829000803650900 

0.07 

0.39 

37.41 

0.47 

0.03 

0.49 

0.05 

0.68 

- 

0.0500 

- 

- 

0.010 

0.060 

0.060 

0.554 

0.028 

0.526 

0.508 

96.47 

Critical 

Peepli Ka Gurha 

0829000803658500 

0.07 

0.00 

2,524.98 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.005 

870.13 

Over Exploited 



0.05 

0.03 

2,316.69 

0.04 

- 

0.04 

0.03 

0.43 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.052 

0.003 

0.049 

0.053 

107.15 

Over Exploited 

Radai Khera 

0829000803659700 

0.05 

0.03 

325.62 

0.03 

0.00 

0.04 

0.03 

0.35 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.049 

0.002 

0.047 

0.130 

277.48 

Over Exploited 



0.05 

0.00 

32,510.74 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.000 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rama Khera 

0829000703638200 

0.06 

0.07 

267.11 

0.08 

0.04 

0.12 

0.05 

0.52 

0.01 

0.0100 

- 

- 

0.065 

0.075 

0.083 

0.205 

0.010 

0.195 

0.085 

43.88 

Safe 

Sagwariya 

0829000803649600 

0.07 

0.00 

19,705.01 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

22.46 

Safe 



0.05 

0.00 

28,411.94 

0.00 

0.02 

0.02 

0.00 

0.06 

- 

- 

- 

- 

0.034 

0.034 

0.034 

0.058 

0.003 

0.055 

0.006 

10.30 

Safe 

Sand 

0829000903666300 

0.07 

0.00 

4,691.51 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.023 

3,152.56 

Over Exploited 

Sankhlon Ki Dhani 

0829000803658000 

0.07 

0.11 

115.88 

0.13 

- 

0.13 

0.04 

0.49 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.138 

0.007 

0.131 

0.061 

46.36 

Safe 



0.05 

0.01 

6,224.67 

0.01 

- 

0.01 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.017 

216.31 

Over Exploited 

Sarlai 

0829000803649800 

0.05 

0.00 

21,582.21 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.018 

1,645.62 

Over Exploited 

Segwa 

0829000803656700 

0.05 

0.12 

142.98 

0.15 

0.01 

0.16 

0.05 

0.64 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.199 

0.010 

0.189 

0.240 

127.17 

Over Exploited 



0.05 

0.00 

194,663.12 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Shivpura 

082900080366080C 

1.242 

Fresh 

Non-command 

Non-command 

Shale 

0.060 

6.46 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.000 

0.03 

0.04 


Sohan Khera 

0829000803653500 

4.732 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.309 

7.57 

0.012 

0.06 

0.01 

0.00 

0.00 

0.02 

0.41 

0.42 

0.21 

0.016 

0.47 

0.45 







Non-command 

Gneisses(B.G.C) 

0.423 

7.57 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.02 

0.002 

0.05 

0.04 


Suja Khera 

0829000703641200 

3.200 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.137 

6.01 

0.012 

0.04 

0.01 

0.00 

0.00 

0.01 

0.17 

0.19 

0.17 

0.008 

0.36 

0.31 







Non-command 

Gneisses(B.G.C) 

0.184 

6.01 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.03 

0.03 


Sukhwara 

0829000803650300 

4.082 

Fresh 

Non-command 

Non-command 

Shale 

2.691 

8.31 

0.100 

0.08 

0.01 

0.00 

0.00 

0.00 

2.30 

1.77 

0.29 

0.010 

0.44 

0.57 


Surajpura 

0829000803653200 

1.314 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.082 

8.51 

0.012 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.17 

0.13 

0.004 

0.39 

0.32 



0829000803656100 

9.457 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.080 

7.56 

0.012 

0.01 

0.00 

0.00 

0.00 

0.02 

0.26 

0.19 

0.02 

0.012 

0.20 

0.28 







Non-command 

Gneisses(B.G.C) 

5.664 

7.56 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.66 

0.49 

0.03 

0.021 

0.38 

0.51 






Wagon Project 

Command 

Gneisses(B.G.C) 

0.713 

7.56 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.00 

0.003 

0.05 

0.06 


Udpura 

0829000803658600 

1.011 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.016 

6.32 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 







Non-command 

Shale 

0.013 

6.32 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 

07002034 

Achalpura 

0829001103701300 

1.574 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.291 

7.07 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.17 

0.26 

0.17 

0.004 

0.59 

0.38 


Akola Kalan 

0829000803659800 

4.597 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.120 

6.15 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.000 

0.02 

0.02 







Non-command 

Gneisses(B.G.C) 

0.471 

6.15 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.05 

0.002 

0.06 

0.07 


Akola Khurd 

0829000803660000 

7.803 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.713 

6.20 

0.012 

0.02 

0.00 

0.00 

0.00 

0.01 

0.13 

0.11 

0.07 

0.006 

0.13 

0.16 







Non-command 

Gneisses(B.G.C) 

1.190 

6.20 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.10 

0.04 

0.005 

0.09 

0.11 







Non-command 

Shale 

0.010 

6.20 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 






Wagon Project 

Command 

Phyllite & Schist 

0.695 

6.20 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.03 

0.003 

0.05 

0.06 







Command 

Gneisses(B.G.C) 

3.304 

6.20 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.33 

0.28 

0.09 

0.013 

0.26 

0.31 







Command 

Shale 

0.460 

6.20 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.24 

0.01 

0.002 

0.04 

0.04 


Akya 

0829000803656200 

3.875 

Fresh 

Wagon Project 

Command 

Phyllite & Schist 

0.120 

7.36 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.02 

0.03 







Command 

Gneisses(B.G.C) 

0.128 

7.36 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.02 

0.03 


Akyan 

0829001103697900 

1.867 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.867 

6.83 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.23 

0.32 

0.20 

0.007 

0.71 

0.50 


Ala Kheri 

0829000703645900 

2.506 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.807 

5.43 

0.012 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.11 

0.11 

0.003 

0.23 

0.17 






Wagon Project 

Command 

Phyllite & Schist 

1.699 

5.43 

0.012 

0.06 

0.01 

0.00 

0.00 

0.00 

0.16 

0.21 

0.23 

0.006 

0.48 

0.35 


Alod 

0829000703645800 

6.033 

Fresh 

Wagon Project 

Command 

Phyllite & Schist 

5.951 

4.90 

0.012 

0.16 

0.02 

0.00 

0.00 

0.00 

0.47 

0.60 

0.62 

0.021 

0.69 

0.54 







Command 

Gneisses(B.G.C) 

0.082 

4.90 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.000 

0.01 

0.01 


Ameerpura 

0829000803661600 

0.722 

Fresh 

Non-command 

Non-command 

Shale 

0.722 

8.61 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.62 

0.49 

0.01 

0.003 

0.65 

0.83 


Anandpura 

0829000703645700 

2.123 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.785 

4.07 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.12 

0.07 

0.006 

0.58 

0.50 






Wagon Project 

Command 

Phyllite & Schist 

0.338 

4.07 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.11 

0.10 


Arned 

0829000703640300 

10.612 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.221 

3.66 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.01 


Asawara 

0829000803661200 

6.487 

Fresh 

Non-command 

Non-command 

Shale 

6.131 

7.50 

0.100 

0.15 

0.02 

0.00 

0.00 

0.00 

4.73 

3.45 

0.57 

0.023 

0.62 

0.85 






Wagon Project 

Command 

Shale 

0.332 

7.50 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.19 

0.03 

0.001 

0.03 

0.05 


Aurwadiya 

0829001103696800 

2.014 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.847 

6.94 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.16 

0.11 

0.003 

0.29 

0.22 






Wagon Project 

Command 

Gneisses(B.G.C) 

1.167 

6.94 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.15 

0.20 

0.14 

0.004 

0.41 

0.30 


Balika Khera @ Bhabaka Kh 

0829001103700100 

1.934 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.357 

8.95 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.29 

0.05 

0.005 

0.50 

0.33 


Balnath Khera 

0829000803663500 

2.204 

Fresh 

Non-command 

Non-command 

Shale 

0.122 

8.60 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.00 

0.000 

0.04 

0.05 


Baman Kheri 

0829000803664200 

2.722 

Fresh 

Non-command 

Non-command 

Limestone 

2.093 

8.90 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.43 

0.43 

0.25 

0.008 

0.54 

0.54 







Non-command 

Shale 

0.628 

8.90 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.58 

0.58 

0.06 

0.002 

0.16 

0.16 


Bambora 

0829001003685100 

6.402 

Fresh 

Non-command 

Non-command 

Shale 

0.230 

7.71 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.01 

0.001 

0.03 

0.02 


Bambori 

0829001003681400 

18.931 

Fresh 

Non-command 

Non-command 

Limestone 

5.914 

7.28 

0.030 

0.12 

0.02 

0.00 

0.00 

0.00 

1.39 

1.75 

0.45 

0.014 

0.23 

0.18 







Non-command 

Shale 

2.506 

7.28 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.40 

0.50 

0.14 

0.006 

0.10 

0.08 


Bankiya 

0829001103698100 

1.946 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.946 

6.70 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.30 

0.05 

0.007 

0.71 

0.48 


Barkhera 

0829000803661700 

4.342 

Fresh 

Non-command 

Non-command 

Shale 

0.067 

8.78 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.00 

0.000 

0.01 

0.01 






Wagon Project 

Command 

Gneisses(B.G.C) 

0.250 

8.78 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.001 

0.04 

0.04 







Command 

Shale 

4.025 

8.78 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

3.56 

2.94 

0.14 

0.015 

0.59 

0.72 


Barwara 

0829000903676100 

4.115 

Fresh 

Non-command 

Non-command 

Shale 

0.249 

7.84 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.001 

0.05 

0.04 


Beelri 

0829000803662800 

3.171 

Fresh 

Wagon Project 

Command 

Shale 

3.171 

8.02 

0.100 

0.04 

0.01 

0.00 

0.00 

0.01 

2.57 

2.46 

0.16 

0.012 

0.66 

0.69 


Begamaniya 

0829000803658900 

0.680 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.680 

7.02 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.05 

0.003 

0.66 

0.94 


Benipuri Kalan 

0829000903675800 

2.458 

Fresh 

Non-command 

Non-command 

Shale 

2.458 

7.81 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.30 

0.34 

0.07 

0.008 

0.74 

0.66 


Benipuri Khurd 

0829000903675700 

4.632 

Fresh 

Non-command 

Non-command 

Shale 

4.553 

7.61 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.56 

0.65 

0.19 

0.015 

0.73 

0.63 


Bhadesar 

0829000803657400 

4.348 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.001 

6.08 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhagal 

0829000803659500 

1.132 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.010 

7.28 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Wagon Project 

Command 

Phyllite & Schist 

0.287 

7.28 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.001 

0.16 

0.23 



0829000903675300 

1.688 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.688 

6.95 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.20 

0.28 

0.14 

0.005 

0.72 

0.53 



0829001103698000 

2.131 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.131 

6.73 

0.015 

0.11 

0.02 

0.00 

0.00 

0.01 

0.30 

0.43 

0.41 

0.007 

0.72 

0.49 


Bhagwanpura 

0829000903675500 

6.101 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.451 

6.95 

0.015 

0.09 

0.01 

0.00 

0.00 

0.00 

0.23 

0.31 

0.34 

0.005 

0.17 

0.13 







Non-command 

Limestone 

4.649 

6.95 

0.020 

0.31 

0.05 

0.00 

0.00 

0.00 

0.91 

1.21 

1.22 

0.015 

0.55 

0.41 







Non-command 

Shale 

0.000 

6.95 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 



0829001103701200 

2.141 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.631 

7.34 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.21 

0.32 

0.14 

0.006 

0.54 

0.35 







Non-command 

Gneisses(B.G.C) 

0.039 

7.34 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.000 

0.01 

0.01 


Bhalot 

0829000803663800 

2.073 

Fresh 

Non-command 

Non-command 

Shale 

2.073 

9.19 

0.100 

0.07 

0.01 

0.00 

0.00 

0.00 

1.96 

1.75 

0.25 

0.008 

0.69 

0.77 


Bhanooja 

0829001103697200 

8.820 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.547 

7.12 

0.015 

0.21 

0.03 

0.00 

0.00 

0.00 

1.09 

1.54 

0.79 

0.030 

0.69 

0.49 






Wagon Project 

Command 

Gneisses(B.G.C) 

0.273 

7.12 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.02 

0.001 

0.02 

0.02 


Bhatoli 

0829001103698700 

10.053 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.384 

6.50 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.36 

0.54 

0.14 

0.012 

0.24 

0.16 







Non-command 

Gneisses(B.G.C) 

5.671 

6.50 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.61 

0.91 

0.25 

0.020 

0.40 

0.27 






Wagon Project 

Command 

Phyllite & Schist 

0.998 

6.50 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.16 

0.04 

0.003 

0.07 

0.05 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Shivpura 

082900080366080C 

0.05 

0.00 

29,029.82 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sohan Khera 

0829000803653500 

0.05 

0.10 

314.37 

0.12 

0.03 

0.15 

0.05 

0.52 

- 

0.0200 

- 

- 

0.029 

0.049 

0.049 

0.199 

0.010 

0.189 

0.225 

118.95 

Over Exploited 



0.07 

0.00 

3,539.46 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.019 

1,199.71 

Over Exploited 

Suja Khera 

0829000703641200 

0.06 

0.05 

325.62 

0.05 

0.02 

0.07 

0.04 

0.39 

- 

0.0200 

- 

- 

0.010 

0.030 

0.030 

0.101 

0.005 

0.096 

0.176 

182.19 

Over Exploited 



0.04 

0.00 

5,661.03 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.016 

5,494.70 

Over Exploited 

Sukhwara 

0829000803650300 

0.05 

0.06 

2,904.18 

0.07 

0.01 

0.08 

0.04 

0.47 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.115 

0.006 

0.109 

0.297 

271.44 

Over Exploited 

Surajpura 

0829000803653200 

0.05 

0.02 

680.82 

0.03 

- 

0.03 

0.04 

0.44 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.038 

0.002 

0.036 

0.129 

358.46 

Over Exploited 


0829000803656100 

0.05 

0.03 

513.49 

0.04 

0.02 

0.06 

0.02 

0.22 

- 

- 

- 

- 

0.026 

0.027 

0.027 

0.082 

0.004 

0.078 

0.033 

41.96 

Safe 



0.07 

0.15 

229.56 

0.18 

0.00 

0.18 

0.03 

0.41 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.192 

0.010 

0.182 

0.055 

30.46 

Safe 



0.07 

0.00 

2,440.80 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.007 

248.58 

Over Exploited 

Udpura 

0829000803658600 

0.07 

0.00 

8,899.35 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

29,151.24 

Over Exploited 



0.05 

0.00 

106,995.38 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Achalpura 

0829001103701300 

0.04 

0.03 

704.93 

0.04 

0.01 

0.05 

0.06 

0.64 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.078 

0.004 

0.074 

0.177 

238.62 

Over Exploited 

Akola Kalan 

0829000803659800 

0.05 

0.00 

17,272.80 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.021 

20,436.23 

Over Exploited 



0.07 

0.00 

2,247.98 

0.00 

- 

0.00 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.012 

0.050 

423.77 

Over Exploited 

Akola Khurd 

0829000803660000 

0.05 

0.01 

846.39 

0.01 

0.01 

0.03 

0.01 

0.15 

- 

0.0100 

- 

- 

0.020 

0.030 

0.030 

0.056 

0.003 

0.054 

0.073 

136.95 

Over Exploited 



0.07 

0.01 

1,182.81 

0.01 

0.00 

0.01 

0.01 

0.10 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.016 

0.001 

0.015 

0.040 

267.75 

Over Exploited 



0.05 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.00 

2,554.42 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.029 

1,325.43 

Over Exploited 



0.07 

0.06 

360.02 

0.07 

0.01 

0.08 

0.02 

0.28 

- 

0.0100 

- 

- 

0.016 

0.026 

0.026 

0.109 

0.005 

0.103 

0.107 

103.28 

Over Exploited 



0.05 

0.00 

28,974.78 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.013 

1,349.05 

Over Exploited 

Akya 

0829000803656200 

0.05 

0.00 

5,759.12 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

5,395.79 

Over Exploited 



0.07 

0.00 

5,024.78 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

2,916.10 

Over Exploited 

Akyan 

0829001103697900 

0.06 

0.08 

304.24 

0.10 

0.01 

0.11 

0.07 

0.78 

- 

0.0400 

- 

- 

0.005 

0.045 

0.045 

0.154 

0.008 

0.146 

0.204 

139.01 

Over Exploited 

Ala Kheri 

0829000703645900 

0.06 

0.01 

886.90 

0.01 

- 

0.01 

0.02 

0.25 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.022 

0.108 

489.92 

Over Exploited 



0.06 

0.05 

332.07 

0.06 

0.01 

0.07 

0.04 

0.52 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.098 

0.005 

0.094 

0.231 

247.11 

Over Exploited 

Alod 

0829000703645800 

0.06 

0.25 

144.12 

0.30 

0.02 

0.32 

0.06 

0.75 

- 

0.0700 

- 

- 

0.007 

0.077 

0.077 

0.397 

0.020 

0.377 

0.642 

170.31 

Over Exploited 



0.04 

0.00 

17,062.39 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

21,159.48 

Over Exploited 

Ameerpura 

0829000803661600 

0.05 

0.02 

1,970.53 

0.03 

0.00 

0.03 

0.05 

0.70 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.030 

0.002 

0.029 

0.016 

54.42 

Safe 

Anandpura 

0829000703645700 

0.06 

0.06 

90.33 

0.07 

0.00 

0.08 

0.05 

0.63 

- 

0.0100 

- 

- 

0.001 

0.012 

0.012 

0.087 

0.004 

0.082 

0.079 

96.26 

Critical 



0.06 

0.00 

721.13 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.014 

562.32 

Over Exploited 

Arned 

0829000703640300 

0.04 

0.00 

7,512.06 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.009 

5,698.60 

Over Exploited 

Asawara 

0829000803661200 

0.05 

0.19 

1,718.47 

0.23 

0.02 

0.25 

0.05 

0.67 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.308 

0.015 

0.293 

0.588 

201.05 

Over Exploited 



0.05 

0.00 

33,853.33 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.031 

4,918.12 

Over Exploited 

Aurwadiya 

0829001103696800 

0.06 

0.01 

960.49 

0.02 

- 

0.02 

0.03 

0.32 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.038 

0.002 

0.036 

0.116 

321.35 

Over Exploited 



0.06 

0.03 

615.05 

0.03 

0.01 

0.04 

0.04 

0.44 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.075 

0.004 

0.071 

0.146 

205.94 

Over Exploited 

Balika Khera @ Bhabaka Kh 

0829001103700100 

0.06 

0.04 

622.23 

0.05 

- 

0.05 

0.05 

0.55 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.059 

0.003 

0.056 

0.053 

94.12 

Critical 

Balnath Khera 

0829000803663500 

0.05 

0.00 

36,341.59 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

1,716.37 

Over Exploited 

Baman Kheri 

0829000803664200 

0.06 

0.07 

540.70 

0.08 

0.01 

0.09 

0.05 

0.58 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.141 

0.007 

0.134 

0.260 

194.10 

Over Exploited 



0.05 

0.01 

11,352.77 

0.01 

- 

0.01 

0.01 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.015 

0.063 

415.36 

Over Exploited 

Bambora 

0829001003685100 

0.06 

0.00 

11,334.30 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

1,234.53 

Over Exploited 

Bambori 

0829001003681400 

0.05 

0.07 

2,454.82 

0.08 

0.02 

0.10 

0.02 

0.25 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.182 

0.009 

0.173 

0.459 

265.43 

Over Exploited 



0.06 

0.02 

3,062.50 

0.02 

0.01 

0.03 

0.01 

0.11 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.059 

0.003 

0.056 

0.150 

268.55 

Over Exploited 

Bankiya 

0829001103698100 

0.06 

0.08 

264.56 

0.10 

0.00 

0.10 

0.07 

0.78 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.113 

0.006 

0.107 

0.055 

51.20 

Safe 

Barkhera 

0829000803661700 

0.05 

0.00 

144,147.64 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.003 

0.000 

0.003 

0.004 

138.30 

Over Exploited 



0.07 

0.00 

4,022.88 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.003 

0.000 

0.002 

0.008 

319.29 

Over Exploited 



0.05 

0.12 

2,369.11 

0.14 

0.01 

0.15 

0.05 

0.64 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.173 

0.009 

0.164 

0.154 

93.89 

Critical 

Barwara 

0829000903676100 

0.07 

0.00 

3,987.55 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.015 

1,638.51 

Over Exploited 

Beelri 

0829000803662800 

0.05 

0.10 

2,241.06 

0.13 

0.02 

0.14 

0.06 

0.72 

- 

0.0200 

- 

- 

0.009 

0.029 

0.029 

0.171 

0.009 

0.162 

0.170 

104.66 

Over Exploited 

Begamaniya 

0829000803658900 

0.07 

0.03 

81.45 

0.04 

- 

0.04 

0.05 

0.71 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.048 

0.002 

0.045 

0.055 

120.45 

Over Exploited 

Benipuri Kalan 

0829000903675800 

0.07 

0.13 

167.07 

0.15 

0.00 

0.16 

0.06 

0.80 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.171 

0.009 

0.162 

0.081 

49.85 

Safe 

Benipuri Khurd 

0829000903675700 

0.07 

0.23 

180.53 

0.28 

0.01 

0.29 

0.06 

0.79 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.308 

0.015 

0.293 

0.202 

68.94 

Safe 

Bhadesar 

0829000803657400 

0.07 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhagal 

0829000803659500 

0.05 

0.00 

22,496.32 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.00 

933.76 

0.00 

- 

0.00 

0.01 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.022 

820.91 

Over Exploited 


0829000903675300 

0.07 

0.08 

228.80 

0.10 

0.01 

0.11 

0.07 

0.78 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.144 

0.007 

0.137 

0.142 

103.89 

Over Exploited 


0829001103698000 

0.06 

0.09 

374.36 

0.11 

0.03 

0.13 

0.07 

0.78 

- 

0.0800 

- 

- 

0.008 

0.088 

0.088 

0.223 

0.011 

0.212 

0.420 

198.75 

Over Exploited 

Bhagwanpura 

0829000903675500 

0.07 

0.02 

1,674.34 

0.02 

0.01 

0.03 

0.02 

0.19 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.091 

0.005 

0.086 

0.344 

397.76 

Over Exploited 



0.08 

0.20 

492.39 

0.25 

0.05 

0.30 

0.05 

0.60 

- 

0.2300 

- 

- 

0.001 

0.231 

0.231 

0.527 

0.026 

0.500 

1.237 

247.28 

Over Exploited 



0.07 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 


0829001103701200 

0.04 

0.04 

758.88 

0.04 

0.01 

0.06 

0.05 

0.60 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.087 

0.004 

0.083 

0.143 

172.76 

Over Exploited 



0.06 

0.00 

21,198.01 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhalot 

0829000803663800 

0.05 

0.07 

2,357.91 

0.09 

0.01 

0.10 

0.06 

0.74 

- 

0.0500 

- 

- 

0.002 

0.052 

0.052 

0.149 

0.007 

0.142 

0.261 

184.01 

Over Exploited 

Bhanooja 

0829001103697200 

0.06 

0.35 

337.43 

0.42 

0.03 

0.46 

0.06 

0.75 

- 

0.1500 

- 

- 

0.006 

0.157 

0.157 

0.613 

0.031 

0.582 

0.817 

140.29 

Over Exploited 



0.06 

0.00 

15,314.73 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.025 

6,089.95 

Over Exploited 

Bhatoli 

0829001103698700 

0.04 

0.03 

1,471.97 

0.04 

0.01 

0.05 

0.02 

0.26 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.082 

0.004 

0.078 

0.156 

200.73 

Over Exploited 



0.06 

0.14 

566.93 

0.16 

0.01 

0.18 

0.04 

0.44 

- 

0.0500 

- 

- 

0.005 

0.055 

0.055 

0.232 

0.012 

0.220 

0.265 

120.30 

Over Exploited 



0.04 

0.00 

5,288.78 

0.00 

- 

0.00 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.041 

321.69 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Bhatoli Bagariyan 

082900070364220C 

5.327 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.946 

5.38 

0.012 

0.04 

0.01 

0.00 

0.00 

0.01 

0.14 

0.16 

0.15 

0.007 

0.24 

0.21 







Non-command 

Gneisses(B.G.C) 

2.679 

5.38 

0.012 

0.06 

0.01 

0.00 

0.00 

0.00 

0.22 

0.24 

0.21 

0.010 

0.33 

0.30 






Wagon Project 

Command 

Gneisses(B.G.C) 

0.702 

5.38 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.06 

0.003 

0.09 

0.08 


Bhatoli Goojran 

0829000703638600 

6.583 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.112 

5.88 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

2.869 

5.88 

0.012 

0.04 

0.01 

0.00 

0.00 

0.00 

0.22 

0.24 

0.14 

0.010 

0.23 

0.22 


Bheemlod 

0829000803662100 

4.947 

Fresh 

Wagon Project 

Command 

Gneisses(B.G.C) 

4.947 

7.58 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.62 

0.70 

0.24 

0.019 

0.67 

0.59 


Biloda 

0829000703640500 

13.053 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.465 

3.60 

0.012 

0.04 

0.01 

0.00 

0.00 

0.02 

0.12 

0.13 

0.16 

0.009 

0.13 

0.12 







Non-command 

Gneisses(B.G.C) 

6.584 

3.60 

0.012 

0.11 

0.02 

0.00 

0.00 

0.00 

0.36 

0.40 

0.42 

0.024 

0.34 

0.31 


Binota 

0829000903675400 

10.742 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.574 

7.52 

0.015 

0.25 

0.04 

0.00 

0.00 

0.00 

0.73 

0.88 

0.97 

0.015 

0.31 

0.25 







Non-command 

Limestone 

3.969 

7.52 

0.020 

0.27 

0.04 

0.00 

0.00 

0.00 

0.83 

1.00 

1.05 

0.013 

0.27 

0.22 







Non-command 

Shale 

2.021 

7.52 

0.015 

0.12 

0.02 

0.00 

0.00 

0.00 

0.33 

0.40 

0.47 

0.007 

0.14 

0.11 


Borkhera 

0829001103703400 

1.635 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.002 

9.86 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

0.028 

9.86 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.000 

0.01 

0.01 


Chainpuriya 

0829001103700000 

6.190 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.992 

7.45 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.37 

0.56 

0.17 

0.010 

0.35 

0.23 







Non-command 

Shale 

3.198 

7.45 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.40 

0.59 

0.18 

0.011 

0.37 

0.25 


Chanpa Kheri 

0829000803655600 

2.139 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.058 

6.03 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.02 

0.03 






Wagon Project 

Command 

Gneisses(B.G.C) 

0.036 

6.03 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Charanon Ka Khera 

0829001103699000 

1.568 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.498 

5.85 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.19 

0.00 

0.005 

0.68 

0.47 






Wagon Project 

Command 

Phyllite & Schist 

0.070 

5.85 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.03 

0.02 


Charliya 

0829000803659600 

1.578 

Fresh 

Wagon Project 

Command 

Phyllite & Schist 

1.578 

7.33 

0.012 

0.09 

0.01 

0.00 

0.00 

0.00 

0.21 

0.15 

0.34 

0.006 

0.65 

0.91 


Charpotiya 

0829000803659300 

1.547 

Fresh 

Wagon Project 

Command 

Phyllite & Schist 

1.497 

7.47 

0.012 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.11 

0.11 

0.006 

0.64 

0.91 







Command 

Shale 

0.050 

7.47 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.000 

0.02 

0.03 


Chatra Ka Khera 

0829000803659000 

1.224 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.580 

7.35 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.01 

0.002 

0.31 

0.45 







Non-command 

Shale 

0.487 

7.35 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.25 

0.01 

0.002 

0.26 

0.38 






Wagon Project 

Command 

Phyllite & Schist 

0.028 

7.35 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 







Command 

Gneisses(B.G.C) 

0.023 

7.35 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 







Command 

Shale 

0.106 

7.35 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.000 

0.06 

0.08 


Chikarda 

0829000703641500 

9.491 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.022 

5.80 

0.012 

0.04 

0.01 

0.00 

0.00 

0.00 

0.16 

0.17 

0.15 

0.007 

0.13 

0.13 






Wagon Project 

Command 

Gneisses(B.G.C) 

7.469 

5.80 

0.012 

0.15 

0.02 

0.00 

0.00 

0.00 

0.63 

0.63 

0.57 

0.027 

0.47 

0.47 


Chitoriya 

0829001103700200 

3.061 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.061 

8.60 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.42 

0.65 

0.11 

0.011 

0.72 

0.47 


Choona Khera 

0829000803662600 

0.821 

Fresh 

Non-command 

Non-command 

Shale 

0.578 

8.97 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.53 

0.44 

0.04 

0.002 

0.46 

0.55 






Wagon Project 

Command 

Shale 

0.244 

8.97 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.19 

0.02 

0.001 

0.19 

0.23 


Dalpura 

0829001103701100 

1.190 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.169 

7.98 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.001 

0.10 

0.07 


Daluka Khera @ Vijaypur 

0829000903675900 

0.807 

Fresh 

Non-command 

Non-command 

Shale 

0.520 

7.94 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.05 

0.002 

0.48 

0.45 


Daulat Pura 

0829000803661300 

1.269 

Fresh 

Wagon Project 

Command 

Phyllite & Schist 

0.710 

7.37 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.06 

0.003 

0.36 

0.50 







Command 

Shale 

0.559 

7.37 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.42 

0.31 

0.03 

0.002 

0.29 

0.39 


Daulatpura 

0829000703640900 

1.647 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.823 

5.56 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.02 

0.003 

0.29 

0.26 



0829000703642500 

3.733 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.728 

4.05 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.20 

0.04 

0.013 

0.69 

0.62 







Non-command 

Gneisses(B.G.C) 

0.004 

4.05 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Deoli 

0829000703642800 

5.632 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.984 

3.73 

0.012 

0.11 

0.02 

0.00 

0.00 

0.00 

0.30 

0.33 

0.43 

0.018 

0.61 

0.55 







Non-command 

Gneisses(B.G.C) 

0.648 

3.73 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.06 

0.002 

0.08 

0.07 


Deora Peepli 

0829000803655900 

2.315 

Fresh 

Wagon Project 

Command 

Gneisses(B.G.C) 

0.059 

6.01 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.000 

0.02 

0.02 


Deori 

0829001103697300 

2.852 

Fresh 

Wagon Project 

Command 

Gneisses(B.G.C) 

2.852 

6.78 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.32 

0.44 

0.11 

0.010 

0.70 

0.51 


Deva Khera 

0829000703642100 

1.742 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.703 

5.16 

0.012 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.15 

0.11 

0.006 

0.65 

0.58 






Wagon Project 

Command 

Gneisses(B.G.C) 

0.039 

5.16 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Dewal Kheri 

0829000803663700 

2.396 

Fresh 

Non-command 

Non-command 

Shale 

2.396 

9.21 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

2.23 

2.04 

0.11 

0.009 

0.70 

0.77 


Dhanet 

0829000803656800 

4.615 

Fresh 

Wagon Project 

Command 

Phyllite & Schist 

1.437 

7.35 

0.012 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.11 

0.10 

0.005 

0.20 

0.29 


Dhoriya 

0829000903671200 

4.742 

Fresh 

Non-command 

Non-command 

Shale 

2.546 

9.15 

0.015 

0.11 

0.02 

0.00 

0.00 

0.00 

0.44 

0.41 

0.43 

0.008 

0.39 

0.41 


Doongla 

0829000703645000 

13.971 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.083 

3.28 

0.012 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.11 

0.004 

0.05 

0.05 


Durjanji Ka Khera 

0829000803663600 

1.324 

Fresh 

Non-command 

Non-command 

Shale 

0.486 

9.14 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.45 

0.39 

0.03 

0.002 

0.26 

0.30 


Fatehpura 

0829000803660100 

2.491 

Fresh 

Non-command 

Non-command 

Shale 

0.066 

7.76 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.00 

0.000 

0.02 

0.02 






Wagon Project 

Command 

Phyllite & Schist 

0.813 

7.76 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.08 

0.003 

0.21 

0.27 







Command 

Shale 

1.612 

7.76 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

1.28 

0.99 

0.13 

0.006 

0.42 

0.54 


Gadariyon Ki Dhan 

0829000803658700 

1.592 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.071 

6.14 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.03 

0.04 







Non-command 

Shale 

0.035 

6.14 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.01 

0.02 


Gantheri 

0829000803655700 

4.567 

Fresh 

Wagon Project 

Command 

Gneisses(B.G.C) 

2.621 

5.99 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.29 

0.20 

0.24 

0.010 

0.38 

0.54 


Garawala 

0829000703643000 

3.844 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.622 

3.31 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.04 

0.002 

0.11 

0.10 


Gardana 

0829000803662700 

6.001 

Fresh 

Non-command 

Non-command 

Shale 

5.537 

8.30 

0.100 

0.12 

0.02 

0.00 

0.00 

0.00 

4.69 

3.81 

0.46 

0.021 

0.61 

0.75 






Wagon Project 

Command 

Shale 

0.437 

8.30 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.37 

0.30 

0.04 

0.002 

0.05 

0.06 


Ghati 

0829000803658800 

0.543 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.437 

6.33 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.02 

0.002 

0.53 

0.76 


Gopi Ka Khera 

0829000803659100 

1.558 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.561 

6.75 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.04 

0.002 

0.24 

0.34 







Non-command 

Shale 

0.860 

6.75 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.60 

0.42 

0.06 

0.003 

0.36 

0.52 


Gulji Ka Khera 

0829000803662300 

1.386 

Fresh 

Wagon Project 

Command 

Gneisses(B.G.C) 

0.171 

9.10 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.08 

0.08 







Command 

Shale 

1.216 

9.10 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

1.13 

1.09 

0.07 

0.005 

0.57 

0.59 


Hapa Kheri 

0829000803662200 

1.968 

Fresh 

Wagon Project 

Command 

Gneisses(B.G.C) 

0.939 

8.57 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.14 

0.05 

0.004 

0.32 

0.30 







Command 

Shale 

1.029 

8.57 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.89 

0.92 

0.05 

0.004 

0.35 

0.33 


Jaloda Jageer 

0829001003685000 

10.523 

Fresh 

Non-command 

Non-command 

Limestone 

1.785 

7.45 

0.030 

0.05 

0.01 

0.00 

0.00 

0.00 

0.44 

0.60 

0.19 

0.004 

0.12 

0.09 







Non-command 

Shale 

1.085 

7.45 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.25 

0.08 

0.003 

0.08 

0.06 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Bhatoli Bagariyan 

0829000703642200 

0.06 

0.03 

464.99 

0.03 

0.02 

0.05 

0.02 

0.26 

- 

0.0200 

- 

- 

0.013 

0.033 

0.033 

0.085 

0.004 

0.081 

0.156 

192.06 

Over Exploited 



0.04 

0.04 

513.05 

0.05 

0.01 

0.06 

0.03 

0.36 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.077 

0.004 

0.073 

0.220 

300.19 

Over Exploited 



0.04 

0.00 

2,089.97 

0.00 

0.00 

0.00 

0.01 

0.09 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.014 

0.001 

0.014 

0.059 

427.94 

Over Exploited 

Bhatoli Goojran 

0829000703638600 

0.06 

0.00 

13,256.49 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

6,287.67 

Over Exploited 



0.04 

0.03 

704.70 

0.04 

0.01 

0.05 

0.02 

0.26 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.076 

0.004 

0.072 

0.154 

214.13 

Over Exploited 

Bheemlod 

0829000803662100 

0.07 

0.23 

203.04 

0.28 

0.01 

0.29 

0.06 

0.73 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.339 

0.017 

0.322 

0.263 

81.48 

Semi Critical 

Biloda 

0829000703640500 

0.06 

0.02 

575.79 

0.02 

0.03 

0.05 

0.01 

0.14 

- 

0.0200 

- 

- 

0.024 

0.044 

0.044 

0.093 

0.005 

0.089 

0.170 

191.80 

Over Exploited 



0.04 

0.10 

296.18 

0.12 

0.02 

0.14 

0.03 

0.37 

- 

0.0500 

- 

- 

0.006 

0.056 

0.056 

0.200 

0.010 

0.190 

0.447 

234.94 

Over Exploited 

Binota 

0829000903675400 

0.07 

0.10 

791.47 

0.12 

0.04 

0.16 

0.03 

0.33 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

0.268 

0.013 

0.255 

0.985 

386.35 

Over Exploited 



0.08 

0.08 

1,080.07 

0.10 

0.04 

0.14 

0.02 

0.29 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

0.262 

0.013 

0.249 

1.067 

428.91 

Over Exploited 



0.07 

0.02 

1,962.70 

0.02 

0.02 

0.04 

0.01 

0.15 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.093 

0.005 

0.088 

0.474 

535.41 

Over Exploited 

Borkhera 

0829001103703400 

0.04 

0.00 

869,982.27 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

30,173.15 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chainpuriya 

0829001103700000 

0.06 

0.06 

795.20 

0.07 

0.01 

0.09 

0.03 

0.38 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.119 

0.006 

0.113 

0.181 

160.42 

Over Exploited 



0.04 

0.05 

1,150.06 

0.06 

0.01 

0.07 

0.03 

0.41 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.100 

0.005 

0.095 

0.191 

201.44 

Over Exploited 

Chanpa Kheri 

0829000803655600 

0.07 

0.00 

4,935.37 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

5,175.40 

Over Exploited 



0.07 

0.00 

7,984.04 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Charanon Ka Khera 

0829001103699000 

0.04 

0.04 

343.45 

0.05 

0.00 

0.05 

0.06 

0.74 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.052 

0.003 

0.050 

0.005 

10.47 

Safe 



0.04 

0.00 

9,397.61 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Charliya 

0829000803659600 

0.05 

0.05 

195.89 

0.06 

0.01 

0.07 

0.05 

0.70 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.112 

0.006 

0.106 

0.342 

322.32 

Over Exploited 

Charpotiya 

0829000803659300 

0.05 

0.05 

132.24 

0.06 

0.00 

0.06 

0.05 

0.69 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.068 

0.003 

0.065 

0.119 

182.54 

Over Exploited 



0.05 

0.00 

49,517.56 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

7,011.11 

Over Exploited 

Chatra Ka Khera 

0829000803659000 

0.07 

0.01 

250.85 

0.02 

0.00 

0.02 

0.02 

0.34 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.016 

0.001 

0.015 

0.015 

99.63 

Critical 



0.05 

0.01 

3,825.27 

0.01 

- 

0.01 

0.02 

0.28 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.007 

0.015 

204.30 

Over Exploited 



0.05 

0.00 

7,678.65 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.00 

8,751.84 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.00 

17,961.39 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chikarda 

0829000703641500 

0.04 

0.01 

1,353.54 

0.01 

0.01 

0.02 

0.01 

0.14 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.054 

0.003 

0.051 

0.157 

307.95 

Over Exploited 



0.04 

0.16 

304.82 

0.19 

0.02 

0.21 

0.04 

0.51 

- 

0.1100 

- 

- 

0.002 

0.112 

0.112 

0.322 

0.016 

0.306 

0.599 

195.98 

Over Exploited 

Chitoriya 

0829001103700200 

0.06 

0.13 

392.79 

0.16 

- 

0.16 

0.07 

0.78 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.168 

0.008 

0.159 

0.117 

73.27 

Semi Critical 

Choona Khera 

0829000803662600 

0.05 

0.01 

3,209.12 

0.02 

- 

0.02 

0.04 

0.50 

- 

- 

- 

- 

- 

- 

- 

0.016 

0.001 

0.015 

0.046 

307.23 

Over Exploited 



0.05 

0.00 

7,950.22 

0.00 

- 

0.00 

0.02 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.021 

782.58 

Over Exploited 

Dalpura 

0829001103701100 

0.04 

0.00 

4,197.98 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.013 

1,521.32 

Over Exploited 

Daluka Khera @ Vijaypur 

0829000903675900 

0.07 

0.02 

336.09 

0.02 

0.00 

0.02 

0.04 

0.52 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.032 

0.002 

0.031 

0.055 

177.43 

Over Exploited 

Daulat Pura 

0829000803661300 

0.05 

0.01 

350.47 

0.02 

0.00 

0.02 

0.03 

0.39 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.027 

0.001 

0.025 

0.061 

238.18 

Over Exploited 



0.05 

0.01 

3,747.82 

0.01 

- 

0.01 

0.02 

0.31 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.000 

0.009 

0.034 

373.78 

Over Exploited 

Daulatpura 

0829000703640900 

0.06 

0.01 

394.37 

0.02 

0.00 

0.02 

0.03 

0.32 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.018 

0.001 

0.017 

0.023 

133.55 

Over Exploited 


0829000703642500 

0.06 

0.15 

33.14 

0.18 

0.00 

0.18 

0.05 

0.74 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.185 

0.009 

0.176 

0.049 

28.04 

Safe 



0.04 

0.00 

129,098.34 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Deoli 

0829000703642800 

0.06 

0.18 

81.14 

0.22 

0.02 

0.24 

0.05 

0.66 

- 

0.0500 

- 

- 

0.006 

0.057 

0.057 

0.301 

0.015 

0.286 

0.451 

157.51 

Over Exploited 



0.04 

0.00 

1,662.61 

0.00 

0.00 

0.00 

0.01 

0.09 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.016 

0.001 

0.015 

0.058 

385.56 

Over Exploited 

Deora Peepli 

0829000803655900 

0.07 

0.00 

5,215.97 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

7,844.15 

Over Exploited 

Deori 

0829001103697300 

0.06 

0.12 

264.97 

0.14 

- 

0.14 

0.06 

0.77 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.164 

0.008 

0.156 

0.123 

78.77 

Semi Critical 

Deva Khera 

0829000703642100 

0.04 

0.05 

196.90 

0.06 

0.00 

0.06 

0.05 

0.71 

- 

0.0100 

- 

- 

0.000 

0.011 

0.011 

0.070 

0.004 

0.067 

0.112 

168.26 

Over Exploited 



0.04 

0.00 

10,129.68 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dewal Kheri 

0829000803663700 

0.05 

0.08 

2,321.58 

0.10 

0.00 

0.10 

0.06 

0.76 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.128 

0.006 

0.122 

0.118 

96.84 

Critical 

Dhanet 

0829000803656800 

0.05 

0.01 

639.48 

0.02 

- 

0.02 

0.02 

0.22 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.027 

0.001 

0.026 

0.101 

388.41 

Over Exploited 

Dhoriya 

0829000903671200 

0.07 

0.07 

495.70 

0.08 

0.02 

0.11 

0.03 

0.42 

- 

0.0800 

- 

- 

0.003 

0.083 

0.083 

0.189 

0.009 

0.179 

0.441 

246.25 

Over Exploited 

Doongla 

0829000703645000 

0.04 

0.00 

2,881.73 

0.00 

0.00 

0.00 

0.00 

0.06 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.026 

0.001 

0.025 

0.115 

465.64 

Over Exploited 

Durjanji Ka Khera 

0829000803663600 

0.05 

0.01 

6,241.54 

0.01 

0.00 

0.01 

0.02 

0.28 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.018 

0.001 

0.017 

0.031 

183.97 

Over Exploited 

Fatehpura 

0829000803660100 

0.05 

0.00 

70,788.74 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

6,739.64 

Over Exploited 



0.05 

0.01 

735.95 

0.01 

0.00 

0.01 

0.02 

0.23 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.021 

0.001 

0.020 

0.082 

420.42 

Over Exploited 



0.05 

0.03 

2,854.04 

0.04 

0.00 

0.04 

0.03 

0.45 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.053 

0.003 

0.051 

0.131 

258.44 

Over Exploited 

Gadariyon Ki Dhan 

0829000803658700 

0.07 

0.00 

3,016.31 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

2,592.38 

Over Exploited 



0.05 

0.00 

59,651.52 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gantheri 

0829000803655700 

0.07 

0.07 

186.89 

0.08 

0.01 

0.09 

0.03 

0.41 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.123 

0.006 

0.117 

0.250 

213.26 

Over Exploited 

Garawala 

0829000703643000 

0.04 

0.00 

1,104.63 

0.00 

- 

0.00 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.043 

331.49 

Over Exploited 

Gardana 

0829000803662700 

0.05 

0.17 

2,170.99 

0.20 

0.02 

0.22 

0.05 

0.66 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.272 

0.014 

0.258 

0.477 

184.91 

Over Exploited 



0.05 

0.00 

28,864.59 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.039 

3,247.76 

Over Exploited 

Ghati 

0829000803658800 

0.07 

0.02 

121.92 

0.02 

- 

0.02 

0.04 

0.57 

- 

- 

- 

- 

- 

- 

- 

0.019 

0.001 

0.018 

0.025 

133.33 

Over Exploited 

Gopi Ka Khera 

0829000803659100 

0.07 

0.01 

402.74 

0.01 

- 

0.01 

0.02 

0.26 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.011 

0.042 

396.95 

Over Exploited 



0.05 

0.02 

2,593.01 

0.02 

- 

0.02 

0.03 

0.39 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.029 

0.001 

0.027 

0.064 

235.38 

Over Exploited 

Gulji Ka Khera 

0829000803662300 

0.07 

0.00 

2,244.21 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.014 

1,247.17 

Over Exploited 



0.05 

0.03 

3,023.55 

0.04 

- 

0.04 

0.05 

0.62 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.052 

0.003 

0.049 

0.076 

153.80 

Over Exploited 

Hapa Kheri 

0829000803662200 

0.07 

0.02 

554.45 

0.02 

0.00 

0.03 

0.03 

0.34 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.035 

0.002 

0.033 

0.050 

147.97 

Over Exploited 



0.05 

0.02 

5,100.47 

0.02 

0.00 

0.02 

0.03 

0.38 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.040 

0.002 

0.038 

0.057 

148.43 

Over Exploited 

Jaloda Jageer 

0829001003685000 

0.05 

0.01 

5,285.98 

0.01 

0.01 

0.02 

0.01 

0.14 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.063 

0.003 

0.060 

0.192 

319.90 

Over Exploited 



0.06 

0.01 

4,627.30 

0.01 

- 

0.01 

0.01 

0.08 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.026 

0.001 

0.025 

0.086 

343.21 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Jangpura 

082900110369770C 

1.254 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.254 

7.30 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.17 

0.25 

0.12 

0.004 

0.71 

0.48 


Jantai 

0829001103697400 

2.791 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.369 

6.36 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.03 

0.001 

0.09 

0.07 







Non-command 

Gneisses(B.G.C) 

0.425 

6.36 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.03 

0.001 

0.11 

0.08 






Wagon Project 

Command 

Phyllite & Schist 

0.957 

6.36 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.16 

0.08 

0.003 

0.24 

0.17 







Command 

Gneisses(B.G.C) 

1.039 

6.36 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.17 

0.09 

0.004 

0.26 

0.19 


Jeeta Was 

0829000803657100 

2.288 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.243 

6.51 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.10 

0.08 

0.005 

0.36 

0.51 






Wagon Project 

Command 

Gneisses(B.G.C) 

0.449 

6.51 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.03 

0.002 

0.13 

0.19 


Jetpura 

0829000703641400 

4.462 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.269 

5.69 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.04 

0.03 







Non-command 

Gneisses(B.G.C) 

3.960 

5.69 

0.012 

0.07 

0.01 

0.00 

0.00 

0.02 

0.30 

0.33 

0.25 

0.014 

0.56 

0.50 






Wagon Project 

Command 

Gneisses(B.G.C) 

0.232 

5.69 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.03 

0.03 


Jhadoli 

0829000803660700 

2.076 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.146 

7.10 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.05 

0.07 







Non-command 

Shale 

1.723 

7.10 

0.100 

0.05 

0.01 

0.00 

0.00 

0.01 

1.26 

0.89 

0.18 

0.007 

0.55 

0.78 






Wagon Project 

Command 

Phyllite & Schist 

0.208 

7.10 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.001 

0.07 

0.09 


Jhar Sadri 

0829000703641300 

4.167 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.000 

5.82 

0.012 

0.09 

0.01 

0.00 

0.00 

0.02 

0.33 

0.36 

0.36 

0.014 

0.56 

0.51 






Wagon Project 

Command 

Gneisses(B.G.C) 

0.168 

5.82 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.02 


Jogan Kheri 

0829000803661900 

3.608 

Fresh 

Wagon Project 

Command 

Gneisses(B.G.C) 

3.608 

7.23 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.41 

0.39 

0.08 

0.014 

0.63 

0.66 


Kachariya Kheri 

0829000903671300 

4.466 

Fresh 

Non-command 

Non-command 

Shale 

0.033 

8.94 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Kachoomra 

0829001103699200 

2.614 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.462 

6.24 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.19 

0.29 

0.23 

0.005 

0.40 

0.26 







Non-command 

Gneisses(B.G.C) 

0.832 

6.24 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.17 

0.13 

0.003 

0.23 

0.15 


Kalandar Khera 

0829001103698600 

1.957 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.957 

7.30 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.27 

0.42 

0.26 

0.007 

0.71 

0.47 


Kanpura 

0829000903675600 

3.129 

Fresh 

Non-command 

Non-command 

Limestone 

1.533 

7.29 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.24 

0.30 

0.07 

0.005 

0.36 

0.29 







Non-command 

Shale 

1.589 

7.29 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.24 

0.07 

0.005 

0.37 

0.30 


Kanthariya 

0829000903670700 

1.274 

Fresh 

Non-command 

Non-command 

Shale 

0.002 

8.19 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Karediya 

0829000803660500 

2.437 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.001 

7.32 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Shale 

0.016 

7.32 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.01 






Wagon Project 

Command 

Phyllite & Schist 

1.942 

7.32 

0.012 

0.06 

0.01 

0.00 

0.00 

0.00 

0.21 

0.15 

0.23 

0.007 

0.52 

0.73 







Command 

Shale 

0.479 

7.32 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.36 

0.26 

0.04 

0.002 

0.13 

0.18 


Karjoo 

0829001003685200 

11.221 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.118 

9.68 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.000 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

6.953 

9.68 

0.020 

0.16 

0.02 

0.00 

0.00 

0.00 

1.49 

2.20 

0.62 

0.017 

0.45 

0.30 







Non-command 

Shale 

1.511 

9.68 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.32 

0.48 

0.12 

0.004 

0.10 

0.07 


Karoli 

0829000803659900 

4.569 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.001 

6.03 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

0.235 

6.03 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.03 

0.03 



0829001103696500 

4.227 

Fresh 

Wagon Project 

Command 

Gneisses(B.G.C) 

1.294 

7.10 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.18 

0.07 

0.005 

0.21 

0.19 







Command 

Limestone 

0.039 

7.10 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 







Command 

Shale 

2.894 

7.10 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.34 

0.37 

0.15 

0.010 

0.46 

0.42 


Katai 

0829001103700400 

1.482 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.125 

7.33 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.20 

0.05 

0.004 

0.54 

0.36 







Non-command 

Shale 

0.358 

7.33 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.01 

0.001 

0.17 

0.11 


Keeratpura 

0829001103700900 

2.319 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.031 

8.18 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.000 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

0.694 

8.18 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.16 

0.07 

0.002 

0.21 

0.14 


Kering Khera 

0829000803663400 

0.966 

Fresh 

Non-command 

Non-command 

Shale 

0.681 

8.49 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.61 

0.47 

0.14 

0.003 

0.47 

0.61 


Khairmaliya 

0829001103698300 

5.517 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.517 

6.70 

0.015 

0.11 

0.02 

0.00 

0.00 

0.00 

0.64 

0.97 

0.41 

0.019 

0.71 

0.47 


Khakhariya Ji Ka Khera 

0829001103701600 

1.991 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.013 

6.69 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khanpura 

0829001103697600 

1.180 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.180 

7.29 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.16 

0.24 

0.16 

0.004 

0.71 

0.48 


Khardeola 

0829001103699500 

10.472 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.505 

7.26 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.10 

0.04 

0.002 

0.03 

0.02 







Non-command 

Gneisses(B.G.C) 

9.859 

7.26 

0.015 

0.18 

0.03 

0.00 

0.00 

0.00 

1.22 

1.88 

0.67 

0.034 

0.67 

0.44 


Khera Aheeran 

0829000703645500 

1.515 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.445 

3.92 

0.012 

0.03 

0.00 

0.00 

0.00 

0.01 

0.08 

0.09 

0.12 

0.005 

0.66 

0.59 







Non-command 

Gneisses(B.G.C) 

0.002 

3.92 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khodeep 

0829000803664300 

10.314 

Fresh 

Non-command 

Non-command 

Limestone 

6.455 

9.05 

0.020 

0.16 

0.02 

0.00 

0.00 

0.00 

1.31 

1.31 

0.59 

0.024 

0.45 

0.45 







Non-command 

Shale 

3.859 

9.05 

0.100 

0.07 

0.01 

0.00 

0.00 

0.00 

3.55 

3.56 

0.27 

0.015 

0.27 

0.27 


Koshithal 

0829000803656000 

3.026 

Fresh 

Wagon Project 

Command 

Gneisses(B.G.C) 

1.286 

6.95 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.11 

0.09 

0.005 

0.28 

0.40 


Lachami Pura 

0829000803655800 

4.197 

Fresh 

Wagon Project 

Command 

Gneisses(B.G.C) 

0.166 

4.49 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.03 

0.04 


Lachhmi Pura 

0829000803659200 

0.912 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.165 

7.42 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.12 

0.17 







Non-command 

Shale 

0.423 

7.42 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.22 

0.01 

0.002 

0.31 

0.44 






Wagon Project 

Command 

Phyllite & Schist 

0.322 

7.42 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.001 

0.23 

0.33 







Command 

Shale 

0.002 

7.42 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Lakhmipura 

0829000703641000 

2.873 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.388 

6.07 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.001 

0.07 

0.06 


Linkoda 

0829001103703200 

2.889 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.769 

9.69 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.22 

0.11 

0.003 

0.19 

0.12 


Luhariya 

0829001103699800 

4.545 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.381 

6.86 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.01 

0.001 

0.06 

0.04 







Non-command 

Limestone 

4.037 

6.86 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.58 

0.87 

0.11 

0.014 

0.64 

0.43 







Non-command 

Shale 

0.127 

6.86 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.000 

0.02 

0.01 


Madhupura 

0829001103700500 

0.713 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.667 

7.24 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.14 

0.07 

0.002 

0.67 

0.44 







Non-command 

Shale 

0.046 

7.24 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.05 

0.03 


Magarda 

0829000803661400 

3.730 

Fresh 

Non-command 

Non-command 

Shale 

1.581 

7.73 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

1.24 

0.93 

0.06 

0.006 

0.28 

0.37 






Wagon Project 

Command 

Phyllite & Schist 

0.925 

7.73 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.04 

0.004 

0.16 

0.22 







Command 

Shale 

1.224 

7.73 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.96 

0.72 

0.04 

0.005 

0.21 

0.28 


Malook Das Ki Kheri 

0829000703641800 

2.733 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.038 

5.17 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Wagon Project 

Command 

Phyllite & Schist 

2.150 

5.17 

0.012 

0.06 

0.01 

0.00 

0.00 

0.00 

0.18 

0.22 

0.22 

0.008 

0.54 

0.44 







Command 

Gneisses(B.G.C) 

0.546 

5.17 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.06 

0.002 

0.14 

0.11 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Jangpura 

0829001103697700 

0.06 

0.05 

363.74 

0.06 

- 

0.06 

0.07 

0.78 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.084 

0.004 

0.080 

0.119 

149.04 

Over Exploited 

Jantai 

0829001103697400 

0.04 

0.00 

4,277.23 

0.00 

- 

0.00 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.034 

307.25 

Over Exploited 



0.06 

0.00 

2,499.36 

0.00 

- 

0.00 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.013 

0.034 

273.06 

Over Exploited 



0.04 

0.01 

1,504.30 

0.01 

0.00 

0.01 

0.02 

0.26 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.032 

0.002 

0.030 

0.087 

289.51 

Over Exploited 



0.06 

0.02 

923.56 

0.02 

- 

0.02 

0.02 

0.29 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.040 

0.002 

0.038 

0.095 

250.98 

Over Exploited 

Jeeta Was 

0829000803657100 

0.07 

0.03 

216.74 

0.04 

- 

0.04 

0.03 

0.39 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.047 

0.002 

0.045 

0.083 

183.56 

Over Exploited 



0.07 

0.00 

824.78 

0.00 

- 

0.00 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.032 

683.95 

Over Exploited 

Jetpura 

0829000703641400 

0.06 

0.00 

3,083.27 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.014 

1,999.48 

Over Exploited 



0.04 

0.10 

233.83 

0.12 

0.03 

0.15 

0.05 

0.61 

- 

0.0500 

- 

- 

0.034 

0.084 

0.084 

0.234 

0.012 

0.223 

0.264 

118.72 

Over Exploited 



0.04 

0.00 

4,867.81 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.014 

3,587.71 

Over Exploited 

Jhadoli 

0829000803660700 

0.05 

0.00 

2,391.43 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.018 

4,566.77 

Over Exploited 



0.05 

0.05 

1,785.29 

0.06 

0.02 

0.07 

0.04 

0.59 

- 

0.0200 

- 

- 

0.009 

0.029 

0.029 

0.102 

0.005 

0.097 

0.185 

190.71 

Over Exploited 



0.05 

0.00 

2,670.95 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.029 

3,682.87 

Over Exploited 

Jhar Sadri 

0829000703641300 

0.04 

0.10 

260.78 

0.12 

0.03 

0.15 

0.05 

0.61 

- 

0.0700 

- 

- 

0.026 

0.096 

0.096 

0.244 

0.012 

0.231 

0.371 

160.45 

Over Exploited 



0.04 

0.00 

6,511.84 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.014 

841.49 

Over Exploited 

Jogan Kheri 

0829000803661900 

0.07 

0.16 

148.27 

0.19 

- 

0.19 

0.06 

0.68 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.200 

0.010 

0.190 

0.090 

47.29 

Safe 

Kachariya Kheri 

0829000903671300 

0.07 

0.00 

33,510.45 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

47,630.62 

Over Exploited 

Kachoomra 

0829001103699200 

0.04 

0.02 

1,061.40 

0.03 

0.01 

0.04 

0.04 

0.44 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.081 

0.004 

0.077 

0.235 

305.32 

Over Exploited 



0.06 

0.01 

1,359.19 

0.01 

- 

0.01 

0.02 

0.25 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.034 

0.002 

0.032 

0.131 

409.85 

Over Exploited 

Kalandar Khera 

0829001103698600 

0.06 

0.08 

400.54 

0.10 

0.01 

0.11 

0.07 

0.78 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.161 

0.008 

0.153 

0.264 

172.94 

Over Exploited 

Kanpura 

0829000903675600 

0.08 

0.04 

584.21 

0.05 

- 

0.05 

0.03 

0.39 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.063 

0.003 

0.060 

0.074 

123.97 

Over Exploited 



0.07 

0.04 

479.07 

0.05 

- 

0.05 

0.03 

0.40 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.060 

0.003 

0.057 

0.072 

127.32 

Over Exploited 

Kanthariya 

0829000903670700 

0.07 

0.00 

118,847.99 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Karediya 

0829000803660500 

0.05 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.00 

243,227.48 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.05 

197.87 

0.06 

0.01 

0.07 

0.04 

0.56 

- 

0.0300 

- 

- 

0.004 

0.034 

0.034 

0.107 

0.005 

0.102 

0.233 

228.73 

Over Exploited 



0.05 

0.00 

8,296.90 

0.00 

- 

0.00 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.043 

1,223.27 

Over Exploited 

Karjoo 

0829001003685200 

0.06 

0.00 

63,346.35 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.016 

26,663.41 

Over Exploited 



0.04 

0.12 

1,679.61 

0.15 

0.02 

0.17 

0.04 

0.49 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.239 

0.012 

0.227 

0.639 

281.96 

Over Exploited 



0.06 

0.01 

5,025.37 

0.01 

- 

0.01 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.021 

0.001 

0.020 

0.119 

589.59 

Over Exploited 

Karoli 

0829000803659900 

0.05 

0.00 

875,608.69 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.00 

4,418.19 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.008 

1,503.41 

Over Exploited 


0829001103696500 

0.06 

0.02 

988.85 

0.02 

- 

0.02 

0.02 

0.23 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.029 

0.001 

0.028 

0.070 

249.82 

Over Exploited 



0.06 

0.00 

41,873.22 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.05 

598.80 

0.06 

0.01 

0.07 

0.04 

0.50 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.106 

0.005 

0.100 

0.161 

160.41 

Over Exploited 

Katai 

0829001103700400 

0.06 

0.04 

457.07 

0.04 

- 

0.04 

0.05 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.054 

0.003 

0.051 

0.056 

109.15 

Over Exploited 



0.04 

0.00 

2,332.61 

0.00 

- 

0.00 

0.02 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.011 

399.92 

Over Exploited 

Keeratpura 

0829001103700900 

0.04 

0.00 

47,092.07 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.01 

1,718.61 

0.01 

- 

0.01 

0.02 

0.23 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.021 

0.001 

0.020 

0.067 

343.32 

Over Exploited 

Kering Khera 

0829000803663400 

0.05 

0.02 

2,812.48 

0.02 

0.01 

0.03 

0.04 

0.51 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.049 

0.002 

0.047 

0.146 

311.16 

Over Exploited 

Khairmaliya 

0829001103698300 

0.06 

0.24 

311.13 

0.28 

0.02 

0.31 

0.07 

0.78 

- 

0.0800 

- 

- 

0.002 

0.082 

0.082 

0.387 

0.019 

0.368 

0.427 

116.06 

Over Exploited 

Khakhariya Ji Ka Khera 

0829001103701600 

0.04 

0.00 

76,666.13 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khanpura 

0829001103697600 

0.06 

0.05 

370.83 

0.06 

0.01 

0.07 

0.07 

0.78 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.100 

0.005 

0.095 

0.160 

167.73 

Over Exploited 

Khardeola 

0829001103699500 

0.04 

0.00 

13,529.73 

0.00 

- 

0.00 

0.00 

0.04 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.038 

365.30 

Over Exploited 



0.06 

0.40 

373.14 

0.48 

0.03 

0.51 

0.06 

0.74 

- 

0.1300 

- 

- 

- 

0.130 

0.130 

0.637 

0.032 

0.605 

0.704 

116.34 

Over Exploited 

Khera Aheeran 

0829000703645500 

0.06 

0.06 

56.20 

0.07 

0.01 

0.08 

0.05 

0.71 

- 

0.0100 

- 

- 

0.022 

0.032 

0.032 

0.115 

0.006 

0.110 

0.129 

117.91 

Over Exploited 



0.04 

0.00 

78,492.09 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khodeep 

0829000803664300 

0.06 

0.17 

656.73 

0.21 

0.02 

0.23 

0.04 

0.48 

- 

0.1100 

- 

- 

0.004 

0.114 

0.114 

0.345 

0.017 

0.328 

0.614 

187.60 

Over Exploited 



0.05 

0.05 

6,821.58 

0.06 

0.01 

0.08 

0.02 

0.29 

- 

0.0500 

- 

- 

0.005 

0.055 

0.055 

0.130 

0.007 

0.124 

0.280 

226.31 

Over Exploited 

Koshithal 

0829000803656000 

0.07 

0.03 

326.95 

0.03 

0.00 

0.03 

0.02 

0.30 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.041 

0.002 

0.039 

0.097 

249.39 

Over Exploited 

Lachami Pura 

0829000803655800 

0.07 

0.00 

2,469.65 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.000 

- 

- 

0.000 

0.000 

0.000 

0.008 

2,138.11 

Over Exploited 

Lachhmi Pura 

0829000803659200 

0.05 

0.00 

724.42 

0.00 

0.00 

0.00 

0.01 

0.13 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.008 

0.000 

0.007 

0.006 

78.58 

Semi Critical 



0.05 

0.01 

3,313.76 

0.01 

- 

0.01 

0.02 

0.33 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.007 

0.015 

198.94 

Over Exploited 



0.05 

0.00 

406.39 

0.00 

0.00 

0.00 

0.02 

0.25 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.005 

0.000 

0.005 

0.018 

348.75 

Over Exploited 



0.05 

0.00 

618,884.70 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Lakhmipura 

0829000703641000 

0.06 

0.00 

2,472.93 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.021 

1,120.05 

Over Exploited 

Linkoda 

0829001103703200 

0.06 

0.01 

2,374.94 

0.01 

- 

0.01 

0.02 

0.21 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.021 

0.001 

0.019 

0.111 

567.58 

Over Exploited 

Luhariya 

0829001103699800 

0.06 

0.00 

4,142.26 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.013 

849.28 

Over Exploited 



0.06 

0.15 

463.02 

0.18 

0.00 

0.19 

0.06 

0.70 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.206 

0.010 

0.196 

0.121 

61.77 

Safe 



0.04 

0.00 

19,061.83 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Madhupura 

0829001103700500 

0.06 

0.03 

428.92 

0.03 

- 

0.03 

0.06 

0.73 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.042 

0.002 

0.040 

0.071 

178.41 

Over Exploited 



0.04 

0.00 

8,830.72 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

5,319.25 

Over Exploited 

Magarda 

0829000803661400 

0.05 

0.02 

4,172.66 

0.03 

0.00 

0.03 

0.02 

0.30 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.044 

0.002 

0.042 

0.061 

146.87 

Over Exploited 



0.05 

0.01 

809.27 

0.01 

0.00 

0.01 

0.01 

0.17 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.013 

0.001 

0.013 

0.045 

349.00 

Over Exploited 



0.05 

0.01 

5,396.71 

0.02 

0.00 

0.02 

0.02 

0.23 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.017 

0.001 

0.016 

0.049 

296.32 

Over Exploited 

Malook Das Ki Kheri 

0829000703641800 

0.06 

0.00 

11,539.90 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.004 

628.63 

Over Exploited 



0.06 

0.07 

212.25 

0.08 

0.01 

0.10 

0.05 

0.59 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.127 

0.006 

0.121 

0.232 

191.57 

Over Exploited 



0.04 

0.00 

1,840.64 

0.00 

- 

0.00 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.062 

464.96 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Malya Kheri 

082900080366290C 

0.916 

Fresh 

Wagon Project 

Command 

Shale 

0.916 

7.18 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.69 

0.64 

0.17 

0.003 

0.67 

0.72 


Mandla Charan 

0829000903675000 

13.811 

Fresh 

Non-command 

Non-command 

Limestone 

0.272 

8.53 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.02 

0.001 

0.01 

0.01 







Non-command 

Shale 

6.084 

8.53 

0.015 

0.09 

0.01 

0.00 

0.00 

0.01 

0.85 

0.87 

0.32 

0.020 

0.33 

0.32 


Mangalwar 

0829000703639400 

16.716 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.313 

4.42 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.07 

0.005 

0.04 

0.04 


Manji Ka Gurha 

0829000803661100 

3.738 

Fresh 

Non-command 

Non-command 

Shale 

3.738 

7.45 

0.100 

0.08 

0.01 

0.00 

0.00 

0.00 

2.85 

2.10 

0.29 

0.014 

0.66 

0.90 


Manroop Ka Khera 

0829000803660300 

1.313 

Fresh 

Wagon Project 

Command 

Phyllite & Schist 

1.313 

7.15 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.01 

0.005 

0.65 

0.90 


Mata Khera 

0829000703645400 

2.815 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.858 

3.58 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.06 

0.003 

0.21 

0.19 







Non-command 

Gneisses(B.G.C) 

1.520 

3.58 

0.012 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.10 

0.005 

0.38 

0.34 


Mentron Ka Khera 

0829000803662500 

1.573 

Fresh 

Non-command 

Non-command 

Shale 

0.069 

9.07 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.00 

0.000 

0.03 

0.03 






Wagon Project 

Command 

Shale 

1.504 

9.07 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

1.37 

1.21 

0.04 

0.006 

0.62 

0.71 


Minana 

0829000803663000 

8.152 

Fresh 

Non-command 

Non-command 

Shale 

5.074 

7.49 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

3.84 

3.53 

0.16 

0.019 

0.42 

0.46 






Wagon Project 

Command 

Shale 

3.078 

7.49 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

2.34 

2.15 

0.10 

0.012 

0.25 

0.28 


Mindana 

0829000903675200 

3.974 

Fresh 

Non-command 

Non-command 

Limestone 

3.631 

7.50 

0.020 

0.30 

0.05 

0.00 

0.00 

0.00 

0.79 

0.88 

1.20 

0.012 

0.64 

0.58 







Non-command 

Shale 

0.343 

7.50 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.10 

0.001 

0.06 

0.05 


Mircha Kheri 

0829000703640700 

1.984 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.266 

4.85 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.06 

0.005 

0.40 

0.35 


Nalwai 

0829001103699900 

5.202 

Fresh 

Non-command 

Non-command 

Limestone 

3.567 

7.26 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.59 

0.87 

0.29 

0.012 

0.49 

0.33 







Non-command 

Shale 

1.635 

7.26 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.21 

0.31 

0.11 

0.006 

0.23 

0.15 


Nanana 

0829000803663300 

6.879 

Fresh 

Non-command 

Non-command 

Shale 

6.121 

9.08 

0.100 

0.19 

0.03 

0.00 

0.00 

0.01 

5.71 

4.75 

0.71 

0.023 

0.61 

0.73 


Nandoli 

0829001103698800 

2.271 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.079 

6.49 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.20 

0.10 

0.004 

0.34 

0.23 







Non-command 

Gneisses(B.G.C) 

1.193 

6.49 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.21 

0.11 

0.004 

0.37 

0.25 


Nanga Khera 

0829000703642300 

2.958 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.260 

4.58 

0.012 

0.02 

0.00 

0.00 

0.00 

0.01 

0.13 

0.15 

0.07 

0.008 

0.51 

0.46 







Non-command 

Gneisses(B.G.C) 

0.698 

4.58 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.02 

0.002 

0.16 

0.14 


Napawali 

0829000803662400 

1.836 

Fresh 

Wagon Project 

Command 

Gneisses(B.G.C) 

0.297 

9.15 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.09 

0.001 

0.10 

0.11 







Command 

Shale 

1.538 

9.15 

0.100 

0.11 

0.02 

0.00 

0.00 

0.00 

1.50 

1.37 

0.44 

0.006 

0.54 

0.59 


Neemgaon 

0829000703641100 

6.041 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.978 

5.66 

0.012 

0.04 

0.01 

0.00 

0.00 

0.01 

0.34 

0.38 

0.14 

0.018 

0.49 

0.44 







Non-command 

Gneisses(B.G.C) 

0.773 

5.66 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.02 

0.003 

0.08 

0.07 


Nikoom 

0829001103696900 

9.935 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.534 

6.72 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.19 

0.23 

0.20 

0.005 

0.11 

0.09 







Non-command 

Limestone 

1.393 

6.72 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.23 

0.26 

0.21 

0.005 

0.10 

0.08 







Non-command 

Shale 

3.914 

6.72 

0.015 

0.13 

0.02 

0.00 

0.00 

0.00 

0.50 

0.59 

0.49 

0.014 

0.27 

0.23 






Wagon Project 

Command 

Gneisses(B.G.C) 

0.357 

6.72 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.05 

0.001 

0.02 

0.02 







Command 

Limestone 

0.113 

6.72 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.000 

0.01 

0.01 







Command 

Shale 

2.435 

6.72 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.32 

0.37 

0.31 

0.008 

0.17 

0.15 


Nogawan 

0829000703641700 

7.450 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.015 

6.20 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

0.043 

6.20 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Wagon Project 

Command 

Phyllite & Schist 

0.098 

6.20 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 







Command 

Gneisses(B.G.C) 

7.293 

6.20 

0.012 

0.15 

0.02 

0.00 

0.00 

0.01 

0.64 

0.77 

0.57 

0.026 

0.67 

0.55 


Norangabad Kalan 

0829000703642900 

1.624 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.022 

3.33 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

1.597 

3.33 

0.012 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.11 

0.006 

0.68 

0.62 


Norangabad Khurd 

0829000703640600 

0.979 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.979 

4.11 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.05 

0.004 

0.67 

0.60 


Padampura 

0829000703640800 

2.228 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.555 

4.94 

0.012 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.13 

0.11 

0.006 

0.44 

0.39 


Pagara 

0829000803663900 

2.125 

Fresh 

Non-command 

Non-command 

Shale 

2.125 

8.88 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

1.90 

1.62 

0.09 

0.008 

0.67 

0.79 


Palakheri 

0829001103697500 

3.719 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.404 

7.08 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.28 

0.42 

0.10 

0.008 

0.46 

0.31 






Wagon Project 

Command 

Gneisses(B.G.C) 

1.315 

7.08 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.22 

0.05 

0.005 

0.25 

0.17 


Palod 

0829000703642700 

16.305 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

15.166 

4.11 

0.012 

0.30 

0.04 

0.00 

0.00 

0.06 

0.92 

1.02 

1.13 

0.054 

0.63 

0.57 







Non-command 

Gneisses(B.G.C) 

1.126 

4.11 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.09 

0.004 

0.05 

0.04 


Parliya 

0829001103699600 

7.211 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.957 

6.92 

0.015 

0.11 

0.02 

0.00 

0.00 

0.00 

0.81 

1.24 

0.41 

0.024 

0.69 

0.45 







Non-command 

Limestone 

0.219 

6.92 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.02 

0.001 

0.02 

0.01 







Non-command 

Shale 

0.035 

6.92 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.000 

0.00 

0.00 


Parmeshwarpura 

0829000703642000 

2.440 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.931 

5.73 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.06 

0.003 

0.25 

0.22 






Wagon Project 

Command 

Gneisses(B.G.C) 

1.509 

5.73 

0.012 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.15 

0.10 

0.005 

0.41 

0.36 


Peend 

0829001103698500 

7.946 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.946 

7.29 

0.015 

0.27 

0.04 

0.00 

0.00 

0.00 

1.10 

1.66 

1.05 

0.028 

0.71 

0.47 


Peepli Ka Gurha 

0829000803658500 

2.893 

Fresh 

Non-command 

Non-command 

Shale 

0.819 

6.61 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.55 

0.40 

0.02 

0.003 

0.19 

0.26 


Peepliya 

0829000803663200 

2.791 

Fresh 

Non-command 

Non-command 

Shale 

2.791 

8.99 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

2.55 

2.07 

0.19 

0.011 

0.67 

0.83 


Phalasiya 

0829000803659400 

2.423 

Fresh 

Wagon Project 

Command 

Phyllite & Schist 

2.423 

7.44 

0.012 

0.07 

0.01 

0.00 

0.00 

0.00 

0.27 

0.19 

0.27 

0.009 

0.66 

0.93 


Phalodra 

0829000703646100 

9.442 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.472 

5.74 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.02 

0.002 

0.04 

0.03 


Pindri 

0829001103698400 

3.093 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.093 

7.10 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.39 

0.58 

0.26 

0.011 

0.71 

0.48 


Pinodra 

0829001103696700 

3.315 

Fresh 

Wagon Project 

Command 

Gneisses(B.G.C) 

3.315 

6.99 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.40 

0.51 

0.21 

0.012 

0.69 

0.54 


Pirana 

0829000703645600 

9.309 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.781 

3.96 

0.012 

0.19 

0.03 

0.00 

0.00 

0.00 

0.56 

0.63 

0.73 

0.031 

0.65 

0.58 






Wagon Project 

Command 

Phyllite & Schist 

0.528 

3.96 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.04 

0.002 

0.04 

0.03 


Potla Kalan 

0829000803656900 

3.278 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.228 

7.44 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.05 

0.07 






Wagon Project 

Command 

Phyllite & Schist 

0.976 

7.44 

0.012 

0.01 

0.00 

0.00 

0.00 

0.01 

0.09 

0.06 

0.04 

0.004 

0.20 

0.28 







Command 

Gneisses(B.G.C) 

2.004 

7.44 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.24 

0.17 

0.06 

0.008 

0.40 

0.58 







Command 

Shale 

0.070 

7.44 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.00 

0.000 

0.01 

0.02 


Potla Khurd 

0829000803657000 

1.148 

Fresh 

Wagon Project 

Command 

Gneisses(B.G.C) 

1.148 

7.23 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.05 

0.004 

0.66 

0.94 


Punawali 

0829001103696600 

3.061 

Fresh 

Wagon Project 

Command 

Gneisses(B.G.C) 

2.978 

7.04 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.38 

0.47 

0.31 

0.010 

0.67 

0.55 







Command 

Limestone 

0.066 

7.04 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 







Command 

Shale 

0.017 

7.04 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Radai Khera 

0829000803659700 

3.367 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.571 

6.42 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.04 

0.002 

0.11 

0.14 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Malya Kheri 

0829000803662900 

0.05 

0.03 

2,000.33 

0.04 

0.01 

0.05 

0.06 

0.72 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.067 

0.003 

0.063 

0.171 

270.86 

Over Exploited 

Mandla Charan 

0829000903675000 

0.08 

0.00 

14,778.82 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.018 

3,563.07 

Over Exploited 



0.07 

0.14 

524.05 

0.17 

0.02 

0.19 

0.03 

0.35 

- 

0.0400 

- 

- 

0.015 

0.055 

0.055 

0.242 

0.012 

0.230 

0.342 

148.52 

Over Exploited 

Mangalwar 

0829000703639400 

0.06 

0.00 

2,798.85 

0.00 

- 

0.00 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.071 

526.31 

Over Exploited 

Manji Ka Gurha 

0829000803661100 

0.05 

0.12 

1,596.90 

0.15 

0.01 

0.16 

0.05 

0.72 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.193 

0.010 

0.183 

0.306 

167.06 

Over Exploited 

Manroop Ka Khera 

0829000803660300 

0.05 

0.04 

81.44 

0.05 

0.00 

0.05 

0.05 

0.70 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.054 

0.003 

0.052 

0.015 

29.06 

Safe 

Mata Khera 

0829000703645400 

0.06 

0.01 

463.39 

0.01 

- 

0.01 

0.02 

0.23 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.022 

0.063 

287.41 

Over Exploited 



0.04 

0.03 

303.18 

0.03 

0.00 

0.03 

0.03 

0.40 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.042 

0.002 

0.040 

0.104 

263.09 

Over Exploited 

Mentron Ka Khera 

0829000803662500 

0.05 

0.00 

54,840.54 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

14.36 

Safe 



0.05 

0.05 

2,485.20 

0.06 

- 

0.06 

0.05 

0.68 

- 

- 

- 

- 

- 

- 

- 

0.056 

0.003 

0.053 

0.046 

85.65 

Semi Critical 

Minana 

0829000803663000 

0.05 

0.11 

3,226.52 

0.13 

0.01 

0.14 

0.04 

0.45 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.161 

0.008 

0.153 

0.176 

115.31 

Over Exploited 



0.05 

0.04 

5,399.40 

0.05 

0.00 

0.05 

0.02 

0.28 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.057 

0.003 

0.054 

0.110 

201.88 

Over Exploited 

Mindana 

0829000903675200 

0.08 

0.19 

374.04 

0.22 

0.05 

0.27 

0.06 

0.69 

- 

0.2300 

- 

- 

0.001 

0.231 

0.231 

0.505 

0.025 

0.480 

1.213 

252.84 

Over Exploited 



0.07 

0.00 

5,132.78 

0.00 

- 

0.00 

0.01 

0.07 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.022 

0.001 

0.021 

0.103 

499.20 

Over Exploited 

Mircha Kheri 

0829000703640700 

0.06 

0.03 

239.20 

0.04 

0.00 

0.04 

0.03 

0.43 

- 

0.0100 

- 

- 

0.000 

0.011 

0.011 

0.047 

0.002 

0.045 

0.065 

144.89 

Over Exploited 

Nalwai 

0829001103699900 

0.06 

0.11 

722.04 

0.13 

0.01 

0.14 

0.05 

0.54 

- 

0.0500 

- 

- 

0.003 

0.053 

0.053 

0.192 

0.010 

0.183 

0.301 

165.13 

Over Exploited 



0.04 

0.01 

1,983.15 

0.02 

0.00 

0.02 

0.02 

0.25 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.038 

0.002 

0.036 

0.117 

319.82 

Over Exploited 

Nanana 

0829000803663300 

0.05 

0.19 

2,453.17 

0.22 

0.04 

0.26 

0.05 

0.66 

- 

0.1300 

- 

- 

0.008 

0.138 

0.138 

0.396 

0.020 

0.377 

0.737 

195.77 

Over Exploited 

Nandoli 

0829001103698800 

0.04 

0.02 

1,200.64 

0.02 

0.00 

0.02 

0.03 

0.37 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.038 

0.002 

0.037 

0.108 

295.09 

Over Exploited 



0.06 

0.03 

700.59 

0.03 

0.00 

0.03 

0.03 

0.41 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.056 

0.003 

0.053 

0.112 

211.13 

Over Exploited 

Nanga Khera 

0829000703642300 

0.06 

0.07 

111.56 

0.08 

0.01 

0.09 

0.04 

0.56 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.111 

0.006 

0.106 

0.077 

73.05 

Semi Critical 



0.04 

0.00 

873.79 

0.01 

0.00 

0.01 

0.01 

0.17 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.015 

0.001 

0.015 

0.026 

181.13 

Over Exploited 

Napawali 

0829000803662400 

0.07 

0.00 

2,455.52 

0.00 

- 

0.00 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.091 

760.65 

Over Exploited 



0.05 

0.04 

3,197.18 

0.05 

0.02 

0.07 

0.05 

0.59 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.120 

0.006 

0.114 

0.444 

390.04 

Over Exploited 

Neemgaon 

0829000703641100 

0.06 

0.15 

162.57 

0.18 

0.02 

0.20 

0.04 

0.54 

- 

0.0200 

- 

- 

0.019 

0.039 

0.039 

0.237 

0.012 

0.225 

0.162 

71.83 

Semi Critical 



0.04 

0.00 

2,497.38 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.027 

898.09 

Over Exploited 

Nikoom 

0829001103696900 

0.06 

0.01 

2,206.68 

0.01 

0.01 

0.02 

0.01 

0.12 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.062 

0.003 

0.059 

0.202 

344.77 

Over Exploited 



0.06 

0.01 

3,166.43 

0.01 

0.01 

0.02 

0.01 

0.11 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.060 

0.003 

0.057 

0.216 

380.53 

Over Exploited 



0.04 

0.04 

1,277.96 

0.05 

0.02 

0.07 

0.02 

0.30 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.161 

0.008 

0.153 

0.508 

331.68 

Over Exploited 



0.06 

0.00 

9,989.99 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.046 

457.64 

Over Exploited 



0.06 

0.00 

33,058.66 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.018 

30,226.93 

Over Exploited 



0.04 

0.02 

2,125.53 

0.02 

0.01 

0.03 

0.02 

0.18 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.090 

0.004 

0.085 

0.315 

369.87 

Over Exploited 

Nogawan 

0829000703641700 

0.06 

0.00 

98,490.46 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

47,987.80 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

47,375.48 

Over Exploited 



0.06 

0.00 

15,702.70 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

7,181.57 

Over Exploited 



0.04 

0.22 

253.96 

0.26 

0.03 

0.29 

0.06 

0.73 

- 

0.0600 

- 

- 

0.021 

0.081 

0.081 

0.375 

0.019 

0.356 

0.591 

166.03 

Over Exploited 

Norangabad Kalan 

0829000703642900 

0.06 

0.00 

7,099.33 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.000 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.05 

104.44 

0.06 

0.00 

0.06 

0.05 

0.74 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.083 

0.004 

0.079 

0.120 

152.04 

Over Exploited 

Norangabad Khurd 

0829000703640600 

0.06 

0.04 

60.45 

0.05 

- 

0.05 

0.05 

0.72 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.057 

0.003 

0.054 

0.053 

97.01 

Critical 

Padampura 

0829000703640800 

0.06 

0.04 

225.89 

0.05 

- 

0.05 

0.04 

0.48 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.059 

0.003 

0.056 

0.115 

204.10 

Over Exploited 

Pagara 

0829000803663900 

0.05 

0.07 

2,166.68 

0.09 

0.00 

0.09 

0.06 

0.73 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.110 

0.006 

0.105 

0.097 

92.64 

Critical 

Palakheri 

0829001103697500 

0.06 

0.07 

530.66 

0.08 

0.00 

0.08 

0.04 

0.50 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.101 

0.005 

0.096 

0.106 

110.54 

Over Exploited 



0.06 

0.02 

1,008.42 

0.02 

- 

0.02 

0.02 

0.27 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.034 

0.002 

0.032 

0.053 

163.87 

Over Exploited 

Palod 

0829000703642700 

0.06 

0.57 

78.08 

0.69 

0.10 

0.79 

0.05 

0.68 

- 

0.1300 

- 

- 

0.087 

0.217 

0.217 

1.004 

0.050 

0.954 

1.179 

123.65 

Over Exploited 



0.04 

0.00 

3,376.89 

0.00 

- 

0.00 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.089 

731.40 

Over Exploited 

Parliya 

0829001103699600 

0.06 

0.29 

331.85 

0.35 

0.02 

0.37 

0.07 

0.75 

- 

0.0800 

- 

- 

0.002 

0.082 

0.082 

0.448 

0.022 

0.426 

0.434 

101.98 

Over Exploited 



0.06 

0.00 

21,625.05 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.021 

6,402.21 

Over Exploited 



0.04 

0.00 

115,376.28 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Parmeshwarpura 

0829000703642000 

0.04 

0.01 

773.93 

0.01 

- 

0.01 

0.02 

0.28 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.022 

0.059 

275.78 

Over Exploited 



0.04 

0.03 

429.47 

0.03 

- 

0.03 

0.03 

0.45 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.043 

0.002 

0.041 

0.105 

256.67 

Over Exploited 

Peend 

0829001103698500 

0.06 

0.34 

389.32 

0.41 

0.04 

0.45 

0.07 

0.78 

- 

0.2000 

- 

- 

0.002 

0.202 

0.202 

0.652 

0.033 

0.620 

1.074 

173.28 

Over Exploited 

Peepli Ka Gurha 

0829000803658500 

0.05 

0.01 

5,094.58 

0.01 

- 

0.01 

0.01 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.009 

0.026 

298.79 

Over Exploited 

Peepliya 

0829000803663200 

0.05 

0.09 

2,104.87 

0.11 

0.01 

0.13 

0.05 

0.73 

- 

0.0400 

- 

- 

0.005 

0.045 

0.045 

0.171 

0.009 

0.162 

0.199 

122.23 

Over Exploited 

Phalasiya 

0829000803659400 

0.05 

0.08 

135.51 

0.10 

0.01 

0.11 

0.05 

0.71 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.139 

0.007 

0.132 

0.283 

214.26 

Over Exploited 

Phalodra 

0829000703646100 

0.06 

0.00 

5,196.95 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.022 

1,664.60 

Over Exploited 

Pindri 

0829001103698400 

0.06 

0.13 

335.47 

0.16 

0.01 

0.17 

0.07 

0.78 

- 

0.0500 

- 

- 

0.002 

0.052 

0.052 

0.223 

0.011 

0.212 

0.268 

126.57 

Over Exploited 

Pinodra 

0829001103696700 

0.06 

0.14 

267.91 

0.17 

0.01 

0.18 

0.06 

0.75 

- 

0.0400 

- 

- 

0.001 

0.042 

0.042 

0.218 

0.011 

0.207 

0.223 

107.55 

Over Exploited 

Pirana 

0829000703645600 

0.06 

0.34 

83.65 

0.41 

0.03 

0.45 

0.05 

0.70 

- 

0.0800 

- 

- 

0.003 

0.083 

0.083 

0.529 

0.026 

0.502 

0.757 

150.84 

Over Exploited 



0.06 

0.00 

2,967.69 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.000 

0.001 

0.001 

0.002 

0.000 

0.002 

0.043 

1,951.70 

Over Exploited 

Potla Kalan 

0829000803656900 

0.07 

0.00 

2,321.14 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.005 

583.59 

Over Exploited 



0.05 

0.01 

533.16 

0.01 

0.01 

0.02 

0.02 

0.21 

- 

- 

- 

- 

0.010 

0.010 

0.010 

0.028 

0.001 

0.027 

0.040 

149.34 

Over Exploited 



0.07 

0.06 

200.11 

0.07 

0.00 

0.07 

0.03 

0.43 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.079 

0.004 

0.075 

0.063 

82.93 

Semi Critical 



0.05 

0.00 

73,941.84 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Potla Khurd 

0829000803657000 

0.07 

0.05 

77.24 

0.06 

- 

0.06 

0.05 

0.71 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.074 

0.004 

0.070 

0.058 

83.48 

Semi Critical 

Punawali 

0829001103696600 

0.06 

0.12 

290.20 

0.14 

0.01 

0.16 

0.06 

0.73 

- 

0.0600 

- 

- 

0.006 

0.066 

0.066 

0.223 

0.011 

0.212 

0.320 

151.26 

Over Exploited 



0.06 

0.00 

19,293.50 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

9,296.71 

Over Exploited 



0.04 

0.00 

86,743.86 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Radai Khera 

0829000803659700 

0.05 

0.00 

1,201.16 

0.00 

0.00 

0.00 

0.01 

0.11 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.006 

0.000 

0.006 

0.043 

723.26 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 






Wagon Project 

Command 

Phyllite & Schist 

1.024 

6.42 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.07 

0.004 

0.19 

0.25 


Raigpuriya 

0829001103700300 

1.348 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.348 

7.45 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.18 

0.28 

0.14 

0.005 

0.71 

0.47 


Ranawaton Ka Khera 

0829001103701500 

1.068 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.047 

6.45 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.000 

0.03 

0.02 


Ratanpur 

0829001103697800 

5.950 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.950 

7.08 

0.015 

0.09 

0.01 

0.00 

0.00 

0.00 

0.71 

1.01 

0.34 

0.021 

0.71 

0.50 


Rawatpura 

0829001003685400 

5.834 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.023 

8.55 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

0.267 

8.55 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.02 

0.001 

0.03 

0.02 







Non-command 

Shale 

0.587 

8.55 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.15 

0.04 

0.001 

0.07 

0.05 


Rebariyon Ki Dhan 

0829000803660900 

1.106 

Fresh 

Non-command 

Non-command 

Shale 

1.106 

6.74 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.76 

0.54 

0.06 

0.004 

0.66 

0.93 


Rughnathpura 

0829001003681900 

2.140 

Fresh 

Non-command 

Non-command 

Limestone 

0.446 

7.24 

0.030 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.17 

0.11 

0.001 

0.15 

0.11 


Sadalkhera 

0829000803661800 

1.772 

Fresh 

Wagon Project 

Command 

Gneisses(B.G.C) 

1.638 

8.99 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.25 

0.23 

0.12 

0.006 

0.59 

0.64 







Command 

Shale 

0.134 

8.99 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.01 

0.001 

0.05 

0.05 


Sajanpur 

0829000903676000 

1.943 

Fresh 

Non-command 

Non-command 

Shale 

0.010 

7.94 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Samano Ka Khera 

0829001103699700 

1.473 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.388 

6.72 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.24 

0.07 

0.005 

0.67 

0.44 







Non-command 

Limestone 

0.085 

6.72 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.000 

0.04 

0.03 


Sangariya 

0829001103699100 

4.356 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.978 

5.90 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.17 

0.13 

0.003 

0.16 

0.11 


Sarangpura 

0829000703641600 

3.985 

Fresh 

Wagon Project 

Command 

Gneisses(B.G.C) 

3.985 

6.22 

0.012 

0.06 

0.01 

0.00 

0.00 

0.00 

0.33 

0.36 

0.24 

0.014 

0.64 

0.59 


Sarthala 

0829001103701400 

3.950 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.080 

6.56 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.27 

0.42 

0.29 

0.007 

0.38 

0.24 







Non-command 

Gneisses(B.G.C) 

1.099 

6.56 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.14 

0.21 

0.15 

0.004 

0.20 

0.13 


Seerod 

0829001103698200 

2.111 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.055 

6.71 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.20 

0.11 

0.004 

0.36 

0.25 







Non-command 

Limestone 

1.056 

6.71 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.17 

0.25 

0.14 

0.004 

0.36 

0.25 


Segwa 

0829000803656700 

4.364 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.014 

7.14 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Wagon Project 

Command 

Phyllite & Schist 

0.171 

7.14 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.03 


Semaliya Peela Khera 

0829000703645300 

11.558 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.888 

4.18 

0.012 

0.06 

0.01 

0.00 

0.00 

0.00 

0.19 

0.21 

0.21 

0.010 

0.17 

0.15 







Non-command 

Gneisses(B.G.C) 

0.142 

4.18 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.01 






Wagon Project 

Command 

Phyllite & Schist 

0.253 

4.18 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.001 

0.02 

0.01 


Shikarpura 

0829001103700700 

1.746 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.502 

7.82 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.29 

0.05 

0.005 

0.61 

0.40 


Shivpura 

0829000803660800 

1.242 

Fresh 

Non-command 

Non-command 

Shale 

1.092 

6.46 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.72 

0.51 

0.04 

0.004 

0.58 

0.81 



0829000803661500 

0.855 

Fresh 

Non-command 

Non-command 

Shale 

0.855 

8.27 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.74 

0.57 

0.10 

0.003 

0.66 

0.85 



0829001103700600 

0.962 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.962 

7.46 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.20 

0.08 

0.003 

0.71 

0.47 


Sodawas 

0829000803660600 

1.124 

Fresh 

Non-command 

Non-command 

Shale 

1.077 

7.13 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.78 

0.55 

0.04 

0.004 

0.63 

0.89 






Wagon Project 

Command 

Shale 

0.047 

7.13 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.000 

0.03 

0.04 


Somawas 

0829000803662000 

3.950 

Fresh 

Wagon Project 

Command 

Gneisses(B.G.C) 

3.950 

7.98 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.54 

0.56 

0.29 

0.015 

0.65 

0.63 


Suja Khera 

0829000703641200 

3.200 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.237 

6.01 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.001 

0.04 

0.03 







Non-command 

Gneisses(B.G.C) 

0.642 

6.01 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.05 

0.002 

0.11 

0.09 


Sultanpura 

0829001103703300 

2.031 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.226 

9.87 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.01 

0.001 

0.08 

0.05 


Suraj Garh 

0829000803660400 

1.248 

Fresh 

Wagon Project 

Command 

Phyllite & Schist 

1.248 

7.05 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.09 

0.08 

0.005 

0.65 

0.88 


Suthar Khera 

0829001103698900 

1.005 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.005 

5.98 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.14 

0.21 

0.23 

0.003 

0.71 

0.47 


Talau 

0829000703646000 

4.144 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.287 

4.90 

0.012 

0.01 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.04 

0.001 

0.05 

0.04 






Wagon Project 

Command 

Phyllite & Schist 

2.119 

4.90 

0.012 

0.06 

0.01 

0.00 

0.00 

0.00 

0.16 

0.20 

0.22 

0.008 

0.36 

0.29 


Tapariya Kheri 

0829001103699300 

1.257 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.257 

6.93 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.16 

0.25 

0.16 

0.004 

0.71 

0.46 


Tarjela 

0829000803660200 

0.742 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.036 

6.53 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.04 






Wagon Project 

Command 

Phyllite & Schist 

0.706 

6.53 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.08 

0.003 

0.60 

0.80 


Tatarmala 

0829000903675100 

4.189 

Fresh 

Non-command 

Non-command 

Limestone 

4.189 

8.14 

0.020 

0.20 

0.03 

0.00 

0.00 

0.00 

0.85 

0.96 

0.80 

0.014 

0.71 

0.63 


Teela Khera 

0829000703642400 

2.635 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.223 

4.20 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.14 

0.08 

0.008 

0.58 

0.51 







Non-command 

Gneisses(B.G.C) 

0.412 

4.20 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.11 

0.09 


Tejpura 

0829000803663100 

2.610 

Fresh 

Non-command 

Non-command 

Shale 

2.544 

8.38 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

2.17 

1.69 

0.21 

0.010 

0.65 

0.83 


Udpura 

0829000803658600 

1.011 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.087 

6.32 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.06 

0.08 







Non-command 

Shale 

0.790 

6.32 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.53 

0.37 

0.13 

0.003 

0.51 

0.73 


Ummedpura 

0829001103699400 

1.628 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.628 

7.20 

0.015 

0.09 

0.01 

0.00 

0.00 

0.00 

0.26 

0.39 

0.35 

0.006 

0.71 

0.46 


Unthel 

0829001103697100 

4.929 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.143 

7.00 

0.015 

0.16 

0.02 

0.00 

0.00 

0.00 

0.57 

0.76 

0.61 

0.014 

0.59 

0.45 







Non-command 

Limestone 

0.787 

7.00 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.14 

0.19 

0.14 

0.003 

0.11 

0.09 


Unthel Khera 

0829001103697000 

7.577 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.996 

7.23 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.14 

0.02 

0.003 

0.09 

0.08 







Non-command 

Limestone 

5.979 

7.23 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.90 

1.09 

0.18 

0.021 

0.56 

0.46 







Non-command 

Shale 

0.602 

7.23 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.02 

0.002 

0.06 

0.05 


Upreda 

0829000803664000 

3.865 

Fresh 

Non-command 

Non-command 

Limestone 

0.090 

8.28 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.02 

0.02 







Non-command 

Shale 

3.774 

8.28 

0.100 

0.08 

0.01 

0.00 

0.00 

0.00 

3.19 

3.10 

0.30 

0.014 

0.67 

0.69 


Wani 

0829000803664100 

0.682 

Fresh 

Non-command 

Non-command 

Shale 

0.682 

9.20 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.68 

0.63 

0.24 

0.003 

0.69 

0.75 


Wazeerabad 

0829000703642600 

0.909 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.909 

3.92 

0.012 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.11 

0.003 

0.69 

0.62 


Wazeerpura 

0829000703641900 

2.609 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.660 

4.52 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.12 

0.07 

0.006 

0.43 

0.38 







Non-command 

Gneisses(B.G.C) 

0.824 

4.52 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.04 

0.003 

0.22 

0.19 






Wagon Project 

Command 

Phyllite & Schist 

0.125 

4.52 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.03 

0.03 

07002035 

Achalpura 

0829001103701300 

1.574 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.282 

7.07 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.04 

0.001 

0.13 

0.08 


Ambawali 

0829001103701000 

2.924 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.583 

8.66 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.39 

0.59 

0.24 

0.009 

0.63 

0.41 







Non-command 

Gneisses(B.G.C) 

0.341 

8.66 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.08 

0.03 

0.001 

0.08 

0.05 


Ameerama 

0829001103705600 

7.137 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.741 

5.66 

0.015 

0.09 

0.01 

0.00 

0.00 

0.00 

0.48 

0.68 

0.32 

0.017 

0.47 

0.34 







Non-command 

Gneisses(B.G.C) 

1.996 

5.66 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.21 

0.29 

0.13 

0.007 

0.20 

0.14 


Andon Ka Khera 

0829001103706500 

3.379 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.379 

4.50 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.26 

0.35 

0.10 

0.012 

0.71 

0.52 


Arned 

0829000703640300 

10.612 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.124 

3.66 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.05 

0.01 

649.12 

0.01 

0.00 

0.01 

0.02 

0.21 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.024 

0.001 

0.023 

0.076 

328.49 

Over Exploited 

Raigpuriya 

0829001103700300 

0.06 

0.06 

378.28 

0.07 

0.01 

0.08 

0.07 

0.78 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.109 

0.005 

0.104 

0.147 

141.18 

Over Exploited 

Ranawaton Ka Khera 

0829001103701500 

0.04 

0.00 

11,076.31 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

16,798.00 

Over Exploited 

Ratanpur 

0829001103697800 

0.06 

0.25 

296.73 

0.31 

0.01 

0.32 

0.07 

0.78 

- 

0.0600 

- 

- 

0.001 

0.061 

0.061 

0.377 

0.019 

0.358 

0.362 

101.03 

Over Exploited 

Rawatpura 

0829001003685400 

0.06 

0.00 

132,882.95 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

17,348.95 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.017 

4,078.36 

Over Exploited 



0.06 

0.00 

5,360.39 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.037 

1,188.30 

Over Exploited 

Rebariyon Ki Dhan 

0829000803660900 

0.05 

0.04 

1,389.31 

0.04 

0.00 

0.05 

0.05 

0.71 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.064 

0.003 

0.061 

0.059 

97.13 

Critical 

Rughnathpura 

0829001003681900 

0.05 

0.00 

4,949.34 

0.00 

- 

0.00 

0.01 

0.17 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.024 

0.001 

0.023 

0.109 

476.96 

Over Exploited 

Sadalkhera 

0829000803661800 

0.07 

0.07 

240.83 

0.08 

- 

0.08 

0.05 

0.64 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.101 

0.005 

0.096 

0.125 

130.71 

Over Exploited 



0.05 

0.00 

34,317.61 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.014 

3,703.75 

Over Exploited 

Sajanpur 

0829000903676000 

0.07 

0.00 

48,935.82 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Samano Ka Khera 

0829001103699700 

0.06 

0.06 

333.26 

0.07 

- 

0.07 

0.06 

0.74 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.077 

0.004 

0.073 

0.075 

101.86 

Over Exploited 



0.06 

0.00 

8,144.75 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

2,631.87 

Over Exploited 

Sangariya 

0829001103699100 

0.04 

0.01 

2,535.31 

0.01 

- 

0.01 

0.01 

0.17 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.028 

0.001 

0.027 

0.128 

484.14 

Over Exploited 

Sarangpura 

0829000703641600 

0.04 

0.11 

219.06 

0.14 

0.01 

0.15 

0.06 

0.70 

- 

0.0400 

- 

- 

0.002 

0.042 

0.042 

0.189 

0.009 

0.180 

0.251 

139.62 

Over Exploited 

Sarthala 

0829001103701400 

0.04 

0.03 

1,177.46 

0.04 

0.01 

0.05 

0.04 

0.41 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.102 

0.005 

0.097 

0.298 

308.08 

Over Exploited 



0.06 

0.01 

1,523.87 

0.02 

0.01 

0.03 

0.02 

0.22 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.056 

0.003 

0.053 

0.157 

296.32 

Over Exploited 

Seerod 

0829001103698200 

0.06 

0.02 

770.85 

0.03 

0.00 

0.03 

0.03 

0.39 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.049 

0.002 

0.046 

0.112 

240.63 

Over Exploited 



0.06 

0.02 

993.02 

0.03 

0.01 

0.04 

0.03 

0.39 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.070 

0.004 

0.067 

0.147 

219.70 

Over Exploited 

Segwa 

0829000803656700 

0.05 

0.00 

58,971.84 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.00 

5,066.87 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.013 

5,357.20 

Over Exploited 

Semaliya Peela Khera 

0829000703645300 

0.06 

0.03 

600.00 

0.04 

0.01 

0.05 

0.01 

0.19 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.073 

0.004 

0.070 

0.219 

314.33 

Over Exploited 



0.04 

0.00 

14,200.40 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.009 

13,860.09 

Over Exploited 



0.06 

0.00 

10,818.54 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.021 

7,945.19 

Over Exploited 

Shikarpura 

0829001103700700 

0.06 

0.06 

416.76 

0.07 

- 

0.07 

0.06 

0.67 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.076 

0.004 

0.073 

0.057 

78.79 

Semi Critical 

Shivpura 

0829000803660800 

0.05 

0.03 

1,512.78 

0.04 

- 

0.04 

0.05 

0.63 

- 

- 

- 

- 

- 

- 

- 

0.038 

0.002 

0.036 

0.044 

122.56 

Over Exploited 


0829000803661500 

0.05 

0.03 

1,942.79 

0.03 

0.00 

0.03 

0.05 

0.71 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.044 

0.002 

0.042 

0.107 

256.03 

Over Exploited 


0829001103700600 

0.06 

0.04 

373.85 

0.05 

0.00 

0.05 

0.07 

0.78 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.061 

0.003 

0.057 

0.080 

139.76 

Over Exploited 

Sodawas 

0829000803660600 

0.05 

0.03 

1,523.52 

0.04 

0.00 

0.04 

0.05 

0.68 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.043 

0.002 

0.040 

0.047 

116.54 

Over Exploited 



0.05 

0.00 

36,963.49 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Somawas 

0829000803662000 

0.07 

0.18 

213.86 

0.21 

0.01 

0.22 

0.06 

0.70 

- 

0.0500 

- 

- 

0.000 

0.050 

0.050 

0.275 

0.014 

0.261 

0.308 

118.07 

Over Exploited 

Suja Khera 

0829000703641200 

0.06 

0.00 

5,224.55 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.021 

3,245.97 

Over Exploited 



0.04 

0.00 

1,922.34 

0.00 

- 

0.00 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.050 

387.39 

Over Exploited 

Sultanpura 

0829001103703300 

0.06 

0.00 

4,635.19 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.013 

1,037.45 

Over Exploited 

Suraj Garh 

0829000803660400 

0.05 

0.04 

119.68 

0.05 

- 

0.05 

0.05 

0.70 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.058 

0.003 

0.055 

0.084 

150.93 

Over Exploited 

Suthar Khera 

0829001103698900 

0.04 

0.03 

598.69 

0.04 

0.01 

0.05 

0.07 

0.78 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.086 

0.004 

0.082 

0.228 

278.90 

Over Exploited 

Talau 

0829000703646000 

0.06 

0.00 

2,111.88 

0.00 

0.01 

0.01 

0.00 

0.05 

- 

- 

- 

- 

0.017 

0.017 

0.017 

0.029 

0.001 

0.028 

0.036 

130.13 

Over Exploited 



0.06 

0.05 

347.06 

0.05 

0.01 

0.07 

0.03 

0.39 

- 

0.0200 

- 

- 

0.007 

0.027 

0.027 

0.097 

0.005 

0.092 

0.226 

245.63 

Over Exploited 

Tapariya Kheri 

0829001103699300 

0.06 

0.05 

355.73 

0.06 

0.01 

0.08 

0.07 

0.78 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.107 

0.005 

0.101 

0.165 

163.06 

Over Exploited 

Tarjela 

0829000803660200 

0.05 

0.00 

3,447.90 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.02 

159.95 

0.03 

- 

0.03 

0.05 

0.65 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.036 

0.002 

0.034 

0.087 

256.47 

Over Exploited 

Tatarmala 

0829000903675100 

0.08 

0.24 

301.62 

0.29 

0.03 

0.32 

0.06 

0.77 

- 

0.0900 

- 

- 

0.000 

0.090 

0.090 

0.407 

0.020 

0.387 

0.809 

209.07 

Over Exploited 

Teela Khera 

0829000703642400 

0.06 

0.08 

86.11 

0.09 

0.00 

0.09 

0.05 

0.62 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.103 

0.005 

0.098 

0.089 

91.10 

Critical 



0.04 

0.00 

1,046.43 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.014 

649.82 

Over Exploited 

Tejpura 

0829000803663100 

0.05 

0.08 

1,954.65 

0.10 

0.01 

0.11 

0.05 

0.70 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.129 

0.006 

0.122 

0.216 

176.50 

Over Exploited 

Udpura 

0829000803658600 

0.07 

0.00 

1,585.43 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.017 

4,417.27 

Over Exploited 



0.05 

0.02 

1,735.07 

0.02 

- 

0.02 

0.04 

0.56 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.034 

0.002 

0.033 

0.133 

407.52 

Over Exploited 

Ummedpura 

0829001103699400 

0.06 

0.07 

462.80 

0.08 

0.01 

0.09 

0.07 

0.78 

- 

0.0700 

- 

- 

0.000 

0.070 

0.070 

0.164 

0.008 

0.156 

0.359 

229.66 

Over Exploited 

Unthel 

0829001103697100 

0.06 

0.15 

414.44 

0.18 

0.02 

0.20 

0.05 

0.65 

- 

0.1100 

- 

- 

0.001 

0.111 

0.111 

0.309 

0.015 

0.294 

0.619 

210.95 

Over Exploited 



0.06 

0.01 

3,378.44 

0.01 

0.01 

0.02 

0.01 

0.12 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.047 

0.002 

0.045 

0.145 

325.07 

Over Exploited 

Unthel Khera 

0829001103697000 

0.06 

0.01 

2,468.27 

0.01 

0.00 

0.01 

0.01 

0.10 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.008 

0.000 

0.007 

0.027 

378.69 

Over Exploited 



0.06 

0.20 

444.96 

0.24 

0.01 

0.25 

0.05 

0.61 

- 

0.0300 

- 

- 

0.007 

0.037 

0.037 

0.292 

0.015 

0.278 

0.203 

73.08 

Semi Critical 



0.04 

0.00 

5,746.81 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.019 

1,238.24 

Over Exploited 

Upreda 

0829000803664000 

0.06 

0.00 

16,171.06 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

0.005 

579.12 

Over Exploited 



0.05 

0.13 

2,350.53 

0.15 

0.01 

0.16 

0.06 

0.73 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.222 

0.011 

0.211 

0.314 

149.15 

Over Exploited 

Wani 

0829000803664100 

0.05 

0.02 

2,569.50 

0.03 

0.01 

0.04 

0.06 

0.75 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.088 

0.004 

0.084 

0.247 

293.75 

Over Exploited 

Wazeerabad 

0829000703642600 

0.06 

0.04 

109.62 

0.05 

- 

0.05 

0.05 

0.74 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.055 

0.003 

0.052 

0.116 

221.59 

Over Exploited 

Wazeerpura 

0829000703641900 

0.06 

0.04 

184.00 

0.05 

0.00 

0.05 

0.04 

0.47 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.062 

0.003 

0.059 

0.079 

133.88 

Over Exploited 



0.04 

0.01 

674.44 

0.01 

- 

0.01 

0.02 

0.23 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.009 

0.039 

433.02 

Over Exploited 



0.06 

0.00 

2,949.07 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

1,586.17 

Over Exploited 

Achalpura 

0829001103701300 

0.04 

0.00 

3,924.63 

0.00 

- 

0.00 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.044 

391.34 

Over Exploited 

Ambawali 

0829001103701000 

0.04 

0.07 

762.47 

0.08 

0.01 

0.09 

0.06 

0.69 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.123 

0.006 

0.117 

0.249 

212.84 

Over Exploited 



0.06 

0.00 

4,798.11 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.032 

1,656.24 

Over Exploited 

Ameerama 

0829001103705600 

0.04 

0.09 

614.34 

0.11 

0.01 

0.12 

0.04 

0.52 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.166 

0.008 

0.157 

0.336 

213.22 

Over Exploited 



0.06 

0.02 

1,131.38 

0.03 

- 

0.03 

0.02 

0.22 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.039 

0.002 

0.037 

0.139 

377.85 

Over Exploited 

Andon Ka Khera 

0829001103706500 

0.06 

0.14 

143.91 

0.17 

- 

0.17 

0.06 

0.77 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.182 

0.009 

0.173 

0.108 

62.31 

Safe 

Arned 

0829000703640300 

0.04 

0.00 

13,520.76 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

9,153.40 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Arniya 

082600060318890C 

4.275 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.275 

3.59 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.24 

0.26 

0.08 

0.006 

0.70 

0.63 


Arthala 

0829000703645200 

5.080 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.080 

3.58 

0.012 

0.06 

0.01 

0.00 

0.00 

0.03 

0.23 

0.26 

0.23 

0.018 

0.70 

0.62 


Badwai 

0829000703643600 

9.284 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

9.011 

3.34 

0.012 

0.17 

0.02 

0.00 

0.00 

0.02 

0.48 

0.53 

0.63 

0.032 

0.67 

0.61 


Bagelon Ka Khera 

0829001103700800 

1.166 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.013 

9.23 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

1.154 

9.23 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.21 

0.32 

0.25 

0.004 

0.71 

0.46 


Bagpura 

0829000703643400 

1.164 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.164 

3.40 

0.012 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.11 

0.004 

0.69 

0.62 


Balika Khera @ Bhabaka Kh 

0829001103700100 

1.934 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.577 

8.95 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.12 

0.02 

0.002 

0.21 

0.14 


Bansi 

0829001103708400 

13.012 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.142 

6.18 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.000 

0.01 

0.01 


Barbal 

0829001103709000 

6.899 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.363 

5.96 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.03 

0.001 

0.04 

0.03 







Non-command 

Gneisses(B.G.C) 

5.072 

5.96 

0.015 

0.11 

0.02 

0.00 

0.00 

0.00 

0.54 

0.74 

0.42 

0.018 

0.52 

0.38 


Bari Sadri (M) 

0829001142907000 

14.295 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

13.926 

8.55 

0.015 

0.59 

0.05 

0.00 

0.00 

0.00 

2.33 

3.57 

1.26 

0.828 

0.70 

0.45 


Bhagwanpura 

0829001103701200 

2.141 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.471 

7.34 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.10 

0.04 

0.002 

0.16 

0.10 


Bhana-Kheri 

0829000703643100 

2.294 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.294 

3.31 

0.012 

0.07 

0.01 

0.00 

0.00 

0.00 

0.14 

0.16 

0.26 

0.008 

0.69 

0.63 


Bhawanipura 

0829001103705900 

1.663 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.082 

6.47 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.04 

0.02 







Non-command 

Gneisses(B.G.C) 

1.581 

6.47 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.25 

0.06 

0.006 

0.68 

0.47 


Bhiyana 

0829001103706700 

2.847 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.600 

5.20 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.20 

0.10 

0.006 

0.40 

0.30 


Bhopatpura 

0829001103701700 

1.413 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.413 

7.16 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.18 

0.28 

0.11 

0.005 

0.71 

0.46 


Bhopji Ka Khera 

0829000703644500 

2.091 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.091 

3.41 

0.012 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.12 

0.14 

0.007 

0.69 

0.62 


Bhurkiya Khurd 

0829000703646300 

2.933 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.135 

5.84 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.000 

0.03 

0.02 







Non-command 

Gneisses(B.G.C) 

2.798 

5.84 

0.012 

0.11 

0.02 

0.00 

0.00 

0.00 

0.28 

0.37 

0.41 

0.010 

0.67 

0.50 


Bhurkiyan Kalan 

0829001103702200 

6.757 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.931 

5.93 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.40 

0.59 

0.20 

0.014 

0.41 

0.28 







Non-command 

Gneisses(B.G.C) 

2.826 

5.93 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.28 

0.42 

0.14 

0.010 

0.30 

0.20 


Biloda 

0829000703640500 

13.053 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.660 

3.60 

0.012 

0.05 

0.01 

0.00 

0.00 

0.00 

0.15 

0.17 

0.17 

0.010 

0.14 

0.13 


Bilot 

0829000703646400 

4.194 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.194 

5.50 

0.012 

0.12 

0.02 

0.00 

0.00 

0.00 

0.36 

0.46 

0.48 

0.015 

0.70 

0.55 


Binayka 

0829001103702300 

8.922 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.922 

5.30 

0.015 

0.16 

0.02 

0.00 

0.00 

0.00 

0.85 

1.20 

0.61 

0.031 

0.71 

0.50 


Bohera 

0829001103706400 

18.011 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

17.027 

4.54 

0.015 

0.59 

0.09 

0.00 

0.00 

0.00 

1.66 

2.21 

2.30 

0.059 

0.67 

0.50 


Borkhera 

0829001103703400 

1.635 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.458 

9.86 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.25 

0.37 

0.16 

0.005 

0.64 

0.42 







Non-command 

Gneisses(B.G.C) 

0.146 

9.86 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.001 

0.06 

0.04 


Borundi 

0829001103704300 

18.259 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

11.927 

7.56 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

1.39 

2.00 

0.12 

0.042 

0.47 

0.33 


Chainpuriya 

0826000603189400 

0.980 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.046 

6.19 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.03 


Chakmal 

0829001103708600 

2.030 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.731 

6.20 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.01 

0.003 

0.26 

0.20 


Chamlawadi 

0826000603188100 

0.431 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.125 

3.37 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.000 

0.20 

0.18 


Chandra Kheri 

0829001103702100 

3.790 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.438 

5.90 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.35 

0.52 

0.21 

0.012 

0.65 

0.44 







Non-command 

Gneisses(B.G.C) 

0.352 

5.90 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.03 

0.001 

0.07 

0.04 


Charan Kheri 

0829001103702500 

1.424 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.424 

6.56 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.19 

0.29 

0.24 

0.005 

0.71 

0.47 


Chhajvi 

0829000703647100 

1.590 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.590 

5.96 

0.012 

0.04 

0.01 

0.00 

0.00 

0.00 

0.14 

0.16 

0.14 

0.006 

0.70 

0.60 


Dalpura 

0829001103701100 

1.190 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.021 

7.98 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.22 

0.07 

0.004 

0.61 

0.40 


Deeponka Talab 

0829001103711600 

3.880 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.923 

5.24 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.10 

0.00 

0.003 

0.17 

0.13 


Delwas 

0829000703646600 

4.086 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.086 

5.73 

0.012 

0.21 

0.03 

0.00 

0.00 

0.00 

0.45 

0.54 

0.82 

0.015 

0.70 

0.58 


Deodan 

0829001103702400 

4.387 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.578 

5.58 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.05 

0.002 

0.09 

0.06 







Non-command 

Gneisses(B.G.C) 

3.809 

5.58 

0.015 

0.09 

0.01 

0.00 

0.00 

0.00 

0.39 

0.59 

0.35 

0.013 

0.62 

0.41 


Devipura 

0829000703643200 

1.149 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.099 

3.45 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.08 

0.004 

0.66 

0.60 


Dhakaron Ka Khera 

0826000603189200 

0.814 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.814 

5.01 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.09 

0.001 

0.69 

0.62 


Doongla 

0829000703645000 

13.971 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

12.887 

3.28 

0.012 

0.35 

0.05 

0.00 

0.00 

0.03 

0.76 

0.84 

1.34 

0.046 

0.64 

0.58 


Dori Malna Was 

0826000603197600 

0.662 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.009 

5.78 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Durga Khera 

0829000703646700 

1.043 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.043 

5.60 

0.012 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.12 

0.17 

0.004 

0.70 

0.57 


Fateh Chikarda 

0829000703644900 

1.931 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.931 

3.30 

0.012 

0.05 

0.01 

0.00 

0.00 

0.00 

0.11 

0.13 

0.19 

0.007 

0.70 

0.63 


Gadriyawas 

0829001103707700 

2.736 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.357 

5.99 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.17 

0.04 

0.005 

0.35 

0.27 


Gajan Devi 

0829001103703000 

1.929 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.235 

7.62 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.17 

0.26 

0.11 

0.004 

0.46 

0.30 







Non-command 

Gneisses(B.G.C) 

0.694 

7.62 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.15 

0.07 

0.002 

0.26 

0.17 


Garawala 

0829000703643000 

3.844 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.222 

3.31 

0.012 

0.06 

0.01 

0.00 

0.00 

0.00 

0.17 

0.19 

0.21 

0.012 

0.58 

0.52 


Garh Borundi 

0829001103704400 

5.187 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.172 

10.35 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.81 

1.22 

0.02 

0.018 

0.71 

0.48 


Garhpura 

0826000603197200 

1.299 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.757 

6.12 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.02 

0.001 

0.41 

0.33 


Gumanpura 

0829000703646200 

1.745 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.745 

5.80 

0.012 

0.10 

0.01 

0.00 

0.00 

0.00 

0.21 

0.26 

0.38 

0.006 

0.70 

0.56 


Gurha 

0829000703643700 

3.664 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.034 

3.35 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Gurjaniya 

0829000703647400 

6.706 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.696 

6.21 

0.012 

0.04 

0.00 

0.00 

0.00 

0.01 

0.51 

0.58 

0.11 

0.024 

0.69 

0.61 


Hamer Singh Ji Ka Khera 

0829000703644000 

0.176 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.057 

4.04 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.22 

0.20 


Jaisinghpura 

0829001103704600 

5.016 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.264 

4.41 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.21 

0.30 

0.25 

0.008 

0.32 

0.23 


Jalampura 

0829000703647300 

1.048 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.048 

4.84 

0.012 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.12 

0.004 

0.69 

0.62 


Jarkhana 

0829001103701800 

1.950 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.950 

6.58 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.26 

0.40 

0.33 

0.007 

0.71 

0.47 


Jaswantpura 

0826000603189500 

1.327 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.928 

5.21 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.07 

0.001 

0.48 

0.43 


Jaton Ka Khera 

0829001103702700 

3.068 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.038 

6.81 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.24 

0.36 

0.16 

0.007 

0.47 

0.31 







Non-command 

Gneisses(B.G.C) 

1.030 

6.81 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.19 

0.08 

0.004 

0.24 

0.16 


Jawatra 

0826000603187900 

1.487 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.222 

3.47 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.000 

0.10 

0.09 


Jhanjhalwas 

0829000703647000 

1.922 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.922 

5.25 

0.012 

0.08 

0.01 

0.00 

0.00 

0.00 

0.19 

0.21 

0.30 

0.007 

0.70 

0.60 


Jiya Kheri 

0829001103706600 

1.741 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.741 

4.78 

0.015 

0.09 

0.01 

0.00 

0.00 

0.00 

0.20 

0.28 

0.36 

0.006 

0.71 

0.52 


Jodhsingh Ki Bhagal 

0826000603197000 

4.853 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.826 

6.81 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.34 

0.00 

0.004 

0.41 

0.34 


Kachoomra 

0829001103699200 

2.614 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.320 

6.24 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.05 

0.001 

0.09 

0.06 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Arniya 

0826000603188900 

0.03 

0.10 

151.46 

0.12 

0.01 

0.14 

0.05 

0.75 

- 

0.0200 

- 

- 

0.022 

0.042 

0.042 

0.182 

0.009 

0.173 

0.087 

50.40 

Safe 

Arthala 

0829000703645200 

0.04 

0.16 

64.46 

0.19 

0.04 

0.23 

0.05 

0.75 

- 

0.0400 

- 

- 

0.041 

0.081 

0.081 

0.307 

0.015 

0.291 

0.244 

83.79 

Semi Critical 

Badwai 

0829000703643600 

0.04 

0.27 

98.13 

0.32 

0.04 

0.36 

0.05 

0.72 

- 

0.0700 

- 

- 

0.024 

0.094 

0.094 

0.452 

0.023 

0.430 

0.659 

153.37 

Over Exploited 

Bagelon Ka Khera 

0829001103700800 

0.04 

0.00 

65,919.61 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.05 

558.70 

0.06 

0.01 

0.07 

0.07 

0.77 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.099 

0.005 

0.094 

0.253 

269.90 

Over Exploited 

Bagpura 

0829000703643400 

0.04 

0.04 

132.72 

0.04 

0.00 

0.04 

0.05 

0.75 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.054 

0.003 

0.052 

0.111 

215.66 

Over Exploited 

Balika Khera @ Bhabaka Kh 

0829001103700100 

0.06 

0.01 

1,508.88 

0.01 

- 

0.01 

0.02 

0.23 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.008 

0.019 

225.83 

Over Exploited 

Bansi 

0829001103708400 

0.06 

0.00 

25,132.03 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

7,281.21 

Over Exploited 

Barbal 

0829001103709000 

0.04 

0.00 

9,980.12 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.033 

5,097.44 

Over Exploited 



0.06 

0.16 

362.50 

0.19 

0.02 

0.21 

0.05 

0.57 

- 

0.0500 

- 

- 

0.003 

0.053 

0.053 

0.266 

0.013 

0.252 

0.441 

174.63 

Over Exploited 

Bari Sadri (M) 

0829001142907000 

0.04 

0.41 

772.53 

0.49 

0.05 

0.54 

0.07 

0.76 

- 

0.1400 

- 

- 

- 

0.140 

0.140 

0.680 

0.034 

0.646 

2.090 

323.38 

Over Exploited 

Bhagwanpura 

0829001103701200 

0.04 

0.00 

2,955.55 

0.00 

- 

0.00 

0.01 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.043 

326.60 

Over Exploited 

Bhana-Kheri 

0829000703643100 

0.04 

0.07 

126.21 

0.08 

0.01 

0.10 

0.05 

0.75 

- 

0.0500 

- 

- 

0.005 

0.055 

0.055 

0.153 

0.008 

0.145 

0.268 

184.95 

Over Exploited 

Bhawanipura 

0829001103705900 

0.04 

0.00 

9,122.33 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.06 

0.06 

289.27 

0.08 

0.00 

0.08 

0.06 

0.74 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.088 

0.004 

0.083 

0.064 

76.21 

Semi Critical 

Bhiyana 

0829001103706700 

0.06 

0.04 

434.11 

0.05 

- 

0.05 

0.03 

0.43 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.056 

0.003 

0.053 

0.104 

196.05 

Over Exploited 

Bhopatpura 

0829001103701700 

0.04 

0.04 

556.85 

0.05 

- 

0.05 

0.07 

0.78 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.061 

0.003 

0.058 

0.116 

199.77 

Over Exploited 

Bhopji Ka Khera 

0829000703644500 

0.04 

0.06 

90.03 

0.08 

0.01 

0.09 

0.05 

0.75 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.112 

0.006 

0.106 

0.144 

136.04 

Over Exploited 

Bhurkiya Khurd 

0829000703646300 

0.06 

0.00 

9,648.53 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.020 

6,868.46 

Over Exploited 



0.04 

0.08 

345.06 

0.10 

0.02 

0.12 

0.06 

0.73 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.200 

0.010 

0.190 

0.421 

221.07 

Over Exploited 

Bhurkiyan Kalan 

0829001103702200 

0.04 

0.07 

764.39 

0.08 

0.01 

0.10 

0.04 

0.45 

- 

0.0400 

- 

- 

0.005 

0.045 

0.045 

0.140 

0.007 

0.133 

0.218 

163.72 

Over Exploited 



0.06 

0.05 

733.87 

0.06 

0.01 

0.07 

0.03 

0.33 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.101 

0.005 

0.096 

0.154 

160.90 

Over Exploited 

Biloda 

0829000703640500 

0.04 

0.02 

915.61 

0.02 

0.01 

0.03 

0.01 

0.15 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.050 

0.002 

0.047 

0.179 

377.85 

Over Exploited 

Bilot 

0829000703646400 

0.04 

0.13 

251.73 

0.16 

0.02 

0.18 

0.06 

0.76 

- 

0.0500 

- 

- 

0.007 

0.057 

0.057 

0.238 

0.012 

0.227 

0.490 

216.30 

Over Exploited 

Binayka 

0829001103702300 

0.06 

0.38 

216.83 

0.46 

0.02 

0.48 

0.06 

0.77 

- 

0.0700 

- 

- 

0.001 

0.071 

0.071 

0.547 

0.027 

0.520 

0.636 

122.38 

Over Exploited 

Bohera 

0829001103706400 

0.06 

0.68 

223.97 

0.82 

0.09 

0.91 

0.06 

0.73 

- 

0.2600 

- 

- 

0.007 

0.267 

0.267 

1.180 

0.059 

1.121 

2.361 

210.71 

Over Exploited 

Borkhera 

0829001103703400 

0.04 

0.04 

853.94 

0.05 

0.01 

0.06 

0.06 

0.70 

- 

0.0200 

- 

- 

0.000 

0.021 

0.021 

0.078 

0.004 

0.074 

0.161 

217.74 

Over Exploited 



0.06 

0.00 

5,754.78 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.018 

2,733.28 

Over Exploited 

Borundi 

0829001103704300 

0.04 

0.24 

747.13 

0.28 

- 

0.28 

0.04 

0.51 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.294 

0.015 

0.279 

0.157 

56.09 

Safe 

Chainpuriya 

0826000603189400 

0.03 

0.00 

9,270.74 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

6,820.58 

Over Exploited 

Chakmal 

0829001103708600 

0.06 

0.01 

691.60 

0.01 

- 

0.01 

0.02 

0.28 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.013 

0.015 

114.00 

Over Exploited 

Chamlawadi 

0826000603188100 

0.03 

0.00 

1,964.39 

0.00 

- 

0.00 

0.02 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.033 

3,337.92 

Over Exploited 

Chandra Kheri 

0829001103702100 

0.04 

0.09 

459.46 

0.11 

0.01 

0.12 

0.06 

0.71 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.163 

0.008 

0.155 

0.223 

143.84 

Over Exploited 



0.06 

0.00 

4,257.26 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.027 

1,711.50 

Over Exploited 

Charan Kheri 

0829001103702500 

0.04 

0.04 

578.40 

0.05 

0.01 

0.06 

0.07 

0.78 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.091 

0.005 

0.087 

0.247 

284.24 

Over Exploited 

Chhajvi 

0829000703647100 

0.04 

0.05 

227.47 

0.06 

0.01 

0.07 

0.06 

0.75 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.089 

0.004 

0.085 

0.149 

175.79 

Over Exploited 

Dalpura 

0829001103701100 

0.04 

0.03 

730.43 

0.03 

- 

0.03 

0.06 

0.67 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.042 

0.002 

0.040 

0.071 

178.33 

Over Exploited 

Deeponka Talab 

0829001103711600 

0.04 

0.01 

1,323.27 

0.01 

- 

0.01 

0.02 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.003 

41.71 

Safe 

Delwas 

0829000703646600 

0.04 

0.13 

322.24 

0.15 

0.03 

0.18 

0.06 

0.76 

- 

0.0900 

- 

- 

0.001 

0.091 

0.091 

0.274 

0.014 

0.261 

0.831 

318.55 

Over Exploited 

Deodan 

0829001103702400 

0.04 

0.00 

3,725.13 

0.00 

- 

0.00 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.050 

413.06 

Over Exploited 



0.06 

0.14 

317.95 

0.17 

0.01 

0.18 

0.06 

0.68 

- 

0.0400 

- 

- 

0.006 

0.046 

0.046 

0.230 

0.012 

0.219 

0.363 

166.20 

Over Exploited 

Devipura 

0829000703643200 

0.04 

0.03 

118.58 

0.04 

- 

0.04 

0.05 

0.71 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.049 

0.002 

0.046 

0.085 

183.35 

Over Exploited 

Dhakaron Ka Khera 

0826000603189200 

0.03 

0.02 

361.95 

0.02 

- 

0.02 

0.05 

0.75 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.044 

0.002 

0.042 

0.086 

207.60 

Over Exploited 

Doongla 

0829000703645000 

0.04 

0.37 

129.90 

0.44 

0.08 

0.52 

0.05 

0.69 

- 

0.2500 

- 

- 

0.039 

0.289 

0.289 

0.806 

0.040 

0.766 

1.386 

181.04 

Over Exploited 

Dori Malna Was 

0826000603197600 

0.03 

0.00 

34,497.86 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Durga Khera 

0829000703646700 

0.04 

0.03 

266.98 

0.04 

0.01 

0.05 

0.06 

0.76 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.069 

0.003 

0.065 

0.171 

260.67 

Over Exploited 

Fateh Chikarda 

0829000703644900 

0.04 

0.06 

110.98 

0.07 

0.01 

0.08 

0.05 

0.75 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.122 

0.006 

0.116 

0.195 

168.71 

Over Exploited 

Gadriyawas 

0829001103707700 

0.06 

0.03 

505.13 

0.03 

0.00 

0.03 

0.03 

0.38 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.045 

0.002 

0.042 

0.041 

96.04 

Critical 

Gajan Devi 

0829001103703000 

0.04 

0.02 

973.13 

0.03 

0.00 

0.03 

0.04 

0.50 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.041 

0.002 

0.039 

0.117 

298.49 

Over Exploited 



0.06 

0.01 

1,295.03 

0.01 

- 

0.01 

0.02 

0.28 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.022 

0.070 

324.85 

Over Exploited 

Garawala 

0829000703643000 

0.04 

0.08 

125.19 

0.10 

0.01 

0.11 

0.05 

0.63 

- 

0.0400 

- 

- 

0.005 

0.045 

0.045 

0.159 

0.008 

0.151 

0.220 

145.39 

Over Exploited 

Garh Borundi 

0829001103704400 

0.04 

0.16 

684.68 

0.19 

- 

0.19 

0.07 

0.78 

- 

- 

- 

- 

- 

- 

- 

0.187 

0.009 

0.177 

0.039 

22.01 

Safe 

Garhpura 

0826000603197200 

0.03 

0.01 

698.17 

0.01 

- 

0.01 

0.03 

0.44 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.012 

0.018 

147.05 

Over Exploited 

Gumanpura 

0829000703646200 

0.04 

0.05 

375.57 

0.07 

0.01 

0.08 

0.06 

0.76 

- 

0.0700 

- 

- 

0.001 

0.071 

0.071 

0.147 

0.007 

0.140 

0.386 

276.29 

Over Exploited 

Gurha 

0829000703643700 

0.04 

0.00 

14,762.33 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gurjaniya 

0829000703647400 

0.04 

0.21 

181.27 

0.25 

0.01 

0.25 

0.05 

0.75 

- 

0.0200 

- 

- 

0.011 

0.031 

0.031 

0.285 

0.014 

0.271 

0.138 

50.94 

Safe 

Hamer Singh Ji Ka Khera 

0829000703644000 

0.04 

0.00 

425.85 

0.00 

- 

0.00 

0.02 

0.24 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.013 

2,030.31 

Over Exploited 

Jaisinghpura 

0829001103704600 

0.04 

0.03 

858.52 

0.04 

0.01 

0.05 

0.03 

0.35 

- 

0.0300 

- 

- 

0.001 

0.032 

0.032 

0.080 

0.004 

0.076 

0.260 

343.83 

Over Exploited 

Jalampura 

0829000703647300 

0.04 

0.03 

202.36 

0.04 

0.00 

0.04 

0.05 

0.75 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.062 

0.003 

0.059 

0.121 

206.20 

Over Exploited 

Jarkhana 

0829001103701800 

0.04 

0.06 

584.97 

0.07 

0.01 

0.08 

0.07 

0.78 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.121 

0.006 

0.115 

0.338 

292.77 

Over Exploited 

Jaswantpura 

0826000603189500 

0.03 

0.02 

565.10 

0.02 

- 

0.02 

0.04 

0.52 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.029 

0.001 

0.027 

0.073 

267.67 

Over Exploited 

Jaton Ka Khera 

0829001103702700 

0.04 

0.04 

784.63 

0.05 

0.01 

0.06 

0.04 

0.52 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.079 

0.004 

0.075 

0.170 

226.96 

Over Exploited 



0.06 

0.01 

1,179.86 

0.02 

- 

0.02 

0.02 

0.26 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.028 

0.001 

0.026 

0.088 

332.14 

Over Exploited 

Jawatra 

0826000603187900 

0.03 

0.00 

2,894.82 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.022 

2,473.80 

Over Exploited 

Jhanjhalwas 

0829000703647000 

0.04 

0.06 

260.97 

0.07 

0.01 

0.08 

0.06 

0.75 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.112 

0.006 

0.106 

0.311 

293.46 

Over Exploited 

Jiya Kheri 

0829001103706600 

0.06 

0.07 

279.38 

0.09 

0.01 

0.10 

0.06 

0.77 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.140 

0.007 

0.133 

0.363 

272.60 

Over Exploited 

Jodhsingh Ki Bhagal 

0826000603197000 

0.03 

0.04 

751.47 

0.05 

- 

0.05 

0.03 

0.44 

- 

- 

- 

- 

- 

- 

- 

0.048 

0.002 

0.046 

0.008 

17.61 

Safe 

Kachoomra 

0829001103699200 

0.04 

0.00 

5,112.11 

0.00 

- 

0.00 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.011 

0.051 

471.40 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Karjoo 

082900100368520C 

11.221 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.441 

9.68 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.14 

0.05 

0.001 

0.03 

0.02 







Non-command 

Gneisses(B.G.C) 

0.002 

9.68 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Karmadiya Khera 

082900110370520C 

1.072 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.072 

10.52 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.20 

0.30 

0.14 

0.004 

0.71 

0.48 


Karsana 

0829000703645100 

8.601 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.601 

4.44 

0.012 

0.24 

0.03 

0.00 

0.00 

0.03 

0.62 

0.69 

0.91 

0.031 

0.70 

0.62 


Karso Ka Khera 

0826000603188400 

1.329 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.398 

2.71 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.21 

0.19 


Katera 

0829000703646800 

3.946 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.946 

5.37 

0.012 

0.08 

0.01 

0.00 

0.00 

0.09 

0.22 

0.26 

0.29 

0.014 

0.70 

0.60 


Keeratpura 

0829001103700900 

2.319 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.082 

8.18 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.000 

0.03 

0.02 







Non-command 

Gneisses(B.G.C) 

1.513 

8.18 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.22 

0.33 

0.14 

0.005 

0.47 

0.30 


Keet Khera 

0829001103703700 

0.859 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.859 

9.35 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.23 

0.13 

0.003 

0.72 

0.47 


Kewalpura 

0829001103710200 

0.950 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.020 

5.59 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.01 


Khakhariya Ji Ka Khera 

0829001103701600 

1.991 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.978 

6.69 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.22 

0.34 

0.07 

0.007 

0.71 

0.46 


Khardeola 

0829001103699500 

10.472 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.008 

7.26 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khera Aheeran 

0829000703645500 

1.515 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.017 

3.92 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

0.050 

3.92 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Khera Gajan Devi 

0829001103702900 

1.172 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.927 

8.65 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.21 

0.08 

0.003 

0.56 

0.38 







Non-command 

Gneisses(B.G.C) 

0.245 

8.65 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.01 

0.001 

0.15 

0.10 


Kheri Kalan 

0829001103704800 

0.814 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.814 

9.60 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.20 

0.06 

0.003 

0.71 

0.49 


Kheri Khurd 

0829001103704900 

0.432 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.432 

7.08 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.04 

0.002 

0.71 

0.49 


Kheta Khera 

0826000603188200 

2.158 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.860 

3.60 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.13 

0.14 

0.17 

0.003 

0.60 

0.54 


Khumji Ka Khera 

0829001103708900 

0.288 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.288 

5.94 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.07 

0.001 

0.71 

0.53 


Kishan Kareri 

0829000703644600 

6.999 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.999 

3.29 

0.012 

0.19 

0.03 

0.00 

0.00 

0.00 

0.42 

0.47 

0.73 

0.025 

0.69 

0.63 


Lachhmipura 

0829001103705300 

2.411 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.411 

10.07 

0.015 

0.17 

0.03 

0.00 

0.00 

0.00 

0.50 

0.75 

0.67 

0.008 

0.71 

0.48 


Lambi Choti 

0829000703643800 

5.565 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.230 

3.35 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.03 

0.03 


Laxmi Pura 

0829000703640400 

1.263 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.559 

3.52 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.06 

0.002 

0.31 

0.27 


Linkoda 

0829001103703200 

2.889 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.401 

9.69 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.24 

0.37 

0.20 

0.005 

0.35 

0.23 







Non-command 

Gneisses(B.G.C) 

0.719 

9.69 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.21 

0.10 

0.003 

0.18 

0.12 


Loonanda 

0826000603196700 

1.810 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.002 

6.49 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Luhariya Khera 

0829001103706300 

3.737 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.737 

4.65 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.32 

0.43 

0.25 

0.013 

0.71 

0.52 


Makanpura 

0829001103705500 

1.230 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.230 

8.51 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.20 

0.29 

0.21 

0.004 

0.71 

0.49 







Non-command 

Gneisses(B.G.C) 

0.000 

8.51 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Malkhejri 

0826000603188800 

0.528 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.528 

3.11 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.06 

0.001 

0.69 

0.62 


Manpura 

0829001103705700 

1.703 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.465 

6.54 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.03 

0.002 

0.19 

0.14 







Non-command 

Gneisses(B.G.C) 

1.238 

6.54 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.20 

0.07 

0.004 

0.52 

0.36 


Maraodiya 

0829001103710400 

1.332 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.027 

4.72 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Masab Ka Khera 

0829001103702800 

2.630 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.630 

8.82 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.39 

0.59 

0.17 

0.009 

0.71 

0.47 


Mata Khera 

0829000703645400 

2.815 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.436 

3.58 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.002 

0.11 

0.10 


Nanga Kheri 

0829001103702600 

1.884 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.560 

6.47 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.21 

0.32 

0.27 

0.005 

0.59 

0.39 







Non-command 

Gneisses(B.G.C) 

0.324 

6.47 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.06 

0.001 

0.12 

0.08 


Naya Khera 

0829001103709200 

3.498 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.024 

6.08 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Neemri (Kanor) 

0826000603189600 

1.910 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.177 

4.49 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.06 

0.06 


Nimodara 

0829000703644700 

3.779 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.779 

3.31 

0.012 

0.08 

0.01 

0.00 

0.00 

0.00 

0.21 

0.23 

0.32 

0.014 

0.69 

0.62 


Norangabad Kalan 

0829000703642900 

1.624 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.005 

3.33 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Pandera 

0829001103706100 

5.728 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.728 

5.10 

0.015 

0.11 

0.02 

0.00 

0.00 

0.00 

0.53 

0.77 

0.41 

0.020 

0.71 

0.49 


Parana 

0829000703647200 

4.326 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.326 

5.68 

0.012 

0.09 

0.01 

0.00 

0.00 

0.00 

0.36 

0.41 

0.36 

0.015 

0.70 

0.61 


Parbati 

0829001103705800 

1.835 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.230 

6.86 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.03 

0.001 

0.09 

0.06 







Non-command 

Gneisses(B.G.C) 

1.605 

6.86 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.21 

0.31 

0.22 

0.006 

0.62 

0.43 


Parsoli 

0829001103705000 

2.871 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.871 

10.69 

0.015 

0.18 

0.03 

0.00 

0.00 

0.00 

0.61 

0.90 

0.70 

0.010 

0.71 

0.49 


Peethal Pura 

0826000603188600 

1.913 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.329 

3.53 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.08 

0.002 

0.48 

0.43 


Peethal Pura @ Haweli 

0826000603189000 

0.850 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.850 

3.88 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.02 

0.001 

0.69 

0.62 


Phachar 

0829001103706200 

4.647 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.647 

4.85 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.41 

0.60 

0.31 

0.016 

0.71 

0.48 


Phalasiya 

0829000703646900 

1.622 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.622 

4.60 

0.012 

0.11 

0.02 

0.00 

0.00 

0.04 

0.14 

0.16 

0.41 

0.006 

0.70 

0.62 


Phalodra 

0829000703646100 

9.442 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.537 

5.74 

0.012 

0.10 

0.01 

0.00 

0.00 

0.40 

0.19 

0.24 

0.38 

0.027 

0.56 

0.44 







Non-command 

Gneisses(B.G.C) 

1.433 

5.74 

0.012 

0.02 

0.00 

0.00 

0.00 

0.07 

0.05 

0.06 

0.07 

0.005 

0.11 

0.08 


Poolamagra 

0829001103703100 

2.100 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.099 

9.49 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.33 

0.50 

0.15 

0.007 

0.71 

0.47 


Prithvisingh Ji Ka Khera 

0826000603189100 

0.928 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.928 

4.18 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.00 

0.001 

0.69 

0.62 


Rajpura 

0826000603188300 

3.984 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.379 

3.07 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.08 

0.002 

0.24 

0.22 


Ranawaton Ka Khera 

0829001103701500 

1.068 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.021 

6.45 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.14 

0.21 

0.21 

0.004 

0.68 

0.44 



0826000603189300 

0.566 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.565 

5.85 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.01 

0.001 

0.69 

0.61 


Rathoron Ka Khera 

0829001103704700 

1.336 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.336 

5.86 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.21 

0.12 

0.005 

0.72 

0.50 


Rati Talai 

0829001103703800 

0.734 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.560 

9.19 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.15 

0.08 

0.002 

0.55 

0.36 


Rawatpura 

0829000703644400 

1.492 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.230 

3.50 

0.012 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.10 

0.20 

0.004 

0.57 

0.51 



0829001103708700 

0.391 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.391 

6.18 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.06 

0.001 

0.71 

0.54 


Rughnath Pura 

0829001103703600 

1.482 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.052 

9.47 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.24 

0.05 

0.004 

0.51 

0.34 


Salera 

0826000603180300 

11.243 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.687 

3.55 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.17 

0.19 

0.15 

0.004 

0.16 

0.15 


Sangariya 

0829001103699100 

4.356 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.378 

5.90 

0.015 

0.11 

0.02 

0.00 

0.00 

0.00 

0.39 

0.58 

0.41 

0.012 

0.55 

0.37 


Sangrampura 

0829001103704500 

0.714 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.714 

8.86 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.11 

0.17 

0.13 

0.002 

0.72 

0.49 



0826000603196900 

2.038 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.007 

6.66 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sarangpura (Kanor) 

0826000603189700 

4.246 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.686 

3.19 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.09 

0.001 

0.11 

0.10 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Karjoo 

0829001003685200 

0.06 

0.00 

18,833.12 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.047 

454.83 

Over Exploited 



0.04 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Karmadiya Khera 

0829001103705200 

0.04 

0.03 

826.17 

0.04 

0.01 

0.05 

0.07 

0.78 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.069 

0.003 

0.066 

0.148 

224.65 

Over Exploited 

Karsana 

0829000703645100 

0.04 

0.27 

160.80 

0.32 

0.06 

0.38 

0.05 

0.75 

- 

0.1700 

- 

- 

0.044 

0.214 

0.214 

0.592 

0.030 

0.563 

0.943 

167.54 

Over Exploited 

Karso Ka Khera 

0826000603188400 

0.03 

0.00 

525.94 

0.00 

- 

0.00 

0.02 

0.22 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.009 

259.96 

Over Exploited 

Katera 

0829000703646800 

0.04 

0.12 

109.24 

0.15 

0.10 

0.25 

0.06 

0.75 

- 

0.0300 

- 

- 

0.142 

0.172 

0.172 

0.424 

0.021 

0.402 

0.301 

74.83 

Semi Critical 

Keeratpura 

0829001103700900 

0.04 

0.00 

17,744.93 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

12,485.96 

Over Exploited 



0.06 

0.04 

684.11 

0.05 

0.01 

0.06 

0.04 

0.51 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.081 

0.004 

0.077 

0.142 

185.43 

Over Exploited 

Keet Khera 

0829001103703700 

0.04 

0.03 

776.91 

0.03 

0.00 

0.03 

0.07 

0.78 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.042 

0.002 

0.040 

0.135 

336.20 

Over Exploited 

Kewalpura 

0829001103710200 

0.04 

0.00 

17,443.93 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khakhariya Ji Ka Khera 

0829001103701600 

0.04 

0.06 

466.55 

0.07 

0.00 

0.07 

0.07 

0.78 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.083 

0.004 

0.078 

0.077 

98.09 

Critical 

Khardeola 

0829001103699500 

0.04 

0.00 

740,996.68 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khera Aheeran 

0829000703645500 

0.06 

0.00 

11,320.57 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

4,833.17 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khera Gajan Devi 

0829001103702900 

0.04 

0.02 

849.40 

0.03 

- 

0.03 

0.05 

0.62 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.036 

0.002 

0.035 

0.078 

225.65 

Over Exploited 



0.06 

0.00 

2,070.44 

0.00 

- 

0.00 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.002 

0.015 

595.31 

Over Exploited 

Kheri Kalan 

0829001103704800 

0.04 

0.02 

717.04 

0.03 

0.00 

0.03 

0.07 

0.78 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.040 

0.002 

0.038 

0.065 

171.68 

Over Exploited 

Kheri Khurd 

0829001103704900 

0.04 

0.01 

521.74 

0.02 

- 

0.02 

0.07 

0.78 

- 

- 

- 

- 

- 

- 

- 

0.016 

0.001 

0.015 

0.043 

286.53 

Over Exploited 

Kheta Khera 

0826000603188200 

0.03 

0.04 

273.89 

0.05 

0.01 

0.06 

0.05 

0.64 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.076 

0.004 

0.073 

0.176 

241.79 

Over Exploited 

Khumji Ka Khera 

0829001103708900 

0.06 

0.01 

388.82 

0.01 

0.00 

0.02 

0.06 

0.77 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.027 

0.001 

0.025 

0.066 

259.31 

Over Exploited 

Kishan Kareri 

0829000703644600 

0.04 

0.22 

116.98 

0.26 

0.03 

0.29 

0.05 

0.75 

- 

0.0800 

- 

- 

0.004 

0.085 

0.085 

0.377 

0.019 

0.358 

0.756 

211.20 

Over Exploited 

Lachhmipura 

0829001103705300 

0.04 

0.07 

935.57 

0.09 

0.03 

0.12 

0.07 

0.78 

- 

0.0800 

- 

- 

0.003 

0.083 

0.083 

0.202 

0.010 

0.192 

0.682 

355.64 

Over Exploited 

Lambi Choti 

0829000703643800 

0.04 

0.00 

3,269.59 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

1,469.24 

Over Exploited 

Laxmi Pura 

0829000703640400 

0.04 

0.01 

523.66 

0.01 

- 

0.01 

0.02 

0.33 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.019 

0.001 

0.018 

0.065 

358.21 

Over Exploited 

Linkoda 

0829001103703200 

0.04 

0.02 

1,722.42 

0.02 

0.01 

0.03 

0.03 

0.38 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.055 

0.003 

0.052 

0.202 

388.03 

Over Exploited 



0.06 

0.01 

2,585.00 

0.01 

- 

0.01 

0.02 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.019 

0.001 

0.018 

0.104 

567.13 

Over Exploited 

Loonanda 

0826000603196700 

0.03 

0.00 

369,916.92 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Luhariya Khera 

0829001103706300 

0.06 

0.16 

172.63 

0.19 

0.01 

0.20 

0.06 

0.77 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.230 

0.011 

0.218 

0.258 

118.14 

Over Exploited 

Makanpura 

0829001103705500 

0.04 

0.04 

671.06 

0.04 

0.01 

0.06 

0.07 

0.78 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.076 

0.004 

0.073 

0.213 

293.75 

Over Exploited 



0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Malkhejri 

0826000603188800 

0.03 

0.01 

286.86 

0.02 

- 

0.02 

0.05 

0.75 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.025 

0.001 

0.024 

0.061 

251.93 

Over Exploited 

Manpura 

0829001103705700 

0.04 

0.00 

1,971.10 

0.00 

- 

0.00 

0.02 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.004 

0.030 

680.30 

Over Exploited 



0.06 

0.04 

422.48 

0.05 

- 

0.05 

0.05 

0.57 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.056 

0.003 

0.053 

0.074 

139.16 

Over Exploited 

Maraodiya 

0829001103710400 

0.04 

0.00 

15,802.35 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Masab Ka Khera 

0829001103702800 

0.04 

0.08 

644.86 

0.10 

0.01 

0.11 

0.07 

0.78 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.125 

0.006 

0.119 

0.182 

153.35 

Over Exploited 

Mata Khera 

0829000703645400 

0.04 

0.00 

1,383.95 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.002 

0.033 

1,367.25 

Over Exploited 

Nanga Kheri 

0829001103702600 

0.04 

0.04 

727.74 

0.05 

0.01 

0.06 

0.06 

0.65 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.087 

0.004 

0.082 

0.276 

335.80 

Over Exploited 



0.06 

0.00 

2,542.03 

0.00 

- 

0.00 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.056 

459.22 

Over Exploited 

Naya Khera 

0829001103709200 

0.04 

0.00 

59,178.39 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Neemri (Kanor) 

0826000603189600 

0.03 

0.00 

3,301.96 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

1,615.15 

Over Exploited 

Nimodara 

0829000703644700 

0.04 

0.12 

100.18 

0.14 

0.01 

0.15 

0.05 

0.75 

- 

0.0400 

- 

- 

0.005 

0.045 

0.045 

0.199 

0.010 

0.189 

0.329 

173.72 

Over Exploited 

Norangabad Kalan 

0829000703642900 

0.04 

0.00 

42,129.68 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pandera 

0829001103706100 

0.06 

0.24 

213.02 

0.29 

0.02 

0.31 

0.07 

0.78 

- 

0.0500 

- 

- 

0.000 

0.050 

0.050 

0.364 

0.018 

0.346 

0.432 

124.84 

Over Exploited 

Parana 

0829000703647200 

0.04 

0.13 

206.17 

0.16 

0.01 

0.17 

0.05 

0.75 

- 

0.0700 

- 

- 

0.002 

0.072 

0.072 

0.244 

0.012 

0.232 

0.373 

161.29 

Over Exploited 

Parbati 

0829001103705800 

0.04 

0.00 

5,489.17 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.034 

3,423.90 

Over Exploited 



0.06 

0.06 

413.14 

0.07 

0.01 

0.08 

0.06 

0.68 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.103 

0.005 

0.098 

0.224 

227.63 

Over Exploited 

Parsoli 

0829001103705000 

0.04 

0.09 

938.36 

0.10 

0.03 

0.13 

0.07 

0.78 

- 

0.0800 

- 

- 

0.001 

0.081 

0.081 

0.215 

0.011 

0.204 

0.708 

347.11 

Over Exploited 

Peethal Pura 

0826000603188600 

0.03 

0.02 

350.62 

0.03 

- 

0.03 

0.04 

0.52 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.037 

0.002 

0.035 

0.080 

227.95 

Over Exploited 

Peethal Pura @ Haweli 

0826000603189000 

0.03 

0.02 

166.95 

0.02 

- 

0.02 

0.05 

0.75 

- 

- 

- 

- 

- 

- 

- 

0.025 

0.001 

0.024 

0.019 

81.67 

Semi Critical 

Phachar 

0829001103706200 

0.06 

0.20 

201.96 

0.24 

0.01 

0.25 

0.07 

0.78 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.290 

0.014 

0.275 

0.328 

119.17 

Over Exploited 

Phalasiya 

0829000703646900 

0.04 

0.05 

211.67 

0.06 

0.06 

0.12 

0.05 

0.75 

- 

0.0500 

- 

- 

0.056 

0.106 

0.106 

0.224 

0.011 

0.212 

0.420 

197.72 

Over Exploited 

Phalodra 

0829000703646100 

0.06 

0.25 

(5.66) 

0.24 

0.41 

0.65 

0.05 

0.61 

- 

0.0400 

- 

- 

0.602 

0.642 

0.642 

1.292 

0.065 

1.227 

0.408 

33.24 

Safe 



0.04 

0.01 

784.84 

0.01 

0.07 

0.08 

0.01 

0.12 

- 

0.0100 

- 

- 

0.102 

0.112 

0.112 

0.188 

0.009 

0.178 

0.076 

42.70 

Safe 

Poolamagra 

0829001103703100 

0.04 

0.06 

688.58 

0.08 

0.01 

0.09 

0.07 

0.78 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.110 

0.005 

0.104 

0.153 

146.93 

Over Exploited 

Prithvisingh Ji Ka Khera 

0826000603189100 

0.03 

0.02 

187.86 

0.03 

- 

0.03 

0.05 

0.75 

- 

- 

- 

- 

- 

- 

- 

0.027 

0.001 

0.026 

0.005 

20.73 

Safe 

Raj pura 

0826000603188300 

0.03 

0.01 

704.14 

0.01 

- 

0.01 

0.02 

0.26 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.024 

0.001 

0.023 

0.077 

339.54 

Over Exploited 

Ranawaton Ka Khera 

0829001103701500 

0.04 

0.03 

626.27 

0.04 

0.01 

0.05 

0.06 

0.75 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.085 

0.004 

0.081 

0.217 

267.36 

Over Exploited 


0826000603189300 

0.03 

0.01 

310.04 

0.02 

- 

0.02 

0.05 

0.75 

- 

- 

- 

- 

- 

- 

- 

0.016 

0.001 

0.016 

0.008 

50.07 

Safe 

Rathoron Ka Khera 

0829001103704700 

0.04 

0.04 

427.29 

0.05 

0.00 

0.05 

0.07 

0.78 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.059 

0.003 

0.056 

0.120 

213.85 

Over Exploited 

Rati Talai 

0829001103703800 

0.04 

0.01 

1,032.98 

0.02 

- 

0.02 

0.05 

0.60 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.026 

0.001 

0.024 

0.078 

321.70 

Over Exploited 

Rawatpura 

0829000703644400 

0.04 

0.03 

218.63 

0.04 

0.01 

0.05 

0.04 

0.62 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.068 

0.003 

0.064 

0.199 

309.84 

Over Exploited 


0829001103708700 

0.06 

0.02 

348.13 

0.02 

- 

0.02 

0.06 

0.77 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.030 

0.001 

0.028 

0.064 

226.20 

Over Exploited 

Rughnath Pura 

0829001103703600 

0.04 

0.02 

963.72 

0.03 

- 

0.03 

0.05 

0.56 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.037 

0.002 

0.035 

0.056 

158.09 

Over Exploited 

Salera 

0826000603180300 

0.03 

0.02 

1,149.85 

0.02 

0.01 

0.03 

0.01 

0.18 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.048 

0.002 

0.046 

0.151 

328.42 

Over Exploited 

Sangariya 

0829001103699100 

0.04 

0.08 

633.61 

0.09 

0.02 

0.12 

0.05 

0.60 

- 

0.0800 

- 

- 

0.003 

0.083 

0.083 

0.200 

0.010 

0.190 

0.420 

221.41 

Over Exploited 

Sangrampura 

0829001103704500 

0.04 

0.02 

675.71 

0.03 

0.01 

0.04 

0.07 

0.78 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.066 

0.003 

0.063 

0.136 

218.08 

Over Exploited 


0826000603196900 

0.03 

0.00 

129,105.47 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sarangpura (Kanor) 

0826000603189700 

0.03 

0.00 

2,109.29 

0.00 

- 

0.00 

0.01 

0.12 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.023 

0.001 

0.022 

0.093 

421.50 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Sardarpura 

082900110370540C 

0.978 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.976 

9.20 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.24 

0.12 

0.003 

0.71 

0.48 







Non-command 

Gneisses(B.G.C) 

0.001 

9.20 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sarthala 

0829001103701400 

3.950 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.772 

6.56 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.16 

0.11 

0.003 

0.14 

0.09 


Sarwaniya 

0826000603188700 

4.490 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.457 

3.23 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.25 

0.27 

0.10 

0.006 

0.69 

0.62 


Semal Khera 

0829001103703500 

1.218 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.218 

9.67 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.20 

0.30 

0.07 

0.004 

0.71 

0.47 


Semaliya 

0829001103706000 

1.545 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.545 

4.91 

0.015 

0.09 

0.01 

0.00 

0.00 

0.00 

0.19 

0.27 

0.36 

0.005 

0.71 

0.51 


Semaliya Mai 

0829000703643300 

0.688 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.688 

3.35 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.002 

0.69 

0.62 


Semaliya Peela Khera 

0829000703645300 

11.558 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.418 

4.18 

0.012 

0.09 

0.01 

0.00 

0.00 

0.24 

0.06 

0.06 

0.33 

0.016 

0.27 

0.23 







Non-command 

Gneisses(B.G.C) 

3.811 

4.18 

0.012 

0.07 

0.01 

0.00 

0.00 

0.13 

0.11 

0.13 

0.28 

0.014 

0.23 

0.20 






Wagon Project 

Command 

Phyllite & Schist 

0.047 

4.18 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sethwana 

0829000703647500 

1.951 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.538 

6.36 

0.012 

0.08 

0.01 

0.00 

0.00 

0.00 

0.18 

0.21 

0.32 

0.006 

0.55 

0.48 


Shavpura 

0826000603196800 

0.115 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.115 

6.17 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.000 

0.69 

0.61 


Shikarpura 

0829001103700700 

1.746 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.176 

7.82 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.001 

0.07 

0.05 


Shivpura 

0829001103708800 

0.489 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.470 

6.16 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.05 

0.002 

0.68 

0.52 


Sompur (A) 

0829001103702000 

1.147 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.147 

6.07 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.13 

0.21 

0.17 

0.004 

0.71 

0.46 


Sompur (B) 

0829001103701900 

1.993 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.993 

5.94 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.21 

0.31 

0.14 

0.007 

0.71 

0.47 


Sukhpura 

0829001103705100 

0.907 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.907 

10.82 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.19 

0.28 

0.21 

0.003 

0.71 

0.48 


Sultanpura 

0829001103703300 

2.031 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.079 

9.87 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.26 

0.04 

0.004 

0.38 

0.25 







Non-command 

Gneisses(B.G.C) 

0.726 

9.87 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.18 

0.02 

0.003 

0.26 

0.17 


Surera 

0829000703644800 

4.875 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.875 

3.34 

0.012 

0.09 

0.01 

0.00 

0.00 

0.00 

0.27 

0.30 

0.35 

0.017 

0.70 

0.63 


Talau 

0829000703646000 

4.144 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.582 

4.90 

0.012 

0.04 

0.01 

0.00 

0.00 

0.13 

-0.01 

-0.02 

0.16 

0.006 

0.27 

0.22 






Wagon Project 

Command 

Phyllite & Schist 

0.156 

4.90 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.03 

0.02 


Talawada 

0829000703646500 

4.977 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.977 

6.24 

0.012 

0.18 

0.03 

0.00 

0.00 

0.01 

0.49 

0.60 

0.68 

0.018 

0.70 

0.58 


Ummedpura 

0829000703643500 

1.836 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.836 

3.26 

0.012 

0.01 

0.00 

0.00 

0.00 

0.04 

0.03 

0.04 

0.05 

0.007 

0.69 

0.62 

07002036 

Agoriya 

0826000603173100 

2.957 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.957 

5.08 

0.015 

0.07 

0.01 

0.00 

0.00 

0.01 

0.28 

0.21 

0.27 

0.004 

0.54 

0.70 


Amarpura 

0829000603632700 

2.382 

Fresh 

Badgaon 

Command 

Phyllite & Schist 

0.024 

4.09 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 



0826000603178900 

3.098 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.098 

3.82 

0.015 

0.17 

0.01 

0.00 

0.00 

0.00 

0.34 

0.25 

0.69 

0.004 

0.55 

0.75 


Arned 

0829000703640300 

10.612 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.600 

3.66 

0.012 

0.02 

0.00 

0.00 

0.00 

0.01 

0.08 

0.09 

0.09 

0.006 

0.10 

0.09 







Non-command 

Gneisses(B.G.C) 

8.667 

3.66 

0.012 

0.12 

0.02 

0.00 

0.00 

0.04 

0.42 

0.47 

0.46 

0.031 

0.54 

0.49 


Arniya 

0829000703637200 

4.175 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.175 

8.88 

0.012 

0.04 

0.00 

0.00 

0.00 

0.00 

0.47 

0.57 

0.15 

0.015 

0.48 

0.39 


Aylon Ki Bhagal 

0826000603180900 

0.785 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.785 

3.66 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.01 

0.001 

0.61 

0.60 


Balia Ki Bhagal 

0829000603633600 

2.568 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.101 

5.02 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.000 

0.02 

0.03 







Non-command 

Gneisses(B.G.C) 

2.467 

5.02 

0.012 

0.03 

0.00 

0.00 

0.00 

0.01 

0.17 

0.12 

0.12 

0.008 

0.51 

0.69 


Bamaniya 

0826000603179000 

4.023 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.023 

4.47 

0.015 

0.06 

0.01 

0.00 

0.00 

0.02 

0.30 

0.23 

0.23 

0.006 

0.55 

0.72 


Bansra 

0826000603179100 

8.135 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.135 

4.70 

0.015 

0.14 

0.02 

0.00 

0.00 

0.05 

0.65 

0.54 

0.54 

0.012 

0.57 

0.68 


Bargaon 

0826000603179600 

12.991 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

12.991 

4.57 

0.015 

0.10 

0.01 

0.00 

0.00 

0.02 

0.96 

0.84 

0.38 

0.019 

0.55 

0.63 


Baroriya 

0826000603173300 

3.641 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.641 

4.98 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.30 

0.22 

0.17 

0.005 

0.54 

0.73 


Bhadsora 

0829000803651600 

11.334 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.097 

8.11 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

2.709 

8.11 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.38 

0.43 

0.23 

0.010 

0.12 

0.10 


Bheela Khera 

0829000703639200 

1.239 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.970 

5.71 

0.012 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.11 

0.14 

0.003 

0.39 

0.33 



0826000103068900 

4.787 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.389 

4.55 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.34 

0.25 

0.10 

0.017 

0.38 

0.51 






Badgaon 

Command 

Gneisses(B.G.C) 

1.341 

4.55 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.10 

0.04 

0.007 

0.15 

0.20 


Bheemkhand 

0829000603636200 

4.607 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.739 

9.43 

0.012 

0.05 

0.00 

0.00 

0.00 

0.01 

0.23 

0.25 

0.18 

0.006 

0.19 

0.18 







Non-command 

Gneisses(B.G.C) 

2.868 

9.43 

0.012 

0.07 

0.00 

0.00 

0.00 

0.00 

0.38 

0.40 

0.28 

0.010 

0.32 

0.30 


Bhim Ka Khera 

0826000603180800 

1.572 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.572 

3.72 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.04 

0.002 

0.62 

0.60 


Bhinder (M) 

0826000642603000 

12.412 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.849 

3.57 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.16 

0.17 

0.18 

0.066 

0.10 

0.09 


Bhopa Khera 

0826000603182600 

2.362 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.285 

4.96 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.000 

0.07 

0.09 


Biloda 

0829000703640500 

13.053 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.909 

3.60 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.06 

0.003 

0.05 

0.04 







Non-command 

Gneisses(B.G.C) 

0.436 

3.60 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.002 

0.02 

0.02 


Bortalai 

0826000603187200 

2.495 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.019 

3.47 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 


Buddhpura 

0829000803652900 

2.315 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.482 

8.47 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.20 

0.09 

0.006 

0.30 

0.25 


Chak'B' Tana 

0829000603633800 

0.882 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.882 

5.53 

0.012 

0.06 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.23 

0.003 

0.53 

0.61 


Chaktiya 

0829000703638000 

2.230 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.249 

8.08 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.001 

0.05 

0.04 







Non-command 

Gneisses(B.G.C) 

1.916 

8.08 

0.012 

0.05 

0.01 

0.00 

0.00 

0.00 

0.22 

0.27 

0.18 

0.007 

0.41 

0.33 


Chakuri 

0829000603634800 

2.394 

Fresh 

Badgaon 

Command 

Phyllite & Schist 

0.113 

7.05 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.02 

0.02 


Chargadiya 

0826000603182100 

8.132 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.967 

3.84 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.05 

0.001 

0.07 

0.08 


Chaylon Ka Khera 

0826000103069300 

2.464 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.464 

4.70 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.29 

0.22 

0.26 

0.012 

0.54 

0.72 


Chena Khera 

0829000803652700 

2.407 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.048 

8.50 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.000 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

2.360 

8.50 

0.015 

0.01 

0.00 

0.00 

0.00 

0.03 

0.28 

0.35 

0.04 

0.009 

0.47 

0.38 


Chhapri 

0829000703640000 

1.665 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.665 

4.19 

0.012 

0.02 

0.00 

0.00 

0.00 

0.01 

0.09 

0.09 

0.09 

0.006 

0.55 

0.54 


Dabiyon Ka Khera 

0826000603179500 

1.455 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.455 

4.60 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.09 

0.09 

0.00 

0.002 

0.58 

0.60 



0826000603187700 

1.520 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.390 

3.47 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.06 

0.002 

0.62 

0.56 


Dantoli 

0829000603636100 

2.895 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.015 

9.55 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.14 

0.03 

0.004 

0.18 

0.16 







Non-command 

Gneisses(B.G.C) 

1.307 

9.55 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.17 

0.04 

0.005 

0.23 

0.20 






Badgaon 

Command 

Phyllite & Schist 

0.545 

9.55 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.02 

0.002 

0.09 

0.08 







Command 

Gneisses(B.G.C) 

0.028 

9.55 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Daulatpura 

0829000603633200 

2.144 

Fresh 

Badgaon 

Command 

Phyllite & Schist 

0.266 

5.15 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.001 

0.07 

0.09 



0826000603180200 

3.577 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.577 

3.61 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.20 

0.22 

0.04 

0.005 

0.66 

0.60 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Sardarpura 

0829001103705400 

0.04 

0.03 

727.27 

0.04 

- 

0.04 

0.07 

0.78 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.045 

0.002 

0.043 

0.119 

278.03 

Over Exploited 



0.06 

0.00 

344,220.73 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sarthala 

0829001103701400 

0.04 

0.00 

3,489.56 

0.01 

- 

0.01 

0.01 

0.15 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.025 

0.001 

0.024 

0.109 

449.50 

Over Exploited 

Sarwaniya 

0826000603188700 

0.03 

0.11 

154.99 

0.13 

- 

0.13 

0.05 

0.74 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.139 

0.007 

0.132 

0.109 

82.89 

Semi Critical 

Semal Khera 

0829001103703500 

0.04 

0.04 

714.15 

0.04 

- 

0.04 

0.07 

0.78 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.054 

0.003 

0.051 

0.078 

152.28 

Over Exploited 

Semaliya 

0829001103706000 

0.06 

0.07 

312.11 

0.08 

0.01 

0.09 

0.06 

0.78 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.129 

0.006 

0.123 

0.365 

297.95 

Over Exploited 

Semaliya Mai 

0829000703643300 

0.04 

0.02 

35.77 

0.03 

0.00 

0.03 

0.05 

0.75 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.027 

0.001 

0.026 

0.010 

40.89 

Safe 

Semaliya Peela Khera 

0829000703645300 

0.06 

0.07 

(9.57) 

0.06 

0.25 

0.31 

0.02 

0.29 

- 

0.0400 

- 

- 

0.354 

0.394 

0.394 

0.704 

0.035 

0.669 

0.341 

50.97 

Safe 



0.04 

0.04 

235.33 

0.05 

0.14 

0.18 

0.02 

0.25 

- 

0.0300 

- 

- 

0.192 

0.222 

0.222 

0.407 

0.020 

0.387 

0.290 

74.86 

Semi Critical 



0.06 

0.00 

30,996.71 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.004 

2,126.58 

Over Exploited 

Sethwana 

0829000703647500 

0.04 

0.04 

456.52 

0.04 

0.01 

0.06 

0.04 

0.59 

- 

0.0400 

- 

- 

0.000 

0.040 

0.040 

0.095 

0.005 

0.091 

0.330 

363.80 

Over Exploited 

Shavpura 

0826000603196800 

0.03 

0.00 

737.76 

0.00 

- 

0.00 

0.06 

0.75 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.043 

1,361.39 

Over Exploited 

Shikarpura 

0829001103700700 

0.06 

0.00 

4,062.01 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.006 

644.56 

Over Exploited 

Shivpura 

0829001103708800 

0.06 

0.02 

267.49 

0.02 

- 

0.02 

0.06 

0.74 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.033 

0.002 

0.031 

0.052 

164.76 

Over Exploited 

Sompur (A) 

0829001103702000 

0.04 

0.03 

497.70 

0.04 

0.01 

0.05 

0.07 

0.78 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.082 

0.004 

0.078 

0.174 

224.37 

Over Exploited 

Sompur (B) 

0829001103701900 

0.04 

0.06 

423.77 

0.07 

0.01 

0.08 

0.07 

0.78 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.117 

0.006 

0.111 

0.151 

135.42 

Over Exploited 

Sukhpura 

0829001103705100 

0.04 

0.03 

920.27 

0.03 

0.01 

0.04 

0.07 

0.78 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.063 

0.003 

0.060 

0.210 

352.37 

Over Exploited 

Sultanpura 

0829001103703300 

0.04 

0.02 

1,402.48 

0.02 

- 

0.02 

0.04 

0.42 

- 

- 

- 

- 

- 

- 

- 

0.021 

0.001 

0.020 

0.040 

201.92 

Over Exploited 



0.06 

0.01 

1,514.50 

0.01 

- 

0.01 

0.02 

0.28 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.013 

0.027 

209.18 

Over Exploited 

Surera 

0829000703644800 

0.04 

0.15 

96.62 

0.18 

0.01 

0.19 

0.05 

0.75 

- 

0.0700 

- 

- 

0.001 

0.071 

0.071 

0.263 

0.013 

0.250 

0.371 

148.80 

Over Exploited 

Talau 

0829000703646000 

0.06 

0.03 

(166.72) 

0.02 

0.14 

0.16 

0.02 

0.29 

- 

0.0200 

- 

- 

0.199 

0.219 

0.219 

0.382 

0.019 

0.363 

0.169 

46.44 

Safe 



0.06 

0.00 

3,914.36 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.016 

760.81 

Over Exploited 

Talawada 

0829000703646500 

0.04 

0.15 

285.44 

0.19 

0.04 

0.23 

0.06 

0.76 

- 

0.0800 

- 

- 

0.018 

0.098 

0.098 

0.326 

0.016 

0.309 

0.696 

224.82 

Over Exploited 

Ummedpura 

0829000703643500 

0.04 

0.06 

(31.53) 

0.05 

0.04 

0.09 

0.05 

0.75 

- 

0.0100 

- 

- 

0.066 

0.076 

0.076 

0.165 

0.008 

0.157 

0.057 

35.98 

Safe 

Agoriya 

0826000603173100 

0.03 

0.06 

285.74 

0.07 

0.02 

0.08 

0.06 

0.59 

- 

0.0300 

- 

- 

0.010 

0.040 

0.040 

0.123 

0.006 

0.117 

0.273 

234.49 

Over Exploited 

Amarpura 

0829000603632700 

0.06 

0.00 

10,754.76 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 


0826000603178900 

0.03 

0.06 

315.74 

0.07 

0.01 

0.08 

0.05 

0.60 

- 

0.0800 

- 

- 

0.001 

0.081 

0.081 

0.163 

0.008 

0.155 

0.693 

446.99 

Over Exploited 

Arned 

0829000703640300 

0.06 

0.01 

792.78 

0.01 

0.01 

0.02 

0.01 

0.11 

- 

0.0100 

- 

- 

0.016 

0.026 

0.026 

0.047 

0.002 

0.045 

0.091 

201.78 

Over Exploited 



0.04 

0.21 

125.72 

0.25 

0.06 

0.31 

0.04 

0.58 

- 

0.0500 

- 

- 

0.062 

0.112 

0.112 

0.423 

0.021 

0.402 

0.490 

121.84 

Over Exploited 

Arniya 

0829000703637200 

0.04 

0.09 

550.13 

0.11 

- 

0.11 

0.05 

0.53 

0.01 

0.0200 

- 

- 

- 

0.020 

0.030 

0.136 

0.007 

0.129 

0.163 

126.11 

Over Exploited 

Aylon Ki Bhagal 

0826000603180900 

0.03 

0.02 

163.25 

0.02 

- 

0.02 

0.05 

0.66 

- 

- 

- 

- 

- 

- 

- 

0.020 

0.001 

0.019 

0.015 

79.19 

Semi Critical 

Balia Ki Bhagal 

0829000603633600 

0.06 

0.00 

3,259.87 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

4,246.48 

Over Exploited 



0.05 

0.06 

96.38 

0.08 

0.01 

0.08 

0.06 

0.57 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.102 

0.005 

0.097 

0.128 

132.03 

Over Exploited 

Bamaniya 

0826000603179000 

0.03 

0.08 

198.15 

0.09 

0.03 

0.12 

0.05 

0.61 

- 

0.0300 

- 

- 

0.028 

0.058 

0.058 

0.179 

0.009 

0.170 

0.239 

140.08 

Over Exploited 

Bansra 

0826000603179100 

0.03 

0.16 

234.96 

0.19 

0.07 

0.26 

0.05 

0.62 

- 

0.0600 

- 

- 

0.068 

0.129 

0.129 

0.388 

0.019 

0.369 

0.549 

148.82 

Over Exploited 

Bargaon 

0826000603179600 

0.03 

0.25 

235.42 

0.30 

0.03 

0.33 

0.05 

0.60 

- 

0.0400 

- 

- 

0.031 

0.071 

0.071 

0.402 

0.020 

0.382 

0.400 

104.74 

Over Exploited 

Baroriya 

0826000603173300 

0.03 

0.07 

222.79 

0.08 

0.01 

0.10 

0.06 

0.60 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.121 

0.006 

0.115 

0.176 

153.42 

Over Exploited 

Bhadsora 

0829000803651600 

0.05 

0.00 

50,704.46 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

53,506.55 

Over Exploited 



0.07 

0.02 

1,835.53 

0.03 

0.01 

0.04 

0.01 

0.13 

- 

0.0300 

- 

- 

0.003 

0.034 

0.034 

0.073 

0.004 

0.069 

0.242 

351.59 

Over Exploited 

Bheela Khera 

0829000703639200 

0.06 

0.02 

393.54 

0.03 

0.01 

0.04 

0.04 

0.43 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.057 

0.003 

0.054 

0.143 

263.65 

Over Exploited 


0826000103068900 

0.05 

0.06 

294.63 

0.08 

- 

0.08 

0.04 

0.42 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.087 

0.004 

0.083 

0.112 

135.24 

Over Exploited 



0.05 

0.01 

883.72 

0.01 

- 

0.01 

0.02 

0.17 

- 

- 

0.0014 

0.0022 

- 

0.004 

0.004 

0.016 

0.001 

0.015 

0.048 

320.43 

Over Exploited 

Bheemkhand 

0829000603636200 

0.04 

0.01 

1,864.36 

0.02 

0.01 

0.02 

0.02 

0.21 

- 

0.0200 

- 

- 

0.009 

0.029 

0.029 

0.051 

0.003 

0.048 

0.181 

376.79 

Over Exploited 



0.03 

0.03 

1,360.19 

0.03 

0.00 

0.04 

0.03 

0.35 

- 

0.0300 

- 

- 

0.004 

0.034 

0.034 

0.070 

0.004 

0.067 

0.286 

429.11 

Over Exploited 

Bhim Ka Khera 

0826000603180800 

0.03 

0.03 

195.66 

0.04 

- 

0.04 

0.05 

0.67 

- 

- 

- 

- 

- 

- 

- 

0.041 

0.002 

0.039 

0.039 

101.39 

Over Exploited 

Bhinder (M) 

0826000642603000 

0.03 

0.01 

2,548.57 

0.01 

0.01 

0.02 

0.01 

0.10 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.048 

0.002 

0.045 

0.241 

534.01 

Over Exploited 

Bhopa Khera 

0826000603182600 

0.03 

0.00 

2,329.92 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.018 

2,392.53 

Over Exploited 

Biloda 

0829000703640500 

0.06 

0.00 

2,372.46 

0.00 

- 

0.00 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.060 

483.74 

Over Exploited 



0.04 

0.00 

6,973.31 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.034 

6,673.74 

Over Exploited 

Bortalai 

0826000603187200 

0.03 

0.00 

32,003.05 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Buddhpura 

0829000803652900 

0.05 

0.02 

782.47 

0.03 

0.00 

0.03 

0.03 

0.34 

0.00 

0.0100 

- 

- 

0.004 

0.014 

0.017 

0.047 

0.002 

0.044 

0.095 

213.72 

Over Exploited 

Chak'B' Tana 

0829000603633800 

0.05 

0.02 

315.16 

0.03 

0.00 

0.03 

0.05 

0.58 

- 

0.0300 

- 

- 

0.007 

0.037 

0.037 

0.069 

0.003 

0.066 

0.236 

358.69 

Over Exploited 

Chaktiya 

0829000703638000 

0.06 

0.00 

5,049.31 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.025 

2,522.40 

Over Exploited 



0.04 

0.03 

669.22 

0.04 

0.01 

0.05 

0.05 

0.46 

0.00 

0.0200 

- 

- 

0.001 

0.021 

0.025 

0.077 

0.004 

0.073 

0.183 

249.74 

Over Exploited 

Chakuri 

0829000603634800 

0.06 

0.00 

5,594.31 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.000 

0.006 

1,331.82 

Over Exploited 

Chargadiya 

0826000603182100 

0.03 

0.00 

2,439.99 

0.00 

- 

0.00 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.048 

392.92 

Over Exploited 

Chaylon Ka Khera 

0826000103069300 

0.05 

0.07 

227.95 

0.08 

0.01 

0.09 

0.06 

0.59 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.119 

0.006 

0.113 

0.268 

236.82 

Over Exploited 

Chena Khera 

0829000803652700 

0.05 

0.00 

25,794.56 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.08 

350.80 

0.09 

0.03 

0.12 

0.05 

0.52 

0.01 

- 

- 

- 

0.043 

0.044 

0.052 

0.174 

0.009 

0.165 

0.053 

32.10 

Safe 

Chhapri 

0829000703640000 

0.04 

0.04 

134.48 

0.05 

0.01 

0.06 

0.05 

0.60 

- 

0.0100 

- 

- 

0.011 

0.021 

0.021 

0.077 

0.004 

0.073 

0.097 

132.95 

Over Exploited 

Dabiyon Ka Khera 

0826000603179500 

0.03 

0.03 

211.71 

0.04 

0.01 

0.04 

0.05 

0.63 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.050 

0.002 

0.047 

0.006 

12.89 

Safe 


0826000603187700 

0.03 

0.03 

236.71 

0.04 

- 

0.04 

0.05 

0.67 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.046 

0.002 

0.044 

0.066 

150.67 

Over Exploited 

Dantoli 

0829000603636100 

0.04 

0.01 

1,930.80 

0.01 

- 

0.01 

0.02 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.038 

496.35 

Over Exploited 



0.03 

0.01 

1,777.48 

0.01 

0.00 

0.01 

0.02 

0.25 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.019 

0.001 

0.018 

0.048 

259.20 

Over Exploited 



0.04 

0.00 

3,955.38 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

0.0006 

0.0009 

- 

0.002 

0.002 

0.004 

0.000 

0.004 

0.021 

580.20 

Over Exploited 



0.03 

0.00 

83,780.32 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Daulatpura 

0829000603633200 

0.06 

0.00 

1,740.90 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

0.0002 

0.0002 

- 

0.000 

0.000 

0.002 

0.000 

0.002 

0.043 

2,640.27 

Over Exploited 


0826000603180200 

0.03 

0.08 

159.90 

0.10 

0.01 

0.11 

0.05 

0.72 

- 

- 

- 

- 

0.011 

0.011 

0.011 

0.117 

0.006 

0.112 

0.042 

37.75 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Devipura 

082900070364320C 

1.149 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.050 

3.45 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.03 


Dhanna Ki Bhagal 

0829000603634400 

2.321 

Fresh 

Badgaon 

Command 

Phyllite & Schist 

0.499 

5.32 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.002 

0.11 

0.13 


Dharta 

0826000603180600 

0.733 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.733 

3.80 

0.015 

0.06 

0.01 

0.00 

0.00 

0.01 

0.08 

0.09 

0.24 

0.001 

0.66 

0.61 


Dhundiya 

0826000103069500 

4.111 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.111 

4.75 

0.020 

0.07 

0.01 

0.00 

0.00 

0.02 

0.43 

0.37 

0.26 

0.020 

0.53 

0.62 


Dodiyon Ka Khera 

0826000603179400 

2.471 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.471 

4.58 

0.015 

0.04 

0.01 

0.00 

0.00 

0.02 

0.18 

0.16 

0.15 

0.004 

0.57 

0.63 


Foujwadali 

0826000603187600 

1.638 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.301 

3.40 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.08 

0.002 

0.53 

0.49 


Gadariya Was 

0829000803651700 

6.283 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.455 

7.64 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.41 

0.44 

0.05 

0.013 

0.28 

0.26 


Gadariyawas 

0826000603181400 

1.318 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.318 

4.11 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.08 

0.08 

0.05 

0.002 

0.61 

0.62 



0826000603182000 

5.646 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.867 

5.22 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.24 

0.21 

0.07 

0.004 

0.30 

0.34 



0826000603182400 

5.333 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.785 

5.17 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.30 

0.24 

0.03 

0.005 

0.40 

0.50 


Garhi 

0826000603187800 

0.766 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.766 

3.72 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.001 

0.65 

0.61 


Geelund 

0829000603634000 

2.048 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.502 

5.66 

0.012 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.13 

0.002 

0.13 

0.14 







Non-command 

Gneisses(B.G.C) 

1.546 

5.66 

0.012 

0.11 

0.01 

0.00 

0.00 

0.00 

0.20 

0.18 

0.42 

0.005 

0.39 

0.43 


Ghaslon Ka Khera 

0829000603635400 

2.328 

Fresh 

Badgaon 

Command 

Phyllite & Schist 

2.328 

9.44 

0.012 

0.04 

0.01 

0.00 

0.00 

0.00 

0.28 

0.31 

0.14 

0.008 

0.50 

0.45 


Godariyawas 

0829000703639300 

4.264 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.024 

5.73 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gokal Ji Ka Khera 

0826000603181800 

2.632 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.632 

4.01 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.18 

0.02 

0.004 

0.65 

0.61 


Goojaron Ki Bhagal 

0829000603633700 

3.227 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.692 

5.56 

0.012 

0.01 

0.00 

0.00 

0.00 

0.01 

0.11 

0.09 

0.04 

0.006 

0.28 

0.34 







Non-command 

Gneisses(B.G.C) 

1.535 

5.56 

0.012 

0.01 

0.00 

0.00 

0.00 

0.02 

0.09 

0.08 

0.04 

0.005 

0.25 

0.31 


Gopalpura 

0829000803653100 

2.914 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.498 

8.31 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.02 

0.002 

0.08 

0.07 



0826000603182200 

6.040 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.035 

4.14 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.39 

0.37 

0.05 

0.009 

0.60 

0.64 


Goverdhanpura 

0829000603635200 

2.083 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.699 

8.41 

0.012 

0.03 

0.00 

0.00 

0.00 

0.03 

0.17 

0.19 

0.11 

0.006 

0.40 

0.34 






Badgaon 

Command 

Phyllite & Schist 

0.384 

8.41 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.02 

0.001 

0.09 

0.08 


Gumanpura 

0829000603630900 

1.965 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.802 

7.54 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.04 

0.003 

0.23 

0.25 


Hamerpura 

0826000603182500 

1.435 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.804 

5.30 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.12 

0.001 

0.32 

0.40 


Hariya-Kheri 

0829000703637600 

6.745 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.745 

5.22 

0.012 

0.07 

0.01 

0.00 

0.00 

0.01 

0.46 

0.47 

0.27 

0.024 

0.51 

0.50 


Hathiyana 

0829000603630500 

12.895 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.715 

5.49 

0.012 

0.07 

0.01 

0.00 

0.00 

0.00 

0.23 

0.20 

0.28 

0.010 

0.12 

0.14 


Heenta 

0826000603181200 

2.137 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.137 

4.11 

0.015 

0.31 

0.05 

0.00 

0.00 

0.00 

0.39 

0.38 

1.24 

0.003 

0.60 

0.62 


Heeraji Ka Khera 

0829000603635500 

4.216 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.202 

8.70 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.02 

0.02 






Badgaon 

Command 

Phyllite & Schist 

4.015 

8.70 

0.012 

0.06 

0.01 

0.00 

0.00 

0.00 

0.45 

0.51 

0.24 

0.014 

0.47 

0.41 


Idra 

0829000703640100 

11.198 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.945 

3.68 

0.012 

0.13 

0.02 

0.00 

0.00 

0.03 

0.42 

0.47 

0.50 

0.028 

0.40 

0.36 







Non-command 

Gneisses(B.G.C) 

3.253 

3.68 

0.012 

0.06 

0.01 

0.00 

0.00 

0.01 

0.18 

0.20 

0.21 

0.012 

0.16 

0.15 


Intali 

0826000103069200 

23.659 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

13.836 

3.63 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

1.08 

0.80 

0.27 

0.069 

0.31 

0.42 






Badgaon 

Command 

Gneisses(B.G.C) 

3.595 

3.63 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.28 

0.21 

0.07 

0.018 

0.08 

0.11 






Vallabhnagar 

Command 

Gneisses(B.G.C) 

2.799 

3.63 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.22 

0.16 

0.06 

0.014 

0.06 

0.09 


Jailai 

0826000603178700 

2.749 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.030 

3.79 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Jaipura 

0829000603630100 

4.995 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.342 

5.58 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.23 

0.19 

0.08 

0.012 

0.40 

0.49 


Jal Kheri 

0829000703637700 

7.850 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.850 

4.82 

0.012 

0.06 

0.01 

0.00 

0.00 

0.03 

0.46 

0.52 

0.22 

0.028 

0.50 

0.44 


Jawanpura 

0829000603631000 

1.796 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.728 

8.40 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.10 

0.003 

0.23 

0.24 


Jawatra 

0826000603187900 

1.487 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.715 

3.47 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.07 

0.001 

0.33 

0.30 


Jeewa Khera 

0829000603635900 

4.053 

Fresh 

Badgaon 

Command 

Phyllite & Schist 

0.739 

8.77 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.01 

0.003 

0.10 

0.09 


Jetpura 

0826000603181900 

2.713 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.714 

3.74 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.11 

0.04 

0.002 

0.39 

0.40 


Jodhana 

0826000103069000 

0.894 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.894 

3.87 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.05 

0.004 

0.54 

0.72 


Jorawar Pura 

0829000803651900 

1.636 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.636 

7.54 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.20 

0.23 

0.07 

0.006 

0.49 

0.42 


Kabeerji Ki Bhagal 

0829000603634300 

2.749 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.001 

5.71 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Badgaon 

Command 

Phyllite & Schist 

2.673 

5.71 

0.012 

0.04 

0.00 

0.00 

0.00 

0.00 

0.21 

0.20 

0.14 

0.009 

0.50 

0.53 


Kalwal 

0826000603180100 

5.035 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.035 

3.58 

0.015 

0.04 

0.01 

0.00 

0.00 

0.02 

0.28 

0.31 

0.17 

0.007 

0.65 

0.59 


Kalyanpura 

0829000603633500 

5.628 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.021 

5.56 

0.012 

0.02 

0.00 

0.00 

0.00 

0.01 

0.33 

0.26 

0.07 

0.017 

0.48 

0.61 







Non-command 

Gneisses(B.G.C) 

0.608 

5.56 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.002 

0.06 

0.07 


Kanar Khera 

0829000603634500 

3.164 

Fresh 

Badgaon 

Command 

Phyllite & Schist 

0.112 

4.68 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.02 

0.02 


Kareempura 

0829000703637000 

1.559 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.559 

7.26 

0.012 

0.04 

0.01 

0.00 

0.00 

0.00 

0.16 

0.19 

0.16 

0.006 

0.48 

0.40 


Karjali 

0829000603635100 

12.455 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.040 

6.98 

0.012 

0.16 

0.02 

0.00 

0.00 

0.06 

0.73 

0.81 

0.59 

0.029 

0.32 

0.29 







Non-command 

Gneisses(B.G.C) 

0.952 

6.98 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.11 

0.07 

0.003 

0.04 

0.03 






Badgaon 

Command 

Phyllite & Schist 

3.452 

6.98 

0.012 

0.07 

0.01 

0.00 

0.00 

0.01 

0.33 

0.37 

0.26 

0.012 

0.14 

0.12 


Kasya Kalan 

0829000803651300 

3.369 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.369 

6.19 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.36 

0.32 

0.22 

0.013 

0.57 

0.64 


Kasya Khurd 

0829000803651400 

3.292 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.035 

7.20 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.36 

0.34 

0.13 

0.012 

0.51 

0.54 


Kedariya 

0826000603179200 

2.783 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.783 

4.42 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.16 

0.03 

0.004 

0.56 

0.67 


Keekawas 

0826000603172700 

5.607 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.223 

3.77 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.02 

0.03 






Vallabhnagar 

Command 

Gneisses(B.G.C) 

2.337 

3.77 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.11 

0.11 

0.003 

0.23 

0.33 


Kesharpura 

0829000803652300 

1.398 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.539 

9.38 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.03 

0.002 

0.18 

0.15 







Non-command 

Gneisses(B.G.C) 

0.859 

9.38 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.16 

0.04 

0.003 

0.29 

0.24 


Khadoda 

0826000603173000 

9.148 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

9.139 

5.03 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.73 

0.54 

0.20 

0.013 

0.54 

0.72 






Vallabhnagar 

Command 

Gneisses(B.G.C) 

0.009 

5.03 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kharsan 

0826000603173800 

5.489 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.919 

3.17 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.06 

0.003 

0.19 

0.29 


Kherli 

0826000603173500 

3.506 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.506 

4.33 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.18 

0.05 

0.005 

0.55 

0.71 


Kheroda 

0826000603173700 

16.195 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

14.363 

3.49 

0.015 

0.29 

0.01 

0.00 

0.00 

0.00 

1.03 

0.71 

1.15 

0.021 

0.48 

0.70 


Kheta-Khera 

0829000703640200 

1.171 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.171 

3.87 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.07 

0.004 

0.59 

0.52 


Khimawaton Ka Khera 

0826000603180700 

1.658 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.658 

3.65 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.09 

0.10 

0.03 

0.002 

0.64 

0.60 


Khokhariya Kheri 

0829000803652500 

5.792 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.307 

8.90 

0.012 

0.04 

0.00 

0.00 

0.00 

0.00 

0.27 

0.33 

0.14 

0.009 

0.19 

0.15 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Devipura 

0829000703643200 

0.04 

0.00 

3,142.61 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

5,404.64 

Over Exploited 

Dhanna Ki Bhagal 

0829000603634400 

0.06 

0.00 

687.92 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.005 

0.000 

0.005 

0.008 

162.08 

Over Exploited 

Dharta 

0826000603180600 

0.03 

0.02 

440.92 

0.02 

0.02 

0.04 

0.05 

0.71 

- 

0.0300 

- 

- 

0.010 

0.040 

0.040 

0.077 

0.004 

0.074 

0.242 

329.03 

Over Exploited 

Dhundiya 

0826000103069500 

0.05 

0.11 

233.96 

0.13 

0.03 

0.17 

0.05 

0.59 

- 

0.0300 

- 

- 

0.036 

0.066 

0.066 

0.231 

0.012 

0.219 

0.277 

126.45 

Over Exploited 

Dodiyon Ka Khera 

0826000603179400 

0.03 

0.05 

232.52 

0.06 

0.03 

0.09 

0.05 

0.62 

- 

0.0200 

- 

- 

0.027 

0.048 

0.048 

0.135 

0.007 

0.128 

0.150 

116.90 

Over Exploited 

Foujwadali 

0826000603187600 

0.03 

0.02 

286.69 

0.03 

- 

0.03 

0.04 

0.58 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.039 

0.002 

0.037 

0.077 

206.71 

Over Exploited 

Gadariya Was 

0829000803651700 

0.07 

0.07 

549.19 

0.08 

0.00 

0.09 

0.03 

0.31 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.101 

0.005 

0.096 

0.065 

68.12 

Safe 

Gadariyawas 

0826000603181400 

0.03 

0.03 

195.70 

0.03 

0.01 

0.04 

0.05 

0.67 

- 

0.0100 

- 

- 

0.011 

0.021 

0.021 

0.062 

0.003 

0.058 

0.056 

95.62 

Critical 


0826000603182000 

0.03 

0.03 

614.27 

0.04 

- 

0.04 

0.03 

0.32 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.046 

0.002 

0.043 

0.069 

158.99 

Over Exploited 


0826000603182400 

0.03 

0.05 

358.60 

0.06 

- 

0.06 

0.04 

0.44 

- 

- 

- 

- 

- 

- 

- 

0.064 

0.003 

0.060 

0.036 

60.24 

Safe 

Garhi 

0826000603187800 

0.03 

0.02 

147.31 

0.02 

0.00 

0.02 

0.05 

0.71 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.028 

0.001 

0.026 

0.019 

72.67 

Semi Critical 

Geelund 

0829000603634000 

0.06 

0.00 

1,344.42 

0.00 

- 

0.00 

0.01 

0.14 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.025 

0.001 

0.024 

0.136 

577.24 

Over Exploited 



0.05 

0.03 

496.01 

0.04 

0.01 

0.05 

0.04 

0.43 

- 

0.0500 

- 

- 

0.002 

0.052 

0.052 

0.100 

0.005 

0.095 

0.427 

450.24 

Over Exploited 

Ghaslon Ka Khera 

0829000603635400 

0.04 

0.04 

619.92 

0.05 

0.01 

0.07 

0.05 

0.55 

- 

0.0200 

0.0024 

0.0038 

0.006 

0.032 

0.032 

0.098 

0.005 

0.093 

0.147 

158.96 

Over Exploited 

Godariyawas 

0829000703639300 

0.06 

0.00 

44,808.80 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gokal Ji Ka Khera 

0826000603181800 

0.03 

0.06 

193.50 

0.07 

0.00 

0.07 

0.05 

0.70 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.078 

0.004 

0.074 

0.022 

29.54 

Safe 

Goojaron Ki Bhagal 

0829000603633700 

0.06 

0.03 

213.38 

0.03 

0.01 

0.04 

0.03 

0.31 

- 

- 

- 

- 

0.012 

0.012 

0.012 

0.055 

0.003 

0.052 

0.042 

79.54 

Semi Critical 



0.05 

0.02 

290.71 

0.02 

0.02 

0.04 

0.03 

0.28 

- 

- 

- 

- 

0.025 

0.025 

0.025 

0.065 

0.003 

0.062 

0.041 

66.75 

Safe 

Gopalpura 

0829000803653100 

0.05 

0.00 

3,366.29 

0.00 

0.00 

0.00 

0.01 

0.09 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.004 

0.000 

0.003 

0.026 

749.60 

Over Exploited 


0826000603182200 

0.03 

0.13 

191.73 

0.15 

- 

0.15 

0.05 

0.65 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.161 

0.008 

0.153 

0.060 

38.95 

Safe 

Goverdhanpura 

0829000603635200 

0.04 

0.03 

675.93 

0.03 

0.03 

0.06 

0.04 

0.44 

- 

0.0100 

- 

- 

0.044 

0.054 

0.054 

0.114 

0.006 

0.108 

0.116 

107.56 

Over Exploited 



0.04 

0.00 

4,131.20 

0.00 

0.00 

0.00 

0.01 

0.10 

- 

- 

0.0004 

0.0006 

0.002 

0.003 

0.003 

0.006 

0.000 

0.005 

0.025 

481.88 

Over Exploited 

Gumanpura 

0829000603630900 

0.03 

0.01 

1,211.60 

0.01 

0.00 

0.01 

0.02 

0.25 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.010 

0.000 

0.009 

0.046 

490.78 

Over Exploited 

Hamerpura 

0826000603182500 

0.03 

0.01 

738.69 

0.01 

- 

0.01 

0.03 

0.35 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.021 

0.001 

0.020 

0.122 

622.38 

Over Exploited 

Hariya-Kheri 

0829000703637600 

0.04 

0.15 

208.59 

0.18 

0.02 

0.20 

0.05 

0.56 

- 

0.0300 

- 

- 

0.009 

0.040 

0.040 

0.239 

0.012 

0.227 

0.291 

128.28 

Over Exploited 

Hathiyana 

0829000603630500 

0.03 

0.01 

1,943.20 

0.01 

0.01 

0.02 

0.01 

0.13 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.055 

0.003 

0.053 

0.290 

550.71 

Over Exploited 

Heenta 

0826000603181200 

0.03 

0.04 

740.89 

0.05 

0.05 

0.10 

0.05 

0.65 

- 

0.1400 

- 

- 

0.002 

0.142 

0.142 

0.246 

0.012 

0.234 

1.242 

530.75 

Over Exploited 

Heeraji Ka Khera 

0829000603635500 

0.04 

0.00 

11,323.56 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.006 

0.000 

0.006 

0.011 

182.11 

Over Exploited 



0.04 

0.07 

629.26 

0.08 

0.01 

0.10 

0.05 

0.52 

- 

0.0300 

0.0041 

0.0066 

0.002 

0.042 

0.042 

0.138 

0.007 

0.131 

0.252 

192.71 

Over Exploited 

Idra 

0829000703640100 

0.06 

0.19 

146.57 

0.23 

0.05 

0.27 

0.04 

0.44 

- 

0.0600 

- 

- 

0.038 

0.098 

0.098 

0.372 

0.019 

0.353 

0.527 

149.31 

Over Exploited 



0.04 

0.02 

754.62 

0.03 

0.02 

0.04 

0.02 

0.18 

- 

0.0200 

- 

- 

0.010 

0.030 

0.030 

0.075 

0.004 

0.071 

0.220 

309.55 

Over Exploited 

Intali 

0826000103069200 

0.05 

0.22 

269.38 

0.26 

0.01 

0.27 

0.03 

0.35 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.300 

0.015 

0.285 

0.343 

120.28 

Over Exploited 



0.05 

0.01 

1,317.39 

0.02 

- 

0.02 

0.01 

0.09 

- 

0.0100 

0.0049 

0.0059 

- 

0.021 

0.021 

0.038 

0.002 

0.037 

0.089 

243.23 

Over Exploited 



0.05 

0.01 

1,757.60 

0.01 

- 

0.01 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.021 

0.001 

0.020 

0.069 

351.40 

Over Exploited 

Jailai 

0826000603178700 

0.03 

0.00 

19,071.90 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jaipura 

0829000603630100 

0.03 

0.04 

375.02 

0.05 

0.00 

0.05 

0.04 

0.44 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.060 

0.003 

0.057 

0.096 

167.40 

Over Exploited 

Jal Kheri 

0829000703637700 

0.04 

0.17 

198.77 

0.21 

0.04 

0.24 

0.05 

0.55 

- 

0.0200 

- 

- 

0.040 

0.060 

0.060 

0.304 

0.015 

0.289 

0.243 

84.13 

Semi Critical 

Jawanpura 

0829000603631000 

0.03 

0.00 

1,619.15 

0.01 

0.00 

0.01 

0.02 

0.25 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.018 

0.001 

0.017 

0.099 

590.94 

Over Exploited 

Jawatra 

0826000603187900 

0.03 

0.01 

668.73 

0.01 

- 

0.01 

0.03 

0.35 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.020 

0.001 

0.019 

0.075 

397.84 

Over Exploited 

Jeewa Khera 

0829000603635900 

0.04 

0.00 

2,884.17 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

0.0008 

0.0012 

- 

0.002 

0.002 

0.005 

0.000 

0.005 

0.008 

155.95 

Over Exploited 

Jetpura 

0826000603181900 

0.03 

0.02 

346.53 

0.03 

- 

0.03 

0.03 

0.43 

- 

- 

- 

- 

- 

- 

- 

0.028 

0.001 

0.027 

0.037 

139.58 

Over Exploited 

Jodhana 

0826000103069000 

0.05 

0.02 

140.40 

0.03 

0.00 

0.03 

0.06 

0.59 

- 

0.0100 

- 

- 

0.002 

0.013 

0.013 

0.043 

0.002 

0.041 

0.050 

123.85 

Over Exploited 

Jorawar Pura 

0829000803651900 

0.07 

0.06 

313.72 

0.07 

0.01 

0.07 

0.05 

0.54 

- 

0.0100 

- 

- 

0.009 

0.019 

0.019 

0.092 

0.005 

0.087 

0.074 

84.91 

Semi Critical 

Kabeerji Ki Bhagal 

0829000603634300 

0.06 

0.00 

860,368.28 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.08 

143.38 

0.10 

0.00 

0.10 

0.05 

0.55 

- 

0.0200 

0.0018 

0.0022 

0.007 

0.031 

0.031 

0.136 

0.007 

0.129 

0.153 

118.65 

Over Exploited 

Kalwal 

0826000603180100 

0.03 

0.11 

169.54 

0.14 

0.03 

0.17 

0.05 

0.70 

- 

0.0200 

- 

- 

0.028 

0.048 

0.048 

0.214 

0.011 

0.203 

0.174 

85.67 

Semi Critical 

Kalyanpura 

0829000603633500 

0.06 

0.15 

77.85 

0.18 

0.01 

0.18 

0.05 

0.53 

- 

0.0100 

- 

- 

0.011 

0.021 

0.021 

0.204 

0.010 

0.194 

0.083 

42.67 

Safe 



0.05 

0.00 

1,643.12 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.008 

403.34 

Over Exploited 

Kanar Khera 

0829000603634500 

0.06 

0.00 

3,920.15 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.006 

1,474.47 

Over Exploited 

Kareempura 

0829000703637000 

0.06 

0.05 

325.66 

0.05 

0.01 

0.06 

0.05 

0.54 

0.01 

0.0300 

- 

- 

- 

0.030 

0.035 

0.099 

0.005 

0.094 

0.168 

177.95 

Over Exploited 

Karjali 

0829000603635100 

0.04 

0.10 

739.62 

0.12 

0.08 

0.19 

0.03 

0.36 

- 

0.0700 

- 

- 

0.084 

0.154 

0.154 

0.346 

0.017 

0.329 

0.614 

186.69 

Over Exploited 



0.03 

0.00 

9,727.00 

0.00 

- 

0.00 

0.00 

0.04 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.011 

0.072 

674.18 

Over Exploited 



0.04 

0.02 

1,964.41 

0.02 

0.02 

0.04 

0.01 

0.15 

- 

0.0300 

0.0047 

0.0057 

0.010 

0.050 

0.050 

0.088 

0.004 

0.084 

0.269 

320.92 

Over Exploited 

Kasya Kalan 

0829000803651300 

0.07 

0.13 

139.74 

0.16 

0.01 

0.18 

0.05 

0.62 

- 

0.0200 

- 

- 

0.005 

0.026 

0.026 

0.201 

0.010 

0.191 

0.235 

123.11 

Over Exploited 

Kasya Khurd 

0829000803651400 

0.07 

0.11 

217.61 

0.13 

0.00 

0.13 

0.05 

0.56 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.147 

0.007 

0.139 

0.144 

102.94 

Over Exploited 

Kedariya 

0826000603179200 

0.03 

0.05 

197.49 

0.07 

- 

0.07 

0.05 

0.62 

- 

- 

- 

- 

- 

- 

- 

0.066 

0.003 

0.062 

0.030 

48.09 

Safe 

Keekawas 

0826000603172700 

0.03 

0.00 

4,978.57 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

5,932.19 

Over Exploited 



0.03 

0.02 

496.06 

0.02 

- 

0.02 

0.02 

0.25 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.032 

0.002 

0.030 

0.115 

378.18 

Over Exploited 

Kesharpura 

0829000803652300 

0.05 

0.00 

1,530.82 

0.01 

0.00 

0.01 

0.02 

0.20 

0.00 

- 

- 

- 

0.003 

0.003 

0.004 

0.012 

0.001 

0.011 

0.031 

275.61 

Over Exploited 



0.07 

0.02 

809.40 

0.02 

- 

0.02 

0.03 

0.33 

0.00 

- 

- 

- 

- 

- 

0.002 

0.023 

0.001 

0.022 

0.041 

187.54 

Over Exploited 

Khadoda 

0826000603173000 

0.03 

0.17 

215.40 

0.21 

0.01 

0.22 

0.06 

0.59 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.236 

0.012 

0.224 

0.213 

95.09 

Critical 



0.03 

0.00 

304,247.41 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kharsan 

0826000603173800 

0.03 

0.01 

472.16 

0.02 

- 

0.02 

0.02 

0.21 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.025 

0.001 

0.024 

0.066 

273.66 

Over Exploited 

Kherli 

0826000603173500 

0.03 

0.07 

171.93 

0.08 

- 

0.08 

0.05 

0.60 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.091 

0.005 

0.086 

0.053 

61.34 

Safe 

Kheroda 

0826000603173700 

0.03 

0.24 

194.03 

0.29 

0.01 

0.30 

0.05 

0.53 

- 

0.1300 

- 

- 

- 

0.130 

0.130 

0.431 

0.022 

0.409 

1.171 

286.11 

Over Exploited 

Kheta-Khera 

0829000703640200 

0.06 

0.04 

97.24 

0.05 

- 

0.05 

0.05 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.059 

0.003 

0.056 

0.078 

138.42 

Over Exploited 

Khimawaton Ka Khera 

0826000603180700 

0.03 

0.04 

163.05 

0.04 

0.01 

0.05 

0.05 

0.69 

- 

- 

- 

- 

0.014 

0.014 

0.014 

0.068 

0.003 

0.064 

0.033 

51.96 

Safe 

Khokhariya Kheri 

0829000803652500 

0.05 

0.02 

1,420.48 

0.03 

0.00 

0.03 

0.02 

0.21 

0.00 

0.0200 

- 

- 

0.007 

0.027 

0.029 

0.060 

0.003 

0.057 

0.146 

257.31 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 







Non-command 

Gneisses(B.G.C) 

3.471 

8.90 

0.015 

0.04 

0.00 

0.00 

0.00 

0.05 

0.45 

0.55 

0.15 

0.013 

0.29 

0.23 


Khumanpura 

0826000603178400 

0.706 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.007 

3.60 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Kiron Ka Khera 

0829000603635700 

2.138 

Fresh 

Badgaon 

Command 

Phyllite & Schist 

0.394 

8.56 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.05 

0.001 

0.09 

0.09 


Kishorji Ka Khera 

0829000703639900 

3.819 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.819 

4.09 

0.012 

0.02 

0.00 

0.00 

0.00 

0.04 

0.16 

0.17 

0.07 

0.014 

0.56 

0.53 


Kiya Khera 

0826000603179800 

2.123 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.123 

4.27 

0.015 

0.03 

0.00 

0.00 

0.00 

0.06 

0.11 

0.11 

0.13 

0.003 

0.58 

0.57 


Koonthana 

0829000803652100 

5.600 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.600 

8.73 

0.015 

0.09 

0.00 

0.00 

0.00 

0.01 

0.82 

0.97 

0.34 

0.021 

0.48 

0.41 


Kumhar Khera 

0829000703637100 

5.242 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.242 

7.52 

0.012 

0.09 

0.01 

0.00 

0.00 

0.00 

0.53 

0.63 

0.34 

0.019 

0.48 

0.41 


Lalpura 

0826000603181700 

2.012 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.988 

4.06 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.14 

0.08 

0.003 

0.63 

0.61 


Laxmi Pura 

0829000703640400 

1.263 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.704 

3.52 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.08 

0.003 

0.38 

0.35 


Leswa 

0829000803651200 

3.495 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.836 

6.44 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.06 

0.003 

0.14 

0.15 


Lohana 

0829000803652200 

4.617 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.598 

8.60 

0.012 

0.10 

0.01 

0.00 

0.00 

0.01 

0.44 

0.53 

0.40 

0.014 

0.37 

0.31 







Non-command 

Gneisses(B.G.C) 

1.018 

8.60 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.18 

0.09 

0.004 

0.11 

0.09 


Lohariya 

0829000803652000 

2.861 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.861 

8.46 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.39 

0.46 

0.15 

0.011 

0.48 

0.40 


Lothiyana 

0829000703637400 

7.693 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.470 

7.35 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.03 

0.002 

0.03 

0.02 







Non-command 

Gneisses(B.G.C) 

7.223 

7.35 

0.012 

0.11 

0.02 

0.00 

0.00 

0.03 

0.67 

0.82 

0.42 

0.026 

0.45 

0.37 


Mangalwar 

0829000703639400 

16.716 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

13.568 

4.42 

0.012 

0.20 

0.03 

0.00 

0.00 

0.06 

0.80 

0.92 

0.73 

0.049 

0.45 

0.39 


Menar 

0826000603173600 

22.461 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

22.461 

4.20 

0.015 

0.35 

0.05 

0.00 

0.00 

0.13 

1.59 

1.15 

1.35 

0.032 

0.54 

0.75 


Menpuriya 

0826000603173200 

13.207 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

13.207 

4.70 

0.015 

0.05 

0.01 

0.00 

0.00 

0.16 

0.81 

0.64 

0.16 

0.019 

0.54 

0.69 


Mogji Ka Khera 

0826000603179300 

1.828 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.828 

4.48 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.10 

0.02 

0.003 

0.56 

0.66 


Mohammad Ganj 

0829000703636900 

0.973 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.388 

7.15 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.001 

0.19 

0.17 







Non-command 

Gneisses(B.G.C) 

0.585 

7.15 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.02 

0.002 

0.29 

0.25 


Mokham Pura 

0829000803651500 

1.944 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.424 

7.42 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.04 

0.002 

0.12 

0.12 


Mokhampura 

0829000803653000 

1.833 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.472 

8.53 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.19 

0.04 

0.006 

0.38 

0.31 







Non-command 

Gneisses(B.G.C) 

0.010 

8.53 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Moonch Ki Bhagal 

0829000603633400 

0.871 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.602 

5.65 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.02 

0.002 

0.37 

0.48 







Non-command 

Gneisses(B.G.C) 

0.269 

5.65 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.17 

0.21 


Morjai 

0826000603170500 

3.343 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.342 

3.65 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.17 

0.12 

0.20 

0.003 

0.37 

0.51 






Vallabhnagar 

Command 

Gneisses(B.G.C) 

0.251 

3.65 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.000 

0.04 

0.05 


Morwan 

0829000703639100 

9.925 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.654 

6.60 

0.012 

0.04 

0.01 

0.00 

0.00 

0.01 

0.22 

0.26 

0.15 

0.009 

0.13 

0.11 


Murliya 

0829000803648900 

5.088 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.012 

5.17 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nandoli 

0829000603633900 

4.370 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.370 

4.99 

0.012 

0.07 

0.01 

0.00 

0.00 

0.00 

0.31 

0.29 

0.24 

0.015 

0.52 

0.56 


Nandoli Khurd 

0826000103069400 

1.454 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.454 

5.22 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.17 

0.14 

0.07 

0.007 

0.53 

0.62 


Nangawali 

0829000703637900 

16.052 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.286 

5.28 

0.012 

0.04 

0.01 

0.00 

0.00 

0.01 

0.28 

0.34 

0.14 

0.015 

0.13 

0.11 







Non-command 

Gneisses(B.G.C) 

11.766 

5.28 

0.012 

0.11 

0.01 

0.00 

0.00 

0.11 

0.71 

0.86 

0.39 

0.042 

0.35 

0.29 


Napaniya 

0829000803652600 

3.431 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.373 

8.58 

0.012 

0.05 

0.00 

0.00 

0.00 

0.00 

0.18 

0.23 

0.20 

0.005 

0.19 

0.15 







Non-command 

Gneisses(B.G.C) 

2.058 

8.58 

0.015 

0.06 

0.00 

0.00 

0.00 

0.00 

0.33 

0.40 

0.22 

0.008 

0.29 

0.23 


Narayan Pura 

0826000603179700 

12.864 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

12.864 

3.91 

0.015 

0.10 

0.01 

0.00 

0.00 

0.06 

0.79 

0.81 

0.37 

0.018 

0.53 

0.52 


Narji Ki Bhagal 

0829000603633300 

1.635 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.661 

5.60 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.08 

0.002 

0.22 

0.28 







Non-command 

Gneisses(B.G.C) 

0.316 

5.60 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.001 

0.10 

0.13 






Badgaon 

Command 

Phyllite & Schist 

0.621 

5.60 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.08 

0.002 

0.20 

0.26 







Command 

Gneisses(B.G.C) 

0.008 

5.60 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nathi Ka Khera 

0829000603636600 

4.244 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.244 

8.11 

0.012 

0.06 

0.01 

0.00 

0.00 

0.01 

0.43 

0.44 

0.24 

0.015 

0.53 

0.52 


Nawa Khera 

0829000703638100 

1.314 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.184 

8.11 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.07 

0.05 


Nawalpura 

0829000603634200 

1.619 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.276 

5.81 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.05 

0.004 

0.40 

0.40 







Non-command 

Gneisses(B.G.C) 

0.321 

5.81 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.10 

0.10 






Badgaon 

Command 

Phyllite & Schist 

0.022 

5.81 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Nawaniya 

0826000603172600 

20.242 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.453 

3.26 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.43 

0.29 

0.31 

0.011 

0.20 

0.30 


Negadiya 

0829000703639800 

4.695 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.695 

4.34 

0.012 

0.12 

0.02 

0.00 

0.00 

0.02 

0.31 

0.29 

0.46 

0.017 

0.54 

0.57 


Netawala 

0826000603170700 

3.376 

Fresh 

Vallabhnagar 

Command 

Gneisses(B.G.C) 

2.599 

3.88 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.18 

0.13 

0.13 

0.004 

0.41 

0.58 


Pal-Kheri 

0829000703639000 

1.884 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.387 

6.94 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.16 

0.07 

0.005 

0.35 

0.29 







Non-command 

Gneisses(B.G.C) 

0.346 

6.94 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.001 

0.09 

0.07 


Patiya 

0826000603178800 

5.735 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.521 

4.06 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.12 

0.02 

0.004 

0.24 

0.33 


Peepal Kheri 

0829000603636300 

2.266 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.360 

9.56 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.02 

0.001 

0.08 

0.08 






Badgaon 

Command 

Phyllite & Schist 

0.759 

9.56 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.06 

0.003 

0.18 

0.17 


Pemakhera 

0829000603633100 

2.468 

Fresh 

Badgaon 

Command 

Phyllite & Schist 

0.009 

4.09 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Pitamber Puriya 

0829000603635000 

1.299 

Fresh 

Badgaon 

Command 

Phyllite & Schist 

0.516 

5.42 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.09 

0.002 

0.21 

0.22 


Pratappura 

0826000603181100 

5.713 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.713 

4.32 

0.015 

0.00 

0.00 

0.00 

0.00 

0.05 

0.32 

0.31 

0.00 

0.008 

0.59 

0.62 


Purshottam Pura 

0826000603180400 

1.003 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.003 

3.62 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.04 

0.001 

0.67 

0.61 


Raither 

0826000603170600 

3.705 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.001 

3.90 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Vallabhnagar 

Command 

Gneisses(B.G.C) 

3.452 

3.90 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.23 

0.17 

0.10 

0.005 

0.50 

0.68 


Rakampura 

0829000803652800 

1.739 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.243 

8.46 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.03 

0.001 

0.07 

0.05 







Non-command 

Gneisses(B.G.C) 

1.496 

8.46 

0.015 

0.04 

0.00 

0.00 

0.00 

0.01 

0.22 

0.27 

0.16 

0.006 

0.41 

0.33 


Rama Khera 

0829000703638200 

2.415 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.064 

8.09 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Rama Ki Bhagal 

0826000603181000 

2.330 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.330 

3.77 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.14 

0.00 

0.003 

0.60 

0.59 


Ramthali 

0829000603630300 

5.779 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.414 

5.53 

0.012 

0.08 

0.01 

0.00 

0.00 

0.00 

0.28 

0.24 

0.32 

0.012 

0.35 

0.41 


Ranwon Ka Khera 

0829000603635600 

2.325 

Fresh 

Badgaon 

Command 

Phyllite & Schist 

0.895 

8.00 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.04 

0.003 

0.20 

0.18 


Rawatpura 

0829000703639500 

1.804 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.758 

3.69 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.11 

0.06 

0.006 

0.50 

0.43 







Non-command 

Gneisses(B.G.C) 

0.046 

3.69 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.07 

0.07 

692.48 

0.08 

0.05 

0.14 

0.03 

0.32 

0.01 

0.0200 

- 

- 

0.082 

0.102 

0.110 

0.248 

0.012 

0.235 

0.167 

71.05 

Semi Critical 

Khumanpura 

0826000603178400 

0.03 

0.00 

23,099.53 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kiron Ka Khera 

0829000603635700 

0.04 

0.00 

3,694.28 

0.00 

- 

0.00 

0.01 

0.10 

- 

0.0100 

0.0004 

0.0006 

- 

0.011 

0.011 

0.013 

0.001 

0.012 

0.046 

382.79 

Over Exploited 

Kishorji Ka Khera 

0829000703639900 

0.04 

0.09 

78.92 

0.11 

0.04 

0.15 

0.05 

0.61 

- 

0.0100 

- 

- 

0.056 

0.066 

0.066 

0.217 

0.011 

0.207 

0.080 

38.57 

Safe 

Kiya Khera 

0826000603179800 

0.03 

0.04 

158.81 

0.05 

0.06 

0.11 

0.05 

0.63 

- 

0.0100 

- 

- 

0.086 

0.096 

0.096 

0.204 

0.010 

0.194 

0.131 

67.45 

Safe 

Koonthana 

0829000803652100 

0.07 

0.19 

408.77 

0.23 

0.01 

0.24 

0.05 

0.54 

0.02 

0.0400 

- 

- 

0.011 

0.051 

0.072 

0.307 

0.015 

0.292 

0.362 

124.03 

Over Exploited 

Kumhar Khera 

0829000703637100 

0.06 

0.15 

313.41 

0.18 

0.01 

0.20 

0.05 

0.54 

0.02 

0.0600 

- 

- 

0.004 

0.064 

0.081 

0.276 

0.014 

0.263 

0.354 

134.72 

Over Exploited 

Lalpura 

0826000603181700 

0.03 

0.04 

232.15 

0.05 

- 

0.05 

0.05 

0.68 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.062 

0.003 

0.059 

0.086 

145.27 

Over Exploited 

Laxmi Pura 

0829000703640400 

0.04 

0.01 

347.06 

0.01 

- 

0.01 

0.03 

0.41 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.024 

0.001 

0.023 

0.084 

360.09 

Over Exploited 

Leswa 

0829000803651200 

0.07 

0.01 

1,018.42 

0.01 

0.00 

0.01 

0.01 

0.15 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.020 

0.001 

0.019 

0.067 

360.89 

Over Exploited 

Lohana 

0829000803652200 

0.05 

0.07 

690.38 

0.08 

0.02 

0.10 

0.04 

0.42 

0.01 

0.0400 

- 

- 

0.014 

0.054 

0.062 

0.162 

0.008 

0.154 

0.410 

266.01 

Over Exploited 



0.07 

0.01 

2,344.24 

0.01 

- 

0.01 

0.01 

0.12 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.020 

0.001 

0.019 

0.092 

486.39 

Over Exploited 

Lohariya 

0829000803652000 

0.07 

0.10 

380.65 

0.12 

0.01 

0.13 

0.05 

0.54 

0.01 

0.0200 

- 

- 

0.007 

0.027 

0.037 

0.168 

0.008 

0.159 

0.160 

100.31 

Over Exploited 

Lothiyana 

0829000703637400 

0.06 

0.00 

7,058.49 

0.00 

0.00 

0.00 

0.00 

0.03 

0.00 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.015 

0.001 

0.014 

0.030 

207.43 

Over Exploited 



0.04 

0.14 

471.59 

0.17 

0.05 

0.22 

0.05 

0.50 

0.02 

0.0800 

- 

- 

0.042 

0.122 

0.139 

0.360 

0.018 

0.342 

0.441 

129.02 

Over Exploited 

Mangalwar 

0829000703639400 

0.06 

0.37 

149.29 

0.44 

0.09 

0.54 

0.04 

0.50 

- 

0.0800 

- 

- 

0.094 

0.175 

0.175 

0.710 

0.035 

0.674 

0.779 

115.49 

Over Exploited 

Menar 

0826000603173600 

0.03 

0.43 

168.92 

0.51 

0.18 

0.69 

0.05 

0.60 

- 

0.1500 

- 

- 

0.194 

0.344 

0.344 

1.035 

0.052 

0.983 

1.386 

140.99 

Over Exploited 

Menpuriya 

0826000603173200 

0.03 

0.25 

155.74 

0.30 

0.17 

0.47 

0.06 

0.59 

- 

0.0200 

- 

- 

0.241 

0.261 

0.261 

0.730 

0.037 

0.694 

0.181 

26.08 

Safe 

Mogji Ka Khera 

0826000603179300 

0.03 

0.04 

191.42 

0.04 

- 

0.04 

0.05 

0.62 

- 

- 

- 

- 

- 

- 

- 

0.043 

0.002 

0.041 

0.018 

42.97 

Safe 

Mohammad Ganj 

0829000703636900 

0.06 

0.00 

670.63 

0.01 

0.00 

0.01 

0.02 

0.22 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.011 

0.001 

0.010 

0.014 

138.66 

Over Exploited 



0.04 

0.01 

795.97 

0.01 

0.00 

0.01 

0.03 

0.32 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.009 

0.000 

0.009 

0.023 

257.13 

Over Exploited 

Mokham Pura 

0829000803651500 

0.07 

0.00 

1,454.62 

0.00 

0.00 

0.01 

0.01 

0.13 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.008 

0.000 

0.008 

0.039 

498.26 

Over Exploited 

Mokhampura 

0829000803653000 

0.05 

0.03 

574.91 

0.03 

0.00 

0.03 

0.04 

0.43 

0.00 

- 

- 

- 

0.001 

0.001 

0.004 

0.038 

0.002 

0.036 

0.042 

115.50 

Over Exploited 



0.07 

0.00 

91,386.84 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Moonch Ki Bhagal 

0829000603633400 

0.06 

0.01 

176.48 

0.02 

- 

0.02 

0.04 

0.41 

- 

- 

- 

- 

- 

- 

- 

0.016 

0.001 

0.016 

0.020 

128.15 

Over Exploited 



0.05 

0.00 

507.89 

0.00 

- 

0.00 

0.02 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.007 

272.78 

Over Exploited 

Morjai 

0826000603170500 

0.03 

0.03 

303.64 

0.04 

0.01 

0.05 

0.04 

0.42 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.067 

0.003 

0.064 

0.201 

316.98 

Over Exploited 



0.03 

0.00 

4,849.67 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.022 

5,547.49 

Over Exploited 

Morwan 

0829000703639100 

0.06 

0.02 

1,172.43 

0.02 

0.02 

0.05 

0.01 

0.14 

0.00 

0.0200 

- 

- 

0.020 

0.040 

0.042 

0.090 

0.005 

0.086 

0.163 

190.37 

Over Exploited 

Murliya 

0829000803648900 

0.07 

0.00 

54,084.50 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nandoli 

0829000603633900 

0.05 

0.11 

150.91 

0.14 

0.01 

0.15 

0.05 

0.58 

- 

0.0300 

- 

- 

0.004 

0.034 

0.034 

0.183 

0.009 

0.174 

0.259 

148.92 

Over Exploited 

Nandoli Khurd 

0826000103069400 

0.05 

0.04 

266.53 

0.05 

0.01 

0.05 

0.05 

0.59 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.070 

0.003 

0.066 

0.078 

117.68 

Over Exploited 

Nangawali 

0829000703637900 

0.06 

0.03 

930.37 

0.04 

0.02 

0.06 

0.01 

0.14 

0.00 

0.0200 

- 

- 

0.011 

0.031 

0.035 

0.092 

0.005 

0.087 

0.155 

177.91 

Over Exploited 



0.04 

0.19 

362.32 

0.22 

0.12 

0.34 

0.04 

0.39 

0.02 

0.0400 

- 

- 

0.159 

0.199 

0.219 

0.558 

0.028 

0.530 

0.434 

81.95 

Semi Critical 

Napaniya 

0829000803652600 

0.05 

0.01 

1,636.69 

0.02 

0.00 

0.02 

0.02 

0.21 

0.00 

0.0200 

- 

- 

0.002 

0.022 

0.023 

0.040 

0.002 

0.038 

0.205 

535.51 

Over Exploited 



0.07 

0.04 

873.84 

0.05 

- 

0.05 

0.03 

0.32 

0.00 

0.0200 

- 

- 

- 

0.020 

0.025 

0.074 

0.004 

0.070 

0.230 

326.87 

Over Exploited 

Narayan Pura 

0826000603179700 

0.03 

0.24 

237.45 

0.29 

0.07 

0.36 

0.05 

0.59 

- 

0.0400 

- 

- 

0.088 

0.128 

0.128 

0.484 

0.024 

0.460 

0.390 

84.89 

Semi Critical 

Narji Ki Bhagal 

0829000603633300 

0.06 

0.01 

450.40 

0.01 

- 

0.01 

0.02 

0.24 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.021 

0.001 

0.020 

0.086 

441.61 

Over Exploited 



0.05 

0.00 

1,344.27 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.043 

2,321.52 

Over Exploited 



0.06 

0.01 

498.38 

0.01 

- 

0.01 

0.02 

0.22 

- 

0.0100 

0.0004 

0.0005 

- 

0.011 

0.011 

0.020 

0.001 

0.019 

0.080 

416.84 

Over Exploited 



0.05 

0.00 

35,759.77 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nathi Ka Khera 

0829000603636600 

0.03 

0.07 

555.00 

0.08 

0.02 

0.10 

0.05 

0.58 

- 

0.0300 

- 

- 

0.021 

0.051 

0.051 

0.156 

0.008 

0.148 

0.255 

171.97 

Over Exploited 

Nawa Khera 

0829000703638100 

0.06 

0.00 

2,766.33 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Nawalpura 

0829000603634200 

0.06 

0.03 

199.02 

0.04 

- 

0.04 

0.04 

0.44 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.048 

0.002 

0.046 

0.052 

114.48 

Over Exploited 



0.05 

0.00 

1,212.15 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.013 

706.76 

Over Exploited 



0.06 

0.00 

16,061.19 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nawaniya 

0826000603172600 

0.03 

0.05 

448.59 

0.06 

0.01 

0.07 

0.02 

0.22 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.103 

0.005 

0.097 

0.319 

327.13 

Over Exploited 

Negadiya 

0829000703639800 

0.04 

0.11 

160.75 

0.13 

0.04 

0.18 

0.05 

0.59 

- 

0.0500 

- 

- 

0.033 

0.083 

0.083 

0.259 

0.013 

0.246 

0.477 

194.00 

Over Exploited 

Netawala 

0826000603170700 

0.03 

0.04 

242.64 

0.05 

- 

0.05 

0.04 

0.46 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.055 

0.003 

0.052 

0.130 

247.62 

Over Exploited 

Pal-Kheri 

0829000703639000 

0.06 

0.03 

431.90 

0.04 

0.00 

0.04 

0.04 

0.39 

0.00 

0.0100 

- 

- 

0.005 

0.016 

0.019 

0.058 

0.003 

0.055 

0.075 

136.90 

Over Exploited 



0.04 

0.00 

2,412.89 

0.00 

- 

0.00 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.018 

1,080.27 

Over Exploited 

Patiya 

0826000603178800 

0.03 

0.02 

467.65 

0.03 

- 

0.03 

0.02 

0.27 

- 

- 

- 

- 

- 

- 

- 

0.026 

0.001 

0.024 

0.022 

88.48 

Semi Critical 

Peepal Kheri 

0829000603636300 

0.04 

0.00 

4,487.13 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.025 

1,975.45 

Over Exploited 



0.04 

0.00 

1,849.42 

0.01 

- 

0.01 

0.02 

0.19 

- 

0.0100 

0.0005 

0.0006 

- 

0.011 

0.011 

0.017 

0.001 

0.016 

0.058 

355.56 

Over Exploited 

Pemakhera 

0829000603633100 

0.06 

0.00 

25,888.81 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pitamber Puriya 

0829000603635000 

0.06 

0.01 

635.30 

0.01 

0.00 

0.01 

0.02 

0.23 

- 

0.0100 

0.0005 

0.0009 

0.003 

0.014 

0.014 

0.024 

0.001 

0.023 

0.092 

407.60 

Over Exploited 

Pratappura 

0826000603181100 

0.03 

0.12 

162.78 

0.14 

0.05 

0.19 

0.05 

0.64 

- 

- 

- 

- 

0.069 

0.069 

0.069 

0.255 

0.013 

0.242 

0.008 

3.37 

Safe 

Purshottam Pura 

0826000603180400 

0.03 

0.02 

177.70 

0.03 

0.00 

0.03 

0.05 

0.73 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.040 

0.002 

0.038 

0.041 

109.46 

Over Exploited 

Raither 

0826000603170600 

0.03 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.06 

182.95 

0.07 

- 

0.07 

0.05 

0.55 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.082 

0.004 

0.078 

0.109 

139.39 

Over Exploited 

Rakampura 

0829000803652800 

0.05 

0.00 

5,044.55 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.030 

2,978.06 

Over Exploited 



0.07 

0.04 

524.05 

0.05 

0.01 

0.06 

0.05 

0.46 

0.00 

0.0200 

- 

- 

0.019 

0.039 

0.044 

0.108 

0.005 

0.103 

0.162 

157.36 

Over Exploited 

Rama Khera 

0829000703638200 

0.06 

0.00 

15,031.10 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rama Ki Bhagal 

0826000603181000 

0.03 

0.05 

175.73 

0.06 

0.00 

0.06 

0.05 

0.66 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.060 

0.003 

0.057 

0.003 

5.89 

Safe 

Ramthali 

0829000603630300 

0.03 

0.04 

572.50 

0.04 

0.01 

0.06 

0.03 

0.38 

- 

0.0400 

- 

- 

0.006 

0.046 

0.046 

0.103 

0.005 

0.098 

0.329 

336.26 

Over Exploited 

Ranwon Ka Khera 

0829000603635600 

0.04 

0.01 

1,438.76 

0.01 

- 

0.01 

0.02 

0.21 

- 

- 

0.0009 

0.0015 

- 

0.002 

0.002 

0.010 

0.001 

0.010 

0.039 

403.88 

Over Exploited 

Rawatpura 

0829000703639500 

0.06 

0.05 

103.26 

0.06 

0.00 

0.07 

0.05 

0.55 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.080 

0.004 

0.076 

0.061 

80.34 

Semi Critical 



0.04 

0.00 

8,242.37 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Rayapuriya Kalan 

082900060363460C 

8.590 

Fresh 

Badgaon 

Command 

Phyllite & Schist 

0.042 

4.81 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rodji Ka Khera 

0829000703639600 

3.037 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.159 

3.52 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.03 

0.02 







Non-command 

Gneisses(B.G.C) 

2.878 

3.52 

0.012 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.17 

0.11 

0.010 

0.49 

0.43 


Royda 

0826000103069100 

1.078 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.078 

5.18 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.10 

0.06 

0.005 

0.54 

0.71 


Rughnathpura 

0829000603631100 

2.420 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.228 

9.05 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.13 

0.05 

0.004 

0.28 

0.29 


Rundera 

0826000603172800 

26.364 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

11.022 

5.19 

0.015 

0.09 

0.01 

0.00 

0.00 

0.00 

0.94 

0.68 

0.34 

0.016 

0.22 

0.31 






Vallabhnagar 

Command 

Gneisses(B.G.C) 

15.283 

5.19 

0.015 

0.13 

0.02 

0.00 

0.00 

0.00 

1.30 

0.94 

0.47 

0.022 

0.31 

0.43 


Salera 

0826000603180300 

11.243 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.474 

3.55 

0.015 

0.12 

0.02 

0.00 

0.00 

0.00 

0.55 

0.61 

0.45 

0.012 

0.51 

0.46 


Sameliya 

0829000703637500 

3.445 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.459 

6.96 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.05 

0.002 

0.06 

0.05 







Non-command 

Gneisses(B.G.C) 

2.986 

6.96 

0.012 

0.07 

0.01 

0.00 

0.00 

0.00 

0.30 

0.35 

0.27 

0.011 

0.42 

0.36 


Sangariya 

0829000703637800 

3.462 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.462 

4.16 

0.012 

0.07 

0.01 

0.00 

0.00 

0.01 

0.22 

0.26 

0.27 

0.012 

0.49 

0.41 


Sangesara 

0829000703637300 

6.732 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.996 

7.54 

0.012 

0.10 

0.01 

0.00 

0.00 

0.01 

0.51 

0.62 

0.39 

0.018 

0.35 

0.29 







Non-command 

Gneisses(B.G.C) 

1.736 

7.54 

0.012 

0.04 

0.00 

0.00 

0.00 

0.01 

0.18 

0.22 

0.13 

0.006 

0.12 

0.10 


Sarangpura (Bhinder) 

0826000603188000 

0.985 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.079 

3.41 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.05 

0.05 


Sataliyawas 

0829000703636800 

2.442 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.087 

6.12 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.02 

0.02 







Non-command 

Gneisses(B.G.C) 

2.355 

6.12 

0.012 

0.06 

0.01 

0.00 

0.00 

0.01 

0.21 

0.22 

0.22 

0.008 

0.48 

0.46 


Shaktawaton Ka Khera 

0826000603181500 

0.964 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.964 

4.13 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.01 

0.001 

0.62 

0.62 


Shopura 

0826000603172900 

5.328 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.701 

5.06 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.29 

0.21 

0.05 

0.005 

0.37 

0.51 






Vallabhnagar 

Command 

Gneisses(B.G.C) 

1.627 

5.06 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.10 

0.03 

0.002 

0.16 

0.22 


Sonigaroh Ka Khera 

0826000603187400 

3.612 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.612 

3.29 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.20 

0.04 

0.005 

0.66 

0.62 


Sunderpura 

0826000603181300 

2.985 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.985 

4.28 

0.015 

0.01 

0.00 

0.00 

0.00 

0.03 

0.17 

0.15 

0.03 

0.004 

0.58 

0.65 


Surajpura 

0829000803653200 

1.314 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.233 

8.51 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.001 

0.08 

0.07 


Suratpura 

0829000603634900 

2.270 

Fresh 

Badgaon 

Command 

Phyllite & Schist 

2.085 

6.18 

0.012 

0.03 

0.00 

0.00 

0.00 

0.00 

0.18 

0.18 

0.09 

0.007 

0.47 

0.46 



0826000603181600 

1.314 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.314 

4.17 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.11 

0.06 

0.002 

0.63 

0.61 


Surkhand 

0829000803651800 

4.167 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.167 

7.56 

0.015 

0.05 

0.01 

0.00 

0.00 

0.01 

0.51 

0.56 

0.19 

0.016 

0.50 

0.45 


Surpuri 

0829000603629900 

2.439 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.355 

5.34 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.001 

0.09 

0.11 


Tana 

0829000603634100 

14.710 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.553 

5.64 

0.012 

0.22 

0.01 

0.00 

0.00 

0.00 

0.51 

0.43 

0.84 

0.015 

0.16 

0.19 







Non-command 

Gneisses(B.G.C) 

1.382 

5.64 

0.012 

0.07 

0.00 

0.00 

0.00 

0.00 

0.16 

0.14 

0.26 

0.005 

0.05 

0.06 






Badgaon 

Command 

Phyllite & Schist 

6.700 

5.64 

0.012 

0.32 

0.02 

0.00 

0.00 

0.00 

0.73 

0.63 

1.24 

0.023 

0.24 

0.28 


Tarawat 

0826000603170800 

14.439 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.328 

3.69 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.000 

0.01 

0.02 






Vallabhnagar 

Command 

Gneisses(B.G.C) 

0.714 

3.69 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.001 

0.03 

0.04 


Teja Khera 

0829000603636500 

2.947 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.947 

8.36 

0.012 

0.01 

0.00 

0.00 

0.00 

0.01 

0.29 

0.28 

0.04 

0.010 

0.55 

0.57 


Telan Kheri 

0826000603180000 

7.000 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

3.64 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

7.000 

3.64 

0.015 

0.02 

0.00 

0.00 

0.00 

0.02 

0.38 

0.41 

0.09 

0.010 

0.61 

0.56 


Theparion Ka Khera 

0829000603636000 

1.355 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.008 

9.90 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Badgaon 

Command 

Phyllite & Schist 

1.347 

9.90 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.19 

0.09 

0.005 

0.51 

0.47 


Titarda 

0829000703639700 

4.726 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.726 

3.53 

0.012 

0.05 

0.01 

0.00 

0.00 

0.00 

0.23 

0.26 

0.16 

0.017 

0.50 

0.44 


Uchnar Kalan 

0829000603636700 

2.176 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.176 

7.87 

0.012 

0.07 

0.01 

0.00 

0.00 

0.01 

0.25 

0.24 

0.28 

0.008 

0.54 

0.56 


Uchnar Khurd 

0829000603630800 

7.881 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.475 

6.36 

0.012 

0.05 

0.01 

0.00 

0.00 

0.00 

0.22 

0.20 

0.19 

0.009 

0.18 

0.20 


Udakhera 

0826000103068800 

2.523 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.257 

4.06 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.05 

0.07 






Badgaon 

Command 

Phyllite & Schist 

0.002 

4.06 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Gneisses(B.G.C) 

1.298 

4.06 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.08 

0.006 

0.28 

0.37 


Umand 

0829000603636400 

6.214 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.957 

9.57 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.13 

0.09 

0.003 

0.08 

0.08 







Non-command 

Gneisses(B.G.C) 

2.042 

9.57 

0.012 

0.05 

0.00 

0.00 

0.00 

0.00 

0.27 

0.27 

0.20 

0.007 

0.18 

0.18 


Ummedpura 

0829000803652400 

3.184 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.001 

9.65 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

3.183 

9.65 

0.015 

0.02 

0.00 

0.00 

0.00 

0.06 

0.42 

0.51 

0.08 

0.012 

0.48 

0.39 



0826000603187500 

1.624 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.651 

3.38 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.04 

0.001 

0.27 

0.25 


Undayala 

0829000603630200 

1.454 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.506 

5.38 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.10 

0.002 

0.21 

0.26 


Vana 

0826000603173400 

7.401 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.401 

4.50 

0.015 

0.11 

0.02 

0.00 

0.00 

0.01 

0.58 

0.46 

0.42 

0.011 

0.55 

0.70 


Viroli 

0829000603635300 

2.792 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.999 

9.06 

0.012 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.16 

0.11 

0.004 

0.17 

0.15 







Non-command 

Gneisses(B.G.C) 

0.491 

9.06 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.05 

0.002 

0.09 

0.07 






Badgaon 

Command 

Phyllite & Schist 

1.173 

9.06 

0.012 

0.03 

0.00 

0.00 

0.00 

0.01 

0.15 

0.17 

0.12 

0.004 

0.20 

0.17 







Command 

Gneisses(B.G.C) 

0.129 

9.06 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.000 

0.02 

0.02 


Waja Ka Khera 

0826000603180500 

5.808 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.808 

3.87 

0.015 

0.01 

0.00 

0.00 

0.00 

0.02 

0.32 

0.34 

0.02 

0.008 

0.64 

0.61 


Warni 

0826000603179900 

3.608 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.608 

3.61 

0.015 

0.09 

0.01 

0.00 

0.00 

0.00 

0.27 

0.29 

0.35 

0.005 

0.60 

0.57 

Sub Basin: Dain | 

07003037 

Ahera 

0821000802567300 

14.409 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

14.409 

1.75 

0.015 

0.13 

0.02 

0.00 

0.00 

0.07 

0.42 

0.36 

0.49 

0.036 

0.36 

0.42 


Ankauriya 

0821000102499200 

24.870 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.405 

1.31 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.02 

0.003 

0.02 

0.03 


Arwar 

0821000802569800 

11.330 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.569 

1.48 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.10 

0.09 

0.02 

0.011 

0.13 

0.14 


Ashapura 

0821000602551900 

3.345 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.345 

3.55 

0.015 

0.04 

0.00 

0.00 

0.00 

0.01 

0.21 

0.15 

0.11 

0.022 

0.42 

0.58 


Badla 

0821000802569700 

6.204 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.903 

1.60 

0.015 

0.08 

0.01 

0.00 

0.00 

0.02 

0.17 

0.15 

0.31 

0.012 

0.26 

0.29 


Badlya 

0821000202506700 

9.885 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.139 

2.37 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.010 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

0.541 

2.37 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.038 

0.02 

0.02 


Bahera 

0821000802567200 

15.297 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

15.297 

1.83 

0.015 

0.17 

0.02 

0.00 

0.00 

0.12 

0.45 

0.36 

0.65 

0.038 

0.37 

0.46 


Balapura 

0821000802571600 

2.354 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.320 

0.76 

0.015 

0.00 

0.00 

0.00 

0.00 

0.03 

0.00 

0.00 

0.00 

0.006 

0.42 

0.52 


Banewari 

0821000602549500 

11.589 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

11.589 

2.43 

0.015 

0.10 

0.01 

0.00 

0.00 

0.05 

0.46 

0.48 

0.29 

0.075 

0.38 

0.37 


Baori 

0821000802569600 

10.018 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

10.018 

1.55 

0.015 

0.04 

0.00 

0.00 

0.00 

0.07 

0.20 

0.18 

0.11 

0.025 

0.34 

0.37 


Barol 

0821000802567600 

15.211 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

15.211 

2.18 

0.015 

0.20 

0.03 

0.00 

0.00 

0.09 

0.58 

0.49 

0.75 

0.038 

0.37 

0.43 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Rayapuriya Kalan 

0829000603634600 

0.06 

0.00 

34,405.85 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rodji Ka Khera 

0829000703639600 

0.06 

0.00 

2,734.17 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

1,556.20 

Over Exploited 



0.04 

0.06 

167.84 

0.07 

0.00 

0.08 

0.05 

0.54 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.087 

0.004 

0.082 

0.116 

141.20 

Over Exploited 

Royda 

0826000103069100 

0.05 

0.03 

243.34 

0.03 

- 

0.03 

0.06 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.045 

0.002 

0.042 

0.066 

156.58 

Over Exploited 

Rughnathpura 

0829000603631100 

0.03 

0.01 

1,181.72 

0.01 

0.00 

0.01 

0.03 

0.31 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.025 

0.001 

0.024 

0.056 

234.07 

Over Exploited 

Rundera 

0826000603172800 

0.03 

0.09 

682.01 

0.10 

0.01 

0.11 

0.02 

0.25 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.154 

0.008 

0.146 

0.360 

246.12 

Over Exploited 



0.03 

0.17 

463.60 

0.20 

0.02 

0.22 

0.03 

0.34 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.270 

0.013 

0.256 

0.496 

193.52 

Over Exploited 

Salera 

0826000603180300 

0.03 

0.15 

300.52 

0.18 

0.02 

0.20 

0.04 

0.55 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.252 

0.013 

0.240 

0.465 

193.96 

Over Exploited 

Sameliya 

0829000703637500 

0.06 

0.00 

2,961.83 

0.00 

0.00 

0.00 

0.01 

0.07 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.014 

0.001 

0.013 

0.047 

354.78 

Over Exploited 



0.04 

0.06 

533.31 

0.07 

0.01 

0.08 

0.05 

0.47 

0.01 

0.0500 

- 

- 

- 

0.050 

0.056 

0.133 

0.007 

0.126 

0.278 

219.54 

Over Exploited 

Sangariya 

0829000703637800 

0.04 

0.08 

248.06 

0.09 

0.02 

0.11 

0.05 

0.54 

- 

0.0300 

- 

- 

0.008 

0.038 

0.038 

0.143 

0.007 

0.136 

0.285 

209.72 

Over Exploited 

Sangesara 

0829000703637300 

0.06 

0.11 

488.07 

0.13 

0.02 

0.15 

0.04 

0.39 

0.01 

0.0700 

- 

- 

0.019 

0.089 

0.101 

0.251 

0.013 

0.238 

0.410 

172.04 

Over Exploited 



0.04 

0.01 

2,224.68 

0.01 

0.01 

0.02 

0.01 

0.14 

0.00 

0.0200 

- 

- 

0.015 

0.035 

0.036 

0.057 

0.003 

0.055 

0.139 

255.05 

Over Exploited 

Sarangpura (Bhinder) 

0826000603188000 

0.03 

0.00 

2,831.25 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.015 

8,831.49 

Over Exploited 

Sataliyawas 

0829000703636800 

0.06 

0.00 

6,868.17 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

7,815.58 

Over Exploited 



0.04 

0.05 

339.75 

0.06 

0.02 

0.08 

0.05 

0.54 

- 

0.0300 

- 

- 

0.008 

0.038 

0.038 

0.115 

0.006 

0.109 

0.232 

213.03 

Over Exploited 

Shaktawaton Ka Khera 

0826000603181500 

0.03 

0.02 

172.62 

0.02 

0.00 

0.03 

0.05 

0.67 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.031 

0.002 

0.030 

0.009 

31.61 

Safe 

Shopura 

0826000603172900 

0.03 

0.05 

344.18 

0.06 

- 

0.06 

0.04 

0.41 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.068 

0.003 

0.064 

0.054 

84.25 

Semi Critical 



0.03 

0.01 

954.72 

0.01 

- 

0.01 

0.02 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.011 

0.028 

266.89 

Over Exploited 

Sonigaroh Ka Khera 

0826000603187400 

0.03 

0.08 

141.65 

0.10 

- 

0.10 

0.05 

0.71 

- 

- 

- 

- 

- 

- 

- 

0.100 

0.005 

0.095 

0.045 

47.78 

Safe 

Sunderpura 

0826000603181300 

0.03 

0.06 

151.98 

0.07 

0.03 

0.10 

0.05 

0.63 

- 

- 

- 

- 

0.047 

0.047 

0.047 

0.151 

0.008 

0.144 

0.029 

20.35 

Safe 

Surajpura 

0829000803653200 

0.05 

0.00 

3,968.70 

0.00 

- 

0.00 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.025 

2,028.05 

Over Exploited 

Suratpura 

0829000603634900 

0.04 

0.04 

396.45 

0.04 

0.00 

0.04 

0.05 

0.52 

- 

0.0100 

0.0021 

0.0034 

0.001 

0.017 

0.017 

0.062 

0.003 

0.059 

0.098 

167.66 

Over Exploited 


0826000603181600 

0.03 

0.03 

263.54 

0.03 

- 

0.03 

0.05 

0.69 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.045 

0.002 

0.043 

0.065 

152.36 

Over Exploited 

Surkhand 

0829000803651800 

0.07 

0.15 

282.07 

0.18 

0.02 

0.19 

0.05 

0.56 

- 

0.0200 

- 

- 

0.009 

0.029 

0.029 

0.220 

0.011 

0.209 

0.202 

96.50 

Critical 

Surpuri 

0829000603629900 

0.03 

0.00 

2,555.93 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.025 

2,308.13 

Over Exploited 

Tana 

0829000603634100 

0.06 

0.05 

844.80 

0.05 

0.01 

0.06 

0.02 

0.18 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.155 

0.008 

0.147 

0.859 

583.70 

Over Exploited 



0.05 

0.00 

3,898.54 

0.00 

- 

0.00 

0.01 

0.05 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.034 

0.002 

0.032 

0.262 

807.63 

Over Exploited 



0.06 

0.10 

325,910.50 

0.12 

0.02 

0.14 

0.02 

0.26 

- 

0.1400 

0.0046 

0.0055 

- 

0.150 

0.150 

0.288 

0.014 

0.273 

1.261 

461.19 

Over Exploited 

Tarawat 

0826000603170800 

0.03 

0.00 

9,243.72 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

4,673.61 

Over Exploited 



0.03 

0.00 

4,169.29 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.019 

2,517.15 

Over Exploited 

Teja Khera 

0829000603636500 

0.03 

0.05 

471.72 

0.06 

0.01 

0.06 

0.05 

0.60 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.074 

0.004 

0.070 

0.046 

66.38 

Safe 

Telan Kheri 

0826000603180000 

0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.15 

173.78 

0.18 

0.02 

0.20 

0.05 

0.67 

- 

0.0100 

- 

- 

0.037 

0.047 

0.047 

0.252 

0.013 

0.239 

0.096 

40.18 

Safe 

Theparion Ka Khera 

0829000603636000 

0.04 

0.00 

119,358.62 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.03 

630.13 

0.03 

0.00 

0.03 

0.05 

0.56 

- 

0.0100 

0.0009 

0.0011 

0.002 

0.014 

0.014 

0.046 

0.002 

0.043 

0.094 

215.84 

Over Exploited 

Titarda 

0829000703639700 

0.04 

0.11 

146.52 

0.13 

0.01 

0.14 

0.05 

0.56 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.162 

0.008 

0.154 

0.179 

116.54 

Over Exploited 

Uchnar Kalan 

0829000603636700 

0.03 

0.04 

586.63 

0.04 

0.02 

0.06 

0.05 

0.59 

- 

0.0300 

- 

- 

0.010 

0.040 

0.040 

0.098 

0.005 

0.093 

0.287 

306.89 

Over Exploited 

Uchnar Khurd 

0829000603630800 

0.03 

0.01 

1,383.29 

0.02 

0.01 

0.03 

0.02 

0.20 

- 

0.0200 

- 

- 

0.006 

0.027 

0.027 

0.057 

0.003 

0.054 

0.199 

368.38 

Over Exploited 

Udakhera 

0826000103068800 

0.05 

0.00 

2,126.25 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.014 

1,786.91 

Over Exploited 



0.05 

0.00 

216,376.65 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.02 

424.59 

0.02 

- 

0.02 

0.03 

0.30 

- 

0.0100 

0.0013 

0.0021 

- 

0.014 

0.014 

0.035 

0.002 

0.033 

0.082 

248.39 

Over Exploited 

Umand 

0829000603636400 

0.04 

0.00 

4,141.64 

0.00 

0.00 

0.00 

0.01 

0.09 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.015 

0.001 

0.014 

0.097 

675.31 

Over Exploited 



0.03 

0.01 

2,418.44 

0.01 

0.00 

0.02 

0.02 

0.19 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.041 

0.002 

0.039 

0.204 

527.06 

Over Exploited 

Ummedpura 

0829000803652400 

0.05 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.11 

384.22 

0.13 

0.06 

0.19 

0.05 

0.53 

0.01 

0.0100 

- 

- 

0.089 

0.099 

0.111 

0.298 

0.015 

0.283 

0.092 

32.55 

Safe 


0826000603187500 

0.03 

0.01 

662.94 

0.01 

- 

0.01 

0.02 

0.29 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.045 

642.53 

Over Exploited 

Undayala 

0829000603630200 

0.03 

0.00 

1,212.45 

0.00 

0.00 

0.00 

0.02 

0.23 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.015 

0.001 

0.014 

0.098 

707.66 

Over Exploited 

Vana 

0826000603173400 

0.03 

0.14 

222.31 

0.17 

0.03 

0.20 

0.05 

0.60 

- 

0.0500 

- 

- 

0.008 

0.059 

0.059 

0.254 

0.013 

0.241 

0.435 

180.28 

Over Exploited 

Viroli 

0829000603635300 

0.04 

0.01 

2,321.59 

0.01 

0.00 

0.01 

0.02 

0.19 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.018 

0.001 

0.017 

0.109 

631.45 

Over Exploited 



0.03 

0.00 

5,588.38 

0.00 

- 

0.00 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.052 

473.07 

Over Exploited 



0.04 

0.01 

1,808.79 

0.01 

0.01 

0.02 

0.02 

0.23 

- 

0.0100 

0.0008 

0.0010 

0.010 

0.022 

0.022 

0.039 

0.002 

0.037 

0.124 

333.11 

Over Exploited 



0.03 

0.00 

17,870.82 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

0.0001 

0.0001 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.010 

3,486.48 

Over Exploited 

Waja Ka Khera 

0826000603180500 

0.03 

0.13 

161.88 

0.16 

0.02 

0.18 

0.05 

0.70 

- 

- 

- 

- 

0.035 

0.035 

0.035 

0.215 

0.011 

0.205 

0.023 

11.40 

Safe 

Warni 

0826000603179900 

0.03 

0.08 

279.34 

0.09 

0.01 

0.10 

0.05 

0.66 

- 

0.0400 

- 

- 

0.003 

0.043 

0.043 

0.146 

0.007 

0.139 

0.355 

255.65 

Over Exploited 


Sub Basin: Dain | 

Ahera 

0821000802567300 

0.04 

0.21 

69.89 

0.25 

0.09 

0.34 

0.04 

0.39 

- 

0.0500 

- 

- 

0.104 

0.155 

0.155 

0.498 

0.025 

0.473 

0.522 

110.25 

Over Exploited 

Ankauriya 

0821000102499200 

0.06 

0.00 

1,104.05 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.002 

0.003 

0.003 

0.007 

0.000 

0.006 

0.027 

442.99 

Over Exploited 

Arwar 

0821000802569800 

0.04 

0.02 

275.16 

0.03 

0.01 

0.04 

0.01 

0.15 

- 

- 

- 

- 

0.016 

0.016 

0.016 

0.056 

0.003 

0.053 

0.033 

62.53 

Safe 

Ashapura 

0821000602551900 

0.11 

0.15 

0.90 

0.15 

0.01 

0.16 

0.06 

0.47 

0.02 

0.0100 

- 

- 

0.009 

0.019 

0.039 

0.197 

0.010 

0.187 

0.136 

72.63 

Semi Critical 

Badla 

0821000802569700 

0.04 

0.05 

183.99 

0.06 

0.03 

0.10 

0.03 

0.29 

- 

0.0400 

- 

- 

0.033 

0.073 

0.073 

0.168 

0.008 

0.160 

0.325 

203.43 

Over Exploited 

Badlya 

0821000202506700 

0.04 

0.00 

20,691.15 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.017 

46,238.23 

Over Exploited 



0.11 

0.00 

2,928.49 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

0.056 

3,780.97 

Over Exploited 

Bahera 

0821000802567200 

0.04 

0.23 

55.62 

0.28 

0.14 

0.42 

0.04 

0.41 

- 

0.0700 

- 

- 

0.187 

0.257 

0.257 

0.680 

0.034 

0.646 

0.686 

106.17 

Over Exploited 

Balapura 

0821000802571600 

0.06 

0.06 

(105.67) 

0.05 

0.03 

0.08 

0.04 

0.46 

- 

- 

- 

- 

0.046 

0.046 

0.046 

0.126 

0.006 

0.120 

0.006 

4.64 

Safe 

Banewari 

0821000602549500 

0.11 

0.48 

0.03 

0.48 

0.06 

0.54 

0.04 

0.42 

- 

0.0300 

- 

- 

0.081 

0.111 

0.111 

0.653 

0.033 

0.620 

0.369 

59.58 

Safe 

Baori 

0821000802569600 

0.04 

0.14 

29.69 

0.17 

0.07 

0.24 

0.03 

0.37 

- 

0.0100 

- 

- 

0.111 

0.121 

0.121 

0.362 

0.018 

0.344 

0.133 

38.71 

Safe 

Barol 

0821000802567600 

0.04 

0.23 

113.32 

0.28 

0.12 

0.40 

0.04 

0.41 

- 

0.0800 

- 

- 

0.137 

0.217 

0.217 

0.617 

0.031 

0.587 

0.783 

133.50 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Beer 

082100020250690C 

20.750 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.628 

2.81 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.02 

0.004 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

15.571 

2.81 

0.015 

0.15 

0.02 

0.00 

0.00 

0.00 

0.79 

0.78 

0.49 

0.101 

0.30 

0.30 


Bewanja 

0821000602552400 

15.271 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

12.188 

3.28 

0.015 

0.10 

0.01 

0.00 

0.00 

0.03 

0.66 

0.45 

0.31 

0.079 

0.34 

0.49 


Bhagwantpura 

0821000802567100 

11.676 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

11.676 

1.73 

0.015 

0.17 

0.02 

0.00 

0.00 

0.04 

0.41 

0.35 

0.66 

0.029 

0.35 

0.41 


Bhunwada 

0821000102494200 

12.064 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

11.099 

3.05 

0.020 

0.09 

0.01 

0.00 

0.00 

0.02 

0.74 

0.65 

0.31 

0.031 

0.35 

0.40 


Borada 

0821000802569300 

32.092 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

21.621 

1.52 

0.015 

0.05 

0.00 

0.00 

0.00 

0.08 

0.46 

0.40 

0.12 

0.052 

0.26 

0.30 


Chandolai 

0821000802571700 

9.200 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.508 

1.09 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.03 


Chandsen 

0821000602549900 

8.951 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.951 

1.65 

0.015 

0.09 

0.01 

0.00 

0.00 

0.04 

0.26 

0.22 

0.28 

0.058 

0.39 

0.47 


Dabrela 

0821000802569400 

13.960 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

13.960 

1.79 

0.015 

0.17 

0.02 

0.00 

0.00 

0.05 

0.48 

0.42 

0.62 

0.035 

0.37 

0.42 


Dadiya 

0821000102496500 

32.441 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.453 

2.04 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.001 

0.01 

0.01 


Danta 

0821000202507200 

15.311 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.309 

3.34 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.07 

0.009 

0.04 

0.04 


Daulatpura 

0821000802573200 

7.804 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.853 

1.05 

0.015 

0.01 

0.00 

0.00 

0.00 

0.09 

0.03 

0.02 

0.00 

0.016 

0.41 

0.52 


Deoliya 

0821000602550700 

7.339 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.339 

2.02 

0.015 

0.14 

0.02 

0.00 

0.00 

0.08 

0.26 

0.21 

0.49 

0.048 

0.37 

0.46 


Derathoo 

0821000602552800 

21.549 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.099 

1.97 

0.015 

0.09 

0.01 

0.00 

0.00 

0.00 

0.14 

0.10 

0.33 

0.014 

0.04 

0.06 


Dhal 

0821000602552500 

15.470 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

15.457 

3.32 

0.015 

0.25 

0.03 

0.00 

0.00 

0.00 

0.99 

0.73 

0.88 

0.101 

0.41 

0.56 


Dhanma 

0821000802571500 

13.384 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

12.947 

0.96 

0.015 

0.05 

0.01 

0.00 

0.00 

0.09 

0.14 

0.11 

0.16 

0.031 

0.39 

0.46 


Dhigariya 

0821000802567800 

13.163 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

13.163 

1.95 

0.015 

0.04 

0.00 

0.00 

0.00 

0.08 

0.35 

0.30 

0.12 

0.033 

0.39 

0.45 


Dilwara 

0821000602552100 

4.249 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.129 

3.50 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.001 

0.01 

0.02 


Dilwari 

0821000602552000 

6.336 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.665 

3.65 

0.015 

0.08 

0.01 

0.00 

0.00 

0.01 

0.31 

0.21 

0.28 

0.030 

0.31 

0.45 


Fatehgarh 

0821000802573000 

16.993 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

16.993 

0.72 

0.015 

0.10 

0.02 

0.00 

0.00 

0.12 

0.15 

0.12 

0.34 

0.041 

0.42 

0.51 


Gaderi 

0821000602551800 

9.615 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

9.615 

3.54 

0.015 

0.23 

0.03 

0.00 

0.00 

0.01 

0.70 

0.55 

0.85 

0.063 

0.41 

0.52 


Ganeshpura 

0821000802571200 

7.335 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.693 

1.20 

0.015 

0.02 

0.00 

0.00 

0.00 

0.02 

0.12 

0.11 

0.07 

0.016 

0.31 

0.35 


Godiyana 

0821000102494300 

7.555 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.162 

3.23 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.22 

0.19 

0.11 

0.009 

0.16 

0.18 


Gopalpura 

0821000102496600 

12.120 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

9.596 

2.08 

0.015 

0.09 

0.01 

0.00 

0.00 

0.03 

0.35 

0.22 

0.32 

0.023 

0.31 

0.49 


Gordhanpura 

0821000802572700 

1.783 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.783 

0.34 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.03 

0.03 

0.12 

0.004 

0.46 

0.58 


Gothiyana 

0821000102499300 

32.283 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

26.089 

1.61 

0.015 

0.20 

0.03 

0.00 

0.00 

0.11 

0.70 

0.55 

0.72 

0.063 

0.32 

0.41 


Goyla 

0821000802570900 

17.344 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.787 

1.44 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.002 

0.01 

0.02 


Gudli 

0821000202506800 

1.565 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.789 

2.70 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.05 

0.005 

0.19 

0.17 


Hathi Batta 

0821000602549400 

5.016 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.016 

2.25 

0.015 

0.20 

0.03 

0.00 

0.00 

0.01 

0.33 

0.38 

0.75 

0.033 

0.39 

0.33 


Heengtara 

0821000802573700 

11.131 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.259 

0.83 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Indrapura 

0821000802573100 

6.265 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.265 

0.89 

0.015 

0.01 

0.00 

0.00 

0.00 

0.02 

0.08 

0.06 

0.02 

0.015 

0.45 

0.56 


Jatipura 

0821000802572800 

1.205 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.205 

0.42 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.07 

0.003 

0.46 

0.57 


Jatiya 

0821000202507300 

5.893 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.003 

3.47 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jhadol 

0821000102496700 

17.671 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

17.671 

3.23 

0.015 

0.23 

0.03 

0.00 

0.00 

0.07 

0.99 

0.69 

0.86 

0.042 

0.39 

0.56 


Jhaloosi 

0821000802568100 

5.263 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.985 

1.81 

0.015 

0.05 

0.01 

0.00 

0.00 

0.02 

0.16 

0.15 

0.17 

0.012 

0.37 

0.41 


Jilawara 

0821000602549000 

1.102 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.102 

2.01 

0.015 

0.19 

0.03 

0.00 

0.00 

0.02 

0.18 

0.20 

0.76 

0.007 

0.39 

0.33 


Kadampura 

0821000602549800 

3.843 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.843 

2.66 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.18 

0.16 

0.10 

0.025 

0.39 

0.45 


Kadha 

0821000102494400 

11.498 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.029 

2.89 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kalawat 

0821000802571100 

4.301 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.853 

1.33 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.004 

0.16 

0.19 


Kalyanipura 

0821000602551000 

4.621 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.621 

2.16 

0.015 

0.06 

0.01 

0.00 

0.00 

0.03 

0.17 

0.13 

0.20 

0.030 

0.38 

0.49 


Kana Kheri 

0821000602548700 

6.838 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.927 

2.82 

0.015 

0.23 

0.03 

0.00 

0.00 

0.00 

0.45 

0.54 

0.87 

0.039 

0.33 

0.28 


Kanpura 

0821000602549600 

24.626 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

24.626 

1.79 

0.015 

0.30 

0.04 

0.00 

0.00 

0.09 

0.83 

0.85 

0.99 

0.160 

0.39 

0.38 


Kasheer 

0821000802567900 

23.654 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.394 

1.35 

0.015 

0.02 

0.00 

0.00 

0.00 

0.03 

0.10 

0.09 

0.05 

0.013 

0.09 

0.10 


Keriya 

0821000102496900 

5.336 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.755 

1.97 

0.015 

0.02 

0.00 

0.00 

0.00 

0.03 

0.10 

0.07 

0.08 

0.009 

0.28 

0.43 


Keriya Kalan 

0821000802567400 

7.355 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.355 

1.69 

0.015 

0.12 

0.02 

0.00 

0.00 

0.09 

0.19 

0.17 

0.45 

0.018 

0.35 

0.39 


Keriya Khurd 

0821000602550100 

5.430 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.430 

2.21 

0.015 

0.07 

0.01 

0.00 

0.00 

0.05 

0.19 

0.14 

0.22 

0.035 

0.39 

0.52 


Kesharpura 

0821000602551100 

4.242 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.242 

2.31 

0.015 

0.08 

0.01 

0.00 

0.00 

0.03 

0.19 

0.14 

0.29 

0.028 

0.39 

0.52 


Kheeriya 

0821000802571000 

13.222 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.144 

1.69 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 


Khera 

0821000102494000 

2.369 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.369 

2.79 

0.020 

0.05 

0.01 

0.00 

0.00 

0.01 

0.17 

0.18 

0.21 

0.007 

0.38 

0.35 


Khonda 

0821000202502100 

6.276 

Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.008 

0.72 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kotri 

0821000802567000 

2.590 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.590 

1.72 

0.015 

0.12 

0.02 

0.00 

0.00 

0.01 

0.16 

0.14 

0.45 

0.006 

0.34 

0.38 


Kurari 

0821000602551300 

4.763 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.763 

1.86 

0.015 

0.04 

0.00 

0.00 

0.00 

0.04 

0.13 

0.10 

0.11 

0.031 

0.40 

0.50 


Lachhmipura 

0821000602550900 

3.826 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.599 

2.10 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.13 

0.10 

0.22 

0.017 

0.26 

0.34 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.227 

2.10 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.04 

0.008 

0.12 

0.16 


Lamba 

0821000102497000 

30.520 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.210 

1.17 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.00 

0.00 


Lavera 

0821000602551700 

13.677 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

13.677 

2.83 

0.015 

0.24 

0.03 

0.00 

0.00 

0.01 

0.78 

0.84 

0.86 

0.089 

0.39 

0.36 


Loharwara 

0821000602552900 

21.359 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.347 

1.78 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.002 

0.01 

0.01 


Mandawariya 

0821000102496800 

6.198 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.604 

2.10 

0.015 

0.12 

0.02 

0.00 

0.00 

0.02 

0.26 

0.16 

0.48 

0.013 

0.35 

0.56 


Mandiyani 

0821000602551500 

12.954 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

12.947 

2.03 

0.015 

0.10 

0.01 

0.00 

0.00 

0.03 

0.45 

0.41 

0.30 

0.084 

0.40 

0.44 


Manpura 

0821000602548800 

4.334 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.334 

2.60 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.19 

0.23 

0.10 

0.028 

0.39 

0.33 



0821000802573800 

4.143 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.032 

0.29 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Maoshiya 

0821000602550800 

8.994 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.062 

1.54 

0.015 

0.13 

0.02 

0.00 

0.00 

0.00 

0.20 

0.16 

0.50 

0.026 

0.17 

0.22 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.932 

1.54 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.17 

0.14 

0.24 

0.032 

0.21 

0.27 


Marogala 

0821000802571400 

6.183 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.183 

0.95 

0.015 

0.04 

0.01 

0.00 

0.00 

0.01 

0.11 

0.09 

0.16 

0.015 

0.36 

0.41 


Modi 

0821000602551600 

6.344 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.344 

2.85 

0.015 

0.23 

0.03 

0.00 

0.00 

0.00 

0.47 

0.45 

0.86 

0.041 

0.39 

0.41 


Mohammadgarh 

0821000802567700 

9.722 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

9.722 

2.02 

0.015 

0.07 

0.01 

0.00 

0.00 

0.03 

0.32 

0.27 

0.26 

0.024 

0.38 

0.47 


Mohanpura 

0821000602549200 

3.043 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.043 

2.41 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.16 

0.11 

0.020 

0.39 

0.32 


Moondolao 

0821000102494500 

17.817 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

9.801 

3.05 

0.020 

0.08 

0.01 

0.00 

0.00 

0.03 

0.64 

0.46 

0.27 

0.027 

0.21 

0.29 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Beer 

0821000202506900 

0.04 

0.00 

14,893.61 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.026 

7,590.72 

Over Exploited 



0.11 

0.49 

621,090.05 

0.59 

0.02 

0.61 

0.03 

0.33 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.662 

0.033 

0.629 

0.587 

93.39 

Critical 

Bewanja 

0821000602552400 

0.11 

0.44 

1.39 

0.45 

0.04 

0.49 

0.05 

0.38 

0.06 

0.0300 

- 

- 

0.048 

0.078 

0.139 

0.627 

0.031 

0.596 

0.386 

64.82 

Safe 

Bhagwantpura 

0821000802567100 

0.04 

0.17 

107.65 

0.20 

0.06 

0.26 

0.04 

0.39 

- 

0.0700 

- 

- 

0.061 

0.131 

0.131 

0.394 

0.020 

0.375 

0.688 

183.73 

Over Exploited 

Bhunwada 

0821000102494200 

0.07 

0.29 

122.00 

0.35 

0.03 

0.38 

0.04 

0.39 

- 

0.0300 

- 

- 

0.028 

0.058 

0.058 

0.436 

0.022 

0.414 

0.342 

82.52 

Semi Critical 

Borada 

0821000802569300 

0.06 

0.36 

12.77 

0.40 

0.08 

0.49 

0.02 

0.29 

- 

0.0100 

- 

- 

0.123 

0.133 

0.133 

0.619 

0.031 

0.588 

0.172 

29.23 

Safe 

Chandolai 

0821000802571700 

0.06 

0.00 

819.89 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.013 

1,545.69 

Over Exploited 

Chandsen 

0821000602549900 

0.11 

0.38 

(42.35) 

0.30 

0.05 

0.35 

0.04 

0.44 

- 

0.0300 

- 

- 

0.058 

0.088 

0.088 

0.439 

0.022 

0.417 

0.340 

81.65 

Semi Critical 

Dabrela 

0821000802569400 

0.04 

0.21 

97.49 

0.25 

0.07 

0.32 

0.04 

0.40 

- 

0.0700 

- 

- 

0.072 

0.142 

0.142 

0.463 

0.023 

0.440 

0.651 

147.82 

Over Exploited 

Dadiya 

0821000102496500 

0.06 

0.00 

8,987.30 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.025 

12,973.55 

Over Exploited 

Danta 

0821000202507200 

0.11 

0.00 

1,265.57 

0.01 

- 

0.01 

0.00 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.017 

0.001 

0.016 

0.081 

512.57 

Over Exploited 

Daulatpura 

0821000802573200 

0.06 

0.18 

(86.97) 

0.14 

0.09 

0.23 

0.04 

0.45 

- 

- 

- 

- 

0.133 

0.133 

0.133 

0.363 

0.018 

0.345 

0.016 

4.76 

Safe 

Deoliya 

0821000602550700 

0.11 

0.30 

(27.76) 

0.24 

0.10 

0.34 

0.04 

0.41 

- 

0.0500 

- 

- 

0.121 

0.171 

0.171 

0.508 

0.025 

0.483 

0.534 

110.57 

Over Exploited 

Derathoo 

0821000602552800 

0.07 

0.01 

1,474.44 

0.01 

0.01 

0.02 

0.01 

0.05 

0.00 

0.0400 

- 

- 

0.000 

0.040 

0.041 

0.059 

0.003 

0.056 

0.342 

611.77 

Over Exploited 

Dhal 

0821000602552500 

0.11 

0.68 

7.18 

0.73 

0.03 

0.76 

0.05 

0.46 

0.09 

0.1000 

- 

- 

- 

0.100 

0.188 

0.951 

0.048 

0.903 

0.981 

108.54 

Over Exploited 

Dhanma 

0821000802571500 

0.06 

0.31 

(63.65) 

0.25 

0.10 

0.35 

0.04 

0.42 

- 

0.0200 

- 

- 

0.136 

0.156 

0.156 

0.508 

0.025 

0.482 

0.189 

39.20 

Safe 

Dhigariya 

0821000802567800 

0.04 

0.21 

44.23 

0.25 

0.08 

0.33 

0.04 

0.42 

- 

0.0100 

- 

- 

0.113 

0.123 

0.123 

0.450 

0.022 

0.427 

0.152 

35.53 

Safe 

Dilwara 

0821000602552100 

0.11 

0.00 

2,493.12 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.013 

5,687.45 

Over Exploited 

Dilwari 

0821000602552000 

0.11 

0.16 

38.38 

0.19 

0.02 

0.21 

0.04 

0.35 

0.02 

0.0300 

- 

- 

0.020 

0.050 

0.072 

0.281 

0.014 

0.267 

0.306 

114.60 

Over Exploited 

Fatehgarh 

0821000802573000 

0.06 

0.45 

(73.13) 

0.36 

0.14 

0.50 

0.04 

0.46 

- 

0.0600 

- 

- 

0.174 

0.234 

0.234 

0.730 

0.037 

0.694 

0.377 

54.32 

Safe 

Gaderi 

0821000602551800 

0.11 

0.42 

30.38 

0.51 

0.04 

0.55 

0.05 

0.46 

0.05 

0.1000 

- 

- 

0.014 

0.114 

0.167 

0.713 

0.036 

0.677 

0.913 

134.74 

Over Exploited 

Ganeshpura 

0821000802571200 

0.06 

0.13 

(15.06) 

0.11 

0.02 

0.13 

0.03 

0.34 

- 

0.0100 

- 

- 

0.025 

0.035 

0.035 

0.163 

0.008 

0.155 

0.088 

56.86 

Safe 

Godiyana 

0821000102494300 

0.07 

0.04 

415.17 

0.04 

0.01 

0.06 

0.02 

0.17 

- 

0.0100 

- 

- 

0.018 

0.028 

0.028 

0.084 

0.004 

0.080 

0.118 

147.35 

Over Exploited 

Gopalpura 

0821000102496600 

0.06 

0.19 

18.44 

0.22 

0.04 

0.26 

0.03 

0.34 

- 

0.0400 

- 

- 

0.043 

0.083 

0.083 

0.343 

0.017 

0.326 

0.347 

106.52 

Over Exploited 

Gordhanpura 

0821000802572700 

0.06 

0.05 

(50.99) 

0.04 

0.01 

0.05 

0.04 

0.51 

- 

0.0200 

- 

- 

0.011 

0.031 

0.031 

0.079 

0.004 

0.075 

0.124 

164.99 

Over Exploited 

Gothiyana 

0821000102499300 

0.06 

0.52 

4.67 

0.55 

0.14 

0.68 

0.03 

0.35 

- 

0.0800 

- 

- 

0.159 

0.239 

0.239 

0.920 

0.046 

0.874 

0.785 

89.75 

Semi Critical 

Goyla 

0821000802570900 

0.04 

0.00 

3,164.14 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.013 

2,364.57 

Over Exploited 

Gudli 

0821000202506800 

0.11 

0.02 

133,163.04 

0.02 

- 

0.02 

0.02 

0.21 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.028 

0.001 

0.027 

0.053 

198.22 

Over Exploited 

Hathi Batta 

0821000602549400 

0.11 

0.21 

83.64 

0.25 

0.04 

0.29 

0.04 

0.42 

- 

0.0800 

- 

- 

0.016 

0.096 

0.096 

0.386 

0.019 

0.366 

0.781 

213.14 

Over Exploited 

Heengtara 

0821000802573700 

0.06 

0.00 

1,367.01 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Indrapura 

0821000802573100 

0.06 

0.18 

(65.71) 

0.14 

0.02 

0.16 

0.04 

0.49 

- 

- 

- 

- 

0.028 

0.028 

0.028 

0.187 

0.009 

0.178 

0.039 

21.95 

Safe 

Jatipura 

0821000802572800 

0.06 

0.03 

(44.69) 

0.03 

0.00 

0.03 

0.04 

0.50 

- 

0.0100 

- 

- 

0.005 

0.016 

0.016 

0.047 

0.002 

0.044 

0.075 

168.54 

Over Exploited 

Jatiya 

0821000202507300 

0.11 

0.00 

129,733.40 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jhadol 

0821000102496700 

0.06 

0.43 

58.41 

0.52 

0.10 

0.62 

0.04 

0.43 

- 

0.1000 

- 

- 

0.107 

0.207 

0.207 

0.830 

0.042 

0.789 

0.906 

114.94 

Over Exploited 

Jhaloosi 

0821000802568100 

0.06 

0.12 

24.99 

0.14 

0.03 

0.16 

0.03 

0.40 

- 

0.0200 

- 

- 

0.023 

0.043 

0.043 

0.208 

0.010 

0.198 

0.180 

91.08 

Critical 

Jilawara 

0821000602549000 

0.11 

0.05 

346.54 

0.05 

0.05 

0.10 

0.04 

0.42 

- 

0.0900 

- 

- 

0.024 

0.114 

0.114 

0.215 

0.011 

0.204 

0.767 

376.31 

Over Exploited 

Kadampura 

0821000602549800 

0.11 

0.16 

(3.88) 

0.16 

0.00 

0.16 

0.04 

0.43 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.174 

0.009 

0.165 

0.121 

73.38 

Semi Critical 

Kadha 

0821000102494400 

0.07 

0.00 

55,254.83 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kalawat 

0821000802571100 

0.06 

0.02 

68.53 

0.02 

- 

0.02 

0.02 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.023 

0.001 

0.021 

0.004 

20.72 

Safe 

Kalyanipura 

0821000602551000 

0.11 

0.19 

(29.85) 

0.15 

0.04 

0.19 

0.04 

0.42 

0.02 

0.0400 

- 

- 

0.041 

0.081 

0.103 

0.292 

0.015 

0.278 

0.228 

82.14 

Semi Critical 

Kana Kheri 

0821000602548700 

0.11 

0.21 

216,259.66 

0.25 

0.03 

0.28 

0.03 

0.37 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.380 

0.019 

0.361 

0.910 

252.05 

Over Exploited 

Kanpura 

0821000602549600 

0.11 

1.03 

(17.49) 

0.85 

0.13 

0.98 

0.04 

0.43 

- 

0.1900 

- 

- 

0.131 

0.321 

0.321 

1.296 

0.065 

1.231 

1.151 

93.49 

Critical 

Kasheer 

0821000802567900 

0.06 

0.03 

203.02 

0.04 

0.03 

0.07 

0.01 

0.10 

- 

0.0100 

- 

- 

0.044 

0.054 

0.054 

0.120 

0.006 

0.114 

0.061 

53.28 

Safe 

Keriya 

0821000102496900 

0.06 

0.07 

1.96 

0.07 

0.03 

0.09 

0.03 

0.31 

- 

0.0100 

- 

- 

0.042 

0.052 

0.052 

0.146 

0.007 

0.139 

0.093 

66.94 

Safe 

Keriya Kalan 

0821000802567400 

0.04 

0.10 

64.70 

0.13 

0.11 

0.24 

0.04 

0.38 

- 

0.0500 

- 

- 

0.138 

0.188 

0.188 

0.426 

0.021 

0.405 

0.472 

116.68 

Over Exploited 

Keriya Khurd 

0821000602550100 

0.11 

0.23 

(38.05) 

0.18 

0.06 

0.25 

0.04 

0.44 

0.03 

0.0200 

- 

- 

0.079 

0.099 

0.125 

0.371 

0.019 

0.353 

0.251 

71.27 

Semi Critical 

Kesharpura 

0821000602551100 

0.11 

0.18 

(20.03) 

0.14 

0.04 

0.18 

0.05 

0.44 

0.02 

0.0500 

- 

- 

0.039 

0.089 

0.111 

0.289 

0.014 

0.275 

0.316 

114.79 

Over Exploited 

Kheeriya 

0821000802571000 

0.06 

0.00 

(6,503.54) 

0.00 

0.01 

0.01 

0.00 

0.00 

- 

- 

- 

- 

0.010 

0.010 

0.010 

0.016 

0.001 

0.015 

0.012 

80.36 

Semi Critical 

Khera 

0821000102494000 

0.07 

0.07 

167.22 

0.08 

0.02 

0.10 

0.04 

0.42 

- 

0.0200 

- 

- 

0.008 

0.028 

0.028 

0.125 

0.006 

0.118 

0.218 

183.75 

Over Exploited 

Khonda 

0821000202502100 

0.10 

0.00 

82,554.87 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kotri 

0821000802567000 

0.04 

0.04 

289.24 

0.04 

0.03 

0.07 

0.04 

0.38 

- 

0.0500 

- 

- 

0.011 

0.061 

0.061 

0.132 

0.007 

0.125 

0.460 

368.51 

Over Exploited 

Kurari 

0821000602551300 

0.11 

0.20 

(48.65) 

0.16 

0.04 

0.20 

0.05 

0.44 

0.02 

0.0100 

- 

- 

0.060 

0.070 

0.094 

0.298 

0.015 

0.283 

0.145 

51.29 

Safe 

Lachhmipura 

0821000602550900 

0.11 

0.07 

37.82 

0.09 

0.01 

0.10 

0.03 

0.29 

0.01 

0.0400 

- 

- 

- 

0.040 

0.049 

0.147 

0.007 

0.139 

0.233 

167.30 

Over Exploited 



0.10 

0.02 

145.51 

0.02 

- 

0.02 

0.01 

0.14 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.030 

0.001 

0.028 

0.049 

171.91 

Over Exploited 

Lamba 

0821000102497000 

0.06 

0.00 

5,814.05 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.013 

28,253.38 

Over Exploited 

Lavera 

0821000602551700 

0.11 

0.57 

46.51 

0.69 

0.04 

0.73 

0.04 

0.43 

- 

0.1000 

- 

- 

0.015 

0.115 

0.115 

0.844 

0.042 

0.802 

0.945 

117.87 

Over Exploited 

Loharwara 

0821000602552900 

0.11 

0.00 

5,067.05 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.020 

4,010.26 

Over Exploited 

Mandawariya 

0821000102496800 

0.06 

0.12 

30.78 

0.15 

0.04 

0.19 

0.04 

0.39 

- 

0.0500 

- 

- 

0.028 

0.078 

0.078 

0.266 

0.013 

0.253 

0.493 

195.08 

Over Exploited 

Mandiyani 

0821000602551500 

0.11 

0.55 

(25.28) 

0.44 

0.04 

0.48 

0.04 

0.44 

0.06 

0.0300 

- 

- 

0.046 

0.076 

0.137 

0.619 

0.031 

0.588 

0.388 

66.02 

Safe 

Manpura 

0821000602548800 

0.11 

0.18 

27.41 

0.22 

0.01 

0.22 

0.04 

0.42 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.239 

0.012 

0.227 

0.124 

54.64 

Safe 


0821000802573800 

0.06 

0.00 

1,303.83 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Maoshiya 

0821000602550800 

0.11 

0.08 

108.26 

0.09 

0.02 

0.11 

0.02 

0.19 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.171 

0.009 

0.163 

0.530 

325.89 

Over Exploited 



0.10 

0.10 

29.67 

0.13 

0.01 

0.14 

0.02 

0.23 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.165 

0.008 

0.157 

0.274 

174.73 

Over Exploited 

Marogala 

0821000802571400 

0.06 

0.14 

(33.91) 

0.11 

0.02 

0.13 

0.04 

0.40 

- 

0.0300 

- 

- 

0.018 

0.048 

0.048 

0.183 

0.009 

0.174 

0.171 

98.26 

Critical 

Modi 

0821000602551600 

0.11 

0.27 

67.54 

0.32 

0.03 

0.36 

0.04 

0.44 

- 

0.1000 

- 

- 

0.005 

0.105 

0.105 

0.461 

0.023 

0.438 

0.899 

205.14 

Over Exploited 

Mohammadgarh 

0821000802567700 

0.04 

0.15 

73.38 

0.18 

0.04 

0.23 

0.04 

0.42 

- 

0.0300 

- 

- 

0.048 

0.078 

0.078 

0.304 

0.015 

0.289 

0.283 

98.08 

Critical 

Mohanpura 

0821000602549200 

0.11 

0.13 

27.95 

0.15 

0.00 

0.16 

0.04 

0.42 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.171 

0.009 

0.163 

0.128 

78.53 

Semi Critical 

Moondolao 

0821000102494500 

0.07 

0.16 

195.81 

0.19 

0.04 

0.23 

0.02 

0.24 

- 

0.0300 

- 

- 

0.043 

0.073 

0.073 

0.298 

0.015 

0.283 

0.298 

105.28 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Morajhari 

0821000602550300 

8.267 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.613 

2.83 

0.015 

0.15 

0.02 

0.00 

0.00 

0.00 

0.45 

0.34 

0.52 

0.050 

0.36 

0.48 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.654 

2.83 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.004 

0.03 

0.04 


Nawab 

0821000602550000 

15.456 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

15.456 

1.51 

0.015 

0.13 

0.01 

0.00 

0.00 

0.06 

0.41 

0.30 

0.37 

0.101 

0.39 

0.53 


Nepoli 

0821000602550600 

6.021 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.021 

2.50 

0.015 

0.07 

0.01 

0.00 

0.00 

0.03 

0.26 

0.20 

0.22 

0.039 

0.38 

0.49 


Nolkha 

0821000202502200 

5.515 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.015 

1.40 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Pa Ira 

0821000202507000 

10.258 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.396 

2.50 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.17 

0.06 

0.022 

0.14 

0.15 







Non-command 

Gneisses(B.G.C) 

0.698 

2.50 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.005 

0.03 

0.03 


Pharkiya 

0821000602549300 

7.395 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.395 

2.36 

0.015 

0.19 

0.03 

0.00 

0.00 

0.02 

0.40 

0.46 

0.71 

0.048 

0.38 

0.33 


Raghunath Pura 

0821000102493900 

1.813 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.813 

2.55 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.14 

0.14 

0.005 

0.38 

0.34 


Raghunathpura 

0821000602550200 

2.151 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.151 

1.79 

0.015 

0.06 

0.01 

0.00 

0.00 

0.03 

0.07 

0.06 

0.21 

0.014 

0.39 

0.52 


Rajpura 

0821000602551400 

4.223 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.223 

1.75 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.11 

0.02 

0.027 

0.40 

0.47 


Rampura Aheeran 

0821000602548900 

8.293 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.293 

1.75 

0.015 

0.19 

0.03 

0.00 

0.00 

0.03 

0.35 

0.38 

0.69 

0.054 

0.39 

0.36 


Ramsar 

0821000602551200 

45.999 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

39.977 

1.97 

0.015 

0.54 

0.07 

0.00 

0.00 

0.00 

1.65 

1.22 

1.82 

0.260 

0.35 

0.47 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.403 

1.97 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.20 

0.15 

0.10 

0.035 

0.05 

0.06 


Rata Khera 

0821000602552200 

2.393 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.072 

2.11 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.02 


Rigrot 

0821000802568000 

4.662 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.662 

2.16 

0.015 

0.11 

0.02 

0.00 

0.00 

0.02 

0.23 

0.20 

0.41 

0.012 

0.38 

0.43 


Sameliya 

0821000802573400 

8.410 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.715 

0.68 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.01 

0.009 

0.21 

0.26 


Samproda 

0821000602550400 

14.415 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

14.415 

3.10 

0.015 

0.24 

0.03 

0.00 

0.00 

0.09 

0.79 

0.57 

0.83 

0.094 

0.39 

0.54 


Sanod 

0821000602552700 

25.333 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

22.962 

1.95 

0.015 

0.38 

0.05 

0.00 

0.00 

0.08 

0.92 

0.64 

1.33 

0.149 

0.38 

0.54 


Sarana 

0821000802566700 

22.052 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.870 

2.42 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.01 

0.005 

0.03 

0.03 


Sarsoonda 

0821000802572900 

10.826 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.767 

0.60 

0.015 

0.04 

0.01 

0.00 

0.00 

0.02 

0.09 

0.07 

0.14 

0.021 

0.36 

0.45 


Sarwar (M) 

0821000842108000 

20.703 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.051 

1.26 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.00 

0.00 


Sedariya 

0821000202507100 

6.601 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.247 

2.93 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.02 

0.02 


Shergarh 

0821000802569500 

20.525 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

19.715 

1.56 

0.015 

0.06 

0.01 

0.00 

0.00 

0.14 

0.37 

0.34 

0.17 

0.049 

0.32 

0.35 


Shokaliya 

0821000802566900 

24.999 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.301 

2.07 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.20 

0.03 

0.021 

0.12 

0.16 


Sholiya 

0821000802571300 

10.275 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

10.275 

1.38 

0.015 

0.01 

0.00 

0.00 

0.00 

0.02 

0.20 

0.18 

0.02 

0.026 

0.35 

0.39 


Sohanpura 

0821000802573600 

3.253 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.163 

0.47 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.03 


Sompura 

0821000802573300 

3.266 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.004 

0.95 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.14 

0.18 


Soorajpura 

0821000602550500 

6.796 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.697 

3.20 

0.015 

0.09 

0.01 

0.00 

0.00 

0.00 

0.40 

0.31 

0.29 

0.044 

0.38 

0.50 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.099 

3.20 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Soyla 

0821000802567500 

5.079 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.079 

2.11 

0.015 

0.13 

0.02 

0.00 

0.00 

0.06 

0.21 

0.18 

0.52 

0.013 

0.36 

0.40 


Srinagar 

0821000602549100 

53.620 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

36.917 

2.28 

0.015 

0.35 

0.04 

0.00 

0.00 

0.00 

1.57 

1.81 

1.07 

0.240 

0.26 

0.23 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.005 

2.28 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Srirampura 

0821000802568200 

10.705 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.359 

1.50 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 


Syar 

0821000802572600 

19.874 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.549 

0.20 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.06 

0.006 

0.06 

0.07 


Tihari 

0821000602549700 

23.955 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

23.343 

3.64 

0.015 

0.28 

0.04 

0.00 

0.00 

0.13 

1.39 

1.11 

0.94 

0.152 

0.38 

0.47 


Tikawara 

0821000102494100 

13.772 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

13.772 

2.94 

0.020 

0.14 

0.02 

0.00 

0.00 

0.04 

0.89 

0.90 

0.53 

0.038 

0.38 

0.37 


Tilana 

0821000602552600 

18.887 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

18.887 

2.21 

0.015 

0.14 

0.02 

0.00 

0.00 

0.12 

0.62 

0.47 

0.41 

0.123 

0.41 

0.54 


Udaipur Kalan 

0821000102493800 

21.571 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.248 

2.55 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.24 

0.22 

0.05 

0.012 

0.07 

0.08 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.442 

2.55 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.35 

0.32 

0.05 

0.018 

0.11 

0.12 

07003038 

Adeda 

0821000502544600 

1.039 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.001 

0.78 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.038 

0.78 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.004 

0.43 

0.52 


Ajba Ka Bariya 

0821000602555100 

2.047 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.376 

1.57 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.11 

0.08 

0.30 

0.009 

0.27 

0.40 







Non-command 

Gneisses(B.G.C) 

0.671 

1.57 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.11 

0.004 

0.13 

0.19 


Ajgara 

0821000802574700 

11.403 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.002 

2.28 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

11.401 

2.28 

0.015 

0.02 

0.00 

0.00 

0.00 

0.02 

0.39 

0.33 

0.06 

0.027 

0.47 

0.57 


Ajgari 

0821000802576100 

11.017 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

9.791 

2.21 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.34 

0.29 

0.10 

0.023 

0.42 

0.49 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.074 

2.21 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.003 

0.05 

0.05 


Amargarh 

0821000702556900 

8.120 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.120 

1.73 

0.015 

0.08 

0.01 

0.00 

0.00 

0.05 

0.23 

0.16 

0.31 

0.020 

0.42 

0.59 


Amarpura 

0821000602556800 

1.727 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.727 

2.07 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.06 

0.19 

0.011 

0.41 

0.62 


Arjunpura 

0821000702558800 

3.653 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.653 

2.11 

0.015 

0.05 

0.01 

0.00 

0.00 

0.02 

0.14 

0.09 

0.19 

0.009 

0.42 

0.62 


Arwar 

0821000802569800 

11.330 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.761 

1.48 

0.015 

0.02 

0.00 

0.00 

0.00 

0.02 

0.15 

0.14 

0.04 

0.017 

0.20 

0.21 


Badla 

0821000802569700 

6.204 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.301 

1.60 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.09 

0.003 

0.07 

0.08 


Baghsuri 

0821000602555000 

21.055 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.367 

0.75 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.002 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

20.688 

0.75 

0.015 

0.44 

0.06 

0.00 

0.00 

0.09 

0.53 

0.36 

1.60 

0.136 

0.40 

0.58 


Bagrai 

0821000702557600 

4.623 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.623 

2.51 

0.015 

0.06 

0.01 

0.00 

0.00 

0.03 

0.19 

0.12 

0.24 

0.012 

0.41 

0.64 


Bakhtawarpura 

0821000602556200 

0.583 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.583 

1.09 

0.015 

0.04 

0.01 

0.00 

0.00 

0.03 

0.01 

0.00 

0.16 

0.004 

0.41 

0.58 


Balapura 

0821000702562700 

4.004 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.004 

1.21 

0.015 

0.04 

0.00 

0.00 

0.00 

0.02 

0.09 

0.07 

0.13 

0.010 

0.40 

0.56 


Balwanta 

0821000202507400 

11.325 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.659 

3.42 

0.020 

0.14 

0.02 

0.00 

0.00 

0.00 

0.71 

0.50 

0.48 

0.056 

0.32 

0.46 







Non-command 

Gneisses(B.G.C) 

1.218 

3.42 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.05 

0.008 

0.04 

0.06 


Bandanwara 

0821000702557400 

25.265 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

25.265 

2.66 

0.015 

0.50 

0.07 

0.00 

0.00 

0.13 

1.31 

0.76 

1.92 

0.063 

0.41 

0.71 


Banewara 

0821000602554800 

13.919 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.793 

1.45 

0.020 

0.24 

0.03 

0.00 

0.00 

0.03 

0.49 

0.33 

0.88 

0.071 

0.28 

0.42 







Non-command 

Gneisses(B.G.C) 

3.114 

1.45 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.11 

0.07 

0.19 

0.020 

0.08 

0.12 


Banti 

0821000802570800 

2.243 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.243 

1.45 

0.015 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.01 

0.006 

0.33 

0.35 


Bara Patthar 

0821000602552300 

0.359 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.359 

2.56 

0.015 

0.09 

0.01 

0.00 

0.00 

0.00 

0.09 

0.06 

0.35 

0.002 

0.42 

0.63 


Bargaon (Surkhand) 

0821000702562800 

18.941 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

18.941 

1.01 

0.015 

0.07 

0.01 

0.00 

0.00 

0.05 

0.30 

0.23 

0.21 

0.047 

0.42 

0.54 


Barla @ Kala Talab 

0821000702562400 

13.624 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

13.624 

1.18 

0.015 

0.05 

0.01 

0.00 

0.00 

0.10 

0.18 

0.11 

0.17 

0.034 

0.40 

0.69 


Beeliya 

0821000702563700 

3.744 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.672 

0.99 

0.015 

0.02 

0.00 

0.00 

0.00 

0.03 

0.04 

0.03 

0.08 

0.009 

0.42 

0.55 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Morajhari 

0821000602550300 

0.11 

0.29 

15.88 

0.34 

0.02 

0.36 

0.04 

0.40 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.422 

0.021 

0.401 

0.572 

142.63 

Over Exploited 



0.10 

0.00 

1,310.58 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.021 

922.74 

Over Exploited 

Nawab 

0821000602550000 

0.11 

0.65 

(53.59) 

0.52 

0.07 

0.59 

0.04 

0.43 

- 

0.0400 

- 

- 

0.093 

0.134 

0.134 

0.725 

0.036 

0.689 

0.473 

68.58 

Safe 

Nepoli 

0821000602550600 

0.11 

0.25 

(17.81) 

0.20 

0.04 

0.24 

0.04 

0.42 

- 

0.0200 

- 

- 

0.041 

0.061 

0.061 

0.302 

0.015 

0.287 

0.255 

88.91 

Semi Critical 

Nolkha 

0821000202502200 

0.11 

0.00 

18,388.18 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pa Ira 

0821000202507000 

0.04 

0.02 

816.73 

0.02 

- 

0.02 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.033 

0.002 

0.031 

0.080 

256.72 

Over Exploited 



0.11 

0.00 

1,013.96 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.002 

0.017 

670.66 

Over Exploited 

Pharkiya 

0821000602549300 

0.11 

0.31 

51.95 

0.37 

0.05 

0.42 

0.04 

0.42 

- 

0.0800 

- 

- 

0.027 

0.107 

0.107 

0.523 

0.026 

0.496 

0.754 

151.92 

Over Exploited 

Raghunath Pura 

0821000102493900 

0.07 

0.05 

161.58 

0.06 

0.01 

0.07 

0.04 

0.42 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.094 

0.005 

0.090 

0.148 

165.10 

Over Exploited 

Raghunathpura 

0821000602550200 

0.11 

0.09 

(39.24) 

0.07 

0.04 

0.12 

0.05 

0.44 

0.01 

0.0200 

- 

- 

0.052 

0.072 

0.082 

0.200 

0.010 

0.190 

0.224 

118.17 

Over Exploited 

Raj pura 

0821000602551400 

0.11 

0.18 

(38.83) 

0.14 

0.00 

0.15 

0.04 

0.44 

0.02 

- 

- 

- 

0.002 

0.002 

0.022 

0.167 

0.008 

0.159 

0.051 

32.41 

Safe 

Rampura Aheeran 

0821000602548900 

0.11 

0.35 

8.75 

0.38 

0.06 

0.44 

0.04 

0.43 

- 

0.0800 

- 

- 

0.045 

0.125 

0.125 

0.562 

0.028 

0.534 

0.748 

140.03 

Over Exploited 

Ramsar 

0821000602551200 

0.11 

1.49 

(18.07) 

1.22 

0.07 

1.29 

0.04 

0.39 

0.18 

0.3400 

- 

- 

- 

0.340 

0.522 

1.815 

0.091 

1.724 

2.077 

120.49 

Over Exploited 



0.10 

0.03 

483.93 

0.03 

- 

0.03 

0.01 

0.05 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.053 

0.003 

0.051 

0.131 

258.15 

Over Exploited 

Rata Khera 

0821000602552200 

0.07 

0.00 

2,243.82 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.008 

10,397.79 

Over Exploited 

Rigrot 

0821000802568000 

0.04 

0.07 

170.64 

0.09 

0.04 

0.12 

0.04 

0.42 

- 

0.0500 

- 

- 

0.024 

0.074 

0.074 

0.198 

0.010 

0.188 

0.422 

224.25 

Over Exploited 

Sameliya 

0821000802573400 

0.06 

0.05 

(21.84) 

0.04 

- 

0.04 

0.02 

0.23 

- 

- 

- 

- 

- 

- 

- 

0.039 

0.002 

0.037 

0.021 

57.03 

Safe 

Samproda 

0821000602550400 

0.11 

0.61 

(6.29) 

0.57 

0.12 

0.69 

0.04 

0.43 

- 

0.0900 

- 

- 

0.131 

0.221 

0.221 

0.909 

0.045 

0.864 

0.928 

107.43 

Over Exploited 

Sanod 

0821000602552700 

0.11 

0.93 

(31.33) 

0.75 

0.13 

0.87 

0.05 

0.43 

0.13 

0.1500 

- 

- 

0.115 

0.266 

0.391 

1.263 

0.063 

1.200 

1.481 

123.44 

Over Exploited 

Sarana 

0821000802566700 

0.04 

0.00 

2,580.50 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.016 

621.25 

Over Exploited 

Sarsoonda 

0821000802572900 

0.06 

0.20 

(64.44) 

0.16 

0.03 

0.19 

0.03 

0.40 

- 

0.0200 

- 

- 

0.029 

0.049 

0.049 

0.239 

0.012 

0.228 

0.165 

72.53 

Semi Critical 

Sarwar (M) 

0821000842108000 

0.06 

0.00 

21,933.10 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.002 

55,995.82 

Over Exploited 

Sedariya 

0821000202507100 

0.04 

0.00 

7,354.80 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.016 

8,366.70 

Over Exploited 

Shergarh 

0821000802569500 

0.04 

0.26 

28.97 

0.31 

0.15 

0.46 

0.03 

0.36 

- 

0.0200 

- 

- 

0.210 

0.230 

0.230 

0.694 

0.035 

0.659 

0.222 

33.70 

Safe 

Shokaliya 

0821000802566900 

0.04 

0.04 

382.00 

0.05 

0.00 

0.05 

0.01 

0.14 

0.00 

0.0100 

- 

- 

0.006 

0.016 

0.021 

0.075 

0.004 

0.072 

0.053 

73.68 

Semi Critical 

Sholiya 

0821000802571300 

0.04 

0.15 

25.29 

0.18 

0.02 

0.19 

0.03 

0.38 

- 

- 

- 

- 

0.027 

0.027 

0.027 

0.221 

0.011 

0.210 

0.048 

22.68 

Safe 

Sohanpura 

0821000802573600 

0.06 

0.00 

276.60 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

4,547.86 

Over Exploited 

Sompura 

0821000802573300 

0.06 

0.01 

25.15 

0.01 

- 

0.01 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.010 

0.014 

138.74 

Over Exploited 

Soorajpura 

0821000602550500 

0.11 

0.28 

10.93 

0.31 

0.01 

0.32 

0.04 

0.42 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.347 

0.017 

0.330 

0.338 

102.37 

Over Exploited 



0.10 

0.00 

6,369.90 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

4,163.41 

Over Exploited 

Soyla 

0821000802567500 

0.04 

0.07 

146.49 

0.09 

0.08 

0.17 

0.04 

0.39 

- 

0.0600 

- 

- 

0.093 

0.153 

0.153 

0.324 

0.016 

0.308 

0.531 

172.26 

Over Exploited 

Srinagar 

0821000602549100 

0.11 

1.03 

########## 

1.24 

0.04 

1.28 

0.03 

0.29 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

1.401 

0.070 

1.331 

1.307 

98.18 

Critical 



0.10 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Srirampura 

0821000802568200 

0.06 

0.00 

2,348.10 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.001 

44.90 

Safe 

Syar 

0821000802572600 

0.06 

0.01 

91.65 

0.01 

0.01 

0.02 

0.01 

0.06 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.035 

0.002 

0.033 

0.066 

197.66 

Over Exploited 

Tihari 

0821000602549700 

0.11 

0.95 

17.05 

1.11 

0.17 

1.28 

0.04 

0.42 

- 

0.1100 

- 

- 

0.196 

0.306 

0.306 

1.587 

0.079 

1.508 

1.089 

72.22 

Semi Critical 

Tikawara 

0821000102494100 

0.07 

0.39 

131.82 

0.47 

0.06 

0.53 

0.04 

0.41 

- 

0.0600 

- 

- 

0.066 

0.126 

0.126 

0.656 

0.033 

0.623 

0.564 

90.54 

Critical 

Tilana 

0821000602552600 

0.11 

0.82 

(42.98) 

0.66 

0.14 

0.80 

0.05 

0.46 

0.10 

0.0500 

- 

- 

0.184 

0.234 

0.336 

1.138 

0.057 

1.081 

0.535 

49.46 

Safe 

Udaipur Kalan 

0821000102493800 

0.07 

0.02 

349,981.84 

0.03 

- 

0.03 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.036 

0.002 

0.035 

0.062 

178.55 

Over Exploited 



0.06 

0.04 

657.81 

0.05 

- 

0.05 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.060 

0.003 

0.057 

0.066 

115.36 

Over Exploited 

Adeda 

0821000502544600 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.03 

(76.85) 

0.02 

0.00 

0.03 

0.05 

0.48 

0.00 

- 

- 

- 

0.007 

0.007 

0.010 

0.036 

0.002 

0.034 

0.015 

43.12 

Safe 

Ajba Ka Bariya 

0821000602555100 

0.07 

0.03 

176.30 

0.03 

0.01 

0.04 

0.04 

0.30 

0.00 

0.0300 

- 

- 

0.000 

0.030 

0.034 

0.077 

0.004 

0.073 

0.311 

426.53 

Over Exploited 



0.07 

0.01 

353.35 

0.01 

0.00 

0.01 

0.02 

0.15 

0.00 

0.0100 

- 

- 

0.007 

0.017 

0.018 

0.030 

0.001 

0.028 

0.113 

404.38 

Over Exploited 

Ajgara 

0821000802574700 

0.06 

0.00 

910,018.35 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.32 

1.35 

0.33 

0.02 

0.34 

0.04 

0.51 

- 

0.0100 

- 

- 

0.024 

0.034 

0.034 

0.376 

0.019 

0.357 

0.085 

23.92 

Safe 

Ajgari 

0821000802576100 

0.06 

0.26 

13.40 

0.29 

0.01 

0.30 

0.04 

0.46 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.324 

0.016 

0.307 

0.119 

38.86 

Safe 



0.06 

0.00 

918.33 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.003 

0.008 

223.29 

Over Exploited 

Amargarh 

0821000702556900 

0.04 

0.14 

14.91 

0.16 

0.06 

0.23 

0.05 

0.47 

0.02 

0.0400 

- 

- 

0.082 

0.122 

0.139 

0.364 

0.018 

0.346 

0.333 

96.31 

Critical 

Amarpura 

0821000602556800 

0.07 

0.05 

20.75 

0.06 

0.01 

0.07 

0.05 

0.46 

0.01 

0.0200 

- 

- 

0.005 

0.025 

0.031 

0.104 

0.005 

0.099 

0.196 

198.03 

Over Exploited 

Arjunpura 

0821000702558800 

0.04 

0.06 

48.88 

0.08 

0.03 

0.10 

0.05 

0.47 

0.01 

0.0200 

- 

- 

0.024 

0.044 

0.051 

0.153 

0.008 

0.145 

0.203 

139.64 

Over Exploited 

Arwar 

0821000802569800 

0.04 

0.05 

153.60 

0.07 

0.02 

0.09 

0.02 

0.22 

- 

- 

- 

- 

0.031 

0.031 

0.031 

0.117 

0.006 

0.112 

0.060 

53.70 

Safe 

Badla 

0821000802569700 

0.04 

0.00 

1,145.60 

0.00 

- 

0.00 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.014 

0.089 

648.80 

Over Exploited 

Baghsuri 

0821000602555000 

0.07 

0.00 

4,374.53 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

0.004 

0.004 

0.004 

0.007 

0.000 

0.007 

0.034 

501.03 

Over Exploited 



0.07 

0.58 

(37.47) 

0.46 

0.15 

0.61 

0.05 

0.45 

0.08 

0.1800 

- 

- 

0.128 

0.309 

0.385 

0.993 

0.050 

0.944 

1.735 

183.82 

Over Exploited 

Bagrai 

0821000702557600 

0.04 

0.08 

57.18 

0.09 

0.04 

0.14 

0.05 

0.46 

0.01 

0.0300 

- 

- 

0.050 

0.080 

0.089 

0.226 

0.011 

0.215 

0.250 

116.11 

Over Exploited 

Bakhtawarpura 

0821000602556200 

0.07 

0.02 

(75.62) 

0.01 

0.04 

0.06 

0.05 

0.46 

0.00 

0.0200 

- 

- 

0.050 

0.070 

0.073 

0.130 

0.006 

0.123 

0.164 

133.07 

Over Exploited 

Balapura 

0821000702562700 

0.04 

0.07 

(1.01) 

0.07 

0.02 

0.09 

0.04 

0.44 

- 

0.0100 

- 

- 

0.031 

0.041 

0.041 

0.127 

0.006 

0.121 

0.140 

115.65 

Over Exploited 

Balwanta 

0821000202507400 

0.04 

0.11 

########## 

0.13 

0.02 

0.15 

0.04 

0.36 

0.01 

0.0500 

- 

- 

- 

0.050 

0.064 

0.216 

0.011 

0.205 

0.531 

259.44 

Over Exploited 



0.11 

0.01 

882.17 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.018 

0.001 

0.017 

0.062 

365.39 

Over Exploited 

Bandanwara 

0821000702557400 

0.04 

0.43 

77.87 

0.51 

0.20 

0.71 

0.05 

0.46 

0.05 

0.2200 

- 

- 

0.200 

0.420 

0.469 

1.182 

0.059 

1.123 

1.985 

176.82 

Over Exploited 

Banewara 

0821000602554800 

0.07 

0.23 

43.41 

0.28 

0.06 

0.34 

0.04 

0.32 

0.03 

0.1000 

- 

- 

0.047 

0.147 

0.177 

0.515 

0.026 

0.489 

0.946 

193.47 

Over Exploited 



0.07 

0.02 

301.48 

0.02 

0.01 

0.03 

0.01 

0.09 

0.00 

0.0200 

- 

- 

0.001 

0.021 

0.023 

0.055 

0.003 

0.052 

0.213 

407.99 

Over Exploited 

Banti 

0821000802570800 

0.04 

0.03 

(50.32) 

0.02 

0.03 

0.06 

0.03 

0.36 

- 

- 

- 

- 

0.049 

0.049 

0.049 

0.106 

0.005 

0.101 

0.017 

16.51 

Safe 

Bara Patthar 

0821000602552300 

0.07 

0.01 

487.71 

0.01 

0.01 

0.02 

0.06 

0.48 

0.00 

0.0400 

- 

- 

0.001 

0.041 

0.043 

0.066 

0.003 

0.063 

0.355 

565.84 

Over Exploited 

Bargaon (Surkhand) 

0821000702562800 

0.04 

0.32 

(27.69) 

0.26 

0.06 

0.31 

0.04 

0.46 

- 

0.0200 

- 

- 

0.068 

0.088 

0.088 

0.403 

0.020 

0.383 

0.252 

65.86 

Safe 

Barla @ Kala Talab 

0821000702562400 

0.04 

0.22 

(52.01) 

0.18 

0.11 

0.29 

0.04 

0.44 

0.02 

0.0300 

- 

- 

0.145 

0.175 

0.200 

0.486 

0.024 

0.461 

0.207 

44.87 

Safe 

Beeliya 

0821000702563700 

0.04 

0.06 

(47.02) 

0.05 

0.03 

0.08 

0.04 

0.46 

- 

0.0100 

- 

- 

0.045 

0.055 

0.055 

0.136 

0.007 

0.129 

0.085 

66.10 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 



082100080257640C 

7.713 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.698 

1.78 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.07 

0.06 

0.05 

0.006 

0.16 

0.20 


Beer 

082100020250690C 

20.750 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.228 

2.81 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

3.041 

2.81 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.16 

0.10 

0.020 

0.06 

0.06 


Begaliyawas 

0821000502545200 

8.590 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.194 

2.51 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.10 

0.16 

0.008 

0.11 

0.13 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.568 

2.51 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.04 

0.006 

0.08 

0.09 


Bewanja 

0821000602552400 

15.271 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.083 

3.28 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.17 

0.11 

0.07 

0.020 

0.08 

0.13 


Bhagnanpura 

0821000602556400 

1.066 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.066 

1.93 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.04 

0.15 

0.007 

0.41 

0.60 


Bhagwanpura 

0821000802575400 

13.781 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

9.646 

1.60 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.25 

0.20 

0.10 

0.023 

0.32 

0.41 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.135 

1.60 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.01 

0.010 

0.14 

0.18 


Bhairoo Khera 

0821000602556600 

1.882 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.882 

0.73 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.06 

0.04 

0.18 

0.012 

0.41 

0.62 



0821000702564300 

1.999 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.416 

2.61 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.09 

0.15 


Bhatiyani 

0821000602553300 

23.644 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

23.644 

0.80 

0.015 

0.42 

0.06 

0.00 

0.00 

0.07 

0.58 

0.39 

1.48 

0.155 

0.42 

0.62 


Bhatolao 

0821000802573500 

4.508 

Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.508 

0.85 

0.015 

0.01 

0.00 

0.00 

0.00 

0.06 

0.01 

0.01 

0.02 

0.011 

0.47 

0.59 


Bhawani Khera 

0821000602554100 

6.883 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.883 

2.98 

0.020 

0.45 

0.07 

0.00 

0.00 

0.02 

0.77 

0.52 

1.75 

0.045 

0.42 

0.62 


Bheempura 

0821000602554400 

10.285 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.649 

3.03 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.07 

0.004 

0.02 

0.03 


Bhinay 

0821000702560100 

31.010 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

27.817 

4.25 

0.015 

0.63 

0.09 

0.00 

0.00 

0.00 

2.31 

1.22 

2.44 

0.069 

0.36 

0.69 


Bidkachiyawas 

0821000302513700 

30.235 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.354 

2.61 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.07 

0.009 

0.01 

0.02 


Bilawatya Khera 

0821000802574100 

4.628 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.537 

1.63 

0.015 

0.05 

0.01 

0.00 

0.00 

0.09 

0.03 

0.03 

0.20 

0.008 

0.36 

0.42 


Birla 

0821000802571800 

13.072 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.386 

0.59 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.01 

0.003 

0.05 

0.06 


Bithoor 

0821000602555200 

6.110 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.110 

2.46 

0.020 

0.39 

0.06 

0.00 

0.00 

0.04 

0.59 

0.40 

1.52 

0.040 

0.40 

0.59 


Boobkiya 

0821000702560900 

8.805 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.501 

2.22 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.34 

0.18 

0.27 

0.021 

0.39 

0.73 


Bubaniya 

0821000602555500 

13.932 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.033 

1.52 

0.020 

0.21 

0.03 

0.00 

0.00 

0.01 

0.35 

0.24 

0.78 

0.040 

0.18 

0.27 







Non-command 

Gneisses(B.G.C) 

7.900 

1.52 

0.015 

0.22 

0.03 

0.00 

0.00 

0.02 

0.36 

0.24 

0.81 

0.052 

0.24 

0.35 


Budhpura 

0821000602554900 

6.959 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.959 

0.66 

0.015 

0.06 

0.01 

0.00 

0.00 

0.07 

0.05 

0.03 

0.19 

0.046 

0.39 

0.56 


Chainpura 

0821000602555300 

7.902 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.902 

3.21 

0.020 

0.27 

0.04 

0.00 

0.00 

0.00 

0.73 

0.49 

1.02 

0.052 

0.40 

0.61 


Chak Beeliya 

0821000802576200 

2.086 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.045 

1.82 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Chakwa 

0821000802575600 

9.362 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

9.362 

1.41 

0.015 

0.19 

0.03 

0.00 

0.00 

0.03 

0.33 

0.26 

0.73 

0.022 

0.45 

0.57 


Chakwi 

0821000802575500 

3.365 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.365 

1.12 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.06 

0.05 

0.02 

0.008 

0.45 

0.56 


Chandali 

0821000802576000 

12.213 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

10.914 

2.14 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.38 

0.32 

0.14 

0.026 

0.42 

0.50 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.174 

2.14 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.01 


Chandma 

0821000802570100 

9.001 

Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

9.001 

2.16 

0.015 

0.02 

0.00 

0.00 

0.00 

0.04 

0.27 

0.22 

0.05 

0.022 

0.35 

0.42 


Chapaneri 

0821000702563900 

24.096 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.675 

3.28 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.16 

0.11 

0.14 

0.007 

0.05 

0.07 


Chat 

0821000602553400 

10.616 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

10.616 

0.78 

0.015 

0.11 

0.01 

0.00 

0.00 

0.07 

0.15 

0.10 

0.34 

0.070 

0.42 

0.63 


Chat Sardarpura 

0821000602554200 

9.847 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.269 

4.27 

0.020 

0.18 

0.02 

0.00 

0.00 

0.00 

0.87 

0.58 

0.67 

0.054 

0.34 

0.51 


Chawadiya 

0821000502544400 

14.818 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.480 

0.80 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.15 

0.12 

0.25 

0.028 

0.21 

0.28 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.337 

0.80 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.09 

0.09 

0.027 

0.21 

0.27 


Chawandiya 

0821000702561500 

8.416 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.321 

4.03 

0.015 

0.10 

0.01 

0.00 

0.00 

0.03 

0.56 

0.31 

0.36 

0.021 

0.40 

0.74 


Chhachhundra 

0821000702558000 

4.798 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.798 

3.21 

0.015 

0.14 

0.02 

0.00 

0.00 

0.05 

0.30 

0.16 

0.53 

0.012 

0.41 

0.76 


Chhapri 

0821000802575100 

3.689 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.001 

1.99 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.689 

1.99 

0.015 

0.03 

0.01 

0.00 

0.00 

0.01 

0.12 

0.10 

0.11 

0.009 

0.47 

0.59 


Danta 

0821000202507200 

15.311 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.606 

3.34 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.11 

0.10 

0.010 

0.04 

0.05 







Non-command 

Gneisses(B.G.C) 

10.428 

3.34 

0.015 

0.16 

0.02 

0.00 

0.00 

0.00 

0.66 

0.52 

0.56 

0.068 

0.28 

0.35 


Daulatpura 

0821000702558100 

2.323 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.323 

3.06 

0.015 

0.09 

0.01 

0.00 

0.00 

0.02 

0.16 

0.09 

0.35 

0.006 

0.41 

0.75 



0821000802573200 

7.804 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.951 

1.05 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.002 

0.06 

0.07 


Daulatpura (Jamola) 

0821000502544800 

2.713 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.540 

0.88 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.08 

0.07 

0.21 

0.009 

0.40 

0.48 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.173 

0.88 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.03 

0.03 


Deopura 

0821000702557300 

3.969 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.969 

2.07 

0.015 

0.12 

0.02 

0.00 

0.00 

0.02 

0.20 

0.14 

0.45 

0.010 

0.42 

0.59 


Derathoo 

0821000602552800 

21.549 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

19.450 

1.97 

0.015 

0.81 

0.11 

0.00 

0.00 

0.02 

1.25 

0.84 

3.06 

0.127 

0.38 

0.57 


Dhani 

0821000702561700 

2.891 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.206 

3.57 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.03 

0.05 


Dhantol 

0821000702560400 

10.296 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

9.985 

2.48 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.44 

0.24 

0.30 

0.025 

0.39 

0.73 


Dhigariya Goojran 

0821000802570600 

8.450 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.450 

1.45 

0.015 

0.32 

0.05 

0.00 

0.00 

0.03 

0.42 

0.38 

1.24 

0.021 

0.35 

0.39 


Dholadanta 

0821000602555400 

6.581 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.581 

0.55 

0.015 

0.05 

0.01 

0.00 

0.00 

0.01 

0.08 

0.06 

0.13 

0.043 

0.42 

0.62 


Dholadanta Derathoo 

0821000602553500 

4.835 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.554 

1.84 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.06 

0.14 

0.010 

0.14 

0.20 







Non-command 

Gneisses(B.G.C) 

3.281 

1.84 

0.015 

0.06 

0.01 

0.00 

0.00 

0.01 

0.13 

0.09 

0.22 

0.021 

0.29 

0.43 


Dholadanta Nyara 

0821000602556700 

3.586 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.586 

1.90 

0.015 

0.11 

0.01 

0.00 

0.00 

0.02 

0.18 

0.12 

0.40 

0.023 

0.41 

0.63 


Dhunwaliya 

0821000902577600 

8.024 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.512 

1.49 

0.015 

0.02 

0.00 

0.00 

0.00 

0.13 

-0.05 

-0.04 

0.07 

0.007 

0.15 

0.17 






Lassariya 

Command 

Gneisses(B.G.C) 

0.002 

1.49 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dilwara 

0821000602552100 

4.249 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.001 

3.50 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

4.119 

3.50 

0.015 

0.11 

0.01 

0.00 

0.00 

0.01 

0.31 

0.21 

0.39 

0.027 

0.41 

0.61 


Dilwari 

0821000602552000 

6.336 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.671 

3.65 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.10 

0.011 

0.11 

0.16 


Dorai 

0821000802574300 

6.524 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.649 

2.24 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.15 

0.05 

0.011 

0.34 

0.40 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.875 

2.24 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.01 

0.004 

0.14 

0.16 


Ekalseenga 

0821000702561600 

15.374 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.694 

3.72 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.03 

0.002 

0.02 

0.03 


Ganesh Magri 

0821000502544500 

1.941 

Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.941 

0.90 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.03 

0.02 

0.03 

0.007 

0.43 

0.52 


Ganeshpura 

0821000802569900 

9.463 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.886 

1.68 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.03 

0.012 

0.17 

0.19 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.577 

1.68 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.11 

0.03 

0.011 

0.16 

0.17 



0821000802571200 

7.335 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.642 

1.20 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.03 

0.03 


Ghana 

0821000702561900 

9.614 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.924 

2.69 

0.015 

0.07 

0.01 

0.00 

0.00 

0.03 

0.31 

0.17 

0.24 

0.017 

0.29 

0.53 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 


0821000802576400 

0.06 

0.03 

125.34 

0.03 

0.01 

0.04 

0.02 

0.18 

- 

0.0100 

- 

- 

0.011 

0.021 

0.021 

0.062 

0.003 

0.059 

0.054 

92.50 

Critical 

Beer 

0821000202506900 

0.04 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

19,602.42 

Over Exploited 



0.11 

0.02 

730.14 

0.02 

- 

0.02 

0.01 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.033 

0.002 

0.031 

0.116 

371.31 

Over Exploited 

Begaliyawas 

0821000502545200 

0.06 

0.02 

508.49 

0.02 

0.01 

0.03 

0.01 

0.13 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.051 

0.003 

0.049 

0.171 

351.85 

Over Exploited 



0.06 

0.01 

691.85 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.000 

0.009 

0.049 

514.27 

Over Exploited 

Bewanja 

0821000602552400 

0.11 

0.03 

300.39 

0.03 

0.01 

0.04 

0.01 

0.10 

0.00 

0.0100 

- 

- 

0.008 

0.018 

0.022 

0.061 

0.003 

0.058 

0.092 

157.85 

Over Exploited 

Bhagnanpura 

0821000602556400 

0.07 

0.03 

28.51 

0.04 

0.01 

0.05 

0.05 

0.46 

0.00 

0.0200 

- 

- 

0.005 

0.025 

0.028 

0.079 

0.004 

0.075 

0.158 

211.74 

Over Exploited 

Bhagwanpura 

0821000802575400 

0.06 

0.20 

1.52 

0.20 

0.01 

0.21 

0.03 

0.36 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.230 

0.011 

0.218 

0.119 

54.57 

Safe 



0.06 

0.03 

150.92 

0.04 

- 

0.04 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.041 

0.002 

0.039 

0.024 

60.71 

Safe 

Bhairoo Khera 

0821000602556600 

0.07 

0.05 

(30.70) 

0.04 

0.01 

0.06 

0.05 

0.46 

0.01 

0.0200 

- 

- 

0.005 

0.025 

0.032 

0.089 

0.004 

0.084 

0.188 

223.39 

Over Exploited 


0821000702564300 

0.04 

0.00 

553.01 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.012 

718.30 

Over Exploited 

Bhatiyani 

0821000602553300 

0.07 

0.69 

(43.78) 

0.55 

0.13 

0.68 

0.06 

0.47 

0.09 

0.1700 

- 

- 

0.101 

0.271 

0.364 

1.044 

0.052 

0.992 

1.633 

164.65 

Over Exploited 

Bhatolao 

0821000802573500 

0.06 

0.13 

(94.01) 

0.10 

0.06 

0.16 

0.04 

0.51 

- 

- 

- 

- 

0.086 

0.086 

0.086 

0.246 

0.012 

0.233 

0.035 

14.92 

Safe 

Bhawani Khera 

0821000602554100 

0.07 

0.22 

141.73 

0.26 

0.09 

0.35 

0.06 

0.48 

0.03 

0.2000 

- 

- 

0.024 

0.224 

0.254 

0.599 

0.030 

0.569 

1.791 

314.70 

Over Exploited 

Bheempura 

0821000602554400 

0.07 

0.00 

3,687.21 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.011 

0.069 

643.70 

Over Exploited 

Bhinay 

0821000702560100 

0.04 

0.41 

########## 

0.49 

0.09 

0.58 

0.04 

0.41 

0.05 

0.2700 

- 

- 

- 

0.270 

0.317 

0.897 

0.045 

0.852 

2.510 

294.58 

Over Exploited 

Bidkachiyawas 

0821000302513700 

0.07 

0.00 

4,053.06 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.074 

656.53 

Over Exploited 

Bilawatya Khera 

0821000802574100 

0.06 

0.08 

(65.43) 

0.06 

0.10 

0.17 

0.03 

0.39 

- 

0.0400 

- 

- 

0.141 

0.181 

0.181 

0.348 

0.017 

0.331 

0.212 

64.21 

Safe 

Birla 

0821000802571800 

0.06 

0.00 

(20.89) 

0.00 

0.01 

0.01 

0.00 

0.05 

- 

- 

- 

- 

0.013 

0.013 

0.013 

0.024 

0.001 

0.023 

0.015 

66.92 

Safe 

Bithoor 

0821000602555200 

0.07 

0.18 

119.18 

0.22 

0.10 

0.31 

0.05 

0.45 

0.02 

0.1700 

- 

- 

0.054 

0.224 

0.248 

0.561 

0.028 

0.533 

1.563 

293.04 

Over Exploited 

Boobkiya 

0821000702560900 

0.04 

0.14 

34.96 

0.16 

0.01 

0.17 

0.04 

0.43 

0.02 

0.0300 

- 

- 

- 

0.030 

0.046 

0.220 

0.011 

0.209 

0.291 

139.65 

Over Exploited 

Bubaniya 

0821000602555500 

0.07 

0.08 

191.68 

0.10 

0.04 

0.14 

0.02 

0.21 

0.01 

0.0900 

- 

- 

0.014 

0.104 

0.116 

0.253 

0.013 

0.241 

0.818 

339.52 

Over Exploited 



0.07 

0.13 

82.18 

0.16 

0.05 

0.20 

0.03 

0.27 

0.02 

0.0900 

- 

- 

0.023 

0.113 

0.131 

0.334 

0.017 

0.317 

0.861 

271.58 

Over Exploited 

Budhpura 

0821000602554900 

0.07 

0.19 

(82.97) 

0.15 

0.08 

0.24 

0.05 

0.44 

0.02 

0.0200 

- 

- 

0.108 

0.128 

0.153 

0.389 

0.019 

0.370 

0.239 

64.49 

Safe 

Chainpura 

0821000602555300 

0.07 

0.24 

104.24 

0.29 

0.04 

0.33 

0.05 

0.46 

0.03 

0.1100 

- 

- 

0.007 

0.117 

0.150 

0.483 

0.024 

0.458 

1.067 

232.72 

Over Exploited 

Chak Beeliya 

0821000802576200 

0.06 

0.00 

2,962.59 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Chakwa 

0821000802575600 

0.06 

0.27 

(2.76) 

0.26 

0.06 

0.32 

0.04 

0.50 

- 

0.1400 

- 

- 

0.047 

0.187 

0.187 

0.509 

0.025 

0.483 

0.754 

156.05 

Over Exploited 

Chakwi 

0821000802575500 

0.06 

0.09 

(48.93) 

0.08 

0.01 

0.08 

0.04 

0.49 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.090 

0.005 

0.086 

0.032 

37.37 

Safe 

Chandali 

0821000802576000 

0.06 

0.29 

10.44 

0.32 

0.01 

0.33 

0.04 

0.46 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.358 

0.018 

0.340 

0.170 

50.05 

Safe 



0.06 

0.00 

6,657.45 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chandma 

0821000802570100 

0.04 

0.12 

75.01 

0.15 

0.04 

0.19 

0.04 

0.38 

- 

0.0100 

- 

- 

0.066 

0.076 

0.076 

0.270 

0.013 

0.256 

0.076 

29.85 

Safe 

Chapaneri 

0821000702563900 

0.04 

0.01 

1,974.98 

0.01 

0.01 

0.02 

0.00 

0.05 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.038 

0.002 

0.037 

0.147 

401.07 

Over Exploited 

Chat 

0821000602553400 

0.07 

0.31 

(67.73) 

0.25 

0.08 

0.34 

0.06 

0.48 

0.04 

0.0400 

- 

- 

0.111 

0.151 

0.195 

0.530 

0.027 

0.504 

0.414 

82.13 

Semi Critical 

Chat Sardarpura 

0821000602554200 

0.07 

0.20 

395,045.00 

0.24 

0.02 

0.26 

0.04 

0.38 

0.03 

0.0700 

- 

- 

- 

0.070 

0.096 

0.354 

0.018 

0.336 

0.724 

215.62 

Over Exploited 

Chawadiya 

0821000502544400 

0.06 

0.10 

11.70 

0.12 

0.01 

0.13 

0.03 

0.24 

0.01 

0.0300 

- 

- 

- 

0.030 

0.043 

0.168 

0.008 

0.159 

0.278 

174.31 

Over Exploited 



0.06 

0.09 

(0.91) 

0.09 

- 

0.09 

0.03 

0.23 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.112 

0.006 

0.106 

0.121 

114.04 

Over Exploited 

Chawandiya 

0821000702561500 

0.04 

0.14 

121.25 

0.17 

0.04 

0.21 

0.05 

0.45 

0.02 

0.0400 

- 

- 

0.049 

0.089 

0.105 

0.314 

0.016 

0.298 

0.377 

126.45 

Over Exploited 

Chhachhundra 

0821000702558000 

0.04 

0.08 

101.13 

0.10 

0.07 

0.17 

0.05 

0.45 

0.01 

0.0600 

- 

- 

0.074 

0.134 

0.143 

0.308 

0.015 

0.293 

0.541 

184.65 

Over Exploited 

Chhapri 

0821000802575100 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.10 

(6.10) 

0.10 

0.02 

0.11 

0.04 

0.51 

- 

0.0200 

- 

- 

0.011 

0.031 

0.031 

0.146 

0.007 

0.139 

0.115 

82.76 

Semi Critical 

Danta 

0821000202507200 

0.04 

0.00 

452,310.09 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.013 

0.111 

871.52 

Over Exploited 



0.11 

0.31 

66.60 

0.38 

0.02 

0.40 

0.03 

0.31 

0.04 

0.0600 

- 

- 

- 

0.060 

0.098 

0.495 

0.025 

0.470 

0.632 

134.43 

Over Exploited 

Daulatpura 

0821000702558100 

0.04 

0.04 

126.33 

0.05 

0.03 

0.08 

0.05 

0.45 

0.00 

0.0400 

- 

- 

0.035 

0.075 

0.079 

0.159 

0.008 

0.151 

0.352 

233.09 

Over Exploited 


0821000802573200 

0.06 

0.00 

249.92 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.002 

58.81 

Safe 

Daulatpura (Jamola) 

0821000502544800 

0.06 

0.07 

5.49 

0.07 

0.01 

0.08 

0.05 

0.45 

0.01 

0.0200 

- 

- 

- 

0.020 

0.028 

0.108 

0.005 

0.103 

0.220 

214.63 

Over Exploited 



0.06 

0.00 

572.14 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.005 

1,305.46 

Over Exploited 

Deopura 

0821000702557300 

0.04 

0.07 

107.24 

0.08 

0.04 

0.13 

0.05 

0.47 

0.01 

0.0500 

- 

- 

0.034 

0.084 

0.092 

0.218 

0.011 

0.207 

0.464 

224.02 

Over Exploited 

Derathoo 

0821000602552800 

0.07 

0.52 

61.81 

0.62 

0.13 

0.76 

0.05 

0.43 

0.07 

0.3400 

- 

- 

0.035 

0.375 

0.448 

1.205 

0.060 

1.145 

3.190 

278.69 

Over Exploited 

Dhani 

0821000702561700 

0.04 

0.00 

2,489.77 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

4,024.40 

Over Exploited 

Dhantol 

0821000702560400 

0.04 

0.16 

########## 

0.19 

0.01 

0.20 

0.04 

0.44 

0.02 

0.0300 

- 

- 

- 

0.030 

0.048 

0.252 

0.013 

0.239 

0.327 

136.67 

Over Exploited 

Dhigariya Goojran 

0821000802570600 

0.04 

0.12 

210.11 

0.15 

0.08 

0.23 

0.04 

0.38 

- 

0.1400 

- 

- 

0.045 

0.185 

0.185 

0.411 

0.021 

0.390 

1.263 

323.60 

Over Exploited 

Dholadanta 

0821000602555400 

0.07 

0.19 

(71.10) 

0.15 

0.02 

0.18 

0.06 

0.47 

0.03 

0.0200 

- 

- 

0.018 

0.038 

0.064 

0.240 

0.012 

0.228 

0.177 

77.84 

Semi Critical 

Dholadanta Derathoo 

0821000602553500 

0.07 

0.02 

271.30 

0.02 

0.01 

0.03 

0.02 

0.15 

0.00 

0.0300 

- 

- 

- 

0.030 

0.032 

0.061 

0.003 

0.058 

0.150 

258.38 

Over Exploited 



0.07 

0.07 

29.30 

0.08 

0.02 

0.10 

0.04 

0.33 

0.01 

0.0400 

- 

- 

0.021 

0.061 

0.070 

0.173 

0.009 

0.164 

0.239 

145.83 

Over Exploited 

Dholadanta Nyara 

0821000602556700 

0.07 

0.10 

16.00 

0.12 

0.03 

0.15 

0.05 

0.46 

0.01 

0.0400 

- 

- 

0.028 

0.068 

0.080 

0.228 

0.011 

0.217 

0.418 

192.96 

Over Exploited 

Dhunwaliya 

0821000902577600 

0.07 

0.03 

(256.21) 

0.02 

0.13 

0.15 

0.01 

0.16 

- 

0.0100 

- 

- 

0.190 

0.200 

0.200 

0.349 

0.017 

0.331 

0.074 

22.39 

Safe 



0.07 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dilwara 

0821000602552100 

0.04 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.11 

0.18 

15.58 

0.21 

0.02 

0.23 

0.06 

0.47 

0.03 

0.0400 

- 

- 

0.009 

0.049 

0.074 

0.300 

0.015 

0.285 

0.415 

145.58 

Over Exploited 

Dilwari 

0821000602552000 

0.11 

0.02 

312.18 

0.02 

0.00 

0.03 

0.02 

0.13 

0.00 

0.0100 

- 

- 

0.003 

0.014 

0.016 

0.042 

0.002 

0.040 

0.107 

265.15 

Over Exploited 

Dorai 

0821000802574300 

0.06 

0.10 

52.56 

0.12 

- 

0.12 

0.03 

0.37 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.128 

0.006 

0.122 

0.059 

48.46 

Safe 



0.06 

0.02 

251.18 

0.02 

- 

0.02 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.018 

0.001 

0.017 

0.014 

82.85 

Semi Critical 

Ekalseenga 

0821000702561600 

0.04 

0.00 

5,787.80 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.000 

- 

- 

0.001 

0.000 

0.001 

0.034 

5,334.48 

Over Exploited 

Ganesh Magri 

0821000502544500 

0.06 

0.05 

(56.92) 

0.04 

0.01 

0.05 

0.05 

0.49 

0.01 

- 

- 

- 

0.016 

0.016 

0.022 

0.072 

0.004 

0.069 

0.036 

52.67 

Safe 

Ganeshpura 

0821000802569900 

0.04 

0.03 

256.69 

0.04 

- 

0.04 

0.02 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.041 

0.002 

0.039 

0.044 

113.36 

Over Exploited 



0.04 

0.03 

294.17 

0.03 

- 

0.03 

0.02 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.035 

0.002 

0.033 

0.043 

130.80 

Over Exploited 


0821000802571200 

0.06 

0.00 

767.39 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.014 

981.06 

Over Exploited 

Ghana 

0821000702561900 

0.04 

0.08 

104.58 

0.10 

0.04 

0.14 

0.03 

0.33 

0.01 

0.0400 

- 

- 

0.048 

0.088 

0.097 

0.240 

0.012 

0.228 

0.255 

112.08 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Gopalpura 

082100070255960C 

5.294 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.798 

4.42 

0.015 

0.05 

0.01 

0.00 

0.00 

0.01 

0.28 

0.16 

0.21 

0.009 

0.29 

0.53 


Gordhanpura 

0821000702559800 

1.099 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.099 

3.60 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.08 

0.04 

0.10 

0.003 

0.41 

0.76 


Gowaliya 

0821000702558400 

7.776 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.721 

3.54 

0.015 

0.09 

0.01 

0.00 

0.00 

0.02 

0.42 

0.24 

0.34 

0.017 

0.35 

0.61 


Goyla 

0821000802570900 

17.344 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

16.557 

1.44 

0.015 

0.09 

0.01 

0.00 

0.00 

0.10 

0.34 

0.31 

0.30 

0.041 

0.31 

0.34 


Gudaliya 

0821000802566400 

8.881 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.881 

1.90 

0.015 

0.04 

0.01 

0.00 

0.00 

0.05 

0.23 

0.16 

0.14 

0.022 

0.39 

0.57 


Gujarwara 

0821000702560300 

2.253 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.782 

4.08 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.14 

0.07 

0.14 

0.004 

0.32 

0.61 


Gundali 

0821000802575900 

7.024 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.893 

2.21 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.23 

0.18 

0.10 

0.014 

0.39 

0.48 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.131 

2.21 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.003 

0.07 

0.09 


Hanwantiya 

0821000602553200 

9.791 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

9.791 

1.93 

0.015 

0.13 

0.02 

0.00 

0.00 

0.03 

0.36 

0.25 

0.43 

0.064 

0.40 

0.58 


Hatoondi 

0821000202508500 

3.752 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.021 

3.69 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Heengtara 

0821000802573700 

11.131 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.362 

0.83 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.02 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

10.510 

0.83 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.12 

0.04 

0.025 

0.44 

0.55 


Heerapura 

0821000702560500 

1.829 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.829 

2.86 

0.015 

0.03 

0.00 

0.00 

0.00 

0.02 

0.09 

0.05 

0.11 

0.005 

0.40 

0.75 


Hingoniyan 

0821000802573900 

18.587 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

15.524 

0.79 

0.015 

0.26 

0.06 

0.00 

0.00 

0.00 

0.38 

0.32 

1.01 

0.037 

0.39 

0.47 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.942 

0.79 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.05 

0.005 

0.05 

0.06 


Iraniyan 

0821000802575800 

12.449 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

12.156 

2.14 

0.015 

0.14 

0.02 

0.00 

0.00 

0.00 

0.51 

0.41 

0.50 

0.029 

0.45 

0.56 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.294 

2.14 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.01 


Jadana 

0821000802570500 

13.537 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

13.537 

1.60 

0.015 

0.06 

0.01 

0.00 

0.00 

0.06 

0.31 

0.25 

0.21 

0.034 

0.44 

0.54 


Jagpura 

0821000602553600 

1.887 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.887 

1.79 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.11 

0.07 

0.25 

0.012 

0.42 

0.63 



0821000802575200 

7.636 

Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.636 

1.26 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.16 

0.13 

0.10 

0.018 

0.47 

0.59 


Jal Ka Khera 

0821000902577500 

7.332 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.233 

1.59 

0.015 

0.02 

0.00 

0.00 

0.00 

0.09 

-0.04 

-0.04 

0.07 

0.004 

0.08 

0.09 






Lassariya 

Command 

Gneisses(B.G.C) 

0.085 

1.59 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Jaliya 

0821000802576500 

10.246 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.409 

1.17 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.04 

0.006 

0.11 

0.13 


Jaliya (Jamola) 

0821000502544700 

1.636 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.595 

0.66 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.06 

0.002 

0.16 

0.19 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.041 

0.66 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.004 

0.27 

0.33 


Jamola 

0821000502544900 

14.407 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.095 

1.77 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.07 

0.004 

0.03 

0.04 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

12.781 

1.77 

0.015 

0.09 

0.01 

0.00 

0.00 

0.00 

0.42 

0.36 

0.30 

0.047 

0.39 

0.45 


Jaswantpura 

0821000602553000 

4.777 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.777 

1.98 

0.015 

0.10 

0.01 

0.00 

0.00 

0.04 

0.19 

0.13 

0.34 

0.031 

0.41 

0.58 


Jatiya 

0821000202507300 

5.893 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.976 

3.47 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.07 

0.16 

0.006 

0.07 

0.10 







Non-command 

Gneisses(B.G.C) 

4.351 

3.47 

0.015 

0.16 

0.02 

0.00 

0.00 

0.00 

0.37 

0.26 

0.59 

0.028 

0.31 

0.43 


Jawla 

0821000802570000 

6.050 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.027 

1.70 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.05 

0.008 

0.17 

0.18 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.023 

1.70 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.04 

0.008 

0.17 

0.18 


Jetpura 

0821000502544200 

0.621 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.621 

0.73 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.03 

0.002 

0.42 

0.51 



0821000702565700 

10.070 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.049 

1.12 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jhabarkiya 

0821000602556100 

0.704 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.704 

0.81 

0.015 

0.04 

0.01 

0.00 

0.00 

0.01 

0.03 

0.02 

0.14 

0.005 

0.41 

0.58 


Jhanbarkiya 

0821000702561800 

4.848 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.104 

3.14 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.03 

0.003 

0.09 

0.16 


Jharwasa 

0821000602555700 

19.145 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

19.145 

-0.09 

0.015 

0.31 

0.04 

0.00 

0.00 

0.08 

0.00 

0.00 

1.08 

0.125 

0.41 

0.62 


Jheepiya 

0821000702558900 

10.735 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

10.202 

1.94 

0.015 

0.14 

0.02 

0.00 

0.00 

0.05 

0.36 

0.30 

0.51 

0.025 

0.41 

0.50 


Jorawarpura 

0821000702559900 

1.080 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.080 

3.53 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.05 

0.16 

0.003 

0.41 

0.76 


Jotayan 

0821000802570200 

18.174 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

14.755 

1.63 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.39 

0.32 

0.07 

0.037 

0.28 

0.34 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.419 

1.63 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.02 

0.009 

0.07 

0.08 


Kabrichat 

0821000602556300 

4.973 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.973 

1.21 

0.015 

0.05 

0.01 

0.00 

0.00 

0.04 

0.09 

0.06 

0.15 

0.033 

0.41 

0.58 


Kachariya 

0821000702563300 

7.727 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.165 

1.19 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Kaklana 

0821000202508600 

5.382 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.847 

4.96 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.32 

0.21 

0.17 

0.019 

0.21 

0.32 


Kalaheri 

0821000502543700 

5.012 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.012 

1.84 

0.015 

0.08 

0.01 

0.00 

0.00 

0.04 

0.17 

0.14 

0.30 

0.019 

0.43 

0.51 


Kalawat 

0821000802571100 

4.301 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.448 

1.33 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.01 

0.006 

0.21 

0.25 


Kalyanpura 

0821000802566100 

11.464 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

11.464 

1.93 

0.015 

0.03 

0.00 

0.00 

0.00 

0.04 

0.33 

0.19 

0.08 

0.029 

0.40 

0.69 


Kanai Kalan 

0821000702563000 

14.449 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

14.192 

0.67 

0.015 

0.06 

0.01 

0.00 

0.00 

0.08 

0.11 

0.09 

0.18 

0.035 

0.43 

0.55 


Kanai Khurd 

0821000702563100 

8.603 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.533 

1.15 

0.015 

0.06 

0.01 

0.00 

0.00 

0.06 

0.14 

0.11 

0.21 

0.021 

0.45 

0.56 


Kanpura 

0821000502545300 

8.891 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.776 

3.01 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.03 

0.003 

0.04 

0.04 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.138 

3.01 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 


Karati 

0821000702558300 

11.073 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

10.215 

3.70 

0.015 

0.16 

0.02 

0.00 

0.00 

0.07 

0.64 

0.35 

0.62 

0.026 

0.38 

0.68 


Kebaniya 

0821000802566000 

10.121 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

10.121 

1.80 

0.015 

0.03 

0.00 

0.00 

0.00 

0.04 

0.26 

0.17 

0.09 

0.025 

0.40 

0.63 


Keetap 

0821000702557800 

16.200 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

16.200 

3.14 

0.015 

0.21 

0.05 

0.00 

0.00 

0.13 

0.79 

0.45 

0.77 

0.040 

0.40 

0.71 


Kekri (M) 

0821000942109000 

29.193 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

9.986 

1.78 

0.015 

0.28 

0.00 

0.00 

0.00 

0.01 

0.54 

0.46 

0.00 

0.859 

0.16 

0.19 


Keriya 

0821000502544300 

8.212 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.170 

0.41 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.12 

0.030 

0.41 

0.53 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.042 

0.41 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Keriya Khurd 

0821000702562600 

12.549 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

12.549 

1.24 

0.015 

0.10 

0.01 

0.00 

0.00 

0.11 

0.22 

0.16 

0.36 

0.031 

0.38 

0.51 


Kesharpura 

0821000802566600 

3.636 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.300 

2.67 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.03 

0.04 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.336 

2.67 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.12 

0.07 

0.008 

0.32 

0.41 


Khandra 

0821000802570400 

6.830 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.830 

1.27 

0.015 

0.03 

0.00 

0.00 

0.00 

0.07 

0.09 

0.08 

0.10 

0.017 

0.41 

0.49 


Khapri 

0821000602554000 

2.276 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.276 

3.76 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.25 

0.17 

0.35 

0.015 

0.42 

0.61 


Khayra 

0821000702562000 

7.074 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.074 

1.72 

0.015 

0.05 

0.01 

0.00 

0.00 

0.07 

0.15 

0.08 

0.18 

0.018 

0.41 

0.74 


Kheeriya 

0821000802571000 

13.222 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

13.077 

1.69 

0.015 

0.21 

0.03 

0.00 

0.00 

0.08 

0.44 

0.37 

0.80 

0.031 

0.38 

0.44 


Kheri 

0821000702558500 

4.195 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.195 

2.54 

0.015 

0.16 

0.02 

0.00 

0.00 

0.03 

0.27 

0.16 

0.64 

0.010 

0.41 

0.71 


Kirap 

0821000502536500 

22.059 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.185 

2.90 

0.015 

0.05 

0.01 

0.00 

0.00 

0.01 

0.17 

0.15 

0.18 

0.012 

0.06 

0.07 







Non-command 

Gneisses(B.G.C) 

6.907 

2.90 

0.015 

0.10 

0.01 

0.00 

0.00 

0.02 

0.37 

0.31 

0.36 

0.026 

0.13 

0.16 


Kumhariya 

0821000702557700 

22.467 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

22.467 

2.30 

0.015 

0.16 

0.02 

0.00 

0.00 

0.14 

0.78 

0.49 

0.56 

0.056 

0.41 

0.64 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Gopalpura 

0821000702559600 

0.04 

0.05 

241.73 

0.05 

0.02 

0.07 

0.03 

0.33 

0.01 

0.0200 

- 

- 

0.013 

0.033 

0.038 

0.112 

0.006 

0.106 

0.214 

202.46 

Over Exploited 

Gordhanpura 

0821000702559800 

0.04 

0.02 

125.50 

0.02 

0.01 

0.03 

0.05 

0.45 

0.00 

0.0100 

- 

- 

0.018 

0.028 

0.030 

0.063 

0.003 

0.060 

0.100 

165.84 

Over Exploited 

Gowaliya 

0821000702558400 

0.04 

0.10 

149.43 

0.12 

0.03 

0.15 

0.04 

0.39 

0.01 

0.0400 

- 

- 

0.028 

0.068 

0.079 

0.225 

0.011 

0.214 

0.352 

164.36 

Over Exploited 

Goyla 

0821000802570900 

0.04 

0.21 

47.29 

0.26 

0.11 

0.36 

0.03 

0.34 

- 

0.0300 

- 

- 

0.148 

0.178 

0.178 

0.542 

0.027 

0.515 

0.343 

66.72 

Safe 

Gudaliya 

0821000802566400 

0.04 

0.14 

9.53 

0.16 

0.06 

0.22 

0.04 

0.43 

0.02 

0.0200 

- 

- 

0.080 

0.100 

0.117 

0.335 

0.017 

0.318 

0.162 

50.95 

Safe 

Gujarwara 

0821000702560300 

0.04 

0.02 

161,305.80 

0.03 

0.01 

0.04 

0.04 

0.36 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.060 

0.003 

0.057 

0.144 

253.48 

Over Exploited 

Gundali 

0821000802575900 

0.06 

0.14 

26.45 

0.17 

- 

0.17 

0.04 

0.43 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.193 

0.010 

0.184 

0.110 

59.94 

Safe 



0.06 

0.01 

497.85 

0.01 

- 

0.01 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.008 

133.02 

Over Exploited 

Hanwantiya 

0821000602553200 

0.11 

0.42 

(40.56) 

0.34 

0.05 

0.39 

0.05 

0.45 

0.05 

0.0500 

- 

- 

0.046 

0.096 

0.149 

0.536 

0.027 

0.509 

0.491 

96.41 

Critical 

Hatoondi 

0821000202508500 

0.07 

0.00 

28,984.79 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Heengtara 

0821000802573700 

0.06 

0.00 

944.83 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.06 

0.28 

(56.64) 

0.22 

- 

0.22 

0.04 

0.48 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.232 

0.012 

0.221 

0.063 

28.63 

Safe 

Heerapura 

0821000702560500 

0.04 

0.03 

59.68 

0.04 

0.02 

0.05 

0.05 

0.45 

0.00 

0.0100 

- 

- 

0.027 

0.037 

0.040 

0.094 

0.005 

0.090 

0.113 

125.55 

Over Exploited 

Hingoniyan 

0821000802573900 

0.06 

0.38 

(15.83) 

0.32 

0.06 

0.38 

0.04 

0.42 

- 

0.1900 

- 

- 

- 

0.190 

0.190 

0.567 

0.028 

0.539 

1.045 

194.01 

Over Exploited 



0.06 

0.01 

384.71 

0.01 

- 

0.01 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.058 

362.14 

Over Exploited 

Iraniyan 

0821000802575800 

0.06 

0.34 

19.57 

0.41 

0.02 

0.43 

0.04 

0.49 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.521 

0.026 

0.495 

0.533 

107.65 

Over Exploited 



0.06 

0.00 

3,861.16 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

2,607.87 

Over Exploited 

Jadana 

0821000802570500 

0.04 

0.24 

3.02 

0.25 

0.07 

0.32 

0.04 

0.48 

- 

0.0200 

- 

- 

0.094 

0.114 

0.114 

0.438 

0.022 

0.416 

0.239 

57.40 

Safe 

Jagpura 

0821000602553600 

0.07 

0.06 

32.91 

0.07 

0.01 

0.08 

0.06 

0.48 

0.01 

0.0300 

- 

- 

- 

0.030 

0.038 

0.115 

0.006 

0.109 

0.258 

236.67 

Over Exploited 


0821000802575200 

0.06 

0.22 

(40.94) 

0.17 

0.01 

0.19 

0.04 

0.51 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.212 

0.011 

0.202 

0.119 

59.13 

Safe 

Jal Ka Khera 

0821000902577500 

0.07 

0.01 

(621.34) 

0.01 

0.09 

0.10 

0.01 

0.09 

- 

0.0100 

- 

- 

0.141 

0.151 

0.151 

0.250 

0.013 

0.238 

0.071 

29.66 

Safe 



0.07 

0.00 

(963.83) 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.006 

0.000 

0.006 

0.000 

4.14 

Safe 

Jaliya 

0821000802576500 

0.06 

0.02 

159.92 

0.02 

0.00 

0.02 

0.01 

0.12 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.032 

0.002 

0.030 

0.042 

137.72 

Over Exploited 

Jaliya (Jamola) 

0821000502544700 

0.06 

0.01 

257.30 

0.01 

- 

0.01 

0.02 

0.18 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.018 

0.001 

0.017 

0.060 

352.06 

Over Exploited 



0.06 

0.02 

(1.14) 

0.02 

- 

0.02 

0.03 

0.31 

0.00 

- 

- 

- 

- 

- 

0.002 

0.019 

0.001 

0.018 

0.044 

242.84 

Over Exploited 

Jamola 

0821000502544900 

0.06 

0.00 

1,691.05 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.071 

569.28 

Over Exploited 



0.06 

0.30 

21.65 

0.36 

0.01 

0.37 

0.05 

0.44 

0.04 

0.0300 

- 

- 

- 

0.030 

0.067 

0.435 

0.022 

0.413 

0.349 

84.59 

Semi Critical 

Jaswantpura 

0821000602553000 

0.11 

0.21 

(37.02) 

0.17 

0.05 

0.22 

0.05 

0.46 

0.03 

0.0400 

- 

- 

0.065 

0.105 

0.132 

0.352 

0.018 

0.335 

0.373 

111.47 

Over Exploited 

Jatiya 

0821000202507300 

0.04 

0.00 

154,868.30 

0.00 

0.01 

0.01 

0.01 

0.08 

0.00 

0.0200 

- 

- 

- 

0.020 

0.020 

0.033 

0.002 

0.032 

0.164 

520.28 

Over Exploited 



0.11 

0.14 

81.13 

0.17 

0.02 

0.19 

0.04 

0.35 

0.02 

0.0700 

- 

- 

- 

0.070 

0.089 

0.282 

0.014 

0.268 

0.616 

230.12 

Over Exploited 

Jawla 

0821000802570000 

0.04 

0.02 

327.84 

0.02 

- 

0.02 

0.02 

0.18 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.035 

0.002 

0.033 

0.062 

186.38 

Over Exploited 



0.04 

0.02 

295.95 

0.02 

- 

0.02 

0.02 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.024 

0.001 

0.023 

0.051 

221.96 

Over Exploited 

Jetpura 

0821000502544200 

0.06 

0.02 

(88.22) 

0.01 

0.01 

0.03 

0.05 

0.47 

0.00 

- 

- 

- 

0.022 

0.022 

0.024 

0.052 

0.003 

0.049 

0.031 

63.93 

Safe 


0821000702565700 

0.04 

0.00 

15,306.22 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jhabarkiya 

0821000602556100 

0.07 

0.02 

17.28 

0.02 

0.02 

0.04 

0.05 

0.46 

0.00 

0.0200 

- 

- 

0.008 

0.028 

0.030 

0.069 

0.003 

0.066 

0.148 

225.32 

Over Exploited 

Jhanbarkiya 

0821000702561800 

0.04 

0.00 

768.23 

0.01 

- 

0.01 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.035 

707.75 

Over Exploited 

Jharwasa 

0821000602555700 

0.07 

0.56 

- 

0.56 

0.12 

0.68 

0.05 

0.47 

0.07 

0.1200 

- 

- 

0.127 

0.247 

0.321 

1.002 

0.100 

0.902 

1.209 

134.06 

Over Exploited 

Jheepiya 

0821000702558900 

0.04 

0.17 

71.97 

0.21 

0.07 

0.28 

0.05 

0.46 

0.02 

0.0600 

- 

- 

0.079 

0.139 

0.160 

0.441 

0.022 

0.419 

0.533 

127.47 

Over Exploited 

Jorawarpura 

0821000702559900 

0.04 

0.02 

153.39 

0.02 

0.01 

0.03 

0.05 

0.45 

0.00 

0.0200 

- 

- 

0.002 

0.022 

0.024 

0.057 

0.003 

0.054 

0.165 

303.86 

Over Exploited 

Jotayan 

0821000802570200 

0.04 

0.17 

88.54 

0.21 

- 

0.21 

0.03 

0.31 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.216 

0.011 

0.205 

0.102 

49.74 

Safe 



0.04 

0.01 

767.07 

0.01 

- 

0.01 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.010 

0.031 

300.08 

Over Exploited 

Kabrichat 

0821000602556300 

0.07 

0.14 

(55.11) 

0.12 

0.05 

0.17 

0.05 

0.46 

0.02 

0.0200 

- 

- 

0.060 

0.080 

0.098 

0.263 

0.013 

0.250 

0.184 

73.49 

Semi Critical 

Kachariya 

0821000702563300 

0.04 

0.00 

3,596.60 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kaklana 

0821000202508600 

0.07 

0.04 

367.54 

0.05 

0.01 

0.07 

0.03 

0.24 

0.01 

0.0200 

- 

- 

0.004 

0.024 

0.029 

0.096 

0.005 

0.091 

0.192 

210.88 

Over Exploited 

Kalaheri 

0821000502543700 

0.06 

0.14 

2.86 

0.14 

0.05 

0.19 

0.05 

0.48 

0.02 

0.0600 

- 

- 

0.057 

0.117 

0.134 

0.325 

0.016 

0.309 

0.317 

102.47 

Over Exploited 

Kalawat 

0821000802571100 

0.06 

0.03 

27.92 

0.04 

- 

0.04 

0.02 

0.23 

- 

- 

- 

- 

- 

- 

- 

0.039 

0.002 

0.037 

0.018 

47.74 

Safe 

Kalyanpura 

0821000802566100 

0.04 

0.19 

0.11 

0.19 

0.04 

0.22 

0.05 

0.44 

0.02 

0.0100 

- 

- 

0.053 

0.063 

0.085 

0.309 

0.015 

0.294 

0.105 

35.62 

Safe 

Kanai Kalan 

0821000702563000 

0.04 

0.25 

(65.27) 

0.20 

0.09 

0.29 

0.04 

0.47 

- 

0.0300 

- 

- 

0.124 

0.154 

0.154 

0.448 

0.022 

0.425 

0.219 

51.61 

Safe 

Kanai Khurd 

0821000702563100 

0.04 

0.16 

(29.46) 

0.13 

0.07 

0.19 

0.04 

0.49 

- 

0.0400 

- 

- 

0.088 

0.128 

0.128 

0.323 

0.016 

0.307 

0.226 

73.71 

Semi Critical 

Kanpura 

0821000502545300 

0.06 

0.00 

1,927.30 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.032 

1,304.65 

Over Exploited 



0.06 

0.00 

9,532.82 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.005 

6,287.76 

Over Exploited 

Karati 

0821000702558300 

0.04 

0.16 

122.34 

0.19 

0.09 

0.28 

0.04 

0.42 

0.02 

0.0700 

- 

- 

0.099 

0.169 

0.187 

0.463 

0.023 

0.440 

0.642 

145.79 

Over Exploited 

Kebaniya 

0821000802566000 

0.04 

0.17 

1.28 

0.17 

0.04 

0.21 

0.05 

0.45 

0.02 

0.0200 

- 

- 

0.057 

0.077 

0.097 

0.304 

0.015 

0.289 

0.111 

38.53 

Safe 

Keetap 

0821000702557800 

0.04 

0.27 

66.82 

0.32 

0.18 

0.51 

0.05 

0.45 

0.03 

0.1400 

- 

- 

0.201 

0.341 

0.372 

0.879 

0.044 

0.835 

0.807 

96.66 

Critical 

Kekri (M) 

0821000942109000 

0.07 

0.12 

280.01 

0.15 

0.01 

0.15 

0.02 

0.18 

- 

- 

- 

- 

0.014 

0.014 

0.014 

0.169 

0.008 

0.160 

0.859 

535.29 

Over Exploited 

Keriya 

0821000502544300 

0.06 

0.22 

(67.68) 

0.18 

- 

0.18 

0.05 

0.46 

0.03 

0.0100 

- 

- 

- 

0.010 

0.037 

0.213 

0.011 

0.202 

0.145 

71.88 

Semi Critical 



0.06 

0.00 

3,579.15 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Keriya Khurd 

0821000702562600 

0.04 

0.20 

(18.05) 

0.16 

0.12 

0.28 

0.04 

0.42 

- 

0.0400 

- 

- 

0.162 

0.202 

0.202 

0.482 

0.024 

0.458 

0.387 

84.60 

Semi Critical 

Kesharpura 

0821000802566600 

0.04 

0.00 

2,531.03 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

2,854.49 

Over Exploited 



0.04 

0.04 

180.71 

0.05 

- 

0.05 

0.03 

0.36 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.062 

0.003 

0.059 

0.073 

124.71 

Over Exploited 

Khandra 

0821000802570400 

0.04 

0.11 

(33.37) 

0.09 

0.07 

0.16 

0.04 

0.45 

- 

0.0100 

- 

- 

0.101 

0.111 

0.111 

0.270 

0.013 

0.256 

0.114 

44.51 

Safe 

Khapri 

0821000602554000 

0.07 

0.07 

138.90 

0.09 

0.01 

0.10 

0.06 

0.47 

0.01 

0.0400 

- 

- 

0.000 

0.040 

0.050 

0.145 

0.007 

0.138 

0.365 

264.56 

Over Exploited 

Khayra 

0821000702562000 

0.04 

0.12 

(30.15) 

0.10 

0.08 

0.18 

0.05 

0.45 

0.01 

0.0300 

- 

- 

0.109 

0.139 

0.152 

0.330 

0.017 

0.314 

0.202 

64.30 

Safe 

Kheeriya 

0821000802571000 

0.06 

0.31 

21.35 

0.37 

0.11 

0.48 

0.04 

0.41 

- 

0.0900 

- 

- 

0.114 

0.204 

0.204 

0.679 

0.034 

0.645 

0.835 

129.49 

Over Exploited 

Kheri 

0821000702558500 

0.04 

0.07 

123.95 

0.08 

0.05 

0.13 

0.05 

0.46 

0.01 

0.0700 

- 

- 

0.038 

0.108 

0.116 

0.246 

0.012 

0.234 

0.647 

276.65 

Over Exploited 

Kirap 

0821000502536500 

0.05 

0.01 

1,313.87 

0.01 

0.02 

0.03 

0.01 

0.07 

0.00 

0.0200 

- 

- 

0.008 

0.028 

0.029 

0.057 

0.003 

0.054 

0.196 

361.00 

Over Exploited 



0.06 

0.06 

421.46 

0.07 

0.03 

0.10 

0.02 

0.15 

0.01 

0.0400 

- 

- 

0.032 

0.072 

0.079 

0.183 

0.009 

0.173 

0.381 

219.54 

Over Exploited 

Kumhariya 

0821000702557700 

0.04 

0.38 

30.67 

0.45 

0.16 

0.61 

0.05 

0.46 

0.05 

0.0600 

- 

- 

0.203 

0.263 

0.310 

0.918 

0.046 

0.872 

0.618 

70.91 

Semi Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Kushalpura 

082100050254340C 

4.382 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.026 

3.68 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Lachchipura 

0821000202508700 

2.946 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.946 

4.20 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.30 

0.20 

0.21 

0.019 

0.41 

0.61 


Lallai 

0821000802574600 

6.822 

Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.822 

1.26 

0.015 

0.10 

0.02 

0.00 

0.00 

0.06 

0.15 

0.12 

0.39 

0.016 

0.47 

0.57 


Lamba 

0821000502545600 

15.523 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.012 

2.99 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Laxmipura 

0821000702563400 

2.304 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.600 

0.45 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.05 

0.004 

0.30 

0.39 


Leeri 

0821000302514300 

31.080 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.752 

1.84 

0.020 

0.14 

0.02 

0.00 

0.00 

0.00 

0.33 

0.23 

0.50 

0.038 

0.06 

0.09 


Loharwara 

0821000602552900 

21.359 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

21.012 

1.78 

0.015 

0.31 

0.04 

0.00 

0.00 

0.08 

0.75 

0.51 

1.07 

0.137 

0.41 

0.60 


Madanpura 

0821000802574500 

0.978 

Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.978 

1.57 

0.015 

0.03 

0.01 

0.00 

0.00 

0.01 

0.04 

0.03 

0.11 

0.002 

0.47 

0.56 


Manpura 

0821000802573800 

4.143 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.924 

0.29 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.10 

0.009 

0.44 

0.55 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.187 

0.29 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 


Masooda 

0821000502543200 

41.760 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.002 

3.60 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

1.106 

3.60 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.03 

0.004 

0.01 

0.01 


Mayla 

0821000502543900 

10.218 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.953 

1.94 

0.015 

0.10 

0.01 

0.00 

0.00 

0.04 

0.19 

0.15 

0.38 

0.018 

0.19 

0.24 







Non-command 

Gneisses(B.G.C) 

5.265 

1.94 

0.015 

0.10 

0.01 

0.00 

0.00 

0.03 

0.21 

0.16 

0.36 

0.020 

0.20 

0.26 


Miyan 

0821000802575700 

7.628 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.631 

2.05 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.26 

0.21 

0.26 

0.016 

0.40 

0.50 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.997 

2.05 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.002 

0.06 

0.08 


Mohanpura 

0821000502544100 

4.563 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.563 

0.67 

0.015 

0.03 

0.00 

0.00 

0.00 

0.02 

0.05 

0.04 

0.12 

0.017 

0.41 

0.52 


Motipura 

0821000502543800 

1.709 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.709 

1.87 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.06 

0.05 

0.07 

0.006 

0.43 

0.51 



0821000602553700 

5.342 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.342 

1.06 

0.015 

0.11 

0.02 

0.00 

0.00 

0.00 

0.17 

0.12 

0.40 

0.035 

0.42 

0.63 



0821000702557000 

4.350 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.350 

2.60 

0.015 

0.07 

0.01 

0.00 

0.00 

0.02 

0.21 

0.13 

0.28 

0.011 

0.41 

0.64 



0821000802566300 

3.805 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.580 

1.87 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.10 

0.009 

0.36 

0.55 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.224 

1.87 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.001 

0.02 

0.03 


Nagola 

0821000702563800 

21.031 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

19.774 

1.96 

0.015 

0.15 

0.02 

0.00 

0.00 

0.13 

0.58 

0.38 

0.54 

0.049 

0.38 

0.59 


Naharpura 

0821000602555900 

1.999 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.999 

0.53 

0.015 

0.06 

0.01 

0.00 

0.00 

0.01 

0.05 

0.04 

0.24 

0.013 

0.41 

0.60 


Naiki 

0821000902577700 

12.120 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.314 

1.86 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.09 

0.07 

0.10 

0.007 

0.09 

0.11 


Nandla 

0821000602553800 

13.038 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

12.536 

2.31 

0.020 

0.60 

0.09 

0.00 

0.00 

0.02 

1.07 

0.72 

2.28 

0.082 

0.40 

0.60 







Non-command 

Gneisses(B.G.C) 

0.501 

2.31 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.07 

0.003 

0.02 

0.02 


Nasirabad (CB) 

0821000642107000 

20.915 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

17.122 

2.28 

0.020 

0.52 

0.04 

0.00 

0.00 

0.01 

1.25 

0.84 

0.97 

0.853 

0.35 

0.51 







Non-command 

Gneisses(B.G.C) 

3.792 

2.28 

0.015 

0.10 

0.01 

0.00 

0.00 

0.00 

0.22 

0.15 

0.17 

0.189 

0.08 

0.11 


Nasoon 

0821000502544000 

16.962 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.183 

1.02 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.13 

0.10 

0.18 

0.023 

0.14 

0.19 







Non-command 

Gneisses(B.G.C) 

10.509 

1.02 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.23 

0.17 

0.27 

0.039 

0.23 

0.32 


Nayagaon 

0821000602554500 

3.872 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.872 

3.33 

0.020 

0.27 

0.04 

0.00 

0.00 

0.02 

0.47 

0.30 

1.06 

0.025 

0.37 

0.56 


Neemera (Barli) 

0821000702564400 

12.272 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.004 

2.95 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Neemra(Kerot) 

0821000702563200 

11.002 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

10.465 

0.68 

0.015 

0.08 

0.01 

0.00 

0.00 

0.06 

0.12 

0.10 

0.30 

0.026 

0.42 

0.53 


Nizampura 

0821000602555800 

6.150 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.150 

0.00 

0.015 

0.10 

0.01 

0.00 

0.00 

0.02 

0.00 

0.00 

0.33 

0.040 

0.42 

0.62 


Nyara 

0821000602556500 

9.465 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

9.465 

1.01 

0.015 

0.30 

0.04 

0.00 

0.00 

0.02 

0.38 

0.26 

1.10 

0.062 

0.41 

0.60 


Pachmata 

0821000602554600 

3.738 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.212 

2.40 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.19 

0.13 

0.16 

0.021 

0.31 

0.47 


Padaliya (Bhinay) 

0821000702563600 

14.769 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.060 

2.28 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.04 

0.003 

0.03 

0.04 


Padanga 

0821000702558600 

6.532 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.532 

2.36 

0.015 

0.17 

0.02 

0.00 

0.00 

0.05 

0.33 

0.22 

0.65 

0.016 

0.42 

0.62 


Peeloda 

0821000702560800 

5.027 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.599 

2.87 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.23 

0.12 

0.12 

0.011 

0.37 

0.69 


Peepaliya 

0821000702562300 

9.505 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

9.505 

1.46 

0.015 

0.04 

0.01 

0.00 

0.00 

0.05 

0.19 

0.11 

0.14 

0.024 

0.41 

0.71 


Peeproli 

0821000802566500 

13.935 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

13.830 

2.42 

0.015 

0.12 

0.02 

0.00 

0.00 

0.00 

0.60 

0.45 

0.42 

0.035 

0.37 

0.50 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.106 

2.42 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 



0821000802574000 

4.827 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.572 

0.72 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.001 

0.05 

0.07 


Pratappura 

0821000702558200 

1.865 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.865 

2.77 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.09 

0.05 

0.07 

0.005 

0.41 

0.74 



0821000702561300 

1.979 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.979 

3.97 

0.015 

0.05 

0.01 

0.00 

0.00 

0.01 

0.15 

0.08 

0.18 

0.005 

0.41 

0.76 



0821000802574800 

2.028 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.238 

2.25 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.05 

0.07 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.790 

2.25 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.01 

0.004 

0.41 

0.51 


Raghunath Garh 

0821000702560700 

12.177 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

12.177 

1.67 

0.015 

0.09 

0.01 

0.00 

0.00 

0.15 

0.24 

0.15 

0.30 

0.030 

0.38 

0.60 


Raghunathpura 

0821000702562900 

6.460 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.460 

1.01 

0.015 

0.02 

0.00 

0.00 

0.00 

0.04 

0.08 

0.06 

0.05 

0.016 

0.44 

0.55 


Raghunathpura @ Sapnikhera 

0821000702562500 

2.056 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.056 

1.25 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.05 

0.03 

0.09 

0.005 

0.39 

0.60 


Rajgarh 

0821000602554300 

15.089 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.422 

4.39 

0.020 

0.25 

0.01 

0.00 

0.00 

0.00 

0.89 

0.57 

0.96 

0.049 

0.18 

0.28 


Rajosi 

0821000602553900 

16.831 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

14.887 

3.45 

0.020 

1.12 

0.16 

0.00 

0.00 

0.00 

1.99 

1.36 

4.35 

0.098 

0.37 

0.54 


Rajpura 

0821000802574400 

3.273 

Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.273 

2.08 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.12 

0.10 

0.08 

0.008 

0.47 

0.56 


Rampura 

0821000702557200 

1.697 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.697 

2.03 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.06 

0.05 

0.09 

0.004 

0.42 

0.59 


Rampura Hanu 

0821000602553100 

7.109 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.109 

1.89 

0.015 

0.06 

0.01 

0.00 

0.00 

0.02 

0.23 

0.16 

0.17 

0.046 

0.41 

0.59 


Rampura Nyara 

0821000602556000 

2.293 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.293 

0.79 

0.015 

0.07 

0.01 

0.00 

0.00 

0.03 

0.06 

0.04 

0.27 

0.015 

0.41 

0.59 


Ramsar 

0821000602551200 

45.999 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.618 

1.97 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.004 

0.01 

0.01 


Rasoolpura 

0821000602555600 

5.533 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.533 

-0.18 

0.015 

0.05 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.17 

0.036 

0.42 

0.62 


Rata Khera 

0821000602552200 

2.393 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.321 

2.11 

0.015 

0.11 

0.02 

0.00 

0.00 

0.02 

0.15 

0.10 

0.41 

0.015 

0.41 

0.61 


Ratakot 

0821000702559000 

25.792 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.374 

3.31 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.05 

0.003 

0.02 

0.03 


Ratanpura 

0821000702560000 

1.154 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.154 

3.90 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.08 

0.04 

0.08 

0.003 

0.41 

0.76 


Reechhmaliya @ Rammaliya 

0821000702560600 

12.923 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.176 

1.91 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.19 

0.12 

0.13 

0.013 

0.15 

0.25 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.747 

1.91 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.27 

0.17 

0.21 

0.019 

0.23 

0.38 


Ren 

0821000702561000 

8.550 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.182 

4.11 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.45 

0.24 

0.30 

0.015 

0.29 

0.55 


Rooppura 

0821000702557100 

4.222 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.222 

2.10 

0.015 

0.01 

0.00 

0.00 

0.00 

0.04 

0.10 

0.07 

0.02 

0.011 

0.42 

0.62 



0821000702561400 

1.096 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.094 

4.11 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.12 

0.06 

0.24 

0.003 

0.40 

0.76 


Salarmala-I 

0821000502543600 

1.565 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.565 

2.66 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.08 

0.07 

0.11 

0.006 

0.44 

0.51 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Kushalpura 

0821000502543400 

0.06 

0.00 

26,889.40 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Lachchipura 

0821000202508700 

0.07 

0.09 

121.05 

0.11 

0.01 

0.12 

0.05 

0.46 

0.01 

0.0200 

- 

- 

0.002 

0.022 

0.034 

0.154 

0.008 

0.146 

0.224 

153.61 

Over Exploited 

Lallai 

0821000802574600 

0.06 

0.19 

(37.74) 

0.15 

0.08 

0.24 

0.04 

0.51 

- 

0.0700 

- 

- 

0.095 

0.165 

0.165 

0.402 

0.020 

0.381 

0.410 

107.56 

Over Exploited 

Lamba 

0821000502545600 

0.06 

0.00 

149,972.48 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Laxmipura 

0821000702563400 

0.04 

0.02 

(39.62) 

0.02 

0.01 

0.02 

0.03 

0.33 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.039 

0.002 

0.037 

0.058 

155.13 

Over Exploited 

Leeri 

0821000302514300 

0.07 

0.03 

245,723.95 

0.03 

0.02 

0.05 

0.01 

0.07 

0.00 

0.0600 

- 

- 

- 

0.060 

0.063 

0.114 

0.006 

0.109 

0.539 

496.33 

Over Exploited 

Loharwara 

0821000602552900 

0.11 

0.93 

(44.94) 

0.74 

0.12 

0.86 

0.06 

0.47 

0.13 

0.1200 

- 

- 

0.122 

0.242 

0.369 

1.232 

0.062 

1.170 

1.203 

102.77 

Over Exploited 

Madanpura 

0821000802574500 

0.06 

0.03 

6.17 

0.03 

0.02 

0.05 

0.04 

0.51 

- 

0.0200 

- 

- 

0.012 

0.032 

0.032 

0.079 

0.004 

0.075 

0.112 

149.69 

Over Exploited 

Manpura 

0821000802573800 

0.06 

0.11 

(64.88) 

0.09 

- 

0.09 

0.04 

0.48 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.096 

0.005 

0.092 

0.105 

115.16 

Over Exploited 



0.06 

0.00 

156.74 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Masooda 

0821000502543200 

0.05 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

7,157.90 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.033 

3,137.67 

Over Exploited 

Mayla 

0821000502543900 

0.05 

0.05 

197.72 

0.06 

0.05 

0.11 

0.02 

0.21 

0.01 

0.0700 

- 

- 

0.064 

0.134 

0.140 

0.253 

0.013 

0.240 

0.396 

165.03 

Over Exploited 



0.06 

0.07 

133.38 

0.08 

0.04 

0.13 

0.03 

0.23 

0.01 

0.0700 

- 

- 

0.052 

0.123 

0.131 

0.259 

0.013 

0.246 

0.375 

152.17 

Over Exploited 

Miyan 

0821000802575700 

0.06 

0.17 

26.02 

0.20 

0.01 

0.21 

0.04 

0.44 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.261 

0.013 

0.248 

0.280 

113.09 

Over Exploited 



0.06 

0.00 

578.38 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.016 

398.10 

Over Exploited 

Mohanpura 

0821000502544100 

0.06 

0.12 

(65.87) 

0.10 

0.02 

0.12 

0.05 

0.46 

0.02 

0.0100 

- 

- 

0.035 

0.046 

0.061 

0.181 

0.009 

0.172 

0.132 

76.82 

Semi Critical 

Motipura 

0821000502543800 

0.06 

0.05 

1.67 

0.05 

0.01 

0.06 

0.05 

0.48 

0.01 

0.0100 

- 

- 

0.016 

0.026 

0.032 

0.091 

0.005 

0.087 

0.073 

84.40 

Semi Critical 


0821000602553700 

0.07 

0.16 

(27.02) 

0.13 

0.02 

0.15 

0.06 

0.48 

0.02 

0.0500 

- 

- 

0.005 

0.055 

0.077 

0.226 

0.011 

0.215 

0.438 

203.78 

Over Exploited 


0821000702557000 

0.04 

0.07 

81.98 

0.09 

0.03 

0.12 

0.05 

0.46 

0.01 

0.0300 

- 

- 

0.032 

0.062 

0.071 

0.191 

0.010 

0.182 

0.292 

160.76 

Over Exploited 


0821000802566300 

0.04 

0.05 

61.78 

0.06 

- 

0.06 

0.04 

0.40 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.080 

0.004 

0.076 

0.106 

139.95 

Over Exploited 



0.04 

0.00 

1,973.69 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.012 

4,578.04 

Over Exploited 

Nagola 

0821000702563800 

0.04 

0.31 

21.65 

0.38 

0.15 

0.52 

0.04 

0.42 

- 

0.0600 

- 

- 

0.192 

0.252 

0.252 

0.775 

0.039 

0.736 

0.589 

80.04 

Semi Critical 

Naharpura 

0821000602555900 

0.07 

0.06 

(35.03) 

0.05 

0.02 

0.07 

0.05 

0.46 

0.01 

0.0300 

- 

- 

0.017 

0.047 

0.055 

0.122 

0.006 

0.116 

0.248 

213.83 

Over Exploited 

Naiki 

0821000902577700 

0.07 

0.02 

374.18 

0.02 

0.01 

0.03 

0.01 

0.10 

- 

0.0100 

- 

- 

0.012 

0.022 

0.022 

0.049 

0.002 

0.046 

0.103 

220.75 

Over Exploited 

Nandla 

0821000602553800 

0.07 

0.38 

88.58 

0.46 

0.11 

0.57 

0.06 

0.46 

0.05 

0.2600 

- 

- 

0.033 

0.293 

0.346 

0.915 

0.046 

0.870 

2.363 

271.78 

Over Exploited 



0.07 

0.00 

4,318.35 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.070 

687.32 

Over Exploited 

Nasirabad (CB) 

0821000642107000 

0.07 

0.44 

89.51 

0.53 

0.05 

0.58 

0.05 

0.39 

0.06 

0.1800 

- 

- 

0.015 

0.195 

0.257 

0.840 

0.042 

0.798 

1.825 

228.72 

Over Exploited 



0.07 

0.02 

617.94 

0.02 

0.01 

0.04 

0.01 

0.09 

0.00 

0.0300 

- 

- 

0.003 

0.033 

0.036 

0.072 

0.004 

0.069 

0.357 

520.56 

Over Exploited 

Nasoon 

0821000502544000 

0.05 

0.04 

244,493.84 

0.05 

0.01 

0.06 

0.02 

0.15 

0.01 

0.0200 

- 

- 

- 

0.020 

0.026 

0.089 

0.004 

0.084 

0.207 

245.46 

Over Exploited 



0.06 

0.16 

4.88 

0.17 

0.01 

0.18 

0.03 

0.26 

0.02 

0.0300 

- 

- 

- 

0.030 

0.050 

0.225 

0.011 

0.214 

0.308 

144.02 

Over Exploited 

Nayagaon 

0821000602554500 

0.07 

0.11 

186.59 

0.13 

0.06 

0.19 

0.05 

0.41 

0.01 

0.1200 

- 

- 

0.031 

0.151 

0.165 

0.353 

0.018 

0.335 

1.083 

323.16 

Over Exploited 

Neemera (Barli) 

0821000702564400 

0.04 

0.00 

503,496.78 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Neemra(Kerot) 

0821000702563200 

0.04 

0.18 

(47.57) 

0.15 

0.07 

0.21 

0.04 

0.47 

- 

0.0600 

- 

- 

0.086 

0.146 

0.146 

0.359 

0.018 

0.341 

0.328 

96.10 

Critical 

Nizampura 

0821000602555800 

0.07 

0.18 

- 

0.18 

0.03 

0.21 

0.06 

0.47 

0.02 

0.0400 

- 

- 

0.032 

0.072 

0.097 

0.308 

0.031 

0.277 

0.374 

135.11 

Over Exploited 

Nyara 

0821000602556500 

0.07 

0.27 

(5.26) 

0.26 

0.06 

0.32 

0.05 

0.46 

0.03 

0.1200 

- 

- 

0.034 

0.154 

0.188 

0.510 

0.025 

0.484 

1.165 

240.60 

Over Exploited 

Pachmata 

0821000602554600 

0.07 

0.07 

71.77 

0.09 

0.01 

0.10 

0.04 

0.35 

0.01 

0.0200 

- 

- 

- 

0.020 

0.030 

0.129 

0.006 

0.122 

0.183 

149.83 

Over Exploited 

Padaliya (Bhinay) 

0821000702563600 

0.04 

0.00 

2,324.55 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.006 

0.000 

0.006 

0.046 

766.92 

Over Exploited 

Padanga 

0821000702558600 

0.04 

0.11 

96.19 

0.14 

0.07 

0.21 

0.05 

0.47 

0.01 

0.0700 

- 

- 

0.077 

0.147 

0.160 

0.366 

0.018 

0.348 

0.664 

191.02 

Over Exploited 

Peeloda 

0821000702560800 

0.04 

0.07 

49,210.64 

0.08 

- 

0.08 

0.04 

0.41 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.101 

0.005 

0.096 

0.130 

135.56 

Over Exploited 

Peepaliya 

0821000702562300 

0.04 

0.16 

(31.78) 

0.13 

0.06 

0.19 

0.05 

0.45 

- 

0.0300 

- 

- 

0.074 

0.104 

0.104 

0.291 

0.015 

0.277 

0.164 

59.21 

Safe 

Peeproli 

0821000802566500 

0.04 

0.21 

111.72 

0.25 

0.02 

0.27 

0.04 

0.41 

0.02 

0.0800 

- 

- 

- 

0.080 

0.104 

0.376 

0.019 

0.357 

0.456 

127.53 

Over Exploited 



0.04 

0.00 

23,387.90 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 


0821000802574000 

0.06 

0.00 

593.09 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.025 

1,142.55 

Over Exploited 

Pratappura 

0821000702558200 

0.04 

0.03 

52.33 

0.04 

0.01 

0.05 

0.05 

0.45 

0.00 

0.0100 

- 

- 

0.016 

0.026 

0.030 

0.078 

0.004 

0.074 

0.070 

94.27 

Critical 


0821000702561300 

0.04 

0.03 

133.38 

0.04 

0.02 

0.06 

0.05 

0.45 

0.00 

0.0200 

- 

- 

0.019 

0.039 

0.042 

0.105 

0.005 

0.099 

0.189 

190.27 

Over Exploited 


0821000802574800 

0.06 

0.00 

691.61 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

- 

Safe 



0.06 

0.04 

11.31 

0.05 

- 

0.05 

0.04 

0.45 

- 

- 

- 

- 

- 

- 

- 

0.049 

0.002 

0.047 

0.014 

30.45 

Safe 

Raghunath Garh 

0821000702560700 

0.04 

0.19 

(22.03) 

0.15 

0.16 

0.31 

0.04 

0.42 

- 

0.0300 

- 

- 

0.225 

0.255 

0.255 

0.568 

0.028 

0.539 

0.332 

61.62 

Safe 

Raghunathpura 

0821000702562900 

0.04 

0.12 

(44.25) 

0.09 

0.04 

0.13 

0.04 

0.48 

- 

0.0100 

- 

- 

0.055 

0.065 

0.065 

0.195 

0.010 

0.185 

0.070 

37.84 

Safe 

Raghunathpura @ Sapnikhera 

0821000702562500 

0.04 

0.03 

3.04 

0.03 

0.01 

0.04 

0.04 

0.44 

- 

0.0100 

- 

- 

0.009 

0.019 

0.019 

0.059 

0.003 

0.056 

0.091 

161.52 

Over Exploited 

Rajgarh 

0821000602554300 

0.07 

0.09 

########## 

0.11 

0.01 

0.12 

0.02 

0.20 

0.01 

0.1100 

- 

- 

- 

0.110 

0.122 

0.243 

0.012 

0.231 

1.010 

437.21 

Over Exploited 

Rajosi 

0821000602553900 

0.07 

0.41 

989,523.48 

0.49 

0.16 

0.65 

0.05 

0.42 

0.05 

0.4900 

- 

- 

- 

0.490 

0.545 

1.197 

0.060 

1.137 

4.449 

391.09 

Over Exploited 

Rajpura 

0821000802574400 

0.06 

0.09 

5.27 

0.10 

0.01 

0.10 

0.04 

0.52 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.124 

0.006 

0.118 

0.085 

72.13 

Semi Critical 

Rampura 

0821000702557200 

0.04 

0.03 

54.52 

0.04 

0.01 

0.04 

0.05 

0.47 

0.00 

0.0100 

- 

- 

0.012 

0.023 

0.026 

0.070 

0.003 

0.066 

0.090 

136.31 

Over Exploited 

Rampura Hanu 

0821000602553100 

0.11 

0.31 

(48.32) 

0.25 

0.03 

0.28 

0.05 

0.46 

0.04 

0.0200 

- 

- 

0.026 

0.046 

0.087 

0.363 

0.018 

0.345 

0.214 

62.11 

Safe 

Rampura Nyara 

0821000602556000 

0.07 

0.07 

(37.01) 

0.05 

0.04 

0.09 

0.05 

0.46 

0.01 

0.0300 

- 

- 

0.041 

0.071 

0.079 

0.169 

0.008 

0.161 

0.284 

176.72 

Over Exploited 

Ramsar 

0821000602551200 

0.11 

0.00 

5,757.11 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.010 

0.001 

0.010 

0.034 

342.00 

Over Exploited 

Rasoolpura 

0821000602555600 

0.07 

0.16 

- 

0.16 

0.02 

0.18 

0.06 

0.48 

0.02 

0.0200 

- 

- 

0.015 

0.035 

0.057 

0.239 

0.024 

0.215 

0.204 

94.78 

Critical 

Rata Khera 

0821000602552200 

0.07 

0.07 

47.51 

0.08 

0.04 

0.12 

0.06 

0.47 

0.01 

0.0500 

- 

- 

0.026 

0.076 

0.085 

0.202 

0.010 

0.192 

0.421 

219.22 

Over Exploited 

Ratakot 

0821000702559000 

0.04 

0.00 

4,495.19 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.057 

517.52 

Over Exploited 

Ratanpura 

0821000702560000 

0.04 

0.02 

112.66 

0.02 

0.01 

0.03 

0.05 

0.45 

0.00 

0.0100 

- 

- 

0.015 

0.025 

0.027 

0.061 

0.003 

0.058 

0.079 

136.76 

Over Exploited 

Reechhmaliya @ Rammaliya 

0821000702560600 

0.04 

0.03 

250.68 

0.04 

- 

0.04 

0.02 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.049 

0.002 

0.047 

0.143 

304.21 

Over Exploited 



0.04 

0.07 

132.96 

0.09 

0.01 

0.10 

0.03 

0.26 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.116 

0.006 

0.110 

0.224 

203.99 

Over Exploited 

Ren 

0821000702561000 

0.04 

0.07 

########## 

0.08 

0.01 

0.09 

0.03 

0.33 

0.01 

0.0300 

- 

- 

- 

0.030 

0.038 

0.133 

0.007 

0.126 

0.317 

251.79 

Over Exploited 

Rooppura 

0821000702557100 

0.04 

0.07 

(4.94) 

0.07 

0.04 

0.11 

0.05 

0.47 

0.01 

- 

- 

- 

0.061 

0.061 

0.070 

0.179 

0.009 

0.170 

0.033 

19.10 

Safe 


0821000702561400 

0.04 

0.02 

241.14 

0.02 

0.01 

0.03 

0.05 

0.45 

0.00 

0.0300 

- 

- 

- 

0.030 

0.032 

0.064 

0.003 

0.061 

0.241 

395.86 

Over Exploited 

Salarmala-I 

0821000502543600 

0.06 

0.04 

51.94 

0.05 

0.01 

0.07 

0.05 

0.49 

0.01 

0.0100 

- 

- 

0.022 

0.032 

0.037 

0.105 

0.005 

0.100 

0.112 

111.88 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Sameliya 

082100080257340C 

8.410 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.353 

0.68 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.003 

0.08 

0.10 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.341 

0.68 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.008 

0.19 

0.24 


Sanod 

082100060255270C 

25.333 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.371 

1.95 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.13 

0.015 

0.04 

0.06 


Sanodiya 

0821000802570700 

6.886 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.886 

1.44 

0.015 

0.02 

0.00 

0.00 

0.00 

0.05 

0.12 

0.11 

0.07 

0.017 

0.33 

0.36 


Santhaliya 

0821000502545000 

2.334 

Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.334 

0.94 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.03 

0.03 

0.04 

0.009 

0.44 

0.51 


Sapunda 

0821000802574200 

17.780 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

17.089 

1.97 

0.015 

0.11 

0.01 

0.00 

0.00 

0.00 

0.61 

0.52 

0.40 

0.041 

0.45 

0.53 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.691 

1.97 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.002 

0.02 

0.02 


Sarana 

0821000802566700 

22.052 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

12.250 

2.42 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.47 

0.41 

0.08 

0.031 

0.19 

0.22 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.933 

2.42 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.31 

0.27 

0.05 

0.020 

0.12 

0.14 


Sargaon 

0821000702559700 

6.470 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.396 

4.08 

0.015 

0.11 

0.02 

0.00 

0.00 

0.00 

0.48 

0.26 

0.40 

0.016 

0.40 

0.76 


Sarsari 

0821000902580000 

13.282 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.714 

1.33 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.04 

0.005 

0.06 

0.07 


Sarsoonda 

0821000802572900 

10.826 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.963 

0.60 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.005 

0.08 

0.10 


Sarwar (M) 

0821000842108000 

20.703 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

12.291 

1.26 

0.015 

0.19 

0.00 

0.00 

0.00 

0.00 

0.42 

0.33 

0.00 

0.564 

0.28 

0.35 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.361 

1.26 

0.015 

0.13 

0.00 

0.00 

0.00 

0.00 

0.29 

0.23 

0.00 

0.384 

0.19 

0.24 


Sarwar (Rural) 

0821000802575300 

4.573 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.461 

1.42 

0.015 

0.47 

0.12 

0.00 

0.00 

0.00 

0.40 

0.32 

1.88 

0.006 

0.25 

0.32 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.112 

1.42 

0.015 

0.16 

0.04 

0.00 

0.00 

0.00 

0.17 

0.13 

0.65 

0.005 

0.22 

0.27 


Satawariya 

0821000502545100 

15.873 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

10.910 

1.06 

0.015 

0.21 

0.03 

0.00 

0.00 

0.00 

0.35 

0.29 

0.79 

0.041 

0.30 

0.37 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.963 

1.06 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.12 

0.10 

0.13 

0.018 

0.13 

0.17 


Satolao 

0821000802570300 

12.981 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

12.981 

1.36 

0.015 

0.05 

0.01 

0.00 

0.00 

0.10 

0.21 

0.17 

0.15 

0.032 

0.36 

0.42 


Sawaipura 

0821000702558700 

5.865 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.034 

3.63 

0.015 

0.03 

0.00 

0.00 

0.00 

0.02 

0.23 

0.15 

0.12 

0.010 

0.29 

0.44 


Sedariya 

0821000702557900 

6.408 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.408 

3.02 

0.015 

0.22 

0.03 

0.00 

0.00 

0.06 

0.42 

0.23 

0.84 

0.016 

0.40 

0.75 


Shergarh 

0821000802569500 

20.525 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.810 

1.56 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.002 

0.01 

0.01 


Shokaliya 

0821000802566900 

24.999 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

16.698 

2.07 

0.015 

0.03 

0.00 

0.00 

0.00 

0.05 

0.50 

0.38 

0.08 

0.042 

0.25 

0.32 


Shokli 

0821000802566800 

5.043 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.043 

2.51 

0.015 

0.01 

0.00 

0.00 

0.00 

0.02 

0.18 

0.15 

0.02 

0.013 

0.35 

0.44 


Shyampura 

0821000502543500 

4.297 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.247 

3.00 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.03 

0.03 







Non-command 

Gneisses(B.G.C) 

2.709 

3.00 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.12 

0.11 

0.02 

0.010 

0.28 

0.32 


Singawal 

0821000702559500 

14.364 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.020 

5.16 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sobri 

0821000702561100 

10.842 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

10.842 

2.89 

0.015 

0.10 

0.01 

0.00 

0.00 

0.07 

0.49 

0.26 

0.37 

0.027 

0.41 

0.76 


Sohanpura 

0821000802573600 

3.253 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.262 

0.47 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.04 

0.05 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.828 

0.47 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.07 

0.007 

0.41 

0.51 


Sol Kalan 

0821000702562200 

4.066 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.066 

1.08 

0.015 

0.04 

0.01 

0.00 

0.00 

0.03 

0.06 

0.03 

0.13 

0.010 

0.40 

0.74 


Solkhurd 

0821000702562100 

6.987 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.987 

1.29 

0.015 

0.06 

0.01 

0.00 

0.00 

0.06 

0.13 

0.07 

0.21 

0.017 

0.41 

0.76 


Sompura 

0821000802573300 

3.266 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.701 

0.95 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.004 

0.24 

0.31 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.560 

0.95 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.08 

0.10 


Soonpa 

0821000802576600 

15.172 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.074 

0.65 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Soorajpura 

0821000702557500 

9.594 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

9.594 

2.84 

0.015 

0.08 

0.01 

0.00 

0.00 

0.10 

0.38 

0.23 

0.28 

0.024 

0.41 

0.69 



0821000802574900 

1.438 

Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.438 

2.19 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.01 

0.003 

0.47 

0.58 


Syar 

0821000802572600 

19.874 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

15.502 

0.20 

0.015 

0.11 

0.02 

0.00 

0.00 

0.03 

0.11 

0.09 

0.37 

0.037 

0.35 

0.44 


Tajpura 

0821000802575000 

6.767 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.575 

2.06 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.05 

0.004 

0.11 

0.14 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.192 

2.06 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.14 

0.06 

0.012 

0.36 

0.45 


Tantoti 

0821000802566200 

23.955 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.906 

1.74 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.12 

0.01 

0.017 

0.11 

0.17 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

17.049 

1.74 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.47 

0.30 

0.02 

0.043 

0.27 

0.42 


Telara 

0821000702561200 

5.390 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.376 

3.52 

0.015 

0.08 

0.01 

0.00 

0.00 

0.02 

0.33 

0.18 

0.30 

0.013 

0.41 

0.75 


Udaigarh Khera 

0821000702560200 

3.791 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.778 

4.20 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.28 

0.15 

0.19 

0.009 

0.40 

0.76 


Udaipur Khera 

0821000702564200 

2.969 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.191 

2.94 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.03 

0.04 

07003039 

Alexanderpura 

0822000602658400 

3.784 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.089 

2.19 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.003 

0.12 

0.14 


Ambapura 

0821000902577300 

5.893 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.893 

0.81 

0.015 

0.08 

0.01 

0.00 

0.00 

0.05 

0.10 

0.08 

0.30 

0.017 

0.45 

0.53 


Baghera 

0821000902578800 

39.023 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.067 

1.04 

0.020 

0.11 

0.02 

0.00 

0.00 

0.07 

0.14 

0.13 

0.41 

0.017 

0.07 

0.08 







Non-command 

Gneisses(B.G.C) 

26.138 

1.04 

0.015 

0.47 

0.07 

0.00 

0.00 

0.16 

0.65 

0.59 

1.79 

0.075 

0.30 

0.32 






Lassariya 

Command 

Gneisses(B.G.C) 

6.819 

1.04 

0.015 

0.12 

0.02 

0.00 

0.00 

0.04 

0.17 

0.16 

0.46 

0.019 

0.08 

0.08 


Bagri 

0822000502653300 

11.236 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.991 

1.79 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.002 

0.05 

0.04 


Balapura 

0821000802571600 

2.354 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.035 

0.76 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Bas Bhageerath 

0822000502652600 

3.381 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.094 

2.37 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.12 

0.03 

0.007 

0.43 

0.42 


Bas Chatra 

0822000502652700 

6.549 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.653 

1.82 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.11 

0.02 

0.008 

0.26 

0.26 


Beejwar 

0822000602660400 

17.435 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.001 

1.24 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Beesalpur 

0822000602659500 

5.055 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.915 

1.90 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.13 

0.13 

0.22 

0.008 

0.25 

0.27 


Bhanwar Thala 

0822000602659600 

7.222 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.368 

2.13 

0.015 

0.00 

0.00 

0.00 

0.00 

0.20 

-0.12 

-0.11 

0.01 

0.006 

0.14 

0.15 


Bhanwata 

0822000502649300 

10.969 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.042 

-0.01 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.009 

0.19 

0.17 







Non-command 

Gneisses(B.G.C) 

5.833 

-0.01 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.013 

0.27 

0.24 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.091 

-0.01 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.002 

0.05 

0.05 


Bhasoo 

0822000502652400 

28.645 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

28.645 

1.90 

0.015 

0.48 

0.07 

0.00 

0.00 

0.86 

0.36 

0.42 

1.84 

0.064 

0.51 

0.44 


Bhatera 

0822000502652500 

9.439 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.439 

2.58 

0.015 

0.14 

0.02 

0.00 

0.00 

0.66 

-0.18 

-0.19 

0.54 

0.021 

0.47 

0.45 


Bilawatya Khera 

0821000802574100 

4.628 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.091 

1.63 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.06 

0.003 

0.11 

0.13 


Birla 

0821000802571800 

13.072 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

11.686 

0.59 

0.015 

0.03 

0.00 

0.00 

0.00 

0.08 

0.06 

0.05 

0.08 

0.028 

0.39 

0.47 


Borada 

0821000802569300 

32.092 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.650 

1.52 

0.015 

0.02 

0.00 

0.00 

0.00 

0.04 

0.15 

0.13 

0.05 

0.018 

0.09 

0.11 


Botunda 

0822000502657900 

22.157 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.407 

1.53 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.01 


Chak Jooniya 

0821000902578100 

2.891 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.731 

0.40 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.02 

0.002 

0.12 

0.13 






Lassariya 

Command 

Gneisses(B.G.C) 

2.161 

0.40 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.006 

0.35 

0.40 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Sameliya 

0821000802573400 

0.06 

0.01 

68.70 

0.01 

- 

0.01 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.007 

0.003 

44.46 

Safe 



0.06 

0.04 

(28.12) 

0.03 

- 

0.03 

0.02 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.030 

0.001 

0.028 

0.013 

45.91 

Safe 

Sanod 

0821000602552700 

0.11 

0.01 

632.01 

0.01 

0.00 

0.02 

0.01 

0.04 

0.00 

0.0100 

- 

- 

0.006 

0.017 

0.018 

0.034 

0.002 

0.032 

0.147 

455.38 

Over Exploited 

Sanodiya 

0821000802570700 

0.04 

0.09 

14.80 

0.11 

0.05 

0.16 

0.03 

0.36 

- 

0.0100 

- 

- 

0.076 

0.086 

0.086 

0.245 

0.012 

0.232 

0.082 

35.37 

Safe 

Santhaliya 

0821000502545000 

0.06 

0.06 

(57.38) 

0.05 

0.01 

0.06 

0.05 

0.49 

0.01 

- 

- 

- 

0.019 

0.019 

0.026 

0.088 

0.004 

0.083 

0.045 

53.52 

Safe 

Sapunda 

0821000802574200 

0.06 

0.49 

5.71 

0.52 

0.01 

0.53 

0.04 

0.50 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.595 

0.030 

0.566 

0.437 

77.27 

Semi Critical 



0.06 

0.00 

2,182.18 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.007 

765.95 

Over Exploited 

Sarana 

0821000802566700 

0.04 

0.09 

336.84 

0.11 

- 

0.11 

0.02 

0.21 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.124 

0.006 

0.118 

0.107 

90.50 

Critical 



0.04 

0.04 

596.22 

0.05 

- 

0.05 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.056 

0.003 

0.054 

0.074 

137.75 

Over Exploited 

Sargaon 

0821000702559700 

0.04 

0.11 

141.60 

0.13 

0.02 

0.15 

0.05 

0.45 

0.01 

0.0500 

- 

- 

- 

0.050 

0.062 

0.209 

0.010 

0.198 

0.416 

209.60 

Over Exploited 

Sarsari 

0821000902580000 

0.07 

0.01 

383.43 

0.01 

- 

0.01 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.019 

0.001 

0.018 

0.043 

232.64 

Over Exploited 

Sarsoonda 

0821000802572900 

0.06 

0.01 

120.48 

0.01 

- 

0.01 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.011 

0.041 

354.63 

Over Exploited 

Sarwar (M) 

0821000842108000 

0.06 

0.22 

55.34 

0.26 

- 

0.26 

0.03 

0.31 

- 

- 

- 

- 

- 

- 

- 

0.258 

0.013 

0.245 

0.564 

230.11 

Over Exploited 



0.06 

0.10 

139.63 

0.11 

- 

0.11 

0.02 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.114 

0.006 

0.108 

0.384 

354.03 

Over Exploited 

Sarwar (Rural) 

0821000802575300 

0.06 

0.04 

716.45 

0.05 

0.12 

0.17 

0.02 

0.28 

- 

0.3500 

- 

- 

- 

0.350 

0.350 

0.517 

0.026 

0.491 

1.890 

384.97 

Over Exploited 



0.06 

0.03 

375.74 

0.03 

0.04 

0.07 

0.02 

0.24 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

0.193 

0.010 

0.183 

0.653 

356.34 

Over Exploited 

Satawariya 

0821000502545100 

0.06 

0.21 

36.21 

0.25 

0.03 

0.28 

0.04 

0.33 

0.03 

0.0900 

- 

- 

- 

0.090 

0.116 

0.398 

0.020 

0.378 

0.828 

219.08 

Over Exploited 



0.06 

0.04 

139.90 

0.05 

- 

0.05 

0.02 

0.15 

0.00 

0.0100 

- 

- 

- 

0.010 

0.015 

0.063 

0.003 

0.060 

0.151 

252.94 

Over Exploited 

Satolao 

0821000802570300 

0.04 

0.19 

(9.69) 

0.17 

0.11 

0.28 

0.04 

0.40 

- 

0.0200 

- 

- 

0.149 

0.169 

0.169 

0.453 

0.023 

0.431 

0.183 

42.59 

Safe 

Sawaipura 

0821000702558700 

0.04 

0.05 

218.14 

0.06 

0.02 

0.08 

0.03 

0.32 

0.01 

0.0200 

- 

- 

0.027 

0.047 

0.053 

0.128 

0.006 

0.121 

0.129 

106.35 

Over Exploited 

Sedariya 

0821000702557900 

0.04 

0.11 

112.92 

0.13 

0.09 

0.21 

0.05 

0.45 

0.01 

0.1600 

- 

- 

0.084 

0.244 

0.256 

0.470 

0.024 

0.447 

0.858 

191.98 

Over Exploited 

Shergarh 

0821000802569500 

0.04 

0.00 

3,812.28 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.013 

2,583.13 

Over Exploited 

Shokaliya 

0821000802566900 

0.04 

0.17 

124.55 

0.21 

0.05 

0.26 

0.03 

0.28 

0.02 

0.0100 

- 

- 

0.077 

0.087 

0.106 

0.363 

0.018 

0.345 

0.118 

34.16 

Safe 

Shokli 

0821000802566800 

0.04 

0.07 

102.11 

0.09 

0.02 

0.11 

0.04 

0.39 

- 

- 

- 

- 

0.025 

0.026 

0.026 

0.131 

0.007 

0.124 

0.035 

27.82 

Safe 

Shyampura 

0821000502543500 

0.05 

0.00 

2,768.37 

0.00 

0.00 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.001 

86.21 

Semi Critical 



0.06 

0.05 

117.92 

0.06 

0.01 

0.07 

0.03 

0.31 

0.01 

- 

- 

- 

0.015 

0.015 

0.021 

0.090 

0.004 

0.085 

0.029 

34.17 

Safe 

Singawal 

0821000702559500 

0.04 

0.00 

208,707.35 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sobri 

0821000702561100 

0.04 

0.18 

43.05 

0.22 

0.08 

0.30 

0.05 

0.45 

0.02 

0.0700 

- 

- 

0.108 

0.178 

0.199 

0.498 

0.025 

0.473 

0.394 

83.27 

Semi Critical 

Sohanpura 

0821000802573600 

0.06 

0.00 

125.23 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.013 

1,782.22 

Over Exploited 



0.06 

0.07 

(54.32) 

0.06 

- 

0.06 

0.04 

0.45 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.065 

0.003 

0.062 

0.074 

119.17 

Over Exploited 

Sol Kalan 

0821000702562200 

0.04 

0.07 

(50.89) 

0.05 

0.04 

0.10 

0.05 

0.45 

0.01 

0.0200 

- 

- 

0.052 

0.072 

0.080 

0.179 

0.009 

0.170 

0.140 

82.28 

Semi Critical 

Solkhurd 

0821000702562100 

0.04 

0.12 

(41.58) 

0.09 

0.07 

0.16 

0.05 

0.45 

0.01 

0.0400 

- 

- 

0.087 

0.127 

0.141 

0.302 

0.015 

0.287 

0.222 

77.51 

Semi Critical 

Sompura 

0821000802573300 

0.06 

0.03 

(26.56) 

0.02 

- 

0.02 

0.02 

0.27 

- 

- 

- 

- 

- 

- 

- 

0.021 

0.001 

0.020 

0.016 

80.92 

Semi Critical 



0.06 

0.00 

132.29 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.001 

43.46 

Safe 

Soonpa 

0821000802576600 

0.06 

0.00 

5,662.15 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Soorajpura 

0821000702557500 

0.04 

0.16 

41.47 

0.19 

0.11 

0.30 

0.05 

0.45 

0.02 

0.0500 

- 

- 

0.143 

0.193 

0.212 

0.510 

0.026 

0.485 

0.305 

62.92 

Safe 


0821000802574900 

0.06 

0.04 

(7.58) 

0.04 

0.00 

0.04 

0.04 

0.51 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.040 

0.002 

0.038 

0.008 

22.26 

Safe 

Syar 

0821000802572600 

0.06 

0.35 

(74.32) 

0.28 

0.05 

0.32 

0.03 

0.39 

- 

0.0700 

- 

- 

0.041 

0.111 

0.111 

0.435 

0.022 

0.413 

0.409 

99.11 

Critical 

Tajpura 

0821000802575000 

0.06 

0.01 

337.17 

0.01 

- 

0.01 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.022 

0.052 

237.98 

Over Exploited 



0.06 

0.11 

29.39 

0.13 

- 

0.13 

0.03 

0.39 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.144 

0.007 

0.137 

0.074 

54.42 

Safe 

Tantoti 

0821000802566200 

0.04 

0.03 

289.13 

0.04 

- 

0.04 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.037 

0.002 

0.036 

0.028 

79.35 

Semi Critical 



0.04 

0.18 

60.80 

0.22 

- 

0.22 

0.03 

0.30 

- 

- 

- 

- 

- 

- 

- 

0.222 

0.011 

0.211 

0.065 

30.66 

Safe 

Telara 

0821000702561200 

0.04 

0.09 

99.56 

0.11 

0.03 

0.14 

0.05 

0.45 

0.01 

0.0300 

- 

- 

0.033 

0.063 

0.073 

0.213 

0.011 

0.202 

0.315 

155.91 

Over Exploited 

Udaigarh Khera 

0821000702560200 

0.04 

0.06 

133.90 

0.08 

0.01 

0.09 

0.05 

0.45 

0.01 

0.0200 

- 

- 

- 

0.020 

0.027 

0.113 

0.006 

0.107 

0.203 

190.09 

Over Exploited 

Udaipur Khera 

0821000702564200 

0.04 

0.00 

2,337.50 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

4,811.43 

Over Exploited 

Alexanderpura 

0822000602658400 

0.08 

0.01 

201.50 

0.01 

- 

0.01 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.012 

0.003 

24.65 

Safe 

Ambapura 

0821000902577300 

0.07 

0.20 

(59.02) 

0.16 

0.06 

0.22 

0.04 

0.50 

- 

0.0300 

- 

- 

0.069 

0.099 

0.099 

0.314 

0.016 

0.298 

0.315 

105.53 

Over Exploited 

Baghera 

0821000902578800 

0.07 

0.03 

314.46 

0.04 

0.09 

0.13 

0.01 

0.07 

- 

0.0800 

- 

- 

0.111 

0.192 

0.192 

0.323 

0.016 

0.307 

0.430 

140.10 

Over Exploited 



0.07 

0.58 

2.42 

0.59 

0.23 

0.82 

0.02 

0.32 

- 

0.3300 

- 

- 

0.241 

0.571 

0.571 

1.392 

0.070 

1.323 

1.861 

140.67 

Over Exploited 



0.07 

0.04 

296.40 

0.05 

0.06 

0.10 

0.01 

0.08 

- 

0.0900 

- 

- 

0.054 

0.144 

0.144 

0.247 

0.012 

0.234 

0.480 

204.93 

Over Exploited 

Bagri 

0822000502653300 

0.08 

0.00 

319,278.37 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.010 

288.99 

Over Exploited 

Balapura 

0821000802571600 

0.06 

0.00 

2,077.04 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bas Bhageerath 

0822000502652600 

0.08 

0.10 

3,818.78 

0.12 

- 

0.12 

0.03 

0.46 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.131 

0.007 

0.124 

0.041 

32.90 

Safe 

Bas Chatra 

0822000502652700 

0.08 

0.06 

9,896.77 

0.07 

- 

0.07 

0.02 

0.29 

- 

- 

- 

- 

- 

- 

- 

0.071 

0.004 

0.068 

0.025 

37.00 

Safe 

Beejwar 

0822000602660400 

0.07 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Beesalpur 

0822000602659500 

0.08 

0.06 

111.65 

0.07 

0.01 

0.08 

0.02 

0.27 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.121 

0.006 

0.115 

0.226 

196.25 

Over Exploited 

Bhanwar Thala 

0822000602659600 

0.08 

0.03 

(519.90) 

0.02 

0.20 

0.22 

0.01 

0.15 

- 

- 

- 

- 

0.298 

0.298 

0.298 

0.519 

0.026 

0.493 

0.014 

2.92 

Safe 

Bhanwata 

0822000502649300 

0.08 

0.06 

- 

0.06 

0.01 

0.07 

0.02 

0.21 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.092 

0.009 

0.082 

0.219 

265.71 

Over Exploited 



0.08 

0.13 

- 

0.13 

0.01 

0.14 

0.02 

0.30 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.168 

0.017 

0.151 

0.315 

208.00 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.027 

679.49 

Over Exploited 

Bhasoo 

0822000502652400 

0.08 

1.17 

(63.82) 

0.94 

0.93 

1.87 

0.04 

0.55 

- 

0.2100 

- 

- 

1.294 

1.504 

1.504 

3.373 

0.169 

3.204 

1.904 

59.41 

Safe 

Bhatera 

0822000502652500 

0.08 

0.36 

(152.31) 

0.29 

0.68 

0.97 

0.04 

0.51 

- 

0.1000 

- 

- 

0.997 

1.097 

1.097 

2.067 

0.103 

1.964 

0.559 

28.47 

Safe 

Bilawatya Khera 

0821000802574100 

0.06 

0.01 

380.36 

0.01 

0.00 

0.01 

0.01 

0.12 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.028 

0.001 

0.027 

0.063 

231.30 

Over Exploited 

Birla 

0821000802571800 

0.06 

0.29 

(83.31) 

0.23 

0.08 

0.31 

0.04 

0.43 

- 

0.0100 

- 

- 

0.114 

0.124 

0.124 

0.429 

0.021 

0.408 

0.112 

27.46 

Safe 

Borada 

0821000802569300 

0.06 

0.04 

195.66 

0.05 

0.04 

0.10 

0.01 

0.10 

- 

0.0100 

- 

- 

0.065 

0.075 

0.075 

0.172 

0.009 

0.163 

0.066 

40.72 

Safe 

Botunda 

0822000502657900 

0.08 

0.00 

95,130.79 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.009 

2,901.94 

Over Exploited 

Chak Jooniya 

0821000902578100 

0.07 

0.01 

(26.42) 

0.01 

0.01 

0.01 

0.01 

0.13 

- 

- 

- 

- 

0.013 

0.014 

0.014 

0.028 

0.001 

0.026 

0.021 

80.43 

Semi Critical 



0.07 

0.06 

(70.80) 

0.04 

0.00 

0.05 

0.03 

0.38 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.066 

0.003 

0.062 

0.054 

87.03 

Semi Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Chandolai 

082100080257170C 

9.200 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.693 

1.09 

0.015 

0.04 

0.01 

0.00 

0.00 

0.04 

0.13 

0.11 

0.14 

0.021 

0.40 

0.48 


Chhabariya 

082100090257790C 

5.465 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.423 

0.74 

0.015 

0.18 

0.03 

0.00 

0.00 

0.01 

0.20 

0.17 

0.69 

0.015 

0.46 

0.53 






Lassariya 

Command 

Gneisses(B.G.C) 

0.041 

0.74 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 


Dabar Doomba 

0822000502648600 

11.236 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.596 

1.16 

0.015 

0.13 

0.02 

0.00 

0.00 

0.08 

0.20 

0.20 

0.48 

0.021 

0.40 

0.40 







Non-command 

Gneisses(B.G.C) 

1.640 

1.16 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.08 

0.004 

0.07 

0.07 


Dantri 

0821000802569200 

5.215 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.837 

1.83 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.002 

0.06 

0.07 


Datob 

0822000502647000 

25.682 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

16.153 

1.61 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.45 

0.38 

0.24 

0.036 

0.29 

0.34 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.017 

1.61 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dayalpura 

0821000902578400 

2.288 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.004 

1.20 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.284 

1.20 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.04 

0.007 

0.47 

0.54 



0822000502649200 

3.292 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.408 

0.42 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.005 

0.36 

0.35 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.884 

0.42 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.13 

0.13 


Deogaon 

0821000902578600 

31.140 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.012 

0.75 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

28.229 

0.75 

0.015 

0.16 

0.02 

0.00 

0.00 

0.00 

0.46 

0.41 

0.52 

0.081 

0.42 

0.47 


Deoliya Khurd 

0821000902579200 

9.697 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.442 

0.61 

0.015 

0.09 

0.01 

0.00 

0.00 

0.01 

0.10 

0.09 

0.36 

0.010 

0.16 

0.18 






Lassariya 

Command 

Gneisses(B.G.C) 

6.255 

0.61 

0.015 

0.16 

0.02 

0.00 

0.00 

0.03 

0.17 

0.15 

0.63 

0.018 

0.30 

0.34 


Deoriya 

0821000802569100 

8.924 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.075 

1.95 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.06 

0.06 

0.02 

0.005 

0.09 

0.10 


Dhanma 

0821000802571500 

13.384 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.437 

0.96 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.02 


Dholai 

0821000902578300 

4.658 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.018 

0.98 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.640 

0.98 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.02 

0.013 

0.46 

0.53 


Dhos 

0821000802568800 

6.301 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.563 

2.09 

0.015 

0.02 

0.00 

0.00 

0.00 

0.05 

0.11 

0.10 

0.06 

0.011 

0.30 

0.34 


Dhunwaliya 

0821000902577600 

8.024 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.510 

1.49 

0.015 

0.04 

0.01 

0.00 

0.00 

0.03 

0.12 

0.11 

0.15 

0.016 

0.32 

0.38 






Lassariya 

Command 

Gneisses(B.G.C) 

0.000 

1.49 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ekalseenga 

0821000902577800 

6.024 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.024 

1.15 

0.015 

0.21 

0.03 

0.00 

0.00 

0.06 

0.22 

0.19 

0.81 

0.017 

0.47 

0.55 


Gangolaw 

0822000502652200 

1.041 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.041 

1.39 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.04 

0.002 

0.55 

0.42 


Goojarwara 

0821000802572000 

7.458 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.668 

1.37 

0.015 

0.04 

0.00 

0.00 

0.00 

0.02 

0.16 

0.14 

0.13 

0.016 

0.38 

0.43 


Harpura 

0821000802572100 

11.554 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

11.554 

0.69 

0.015 

0.07 

0.01 

0.00 

0.00 

0.08 

0.10 

0.09 

0.24 

0.028 

0.44 

0.50 


Hingoniyan 

0821000802573900 

18.587 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.120 

0.79 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.07 

0.003 

0.03 

0.03 


Hisampur 

0822000602658500 

15.590 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.982 

1.70 

0.015 

0.13 

0.02 

0.00 

0.00 

0.10 

0.29 

0.26 

0.50 

0.030 

0.30 

0.33 







Non-command 

Gneisses(B.G.C) 

4.001 

1.70 

0.015 

0.04 

0.01 

0.00 

0.00 

0.09 

0.04 

0.04 

0.14 

0.011 

0.11 

0.12 


Jal Ka Khera 

0821000902577500 

7.332 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.721 

1.59 

0.015 

0.02 

0.01 

0.00 

0.00 

0.06 

-0.01 

-0.01 

0.09 

0.005 

0.11 

0.13 






Lassariya 

Command 

Gneisses(B.G.C) 

4.293 

1.59 

0.015 

0.06 

0.01 

0.00 

0.00 

0.02 

0.13 

0.11 

0.22 

0.012 

0.27 

0.32 


Jharli 

0822000102597600 

15.546 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.109 

-1.26 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.003 

0.03 

0.03 


Jooniya 

0821000902577400 

31.094 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

23.740 

0.77 

0.015 

0.44 

0.06 

0.00 

0.00 

0.00 

0.65 

0.56 

1.67 

0.068 

0.35 

0.41 






Lassariya 

Command 

Gneisses(B.G.C) 

4.299 

0.77 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.12 

0.10 

0.31 

0.012 

0.06 

0.07 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.056 

0.77 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.08 

0.009 

0.05 

0.05 


Kabariya 

0821000902578700 

8.180 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.482 

0.52 

0.015 

0.09 

0.01 

0.00 

0.00 

0.00 

0.12 

0.11 

0.33 

0.013 

0.25 

0.27 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.698 

0.52 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.10 

0.011 

0.21 

0.23 


Kacholiya 

0821000802572400 

3.547 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.547 

0.58 

0.015 

0.05 

0.01 

0.00 

0.00 

0.03 

0.05 

0.04 

0.20 

0.009 

0.44 

0.53 


Kanoj 

0821000902578200 

18.925 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.608 

0.46 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.08 

0.07 

0.28 

0.007 

0.06 

0.07 






Lassariya 

Command 

Gneisses(B.G.C) 

0.426 

0.46 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.05 

0.001 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

15.891 

0.46 

0.015 

0.18 

0.02 

0.00 

0.00 

0.00 

0.27 

0.24 

0.64 

0.045 

0.39 

0.43 


Kasana 

0821000802572300 

8.033 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.033 

0.73 

0.015 

0.05 

0.01 

0.00 

0.00 

0.03 

0.10 

0.09 

0.17 

0.019 

0.44 

0.50 


Kekri (M) 

0821000942109000 

29.193 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.925 

1.78 

0.015 

0.22 

0.00 

0.00 

0.00 

0.00 

0.43 

0.37 

0.00 

0.681 

0.13 

0.15 


Khajooriya 

0822000502648800 

4.724 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.724 

1.30 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.10 

0.11 

0.07 

0.010 

0.50 

0.45 


Khedoolya Kalan 

0822000502649600 

3.991 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.161 

-0.46 

0.015 

0.05 

0.01 

0.00 

0.00 

0.03 

0.00 

0.00 

0.20 

0.007 

0.43 

0.34 


Khedoolya Khurd 

0822000502649700 

6.398 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.398 

0.10 

0.015 

0.07 

0.01 

0.00 

0.00 

0.05 

0.02 

0.02 

0.25 

0.014 

0.55 

0.42 


Khejron Ka Bas 

0822000502647100 

4.965 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.171 

1.17 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.000 

1.17 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kishanpura 

0822000102597400 

3.338 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.009 

-0.35 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 



0822000502648500 

6.385 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.240 

0.94 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.02 







Non-command 

Gneisses(B.G.C) 

6.145 

0.94 

0.015 

0.03 

0.00 

0.00 

0.00 

0.03 

0.09 

0.09 

0.09 

0.014 

0.45 

0.46 


Kotri 

0822000502646700 

9.826 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

9.826 

-0.28 

0.015 

0.04 

0.01 

0.00 

0.00 

0.04 

0.00 

0.00 

0.15 

0.022 

0.45 

0.52 


Kuhara Bujurg 

0822000502646900 

23.214 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

23.197 

0.54 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.25 

0.22 

0.22 

0.052 

0.46 

0.52 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.017 

0.54 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kumhariya 

0821000802572500 

3.413 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.413 

0.42 

0.015 

0.05 

0.01 

0.00 

0.00 

0.02 

0.05 

0.04 

0.20 

0.008 

0.45 

0.55 


Lachchhipura 

0821000802571900 

1.381 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.381 

1.36 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.00 

0.003 

0.43 

0.50 


Lachhmipura 

0822000502649800 

4.907 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.817 

-0.55 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.01 

0.006 

0.32 

0.25 


Ladpura 

0822000502653200 

1.529 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.944 

0.87 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.13 

0.002 

0.34 

0.26 


Lamba Khurd 

0822000502646800 

3.994 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.994 

1.26 

0.015 

0.07 

0.01 

0.00 

0.00 

0.03 

0.11 

0.09 

0.27 

0.009 

0.45 

0.52 


Lasadiya 

0821000902578000 

6.758 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.444 

0.30 

0.015 

0.22 

0.03 

0.00 

0.00 

0.02 

0.19 

0.16 

0.85 

0.013 

0.31 

0.36 






Lassariya 

Command 

Gneisses(B.G.C) 

2.314 

0.30 

0.015 

0.11 

0.02 

0.00 

0.00 

0.00 

0.10 

0.09 

0.44 

0.007 

0.16 

0.19 


Mandha 

0821000902579700 

7.250 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.297 

1.59 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.02 


Mankhand 

0821000902579100 

14.630 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

14.630 

1.49 

0.015 

0.21 

0.03 

0.00 

0.00 

0.09 

0.41 

0.36 

0.78 

0.042 

0.45 

0.51 


Manoharpura 

0821000802568700 

10.150 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.630 

2.30 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.06 

0.06 

0.02 

0.004 

0.07 

0.07 


Manpura 

0822000602658300 

6.453 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.008 

2.35 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Meoda Kalan 

0821000902579300 

22.008 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

21.961 

2.13 

0.015 

0.23 

0.03 

0.00 

0.00 

0.06 

0.84 

0.72 

0.85 

0.063 

0.47 

0.55 


Moondiya Kalan 

0822000502648300 

13.392 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

12.250 

0.64 

0.015 

0.15 

0.02 

0.00 

0.00 

0.00 

0.25 

0.25 

0.58 

0.027 

0.44 

0.45 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Chandolai 

0821000802571700 

0.06 

0.22 

(51.69) 

0.18 

0.05 

0.23 

0.04 

0.44 

- 

0.0200 

- 

- 

0.067 

0.087 

0.087 

0.318 

0.016 

0.302 

0.165 

54.65 

Safe 

Chhabariya 

0821000902577900 

0.07 

0.19 

(9.51) 

0.17 

0.04 

0.21 

0.04 

0.51 

- 

0.0800 

- 

- 

0.022 

0.102 

0.102 

0.316 

0.016 

0.300 

0.706 

235.34 

Over Exploited 



0.07 

0.00 

3,580.05 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

81,654.16 

Over Exploited 

Dabar Doomba 

0822000502648600 

0.08 

0.31 

(34.88) 

0.25 

0.10 

0.35 

0.03 

0.43 

- 

0.0500 

- 

- 

0.119 

0.169 

0.169 

0.514 

0.026 

0.489 

0.500 

102.41 

Over Exploited 



0.08 

0.01 

433.31 

0.01 

0.00 

0.01 

0.01 

0.07 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.024 

0.001 

0.023 

0.088 

385.33 

Over Exploited 

Dantri 

0821000802569200 

0.06 

0.00 

811.75 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.026 

673.15 

Over Exploited 

Datob 

0822000502647000 

0.08 

0.38 

2.25 

0.38 

0.01 

0.39 

0.02 

0.31 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.425 

0.021 

0.404 

0.280 

69.34 

Safe 



0.08 

0.00 

72,232.15 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dayalpura 

0821000902578400 

0.07 

0.00 

41,341.15 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.06 

(30.42) 

0.05 

- 

0.05 

0.04 

0.50 

- 

- 

- 

- 

- 

- 

- 

0.051 

0.003 

0.049 

0.043 

87.49 

Semi Critical 


0822000502649200 

0.08 

0.07 

(62.25) 

0.06 

- 

0.06 

0.03 

0.39 

- 

- 

- 

- 

- 

- 

- 

0.056 

0.003 

0.053 

0.039 

73.77 

Semi Critical 



0.08 

0.01 

(37.54) 

0.01 

- 

0.01 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.007 

0.006 

83.07 

Semi Critical 

Deogaon 

0821000902578600 

0.07 

0.00 

57,080.24 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.72 

(42.29) 

0.57 

0.02 

0.59 

0.03 

0.46 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.654 

0.033 

0.621 

0.596 

95.84 

Critical 

Deoliya Khurd 

0821000902579200 

0.07 

0.04 

119.03 

0.05 

0.02 

0.07 

0.01 

0.18 

- 

0.0400 

- 

- 

0.011 

0.051 

0.051 

0.119 

0.006 

0.113 

0.365 

323.71 

Over Exploited 



0.07 

0.14 

8.09 

0.15 

0.05 

0.20 

0.03 

0.32 

- 

0.0700 

- 

- 

0.042 

0.112 

0.112 

0.308 

0.015 

0.293 

0.652 

222.48 

Over Exploited 

Deoriya 

0821000802569100 

0.06 

0.01 

371.45 

0.01 

0.01 

0.02 

0.01 

0.10 

- 

- 

- 

- 

0.013 

0.013 

0.013 

0.036 

0.002 

0.035 

0.029 

83.63 

Semi Critical 

Dhanma 

0821000802571500 

0.06 

0.00 

1,379.82 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

256.76 

Over Exploited 

Dholai 

0821000902578300 

0.07 

0.00 

12,636.27 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.13 

(46.31) 

0.10 

- 

0.10 

0.04 

0.50 

- 

- 

- 

- 

- 

- 

- 

0.103 

0.005 

0.098 

0.031 

31.90 

Safe 

Dhos 

0821000802568800 

0.06 

0.09 

15.84 

0.10 

0.05 

0.15 

0.03 

0.33 

- 

0.0100 

- 

- 

0.077 

0.087 

0.087 

0.239 

0.012 

0.227 

0.071 

31.20 

Safe 

Dhunwaliya 

0821000902577600 

0.07 

0.13 

(19.96) 

0.11 

0.04 

0.15 

0.03 

0.35 

- 

0.0300 

- 

- 

0.043 

0.073 

0.073 

0.218 

0.011 

0.207 

0.170 

82.01 

Semi Critical 



0.07 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ekalseenga 

0821000902577800 

0.07 

0.21 

(9.18) 

0.19 

0.09 

0.28 

0.04 

0.52 

- 

0.0900 

- 

- 

0.090 

0.180 

0.180 

0.462 

0.023 

0.439 

0.823 

187.36 

Over Exploited 

Gangolaw 

0822000502652200 

0.08 

0.05 

(13.70) 

0.04 

0.00 

0.04 

0.05 

0.60 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.043 

0.002 

0.041 

0.044 

107.76 

Over Exploited 

Goojarwara 

0821000802572000 

0.06 

0.16 

(11.88) 

0.14 

0.02 

0.16 

0.03 

0.41 

- 

0.0100 

- 

- 

0.030 

0.040 

0.040 

0.201 

0.010 

0.191 

0.148 

77.60 

Semi Critical 

Harpura 

0821000802572100 

0.06 

0.32 

(71.46) 

0.26 

0.09 

0.34 

0.04 

0.48 

- 

0.0300 

- 

- 

0.113 

0.143 

0.143 

0.484 

0.024 

0.460 

0.268 

58.23 

Safe 

Hingoniyan 

0821000802573900 

0.06 

0.00 

1,296.50 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.012 

0.075 

636.34 

Over Exploited 

Hisampur 

0822000602658500 

0.08 

0.26 

0.44 

0.26 

0.12 

0.38 

0.02 

0.32 

- 

0.0600 

- 

- 

0.143 

0.203 

0.203 

0.580 

0.029 

0.551 

0.528 

95.71 

Critical 



0.07 

0.03 

23.76 

0.04 

0.10 

0.14 

0.01 

0.12 

- 

0.0200 

- 

- 

0.135 

0.155 

0.155 

0.291 

0.015 

0.276 

0.148 

53.51 

Safe 

Jal Ka Khera 

0821000902577500 

0.07 

0.01 

(166.77) 

0.01 

0.07 

0.08 

0.01 

0.12 

- 

0.0200 

- 

- 

0.093 

0.113 

0.113 

0.197 

0.010 

0.187 

0.091 

48.63 

Safe 



0.07 

0.09 

30.53 

0.11 

0.03 

0.13 

0.03 

0.30 

- 

0.0400 

- 

- 

0.027 

0.067 

0.067 

0.200 

0.010 

0.190 

0.233 

122.56 

Over Exploited 

Jharli 

0822000102597600 

0.12 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.016 

0.002 

0.014 

0.070 

494.84 

Over Exploited 

Jooniya 

0821000902577400 

0.07 

0.62 

(10.27) 

0.56 

0.06 

0.62 

0.03 

0.38 

- 

0.1900 

- 

- 

- 

0.190 

0.190 

0.810 

0.041 

0.770 

1.738 

225.78 

Over Exploited 



0.07 

0.02 

400.73 

0.02 

0.01 

0.03 

0.01 

0.07 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.065 

0.003 

0.061 

0.319 

520.53 

Over Exploited 



0.06 

0.01 

468.63 

0.01 

- 

0.01 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.020 

0.001 

0.019 

0.088 

462.13 

Over Exploited 

Kabariya 

0821000902578700 

0.07 

0.08 

25.99 

0.10 

0.01 

0.11 

0.02 

0.27 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.151 

0.008 

0.143 

0.339 

236.54 

Over Exploited 



0.06 

0.05 

18.14 

0.05 

- 

0.05 

0.02 

0.22 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.064 

0.003 

0.061 

0.112 

182.63 

Over Exploited 

Kacholiya 

0821000802572400 

0.06 

0.10 

(61.33) 

0.08 

0.04 

0.11 

0.04 

0.48 

- 

0.0400 

- 

- 

0.038 

0.078 

0.078 

0.192 

0.010 

0.183 

0.213 

116.40 

Over Exploited 

Kanoj 

0821000902578200 

0.07 

0.01 

462.75 

0.01 

0.01 

0.02 

0.01 

0.07 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.055 

0.003 

0.052 

0.285 

548.10 

Over Exploited 



0.07 

0.00 

3,414.45 

0.00 

- 

0.00 

0.00 

0.01 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.010 

0.001 

0.010 

0.049 

498.34 

Over Exploited 



0.06 

0.37 

(34.66) 

0.29 

0.02 

0.31 

0.03 

0.42 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.385 

0.019 

0.366 

0.686 

187.70 

Over Exploited 

Kasana 

0821000802572300 

0.06 

0.22 

(60.77) 

0.18 

0.04 

0.21 

0.04 

0.48 

- 

0.0300 

- 

- 

0.042 

0.072 

0.072 

0.286 

0.014 

0.272 

0.187 

68.84 

Safe 

Kekri (M) 

0821000942109000 

0.07 

0.08 

379.94 

0.09 

0.00 

0.10 

0.01 

0.14 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.102 

0.005 

0.097 

0.681 

703.14 

Over Exploited 

Khajooriya 

0822000502648800 

0.08 

0.19 

(40.56) 

0.15 

0.01 

0.16 

0.04 

0.54 

- 

0.0100 

- 

- 

0.017 

0.027 

0.027 

0.189 

0.009 

0.180 

0.077 

43.10 

Safe 

Khedoolya Kalan 

0822000502649600 

0.08 

0.11 

- 

0.11 

0.04 

0.14 

0.04 

0.47 

- 

0.0200 

- 

- 

0.039 

0.059 

0.059 

0.203 

0.020 

0.183 

0.209 

114.16 

Over Exploited 

Khedoolya Khurd 

0822000502649700 

0.08 

0.28 

(93.10) 

0.23 

0.06 

0.29 

0.05 

0.60 

- 

0.0300 

- 

- 

0.082 

0.112 

0.112 

0.403 

0.020 

0.383 

0.266 

69.56 

Safe 

Khejron Ka Bas 

0822000502647100 

0.08 

0.00 

1,077.10 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kishanpura 

0822000102597400 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 


0822000502648500 

0.08 

0.00 

907.18 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.08 

0.22 

(59.59) 

0.18 

0.03 

0.20 

0.04 

0.49 

- 

0.0100 

- 

- 

0.039 

0.049 

0.049 

0.253 

0.013 

0.240 

0.106 

44.04 

Safe 

Kotri 

0822000502646700 

0.08 

0.35 

- 

0.35 

0.05 

0.40 

0.04 

0.49 

- 

0.0200 

- 

- 

0.059 

0.079 

0.079 

0.482 

0.048 

0.434 

0.173 

39.81 

Safe 

Kuhara Bujurg 

0822000502646900 

0.08 

0.85 

(74.51) 

0.68 

0.01 

0.69 

0.04 

0.50 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.711 

0.036 

0.675 

0.270 

39.92 

Safe 



0.08 

0.00 

22,542.77 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kumhariya 

0821000802572500 

0.06 

0.10 

(60.83) 

0.08 

0.03 

0.10 

0.04 

0.49 

- 

0.0400 

- 

- 

0.024 

0.064 

0.064 

0.166 

0.008 

0.158 

0.212 

134.24 

Over Exploited 

Lachchhipura 

0821000802571900 

0.06 

0.04 

(53.65) 

0.03 

0.01 

0.04 

0.04 

0.47 

- 

- 

- 

- 

0.012 

0.012 

0.012 

0.050 

0.003 

0.048 

0.003 

6.95 

Safe 

Lachhmipura 

0822000502649800 

0.08 

0.07 

- 

0.07 

0.01 

0.08 

0.03 

0.34 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.087 

0.009 

0.078 

0.014 

18.31 

Safe 

Ladpura 

0822000502653200 

0.08 

0.02 

918.04 

0.03 

- 

0.03 

0.03 

0.37 

- 

- 

- 

- 

- 

- 

- 

0.027 

0.001 

0.026 

0.136 

526.62 

Over Exploited 

Lamba Khurd 

0822000502646800 

0.08 

0.14 

(35.63) 

0.12 

0.04 

0.15 

0.04 

0.49 

- 

0.0300 

- 

- 

0.044 

0.074 

0.074 

0.228 

0.011 

0.217 

0.278 

128.04 

Over Exploited 

Lasadiya 

0821000902578000 

0.07 

0.10 

60.30 

0.12 

0.05 

0.17 

0.03 

0.34 

- 

0.1000 

- 

- 

0.031 

0.131 

0.131 

0.304 

0.015 

0.289 

0.867 

299.69 

Over Exploited 



0.07 

0.03 

209.29 

0.03 

0.02 

0.05 

0.01 

0.17 

- 

0.0500 

- 

- 

0.002 

0.052 

0.052 

0.107 

0.005 

0.101 

0.449 

442.19 

Over Exploited 

Mandha 

0821000902579700 

0.07 

0.00 

1,314.86 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.000 

0.001 

- 

Safe 

Mankhand 

0821000902579100 

0.07 

0.49 

(26.09) 

0.39 

0.12 

0.52 

0.04 

0.49 

- 

0.0900 

- 

- 

0.138 

0.228 

0.228 

0.744 

0.037 

0.707 

0.820 

115.95 

Over Exploited 

Manoharpura 

0821000802568700 

0.06 

0.01 

736.80 

0.01 

0.01 

0.01 

0.01 

0.07 

- 

- 

- 

- 

0.010 

0.010 

0.010 

0.025 

0.001 

0.024 

0.028 

118.13 

Over Exploited 

Manpura 

0822000602658300 

0.08 

0.00 

92,334.02 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Meoda Kalan 

0821000902579300 

0.07 

0.77 

(5.81) 

0.72 

0.09 

0.81 

0.04 

0.51 

- 

0.1000 

- 

- 

0.090 

0.190 

0.190 

1.004 

0.050 

0.954 

0.917 

96.08 

Critical 

Moondiya Kalan 

0822000502648300 

0.08 

0.43 

(43.34) 

0.35 

0.02 

0.37 

0.03 

0.48 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.437 

0.022 

0.415 

0.607 

146.34 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.142 

0.64 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.003 

0.04 

0.04 


Naiki 

0821000902577700 

12.120 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

9.807 

1.86 

0.015 

0.11 

0.01 

0.00 

0.00 

0.04 

0.33 

0.29 

0.38 

0.028 

0.38 

0.45 


Nareda 

0822000502648400 

13.281 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

13.279 

0.72 

0.015 

0.23 

0.03 

0.00 

0.00 

0.06 

0.28 

0.27 

0.87 

0.030 

0.47 

0.49 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.001 

0.72 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nasirda 

0822000602659100 

30.549 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

13.676 

3.17 

0.015 

0.29 

0.04 

0.00 

0.00 

0.15 

0.75 

0.66 

1.13 

0.037 

0.19 

0.21 


Naya Gaon 

0821000902578900 

9.018 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

9.018 

1.27 

0.015 

0.43 

0.10 

0.00 

0.00 

0.02 

0.48 

0.43 

1.67 

0.026 

0.43 

0.49 


Nayabas 

0822000502652300 

1.292 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.292 

1.58 

0.015 

0.14 

0.02 

0.00 

0.00 

0.01 

0.14 

0.18 

0.54 

0.003 

0.55 

0.42 


Nayawas 

0822000602658900 

2.192 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.192 

2.25 

0.015 

0.01 

0.00 

0.00 

0.00 

0.18 

-0.10 

-0.09 

0.05 

0.006 

0.43 

0.47 


Neemera 

0822000502648200 

11.384 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.704 

0.60 

0.015 

0.10 

0.01 

0.00 

0.00 

0.00 

0.14 

0.13 

0.40 

0.013 

0.24 

0.26 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.428 

0.60 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.02 







Non-command 

Gneisses(B.G.C) 

2.878 

0.60 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.09 

0.006 

0.12 

0.13 


Pathraj Kalan 

0822000502648100 

11.979 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.141 

0.22 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

0.301 

0.22 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.428 

0.22 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.05 

0.005 

0.10 

0.10 







Non-command 

Gneisses(B.G.C) 

1.880 

0.22 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.004 

0.08 

0.08 


Pathraj Khurd 

0822000502649500 

7.163 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.295 

-0.27 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.02 







Non-command 

Gneisses(B.G.C) 

0.001 

-0.27 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Peeproli 

0821000802574000 

4.827 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.256 

0.72 

0.015 

0.06 

0.01 

0.00 

0.00 

0.03 

0.07 

0.06 

0.22 

0.010 

0.40 

0.49 


Raghunathpura 

0822000602658600 

2.317 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.317 

2.48 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.04 

0.006 

0.42 

0.47 


Ramgarh 

0821000802568900 

2.630 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.628 

1.76 

0.015 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.03 

0.00 

0.006 

0.42 

0.48 


Rampura 

0822000502657800 

10.176 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.040 

1.74 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ramsinghpura 

0822000502648700 

5.972 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.972 

1.62 

0.015 

0.07 

0.01 

0.00 

0.00 

0.17 

0.03 

0.03 

0.26 

0.013 

0.45 

0.46 


Ratanpura 

0822000602659000 

3.638 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.638 

2.61 

0.015 

0.01 

0.00 

0.00 

0.00 

0.23 

-0.07 

-0.07 

0.02 

0.010 

0.42 

0.47 


Sadapur 

0821000802569000 

10.134 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.447 

1.77 

0.015 

0.07 

0.01 

0.00 

0.00 

0.07 

0.21 

0.19 

0.24 

0.020 

0.35 

0.40 


Salari 

0821000902579000 

11.680 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.314 

1.44 

0.020 

0.06 

0.01 

0.00 

0.00 

0.01 

0.11 

0.09 

0.22 

0.007 

0.08 

0.10 







Non-command 

Gneisses(B.G.C) 

7.330 

1.44 

0.015 

0.18 

0.03 

0.00 

0.00 

0.02 

0.29 

0.26 

0.69 

0.021 

0.27 

0.30 


Sandoiya 

0822000502649100 

5.892 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.186 

0.62 

0.015 

0.03 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.11 

0.007 

0.27 

0.25 







Non-command 

Gneisses(B.G.C) 

2.706 

0.62 

0.015 

0.02 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.09 

0.006 

0.23 

0.21 


Sankarwara 

0822000602659300 

8.117 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.117 

2.65 

0.015 

0.11 

0.02 

0.00 

0.00 

0.68 

-0.26 

-0.24 

0.40 

0.022 

0.42 

0.47 


Sanodiya 

0822000102597500 

5.675 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.699 

-0.40 

0.018 

0.03 

0.00 

0.00 

0.00 

0.03 

0.00 

0.00 

0.12 

0.011 

0.35 

0.38 


Sarsoonda 

0821000802572900 

10.826 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.096 

0.60 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sawariya 

0822000502646500 

27.922 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.971 

1.51 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.14 

0.02 

0.015 

0.11 

0.13 


Shambhoopura 

0821000902578500 

3.119 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.000 

1.05 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.611 

1.05 

0.015 

0.01 

0.00 

0.00 

0.00 

0.02 

0.03 

0.03 

0.03 

0.007 

0.39 

0.45 


Shreemansinghpura 

0822000602659200 

1.282 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.967 

3.03 

0.015 

0.01 

0.00 

0.00 

0.00 

0.07 

-0.01 

-0.01 

0.02 

0.003 

0.31 

0.36 


Shubhdand 

0822000502649000 

1.939 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.939 

0.38 

0.015 

0.06 

0.01 

0.00 

0.00 

0.01 

0.06 

0.07 

0.24 

0.004 

0.54 

0.43 


Sitarampura 

0822000502649400 

5.076 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.848 

-0.33 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.07 

0.011 

0.51 

0.42 


Sujanpura 

0822000602659400 

2.442 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.442 

2.19 

0.015 

0.01 

0.00 

0.00 

0.00 

0.21 

-0.11 

-0.11 

0.02 

0.007 

0.44 

0.47 


Sunariya 

0821000802572200 

8.805 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.805 

0.59 

0.015 

0.05 

0.01 

0.00 

0.00 

0.03 

0.09 

0.08 

0.19 

0.021 

0.45 

0.54 


Surajpura 

0822000502653000 

5.098 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.109 

2.26 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.17 

0.22 

0.13 

0.009 

0.45 

0.34 


Syar 

0821000802572600 

19.874 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.823 

0.20 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.05 

0.004 

0.04 

0.05 


Taswariya 

0821000902579400 

9.080 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.911 

1.69 

0.015 

0.10 

0.01 

0.00 

0.00 

0.01 

0.18 

0.16 

0.37 

0.011 

0.20 

0.23 


Thali 

0822000602658700 

7.347 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.347 

1.95 

0.015 

0.05 

0.01 

0.00 

0.00 

0.46 

-0.21 

-0.19 

0.17 

0.020 

0.43 

0.47 


Tharola 

0822000502652800 

2.094 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.533 

2.50 

0.015 

0.15 

0.04 

0.00 

0.00 

0.00 

0.17 

0.19 

0.63 

0.003 

0.37 

0.32 


Tharoli 

0822000502652900 

9.400 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.056 

2.73 

0.015 

0.22 

0.05 

0.00 

0.00 

0.00 

0.50 

0.62 

0.82 

0.018 

0.46 

0.37 


Titariya 

0821000902579600 

8.080 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.597 

1.77 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.08 

0.005 

0.09 

0.11 


Titriyan 

0822000602658800 

7.460 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.460 

2.63 

0.015 

0.06 

0.01 

0.00 

0.00 

0.20 

0.14 

0.13 

0.21 

0.020 

0.42 

0.47 


Todaraisingh (Rural) 

0822000502653100 

4.462 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.216 

1.34 

0.015 

0.68 

0.10 

0.00 

0.00 

0.00 

0.66 

0.87 

2.72 

0.009 

0.52 

0.40 


Todaraisingh Urban 

0822000542205000 

31.231 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

15.756 

0.59 

0.015 

0.22 

0.01 

0.00 

0.00 

0.04 

0.31 

0.41 

0.19 

0.525 

0.28 

0.21 


Topa 

0822000502648900 

2.763 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.763 

1.31 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.10 

0.16 

0.006 

0.52 

0.44 


Uniyara Khurd 

0822000502646600 

27.113 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

27.113 

1.28 

0.015 

0.16 

0.02 

0.00 

0.00 

0.13 

0.53 

0.47 

0.55 

0.060 

0.44 

0.50 

Sub Basin: Gudia | 

07004040 

Abhaipura 

0822000302624600 

3.861 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.847 

2.43 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.17 

0.08 

0.010 

0.40 

0.38 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.015 

2.43 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.01 

0.004 

0.14 

0.13 


Agarpura 

0822000302630200 

6.208 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.137 

0.86 

0.100 

0.06 

0.00 

0.00 

0.00 

0.01 

0.58 

0.62 

0.23 

0.022 

0.54 

0.51 







Non-command 

Phyllite & Schist 

0.071 

0.86 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Ajeetpura 

0822000302618900 

2.663 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.497 

1.77 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.09 

0.009 

0.50 

0.54 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.101 

1.77 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 







Non-command 

Quartzite 

0.066 

1.77 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Aliyabad 

0822000302621400 

7.743 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.403 

1.06 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.28 

0.35 

0.15 

0.008 

0.17 

0.14 







Non-command 

Phyllite & Schist 

0.066 

1.06 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Anatpura 

0822000302620800 

5.553 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.553 

0.62 

0.020 

0.04 

0.01 

0.00 

0.00 

0.01 

0.09 

0.11 

0.15 

0.020 

0.55 

0.45 


Arniya 

0822000302629800 

8.291 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.138 

1.40 

0.100 

0.09 

0.01 

0.00 

0.00 

0.00 

0.66 

0.66 

0.32 

0.015 

0.28 

0.28 


Bahadurpura 

0822000302630000 

1.424 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.424 

1.27 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.18 

0.01 

0.005 

0.56 

0.55 


Bahakwa 

0822000302617900 

3.809 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.266 

1.45 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.02 

0.001 

0.04 

0.03 







Non-command 

Phyllite & Schist 

0.341 

1.45 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.05 

0.04 


Bahar 

0822000302632800 

19.914 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

19.879 

4.26 

0.020 

0.34 

0.05 

0.00 

0.00 

0.00 

1.98 

1.74 

1.25 

0.070 

0.56 

0.64 


Bandh Gopalpura 

0810000501305900 

5.401 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.401 

3.23 

0.025 

0.05 

0.01 

0.00 

0.00 

0.42 

0.05 

0.05 

0.18 

0.018 

0.56 

0.64 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.08 

0.00 

451.67 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.004 

0.025 

570.90 

Over Exploited 

Naiki 

0821000902577700 

0.07 

0.28 

1.62 

0.29 

0.05 

0.34 

0.04 

0.42 

- 

0.0400 

- 

- 

0.061 

0.101 

0.101 

0.437 

0.022 

0.416 

0.412 

99.15 

Critical 

Nareda 

0822000502648400 

0.08 

0.50 

(46.91) 

0.40 

0.09 

0.49 

0.04 

0.51 

- 

0.1000 

- 

- 

0.096 

0.196 

0.196 

0.689 

0.034 

0.654 

0.895 

136.73 

Over Exploited 



0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nasirda 

0822000602659100 

0.08 

0.20 

224.36 

0.24 

0.19 

0.43 

0.01 

0.20 

- 

0.1300 

- 

- 

0.224 

0.354 

0.354 

0.789 

0.039 

0.749 

1.165 

155.49 

Over Exploited 

Naya Gaon 

0821000902578900 

0.07 

0.29 

46.15 

0.35 

0.12 

0.47 

0.03 

0.47 

- 

0.3100 

- 

- 

0.033 

0.343 

0.343 

0.816 

0.041 

0.776 

1.696 

218.62 

Over Exploited 

Nayabas 

0822000502652300 

0.08 

0.06 

213.21 

0.07 

0.03 

0.10 

0.05 

0.60 

- 

0.0600 

- 

- 

0.021 

0.081 

0.081 

0.183 

0.009 

0.174 

0.541 

310.27 

Over Exploited 

Nayawas 

0822000602658900 

0.08 

0.08 

(222.28) 

0.06 

0.18 

0.24 

0.03 

0.46 

- 

0.0100 

- 

- 

0.276 

0.286 

0.286 

0.531 

0.027 

0.504 

0.056 

11.09 

Safe 

Neemera 

0822000502648200 

0.08 

0.11 

20.08 

0.13 

0.01 

0.14 

0.02 

0.26 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.181 

0.009 

0.172 

0.408 

236.95 

Over Exploited 



0.08 

0.00 

485.23 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.015 

2,132.02 

Over Exploited 



0.08 

0.03 

53.59 

0.03 

- 

0.03 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.043 

0.002 

0.041 

0.092 

224.30 

Over Exploited 

Pathraj Kalan 

0822000502648100 

0.08 

0.00 

674.32 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

11,293.49 

Over Exploited 



0.08 

0.00 

240.03 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.009 

2,585.66 

Over Exploited 



0.08 

0.02 

39.62 

0.02 

- 

0.02 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.033 

0.002 

0.031 

0.058 

186.56 

Over Exploited 



0.08 

0.01 

34.28 

0.01 

- 

0.01 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.013 

0.036 

276.71 

Over Exploited 

Pathraj Khurd 

0822000502649500 

0.08 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.005 

0.001 

0.005 

0.009 

179.83 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Peeproli 

0821000802574000 

0.06 

0.11 

(48.22) 

0.09 

0.04 

0.13 

0.04 

0.44 

- 

0.0400 

- 

- 

0.043 

0.084 

0.084 

0.209 

0.010 

0.198 

0.226 

114.01 

Over Exploited 

Raghunathpura 

0822000602658600 

0.08 

0.08 

5.57 

0.08 

0.00 

0.09 

0.03 

0.45 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.092 

0.005 

0.087 

0.048 

55.52 

Safe 

Ramgarh 

0821000802568900 

0.06 

0.07 

(61.49) 

0.06 

0.04 

0.09 

0.04 

0.46 

- 

- 

- 

- 

0.058 

0.058 

0.058 

0.153 

0.008 

0.145 

0.006 

4.35 

Safe 

Rampura 

0822000502657800 

0.08 

0.00 

19,027.29 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ramsinghpura 

0822000502648700 

0.08 

0.21 

(86.13) 

0.17 

0.18 

0.36 

0.03 

0.48 

- 

0.0300 

- 

- 

0.262 

0.292 

0.292 

0.649 

0.032 

0.616 

0.273 

44.35 

Safe 

Ratanpura 

0822000602659000 

0.08 

0.12 

(154.46) 

0.10 

0.23 

0.33 

0.03 

0.45 

- 

- 

- 

- 

0.340 

0.340 

0.340 

0.666 

0.033 

0.632 

0.027 

4.24 

Safe 

Sadapur 

0821000802569000 

0.06 

0.18 

2.33 

0.19 

0.08 

0.27 

0.03 

0.38 

- 

0.0300 

- 

- 

0.104 

0.134 

0.134 

0.401 

0.020 

0.381 

0.260 

68.38 

Safe 

Salari 

0821000902579000 

0.07 

0.01 

532.79 

0.02 

0.02 

0.04 

0.01 

0.09 

- 

0.0200 

- 

- 

0.017 

0.037 

0.037 

0.075 

0.004 

0.072 

0.228 

317.85 

Over Exploited 



0.07 

0.15 

74.04 

0.18 

0.05 

0.23 

0.02 

0.29 

- 

0.0800 

- 

- 

0.028 

0.108 

0.108 

0.333 

0.017 

0.316 

0.712 

225.24 

Over Exploited 

Sandoiya 

0822000502649100 

0.08 

0.07 

(55.69) 

0.06 

0.03 

0.09 

0.02 

0.30 

- 

0.0100 

- 

- 

0.048 

0.058 

0.058 

0.146 

0.007 

0.138 

0.116 

83.91 

Semi Critical 



0.08 

0.05 

(54.84) 

0.04 

0.02 

0.07 

0.02 

0.25 

- 

0.0100 

- 

- 

0.037 

0.047 

0.047 

0.112 

0.006 

0.106 

0.098 

92.06 

Critical 

Sankarwara 

0822000602659300 

0.08 

0.27 

(185.91) 

0.22 

0.70 

0.91 

0.03 

0.45 

- 

0.0500 

- 

- 

1.013 

1.063 

1.063 

1.977 

0.099 

1.879 

0.425 

22.62 

Safe 

Sanodiya 

0822000102597500 

0.12 

0.20 

- 

0.20 

0.03 

0.23 

0.03 

0.38 

- 

0.0100 

- 

- 

0.051 

0.062 

0.062 

0.295 

0.029 

0.265 

0.126 

47.56 

Safe 

Sarsoonda 

0821000802572900 

0.06 

0.00 

2,821.72 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sawariya 

0822000502646500 

0.08 

0.06 

125.61 

0.08 

0.00 

0.08 

0.01 

0.12 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.087 

0.004 

0.083 

0.032 

39.36 

Safe 

Shambhoopura 

0821000902578500 

0.07 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.06 

(55.10) 

0.05 

0.02 

0.07 

0.03 

0.42 

- 

- 

- 

- 

0.029 

0.029 

0.029 

0.098 

0.005 

0.093 

0.036 

39.09 

Safe 

Shreemansinghpura 

0822000602659200 

0.08 

0.02 

(145.60) 

0.02 

0.07 

0.09 

0.02 

0.34 

- 

- 

- 

- 

0.100 

0.100 

0.100 

0.186 

0.009 

0.176 

0.020 

11.12 

Safe 

Shubhdand 

0822000502649000 

0.08 

0.08 

(18.36) 

0.07 

0.02 

0.08 

0.04 

0.58 

- 

0.0300 

- 

- 

0.009 

0.039 

0.039 

0.123 

0.006 

0.117 

0.239 

205.00 

Over Exploited 

Sitarampura 

0822000502649400 

0.08 

0.20 

- 

0.20 

0.01 

0.20 

0.04 

0.55 

- 

0.0100 

- 

- 

0.009 

0.019 

0.019 

0.223 

0.022 

0.201 

0.078 

38.75 

Safe 

Sujanpura 

0822000602659400 

0.08 

0.09 

(225.77) 

0.07 

0.21 

0.27 

0.03 

0.47 

- 

- 

- 

- 

0.308 

0.308 

0.308 

0.581 

0.029 

0.552 

0.024 

4.27 

Safe 

Sunariya 

0821000802572200 

0.06 

0.25 

(68.94) 

0.20 

0.04 

0.23 

0.04 

0.49 

- 

0.0400 

- 

- 

0.038 

0.078 

0.078 

0.313 

0.016 

0.297 

0.213 

71.65 

Semi Critical 

Surajpura 

0822000502653000 

0.08 

0.14 

172,563.82 

0.17 

- 

0.17 

0.04 

0.48 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.176 

0.009 

0.167 

0.135 

80.81 

Semi Critical 

Syar 

0821000802572600 

0.06 

0.00 

163.71 

0.01 

- 

0.01 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.015 

0.052 

350.38 

Over Exploited 

Taswariya 

0821000902579400 

0.07 

0.06 

177.37 

0.07 

0.02 

0.09 

0.02 

0.21 

- 

0.0400 

- 

- 

0.010 

0.050 

0.050 

0.135 

0.007 

0.128 

0.385 

300.27 

Over Exploited 

Thali 

0822000602658700 

0.08 

0.25 

(174.37) 

0.20 

0.47 

0.67 

0.03 

0.46 

- 

0.0200 

- 

- 

0.691 

0.711 

0.711 

1.382 

0.069 

1.313 

0.188 

14.31 

Safe 

Tharola 

0822000502652800 

0.08 

0.04 

42,433.58 

0.05 

0.04 

0.09 

0.03 

0.40 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

0.201 

0.010 

0.191 

0.632 

331.21 

Over Exploited 

Tharoli 

0822000502652900 

0.08 

0.28 

77,248.36 

0.33 

0.05 

0.38 

0.04 

0.49 

- 

0.1500 

- 

- 

- 

0.150 

0.150 

0.532 

0.027 

0.506 

0.841 

166.26 

Over Exploited 

Titariya 

0821000902579600 

0.07 

0.01 

383.88 

0.01 

- 

0.01 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.022 

0.082 

368.19 

Over Exploited 

Titriyan 

0822000602658800 

0.08 

0.25 

(49.09) 

0.20 

0.21 

0.41 

0.03 

0.45 

- 

0.0200 

- 

- 

0.302 

0.322 

0.322 

0.734 

0.037 

0.698 

0.230 

32.99 

Safe 

Todaraisingh (Rural) 

0822000502653100 

0.08 

0.18 

393.30 

0.21 

0.10 

0.31 

0.04 

0.57 

- 

0.3100 

- 

- 

- 

0.310 

0.310 

0.622 

0.031 

0.591 

2.726 

461.55 

Over Exploited 

Todaraisingh Urban 

0822000542205000 

0.08 

0.35 

15.15 

0.41 

0.05 

0.46 

0.02 

0.30 

- 

0.0200 

- 

- 

0.059 

0.080 

0.080 

0.535 

0.027 

0.509 

0.710 

139.54 

Over Exploited 

Topa 

0822000502648900 

0.08 

0.12 

(13.71) 

0.10 

0.01 

0.11 

0.04 

0.57 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.131 

0.007 

0.124 

0.166 

133.58 

Over Exploited 

Uniyara Khurd 

0822000502646600 

0.08 

0.96 

(51.57) 

0.77 

0.15 

0.92 

0.04 

0.48 

- 

0.0600 

- 

- 

0.199 

0.259 

0.259 

1.180 

0.059 

1.121 

0.606 

54.08 

Safe 


Sub Basin: Gudia | 

Abhaipura 

0822000302624600 

0.12 

0.14 

23.46 

0.17 

- 

0.17 

0.04 

0.44 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.175 

0.009 

0.166 

0.089 

53.55 

Safe 



0.12 

0.02 

202.73 

0.02 

- 

0.02 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.021 

0.001 

0.020 

0.018 

88.25 

Semi Critical 

Agarpura 

0822000302630200 

0.20 

0.67 

(6.81) 

0.62 

0.01 

0.63 

0.05 

0.60 

- 

0.0100 

- 

- 

0.012 

0.022 

0.022 

0.652 

0.033 

0.619 

0.249 

40.17 

Safe 



0.12 

0.00 

2,302.73 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ajeetpura 

0822000302618900 

0.12 

0.15 

(26.24) 

0.12 

- 

0.12 

0.05 

0.55 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.131 

0.007 

0.124 

0.103 

82.86 

Semi Critical 



0.12 

0.00 

1,286.78 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

1,558.25 

Over Exploited 



0.06 

0.00 

4,102.49 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Aliyabad 

0822000302621400 

0.20 

0.08 

328.46 

0.10 

0.01 

0.11 

0.01 

0.18 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.135 

0.007 

0.128 

0.159 

124.22 

Over Exploited 



0.12 

0.00 

4,521.50 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Anatpura 

0822000302620800 

0.12 

0.36 

(71.09) 

0.29 

0.02 

0.31 

0.05 

0.59 

- 

0.0200 

- 

- 

0.017 

0.037 

0.037 

0.350 

0.017 

0.332 

0.171 

51.31 

Safe 

Arniya 

0822000302629800 

0.20 

0.23 

########## 

0.28 

0.01 

0.29 

0.03 

0.31 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.327 

0.016 

0.310 

0.339 

109.16 

Over Exploited 

Bahadurpura 

0822000302630000 

0.20 

0.16 

15.19 

0.18 

- 

0.18 

0.06 

0.61 

- 

- 

- 

- 

- 

- 

- 

0.182 

0.009 

0.173 

0.016 

9.25 

Safe 

Bahakwa 

0822000302617900 

0.20 

0.00 

2,830.74 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.023 

996.12 

Over Exploited 



0.12 

0.00 

1,121.89 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.023 

1,023.39 

Over Exploited 

Bahar 

0822000302632800 

0.12 

1.34 

30.27 

1.61 

0.05 

1.66 

0.07 

0.63 

0.17 

0.1400 

- 

- 

- 

0.140 

0.314 

1.971 

0.099 

1.872 

1.323 

70.68 

Semi Critical 

Bandh Gopalpura 

0810000501305900 

0.10 

0.30 

(84.29) 

0.24 

0.43 

0.67 

0.07 

0.64 

0.04 

0.0200 

- 

- 

0.632 

0.652 

0.691 

1.365 

0.068 

1.297 

0.198 

15.28 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Bandhawal 

081000040130260C 

8.274 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.398 

2.83 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.03 

0.006 

0.10 

0.11 


Bapui 

0810000401298800 

15.447 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.824 

2.01 

0.090 

0.20 

0.03 

0.00 

0.00 

0.01 

2.47 

2.92 

0.74 

0.051 

0.48 

0.40 







Non-command 

Phyllite & Schist 

1.783 

2.01 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.11 

0.07 

0.007 

0.07 

0.06 







Non-command 

Quartzite 

0.840 

2.01 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.003 

0.03 

0.03 


Baradi 

0822000302619800 

2.181 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.181 

1.25 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.10 

0.008 

0.54 

0.54 


Bareda 

0822000302631800 

6.640 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.640 

3.51 

0.020 

0.13 

0.02 

0.00 

0.00 

0.01 

0.56 

0.52 

0.48 

0.023 

0.56 

0.61 


Barh Bishanpura 

0822000302624300 

0.772 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.772 

2.59 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.23 

0.28 

0.14 

0.003 

0.55 

0.44 


Barh Damodarpura 

0822000302618000 

4.538 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.576 

1.95 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.002 

0.07 

0.06 


Barh Jhanpari 

0822000302618500 

1.273 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.273 

0.59 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.004 

0.55 

0.45 


Barh Kheri Mohanpura 

0822000302618100 

2.327 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.327 

2.08 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

0.09 

0.10 

0.00 

0.008 

0.54 

0.47 


Barodiya @ BhanwarSagar 

0822000302632300 

3.109 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.109 

2.01 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.20 

0.24 

0.36 

0.011 

0.55 

0.46 


Baroni 

0822000402633300 

15.360 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.379 

1.89 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.00 

0.001 

0.01 

0.01 







Non-command 

Phyllite & Schist 

3.490 

1.89 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.15 

0.01 

0.010 

0.12 

0.12 


Barthal 

0822000302624000 

4.671 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.760 

2.50 

0.100 

0.16 

0.02 

0.00 

0.00 

0.01 

1.07 

1.31 

0.61 

0.013 

0.44 

0.36 


Basra Banesingh 

0810000401302100 

2.025 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.025 

4.29 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.23 

0.25 

0.29 

0.008 

0.57 

0.52 


Bassi 

0822000302632700 

13.048 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

12.913 

2.98 

0.020 

0.18 

0.02 

0.00 

0.00 

0.00 

0.93 

0.84 

0.66 

0.046 

0.55 

0.61 


Bhagatrampura 

0822000302618700 

2.849 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.849 

1.10 

0.020 

0.02 

0.00 

0.00 

0.00 

0.02 

0.07 

0.08 

0.08 

0.010 

0.54 

0.47 


Bhagwanpura 

0822000302625300 

3.718 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.718 

1.81 

0.020 

0.03 

0.00 

0.00 

0.00 

0.06 

0.10 

0.13 

0.12 

0.013 

0.55 

0.44 


Bhairupura 

0822000302631100 

5.684 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.684 

1.79 

0.020 

0.11 

0.02 

0.00 

0.00 

0.02 

0.28 

0.30 

0.42 

0.020 

0.55 

0.51 


Bhanwarpura 

0822000302632400 

2.420 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.420 

2.23 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.16 

0.10 

0.009 

0.55 

0.48 


Bhanwata 

0822000302620500 

8.815 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.815 

0.57 

0.020 

0.15 

0.02 

0.00 

0.00 

0.04 

0.19 

0.22 

0.55 

0.031 

0.55 

0.46 


Bhanwati 

0822000302620900 

6.751 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.751 

0.50 

0.020 

0.11 

0.02 

0.00 

0.00 

0.04 

0.12 

0.14 

0.41 

0.024 

0.55 

0.44 


Bharthala 

0822000302630800 

11.668 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.996 

1.47 

0.100 

0.11 

0.02 

0.00 

0.00 

0.00 

0.68 

0.70 

0.42 

0.014 

0.19 

0.18 







Non-command 

Phyllite & Schist 

7.671 

1.47 

0.020 

0.15 

0.02 

0.00 

0.00 

0.00 

0.35 

0.37 

0.55 

0.027 

0.37 

0.35 


Bheepura 

0810000401302300 

8.961 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.961 

4.57 

0.020 

0.06 

0.01 

0.00 

0.00 

0.01 

0.86 

0.76 

0.18 

0.036 

0.56 

0.64 


Bhurtiya 

0822000302619100 

6.715 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.789 

1.03 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.06 

0.006 

0.14 

0.18 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.290 

1.03 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.02 

0.03 







Non-command 

Quartzite 

4.515 

1.03 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.07 

0.016 

0.36 

0.45 


Bichpari 

0822000302619700 

2.854 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.854 

1.23 

0.020 

0.02 

0.00 

0.00 

0.00 

0.03 

0.06 

0.06 

0.06 

0.010 

0.54 

0.57 


Bishnpura 

0822000302624100 

0.918 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.918 

2.59 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.27 

0.33 

0.10 

0.003 

0.55 

0.44 


Borkhera 

0810000401298500 

7.784 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.452 

1.36 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.04 

0.002 

0.03 

0.03 


Brijlalpura 

0822000302614100 

5.421 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.051 

1.85 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.03 

0.007 

0.20 

0.25 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.448 

1.85 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.01 

0.005 

0.14 

0.18 







Non-command 

Quartzite 

1.908 

1.85 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.01 

0.007 

0.19 

0.24 


Chainpura 

0822000302621100 

3.929 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.239 

1.10 

0.100 

0.17 

0.01 

0.00 

0.00 

0.00 

0.51 

0.64 

0.67 

0.011 

0.45 

0.36 







Non-command 

Phyllite & Schist 

0.690 

1.10 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.10 

0.002 

0.10 

0.08 


Chak Vijaipura 

0822000302623800 

1.085 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.827 

2.60 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.28 

0.05 

0.003 

0.42 

0.34 


Chanani 

0822000302614000 

5.665 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.406 

1.68 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.04 

0.005 

0.13 

0.16 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.426 

1.68 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.04 

0.05 







Non-command 

Quartzite 

1.071 

1.68 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.004 

0.10 

0.12 


Chimanpura 

0822000302626900 

2.276 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.461 

1.12 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.11 

0.13 


Chorpura 

0822000302621600 

1.797 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.542 

2.25 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.18 

0.07 

0.002 

0.16 

0.13 


Dahlod 

0822000302626300 

9.842 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.677 

1.25 

0.100 

0.16 

0.02 

0.00 

0.00 

0.01 

1.09 

1.05 

0.59 

0.027 

0.43 

0.44 







Non-command 

Phyllite & Schist 

2.031 

1.25 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.07 

0.07 

0.10 

0.007 

0.11 

0.12 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.001 

1.25 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dayalpura 

0822000302619600 

1.700 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.700 

1.25 

0.020 

0.04 

0.01 

0.00 

0.00 

0.01 

0.07 

0.06 

0.16 

0.006 

0.54 

0.58 


Deeppura 

0812001301648400 

1.283 

Saline 

Non-command 

Non-command 

Quartzite 

0.456 

0.21 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.19 

0.26 


Deopura 

0822000302625900 

1.728 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.728 

0.88 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.13 

0.006 

0.55 

0.46 


Doongri 

0810000401298900 

6.230 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.012 

3.20 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Phyllite & Schist 

6.219 

3.20 

0.020 

0.14 

0.02 

0.00 

0.00 

0.01 

0.51 

0.59 

0.54 

0.025 

0.57 

0.49 


Ganeshpura @ Hathathali 

0822000302626400 

2.594 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.438 

1.24 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.02 

0.002 

0.09 

0.10 


Gangapura 

0822000302626000 

1.536 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.033 

0.97 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.14 

0.08 

0.004 

0.37 

0.32 







Non-command 

Phyllite & Schist 

0.503 

0.97 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.002 

0.18 

0.16 


Gol 

0810000401299300 

3.202 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.085 

1.26 

0.090 

0.04 

0.01 

0.00 

0.00 

0.00 

0.15 

0.19 

0.14 

0.004 

0.19 

0.16 







Non-command 

Phyllite & Schist 

0.477 

1.26 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.04 

0.002 

0.09 

0.07 







Non-command 

Quartzite 

0.375 

1.26 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.04 

0.002 

0.07 

0.05 


Golpur 

0810000401302700 

2.818 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.038 

3.59 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.18 

0.16 

0.14 

0.008 

0.41 

0.46 


Googdod 

0810000401298600 

10.121 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.008 

1.51 

0.090 

0.08 

0.01 

0.00 

0.00 

0.02 

1.28 

1.49 

0.28 

0.036 

0.51 

0.44 


Gopalpura 

0822000302613900 

4.247 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.616 

1.27 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.002 

0.08 

0.10 







Non-command 

Quartzite 

0.129 

1.27 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.02 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.190 

1.27 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.03 







Non-command 

Quartzite 

1.173 

1.27 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.03 

0.004 

0.15 

0.18 



0822000302625700 

1.755 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.755 

0.56 

0.020 

0.08 

0.01 

0.00 

0.00 

0.01 

0.08 

0.10 

0.30 

0.006 

0.55 

0.44 



0822000302630900 

5.016 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.461 

1.04 

0.100 

0.01 

0.00 

0.00 

0.00 

0.01 

0.26 

0.28 

0.01 

0.009 

0.27 

0.25 







Non-command 

Phyllite & Schist 

2.555 

1.04 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.01 

0.009 

0.28 

0.26 


Gopinath Pura 

0822000302625200 

1.539 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.539 

2.35 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.00 

0.005 

0.55 

0.44 


Gordhanpura 

0822000302626700 

1.970 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.028 

1.22 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Phyllite & Schist 

1.764 

1.22 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.07 

0.006 

0.48 

0.57 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Bandhawal 

0810000401302600 

0.08 

0.01 

638.74 

0.01 

- 

0.01 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.001 

0.014 

0.001 

0.013 

0.036 

264.98 

Over Exploited 

Bapui 

0810000401298800 

0.16 

0.97 

199.89 

1.17 

0.04 

1.21 

0.05 

0.53 

- 

0.0800 

- 

- 

0.022 

0.102 

0.102 

1.317 

0.066 

1.251 

0.790 

63.17 

Safe 



0.08 

0.01 

1,035.75 

0.01 

0.00 

0.01 

0.01 

0.07 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.024 

0.001 

0.023 

0.073 

320.81 

Over Exploited 



0.06 

0.00 

1,927.18 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.045 

2,537.04 

Over Exploited 

Baradi 

0822000302619800 

0.12 

0.14 

(44.11) 

0.11 

0.00 

0.12 

0.05 

0.59 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.136 

0.007 

0.129 

0.109 

84.31 

Semi Critical 

Bareda 

0822000302631800 

0.12 

0.45 

15.27 

0.52 

0.03 

0.55 

0.07 

0.63 

0.06 

0.0500 

- 

- 

0.018 

0.069 

0.124 

0.673 

0.034 

0.639 

0.505 

79.09 

Semi Critical 

Barh Bishanpura 

0822000302624300 

0.20 

0.08 

236.03 

0.10 

0.01 

0.11 

0.05 

0.59 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.133 

0.007 

0.127 

0.143 

112.77 

Over Exploited 

Barh Damodarpura 

0822000302618000 

0.12 

0.00 

432.23 

0.01 

0.00 

0.01 

0.01 

0.07 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.007 

0.000 

0.007 

0.002 

31.11 

Safe 

Barh Jhanpari 

0822000302618500 

0.12 

0.08 

(85.37) 

0.07 

0.00 

0.07 

0.05 

0.59 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.079 

0.004 

0.075 

0.004 

5.99 

Safe 

Barh Kheri Mohanpura 

0822000302618100 

0.12 

0.15 

(34.16) 

0.12 

0.01 

0.13 

0.05 

0.59 

- 

- 

- 

- 

0.015 

0.015 

0.015 

0.147 

0.007 

0.139 

0.008 

5.89 

Safe 

Barodiya @ BhanwarSagar 

0822000302632300 

0.12 

0.20 

18.48 

0.24 

0.01 

0.25 

0.05 

0.60 

- 

0.0400 

- 

- 

0.002 

0.042 

0.042 

0.295 

0.015 

0.280 

0.368 

131.19 

Over Exploited 

Baroni 

0822000402633300 

0.22 

0.00 

7,665.59 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.005 

0.000 

0.005 

0.001 

21.05 

Safe 



0.14 

0.06 

141.89 

0.07 

- 

0.07 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.072 

0.004 

0.069 

0.021 

29.90 

Safe 

Barthal 

0822000302624000 

0.20 

0.33 

297.56 

0.40 

0.03 

0.42 

0.04 

0.48 

- 

0.0700 

- 

- 

0.011 

0.081 

0.081 

0.504 

0.025 

0.479 

0.618 

129.16 

Over Exploited 

Basra Banesingh 

0810000401302100 

0.08 

0.09 

175.15 

0.11 

0.01 

0.12 

0.06 

0.63 

0.01 

0.0300 

- 

- 

0.001 

0.031 

0.041 

0.162 

0.008 

0.154 

0.297 

192.51 

Over Exploited 

Bassi 

0822000302632700 

0.12 

0.86 

(1.94) 

0.84 

0.02 

0.86 

0.07 

0.62 

0.11 

0.0700 

- 

- 

- 

0.070 

0.177 

1.039 

0.052 

0.987 

0.701 

70.95 

Semi Critical 

Bhagatrampura 

0822000302618700 

0.12 

0.19 

(59.05) 

0.15 

0.02 

0.17 

0.05 

0.59 

- 

0.0100 

- 

- 

0.025 

0.035 

0.035 

0.200 

0.010 

0.190 

0.089 

46.94 

Safe 

Bhagwanpura 

0822000302625300 

0.12 

0.24 

(47.15) 

0.20 

0.06 

0.26 

0.05 

0.59 

- 

0.0100 

- 

- 

0.090 

0.100 

0.100 

0.356 

0.018 

0.338 

0.135 

40.00 

Safe 

Bhairupura 

0822000302631100 

0.12 

0.38 

(19.74) 

0.30 

0.04 

0.34 

0.05 

0.61 

- 

0.0500 

- 

- 

0.023 

0.073 

0.073 

0.410 

0.021 

0.390 

0.438 

112.41 

Over Exploited 

Bhanwarpura 

0822000302632400 

0.12 

0.16 

(1.36) 

0.16 

- 

0.16 

0.05 

0.60 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.167 

0.008 

0.159 

0.110 

69.04 

Safe 

Bhanwata 

0822000302620500 

0.12 

0.58 

(61.44) 

0.46 

0.06 

0.53 

0.05 

0.59 

- 

0.0600 

- 

- 

0.065 

0.125 

0.125 

0.650 

0.033 

0.618 

0.582 

94.21 

Critical 

Bhanwati 

0822000302620900 

0.12 

0.44 

(67.77) 

0.35 

0.06 

0.42 

0.05 

0.59 

- 

0.0500 

- 

- 

0.064 

0.114 

0.114 

0.530 

0.026 

0.503 

0.434 

86.18 

Semi Critical 

Bharthala 

0822000302630800 

0.20 

0.15 

359.05 

0.18 

0.02 

0.21 

0.02 

0.21 

- 

0.0500 

- 

- 

0.002 

0.052 

0.052 

0.258 

0.013 

0.245 

0.435 

177.80 

Over Exploited 



0.12 

0.34 

8.77 

0.37 

0.02 

0.39 

0.04 

0.41 

- 

0.0600 

- 

- 

0.002 

0.062 

0.062 

0.452 

0.023 

0.430 

0.574 

133.60 

Over Exploited 

Bheepura 

0810000401302300 

0.08 

0.40 

87.80 

0.48 

0.02 

0.51 

0.07 

0.64 

0.05 

0.0200 

- 

- 

0.019 

0.039 

0.091 

0.598 

0.030 

0.568 

0.216 

38.00 

Safe 

Bhurtiya 

0822000302619100 

0.12 

0.03 

47.15 

0.04 

- 

0.04 

0.01 

0.16 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.047 

0.002 

0.044 

0.064 

145.22 

Over Exploited 



0.12 

0.00 

487.90 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.005 

550.98 

Over Exploited 



0.06 

0.10 

(8.34) 

0.09 

- 

0.09 

0.04 

0.40 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.099 

0.005 

0.094 

0.088 

93.40 

Critical 

Bichpari 

0822000302619700 

0.12 

0.18 

(68.73) 

0.15 

0.03 

0.18 

0.05 

0.59 

- 

0.0100 

- 

- 

0.044 

0.054 

0.054 

0.231 

0.012 

0.220 

0.068 

30.97 

Safe 

Bishnpura 

0822000302624100 

0.20 

0.10 

230.39 

0.12 

- 

0.12 

0.05 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.130 

0.007 

0.124 

0.100 

80.96 

Semi Critical 

Borkhera 

0810000401298500 

0.16 

0.00 

3,157.28 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.005 

0.000 

0.005 

0.040 

829.87 

Over Exploited 

Brijlalpura 

0822000302614100 

0.12 

0.05 

38.41 

0.06 

- 

0.06 

0.02 

0.22 

- 

- 

- 

- 

- 

- 

- 

0.059 

0.003 

0.056 

0.036 

64.32 

Safe 



0.12 

0.02 

72.88 

0.03 

- 

0.03 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.030 

0.001 

0.028 

0.016 

57.35 

Safe 



0.06 

0.02 

199.79 

0.03 

- 

0.03 

0.02 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.026 

0.001 

0.024 

0.021 

85.05 

Semi Critical 

Chainpura 

0822000302621100 

0.20 

0.29 

119.10 

0.35 

0.01 

0.36 

0.04 

0.49 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.388 

0.019 

0.369 

0.677 

183.58 

Over Exploited 



0.12 

0.01 

594.80 

0.01 

0.00 

0.01 

0.01 

0.10 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.012 

0.001 

0.011 

0.099 

895.36 

Over Exploited 

Chak Vijaipura 

0822000302623800 

0.20 

0.07 

301.04 

0.08 

0.00 

0.08 

0.04 

0.45 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.095 

0.005 

0.091 

0.057 

62.76 

Safe 

Chanani 

0822000302614000 

0.12 

0.02 

113.54 

0.03 

- 

0.03 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.027 

0.001 

0.025 

0.048 

190.33 

Over Exploited 



0.12 

0.00 

482.17 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.009 

367.94 

Over Exploited 



0.06 

0.01 

362.90 

0.01 

- 

0.01 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.007 

0.018 

243.07 

Over Exploited 

Chimanpura 

0822000302626900 

0.12 

0.01 

38.79 

0.01 

- 

0.01 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.016 

226.47 

Over Exploited 

Chorpura 

0822000302621600 

0.20 

0.02 

891.88 

0.02 

- 

0.02 

0.01 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.021 

0.001 

0.020 

0.067 

328.54 

Over Exploited 

Dahlod 

0822000302626300 

0.20 

0.65 

60.20 

0.78 

0.03 

0.81 

0.04 

0.47 

- 

0.0700 

- 

- 

0.015 

0.085 

0.085 

0.900 

0.045 

0.855 

0.621 

72.64 

Semi Critical 



0.12 

0.03 

149.78 

0.03 

0.01 

0.04 

0.01 

0.12 

- 

0.0100 

- 

- 

0.014 

0.024 

0.024 

0.067 

0.003 

0.063 

0.108 

170.52 

Over Exploited 



0.20 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dayalpura 

0822000302619600 

0.12 

0.11 

(43.31) 

0.09 

0.02 

0.10 

0.05 

0.59 

- 

0.0200 

- 

- 

0.008 

0.028 

0.028 

0.132 

0.007 

0.125 

0.164 

130.96 

Over Exploited 

Deeppura 

0812001301648400 

0.06 

0.01 

(76.79) 

0.00 

0.00 

0.00 

0.02 

0.21 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

0.000 

0.005 

0.002 

41.81 

Safe 

Deopura 

0822000302625900 

0.12 

0.11 

(38.05) 

0.09 

0.00 

0.09 

0.05 

0.59 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.103 

0.005 

0.098 

0.136 

138.87 

Over Exploited 

Doongri 

0810000401298900 

0.16 

0.00 

189,799.63 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.28 

108.51 

0.34 

0.03 

0.37 

0.06 

0.63 

- 

0.0600 

- 

- 

0.010 

0.070 

0.070 

0.437 

0.022 

0.415 

0.565 

136.02 

Over Exploited 

Ganeshpura @ Hathathali 

0822000302626400 

0.20 

0.01 

636.00 

0.01 

- 

0.01 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.000 

0.009 

0.024 

255.47 

Over Exploited 

Gangapura 

0822000302626000 

0.20 

0.08 

79.90 

0.09 

0.00 

0.09 

0.03 

0.40 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.104 

0.005 

0.099 

0.080 

80.31 

Semi Critical 



0.12 

0.01 

109.99 

0.01 

- 

0.01 

0.02 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.012 

0.031 

249.72 

Over Exploited 

Gol 

0810000401299300 

0.16 

0.03 

456.39 

0.04 

0.01 

0.05 

0.02 

0.22 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.081 

0.004 

0.077 

0.148 

193.82 

Over Exploited 



0.08 

0.00 

165,448.75 

0.00 

- 

0.00 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.044 

358.26 

Over Exploited 



0.06 

0.00 

1,096.95 

0.00 

- 

0.00 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.044 

387.60 

Over Exploited 

Golpur 

0810000401302700 

0.08 

0.07 

137.28 

0.08 

0.01 

0.09 

0.05 

0.46 

0.01 

0.0200 

- 

- 

- 

0.020 

0.029 

0.118 

0.006 

0.112 

0.146 

130.14 

Over Exploited 

Googdod 

0810000401298600 

0.16 

0.73 

103.62 

0.88 

0.03 

0.90 

0.05 

0.56 

- 

0.0300 

- 

- 

0.023 

0.053 

0.053 

0.955 

0.048 

0.908 

0.314 

34.61 

Safe 

Gopalpura 

0822000302613900 

0.12 

0.01 

258.55 

0.01 

- 

0.01 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.006 

0.031 

485.36 

Over Exploited 



0.06 

0.00 

2,006.63 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

4,587.61 

Over Exploited 



0.12 

0.00 

605.73 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.005 

761.05 

Over Exploited 



0.06 

0.01 

207.09 

0.01 

- 

0.01 

0.02 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.012 

0.033 

284.30 

Over Exploited 


0822000302625700 

0.12 

0.12 

(12.60) 

0.10 

0.02 

0.12 

0.05 

0.59 

- 

0.0300 

- 

- 

0.012 

0.042 

0.042 

0.160 

0.008 

0.152 

0.308 

202.19 

Over Exploited 


0822000302630900 

0.20 

0.13 

106.92 

0.16 

0.01 

0.17 

0.03 

0.30 

- 

- 

- 

- 

0.012 

0.012 

0.012 

0.180 

0.009 

0.171 

0.020 

11.52 

Safe 



0.12 

0.09 

(34.43) 

0.07 

0.00 

0.07 

0.03 

0.31 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.070 

0.003 

0.066 

0.016 

24.18 

Safe 

Gopinath Pura 

0822000302625200 

0.12 

0.10 

(12.74) 

0.09 

0.00 

0.09 

0.05 

0.59 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.092 

0.005 

0.087 

0.005 

6.22 

Safe 

Gordhanpura 

0822000302626700 

0.20 

0.00 

6,803.13 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.10 

(50.80) 

0.08 

0.00 

0.09 

0.05 

0.53 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.100 

0.005 

0.095 

0.071 

74.90 

Semi Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 



082200030263200C 

5.491 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.413 

2.06 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.24 

0.24 

0.04 

0.019 

0.55 

0.57 


Gothra 

0810000401299400 

5.497 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.684 

1.26 

0.090 

0.12 

0.01 

0.00 

0.00 

0.00 

0.41 

0.51 

0.47 

0.011 

0.28 

0.23 







Non-command 

Phyllite & Schist 

0.040 

1.26 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

0.225 

1.26 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.03 

0.001 

0.02 

0.02 


Gudha Anandpura 

0822000302623700 

1.327 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.096 

2.49 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.03 

0.000 

0.04 

0.03 


Gunsi 

0822000302614300 

8.563 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.174 

1.89 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.30 

0.29 

0.14 

0.025 

0.45 

0.47 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.429 

1.89 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.002 

0.03 

0.03 







Non-command 

Quartzite 

0.141 

1.89 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Hameedpura 

0822000302624800 

2.539 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.620 

2.61 

0.100 

0.03 

0.00 

0.00 

0.00 

0.02 

0.44 

0.54 

0.11 

0.006 

0.35 

0.28 







Non-command 

Phyllite & Schist 

0.920 

2.61 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.04 

0.003 

0.20 

0.16 


Hanifpur 

0822000402633800 

6.487 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.487 

2.54 

0.020 

0.04 

0.00 

0.00 

0.00 

0.01 

0.36 

0.38 

0.13 

0.018 

0.55 

0.52 


Hanotiya Bujurg 

0822000302613800 

10.608 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.012 

0.83 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

0.004 

0.83 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Quartzite 

0.059 

0.83 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Isarda 

0810000501306600 

15.474 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.050 

0.75 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jagat Shiromanipura @Toomli Ka Bas 

0812001301646400 

3.459 

Saline 

Non-command 

Non-command 

Quartzite 

2.062 

0.87 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.05 

0.009 

0.31 

0.43 


Jailalpura 

0810000401302000 

7.991 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.639 

2.56 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.38 

0.44 

0.16 

0.027 

0.48 

0.41 


Jaisinghpura 

0822000302625500 

3.048 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.376 

0.83 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.04 

0.001 

0.07 

0.05 







Non-command 

Phyllite & Schist 

2.673 

0.83 

0.020 

0.05 

0.01 

0.00 

0.00 

0.01 

0.07 

0.09 

0.19 

0.009 

0.48 

0.38 


Jamanpura 

0822000402633600 

3.667 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.189 

2.65 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.06 

0.003 

0.18 

0.19 


Jamdoli 

0822000302631700 

12.058 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

12.058 

4.62 

0.020 

0.27 

0.04 

0.00 

0.00 

0.01 

1.34 

1.27 

1.03 

0.043 

0.56 

0.60 


Jatlao 

0810000401298700 

8.163 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.005 

1.45 

0.090 

0.07 

0.01 

0.00 

0.00 

0.00 

0.84 

1.02 

0.26 

0.024 

0.42 

0.35 







Non-command 

Quartzite 

1.682 

1.45 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.07 

0.007 

0.12 

0.10 


Jeewali 

0822000302631000 

5.953 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.953 

1.58 

0.020 

0.16 

0.02 

0.00 

0.00 

0.01 

0.32 

0.34 

0.61 

0.021 

0.55 

0.52 


Jhanpari 

0822000302618600 

4.367 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.367 

0.81 

0.020 

0.09 

0.01 

0.00 

0.00 

0.06 

0.09 

0.11 

0.32 

0.015 

0.54 

0.46 


Jhilai 

0822000302625800 

36.966 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.646 

1.51 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.28 

0.33 

0.11 

0.006 

0.02 

0.02 







Non-command 

Phyllite & Schist 

35.320 

1.51 

0.020 

0.41 

0.06 

0.00 

0.00 

0.15 

1.27 

1.50 

1.47 

0.125 

0.52 

0.44 


Jugalpura Kalan 

0822000302625400 

2.262 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.443 

2.22 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.12 

0.01 

0.002 

0.11 

0.09 







Non-command 

Phyllite & Schist 

1.819 

2.22 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.11 

0.04 

0.006 

0.44 

0.35 


Kantoli 

0822000302631300 

3.947 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.408 

1.84 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.03 

0.001 

0.06 

0.06 







Non-command 

Phyllite & Schist 

3.533 

1.84 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.18 

0.19 

0.22 

0.012 

0.51 

0.48 


Kanwarpura 

0810000501305400 

7.061 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.319 

3.12 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.44 

0.39 

0.14 

0.018 

0.42 

0.48 


Kareda Bujurg 

0822000302619500 

17.107 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.554 

0.66 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.15 

0.05 

0.009 

0.08 

0.10 







Non-command 

Phyllite & Schist 

9.055 

0.66 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.16 

0.13 

0.12 

0.032 

0.28 

0.35 


Kaririya 

0822000302631200 

9.240 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.898 

1.89 

0.020 

0.11 

0.02 

0.00 

0.00 

0.00 

0.43 

0.43 

0.40 

0.031 

0.54 

0.54 


Kerod 

0822000302625600 

7.462 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.462 

0.95 

0.020 

0.11 

0.02 

0.00 

0.00 

0.02 

0.21 

0.27 

0.42 

0.026 

0.55 

0.44 


Khajpura 

0822000302630700 

7.350 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.350 

1.37 

0.100 

0.07 

0.01 

0.00 

0.00 

0.00 

1.06 

1.13 

0.25 

0.026 

0.56 

0.53 


Khaleelabad 

0822000402634000 

1.561 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.561 

2.80 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.11 

0.10 

0.004 

0.55 

0.57 


Khandwa 

0822000302624700 

9.240 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.804 

2.39 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.21 

0.25 

0.08 

0.003 

0.05 

0.04 







Non-command 

Phyllite & Schist 

5.519 

2.39 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.35 

0.42 

0.37 

0.019 

0.33 

0.27 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.917 

2.39 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.17 

0.20 

0.10 

0.010 

0.17 

0.15 


Khera 

0822000302632900 

3.643 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.643 

3.45 

0.020 

0.11 

0.02 

0.00 

0.00 

0.00 

0.34 

0.30 

0.43 

0.013 

0.56 

0.64 



0810000401299000 

8.236 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.180 

1.53 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.001 

0.01 

0.01 







Non-command 

Phyllite & Schist 

7.190 

1.53 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.27 

0.33 

0.22 

0.029 

0.50 

0.41 


Khera Mukundpura 

0812001301646500 

2.935 

Saline 

Non-command 

Non-command 

Quartzite 

1.303 

0.92 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.005 

0.23 

0.34 


Kheri Manpura 

0822000302633000 

4.127 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.127 

3.18 

0.020 

0.07 

0.01 

0.00 

0.00 

0.01 

0.31 

0.28 

0.26 

0.015 

0.56 

0.63 


Kheri Mohanpura 

0822000302618200 

1.805 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.009 

1.73 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Phyllite & Schist 

1.199 

1.73 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.04 

0.004 

0.36 

0.30 


Khirgi 

0822000302632100 

7.600 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.589 

2.09 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.37 

0.38 

0.19 

0.027 

0.55 

0.54 


Khohri 

0810000401299200 

1.624 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.191 

1.31 

0.090 

0.08 

0.01 

0.00 

0.00 

0.00 

0.21 

0.26 

0.33 

0.005 

0.42 

0.34 







Non-command 

Phyllite & Schist 

0.134 

1.31 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.001 

0.05 

0.04 







Non-command 

Quartzite 

0.299 

1.31 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.07 

0.001 

0.11 

0.09 


Kishorpura 

0822000302620200 

3.730 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.520 

1.24 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.21 

0.21 

0.05 

0.005 

0.22 

0.22 







Non-command 

Phyllite & Schist 

1.262 

1.24 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.03 

0.004 

0.18 

0.18 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.630 

1.24 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.01 

0.002 

0.09 

0.09 







Non-command 

Phyllite & Schist 

0.318 

1.24 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.05 

0.05 


Kiwara 

0822000302631900 

9.019 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.955 

1.92 

0.020 

0.15 

0.02 

0.00 

0.00 

0.00 

0.47 

0.46 

0.56 

0.032 

0.55 

0.57 


Kolara 

0810000401302800 

8.957 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.516 

1.85 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.11 

0.006 

0.10 

0.10 


Kothoon 

0812001301647500 

11.840 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

1.96 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.231 

1.96 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.01 

0.01 







Non-command 

Quartzite 

5.264 

1.96 

0.020 

0.02 

0.00 

0.00 

0.00 

0.02 

0.21 

0.15 

0.04 

0.022 

0.24 

0.32 


Ladana Khurd 

0812001301646600 

3.082 

Saline 

Non-command 

Non-command 

Quartzite 

1.071 

1.32 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.03 

0.004 

0.18 

0.27 


Lakhanpur 

0810000401299100 

5.577 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.354 

1.23 

0.090 

0.04 

0.01 

0.00 

0.00 

0.00 

0.18 

0.22 

0.16 

0.005 

0.14 

0.11 







Non-command 

Phyllite & Schist 

3.145 

1.23 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.13 

0.16 

0.23 

0.013 

0.32 

0.26 


Lalwari 

0822000302626200 

16.251 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.510 

1.07 

0.100 

0.24 

0.03 

0.00 

0.00 

0.00 

1.44 

1.51 

0.92 

0.041 

0.39 

0.37 







Non-command 

Phyllite & Schist 

0.716 

1.07 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.003 

0.02 

0.02 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.573 

1.07 

0.080 

0.04 

0.01 

0.00 

0.00 

0.00 

0.33 

0.35 

0.16 

0.013 

0.12 

0.11 







Non-command 

Phyllite & Schist 

0.452 

1.07 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.02 

0.01 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 


0822000302632000 

0.12 

0.36 

(33.79) 

0.29 

- 

0.29 

0.06 

0.61 

0.04 

- 

- 

- 

- 

- 

0.041 

0.326 

0.016 

0.310 

0.062 

20.05 

Safe 

Gothra 

0810000401299400 

0.16 

0.09 

2,950.45 

0.10 

0.01 

0.11 

0.03 

0.31 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.195 

0.010 

0.185 

0.482 

260.27 

Over Exploited 



0.08 

0.00 

8,657.47 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

39,449.67 

Over Exploited 



0.06 

0.00 

4,866.81 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.010 

0.001 

0.010 

0.035 

353.95 

Over Exploited 

Gudha Anandpura 

0822000302623700 

0.20 

0.00 

5,339.45 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.032 

3,736.23 

Over Exploited 

Gunsi 

0822000302614300 

0.12 

0.39 

(24.75) 

0.31 

0.01 

0.32 

0.04 

0.49 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.349 

0.017 

0.332 

0.169 

51.01 

Safe 



0.12 

0.00 

1,026.78 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.006 

349.39 

Over Exploited 



0.06 

0.00 

6,767.04 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Hameedpura 

0822000302624800 

0.20 

0.11 

379.77 

0.14 

0.02 

0.15 

0.03 

0.38 

- 

0.0100 

- 

- 

0.023 

0.033 

0.033 

0.183 

0.009 

0.174 

0.114 

65.27 

Safe 



0.12 

0.02 

215.51 

0.03 

0.00 

0.03 

0.02 

0.21 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.032 

0.002 

0.030 

0.039 

128.88 

Over Exploited 

Hanifpur 

0822000402633800 

0.14 

0.50 

(23.39) 

0.40 

0.01 

0.41 

0.05 

0.60 

- 

0.0100 

- 

- 

0.016 

0.026 

0.026 

0.435 

0.022 

0.413 

0.144 

34.79 

Safe 

Hanotiya Bujurg 

0822000302613800 

0.12 

0.00 

25,468.07 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

260,042.08 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

7,774.53 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Isarda 

0810000501306600 

0.10 

0.00 

8,648.35 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jagat Shiromanipura @Toomli Ka Bas 

0812001301646400 

0.06 

0.04 

4.65 

0.04 

- 

0.04 

0.03 

0.35 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.051 

0.003 

0.048 

0.059 

122.02 

Over Exploited 

Jailalpura 

0810000401302000 

0.08 

0.25 

73.67 

0.30 

0.01 

0.31 

0.05 

0.53 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.333 

0.017 

0.316 

0.182 

57.42 

Safe 

Jaisinghpura 

0822000302625500 

0.20 

0.01 

910.28 

0.01 

- 

0.01 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.044 

767.23 

Over Exploited 



0.12 

0.15 

(41.65) 

0.12 

0.02 

0.15 

0.04 

0.52 

- 

0.0200 

- 

- 

0.018 

0.038 

0.038 

0.183 

0.009 

0.174 

0.203 

116.70 

Over Exploited 

Jamanpura 

0822000402633600 

0.14 

0.03 

166.94 

0.04 

- 

0.04 

0.02 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.045 

0.002 

0.043 

0.062 

144.53 

Over Exploited 

Jamdoli 

0822000302631700 

0.12 

0.82 

55.19 

0.98 

0.05 

1.03 

0.07 

0.63 

0.10 

0.1200 

- 

- 

0.012 

0.132 

0.232 

1.261 

0.063 

1.198 

1.073 

89.54 

Semi Critical 

Jatlao 

0810000401298700 

0.16 

0.41 

152.56 

0.49 

0.01 

0.50 

0.04 

0.47 

- 

0.0300 

- 

- 

0.005 

0.035 

0.035 

0.535 

0.027 

0.509 

0.283 

55.65 

Safe 



0.06 

0.01 

331.72 

0.01 

0.00 

0.02 

0.01 

0.13 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.030 

0.001 

0.028 

0.074 

263.10 

Over Exploited 

Jeewali 

0822000302631000 

0.12 

0.40 

(13.76) 

0.34 

0.03 

0.37 

0.06 

0.61 

- 

0.0700 

- 

- 

0.014 

0.084 

0.084 

0.454 

0.023 

0.432 

0.633 

146.67 

Over Exploited 

Jhanpari 

0822000302618600 

0.12 

0.29 

(60.69) 

0.23 

0.07 

0.30 

0.05 

0.59 

- 

0.0400 

- 

- 

0.085 

0.125 

0.125 

0.421 

0.021 

0.400 

0.339 

84.95 

Semi Critical 

Jhilai 

0822000302625800 

0.20 

0.01 

3,988.74 

0.01 

0.00 

0.01 

0.00 

0.03 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.021 

0.001 

0.020 

0.114 

562.53 

Over Exploited 



0.12 

2.22 

(32.53) 

1.77 

0.21 

1.98 

0.05 

0.57 

- 

0.1700 

- 

- 

0.224 

0.395 

0.395 

2.378 

0.119 

2.259 

1.594 

70.54 

Semi Critical 

Jugalpura Kalan 

0822000302625400 

0.20 

0.01 

1,188.00 

0.01 

0.00 

0.01 

0.01 

0.12 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

0.001 

0.011 

0.013 

110.97 

Over Exploited 



0.12 

0.10 

12.24 

0.11 

0.00 

0.11 

0.04 

0.48 

- 

- 

- 

- 

0.006 

0.007 

0.007 

0.119 

0.006 

0.113 

0.049 

43.89 

Safe 

Kantoli 

0822000302631300 

0.20 

0.00 

1,779.22 

0.01 

- 

0.01 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.005 

0.033 

617.26 

Over Exploited 



0.12 

0.21 

(11.78) 

0.19 

0.01 

0.20 

0.06 

0.56 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.219 

0.011 

0.208 

0.228 

109.86 

Over Exploited 

Kanwarpura 

0810000501305400 

0.10 

0.22 

73.19 

0.27 

0.01 

0.28 

0.05 

0.47 

0.03 

0.0300 

- 

- 

- 

0.030 

0.057 

0.335 

0.017 

0.318 

0.155 

48.66 

Safe 

Kareda Bujurg 

0822000302619500 

0.20 

0.04 

275.24 

0.05 

- 

0.05 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.059 

0.003 

0.056 

0.063 

111.89 

Over Exploited 



0.12 

0.31 

(57.88) 

0.25 

- 

0.25 

0.03 

0.31 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.258 

0.013 

0.245 

0.147 

60.03 

Safe 

Kaririya 

0822000302631200 

0.12 

0.58 

(26.09) 

0.46 

0.02 

0.48 

0.06 

0.60 

0.07 

0.0500 

- 

- 

- 

0.050 

0.115 

0.596 

0.030 

0.566 

0.434 

76.73 

Semi Critical 

Kerod 

0822000302625600 

0.12 

0.49 

(45.53) 

0.39 

0.04 

0.43 

0.05 

0.59 

- 

0.0500 

- 

- 

0.024 

0.074 

0.074 

0.502 

0.025 

0.477 

0.444 

93.16 

Critical 

Khajpura 

0822000302630700 

0.20 

0.83 

36.40 

0.99 

0.01 

1.00 

0.06 

0.62 

- 

0.0300 

- 

- 

0.004 

0.034 

0.034 

1.038 

0.052 

0.986 

0.274 

27.78 

Safe 

Khaleelabad 

0822000402634000 

0.14 

0.12 

(9.48) 

0.11 

0.00 

0.11 

0.06 

0.61 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.139 

0.007 

0.132 

0.108 

81.95 

Semi Critical 

Khandwa 

0822000302624700 

0.20 

0.01 

3,192.41 

0.01 

- 

0.01 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.019 

0.001 

0.018 

0.079 

433.05 

Over Exploited 



0.12 

0.22 

94.23 

0.26 

0.01 

0.27 

0.03 

0.35 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.309 

0.015 

0.294 

0.386 

131.58 

Over Exploited 



0.12 

0.06 

232.86 

0.07 

- 

0.07 

0.01 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.082 

0.004 

0.078 

0.107 

137.02 

Over Exploited 

Khera 

0822000302632900 

0.12 

0.25 

20.90 

0.29 

0.02 

0.32 

0.07 

0.64 

0.03 

0.0500 

- 

- 

0.004 

0.054 

0.085 

0.403 

0.020 

0.383 

0.438 

114.44 

Over Exploited 


0810000401299000 

0.16 

0.00 

8,284.67 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

2,611.02 

Over Exploited 



0.08 

0.29 

14.06 

0.33 

0.01 

0.34 

0.05 

0.55 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.359 

0.018 

0.341 

0.251 

73.61 

Semi Critical 

Khera Mukundpura 

0812001301646500 

0.06 

0.02 

28.36 

0.02 

0.00 

0.02 

0.02 

0.26 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.023 

0.001 

0.022 

0.034 

159.08 

Over Exploited 

Kheri Manpura 

0822000302633000 

0.12 

0.28 

(0.60) 

0.28 

0.02 

0.30 

0.07 

0.63 

0.04 

0.0300 

- 

- 

0.015 

0.045 

0.081 

0.377 

0.019 

0.359 

0.274 

76.31 

Semi Critical 

Kheri Mohanpura 

0822000302618200 

0.20 

0.00 

38,846.84 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.05 

18.83 

0.06 

0.00 

0.06 

0.03 

0.39 

- 

- 

- 

- 

0.000 

- 

- 

0.062 

0.003 

0.059 

0.040 

68.62 

Safe 

Khirgi 

0822000302632100 

0.12 

0.50 

(25.08) 

0.40 

0.01 

0.41 

0.06 

0.61 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.432 

0.022 

0.411 

0.214 

52.03 

Safe 

Khohri 

0810000401299200 

0.16 

0.08 

221.39 

0.10 

0.01 

0.11 

0.04 

0.47 

- 

0.0600 

- 

- 

0.000 

0.060 

0.060 

0.167 

0.008 

0.159 

0.331 

208.46 

Over Exploited 



0.08 

0.00 

3,185.58 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.025 

4,259.95 

Over Exploited 



0.06 

0.00 

1,448.40 

0.00 

- 

0.00 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.012 

0.068 

584.68 

Over Exploited 

Kishorpura 

0822000302620200 

0.20 

0.07 

217.85 

0.08 

- 

0.08 

0.02 

0.24 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.091 

0.005 

0.086 

0.059 

68.74 

Safe 



0.12 

0.03 

51.87 

0.03 

- 

0.03 

0.02 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.034 

0.002 

0.032 

0.033 

105.11 

Over Exploited 



0.20 

0.01 

454.99 

0.01 

- 

0.01 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.013 

0.014 

107.68 

Over Exploited 



0.12 

0.00 

356.06 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.005 

253.04 

Over Exploited 

Kiwara 

0822000302631900 

0.12 

0.60 

(22.42) 

0.48 

0.02 

0.50 

0.06 

0.62 

0.07 

0.0600 

- 

- 

- 

0.060 

0.128 

0.625 

0.031 

0.594 

0.594 

100.01 

Over Exploited 

Kolara 

0810000401302800 

0.08 

0.01 

622.01 

0.01 

- 

0.01 

0.01 

0.11 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.025 

0.001 

0.024 

0.120 

498.26 

Over Exploited 

Kothoon 

0812001301647500 

0.07 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.00 

2,831.73 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.06 

0.07 

103.66 

0.09 

0.02 

0.11 

0.02 

0.26 

- 

- 

- 

- 

0.026 

0.026 

0.026 

0.133 

0.007 

0.126 

0.062 

49.14 

Safe 

Ladana Khurd 

0812001301646600 

0.06 

0.01 

121.28 

0.01 

0.00 

0.01 

0.02 

0.20 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.015 

0.001 

0.014 

0.029 

214.02 

Over Exploited 

Lakhanpur 

0810000401299100 

0.16 

0.03 

632.77 

0.04 

0.01 

0.05 

0.01 

0.15 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.076 

0.004 

0.072 

0.168 

232.45 

Over Exploited 



0.08 

0.08 

50,547.42 

0.10 

0.01 

0.11 

0.03 

0.36 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.147 

0.007 

0.140 

0.247 

176.15 

Over Exploited 

Lalwari 

0822000302626200 

0.20 

0.89 

69.30 

1.07 

0.03 

1.10 

0.04 

0.42 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

1.201 

0.060 

1.141 

0.959 

84.03 

Semi Critical 



0.12 

0.00 

1,182.86 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.039 

1,629.89 

Over Exploited 



0.20 

0.09 

309.18 

0.10 

0.01 

0.11 

0.01 

0.13 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.133 

0.007 

0.127 

0.169 

133.27 

Over Exploited 



0.12 

0.00 

1,122.21 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.013 

1,337.00 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Luhara 

082200030261900C 

10.552 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.552 

1.69 

0.020 

0.06 

0.01 

0.00 

0.00 

0.13 

0.27 

0.27 

0.20 

0.037 

0.54 

0.54 


Lunera 

0822000302626600 

7.771 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.256 

1.22 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.001 

0.02 

0.02 







Non-command 

Phyllite & Schist 

0.079 

1.22 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Mahapura 

0810000501305700 

9.490 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.487 

3.33 

0.025 

0.14 

0.02 

0.00 

0.00 

0.37 

0.54 

0.47 

0.53 

0.032 

0.56 

0.64 


Maharajpura 

0822000302621300 

2.153 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.153 

1.32 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.33 

0.41 

0.18 

0.008 

0.55 

0.44 


Majheola 

0810000401295900 

15.385 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.009 

1.40 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Manmohanpura 

0822000302618800 

1.887 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.887 

2.12 

0.020 

0.01 

0.00 

0.00 

0.00 

0.02 

0.07 

0.08 

0.05 

0.007 

0.54 

0.49 


Maraliya 

0822000302632600 

4.445 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.445 

2.40 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.30 

0.32 

0.37 

0.016 

0.55 

0.52 


Medharkalan 

0822000302630500 

5.389 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.771 

1.49 

0.100 

0.07 

0.01 

0.00 

0.00 

0.00 

0.77 

0.84 

0.27 

0.017 

0.50 

0.46 


Moondiya 

0822000302618300 

4.634 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.634 

1.57 

0.020 

0.13 

0.02 

0.00 

0.00 

0.01 

0.24 

0.29 

0.50 

0.016 

0.54 

0.46 


Murli Manoharpura 

0810000501305800 

5.744 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.729 

3.29 

0.025 

0.09 

0.01 

0.00 

0.00 

0.00 

0.55 

0.48 

0.32 

0.019 

0.56 

0.64 


Nagal Narhar 

0822000302626800 

3.903 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.008 

0.49 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Phyllite & Schist 

0.054 

0.49 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Naharbari 

0822000302624500 

2.944 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.774 

2.53 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.18 

0.18 

0.17 

0.010 

0.51 

0.52 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.004 

2.53 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nainwa 

0812001301647400 

4.248 

Saline 

Non-command 

Non-command 

Quartzite 

0.949 

1.95 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.004 

0.12 

0.17 


Nala 

0822000302632500 

5.403 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.403 

2.40 

0.020 

0.13 

0.02 

0.00 

0.00 

0.01 

0.36 

0.42 

0.48 

0.019 

0.55 

0.47 


Natwara 

0822000302633200 

20.091 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.665 

2.63 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.18 

0.15 

0.20 

0.009 

0.07 

0.09 


Naya Mauja Jaisinghpura 

0822000302621000 

0.968 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.968 

1.50 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.06 

0.003 

0.55 

0.44 


Niwai (Rural) 

0822000302624200 

1.738 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.738 

2.69 

0.100 

1.06 

0.16 

0.00 

0.00 

0.01 

1.36 

1.69 

4.21 

0.006 

0.55 

0.44 


Niwai Urban 

0822000342203000 

37.795 

Fresh 

Non-command 

Non-command 

Older Alluvium 

27.770 

2.62 

0.100 

1.42 

0.03 

0.00 

0.00 

0.00 

8.67 

10.81 

2.41 

2.479 

0.40 

0.32 







Non-command 

Phyllite & Schist 

1.725 

2.62 

0.020 

0.08 

0.00 

0.00 

0.00 

0.00 

0.17 

0.21 

0.10 

0.154 

0.02 

0.02 


Nohta 

0822000302631600 

7.606 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.606 

3.30 

0.020 

0.14 

0.02 

0.00 

0.00 

0.01 

0.62 

0.62 

0.54 

0.027 

0.57 

0.56 


Pahari 

0822000302624400 

8.292 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.636 

2.20 

0.100 

0.22 

0.03 

0.00 

0.00 

0.00 

1.65 

1.96 

0.84 

0.023 

0.44 

0.37 







Non-command 

Phyllite & Schist 

0.669 

2.20 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.06 

0.002 

0.04 

0.04 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.525 

2.20 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.002 

0.03 

0.03 


Palei 

0822000302621500 

8.805 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.447 

1.45 

0.100 

0.14 

0.01 

0.00 

0.00 

0.03 

0.74 

0.92 

0.53 

0.016 

0.28 

0.22 


Parana 

0822000402634100 

21.963 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

19.958 

2.75 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

1.15 

1.10 

0.17 

0.054 

0.50 

0.53 


Parwala 

0810000401302500 

6.592 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.061 

2.92 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Peeplya 

0810000501305600 

11.290 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

11.066 

3.34 

0.025 

0.20 

0.03 

0.00 

0.00 

0.00 

1.09 

0.96 

0.76 

0.037 

0.55 

0.63 


Rachakpura 

0822000302620300 

2.039 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.037 

1.05 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.09 

0.007 

0.54 

0.49 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.002 

1.05 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Radha Govindpura 

0822000302620000 

3.152 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.152 

1.21 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.11 

0.11 

0.011 

0.54 

0.51 


Raghuwanti 

0810000401302200 

4.807 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.807 

4.59 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.49 

0.47 

0.22 

0.019 

0.57 

0.59 


Rahar 

0822000302631500 

3.448 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.448 

4.19 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.37 

0.39 

0.35 

0.012 

0.57 

0.53 


Ramawata 

0822000302619300 

3.392 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.798 

0.63 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.010 

0.44 

0.53 







Non-command 

Quartzite 

0.086 

0.63 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Quartzite 

0.508 

0.63 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.08 

0.10 


Ramchandrapura 

0822000302629900 

1.767 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.767 

1.36 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.28 

0.29 

0.19 

0.006 

0.56 

0.54 


Ramnagar Dhaturi 

0822000302631400 

4.539 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.066 

1.80 

0.100 

0.21 

0.03 

0.00 

0.00 

0.00 

0.73 

0.80 

0.84 

0.011 

0.38 

0.35 







Non-command 

Phyllite & Schist 

1.473 

1.80 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.11 

0.12 

0.27 

0.005 

0.18 

0.17 


Ramsinghpura 

0822000302624900 

1.442 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.442 

2.56 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.02 

0.005 

0.55 

0.44 


Rawasa 

0810000401301600 

7.653 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.166 

0.75 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 


Roopbas 

0822000302621200 

1.191 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.191 

1.96 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.27 

0.34 

0.17 

0.004 

0.55 

0.44 


Saidariya Khurd 

0822000302620400 

1.998 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.998 

1.02 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.08 

0.09 

0.17 

0.007 

0.54 

0.49 


Sajiya 

0822000302614400 

9.391 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

1.85 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sakatpura 

0822000302625100 

3.408 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.408 

2.43 

0.020 

0.05 

0.01 

0.00 

0.00 

0.02 

0.19 

0.23 

0.18 

0.012 

0.55 

0.44 


Sangarampura 

0822000302618400 

3.793 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.598 

0.69 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.07 

0.002 

0.09 

0.07 







Non-command 

Phyllite & Schist 

3.195 

0.69 

0.020 

0.06 

0.01 

0.00 

0.00 

0.03 

0.07 

0.08 

0.25 

0.011 

0.46 

0.37 


Sangrampura 

0822000302626100 

4.221 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.102 

0.90 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.23 

0.26 

0.18 

0.007 

0.27 

0.24 







Non-command 

Phyllite & Schist 

2.119 

0.90 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.12 

0.007 

0.27 

0.24 


Sanwaliya 

0812001301648500 

8.607 

Saline 

Non-command 

Non-command 

Quartzite 

0.877 

-0.74 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.004 

0.05 

0.08 


Sarsop 

0810000501306500 

24.212 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.305 

1.83 

0.025 

0.07 

0.01 

0.00 

0.00 

0.00 

0.30 

0.26 

0.27 

0.018 

0.12 

0.14 


Seendra 

0822000302632200 

5.534 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.534 

2.06 

0.020 

0.35 

0.05 

0.00 

0.00 

0.02 

0.51 

0.56 

1.39 

0.020 

0.55 

0.50 


Seepura 

0822000302626500 

6.294 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.117 

1.25 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Shahjahanpura 

0822000302619200 

2.632 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.817 

0.81 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.006 

0.37 

0.45 







Non-command 

Quartzite 

0.021 

0.81 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.020 

0.81 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

0.774 

0.81 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.003 

0.16 

0.19 


Sheesholao 

0810000401301900 

6.300 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.514 

2.89 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.32 

0.34 

0.26 

0.018 

0.41 

0.39 


Shiwar 

0810000501305500 

28.126 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

23.807 

2.68 

0.025 

0.44 

0.06 

0.00 

0.00 

0.00 

1.97 

1.72 

1.65 

0.080 

0.47 

0.54 


Shri Dayalpura 

0822000302614200 

1.263 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.595 

1.67 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.002 

0.25 

0.28 


Shri Rampura @ Nayagaon 

0822000302630100 

5.032 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.032 

1.03 

0.100 

0.09 

0.01 

0.00 

0.00 

0.01 

0.59 

0.59 

0.32 

0.018 

0.55 

0.55 


Shri Sooratpura 

0822000302619900 

1.041 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.041 

1.26 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.04 

0.004 

0.54 

0.50 


Shri Sukhpura 

0822000302620600 

2.760 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.598 

0.93 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.06 

0.009 

0.51 

0.45 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.162 

0.93 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.03 

0.03 


Shyopura 

0822000302620100 

1.609 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.609 

1.24 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.11 

0.006 

0.54 

0.53 


Shyosinghpura 

0822000302625000 

0.661 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.661 

2.50 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.11 

0.002 

0.55 

0.45 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Luhara 

0822000302619000 

0.12 

0.68 

(59.88) 

0.55 

0.14 

0.69 

0.05 

0.59 

- 

0.0200 

- 

- 

0.199 

0.219 

0.219 

0.909 

0.045 

0.864 

0.239 

27.70 

Safe 

Lunera 

0822000302626600 

0.20 

0.00 

2,699.93 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.004 

0.000 

0.004 

0.012 

283.25 

Over Exploited 



0.12 

0.00 

2,952.17 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mahapura 

0810000501305700 

0.10 

0.53 

(12.37) 

0.47 

0.39 

0.86 

0.07 

0.64 

0.07 

0.0600 

- 

- 

0.560 

0.620 

0.690 

1.550 

0.078 

1.473 

0.558 

37.89 

Safe 

Maharajpura 

0822000302621300 

0.20 

0.24 

74.40 

0.28 

0.00 

0.29 

0.05 

0.59 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.304 

0.015 

0.289 

0.192 

66.24 

Safe 

Majheola 

0810000401295900 

0.16 

0.00 

268,235.83 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Manmohanpura 

0822000302618800 

0.12 

0.12 

(34.77) 

0.10 

0.02 

0.11 

0.05 

0.59 

- 

0.0100 

- 

- 

0.026 

0.036 

0.036 

0.150 

0.008 

0.143 

0.057 

39.63 

Safe 

Maraliya 

0822000302632600 

0.12 

0.29 

8.60 

0.32 

0.01 

0.33 

0.06 

0.61 

- 

0.0400 

- 

- 

0.002 

0.042 

0.042 

0.372 

0.019 

0.354 

0.383 

108.15 

Over Exploited 

Medharkalan 

0822000302630500 

0.20 

0.47 

62,125.06 

0.57 

0.01 

0.58 

0.05 

0.55 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.630 

0.031 

0.598 

0.287 

47.95 

Safe 

Moondiya 

0822000302618300 

0.12 

0.30 

(4.34) 

0.29 

0.03 

0.32 

0.05 

0.59 

- 

0.0600 

- 

- 

0.017 

0.077 

0.077 

0.397 

0.020 

0.377 

0.516 

137.01 

Over Exploited 

Murli Manoharpura 

0810000501305800 

0.10 

0.32 

49.99 

0.39 

0.01 

0.40 

0.07 

0.63 

0.04 

0.0600 

- 

- 

- 

0.060 

0.102 

0.497 

0.025 

0.472 

0.336 

71.19 

Semi Critical 

Nagal Narhar 

0822000302626800 

0.20 

0.00 

18,140.83 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.00 

734.47 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Naharbari 

0822000302624500 

0.12 

0.17 

5.05 

0.18 

0.01 

0.19 

0.05 

0.56 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.220 

0.011 

0.209 

0.183 

87.46 

Semi Critical 



0.12 

0.00 

65,506.07 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nainwa 

0812001301647400 

0.06 

0.01 

283.84 

0.01 

- 

0.01 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.011 

143.33 

Over Exploited 

Nala 

0822000302632500 

0.12 

0.35 

17.51 

0.42 

0.03 

0.45 

0.05 

0.60 

- 

0.0500 

- 

- 

0.016 

0.066 

0.066 

0.513 

0.026 

0.487 

0.501 

102.83 

Over Exploited 

Natwara 

0822000302633200 

0.12 

0.02 

552.81 

0.03 

0.01 

0.04 

0.01 

0.08 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.078 

0.004 

0.074 

0.211 

284.51 

Over Exploited 

Naya Mauja Jaisinghpura 

0822000302621000 

0.12 

0.06 

(4.43) 

0.06 

0.00 

0.06 

0.05 

0.59 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.061 

0.003 

0.058 

0.061 

105.60 

Over Exploited 

Niwai (Rural) 

0822000302624200 

0.20 

0.19 

787.44 

0.23 

0.17 

0.40 

0.05 

0.59 

- 

0.4700 

- 

- 

0.018 

0.488 

0.488 

0.888 

0.044 

0.843 

4.218 

500.11 

Over Exploited 

Niwai Urban 

0822000342203000 

0.20 

2.11 

########## 

2.53 

0.03 

2.56 

0.03 

0.44 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

2.652 

0.133 

2.520 

4.888 

193.99 

Over Exploited 



0.12 

0.01 

4,015.15 

0.01 

- 

0.01 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.255 

4,330.76 

Over Exploited 

Nohta 

0822000302631600 

0.12 

0.52 

21.02 

0.62 

0.03 

0.64 

0.07 

0.63 

0.06 

0.0600 

- 

- 

0.008 

0.068 

0.128 

0.773 

0.039 

0.734 

0.567 

77.19 

Semi Critical 

Pahari 

0822000302624400 

0.20 

0.58 

238.28 

0.70 

0.03 

0.73 

0.04 

0.47 

- 

0.1600 

- 

- 

- 

0.160 

0.160 

0.885 

0.044 

0.841 

0.865 

102.93 

Over Exploited 



0.12 

0.00 

1,563.56 

0.00 

- 

0.00 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.014 

0.060 

446.36 

Over Exploited 



0.12 

0.00 

1,711.40 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.002 

0.024 

961.94 

Over Exploited 

Palei 

0822000302621500 

0.20 

0.25 

277.03 

0.29 

0.04 

0.33 

0.02 

0.30 

- 

0.0200 

- 

- 

0.045 

0.065 

0.065 

0.399 

0.020 

0.379 

0.545 

143.59 

Over Exploited 

Parana 

0822000402634100 

0.14 

1.40 

39,823.81 

1.12 

0.01 

1.13 

0.05 

0.55 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

1.156 

0.058 

1.098 

0.228 

20.80 

Safe 

Parwala 

0810000401302500 

0.08 

0.00 

12,269.02 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Peeplya 

0810000501305600 

0.10 

0.61 

58.19 

0.73 

0.03 

0.76 

0.07 

0.62 

0.08 

0.1400 

- 

- 

- 

0.140 

0.218 

0.979 

0.049 

0.930 

0.800 

86.07 

Semi Critical 

Rachakpura 

0822000302620300 

0.12 

0.13 

(50.12) 

0.11 

0.00 

0.11 

0.05 

0.59 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.123 

0.006 

0.117 

0.093 

79.96 

Semi Critical 



0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Radha Govindpura 

0822000302620000 

0.12 

0.21 

(47.50) 

0.16 

0.00 

0.17 

0.05 

0.59 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.186 

0.009 

0.176 

0.119 

67.56 

Safe 

Raghuwanti 

0810000401302200 

0.08 

0.22 

117.75 

0.26 

0.01 

0.27 

0.07 

0.63 

0.03 

0.0200 

- 

- 

0.002 

0.022 

0.048 

0.320 

0.016 

0.304 

0.235 

77.29 

Semi Critical 

Rahar 

0822000302631500 

0.12 

0.24 

65.16 

0.28 

0.01 

0.30 

0.06 

0.63 

0.03 

0.0400 

- 

- 

0.006 

0.046 

0.072 

0.368 

0.018 

0.350 

0.358 

102.32 

Over Exploited 

Ramawata 

0822000302619300 

0.12 

0.15 

(79.89) 

0.12 

- 

0.12 

0.04 

0.49 

- 

- 

- 

- 

- 

- 

- 

0.119 

0.006 

0.113 

0.010 

8.74 

Safe 



0.06 

0.00 

1,196.40 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

120.26 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.002 

64.15 

Safe 

Ramchandrapura 

0822000302629900 

0.20 

0.20 

45.81 

0.24 

0.01 

0.25 

0.06 

0.62 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.267 

0.013 

0.254 

0.200 

78.81 

Semi Critical 

Ramnagar Dhaturi 

0822000302631400 

0.20 

0.23 

239.29 

0.28 

0.03 

0.31 

0.04 

0.43 

- 

0.0900 

- 

- 

0.004 

0.094 

0.094 

0.409 

0.020 

0.388 

0.853 

219.59 

Over Exploited 



0.12 

0.03 

276.34 

0.04 

0.01 

0.05 

0.02 

0.20 

- 

0.0300 

- 

- 

0.001 

0.032 

0.032 

0.082 

0.004 

0.077 

0.279 

360.52 

Over Exploited 

Ramsinghpura 

0822000302624900 

0.12 

0.09 

7.92 

0.10 

0.00 

0.10 

0.05 

0.59 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.105 

0.005 

0.100 

0.027 

27.18 

Safe 

Rawasa 

0810000401301600 

0.08 

0.00 

1,773.55 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

3,533.98 

Over Exploited 

Roopbas 

0822000302621200 

0.20 

0.13 

160.52 

0.16 

0.00 

0.16 

0.05 

0.59 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.170 

0.009 

0.162 

0.177 

109.43 

Over Exploited 

Saidariya Khurd 

0822000302620400 

0.12 

0.13 

(34.30) 

0.10 

0.01 

0.12 

0.05 

0.59 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.142 

0.007 

0.134 

0.180 

133.89 

Over Exploited 

Sajiya 

0822000302614400 

0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sakatpura 

0822000302625100 

0.12 

0.22 

2.80 

0.23 

0.03 

0.26 

0.05 

0.59 

- 

0.0200 

- 

- 

0.028 

0.048 

0.048 

0.307 

0.015 

0.292 

0.192 

65.84 

Safe 

Sangarampura 

0822000302618400 

0.20 

0.01 

621.87 

0.01 

0.00 

0.01 

0.01 

0.09 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.026 

0.001 

0.024 

0.067 

276.64 

Over Exploited 



0.12 

0.18 

(53.10) 

0.14 

0.04 

0.18 

0.04 

0.50 

- 

0.0300 

- 

- 

0.041 

0.071 

0.071 

0.249 

0.012 

0.237 

0.256 

108.16 

Over Exploited 

Sangrampura 

0822000302626100 

0.20 

0.11 

129.24 

0.14 

0.01 

0.15 

0.02 

0.30 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.169 

0.008 

0.160 

0.191 

119.38 

Over Exploited 



0.12 

0.07 

11.47 

0.08 

0.00 

0.08 

0.02 

0.30 

- 

0.0100 

- 

- 

0.000 

0.011 

0.011 

0.089 

0.004 

0.084 

0.129 

153.81 

Over Exploited 

Sanwaliya 

0812001301648500 

0.06 

0.00 

- 

0.00 

0.00 

0.00 

0.01 

0.06 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.005 

0.000 

0.004 

0.047 

1,105.04 

Over Exploited 

Sarsop 

0810000501306500 

0.10 

0.07 

304.32 

0.08 

0.01 

0.09 

0.02 

0.14 

0.01 

0.0300 

- 

- 

- 

0.030 

0.038 

0.127 

0.006 

0.121 

0.289 

239.62 

Over Exploited 

Seendra 

0822000302632200 

0.12 

0.36 

53.81 

0.44 

0.07 

0.51 

0.05 

0.60 

- 

0.1600 

- 

- 

0.033 

0.193 

0.193 

0.703 

0.035 

0.668 

1.410 

211.11 

Over Exploited 

Seepura 

0822000302626500 

0.20 

0.00 

5,532.92 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Shahjahanpura 

0822000302619200 

0.12 

0.08 

(69.60) 

0.06 

- 

0.06 

0.04 

0.41 

- 

- 

- 

- 

- 

- 

- 

0.064 

0.003 

0.061 

0.006 

10.46 

Safe 



0.06 

0.00 

3,697.37 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.00 

1,917.54 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.01 

42.06 

0.01 

- 

0.01 

0.02 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.008 

0.003 

32.74 

Safe 

Sheesholao 

0810000401301900 

0.08 

0.15 

127.75 

0.18 

0.01 

0.19 

0.05 

0.45 

0.02 

0.0300 

- 

- 

- 

0.030 

0.047 

0.234 

0.012 

0.222 

0.281 

126.62 

Over Exploited 

Shiwar 

0810000501305500 

0.10 

1.13 

687,162.48 

1.36 

0.06 

1.42 

0.06 

0.54 

0.14 

0.1900 

- 

- 

- 

0.190 

0.333 

1.749 

0.087 

1.662 

1.734 

104.37 

Over Exploited 

Shri Dayalpura 

0822000302614200 

0.12 

0.02 

47.87 

0.02 

0.00 

0.02 

0.02 

0.28 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.023 

0.001 

0.022 

0.024 

108.75 

Over Exploited 

Shri Rampura @ Nayagaon 

0822000302630100 

0.20 

0.56 

6.51 

0.59 

0.02 

0.61 

0.06 

0.61 

- 

0.0400 

- 

- 

0.011 

0.051 

0.051 

0.662 

0.033 

0.629 

0.342 

54.36 

Safe 

Shri Sooratpura 

0822000302619900 

0.12 

0.07 

(44.37) 

0.05 

0.00 

0.06 

0.05 

0.59 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.058 

0.003 

0.055 

0.047 

84.14 

Semi Critical 

Shri Sukhpura 

0822000302620600 

0.12 

0.16 

(51.93) 

0.13 

- 

0.13 

0.05 

0.56 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.138 

0.007 

0.131 

0.067 

51.24 

Safe 



0.12 

0.00 

448.93 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.005 

647.27 

Over Exploited 

Shyopura 

0822000302620100 

0.12 

0.10 

(34.13) 

0.08 

0.00 

0.09 

0.05 

0.59 

- 

0.0100 

- 

- 

0.004 

0.015 

0.015 

0.101 

0.005 

0.096 

0.114 

118.00 

Over Exploited 

Shyosinghpura 

0822000302625000 

0.12 

0.04 

76.61 

0.05 

0.00 

0.05 

0.05 

0.59 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.064 

0.003 

0.060 

0.110 

182.45 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Siras 

082200030263310C 

21.585 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

21.329 

3.00 

0.020 

0.24 

0.03 

0.00 

0.00 

0.00 

1.49 

1.37 

0.85 

0.075 

0.55 

0.60 


Sirohi 

082200030263030C 

9.065 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.065 

0.85 

0.100 

0.75 

0.11 

0.00 

0.00 

0.01 

1.40 

1.48 

2.97 

0.032 

0.55 

0.53 


Sitarampura 

082200040263500C 

8.594 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.016 

1.76 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Soorat Rampura 

082200030261940C 

3.623 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.081 

0.21 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Phyllite & Schist 

2.218 

0.21 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.008 

0.33 

0.41 







Non-command 

Quartzite 

0.096 

0.21 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Quartzite 

0.307 

0.21 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.05 

0.06 


Tapur 

081000050130600C 

14.926 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.214 

2.89 

0.025 

0.06 

0.01 

0.00 

0.00 

0.00 

0.43 

0.37 

0.23 

0.018 

0.20 

0.23 






Dheel 

Command 

Phyllite & Schist 

0.003 

2.89 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Teetoli @ Bara Gaon 

082200030263040C 

4.766 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.568 

1.41 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.38 

0.40 

0.05 

0.009 

0.30 

0.29 


Thadoli 

081000040130240C 

7.646 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.792 

3.90 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.62 

0.54 

0.36 

0.027 

0.50 

0.57 


Tordi 

082200030263060C 

3.662 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.662 

1.55 

0.100 

0.18 

0.03 

0.00 

0.00 

0.00 

0.72 

0.80 

0.69 

0.013 

0.57 

0.51 


Vijai Govindpura 

082200030262070C 

1.763 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.763 

0.72 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.06 

0.14 

0.006 

0.55 

0.47 


Vijaipura 

082200030262390C 

1.141 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.441 

2.34 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.14 

0.05 

0.002 

0.21 

0.17 


Wazeer Nagar 

082200040263370C 

3.239 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.417 

2.45 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.16 

0.18 

0.20 

0.007 

0.41 

0.36 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.823 

2.45 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.03 

0.002 

0.14 

0.12 


Wazeerabad 

082200040263390C 

2.932 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.932 

2.75 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.19 

0.18 

0.13 

0.008 

0.55 

0.57 

07004041 

Abhaipur 

081000050130620C 

4.678 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.879 

2.38 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.20 

0.18 

0.16 

0.010 

0.35 

0.40 


Bageena 

081000050130730C 

13.293 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

1.98 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bagroli 

081000040130450C 

9.534 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.174 

1.64 

0.020 

0.04 

0.00 

0.00 

0.00 

0.04 

0.24 

0.21 

0.13 

0.029 

0.42 

0.48 






Dheel 

Command 

Phyllite & Schist 

1.948 

1.64 

0.020 

0.01 

0.00 

0.00 

0.00 

0.04 

0.03 

0.03 

0.04 

0.008 

0.12 

0.13 


Bahnoli 

081000040130290C 

4.912 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.912 

0.63 

0.020 

0.17 

0.02 

0.00 

0.00 

0.01 

0.20 

0.21 

0.64 

0.020 

0.57 

0.55 


Bandhawal 

081000040130260C 

8.274 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.825 

2.83 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.43 

0.38 

0.15 

0.027 

0.46 

0.53 


Baragaon Sarwar 

081000040130300C 

6.217 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.217 

0.51 

0.020 

0.05 

0.01 

0.00 

0.00 

0.02 

0.09 

0.10 

0.17 

0.025 

0.57 

0.50 


Barodiya 

081000030129060C 

3.705 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.130 

1.40 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.08 

0.005 

0.18 

0.17 






Dheel 

Command 

Phyllite & Schist 

0.591 

1.40 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.002 

0.09 

0.09 


Bas Torda 

081000040130170C 

7.367 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.034 

0.54 

0.020 

0.12 

0.02 

0.00 

0.00 

0.00 

0.18 

0.21 

0.44 

0.028 

0.55 

0.47 


Didwari 

081000040130400C 

8.249 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.386 

0.96 

0.020 

0.14 

0.02 

0.00 

0.00 

0.01 

0.24 

0.26 

0.53 

0.026 

0.44 

0.40 






Dheel 

Command 

Phyllite & Schist 

0.088 

0.96 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

-0.01 

0.01 

0.000 

0.01 

0.01 


Encher 

081000050130630C 

7.900 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.004 

2.03 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gangwara 

081000040130180C 

3.845 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.800 

0.69 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.12 

0.14 

0.29 

0.015 

0.57 

0.50 


Golpur 

081000040130270C 

2.818 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.587 

3.59 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.04 

0.002 

0.12 

0.13 


Gudla Chandan 

081000040130430C 

4.229 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.549 

1.19 

0.020 

0.02 

0.00 

0.00 

0.00 

0.05 

0.03 

0.03 

0.06 

0.010 

0.34 

0.37 






Dheel 

Command 

Phyllite & Schist 

0.155 

1.19 

0.020 

0.00 

0.00 

0.00 

0.00 

0.05 

-0.05 

-0.04 

0.01 

0.001 

0.02 

0.02 


Harsota 

081000040130380C 

6.495 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.112 

0.85 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.004 

0.10 

0.08 


Hindupura 

081000040130390C 

8.421 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.421 

0.62 

0.020 

0.21 

0.03 

0.00 

0.00 

0.02 

0.27 

0.30 

0.78 

0.034 

0.57 

0.50 


Jailalpura 

081000040130200C 

7.991 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.878 

2.56 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.02 

0.004 

0.06 

0.05 


Jatawti 

081000040130410C 

4.971 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.886 

0.89 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.11 

0.008 

0.22 

0.21 






Dheel 

Command 

Phyllite & Schist 

0.005 

0.89 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jharoda 

081000050130610C 

15.176 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

11.941 

2.68 

0.025 

0.07 

0.01 

0.00 

0.00 

0.00 

0.86 

0.75 

0.24 

0.040 

0.44 

0.51 






Dheel 

Command 

Phyllite & Schist 

2.575 

2.68 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.17 

0.05 

0.009 

0.10 

0.11 


Jhonpra 

081000050130740C 

25.406 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.209 

2.16 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.12 

0.07 

0.007 

0.05 

0.06 






Dheel 

Command 

Phyllite & Schist 

0.012 

2.16 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jolanda 

081000030129080C 

15.111 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.895 

1.59 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.04 

0.004 

0.04 

0.04 






Dheel 

Command 

Phyllite & Schist 

0.296 

1.59 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.01 


Karadi 

081000040130480C 

3.350 

Fresh 

Dheel 

Command 

Phyllite & Schist 

0.011 

1.74 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kasba Bonli 

081000040130140C 

19.363 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.756 

1.14 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.09 

0.11 

0.11 

0.076 

0.05 

0.04 


Khera 

081000040129900C 

8.236 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.442 

1.53 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.002 

0.03 

0.03 


Khirni 

081000030129050C 

27.323 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.588 

1.02 

0.090 

0.07 

0.01 

0.00 

0.00 

0.00 

0.21 

0.22 

0.28 

0.006 

0.03 

0.03 







Non-command 

Phyllite & Schist 

5.293 

1.02 

0.020 

0.15 

0.02 

0.00 

0.00 

0.00 

0.24 

0.26 

0.58 

0.021 

0.11 

0.10 






Dheel 

Command 

Phyllite & Schist 

0.002 

1.02 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kolara 

081000040130280C 

8.957 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.415 

1.85 

0.020 

0.15 

0.02 

0.00 

0.00 

0.00 

0.40 

0.39 

0.55 

0.030 

0.47 

0.48 


Lakhanpur 

081000040129910C 

5.577 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.311 

1.23 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.03 

0.03 


Mangrol 

081000040130440C 

3.414 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.414 

0.94 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.07 

0.07 

0.07 

0.014 

0.57 

0.60 


Neemod 

081000040130460C 

3.907 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.090 

2.28 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 






Dheel 

Command 

Phyllite & Schist 

3.817 

2.28 

0.020 

0.05 

0.01 

0.00 

0.00 

0.01 

0.21 

0.18 

0.19 

0.015 

0.55 

0.63 


Parwala 

081000040130250C 

6.592 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.841 

2.92 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.41 

0.36 

0.29 

0.023 

0.50 

0.57 






Dheel 

Command 

Phyllite & Schist 

0.541 

2.92 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.002 

0.05 

0.05 


Peepalwara 

081000040130420C 

8.293 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.514 

0.92 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.08 

0.08 

0.12 

0.014 

0.24 

0.25 


Qila Bonli 

081000040130150C 

4.071 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.032 

1.22 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.004 

0.15 

0.12 


Rasoolpura 

081000040130310C 

2.567 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.567 

0.51 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.08 

0.010 

0.57 

0.49 


Rathod 

081000040130470C 

5.623 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.917 

1.97 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.04 

0.004 

0.09 

0.10 






Dheel 

Command 

Phyllite & Schist 

3.445 

1.97 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.16 

0.15 

0.13 

0.014 

0.35 

0.39 


Rawasa 

081000040130160C 

7.653 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.935 

0.75 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.17 

0.21 

0.29 

0.028 

0.52 

0.42 


Sarsop 

081000050130650C 

24.212 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.214 

1.83 

0.025 

0.07 

0.01 

0.00 

0.00 

0.00 

0.30 

0.26 

0.26 

0.018 

0.12 

0.14 


Sarwari 

081000040130320C 

7.212 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.918 

0.55 

0.020 

0.01 

0.00 

0.00 

0.00 

0.07 

0.00 

0.00 

0.01 

0.024 

0.47 

0.39 


Sheesholao 

081000040130190C 

6.300 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.497 

2.89 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.11 

0.09 

0.006 

0.14 

0.13 


Tapur 

081000050130600C 

14.926 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.474 

2.89 

0.025 

0.10 

0.01 

0.00 

0.00 

0.00 

0.70 

0.61 

0.37 

0.029 

0.32 

0.37 





Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Siras 

0822000302633100 

0.12 

1.41 

149,390.66 

1.37 

0.03 

1.40 

0.07 

0.62 

0.17 

0.1600 

- 

- 

- 

0.160 

0.328 

1.727 

0.086 

1.641 

0.925 

56.38 

Safe 

Sirohi 

0822000302630300 

0.20 

1.01 

46.93 

1.21 

0.12 

1.32 

0.06 

0.61 

- 

0.3300 

- 

- 

0.012 

0.342 

0.342 

1.667 

0.083 

1.584 

3.002 

189.54 

Over Exploited 

Sitarampura 

0822000402635000 

0.14 

0.00 

21,307.61 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Soorat Rampura 

0822000302619400 

0.20 

0.00 

619.33 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.09 

(91.30) 

0.07 

- 

0.07 

0.03 

0.36 

- 

- 

- 

- 

- 

- 

- 

0.070 

0.003 

0.066 

0.008 

11.79 

Safe 



0.06 

0.00 

265.71 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

19.14 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

114.20 

Over Exploited 

Tapur 

0810000501306000 

0.10 

0.10 

263.46 

0.12 

0.01 

0.13 

0.03 

0.22 

0.01 

0.0300 

- 

- 

- 

0.030 

0.043 

0.176 

0.009 

0.167 

0.248 

147.83 

Over Exploited 



0.10 

0.00 

789,104.62 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Teetoli @ Bara Gaon 

0822000302630400 

0.20 

0.16 

160.15 

0.19 

- 

0.19 

0.03 

0.33 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.197 

0.010 

0.187 

0.063 

33.76 

Safe 

Thadoli 

0810000401302400 

0.08 

0.27 

99.24 

0.33 

0.01 

0.34 

0.07 

0.56 

0.04 

0.0400 

- 

- 

- 

0.040 

0.075 

0.411 

0.021 

0.391 

0.387 

99.15 

Critical 

Tordi 

0822000302630600 

0.20 

0.42 

92.65 

0.50 

0.03 

0.53 

0.06 

0.63 

- 

0.1300 

- 

- 

0.002 

0.132 

0.132 

0.662 

0.033 

0.629 

0.704 

111.96 

Over Exploited 

Vijai Govindpura 

0822000302620700 

0.12 

0.12 

(44.12) 

0.09 

0.01 

0.10 

0.05 

0.59 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.123 

0.006 

0.117 

0.150 

128.72 

Over Exploited 

Vijaipura 

0822000302623900 

0.20 

0.02 

636.34 

0.02 

- 

0.02 

0.02 

0.23 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.032 

0.002 

0.031 

0.056 

181.09 

Over Exploited 

Wazeer Nagar 

0822000402633700 

0.14 

0.14 

29.99 

0.17 

0.01 

0.18 

0.04 

0.44 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.196 

0.010 

0.186 

0.208 

111.71 

Over Exploited 



0.14 

0.02 

255.91 

0.02 

- 

0.02 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.019 

0.001 

0.018 

0.031 

171.44 

Over Exploited 

Wazeerabad 

0822000402633900 

0.14 

0.23 

(18.63) 

0.18 

0.00 

0.18 

0.06 

0.61 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.205 

0.010 

0.194 

0.134 

68.90 

Safe 

Abhaipur 

0810000501306200 

0.10 

0.10 

76.16 

0.12 

0.01 

0.13 

0.05 

0.39 

0.01 

0.0200 

- 

- 

- 

0.020 

0.033 

0.163 

0.008 

0.154 

0.168 

108.61 

Over Exploited 

Bageena 

0810000501307300 

0.10 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bagroli 

0810000401304500 

0.08 

0.24 

(13.73) 

0.21 

0.04 

0.25 

0.05 

0.48 

0.03 

0.0100 

- 

- 

0.060 

0.070 

0.101 

0.351 

0.018 

0.334 

0.161 

48.17 

Safe 



0.08 

0.02 

68.30 

0.02 

0.04 

0.06 

0.01 

0.13 

0.00 

- 

0.0080 

0.0096 

0.060 

0.078 

0.080 

0.142 

0.007 

0.135 

0.044 

32.57 

Safe 

Bahnoli 

0810000401302900 

0.08 

0.22 

(5.96) 

0.21 

0.03 

0.24 

0.07 

0.64 

0.03 

0.0700 

- 

- 

0.013 

0.084 

0.109 

0.349 

0.017 

0.331 

0.662 

199.65 

Over Exploited 

Bandhawal 

0810000401302600 

0.08 

0.25 

48.44 

0.30 

0.01 

0.31 

0.06 

0.52 

0.03 

0.0200 

- 

- 

- 

0.020 

0.053 

0.367 

0.018 

0.349 

0.177 

50.87 

Safe 

Baragaon Sarwar 

0810000401303000 

0.08 

0.28 

(64.93) 

0.23 

0.03 

0.25 

0.06 

0.63 

- 

0.0200 

- 

- 

0.025 

0.045 

0.045 

0.300 

0.015 

0.285 

0.199 

69.88 

Safe 

Barodiya 

0810000301290600 

0.08 

0.02 

245.61 

0.02 

- 

0.02 

0.02 

0.20 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.029 

0.001 

0.028 

0.089 

319.90 

Over Exploited 



0.08 

0.00 

549.05 

0.01 

- 

0.01 

0.01 

0.10 

- 

- 

0.0030 

0.0029 

- 

0.006 

0.006 

0.011 

0.001 

0.011 

0.044 

419.55 

Over Exploited 

Bas Torda 

0810000401301700 

0.08 

0.31 

51,040.62 

0.25 

0.02 

0.27 

0.06 

0.61 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.315 

0.016 

0.299 

0.472 

157.70 

Over Exploited 

Didwari 

0810000401304000 

0.08 

0.23 

14.54 

0.26 

0.03 

0.29 

0.05 

0.49 

- 

0.0600 

- 

- 

0.011 

0.071 

0.071 

0.359 

0.018 

0.341 

0.560 

164.19 

Over Exploited 



0.08 

0.00 

(15,068.79) 

0.00 

0.01 

0.01 

0.00 

0.01 

- 

- 

0.0004 

0.0004 

0.011 

0.012 

0.012 

0.020 

0.001 

0.019 

0.006 

34.10 

Safe 

Encher 

0810000501306300 

0.10 

0.00 

188,958.78 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gangwara 

0810000401301800 

0.08 

0.17 

(18.69) 

0.14 

0.01 

0.15 

0.06 

0.63 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.180 

0.009 

0.171 

0.303 

177.63 

Over Exploited 

Golpur 

0810000401302700 

0.08 

0.01 

746.82 

0.01 

- 

0.01 

0.02 

0.13 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.038 

552.29 

Over Exploited 

Gudla Chandan 

0810000401304300 

0.08 

0.07 

(60.41) 

0.06 

0.05 

0.11 

0.04 

0.38 

0.01 

0.0100 

- 

- 

0.076 

0.086 

0.095 

0.201 

0.010 

0.191 

0.070 

36.85 

Safe 



0.08 

0.00 

(16,947.47) 

0.00 

0.05 

0.05 

0.00 

0.02 

0.00 

- 

0.0005 

0.0008 

0.076 

0.077 

0.077 

0.128 

0.006 

0.121 

0.007 

5.45 

Safe 

Harsota 

0810000401303800 

0.08 

0.01 

258.39 

0.01 

0.00 

0.01 

0.01 

0.11 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.017 

0.001 

0.016 

0.028 

181.52 

Over Exploited 

Hindupura 

0810000401303900 

0.08 

0.39 

(21.57) 

0.31 

0.05 

0.36 

0.06 

0.64 

- 

0.0900 

- 

- 

0.029 

0.119 

0.119 

0.477 

0.024 

0.453 

0.814 

179.61 

Over Exploited 

Jailalpura 

0810000401302000 

0.08 

0.00 

########## 

0.01 

- 

0.01 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.022 

450.80 

Over Exploited 

Jatawti 

0810000401304100 

0.08 

0.03 

103.15 

0.04 

- 

0.04 

0.02 

0.24 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.053 

0.003 

0.050 

0.122 

241.12 

Over Exploited 



0.08 

0.00 

43,874.26 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jharoda 

0810000501306100 

0.10 

0.53 

42.00 

0.63 

0.01 

0.64 

0.06 

0.50 

0.07 

0.0300 

- 

- 

- 

0.030 

0.099 

0.743 

0.037 

0.706 

0.278 

39.43 

Safe 



0.10 

0.02 

583.56 

0.03 

- 

0.03 

0.01 

0.11 

0.00 

0.0100 

0.0106 

0.0127 

- 

0.033 

0.037 

0.066 

0.003 

0.063 

0.059 

93.61 

Critical 

Jhonpra 

0810000501307400 

0.10 

0.01 

1,026.53 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.024 

0.001 

0.023 

0.072 

312.32 

Over Exploited 



0.10 

0.00 

183,650.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jolanda 

0810000301290800 

0.08 

0.00 

1,396.58 

0.00 

- 

0.00 

0.00 

0.04 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.040 

319.63 

Over Exploited 



0.08 

0.00 

3,253.97 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0015 

0.0015 

- 

0.003 

0.003 

0.003 

0.000 

0.003 

0.013 

416.56 

Over Exploited 

Karadi 

0810000401304800 

0.08 

0.00 

26,165.06 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kasba Bonli 

0810000401301400 

0.08 

0.01 

1,372.25 

0.01 

0.00 

0.01 

0.01 

0.06 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.035 

0.002 

0.033 

0.184 

557.94 

Over Exploited 

Khera 

0810000401299000 

0.08 

0.00 

334,600.64 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.014 

1,268.37 

Over Exploited 

Khirni 

0810000301290500 

0.16 

0.01 

2,497.74 

0.01 

0.01 

0.02 

0.00 

0.04 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.050 

0.003 

0.048 

0.288 

604.18 

Over Exploited 



0.08 

0.05 

439.03 

0.06 

0.02 

0.08 

0.01 

0.12 

- 

0.0700 

- 

- 

0.001 

0.071 

0.071 

0.149 

0.007 

0.142 

0.602 

425.28 

Over Exploited 



0.08 

0.00 

########## 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

0.31 

Safe 

Kolara 

0810000401302800 

0.08 

0.28 

41.84 

0.33 

0.02 

0.35 

0.06 

0.53 

0.03 

0.0600 

- 

- 

- 

0.060 

0.094 

0.448 

0.022 

0.425 

0.576 

135.40 

Over Exploited 

Lakhanpur 

0810000401299100 

0.08 

0.00 

359,952.94 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.025 

3,103.08 

Over Exploited 

Mangrol 

0810000401304400 

0.08 

0.15 

(54.45) 

0.12 

0.01 

0.13 

0.07 

0.64 

0.02 

0.0100 

- 

- 

0.014 

0.025 

0.044 

0.177 

0.009 

0.168 

0.086 

51.01 

Safe 

Neemod 

0810000401304600 

0.08 

0.00 

(956.11) 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

- 

- 

0.008 

0.008 

0.008 

0.013 

0.001 

0.012 

0.006 

52.57 

Safe 



0.08 

0.17 

8.88 

0.18 

0.02 

0.20 

0.07 

0.62 

0.02 

0.0200 

0.0117 

0.0188 

0.008 

0.058 

0.080 

0.278 

0.014 

0.264 

0.207 

78.58 

Semi Critical 

Parwala 

0810000401302500 

0.08 

0.23 

53.94 

0.28 

0.01 

0.29 

0.07 

0.56 

0.03 

0.0300 

- 

- 

- 

0.030 

0.060 

0.350 

0.017 

0.332 

0.311 

93.72 

Critical 



0.08 

0.00 

1,714.60 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

0.0022 

0.0027 

- 

0.005 

0.005 

0.008 

0.000 

0.007 

0.026 

364.64 

Over Exploited 

Peepalwara 

0810000401304200 

0.08 

0.07 

16.59 

0.08 

0.01 

0.09 

0.03 

0.27 

0.01 

0.0100 

- 

- 

0.021 

0.031 

0.039 

0.131 

0.007 

0.125 

0.134 

107.41 

Over Exploited 

Qila Bonli 

0810000401301500 

0.08 

0.01 

108.60 

0.01 

0.00 

0.02 

0.02 

0.16 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.026 

0.001 

0.025 

0.016 

64.22 

Safe 

Rasoolpura 

0810000401303100 

0.08 

0.12 

(58.02) 

0.09 

0.00 

0.10 

0.06 

0.63 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.114 

0.006 

0.109 

0.094 

86.82 

Semi Critical 

Rathod 

0810000401304700 

0.08 

0.01 

489.28 

0.01 

0.00 

0.01 

0.01 

0.10 

0.00 

- 

- 

- 

0.002 

0.002 

0.003 

0.012 

0.001 

0.011 

0.040 

355.00 

Over Exploited 



0.08 

0.10 

52.69 

0.11 

0.01 

0.13 

0.04 

0.39 

0.01 

0.0200 

0.0106 

0.0170 

0.002 

0.049 

0.062 

0.187 

0.009 

0.178 

0.148 

83.25 

Semi Critical 

Rawasa 

0810000401301600 

0.08 

0.29 

(126.29) 

0.23 

0.01 

0.24 

0.05 

0.58 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.291 

0.015 

0.276 

0.316 

114.35 

Over Exploited 

Sarsop 

0810000501306500 

0.10 

0.06 

312.91 

0.08 

0.01 

0.09 

0.02 

0.14 

0.01 

0.0300 

- 

- 

- 

0.030 

0.038 

0.124 

0.006 

0.118 

0.282 

239.16 

Over Exploited 

Sarwari 

0810000401303200 

0.08 

0.22 

(99.15) 

0.18 

0.07 

0.25 

0.05 

0.52 

- 

- 

- 

- 

0.109 

0.109 

0.109 

0.361 

0.018 

0.343 

0.036 

10.43 

Safe 

Sheesholao 

0810000401301900 

0.08 

0.02 

258,919.60 

0.02 

- 

0.02 

0.02 

0.15 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.031 

0.002 

0.029 

0.092 

316.45 

Over Exploited 

Tapur 

0810000501306000 

0.10 

0.27 

126.49 

0.32 

0.01 

0.33 

0.04 

0.36 

0.04 

0.0400 

- 

- 

- 

0.040 

0.075 

0.410 

0.020 

0.389 

0.396 

101.58 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 






Dheel 

Command 

Phyllite & Schist 

0.198 

2.89 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.01 


Thadoli 

0810000401302400 

7.646 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.632 

3.90 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.04 

0.003 

0.05 

0.05 

Sub Basin: Kalisil | 

07005042 

Ada Doongar 

0809000601253200 

12.757 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.976 

2.13 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.53 

0.58 

0.17 

0.005 

0.09 

0.08 







Non-command 

Bhander Sandstone 

6.806 

2.13 

0.040 

0.12 

0.02 

0.00 

0.00 

0.00 

0.68 

0.74 

0.45 

0.016 

0.31 

0.28 


Alwat Ki Guwari 

0809000601258500 

15.725 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

9.231 

3.12 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

1.17 

1.05 

0.04 

0.022 

0.36 

0.40 


Amargarh 

0809000601253800 

28.290 

Saline 

Non-command 

Non-command 

Bhander Sandstone 

11.094 

0.88 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.42 

0.58 

0.10 

0.027 

0.23 

0.17 


Amarwar 

0809000601253300 

9.265 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.213 

1.84 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.05 

0.001 

0.01 

0.01 







Non-command 

Bhander Sandstone 

2.663 

1.84 

0.040 

0.09 

0.01 

0.00 

0.00 

0.00 

0.28 

0.31 

0.36 

0.006 

0.17 

0.15 





Saline 

Non-command 

Non-command 

Bhander Sandstone 

6.260 

1.84 

0.040 

0.07 

0.01 

0.00 

0.00 

0.00 

0.52 

0.59 

0.28 

0.015 

0.39 

0.35 


Amre Ki Guwari 

0809000601259200 

14.288 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.007 

2.64 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Arab Ka Pura 

0809000401236600 

1.996 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.567 

2.91 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.64 

0.50 

0.00 

0.006 

0.51 

0.65 







Non-command 

Bhander Sandstone 

0.429 

2.91 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.00 

0.002 

0.14 

0.18 


Atewa 

0809000401236500 

8.087 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.740 

3.37 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.28 

0.00 

0.003 

0.06 

0.07 







Non-command 

Bhander Sandstone 

6.768 

3.37 

0.040 

0.01 

0.00 

0.00 

0.00 

0.01 

0.92 

0.73 

0.00 

0.025 

0.53 

0.67 


Baharda 

0809000601255300 

6.894 

Saline 

Non-command 

Non-command 

Bhander Sandstone 

0.004 

1.84 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bajna 

0809000601253500 

4.945 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.494 

0.81 

0.040 

0.09 

0.01 

0.00 

0.00 

0.00 

0.16 

0.17 

0.34 

0.006 

0.29 

0.27 





Saline 

Non-command 

Non-command 

Bhander Sandstone 

1.600 

0.81 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.07 

0.004 

0.19 

0.17 


Bapoti 

0809000601252700 

1.817 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.036 

0.73 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.01 

0.01 


Barrif 

0809000401234300 

2.992 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.118 

0.99 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.000 

0.03 

0.03 







Non-command 

Bhander Sandstone 

0.117 

0.99 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.03 


Basai Dulapura 

0809000401236400 

5.445 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.654 

3.86 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.31 

0.00 

0.002 

0.07 

0.09 







Non-command 

Bhander Sandstone 

4.588 

3.86 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.72 

0.62 

0.00 

0.017 

0.52 

0.61 


Bawli 

0809000401236800 

3.657 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.213 

2.39 

0.140 

0.12 

0.02 

0.00 

0.00 

0.00 

1.17 

0.88 

0.47 

0.012 

0.57 

0.76 







Non-command 

Bhander Sandstone 

0.444 

2.39 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.05 

0.002 

0.08 

0.11 


Burha Bajna 

0809000601253600 

1.772 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.040 

0.74 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Bhander Sandstone 

1.541 

0.74 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.02 

0.004 

0.50 

0.45 


Chaube Ki Guwari 

0809000601258600 

8.070 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.025 

3.21 

0.040 

0.03 

0.00 

0.00 

0.00 

0.01 

0.54 

0.45 

0.13 

0.010 

0.31 

0.38 


Chaurka Kalan 

0809000601255600 

12.849 

Saline 

Non-command 

Non-command 

Bhander Sandstone 

0.157 

1.56 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Ghurakar 

0809000401235400 

8.197 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.428 

3.86 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

1.01 

0.92 

0.04 

0.024 

0.48 

0.53 


Gopalgarh 

0809000401234400 

2.767 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.052 

1.56 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.01 

0.01 







Non-command 

Bhander Sandstone 

0.328 

1.56 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.09 

0.001 

0.08 

0.09 


Harjanpura 

0809000401234200 

3.623 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.005 

0.81 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Bhander Sandstone 

0.263 

0.81 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.05 

0.06 


Kailadevi 

0809000401236200 

42.526 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

41.985 

3.09 

0.040 

0.22 

0.04 

0.00 

0.00 

0.00 

5.37 

5.56 

0.66 

0.158 

0.59 

0.57 


Karsai 

0809000401237000 

15.508 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.545 

1.91 

0.140 

0.07 

0.01 

0.00 

0.00 

0.00 

1.01 

0.73 

0.26 

0.013 

0.15 

0.21 







Non-command 

Bhander Sandstone 

0.590 

1.91 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.03 

0.002 

0.03 

0.03 


Khohri 

0809000401236300 

26.711 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

26.345 

3.73 

0.040 

0.07 

0.01 

0.00 

0.00 

0.00 

3.99 

3.62 

0.13 

0.099 

0.61 

0.67 


Kota 

0809000401234100 

4.951 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.616 

1.07 

0.140 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.04 

0.002 

0.08 

0.11 







Non-command 

Bhander Sandstone 

2.642 

1.07 

0.040 

0.04 

0.01 

0.00 

0.00 

0.00 

0.14 

0.11 

0.14 

0.010 

0.35 

0.47 


Lauhra 

0809000401236100 

32.078 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.575 

4.15 

0.140 

0.06 

0.01 

0.00 

0.00 

0.00 

3.87 

4.10 

0.22 

0.025 

0.12 

0.11 







Non-command 

Bhander Sandstone 

17.164 

4.15 

0.040 

0.13 

0.03 

0.00 

0.00 

0.00 

2.95 

3.12 

0.43 

0.065 

0.32 

0.30 


Lokeshnagar 

0809000601253000 

2.221 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.731 

0.70 

0.040 

0.15 

0.02 

0.00 

0.00 

0.00 

0.18 

0.18 

0.61 

0.004 

0.45 

0.44 


Maholi 

0809000401236700 

15.758 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.890 

2.46 

0.140 

0.03 

0.00 

0.00 

0.00 

0.00 

0.68 

0.54 

0.12 

0.007 

0.08 

0.10 







Non-command 

Bhander Sandstone 

12.373 

2.46 

0.040 

0.18 

0.02 

0.00 

0.00 

0.00 

1.38 

1.10 

0.64 

0.047 

0.50 

0.63 


Mamchari 

0809000401233700 

6.914 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.289 

1.35 

0.140 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.04 

0.001 

0.03 

0.04 







Non-command 

Bhander Sandstone 

0.209 

1.35 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.02 

0.03 


Mangrol 

0809000601252800 

1.904 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.540 

0.72 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.09 

0.001 

0.16 

0.16 


Marmada 

0809000601254600 

34.204 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

14.279 

3.06 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

1.78 

2.01 

0.07 

0.034 

0.24 

0.22 





Saline 

Non-command 

Non-command 

Bhander Sandstone 

18.406 

3.06 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

2.28 

2.57 

0.03 

0.044 

0.32 

0.28 


Mijhaura 

0809000601253100 

3.583 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.337 

0.82 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.09 

0.001 

0.05 

0.05 


Moraichi 

0809000601255100 

10.540 

Saline 

Non-command 

Non-command 

Bhander Sandstone 

10.192 

2.29 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.94 

1.14 

0.00 

0.025 

0.57 

0.47 


Nainiya Ki Guwari 

0809000601254200 

15.553 

Saline 

Non-command 

Non-command 

Bhander Sandstone 

11.337 

1.43 

0.040 

0.01 

0.00 

0.00 

0.00 

0.03 

0.63 

0.81 

0.01 

0.027 

0.43 

0.33 


Narauli 

0809000601253400 

21.558 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.849 

2.56 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.58 

0.67 

0.05 

0.004 

0.05 

0.04 







Non-command 

Bhander Sandstone 

4.563 

2.56 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.50 

0.57 

0.09 

0.011 

0.12 

0.11 





Saline 

Non-command 

Non-command 

Bhander Sandstone 

14.581 

2.56 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

1.53 

1.76 

0.09 

0.035 

0.39 

0.34 


Nibhaira 

0809000601255000 

37.856 

Saline 

Non-command 

Non-command 

Bhander Sandstone 

12.799 

2.54 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

1.31 

1.54 

0.00 

0.031 

0.20 

0.17 


Patipura 

0809000601254300 

9.236 

Saline 

Non-command 

Non-command 

Bhander Sandstone 

9.236 

1.87 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.70 

0.86 

0.00 

0.022 

0.58 

0.47 


Rahir 

0809000601258400 

46.013 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

9.363 

2.82 

0.040 

0.07 

0.01 

0.00 

0.00 

0.00 

1.11 

1.08 

0.27 

0.023 

0.12 

0.13 


Raibeli Jagman 

0809000601254700 

8.213 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.955 

3.05 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.12 

0.00 

0.002 

0.07 

0.06 


Rajor 

0809000401236900 

9.215 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.367 

2.78 

0.140 

0.03 

0.00 

0.00 

0.00 

0.00 

0.56 

0.42 

0.13 

0.005 

0.10 

0.13 







Non-command 

Bhander Sandstone 

3.895 

2.78 

0.040 

0.08 

0.01 

0.00 

0.00 

0.00 

0.50 

0.38 

0.30 

0.015 

0.27 

0.36 


Ramthara 

0809000601253700 

12.702 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.724 

0.87 

0.040 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.11 

0.16 

0.004 

0.08 

0.07 





Saline 

Non-command 

Non-command 

Bhander Sandstone 

9.033 

0.87 

0.040 

0.07 

0.01 

0.00 

0.00 

0.00 

0.38 

0.45 

0.27 

0.022 

0.41 

0.34 






Kalisil 

Command 

Bhander Sandstone 

0.000 

0.87 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Raseelpur Jaga 

0809000601254400 

13.514 

Saline 

Non-command 

Non-command 

Bhander Sandstone 

13.512 

2.21 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

1.20 

1.45 

0.00 

0.033 

0.58 

0.48 


Raseelpur Shriji 

0809000601254500 

7.226 

Saline 

Non-command 

Non-command 

Bhander Sandstone 

7.057 

2.79 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.80 

0.94 

0.00 

0.017 

0.57 

0.48 


Rawatpura 

0809000601255200 

6.490 

Saline 

Non-command 

Non-command 

Bhander Sandstone 

4.154 

1.77 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.37 

0.01 

0.010 

0.37 

0.30 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.10 

0.00 

8,391.96 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

0.0008 

0.0010 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.008 

404.39 

Over Exploited 

Thadoli 

0810000401302400 

0.08 

0.00 

2,101.27 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.039 

1,297.88 

Over Exploited 


Sub Basin: Kalisil | 

Ada Doongar 

0809000601253200 

0.22 

0.04 

1,394.24 

0.05 

0.01 

0.06 

0.01 

0.10 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.077 

0.004 

0.073 

0.173 

236.43 

Over Exploited 



0.12 

0.25 

193.49 

0.30 

0.02 

0.32 

0.02 

0.33 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.374 

0.019 

0.355 

0.466 

131.43 

Over Exploited 

Alwat Ki Guwari 

0809000601258500 

0.12 

0.40 

161.18 

0.48 

0.00 

0.48 

0.03 

0.39 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.494 

0.025 

0.469 

0.058 

12.42 

Safe 

Amargarh 

0809000601253800 

0.12 

0.31 

90.93 

0.37 

- 

0.37 

0.01 

0.24 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.376 

0.019 

0.357 

0.123 

34.35 

Safe 

Amarwar 

0809000601253300 

0.22 

0.00 

10,226.74 

0.00 

- 

0.00 

0.00 

0.01 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.049 

475.11 

Over Exploited 



0.12 

0.05 

485.34 

0.06 

0.01 

0.07 

0.01 

0.18 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.114 

0.006 

0.108 

0.366 

338.33 

Over Exploited 



0.12 

0.29 

99.83 

0.35 

0.01 

0.36 

0.03 

0.42 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.394 

0.020 

0.374 

0.291 

77.84 

Semi Critical 

Amre Ki Guwari 

0809000601259200 

0.12 

0.00 

241,411.25 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Arab Ka Pura 

0809000401236600 

0.24 

0.19 

162.18 

0.23 

- 

0.23 

0.05 

0.55 

- 

- 

- 

- 

- 

- 

- 

0.228 

0.011 

0.217 

0.006 

2.72 

Safe 



0.12 

0.01 

447.01 

0.01 

- 

0.01 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.008 

0.002 

19.90 

Safe 

Atewa 

0809000401236500 

0.24 

0.01 

2,577.21 

0.01 

0.00 

0.01 

0.01 

0.06 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.013 

0.001 

0.012 

0.003 

22.32 

Safe 



0.12 

0.43 

67.89 

0.52 

0.01 

0.53 

0.05 

0.58 

- 

- 

- 

- 

0.012 

0.012 

0.012 

0.540 

0.027 

0.513 

0.025 

4.96 

Safe 

Baharda 

0809000601255300 

0.12 

0.00 

264,757.42 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bajna 

0809000601253500 

0.12 

0.09 

99.59 

0.10 

0.01 

0.11 

0.02 

0.32 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.155 

0.008 

0.147 

0.348 

236.56 

Over Exploited 



0.12 

0.04 

116.74 

0.04 

- 

0.04 

0.02 

0.20 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.053 

0.003 

0.051 

0.076 

150.14 

Over Exploited 

Bapoti 

0809000601252700 

0.12 

0.00 

2,082.36 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.018 

31,478.24 

Over Exploited 

Barrif 

0809000401234300 

0.24 

0.00 

1,716.38 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.016 

2,015.47 

Over Exploited 



0.12 

0.00 

955.66 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

3,113.37 

Over Exploited 

Basai Dulapura 

0809000401236400 

0.24 

0.01 

2,501.73 

0.01 

- 

0.01 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.013 

0.002 

18.39 

Safe 



0.12 

0.29 

114.99 

0.35 

- 

0.35 

0.05 

0.57 

- 

- 

- 

- 

- 

- 

- 

0.347 

0.017 

0.329 

0.017 

5.24 

Safe 

Bawli 

0809000401236800 

0.24 

0.44 

100.15 

0.53 

0.02 

0.55 

0.06 

0.63 

- 

0.0500 

- 

- 

0.002 

0.052 

0.052 

0.602 

0.030 

0.572 

0.479 

83.72 

Semi Critical 



0.12 

0.00 

834.75 

0.01 

- 

0.01 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.014 

0.050 

347.23 

Over Exploited 

Burha Bajna 

0809000601253600 

0.12 

0.00 

1,930.76 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.09 

(33.52) 

0.07 

- 

0.07 

0.04 

0.54 

- 

- 

- 

- 

- 

- 

- 

0.075 

0.004 

0.071 

0.022 

30.64 

Safe 

Chaube Ki Guwari 

0809000601258600 

0.12 

0.15 

195.90 

0.18 

0.01 

0.19 

0.03 

0.34 

- 

0.0200 

- 

- 

0.008 

0.029 

0.029 

0.216 

0.011 

0.205 

0.136 

66.10 

Safe 

Chaurka Kalan 

0809000601255600 

0.12 

0.00 

6,820.45 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.006 

0.000 

0.006 

0.000 

6.84 

Safe 

Ghurakar 

0809000401235400 

0.12 

0.37 

148.21 

0.45 

- 

0.45 

0.04 

0.52 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.456 

0.023 

0.433 

0.060 

13.91 

Safe 

Gopalgarh 

0809000401234400 

0.24 

0.00 

6,089.37 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.016 

9,557.50 

Over Exploited 



0.12 

0.00 

1,006.10 

0.00 

- 

0.00 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.095 

739.36 

Over Exploited 

Harjanpura 

0809000401234200 

0.24 

0.00 

40,825.19 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.00 

348.08 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.013 

773.48 

Over Exploited 

Kailadevi 

0809000401236200 

0.12 

2.96 

87.86 

3.55 

0.04 

3.59 

0.05 

0.63 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

3.714 

0.186 

3.528 

0.820 

23.24 

Safe 

Karsai 

0809000401237000 

0.24 

0.13 

472.62 

0.15 

0.01 

0.16 

0.01 

0.17 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.194 

0.010 

0.184 

0.272 

147.97 

Over Exploited 



0.12 

0.00 

2,162.09 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.031 

1,544.81 

Over Exploited 

Khohri 

0809000401236300 

0.12 

1.91 

89.03 

2.30 

0.01 

2.31 

0.05 

0.66 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

2.328 

0.116 

2.212 

0.229 

10.36 

Safe 

Kota 

0809000401234100 

0.24 

0.01 

529.15 

0.01 

- 

0.01 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.014 

0.042 

308.11 

Over Exploited 



0.12 

0.11 

(4.38) 

0.11 

0.01 

0.12 

0.03 

0.38 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.136 

0.007 

0.129 

0.154 

119.15 

Over Exploited 

Lauhra 

0809000401236100 

0.24 

0.19 

2,048.75 

0.23 

0.01 

0.24 

0.01 

0.13 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.279 

0.014 

0.265 

0.243 

91.67 

Critical 



0.12 

0.65 

380.58 

0.78 

0.03 

0.81 

0.03 

0.34 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.889 

0.044 

0.845 

0.497 

58.77 

Safe 

Lokeshnagar 

0809000601253000 

0.12 

0.09 

94.51 

0.11 

0.02 

0.13 

0.04 

0.49 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.202 

0.010 

0.192 

0.612 

318.76 

Over Exploited 

Maholi 

0809000401236700 

0.24 

0.03 

1,457.24 

0.04 

- 

0.04 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.052 

0.003 

0.049 

0.131 

266.69 

Over Exploited 



0.12 

0.75 

47.04 

0.89 

0.02 

0.91 

0.05 

0.55 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.984 

0.049 

0.935 

0.688 

73.52 

Semi Critical 

Mamchari 

0809000401233700 

0.24 

0.00 

2,308.54 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.037 

1,688.78 

Over Exploited 



0.12 

0.00 

2,937.15 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.020 

3,467.77 

Over Exploited 

Mangrol 

0809000601252800 

0.12 

0.01 

244.71 

0.01 

- 

0.01 

0.01 

0.18 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.022 

0.091 

422.61 

Over Exploited 

Marmada 

0809000601254600 

0.12 

0.42 

379.50 

0.50 

- 

0.50 

0.02 

0.26 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.513 

0.026 

0.488 

0.106 

21.82 

Safe 



0.12 

0.70 

268.95 

0.84 

- 

0.84 

0.02 

0.34 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.847 

0.042 

0.804 

0.074 

9.25 

Safe 

Mijhaura 

0809000601253100 

0.12 

0.00 

1,391.80 

0.00 

- 

0.00 

0.00 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.091 

755.89 

Over Exploited 

Moraichi 

0809000601255100 

0.12 

0.69 

64.70 

0.83 

0.00 

0.83 

0.04 

0.61 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.840 

0.042 

0.798 

0.025 

3.08 

Safe 

Nainiya Ki Guwari 

0809000601254200 

0.12 

0.58 

39.34 

0.69 

0.03 

0.72 

0.03 

0.45 

- 

- 

- 

- 

0.043 

0.043 

0.043 

0.766 

0.038 

0.728 

0.033 

4.58 

Safe 

Narauli 

0809000601253400 

0.22 

0.02 

3,184.64 

0.02 

- 

0.02 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.034 

0.002 

0.033 

0.052 

160.68 

Over Exploited 



0.12 

0.07 

750.50 

0.08 

- 

0.08 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.091 

0.005 

0.086 

0.101 

116.90 

Over Exploited 



0.12 

0.69 

155.13 

0.83 

- 

0.83 

0.03 

0.42 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.837 

0.042 

0.795 

0.125 

15.75 

Safe 

Nibhaira 

0809000601255000 

0.12 

0.31 

403.66 

0.37 

- 

0.37 

0.01 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.366 

0.018 

0.348 

0.031 

8.87 

Safe 

Patipura 

0809000601254300 

0.12 

0.65 

33.46 

0.78 

0.00 

0.78 

0.04 

0.62 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.787 

0.039 

0.748 

0.022 

2.98 

Safe 

Rahir 

0809000601258400 

0.12 

0.14 

679.32 

0.17 

0.01 

0.18 

0.01 

0.13 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.226 

0.011 

0.215 

0.293 

136.29 

Over Exploited 

Raibeli Jagman 

0809000601254700 

0.12 

0.01 

1,478.51 

0.01 

- 

0.01 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.009 

0.002 

25.53 

Safe 

Rajor 

0809000401236900 

0.24 

0.03 

1,240.35 

0.04 

0.00 

0.04 

0.01 

0.11 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.052 

0.003 

0.049 

0.137 

278.52 

Over Exploited 



0.12 

0.13 

195.26 

0.15 

0.01 

0.17 

0.03 

0.30 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.199 

0.010 

0.189 

0.315 

166.35 

Over Exploited 

Ramthara 

0809000601253700 

0.12 

0.02 

567.63 

0.02 

0.01 

0.03 

0.01 

0.08 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.050 

0.002 

0.047 

0.166 

352.68 

Over Exploited 



0.12 

0.45 

1.20 

0.45 

0.01 

0.46 

0.03 

0.44 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.494 

0.025 

0.469 

0.292 

62.21 

Safe 



0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Raseelpur Jaga 

0809000601254400 

0.12 

0.95 

53.63 

1.13 

0.00 

1.13 

0.04 

0.62 

- 

- 

- 

- 

0.001 

0.001 

0.001 

1.136 

0.057 

1.079 

0.033 

3.02 

Safe 

Raseelpur Shriji 

0809000601254500 

0.12 

0.48 

95.65 

0.58 

- 

0.58 

0.04 

0.61 

- 

- 

- 

- 

- 

- 

- 

0.579 

0.029 

0.551 

0.017 

3.09 

Safe 

Rawatpura 

0809000601255200 

0.12 

0.19 

95.34 

0.22 

- 

0.22 

0.03 

0.40 

- 

- 

- 

- 

- 

- 

- 

0.224 

0.011 

0.213 

0.016 

7.52 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Sapotra 

080900060125290C 

3.861 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.454 

0.69 

0.040 

0.21 

0.02 

0.00 

0.00 

0.00 

0.23 

0.25 

0.66 

0.143 

0.22 

0.20 


Tursangpura 

0809000601251800 

5.120 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.128 

0.73 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.01 

0.01 

07005043 

Adooda 

0809000601249000 

3.418 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.894 

0.80 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.31 

0.40 

0.12 

0.007 

0.49 

0.38 






Kalisil 

Command 

Older Alluvium 

0.438 

0.80 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.02 

0.001 

0.07 

0.06 


Amargarh 

0809000601253800 

28.290 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.393 

0.88 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.22 

0.02 

0.003 

0.03 

0.02 







Non-command 

Bhander Sandstone 

13.852 

0.88 

0.040 

0.04 

0.00 

0.00 

0.00 

0.00 

0.53 

0.73 

0.11 

0.033 

0.29 

0.21 






Kalisil 

Command 

Bhander Sandstone 

1.553 

0.88 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.08 

0.01 

0.004 

0.03 

0.02 


Bagida 

0809000601250200 

10.443 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.481 

0.95 

0.120 

0.18 

0.03 

0.00 

0.00 

0.00 

0.77 

1.05 

0.72 

0.013 

0.31 

0.23 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.373 

0.95 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.30 

0.41 

0.11 

0.006 

0.13 

0.10 







Non-command 

Quartzite 

2.479 

0.95 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.05 

0.006 

0.14 

0.10 


Bapoti 

0809000601252700 

1.817 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.003 

0.73 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Berai 

0810000701327500 

25.460 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.088 

1.48 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

1.52 

1.78 

0.03 

0.025 

0.24 

0.20 





Saline 

Non-command 

Non-command 

Older Alluvium 

11.235 

1.48 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

1.68 

1.97 

0.02 

0.028 

0.27 

0.23 


Bhandaripura 

0809000601250800 

2.814 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.121 

0.71 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.05 

0.000 

0.03 

0.02 






Kalisil 

Command 

Older Alluvium 

0.107 

0.71 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.05 

0.000 

0.02 

0.01 







Command 

Bhander Sandstone 

0.139 

0.71 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.05 

0.000 

0.03 

0.02 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.757 

0.71 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.14 

0.13 

0.002 

0.16 

0.10 







Non-command 

Bhander Sandstone 

0.469 

0.71 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.04 

0.05 

0.001 

0.10 

0.06 






Kalisil 

Command 

Older Alluvium 

0.172 

0.71 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.04 

0.03 

0.000 

0.04 

0.02 







Command 

Bhander Sandstone 

1.030 

0.71 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.12 

0.002 

0.21 

0.14 


Bhaopur 

0810000701328800 

13.418 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.358 

1.48 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.00 

0.001 

0.02 

0.02 


Bookana 

0809000601251100 

2.571 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.667 

0.70 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.11 

0.13 

0.22 

0.002 

0.15 

0.13 







Non-command 

Bhander Sandstone 

0.001 

0.70 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Kalisil 

Command 

Older Alluvium 

0.217 

0.70 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.07 

0.001 

0.05 

0.04 







Command 

Bhander Sandstone 

0.035 

0.70 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Chaurka Kalan 

0809000601255600 

12.849 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.822 

1.56 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

1.47 

1.83 

0.01 

0.019 

0.36 

0.29 







Non-command 

Bhander Sandstone 

4.171 

1.56 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.32 

0.00 

0.010 

0.19 

0.15 


Chorka Khurd 

0809000601255500 

4.529 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.161 

1.57 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.27 

0.00 

0.003 

0.15 

0.12 







Non-command 

Bhander Sandstone 

0.222 

1.57 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.001 

0.03 

0.02 


Dabir 

0809000601251000 

1.051 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.134 

0.70 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.10 

0.000 

0.07 

0.06 







Non-command 

Bhander Sandstone 

0.066 

0.70 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.04 

0.000 

0.04 

0.03 






Kalisil 

Command 

Older Alluvium 

0.303 

0.70 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.07 

0.09 

0.22 

0.001 

0.17 

0.13 







Command 

Bhander Sandstone 

0.546 

0.70 

0.040 

0.08 

0.01 

0.00 

0.00 

0.00 

0.09 

0.11 

0.31 

0.001 

0.30 

0.23 


Dang Bajoli 

0810000701327400 

22.936 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.890 

1.47 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

2.06 

2.33 

0.00 

0.035 

0.37 

0.33 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.205 

1.47 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.20 

0.00 

0.003 

0.03 

0.03 


Dang Bhavpur 

0810000701327300 

14.150 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.121 

1.46 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

1.05 

1.27 

0.00 

0.018 

0.30 

0.25 





Saline 

Non-command 

Non-command 

Older Alluvium 

5.108 

1.46 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.74 

0.90 

0.00 

0.013 

0.22 

0.18 


Daulatpura 

0809000601254100 

20.789 

Saline 

Non-command 

Non-command 

Older Alluvium 

10.262 

1.40 

0.120 

0.02 

0.00 

0.00 

0.00 

0.01 

1.73 

2.25 

0.03 

0.025 

0.29 

0.22 







Non-command 

Bhander Sandstone 

10.527 

1.40 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.61 

0.79 

0.03 

0.025 

0.30 

0.23 


Dhokalpura 

0809000601250100 

0.730 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.730 

0.95 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.12 

0.05 

0.002 

0.58 

0.44 


Dhoolwas 

0809000601251400 

2.938 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.277 

0.70 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.07 

0.001 

0.05 

0.05 







Non-command 

Bhander Sandstone 

0.796 

0.70 

0.040 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.06 

0.17 

0.002 

0.16 

0.15 






Kalisil 

Command 

Bhander Sandstone 

0.698 

0.70 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.13 

0.002 

0.14 

0.13 


Doodha Ki Guwari 

0809000601253900 

6.988 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.986 

1.27 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

1.07 

1.43 

0.00 

0.017 

0.59 

0.44 


Doondipura 

0809000601248800 

2.570 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.311 

0.76 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.02 

0.001 

0.07 

0.05 






Kalisil 

Command 

Older Alluvium 

0.792 

0.76 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.12 

0.07 

0.002 

0.18 

0.14 


Ekat 

0809000601249300 

8.969 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.537 

0.93 

0.120 

0.10 

0.02 

0.00 

0.00 

0.00 

0.47 

0.59 

0.41 

0.009 

0.23 

0.18 






Kalisil 

Command 

Older Alluvium 

1.989 

0.93 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.27 

0.34 

0.24 

0.005 

0.13 

0.10 


Fatehpur 

0809000601249800 

13.064 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.113 

1.42 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.000 

0.01 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.666 

1.42 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.14 

0.01 

0.002 

0.03 

0.02 


Gajjupura 

0809000601251600 

1.805 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.049 

0.71 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.02 

0.02 






Kalisil 

Command 

Bhander Sandstone 

0.032 

0.71 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.01 

0.01 


Ganwda 

0809000601249100 

1.503 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.503 

0.98 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.26 

0.33 

0.34 

0.004 

0.58 

0.46 


Garhi Ka Gaon 

0809000601249600 

9.479 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.107 

1.37 

0.120 

0.16 

0.02 

0.00 

0.00 

0.00 

1.63 

2.04 

0.62 

0.022 

0.56 

0.45 


Gorahar 

0809000601250700 

7.619 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.061 

0.77 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.40 

0.57 

0.05 

0.010 

0.31 

0.22 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.464 

0.77 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.46 

0.01 

0.008 

0.27 

0.19 







Non-command 

Quartzite 

0.089 

0.77 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 


Gordhanpura 

0809000601244000 

6.179 

Fresh 

Kalisil 

Command 

Older Alluvium 

0.120 

0.69 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Haroti 

0809000601249700 

16.667 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.782 

1.53 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.18 

0.05 

0.002 

0.03 

0.02 


Isarda 

0810000701327600 

11.803 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.406 

1.49 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.01 

0.001 

0.02 

0.02 


Jamooni 

0809000601255700 

5.330 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.883 

1.56 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.42 

0.00 

0.005 

0.21 

0.17 


Jeerota 

0809000601244100 

9.528 

Fresh 

Kalisil 

Command 

Older Alluvium 

0.670 

0.69 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.10 

0.12 

0.19 

0.002 

0.04 

0.03 


Jorli 

0809000601248600 

2.343 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.158 

0.78 

0.120 

0.10 

0.02 

0.00 

0.00 

0.00 

0.28 

0.38 

0.41 

0.005 

0.54 

0.40 






Kalisil 

Command 

Older Alluvium 

0.158 

0.78 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.000 

0.04 

0.03 


Kala Gurha 

0809000601250600 

13.150 

Saline 

Non-command 

Non-command 

Older Alluvium 

11.675 

0.85 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

1.23 

1.77 

0.13 

0.028 

0.52 

0.36 







Non-command 

Quartzite 

1.060 

0.85 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.003 

0.05 

0.03 


Kanarda 

0809000601255800 

22.122 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.494 

1.56 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.11 

0.00 

0.001 

0.01 

0.01 


Khawda 

0809000601251500 

2.271 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.788 

0.69 

0.040 

0.06 

0.01 

0.00 

0.00 

0.00 

0.07 

0.07 

0.24 

0.002 

0.20 

0.20 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Sapotra 

0809000601252900 

0.12 

0.04 

559.39 

0.05 

0.02 

0.07 

0.02 

0.24 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.136 

0.007 

0.129 

0.798 

619.21 

Over Exploited 

Tursangpura 

0809000601251800 

0.12 

0.00 

1,617.92 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.018 

7,260.38 

Over Exploited 

Adooda 

0809000601249000 

0.22 

0.31 

27.12 

0.38 

- 

0.38 

0.03 

0.53 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.388 

0.019 

0.368 

0.127 

34.48 

Safe 



0.22 

0.01 

838.48 

0.01 

- 

0.01 

0.00 

0.08 

- 

- 

0.0068 

0.0108 

- 

0.018 

0.018 

0.026 

0.001 

0.025 

0.025 

100.54 

Over Exploited 

Amargarh 

0809000601253800 

0.22 

0.01 

2,367.99 

0.01 

- 

0.01 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.010 

0.020 

202.62 

Over Exploited 



0.12 

0.48 

53.65 

0.57 

- 

0.57 

0.02 

0.30 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.581 

0.029 

0.552 

0.147 

26.71 

Safe 



0.12 

0.01 

1,166.61 

0.01 

- 

0.01 

0.00 

0.03 

- 

- 

0.0320 

0.0385 

- 

0.071 

0.071 

0.078 

0.004 

0.074 

0.016 

21.34 

Safe 

Bagida 

0809000601250200 

0.22 

0.37 

182.69 

0.44 

0.03 

0.47 

0.02 

0.33 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.554 

0.028 

0.526 

0.733 

139.35 

Over Exploited 



0.22 

0.07 

484.67 

0.08 

- 

0.08 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.093 

0.005 

0.089 

0.115 

129.56 

Over Exploited 



0.06 

0.02 

273.69 

0.02 

- 

0.02 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.035 

0.002 

0.033 

0.056 

169.52 

Over Exploited 

Bapoti 

0809000601252700 

0.12 

0.00 

27,941.24 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Berai 

0810000701327500 

0.22 

0.53 

234.15 

0.64 

- 

0.64 

0.02 

0.26 

- 

- 

- 

- 

- 

- 

- 

0.639 

0.032 

0.607 

0.054 

8.97 

Safe 



0.22 

0.66 

197.86 

0.79 

- 

0.79 

0.02 

0.29 

- 

- 

- 

- 

- 

- 

- 

0.792 

0.040 

0.753 

0.047 

6.29 

Safe 

Bhandaripura 

0809000601250800 

0.22 

0.00 

4,468.36 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.048 

470.62 

Over Exploited 



0.22 

0.00 

5,410.38 

0.00 

- 

0.00 

0.00 

0.02 

- 

0.0100 

0.0022 

0.0026 

- 

0.015 

0.015 

0.015 

0.001 

0.015 

0.048 

329.32 

Over Exploited 



0.12 

0.00 

4,225.90 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

0.0029 

0.0034 

- 

0.016 

0.016 

0.017 

0.001 

0.016 

0.054 

338.84 

Over Exploited 



0.22 

0.03 

439.80 

0.03 

- 

0.03 

0.01 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.041 

0.002 

0.039 

0.128 

324.39 

Over Exploited 



0.12 

0.01 

538.13 

0.01 

- 

0.01 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.055 

349.97 

Over Exploited 



0.22 

0.00 

2,611.43 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

0.0036 

0.0043 

- 

0.008 

0.008 

0.009 

0.000 

0.009 

0.025 

283.61 

Over Exploited 



0.12 

0.03 

235.56 

0.03 

- 

0.03 

0.01 

0.23 

- 

0.0100 

0.0212 

0.0255 

- 

0.057 

0.057 

0.088 

0.004 

0.084 

0.122 

145.70 

Over Exploited 

Bhaopur 

0810000701328800 

0.22 

0.00 

4,286.01 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

0.001 

60.27 

Safe 

Bookana 

0809000601251100 

0.22 

0.02 

477.09 

0.03 

0.01 

0.04 

0.01 

0.16 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.057 

0.003 

0.054 

0.220 

408.90 

Over Exploited 



0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.00 

1,858.75 

0.00 

- 

0.00 

0.00 

0.05 

- 

0.0100 

0.0034 

0.0054 

- 

0.019 

0.019 

0.022 

0.001 

0.020 

0.073 

354.77 

Over Exploited 



0.12 

0.00 

3,492.75 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0005 

0.0009 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

6.18 

Safe 

Chaurka Kalan 

0809000601255600 

0.22 

0.62 

196.86 

0.74 

0.00 

0.74 

0.02 

0.38 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.750 

0.038 

0.713 

0.027 

3.77 

Safe 



0.12 

0.10 

235.87 

0.11 

0.00 

0.12 

0.01 

0.20 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.120 

0.006 

0.114 

0.010 

8.79 

Safe 

Chorka Khurd 

0809000601255500 

0.22 

0.04 

600.34 

0.05 

0.00 

0.05 

0.01 

0.16 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.048 

0.002 

0.045 

0.003 

6.16 

Safe 



0.12 

0.00 

2,150.80 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Dabir 

0809000601251000 

0.22 

0.00 

1,752.16 

0.00 

- 

0.00 

0.00 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.096 

802.36 

Over Exploited 



0.12 

0.00 

5,261.29 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.036 

11,042.10 

Over Exploited 



0.22 

0.01 

662.15 

0.01 

0.01 

0.02 

0.01 

0.18 

- 

0.0200 

0.0062 

0.0075 

- 

0.034 

0.034 

0.057 

0.003 

0.054 

0.217 

399.44 

Over Exploited 



0.12 

0.02 

458.74 

0.02 

0.01 

0.03 

0.02 

0.32 

- 

0.0300 

0.0113 

0.0135 

- 

0.055 

0.055 

0.089 

0.004 

0.084 

0.311 

369.61 

Over Exploited 

Dang Bajoli 

0810000701327400 

0.22 

1.14 

104.27 

1.37 

- 

1.37 

0.03 

0.40 

- 

- 

- 

- 

- 

- 

- 

1.366 

0.068 

1.298 

0.035 

2.70 

Safe 



0.22 

0.01 

2,243.02 

0.01 

- 

0.01 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.001 

0.010 

0.003 

31.08 

Safe 

Dang Bhavpur 

0810000701327300 

0.22 

0.47 

169.64 

0.57 

- 

0.57 

0.02 

0.32 

- 

- 

- 

- 

- 

- 

- 

0.567 

0.028 

0.538 

0.018 

3.33 

Safe 



0.22 

0.24 

272.31 

0.29 

- 

0.29 

0.02 

0.23 

- 

- 

- 

- 

- 

- 

- 

0.292 

0.015 

0.277 

0.013 

4.65 

Safe 

Daulatpura 

0809000601254100 

0.22 

0.65 

244.35 

0.78 

0.01 

0.80 

0.02 

0.31 

- 

- 

- 

- 

0.020 

0.020 

0.020 

0.817 

0.041 

0.776 

0.059 

7.57 

Safe 



0.12 

0.37 

110.14 

0.45 

0.00 

0.45 

0.02 

0.32 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.458 

0.023 

0.435 

0.055 

12.73 

Safe 

Dhokalpura 

0809000601250100 

0.22 

0.09 

31.80 

0.11 

- 

0.11 

0.04 

0.62 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.123 

0.006 

0.116 

0.050 

42.75 

Safe 

Dhoolwas 

0809000601251400 

0.22 

0.00 

1,274.62 

0.00 

- 

0.00 

0.00 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.073 

546.79 

Over Exploited 



0.12 

0.01 

268.70 

0.02 

0.01 

0.03 

0.01 

0.17 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.048 

0.002 

0.046 

0.168 

368.51 

Over Exploited 



0.12 

0.01 

354.01 

0.01 

- 

0.01 

0.01 

0.15 

- 

0.0100 

0.0108 

0.0173 

- 

0.038 

0.038 

0.052 

0.003 

0.049 

0.128 

258.98 

Over Exploited 

Doodha Ki Guwari 

0809000601253900 

0.22 

0.90 

59.28 

1.08 

0.00 

1.08 

0.04 

0.62 

- 

- 

- 

- 

0.005 

0.005 

0.005 

1.087 

0.054 

1.032 

0.017 

1.63 

Safe 

Doondipura 

0809000601248800 

0.22 

0.00 

937.27 

0.01 

- 

0.01 

0.00 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.025 

449.49 

Over Exploited 



0.22 

0.03 

283.90 

0.04 

- 

0.04 

0.01 

0.19 

- 

0.0100 

0.0122 

0.0196 

- 

0.042 

0.042 

0.080 

0.004 

0.076 

0.074 

97.86 

Critical 

Ekat 

0809000601249300 

0.22 

0.18 

227.89 

0.22 

0.02 

0.24 

0.02 

0.25 

- 

0.0500 

- 

- 

0.003 

0.053 

0.053 

0.290 

0.014 

0.275 

0.417 

151.37 

Over Exploited 



0.22 

0.06 

492.34 

0.07 

0.01 

0.08 

0.01 

0.14 

- 

0.0300 

0.0307 

0.0493 

0.003 

0.113 

0.113 

0.192 

0.010 

0.183 

0.245 

133.92 

Over Exploited 

Fatehpur 

0809000601249800 

0.22 

0.00 

18,752.56 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.00 

3,102.44 

0.01 

- 

0.01 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.010 

190.68 

Over Exploited 

Gajjupura 

0809000601251600 

0.12 

0.00 

1,438.42 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.018 

17,463.73 

Over Exploited 



0.12 

0.00 

2,143.10 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.018 

2,543.53 

Over Exploited 

Ganwda 

0809000601249100 

0.22 

0.19 

70.38 

0.23 

0.01 

0.24 

0.04 

0.62 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.284 

0.014 

0.270 

0.340 

126.00 

Over Exploited 

Garhi Ka Gaon 

0809000601249600 

0.22 

1.13 

80.57 

1.36 

0.02 

1.38 

0.04 

0.60 

- 

0.0700 

- 

- 

0.002 

0.072 

0.072 

1.452 

0.073 

1.379 

0.646 

46.83 

Safe 

Gorahar 

0809000601250700 

0.22 

0.28 

103.54 

0.33 

- 

0.33 

0.02 

0.33 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.344 

0.017 

0.327 

0.058 

17.67 

Safe 



0.22 

0.20 

126.58 

0.24 

- 

0.24 

0.02 

0.28 

- 

- 

- 

- 

- 

- 

- 

0.243 

0.012 

0.231 

0.016 

7.08 

Safe 



0.06 

0.00 

5,400.54 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gordhanpura 

0809000601244000 

0.22 

0.00 

3,942.05 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0019 

0.0030 

- 

0.005 

0.005 

0.005 

0.000 

0.005 

0.000 

5.90 

Safe 

Haroti 

0809000601249700 

0.22 

0.00 

3,703.85 

0.01 

0.00 

0.01 

0.00 

0.03 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.017 

0.001 

0.016 

0.050 

310.15 

Over Exploited 

Isarda 

0810000701327600 

0.22 

0.00 

3,540.88 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.013 

607.20 

Over Exploited 

Jamooni 

0809000601255700 

0.22 

0.09 

387.34 

0.10 

0.00 

0.11 

0.01 

0.22 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.107 

0.005 

0.102 

0.005 

4.45 

Safe 

Jeerota 

0809000601244100 

0.22 

0.01 

1,834.68 

0.01 

0.01 

0.02 

0.00 

0.04 

- 

0.0200 

0.0104 

0.0166 

- 

0.047 

0.047 

0.064 

0.003 

0.061 

0.194 

317.20 

Over Exploited 

Jorli 

0809000601248600 

0.22 

0.26 

48.86 

0.31 

0.02 

0.33 

0.03 

0.57 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.376 

0.019 

0.358 

0.413 

115.53 

Over Exploited 



0.22 

0.00 

2,340.42 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

0.0024 

0.0039 

- 

0.006 

0.006 

0.008 

0.000 

0.008 

0.024 

319.11 

Over Exploited 

Kala Gurha 

0809000601250600 

0.22 

1.33 

32.46 

1.60 

- 

1.60 

0.03 

0.55 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

1.611 

0.081 

1.531 

0.154 

10.07 

Safe 



0.06 

0.00 

762.75 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.003 

0.007 

191.57 

Over Exploited 

Kanarda 

0809000601255800 

0.22 

0.00 

7,250.97 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.001 

71.67 

Semi Critical 

Khawda 

0809000601251500 

0.12 

0.02 

285.63 

0.02 

0.01 

0.03 

0.02 

0.22 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.063 

0.003 

0.060 

0.240 

402.65 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 






Kalisil 

Command 

Bhander Sandstone 

0.553 

0.69 

0.040 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.05 

0.17 

0.001 

0.14 

0.14 


Khidarpur Jadoo 

0810000701327200 

30.207 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.316 

1.50 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.22 

0.01 

0.003 

0.03 

0.02 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.436 

1.50 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.24 

0.01 

0.004 

0.03 

0.03 


Khoh 

0809000601250400 

25.492 

Saline 

Non-command 

Non-command 

Older Alluvium 

19.937 

1.29 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

3.12 

4.16 

0.10 

0.048 

0.46 

0.34 


Kiradi 

0809000601250000 

5.214 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.214 

1.09 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.76 

0.99 

0.34 

0.013 

0.59 

0.45 


Kishorpura 

0809000601248700 

2.854 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.076 

0.72 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.14 

0.02 

0.003 

0.22 

0.16 






Kalisil 

Command 

Older Alluvium 

0.060 

0.72 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Lokeshnagar 

0809000601253000 

2.221 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.082 

0.70 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.02 

0.02 


Madhorajpura 

0809000601249200 

1.914 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.716 

0.86 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.25 

0.32 

0.31 

0.004 

0.52 

0.41 






Kalisil 

Command 

Older Alluvium 

0.198 

0.86 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.05 

0.000 

0.06 

0.05 


Mangrol 

0809000601252800 

1.904 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.005 

0.72 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Matoriya Ki Guwari 

0809000601254000 

44.107 

Saline 

Non-command 

Non-command 

Older Alluvium 

24.408 

1.49 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

4.39 

5.26 

0.00 

0.059 

0.33 

0.28 


Nainiya Ki Guwari 

0809000601254200 

15.553 

Saline 

Non-command 

Non-command 

Bhander Sandstone 

4.216 

1.43 

0.040 

0.00 

0.00 

0.00 

0.00 

0.03 

0.21 

0.27 

0.01 

0.010 

0.16 

0.12 


Neemoda 

0809000601243500 

22.542 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.304 

0.91 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.19 

0.07 

0.003 

0.03 

0.03 






Kalisil 

Command 

Older Alluvium 

0.299 

0.91 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.02 

0.001 

0.01 

0.01 


Nisana 

0809000601250900 

2.364 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.458 

0.70 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.10 

0.14 

0.001 

0.11 

0.08 






Kalisil 

Command 

Older Alluvium 

1.138 

0.70 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.18 

0.26 

0.36 

0.003 

0.28 

0.19 







Command 

Bhander Sandstone 

0.768 

0.70 

0.040 

0.05 

0.01 

0.00 

0.00 

0.00 

0.06 

0.09 

0.18 

0.002 

0.19 

0.13 


Pardampura 

0809000601249500 

4.677 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.628 

1.34 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.63 

0.78 

0.22 

0.009 

0.46 

0.37 







Non-command 

Quartzite 

0.006 

1.34 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ramthara 

0809000601253700 

12.702 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.112 

0.87 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.01 

0.00 






Kalisil 

Command 

Bhander Sandstone 

0.003 

0.87 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Bhander Sandstone 

0.639 

0.87 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.002 

0.03 

0.02 






Kalisil 

Command 

Bhander Sandstone 

0.874 

0.87 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.02 

0.002 

0.04 

0.03 


Rawatpura 

0809000601255200 

6.490 

Saline 

Non-command 

Non-command 

Bhander Sandstone 

0.327 

1.77 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.001 

0.03 

0.02 


Rooppura 

0809000601249400 

0.539 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.539 

1.25 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.14 

0.14 

0.001 

0.59 

0.48 


Saimarda 

0809000601249900 

5.595 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.538 

1.24 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.12 

0.02 

0.001 

0.06 

0.04 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.486 

1.24 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.54 

0.71 

0.07 

0.008 

0.37 

0.28 


Sankra 

0810000301294900 

11.685 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.014 

1.41 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sapotra 

0809000601252900 

3.861 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.743 

0.69 

0.040 

0.11 

0.01 

0.00 

0.00 

0.00 

0.12 

0.13 

0.33 

0.073 

0.11 

0.10 






Kalisil 

Command 

Bhander Sandstone 

1.016 

0.69 

0.040 

0.15 

0.02 

0.00 

0.00 

0.00 

0.16 

0.17 

0.45 

0.100 

0.15 

0.14 





Saline 

Kalisil 

Command 

Bhander Sandstone 

0.223 

0.69 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.022 

0.03 

0.03 


Simar 

0809000601250300 

6.792 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.183 

1.19 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.77 

1.03 

0.12 

0.012 

0.45 

0.33 







Non-command 

Quartzite 

0.050 

1.19 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Tursangpura 

0809000601251800 

5.120 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.497 

0.73 

0.040 

0.06 

0.00 

0.00 

0.00 

0.00 

0.10 

0.11 

0.23 

0.004 

0.17 

0.17 






Kalisil 

Command 

Bhander Sandstone 

0.014 

0.73 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Unchi Guwari 

0809000601250500 

9.889 

Saline 

Non-command 

Non-command 

Older Alluvium 

9.339 

1.01 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

1.14 

1.60 

0.01 

0.023 

0.55 

0.39 







Non-command 

Bhander Sandstone 

0.232 

1.01 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 

Sub Basin: Khari | 

07006044 

Bhairoon Khera (Hanootiya) 

0821000502546200 

2.253 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.990 

3.05 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.05 

0.04 

0.06 

0.004 

0.18 

0.22 


Bheemlat 

0824000202802100 

10.486 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.002 

2.70 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Deopura (Dewas) 

0821000502541400 

4.105 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.122 

3.10 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.000 

0.01 

0.01 


Deopura (Hanootiya) 

0821000502542000 

2.293 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.898 

2.85 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.02 

0.003 

0.14 

0.16 


Dhani Khera 

0821000502542100 

3.735 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.735 

2.72 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.15 

0.12 

0.04 

0.014 

0.37 

0.45 


Ganeshpura (Hanootiya) 

0821000502546400 

2.162 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.162 

2.67 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.11 

0.09 

0.12 

0.008 

0.39 

0.48 


Garwar 

0824000202802200 

1.700 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.011 

2.78 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 


Hanootiya 

0821000502542200 

19.840 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

14.926 

3.05 

0.015 

0.18 

0.02 

0.00 

0.00 

0.00 

0.84 

0.68 

0.63 

0.055 

0.29 

0.36 


Jaliya li 

0821000502546300 

38.185 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

10.842 

2.28 

0.015 

0.04 

0.00 

0.00 

0.00 

0.15 

0.26 

0.20 

0.10 

0.040 

0.11 

0.15 






Narayan Sagar 

Command 

Gneisses(B.G.C) 

0.279 

2.28 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.00 

0.00 


Kashipura 

0821000502542300 

0.434 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.434 

2.76 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.08 

0.002 

0.39 

0.49 


Pratappura-1 

0821000502541100 

1.817 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.656 

2.42 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.08 

0.002 

0.14 

0.17 


Ramgarh 

0821000502541300 

17.455 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

12.879 

2.86 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.62 

0.51 

0.26 

0.048 

0.26 

0.32 


Salarmala li 

0821000502546500 

2.906 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.576 

2.72 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.12 

0.006 

0.20 

0.25 


Shivpuri 

0821000502542400 

16.049 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.499 

2.55 

0.015 

0.01 

0.00 

0.00 

0.00 

0.02 

0.13 

0.10 

0.03 

0.013 

0.09 

0.11 


Topas 

0821000502541200 

0.253 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.253 

2.91 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.001 

0.37 

0.45 

07006045 

Ajgari 

0821000802576100 

11.017 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.152 

2.21 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.01 


Alamboo 

0821000902582500 

9.417 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.422 

1.85 

0.120 

0.07 

0.01 

0.00 

0.00 

0.01 

1.03 

1.09 

0.26 

0.013 

0.23 

0.22 







Non-command 

Gneisses(B.G.C) 

4.995 

1.85 

0.015 

0.07 

0.01 

0.00 

0.00 

0.01 

0.19 

0.20 

0.27 

0.014 

0.26 

0.25 


Aloli 

0821000902583300 

6.309 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.309 

0.70 

0.015 

0.15 

0.02 

0.00 

0.00 

0.02 

0.17 

0.16 

0.57 

0.018 

0.50 

0.53 


Amali 

0821000902585800 

5.227 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.963 

1.33 

0.120 

0.15 

0.04 

0.00 

0.00 

0.00 

0.58 

0.60 

0.59 

0.008 

0.30 

0.29 


Amali (Jooniyan) 

0821000902579500 

6.238 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.238 

1.32 

0.015 

0.09 

0.01 

0.00 

0.00 

0.04 

0.16 

0.14 

0.33 

0.018 

0.46 

0.54 


Amli Kaloosingh 

0824000302813500 

9.901 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.101 

0.64 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Arniya 

0822000602660500 

8.604 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.193 

1.33 

0.015 

0.03 

0.01 

0.00 

0.00 

0.08 

0.06 

0.05 

0.08 

0.017 

0.32 

0.37 







Non-command 

Gneisses(B.G.C) 

2.411 

1.33 

0.015 

0.01 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.02 

0.007 

0.13 

0.14 


Bajta 

0821000902583900 

11.668 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.750 

1.39 

0.120 

0.31 

0.08 

0.00 

0.00 

0.00 

1.69 

1.48 

1.21 

0.025 

0.35 

0.41 







Non-command 

Gneisses(B.G.C) 

2.334 

1.39 

0.015 

0.07 

0.02 

0.00 

0.00 

0.00 

0.10 

0.09 

0.29 

0.007 

0.09 

0.11 


Balapura 

0821000902582900 

4.617 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.097 

1.16 

0.120 

0.08 

0.02 

0.00 

0.00 

0.00 

0.63 

0.64 

0.29 

0.012 

0.45 

0.44 







Non-command 

Gneisses(B.G.C) 

0.520 

1.16 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.03 

0.001 

0.06 

0.06 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.12 

0.01 

393.81 

0.01 

0.01 

0.02 

0.01 

0.15 

- 

0.0200 

0.0085 

0.0137 

- 

0.042 

0.042 

0.064 

0.003 

0.060 

0.167 

277.37 

Over Exploited 

Khidarpur Jadoo 

0810000701327200 

0.22 

0.01 

2,799.84 

0.01 

- 

0.01 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.009 

0.017 

196.64 

Over Exploited 



0.22 

0.01 

2,556.72 

0.01 

- 

0.01 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.010 

0.014 

129.77 

Over Exploited 

Khoh 

0809000601250400 

0.22 

2.00 

50,111.70 

2.40 

- 

2.40 

0.03 

0.49 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

2.405 

0.120 

2.285 

0.149 

6.52 

Safe 

Kiradi 

0809000601250000 

0.22 

0.67 

47.13 

0.81 

0.01 

0.82 

0.04 

0.62 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.857 

0.043 

0.815 

0.349 

42.79 

Safe 

Kishorpura 

0809000601248700 

0.22 

0.05 

171.30 

0.06 

- 

0.06 

0.01 

0.23 

- 

- 

- 

- 

- 

- 

- 

0.062 

0.003 

0.059 

0.027 

44.79 

Safe 



0.22 

0.00 

4,340.54 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0009 

0.0015 

- 

0.002 

0.002 

0.003 

0.000 

0.002 

0.000 

5.83 

Safe 

Lokeshnagar 

0809000601253000 

0.12 

0.00 

1,007.62 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.018 

7,686.86 

Over Exploited 

Madhorajpura 

0809000601249200 

0.22 

0.20 

61.61 

0.24 

0.01 

0.25 

0.03 

0.56 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.287 

0.014 

0.273 

0.316 

115.86 

Over Exploited 



0.22 

0.00 

1,398.74 

0.00 

- 

0.00 

0.00 

0.06 

- 

0.0100 

0.0031 

0.0049 

- 

0.018 

0.018 

0.021 

0.001 

0.020 

0.048 

241.30 

Over Exploited 

Mangrol 

0809000601252800 

0.12 

0.00 

10,209.65 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Matoriya Ki Guwari 

0809000601254000 

0.22 

1.78 

196.05 

2.13 

- 

2.13 

0.02 

0.36 

- 

- 

- 

- 

- 

- 

- 

2.134 

0.107 

2.027 

0.059 

2.90 

Safe 

Nainiya Ki Guwari 

0809000601254200 

0.12 

0.08 

240.09 

0.10 

0.03 

0.12 

0.01 

0.17 

- 

- 

- 

- 

0.043 

0.043 

0.043 

0.167 

0.008 

0.159 

0.016 

10.16 

Safe 

Neemoda 

0809000601243500 

0.22 

0.01 

1,867.38 

0.01 

- 

0.01 

0.00 

0.04 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.022 

0.001 

0.021 

0.075 

364.53 

Over Exploited 



0.22 

0.00 

9,704.46 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0062 

0.0074 

- 

0.014 

0.014 

0.014 

0.001 

0.014 

0.025 

183.04 

Over Exploited 

Nisana 

0809000601250900 

0.22 

0.01 

783.16 

0.01 

0.01 

0.02 

0.01 

0.12 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.044 

0.002 

0.042 

0.145 

349.23 

Over Exploited 



0.22 

0.07 

267.35 

0.08 

0.01 

0.09 

0.02 

0.30 

- 

0.0400 

0.0234 

0.0282 

- 

0.092 

0.092 

0.186 

0.009 

0.177 

0.363 

205.02 

Over Exploited 



0.12 

0.02 

418.03 

0.02 

0.01 

0.03 

0.01 

0.20 

- 

0.0200 

0.0158 

0.0190 

- 

0.055 

0.055 

0.086 

0.004 

0.082 

0.182 

223.07 

Over Exploited 

Pardampura 

0809000601249500 

0.22 

0.36 

113.67 

0.44 

0.01 

0.45 

0.03 

0.49 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.469 

0.023 

0.445 

0.225 

50.45 

Safe 



0.06 

0.00 

71,999.41 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ramthara 

0809000601253700 

0.12 

0.00 

6,705.71 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.018 

23,206.82 

Over Exploited 



0.12 

0.00 

148,859.92 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.00 

1,641.87 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.020 

763.62 

Over Exploited 



0.12 

0.00 

1,068.66 

0.01 

- 

0.01 

0.00 

0.04 

- 

- 

0.0180 

0.0217 

- 

0.040 

0.040 

0.045 

0.002 

0.042 

0.026 

61.57 

Safe 

Rawatpura 

0809000601255200 

0.12 

0.00 

2,378.13 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

59.70 

Safe 

Rooppura 

0809000601249400 

0.22 

0.07 

94.17 

0.08 

0.01 

0.09 

0.04 

0.63 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.116 

0.006 

0.110 

0.145 

132.06 

Over Exploited 

Saimarda 

0809000601249900 

0.22 

0.01 

1,668.90 

0.01 

- 

0.01 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.025 

332.10 

Over Exploited 



0.22 

0.28 

152.29 

0.34 

- 

0.34 

0.02 

0.39 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.346 

0.017 

0.329 

0.075 

22.94 

Safe 

Sankra 

0810000301294900 

0.16 

0.00 

130,900.14 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sapotra 

0809000601252900 

0.12 

0.01 

1,222.13 

0.01 

0.01 

0.02 

0.01 

0.12 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.062 

0.003 

0.059 

0.401 

681.86 

Over Exploited 



0.12 

0.02 

828.02 

0.02 

0.02 

0.04 

0.01 

0.16 

- 

0.0500 

0.0209 

0.0252 

- 

0.096 

0.096 

0.138 

0.007 

0.131 

0.554 

421.37 

Over Exploited 



0.12 

0.00 

1,876.13 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

0.0046 

0.0055 

- 

0.010 

0.010 

0.011 

0.001 

0.011 

0.052 

489.41 

Over Exploited 

Simar 

0809000601250300 

0.22 

0.51 

102.70 

0.61 

- 

0.61 

0.03 

0.47 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.622 

0.031 

0.591 

0.130 

22.10 

Safe 



0.06 

0.00 

12,041.96 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Tursangpura 

0809000601251800 

0.12 

0.03 

249.16 

0.04 

- 

0.04 

0.01 

0.18 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.046 

0.002 

0.044 

0.238 

539.08 

Over Exploited 



0.12 

0.00 

15,957.03 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Unchi Guwari 

0809000601250500 

0.22 

1.13 

439,428.07 

1.36 

- 

1.36 

0.03 

0.58 

- 

- 

- 

- 

- 

- 

- 

1.361 

0.068 

1.293 

0.031 

2.36 

Safe 



0.12 

0.00 

3,331.86 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 


Sub Basin: Khari | 

Bhairoon Khera (Hanootiya) 

0821000502546200 

0.06 

0.01 

276.34 

0.01 

0.01 

0.02 

0.02 

0.20 

- 

0.0100 

- 

- 

0.016 

0.027 

0.027 

0.051 

0.003 

0.049 

0.062 

127.06 

Over Exploited 

Bheemlat 

0824000202802100 

0.05 

0.00 

998,684.39 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Deopura (Dewas) 

0821000502541400 

0.06 

0.00 

5,611.32 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.010 

10,056.08 

Over Exploited 

Deopura (Hanootiya) 

0821000502542000 

0.06 

0.01 

408.00 

0.01 

- 

0.01 

0.02 

0.15 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.010 

0.022 

224.36 

Over Exploited 

Dhani Khera 

0821000502542100 

0.06 

0.09 

35.82 

0.11 

0.01 

0.12 

0.04 

0.41 

0.01 

- 

- 

- 

0.022 

0.022 

0.032 

0.154 

0.008 

0.146 

0.052 

35.52 

Safe 

Ganeshpura (Hanootiya) 

0821000502546400 

0.06 

0.05 

65.26 

0.06 

0.01 

0.07 

0.04 

0.43 

0.01 

0.0100 

- 

- 

0.008 

0.018 

0.024 

0.095 

0.005 

0.090 

0.123 

136.92 

Over Exploited 

Garwar 

0824000202802200 

0.05 

0.00 

28,057.94 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

######### 

Over Exploited 

Hanootiya 

0821000502542200 

0.06 

0.28 

140.14 

0.34 

0.02 

0.36 

0.03 

0.32 

0.03 

0.0700 

- 

- 

- 

0.070 

0.103 

0.462 

0.023 

0.439 

0.689 

157.18 

Over Exploited 

Jaliya li 

0821000502546300 

0.06 

0.08 

147.59 

0.10 

0.15 

0.25 

0.01 

0.13 

- 

0.0100 

- 

- 

0.231 

0.241 

0.241 

0.492 

0.025 

0.468 

0.138 

29.56 

Safe 



0.06 

0.00 

13,768.01 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.001 

299.29 

Over Exploited 

Kashipura 

0821000502542300 

0.06 

0.01 

177.27 

0.01 

- 

0.01 

0.05 

0.44 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.025 

0.001 

0.023 

0.079 

337.29 

Over Exploited 

Pratappura-1 

0821000502541100 

0.06 

0.01 

498.72 

0.01 

0.00 

0.01 

0.02 

0.15 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.012 

0.020 

0.001 

0.019 

0.079 

416.12 

Over Exploited 

Ramgarh 

0821000502541300 

0.06 

0.22 

56,714.59 

0.26 

0.01 

0.27 

0.03 

0.30 

0.03 

0.0300 

- 

- 

- 

0.030 

0.058 

0.330 

0.016 

0.313 

0.307 

97.89 

Critical 

Salarmala li 

0821000502546500 

0.06 

0.02 

258.47 

0.03 

0.00 

0.03 

0.02 

0.23 

0.00 

0.0100 

- 

- 

0.003 

0.013 

0.015 

0.042 

0.002 

0.040 

0.121 

305.05 

Over Exploited 

Shivpuri 

0821000502542400 

0.06 

0.02 

426.43 

0.02 

0.02 

0.04 

0.01 

0.10 

0.00 

- 

- 

- 

0.023 

0.023 

0.026 

0.065 

0.003 

0.062 

0.042 

67.85 

Safe 

Topas 

0821000502541200 

0.06 

0.01 

179.24 

0.01 

0.00 

0.01 

0.05 

0.41 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.019 

0.001 

0.018 

0.049 

270.93 

Over Exploited 

Ajgari 

0821000802576100 

0.06 

0.00 

6,831.31 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Alamboo 

0821000902582500 

0.20 

0.21 

423.65 

0.25 

0.02 

0.27 

0.02 

0.25 

- 

0.0300 

- 

- 

0.018 

0.048 

0.048 

0.319 

0.016 

0.303 

0.272 

89.59 

Semi Critical 



0.07 

0.10 

104.68 

0.12 

0.02 

0.14 

0.02 

0.29 

- 

0.0300 

- 

- 

0.012 

0.042 

0.042 

0.178 

0.009 

0.169 

0.283 

167.40 

Over Exploited 

Aloli 

0821000902583300 

0.07 

0.23 

(30.43) 

0.19 

0.04 

0.23 

0.04 

0.54 

- 

0.0600 

- 

- 

0.036 

0.096 

0.096 

0.327 

0.016 

0.311 

0.584 

187.88 

Over Exploited 

Amali 

0821000902585800 

0.20 

0.18 

238.97 

0.21 

0.04 

0.25 

0.03 

0.32 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

0.364 

0.018 

0.346 

0.602 

174.32 

Over Exploited 

Amali (Jooniyan) 

0821000902579500 

0.07 

0.22 

(34.80) 

0.17 

0.05 

0.22 

0.04 

0.51 

- 

0.0600 

- 

- 

0.062 

0.122 

0.122 

0.346 

0.017 

0.328 

0.344 

104.67 

Over Exploited 

Amli Kaloosingh 

0824000302813500 

0.07 

0.00 

(1,483.19) 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.005 

0.000 

0.005 

0.000 

6.05 

Safe 

Arniya 

0822000602660500 

0.08 

0.16 

(66.67) 

0.13 

0.09 

0.22 

0.03 

0.35 

- 

0.0200 

- 

- 

0.124 

0.144 

0.144 

0.365 

0.018 

0.346 

0.101 

29.07 

Safe 



0.07 

0.02 

8.21 

0.02 

0.03 

0.05 

0.01 

0.14 

- 

- 

- 

- 

0.048 

0.048 

0.048 

0.103 

0.005 

0.098 

0.031 

31.27 

Safe 

Bajta 

0821000902583900 

0.20 

0.62 

136.83 

0.75 

0.08 

0.83 

0.03 

0.38 

- 

0.2300 

- 

- 

- 

0.230 

0.230 

1.059 

0.053 

1.006 

1.235 

122.74 

Over Exploited 



0.07 

0.02 

423.21 

0.02 

0.02 

0.04 

0.01 

0.10 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.090 

0.004 

0.085 

0.295 

345.43 

Over Exploited 

Balapura 

0821000902582900 

0.20 

0.37 

72.90 

0.44 

0.02 

0.47 

0.04 

0.49 

- 

0.0500 

- 

- 

0.004 

0.054 

0.054 

0.521 

0.026 

0.495 

0.304 

61.37 

Safe 



0.07 

0.00 

582.41 

0.00 

0.00 

0.01 

0.00 

0.06 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.023 

0.001 

0.022 

0.030 

138.40 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Baneriya 

082100090258550C 

1.506 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.411 

1.15 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.04 

0.04 

0.07 

0.004 

0.51 

0.52 


Barla 

0822000602660600 

11.499 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.435 

0.25 

0.015 

0.11 

0.03 

0.00 

0.00 

0.03 

0.08 

0.07 

0.40 

0.026 

0.35 

0.40 


Barla (Taswariyaka) 

0824000302814400 

11.876 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.559 

2.39 

0.100 

0.05 

0.01 

0.00 

0.00 

0.03 

0.63 

0.72 

0.21 

0.007 

0.11 

0.10 







Non-command 

Phyllite & Schist 

0.260 

2.39 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.03 

0.001 

0.01 

0.01 






Arwar 

Command 

Older Alluvium 

1.340 

2.39 

0.100 

0.03 

0.01 

0.00 

0.00 

0.00 

0.34 

0.39 

0.11 

0.004 

0.06 

0.05 







Command 

Phyllite & Schist 

0.735 

2.39 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.05 

0.06 

0.10 

0.002 

0.03 

0.03 


Barla (arwar Ka) 

0824000302810500 

2.915 

Fresh 

Arwar 

Command 

Gneisses(B.G.C) 

0.590 

1.44 

0.011 

0.12 

0.02 

0.00 

0.00 

0.00 

0.11 

0.09 

0.46 

0.002 

0.10 

0.11 


Beejwar 

0822000602660400 

17.435 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.076 

1.24 

0.015 

0.22 

0.03 

0.00 

0.00 

0.04 

0.30 

0.26 

0.85 

0.022 

0.20 

0.23 







Non-command 

Gneisses(B.G.C) 

6.522 

1.24 

0.015 

0.13 

0.02 

0.00 

0.00 

0.06 

0.17 

0.15 

0.49 

0.018 

0.16 

0.18 


Beeliya 

0821000702563700 

3.744 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.072 

0.99 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 



0821000802576400 

7.713 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.015 

1.78 

0.015 

0.02 

0.00 

0.00 

0.00 

0.02 

0.14 

0.12 

0.08 

0.012 

0.30 

0.36 


Beerwara 

0821000902580500 

4.703 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.703 

1.80 

0.015 

0.07 

0.02 

0.00 

0.00 

0.01 

0.16 

0.14 

0.28 

0.013 

0.47 

0.55 


Beh Ka Khera 

0824000302813200 

4.270 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.732 

0.55 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.03 

0.005 

0.20 

0.23 


Bhandawas 

0821000902583600 

4.087 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.163 

0.49 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.02 

0.02 







Non-command 

Gneisses(B.G.C) 

3.924 

0.49 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.09 

0.08 

0.26 

0.011 

0.48 

0.53 


Bharai 

0821000902580400 

8.534 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.534 

2.32 

0.015 

0.19 

0.03 

0.00 

0.00 

0.11 

0.35 

0.30 

0.74 

0.024 

0.48 

0.55 


Bheemrawas 

0821000902582400 

19.384 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

13.656 

1.55 

0.015 

0.16 

0.04 

0.00 

0.00 

0.00 

0.44 

0.40 

0.58 

0.039 

0.34 

0.37 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.728 

1.55 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.15 

0.14 

0.09 

0.016 

0.14 

0.15 


Bogla 

0821000902581100 

11.070 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.407 

0.86 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.04 

0.001 

0.02 

0.02 







Non-command 

Phyllite & Schist 

8.035 

0.86 

0.020 

0.19 

0.03 

0.00 

0.00 

0.04 

0.26 

0.22 

0.74 

0.023 

0.34 

0.38 







Non-command 

Gneisses(B.G.C) 

2.629 

0.86 

0.015 

0.06 

0.01 

0.00 

0.00 

0.01 

0.08 

0.07 

0.24 

0.008 

0.11 

0.13 


Chak Beeliya 

0821000802576200 

2.086 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.041 

1.82 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.00 

0.005 

0.46 

0.54 


Chand Thali 

0821000902584000 

5.784 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.774 

0.18 

0.120 

0.14 

0.03 

0.00 

0.00 

0.02 

0.21 

0.18 

0.53 

0.016 

0.46 

0.54 


Chandali 

0821000802576000 

12.213 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.126 

2.14 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.003 

0.04 

0.05 


Chandma 

0824000302811700 

11.517 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.876 

1.65 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.49 

0.50 

0.03 

0.008 

0.12 

0.12 







Non-command 

Gneisses(B.G.C) 

6.306 

1.65 

0.011 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.14 

0.08 

0.018 

0.27 

0.26 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.195 

1.65 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.01 

0.006 

0.09 

0.09 


Chapaneri 

0821000702563900 

24.096 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.561 

3.28 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.03 

0.001 

0.01 

0.01 


Chawandiya 

0821000702563500 

4.517 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.517 

1.73 

0.015 

0.04 

0.01 

0.00 

0.00 

0.06 

0.08 

0.06 

0.14 

0.011 

0.44 

0.56 


Chosla 

0821000902584100 

13.040 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.576 

1.32 

0.120 

0.07 

0.01 

0.00 

0.00 

0.21 

0.42 

0.35 

0.28 

0.010 

0.14 

0.16 


Dabarkalan 

0822000602660900 

20.384 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.312 

0.89 

0.080 

0.03 

0.01 

0.00 

0.00 

0.10 

0.22 

0.19 

0.12 

0.012 

0.10 

0.11 


Deokhera 

0821000902582100 

3.020 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.146 

0.97 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.000 

0.02 

0.02 







Non-command 

Gneisses(B.G.C) 

2.874 

0.97 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.11 

0.11 

0.33 

0.008 

0.48 

0.48 


Deokheri 

0821000902583800 

4.503 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.326 

0.88 

0.015 

0.07 

0.01 

0.00 

0.00 

0.01 

0.11 

0.10 

0.27 

0.012 

0.47 

0.53 


Deopura 

0821000902581700 

4.315 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.315 

0.85 

0.015 

0.10 

0.02 

0.00 

0.00 

0.01 

0.12 

0.11 

0.40 

0.012 

0.49 

0.52 



0821000902582700 

9.994 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.839 

1.47 

0.120 

0.10 

0.01 

0.00 

0.00 

0.02 

1.28 

1.34 

0.37 

0.020 

0.34 

0.33 







Non-command 

Gneisses(B.G.C) 

3.155 

1.47 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.10 

0.14 

0.009 

0.16 

0.15 


Deoriya 

0824000302812600 

6.142 

Fresh 

Arwar 

Command 

Gneisses(B.G.C) 

6.142 

1.12 

0.011 

0.05 

0.01 

0.00 

0.00 

0.01 

0.10 

0.09 

0.16 

0.017 

0.49 

0.56 


Dhanop 

0824000302811100 

28.164 

Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.090 

0.86 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.006 

0.04 

0.04 


Dhoondhari 

0821000902581200 

13.176 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.763 

0.44 

0.120 

0.63 

0.09 

0.00 

0.00 

0.00 

1.16 

1.02 

2.46 

0.034 

0.42 

0.48 







Non-command 

Phyllite & Schist 

0.710 

0.44 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.02 

0.02 

0.13 

0.002 

0.03 

0.03 







Non-command 

Gneisses(B.G.C) 

0.703 

0.44 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.02 

0.02 

0.13 

0.002 

0.03 

0.03 


Diyas 

0824000302813000 

7.393 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.566 

1.13 

0.020 

0.06 

0.01 

0.00 

0.00 

0.01 

0.10 

0.09 

0.22 

0.007 

0.17 

0.20 







Non-command 

Gneisses(B.G.C) 

0.821 

1.13 

0.011 

0.01 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.05 

0.002 

0.05 

0.06 






Arwar 

Command 

Phyllite & Schist 

0.300 

1.13 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.001 

0.02 

0.02 







Command 

Gneisses(B.G.C) 

3.110 

1.13 

0.011 

0.05 

0.01 

0.00 

0.00 

0.03 

0.05 

0.04 

0.21 

0.009 

0.20 

0.24 


Ganpatiya Khera 

0824000302811400 

5.421 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.000 

1.58 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.819 

1.58 

0.011 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.05 

0.011 

0.34 

0.35 


Gegwa 

0824000302812500 

1.720 

Fresh 

Arwar 

Command 

Gneisses(B.G.C) 

1.706 

0.86 

0.011 

0.14 

0.02 

0.00 

0.00 

0.00 

0.13 

0.12 

0.55 

0.005 

0.48 

0.54 


Ghatiyali 

0821000902584400 

25.904 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.009 

1.11 

0.015 

0.29 

0.04 

0.00 

0.00 

0.00 

0.37 

0.32 

1.12 

0.020 

0.14 

0.16 


Gopalpura 

0821000802577100 

4.457 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.893 

1.26 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.08 

0.17 

0.007 

0.31 

0.34 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.564 

1.26 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.03 

0.004 

0.17 

0.18 


Gothra 

0821000902582800 

3.179 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.552 

1.47 

0.120 

0.11 

0.02 

0.00 

0.00 

0.00 

0.54 

0.58 

0.43 

0.007 

0.41 

0.38 







Non-command 

Phyllite & Schist 

0.249 

1.47 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.001 

0.04 

0.04 


Gulgaon 

0821000902583500 

10.257 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.731 

-0.11 

0.120 

0.28 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

1.11 

0.014 

0.22 

0.25 







Non-command 

Gneisses(B.G.C) 

5.526 

-0.11 

0.015 

0.30 

0.07 

0.00 

0.00 

0.04 

0.00 

0.00 

1.16 

0.016 

0.26 

0.29 


Gurha Kalan 

0821000702565300 

16.435 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.305 

1.64 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.01 


Hanspura 

0824000302812300 

4.166 

Fresh 

Arwar 

Command 

Gneisses(B.G.C) 

4.166 

1.40 

0.011 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.04 

0.00 

0.012 

0.49 

0.51 


Hukampura 

0824000302812200 

6.725 

Fresh 

Arwar 

Command 

Gneisses(B.G.C) 

6.469 

1.61 

0.011 

0.03 

0.01 

0.00 

0.00 

0.00 

0.13 

0.14 

0.10 

0.018 

0.48 

0.45 


Jaliya 

0821000802576500 

10.246 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.836 

1.17 

0.015 

0.04 

0.00 

0.00 

0.00 

0.05 

0.13 

0.11 

0.13 

0.019 

0.35 

0.43 


Jaswantpura 

0821000902585100 

4.160 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.251 

1.48 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.05 

0.001 

0.03 

0.04 


Jetpura 

0821000702565700 

10.070 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

9.387 

1.12 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.19 

0.16 

0.09 

0.023 

0.42 

0.51 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.633 

1.12 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.03 

0.03 


Kachariya 

0821000702563300 

7.727 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.562 

1.19 

0.015 

0.04 

0.00 

0.00 

0.00 

0.04 

0.13 

0.11 

0.13 

0.019 

0.44 

0.54 



0821000902582300 

7.889 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.889 

1.59 

0.015 

0.31 

0.08 

0.00 

0.00 

0.06 

0.36 

0.33 

1.20 

0.023 

0.48 

0.53 


Kadera 

0821000902582600 

27.254 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.014 

1.80 

0.120 

0.15 

0.02 

0.00 

0.00 

0.01 

2.28 

2.36 

0.57 

0.029 

0.18 

0.18 







Non-command 

Gneisses(B.G.C) 

17.240 

1.80 

0.015 

0.23 

0.03 

0.00 

0.00 

0.02 

0.65 

0.67 

0.87 

0.049 

0.32 

0.31 


Kadolai 

0821000702565900 

6.916 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.055 

1.34 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Baneriya 

0821000902585500 

0.07 

0.05 

(28.89) 

0.04 

0.01 

0.05 

0.04 

0.55 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.066 

0.003 

0.063 

0.071 

113.43 

Over Exploited 

Barla 

0822000602660600 

0.08 

0.26 

(72.84) 

0.21 

0.06 

0.28 

0.03 

0.38 

- 

0.0800 

- 

- 

0.051 

0.131 

0.131 

0.406 

0.020 

0.386 

0.429 

111.11 

Over Exploited 

Barla (Taswariyaka) 

0824000302814400 

0.20 

0.06 

1,185.58 

0.07 

0.04 

0.10 

0.01 

0.12 

- 

0.0400 

- 

- 

0.038 

0.078 

0.078 

0.181 

0.009 

0.172 

0.217 

126.07 

Over Exploited 



0.07 

0.00 

12,208.82 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.011 

0.001 

0.010 

0.030 

294.69 

Over Exploited 



0.20 

0.02 

2,447.85 

0.02 

0.01 

0.03 

0.00 

0.06 

- 

0.0200 

0.0004 

0.0005 

- 

0.021 

0.021 

0.049 

0.002 

0.047 

0.113 

240.19 

Over Exploited 



0.07 

0.00 

3,702.39 

0.00 

0.01 

0.01 

0.00 

0.03 

- 

0.0200 

0.0002 

0.0003 

0.000 

0.021 

0.021 

0.033 

0.002 

0.031 

0.103 

330.18 

Over Exploited 

Barla (arwar Ka) 

0824000302810500 

0.04 

0.00 

3,917.17 

0.00 

0.02 

0.02 

0.01 

0.10 

- 

0.0500 

0.0001 

0.0001 

0.001 

0.051 

0.051 

0.074 

0.004 

0.070 

0.466 

663.06 

Over Exploited 

Beejwar 

0822000602660400 

0.08 

0.13 

101.64 

0.16 

0.07 

0.23 

0.02 

0.22 

- 

0.1600 

- 

- 

0.064 

0.224 

0.224 

0.453 

0.023 

0.431 

0.867 

201.31 

Over Exploited 



0.07 

0.07 

107.73 

0.09 

0.08 

0.17 

0.01 

0.18 

- 

0.0900 

- 

- 

0.085 

0.175 

0.175 

0.340 

0.017 

0.323 

0.503 

155.48 

Over Exploited 

Beeliya 

0821000702563700 

0.04 

0.00 

3,168.65 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 


0821000802576400 

0.06 

0.10 

19.78 

0.12 

0.02 

0.13 

0.03 

0.33 

- 

0.0200 

- 

- 

0.025 

0.045 

0.045 

0.177 

0.009 

0.168 

0.096 

56.99 

Safe 

Beerwara 

0821000902580500 

0.07 

0.17 

(16.20) 

0.14 

0.03 

0.17 

0.05 

0.52 

- 

0.0500 

- 

- 

0.022 

0.072 

0.072 

0.246 

0.012 

0.234 

0.291 

124.52 

Over Exploited 

Beh Ka Khera 

0824000302813200 

0.07 

0.02 

(36.00) 

0.02 

0.01 

0.03 

0.01 

0.21 

- 

0.0100 

- 

- 

0.016 

0.026 

0.026 

0.057 

0.003 

0.054 

0.034 

62.83 

Safe 

Bhandawas 

0821000902583600 

0.20 

0.00 

1,234.99 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.011 

1,561.08 

Over Exploited 



0.07 

0.14 

(44.05) 

0.11 

0.01 

0.12 

0.04 

0.52 

- 

0.0500 

- 

- 

0.003 

0.053 

0.053 

0.177 

0.009 

0.168 

0.270 

160.62 

Over Exploited 

Bharai 

0821000902580400 

0.07 

0.30 

(0.92) 

0.30 

0.14 

0.44 

0.04 

0.52 

- 

0.1400 

- 

- 

0.166 

0.306 

0.306 

0.747 

0.037 

0.710 

0.763 

107.54 

Over Exploited 

Bheemrawas 

0821000902582400 

0.07 

0.34 

16.47 

0.40 

0.04 

0.44 

0.03 

0.37 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

0.549 

0.027 

0.522 

0.615 

117.92 

Over Exploited 



0.06 

0.05 

188.26 

0.06 

0.01 

0.07 

0.01 

0.15 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.088 

0.004 

0.084 

0.106 

126.99 

Over Exploited 

Bogla 

0821000902581100 

0.20 

0.00 

3,024.11 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.018 

0.001 

0.017 

0.044 

255.81 

Over Exploited 



0.07 

0.20 

11.01 

0.22 

0.07 

0.30 

0.03 

0.36 

- 

0.1400 

- 

- 

0.064 

0.204 

0.204 

0.501 

0.025 

0.476 

0.762 

160.23 

Over Exploited 



0.07 

0.02 

213.44 

0.03 

0.02 

0.04 

0.01 

0.12 

- 

0.0500 

- 

- 

0.010 

0.061 

0.061 

0.103 

0.005 

0.098 

0.248 

252.25 

Over Exploited 

Chak Beeliya 

0821000802576200 

0.06 

0.06 

(24.33) 

0.05 

0.00 

0.05 

0.04 

0.51 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.055 

0.003 

0.053 

0.005 

9.32 

Safe 

Chand Thali 

0821000902584000 

0.20 

0.54 

(65.88) 

0.43 

0.05 

0.48 

0.04 

0.50 

- 

0.1000 

- 

- 

0.034 

0.134 

0.134 

0.617 

0.031 

0.587 

0.545 

92.99 

Critical 

Chandali 

0821000802576000 

0.06 

0.00 

885.83 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.003 

0.015 

420.90 

Over Exploited 

Chandma 

0824000302811700 

0.20 

0.07 

604.03 

0.09 

- 

0.09 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.085 

0.004 

0.081 

0.033 

40.79 

Safe 



0.04 

0.07 

103.23 

0.08 

- 

0.08 

0.02 

0.29 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.092 

0.005 

0.087 

0.094 

107.19 

Over Exploited 



0.04 

0.01 

397.37 

0.01 

- 

0.01 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.000 

0.009 

0.016 

170.88 

Over Exploited 

Chapaneri 

0821000702563900 

0.04 

0.00 

10,964.55 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.033 

12,915.19 

Over Exploited 

Chawandiya 

0821000702563500 

0.04 

0.08 

(21.87) 

0.07 

0.07 

0.14 

0.04 

0.48 

- 

0.0300 

- 

- 

0.097 

0.127 

0.127 

0.267 

0.013 

0.254 

0.151 

59.57 

Safe 

Chosla 

0821000902584100 

0.20 

0.10 

259.05 

0.12 

0.22 

0.34 

0.01 

0.15 

- 

0.0500 

- 

- 

0.314 

0.364 

0.364 

0.700 

0.035 

0.665 

0.291 

43.80 

Safe 

Dabarkalan 

0822000602660900 

0.15 

0.06 

210.87 

0.07 

0.11 

0.19 

0.01 

0.10 

- 

0.0200 

- 

- 

0.157 

0.177 

0.177 

0.367 

0.018 

0.348 

0.127 

36.37 

Safe 

Deokhera 

0821000902582100 

0.20 

0.00 

3,668.91 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.022 

2,775.69 

Over Exploited 



0.07 

0.10 

4.52 

0.11 

0.01 

0.12 

0.04 

0.52 

- 

0.0400 

- 

- 

0.006 

0.046 

0.046 

0.167 

0.008 

0.158 

0.334 

210.91 

Over Exploited 

Deokheri 

0821000902583800 

0.07 

0.15 

(35.21) 

0.12 

0.02 

0.14 

0.04 

0.51 

- 

0.0300 

- 

- 

0.008 

0.038 

0.038 

0.174 

0.009 

0.166 

0.281 

169.75 

Over Exploited 

Deopura 

0821000902581700 

0.07 

0.16 

(27.95) 

0.13 

0.03 

0.16 

0.04 

0.54 

- 

0.0500 

- 

- 

0.022 

0.072 

0.072 

0.234 

0.012 

0.222 

0.415 

187.10 

Over Exploited 


0821000902582700 

0.20 

0.47 

183.06 

0.57 

0.03 

0.60 

0.03 

0.37 

- 

0.0400 

- 

- 

0.030 

0.070 

0.070 

0.669 

0.033 

0.635 

0.387 

60.86 

Safe 



0.07 

0.04 

176.34 

0.04 

0.01 

0.06 

0.01 

0.17 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.078 

0.004 

0.074 

0.153 

207.55 

Over Exploited 

Deoriya 

0824000302812600 

0.04 

0.12 

(25.62) 

0.10 

0.02 

0.12 

0.03 

0.52 

- 

0.0200 

0.0015 

0.0014 

0.021 

0.044 

0.044 

0.163 

0.008 

0.155 

0.179 

115.31 

Over Exploited 

Dhanop 

0824000302811100 

0.04 

0.00 

793.79 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.003 

0.025 

731.19 

Over Exploited 

Dhoondhari 

0821000902581200 

0.20 

0.99 

2.61 

1.02 

0.09 

1.11 

0.04 

0.46 

- 

0.2800 

- 

- 

0.004 

0.284 

0.284 

1.394 

0.070 

1.324 

2.496 

188.49 

Over Exploited 



0.07 

0.00 

1,516.97 

0.00 

0.01 

0.01 

0.00 

0.03 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.035 

0.002 

0.033 

0.136 

407.35 

Over Exploited 



0.07 

0.00 

1,489.19 

0.00 

0.01 

0.01 

0.00 

0.03 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.034 

0.002 

0.032 

0.136 

424.66 

Over Exploited 

Diyas 

0824000302813000 

0.07 

0.03 

173.56 

0.04 

0.02 

0.06 

0.01 

0.18 

- 

0.0200 

- 

- 

0.012 

0.032 

0.032 

0.087 

0.004 

0.083 

0.223 

268.64 

Over Exploited 



0.04 

0.00 

492.93 

0.00 

0.01 

0.01 

0.00 

0.06 

- 

0.0100 

- 

- 

0.012 

0.022 

0.022 

0.032 

0.002 

0.030 

0.056 

186.38 

Over Exploited 



0.07 

0.00 

2,322.55 

0.00 

0.00 

0.01 

0.00 

0.02 

- 

- 

0.0001 

0.0001 

0.007 

0.007 

0.007 

0.013 

0.001 

0.012 

0.030 

249.60 

Over Exploited 



0.04 

0.03 

69.82 

0.03 

0.04 

0.07 

0.01 

0.22 

- 

0.0200 

0.0008 

0.0007 

0.042 

0.063 

0.063 

0.132 

0.007 

0.125 

0.214 

170.55 

Over Exploited 

Ganpatiya Khera 

0824000302811400 

0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.05 

60.26 

0.06 

- 

0.06 

0.03 

0.37 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.073 

0.004 

0.069 

0.064 

92.32 

Critical 

Gegwa 

0824000302812500 

0.04 

0.03 

263.61 

0.04 

0.02 

0.06 

0.03 

0.52 

- 

0.0600 

0.0004 

0.0004 

0.003 

0.064 

0.064 

0.126 

0.006 

0.119 

0.556 

465.60 

Over Exploited 

Ghatiyali 

0821000902584400 

0.07 

0.07 

735,926.03 

0.09 

0.04 

0.13 

0.01 

0.15 

- 

0.1300 

- 

- 

- 

0.130 

0.130 

0.257 

0.013 

0.244 

1.143 

467.64 

Over Exploited 

Gopalpura 

0821000802577100 

0.06 

0.06 

36.57 

0.07 

0.01 

0.08 

0.03 

0.33 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.107 

0.005 

0.101 

0.175 

172.60 

Over Exploited 



0.06 

0.02 

128.82 

0.02 

- 

0.02 

0.01 

0.18 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.029 

0.001 

0.027 

0.038 

138.85 

Over Exploited 

Gothra 

0821000902582800 

0.20 

0.21 

177.87 

0.25 

0.02 

0.27 

0.03 

0.44 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.322 

0.016 

0.306 

0.439 

143.69 

Over Exploited 



0.07 

0.00 

2,410.06 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.039 

4,557.95 

Over Exploited 

Gulgaon 

0821000902583500 

0.20 

0.21 

- 

0.21 

0.07 

0.29 

0.02 

0.24 

- 

0.1300 

- 

- 

0.004 

0.134 

0.134 

0.420 

0.042 

0.378 

1.126 

297.59 

Over Exploited 



0.07 

0.11 

- 

0.11 

0.11 

0.22 

0.02 

0.29 

- 

0.1300 

- 

- 

0.060 

0.190 

0.190 

0.409 

0.041 

0.368 

1.178 

320.01 

Over Exploited 

Gurha Kalan 

0821000702565300 

0.04 

0.00 

5,681.17 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

9,620.64 

Over Exploited 

Hanspura 

0824000302812300 

0.04 

0.08 

(54.38) 

0.07 

0.03 

0.09 

0.04 

0.53 

- 

- 

0.0010 

0.0010 

0.038 

0.040 

0.040 

0.131 

0.007 

0.125 

0.012 

9.27 

Safe 

Hukampura 

0824000302812200 

0.04 

0.12 

12.29 

0.14 

0.01 

0.15 

0.04 

0.52 

- 

0.0200 

0.0019 

0.0023 

0.003 

0.028 

0.028 

0.180 

0.009 

0.171 

0.115 

67.19 

Safe 

Jaliya 

0821000802576500 

0.06 

0.17 

(36.91) 

0.14 

0.05 

0.18 

0.03 

0.39 

- 

0.0200 

- 

- 

0.068 

0.088 

0.088 

0.273 

0.014 

0.260 

0.151 

58.10 

Safe 

Jaswantpura 

0821000902585100 

0.07 

0.00 

2,204.79 

0.00 

- 

0.00 

0.00 

0.04 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.049 

477.96 

Over Exploited 

Jetpura 

0821000702565700 

0.04 

0.16 

(4.59) 

0.16 

- 

0.16 

0.04 

0.46 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.166 

0.008 

0.158 

0.109 

69.35 

Safe 



0.04 

0.00 

1,119.33 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.013 

1,529.03 

Over Exploited 

Kachariya 

0821000702563300 

0.04 

0.14 

(21.70) 

0.11 

0.04 

0.15 

0.04 

0.48 

- 

0.0100 

- 

- 

0.066 

0.076 

0.076 

0.229 

0.011 

0.217 

0.149 

68.54 

Safe 


0821000902582300 

0.07 

0.28 

17.15 

0.33 

0.14 

0.47 

0.04 

0.53 

- 

0.2300 

- 

- 

0.083 

0.313 

0.313 

0.780 

0.039 

0.741 

1.223 

165.02 

Over Exploited 

Kadera 

0821000902582600 

0.20 

0.37 

539.88 

0.44 

0.03 

0.48 

0.02 

0.20 

- 

0.0600 

- 

- 

0.021 

0.081 

0.081 

0.558 

0.028 

0.530 

0.601 

113.30 

Over Exploited 



0.07 

0.41 

64.36 

0.49 

0.05 

0.54 

0.03 

0.34 

- 

0.1000 

- 

- 

0.032 

0.132 

0.132 

0.670 

0.033 

0.636 

0.923 

145.12 

Over Exploited 

Kadolai 

0821000702565900 

0.04 

0.00 

11,496.19 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.860 

1.34 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.14 

0.04 

0.017 

0.47 

0.51 


Kajoriya 

0824000302814500 

8.801 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.214 

2.26 

0.100 

0.05 

0.01 

0.00 

0.00 

0.01 

0.53 

0.60 

0.19 

0.006 

0.13 

0.11 







Non-command 

Phyllite & Schist 

0.873 

2.26 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.13 

0.002 

0.05 

0.04 


Kalera Krishna Gopal 

0821000902581000 

9.342 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

9.342 

0.99 

0.015 

0.08 

0.01 

0.00 

0.00 

0.02 

0.19 

0.17 

0.30 

0.027 

0.47 

0.54 


Kali Talai Ka Khera 

0821000902581800 

5.386 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.262 

0.55 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.02 

0.03 







Non-command 

Gneisses(B.G.C) 

5.124 

0.55 

0.015 

0.05 

0.01 

0.00 

0.00 

0.06 

0.02 

0.02 

0.18 

0.015 

0.46 

0.52 


Kalyanpura 

0821000802577000 

2.674 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.674 

1.25 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.05 

0.04 

0.02 

0.006 

0.47 

0.54 


Kanai Kalan 

0821000702563000 

14.449 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.258 

0.67 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Kanai Khurd 

0821000702563100 

8.603 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.070 

1.15 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kanechhan Kalan 

0824000302813900 

27.912 

Fresh 

Arwar 

Command 

Gneisses(B.G.C) 

0.574 

1.72 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.01 

0.01 


Kanechhan Khurd 

0824000302813700 

7.182 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.007 

1.47 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kekri (M) 

0821000942109000 

29.193 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

11.282 

1.78 

0.015 

0.32 

0.00 

0.00 

0.00 

0.04 

0.58 

0.50 

0.00 

0.970 

0.18 

0.21 


Kekri (Rural) 

0821000902579900 

17.860 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

17.860 

0.49 

0.015 

0.55 

0.13 

0.00 

0.00 

0.06 

0.49 

0.42 

2.13 

0.051 

0.48 

0.55 


Kerot 

0821000702565800 

16.836 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.836 

1.41 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.002 

0.02 

0.03 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

15.906 

1.41 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.37 

0.33 

0.05 

0.040 

0.44 

0.50 


Khamor 

0824000302813400 

29.579 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.719 

0.36 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.008 

0.04 

0.05 







Non-command 

Gneisses(B.G.C) 

0.031 

0.36 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khawas 

0821000902582000 

17.910 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

17.910 

1.54 

0.015 

0.46 

0.11 

0.00 

0.00 

0.16 

0.60 

0.55 

1.76 

0.051 

0.48 

0.53 


Khera Hetam 

0824000302811300 

3.599 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.057 

1.55 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.509 

1.55 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.05 

0.007 

0.34 

0.35 


Kheri 

0821000802576800 

5.244 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.244 

1.00 

0.015 

0.14 

0.02 

0.00 

0.00 

0.01 

0.18 

0.16 

0.55 

0.013 

0.47 

0.55 


Kohra 

0821000902580800 

11.658 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

11.658 

1.43 

0.015 

0.08 

0.01 

0.00 

0.00 

0.12 

0.20 

0.17 

0.26 

0.033 

0.47 

0.55 


Kurthal 

0821000702565600 

16.190 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.049 

1.67 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.07 

0.003 

0.03 

0.04 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

9.146 

1.67 

0.015 

0.14 

0.02 

0.00 

0.00 

0.00 

0.35 

0.29 

0.52 

0.023 

0.26 

0.31 


Laxmipura 

0821000702563400 

2.304 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.704 

0.45 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.002 

0.13 

0.17 


Madhopura 

0821000902585600 

1.632 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.499 

1.16 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.001 

0.16 

0.17 


Malera 

0822000602660800 

12.966 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.557 

-0.79 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.004 

0.05 

0.06 







Non-command 

Phyllite & Schist 

5.629 

-0.79 

0.015 

0.03 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.12 

0.015 

0.19 

0.21 


Mali Khera @ Maganpura 

0824000302810900 

2.339 

Fresh 

Arwar 

Command 

Gneisses(B.G.C) 

0.041 

1.07 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Mandha 

0821000902579700 

7.250 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.952 

1.59 

0.015 

0.03 

0.00 

0.00 

0.00 

0.02 

0.18 

0.15 

0.09 

0.020 

0.46 

0.53 


Mataji Ka Khera 

0824000302810800 

2.497 

Fresh 

Arwar 

Command 

Gneisses(B.G.C) 

0.215 

0.55 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.001 

0.04 

0.05 


Meenon Ka Naya Gaon 

0821000902581400 

2.632 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.632 

-0.13 

0.120 

0.10 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.008 

0.48 

0.54 


Mehroo Kalan 

0821000902583000 

19.118 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.455 

1.12 

0.120 

0.20 

0.05 

0.00 

0.00 

0.02 

1.13 

1.12 

0.78 

0.021 

0.20 

0.20 







Non-command 

Gneisses(B.G.C) 

11.663 

1.12 

0.015 

0.28 

0.07 

0.00 

0.00 

0.07 

0.34 

0.33 

1.09 

0.033 

0.31 

0.32 


Mehroo Khurd 

0821000902585700 

2.890 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.841 

1.24 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.16 

0.13 

0.002 

0.16 

0.15 







Non-command 

Gneisses(B.G.C) 

0.456 

1.24 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.06 

0.001 

0.08 

0.08 


Meoda Kalan 

0821000902579300 

22.008 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.047 

2.13 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Meoda Khurd 

0821000902580200 

10.241 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

10.241 

1.30 

0.015 

0.06 

0.01 

0.00 

0.00 

0.02 

0.23 

0.20 

0.21 

0.029 

0.47 

0.55 


Modi 

0821000902585200 

3.482 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.482 

1.11 

0.015 

0.07 

0.01 

0.00 

0.00 

0.01 

0.11 

0.10 

0.25 

0.010 

0.51 

0.57 


Molkiya 

0821000902580900 

5.809 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.809 

1.25 

0.015 

0.06 

0.01 

0.00 

0.00 

0.03 

0.12 

0.11 

0.23 

0.017 

0.47 

0.55 


Nagola 

0821000702563800 

21.031 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.024 

1.96 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.03 

0.003 

0.02 

0.03 


Nai Khera 

0821000902579800 

6.307 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.307 

1.12 

0.015 

0.05 

0.01 

0.00 

0.00 

0.08 

0.07 

0.06 

0.19 

0.018 

0.47 

0.55 


Nai Rajyas 

0824000302812700 

7.356 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.419 

1.46 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.007 

0.16 

0.18 






Arwar 

Command 

Gneisses(B.G.C) 

4.142 

1.46 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.01 

0.012 

0.28 

0.30 


Nandsi 

0821000702565500 

11.732 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

11.225 

2.67 

0.015 

0.09 

0.01 

0.00 

0.00 

0.00 

0.53 

0.41 

0.31 

0.028 

0.42 

0.54 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.340 

2.67 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.02 


Nathriyas 

0824000302812900 

4.453 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.891 

0.90 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.05 

0.04 

0.04 

0.008 

0.32 

0.37 






Arwar 

Command 

Phyllite & Schist 

0.080 

0.90 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Naya Gaon 

0821000902583100 

2.919 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.919 

1.14 

0.015 

0.16 

0.02 

0.00 

0.00 

0.01 

0.18 

0.17 

0.63 

0.008 

0.53 

0.55 


Neemod 

0821000902580700 

5.826 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.826 

1.70 

0.015 

0.13 

0.03 

0.00 

0.00 

0.09 

0.16 

0.14 

0.51 

0.017 

0.47 

0.55 


Neemra(Kerot) 

0821000702563200 

11.002 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.537 

0.68 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.001 

0.02 

0.03 


Padaliya (Bhinay) 

0821000702563600 

14.769 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

13.265 

2.28 

0.015 

0.15 

0.02 

0.00 

0.00 

0.07 

0.51 

0.37 

0.56 

0.033 

0.38 

0.53 


Pandonlai 

0821000702565400 

2.708 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.239 

2.19 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.001 

0.04 

0.05 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.034 

2.19 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Panotiya 

0824000302812800 

7.055 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.779 

1.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.002 

0.05 

0.06 







Non-command 

Gneisses(B.G.C) 

0.815 

1.25 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.002 

0.06 

0.07 






Arwar 

Command 

Phyllite & Schist 

0.111 

1.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Command 

Gneisses(B.G.C) 

5.164 

1.25 

0.011 

0.03 

0.00 

0.00 

0.00 

0.02 

0.08 

0.07 

0.11 

0.014 

0.36 

0.41 


Para 

0821000902581500 

27.233 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.117 

0.87 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.26 

0.22 

0.19 

0.006 

0.04 

0.04 







Non-command 

Phyllite & Schist 

0.493 

0.87 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.001 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

24.623 

0.87 

0.015 

0.53 

0.13 

0.00 

0.00 

0.15 

0.57 

0.50 

2.02 

0.070 

0.43 

0.49 


Peeplaj 

0821000902586000 

22.256 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.666 

1.57 

0.120 

0.04 

0.00 

0.00 

0.00 

0.01 

0.72 

0.80 

0.13 

0.010 

0.09 

0.08 







Non-command 

Phyllite & Schist 

0.004 

1.57 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Pharkiya 

0821000902581600 

11.190 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

11.190 

1.80 

0.015 

0.17 

0.04 

0.00 

0.00 

0.08 

0.35 

0.31 

0.65 

0.032 

0.48 

0.55 


Phooliya Kalan 

0824000302811900 

21.620 

Fresh 

Arwar 

Command 

Older Alluvium 

2.553 

1.78 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.48 

0.51 

0.15 

0.007 

0.06 

0.06 







Command 

Phyllite & Schist 

0.615 

1.78 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.06 

0.002 

0.01 

0.01 







Command 

Gneisses(B.G.C) 

7.116 

1.78 

0.011 

0.14 

0.03 

0.00 

0.00 

0.02 

0.23 

0.24 

0.54 

0.020 

0.16 

0.16 


Pranhera 

0821000902580300 

40.624 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

40.624 

1.84 

0.015 

0.52 

0.07 

0.00 

0.00 

0.14 

1.43 

1.23 

1.94 

0.116 

0.47 

0.55 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.04 

0.13 

11.75 

0.14 

- 

0.14 

0.04 

0.51 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.154 

0.008 

0.146 

0.060 

41.15 

Safe 

Kajoriya 

0824000302814500 

0.20 

0.06 

961.97 

0.07 

0.02 

0.09 

0.01 

0.14 

- 

0.0200 

- 

- 

0.011 

0.031 

0.031 

0.116 

0.006 

0.110 

0.191 

173.02 

Over Exploited 



0.07 

0.00 

2,369.82 

0.00 

- 

0.00 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.132 

1,008.03 

Over Exploited 

Kalera Krishna Gopal 

0821000902581000 

0.07 

0.33 

(48.47) 

0.26 

0.03 

0.29 

0.04 

0.51 

- 

0.0600 

- 

- 

0.023 

0.083 

0.083 

0.368 

0.018 

0.350 

0.325 

92.83 

Critical 

Kali Talai Ka Khera 

0821000902581800 

0.20 

0.00 

1,060.91 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.005 

0.000 

0.004 

0.012 

266.05 

Over Exploited 



0.07 

0.17 

(90.25) 

0.14 

0.07 

0.21 

0.04 

0.50 

- 

0.0300 

- 

- 

0.095 

0.125 

0.125 

0.338 

0.017 

0.321 

0.197 

61.31 

Safe 

Kalyanpura 

0821000802577000 

0.06 

0.08 

(48.99) 

0.06 

0.01 

0.08 

0.04 

0.51 

- 

- 

- 

- 

0.021 

0.021 

0.021 

0.098 

0.005 

0.093 

0.030 

32.81 

Safe 

Kanai Kalan 

0821000702563000 

0.04 

0.00 

2,318.97 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Kanai Khurd 

0821000702563100 

0.04 

0.00 

9,251.82 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kanechhan Kalan 

0824000302813900 

0.04 

0.00 

4,606.30 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0002 

0.0002 

0.001 

0.002 

0.002 

0.003 

0.000 

0.003 

0.002 

58.37 

Safe 

Kanechhan Khurd 

0824000302813700 

0.04 

0.00 

76,399.58 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kekri (M) 

0821000942109000 

0.07 

0.15 

220.19 

0.19 

0.04 

0.23 

0.02 

0.20 

- 

- 

- 

- 

0.065 

0.065 

0.065 

0.294 

0.015 

0.279 

0.970 

347.29 

Over Exploited 

Kekri (Rural) 

0821000902579900 

0.07 

0.63 

(33.47) 

0.51 

0.19 

0.70 

0.05 

0.52 

- 

0.4000 

- 

- 

0.088 

0.488 

0.488 

1.184 

0.059 

1.124 

2.177 

193.63 

Over Exploited 

Kerot 

0821000702565800 

0.04 

0.00 

1,857.45 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.002 

228.25 

Over Exploited 



0.04 

0.28 

15.75 

0.33 

- 

0.33 

0.04 

0.48 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.336 

0.017 

0.319 

0.094 

29.33 

Safe 

Khamor 

0824000302813400 

0.07 

0.01 

96.35 

0.01 

0.00 

0.01 

0.00 

0.05 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

0.001 

0.010 

0.008 

72.67 

Semi Critical 



0.04 

0.00 

15,416.03 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khawas 

0821000902582000 

0.07 

0.65 

(15.40) 

0.55 

0.27 

0.82 

0.04 

0.53 

- 

0.3300 

- 

- 

0.244 

0.574 

0.574 

1.392 

0.070 

1.323 

1.808 

136.70 

Over Exploited 

Khera Hetam 

0824000302811300 

0.04 

0.00 

5,612.48 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.03 

48.71 

0.04 

- 

0.04 

0.03 

0.36 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.051 

0.003 

0.048 

0.055 

114.38 

Over Exploited 

Kheri 

0821000802576800 

0.06 

0.15 

1.45 

0.16 

0.03 

0.19 

0.04 

0.51 

- 

0.0600 

- 

- 

0.022 

0.082 

0.082 

0.274 

0.014 

0.260 

0.565 

216.85 

Over Exploited 

Kohra 

0821000902580800 

0.07 

0.41 

(59.25) 

0.33 

0.13 

0.46 

0.05 

0.52 

- 

0.0500 

- 

- 

0.185 

0.235 

0.235 

0.699 

0.035 

0.664 

0.292 

44.01 

Safe 

Kurthal 

0821000702565600 

0.04 

0.00 

2,934.12 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.068 

616.45 

Over Exploited 



0.04 

0.10 

210.01 

0.11 

0.02 

0.13 

0.02 

0.28 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.194 

0.010 

0.184 

0.541 

293.23 

Over Exploited 

Laxmipura 

0821000702563400 

0.04 

0.00 

199.13 

0.00 

- 

0.00 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.004 

0.024 

537.40 

Over Exploited 

Madhopura 

0821000902585600 

0.07 

0.01 

199.41 

0.01 

0.00 

0.01 

0.01 

0.18 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

0.000 

0.007 

0.030 

423.83 

Over Exploited 

Malera 

0822000602660800 

0.15 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.011 

0.033 

304.64 

Over Exploited 



0.08 

0.08 

- 

0.08 

0.02 

0.10 

0.01 

0.20 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.121 

0.012 

0.109 

0.133 

121.92 

Over Exploited 

Mali Khera @ Maganpura 

0824000302810900 

0.04 

0.00 

3,544.15 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

71,046.19 

Over Exploited 

Mandha 

0821000902579700 

0.07 

0.24 

(35.36) 

0.19 

0.02 

0.21 

0.04 

0.50 

- 

0.0100 

- 

- 

0.027 

0.037 

0.037 

0.243 

0.012 

0.231 

0.106 

45.79 

Safe 

Mataji Ka Khera 

0824000302810800 

0.04 

0.00 

2,703.97 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

0.0000 

0.0001 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.033 

6,446.95 

Over Exploited 

Meenon Ka Naya Gaon 

0821000902581400 

0.20 

0.25 

- 

0.25 

0.02 

0.27 

0.04 

0.52 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.343 

0.034 

0.309 

0.397 

128.31 

Over Exploited 

Mehroo Kalan 

0821000902583000 

0.20 

0.30 

271.37 

0.36 

0.07 

0.43 

0.02 

0.22 

- 

0.1500 

- 

- 

0.026 

0.176 

0.176 

0.604 

0.030 

0.574 

0.799 

139.33 

Over Exploited 



0.07 

0.27 

21.86 

0.33 

0.14 

0.47 

0.03 

0.34 

- 

0.2000 

- 

- 

0.102 

0.302 

0.302 

0.768 

0.038 

0.729 

1.118 

153.35 

Over Exploited 

Mehroo Khurd 

0821000902585700 

0.20 

0.03 

493.93 

0.03 

- 

0.03 

0.01 

0.17 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.051 

0.003 

0.049 

0.132 

270.84 

Over Exploited 



0.07 

0.00 

454.24 

0.00 

0.00 

0.01 

0.01 

0.09 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.020 

0.001 

0.019 

0.059 

308.35 

Over Exploited 

Meoda Kalan 

0821000902579300 

0.07 

0.00 

36,506.55 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Meoda Khurd 

0821000902580200 

0.07 

0.36 

(45.38) 

0.29 

0.03 

0.32 

0.04 

0.52 

- 

0.0400 

- 

- 

0.027 

0.067 

0.067 

0.384 

0.019 

0.365 

0.240 

65.90 

Safe 

Modi 

0821000902585200 

0.07 

0.13 

(28.32) 

0.11 

0.02 

0.13 

0.04 

0.56 

- 

0.0300 

- 

- 

0.018 

0.049 

0.049 

0.177 

0.009 

0.168 

0.260 

154.52 

Over Exploited 

Molkiya 

0821000902580900 

0.07 

0.20 

(47.87) 

0.16 

0.04 

0.21 

0.04 

0.52 

- 

0.0400 

- 

- 

0.052 

0.092 

0.092 

0.300 

0.015 

0.285 

0.247 

86.50 

Semi Critical 

Nagola 

0821000702563800 

0.04 

0.00 

3,020.72 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.035 

3,610.69 

Over Exploited 

Nai Khera 

0821000902579800 

0.07 

0.22 

(73.68) 

0.18 

0.09 

0.27 

0.05 

0.52 

- 

0.0200 

- 

- 

0.116 

0.137 

0.137 

0.403 

0.020 

0.383 

0.210 

54.87 

Safe 

Nai Rajyas 

0824000302812700 

0.04 

0.02 

121.53 

0.02 

0.00 

0.02 

0.01 

0.17 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.021 

0.001 

0.020 

0.018 

89.37 

Semi Critical 



0.04 

0.05 

51.74 

0.05 

0.00 

0.06 

0.02 

0.30 

- 

- 

0.0012 

0.0015 

0.001 

0.003 

0.003 

0.059 

0.003 

0.056 

0.023 

40.37 

Safe 

Nandsi 

0821000702565500 

0.04 

0.20 

111.69 

0.23 

0.01 

0.24 

0.04 

0.46 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.305 

0.015 

0.290 

0.341 

117.78 

Over Exploited 



0.04 

0.00 

5,994.11 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

5,975.18 

Over Exploited 

Nathriyas 

0824000302812900 

0.07 

0.07 

(37.93) 

0.05 

0.01 

0.07 

0.02 

0.34 

- 

0.0100 

- 

- 

0.022 

0.032 

0.032 

0.099 

0.005 

0.094 

0.051 

54.31 

Safe 



0.07 

0.00 

1,085.68 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0000 

0.0000 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

12.61 

Safe 

Naya Gaon 

0821000902583100 

0.07 

0.12 

48.36 

0.14 

0.03 

0.17 

0.05 

0.58 

- 

0.0700 

- 

- 

0.019 

0.089 

0.089 

0.261 

0.013 

0.248 

0.642 

259.40 

Over Exploited 

Neemod 

0821000902580700 

0.07 

0.21 

(33.70) 

0.17 

0.12 

0.28 

0.05 

0.52 

- 

0.1000 

- 

- 

0.133 

0.234 

0.234 

0.518 

0.026 

0.492 

0.526 

106.88 

Over Exploited 

Neemra(Kerot) 

0821000702563200 

0.04 

0.00 

811.05 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.012 

1,679.56 

Over Exploited 

Padaliya (Bhinay) 

0821000702563600 

0.04 

0.21 

78.38 

0.25 

0.09 

0.34 

0.04 

0.42 

- 

0.0600 

- 

- 

0.108 

0.168 

0.168 

0.511 

0.026 

0.486 

0.595 

122.49 

Over Exploited 

Pandonlai 

0821000702565400 

0.04 

0.00 

3,565.76 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.023 

5,045.95 

Over Exploited 



0.04 

0.00 

11,860.30 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Panotiya 

0824000302812800 

0.07 

0.00 

450.50 

0.00 

0.00 

0.00 

0.00 

0.06 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

0.000 

0.004 

0.016 

411.36 

Over Exploited 



0.04 

0.00 

893.26 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.024 

1,161.64 

Over Exploited 



0.07 

0.00 

390.53 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0000 

0.0000 

0.004 

0.004 

0.004 

0.006 

0.000 

0.006 

0.000 

5.25 

Safe 



0.04 

0.07 

(3.27) 

0.07 

0.02 

0.09 

0.02 

0.38 

- 

0.0100 

0.0013 

0.0012 

0.027 

0.040 

0.040 

0.129 

0.006 

0.123 

0.122 

99.51 

Critical 

Para 

0821000902581500 

0.20 

0.02 

1,323.93 

0.02 

0.01 

0.03 

0.00 

0.04 

- 

0.0400 

- 

- 

0.005 

0.045 

0.045 

0.078 

0.004 

0.074 

0.200 

271.63 

Over Exploited 



0.07 

0.00 

4,245.20 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.017 

0.001 

0.016 

0.039 

243.26 

Over Exploited 



0.07 

0.79 

(37.04) 

0.63 

0.28 

0.91 

0.04 

0.47 

- 

0.3800 

- 

- 

0.225 

0.605 

0.605 

1.515 

0.076 

1.440 

2.086 

144.92 

Over Exploited 

Peeplaj 

0821000902586000 

0.20 

0.06 

1,169.23 

0.08 

0.01 

0.08 

0.01 

0.09 

- 

0.0200 

- 

- 

0.011 

0.032 

0.032 

0.115 

0.006 

0.109 

0.140 

128.97 

Over Exploited 



0.07 

0.00 

397,651.24 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pharkiya 

0821000902581600 

0.07 

0.40 

(23.10) 

0.32 

0.12 

0.44 

0.04 

0.52 

- 

0.1200 

- 

- 

0.123 

0.243 

0.243 

0.683 

0.034 

0.649 

0.685 

105.59 

Over Exploited 

Phooliya Kalan 

0824000302811900 

0.20 

0.03 

1,605.06 

0.04 

0.01 

0.05 

0.00 

0.06 

- 

0.0300 

0.0008 

0.0009 

0.001 

0.033 

0.033 

0.079 

0.004 

0.075 

0.158 

209.84 

Over Exploited 



0.07 

0.00 

6,905.34 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

0.0100 

0.0002 

0.0002 

0.000 

0.011 

0.011 

0.012 

0.001 

0.011 

0.060 

530.49 

Over Exploited 



0.04 

0.05 

420.99 

0.06 

0.05 

0.11 

0.01 

0.18 

- 

0.1000 

0.0021 

0.0025 

0.029 

0.134 

0.134 

0.239 

0.012 

0.227 

0.560 

246.10 

Over Exploited 

Pranhera 

0821000902580300 

0.07 

1.44 

(14.19) 

1.23 

0.21 

1.44 

0.04 

0.52 

- 

0.3600 

- 

- 

0.210 

0.570 

0.570 

2.014 

0.101 

1.913 

2.055 

107.40 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Purana Sarsoonda 

082400030281310C 

6.981 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.249 

1.31 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.02 







Non-command 

Gneisses(B.G.C) 

0.347 

1.31 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.001 

0.02 

0.03 


Purani Arwar 

082400030281020C 

7.836 

Fresh 

Arwar 

Command 

Gneisses(B.G.C) 

0.448 

1.65 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.001 

0.03 

0.03 


Rajpura 

082100090258530C 

3.778 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.778 

0.85 

0.015 

0.08 

0.01 

0.00 

0.00 

0.01 

0.11 

0.10 

0.30 

0.011 

0.51 

0.56 



082400030281210C 

4.098 

Fresh 

Arwar 

Command 

Gneisses(B.G.C) 

3.912 

1.67 

0.011 

0.11 

0.03 

0.00 

0.00 

0.00 

0.15 

0.15 

0.42 

0.011 

0.48 

0.46 


Ralayta 

082400030281240C 

3.176 

Fresh 

Arwar 

Command 

Gneisses(B.G.C) 

2.506 

1.27 

0.011 

0.22 

0.03 

0.00 

0.00 

0.02 

0.21 

0.20 

0.85 

0.007 

0.39 

0.41 


Rampali 

082100080257630C 

5.925 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.925 

1.65 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.18 

0.15 

0.17 

0.014 

0.47 

0.55 


Rampura 

082400030281160C 

6.771 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.733 

1.60 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.12 

0.01 

0.002 

0.05 

0.05 







Non-command 

Gneisses(B.G.C) 

2.311 

1.60 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.04 

0.006 

0.17 

0.17 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.274 

1.60 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.03 

0.009 

0.24 

0.23 


Ramthala 

082200060266070C 

15.167 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.222 

1.56 

0.080 

0.09 

0.02 

0.00 

0.00 

0.00 

0.85 

0.75 

0.33 

0.017 

0.18 

0.21 







Non-command 

Phyllite & Schist 

8.945 

1.56 

0.015 

0.15 

0.03 

0.00 

0.00 

0.04 

0.29 

0.25 

0.55 

0.024 

0.26 

0.30 


Ratanpura 

082400030281180C 

5.816 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.310 

1.94 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.27 

0.30 

0.07 

0.004 

0.11 

0.10 






Arwar 

Command 

Older Alluvium 

4.490 

1.94 

0.100 

0.06 

0.01 

0.00 

0.00 

0.02 

0.90 

1.01 

0.23 

0.012 

0.39 

0.35 


Sadara 

082100090258340C 

11.841 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

11.841 

0.52 

0.015 

0.43 

0.06 

0.00 

0.00 

0.06 

0.41 

0.37 

1.68 

0.034 

0.50 

0.54 


Sadari 

082100090258320C 

4.961 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.961 

1.01 

0.015 

0.19 

0.03 

0.00 

0.00 

0.03 

0.20 

0.19 

0.76 

0.014 

0.52 

0.55 


Sakariya 

082100090258190C 

14.125 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

14.125 

0.94 

0.015 

0.37 

0.05 

0.00 

0.00 

0.03 

0.49 

0.44 

1.42 

0.040 

0.48 

0.54 


Salari 

082100090257900C 

11.680 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.069 

1.44 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

0.873 

1.44 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.09 

0.002 

0.03 

0.04 


Sangari 

082400030281150C 

2.970 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.077 

1.67 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

0.478 

1.67 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.08 

0.08 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.278 

1.67 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.004 

0.21 

0.21 


Sangariya 

082400030281060C 

16.618 

Fresh 

Arwar 

Command 

Gneisses(B.G.C) 

1.100 

0.50 

0.011 

0.06 

0.01 

0.00 

0.00 

0.00 

0.06 

0.05 

0.22 

0.003 

0.03 

0.04 


Santosh Pura 

082400030281200C 

1.697 

Fresh 

Arwar 

Command 

Gneisses(B.G.C) 

0.308 

1.63 

0.011 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.07 

0.001 

0.09 

0.09 


Sapla 

082100080257670C 

28.614 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

25.707 

0.87 

0.015 

0.41 

0.06 

0.00 

0.00 

0.00 

0.69 

0.59 

1.55 

0.062 

0.42 

0.48 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.907 

0.87 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.07 

0.007 

0.05 

0.05 


Sapli 

082100080257690C 

1.188 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.188 

1.00 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.03 

0.03 

0.10 

0.003 

0.47 

0.54 


Sarsari 

082100090258000C 

13.282 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

11.568 

1.33 

0.015 

0.08 

0.02 

0.00 

0.00 

0.03 

0.26 

0.23 

0.28 

0.033 

0.41 

0.48 


Sawar 

082100090258680C 

31.146 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.825 

1.25 

0.015 

0.13 

0.02 

0.00 

0.00 

0.00 

0.22 

0.21 

0.49 

0.017 

0.10 

0.11 


Sheshupra 

082100090258220C 

4.095 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.095 

1.25 

0.015 

0.20 

0.05 

0.00 

0.00 

0.03 

0.19 

0.19 

0.79 

0.012 

0.49 

0.51 


Shyampura 

082100080257720C 

7.955 

Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.955 

1.32 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.17 

0.16 

0.04 

0.019 

0.48 

0.50 


Soonpa 

082100080257660C 

15.172 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

15.098 

0.65 

0.015 

0.15 

0.02 

0.00 

0.00 

0.04 

0.23 

0.19 

0.56 

0.036 

0.45 

0.55 


Sundarpura 

082100090258430C 

3.996 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.096 

1.05 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

0.143 

1.05 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.02 


Tankawas 

082100090258370C 

7.235 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.056 

0.91 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

7.179 

0.91 

0.015 

0.22 

0.03 

0.00 

0.00 

0.02 

0.27 

0.24 

0.84 

0.020 

0.49 

0.55 


Taswariya 

082100090257940C 

9.080 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.170 

1.69 

0.015 

0.13 

0.02 

0.00 

0.00 

0.02 

0.22 

0.19 

0.50 

0.015 

0.26 

0.30 


Taswariya Bansa 

082400030281430C 

30.069 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.030 

1.51 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.000 

0.00 

0.00 







Non-command 

Phyllite & Schist 

0.253 

1.51 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.00 

0.00 






Arwar 

Command 

Older Alluvium 

0.692 

1.51 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.12 

0.02 

0.002 

0.01 

0.01 







Command 

Phyllite & Schist 

1.023 

1.51 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.04 

0.003 

0.02 

0.01 







Command 

Gneisses(B.G.C) 

2.012 

1.51 

0.011 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.07 

0.006 

0.03 

0.03 


Titariya 

082100090257960C 

8.080 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.483 

1.77 

0.015 

0.09 

0.01 

0.00 

0.00 

0.02 

0.23 

0.20 

0.32 

0.019 

0.38 

0.44 


Ugai 

082100090258060C 

8.058 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.058 

1.20 

0.015 

0.07 

0.01 

0.00 

0.00 

0.01 

0.19 

0.17 

0.23 

0.023 

0.48 

0.55 


Ugan Khera 

082100090258010C 

8.701 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.701 

1.32 

0.015 

0.07 

0.01 

0.00 

0.00 

0.04 

0.19 

0.17 

0.26 

0.025 

0.47 

0.55 


Uma Ka Khera 

082400030281120C 

1.389 

Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.033 

1.35 

0.011 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.08 

0.003 

0.36 

0.39 


Ummedpura 

082100090258640C 

2.398 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.367 

1.25 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.08 

0.08 



082400030281410C 

8.199 

Fresh 

Arwar 

Command 

Gneisses(B.G.C) 

1.052 

1.48 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.003 

0.07 

0.06 


Undri 

082100090258130C 

4.124 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.018 

0.48 

0.120 

0.19 

0.03 

0.00 

0.00 

0.00 

0.39 

0.34 

0.73 

0.011 

0.47 

0.53 







Non-command 

Gneisses(B.G.C) 

0.106 

0.48 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.01 

0.01 


Unkarpura 

082100090258540C 

4.924 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.924 

1.17 

0.015 

0.05 

0.01 

0.00 

0.00 

0.01 

0.11 

0.10 

0.17 

0.014 

0.52 

0.56 

07006046 

Agoocha 

082400020280390C 

19.138 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.320 

5.23 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.11 

0.03 

0.004 

0.03 

0.03 


Ajeetgarh 

082500010296110C 

2.964 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.756 

3.07 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.15 

0.02 

0.016 

0.40 

0.42 


Ajeetpura 

082400010279220C 

0.806 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.739 

0.13 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.09 

0.003 

0.37 

0.29 






Khari 

Command 

Gneisses(B.G.C) 

0.067 

0.13 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.03 

0.03 


Akarsada 

082400010278850C 

20.575 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

17.486 

3.34 

0.018 

0.19 

0.02 

0.00 

0.00 

0.09 

1.10 

0.95 

0.66 

0.064 

0.28 

0.33 







Non-command 

Gneisses(B.G.C) 

3.088 

3.34 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.18 

0.16 

0.09 

0.011 

0.05 

0.06 


Akhegarh 

082400010278470C 

4.990 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.725 

3.63 

0.018 

0.14 

0.02 

0.00 

0.00 

0.01 

0.41 

0.35 

0.52 

0.017 

0.30 

0.35 







Non-command 

Gneisses(B.G.C) 

0.265 

3.63 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.02 

0.02 



082500010295800C 

0.695 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.622 

5.16 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.12 

0.004 

0.30 

0.36 







Non-command 

Gneisses(B.G.C) 

0.072 

5.16 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.03 

0.04 


Akrol 

082100050254170C 

5.281 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.242 

3.31 

0.015 

0.05 

0.00 

0.00 

0.00 

0.00 

0.31 

0.26 

0.19 

0.019 

0.32 

0.38 


Amarpura 

082500010295840C 

2.236 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.227 

3.62 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.14 

0.06 

0.013 

0.31 

0.37 


Amarpura (Akrol) 

082100050253970C 

3.141 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.141 

3.73 

0.015 

0.02 

0.00 

0.00 

0.00 

0.03 

0.17 

0.14 

0.08 

0.012 

0.32 

0.38 


Amarsingh Ka Badiya 

082100050253890C 

1.954 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.573 

2.56 

0.015 

0.10 

0.01 

0.00 

0.00 

0.00 

0.15 

0.12 

0.39 

0.006 

0.33 

0.44 







Non-command 

Gneisses(B.G.C) 

0.381 

2.56 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.09 

0.001 

0.08 

0.11 


Ambesar 

082400010279010C 

18.263 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.007 

3.81 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Khari 

Command 

Gneisses(B.G.C) 

0.035 

3.81 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Purana Sarsoonda 

0824000302813100 

0.07 

0.00 

1,709.04 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.04 

0.00 

1,183.43 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

3,132.46 

Over Exploited 

Purani Arwar 

0824000302810200 

0.04 

0.00 

2,750.01 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

0.0001 

0.0001 

0.002 

0.003 

0.003 

0.005 

0.000 

0.005 

0.023 

512.24 

Over Exploited 

Rajpura 

0821000902585300 

0.07 

0.14 

(29.67) 

0.11 

0.02 

0.13 

0.04 

0.55 

- 

0.0300 

- 

- 

0.011 

0.041 

0.041 

0.174 

0.009 

0.165 

0.309 

187.07 

Over Exploited 


0824000302812100 

0.04 

0.07 

106.48 

0.09 

0.03 

0.12 

0.04 

0.51 

- 

0.0800 

0.0012 

0.0014 

0.006 

0.089 

0.089 

0.212 

0.011 

0.201 

0.432 

214.66 

Over Exploited 

Ralayta 

0824000302812400 

0.04 

0.04 

409.19 

0.05 

0.05 

0.09 

0.03 

0.42 

- 

0.1000 

0.0006 

0.0006 

0.026 

0.127 

0.127 

0.221 

0.011 

0.210 

0.860 

408.84 

Over Exploited 

Rampali 

0821000802576300 

0.06 

0.18 

(12.15) 

0.15 

0.01 

0.17 

0.05 

0.52 

- 

0.0300 

- 

- 

0.007 

0.038 

0.038 

0.207 

0.010 

0.197 

0.182 

92.53 

Critical 

Rampura 

0824000302811600 

0.20 

0.01 

1,424.54 

0.01 

- 

0.01 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.009 

0.010 

113.17 

Over Exploited 



0.04 

0.02 

231.89 

0.02 

- 

0.02 

0.01 

0.18 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.029 

0.001 

0.027 

0.049 

182.22 

Over Exploited 



0.04 

0.03 

120.08 

0.04 

- 

0.04 

0.02 

0.26 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.047 

0.002 

0.045 

0.038 

84.89 

Semi Critical 

Ramthala 

0822000602660700 

0.15 

0.17 

335.88 

0.21 

0.02 

0.23 

0.01 

0.20 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.285 

0.014 

0.271 

0.345 

127.15 

Over Exploited 



0.08 

0.19 

34.45 

0.23 

0.07 

0.30 

0.02 

0.28 

- 

0.1000 

- 

- 

0.062 

0.162 

0.162 

0.460 

0.023 

0.437 

0.573 

131.14 

Over Exploited 

Ratanpura 

0824000302811800 

0.20 

0.03 

916.45 

0.04 

0.00 

0.04 

0.01 

0.12 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.053 

0.003 

0.050 

0.071 

141.14 

Over Exploited 



0.20 

0.35 

187.70 

0.42 

0.03 

0.45 

0.03 

0.42 

- 

0.0400 

0.0011 

0.0011 

0.028 

0.070 

0.070 

0.519 

0.026 

0.493 

0.239 

48.59 

Safe 

Sadara 

0821000902583400 

0.07 

0.44 

(15.40) 

0.37 

0.12 

0.49 

0.04 

0.55 

- 

0.1900 

- 

- 

0.085 

0.275 

0.275 

0.766 

0.038 

0.727 

1.714 

235.58 

Over Exploited 

Sadari 

0821000902583200 

0.07 

0.19 

0.28 

0.19 

0.06 

0.25 

0.04 

0.56 

- 

0.0900 

- 

- 

0.047 

0.137 

0.137 

0.391 

0.020 

0.371 

0.772 

208.05 

Over Exploited 

Sakariya 

0821000902581900 

0.07 

0.51 

(13.85) 

0.44 

0.08 

0.52 

0.04 

0.53 

- 

0.2700 

- 

- 

0.048 

0.318 

0.318 

0.840 

0.042 

0.798 

1.461 

183.08 

Over Exploited 

Salari 

0821000902579000 

0.07 

0.00 

13,463.52 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

67,408.99 

Over Exploited 



0.07 

0.00 

1,456.93 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.018 

0.001 

0.017 

0.088 

531.43 

Over Exploited 

Sangari 

0824000302811500 

0.20 

0.00 

6,479.12 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

1,149.58 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.023 

1,360.17 

Over Exploited 



0.04 

0.01 

211.98 

0.01 

- 

0.01 

0.02 

0.23 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.022 

0.033 

149.72 

Over Exploited 

Sangariya 

0824000302810600 

0.04 

0.00 

3,336.83 

0.00 

0.01 

0.01 

0.00 

0.03 

- 

0.0200 

0.0002 

0.0003 

- 

0.021 

0.021 

0.032 

0.002 

0.031 

0.219 

716.33 

Over Exploited 

Santosh Pura 

0824000302812000 

0.04 

0.00 

2,188.69 

0.00 

- 

0.00 

0.01 

0.10 

- 

0.0100 

0.0001 

0.0001 

- 

0.010 

0.010 

0.011 

0.001 

0.011 

0.066 

607.22 

Over Exploited 

Sapla 

0821000802576700 

0.06 

0.67 

(12.18) 

0.59 

0.06 

0.65 

0.04 

0.45 

- 

0.1700 

- 

- 

- 

0.170 

0.170 

0.821 

0.041 

0.780 

1.610 

206.33 

Over Exploited 



0.06 

0.01 

508.06 

0.01 

- 

0.01 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.020 

0.001 

0.019 

0.079 

418.39 

Over Exploited 

Sapli 

0821000802576900 

0.06 

0.03 

(26.36) 

0.03 

0.01 

0.04 

0.04 

0.51 

- 

0.0100 

- 

- 

0.012 

0.022 

0.022 

0.058 

0.003 

0.055 

0.099 

180.26 

Over Exploited 

Sarsari 

0821000902580000 

0.07 

0.36 

(36.68) 

0.29 

0.05 

0.33 

0.04 

0.45 

- 

0.0500 

- 

- 

0.040 

0.090 

0.090 

0.423 

0.021 

0.402 

0.313 

77.87 

Semi Critical 

Sawar 

0821000902586800 

0.07 

0.04 

360.16 

0.05 

0.02 

0.07 

0.01 

0.11 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.134 

0.007 

0.127 

0.507 

398.42 

Over Exploited 

Sheshupra 

0821000902582200 

0.07 

0.15 

23.76 

0.18 

0.08 

0.27 

0.04 

0.54 

- 

0.1500 

- 

- 

0.052 

0.202 

0.202 

0.467 

0.023 

0.443 

0.799 

180.15 

Over Exploited 

Shyampura 

0821000802577200 

0.06 

0.23 

(30.90) 

0.18 

0.01 

0.19 

0.04 

0.52 

- 

0.0100 

- 

- 

0.016 

0.026 

0.026 

0.220 

0.011 

0.209 

0.062 

29.71 

Safe 

Soonpa 

0821000802576600 

0.06 

0.43 

(55.21) 

0.34 

0.06 

0.41 

0.04 

0.50 

- 

0.0600 

- 

- 

0.067 

0.127 

0.127 

0.535 

0.027 

0.508 

0.600 

118.08 

Over Exploited 

Sundarpura 

0821000902584300 

0.20 

0.00 

4,423.51 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

4,301.75 

Over Exploited 



0.07 

0.00 

907.19 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

4,839.95 

Over Exploited 

Tankawas 

0821000902583700 

0.20 

0.00 

12,592.87 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

23,010.02 

Over Exploited 



0.07 

0.26 

(8.80) 

0.24 

0.05 

0.29 

0.04 

0.53 

- 

0.1600 

- 

- 

0.033 

0.193 

0.193 

0.482 

0.024 

0.458 

0.855 

186.88 

Over Exploited 

Taswariya 

0821000902579400 

0.07 

0.10 

88.23 

0.12 

0.04 

0.16 

0.02 

0.28 

- 

0.0600 

- 

- 

0.037 

0.097 

0.097 

0.261 

0.013 

0.248 

0.514 

206.81 

Over Exploited 

Taswariya Bansa 

0824000302814300 

0.20 

0.00 

174,200.21 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.00 

11,256.41 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.015 

16,457.69 

Over Exploited 



0.20 

0.00 

7,431.33 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0002 

0.0002 

- 

0.000 

0.000 

0.002 

0.000 

0.002 

0.019 

848.61 

Over Exploited 



0.07 

0.00 

3,631.92 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

0.0100 

0.0003 

0.0004 

0.000 

0.011 

0.011 

0.013 

0.001 

0.012 

0.046 

383.63 

Over Exploited 



0.04 

0.00 

2,179.30 

0.00 

- 

0.00 

0.00 

0.04 

- 

0.0100 

0.0006 

0.0007 

- 

0.011 

0.011 

0.015 

0.001 

0.014 

0.071 

509.09 

Over Exploited 

Titariya 

0821000902579600 

0.07 

0.18 

9.25 

0.20 

0.03 

0.23 

0.04 

0.41 

- 

0.0400 

- 

- 

0.030 

0.070 

0.070 

0.300 

0.015 

0.285 

0.336 

117.72 

Over Exploited 

Ugai 

0821000902580600 

0.07 

0.29 

(41.97) 

0.23 

0.02 

0.25 

0.05 

0.52 

- 

0.0400 

- 

- 

0.018 

0.058 

0.058 

0.308 

0.015 

0.293 

0.253 

86.37 

Semi Critical 

Ugan Khera 

0821000902580100 

0.07 

0.31 

(46.44) 

0.25 

0.05 

0.30 

0.05 

0.52 

- 

0.0500 

- 

- 

0.059 

0.109 

0.109 

0.405 

0.020 

0.385 

0.284 

73.73 

Semi Critical 

Uma Ka Khera 

0824000302811200 

0.04 

0.01 

98.56 

0.02 

0.00 

0.02 

0.03 

0.38 

- 

0.0200 

- 

- 

0.005 

0.026 

0.026 

0.047 

0.002 

0.045 

0.085 

190.59 

Over Exploited 

Ummedpura 

0821000902586400 

0.07 

0.00 

627.43 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.020 

765.98 

Over Exploited 


0824000302814100 

0.04 

0.00 

633.08 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.004 

0.000 

0.004 

0.003 

76.81 

Semi Critical 

Undri 

0821000902581300 

0.20 

0.38 

(8.43) 

0.34 

0.03 

0.37 

0.04 

0.51 

- 

0.1400 

- 

- 

0.001 

0.141 

0.141 

0.516 

0.026 

0.490 

0.745 

152.19 

Over Exploited 



0.07 

0.00 

626.21 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.019 

17,565.06 

Over Exploited 

Unkarpura 

0821000902585400 

0.07 

0.19 

(45.70) 

0.15 

0.02 

0.18 

0.05 

0.57 

- 

0.0200 

- 

- 

0.021 

0.041 

0.041 

0.220 

0.011 

0.209 

0.187 

89.58 

Semi Critical 

Agoocha 

0824000202803900 

0.05 

0.00 

6,223.02 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.035 

1,847.52 

Over Exploited 

Ajeetgarh 

0825000102961100 

0.04 

0.04 

########## 

0.05 

0.00 

0.06 

0.05 

0.45 

0.01 

- 

- 

- 

0.006 

0.006 

0.012 

0.068 

0.003 

0.065 

0.034 

52.42 

Safe 

Ajeetpura 

0824000102792200 

0.04 

0.01 

127.58 

0.01 

0.00 

0.01 

0.04 

0.41 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.018 

0.001 

0.017 

0.089 

528.53 

Over Exploited 



0.04 

0.00 

10.61 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

7,625.46 

Over Exploited 

Akarsada 

0824000102788500 

0.04 

0.22 

340.27 

0.26 

0.11 

0.37 

0.04 

0.32 

0.03 

0.0700 

- 

- 

0.138 

0.208 

0.237 

0.608 

0.030 

0.578 

0.722 

124.90 

Over Exploited 



0.04 

0.01 

2,464.38 

0.01 

0.00 

0.01 

0.01 

0.06 

0.00 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.022 

0.001 

0.021 

0.097 

456.51 

Over Exploited 

Akhegarh 

0824000102784700 

0.04 

0.06 

468.12 

0.07 

0.03 

0.10 

0.04 

0.34 

0.01 

0.0600 

- 

- 

0.009 

0.069 

0.077 

0.177 

0.009 

0.168 

0.540 

321.04 

Over Exploited 



0.04 

0.00 

11,454.71 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

0.000 

- 

0.000 

0.000 

0.000 

0.000 

0.023 

9,213.77 

Over Exploited 


0825000102958000 

0.04 

0.01 

851.54 

0.01 

0.00 

0.01 

0.04 

0.34 

0.00 

0.0200 

- 

- 

0.006 

0.026 

0.027 

0.041 

0.002 

0.039 

0.122 

311.03 

Over Exploited 



0.04 

0.00 

5,255.19 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.011 

8,911.66 

Over Exploited 

Akrol 

0821000502541700 

0.06 

0.11 

140.95 

0.13 

- 

0.13 

0.04 

0.36 

0.01 

0.0200 

- 

- 

- 

0.020 

0.035 

0.165 

0.008 

0.157 

0.211 

134.97 

Over Exploited 

Amarpura 

0825000102958400 

0.04 

0.03 

385.46 

0.03 

0.00 

0.03 

0.04 

0.36 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.015 

0.049 

0.002 

0.046 

0.074 

159.94 

Over Exploited 

Amarpura (Akrol) 

0821000502539700 

0.06 

0.07 

116.90 

0.08 

0.03 

0.10 

0.04 

0.37 

0.01 

0.0100 

- 

- 

0.039 

0.049 

0.058 

0.163 

0.008 

0.155 

0.089 

57.37 

Safe 

Amarsingh Ka Badiya 

0821000502538900 

0.05 

0.03 

313.03 

0.03 

0.01 

0.04 

0.04 

0.38 

0.00 

0.0400 

- 

- 

- 

0.040 

0.043 

0.087 

0.004 

0.083 

0.395 

478.09 

Over Exploited 



0.06 

0.00 

1,208.58 

0.00 

0.00 

0.00 

0.01 

0.09 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.011 

0.013 

0.001 

0.013 

0.087 

699.30 

Over Exploited 

Ambesar 

0824000102790100 

0.04 

0.00 

988,575.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

188,027.60 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Amdala 

082400050283760C 

13.003 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.079 

3.88 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.000 

0.00 

0.00 


Amner 

0825000102961500 

8.002 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.353 

4.74 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.04 

0.03 

0.02 

0.002 

0.02 

0.02 







Non-command 

Gneisses(B.G.C) 

7.560 

4.74 

0.018 

0.10 

0.01 

0.00 

0.00 

0.02 

0.70 

0.66 

0.35 

0.044 

0.42 

0.45 


Anakar 

0821000402529000 

3.223 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.506 

5.51 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.01 

0.002 

0.05 

0.07 


Anandipura 

0824000202803600 

4.172 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.172 

2.68 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.15 

0.06 

0.014 

0.45 

0.56 


Antali 

0824000102789000 

5.151 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.570 

2.88 

0.018 

0.17 

0.03 

0.00 

0.00 

0.01 

0.26 

0.22 

0.67 

0.009 

0.17 

0.21 







Non-command 

Gneisses(B.G.C) 

2.580 

2.88 

0.015 

0.13 

0.02 

0.00 

0.00 

0.01 

0.21 

0.18 

0.50 

0.009 

0.17 

0.21 


Araji Guwardi 

0821000502535600 

4.644 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.194 

1.99 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.02 

0.02 


Araniya Chauhan 

0824000302809300 

6.467 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.372 

2.32 

0.011 

0.10 

0.01 

0.00 

0.00 

0.02 

0.23 

0.20 

0.39 

0.018 

0.45 

0.53 


Arjun Pura 

0824000102792600 

1.236 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.218 

2.12 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.01 

0.004 

0.40 

0.32 






Khari 

Command 

Gneisses(B.G.C) 

0.018 

2.12 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 


Arjungarh 

0825000202970300 

5.847 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.380 

3.89 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.23 

0.05 

0.006 

0.25 

0.26 


Asind (m) 

0824000142401000 

20.501 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.910 

0.96 

0.015 

0.10 

0.00 

0.00 

0.00 

0.00 

0.14 

0.18 

0.22 

0.121 

0.06 

0.04 






Khari 

Command 

Gneisses(B.G.C) 

17.591 

0.96 

0.015 

0.58 

0.02 

0.00 

0.00 

0.06 

0.76 

0.96 

1.36 

0.733 

0.35 

0.27 


Bachpari 

0821000502537300 

1.972 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.972 

3.11 

0.015 

0.03 

0.00 

0.00 

0.00 

0.02 

0.11 

0.09 

0.10 

0.007 

0.44 

0.50 


Baddoo 

0824000502837400 

8.791 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.779 

3.77 

0.015 

0.02 

0.00 

0.00 

0.00 

0.03 

0.49 

0.95 

0.06 

0.029 

0.39 

0.20 


Badhor 

0824000102782600 

28.629 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

26.967 

3.36 

0.015 

0.26 

0.03 

0.00 

0.00 

0.00 

1.59 

1.24 

0.91 

0.098 

0.33 

0.42 


Badni 

0825000102959000 

3.569 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.103 

5.43 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.11 

0.06 

0.006 

0.10 

0.13 







Non-command 

Gneisses(B.G.C) 

2.455 

5.43 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.26 

0.21 

0.10 

0.014 

0.23 

0.28 


Bagata Kakhera 

0824000102797400 

5.583 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.209 

3.98 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.32 

0.62 

0.07 

0.019 

0.36 

0.19 


Bagmal 

0824000102792700 

3.358 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.358 

2.46 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.13 

0.14 

0.00 

0.012 

0.41 

0.38 


Bagrai 

0821000702565000 

15.737 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

15.632 

2.44 

0.015 

0.13 

0.02 

0.00 

0.00 

0.00 

0.68 

0.54 

0.45 

0.039 

0.44 

0.56 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.105 

2.44 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bagthala 

0824000302809600 

4.643 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.949 

1.24 

0.011 

0.09 

0.01 

0.00 

0.00 

0.00 

0.13 

0.11 

0.34 

0.011 

0.40 

0.47 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.694 

1.24 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.002 

0.07 

0.08 


Bahadurpura 

0821000502547500 

1.719 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.719 

2.58 

0.015 

0.01 

0.00 

0.00 

0.00 

0.02 

0.06 

0.05 

0.03 

0.006 

0.42 

0.54 


Bajunda 

0824000102787300 

5.609 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.609 

1.91 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.17 

0.18 

0.06 

0.020 

0.39 

0.38 


Bala Charat 

0821000402531400 

1.908 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.731 

3.95 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.20 

0.18 

0.25 

0.008 

0.40 

0.43 







Non-command 

Gneisses(B.G.C) 

0.176 

3.95 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.04 

0.04 


Bala Ka Bariya 

0824000102786300 

1.671 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.671 

2.87 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.11 

0.11 

0.18 

0.006 

0.42 

0.43 


Balapura 

0821000702559400 

3.360 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.360 

4.29 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.25 

0.17 

0.11 

0.008 

0.42 

0.61 



0824000102788400 

1.332 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.206 

3.38 

0.018 

0.05 

0.01 

0.00 

0.00 

0.01 

0.10 

0.08 

0.18 

0.004 

0.30 

0.35 







Non-command 

Gneisses(B.G.C) 

0.126 

3.38 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.03 

0.04 


Balato Ki Gawar 

0825000102962100 

3.088 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.244 

5.30 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.14 

0.07 

0.007 

0.18 

0.19 







Non-command 

Gneisses(B.G.C) 

1.842 

5.30 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.20 

0.19 

0.09 

0.011 

0.26 

0.28 


Balev 

0824000102786100 

4.218 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.218 

2.67 

0.015 

0.04 

0.01 

0.00 

0.00 

0.01 

0.19 

0.18 

0.15 

0.015 

0.40 

0.42 


Bali 

0825000102960100 

14.954 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.924 

3.73 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.14 

0.03 

0.011 

0.06 

0.06 







Non-command 

Gneisses(B.G.C) 

1.902 

3.73 

0.018 

0.01 

0.00 

0.00 

0.00 

0.01 

0.13 

0.12 

0.03 

0.011 

0.06 

0.06 


Baliya Khera 

0824000502837500 

1.909 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.909 

3.77 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.22 

0.04 

0.006 

0.39 

0.20 


Bamni 

0824000102792500 

5.193 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.070 

3.01 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.04 

0.004 

0.08 

0.07 






Khari 

Command 

Gneisses(B.G.C) 

4.085 

3.01 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.21 

0.27 

0.15 

0.015 

0.32 

0.25 


Baneriya 

0821000702559300 

3.140 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.140 

4.70 

0.015 

0.07 

0.01 

0.00 

0.00 

0.01 

0.27 

0.19 

0.27 

0.008 

0.42 

0.60 


Banjari 

0821000402532400 

8.037 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.471 

3.96 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.15 

0.14 

0.17 

0.007 

0.08 

0.09 


Banki Kankar 

0824000102782100 

1.673 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.666 

3.15 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.08 

0.006 

0.36 

0.44 


Baori 

0824000302809700 

7.042 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.115 

0.52 

0.011 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.04 

0.14 

0.009 

0.21 

0.25 






Arwar 

Command 

Gneisses(B.G.C) 

0.269 

0.52 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.02 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.658 

0.52 

0.011 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.08 

0.010 

0.25 

0.29 


Bar 

0825000102958300 

4.013 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.779 

4.74 

0.018 

0.06 

0.01 

0.00 

0.00 

0.02 

0.35 

0.29 

0.23 

0.022 

0.30 

0.36 


Bar Kochara 

0821000402529800 

8.530 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.219 

4.51 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.31 

0.24 

0.06 

0.020 

0.17 

0.22 


Bar Nagar 

0824000102792900 

0.536 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.536 

2.02 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.07 

0.002 

0.40 

0.33 


Bara Asan 

0821000502546800 

10.344 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.524 

0.21 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.085 

0.02 

0.03 






Narayan Sagar 

Command 

Gneisses(B.G.C) 

9.819 

0.21 

0.015 

0.55 

0.00 

0.00 

0.00 

0.01 

0.57 

0.43 

0.11 

1.590 

0.37 

0.49 




2.398 

Fresh 

Narayan Sagar 

Command 

Gneisses(B.G.C) 

2.398 

0.21 

0.015 

0.13 

0.00 

0.00 

0.00 

0.01 

0.13 

0.10 

0.03 

0.388 

0.39 

0.52 


Bara Khera 

0824000102792400 

2.968 

Fresh 

Khari 

Command 

Gneisses(B.G.C) 

2.968 

2.47 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.16 

0.20 

0.23 

0.011 

0.40 

0.32 


Barachh 

0824000102782700 

6.539 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.743 

5.13 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.46 

0.37 

0.05 

0.021 

0.30 

0.38 


Baral 

0821000502548500 

1.572 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.714 

1.47 

0.015 

0.06 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.09 

0.116 

0.17 

0.23 






Narayan Sagar 

Command 

Gneisses(B.G.C) 

0.858 

1.47 

0.015 

0.07 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.11 

0.139 

0.21 

0.28 


Barana 

0824000102795400 

16.647 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.843 

3.12 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.20 

0.12 

0.010 

0.07 

0.06 


Barethpura 

0824000102794300 

4.354 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.646 

2.87 

0.015 

0.01 

0.00 

0.00 

0.00 

0.04 

0.09 

0.11 

0.02 

0.010 

0.25 

0.19 






Khari 

Command 

Gneisses(B.G.C) 

1.708 

2.87 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.07 

0.09 

0.01 

0.006 

0.16 

0.12 


Bari 

0821000502546900 

6.926 

Fresh 

Narayan Sagar 

Command 

Gneisses(B.G.C) 

6.926 

0.37 

0.015 

0.05 

0.01 

0.00 

0.00 

0.09 

-0.01 

-0.01 

0.16 

0.026 

0.40 

0.53 


Bariya Heera 

0825000102957700 

5.085 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.049 

4.99 

0.018 

0.02 

0.00 

0.00 

0.00 

0.01 

0.45 

0.38 

0.04 

0.029 

0.32 

0.38 


Bariya Meda 

0821000502539200 

0.895 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.895 

2.69 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.11 

0.003 

0.38 

0.49 


Barla (arwar Ka) 

0824000302810500 

2.915 

Fresh 

Arwar 

Command 

Gneisses(B.G.C) 

2.325 

1.44 

0.011 

0.46 

0.07 

0.00 

0.00 

0.00 

0.42 

0.36 

1.85 

0.006 

0.39 

0.45 


Barla Khera 

0821000702564100 

7.892 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.892 

3.07 

0.015 

0.08 

0.01 

0.00 

0.00 

0.07 

0.36 

0.24 

0.30 

0.020 

0.42 

0.64 


Barli 

0821000702564600 

17.391 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

17.391 

2.69 

0.015 

0.21 

0.03 

0.00 

0.00 

0.13 

0.75 

0.58 

0.80 

0.043 

0.45 

0.58 


Barni 

0824000102789300 

7.359 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.306 

3.97 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.001 

0.01 

0.02 







Non-command 

Gneisses(B.G.C) 

2.040 

3.97 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.16 

0.14 

0.18 

0.007 

0.10 

0.11 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Amdala 

0824000502837600 

0.03 

0.00 

139,565.32 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Amner 

0825000102961500 

0.04 

0.00 

11,345.00 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

0.012 

0.012 

0.012 

0.020 

0.001 

0.019 

0.023 

120.18 

Over Exploited 



0.04 

0.13 

########## 

0.15 

0.03 

0.18 

0.05 

0.47 

0.01 

0.0600 

- 

- 

0.025 

0.085 

0.100 

0.278 

0.014 

0.264 

0.390 

147.89 

Over Exploited 

Anakar 

0821000402529000 

0.06 

0.00 

2,582.12 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.008 

386.96 

Over Exploited 

Anandipura 

0824000202803600 

0.05 

0.09 

68.13 

0.11 

0.00 

0.11 

0.04 

0.50 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.120 

0.006 

0.114 

0.076 

66.23 

Safe 

Antali 

0824000102789000 

0.04 

0.02 

1,027.43 

0.02 

0.04 

0.06 

0.02 

0.20 

0.00 

0.0800 

- 

- 

0.010 

0.090 

0.093 

0.153 

0.008 

0.146 

0.676 

464.81 

Over Exploited 



0.04 

0.02 

882.19 

0.02 

0.03 

0.05 

0.02 

0.20 

0.00 

0.0600 

- 

- 

0.016 

0.076 

0.078 

0.130 

0.006 

0.123 

0.513 

416.24 

Over Exploited 

Araji Guwardi 

0821000502535600 

0.05 

0.00 

2,279.91 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Araniya Chauhan 

0824000302809300 

0.04 

0.12 

68.37 

0.14 

0.03 

0.17 

0.03 

0.49 

- 

0.0400 

- 

- 

0.037 

0.077 

0.077 

0.250 

0.013 

0.238 

0.407 

171.13 

Over Exploited 

Arjun Pura 

0824000102792600 

0.04 

0.02 

122.38 

0.02 

0.00 

0.03 

0.04 

0.44 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.034 

0.002 

0.033 

0.015 

47.34 

Safe 



0.04 

0.00 

18,267.83 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Arjungarh 

0825000202970300 

0.04 

0.03 

646.72 

0.04 

0.00 

0.04 

0.03 

0.28 

0.00 

0.0100 

- 

- 

0.005 

0.015 

0.019 

0.059 

0.003 

0.056 

0.053 

94.39 

Critical 

Asind (m) 

0824000142401000 

0.04 

0.01 

2,556.14 

0.01 

0.00 

0.01 

0.01 

0.06 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.035 

0.002 

0.034 

0.343 

1,023.06 

Over Exploited 



0.04 

0.24 

295.02 

0.29 

0.08 

0.37 

0.04 

0.38 

- 

0.1500 

- 

- 

0.086 

0.236 

0.236 

0.607 

0.030 

0.576 

2.093 

363.18 

Over Exploited 

Bachpari 

0821000502537300 

0.05 

0.05 

102.30 

0.06 

0.02 

0.07 

0.05 

0.50 

0.01 

0.0100 

- 

- 

0.023 

0.033 

0.039 

0.110 

0.005 

0.104 

0.104 

99.91 

Critical 

Baddoo 

0824000502837400 

0.03 

0.11 

764.17 

0.13 

0.03 

0.16 

0.04 

0.43 

0.01 

0.0100 

- 

- 

0.039 

0.049 

0.062 

0.221 

0.011 

0.210 

0.087 

41.53 

Safe 

Badhor 

0824000102782600 

0.04 

0.35 

########## 

0.42 

0.03 

0.45 

0.05 

0.38 

0.06 

0.1000 

- 

- 

- 

0.100 

0.158 

0.609 

0.030 

0.578 

1.009 

174.43 

Over Exploited 

Badni 

0825000102959000 

0.04 

0.00 

2,247.25 

0.01 

0.00 

0.01 

0.02 

0.12 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.012 

0.018 

0.001 

0.017 

0.061 

358.30 

Over Exploited 



0.04 

0.02 

840.70 

0.03 

0.00 

0.03 

0.03 

0.27 

0.00 

0.0100 

- 

- 

0.003 

0.013 

0.016 

0.045 

0.002 

0.043 

0.118 

276.43 

Over Exploited 

Bagata Kakhera 

0824000102797400 

0.04 

0.08 

717.89 

0.09 

0.01 

0.10 

0.04 

0.40 

0.01 

0.0100 

- 

- 

0.017 

0.027 

0.035 

0.137 

0.007 

0.130 

0.091 

69.80 

Safe 

Bagmal 

0824000102792700 

0.04 

0.06 

152.54 

0.07 

0.01 

0.07 

0.05 

0.46 

0.01 

- 

- 

- 

0.008 

0.008 

0.015 

0.087 

0.004 

0.082 

0.016 

19.66 

Safe 

Bagrai 

0821000702565000 

0.04 

0.29 

88.81 

0.34 

0.02 

0.36 

0.04 

0.48 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.452 

0.023 

0.430 

0.493 

114.77 

Over Exploited 



0.04 

0.00 

24,080.77 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bagthala 

0824000302809600 

0.04 

0.06 

79.01 

0.08 

0.01 

0.09 

0.03 

0.43 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.127 

0.006 

0.120 

0.346 

287.61 

Over Exploited 



0.04 

0.00 

740.99 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.026 

1,152.28 

Over Exploited 

Bahadurpura 

0821000502547500 

0.06 

0.05 

2.21 

0.05 

0.02 

0.06 

0.05 

0.46 

- 

- 

- 

- 

0.023 

0.023 

0.023 

0.086 

0.004 

0.082 

0.035 

43.30 

Safe 

Bajunda 

0824000102787300 

0.04 

0.09 

105.36 

0.11 

0.01 

0.11 

0.05 

0.44 

0.01 

0.0100 

- 

- 

0.011 

0.021 

0.032 

0.145 

0.007 

0.138 

0.078 

56.73 

Safe 

Bala Charat 

0821000402531400 

0.06 

0.04 

328.36 

0.05 

0.01 

0.06 

0.05 

0.45 

0.01 

0.0300 

- 

- 

0.002 

0.032 

0.037 

0.099 

0.005 

0.094 

0.260 

275.95 

Over Exploited 



0.06 

0.00 

4,321.50 

0.00 

- 

0.00 

0.00 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.020 

3,671.41 

Over Exploited 

Bala Ka Bariya 

0824000102786300 

0.04 

0.03 

285.31 

0.03 

0.01 

0.05 

0.05 

0.47 

0.00 

0.0200 

- 

- 

0.002 

0.022 

0.025 

0.070 

0.004 

0.067 

0.182 

272.99 

Over Exploited 

Balapura 

0821000702559400 

0.04 

0.06 

189.96 

0.07 

- 

0.07 

0.04 

0.47 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.080 

0.004 

0.076 

0.116 

152.71 

Over Exploited 


0824000102788400 

0.04 

0.02 

427.88 

0.02 

0.02 

0.04 

0.04 

0.34 

0.00 

0.0200 

- 

- 

0.020 

0.040 

0.043 

0.085 

0.004 

0.081 

0.186 

230.99 

Over Exploited 



0.04 

0.00 

3,358.55 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.014 

7,274.18 

Over Exploited 

Balato Ki Gawar 

0825000102962100 

0.04 

0.01 

1,390.10 

0.01 

0.00 

0.01 

0.02 

0.20 

0.00 

0.0100 

- 

- 

0.004 

0.014 

0.015 

0.030 

0.001 

0.028 

0.078 

278.86 

Over Exploited 



0.04 

0.02 

866.71 

0.02 

0.00 

0.02 

0.03 

0.29 

0.00 

0.0100 

- 

- 

0.000 

0.011 

0.013 

0.036 

0.002 

0.035 

0.097 

279.48 

Over Exploited 

Balev 

0824000102786100 

0.04 

0.07 

164.16 

0.08 

0.02 

0.10 

0.05 

0.45 

0.01 

0.0200 

- 

- 

0.018 

0.038 

0.046 

0.149 

0.007 

0.141 

0.166 

117.85 

Over Exploited 

Bali 

0825000102960100 

0.04 

0.00 

3,034.66 

0.01 

0.00 

0.01 

0.01 

0.06 

0.00 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.020 

0.001 

0.019 

0.040 

207.89 

Over Exploited 



0.04 

0.00 

2,782.50 

0.01 

0.01 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

0.008 

0.008 

0.008 

0.018 

0.001 

0.017 

0.036 

210.06 

Over Exploited 

Baliya Khera 

0824000502837500 

0.03 

0.02 

814.80 

0.03 

0.00 

0.03 

0.04 

0.43 

0.00 

- 

- 

- 

0.007 

0.007 

0.009 

0.043 

0.002 

0.041 

0.042 

104.11 

Over Exploited 

Bamni 

0824000102792500 

0.04 

0.00 

1,939.67 

0.00 

0.00 

0.01 

0.01 

0.09 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.006 

0.000 

0.006 

0.044 

754.12 

Over Exploited 



0.04 

0.05 

421.52 

0.06 

0.01 

0.07 

0.03 

0.35 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.093 

0.005 

0.088 

0.163 

184.58 

Over Exploited 

Baneriya 

0821000702559300 

0.04 

0.05 

251.50 

0.07 

0.02 

0.08 

0.04 

0.47 

- 

0.0300 

- 

- 

0.013 

0.043 

0.043 

0.127 

0.006 

0.120 

0.278 

230.68 

Over Exploited 

Banjari 

0821000402532400 

0.06 

0.01 

1,768.55 

0.01 

0.01 

0.02 

0.01 

0.09 

0.00 

0.0300 

- 

- 

- 

0.030 

0.031 

0.050 

0.002 

0.047 

0.175 

371.06 

Over Exploited 

Banki Kankar 

0824000102782100 

0.04 

0.02 

233.18 

0.03 

0.00 

0.03 

0.06 

0.41 

0.00 

0.0200 

- 

- 

0.003 

0.023 

0.026 

0.057 

0.003 

0.054 

0.089 

165.71 

Over Exploited 

Baori 

0824000302809700 

0.04 

0.03 

56.13 

0.03 

0.01 

0.04 

0.01 

0.23 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.062 

0.003 

0.058 

0.149 

254.38 

Over Exploited 



0.04 

0.00 

563.90 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.012 

3,691.48 

Over Exploited 



0.04 

0.04 

(3.10) 

0.04 

- 

0.04 

0.02 

0.27 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.045 

0.002 

0.043 

0.087 

203.44 

Over Exploited 

Bar 

0825000102958300 

0.04 

0.05 

539.04 

0.05 

0.03 

0.08 

0.04 

0.34 

0.01 

0.0300 

- 

- 

0.024 

0.054 

0.060 

0.141 

0.007 

0.134 

0.252 

187.95 

Over Exploited 

Bar Kochara 

0821000402529800 

0.06 

0.04 

458.00 

0.05 

- 

0.05 

0.03 

0.20 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.069 

0.003 

0.066 

0.082 

124.89 

Over Exploited 

Bar Nagar 

0824000102792900 

0.04 

0.01 

360.41 

0.01 

0.00 

0.01 

0.04 

0.45 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.029 

0.001 

0.028 

0.070 

249.98 

Over Exploited 

Bara Asan 

0821000502546800 

0.06 

0.00 

3,425.88 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.095 

12,286.40 

Over Exploited 



0.06 

0.24 

81.99 

0.29 

0.01 

0.29 

0.04 

0.41 

- 

0.0100 

0.0046 

0.0055 

0.010 

0.030 

0.030 

0.322 

0.016 

0.306 

1.696 

554.02 

Over Exploited 



0.06 

0.06 

62.94 

0.07 

0.01 

0.08 

0.04 

0.43 

- 

- 

0.0011 

0.0013 

0.008 

0.011 

0.011 

0.089 

0.004 

0.085 

0.417 

492.55 

Over Exploited 

Bara Khera 

0824000102792400 

0.04 

0.05 

323.25 

0.06 

0.01 

0.07 

0.04 

0.45 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.100 

0.005 

0.095 

0.245 

258.62 

Over Exploited 

Barachh 

0824000102782700 

0.04 

0.07 

335.86 

0.08 

- 

0.08 

0.05 

0.35 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.103 

0.005 

0.098 

0.068 

69.36 

Safe 

Baral 

0821000502548500 

0.06 

0.01 

603.91 

0.01 

- 

0.01 

0.02 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.020 

0.001 

0.019 

0.202 

1,085.94 

Over Exploited 



0.06 

0.01 

473.04 

0.01 

- 

0.01 

0.02 

0.23 

- 

0.0100 

0.0005 

0.0005 

- 

0.011 

0.011 

0.025 

0.001 

0.024 

0.245 

1,040.54 

Over Exploited 

Barana 

0824000102795400 

0.04 

0.01 

2,478.59 

0.01 

- 

0.01 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.019 

0.001 

0.018 

0.132 

717.36 

Over Exploited 

Barethpura 

0824000102794300 

0.04 

0.03 

334.76 

0.03 

0.04 

0.07 

0.03 

0.27 

- 

- 

- 

- 

0.053 

0.053 

0.053 

0.120 

0.006 

0.114 

0.028 

24.33 

Safe 



0.04 

0.01 

692.32 

0.01 

0.01 

0.02 

0.02 

0.18 

- 

- 

- 

- 

0.009 

0.010 

0.010 

0.029 

0.001 

0.027 

0.017 

62.91 

Safe 

Bari 

0821000502546900 

0.06 

0.18 

(104.26) 

0.14 

0.10 

0.24 

0.04 

0.44 

- 

0.0200 

0.0032 

0.0039 

0.133 

0.160 

0.160 

0.403 

0.020 

0.383 

0.189 

49.27 

Safe 

Bariya Heera 

0825000102957700 

0.04 

0.06 

486.85 

0.08 

0.01 

0.09 

0.04 

0.36 

0.01 

0.0100 

- 

- 

0.016 

0.026 

0.035 

0.122 

0.006 

0.116 

0.072 

62.32 

Safe 

Bariya Meda 

0821000502539200 

0.06 

0.02 

130.47 

0.03 

0.00 

0.03 

0.05 

0.43 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.013 

0.040 

0.002 

0.038 

0.109 

285.22 

Over Exploited 

Barla (arwar Ka) 

0824000302810500 

0.04 

0.04 

902.52 

0.04 

0.07 

0.12 

0.03 

0.41 

- 

0.2100 

0.0006 

0.0005 

0.007 

0.218 

0.218 

0.336 

0.017 

0.319 

1.853 

581.52 

Over Exploited 

Barla Khera 

0821000702564100 

0.04 

0.14 

73.28 

0.16 

0.08 

0.25 

0.04 

0.47 

- 

0.0300 

- 

- 

0.110 

0.140 

0.140 

0.388 

0.019 

0.369 

0.322 

87.20 

Semi Critical 

Barli 

0821000702564600 

0.04 

0.32 

81.21 

0.38 

0.16 

0.54 

0.05 

0.49 

- 

0.0900 

- 

- 

0.197 

0.287 

0.287 

0.831 

0.042 

0.789 

0.842 

106.72 

Over Exploited 

Barni 

0824000102789300 

0.04 

0.00 

13,877.55 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.039 

15,825.80 

Over Exploited 



0.04 

0.01 

1,646.38 

0.01 

0.01 

0.02 

0.01 

0.11 

0.00 

0.0200 

- 

- 

0.003 

0.023 

0.024 

0.046 

0.002 

0.043 

0.191 

441.64 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 






Khari 

Command 

Gneisses(B.G.C) 

5.014 

3.97 

0.015 

0.12 

0.02 

0.00 

0.00 

0.00 

0.40 

0.35 

0.45 

0.018 

0.24 

0.28 


Barsani 

082400010278990C 

19.008 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.259 

4.46 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.01 

0.01 






Khari 

Command 

Gneisses(B.G.C) 

2.696 

4.46 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.20 

0.18 

0.12 

0.010 

0.06 

0.06 


Bassi (Masooda) 

0821000502537500 

2.588 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.588 

2.76 

0.015 

0.03 

0.00 

0.00 

0.00 

0.02 

0.12 

0.10 

0.11 

0.010 

0.44 

0.51 


Bathera 

0824000102790600 

1.573 

Fresh 

Khari 

Command 

Gneisses(B.G.C) 

1.573 

0.44 

0.015 

0.03 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.10 

0.006 

0.40 

0.32 


Been 

0821000402532500 

1.983 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.710 

3.77 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.13 

0.04 

0.008 

0.38 

0.41 


Begaliyawas 

0821000502545200 

8.590 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.749 

2.51 

0.015 

0.09 

0.01 

0.00 

0.00 

0.00 

0.26 

0.22 

0.35 

0.018 

0.24 

0.28 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.079 

2.51 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhadsi 

0824000102781800 

4.786 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.692 

3.17 

0.015 

0.12 

0.02 

0.00 

0.00 

0.00 

0.32 

0.27 

0.47 

0.017 

0.36 

0.43 


Bhagawanpura 

0821000502547900 

6.734 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.734 

4.21 

0.015 

0.04 

0.01 

0.00 

0.00 

0.01 

0.45 

0.33 

0.13 

0.025 

0.42 

0.56 


Bhagwanpura (Masooda) 

0821000502543100 

5.521 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.521 

3.75 

0.015 

0.05 

0.01 

0.00 

0.00 

0.07 

0.28 

0.25 

0.15 

0.021 

0.44 

0.50 


Bhairoo Khera 

0821000702564300 

1.999 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.583 

2.61 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.04 

0.004 

0.33 

0.56 



0824000102789200 

2.120 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.308 

3.83 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.001 

0.05 

0.06 






Khari 

Command 

Gneisses(B.G.C) 

1.813 

3.83 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.15 

0.13 

0.22 

0.007 

0.30 

0.35 



0824000102792300 

1.212 

Fresh 

Khari 

Command 

Gneisses(B.G.C) 

1.212 

1.55 

0.015 

0.05 

0.01 

0.00 

0.00 

0.03 

0.04 

0.05 

0.18 

0.004 

0.40 

0.32 


Bhairoo Pura 

0824000102783100 

1.325 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.325 

3.43 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.11 

0.005 

0.31 

0.37 


Bhairoon Khera 

0821000502536600 

1.316 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.316 

2.79 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.04 

0.005 

0.44 

0.51 


Bhairoon Khera (Hanootiya) 

0821000502546200 

2.253 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.263 

3.05 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.08 

0.005 

0.23 

0.29 


Bhalesariya 

0821000502540500 

2.454 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.454 

1.63 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.06 

0.05 

0.04 

0.009 

0.43 

0.52 


Bhanas 

0824000102797300 

2.507 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.507 

3.33 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.25 

0.08 

0.009 

0.39 

0.22 


Bhartawa 

0825000102959200 

4.471 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.239 

5.46 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.001 

0.02 

0.02 







Non-command 

Gneisses(B.G.C) 

2.275 

5.46 

0.018 

0.04 

0.00 

0.00 

0.00 

0.00 

0.25 

0.21 

0.13 

0.013 

0.18 

0.22 


Bhawani Khera(Masooda) 

0821000502537600 

2.119 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.119 

2.75 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.09 

0.08 

0.07 

0.008 

0.44 

0.51 


Bhawanipura 

0824000102786700 

3.158 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.104 

3.13 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.17 

0.16 

0.09 

0.011 

0.42 

0.42 


Bheel Khera 

0825000102961600 

2.350 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.350 

4.44 

0.018 

0.01 

0.00 

0.00 

0.00 

0.01 

0.19 

0.18 

0.04 

0.014 

0.44 

0.47 


Bheemlat 

0824000202802100 

10.486 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.210 

2.70 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.12 

0.09 

0.007 

0.08 

0.10 







Non-command 

Gneisses(B.G.C) 

8.273 

2.70 

0.015 

0.06 

0.01 

0.00 

0.00 

0.03 

0.35 

0.29 

0.20 

0.027 

0.29 

0.36 


Bhim 

0825000102962300 

9.219 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.214 

4.83 

0.020 

0.23 

0.01 

0.00 

0.00 

0.00 

1.11 

1.04 

0.16 

0.575 

0.44 

0.47 


Bhojpura 

0824000102782300 

6.571 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.571 

2.91 

0.015 

0.13 

0.02 

0.00 

0.00 

0.03 

0.36 

0.32 

0.49 

0.024 

0.38 

0.43 


Bhopal Garh 

0825000102957000 

1.386 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.103 

4.33 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.03 

0.03 


Bichchhu Dara 

0824000102782800 

4.358 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.357 

4.45 

0.015 

0.02 

0.00 

0.00 

0.00 

0.03 

0.28 

0.23 

0.04 

0.016 

0.34 

0.43 


Biliyawas 

0825000102959600 

2.889 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.368 

3.30 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.002 

0.05 

0.06 


Borela 

0824000102793000 

6.672 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.672 

2.49 

0.015 

0.05 

0.01 

0.00 

0.00 

0.01 

0.28 

0.31 

0.16 

0.024 

0.41 

0.38 


Borwa 

0825000102956100 

5.128 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.061 

4.21 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.13 

0.06 

0.012 

0.15 

0.19 


Chainpura 

0824000102786600 

10.337 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

10.337 

3.02 

0.015 

0.14 

0.02 

0.00 

0.00 

0.03 

0.55 

0.54 

0.53 

0.038 

0.42 

0.43 


Chak Masooda 

0821000502537400 

0.918 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.918 

3.37 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.01 

0.003 

0.44 

0.50 


Chandma 

0824000302811700 

11.517 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.140 

1.65 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.000 

0.01 

0.01 


Chapaneri 

0821000702563900 

24.096 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

20.861 

3.28 

0.015 

0.28 

0.04 

0.00 

0.00 

0.11 

1.16 

0.77 

1.07 

0.052 

0.37 

0.55 


Chatarpura 

0824000102783300 

4.386 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.351 

4.33 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.32 

0.27 

0.20 

0.016 

0.31 

0.37 


Chawandiya 

0821000702561500 

8.416 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.095 

4.03 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.01 


Chhapiya Khera 

0824000202802700 

1.659 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.659 

2.46 

0.015 

0.01 

0.00 

0.00 

0.00 

0.02 

0.06 

0.05 

0.02 

0.005 

0.40 

0.49 


Chitoriya 

0824000102790800 

1.431 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.684 

1.45 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.17 

0.002 

0.19 

0.16 






Khari 

Command 

Gneisses(B.G.C) 

0.593 

1.45 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.15 

0.002 

0.17 

0.14 


Chorasiya 

0821000502538000 

3.266 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.204 

2.17 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.13 

0.10 

0.10 

0.012 

0.43 

0.53 







Non-command 

Gneisses(B.G.C) 

0.062 

2.17 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Chosla @ Dulhe Nagar 

0821000502548400 

4.691 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.823 

0.52 

0.015 

0.06 

0.01 

0.00 

0.00 

0.02 

0.06 

0.05 

0.20 

0.014 

0.32 

0.43 






Narayan Sagar 

Command 

Gneisses(B.G.C) 

0.869 

0.52 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.05 

0.003 

0.07 

0.10 


Chotiyas 

0824000102787600 

6.449 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.449 

0.05 

0.015 

0.03 

0.00 

0.00 

0.00 

0.03 

0.01 

0.01 

0.10 

0.023 

0.40 

0.33 


Daheriya 

0825000102960800 

2.153 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.153 

3.50 

0.018 

0.05 

0.01 

0.00 

0.00 

0.01 

0.16 

0.16 

0.18 

0.013 

0.42 

0.43 


Dansariya 

0825000102962700 

5.526 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.292 

3.51 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.43 

0.39 

0.24 

0.031 

0.42 

0.47 


Dantra 

0824000102794500 

4.335 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.499 

3.38 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.19 

0.10 

0.009 

0.23 

0.19 






Khari 

Command 

Gneisses(B.G.C) 

0.199 

3.38 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.01 



0824000202802500 

25.035 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

10.564 

4.59 

0.015 

0.10 

0.01 

0.00 

0.00 

0.06 

0.76 

0.64 

0.37 

0.034 

0.16 

0.19 






Khari 

Command 

Gneisses(B.G.C) 

11.605 

4.59 

0.015 

0.11 

0.02 

0.00 

0.00 

0.08 

0.80 

0.68 

0.41 

0.038 

0.18 

0.21 


Darawat 

0824000102791800 

3.639 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.590 

-0.17 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.002 

0.07 

0.05 






Khari 

Command 

Gneisses(B.G.C) 

3.049 

-0.17 

0.015 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.011 

0.34 

0.27 


Daulat Garh 

0824000102797000 

12.833 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.621 

3.43 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.03 

0.002 

0.02 

0.01 


Daulatpura 

0824000302809400 

2.209 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.209 

1.87 

0.011 

0.03 

0.00 

0.00 

0.00 

0.03 

0.04 

0.04 

0.13 

0.006 

0.47 

0.55 


Daulatpura (Santhana) 

0821000502547600 

6.414 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.414 

2.96 

0.015 

0.04 

0.00 

0.00 

0.00 

0.07 

0.26 

0.20 

0.12 

0.024 

0.42 

0.54 


Daulatpura(Kesharpura) 

0821000502541000 

4.753 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.753 

0.88 

0.015 

0.06 

0.01 

0.00 

0.00 

0.03 

0.08 

0.07 

0.21 

0.018 

0.39 

0.48 


Deo Khera 

0825000102956600 

1.644 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.644 

5.11 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.13 

0.04 

0.010 

0.32 

0.38 


Deogarh 

0821000502542700 

1.545 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.545 

2.90 

0.015 

0.03 

0.00 

0.00 

0.00 

0.04 

0.06 

0.05 

0.10 

0.006 

0.43 

0.51 


Deogarh @ Sooti Khera 

0821000502546700 

1.397 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.140 

1.19 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.04 

0.05 






Narayan Sagar 

Command 

Gneisses(B.G.C) 

1.257 

1.19 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.06 

0.005 

0.36 

0.47 


Deokhera 

0821000402526100 

1.346 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.269 

5.22 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.20 

0.17 

0.30 

0.006 

0.32 

0.38 







Non-command 

Gneisses(B.G.C) 

0.029 

5.22 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Deoliya Kalan 

0821000702564800 

31.431 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

31.431 

3.08 

0.015 

0.86 

0.12 

0.00 

0.00 

0.17 

2.02 

1.62 

3.33 

0.078 

0.44 

0.55 


Deomali 

0821000502542800 

4.107 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.107 

2.87 

0.015 

0.04 

0.01 

0.00 

0.00 

0.05 

0.16 

0.13 

0.13 

0.015 

0.44 

0.51 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.04 

0.05 

618.42 

0.06 

0.02 

0.08 

0.03 

0.27 

0.01 

0.0500 

- 

- 

0.003 

0.053 

0.060 

0.140 

0.007 

0.133 

0.472 

355.72 

Over Exploited 

Barsani 

082400010278990C 

0.04 

0.00 

27,814.23 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.012 

17,024.66 

Over Exploited 



0.04 

0.01 

2,865.71 

0.01 

0.01 

0.02 

0.01 

0.06 

0.00 

0.0100 

- 

- 

0.016 

0.026 

0.027 

0.045 

0.002 

0.042 

0.132 

310.79 

Over Exploited 

Bassi (Masooda) 

0821000502537500 

0.05 

0.06 

72.65 

0.07 

0.02 

0.09 

0.05 

0.49 

0.01 

0.0100 

- 

- 

0.026 

0.037 

0.044 

0.134 

0.007 

0.127 

0.118 

92.42 

Critical 

Bathera 

0824000102790600 

0.04 

0.03 

8.05 

0.03 

0.02 

0.05 

0.04 

0.45 

- 

- 

- 

- 

0.028 

0.028 

0.028 

0.074 

0.004 

0.070 

0.107 

152.32 

Over Exploited 

Been 

0821000402532500 

0.06 

0.04 

223.83 

0.05 

- 

0.05 

0.04 

0.43 

0.00 

- 

- 

- 

- 

- 

0.005 

0.053 

0.003 

0.050 

0.044 

87.97 

Semi Critical 

Begaliyawas 

0821000502545200 

0.06 

0.08 

198.62 

0.09 

0.01 

0.10 

0.03 

0.27 

0.01 

0.0400 

- 

- 

- 

0.040 

0.049 

0.149 

0.007 

0.142 

0.364 

256.37 

Over Exploited 



0.06 

0.00 

13,517.02 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.004 

17,884.57 

Over Exploited 

Bhadsi 

0824000102781800 

0.04 

0.07 

302.16 

0.08 

0.02 

0.10 

0.05 

0.41 

0.01 

0.0900 

- 

- 

- 

0.090 

0.100 

0.201 

0.010 

0.191 

0.489 

255.87 

Over Exploited 

Bhagawanpura 

0821000502547900 

0.06 

0.18 

81.72 

0.22 

0.02 

0.24 

0.04 

0.46 

- 

0.0200 

- 

- 

0.013 

0.033 

0.033 

0.271 

0.014 

0.258 

0.159 

61.68 

Safe 

Bhagwanpura (Masooda) 

0821000502543100 

0.06 

0.16 

55.91 

0.19 

0.08 

0.27 

0.05 

0.50 

0.02 

0.0200 

- 

- 

0.102 

0.122 

0.142 

0.410 

0.020 

0.389 

0.175 

44.81 

Safe 

Bhairoo Khera 

0821000702564300 

0.04 

0.02 

93.77 

0.03 

0.00 

0.03 

0.04 

0.36 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.030 

0.001 

0.028 

0.047 

167.24 

Over Exploited 


0824000102789200 

0.04 

0.00 

3,694.38 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.037 

4,696.91 

Over Exploited 



0.04 

0.02 

508.74 

0.03 

0.01 

0.04 

0.04 

0.34 

0.00 

0.0300 

- 

- 

- 

0.030 

0.033 

0.069 

0.003 

0.065 

0.230 

350.82 

Over Exploited 


0824000102792300 

0.04 

0.02 

145.78 

0.02 

0.04 

0.06 

0.04 

0.45 

- 

0.0200 

- 

- 

0.046 

0.066 

0.066 

0.130 

0.006 

0.123 

0.184 

149.47 

Over Exploited 

Bhairoo Pura 

0824000102783100 

0.04 

0.02 

397.29 

0.02 

0.00 

0.02 

0.04 

0.36 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.012 

0.032 

0.002 

0.031 

0.113 

367.56 

Over Exploited 

Bhairoon Khera 

0821000502536600 

0.05 

0.03 

79.43 

0.04 

0.00 

0.04 

0.05 

0.49 

0.00 

- 

- 

- 

0.003 

0.003 

0.007 

0.045 

0.002 

0.043 

0.048 

112.27 

Over Exploited 

Bhairoon Khera (Hanootiya) 

0821000502546200 

0.06 

0.02 

231.02 

0.02 

- 

0.02 

0.02 

0.25 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.032 

0.002 

0.031 

0.082 

267.17 

Over Exploited 

Bhalesariya 

0821000502540500 

0.06 

0.07 

(30.89) 

0.05 

0.01 

0.07 

0.05 

0.48 

0.01 

- 

- 

- 

0.020 

0.020 

0.028 

0.096 

0.005 

0.091 

0.047 

51.72 

Safe 

Bhanas 

0824000102797300 

0.04 

0.04 

527.52 

0.05 

0.00 

0.05 

0.04 

0.44 

0.00 

0.0100 

- 

- 

0.006 

0.016 

0.021 

0.072 

0.004 

0.068 

0.088 

129.07 

Over Exploited 

Bhartawa 

0825000102959200 

0.04 

0.00 

11,226.48 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.018 

2,049.52 

Over Exploited 



0.04 

0.02 

1,198.80 

0.02 

0.00 

0.02 

0.03 

0.20 

0.00 

0.0100 

- 

- 

0.004 

0.014 

0.017 

0.039 

0.002 

0.037 

0.139 

378.88 

Over Exploited 

Bhawani Khera(Masooda) 

0821000502537600 

0.05 

0.05 

62.61 

0.06 

0.01 

0.07 

0.05 

0.49 

0.01 

0.0100 

- 

- 

0.022 

0.033 

0.039 

0.113 

0.006 

0.107 

0.073 

68.02 

Safe 

Bhawanipura 

0824000102786700 

0.04 

0.05 

217.25 

0.06 

0.01 

0.07 

0.05 

0.47 

0.01 

0.0100 

- 

- 

0.013 

0.023 

0.029 

0.100 

0.005 

0.095 

0.105 

110.74 

Over Exploited 

Bheel Khera 

0825000102961600 

0.04 

0.04 

327.74 

0.05 

0.01 

0.05 

0.05 

0.49 

0.00 

0.0100 

- 

- 

0.008 

0.018 

0.023 

0.077 

0.004 

0.073 

0.050 

67.68 

Safe 

Bheemlat 

0824000202802100 

0.06 

0.01 

1,048.77 

0.01 

0.00 

0.02 

0.01 

0.09 

0.00 

0.0100 

- 

- 

0.006 

0.016 

0.017 

0.033 

0.002 

0.032 

0.099 

313.56 

Over Exploited 



0.05 

0.11 

154.66 

0.14 

0.04 

0.18 

0.03 

0.33 

0.01 

0.0200 

- 

- 

0.046 

0.066 

0.079 

0.256 

0.013 

0.243 

0.229 

94.18 

Critical 

Bhim 

0825000102962300 

0.04 

0.17 

502.46 

0.21 

0.01 

0.22 

0.05 

0.49 

0.02 

0.0300 

- 

- 

0.006 

0.036 

0.056 

0.277 

0.014 

0.263 

0.736 

279.71 

Over Exploited 

Bhojpura 

0824000102782300 

0.04 

0.10 

221.23 

0.12 

0.05 

0.17 

0.05 

0.44 

0.01 

0.0500 

- 

- 

0.048 

0.098 

0.113 

0.286 

0.014 

0.272 

0.510 

187.57 

Over Exploited 

Bhopal Garh 

0825000102957000 

0.04 

0.00 

5,639.42 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.005 

3,313.58 

Over Exploited 

Bichchhu Dara 

0824000102782800 

0.04 

0.06 

283.33 

0.07 

0.03 

0.10 

0.05 

0.39 

0.01 

- 

- 

- 

0.040 

0.040 

0.049 

0.147 

0.007 

0.139 

0.059 

42.25 

Safe 

Biliyawas 

0825000102959600 

0.04 

0.00 

3,718.41 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.045 

435.81 

Over Exploited 

Borela 

0824000102793000 

0.04 

0.11 

176.55 

0.13 

0.02 

0.15 

0.05 

0.46 

0.01 

0.0200 

- 

- 

0.015 

0.035 

0.048 

0.201 

0.010 

0.191 

0.182 

95.51 

Critical 

Borwa 

0825000102956100 

0.04 

0.01 

998.76 

0.01 

0.00 

0.02 

0.02 

0.17 

0.00 

0.0100 

- 

- 

0.004 

0.014 

0.015 

0.032 

0.002 

0.031 

0.070 

227.91 

Over Exploited 

Chainpura 

0824000102786600 

0.04 

0.18 

211.21 

0.21 

0.05 

0.26 

0.05 

0.47 

0.02 

0.0600 

- 

- 

0.051 

0.111 

0.133 

0.397 

0.020 

0.377 

0.567 

150.25 

Over Exploited 

Chak Masooda 

0821000502537400 

0.05 

0.02 

89.89 

0.03 

- 

0.03 

0.05 

0.50 

0.00 

- 

- 

- 

- 

- 

0.003 

0.028 

0.001 

0.027 

0.014 

53.46 

Safe 

Chandma 

0824000302811700 

0.20 

0.00 

14,066.95 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chapaneri 

0821000702563900 

0.04 

0.31 

145.14 

0.38 

0.15 

0.53 

0.04 

0.40 

- 

0.1200 

- 

- 

0.167 

0.287 

0.287 

0.816 

0.041 

0.775 

1.121 

144.65 

Over Exploited 

Chatarpura 

0824000102783300 

0.04 

0.05 

400.26 

0.07 

0.01 

0.08 

0.04 

0.36 

0.01 

0.0200 

- 

- 

- 

0.020 

0.027 

0.103 

0.005 

0.098 

0.214 

219.00 

Over Exploited 

Chawandiya 

0821000702561500 

0.04 

0.00 

17,156.22 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chhapiya Khera 

0824000202802700 

0.05 

0.03 

44.83 

0.04 

0.02 

0.05 

0.04 

0.44 

- 

- 

- 

- 

0.023 

0.024 

0.024 

0.077 

0.004 

0.073 

0.029 

40.40 

Safe 

Chitoriya 

0824000102790800 

0.04 

0.01 

1,164.59 

0.01 

- 

0.01 

0.02 

0.21 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.026 

0.001 

0.025 

0.171 

686.09 

Over Exploited 



0.04 

0.00 

1,520.18 

0.00 

- 

0.00 

0.02 

0.19 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.025 

0.001 

0.024 

0.150 

638.69 

Over Exploited 

Chorasiya 

0821000502538000 

0.05 

0.07 

39.95 

0.09 

0.01 

0.10 

0.05 

0.48 

0.01 

0.0100 

- 

- 

0.014 

0.024 

0.033 

0.129 

0.006 

0.122 

0.109 

88.94 

Semi Critical 



0.06 

0.00 

4,717.12 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

0.000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chosla @ Dulhe Nagar 

0821000502548400 

0.06 

0.08 

(44.04) 

0.06 

0.03 

0.09 

0.03 

0.36 

- 

0.0200 

- 

- 

0.030 

0.050 

0.050 

0.145 

0.007 

0.138 

0.218 

158.21 

Over Exploited 



0.06 

0.00 

205.16 

0.00 

- 

0.00 

0.01 

0.08 

- 

0.0100 

0.0004 

0.0005 

- 

0.011 

0.011 

0.016 

0.001 

0.015 

0.051 

339.25 

Over Exploited 

Chotiyas 

0824000102787600 

0.04 

0.10 

(89.67) 

0.08 

0.03 

0.11 

0.05 

0.44 

0.01 

- 

- 

- 

0.039 

0.039 

0.051 

0.158 

0.008 

0.151 

0.127 

84.67 

Semi Critical 

Daheriya 

0825000102960800 

0.04 

0.04 

325.69 

0.04 

0.02 

0.07 

0.05 

0.48 

0.00 

0.0200 

- 

- 

0.020 

0.040 

0.044 

0.111 

0.006 

0.105 

0.193 

182.60 

Over Exploited 

Dansariya 

0825000102962700 

0.04 

0.09 

311.01 

0.11 

0.01 

0.13 

0.05 

0.48 

0.01 

0.0400 

- 

- 

0.003 

0.043 

0.055 

0.180 

0.009 

0.171 

0.270 

157.51 

Over Exploited 

Dantra 

0824000102794500 

0.04 

0.02 

730.28 

0.03 

0.00 

0.03 

0.03 

0.26 

0.00 

0.0200 

- 

- 

0.005 

0.025 

0.027 

0.058 

0.003 

0.055 

0.110 

198.92 

Over Exploited 



0.04 

0.00 

8,473.02 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.008 

4,184.50 

Over Exploited 


0824000202802500 

0.05 

0.08 

698.91 

0.10 

0.07 

0.17 

0.02 

0.18 

0.01 

0.0400 

- 

- 

0.089 

0.129 

0.138 

0.303 

0.015 

0.288 

0.401 

139.17 

Over Exploited 



0.05 

0.10 

602.43 

0.12 

0.10 

0.22 

0.02 

0.20 

0.01 

0.0500 

- 

- 

0.127 

0.177 

0.188 

0.409 

0.020 

0.388 

0.446 

114.79 

Over Exploited 

Darawat 

0824000102791800 

0.04 

0.00 

- 

0.00 

0.00 

0.00 

0.01 

0.07 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.008 

0.001 

0.008 

0.070 

928.89 

Over Exploited 



0.04 

0.04 

- 

0.04 

0.00 

0.04 

0.04 

0.37 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.052 

0.005 

0.047 

0.357 

765.64 

Over Exploited 

Daulat Garh 

0824000102797000 

0.04 

0.00 

11,063.11 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.014 

0.001 

0.013 

0.031 

235.37 

Over Exploited 

Daulatpura 

0824000302809400 

0.04 

0.04 

(13.37) 

0.04 

0.03 

0.07 

0.03 

0.50 

- 

0.0100 

- 

- 

0.050 

0.060 

0.060 

0.129 

0.006 

0.123 

0.136 

111.02 

Over Exploited 

Daulatpura (Santhana) 

0821000502547600 

0.06 

0.17 

14.06 

0.20 

0.07 

0.26 

0.05 

0.46 

- 

0.0100 

- 

- 

0.099 

0.109 

0.109 

0.374 

0.019 

0.355 

0.139 

39.08 

Safe 

Daulatpura(Kesharpura) 

0821000502541000 

0.06 

0.12 

(42.66) 

0.10 

0.04 

0.13 

0.05 

0.44 

0.01 

0.0200 

- 

- 

0.042 

0.062 

0.077 

0.211 

0.011 

0.200 

0.229 

114.12 

Over Exploited 

Deo Khera 

0825000102956600 

0.04 

0.02 

529.99 

0.03 

0.00 

0.03 

0.04 

0.36 

0.00 

- 

- 

- 

0.000 

0.001 

0.003 

0.029 

0.001 

0.027 

0.053 

192.37 

Over Exploited 

Deogarh 

0821000502542700 

0.06 

0.04 

16.93 

0.05 

0.04 

0.09 

0.05 

0.48 

0.01 

0.0100 

- 

- 

0.056 

0.066 

0.071 

0.159 

0.008 

0.151 

0.102 

67.40 

Safe 

Deogarh @ Sooti Khera 

0821000502546700 

0.06 

0.00 

418.73 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

2,519.14 

Over Exploited 



0.06 

0.03 

8.59 

0.03 

0.00 

0.03 

0.04 

0.40 

- 

0.0100 

0.0006 

0.0007 

0.001 

0.012 

0.012 

0.045 

0.002 

0.042 

0.063 

147.68 

Over Exploited 

Deokhera 

0821000402526100 

0.06 

0.02 

567.38 

0.03 

0.01 

0.04 

0.04 

0.36 

0.00 

0.0600 

- 

- 

0.002 

0.062 

0.066 

0.107 

0.005 

0.102 

0.306 

301.19 

Over Exploited 



0.06 

0.00 

14,492.44 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.005 

32,757.79 

Over Exploited 

Deoliya Kalan 

0821000702564800 

0.04 

0.57 

183.80 

0.68 

0.29 

0.98 

0.04 

0.48 

- 

0.6200 

- 

- 

0.258 

0.878 

0.878 

1.854 

0.093 

1.761 

3.404 

193.28 

Over Exploited 

Deomali 

0821000502542800 

0.06 

0.12 

16.00 

0.13 

0.06 

0.19 

0.05 

0.49 

0.01 

0.0200 

- 

- 

0.074 

0.094 

0.108 

0.303 

0.015 

0.288 

0.149 

51.90 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Deopura (Dewas) 

082100050254140C 

4.105 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.981 

3.10 

0.015 

0.05 

0.00 

0.00 

0.00 

0.00 

0.24 

0.19 

0.19 

0.015 

0.34 

0.41 


Deopura (Hanootiya) 

0821000502542000 

2.293 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.386 

2.85 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.02 

0.005 

0.21 

0.25 


Deopura (Sathana) 

0821000502547100 

3.759 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.695 

2.18 

0.015 

0.04 

0.01 

0.00 

0.00 

0.02 

0.13 

0.10 

0.15 

0.014 

0.40 

0.53 






Narayan Sagar 

Command 

Gneisses(B.G.C) 

0.064 

2.18 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Deopura(Deomali) 

0821000502542900 

4.730 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.730 

3.05 

0.015 

0.09 

0.01 

0.00 

0.00 

0.02 

0.27 

0.24 

0.32 

0.018 

0.44 

0.51 


Deori 

0824000102794600 

2.523 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.615 

2.88 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.01 

0.006 

0.26 

0.20 






Khari 

Command 

Gneisses(B.G.C) 

0.909 

2.88 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.03 

0.04 

0.01 

0.003 

0.14 

0.11 


Devipura 

0821000502540200 

2.687 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.160 

1.32 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.03 







Non-command 

Gneisses(B.G.C) 

2.527 

1.32 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.06 

0.05 

0.05 

0.009 

0.39 

0.49 


Dewas 

0821000502541500 

4.376 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.376 

3.40 

0.015 

0.06 

0.00 

0.00 

0.00 

0.03 

0.25 

0.21 

0.22 

0.016 

0.33 

0.40 


Dhani 

0821000702561700 

2.891 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.684 

3.57 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.16 

0.09 

0.11 

0.007 

0.38 

0.65 


Dhanop 

0824000302811100 

28.164 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.105 

0.86 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.006 

0.04 

0.04 






Arwar 

Command 

Gneisses(B.G.C) 

13.652 

0.86 

0.011 

0.08 

0.01 

0.00 

0.00 

0.00 

0.20 

0.18 

0.26 

0.038 

0.23 

0.26 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

9.953 

0.86 

0.011 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.09 

0.028 

0.17 

0.19 






Arwar 

Command 

Gneisses(B.G.C) 

0.364 

0.86 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 


Dhapra 

0824000502833300 

4.300 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.464 

4.03 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.002 

0.05 

0.05 


Dhawariya 

0824000102786500 

2.520 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.520 

2.68 

0.015 

0.01 

0.00 

0.00 

0.00 

0.02 

0.09 

0.09 

0.03 

0.009 

0.42 

0.43 


Dhola Danta 

0821000502537700 

1.608 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.448 

2.47 

0.015 

0.02 

0.00 

0.00 

0.00 

0.02 

0.06 

0.05 

0.08 

0.005 

0.40 

0.46 







Non-command 

Gneisses(B.G.C) 

0.160 

2.47 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.04 

0.05 


Dhoraka Bariya 

0824000502833700 

3.731 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.041 

2.54 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dhoti 

0825000102961800 

1.256 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.256 

4.91 

0.018 

0.06 

0.01 

0.00 

0.00 

0.01 

0.15 

0.14 

0.23 

0.007 

0.44 

0.47 


Diyas 

0824000302813000 

7.393 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.332 

1.13 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.02 

0.03 






Arwar 

Command 

Gneisses(B.G.C) 

0.266 

1.13 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.02 

0.02 


Dola Ka Khera 

0824000102791300 

1.710 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.515 

2.86 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.02 

0.03 

0.02 

0.002 

0.12 

0.11 






Khari 

Command 

Gneisses(B.G.C) 

1.081 

2.86 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.04 

0.004 

0.24 

0.23 


Doodiya 

0824000102793100 

3.379 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.536 

2.81 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.12 

0.14 

0.09 

0.009 

0.31 

0.27 


Doongaji Ka Gaon 

0825000102962000 

3.088 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.086 

4.19 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.29 

0.26 

0.14 

0.018 

0.44 

0.48 


Doongarkhera 

0825000102959300 

4.777 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.747 

5.20 

0.018 

0.05 

0.01 

0.00 

0.00 

0.00 

0.47 

0.37 

0.15 

0.028 

0.34 

0.43 


Dulhepura 

0824000102788200 

1.272 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.272 

3.26 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.12 

0.005 

0.36 

0.39 


Ekalseenga 

0821000702561600 

15.374 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

14.680 

3.72 

0.015 

0.16 

0.02 

0.00 

0.00 

0.15 

0.81 

0.53 

0.61 

0.037 

0.40 

0.61 


Fateh Garh 

0821000502545500 

5.410 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.410 

3.24 

0.015 

0.11 

0.02 

0.00 

0.00 

0.03 

0.33 

0.28 

0.42 

0.020 

0.44 

0.51 


Fatehgarh @ Mawla 

0824000102785300 

1.432 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.432 

3.76 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.08 

0.06 

0.03 

0.005 

0.34 

0.42 


Gagera 

0824000202802800 

20.991 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

11.803 

2.80 

0.015 

0.10 

0.01 

0.00 

0.00 

0.09 

0.49 

0.40 

0.34 

0.038 

0.23 

0.28 


Gajsinghpura 

0824000102788600 

0.857 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.857 

3.36 

0.018 

0.02 

0.00 

0.00 

0.00 

0.01 

0.06 

0.05 

0.06 

0.003 

0.34 

0.39 


Gajuna 

0824000502833500 

16.934 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

12.636 

4.14 

0.015 

0.09 

0.01 

0.00 

0.00 

0.02 

0.85 

0.86 

0.29 

0.042 

0.32 

0.31 


Ganahera 

0821000702564500 

7.694 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.694 

3.02 

0.015 

0.11 

0.02 

0.00 

0.00 

0.09 

0.35 

0.27 

0.43 

0.019 

0.44 

0.58 


Ganeshpura 

0821000502547800 

2.864 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.864 

3.55 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.15 

0.11 

0.04 

0.011 

0.42 

0.57 



0824000102791100 

2.884 

Fresh 

Khari 

Command 

Gneisses(B.G.C) 

0.110 

2.61 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.01 


Gangaram Ka Khera 

0824000102791200 

1.568 

Fresh 

Khari 

Command 

Gneisses(B.G.C) 

0.846 

3.21 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.09 

0.003 

0.21 

0.20 


Ganpatiya Khera 

0824000302811400 

5.421 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.876 

1.58 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.002 

0.08 

0.08 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.725 

1.58 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.06 

0.07 


Gariya Khera 

0824000102783700 

3.858 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.858 

4.00 

0.015 

0.04 

0.01 

0.00 

0.00 

0.01 

0.25 

0.22 

0.16 

0.014 

0.31 

0.37 


Garwai 

0824000102787100 

4.443 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.443 

2.65 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.19 

0.19 

0.05 

0.016 

0.42 

0.43 


Garwar 

0824000202802200 

1.700 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.689 

2.78 

0.015 

0.11 

0.02 

0.00 

0.00 

0.00 

0.16 

0.13 

0.45 

0.005 

0.39 

0.48 


Gayatri Nagar 

0824000102785600 

3.807 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.807 

3.79 

0.015 

0.24 

0.04 

0.00 

0.00 

0.01 

0.41 

0.32 

0.95 

0.014 

0.35 

0.44 


Gaylon Ka Khera 

0824000102785900 

6.019 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.019 

2.41 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.21 

0.18 

0.01 

0.022 

0.36 

0.43 


Gegwa 

0824000302812500 

1.720 

Fresh 

Arwar 

Command 

Gneisses(B.G.C) 

0.014 

0.86 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Genpura 

0824000102784600 

3.938 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.938 

3.34 

0.018 

0.05 

0.01 

0.00 

0.00 

0.02 

0.25 

0.22 

0.17 

0.014 

0.32 

0.38 


Ghana 

0821000702561900 

9.614 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.690 

2.69 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.12 

0.07 

0.10 

0.007 

0.11 

0.20 


Ghata 

0825000102960600 

7.645 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.548 

2.66 

0.018 

0.07 

0.01 

0.00 

0.00 

0.01 

0.40 

0.39 

0.21 

0.044 

0.42 

0.42 


Girdharpura 

0824000102786400 

3.931 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.931 

2.78 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.20 

0.20 

0.16 

0.014 

0.42 

0.43 


Gobindpura 

0824000102783600 

2.638 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.638 

4.20 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.18 

0.15 

0.05 

0.010 

0.31 

0.37 


Godaji Ka Gaon 

0825000102961900 

0.507 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.490 

3.80 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.08 

0.08 

0.24 

0.003 

0.43 

0.46 


Gomoka Badia 

0824000502833100 

2.212 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.212 

4.63 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.15 

0.03 

0.007 

0.44 

0.47 


Goojargama 

0821000402534200 

1.144 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.005 

3.06 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gopalpura 

0821000702559600 

5.294 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.496 

4.42 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.10 

0.06 

0.09 

0.004 

0.12 

0.21 



0824000102784900 

0.983 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.646 

3.53 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.06 

0.002 

0.21 

0.25 







Non-command 

Gneisses(B.G.C) 

0.337 

3.53 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.02 

0.001 

0.11 

0.13 



0824000102792000 

1.024 

Fresh 

Khari 

Command 

Gneisses(B.G.C) 

1.024 

0.00 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.004 

0.40 

0.32 


Gorandiya 

0824000102787500 

3.386 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.386 

0.67 

0.015 

0.01 

0.00 

0.00 

0.00 

0.02 

0.03 

0.03 

0.02 

0.012 

0.40 

0.34 


Gowaliya 

0821000702558400 

7.776 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.056 

3.54 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.05 

0.003 

0.06 

0.10 



0824000102782400 

2.719 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.719 

3.13 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.14 

0.11 

0.05 

0.010 

0.35 

0.44 


Gulabpura 

0824000102789100 

2.403 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.403 

3.18 

0.015 

0.04 

0.01 

0.00 

0.00 

0.01 

0.14 

0.11 

0.15 

0.009 

0.37 

0.45 


Gulabpura (rural) 

0824000202803300 

5.360 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.729 

2.65 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.002 

0.05 

0.06 


Gulabpura Flurda 

0824000242402000 

18.540 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

17.835 

2.22 

0.015 

0.49 

0.00 

0.00 

0.00 

0.07 

1.01 

0.77 

0.00 

1.482 

0.38 

0.50 


Gurha 

0821000502536800 

3.000 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.000 

3.27 

0.015 

0.03 

0.00 

0.00 

0.00 

0.02 

0.16 

0.14 

0.09 

0.011 

0.44 

0.50 


Gurha Kalan 

0821000702565300 

16.435 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.274 

1.64 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.17 

0.14 

0.19 

0.013 

0.15 

0.18 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

10.856 

1.64 

0.015 

0.11 

0.01 

0.00 

0.00 

0.00 

0.37 

0.30 

0.39 

0.027 

0.30 

0.37 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Deopura (Dewas) 

0821000502541400 

0.06 

0.09 

121.34 

0.11 

- 

0.11 

0.04 

0.38 

0.01 

0.0200 

- 

- 

- 

0.020 

0.031 

0.136 

0.007 

0.130 

0.207 

159.55 

Over Exploited 

Deopura (Hanootiya) 

0821000502542000 

0.06 

0.02 

205.19 

0.02 

- 

0.02 

0.03 

0.24 

0.00 

- 

- 

- 

- 

- 

0.002 

0.025 

0.001 

0.024 

0.024 

101.81 

Over Exploited 

Deopura (Sathana) 

0821000502547100 

0.06 

0.10 

2.10 

0.10 

0.03 

0.13 

0.04 

0.45 

- 

0.0200 

- 

- 

0.032 

0.052 

0.052 

0.182 

0.009 

0.173 

0.168 

96.76 

Critical 



0.06 

0.00 

5,314.76 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Deopura(Deomali) 

0821000502542900 

0.06 

0.13 

75.70 

0.16 

0.03 

0.19 

0.05 

0.49 

0.02 

0.0400 

- 

- 

0.034 

0.074 

0.091 

0.285 

0.014 

0.271 

0.335 

123.67 

Over Exploited 

Deori 

0824000102794600 

0.04 

0.02 

516.01 

0.02 

0.00 

0.02 

0.03 

0.29 

0.00 

- 

- 

- 

0.003 

0.003 

0.005 

0.026 

0.001 

0.025 

0.020 

79.03 

Semi Critical 



0.04 

0.01 

725.58 

0.01 

0.01 

0.01 

0.02 

0.16 

0.00 

- 

- 

- 

0.009 

0.009 

0.010 

0.023 

0.001 

0.021 

0.010 

48.08 

Safe 

Devipura 

0821000502540200 

0.05 

0.00 

1,090.22 

0.00 

0.00 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.06 

0.06 

(20.99) 

0.05 

0.01 

0.06 

0.05 

0.44 

0.01 

0.0100 

- 

- 

0.010 

0.020 

0.028 

0.086 

0.004 

0.082 

0.057 

70.20 

Semi Critical 

Dewas 

0821000502541500 

0.06 

0.09 

119.55 

0.11 

0.03 

0.15 

0.04 

0.38 

0.01 

0.0100 

- 

- 

0.052 

0.062 

0.075 

0.223 

0.011 

0.212 

0.237 

112.08 

Over Exploited 

Dhani 

0821000702561700 

0.04 

0.04 

123.12 

0.05 

0.01 

0.06 

0.04 

0.43 

- 

0.0100 

- 

- 

0.020 

0.030 

0.030 

0.095 

0.005 

0.090 

0.115 

127.51 

Over Exploited 

Dhanop 

0824000302811100 

0.04 

0.00 

784.44 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.003 

0.049 

1,419.41 

Over Exploited 



0.04 

0.13 

40.15 

0.15 

0.01 

0.16 

0.02 

0.25 

- 

0.0300 

0.0033 

0.0032 

- 

0.037 

0.037 

0.199 

0.010 

0.189 

0.297 

157.12 

Over Exploited 



0.04 

0.07 

64.38 

0.08 

- 

0.08 

0.01 

0.18 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.091 

0.005 

0.086 

0.114 

131.52 

Over Exploited 



0.04 

0.00 

3,230.04 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.006 

2,053.43 

Over Exploited 

Dhapra 

0824000502833300 

0.03 

0.00 

4,020.55 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.009 

978.76 

Over Exploited 

Dhawariya 

0824000102786500 

0.04 

0.04 

105.75 

0.05 

0.02 

0.07 

0.05 

0.47 

0.01 

- 

- 

- 

0.033 

0.033 

0.039 

0.112 

0.006 

0.106 

0.038 

36.02 

Safe 

Dhola Danta 

0821000502537700 

0.05 

0.03 

55.93 

0.04 

0.02 

0.05 

0.05 

0.44 

0.00 

0.0100 

- 

- 

0.028 

0.038 

0.042 

0.096 

0.005 

0.092 

0.081 

88.87 

Semi Critical 



0.06 

0.00 

1,006.39 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.011 

1,864.15 

Over Exploited 

Dhoraka Bariya 

0824000502833700 

0.03 

0.00 

25,864.70 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dhoti 

0825000102961800 

0.04 

0.02 

543.95 

0.03 

0.02 

0.04 

0.05 

0.49 

0.00 

0.0300 

- 

- 

0.009 

0.039 

0.041 

0.084 

0.004 

0.080 

0.236 

296.95 

Over Exploited 

Diyas 

0824000302813000 

0.04 

0.00 

3,946.50 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

0.023 

1,999.87 

Over Exploited 



0.04 

0.00 

6,048.29 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.023 

7,421.51 

Over Exploited 

Dola Ka Khera 

0824000102791300 

0.04 

0.00 

949.27 

0.00 

0.01 

0.01 

0.01 

0.13 

0.00 

- 

- 

- 

0.012 

0.012 

0.013 

0.024 

0.001 

0.022 

0.020 

88.40 

Semi Critical 



0.04 

0.01 

463.30 

0.01 

0.00 

0.01 

0.03 

0.27 

0.00 

- 

- 

- 

0.000 

- 

0.001 

0.014 

0.001 

0.013 

0.044 

333.20 

Over Exploited 

Doodiya 

0824000102793100 

0.04 

0.03 

356.32 

0.04 

0.01 

0.05 

0.04 

0.34 

0.00 

0.0100 

- 

- 

0.018 

0.029 

0.032 

0.082 

0.004 

0.078 

0.103 

132.71 

Over Exploited 

Doongaji Ka Gaon 

0825000102962000 

0.04 

0.06 

358.57 

0.07 

0.01 

0.08 

0.05 

0.50 

0.01 

0.0300 

- 

- 

0.003 

0.033 

0.040 

0.121 

0.006 

0.115 

0.157 

136.72 

Over Exploited 

Doongarkhera 

0825000102959300 

0.04 

0.06 

474.03 

0.08 

0.01 

0.09 

0.05 

0.39 

0.01 

0.0300 

- 

- 

0.007 

0.037 

0.048 

0.140 

0.007 

0.133 

0.179 

134.19 

Over Exploited 

Dulhepura 

0824000102788200 

0.04 

0.02 

356.94 

0.02 

0.00 

0.02 

0.05 

0.41 

0.00 

0.0100 

- 

- 

0.004 

0.014 

0.016 

0.041 

0.002 

0.039 

0.127 

325.35 

Over Exploited 

Ekalseenga 

0821000702561600 

0.04 

0.24 

119.29 

0.29 

0.17 

0.46 

0.04 

0.45 

- 

0.0700 

- 

- 

0.222 

0.292 

0.292 

0.752 

0.038 

0.715 

0.642 

89.79 

Semi Critical 

Fateh Garh 

0821000502545500 

0.06 

0.15 

82.62 

0.19 

0.05 

0.23 

0.05 

0.49 

0.02 

0.0500 

- 

- 

0.040 

0.090 

0.109 

0.341 

0.017 

0.324 

0.442 

136.28 

Over Exploited 

Fatehgarh @ Mawla 

0824000102785300 

0.04 

0.02 

230.13 

0.02 

0.01 

0.03 

0.05 

0.39 

0.00 

- 

- 

- 

0.016 

0.016 

0.019 

0.054 

0.003 

0.051 

0.034 

67.25 

Safe 

Gagera 

0824000202802800 

0.05 

0.13 

211.62 

0.15 

0.10 

0.26 

0.02 

0.25 

- 

0.0400 

- 

- 

0.140 

0.180 

0.180 

0.436 

0.022 

0.414 

0.382 

92.27 

Critical 

Gajsinghpura 

0824000102788600 

0.04 

0.01 

320.55 

0.02 

0.01 

0.02 

0.05 

0.39 

0.00 

0.0100 

- 

- 

0.013 

0.023 

0.025 

0.049 

0.002 

0.047 

0.065 

139.02 

Over Exploited 

Gajuna 

0824000502833500 

0.03 

0.13 

563.02 

0.16 

0.03 

0.18 

0.04 

0.35 

0.02 

0.0300 

- 

- 

0.027 

0.057 

0.072 

0.255 

0.013 

0.243 

0.330 

135.92 

Over Exploited 

Ganahera 

0821000702564500 

0.04 

0.14 

92.16 

0.17 

0.11 

0.27 

0.04 

0.48 

- 

0.0800 

- 

- 

0.130 

0.210 

0.210 

0.484 

0.024 

0.460 

0.451 

98.12 

Critical 

Ganeshpura 

0821000502547800 

0.06 

0.08 

41.65 

0.09 

0.01 

0.11 

0.04 

0.46 

- 

- 

- 

- 

0.018 

0.018 

0.018 

0.123 

0.006 

0.117 

0.049 

41.52 

Safe 


0824000102791100 

0.04 

0.00 

7,181.33 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.014 

17,480.96 

Over Exploited 

Gangaram Ka Khera 

0824000102791200 

0.04 

0.01 

783.60 

0.01 

0.00 

0.01 

0.02 

0.23 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.012 

0.021 

0.001 

0.020 

0.097 

486.85 

Over Exploited 

Ganpatiya Khera 

0824000302811400 

0.04 

0.00 

789.79 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.024 

781.62 

Over Exploited 



0.04 

0.00 

549.13 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.012 

560.78 

Over Exploited 

Gariya Khera 

0824000102783700 

0.04 

0.05 

342.37 

0.06 

0.02 

0.08 

0.04 

0.36 

0.01 

0.0200 

- 

- 

0.011 

0.031 

0.038 

0.114 

0.006 

0.108 

0.172 

159.49 

Over Exploited 

Garwai 

0824000102787100 

0.04 

0.07 

152.35 

0.09 

0.01 

0.10 

0.05 

0.47 

0.01 

0.0100 

- 

- 

0.008 

0.018 

0.027 

0.123 

0.006 

0.117 

0.070 

60.08 

Safe 

Garwar 

0824000202802200 

0.05 

0.03 

316.24 

0.04 

0.02 

0.06 

0.04 

0.43 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.107 

0.005 

0.102 

0.456 

448.87 

Over Exploited 

Gayatri Nagar 

0824000102785600 

0.04 

0.05 

511.05 

0.06 

0.05 

0.11 

0.06 

0.40 

0.01 

0.1100 

- 

- 

0.010 

0.120 

0.128 

0.238 

0.012 

0.226 

0.961 

425.29 

Over Exploited 

Gaylon Ka Khera 

0824000102785900 

0.04 

0.09 

108.40 

0.10 

0.01 

0.12 

0.05 

0.42 

0.01 

- 

- 

- 

0.020 

0.020 

0.033 

0.150 

0.008 

0.143 

0.033 

23.01 

Safe 

Gegwa 

0824000302812500 

0.04 

0.00 

4,374.29 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Genpura 

0824000102784600 

0.04 

0.05 

293.13 

0.07 

0.03 

0.09 

0.04 

0.36 

0.01 

0.0200 

- 

- 

0.023 

0.043 

0.050 

0.141 

0.007 

0.134 

0.187 

139.43 

Over Exploited 

Ghana 

0821000702561900 

0.04 

0.01 

446.30 

0.02 

0.01 

0.03 

0.01 

0.13 

0.00 

0.0200 

- 

- 

0.022 

0.042 

0.043 

0.073 

0.004 

0.069 

0.104 

149.86 

Over Exploited 

Ghata 

0825000102960600 

0.04 

0.13 

209.92 

0.15 

0.02 

0.18 

0.05 

0.47 

0.02 

0.0200 

- 

- 

0.022 

0.042 

0.057 

0.232 

0.012 

0.220 

0.256 

116.23 

Over Exploited 

Girdharpura 

0824000102786400 

0.04 

0.07 

199.09 

0.08 

0.01 

0.09 

0.05 

0.47 

0.01 

0.0200 

- 

- 

0.003 

0.023 

0.031 

0.122 

0.006 

0.116 

0.176 

152.14 

Over Exploited 

Gobindpura 

0824000102783600 

0.04 

0.03 

359.98 

0.04 

0.01 

0.05 

0.04 

0.36 

0.00 

0.0100 

- 

- 

0.008 

0.018 

0.023 

0.068 

0.003 

0.064 

0.064 

98.71 

Critical 

Godaji Ka Gaon 

0825000102961900 

0.04 

0.01 

777.59 

0.01 

0.01 

0.02 

0.05 

0.48 

0.00 

0.0400 

- 

- 

0.005 

0.045 

0.046 

0.071 

0.004 

0.067 

0.242 

361.09 

Over Exploited 

Gomoka Badia 

0824000502833100 

0.03 

0.03 

379.14 

0.04 

0.00 

0.04 

0.05 

0.49 

0.00 

- 

- 

- 

0.004 

0.004 

0.008 

0.048 

0.002 

0.046 

0.036 

79.16 

Semi Critical 

Goojargama 

0821000402534200 

0.06 

0.00 

45,686.28 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gopalpura 

0821000702559600 

0.04 

0.01 

712.42 

0.01 

0.01 

0.02 

0.01 

0.13 

0.00 

0.0100 

- 

- 

0.022 

0.032 

0.033 

0.056 

0.003 

0.053 

0.090 

168.14 

Over Exploited 


0824000102784900 

0.04 

0.01 

737.27 

0.01 

0.00 

0.01 

0.03 

0.24 

0.00 

0.0100 

- 

- 

0.002 

0.012 

0.013 

0.021 

0.001 

0.020 

0.060 

303.66 

Over Exploited 



0.04 

0.00 

1,047.95 

0.00 

0.01 

0.01 

0.01 

0.12 

0.00 

- 

- 

- 

0.012 

0.012 

0.012 

0.021 

0.001 

0.020 

0.023 

113.90 

Over Exploited 


0824000102792000 

0.04 

0.02 

- 

0.02 

0.00 

0.02 

0.04 

0.45 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.024 

0.002 

0.022 

0.072 

329.27 

Over Exploited 

Gorandiya 

0824000102787500 

0.04 

0.05 

(45.26) 

0.04 

0.02 

0.06 

0.05 

0.44 

0.01 

- 

- 

- 

0.028 

0.028 

0.034 

0.096 

0.005 

0.091 

0.030 

33.29 

Safe 

Gowaliya 

0821000702558400 

0.04 

0.00 

1,418.66 

0.00 

0.00 

0.01 

0.01 

0.06 

0.00 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.021 

0.001 

0.020 

0.057 

279.53 

Over Exploited 


0824000102782400 

0.04 

0.04 

181.30 

0.05 

0.01 

0.06 

0.06 

0.41 

0.01 

0.0100 

- 

- 

0.019 

0.029 

0.035 

0.093 

0.005 

0.089 

0.064 

72.10 

Semi Critical 

Gulabpura 

0824000102789100 

0.04 

0.04 

220.64 

0.04 

0.02 

0.06 

0.04 

0.42 

0.00 

0.0200 

- 

- 

0.009 

0.029 

0.034 

0.093 

0.005 

0.088 

0.157 

177.74 

Over Exploited 

Gulabpura (rural) 

0824000202803300 

0.05 

0.00 

1,641.76 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.021 

998.05 

Over Exploited 

Gulabpura Flurda 

0824000242402000 

0.05 

0.32 

140.99 

0.38 

0.07 

0.45 

0.04 

0.42 

- 

- 

- 

- 

0.108 

0.108 

0.108 

0.563 

0.028 

0.535 

1.482 

277.04 

Over Exploited 

Gurha 

0821000502536800 

0.05 

0.07 

96.64 

0.08 

0.02 

0.10 

0.05 

0.50 

0.01 

0.0100 

- 

- 

0.030 

0.040 

0.049 

0.153 

0.008 

0.145 

0.097 

66.85 

Safe 

Gurha Kalan 

0821000702565300 

0.04 

0.03 

337.63 

0.04 

0.01 

0.05 

0.01 

0.16 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.088 

0.004 

0.084 

0.207 

246.64 

Over Exploited 



0.04 

0.13 

130.11 

0.16 

0.01 

0.17 

0.02 

0.33 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.238 

0.012 

0.226 

0.416 

184.03 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Gurha Khurd 

082100070256520C 

8.249 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.194 

1.37 

0.015 

0.12 

0.02 

0.00 

0.00 

0.00 

0.19 

0.16 

0.48 

0.010 

0.24 

0.28 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.055 

1.37 

0.015 

0.12 

0.02 

0.00 

0.00 

0.00 

0.18 

0.15 

0.46 

0.010 

0.23 

0.27 


Guwardi 

082100050253600C 

0.662 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.662 

2.08 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.002 

0.44 

0.52 


Hanootiya 

0821000502542200 

19.840 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.814 

3.05 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.27 

0.22 

0.20 

0.018 

0.09 

0.12 


Harmada 

0824000102787200 

2.777 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.777 

2.60 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.12 

0.02 

0.010 

0.41 

0.41 


Harrajpura 

0821000502536100 

10.792 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.620 

2.47 

0.015 

0.05 

0.00 

0.00 

0.00 

0.00 

0.44 

0.38 

0.13 

0.039 

0.43 

0.50 


Hatan 

0824000102791400 

3.001 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.867 

2.29 

0.015 

0.02 

0.00 

0.00 

0.00 

0.02 

0.07 

0.07 

0.06 

0.007 

0.24 

0.22 






Khari 

Command 

Gneisses(B.G.C) 

1.062 

2.29 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.03 

0.004 

0.14 

0.13 


Hathoon 

0825000102957200 

1.704 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.455 

4.52 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.04 

0.003 

0.09 

0.11 


Hathoon Garh 

0825000102957100 

1.264 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.283 

4.49 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.002 

0.08 

0.10 


Himmata Rooparel 

0821000502535800 

2.114 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.114 

2.24 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.11 

0.008 

0.44 

0.51 


Hiyaliya 

0821000702559200 

8.391 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.391 

5.07 

0.015 

0.16 

0.02 

0.00 

0.00 

0.07 

0.71 

0.51 

0.62 

0.021 

0.42 

0.59 


Hurda Magra 

0824000202803400 

25.997 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

21.000 

2.95 

0.015 

0.03 

0.00 

0.00 

0.00 

0.15 

0.80 

0.69 

0.02 

0.068 

0.33 

0.39 


Hurda Seja 

0824000202803500 

12.132 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

12.132 

2.53 

0.015 

0.27 

0.04 

0.00 

0.00 

0.03 

0.66 

0.53 

1.02 

0.039 

0.46 

0.58 


Indragarh 

0821000502548200 

3.943 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.250 

0.39 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.06 

0.008 

0.23 

0.30 






Narayan Sagar 

Command 

Gneisses(B.G.C) 

1.693 

0.39 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.006 

0.17 

0.23 


Indrapura 

0821000502540700 

2.151 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.151 

1.16 

0.015 

0.00 

0.00 

0.00 

0.00 

0.08 

-0.04 

-0.03 

0.00 

0.008 

0.42 

0.51 



0824000102787800 

0.858 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.858 

3.16 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.04 

0.04 

0.03 

0.003 

0.37 

0.38 



0824000102792800 

1.204 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.204 

1.61 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.03 

0.004 

0.40 

0.33 


Itariya 

0824000302809900 

10.114 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

9.637 

1.68 

0.011 

0.16 

0.02 

0.00 

0.00 

0.03 

0.29 

0.25 

0.59 

0.027 

0.46 

0.54 






Arwar 

Command 

Gneisses(B.G.C) 

0.278 

1.68 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.001 

0.01 

0.02 


Jagpura 

0824000102788000 

3.307 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.307 

3.16 

0.015 

0.05 

0.00 

0.00 

0.00 

0.00 

0.21 

0.21 

0.18 

0.012 

0.38 

0.37 


Jainagar 

0824000102789400 

2.958 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.334 

3.48 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.10 

0.001 

0.04 

0.04 







Non-command 

Gneisses(B.G.C) 

2.624 

3.48 

0.015 

0.14 

0.02 

0.00 

0.00 

0.01 

0.25 

0.22 

0.55 

0.010 

0.31 

0.35 



0825000102958200 

1.795 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.710 

5.37 

0.018 

0.02 

0.00 

0.00 

0.00 

0.01 

0.17 

0.14 

0.09 

0.010 

0.31 

0.37 


Jaisingh Pura 

0821000502547400 

5.296 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.296 

3.74 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.32 

0.25 

0.10 

0.020 

0.41 

0.53 


Jaisinghpura 

0824000102785500 

2.735 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.735 

2.79 

0.015 

0.02 

0.00 

0.00 

0.00 

0.02 

0.11 

0.09 

0.07 

0.010 

0.35 

0.44 


Jaita Khera 

0825000102958100 

2.054 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

5.23 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

2.053 

5.23 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.21 

0.17 

0.07 

0.012 

0.33 

0.39 


Jaitpura 

0825000102956400 

2.816 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.816 

4.61 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.19 

0.01 

0.016 

0.33 

0.40 


Jalampura 

0824000202802600 

12.471 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.295 

3.95 

0.015 

0.06 

0.01 

0.00 

0.00 

0.06 

0.48 

0.39 

0.21 

0.027 

0.27 

0.33 


Jalariya 

0824000102797200 

4.635 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.188 

3.24 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.23 

0.37 

0.12 

0.015 

0.36 

0.22 


Jaliya li 

0821000502546300 

38.185 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

14.181 

2.28 

0.015 

0.05 

0.00 

0.00 

0.00 

0.08 

0.46 

0.36 

0.13 

0.053 

0.15 

0.19 






Narayan Sagar 

Command 

Gneisses(B.G.C) 

12.883 

2.28 

0.015 

0.05 

0.00 

0.00 

0.00 

0.04 

0.45 

0.35 

0.12 

0.048 

0.14 

0.17 


Jalpa 

0825000102960200 

6.568 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.004 

3.79 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

4.602 

3.79 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.32 

0.31 

0.06 

0.027 

0.30 

0.32 


Jamola 

0821000502544900 

14.407 

Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.531 

1.77 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.02 

0.02 


Jasawant Pura 

0825000102957800 

1.442 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.335 

4.99 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.002 

0.08 

0.09 







Non-command 

Gneisses(B.G.C) 

1.107 

4.99 

0.018 

0.01 

0.00 

0.00 

0.00 

0.01 

0.10 

0.08 

0.05 

0.006 

0.25 

0.31 


Jaswantpura 

0821000502540600 

2.550 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.550 

2.23 

0.015 

0.02 

0.00 

0.00 

0.00 

0.02 

0.08 

0.07 

0.09 

0.009 

0.43 

0.51 


Jawanpura 

0824000102784300 

3.951 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.951 

2.84 

0.018 

0.05 

0.01 

0.00 

0.00 

0.01 

0.23 

0.19 

0.16 

0.014 

0.33 

0.40 


Jeewaha 

0821000502539800 

4.588 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.588 

3.59 

0.015 

0.14 

0.02 

0.00 

0.00 

0.05 

0.31 

0.25 

0.53 

0.017 

0.35 

0.43 


Jeewar 

0824000102788100 

2.760 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.092 

3.14 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.13 

0.12 

0.008 

0.28 

0.29 






Khari 

Command 

Gneisses(B.G.C) 

0.668 

3.14 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.04 

0.002 

0.09 

0.09 


Jhadoo Ka Khera 

0824000102785800 

5.382 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.382 

1.34 

0.015 

0.05 

0.00 

0.00 

0.00 

0.02 

0.14 

0.13 

0.18 

0.020 

0.37 

0.40 


Jhalra 

0824000102794000 

9.342 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.293 

4.97 

0.015 

0.05 

0.01 

0.00 

0.00 

0.01 

0.27 

0.52 

0.19 

0.012 

0.14 

0.07 


Jhanbarkiya 

0821000702561800 

4.848 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.744 

3.14 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.18 

0.11 

0.09 

0.009 

0.32 

0.53 


Jhank 

0821000502539000 

21.465 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.909 

2.78 

0.015 

0.09 

0.01 

0.00 

0.00 

0.00 

0.24 

0.18 

0.34 

0.015 

0.08 

0.10 







Non-command 

Gneisses(B.G.C) 

10.123 

2.78 

0.015 

0.20 

0.03 

0.00 

0.00 

0.00 

0.59 

0.44 

0.76 

0.038 

0.20 

0.27 


Jheepiya 

0821000702558900 

10.735 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.533 

1.94 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.001 

0.02 

0.03 


Jodhgarh 

0824000102784100 

1.567 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.495 

3.32 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.03 

0.002 

0.10 

0.12 







Non-command 

Gneisses(B.G.C) 

1.072 

3.32 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.05 

0.004 

0.22 

0.26 


Jora Ka Khera 

0824000302811000 

0.732 

Fresh 

Arwar 

Command 

Gneisses(B.G.C) 

0.732 

1.44 

0.011 

0.08 

0.01 

0.00 

0.00 

0.00 

0.08 

0.08 

0.34 

0.002 

0.49 

0.51 


Kacholiya 

0824000502833900 

1.282 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.290 

4.57 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.001 

0.09 

0.08 


Kaladara 

0821000402526000 

0.791 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.094 

4.95 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.04 

0.05 


Kaladeh 

0825000102961700 

3.904 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.904 

4.43 

0.018 

0.04 

0.00 

0.00 

0.00 

0.04 

0.30 

0.29 

0.13 

0.023 

0.44 

0.46 


Kalaliya 

0825000102962200 

4.470 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.705 

5.09 

0.020 

0.04 

0.00 

0.00 

0.00 

0.02 

0.40 

0.37 

0.11 

0.022 

0.37 

0.39 







Non-command 

Gneisses(B.G.C) 

0.764 

5.09 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.02 

0.004 

0.08 

0.08 


Kaletara 

0825000102963100 

9.051 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.649 

3.91 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.01 

0.004 

0.03 

0.03 







Non-command 

Gneisses(B.G.C) 

5.957 

3.91 

0.018 

0.03 

0.00 

0.00 

0.00 

0.01 

0.42 

0.39 

0.06 

0.035 

0.29 

0.31 


Kalyan Pura 

0821000502546100 

2.055 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.055 

4.56 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.14 

0.11 

0.03 

0.008 

0.41 

0.52 


Kalyanpura 

0824000302810000 

3.038 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.031 

1.89 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Kana Ka Khera 

0824000102790900 

1.411 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.068 

2.50 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 






Khari 

Command 

Gneisses(B.G.C) 

0.023 

2.50 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Kana Khera 

0821000502535300 

10.286 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.449 

2.25 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.002 

0.02 

0.02 


Kaniya 

0821000502546600 

12.289 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

12.289 

1.70 

0.015 

0.02 

0.00 

0.00 

0.00 

0.04 

0.29 

0.23 

0.04 

0.046 

0.40 

0.51 


Kaniya Khera 

0825000102958500 

2.129 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.081 

3.53 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.11 

0.04 

0.012 

0.31 

0.37 


Kankar Nadi 

0821000502540400 

0.891 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.891 

1.70 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.00 

0.003 

0.43 

0.52 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Gurha Khurd 

0821000702565200 

0.04 

0.04 

283.58 

0.05 

0.02 

0.07 

0.02 

0.25 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.119 

0.006 

0.113 

0.485 

429.57 

Over Exploited 



0.04 

0.04 

316.04 

0.04 

0.02 

0.06 

0.02 

0.25 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.114 

0.006 

0.109 

0.474 

436.19 

Over Exploited 

Guwardi 

0821000502536000 

0.05 

0.02 

69.31 

0.02 

- 

0.02 

0.05 

0.49 

0.00 

- 

- 

- 

- 

- 

0.002 

0.020 

0.001 

0.019 

0.034 

179.13 

Over Exploited 

Hanootiya 

0821000502542200 

0.06 

0.03 

640.08 

0.04 

0.01 

0.05 

0.01 

0.10 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.069 

0.003 

0.065 

0.220 

337.04 

Over Exploited 

Harmada 

0824000102787200 

0.04 

0.05 

154.74 

0.05 

0.00 

0.06 

0.05 

0.46 

0.01 

- 

- 

- 

0.002 

0.002 

0.008 

0.064 

0.003 

0.061 

0.032 

52.57 

Safe 

Harrajpura 

0821000502536100 

0.05 

0.24 

57.32 

0.29 

- 

0.29 

0.05 

0.48 

0.03 

0.0100 

- 

- 

- 

0.010 

0.040 

0.330 

0.016 

0.313 

0.169 

54.07 

Safe 

Hatan 

0824000102791400 

0.04 

0.02 

295.06 

0.02 

0.02 

0.04 

0.03 

0.27 

0.00 

- 

- 

- 

0.029 

0.029 

0.031 

0.072 

0.004 

0.068 

0.065 

95.18 

Critical 



0.04 

0.01 

751.54 

0.01 

0.00 

0.01 

0.02 

0.15 

0.00 

- 

- 

- 

0.002 

0.002 

0.002 

0.011 

0.001 

0.010 

0.036 

357.39 

Over Exploited 

Hathoon 

0825000102957200 

0.04 

0.00 

2,120.53 

0.00 

0.00 

0.00 

0.01 

0.10 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.011 

0.013 

0.001 

0.012 

0.046 

373.27 

Over Exploited 

Hathoon Garh 

0825000102957100 

0.04 

0.00 

2,739.03 

0.00 

0.00 

0.00 

0.01 

0.09 

0.00 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.015 

0.001 

0.014 

0.038 

263.96 

Over Exploited 

Himmata Rooparel 

0821000502535800 

0.05 

0.05 

72.50 

0.06 

0.00 

0.06 

0.05 

0.49 

0.01 

0.0100 

- 

- 

0.003 

0.013 

0.019 

0.081 

0.004 

0.077 

0.116 

151.23 

Over Exploited 

Hiyaliya 

0821000702559200 

0.04 

0.15 

249.01 

0.17 

0.09 

0.26 

0.04 

0.46 

- 

0.0700 

- 

- 

0.099 

0.169 

0.169 

0.429 

0.021 

0.407 

0.637 

156.41 

Over Exploited 

Hurda Magra 

0824000202803400 

0.05 

0.33 

110.14 

0.39 

0.15 

0.55 

0.03 

0.36 

- 

- 

- 

- 

0.232 

0.232 

0.232 

0.779 

0.039 

0.740 

0.087 

11.75 

Safe 

Hurda Seja 

0824000202803500 

0.05 

0.27 

99.48 

0.32 

0.07 

0.39 

0.05 

0.51 

- 

0.1100 

- 

- 

0.045 

0.155 

0.155 

0.544 

0.027 

0.517 

1.057 

204.53 

Over Exploited 

Indragarh 

0821000502548200 

0.06 

0.03 

(30.92) 

0.03 

0.00 

0.03 

0.02 

0.25 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.043 

0.002 

0.041 

0.066 

162.42 

Over Exploited 



0.06 

0.02 

(20.89) 

0.02 

- 

0.02 

0.02 

0.19 

- 

- 

0.0008 

0.0009 

- 

0.002 

0.002 

0.017 

0.001 

0.016 

0.044 

274.70 

Over Exploited 

Indrapura 

0821000502540700 

0.06 

0.06 

(156.36) 

0.05 

0.08 

0.12 

0.05 

0.47 

0.01 

- 

- 

- 

0.117 

0.117 

0.124 

0.249 

0.012 

0.236 

0.008 

3.38 

Safe 


0824000102787800 

0.04 

0.01 

215.77 

0.02 

0.01 

0.03 

0.05 

0.42 

0.00 

- 

- 

- 

0.014 

0.015 

0.016 

0.041 

0.002 

0.039 

0.028 

71.80 

Semi Critical 


0824000102792800 

0.04 

0.02 

132.24 

0.02 

0.00 

0.03 

0.04 

0.45 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.029 

0.001 

0.027 

0.036 

134.21 

Over Exploited 

Itariya 

0824000302809900 

0.04 

0.18 

41.25 

0.21 

0.05 

0.26 

0.03 

0.49 

- 

0.0700 

- 

- 

0.039 

0.109 

0.109 

0.368 

0.018 

0.349 

0.621 

177.79 

Over Exploited 



0.04 

0.00 

8,672.15 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.023 

8,670.08 

Over Exploited 

Jagpura 

0824000102788000 

0.04 

0.05 

319.73 

0.06 

0.00 

0.06 

0.05 

0.43 

0.01 

0.0200 

- 

- 

0.003 

0.023 

0.029 

0.090 

0.005 

0.086 

0.192 

223.61 

Over Exploited 

Jainagar 

0824000102789400 

0.04 

0.00 

6,111.64 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.097 

950.25 

Over Exploited 



0.04 

0.03 

567.81 

0.04 

0.03 

0.07 

0.04 

0.35 

0.00 

0.0600 

- 

- 

0.018 

0.078 

0.082 

0.153 

0.008 

0.146 

0.564 

386.93 

Over Exploited 


0825000102958200 

0.04 

0.02 

########## 

0.03 

0.01 

0.04 

0.04 

0.35 

0.00 

0.0200 

- 

- 

0.015 

0.035 

0.038 

0.074 

0.004 

0.070 

0.096 

136.53 

Over Exploited 

Jaisingh Pura 

0821000502547400 

0.06 

0.14 

77.99 

0.17 

0.00 

0.18 

0.05 

0.46 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.191 

0.010 

0.181 

0.116 

63.89 

Safe 

Jaisinghpura 

0824000102785500 

0.04 

0.04 

129.92 

0.05 

0.02 

0.07 

0.06 

0.40 

0.01 

0.0100 

- 

- 

0.036 

0.046 

0.052 

0.122 

0.006 

0.116 

0.075 

64.56 

Safe 

Jaita Khera 

0825000102958100 

0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.03 

542.12 

0.03 

0.00 

0.03 

0.05 

0.37 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.014 

0.047 

0.002 

0.044 

0.080 

180.10 

Over Exploited 

Jaitpura 

0825000102956400 

0.04 

0.04 

421.21 

0.04 

0.00 

0.05 

0.04 

0.37 

0.00 

- 

- 

- 

0.005 

0.005 

0.010 

0.058 

0.003 

0.055 

0.030 

55.73 

Safe 

Jalampura 

0824000202802600 

0.05 

0.11 

268.19 

0.13 

0.07 

0.20 

0.03 

0.30 

- 

0.0200 

- 

- 

0.092 

0.113 

0.113 

0.311 

0.016 

0.295 

0.241 

81.52 

Semi Critical 

Jalariya 

0824000102797200 

0.04 

0.06 

513.30 

0.07 

0.00 

0.08 

0.04 

0.40 

0.01 

0.0100 

- 

- 

0.007 

0.017 

0.024 

0.101 

0.005 

0.096 

0.133 

139.46 

Over Exploited 

Jaliya li 

0821000502546300 

0.06 

0.14 

157.46 

0.17 

0.08 

0.24 

0.02 

0.17 

- 

0.0100 

- 

- 

0.118 

0.128 

0.128 

0.372 

0.019 

0.354 

0.180 

50.81 

Safe 



0.06 

0.11 

209.34 

0.14 

0.04 

0.17 

0.01 

0.15 

- 

0.0100 

0.0060 

0.0072 

0.057 

0.081 

0.081 

0.255 

0.013 

0.243 

0.166 

68.34 

Safe 

Jalpa 

0825000102960200 

0.04 

0.00 

689,057.57 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.06 

449.13 

0.07 

0.00 

0.07 

0.04 

0.34 

0.01 

0.0100 

- 

- 

0.001 

0.011 

0.017 

0.085 

0.004 

0.080 

0.088 

109.30 

Over Exploited 

Jamola 

0821000502544900 

0.06 

0.00 

2,265.81 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.016 

2,463.40 

Over Exploited 

Jasawant Pura 

0825000102957800 

0.04 

0.00 

2,381.73 

0.00 

0.00 

0.00 

0.01 

0.09 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.003 

0.000 

0.003 

0.019 

575.33 

Over Exploited 



0.04 

0.01 

642.06 

0.01 

0.01 

0.02 

0.03 

0.29 

0.00 

0.0100 

- 

- 

0.009 

0.019 

0.021 

0.040 

0.002 

0.038 

0.056 

147.63 

Over Exploited 

Jaswantpura 

0821000502540600 

0.06 

0.07 

0.20 

0.07 

0.02 

0.09 

0.05 

0.49 

0.01 

0.0100 

- 

- 

0.030 

0.040 

0.049 

0.142 

0.007 

0.134 

0.095 

71.01 

Semi Critical 

Jawanpura 

0824000102784300 

0.04 

0.06 

232.20 

0.07 

0.02 

0.09 

0.04 

0.38 

0.01 

0.0200 

- 

- 

0.012 

0.032 

0.040 

0.127 

0.006 

0.121 

0.177 

146.99 

Over Exploited 

Jeewaha 

0821000502539800 

0.06 

0.10 

142.86 

0.13 

0.07 

0.20 

0.05 

0.40 

0.01 

0.0600 

- 

- 

0.082 

0.142 

0.155 

0.356 

0.018 

0.338 

0.545 

161.16 

Over Exploited 

Jeewar 

0824000102788100 

0.04 

0.02 

433.00 

0.03 

0.00 

0.03 

0.04 

0.32 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.014 

0.043 

0.002 

0.041 

0.127 

310.00 

Over Exploited 



0.04 

0.00 

1,552.04 

0.00 

0.00 

0.00 

0.01 

0.10 

0.00 

- 

- 

- 

0.002 

0.002 

0.002 

0.006 

0.000 

0.006 

0.042 

760.83 

Over Exploited 

Jhadoo Ka Khera 

0824000102785800 

0.04 

0.08 

63.15 

0.09 

0.02 

0.11 

0.05 

0.42 

0.01 

0.0100 

- 

- 

0.024 

0.034 

0.046 

0.157 

0.008 

0.149 

0.202 

135.45 

Over Exploited 

Jhalra 

0824000102794000 

0.04 

0.02 

2,781.44 

0.02 

0.02 

0.04 

0.02 

0.15 

0.00 

0.0200 

- 

- 

0.018 

0.038 

0.040 

0.084 

0.004 

0.080 

0.202 

253.82 

Over Exploited 

Jhanbarkiya 

0821000702561800 

0.04 

0.05 

124.48 

0.06 

0.01 

0.07 

0.04 

0.36 

- 

0.0100 

- 

- 

0.018 

0.028 

0.028 

0.100 

0.005 

0.095 

0.095 

100.71 

Over Exploited 

Jhank 

0821000502539000 

0.05 

0.02 

1,038.97 

0.02 

0.01 

0.03 

0.01 

0.09 

0.00 

0.0600 

- 

- 

- 

0.060 

0.062 

0.091 

0.005 

0.087 

0.350 

403.85 

Over Exploited 



0.06 

0.13 

236.75 

0.16 

0.03 

0.19 

0.03 

0.22 

0.02 

0.1400 

- 

- 

- 

0.140 

0.156 

0.344 

0.017 

0.327 

0.796 

243.57 

Over Exploited 

Jheepiya 

0821000702558900 

0.04 

0.00 

4,292.61 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.023 

3,925.22 

Over Exploited 

Jodhgarh 

0824000102784100 

0.04 

0.00 

1,408.38 

0.00 

- 

0.00 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.031 

1,117.37 

Over Exploited 



0.04 

0.01 

467.83 

0.01 

0.00 

0.01 

0.03 

0.25 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.012 

0.024 

0.001 

0.023 

0.054 

236.72 

Over Exploited 

Jora Ka Khera 

0824000302811000 

0.04 

0.01 

446.33 

0.02 

0.01 

0.03 

0.04 

0.53 

- 

0.0600 

0.0002 

0.0002 

- 

0.060 

0.060 

0.088 

0.004 

0.083 

0.337 

405.00 

Over Exploited 

Kacholiya 

0824000502833900 

0.03 

0.00 

4,025.41 

0.00 

- 

0.00 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.023 

2,096.75 

Over Exploited 

Kaladara 

0821000402526000 

0.06 

0.00 

3,043.12 

0.00 

0.00 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.012 

1,593.68 

Over Exploited 

Kaladeh 

0825000102961700 

0.04 

0.07 

323.15 

0.08 

0.04 

0.12 

0.05 

0.49 

0.01 

0.0200 

- 

- 

0.059 

0.079 

0.087 

0.209 

0.010 

0.198 

0.149 

75.05 

Semi Critical 

Kalaliya 

0825000102962200 

0.04 

0.06 

545.42 

0.07 

0.02 

0.09 

0.04 

0.41 

0.01 

0.0200 

- 

- 

0.033 

0.053 

0.060 

0.151 

0.008 

0.143 

0.135 

94.08 

Critical 



0.04 

0.00 

2,928.98 

0.00 

0.00 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

0.005 

0.005 

0.005 

0.011 

0.001 

0.011 

0.026 

244.37 

Over Exploited 

Kaletara 

0825000102963100 

0.04 

0.00 

5,309.91 

0.00 

0.00 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.012 

535.05 

Over Exploited 



0.04 

0.07 

470.84 

0.08 

0.01 

0.10 

0.03 

0.33 

0.01 

0.0100 

- 

- 

0.022 

0.032 

0.041 

0.138 

0.007 

0.132 

0.093 

70.57 

Semi Critical 

Kalyan Pura 

0821000502546100 

0.06 

0.05 

105.78 

0.07 

0.01 

0.07 

0.05 

0.46 

- 

- 

- 

- 

0.012 

0.012 

0.012 

0.086 

0.004 

0.081 

0.037 

45.08 

Safe 

Kalyanpura 

0824000302810000 

0.04 

0.00 

(9,977.60) 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

2.59 

Safe 

Kana Ka Khera 

0824000102790900 

0.04 

0.00 

5,596.26 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.004 

6,472.37 

Over Exploited 



0.04 

0.00 

15,298.04 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kana Khera 

0821000502535300 

0.05 

0.00 

2,492.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.013 

1,399.79 

Over Exploited 

Kaniya 

0821000502546600 

0.06 

0.32 

(27.69) 

0.26 

0.04 

0.30 

0.04 

0.44 

- 

- 

- 

- 

0.059 

0.059 

0.059 

0.356 

0.018 

0.338 

0.084 

24.73 

Safe 

Kaniya Khera 

0825000102958500 

0.04 

0.03 

346.67 

0.03 

0.00 

0.03 

0.04 

0.35 

0.00 

- 

- 

- 

0.004 

0.004 

0.007 

0.041 

0.002 

0.039 

0.055 

143.15 

Over Exploited 

Kankar Nadi 

0821000502540400 

0.06 

0.02 

(69.71) 

0.02 

0.01 

0.03 

0.05 

0.48 

0.00 

- 

- 

- 

0.020 

0.020 

0.023 

0.057 

0.003 

0.054 

0.003 

6.13 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Kanpura 

0821000502545300 

8.891 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.930 

3.01 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.32 

0.28 

0.22 

0.022 

0.29 

0.34 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.046 

3.01 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.03 

0.008 

0.10 

0.12 



0824000102790500 

2.126 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.101 

1.08 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.05 

0.004 

0.21 

0.17 






Khari 

Command 

Gneisses(B.G.C) 

0.941 

1.08 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.04 

0.003 

0.18 

0.14 


Kanpura (Daulatpura) 

0821000502539900 

4.431 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.431 

2.57 

0.015 

0.07 

0.01 

0.00 

0.00 

0.01 

0.22 

0.18 

0.25 

0.016 

0.36 

0.45 


Kansya 

0824000102781700 

4.896 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.496 

3.30 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.04 

0.009 

0.19 

0.22 


Kanwlas 

0824000102790400 

8.544 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.393 

2.06 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.13 

0.09 

0.009 

0.11 

0.09 






Khari 

Command 

Gneisses(B.G.C) 

0.001 

2.06 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Karati 

0821000702558300 

11.073 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.858 

3.70 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.05 

0.002 

0.03 

0.06 


Karnipura 

0821000502541900 

1.553 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.546 

2.93 

0.015 

0.00 

0.00 

0.00 

0.00 

0.02 

0.05 

0.04 

0.00 

0.006 

0.33 

0.40 



0824000102783400 

3.688 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.688 

4.87 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.29 

0.25 

0.09 

0.013 

0.32 

0.37 


Karwai 

0821000502535900 

1.106 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.106 

2.08 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.09 

0.004 

0.44 

0.52 


Kayampura 

0824000302809800 

2.334 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.616 

1.12 

0.011 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.10 

0.004 

0.33 

0.39 






Arwar 

Command 

Gneisses(B.G.C) 

0.718 

1.12 

0.011 

0.01 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.04 

0.002 

0.15 

0.17 


Keloo 

0821000502545900 

7.684 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.684 

3.80 

0.015 

0.11 

0.02 

0.00 

0.00 

0.05 

0.48 

0.39 

0.40 

0.029 

0.42 

0.51 


Kemariya 

0824000102781600 

2.493 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.493 

3.07 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.05 

0.009 

0.40 

0.43 


Keriya Khera 

0824000102791600 

1.713 

Fresh 

Khari 

Command 

Gneisses(B.G.C) 

1.713 

-0.02 

0.015 

0.07 

0.00 

0.00 

0.00 

0.02 

0.00 

0.00 

0.27 

0.006 

0.40 

0.32 


Kerot 

0821000702565800 

16.836 

Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.094 

1.41 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kesarpura 

0824000102790700 

0.991 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.660 

1.01 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.002 

0.27 

0.22 






Khari 

Command 

Gneisses(B.G.C) 

0.248 

1.01 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.10 

0.08 



0825000102956900 

1.195 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.185 

4.41 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.05 

0.07 


Kesarpura (Kana Khera) 

0821000502535200 

4.244 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.100 

2.35 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Kesharpura(Sathana) 

0821000502547000 

3.807 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.852 

1.75 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.003 

0.09 

0.12 






Narayan Sagar 

Command 

Gneisses(B.G.C) 

2.955 

1.75 

0.015 

0.03 

0.00 

0.00 

0.00 

0.02 

0.09 

0.07 

0.12 

0.011 

0.32 

0.41 


Kesharpura (Surajpura) 

0821000502540800 

1.358 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.358 

0.79 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.10 

0.005 

0.41 

0.50 


Kharniya 

0825000202970400 

2.974 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.116 

3.88 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.02 


Khatola 

0824000102794800 

4.279 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.071 

2.51 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Khari 

Command 

Gneisses(B.G.C) 

4.208 

2.51 

0.015 

0.03 

0.00 

0.00 

0.00 

0.03 

0.16 

0.21 

0.11 

0.015 

0.40 

0.31 


Khedela 

0824000102782500 

5.254 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.210 

3.17 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.18 

0.14 

0.10 

0.012 

0.21 

0.27 


Kheempura 

0821000502538100 

7.794 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.805 

2.07 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.25 

0.19 

0.13 

0.025 

0.39 

0.50 


Khejri 

0824000202802400 

14.196 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.012 

2.47 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

14.184 

2.47 

0.015 

0.16 

0.02 

0.00 

0.00 

0.04 

0.63 

0.51 

0.57 

0.046 

0.38 

0.47 


Khera Hetam 

0824000302811300 

3.599 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.850 

1.55 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.002 

0.11 

0.12 






Arwar 

Command 

Gneisses(B.G.C) 

0.015 

1.55 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.167 

1.55 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.02 


Khera Palola 

0824000302809100 

6.539 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.263 

4.60 

0.011 

0.02 

0.00 

0.00 

0.00 

0.10 

0.23 

0.21 

0.07 

0.017 

0.39 

0.43 


Khera Rajpura 

0824000302810700 

2.377 

Fresh 

Arwar 

Command 

Gneisses(B.G.C) 

2.377 

0.22 

0.011 

0.09 

0.01 

0.00 

0.00 

0.01 

0.07 

0.06 

0.35 

0.007 

0.48 

0.56 


Kheri 

0821000702565100 

6.637 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.637 

2.18 

0.015 

0.13 

0.02 

0.00 

0.00 

0.07 

0.26 

0.22 

0.49 

0.017 

0.46 

0.55 


Kheri Ka Khera 

0825000102956500 

5.593 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.593 

5.10 

0.018 

0.04 

0.00 

0.00 

0.00 

0.01 

0.53 

0.44 

0.11 

0.033 

0.32 

0.38 


Kheta Khera 

0821000502535400 

1.681 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.596 

2.04 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.002 

0.15 

0.19 



0825000102959100 

1.197 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.197 

5.43 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.11 

0.03 

0.007 

0.34 

0.41 


Khokulon Ka Khera 

0824000102794400 

1.199 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.139 

4.63 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.05 

0.03 


Khoontiya 

0821000502547300 

4.569 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.419 

2.35 

0.015 

0.05 

0.01 

0.00 

0.00 

0.01 

0.12 

0.09 

0.18 

0.009 

0.22 

0.28 






Narayan Sagar 

Command 

Gneisses(B.G.C) 

2.150 

2.35 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.08 

0.16 

0.008 

0.19 

0.25 


Kidimal 

0824000502833600 

9.883 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.202 

2.31 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.01 


Kirap 

0821000502536500 

22.059 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

11.150 

2.90 

0.015 

0.18 

0.02 

0.00 

0.00 

0.05 

0.59 

0.50 

0.65 

0.041 

0.22 

0.25 







Non-command 

Gneisses(B.G.C) 

0.179 

2.90 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.00 

0.00 


Kishanpura @ Ratardi 

0824000102785700 

2.422 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.422 

2.33 

0.015 

0.03 

0.00 

0.00 

0.00 

0.03 

0.08 

0.07 

0.10 

0.009 

0.36 

0.42 


Koli Khera 

0824000102790000 

5.922 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.001 

3.91 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Khari 

Command 

Gneisses(B.G.C) 

1.306 

3.91 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.08 

0.08 

0.08 

0.005 

0.09 

0.09 


Kolpura 

0824000102786000 

0.882 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.882 

2.87 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.03 

0.003 

0.35 

0.44 


Kookar Khera 

0825000102963000 

5.937 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.516 

4.53 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.14 

0.03 

0.009 

0.11 

0.12 







Non-command 

Gneisses(B.G.C) 

4.409 

4.53 

0.018 

0.03 

0.00 

0.00 

0.00 

0.01 

0.37 

0.35 

0.07 

0.026 

0.33 

0.35 


Kookra 

0825000102959800 

8.426 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.640 

3.70 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.01 

0.004 

0.03 

0.03 


Koompura 

0821000502537900 

2.499 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.499 

2.15 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.08 

0.07 

0.04 

0.009 

0.44 

0.53 


Kothiya 

0824000302809200 

21.142 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

15.036 

3.33 

0.011 

0.14 

0.02 

0.00 

0.00 

0.05 

0.62 

0.53 

0.49 

0.042 

0.31 

0.36 


Kotri 

0824000202803800 

11.369 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

11.369 

3.21 

0.015 

0.05 

0.01 

0.00 

0.00 

0.19 

0.40 

0.34 

0.14 

0.037 

0.42 

0.50 


Kundal Ki Gawar 

0825000102962400 

4.202 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.183 

5.36 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.49 

0.46 

0.20 

0.024 

0.44 

0.47 


Kurthal 

0821000702565600 

16.190 

Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.995 

1.67 

0.015 

0.09 

0.01 

0.00 

0.00 

0.00 

0.23 

0.19 

0.34 

0.015 

0.17 

0.20 


Kushalpura 

0821000502543400 

4.382 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.355 

3.68 

0.015 

0.10 

0.01 

0.00 

0.00 

0.00 

0.33 

0.29 

0.38 

0.016 

0.44 

0.50 


Lachhman Garh 

0824000102785000 

0.780 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.780 

3.52 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.06 

0.05 

0.06 

0.003 

0.32 

0.38 


Lachhmikhera 

0821000502547700 

3.366 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.366 

3.45 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.17 

0.13 

0.02 

0.013 

0.42 

0.56 


Lachhmipura 

0824000202803700 

3.013 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.013 

2.72 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.13 

0.11 

0.09 

0.010 

0.43 

0.52 


Ladpura 

0821000502541600 

1.851 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.851 

3.23 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.10 

0.09 

0.06 

0.007 

0.33 

0.39 


Laget Khera 

0825000102957300 

1.606 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.170 

4.65 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.001 

0.04 

0.04 







Non-command 

Gneisses(B.G.C) 

1.298 

4.65 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.11 

0.12 

0.008 

0.28 

0.34 


Lalawas 

0821000502543000 

5.249 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.249 

3.27 

0.015 

0.04 

0.01 

0.00 

0.00 

0.02 

0.27 

0.24 

0.15 

0.019 

0.44 

0.51 


Lamba 

0821000502545600 

15.523 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

15.511 

2.99 

0.015 

0.21 

0.03 

0.00 

0.00 

0.06 

0.82 

0.68 

0.75 

0.058 

0.43 

0.52 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Kanpura 

0821000502545300 

0.06 

0.11 

145.13 

0.14 

0.01 

0.15 

0.04 

0.33 

0.01 

0.0200 

- 

- 

- 

0.020 

0.034 

0.180 

0.009 

0.171 

0.243 

141.99 

Over Exploited 



0.06 

0.01 

619.02 

0.01 

- 

0.01 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.002 

0.016 

0.001 

0.016 

0.037 

233.56 

Over Exploited 


0824000102790500 

0.04 

0.01 

215.93 

0.01 

0.00 

0.02 

0.02 

0.23 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.023 

0.001 

0.022 

0.058 

268.54 

Over Exploited 



0.04 

0.01 

304.78 

0.01 

0.00 

0.01 

0.02 

0.20 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.017 

0.001 

0.016 

0.046 

286.43 

Over Exploited 

Kanpura (Daulatpura) 

0821000502539900 

0.06 

0.11 

73.13 

0.13 

0.02 

0.14 

0.05 

0.41 

0.01 

0.0300 

- 

- 

0.011 

0.041 

0.054 

0.198 

0.010 

0.188 

0.266 

141.79 

Over Exploited 

Kansya 

0824000102781700 

0.04 

0.02 

504.32 

0.02 

- 

0.02 

0.03 

0.22 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.036 

0.002 

0.034 

0.049 

145.06 

Over Exploited 

Kanwlas 

0824000102790400 

0.04 

0.01 

1,068.04 

0.01 

0.00 

0.02 

0.01 

0.13 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.028 

0.001 

0.027 

0.099 

364.65 

Over Exploited 



0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Karati 

0821000702558300 

0.04 

0.00 

2,677.56 

0.00 

0.00 

0.00 

0.00 

0.04 

0.00 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.014 

0.001 

0.013 

0.056 

417.62 

Over Exploited 

Karnipura 

0821000502541900 

0.06 

0.03 

20.25 

0.04 

0.02 

0.06 

0.04 

0.38 

0.00 

- 

- 

- 

0.029 

0.029 

0.034 

0.093 

0.005 

0.089 

0.006 

6.47 

Safe 


0824000102783400 

0.04 

0.05 

431.96 

0.06 

0.01 

0.06 

0.04 

0.36 

0.01 

0.0100 

- 

- 

0.010 

0.020 

0.026 

0.089 

0.004 

0.084 

0.103 

122.63 

Over Exploited 

Karwai 

0821000502535900 

0.05 

0.03 

64.72 

0.03 

0.00 

0.04 

0.05 

0.49 

0.00 

0.0100 

- 

- 

0.007 

0.017 

0.020 

0.056 

0.003 

0.053 

0.090 

170.21 

Over Exploited 

Kayampura 

0824000302809800 

0.04 

0.02 

87.55 

0.03 

0.00 

0.03 

0.02 

0.36 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.043 

0.002 

0.041 

0.101 

249.42 

Over Exploited 



0.04 

0.00 

163.68 

0.01 

0.01 

0.01 

0.01 

0.16 

- 

- 

0.0001 

0.0002 

0.009 

0.009 

0.009 

0.020 

0.001 

0.019 

0.045 

238.22 

Over Exploited 

Keloo 

0821000502545900 

0.06 

0.21 

87.03 

0.25 

0.07 

0.32 

0.05 

0.47 

0.02 

0.0500 

- 

- 

0.074 

0.124 

0.148 

0.468 

0.023 

0.445 

0.432 

97.07 

Critical 

Kemariya 

0824000102781600 

0.04 

0.04 

186.44 

0.05 

0.00 

0.05 

0.05 

0.45 

0.01 

0.0100 

- 

- 

0.002 

0.012 

0.017 

0.066 

0.003 

0.063 

0.056 

89.29 

Semi Critical 

Keriya Khera 

0824000102791600 

0.04 

0.03 

- 

0.03 

0.02 

0.05 

0.04 

0.45 

- 

0.0100 

- 

- 

0.032 

0.042 

0.042 

0.091 

0.009 

0.081 

0.276 

339.02 

Over Exploited 

Kerot 

0821000702565800 

0.04 

0.00 

18,289.33 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kesarpura 

0824000102790700 

0.04 

0.01 

248.50 

0.01 

- 

0.01 

0.03 

0.30 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.008 

0.049 

611.41 

Over Exploited 



0.04 

0.00 

359.39 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.019 

1,655.91 

Over Exploited 


0825000102956900 

0.04 

0.00 

2,743.28 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.012 

2,359.62 

Over Exploited 

Kesarpura (Kana Khera) 

0821000502535200 

0.05 

0.00 

5,203.68 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kesharpura (Sathana) 

0821000502547000 

0.06 

0.01 

390.85 

0.01 

- 

0.01 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.032 

558.44 

Over Exploited 



0.06 

0.06 

9.37 

0.07 

0.02 

0.09 

0.03 

0.35 

- 

0.0100 

0.0014 

0.0017 

0.031 

0.044 

0.044 

0.131 

0.007 

0.125 

0.126 

101.17 

Over Exploited 

Kesharpura (Surajpura) 

0821000502540800 

0.06 

0.04 

2.83 

0.04 

0.00 

0.04 

0.05 

0.46 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.016 

0.053 

0.003 

0.051 

0.101 

199.24 

Over Exploited 

Kharniya 

0825000202970400 

0.04 

0.00 

11,306.36 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.004 

4,834.93 

Over Exploited 

Khatola 

0824000102794800 

0.04 

0.00 

17,732.99 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.07 

211.66 

0.08 

0.03 

0.11 

0.04 

0.44 

- 

0.0100 

- 

- 

0.038 

0.048 

0.048 

0.153 

0.008 

0.145 

0.125 

86.20 

Semi Critical 

Khedela 

0824000102782500 

0.04 

0.02 

########## 

0.03 

- 

0.03 

0.03 

0.25 

0.00 

0.0200 

- 

- 

- 

0.020 

0.024 

0.053 

0.003 

0.050 

0.113 

224.33 

Over Exploited 

Kheempura 

0821000502538100 

0.05 

0.14 

39.64 

0.17 

- 

0.17 

0.05 

0.43 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.194 

0.010 

0.184 

0.155 

84.25 

Semi Critical 

Khejri 

0824000202802400 

0.06 

0.00 

178,513.21 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.26 

100.03 

0.31 

0.06 

0.37 

0.04 

0.43 

0.03 

0.0600 

- 

- 

0.061 

0.121 

0.149 

0.516 

0.026 

0.491 

0.612 

124.74 

Over Exploited 

Khera Hetam 

0824000302811300 

0.04 

0.00 

500.24 

0.00 

- 

0.00 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.014 

0.034 

246.76 

Over Exploited 



0.04 

0.00 

24,012.46 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

1,768.42 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

3,198.34 

Over Exploited 

Khera Palola 

0824000302809100 

0.04 

0.10 

117.61 

0.12 

0.10 

0.22 

0.03 

0.42 

- 

0.0100 

- 

- 

0.154 

0.165 

0.165 

0.384 

0.019 

0.365 

0.082 

22.60 

Safe 

Khera Rajpura 

0824000302810700 

0.04 

0.05 

38.60 

0.06 

0.02 

0.08 

0.03 

0.52 

- 

0.0400 

0.0005 

0.0006 

0.018 

0.059 

0.059 

0.137 

0.007 

0.130 

0.353 

271.82 

Over Exploited 

Kheri 

0821000702565100 

0.04 

0.13 

72.37 

0.15 

0.09 

0.24 

0.03 

0.50 

- 

0.0500 

- 

- 

0.103 

0.153 

0.153 

0.393 

0.020 

0.374 

0.503 

134.50 

Over Exploited 

Kheri Ka Khera 

0825000102956500 

0.04 

0.07 

515.05 

0.09 

0.01 

0.10 

0.04 

0.36 

0.01 

0.0100 

- 

- 

0.019 

0.029 

0.039 

0.138 

0.007 

0.131 

0.141 

107.61 

Over Exploited 

Kheta Khera 

0821000502535400 

0.05 

0.00 

372.50 

0.01 

- 

0.01 

0.02 

0.17 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.034 

558.93 

Over Exploited 


0825000102959100 

0.04 

0.02 

562.30 

0.02 

0.00 

0.02 

0.05 

0.39 

0.00 

- 

- 

- 

0.002 

0.002 

0.005 

0.027 

0.001 

0.025 

0.036 

142.05 

Over Exploited 

Khokulon Ka Khera 

0824000102794400 

0.04 

0.00 

4,971.91 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.005 

1,387.44 

Over Exploited 

Khoontiya 

0821000502547300 

0.06 

0.03 

167.88 

0.04 

0.02 

0.06 

0.02 

0.24 

- 

0.0200 

- 

- 

0.011 

0.031 

0.031 

0.089 

0.004 

0.085 

0.191 

225.08 

Over Exploited 



0.06 

0.03 

196.17 

0.03 

0.01 

0.05 

0.02 

0.21 

- 

0.0200 

0.0010 

0.0012 

0.004 

0.027 

0.027 

0.072 

0.004 

0.068 

0.171 

251.38 

Over Exploited 

Kidimal 

0824000502833600 

0.03 

0.00 

12,534.18 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.008 

10,875.65 

Over Exploited 

Kirap 

0821000502536500 

0.05 

0.13 

293.80 

0.15 

0.07 

0.23 

0.03 

0.24 

0.02 

0.0700 

- 

- 

0.080 

0.150 

0.166 

0.393 

0.020 

0.373 

0.689 

184.74 

Over Exploited 



0.06 

0.00 

16,253.77 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.011 

21,006.53 

Over Exploited 

Kishanpura @ Ratardi 

0824000102785700 

0.04 

0.03 

105.49 

0.04 

0.03 

0.07 

0.05 

0.41 

0.01 

0.0100 

- 

- 

0.046 

0.056 

0.061 

0.132 

0.007 

0.126 

0.106 

84.13 

Semi Critical 

Koli Khera 

0824000102790000 

0.04 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

1,784.57 

0.01 

0.01 

0.02 

0.01 

0.10 

0.00 

0.0100 

- 

- 

0.018 

0.028 

0.029 

0.046 

0.002 

0.044 

0.081 

184.66 

Over Exploited 

Kolpura 

0824000102786000 

0.04 

0.01 

209.10 

0.01 

0.00 

0.02 

0.06 

0.41 

0.00 

- 

- 

- 

0.000 

0.000 

0.002 

0.017 

0.001 

0.017 

0.032 

194.04 

Over Exploited 

Kookar Khera 

0825000102963000 

0.04 

0.01 

1,792.33 

0.01 

0.00 

0.01 

0.01 

0.13 

0.00 

- 

- 

- 

0.002 

0.003 

0.003 

0.014 

0.001 

0.013 

0.038 

291.54 

Over Exploited 



0.04 

0.06 

496.80 

0.07 

0.01 

0.08 

0.04 

0.37 

0.01 

0.0100 

- 

- 

0.017 

0.027 

0.034 

0.115 

0.006 

0.109 

0.094 

85.85 

Semi Critical 

Kookra 

0825000102959800 

0.04 

0.00 

4,731.68 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.015 

1,453.67 

Over Exploited 

Koompura 

0821000502537900 

0.05 

0.06 

12.53 

0.07 

0.01 

0.08 

0.05 

0.49 

0.01 

- 

- 

- 

0.018 

0.018 

0.025 

0.102 

0.005 

0.097 

0.052 

53.83 

Safe 

Kothiya 

0824000302809200 

0.04 

0.19 

183.89 

0.23 

0.07 

0.30 

0.02 

0.34 

- 

0.0600 

- 

- 

0.080 

0.140 

0.140 

0.438 

0.022 

0.416 

0.536 

128.90 

Over Exploited 

Kotri 

0824000202803800 

0.05 

0.23 

48.59 

0.27 

0.20 

0.47 

0.04 

0.46 

- 

0.0200 

- 

- 

0.283 

0.303 

0.303 

0.774 

0.039 

0.735 

0.181 

24.60 

Safe 

Kundal Ki Gawar 

0825000102962400 

0.04 

0.08 

495.54 

0.09 

0.01 

0.11 

0.05 

0.49 

0.01 

0.0400 

- 

- 

0.006 

0.046 

0.055 

0.162 

0.008 

0.154 

0.226 

146.74 

Over Exploited 

Kurthal 

0821000702565600 

0.04 

0.04 

375.67 

0.05 

0.01 

0.06 

0.01 

0.18 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.099 

0.005 

0.094 

0.350 

371.95 

Over Exploited 

Kushalpura 

0821000502543400 

0.06 

0.12 

132.30 

0.15 

0.01 

0.16 

0.05 

0.49 

0.02 

0.0400 

- 

- 

0.001 

0.041 

0.057 

0.217 

0.011 

0.206 

0.400 

194.36 

Over Exploited 

Lachhman Garh 

0824000102785000 

0.04 

0.01 

365.22 

0.01 

0.01 

0.02 

0.04 

0.36 

0.00 

0.0100 

- 

- 

0.009 

0.019 

0.020 

0.039 

0.002 

0.037 

0.061 

166.30 

Over Exploited 

Lachhmikhera 

0821000502547700 

0.06 

0.09 

39.47 

0.11 

0.01 

0.12 

0.04 

0.46 

- 

- 

- 

- 

0.020 

0.020 

0.020 

0.144 

0.007 

0.136 

0.032 

23.08 

Safe 

Lachhmipura 

0824000202803700 

0.05 

0.06 

76.51 

0.07 

0.01 

0.09 

0.04 

0.47 

- 

0.0100 

- 

- 

0.018 

0.028 

0.028 

0.114 

0.006 

0.108 

0.096 

88.47 

Semi Critical 

Ladpura 

0821000502541600 

0.06 

0.04 

120.56 

0.05 

0.01 

0.05 

0.04 

0.37 

0.01 

- 

- 

- 

0.010 

0.010 

0.015 

0.069 

0.003 

0.066 

0.065 

98.93 

Critical 

Laget Khera 

0825000102957300 

0.04 

0.00 

4,878.37 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.018 

5,433.91 

Over Exploited 



0.04 

0.01 

667.45 

0.02 

0.00 

0.02 

0.04 

0.31 

0.00 

0.0200 

- 

- 

0.002 

0.022 

0.024 

0.042 

0.002 

0.040 

0.123 

303.76 

Over Exploited 

Lalawas 

0821000502543000 

0.06 

0.15 

56.67 

0.18 

0.03 

0.21 

0.05 

0.49 

0.02 

0.0200 

- 

- 

0.026 

0.046 

0.065 

0.272 

0.014 

0.259 

0.173 

67.08 

Safe 

Lamba 

0821000502545600 

0.06 

0.44 

55.69 

0.52 

0.09 

0.61 

0.05 

0.48 

0.05 

0.0800 

- 

- 

0.083 

0.163 

0.215 

0.823 

0.041 

0.782 

0.807 

103.11 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 



082400020280320C 

23.323 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

14.657 

2.54 

0.015 

0.05 

0.01 

0.00 

0.00 

0.07 

0.53 

0.42 

0.14 

0.047 

0.25 

0.32 


Lamgara 

082100070256490C 

8.280 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.280 

3.06 

0.015 

0.14 

0.02 

0.00 

0.00 

0.05 

0.45 

0.32 

0.54 

0.021 

0.43 

0.60 


Landi 

082100050253720C 

2.142 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.142 

2.84 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.10 

0.11 

0.008 

0.44 

0.51 


Lasariya 

0825000102959700 

6.052 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.244 

3.47 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.14 

0.05 

0.013 

0.15 

0.16 


Laxmi Pura 

0821000502546000 

1.437 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.437 

4.51 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.08 

0.07 

0.01 

0.005 

0.41 

0.52 


Laxmipura @ Kotra 

0824000102783000 

5.439 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.341 

3.48 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.30 

0.25 

0.04 

0.019 

0.31 

0.37 


Leeri 

0821000302514300 

31.080 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.118 

1.84 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.00 

0.00 


Lodiyana 

0821000502547200 

9.524 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.528 

2.29 

0.015 

0.03 

0.00 

0.00 

0.00 

0.03 

0.26 

0.20 

0.09 

0.028 

0.33 

0.42 






Narayan Sagar 

Command 

Gneisses(B.G.C) 

1.996 

2.29 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.03 

0.007 

0.09 

0.11 


Loolwa 

0821000502538800 

16.481 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

15.293 

2.33 

0.015 

0.25 

0.03 

0.00 

0.00 

0.00 

0.75 

0.58 

0.91 

0.057 

0.40 

0.53 







Non-command 

Gneisses(B.G.C) 

0.384 

2.33 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.01 

0.01 


Looneta 

0821000402534300 

7.610 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.005 

3.94 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Lordi 

0821000502545700 

11.827 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

11.827 

2.96 

0.015 

0.04 

0.00 

0.00 

0.00 

0.08 

0.49 

0.39 

0.09 

0.044 

0.42 

0.53 


Malaseri 

0824000102790200 

3.952 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.002 

2.66 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mali Khera @ Maganpura 

0824000302810900 

2.339 

Fresh 

Arwar 

Command 

Gneisses(B.G.C) 

2.299 

1.07 

0.011 

0.15 

0.02 

0.00 

0.00 

0.00 

0.16 

0.15 

0.61 

0.006 

0.48 

0.51 


Mana Nangla 

0825000102956300 

2.192 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.192 

4.27 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.15 

0.05 

0.013 

0.35 

0.42 


Manpura 

0821000502536700 

5.335 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.335 

2.98 

0.015 

0.03 

0.00 

0.00 

0.00 

0.03 

0.24 

0.21 

0.08 

0.020 

0.44 

0.50 


Marewara 

0824000102797600 

5.140 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.984 

3.56 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.30 

0.58 

0.13 

0.018 

0.38 

0.20 


Masinghji Ka Khera 

0824000102794700 

1.546 

Fresh 

Khari 

Command 

Gneisses(B.G.C) 

1.546 

3.00 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.12 

0.13 

0.006 

0.40 

0.32 


Masinghpura 

0824000102783500 

1.291 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.291 

4.94 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.03 

0.005 

0.32 

0.37 


Masooda 

0821000502543200 

41.760 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.679 

3.60 

0.015 

0.09 

0.01 

0.00 

0.00 

0.00 

0.66 

0.57 

0.30 

0.040 

0.11 

0.13 







Non-command 

Gneisses(B.G.C) 

29.762 

3.60 

0.015 

0.22 

0.03 

0.00 

0.00 

0.00 

1.80 

1.57 

0.74 

0.111 

0.31 

0.36 


Mataji Ka Khera 

0821000702564700 

11.573 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

11.573 

2.80 

0.015 

0.14 

0.02 

0.00 

0.00 

0.13 

0.47 

0.38 

0.53 

0.029 

0.45 

0.57 



0824000302810800 

2.497 

Fresh 

Arwar 

Command 

Gneisses(B.G.C) 

2.282 

0.55 

0.011 

0.10 

0.01 

0.00 

0.00 

0.00 

0.10 

0.09 

0.39 

0.006 

0.44 

0.49 


Mathaniya 

0821000702559100 

3.878 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.878 

4.33 

0.015 

0.09 

0.01 

0.00 

0.00 

0.03 

0.30 

0.20 

0.36 

0.010 

0.42 

0.62 


Mayla Khet 

0825000102963500 

1.112 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.101 

2.93 

0.018 

0.01 

0.00 

0.00 

0.00 

0.01 

0.06 

0.05 

0.02 

0.006 

0.42 

0.44 


Mechhon Ka Bariya 

0824000102793300 

9.368 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.141 

4.53 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 






Khari 

Command 

Gneisses(B.G.C) 

0.158 

4.53 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 


Mediya 

0821000402533700 

78.618 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.583 

3.64 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.00 

0.003 

0.00 

0.00 


Mefaliyas 

0824000102794100 

5.492 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.627 

4.23 

0.015 

0.02 

0.00 

0.00 

0.00 

0.02 

0.23 

0.37 

0.07 

0.013 

0.26 

0.16 


Mewasa 

0824000502838600 

4.324 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.174 

3.90 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.13 

0.01 

0.004 

0.11 

0.06 


Miyala Khet 

0825000102960400 

5.560 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.439 

3.14 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.33 

0.31 

0.08 

0.032 

0.40 

0.43 


Mogar 

0824000102785400 

3.401 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.399 

4.41 

0.015 

0.04 

0.01 

0.00 

0.00 

0.02 

0.24 

0.19 

0.15 

0.012 

0.35 

0.44 


Mohro Ka Khera 

0824000102795000 

7.768 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.586 

3.34 

0.015 

0.04 

0.00 

0.00 

0.00 

0.03 

0.39 

0.52 

0.13 

0.028 

0.39 

0.29 






Khari 

Command 

Gneisses(B.G.C) 

0.182 

3.34 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 


Mokhampura 

0821000502548100 

4.564 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.564 

3.07 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.22 

0.17 

0.06 

0.017 

0.42 

0.55 


Moondiya Khera 

0821000702564000 

3.857 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.857 

3.03 

0.015 

0.04 

0.01 

0.00 

0.00 

0.04 

0.16 

0.12 

0.14 

0.010 

0.44 

0.59 


Mothi 

0824000102785200 

5.424 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.424 

3.54 

0.015 

0.05 

0.01 

0.00 

0.00 

0.04 

0.28 

0.24 

0.19 

0.020 

0.33 

0.40 


Motras 

0824000102784500 

7.913 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.913 

3.51 

0.018 

0.19 

0.03 

0.00 

0.00 

0.10 

0.55 

0.47 

0.73 

0.029 

0.32 

0.38 


Moyana 

0821000502537100 

6.201 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.634 

2.76 

0.015 

0.02 

0.00 

0.00 

0.00 

0.02 

0.23 

0.20 

0.05 

0.021 

0.40 

0.46 


Murayla 

0824000202802300 

1.683 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.683 

2.33 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.07 

0.13 

0.005 

0.39 

0.49 


Nagar 

0821000502548600 

12.702 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

12.702 

2.02 

0.015 

0.05 

0.01 

0.00 

0.00 

0.05 

0.37 

0.29 

0.13 

0.047 

0.44 

0.56 


Nagola 

0821000702563800 

21.031 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.232 

1.96 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.001 

0.00 

0.01 


Nahargarh 

0824000202802000 

3.400 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.876 

2.59 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.13 

0.10 

0.14 

0.006 

0.20 

0.24 







Non-command 

Gneisses(B.G.C) 

1.524 

2.59 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.06 

0.005 

0.16 

0.20 


Nai Arwar 

0824000302810300 

3.257 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.467 

1.68 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.07 

0.08 






Arwar 

Command 

Gneisses(B.G.C) 

2.790 

1.68 

0.011 

0.00 

0.00 

0.00 

0.00 

0.01 

0.04 

0.04 

0.00 

0.008 

0.42 

0.49 


Naloi Lalpura 

0825000102960500 

9.341 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.964 

2.70 

0.018 

0.10 

0.01 

0.00 

0.00 

0.12 

0.40 

0.38 

0.34 

0.052 

0.40 

0.41 


Nandawat 

0825000102961400 

4.164 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.164 

3.71 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.37 

0.34 

0.24 

0.024 

0.44 

0.47 







Non-command 

Gneisses(B.G.C) 

0.001 

3.71 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nandsi 

0821000702565500 

11.732 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.167 

2.67 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.000 

2.67 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nandwara 

0821000502542500 

10.160 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

10.160 

2.18 

0.015 

0.12 

0.02 

0.00 

0.00 

0.05 

0.38 

0.32 

0.44 

0.038 

0.43 

0.51 


Nayagaon 

0825000102957600 

1.947 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.947 

4.90 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.16 

0.05 

0.011 

0.32 

0.38 


Nedi 

0825000102962500 

2.721 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.555 

5.80 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.02 

0.003 

0.09 

0.10 







Non-command 

Gneisses(B.G.C) 

2.166 

5.80 

0.018 

0.02 

0.00 

0.00 

0.00 

0.01 

0.23 

0.21 

0.07 

0.013 

0.35 

0.38 


Neemera (Barli) 

0821000702564400 

12.272 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

12.269 

2.95 

0.015 

0.06 

0.01 

0.00 

0.00 

0.12 

0.48 

0.32 

0.19 

0.031 

0.42 

0.64 


Neemgarh 

0821000502535500 

2.593 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.034 

1.98 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Negadiya 

0821000402533400 

2.533 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.016 

3.05 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Negariya 

0824000102794200 

4.322 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.322 

3.00 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.22 

0.33 

0.09 

0.016 

0.40 

0.27 


Nuwaliya 

0824000102795100 

3.816 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.126 

3.53 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.20 

0.26 

0.18 

0.011 

0.33 

0.26 


Ojiyana 

0824000102785100 

5.647 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.647 

3.47 

0.015 

0.05 

0.01 

0.00 

0.00 

0.02 

0.32 

0.27 

0.19 

0.021 

0.32 

0.38 


Padaliya (Bhinay) 

0821000702563600 

14.769 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.444 

2.28 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.001 

0.01 

0.02 


Pa Ira 

0825000102961000 

4.796 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.796 

3.67 

0.018 

0.03 

0.00 

0.00 

0.00 

0.01 

0.33 

0.32 

0.10 

0.028 

0.43 

0.45 


Palri 

0821000402531700 

4.319 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.628 

2.71 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.003 

0.06 

0.07 


Pandonlai 

0821000702565400 

2.708 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.990 

2.19 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.08 

0.002 

0.17 

0.20 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.445 

2.19 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.11 

0.004 

0.24 

0.30 


Pandroo 

0824000102797700 

9.340 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

9.224 

3.05 

0.015 

0.06 

0.01 

0.00 

0.00 

0.02 

0.45 

0.83 

0.20 

0.034 

0.39 

0.21 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 


0824000202803200 

0.05 

0.18 

137.26 

0.21 

0.08 

0.29 

0.03 

0.28 

- 

0.0200 

- 

- 

0.104 

0.124 

0.124 

0.413 

0.021 

0.392 

0.186 

47.51 

Safe 

Lamgara 

0821000702564900 

0.04 

0.15 

117.80 

0.18 

0.07 

0.25 

0.04 

0.47 

- 

0.1000 

- 

- 

0.079 

0.179 

0.179 

0.427 

0.021 

0.405 

0.561 

138.32 

Over Exploited 

Landi 

0821000502537200 

0.05 

0.05 

109.54 

0.06 

0.00 

0.06 

0.05 

0.49 

0.01 

0.0100 

- 

- 

0.002 

0.012 

0.018 

0.079 

0.004 

0.075 

0.116 

154.54 

Over Exploited 

Lasariya 

0825000102959700 

0.04 

0.01 

982.13 

0.02 

- 

0.02 

0.02 

0.17 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.028 

0.001 

0.026 

0.067 

255.56 

Over Exploited 

Laxmi Pura 

0821000502546000 

0.06 

0.04 

73.83 

0.05 

0.01 

0.06 

0.05 

0.46 

0.00 

- 

- 

- 

0.020 

0.021 

0.025 

0.085 

0.004 

0.080 

0.015 

19.10 

Safe 

Laxmipura @ Kotra 

0824000102783000 

0.04 

0.07 

277.59 

0.08 

- 

0.08 

0.04 

0.35 

0.01 

- 

- 

- 

- 

- 

0.009 

0.089 

0.004 

0.085 

0.059 

70.28 

Semi Critical 

Leeri 

0821000302514300 

0.07 

0.00 

26,066.68 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.012 

84,086.92 

Over Exploited 

Lodiyana 

0821000502547200 

0.06 

0.16 

27.45 

0.19 

0.03 

0.22 

0.03 

0.36 

- 

0.0100 

- 

- 

0.038 

0.048 

0.048 

0.265 

0.013 

0.252 

0.114 

45.26 

Safe 



0.06 

0.01 

441.38 

0.01 

- 

0.01 

0.01 

0.10 

- 

- 

0.0009 

0.0011 

- 

0.002 

0.002 

0.015 

0.001 

0.015 

0.036 

248.01 

Over Exploited 

Loolwa 

0821000502538800 

0.05 

0.33 

76.27 

0.39 

0.03 

0.42 

0.05 

0.45 

0.04 

0.1000 

- 

- 

- 

0.100 

0.141 

0.562 

0.028 

0.534 

0.964 

180.51 

Over Exploited 



0.06 

0.00 

6,974.77 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.020 

6,417.83 

Over Exploited 

Looneta 

0821000402534300 

0.06 

0.00 

400,373.61 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Lordi 

0821000502545700 

0.06 

0.33 

20.35 

0.39 

0.08 

0.47 

0.05 

0.47 

0.04 

0.0100 

- 

- 

0.113 

0.123 

0.160 

0.627 

0.031 

0.596 

0.130 

21.81 

Safe 

Malaseri 

0824000102790200 

0.04 

0.00 

425,600.64 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mali Khera @ Maganpura 

0824000302810900 

0.04 

0.04 

232.29 

0.05 

0.02 

0.07 

0.04 

0.51 

- 

0.0700 

0.0006 

0.0005 

0.000 

0.071 

0.071 

0.144 

0.007 

0.137 

0.611 

446.49 

Over Exploited 

Mana Nangla 

0825000102956300 

0.04 

0.03 

383.31 

0.04 

0.00 

0.04 

0.05 

0.39 

0.00 

0.0100 

- 

- 

0.005 

0.015 

0.019 

0.059 

0.003 

0.056 

0.063 

111.39 

Over Exploited 

Manpura 

0821000502536700 

0.05 

0.12 

68.82 

0.15 

0.03 

0.18 

0.05 

0.50 

0.02 

0.0100 

- 

- 

0.042 

0.052 

0.068 

0.245 

0.012 

0.233 

0.096 

41.11 

Safe 

Marewara 

0824000102797600 

0.04 

0.08 

670.90 

0.09 

0.00 

0.09 

0.04 

0.42 

0.01 

0.0100 

- 

- 

0.006 

0.016 

0.025 

0.119 

0.006 

0.113 

0.150 

132.46 

Over Exploited 

Masinghji Ka Khera 

0824000102794700 

0.04 

0.03 

399.32 

0.03 

0.00 

0.03 

0.04 

0.45 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.053 

0.003 

0.051 

0.132 

259.77 

Over Exploited 

Masinghpura 

0824000102783500 

0.04 

0.02 

444.53 

0.02 

0.00 

0.02 

0.04 

0.36 

0.00 

- 

- 

- 

0.002 

0.002 

0.004 

0.024 

0.001 

0.023 

0.034 

146.40 

Over Exploited 

Masooda 

0821000502543200 

0.05 

0.06 

801.13 

0.08 

0.01 

0.09 

0.01 

0.13 

0.01 

0.0300 

- 

- 

- 

0.030 

0.038 

0.124 

0.006 

0.118 

0.342 

289.24 

Over Exploited 



0.06 

0.61 

660,800.84 

0.73 

0.03 

0.76 

0.04 

0.35 

0.08 

0.0800 

- 

- 

- 

0.080 

0.155 

0.914 

0.046 

0.869 

0.850 

97.80 

Critical 

Mataji Ka Khera 

0821000702564700 

0.04 

0.22 

75.10 

0.26 

0.15 

0.41 

0.04 

0.50 

- 

0.0600 

- 

- 

0.201 

0.261 

0.261 

0.673 

0.034 

0.639 

0.558 

87.27 

Semi Critical 


0824000302810800 

0.04 

0.04 

122.47 

0.05 

0.01 

0.06 

0.03 

0.48 

- 

0.0400 

0.0004 

0.0005 

0.005 

0.046 

0.046 

0.108 

0.005 

0.103 

0.395 

385.50 

Over Exploited 

Mathaniya 

0821000702559100 

0.04 

0.07 

207.43 

0.08 

0.04 

0.12 

0.05 

0.46 

- 

0.0700 

- 

- 

0.042 

0.112 

0.112 

0.230 

0.011 

0.218 

0.366 

167.48 

Over Exploited 

Mayla Khet 

0825000102963500 

0.04 

0.02 

190.97 

0.02 

0.01 

0.03 

0.05 

0.47 

0.00 

- 

- 

- 

0.015 

0.015 

0.018 

0.050 

0.003 

0.048 

0.024 

51.24 

Safe 

Mechhon Ka Bariya 

0824000102793300 

0.04 

0.00 

27,663.23 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

0.002 

0.002 

0.002 

0.003 

0.000 

0.003 

0.001 

15.99 

Safe 



0.04 

0.00 

28,714.80 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Mediya 

0821000402533700 

0.06 

0.00 

32,959.09 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.003 

1,915.96 

Over Exploited 

Mefaliyas 

0824000102794100 

0.04 

0.04 

882.65 

0.05 

0.02 

0.07 

0.03 

0.29 

0.00 

0.0100 

- 

- 

0.032 

0.042 

0.046 

0.112 

0.006 

0.107 

0.078 

73.35 

Semi Critical 

Mewasa 

0824000502838600 

0.03 

0.00 

3,160.10 

0.00 

- 

0.00 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.005 

0.011 

216.98 

Over Exploited 

Miyala Khet 

0825000102960400 

0.04 

0.09 

252.54 

0.11 

0.00 

0.11 

0.05 

0.45 

0.01 

0.0100 

- 

- 

0.002 

0.012 

0.023 

0.130 

0.006 

0.123 

0.115 

93.17 

Critical 

Mogar 

0824000102785400 

0.04 

0.05 

294.59 

0.06 

0.03 

0.08 

0.06 

0.40 

0.01 

0.0200 

- 

- 

0.026 

0.046 

0.054 

0.138 

0.007 

0.131 

0.163 

124.94 

Over Exploited 

Mohro Ka Khera 

0824000102795000 

0.04 

0.12 

337.94 

0.14 

0.03 

0.18 

0.04 

0.44 

0.01 

0.0200 

- 

- 

0.051 

0.071 

0.084 

0.261 

0.013 

0.248 

0.158 

63.60 

Safe 



0.04 

0.00 

14,561.34 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

0.003 

0.003 

0.003 

0.004 

0.000 

0.004 

0.005 

111.06 

Over Exploited 

Mokhampura 

0821000502548100 

0.06 

0.12 

35.24 

0.15 

0.01 

0.16 

0.04 

0.46 

- 

0.0100 

- 

- 

0.014 

0.024 

0.024 

0.183 

0.009 

0.174 

0.075 

43.05 

Safe 

Moondiya Khera 

0821000702564000 

0.04 

0.07 

74.81 

0.08 

0.05 

0.14 

0.04 

0.48 

- 

0.0200 

- 

- 

0.064 

0.084 

0.084 

0.219 

0.011 

0.208 

0.150 

71.92 

Semi Critical 

Mothi 

0824000102785200 

0.04 

0.07 

229.18 

0.09 

0.05 

0.14 

0.05 

0.38 

0.01 

0.0200 

- 

- 

0.067 

0.087 

0.097 

0.238 

0.012 

0.226 

0.211 

93.20 

Critical 

Motras 

0824000102784500 

0.04 

0.11 

322.83 

0.13 

0.13 

0.26 

0.04 

0.36 

0.01 

0.0800 

- 

- 

0.146 

0.226 

0.241 

0.501 

0.025 

0.475 

0.754 

158.53 

Over Exploited 

Moyana 

0821000502537100 

0.05 

0.12 

69.20 

0.14 

0.02 

0.16 

0.05 

0.45 

0.01 

0.0100 

- 

- 

0.032 

0.042 

0.056 

0.219 

0.011 

0.208 

0.075 

35.97 

Safe 

Murayla 

0824000202802300 

0.05 

0.03 

127.34 

0.04 

0.01 

0.05 

0.04 

0.44 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.068 

0.003 

0.065 

0.139 

214.54 

Over Exploited 

Nagar 

0821000502548600 

0.06 

0.36 

(19.42) 

0.29 

0.06 

0.35 

0.04 

0.48 

- 

0.0200 

- 

- 

0.081 

0.101 

0.101 

0.455 

0.023 

0.432 

0.181 

41.89 

Safe 

Nagola 

0821000702563800 

0.04 

0.00 

10,090.81 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

23,526.59 

Over Exploited 

Nahargarh 

0824000202802000 

0.06 

0.02 

363.34 

0.03 

0.01 

0.04 

0.02 

0.22 

0.00 

0.0200 

- 

- 

0.001 

0.021 

0.024 

0.062 

0.003 

0.059 

0.149 

252.98 

Over Exploited 



0.05 

0.01 

460.43 

0.01 

- 

0.01 

0.02 

0.18 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.025 

0.001 

0.024 

0.067 

277.64 

Over Exploited 

Nai Arwar 

0824000302810300 

0.04 

0.00 

431.05 

0.00 

0.00 

0.00 

0.00 

0.07 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.003 

0.000 

0.003 

0.001 

47.01 

Safe 



0.04 

0.05 

(22.67) 

0.04 

0.01 

0.05 

0.03 

0.44 

- 

- 

0.0007 

0.0007 

0.014 

0.015 

0.015 

0.062 

0.003 

0.059 

0.008 

13.18 

Safe 

Naloi Lalpura 

0825000102960500 

0.04 

0.14 

########## 

0.17 

0.13 

0.30 

0.05 

0.45 

0.02 

0.0400 

- 

- 

0.176 

0.216 

0.234 

0.533 

0.027 

0.507 

0.394 

77.84 

Semi Critical 

Nandawat 

0825000102961400 

0.04 

0.08 

342.86 

0.09 

0.01 

0.11 

0.05 

0.49 

0.01 

0.0300 

- 

- 

0.003 

0.033 

0.042 

0.147 

0.007 

0.140 

0.263 

188.71 

Over Exploited 



0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nandsi 

0821000702565500 

0.04 

0.00 

11,878.97 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nandwara 

0821000502542500 

0.06 

0.28 

13.29 

0.32 

0.07 

0.39 

0.05 

0.48 

0.03 

0.0500 

- 

- 

0.079 

0.129 

0.163 

0.554 

0.028 

0.526 

0.480 

91.15 

Critical 

Nayagaon 

0825000102957600 

0.04 

0.02 

530.92 

0.03 

0.00 

0.03 

0.04 

0.36 

0.00 

0.0100 

- 

- 

0.004 

0.014 

0.017 

0.049 

0.002 

0.046 

0.061 

132.30 

Over Exploited 

Nedi 

0825000102962500 

0.04 

0.00 

3,188.38 

0.00 

0.00 

0.00 

0.01 

0.10 

0.00 

- 

- 

- 

0.000 

0.000 

0.001 

0.003 

0.000 

0.003 

0.020 

650.34 

Over Exploited 



0.04 

0.03 

597.50 

0.04 

0.01 

0.05 

0.04 

0.39 

0.00 

0.0100 

- 

- 

0.019 

0.029 

0.033 

0.082 

0.004 

0.078 

0.078 

99.19 

Critical 

Neemera (Barli) 

0821000702564400 

0.04 

0.21 

48.54 

0.26 

0.13 

0.38 

0.04 

0.47 

- 

0.0200 

- 

- 

0.174 

0.194 

0.194 

0.578 

0.029 

0.549 

0.225 

40.89 

Safe 

Neemgarh 

0821000502535500 

0.05 

0.00 

7,699.92 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Negadiya 

0821000402533400 

0.06 

0.00 

31,210.17 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Negariya 

0824000102794200 

0.04 

0.07 

373.72 

0.08 

0.01 

0.09 

0.04 

0.44 

0.01 

0.0100 

- 

- 

0.008 

0.018 

0.025 

0.113 

0.006 

0.107 

0.106 

98.65 

Critical 

Nuwaliya 

0824000102795100 

0.04 

0.04 

528.38 

0.05 

0.01 

0.06 

0.04 

0.37 

- 

0.0300 

- 

- 

0.004 

0.034 

0.034 

0.097 

0.005 

0.092 

0.187 

203.86 

Over Exploited 

Ojiyana 

0824000102785100 

0.04 

0.07 

272.49 

0.09 

0.03 

0.11 

0.04 

0.36 

0.01 

0.0200 

- 

- 

0.026 

0.046 

0.055 

0.169 

0.008 

0.160 

0.208 

129.53 

Over Exploited 

Padaliya (Bhinay) 

0821000702563600 

0.04 

0.00 

7,757.66 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.023 

8,656.43 

Over Exploited 

Pa Ira 

0825000102961000 

0.04 

0.08 

281.32 

0.10 

0.01 

0.11 

0.05 

0.48 

0.01 

0.0200 

- 

- 

0.012 

0.032 

0.042 

0.150 

0.007 

0.142 

0.129 

90.73 

Critical 

Palri 

0821000402531700 

0.06 

0.00 

1,563.98 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.021 

676.91 

Over Exploited 

Pandonlai 

0821000702565400 

0.04 

0.01 

532.16 

0.01 

- 

0.01 

0.01 

0.18 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.078 

456.70 

Over Exploited 



0.04 

0.01 

350.52 

0.02 

- 

0.02 

0.02 

0.26 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.037 

0.002 

0.035 

0.112 

319.88 

Over Exploited 

Pandroo 

0824000102797700 

0.04 

0.14 

485.87 

0.17 

0.03 

0.20 

0.04 

0.43 

0.02 

0.0200 

- 

- 

0.029 

0.049 

0.065 

0.265 

0.013 

0.252 

0.233 

92.38 

Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Papariya 

082400010279710C 

1.487 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.626 

3.56 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.01 

0.002 

0.17 

0.12 


Para 

0824000102787700 

6.385 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.385 

2.10 

0.015 

0.11 

0.00 

0.00 

0.00 

0.01 

0.30 

0.28 

0.39 

0.023 

0.37 

0.39 


Parasoli 

0824000102787900 

8.493 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.777 

1.05 

0.015 

0.14 

0.01 

0.00 

0.00 

0.01 

0.24 

0.28 

0.51 

0.028 

0.36 

0.32 






Khari 

Command 

Gneisses(B.G.C) 

0.715 

1.05 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.003 

0.03 

0.03 


Part Of Rajsamand District 

08250001 

4.190 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.190 

3.24 

0.018 

0.01 

0.00 

0.00 

0.00 

0.03 

0.21 

0.18 

0.00 

0.024 

0.35 

0.42 




3.454 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.454 

3.24 

0.018 

0.01 

0.00 

0.00 

0.00 

0.02 

0.19 

0.16 

0.00 

0.020 

0.35 

0.42 




5.564 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.132 

3.24 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.00 

0.007 

0.07 

0.08 







Non-command 

Gneisses(B.G.C) 

4.432 

3.24 

0.018 

0.01 

0.00 

0.00 

0.00 

0.04 

0.22 

0.18 

0.00 

0.026 

0.28 

0.33 



08250002 

3.221 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.994 

4.32 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.11 

0.00 

0.002 

0.12 

0.09 


Patan 

0824000102784800 

10.455 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.623 

3.56 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.05 

0.002 

0.02 

0.02 







Non-command 

Gneisses(B.G.C) 

9.832 

3.56 

0.015 

0.15 

0.02 

0.00 

0.00 

0.06 

0.59 

0.50 

0.57 

0.036 

0.30 

0.35 


Patiyon Ka Khera 

0824000202803100 

2.313 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.737 

1.02 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.07 

0.05 

0.20 

0.006 

0.30 

0.39 






Narayan Sagar 

Command 

Gneisses(B.G.C) 

0.576 

1.02 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.07 

0.002 

0.10 

0.13 


Patta Khera 

0825000102957900 

1.138 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.624 

4.93 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.06 

0.004 

0.19 

0.23 


Peepali Baori 

0821000402531300 

2.924 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.385 

3.65 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.18 

0.07 

0.012 

0.36 

0.38 







Non-command 

Gneisses(B.G.C) 

0.539 

3.65 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.003 

0.08 

0.09 


Peepli Ka Wadiya 

0825000102957400 

0.819 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.239 

4.82 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.05 

0.001 

0.10 

0.12 







Non-command 

Gneisses(B.G.C) 

0.549 

4.82 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.09 

0.003 

0.23 

0.27 


Peethawas 

0821000502545800 

6.363 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.363 

3.34 

0.015 

0.08 

0.01 

0.00 

0.00 

0.18 

0.21 

0.17 

0.29 

0.024 

0.42 

0.52 


Peladol 

0825000102962600 

2.131 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.131 

5.68 

0.018 

0.04 

0.00 

0.00 

0.00 

0.01 

0.24 

0.23 

0.13 

0.012 

0.44 

0.47 


Phalamada 

0824000202806700 

11.064 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.079 

5.42 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.04 

0.003 

0.04 

0.05 


Phooliya Kalan 

0824000302811900 

21.620 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.657 

1.78 

0.100 

0.01 

0.00 

0.00 

0.00 

0.01 

0.12 

0.12 

0.04 

0.002 

0.02 

0.01 







Non-command 

Gneisses(B.G.C) 

0.755 

1.78 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.05 

0.002 

0.02 

0.02 






Arwar 

Command 

Older Alluvium 

2.900 

1.78 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.55 

0.58 

0.17 

0.008 

0.07 

0.06 







Command 

Gneisses(B.G.C) 

7.024 

1.78 

0.011 

0.14 

0.03 

0.00 

0.00 

0.00 

0.25 

0.26 

0.53 

0.020 

0.16 

0.15 


Pratappura 

0824000102791900 

1.271 

Fresh 

Khari 

Command 

Gneisses(B.G.C) 

1.271 

-0.15 

0.015 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.005 

0.40 

0.32 



0824000202801900 

2.099 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.067 

3.06 

0.020 

0.15 

0.02 

0.00 

0.00 

0.01 

0.25 

0.21 

0.59 

0.007 

0.33 

0.39 







Non-command 

Gneisses(B.G.C) 

0.032 

3.06 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Pratappura-1 

0821000502541100 

1.817 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.160 

2.42 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.06 

0.05 

0.13 

0.004 

0.24 

0.30 


Pratapura 

0824000102783800 

5.138 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.138 

4.89 

0.015 

0.02 

0.00 

0.00 

0.00 

0.04 

0.36 

0.30 

0.07 

0.019 

0.32 

0.37 


Pratapura-2 

0821000502540300 

1.943 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.001 

1.28 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

1.943 

1.28 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.04 

0.03 

0.04 

0.007 

0.42 

0.52 


Praton Ka Chaura 

0824000102781500 

0.755 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.747 

2.97 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.06 

0.003 

0.39 

0.43 


Purana Sarsoonda 

0824000302813100 

6.981 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.330 

1.31 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.03 






Arwar 

Command 

Gneisses(B.G.C) 

0.000 

1.31 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Purani Arwar 

0824000302810200 

7.836 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.282 

1.65 

0.011 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

-0.01 

0.01 

0.001 

0.02 

0.02 






Arwar 

Command 

Gneisses(B.G.C) 

6.775 

1.65 

0.011 

0.07 

0.01 

0.00 

0.00 

0.04 

0.14 

0.12 

0.26 

0.019 

0.42 

0.49 


Purani Rajyas 

0824000302810100 

8.257 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.128 

2.42 

0.011 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

-0.01 

0.00 

0.000 

0.01 

0.01 


Ragpura 

0821000502537800 

5.971 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.215 

2.39 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.02 







Non-command 

Gneisses(B.G.C) 

5.637 

2.39 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.23 

0.20 

0.11 

0.021 

0.41 

0.49 


Rajor 

0825000102956200 

6.968 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.657 

3.13 

0.018 

0.03 

0.00 

0.00 

0.00 

0.03 

0.31 

0.24 

0.06 

0.033 

0.31 

0.40 


Rajpura 

0824000302812100 

4.098 

Fresh 

Arwar 

Command 

Gneisses(B.G.C) 

0.186 

1.67 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.02 

0.02 


Rajwa 

0825000102959500 

5.365 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.251 

3.10 

0.018 

0.01 

0.00 

0.00 

0.00 

0.01 

0.29 

0.23 

0.02 

0.031 

0.34 

0.43 


Ralayta 

0824000302812400 

3.176 

Fresh 

Arwar 

Command 

Gneisses(B.G.C) 

0.670 

1.27 

0.011 

0.06 

0.01 

0.00 

0.00 

0.00 

0.06 

0.06 

0.23 

0.002 

0.10 

0.11 


Ramgarh 

0821000502541300 

17.455 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.009 

2.86 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.16 

0.08 

0.015 

0.08 

0.10 


Rampura 

0821000502536900 

2.299 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.299 

3.59 

0.015 

0.03 

0.00 

0.00 

0.00 

0.02 

0.13 

0.11 

0.12 

0.009 

0.44 

0.50 



0824000102784000 

11.762 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.760 

3.94 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.01 

0.003 

0.02 

0.02 







Non-command 

Gneisses(B.G.C) 

11.002 

3.94 

0.015 

0.06 

0.01 

0.00 

0.00 

0.08 

0.62 

0.53 

0.18 

0.040 

0.30 

0.35 



0824000302811600 

6.771 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.453 

1.60 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.01 

0.001 

0.03 

0.03 


Rampura Gaina 

0821000502538300 

1.634 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.242 

2.27 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.001 

0.07 

0.09 


Rampuriya 

0824000102791000 

3.748 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.020 

1.40 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Khari 

Command 

Gneisses(B.G.C) 

2.913 

1.40 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.08 

0.09 

0.11 

0.011 

0.31 

0.26 


Ranata Bhagwanpura 

0821000402532600 

5.888 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.098 

3.29 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 


Ranawaton Ka Khera 

0824000102787400 

1.625 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.625 

1.04 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.01 

0.006 

0.40 

0.33 


Ranjeetpura 

0824000302809500 

1.122 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.122 

1.71 

0.011 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.10 

0.003 

0.47 

0.55 


Ratakot 

0821000702559000 

25.792 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

24.418 

3.31 

0.015 

0.24 

0.03 

0.00 

0.00 

0.08 

1.35 

1.01 

0.90 

0.061 

0.40 

0.53 


Ratangarh 

0821000502536400 

3.355 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.108 

2.71 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.02 

0.008 

0.27 

0.32 


Ratanpura 

0821000502543300 

2.833 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.833 

4.01 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.16 

0.09 

0.011 

0.44 

0.50 



0824000102782000 

3.742 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.277 

3.01 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.13 

0.12 

0.18 

0.008 

0.23 

0.26 



0824000302811800 

5.816 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.016 

1.94 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Arwar 

Command 

Older Alluvium 

0.000 

1.94 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ratanpura Ghata 

0821000502539300 

0.906 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.906 

2.69 

0.015 

0.05 

0.01 

0.00 

0.00 

0.01 

0.07 

0.05 

0.19 

0.003 

0.37 

0.47 


Rayra 

0824000102791500 

6.068 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.394 

0.85 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.03 

0.02 






Khari 

Command 

Gneisses(B.G.C) 

5.507 

0.85 

0.015 

0.05 

0.00 

0.00 

0.00 

0.04 

0.09 

0.10 

0.16 

0.020 

0.36 

0.31 


Reechhmal 

0821000502539600 

3.135 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.133 

4.29 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.24 

0.20 

0.20 

0.012 

0.32 

0.38 


Renpura 

0821000502540000 

2.800 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.800 

1.69 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.09 

0.07 

0.07 

0.010 

0.38 

0.47 


Roopaheli Kalan 

0821000502539400 

4.597 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.597 

3.61 

0.015 

0.02 

0.00 

0.00 

0.00 

0.05 

0.22 

0.18 

0.06 

0.017 

0.34 

0.42 


Roopaheli Khurd 

0821000502539500 

2.057 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.057 

3.99 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.14 

0.12 

0.10 

0.008 

0.33 

0.40 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Papariya 

0824000102797100 

0.04 

0.00 

1,041.43 

0.01 

- 

0.01 

0.02 

0.19 

0.00 

- 

- 

- 

- 

- 

0.000 

0.006 

0.000 

0.005 

0.016 

310.42 

Over Exploited 

Para 

0824000102787700 

0.04 

0.09 

199.26 

0.11 

0.01 

0.13 

0.05 

0.42 

0.01 

0.0100 

- 

- 

0.021 

0.031 

0.044 

0.172 

0.009 

0.163 

0.417 

255.45 

Over Exploited 

Parasoli 

0824000102787900 

0.04 

0.11 

147.48 

0.13 

0.02 

0.15 

0.04 

0.40 

0.01 

0.0200 

- 

- 

0.012 

0.032 

0.045 

0.197 

0.010 

0.187 

0.536 

286.72 

Over Exploited 



0.04 

0.00 

2,443.47 

0.00 

0.00 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

0.000 

- 

0.000 

0.001 

0.000 

0.001 

0.050 

4,198.45 

Over Exploited 

Part Of Rajsamand District 

08250001 

0.04 

0.06 

207.06 

0.07 

0.03 

0.10 

0.05 

0.40 

0.01 

- 

- 

- 

0.050 

0.051 

0.059 

0.163 

0.008 

0.154 

0.024 

15.85 

Safe 



0.04 

0.05 

226.08 

0.06 

0.02 

0.08 

0.05 

0.40 

0.01 

- 

- 

- 

0.028 

0.028 

0.035 

0.111 

0.006 

0.106 

0.020 

19.09 

Safe 



0.04 

0.00 

1,714.22 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.004 

0.007 

153.05 

Over Exploited 



0.04 

0.05 

277.91 

0.06 

0.04 

0.10 

0.04 

0.32 

0.01 

- 

- 

- 

0.059 

0.059 

0.067 

0.165 

0.008 

0.157 

0.026 

16.53 

Safe 


08250002 

0.04 

0.00 

2,268.81 

0.01 

- 

0.01 

0.01 

0.14 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.002 

30.12 

Safe 

Patan 

0824000102784800 

0.04 

0.00 

7,974.89 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.011 

0.001 

0.010 

0.050 

495.13 

Over Exploited 



0.04 

0.12 

330.35 

0.14 

0.08 

0.22 

0.04 

0.34 

0.02 

0.0600 

- 

- 

0.093 

0.153 

0.169 

0.391 

0.020 

0.371 

0.605 

162.95 

Over Exploited 

Patiyon Ka Khera 

0824000202803100 

0.05 

0.02 

106.25 

0.03 

0.01 

0.04 

0.03 

0.33 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.060 

0.003 

0.057 

0.203 

358.14 

Over Exploited 



0.05 

0.00 

713.01 

0.00 

- 

0.00 

0.01 

0.11 

- 

0.0100 

0.0003 

0.0003 

- 

0.011 

0.011 

0.014 

0.001 

0.013 

0.069 

523.49 

Over Exploited 

Patta Khera 

0825000102957900 

0.04 

0.00 

1,253.87 

0.01 

0.00 

0.01 

0.03 

0.21 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.011 

0.017 

0.001 

0.016 

0.067 

406.39 

Over Exploited 

Peepali Baori 

0821000402531300 

0.06 

0.05 

237.30 

0.06 

0.00 

0.07 

0.04 

0.40 

0.01 

0.0100 

- 

- 

0.006 

0.016 

0.022 

0.090 

0.004 

0.085 

0.078 

91.02 

Critical 



0.06 

0.00 

925.68 

0.00 

0.00 

0.00 

0.01 

0.09 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.005 

0.000 

0.005 

0.013 

248.88 

Over Exploited 

Peepli Ka Wadiya 

0825000102957400 

0.04 

0.00 

2,646.13 

0.00 

- 

0.00 

0.01 

0.11 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.011 

0.047 

440.25 

Over Exploited 



0.04 

0.00 

1,002.02 

0.01 

- 

0.01 

0.03 

0.26 

0.00 

0.0200 

- 

- 

- 

0.020 

0.021 

0.027 

0.001 

0.025 

0.097 

384.06 

Over Exploited 

Peethawas 

0821000502545800 

0.06 

0.18 

(3.89) 

0.17 

0.19 

0.36 

0.05 

0.47 

0.02 

0.0300 

- 

- 

0.274 

0.304 

0.325 

0.686 

0.034 

0.652 

0.312 

47.79 

Safe 

Peladol 

0825000102962600 

0.04 

0.04 

504.49 

0.05 

0.01 

0.05 

0.05 

0.49 

0.00 

0.0100 

- 

- 

0.013 

0.023 

0.027 

0.081 

0.004 

0.077 

0.145 

188.47 

Over Exploited 

Phalamada 

0824000202806700 

0.05 

0.00 

3,717.73 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.046 

1,973.49 

Over Exploited 

Phooliya Kalan 

0824000302811900 

0.20 

0.00 

6,032.33 

0.00 

0.01 

0.01 

0.00 

0.02 

- 

0.0100 

- 

- 

0.018 

0.028 

0.028 

0.042 

0.002 

0.039 

0.044 

110.97 

Over Exploited 



0.04 

0.00 

4,888.86 

0.00 

- 

0.00 

0.00 

0.02 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.056 

555.49 

Over Exploited 



0.20 

0.04 

1,386.58 

0.05 

0.01 

0.06 

0.01 

0.07 

- 

0.0300 

0.0009 

0.0010 

0.003 

0.035 

0.035 

0.093 

0.005 

0.088 

0.176 

199.02 

Over Exploited 



0.04 

0.05 

475.38 

0.05 

0.03 

0.08 

0.01 

0.17 

- 

0.1000 

0.0021 

0.0025 

0.000 

0.105 

0.105 

0.190 

0.009 

0.180 

0.549 

304.35 

Over Exploited 

Pratappura 

0824000102791900 

0.04 

0.02 

- 

0.02 

- 

0.02 

0.04 

0.45 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.031 

0.003 

0.027 

0.401 

1,457.16 

Over Exploited 


0824000202801900 

0.06 

0.04 

419.80 

0.05 

0.03 

0.07 

0.04 

0.37 

0.01 

0.0700 

- 

- 

0.008 

0.078 

0.084 

0.158 

0.008 

0.150 

0.595 

395.54 

Over Exploited 



0.05 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

0.002 

0.002 

0.002 

0.004 

0.000 

0.003 

0.005 

145.93 

Over Exploited 

Pratappura-1 

0821000502541100 

0.06 

0.02 

175.40 

0.02 

0.01 

0.03 

0.03 

0.27 

0.00 

0.0100 

- 

- 

0.016 

0.026 

0.028 

0.060 

0.003 

0.057 

0.129 

225.04 

Over Exploited 

Pratapura 

0824000102783800 

0.04 

0.06 

363.15 

0.08 

0.04 

0.12 

0.04 

0.36 

0.01 

0.0100 

- 

- 

0.063 

0.073 

0.082 

0.202 

0.010 

0.192 

0.084 

43.66 

Safe 

Pratapura-2 

0821000502540300 

0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.05 

(38.13) 

0.04 

0.01 

0.05 

0.05 

0.47 

0.01 

- 

- 

- 

0.010 

0.010 

0.017 

0.066 

0.003 

0.063 

0.045 

71.77 

Semi Critical 

Praton Ka Chaura 

0824000102781500 

0.04 

0.01 

317.35 

0.01 

- 

0.01 

0.05 

0.44 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.025 

0.001 

0.024 

0.061 

251.59 

Over Exploited 

Purana Sarsoonda 

0824000302813100 

0.04 

0.00 

(67.07) 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.012 

0.001 

0.011 

0.012 

104.04 

Over Exploited 



0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Purani Arwar 

0824000302810200 

0.04 

0.00 

(4,044.72) 

0.00 

0.01 

0.01 

0.00 

0.02 

- 

- 

- 

- 

0.021 

0.021 

0.021 

0.036 

0.002 

0.034 

0.012 

34.65 

Safe 



0.04 

0.11 

4.85 

0.12 

0.05 

0.17 

0.03 

0.45 

- 

0.0300 

0.0017 

0.0016 

0.065 

0.098 

0.098 

0.271 

0.014 

0.257 

0.278 

107.90 

Over Exploited 

Purani Rajyas 

0824000302810100 

0.04 

0.00 

(16,601.41) 

0.00 

0.01 

0.01 

0.00 

0.01 

- 

- 

- 

- 

0.016 

0.016 

0.016 

0.027 

0.001 

0.026 

0.000 

1.39 

Safe 

Ragpura 

0821000502537800 

0.05 

0.00 

3,549.26 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.06 

0.15 

(70.01) 

0.18 

- 

0.18 

0.05 

0.46 

0.02 

0.0100 

- 

- 

- 

0.010 

0.029 

0.209 

0.010 

0.199 

0.127 

63.79 

Safe 

Rajor 

0825000102956200 

0.04 

0.07 

245.98 

0.08 

0.03 

0.11 

0.04 

0.35 

0.01 

0.0100 

- 

- 

0.042 

0.052 

0.061 

0.173 

0.009 

0.165 

0.094 

57.16 

Safe 

Rajpura 

0824000302812100 

0.04 

0.00 

8,195.73 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.023 

7,872.24 

Over Exploited 

Rajwa 

0825000102959500 

0.04 

0.07 

########## 

0.09 

0.01 

0.10 

0.05 

0.40 

0.01 

- 

- 

- 

0.013 

0.013 

0.025 

0.120 

0.006 

0.114 

0.049 

42.64 

Safe 

Ralayta 

0824000302812400 

0.04 

0.00 

1,912.23 

0.00 

0.01 

0.01 

0.01 

0.11 

- 

0.0300 

0.0002 

0.0002 

0.001 

0.031 

0.031 

0.045 

0.002 

0.043 

0.229 

531.80 

Over Exploited 

Ramgarh 

0821000502541300 

0.06 

0.02 

71,033.66 

0.03 

- 

0.03 

0.01 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.038 

0.002 

0.036 

0.092 

256.19 

Over Exploited 

Rampura 

0821000502536900 

0.05 

0.05 

113.47 

0.06 

0.02 

0.09 

0.05 

0.50 

0.01 

0.0100 

- 

- 

0.034 

0.045 

0.051 

0.139 

0.007 

0.132 

0.128 

96.86 

Critical 


0824000102784000 

0.04 

0.00 

6,415.95 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.017 

1,944.93 

Over Exploited 



0.04 

0.13 

304.11 

0.16 

0.09 

0.24 

0.04 

0.34 

0.02 

0.0200 

- 

- 

0.115 

0.135 

0.152 

0.395 

0.020 

0.376 

0.224 

59.63 

Safe 


0824000302811600 

0.20 

0.00 

2,366.64 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.003 

0.009 

273.31 

Over Exploited 

Rampura Gaina 

0821000502538300 

0.05 

0.00 

1,446.98 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.023 

2,117.79 

Over Exploited 

Rampuriya 

0824000102791000 

0.04 

0.00 

28,265.00 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.04 

152.77 

0.04 

0.01 

0.06 

0.03 

0.35 

0.00 

- 

- 

- 

0.021 

0.021 

0.025 

0.083 

0.004 

0.079 

0.119 

150.00 

Over Exploited 

Ranata Bhagwanpura 

0821000402532600 

0.06 

0.00 

13,465.45 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.006 

11,671.90 

Over Exploited 

Ranawaton Ka Khera 

0824000102787400 

0.04 

0.03 

(12.04) 

0.02 

0.01 

0.03 

0.04 

0.45 

0.00 

- 

- 

- 

0.010 

0.010 

0.013 

0.042 

0.002 

0.040 

0.013 

32.43 

Safe 

Ranjeetpura 

0824000302809500 

0.04 

0.02 

105.06 

0.03 

- 

0.03 

0.03 

0.51 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.035 

0.002 

0.034 

0.100 

297.23 

Over Exploited 

Ratakot 

0821000702559000 

0.04 

0.40 

150.53 

0.48 

0.11 

0.59 

0.05 

0.45 

0.05 

0.1700 

- 

- 

0.115 

0.285 

0.331 

0.923 

0.046 

0.877 

0.957 

109.17 

Over Exploited 

Ratangarh 

0821000502536400 

0.05 

0.03 

162.63 

0.04 

0.00 

0.04 

0.03 

0.30 

0.00 

- 

- 

- 

0.004 

0.004 

0.008 

0.047 

0.002 

0.044 

0.030 

67.31 

Safe 

Ratanpura 

0821000502543300 

0.06 

0.08 

102.63 

0.10 

0.00 

0.10 

0.05 

0.50 

0.01 

0.0100 

- 

- 

0.004 

0.014 

0.024 

0.124 

0.006 

0.117 

0.097 

82.14 

Semi Critical 


0824000102782000 

0.04 

0.02 

########## 

0.02 

0.01 

0.03 

0.03 

0.26 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.055 

0.003 

0.052 

0.185 

354.91 

Over Exploited 


0824000302811800 

0.20 

0.00 

78,040.73 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ratanpura Ghata 

0821000502539300 

0.06 

0.02 

136.08 

0.03 

0.02 

0.05 

0.05 

0.42 

0.00 

0.0200 

- 

- 

0.016 

0.036 

0.039 

0.086 

0.004 

0.082 

0.195 

238.69 

Over Exploited 

Rayra 

0824000102791500 

0.04 

0.00 

806.06 

0.00 

0.00 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

0.003 

0.003 

0.003 

0.005 

0.000 

0.005 

0.012 

242.86 

Over Exploited 



0.04 

0.08 

26.40 

0.10 

0.04 

0.13 

0.04 

0.40 

0.01 

0.0100 

- 

- 

0.053 

0.063 

0.071 

0.202 

0.010 

0.192 

0.178 

92.77 

Critical 

Reechhmal 

0821000502539600 

0.06 

0.07 

209.51 

0.08 

0.01 

0.09 

0.04 

0.37 

0.01 

0.0200 

- 

- 

- 

0.020 

0.029 

0.117 

0.006 

0.112 

0.214 

191.39 

Over Exploited 

Renpura 

0821000502540000 

0.06 

0.07 

0.79 

0.07 

0.01 

0.07 

0.05 

0.42 

0.01 

0.0100 

- 

- 

0.009 

0.019 

0.027 

0.102 

0.005 

0.097 

0.077 

79.70 

Semi Critical 

Roopaheli Kalan 

0821000502539400 

0.06 

0.10 

74.32 

0.12 

0.05 

0.18 

0.05 

0.39 

0.01 

0.0100 

- 

- 

0.079 

0.089 

0.103 

0.278 

0.014 

0.264 

0.075 

28.44 

Safe 

Roopaheli Khurd 

0821000502539500 

0.06 

0.04 

167.23 

0.05 

0.01 

0.06 

0.04 

0.37 

0.01 

0.0100 

- 

- 

0.017 

0.027 

0.033 

0.098 

0.005 

0.093 

0.104 

111.59 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Rooppura 

082400010278390C 

2.181 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.181 

4.97 

0.015 

0.02 

0.00 

0.00 

0.00 

0.03 

0.15 

0.13 

0.08 

0.008 

0.32 

0.38 



082400010278890C 

4.466 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.299 

3.29 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.07 

0.005 

0.10 

0.12 







Non-command 

Gneisses(B.G.C) 

3.087 

3.29 

0.015 

0.04 

0.00 

0.00 

0.00 

0.02 

0.17 

0.15 

0.13 

0.011 

0.23 

0.28 






Khari 

Command 

Gneisses(B.G.C) 

0.080 

3.29 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 



082400010278970C 

1.184 

Fresh 

Khari 

Command 

Gneisses(B.G.C) 

1.184 

4.70 

0.015 

0.09 

0.01 

0.00 

0.00 

0.01 

0.16 

0.14 

0.35 

0.004 

0.38 

0.42 


Rudrapura 

082400020280290C 

5.345 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.800 

2.97 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.01 

0.006 

0.14 

0.17 


Rughnath Garh 

082400010278880C 

3.425 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.287 

3.42 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.03 

0.03 







Non-command 

Gneisses(B.G.C) 

2.638 

3.42 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.14 

0.12 

0.07 

0.010 

0.26 

0.30 






Khari 

Command 

Gneisses(B.G.C) 

0.501 

3.42 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.002 

0.05 

0.06 


Rughnathpura 

0824000102788300 

3.961 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.004 

3.28 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

3.957 

3.28 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.21 

0.20 

0.12 

0.014 

0.36 

0.39 



0824000102792100 

2.947 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.959 

-0.08 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.003 

0.13 

0.10 






Khari 

Command 

Gneisses(B.G.C) 

1.989 

-0.08 

0.015 

0.01 

0.00 

0.00 

0.00 

0.03 

0.00 

0.00 

0.03 

0.007 

0.27 

0.21 



0824000102797500 

2.954 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.954 

3.54 

0.015 

0.08 

0.01 

0.00 

0.00 

0.03 

0.20 

0.38 

0.32 

0.011 

0.39 

0.21 


Sabalpura 

0821000502537000 

2.691 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.691 

3.24 

0.015 

0.05 

0.01 

0.00 

0.00 

0.01 

0.16 

0.14 

0.17 

0.010 

0.44 

0.50 


Sabdara 

0824000102794900 

3.627 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.435 

3.03 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.04 

0.005 

0.16 

0.13 






Khari 

Command 

Gneisses(B.G.C) 

2.191 

3.03 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.15 

0.06 

0.008 

0.24 

0.19 


Sadaran 

0825000102962900 

3.506 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.224 

4.38 

0.020 

0.04 

0.01 

0.00 

0.00 

0.01 

0.31 

0.29 

0.14 

0.019 

0.41 

0.44 


Sagani 

0824000102789600 

1.038 

Fresh 

Khari 

Command 

Gneisses(B.G.C) 

0.977 

4.49 

0.015 

0.08 

0.01 

0.00 

0.00 

0.01 

0.13 

0.12 

0.32 

0.004 

0.36 

0.39 


Sahnuda 

0824000502836900 

7.995 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.021 

4.33 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.27 

0.01 

0.007 

0.10 

0.05 


Salarmala li 

0821000502546500 

2.906 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.330 

2.72 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.08 

0.06 

0.11 

0.005 

0.17 

0.21 


Salva 

0824000502833800 

2.626 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.495 

2.03 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.08 

0.08 

0.04 

0.008 

0.40 

0.41 


Samapa 

0821000402531500 

2.453 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.947 

3.12 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.02 

0.005 

0.17 

0.18 


Samel 

0824000102782200 

2.850 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.514 

3.17 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.16 

0.13 

0.13 

0.009 

0.31 

0.39 


Sameliya 

0825000102960900 

1.488 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.488 

3.74 

0.018 

0.02 

0.00 

0.00 

0.00 

0.01 

0.11 

0.11 

0.05 

0.009 

0.43 

0.44 


Sangani 

0824000102793200 

2.048 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.010 

3.17 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sangari 

0824000302811500 

2.970 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.154 

1.67 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.000 

0.03 

0.03 







Non-command 

Gneisses(B.G.C) 

0.341 

1.67 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.06 

0.06 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.642 

1.67 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.11 

0.11 


Sangariya 

0824000302810600 

16.618 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.784 

0.50 

0.011 

0.09 

0.01 

0.00 

0.00 

0.00 

0.09 

0.08 

0.36 

0.005 

0.05 

0.06 






Arwar 

Command 

Gneisses(B.G.C) 

12.875 

0.50 

0.011 

0.65 

0.10 

0.00 

0.00 

0.00 

0.62 

0.54 

2.54 

0.036 

0.37 

0.43 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.859 

0.50 

0.011 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.08 

0.002 

0.02 

0.03 


Sangarwas 

0821000402526300 

3.251 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.131 

5.23 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.02 


Sangram Garh 

0824000102788700 

9.849 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.679 

3.44 

0.018 

0.20 

0.03 

0.00 

0.00 

0.02 

0.73 

0.63 

0.74 

0.035 

0.32 

0.38 







Non-command 

Gneisses(B.G.C) 

0.170 

3.44 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.01 


Santosh Pura 

0824000302812000 

1.697 

Fresh 

Arwar 

Command 

Gneisses(B.G.C) 

1.390 

1.63 

0.011 

0.08 

0.01 

0.00 

0.00 

0.00 

0.09 

0.09 

0.30 

0.004 

0.40 

0.41 


Sapola 

0824000102784200 

12.495 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.646 

2.85 

0.018 

0.02 

0.00 

0.00 

0.00 

0.02 

0.18 

0.15 

0.07 

0.013 

0.10 

0.12 







Non-command 

Gneisses(B.G.C) 

8.849 

2.85 

0.015 

0.04 

0.01 

0.00 

0.00 

0.07 

0.34 

0.28 

0.14 

0.032 

0.24 

0.28 


Sardarpura 

0824000302810400 

1.797 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.508 

1.58 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.004 

0.41 

0.48 






Arwar 

Command 

Gneisses(B.G.C) 

0.289 

1.58 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.08 

0.09 


Sarhiyan 

0821000502536200 

6.097 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.170 

2.59 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 


Saroth 

0825000102959400 

9.353 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.519 

5.62 

0.018 

0.07 

0.01 

0.00 

0.00 

0.02 

0.49 

0.39 

0.25 

0.026 

0.17 

0.21 


Sathana 

0821000502548000 

17.825 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

16.588 

2.32 

0.015 

0.06 

0.01 

0.00 

0.00 

0.14 

0.49 

0.37 

0.15 

0.062 

0.38 

0.50 






Narayan Sagar 

Command 

Gneisses(B.G.C) 

1.237 

2.32 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.005 

0.03 

0.04 


Sawaigarh 

0824000102784400 

1.772 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.772 

3.10 

0.018 

0.02 

0.00 

0.00 

0.00 

0.01 

0.11 

0.09 

0.06 

0.006 

0.32 

0.38 


Sawaipura 

0821000702558700 

5.865 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.832 

3.63 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.11 

0.07 

0.05 

0.005 

0.13 

0.20 



0824000102783200 

2.278 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.278 

3.72 

0.015 

0.01 

0.00 

0.00 

0.00 

0.02 

0.12 

0.10 

0.05 

0.008 

0.31 

0.37 


Semla Ka Bariya 

0824000102786800 

4.726 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.123 

3.39 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.08 

0.008 

0.19 

0.19 


Shambhoo Garh 

0824000102789500 

11.280 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.611 

3.59 

0.015 

0.08 

0.01 

0.00 

0.00 

0.07 

0.36 

0.33 

0.31 

0.024 

0.22 

0.23 






Khari 

Command 

Gneisses(B.G.C) 

4.527 

3.59 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.29 

0.27 

0.21 

0.016 

0.15 

0.16 


Shekhawas 

0825000102957500 

5.883 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.865 

4.87 

0.018 

0.08 

0.01 

0.00 

0.00 

0.00 

0.56 

0.47 

0.26 

0.034 

0.32 

0.38 


Shergarh 

0821000502545400 

19.977 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

19.977 

2.97 

0.015 

0.16 

0.02 

0.00 

0.00 

0.10 

0.93 

0.79 

0.55 

0.074 

0.44 

0.51 


Shiv Nagar 

0821000502541800 

3.056 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.056 

3.05 

0.015 

0.03 

0.00 

0.00 

0.00 

0.02 

0.15 

0.12 

0.13 

0.011 

0.33 

0.39 



0824000202803000 

10.167 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

10.167 

1.53 

0.015 

0.05 

0.01 

0.00 

0.00 

0.02 

0.26 

0.20 

0.17 

0.033 

0.41 

0.52 


Shivnagari 

0821000402526200 

4.582 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.799 

5.35 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.22 

0.18 

0.12 

0.009 

0.13 

0.16 







Non-command 

Gneisses(B.G.C) 

2.395 

5.35 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.23 

0.19 

0.13 

0.012 

0.17 

0.21 


Shivpur 

0824000502833400 

13.545 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

13.174 

4.84 

0.015 

0.11 

0.01 

0.00 

0.00 

0.00 

1.06 

1.04 

0.40 

0.044 

0.42 

0.43 


Shivpura Ghata 

0821000502539100 

1.468 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.380 

2.74 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.07 

0.15 

0.005 

0.37 

0.48 


Shivpuri 

0821000502542400 

16.049 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

12.550 

2.55 

0.015 

0.05 

0.00 

0.00 

0.00 

0.10 

0.43 

0.35 

0.13 

0.047 

0.31 

0.38 


Shyam Garh 

0821000502535700 

10.837 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.603 

2.02 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.33 

0.27 

0.10 

0.036 

0.39 

0.48 


Shyampura 

0821000502543500 

4.297 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.187 

3.00 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.05 

0.04 

0.01 

0.004 

0.12 

0.14 







Non-command 

Gneisses(B.G.C) 

0.155 

3.00 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.02 


Shyopura 

0821000502542600 

3.041 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.041 

2.81 

0.015 

0.05 

0.01 

0.00 

0.00 

0.06 

0.11 

0.09 

0.17 

0.011 

0.43 

0.51 


Shyopura Ass 

0825000102958900 

1.605 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.590 

5.42 

0.018 

0.01 

0.00 

0.00 

0.00 

0.01 

0.15 

0.12 

0.04 

0.009 

0.33 

0.41 


Sikhrani 

0821000502548300 

21.259 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

20.961 

2.33 

0.015 

0.09 

0.01 

0.00 

0.00 

0.00 

0.81 

0.63 

0.26 

0.078 

0.42 

0.55 


Singawal 

0821000702559500 

14.364 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

14.343 

5.16 

0.015 

0.26 

0.04 

0.00 

0.00 

0.09 

1.24 

0.77 

0.98 

0.036 

0.41 

0.66 


Singhpura 

0824000102782900 

1.946 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.946 

3.85 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.12 

0.10 

0.06 

0.007 

0.33 

0.41 


Sohanpura 

0824000102781900 

4.367 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.303 

2.85 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.17 

0.16 

0.14 

0.012 

0.30 

0.33 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Rooppura 

0824000102783900 

0.04 

0.03 

372.18 

0.03 

0.03 

0.06 

0.04 

0.36 

0.00 

0.0100 

- 

- 

0.042 

0.052 

0.055 

0.116 

0.006 

0.110 

0.091 

82.30 

Semi Critical 


0824000102788900 

0.04 

0.01 

1,320.83 

0.01 

0.00 

0.01 

0.01 

0.11 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.012 

0.020 

0.001 

0.019 

0.077 

411.65 

Over Exploited 



0.04 

0.03 

405.06 

0.03 

0.02 

0.05 

0.03 

0.27 

0.00 

0.0100 

- 

- 

0.030 

0.040 

0.043 

0.098 

0.005 

0.093 

0.144 

155.36 

Over Exploited 



0.04 

0.00 

17,240.36 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.004 

17,341.66 

Over Exploited 


0824000102789700 

0.04 

0.02 

683.47 

0.02 

0.02 

0.04 

0.05 

0.42 

0.00 

0.0400 

- 

- 

0.011 

0.051 

0.053 

0.092 

0.005 

0.087 

0.350 

402.28 

Over Exploited 

Rudrapura 

0824000202802900 

0.05 

0.01 

429.89 

0.01 

0.00 

0.02 

0.01 

0.15 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.022 

0.001 

0.021 

0.016 

77.17 

Semi Critical 

Rughnath Garh 

0824000102788800 

0.04 

0.00 

4,024.60 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.011 

2,468.56 

Over Exploited 



0.04 

0.03 

343.80 

0.03 

0.01 

0.05 

0.03 

0.29 

0.00 

0.0100 

- 

- 

0.019 

0.029 

0.032 

0.078 

0.004 

0.074 

0.082 

110.72 

Over Exploited 



0.04 

0.00 

2,120.08 

0.00 

0.00 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

0.000 

- 

0.000 

0.001 

0.000 

0.001 

0.016 

1,263.37 

Over Exploited 

Rughnathpura 

0824000102788300 

0.04 

0.00 

389,742.35 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.06 

241.11 

0.07 

0.01 

0.08 

0.05 

0.41 

0.01 

0.0100 

- 

- 

0.022 

0.032 

0.040 

0.124 

0.006 

0.118 

0.133 

113.36 

Over Exploited 


0824000102792100 

0.04 

0.01 

- 

0.01 

0.00 

0.01 

0.01 

0.15 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

0.001 

0.005 

0.014 

281.64 

Over Exploited 



0.04 

0.02 

- 

0.02 

0.03 

0.05 

0.03 

0.30 

- 

- 

- 

- 

0.040 

0.040 

0.040 

0.088 

0.009 

0.079 

0.032 

40.78 

Safe 


0824000102797500 

0.04 

0.05 

714.40 

0.06 

0.04 

0.09 

0.04 

0.43 

0.01 

0.0400 

- 

- 

0.039 

0.079 

0.084 

0.175 

0.009 

0.167 

0.330 

197.85 

Over Exploited 

Sabalpura 

0821000502537000 

0.05 

0.06 

122.71 

0.08 

0.02 

0.10 

0.05 

0.50 

0.01 

0.0200 

- 

- 

0.016 

0.037 

0.044 

0.141 

0.007 

0.134 

0.183 

136.91 

Over Exploited 

Sabdara 

0824000102794900 

0.04 

0.01 

932.04 

0.01 

0.00 

0.01 

0.02 

0.18 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.023 

0.001 

0.022 

0.041 

191.45 

Over Exploited 



0.04 

0.02 

609.89 

0.03 

- 

0.03 

0.03 

0.27 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.036 

0.002 

0.034 

0.066 

194.55 

Over Exploited 

Sadaran 

0825000102962900 

0.04 

0.06 

########## 

0.07 

0.02 

0.08 

0.05 

0.46 

0.01 

0.0200 

- 

- 

0.008 

0.028 

0.035 

0.116 

0.006 

0.110 

0.162 

146.54 

Over Exploited 

Sagani 

0824000102789600 

0.04 

0.01 

745.93 

0.02 

0.02 

0.03 

0.04 

0.40 

0.00 

0.0400 

- 

- 

0.010 

0.050 

0.052 

0.086 

0.004 

0.081 

0.321 

394.63 

Over Exploited 

Sahnuda 

0824000502836900 

0.03 

0.01 

4,095.21 

0.01 

0.00 

0.01 

0.01 

0.11 

0.00 

- 

- 

- 

0.002 

0.002 

0.002 

0.011 

0.001 

0.011 

0.021 

192.78 

Over Exploited 

Salarmala li 

0821000502546500 

0.06 

0.01 

320.20 

0.02 

0.01 

0.02 

0.02 

0.19 

0.00 

0.0100 

- 

- 

0.010 

0.020 

0.022 

0.047 

0.002 

0.045 

0.111 

248.70 

Over Exploited 

Salva 

0824000502833800 

0.03 

0.03 

134.87 

0.04 

0.01 

0.05 

0.05 

0.45 

0.00 

- 

- 

- 

0.014 

0.014 

0.017 

0.065 

0.003 

0.062 

0.051 

82.61 

Semi Critical 

Samapa 

0821000402531500 

0.06 

0.01 

550.89 

0.01 

- 

0.01 

0.02 

0.19 

0.00 

- 

- 

- 

- 

- 

0.001 

0.013 

0.001 

0.012 

0.023 

181.18 

Over Exploited 

Samel 

0824000102782200 

0.04 

0.03 

62,020.64 

0.04 

- 

0.04 

0.05 

0.36 

0.00 

0.0200 

- 

- 

- 

0.020 

0.025 

0.062 

0.003 

0.059 

0.142 

240.40 

Over Exploited 

Sameliya 

0825000102960900 

0.04 

0.03 

328.81 

0.03 

0.01 

0.04 

0.05 

0.48 

0.00 

0.0100 

- 

- 

0.008 

0.018 

0.021 

0.057 

0.003 

0.055 

0.063 

114.87 

Over Exploited 

Sangani 

0824000102793200 

0.04 

0.00 

71,126.14 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sangari 

0824000302811500 

0.20 

0.00 

3,192.43 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.008 

943.54 

Over Exploited 



0.04 

0.00 

725.31 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.012 

1,372.82 

Over Exploited 



0.04 

0.00 

335.22 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.016 

510.67 

Over Exploited 

Sangariya 

0824000302810600 

0.04 

0.00 

1,991.83 

0.00 

0.01 

0.01 

0.00 

0.06 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.054 

0.003 

0.052 

0.361 

697.93 

Over Exploited 



0.04 

0.19 

177.61 

0.23 

0.10 

0.33 

0.03 

0.40 

- 

0.2900 

0.0025 

0.0030 

- 

0.296 

0.296 

0.627 

0.031 

0.596 

2.574 

432.13 

Over Exploited 



0.04 

0.00 

2,383.21 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.079 

757.66 

Over Exploited 

Sangarwas 

0821000402526300 

0.06 

0.00 

9,763.90 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.013 

8,671.16 

Over Exploited 

Sangram Garh 

0824000102788700 

0.04 

0.14 

359.74 

0.16 

0.05 

0.21 

0.04 

0.37 

0.02 

0.0800 

- 

- 

0.028 

0.108 

0.126 

0.338 

0.017 

0.321 

0.776 

241.52 

Over Exploited 



0.04 

0.00 

17,926.33 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.001 

0.012 

784.18 

Over Exploited 

Santosh Pura 

0824000302812000 

0.04 

0.02 

317.64 

0.03 

0.01 

0.04 

0.03 

0.43 

- 

0.0600 

0.0003 

0.0003 

- 

0.061 

0.061 

0.098 

0.005 

0.093 

0.306 

329.99 

Over Exploited 

Sapola 

0824000102784200 

0.04 

0.02 

868.77 

0.02 

0.02 

0.04 

0.01 

0.11 

0.00 

0.0100 

- 

- 

0.031 

0.042 

0.044 

0.083 

0.004 

0.079 

0.085 

107.83 

Over Exploited 



0.04 

0.08 

233.74 

0.10 

0.08 

0.18 

0.03 

0.27 

0.01 

0.0200 

- 

- 

0.109 

0.129 

0.139 

0.323 

0.016 

0.307 

0.169 

55.17 

Safe 

Sardarpura 

0824000302810400 

0.04 

0.02 

18.66 

0.03 

0.00 

0.03 

0.03 

0.43 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.034 

0.002 

0.033 

0.036 

110.64 

Over Exploited 



0.04 

0.00 

378.21 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.001 

71.62 

Semi Critical 

Sarhiyan 

0821000502536200 

0.05 

0.00 

5,090.50 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Saroth 

0825000102959400 

0.04 

0.03 

1,195.73 

0.04 

0.03 

0.06 

0.03 

0.19 

0.00 

0.0300 

- 

- 

0.023 

0.053 

0.058 

0.119 

0.006 

0.113 

0.278 

245.38 

Over Exploited 

Sathana 

0821000502548000 

0.06 

0.41 

(10.61) 

0.37 

0.15 

0.52 

0.04 

0.42 

- 

0.0200 

- 

- 

0.212 

0.232 

0.232 

0.753 

0.038 

0.716 

0.216 

30.12 

Safe 



0.06 

0.00 

1,311.36 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

0.0006 

0.0007 

0.000 

0.002 

0.002 

0.005 

0.000 

0.005 

0.015 

321.52 

Over Exploited 

Sawaigarh 

0824000102784400 

0.04 

0.02 

264.88 

0.03 

0.01 

0.04 

0.04 

0.37 

0.00 

0.0100 

- 

- 

0.013 

0.023 

0.026 

0.064 

0.003 

0.061 

0.064 

105.34 

Over Exploited 

Sawaipura 

0821000702558700 

0.04 

0.01 

645.38 

0.01 

0.01 

0.02 

0.01 

0.14 

0.00 

0.0100 

- 

- 

0.012 

0.022 

0.023 

0.043 

0.002 

0.040 

0.059 

144.73 

Over Exploited 


0824000102783200 

0.04 

0.03 

247.49 

0.03 

0.02 

0.05 

0.04 

0.36 

0.00 

0.0100 

- 

- 

0.029 

0.039 

0.043 

0.097 

0.005 

0.092 

0.055 

60.13 

Safe 

Semla Ka Bariya 

0824000102786800 

0.04 

0.02 

671.17 

0.02 

0.00 

0.02 

0.02 

0.21 

0.00 

0.0100 

- 

- 

0.003 

0.013 

0.015 

0.037 

0.002 

0.035 

0.084 

239.63 

Over Exploited 

Shambhoo Garh 

0824000102789500 

0.04 

0.06 

486.07 

0.07 

0.08 

0.15 

0.03 

0.24 

0.01 

0.0300 

- 

- 

0.104 

0.134 

0.141 

0.289 

0.014 

0.275 

0.330 

120.06 

Over Exploited 



0.04 

0.03 

918.20 

0.03 

0.01 

0.05 

0.02 

0.17 

0.00 

0.0200 

- 

- 

0.005 

0.025 

0.029 

0.074 

0.004 

0.070 

0.225 

320.11 

Over Exploited 

Shekhawas 

0825000102957500 

0.04 

0.08 

526.44 

0.09 

0.01 

0.11 

0.04 

0.37 

0.01 

0.0500 

- 

- 

0.007 

0.057 

0.067 

0.173 

0.009 

0.164 

0.297 

181.12 

Over Exploited 

Shergarh 

0821000502545400 

0.06 

0.57 

39.88 

0.68 

0.12 

0.81 

0.05 

0.49 

0.07 

0.0600 

- 

- 

0.156 

0.216 

0.285 

1.091 

0.055 

1.036 

0.621 

59.95 

Safe 

Shiv Nagar 

0821000502541800 

0.06 

0.07 

86.45 

0.08 

0.02 

0.10 

0.04 

0.37 

0.01 

0.0100 

- 

- 

0.037 

0.047 

0.056 

0.159 

0.008 

0.151 

0.136 

90.49 

Critical 


0824000202803000 

0.05 

0.19 

2.62 

0.20 

0.03 

0.23 

0.04 

0.45 

- 

0.0200 

- 

- 

0.027 

0.047 

0.047 

0.274 

0.014 

0.260 

0.203 

78.05 

Semi Critical 

Shivnagari 

0821000402526200 

0.06 

0.01 

1,156.25 

0.02 

0.00 

0.02 

0.02 

0.15 

0.00 

0.0200 

- 

- 

0.001 

0.021 

0.023 

0.042 

0.002 

0.040 

0.129 

324.77 

Over Exploited 



0.06 

0.03 

658.95 

0.03 

0.00 

0.03 

0.02 

0.20 

0.00 

0.0200 

- 

- 

0.002 

0.022 

0.026 

0.057 

0.003 

0.054 

0.142 

259.87 

Over Exploited 

Shivpur 

0824000502833400 

0.03 

0.18 

475.26 

0.22 

0.01 

0.23 

0.05 

0.47 

0.02 

0.0400 

- 

- 

- 

0.040 

0.061 

0.287 

0.014 

0.273 

0.440 

161.00 

Over Exploited 

Shivpura Ghata 

0821000502539100 

0.06 

0.03 

99.91 

0.04 

0.01 

0.05 

0.05 

0.42 

0.00 

0.0200 

- 

- 

- 

0.020 

0.024 

0.074 

0.004 

0.071 

0.159 

225.66 

Over Exploited 

Shivpuri 

0821000502542400 

0.06 

0.26 

38.05 

0.31 

0.10 

0.40 

0.04 

0.35 

0.03 

0.0100 

- 

- 

0.145 

0.155 

0.186 

0.591 

0.030 

0.561 

0.172 

30.58 

Safe 

Shyam Garh 

0821000502535700 

0.05 

0.20 

36.42 

0.24 

- 

0.24 

0.05 

0.44 

0.02 

0.0100 

- 

- 

- 

0.010 

0.034 

0.272 

0.014 

0.258 

0.133 

51.36 

Safe 

Shyampura 

0821000502543500 

0.05 

0.01 

438.21 

0.01 

0.01 

0.02 

0.02 

0.14 

0.00 

- 

- 

- 

0.009 

0.009 

0.010 

0.026 

0.001 

0.025 

0.015 

62.86 

Safe 



0.06 

0.00 

3,653.64 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Shyopura 

0821000502542600 

0.06 

0.09 

7.24 

0.09 

0.07 

0.16 

0.05 

0.49 

0.01 

0.0200 

- 

- 

0.091 

0.111 

0.121 

0.284 

0.014 

0.270 

0.184 

68.35 

Safe 

Shyopura Ass 

0825000102958900 

0.04 

0.02 

484.30 

0.03 

0.01 

0.03 

0.05 

0.38 

0.00 

0.0100 

- 

- 

0.013 

0.023 

0.026 

0.060 

0.003 

0.057 

0.045 

78.99 

Semi Critical 

Sikhrani 

0821000502548300 

0.06 

0.57 

186,459.18 

0.63 

0.01 

0.64 

0.04 

0.46 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.666 

0.033 

0.633 

0.342 

54.04 

Safe 

Singawal 

0821000702559500 

0.04 

0.24 

217.04 

0.29 

0.13 

0.42 

0.05 

0.46 

- 

0.1100 

- 

- 

0.134 

0.244 

0.244 

0.666 

0.033 

0.632 

1.019 

161.08 

Over Exploited 

Singhpura 

0824000102782900 

0.04 

0.03 

270.08 

0.03 

0.01 

0.05 

0.05 

0.38 

0.00 

0.0100 

- 

- 

0.022 

0.032 

0.036 

0.082 

0.004 

0.078 

0.065 

83.51 

Semi Critical 

Sohanpura 

0824000102781900 

0.04 

0.04 

########## 

0.04 

0.01 

0.05 

0.04 

0.34 

0.01 

0.0200 

- 

- 

- 

0.020 

0.025 

0.080 

0.004 

0.076 

0.149 

196.20 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Sooliya 

0824000502837300 

8.487 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.618 

4.02 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.21 

0.02 

0.005 

0.07 

0.04 


Soona Chodsiya 

0821000502538200 

0.307 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.307 

2.24 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.44 

0.59 


Sopura 

0824000102791700 

3.048 

Fresh 

Khari 

Command 

Gneisses(B.G.C) 

3.048 

0.00 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.08 

0.011 

0.40 

0.32 


Sulwara 

0824000102795200 

6.205 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.290 

3.13 

0.015 

0.04 

0.00 

0.00 

0.00 

0.01 

0.28 

0.35 

0.12 

0.019 

0.34 

0.27 






Khari 

Command 

Gneisses(B.G.C) 

0.672 

3.13 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.01 

0.002 

0.04 

0.03 


Sunar Kuri 

0825000102962800 

4.093 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.009 

3.55 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.14 

0.04 

0.012 

0.22 

0.24 


Suradiya 

0821000402525900 

6.198 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.077 

4.34 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.00 

0.01 


Suraj 

0824000102786900 

1.543 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.890 

3.45 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.13 

0.003 

0.24 

0.25 


Surajmal Ji Ka Khera 

0824000102787000 

2.185 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.185 

2.51 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.11 

0.11 

0.09 

0.008 

0.42 

0.43 


Surajpura (Kesharpura) 

0821000502540900 

4.527 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.527 

0.96 

0.015 

0.06 

0.01 

0.00 

0.00 

0.03 

0.08 

0.07 

0.21 

0.017 

0.41 

0.50 


Swajna Chainpura 

0825000102956700 

3.448 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.448 

5.09 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.33 

0.28 

0.09 

0.020 

0.33 

0.39 


Tatgarh 

0821000402534100 

11.613 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.283 

3.71 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.01 

0.01 


Teebana 

0825000102961200 

3.273 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.020 

4.15 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

3.107 

4.15 

0.018 

0.03 

0.00 

0.00 

0.00 

0.03 

0.23 

0.22 

0.12 

0.018 

0.42 

0.44 


Teetri 

0825000102960700 

9.942 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

9.942 

3.20 

0.018 

0.08 

0.01 

0.00 

0.00 

0.02 

0.60 

0.59 

0.25 

0.058 

0.42 

0.43 


Telara 

0821000702561200 

5.390 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.014 

3.52 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Thana 

0824000502833200 

10.953 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

10.914 

4.00 

0.015 

0.09 

0.01 

0.00 

0.00 

0.04 

0.70 

0.67 

0.32 

0.036 

0.44 

0.46 


Thaneta 

0825000102960300 

5.671 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.282 

3.48 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.35 

0.33 

0.10 

0.031 

0.40 

0.42 


Thoomiya 

0824000102786200 

1.986 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.986 

2.81 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.07 

0.07 

0.01 

0.007 

0.42 

0.43 


Tiloli 

0824000102797800 

24.952 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.567 

2.75 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.02 

0.002 

0.01 

0.01 


Togi 

0825000102961300 

3.284 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.445 

4.00 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.02 

0.003 

0.06 

0.06 







Non-command 

Gneisses(B.G.C) 

2.838 

4.00 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.23 

0.21 

0.10 

0.017 

0.38 

0.41 


Udaipur Khera 

0821000702564200 

2.969 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.779 

2.94 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.13 

0.08 

0.09 

0.007 

0.39 

0.64 


Uma Ka Khera 

0824000302811200 

1.389 

Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.356 

1.35 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.001 

0.12 

0.13 


Umar Baori 

0825000102956800 

0.438 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.438 

4.91 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.07 

0.003 

0.33 

0.40 


Undawasan 

0825000202970200 

4.075 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.867 

4.02 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.00 

0.003 

0.20 

0.22 


Uttami 

0821000502540100 

6.174 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.204 

1.40 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.01 

0.02 







Non-command 

Gneisses(B.G.C) 

5.969 

1.40 

0.015 

0.16 

0.02 

0.00 

0.00 

0.03 

0.24 

0.19 

0.60 

0.022 

0.39 

0.49 

07006047 

Anjna 

0825000202975500 

5.230 

Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.746 

4.48 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.39 

0.35 

0.08 

0.008 

0.43 

0.48 


Arjungarh 

0825000202970300 

5.847 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.467 

3.89 

0.018 

0.01 

0.00 

0.00 

0.00 

0.02 

0.16 

0.16 

0.03 

0.004 

0.18 

0.19 


Atholiya 

0825000102963800 

2.035 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.463 

3.49 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.003 

0.10 

0.11 







Non-command 

Gneisses(B.G.C) 

1.572 

3.49 

0.018 

0.01 

0.00 

0.00 

0.00 

0.01 

0.09 

0.08 

0.04 

0.009 

0.34 

0.37 


Baddoo 

0824000502837400 

8.791 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.011 

3.77 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bagata Kakhera 

0824000102797400 

5.583 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.374 

3.98 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.04 

0.00 

0.001 

0.03 

0.01 


Baggar 

0825000102965900 

11.377 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.091 

3.33 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.48 

0.43 

0.01 

0.041 

0.30 

0.33 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

4.036 

3.33 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.27 

0.24 

0.01 

0.024 

0.17 

0.19 


Baghana 

0825000102967300 

5.873 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.716 

4.28 

0.020 

0.04 

0.01 

0.00 

0.00 

0.01 

0.25 

0.23 

0.16 

0.016 

0.22 

0.24 







Non-command 

Gneisses 

0.002 

4.28 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bagjana 

0824000502835400 

3.779 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.779 

3.49 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.21 

0.40 

0.05 

0.013 

0.39 

0.20 


Bamni 

0824000102792500 

5.193 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.011 

3.01 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Khari 

Command 

Gneisses(B.G.C) 

0.028 

3.01 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Barar 

0825000102963900 

8.919 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.493 

3.41 

0.020 

0.03 

0.00 

0.00 

0.00 

0.02 

0.59 

0.53 

0.06 

0.050 

0.42 

0.47 







Non-command 

Gneisses(B.G.C) 

0.381 

3.41 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.002 

0.02 

0.02 


Barjal 

0825000102967500 

5.420 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

4.812 

4.52 

0.020 

0.18 

0.03 

0.00 

0.00 

0.08 

0.50 

0.45 

0.70 

0.028 

0.42 

0.47 







Non-command 

Gneisses(B.G.C) 

0.007 

4.52 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Beer Deogarh 

0825000202977500 

7.965 

Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.510 

4.18 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.01 

0.003 

0.09 

0.10 


Bhabhana 

0824000502836700 

6.775 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.766 

4.64 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.10 

0.01 

0.003 

0.04 

0.02 


Bhawanipura 

0824000102786700 

3.158 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.054 

3.13 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Bhera Gurha 

0825000102967400 

1.800 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.076 

4.94 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.15 

0.13 

0.17 

0.006 

0.29 

0.32 







Non-command 

Gneisses 

0.025 

4.94 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Bhundwas 

0825000202974900 

2.272 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.001 

4.36 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

2.271 

4.36 

0.018 

0.02 

0.00 

0.00 

0.00 

0.01 

0.18 

0.17 

0.07 

0.004 

0.48 

0.53 


Bichhudra 

0825000102963300 

1.476 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.365 

3.31 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.03 

0.008 

0.41 

0.45 


Chaita 

0825000102966900 

3.908 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.867 

4.33 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.18 

0.16 

0.10 

0.011 

0.23 

0.25 


Chak Kalagun 

0825000202969900 

2.588 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.588 

4.25 

0.018 

0.00 

0.00 

0.00 

0.00 

0.01 

0.18 

0.17 

0.01 

0.004 

0.44 

0.48 


Chansen 

0824000502834300 

4.604 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.604 

5.40 

0.015 

0.04 

0.01 

0.00 

0.00 

0.02 

0.38 

0.70 

0.16 

0.015 

0.39 

0.21 


Charda 

0825000202977100 

1.384 

Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.384 

4.13 

0.018 

0.00 

0.00 

0.00 

0.00 

0.01 

0.09 

0.09 

0.01 

0.002 

0.48 

0.53 


Chattarpura 

0825000102964900 

2.166 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.166 

5.29 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.28 

0.25 

0.21 

0.013 

0.45 

0.50 


Cheta Asan (Rural) 

0825000202974300 

1.798 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.798 

4.19 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.15 

0.14 

0.03 

0.003 

0.48 

0.53 


Chhapli 

0825000102968400 

5.876 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.713 

3.78 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.01 

0.004 

0.06 

0.06 







Non-command 

Gneisses 

0.450 

3.78 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.003 

0.04 

0.04 


Chitamba 

0824000502835600 

10.575 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

10.575 

3.32 

0.015 

0.10 

0.01 

0.00 

0.00 

0.03 

0.59 

1.05 

0.35 

0.035 

0.39 

0.22 


Chokhirat 

0825000102963200 

5.529 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.571 

3.40 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.25 

0.23 

0.03 

0.021 

0.28 

0.31 







Non-command 

Gneisses(B.G.C) 

1.927 

3.40 

0.018 

0.01 

0.00 

0.00 

0.00 

0.02 

0.11 

0.10 

0.01 

0.011 

0.15 

0.17 


Dabjar 

0825000102967100 

2.358 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.261 

4.53 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.01 

0.007 

0.26 

0.28 


Dansariya 

0825000102962700 

5.526 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.161 

3.51 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.01 


Danteri 

0824000502836300 

4.228 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.651 

3.23 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.01 

0.002 

0.06 

0.04 


Dantra 

0824000102794500 

4.335 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.634 

3.38 

0.015 

0.02 

0.00 

0.00 

0.00 

0.02 

0.08 

0.10 

0.07 

0.006 

0.15 

0.12 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Sooliya 

0824000502837300 

0.03 

0.00 

5,271.66 

0.00 

0.00 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

0.001 

0.001 

0.002 

0.007 

0.000 

0.007 

0.027 

405.84 

Over Exploited 

Soona Chodsiya 

0821000502538200 

0.05 

0.01 

6.77 

0.01 

- 

0.01 

0.06 

0.50 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.008 

0.001 

13.97 

Safe 

Sopura 

0824000102791700 

0.04 

0.05 

(50.62) 

0.04 

0.00 

0.04 

0.04 

0.45 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.042 

0.002 

0.039 

0.090 

228.28 

Over Exploited 

Sulwara 

0824000102795200 

0.04 

0.07 

378.61 

0.09 

0.01 

0.10 

0.04 

0.38 

- 

0.0100 

- 

- 

0.020 

0.030 

0.030 

0.130 

0.007 

0.124 

0.134 

108.29 

Over Exploited 



0.04 

0.00 

3,142.80 

0.00 

0.00 

0.00 

0.00 

0.05 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.005 

0.000 

0.005 

0.016 

352.28 

Over Exploited 

Sunar Kuri 

0825000102962800 

0.04 

0.02 

657.50 

0.02 

- 

0.02 

0.03 

0.24 

0.00 

- 

- 

- 

- 

- 

0.002 

0.024 

0.001 

0.023 

0.054 

232.51 

Over Exploited 

Suradiya 

0821000402525900 

0.06 

0.00 

24,747.30 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.006 

23,153.68 

Over Exploited 

Suraj 

0824000102786900 

0.04 

0.01 

751.32 

0.01 

0.00 

0.01 

0.03 

0.27 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.012 

0.024 

0.001 

0.022 

0.129 

575.46 

Over Exploited 

Surajmal Ji Ka Khera 

0824000102787000 

0.04 

0.04 

185.21 

0.04 

0.01 

0.05 

0.05 

0.47 

0.00 

0.0100 

- 

- 

0.008 

0.018 

0.022 

0.072 

0.004 

0.068 

0.102 

150.02 

Over Exploited 

Surajpura (Kesharpura) 

0821000502540900 

0.06 

0.12 

(42.07) 

0.10 

0.04 

0.14 

0.05 

0.46 

0.01 

0.0200 

- 

- 

0.046 

0.066 

0.080 

0.217 

0.011 

0.206 

0.228 

110.64 

Over Exploited 

Swajna Chainpura 

0825000102956700 

0.04 

0.04 

520.00 

0.05 

0.00 

0.06 

0.04 

0.37 

0.01 

0.0100 

- 

- 

0.007 

0.017 

0.023 

0.082 

0.004 

0.078 

0.110 

141.70 

Over Exploited 

Tatgarh 

0821000402534100 

0.06 

0.00 

9,948.40 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.007 

3,125.20 

Over Exploited 

Teebana 

0825000102961200 

0.04 

0.00 

67,626.80 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.05 

########## 

0.06 

0.03 

0.09 

0.05 

0.47 

0.01 

0.0200 

- 

- 

0.039 

0.059 

0.065 

0.153 

0.008 

0.145 

0.133 

91.85 

Critical 

Teetri 

0825000102960700 

0.04 

0.17 

250.95 

0.20 

0.03 

0.24 

0.05 

0.48 

0.02 

0.0300 

- 

- 

0.035 

0.065 

0.086 

0.321 

0.016 

0.305 

0.310 

101.56 

Over Exploited 

Telara 

0821000702561200 

0.04 

0.00 

62,470.94 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Thana 

0824000502833200 

0.03 

0.15 

331.16 

0.19 

0.05 

0.23 

0.05 

0.49 

0.02 

0.0400 

- 

- 

0.054 

0.094 

0.113 

0.344 

0.017 

0.327 

0.360 

110.07 

Over Exploited 

Thaneta 

0825000102960300 

0.04 

0.08 

########## 

0.10 

0.00 

0.10 

0.05 

0.45 

0.01 

0.0200 

- 

- 

0.002 

0.022 

0.032 

0.134 

0.007 

0.127 

0.128 

100.64 

Over Exploited 

Thoomiya 

0824000102786200 

0.04 

0.03 

112.25 

0.04 

0.01 

0.05 

0.05 

0.47 

0.00 

- 

- 

- 

0.017 

0.017 

0.021 

0.073 

0.004 

0.069 

0.014 

20.55 

Safe 

Tiloli 

0824000102797800 

0.04 

0.00 

25,947.72 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.024 

9,430.62 

Over Exploited 

Togi 

0825000102961300 

0.04 

0.00 

3,657.27 

0.00 

0.00 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.003 

0.000 

0.003 

0.020 

658.64 

Over Exploited 



0.04 

0.04 

392.96 

0.05 

0.00 

0.05 

0.04 

0.43 

0.01 

0.0200 

- 

- 

0.003 

0.023 

0.028 

0.081 

0.004 

0.077 

0.118 

152.11 

Over Exploited 

Udaipur Khera 

0821000702564200 

0.04 

0.04 

74.63 

0.05 

0.01 

0.07 

0.04 

0.43 

- 

0.0100 

- 

- 

0.021 

0.031 

0.031 

0.098 

0.005 

0.094 

0.093 

99.38 

Critical 

Uma Ka Khera 

0824000302811200 

0.04 

0.00 

705.80 

0.00 

- 

0.00 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.030 

260.89 

Over Exploited 

Umar Baori 

0825000102956800 

0.04 

0.01 

713.04 

0.01 

0.00 

0.01 

0.04 

0.38 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.011 

0.018 

0.001 

0.017 

0.068 

399.14 

Over Exploited 

Undawasan 

0825000202970200 

0.04 

0.01 

794.78 

0.02 

0.00 

0.02 

0.02 

0.23 

0.00 

- 

- 

- 

0.004 

0.004 

0.006 

0.025 

0.001 

0.024 

0.007 

30.16 

Safe 

Uttami 

0821000502540100 

0.05 

0.00 

7,699.88 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.023 

4,302.92 

Over Exploited 



0.06 

0.15 

26.42 

0.18 

0.05 

0.23 

0.05 

0.44 

0.02 

0.0700 

- 

- 

0.041 

0.111 

0.130 

0.357 

0.018 

0.340 

0.617 

181.78 

Over Exploited 

Anjna 

0825000202975500 

0.04 

0.08 

326.41 

0.10 

0.00 

0.10 

0.04 

0.48 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.116 

0.006 

0.111 

0.091 

82.21 

Semi Critical 

Arjungarh 

0825000202970300 

0.04 

0.02 

860.20 

0.02 

0.02 

0.04 

0.02 

0.21 

0.00 

0.0100 

- 

- 

0.024 

0.034 

0.035 

0.071 

0.004 

0.067 

0.036 

53.87 

Safe 

Atholiya 

0825000102963800 

0.04 

0.00 

1,398.68 

0.00 

- 

0.00 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.016 

636.05 

Over Exploited 



0.04 

0.02 

292.92 

0.03 

0.01 

0.04 

0.04 

0.38 

0.00 

- 

- 

- 

0.020 

0.020 

0.023 

0.062 

0.003 

0.059 

0.049 

83.68 

Semi Critical 

Baddoo 

0824000502837400 

0.03 

0.00 

647,492.68 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bagata Kakhera 

0824000102797400 

0.04 

0.00 

10,052.96 

0.00 

0.00 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

0.003 

0.003 

0.003 

0.005 

0.000 

0.005 

0.005 

106.09 

Over Exploited 

Baggar 

0825000102965900 

0.04 

0.09 

383.98 

0.11 

0.01 

0.12 

0.03 

0.33 

- 

- 

- 

- 

0.022 

0.022 

0.022 

0.144 

0.007 

0.136 

0.054 

39.90 

Safe 



0.04 

0.03 

786.70 

0.03 

0.01 

0.04 

0.02 

0.19 

- 

- 

- 

- 

0.016 

0.016 

0.016 

0.059 

0.003 

0.056 

0.031 

54.71 

Safe 

Baghana 

0825000102967300 

0.04 

0.02 

########## 

0.03 

0.02 

0.05 

0.02 

0.24 

- 

0.0300 

- 

- 

0.015 

0.045 

0.045 

0.094 

0.005 

0.090 

0.171 

190.40 

Over Exploited 



0.04 

0.00 

823,265.77 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bagjana 

0824000502835400 

0.03 

0.05 

742.47 

0.06 

0.01 

0.07 

0.04 

0.43 

0.01 

0.0100 

- 

- 

0.015 

0.025 

0.030 

0.098 

0.005 

0.093 

0.063 

67.35 

Safe 

Bamni 

0824000102792500 

0.04 

0.00 

27,118.18 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.04 

0.00 

63,416.16 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Barar 

0825000102963900 

0.04 

0.15 

254.05 

0.18 

0.02 

0.20 

0.05 

0.47 

0.02 

0.0100 

- 

- 

0.028 

0.038 

0.057 

0.256 

0.013 

0.243 

0.106 

43.42 

Safe 



0.04 

0.00 

7,037.61 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

615.19 

Over Exploited 

Barjal 

0825000102967500 

0.04 

0.08 

########## 

0.10 

0.11 

0.21 

0.04 

0.47 

- 

0.1300 

- 

- 

0.127 

0.257 

0.257 

0.468 

0.023 

0.445 

0.727 

163.51 

Over Exploited 



0.04 

0.00 

300,299.13 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Beer Deogarh 

0825000202977500 

0.04 

0.01 

1,713.43 

0.01 

0.00 

0.01 

0.01 

0.10 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.007 

0.000 

0.007 

0.012 

163.27 

Over Exploited 

Bhabhana 

0824000502836700 

0.03 

0.00 

8,721.77 

0.00 

0.00 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.003 

0.000 

0.003 

0.010 

305.42 

Over Exploited 

Bhawanipura 

0824000102786700 

0.04 

0.00 

15,893.26 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhera Gurha 

0825000102967400 

0.04 

0.01 

968.26 

0.01 

0.01 

0.03 

0.03 

0.32 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.056 

0.003 

0.054 

0.179 

334.31 

Over Exploited 



0.04 

0.00 

29,106.82 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.002 

28,916.17 

Over Exploited 

Bhundwas 

0825000202974900 

0.06 

0.00 

########## 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.000 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.04 

282.74 

0.05 

0.01 

0.06 

0.05 

0.53 

- 

0.0100 

- 

- 

0.013 

0.023 

0.023 

0.084 

0.004 

0.080 

0.072 

90.22 

Critical 

Bichhudra 

0825000102963300 

0.04 

0.02 

282.24 

0.03 

0.00 

0.03 

0.05 

0.46 

0.00 

- 

- 

- 

0.001 

0.001 

0.004 

0.033 

0.002 

0.031 

0.033 

105.55 

Over Exploited 

Chaita 

0825000102966900 

0.04 

0.02 

845.94 

0.02 

0.01 

0.03 

0.02 

0.25 

- 

0.0100 

- 

- 

0.019 

0.029 

0.029 

0.061 

0.003 

0.058 

0.112 

191.89 

Over Exploited 

Chak Kalagun 

0825000202969900 

0.04 

0.04 

305.64 

0.05 

0.01 

0.06 

0.05 

0.50 

0.01 

- 

- 

- 

0.019 

0.019 

0.024 

0.086 

0.004 

0.082 

0.011 

13.87 

Safe 

Chansen 

0824000502834300 

0.03 

0.06 

1,095.04 

0.07 

0.03 

0.10 

0.04 

0.44 

0.01 

0.0300 

- 

- 

0.032 

0.062 

0.069 

0.170 

0.009 

0.162 

0.173 

107.03 

Over Exploited 

Charda 

0825000202977100 

0.04 

0.03 

221.10 

0.03 

0.01 

0.04 

0.05 

0.53 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.046 

0.002 

0.044 

0.016 

37.24 

Safe 

Chattarpura 

0825000102964900 

0.04 

0.04 

512.87 

0.05 

0.01 

0.06 

0.05 

0.50 

0.00 

0.0200 

- 

- 

0.002 

0.022 

0.027 

0.087 

0.004 

0.083 

0.223 

268.62 

Over Exploited 

Cheta Asan (Rural) 

0825000202974300 

0.06 

0.05 

167.90 

0.06 

0.01 

0.07 

0.05 

0.53 

- 

- 

- 

- 

0.010 

0.011 

0.011 

0.080 

0.004 

0.076 

0.035 

46.32 

Safe 

Chhapli 

0825000102968400 

0.04 

0.00 

2,730.39 

0.00 

0.00 

0.00 

0.01 

0.06 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.009 

0.000 

0.008 

0.011 

135.80 

Over Exploited 



0.04 

0.00 

4,024.94 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.005 

618.31 

Over Exploited 

Chitamba 

0824000502835600 

0.03 

0.13 

682.35 

0.16 

0.04 

0.20 

0.04 

0.44 

0.02 

0.0700 

- 

- 

0.043 

0.113 

0.128 

0.327 

0.016 

0.311 

0.385 

123.79 

Over Exploited 

Chokhirat 

0825000102963200 

0.04 

0.04 

432.31 

0.05 

0.00 

0.05 

0.04 

0.32 

0.01 

- 

- 

- 

0.003 

0.003 

0.008 

0.061 

0.003 

0.058 

0.046 

79.00 

Semi Critical 



0.04 

0.01 

711.49 

0.01 

0.02 

0.03 

0.02 

0.17 

0.00 

- 

- 

- 

0.029 

0.029 

0.030 

0.063 

0.003 

0.060 

0.022 

36.96 

Safe 

Dabjar 

0825000102967100 

0.04 

0.01 

(107,609.00) 

0.02 

0.00 

0.02 

0.03 

0.28 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.021 

0.001 

0.020 

0.018 

90.96 

Critical 

Dansariya 

0825000102962700 

0.04 

0.00 

11,618.48 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.009 

8,156.42 

Over Exploited 

Danteri 

0824000502836300 

0.03 

0.00 

3,759.42 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.016 

998.98 

Over Exploited 

Dantra 

0824000102794500 

0.04 

0.01 

942.93 

0.01 

0.02 

0.03 

0.02 

0.17 

0.00 

0.0100 

- 

- 

0.031 

0.041 

0.042 

0.074 

0.004 

0.070 

0.071 

100.83 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 






Khari 

Command 

Gneisses(B.G.C) 

0.003 

3.38 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dapta 

0825000102963400 

1.360 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.360 

3.30 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.03 

0.008 

0.44 

0.49 


Daulpura 

0825000202975300 

7.999 

Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.530 

4.35 

0.018 

0.03 

0.00 

0.00 

0.00 

0.01 

0.52 

0.47 

0.10 

0.011 

0.39 

0.43 


Deogarh (M) 

0825000242501000 

17.440 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

9.987 

4.30 

0.020 

0.48 

0.05 

0.00 

0.00 

0.03 

1.26 

1.14 

1.23 

0.529 

0.27 

0.30 







Non-command 

Gneisses(B.G.C) 

7.453 

4.30 

0.018 

0.25 

0.02 

0.00 

0.00 

0.01 

0.78 

0.70 

0.46 

0.394 

0.20 

0.23 


Deogarh (Rural) 

0825000202974700 

1.769 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.769 

4.12 

0.020 

0.05 

0.01 

0.00 

0.00 

0.02 

0.17 

0.15 

0.18 

0.003 

0.48 

0.53 


Deopura 

0825000202971600 

4.740 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.480 

5.01 

0.018 

0.03 

0.00 

0.00 

0.00 

0.01 

0.32 

0.31 

0.10 

0.006 

0.34 

0.36 


Dhak Ka Chora 

0825000102965000 

3.921 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.921 

5.35 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.48 

0.43 

0.26 

0.023 

0.44 

0.49 


Dhaneri 

0824000102793600 

2.783 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.783 

5.35 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.24 

0.31 

0.12 

0.010 

0.41 

0.32 


Dhapra 

0824000502833300 

4.300 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.789 

4.03 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.26 

0.27 

0.09 

0.013 

0.38 

0.37 


Dhawala Kalan 

0825000102965700 

0.981 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.981 

3.21 

0.020 

0.03 

0.00 

0.00 

0.00 

0.02 

0.08 

0.07 

0.11 

0.006 

0.47 

0.52 


Dhawala Khurd 

0825000102966100 

1.411 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.411 

3.03 

0.020 

0.01 

0.00 

0.00 

0.00 

0.03 

0.07 

0.06 

0.04 

0.008 

0.47 

0.52 


Dhoraka Bariya 

0824000502833700 

3.731 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.690 

2.54 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.15 

0.04 

0.012 

0.41 

0.40 


Dhorela 

0825000102963700 

4.906 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.197 

4.85 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.20 

0.03 

0.013 

0.20 

0.22 







Non-command 

Gneisses(B.G.C) 

2.709 

4.85 

0.018 

0.01 

0.00 

0.00 

0.00 

0.01 

0.23 

0.21 

0.03 

0.016 

0.24 

0.27 


Dhuwala (kareda) 

0824000502835800 

7.821 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.821 

3.46 

0.015 

0.03 

0.00 

0.00 

0.00 

0.04 

0.39 

0.56 

0.10 

0.026 

0.41 

0.29 


Doodiya 

0824000102793100 

3.379 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.843 

2.81 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.03 

0.003 

0.10 

0.09 


Fakoliya 

0824000502835500 

7.926 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.926 

3.35 

0.015 

0.05 

0.01 

0.00 

0.00 

0.03 

0.41 

0.73 

0.17 

0.026 

0.39 

0.22 


Gajuna 

0824000502833500 

16.934 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.299 

4.14 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.29 

0.29 

0.10 

0.014 

0.11 

0.11 


Garway 

0824000502837100 

3.445 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.445 

3.90 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.22 

0.43 

0.12 

0.011 

0.39 

0.20 


Ghati 

0825000202973000 

4.295 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.512 

5.37 

0.018 

0.03 

0.00 

0.00 

0.00 

0.01 

0.26 

0.24 

0.11 

0.004 

0.28 

0.31 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.783 

5.37 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.16 

0.04 

0.003 

0.20 

0.22 


Gorana 

0824000502834500 

5.931 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.931 

4.37 

0.015 

0.04 

0.01 

0.00 

0.00 

0.02 

0.40 

0.73 

0.14 

0.020 

0.39 

0.21 


Gordhanpura 

0824000502837200 

2.682 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.682 

3.80 

0.015 

0.05 

0.01 

0.00 

0.00 

0.03 

0.16 

0.32 

0.20 

0.009 

0.39 

0.20 


Gorkhya 

0824000502839200 

16.860 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.261 

2.80 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.16 

0.10 

0.007 

0.06 

0.04 


Gundali Khera 

0824000502836500 

1.910 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.153 

4.47 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.001 

0.03 

0.02 


Gyangarh 

0824000502834700 

10.759 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

10.759 

4.26 

0.015 

0.14 

0.02 

0.00 

0.00 

0.05 

0.76 

1.12 

0.53 

0.036 

0.40 

0.27 


Hamela Ki Ber 

0825000102964200 

5.701 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.665 

4.04 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.47 

0.43 

0.04 

0.033 

0.44 

0.49 


Hira Ki Bassi (A) 

0825000202974400 

2.271 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.271 

4.38 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.22 

0.20 

0.07 

0.004 

0.48 

0.53 


Hira Ki Bassi (B) 

0825000202974500 

1.990 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.990 

4.64 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.17 

0.01 

0.003 

0.48 

0.53 


Isarmand 

0825000202971400 

10.084 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

9.521 

4.84 

0.018 

0.08 

0.01 

0.00 

0.00 

0.01 

0.86 

0.83 

0.32 

0.016 

0.42 

0.44 


Jamron Ka Bariya 

0824000102793400 

2.991 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.991 

5.75 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.27 

0.37 

0.07 

0.011 

0.40 

0.30 


Jema Khera 

0825000202975600 

2.316 

Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.315 

4.48 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.01 

0.002 

0.27 

0.30 


Jhalra 

0824000102794000 

9.342 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.049 

4.97 

0.015 

0.09 

0.01 

0.00 

0.00 

0.02 

0.51 

0.98 

0.35 

0.022 

0.25 

0.13 


Jhankara 

0825000202972000 

3.708 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.004 

5.37 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jhootara 

0825000102965800 

1.579 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.579 

3.11 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.04 

0.009 

0.47 

0.52 


Jogela 

0825000202975000 

1.276 

Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.276 

4.29 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.01 

0.002 

0.48 

0.53 


Kachhbali 

0825000102965200 

7.653 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.159 

4.25 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.54 

0.49 

0.07 

0.036 

0.36 

0.40 


Kacholiya 

0824000502833900 

1.282 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.979 

4.57 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.11 

0.07 

0.003 

0.32 

0.26 


Kahari 

0825000102964300 

7.013 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.013 

6.32 

0.020 

0.05 

0.01 

0.00 

0.00 

0.01 

0.91 

0.83 

0.15 

0.041 

0.45 

0.49 


Kakrod 

0825000202970900 

7.111 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.111 

3.62 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.48 

0.55 

0.15 

0.012 

0.42 

0.36 


Kalagun 

0825000202969800 

6.508 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.508 

4.56 

0.018 

0.08 

0.01 

0.00 

0.00 

0.04 

0.55 

0.51 

0.29 

0.011 

0.44 

0.47 


Kalalon Ki Anti 

0825000202973100 

4.207 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.154 

5.72 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.25 

0.22 

0.15 

0.004 

0.24 

0.27 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.053 

5.72 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.23 

0.20 

0.07 

0.003 

0.23 

0.26 


Kaletara 

0825000102963100 

9.051 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.563 

3.91 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.01 

0.003 

0.03 

0.03 







Non-command 

Gneisses(B.G.C) 

1.881 

3.91 

0.018 

0.01 

0.00 

0.00 

0.00 

0.01 

0.13 

0.12 

0.02 

0.011 

0.09 

0.10 


Kamla (Rural) 

0825000202974100 

10.112 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.290 

4.09 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.000 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

6.750 

4.09 

0.020 

0.04 

0.00 

0.00 

0.00 

0.03 

0.56 

0.50 

0.13 

0.011 

0.32 

0.35 


Kanawas 

0825000102967700 

4.109 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.776 

3.96 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.21 

0.01 

0.016 

0.32 

0.36 







Non-command 

Gneisses 

0.478 

3.96 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.003 

0.06 

0.06 


Kangson Ka Bariya 

0824000502837000 

2.069 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.069 

4.30 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.15 

0.28 

0.06 

0.007 

0.39 

0.20 


Kaniyana 

0825000102967000 

1.810 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.442 

4.89 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.13 

0.02 

0.008 

0.38 

0.42 


Kartha 

0824000502836100 

7.040 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.390 

4.56 

0.015 

0.12 

0.02 

0.00 

0.00 

0.00 

0.54 

0.60 

0.45 

0.021 

0.39 

0.35 


Katar 

0824000102793500 

6.064 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.064 

5.95 

0.015 

0.14 

0.02 

0.00 

0.00 

0.04 

0.62 

0.78 

0.52 

0.022 

0.41 

0.33 


Kathar 

0825000102966200 

1.441 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.441 

3.08 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.00 

0.008 

0.47 

0.52 


Kera Ka Khera 

0824000502835900 

2.842 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.842 

3.61 

0.015 

0.01 

0.00 

0.00 

0.00 

0.02 

0.14 

0.18 

0.03 

0.009 

0.41 

0.32 


Kharniya 

0825000202970400 

2.974 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.858 

3.88 

0.018 

0.02 

0.00 

0.00 

0.00 

0.03 

0.19 

0.19 

0.07 

0.005 

0.41 

0.41 


Khatanon Ka Bariya 

0824000502834400 

1.613 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.613 

5.44 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.27 

0.04 

0.005 

0.39 

0.20 


Kheema Khera 

0825000102967800 

3.265 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.600 

3.27 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.10 

0.009 

0.23 

0.26 


Khokulon Ka Khera 

0824000102794400 

1.199 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.060 

4.63 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.11 

0.04 

0.004 

0.35 

0.26 


Khuma Khera 

0825000202970500 

5.922 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.922 

3.92 

0.018 

0.02 

0.00 

0.00 

0.00 

0.02 

0.41 

0.47 

0.07 

0.010 

0.42 

0.37 


Kidimal 

0824000502833600 

9.883 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

9.679 

2.31 

0.015 

0.10 

0.01 

0.00 

0.00 

0.03 

0.40 

0.40 

0.36 

0.032 

0.41 

0.41 


Kishan Pura 

0825000202974600 

4.250 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

4.214 

5.05 

0.020 

0.06 

0.01 

0.00 

0.00 

0.01 

0.46 

0.42 

0.23 

0.007 

0.48 

0.53 


Kitoka Wadiya 

0825000202974000 

2.239 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.301 

3.97 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.001 

0.06 

0.07 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.938 

3.97 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.18 

0.16 

0.17 

0.003 

0.41 

0.46 


Kuanthal 

0825000202981400 

15.401 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.003 

3.76 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kundeli 

0825000202973600 

6.640 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.960 

3.80 

0.020 

0.06 

0.01 

0.00 

0.00 

0.02 

0.26 

0.23 

0.22 

0.005 

0.21 

0.24 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

3.680 

3.80 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.31 

0.28 

0.17 

0.006 

0.26 

0.29 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.04 

0.00 

386,381.64 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dapta 

0825000102963400 

0.04 

0.03 

253.86 

0.03 

0.00 

0.03 

0.06 

0.50 

0.00 

- 

- 

- 

0.000 

0.000 

0.004 

0.034 

0.002 

0.032 

0.037 

113.94 

Over Exploited 

Daulpura 

0825000202975300 

0.04 

0.10 

355.91 

0.12 

0.01 

0.13 

0.04 

0.43 

- 

0.0100 

- 

- 

0.016 

0.026 

0.026 

0.159 

0.008 

0.151 

0.107 

70.66 

Semi Critical 

Deogarh (M) 

0825000242501000 

0.06 

0.16 

592.43 

0.20 

0.08 

0.27 

0.03 

0.30 

- 

0.1400 

- 

- 

0.038 

0.178 

0.178 

0.450 

0.023 

0.428 

1.761 

411.60 

Over Exploited 



0.04 

0.06 

1,048.87 

0.07 

0.03 

0.11 

0.02 

0.23 

- 

0.0500 

- 

- 

0.019 

0.069 

0.069 

0.174 

0.009 

0.166 

0.856 

517.16 

Over Exploited 

Deogarh (Rural) 

0825000202974700 

0.06 

0.05 

200.70 

0.06 

0.03 

0.09 

0.05 

0.53 

- 

0.0200 

- 

- 

0.024 

0.044 

0.044 

0.131 

0.007 

0.125 

0.183 

146.92 

Over Exploited 

Deopura 

0825000202971600 

0.04 

0.04 

########## 

0.05 

0.01 

0.06 

0.04 

0.37 

- 

0.0100 

- 

- 

0.016 

0.026 

0.026 

0.086 

0.004 

0.082 

0.107 

130.99 

Over Exploited 

Dhak Ka Chora 

0825000102965000 

0.04 

0.07 

489.49 

0.09 

0.01 

0.10 

0.06 

0.50 

0.01 

0.0300 

- 

- 

0.000 

0.031 

0.040 

0.138 

0.007 

0.131 

0.283 

215.88 

Over Exploited 

Dhaneri 

0824000102793600 

0.04 

0.05 

578.50 

0.05 

0.01 

0.06 

0.05 

0.45 

0.01 

0.0200 

- 

- 

0.014 

0.034 

0.040 

0.104 

0.005 

0.098 

0.132 

134.18 

Over Exploited 

Dhapra 

0824000502833300 

0.03 

0.05 

470.44 

0.06 

- 

0.06 

0.04 

0.42 

0.01 

0.0100 

- 

- 

- 

0.010 

0.015 

0.071 

0.004 

0.068 

0.102 

150.02 

Over Exploited 

Dhawala Kalan 

0825000102965700 

0.04 

0.02 

261.68 

0.02 

0.02 

0.04 

0.05 

0.52 

- 

0.0100 

- 

- 

0.023 

0.033 

0.033 

0.072 

0.004 

0.068 

0.119 

173.80 

Over Exploited 

Dhawala Khurd 

0825000102966100 

0.04 

0.03 

116.92 

0.03 

0.03 

0.06 

0.05 

0.52 

- 

- 

- 

- 

0.042 

0.042 

0.042 

0.104 

0.005 

0.099 

0.050 

50.72 

Safe 

Dhoraka Bariya 

0824000502833700 

0.03 

0.05 

205.10 

0.06 

0.00 

0.06 

0.05 

0.46 

0.01 

0.0100 

- 

- 

0.006 

0.016 

0.022 

0.085 

0.004 

0.081 

0.048 

59.88 

Safe 

Dhorela 

0825000102963700 

0.04 

0.02 

1,000.90 

0.02 

0.00 

0.02 

0.02 

0.22 

0.00 

- 

- 

- 

0.001 

0.001 

0.003 

0.026 

0.001 

0.024 

0.038 

155.92 

Over Exploited 



0.04 

0.03 

688.60 

0.03 

0.01 

0.04 

0.03 

0.27 

0.00 

- 

- 

- 

0.015 

0.015 

0.019 

0.061 

0.003 

0.058 

0.041 

70.74 

Semi Critical 

Dhuwala (kareda) 

0824000502835800 

0.03 

0.10 

443.60 

0.12 

0.04 

0.17 

0.05 

0.45 

0.01 

0.0200 

- 

- 

0.063 

0.083 

0.095 

0.261 

0.013 

0.248 

0.127 

51.26 

Safe 

Doodiya 

0824000102793100 

0.04 

0.00 

1,408.28 

0.00 

- 

0.00 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.004 

0.035 

813.35 

Over Exploited 

Fakoliya 

0824000502835500 

0.03 

0.10 

625.36 

0.12 

0.04 

0.16 

0.04 

0.44 

0.01 

0.0300 

- 

- 

0.039 

0.069 

0.080 

0.237 

0.012 

0.226 

0.199 

88.34 

Semi Critical 

Gajuna 

0824000502833500 

0.03 

0.01 

1,868.99 

0.02 

0.01 

0.02 

0.01 

0.12 

0.00 

0.0100 

- 

- 

0.009 

0.019 

0.021 

0.045 

0.002 

0.042 

0.115 

271.84 

Over Exploited 

Garway 

0824000502837100 

0.03 

0.04 

900.77 

0.05 

0.01 

0.06 

0.04 

0.43 

0.00 

0.0200 

- 

- 

0.011 

0.031 

0.036 

0.096 

0.005 

0.091 

0.126 

139.05 

Over Exploited 

Ghati 

0825000202973000 

0.04 

0.02 

846.19 

0.03 

0.01 

0.04 

0.03 

0.31 

- 

0.0200 

- 

- 

0.009 

0.029 

0.029 

0.065 

0.003 

0.061 

0.110 

179.25 

Over Exploited 



0.04 

0.01 

1,039.81 

0.02 

0.00 

0.02 

0.02 

0.22 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.029 

0.001 

0.028 

0.039 

141.29 

Over Exploited 

Gorana 

0824000502834500 

0.03 

0.08 

872.74 

0.09 

0.03 

0.12 

0.04 

0.44 

0.01 

0.0200 

- 

- 

0.030 

0.050 

0.059 

0.179 

0.009 

0.170 

0.164 

96.33 

Critical 

Gordhanpura 

0824000502837200 

0.03 

0.03 

834.02 

0.04 

0.04 

0.08 

0.04 

0.43 

0.00 

0.0200 

- 

- 

0.046 

0.067 

0.070 

0.152 

0.008 

0.144 

0.211 

146.18 

Over Exploited 

Gorkhya 

0824000502839200 

0.03 

0.00 

3,732.53 

0.00 

0.00 

0.01 

0.01 

0.06 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.017 

0.001 

0.016 

0.111 

708.81 

Over Exploited 

Gundali Khera 

0824000502836500 

0.03 

0.00 

11,579.46 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Gyangarh 

0824000502834700 

0.03 

0.14 

704.94 

0.17 

0.07 

0.23 

0.05 

0.45 

0.02 

0.0600 

- 

- 

0.069 

0.129 

0.145 

0.378 

0.019 

0.359 

0.569 

158.33 

Over Exploited 

Hamela Ki Ber 

0825000102964200 

0.04 

0.10 

305.37 

0.13 

0.01 

0.13 

0.06 

0.49 

0.01 

- 

- 

- 

0.009 

0.009 

0.022 

0.155 

0.008 

0.147 

0.071 

48.44 

Safe 

Hira Ki Bassi (A) 

0825000202974400 

0.06 

0.07 

201.89 

0.08 

0.00 

0.08 

0.05 

0.53 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.089 

0.004 

0.084 

0.076 

90.08 

Critical 

Hira Ki Bassi (B) 

0825000202974500 

0.06 

0.06 

188.72 

0.07 

0.00 

0.07 

0.05 

0.53 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.072 

0.004 

0.069 

0.014 

20.85 

Safe 

Isarmand 

0825000202971400 

0.04 

0.14 

11,147.85 

0.17 

0.02 

0.19 

0.05 

0.47 

0.02 

0.0600 

- 

- 

0.019 

0.079 

0.095 

0.286 

0.014 

0.272 

0.332 

121.99 

Over Exploited 

Jamron Ka Bariya 

0824000102793400 

0.04 

0.05 

668.45 

0.06 

0.01 

0.06 

0.05 

0.45 

0.01 

0.0100 

- 

- 

0.009 

0.019 

0.025 

0.089 

0.004 

0.084 

0.076 

89.99 

Semi Critical 

Jema Khera 

0825000202975600 

0.04 

0.01 

554.33 

0.02 

- 

0.02 

0.03 

0.30 

- 

- 

- 

- 

- 

- 

- 

0.017 

0.001 

0.016 

0.007 

44.35 

Safe 

Jhalra 

0824000102794000 

0.04 

0.06 

1,495.87 

0.07 

0.03 

0.10 

0.03 

0.28 

0.01 

0.0400 

- 

- 

0.030 

0.070 

0.077 

0.180 

0.009 

0.171 

0.370 

216.85 

Over Exploited 

Jhankara 

0825000202972000 

0.04 

0.00 

476,650.51 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jhootara 

0825000102965800 

0.04 

0.03 

205.35 

0.04 

0.00 

0.04 

0.05 

0.52 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.053 

0.003 

0.050 

0.051 

102.66 

Over Exploited 

Jogela 

0825000202975000 

0.04 

0.02 

252.13 

0.03 

0.00 

0.03 

0.05 

0.53 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.030 

0.001 

0.028 

0.009 

32.36 

Safe 

Kachhbali 

0825000102965200 

0.04 

0.09 

419.57 

0.11 

0.01 

0.12 

0.04 

0.41 

0.01 

0.0100 

- 

- 

0.015 

0.025 

0.036 

0.159 

0.008 

0.151 

0.107 

70.62 

Semi Critical 

Kacholiya 

0824000502833900 

0.03 

0.01 

955.28 

0.01 

- 

0.01 

0.04 

0.35 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.023 

0.001 

0.022 

0.068 

310.38 

Over Exploited 

Kahari 

0825000102964300 

0.04 

0.13 

526.87 

0.16 

0.02 

0.18 

0.05 

0.50 

0.02 

0.0300 

- 

- 

0.019 

0.050 

0.066 

0.247 

0.012 

0.235 

0.188 

80.06 

Semi Critical 

Kakrod 

0825000202970900 

0.04 

0.11 

416.04 

0.13 

0.01 

0.14 

0.05 

0.47 

0.01 

0.0300 

- 

- 

0.005 

0.035 

0.047 

0.189 

0.009 

0.179 

0.163 

90.83 

Critical 

Kalagun 

0825000202969800 

0.04 

0.10 

401.20 

0.12 

0.05 

0.17 

0.05 

0.49 

0.01 

0.0500 

- 

- 

0.057 

0.107 

0.119 

0.290 

0.015 

0.276 

0.299 

108.47 

Over Exploited 

Kalalon Ki Anti 

0825000202973100 

0.04 

0.02 

1,085.28 

0.02 

0.01 

0.03 

0.03 

0.27 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.062 

0.003 

0.059 

0.152 

255.37 

Over Exploited 



0.04 

0.02 

969.98 

0.02 

- 

0.02 

0.02 

0.26 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.033 

0.002 

0.031 

0.075 

241.55 

Over Exploited 

Kaletara 

0825000102963100 

0.04 

0.00 

5,880.81 

0.00 

0.00 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

0.003 

0.003 

0.003 

0.006 

0.000 

0.006 

0.011 

186.04 

Over Exploited 



0.04 

0.01 

1,691.01 

0.01 

0.01 

0.01 

0.01 

0.10 

0.00 

- 

- 

- 

0.010 

0.010 

0.011 

0.025 

0.001 

0.024 

0.029 

120.78 

Over Exploited 

Kamla (Rural) 

0825000202974100 

0.05 

0.00 

10,612.50 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.012 

3,349.95 

Over Exploited 



0.06 

0.13 

288.20 

0.16 

0.03 

0.19 

0.03 

0.35 

- 

0.0100 

- 

- 

0.052 

0.062 

0.062 

0.252 

0.013 

0.239 

0.141 

59.07 

Safe 

Kanawas 

0825000102967700 

0.04 

0.04 

471.77 

0.04 

0.00 

0.05 

0.03 

0.36 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.051 

0.003 

0.048 

0.027 

56.31 

Safe 



0.04 

0.00 

2,714.53 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.005 

395.55 

Over Exploited 

Kangson Ka Bariya 

0824000502837000 

0.03 

0.03 

984.59 

0.03 

0.01 

0.04 

0.04 

0.43 

0.00 

0.0100 

- 

- 

0.010 

0.021 

0.023 

0.062 

0.003 

0.059 

0.065 

110.57 

Over Exploited 

Kaniyana 

0825000102967000 

0.04 

0.02 

511.71 

0.03 

0.00 

0.03 

0.04 

0.42 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.030 

0.002 

0.029 

0.030 

106.39 

Over Exploited 

Kartha 

0824000502836100 

0.03 

0.08 

########## 

0.09 

0.02 

0.11 

0.04 

0.43 

0.01 

0.0500 

- 

- 

- 

0.050 

0.059 

0.174 

0.009 

0.165 

0.475 

287.35 

Over Exploited 

Katar 

0824000102793500 

0.04 

0.10 

687.68 

0.12 

0.06 

0.18 

0.05 

0.45 

0.01 

0.1000 

- 

- 

0.059 

0.159 

0.171 

0.348 

0.017 

0.331 

0.537 

162.22 

Over Exploited 

Kathar 

0825000102966200 

0.04 

0.03 

178.83 

0.03 

0.00 

0.04 

0.05 

0.52 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.038 

0.002 

0.036 

0.012 

34.84 

Safe 

Kera Ka Khera 

0824000502835900 

0.03 

0.04 

371.69 

0.05 

0.02 

0.07 

0.05 

0.46 

0.00 

- 

- 

- 

0.035 

0.035 

0.040 

0.109 

0.005 

0.103 

0.038 

37.14 

Safe 

Kharniya 

0825000202970400 

0.04 

0.04 

350.49 

0.05 

0.03 

0.08 

0.05 

0.46 

0.01 

0.0100 

- 

- 

0.039 

0.049 

0.054 

0.130 

0.007 

0.124 

0.077 

62.02 

Safe 

Khatanon Ka Bariya 

0824000502834400 

0.03 

0.02 

1,222.76 

0.02 

0.00 

0.03 

0.04 

0.43 

0.00 

- 

- 

- 

0.001 

0.001 

0.004 

0.029 

0.001 

0.027 

0.041 

150.63 

Over Exploited 

Kheema Khera 

0825000102967800 

0.04 

0.01 

########## 

0.02 

0.00 

0.02 

0.02 

0.26 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.039 

0.002 

0.037 

0.113 

309.44 

Over Exploited 

Khokulon Ka Khera 

0824000102794400 

0.04 

0.02 

634.74 

0.02 

0.00 

0.02 

0.04 

0.40 

0.00 

0.0100 

- 

- 

0.004 

0.014 

0.016 

0.036 

0.002 

0.035 

0.040 

115.07 

Over Exploited 

Khuma Khera 

0825000202970500 

0.04 

0.09 

423.81 

0.11 

0.02 

0.12 

0.05 

0.47 

0.01 

0.0100 

- 

- 

0.026 

0.036 

0.046 

0.170 

0.008 

0.161 

0.075 

46.41 

Safe 

Kidimal 

0824000502833600 

0.03 

0.13 

211.74 

0.15 

0.04 

0.19 

0.05 

0.46 

0.02 

0.0400 

- 

- 

0.040 

0.080 

0.096 

0.288 

0.014 

0.273 

0.392 

143.42 

Over Exploited 

Kishan Pura 

0825000202974600 

0.06 

0.12 

248.59 

0.14 

0.02 

0.17 

0.05 

0.52 

- 

0.0300 

- 

- 

0.016 

0.046 

0.046 

0.211 

0.011 

0.201 

0.241 

120.03 

Over Exploited 

Kitoka Wadiya 

0825000202974000 

0.05 

0.00 

3,065.71 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.043 

3,857.30 

Over Exploited 



0.06 

0.05 

236.55 

0.06 

0.01 

0.07 

0.04 

0.46 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.098 

0.005 

0.093 

0.169 

182.57 

Over Exploited 

Kuanthal 

0825000202981400 

0.06 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kundeli 

0825000202973600 

0.05 

0.03 

632.76 

0.04 

0.03 

0.07 

0.02 

0.24 

- 

0.0400 

- 

- 

0.029 

0.069 

0.069 

0.136 

0.007 

0.130 

0.227 

175.08 

Over Exploited 



0.06 

0.06 

374.11 

0.07 

0.01 

0.08 

0.03 

0.29 

- 

0.0300 

- 

- 

0.005 

0.035 

0.035 

0.118 

0.006 

0.112 

0.175 

156.57 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Kunwar 

082400050283510C 

5.749 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.749 

3.67 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.31 

0.56 

0.00 

0.019 

0.39 

0.22 


Kunwariya 

0825000202971700 

2.669 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.142 

5.22 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.02 


Kurachon Ka Khera 

0825000202972800 

0.645 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.641 

4.86 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.03 

0.001 

0.47 

0.52 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.004 

4.86 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kushalpura 

0825000102963600 

1.115 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.419 

3.40 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.002 

0.17 

0.18 







Non-command 

Gneisses(B.G.C) 

0.696 

3.40 

0.018 

0.01 

0.00 

0.00 

0.00 

0.01 

0.04 

0.04 

0.03 

0.004 

0.28 

0.30 


Lakha Gurha 

0825000102964700 

7.039 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.039 

5.13 

0.020 

0.11 

0.01 

0.00 

0.00 

0.01 

0.81 

0.73 

0.37 

0.041 

0.45 

0.50 


Lasani 

0825000202971500 

18.235 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

17.381 

6.12 

0.018 

0.16 

0.02 

0.00 

0.00 

0.07 

1.93 

1.78 

0.62 

0.029 

0.44 

0.48 


Laxmipura 

0825000202969500 

1.164 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.164 

4.87 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.01 

0.002 

0.44 

0.48 


Looneta 

0821000402534300 

7.610 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.605 

3.94 

0.020 

0.08 

0.01 

0.00 

0.00 

0.01 

0.66 

0.59 

0.27 

0.037 

0.44 

0.49 


Madariya 

0825000202972700 

8.555 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.290 

4.54 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.06 

0.002 

0.07 

0.08 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.065 

4.54 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 


Malak Maliya 

0825000202971300 

2.044 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.044 

4.05 

0.018 

0.02 

0.00 

0.00 

0.00 

0.01 

0.16 

0.16 

0.06 

0.003 

0.44 

0.45 


Malaton Kiber 

0821000402533900 

6.783 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.427 

3.96 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.31 

0.28 

0.17 

0.017 

0.22 

0.25 


Malji Ka Khera 

0825000202971900 

2.049 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.103 

5.28 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.02 


Malkot 

0825000202971000 

2.472 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.472 

3.98 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.19 

0.04 

0.004 

0.43 

0.41 


Mandawar 

0825000102964800 

5.800 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.585 

5.20 

0.020 

0.06 

0.01 

0.00 

0.00 

0.01 

0.62 

0.56 

0.21 

0.033 

0.43 

0.47 


Mandawara 

0825000202976900 

4.104 

Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.441 

4.28 

0.018 

0.04 

0.01 

0.00 

0.00 

0.01 

0.28 

0.25 

0.15 

0.006 

0.40 

0.45 


Mathoo Wara 

0821000402534000 

6.019 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.749 

4.80 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.56 

0.51 

0.00 

0.028 

0.42 

0.47 


Mechhon Ka Bariya 

0824000102793300 

9.368 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

9.068 

4.53 

0.015 

0.03 

0.00 

0.00 

0.00 

0.21 

0.43 

0.51 

0.07 

0.033 

0.40 

0.34 






Khari 

Command 

Gneisses(B.G.C) 

0.001 

4.53 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mediya 

0821000402533700 

78.618 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.691 

3.64 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.00 

0.003 

0.00 

0.00 


Mefaliyas 

0824000102794100 

5.492 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.865 

4.23 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.21 

0.03 

0.007 

0.13 

0.08 


Miya Falas 

0824000502836000 

3.104 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.061 

3.26 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.18 

0.27 

0.09 

0.010 

0.40 

0.27 


Miyala 

0825000202969300 

11.205 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

11.205 

6.08 

0.020 

0.17 

0.02 

0.00 

0.00 

0.06 

1.45 

1.32 

0.64 

0.019 

0.45 

0.50 


Mota Gurha 

0825000102967200 

2.292 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.292 

5.50 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.28 

0.25 

0.12 

0.013 

0.48 

0.53 


Mota Ka Khera 

0824000502834900 

2.706 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.706 

3.92 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.20 

0.28 

0.22 

0.009 

0.41 

0.30 


Nabri 

0825000102964600 

4.298 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.298 

4.74 

0.020 

0.07 

0.01 

0.00 

0.00 

0.01 

0.46 

0.42 

0.25 

0.025 

0.46 

0.51 


Nareli 

0824000502834200 

5.854 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.854 

4.33 

0.015 

0.03 

0.00 

0.00 

0.00 

0.02 

0.39 

0.50 

0.09 

0.019 

0.41 

0.32 


Naya Talab Ka Bariya 

0824000102793700 

0.983 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.983 

5.22 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.13 

0.08 

0.004 

0.40 

0.28 


Nimbiya 

0824000502834000 

3.729 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.729 

3.53 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.22 

0.04 

0.012 

0.42 

0.39 


Onta 

0825000102964000 

0.598 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.598 

3.29 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.03 

0.003 

0.44 

0.49 


Padmela 

0825000102964100 

5.975 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.975 

4.46 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.53 

0.48 

0.01 

0.035 

0.44 

0.49 


Panta Ki Anti 

0825000202973300 

4.678 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.037 

5.27 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.37 

0.33 

0.23 

0.005 

0.31 

0.34 







Non-command 

Gneisses(B.G.C) 

0.441 

5.27 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.02 

0.001 

0.04 

0.05 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.863 

5.27 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.04 

0.001 

0.09 

0.10 







Non-command 

Gneisses(B.G.C) 

0.281 

5.27 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.000 

0.03 

0.03 


Part Of Rajsamand District 

08250002 

3.048 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.913 

4.32 

0.018 

0.00 

0.00 

0.00 

0.00 

0.02 

0.20 

0.28 

0.00 

0.005 

0.39 

0.28 




3.221 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.197 

4.32 

0.018 

0.00 

0.00 

0.00 

0.00 

0.01 

0.16 

0.22 

0.00 

0.004 

0.28 

0.20 


Payari 

0825000102965400 

2.308 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.308 

3.62 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.21 

0.19 

0.17 

0.013 

0.46 

0.51 


Peepali 

0825000102966400 

18.027 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.860 

3.55 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.49 

0.45 

0.05 

0.040 

0.18 

0.20 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.235 

3.55 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 


Pharaliya 

0825000202975400 

0.685 

Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.685 

4.36 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.01 

0.001 

0.48 

0.53 


Phooldeh Ka Bariya 

0824000102793800 

0.597 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.597 

5.93 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.10 

0.04 

0.002 

0.40 

0.25 


Phukiyathar 

0825000202973900 

3.695 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

3.695 

3.84 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.31 

0.28 

0.12 

0.006 

0.48 

0.53 


Pitampura 

0825000202975100 

3.101 

Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.101 

4.28 

0.018 

0.01 

0.00 

0.00 

0.00 

0.01 

0.23 

0.21 

0.04 

0.005 

0.48 

0.53 


Puniyana 

0825000202971800 

2.519 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.132 

5.29 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.02 


Pusalon Ka Khera 

0825000202970800 

2.793 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.793 

3.67 

0.018 

0.02 

0.00 

0.00 

0.00 

0.01 

0.19 

0.24 

0.05 

0.005 

0.41 

0.33 


Rampuriya 

0824000502834100 

1.290 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.290 

4.56 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.14 

0.08 

0.004 

0.41 

0.31 


Rashmi 

0825000202973200 

4.720 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.113 

6.49 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.17 

0.16 

0.10 

0.002 

0.11 

0.12 







Non-command 

Gneisses(B.G.C) 

3.538 

6.49 

0.018 

0.05 

0.01 

0.00 

0.00 

0.00 

0.44 

0.40 

0.19 

0.006 

0.35 

0.39 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.069 

6.49 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Rohida 

0825000102965100 

1.141 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.114 

5.33 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.17 

0.15 

0.22 

0.007 

0.43 

0.48 


Rooppura 

0824000502835200 

4.937 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.937 

4.41 

0.015 

0.03 

0.00 

0.00 

0.00 

0.02 

0.34 

0.66 

0.10 

0.016 

0.39 

0.20 


Rughnathpura 

0824000502835300 

4.307 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.307 

3.83 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.25 

0.48 

0.04 

0.014 

0.39 

0.20 



0825000202969600 

1.863 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.863 

4.33 

0.018 

0.00 

0.00 

0.00 

0.00 

0.01 

0.13 

0.13 

0.01 

0.003 

0.44 

0.47 



0825000202977200 

1.874 

Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.784 

3.88 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.02 

0.003 

0.46 

0.50 


Sahnuda 

0824000502836900 

7.995 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.940 

4.33 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.39 

0.01 

0.010 

0.14 

0.07 


Sakar Ka Bariya 

0824000102793900 

3.096 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.096 

5.99 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.29 

0.49 

0.06 

0.011 

0.39 

0.23 


Salva 

0824000502833800 

2.626 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.131 

2.03 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Sangani 

0824000102793200 

2.048 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.037 

3.17 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.10 

0.11 

0.04 

0.007 

0.41 

0.36 


Sangawas (A) 

0825000202973500 

2.929 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.929 

3.47 

0.020 

0.09 

0.01 

0.00 

0.00 

0.04 

0.24 

0.22 

0.37 

0.005 

0.47 

0.52 


Sangawas (B) 

0825000202973400 

1.422 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.422 

4.95 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.14 

0.02 

0.002 

0.45 

0.50 


Sangrampura 

0825000202973800 

4.227 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.576 

4.05 

0.020 

0.03 

0.00 

0.00 

0.00 

0.08 

0.16 

0.14 

0.10 

0.004 

0.29 

0.32 







Non-command 

Gneisses(B.G.C) 

1.651 

4.05 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.03 

0.003 

0.19 

0.21 


Sansariya 

0825000202979300 

4.516 

Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.002 

3.66 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Saredi 

0824000502836400 

4.347 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.617 

3.69 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.06 

0.01 

0.002 

0.06 

0.03 


Semla Ka Bariya 

0824000102786800 

4.726 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.604 

3.39 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.15 

0.15 

0.09 

0.009 

0.23 

0.24 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Kunwar 

0824000502835100 

0.03 

0.07 

665.69 

0.09 

0.01 

0.10 

0.04 

0.44 

0.01 

- 

- 

- 

0.022 

0.022 

0.030 

0.132 

0.007 

0.125 

0.019 

15.19 

Safe 

Kunwariya 

0825000202971700 

0.04 

0.00 

10,326.36 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kurachon Ka Khera 

0825000202972800 

0.04 

0.01 

429.99 

0.01 

0.00 

0.01 

0.05 

0.52 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.017 

0.001 

0.016 

0.026 

162.19 

Over Exploited 



0.04 

0.00 

72,511.53 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kushalpura 

0825000102963600 

0.04 

0.00 

999.78 

0.00 

0.00 

0.01 

0.02 

0.19 

0.00 

- 

- 

- 

0.005 

0.005 

0.005 

0.012 

0.001 

0.011 

0.019 

177.71 

Over Exploited 



0.04 

0.01 

381.00 

0.01 

0.01 

0.02 

0.03 

0.31 

0.00 

- 

- 

- 

0.016 

0.016 

0.017 

0.038 

0.002 

0.036 

0.029 

81.55 

Semi Critical 

Lakha Gurha 

0825000102964700 

0.04 

0.13 

447.87 

0.16 

0.02 

0.18 

0.05 

0.50 

0.02 

0.0400 

- 

- 

0.017 

0.057 

0.073 

0.255 

0.013 

0.242 

0.415 

171.23 

Over Exploited 

Lasani 

0825000202971500 

0.04 

0.27 

########## 

0.33 

0.09 

0.41 

0.05 

0.49 

0.03 

0.1200 

- 

- 

0.101 

0.221 

0.251 

0.665 

0.033 

0.632 

0.648 

102.64 

Over Exploited 

Laxmipura 

0825000202969500 

0.04 

0.02 

386.27 

0.02 

0.00 

0.02 

0.05 

0.50 

0.00 

- 

- 

- 

0.004 

0.004 

0.006 

0.030 

0.002 

0.029 

0.013 

45.08 

Safe 

Looneta 

0821000402534300 

0.06 

0.21 

186.71 

0.25 

0.02 

0.27 

0.06 

0.50 

0.03 

0.0300 

- 

- 

0.016 

0.046 

0.072 

0.340 

0.017 

0.323 

0.307 

94.88 

Critical 

Madariya 

0825000202972700 

0.04 

0.00 

3,034.09 

0.00 

- 

0.00 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.057 

431.67 

Over Exploited 



0.04 

0.00 

51,021.09 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.002 

19,707.39 

Over Exploited 

Malak Maliya 

0825000202971300 

0.04 

0.03 

383.98 

0.04 

0.01 

0.04 

0.05 

0.49 

0.00 

0.0100 

- 

- 

0.009 

0.019 

0.022 

0.066 

0.003 

0.063 

0.061 

97.28 

Critical 

Malaton Kiber 

0821000402533900 

0.06 

0.05 

495.54 

0.06 

0.01 

0.07 

0.03 

0.25 

0.01 

0.0200 

- 

- 

- 

0.020 

0.026 

0.092 

0.005 

0.088 

0.185 

210.12 

Over Exploited 

Malji Ka Khera 

0825000202971900 

0.04 

0.00 

13,126.18 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Malkot 

0825000202971000 

0.04 

0.04 

404.04 

0.05 

0.00 

0.05 

0.05 

0.48 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.015 

0.060 

0.003 

0.057 

0.044 

77.06 

Semi Critical 

Mandawar 

0825000102964800 

0.04 

0.10 

452.79 

0.12 

0.02 

0.15 

0.05 

0.48 

0.01 

0.0200 

- 

- 

0.022 

0.043 

0.055 

0.201 

0.010 

0.191 

0.247 

129.45 

Over Exploited 

Mandawara 

0825000202976900 

0.04 

0.06 

359.36 

0.07 

0.02 

0.08 

0.04 

0.44 

- 

0.0200 

- 

- 

0.009 

0.029 

0.029 

0.111 

0.006 

0.105 

0.156 

147.86 

Over Exploited 

Mathoo Wara 

0821000402534000 

0.06 

0.15 

238.40 

0.18 

- 

0.18 

0.05 

0.47 

0.02 

- 

- 

- 

- 

- 

0.019 

0.198 

0.010 

0.188 

0.028 

14.78 

Safe 

Mechhon Ka Bariya 

0824000102793300 

0.04 

0.14 

251.45 

0.17 

0.21 

0.39 

0.05 

0.44 

0.02 

0.0100 

- 

- 

0.319 

0.329 

0.346 

0.731 

0.037 

0.695 

0.105 

15.11 

Safe 



0.04 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mediya 

0821000402533700 

0.06 

0.00 

27,796.07 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.003 

1,616.08 

Over Exploited 

Mefaliyas 

0824000102794100 

0.04 

0.01 

1,950.48 

0.01 

0.00 

0.01 

0.02 

0.15 

0.00 

- 

- 

- 

0.003 

0.003 

0.004 

0.018 

0.001 

0.017 

0.039 

227.35 

Over Exploited 

Miya Falas 

0824000502836000 

0.03 

0.04 

583.33 

0.05 

0.00 

0.05 

0.05 

0.44 

0.00 

0.0200 

- 

- 

0.000 

0.021 

0.025 

0.072 

0.004 

0.069 

0.104 

151.20 

Over Exploited 

Miyala 

0825000202969300 

0.05 

0.25 

416.97 

0.31 

0.08 

0.39 

0.05 

0.51 

0.03 

0.1200 

- 

- 

0.090 

0.210 

0.240 

0.625 

0.031 

0.594 

0.655 

110.27 

Over Exploited 

Mota Gurha 

0825000102967200 

0.04 

0.04 

478.40 

0.05 

0.00 

0.05 

0.05 

0.53 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.063 

0.003 

0.060 

0.132 

220.24 

Over Exploited 

Mota Ka Khera 

0824000502834900 

0.03 

0.04 

677.84 

0.04 

0.01 

0.06 

0.05 

0.45 

0.00 

0.0400 

- 

- 

0.007 

0.047 

0.051 

0.109 

0.005 

0.103 

0.225 

217.76 

Over Exploited 

Nabri 

0825000102964600 

0.04 

0.08 

401.52 

0.10 

0.02 

0.12 

0.05 

0.51 

0.01 

0.0300 

- 

- 

0.009 

0.039 

0.048 

0.164 

0.008 

0.156 

0.277 

177.87 

Over Exploited 

Nareli 

0824000502834200 

0.03 

0.08 

548.94 

0.09 

0.02 

0.11 

0.05 

0.45 

0.01 

0.0100 

- 

- 

0.030 

0.040 

0.049 

0.161 

0.008 

0.153 

0.105 

68.89 

Safe 

Naya Talab Ka Bariya 

0824000102793700 

0.04 

0.02 

743.21 

0.02 

0.00 

0.02 

0.05 

0.45 

0.00 

0.0200 

- 

- 

0.004 

0.024 

0.026 

0.047 

0.002 

0.045 

0.087 

193.48 

Over Exploited 

Nimbiya 

0824000502834000 

0.03 

0.05 

336.76 

0.06 

0.00 

0.06 

0.05 

0.47 

0.01 

- 

- 

- 

0.004 

0.004 

0.010 

0.074 

0.004 

0.070 

0.048 

69.04 

Safe 

Onta 

0825000102964000 

0.04 

0.01 

292.24 

0.01 

0.00 

0.01 

0.06 

0.50 

0.00 

- 

- 

- 

0.001 

0.001 

0.003 

0.017 

0.001 

0.016 

0.028 

176.80 

Over Exploited 

Padmela 

0825000102964100 

0.04 

0.11 

330.38 

0.13 

0.01 

0.14 

0.06 

0.50 

0.01 

- 

- 

- 

0.015 

0.015 

0.029 

0.173 

0.009 

0.164 

0.048 

29.19 

Safe 

Panta Ki Anti 

0825000202973300 

0.05 

0.05 

606.28 

0.06 

0.01 

0.07 

0.03 

0.34 

- 

0.0400 

- 

- 

0.005 

0.045 

0.045 

0.115 

0.006 

0.109 

0.239 

218.62 

Over Exploited 



0.04 

0.00 

6,376.32 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.023 

2,820.76 

Over Exploited 



0.06 

0.00 

1,879.70 

0.01 

0.00 

0.01 

0.01 

0.10 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.019 

0.001 

0.018 

0.041 

228.46 

Over Exploited 



0.04 

0.00 

6,324.39 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.008 

0.000 

0.008 

0.007 

95.58 

Critical 

Part Of Rajsamand District 

08250002 

0.04 

0.04 

605.38 

0.05 

0.02 

0.07 

0.04 

0.43 

0.00 

- 

- 

- 

0.026 

0.026 

0.031 

0.096 

0.005 

0.091 

0.005 

5.36 

Safe 



0.04 

0.02 

910.89 

0.03 

0.01 

0.04 

0.03 

0.31 

0.00 

- 

- 

- 

0.014 

0.014 

0.017 

0.052 

0.003 

0.050 

0.004 

7.40 

Safe 

Payari 

0825000102965400 

0.04 

0.04 

314.70 

0.05 

0.01 

0.06 

0.05 

0.51 

0.01 

0.0200 

- 

- 

0.002 

0.022 

0.027 

0.092 

0.005 

0.087 

0.181 

208.61 

Over Exploited 

Peepali 

0825000102966400 

0.04 

0.05 

754.60 

0.06 

0.01 

0.08 

0.02 

0.20 

- 

0.0100 

- 

- 

0.021 

0.031 

0.031 

0.108 

0.005 

0.103 

0.086 

83.82 

Semi Critical 



0.04 

0.00 

16,650.37 

0.00 

0.01 

0.01 

0.00 

0.01 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.015 

0.001 

0.014 

0.001 

9.69 

Safe 

Pharaliya 

0825000202975400 

0.04 

0.01 

258.81 

0.02 

- 

0.02 

0.05 

0.53 

- 

- 

- 

- 

- 

- 

- 

0.016 

0.001 

0.015 

0.010 

67.83 

Safe 

Phooldeh Ka Bariya 

0824000102793800 

0.04 

0.01 

944.98 

0.01 

- 

0.01 

0.05 

0.44 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.022 

0.001 

0.021 

0.042 

197.58 

Over Exploited 

Phukiyathar 

0825000202973900 

0.06 

0.11 

162.47 

0.13 

0.00 

0.13 

0.05 

0.53 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.148 

0.007 

0.141 

0.121 

86.07 

Semi Critical 

Pitampura 

0825000202975100 

0.04 

0.06 

245.60 

0.07 

0.01 

0.09 

0.05 

0.53 

- 

- 

- 

- 

0.021 

0.021 

0.021 

0.107 

0.005 

0.102 

0.046 

45.44 

Safe 

Puniyana 

0825000202971800 

0.04 

0.00 

11,552.39 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pusalon Ka Khera 

0825000202970800 

0.04 

0.04 

469.09 

0.05 

0.01 

0.06 

0.05 

0.46 

0.00 

0.0100 

- 

- 

0.016 

0.026 

0.031 

0.091 

0.005 

0.087 

0.059 

67.81 

Safe 

Rampuriya 

0824000502834100 

0.03 

0.02 

698.40 

0.02 

0.00 

0.02 

0.05 

0.45 

0.00 

0.0100 

- 

- 

0.006 

0.016 

0.018 

0.042 

0.002 

0.040 

0.083 

206.50 

Over Exploited 

Rashmi 

0825000202973200 

0.05 

0.01 

2,403.77 

0.01 

0.00 

0.01 

0.01 

0.12 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.036 

0.002 

0.034 

0.104 

306.95 

Over Exploited 



0.04 

0.04 

790.13 

0.05 

0.01 

0.07 

0.04 

0.39 

- 

0.0400 

- 

- 

0.004 

0.044 

0.044 

0.110 

0.005 

0.104 

0.197 

188.97 

Over Exploited 



0.04 

0.00 

37,160.35 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.002 

9,740.37 

Over Exploited 

Rohida 

0825000102965100 

0.04 

0.02 

644.22 

0.02 

0.01 

0.03 

0.05 

0.49 

0.00 

0.0200 

- 

- 

0.001 

0.021 

0.023 

0.058 

0.003 

0.055 

0.225 

407.37 

Over Exploited 

Rooppura 

0824000502835200 

0.03 

0.06 

967.92 

0.07 

0.02 

0.09 

0.04 

0.43 

0.01 

0.0100 

- 

- 

0.023 

0.033 

0.040 

0.130 

0.007 

0.124 

0.117 

94.90 

Critical 

Rughnathpura 

0824000502835300 

0.03 

0.05 

788.09 

0.07 

0.01 

0.08 

0.04 

0.43 

0.01 

- 

- 

- 

0.015 

0.015 

0.021 

0.096 

0.005 

0.091 

0.050 

54.98 

Safe 


0825000202969600 

0.04 

0.03 

325.65 

0.04 

0.01 

0.04 

0.05 

0.50 

0.00 

- 

- 

- 

0.012 

0.012 

0.016 

0.059 

0.003 

0.056 

0.010 

18.07 

Safe 


0825000202977200 

0.04 

0.03 

262.09 

0.04 

0.00 

0.04 

0.05 

0.50 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.041 

0.002 

0.039 

0.021 

53.65 

Safe 

Sahnuda 

0824000502836900 

0.03 

0.01 

2,726.78 

0.02 

0.00 

0.02 

0.02 

0.16 

0.00 

- 

- 

- 

0.002 

0.002 

0.003 

0.021 

0.001 

0.020 

0.024 

119.60 

Over Exploited 

Sakar Ka Bariya 

0824000102793900 

0.04 

0.05 

911.70 

0.06 

0.00 

0.06 

0.04 

0.44 

0.01 

0.0100 

- 

- 

0.007 

0.017 

0.023 

0.086 

0.004 

0.082 

0.069 

84.98 

Semi Critical 

Salva 

0824000502833800 

0.03 

0.00 

4,395.44 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sangani 

0824000102793200 

0.04 

0.03 

241.01 

0.04 

0.01 

0.05 

0.05 

0.46 

0.00 

0.0100 

- 

- 

0.010 

0.020 

0.024 

0.071 

0.004 

0.068 

0.050 

74.58 

Semi Critical 

Sangawas (A) 

0825000202973500 

0.05 

0.07 

218.73 

0.08 

0.05 

0.13 

0.05 

0.52 

- 

0.0700 

- 

- 

0.058 

0.128 

0.128 

0.259 

0.013 

0.246 

0.373 

151.53 

Over Exploited 

Sangawas (B) 

0825000202973400 

0.05 

0.03 

320.43 

0.04 

0.00 

0.04 

0.05 

0.51 

0.00 

- 

- 

- 

0.002 

0.002 

0.006 

0.046 

0.002 

0.043 

0.020 

47.10 

Safe 

Sangrampura 

0825000202973800 

0.06 

0.05 

213.67 

0.05 

0.08 

0.14 

0.03 

0.32 

- 

0.0100 

- 

- 

0.123 

0.133 

0.133 

0.269 

0.013 

0.255 

0.105 

41.28 

Safe 



0.04 

0.01 

807.99 

0.01 

0.00 

0.02 

0.02 

0.21 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.021 

0.001 

0.020 

0.035 

170.34 

Over Exploited 

Sansariya 

0825000202979300 

0.04 

0.00 

864,984.67 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Saredi 

0824000502836400 

0.03 

0.00 

5,080.44 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.009 

646.08 

Over Exploited 

Semla Ka Bariya 

0824000102786800 

0.04 

0.02 

512.29 

0.03 

0.01 

0.04 

0.03 

0.26 

0.00 

0.0100 

- 

- 

0.018 

0.028 

0.031 

0.073 

0.004 

0.069 

0.099 

144.29 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Send Ka Khera 

0825000202972900 

1.323 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.191 

5.29 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.02 

0.002 

0.42 

0.47 


Shakkargarh 

0825000202969400 

5.076 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.217 

5.79 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.000 

0.02 

0.02 







Non-command 

Gneisses(B.G.C) 

4.859 

5.79 

0.018 

0.05 

0.01 

0.00 

0.00 

0.03 

0.51 

0.46 

0.20 

0.008 

0.43 

0.46 


Shivpur 

0824000502833400 

13.545 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.288 

4.84 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.01 

0.01 


Shopuri 

0825000202973700 

2.333 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.319 

4.68 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.001 

0.07 

0.07 







Non-command 

Gneisses(B.G.C) 

2.014 

4.68 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.16 

0.03 

0.003 

0.41 

0.46 


Sijari Ka Bariya 

0824000502835700 

1.176 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.176 

3.42 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.12 

0.06 

0.004 

0.40 

0.26 


Sohangarh 

0825000202970000 

10.676 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

10.676 

3.48 

0.018 

0.02 

0.00 

0.00 

0.00 

0.04 

0.63 

0.65 

0.07 

0.018 

0.43 

0.42 


Solankiyon Ka Gurha 

0825000202979600 

2.773 

Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.212 

3.73 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.04 

0.04 


Sooliya 

0824000502837300 

8.487 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.868 

4.02 

0.015 

0.03 

0.00 

0.00 

0.00 

0.03 

0.41 

0.81 

0.09 

0.023 

0.32 

0.16 


Sunar Kuri 

0825000102962800 

4.093 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.800 

3.55 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.13 

0.04 

0.011 

0.19 

0.21 


Suraj 

0824000102786900 

1.543 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.653 

3.45 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.09 

0.002 

0.18 

0.18 


Suratpura 

0825000202969700 

1.818 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.818 

4.07 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.15 

0.10 

0.003 

0.44 

0.45 


Swadari (B) 

0825000202979700 

4.175 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.069 

4.31 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

3.896 

4.31 

0.018 

0.03 

0.00 

0.00 

0.00 

0.04 

0.29 

0.26 

0.11 

0.007 

0.45 

0.50 


Swadari(A) 

0825000202974800 

2.966 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.960 

4.62 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.10 

0.002 

0.16 

0.17 







Non-command 

Gneisses(B.G.C) 

1.854 

4.62 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.18 

0.16 

0.10 

0.003 

0.30 

0.33 


Tagariya 

0824000502835000 

3.918 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.918 

3.66 

0.015 

0.03 

0.00 

0.00 

0.00 

0.02 

0.23 

0.34 

0.09 

0.013 

0.40 

0.27 


Tal 

0825000202970100 

15.673 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

15.673 

3.81 

0.018 

0.14 

0.02 

0.00 

0.00 

0.04 

1.12 

1.14 

0.52 

0.026 

0.43 

0.42 


Talai 

0825000102965300 

0.815 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.640 

4.99 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.11 

0.004 

0.35 

0.39 


Tatgarh 

0821000402534100 

11.613 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

11.286 

3.71 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.90 

0.81 

0.20 

0.055 

0.43 

0.48 


Teekhi 

0825000202975200 

1.778 

Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.000 

4.28 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.01 

0.002 

0.27 

0.30 


Tegi 

0825000202979800 

2.819 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.008 

3.90 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

1.654 

3.90 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.03 

0.003 

0.28 

0.31 


Telra 

0825000102966000 

1.952 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.952 

3.17 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.00 

0.011 

0.48 

0.53 


Thana 

0824000502833200 

10.953 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.039 

4.00 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Theekarwas Kalan 

0825000102964500 

3.739 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.114 

6.87 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.32 

0.29 

0.09 

0.012 

0.26 

0.29 







Non-command 

Gneisses(B.G.C) 

1.626 

6.87 

0.018 

0.02 

0.00 

0.00 

0.00 

0.01 

0.21 

0.19 

0.06 

0.009 

0.20 

0.22 


Theekarwas Khurd 

0825000102964400 

2.046 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.975 

6.87 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.14 

0.06 

0.006 

0.22 

0.24 







Non-command 

Gneisses(B.G.C) 

1.070 

6.87 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.14 

0.05 

0.006 

0.24 

0.26 


Thoriya 

0825000102966300 

2.377 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.325 

3.17 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.15 

0.07 

0.014 

0.46 

0.51 


Tikhi Ka Bariya 

0824000502834600 

3.582 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.582 

4.85 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.26 

0.42 

0.04 

0.012 

0.40 

0.24 


Tokran 

0824000502834800 

3.067 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.067 

4.24 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.21 

0.25 

0.07 

0.010 

0.42 

0.36 


Udpura 

0825000102965600 

0.834 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.834 

3.48 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

0.05 

0.04 

0.01 

0.005 

0.46 

0.51 


Undawasan 

0825000202970200 

4.075 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.208 

4.02 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.14 

0.01 

0.004 

0.24 

0.25 


Vadiya 

0825000202971100 

1.251 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.251 

4.08 

0.018 

0.00 

0.00 

0.00 

0.00 

0.01 

0.08 

0.09 

0.01 

0.002 

0.43 

0.38 


Vaniya Hatri 

0825000202971200 

3.765 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.616 

4.57 

0.018 

0.03 

0.00 

0.00 

0.00 

0.03 

0.21 

0.21 

0.13 

0.004 

0.31 

0.31 


Verawas 

0825000202977000 

1.976 

Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.947 

4.20 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.14 

0.03 

0.003 

0.47 

0.52 


Vijaipura (Rural) 

0825000202974200 

1.986 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.986 

4.19 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.17 

0.08 

0.003 

0.48 

0.53 

07006048 

Agariya 

0824000902885800 

7.646 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.192 

4.61 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.01 

0.01 


Amali 

0821000902585800 

5.227 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.265 

1.33 

0.120 

0.12 

0.03 

0.00 

0.00 

0.00 

0.45 

0.47 

0.45 

0.006 

0.23 

0.22 


Amarpura Madanpura 

0824000302820700 

5.253 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.260 

3.89 

0.020 

0.08 

0.02 

0.00 

0.00 

0.02 

0.37 

0.47 

0.29 

0.012 

0.39 

0.31 






Ummed Sagar (Bhilwara) 

Command 

Phyllite & Schist 

0.104 

3.89 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Amli Bareth 

0824000302815200 

8.003 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.856 

2.14 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.07 

0.002 

0.05 

0.05 






Nahar Sagar 

Command 

Phyllite & Schist 

7.147 

2.14 

0.020 

0.17 

0.04 

0.00 

0.00 

0.01 

0.43 

0.51 

0.63 

0.020 

0.46 

0.39 


Amli Kalan 

0824000302819000 

23.906 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

15.574 

3.22 

0.020 

0.05 

0.01 

0.00 

0.00 

0.10 

0.94 

1.13 

0.14 

0.043 

0.35 

0.29 


Antoli 

0824000302818400 

4.661 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.339 

2.52 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.03 

0.001 

0.04 

0.03 






Nahar Sagar 

Command 

Phyllite & Schist 

4.322 

2.52 

0.020 

0.12 

0.02 

0.00 

0.00 

0.00 

0.31 

0.38 

0.45 

0.012 

0.48 

0.40 


Arni 

0824000302820400 

7.443 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.926 

2.56 

0.020 

0.03 

0.01 

0.00 

0.00 

0.04 

0.24 

0.30 

0.12 

0.014 

0.35 

0.28 






Ummed Sagar (Bhilwara) 

Command 

Phyllite & Schist 

2.517 

2.56 

0.020 

0.02 

0.00 

0.00 

0.00 

0.05 

0.10 

0.12 

0.06 

0.007 

0.18 

0.14 


Arniya Rasan 

0824000302820600 

17.969 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

13.909 

3.72 

0.020 

0.06 

0.01 

0.00 

0.00 

0.10 

0.99 

1.24 

0.20 

0.039 

0.38 

0.31 


Bachh Khera 

0824000302814900 

13.274 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.430 

1.96 

0.020 

0.05 

0.01 

0.00 

0.00 

0.01 

0.28 

0.33 

0.16 

0.018 

0.25 

0.21 






Nahar Sagar 

Command 

Phyllite & Schist 

6.750 

1.96 

0.020 

0.05 

0.01 

0.00 

0.00 

0.03 

0.27 

0.33 

0.17 

0.019 

0.26 

0.22 






Ummed Sagar (Bhilwara) 

Command 

Phyllite & Schist 

0.094 

1.96 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bala Pura 

0824000302815100 

4.581 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.654 

1.60 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.11 

0.04 

0.007 

0.30 

0.25 






Nahar Sagar 

Command 

Phyllite & Schist 

1.927 

1.60 

0.020 

0.01 

0.00 

0.00 

0.00 

0.02 

0.05 

0.06 

0.04 

0.005 

0.22 

0.18 


Baland 

0824000302818900 

10.097 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.271 

3.33 

0.020 

0.13 

0.02 

0.00 

0.00 

0.03 

0.70 

0.84 

0.50 

0.026 

0.48 

0.40 






Nahar Sagar 

Command 

Phyllite & Schist 

0.764 

3.33 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.04 

0.002 

0.04 

0.03 






Ummed Sagar (Bhilwara) 

Command 

Phyllite & Schist 

0.062 

3.33 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Balapura 

0824000302819300 

1.922 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.512 

1.66 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.07 

0.004 

0.41 

0.34 






Ummed Sagar (Bhilwara) 

Command 

Phyllite & Schist 

0.409 

1.66 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.11 

0.09 


Baneriya 

0821000902585500 

1.506 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.094 

1.15 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.03 


Bansera 

0824000302814600 

7.088 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.987 

2.21 

0.020 

0.15 

0.02 

0.00 

0.00 

0.01 

0.30 

0.35 

0.61 

0.011 

0.29 

0.25 






Nahar Sagar 

Command 

Phyllite & Schist 

3.100 

2.21 

0.020 

0.12 

0.02 

0.00 

0.00 

0.01 

0.23 

0.26 

0.48 

0.009 

0.22 

0.19 


Barla (Taswariyaka) 

0824000302814400 

11.876 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.026 

2.39 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 







Non-command 

Phyllite & Schist 

5.643 

2.39 

0.020 

0.20 

0.05 

0.00 

0.00 

0.02 

0.40 

0.46 

0.78 

0.016 

0.24 

0.21 






Arwar 

Command 

Phyllite & Schist 

0.226 

2.39 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.001 

0.01 

0.01 






Nahar Sagar 

Command 

Phyllite & Schist 

1.086 

2.39 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.09 

0.14 

0.003 

0.05 

0.04 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Send Ka Khera 

0825000202972900 

0.04 

0.02 

504.74 

0.02 

0.00 

0.02 

0.04 

0.47 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.023 

0.001 

0.021 

0.024 

112.11 

Over Exploited 

Shakkargarh 

0825000202969400 

0.05 

0.00 

9,866.23 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

0.004 

0.004 

0.004 

0.007 

0.000 

0.007 

0.012 

183.86 

Over Exploited 



0.04 

0.07 

526.69 

0.09 

0.04 

0.13 

0.05 

0.48 

0.01 

0.0400 

- 

- 

0.041 

0.081 

0.090 

0.216 

0.011 

0.205 

0.206 

100.51 

Over Exploited 

Shivpur 

0824000502833400 

0.03 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.008 

7,549.09 

Over Exploited 

Shopuri 

0825000202973700 

0.06 

0.00 

1,852.12 

0.00 

0.00 

0.00 

0.01 

0.07 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.008 

0.000 

0.008 

0.012 

142.96 

Over Exploited 



0.04 

0.03 

368.51 

0.04 

0.00 

0.04 

0.04 

0.46 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.055 

0.003 

0.053 

0.037 

71.18 

Semi Critical 

Sijari Ka Bariya 

0824000502835700 

0.03 

0.02 

694.70 

0.02 

0.00 

0.02 

0.05 

0.45 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.012 

0.031 

0.002 

0.030 

0.062 

208.60 

Over Exploited 

Sohangarh 

0825000202970000 

0.04 

0.16 

295.89 

0.20 

0.04 

0.24 

0.05 

0.48 

0.02 

0.0100 

- 

- 

0.061 

0.071 

0.090 

0.328 

0.016 

0.312 

0.090 

28.86 

Safe 

Solankiyon Ka Gurha 

0825000202979600 

0.04 

0.00 

3,877.27 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.004 

440.64 

Over Exploited 

Sooliya 

0824000502837300 

0.03 

0.07 

1,058.10 

0.08 

0.03 

0.11 

0.04 

0.35 

0.01 

0.0100 

- 

- 

0.044 

0.054 

0.062 

0.175 

0.009 

0.166 

0.117 

70.13 

Semi Critical 

Sunar Kuri 

0825000102962800 

0.04 

0.01 

746.92 

0.02 

0.00 

0.02 

0.02 

0.22 

0.00 

- 

- 

- 

0.001 

0.001 

0.003 

0.022 

0.001 

0.020 

0.049 

237.22 

Over Exploited 

Suraj 

0824000102786900 

0.04 

0.00 

1,030.71 

0.01 

- 

0.01 

0.02 

0.20 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.016 

0.001 

0.015 

0.096 

626.93 

Over Exploited 

Suratpura 

0825000202969700 

0.04 

0.03 

437.24 

0.03 

0.00 

0.03 

0.05 

0.49 

0.00 

0.0200 

- 

- 

0.001 

0.021 

0.025 

0.059 

0.003 

0.056 

0.104 

184.37 

Over Exploited 

Swadari (B) 

0825000202979700 

0.06 

0.00 

14,985.67 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

0.004 

319.75 

Over Exploited 



0.04 

0.07 

########## 

0.08 

0.04 

0.12 

0.05 

0.49 

- 

0.0200 

- 

- 

0.054 

0.074 

0.074 

0.192 

0.010 

0.183 

0.119 

64.90 

Safe 

Swadari(A) 

0825000202974800 

0.06 

0.01 

1,078.04 

0.01 

0.00 

0.01 

0.02 

0.17 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.035 

0.002 

0.033 

0.106 

315.53 

Over Exploited 



0.04 

0.02 

624.22 

0.03 

0.00 

0.03 

0.03 

0.33 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.050 

0.002 

0.047 

0.106 

224.09 

Over Exploited 

Tagariya 

0824000502835000 

0.03 

0.05 

575.39 

0.06 

0.02 

0.08 

0.05 

0.45 

0.01 

0.0200 

- 

- 

0.025 

0.045 

0.051 

0.128 

0.006 

0.122 

0.099 

81.26 

Semi Critical 

Tal 

0825000202970100 

0.04 

0.24 

373.65 

0.29 

0.06 

0.35 

0.05 

0.48 

0.03 

0.1000 

- 

- 

0.063 

0.163 

0.192 

0.544 

0.027 

0.516 

0.546 

105.81 

Over Exploited 

Talai 

0825000102965300 

0.04 

0.01 

798.50 

0.01 

0.00 

0.01 

0.04 

0.39 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.012 

0.023 

0.001 

0.022 

0.109 

495.06 

Over Exploited 

Tatgarh 

0821000402534100 

0.06 

0.30 

170.48 

0.36 

0.01 

0.37 

0.05 

0.48 

0.04 

0.0200 

- 

- 

- 

0.020 

0.058 

0.426 

0.021 

0.404 

0.253 

62.45 

Safe 

Teekhi 

0825000202975200 

0.04 

0.01 

507.71 

0.01 

0.00 

0.02 

0.03 

0.30 

- 

- 

- 

- 

0.003 

0.004 

0.004 

0.019 

0.001 

0.018 

0.009 

48.70 

Safe 

Tegi 

0825000202979800 

0.06 

0.00 

78,878.46 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.02 

491.40 

0.02 

0.00 

0.02 

0.03 

0.31 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.026 

0.001 

0.025 

0.028 

112.65 

Over Exploited 

Telra 

0825000102966000 

0.04 

0.04 

181.76 

0.05 

0.00 

0.05 

0.05 

0.53 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.050 

0.003 

0.048 

0.011 

23.96 

Safe 

Thana 

0824000502833200 

0.03 

0.00 

112,196.67 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Theekarwas Kalan 

0825000102964500 

0.04 

0.02 

1,144.23 

0.03 

0.00 

0.03 

0.03 

0.29 

0.00 

0.0200 

- 

- 

0.001 

0.022 

0.024 

0.053 

0.003 

0.050 

0.100 

198.95 

Over Exploited 



0.04 

0.01 

1,348.29 

0.02 

0.01 

0.02 

0.02 

0.22 

0.00 

0.0100 

- 

- 

0.011 

0.021 

0.022 

0.045 

0.002 

0.043 

0.070 

164.27 

Over Exploited 

Theekarwas Khurd 

0825000102964400 

0.04 

0.01 

1,482.37 

0.01 

0.00 

0.01 

0.03 

0.24 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.011 

0.022 

0.001 

0.021 

0.065 

313.78 

Over Exploited 



0.04 

0.01 

1,238.99 

0.01 

- 

0.01 

0.03 

0.26 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.023 

0.001 

0.022 

0.060 

271.72 

Over Exploited 

Thoriya 

0825000102966300 

0.04 

0.05 

230.14 

0.05 

0.00 

0.06 

0.05 

0.51 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.071 

0.004 

0.068 

0.081 

118.87 

Over Exploited 

Tikhi Ka Bariya 

0824000502834600 

0.03 

0.05 

821.48 

0.06 

0.01 

0.07 

0.05 

0.44 

0.01 

0.0100 

- 

- 

0.018 

0.028 

0.033 

0.100 

0.005 

0.095 

0.048 

50.58 

Safe 

Tokran 

0824000502834800 

0.03 

0.04 

495.64 

0.05 

0.00 

0.05 

0.05 

0.47 

0.00 

0.0100 

- 

- 

0.006 

0.016 

0.021 

0.075 

0.004 

0.071 

0.082 

114.98 

Over Exploited 

Udpura 

0825000102965600 

0.04 

0.02 

173.70 

0.02 

0.01 

0.03 

0.05 

0.52 

- 

- 

- 

- 

0.013 

0.013 

0.013 

0.041 

0.002 

0.039 

0.018 

45.74 

Safe 

Undawasan 

0825000202970200 

0.04 

0.02 

650.16 

0.02 

0.00 

0.03 

0.03 

0.27 

0.00 

- 

- 

- 

0.007 

0.007 

0.009 

0.037 

0.002 

0.035 

0.011 

30.75 

Safe 

Vadiya 

0825000202971100 

0.04 

0.02 

381.09 

0.02 

0.01 

0.03 

0.05 

0.48 

0.00 

- 

- 

- 

0.010 

0.010 

0.013 

0.042 

0.002 

0.040 

0.016 

39.96 

Safe 

Vaniya Hatri 

0825000202971200 

0.04 

0.03 

########## 

0.03 

0.03 

0.06 

0.04 

0.34 

0.00 

0.0100 

- 

- 

0.042 

0.052 

0.055 

0.113 

0.006 

0.107 

0.131 

122.33 

Over Exploited 

Verawas 

0825000202977000 

0.04 

0.04 

271.58 

0.04 

0.00 

0.05 

0.05 

0.52 

- 

- 

- 

- 

0.002 

0.003 

0.003 

0.048 

0.002 

0.046 

0.035 

76.94 

Semi Critical 

Vijaipura (Rural) 

0825000202974200 

0.06 

0.06 

193.92 

0.07 

0.00 

0.07 

0.05 

0.53 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.079 

0.004 

0.075 

0.079 

106.25 

Over Exploited 

Agariya 

0824000902885800 

0.06 

0.00 

15,216.39 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

6,536.05 

Over Exploited 

Amali 

0821000902585800 

0.20 

0.10 

349.33 

0.12 

0.03 

0.15 

0.02 

0.25 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.245 

0.012 

0.233 

0.460 

197.89 

Over Exploited 

Amarpura Madanpura 

0824000302820700 

0.07 

0.12 

288.96 

0.14 

0.04 

0.19 

0.03 

0.42 

- 

0.0500 

- 

- 

0.032 

0.082 

0.082 

0.267 

0.013 

0.254 

0.300 

118.26 

Over Exploited 



0.07 

0.00 

14,076.55 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Amli Bareth 

0824000302815200 

0.07 

0.00 

1,784.55 

0.00 

0.00 

0.01 

0.00 

0.06 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.021 

0.001 

0.020 

0.074 

365.48 

Over Exploited 



0.07 

0.24 

116.01 

0.28 

0.05 

0.33 

0.04 

0.49 

- 

0.1200 

- 

- 

0.010 

0.130 

0.130 

0.459 

0.023 

0.436 

0.654 

149.84 

Over Exploited 

Amli Kalan 

0824000302819000 

0.07 

0.39 

190.81 

0.47 

0.11 

0.58 

0.03 

0.38 

- 

0.0200 

- 

- 

0.157 

0.177 

0.177 

0.759 

0.038 

0.721 

0.187 

25.96 

Safe 

Antoli 

0824000302818400 

0.07 

0.00 

3,088.11 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.017 

0.001 

0.016 

0.030 

182.61 

Over Exploited 



0.07 

0.15 

151.17 

0.18 

0.02 

0.20 

0.04 

0.52 

- 

0.0800 

- 

- 

0.004 

0.085 

0.085 

0.287 

0.014 

0.273 

0.458 

168.07 

Over Exploited 

Arni 

0824000302820400 

0.07 

0.12 

139.30 

0.15 

0.05 

0.19 

0.03 

0.38 

- 

0.0200 

- 

- 

0.053 

0.074 

0.074 

0.267 

0.013 

0.254 

0.129 

50.66 

Safe 



0.07 

0.03 

275.01 

0.04 

0.05 

0.09 

0.01 

0.19 

- 

0.0100 

0.0003 

0.0003 

0.078 

0.089 

0.089 

0.179 

0.009 

0.170 

0.065 

38.13 

Safe 

Arniya Rasan 

0824000302820600 

0.07 

0.38 

221.99 

0.46 

0.11 

0.57 

0.03 

0.42 

- 

0.0400 

- 

- 

0.145 

0.185 

0.185 

0.752 

0.038 

0.714 

0.241 

33.71 

Safe 

Bachh Khera 

0824000302814900 

0.07 

0.12 

189.67 

0.14 

0.02 

0.16 

0.02 

0.27 

- 

0.0300 

- 

- 

0.016 

0.046 

0.046 

0.205 

0.010 

0.195 

0.176 

90.13 

Critical 



0.07 

0.13 

156.83 

0.15 

0.04 

0.19 

0.02 

0.28 

- 

0.0300 

- 

- 

0.045 

0.075 

0.075 

0.267 

0.013 

0.254 

0.192 

75.55 

Semi Critical 



0.07 

0.00 

15,634.19 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Bala Pura 

0824000302815100 

0.07 

0.06 

94.93 

0.07 

0.00 

0.07 

0.02 

0.32 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.084 

0.004 

0.079 

0.050 

63.41 

Safe 



0.07 

0.03 

87.77 

0.04 

0.02 

0.06 

0.02 

0.23 

- 

0.0100 

- 

- 

0.037 

0.047 

0.047 

0.107 

0.005 

0.102 

0.048 

47.44 

Safe 

Baland 

0824000302818900 

0.07 

0.32 

159.32 

0.39 

0.05 

0.44 

0.04 

0.52 

- 

0.0600 

- 

- 

0.047 

0.107 

0.107 

0.547 

0.027 

0.519 

0.530 

101.98 

Over Exploited 



0.07 

0.00 

3,230.46 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

0.000 

0.003 

0.045 

1,521.58 

Over Exploited 



0.07 

0.00 

33,896.27 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Balapura 

0824000302819300 

0.07 

0.04 

81.26 

0.05 

0.00 

0.06 

0.03 

0.44 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.072 

0.004 

0.069 

0.076 

111.09 

Over Exploited 



0.07 

0.00 

332.49 

0.00 

0.00 

0.01 

0.01 

0.12 

- 

- 

0.0000 

0.0000 

0.003 

0.003 

0.003 

0.009 

0.000 

0.009 

0.015 

174.28 

Over Exploited 

Baneriya 

0821000902585500 

0.07 

0.00 

569.30 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bansera 

0824000302814600 

0.07 

0.08 

319.89 

0.10 

0.03 

0.13 

0.02 

0.31 

- 

0.1100 

- 

- 

0.009 

0.119 

0.119 

0.244 

0.012 

0.232 

0.616 

265.55 

Over Exploited 



0.07 

0.05 

426.97 

0.06 

0.03 

0.09 

0.02 

0.24 

- 

0.0900 

- 

- 

0.014 

0.104 

0.104 

0.193 

0.010 

0.183 

0.484 

264.01 

Over Exploited 

Barla (Taswariyaka) 

0824000302814400 

0.20 

0.00 

124,251.74 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.10 

364.19 

0.12 

0.07 

0.19 

0.02 

0.26 

- 

0.1500 

- 

- 

0.036 

0.186 

0.186 

0.378 

0.019 

0.359 

0.794 

221.03 

Over Exploited 



0.07 

0.00 

15,060.99 

0.00 

- 

0.00 

0.00 

0.01 

- 

0.0100 

0.0001 

0.0001 

- 

0.010 

0.010 

0.010 

0.001 

0.010 

0.030 

303.09 

Over Exploited 



0.07 

0.00 

2,494.89 

0.00 

0.01 

0.01 

0.00 

0.05 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.044 

0.002 

0.042 

0.147 

348.74 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Bhagwan Pura 

082400030281810C 

2.210 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.724 

1.71 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.07 

0.005 

0.40 

0.33 






Ummed Sagar (Bhilwara) 

Command 

Phyllite & Schist 

0.486 

1.71 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.001 

0.11 

0.09 


Bhagwanpura 

082400090288570C 

3.385 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.040 

4.05 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.00 

0.003 

0.16 

0.13 


Bheempura 

0824000302815500 

6.970 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.370 

1.21 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.05 

0.05 

0.07 

0.004 

0.10 

0.08 






Nahar Sagar 

Command 

Phyllite & Schist 

0.311 

1.21 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.02 



0824001002903400 

1.837 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.269 

1.26 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.03 

0.001 

0.08 

0.08 


Bilaspura 

0824000902885600 

3.108 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.022 

2.86 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bisundani 

0821000902586300 

7.548 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.620 

1.09 

0.120 

0.24 

0.04 

0.00 

0.00 

0.02 

0.65 

0.67 

0.96 

0.010 

0.26 

0.26 







Non-command 

Gneisses(B.G.C) 

2.507 

1.09 

0.015 

0.15 

0.02 

0.00 

0.00 

0.02 

0.15 

0.16 

0.59 

0.007 

0.18 

0.18 


Borda 

0824000902888400 

6.678 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.109 

2.75 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Cheeklya 

0821000902585900 

4.455 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.023 

1.29 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.50 

0.53 

0.14 

0.009 

0.36 

0.34 







Non-command 

Phyllite & Schist 

1.433 

1.29 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.05 

0.05 

0.06 

0.004 

0.17 

0.16 


Dabla Chanda 

0824000302818500 

4.889 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.359 

3.36 

0.020 

0.20 

0.03 

0.00 

0.00 

0.03 

0.43 

0.52 

0.78 

0.012 

0.47 

0.39 






Nahar Sagar 

Command 

Phyllite & Schist 

0.530 

3.36 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.10 

0.001 

0.06 

0.05 


Dabla Kachra 

0824000302820300 

9.388 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.003 

2.66 

0.020 

0.18 

0.03 

0.00 

0.00 

0.07 

0.56 

0.70 

0.68 

0.025 

0.52 

0.42 






Ummed Sagar (Bhilwara) 

Command 

Phyllite & Schist 

0.385 

2.66 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.03 

0.001 

0.02 

0.02 


Daulatpura 

0824000302821600 

5.302 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.171 

0.92 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.07 

0.003 

0.11 

0.09 


Deo Khera 

0824000302819800 

4.991 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.186 

1.87 

0.020 

0.09 

0.01 

0.00 

0.00 

0.02 

0.22 

0.27 

0.36 

0.012 

0.46 

0.37 






Ummed Sagar (Bhilwara) 

Command 

Phyllite & Schist 

0.804 

1.87 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.07 

0.002 

0.09 

0.07 


Deo Kheri 

0824000902886100 

2.032 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.048 

3.74 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Deopuri 

0824000302814800 

9.540 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.506 

1.79 

0.020 

0.09 

0.01 

0.00 

0.00 

0.02 

0.22 

0.25 

0.33 

0.013 

0.24 

0.21 






Nahar Sagar 

Command 

Phyllite & Schist 

5.033 

1.79 

0.020 

0.09 

0.01 

0.00 

0.00 

0.02 

0.24 

0.28 

0.36 

0.014 

0.27 

0.24 


Dhani Bhavsagar 

0824000302820100 

1.829 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.066 

1.21 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.02 






Ummed Sagar (Bhilwara) 

Command 

Phyllite & Schist 

1.763 

1.21 

0.020 

0.13 

0.03 

0.00 

0.00 

0.01 

0.14 

0.17 

0.52 

0.005 

0.53 

0.43 


Dohariya 

0824000302815400 

11.579 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.155 

0.87 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.07 

0.009 

0.14 

0.12 






Nahar Sagar 

Command 

Phyllite & Schist 

8.415 

0.87 

0.020 

0.06 

0.01 

0.00 

0.00 

0.03 

0.17 

0.20 

0.20 

0.023 

0.37 

0.31 


Eklinghpura 

0824000902888700 

1.627 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.660 

3.72 

0.020 

0.02 

0.01 

0.00 

0.00 

0.00 

0.06 

0.07 

0.10 

0.002 

0.20 

0.16 


Fatehpura 

0824000902888500 

2.344 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.192 

1.61 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.04 

0.03 


Gordha 

0821000902586200 

6.535 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.632 

1.35 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.28 

0.30 

0.08 

0.005 

0.14 

0.13 







Non-command 

Phyllite & Schist 

4.745 

1.35 

0.020 

0.05 

0.01 

0.00 

0.00 

0.02 

0.15 

0.15 

0.19 

0.014 

0.40 

0.37 


Gothra 

0821000902582800 

3.179 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.265 

1.47 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.04 

0.001 

0.04 

0.04 







Non-command 

Phyllite & Schist 

0.113 

1.47 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.02 

0.02 


Guruji Ka Khera 

0824000302818300 

2.194 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.130 

2.88 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.03 

0.03 






Nahar Sagar 

Command 

Phyllite & Schist 

2.064 

2.88 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.16 

0.06 

0.006 

0.49 

0.41 


Juwara Ka Khera 

0824000302821200 

0.685 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.178 

0.74 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.04 

0.000 

0.14 

0.11 


KadiSahna 

0824000302819200 

14.956 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.371 

1.90 

0.020 

0.07 

0.01 

0.00 

0.00 

0.01 

0.14 

0.17 

0.27 

0.007 

0.08 

0.07 






Ummed Sagar (Bhilwara) 

Command 

Phyllite & Schist 

12.584 

1.90 

0.020 

0.37 

0.05 

0.00 

0.00 

0.07 

0.73 

0.89 

1.43 

0.035 

0.45 

0.37 


Kajoriya 

0824000302814500 

8.801 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.385 

2.26 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.11 

0.03 

0.001 

0.02 

0.02 







Non-command 

Phyllite & Schist 

5.328 

2.26 

0.020 

0.20 

0.03 

0.00 

0.00 

0.03 

0.38 

0.43 

0.76 

0.015 

0.31 

0.27 


Kalinjari 

0824000302820000 

1.344 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.152 

1.68 

0.020 

0.18 

0.04 

0.00 

0.00 

0.01 

0.17 

0.21 

0.71 

0.003 

0.47 

0.38 






Ummed Sagar (Bhilwara) 

Command 

Phyllite & Schist 

0.192 

1.68 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.03 

0.03 

0.12 

0.001 

0.08 

0.06 


Kalyanpura 

0824000302819600 

6.525 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.125 

1.14 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Ummed Sagar (Bhilwara) 

Command 

Phyllite & Schist 

6.400 

1.14 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.16 

0.20 

0.07 

0.018 

0.54 

0.43 


Kashi Puriya 

0824000302815300 

1.698 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.074 

1.00 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 






Nahar Sagar 

Command 

Phyllite & Schist 

1.624 

1.00 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.03 

0.00 

0.005 

0.49 

0.41 


Kheri Jeevrajpura 

0824000302820200 

1.583 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.285 

1.54 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.10 

0.08 






Ummed Sagar (Bhilwara) 

Command 

Phyllite & Schist 

1.297 

1.54 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.07 

0.004 

0.45 

0.36 


Kotri Meena 

0824000302818600 

6.400 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.296 

2.48 

0.020 

0.07 

0.01 

0.00 

0.00 

0.01 

0.16 

0.19 

0.29 

0.006 

0.19 

0.16 






Nahar Sagar 

Command 

Phyllite & Schist 

4.104 

2.48 

0.020 

0.14 

0.02 

0.00 

0.00 

0.00 

0.32 

0.38 

0.53 

0.011 

0.33 

0.28 


Kushayata 

0821000902586500 

9.018 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.084 

1.40 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Lasariya 

0824000302818700 

18.193 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

16.543 

2.30 

0.020 

0.25 

0.03 

0.00 

0.00 

0.07 

0.91 

1.04 

0.92 

0.046 

0.48 

0.43 


Laxmipura 

0824000302819400 

1.285 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.755 

1.57 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.07 

0.002 

0.31 

0.25 






Ummed Sagar (Bhilwara) 

Command 

Phyllite & Schist 

0.529 

1.57 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.001 

0.22 

0.18 


Madhopura 

0821000902585600 

1.632 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.133 

1.16 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.07 

0.003 

0.37 

0.38 


Maganpura 

0824001002903300 

7.112 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.118 

1.76 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.000 

0.01 

0.01 







Non-command 

Phyllite & Schist 

0.042 

1.76 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mai Khera 

0824000302818200 

6.471 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.032 

2.41 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Nahar Sagar 

Command 

Phyllite & Schist 

3.221 

2.41 

0.020 

0.10 

0.01 

0.00 

0.00 

0.01 

0.24 

0.29 

0.37 

0.009 

0.26 

0.21 






Ummed Sagar (Bhilwara) 

Command 

Phyllite & Schist 

3.219 

2.41 

0.020 

0.10 

0.01 

0.00 

0.00 

0.01 

0.24 

0.29 

0.37 

0.009 

0.26 

0.21 


Mataji Ka Khera 

0824000302819500 

7.151 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.111 

1.69 

0.020 

0.13 

0.02 

0.00 

0.00 

0.03 

0.26 

0.31 

0.49 

0.014 

0.38 

0.31 






Ummed Sagar (Bhilwara) 

Command 

Phyllite & Schist 

0.483 

1.69 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.04 

0.001 

0.04 

0.03 


Mathuranath Pura 

0824000302821000 

1.654 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.654 

0.75 

0.020 

0.06 

0.01 

0.00 

0.00 

0.01 

0.06 

0.08 

0.23 

0.005 

0.54 

0.44 


Mehroo Khurd 

0821000902585700 

2.890 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.694 

1.24 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.13 

0.11 

0.002 

0.13 

0.13 







Non-command 

Gneisses(B.G.C) 

0.900 

1.24 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.13 

0.003 

0.17 

0.17 


Mindoliya 

0824000302823400 

11.499 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.172 

3.65 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.000 

0.01 

0.01 


Moti Pura 

0824000302815000 

2.871 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.871 

1.31 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.04 

0.008 

0.51 

0.43 


Muhala 

0824000302818800 

13.831 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

12.271 

3.61 

0.020 

0.26 

0.04 

0.00 

0.00 

0.05 

1.05 

1.24 

0.99 

0.034 

0.47 

0.40 


Nasarda 

0824000302819100 

10.406 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.398 

2.82 

0.020 

0.03 

0.00 

0.00 

0.00 

0.07 

0.49 

0.61 

0.10 

0.026 

0.48 

0.39 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Bhagwan Pura 

0824000302818100 

0.07 

0.05 

82.30 

0.06 

0.00 

0.06 

0.03 

0.44 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.078 

0.004 

0.074 

0.077 

103.46 

Over Exploited 



0.07 

0.00 

706.75 

0.00 

- 

0.00 

0.01 

0.12 

- 

0.0100 

0.0000 

0.0000 

- 

0.010 

0.010 

0.015 

0.001 

0.014 

0.030 

214.77 

Over Exploited 

Bhagwanpura 

0824000902885700 

0.06 

0.01 

976.52 

0.01 

- 

0.01 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.011 

0.003 

29.80 

Safe 

Bheempura 

0824000302815500 

0.07 

0.01 

446.25 

0.01 

0.01 

0.02 

0.01 

0.11 

- 

0.0100 

- 

- 

0.012 

0.022 

0.022 

0.042 

0.002 

0.040 

0.076 

191.27 

Over Exploited 



0.07 

0.00 

1,663.60 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.015 

2,554.81 

Over Exploited 


0824001002903400 

0.20 

0.00 

908.31 

0.01 

0.00 

0.01 

0.01 

0.09 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

0.000 

0.006 

0.035 

616.89 

Over Exploited 

Bilaspura 

0824000902885600 

0.06 

0.00 

32,055.44 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bisundani 

0821000902586300 

0.20 

0.19 

248.31 

0.23 

0.06 

0.29 

0.02 

0.29 

- 

0.1100 

- 

- 

0.026 

0.136 

0.136 

0.423 

0.021 

0.402 

0.971 

241.54 

Over Exploited 



0.07 

0.03 

361.17 

0.04 

0.04 

0.08 

0.02 

0.20 

- 

0.0700 

- 

- 

0.025 

0.095 

0.095 

0.172 

0.009 

0.164 

0.593 

362.21 

Over Exploited 

Borda 

0824000902888400 

0.06 

0.00 

13,674.69 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Cheeklya 

0821000902585900 

0.20 

0.22 

140.01 

0.26 

0.01 

0.27 

0.03 

0.39 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.305 

0.015 

0.290 

0.149 

51.27 

Safe 



0.07 

0.02 

174.13 

0.02 

0.01 

0.03 

0.01 

0.19 

- 

0.0100 

- 

- 

0.014 

0.024 

0.024 

0.055 

0.003 

0.053 

0.062 

117.90 

Over Exploited 

Dabla Chanda 

0824000302818500 

0.07 

0.15 

255.15 

0.18 

0.06 

0.23 

0.04 

0.50 

- 

0.0900 

- 

- 

0.043 

0.133 

0.133 

0.367 

0.018 

0.348 

0.790 

226.89 

Over Exploited 



0.07 

0.00 

3,379.79 

0.00 

0.00 

0.01 

0.00 

0.06 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.019 

0.001 

0.018 

0.102 

569.17 

Over Exploited 

Dabla Kachra 

0824000302820300 

0.07 

0.34 

107.91 

0.40 

0.10 

0.50 

0.04 

0.56 

- 

0.1300 

- 

- 

0.103 

0.233 

0.233 

0.734 

0.037 

0.698 

0.702 

100.62 

Over Exploited 



0.07 

0.00 

5,904.20 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

0.0100 

0.0000 

0.0000 

0.001 

0.011 

0.011 

0.013 

0.001 

0.012 

0.030 

245.78 

Over Exploited 

Daulatpura 

0824000302821600 

0.07 

0.01 

417.95 

0.01 

0.00 

0.01 

0.01 

0.12 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.029 

0.001 

0.027 

0.075 

277.48 

Over Exploited 

Deo Khera 

0824000302819800 

0.07 

0.14 

97.09 

0.17 

0.03 

0.19 

0.04 

0.49 

- 

0.0700 

- 

- 

0.026 

0.096 

0.096 

0.289 

0.014 

0.275 

0.372 

135.33 

Over Exploited 



0.07 

0.01 

1,109.03 

0.01 

0.00 

0.01 

0.01 

0.09 

- 

0.0100 

0.0001 

0.0001 

0.001 

0.011 

0.011 

0.017 

0.001 

0.017 

0.074 

446.76 

Over Exploited 

Deo Kheri 

0824000902886100 

0.06 

0.00 

12,819.78 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Deopuri 

0824000302814800 

0.07 

0.08 

217.09 

0.10 

0.03 

0.13 

0.02 

0.26 

- 

0.0400 

- 

- 

0.037 

0.077 

0.077 

0.207 

0.010 

0.197 

0.344 

174.74 

Over Exploited 



0.07 

0.10 

184.56 

0.12 

0.03 

0.15 

0.02 

0.30 

- 

0.0400 

- 

- 

0.026 

0.066 

0.066 

0.213 

0.011 

0.202 

0.374 

184.74 

Over Exploited 

Dhani Bhavsagar 

0824000302820100 

0.07 

0.00 

(625.43) 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.005 

0.000 

0.005 

0.014 

302.35 

Over Exploited 



0.07 

0.07 

151.96 

0.08 

0.04 

0.12 

0.04 

0.58 

- 

0.1000 

0.0002 

0.0002 

0.009 

0.109 

0.109 

0.226 

0.011 

0.215 

0.523 

243.09 

Over Exploited 

Dohariya 

0824000302815400 

0.07 

0.03 

181.11 

0.04 

0.00 

0.04 

0.01 

0.15 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.050 

0.002 

0.047 

0.081 

171.09 

Over Exploited 



0.07 

0.23 

(9.85) 

0.20 

0.04 

0.24 

0.03 

0.40 

- 

0.0400 

- 

- 

0.041 

0.081 

0.081 

0.322 

0.016 

0.306 

0.225 

73.76 

Semi Critical 

Eklinghpura 

0824000902888700 

0.06 

0.01 

865.30 

0.01 

0.01 

0.02 

0.02 

0.21 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.042 

0.002 

0.039 

0.098 

248.61 

Over Exploited 

Fatehpura 

0824000902888500 

0.06 

0.00 

1,590.97 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.011 

2,069.77 

Over Exploited 

Gordha 

0821000902586200 

0.20 

0.04 

565.40 

0.05 

0.00 

0.06 

0.01 

0.15 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.076 

0.004 

0.072 

0.081 

111.91 

Over Exploited 



0.07 

0.14 

9.89 

0.15 

0.03 

0.19 

0.03 

0.43 

- 

0.0200 

- 

- 

0.034 

0.054 

0.054 

0.241 

0.012 

0.229 

0.206 

89.79 

Semi Critical 

Gothra 

0821000902582800 

0.20 

0.00 

2,613.16 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.044 

1,701.58 

Over Exploited 



0.07 

0.00 

2,240.18 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.019 

11,018.35 

Over Exploited 

Guruji Ka Khera 

0824000302818300 

0.07 

0.00 

3,018.25 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.07 

123.97 

0.09 

0.00 

0.09 

0.04 

0.53 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.105 

0.005 

0.100 

0.064 

64.00 

Safe 

Juwara Ka Khera 

0824000302821200 

0.07 

0.00 

761.03 

0.00 

0.00 

0.00 

0.01 

0.15 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.013 

0.001 

0.012 

0.043 

361.57 

Over Exploited 

KadiSahna 

0824000302819200 

0.07 

0.01 

1,056.19 

0.02 

0.02 

0.04 

0.01 

0.09 

- 

0.0500 

- 

- 

0.020 

0.070 

0.070 

0.111 

0.006 

0.105 

0.281 

266.10 

Over Exploited 



0.07 

0.41 

119.79 

0.49 

0.12 

0.60 

0.04 

0.48 

- 

0.2700 

0.0012 

0.0012 

0.100 

0.373 

0.373 

0.977 

0.049 

0.928 

1.461 

157.38 

Over Exploited 

Kajoriya 

0824000302814500 

0.20 

0.00 

6,284.04 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.035 

1,783.82 

Over Exploited 



0.07 

0.12 

264.70 

0.14 

0.06 

0.20 

0.03 

0.33 

- 

0.0900 

- 

- 

0.043 

0.133 

0.133 

0.335 

0.017 

0.318 

0.778 

244.76 

Over Exploited 

Kalinjari 

0824000302820000 

0.07 

0.04 

437.32 

0.05 

0.05 

0.10 

0.04 

0.51 

- 

0.1300 

- 

- 

0.016 

0.146 

0.146 

0.243 

0.012 

0.231 

0.709 

307.32 

Over Exploited 



0.07 

0.00 

2,922.62 

0.00 

0.01 

0.01 

0.01 

0.08 

- 

0.0200 

0.0000 

0.0000 

0.000 

0.020 

0.020 

0.031 

0.002 

0.030 

0.116 

386.91 

Over Exploited 

Kalyanpura 

0824000302819600 

0.07 

0.00 

3,675.66 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.25 

(19.97) 

0.20 

0.01 

0.21 

0.04 

0.58 

- 

0.0100 

0.0007 

0.0009 

0.009 

0.020 

0.020 

0.225 

0.011 

0.214 

0.090 

41.92 

Safe 

Kashi Puriya 

0824000302815300 

0.07 

0.00 

1,425.62 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.06 

(48.01) 

0.05 

0.01 

0.05 

0.04 

0.53 

- 

- 

- 

- 

0.011 

0.011 

0.011 

0.065 

0.003 

0.061 

0.005 

7.35 

Safe 

Kheri Jeevrajpura 

0824000302820200 

0.07 

0.00 

263.45 

0.00 

0.00 

0.01 

0.01 

0.11 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.010 

0.000 

0.009 

0.015 

159.39 

Over Exploited 



0.07 

0.04 

73.62 

0.05 

0.00 

0.05 

0.04 

0.49 

- 

0.0100 

0.0001 

0.0002 

0.002 

0.013 

0.013 

0.065 

0.003 

0.061 

0.076 

122.93 

Over Exploited 

Kotri Meena 

0824000302818600 

0.07 

0.03 

521.89 

0.04 

0.02 

0.06 

0.02 

0.20 

- 

0.0300 

- 

- 

0.017 

0.047 

0.047 

0.105 

0.005 

0.100 

0.294 

294.51 

Over Exploited 



0.07 

0.10 

282.12 

0.12 

0.02 

0.14 

0.03 

0.36 

- 

0.0600 

- 

- 

0.006 

0.067 

0.067 

0.209 

0.010 

0.199 

0.544 

273.93 

Over Exploited 

Kushayata 

0821000902586500 

0.07 

0.00 

2,007.95 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.003 

0.000 

0.003 

0.010 

401.44 

Over Exploited 

Lasariya 

0824000302818700 

0.07 

0.58 

79.11 

0.69 

0.10 

0.79 

0.04 

0.52 

- 

0.1000 

- 

- 

0.103 

0.203 

0.203 

0.996 

0.050 

0.946 

0.968 

102.34 

Over Exploited 

Laxmipura 

0824000302819400 

0.07 

0.02 

198.16 

0.02 

0.00 

0.02 

0.02 

0.33 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.037 

0.002 

0.035 

0.074 

213.40 

Over Exploited 



0.07 

0.01 

294.09 

0.01 

- 

0.01 

0.02 

0.23 

- 

0.0100 

0.0001 

0.0000 

- 

0.010 

0.010 

0.020 

0.001 

0.019 

0.044 

234.46 

Over Exploited 

Madhopura 

0821000902585600 

0.07 

0.03 

9.73 

0.03 

0.00 

0.04 

0.03 

0.41 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.056 

0.003 

0.053 

0.070 

131.50 

Over Exploited 

Maganpura 

0824001002903300 

0.20 

0.00 

9,481.26 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

3,262.40 

Over Exploited 



0.04 

0.00 

26,343.43 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mai Khera 

0824000302818200 

0.07 

0.00 

31,034.73 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.06 

379.42 

0.07 

0.02 

0.09 

0.02 

0.28 

- 

0.0700 

- 

- 

0.010 

0.080 

0.080 

0.169 

0.008 

0.160 

0.383 

239.18 

Over Exploited 



0.07 

0.06 

378.01 

0.07 

0.02 

0.09 

0.02 

0.28 

- 

0.0700 

0.0003 

0.0003 

0.011 

0.082 

0.082 

0.171 

0.009 

0.163 

0.383 

235.19 

Over Exploited 

Mataji Ka Khera 

0824000302819500 

0.07 

0.14 

124.94 

0.17 

0.05 

0.21 

0.03 

0.41 

- 

0.0900 

- 

- 

0.041 

0.131 

0.131 

0.344 

0.017 

0.327 

0.504 

154.36 

Over Exploited 



0.07 

0.00 

2,319.71 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

0.0100 

0.0000 

0.0000 

0.003 

0.013 

0.013 

0.016 

0.001 

0.015 

0.044 

293.05 

Over Exploited 

Mathuranath Pura 

0824000302821000 

0.07 

0.06 

17.97 

0.08 

0.02 

0.10 

0.04 

0.59 

- 

0.0400 

- 

- 

0.020 

0.060 

0.060 

0.160 

0.008 

0.152 

0.235 

154.16 

Over Exploited 

Mehroo Khurd 

0821000902585700 

0.20 

0.02 

648.97 

0.02 

0.00 

0.02 

0.01 

0.14 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.041 

0.002 

0.039 

0.110 

279.40 

Over Exploited 



0.07 

0.01 

295.70 

0.01 

0.00 

0.02 

0.01 

0.18 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.040 

0.002 

0.038 

0.128 

332.40 

Over Exploited 

Mindoliya 

0824000302823400 

0.07 

0.00 

17,045.71 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.014 

14,048.27 

Over Exploited 

Moti Pura 

0824000302815000 

0.07 

0.11 

(7.66) 

0.10 

0.00 

0.10 

0.04 

0.55 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.117 

0.006 

0.111 

0.051 

45.97 

Safe 

Muhala 

0824000302818800 

0.07 

0.41 

199.08 

0.50 

0.09 

0.59 

0.04 

0.51 

- 

0.1100 

- 

- 

0.077 

0.187 

0.187 

0.775 

0.039 

0.737 

1.028 

139.57 

Over Exploited 

Nasarda 

0824000302819100 

0.07 

0.33 

84.91 

0.39 

0.07 

0.46 

0.04 

0.52 

- 

0.0200 

- 

- 

0.102 

0.122 

0.122 

0.582 

0.029 

0.553 

0.127 

22.97 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Naya Khera 

0824000302821300 

1.636 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.037 

0.43 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Peeplaj 

0821000902586000 

22.256 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.990 

1.57 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.39 

0.43 

0.07 

0.006 

0.05 

0.04 







Non-command 

Phyllite & Schist 

16.597 

1.57 

0.020 

0.15 

0.02 

0.00 

0.00 

0.14 

0.51 

0.57 

0.52 

0.047 

0.39 

0.35 


Peta Nahar Sagar 

0824000302814000 

6.632 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.031 

1.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Nahar Sagar 

Command 

Phyllite & Schist 

0.300 

1.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.02 


Petaummaidsagar 

0824000302821800 

9.064 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.885 

2.89 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.01 

0.002 

0.05 

0.04 






Ummed Sagar (Bhilwara) 

Command 

Phyllite & Schist 

1.156 

2.89 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.01 

0.003 

0.06 

0.05 


Pondrikji Ka Khera 

0824000302819900 

5.148 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.011 

2.84 

0.020 

0.13 

0.02 

0.00 

0.00 

0.04 

0.36 

0.44 

0.50 

0.014 

0.52 

0.42 


Pratappura 

0824000302821400 

5.294 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.707 

0.95 

0.020 

0.04 

0.01 

0.00 

0.00 

0.01 

0.05 

0.07 

0.17 

0.005 

0.17 

0.14 


Raghunthpura (bansra Ka) 

0824000302814700 

2.547 

Fresh 

Nahar Sagar 

Command 

Phyllite & Schist 

2.547 

2.17 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.12 

0.15 

0.07 

0.007 

0.51 

0.44 


Raghurajpura 

0824000302821700 

11.643 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.007 

1.32 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rahar 

0824000302818000 

15.545 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

12.686 

1.36 

0.020 

0.27 

0.04 

0.00 

0.00 

0.05 

0.53 

0.63 

1.02 

0.035 

0.42 

0.35 






Ummed Sagar (Bhilwara) 

Command 

Phyllite & Schist 

2.557 

1.36 

0.020 

0.05 

0.01 

0.00 

0.00 

0.02 

0.09 

0.11 

0.20 

0.007 

0.08 

0.07 


Raipura 

0824000302821500 

3.446 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.773 

1.00 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.09 

0.002 

0.12 

0.09 


Santokpura 

0824000302817800 

1.833 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.913 

1.82 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.07 

0.003 

0.26 

0.21 


Sardar Pura 

0824000302814200 

2.482 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.130 

0.94 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

-0.01 

0.00 

0.000 

0.03 

0.02 






Arwar 

Command 

Phyllite & Schist 

1.882 

0.94 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.04 

0.05 

0.03 

0.005 

0.39 

0.32 







Command 

Gneisses(B.G.C) 

0.094 

0.94 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 






Nahar Sagar 

Command 

Phyllite & Schist 

0.346 

0.94 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.07 

0.06 


Sewni @ Surajpura@gopalpura 

0824000302820800 

7.507 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.919 

1.55 

0.020 

0.01 

0.00 

0.00 

0.00 

0.02 

0.08 

0.11 

0.03 

0.008 

0.19 

0.15 






Ummed Sagar (Bhilwara) 

Command 

Phyllite & Schist 

3.895 

1.55 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.12 

0.15 

0.04 

0.011 

0.26 

0.20 


Shahpura (M) 

0824000342403000 

48.445 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

27.908 

1.25 

0.020 

0.42 

0.00 

0.00 

0.00 

0.08 

1.04 

1.29 

0.00 

1.290 

0.32 

0.25 






Ummed Sagar (Bhilwara) 

Command 

Phyllite & Schist 

10.648 

1.25 

0.020 

0.16 

0.00 

0.00 

0.00 

0.14 

0.29 

0.36 

0.00 

0.492 

0.12 

0.10 


Shambhoopura 

0824000302820500 

1.469 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.469 

3.54 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.13 

0.00 

0.004 

0.52 

0.42 


Shivpura 

0824000302820900 

4.529 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.522 

0.77 

0.020 

0.12 

0.02 

0.00 

0.00 

0.01 

0.16 

0.19 

0.45 

0.013 

0.52 

0.42 


Shokya Khera 

0821000902586100 

9.270 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.270 

1.69 

0.020 

0.07 

0.01 

0.00 

0.00 

0.33 

0.05 

0.05 

0.24 

0.026 

0.53 

0.48 


Sola Ka Khera 

0824000302821100 

2.648 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.072 

0.71 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.07 

0.16 

0.006 

0.42 

0.34 


Surajpura (kadi Sahna) 

0824000302819700 

1.126 

Fresh 

Ummed Sagar (Bhilwara) 

Command 

Phyllite & Schist 

1.126 

1.28 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.07 

0.16 

0.003 

0.55 

0.44 


Taswariya 

0824001002910300 

13.715 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.425 

3.48 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.001 

0.02 

0.01 


Taswariya Bansa 

0824000302814300 

30.069 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.140 

1.51 

0.020 

0.05 

0.01 

0.00 

0.00 

0.02 

0.14 

0.17 

0.17 

0.012 

0.07 

0.06 






Arwar 

Command 

Phyllite & Schist 

6.828 

1.51 

0.020 

0.08 

0.02 

0.00 

0.00 

0.02 

0.25 

0.29 

0.29 

0.019 

0.12 

0.10 







Command 

Gneisses(B.G.C) 

6.860 

1.51 

0.011 

0.06 

0.01 

0.00 

0.00 

0.00 

0.16 

0.19 

0.22 

0.019 

0.12 

0.10 






Nahar Sagar 

Command 

Phyllite & Schist 

8.230 

1.51 

0.020 

0.09 

0.02 

0.00 

0.00 

0.01 

0.30 

0.36 

0.35 

0.023 

0.14 

0.12 


Teetora Mafi 

0824001002903200 

10.028 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.468 

2.10 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.07 

0.005 

0.08 

0.08 


Topa @ Nayagaon 

0824000302817900 

2.268 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.259 

1.57 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.12 

0.14 

0.006 

0.51 

0.42 


Ummedpura 

0821000902586400 

2.398 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.564 

1.25 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.10 

0.004 

0.36 

0.36 



0824000302814100 

8.199 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.023 

1.48 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Arwar 

Command 

Phyllite & Schist 

0.233 

1.48 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 







Command 

Gneisses(B.G.C) 

2.227 

1.48 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.00 

0.006 

0.14 

0.12 

07006049 

Amarpura 

0824000302817700 

2.164 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.164 

1.71 

0.020 

0.13 

0.02 

0.00 

0.00 

0.01 

0.17 

0.21 

0.50 

0.006 

0.51 

0.43 


Amli Kaloosingh 

0824000302813500 

9.901 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.800 

0.64 

0.020 

0.02 

0.00 

0.00 

0.00 

0.05 

0.09 

0.08 

0.03 

0.027 

0.48 

0.54 






Arwar 

Command 

Phyllite & Schist 

0.000 

0.64 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Arniya Ghora 

0824000302817400 

8.230 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.230 

2.79 

0.020 

0.51 

0.08 

0.00 

0.00 

0.04 

0.85 

1.03 

2.00 

0.023 

0.52 

0.43 


Baldarkha 

0824000402825100 

14.450 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

14.450 

1.99 

0.020 

0.27 

0.04 

0.00 

0.00 

0.12 

0.69 

0.67 

1.01 

0.047 

0.49 

0.51 


Balesariya 

0824000402830300 

8.245 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.667 

3.04 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.05 

0.002 

0.05 

0.05 







Non-command 

Gneisses(B.G.C) 

0.515 

3.04 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.002 

0.03 

0.04 


Bamniya 

0824000402829200 

16.300 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.513 

4.70 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.03 

0.002 

0.02 

0.02 


Beran 

0824000402828300 

14.191 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.835 

2.86 

0.020 

0.04 

0.01 

0.00 

0.00 

0.05 

0.20 

0.17 

0.14 

0.013 

0.15 

0.17 







Non-command 

Gneisses(B.G.C) 

9.982 

2.86 

0.015 

0.08 

0.01 

0.00 

0.00 

0.07 

0.43 

0.37 

0.27 

0.033 

0.38 

0.44 


Beskalai 

0824000402827600 

9.509 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.419 

3.42 

0.020 

0.22 

0.03 

0.00 

0.00 

0.10 

0.73 

0.63 

0.82 

0.031 

0.54 

0.63 


Bhatera 

0824000402825200 

11.293 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

11.293 

1.85 

0.020 

0.20 

0.03 

0.00 

0.00 

0.07 

0.51 

0.46 

0.76 

0.037 

0.48 

0.53 


Bhawanipura 

0824000202807900 

4.386 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.210 

3.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.03 







Non-command 

Gneisses(B.G.C) 

0.085 

3.25 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Bheempura 

0824000302815500 

6.970 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.266 

1.21 

0.020 

0.07 

0.01 

0.00 

0.00 

0.09 

0.10 

0.11 

0.27 

0.015 

0.39 

0.32 






Nahar Sagar 

Command 

Phyllite & Schist 

0.024 

1.21 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Biliya 

0824000302816200 

10.452 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.452 

0.02 

0.020 

0.02 

0.00 

0.00 

0.00 

0.05 

-0.03 

-0.03 

0.04 

0.029 

0.50 

0.50 


Borda 

0824000302817000 

16.101 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

16.101 

0.64 

0.020 

0.16 

0.02 

0.00 

0.00 

0.04 

0.30 

0.36 

0.56 

0.045 

0.52 

0.44 


Dabla 

0824000402824900 

15.046 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.191 

0.67 

0.020 

0.25 

0.04 

0.00 

0.00 

0.01 

0.31 

0.27 

0.98 

0.027 

0.25 

0.28 







Non-command 

Gneisses(B.G.C) 

3.363 

0.67 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.09 

0.08 

0.28 

0.011 

0.10 

0.12 






Sareri 

Command 

Phyllite & Schist 

0.012 

0.67 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dagas 

0824000402825400 

3.089 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.089 

2.27 

0.020 

0.12 

0.02 

0.00 

0.00 

0.00 

0.24 

0.21 

0.48 

0.010 

0.49 

0.54 


Delas 

0824000302815900 

5.485 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.485 

1.59 

0.020 

0.05 

0.01 

0.00 

0.00 

0.03 

0.18 

0.21 

0.17 

0.015 

0.51 

0.44 


Deori 

0824000302816400 

4.687 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.687 

1.88 

0.020 

0.04 

0.00 

0.00 

0.00 

0.05 

0.17 

0.17 

0.13 

0.013 

0.50 

0.49 


Dhamaniya 

0824000402826200 

6.291 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.886 

3.13 

0.020 

0.03 

0.00 

0.00 

0.00 

0.04 

0.35 

0.28 

0.10 

0.019 

0.43 

0.55 






Sareri 

Command 

Phyllite & Schist 

0.405 

3.13 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.001 

0.03 

0.04 


Dhokaliya 

0824000302813600 

5.436 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.436 

0.78 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.10 

0.10 

0.12 

0.015 

0.50 

0.50 


Dhuwaliya 

0824000202809000 

15.886 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.436 

3.80 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.01 

0.02 


Dodwaniyon Ka Khera 

0824000402828200 

10.579 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.941 

3.30 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.05 

0.006 

0.10 

0.11 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Naya Khera 

0824000302821300 

0.07 

0.00 

1,139.46 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.014 

38,332.70 

Over Exploited 

Peeplaj 

0821000902586000 

0.20 

0.02 

2,245.27 

0.02 

0.00 

0.02 

0.00 

0.05 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.035 

0.002 

0.034 

0.071 

210.26 

Over Exploited 



0.07 

0.48 

18.23 

0.57 

0.16 

0.73 

0.03 

0.42 

- 

0.1000 

- 

- 

0.204 

0.304 

0.304 

1.029 

0.051 

0.978 

0.565 

57.84 

Safe 

Peta Nahar Sagar 

0824000302814000 

0.07 

0.00 

(34,445.65) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.006 

0.000 

0.005 

0.000 

1.62 

Safe 



0.07 

0.00 

1,701.56 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Petaummaidsagar 

0824000302821800 

0.07 

0.00 

1,937.41 

0.00 

0.00 

0.01 

0.00 

0.05 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.010 

0.001 

0.010 

0.016 

165.87 

Over Exploited 



0.07 

0.01 

1,546.83 

0.01 

0.00 

0.01 

0.01 

0.07 

- 

- 

0.0001 

0.0002 

0.000 

0.000 

0.000 

0.007 

0.000 

0.006 

0.017 

273.66 

Over Exploited 

Pondrikji Ka Khera 

0824000302819900 

0.07 

0.19 

133.14 

0.23 

0.06 

0.29 

0.04 

0.57 

- 

0.0600 

- 

- 

0.058 

0.118 

0.118 

0.403 

0.020 

0.383 

0.518 

135.29 

Over Exploited 

Pratappura 

0824000302821400 

0.07 

0.02 

221.52 

0.02 

0.02 

0.04 

0.01 

0.18 

- 

0.0200 

- 

- 

0.012 

0.032 

0.032 

0.075 

0.004 

0.072 

0.178 

247.99 

Over Exploited 

Raghunthpura (bansra Ka) 

0824000302814700 

0.07 

0.09 

54.80 

0.11 

0.01 

0.12 

0.04 

0.56 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.139 

0.007 

0.132 

0.079 

59.78 

Safe 

Raghurajpura 

0824000302821700 

0.07 

0.00 

224,271.83 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rahar 

0824000302818000 

0.07 

0.38 

65.62 

0.46 

0.09 

0.55 

0.03 

0.45 

- 

0.1900 

- 

- 

0.073 

0.263 

0.263 

0.811 

0.041 

0.770 

1.057 

137.29 

Over Exploited 



0.07 

0.02 

585.18 

0.02 

0.03 

0.05 

0.01 

0.09 

- 

0.0400 

0.0002 

0.0002 

0.032 

0.072 

0.072 

0.122 

0.006 

0.116 

0.209 

180.88 

Over Exploited 

Raipura 

0824000302821500 

0.07 

0.01 

577.99 

0.01 

0.00 

0.01 

0.01 

0.12 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.019 

0.001 

0.018 

0.088 

495.91 

Over Exploited 

Santokpura 

0824000302817800 

0.07 

0.02 

273.07 

0.02 

0.00 

0.02 

0.02 

0.28 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.033 

0.002 

0.031 

0.075 

237.62 

Over Exploited 

Sardar Pura 

0824000302814200 

0.07 

0.00 

(3,175.05) 

0.00 

0.01 

0.01 

0.00 

0.03 

- 

- 

- 

- 

0.013 

0.013 

0.013 

0.022 

0.001 

0.021 

0.000 

1.71 

Safe 



0.07 

0.05 

(14.45) 

0.05 

0.01 

0.05 

0.03 

0.42 

- 

0.0100 

0.0005 

0.0004 

0.011 

0.022 

0.022 

0.075 

0.004 

0.071 

0.034 

48.10 

Safe 



0.04 

0.00 

1,545.78 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.00 

338.12 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.001 

47.39 

Safe 

Sewni @ Surajpura@gopalpura 

0824000302820800 

0.07 

0.04 

163.88 

0.05 

0.02 

0.06 

0.02 

0.21 

- 

0.0100 

- 

- 

0.024 

0.034 

0.034 

0.099 

0.005 

0.094 

0.037 

39.65 

Safe 



0.07 

0.07 

105.28 

0.09 

0.01 

0.10 

0.02 

0.28 

- 

0.0100 

0.0004 

0.0005 

0.021 

0.032 

0.032 

0.132 

0.007 

0.125 

0.054 

43.02 

Safe 

Shahpura (M) 

0824000342403000 

0.07 

0.64 

102.15 

0.76 

0.08 

0.84 

0.03 

0.34 

- 

- 

- 

- 

0.122 

0.122 

0.122 

0.966 

0.048 

0.918 

1.290 

140.55 

Over Exploited 



0.07 

0.09 

288.98 

0.11 

0.14 

0.25 

0.01 

0.13 

- 

- 

0.0012 

0.0015 

0.204 

0.207 

0.207 

0.453 

0.023 

0.431 

0.492 

114.30 

Over Exploited 

Shambhoopura 

0824000302820500 

0.07 

0.06 

133.09 

0.07 

0.00 

0.07 

0.04 

0.56 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.069 

0.003 

0.065 

0.004 

6.27 

Safe 

Shivpura 

0824000302820900 

0.07 

0.17 

13.83 

0.19 

0.03 

0.23 

0.04 

0.57 

- 

0.0800 

- 

- 

0.020 

0.100 

0.100 

0.328 

0.016 

0.312 

0.459 

146.96 

Over Exploited 

Shokya Khera 

0821000902586100 

0.07 

0.37 

(85.94) 

0.30 

0.34 

0.63 

0.04 

0.57 

- 

0.0300 

- 

- 

0.491 

0.521 

0.521 

1.153 

0.058 

1.096 

0.266 

24.32 

Safe 

Sola Ka Khera 

0824000302821100 

0.07 

0.06 

14.06 

0.07 

0.01 

0.08 

0.03 

0.46 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.116 

0.006 

0.110 

0.164 

148.49 

Over Exploited 

Surajpura (kadi Sahna) 

0824000302819700 

0.07 

0.04 

60.29 

0.05 

0.01 

0.06 

0.04 

0.59 

- 

0.0300 

0.0001 

0.0002 

0.002 

0.032 

0.032 

0.097 

0.005 

0.092 

0.163 

176.63 

Over Exploited 

Taswariya 

0824001002910300 

0.04 

0.00 

10,699.63 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.019 

5,480.46 

Over Exploited 

Taswariya Bansa 

0824000302814300 

0.07 

0.02 

705.85 

0.03 

0.03 

0.06 

0.01 

0.08 

- 

0.0300 

- 

- 

0.031 

0.061 

0.061 

0.117 

0.006 

0.111 

0.185 

165.79 

Over Exploited 



0.07 

0.06 

410.76 

0.07 

0.04 

0.11 

0.01 

0.13 

- 

0.0500 

0.0020 

0.0024 

0.026 

0.081 

0.081 

0.187 

0.009 

0.177 

0.307 

173.15 

Over Exploited 



0.04 

0.03 

485.43 

0.04 

0.01 

0.05 

0.01 

0.13 

- 

0.0400 

0.0020 

0.0024 

0.006 

0.051 

0.051 

0.103 

0.005 

0.098 

0.235 

239.08 

Over Exploited 



0.07 

0.08 

331.09 

0.10 

0.03 

0.13 

0.01 

0.15 

- 

0.0600 

- 

- 

0.020 

0.080 

0.080 

0.213 

0.011 

0.203 

0.369 

181.99 

Over Exploited 

Teetora Mafi 

0824001002903200 

0.04 

0.01 

1,555.95 

0.01 

0.00 

0.01 

0.01 

0.09 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.019 

0.001 

0.018 

0.071 

384.59 

Over Exploited 

Topa @ Nayagaon 

0824000302817900 

0.07 

0.08 

45.97 

0.10 

0.01 

0.11 

0.04 

0.55 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.140 

0.007 

0.133 

0.150 

112.86 

Over Exploited 

Ummedpura 

0821000902586400 

0.07 

0.04 

29.25 

0.05 

0.00 

0.05 

0.03 

0.39 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.072 

0.004 

0.068 

0.100 

147.28 

Over Exploited 


0824000302814100 

0.07 

0.00 

(59,226.47) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.005 

0.000 

0.005 

0.000 

1.39 

Safe 



0.07 

0.00 

3,222.64 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

0.0001 

0.0001 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.04 

0.01 

198.24 

0.01 

0.00 

0.02 

0.01 

0.15 

- 

- 

0.0007 

0.0008 

0.007 

0.009 

0.009 

0.028 

0.001 

0.027 

0.006 

22.86 

Safe 

Amarpura 

0824000302817700 

0.07 

0.08 

159.52 

0.10 

0.03 

0.13 

0.04 

0.55 

- 

0.0900 

- 

- 

0.018 

0.108 

0.108 

0.235 

0.012 

0.223 

0.510 

228.34 

Over Exploited 

Amli Kaloosingh 

0824000302813500 

0.07 

0.34 

(75.43) 

0.27 

0.05 

0.33 

0.03 

0.52 

- 

- 

- 

- 

0.079 

0.079 

0.079 

0.406 

0.020 

0.386 

0.056 

14.58 

Safe 



0.07 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Arniya Ghora 

0824000302817400 

0.07 

0.31 

232.82 

0.37 

0.12 

0.49 

0.04 

0.56 

- 

0.2300 

- 

- 

0.056 

0.286 

0.286 

0.774 

0.039 

0.735 

2.025 

275.55 

Over Exploited 

Baldarkha 

0824000402825100 

0.06 

0.40 

68.41 

0.48 

0.16 

0.64 

0.04 

0.53 

- 

0.1900 

- 

- 

0.180 

0.370 

0.370 

1.007 

0.050 

0.957 

1.058 

110.60 

Over Exploited 

Balesariya 

0824000402830300 

0.06 

0.00 

2,198.06 

0.00 

0.00 

0.01 

0.00 

0.05 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.024 

0.001 

0.023 

0.052 

228.49 

Over Exploited 



0.04 

0.00 

3,785.42 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.002 

0.000 

0.001 

0.032 

2,138.94 

Over Exploited 

Bamniya 

0824000402829200 

0.06 

0.00 

10,509.29 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.027 

4,712.15 

Over Exploited 

Beran 

0824000402828300 

0.06 

0.03 

438.80 

0.04 

0.06 

0.10 

0.01 

0.16 

- 

0.0200 

- 

- 

0.080 

0.100 

0.100 

0.200 

0.010 

0.190 

0.156 

81.85 

Semi Critical 



0.04 

0.15 

142.31 

0.18 

0.08 

0.26 

0.03 

0.41 

- 

0.0300 

- 

- 

0.103 

0.133 

0.133 

0.393 

0.020 

0.373 

0.305 

81.68 

Semi Critical 

Beskalai 

0824000402827600 

0.06 

0.28 

123.16 

0.34 

0.13 

0.47 

0.05 

0.59 

- 

0.1500 

- 

- 

0.152 

0.302 

0.302 

0.774 

0.039 

0.735 

0.854 

116.18 

Over Exploited 

Bhatera 

0824000402825200 

0.06 

0.30 

55.18 

0.36 

0.10 

0.46 

0.04 

0.51 

- 

0.1400 

- 

- 

0.112 

0.252 

0.252 

0.715 

0.036 

0.680 

0.793 

116.68 

Over Exploited 

Bhawanipura 

0824000202807900 

0.06 

0.00 

3,512.64 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.001 

31.12 

Safe 



0.05 

0.00 

8,866.70 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.000 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bheempura 

0824000302815500 

0.07 

0.15 

(21.87) 

0.12 

0.10 

0.22 

0.03 

0.42 

- 

0.0500 

- 

- 

0.137 

0.187 

0.187 

0.406 

0.020 

0.386 

0.289 

74.80 

Semi Critical 



0.07 

0.00 

22,626.70 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Biliya 

0824000302816200 

0.07 

0.37 

(106.78) 

0.30 

0.05 

0.35 

0.04 

0.54 

- 

- 

- 

- 

0.074 

0.074 

0.074 

0.423 

0.021 

0.402 

0.072 

17.91 

Safe 

Borda 

0824000302817000 

0.07 

0.61 

(41.02) 

0.49 

0.06 

0.55 

0.04 

0.57 

- 

0.0600 

- 

- 

0.066 

0.126 

0.126 

0.677 

0.034 

0.643 

0.607 

94.32 

Critical 

Dabla 

0824000402824900 

0.06 

0.12 

135.14 

0.14 

0.05 

0.19 

0.02 

0.27 

- 

0.1100 

- 

- 

0.021 

0.131 

0.131 

0.325 

0.016 

0.308 

1.008 

326.79 

Over Exploited 



0.04 

0.01 

489.39 

0.02 

0.01 

0.03 

0.01 

0.11 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.059 

0.003 

0.056 

0.295 

523.11 

Over Exploited 



0.06 

0.00 

81,117.11 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dagas 

0824000402825400 

0.06 

0.08 

152.40 

0.10 

0.02 

0.12 

0.04 

0.53 

- 

0.0900 

- 

- 

0.005 

0.095 

0.095 

0.220 

0.011 

0.209 

0.489 

233.68 

Over Exploited 

Delas 

0824000302815900 

0.07 

0.20 

3.89 

0.21 

0.04 

0.25 

0.04 

0.55 

- 

0.0300 

- 

- 

0.051 

0.081 

0.081 

0.336 

0.017 

0.319 

0.188 

59.03 

Safe 

Deori 

0824000302816400 

0.07 

0.17 

(0.59) 

0.17 

0.05 

0.22 

0.04 

0.54 

- 

0.0100 

- 

- 

0.076 

0.086 

0.086 

0.304 

0.015 

0.289 

0.143 

49.45 

Safe 

Dhamaniya 

0824000402826200 

0.06 

0.14 

96.21 

0.17 

0.04 

0.22 

0.04 

0.48 

- 

0.0100 

- 

- 

0.067 

0.077 

0.077 

0.292 

0.015 

0.277 

0.120 

43.36 

Safe 



0.06 

0.00 

2,875.18 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0002 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.009 

813.75 

Over Exploited 

Dhokaliya 

0824000302813600 

0.07 

0.20 

(48.12) 

0.16 

0.01 

0.17 

0.04 

0.54 

- 

0.0200 

- 

- 

0.020 

0.040 

0.040 

0.209 

0.010 

0.198 

0.130 

65.61 

Safe 

Dhuwaliya 

0824000202809000 

0.05 

0.00 

7,400.21 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

3,994.21 

Over Exploited 

Dodwaniyon Ka Khera 

0824000402828200 

0.04 

0.01 

1,124.48 

0.01 

0.00 

0.01 

0.01 

0.11 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.023 

0.001 

0.021 

0.054 

254.05 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Dohariya 

0824000302815400 

11.579 

Fresh 

Nahar Sagar 

Command 

Phyllite & Schist 

0.009 

0.87 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dudla 

0824000402829900 

8.363 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.007 

3.19 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.12 

0.08 

0.007 

0.14 

0.16 


Fatehpura @ Beski 

0824000302816900 

2.499 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.499 

0.67 

0.020 

0.07 

0.01 

0.00 

0.00 

0.01 

0.08 

0.09 

0.26 

0.007 

0.52 

0.45 


Ganeshpura 

0824000302815800 

2.239 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.239 

2.45 

0.020 

0.02 

0.00 

0.00 

0.00 

0.03 

0.10 

0.12 

0.07 

0.006 

0.52 

0.43 


Ganglas 

0824000102801100 

12.031 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.511 

3.43 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.002 

0.02 

0.02 


Gharta 

0824000402825000 

10.161 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.746 

0.41 

0.020 

0.20 

0.03 

0.00 

0.00 

0.12 

0.12 

0.11 

0.78 

0.029 

0.42 

0.45 







Non-command 

Gneisses(B.G.C) 

1.415 

0.41 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.09 

0.005 

0.07 

0.07 


Gora Ka Khera 

0824000402825900 

5.332 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.180 

3.23 

0.020 

0.06 

0.01 

0.00 

0.00 

0.02 

0.37 

0.28 

0.21 

0.017 

0.43 

0.57 







Non-command 

Gneisses(B.G.C) 

0.152 

3.23 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.02 


Hukampura 

0824000302812200 

6.725 

Fresh 

Arwar 

Command 

Gneisses(B.G.C) 

0.257 

1.61 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.02 


Iras 

0824000102800600 

10.955 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.212 

4.00 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.01 


Jaliya Khera 

0824000402825600 

3.773 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.773 

2.09 

0.020 

0.05 

0.01 

0.00 

0.00 

0.16 

0.04 

0.03 

0.19 

0.012 

0.47 

0.56 


Jasoriya 

0824000402824800 

16.506 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.146 

1.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Sareri 

Command 

Phyllite & Schist 

0.599 

1.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.002 

0.02 

0.02 


Jaswanpura 

0824000402828500 

3.609 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.572 

2.46 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.19 

0.16 

0.10 

0.012 

0.54 

0.65 


Jhatal 

0824000402826800 

7.780 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.780 

2.48 

0.020 

0.11 

0.02 

0.00 

0.00 

0.09 

0.38 

0.36 

0.41 

0.026 

0.50 

0.53 


Juwara Ka Khera 

0824000302821200 

0.685 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.507 

0.74 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.03 

0.03 

0.13 

0.001 

0.40 

0.32 


Kanechhan Kalan 

0824000302813900 

27.912 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

13.332 

1.72 

0.020 

0.04 

0.01 

0.00 

0.00 

0.14 

0.35 

0.40 

0.10 

0.037 

0.24 

0.21 







Non-command 

Gneisses(B.G.C) 

0.147 

1.72 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Arwar 

Command 

Phyllite & Schist 

3.400 

1.72 

0.020 

0.01 

0.00 

0.00 

0.00 

0.03 

0.10 

0.11 

0.03 

0.009 

0.06 

0.05 







Command 

Gneisses(B.G.C) 

10.458 

1.72 

0.011 

0.03 

0.00 

0.00 

0.00 

0.02 

0.20 

0.23 

0.07 

0.029 

0.19 

0.17 


Kanechhan Khurd 

0824000302813700 

7.182 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.012 

1.47 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.12 

0.12 

0.01 

0.011 

0.28 

0.29 







Non-command 

Gneisses(B.G.C) 

0.607 

1.47 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.04 

0.04 






Arwar 

Command 

Phyllite & Schist 

2.380 

1.47 

0.020 

0.01 

0.00 

0.00 

0.00 

0.05 

0.03 

0.03 

0.01 

0.007 

0.16 

0.17 







Command 

Gneisses(B.G.C) 

0.175 

1.47 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Kasoriya 

0824000402824700 

15.387 

Fresh 

Sareri 

Command 

Phyllite & Schist 

0.011 

1.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khamor 

0824000302813400 

29.579 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

13.001 

0.36 

0.020 

0.02 

0.00 

0.00 

0.00 

0.08 

0.04 

0.03 

0.03 

0.036 

0.21 

0.24 







Non-command 

Gneisses(B.G.C) 

10.965 

0.36 

0.011 

0.02 

0.00 

0.00 

0.00 

0.08 

-0.02 

-0.01 

0.02 

0.030 

0.18 

0.21 


Khatan Kheri 

0824000402827500 

6.774 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.774 

3.08 

0.020 

0.11 

0.02 

0.00 

0.00 

0.07 

0.44 

0.38 

0.41 

0.022 

0.52 

0.59 


Khera Raj Pura @ Suratsingh Ka K 

0824000302822500 

5.552 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.193 

1.78 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.02 


Khumanpura 

0824000102801000 

1.467 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.000 

3.64 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kotri 

0824000402825500 

2.268 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.268 

2.33 

0.020 

0.04 

0.01 

0.00 

0.00 

0.01 

0.12 

0.10 

0.17 

0.007 

0.48 

0.56 


Kundiya Kalan 

0824000402825800 

23.356 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

17.304 

2.38 

0.020 

0.27 

0.04 

0.00 

0.00 

0.27 

0.79 

0.62 

1.01 

0.057 

0.33 

0.43 







Non-command 

Gneisses(B.G.C) 

0.006 

2.38 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Sareri 

Command 

Phyllite & Schist 

5.976 

2.38 

0.020 

0.10 

0.01 

0.00 

0.00 

0.03 

0.34 

0.27 

0.36 

0.020 

0.12 

0.15 


Kundiya Khurd 

0824000402825700 

13.033 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.774 

1.47 

0.020 

0.04 

0.01 

0.00 

0.00 

0.02 

0.12 

0.10 

0.13 

0.012 

0.13 

0.15 






Sareri 

Command 

Phyllite & Schist 

8.778 

1.47 

0.020 

0.09 

0.01 

0.00 

0.00 

0.03 

0.31 

0.26 

0.31 

0.029 

0.31 

0.36 


Lamba 

0824000402829100 

7.156 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.692 

3.67 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.05 

0.002 

0.05 

0.06 


Lambia Kalan 

0824000402827900 

21.570 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

16.851 

2.62 

0.020 

0.32 

0.05 

0.00 

0.00 

0.12 

1.03 

0.83 

1.21 

0.055 

0.39 

0.48 







Non-command 

Gneisses(B.G.C) 

4.361 

2.62 

0.015 

0.06 

0.01 

0.00 

0.00 

0.03 

0.20 

0.16 

0.22 

0.014 

0.10 

0.12 


Lambia Khurd 

0824000402827800 

11.868 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

11.868 

2.65 

0.020 

0.13 

0.02 

0.00 

0.00 

0.04 

0.70 

0.58 

0.49 

0.039 

0.53 

0.64 


Lotiyas 

0824000402826400 

9.205 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.205 

2.89 

0.020 

0.17 

0.02 

0.00 

0.00 

0.05 

0.63 

0.51 

0.63 

0.030 

0.49 

0.60 


Mandi 

0824000402825300 

3.010 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.010 

2.12 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.13 

0.11 

0.03 

0.010 

0.48 

0.53 


Mataji Ka Khera 

0824000302819500 

7.151 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.557 

1.69 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.10 

0.14 

0.004 

0.11 

0.09 


Mengras 

0824000402827700 

13.436 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

13.436 

3.26 

0.020 

0.16 

0.02 

0.00 

0.00 

0.18 

0.84 

0.70 

0.59 

0.044 

0.54 

0.64 


Meoda 

0824000302817200 

2.451 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.451 

1.83 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.11 

0.13 

0.10 

0.007 

0.54 

0.44 


Moriya Khera 

0824000402827400 

3.169 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.169 

3.17 

0.020 

0.02 

0.00 

0.00 

0.00 

0.02 

0.20 

0.19 

0.07 

0.010 

0.52 

0.55 


Musha 

0824000402826900 

7.790 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.790 

2.70 

0.020 

0.12 

0.02 

0.00 

0.00 

0.08 

0.44 

0.47 

0.44 

0.026 

0.51 

0.49 


Mushi 

0824000402827000 

19.144 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

17.681 

3.30 

0.020 

0.28 

0.04 

0.00 

0.00 

0.15 

1.26 

1.30 

1.03 

0.058 

0.48 

0.47 


Nai Rajyas 

0824000302812700 

7.356 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.010 

1.46 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

0.508 

1.46 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.03 

0.04 






Arwar 

Command 

Gneisses(B.G.C) 

0.278 

1.46 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.02 


Nanakpura 

0824000502844700 

3.896 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.029 

3.41 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Narayan Pura 

0824000302817300 

2.721 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.721 

2.28 

0.020 

0.10 

0.01 

0.00 

0.00 

0.01 

0.21 

0.25 

0.39 

0.008 

0.53 

0.44 


Nathriyas 

0824000302812900 

4.453 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.482 

0.90 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.03 

0.004 

0.16 

0.19 


Naya Khera 

0824000302821300 

1.636 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.599 

0.43 

0.020 

0.09 

0.02 

0.00 

0.00 

0.00 

0.08 

0.10 

0.35 

0.004 

0.52 

0.42 


Naya Sarsoonda 

0824000302813800 

4.542 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.542 

1.38 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.13 

0.14 

0.04 

0.013 

0.51 

0.46 


Naya Talab 

0824000302816100 

4.496 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.496 

-0.51 

0.020 

0.07 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.25 

0.012 

0.51 

0.47 


Nimbahera Kalan 

0824000402826600 

5.619 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.619 

2.74 

0.020 

0.11 

0.02 

0.00 

0.00 

0.09 

0.31 

0.26 

0.40 

0.018 

0.49 

0.58 


Nimbahera Khurd 

0824000402826700 

4.283 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.283 

2.65 

0.020 

0.17 

0.03 

0.00 

0.00 

0.04 

0.33 

0.29 

0.68 

0.014 

0.50 

0.56 


Nimbera 

0824000302817100 

6.144 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.144 

-0.70 

0.020 

0.04 

0.01 

0.00 

0.00 

0.04 

0.00 

0.00 

0.13 

0.017 

0.54 

0.44 


Nola Ka Khera 

0824000402827300 

1.596 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.596 

3.35 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.12 

0.11 

0.08 

0.005 

0.53 

0.57 


Panotiya 

0824000302812800 

7.055 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.171 

1.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

0.013 

1.25 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Patiyon Ka Khera 

0824000102800900 

1.590 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.013 

3.75 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Peta Nahar Sagar 

0824000302814000 

6.632 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.312 

1.25 

0.020 

0.02 

0.00 

0.00 

0.00 

0.32 

-0.17 

-0.20 

0.04 

0.015 

0.41 

0.34 






Arwar 

Command 

Phyllite & Schist 

0.787 

1.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.03 

-0.01 

-0.01 

0.00 

0.002 

0.06 

0.05 






Nahar Sagar 

Command 

Phyllite & Schist 

0.203 

1.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.01 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Dohariya 

0824000302815400 

0.07 

0.00 

75,653.95 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dudla 

0824000402829900 

0.06 

0.02 

701.06 

0.02 

0.00 

0.02 

0.01 

0.15 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.036 

0.002 

0.034 

0.091 

266.39 

Over Exploited 

Fatehpura @ Beski 

0824000302816900 

0.07 

0.09 

(1.27) 

0.09 

0.02 

0.12 

0.04 

0.56 

- 

0.0300 

- 

- 

0.020 

0.050 

0.050 

0.167 

0.008 

0.158 

0.266 

168.08 

Over Exploited 

Ganeshpura 

0824000302815800 

0.07 

0.08 

46.81 

0.10 

0.03 

0.13 

0.04 

0.56 

- 

0.0100 

- 

- 

0.040 

0.050 

0.050 

0.177 

0.009 

0.168 

0.078 

46.52 

Safe 

Ganglas 

0824000102801100 

0.04 

0.00 

5,087.25 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.016 

3,419.60 

Over Exploited 

Gharta 

0824000402825000 

0.06 

0.20 

(43.99) 

0.16 

0.15 

0.31 

0.03 

0.45 

- 

0.0900 

- 

- 

0.178 

0.268 

0.268 

0.579 

0.029 

0.550 

0.810 

147.29 

Over Exploited 



0.04 

0.00 

593.16 

0.00 

0.00 

0.00 

0.00 

0.07 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.015 

0.001 

0.014 

0.095 

683.01 

Over Exploited 

Gora Ka Khera 

0824000402825900 

0.06 

0.12 

122.62 

0.15 

0.03 

0.18 

0.04 

0.48 

- 

0.0200 

- 

- 

0.030 

0.050 

0.050 

0.230 

0.011 

0.218 

0.227 

103.95 

Over Exploited 



0.04 

0.00 

7,168.91 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

7,399.01 

Over Exploited 

Hukampura 

0824000302812200 

0.04 

0.00 

2,342.34 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Iras 

0824000102800600 

0.04 

0.00 

13,068.48 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

14,163.31 

Over Exploited 

Jaliya Khera 

0824000402825600 

0.06 

0.10 

(69.57) 

0.08 

0.17 

0.25 

0.04 

0.51 

- 

0.0200 

- 

- 

0.243 

0.263 

0.263 

0.514 

0.026 

0.488 

0.205 

42.07 

Safe 

Jasoriya 

0824000402824800 

0.06 

0.00 

10,381.96 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

2,409.33 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0003 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.010 

851.78 

Over Exploited 

Jaswanpura 

0824000402828500 

0.06 

0.11 

50.72 

0.13 

0.01 

0.14 

0.05 

0.59 

- 

0.0100 

- 

- 

0.019 

0.029 

0.029 

0.170 

0.009 

0.162 

0.113 

69.65 

Safe 

Jhatal 

0824000402826800 

0.06 

0.22 

66.90 

0.26 

0.11 

0.38 

0.04 

0.55 

- 

0.0800 

- 

- 

0.142 

0.222 

0.222 

0.600 

0.030 

0.570 

0.438 

76.82 

Semi Critical 

Juwara Ka Khera 

0824000302821200 

0.07 

0.01 

135.32 

0.02 

0.01 

0.03 

0.03 

0.43 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.047 

0.002 

0.045 

0.131 

291.89 

Over Exploited 

Kanechhan Kalan 

0824000302813900 

0.07 

0.23 

70.05 

0.28 

0.15 

0.43 

0.02 

0.26 

- 

0.0200 

- 

- 

0.207 

0.227 

0.227 

0.655 

0.033 

0.622 

0.138 

22.20 

Safe 



0.04 

0.00 

20,328.62 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.02 

645.10 

0.02 

0.03 

0.05 

0.00 

0.07 

- 

0.0100 

0.0010 

0.0012 

0.041 

0.053 

0.053 

0.098 

0.005 

0.093 

0.038 

41.26 

Safe 



0.04 

0.08 

190.02 

0.10 

0.02 

0.12 

0.02 

0.21 

- 

0.0100 

0.0031 

0.0037 

0.035 

0.052 

0.052 

0.171 

0.009 

0.163 

0.094 

57.84 

Safe 

Kanechhan Khurd 

0824000302813700 

0.07 

0.08 

45.24 

0.10 

0.01 

0.10 

0.02 

0.30 

- 

- 

- 

- 

0.011 

0.011 

0.011 

0.114 

0.006 

0.108 

0.025 

23.32 

Safe 



0.04 

0.00 

826.08 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.002 

145.76 

Over Exploited 



0.07 

0.03 

15.96 

0.03 

0.05 

0.08 

0.01 

0.18 

- 

- 

0.0007 

0.0008 

0.069 

0.071 

0.071 

0.149 

0.007 

0.142 

0.021 

14.52 

Safe 



0.04 

0.00 

3,093.91 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kasoriya 

0824000402824700 

0.06 

0.00 

169,143.95 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khamor 

0824000302813400 

0.07 

0.20 

(83.37) 

0.16 

0.08 

0.24 

0.01 

0.23 

- 

- 

- 

- 

0.115 

0.115 

0.115 

0.351 

0.018 

0.334 

0.065 

19.53 

Safe 



0.04 

0.08 

(118.07) 

0.06 

0.08 

0.14 

0.01 

0.19 

- 

- 

- 

- 

0.120 

0.120 

0.120 

0.263 

0.013 

0.250 

0.052 

20.97 

Safe 

Khatan Kheri 

0824000402827500 

0.06 

0.20 

95.08 

0.24 

0.09 

0.33 

0.05 

0.57 

- 

0.0800 

- 

- 

0.106 

0.186 

0.186 

0.513 

0.026 

0.487 

0.434 

89.11 

Semi Critical 

Khera Raj Pura @ Suratsingh Ka K 

0824000302822500 

0.07 

0.00 

3,072.78 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.015 

5,121.11 

Over Exploited 

Khumanpura 

0824000102801000 

0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kotri 

0824000402825500 

0.06 

0.06 

71.44 

0.07 

0.02 

0.10 

0.04 

0.53 

- 

0.0200 

- 

- 

0.022 

0.042 

0.042 

0.141 

0.007 

0.133 

0.175 

131.42 

Over Exploited 

Kundiya Kalan 

0824000402825800 

0.06 

0.32 

92.51 

0.39 

0.31 

0.69 

0.03 

0.37 

- 

0.1100 

- 

- 

0.398 

0.508 

0.508 

1.200 

0.060 

1.140 

1.068 

93.68 

Critical 



0.04 

0.00 

646,145.35 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.000 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.04 

602.59 

0.05 

0.04 

0.09 

0.01 

0.13 

- 

0.0400 

0.0026 

0.0032 

0.047 

0.093 

0.093 

0.180 

0.009 

0.171 

0.375 

218.86 

Over Exploited 

Kundiya Khurd 

0824000402825700 

0.06 

0.03 

268.64 

0.03 

0.03 

0.06 

0.01 

0.14 

- 

0.0200 

- 

- 

0.032 

0.053 

0.053 

0.117 

0.006 

0.112 

0.146 

131.14 

Over Exploited 



0.06 

0.15 

74.93 

0.18 

0.04 

0.22 

0.03 

0.33 

- 

0.0400 

0.0039 

0.0046 

0.048 

0.096 

0.096 

0.318 

0.016 

0.303 

0.342 

112.97 

Over Exploited 

Lamba 

0824000402829100 

0.06 

0.00 

2,282.07 

0.00 

0.00 

0.00 

0.00 

0.06 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.017 

0.001 

0.016 

0.052 

323.41 

Over Exploited 

Lambia Kalan 

0824000402827900 

0.06 

0.36 

129.49 

0.44 

0.17 

0.61 

0.04 

0.42 

- 

0.1400 

- 

- 

0.184 

0.324 

0.324 

0.933 

0.047 

0.887 

1.261 

142.26 

Over Exploited 



0.04 

0.02 

806.51 

0.02 

0.04 

0.06 

0.01 

0.11 

- 

0.0300 

- 

- 

0.038 

0.068 

0.068 

0.125 

0.006 

0.118 

0.238 

201.42 

Over Exploited 

Lambia Khurd 

0824000402827800 

0.06 

0.35 

65.05 

0.42 

0.06 

0.48 

0.05 

0.58 

- 

0.0500 

- 

- 

0.065 

0.115 

0.115 

0.597 

0.030 

0.567 

0.526 

92.71 

Critical 

Lotiyas 

0824000402826400 

0.06 

0.25 

106.27 

0.30 

0.07 

0.37 

0.04 

0.53 

- 

0.0700 

- 

- 

0.073 

0.143 

0.143 

0.511 

0.026 

0.485 

0.660 

136.10 

Over Exploited 

Mandi 

0824000402825300 

0.06 

0.08 

40.30 

0.10 

0.01 

0.11 

0.04 

0.52 

- 

- 

- 

- 

0.018 

0.018 

0.018 

0.127 

0.006 

0.121 

0.035 

28.91 

Safe 

Mataji Ka Khera 

0824000302819500 

0.07 

0.01 

661.45 

0.02 

0.01 

0.03 

0.01 

0.12 

- 

0.0300 

- 

- 

0.003 

0.034 

0.034 

0.061 

0.003 

0.058 

0.148 

254.94 

Over Exploited 

Mengras 

0824000402827700 

0.06 

0.40 

74.27 

0.48 

0.20 

0.69 

0.05 

0.59 

- 

0.0700 

- 

- 

0.272 

0.342 

0.342 

1.027 

0.051 

0.976 

0.635 

65.07 

Safe 

Meoda 

0824000302817200 

0.07 

0.10 

36.73 

0.12 

0.01 

0.13 

0.04 

0.59 

- 

0.0200 

- 

- 

0.020 

0.040 

0.040 

0.168 

0.008 

0.160 

0.108 

67.39 

Safe 

Moriya Khera 

0824000402827400 

0.06 

0.09 

110.76 

0.11 

0.02 

0.13 

0.04 

0.56 

- 

0.0100 

- 

- 

0.026 

0.036 

0.036 

0.163 

0.008 

0.155 

0.077 

50.09 

Safe 

Musha 

0824000402826900 

0.06 

0.22 

110.38 

0.27 

0.10 

0.36 

0.04 

0.56 

- 

0.0800 

- 

- 

0.116 

0.196 

0.196 

0.560 

0.028 

0.532 

0.463 

86.91 

Semi Critical 

Mushi 

0824000402827000 

0.06 

0.48 

173.48 

0.57 

0.19 

0.76 

0.04 

0.52 

- 

0.1900 

- 

- 

0.221 

0.411 

0.411 

1.169 

0.058 

1.111 

1.091 

98.20 

Critical 

Nai Rajyas 

0824000302812700 

0.07 

0.00 

62,441.49 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

990.72 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

180.11 

Over Exploited 



0.04 

0.00 

1,890.24 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Nanakpura 

0824000502844700 

0.03 

0.00 

34,125.76 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Narayan Pura 

0824000302817300 

0.07 

0.10 

141.82 

0.13 

0.02 

0.14 

0.04 

0.58 

- 

0.0700 

- 

- 

0.009 

0.079 

0.079 

0.220 

0.011 

0.209 

0.397 

189.58 

Over Exploited 

Nathriyas 

0824000302812900 

0.07 

0.02 

82.37 

0.02 

- 

0.02 

0.01 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.031 

0.002 

0.029 

0.033 

113.45 

Over Exploited 

Naya Khera 

0824000302821300 

0.07 

0.06 

68.09 

0.07 

0.02 

0.09 

0.04 

0.57 

- 

0.0600 

- 

- 

0.002 

0.062 

0.062 

0.157 

0.008 

0.149 

0.350 

235.66 

Over Exploited 

Naya Sarsoonda 

0824000302813800 

0.07 

0.17 

(16.36) 

0.14 

0.01 

0.15 

0.04 

0.55 

- 

0.0100 

- 

- 

0.015 

0.025 

0.025 

0.174 

0.009 

0.166 

0.056 

33.58 

Safe 

Naya Talab 

0824000302816100 

0.07 

0.16 

- 

0.16 

0.02 

0.19 

0.04 

0.55 

- 

0.0300 

- 

- 

0.019 

0.049 

0.049 

0.236 

0.024 

0.212 

0.257 

121.18 

Over Exploited 

Nimbahera Kalan 

0824000402826600 

0.06 

0.15 

70.04 

0.19 

0.11 

0.30 

0.04 

0.54 

- 

0.0500 

- 

- 

0.134 

0.184 

0.184 

0.480 

0.024 

0.456 

0.421 

92.48 

Critical 

Nimbahera Khurd 

0824000402826700 

0.06 

0.12 

144.00 

0.14 

0.07 

0.21 

0.04 

0.55 

- 

0.1300 

- 

- 

0.058 

0.188 

0.188 

0.401 

0.020 

0.381 

0.694 

182.38 

Over Exploited 

Nimbera 

0824000302817100 

0.07 

0.24 

- 

0.24 

0.05 

0.29 

0.04 

0.58 

- 

0.0100 

- 

- 

0.054 

0.064 

0.064 

0.349 

0.035 

0.314 

0.147 

46.83 

Safe 

Nola Ka Khera 

0824000402827300 

0.06 

0.05 

130.98 

0.06 

0.01 

0.07 

0.04 

0.57 

- 

0.0100 

- 

- 

0.017 

0.027 

0.027 

0.094 

0.005 

0.089 

0.081 

91.34 

Critical 

Panotiya 

0824000302812800 

0.07 

0.00 

2,437.75 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

40,951.36 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Patiyon Ka Khera 

0824000102800900 

0.04 

0.00 

25,706.77 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Peta Nahar Sagar 

0824000302814000 

0.07 

0.16 

(230.36) 

0.13 

0.32 

0.45 

0.03 

0.44 

- 

0.0100 

- 

- 

0.485 

0.495 

0.495 

0.944 

0.047 

0.897 

0.058 

6.44 

Safe 



0.07 

0.00 

(332.42) 

0.00 

0.03 

0.03 

0.00 

0.07 

- 

- 

0.0002 

0.0003 

0.040 

0.040 

0.040 

0.069 

0.003 

0.066 

0.002 

3.32 

Safe 



0.07 

0.00 

2,569.70 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Phooliya Khurd 

0824000302822400 

13.137 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.975 

1.47 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.14 

0.14 

0.008 

0.12 

0.10 


Pratappura 

0824000302821400 

5.294 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.568 

0.95 

0.020 

0.09 

0.01 

0.00 

0.00 

0.01 

0.14 

0.17 

0.36 

0.010 

0.35 

0.29 



0824000402827100 

1.166 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.162 

4.28 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.11 

0.10 

0.06 

0.004 

0.54 

0.57 


Rahar 

0824000302818000 

15.545 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.302 

1.36 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.001 

0.01 

0.01 


Raipura 

0824000302821500 

3.446 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.162 

1.00 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

-0.01 

0.01 

0.000 

0.02 

0.02 


Rakshi 

0824000402829000 

7.860 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.680 

3.45 

0.020 

0.05 

0.01 

0.00 

0.00 

0.07 

0.29 

0.24 

0.19 

0.015 

0.34 

0.40 


Rampura 

0824000302813300 

4.840 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.033 

0.36 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rampuriya 

0824000102800700 

7.044 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.268 

3.98 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.02 

0.02 


Rayla 

0824000402826100 

25.449 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

12.638 

3.74 

0.020 

0.17 

0.02 

0.00 

0.00 

0.04 

1.06 

0.81 

0.62 

0.041 

0.23 

0.29 







Non-command 

Gneisses(B.G.C) 

11.607 

3.74 

0.015 

0.11 

0.02 

0.00 

0.00 

0.06 

0.68 

0.52 

0.41 

0.038 

0.21 

0.27 


Roopaheli Khurd 

0824000402828000 

12.711 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.193 

3.34 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.01 


Rooppura 

0824000302816000 

6.817 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.817 

0.63 

0.020 

0.22 

0.03 

0.00 

0.00 

0.03 

0.24 

0.28 

0.86 

0.019 

0.52 

0.44 



0824000402828700 

1.560 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.560 

2.75 

0.020 

0.03 

0.00 

0.00 

0.00 

0.04 

0.07 

0.06 

0.12 

0.005 

0.55 

0.66 


Sadas 

0824000402826500 

4.177 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.177 

2.99 

0.020 

0.08 

0.01 

0.00 

0.00 

0.05 

0.27 

0.23 

0.29 

0.014 

0.50 

0.60 


Salriya Kalan 

0824000402828900 

9.579 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.345 

3.48 

0.020 

0.08 

0.01 

0.00 

0.00 

0.02 

0.35 

0.29 

0.30 

0.014 

0.26 

0.31 


Sameliya 

0824000302816500 

11.619 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

11.619 

0.83 

0.020 

0.04 

0.00 

0.00 

0.00 

0.04 

0.19 

0.21 

0.10 

0.032 

0.51 

0.47 


Samelpura 

0824000402828400 

1.225 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.577 

2.77 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.002 

0.26 

0.31 


Sankhliya 

0824000302815700 

1.510 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.510 

2.35 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.14 

0.17 

0.30 

0.004 

0.51 

0.43 


Sanodiya 

0824000202808000 

12.445 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.944 

3.11 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.03 

0.003 

0.03 

0.04 







Non-command 

Gneisses(B.G.C) 

0.146 

3.11 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 


Santokpura 

0824000302817800 

1.833 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.920 

1.82 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.09 

0.003 

0.26 

0.21 


Saransh 

0824000302816300 

9.362 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.362 

0.34 

0.020 

0.06 

0.01 

0.00 

0.00 

0.08 

0.04 

0.04 

0.19 

0.026 

0.50 

0.49 


Sardar Pura 

0824000302814200 

2.482 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.022 

0.94 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Arwar 

Command 

Phyllite & Schist 

0.008 

0.94 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sardarpura 

0824000402828800 

1.945 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.945 

3.41 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.15 

0.13 

0.11 

0.006 

0.56 

0.67 


Sardarpura (arniyaka) 

0824000302817600 

3.045 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.045 

2.34 

0.020 

0.08 

0.01 

0.00 

0.00 

0.01 

0.20 

0.24 

0.32 

0.008 

0.51 

0.43 


Shahpura (M) 

0824000342403000 

48.445 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.889 

1.25 

0.020 

0.15 

0.00 

0.00 

0.00 

0.03 

0.37 

0.46 

0.00 

0.457 

0.11 

0.09 


Shahpura (rural) 

0824000302817500 

0.373 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.373 

2.75 

0.020 

0.26 

0.04 

0.00 

0.00 

0.00 

0.24 

0.29 

1.04 

0.001 

0.52 

0.43 


Shambhoopura 

0824000302816700 

2.306 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.306 

-1.90 

0.020 

0.18 

0.04 

0.00 

0.00 

0.02 

0.00 

0.00 

0.71 

0.006 

0.52 

0.45 


Shree Nagar 

0824000302815600 

1.767 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.767 

1.79 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.11 

0.17 

0.005 

0.51 

0.43 


Sola Ka Khera 

0824000302821100 

2.648 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.576 

0.71 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.002 

0.12 

0.09 


Somsyas 

0824000402826300 

2.965 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.965 

2.51 

0.020 

0.04 

0.01 

0.00 

0.00 

0.04 

0.14 

0.11 

0.13 

0.010 

0.47 

0.57 


Surajpura 

0824000402828600 

4.132 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.021 

2.51 

0.020 

0.02 

0.00 

0.00 

0.00 

0.08 

0.09 

0.08 

0.08 

0.010 

0.40 

0.48 


Surajpura (biliyaka) 

0824000302816600 

3.345 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.345 

-1.65 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.06 

0.009 

0.52 

0.46 


Tahnal 

0824000302816800 

13.221 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

13.221 

-1.65 

0.020 

0.62 

0.15 

0.00 

0.00 

0.09 

0.00 

0.00 

2.45 

0.037 

0.53 

0.45 


Taswariya Khurd 

0824000302822600 

7.708 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.043 

2.56 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Theekariya 

0824000402826000 

1.416 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.416 

3.62 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.09 

0.06 

0.005 

0.45 

0.59 


Topa @ Nayagaon 

0824000302817900 

2.268 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.010 

1.57 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ummedpura 

0824000302814100 

8.199 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.305 

1.48 

0.020 

0.00 

0.00 

0.00 

0.00 

0.02 

-0.01 

-0.01 

0.00 

0.001 

0.02 

0.02 






Arwar 

Command 

Phyllite & Schist 

1.802 

1.48 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.00 

0.005 

0.11 

0.10 







Command 

Gneisses(B.G.C) 

2.557 

1.48 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.00 

0.007 

0.16 

0.14 


Upreda 

0824000402827200 

10.239 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.105 

3.70 

0.020 

0.15 

0.02 

0.00 

0.00 

0.07 

0.81 

0.74 

0.58 

0.033 

0.53 

0.59 


Vijaypur 

0824000402824600 

9.208 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.506 

1.55 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.08 

0.008 

0.12 

0.15 






Sareri 

Command 

Phyllite & Schist 

2.272 

1.55 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.08 

0.007 

0.11 

0.14 

07006050 

Amarpura Madanpura 

0824000302820700 

5.253 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.888 

3.89 

0.020 

0.02 

0.00 

0.00 

0.00 

0.03 

0.06 

0.08 

0.06 

0.002 

0.08 

0.06 


Amli 

0824000402832300 

2.546 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.541 

3.31 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.20 

0.17 

0.15 

0.008 

0.57 

0.68 


Babrana 

0824000402832200 

7.801 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.801 

3.48 

0.020 

0.11 

0.01 

0.00 

0.00 

0.04 

0.60 

0.51 

0.40 

0.026 

0.57 

0.67 


Balesariya 

0824000402830300 

8.245 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.993 

3.04 

0.020 

0.12 

0.02 

0.00 

0.00 

0.06 

0.40 

0.34 

0.47 

0.020 

0.41 

0.48 







Non-command 

Gneisses(B.G.C) 

0.967 

3.04 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.05 

0.003 

0.07 

0.08 


Bamniya 

0824000402829200 

16.300 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

15.787 

4.70 

0.020 

0.20 

0.03 

0.00 

0.00 

0.07 

1.58 

1.43 

0.73 

0.052 

0.53 

0.59 


Banera 

0824000402831500 

26.163 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

14.914 

2.96 

0.020 

0.11 

0.01 

0.00 

0.00 

0.00 

0.98 

0.82 

0.37 

0.049 

0.32 

0.39 







Non-command 

Gneisses(B.G.C) 

8.827 

2.96 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.43 

0.36 

0.16 

0.029 

0.19 

0.23 


Baran 

0824000402830200 

10.063 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.185 

2.99 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.41 

0.34 

0.16 

0.020 

0.35 

0.42 







Non-command 

Gneisses(B.G.C) 

1.325 

2.99 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.03 

0.004 

0.07 

0.09 


Baresara 

0824000302822300 

5.320 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.320 

1.36 

0.020 

0.08 

0.01 

0.00 

0.00 

0.02 

0.20 

0.24 

0.32 

0.015 

0.50 

0.41 


Beran 

0824000402828300 

14.191 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.028 

2.86 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Beskalai 

0824000402827600 

9.509 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.090 

3.42 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 


Bheemnagar 

0824000302822000 

1.865 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.865 

2.19 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.12 

0.06 

0.005 

0.49 

0.40 


Bhempura 

0824000402829500 

2.098 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.098 

3.10 

0.020 

0.05 

0.01 

0.00 

0.00 

0.03 

0.14 

0.12 

0.18 

0.007 

0.57 

0.68 


Chalaniya 

0824000302823300 

11.262 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.816 

2.66 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.57 

0.69 

0.19 

0.027 

0.44 

0.36 


Chhapri 

0824000802873500 

10.201 

Fresh 

Mandal 

Command 

Gneisses(B.G.C) 

0.782 

2.60 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.003 

0.04 

0.05 


Danta Nilawari 

0824000402830500 

3.078 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.008 

3.13 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Daulatpura 

0824000302821600 

5.302 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.131 

0.92 

0.020 

0.06 

0.01 

0.00 

0.00 

0.01 

0.12 

0.15 

0.23 

0.011 

0.39 

0.31 



0824000402832900 

3.240 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.184 

3.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.03 

0.04 






Mandal 

Command 

Phyllite & Schist 

1.386 

3.25 

0.020 

0.01 

0.00 

0.00 

0.00 

0.02 

0.08 

0.07 

0.03 

0.005 

0.24 

0.27 







Command 

Gneisses(B.G.C) 

1.213 

3.25 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.02 

0.004 

0.21 

0.23 


Dheekola 

0824000302822200 

27.609 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

27.609 

2.13 

0.020 

0.13 

0.02 

0.00 

0.00 

0.21 

1.07 

1.26 

0.43 

0.077 

0.51 

0.43 


Dhola Danta 

0824000402829800 

1.313 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.313 

3.47 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.10 

0.13 

0.004 

0.57 

0.68 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Phooliya Khurd 

0824000302822400 

0.07 

0.03 

452.85 

0.03 

0.01 

0.04 

0.01 

0.13 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.061 

0.003 

0.058 

0.152 

262.73 

Over Exploited 

Pratappura 

0824000302821400 

0.07 

0.09 

90.19 

0.11 

0.02 

0.13 

0.03 

0.38 

- 

0.0400 

- 

- 

0.011 

0.051 

0.051 

0.178 

0.009 

0.169 

0.370 

218.80 

Over Exploited 


0824000402827100 

0.06 

0.03 

200.30 

0.04 

0.01 

0.05 

0.05 

0.59 

- 

0.0100 

- 

- 

0.012 

0.022 

0.022 

0.071 

0.004 

0.068 

0.063 

92.63 

Critical 

Rahar 

0824000302818000 

0.07 

0.00 

9,466.42 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.013 

0.001 

0.012 

0.030 

246.12 

Over Exploited 

Raipura 

0824000302821500 

0.07 

0.00 

(2,695.28) 

0.00 

0.01 

0.01 

0.00 

0.03 

- 

- 

- 

- 

0.014 

0.014 

0.014 

0.023 

0.001 

0.022 

0.014 

65.57 

Safe 

Rakshi 

0824000402829000 

0.06 

0.09 

175.51 

0.10 

0.08 

0.19 

0.03 

0.36 

- 

0.0400 

- 

- 

0.112 

0.152 

0.152 

0.341 

0.017 

0.324 

0.202 

62.37 

Safe 

Rampura 

0824000302813300 

0.04 

0.00 

2,165.85 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rampuriya 

0824000102800700 

0.04 

0.00 

6,610.07 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

2,380.00 

Over Exploited 

Rayla 

0824000402826100 

0.06 

0.16 

412.06 

0.19 

0.06 

0.25 

0.02 

0.25 

- 

0.0700 

- 

- 

0.058 

0.128 

0.128 

0.377 

0.019 

0.358 

0.663 

185.34 

Over Exploited 



0.04 

0.10 

442.74 

0.12 

0.08 

0.20 

0.02 

0.23 

- 

0.0500 

- 

- 

0.093 

0.143 

0.143 

0.340 

0.017 

0.323 

0.446 

137.96 

Over Exploited 

Roopaheli Khurd 

0824000402828000 

0.04 

0.00 

14,117.69 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

9,967.30 

Over Exploited 

Rooppura 

0824000302816000 

0.07 

0.26 

10.52 

0.28 

0.06 

0.35 

0.04 

0.56 

- 

0.1000 

- 

- 

0.052 

0.152 

0.152 

0.499 

0.025 

0.474 

0.883 

186.38 

Over Exploited 


0824000402828700 

0.06 

0.05 

27.15 

0.06 

0.04 

0.10 

0.05 

0.60 

- 

0.0100 

- 

- 

0.064 

0.074 

0.074 

0.175 

0.009 

0.166 

0.123 

74.20 

Semi Critical 

Sadas 

0824000402826500 

0.06 

0.12 

94.11 

0.14 

0.06 

0.20 

0.05 

0.55 

- 

0.0300 

- 

- 

0.073 

0.103 

0.103 

0.302 

0.015 

0.287 

0.308 

107.09 

Over Exploited 

Salriya Kalan 

0824000402828900 

0.06 

0.06 

374.58 

0.07 

0.03 

0.10 

0.02 

0.28 

- 

0.0600 

- 

- 

0.030 

0.090 

0.090 

0.195 

0.010 

0.185 

0.311 

168.26 

Over Exploited 

Sameliya 

0824000302816500 

0.07 

0.43 

(51.39) 

0.34 

0.04 

0.39 

0.04 

0.56 

- 

0.0100 

- 

- 

0.066 

0.077 

0.077 

0.466 

0.023 

0.442 

0.133 

30.13 

Safe 

Samelpura 

0824000402828400 

0.06 

0.01 

181.35 

0.01 

0.00 

0.01 

0.02 

0.29 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.019 

0.001 

0.018 

0.019 

104.75 

Over Exploited 

Sankhliya 

0824000302815700 

0.07 

0.06 

196.44 

0.07 

0.01 

0.08 

0.04 

0.55 

- 

0.0600 

- 

- 

0.005 

0.065 

0.065 

0.145 

0.007 

0.137 

0.306 

222.72 

Over Exploited 

Sanodiya 

0824000202808000 

0.06 

0.00 

2,654.88 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.000 

- 

- 

0.002 

0.000 

0.002 

0.037 

1,697.98 

Over Exploited 



0.05 

0.00 

14,521.26 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

13,496.26 

Over Exploited 

Santokpura 

0824000302817800 

0.07 

0.02 

275.54 

0.02 

0.00 

0.02 

0.02 

0.28 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.041 

0.002 

0.039 

0.089 

227.57 

Over Exploited 

Saransh 

0824000302816300 

0.07 

0.34 

(88.78) 

0.27 

0.09 

0.36 

0.04 

0.54 

- 

0.0200 

- 

- 

0.114 

0.134 

0.134 

0.491 

0.025 

0.466 

0.213 

45.67 

Safe 

Sardar Pura 

0824000302814200 

0.07 

0.00 

(23,681.98) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.005 

0.000 

0.004 

0.000 

1.38 

Safe 



0.07 

0.00 

(69,014.17) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

1.36 

Safe 

Sardarpura 

0824000402828800 

0.06 

0.06 

112.12 

0.07 

0.01 

0.08 

0.05 

0.60 

- 

0.0200 

- 

- 

0.014 

0.034 

0.034 

0.116 

0.006 

0.110 

0.115 

104.45 

Over Exploited 

Sardarpura (arniyaka) 

0824000302817600 

0.07 

0.11 

114.40 

0.13 

0.02 

0.16 

0.04 

0.55 

- 

0.0600 

- 

- 

0.018 

0.078 

0.078 

0.235 

0.012 

0.223 

0.325 

145.72 

Over Exploited 

Shahpura (M) 

0824000342403000 

0.07 

0.08 

472.96 

0.10 

0.03 

0.12 

0.01 

0.12 

- 

- 

- 

- 

0.043 

0.043 

0.043 

0.167 

0.008 

0.158 

0.457 

288.60 

Over Exploited 

Shahpura (rural) 

0824000302817500 

0.07 

0.01 

1,967.54 

0.02 

0.04 

0.06 

0.04 

0.56 

- 

0.1200 

- 

- 

0.002 

0.122 

0.122 

0.180 

0.009 

0.171 

1.038 

606.07 

Over Exploited 

Shambhoopura 

0824000302816700 

0.07 

0.09 

- 

0.09 

0.06 

0.15 

0.04 

0.56 

- 

0.0800 

- 

- 

0.036 

0.116 

0.116 

0.267 

0.027 

0.240 

0.712 

296.30 

Over Exploited 

Shree Nagar 

0824000302815600 

0.07 

0.07 

70.95 

0.08 

0.01 

0.09 

0.04 

0.55 

- 

0.0300 

- 

- 

0.000 

0.031 

0.031 

0.119 

0.006 

0.113 

0.178 

157.36 

Over Exploited 

Sola Ka Khera 

0824000302821100 

0.07 

0.00 

361.69 

0.01 

- 

0.01 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.015 

0.045 

295.76 

Over Exploited 

Somsyas 

0824000402826300 

0.06 

0.08 

43.47 

0.09 

0.05 

0.15 

0.04 

0.51 

- 

0.0200 

- 

- 

0.065 

0.085 

0.085 

0.231 

0.012 

0.220 

0.144 

65.44 

Safe 

Surajpura 

0824000402828600 

0.06 

0.07 

15.18 

0.08 

0.08 

0.16 

0.04 

0.44 

- 

0.0100 

- 

- 

0.117 

0.127 

0.127 

0.284 

0.014 

0.269 

0.094 

34.86 

Safe 

Surajpura (biliyaka) 

0824000302816600 

0.07 

0.12 

- 

0.12 

0.01 

0.14 

0.04 

0.56 

- 

0.0100 

- 

- 

0.021 

0.032 

0.032 

0.170 

0.017 

0.153 

0.067 

43.93 

Safe 

Tahnal 

0824000302816800 

0.07 

0.50 

- 

0.50 

0.24 

0.75 

0.04 

0.57 

- 

0.2800 

- 

- 

0.140 

0.420 

0.420 

1.165 

0.117 

1.049 

2.485 

236.89 

Over Exploited 

Taswariya Khurd 

0824000302822600 

0.07 

0.00 

26,668.54 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Theekariya 

0824000402826000 

0.06 

0.04 

164.73 

0.04 

0.00 

0.04 

0.04 

0.49 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.053 

0.003 

0.051 

0.064 

125.79 

Over Exploited 

Topa @ Nayagaon 

0824000302817900 

0.07 

0.00 

26,229.42 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ummedpura 

0824000302814100 

0.07 

0.00 

(3,564.70) 

0.00 

0.02 

0.02 

0.00 

0.02 

- 

- 

- 

- 

0.032 

0.032 

0.032 

0.054 

0.003 

0.051 

0.001 

1.66 

Safe 



0.07 

0.01 

292.12 

0.02 

0.00 

0.02 

0.01 

0.12 

- 

- 

0.0005 

0.0006 

0.007 

0.008 

0.008 

0.030 

0.002 

0.029 

0.005 

17.36 

Safe 



0.04 

0.02 

195.19 

0.02 

0.00 

0.02 

0.01 

0.17 

- 

- 

0.0008 

0.0009 

0.001 

0.003 

0.003 

0.023 

0.001 

0.022 

0.007 

32.60 

Safe 

Upreda 

0824000402827200 

0.06 

0.30 

146.34 

0.36 

0.09 

0.45 

0.05 

0.58 

- 

0.1100 

- 

- 

0.101 

0.211 

0.211 

0.659 

0.033 

0.626 

0.609 

97.26 

Critical 

Vijaypur 

0824000402824600 

0.06 

0.02 

366.12 

0.02 

- 

0.02 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.030 

0.002 

0.029 

0.092 

321.61 

Over Exploited 



0.06 

0.01 

400.65 

0.02 

0.00 

0.02 

0.01 

0.12 

- 

0.0100 

0.0010 

0.0012 

0.006 

0.018 

0.018 

0.039 

0.002 

0.037 

0.083 

224.38 

Over Exploited 

Amarpura Madanpura 

0824000302820700 

0.07 

0.01 

1,367.46 

0.01 

0.03 

0.03 

0.01 

0.09 

- 

0.0100 

- 

- 

0.043 

0.053 

0.053 

0.087 

0.004 

0.083 

0.060 

73.08 

Semi Critical 

Amli 

0824000402832300 

0.06 

0.08 

106.87 

0.10 

0.01 

0.11 

0.05 

0.61 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.126 

0.006 

0.120 

0.159 

133.17 

Over Exploited 

Babrana 

0824000402832200 

0.06 

0.25 

107.05 

0.30 

0.05 

0.35 

0.05 

0.62 

- 

0.0400 

- 

- 

0.062 

0.102 

0.102 

0.449 

0.022 

0.426 

0.423 

99.10 

Critical 

Balesariya 

0824000402830300 

0.06 

0.14 

149.88 

0.16 

0.08 

0.25 

0.04 

0.44 

- 

0.0500 

- 

- 

0.094 

0.144 

0.144 

0.390 

0.019 

0.370 

0.493 

133.10 

Over Exploited 



0.04 

0.00 

1,560.88 

0.00 

0.00 

0.01 

0.01 

0.07 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.023 

0.001 

0.022 

0.057 

260.86 

Over Exploited 

Bamniya 

0824000402829200 

0.06 

0.47 

204.71 

0.56 

0.10 

0.66 

0.05 

0.58 

- 

0.1400 

- 

- 

0.106 

0.246 

0.246 

0.910 

0.046 

0.865 

0.780 

90.17 

Critical 

Banera 

0824000402831500 

0.06 

0.27 

########## 

0.32 

0.01 

0.33 

0.03 

0.35 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.372 

0.019 

0.353 

0.414 

117.16 

Over Exploited 



0.04 

0.07 

430.84 

0.08 

0.01 

0.09 

0.02 

0.21 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.111 

0.006 

0.106 

0.190 

180.03 

Over Exploited 

Baran 

0824000402830200 

0.06 

0.12 

185.35 

0.14 

0.01 

0.15 

0.03 

0.38 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.174 

0.009 

0.165 

0.178 

108.10 

Over Exploited 



0.04 

0.00 

1,364.91 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.004 

0.030 

674.63 

Over Exploited 

Baresara 

0824000302822300 

0.07 

0.19 

25.82 

0.23 

0.03 

0.26 

0.04 

0.54 

- 

0.0400 

- 

- 

0.028 

0.068 

0.068 

0.327 

0.016 

0.311 

0.332 

106.76 

Over Exploited 

Beran 

0824000402828300 

0.04 

0.00 

81,719.07 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Beskalai 

0824000402827600 

0.06 

0.00 

20,452.46 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

28,214.13 

Over Exploited 

Bheemnagar 

0824000302822000 

0.07 

0.07 

86.40 

0.08 

0.00 

0.08 

0.04 

0.54 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.093 

0.005 

0.088 

0.063 

71.77 

Semi Critical 

Bhempura 

0824000402829500 

0.06 

0.07 

81.07 

0.08 

0.04 

0.12 

0.05 

0.61 

- 

0.0200 

- 

- 

0.040 

0.060 

0.060 

0.176 

0.009 

0.167 

0.183 

109.44 

Over Exploited 

Chalaniya 

0824000302823300 

0.07 

0.31 

427,058.59 

0.37 

0.01 

0.38 

0.04 

0.47 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.419 

0.021 

0.398 

0.214 

53.83 

Safe 

Chhapri 

0824000802873500 

0.07 

0.00 

1,225.69 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

0.0090 

0.0108 

- 

0.020 

0.020 

0.023 

0.001 

0.021 

0.025 

117.27 

Over Exploited 

Danta Nilawari 

0824000402830500 

0.04 

0.00 

59,343.46 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Daulatpura 

0824000302821600 

0.07 

0.12 

26.43 

0.14 

0.02 

0.16 

0.03 

0.42 

- 

0.0400 

- 

- 

0.013 

0.053 

0.053 

0.211 

0.011 

0.200 

0.241 

120.50 

Over Exploited 


0824000402832900 

0.06 

0.00 

3,001.49 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.001 

28.87 

Safe 



0.06 

0.02 

302.38 

0.02 

0.02 

0.04 

0.02 

0.26 

- 

- 

0.0120 

0.0192 

0.026 

0.057 

0.057 

0.097 

0.005 

0.092 

0.030 

32.23 

Safe 



0.04 

0.01 

495.08 

0.01 

0.00 

0.01 

0.02 

0.23 

- 

- 

0.0105 

0.0168 

0.002 

0.030 

0.030 

0.044 

0.002 

0.042 

0.022 

52.90 

Safe 

Dheekola 

0824000302822200 

0.07 

1.01 

24.61 

1.21 

0.23 

1.45 

0.04 

0.55 

- 

0.0500 

- 

- 

0.320 

0.370 

0.370 

1.818 

0.091 

1.727 

0.509 

29.46 

Safe 

Dhola Danta 

0824000402829800 

0.06 

0.04 

133.68 

0.05 

0.00 

0.05 

0.05 

0.62 

- 

0.0200 

- 

- 

0.007 

0.027 

0.027 

0.081 

0.004 

0.077 

0.130 

169.32 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Dudla 

082400040282990C 

8.363 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.356 

3.19 

0.020 

0.08 

0.01 

0.00 

0.00 

0.05 

0.43 

0.36 

0.28 

0.021 

0.43 

0.51 


Eklinghpura 

0824000902888700 

1.627 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.078 

3.72 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.02 

0.02 


Gadri Khera 

0824000802873800 

2.677 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.677 

3.03 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.16 

0.14 

0.03 

0.011 

0.57 

0.65 


Ganeshpura 

0824000402832800 

6.076 

Fresh 

Mandal 

Command 

Phyllite & Schist 

0.397 

2.67 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.04 

0.04 







Command 

Gneisses(B.G.C) 

0.085 

2.67 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Girdiya 

0824000302823500 

7.890 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.017 

3.62 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gopalpura 

0824000402832500 

7.408 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.207 

3.32 

0.020 

0.05 

0.01 

0.00 

0.00 

0.05 

0.47 

0.40 

0.19 

0.024 

0.55 

0.64 






Mandal 

Command 

Phyllite & Schist 

0.202 

3.32 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.02 


Gordhanpura 

0824000802873900 

8.653 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.846 

1.85 

0.020 

0.02 

0.00 

0.00 

0.00 

0.05 

0.26 

0.23 

0.05 

0.032 

0.53 

0.59 






Mandal 

Command 

Phyllite & Schist 

0.806 

1.85 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.003 

0.05 

0.06 


Hataipura 

0824000402830100 

3.295 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.295 

3.14 

0.020 

0.05 

0.01 

0.00 

0.00 

0.03 

0.21 

0.18 

0.18 

0.011 

0.57 

0.68 


Hooniya Khera 

0824000802873600 

1.990 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.153 

3.07 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.04 

0.05 






Mandal 

Command 

Phyllite & Schist 

0.439 

3.07 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.07 

0.002 

0.13 

0.14 







Command 

Gneisses(B.G.C) 

1.235 

3.07 

0.011 

0.05 

0.01 

0.00 

0.00 

0.00 

0.08 

0.07 

0.19 

0.005 

0.35 

0.39 


Intmariya 

0824000302822700 

10.779 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.779 

3.13 

0.020 

0.14 

0.02 

0.00 

0.00 

0.09 

0.70 

0.70 

0.50 

0.030 

0.54 

0.54 


Jaswanpura 

0824000402828500 

3.609 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.037 

2.46 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Jorawarpura 

0824000402829300 

3.915 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.915 

2.06 

0.020 

0.06 

0.01 

0.00 

0.00 

0.03 

0.18 

0.16 

0.21 

0.013 

0.56 

0.65 


Kalsans 

0824000402833000 

12.046 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.018 

2.66 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Mandal 

Command 

Gneisses(B.G.C) 

0.001 

2.66 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kalyanpura 

0824000402830000 

5.701 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.698 

3.22 

0.020 

0.05 

0.01 

0.00 

0.00 

0.04 

0.37 

0.30 

0.17 

0.019 

0.57 

0.68 


Kankoliya 

0824000402832100 

1.446 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.048 

2.64 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.13 

0.10 

0.32 

0.003 

0.41 

0.49 


Karamdas 

0824000302823100 

14.643 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

14.643 

1.72 

0.020 

0.16 

0.02 

0.00 

0.00 

0.08 

0.56 

0.56 

0.59 

0.041 

0.58 

0.58 


Kashiramji Ka Khera 

0824000302822800 

4.909 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.909 

0.38 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.04 

0.04 

0.07 

0.014 

0.57 

0.60 


Khayra 

0824000802874100 

5.179 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.442 

1.51 

0.020 

0.04 

0.00 

0.00 

0.00 

0.01 

0.17 

0.16 

0.13 

0.018 

0.54 

0.57 







Non-command 

Gneisses(B.G.C) 

0.518 

1.51 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.06 

0.07 


Khera Raj Pura @ Suratsingh Ka K 

0824000302822500 

5.552 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.358 

1.78 

0.020 

0.06 

0.01 

0.00 

0.00 

0.01 

0.23 

0.26 

0.23 

0.015 

0.50 

0.43 


Kherliya 

0824000402832600 

4.334 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.015 

3.30 

0.020 

0.03 

0.00 

0.00 

0.00 

0.03 

0.20 

0.17 

0.12 

0.010 

0.39 

0.45 






Mandal 

Command 

Phyllite & Schist 

0.959 

3.30 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.03 

0.003 

0.12 

0.14 







Command 

Gneisses(B.G.C) 

0.117 

3.30 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.02 


Kishanpuriya 

0824000402831600 

0.999 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.999 

3.03 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.07 

0.15 

0.003 

0.57 

0.68 


Kodlai 

0824000402829600 

3.139 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.139 

3.26 

0.020 

0.15 

0.02 

0.00 

0.00 

0.04 

0.30 

0.25 

0.59 

0.010 

0.57 

0.68 


Kunwar 

0824000402832000 

6.071 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.071 

1.71 

0.020 

0.06 

0.01 

0.00 

0.00 

0.05 

0.21 

0.18 

0.23 

0.020 

0.57 

0.67 


Lakshmipura 

0824000402832700 

3.091 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.027 

3.24 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 






Mandal 

Command 

Phyllite & Schist 

2.164 

3.24 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.15 

0.14 

0.07 

0.007 

0.39 

0.44 







Command 

Gneisses(B.G.C) 

0.099 

3.24 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Lamba 

0824000402829100 

7.156 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.464 

3.67 

0.020 

0.13 

0.02 

0.00 

0.00 

0.02 

0.57 

0.48 

0.48 

0.021 

0.51 

0.60 


Lapiya 

0824000402832400 

6.538 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.460 

3.15 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.42 

0.36 

0.32 

0.018 

0.47 

0.56 






Mandal 

Command 

Phyllite & Schist 

0.288 

3.15 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.02 

0.03 


Lasadiya 

0824000402831900 

9.797 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.797 

-1.02 

0.020 

0.06 

0.01 

0.00 

0.00 

0.05 

0.00 

0.00 

0.21 

0.032 

0.57 

0.65 


Lulas 

0824000302823600 

12.004 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.768 

2.26 

0.020 

0.05 

0.01 

0.00 

0.00 

0.01 

0.42 

0.43 

0.19 

0.024 

0.43 

0.42 


Mahtab Sagar 

0824000402831700 

1.358 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.358 

3.06 

0.020 

0.02 

0.00 

0.00 

0.00 

0.02 

0.08 

0.07 

0.08 

0.004 

0.57 

0.68 


Mahuwa Kalan 

0824000802874300 

15.155 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.443 

2.43 

0.020 

0.01 

0.00 

0.00 

0.00 

0.02 

0.26 

0.24 

0.01 

0.022 

0.22 

0.24 







Non-command 

Gneisses(B.G.C) 

5.944 

2.43 

0.011 

0.01 

0.00 

0.00 

0.00 

0.01 

0.16 

0.15 

0.01 

0.024 

0.24 

0.26 






Mandal 

Command 

Phyllite & Schist 

0.824 

2.43 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.00 

0.003 

0.03 

0.04 







Command 

Gneisses(B.G.C) 

0.007 

2.43 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mahuwa Khurd 

0824000402831200 

12.633 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.339 

2.89 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.10 

0.16 

0.004 

0.06 

0.07 






Mandal 

Command 

Phyllite & Schist 

2.220 

2.89 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.19 

0.17 

0.27 

0.007 

0.10 

0.11 


Mindoliya 

0824000302823400 

11.499 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.612 

3.65 

0.020 

0.09 

0.02 

0.00 

0.00 

0.04 

0.51 

0.63 

0.33 

0.018 

0.28 

0.23 


Mundeta 

0824000302824200 

15.149 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.121 

1.79 

0.020 

0.07 

0.01 

0.00 

0.00 

0.11 

0.24 

0.23 

0.26 

0.023 

0.35 

0.37 







Non-command 

Gneisses(B.G.C) 

1.280 

1.79 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.03 

0.004 

0.05 

0.06 


Mundeti 

0824000302824100 

2.516 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.219 

2.08 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.06 

0.06 


Mushi 

0824000402827000 

19.144 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.463 

3.30 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.12 

0.08 

0.005 

0.04 

0.04 


Nahargarh 

0824000302822900 

4.818 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.818 

1.87 

0.020 

0.02 

0.00 

0.00 

0.00 

0.02 

0.18 

0.17 

0.04 

0.013 

0.56 

0.57 


Nanakpura 

0824000502844700 

3.896 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.355 

3.41 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.05 

0.06 


Nanodiya 

0824000402831400 

4.927 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.178 

2.93 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.02 


Nogawan 

0824000302823200 

5.876 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.876 

2.20 

0.020 

0.05 

0.01 

0.00 

0.00 

0.02 

0.28 

0.31 

0.17 

0.016 

0.53 

0.47 


Parliya Khera 

0824000802874000 

9.714 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.714 

-0.20 

0.020 

0.03 

0.00 

0.00 

0.00 

0.05 

0.00 

0.00 

0.07 

0.039 

0.59 

0.64 


Petaummaidsagar 

0824000302821800 

9.064 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.989 

2.89 

0.020 

0.03 

0.01 

0.00 

0.00 

0.25 

0.18 

0.22 

0.09 

0.019 

0.37 

0.29 






Ummed Sagar (Bhilwara) 

Command 

Phyllite & Schist 

0.034 

2.89 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Phooliya Khurd 

0824000302822400 

13.137 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.162 

1.47 

0.020 

0.14 

0.02 

0.00 

0.00 

0.03 

0.38 

0.45 

0.50 

0.028 

0.40 

0.34 


Pratappura 

0824000302821400 

5.294 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.019 

0.95 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 



0824000402827100 

1.166 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.004 

4.28 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ragaspuriya 

0824000302822100 

0.509 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.509 

2.17 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.03 

0.001 

0.49 

0.40 


Raghunathpura 

0824000302821900 

4.465 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.465 

2.03 

0.020 

0.03 

0.00 

0.00 

0.00 

0.05 

0.17 

0.21 

0.12 

0.012 

0.48 

0.38 


Raghurajpura 

0824000302821700 

11.643 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

11.637 

1.32 

0.020 

0.13 

0.02 

0.00 

0.00 

0.17 

0.25 

0.31 

0.48 

0.032 

0.49 

0.39 


Raipura 

0824000302821500 

3.446 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.511 

1.00 

0.020 

0.07 

0.01 

0.00 

0.00 

0.02 

0.09 

0.11 

0.29 

0.007 

0.37 

0.30 


Rakshi 

0824000402829000 

7.860 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.180 

3.45 

0.020 

0.03 

0.00 

0.00 

0.00 

0.04 

0.21 

0.17 

0.12 

0.010 

0.23 

0.27 


Rampura Naya 

0824000302823700 

2.301 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.444 

2.27 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.001 

0.12 

0.13 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Dudla 

0824000402829900 

0.06 

0.15 

136.42 

0.18 

0.06 

0.24 

0.04 

0.46 

- 

0.0300 

- 

- 

0.070 

0.100 

0.100 

0.338 

0.017 

0.321 

0.298 

92.75 

Critical 

Eklinghpura 

0824000902888700 

0.06 

0.00 

6,584.81 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.010 

2,275.63 

Over Exploited 

Gadri Khera 

0824000802873800 

0.06 

0.09 

53.92 

0.11 

0.01 

0.12 

0.05 

0.62 

- 

- 

- 

- 

0.017 

0.017 

0.017 

0.138 

0.007 

0.132 

0.045 

34.02 

Safe 

Ganeshpura 

0824000402832800 

0.06 

0.00 

2,392.57 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

0.0034 

0.0055 

- 

0.009 

0.009 

0.010 

0.000 

0.009 

0.009 

99.32 

Critical 



0.04 

0.00 

12,054.38 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0007 

0.0012 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.000 

15.19 

Safe 

Girdiya 

0824000302823500 

0.07 

0.00 

91,720.29 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gopalpura 

0824000402832500 

0.06 

0.22 

82.69 

0.26 

0.06 

0.33 

0.05 

0.60 

- 

0.0200 

- 

- 

0.078 

0.098 

0.098 

0.425 

0.021 

0.404 

0.211 

52.17 

Safe 



0.06 

0.00 

6,037.95 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

0.0017 

0.0028 

0.002 

0.006 

0.006 

0.008 

0.000 

0.007 

0.009 

121.32 

Over Exploited 

Gordhanpura 

0824000802873900 

0.06 

0.25 

(6.36) 

0.23 

0.05 

0.29 

0.05 

0.58 

- 

0.0100 

- 

- 

0.077 

0.088 

0.088 

0.373 

0.019 

0.354 

0.082 

23.02 

Safe 



0.06 

0.00 

886.41 

0.00 

0.00 

0.00 

0.00 

0.06 

- 

- 

0.0093 

0.0112 

0.001 

0.022 

0.022 

0.026 

0.001 

0.025 

0.008 

33.32 

Safe 

Hataipura 

0824000402830100 

0.06 

0.10 

71.36 

0.12 

0.04 

0.17 

0.05 

0.61 

- 

0.0200 

- 

- 

0.049 

0.069 

0.069 

0.237 

0.012 

0.225 

0.187 

83.13 

Semi Critical 

Hooniya Khera 

0824000802873600 

0.06 

0.00 

4,229.42 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.025 

5,342.03 

Over Exploited 



0.06 

0.00 

1,175.05 

0.00 

0.00 

0.00 

0.01 

0.14 

- 

0.0100 

0.0038 

0.0061 

0.000 

0.020 

0.020 

0.024 

0.001 

0.023 

0.073 

313.89 

Over Exploited 



0.07 

0.03 

144.77 

0.04 

0.01 

0.05 

0.03 

0.38 

- 

0.0200 

0.0107 

0.0171 

0.002 

0.050 

0.050 

0.097 

0.005 

0.092 

0.199 

215.28 

Over Exploited 

Intmariya 

0824000302822700 

0.07 

0.42 

67.44 

0.50 

0.11 

0.62 

0.05 

0.59 

- 

0.0600 

- 

- 

0.142 

0.202 

0.202 

0.822 

0.041 

0.781 

0.534 

68.38 

Safe 

Jaswanpura 

0824000402828500 

0.06 

0.00 

12,620.05 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jorawarpura 

0824000402829300 

0.06 

0.12 

27.76 

0.15 

0.04 

0.19 

0.05 

0.61 

- 

0.0200 

- 

- 

0.047 

0.067 

0.067 

0.255 

0.013 

0.242 

0.223 

92.02 

Critical 

Kalsans 

0824000402833000 

0.04 

0.00 

104,799.64 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kalyanpura 

0824000402830000 

0.06 

0.18 

69.07 

0.22 

0.05 

0.27 

0.05 

0.62 

- 

0.0200 

- 

- 

0.062 

0.082 

0.082 

0.348 

0.017 

0.331 

0.187 

56.45 

Safe 

Kankoliya 

0824000402832100 

0.06 

0.02 

9,578.44 

0.03 

0.01 

0.04 

0.04 

0.45 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.078 

0.004 

0.074 

0.327 

443.97 

Over Exploited 

Karamdas 

0824000302823100 

0.07 

0.61 

(8.09) 

0.56 

0.10 

0.67 

0.05 

0.63 

- 

0.0700 

- 

- 

0.124 

0.194 

0.194 

0.860 

0.043 

0.817 

0.631 

77.16 

Semi Critical 

Kashiramji Ka Khera 

0824000302822800 

0.07 

0.20 

(80.07) 

0.16 

0.01 

0.18 

0.05 

0.62 

- 

0.0100 

- 

- 

0.022 

0.032 

0.032 

0.209 

0.010 

0.199 

0.086 

43.08 

Safe 

Khayra 

0824000802874100 

0.06 

0.14 

9.94 

0.16 

0.01 

0.17 

0.05 

0.58 

- 

0.0100 

- 

- 

0.013 

0.023 

0.023 

0.190 

0.009 

0.180 

0.144 

79.86 

Semi Critical 



0.07 

0.00 

273.76 

0.00 

0.00 

0.00 

0.01 

0.07 

- 

- 

- 

- 

0.000 

- 

- 

0.003 

0.000 

0.003 

0.016 

643.01 

Over Exploited 

Khera Raj Pura @ Suratsingh Ka K 

0824000302822500 

0.07 

0.19 

37.28 

0.23 

0.02 

0.25 

0.04 

0.54 

- 

0.0300 

- 

- 

0.018 

0.048 

0.048 

0.301 

0.015 

0.286 

0.245 

85.69 

Semi Critical 

Kherliya 

0824000402832600 

0.06 

0.07 

162.97 

0.08 

0.03 

0.11 

0.03 

0.42 

- 

0.0100 

- 

- 

0.047 

0.057 

0.057 

0.168 

0.008 

0.159 

0.130 

81.58 

Semi Critical 



0.06 

0.01 

825.33 

0.01 

0.00 

0.01 

0.01 

0.14 

- 

- 

0.0083 

0.0133 

0.005 

0.026 

0.026 

0.037 

0.002 

0.035 

0.037 

104.97 

Over Exploited 



0.04 

0.00 

7,045.23 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0010 

0.0016 

- 

0.003 

0.003 

0.003 

0.000 

0.003 

0.000 

15.08 

Safe 

Kishanpuriya 

0824000402831600 

0.06 

0.03 

133.62 

0.04 

0.01 

0.05 

0.05 

0.62 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.073 

0.004 

0.069 

0.154 

222.13 

Over Exploited 

Kodlai 

0824000402829600 

0.06 

0.10 

149.08 

0.12 

0.06 

0.18 

0.05 

0.62 

- 

0.0700 

- 

- 

0.056 

0.126 

0.126 

0.303 

0.015 

0.288 

0.598 

208.08 

Over Exploited 

Kunwar 

0824000402832000 

0.06 

0.19 

(6.16) 

0.18 

0.06 

0.24 

0.05 

0.62 

- 

0.0300 

- 

- 

0.070 

0.100 

0.100 

0.336 

0.017 

0.319 

0.247 

77.32 

Semi Critical 

Lakshmipura 

0824000402832700 

0.06 

0.00 

8,061.82 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

3.47 

Safe 



0.06 

0.05 

186.44 

0.06 

0.01 

0.07 

0.03 

0.42 

- 

0.0100 

0.0187 

0.0300 

0.015 

0.074 

0.074 

0.140 

0.007 

0.133 

0.074 

55.67 

Safe 



0.04 

0.00 

5,969.53 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0009 

0.0014 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.000 

14.95 

Safe 

Lamba 

0824000402829100 

0.06 

0.18 

163.04 

0.22 

0.04 

0.26 

0.04 

0.55 

- 

0.0900 

- 

- 

0.026 

0.116 

0.116 

0.371 

0.019 

0.353 

0.500 

141.77 

Over Exploited 

Lapiya 

0824000402832400 

0.06 

0.14 

########## 

0.17 

0.01 

0.18 

0.04 

0.51 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.220 

0.011 

0.209 

0.340 

162.50 

Over Exploited 



0.06 

0.00 

3,733.03 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0025 

0.0040 

- 

0.007 

0.007 

0.007 

0.000 

0.007 

0.018 

270.66 

Over Exploited 

Lasadiya 

0824000402831900 

0.06 

0.31 

- 

0.31 

0.06 

0.37 

0.05 

0.62 

- 

0.0200 

- 

- 

0.078 

0.098 

0.098 

0.469 

0.047 

0.422 

0.245 

58.10 

Safe 

Lulas 

0824000302823600 

0.07 

0.27 

58.49 

0.33 

0.02 

0.35 

0.04 

0.47 

- 

0.0200 

- 

- 

0.020 

0.040 

0.040 

0.389 

0.019 

0.370 

0.211 

57.16 

Safe 

Mahtab Sagar 

0824000402831700 

0.06 

0.04 

54.96 

0.05 

0.02 

0.07 

0.05 

0.62 

- 

0.0100 

- 

- 

0.035 

0.045 

0.045 

0.119 

0.006 

0.113 

0.088 

77.98 

Semi Critical 

Mahuwa Kalan 

0824000802874300 

0.06 

0.07 

230.74 

0.09 

0.02 

0.11 

0.02 

0.24 

- 

- 

- 

- 

0.028 

0.028 

0.028 

0.134 

0.007 

0.127 

0.029 

22.72 

Safe 



0.07 

0.10 

49.72 

0.12 

0.01 

0.13 

0.02 

0.26 

- 

- 

- 

- 

0.020 

0.020 

0.020 

0.150 

0.008 

0.143 

0.034 

23.76 

Safe 



0.06 

0.00 

2,113.33 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

0.0095 

0.0114 

0.001 

0.022 

0.022 

0.025 

0.001 

0.024 

0.003 

14.01 

Safe 



0.07 

0.00 

159,371.74 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mahuwa Khurd 

0824000402831200 

0.06 

0.00 

2,111.14 

0.01 

0.01 

0.02 

0.01 

0.06 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.035 

0.002 

0.033 

0.166 

497.13 

Over Exploited 



0.06 

0.01 

1,309.00 

0.01 

0.01 

0.02 

0.01 

0.11 

- 

0.0300 

0.0192 

0.0308 

- 

0.080 

0.080 

0.104 

0.005 

0.099 

0.281 

283.63 

Over Exploited 

Mindoliya 

0824000302823400 

0.07 

0.13 

374.08 

0.16 

0.06 

0.22 

0.02 

0.30 

- 

0.0600 

- 

- 

0.064 

0.124 

0.124 

0.347 

0.017 

0.330 

0.349 

105.93 

Over Exploited 

Mundeta 

0824000302824200 

0.07 

0.20 

11.30 

0.23 

0.12 

0.35 

0.03 

0.37 

- 

0.0300 

- 

- 

0.168 

0.198 

0.198 

0.545 

0.027 

0.518 

0.282 

54.39 

Safe 



0.04 

0.00 

1,089.67 

0.00 

0.00 

0.00 

0.00 

0.06 

- 

- 

- 

- 

0.000 

- 

- 

0.003 

0.000 

0.003 

0.036 

1,115.62 

Over Exploited 

Mundeti 

0824000302824100 

0.07 

0.00 

865.16 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.015 

1,438.19 

Over Exploited 

Mushi 

0824000402827000 

0.06 

0.00 

3,594.98 

0.00 

- 

0.00 

0.00 

0.04 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.024 

0.001 

0.023 

0.089 

390.88 

Over Exploited 

Nahargarh 

0824000302822900 

0.07 

0.19 

(11.01) 

0.17 

0.02 

0.19 

0.05 

0.60 

- 

- 

- 

- 

0.034 

0.034 

0.034 

0.229 

0.011 

0.218 

0.056 

25.92 

Safe 

Nanakpura 

0824000502844700 

0.03 

0.00 

2,668.49 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.008 

1,248.71 

Over Exploited 

Nanodiya 

0824000402831400 

0.04 

0.00 

4,344.10 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

3,949.42 

Over Exploited 

Nogawan 

0824000302823200 

0.07 

0.22 

39.29 

0.27 

0.03 

0.30 

0.05 

0.57 

- 

0.0200 

- 

- 

0.036 

0.056 

0.056 

0.358 

0.018 

0.340 

0.189 

55.74 

Safe 

Parliya Khera 

0824000802874000 

0.06 

0.34 

- 

0.34 

0.05 

0.39 

0.05 

0.64 

- 

0.0100 

- 

- 

0.068 

0.078 

0.078 

0.465 

0.046 

0.418 

0.104 

24.87 

Safe 

Petaummaidsagar 

0824000302821800 

0.07 

0.19 

19.85 

0.22 

0.26 

0.48 

0.03 

0.40 

- 

0.0200 

- 

- 

0.370 

0.390 

0.390 

0.870 

0.044 

0.827 

0.105 

12.75 

Safe 



0.07 

0.00 

52,648.31 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Phooliya Khurd 

0824000302822400 

0.07 

0.29 

55.70 

0.35 

0.05 

0.40 

0.03 

0.43 

- 

0.0600 

- 

- 

0.051 

0.111 

0.111 

0.515 

0.026 

0.489 

0.532 

108.77 

Over Exploited 

Pratappura 

0824000302821400 

0.07 

0.00 

19,333.76 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 


0824000402827100 

0.06 

0.00 

82,828.50 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ragaspuriya 

0824000302822100 

0.07 

0.02 

115.86 

0.02 

0.00 

0.02 

0.04 

0.53 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.023 

0.001 

0.022 

0.030 

141.11 

Over Exploited 

Raghunathpura 

0824000302821900 

0.07 

0.16 

34.36 

0.19 

0.05 

0.23 

0.04 

0.52 

- 

0.0200 

- 

- 

0.069 

0.089 

0.089 

0.320 

0.016 

0.304 

0.127 

41.85 

Safe 

Raghurajpura 

0824000302821700 

0.07 

0.41 

(24.38) 

0.33 

0.19 

0.52 

0.04 

0.53 

- 

0.0500 

- 

- 

0.256 

0.306 

0.306 

0.823 

0.041 

0.782 

0.507 

64.92 

Safe 

Raipura 

0824000302821500 

0.07 

0.07 

62.41 

0.08 

0.03 

0.11 

0.03 

0.41 

- 

0.0300 

- 

- 

0.033 

0.063 

0.063 

0.176 

0.009 

0.167 

0.295 

176.65 

Over Exploited 

Rakshi 

0824000402829000 

0.06 

0.04 

327.65 

0.05 

0.04 

0.09 

0.02 

0.25 

- 

0.0200 

- 

- 

0.064 

0.084 

0.084 

0.175 

0.009 

0.167 

0.128 

77.13 

Semi Critical 

Rampura Naya 

0824000302823700 

0.07 

0.00 

652.95 

0.00 

- 

0.00 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.004 

0.044 

1,000.52 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Rampuriya @ Payra 

082400040283040C 

1.828 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.070 

3.07 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.02 

0.03 







Non-command 

Gneisses(B.G.C) 

0.284 

3.07 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.001 

0.09 

0.10 


Reechhra 

082400080287370C 

12.635 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.229 

2.99 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.02 

0.005 

0.06 

0.06 







Non-command 

Gneisses(B.G.C) 

1.868 

2.99 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.03 

0.008 

0.09 

0.09 






Mandal 

Command 

Phyllite & Schist 

3.509 

2.99 

0.020 

0.02 

0.00 

0.00 

0.00 

0.04 

0.19 

0.17 

0.06 

0.014 

0.16 

0.18 







Command 

Gneisses(B.G.C) 

5.029 

2.99 

0.011 

0.03 

0.00 

0.00 

0.00 

0.07 

0.13 

0.12 

0.09 

0.020 

0.23 

0.25 


Salriya Kalan 

082400040282890C 

9.579 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.234 

3.48 

0.020 

0.09 

0.01 

0.00 

0.00 

0.07 

0.38 

0.31 

0.36 

0.017 

0.31 

0.37 


Samelpura 

0824000402828400 

1.225 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.647 

2.77 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.03 

0.002 

0.29 

0.35 


Sangrampura 

0824000402831800 

7.161 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.135 

1.65 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.28 

0.23 

0.12 

0.023 

0.56 

0.68 


Sardarnagar 

0824000402829400 

17.161 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

17.161 

1.45 

0.020 

0.35 

0.05 

0.00 

0.00 

0.15 

0.65 

0.55 

1.32 

0.056 

0.57 

0.67 


Seedriyas 

0824000802874400 

9.056 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.609 

2.60 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.05 

0.002 

0.04 

0.04 


Sewni @ Surajpura@gopalpura 

0824000302820800 

7.507 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.693 

1.55 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.002 

0.05 

0.04 


Shivpura 

0824000302820900 

4.529 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.007 

0.77 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sultan Garh 

0824000402829700 

5.318 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.313 

3.18 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.43 

0.35 

0.40 

0.017 

0.57 

0.68 







Non-command 

Gneisses(B.G.C) 

0.000 

3.18 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Surajpura 

0824000402828600 

4.132 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.111 

2.51 

0.020 

0.01 

0.00 

0.00 

0.00 

0.03 

0.04 

0.03 

0.03 

0.004 

0.15 

0.18 


Taswariya Khurd 

0824000302822600 

7.708 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.665 

2.56 

0.020 

0.06 

0.01 

0.00 

0.00 

0.02 

0.42 

0.46 

0.20 

0.021 

0.52 

0.49 


Ummaidnagar 

0824000302823000 

3.062 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.062 

2.11 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.17 

0.17 

0.20 

0.009 

0.55 

0.54 


Upreda 

0824000402827200 

10.239 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.134 

3.70 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 

07006051 

Agoocha 

0824000202803900 

19.138 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

17.294 

5.23 

0.015 

0.12 

0.02 

0.00 

0.00 

0.00 

1.46 

1.36 

0.41 

0.056 

0.35 

0.38 






Sareri 

Command 

Gneisses(B.G.C) 

0.331 

5.23 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.001 

0.01 

0.01 


Aheeron Ka Khera 

0824000102795500 

3.189 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.663 

3.22 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.11 

0.02 

0.006 

0.21 

0.18 


Amartiya 

0824000202804200 

5.423 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.465 

2.14 

0.015 

0.07 

0.01 

0.00 

0.00 

0.04 

0.17 

0.15 

0.28 

0.014 

0.38 

0.44 






Sareri 

Command 

Gneisses(B.G.C) 

0.957 

2.14 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.06 

0.003 

0.08 

0.09 


Ambesar 

0824000102790100 

18.263 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

16.897 

3.81 

0.015 

0.23 

0.03 

0.00 

0.00 

0.06 

1.10 

1.13 

0.85 

0.061 

0.37 

0.37 






Khari 

Command 

Gneisses(B.G.C) 

1.324 

3.81 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.07 

0.005 

0.03 

0.03 


Amerpura 

0824000202807400 

3.333 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.333 

3.63 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.21 

0.17 

0.16 

0.011 

0.42 

0.51 


Apaliyas 

0824000202805700 

7.932 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.090 

2.90 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.05 

0.007 

0.11 

0.13 






Sareri 

Command 

Gneisses(B.G.C) 

5.842 

2.90 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.28 

0.23 

0.14 

0.019 

0.31 

0.37 


Araniya Chauhan 

0824000302809300 

6.467 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.096 

2.32 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Atalpura 

0824000202806100 

3.406 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.406 

3.85 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.21 

0.17 

0.09 

0.011 

0.41 

0.50 


Bakhtawarpura 

0824000202807100 

3.930 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.930 

4.97 

0.015 

0.06 

0.01 

0.00 

0.00 

0.01 

0.33 

0.25 

0.24 

0.013 

0.44 

0.57 


Balapura 

0824000202804500 

4.620 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.373 

4.82 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.001 

0.03 

0.04 






Sareri 

Command 

Gneisses(B.G.C) 

4.247 

4.82 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.33 

0.29 

0.11 

0.014 

0.39 

0.43 


Balwantpura 

0824000202805300 

3.888 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.309 

1.74 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.03 

0.04 






Sareri 

Command 

Gneisses(B.G.C) 

3.579 

1.74 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.10 

0.09 

0.05 

0.012 

0.38 

0.43 


Barana 

0824000102795400 

16.647 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

12.477 

3.12 

0.015 

0.15 

0.02 

0.00 

0.00 

0.05 

0.66 

0.82 

0.53 

0.045 

0.30 

0.24 


Barantiya 

0824000202804300 

7.175 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.980 

1.89 

0.015 

0.02 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.08 

0.003 

0.06 

0.07 






Sareri 

Command 

Gneisses(B.G.C) 

6.194 

1.89 

0.015 

0.13 

0.02 

0.00 

0.00 

0.07 

0.22 

0.19 

0.48 

0.020 

0.38 

0.42 


Barla 

0824000102796200 

10.675 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

10.675 

4.33 

0.015 

0.06 

0.01 

0.00 

0.00 

0.05 

0.69 

0.54 

0.21 

0.039 

0.44 

0.55 



0824000202805100 

10.049 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

10.049 

3.53 

0.015 

0.07 

0.01 

0.00 

0.00 

0.07 

0.53 

0.47 

0.22 

0.033 

0.39 

0.44 


Barsani 

0824000102789900 

19.008 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

14.865 

4.46 

0.015 

0.19 

0.03 

0.00 

0.00 

0.09 

1.07 

0.97 

0.69 

0.054 

0.31 

0.34 






Khari 

Command 

Gneisses(B.G.C) 

1.189 

4.46 

0.015 

0.01 

0.00 

0.00 

0.00 

0.02 

0.07 

0.06 

0.05 

0.004 

0.02 

0.03 


Beh Ka Khera 

0824000302813200 

4.270 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.239 

0.55 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.03 

0.03 







Non-command 

Gneisses(B.G.C) 

2.299 

0.55 

0.011 

0.01 

0.00 

0.00 

0.00 

0.03 

-0.01 

0.00 

0.03 

0.006 

0.26 

0.30 


Bhagwanpura 

0824000202804600 

3.496 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.157 

5.19 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.02 






Sareri 

Command 

Gneisses(B.G.C) 

3.340 

5.19 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.27 

0.25 

0.05 

0.011 

0.38 

0.41 


Bhairoon Khera 

0824000202804000 

7.588 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.890 

4.38 

0.015 

0.02 

0.00 

0.00 

0.00 

0.04 

0.43 

0.38 

0.06 

0.022 

0.41 

0.47 






Sareri 

Command 

Gneisses(B.G.C) 

0.698 

4.38 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.01 

0.002 

0.04 

0.05 



0824000202804100 

5.615 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.818 

0.89 

0.015 

0.04 

0.00 

0.00 

0.00 

0.01 

0.10 

0.08 

0.13 

0.016 

0.40 

0.45 






Sareri 

Command 

Gneisses(B.G.C) 

0.797 

0.89 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.02 

0.003 

0.07 

0.08 


Bharliyas 

0824000202806900 

8.873 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.873 

4.84 

0.015 

0.09 

0.01 

0.00 

0.00 

0.02 

0.70 

0.57 

0.33 

0.029 

0.43 

0.53 


Bhati Khera 

0824000102795600 

3.917 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.772 

3.13 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.19 

0.23 

0.10 

0.014 

0.39 

0.34 


Bhawanipura 

0824000202807900 

4.386 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.097 

3.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

1.908 

3.25 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.01 

0.006 

0.19 

0.26 


Bhojras 

0824000202805500 

10.309 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.140 

1.92 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 






Sareri 

Command 

Phyllite & Schist 

0.007 

1.92 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Gneisses(B.G.C) 

10.162 

1.92 

0.015 

0.12 

0.02 

0.00 

0.00 

0.15 

0.24 

0.22 

0.45 

0.033 

0.40 

0.44 


Bor Khera 

0824000202808100 

10.361 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.050 

3.41 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.13 

0.10 

0.16 

0.007 

0.09 

0.12 






Sareri 

Command 

Gneisses(B.G.C) 

8.311 

3.41 

0.015 

0.17 

0.02 

0.00 

0.00 

0.01 

0.56 

0.43 

0.65 

0.027 

0.36 

0.47 


Chainpuriya 

0824000202805400 

3.202 

Fresh 

Sareri 

Command 

Gneisses(B.G.C) 

3.202 

1.90 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.07 

0.010 

0.40 

0.45 


Chatarpura 

0824000202805200 

3.094 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.094 

3.42 

0.015 

0.06 

0.01 

0.00 

0.00 

0.01 

0.20 

0.18 

0.22 

0.010 

0.39 

0.43 


Chitoriya 

0824000102790800 

1.431 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.154 

1.45 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.04 

0.001 

0.04 

0.04 


Dabla 

0824000402824900 

15.046 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.362 

0.67 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.001 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

2.594 

0.67 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.07 

0.07 

0.22 

0.009 

0.08 

0.09 






Sareri 

Command 

Phyllite & Schist 

0.154 

0.67 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.00 

0.01 







Command 

Gneisses(B.G.C) 

0.370 

0.67 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.03 

0.001 

0.01 

0.01 


Dantra 

0824000202802500 

25.035 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.520 

4.59 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.16 

0.09 

0.008 

0.04 

0.05 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Rampuriya @ Payra 

0824000402830400 

0.06 

0.00 

3,923.40 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

0.019 

2,122.25 

Over Exploited 



0.04 

0.00 

1,807.70 

0.00 

0.00 

0.00 

0.01 

0.09 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.003 

0.000 

0.003 

0.038 

1,264.35 

Over Exploited 

Reechhra 

0824000802873700 

0.06 

0.00 

1,719.32 

0.01 

- 

0.01 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.027 

562.72 

Over Exploited 



0.07 

0.01 

484.42 

0.01 

0.00 

0.01 

0.01 

0.09 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.017 

0.001 

0.016 

0.042 

257.26 

Over Exploited 



0.06 

0.03 

407.77 

0.04 

0.04 

0.08 

0.01 

0.18 

- 

0.0100 

0.0404 

0.0486 

0.059 

0.159 

0.159 

0.239 

0.012 

0.227 

0.076 

33.49 

Safe 



0.07 

0.08 

45.74 

0.10 

0.07 

0.16 

0.02 

0.25 

- 

0.0100 

0.0579 

0.0697 

0.104 

0.241 

0.241 

0.405 

0.020 

0.385 

0.109 

28.37 

Safe 

Salriya Kalan 

0824000402828900 

0.06 

0.09 

248.50 

0.11 

0.08 

0.19 

0.03 

0.33 

- 

0.0700 

- 

- 

0.103 

0.174 

0.174 

0.360 

0.018 

0.342 

0.372 

108.77 

Over Exploited 

Samelpura 

0824000402828400 

0.06 

0.01 

232.26 

0.01 

0.00 

0.02 

0.03 

0.32 

- 

- 

- 

- 

0.005 

0.006 

0.006 

0.022 

0.001 

0.021 

0.027 

130.38 

Over Exploited 

Sangrampura 

0824000402831800 

0.06 

0.22 

2.61 

0.23 

- 

0.23 

0.05 

0.61 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.240 

0.012 

0.228 

0.141 

62.02 

Safe 

Sardarnagar 

0824000402829400 

0.06 

0.54 

1.12 

0.55 

0.20 

0.75 

0.05 

0.61 

- 

0.1500 

- 

- 

0.225 

0.375 

0.375 

1.120 

0.056 

1.064 

1.373 

129.06 

Over Exploited 

Seedriyas 

0824000802874400 

0.07 

0.00 

1,374.03 

0.00 

0.00 

0.00 

0.00 

0.05 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.013 

0.001 

0.013 

0.050 

395.76 

Over Exploited 

Sewni @ Surajpura@gopalpura 

0824000302820800 

0.07 

0.00 

1,022.20 

0.00 

0.00 

0.00 

0.00 

0.05 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.006 

0.000 

0.006 

0.016 

285.97 

Over Exploited 

Shivpura 

0824000302820900 

0.07 

0.00 

23,045.01 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sultan Garh 

0824000402829700 

0.06 

0.17 

111.63 

0.20 

0.01 

0.21 

0.05 

0.62 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.251 

0.013 

0.238 

0.412 

172.96 

Over Exploited 



0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Surajpura 

0824000402828600 

0.06 

0.01 

267.19 

0.01 

0.03 

0.04 

0.01 

0.16 

- 

- 

- 

- 

0.038 

0.038 

0.038 

0.075 

0.004 

0.071 

0.029 

40.38 

Safe 

Taswariya Khurd 

0824000302822600 

0.07 

0.29 

58.40 

0.35 

0.03 

0.37 

0.04 

0.57 

- 

0.0200 

- 

- 

0.027 

0.047 

0.047 

0.421 

0.021 

0.400 

0.223 

55.77 

Safe 

Ummaidnagar 

0824000302823000 

0.07 

0.12 

40.63 

0.15 

0.01 

0.16 

0.05 

0.60 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.182 

0.009 

0.173 

0.211 

121.98 

Over Exploited 

Upreda 

0824000402827200 

0.06 

0.00 

17,033.97 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

13,941.09 

Over Exploited 

Agoocha 

0824000202803900 

0.05 

0.29 

372.88 

0.34 

0.02 

0.36 

0.03 

0.38 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.415 

0.021 

0.394 

0.469 

118.96 

Over Exploited 



0.05 

0.00 

22,890.14 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.006 

1,499.19 

Over Exploited 

Aheeron Ka Khera 

0824000102795500 

0.04 

0.01 

654.74 

0.02 

0.00 

0.02 

0.02 

0.24 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.019 

0.001 

0.018 

0.024 

134.97 

Over Exploited 

Amartiya 

0824000202804200 

0.05 

0.08 

80.45 

0.10 

0.05 

0.14 

0.03 

0.41 

- 

0.0300 

- 

- 

0.053 

0.083 

0.083 

0.225 

0.011 

0.214 

0.292 

136.68 

Over Exploited 



0.05 

0.00 

1,047.69 

0.00 

0.00 

0.01 

0.01 

0.09 

- 

0.0100 

0.0005 

0.0005 

0.002 

0.013 

0.013 

0.019 

0.001 

0.018 

0.065 

355.73 

Over Exploited 

Ambesar 

0824000102790100 

0.04 

0.25 

345.61 

0.30 

0.09 

0.40 

0.04 

0.42 

0.03 

0.1000 

- 

- 

0.097 

0.197 

0.225 

0.624 

0.031 

0.593 

0.914 

154.30 

Over Exploited 



0.04 

0.00 

6,205.13 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.073 

636.71 

Over Exploited 

Amerpura 

0824000202807400 

0.05 

0.07 

157.58 

0.08 

0.01 

0.09 

0.04 

0.46 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.119 

0.006 

0.113 

0.169 

149.65 

Over Exploited 

Apaliyas 

0824000202805700 

0.05 

0.01 

677.47 

0.01 

- 

0.01 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.022 

0.057 

259.50 

Over Exploited 



0.05 

0.08 

175.67 

0.10 

0.01 

0.12 

0.03 

0.34 

- 

0.0200 

0.0032 

0.0031 

0.007 

0.033 

0.033 

0.149 

0.007 

0.142 

0.161 

113.33 

Over Exploited 

Araniya Chauhan 

0824000302809300 

0.04 

0.00 

7,955.70 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

37,908.18 

Over Exploited 

Atalpura 

0824000202806100 

0.05 

0.07 

163.87 

0.08 

0.01 

0.09 

0.04 

0.45 

- 

0.0100 

- 

- 

0.020 

0.030 

0.030 

0.122 

0.006 

0.116 

0.102 

87.83 

Semi Critical 

Bakhtawarpura 

0824000202807100 

0.05 

0.08 

210.61 

0.10 

0.02 

0.12 

0.04 

0.48 

- 

0.0300 

- 

- 

0.020 

0.050 

0.050 

0.171 

0.009 

0.162 

0.253 

155.67 

Over Exploited 

Balapura 

0824000202804500 

0.05 

0.00 

3,966.69 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.011 

1,645.48 

Over Exploited 



0.05 

0.08 

278.86 

0.09 

0.01 

0.10 

0.03 

0.42 

- 

0.0100 

0.0019 

0.0022 

0.017 

0.032 

0.032 

0.136 

0.007 

0.129 

0.120 

92.75 

Critical 

Balwantpura 

0824000202805300 

0.05 

0.00 

1,375.99 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.006 

1,110.05 

Over Exploited 



0.05 

0.06 

38.24 

0.08 

0.01 

0.09 

0.03 

0.41 

- 

0.0100 

0.0016 

0.0019 

0.019 

0.033 

0.033 

0.121 

0.006 

0.115 

0.065 

56.00 

Safe 

Barana 

0824000102795400 

0.04 

0.15 

442.97 

0.18 

0.07 

0.25 

0.03 

0.34 

- 

0.0600 

- 

- 

0.079 

0.139 

0.139 

0.393 

0.020 

0.374 

0.578 

154.81 

Over Exploited 

Barantiya 

0824000202804300 

0.05 

0.00 

800.44 

0.00 

0.02 

0.02 

0.00 

0.06 

- 

0.0100 

- 

- 

0.030 

0.040 

0.040 

0.063 

0.003 

0.060 

0.080 

134.67 

Over Exploited 



0.05 

0.11 

74.20 

0.13 

0.09 

0.22 

0.03 

0.40 

- 

0.0500 

0.0027 

0.0033 

0.104 

0.160 

0.160 

0.382 

0.019 

0.363 

0.495 

136.51 

Over Exploited 

Barla 

0824000102796200 

0.04 

0.19 

192.08 

0.22 

0.06 

0.29 

0.04 

0.48 

- 

0.0200 

- 

- 

0.081 

0.101 

0.101 

0.389 

0.019 

0.370 

0.247 

66.80 

Safe 


0824000202805100 

0.05 

0.19 

150.61 

0.22 

0.08 

0.30 

0.03 

0.43 

- 

0.0200 

- 

- 

0.099 

0.119 

0.119 

0.420 

0.021 

0.399 

0.254 

63.62 

Safe 

Barsani 

0824000102789900 

0.04 

0.19 

421.37 

0.22 

0.12 

0.34 

0.04 

0.35 

0.02 

0.0800 

- 

- 

0.130 

0.210 

0.231 

0.570 

0.029 

0.542 

0.740 

136.65 

Over Exploited 



0.04 

0.00 

4,944.85 

0.00 

0.02 

0.02 

0.00 

0.03 

0.00 

0.0100 

- 

- 

0.035 

0.045 

0.045 

0.070 

0.004 

0.067 

0.058 

87.46 

Semi Critical 

Beh Ka Khera 

0824000302813200 

0.07 

0.00 

93.16 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.005 

0.000 

0.004 

0.001 

15.21 

Safe 



0.04 

0.02 

(118.35) 

0.02 

0.03 

0.05 

0.02 

0.28 

- 

0.0100 

- 

- 

0.044 

0.054 

0.054 

0.102 

0.005 

0.097 

0.038 

39.67 

Safe 

Bhagwanpura 

0824000202804600 

0.05 

0.00 

8,510.08 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.05 

0.06 

316.86 

0.07 

0.01 

0.08 

0.03 

0.41 

- 

0.0100 

0.0015 

0.0018 

0.015 

0.028 

0.028 

0.110 

0.006 

0.105 

0.064 

61.03 

Safe 

Bhairoon Khera 

0824000202804000 

0.05 

0.13 

185.86 

0.16 

0.04 

0.20 

0.03 

0.44 

- 

0.0100 

- 

- 

0.061 

0.071 

0.071 

0.270 

0.014 

0.257 

0.084 

32.87 

Safe 



0.05 

0.00 

2,811.75 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

0.0003 

0.0004 

0.001 

0.002 

0.002 

0.004 

0.000 

0.004 

0.007 

199.62 

Over Exploited 


0824000202804100 

0.05 

0.09 

(7.79) 

0.08 

0.01 

0.09 

0.03 

0.42 

- 

0.0100 

- 

- 

0.014 

0.024 

0.024 

0.116 

0.006 

0.110 

0.146 

132.65 

Over Exploited 



0.05 

0.00 

285.96 

0.00 

0.01 

0.01 

0.00 

0.07 

- 

- 

0.0004 

0.0004 

0.015 

0.015 

0.015 

0.028 

0.001 

0.027 

0.027 

99.83 

Critical 

Bharliyas 

0824000202806900 

0.05 

0.18 

216.54 

0.21 

0.03 

0.24 

0.04 

0.47 

- 

0.0400 

- 

- 

0.029 

0.069 

0.069 

0.313 

0.016 

0.298 

0.355 

119.11 

Over Exploited 

Bhati Khera 

0824000102795600 

0.04 

0.06 

282.82 

0.07 

0.01 

0.08 

0.04 

0.43 

- 

0.0100 

- 

- 

0.019 

0.029 

0.029 

0.113 

0.006 

0.107 

0.115 

107.28 

Over Exploited 

Bhawanipura 

0824000202807900 

0.06 

0.00 

8,260.91 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.02 

293.29 

0.02 

0.00 

0.02 

0.02 

0.21 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.028 

0.001 

0.026 

0.016 

61.54 

Safe 

Bhojras 

0824000202805500 

0.05 

0.00 

9,901.80 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

13,290.22 

Over Exploited 



0.06 

0.00 

266,249.39 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.19 

15.43 

0.22 

0.17 

0.39 

0.03 

0.43 

- 

0.0500 

0.0045 

0.0054 

0.225 

0.284 

0.284 

0.673 

0.034 

0.639 

0.484 

75.68 

Semi Critical 

Bor Khera 

0824000202808100 

0.05 

0.01 

1,102.91 

0.01 

0.01 

0.02 

0.01 

0.10 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.050 

0.003 

0.048 

0.165 

345.47 

Over Exploited 



0.05 

0.14 

206.51 

0.17 

0.03 

0.20 

0.04 

0.39 

- 

0.1200 

0.0046 

0.0044 

0.015 

0.144 

0.144 

0.342 

0.017 

0.325 

0.675 

207.90 

Over Exploited 

Chainpuriya 

0824000202805400 

0.05 

0.06 

65.16 

0.07 

0.00 

0.07 

0.03 

0.44 

- 

0.0100 

0.0014 

0.0017 

0.001 

0.014 

0.014 

0.087 

0.004 

0.083 

0.082 

99.33 

Critical 

Chatarpura 

0824000202805200 

0.05 

0.06 

218.01 

0.07 

0.02 

0.09 

0.03 

0.42 

- 

0.0200 

- 

- 

0.017 

0.037 

0.037 

0.126 

0.006 

0.120 

0.231 

192.25 

Over Exploited 

Chitoriya 

0824000102790800 

0.04 

0.00 

5,942.32 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.041 

13,352.78 

Over Exploited 

Dabla 

0824000402824900 

0.06 

0.00 

5,741.09 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.043 

16,763.53 

Over Exploited 



0.04 

0.01 

695.16 

0.01 

0.01 

0.02 

0.01 

0.09 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.054 

0.003 

0.051 

0.233 

455.59 

Over Exploited 



0.06 

0.00 

4,524.93 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.018 

12,342.66 

Over Exploited 



0.04 

0.00 

1,842.78 

0.00 

0.01 

0.01 

0.00 

0.01 

- 

- 

0.0002 

0.0002 

0.015 

0.015 

0.015 

0.026 

0.001 

0.024 

0.031 

128.23 

Over Exploited 

Dantra 

0824000202802500 

0.05 

0.00 

3,451.72 

0.01 

0.00 

0.01 

0.00 

0.04 

0.00 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.021 

0.001 

0.019 

0.094 

483.20 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 






Khari 

Command 

Gneisses(B.G.C) 

0.347 

4.59 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.01 

0.01 


Daulat Garh 

0824000102797000 

12.833 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.449 

3.43 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.12 

0.07 

0.005 

0.05 

0.03 


Daulatpura Ki Dhani 

0824000102789800 

4.456 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.456 

4.70 

0.015 

0.09 

0.01 

0.00 

0.00 

0.02 

0.38 

0.32 

0.34 

0.016 

0.41 

0.48 


Deopura 

0824000102795700 

2.421 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.421 

2.90 

0.015 

0.01 

0.00 

0.00 

0.00 

0.02 

0.09 

0.11 

0.04 

0.009 

0.40 

0.35 



0824000202804800 

1.487 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.480 

4.59 

0.015 

0.02 

0.00 

0.00 

0.00 

0.02 

0.11 

0.10 

0.07 

0.005 

0.38 

0.41 






Sareri 

Command 

Gneisses(B.G.C) 

0.007 

4.59 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Deoriya 

0824000202807200 

6.641 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.641 

4.53 

0.015 

0.07 

0.01 

0.00 

0.00 

0.01 

0.50 

0.38 

0.27 

0.022 

0.44 

0.58 


Dhanpura 

0824000202808200 

4.379 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.379 

3.66 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.25 

0.19 

0.08 

0.014 

0.44 

0.58 


Dholi 

0824000102796400 

12.576 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.332 

3.89 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.03 

0.005 

0.05 

0.05 


Dhuwaliya 

0824000202809000 

15.886 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.017 

3.80 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Sareri 

Command 

Gneisses(B.G.C) 

0.005 

3.80 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dola Ka Khera 

0824000102791300 

1.710 

Fresh 

Khari 

Command 

Gneisses(B.G.C) 

0.113 

2.86 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.000 

0.03 

0.02 


Gagera 

0824000202802800 

20.991 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

9.188 

2.80 

0.015 

0.08 

0.01 

0.00 

0.00 

0.02 

0.44 

0.35 

0.26 

0.030 

0.18 

0.22 


Gajsinghpura 

0824000202804900 

3.116 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.697 

4.64 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.13 

0.07 

0.005 

0.21 

0.22 






Sareri 

Command 

Gneisses(B.G.C) 

1.419 

4.64 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.05 

0.005 

0.18 

0.19 


Ganeshpura 

0824000102791100 

2.884 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.083 

2.61 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 






Khari 

Command 

Gneisses(B.G.C) 

2.691 

2.61 

0.015 

0.08 

0.01 

0.00 

0.00 

0.01 

0.16 

0.18 

0.31 

0.010 

0.37 

0.33 


Gangaram Ka Khera 

0824000102791200 

1.568 

Fresh 

Khari 

Command 

Gneisses(B.G.C) 

0.721 

3.21 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.08 

0.003 

0.18 

0.17 


Garhwalon Ka Khera 

0824000202808700 

2.248 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.006 

3.65 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Sareri 

Command 

Gneisses(B.G.C) 

2.242 

3.65 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.15 

0.11 

0.15 

0.007 

0.44 

0.59 


Garoliya Khera 

0824000202807700 

2.391 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.172 

3.33 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.03 

0.04 






Sareri 

Command 

Gneisses(B.G.C) 

2.220 

3.33 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.11 

0.11 

0.007 

0.40 

0.49 


Gulabpura (rural) 

0824000202803300 

5.360 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.631 

2.65 

0.015 

0.04 

0.01 

0.00 

0.00 

0.03 

0.19 

0.16 

0.14 

0.015 

0.35 

0.41 


Gulabpura Hurda 

0824000242402000 

18.540 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.705 

2.22 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.059 

0.01 

0.02 


Hajiyas 

0824000202806800 

9.333 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.612 

5.56 

0.015 

0.10 

0.00 

0.00 

0.00 

0.06 

0.67 

0.55 

0.37 

0.025 

0.34 

0.41 






Khari 

Command 

Gneisses(B.G.C) 

1.721 

5.56 

0.015 

0.02 

0.00 

0.00 

0.00 

0.02 

0.15 

0.12 

0.09 

0.006 

0.08 

0.09 


Haripura 

0824000202805900 

3.250 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.250 

3.96 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.19 

0.17 

0.04 

0.011 

0.40 

0.46 


Hatan 

0824000102791400 

3.001 

Fresh 

Khari 

Command 

Gneisses(B.G.C) 

0.072 

2.29 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Hathisar 

0824000102795300 

2.630 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.628 

3.50 

0.015 

0.04 

0.01 

0.00 

0.00 

0.01 

0.16 

0.20 

0.14 

0.010 

0.40 

0.32 


Hurda Magra 

0824000202803400 

25.997 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.997 

2.95 

0.015 

0.01 

0.00 

0.00 

0.00 

0.02 

0.21 

0.18 

0.01 

0.016 

0.08 

0.09 


Inani Khera 

0824000202808500 

4.345 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.345 

4.38 

0.015 

0.06 

0.01 

0.00 

0.00 

0.01 

0.32 

0.25 

0.22 

0.014 

0.44 

0.58 


Itariya 

0824000302809900 

10.114 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.198 

1.68 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 


Jabarkiya 

0824000102795900 

6.061 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.892 

3.82 

0.015 

0.07 

0.01 

0.00 

0.00 

0.02 

0.32 

0.31 

0.25 

0.018 

0.34 

0.34 


Jaisinghpura 

0824000202804700 

20.526 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.218 

4.46 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.01 

0.004 

0.02 

0.02 






Sareri 

Command 

Gneisses(B.G.C) 

19.308 

4.46 

0.015 

0.08 

0.01 

0.00 

0.00 

0.11 

1.25 

1.16 

0.23 

0.063 

0.37 

0.40 


Jal Khera 

0824000202807500 

1.535 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.535 

3.35 

0.015 

0.07 

0.01 

0.00 

0.00 

0.01 

0.13 

0.10 

0.29 

0.005 

0.43 

0.55 


Jalampura 

0824000202802600 

12.471 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.176 

3.95 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.27 

0.22 

0.11 

0.014 

0.14 

0.17 


Jalimpura 

0824000202808800 

5.875 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.763 

3.77 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.04 

0.03 

0.01 

0.002 

0.06 

0.08 






Sareri 

Command 

Gneisses(B.G.C) 

2.785 

3.77 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.13 

0.05 

0.009 

0.21 

0.28 


Jasoriya 

0824000402824800 

16.506 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.021 

1.25 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Sareri 

Command 

Phyllite & Schist 

5.226 

1.25 

0.020 

0.03 

0.00 

0.00 

0.00 

0.05 

0.11 

0.10 

0.10 

0.017 

0.14 

0.16 







Command 

Gneisses(B.G.C) 

10.515 

1.25 

0.015 

0.05 

0.01 

0.00 

0.00 

0.06 

0.18 

0.16 

0.14 

0.034 

0.28 

0.31 


Jetpura 

0824000102795800 

7.993 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.506 

3.32 

0.015 

0.11 

0.02 

0.00 

0.00 

0.02 

0.45 

0.49 

0.42 

0.027 

0.38 

0.35 


Jooni Khera 

0824000202806300 

2.480 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.480 

4.09 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.18 

0.14 

0.09 

0.008 

0.42 

0.53 


Kaliyas 

0824000102796300 

29.210 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.208 

3.96 

0.015 

0.07 

0.01 

0.00 

0.00 

0.02 

0.35 

0.27 

0.27 

0.019 

0.08 

0.10 


Kalyanpura 

0824000302810000 

3.038 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.007 

1.89 

0.011 

0.02 

0.00 

0.00 

0.00 

0.14 

-0.06 

-0.05 

0.07 

0.008 

0.48 

0.56 


Kana Ka Khera 

0824000102790900 

1.411 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.320 

2.50 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.07 

0.005 

0.38 

0.32 






Khari 

Command 

Gneisses(B.G.C) 

0.000 

2.50 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kanpura 

0824000102790500 

2.126 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.084 

1.08 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.01 



0824000202807000 

7.698 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.698 

5.32 

0.015 

0.06 

0.01 

0.00 

0.00 

0.03 

0.63 

0.49 

0.20 

0.025 

0.44 

0.56 


Kanwaliyas 

0824000202807800 

14.285 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.653 

3.30 

0.015 

0.12 

0.02 

0.00 

0.00 

0.00 

0.38 

0.29 

0.46 

0.018 

0.17 

0.22 






Sareri 

Command 

Gneisses(B.G.C) 

8.633 

3.30 

0.015 

0.18 

0.03 

0.00 

0.00 

0.07 

0.51 

0.39 

0.70 

0.028 

0.26 

0.34 


Kanwlas 

0824000102790400 

8.544 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.150 

2.06 

0.015 

0.07 

0.01 

0.00 

0.00 

0.01 

0.24 

0.30 

0.23 

0.022 

0.29 

0.23 


Kasoriya 

0824000402824700 

15.387 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.725 

1.25 

0.020 

0.03 

0.00 

0.00 

0.00 

0.02 

0.06 

0.05 

0.12 

0.006 

0.05 

0.06 







Non-command 

Gneisses(B.G.C) 

2.498 

1.25 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.07 

0.06 

0.13 

0.008 

0.07 

0.08 






Sareri 

Command 

Phyllite & Schist 

10.502 

1.25 

0.020 

0.19 

0.03 

0.00 

0.00 

0.06 

0.37 

0.31 

0.73 

0.034 

0.29 

0.35 







Command 

Gneisses(B.G.C) 

0.651 

1.25 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.002 

0.02 

0.02 


Kesarpura 

0824000102790700 

0.991 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.083 

1.01 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.03 

0.03 


Khamor 

0824000302813400 

29.579 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.015 

0.36 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

2.847 

0.36 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.008 

0.05 

0.05 


Khera Palola 

0824000302809100 

6.539 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.276 

4.60 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.02 


Koli Khera 

0824000102790000 

5.922 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.086 

3.91 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.08 

0.08 

0.06 

0.004 

0.07 

0.07 






Khari 

Command 

Gneisses(B.G.C) 

3.529 

3.91 

0.015 

0.05 

0.01 

0.00 

0.00 

0.01 

0.24 

0.24 

0.20 

0.013 

0.23 

0.23 


Kothiya 

0824000302809200 

21.142 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.106 

3.33 

0.011 

0.05 

0.01 

0.00 

0.00 

0.04 

0.23 

0.20 

0.20 

0.017 

0.13 

0.15 


Kundiya Kalan 

0824000402825800 

23.356 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.020 

2.38 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

0.049 

2.38 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kundiya Khurd 

0824000402825700 

13.033 

Fresh 

Sareri 

Command 

Phyllite & Schist 

0.481 

1.47 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.002 

0.02 

0.02 


Kushalpura 

0824000202806500 

2.061 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.061 

4.22 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.15 

0.12 

0.12 

0.007 

0.42 

0.52 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.05 

0.00 

22,504.57 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.011 

649.73 

Over Exploited 

Daulat Garh 

0824000102797000 

0.04 

0.00 

4,597.78 

0.00 

0.00 

0.00 

0.01 

0.05 

0.00 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.017 

0.001 

0.016 

0.073 

450.02 

Over Exploited 

Daulatpura Ki Dhani 

0824000102789800 

0.04 

0.07 

336.98 

0.09 

0.03 

0.12 

0.04 

0.46 

- 

0.0400 

- 

- 

0.028 

0.069 

0.069 

0.185 

0.009 

0.176 

0.351 

199.46 

Over Exploited 

Deopura 

0824000102795700 

0.04 

0.04 

170.25 

0.05 

0.02 

0.07 

0.04 

0.45 

- 

- 

- 

- 

0.037 

0.037 

0.037 

0.109 

0.005 

0.103 

0.045 

43.31 

Safe 


0824000202804800 

0.05 

0.03 

271.51 

0.03 

0.02 

0.05 

0.03 

0.41 

- 

0.0100 

- 

- 

0.024 

0.034 

0.034 

0.082 

0.004 

0.078 

0.077 

98.56 

Critical 



0.05 

0.00 

84,451.02 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Deoriya 

0824000202807200 

0.05 

0.14 

177.02 

0.17 

0.02 

0.19 

0.04 

0.48 

- 

0.0300 

- 

- 

0.017 

0.047 

0.047 

0.233 

0.012 

0.221 

0.291 

131.21 

Over Exploited 

Dhanpura 

0824000202808200 

0.05 

0.09 

111.87 

0.11 

0.01 

0.12 

0.04 

0.49 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.136 

0.007 

0.129 

0.091 

70.41 

Semi Critical 

Dholi 

0824000102796400 

0.04 

0.00 

2,874.35 

0.00 

0.00 

0.01 

0.00 

0.05 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.013 

0.001 

0.013 

0.037 

293.45 

Over Exploited 

Dhuwaliya 

0824000202809000 

0.05 

0.00 

(53,067.72) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

2.04 

Safe 



0.05 

0.00 

635,425.99 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dola Ka Khera 

0824000102791300 

0.04 

0.00 

4,320.94 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.004 

3,047.65 

Over Exploited 

Gagera 

0824000202802800 

0.05 

0.08 

359.58 

0.09 

0.03 

0.12 

0.02 

0.20 

- 

0.0300 

- 

- 

0.024 

0.054 

0.054 

0.172 

0.009 

0.164 

0.294 

179.38 

Over Exploited 

Gajsinghpura 

0824000202804900 

0.05 

0.02 

664.46 

0.02 

0.00 

0.02 

0.02 

0.23 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.033 

0.002 

0.031 

0.072 

233.24 

Over Exploited 



0.05 

0.01 

735.62 

0.01 

0.00 

0.02 

0.01 

0.19 

- 

0.0100 

0.0006 

0.0008 

0.006 

0.018 

0.018 

0.036 

0.002 

0.034 

0.058 

169.89 

Over Exploited 

Ganeshpura 

0824000102791100 

0.04 

0.00 

9,683.08 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.011 

23,916.69 

Over Exploited 



0.04 

0.04 

355.97 

0.05 

0.02 

0.07 

0.04 

0.41 

0.00 

0.0400 

- 

- 

0.018 

0.058 

0.063 

0.133 

0.007 

0.126 

0.323 

256.15 

Over Exploited 

Gangaram Ka Khera 

0824000102791200 

0.04 

0.01 

952.40 

0.01 

0.00 

0.01 

0.02 

0.20 

0.00 

0.0100 

- 

- 

0.004 

0.014 

0.015 

0.024 

0.001 

0.023 

0.086 

379.03 

Over Exploited 

Garhwalon Ka Khera 

0824000202808700 

0.05 

0.00 

55,697.46 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.05 

139.56 

0.06 

0.01 

0.07 

0.04 

0.49 

- 

0.0200 

0.0012 

0.0012 

0.007 

0.029 

0.029 

0.099 

0.005 

0.094 

0.160 

169.62 

Over Exploited 

Garoliya Khera 

0824000202807700 

0.05 

0.00 

2,200.68 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.004 

0.000 

0.004 

0.011 

267.27 

Over Exploited 



0.05 

0.04 

173.23 

0.05 

0.00 

0.05 

0.04 

0.43 

- 

0.0200 

0.0012 

0.0012 

0.002 

0.025 

0.025 

0.076 

0.004 

0.072 

0.117 

162.72 

Over Exploited 

Gulabpura (rural) 

0824000202803300 

0.05 

0.08 

107.96 

0.09 

0.04 

0.13 

0.03 

0.38 

- 

0.0200 

- 

- 

0.040 

0.060 

0.060 

0.187 

0.009 

0.178 

0.156 

87.76 

Semi Critical 

Gulabpura Hurda 

0824000242402000 

0.05 

0.00 

6,388.32 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.003 

0.000 

0.003 

0.059 

2,085.61 

Over Exploited 

Hajiyas 

0824000202806800 

0.05 

0.12 

358.31 

0.15 

0.06 

0.21 

0.04 

0.37 

- 

0.0400 

- 

- 

0.096 

0.136 

0.136 

0.345 

0.017 

0.327 

0.399 

121.76 

Over Exploited 



0.05 

0.01 

1,883.40 

0.01 

0.02 

0.02 

0.01 

0.08 

- 

0.0100 

- 

- 

0.023 

0.033 

0.033 

0.055 

0.003 

0.052 

0.092 

175.04 

Over Exploited 

Haripura 

0824000202805900 

0.05 

0.06 

173.40 

0.07 

0.01 

0.08 

0.03 

0.43 

- 

- 

- 

- 

0.017 

0.017 

0.017 

0.101 

0.005 

0.096 

0.049 

50.33 

Safe 

Hatan 

0824000102791400 

0.04 

0.00 

9,965.85 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.004 

12,683.70 

Over Exploited 

Hathisar 

0824000102795300 

0.04 

0.04 

369.14 

0.05 

0.02 

0.07 

0.04 

0.45 

- 

0.0300 

- 

- 

0.016 

0.046 

0.046 

0.118 

0.006 

0.112 

0.150 

133.93 

Over Exploited 

Hurda Magra 

0824000202803400 

0.05 

0.02 

880.59 

0.02 

0.02 

0.04 

0.01 

0.09 

- 

- 

- 

- 

0.028 

0.028 

0.028 

0.068 

0.003 

0.065 

0.021 

32.60 

Safe 

Inani Khera 

0824000202808500 

0.05 

0.09 

171.43 

0.11 

0.02 

0.13 

0.04 

0.49 

- 

0.0200 

- 

- 

0.018 

0.038 

0.038 

0.168 

0.008 

0.160 

0.235 

147.22 

Over Exploited 

Itariya 

0824000302809900 

0.04 

0.00 

2,829.36 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.003 

0.000 

0.003 

0.012 

436.83 

Over Exploited 

Jabarkiya 

0824000102795900 

0.04 

0.07 

373.03 

0.08 

0.03 

0.11 

0.04 

0.37 

- 

0.0300 

- 

- 

0.033 

0.063 

0.063 

0.174 

0.009 

0.165 

0.270 

163.41 

Over Exploited 

Jaisinghpura 

0824000202804700 

0.05 

0.00 

5,600.37 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.018 

1,182.24 

Over Exploited 



0.05 

0.33 

247.34 

0.40 

0.12 

0.53 

0.03 

0.40 

- 

0.0300 

0.0085 

0.0102 

0.171 

0.220 

0.220 

0.746 

0.037 

0.708 

0.293 

41.29 

Safe 

Jal Khera 

0824000202807500 

0.05 

0.03 

230.05 

0.04 

0.02 

0.05 

0.04 

0.47 

- 

0.0500 

- 

- 

0.010 

0.060 

0.060 

0.114 

0.006 

0.109 

0.293 

269.92 

Over Exploited 

Jalampura 

0824000202802600 

0.05 

0.03 

719.02 

0.03 

0.01 

0.04 

0.01 

0.15 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.059 

0.003 

0.057 

0.124 

218.63 

Over Exploited 

Jalimpura 

0824000202808800 

0.05 

0.00 

1,175.75 

0.00 

0.01 

0.01 

0.01 

0.06 

- 

- 

- 

- 

0.012 

0.012 

0.012 

0.023 

0.001 

0.022 

0.016 

75.92 

Semi Critical 



0.05 

0.03 

358.73 

0.03 

- 

0.03 

0.02 

0.23 

- 

0.0100 

0.0012 

0.0015 

- 

0.013 

0.013 

0.046 

0.002 

0.044 

0.057 

131.00 

Over Exploited 

Jasoriya 

0824000402824800 

0.04 

0.00 

(67,208.40) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

4.32 

Safe 



0.06 

0.04 

148.14 

0.05 

0.05 

0.10 

0.01 

0.15 

- 

0.0100 

0.0023 

0.0028 

0.072 

0.087 

0.087 

0.183 

0.009 

0.174 

0.118 

67.98 

Safe 



0.04 

0.12 

36.51 

0.14 

0.07 

0.21 

0.02 

0.30 

- 

0.0200 

0.0046 

0.0056 

0.085 

0.115 

0.115 

0.322 

0.016 

0.306 

0.178 

58.40 

Safe 

Jetpura 

0824000102795800 

0.04 

0.12 

320.81 

0.14 

0.04 

0.17 

0.04 

0.43 

- 

0.0500 

- 

- 

0.025 

0.075 

0.075 

0.250 

0.012 

0.237 

0.445 

187.69 

Over Exploited 

Jooni Khera 

0824000202806300 

0.05 

0.05 

182.60 

0.06 

0.01 

0.07 

0.04 

0.47 

- 

0.0100 

- 

- 

0.009 

0.019 

0.019 

0.084 

0.004 

0.080 

0.099 

123.59 

Over Exploited 

Kaliyas 

0824000102796300 

0.04 

0.02 

1,544.17 

0.02 

0.03 

0.05 

0.01 

0.09 

- 

0.0300 

- 

- 

0.032 

0.062 

0.062 

0.113 

0.006 

0.107 

0.285 

266.42 

Over Exploited 

Kalyanpura 

0824000302810000 

0.04 

0.06 

(184.31) 

0.05 

0.14 

0.19 

0.03 

0.51 

- 

0.0100 

- 

- 

0.209 

0.219 

0.219 

0.404 

0.020 

0.384 

0.073 

19.12 

Safe 

Kana Ka Khera 

0824000102790900 

0.04 

0.02 

308.09 

0.02 

- 

0.02 

0.04 

0.42 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.036 

0.002 

0.034 

0.073 

212.86 

Over Exploited 



0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kanpura 

0824000102790500 

0.04 

0.00 

3,281.30 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

7,092.97 

Over Exploited 


0824000202807000 

0.05 

0.16 

209.95 

0.19 

0.04 

0.23 

0.04 

0.48 

- 

0.0200 

- 

- 

0.051 

0.071 

0.071 

0.305 

0.015 

0.290 

0.227 

78.32 

Semi Critical 

Kanwaliyas 

0824000202807800 

0.05 

0.05 

530.46 

0.06 

0.02 

0.08 

0.02 

0.19 

- 

0.0900 

- 

- 

0.006 

0.096 

0.096 

0.175 

0.009 

0.166 

0.479 

288.14 

Over Exploited 



0.05 

0.11 

265.16 

0.13 

0.10 

0.23 

0.03 

0.29 

- 

0.1300 

0.0047 

0.0046 

0.104 

0.243 

0.243 

0.472 

0.024 

0.448 

0.729 

162.62 

Over Exploited 

Kanwlas 

0824000102790400 

0.04 

0.07 

319.61 

0.09 

0.02 

0.10 

0.03 

0.32 

- 

0.0300 

- 

- 

0.013 

0.043 

0.043 

0.148 

0.007 

0.140 

0.256 

182.67 

Over Exploited 

Kasoriya 

0824000402824700 

0.06 

0.00 

945.70 

0.01 

0.02 

0.02 

0.00 

0.05 

- 

0.0100 

- 

- 

0.023 

0.033 

0.033 

0.054 

0.003 

0.051 

0.124 

240.65 

Over Exploited 



0.04 

0.01 

707.14 

0.01 

0.01 

0.02 

0.01 

0.08 

- 

0.0100 

- 

- 

0.015 

0.025 

0.025 

0.043 

0.002 

0.041 

0.134 

330.67 

Over Exploited 



0.06 

0.17 

79.18 

0.21 

0.09 

0.29 

0.03 

0.32 

- 

0.0800 

0.0046 

0.0056 

0.084 

0.175 

0.175 

0.467 

0.023 

0.444 

0.765 

172.53 

Over Exploited 



0.04 

0.00 

3,815.07 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0003 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.032 

2,890.97 

Over Exploited 

Kesarpura 

0824000102790700 

0.04 

0.00 

1,250.33 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

5,765.02 

Over Exploited 

Khamor 

0824000302813400 

0.07 

0.00 

35,837.87 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.01 

41.56 

0.01 

0.00 

0.01 

0.00 

0.05 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.013 

0.001 

0.013 

0.008 

62.28 

Safe 

Khera Palola 

0824000302809100 

0.04 

0.00 

6,442.80 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

0.001 

75.56 

Semi Critical 

Koli Khera 

0824000102790000 

0.04 

0.00 

2,403.28 

0.00 

0.01 

0.01 

0.01 

0.08 

0.00 

0.0100 

- 

- 

0.009 

0.019 

0.019 

0.029 

0.001 

0.028 

0.065 

235.26 

Over Exploited 



0.04 

0.03 

622.11 

0.04 

0.02 

0.06 

0.03 

0.26 

0.00 

0.0200 

- 

- 

0.015 

0.035 

0.039 

0.099 

0.005 

0.094 

0.211 

225.06 

Over Exploited 

Kothiya 

0824000302809200 

0.04 

0.03 

534.54 

0.04 

0.05 

0.08 

0.01 

0.14 

- 

0.0200 

- 

- 

0.054 

0.074 

0.074 

0.157 

0.008 

0.149 

0.214 

143.52 

Over Exploited 

Kundiya Kalan 

0824000402825800 

0.06 

0.00 

146,421.05 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

69,164.24 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.000 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kundiya Khurd 

0824000402825700 

0.06 

0.00 

2,542.54 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

0.0002 

0.0003 

0.000 

0.001 

0.001 

0.002 

0.000 

0.002 

0.019 

1,237.70 

Over Exploited 

Kushalpura 

0824000202806500 

0.05 

0.04 

189.23 

0.05 

0.01 

0.06 

0.04 

0.46 

- 

0.0100 

- 

- 

0.021 

0.031 

0.031 

0.094 

0.005 

0.089 

0.122 

136.76 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Lachhmangarh 

082400020280440C 

1.036 

Fresh 

Sareri 

Command 

Gneisses(B.G.C) 

1.036 

3.83 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.06 

0.05 

0.03 

0.003 

0.42 

0.46 


Lachhmanpura 

0824000202805600 

4.235 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.642 

2.94 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.002 

0.06 

0.07 






Sareri 

Command 

Gneisses(B.G.C) 

3.592 

2.94 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.15 

0.03 

0.012 

0.33 

0.36 


Lamba 

0824000202803200 

23.323 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.666 

2.54 

0.015 

0.03 

0.00 

0.00 

0.00 

0.03 

0.33 

0.26 

0.08 

0.028 

0.15 

0.19 


Madanpura 

0824000202806400 

1.527 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.527 

4.03 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.11 

0.09 

0.09 

0.005 

0.42 

0.52 


Madera 

0824000202806200 

10.339 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

10.339 

3.95 

0.015 

0.09 

0.01 

0.00 

0.00 

0.02 

0.67 

0.55 

0.32 

0.033 

0.41 

0.50 


Malaseri 

0824000102790200 

3.952 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.949 

2.66 

0.015 

0.05 

0.01 

0.00 

0.00 

0.02 

0.18 

0.21 

0.17 

0.014 

0.40 

0.35 


Mataji Ka Khera 

0824000102796000 

6.975 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.975 

4.13 

0.015 

0.09 

0.01 

0.00 

0.00 

0.02 

0.50 

0.46 

0.32 

0.025 

0.42 

0.45 


Mokhampura 

0824000102790300 

2.894 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.894 

2.49 

0.015 

0.03 

0.00 

0.00 

0.00 

0.02 

0.12 

0.14 

0.11 

0.011 

0.40 

0.34 


Motipura 

0824000102796100 

6.413 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.319 

4.22 

0.015 

0.04 

0.00 

0.00 

0.00 

0.03 

0.41 

0.34 

0.12 

0.023 

0.43 

0.52 


Na 

0824000224900001 

2.372 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.334 

4.45 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.15 

0.11 

0.00 

0.008 

0.44 

0.57 






Sareri 

Command 

Gneisses(B.G.C) 

0.039 

4.45 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Nangaji Ka Khera 

0824000202807600 

1.642 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.642 

3.32 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.09 

0.15 

0.005 

0.42 

0.52 


Nuwaliya 

0824000102795100 

3.816 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.690 

3.53 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.04 

0.003 

0.07 

0.06 


Palri 

0824000102796500 

11.928 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.584 

3.48 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.002 

0.02 

0.02 


Pardodas 

0824000202808600 

6.746 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.249 

4.05 

0.015 

0.04 

0.01 

0.00 

0.00 

0.01 

0.21 

0.16 

0.16 

0.011 

0.21 

0.28 






Sareri 

Command 

Gneisses(B.G.C) 

3.045 

4.05 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.21 

0.16 

0.15 

0.010 

0.20 

0.27 


Phalamada 

0824000202806700 

11.064 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

9.985 

5.42 

0.015 

0.11 

0.01 

0.00 

0.00 

0.02 

0.90 

0.72 

0.39 

0.032 

0.38 

0.47 


Purana Sarsoonda 

0824000302813100 

6.981 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.073 

1.31 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

5.982 

1.31 

0.011 

0.03 

0.00 

0.00 

0.00 

0.23 

-0.12 

-0.10 

0.11 

0.017 

0.42 

0.49 


Purani Arwar 

0824000302810200 

7.836 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.307 

1.65 

0.011 

0.00 

0.00 

0.00 

0.00 

0.02 

-0.02 

-0.02 

0.01 

0.001 

0.02 

0.02 






Arwar 

Command 

Gneisses(B.G.C) 

0.023 

1.65 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Purani Rajyas 

0824000302810100 

8.257 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.129 

2.42 

0.011 

0.08 

0.01 

0.00 

0.00 

0.45 

-0.17 

-0.14 

0.28 

0.023 

0.47 

0.55 


Rampura 

0824000302813300 

4.840 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.806 

0.36 

0.011 

0.02 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.05 

0.013 

0.47 

0.55 


Rampuriya 

0824000102791000 

3.748 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.004 

1.40 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Khari 

Command 

Gneisses(B.G.C) 

0.811 

1.40 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.003 

0.09 

0.07 


Rayra 

0824000102791500 

6.068 

Fresh 

Khari 

Command 

Gneisses(B.G.C) 

0.167 

0.85 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Roopaheli 

0824000202805800 

20.549 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

20.271 

3.61 

0.015 

0.45 

0.06 

0.00 

0.00 

0.14 

1.35 

1.17 

1.71 

0.066 

0.40 

0.46 






Sareri 

Command 

Gneisses(B.G.C) 

0.278 

3.61 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.01 

0.01 


Rooppura 

0824000102796900 

3.917 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.000 

3.28 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rudrapura 

0824000202802900 

5.345 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.546 

2.97 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.13 

0.03 

0.011 

0.27 

0.34 


Sagani 

0824000102789600 

1.038 

Fresh 

Khari 

Command 

Gneisses(B.G.C) 

0.061 

4.49 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.02 

0.02 


Sanodiya 

0824000202808000 

12.445 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.130 

3.11 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.04 

0.004 

0.04 

0.05 







Non-command 

Gneisses(B.G.C) 

9.354 

3.11 

0.015 

0.06 

0.01 

0.00 

0.00 

0.03 

0.45 

0.35 

0.18 

0.030 

0.33 

0.44 






Sareri 

Command 

Gneisses(B.G.C) 

0.871 

3.11 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.003 

0.03 

0.04 


Sareri 

0824000202808900 

8.714 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.636 

3.44 

0.015 

0.04 

0.01 

0.00 

0.00 

0.01 

0.16 

0.12 

0.17 

0.009 

0.13 

0.18 






Sareri 

Command 

Gneisses(B.G.C) 

4.412 

3.44 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.30 

0.22 

0.29 

0.014 

0.22 

0.30 


Shambhoo Garh 

0824000102789500 

11.280 

Fresh 

Khari 

Command 

Gneisses(B.G.C) 

0.142 

3.59 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.00 

0.00 


Sodar 

0824000202808400 

11.012 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

11.012 

4.60 

0.015 

0.13 

0.02 

0.00 

0.00 

0.04 

0.83 

0.64 

0.49 

0.036 

0.44 

0.57 


Sultanpura 

0824000202805000 

6.406 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.389 

3.88 

0.015 

0.10 

0.01 

0.00 

0.00 

0.02 

0.44 

0.41 

0.37 

0.021 

0.39 

0.41 






Sareri 

Command 

Gneisses(B.G.C) 

0.017 

3.88 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sulwara 

0824000102795200 

6.205 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.243 

3.13 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.01 


Suras 

0824000202808300 

3.376 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.193 

3.74 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.12 

0.12 

0.007 

0.29 

0.38 






Sareri 

Command 

Gneisses(B.G.C) 

1.183 

3.74 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.07 

0.004 

0.16 

0.21 


Taswariya 

0824000202806000 

13.024 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

13.024 

4.01 

0.015 

0.12 

0.02 

0.00 

0.00 

0.09 

0.79 

0.66 

0.44 

0.042 

0.41 

0.49 


Tonkarwad 

0824000202807300 

17.164 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

17.164 

3.71 

0.015 

0.24 

0.03 

0.00 

0.00 

0.17 

1.00 

0.78 

0.89 

0.056 

0.43 

0.55 


Ukhaliya 

0824000202806600 

8.491 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.491 

4.98 

0.015 

0.12 

0.02 

0.00 

0.00 

0.03 

0.71 

0.55 

0.46 

0.028 

0.43 

0.55 


Vijaypur 

0824000402824600 

9.208 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.400 

1.55 

0.020 

0.03 

0.00 

0.00 

0.00 

0.02 

0.12 

0.09 

0.11 

0.011 

0.16 

0.20 







Non-command 

Gneisses(B.G.C) 

0.001 

1.55 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Sareri 

Command 

Phyllite & Schist 

1.029 

1.55 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.03 

0.03 

0.03 

0.003 

0.05 

0.06 

07006052 

Aheeron Ka Khera 

0824000102795500 

3.189 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.526 

3.22 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.02 

0.006 

0.19 

0.16 


Ajeetpura 

0824000502837700 

3.468 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.468 

3.86 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.20 

0.37 

0.04 

0.011 

0.39 

0.22 


Almas 

0824000502843400 

3.161 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.161 

4.31 

0.015 

0.12 

0.02 

0.00 

0.00 

0.01 

0.30 

0.29 

0.45 

0.010 

0.47 

0.48 


Amdala 

0824000502837600 

13.003 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

12.924 

3.88 

0.015 

0.06 

0.01 

0.00 

0.00 

0.03 

0.77 

1.41 

0.19 

0.043 

0.39 

0.21 


Bagmali 

0824000102798900 

4.967 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.967 

2.76 

0.015 

0.04 

0.01 

0.00 

0.00 

0.02 

0.22 

0.32 

0.14 

0.018 

0.40 

0.27 


Bahadurpura 

0824000102796600 

4.876 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.876 

3.39 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.27 

0.29 

0.08 

0.018 

0.42 

0.38 


Barana 

0824000102795400 

16.647 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.328 

3.12 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.06 

0.005 

0.03 

0.03 


Bemali 

0824000502841600 

14.603 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

12.658 

2.72 

0.015 

0.11 

0.01 

0.00 

0.00 

0.06 

0.56 

0.78 

0.39 

0.042 

0.36 

0.26 


Beran 

0824000102796800 

2.742 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.742 

3.32 

0.015 

0.04 

0.00 

0.00 

0.00 

0.02 

0.15 

0.17 

0.13 

0.010 

0.41 

0.36 



0824000402828300 

14.191 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.276 

2.86 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.01 


Bhagwanpura 

0824000502843600 

13.148 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.394 

4.33 

0.020 

0.20 

0.03 

0.00 

0.00 

0.01 

0.89 

0.87 

0.78 

0.028 

0.32 

0.32 







Non-command 

Gneisses(B.G.C) 

4.628 

4.33 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.37 

0.36 

0.32 

0.015 

0.18 

0.18 


Bhati Khera 

0824000102795600 

3.917 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.146 

3.13 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.01 


Bhawanipura 

0824000202807900 

4.386 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.086 

3.25 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.09 

0.07 

0.01 

0.007 

0.21 

0.28 


Bheemdiyas 

0824000502843800 

4.687 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.037 

4.23 

0.020 

0.05 

0.01 

0.00 

0.00 

0.01 

0.20 

0.20 

0.21 

0.007 

0.22 

0.23 







Non-command 

Gneisses(B.G.C) 

1.247 

4.23 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.09 

0.004 

0.14 

0.14 


Bhenroo Khera 

0824000502843100 

7.593 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.593 

3.55 

0.015 

0.07 

0.01 

0.00 

0.00 

0.04 

0.43 

0.47 

0.24 

0.025 

0.43 

0.39 


Brahmpuri 

0824000102801400 

1.367 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.367 

3.79 

0.015 

0.09 

0.01 

0.00 

0.00 

0.00 

0.16 

0.14 

0.34 

0.005 

0.49 

0.55 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Lachhmangarh 

0824000202804400 

0.05 

0.02 

149.95 

0.02 

0.01 

0.04 

0.03 

0.45 

- 

- 

0.0005 

0.0005 

0.020 

0.021 

0.021 

0.058 

0.003 

0.055 

0.032 

58.31 

Safe 

Lachhmanpura 

0824000202805600 

0.05 

0.00 

1,334.44 

0.00 

0.00 

0.00 

0.00 

0.06 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

0.000 

0.003 

0.007 

282.85 

Over Exploited 



0.05 

0.06 

167.82 

0.07 

0.00 

0.07 

0.03 

0.36 

- 

- 

0.0016 

0.0019 

0.006 

0.009 

0.009 

0.081 

0.004 

0.077 

0.046 

59.46 

Safe 

Lamba 

0824000202803200 

0.05 

0.06 

318.07 

0.07 

0.03 

0.11 

0.01 

0.16 

- 

0.0100 

- 

- 

0.051 

0.061 

0.061 

0.169 

0.008 

0.160 

0.110 

68.59 

Safe 

Madanpura 

0824000202806400 

0.05 

0.03 

181.90 

0.04 

0.01 

0.04 

0.04 

0.46 

- 

0.0100 

- 

- 

0.009 

0.019 

0.019 

0.062 

0.003 

0.059 

0.096 

163.21 

Over Exploited 

Madera 

0824000202806200 

0.05 

0.20 

172.40 

0.24 

0.03 

0.28 

0.04 

0.45 

- 

0.0400 

- 

- 

0.037 

0.077 

0.077 

0.353 

0.018 

0.336 

0.350 

104.44 

Over Exploited 

Malaseri 

0824000102790200 

0.04 

0.06 

225.99 

0.08 

0.03 

0.11 

0.04 

0.45 

- 

0.0200 

- 

- 

0.029 

0.049 

0.049 

0.155 

0.008 

0.148 

0.180 

122.18 

Over Exploited 

Mataji Ka Khera 

0824000102796000 

0.04 

0.12 

294.85 

0.14 

0.03 

0.16 

0.04 

0.46 

- 

0.0400 

- 

- 

0.023 

0.063 

0.063 

0.227 

0.011 

0.216 

0.349 

161.65 

Over Exploited 

Mokhampura 

0824000102790300 

0.04 

0.05 

203.37 

0.06 

0.02 

0.08 

0.04 

0.45 

- 

0.0100 

- 

- 

0.030 

0.040 

0.040 

0.116 

0.006 

0.110 

0.123 

110.93 

Over Exploited 

Motipura 

0824000102796100 

0.04 

0.11 

212.87 

0.13 

0.03 

0.16 

0.04 

0.47 

- 

0.0100 

- 

- 

0.045 

0.055 

0.055 

0.214 

0.011 

0.203 

0.145 

71.30 

Semi Critical 

Na 

0824000224900001 

0.05 

0.05 

135.62 

0.06 

0.01 

0.06 

0.04 

0.48 

- 

- 

- 

- 

0.011 

0.011 

0.011 

0.075 

0.004 

0.071 

0.008 

10.59 

Safe 



0.05 

0.00 

14,998.38 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nangaji Ka Khera 

0824000202807600 

0.05 

0.03 

167.95 

0.04 

0.01 

0.05 

0.04 

0.46 

- 

0.0300 

- 

- 

0.007 

0.037 

0.037 

0.091 

0.005 

0.087 

0.159 

183.35 

Over Exploited 

Nuwaliya 

0824000102795100 

0.04 

0.00 

2,848.08 

0.00 

0.00 

0.00 

0.01 

0.08 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.013 

0.001 

0.012 

0.043 

346.69 

Over Exploited 

Palri 

0824000102796500 

0.04 

0.00 

8,398.24 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.020 

3,685.97 

Over Exploited 

Pardodas 

0824000202808600 

0.05 

0.03 

395.96 

0.04 

0.02 

0.06 

0.02 

0.24 

- 

0.0200 

- 

- 

0.019 

0.039 

0.039 

0.101 

0.005 

0.096 

0.169 

175.81 

Over Exploited 



0.05 

0.03 

463.87 

0.03 

0.01 

0.05 

0.02 

0.22 

- 

0.0200 

0.0013 

0.0016 

0.001 

0.024 

0.024 

0.069 

0.003 

0.065 

0.159 

242.93 

Over Exploited 

Phalamada 

0824000202806700 

0.05 

0.18 

308.89 

0.21 

0.03 

0.24 

0.04 

0.41 

- 

0.0400 

- 

- 

0.024 

0.064 

0.064 

0.302 

0.015 

0.286 

0.426 

148.81 

Over Exploited 

Purana Sarsoonda 

0824000302813100 

0.07 

0.00 

5,550.11 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.10 

(200.98) 

0.08 

0.23 

0.31 

0.03 

0.44 

- 

0.0100 

- 

- 

0.351 

0.361 

0.361 

0.675 

0.034 

0.641 

0.125 

19.44 

Safe 

Purani Arwar 

0824000302810200 

0.04 

0.00 

(6,880.83) 

0.00 

0.02 

0.02 

0.00 

0.02 

- 

- 

- 

- 

0.036 

0.036 

0.036 

0.061 

0.003 

0.058 

0.012 

20.61 

Safe 



0.04 

0.00 

23,078.51 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Purani Rajyas 

0824000302810100 

0.04 

0.15 

(193.25) 

0.12 

0.46 

0.59 

0.03 

0.51 

- 

0.0300 

- 

- 

0.681 

0.711 

0.711 

1.299 

0.065 

1.234 

0.304 

24.60 

Safe 

Rampura 

0824000302813300 

0.04 

0.09 

(84.53) 

0.07 

0.02 

0.10 

0.03 

0.51 

- 

0.0100 

- 

- 

0.034 

0.044 

0.044 

0.140 

0.007 

0.133 

0.067 

50.67 

Safe 

Rampuriya 

0824000102791000 

0.04 

0.00 

188,085.02 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

1,046.23 

0.00 

- 

0.00 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.032 

912.70 

Over Exploited 

Rayra 

0824000102791500 

0.04 

0.00 

3,311.31 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.005 

5,040.59 

Over Exploited 

Roopaheli 

0824000202805800 

0.05 

0.38 

209.09 

0.46 

0.20 

0.65 

0.03 

0.43 

- 

0.1900 

- 

- 

0.206 

0.396 

0.396 

1.050 

0.052 

0.997 

1.775 

177.96 

Over Exploited 



0.05 

0.00 

29,412.65 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0001 

0.0001 

0.001 

0.002 

0.002 

0.003 

0.000 

0.002 

0.025 

1,017.44 

Over Exploited 

Rooppura 

0824000102796900 

0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rudrapura 

0824000202802900 

0.05 

0.05 

196.74 

0.05 

0.00 

0.05 

0.03 

0.30 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.055 

0.003 

0.052 

0.042 

81.21 

Semi Critical 

Sagani 

0824000102789600 

0.04 

0.00 

6,635.55 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.018 

26,451.83 

Over Exploited 

Sanodiya 

0824000202808000 

0.06 

0.00 

2,143.82 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

0.000 

0.003 

0.046 

1,407.86 

Over Exploited 



0.05 

0.15 

135.88 

0.18 

0.04 

0.22 

0.03 

0.37 

- 

0.0200 

- 

- 

0.050 

0.070 

0.070 

0.289 

0.014 

0.274 

0.212 

77.38 

Semi Critical 



0.05 

0.00 

2,309.02 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

0.0005 

0.0005 

0.001 

0.002 

0.002 

0.004 

0.000 

0.004 

0.017 

455.81 

Over Exploited 

Sareri 

0824000202808900 

0.05 

0.02 

606.27 

0.02 

0.02 

0.04 

0.01 

0.15 

- 

0.0200 

- 

- 

0.015 

0.035 

0.035 

0.075 

0.004 

0.072 

0.177 

246.20 

Over Exploited 



0.05 

0.05 

381.69 

0.06 

0.01 

0.07 

0.02 

0.25 

- 

0.0300 

0.0024 

0.0023 

- 

0.035 

0.035 

0.101 

0.005 

0.096 

0.304 

317.68 

Over Exploited 

Shambhoo Garh 

0824000102789500 

0.04 

0.00 

26,464.90 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.008 

1,108.27 

Over Exploited 

Sodar 

0824000202808400 

0.05 

0.23 

182.02 

0.27 

0.06 

0.33 

0.04 

0.48 

- 

0.0600 

- 

- 

0.058 

0.118 

0.118 

0.450 

0.023 

0.428 

0.526 

122.95 

Over Exploited 

Sultanpura 

0824000202805000 

0.05 

0.12 

251.34 

0.14 

0.03 

0.17 

0.03 

0.42 

- 

0.0400 

- 

- 

0.037 

0.077 

0.077 

0.251 

0.013 

0.238 

0.395 

165.58 

Over Exploited 



0.05 

0.00 

110,684.68 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sulwara 

0824000102795200 

0.04 

0.00 

9,318.13 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

2,782.80 

Over Exploited 

Suras 

0824000202808300 

0.05 

0.03 

287.84 

0.04 

0.00 

0.04 

0.03 

0.32 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.047 

0.002 

0.045 

0.127 

285.57 

Over Exploited 



0.05 

0.01 

642.55 

0.01 

0.00 

0.01 

0.02 

0.17 

- 

0.0100 

0.0005 

0.0006 

0.002 

0.013 

0.013 

0.025 

0.001 

0.024 

0.071 

298.65 

Over Exploited 

Taswariya 

0824000202806000 

0.05 

0.25 

163.34 

0.30 

0.11 

0.41 

0.04 

0.44 

- 

0.0500 

- 

- 

0.141 

0.191 

0.191 

0.603 

0.030 

0.573 

0.479 

83.62 

Semi Critical 

Tonkarwad 

0824000202807300 

0.05 

0.35 

122.27 

0.42 

0.20 

0.62 

0.04 

0.47 

- 

0.1000 

- 

- 

0.256 

0.356 

0.356 

0.976 

0.049 

0.927 

0.949 

102.31 

Over Exploited 

Ukhaliya 

0824000202806600 

0.05 

0.17 

223.03 

0.21 

0.05 

0.25 

0.04 

0.47 

- 

0.0500 

- 

- 

0.042 

0.092 

0.092 

0.346 

0.017 

0.329 

0.489 

148.47 

Over Exploited 

Vijaypur 

0824000402824600 

0.06 

0.03 

197.88 

0.04 

0.02 

0.06 

0.02 

0.18 

- 

0.0100 

- 

- 

0.031 

0.041 

0.041 

0.098 

0.005 

0.093 

0.120 

128.89 

Over Exploited 



0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

873.44 

0.00 

0.01 

0.01 

0.00 

0.05 

- 

- 

0.0005 

0.0005 

0.011 

0.012 

0.012 

0.023 

0.001 

0.022 

0.037 

170.62 

Over Exploited 

Aheeron Ka Khera 

0824000102795500 

0.04 

0.01 

729.20 

0.01 

0.00 

0.02 

0.02 

0.22 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.016 

0.001 

0.016 

0.024 

151.15 

Over Exploited 

Ajeetpura 

0824000502837700 

0.03 

0.04 

735.22 

0.05 

0.01 

0.06 

0.04 

0.44 

0.00 

- 

- 

- 

0.009 

0.009 

0.014 

0.072 

0.004 

0.069 

0.054 

79.35 

Semi Critical 

Almas 

0824000502843400 

0.03 

0.05 

510.56 

0.06 

0.03 

0.09 

0.05 

0.52 

- 

0.0500 

- 

- 

0.011 

0.061 

0.061 

0.147 

0.007 

0.140 

0.464 

332.89 

Over Exploited 

Amdala 

0824000502837600 

0.03 

0.16 

765.75 

0.20 

0.04 

0.24 

0.04 

0.43 

0.02 

0.0200 

- 

- 

0.052 

0.072 

0.091 

0.331 

0.017 

0.315 

0.237 

75.28 

Semi Critical 

Bagmali 

0824000102798900 

0.04 

0.08 

307.94 

0.10 

0.03 

0.12 

0.04 

0.44 

0.01 

0.0300 

- 

- 

0.026 

0.056 

0.065 

0.188 

0.009 

0.179 

0.162 

90.68 

Critical 

Bahadurpura 

0824000102796600 

0.04 

0.08 

258.73 

0.10 

0.01 

0.11 

0.05 

0.46 

- 

0.0100 

- 

- 

0.013 

0.023 

0.023 

0.129 

0.006 

0.122 

0.097 

79.21 

Semi Critical 

Barana 

0824000102795400 

0.04 

0.00 

5,856.77 

0.00 

- 

0.00 

0.00 

0.04 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.063 

548.63 

Over Exploited 

Bemali 

0824000502841600 

0.03 

0.15 

421.93 

0.18 

0.07 

0.25 

0.04 

0.40 

- 

0.0400 

- 

- 

0.089 

0.129 

0.129 

0.378 

0.019 

0.359 

0.431 

120.05 

Over Exploited 

Beran 

0824000102796800 

0.04 

0.05 

283.27 

0.05 

0.02 

0.08 

0.05 

0.46 

- 

0.0100 

- 

- 

0.035 

0.045 

0.045 

0.123 

0.006 

0.116 

0.143 

122.78 

Over Exploited 


0824000402828300 

0.04 

0.00 

8,621.70 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

5,231.30 

Over Exploited 

Bhagwanpura 

0824000502843600 

0.06 

0.16 

444.34 

0.19 

0.04 

0.23 

0.03 

0.35 

- 

0.0900 

- 

- 

0.014 

0.104 

0.104 

0.335 

0.017 

0.318 

0.808 

254.07 

Over Exploited 



0.03 

0.03 

1,278.05 

0.03 

0.01 

0.04 

0.02 

0.19 

- 

0.0400 

- 

- 

0.004 

0.044 

0.044 

0.087 

0.004 

0.083 

0.332 

399.97 

Over Exploited 

Bhati Khera 

0824000102795600 

0.04 

0.00 

8,857.99 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

4,505.92 

Over Exploited 

Bhawanipura 

0824000202807900 

0.05 

0.02 

235.27 

0.02 

0.01 

0.03 

0.02 

0.23 

- 

- 

- 

- 

0.015 

0.015 

0.015 

0.049 

0.002 

0.047 

0.017 

35.86 

Safe 

Bheemdiyas 

0824000502843800 

0.06 

0.03 

614.30 

0.03 

0.02 

0.06 

0.02 

0.24 

- 

0.0200 

- 

- 

0.021 

0.041 

0.041 

0.097 

0.005 

0.092 

0.218 

236.14 

Over Exploited 



0.03 

0.01 

1,625.13 

0.01 

0.00 

0.01 

0.01 

0.15 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.022 

0.001 

0.021 

0.098 

463.61 

Over Exploited 

Bhenroo Khera 

0824000502843100 

0.03 

0.11 

347.83 

0.13 

0.05 

0.17 

0.05 

0.47 

- 

0.0300 

- 

- 

0.054 

0.084 

0.084 

0.257 

0.013 

0.244 

0.265 

108.78 

Over Exploited 

Brahmpuri 

0824000102801400 

0.04 

0.03 

410.83 

0.03 

0.01 

0.04 

0.05 

0.53 

- 

0.0400 

- 

- 

0.004 

0.044 

0.044 

0.089 

0.004 

0.084 

0.340 

403.37 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Charon Ka Khera 

082400010279900C 

1.933 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.933 

3.15 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.11 

0.14 

0.08 

0.007 

0.40 

0.31 


Chawandiya 

0824000502841300 

11.660 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.002 

3.41 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chena Ka Khera 

0824000102799900 

0.769 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.769 

3.71 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.11 

0.09 

0.34 

0.003 

0.45 

0.57 


Chhajwon Ka Khera 

0824000502843000 

11.469 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

11.469 

3.52 

0.015 

0.06 

0.01 

0.00 

0.00 

0.10 

0.55 

0.64 

0.19 

0.038 

0.43 

0.38 


Dahimatha 

0824000502838000 

4.223 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.223 

3.60 

0.015 

0.20 

0.03 

0.00 

0.00 

0.01 

0.38 

0.59 

0.80 

0.014 

0.41 

0.26 


Daulat Garh 

0824000102797000 

12.833 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

10.764 

3.43 

0.015 

0.14 

0.02 

0.00 

0.00 

0.02 

0.65 

0.86 

0.52 

0.039 

0.34 

0.25 


Debipura 

0824000502841800 

3.369 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.959 

2.53 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.07 

0.003 

0.13 

0.10 


Deothari 

0824000502837900 

4.026 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.026 

3.69 

0.015 

0.08 

0.01 

0.00 

0.00 

0.03 

0.27 

0.42 

0.32 

0.013 

0.40 

0.25 


Dhaniya Somaniya 

0824000502841500 

3.928 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.067 

2.13 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.03 

0.004 

0.11 

0.08 


Dhankpura 

0824000502841700 

3.950 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.010 

2.63 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dholi 

0824000102796400 

12.576 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

11.244 

3.89 

0.015 

0.09 

0.01 

0.00 

0.00 

0.04 

0.69 

0.60 

0.29 

0.041 

0.38 

0.45 


Dhunwala (mandal) 

0824000502844500 

17.146 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.222 

3.68 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 


Dhuwaliya 

0824000202809000 

15.886 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

15.427 

3.80 

0.015 

0.11 

0.01 

0.00 

0.00 

0.41 

0.57 

0.43 

0.37 

0.050 

0.43 

0.57 


Dodwaniyon Ka Khera 

0824000402828200 

10.579 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.732 

3.30 

0.015 

0.06 

0.01 

0.00 

0.00 

0.07 

0.36 

0.32 

0.20 

0.025 

0.39 

0.44 


Dota 

0824000102799800 

1.466 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.466 

3.72 

0.015 

0.09 

0.01 

0.00 

0.00 

0.02 

0.14 

0.12 

0.34 

0.005 

0.45 

0.56 


Dulhepura 

0824000102801200 

6.933 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.933 

3.66 

0.015 

0.18 

0.03 

0.00 

0.00 

0.05 

0.48 

0.40 

0.67 

0.025 

0.47 

0.56 


Dulhepura @ Bari Ka Khera 

0824000102801800 

4.143 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.891 

3.67 

0.015 

0.08 

0.01 

0.00 

0.00 

0.01 

0.27 

0.26 

0.31 

0.014 

0.49 

0.51 


Fatehpura 

0824000502842900 

2.318 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.318 

3.85 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.15 

0.04 

0.008 

0.45 

0.41 


Ganeshpura 

0824000502844300 

3.702 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.933 

3.95 

0.015 

0.02 

0.00 

0.00 

0.00 

0.02 

0.17 

0.17 

0.06 

0.010 

0.41 

0.42 


Ganglas 

0824000102801100 

12.031 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

11.521 

3.43 

0.015 

0.09 

0.01 

0.00 

0.00 

0.05 

0.62 

0.50 

0.30 

0.042 

0.45 

0.56 


Garadiya 

0824000502842300 

3.570 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.570 

3.51 

0.015 

0.02 

0.00 

0.00 

0.00 

0.02 

0.18 

0.22 

0.06 

0.012 

0.44 

0.37 


Hadwon Ka Khera 

0824000102799300 

0.950 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.950 

3.51 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.02 

0.003 

0.42 

0.40 


Haripura 

0824000502844100 

3.434 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.434 

4.07 

0.015 

0.01 

0.00 

0.00 

0.00 

0.03 

0.19 

0.18 

0.04 

0.011 

0.51 

0.54 


Hatheepura 

0824000502842500 

4.135 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.069 

3.37 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.23 

0.25 

0.12 

0.013 

0.46 

0.43 


Hathisar 

0824000102795300 

2.630 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.002 

3.50 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Hisniya 

0824000502843200 

11.464 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

11.464 

4.09 

0.015 

0.18 

0.03 

0.00 

0.00 

0.04 

0.82 

0.80 

0.68 

0.038 

0.45 

0.47 


Inani Khera 

0824000202808500 

4.345 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.000 

4.38 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Iras 

0824000102800600 

10.955 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

10.743 

4.00 

0.015 

0.13 

0.02 

0.00 

0.00 

0.03 

0.73 

0.55 

0.49 

0.039 

0.44 

0.58 


Jabarkiya 

0824000102795900 

6.061 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.168 

3.82 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.06 

0.004 

0.08 

0.08 


Jalampura 

0824000502838200 

2.331 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.331 

3.17 

0.015 

0.08 

0.01 

0.00 

0.00 

0.01 

0.17 

0.25 

0.32 

0.008 

0.42 

0.29 


Jalariya 

0824000102797200 

4.635 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.447 

3.24 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.002 

0.04 

0.02 



0824000102798100 

6.044 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.054 

2.83 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

2.764 

2.83 

0.015 

0.01 

0.00 

0.00 

0.00 

0.02 

0.11 

0.12 

0.01 

0.010 

0.22 

0.21 


Jali 

0824000102798600 

1.890 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.890 

3.48 

0.015 

0.05 

0.01 

0.00 

0.00 

0.01 

0.13 

0.16 

0.20 

0.007 

0.43 

0.35 


Jalimpura 

0824000202808800 

5.875 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.305 

3.77 

0.015 

0.01 

0.00 

0.00 

0.00 

0.05 

0.09 

0.06 

0.04 

0.007 

0.17 

0.23 






Sareri 

Command 

Gneisses(B.G.C) 

0.021 

3.77 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jeendras 

0824000102798200 

4.263 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.425 

3.35 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.03 

0.002 

0.05 

0.05 







Non-command 

Gneisses(B.G.C) 

0.277 

3.35 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.03 

0.03 


Jeewaliya 

0824000102801700 

3.634 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.634 

3.73 

0.015 

0.10 

0.01 

0.00 

0.00 

0.03 

0.26 

0.25 

0.37 

0.013 

0.52 

0.55 


Jetpura 

0824000102795800 

7.993 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.487 

3.32 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.03 

0.002 

0.02 

0.02 


Jodhras 

0824000102800400 

7.821 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.821 

3.87 

0.015 

0.10 

0.01 

0.00 

0.00 

0.02 

0.53 

0.40 

0.37 

0.028 

0.44 

0.59 


Jorawarpura 

0824000102798300 

0.795 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.099 

3.71 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.06 

0.000 

0.06 

0.06 


Kabradiya 

0824000502842600 

23.988 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.980 

4.02 

0.020 

0.03 

0.00 

0.00 

0.00 

0.07 

0.84 

0.87 

0.06 

0.036 

0.22 

0.21 







Non-command 

Gneisses(B.G.C) 

12.429 

4.02 

0.015 

0.03 

0.00 

0.00 

0.00 

0.03 

0.75 

0.78 

0.05 

0.041 

0.25 

0.24 


Kaliyas 

0824000102796300 

29.210 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

24.003 

3.96 

0.015 

0.34 

0.05 

0.00 

0.00 

0.13 

1.58 

1.23 

1.23 

0.087 

0.36 

0.47 


Kameri 

0824000502837800 

5.073 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.073 

3.95 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.30 

0.52 

0.03 

0.017 

0.40 

0.23 


Kanwaliya 

0824000402828100 

10.332 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

10.005 

3.58 

0.015 

0.06 

0.01 

0.00 

0.00 

0.11 

0.48 

0.43 

0.19 

0.033 

0.50 

0.55 


Karan Garh 

0824000102797900 

7.953 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.953 

3.53 

0.015 

0.17 

0.02 

0.00 

0.00 

0.02 

0.56 

0.94 

0.63 

0.029 

0.40 

0.24 


Karera 

0824000502838500 

32.810 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

13.347 

2.45 

0.015 

0.03 

0.00 

0.00 

0.00 

0.02 

0.50 

0.84 

0.06 

0.044 

0.16 

0.10 


Kariyala 

0824000102800200 

3.869 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.869 

3.72 

0.015 

0.05 

0.01 

0.00 

0.00 

0.02 

0.24 

0.19 

0.17 

0.014 

0.45 

0.58 


Karjaliya 

0824000102799700 

6.818 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.818 

3.83 

0.015 

0.12 

0.02 

0.00 

0.00 

0.03 

0.47 

0.39 

0.45 

0.025 

0.45 

0.54 


Keriya 

0824000502843300 

6.540 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.540 

4.11 

0.015 

0.07 

0.01 

0.00 

0.00 

0.02 

0.44 

0.46 

0.25 

0.022 

0.45 

0.44 


Kesarpura 

0824000502838100 

1.817 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.817 

3.29 

0.015 

0.02 

0.00 

0.00 

0.00 

0.02 

0.09 

0.13 

0.08 

0.006 

0.42 

0.31 


Khalson Ka Khera 

0824000102800500 

5.393 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.393 

3.84 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.32 

0.24 

0.07 

0.020 

0.44 

0.59 


Kharda 

0824000102800800 

2.485 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.485 

3.79 

0.015 

0.04 

0.01 

0.00 

0.00 

0.02 

0.15 

0.12 

0.16 

0.009 

0.45 

0.58 


Khardi 

0824000102800300 

0.819 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.819 

3.92 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.07 

0.18 

0.003 

0.44 

0.59 


Khumanpura 

0824000102801000 

1.467 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.467 

3.64 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.04 

0.005 

0.46 

0.59 


Kishanpura 

0824000502842700 

2.436 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.103 

4.25 

0.020 

0.04 

0.01 

0.00 

0.00 

0.01 

0.20 

0.20 

0.16 

0.007 

0.42 

0.41 







Non-command 

Gneisses(B.G.C) 

0.333 

4.25 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.001 

0.07 

0.06 


Kishiramji Ki Kher 

0824000502842800 

1.977 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.977 

4.24 

0.015 

0.06 

0.01 

0.00 

0.00 

0.03 

0.15 

0.15 

0.22 

0.007 

0.47 

0.45 


Kornas 

0824000102799500 

7.084 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.084 

3.97 

0.015 

0.09 

0.01 

0.00 

0.00 

0.03 

0.48 

0.43 

0.34 

0.026 

0.45 

0.50 


Kundiya Kalan 

0824000402825800 

23.356 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.000 

2.38 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kurachhon Ka Khera 

0824000102799100 

4.176 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.176 

3.25 

0.015 

0.11 

0.02 

0.00 

0.00 

0.02 

0.28 

0.34 

0.44 

0.015 

0.41 

0.33 


Lachhmipura 

0824000502843900 

3.241 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.221 

4.32 

0.020 

0.02 

0.00 

0.00 

0.00 

0.02 

0.11 

0.10 

0.09 

0.004 

0.19 

0.20 







Non-command 

Gneisses(B.G.C) 

2.020 

4.32 

0.015 

0.03 

0.00 

0.00 

0.00 

0.02 

0.14 

0.14 

0.13 

0.007 

0.32 

0.33 


Lachhura 

0824000102798800 

19.661 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

19.661 

2.99 

0.015 

0.30 

0.04 

0.00 

0.00 

0.10 

1.05 

1.34 

1.10 

0.072 

0.41 

0.32 


Ladoowas 

0824000502842100 

18.723 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.253 

2.46 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.04 

0.007 

0.06 

0.05 


Lambia Kalan 

0824000402827900 

21.570 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.358 

2.62 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.01 

0.01 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Charon Ka Khera 

0824000102799000 

0.04 

0.03 

339.14 

0.04 

0.01 

0.04 

0.05 

0.45 

0.00 

0.0100 

- 

- 

0.009 

0.020 

0.023 

0.067 

0.003 

0.063 

0.086 

135.56 

Over Exploited 

Chawandiya 

0824000502841300 

0.03 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chena Ka Khera 

0824000102799900 

0.04 

0.01 

542.64 

0.02 

0.01 

0.03 

0.04 

0.50 

- 

0.0400 

- 

- 

0.000 

0.040 

0.040 

0.067 

0.003 

0.063 

0.338 

533.74 

Over Exploited 

Chhajwon Ka Khera 

0824000502843000 

0.03 

0.16 

297.60 

0.19 

0.11 

0.30 

0.05 

0.48 

- 

0.0200 

- 

- 

0.154 

0.174 

0.174 

0.479 

0.024 

0.455 

0.225 

49.46 

Safe 

Dahimatha 

0824000502838000 

0.03 

0.06 

972.41 

0.07 

0.04 

0.11 

0.05 

0.45 

- 

0.0900 

- 

- 

0.022 

0.112 

0.112 

0.223 

0.011 

0.212 

0.813 

383.43 

Over Exploited 

Daulat Garh 

0824000102797000 

0.04 

0.15 

494.39 

0.17 

0.04 

0.22 

0.04 

0.38 

0.02 

0.1000 

- 

- 

0.036 

0.136 

0.152 

0.370 

0.019 

0.352 

0.554 

157.50 

Over Exploited 

Debipura 

0824000502841800 

0.03 

0.00 

1,688.44 

0.00 

0.00 

0.01 

0.01 

0.14 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.016 

0.001 

0.015 

0.068 

444.21 

Over Exploited 

Deothari 

0824000502837900 

0.03 

0.05 

704.54 

0.06 

0.04 

0.10 

0.04 

0.45 

0.01 

0.0400 

- 

- 

0.040 

0.080 

0.086 

0.186 

0.009 

0.177 

0.330 

186.87 

Over Exploited 

Dhaniya Somaniya 

0824000502841500 

0.03 

0.00 

1,513.32 

0.00 

- 

0.00 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.004 

0.033 

730.77 

Over Exploited 

Dhankpura 

0824000502841700 

0.03 

0.00 

129,990.73 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dholi 

0824000102796400 

0.04 

0.17 

245.67 

0.21 

0.05 

0.26 

0.04 

0.42 

- 

0.0300 

- 

- 

0.065 

0.095 

0.095 

0.356 

0.018 

0.338 

0.333 

98.43 

Critical 

Dhunwala (mandal) 

0824000502844500 

0.03 

0.00 

23,959.93 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Dhuwaliya 

0824000202809000 

0.05 

0.31 

37.81 

0.38 

0.42 

0.79 

0.04 

0.47 

- 

0.0400 

- 

- 

0.613 

0.653 

0.653 

1.447 

0.072 

1.375 

0.424 

30.84 

Safe 

Dodwaniyon Ka Khera 

0824000402828200 

0.04 

0.12 

168.33 

0.14 

0.08 

0.22 

0.03 

0.42 

- 

0.0200 

- 

- 

0.103 

0.123 

0.123 

0.345 

0.017 

0.328 

0.229 

70.03 

Semi Critical 

Dota 

0824000102799800 

0.04 

0.03 

337.03 

0.03 

0.03 

0.06 

0.04 

0.50 

- 

0.0400 

- 

- 

0.026 

0.066 

0.066 

0.125 

0.006 

0.118 

0.340 

287.39 

Over Exploited 

Dulhepura 

0824000102801200 

0.04 

0.13 

206.82 

0.15 

0.08 

0.24 

0.05 

0.51 

- 

0.0800 

- 

- 

0.076 

0.156 

0.156 

0.392 

0.020 

0.373 

0.695 

186.59 

Over Exploited 

Dulhepura @ Bari Ka Khera 

0824000102801800 

0.04 

0.08 

242.74 

0.09 

0.02 

0.11 

0.04 

0.53 

- 

0.0600 

- 

- 

0.016 

0.077 

0.077 

0.189 

0.009 

0.179 

0.327 

182.38 

Over Exploited 

Fatehpura 

0824000502842900 

0.03 

0.03 

356.41 

0.04 

0.00 

0.04 

0.05 

0.50 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.047 

0.002 

0.044 

0.044 

98.64 

Critical 

Ganeshpura 

0824000502844300 

0.03 

0.04 

337.54 

0.05 

0.02 

0.07 

0.04 

0.44 

- 

0.0100 

- 

- 

0.029 

0.039 

0.039 

0.105 

0.005 

0.100 

0.068 

67.71 

Safe 

Ganglas 

0824000102801100 

0.04 

0.21 

141.56 

0.25 

0.06 

0.31 

0.04 

0.49 

- 

0.0300 

- 

- 

0.076 

0.106 

0.106 

0.415 

0.021 

0.394 

0.341 

86.44 

Semi Critical 

Garadiya 

0824000502842300 

0.03 

0.05 

335.21 

0.06 

0.02 

0.08 

0.05 

0.49 

- 

0.0100 

- 

- 

0.035 

0.045 

0.045 

0.129 

0.006 

0.123 

0.070 

56.89 

Safe 

Hadwon Ka Khera 

0824000102799300 

0.04 

0.02 

292.73 

0.02 

- 

0.02 

0.05 

0.47 

- 

- 

- 

- 

- 

- 

- 

0.019 

0.001 

0.018 

0.021 

116.95 

Over Exploited 

Haripura 

0824000502844100 

0.03 

0.06 

221.30 

0.07 

0.03 

0.10 

0.05 

0.55 

- 

- 

- 

- 

0.041 

0.041 

0.041 

0.136 

0.007 

0.129 

0.047 

36.65 

Safe 

Hatheepura 

0824000502842500 

0.03 

0.06 

307.95 

0.07 

0.01 

0.08 

0.05 

0.51 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.100 

0.005 

0.095 

0.128 

134.81 

Over Exploited 

Hathisar 

0824000102795300 

0.04 

0.00 

318,629.60 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Hisniya 

0824000502843200 

0.03 

0.17 

372.14 

0.20 

0.07 

0.27 

0.05 

0.50 

- 

0.0800 

- 

- 

0.054 

0.134 

0.134 

0.402 

0.020 

0.382 

0.722 

189.23 

Over Exploited 

Inani Khera 

0824000202808500 

0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Iras 

0824000102800600 

0.04 

0.19 

193.60 

0.22 

0.05 

0.27 

0.04 

0.48 

- 

0.0500 

- 

- 

0.041 

0.091 

0.091 

0.363 

0.018 

0.345 

0.525 

152.20 

Over Exploited 

Jabarkiya 

0824000102795900 

0.04 

0.00 

2,165.51 

0.00 

- 

0.00 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.014 

0.065 

473.95 

Over Exploited 

Jalampura 

0824000502838200 

0.03 

0.03 

688.40 

0.04 

0.02 

0.06 

0.05 

0.46 

- 

0.0400 

- 

- 

0.012 

0.052 

0.052 

0.108 

0.005 

0.103 

0.332 

323.30 

Over Exploited 

Jalariya 

0824000102797200 

0.04 

0.00 

5,009.78 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.013 

1,486.16 

Over Exploited 


0824000102798100 

0.04 

0.00 

28,329.41 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.02 

386.09 

0.03 

0.02 

0.05 

0.02 

0.24 

- 

- 

- 

- 

0.024 

0.024 

0.024 

0.069 

0.003 

0.066 

0.024 

36.68 

Safe 

Jali 

0824000102798600 

0.04 

0.03 

380.62 

0.04 

0.02 

0.06 

0.05 

0.47 

- 

0.0400 

- 

- 

0.016 

0.056 

0.056 

0.115 

0.006 

0.109 

0.209 

191.11 

Over Exploited 

Jalimpura 

0824000202808800 

0.05 

0.02 

242.83 

0.02 

0.05 

0.08 

0.02 

0.19 

- 

- 

- 

- 

0.082 

0.082 

0.082 

0.159 

0.008 

0.151 

0.050 

33.34 

Safe 



0.05 

0.00 

55,295.47 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jeendras 

0824000102798200 

0.04 

0.00 

3,821.50 

0.00 

0.00 

0.00 

0.00 

0.05 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.003 

0.000 

0.002 

0.031 

1,254.68 

Over Exploited 



0.04 

0.00 

3,134.57 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.007 

0.000 

0.007 

0.015 

212.52 

Over Exploited 

Jeewaliya 

0824000102801700 

0.04 

0.07 

227.47 

0.09 

0.04 

0.13 

0.05 

0.56 

- 

0.0400 

- 

- 

0.047 

0.087 

0.087 

0.218 

0.011 

0.207 

0.384 

185.37 

Over Exploited 

Jetpura 

0824000102795800 

0.04 

0.00 

7,551.10 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.031 

5,566.43 

Over Exploited 

Jodhras 

0824000102800400 

0.04 

0.14 

187.04 

0.17 

0.03 

0.19 

0.04 

0.49 

- 

0.0400 

- 

- 

0.025 

0.065 

0.065 

0.257 

0.013 

0.245 

0.399 

163.33 

Over Exploited 

Jorawarpura 

0824000102798300 

0.04 

0.00 

10,051.04 

0.00 

- 

0.00 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.010 

0.001 

0.010 

0.062 

636.04 

Over Exploited 

Kabradiya 

0824000502842600 

0.06 

0.14 

505.85 

0.17 

0.07 

0.25 

0.02 

0.24 

- 

0.0100 

- 

- 

0.109 

0.119 

0.119 

0.364 

0.018 

0.346 

0.094 

27.28 

Safe 



0.03 

0.10 

679.19 

0.12 

0.03 

0.15 

0.02 

0.27 

- 

0.0100 

- 

- 

0.049 

0.059 

0.059 

0.212 

0.011 

0.201 

0.091 

45.27 

Safe 

Kaliyas 

0824000102796300 

0.04 

0.35 

252.16 

0.42 

0.18 

0.60 

0.04 

0.40 

- 

0.1400 

- 

- 

0.198 

0.338 

0.338 

0.938 

0.047 

0.891 

1.317 

147.79 

Over Exploited 

Kameri 

0824000502837800 

0.03 

0.07 

692.45 

0.08 

0.01 

0.09 

0.04 

0.44 

0.01 

- 

- 

- 

0.012 

0.012 

0.019 

0.106 

0.005 

0.100 

0.046 

45.61 

Safe 

Kanwaliya 

0824000402828100 

0.04 

0.20 

115.14 

0.24 

0.12 

0.37 

0.04 

0.55 

- 

0.0300 

- 

- 

0.169 

0.199 

0.199 

0.565 

0.028 

0.536 

0.219 

40.79 

Safe 

Karan Garh 

0824000102797900 

0.04 

0.13 

641.11 

0.15 

0.04 

0.19 

0.04 

0.44 

0.01 

0.0700 

- 

- 

0.023 

0.093 

0.107 

0.293 

0.015 

0.279 

0.655 

235.04 

Over Exploited 

Karera 

0824000502838500 

0.03 

0.07 

1,098.28 

0.08 

0.02 

0.10 

0.02 

0.18 

0.01 

0.0100 

- 

- 

0.029 

0.039 

0.047 

0.150 

0.008 

0.143 

0.102 

71.50 

Semi Critical 

Kariyala 

0824000102800200 

0.04 

0.07 

166.93 

0.08 

0.03 

0.11 

0.04 

0.49 

- 

0.0200 

- 

- 

0.024 

0.044 

0.044 

0.154 

0.008 

0.146 

0.187 

127.72 

Over Exploited 

Karjaliya 

0824000102799700 

0.04 

0.12 

214.77 

0.15 

0.05 

0.20 

0.04 

0.50 

- 

0.0500 

- 

- 

0.040 

0.090 

0.090 

0.285 

0.014 

0.270 

0.479 

177.07 

Over Exploited 

Keriya 

0824000502843300 

0.03 

0.10 

375.32 

0.12 

0.03 

0.15 

0.05 

0.50 

- 

0.0300 

- 

- 

0.035 

0.065 

0.065 

0.213 

0.011 

0.202 

0.274 

135.33 

Over Exploited 

Kesarpura 

0824000502838100 

0.03 

0.02 

426.31 

0.03 

0.02 

0.04 

0.05 

0.47 

- 

0.0100 

- 

- 

0.023 

0.033 

0.033 

0.078 

0.004 

0.074 

0.085 

115.15 

Over Exploited 

Khalson Ka Khera 

0824000102800500 

0.04 

0.10 

151.36 

0.12 

0.01 

0.13 

0.04 

0.49 

- 

0.0100 

- 

- 

0.020 

0.030 

0.030 

0.158 

0.008 

0.150 

0.088 

58.36 

Safe 

Kharda 

0824000102800800 

0.04 

0.04 

164.92 

0.05 

0.03 

0.08 

0.04 

0.49 

- 

0.0200 

- 

- 

0.026 

0.046 

0.046 

0.127 

0.006 

0.121 

0.164 

136.07 

Over Exploited 

Khardi 

0824000102800300 

0.04 

0.01 

357.99 

0.02 

0.01 

0.03 

0.04 

0.49 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.047 

0.002 

0.045 

0.183 

405.92 

Over Exploited 

Khumanpura 

0824000102801000 

0.04 

0.03 

155.76 

0.03 

0.00 

0.03 

0.04 

0.51 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.037 

0.002 

0.035 

0.041 

116.71 

Over Exploited 

Kishanpura 

0824000502842700 

0.06 

0.05 

286.35 

0.06 

0.02 

0.08 

0.04 

0.46 

- 

0.0200 

- 

- 

0.015 

0.035 

0.035 

0.119 

0.006 

0.113 

0.170 

150.40 

Over Exploited 



0.03 

0.00 

4,396.10 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.023 

2,838.50 

Over Exploited 

Kishiramji Ki Kher 

0824000502842800 

0.03 

0.03 

417.54 

0.04 

0.04 

0.07 

0.05 

0.51 

- 

0.0200 

- 

- 

0.040 

0.060 

0.060 

0.133 

0.007 

0.126 

0.223 

176.75 

Over Exploited 

Kornas 

0824000102799500 

0.04 

0.13 

233.56 

0.15 

0.04 

0.19 

0.05 

0.50 

- 

0.0400 

- 

- 

0.039 

0.079 

0.079 

0.269 

0.013 

0.256 

0.361 

141.08 

Over Exploited 

Kundiya Kalan 

0824000402825800 

0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kurachhon Ka Khera 

0824000102799100 

0.04 

0.07 

399.77 

0.08 

0.04 

0.12 

0.05 

0.45 

- 

0.0800 

- 

- 

0.024 

0.104 

0.104 

0.222 

0.011 

0.211 

0.454 

215.74 

Over Exploited 

Lachhmipura 

0824000502843900 

0.06 

0.01 

634.17 

0.02 

0.02 

0.04 

0.02 

0.21 

- 

0.0100 

- 

- 

0.029 

0.040 

0.040 

0.076 

0.004 

0.072 

0.090 

124.80 

Over Exploited 



0.03 

0.02 

581.05 

0.02 

0.02 

0.04 

0.03 

0.34 

- 

0.0100 

- 

- 

0.024 

0.034 

0.034 

0.075 

0.004 

0.071 

0.132 

184.60 

Over Exploited 

Lachhura 

0824000102798800 

0.04 

0.32 

314.32 

0.39 

0.14 

0.52 

0.05 

0.46 

- 

0.2100 

- 

- 

0.143 

0.353 

0.353 

0.876 

0.044 

0.832 

1.170 

140.57 

Over Exploited 

Ladoowas 

0824000502842100 

0.03 

0.00 

2,266.82 

0.00 

0.00 

0.01 

0.01 

0.06 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.017 

0.001 

0.016 

0.050 

306.70 

Over Exploited 

Lambia Kalan 

0824000402827900 

0.04 

0.00 

7,003.44 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.005 

0.006 

0.006 

0.009 

0.000 

0.009 

0.019 

216.90 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Luhariya 

082400050284680C 

21.078 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.585 

3.66 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.03 

0.002 

0.01 

0.01 


Malas 

0824000502842200 

11.597 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

11.597 

3.46 

0.015 

0.08 

0.01 

0.00 

0.00 

0.08 

0.59 

0.78 

0.25 

0.038 

0.43 

0.32 


Malka Khera 

0824000102801600 

1.494 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.494 

3.77 

0.015 

0.05 

0.01 

0.00 

0.00 

0.03 

0.09 

0.09 

0.19 

0.005 

0.51 

0.56 


Malnas 

0824000102798400 

3.426 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.426 

3.54 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.18 

0.21 

0.04 

0.012 

0.45 

0.39 


Marewara 

0824000102797600 

5.140 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.155 

3.56 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.001 

0.01 

0.01 


Marwon Ka Khera 

0824000102799200 

5.139 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.139 

3.40 

0.015 

0.03 

0.00 

0.00 

0.00 

0.03 

0.26 

0.29 

0.12 

0.019 

0.42 

0.38 


Melyas 

0824000502844400 

4.305 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.155 

3.65 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.04 

0.004 

0.14 

0.14 


Mewasa 

0824000502838600 

4.324 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.229 

3.90 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.27 

0.02 

0.007 

0.20 

0.11 


Mor Ka Nimbahera 

0824000102801300 

17.299 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

17.299 

4.02 

0.015 

0.38 

0.05 

0.00 

0.00 

0.08 

1.29 

1.16 

1.43 

0.063 

0.48 

0.54 


Moti Bor Ka Khera 

0824000102800100 

1.600 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.600 

3.77 

0.015 

0.04 

0.01 

0.00 

0.00 

0.03 

0.09 

0.07 

0.15 

0.006 

0.45 

0.58 


Motipura 

0824000102796100 

6.413 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.094 

4.22 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.01 


Nagpura 

0824000102798000 

12.094 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

12.094 

3.36 

0.015 

0.03 

0.00 

0.00 

0.00 

0.05 

0.59 

0.82 

0.08 

0.044 

0.41 

0.30 


Narainpura 

0824000102799600 

4.434 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.434 

3.81 

0.015 

0.09 

0.01 

0.00 

0.00 

0.03 

0.31 

0.26 

0.34 

0.016 

0.45 

0.54 


Palri 

0824000102796500 

11.928 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

11.344 

3.48 

0.015 

0.11 

0.01 

0.00 

0.00 

0.04 

0.65 

0.66 

0.38 

0.041 

0.40 

0.40 


Pandroo 

0824000102797700 

9.340 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.117 

3.05 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Papariya 

0824000102797100 

1.487 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.861 

3.56 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.02 

0.003 

0.23 

0.16 


Pardodas 

0824000202808600 

6.746 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.452 

4.05 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.001 

0.03 

0.04 


Patiyon Ka Khera 

0824000102800900 

1.590 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.577 

3.75 

0.015 

0.04 

0.00 

0.00 

0.00 

0.01 

0.12 

0.10 

0.13 

0.006 

0.45 

0.58 


Rajpura 

0824000102796700 

2.925 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.925 

3.33 

0.015 

0.06 

0.01 

0.00 

0.00 

0.02 

0.18 

0.20 

0.21 

0.011 

0.41 

0.37 


Rampuriya 

0824000102800700 

7.044 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.776 

3.98 

0.015 

0.04 

0.00 

0.00 

0.00 

0.02 

0.43 

0.33 

0.13 

0.025 

0.43 

0.57 



0824000502841400 

5.138 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.383 

2.65 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.001 

0.03 

0.02 


Ratanpura 

0824000102798700 

4.131 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.131 

3.31 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.21 

0.28 

0.08 

0.015 

0.42 

0.32 


Rayla 

0824000402826100 

25.449 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.204 

3.74 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.04 

0.004 

0.02 

0.03 


Reh 

0824000502838300 

5.956 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.956 

2.45 

0.015 

0.16 

0.02 

0.00 

0.00 

0.00 

0.36 

0.58 

0.62 

0.020 

0.40 

0.25 


Roopaheli Khurd 

0824000402828000 

12.711 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

12.518 

3.34 

0.015 

0.07 

0.01 

0.00 

0.00 

0.03 

0.66 

0.56 

0.23 

0.041 

0.49 

0.57 


Rooppura 

0824000102796900 

3.917 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.917 

3.28 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.23 

0.28 

0.12 

0.014 

0.41 

0.34 


Sajjanpura 

0824000502844000 

3.675 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.675 

4.29 

0.015 

0.02 

0.00 

0.00 

0.00 

0.02 

0.24 

0.23 

0.07 

0.012 

0.50 

0.53 


Salarmala 

0824000102801500 

1.594 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.594 

3.79 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.05 

0.006 

0.50 

0.56 


Sareri 

0824000102799400 

19.761 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

19.761 

3.69 

0.015 

0.25 

0.03 

0.00 

0.00 

0.10 

1.22 

1.14 

0.91 

0.072 

0.44 

0.47 



0824000202808900 

8.714 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.666 

3.44 

0.015 

0.03 

0.00 

0.00 

0.00 

0.11 

0.00 

0.00 

0.11 

0.005 

0.08 

0.11 


Seeriyas 

0824000502844200 

2.745 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.745 

4.13 

0.015 

0.02 

0.00 

0.00 

0.00 

0.02 

0.17 

0.17 

0.07 

0.009 

0.51 

0.53 


Shankarpura @ Khro 

0824000502842000 

6.246 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.823 

2.64 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.25 

0.30 

0.06 

0.019 

0.42 

0.35 


Sodanpura 

0824000502843500 

3.359 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.359 

4.29 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.24 

0.22 

0.12 

0.011 

0.48 

0.50 


Sodas 

0824000502842400 

3.912 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.912 

3.48 

0.015 

0.02 

0.00 

0.00 

0.00 

0.02 

0.20 

0.23 

0.05 

0.013 

0.46 

0.40 


Sojika Khera 

0824000102798500 

2.770 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.770 

3.54 

0.015 

0.01 

0.00 

0.00 

0.00 

0.03 

0.13 

0.16 

0.04 

0.010 

0.44 

0.37 


Surajpura 

0824000502843700 

2.104 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.104 

4.33 

0.020 

0.04 

0.01 

0.00 

0.00 

0.02 

0.20 

0.19 

0.14 

0.007 

0.51 

0.52 


Tiloli 

0824000102797800 

24.952 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

24.385 

2.75 

0.015 

0.27 

0.04 

0.00 

0.00 

0.06 

1.18 

1.88 

0.97 

0.089 

0.39 

0.24 


Udaliyas 

0824000102800000 

3.187 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.187 

3.76 

0.015 

0.09 

0.01 

0.00 

0.00 

0.01 

0.25 

0.20 

0.34 

0.012 

0.45 

0.57 

Sub Basin: Kothari | 

07007053 

Akhepura 

0824000502846000 

1.447 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.447 

3.30 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.07 

0.07 

0.04 

0.005 

0.52 

0.52 


Baniyans 

0824000502844600 

1.977 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.005 

3.61 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bavri 

0824000502846100 

5.771 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.618 

3.88 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.07 

0.002 

0.06 

0.06 







Non-command 

Gneisses(B.G.C) 

5.153 

3.88 

0.015 

0.10 

0.01 

0.00 

0.00 

0.03 

0.36 

0.35 

0.39 

0.017 

0.46 

0.47 


Bhadoo 

0824000502851300 

23.215 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.256 

4.14 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.12 

0.06 

0.004 

0.03 

0.03 







Non-command 

Gneisses(B.G.C) 

1.890 

4.14 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.14 

0.07 

0.006 

0.04 

0.04 


Bhalri Kheri 

0824000502846600 

4.787 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.104 

4.14 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Bheemdiyas 

0824000502843800 

4.687 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.209 

4.23 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.13 

0.13 

0.004 

0.13 

0.14 







Non-command 

Gneisses(B.G.C) 

0.193 

4.23 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.02 


Danta Kalan 

0824000502845700 

5.742 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.742 

3.20 

0.015 

0.02 

0.00 

0.00 

0.00 

0.02 

0.28 

0.27 

0.05 

0.019 

0.52 

0.53 


Dhunwala (mandal) 

0824000502844500 

17.146 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

15.878 

3.68 

0.015 

0.07 

0.01 

0.00 

0.00 

0.11 

0.83 

0.79 

0.23 

0.053 

0.49 

0.51 


Dodwaniyon Ka Khera 

0824000402828200 

10.579 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.106 

3.30 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.01 


Dulhepura @ Bari Ka Khera 

0824000102801800 

4.143 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.252 

3.67 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.03 

0.03 


Gambheer Pura @ Ha 

0824000502845600 

3.973 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.973 

3.39 

0.015 

0.02 

0.00 

0.00 

0.00 

0.02 

0.20 

0.20 

0.05 

0.013 

0.52 

0.53 


Ganeshpura 

0824000502844300 

3.702 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.770 

3.95 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.01 

0.003 

0.11 

0.11 


Gokalpura 

0824000502846200 

2.714 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.714 

3.58 

0.015 

0.06 

0.01 

0.00 

0.00 

0.02 

0.18 

0.18 

0.22 

0.009 

0.52 

0.53 


Kanwaliya 

0824000402828100 

10.332 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.327 

3.58 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.02 

0.02 


Keerkhera 

0824000502845400 

4.498 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.190 

1.92 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.02 


Kochriya 

0824000502851400 

5.692 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.079 

3.84 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 


Leerdiya 

0824000502845800 

4.030 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.030 

2.46 

0.015 

0.04 

0.01 

0.00 

0.00 

0.02 

0.16 

0.16 

0.15 

0.013 

0.52 

0.52 


Luhariya 

0824000502846800 

21.078 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.698 

3.66 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.14 

0.08 

0.006 

0.04 

0.04 


Mandal 

0824000502845500 

42.569 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

11.185 

1.52 

0.020 

0.09 

0.02 

0.00 

0.00 

0.38 

0.03 

0.03 

0.31 

0.037 

0.14 

0.14 







Non-command 

Gneisses(B.G.C) 

15.290 

1.52 

0.015 

0.10 

0.02 

0.00 

0.00 

0.31 

0.12 

0.11 

0.32 

0.051 

0.19 

0.19 


Melyas 

0824000502844400 

4.305 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.150 

3.65 

0.015 

0.04 

0.00 

0.00 

0.00 

0.04 

0.17 

0.17 

0.13 

0.010 

0.38 

0.39 


Neem Ka Khera 

0824000502844900 

3.318 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.151 

3.53 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.02 

0.03 


Rajpura@bhagatsing 

0824000502846300 

3.934 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.993 

3.80 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

0.06 

0.06 

0.01 

0.003 

0.13 

0.13 







Non-command 

Gneisses(B.G.C) 

2.941 

3.80 

0.015 

0.01 

0.00 

0.00 

0.00 

0.02 

0.16 

0.16 

0.01 

0.010 

0.39 

0.39 


Thabola 

0824000502846500 

6.598 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.760 

3.89 

0.020 

0.04 

0.01 

0.00 

0.00 

0.01 

0.31 

0.31 

0.13 

0.012 

0.29 

0.30 







Non-command 

Gneisses(B.G.C) 

1.482 

3.89 

0.015 

0.01 

0.00 

0.00 

0.00 

0.02 

0.08 

0.08 

0.04 

0.005 

0.12 

0.12 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Luhariya 

0824000502846800 

0.06 

0.00 

10,569.19 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.031 

5,452.24 

Over Exploited 

Malas 

0824000502842200 

0.03 

0.16 

388.63 

0.19 

0.09 

0.28 

0.05 

0.47 

- 

0.0500 

- 

- 

0.123 

0.173 

0.173 

0.457 

0.023 

0.434 

0.290 

66.91 

Safe 

Malka Khera 

0824000102801600 

0.04 

0.03 

185.11 

0.04 

0.04 

0.08 

0.05 

0.55 

- 

0.0200 

- 

- 

0.045 

0.065 

0.065 

0.141 

0.007 

0.134 

0.199 

148.71 

Over Exploited 

Malnas 

0824000102798400 

0.04 

0.06 

235.58 

0.07 

0.01 

0.09 

0.05 

0.49 

- 

0.0100 

- 

- 

0.022 

0.032 

0.032 

0.120 

0.006 

0.114 

0.048 

42.43 

Safe 

Marewara 

0824000102797600 

0.04 

0.00 

21,820.91 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.005 

5,012.59 

Over Exploited 

Marwon Ka Khera 

0824000102799200 

0.04 

0.09 

238.28 

0.10 

0.03 

0.13 

0.05 

0.47 

- 

0.0100 

- 

- 

0.042 

0.052 

0.052 

0.184 

0.009 

0.175 

0.134 

76.50 

Semi Critical 

Melyas 

0824000502844400 

0.03 

0.01 

1,277.25 

0.01 

- 

0.01 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.047 

790.03 

Over Exploited 

Mewasa 

0824000502838600 

0.03 

0.01 

1,750.19 

0.02 

- 

0.02 

0.02 

0.22 

0.00 

- 

- 

- 

- 

- 

0.002 

0.019 

0.001 

0.018 

0.031 

173.45 

Over Exploited 

Mor Ka Nimbahera 

0824000102801300 

0.04 

0.33 

247.89 

0.40 

0.13 

0.53 

0.05 

0.53 

- 

0.1600 

- 

- 

0.123 

0.283 

0.283 

0.814 

0.041 

0.774 

1.489 

192.47 

Over Exploited 

Moti Bor Ka Khera 

0824000102800100 

0.04 

0.03 

144.78 

0.03 

0.04 

0.07 

0.04 

0.49 

- 

0.0200 

- 

- 

0.044 

0.064 

0.064 

0.138 

0.007 

0.131 

0.157 

119.43 

Over Exploited 

Motipura 

0824000102796100 

0.04 

0.00 

20,109.97 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nagpura 

0824000102798000 

0.04 

0.20 

312.20 

0.24 

0.05 

0.29 

0.05 

0.46 

- 

0.0100 

- 

- 

0.076 

0.086 

0.086 

0.376 

0.019 

0.357 

0.123 

34.44 

Safe 

Narainpura 

0824000102799600 

0.04 

0.08 

223.52 

0.10 

0.04 

0.13 

0.04 

0.49 

- 

0.0400 

- 

- 

0.038 

0.078 

0.078 

0.208 

0.010 

0.198 

0.351 

177.34 

Over Exploited 

Palri 

0824000102796500 

0.04 

0.18 

263.62 

0.22 

0.05 

0.26 

0.04 

0.44 

- 

0.0400 

- 

- 

0.056 

0.096 

0.096 

0.360 

0.018 

0.342 

0.423 

123.60 

Over Exploited 

Pandroo 

0824000102797700 

0.04 

0.00 

42,955.01 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.004 

15,580.09 

Over Exploited 

Papariya 

0824000102797100 

0.04 

0.01 

911.45 

0.01 

- 

0.01 

0.03 

0.26 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.010 

0.025 

253.26 

Over Exploited 

Pardodas 

0824000202808600 

0.05 

0.00 

4,372.86 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.025 

3,530.37 

Over Exploited 

Patiyon Ka Khera 

0824000102800900 

0.04 

0.03 

235.72 

0.03 

0.01 

0.04 

0.04 

0.49 

- 

0.0100 

- 

- 

0.009 

0.019 

0.019 

0.059 

0.003 

0.056 

0.139 

249.28 

Over Exploited 

Rajpura 

0824000102796700 

0.04 

0.05 

320.44 

0.06 

0.03 

0.08 

0.05 

0.46 

- 

0.0200 

- 

- 

0.023 

0.043 

0.043 

0.126 

0.006 

0.119 

0.220 

183.82 

Over Exploited 

Rampuriya 

0824000102800700 

0.04 

0.12 

179.41 

0.14 

0.02 

0.16 

0.04 

0.48 

- 

0.0100 

- 

- 

0.024 

0.034 

0.034 

0.191 

0.010 

0.182 

0.155 

85.15 

Semi Critical 


0824000502841400 

0.03 

0.00 

5,006.37 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.000 

0.001 

0.001 

0.001 

0.000 

0.001 

0.008 

666.94 

Over Exploited 

Ratanpura 

0824000102798700 

0.04 

0.07 

298.26 

0.08 

0.01 

0.09 

0.05 

0.46 

- 

0.0100 

- 

- 

0.017 

0.028 

0.028 

0.122 

0.006 

0.116 

0.094 

81.10 

Semi Critical 

Rayla 

0824000402826100 

0.04 

0.00 

5,666.28 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.046 

3,893.03 

Over Exploited 

Reh 

0824000502838300 

0.03 

0.08 

646.37 

0.09 

0.02 

0.12 

0.04 

0.45 

0.01 

0.0700 

- 

- 

0.004 

0.074 

0.083 

0.198 

0.010 

0.188 

0.639 

339.58 

Over Exploited 

Roopaheli Khurd 

0824000402828000 

0.04 

0.25 

129.26 

0.29 

0.04 

0.33 

0.04 

0.53 

- 

0.0300 

- 

- 

0.046 

0.076 

0.076 

0.411 

0.021 

0.390 

0.269 

68.95 

Safe 

Rooppura 

0824000102796900 

0.04 

0.06 

334.93 

0.08 

0.00 

0.08 

0.04 

0.45 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.093 

0.005 

0.089 

0.136 

153.44 

Over Exploited 

Sajjanpura 

0824000502844000 

0.03 

0.06 

283.91 

0.07 

0.02 

0.09 

0.05 

0.54 

- 

0.0100 

- 

- 

0.026 

0.036 

0.036 

0.124 

0.006 

0.118 

0.084 

71.59 

Semi Critical 

Salarmala 

0824000102801500 

0.04 

0.03 

198.15 

0.04 

0.00 

0.04 

0.05 

0.55 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.061 

0.003 

0.058 

0.060 

103.54 

Over Exploited 

Sareri 

0824000102799400 

0.04 

0.34 

229.80 

0.41 

0.13 

0.54 

0.05 

0.48 

- 

0.1000 

- 

- 

0.144 

0.244 

0.244 

0.784 

0.039 

0.745 

0.977 

131.15 

Over Exploited 


0824000202808900 

0.05 

0.01 

(86.47) 

0.01 

0.11 

0.12 

0.01 

0.09 

- 

0.0100 

- 

- 

0.172 

0.182 

0.182 

0.302 

0.015 

0.287 

0.111 

38.76 

Safe 

Seeriyas 

0824000502844200 

0.03 

0.05 

263.58 

0.05 

0.02 

0.07 

0.05 

0.56 

- 

0.0100 

- 

- 

0.027 

0.037 

0.037 

0.109 

0.005 

0.104 

0.081 

78.09 

Semi Critical 

Shankarpura @ Khro 

0824000502842000 

0.03 

0.08 

275.08 

0.10 

0.00 

0.10 

0.04 

0.46 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.106 

0.005 

0.101 

0.077 

76.47 

Semi Critical 

Sodanpura 

0824000502843500 

0.03 

0.05 

330.96 

0.06 

0.01 

0.07 

0.05 

0.52 

- 

0.0100 

- 

- 

0.017 

0.027 

0.027 

0.100 

0.005 

0.095 

0.126 

132.57 

Over Exploited 

Sodas 

0824000502842400 

0.03 

0.06 

307.94 

0.07 

0.02 

0.09 

0.05 

0.50 

- 

0.0100 

- 

- 

0.029 

0.039 

0.039 

0.128 

0.006 

0.122 

0.063 

51.78 

Safe 

Sojika Khera 

0824000102798500 

0.04 

0.05 

219.78 

0.06 

0.03 

0.08 

0.05 

0.48 

- 

0.0100 

- 

- 

0.038 

0.048 

0.048 

0.132 

0.007 

0.125 

0.046 

36.75 

Safe 

Surajpura 

0824000502843700 

0.06 

0.06 

202.81 

0.08 

0.03 

0.10 

0.05 

0.55 

- 

0.0200 

- 

- 

0.023 

0.043 

0.043 

0.145 

0.007 

0.137 

0.151 

109.79 

Over Exploited 

Tiloli 

0824000102797800 

0.04 

0.38 

396.88 

0.45 

0.10 

0.55 

0.04 

0.43 

0.04 

0.1800 

- 

- 

0.086 

0.266 

0.309 

0.861 

0.043 

0.818 

1.056 

129.02 

Over Exploited 

Udaliyas 

0824000102800000 

0.04 

0.06 

243.12 

0.07 

0.02 

0.09 

0.04 

0.49 

- 

0.0400 

- 

- 

0.014 

0.054 

0.054 

0.142 

0.007 

0.135 

0.347 

257.23 

Over Exploited 


Sub Basin: Kothari | 

Akhepura 

0824000502846000 

0.03 

0.02 

195.58 

0.03 

0.01 

0.04 

0.04 

0.56 

- 

0.0100 

- 

- 

0.014 

0.024 

0.024 

0.062 

0.003 

0.059 

0.041 

68.92 

Safe 

Baniyans 

0824000502844600 

0.03 

0.00 

134,523.24 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bavri 

0824000502846100 

0.06 

0.00 

2,966.11 

0.00 

0.00 

0.01 

0.00 

0.06 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.024 

0.001 

0.023 

0.069 

305.59 

Over Exploited 



0.03 

0.08 

358.13 

0.09 

0.04 

0.14 

0.04 

0.50 

- 

0.0400 

- 

- 

0.052 

0.092 

0.092 

0.229 

0.011 

0.218 

0.406 

186.32 

Over Exploited 

Bhadoo 

0824000502851300 

0.06 

0.00 

5,787.84 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.013 

0.001 

0.013 

0.062 

496.00 

Over Exploited 



0.03 

0.00 

5,225.50 

0.00 

0.00 

0.00 

0.00 

0.05 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.015 

0.001 

0.014 

0.071 

502.21 

Over Exploited 

Bhalri Kheri 

0824000502846600 

0.06 

0.00 

12,154.03 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bheemdiyas 

0824000502843800 

0.06 

0.01 

1,234.33 

0.01 

0.00 

0.01 

0.01 

0.14 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.025 

0.001 

0.024 

0.129 

534.38 

Over Exploited 



0.03 

0.00 

8,509.63 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.015 

848.77 

Over Exploited 

Danta Kalan 

0824000502845700 

0.03 

0.10 

182.39 

0.12 

0.02 

0.13 

0.04 

0.56 

- 

0.0100 

- 

- 

0.028 

0.038 

0.038 

0.172 

0.009 

0.164 

0.069 

42.16 

Safe 

Dhunwala (mandal) 

0824000502844500 

0.03 

0.25 

218.38 

0.30 

0.12 

0.42 

0.04 

0.53 

- 

0.0400 

- 

- 

0.164 

0.204 

0.204 

0.622 

0.031 

0.591 

0.283 

47.84 

Safe 

Dodwaniyon Ka Khera 

0824000402828200 

0.04 

0.00 

20,506.39 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dulhepura @ Bari Ka Khera 

0824000102801800 

0.04 

0.00 

7,017.06 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.023 

6,275.35 

Over Exploited 

Gambheer Pura @ Ha 

0824000502845600 

0.03 

0.07 

195.87 

0.08 

0.02 

0.10 

0.04 

0.56 

- 

0.0100 

- 

- 

0.033 

0.043 

0.043 

0.145 

0.007 

0.137 

0.063 

45.99 

Safe 

Ganeshpura 

0824000502844300 

0.03 

0.00 

1,564.51 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.017 

542.94 

Over Exploited 

Gokalpura 

0824000502846200 

0.03 

0.05 

284.60 

0.05 

0.03 

0.08 

0.04 

0.56 

- 

0.0200 

- 

- 

0.028 

0.048 

0.048 

0.131 

0.007 

0.124 

0.225 

181.10 

Over Exploited 

Kanwaliya 

0824000402828100 

0.04 

0.00 

7,348.20 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

2,870.45 

Over Exploited 

Keerkhera 

0824000502845400 

0.06 

0.00 

2,784.65 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Kochriya 

0824000502851400 

0.06 

0.00 

17,786.87 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

26,395.92 

Over Exploited 

Leerdiya 

0824000502845800 

0.03 

0.07 

137.50 

0.08 

0.03 

0.11 

0.04 

0.56 

- 

0.0300 

- 

- 

0.024 

0.055 

0.055 

0.162 

0.008 

0.154 

0.164 

106.87 

Over Exploited 

Luhariya 

0824000502846800 

0.06 

0.00 

3,332.99 

0.01 

0.00 

0.01 

0.00 

0.04 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.017 

0.001 

0.016 

0.083 

509.56 

Over Exploited 

Mandal 

0824000502845500 

0.06 

0.09 

(68.90) 

0.07 

0.40 

0.47 

0.01 

0.15 

- 

0.0600 

- 

- 

0.570 

0.631 

0.631 

1.104 

0.055 

1.049 

0.347 

33.08 

Safe 



0.03 

0.09 

24.29 

0.11 

0.33 

0.44 

0.02 

0.20 

- 

0.0600 

- 

- 

0.467 

0.527 

0.527 

0.969 

0.048 

0.921 

0.371 

40.26 

Safe 

Melyas 

0824000502844400 

0.03 

0.04 

337.33 

0.05 

0.04 

0.09 

0.03 

0.41 

- 

0.0100 

- 

- 

0.059 

0.069 

0.069 

0.155 

0.008 

0.147 

0.140 

95.44 

Critical 

Neem Ka Khera 

0824000502844900 

0.03 

0.00 

6,146.98 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

5,553.27 

Over Exploited 

Rajpura@bhagatsing 

0824000502846300 

0.06 

0.01 

709.63 

0.01 

0.01 

0.02 

0.01 

0.14 

- 

- 

- 

- 

0.018 

0.018 

0.018 

0.039 

0.002 

0.037 

0.013 

36.18 

Safe 



0.03 

0.04 

334.41 

0.04 

0.02 

0.06 

0.03 

0.42 

- 

- 

- 

- 

0.024 

0.024 

0.024 

0.084 

0.004 

0.079 

0.024 

29.86 

Safe 

Thabola 

0824000502846500 

0.06 

0.07 

361.91 

0.08 

0.02 

0.10 

0.03 

0.32 

- 

0.0200 

- 

- 

0.020 

0.040 

0.040 

0.143 

0.007 

0.136 

0.146 

107.77 

Over Exploited 



0.03 

0.01 

1,282.10 

0.01 

0.02 

0.03 

0.01 

0.13 

- 

- 

- 

- 

0.029 

0.029 

0.029 

0.054 

0.003 

0.052 

0.048 

92.81 

Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Thob Ka Khera 

082400050284640C 

2.996 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.015 

3.92 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.16 

0.04 

0.007 

0.35 

0.35 


Ummedpura 

082400050284590C 

2.187 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.187 

3.90 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.13 

0.04 

0.007 

0.52 

0.52 

07007054 

Alagwas 

082400050283660C 

6.030 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.030 

4.62 

0.015 

0.02 

0.00 

0.00 

0.00 

0.02 

0.42 

0.73 

0.06 

0.020 

0.39 

0.23 


Amargarh 

0824000502851000 

7.535 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.320 

3.34 

0.020 

0.23 

0.03 

0.00 

0.00 

0.02 

0.67 

0.70 

0.89 

0.024 

0.51 

0.49 







Non-command 

Gneisses(B.G.C) 

0.215 

3.34 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.02 

0.01 


Amarpura 

0824000502851700 

2.078 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.562 

4.37 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.05 

0.002 

0.14 

0.14 






Meja 

Command 

Phyllite & Schist 

0.025 

4.37 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Amba Ka Khera 

0824000602857500 

3.693 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.693 

3.87 

0.011 

0.03 

0.00 

0.00 

0.00 

0.02 

0.17 

0.18 

0.12 

0.012 

0.49 

0.46 


Amba Khera 

0825000202978200 

3.662 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.662 

1.55 

0.018 

0.04 

0.01 

0.00 

0.00 

0.01 

0.12 

0.11 

0.17 

0.006 

0.47 

0.51 


Amli 

0824000702866100 

13.160 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

12.694 

3.28 

0.015 

0.19 

0.01 

0.00 

0.00 

0.05 

0.75 

0.75 

0.71 

0.039 

0.52 

0.53 







Non-command 

Gneisses(B.G.C) 

0.275 

3.28 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.01 


Anjna 

0825000202975500 

5.230 

Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.484 

4.48 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.001 

0.04 

0.05 


Anoppura 

0825000202976700 

2.877 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.530 

4.52 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.02 

0.001 

0.09 

0.10 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.347 

4.52 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.17 

0.05 

0.004 

0.39 

0.43 


Arjungarh 

0824000602853200 

3.469 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.469 

2.54 

0.011 

0.05 

0.01 

0.00 

0.00 

0.02 

0.12 

0.17 

0.19 

0.011 

0.41 

0.29 


Arniya (jageer) 

0824000702861900 

3.771 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.771 

2.42 

0.015 

0.04 

0.01 

0.00 

0.00 

0.06 

0.11 

0.10 

0.15 

0.011 

0.54 

0.57 


Arnota 

0824000702861400 

2.831 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.831 

2.87 

0.015 

0.03 

0.00 

0.00 

0.00 

0.04 

0.11 

0.11 

0.13 

0.009 

0.53 

0.56 


Arsipura 

0824000702866000 

12.157 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.330 

1.72 

0.015 

0.06 

0.01 

0.00 

0.00 

0.04 

0.15 

0.15 

0.22 

0.016 

0.23 

0.22 







Non-command 

Gneisses(B.G.C) 

6.827 

1.72 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.24 

0.25 

0.28 

0.021 

0.30 

0.29 


Asaholi 

0824000602856900 

11.104 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

11.104 

2.28 

0.011 

0.10 

0.01 

0.00 

0.00 

0.01 

0.35 

0.35 

0.35 

0.036 

0.53 

0.53 


Asan Koteshwari 

0825000302983900 

1.799 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.799 

3.96 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.04 

0.003 

0.47 

0.51 


Aspur 

0824000602856100 

2.511 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.511 

5.07 

0.011 

0.04 

0.01 

0.00 

0.00 

0.00 

0.17 

0.19 

0.14 

0.008 

0.49 

0.45 


Asuna 

0824000602858700 

3.981 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.981 

3.24 

0.011 

0.10 

0.01 

0.00 

0.00 

0.01 

0.22 

0.20 

0.37 

0.013 

0.49 

0.53 


Atawara 

0824000702861600 

4.548 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.548 

2.22 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.18 

0.17 

0.10 

0.014 

0.52 

0.53 


Bagar 

0824000602854800 

5.164 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.164 

4.40 

0.011 

0.09 

0.01 

0.00 

0.00 

0.01 

0.32 

0.30 

0.34 

0.017 

0.47 

0.51 


Bagatpura (A) 

0825000202979100 

0.819 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.819 

3.64 

0.018 

0.01 

0.00 

0.00 

0.00 

0.01 

0.06 

0.05 

0.04 

0.001 

0.47 

0.52 


Bagatpura (B) 

0825000202979200 

0.898 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.898 

3.63 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.03 

0.002 

0.47 

0.52 


Bagha Ka Khera 

0825000202976500 

3.227 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.149 

4.44 

0.018 

0.02 

0.00 

0.00 

0.00 

0.02 

0.24 

0.22 

0.08 

0.005 

0.46 

0.51 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.078 

4.44 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.01 


Bagoliya 

0824000602853100 

8.147 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.147 

2.99 

0.011 

0.16 

0.02 

0.00 

0.00 

0.02 

0.38 

0.52 

0.62 

0.026 

0.42 

0.31 


Bagor 

0824000502849600 

30.975 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

30.052 

1.74 

0.020 

0.62 

0.09 

0.00 

0.00 

0.23 

1.35 

1.40 

2.34 

0.099 

0.51 

0.49 







Non-command 

Gneisses(B.G.C) 

0.923 

1.74 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.05 

0.003 

0.02 

0.02 


Bagpura 

0824000502849800 

0.865 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.865 

1.75 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.05 

0.003 

0.54 

0.52 


Bakan 

0824000602861200 

7.003 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.003 

2.47 

0.011 

0.08 

0.01 

0.00 

0.00 

0.03 

0.23 

0.23 

0.29 

0.022 

0.53 

0.55 


Bakli 

0824000502847300 

6.918 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.922 

2.19 

0.020 

0.05 

0.01 

0.00 

0.00 

0.01 

0.24 

0.26 

0.17 

0.016 

0.36 

0.34 







Non-command 

Gneisses(B.G.C) 

1.996 

2.19 

0.015 

0.01 

0.00 

0.00 

0.00 

0.02 

0.05 

0.06 

0.05 

0.007 

0.15 

0.14 


Ballon Ka Khera 

0825000302985800 

1.342 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.342 

5.31 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.05 

0.002 

0.46 

0.51 


Baniya Khera 

0825000302987400 

1.347 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.347 

2.73 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.03 

0.002 

0.47 

0.50 


Banjariya 

0825000202978400 

2.565 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.565 

3.33 

0.018 

0.02 

0.00 

0.00 

0.00 

0.01 

0.16 

0.15 

0.06 

0.004 

0.47 

0.50 


Bansawari 

0825000102968200 

0.474 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.322 

2.70 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.002 

0.32 

0.35 







Non-command 

Gneisses(B.G.C) 

0.026 

2.70 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.03 


Bansra 

0824000802877300 

8.358 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.012 

4.51 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Baolas 

0824000502848200 

8.091 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.091 

2.02 

0.015 

0.22 

0.03 

0.00 

0.00 

0.07 

0.36 

0.38 

0.86 

0.027 

0.53 

0.51 


Barawalon Ka Khera 

0824000502839000 

2.480 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.480 

2.41 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.11 

0.16 

0.11 

0.008 

0.40 

0.27 


Bari 

0824000602853000 

3.750 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.750 

3.30 

0.011 

0.17 

0.02 

0.00 

0.00 

0.02 

0.27 

0.33 

0.65 

0.012 

0.43 

0.34 


Bariya Kalan 

0824000602861000 

3.234 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.234 

2.33 

0.011 

0.09 

0.01 

0.00 

0.00 

0.00 

0.16 

0.16 

0.35 

0.010 

0.52 

0.52 


Bariya Khurd 

0824000602860900 

5.206 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.206 

2.40 

0.011 

0.08 

0.01 

0.00 

0.00 

0.02 

0.18 

0.19 

0.31 

0.017 

0.52 

0.51 


Barjal 

0825000102967500 

5.420 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.035 

4.52 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

0.047 

4.52 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 



0825000302987900 

2.851 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.851 

5.36 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.23 

0.21 

0.03 

0.005 

0.46 

0.51 


Barwalon Ka Khera 

0825000202976100 

2.223 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.223 

3.85 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.16 

0.07 

0.004 

0.47 

0.51 


Bavri 

0824000502846100 

5.771 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

3.88 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Beer Deogarh 

0825000202977500 

7.965 

Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.455 

4.18 

0.018 

0.01 

0.00 

0.00 

0.00 

0.01 

0.47 

0.42 

0.04 

0.011 

0.39 

0.43 


Beeyana 

0825000202981200 

2.017 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.017 

4.71 

0.018 

0.02 

0.00 

0.00 

0.00 

0.01 

0.18 

0.17 

0.07 

0.003 

0.46 

0.51 


Beliyon Ka Khera 

0824000502838400 

7.211 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.211 

2.11 

0.015 

0.02 

0.00 

0.00 

0.00 

0.10 

0.15 

0.24 

0.03 

0.024 

0.40 

0.25 


Bemali 

0824000502841600 

14.603 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.945 

2.72 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.09 

0.13 

0.06 

0.006 

0.06 

0.04 


Beran 

0824000502848800 

2.444 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.444 

2.95 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.16 

0.17 

0.10 

0.008 

0.52 

0.51 


Bhabhana 

0824000502836700 

6.775 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.008 

4.64 

0.015 

0.02 

0.00 

0.00 

0.00 

0.02 

0.41 

0.76 

0.06 

0.020 

0.35 

0.19 


Bhachardiya 

0825000202976300 

5.304 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.304 

2.97 

0.018 

0.05 

0.01 

0.00 

0.00 

0.01 

0.31 

0.28 

0.19 

0.009 

0.47 

0.51 


Bhadla 

0825000302991100 

7.277 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.675 

5.07 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.30 

0.27 

0.08 

0.007 

0.24 

0.26 


Bhadoo 

0824000502851300 

23.215 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

19.684 

4.14 

0.020 

0.26 

0.04 

0.00 

0.00 

0.09 

1.76 

1.77 

0.94 

0.065 

0.44 

0.44 


Bhagatpuriya 

0824000502850000 

1.332 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.332 

2.24 

0.020 

0.07 

0.01 

0.00 

0.00 

0.01 

0.11 

0.11 

0.29 

0.004 

0.54 

0.52 


Bhagwanpura 

0824000502843600 

13.148 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.126 

4.33 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.00 

0.00 


Bhainroo Khera 

0824000502836200 

1.371 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.371 

2.24 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.10 

0.12 

0.25 

0.005 

0.41 

0.32 


Bhairoon Khera 

0824000502848700 

3.978 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.978 

1.88 

0.020 

0.02 

0.00 

0.00 

0.00 

0.03 

0.14 

0.14 

0.05 

0.013 

0.52 

0.51 


Bhakliya 

0824000502850500 

3.134 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.134 

3.14 

0.020 

0.13 

0.02 

0.00 

0.00 

0.00 

0.30 

0.32 

0.52 

0.010 

0.53 

0.51 


Bhalri Kheri 

0824000502846600 

4.787 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.683 

4.14 

0.020 

0.05 

0.01 

0.00 

0.00 

0.01 

0.42 

0.41 

0.17 

0.015 

0.51 

0.51 


Bhaolas 

0824000502849500 

3.645 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.645 

1.31 

0.020 

0.12 

0.02 

0.00 

0.00 

0.01 

0.18 

0.19 

0.46 

0.012 

0.52 

0.51 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Thob Ka Khera 

082400050284640C 

0.06 

0.04 

292.80 

0.05 

0.00 

0.05 

0.03 

0.38 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.056 

0.003 

0.053 

0.045 

84.44 

Semi Critical 

Ummedpura 

0824000502845900 

0.03 

0.04 

263.70 

0.04 

0.00 

0.05 

0.04 

0.56 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.064 

0.003 

0.061 

0.050 

82.76 

Semi Critical 

Alagwas 

0824000502836600 

0.03 

0.08 

848.39 

0.09 

0.02 

0.11 

0.04 

0.44 

0.01 

0.0100 

- 

- 

0.030 

0.040 

0.049 

0.161 

0.008 

0.153 

0.078 

50.99 

Safe 

Amargarh 

0824000502851000 

0.06 

0.23 

210.78 

0.27 

0.05 

0.32 

0.05 

0.56 

- 

0.1000 

- 

- 

0.028 

0.128 

0.128 

0.448 

0.022 

0.425 

0.917 

215.66 

Over Exploited 



0.03 

0.00 

20,615.94 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.023 

19,018.04 

Over Exploited 

Amarpura 

0824000502851700 

0.06 

0.00 

1,184.06 

0.01 

- 

0.01 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.015 

0.050 

337.28 

Over Exploited 



0.06 

0.00 

24,223.50 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Amba Ka Khera 

0824000602857500 

0.04 

0.07 

152.16 

0.09 

0.02 

0.10 

0.05 

0.54 

- 

0.0100 

- 

- 

0.024 

0.034 

0.034 

0.138 

0.007 

0.131 

0.131 

99.84 

Critical 

Amba Khera 

0825000202978200 

0.04 

0.06 

84.11 

0.07 

0.02 

0.09 

0.05 

0.52 

- 

0.0200 

- 

- 

0.008 

0.028 

0.028 

0.118 

0.006 

0.112 

0.172 

153.92 

Over Exploited 

Amli 

0824000702866100 

0.03 

0.19 

296.60 

0.23 

0.06 

0.29 

0.05 

0.57 

- 

0.0300 

- 

- 

0.076 

0.106 

0.106 

0.393 

0.020 

0.373 

0.752 

201.51 

Over Exploited 



0.02 

0.00 

21,360.16 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.015 

20,839.42 

Over Exploited 

Anjna 

0825000202975500 

0.04 

0.00 

3,901.27 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.010 

1,004.14 

Over Exploited 

Anoppura 

0825000202976700 

0.04 

0.00 

2,723.11 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.023 

1,206.08 

Over Exploited 



0.04 

0.04 

373.46 

0.04 

0.00 

0.05 

0.04 

0.43 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.065 

0.003 

0.062 

0.049 

78.66 

Semi Critical 

Arjungarh 

0824000602853200 

0.04 

0.06 

202.07 

0.07 

0.03 

0.09 

0.05 

0.46 

0.01 

0.0200 

- 

- 

0.023 

0.043 

0.050 

0.144 

0.007 

0.137 

0.200 

146.04 

Over Exploited 

Arniya (jageer) 

0824000702861900 

0.02 

0.04 

155.13 

0.05 

0.07 

0.12 

0.05 

0.59 

- 

0.0200 

- 

- 

0.087 

0.107 

0.107 

0.223 

0.011 

0.212 

0.157 

74.22 

Semi Critical 

Arnota 

0824000702861400 

0.02 

0.03 

264.44 

0.04 

0.04 

0.07 

0.05 

0.58 

- 

0.0100 

- 

- 

0.056 

0.066 

0.066 

0.139 

0.007 

0.132 

0.135 

102.27 

Over Exploited 

Arsipura 

0824000702866000 

0.03 

0.04 

333.58 

0.04 

0.05 

0.09 

0.02 

0.25 

- 

0.0200 

- 

- 

0.061 

0.081 

0.081 

0.173 

0.009 

0.164 

0.236 

143.62 

Over Exploited 



0.02 

0.04 

516.67 

0.05 

0.01 

0.06 

0.03 

0.32 

- 

0.0300 

- 

- 

0.006 

0.036 

0.036 

0.099 

0.005 

0.094 

0.304 

323.24 

Over Exploited 

Asaholi 

0824000602856900 

0.04 

0.24 

49.20 

0.28 

0.02 

0.31 

0.05 

0.58 

- 

0.0400 

- 

- 

0.021 

0.061 

0.061 

0.370 

0.018 

0.351 

0.383 

108.97 

Over Exploited 

Asan Koteshwari 

0825000302983900 

0.04 

0.03 

211.32 

0.04 

- 

0.04 

0.06 

0.52 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.055 

0.003 

0.053 

0.042 

80.43 

Semi Critical 

Aspur 

0824000602856100 

0.04 

0.05 

277.78 

0.06 

0.01 

0.07 

0.05 

0.54 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.091 

0.005 

0.087 

0.148 

171.12 

Over Exploited 

Asuna 

0824000602858700 

0.04 

0.08 

161.11 

0.09 

0.02 

0.12 

0.05 

0.54 

- 

0.0400 

- 

- 

0.019 

0.059 

0.059 

0.174 

0.009 

0.166 

0.381 

229.75 

Over Exploited 

Atawara 

0824000702861600 

0.02 

0.05 

262.38 

0.06 

0.01 

0.06 

0.05 

0.57 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.081 

0.004 

0.077 

0.118 

153.71 

Over Exploited 

Bagar 

0824000602854800 

0.04 

0.10 

204.92 

0.12 

0.02 

0.14 

0.06 

0.52 

0.01 

0.0400 

- 

- 

0.014 

0.054 

0.065 

0.201 

0.010 

0.191 

0.352 

183.92 

Over Exploited 

Bagatpura (A) 

0825000202979100 

0.04 

0.01 

272.29 

0.02 

0.01 

0.02 

0.05 

0.52 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.040 

0.002 

0.038 

0.037 

97.38 

Critical 

Bagatpura (B) 

0825000202979200 

0.04 

0.02 

302.90 

0.02 

- 

0.02 

0.05 

0.53 

- 

- 

- 

- 

- 

- 

- 

0.018 

0.001 

0.017 

0.027 

153.33 

Over Exploited 

Bagha Ka Khera 

0825000202976500 

0.04 

0.05 

326.40 

0.06 

0.02 

0.08 

0.05 

0.51 

- 

0.0100 

- 

- 

0.031 

0.041 

0.041 

0.124 

0.006 

0.118 

0.088 

74.83 

Semi Critical 



0.04 

0.00 

12,724.66 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.002 

94.28 

Critical 

Bagoliya 

0824000602853100 

0.04 

0.14 

284.14 

0.16 

0.04 

0.21 

0.05 

0.46 

0.02 

0.0700 

- 

- 

0.037 

0.107 

0.122 

0.331 

0.017 

0.314 

0.643 

204.59 

Over Exploited 

Bagor 

0824000502849600 

0.06 

0.93 

50.71 

1.11 

0.32 

1.44 

0.05 

0.56 

- 

0.2600 

- 

- 

0.349 

0.609 

0.609 

2.044 

0.102 

1.942 

2.434 

125.37 

Over Exploited 



0.03 

0.00 

7,391.51 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.011 

0.001 

0.010 

0.053 

511.70 

Over Exploited 

Bagpura 

0824000502849800 

0.06 

0.03 

40.66 

0.03 

0.00 

0.04 

0.05 

0.59 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.049 

0.002 

0.047 

0.051 

109.37 

Over Exploited 

Bakan 

0824000602861200 

0.04 

0.15 

52.26 

0.18 

0.04 

0.22 

0.05 

0.59 

- 

0.0300 

- 

- 

0.041 

0.071 

0.071 

0.287 

0.014 

0.273 

0.314 

115.15 

Over Exploited 

Bakli 

0824000502847300 

0.06 

0.11 

141.21 

0.13 

0.02 

0.15 

0.03 

0.39 

- 

0.0200 

- 

- 

0.017 

0.037 

0.037 

0.186 

0.009 

0.177 

0.189 

107.14 

Over Exploited 



0.03 

0.01 

487.89 

0.01 

0.02 

0.03 

0.01 

0.16 

- 

0.0100 

- 

- 

0.034 

0.044 

0.044 

0.078 

0.004 

0.074 

0.057 

76.13 

Semi Critical 

Ballon Ka Khera 

0825000302985800 

0.04 

0.03 

319.06 

0.03 

0.00 

0.03 

0.06 

0.52 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.014 

0.044 

0.002 

0.042 

0.052 

124.31 

Over Exploited 

Baniya Khera 

0825000302987400 

0.04 

0.03 

126.65 

0.03 

0.00 

0.03 

0.05 

0.52 

0.00 

- 

- 

- 

0.004 

0.004 

0.007 

0.040 

0.002 

0.038 

0.027 

71.86 

Semi Critical 

Banjariya 

0825000202978400 

0.04 

0.04 

255.96 

0.05 

0.01 

0.06 

0.05 

0.52 

0.00 

0.0100 

- 

- 

0.008 

0.018 

0.022 

0.079 

0.004 

0.075 

0.067 

89.98 

Semi Critical 

Bansawari 

0825000102968200 

0.04 

0.00 

286.31 

0.00 

- 

0.00 

0.04 

0.36 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.005 

0.002 

36.64 

Safe 



0.04 

0.00 

3,983.36 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bansra 

0824000802877300 

0.07 

0.00 

108,523.21 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Baolas 

0824000502848200 

0.03 

0.14 

173.51 

0.17 

0.10 

0.27 

0.05 

0.58 

- 

0.1000 

- 

- 

0.107 

0.207 

0.207 

0.474 

0.024 

0.451 

0.891 

197.69 

Over Exploited 

Barawalon Ka Khera 

0824000502839000 

0.03 

0.03 

377.27 

0.04 

0.01 

0.05 

0.05 

0.45 

0.00 

0.0100 

- 

- 

0.022 

0.032 

0.036 

0.089 

0.004 

0.085 

0.116 

137.21 

Over Exploited 

Bari 

0824000602853000 

0.04 

0.06 

420.59 

0.08 

0.04 

0.12 

0.05 

0.48 

0.01 

0.0700 

- 

- 

0.028 

0.098 

0.105 

0.221 

0.011 

0.210 

0.664 

316.02 

Over Exploited 

Bariya Kalan 

0824000602861000 

0.04 

0.07 

137.58 

0.08 

0.01 

0.09 

0.05 

0.57 

- 

0.0400 

- 

- 

0.005 

0.045 

0.045 

0.140 

0.007 

0.133 

0.356 

268.58 

Over Exploited 

Bariya Khurd 

0824000602860900 

0.04 

0.11 

73.48 

0.13 

0.03 

0.16 

0.05 

0.57 

- 

0.0300 

- 

- 

0.036 

0.066 

0.066 

0.228 

0.011 

0.217 

0.325 

149.73 

Over Exploited 

Barjal 

0825000102967500 

0.04 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

######### 

Over Exploited 



0.04 

0.00 

42,049.37 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

59,101.04 

Over Exploited 


0825000302987900 

0.04 

0.05 

293.46 

0.07 

0.01 

0.07 

0.06 

0.52 

0.01 

0.0100 

- 

- 

0.009 

0.019 

0.025 

0.096 

0.005 

0.092 

0.039 

42.84 

Safe 

Barwalon Ka Khera 

0825000202976100 

0.04 

0.04 

315.43 

0.04 

0.00 

0.05 

0.05 

0.52 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.060 

0.003 

0.057 

0.069 

121.55 

Over Exploited 

Bavri 

0824000502846100 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Beer Deogarh 

0825000202977500 

0.04 

0.10 

321.46 

0.12 

0.01 

0.14 

0.04 

0.43 

- 

- 

- 

- 

0.022 

0.022 

0.022 

0.157 

0.008 

0.149 

0.049 

32.68 

Safe 

Beeyana 

0825000202981200 

0.04 

0.03 

393.62 

0.04 

0.01 

0.05 

0.06 

0.52 

0.00 

0.0100 

- 

- 

0.009 

0.019 

0.023 

0.069 

0.003 

0.065 

0.075 

115.72 

Over Exploited 

Beliyon Ka Khera 

0824000502838400 

0.03 

0.09 

158.91 

0.11 

0.10 

0.21 

0.05 

0.45 

0.01 

- 

- 

- 

0.144 

0.144 

0.155 

0.363 

0.018 

0.345 

0.056 

16.18 

Safe 

Bemali 

0824000502841600 

0.03 

0.00 

3,473.61 

0.00 

0.01 

0.01 

0.01 

0.06 

- 

0.0100 

- 

- 

0.014 

0.024 

0.024 

0.037 

0.002 

0.036 

0.064 

181.42 

Over Exploited 

Beran 

0824000502848800 

0.06 

0.08 

118.51 

0.09 

0.01 

0.10 

0.05 

0.56 

- 

0.0200 

- 

- 

0.015 

0.035 

0.035 

0.136 

0.007 

0.129 

0.109 

84.72 

Semi Critical 

Bhabhana 

0824000502836700 

0.03 

0.07 

1,029.35 

0.08 

0.02 

0.11 

0.04 

0.39 

0.01 

0.0100 

- 

- 

0.037 

0.047 

0.054 

0.160 

0.008 

0.152 

0.078 

51.29 

Safe 

Bhachardiya 

0825000202976300 

0.04 

0.09 

217.36 

0.11 

0.02 

0.13 

0.05 

0.52 

- 

0.0200 

- 

- 

0.012 

0.032 

0.032 

0.158 

0.008 

0.150 

0.198 

132.01 

Over Exploited 

Bhadla 

0825000302991100 

0.04 

0.04 

655.80 

0.04 

0.00 

0.05 

0.03 

0.26 

0.00 

0.0100 

- 

- 

0.005 

0.015 

0.019 

0.064 

0.003 

0.061 

0.083 

135.12 

Over Exploited 

Bhadoo 

0824000502851300 

0.06 

0.52 

241.76 

0.62 

0.13 

0.75 

0.04 

0.48 

- 

0.1800 

- 

- 

0.128 

0.308 

0.308 

1.054 

0.053 

1.001 

1.006 

100.47 

Over Exploited 

Bhagatpuriya 

0824000502850000 

0.06 

0.04 

154.77 

0.05 

0.02 

0.08 

0.05 

0.59 

- 

0.0300 

- 

- 

0.020 

0.050 

0.050 

0.126 

0.006 

0.119 

0.292 

245.24 

Over Exploited 

Bhagwanpura 

0824000502843600 

0.06 

0.00 

29,383.29 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

25,181.70 

Over Exploited 

Bhainroo Khera 

0824000502836200 

0.03 

0.02 

574.89 

0.02 

0.01 

0.03 

0.05 

0.46 

0.00 

0.0300 

- 

- 

- 

0.030 

0.032 

0.064 

0.003 

0.061 

0.250 

409.36 

Over Exploited 

Bhairoon Khera 

0824000502848700 

0.06 

0.12 

16.52 

0.14 

0.03 

0.17 

0.05 

0.57 

- 

0.0100 

- 

- 

0.041 

0.051 

0.051 

0.223 

0.011 

0.211 

0.061 

28.92 

Safe 

Bhakliya 

0824000502850500 

0.06 

0.10 

218.46 

0.12 

0.02 

0.14 

0.05 

0.58 

- 

0.0600 

- 

- 

0.005 

0.065 

0.065 

0.208 

0.010 

0.198 

0.528 

266.97 

Over Exploited 

Bhalri Kheri 

0824000502846600 

0.06 

0.14 

191.69 

0.17 

0.02 

0.19 

0.04 

0.55 

- 

0.0200 

- 

- 

0.019 

0.039 

0.039 

0.232 

0.012 

0.221 

0.181 

82.29 

Semi Critical 

Bhaolas 

0824000502849500 

0.06 

0.11 

64.10 

0.14 

0.03 

0.17 

0.05 

0.57 

- 

0.0900 

- 

- 

0.020 

0.110 

0.110 

0.280 

0.014 

0.266 

0.473 

177.67 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Bharatsingh Ka Gurha 

082500020297760C 

3.385 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.925 

4.30 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.03 

0.002 

0.13 

0.14 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.460 

4.30 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.17 

0.05 

0.004 

0.35 

0.38 


Bhatewar 

082400060285260C 

5.761 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.761 

1.06 

0.011 

0.12 

0.02 

0.00 

0.00 

0.00 

0.16 

0.17 

0.45 

0.018 

0.45 

0.43 


Bheel Kheri 

0824000602853700 

1.024 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.024 

2.50 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.003 

0.44 

0.37 


Bheelri 

0824000502850600 

1.588 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.588 

2.21 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.16 

0.17 

0.40 

0.005 

0.53 

0.51 


Bheeta 

0824000602852300 

5.306 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.306 

7.84 

0.011 

0.14 

0.02 

0.00 

0.00 

0.00 

0.57 

0.63 

0.52 

0.017 

0.44 

0.40 


Bhenroo Khera 

0824000502838700 

8.492 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.492 

3.47 

0.015 

0.04 

0.01 

0.00 

0.00 

0.05 

0.42 

0.68 

0.14 

0.028 

0.40 

0.25 


Bheru Khera 

0825000202975800 

1.946 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.144 

4.37 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.04 

0.04 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.801 

4.37 

0.018 

0.01 

0.00 

0.00 

0.00 

0.01 

0.14 

0.13 

0.03 

0.003 

0.44 

0.49 


Bhojpura 

0824000502850100 

4.467 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.335 

3.52 

0.020 

0.09 

0.01 

0.00 

0.00 

0.01 

0.38 

0.40 

0.33 

0.014 

0.53 

0.51 


Bhootela 

0824000702862400 

3.845 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.831 

1.91 

0.015 

0.04 

0.00 

0.00 

0.00 

0.02 

0.13 

0.12 

0.13 

0.012 

0.54 

0.57 


Bhopan Ki Kameri 

0824000502840800 

5.088 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.088 

3.68 

0.015 

0.04 

0.01 

0.00 

0.00 

0.01 

0.30 

0.43 

0.15 

0.017 

0.41 

0.29 


Bhopji Ka Khera 

0825000302988000 

1.840 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.034 

4.99 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Bhurwara 

0825000202978700 

1.677 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.677 

2.98 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.11 

0.003 

0.47 

0.52 


Bilakhi 

0825000202975900 

2.061 

Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.061 

4.42 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.15 

0.03 

0.003 

0.48 

0.53 


Borana 

0824000602854000 

11.995 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

11.995 

2.13 

0.011 

0.25 

0.04 

0.00 

0.00 

0.04 

0.46 

0.49 

0.95 

0.038 

0.46 

0.42 


Boriyapura 

0824000602856700 

3.127 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.127 

1.51 

0.011 

0.12 

0.02 

0.00 

0.00 

0.00 

0.15 

0.15 

0.47 

0.010 

0.53 

0.52 


Chandelo Ki Gawar 

0825000102967900 

0.965 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.502 

2.80 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.003 

0.25 

0.27 







Non-command 

Gneisses(B.G.C) 

0.022 

2.80 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Chandras 

0824000502847700 

11.314 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.070 

2.10 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

11.244 

2.10 

0.015 

0.08 

0.01 

0.00 

0.00 

0.05 

0.37 

0.41 

0.27 

0.037 

0.49 

0.45 


Chankher 

0824000502847100 

13.162 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

12.023 

2.63 

0.020 

0.13 

0.02 

0.00 

0.00 

0.04 

0.71 

0.73 

0.46 

0.040 

0.46 

0.44 







Non-command 

Gneisses(B.G.C) 

1.138 

2.63 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.03 

0.004 

0.04 

0.04 


Charot 

0824000602860400 

5.042 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.042 

3.19 

0.011 

0.08 

0.01 

0.00 

0.00 

0.02 

0.23 

0.21 

0.31 

0.016 

0.51 

0.54 


Chatarbhuj Pura 

0824000502850900 

3.053 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.120 

4.13 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.22 

0.24 

0.21 

0.007 

0.37 

0.35 







Non-command 

Gneisses(B.G.C) 

0.933 

4.13 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.07 

0.003 

0.16 

0.15 


Chauhanon Ki Kamer 

0824000502839700 

8.862 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.302 

5.41 

0.015 

0.20 

0.03 

0.00 

0.00 

0.00 

0.84 

0.82 

0.76 

0.027 

0.43 

0.44 


Chaukri 

0825000302983400 

1.948 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.863 

2.89 

0.015 

0.02 

0.00 

0.00 

0.00 

0.03 

0.07 

0.07 

0.08 

0.003 

0.44 

0.48 


Chawalarel Ka Khera 

0825000202972100 

1.902 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.902 

5.38 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.18 

0.01 

0.003 

0.44 

0.43 


Chawand Khera 

0825000302986700 

2.165 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.165 

2.34 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.05 

0.004 

0.47 

0.50 


Chawandiya 

0824000502841300 

11.660 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

11.658 

3.41 

0.015 

0.07 

0.01 

0.00 

0.00 

0.02 

0.63 

0.79 

0.22 

0.039 

0.45 

0.36 



0824000702862300 

4.549 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.549 

2.22 

0.015 

0.04 

0.01 

0.00 

0.00 

0.03 

0.15 

0.14 

0.15 

0.014 

0.54 

0.57 


Cheer Khera 

0824000702865900 

9.493 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.938 

2.73 

0.015 

0.04 

0.00 

0.00 

0.00 

0.01 

0.11 

0.11 

0.13 

0.006 

0.11 

0.11 







Non-command 

Gneisses(B.G.C) 

7.034 

2.73 

0.015 

0.13 

0.01 

0.00 

0.00 

0.04 

0.37 

0.36 

0.49 

0.021 

0.40 

0.41 


Chena Ka Khera 

0824000502847900 

3.458 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.471 

2.16 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.002 

0.07 

0.07 







Non-command 

Gneisses(B.G.C) 

2.987 

2.16 

0.015 

0.03 

0.00 

0.00 

0.00 

0.02 

0.11 

0.11 

0.12 

0.010 

0.44 

0.42 


Chhapari 

0824000802877700 

0.940 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.342 

4.95 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.01 

0.001 

0.20 

0.19 


Chhatol 

0824000602854300 

5.950 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.950 

1.57 

0.011 

0.05 

0.01 

0.00 

0.00 

0.01 

0.13 

0.12 

0.16 

0.019 

0.47 

0.49 


Chileshwar 

0824000502840200 

5.590 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.590 

6.07 

0.015 

0.07 

0.01 

0.00 

0.00 

0.04 

0.53 

0.64 

0.27 

0.019 

0.43 

0.35 


Chundi 

0825000202980000 

3.514 

Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.514 

3.61 

0.018 

0.01 

0.00 

0.00 

0.00 

0.01 

0.23 

0.21 

0.04 

0.006 

0.47 

0.52 


Dadiya 

0824000802877400 

4.255 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.537 

5.12 

0.020 

0.02 

0.00 

0.00 

0.00 

0.02 

0.26 

0.28 

0.05 

0.010 

0.32 

0.30 







Non-command 

Gneisses(B.G.C) 

0.978 

5.12 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.02 

0.004 

0.12 

0.12 


Dala Ka Khera 

0825000202982300 

2.045 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.442 

3.25 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.03 

0.001 

0.10 

0.11 


Dangawas 

0825000102968000 

1.621 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.102 

3.88 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.13 

0.006 

0.32 

0.35 







Non-command 

Gneisses 

0.436 

3.88 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.04 

0.003 

0.13 

0.14 


Dangdi 

0825000202978600 

4.388 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.388 

2.44 

0.018 

0.02 

0.00 

0.00 

0.00 

0.01 

0.20 

0.18 

0.09 

0.007 

0.47 

0.51 


Dangra 

0824000602859500 

2.519 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.310 

5.17 

0.011 

0.02 

0.00 

0.00 

0.00 

0.04 

0.11 

0.10 

0.06 

0.007 

0.45 

0.50 


Dangri 

0824000602859400 

4.661 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.946 

5.09 

0.011 

0.04 

0.01 

0.00 

0.00 

0.04 

0.21 

0.19 

0.14 

0.013 

0.41 

0.46 


Danta Luhariya 

0824000502846700 

4.287 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.287 

3.85 

0.020 

0.15 

0.02 

0.00 

0.00 

0.03 

0.43 

0.43 

0.60 

0.014 

0.52 

0.52 


Danteri 

0824000502836300 

4.228 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.577 

3.23 

0.015 

0.03 

0.00 

0.00 

0.00 

0.02 

0.19 

0.30 

0.09 

0.012 

0.34 

0.21 


Dantra 

0825000202982600 

2.971 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.971 

3.50 

0.018 

0.05 

0.01 

0.00 

0.00 

0.02 

0.20 

0.19 

0.18 

0.005 

0.48 

0.53 


Darada 

0825000202980700 

1.704 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.214 

3.14 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.06 

0.06 







Non-command 

Gneisses 

0.237 

3.14 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.07 

0.07 


Dariba 

0824000802872100 

7.995 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.018 

3.87 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

0.060 

3.87 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 


Daulatpura 

0824000502848600 

2.945 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.945 

1.47 

0.020 

0.13 

0.02 

0.00 

0.00 

0.01 

0.19 

0.19 

0.50 

0.010 

0.52 

0.51 


Daulpura 

0825000202975300 

7.999 

Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.468 

4.35 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.02 

0.002 

0.09 

0.10 


Dawer 

0825000102968300 

2.616 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.595 

2.90 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.003 

0.11 

0.12 







Non-command 

Gneisses 

0.451 

2.90 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.003 

0.08 

0.09 


Debipura 

0824000502841800 

3.369 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.409 

2.53 

0.015 

0.04 

0.01 

0.00 

0.00 

0.02 

0.11 

0.13 

0.17 

0.008 

0.32 

0.25 


Degana 

0825000302983300 

5.870 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.583 

4.34 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.05 

0.001 

0.05 

0.05 


Dekwara 

0825000302987700 

8.159 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.159 

4.23 

0.015 

0.04 

0.00 

0.00 

0.00 

0.02 

0.54 

0.49 

0.12 

0.015 

0.47 

0.52 


Delana (rural) 

0824000702865500 

14.025 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.202 

1.82 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.01 


Delas 

0824000502841100 

3.234 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.234 

2.75 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.14 

0.19 

0.08 

0.011 

0.43 

0.33 


Deopura 

0825000202971600 

4.740 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.152 

5.01 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.02 


Deoriya 

0824000602860000 

8.533 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.533 

2.98 

0.011 

0.25 

0.04 

0.00 

0.00 

0.05 

0.44 

0.41 

0.95 

0.027 

0.53 

0.57 



0825000202982100 

3.411 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.410 

3.55 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.24 

0.22 

0.11 

0.006 

0.46 

0.51 


Dhana 

0825000102968100 

0.287 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.233 

2.82 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.38 

0.42 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Bharatsingh Ka Gurha 

0825000202977600 

0.04 

0.00 

1,548.69 

0.01 

0.00 

0.01 

0.01 

0.14 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.008 

0.000 

0.008 

0.031 

378.88 

Over Exploited 



0.04 

0.03 

408.01 

0.04 

0.00 

0.04 

0.04 

0.38 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.061 

0.003 

0.058 

0.049 

84.88 

Semi Critical 

Bhatewar 

0824000602852600 

0.04 

0.10 

62.65 

0.12 

0.02 

0.15 

0.05 

0.50 

- 

0.0500 

- 

- 

0.007 

0.057 

0.057 

0.206 

0.010 

0.196 

0.466 

238.29 

Over Exploited 

Bheel Kheri 

0824000602853700 

0.04 

0.02 

137.59 

0.02 

0.00 

0.02 

0.05 

0.49 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.026 

0.001 

0.025 

0.019 

76.98 

Semi Critical 

Bheelri 

0824000502850600 

0.06 

0.05 

230.06 

0.06 

0.01 

0.07 

0.05 

0.58 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.112 

0.006 

0.106 

0.401 

377.67 

Over Exploited 

Bheeta 

0824000602852300 

0.04 

0.09 

581.31 

0.11 

0.02 

0.13 

0.05 

0.49 

0.01 

0.0600 

- 

- 

0.005 

0.065 

0.075 

0.210 

0.010 

0.199 

0.541 

271.46 

Over Exploited 

Bhenroo Khera 

0824000502838700 

0.03 

0.11 

521.44 

0.13 

0.06 

0.19 

0.05 

0.45 

0.01 

0.0300 

- 

- 

0.073 

0.103 

0.115 

0.306 

0.015 

0.290 

0.165 

56.88 

Safe 

Bheru Khera 

0825000202975800 

0.04 

0.00 

5,322.68 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.004 

650.72 

Over Exploited 



0.04 

0.03 

297.73 

0.04 

0.01 

0.05 

0.05 

0.49 

- 

- 

- 

- 

0.012 

0.012 

0.012 

0.058 

0.003 

0.055 

0.037 

66.96 

Safe 

Bhojpura 

0824000502850100 

0.06 

0.14 

188.37 

0.16 

0.02 

0.18 

0.05 

0.58 

- 

0.0400 

- 

- 

0.008 

0.048 

0.048 

0.227 

0.011 

0.216 

0.340 

157.55 

Over Exploited 

Bhootela 

0824000702862400 

0.02 

0.04 

186.81 

0.05 

0.02 

0.07 

0.05 

0.59 

- 

0.0100 

- 

- 

0.036 

0.046 

0.046 

0.119 

0.006 

0.114 

0.145 

127.40 

Over Exploited 

Bhopan Ki Kameri 

0824000502840800 

0.03 

0.07 

543.64 

0.08 

0.02 

0.10 

0.05 

0.46 

0.01 

0.0200 

- 

- 

0.012 

0.032 

0.040 

0.139 

0.007 

0.132 

0.168 

127.13 

Over Exploited 

Bhopji Ka Khera 

0825000302988000 

0.04 

0.00 

19,473.94 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhurwara 

0825000202978700 

0.04 

0.03 

273.96 

0.03 

0.00 

0.04 

0.05 

0.52 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.047 

0.002 

0.045 

0.111 

245.77 

Over Exploited 

Bilakhi 

0825000202975900 

0.04 

0.04 

285.64 

0.05 

0.00 

0.05 

0.05 

0.53 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.052 

0.003 

0.049 

0.032 

65.67 

Safe 

Borana 

0824000602854000 

0.04 

0.22 

124.22 

0.26 

0.08 

0.34 

0.05 

0.51 

- 

0.1100 

- 

- 

0.054 

0.164 

0.164 

0.502 

0.025 

0.477 

0.983 

206.28 

Over Exploited 

Boriyapura 

0824000602856700 

0.04 

0.07 

127.11 

0.08 

0.02 

0.10 

0.05 

0.58 

- 

0.0500 

- 

- 

0.006 

0.056 

0.056 

0.160 

0.008 

0.152 

0.477 

314.35 

Over Exploited 

Chandelo Ki Gawar 

0825000102967900 

0.04 

0.00 

419.54 

0.01 

- 

0.01 

0.03 

0.27 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.017 

300.26 

Over Exploited 



0.04 

0.00 

10,200.26 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chandras 

0824000502847700 

0.06 

0.00 

25,257.47 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.18 

129.93 

0.21 

0.06 

0.27 

0.05 

0.53 

- 

0.0300 

- 

- 

0.077 

0.107 

0.107 

0.381 

0.019 

0.362 

0.308 

85.21 

Semi Critical 

Chankher 

0824000502847100 

0.06 

0.33 

120.57 

0.40 

0.06 

0.45 

0.04 

0.50 

- 

0.0500 

- 

- 

0.055 

0.105 

0.105 

0.559 

0.028 

0.531 

0.501 

94.24 

Critical 



0.03 

0.00 

3,449.08 

0.00 

0.00 

0.00 

0.00 

0.05 

- 

- 

- 

- 

0.000 

- 

- 

0.002 

0.000 

0.002 

0.033 

1,779.41 

Over Exploited 

Charot 

0824000602860400 

0.04 

0.10 

108.54 

0.12 

0.03 

0.15 

0.05 

0.56 

- 

0.0400 

- 

- 

0.028 

0.068 

0.068 

0.219 

0.011 

0.208 

0.330 

158.61 

Over Exploited 

Chatarbhuj Pura 

0824000502850900 

0.06 

0.05 

396.51 

0.06 

0.01 

0.07 

0.03 

0.41 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.097 

0.005 

0.092 

0.218 

237.67 

Over Exploited 



0.03 

0.00 

1,495.94 

0.01 

0.00 

0.01 

0.01 

0.18 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.025 

0.001 

0.023 

0.075 

320.69 

Over Exploited 

Chauhanon Ki Kamer 

0824000502839700 

0.03 

0.11 

616.02 

0.14 

0.03 

0.17 

0.05 

0.48 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.258 

0.013 

0.245 

0.790 

322.54 

Over Exploited 

Chaukri 

0825000302983400 

0.04 

0.03 

99.53 

0.04 

0.03 

0.07 

0.05 

0.50 

0.00 

0.0100 

- 

- 

0.041 

0.051 

0.055 

0.122 

0.006 

0.116 

0.083 

71.76 

Semi Critical 

Chawalarel Ka Khera 

0825000202972100 

0.04 

0.03 

512.81 

0.04 

0.00 

0.04 

0.05 

0.49 

0.00 

- 

- 

- 

0.003 

0.003 

0.006 

0.044 

0.002 

0.042 

0.010 

24.51 

Safe 

Chawand Khera 

0825000302986700 

0.04 

0.04 

94.24 

0.05 

0.00 

0.05 

0.05 

0.52 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.015 

0.064 

0.003 

0.061 

0.050 

81.72 

Semi Critical 

Chawandiya 

0824000502841300 

0.03 

0.17 

371.73 

0.20 

0.03 

0.23 

0.05 

0.49 

- 

0.0300 

- 

- 

0.032 

0.062 

0.062 

0.295 

0.015 

0.280 

0.262 

93.28 

Critical 


0824000702862300 

0.02 

0.05 

193.23 

0.06 

0.04 

0.10 

0.05 

0.59 

- 

0.0200 

- 

- 

0.043 

0.063 

0.063 

0.160 

0.008 

0.152 

0.165 

108.14 

Over Exploited 

Cheer Khera 

0824000702865900 

0.03 

0.01 

1,716.71 

0.01 

0.01 

0.01 

0.01 

0.12 

- 

- 

- 

- 

0.010 

0.010 

0.010 

0.025 

0.001 

0.023 

0.139 

593.80 

Over Exploited 



0.02 

0.06 

535.41 

0.07 

0.05 

0.12 

0.04 

0.44 

- 

0.0200 

- 

- 

0.064 

0.084 

0.084 

0.205 

0.010 

0.195 

0.507 

260.78 

Over Exploited 

Chena Ka Khera 

0824000502847900 

0.06 

0.00 

1,420.96 

0.00 

0.00 

0.00 

0.01 

0.08 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.007 

0.000 

0.007 

0.031 

449.29 

Over Exploited 



0.03 

0.04 

167.72 

0.05 

0.02 

0.07 

0.04 

0.48 

- 

0.0100 

- 

- 

0.027 

0.037 

0.037 

0.107 

0.005 

0.101 

0.125 

123.33 

Over Exploited 

Chhapari 

0824000802877700 

0.06 

0.00 

769.13 

0.00 

- 

0.00 

0.02 

0.22 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.006 

136.89 

Over Exploited 

Chhatol 

0824000602854300 

0.04 

0.11 

9.73 

0.12 

0.02 

0.15 

0.05 

0.52 

0.01 

0.0200 

- 

- 

0.021 

0.041 

0.054 

0.199 

0.010 

0.190 

0.181 

95.53 

Critical 

Chileshwar 

0824000502840200 

0.03 

0.08 

726.37 

0.09 

0.05 

0.15 

0.05 

0.47 

0.01 

0.0300 

- 

- 

0.066 

0.096 

0.104 

0.251 

0.013 

0.238 

0.293 

122.84 

Over Exploited 

Chundi 

0825000202980000 

0.04 

0.07 

210.37 

0.08 

0.01 

0.09 

0.05 

0.53 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.103 

0.005 

0.098 

0.046 

46.77 

Safe 

Dadiya 

0824000802877400 

0.06 

0.05 

470.75 

0.06 

0.02 

0.08 

0.03 

0.35 

- 

0.0100 

- 

- 

0.026 

0.036 

0.036 

0.113 

0.006 

0.107 

0.064 

59.91 

Safe 



0.07 

0.01 

739.87 

0.01 

0.00 

0.01 

0.01 

0.14 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.011 

0.001 

0.011 

0.023 

212.53 

Over Exploited 

Dala Ka Khera 

0825000202982300 

0.04 

0.00 

1,940.56 

0.00 

- 

0.00 

0.01 

0.11 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.030 

258.99 

Over Exploited 

Dangawas 

0825000102968000 

0.04 

0.01 

705.37 

0.02 

0.00 

0.02 

0.03 

0.36 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.041 

0.002 

0.039 

0.139 

359.24 

Over Exploited 



0.04 

0.00 

1,440.65 

0.00 

0.00 

0.01 

0.01 

0.14 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.019 

0.001 

0.018 

0.039 

213.42 

Over Exploited 

Dangdi 

0825000202978600 

0.04 

0.07 

149.16 

0.09 

0.01 

0.10 

0.05 

0.52 

0.01 

0.0100 

- 

- 

0.010 

0.021 

0.029 

0.124 

0.006 

0.118 

0.097 

82.56 

Semi Critical 

Dangra 

0824000602859500 

0.04 

0.04 

129.71 

0.05 

0.04 

0.09 

0.05 

0.50 

- 

0.0100 

- 

- 

0.066 

0.076 

0.076 

0.171 

0.009 

0.162 

0.066 

40.93 

Safe 

Dangri 

0824000602859400 

0.04 

0.06 

189.70 

0.08 

0.05 

0.13 

0.05 

0.46 

- 

0.0300 

- 

- 

0.062 

0.092 

0.092 

0.221 

0.011 

0.210 

0.156 

74.25 

Semi Critical 

Danta Luhariya 

0824000502846700 

0.06 

0.13 

224.89 

0.16 

0.05 

0.21 

0.05 

0.56 

- 

0.0700 

- 

- 

0.043 

0.113 

0.113 

0.322 

0.016 

0.306 

0.609 

199.38 

Over Exploited 

Danteri 

0824000502836300 

0.03 

0.04 

663.23 

0.05 

0.02 

0.06 

0.04 

0.38 

0.00 

0.0200 

- 

- 

0.023 

0.043 

0.047 

0.109 

0.005 

0.104 

0.106 

102.02 

Over Exploited 

Dantra 

0825000202982600 

0.04 

0.05 

260.55 

0.06 

0.03 

0.09 

0.05 

0.54 

0.01 

0.0200 

- 

- 

0.031 

0.051 

0.056 

0.149 

0.007 

0.141 

0.185 

131.10 

Over Exploited 

Darada 

0825000202980700 

0.06 

0.00 

1,533.46 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.004 

499.68 

Over Exploited 



0.04 

0.00 

1,817.70 

0.00 

0.00 

0.00 

0.01 

0.07 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.002 

207.26 

Over Exploited 

Dariba 

0824000802872100 

0.06 

0.00 

116,054.28 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.00 

17,041.65 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

27,176.25 

Over Exploited 

Daulatpura 

0824000502848600 

0.06 

0.09 

106.75 

0.11 

0.03 

0.14 

0.05 

0.57 

- 

0.0900 

- 

- 

0.017 

0.107 

0.107 

0.247 

0.012 

0.235 

0.514 

218.54 

Over Exploited 

Daulpura 

0825000202975300 

0.04 

0.01 

1,970.91 

0.01 

0.00 

0.01 

0.01 

0.10 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.014 

0.001 

0.013 

0.024 

181.41 

Over Exploited 

Dawer 

0825000102968300 

0.04 

0.00 

1,133.21 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.010 

358.61 

Over Exploited 



0.04 

0.00 

1,282.81 

0.00 

0.00 

0.00 

0.01 

0.09 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.003 

0.000 

0.003 

0.005 

149.90 

Over Exploited 

Debipura 

0824000502841800 

0.03 

0.02 

440.26 

0.03 

0.03 

0.05 

0.03 

0.35 

- 

0.0200 

- 

- 

0.023 

0.043 

0.043 

0.097 

0.005 

0.093 

0.174 

188.07 

Over Exploited 

Degana 

0825000302983300 

0.04 

0.00 

3,898.37 

0.00 

0.00 

0.00 

0.01 

0.05 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.012 

0.001 

0.011 

0.047 

420.41 

Over Exploited 

Dekwara 

0825000302987700 

0.04 

0.16 

210.53 

0.19 

0.02 

0.21 

0.06 

0.53 

0.02 

0.0200 

- 

- 

0.030 

0.050 

0.068 

0.278 

0.014 

0.264 

0.137 

51.87 

Safe 

Delana (rural) 

0824000702865500 

0.02 

0.00 

16,101.34 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.015 

4,317.35 

Over Exploited 

Delas 

0824000502841100 

0.03 

0.04 

320.22 

0.05 

0.01 

0.06 

0.05 

0.47 

- 

0.0100 

- 

- 

0.015 

0.026 

0.026 

0.089 

0.004 

0.085 

0.086 

100.82 

Over Exploited 

Deopura 

0825000202971600 

0.04 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

4,772.03 

Over Exploited 

Deoriya 

0824000602860000 

0.04 

0.18 

126.08 

0.22 

0.09 

0.31 

0.05 

0.59 

- 

0.1100 

- 

- 

0.077 

0.188 

0.188 

0.498 

0.025 

0.473 

0.976 

206.33 

Over Exploited 


0825000202982100 

0.04 

0.06 

284.29 

0.07 

0.00 

0.07 

0.06 

0.52 

0.01 

0.0200 

- 

- 

0.007 

0.027 

0.034 

0.106 

0.005 

0.101 

0.114 

112.66 

Over Exploited 

Dhana 

0825000102968100 

0.04 

0.00 

236.54 

0.00 

- 

0.00 

0.04 

0.43 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.015 

377.83 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Gneisses(B.G.C) 

0.033 

2.82 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.05 

0.06 


Dhanakpura 

0825000302994200 

1.654 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.013 

5.17 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dhaniya Somaniya 

0824000502841500 

3.928 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.861 

2.13 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.11 

0.15 

0.08 

0.009 

0.30 

0.21 


Dhankpura 

0824000502841700 

3.950 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.940 

2.63 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.17 

0.21 

0.07 

0.013 

0.44 

0.35 


Dheekani 

0824000602855300 

4.734 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.734 

2.51 

0.011 

0.09 

0.01 

0.00 

0.00 

0.02 

0.19 

0.19 

0.36 

0.015 

0.47 

0.46 


Dhool Khera 

0824000602853900 

1.832 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.832 

2.59 

0.011 

0.11 

0.02 

0.00 

0.00 

0.00 

0.14 

0.16 

0.43 

0.006 

0.45 

0.39 


Dhukalsingh Ji Ka Khera 

0825000302984000 

1.714 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.714 

3.43 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.06 

0.003 

0.46 

0.51 


Didwana 

0825000302986600 

4.106 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.106 

3.23 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.22 

0.20 

0.09 

0.008 

0.47 

0.51 


Diyas 

0824000602861100 

1.874 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.874 

2.41 

0.011 

0.05 

0.01 

0.00 

0.00 

0.01 

0.08 

0.08 

0.20 

0.006 

0.53 

0.54 


Dod Khera 

0824000502840100 

4.345 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.345 

7.65 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.52 

0.54 

0.11 

0.014 

0.45 

0.43 


Dodiya Khera 

0825000202980400 

0.555 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.252 

2.61 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.21 

0.23 







Non-command 

Gneisses(B.G.C) 

0.242 

2.61 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.20 

0.22 


Dolaji Ka Khera 

0825000202977300 

2.452 

Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.452 

3.83 

0.018 

0.01 

0.00 

0.00 

0.00 

0.01 

0.17 

0.15 

0.04 

0.004 

0.48 

0.53 


Doodaliya 

0825000302986000 

3.770 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.770 

5.56 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.32 

0.29 

0.03 

0.007 

0.46 

0.51 


Doolehpura 

0824000602856500 

2.328 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.328 

2.36 

0.011 

0.05 

0.01 

0.00 

0.00 

0.01 

0.09 

0.10 

0.18 

0.007 

0.53 

0.51 


Dudaliya 

0825000202982500 

7.009 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.726 

5.15 

0.018 

0.04 

0.01 

0.00 

0.00 

0.01 

0.35 

0.32 

0.14 

0.006 

0.25 

0.27 


Ekling Pura 

0824000802877800 

3.134 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.740 

4.38 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.01 

0.003 

0.13 

0.13 


Fatehpura 

0824000602856200 

1.075 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.075 

4.71 

0.011 

0.02 

0.00 

0.00 

0.00 

0.03 

0.05 

0.05 

0.07 

0.003 

0.50 

0.47 


Fatehpuriya 

0825000302991000 

2.713 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.282 

5.00 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.16 

0.14 

0.01 

0.004 

0.39 

0.43 


Gadri Khera 

0824000602853500 

1.713 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.713 

2.51 

0.011 

0.06 

0.01 

0.00 

0.00 

0.00 

0.10 

0.12 

0.22 

0.005 

0.44 

0.37 


Galwa 

0824000602860500 

7.935 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.935 

3.10 

0.011 

0.09 

0.01 

0.00 

0.00 

0.06 

0.29 

0.27 

0.34 

0.025 

0.52 

0.56 


Galyawari 

0824000602860700 

11.774 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

11.774 

2.63 

0.011 

0.19 

0.03 

0.00 

0.00 

0.08 

0.42 

0.41 

0.72 

0.038 

0.51 

0.52 


Ganeshpura 

0824000502839100 

1.726 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.726 

2.37 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.06 

0.09 

0.03 

0.006 

0.40 

0.27 


Gegas 

0824000502846900 

5.652 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.652 

3.72 

0.020 

0.03 

0.00 

0.00 

0.00 

0.02 

0.43 

0.43 

0.11 

0.019 

0.52 

0.51 


Ghoras 

0824000502849000 

10.532 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.532 

3.21 

0.020 

0.10 

0.01 

0.00 

0.00 

0.09 

0.68 

0.69 

0.36 

0.035 

0.52 

0.51 


Golera Kuwa 

0825000302991200 

4.680 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.433 

4.98 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.29 

0.26 

0.11 

0.006 

0.35 

0.39 


Gopalpura 

0824000502841900 

5.035 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.035 

2.47 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.21 

0.26 

0.08 

0.017 

0.45 

0.37 


Gorkhya 

0824000502839200 

16.860 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

14.599 

2.80 

0.015 

0.19 

0.03 

0.00 

0.00 

0.08 

0.69 

0.87 

0.70 

0.048 

0.36 

0.29 


Govindpura 

0824000502847500 

3.857 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.857 

2.11 

0.015 

0.03 

0.00 

0.00 

0.00 

0.03 

0.12 

0.13 

0.12 

0.013 

0.48 

0.43 



0824000602860300 

2.052 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.052 

3.22 

0.011 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.05 

0.007 

0.52 

0.55 


Gowal 

0825000302983100 

5.034 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.303 

3.23 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.03 

0.03 


Gumanji Ka Gurha 

0825000302986500 

2.526 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.526 

4.40 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.17 

0.15 

0.02 

0.005 

0.47 

0.51 


Gundali Khera 

0824000502836500 

1.910 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.756 

4.47 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.22 

0.04 

0.006 

0.36 

0.20 


Gundli 

0824000802877200 

10.524 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.662 

3.74 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.01 

0.003 

0.03 

0.03 







Non-command 

Gneisses(B.G.C) 

7.346 

3.74 

0.011 

0.03 

0.00 

0.00 

0.00 

0.02 

0.31 

0.34 

0.10 

0.030 

0.38 

0.35 


Guniya 

0825000202981000 

5.975 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.263 

3.87 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.36 

0.33 

0.02 

0.009 

0.41 

0.44 


Gurha 

0824000502845300 

0.954 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.370 

4.24 

0.020 

0.01 

0.00 

0.00 

0.00 

0.03 

0.01 

0.01 

0.05 

0.001 

0.20 

0.20 






Meja 

Command 

Phyllite & Schist 

0.058 

4.24 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.03 

0.03 


Hadwa Ka Was 

0825000202976000 

2.457 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.457 

4.32 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.21 

0.19 

0.10 

0.004 

0.47 

0.52 


Halela 

0825000202980800 

3.967 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.682 

2.40 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.01 

0.005 

0.32 

0.34 


Hatheepura 

0824000502842500 

4.135 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.066 

3.37 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Fleera Ka Bariya 

0824000502836800 

2.631 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.631 

4.57 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.18 

0.34 

0.04 

0.009 

0.39 

0.21 


Hira Khera 

0825000202975700 

2.796 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.358 

4.37 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.001 

0.06 

0.07 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.438 

4.37 

0.018 

0.01 

0.00 

0.00 

0.00 

0.01 

0.19 

0.17 

0.04 

0.004 

0.42 

0.46 


Iras 

0824000802871800 

2.357 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.301 

4.02 

0.020 

0.03 

0.00 

0.00 

0.00 

0.19 

0.02 

0.02 

0.09 

0.009 

0.50 

0.49 






Meja 

Command 

Phyllite & Schist 

0.000 

4.02 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Isarmand 

0825000202971400 

10.084 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.054 

4.84 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jagdish 

0824000502839800 

5.652 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.652 

3.58 

0.015 

0.07 

0.01 

0.00 

0.00 

0.02 

0.34 

0.34 

0.27 

0.019 

0.46 

0.46 


Jagpura 

0824000602855500 

4.881 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.881 

2.41 

0.011 

0.05 

0.01 

0.00 

0.00 

0.01 

0.16 

0.18 

0.16 

0.016 

0.45 

0.40 


Jalamali 

0824000602854400 

5.597 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.597 

3.20 

0.011 

0.05 

0.01 

0.00 

0.00 

0.01 

0.22 

0.21 

0.19 

0.018 

0.47 

0.50 


Jalariya 

0824000102798100 

6.044 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.044 

2.83 

0.018 

0.01 

0.00 

0.00 

0.00 

0.01 

0.10 

0.11 

0.01 

0.007 

0.16 

0.15 







Non-command 

Gneisses(B.G.C) 

1.182 

2.83 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.01 

0.004 

0.09 

0.09 


Jarana 

0824000502841000 

1.450 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.450 

1.87 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.04 

0.005 

0.41 

0.28 


Jarsa 

0825000202981100 

3.506 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.679 

4.44 

0.018 

0.00 

0.00 

0.00 

0.00 

0.04 

0.17 

0.15 

0.01 

0.005 

0.35 

0.39 


Jaswantpura 

0824000502840700 

1.637 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.637 

3.74 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.18 

0.12 

0.005 

0.40 

0.26 



0825000302990900 

1.790 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.179 

5.15 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.05 

0.05 


Jawarji Ka Khera 

0825000202981900 

1.332 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.332 

4.86 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.04 

0.002 

0.46 

0.51 


Jeelola 

0825000302987800 

7.111 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.111 

4.93 

0.015 

0.04 

0.01 

0.00 

0.00 

0.07 

0.49 

0.44 

0.15 

0.013 

0.47 

0.51 


Jeendras 

0824000102798200 

4.263 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.541 

3.35 

0.018 

0.06 

0.01 

0.00 

0.00 

0.02 

0.24 

0.25 

0.24 

0.013 

0.41 

0.39 







Non-command 

Gneisses(B.G.C) 

0.020 

3.35 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jeeran 

0825000202979500 

2.066 

Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.066 

3.65 

0.018 

0.01 

0.00 

0.00 

0.00 

0.01 

0.13 

0.12 

0.05 

0.003 

0.48 

0.52 


Jema Khera 

0825000202975600 

2.316 

Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.001 

4.48 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.00 

0.002 

0.21 

0.23 


Jhankara 

0825000202972000 

3.708 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.665 

5.37 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.35 

0.36 

0.01 

0.006 

0.44 

0.42 


Jharol 

0824000602859600 

15.664 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

10.374 

4.99 

0.011 

0.16 

0.02 

0.00 

0.00 

0.03 

0.68 

0.62 

0.59 

0.033 

0.34 

0.37 


Jhoompura 

0824000702865800 

7.983 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.337 

2.74 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.02 

0.004 

0.09 

0.09 







Non-command 

Gneisses(B.G.C) 

0.288 

2.74 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.02 


Jogras 

0824000602856300 

18.726 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

18.726 

2.92 

0.011 

0.10 

0.01 

0.00 

0.00 

0.03 

0.66 

0.70 

0.34 

0.060 

0.51 

0.48 


Jorawarpura 

0824000102798300 

0.795 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.696 

3.71 

0.018 

0.11 

0.02 

0.00 

0.00 

0.00 

0.13 

0.14 

0.45 

0.003 

0.43 

0.42 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.04 

0.00 

1,962.26 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dhanakpura 

0825000302994200 

0.04 

0.00 

41,495.00 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dhaniya Somaniya 

0824000502841500 

0.03 

0.03 

436.04 

0.03 

0.01 

0.04 

0.03 

0.34 

- 

0.0100 

- 

- 

0.009 

0.019 

0.019 

0.059 

0.003 

0.056 

0.088 

157.77 

Over Exploited 

Dhankpura 

0824000502841700 

0.03 

0.06 

273.67 

0.07 

0.01 

0.08 

0.05 

0.49 

- 

0.0100 

- 

- 

0.011 

0.021 

0.021 

0.096 

0.005 

0.091 

0.078 

85.39 

Semi Critical 

Dheekani 

0824000602855300 

0.04 

0.09 

117.05 

0.11 

0.03 

0.14 

0.05 

0.52 

- 

0.0400 

- 

- 

0.034 

0.074 

0.074 

0.213 

0.011 

0.203 

0.371 

183.12 

Over Exploited 

Dhool Khera 

0824000602853900 

0.04 

0.03 

394.19 

0.04 

0.02 

0.06 

0.05 

0.49 

- 

0.0500 

- 

- 

0.002 

0.052 

0.052 

0.112 

0.006 

0.107 

0.439 

411.36 

Over Exploited 

Dhukalsingh Ji Ka Khera 

0825000302984000 

0.04 

0.03 

199.93 

0.04 

0.00 

0.04 

0.06 

0.52 

0.00 

0.0100 

- 

- 

0.002 

0.012 

0.016 

0.056 

0.003 

0.054 

0.066 

123.27 

Over Exploited 

Didwana 

0825000302986600 

0.04 

0.08 

154.09 

0.09 

0.01 

0.11 

0.05 

0.52 

0.01 

0.0200 

- 

- 

0.017 

0.037 

0.046 

0.152 

0.008 

0.144 

0.100 

69.05 

Safe 

Diyas 

0824000602861100 

0.04 

0.04 

94.93 

0.05 

0.02 

0.07 

0.05 

0.58 

- 

0.0200 

- 

- 

0.016 

0.036 

0.036 

0.105 

0.005 

0.099 

0.206 

207.42 

Over Exploited 

Dod Khera 

0824000502840100 

0.03 

0.06 

752.32 

0.08 

0.01 

0.09 

0.05 

0.50 

0.01 

0.0100 

- 

- 

0.019 

0.029 

0.036 

0.124 

0.006 

0.118 

0.122 

103.48 

Over Exploited 

Dodiya Khera 

0825000202980400 

0.06 

0.00 

276.16 

0.00 

- 

0.00 

0.02 

0.24 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.011 

284.08 

Over Exploited 



0.04 

0.00 

414.87 

0.00 

- 

0.00 

0.02 

0.23 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.004 

177.95 

Over Exploited 

Dolaji Ka Khera 

0825000202977300 

0.04 

0.05 

224.64 

0.06 

0.01 

0.06 

0.05 

0.53 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.072 

0.004 

0.068 

0.044 

64.61 

Safe 

Doodaliya 

0825000302986000 

0.04 

0.07 

307.61 

0.09 

0.01 

0.09 

0.06 

0.52 

0.01 

- 

- 

- 

0.009 

0.009 

0.018 

0.110 

0.005 

0.104 

0.032 

30.58 

Safe 

Doolehpura 

0824000602856500 

0.04 

0.05 

96.74 

0.06 

0.02 

0.08 

0.05 

0.58 

- 

0.0200 

- 

- 

0.010 

0.030 

0.030 

0.105 

0.005 

0.100 

0.191 

191.76 

Over Exploited 

Dudaliya 

0825000202982500 

0.04 

0.03 

888.81 

0.04 

0.02 

0.06 

0.03 

0.28 

0.00 

0.0300 

- 

- 

0.017 

0.047 

0.051 

0.112 

0.006 

0.106 

0.143 

134.96 

Over Exploited 

Ekling Pura 

0824000802877800 

0.06 

0.01 

1,068.54 

0.01 

- 

0.01 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.015 

228.42 

Over Exploited 

Fatehpura 

0824000602856200 

0.04 

0.02 

149.30 

0.03 

0.03 

0.05 

0.05 

0.55 

- 

0.0100 

- 

- 

0.039 

0.049 

0.049 

0.100 

0.005 

0.095 

0.073 

77.13 

Semi Critical 

Fatehpuriya 

0825000302991000 

0.04 

0.04 

287.96 

0.04 

0.01 

0.06 

0.05 

0.44 

0.00 

- 

- 

- 

0.021 

0.021 

0.025 

0.083 

0.004 

0.079 

0.012 

15.44 

Safe 

Gadri Khera 

0824000602853500 

0.04 

0.03 

286.96 

0.04 

0.01 

0.05 

0.05 

0.49 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.066 

0.003 

0.063 

0.221 

350.75 

Over Exploited 

Galwa 

0824000602860500 

0.04 

0.17 

62.71 

0.20 

0.07 

0.27 

0.05 

0.58 

- 

0.0400 

- 

- 

0.095 

0.136 

0.136 

0.409 

0.020 

0.388 

0.366 

94.37 

Critical 

Galyawari 

0824000602860700 

0.04 

0.24 

70.01 

0.29 

0.11 

0.40 

0.05 

0.56 

- 

0.0800 

- 

- 

0.125 

0.205 

0.205 

0.605 

0.030 

0.575 

0.753 

130.87 

Over Exploited 

Ganeshpura 

0824000502839100 

0.03 

0.02 

287.97 

0.03 

0.01 

0.04 

0.05 

0.45 

0.00 

- 

- 

- 

0.018 

0.018 

0.021 

0.060 

0.003 

0.057 

0.035 

61.05 

Safe 

Gegas 

0824000502846900 

0.06 

0.18 

146.53 

0.21 

0.02 

0.23 

0.05 

0.56 

- 

0.0100 

- 

- 

0.030 

0.040 

0.040 

0.270 

0.014 

0.257 

0.127 

49.32 

Safe 

Ghoras 

0824000502849000 

0.06 

0.33 

111.79 

0.39 

0.10 

0.49 

0.05 

0.56 

- 

0.0400 

- 

- 

0.128 

0.168 

0.168 

0.655 

0.033 

0.623 

0.395 

63.42 

Safe 

Golera Kuwa 

0825000302991200 

0.04 

0.05 

424.31 

0.06 

0.00 

0.06 

0.04 

0.39 

0.01 

0.0100 

- 

- 

0.001 

0.011 

0.016 

0.076 

0.004 

0.072 

0.112 

156.34 

Over Exploited 

Gopalpura 

0824000502841900 

0.03 

0.07 

253.49 

0.09 

0.01 

0.09 

0.05 

0.49 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.112 

0.006 

0.106 

0.096 

90.22 

Critical 

Gorkhya 

0824000502839200 

0.03 

0.17 

412.20 

0.20 

0.11 

0.31 

0.04 

0.40 

0.02 

0.0800 

- 

- 

0.119 

0.199 

0.219 

0.533 

0.027 

0.507 

0.751 

148.33 

Over Exploited 

Govindpura 

0824000502847500 

0.03 

0.06 

124.27 

0.07 

0.03 

0.10 

0.05 

0.52 

- 

0.0100 

- 

- 

0.049 

0.060 

0.060 

0.164 

0.008 

0.156 

0.131 

83.95 

Semi Critical 


0824000602860300 

0.04 

0.04 

102.50 

0.05 

0.00 

0.05 

0.05 

0.57 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.063 

0.003 

0.060 

0.061 

101.07 

Over Exploited 

Gowal 

0825000302983100 

0.04 

0.00 

3,790.14 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Gumanji Ka Gurha 

0825000302986500 

0.04 

0.05 

218.19 

0.06 

0.01 

0.07 

0.05 

0.52 

0.01 

- 

- 

- 

0.015 

0.015 

0.020 

0.088 

0.004 

0.084 

0.026 

30.66 

Safe 

Gundali Khera 

0824000502836500 

0.03 

0.02 

986.36 

0.02 

0.00 

0.03 

0.04 

0.40 

0.00 

0.0100 

- 

- 

0.003 

0.013 

0.015 

0.041 

0.002 

0.039 

0.049 

124.32 

Over Exploited 

Gundli 

0824000802877200 

0.06 

0.00 

3,824.09 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.010 

411.72 

Over Exploited 



0.07 

0.19 

80.26 

0.23 

0.02 

0.25 

0.03 

0.41 

- 

0.0100 

- 

- 

0.029 

0.039 

0.039 

0.285 

0.014 

0.270 

0.125 

46.06 

Safe 

Guniya 

0825000202981000 

0.04 

0.08 

(411,483.70) 

0.09 

0.00 

0.10 

0.05 

0.46 

0.01 

- 

- 

- 

0.007 

0.007 

0.017 

0.113 

0.006 

0.107 

0.031 

28.74 

Safe 

Gurha 

0824000502845300 

0.06 

0.00 

160.35 

0.01 

0.03 

0.04 

0.02 

0.22 

- 

0.0100 

- 

- 

0.045 

0.055 

0.055 

0.090 

0.005 

0.086 

0.049 

57.31 

Safe 



0.06 

0.00 

3,811.26 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.010 

553.46 

Over Exploited 

Fladwa Ka Was 

0825000202976000 

0.04 

0.04 

368.61 

0.05 

0.00 

0.05 

0.05 

0.52 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.066 

0.003 

0.063 

0.105 

167.52 

Over Exploited 

Halela 

0825000202980800 

0.06 

0.05 

128.75 

0.06 

0.00 

0.06 

0.04 

0.35 

0.01 

- 

- 

- 

0.003 

0.003 

0.009 

0.072 

0.004 

0.069 

0.016 

22.56 

Safe 

Flatheepura 

0824000502842500 

0.03 

0.00 

22,508.29 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Fleera Ka Bariya 

0824000502836800 

0.03 

0.03 

924.09 

0.04 

0.01 

0.05 

0.04 

0.44 

0.00 

0.0100 

- 

- 

0.013 

0.023 

0.027 

0.076 

0.004 

0.072 

0.045 

62.18 

Safe 

Hira Khera 

0825000202975700 

0.04 

0.00 

2,919.49 

0.00 

0.00 

0.00 

0.01 

0.07 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.004 

0.000 

0.004 

0.012 

285.13 

Over Exploited 



0.04 

0.04 

325.70 

0.05 

0.01 

0.05 

0.04 

0.46 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.063 

0.003 

0.060 

0.044 

73.14 

Semi Critical 

Iras 

0824000802871800 

0.06 

0.07 

(67.79) 

0.05 

0.19 

0.25 

0.05 

0.54 

- 

0.0100 

- 

- 

0.290 

0.300 

0.300 

0.548 

0.027 

0.520 

0.103 

19.84 

Safe 



0.06 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.000 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Isarmand 

0825000202971400 

0.04 

0.00 

96,199.43 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jagdish 

0824000502839800 

0.03 

0.08 

307.32 

0.10 

0.03 

0.13 

0.05 

0.51 

- 

0.0300 

- 

- 

0.035 

0.065 

0.065 

0.198 

0.010 

0.188 

0.285 

151.72 

Over Exploited 

Jagpura 

0824000602855500 

0.04 

0.09 

106.97 

0.11 

0.02 

0.13 

0.05 

0.50 

- 

0.0200 

- 

- 

0.014 

0.034 

0.034 

0.160 

0.008 

0.152 

0.178 

116.94 

Over Exploited 

Jalamali 

0824000602854400 

0.04 

0.10 

98.07 

0.13 

0.02 

0.15 

0.05 

0.52 

0.01 

0.0200 

- 

- 

0.022 

0.042 

0.054 

0.203 

0.010 

0.193 

0.212 

109.70 

Over Exploited 

Jalariya 

0824000102798100 

0.04 

0.01 

656.83 

0.02 

0.01 

0.03 

0.02 

0.18 

- 

- 

- 

- 

0.012 

0.012 

0.012 

0.037 

0.002 

0.035 

0.021 

61.43 

Safe 



0.04 

0.00 

1,078.60 

0.01 

0.00 

0.01 

0.01 

0.10 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.007 

0.000 

0.007 

0.011 

165.07 

Over Exploited 

Jarana 

0824000502841000 

0.03 

0.02 

261.72 

0.02 

0.00 

0.03 

0.05 

0.46 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.031 

0.002 

0.030 

0.048 

161.34 

Over Exploited 

Jarsa 

0825000202981100 

0.04 

0.03 

(866,566.85) 

0.04 

0.04 

0.08 

0.04 

0.40 

0.00 

- 

- 

- 

0.059 

0.059 

0.063 

0.143 

0.007 

0.136 

0.016 

11.42 

Safe 

Jaswantpura 

0824000502840700 

0.03 

0.02 

750.79 

0.03 

0.00 

0.03 

0.05 

0.45 

0.00 

0.0200 

- 

- 

0.005 

0.025 

0.028 

0.057 

0.003 

0.054 

0.120 

224.15 

Over Exploited 


0825000302990900 

0.04 

0.00 

3,597.70 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.004 

1,010.75 

Over Exploited 

Jawarji Ka Khera 

0825000202981900 

0.04 

0.02 

400.47 

0.03 

0.00 

0.03 

0.06 

0.52 

0.00 

0.0100 

- 

- 

0.004 

0.014 

0.017 

0.046 

0.002 

0.043 

0.038 

88.07 

Semi Critical 

Jeelola 

0825000302987800 

0.04 

0.14 

225.40 

0.16 

0.08 

0.24 

0.06 

0.52 

0.02 

0.0300 

- 

- 

0.103 

0.133 

0.149 

0.392 

0.020 

0.372 

0.164 

44.09 

Safe 

Jeendras 

0824000102798200 

0.04 

0.06 

288.35 

0.08 

0.03 

0.11 

0.04 

0.45 

- 

0.0300 

- 

- 

0.032 

0.062 

0.062 

0.169 

0.008 

0.160 

0.253 

157.71 

Over Exploited 



0.04 

0.00 

54,745.70 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jeeran 

0825000202979500 

0.04 

0.04 

203.70 

0.05 

0.01 

0.06 

0.05 

0.53 

- 

0.0100 

- 

- 

0.016 

0.026 

0.026 

0.083 

0.004 

0.079 

0.048 

61.22 

Safe 

Jema Khera 

0825000202975600 

0.04 

0.01 

751.38 

0.01 

0.00 

0.01 

0.02 

0.23 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.012 

0.001 

0.011 

0.006 

50.96 

Safe 

Jhankara 

0825000202972000 

0.04 

0.06 

528.88 

0.07 

0.00 

0.07 

0.05 

0.49 

0.01 

- 

- 

- 

0.007 

0.007 

0.014 

0.087 

0.004 

0.083 

0.020 

24.39 

Safe 

Jharol 

0824000602859600 

0.04 

0.14 

342.91 

0.17 

0.05 

0.22 

0.03 

0.37 

- 

0.1100 

- 

- 

0.049 

0.159 

0.159 

0.379 

0.019 

0.361 

0.624 

173.15 

Over Exploited 

Jhoompura 

0824000702865800 

0.03 

0.00 

1,688.82 

0.00 

0.00 

0.00 

0.01 

0.10 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.006 

0.000 

0.006 

0.026 

469.86 

Over Exploited 



0.02 

0.00 

9,937.76 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

3,796.58 

Over Exploited 

Jogras 

0824000602856300 

0.04 

0.38 

83.34 

0.46 

0.04 

0.50 

0.05 

0.56 

- 

0.0400 

- 

- 

0.048 

0.088 

0.088 

0.587 

0.029 

0.558 

0.400 

71.74 

Semi Critical 

Jorawarpura 

0824000102798300 

0.04 

0.01 

943.42 

0.02 

0.02 

0.04 

0.04 

0.48 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.087 

0.004 

0.083 

0.454 

548.46 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 



082400050284890C 

9.027 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.027 

1.53 

0.020 

0.05 

0.01 

0.00 

0.00 

0.04 

0.27 

0.28 

0.17 

0.030 

0.52 

0.51 



082400060285240C 

1.939 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.939 

0.51 

0.011 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.10 

0.006 

0.46 

0.46 


Kabradiya 

082400050284260C 

23.988 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.579 

4.02 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.00 

0.002 

0.01 

0.01 


Kala Dhoondha 

082400070286690C 

6.090 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.003 

2.75 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kalal Kheri 

082400060285290C 

5.458 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.458 

2.71 

0.011 

0.08 

0.01 

0.00 

0.00 

0.02 

0.21 

0.24 

0.29 

0.017 

0.44 

0.39 


Kalesariya 

0825000202972200 

7.848 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.848 

4.22 

0.018 

0.09 

0.01 

0.00 

0.00 

0.03 

0.63 

0.68 

0.33 

0.013 

0.44 

0.41 


Kali Magri Ka Khera 

0824000702865600 

5.982 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.181 

2.06 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.02 

0.02 


Kaloo Khera 

0824000502851500 

7.120 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.390 

4.28 

0.020 

0.08 

0.01 

0.00 

0.00 

0.26 

0.19 

0.19 

0.29 

0.015 

0.31 

0.31 


Kameri 

0825000202982200 

7.377 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.283 

3.12 

0.018 

0.05 

0.01 

0.00 

0.00 

0.01 

0.32 

0.29 

0.18 

0.009 

0.33 

0.36 


Kanji Ka Khera 

0824000502840500 

4.217 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.217 

4.03 

0.015 

0.02 

0.00 

0.00 

0.00 

0.02 

0.25 

0.33 

0.04 

0.014 

0.42 

0.32 


Kanwera 

0825000202976400 

4.725 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.725 

3.24 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.28 

0.26 

0.07 

0.008 

0.47 

0.52 


Kapadiya Khera 

0824000502848100 

6.211 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.937 

2.33 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.11 

0.12 

0.12 

0.006 

0.16 

0.16 







Non-command 

Gneisses(B.G.C) 

4.274 

2.33 

0.015 

0.05 

0.01 

0.00 

0.00 

0.02 

0.17 

0.18 

0.18 

0.014 

0.36 

0.34 


Karanwas 

0824000502849300 

3.425 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.425 

1.81 

0.020 

0.11 

0.02 

0.00 

0.00 

0.01 

0.20 

0.21 

0.43 

0.011 

0.52 

0.51 


Karera 

0824000502838500 

32.810 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

19.462 

2.45 

0.015 

0.05 

0.00 

0.00 

0.00 

0.11 

0.66 

1.10 

0.10 

0.064 

0.24 

0.14 


Karol 

0824000602854900 

4.104 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.104 

3.01 

0.011 

0.02 

0.00 

0.00 

0.00 

0.02 

0.14 

0.13 

0.08 

0.013 

0.47 

0.51 


Kartha 

0824000502836100 

7.040 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.008 

4.56 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kawas Ka Gurha 

0825000202977700 

4.143 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.714 

3.14 

0.018 

0.02 

0.00 

0.00 

0.00 

0.01 

0.22 

0.20 

0.09 

0.006 

0.43 

0.47 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.428 

3.14 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.05 

0.05 


Keeratpura 

0824000802871900 

3.793 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.133 

3.44 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.001 

0.02 

0.02 


Kemooniya 

0824000602857800 

8.880 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.880 

2.63 

0.011 

0.15 

0.02 

0.00 

0.00 

0.01 

0.37 

0.38 

0.54 

0.028 

0.49 

0.48 


Kerpura 

0825000202981500 

1.498 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.498 

3.71 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.10 

0.003 

0.47 

0.51 


Khakhar Mala 

0824000602858500 

2.085 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.085 

3.26 

0.011 

0.05 

0.01 

0.00 

0.00 

0.00 

0.11 

0.11 

0.19 

0.007 

0.48 

0.52 



0825000302983600 

1.609 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.609 

4.36 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.09 

0.003 

0.46 

0.51 


Khakharda 

0825000202972300 

8.230 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.230 

5.11 

0.018 

0.07 

0.01 

0.00 

0.00 

0.02 

0.78 

0.78 

0.26 

0.014 

0.45 

0.45 


Khanniya 

0824000602858200 

3.030 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.030 

3.36 

0.011 

0.05 

0.01 

0.00 

0.00 

0.01 

0.15 

0.14 

0.18 

0.010 

0.49 

0.52 


Khara 

0825000302984200 

1.774 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.012 

3.16 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kheema Khera 

0825000102967800 

3.265 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.168 

3.27 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.03 







Non-command 

Gneisses(B.G.C) 

0.126 

3.27 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.02 


Khemana 

0824000602860600 

12.714 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

12.714 

3.12 

0.011 

0.23 

0.03 

0.00 

0.00 

0.05 

0.58 

0.55 

0.88 

0.041 

0.51 

0.54 


Khera Deopura 

0824000502850200 

2.490 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.490 

3.23 

0.020 

0.12 

0.02 

0.00 

0.00 

0.01 

0.25 

0.27 

0.46 

0.008 

0.54 

0.51 


Khera Jassa 

0825000102968600 

1.615 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.790 

3.24 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.00 

0.005 

0.23 

0.25 







Non-command 

Gneisses 

0.749 

3.24 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.00 

0.004 

0.22 

0.24 


Kherimata 

0824000502841200 

2.709 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.709 

3.16 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.13 

0.17 

0.04 

0.009 

0.43 

0.34 


Khootiya 

0824000602857600 

4.731 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.731 

2.86 

0.011 

0.08 

0.01 

0.00 

0.00 

0.02 

0.20 

0.21 

0.32 

0.015 

0.50 

0.48 


Khootiya Khera 

0824000602855800 

1.236 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.236 

4.15 

0.011 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.12 

0.004 

0.47 

0.42 


Khumanpura 

0824000502839300 

2.086 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.086 

2.10 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.04 

0.007 

0.42 

0.34 


Kishenpura 

0825000302986300 

1.825 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.825 

5.57 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.15 

0.03 

0.003 

0.46 

0.51 


Kishorpura 

0824000602858800 

1.827 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.827 

3.24 

0.011 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.09 

0.006 

0.48 

0.52 


Kochriya 

0824000502851400 

5.692 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.675 

3.84 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.05 

0.002 

0.06 

0.06 


Kola Ka Khera 

0825000302987000 

2.376 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.376 

2.12 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.03 

0.004 

0.46 

0.49 


Koshithal 

0824000702861500 

23.994 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

23.994 

2.46 

0.015 

0.28 

0.04 

0.00 

0.00 

0.11 

1.02 

0.97 

1.03 

0.073 

0.53 

0.56 


Kot 

0824000602855000 

9.240 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

9.240 

2.43 

0.011 

0.19 

0.03 

0.00 

0.00 

0.01 

0.40 

0.37 

0.73 

0.030 

0.47 

0.50 


Kotra 

0825000202977900 

1.686 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.686 

1.95 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.13 

0.003 

0.47 

0.52 


Kotri 

0824000802872000 

4.891 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.588 

3.65 

0.020 

0.01 

0.00 

0.00 

0.00 

0.02 

0.04 

0.04 

0.02 

0.002 

0.06 

0.06 


Kuanthal 

0825000202981400 

15.401 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.114 

3.76 

0.018 

0.10 

0.01 

0.00 

0.00 

0.01 

0.42 

0.38 

0.37 

0.009 

0.16 

0.17 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.130 

3.76 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

10.148 

3.76 

0.018 

0.10 

0.01 

0.00 

0.00 

0.05 

0.70 

0.64 

0.37 

0.017 

0.31 

0.34 


Kulanchi 

0825000302987300 

1.542 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.542 

2.81 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.02 

0.003 

0.47 

0.50 


Kundwa 

0825000202978100 

5.096 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.096 

1.39 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.13 

0.08 

0.009 

0.47 

0.51 




2.548 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.548 

1.39 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.04 

0.004 

0.47 

0.51 


Kunwariya 

0825000202971700 

2.669 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.350 

5.22 

0.018 

0.01 

0.00 

0.00 

0.00 

0.01 

0.22 

0.21 

0.02 

0.004 

0.40 

0.41 


Lachhman Pura 

0824000502850400 

3.390 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.390 

4.37 

0.020 

0.05 

0.01 

0.00 

0.00 

0.01 

0.32 

0.34 

0.20 

0.011 

0.54 

0.51 


Lachhmipura 

0824000502849900 

3.722 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.722 

2.26 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.19 

0.20 

0.09 

0.012 

0.54 

0.53 


Ladki 

0824000602854100 

7.531 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.531 

1.32 

0.011 

0.10 

0.01 

0.00 

0.00 

0.01 

0.19 

0.19 

0.35 

0.024 

0.46 

0.47 


Ladoowas 

0824000502842100 

18.723 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

16.470 

2.46 

0.015 

0.10 

0.01 

0.00 

0.00 

0.15 

0.55 

0.61 

0.32 

0.055 

0.42 

0.37 


Lakhaholi 

0824000602857000 

2.395 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.395 

2.34 

0.011 

0.04 

0.01 

0.00 

0.00 

0.01 

0.09 

0.08 

0.16 

0.008 

0.53 

0.53 


Lalji Ka Khera 

0825000202976600 

1.310 

Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.310 

4.52 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.02 

0.002 

0.48 

0.53 


Lalri 

0824000502847400 

3.524 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.524 

2.26 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.16 

0.09 

0.012 

0.49 

0.45 


Lasadiya 

0824000502850800 

3.182 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.182 

2.91 

0.020 

0.17 

0.02 

0.00 

0.00 

0.05 

0.29 

0.30 

0.66 

0.011 

0.53 

0.51 


Lasani 

0825000202971500 

18.235 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.002 

6.12 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Lathiya Khera 

0824000602860100 

2.240 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.240 

3.34 

0.011 

0.04 

0.01 

0.00 

0.00 

0.05 

0.06 

0.06 

0.14 

0.007 

0.53 

0.56 


Leswa 

0824000502848300 

11.063 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

11.063 

1.52 

0.020 

0.31 

0.04 

0.00 

0.00 

0.17 

0.43 

0.45 

1.18 

0.037 

0.52 

0.50 


Liki 

0825000302988100 

4.504 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.304 

4.73 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.03 

0.03 


Luhariya 

0824000502846800 

21.078 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

18.795 

3.66 

0.020 

0.23 

0.03 

0.00 

0.00 

0.11 

1.47 

1.48 

0.85 

0.062 

0.46 

0.45 


Mad 

0825000202982400 

9.613 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.467 

4.47 

0.018 

0.05 

0.01 

0.00 

0.00 

0.00 

0.39 

0.35 

0.17 

0.008 

0.22 

0.23 


Mada Ki Bassi 

0825000202980600 

12.601 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.301 

3.67 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.18 

0.08 

0.004 

0.09 

0.09 







Non-command 

Gneisses 

2.140 

3.67 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.14 

0.05 

0.004 

0.08 

0.09 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 


0824000502848900 

0.06 

0.28 

(1.20) 

0.28 

0.05 

0.33 

0.05 

0.57 

- 

0.0300 

- 

- 

0.064 

0.094 

0.094 

0.425 

0.021 

0.404 

0.203 

50.22 

Safe 


0824000602852400 

0.04 

0.04 

15.11 

0.04 

- 

0.04 

0.05 

0.51 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.055 

0.003 

0.052 

0.103 

198.47 

Over Exploited 

Kabradiya 

0824000502842600 

0.06 

0.00 

11,963.44 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.002 

418.95 

Over Exploited 

Kala Dhoondha 

0824000702866900 

0.03 

0.00 

432,649.00 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kalal Kheri 

0824000602852900 

0.04 

0.10 

144.00 

0.12 

0.03 

0.15 

0.05 

0.49 

- 

0.0300 

- 

- 

0.036 

0.066 

0.066 

0.216 

0.011 

0.205 

0.303 

148.23 

Over Exploited 

Kalesariya 

0825000202972200 

0.04 

0.12 

450.01 

0.15 

0.04 

0.19 

0.05 

0.49 

0.01 

0.0400 

- 

- 

0.045 

0.085 

0.099 

0.287 

0.014 

0.273 

0.339 

124.41 

Over Exploited 

Kali Magri Ka Khera 

0824000702865600 

0.02 

0.00 

8,113.94 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

0.005 

435.43 

Over Exploited 

Kaloo Khera 

0824000502851500 

0.06 

0.08 

131.11 

0.10 

0.27 

0.36 

0.03 

0.34 

- 

0.0300 

- 

- 

0.383 

0.413 

0.413 

0.778 

0.039 

0.739 

0.303 

40.94 

Safe 

Kameri 

0825000202982200 

0.04 

0.06 

368.06 

0.08 

0.02 

0.09 

0.04 

0.37 

0.01 

0.0300 

- 

- 

0.014 

0.044 

0.052 

0.147 

0.007 

0.139 

0.189 

135.62 

Over Exploited 

Kanji Ka Khera 

0824000502840500 

0.03 

0.06 

478.88 

0.07 

0.02 

0.09 

0.05 

0.47 

0.01 

- 

- 

- 

0.032 

0.032 

0.038 

0.128 

0.006 

0.121 

0.057 

46.90 

Safe 

Kanwera 

0825000202976400 

0.04 

0.08 

222.29 

0.10 

0.00 

0.10 

0.05 

0.52 

- 

0.0100 

- 

- 

0.007 

0.018 

0.018 

0.119 

0.006 

0.113 

0.076 

67.42 

Safe 

Kapadiya Khera 

0824000502848100 

0.06 

0.02 

531.01 

0.02 

0.01 

0.03 

0.01 

0.18 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.049 

0.002 

0.046 

0.121 

261.35 

Over Exploited 



0.03 

0.05 

254.80 

0.06 

0.03 

0.09 

0.03 

0.39 

- 

0.0200 

- 

- 

0.032 

0.052 

0.052 

0.143 

0.007 

0.136 

0.194 

142.71 

Over Exploited 

Karanwas 

0824000502849300 

0.06 

0.11 

93.48 

0.13 

0.03 

0.16 

0.05 

0.57 

- 

0.0800 

- 

- 

0.018 

0.098 

0.098 

0.259 

0.013 

0.246 

0.443 

180.51 

Over Exploited 

Karera 

0824000502838500 

0.03 

0.15 

638.86 

0.18 

0.11 

0.29 

0.03 

0.26 

0.02 

0.0100 

- 

- 

0.162 

0.172 

0.189 

0.476 

0.024 

0.452 

0.162 

35.91 

Safe 

Karol 

0824000602854900 

0.04 

0.08 

68.20 

0.09 

0.02 

0.11 

0.05 

0.52 

0.01 

0.0100 

- 

- 

0.024 

0.034 

0.043 

0.151 

0.008 

0.144 

0.094 

65.53 

Safe 

Kartha 

0824000502836100 

0.03 

0.00 

479,155.67 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kawas Ka Gurha 

0825000202977700 

0.04 

0.06 

246.96 

0.07 

0.01 

0.08 

0.05 

0.47 

- 

0.0100 

- 

- 

0.013 

0.024 

0.024 

0.100 

0.005 

0.095 

0.092 

96.81 

Critical 



0.04 

0.00 

2,040.63 

0.00 

0.00 

0.00 

0.01 

0.05 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.010 

0.001 

0.010 

0.006 

57.37 

Safe 

Keeratpura 

0824000802871900 

0.06 

0.00 

885.33 

0.00 

0.01 

0.01 

0.00 

0.02 

- 

- 

- 

- 

0.012 

0.012 

0.012 

0.019 

0.001 

0.018 

0.003 

13.77 

Safe 

Kemooniya 

0824000602857800 

0.04 

0.17 

122.08 

0.21 

0.03 

0.24 

0.05 

0.54 

- 

0.0600 

- 

- 

0.018 

0.078 

0.078 

0.318 

0.016 

0.302 

0.571 

189.22 

Over Exploited 

Kerpura 

0825000202981500 

0.04 

0.03 

351.64 

0.03 

0.00 

0.03 

0.05 

0.52 

0.00 

0.0200 

- 

- 

0.006 

0.026 

0.029 

0.063 

0.003 

0.060 

0.107 

178.98 

Over Exploited 

Khakhar Mala 

0824000602858500 

0.04 

0.04 

162.92 

0.05 

0.01 

0.06 

0.05 

0.53 

0.00 

0.0200 

- 

- 

0.002 

0.023 

0.027 

0.087 

0.004 

0.082 

0.196 

237.91 

Over Exploited 


0825000302983600 

0.04 

0.03 

272.64 

0.04 

0.00 

0.04 

0.06 

0.52 

0.00 

0.0200 

- 

- 

0.001 

0.021 

0.025 

0.062 

0.003 

0.059 

0.095 

160.28 

Over Exploited 

Khakharda 

0825000202972300 

0.04 

0.13 

491.18 

0.16 

0.03 

0.19 

0.05 

0.50 

- 

0.0300 

- 

- 

0.027 

0.057 

0.057 

0.244 

0.012 

0.232 

0.277 

119.51 

Over Exploited 

Khanniya 

0824000602858200 

0.04 

0.06 

132.77 

0.07 

0.02 

0.09 

0.05 

0.54 

- 

0.0200 

- 

- 

0.008 

0.028 

0.028 

0.114 

0.006 

0.108 

0.194 

178.79 

Over Exploited 

Khara 

0825000302984200 

0.04 

0.00 

36,141.60 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kheema Khera 

0825000102967800 

0.04 

0.00 

5,916.87 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

6,427.73 

Over Exploited 



0.04 

0.00 

6,888.97 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

5,411.56 

Over Exploited 

Khemana 

0824000602860600 

0.04 

0.26 

112.32 

0.31 

0.08 

0.39 

0.05 

0.56 

- 

0.1000 

- 

- 

0.079 

0.179 

0.179 

0.573 

0.029 

0.545 

0.917 

168.34 

Over Exploited 

Khera Deopura 

0824000502850200 

0.06 

0.08 

232.58 

0.10 

0.03 

0.12 

0.05 

0.59 

- 

0.0500 

- 

- 

0.010 

0.060 

0.060 

0.184 

0.009 

0.174 

0.469 

269.08 

Over Exploited 

Khera Jassa 

0825000102968600 

0.04 

0.01 

547.28 

0.01 

- 

0.01 

0.03 

0.26 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.008 

0.005 

55.37 

Safe 



0.04 

0.01 

485.67 

0.01 

0.00 

0.01 

0.02 

0.24 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.010 

0.000 

0.009 

0.004 

47.24 

Safe 

Kherimata 

0824000502841200 

0.03 

0.04 

338.90 

0.05 

0.01 

0.05 

0.05 

0.48 

- 

- 

- 

- 

0.013 

0.013 

0.013 

0.067 

0.003 

0.063 

0.052 

82.10 

Semi Critical 

Khootiya 

0824000602857600 

0.04 

0.09 

119.22 

0.11 

0.03 

0.14 

0.05 

0.55 

- 

0.0400 

- 

- 

0.033 

0.073 

0.073 

0.218 

0.011 

0.207 

0.334 

161.65 

Over Exploited 

Khootiya Khera 

0824000602855800 

0.04 

0.02 

311.70 

0.03 

0.00 

0.03 

0.05 

0.52 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.038 

0.002 

0.036 

0.128 

352.85 

Over Exploited 

Khumanpura 

0824000502839300 

0.03 

0.03 

225.42 

0.03 

0.00 

0.04 

0.05 

0.47 

0.00 

- 

- 

- 

0.002 

0.003 

0.006 

0.041 

0.002 

0.039 

0.043 

109.16 

Over Exploited 

Kishenpura 

0825000302986300 

0.04 

0.03 

328.13 

0.04 

- 

0.04 

0.06 

0.52 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.056 

0.003 

0.053 

0.037 

70.24 

Semi Critical 

Kishorpura 

0824000602858800 

0.04 

0.04 

122.98 

0.04 

0.00 

0.04 

0.05 

0.54 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.014 

0.057 

0.003 

0.054 

0.098 

180.68 

Over Exploited 

Kochriya 

0824000502851400 

0.06 

0.00 

2,383.76 

0.00 

- 

0.00 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.050 

407.65 

Over Exploited 

Kola Ka Khera 

0825000302987000 

0.04 

0.05 

79.41 

0.05 

0.00 

0.05 

0.05 

0.51 

0.01 

- 

- 

- 

0.001 

0.001 

0.006 

0.061 

0.003 

0.058 

0.038 

66.69 

Safe 

Koshithal 

0824000702861500 

0.02 

0.26 

280.23 

0.31 

0.15 

0.45 

0.05 

0.58 

- 

0.1200 

- 

- 

0.162 

0.282 

0.282 

0.737 

0.037 

0.700 

1.106 

157.98 

Over Exploited 

Kot 

0824000602855000 

0.04 

0.17 

113.33 

0.21 

0.04 

0.25 

0.05 

0.53 

0.02 

0.0800 

- 

- 

0.015 

0.095 

0.115 

0.365 

0.018 

0.346 

0.759 

219.05 

Over Exploited 

Kotra 

0825000202977900 

0.04 

0.03 

175.70 

0.03 

0.00 

0.04 

0.05 

0.52 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.047 

0.002 

0.045 

0.133 

295.76 

Over Exploited 

Kotri 

0824000802872000 

0.06 

0.00 

1,589.32 

0.00 

0.02 

0.02 

0.01 

0.07 

- 

- 

- 

- 

0.026 

0.026 

0.026 

0.045 

0.002 

0.043 

0.019 

45.00 

Safe 

Kuanthal 

0825000202981400 

0.04 

0.03 

1,216.77 

0.03 

0.02 

0.05 

0.02 

0.17 

- 

0.0700 

- 

- 

0.015 

0.085 

0.085 

0.140 

0.007 

0.133 

0.378 

283.61 

Over Exploited 



0.06 

0.00 

28,292.13 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

31,394.73 

Over Exploited 



0.04 

0.13 

405.30 

0.15 

0.06 

0.22 

0.03 

0.35 

- 

0.0700 

- 

- 

0.080 

0.150 

0.150 

0.366 

0.018 

0.348 

0.383 

110.19 

Over Exploited 

Kulanchi 

0825000302987300 

0.04 

0.03 

130.87 

0.04 

0.00 

0.04 

0.05 

0.52 

0.00 

- 

- 

- 

0.003 

0.003 

0.006 

0.043 

0.002 

0.041 

0.024 

57.70 

Safe 

Kundwa 

0825000202978100 

0.04 

0.09 

51.82 

0.10 

0.00 

0.11 

0.05 

0.52 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.121 

0.006 

0.115 

0.086 

74.27 

Semi Critical 



0.04 

0.04 

53.24 

0.05 

0.00 

0.05 

0.05 

0.52 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.054 

0.003 

0.051 

0.045 

88.45 

Semi Critical 

Kunwariya 

0825000202971700 

0.04 

0.03 

526.79 

0.04 

0.01 

0.05 

0.04 

0.44 

- 

- 

- 

- 

0.015 

0.015 

0.015 

0.065 

0.003 

0.061 

0.022 

35.72 

Safe 

Lachhman Pura 

0824000502850400 

0.06 

0.11 

213.49 

0.13 

0.02 

0.15 

0.05 

0.59 

- 

0.0200 

- 

- 

0.018 

0.038 

0.038 

0.192 

0.010 

0.182 

0.215 

118.00 

Over Exploited 

Lachhmipura 

0824000502849900 

0.06 

0.12 

62.27 

0.15 

0.01 

0.15 

0.05 

0.59 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.169 

0.008 

0.161 

0.098 

61.09 

Safe 

Ladki 

0824000602854100 

0.04 

0.14 

36.06 

0.17 

0.02 

0.18 

0.05 

0.51 

0.02 

0.0400 

- 

- 

0.009 

0.049 

0.065 

0.249 

0.012 

0.236 

0.375 

158.88 

Over Exploited 

Ladoowas 

0824000502842100 

0.03 

0.22 

173.88 

0.27 

0.16 

0.43 

0.04 

0.46 

- 

0.0400 

- 

- 

0.229 

0.269 

0.269 

0.698 

0.035 

0.663 

0.372 

56.04 

Safe 

Lakhaholi 

0824000602857000 

0.04 

0.05 

68.35 

0.06 

0.02 

0.08 

0.05 

0.58 

- 

0.0200 

- 

- 

0.010 

0.030 

0.030 

0.107 

0.005 

0.102 

0.170 

166.61 

Over Exploited 

Lalji Ka Khera 

0825000202976600 

0.04 

0.03 

301.03 

0.03 

0.00 

0.03 

0.05 

0.53 

- 

- 

- 

- 

0.004 

0.005 

0.005 

0.038 

0.002 

0.036 

0.020 

56.70 

Safe 

Lalri 

0824000502847400 

0.03 

0.06 

183.94 

0.07 

0.00 

0.07 

0.05 

0.53 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.088 

0.004 

0.083 

0.106 

127.04 

Over Exploited 

Lasadiya 

0824000502850800 

0.06 

0.10 

196.58 

0.12 

0.07 

0.19 

0.05 

0.58 

- 

0.0700 

- 

- 

0.072 

0.142 

0.142 

0.332 

0.017 

0.315 

0.673 

213.27 

Over Exploited 

Lasani 

0825000202971500 

0.04 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Lathiya Khera 

0824000602860100 

0.04 

0.05 

27.38 

0.06 

0.06 

0.11 

0.05 

0.58 

- 

0.0200 

- 

- 

0.072 

0.092 

0.092 

0.207 

0.010 

0.197 

0.145 

73.77 

Semi Critical 

Leswa 

0824000502848300 

0.06 

0.34 

30.07 

0.41 

0.21 

0.63 

0.05 

0.57 

- 

0.1300 

- 

- 

0.261 

0.391 

0.391 

1.017 

0.051 

0.967 

1.220 

126.19 

Over Exploited 

Liki 

0825000302988100 

0.04 

0.00 

4,976.94 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.014 

2,764.46 

Over Exploited 

Luhariya 

0824000502846800 

0.06 

0.51 

186.75 

0.62 

0.14 

0.75 

0.04 

0.50 

- 

0.1000 

- 

- 

0.161 

0.261 

0.261 

1.015 

0.051 

0.965 

0.909 

94.25 

Critical 

Mad 

0825000202982400 

0.04 

0.03 

932.79 

0.04 

0.01 

0.05 

0.03 

0.24 

0.00 

0.0300 

- 

- 

0.004 

0.035 

0.039 

0.093 

0.005 

0.088 

0.181 

204.56 

Over Exploited 

Mada Ki Bassi 

0825000202980600 

0.06 

0.01 

1,374.11 

0.01 

- 

0.01 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.024 

0.001 

0.023 

0.080 

343.85 

Over Exploited 



0.04 

0.01 

1,892.82 

0.01 

0.00 

0.01 

0.01 

0.09 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.019 

0.001 

0.018 

0.052 

288.16 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Madanpura 

082400050284970C 

0.290 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.290 

2.39 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.06 

0.001 

0.54 

0.51 


Madariya 

0825000202972700 

8.555 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.505 

4.54 

0.018 

0.06 

0.01 

0.00 

0.00 

0.01 

0.48 

0.44 

0.23 

0.009 

0.30 

0.33 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.356 

4.54 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.02 

0.02 


Mahasingh Ji Ka Khera 

0825000202978800 

4.461 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.461 

3.50 

0.018 

0.03 

0.00 

0.00 

0.00 

0.01 

0.29 

0.27 

0.11 

0.007 

0.47 

0.52 


Mahendragarh 

0824000702866300 

20.267 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.365 

3.59 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.01 

0.01 


Makarda 

0825000302985900 

4.997 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.997 

5.58 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.43 

0.40 

0.06 

0.009 

0.46 

0.51 


Malaji Ka Gurha 

0825000202982000 

2.191 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.191 

3.84 

0.018 

0.01 

0.00 

0.00 

0.00 

0.01 

0.15 

0.14 

0.04 

0.004 

0.46 

0.51 


Maliyon Ka Was 

0825000202972600 

2.795 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.534 

4.33 

0.018 

0.03 

0.00 

0.00 

0.00 

0.01 

0.21 

0.19 

0.12 

0.004 

0.43 

0.46 


Malji Ka Khera 

0825000202971900 

2.049 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.947 

5.28 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.21 

0.02 

0.003 

0.41 

0.37 


Malpura 

0824000502849100 

2.464 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.464 

2.81 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.18 

0.18 

0.20 

0.008 

0.52 

0.51 


Manakdeh 

0825000302986400 

4.795 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.795 

5.08 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.38 

0.35 

0.08 

0.009 

0.47 

0.51 


Mandawara 

0825000202976900 

4.104 

Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.662 

4.28 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.03 

0.001 

0.08 

0.09 


Mandi 

0824000602854500 

3.192 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.192 

5.15 

0.011 

0.05 

0.01 

0.00 

0.00 

0.00 

0.22 

0.20 

0.17 

0.010 

0.47 

0.51 


Mandka Khera 

0824000602859100 

3.833 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.833 

4.26 

0.011 

0.08 

0.01 

0.00 

0.00 

0.02 

0.23 

0.21 

0.29 

0.012 

0.48 

0.53 


Mandol 

0824000602855200 

5.384 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.384 

2.94 

0.011 

0.07 

0.01 

0.00 

0.00 

0.03 

0.21 

0.21 

0.25 

0.017 

0.47 

0.48 


Mandpiya 

0824000802877100 

6.011 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.537 

3.82 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.002 

0.05 

0.04 


Mangalpura 

0824000502847800 

3.263 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.263 

2.11 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.12 

0.12 

0.06 

0.011 

0.50 

0.47 


Mankyas 

0824000502849400 

3.359 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.359 

1.50 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.18 

0.18 

0.36 

0.011 

0.53 

0.51 


Manoharpura 

0824000502838800 

3.732 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.732 

4.10 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.26 

0.41 

0.12 

0.012 

0.40 

0.25 


Masinghpura 

0824000602859300 

4.735 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.735 

4.80 

0.011 

0.12 

0.02 

0.00 

0.00 

0.02 

0.33 

0.30 

0.45 

0.015 

0.48 

0.53 


Mata Ka Gaon 

0825000202981800 

0.875 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.875 

4.04 

0.018 

0.03 

0.01 

0.00 

0.00 

0.00 

0.08 

0.07 

0.14 

0.001 

0.46 

0.51 


Matooniya 

0824000702862500 

7.980 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.980 

2.44 

0.015 

0.02 

0.00 

0.00 

0.00 

0.04 

0.27 

0.25 

0.03 

0.024 

0.54 

0.57 


Merniya Khera 

0824000602858100 

3.622 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.622 

3.75 

0.011 

0.09 

0.01 

0.00 

0.00 

0.01 

0.22 

0.21 

0.36 

0.012 

0.48 

0.50 


Mewasa 

0824000502838600 

4.324 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.921 

3.90 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.10 

0.01 

0.003 

0.08 

0.04 


Miya Falas 

0824000502836000 

3.104 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.043 

3.26 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 


Miyala 

0824000602854600 

4.761 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.761 

5.37 

0.011 

0.08 

0.01 

0.00 

0.00 

0.02 

0.34 

0.31 

0.29 

0.015 

0.47 

0.51 


Modiya Khera 

0825000202979000 

0.766 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.766 

3.64 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.03 

0.001 

0.47 

0.52 


Mokhampura 

0824000602855700 

4.605 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.605 

3.29 

0.011 

0.10 

0.01 

0.00 

0.00 

0.03 

0.23 

0.27 

0.38 

0.015 

0.46 

0.39 


Mokhanda 

0824000602859000 

8.931 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.931 

3.62 

0.011 

0.21 

0.03 

0.00 

0.00 

0.03 

0.51 

0.47 

0.81 

0.029 

0.50 

0.54 


Moorda 

0825000302994300 

8.055 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.057 

5.19 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Moyna 

0825000202979400 

1.379 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.764 

3.64 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.03 

0.001 

0.26 

0.29 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.615 

3.64 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.01 

0.001 

0.21 

0.23 


Mundkosiya 

0825000302985700 

2.681 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.981 

5.02 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.01 

0.002 

0.17 

0.18 


Nabariya 

0825000302987200 

3.199 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.199 

1.75 

0.015 

0.01 

0.00 

0.00 

0.00 

0.03 

0.06 

0.06 

0.05 

0.006 

0.46 

0.49 


Naganto Ki Gawar 

0825000102967600 

3.285 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

3.206 

2.25 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.15 

0.14 

0.01 

0.019 

0.46 

0.50 


Nahargarh 

0824000502848400 

8.040 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.040 

1.67 

0.020 

0.08 

0.01 

0.00 

0.00 

0.03 

0.31 

0.32 

0.31 

0.027 

0.51 

0.50 


Nahri 

0824000602857200 

7.766 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.766 

3.51 

0.011 

0.23 

0.03 

0.00 

0.00 

0.02 

0.48 

0.50 

0.89 

0.025 

0.50 

0.48 


Nanana 

0825000302983500 

8.160 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.883 

2.88 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.18 

0.16 

0.06 

0.007 

0.22 

0.24 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.604 

2.88 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.001 

0.03 

0.04 







Non-command 

Gneisses(B.G.C) 

3.493 

2.88 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.14 

0.03 

0.006 

0.20 

0.22 


Nandsa Jageer 

0824000602860800 

9.260 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

9.260 

2.41 

0.011 

0.07 

0.01 

0.00 

0.00 

0.09 

0.22 

0.22 

0.26 

0.030 

0.51 

0.50 


Nandura 

0824000602858400 

1.780 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.780 

3.46 

0.011 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.09 

0.14 

0.006 

0.48 

0.51 


Nandwa 

0825000202977800 

1.420 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.420 

2.27 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.07 

0.002 

0.47 

0.52 


Narana 

0825000202978900 

4.981 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.981 

3.55 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.33 

0.31 

0.11 

0.008 

0.47 

0.51 


Narayan Khera 

0824000602857100 

3.108 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.108 

2.34 

0.011 

0.14 

0.02 

0.00 

0.00 

0.01 

0.19 

0.19 

0.55 

0.010 

0.52 

0.51 


Nardas Ka Gurha 

0825000202980500 

7.766 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.002 

2.17 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

5.794 

2.17 

0.020 

0.08 

0.01 

0.00 

0.00 

0.06 

0.26 

0.24 

0.32 

0.010 

0.35 

0.38 







Non-command 

Gneisses(B.G.C) 

0.775 

2.17 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.001 

0.05 

0.05 


Nathriyas 

0824000602855900 

7.989 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.989 

4.69 

0.011 

0.12 

0.02 

0.00 

0.00 

0.06 

0.46 

0.53 

0.46 

0.026 

0.47 

0.41 


Nawalpura 

0824000502848500 

1.451 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.451 

1.26 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.13 

0.005 

0.52 

0.51 


Naya Khera 

0824000502847200 

5.006 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.006 

2.19 

0.020 

0.05 

0.01 

0.00 

0.00 

0.03 

0.23 

0.24 

0.19 

0.017 

0.51 

0.50 



0824000602859700 

4.175 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.175 

4.47 

0.011 

0.02 

0.00 

0.00 

0.00 

0.02 

0.21 

0.19 

0.08 

0.013 

0.51 

0.56 


Neemjhar 

0825000202972500 

7.112 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.538 

4.85 

0.018 

0.06 

0.01 

0.00 

0.00 

0.03 

0.58 

0.55 

0.23 

0.011 

0.42 

0.45 


Neemkhera 

0824000702861800 

5.279 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.279 

2.45 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.21 

0.20 

0.06 

0.016 

0.54 

0.56 


Nimbahera Jatan 

0824000502840600 

10.312 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

10.312 

3.57 

0.015 

0.19 

0.03 

0.00 

0.00 

0.05 

0.66 

0.95 

0.70 

0.034 

0.41 

0.28 


Olano Ka Khera 

0825000302994100 

4.205 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.316 

5.04 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.10 

0.09 

0.02 

0.002 

0.15 

0.17 


Paboonagar 

0824000702866200 

2.147 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.147 

2.31 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.08 

0.08 

0.03 

0.007 

0.54 

0.54 


Pabrana 

0825000302984100 

1.925 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.925 

3.51 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.12 

0.004 

0.46 

0.51 


Pachataron Ka Khera 

0824000602857900 

5.015 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.015 

2.93 

0.011 

0.06 

0.01 

0.00 

0.00 

0.01 

0.20 

0.19 

0.20 

0.016 

0.50 

0.51 


Palran 

0824000602858000 

10.256 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

10.256 

3.23 

0.011 

0.27 

0.04 

0.00 

0.00 

0.05 

0.55 

0.53 

1.03 

0.033 

0.49 

0.51 



0824000702862000 

6.264 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.102 

2.41 

0.015 

0.05 

0.01 

0.00 

0.00 

0.04 

0.22 

0.21 

0.17 

0.019 

0.53 

0.55 


Paniya 

0825000202978500 

1.609 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.609 

3.71 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.07 

0.003 

0.47 

0.51 


Panotiya 

0824000602856000 

14.642 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

14.642 

3.82 

0.011 

0.09 

0.01 

0.00 

0.00 

0.04 

0.66 

0.74 

0.30 

0.047 

0.48 

0.42 


Panri 

0825000202981700 

4.693 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.693 

4.35 

0.018 

0.04 

0.00 

0.00 

0.00 

0.01 

0.39 

0.36 

0.13 

0.008 

0.47 

0.51 


Parbati 

0824000602857700 

3.160 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.160 

2.55 

0.011 

0.07 

0.01 

0.00 

0.00 

0.02 

0.13 

0.14 

0.27 

0.010 

0.50 

0.48 


Pardi 

0825000202978300 

7.033 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.033 

2.00 

0.018 

0.06 

0.01 

0.00 

0.00 

0.01 

0.28 

0.26 

0.24 

0.012 

0.47 

0.51 


Part Of Rajsamand District 

08250002 

3.048 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.135 

4.32 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.01 


Patiya Khera 

0825000302986800 

1.004 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.004 

2.37 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.03 

0.002 

0.47 

0.50 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Madanpura 

0824000502849700 

0.06 

0.01 

167.81 

0.01 

- 

0.01 

0.05 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.021 

0.001 

0.020 

0.059 

292.72 

Over Exploited 

Madariya 

0825000202972700 

0.04 

0.06 

(17,469.64) 

0.07 

0.02 

0.09 

0.03 

0.34 

- 

0.0400 

- 

- 

0.011 

0.051 

0.051 

0.138 

0.007 

0.132 

0.239 

181.90 

Over Exploited 



0.04 

0.00 

7,560.38 

0.00 

0.00 

0.01 

0.00 

0.02 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.012 

0.001 

0.012 

0.008 

64.69 

Safe 

Mahasingh Ji Ka Khera 

0825000202978800 

0.04 

0.08 

257.24 

0.09 

0.01 

0.10 

0.05 

0.52 

- 

0.0200 

- 

- 

0.013 

0.033 

0.033 

0.132 

0.007 

0.125 

0.116 

93.22 

Critical 

Mahendragarh 

0824000702866300 

0.03 

0.00 

19,244.56 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

4,356.21 

Over Exploited 

Makarda 

0825000302985900 

0.04 

0.10 

315.81 

0.11 

0.01 

0.12 

0.06 

0.52 

0.01 

0.0100 

- 

- 

0.009 

0.019 

0.031 

0.151 

0.008 

0.144 

0.072 

50.13 

Safe 

Malaji Ka Gurha 

0825000202982000 

0.04 

0.04 

282.80 

0.04 

0.01 

0.05 

0.06 

0.52 

0.00 

0.0100 

- 

- 

0.009 

0.019 

0.023 

0.073 

0.004 

0.069 

0.047 

67.62 

Safe 

Maliyon Ka Was 

0825000202972600 

0.04 

0.04 

405.98 

0.05 

0.01 

0.06 

0.05 

0.47 

- 

0.0200 

- 

- 

0.017 

0.037 

0.037 

0.094 

0.005 

0.089 

0.124 

139.53 

Over Exploited 

Malji Ka Khera 

0825000202971900 

0.04 

0.03 

627.63 

0.03 

0.00 

0.04 

0.05 

0.46 

0.00 

- 

- 

- 

0.003 

0.003 

0.007 

0.043 

0.002 

0.041 

0.021 

51.98 

Safe 

Malpura 

0824000502849100 

0.06 

0.08 

135.10 

0.09 

0.01 

0.10 

0.05 

0.57 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.128 

0.006 

0.121 

0.210 

173.39 

Over Exploited 

Manakdeh 

0825000302986400 

0.04 

0.09 

277.36 

0.11 

0.01 

0.12 

0.06 

0.52 

0.01 

0.0200 

- 

- 

0.015 

0.035 

0.045 

0.165 

0.008 

0.157 

0.093 

59.21 

Safe 

Mandawara 

0825000202976900 

0.04 

0.00 

2,524.17 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.030 

1,288.41 

Over Exploited 

Mandi 

0824000602854500 

0.04 

0.06 

238.48 

0.07 

0.01 

0.08 

0.05 

0.52 

0.01 

0.0300 

- 

- 

0.003 

0.033 

0.040 

0.124 

0.006 

0.117 

0.177 

150.92 

Over Exploited 

Mandka Khera 

0824000602859100 

0.04 

0.07 

177.11 

0.09 

0.03 

0.12 

0.05 

0.54 

0.01 

0.0300 

- 

- 

0.036 

0.066 

0.074 

0.197 

0.010 

0.187 

0.304 

162.56 

Over Exploited 

Mandol 

0824000602855200 

0.04 

0.10 

101.03 

0.12 

0.04 

0.16 

0.05 

0.53 

- 

0.0300 

- 

- 

0.042 

0.072 

0.072 

0.233 

0.012 

0.221 

0.265 

119.80 

Over Exploited 

Mandpiya 

0824000802877100 

0.07 

0.00 

1,312.08 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.004 

201.17 

Over Exploited 

Mangalpura 

0824000502847800 

0.03 

0.05 

132.78 

0.06 

0.01 

0.07 

0.05 

0.55 

- 

0.0100 

- 

- 

0.011 

0.021 

0.021 

0.092 

0.005 

0.087 

0.073 

83.28 

Semi Critical 

Mankyas 

0824000502849400 

0.06 

0.11 

72.89 

0.13 

0.01 

0.14 

0.05 

0.57 

- 

0.0700 

- 

- 

0.005 

0.075 

0.075 

0.216 

0.011 

0.205 

0.366 

178.39 

Over Exploited 

Manoharpura 

0824000502838800 

0.03 

0.05 

743.46 

0.06 

0.00 

0.06 

0.05 

0.45 

0.01 

0.0200 

- 

- 

0.003 

0.023 

0.029 

0.089 

0.004 

0.084 

0.127 

150.86 

Over Exploited 

Masinghpura 

0824000602859300 

0.04 

0.09 

227.88 

0.11 

0.04 

0.15 

0.05 

0.53 

0.01 

0.0800 

- 

- 

0.033 

0.113 

0.124 

0.274 

0.014 

0.261 

0.463 

177.70 

Over Exploited 

Mata Ka Gaon 

0825000202981800 

0.04 

0.01 

402.06 

0.02 

0.01 

0.03 

0.06 

0.52 

0.00 

0.0300 

- 

- 

0.004 

0.034 

0.035 

0.065 

0.003 

0.062 

0.136 

220.87 

Over Exploited 

Matooniya 

0824000702862500 

0.02 

0.09 

195.22 

0.10 

0.04 

0.15 

0.05 

0.59 

- 

- 

- 

- 

0.063 

0.063 

0.063 

0.209 

0.010 

0.198 

0.054 

27.31 

Safe 

Merniya Khera 

0824000602858100 

0.04 

0.07 

203.50 

0.08 

0.02 

0.10 

0.05 

0.53 

- 

0.0400 

- 

- 

0.011 

0.051 

0.051 

0.152 

0.008 

0.145 

0.368 

253.75 

Over Exploited 

Mewasa 

0824000502838600 

0.03 

0.00 

4,060.73 

0.00 

- 

0.00 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.010 

325.38 

Over Exploited 

Miya Falas 

0824000502836000 

0.03 

0.00 

39,806.10 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Miyala 

0824000602854600 

0.04 

0.09 

247.33 

0.11 

0.03 

0.13 

0.06 

0.52 

0.01 

0.0500 

- 

- 

0.023 

0.073 

0.084 

0.216 

0.011 

0.205 

0.301 

146.89 

Over Exploited 

Modiya Khera 

0825000202979000 

0.04 

0.01 

309.69 

0.02 

0.00 

0.02 

0.05 

0.52 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.013 

0.029 

0.001 

0.027 

0.033 

121.17 

Over Exploited 

Mokhampura 

0824000602855700 

0.04 

0.08 

219.31 

0.10 

0.04 

0.14 

0.05 

0.51 

- 

0.0400 

- 

- 

0.042 

0.082 

0.082 

0.221 

0.011 

0.210 

0.393 

187.37 

Over Exploited 

Mokhanda 

0824000602859000 

0.04 

0.18 

164.72 

0.21 

0.06 

0.27 

0.05 

0.55 

- 

0.0900 

- 

- 

0.038 

0.128 

0.128 

0.396 

0.020 

0.376 

0.840 

223.23 

Over Exploited 

Moorda 

0825000302994300 

0.04 

0.00 

47,527.95 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

42,872.13 

Over Exploited 

Moyna 

0825000202979400 

0.04 

0.01 

642.26 

0.01 

- 

0.01 

0.03 

0.29 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.019 

0.001 

0.018 

0.033 

188.19 

Over Exploited 



0.04 

0.01 

582.31 

0.01 

- 

0.01 

0.02 

0.23 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.015 

253.45 

Over Exploited 

Mundkosiya 

0825000302985700 

0.04 

0.01 

895.91 

0.01 

- 

0.01 

0.02 

0.19 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.009 

0.015 

172.85 

Over Exploited 

Nabariya 

0825000302987200 

0.04 

0.06 

(1.23) 

0.06 

0.03 

0.09 

0.05 

0.52 

0.01 

0.0100 

- 

- 

0.046 

0.056 

0.063 

0.154 

0.008 

0.146 

0.056 

38.27 

Safe 

Naganto Ki Gawar 

0825000102967600 

0.04 

0.06 

131.90 

0.07 

0.01 

0.08 

0.05 

0.51 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.084 

0.004 

0.080 

0.026 

32.09 

Safe 

Nahargarh 

0824000502848400 

0.06 

0.25 

26.89 

0.30 

0.04 

0.34 

0.05 

0.56 

- 

0.0300 

- 

- 

0.048 

0.078 

0.078 

0.419 

0.021 

0.398 

0.332 

83.40 

Semi Critical 

Nahri 

0824000602857200 

0.04 

0.16 

221.41 

0.19 

0.05 

0.24 

0.05 

0.55 

- 

0.1000 

- 

- 

0.033 

0.133 

0.133 

0.373 

0.019 

0.354 

0.911 

256.96 

Over Exploited 

Nanana 

0825000302983500 

0.04 

0.04 

362.16 

0.04 

0.01 

0.05 

0.03 

0.25 

0.00 

0.0100 

- 

- 

0.014 

0.024 

0.028 

0.080 

0.004 

0.076 

0.070 

92.09 

Critical 



0.05 

0.00 

2,951.32 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.008 

619.30 

Over Exploited 



0.04 

0.03 

412.23 

0.03 

0.00 

0.04 

0.02 

0.22 

0.00 

0.0100 

- 

- 

0.007 

0.017 

0.021 

0.059 

0.003 

0.056 

0.037 

66.55 

Safe 

Nandsa Jageer 

0824000602860800 

0.04 

0.19 

17.84 

0.22 

0.10 

0.32 

0.05 

0.56 

- 

0.0300 

- 

- 

0.129 

0.159 

0.159 

0.477 

0.024 

0.453 

0.289 

63.75 

Safe 

Nandura 

0824000602858400 

0.04 

0.03 

158.81 

0.04 

0.01 

0.05 

0.05 

0.53 

0.00 

0.0200 

- 

- 

0.005 

0.025 

0.029 

0.083 

0.004 

0.079 

0.149 

188.45 

Over Exploited 

Nandwa 

0825000202977800 

0.04 

0.02 

182.56 

0.03 

0.00 

0.03 

0.05 

0.52 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.044 

0.002 

0.042 

0.067 

162.29 

Over Exploited 

Narana 

0825000202978900 

0.04 

0.08 

266.15 

0.10 

0.00 

0.11 

0.05 

0.52 

0.01 

0.0200 

- 

- 

0.007 

0.027 

0.037 

0.142 

0.007 

0.135 

0.116 

86.42 

Semi Critical 

Narayan Khera 

0824000602857100 

0.04 

0.06 

192.60 

0.08 

0.03 

0.11 

0.05 

0.57 

- 

0.0600 

- 

- 

0.022 

0.082 

0.082 

0.194 

0.010 

0.184 

0.561 

305.13 

Over Exploited 

Nardas Ka Gurha 

0825000202980500 

0.04 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.12 

(36,340.78) 

0.14 

0.07 

0.21 

0.04 

0.39 

0.01 

0.0400 

- 

- 

0.085 

0.125 

0.138 

0.345 

0.017 

0.328 

0.334 

101.81 

Over Exploited 



0.04 

0.00 

2,320.17 

0.00 

0.00 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

0.002 

0.002 

0.002 

0.005 

0.000 

0.004 

0.023 

535.10 

Over Exploited 

Nathriyas 

0824000602855900 

0.04 

0.15 

252.72 

0.18 

0.08 

0.25 

0.05 

0.51 

- 

0.0500 

- 

- 

0.083 

0.133 

0.133 

0.387 

0.019 

0.368 

0.485 

131.65 

Over Exploited 

Nawalpura 

0824000502848500 

0.06 

0.05 

45.06 

0.05 

0.00 

0.06 

0.05 

0.57 

- 

0.0200 

- 

- 

0.003 

0.024 

0.024 

0.080 

0.004 

0.076 

0.132 

172.89 

Over Exploited 

Naya Khera 

0824000502847200 

0.06 

0.15 

56.12 

0.18 

0.04 

0.22 

0.05 

0.56 

- 

0.0200 

- 

- 

0.039 

0.059 

0.059 

0.280 

0.014 

0.266 

0.209 

78.50 

Semi Critical 


0824000602859700 

0.04 

0.09 

124.46 

0.10 

0.02 

0.12 

0.05 

0.57 

- 

0.0100 

- 

- 

0.024 

0.034 

0.034 

0.153 

0.008 

0.146 

0.094 

64.84 

Safe 

Neemjhar 

0825000202972500 

0.04 

0.10 

453.44 

0.12 

0.04 

0.16 

0.05 

0.47 

- 

0.0300 

- 

- 

0.043 

0.073 

0.073 

0.231 

0.012 

0.219 

0.241 

109.89 

Over Exploited 

Neemkhera 

0824000702861800 

0.02 

0.06 

253.65 

0.07 

0.01 

0.07 

0.05 

0.59 

- 

0.0100 

- 

- 

0.008 

0.019 

0.019 

0.092 

0.005 

0.087 

0.077 

88.04 

Semi Critical 

Nimbahera Jatan 

0824000502840600 

0.03 

0.14 

594.54 

0.16 

0.08 

0.25 

0.05 

0.45 

0.02 

0.0800 

- 

- 

0.081 

0.161 

0.176 

0.423 

0.021 

0.402 

0.732 

182.12 

Over Exploited 

Olano Ka Khera 

0825000302994100 

0.04 

0.01 

1,018.27 

0.01 

0.01 

0.02 

0.02 

0.17 

0.00 

- 

- 

- 

0.010 

0.010 

0.011 

0.028 

0.001 

0.026 

0.022 

84.66 

Semi Critical 

Paboonagar 

0824000702866200 

0.03 

0.03 

140.68 

0.04 

0.01 

0.05 

0.05 

0.59 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.054 

0.003 

0.051 

0.039 

75.55 

Semi Critical 

Pabrana 

0825000302984100 

0.04 

0.04 

217.70 

0.04 

0.00 

0.05 

0.06 

0.52 

0.00 

0.0200 

- 

- 

0.007 

0.027 

0.031 

0.080 

0.004 

0.076 

0.126 

165.32 

Over Exploited 

Pachataron Ka Khera 

0824000602857900 

0.04 

0.10 

94.12 

0.12 

0.02 

0.14 

0.05 

0.55 

- 

0.0200 

- 

- 

0.018 

0.038 

0.038 

0.180 

0.009 

0.171 

0.216 

126.39 

Over Exploited 

Palran 

0824000602858000 

0.04 

0.20 

163.50 

0.24 

0.09 

0.33 

0.05 

0.54 

- 

0.1200 

- 

- 

0.068 

0.188 

0.188 

0.515 

0.026 

0.489 

1.065 

217.84 

Over Exploited 


0824000702862000 

0.02 

0.06 

232.08 

0.08 

0.05 

0.12 

0.05 

0.58 

- 

0.0200 

- 

- 

0.056 

0.076 

0.076 

0.200 

0.010 

0.190 

0.188 

98.74 

Critical 

Paniya 

0825000202978500 

0.04 

0.03 

323.16 

0.03 

0.00 

0.03 

0.05 

0.52 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.014 

0.046 

0.002 

0.044 

0.071 

161.59 

Over Exploited 

Panotiya 

0824000602856000 

0.04 

0.28 

165.14 

0.34 

0.05 

0.38 

0.05 

0.52 

- 

0.0300 

- 

- 

0.057 

0.087 

0.087 

0.471 

0.024 

0.447 

0.349 

78.04 

Semi Critical 

Panri 

0825000202981700 

0.04 

0.08 

355.54 

0.09 

0.01 

0.10 

0.06 

0.52 

0.01 

0.0200 

- 

- 

0.014 

0.034 

0.043 

0.146 

0.007 

0.139 

0.139 

100.03 

Over Exploited 

Parbati 

0824000602857700 

0.04 

0.06 

116.34 

0.08 

0.03 

0.10 

0.05 

0.55 

- 

0.0300 

- 

- 

0.028 

0.058 

0.058 

0.162 

0.008 

0.154 

0.280 

182.18 

Over Exploited 

Pardi 

0825000202978300 

0.04 

0.12 

122.13 

0.14 

0.02 

0.16 

0.05 

0.52 

0.01 

0.0300 

- 

- 

0.021 

0.051 

0.064 

0.229 

0.011 

0.217 

0.249 

114.43 

Over Exploited 

Part Of Rajsamand District 

08250002 

0.04 

0.00 

16,400.02 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Patiya Khera 

0825000302986800 

0.04 

0.02 

117.87 

0.02 

0.00 

0.02 

0.05 

0.52 

0.00 

- 

- 

- 

0.001 

0.001 

0.003 

0.027 

0.001 

0.025 

0.031 

121.40 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Patiyon Ka Khera 

082400060285360C 

2.112 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.112 

2.77 

0.011 

0.06 

0.01 

0.00 

0.00 

0.02 

0.09 

0.12 

0.21 

0.007 

0.43 

0.34 


Peetalpura 

0824000602853300 

2.585 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.585 

2.87 

0.011 

0.05 

0.01 

0.00 

0.00 

0.00 

0.12 

0.15 

0.19 

0.008 

0.44 

0.35 


Peetha Ka Khera 

0824000602855100 

4.903 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.903 

3.04 

0.011 

0.09 

0.01 

0.00 

0.00 

0.00 

0.24 

0.23 

0.35 

0.016 

0.47 

0.50 



0825000202981300 

3.080 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.080 

4.34 

0.018 

0.01 

0.00 

0.00 

0.00 

0.01 

0.24 

0.22 

0.02 

0.005 

0.47 

0.51 


Peethas 

0824000502851100 

17.344 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

15.211 

3.73 

0.020 

0.36 

0.05 

0.00 

0.00 

0.25 

1.20 

1.23 

1.39 

0.050 

0.46 

0.44 







Non-command 

Gneisses(B.G.C) 

1.764 

3.73 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.12 

0.13 

0.12 

0.006 

0.05 

0.05 


Pipreloo 

0825000102968500 

6.199 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.003 

4.21 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses 

1.129 

4.21 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.00 

0.007 

0.09 

0.09 


Puniyana 

0825000202971800 

2.519 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.272 

5.29 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.23 

0.02 

0.004 

0.40 

0.38 


Rachheti 

0825000302986200 

2.362 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.362 

5.61 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.22 

0.20 

0.08 

0.004 

0.46 

0.51 


Rachheti Ka Khera 

0825000302986100 

3.668 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.668 

5.64 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.32 

0.29 

0.05 

0.007 

0.46 

0.51 


Rachheti Ki Dhani 

0825000302987500 

2.966 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.966 

5.63 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.24 

0.02 

0.005 

0.47 

0.51 


Raipur 

0824000602855400 

10.124 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

10.124 

2.45 

0.011 

0.26 

0.04 

0.00 

0.00 

0.06 

0.43 

0.46 

0.99 

0.032 

0.47 

0.44 


Rajpura 

0824000502839400 

0.549 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.549 

2.10 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.05 

0.14 

0.002 

0.43 

0.36 


Rali Khera 

0824000602859800 

1.662 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.662 

4.21 

0.011 

0.03 

0.00 

0.00 

0.00 

0.01 

0.10 

0.09 

0.10 

0.005 

0.52 

0.56 


Rama 

0824000602854200 

4.067 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.067 

1.82 

0.011 

0.07 

0.01 

0.00 

0.00 

0.00 

0.14 

0.13 

0.26 

0.013 

0.47 

0.48 


Rampuriya 

0824000502841400 

5.138 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.755 

2.65 

0.015 

0.03 

0.00 

0.00 

0.00 

0.05 

0.17 

0.22 

0.09 

0.016 

0.39 

0.29 


Ran 

0825000202981600 

3.360 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.360 

3.69 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.25 

0.23 

0.13 

0.006 

0.47 

0.51 


Ranas 

0824000602861300 

7.634 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.634 

2.99 

0.011 

0.08 

0.00 

0.00 

0.00 

0.03 

0.30 

0.29 

0.27 

0.024 

0.54 

0.56 


Ratna Ka Gurha 

0825000202980200 

3.980 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.111 

3.02 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

3.869 

3.02 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.19 

0.03 

0.006 

0.46 

0.50 


Rebariyon Ki Dhani 

0824000602858600 

3.931 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.931 

3.22 

0.011 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.15 

0.08 

0.013 

0.49 

0.53 


Rewara 

0824000602856800 

3.913 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.913 

1.54 

0.011 

0.09 

0.01 

0.00 

0.00 

0.00 

0.14 

0.15 

0.35 

0.013 

0.53 

0.52 


Roopa Ka Khera 

0824000602852700 

3.790 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.790 

6.72 

0.011 

0.06 

0.01 

0.00 

0.00 

0.04 

0.29 

0.32 

0.23 

0.012 

0.44 

0.39 


Rooppura 

0824000502847000 

2.569 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.569 

2.38 

0.020 

0.07 

0.01 

0.00 

0.00 

0.01 

0.17 

0.17 

0.29 

0.009 

0.52 

0.51 


Rughnathpura 

0825000202977200 

1.874 

Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.090 

3.88 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.03 


Sabal Pura 

0824000502840900 

4.824 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.824 

2.24 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.24 

0.04 

0.016 

0.42 

0.29 


Sagreo 

0824000602855600 

17.475 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

17.475 

2.57 

0.011 

0.29 

0.04 

0.00 

0.00 

0.06 

0.68 

0.76 

1.08 

0.056 

0.47 

0.42 


Sahnuda 

0824000502836900 

7.995 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.034 

4.33 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.39 

0.01 

0.010 

0.15 

0.08 


Sakarda 

0825000302987600 

6.322 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.322 

5.37 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.55 

0.50 

0.18 

0.012 

0.47 

0.51 


Saliyon Ka Khera 

0825000202976800 

2.805 

Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.805 

4.29 

0.018 

0.01 

0.00 

0.00 

0.00 

0.01 

0.21 

0.19 

0.04 

0.005 

0.48 

0.53 


Samarnaka 

0825000202977400 

1.886 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.789 

3.74 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.03 

0.001 

0.20 

0.22 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.097 

3.74 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.02 

0.002 

0.28 

0.31 


Sameliya 

0824000502851200 

10.586 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.461 

3.96 

0.020 

0.07 

0.01 

0.00 

0.00 

0.21 

0.68 

0.68 

0.24 

0.035 

0.51 

0.50 


Samrath Pura 

0824000502850700 

2.347 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.347 

2.02 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.15 

0.16 

0.28 

0.008 

0.53 

0.51 


Sangwa 

0824000802877500 

12.051 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.042 

6.24 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

0.107 

6.24 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Sansariya 

0825000202979300 

4.516 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.855 

3.66 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.03 

0.003 

0.20 

0.22 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.659 

3.66 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.16 

0.02 

0.004 

0.28 

0.31 


Sanwalaji Ka Khera 

0824000502840400 

2.336 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.336 

2.28 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.12 

0.03 

0.008 

0.41 

0.30 


Sarai 

0824000502848000 

1.388 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.026 

2.10 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.04 

0.05 

0.05 

0.003 

0.38 

0.37 







Non-command 

Gneisses(B.G.C) 

0.362 

2.10 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.13 

0.13 


Sardarsingh Ji Ka 

0824000502840300 

7.476 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.476 

4.69 

0.015 

0.01 

0.00 

0.00 

0.00 

0.04 

0.50 

0.63 

0.00 

0.025 

0.43 

0.34 


Saredi 

0824000502836400 

4.347 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.730 

3.69 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.20 

0.35 

0.03 

0.012 

0.34 

0.20 


Saredi Khera 

0824000502838900 

2.678 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.678 

3.99 

0.015 

0.02 

0.00 

0.00 

0.00 

0.02 

0.16 

0.27 

0.05 

0.009 

0.40 

0.24 


Sarewari 

0824000602852500 

7.095 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.095 

1.13 

0.011 

0.13 

0.02 

0.00 

0.00 

0.02 

0.18 

0.18 

0.50 

0.023 

0.46 

0.48 



0825000302986900 

3.025 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.025 

2.00 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.03 

0.006 

0.47 

0.50 


Sargoo 

0824000602857300 

1.675 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.675 

2.46 

0.011 

0.02 

0.00 

0.00 

0.00 

0.01 

0.06 

0.06 

0.09 

0.005 

0.51 

0.49 


Sarnon Ka Khera 

0824000502849200 

1.834 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.834 

2.24 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.12 

0.12 

0.20 

0.006 

0.52 

0.51 


Seftiya 

0825000302987100 

2.066 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.066 

2.11 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.05 

0.004 

0.46 

0.49 


Semlat 

0824000602852200 

1.144 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.144 

7.98 

0.011 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.14 

0.12 

0.004 

0.44 

0.41 


Shankarpura @ Khro 

0824000502842000 

6.246 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.423 

2.64 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.03 

0.03 


Shivnathpura 

0824000602856400 

3.774 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.774 

2.74 

0.011 

0.05 

0.01 

0.00 

0.00 

0.01 

0.14 

0.15 

0.19 

0.012 

0.52 

0.50 


Shivrati (rural) 

0824000702867200 

15.015 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.912 

2.61 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.003 

0.03 

0.03 


Shobhag Pura 

0825000302983200 

1.974 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.002 

2.92 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.03 

0.002 

0.24 

0.26 


Singhpura 

0824000602860200 

3.089 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.089 

3.56 

0.011 

0.04 

0.01 

0.00 

0.00 

0.01 

0.14 

0.13 

0.16 

0.010 

0.51 

0.55 


Sirodi 

0824000602854700 

5.213 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.213 

4.70 

0.011 

0.05 

0.01 

0.00 

0.00 

0.01 

0.30 

0.28 

0.20 

0.017 

0.47 

0.51 


Soji Ka Khera 

0824000502847600 

0.760 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.760 

2.00 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.06 

0.003 

0.49 

0.44 


Solankiyon Ka Gurha 

0825000202979600 

2.773 

Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.561 

3.73 

0.018 

0.01 

0.00 

0.00 

0.00 

0.02 

0.16 

0.15 

0.03 

0.004 

0.44 

0.49 


Sora Ka Khera 

0824000502840000 

4.138 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.138 

2.08 

0.015 

0.02 

0.00 

0.00 

0.00 

0.04 

0.11 

0.11 

0.04 

0.014 

0.45 

0.44 


Suliya 

0825000202979900 

1.726 

Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.726 

3.73 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.02 

0.003 

0.48 

0.52 


Suras 

0824000602853800 

2.908 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.908 

2.79 

0.011 

0.10 

0.02 

0.00 

0.00 

0.02 

0.15 

0.18 

0.41 

0.009 

0.43 

0.36 


Surat Singh Ka Khera 

0824000702862100 

5.762 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.432 

1.93 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.04 

0.04 


Surgati 

0824000502839600 

2.443 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.440 

5.25 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.22 

0.21 

0.12 

0.008 

0.46 

0.46 


Surji Ka Khera 

0825000202980300 

0.539 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.137 

2.75 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.12 

0.13 







Non-command 

Gneisses(B.G.C) 

0.402 

2.75 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.35 

0.38 


Tahuka 

0824000502850300 

5.699 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.550 

5.03 

0.020 

0.08 

0.01 

0.00 

0.00 

0.03 

0.50 

0.53 

0.30 

0.015 

0.43 

0.41 


Tanka 

0825000302983700 

3.667 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.458 

4.38 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.23 

0.21 

0.09 

0.006 

0.44 

0.48 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Patiyon Ka Khera 

0824000602853600 

0.04 

0.04 

218.09 

0.04 

0.03 

0.08 

0.05 

0.48 

- 

0.0200 

- 

- 

0.036 

0.056 

0.056 

0.133 

0.007 

0.126 

0.221 

174.86 

Over Exploited 

Peetalpura 

0824000602853300 

0.04 

0.05 

232.81 

0.05 

0.01 

0.07 

0.05 

0.48 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.087 

0.004 

0.083 

0.197 

237.56 

Over Exploited 

Peetha Ka Khera 

0824000602855100 

0.04 

0.09 

144.98 

0.11 

0.01 

0.13 

0.05 

0.53 

0.01 

0.0400 

- 

- 

0.007 

0.048 

0.058 

0.184 

0.009 

0.175 

0.362 

206.83 

Over Exploited 


0825000202981300 

0.04 

0.05 

319.57 

0.06 

0.01 

0.07 

0.05 

0.52 

0.01 

- 

- 

- 

0.013 

0.013 

0.019 

0.089 

0.004 

0.084 

0.023 

27.49 

Safe 

Peethas 

0824000502851100 

0.06 

0.42 

196.29 

0.50 

0.30 

0.80 

0.04 

0.50 

- 

0.1600 

- 

- 

0.374 

0.534 

0.534 

1.332 

0.067 

1.266 

1.442 

113.94 

Over Exploited 



0.03 

0.00 

4,113.65 

0.00 

0.01 

0.01 

0.00 

0.06 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.027 

0.001 

0.026 

0.128 

493.22 

Over Exploited 

Pipreloo 

0825000102968500 

0.04 

0.00 

824,716.04 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

1,861.86 

0.00 

0.00 

0.01 

0.01 

0.10 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.006 

0.000 

0.005 

0.007 

125.15 

Over Exploited 

Puniyana 

0825000202971800 

0.04 

0.03 

602.88 

0.04 

0.00 

0.04 

0.05 

0.44 

0.00 

- 

- 

- 

0.003 

0.003 

0.006 

0.047 

0.002 

0.045 

0.022 

48.92 

Safe 

Rachheti 

0825000302986200 

0.04 

0.05 

342.41 

0.05 

0.00 

0.06 

0.06 

0.52 

0.01 

0.0100 

- 

- 

0.002 

0.012 

0.018 

0.073 

0.004 

0.070 

0.080 

115.09 

Over Exploited 

Rachheti Ka Khera 

0825000302986100 

0.04 

0.07 

318.13 

0.08 

0.00 

0.09 

0.06 

0.52 

0.01 

0.0100 

- 

- 

0.003 

0.013 

0.021 

0.107 

0.005 

0.101 

0.057 

55.90 

Safe 

Rachheti Ki Dhani 

0825000302987500 

0.04 

0.06 

320.58 

0.07 

0.00 

0.07 

0.06 

0.52 

0.01 

- 

- 

- 

0.002 

0.002 

0.008 

0.077 

0.004 

0.073 

0.026 

35.98 

Safe 

Raipur 

0824000602855400 

0.04 

0.19 

144.04 

0.23 

0.10 

0.33 

0.05 

0.52 

- 

0.1100 

- 

- 

0.091 

0.201 

0.201 

0.529 

0.026 

0.503 

1.021 

203.23 

Over Exploited 

Rajpura 

0824000502839400 

0.03 

0.01 

616.66 

0.01 

0.01 

0.02 

0.05 

0.47 

0.00 

0.0200 

- 

- 

0.002 

0.022 

0.023 

0.043 

0.002 

0.041 

0.146 

353.36 

Over Exploited 

Rali Khera 

0824000602859800 

0.04 

0.03 

167.48 

0.04 

0.01 

0.05 

0.05 

0.57 

- 

0.0100 

- 

- 

0.011 

0.021 

0.021 

0.069 

0.003 

0.066 

0.108 

164.17 

Over Exploited 

Rama 

0824000602854200 

0.04 

0.08 

74.07 

0.09 

0.01 

0.11 

0.05 

0.52 

- 

0.0300 

- 

- 

0.007 

0.037 

0.037 

0.143 

0.007 

0.136 

0.275 

202.12 

Over Exploited 

Rampuriya 

0824000502841400 

0.03 

0.06 

270.94 

0.07 

0.05 

0.13 

0.04 

0.44 

- 

0.0100 

- 

- 

0.079 

0.089 

0.089 

0.214 

0.011 

0.203 

0.102 

50.10 

Safe 

Ran 

0825000202981600 

0.04 

0.06 

302.41 

0.07 

0.00 

0.07 

0.05 

0.52 

0.01 

0.0200 

- 

- 

0.000 

0.020 

0.027 

0.094 

0.005 

0.090 

0.136 

151.30 

Over Exploited 

Ranas 

0824000602861300 

0.04 

0.16 

74.94 

0.20 

0.03 

0.23 

0.05 

0.59 

- 

0.0100 

- 

- 

0.050 

0.060 

0.060 

0.292 

0.015 

0.277 

0.294 

106.23 

Over Exploited 

Ratna Ka Gurha 

0825000202980200 

0.06 

0.00 

6,856.27 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.004 

3,829.64 

Over Exploited 



0.04 

0.07 

173.35 

0.09 

0.00 

0.09 

0.05 

0.51 

0.01 

0.0100 

- 

- 

0.003 

0.013 

0.021 

0.109 

0.005 

0.103 

0.040 

39.29 

Safe 

Rebariyon Ki Dhani 

0824000602858600 

0.04 

0.08 

88.57 

0.09 

0.00 

0.10 

0.05 

0.55 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.109 

0.005 

0.103 

0.094 

90.73 

Critical 

Rewara 

0824000602856800 

0.04 

0.08 

75.97 

0.10 

0.01 

0.11 

0.05 

0.58 

- 

0.0400 

- 

- 

0.004 

0.044 

0.044 

0.157 

0.008 

0.149 

0.361 

242.45 

Over Exploited 

Roopa Ka Khera 

0824000602852700 

0.04 

0.07 

386.92 

0.08 

0.05 

0.13 

0.05 

0.49 

0.01 

0.0300 

- 

- 

0.067 

0.097 

0.104 

0.238 

0.012 

0.226 

0.239 

105.92 

Over Exploited 

Rooppura 

0824000502847000 

0.06 

0.08 

117.40 

0.10 

0.02 

0.12 

0.05 

0.56 

- 

0.0300 

- 

- 

0.018 

0.048 

0.048 

0.165 

0.008 

0.157 

0.297 

188.76 

Over Exploited 

Rughnathpura 

0825000202977200 

0.04 

0.00 

6,551.77 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sabal Pura 

0824000502840900 

0.03 

0.06 

271.12 

0.08 

0.00 

0.08 

0.05 

0.46 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.084 

0.004 

0.079 

0.052 

65.39 

Safe 

Sagreo 

0824000602855600 

0.04 

0.33 

132.31 

0.39 

0.10 

0.50 

0.05 

0.52 

- 

0.1200 

- 

- 

0.095 

0.215 

0.215 

0.710 

0.036 

0.675 

1.131 

167.64 

Over Exploited 

Sahnuda 

0824000502836900 

0.03 

0.01 

2,602.13 

0.02 

0.00 

0.02 

0.02 

0.16 

0.00 

- 

- 

- 

0.006 

0.006 

0.007 

0.028 

0.001 

0.027 

0.024 

89.55 

Semi Critical 

Sakarda 

0825000302987600 

0.04 

0.12 

313.06 

0.15 

0.01 

0.16 

0.06 

0.52 

0.01 

0.0300 

- 

- 

0.006 

0.036 

0.050 

0.209 

0.010 

0.199 

0.188 

94.46 

Critical 

Saliyon Ka Khera 

0825000202976800 

0.04 

0.05 

261.56 

0.06 

0.01 

0.07 

0.05 

0.53 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.078 

0.004 

0.074 

0.048 

64.18 

Safe 

Samarnaka 

0825000202977400 

0.04 

0.01 

893.99 

0.01 

0.00 

0.01 

0.02 

0.22 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

0.000 

0.007 

0.033 

494.28 

Over Exploited 



0.04 

0.01 

473.94 

0.01 

0.00 

0.02 

0.03 

0.31 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.027 

0.001 

0.026 

0.025 

97.15 

Critical 

Sameliya 

0824000502851200 

0.06 

0.32 

114.43 

0.38 

0.22 

0.60 

0.05 

0.55 

- 

0.0300 

- 

- 

0.318 

0.348 

0.348 

0.951 

0.048 

0.903 

0.275 

30.40 

Safe 

Samrath Pura 

0824000502850700 

0.06 

0.07 

110.95 

0.09 

0.01 

0.10 

0.05 

0.58 

- 

0.0300 

- 

- 

0.006 

0.036 

0.036 

0.140 

0.007 

0.133 

0.286 

215.33 

Over Exploited 

Sangwa 

0824000802877500 

0.06 

0.00 

116,113.84 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.00 

22,288.31 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sansariya 

0825000202979300 

0.04 

0.01 

794.99 

0.02 

0.00 

0.02 

0.02 

0.22 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.028 

0.001 

0.026 

0.035 

134.00 

Over Exploited 



0.04 

0.03 

440.10 

0.04 

0.00 

0.04 

0.03 

0.31 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.042 

0.002 

0.040 

0.027 

68.08 

Safe 

Sanwalaji Ka Khera 

0824000502840400 

0.03 

0.03 

289.79 

0.04 

0.00 

0.04 

0.05 

0.46 

0.00 

- 

- 

- 

0.000 

0.000 

0.004 

0.041 

0.002 

0.039 

0.037 

94.06 

Critical 

Sarai 

0824000502848000 

0.06 

0.02 

98.20 

0.03 

0.01 

0.04 

0.03 

0.42 

- 

0.0100 

- 

- 

0.013 

0.023 

0.023 

0.059 

0.003 

0.056 

0.051 

91.37 

Critical 



0.03 

0.00 

656.02 

0.00 

- 

0.00 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.015 

846.90 

Over Exploited 

Sardarsingh Ji Ka 

0824000502840300 

0.03 

0.10 

508.40 

0.12 

0.04 

0.16 

0.05 

0.47 

0.01 

- 

- 

- 

0.056 

0.056 

0.067 

0.228 

0.011 

0.216 

0.025 

11.43 

Safe 

Saredi 

0824000502836400 

0.03 

0.04 

742.41 

0.05 

0.01 

0.06 

0.04 

0.38 

0.00 

0.0100 

- 

- 

0.020 

0.030 

0.034 

0.097 

0.005 

0.092 

0.041 

45.02 

Safe 

Saredi Khera 

0824000502838900 

0.03 

0.03 

674.71 

0.04 

0.02 

0.06 

0.05 

0.44 

0.00 

0.0100 

- 

- 

0.026 

0.037 

0.040 

0.099 

0.005 

0.094 

0.059 

62.32 

Safe 

Sarewari 

0824000602852500 

0.04 

0.13 

35.83 

0.16 

0.04 

0.19 

0.05 

0.51 

0.01 

0.0600 

- 

- 

0.023 

0.083 

0.098 

0.290 

0.015 

0.276 

0.525 

190.35 

Over Exploited 


0825000302986900 

0.04 

0.06 

58.57 

0.07 

0.00 

0.07 

0.05 

0.52 

0.01 

- 

- 

- 

0.004 

0.005 

0.011 

0.083 

0.004 

0.079 

0.040 

49.95 

Safe 

Sargoo 

0824000602857300 

0.04 

0.03 

75.64 

0.04 

0.01 

0.05 

0.05 

0.56 

- 

0.0100 

- 

- 

0.011 

0.021 

0.021 

0.070 

0.003 

0.066 

0.091 

138.32 

Over Exploited 

Sarnon Ka Khera 

0824000502849200 

0.06 

0.06 

113.34 

0.07 

0.01 

0.08 

0.05 

0.57 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.107 

0.005 

0.101 

0.208 

205.09 

Over Exploited 

Seftiya 

0825000302987100 

0.04 

0.04 

79.02 

0.05 

0.00 

0.05 

0.05 

0.52 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.015 

0.063 

0.003 

0.060 

0.050 

82.93 

Semi Critical 

Semlat 

0824000602852200 

0.04 

0.02 

586.73 

0.02 

0.00 

0.03 

0.05 

0.49 

0.00 

0.0100 

- 

- 

0.003 

0.013 

0.015 

0.041 

0.002 

0.039 

0.123 

311.57 

Over Exploited 

Shankarpura @ Khro 

0824000502842000 

0.03 

0.00 

4,669.05 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.000 

0.008 

1,757.29 

Over Exploited 

Shivnathpura 

0824000602856400 

0.04 

0.08 

87.44 

0.09 

0.02 

0.12 

0.05 

0.57 

- 

0.0200 

- 

- 

0.017 

0.037 

0.037 

0.152 

0.008 

0.144 

0.201 

139.49 

Over Exploited 

Shivrati (rural) 

0824000702867200 

0.03 

0.00 

3,910.31 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.003 

283.65 

Over Exploited 

Shobhag Pura 

0825000302983200 

0.04 

0.01 

392.37 

0.01 

0.00 

0.01 

0.03 

0.26 

0.00 

- 

- 

- 

0.003 

0.003 

0.004 

0.018 

0.001 

0.017 

0.031 

182.33 

Over Exploited 

Singhpura 

0824000602860200 

0.04 

0.06 

105.25 

0.08 

0.02 

0.10 

0.05 

0.57 

- 

0.0200 

- 

- 

0.016 

0.036 

0.036 

0.133 

0.007 

0.126 

0.172 

136.03 

Over Exploited 

Sirodi 

0824000602854700 

0.04 

0.10 

182.01 

0.12 

0.02 

0.14 

0.06 

0.53 

0.01 

0.0400 

- 

- 

0.013 

0.053 

0.065 

0.201 

0.010 

0.191 

0.212 

110.90 

Over Exploited 

Soji Ka Khera 

0824000502847600 

0.03 

0.01 

286.81 

0.01 

0.00 

0.02 

0.05 

0.53 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.026 

0.001 

0.025 

0.061 

241.69 

Over Exploited 

Solankiyon Ka Gurha 

0825000202979600 

0.04 

0.05 

223.35 

0.05 

0.02 

0.07 

0.05 

0.49 

- 

0.0100 

- 

- 

0.024 

0.034 

0.034 

0.104 

0.005 

0.099 

0.036 

36.67 

Safe 

Sora Ka Khera 

0824000502840000 

0.03 

0.06 

87.99 

0.07 

0.04 

0.11 

0.05 

0.50 

0.01 

- 

- 

- 

0.059 

0.059 

0.066 

0.178 

0.009 

0.169 

0.057 

33.50 

Safe 

Suliya 

0825000202979900 

0.04 

0.03 

232.39 

0.04 

0.00 

0.04 

0.05 

0.53 

- 

- 

- 

- 

0.003 

0.004 

0.004 

0.045 

0.002 

0.043 

0.023 

53.27 

Safe 

Suras 

0824000602853800 

0.04 

0.05 

255.52 

0.06 

0.04 

0.10 

0.05 

0.48 

- 

0.0500 

- 

- 

0.032 

0.082 

0.082 

0.184 

0.009 

0.174 

0.414 

237.52 

Over Exploited 

Surat Singh Ka Khera 

0824000702862100 

0.02 

0.00 

3,284.10 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

2,073.20 

Over Exploited 

Surgati 

0824000502839600 

0.03 

0.04 

496.85 

0.04 

0.00 

0.05 

0.05 

0.51 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.064 

0.003 

0.060 

0.130 

215.27 

Over Exploited 

Surji Ka Khera 

0825000202980300 

0.06 

0.00 

612.88 

0.00 

- 

0.00 

0.01 

0.13 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.004 

344.80 

Over Exploited 



0.04 

0.01 

211.57 

0.01 

0.00 

0.01 

0.04 

0.39 

0.00 

- 

- 

- 

0.000 

0.000 

0.001 

0.008 

0.000 

0.008 

0.003 

35.01 

Safe 

Tahuka 

0824000502850300 

0.06 

0.12 

347.33 

0.14 

0.04 

0.18 

0.04 

0.47 

- 

0.0300 

- 

- 

0.043 

0.073 

0.073 

0.254 

0.013 

0.241 

0.313 

129.90 

Over Exploited 

Tanka 

0825000302983700 

0.04 

0.06 

241.73 

0.07 

0.01 

0.09 

0.05 

0.49 

0.01 

0.0200 

- 

- 

0.021 

0.041 

0.048 

0.137 

0.007 

0.131 

0.094 

72.22 

Semi Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.208 

4.38 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.03 

0.03 


Tapalon Ka Khera 

082500020298090C 

3.012 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.307 

2.81 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.04 

0.002 

0.20 

0.22 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.549 

2.81 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.02 

0.003 

0.24 

0.26 


Teekad 

0825000302983800 

7.386 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.470 

3.99 

0.015 

0.03 

0.00 

0.00 

0.00 

0.02 

0.22 

0.20 

0.11 

0.006 

0.22 

0.24 


Teekhi 

0825000202975200 

1.778 

Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.778 

4.28 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.01 

0.001 

0.21 

0.23 


Tegi 

0825000202979800 

2.819 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.002 

3.90 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

1.155 

3.90 

0.018 

0.01 

0.00 

0.00 

0.00 

0.01 

0.08 

0.07 

0.02 

0.002 

0.20 

0.22 


Tejya Kheri 

0824000602857400 

1.974 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.974 

2.47 

0.011 

0.05 

0.01 

0.00 

0.00 

0.01 

0.09 

0.09 

0.20 

0.006 

0.51 

0.49 


Teli Khera 

0825000202976200 

4.482 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.482 

2.68 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.24 

0.22 

0.12 

0.008 

0.47 

0.49 


Thabola 

0824000502846500 

6.598 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.356 

3.89 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.11 

0.11 

0.05 

0.004 

0.11 

0.11 


Thala 

0824000602853400 

5.244 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.244 

2.55 

0.011 

0.17 

0.02 

0.00 

0.00 

0.03 

0.27 

0.33 

0.65 

0.017 

0.43 

0.35 


Theekariyan 

0824000602859200 

4.213 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.213 

4.61 

0.011 

0.03 

0.00 

0.00 

0.00 

0.01 

0.24 

0.22 

0.09 

0.013 

0.47 

0.52 


Thekla 

0824000702862200 

4.484 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.054 

2.11 

0.015 

0.03 

0.00 

0.00 

0.00 

0.02 

0.11 

0.10 

0.12 

0.009 

0.37 

0.39 


Thob Ka Khera 

0824000502846400 

2.996 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.981 

3.92 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.02 

0.003 

0.17 

0.17 


Thoriya Khera 

0824000602852800 

3.365 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.365 

3.51 

0.011 

0.04 

0.01 

0.00 

0.00 

0.00 

0.16 

0.18 

0.15 

0.011 

0.44 

0.39 



0824000602858300 

2.423 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.423 

3.26 

0.011 

0.06 

0.01 

0.00 

0.00 

0.01 

0.13 

0.12 

0.24 

0.008 

0.49 

0.53 


Tiloli 

0824000802877600 

6.956 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.592 

6.06 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.22 

0.01 

0.006 

0.13 

0.12 


Tokra 

0824000602859900 

7.565 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.038 

3.89 

0.011 

0.04 

0.00 

0.00 

0.00 

0.08 

0.26 

0.25 

0.12 

0.023 

0.49 

0.53 



0825000202980100 

2.724 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.059 

3.26 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.665 

3.26 

0.018 

0.01 

0.00 

0.00 

0.00 

0.01 

0.16 

0.14 

0.05 

0.004 

0.46 

0.50 


Tolas 

0824000602856600 

2.101 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.101 

1.89 

0.011 

0.07 

0.01 

0.00 

0.00 

0.00 

0.10 

0.11 

0.26 

0.007 

0.53 

0.52 


Toongach 

0824000602858900 

6.466 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.466 

3.46 

0.011 

0.11 

0.02 

0.00 

0.00 

0.01 

0.32 

0.30 

0.42 

0.021 

0.48 

0.52 


Udairamji Ka Gurha 

0824000502839500 

4.734 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.734 

4.98 

0.015 

0.03 

0.00 

0.00 

0.00 

0.03 

0.35 

0.40 

0.09 

0.016 

0.43 

0.38 


Ullai 

0824000702862600 

14.739 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.485 

3.01 

0.015 

0.01 

0.00 

0.00 

0.00 

0.03 

0.27 

0.26 

0.03 

0.020 

0.24 

0.25 


Ummedpura 

0824000702861700 

8.878 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.878 

2.38 

0.015 

0.07 

0.01 

0.00 

0.00 

0.01 

0.36 

0.35 

0.23 

0.027 

0.53 

0.54 


Umri 

0824000502839900 

12.057 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

12.057 

2.11 

0.015 

0.25 

0.04 

0.00 

0.00 

0.01 

0.58 

0.55 

0.94 

0.040 

0.46 

0.49 


Vaniya Hatri 

0825000202971200 

3.765 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.009 

4.57 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Vena Ka Khera 

0825000202972400 

2.939 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.939 

4.06 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.23 

0.22 

0.14 

0.005 

0.47 

0.50 


Verawas 

0825000202977000 

1.976 

Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.029 

4.20 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 

07007055 

Agarpura 

0824000802875100 

7.780 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.544 

3.04 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.04 

0.006 

0.12 

0.11 






Meja 

Command 

Gneisses(B.G.C) 

4.775 

3.04 

0.011 

0.04 

0.01 

0.00 

0.00 

0.01 

0.18 

0.19 

0.14 

0.019 

0.36 

0.34 


Akola 

0824000802874800 

3.075 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.075 

2.47 

0.011 

0.08 

0.01 

0.00 

0.00 

0.02 

0.13 

0.13 

0.31 

0.012 

0.58 

0.58 



0824000902900800 

11.853 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.116 

2.51 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Amarpura 

0824000502851700 

2.078 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.442 

4.37 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.16 

0.13 

0.005 

0.35 

0.35 






Meja 

Command 

Phyllite & Schist 

0.036 

4.37 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Arjiya 

0824000802873300 

9.436 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.535 

2.30 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.03 

0.002 

0.03 

0.03 






Mandal 

Command 

Phyllite & Schist 

3.203 

2.30 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.19 

0.19 

0.18 

0.013 

0.19 

0.18 







Command 

Gneisses(B.G.C) 

5.627 

2.30 

0.011 

0.09 

0.01 

0.00 

0.00 

0.02 

0.21 

0.21 

0.31 

0.023 

0.33 

0.32 






Meja 

Command 

Phyllite & Schist 

0.070 

2.30 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 


Bagal Ki Jhunpariya 

0824000902896400 

3.526 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.487 

4.72 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.03 

0.002 

0.09 

0.10 






Kothari Dam 

Command 

Phyllite & Schist 

2.521 

4.72 

0.020 

0.04 

0.01 

0.00 

0.00 

0.01 

0.26 

0.24 

0.17 

0.008 

0.47 

0.50 


Balesariya 

0824000402830300 

8.245 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.103 

3.04 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Baliya Khera 

0824000902899100 

2.956 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.134 

2.38 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.03 


Ban Ka Khera 

0824000902892400 

19.373 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.695 

2.25 

0.015 

0.02 

0.00 

0.00 

0.00 

0.02 

0.06 

0.06 

0.09 

0.005 

0.05 

0.06 






Meja 

Command 

Gneisses(B.G.C) 

9.556 

2.25 

0.015 

0.14 

0.02 

0.00 

0.00 

0.01 

0.43 

0.42 

0.50 

0.030 

0.31 

0.32 


Banera 

0824000402831500 

26.163 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.610 

2.96 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.02 

0.002 

0.01 

0.02 







Non-command 

Gneisses(B.G.C) 

1.039 

2.96 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.02 

0.003 

0.02 

0.03 


Baniyans 

0824000502844600 

1.977 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.972 

3.61 

0.015 

0.04 

0.01 

0.00 

0.00 

0.01 

0.13 

0.11 

0.14 

0.007 

0.54 

0.59 


Bara Khera 

0824000902896800 

3.733 

Fresh 

Kothari Dam 

Command 

Phyllite & Schist 

0.108 

4.70 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.02 


Baran 

0824000402830200 

10.063 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.076 

2.99 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 







Non-command 

Gneisses(B.G.C) 

2.220 

2.99 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.04 

0.007 

0.12 

0.15 


Barla 

0824000902900000 

11.220 

Fresh 

Meja 

Command 

Gneisses(B.G.C) 

0.004 

2.72 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Beeliya 

0824001102927500 

7.455 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.045 

4.89 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Kothari Dam 

Command 

Phyllite & Schist 

0.236 

4.89 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.02 

0.02 


Beran 

0824000402828300 

14.191 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.070 

2.86 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhadali Khera 

0824000802873200 

1.218 

Fresh 

Mandal 

Command 

Phyllite & Schist 

1.218 

2.23 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.12 

0.005 

0.56 

0.51 


Bhadoo 

0824000502851300 

23.215 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.310 

4.14 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.001 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

0.074 

4.14 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhand Ki Baori 

0824000502844800 

2.795 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.795 

3.44 

0.015 

0.02 

0.00 

0.00 

0.00 

0.02 

0.15 

0.13 

0.06 

0.009 

0.55 

0.61 


Bhawani Singh Ka Khera 

0824001102932900 

4.014 

Fresh 

Kothari Dam 

Command 

Phyllite & Schist 

1.185 

4.85 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.11 

0.04 

0.003 

0.20 

0.22 


Bheelwara (m) 

0824000842405000 

114.983 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.108 

2.95 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.14 

0.16 

0.02 

0.211 

0.01 

0.00 







Non-command 

Gneisses(B.G.C) 

5.832 

2.95 

0.011 

0.39 

0.00 

0.00 

0.00 

0.00 

0.58 

0.70 

0.09 

1.110 

0.03 

0.02 






Mandal 

Command 

Phyllite & Schist 

2.568 

2.95 

0.020 

0.17 

0.00 

0.00 

0.00 

0.00 

0.32 

0.39 

0.04 

0.489 

0.01 

0.01 







Command 

Gneisses(B.G.C) 

8.169 

2.95 

0.011 

0.54 

0.00 

0.00 

0.00 

0.00 

0.81 

0.97 

0.13 

1.554 

0.04 

0.03 






Meja 

Command 

Phyllite & Schist 

27.078 

2.95 

0.020 

1.80 

0.02 

0.00 

0.00 

0.00 

3.38 

4.09 

0.42 

5.152 

0.14 

0.12 







Command 

Gneisses(B.G.C) 

8.006 

2.95 

0.011 

0.53 

0.00 

0.00 

0.00 

0.00 

0.79 

0.96 

0.12 

1.523 

0.04 

0.03 


Bigod 

0824001102933600 

8.033 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.211 

4.79 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.02 

0.02 


Bor Khera 

0824000902898300 

2.690 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.099 

2.37 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.16 

0.14 

0.26 

0.007 

0.50 

0.54 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.04 

0.00 

5,564.93 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

861.72 

Over Exploited 

Tapalon Ka Khera 

082500020298090C 

0.04 

0.01 

606.62 

0.01 

0.00 

0.01 

0.02 

0.23 

0.00 

- 

- 

- 

0.002 

0.002 

0.003 

0.016 

0.001 

0.015 

0.042 

278.07 

Over Exploited 



0.04 

0.01 

416.70 

0.02 

0.00 

0.02 

0.03 

0.27 

0.00 

- 

- 

- 

0.004 

0.004 

0.006 

0.026 

0.001 

0.025 

0.026 

103.88 

Over Exploited 

Teekad 

0825000302983800 

0.04 

0.03 

########## 

0.04 

0.02 

0.05 

0.03 

0.24 

0.00 

0.0200 

- 

- 

0.023 

0.043 

0.047 

0.098 

0.005 

0.093 

0.111 

119.58 

Over Exploited 

Teekhi 

0825000202975200 

0.04 

0.01 

689.97 

0.01 

0.00 

0.01 

0.02 

0.23 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.011 

0.001 

0.010 

0.006 

62.05 

Safe 

Tegi 

0825000202979800 

0.06 

0.00 

391,079.29 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.01 

712.41 

0.01 

0.01 

0.02 

0.02 

0.22 

- 

- 

- 

- 

0.011 

0.011 

0.011 

0.030 

0.001 

0.028 

0.020 

70.75 

Semi Critical 

Tejya Kheri 

0824000602857400 

0.04 

0.04 

127.35 

0.05 

0.02 

0.06 

0.05 

0.56 

- 

0.0200 

- 

- 

0.008 

0.028 

0.028 

0.092 

0.005 

0.087 

0.206 

235.95 

Over Exploited 

Teli Khera 

0825000202976200 

0.04 

0.07 

198.44 

0.09 

0.00 

0.09 

0.05 

0.52 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.110 

0.005 

0.104 

0.130 

124.03 

Over Exploited 

Thabola 

0824000502846500 

0.06 

0.01 

1,159.03 

0.01 

0.01 

0.02 

0.01 

0.12 

- 

0.0100 

- 

- 

0.009 

0.019 

0.019 

0.035 

0.002 

0.033 

0.052 

156.88 

Over Exploited 

Thala 

0824000602853400 

0.04 

0.09 

266.71 

0.11 

0.05 

0.16 

0.05 

0.48 

- 

0.0700 

- 

- 

0.044 

0.114 

0.114 

0.272 

0.014 

0.259 

0.671 

259.44 

Over Exploited 

Theekariyan 

0824000602859200 

0.04 

0.08 

170.52 

0.10 

0.01 

0.10 

0.06 

0.53 

0.01 

0.0200 

- 

- 

0.011 

0.031 

0.040 

0.142 

0.007 

0.135 

0.107 

79.42 

Semi Critical 

Thekla 

0824000702862200 

0.02 

0.02 

361.57 

0.03 

0.02 

0.04 

0.04 

0.41 

- 

0.0100 

- 

- 

0.025 

0.035 

0.035 

0.079 

0.004 

0.075 

0.128 

171.12 

Over Exploited 

Thob Ka Khera 

0824000502846400 

0.06 

0.01 

741.63 

0.01 

0.00 

0.01 

0.01 

0.18 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.019 

0.001 

0.018 

0.022 

124.85 

Over Exploited 

Thoriya Khera 

0824000602852800 

0.04 

0.06 

200.22 

0.07 

0.01 

0.08 

0.05 

0.49 

0.01 

0.0200 

- 

- 

0.001 

0.021 

0.028 

0.109 

0.005 

0.104 

0.159 

153.17 

Over Exploited 


0824000602858300 

0.04 

0.05 

158.21 

0.06 

0.02 

0.07 

0.05 

0.54 

- 

0.0300 

- 

- 

0.008 

0.038 

0.038 

0.111 

0.006 

0.105 

0.251 

237.95 

Over Exploited 

Tiloli 

0824000802877600 

0.06 

0.01 

1,682.44 

0.01 

- 

0.01 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.014 

0.018 

133.81 

Over Exploited 

Tokra 

0824000602859900 

0.04 

0.14 

76.87 

0.17 

0.08 

0.25 

0.05 

0.54 

- 

0.0100 

- 

- 

0.117 

0.127 

0.127 

0.373 

0.019 

0.354 

0.147 

41.41 

Safe 


0825000202980100 

0.04 

0.00 

12,864.45 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.004 

637.10 

Over Exploited 



0.04 

0.05 

191.82 

0.06 

0.01 

0.06 

0.05 

0.51 

0.01 

0.0100 

- 

- 

0.009 

0.019 

0.025 

0.090 

0.004 

0.085 

0.056 

66.39 

Safe 

Tolas 

0824000602856600 

0.04 

0.04 

136.77 

0.05 

0.01 

0.06 

0.05 

0.58 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.094 

0.005 

0.089 

0.266 

298.93 

Over Exploited 

Toongach 

0824000602858900 

0.04 

0.12 

141.06 

0.15 

0.03 

0.18 

0.05 

0.53 

0.01 

0.0500 

- 

- 

0.021 

0.071 

0.085 

0.267 

0.013 

0.254 

0.442 

174.11 

Over Exploited 

Udairamji Ka Gurha 

0824000502839500 

0.03 

0.07 

504.85 

0.08 

0.03 

0.11 

0.05 

0.48 

0.01 

0.0100 

- 

- 

0.051 

0.061 

0.068 

0.182 

0.009 

0.172 

0.102 

58.95 

Safe 

Ullai 

0824000702862600 

0.02 

0.03 

733.20 

0.04 

0.03 

0.07 

0.02 

0.26 

- 

- 

- 

- 

0.045 

0.045 

0.045 

0.112 

0.006 

0.106 

0.050 

46.78 

Safe 

Ummedpura 

0824000702861700 

0.02 

0.09 

278.71 

0.11 

0.02 

0.13 

0.05 

0.58 

- 

0.0300 

- 

- 

0.018 

0.048 

0.048 

0.183 

0.009 

0.173 

0.256 

147.60 

Over Exploited 

Umri 

0824000502839900 

0.03 

0.18 

206.04 

0.22 

0.05 

0.27 

0.05 

0.51 

- 

0.1100 

- 

- 

0.015 

0.125 

0.125 

0.392 

0.020 

0.372 

0.976 

262.16 

Over Exploited 

Vaniya Hatri 

0825000202971200 

0.04 

0.00 

192,518.67 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Vena Ka Khera 

0825000202972400 

0.04 

0.05 

349.19 

0.06 

0.01 

0.07 

0.05 

0.52 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.099 

0.005 

0.094 

0.145 

153.53 

Over Exploited 

Verawas 

0825000202977000 

0.04 

0.00 

22,865.77 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Agarpura 

0824000802875100 

0.07 

0.01 

431.87 

0.01 

0.00 

0.02 

0.01 

0.13 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.017 

0.001 

0.016 

0.049 

309.03 

Over Exploited 



0.07 

0.12 

64.87 

0.14 

0.02 

0.16 

0.03 

0.39 

- 

0.0200 

- 

- 

0.015 

0.035 

0.035 

0.194 

0.010 

0.184 

0.157 

85.38 

Semi Critical 

Akola 

0824000802874800 

0.07 

0.12 

10.90 

0.13 

0.03 

0.16 

0.05 

0.63 

- 

0.0300 

- 

- 

0.030 

0.060 

0.060 

0.224 

0.011 

0.213 

0.319 

149.90 

Over Exploited 


0824000902900800 

0.05 

0.00 

11,573.65 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

30,152.57 

Over Exploited 

Amarpura 

0824000502851700 

0.06 

0.03 

414.28 

0.04 

- 

0.04 

0.03 

0.39 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.047 

0.002 

0.044 

0.130 

292.78 

Over Exploited 



0.06 

0.00 

16,566.41 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Arjiya 

0824000802873300 

0.06 

0.00 

2,138.09 

0.00 

0.01 

0.01 

0.00 

0.03 

- 

- 

- 

- 

0.019 

0.019 

0.019 

0.033 

0.002 

0.032 

0.031 

98.81 

Critical 



0.06 

0.04 

431.55 

0.04 

0.01 

0.06 

0.02 

0.20 

- 

0.0200 

0.0369 

0.0444 

0.003 

0.105 

0.105 

0.160 

0.008 

0.152 

0.193 

127.06 

Over Exploited 



0.07 

0.12 

69.93 

0.15 

0.03 

0.18 

0.03 

0.35 

- 

0.0400 

0.0648 

0.0780 

0.025 

0.208 

0.208 

0.383 

0.019 

0.364 

0.337 

92.48 

Critical 



0.06 

0.00 

19,240.12 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

27,152.24 

Over Exploited 

Bagal Ki Jhunpariya 

0824000902896400 

0.06 

0.00 

1,914.33 

0.00 

0.00 

0.00 

0.01 

0.10 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.006 

0.000 

0.005 

0.031 

561.18 

Over Exploited 



0.06 

0.07 

258.36 

0.08 

0.02 

0.10 

0.04 

0.50 

- 

0.0200 

0.0175 

0.0211 

0.010 

0.068 

0.068 

0.166 

0.008 

0.158 

0.174 

110.44 

Over Exploited 

Balesariya 

0824000402830300 

0.04 

0.00 

12,081.41 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

0.006 

491.54 

Over Exploited 

Baliya Khera 

0824000902899100 

0.05 

0.00 

2,171.34 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ban Ka Khera 

0824000902892400 

0.05 

0.00 

1,147.56 

0.01 

0.02 

0.02 

0.00 

0.06 

- 

0.0100 

- 

- 

0.027 

0.037 

0.037 

0.061 

0.003 

0.058 

0.095 

165.74 

Over Exploited 



0.05 

0.15 

187.65 

0.18 

0.03 

0.21 

0.03 

0.33 

- 

0.0600 

- 

- 

0.014 

0.074 

0.074 

0.279 

0.014 

0.265 

0.534 

201.36 

Over Exploited 

Banera 

0824000402831500 

0.06 

0.00 

8,428.45 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.021 

4,102.15 

Over Exploited 



0.04 

0.00 

4,882.05 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.023 

2,195.11 

Over Exploited 

Baniyans 

0824000502844600 

0.03 

0.03 

235.41 

0.04 

0.02 

0.06 

0.05 

0.58 

- 

0.0300 

- 

- 

0.016 

0.046 

0.046 

0.107 

0.005 

0.102 

0.151 

147.82 

Over Exploited 

Bara Khera 

0824000902896800 

0.06 

0.00 

7,957.02 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0007 

0.0009 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.000 

19.46 

Safe 

Baran 

0824000402830200 

0.06 

0.00 

21,196.84 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.01 

723.70 

0.01 

- 

0.01 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.013 

0.045 

358.36 

Over Exploited 

Barla 

0824000902900000 

0.05 

0.00 

410,097.59 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Beeliya 

0824001102927500 

0.08 

0.00 

29,090.24 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

5,391.57 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0021 

0.0020 

- 

0.004 

0.004 

0.004 

0.000 

0.004 

0.015 

346.03 

Over Exploited 

Beran 

0824000402828300 

0.04 

0.00 

35,305.71 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.000 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhadali Khera 

0824000802873200 

0.06 

0.04 

116.59 

0.05 

0.00 

0.05 

0.05 

0.61 

- 

0.0100 

0.0175 

0.0169 

0.005 

0.049 

0.049 

0.102 

0.005 

0.097 

0.125 

129.34 

Over Exploited 

Bhadoo 

0824000502851300 

0.06 

0.00 

27,746.79 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.020 

13,702.33 

Over Exploited 



0.03 

0.00 

115,761.13 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhand Ki Baori 

0824000502844800 

0.03 

0.05 

163.34 

0.06 

0.02 

0.08 

0.05 

0.59 

- 

0.0100 

- 

- 

0.027 

0.037 

0.037 

0.115 

0.006 

0.109 

0.067 

61.75 

Safe 

Bhawani Singh Ka Khera 

0824001102932900 

0.08 

0.02 

527.18 

0.02 

0.00 

0.02 

0.01 

0.21 

- 

- 

0.0082 

0.0099 

0.000 

0.018 

0.018 

0.040 

0.002 

0.038 

0.046 

121.62 

Over Exploited 

Bheelwara (m) 

0824000842405000 

0.06 

0.00 

42,980.33 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.228 

52,518.42 

Over Exploited 



0.07 

0.01 

5,801.81 

0.01 

- 

0.01 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.024 

0.001 

0.023 

1.199 

5,201.65 

Over Exploited 



0.06 

0.00 

18,943.72 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0296 

0.0356 

- 

0.065 

0.065 

0.068 

0.003 

0.064 

0.527 

819.34 

Over Exploited 



0.07 

0.02 

4,081.00 

0.03 

- 

0.03 

0.00 

0.05 

- 

0.0100 

0.0941 

0.1132 

- 

0.217 

0.217 

0.245 

0.012 

0.233 

1.679 

720.74 

Over Exploited 



0.06 

0.23 

1,698.86 

0.27 

0.02 

0.29 

0.01 

0.15 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.343 

0.017 

0.326 

5.570 

1,710.50 

Over Exploited 



0.07 

0.02 

4,170.15 

0.03 

- 

0.03 

0.00 

0.04 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.037 

0.002 

0.035 

1.645 

4,697.65 

Over Exploited 

Bigod 

0824001102933600 

0.08 

0.00 

6,202.70 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.018 

5,282.93 

Over Exploited 

Bor Khera 

0824000902898300 

0.06 

0.06 

136.53 

0.07 

0.01 

0.09 

0.04 

0.54 

- 

0.0300 

- 

- 

0.005 

0.035 

0.035 

0.122 

0.006 

0.116 

0.266 

229.51 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Gneisses(B.G.C) 

0.591 

2.37 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.002 

0.14 

0.15 


Bordiyas 

082400090289840C 

2.568 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.002 

1.86 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

2.566 

1.86 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.13 

0.12 

0.25 

0.008 

0.64 

0.69 


Chainpuriya @ Theekariya 

0824001102933300 

3.012 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.063 

4.88 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.02 


Chamanpura 

0824000402830900 

2.312 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.142 

2.61 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.000 

0.03 

0.04 







Non-command 

Gneisses(B.G.C) 

0.010 

2.61 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Mandal 

Command 

Phyllite & Schist 

1.720 

2.61 

0.020 

0.13 

0.02 

0.00 

0.00 

0.06 

0.14 

0.13 

0.52 

0.006 

0.41 

0.45 







Command 

Gneisses(B.G.C) 

0.440 

2.61 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.10 

0.001 

0.10 

0.11 


Chawandiya 

0824000902892300 

12.895 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.519 

2.55 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.002 

0.02 

0.02 






Meja 

Command 

Gneisses(B.G.C) 

10.034 

2.55 

0.015 

0.12 

0.02 

0.00 

0.00 

0.02 

0.46 

0.46 

0.45 

0.032 

0.47 

0.48 


Chhapri 

0824000802873500 

10.201 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.466 

2.60 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.03 

0.03 






Mandal 

Command 

Gneisses(B.G.C) 

8.953 

2.60 

0.011 

0.07 

0.01 

0.00 

0.00 

0.12 

0.20 

0.19 

0.25 

0.036 

0.50 

0.53 


Chhatri Khera 

0824000402831000 

2.671 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.249 

2.38 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.05 

0.004 

0.25 

0.28 






Mandal 

Command 

Phyllite & Schist 

0.143 

2.38 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.03 

0.03 







Command 

Gneisses(B.G.C) 

1.279 

2.38 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.06 

0.004 

0.26 

0.28 


Chodhariyas @ Gega Ka Khera 

0824000902896000 

2.489 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.463 

4.86 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.03 

0.001 

0.13 

0.14 






Kothari Dam 

Command 

Phyllite & Schist 

1.891 

4.86 

0.020 

0.04 

0.01 

0.00 

0.00 

0.01 

0.21 

0.19 

0.14 

0.006 

0.52 

0.57 


Danta Nilawari 

0824000402830500 

3.078 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.070 

3.13 

0.015 

0.09 

0.01 

0.00 

0.00 

0.02 

0.21 

0.18 

0.33 

0.010 

0.55 

0.63 


Dantra (chhota) 

0824000902898000 

4.881 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.864 

3.99 

0.020 

0.07 

0.01 

0.00 

0.00 

0.06 

0.39 

0.36 

0.24 

0.015 

0.65 

0.70 






Kothari Dam 

Command 

Phyllite & Schist 

0.017 

3.99 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dariba 

0824000802872100 

7.995 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.133 

3.87 

0.020 

0.13 

0.02 

0.00 

0.00 

0.01 

0.65 

0.73 

0.50 

0.029 

0.50 

0.44 







Non-command 

Gneisses(B.G.C) 

0.457 

3.87 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.002 

0.03 

0.03 


Daulatpura 

0824000402832900 

3.240 

Fresh 

Mandal 

Command 

Gneisses(B.G.C) 

0.457 

3.25 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.08 

0.09 


Deoli 

0824000902898500 

11.772 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.042 

2.73 

0.020 

0.17 

0.02 

0.00 

0.00 

0.04 

0.44 

0.41 

0.64 

0.019 

0.33 

0.36 







Non-command 

Gneisses(B.G.C) 

5.173 

2.73 

0.015 

0.09 

0.01 

0.00 

0.00 

0.01 

0.29 

0.27 

0.35 

0.016 

0.29 

0.31 


Deopur 

0824001102933200 

2.491 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.351 

4.90 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.001 

0.10 

0.11 






Kothari Dam 

Command 

Phyllite & Schist 

0.340 

4.90 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.001 

0.09 

0.10 


Dhedhwas 

0824000502851800 

3.726 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.906 

2.20 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.15 

0.06 

0.010 

0.40 

0.39 






Meja 

Command 

Phyllite & Schist 

0.735 

2.20 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.002 

0.10 

0.10 


Dhelana 

0824000902899700 

4.002 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.955 

1.76 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.03 

0.003 

0.15 

0.16 






Meja 

Command 

Gneisses(B.G.C) 

2.739 

1.76 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.08 

0.08 

0.08 

0.009 

0.44 

0.46 


Dhokliya 

0824000902893500 

8.770 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.191 

0.97 

0.015 

0.02 

0.00 

0.00 

0.00 

0.02 

0.03 

0.03 

0.08 

0.007 

0.16 

0.18 


Dhool Khera 

0824000802872600 

5.563 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.281 

2.37 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.01 

0.005 

0.12 

0.12 






Meja 

Command 

Phyllite & Schist 

4.256 

2.37 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.22 

0.01 

0.017 

0.40 

0.39 


Dhoomras 

0824000802875200 

6.968 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.299 

2.89 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.03 

0.005 

0.11 

0.11 






Meja 

Command 

Gneisses(B.G.C) 

5.333 

2.89 

0.011 

0.04 

0.00 

0.00 

0.00 

0.02 

0.19 

0.20 

0.13 

0.021 

0.45 

0.44 


Dhunwala (mandal) 

0824000502844500 

17.146 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.046 

3.68 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.01 

0.003 

0.03 

0.03 


Dodwaniyon Ka Khera 

0824000402828200 

10.579 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.800 

3.30 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.02 

0.003 

0.04 

0.05 


Eras 

0824000802874900 

4.588 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.072 

3.39 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Meja 

Command 

Phyllite & Schist 

2.881 

3.39 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.22 

0.26 

0.12 

0.012 

0.37 

0.31 







Command 

Gneisses(B.G.C) 

1.635 

3.39 

0.011 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.07 

0.007 

0.21 

0.18 


Gadri Khera 

0824000502851600 

1.811 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.434 

3.72 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.13 

0.13 

0.11 

0.005 

0.41 

0.40 






Meja 

Command 

Phyllite & Schist 

0.377 

3.72 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.03 

0.001 

0.11 

0.11 


Gandheri 

0824000902896700 

2.471 

Fresh 

Kothari Dam 

Command 

Phyllite & Schist 

0.006 

4.69 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ganeshpura 

0824000402832800 

6.076 

Fresh 

Mandal 

Command 

Phyllite & Schist 

0.597 

2.67 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.002 

0.05 

0.06 







Command 

Gneisses(B.G.C) 

4.997 

2.67 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.21 

0.20 

0.07 

0.016 

0.46 

0.48 


Gaphesara 

0824000902898100 

6.915 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.503 

4.07 

0.020 

0.06 

0.01 

0.00 

0.00 

0.01 

0.49 

0.45 

0.20 

0.017 

0.53 

0.58 


Gokalpura 

0824000802874500 

1.245 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.088 

2.53 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.004 

0.53 

0.55 


Goojar Khera 

0824000902896600 

2.399 

Fresh 

Kothari Dam 

Command 

Phyllite & Schist 

2.157 

4.86 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.24 

0.22 

0.10 

0.007 

0.59 

0.64 


Gothra 

0824000902899200 

5.931 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.615 

1.77 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.11 

0.10 

0.00 

0.015 

0.51 

0.54 


Govindpura 

0824000802873000 

1.491 

Fresh 

Mandal 

Command 

Phyllite & Schist 

1.491 

2.26 

0.020 

0.04 

0.01 

0.00 

0.00 

0.01 

0.09 

0.10 

0.14 

0.006 

0.56 

0.51 



0824000902896100 

3.579 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.157 

4.84 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.13 

0.12 

0.004 

0.22 

0.24 






Kothari Dam 

Command 

Phyllite & Schist 

1.976 

4.84 

0.020 

0.05 

0.01 

0.00 

0.00 

0.02 

0.21 

0.19 

0.20 

0.006 

0.38 

0.41 


Gundli 

0824000802877200 

10.524 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.069 

3.74 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.01 

0.004 

0.06 

0.05 


Gurha 

0824000502845300 

0.954 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.006 

4.24 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Meja 

Command 

Phyllite & Schist 

0.520 

4.24 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.07 

0.002 

0.28 

0.28 


Haled 

0824000802875600 

10.004 

Fresh 

Meja 

Command 

Phyllite & Schist 

2.805 

3.76 

0.020 

0.03 

0.00 

0.00 

0.00 

0.02 

0.22 

0.26 

0.09 

0.011 

0.17 

0.14 







Command 

Gneisses(B.G.C) 

0.765 

3.76 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.02 

0.003 

0.05 

0.04 


Hathipura 

0824000902901000 

1.747 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.122 

1.93 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.04 

0.05 


Hooniya Khera 

0824000802873600 

1.990 

Fresh 

Mandal 

Command 

Gneisses(B.G.C) 

0.162 

3.07 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.001 

0.05 

0.05 


Iras 

0824000802871800 

2.357 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.015 

4.02 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Meja 

Command 

Phyllite & Schist 

0.041 

4.02 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Jaliya 

0824001102933000 

4.540 

Fresh 

Kothari Dam 

Command 

Phyllite & Schist 

0.675 

4.90 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.11 

0.002 

0.10 

0.11 


Jawal 

0824000902897700 

6.232 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.114 

3.81 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.24 

0.23 

0.36 

0.007 

0.22 

0.23 


Jeepiya 

0824000802872700 

10.382 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.385 

2.30 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.00 

0.006 

0.07 

0.07 






Mandal 

Command 

Phyllite & Schist 

0.238 

2.30 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 







Command 

Gneisses(B.G.C) 

0.007 

2.30 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Meja 

Command 

Phyllite & Schist 

8.751 

2.30 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.41 

0.42 

0.01 

0.035 

0.45 

0.44 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.05 

0.00 

582.08 

0.01 

0.00 

0.01 

0.01 

0.15 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

0.000 

0.005 

0.044 

838.17 

Over Exploited 

Bordiyas 

082400090289840C 

0.06 

0.00 

165,496.34 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.08 

44.94 

0.10 

0.01 

0.11 

0.05 

0.70 

- 

0.0300 

- 

- 

0.005 

0.035 

0.035 

0.148 

0.007 

0.140 

0.260 

185.43 

Over Exploited 

Chainpuriya @ Theekariya 

0824001102933300 

0.08 

0.00 

7,879.92 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

8,968.39 

Over Exploited 

Chamanpura 

0824000402830900 

0.06 

0.00 

5,896.18 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.042 

14,136.59 

Over Exploited 



0.04 

0.00 

39,165.33 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.04 

226.10 

0.05 

0.08 

0.13 

0.03 

0.44 

- 

0.0600 

0.0248 

0.0238 

0.091 

0.199 

0.199 

0.326 

0.016 

0.310 

0.528 

170.21 

Over Exploited 



0.04 

0.00 

1,739.73 

0.00 

0.00 

0.00 

0.01 

0.11 

- 

0.0100 

0.0063 

0.0061 

0.000 

0.023 

0.023 

0.025 

0.001 

0.024 

0.099 

414.48 

Over Exploited 

Chawandiya 

0824000902892300 

0.05 

0.00 

4,561.47 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.026 

3,529.90 

Over Exploited 



0.05 

0.24 

92.44 

0.29 

0.04 

0.33 

0.04 

0.51 

- 

0.0500 

- 

- 

0.036 

0.087 

0.087 

0.417 

0.021 

0.396 

0.481 

121.44 

Over Exploited 

Chhapri 

0824000802873500 

0.07 

0.00 

1,437.22 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.014 

1,484.73 

Over Exploited 



0.07 

0.30 

(38.14) 

0.24 

0.13 

0.37 

0.04 

0.54 

- 

0.0300 

0.1031 

0.1241 

0.178 

0.435 

0.435 

0.805 

0.040 

0.765 

0.287 

37.53 

Safe 

Chhatri Khera 

0824000402831000 

0.04 

0.01 

273.05 

0.02 

0.00 

0.02 

0.02 

0.27 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.033 

0.002 

0.032 

0.058 

182.79 

Over Exploited 



0.06 

0.00 

2,296.19 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

0.0021 

0.0020 

0.001 

0.005 

0.005 

0.006 

0.000 

0.006 

0.008 

142.21 

Over Exploited 



0.04 

0.01 

346.18 

0.02 

0.00 

0.02 

0.02 

0.28 

- 

0.0100 

0.0184 

0.0177 

0.002 

0.048 

0.048 

0.065 

0.003 

0.062 

0.064 

103.69 

Over Exploited 

Chodhariyas @ Gega Ka Khera 

0824000902896000 

0.06 

0.00 

1,375.03 

0.00 

- 

0.00 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.030 

788.26 

Over Exploited 



0.06 

0.06 

231.76 

0.07 

0.02 

0.09 

0.03 

0.55 

- 

0.0200 

0.0165 

0.0158 

0.011 

0.063 

0.063 

0.148 

0.007 

0.141 

0.145 

103.14 

Over Exploited 

Danta Nilawari 

0824000402830500 

0.04 

0.07 

170.29 

0.08 

0.03 

0.11 

0.05 

0.60 

- 

0.0600 

- 

- 

0.023 

0.083 

0.083 

0.190 

0.009 

0.180 

0.344 

190.96 

Over Exploited 

Dantra (chhota) 

0824000902898000 

0.06 

0.18 

98.36 

0.22 

0.07 

0.29 

0.05 

0.70 

- 

0.0300 

- 

- 

0.085 

0.115 

0.115 

0.401 

0.020 

0.381 

0.255 

67.08 

Safe 



0.06 

0.00 

57,439.13 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dariba 

0824000802872100 

0.06 

0.21 

246.60 

0.25 

0.03 

0.28 

0.04 

0.54 

- 

0.0600 

- 

- 

0.013 

0.073 

0.073 

0.355 

0.018 

0.337 

0.531 

157.25 

Over Exploited 



0.07 

0.00 

3,278.27 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.035 

3,118.85 

Over Exploited 

Daulatpura 

0824000402832900 

0.04 

0.00 

1,281.98 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

0.0039 

0.0063 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.007 

65.54 

Safe 

Deoli 

0824000902898500 

0.06 

0.12 

251.11 

0.14 

0.06 

0.20 

0.03 

0.36 

- 

0.0700 

- 

- 

0.063 

0.133 

0.133 

0.335 

0.017 

0.318 

0.662 

208.28 

Over Exploited 



0.05 

0.07 

260.65 

0.09 

0.02 

0.11 

0.02 

0.31 

- 

0.0400 

- 

- 

0.010 

0.050 

0.050 

0.155 

0.008 

0.147 

0.364 

247.74 

Over Exploited 

Deopur 

0824001102933200 

0.08 

0.00 

1,105.48 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.008 

269.17 

Over Exploited 



0.08 

0.00 

1,143.58 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

0.0030 

0.0028 

- 

0.006 

0.006 

0.009 

0.000 

0.008 

0.008 

95.77 

Critical 

Dhedhwas 

0824000502851800 

0.06 

0.07 

115.25 

0.08 

- 

0.08 

0.04 

0.44 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.095 

0.005 

0.090 

0.068 

75.26 

Semi Critical 



0.06 

0.00 

635.24 

0.01 

- 

0.01 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.012 

242.22 

Over Exploited 

Dhelana 

0824000902899700 

0.05 

0.01 

364.86 

0.01 

- 

0.01 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.008 

0.033 

399.50 

Over Exploited 



0.05 

0.06 

33.22 

0.07 

0.01 

0.08 

0.04 

0.47 

- 

0.0100 

- 

- 

0.014 

0.024 

0.024 

0.105 

0.005 

0.099 

0.093 

93.32 

Critical 

Dhokliya 

0824000902893500 

0.05 

0.02 

53.42 

0.02 

0.02 

0.04 

0.01 

0.18 

- 

0.0100 

- 

- 

0.034 

0.044 

0.044 

0.088 

0.004 

0.083 

0.085 

101.83 

Over Exploited 

Dhool Khera 

0824000802872600 

0.06 

0.01 

569.51 

0.01 

- 

0.01 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.011 

0.010 

95.99 

Critical 



0.06 

0.10 

111.48 

0.12 

- 

0.12 

0.04 

0.44 

- 

- 

- 

- 

- 

- 

- 

0.123 

0.006 

0.117 

0.029 

24.94 

Safe 

Dhoomras 

0824000802875200 

0.07 

0.01 

450.57 

0.01 

- 

0.01 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.011 

0.038 

346.31 

Over Exploited 



0.07 

0.16 

22.23 

0.20 

0.02 

0.21 

0.04 

0.49 

- 

0.0100 

- 

- 

0.026 

0.036 

0.036 

0.249 

0.012 

0.237 

0.154 

65.17 

Safe 

Dhunwala (mandal) 

0824000502844500 

0.03 

0.00 

5,016.61 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.017 

1,414.78 

Over Exploited 

Dodwaniyon Ka Khera 

0824000402828200 

0.04 

0.00 

3,154.87 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.007 

0.000 

0.007 

0.021 

302.49 

Over Exploited 

Eras 

0824000802874900 

0.07 

0.00 

7,073.41 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.002 

4,500.72 

Over Exploited 



0.06 

0.06 

313.98 

0.08 

0.00 

0.08 

0.03 

0.40 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.100 

0.005 

0.095 

0.136 

142.65 

Over Exploited 



0.07 

0.02 

309.92 

0.03 

0.00 

0.03 

0.02 

0.23 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.039 

0.002 

0.037 

0.079 

211.79 

Over Exploited 

Gadri Khera 

0824000502851600 

0.06 

0.03 

274.55 

0.04 

0.01 

0.05 

0.04 

0.44 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.068 

0.003 

0.065 

0.111 

171.10 

Over Exploited 



0.06 

0.00 

1,484.66 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.030 

1,100.63 

Over Exploited 

Gandheri 

0824000902896700 

0.06 

0.00 

94,948.69 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ganeshpura 

0824000402832800 

0.06 

0.00 

1,554.91 

0.00 

0.00 

0.00 

0.00 

0.06 

- 

- 

0.0052 

0.0083 

0.000 

0.014 

0.014 

0.016 

0.001 

0.015 

0.010 

66.03 

Safe 



0.04 

0.09 

114.44 

0.11 

0.01 

0.12 

0.04 

0.49 

- 

0.0100 

0.0432 

0.0693 

0.020 

0.142 

0.142 

0.264 

0.013 

0.251 

0.088 

35.21 

Safe 

Gaphesara 

0824000902898100 

0.06 

0.17 

169.23 

0.20 

0.02 

0.22 

0.04 

0.57 

- 

0.0200 

- 

- 

0.008 

0.028 

0.028 

0.244 

0.012 

0.232 

0.219 

94.48 

Critical 

Gokalpura 

0824000802874500 

0.07 

0.04 

(25.42) 

0.03 

- 

0.03 

0.04 

0.58 

- 

- 

- 

- 

- 

- 

- 

0.031 

0.002 

0.030 

0.014 

48.30 

Safe 

Goojar Khera 

0824000902896600 

0.06 

0.07 

199.74 

0.09 

- 

0.09 

0.04 

0.63 

- 

0.0100 

0.0150 

0.0181 

- 

0.043 

0.043 

0.131 

0.007 

0.125 

0.103 

82.45 

Semi Critical 

Gothra 

0824000902899200 

0.05 

0.12 

(10.17) 

0.10 

0.01 

0.12 

0.04 

0.55 

- 

- 

- 

- 

0.017 

0.017 

0.017 

0.133 

0.007 

0.126 

0.015 

11.56 

Safe 

Govindpura 

0824000802873000 

0.06 

0.05 

96.49 

0.06 

0.02 

0.08 

0.05 

0.61 

- 

0.0300 

0.0215 

0.0207 

0.012 

0.085 

0.085 

0.163 

0.008 

0.155 

0.150 

97.04 

Critical 


0824000902896100 

0.06 

0.01 

779.24 

0.02 

- 

0.02 

0.01 

0.23 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.028 

0.001 

0.026 

0.119 

451.54 

Over Exploited 



0.06 

0.04 

351.04 

0.05 

0.03 

0.08 

0.03 

0.40 

- 

0.0200 

0.0172 

0.0166 

0.028 

0.082 

0.082 

0.162 

0.008 

0.154 

0.208 

135.14 

Over Exploited 

Gundli 

0824000802877200 

0.07 

0.00 

1,087.73 

0.00 

0.00 

0.01 

0.00 

0.06 

- 

- 

- 

- 

0.000 

0.001 

0.001 

0.006 

0.000 

0.005 

0.018 

343.84 

Over Exploited 

Gurha 

0824000502845300 

0.06 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

1.68 

Safe 



0.06 

0.01 

642.27 

0.01 

0.00 

0.01 

0.03 

0.30 

- 

0.0100 

- 

- 

0.000 

0.011 

0.011 

0.021 

0.001 

0.020 

0.069 

340.92 

Over Exploited 

Haled 

0824000802875600 

0.06 

0.03 

823.14 

0.03 

0.02 

0.06 

0.01 

0.18 

- 

0.0200 

- 

- 

0.034 

0.054 

0.054 

0.111 

0.006 

0.105 

0.097 

92.41 

Critical 



0.07 

0.00 

2,004.48 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.027 

1,017.88 

Over Exploited 

Hathipura 

0824000902901000 

0.05 

0.00 

1,104.26 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

2,044.17 

Over Exploited 

Hooniya Khera 

0824000802873600 

0.07 

0.00 

2,640.67 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

0.0014 

0.0023 

- 

0.004 

0.004 

0.004 

0.000 

0.004 

0.025 

601.67 

Over Exploited 

Iras 

0824000802871800 

0.06 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

2.13 

Safe 



0.06 

0.00 

13,072.39 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

0.002 

227.98 

Over Exploited 

Jaliya 

0824001102933000 

0.08 

0.01 

1,565.06 

0.01 

- 

0.01 

0.01 

0.11 

- 

0.0200 

0.0059 

0.0057 

- 

0.032 

0.032 

0.038 

0.002 

0.036 

0.110 

305.95 

Over Exploited 

Jawal 

0824000902897700 

0.06 

0.03 

754.75 

0.03 

0.01 

0.04 

0.02 

0.24 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.082 

0.004 

0.078 

0.362 

464.31 

Over Exploited 

Jeepiya 

0824000802872700 

0.06 

0.01 

928.67 

0.01 

0.00 

0.01 

0.01 

0.08 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.018 

0.001 

0.017 

0.006 

32.44 

Safe 



0.06 

0.00 

6,366.02 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0034 

0.0033 

- 

0.007 

0.007 

0.007 

0.000 

0.007 

0.001 

14.60 

Safe 



0.07 

0.00 

109,856.69 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.24 

77.89 

0.28 

0.00 

0.29 

0.04 

0.49 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.290 

0.014 

0.275 

0.042 

15.32 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Jityas 

0824000902899300 

4.256 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.143 

1.60 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.09 

0.09 

0.00 

0.013 

0.63 

0.66 


Jodhras 

0824000802872800 

4.824 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.528 

1.97 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.002 

0.06 

0.05 






Mandal 

Command 

Phyllite & Schist 

1.048 

1.97 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.00 

0.004 

0.12 

0.11 






Meja 

Command 

Phyllite & Schist 

3.249 

1.97 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.15 

0.01 

0.013 

0.38 

0.34 


Jor 

0824000902896200 

1.748 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.119 

4.71 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.04 

0.05 






Kothari Dam 

Command 

Phyllite & Schist 

1.629 

4.71 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.21 

0.20 

0.27 

0.005 

0.61 

0.66 


Kajlodiya 

0824000402830700 

4.120 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.117 

2.81 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.23 

0.20 

0.25 

0.014 

0.56 

0.66 


Kakroliya Mafi 

0824000902893700 

6.082 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.082 

1.64 

0.015 

0.05 

0.01 

0.00 

0.00 

0.02 

0.17 

0.16 

0.17 

0.019 

0.65 

0.68 


Kali Randiya 

0824000902899400 

3.512 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.045 

1.63 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.06 

0.06 

0.00 

0.010 

0.56 

0.59 


Kaloo Khera 

0824000502851500 

7.120 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.730 

4.28 

0.020 

0.05 

0.01 

0.00 

0.00 

0.01 

0.26 

0.27 

0.17 

0.009 

0.20 

0.19 


Kalsans 

0824000402833000 

12.046 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.562 

2.66 

0.015 

0.03 

0.00 

0.00 

0.00 

0.02 

0.36 

0.34 

0.09 

0.028 

0.42 

0.44 






Mandal 

Command 

Gneisses(B.G.C) 

2.605 

2.66 

0.015 

0.01 

0.00 

0.00 

0.00 

0.03 

0.09 

0.08 

0.02 

0.009 

0.13 

0.13 


Kamalpura 

0824000402831300 

3.685 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.715 

2.90 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.05 

0.002 

0.11 

0.13 







Non-command 

Gneisses(B.G.C) 

2.861 

2.90 

0.015 

0.04 

0.01 

0.00 

0.00 

0.02 

0.13 

0.11 

0.15 

0.009 

0.44 

0.52 






Mandal 

Command 

Phyllite & Schist 

0.082 

2.90 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 







Command 

Gneisses(B.G.C) 

0.027 

2.90 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kawaliyas Mafi 

0824000902892500 

2.086 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.848 

2.17 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.10 

0.003 

0.26 

0.27 






Meja 

Command 

Gneisses(B.G.C) 

1.238 

2.17 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.07 

0.14 

0.004 

0.37 

0.39 


Keeratpura 

0824000802871900 

3.793 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.570 

3.44 

0.020 

0.01 

0.00 

0.00 

0.00 

0.02 

0.17 

0.17 

0.04 

0.010 

0.35 

0.34 






Meja 

Command 

Phyllite & Schist 

1.090 

3.44 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.01 

0.004 

0.15 

0.15 


Keerkhera 

0824000502845400 

4.498 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.308 

1.92 

0.020 

0.03 

0.01 

0.00 

0.00 

0.01 

0.18 

0.18 

0.09 

0.014 

0.50 

0.50 


Kherliya 

0824000402832600 

4.334 

Fresh 

Mandal 

Command 

Gneisses(B.G.C) 

0.242 

3.30 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.03 

0.04 


Kilpuriya 

0824000402830800 

2.232 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.232 

2.61 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.09 

0.07 

0.04 

0.007 

0.55 

0.63 


Kishangarh 

0824000902897900 

10.295 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.816 

3.40 

0.020 

0.14 

0.02 

0.00 

0.00 

0.04 

0.54 

0.51 

0.52 

0.022 

0.43 

0.46 







Non-command 

Gneisses(B.G.C) 

1.230 

3.40 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.06 

0.004 

0.08 

0.08 






Kothari Dam 

Command 

Phyllite & Schist 

0.164 

3.40 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.01 


Kochriya 

0824000502851400 

5.692 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.905 

3.84 

0.020 

0.10 

0.01 

0.00 

0.00 

0.02 

0.45 

0.44 

0.37 

0.016 

0.44 

0.45 







Non-command 

Gneisses(B.G.C) 

0.034 

3.84 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 



0824000802876900 

6.841 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.585 

3.44 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.04 

0.006 

0.13 

0.11 


Kodu Kota 

0824000802874700 

11.305 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

11.016 

2.51 

0.011 

0.15 

0.02 

0.00 

0.00 

0.03 

0.40 

0.39 

0.56 

0.044 

0.59 

0.61 


Kotri 

0824000802872000 

4.891 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.303 

3.65 

0.020 

0.04 

0.00 

0.00 

0.00 

0.01 

0.35 

0.36 

0.13 

0.017 

0.46 

0.44 


Lakhamaniyas 

0824000902893600 

8.531 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.179 

1.15 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.08 

0.010 

0.24 

0.26 


Lakshmipura 

0824000402832700 

3.091 

Fresh 

Mandal 

Command 

Phyllite & Schist 

0.087 

3.24 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.02 







Command 

Gneisses(B.G.C) 

0.715 

3.24 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.04 

0.03 

0.02 

0.002 

0.13 

0.14 


Lapiya 

0824000402832400 

6.538 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.433 

3.15 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.03 

0.001 

0.04 

0.04 


Lasariya 

0824000902892600 

6.512 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.973 

1.99 

0.015 

0.04 

0.01 

0.00 

0.00 

0.02 

0.13 

0.12 

0.14 

0.013 

0.40 

0.42 


Mahuwa Khurd 

0824000402831200 

12.633 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.824 

2.89 

0.020 

0.15 

0.02 

0.00 

0.00 

0.00 

0.41 

0.37 

0.58 

0.016 

0.21 

0.24 






Mandal 

Command 

Phyllite & Schist 

2.363 

2.89 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.21 

0.19 

0.29 

0.008 

0.10 

0.12 







Command 

Gneisses(B.G.C) 

1.845 

2.89 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.10 

0.17 

0.006 

0.08 

0.09 


Mali Khera 

0824000502845000 

6.079 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.460 

2.33 

0.015 

0.03 

0.01 

0.00 

0.00 

0.07 

0.11 

0.10 

0.10 

0.015 

0.39 

0.41 






Mandal 

Command 

Phyllite & Schist 

0.273 

2.33 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.03 







Command 

Gneisses(B.G.C) 

1.345 

2.33 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.03 

0.004 

0.12 

0.12 


Mali Khera @ Rajpu 

0824000502852000 

2.890 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.869 

3.00 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.19 

0.19 

0.09 

0.009 

0.51 

0.51 






Meja 

Command 

Phyllite & Schist 

0.021 

3.00 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Malola 

0824000802872500 

7.466 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.703 

1.46 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.01 

0.011 

0.20 

0.18 






Meja 

Command 

Phyllite & Schist 

4.697 

1.46 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.16 

0.03 

0.019 

0.35 

0.31 


Mandal 

0824000502845500 

42.569 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.935 

1.52 

0.020 

0.07 

0.02 

0.00 

0.00 

0.01 

0.31 

0.30 

0.24 

0.030 

0.11 

0.11 







Non-command 

Gneisses(B.G.C) 

6.891 

1.52 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.19 

0.18 

0.14 

0.023 

0.08 

0.09 






Mandal 

Command 

Phyllite & Schist 

0.106 

1.52 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Gneisses(B.G.C) 

0.162 

1.52 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 


Mandpiya 

0824000802877100 

6.011 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.207 

3.82 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.02 

0.02 







Non-command 

Gneisses(B.G.C) 

3.048 

3.82 

0.011 

0.01 

0.00 

0.00 

0.00 

0.03 

0.10 

0.12 

0.02 

0.012 

0.28 

0.25 


Marda Ki Jhunpariya 

0824000902896300 

2.130 

Fresh 

Kothari Dam 

Command 

Phyllite & Schist 

2.130 

4.85 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.28 

0.25 

0.30 

0.007 

0.66 

0.71 


Mejan 

0824000502851900 

8.230 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.969 

4.17 

0.020 

0.39 

0.06 

0.00 

0.00 

0.15 

0.85 

0.84 

1.53 

0.026 

0.50 

0.50 






Meja 

Command 

Phyllite & Schist 

0.259 

4.17 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.05 

0.001 

0.02 

0.02 


Mohanpura 

0824001102933900 

3.408 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.140 

4.66 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.03 

0.03 


Nanakpura 

0824000502844700 

3.896 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.512 

3.41 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.18 

0.16 

0.04 

0.012 

0.49 

0.57 


Nandrai 

0824000902896500 

22.944 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.338 

4.84 

0.020 

0.16 

0.02 

0.00 

0.00 

0.08 

0.58 

0.53 

0.60 

0.017 

0.16 

0.17 






Kothari Dam 

Command 

Phyllite & Schist 

16.230 

4.84 

0.020 

0.48 

0.07 

0.00 

0.00 

0.02 

1.96 

1.79 

1.84 

0.051 

0.47 

0.52 


Nanodiya 

0824000402831400 

4.927 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.685 

2.93 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.24 

0.20 

0.14 

0.015 

0.54 

0.65 


Neem Ka Khera 

0824000502844900 

3.318 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.167 

3.53 

0.015 

0.03 

0.00 

0.00 

0.00 

0.04 

0.16 

0.15 

0.09 

0.010 

0.51 

0.55 


Nohara 

0824000902899500 

3.598 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.598 

1.66 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.08 

0.08 

0.00 

0.011 

0.64 

0.69 


Palri 

0824000802872900 

3.879 

Fresh 

Mandal 

Command 

Phyllite & Schist 

3.879 

2.32 

0.020 

0.07 

0.01 

0.00 

0.00 

0.04 

0.20 

0.23 

0.28 

0.016 

0.57 

0.50 


Pansal 

0824000802872400 

14.760 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.730 

1.34 

0.020 

0.04 

0.01 

0.00 

0.00 

0.04 

0.14 

0.17 

0.13 

0.023 

0.23 

0.19 






Meja 

Command 

Phyllite & Schist 

8.061 

1.34 

0.020 

0.06 

0.01 

0.00 

0.00 

0.01 

0.25 

0.31 

0.19 

0.032 

0.32 

0.26 







Command 

Gneisses(B.G.C) 

0.721 

1.34 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.003 

0.03 

0.02 


Paroli Genta 

0824000902901100 

7.523 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.144 

2.40 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

0.911 

2.40 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.07 

0.003 

0.08 

0.08 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Jityas 

0824000902899300 

0.05 

0.13 

(33.82) 

0.10 

0.01 

0.11 

0.05 

0.68 

- 

- 

- 

- 

0.013 

0.013 

0.013 

0.125 

0.006 

0.119 

0.013 

10.98 

Safe 

Jodhras 

0824000802872800 

0.06 

0.00 

1,106.83 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.004 

184.85 

Over Exploited 



0.06 

0.01 

470.50 

0.01 

0.00 

0.01 

0.01 

0.13 

- 

- 

0.0151 

0.0145 

0.004 

0.033 

0.033 

0.045 

0.002 

0.043 

0.006 

14.52 

Safe 



0.06 

0.07 

108.81 

0.09 

0.00 

0.09 

0.03 

0.41 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.093 

0.005 

0.088 

0.024 

27.33 

Safe 

Jor 

0824000902896200 

0.06 

0.00 

3,269.56 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.019 

5,560.02 

Over Exploited 



0.06 

0.06 

243.04 

0.07 

0.01 

0.08 

0.05 

0.66 

- 

0.0300 

0.0113 

0.0136 

- 

0.055 

0.055 

0.134 

0.007 

0.127 

0.274 

215.38 

Over Exploited 

Kajlodiya 

0824000402830700 

0.04 

0.09 

111.71 

0.11 

0.01 

0.12 

0.05 

0.61 

- 

0.0300 

- 

- 

0.004 

0.034 

0.034 

0.158 

0.008 

0.150 

0.259 

172.70 

Over Exploited 

Kakroliya Mafi 

0824000902893700 

0.05 

0.20 

(20.07) 

0.16 

0.03 

0.19 

0.05 

0.70 

- 

0.0200 

- 

- 

0.036 

0.056 

0.056 

0.247 

0.012 

0.235 

0.193 

82.37 

Semi Critical 

Kali Randiya 

0824000902899400 

0.05 

0.08 

(29.61) 

0.07 

0.01 

0.08 

0.05 

0.60 

- 

- 

- 

- 

0.016 

0.016 

0.016 

0.095 

0.005 

0.090 

0.010 

10.64 

Safe 

Kaloo Khera 

0824000502851500 

0.06 

0.03 

727.97 

0.04 

0.02 

0.06 

0.02 

0.21 

- 

0.0200 

- 

- 

0.015 

0.035 

0.035 

0.093 

0.005 

0.088 

0.182 

206.54 

Over Exploited 

Kalsans 

0824000402833000 

0.04 

0.14 

138.19 

0.17 

0.02 

0.19 

0.04 

0.45 

- 

0.0100 

- 

- 

0.024 

0.034 

0.034 

0.223 

0.011 

0.211 

0.114 

53.95 

Safe 



0.04 

0.01 

533.80 

0.02 

0.03 

0.04 

0.01 

0.14 

- 

- 

0.0300 

0.0361 

0.039 

0.106 

0.106 

0.148 

0.007 

0.140 

0.033 

23.16 

Safe 

Kamalpura 

0824000402831300 

0.06 

0.00 

892.52 

0.01 

0.00 

0.01 

0.01 

0.12 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.016 

0.001 

0.015 

0.055 

359.57 

Over Exploited 



0.04 

0.05 

126.49 

0.06 

0.03 

0.09 

0.04 

0.47 

- 

0.0200 

- 

- 

0.031 

0.051 

0.051 

0.141 

0.007 

0.134 

0.158 

118.24 

Over Exploited 



0.06 

0.00 

6,981.47 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0009 

0.0011 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.008 

401.45 

Over Exploited 



0.04 

0.00 

22,326.92 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Kawaliyas Mafi 

0824000902892500 

0.05 

0.01 

393.01 

0.01 

0.00 

0.01 

0.02 

0.28 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.027 

0.001 

0.026 

0.105 

407.03 

Over Exploited 



0.05 

0.02 

188.32 

0.03 

0.01 

0.04 

0.03 

0.41 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.059 

0.003 

0.056 

0.148 

262.99 

Over Exploited 

Keeratpura 

0824000802871900 

0.06 

0.05 

215.87 

0.06 

0.02 

0.08 

0.03 

0.38 

- 

- 

- 

- 

0.030 

0.030 

0.030 

0.114 

0.006 

0.109 

0.046 

42.63 

Safe 



0.06 

0.01 

690.42 

0.01 

- 

0.01 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.011 

0.018 

167.92 

Over Exploited 

Keerkhera 

0824000502845400 

0.06 

0.13 

38.73 

0.15 

0.02 

0.17 

0.04 

0.54 

- 

0.0200 

- 

- 

0.008 

0.028 

0.028 

0.197 

0.010 

0.187 

0.100 

53.53 

Safe 

Kherliya 

0824000402832600 

0.04 

0.00 

3,341.38 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0021 

0.0034 

- 

0.006 

0.006 

0.006 

0.000 

0.006 

0.007 

121.94 

Over Exploited 

Kilpuriya 

0824000402830800 

0.04 

0.05 

51.38 

0.06 

0.01 

0.07 

0.05 

0.60 

- 

- 

- 

- 

0.018 

0.018 

0.018 

0.089 

0.004 

0.085 

0.049 

58.29 

Safe 

Kishangarh 

0824000902897900 

0.06 

0.17 

202.67 

0.20 

0.06 

0.26 

0.03 

0.46 

- 

0.0600 

- 

- 

0.060 

0.120 

0.120 

0.382 

0.019 

0.363 

0.540 

148.66 

Over Exploited 



0.05 

0.00 

1,534.17 

0.01 

- 

0.01 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.015 

0.064 

428.18 

Over Exploited 



0.06 

0.00 

10,572.99 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0011 

0.0014 

- 

0.003 

0.003 

0.003 

0.000 

0.002 

0.011 

423.05 

Over Exploited 

Kochriya 

0824000502851400 

0.06 

0.13 

239.50 

0.16 

0.03 

0.19 

0.04 

0.48 

- 

0.0400 

- 

- 

0.030 

0.070 

0.070 

0.256 

0.013 

0.244 

0.390 

160.17 

Over Exploited 



0.03 

0.00 

57,162.29 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 


0824000802876900 

0.07 

0.01 

464.10 

0.02 

0.00 

0.02 

0.01 

0.14 

- 

- 

- 

- 

0.001 

0.002 

0.002 

0.019 

0.001 

0.018 

0.044 

241.76 

Over Exploited 

Kodu Kota 

0824000802874700 

0.07 

0.44 

(10.68) 

0.39 

0.05 

0.45 

0.05 

0.64 

- 

0.0600 

- 

- 

0.047 

0.107 

0.107 

0.552 

0.028 

0.525 

0.602 

114.77 

Over Exploited 

Kotri 

0824000802872000 

0.06 

0.12 

203.70 

0.14 

0.01 

0.15 

0.04 

0.50 

- 

0.0100 

- 

- 

0.011 

0.022 

0.022 

0.172 

0.009 

0.163 

0.142 

87.29 

Semi Critical 

Lakhamaniyas 

0824000902893600 

0.05 

0.04 

77.48 

0.05 

0.00 

0.05 

0.02 

0.26 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.059 

0.003 

0.056 

0.094 

166.51 

Over Exploited 

Lakshmipura 

0824000402832700 

0.06 

0.00 

6,524.02 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0007 

0.0012 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.000 

15.02 

Safe 



0.04 

0.00 

836.09 

0.00 

0.01 

0.01 

0.01 

0.14 

- 

- 

0.0062 

0.0099 

0.009 

0.025 

0.025 

0.036 

0.002 

0.034 

0.020 

59.64 

Safe 

Lapiya 

0824000402832400 

0.06 

0.00 

3,291.64 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.026 

2,577.18 

Over Exploited 

Lasariya 

0824000902892600 

0.05 

0.08 

58.89 

0.09 

0.03 

0.12 

0.03 

0.43 

- 

0.0200 

- 

- 

0.024 

0.044 

0.044 

0.164 

0.008 

0.156 

0.157 

100.57 

Over Exploited 

Mahuwa Khurd 

0824000402831200 

0.06 

0.06 

547.93 

0.07 

0.02 

0.09 

0.02 

0.23 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.158 

0.008 

0.150 

0.597 

397.74 

Over Exploited 



0.06 

0.01 

1,264.22 

0.02 

0.01 

0.03 

0.01 

0.11 

- 

0.0300 

0.0204 

0.0328 

- 

0.083 

0.083 

0.109 

0.005 

0.104 

0.299 

287.19 

Over Exploited 



0.04 

0.01 

1,558.08 

0.01 

0.01 

0.02 

0.01 

0.09 

- 

0.0200 

0.0159 

0.0256 

- 

0.062 

0.062 

0.079 

0.004 

0.075 

0.173 

231.63 

Over Exploited 

Mali Khera 

0824000502845000 

0.03 

0.06 

76.02 

0.07 

0.08 

0.15 

0.03 

0.42 

- 

0.0200 

- 

- 

0.106 

0.126 

0.126 

0.275 

0.014 

0.261 

0.116 

44.33 

Safe 



0.06 

0.00 

2,984.74 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0047 

0.0057 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.011 

105.59 

Over Exploited 



0.03 

0.01 

949.07 

0.01 

0.00 

0.01 

0.01 

0.13 

- 

0.0100 

0.0232 

0.0280 

0.000 

0.061 

0.061 

0.067 

0.003 

0.064 

0.033 

52.27 

Safe 

Mali Khera @ Rajpu 

0824000502852000 

0.06 

0.09 

110.59 

0.11 

0.01 

0.11 

0.04 

0.56 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.130 

0.006 

0.123 

0.095 

77.54 

Semi Critical 



0.06 

0.00 

26,437.32 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Malola 

0824000802872500 

0.06 

0.03 

204.05 

0.04 

- 

0.04 

0.02 

0.22 

- 

- 

- 

- 

- 

- 

- 

0.039 

0.002 

0.037 

0.025 

67.26 

Safe 



0.06 

0.10 

66.53 

0.12 

- 

0.12 

0.03 

0.38 

- 

- 

- 

- 

- 

- 

- 

0.118 

0.006 

0.112 

0.044 

39.30 

Safe 

Mandal 

0824000502845500 

0.06 

0.06 

414.99 

0.07 

0.03 

0.11 

0.01 

0.12 

- 

0.0500 

- 

- 

0.022 

0.073 

0.073 

0.178 

0.009 

0.169 

0.270 

159.72 

Over Exploited 



0.03 

0.02 

870.95 

0.02 

0.01 

0.03 

0.01 

0.09 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.067 

0.003 

0.064 

0.160 

251.17 

Over Exploited 



0.06 

0.00 

37,686.54 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0018 

0.0022 

- 

0.004 

0.004 

0.004 

0.000 

0.004 

0.000 

9.20 

Safe 



0.03 

0.00 

34,494.41 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0028 

0.0034 

- 

0.006 

0.006 

0.006 

0.000 

0.006 

0.001 

9.10 

Safe 

Mandpiya 

0824000802877100 

0.06 

0.00 

7,108.28 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.003 

181.44 

Over Exploited 



0.07 

0.06 

101.55 

0.07 

0.03 

0.10 

0.02 

0.31 

- 

- 

- 

- 

0.051 

0.051 

0.051 

0.156 

0.008 

0.148 

0.035 

23.82 

Safe 

Marda Ki Jhunpariya 

0824000902896300 

0.06 

0.08 

215.55 

0.10 

0.01 

0.11 

0.05 

0.71 

- 

0.0300 

0.0148 

0.0178 

- 

0.063 

0.063 

0.170 

0.008 

0.161 

0.307 

190.38 

Over Exploited 

Mejan 

0824000502851900 

0.06 

0.24 

254.10 

0.29 

0.21 

0.50 

0.04 

0.54 

- 

0.1700 

- 

- 

0.224 

0.394 

0.394 

0.890 

0.044 

0.845 

1.552 

183.70 

Over Exploited 



0.06 

0.00 

12,463.89 

0.00 

- 

0.00 

0.00 

0.02 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.010 

0.001 

0.010 

0.049 

499.25 

Over Exploited 

Mohanpura 

0824001102933900 

0.08 

0.00 

3,880.34 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

2,185.16 

Over Exploited 

Nanakpura 

0824000502844700 

0.03 

0.06 

176.35 

0.07 

0.01 

0.08 

0.04 

0.54 

- 

0.0100 

- 

- 

0.019 

0.029 

0.029 

0.108 

0.005 

0.103 

0.055 

53.14 

Safe 

Nandrai 

0824000902896500 

0.06 

0.05 

1,001.71 

0.06 

0.10 

0.16 

0.01 

0.17 

- 

0.0700 

- 

- 

0.117 

0.187 

0.187 

0.343 

0.017 

0.326 

0.617 

189.28 

Over Exploited 



0.06 

0.44 

302.94 

0.53 

0.09 

0.63 

0.03 

0.51 

- 

0.2100 

0.1130 

0.1360 

0.037 

0.496 

0.496 

1.123 

0.056 

1.066 

1.889 

177.15 

Over Exploited 

Nanodiya 

0824000402831400 

0.04 

0.10 

94.74 

0.12 

0.01 

0.13 

0.05 

0.58 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.151 

0.008 

0.143 

0.153 

106.90 

Over Exploited 

Neem Ka Khera 

0824000502844900 

0.03 

0.05 

180.39 

0.06 

0.04 

0.10 

0.04 

0.55 

- 

0.0200 

- 

- 

0.060 

0.080 

0.080 

0.183 

0.009 

0.174 

0.104 

60.16 

Safe 

Nohara 

0824000902899500 

0.05 

0.12 

(34.00) 

0.09 

0.01 

0.10 

0.05 

0.70 

- 

- 

- 

- 

0.012 

0.012 

0.012 

0.113 

0.006 

0.107 

0.011 

10.58 

Safe 

Palri 

0824000802872900 

0.06 

0.13 

72.25 

0.16 

0.05 

0.21 

0.05 

0.62 

- 

0.0500 

0.0558 

0.0538 

0.057 

0.216 

0.216 

0.424 

0.021 

0.403 

0.294 

72.87 

Semi Critical 

Pansal 

0824000802872400 

0.06 

0.08 

121.37 

0.09 

0.05 

0.15 

0.02 

0.25 

- 

0.0200 

- 

- 

0.061 

0.081 

0.081 

0.227 

0.011 

0.215 

0.157 

72.90 

Semi Critical 



0.06 

0.16 

96.88 

0.19 

0.02 

0.21 

0.03 

0.35 

- 

0.0200 

- 

- 

0.022 

0.042 

0.042 

0.254 

0.013 

0.242 

0.223 

92.44 

Critical 



0.07 

0.00 

1,693.57 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.022 

1,361.88 

Over Exploited 

Paroli Genta 

0824000902901100 

0.06 

0.00 

6,139.67 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.019 

16,638.26 

Over Exploited 



0.05 

0.00 

1,242.37 

0.00 

0.00 

0.01 

0.01 

0.08 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.018 

0.001 

0.017 

0.069 

400.70 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Peethas 

082400050285110C 

17.344 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.336 

3.73 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.001 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

0.033 

3.73 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Pondras 

082400080287530C 

7.413 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.305 

2.63 

0.011 

0.02 

0.00 

0.00 

0.00 

0.02 

0.07 

0.07 

0.06 

0.009 

0.19 

0.19 






Meja 

Command 

Gneisses(B.G.C) 

5.108 

2.63 

0.011 

0.04 

0.01 

0.00 

0.00 

0.01 

0.17 

0.17 

0.14 

0.021 

0.42 

0.41 


Rampuriya @ Payra 

0824000402830400 

1.828 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.473 

3.07 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.12 

0.10 

0.22 

0.005 

0.45 

0.53 


Ramsinghpura @ Raisinghpur 

0824000402830600 

5.315 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.315 

2.67 

0.015 

0.09 

0.01 

0.00 

0.00 

0.01 

0.28 

0.25 

0.32 

0.017 

0.55 

0.63 


Raneegpura 

0824000402831100 

4.849 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.455 

2.49 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.05 

0.05 






Mandal 

Command 

Phyllite & Schist 

2.698 

2.49 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.15 

0.08 

0.009 

0.30 

0.31 







Command 

Gneisses(B.G.C) 

1.422 

2.49 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.03 

0.005 

0.16 

0.16 






Meja 

Command 

Phyllite & Schist 

0.024 

2.49 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Redwas 

0824000902894100 

9.379 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.880 

1.70 

0.015 

0.01 

0.00 

0.00 

0.00 

0.02 

0.14 

0.13 

0.00 

0.019 

0.41 

0.44 


Reechhra 

0824000802873700 

12.635 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.035 

2.99 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Mandal 

Command 

Gneisses(B.G.C) 

0.336 

2.99 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.02 


Roopaheli 

0824000802875400 

11.933 

Fresh 

Meja 

Command 

Gneisses(B.G.C) 

0.816 

3.39 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.04 

0.003 

0.04 

0.04 


Rooppura 

0824000802877000 

0.858 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.014 

3.75 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Rugnathpura @ Gawardi 

0824000902893900 

3.793 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.793 

1.53 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.08 

0.07 

0.00 

0.012 

0.65 

0.69 


Sabal Pura 

0824000902898600 

1.985 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.001 

2.73 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sablaji Ka Khera 

0824000902894000 

1.714 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.714 

1.57 

0.015 

0.02 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.06 

0.005 

0.65 

0.69 


Salampura 

0824000802872300 

3.817 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.618 

2.47 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.01 

0.002 

0.10 

0.08 






Meja 

Command 

Phyllite & Schist 

0.274 

2.47 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.001 

0.04 

0.03 


Salriya 

0824000902893800 

5.327 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.327 

1.59 

0.015 

0.06 

0.01 

0.00 

0.00 

0.03 

0.14 

0.14 

0.23 

0.017 

0.65 

0.68 


Sameliya 

0824000502851200 

10.586 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.125 

3.96 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Samori 

0824000802872200 

5.836 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.660 

2.73 

0.020 

0.04 

0.00 

0.00 

0.00 

0.04 

0.31 

0.37 

0.12 

0.023 

0.56 

0.47 


Santokpura 

0824000502845200 

4.006 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.796 

2.13 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.14 

0.07 

0.009 

0.36 

0.37 






Mandal 

Command 

Phyllite & Schist 

0.992 

2.13 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.02 

0.003 

0.13 

0.13 






Meja 

Command 

Phyllite & Schist 

0.219 

2.13 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.03 

0.03 


Satola 

0824000902892700 

5.886 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.699 

2.38 

0.015 

0.07 

0.01 

0.00 

0.00 

0.03 

0.20 

0.19 

0.25 

0.015 

0.51 

0.54 


Satola Ka Khera 

0824000902892100 

6.273 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.041 

2.46 

0.015 

0.08 

0.01 

0.00 

0.00 

0.02 

0.23 

0.22 

0.31 

0.016 

0.51 

0.53 


Sawaipur 

0824000902899600 

9.881 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.485 

1.68 

0.015 

0.14 

0.02 

0.00 

0.00 

0.00 

0.25 

0.24 

0.53 

0.017 

0.35 

0.37 






Meja 

Command 

Gneisses(B.G.C) 

2.672 

1.68 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.12 

0.12 

0.26 

0.008 

0.17 

0.18 


Seedriyas 

0824000802874400 

9.056 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.075 

2.60 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Shopura (gega Ka Khera) 

0824000902898200 

3.389 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.503 

2.91 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.12 

0.005 

0.29 

0.31 


Shri Nagar 

0824000802874600 

0.907 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.074 

2.52 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.05 

0.05 


Somsyas 

0824000902892200 

1.786 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.786 

2.36 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.05 

0.006 

0.63 

0.65 


Station Nagar 

0824000502845100 

3.961 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.976 

1.71 

0.020 

0.04 

0.01 

0.00 

0.00 

0.01 

0.13 

0.12 

0.14 

0.010 

0.39 

0.40 






Mandal 

Command 

Phyllite & Schist 

0.985 

1.71 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.05 

0.003 

0.13 

0.13 


Suras 

0824000502852100 

3.929 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.388 

3.50 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.21 

0.21 

0.19 

0.008 

0.31 

0.31 






Meja 

Command 

Phyllite & Schist 

1.529 

3.50 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.14 

0.12 

0.005 

0.20 

0.20 


Suwana 

0824000802875000 

24.538 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.412 

3.15 

0.011 

0.05 

0.01 

0.00 

0.00 

0.10 

0.06 

0.06 

0.18 

0.014 

0.08 

0.07 






Mandal 

Command 

Gneisses(B.G.C) 

0.000 

3.15 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Meja 

Command 

Phyllite & Schist 

2.203 

3.15 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.18 

0.12 

0.009 

0.05 

0.05 







Command 

Gneisses(B.G.C) 

18.270 

3.15 

0.011 

0.26 

0.04 

0.00 

0.00 

0.03 

0.83 

0.92 

0.95 

0.073 

0.43 

0.39 


Taswariya 

0824000802873400 

7.156 

Fresh 

Mandal 

Command 

Gneisses(B.G.C) 

7.156 

2.05 

0.011 

0.05 

0.01 

0.00 

0.00 

0.04 

0.16 

0.16 

0.16 

0.029 

0.56 

0.56 


Teli Khera 

0824000802873100 

1.718 

Fresh 

Mandal 

Command 

Phyllite & Schist 

0.824 

2.11 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.003 

0.27 

0.25 







Command 

Gneisses(B.G.C) 

0.895 

2.11 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.004 

0.29 

0.27 

Sub Basin: Mashi | 

07008056 

Achhojai 

0812001001572200 

4.293 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.293 

-0.38 

0.150 

0.49 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.93 

0.026 

0.49 

0.66 


Aidan Ka Bas 

0812000501503000 

2.171 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.171 

-0.47 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.012 

0.48 

0.68 


Akeda Chaud 

0812001001573500 

4.423 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.423 

0.41 

0.150 

0.19 

0.01 

0.00 

0.00 

0.00 

0.45 

0.33 

0.74 

0.027 

0.49 

0.66 


Amloda 

0812000301473800 

5.327 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.433 

-0.04 

0.150 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.018 

0.23 

0.32 







Non-command 

Quartzite 

0.566 

-0.04 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.004 

0.05 

0.07 


Anatpura 

0812000401487500 

8.792 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

8.656 

-1.33 

0.080 

0.58 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.24 

0.074 

0.48 

0.66 


Atalbiharipura 

0812001001570800 

1.672 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.130 

-0.58 

0.150 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.007 

0.32 

0.45 


Badanpura 

0812001001581100 

2.739 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.706 

3.25 

0.150 

0.09 

0.00 

0.00 

0.00 

0.00 

1.41 

1.14 

0.34 

0.017 

0.53 

0.66 







Non-command 

Quartzite 

0.033 

3.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Bagwada 

0812001001579500 

10.848 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.171 

1.49 

0.150 

0.12 

0.01 

0.00 

0.00 

0.00 

0.60 

0.49 

0.45 

0.013 

0.11 

0.14 







Non-command 

Quartzite 

1.699 

1.49 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.20 

0.010 

0.09 

0.11 


Baori 

0812000901559000 

4.018 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.018 

-0.35 

0.150 

0.23 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.90 

0.022 

0.53 

0.62 


Barh Jahota 

0812001001571000 

0.624 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.624 

-0.48 

0.150 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.004 

0.48 

0.66 


Barwara 

0812000401485900 

7.049 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.552 

-0.07 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.005 

0.04 

0.05 







Non-command 

Quartzite 

1.443 

-0.07 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.012 

0.10 

0.14 


Basri 

0812000901558800 

1.060 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.060 

-0.31 

0.150 

0.43 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.70 

0.006 

0.53 

0.62 


Bassi Jhajhra 

0812000501502700 

3.472 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.247 

-0.22 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.001 

0.03 

0.05 


Bassinaga 

0812000501500900 

15.548 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.651 

-0.51 

0.100 

0.26 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.00 

0.041 

0.29 

0.42 







Non-command 

Younger Alluvium 

5.854 

-0.51 

0.120 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.66 

0.025 

0.18 

0.26 


Beelpur 

0812001001576000 

3.771 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.138 

0.33 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.001 

0.02 

0.03 







Non-command 

Quartzite 

0.048 

0.33 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Beer Hathod 

0812000901559700 

1.608 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.679 

0.02 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.11 

0.004 

0.22 

0.25 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Peethas 

0824000502851100 

0.06 

0.00 

16,264.97 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.007 

0.000 

0.007 

0.030 

445.97 

Over Exploited 



0.03 

0.00 

187,368.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.000 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pondras 

0824000802875300 

0.07 

0.03 

143.98 

0.04 

0.02 

0.05 

0.02 

0.20 

- 

0.0100 

- 

- 

0.024 

0.034 

0.034 

0.085 

0.004 

0.081 

0.066 

82.30 

Semi Critical 



0.07 

0.14 

19.88 

0.17 

0.02 

0.19 

0.03 

0.45 

- 

0.0200 

- 

- 

0.010 

0.031 

0.031 

0.220 

0.011 

0.209 

0.158 

75.52 

Semi Critical 

Rampuriya @ Payra 

0824000402830400 

0.04 

0.03 

269.72 

0.03 

0.01 

0.04 

0.04 

0.49 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.077 

0.004 

0.073 

0.228 

312.64 

Over Exploited 

Ramsinghpura @ Raisinghpur 

0824000402830600 

0.04 

0.12 

110.93 

0.14 

0.02 

0.16 

0.05 

0.60 

- 

0.0600 

- 

- 

0.019 

0.079 

0.079 

0.242 

0.012 

0.230 

0.341 

148.70 

Over Exploited 

Raneegpura 

0824000402831100 

0.06 

0.00 

1,632.56 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

0.009 

655.77 

Over Exploited 



0.06 

0.04 

236.89 

0.05 

- 

0.05 

0.03 

0.32 

- 

0.0100 

0.0388 

0.0374 

- 

0.086 

0.086 

0.140 

0.007 

0.133 

0.087 

65.42 

Safe 



0.04 

0.01 

295,600.96 

0.01 

- 

0.01 

0.01 

0.17 

- 

- 

0.0205 

0.0197 

- 

0.040 

0.040 

0.051 

0.003 

0.048 

0.037 

75.90 

Semi Critical 



0.06 

0.00 

32,946.07 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Redwas 

0824000902894100 

0.05 

0.12 

6.20 

0.13 

0.02 

0.15 

0.03 

0.44 

- 

- 

- 

- 

0.036 

0.036 

0.036 

0.188 

0.009 

0.179 

0.019 

10.38 

Safe 

Reechhra 

0824000802873700 

0.07 

0.00 

26,207.04 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.00 

2,752.81 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0039 

0.0047 

- 

0.009 

0.009 

0.009 

0.000 

0.008 

0.008 

98.50 

Critical 

Roopaheli 

0824000802875400 

0.07 

0.00 

1,833.52 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.038 

1,502.95 

Over Exploited 

Rooppura 

0824000802877000 

0.07 

0.00 

7,900.26 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rugnathpura @ Gawardi 

0824000902893900 

0.05 

0.12 

(40.75) 

0.10 

0.01 

0.11 

0.05 

0.71 

- 

- 

- 

- 

0.014 

0.014 

0.014 

0.122 

0.006 

0.116 

0.012 

10.36 

Safe 

Sabal Pura 

0824000902898600 

0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sablaji Ka Khera 

0824000902894000 

0.05 

0.06 

(45.57) 

0.04 

0.03 

0.07 

0.05 

0.71 

- 

0.0100 

- 

- 

0.042 

0.052 

0.052 

0.125 

0.006 

0.118 

0.065 

55.23 

Safe 

Salampura 

0824000802872300 

0.06 

0.00 

954.62 

0.00 

0.00 

0.00 

0.01 

0.11 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

0.000 

0.005 

0.012 

260.54 

Over Exploited 



0.06 

0.00 

2,298.95 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.006 

750.63 

Over Exploited 

Salriya 

0824000902893800 

0.05 

0.17 

(21.15) 

0.14 

0.04 

0.18 

0.05 

0.70 

- 

0.0300 

- 

- 

0.051 

0.081 

0.081 

0.262 

0.013 

0.249 

0.245 

98.44 

Critical 

Sameliya 

0824000502851200 

0.06 

0.00 

21,871.35 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Samori 

0824000802872200 

0.06 

0.19 

95.37 

0.23 

0.04 

0.26 

0.05 

0.60 

- 

0.0100 

- 

- 

0.053 

0.063 

0.063 

0.326 

0.016 

0.310 

0.138 

44.46 

Safe 

Santokpura 

0824000502845200 

0.06 

0.06 

124.00 

0.07 

0.00 

0.07 

0.03 

0.40 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.084 

0.004 

0.080 

0.076 

95.81 

Critical 



0.06 

0.01 

564.05 

0.01 

0.00 

0.01 

0.01 

0.14 

- 

- 

0.0171 

0.0206 

0.001 

0.038 

0.038 

0.048 

0.002 

0.046 

0.022 

48.93 

Safe 



0.06 

0.00 

2,357.77 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

2,512.97 

Over Exploited 

Satola 

0824000902892700 

0.05 

0.12 

56.11 

0.14 

0.04 

0.18 

0.04 

0.56 

- 

0.0300 

- 

- 

0.044 

0.074 

0.074 

0.258 

0.013 

0.245 

0.260 

106.12 

Over Exploited 

Satola Ka Khera 

0824000902892100 

0.05 

0.13 

73.31 

0.15 

0.03 

0.19 

0.04 

0.55 

- 

0.0400 

- 

- 

0.034 

0.074 

0.074 

0.261 

0.013 

0.248 

0.328 

132.31 

Over Exploited 

Sawaipur 

0824000902899600 

0.05 

0.10 

148.11 

0.12 

0.02 

0.14 

0.03 

0.38 

- 

0.0600 

- 

- 

0.006 

0.066 

0.066 

0.206 

0.010 

0.196 

0.544 

277.79 

Over Exploited 



0.05 

0.02 

411.20 

0.03 

0.01 

0.04 

0.01 

0.19 

- 

0.0300 

- 

- 

0.004 

0.034 

0.034 

0.075 

0.004 

0.071 

0.268 

376.68 

Over Exploited 

Seedriyas 

0824000802874400 

0.07 

0.00 

7,576.46 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

17,848.60 

Over Exploited 

Shopura (gega Ka Khera) 

0824000902898200 

0.06 

0.03 

330.95 

0.03 

0.00 

0.03 

0.02 

0.31 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.041 

0.002 

0.039 

0.120 

310.54 

Over Exploited 

Shri Nagar 

0824000802874600 

0.07 

0.00 

686.95 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Somsyas 

0824000902892200 

0.05 

0.06 

42.10 

0.07 

0.00 

0.07 

0.05 

0.68 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.079 

0.004 

0.076 

0.060 

78.98 

Semi Critical 

Station Nagar 

0824000502845100 

0.06 

0.07 

75.66 

0.08 

0.02 

0.10 

0.03 

0.43 

- 

0.0300 

- 

- 

0.010 

0.040 

0.040 

0.140 

0.007 

0.133 

0.154 

115.38 

Over Exploited 



0.06 

0.01 

444.70 

0.01 

0.00 

0.01 

0.01 

0.14 

- 

0.0100 

0.0170 

0.0205 

0.002 

0.049 

0.049 

0.060 

0.003 

0.057 

0.051 

90.42 

Critical 

Suras 

0824000502852100 

0.06 

0.04 

370.36 

0.05 

0.01 

0.06 

0.03 

0.34 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.083 

0.004 

0.079 

0.200 

252.39 

Over Exploited 



0.06 

0.02 

658.63 

0.02 

- 

0.02 

0.02 

0.22 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.032 

0.002 

0.030 

0.120 

396.28 

Over Exploited 

Suwana 

0824000802875000 

0.07 

0.02 

245.33 

0.02 

0.11 

0.13 

0.01 

0.09 

- 

0.0200 

- 

- 

0.151 

0.171 

0.171 

0.303 

0.015 

0.288 

0.192 

66.52 

Safe 



0.07 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.01 

2,550.66 

0.01 

0.00 

0.01 

0.00 

0.06 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.030 

0.001 

0.028 

0.125 

443.63 

Over Exploited 



0.07 

0.54 

72.12 

0.64 

0.07 

0.71 

0.04 

0.47 

- 

0.1100 

- 

- 

0.039 

0.149 

0.149 

0.858 

0.043 

0.815 

1.023 

125.55 

Over Exploited 

Taswariya 

0824000802873400 

0.07 

0.27 

(42.29) 

0.22 

0.05 

0.27 

0.05 

0.61 

- 

0.0200 

0.0824 

0.0992 

0.067 

0.269 

0.269 

0.539 

0.027 

0.513 

0.189 

36.83 

Safe 

Teli Khera 

0824000802873100 

0.06 

0.01 

153.91 

0.02 

0.00 

0.02 

0.02 

0.29 

- 

- 

0.0095 

0.0114 

0.005 

0.026 

0.026 

0.045 

0.002 

0.043 

0.015 

35.67 

Safe 



0.07 

0.02 

26.34 

0.02 

- 

0.02 

0.02 

0.32 

- 

- 

0.0103 

0.0124 

- 

0.023 

0.023 

0.044 

0.002 

0.042 

0.016 

37.41 

Safe 


Sub Basin: Mashi | 

Achhojai 

0812001001572200 

0.24 

0.51 

- 

0.51 

0.02 

0.53 

0.06 

0.55 

0.06 

0.0700 

- 

- 

- 

0.070 

0.129 

0.654 

0.065 

0.589 

1.952 

331.70 

Over Exploited 

Aidan Ka Bas 

0812000501503000 

0.20 

0.21 

- 

0.21 

0.01 

0.22 

0.06 

0.54 

0.02 

0.0200 

- 

- 

- 

0.020 

0.045 

0.264 

0.026 

0.238 

0.425 

178.72 

Over Exploited 

Akeda Chaud 

0812001001573500 

0.24 

0.52 

(36.01) 

0.41 

0.01 

0.42 

0.06 

0.54 

0.06 

0.0300 

- 

- 

- 

0.030 

0.090 

0.514 

0.026 

0.488 

0.769 

157.67 

Over Exploited 

Amloda 

0812000301473800 

0.15 

0.08 

- 

0.08 

- 

0.08 

0.03 

0.26 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.104 

0.010 

0.094 

0.323 

344.64 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.079 

4,320.55 

Over Exploited 

Anatpura 

0812000401487500 

0.15 

0.62 

- 

0.62 

0.03 

0.65 

0.06 

0.53 

0.07 

0.0800 

- 

- 

- 

0.080 

0.152 

0.805 

0.080 

0.724 

2.316 

319.85 

Over Exploited 

Atalbiharipura 

0812001001570800 

0.24 

0.09 

- 

0.09 

- 

0.09 

0.04 

0.36 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.108 

0.011 

0.097 

0.324 

334.60 

Over Exploited 

Badanpura 

0812001001581100 

0.24 

0.34 

230.24 

0.41 

0.00 

0.41 

0.06 

0.59 

0.04 

0.0100 

- 

- 

0.000 

0.010 

0.051 

0.465 

0.023 

0.441 

0.360 

81.51 

Semi Critical 



0.01 

0.00 

81,869.84 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bagwada 

0812001001579500 

0.24 

0.06 

739.25 

0.07 

0.01 

0.08 

0.01 

0.12 

0.01 

0.0200 

- 

- 

- 

0.020 

0.027 

0.107 

0.005 

0.101 

0.467 

461.00 

Over Exploited 



0.01 

0.00 

5,461.43 

0.00 

- 

0.00 

0.01 

0.10 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.208 

1,835.35 

Over Exploited 

Baori 

0812000901559000 

0.22 

0.47 

- 

0.47 

0.01 

0.48 

0.06 

0.59 

0.06 

0.0300 

- 

- 

- 

0.030 

0.085 

0.562 

0.056 

0.506 

0.923 

182.45 

Over Exploited 

Barh Jahota 

0812001001571000 

0.24 

0.07 

- 

0.07 

0.00 

0.07 

0.06 

0.53 

0.01 

0.0100 

- 

- 

0.000 

0.010 

0.018 

0.090 

0.009 

0.081 

0.192 

236.47 

Over Exploited 

Barwara 

0812000401485900 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.003 

0.042 

1,302.97 

Over Exploited 



0.06 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.11 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.020 

0.002 

0.018 

0.169 

953.23 

Over Exploited 

Basri 

0812000901558800 

0.22 

0.12 

- 

0.12 

0.02 

0.14 

0.06 

0.59 

0.01 

0.0600 

- 

- 

- 

0.060 

0.074 

0.217 

0.022 

0.195 

1.708 

873.52 

Over Exploited 

Bassi Jhajhra 

0812000501502700 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.030 

1,821.92 

Over Exploited 

Bassinaga 

0812000501500900 

0.12 

0.34 

- 

0.34 

0.01 

0.35 

0.04 

0.33 

0.04 

0.0400 

- 

- 

0.001 

0.041 

0.082 

0.433 

0.043 

0.390 

1.037 

265.70 

Over Exploited 



0.15 

0.16 

- 

0.16 

0.01 

0.17 

0.02 

0.20 

0.02 

0.0200 

- 

- 

- 

0.020 

0.039 

0.206 

0.021 

0.185 

0.685 

369.97 

Over Exploited 

Beelpur 

0812001001576000 

0.24 

0.00 

1,744.45 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.023 

2,783.92 

Over Exploited 



0.01 

0.00 

6,008.71 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.006 

######### 

Over Exploited 

Beer Hathod 

0812000901559700 

0.22 

0.03 

(15.88) 

0.03 

- 

0.03 

0.03 

0.25 

0.00 

- 

- 

- 

- 

- 

0.004 

0.032 

0.002 

0.031 

0.112 

365.15 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Benarwith Daulatpura 

081200100157320C 

10.024 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

9.640 

0.97 

0.150 

0.45 

0.02 

0.00 

0.00 

0.00 

1.83 

1.53 

1.74 

0.059 

0.51 

0.61 


Bhambori 

0812000901560400 

11.068 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.698 

-0.85 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.004 

0.03 

0.04 







Non-command 

Younger Alluvium 

9.097 

-0.85 

0.150 

0.37 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.40 

0.049 

0.43 

0.52 


Bhatton Ki Gali 

0812001001571700 

7.633 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

7.633 

0.30 

0.150 

0.36 

0.02 

0.00 

0.00 

0.00 

0.69 

0.50 

1.37 

0.047 

0.49 

0.66 


Bheempura 

0812001001579400 

2.903 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.838 

1.06 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.13 

0.11 

0.005 

0.16 

0.20 


Bhikhawas 

0812000501501300 

7.295 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.502 

1.75 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.05 

0.002 

0.03 

0.05 







Non-command 

Younger Alluvium 

1.493 

1.75 

0.120 

0.04 

0.00 

0.00 

0.00 

0.02 

0.34 

0.22 

0.13 

0.006 

0.09 

0.14 


Bhoodarpura 

0812000901558500 

3.165 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.165 

-0.28 

0.150 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.61 

0.017 

0.53 

0.63 


Bhoorawali 

0812001001571500 

2.099 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.099 

-0.27 

0.150 

0.46 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.82 

0.013 

0.48 

0.66 


Biharipura 

0812001001566800 

5.693 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.693 

-1.06 

0.150 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.77 

0.035 

0.48 

0.66 


Bilochi 

0812001001574500 

6.380 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.812 

0.51 

0.150 

0.25 

0.01 

0.00 

0.00 

0.00 

0.46 

0.35 

0.96 

0.017 

0.24 

0.31 







Non-command 

Quartzite 

0.637 

0.51 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.14 

0.004 

0.05 

0.07 


Bindayaka 

0812000908129075 

11.627 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.394 

-0.31 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.02 

0.02 







Non-command 

Younger Alluvium 

0.041 

-0.31 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Boodthal 

0812001001573900 

5.160 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.160 

0.65 

0.150 

0.46 

0.02 

0.00 

0.00 

0.00 

0.95 

0.72 

1.79 

0.032 

0.51 

0.67 


Boytawala 

0812000901559200 

5.006 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.730 

-0.41 

0.150 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.026 

0.51 

0.58 


Bugalya 

0812001001568700 

4.407 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.689 

1.44 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.11 

0.11 

0.004 

0.08 

0.10 


Chak Baori 

0812000901558900 

0.502 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.502 

-0.34 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.003 

0.53 

0.62 


Chak Barh 

0812000901558100 

0.745 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.745 

-0.83 

0.150 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.004 

0.52 

0.63 


Chak Basri 

0812000901558600 

0.852 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.852 

-0.28 

0.150 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.54 

0.005 

0.53 

0.63 


Chak Boytawala 

0812000901558300 

1.431 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.431 

-0.37 

0.150 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.008 

0.52 

0.64 


Chak Degrawas 

0812001001574100 

6.832 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.832 

-0.25 

0.150 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.042 

0.52 

0.67 


Chak Jaitpura 

0812001001569500 

0.789 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.789 

-0.52 

0.150 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.005 

0.48 

0.66 


Chak Nangal 

0812001001581800 

0.123 

Fresh 

Non-command 

Non-command 

Quartzite 

0.123 

1.96 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.12 

0.001 

0.55 

0.65 


Chak Pokharawala 

0812001001579300 

0.740 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.735 

1.02 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.00 

0.005 

0.54 

0.69 


Chak Rojda 

0812001001569400 

2.893 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.893 

-0.51 

0.150 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.68 

0.018 

0.49 

0.66 


Chak Sarna Doongar 

0812000901558700 

0.810 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.810 

-0.26 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.004 

0.52 

0.63 


Champapura 

0812000901560000 

1.377 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.377 

-0.93 

0.150 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.007 

0.52 

0.63 


Charan_nadi 

0812000908129078 

3.078 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.101 

-0.33 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.02 


Charanwas 

0812000901557400 

4.139 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.190 

-0.74 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.001 

0.02 

0.03 







Non-command 

Younger Alluvium 

3.940 

-0.74 

0.150 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.52 

0.021 

0.47 

0.63 


Chatarpura 

0812001001572100 

4.774 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.774 

-0.13 

0.150 

0.51 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.01 

0.029 

0.49 

0.66 


Cheethwari 

0812000401487600 

10.404 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

10.347 

-0.81 

0.080 

0.56 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.12 

0.088 

0.51 

0.67 


Chetawala 

0812001001581200 

3.344 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.344 

3.96 

0.150 

0.27 

0.01 

0.00 

0.00 

0.00 

2.24 

1.81 

1.06 

0.021 

0.53 

0.66 


Chhanwar Ka Bas 

0812001001581300 

0.507 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.507 

3.60 

0.150 

0.42 

0.02 

0.00 

0.00 

0.00 

0.67 

0.54 

1.66 

0.003 

0.53 

0.66 


Chimanpura 

0812001001571600 

3.633 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.633 

-0.82 

0.150 

0.60 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.39 

0.022 

0.48 

0.66 


Chirara 

0812001001580900 

1.830 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.321 

3.80 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.21 

0.18 

0.10 

0.002 

0.10 

0.12 







Non-command 

Quartzite 

1.509 

3.80 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.18 

0.15 

0.29 

0.009 

0.45 

0.54 


Chomu (m) 

0812000441204000 

23.522 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

9.729 

-1.29 

0.080 

0.82 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.81 

1.866 

0.20 

0.27 


Chonp 

0812001001574300 

9.734 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

9.681 

1.05 

0.150 

0.96 

0.05 

0.00 

0.00 

0.00 

2.44 

1.94 

3.77 

0.060 

0.54 

0.68 







Non-command 

Quartzite 

0.053 

1.05 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.00 

0.00 


Dabri 

0812001001573800 

6.236 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.236 

0.26 

0.150 

0.25 

0.01 

0.00 

0.00 

0.00 

0.49 

0.36 

0.95 

0.038 

0.50 

0.66 


Dadar Baori 

0812001001569700 

3.477 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.006 

-0.53 

0.150 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.58 

0.019 

0.42 

0.57 


Dahra 

0812000401486700 

5.195 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.846 

-0.11 

0.080 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.041 

0.48 

0.66 







Non-command 

Quartzite 

0.304 

-0.11 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.003 

0.03 

0.04 


Dalpura 

0812001001572700 

2.864 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.864 

0.11 

0.150 

0.17 

0.01 

0.00 

0.00 

0.00 

0.21 

0.16 

0.66 

0.018 

0.51 

0.65 


Datawata 

0812001001572000 

1.919 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.919 

0.68 

0.150 

0.12 

0.01 

0.00 

0.00 

0.00 

0.31 

0.23 

0.45 

0.012 

0.50 

0.66 


Daulatpura 

0812001001580600 

10.103 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.686 

2.28 

0.150 

0.16 

0.01 

0.00 

0.00 

0.00 

1.75 

1.48 

0.61 

0.029 

0.26 

0.31 







Non-command 

Quartzite 

1.493 

2.28 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.11 

0.009 

0.08 

0.10 


Degrawas 

0812001001574000 

3.260 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.260 

1.68 

0.150 

0.12 

0.01 

0.00 

0.00 

0.00 

0.93 

0.74 

0.46 

0.020 

0.53 

0.67 


Deogudha 

0812001001570600 

4.531 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.396 

-0.60 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.002 

0.04 

0.06 


Dhankya 

0812000901563000 

7.371 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.004 

-0.47 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dhaoli 

0812000301474000 

5.018 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.178 

-0.06 

0.150 

0.25 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.98 

0.031 

0.42 

0.58 


Dharampura 

0812000901557900 

1.048 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.048 

-1.07 

0.150 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.006 

0.52 

0.63 


Durjaniyawas 

0812000901560600 

2.532 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.423 

-0.78 

0.150 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.013 

0.50 

0.62 


Dwarkapura 

0812001001571300 

0.616 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.616 

-0.38 

0.150 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.55 

0.004 

0.48 

0.66 


Dweeppura 

0812001001582000 

1.242 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.242 

2.16 

0.150 

0.06 

0.00 

0.00 

0.00 

0.00 

0.46 

0.39 

0.23 

0.008 

0.55 

0.65 


Fatehpura 

0812000401487700 

6.041 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.038 

-0.65 

0.080 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.55 

0.052 

0.51 

0.68 


Gajadharpura 

0812000901558000 

4.478 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.478 

-0.99 

0.150 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.72 

0.024 

0.52 

0.64 


Ghatwada 

0812001001574700 

5.622 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.945 

0.34 

0.150 

0.44 

0.02 

0.00 

0.00 

0.00 

0.67 

0.50 

1.71 

0.031 

0.47 

0.64 







Non-command 

Quartzite 

0.097 

0.34 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.001 

0.01 

0.01 


Gokulpura 

0812000501502800 

3.380 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.185 

-0.13 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.005 

0.16 

0.24 


Govindpura 

0812000908129019 

4.011 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.032 

1.27 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 



0812001001571900 

3.501 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.501 

1.26 

0.150 

0.65 

0.03 

0.00 

0.00 

0.00 

1.28 

0.99 

2.58 

0.022 

0.50 

0.66 


Gurha Kumawatan 

0812000501503100 

4.842 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.154 

-0.35 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.006 

0.11 

0.16 


Gurha Mansingh 

0812000501500500 

9.338 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.884 

3.62 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.38 

0.27 

0.22 

0.004 

0.04 

0.06 


Hanumanpura With Chak 

0812001001582400 

0.673 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.541 

3.21 

0.150 

0.15 

0.01 

0.00 

0.00 

0.00 

0.40 

0.34 

0.60 

0.003 

0.45 

0.53 







Non-command 

Quartzite 

0.132 

3.21 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.09 

0.001 

0.11 

0.13 





Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Benarwith Daulatpura 

0812001001573200 

0.24 

1.18 

29.39 

1.42 

0.02 

1.44 

0.06 

0.57 

0.14 

0.0700 

- 

- 

- 

0.070 

0.210 

1.651 

0.083 

1.568 

1.796 

114.56 

Over Exploited 

Bhambori 

0812000901560400 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.001 

0.005 

0.106 

2,280.68 

Over Exploited 



0.22 

0.86 

- 

0.86 

0.02 

0.88 

0.05 

0.48 

0.10 

0.0500 

- 

- 

0.001 

0.051 

0.152 

1.034 

0.103 

0.930 

1.452 

156.10 

Over Exploited 

Bhatton Ki Gali 

0812001001571700 

0.24 

0.89 

(43.48) 

0.71 

0.02 

0.73 

0.06 

0.54 

0.10 

0.0500 

- 

- 

0.000 

0.050 

0.153 

0.885 

0.044 

0.840 

1.420 

169.00 

Over Exploited 

Bheempura 

0812001001579400 

0.24 

0.03 

304.78 

0.04 

- 

0.04 

0.02 

0.18 

0.00 

- 

- 

- 

- 

- 

0.004 

0.042 

0.002 

0.040 

0.113 

281.36 

Over Exploited 

Bhikhawas 

0812000501501300 

0.12 

0.00 

3,336.55 

0.00 

0.00 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

0.000 

0.000 

0.001 

0.003 

0.000 

0.003 

0.050 

1,781.16 

Over Exploited 



0.15 

0.02 

969.77 

0.02 

0.02 

0.04 

0.01 

0.10 

0.00 

- 

- 

- 

0.027 

0.027 

0.029 

0.072 

0.004 

0.068 

0.138 

203.15 

Over Exploited 

Bhoodarpura 

0812000901558500 

0.22 

0.37 

- 

0.37 

0.01 

0.38 

0.06 

0.59 

0.04 

0.0200 

- 

- 

- 

0.020 

0.063 

0.439 

0.044 

0.395 

0.629 

159.38 

Over Exploited 

Bhoorawali 

0812001001571500 

0.24 

0.24 

- 

0.24 

0.02 

0.26 

0.06 

0.54 

0.03 

0.0700 

- 

- 

0.001 

0.071 

0.099 

0.361 

0.036 

0.325 

1.831 

562.96 

Over Exploited 

Biharipura 

0812001001566800 

0.24 

0.65 

- 

0.65 

0.01 

0.66 

0.05 

0.53 

0.07 

0.0300 

- 

- 

- 

0.030 

0.105 

0.767 

0.077 

0.690 

0.801 

116.09 

Over Exploited 

Bilochi 

0812001001574500 

0.24 

0.16 

219,834.31 

0.19 

0.01 

0.20 

0.03 

0.27 

0.02 

0.0400 

- 

- 

- 

0.040 

0.059 

0.262 

0.013 

0.249 

0.976 

392.67 

Over Exploited 



0.01 

0.00 

10,281.07 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.010 

0.001 

0.010 

0.141 

1,419.17 

Over Exploited 

Bindayaka 

0812000908129075 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.002 

150.65 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Boodthal 

0812001001573900 

0.24 

0.63 

14.86 

0.72 

0.02 

0.74 

0.06 

0.57 

0.07 

0.0700 

- 

- 

- 

0.070 

0.143 

0.887 

0.044 

0.842 

1.821 

216.16 

Over Exploited 

Boytawala 

0812000901559200 

0.22 

0.53 

- 

0.53 

- 

0.53 

0.06 

0.57 

0.06 

- 

- 

- 

- 

- 

0.063 

0.588 

0.059 

0.529 

0.134 

25.23 

Safe 

Bugalya 

0812001001568700 

0.22 

0.01 

845.05 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.015 

0.001 

0.014 

0.112 

788.28 

Over Exploited 

Chak Baori 

0812000901558900 

0.22 

0.06 

- 

0.06 

- 

0.06 

0.06 

0.59 

0.01 

- 

- 

- 

- 

- 

0.007 

0.065 

0.007 

0.059 

0.105 

178.20 

Over Exploited 

Chak Barh 

0812000901558100 

0.22 

0.09 

- 

0.09 

- 

0.09 

0.06 

0.58 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.106 

0.011 

0.095 

0.156 

163.74 

Over Exploited 

Chak Basri 

0812000901558600 

0.22 

0.10 

- 

0.10 

0.01 

0.11 

0.06 

0.59 

0.01 

0.0200 

- 

- 

- 

0.020 

0.032 

0.140 

0.014 

0.126 

0.547 

433.63 

Over Exploited 

Chak Boytawala 

0812000901558300 

0.22 

0.16 

- 

0.16 

- 

0.16 

0.06 

0.58 

0.02 

0.0100 

- 

- 

- 

0.010 

0.029 

0.192 

0.019 

0.173 

0.173 

99.89 

Critical 

Chak Degrawas 

0812001001574100 

0.24 

0.85 

- 

0.85 

0.00 

0.85 

0.06 

0.58 

0.10 

0.0100 

- 

- 

0.002 

0.012 

0.111 

0.960 

0.096 

0.864 

0.290 

33.57 

Safe 

Chak Jaitpura 

0812001001569500 

0.24 

0.09 

- 

0.09 

- 

0.09 

0.06 

0.54 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.112 

0.011 

0.101 

0.295 

292.04 

Over Exploited 

Chak Nangal 

0812001001581800 

0.01 

0.00 

4,231.75 

0.00 

- 

0.00 

0.06 

0.61 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.120 

14,191.43 

Over Exploited 

Chak Pokharawala 

0812001001579300 

0.24 

0.10 

(7.33) 

0.09 

- 

0.09 

0.06 

0.61 

0.01 

- 

- 

- 

- 

- 

0.011 

0.100 

0.005 

0.095 

0.005 

4.76 

Safe 

Chak Rojda 

0812001001569400 

0.24 

0.34 

- 

0.34 

0.01 

0.35 

0.06 

0.54 

0.04 

0.0300 

- 

- 

0.002 

0.032 

0.071 

0.421 

0.042 

0.379 

0.698 

184.26 

Over Exploited 

Chak Sarna Doongar 

0812000901558700 

0.22 

0.09 

- 

0.09 

- 

0.09 

0.06 

0.58 

0.01 

- 

- 

- 

- 

- 

0.011 

0.104 

0.010 

0.094 

0.116 

124.01 

Over Exploited 

Champapura 

0812000901560000 

0.22 

0.16 

- 

0.16 

- 

0.16 

0.06 

0.59 

0.02 

0.0100 

- 

- 

- 

0.010 

0.029 

0.187 

0.019 

0.169 

0.355 

210.82 

Over Exploited 

Charan_nadi 

0812000908129078 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.012 

2,937.29 

Over Exploited 

Charanwas 

0812000901557400 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.036 

4,142.02 

Over Exploited 



0.22 

0.41 

- 

0.41 

0.01 

0.42 

0.06 

0.53 

0.05 

0.0200 

- 

- 

- 

0.020 

0.068 

0.488 

0.049 

0.439 

0.544 

124.00 

Over Exploited 

Chatarpura 

0812001001572100 

0.24 

0.57 

- 

0.57 

0.03 

0.60 

0.06 

0.55 

0.07 

0.0800 

- 

- 

0.001 

0.081 

0.147 

0.743 

0.074 

0.669 

2.035 

304.27 

Over Exploited 

Cheethwari 

0812000401487600 

0.15 

0.79 

- 

0.79 

0.03 

0.82 

0.06 

0.57 

0.09 

0.0800 

- 

- 

- 

0.080 

0.172 

0.989 

0.099 

0.890 

2.206 

247.95 

Over Exploited 

Chetawala 

0812001001581200 

0.24 

0.43 

322.69 

0.51 

0.01 

0.52 

0.06 

0.60 

0.05 

0.0400 

- 

- 

- 

0.040 

0.090 

0.614 

0.031 

0.583 

1.085 

185.98 

Over Exploited 

Chhanwar Ka Bas 

0812001001581300 

0.24 

0.06 

740.87 

0.08 

0.02 

0.10 

0.06 

0.59 

0.01 

0.0600 

- 

- 

- 

0.060 

0.068 

0.165 

0.008 

0.157 

1.664 

1,060.46 

Over Exploited 

Chimanpura 

0812001001571600 

0.24 

0.42 

- 

0.42 

0.03 

0.45 

0.06 

0.53 

0.05 

0.0900 

- 

- 

- 

0.090 

0.138 

0.585 

0.059 

0.527 

2.408 

457.30 

Over Exploited 

Chirara 

0812001001580900 

0.24 

0.01 

2,290.49 

0.01 

- 

0.01 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.000 

0.009 

0.100 

1,078.15 

Over Exploited 



0.01 

0.01 

2,151.79 

0.01 

- 

0.01 

0.05 

0.50 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.019 

0.001 

0.018 

0.295 

1,637.61 

Over Exploited 

Chomu (m) 

0812000441204000 

0.15 

0.29 

- 

0.29 

0.01 

0.30 

0.02 

0.22 

0.03 

0.0300 

- 

- 

- 

0.030 

0.063 

0.361 

0.036 

0.325 

2.680 

824.12 

Over Exploited 

Chonp 

0812001001574300 

0.24 

1.25 

55.57 

1.50 

0.05 

1.55 

0.06 

0.60 

0.15 

0.1400 

- 

- 

0.001 

0.142 

0.288 

1.836 

0.092 

1.744 

3.827 

219.45 

Over Exploited 



0.01 

0.00 

58,220.56 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.016 

######### 

Over Exploited 

Dabri 

0812001001573800 

0.24 

0.74 

(51.05) 

0.60 

0.01 

0.61 

0.06 

0.55 

0.09 

0.0400 

- 

- 

0.000 

0.040 

0.127 

0.732 

0.037 

0.695 

0.986 

141.89 

Over Exploited 

Dadar Baori 

0812001001569700 

0.24 

0.30 

- 

0.30 

0.01 

0.31 

0.05 

0.46 

0.03 

0.0200 

- 

- 

- 

0.020 

0.055 

0.365 

0.037 

0.329 

0.600 

182.35 

Over Exploited 

Dahra 

0812000401486700 

0.15 

0.35 

- 

0.35 

- 

0.35 

0.06 

0.54 

0.04 

0.0100 

- 

- 

- 

0.010 

0.051 

0.402 

0.040 

0.362 

0.377 

104.18 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.037 

6,595.81 

Over Exploited 

Dalpura 

0812001001572700 

0.24 

0.35 

(53.88) 

0.28 

0.01 

0.29 

0.06 

0.57 

0.04 

0.0200 

- 

- 

- 

0.020 

0.061 

0.350 

0.018 

0.333 

0.675 

202.90 

Over Exploited 

Datawata 

0812001001572000 

0.24 

0.23 

1.60 

0.23 

0.01 

0.24 

0.06 

0.56 

0.03 

0.0200 

- 

- 

- 

0.020 

0.047 

0.291 

0.015 

0.277 

0.462 

166.98 

Over Exploited 

Daulatpura 

0812001001580600 

0.24 

0.29 

406.16 

0.35 

0.01 

0.36 

0.03 

0.29 

0.03 

0.0200 

- 

- 

- 

0.020 

0.055 

0.416 

0.021 

0.395 

0.634 

160.31 

Over Exploited 



0.01 

0.00 

31,473.71 

0.00 

- 

0.00 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.117 

13,216.75 

Over Exploited 

Degrawas 

0812001001574000 

0.24 

0.41 

77.95 

0.50 

0.01 

0.51 

0.06 

0.59 

0.05 

0.0200 

- 

- 

- 

0.020 

0.068 

0.575 

0.029 

0.546 

0.475 

87.01 

Semi Critical 

Deogudha 

0812001001570600 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.094 

2,371.17 

Over Exploited 

Dhankya 

0812000901563000 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dhaoli 

0812000301474000 

0.15 

0.27 

- 

0.27 

0.01 

0.28 

0.05 

0.47 

0.03 

0.0400 

- 

- 

- 

0.040 

0.071 

0.347 

0.035 

0.312 

1.007 

322.60 

Over Exploited 

Dharampura 

0812000901557900 

0.22 

0.12 

- 

0.12 

- 

0.12 

0.06 

0.58 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.144 

0.014 

0.130 

0.148 

113.69 

Over Exploited 

Durjaniyawas 

0812000901560600 

0.22 

0.26 

- 

0.26 

0.01 

0.27 

0.06 

0.55 

0.03 

0.0200 

- 

- 

- 

0.020 

0.051 

0.325 

0.032 

0.292 

0.461 

157.74 

Over Exploited 

Dwarkapura 

0812001001571300 

0.24 

0.07 

- 

0.07 

0.01 

0.08 

0.06 

0.54 

0.01 

0.0200 

- 

- 

- 

0.020 

0.028 

0.109 

0.011 

0.098 

0.549 

558.00 

Over Exploited 

Dweeppura 

0812001001582000 

0.24 

0.16 

139.49 

0.20 

- 

0.20 

0.07 

0.62 

0.02 

0.0100 

- 

- 

- 

0.010 

0.029 

0.227 

0.011 

0.216 

0.242 

112.14 

Over Exploited 

Fatehpura 

0812000401487700 

0.15 

0.46 

- 

0.46 

0.01 

0.47 

0.06 

0.57 

0.05 

0.0200 

- 

- 

0.001 

0.021 

0.075 

0.546 

0.055 

0.491 

0.602 

122.42 

Over Exploited 

Gajadharpura 

0812000901558000 

0.22 

0.51 

- 

0.51 

0.01 

0.52 

0.06 

0.58 

0.06 

0.0300 

- 

- 

- 

0.030 

0.089 

0.607 

0.061 

0.546 

0.747 

136.74 

Over Exploited 

Ghatwada 

0812001001574700 

0.24 

0.56 

(11.73) 

0.50 

0.02 

0.52 

0.06 

0.53 

0.07 

0.0600 

- 

- 

- 

0.060 

0.126 

0.641 

0.032 

0.609 

1.741 

285.71 

Over Exploited 



0.01 

0.00 

88,486.18 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.026 

######### 

Over Exploited 

Gokulpura 

0812000501502800 

0.15 

0.03 

- 

0.03 

0.00 

0.03 

0.02 

0.18 

0.00 

- 

- 

- 

0.000 

0.000 

0.004 

0.033 

0.003 

0.029 

0.137 

467.97 

Over Exploited 

Govindpura 

0812000908129019 

0.22 

0.00 

18,466.60 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 


0812001001571900 

0.24 

0.42 

133.14 

0.51 

0.03 

0.54 

0.06 

0.56 

0.05 

0.1000 

- 

- 

- 

0.100 

0.149 

0.689 

0.034 

0.654 

2.605 

398.17 

Over Exploited 

Gurha Kumawatan 

0812000501503100 

0.20 

0.03 

- 

0.03 

0.00 

0.03 

0.01 

0.13 

0.00 

- 

- 

- 

0.001 

0.001 

0.004 

0.031 

0.003 

0.028 

0.064 

227.99 

Over Exploited 

Gurha Mansingh 

0812000501500500 

0.12 

0.00 

5,569.89 

0.01 

0.00 

0.01 

0.01 

0.05 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.017 

0.001 

0.016 

0.220 

1,338.46 

Over Exploited 

Hanumanpura With Chak 

0812001001582400 

0.24 

0.06 

483.99 

0.07 

0.01 

0.08 

0.05 

0.50 

0.01 

0.0200 

- 

- 

- 

0.020 

0.027 

0.106 

0.005 

0.101 

0.605 

599.86 

Over Exploited 



0.01 

0.00 

16,614.70 

0.00 

- 

0.00 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.095 

52,747.14 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Harchandpura 

0812001001572300 

0.485 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.485 

-0.41 

0.150 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.003 

0.49 

0.66 


Hardattpura 

0812001001572900 

2.849 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.849 

0.11 

0.150 

0.27 

0.01 

0.00 

0.00 

0.00 

0.31 

0.25 

1.08 

0.018 

0.52 

0.64 


Hathnoda 

0812000401486400 

8.752 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.018 

-0.87 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Hathod 

0812000901559800 

8.157 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.155 

0.66 

0.150 

0.24 

0.01 

0.00 

0.00 

0.00 

0.74 

0.65 

0.92 

0.028 

0.33 

0.38 


Israwala 

0812001001574400 

5.001 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.001 

0.19 

0.150 

0.51 

0.03 

0.00 

0.00 

0.00 

0.62 

0.48 

2.02 

0.031 

0.53 

0.69 


Jagnnathpura 

0812001001582100 

2.821 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.242 

2.34 

0.150 

0.12 

0.01 

0.00 

0.00 

0.00 

0.90 

0.77 

0.44 

0.014 

0.44 

0.52 







Non-command 

Quartzite 

0.395 

2.34 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.05 

0.002 

0.08 

0.09 


Jahota 

0812001001571400 

7.616 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

7.616 

-0.70 

0.150 

0.98 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

3.88 

0.047 

0.48 

0.66 


Jairampura 

0812001001571800 

10.436 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

9.799 

-0.07 

0.150 

1.00 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

3.92 

0.060 

0.46 

0.62 


Jaitpura 

0812000401487400 

9.184 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

9.178 

-1.15 

0.080 

0.36 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.34 

0.078 

0.48 

0.66 



0812001001569300 

1.357 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.357 

-0.49 

0.150 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.008 

0.49 

0.66 


Jatanwali 

0812000401487000 

2.748 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.722 

-0.04 

0.080 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.023 

0.52 

0.70 


Jheera 

0812000401487900 

2.089 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.089 

-0.46 

0.080 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.52 

0.018 

0.51 

0.69 


Jiloi 

0812001001569000 

3.045 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.040 

-0.80 

0.150 

0.53 

0.03 

0.00 

0.00 

0.01 

0.00 

0.00 

2.11 

0.019 

0.51 

0.65 


Jorpura 

0812000501500700 

4.127 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.795 

3.97 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.37 

0.25 

0.21 

0.003 

0.09 

0.13 


Joshiwas 

0812000501501100 

2.694 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.508 

0.94 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.20 

0.14 

0.24 

0.006 

0.26 

0.38 







Non-command 

Younger Alluvium 

0.026 

0.94 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Kalakh 

0812000501501800 

15.362 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.484 

0.37 

0.120 

0.31 

0.02 

0.00 

0.00 

0.00 

0.58 

0.38 

1.22 

0.027 

0.19 

0.29 


Kalwar 

0812000901557800 

17.509 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

17.437 

-0.96 

0.150 

0.72 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.75 

0.094 

0.51 

0.65 


Kanpura 

0812000401486900 

3.048 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.950 

-0.06 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.025 

0.50 

0.68 







Non-command 

Quartzite 

0.085 

-0.06 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.01 

0.02 


Kant 

0812001001575400 

6.070 

Fresh 

Non-command 

Non-command 

Quartzite 

0.011 

0.51 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kanwar Ka Bas 

0812000901560800 

5.125 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.937 

-0.63 

0.150 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.62 

0.021 

0.39 

0.50 


Kanwarpura 

0812001001570900 

0.623 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.623 

-0.54 

0.150 

0.21 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.85 

0.004 

0.48 

0.66 


Kapariyawas 

0812000901560900 

3.974 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.142 

-0.58 

0.150 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.55 

0.017 

0.40 

0.51 


Khannipura 

0812001001570100 

2.659 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.565 

-0.49 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.003 

0.10 

0.14 


Khejrawas 

0812000501501200 

3.371 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.402 

1.72 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.29 

0.19 

0.20 

0.006 

0.19 

0.28 







Non-command 

Younger Alluvium 

0.489 

1.72 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.08 

0.002 

0.07 

0.10 


Kheri Aloopha 

0812000501502900 

2.200 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.200 

-0.40 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.012 

0.47 

0.68 


Kherwari 

0812001001580700 

3.570 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.374 

2.50 

0.150 

0.04 

0.00 

0.00 

0.00 

0.00 

0.55 

0.47 

0.14 

0.008 

0.22 

0.25 


Khora Shyamdas 

0812001001581000 

6.347 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.770 

2.80 

0.150 

0.35 

0.02 

0.00 

0.00 

0.00 

2.33 

1.91 

1.37 

0.029 

0.41 

0.50 







Non-command 

Quartzite 

1.577 

2.80 

0.020 

0.08 

0.00 

0.00 

0.00 

0.00 

0.17 

0.14 

0.30 

0.010 

0.14 

0.17 


Khorabeesal 

0812001001573100 

7.458 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

7.323 

0.49 

0.150 

0.57 

0.03 

0.00 

0.00 

0.00 

1.08 

0.89 

2.22 

0.045 

0.52 

0.63 


Kishanpura 

0812001001572800 

3.386 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.386 

-0.12 

0.150 

0.26 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.01 

0.021 

0.52 

0.64 


Kishorpura 

0812000908129013 

2.932 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.450 

1.18 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.08 

0.002 

0.08 

0.09 


Kotra 

0812001001580500 

6.869 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.086 

1.62 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.28 

0.24 

0.05 

0.007 

0.09 

0.11 







Non-command 

Quartzite 

0.140 

1.62 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 


Kuchyawas 

0812000501501000 

3.404 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.642 

0.08 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.19 

0.007 

0.22 

0.33 







Non-command 

Younger Alluvium 

1.187 

0.08 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.16 

0.005 

0.16 

0.24 


Kudiyon Ka Bas 

0812000501500400 

5.240 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.973 

3.06 

0.100 

0.19 

0.01 

0.00 

0.00 

0.00 

1.09 

0.77 

0.74 

0.012 

0.27 

0.38 


Kushalpura 

0812000401487200 

1.541 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.260 

-0.70 

0.080 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.62 

0.011 

0.41 

0.55 


Ladana 

0812001001575200 

1.865 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.047 

0.54 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Lalchandpura 

0812000901559500 

2.999 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.999 

-0.30 

0.150 

0.21 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.81 

0.016 

0.53 

0.61 


Lalpura 

0812000901557500 

6.792 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.746 

-0.56 

0.120 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.63 

0.009 

0.13 

0.17 







Non-command 

Younger Alluvium 

5.046 

-0.56 

0.150 

0.46 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.79 

0.027 

0.36 

0.49 


Looniyawas 

0812001001582300 

3.200 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.496 

2.77 

0.150 

0.14 

0.01 

0.00 

0.00 

0.00 

1.17 

0.99 

0.54 

0.015 

0.43 

0.51 







Non-command 

Quartzite 

0.629 

2.77 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.09 

0.004 

0.11 

0.13 


Machera 

0812001008129082 

11.134 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.389 

0.22 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.12 

0.002 

0.02 

0.02 


Mahar Kalan 

0812000401486600 

8.559 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.260 

-0.26 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.053 

0.37 

0.50 


Mahar Khurd 

0812000301473500 

3.289 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.529 

-0.06 

0.150 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.004 

0.08 

0.11 







Non-command 

Quartzite 

1.543 

-0.06 

0.020 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.54 

0.012 

0.23 

0.32 


Maheshpura Rawan 

0812001001573400 

2.841 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.841 

1.66 

0.150 

0.32 

0.02 

0.00 

0.00 

0.00 

1.01 

0.77 

1.25 

0.018 

0.50 

0.66 


Maheshwas Kalan 

0812001001569200 

7.109 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

7.032 

-0.56 

0.150 

0.71 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.80 

0.043 

0.49 

0.65 


Maheshwas Khurd 

0812001001569100 

3.880 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.880 

-0.65 

0.150 

0.26 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.02 

0.024 

0.49 

0.66 


Malera 

0812000401488100 

1.794 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.794 

0.12 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.23 

0.015 

0.53 

0.72 


Manchwa 

0812000901560100 

7.405 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.655 

-0.09 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.004 

0.05 

0.05 







Non-command 

Younger Alluvium 

5.213 

-0.09 

0.150 

0.26 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.00 

0.028 

0.37 

0.43 


Manda Bhopawas 

0812000901557300 

3.747 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.745 

-0.39 

0.120 

0.44 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.74 

0.020 

0.49 

0.67 







Non-command 

Younger Alluvium 

0.002 

-0.39 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Manpura Mancheri 

0812001001575600 

13.180 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.737 

0.27 

0.150 

0.52 

0.03 

0.00 

0.00 

0.00 

0.76 

0.55 

2.02 

0.042 

0.27 

0.38 







Non-command 

Quartzite 

2.341 

0.27 

0.020 

0.11 

0.00 

0.00 

0.00 

0.00 

0.12 

0.09 

0.45 

0.014 

0.10 

0.13 


Mansa Rampura 

0812000901559400 

2.561 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.561 

-0.46 

0.150 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.014 

0.53 

0.61 


Mohanbari 

0812001001571200 

2.489 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.489 

-0.40 

0.150 

0.30 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.16 

0.015 

0.48 

0.66 


Mori 

0812001001570700 

3.611 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.826 

-0.58 

0.150 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.005 

0.11 

0.15 


Morija 

0812000401487300 

24.214 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

20.365 

-1.24 

0.080 

1.06 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

4.01 

0.174 

0.41 

0.56 


Mothoo Ka Bas 

0812001001581500 

0.708 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.708 

3.38 

0.150 

0.42 

0.02 

0.00 

0.00 

0.00 

0.76 

0.61 

1.69 

0.004 

0.53 

0.66 


Mukandpura 

0812001001571100 

1.165 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.165 

-0.53 

0.150 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.42 

0.007 

0.48 

0.66 


Mundota 

0812001001568900 

22.872 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

15.209 

-0.70 

0.150 

0.52 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.95 

0.094 

0.33 

0.44 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Harchandpura 

0812001001572300 

0.24 

0.06 

- 

0.06 

- 

0.06 

0.06 

0.55 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.074 

0.007 

0.067 

0.394 

591.99 

Over Exploited 

Hardattpura 

0812001001572900 

0.24 

0.35 

(29.68) 

0.28 

0.01 

0.29 

0.06 

0.58 

0.04 

0.0400 

- 

- 

- 

0.040 

0.081 

0.374 

0.019 

0.355 

1.094 

308.00 

Over Exploited 

Hathnoda 

0812000401486400 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Hathod 

0812000901559800 

0.22 

0.38 

71.24 

0.46 

0.01 

0.47 

0.04 

0.37 

0.04 

0.0300 

- 

- 

- 

0.030 

0.075 

0.541 

0.027 

0.514 

0.946 

184.20 

Over Exploited 

Israwala 

0812001001574400 

0.24 

0.64 

(25.14) 

0.51 

0.03 

0.54 

0.06 

0.59 

0.07 

0.0800 

- 

- 

0.001 

0.081 

0.156 

0.697 

0.035 

0.663 

2.049 

309.25 

Over Exploited 

Jagnnathpura 

0812001001582100 

0.24 

0.24 

222.60 

0.28 

0.01 

0.29 

0.05 

0.49 

0.03 

0.0200 

- 

- 

- 

0.020 

0.048 

0.343 

0.017 

0.326 

0.458 

140.51 

Over Exploited 



0.01 

0.00 

7,817.03 

0.00 

- 

0.00 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.052 

13,644.50 

Over Exploited 

Jahota 

0812001001571400 

0.24 

0.87 

- 

0.87 

0.05 

0.92 

0.05 

0.53 

0.10 

0.1500 

- 

- 

- 

0.150 

0.251 

1.174 

0.117 

1.057 

3.925 

371.37 

Over Exploited 

Jairampura 

0812001001571800 

0.24 

1.08 

- 

1.08 

0.05 

1.13 

0.05 

0.51 

0.12 

0.1500 

- 

- 

- 

0.150 

0.275 

1.402 

0.140 

1.262 

3.977 

315.26 

Over Exploited 

Jaitpura 

0812000401487400 

0.15 

0.66 

- 

0.66 

0.02 

0.68 

0.06 

0.53 

0.08 

0.0500 

- 

- 

0.000 

0.050 

0.126 

0.807 

0.081 

0.726 

1.417 

195.19 

Over Exploited 


0812001001569300 

0.24 

0.16 

- 

0.16 

0.01 

0.17 

0.06 

0.55 

0.02 

0.0200 

- 

- 

- 

0.020 

0.038 

0.208 

0.021 

0.187 

0.463 

247.64 

Over Exploited 

Jatanwali 

0812000401487000 

0.15 

0.21 

- 

0.21 

0.01 

0.22 

0.06 

0.58 

0.02 

0.0200 

- 

- 

- 

0.020 

0.045 

0.267 

0.027 

0.240 

0.480 

200.14 

Over Exploited 

Jheera 

0812000401487900 

0.15 

0.16 

- 

0.16 

0.01 

0.17 

0.06 

0.57 

0.02 

0.0200 

- 

- 

- 

0.020 

0.039 

0.209 

0.021 

0.188 

0.540 

287.01 

Over Exploited 

Jiloi 

0812001001569000 

0.24 

0.37 

- 

0.37 

0.04 

0.41 

0.06 

0.56 

0.04 

0.0800 

- 

- 

0.015 

0.095 

0.138 

0.547 

0.055 

0.492 

2.125 

431.64 

Over Exploited 

Jorpura 

0812000501500700 

0.12 

0.01 

2,854.42 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.021 

0.001 

0.020 

0.214 

1,057.81 

Over Exploited 

Joshiwas 

0812000501501100 

0.12 

0.05 

194.14 

0.06 

- 

0.06 

0.03 

0.29 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.071 

0.004 

0.068 

0.246 

363.26 

Over Exploited 



0.15 

0.00 

11,118.78 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kalakh 

0812000501501800 

0.15 

0.19 

103.15 

0.22 

0.02 

0.24 

0.02 

0.21 

0.02 

0.0500 

- 

- 

- 

0.050 

0.072 

0.315 

0.016 

0.299 

1.246 

416.62 

Over Exploited 

Kalwar 

0812000901557800 

0.22 

1.95 

- 

1.95 

0.03 

1.98 

0.06 

0.57 

0.23 

0.1000 

- 

- 

- 

0.100 

0.328 

2.310 

0.231 

2.079 

2.842 

136.74 

Over Exploited 

Kanpura 

0812000401486900 

0.15 

0.22 

- 

0.22 

- 

0.22 

0.06 

0.56 

0.03 

0.0100 

- 

- 

- 

0.010 

0.036 

0.257 

0.026 

0.232 

0.329 

142.17 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.018 

23,870.53 

Over Exploited 

Kant 

0812001001575400 

0.01 

0.00 

91,533.63 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kanwar Ka Bas 

0812000901560800 

0.22 

0.34 

- 

0.34 

0.01 

0.35 

0.05 

0.44 

0.04 

0.0200 

- 

- 

0.000 

0.020 

0.059 

0.408 

0.041 

0.367 

0.637 

173.59 

Over Exploited 

Kanwarpura 

0812001001570900 

0.24 

0.07 

- 

0.07 

0.01 

0.08 

0.06 

0.53 

0.01 

0.0300 

- 

- 

- 

0.030 

0.038 

0.120 

0.012 

0.108 

0.856 

794.59 

Over Exploited 

Kapariyawas 

0812000901560900 

0.22 

0.28 

- 

0.28 

0.01 

0.29 

0.05 

0.45 

0.03 

0.0200 

- 

- 

- 

0.020 

0.052 

0.338 

0.034 

0.304 

0.571 

187.68 

Over Exploited 

Khannipura 

0812001001570100 

0.24 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.002 

0.015 

0.002 

0.014 

0.109 

788.07 

Over Exploited 

Khejrawas 

0812000501501200 

0.12 

0.03 

509.70 

0.04 

- 

0.04 

0.02 

0.21 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.052 

0.003 

0.050 

0.210 

423.58 

Over Exploited 



0.15 

0.00 

1,566.23 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.081 

1,332.00 

Over Exploited 

Kheri Aloopha 

0812000501502900 

0.20 

0.21 

- 

0.21 

0.01 

0.22 

0.06 

0.53 

0.02 

0.0200 

- 

- 

- 

0.020 

0.045 

0.263 

0.026 

0.237 

0.425 

179.61 

Over Exploited 

Kherwari 

0812001001580700 

0.24 

0.07 

562.38 

0.09 

0.00 

0.09 

0.03 

0.24 

0.01 

0.0100 

- 

- 

0.001 

0.011 

0.020 

0.107 

0.005 

0.101 

0.148 

146.44 

Over Exploited 

Khora Shyamdas 

0812001001581000 

0.24 

0.47 

306.09 

0.56 

0.02 

0.59 

0.05 

0.46 

0.06 

0.0500 

- 

- 

0.001 

0.051 

0.106 

0.692 

0.035 

0.657 

1.402 

213.33 

Over Exploited 



0.01 

0.00 

6,336.90 

0.00 

- 

0.00 

0.02 

0.15 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.305 

2,501.58 

Over Exploited 

Khorabeesal 

0812001001573100 

0.24 

0.90 

21,985.70 

0.89 

0.03 

0.92 

0.06 

0.58 

0.11 

0.0800 

- 

- 

- 

0.080 

0.186 

1.104 

0.055 

1.049 

2.267 

216.20 

Over Exploited 

Kishanpura 

0812001001572800 

0.24 

0.42 

- 

0.42 

0.01 

0.43 

0.06 

0.58 

0.05 

0.0400 

- 

- 

- 

0.040 

0.089 

0.518 

0.052 

0.466 

1.034 

221.74 

Over Exploited 

Kishorpura 

0812000908129013 

0.22 

0.01 

979.09 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.010 

0.080 

799.69 

Over Exploited 

Kotra 

0812001001580500 

0.24 

0.02 

930.70 

0.03 

- 

0.03 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.003 

0.031 

0.002 

0.029 

0.061 

208.15 

Over Exploited 



0.01 

0.00 

23,388.98 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.007 

34,045.74 

Over Exploited 

Kuchyawas 

0812000501501000 

0.12 

0.04 

(3.39) 

0.04 

- 

0.04 

0.03 

0.25 

0.01 

0.0100 

- 

- 

- 

0.010 

0.015 

0.058 

0.003 

0.055 

0.199 

363.06 

Over Exploited 



0.15 

0.03 

20.25 

0.03 

- 

0.03 

0.02 

0.18 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.048 

0.002 

0.045 

0.163 

358.38 

Over Exploited 

Kudiyon Ka Bas 

0812000501500400 

0.12 

0.10 

705.78 

0.12 

0.01 

0.13 

0.03 

0.30 

0.01 

0.0300 

- 

- 

0.001 

0.031 

0.042 

0.168 

0.008 

0.160 

0.756 

473.29 

Over Exploited 

Kushalpura 

0812000401487200 

0.15 

0.08 

- 

0.08 

0.01 

0.09 

0.05 

0.46 

0.01 

0.0200 

- 

- 

- 

0.020 

0.029 

0.116 

0.012 

0.105 

0.631 

602.77 

Over Exploited 

Ladana 

0812001001575200 

0.24 

0.00 

1,731.47 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Lalchandpura 

0812000901559500 

0.22 

0.35 

- 

0.35 

0.01 

0.36 

0.06 

0.59 

0.04 

0.0300 

- 

- 

0.001 

0.031 

0.072 

0.432 

0.043 

0.389 

0.830 

213.66 

Over Exploited 

Lalpura 

0812000901557500 

0.20 

0.04 

- 

0.04 

0.01 

0.05 

0.01 

0.14 

0.01 

0.0200 

- 

- 

- 

0.020 

0.025 

0.079 

0.008 

0.071 

0.634 

890.24 

Over Exploited 



0.22 

0.40 

- 

0.40 

0.02 

0.42 

0.04 

0.41 

0.05 

0.0700 

- 

- 

- 

0.070 

0.118 

0.542 

0.054 

0.488 

1.820 

373.26 

Over Exploited 

Looniyawas 

0812001001582300 

0.24 

0.26 

282.04 

0.31 

0.01 

0.32 

0.05 

0.48 

0.03 

0.0200 

- 

- 

- 

0.020 

0.051 

0.373 

0.019 

0.354 

0.559 

158.08 

Over Exploited 



0.01 

0.00 

6,700.58 

0.00 

- 

0.00 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.092 

10,686.57 

Over Exploited 

Machera 

0812001008129082 

0.24 

0.00 

2,041.85 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.124 

5,610.34 

Over Exploited 

Mahar Kalan 

0812000401486600 

0.15 

0.34 

- 

0.34 

- 

0.34 

0.04 

0.41 

0.04 

0.0100 

- 

- 

- 

0.010 

0.050 

0.391 

0.039 

0.351 

0.247 

70.40 

Semi Critical 

Mahar Khurd 

0812000301473500 

0.15 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.017 

0.002 

0.015 

0.177 

1,156.85 

Over Exploited 



0.06 

0.02 

- 

0.02 

0.01 

0.03 

0.03 

0.26 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.054 

0.005 

0.049 

0.551 

1,127.06 

Over Exploited 

Maheshpura Rawan 

0812001001573400 

0.24 

0.34 

124.37 

0.41 

0.02 

0.43 

0.06 

0.56 

0.04 

0.0500 

- 

- 

- 

0.050 

0.090 

0.520 

0.026 

0.494 

1.267 

256.55 

Over Exploited 

Maheshwas Kalan 

0812001001569200 

0.24 

0.82 

- 

0.82 

0.03 

0.85 

0.06 

0.54 

0.10 

0.1000 

- 

- 

- 

0.100 

0.196 

1.049 

0.105 

0.944 

2.842 

301.04 

Over Exploited 

Maheshwas Khurd 

0812001001569100 

0.24 

0.46 

- 

0.46 

0.01 

0.47 

0.06 

0.55 

0.05 

0.0400 

- 

- 

- 

0.040 

0.094 

0.564 

0.056 

0.508 

1.044 

205.63 

Over Exploited 

Malera 

0812000401488100 

0.15 

0.14 

(60.10) 

0.11 

- 

0.11 

0.06 

0.59 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.140 

0.007 

0.133 

0.245 

183.80 

Over Exploited 

Manchwa 

0812000901560100 

0.20 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.001 

0.006 

0.130 

2,104.87 

Over Exploited 



0.22 

0.43 

- 

0.43 

0.01 

0.44 

0.04 

0.42 

0.05 

0.0400 

- 

- 

- 

0.040 

0.090 

0.526 

0.053 

0.474 

1.029 

217.34 

Over Exploited 

Manda Bhopawas 

0812000901557300 

0.20 

0.36 

- 

0.36 

0.02 

0.38 

0.06 

0.54 

0.04 

0.0700 

- 

- 

0.001 

0.071 

0.114 

0.498 

0.050 

0.448 

1.759 

392.50 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Manpura Mancheri 

0812001001575600 

0.24 

0.44 

24.87 

0.53 

0.03 

0.56 

0.03 

0.31 

0.05 

0.0800 

- 

- 

- 

0.080 

0.132 

0.693 

0.035 

0.658 

2.058 

312.74 

Over Exploited 



0.01 

0.00 

35,943.85 

0.00 

- 

0.00 

0.01 

0.11 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.467 

4,151.77 

Over Exploited 

Mansa Rampura 

0812000901559400 

0.22 

0.30 

- 

0.30 

- 

0.30 

0.06 

0.59 

0.04 

0.0100 

- 

- 

- 

0.010 

0.045 

0.344 

0.034 

0.310 

0.349 

112.55 

Over Exploited 

Mohanbari 

0812001001571200 

0.24 

0.29 

- 

0.29 

0.01 

0.30 

0.06 

0.54 

0.03 

0.0400 

- 

- 

0.000 

0.040 

0.074 

0.372 

0.037 

0.334 

1.176 

351.77 

Over Exploited 

Mori 

0812001001570700 

0.24 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.12 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.034 

0.003 

0.031 

0.163 

530.54 

Over Exploited 

Morija 

0812000401487300 

0.15 

1.24 

- 

1.24 

0.05 

1.29 

0.05 

0.45 

0.14 

0.1500 

- 

- 

- 

0.150 

0.294 

1.588 

0.159 

1.429 

4.181 

292.49 

Over Exploited 

Mothoo Ka Bas 

0812001001581500 

0.24 

0.09 

577.08 

0.11 

0.02 

0.13 

0.06 

0.59 

0.01 

0.0600 

- 

- 

- 

0.060 

0.070 

0.198 

0.010 

0.188 

1.695 

902.76 

Over Exploited 

Mukandpura 

0812001001571100 

0.24 

0.13 

- 

0.13 

0.01 

0.14 

0.06 

0.53 

0.02 

0.0200 

- 

- 

- 

0.020 

0.035 

0.179 

0.018 

0.161 

0.429 

266.08 

Over Exploited 

Mundota 

0812001001568900 

0.24 

1.21 

- 

1.21 

0.02 

1.23 

0.04 

0.37 

0.14 

0.0700 

- 

- 

- 

0.070 

0.211 

1.438 

0.144 

1.294 

2.040 

157.60 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Nangal Bharda 

081200040148600C 

16.802 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.465 

-0.29 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.004 

0.01 

0.02 







Non-command 

Quartzite 

0.774 

-0.29 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.007 

0.02 

0.03 


Nangal Ladi 

081200100156840C 

7.814 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.415 

-0.34 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.003 

0.03 

0.04 


Nangal Purohit 

0812001001581700 

3.695 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.448 

2.36 

0.150 

0.22 

0.01 

0.00 

0.00 

0.00 

0.72 

0.60 

0.88 

0.009 

0.21 

0.26 







Non-command 

Quartzite 

2.248 

2.36 

0.020 

0.23 

0.01 

0.00 

0.00 

0.00 

0.33 

0.27 

0.90 

0.014 

0.33 

0.40 


Nangal Siras 

0812001001573300 

4.427 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.142 

1.95 

0.150 

0.48 

0.02 

0.00 

0.00 

0.00 

1.67 

1.32 

1.89 

0.026 

0.48 

0.61 







Non-command 

Quartzite 

0.285 

1.95 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.08 

0.002 

0.03 

0.04 


NangalJaisa_bohra 

0812000908129064 

5.591 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.295 

-0.37 

0.150 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.007 

0.12 

0.14 


Nara 

0812001001566700 

0.726 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.652 

-0.97 

0.150 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.004 

0.43 

0.60 


Naradpura 

0812001001569600 

2.702 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.687 

-0.51 

0.150 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.70 

0.017 

0.48 

0.66 


Nari Ka Bas 

0812000901559900 

3.614 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.614 

-0.37 

0.150 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.020 

0.53 

0.62 


Nayabas 

0812000301474200 

1.604 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.264 

0.03 

0.150 

0.05 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.20 

0.002 

0.08 

0.12 


Neendar 

0812001008129003 

16.218 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

10.084 

1.59 

0.150 

1.59 

0.08 

0.00 

0.00 

0.00 

3.92 

3.33 

6.28 

0.062 

0.34 

0.40 







Non-command 

Quartzite 

1.608 

1.59 

0.020 

0.17 

0.01 

0.00 

0.00 

0.00 

0.21 

0.18 

0.68 

0.010 

0.05 

0.06 


Niwaroo 

0812000901559300 

7.587 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.359 

-0.32 

0.150 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.48 

0.034 

0.45 

0.50 


Pachar 

0812000901557600 

19.862 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

14.550 

-0.49 

0.150 

0.67 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.59 

0.079 

0.36 

0.49 


Parman Pura 

0812000301473600 

4.282 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.042 

-0.03 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.01 







Non-command 

Quartzite 

1.317 

-0.03 

0.020 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.010 

0.15 

0.21 


Peethawas 

0812000901559600 

2.609 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.609 

-0.08 

0.150 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.58 

0.014 

0.53 

0.60 


Pindolai 

0812000901560200 

1.937 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.374 

-0.18 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.002 

0.10 

0.12 


Pokharawala @ Anandpur 

0812001001579200 

1.982 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.369 

0.85 

0.150 

0.16 

0.01 

0.00 

0.00 

0.00 

0.32 

0.25 

0.63 

0.008 

0.38 

0.48 


Radha Kishanpura @ Pok 

0812001001566500 

4.043 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.173 

-0.61 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.001 

0.02 

0.03 


Raja Rampura 

0812001001581400 

1.953 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.953 

2.82 

0.150 

0.39 

0.02 

0.00 

0.00 

0.00 

1.19 

0.93 

1.53 

0.012 

0.52 

0.66 


Rajawas 

0812001001581600 

4.625 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.877 

2.08 

0.150 

0.24 

0.01 

0.00 

0.00 

0.00 

1.13 

0.90 

0.94 

0.018 

0.33 

0.41 







Non-command 

Quartzite 

1.748 

2.08 

0.020 

0.10 

0.00 

0.00 

0.00 

0.00 

0.17 

0.14 

0.38 

0.011 

0.20 

0.25 


Ramla Ka Bas 

0812000901557700 

2.056 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.056 

-0.78 

0.150 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.011 

0.50 

0.65 


Ramlyawala 

0812001001581900 

1.130 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.354 

1.61 

0.150 

0.09 

0.00 

0.00 

0.00 

0.00 

0.18 

0.15 

0.36 

0.002 

0.17 

0.20 







Non-command 

Quartzite 

0.776 

1.61 

0.020 

0.13 

0.01 

0.00 

0.00 

0.00 

0.15 

0.12 

0.52 

0.005 

0.37 

0.45 


Rampura 

0812001001573600 

2.404 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.404 

-0.27 

0.150 

0.26 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.01 

0.015 

0.49 

0.66 



0812001001580800 

1.859 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.482 

3.18 

0.150 

0.24 

0.01 

0.00 

0.00 

0.00 

0.94 

0.79 

0.96 

0.009 

0.44 

0.53 







Non-command 

Quartzite 

0.377 

3.18 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.15 

0.002 

0.11 

0.13 


Risani 

0812001001574200 

2.432 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.432 

-1.20 

0.150 

0.41 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.60 

0.015 

0.50 

0.67 


Rojda 

0812001001572400 

7.064 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

7.064 

-0.53 

0.150 

0.72 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

2.81 

0.044 

0.50 

0.65 


Roondal 

0812001001575700 

14.033 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

10.363 

0.10 

0.150 

0.63 

0.03 

0.00 

0.00 

0.00 

0.76 

0.55 

2.44 

0.064 

0.39 

0.53 


Sabrampura 

0812000901560300 

1.274 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.638 

-0.70 

0.120 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.67 

0.003 

0.26 

0.31 







Non-command 

Younger Alluvium 

0.623 

-0.70 

0.150 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.64 

0.003 

0.26 

0.31 


Samarpura 

0812000401488000 

4.726 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.712 

-0.14 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.040 

0.52 

0.70 


Samod 

0812000401486500 

18.850 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

10.659 

-0.68 

0.080 

0.25 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.87 

0.091 

0.28 

0.38 







Non-command 

Quartzite 

0.065 

-0.68 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.00 

0.00 


Sanchoti 

0812000901558200 

4.988 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.988 

-0.85 

0.150 

0.21 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.79 

0.027 

0.52 

0.64 


Sar 

0812001001574800 

2.062 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.037 

0.55 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Sarang Ka Bas 

0812000901560700 

4.980 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.776 

-0.67 

0.150 

0.22 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.87 

0.026 

0.49 

0.62 


Sardarpura 

0812001001572600 

3.685 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.685 

-0.27 

0.150 

0.28 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.10 

0.023 

0.50 

0.65 


Sarna Chaur 

0812000901558400 

4.213 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.213 

-0.51 

0.150 

0.24 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.94 

0.023 

0.52 

0.63 


Sarna Doongar 

0812000901559100 

3.734 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.656 

-0.42 

0.150 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.020 

0.52 

0.60 


Sepatpura 

0812000301474100 

2.951 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.473 

-0.01 

0.150 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.78 

0.019 

0.43 

0.59 


Sewapura 

0812001001582500 

3.915 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.959 

2.79 

0.150 

0.21 

0.01 

0.00 

0.00 

0.00 

1.44 

1.23 

0.80 

0.018 

0.42 

0.50 


Shambhupura 

0812000401486800 

2.109 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.026 

0.00 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.017 

0.50 

0.68 


Sherawatpura 

0812001001568800 

18.453 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.405 

-0.05 

0.120 

0.39 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.47 

0.070 

0.30 

0.41 







Non-command 

Younger Alluvium 

4.402 

-0.05 

0.150 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.71 

0.027 

0.12 

0.16 


Shri Govindpura 

0812001001574600 

3.540 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.540 

0.11 

0.150 

0.23 

0.01 

0.00 

0.00 

0.00 

0.28 

0.21 

0.88 

0.022 

0.53 

0.70 


Sindolai 

0812001001572500 

3.006 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.006 

-0.30 

0.150 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.61 

0.019 

0.51 

0.64 


Sirohi 

0812001001575900 

7.036 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.639 

0.25 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.08 

0.004 

0.05 

0.07 







Non-command 

Quartzite 

0.081 

0.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Sirsali 

0812001001566900 

5.223 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.390 

-0.65 

0.150 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.009 

0.13 

0.18 


Sirsi 

0812001001568200 

3.284 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.202 

-0.48 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.03 

0.04 


Subhrampura 

0812001001573000 

3.877 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.877 

0.23 

0.150 

0.29 

0.01 

0.00 

0.00 

0.00 

0.42 

0.34 

1.12 

0.024 

0.52 

0.64 


Sudarshanpura 

0812001001569900 

2.531 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.148 

-0.55 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.001 

0.03 

0.04 


Sultanpura 

0812000401487800 

4.743 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.563 

-0.97 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.039 

0.47 

0.65 


Sundariyawas 

0812000501500600 

3.695 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.650 

1.27 

0.100 

0.27 

0.01 

0.00 

0.00 

0.00 

0.72 

0.52 

1.04 

0.015 

0.47 

0.66 



0812000901560500 

4.893 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.437 

-0.87 

0.150 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.59 

0.024 

0.47 

0.58 


Tantyawas 

0812001001573700 

4.167 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.994 

1.88 

0.150 

0.23 

0.01 

0.00 

0.00 

0.00 

1.35 

1.03 

0.90 

0.025 

0.48 

0.63 







Non-command 

Quartzite 

0.173 

1.88 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.001 

0.02 

0.03 


Tibariya 

0812000501500800 

3.863 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.863 

0.32 

0.100 

0.19 

0.01 

0.00 

0.00 

0.00 

0.30 

0.21 

0.74 

0.016 

0.47 

0.67 


Udaipuriya 

0812001001582200 

3.029 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.627 

2.18 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.56 

0.48 

0.11 

0.010 

0.30 

0.35 


Vijaysinghpura 

0812000401487100 

3.061 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.000 

-0.42 

0.080 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.026 

0.50 

0.68 


Yadav Khera 

0812001001568300 

1.354 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.355 

-0.50 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.002 

0.13 

0.17 


Yadavkhera 

0812001001570000 

1.011 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.471 

-0.51 

0.150 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.003 

0.22 

0.31 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Nangal Bharda 

0812000401486000 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.060 

6,379.25 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.185 

1,838.62 

Over Exploited 

Nangal Ladi 

0812001001568400 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.069 

2,661.22 

Over Exploited 

Nangal Purohit 

0812001001581700 

0.24 

0.07 

710.44 

0.09 

0.01 

0.10 

0.02 

0.24 

0.01 

0.0300 

- 

- 

- 

0.030 

0.039 

0.137 

0.007 

0.130 

0.887 

680.70 

Over Exploited 



0.01 

0.01 

3,539.85 

0.01 

0.01 

0.02 

0.04 

0.37 

0.00 

0.0300 

- 

- 

- 

0.030 

0.031 

0.050 

0.002 

0.047 

0.914 

1,933.10 

Over Exploited 

Nangal Siras 

0812001001573300 

0.24 

0.48 

175.04 

0.58 

0.02 

0.60 

0.06 

0.54 

0.06 

0.0700 

- 

- 

- 

0.070 

0.126 

0.722 

0.036 

0.686 

1.920 

279.93 

Over Exploited 



0.01 

0.00 

25,741.94 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.084 

70,617.98 

Over Exploited 

NangalJaisa_bohra 

0812000908129064 

0.22 

0.04 

- 

0.04 

- 

0.04 

0.01 

0.14 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.049 

0.005 

0.044 

0.158 

355.69 

Over Exploited 

Nara 

0812001001566700 

0.24 

0.07 

- 

0.07 

- 

0.07 

0.05 

0.48 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.085 

0.008 

0.076 

0.255 

334.27 

Over Exploited 

Naradpura 

0812001001569600 

0.24 

0.31 

- 

0.31 

0.01 

0.32 

0.06 

0.54 

0.04 

0.0300 

- 

- 

- 

0.030 

0.066 

0.387 

0.039 

0.348 

0.717 

205.66 

Over Exploited 

Nari Ka Bas 

0812000901559900 

0.22 

0.42 

- 

0.42 

- 

0.42 

0.06 

0.59 

0.05 

0.0100 

- 

- 

- 

0.010 

0.059 

0.478 

0.048 

0.430 

0.301 

69.89 

Safe 

Nayabas 

0812000301474200 

0.15 

0.00 

1,019.06 

0.00 

- 

0.00 

0.01 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.014 

0.200 

1,460.28 

Over Exploited 

Neendar 

0812001008129003 

0.24 

0.82 

307.85 

0.98 

0.08 

1.06 

0.04 

0.38 

0.10 

0.2400 

- 

- 

- 

0.240 

0.337 

1.397 

0.070 

1.328 

6.343 

477.79 

Over Exploited 



0.01 

0.00 

20,650.01 

0.00 

0.01 

0.01 

0.01 

0.06 

0.00 

0.0300 

- 

- 

- 

0.030 

0.030 

0.041 

0.002 

0.039 

0.687 

1,757.50 

Over Exploited 

Niwaroo 

0812000901559300 

0.22 

0.62 

- 

0.62 

0.01 

0.63 

0.05 

0.50 

0.07 

0.0200 

- 

- 

0.000 

0.020 

0.095 

0.728 

0.073 

0.655 

0.509 

77.75 

Semi Critical 

Pachar 

0812000901557600 

0.22 

1.16 

- 

1.16 

0.03 

1.19 

0.04 

0.41 

0.14 

0.1000 

- 

- 

- 

0.100 

0.236 

1.426 

0.143 

1.284 

2.667 

207.71 

Over Exploited 

Parman Pura 

0812000301473600 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.006 

20,405.31 

Over Exploited 



0.06 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.17 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.023 

0.002 

0.021 

0.305 

1,442.61 

Over Exploited 

Peethawas 

0812000901559600 

0.22 

0.30 

- 

0.30 

0.01 

0.31 

0.06 

0.59 

0.04 

0.0200 

- 

- 

- 

0.020 

0.056 

0.370 

0.037 

0.333 

0.597 

179.12 

Over Exploited 

Pindolai 

0812000901560200 

0.20 

0.01 

- 

0.01 

0.00 

0.01 

0.01 

0.11 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.011 

0.019 

0.002 

0.017 

0.249 

1,457.25 

Over Exploited 

Pokharawala @ Anandpur 

0812001001579200 

0.24 

0.12 

105.01 

0.15 

0.01 

0.16 

0.04 

0.42 

0.01 

0.0200 

- 

- 

0.000 

0.021 

0.035 

0.194 

0.010 

0.185 

0.635 

344.19 

Over Exploited 

Radha Kishanpura @ Pok 

0812001001566500 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.027 

3,172.17 

Over Exploited 

Raja Rampura 

0812001001581400 

0.24 

0.24 

285.21 

0.29 

0.02 

0.31 

0.06 

0.58 

0.03 

0.0600 

- 

- 

- 

0.060 

0.088 

0.398 

0.020 

0.378 

1.545 

408.55 

Over Exploited 

Rajawas 

0812001001581600 

0.24 

0.23 

300.33 

0.27 

0.01 

0.28 

0.04 

0.36 

0.03 

0.0400 

- 

- 

0.000 

0.040 

0.066 

0.347 

0.017 

0.329 

0.962 

291.95 

Over Exploited 



0.01 

0.00 

3,873.67 

0.00 

0.00 

0.00 

0.02 

0.22 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.016 

0.001 

0.015 

0.388 

2,595.82 

Over Exploited 

Ramla Ka Bas 

0812000901557700 

0.22 

0.23 

- 

0.23 

- 

0.23 

0.06 

0.56 

0.03 

0.0100 

- 

- 

- 

0.010 

0.037 

0.263 

0.026 

0.237 

0.355 

150.03 

Over Exploited 

Ramlyawala 

0812001001581900 

0.24 

0.01 

915.71 

0.02 

- 

0.02 

0.02 

0.19 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.029 

0.001 

0.028 

0.362 

1,309.02 

Over Exploited 



0.01 

0.00 

4,085.27 

0.00 

0.01 

0.01 

0.04 

0.42 

0.00 

0.0200 

- 

- 

- 

0.020 

0.020 

0.034 

0.002 

0.032 

0.523 

1,626.57 

Over Exploited 

Rampura 

0812001001573600 

0.24 

0.28 

- 

0.28 

0.01 

0.29 

0.06 

0.54 

0.03 

0.0400 

- 

- 

0.000 

0.040 

0.073 

0.364 

0.036 

0.328 

1.027 

313.18 

Over Exploited 


0812001001580800 

0.24 

0.16 

400.39 

0.19 

0.01 

0.20 

0.05 

0.49 

0.02 

0.0400 

- 

- 

- 

0.040 

0.059 

0.257 

0.013 

0.245 

0.970 

396.77 

Over Exploited 



0.01 

0.00 

12,473.70 

0.00 

0.00 

0.00 

0.01 

0.13 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.011 

0.001 

0.011 

0.154 

1,444.42 

Over Exploited 

Risani 

0812001001574200 

0.24 

0.29 

- 

0.29 

0.02 

0.31 

0.06 

0.56 

0.03 

0.0600 

- 

- 

- 

0.060 

0.094 

0.408 

0.041 

0.367 

1.617 

440.37 

Over Exploited 

Rojda 

0812001001572400 

0.24 

0.85 

- 

0.85 

0.04 

0.90 

0.06 

0.56 

0.10 

0.1100 

- 

- 

0.004 

0.114 

0.213 

1.109 

0.111 

0.998 

2.849 

285.40 

Over Exploited 

Roondal 

0812001001575700 

0.24 

0.95 

53,246.29 

0.76 

0.03 

0.79 

0.05 

0.43 

0.11 

0.0900 

- 

- 

- 

0.090 

0.201 

0.988 

0.049 

0.938 

2.504 

266.85 

Over Exploited 

Sabrampura 

0812000901560300 

0.20 

0.03 

- 

0.03 

0.01 

0.04 

0.03 

0.29 

0.00 

0.0300 

- 

- 

- 

0.030 

0.034 

0.078 

0.008 

0.070 

0.672 

963.16 

Over Exploited 



0.22 

0.04 

- 

0.04 

0.01 

0.05 

0.03 

0.29 

0.00 

0.0200 

- 

- 

- 

0.020 

0.024 

0.069 

0.007 

0.062 

0.647 

1,035.86 

Over Exploited 

Samarpura 

0812000401488000 

0.15 

0.37 

- 

0.37 

- 

0.37 

0.06 

0.58 

0.04 

0.0100 

- 

- 

- 

0.010 

0.053 

0.421 

0.042 

0.379 

0.336 

88.74 

Semi Critical 

Samod 

0812000401486500 

0.15 

0.44 

- 

0.44 

0.01 

0.45 

0.03 

0.31 

0.05 

0.0300 

- 

- 

- 

0.030 

0.081 

0.535 

0.053 

0.481 

0.956 

198.68 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.015 

######### 

Over Exploited 

Sanchoti 

0812000901558200 

0.22 

0.57 

- 

0.57 

0.01 

0.58 

0.06 

0.58 

0.07 

0.0300 

- 

- 

0.000 

0.030 

0.097 

0.676 

0.068 

0.609 

0.817 

134.26 

Over Exploited 

Sar 

0812001001574800 

0.24 

0.00 

29,765.76 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sarang Ka Bas 

0812000901560700 

0.22 

0.52 

- 

0.52 

0.01 

0.53 

0.06 

0.55 

0.06 

0.0300 

- 

- 

0.000 

0.030 

0.090 

0.619 

0.062 

0.557 

0.891 

159.94 

Over Exploited 

Sardarpura 

0812001001572600 

0.24 

0.45 

- 

0.45 

0.01 

0.46 

0.06 

0.56 

0.05 

0.0400 

- 

- 

- 

0.040 

0.092 

0.548 

0.055 

0.493 

1.125 

228.20 

Over Exploited 

Sarna Chaur 

0812000901558400 

0.22 

0.48 

- 

0.48 

0.01 

0.49 

0.06 

0.58 

0.06 

0.0400 

- 

- 

- 

0.040 

0.097 

0.590 

0.059 

0.531 

0.966 

181.87 

Over Exploited 

Sarna Doongar 

0812000901559100 

0.22 

0.42 

- 

0.42 

0.01 

0.43 

0.06 

0.58 

0.05 

0.0200 

- 

- 

- 

0.020 

0.070 

0.498 

0.050 

0.448 

0.454 

101.21 

Over Exploited 

Sepatpura 

0812000301474100 

0.15 

0.16 

- 

0.16 

0.01 

0.17 

0.05 

0.48 

0.02 

0.0300 

- 

- 

- 

0.030 

0.049 

0.218 

0.022 

0.196 

0.794 

404.61 

Over Exploited 

Sewapura 

0812001001582500 

0.24 

0.30 

307.41 

0.36 

0.01 

0.37 

0.05 

0.47 

0.04 

0.0300 

- 

- 

0.000 

0.030 

0.066 

0.438 

0.022 

0.416 

0.816 

196.25 

Over Exploited 

Shambhupura 

0812000401486800 

0.15 

0.15 

- 

0.15 

- 

0.15 

0.06 

0.56 

0.02 

0.0100 

- 

- 

- 

0.010 

0.028 

0.179 

0.018 

0.161 

0.241 

149.90 

Over Exploited 

Sherawatpura 

0812001001568800 

0.22 

0.76 

- 

0.76 

0.02 

0.78 

0.04 

0.34 

0.09 

0.0600 

- 

- 

- 

0.060 

0.149 

0.926 

0.093 

0.834 

1.543 

185.15 

Over Exploited 



0.24 

0.12 

- 

0.12 

0.01 

0.13 

0.01 

0.13 

0.01 

0.0300 

- 

- 

- 

0.030 

0.044 

0.177 

0.018 

0.159 

0.735 

461.61 

Over Exploited 

Shri Govindpura 

0812001001574600 

0.24 

0.45 

(53.41) 

0.36 

0.01 

0.37 

0.06 

0.59 

0.05 

0.0300 

- 

- 

0.000 

0.030 

0.083 

0.454 

0.023 

0.431 

0.906 

210.23 

Over Exploited 

Sindolai 

0812001001572500 

0.24 

0.37 

- 

0.37 

0.01 

0.38 

0.06 

0.57 

0.04 

0.0200 

- 

- 

- 

0.020 

0.063 

0.443 

0.044 

0.399 

0.628 

157.25 

Over Exploited 

Sirohi 

0812001001575900 

0.24 

0.01 

4,924.30 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.008 

0.082 

969.01 

Over Exploited 



0.01 

0.00 

5,977.89 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.006 

######### 

Over Exploited 

Sirsali 

0812001001566900 

0.24 

0.04 

- 

0.04 

- 

0.04 

0.01 

0.14 

0.00 

0.0100 

- 

- 

- 

0.010 

0.015 

0.057 

0.006 

0.052 

0.260 

503.86 

Over Exploited 

Sirsi 

0812001001568200 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.014 

990.01 

Over Exploited 

Subhrampura 

0812001001573000 

0.24 

0.48 

(30.28) 

0.39 

0.01 

0.40 

0.06 

0.58 

0.06 

0.0400 

- 

- 

- 

0.040 

0.097 

0.493 

0.025 

0.469 

1.146 

244.54 

Over Exploited 

Sudarshanpura 

0812001001569900 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.054 

5,362.85 

Over Exploited 

Sultanpura 

0812000401487800 

0.15 

0.33 

- 

0.33 

- 

0.33 

0.05 

0.53 

0.04 

0.0100 

- 

- 

- 

0.010 

0.048 

0.373 

0.037 

0.335 

0.296 

88.24 

Semi Critical 

Sundariyawas 

0812000501500600 

0.12 

0.21 

149.69 

0.25 

0.01 

0.26 

0.06 

0.53 

0.02 

0.0400 

- 

- 

0.002 

0.042 

0.066 

0.325 

0.016 

0.309 

1.057 

342.19 

Over Exploited 


0812000901560500 

0.22 

0.46 

- 

0.46 

0.01 

0.47 

0.05 

0.53 

0.05 

0.0200 

- 

- 

- 

0.020 

0.074 

0.544 

0.054 

0.489 

0.616 

125.84 

Over Exploited 

Tantyawas 

0812001001573700 

0.24 

0.46 

122.05 

0.55 

0.01 

0.56 

0.06 

0.54 

0.05 

0.0300 

- 

- 

- 

0.030 

0.084 

0.648 

0.032 

0.616 

0.928 

150.68 

Over Exploited 



0.01 

0.00 

34,965.03 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.023 

51,331.78 

Over Exploited 

Tibariya 

0812000501500800 

0.12 

0.22 

(3.11) 

0.21 

0.01 

0.22 

0.06 

0.53 

0.03 

0.0300 

- 

- 

- 

0.030 

0.056 

0.279 

0.014 

0.265 

0.760 

286.39 

Over Exploited 

Udaipuriya 

0812001001582200 

0.24 

0.12 

314.64 

0.14 

- 

0.14 

0.04 

0.33 

0.01 

- 

- 

- 

- 

- 

0.014 

0.154 

0.008 

0.146 

0.119 

81.60 

Semi Critical 

Vijaysinghpura 

0812000401487100 

0.15 

0.22 

- 

0.22 

- 

0.22 

0.06 

0.56 

0.03 

0.0100 

- 

- 

- 

0.010 

0.036 

0.261 

0.026 

0.235 

0.377 

160.49 

Over Exploited 

Yadav Khera 

0812001001568300 

0.24 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.14 

0.00 

- 

- 

- 

- 

- 

0.001 

0.012 

0.001 

0.011 

0.068 

627.16 

Over Exploited 

Yadavkhera 

0812001001570000 

0.24 

0.03 

- 

0.03 

- 

0.03 

0.03 

0.25 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.038 

0.004 

0.035 

0.293 

849.01 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 

07008057 

Achanchukya 

081200090156160C 

3.355 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.355 

-0.38 

0.120 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.67 

0.018 

0.50 

0.67 


Agarpura 

081200050149800C 

9.408 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.366 

0.87 

0.100 

0.19 

0.01 

0.00 

0.00 

0.01 

0.99 

0.60 

0.72 

0.039 

0.43 

0.71 







Non-command 

Younger Alluvium 

0.042 

0.87 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Asalpur 

0812000501503600 

22.957 

Fresh 

Non-command 

Non-command 

Older Alluvium 

21.712 

1.38 

0.100 

0.36 

0.02 

0.00 

0.00 

0.00 

3.33 

1.95 

1.30 

0.117 

0.41 

0.69 







Non-command 

Quartzite 

1.082 

1.38 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.07 

0.006 

0.02 

0.03 


Asarpura 

0812000808129034 

1.806 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.569 

-1.69 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.003 

0.17 

0.19 


Awaniya 

0812000801543500 

3.611 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.611 

-0.33 

0.100 

0.32 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.25 

0.018 

0.49 

0.68 


Baberwalan Ki Dhani 

0812000501498400 

5.410 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.281 

1.16 

0.100 

0.40 

0.02 

0.00 

0.00 

0.00 

0.99 

0.58 

1.58 

0.022 

0.42 

0.70 


Badhmathuradas 

0812000501503700 

1.120 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.707 

1.30 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.05 

0.004 

0.27 

0.47 







Non-command 

Quartzite 

0.414 

1.30 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.002 

0.16 

0.28 


Bagron Ka Bas 

0812000501501900 

3.194 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.194 

1.04 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.11 

0.005 

0.16 

0.27 







Non-command 

Younger Alluvium 

2.000 

1.04 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.30 

0.19 

0.20 

0.008 

0.28 

0.44 


Bagru (m) 

0812000841209000 

33.933 

Fresh 

Non-command 

Non-command 

Older Alluvium 

28.829 

-0.18 

0.100 

3.79 

0.03 

0.00 

0.00 

0.01 

0.00 

0.00 

2.15 

9.894 

0.42 

0.57 


Bagru Khurd 

0812000801546300 

2.904 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.904 

-0.17 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.014 

0.53 

0.64 


Bagru Rawan 

0812000801543700 

2.261 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.261 

-0.42 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.011 

0.48 

0.68 


Balmukundpura @ Nada 

0812000801546700 

0.914 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.914 

-0.37 

0.100 

0.10 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.005 

0.53 

0.64 


Bamniyawas 

0812000501502300 

5.607 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.456 

0.81 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.33 

0.21 

0.17 

0.019 

0.27 

0.44 







Non-command 

Younger Alluvium 

2.151 

0.81 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.25 

0.16 

0.16 

0.012 

0.17 

0.27 


Banshipura 

0812000501498300 

4.697 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.117 

1.53 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.000 

0.01 

0.02 


Barh Awaniya 

0812000801543400 

0.866 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.866 

-0.34 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.004 

0.50 

0.67 


Barh Fatehpura 

0812000901561900 

1.752 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.752 

-0.40 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.009 

0.52 

0.65 


Baseri 

0812000901561200 

8.702 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.030 

-0.38 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

8.672 

-0.38 

0.150 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.047 

0.49 

0.66 


Basra 

0812000601518100 

1.657 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.057 

5.40 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.03 






Kalakh Sagar 

Command 

Gneisses(B.G.C) 

0.431 

5.40 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.07 

0.002 

0.11 

0.19 


Bassi Jhajhra 

0812000501502700 

3.472 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.225 

-0.22 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.017 

0.44 

0.64 


Bassinaga 

0812000501500900 

15.548 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.043 

-0.51 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Beer Hathod 

0812000901559700 

1.608 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.928 

0.02 

0.150 

0.04 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.15 

0.005 

0.31 

0.34 


Begas 

0812000901561300 

14.462 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.388 

-0.37 

0.120 

0.34 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.34 

0.024 

0.15 

0.20 







Non-command 

Younger Alluvium 

10.075 

-0.37 

0.150 

0.79 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

3.10 

0.054 

0.35 

0.47 


Beniya Ka Bas 

0812000501492100 

3.365 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.507 

4.99 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.84 

0.57 

0.36 

0.006 

0.20 

0.30 


Bhagwatpura 

0812000501503900 

4.967 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.899 

-0.62 

0.100 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.71 

0.026 

0.41 

0.77 


Bhainsawa 

0812000501492000 

16.972 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.480 

3.12 

0.100 

0.11 

0.01 

0.00 

0.00 

0.00 

0.56 

0.39 

0.43 

0.006 

0.04 

0.06 


Bhairana 

0812000601518300 

1.191 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.285 

5.19 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.05 

0.002 

0.10 

0.18 


Bhambhoriya 

0812000801546200 

6.544 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.544 

-0.03 

0.100 

0.03 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.09 

0.033 

0.53 

0.64 


Bhambori 

0812000901560400 

11.068 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.273 

-0.85 

0.150 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.007 

0.06 

0.07 


Bhankrota_kalan 

0812000808129092 

6.625 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.625 

-0.95 

0.100 

0.80 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

3.14 

0.033 

0.53 

0.62 


Bhaosinghpura 

0812000801543300 

0.215 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.215 

-0.36 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.001 

0.50 

0.67 


Bhasinghpura 

0812000501504000 

6.517 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.256 

-0.63 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.007 

0.08 

0.15 







Non-command 

Quartzite 

0.028 

-0.63 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhikhawas 

0812000501501300 

7.295 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.921 

1.75 

0.100 

0.11 

0.01 

0.00 

0.00 

0.00 

0.96 

0.63 

0.41 

0.021 

0.30 

0.46 







Non-command 

Younger Alluvium 

0.380 

1.75 

0.120 

0.01 

0.00 

0.00 

0.00 

0.02 

0.07 

0.05 

0.04 

0.002 

0.02 

0.04 


Bhojpura Kalan 

0812000501499800 

9.422 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.594 

1.92 

0.100 

0.38 

0.02 

0.00 

0.00 

0.00 

1.44 

0.87 

1.49 

0.024 

0.25 

0.42 


Bichpari 

0812000901563500 

2.216 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.216 

-0.39 

0.120 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.75 

0.012 

0.53 

0.63 


Bindayaka 

0812000908129047 

7.945 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.890 

0.89 

0.120 

0.52 

0.03 

0.00 

0.00 

0.00 

1.01 

0.88 

2.06 

0.026 

0.33 

0.38 







Non-command 

Younger Alluvium 

3.055 

0.89 

0.150 

0.33 

0.02 

0.00 

0.00 

0.00 

0.72 

0.62 

1.29 

0.017 

0.20 

0.23 



0812000908129075 

11.627 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.105 

-0.31 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.049 

0.41 

0.49 







Non-command 

Younger Alluvium 

2.087 

-0.31 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.011 

0.09 

0.11 


Bishnawala 

0812000908129103 

1.300 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.300 

0.79 

0.150 

0.07 

0.00 

0.00 

0.00 

0.00 

0.22 

0.20 

0.26 

0.007 

0.53 

0.58 


Bobas 

0812000501503400 

6.915 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.245 

0.46 

0.100 

0.32 

0.02 

0.00 

0.00 

0.00 

0.59 

0.38 

1.24 

0.034 

0.41 

0.63 







Non-command 

Younger Alluvium 

0.670 

0.46 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.21 

0.004 

0.04 

0.07 


Bookni 

0812000701525500 

7.958 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.469 

-0.64 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.03 

0.04 


Boraj 

0812000601519000 

23.759 

Fresh 

Non-command 

Non-command 

Older Alluvium 

23.759 

0.33 

0.100 

0.81 

0.04 

0.00 

0.00 

0.01 

1.55 

0.97 

3.07 

0.128 

0.45 

0.71 


Boytawala 

0812000901559200 

5.006 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.203 

-0.41 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.02 


Budhji Ka Bas 

0812000501502400 

0.802 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.373 

0.46 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.002 

0.21 

0.33 







Non-command 

Younger Alluvium 

0.429 

0.46 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.002 

0.24 

0.38 


Bugalya 

0812001001568700 

4.407 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.625 

1.44 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.10 

0.10 

0.004 

0.07 

0.09 


Chak Begas 

0812000901561400 

1.825 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.825 

-0.41 

0.150 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.010 

0.51 

0.66 


Chak Budhji Ka Bas 

0812000501502600 

1.443 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.443 

0.07 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.05 

0.008 

0.46 

0.69 


Chak Harbanspura 

0812000801547900 

0.681 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.170 

-1.64 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.13 

0.16 


ChakJobner 

0812000501501700 

1.367 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.367 

1.34 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.21 

0.13 

0.10 

0.006 

0.44 

0.70 


Chak Nasnota 

0812000601520300 

2.431 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.001 

-0.90 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.011 

0.36 

0.58 


Chak Ramsar 

0812000901562600 

3.210 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.210 

-0.53 

0.150 

0.26 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.04 

0.017 

0.52 

0.64 


Chak_peethawas_barar 

0812000908129055 

2.197 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.197 

1.80 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.62 

0.56 

0.10 

0.012 

0.53 

0.59 


Chakno.6 

0812000801549100 

3.131 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.846 

0.00 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.004 

0.14 

0.18 


Chan Chukaya 

0812000601519300 

5.154 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.154 

-0.65 

0.100 

0.09 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.028 

0.46 

0.69 


Chandpura 

0812000501502200 

1.480 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.162 

-0.02 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.05 

0.08 







Non-command 

Younger Alluvium 

1.317 

-0.02 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.007 

0.41 

0.62 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Achanchukya 

0812000901561600 

0.20 

0.33 

- 

0.33 

0.01 

0.34 

0.06 

0.56 

0.04 

0.0300 

- 

- 

- 

0.030 

0.068 

0.413 

0.041 

0.371 

0.690 

185.82 

Over Exploited 

Agarpura 

0812000501498000 

0.12 

0.48 

23.24 

0.58 

0.02 

0.60 

0.05 

0.48 

0.06 

0.0300 

- 

- 

0.008 

0.038 

0.096 

0.692 

0.035 

0.658 

0.759 

115.48 

Over Exploited 



0.15 

0.00 

22,353.65 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Asalpur 

0812000501503600 

0.12 

1.06 

84.48 

1.27 

0.02 

1.29 

0.05 

0.45 

0.13 

0.0500 

- 

- 

- 

0.050 

0.176 

1.466 

0.073 

1.393 

1.413 

101.43 

Over Exploited 



0.07 

0.00 

1,802.87 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.072 

3,734.77 

Over Exploited 

Asarpura 

0812000808129034 

0.14 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.19 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.025 

0.002 

0.022 

0.226 

1,009.34 

Over Exploited 

Awaniya 

0812000801543500 

0.14 

0.25 

- 

0.25 

0.02 

0.27 

0.06 

0.55 

0.03 

0.0500 

- 

- 

0.001 

0.051 

0.079 

0.348 

0.035 

0.313 

1.266 

404.14 

Over Exploited 

Baberwalan Ki Dhani 

0812000501498400 

0.12 

0.26 

122.18 

0.32 

0.02 

0.34 

0.05 

0.47 

0.03 

0.0600 

- 

- 

- 

0.060 

0.092 

0.428 

0.021 

0.407 

1.606 

394.79 

Over Exploited 

Badhmathuradas 

0812000501503700 

0.12 

0.02 

153.25 

0.03 

0.00 

0.03 

0.03 

0.30 

0.00 

- 

- 

- 

0.001 

0.001 

0.003 

0.031 

0.002 

0.029 

0.052 

176.49 

Over Exploited 



0.07 

0.00 

160.64 

0.01 

- 

0.01 

0.02 

0.17 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.026 

462.33 

Over Exploited 

Bagron Ka Bas 

0812000501501900 

0.12 

0.02 

305.62 

0.03 

- 

0.03 

0.02 

0.18 

0.00 

- 

- 

- 

- 

- 

0.003 

0.031 

0.002 

0.030 

0.113 

383.03 

Over Exploited 



0.15 

0.08 

124.67 

0.10 

- 

0.10 

0.03 

0.31 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.119 

0.006 

0.113 

0.206 

182.53 

Over Exploited 

Bagru (m) 

0812000841209000 

0.14 

1.70 

- 

1.70 

0.04 

1.74 

0.05 

0.47 

0.19 

0.0800 

- 

- 

0.015 

0.095 

0.288 

2.031 

0.203 

1.827 

12.047 

659.22 

Over Exploited 

Bagru Khurd 

0812000801546300 

0.14 

0.21 

- 

0.21 

- 

0.21 

0.06 

0.59 

0.02 

- 

- 

- 

- 

- 

0.024 

0.239 

0.024 

0.215 

0.045 

21.18 

Safe 

Bagru Rawan 

0812000801543700 

0.14 

0.15 

- 

0.15 

- 

0.15 

0.05 

0.53 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.178 

0.018 

0.161 

0.073 

45.61 

Safe 

Balmukundpura @ Nada 

0812000801546700 

0.14 

0.07 

- 

0.07 

0.01 

0.08 

0.06 

0.59 

0.01 

0.0200 

- 

- 

- 

0.020 

0.028 

0.105 

0.010 

0.094 

0.419 

443.10 

Over Exploited 

Bamniyawas 

0812000501502300 

0.12 

0.11 

82.35 

0.14 

0.00 

0.14 

0.03 

0.31 

0.01 

0.0100 

- 

- 

0.000 

0.010 

0.024 

0.160 

0.008 

0.152 

0.187 

122.49 

Over Exploited 



0.20 

0.07 

113.36 

0.09 

- 

0.09 

0.02 

0.19 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.107 

0.005 

0.102 

0.175 

171.94 

Over Exploited 

Banshipura 

0812000501498300 

0.12 

0.00 

11,067.17 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.024 

13,253.90 

Over Exploited 

Barh Awaniya 

0812000801543400 

0.14 

0.06 

- 

0.06 

- 

0.06 

0.06 

0.55 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.077 

0.008 

0.069 

0.160 

231.20 

Over Exploited 

Barh Fatehpura 

0812000901561900 

0.22 

0.20 

- 

0.20 

- 

0.20 

0.06 

0.57 

0.02 

- 

- 

- 

- 

- 

0.023 

0.222 

0.022 

0.199 

0.105 

52.90 

Safe 

Baseri 

0812000901561200 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.94 

- 

0.94 

- 

0.94 

0.06 

0.55 

0.11 

0.0100 

- 

- 

- 

0.010 

0.119 

1.058 

0.106 

0.952 

0.353 

37.07 

Safe 

Basra 

0812000601518100 

0.05 

0.00 

(835.91) 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

0.005 

0.005 

0.005 

0.009 

0.000 

0.008 

0.012 

145.67 

Over Exploited 



0.05 

0.00 

856.52 

0.00 

0.00 

0.01 

0.01 

0.12 

0.00 

0.0100 

- 

- 

0.005 

0.015 

0.016 

0.022 

0.001 

0.021 

0.074 

356.32 

Over Exploited 

Bassi Jhajhra 

0812000501502700 

0.20 

0.28 

- 

0.28 

0.01 

0.29 

0.05 

0.49 

0.03 

0.0200 

- 

- 

- 

0.020 

0.053 

0.344 

0.034 

0.310 

0.430 

138.88 

Over Exploited 

Bassinaga 

0812000501500900 

0.12 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

11.89 

Safe 

Beer Hathod 

0812000901559700 

0.22 

0.06 

(39.91) 

0.05 

- 

0.05 

0.04 

0.34 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.068 

0.003 

0.064 

0.156 

243.28 

Over Exploited 

Begas 

0812000901561300 

0.20 

0.13 

- 

0.13 

0.02 

0.15 

0.02 

0.17 

0.02 

0.0500 

- 

- 

- 

0.050 

0.065 

0.217 

0.022 

0.196 

1.368 

699.09 

Over Exploited 



0.22 

0.77 

- 

0.77 

0.04 

0.81 

0.04 

0.39 

0.09 

0.1200 

- 

- 

- 

0.120 

0.208 

1.015 

0.101 

0.913 

3.150 

344.99 

Over Exploited 

Beniya Ka Bas 

0812000501492100 

0.12 

0.04 

1,443.84 

0.04 

0.00 

0.05 

0.03 

0.23 

0.00 

0.0100 

- 

- 

0.002 

0.012 

0.017 

0.063 

0.003 

0.060 

0.368 

616.19 

Over Exploited 

Bhagwatpura 

0812000501503900 

0.12 

0.24 

- 

0.24 

0.01 

0.25 

0.05 

0.46 

0.03 

0.0300 

- 

- 

0.001 

0.031 

0.059 

0.312 

0.031 

0.281 

0.734 

261.43 

Over Exploited 

Bhainsawa 

0812000501492000 

0.12 

0.01 

5,330.88 

0.01 

0.01 

0.02 

0.00 

0.05 

0.00 

0.0200 

- 

- 

- 

0.020 

0.021 

0.039 

0.002 

0.038 

0.438 

1,168.08 

Over Exploited 

Bhairana 

0812000601518300 

0.05 

0.00 

849.77 

0.00 

0.00 

0.00 

0.01 

0.11 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.013 

0.001 

0.012 

0.051 

413.60 

Over Exploited 

Bhambhoriya 

0812000801546200 

0.14 

0.48 

- 

0.48 

0.01 

0.50 

0.06 

0.59 

0.05 

- 

- 

- 

0.016 

0.016 

0.070 

0.566 

0.057 

0.509 

0.127 

24.85 

Safe 

Bhambori 

0812000901560400 

0.22 

0.02 

- 

0.02 

0.00 

0.02 

0.01 

0.07 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.013 

0.031 

0.003 

0.028 

0.200 

719.50 

Over Exploited 

Bhankrota_kalan 

0812000808129092 

0.14 

0.49 

- 

0.49 

0.04 

0.53 

0.06 

0.59 

0.06 

0.1200 

- 

- 

- 

0.120 

0.176 

0.709 

0.071 

0.638 

3.171 

496.79 

Over Exploited 

Bhaosinghpura 

0812000801543300 

0.14 

0.02 

- 

0.02 

- 

0.02 

0.06 

0.56 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.027 

0.003 

0.024 

0.188 

779.88 

Over Exploited 

Bhasinghpura 

0812000501504000 

0.12 

0.01 

- 

0.01 

0.00 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

0.002 

0.002 

0.003 

0.017 

0.002 

0.015 

0.109 

719.05 

Over Exploited 



0.07 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhikhawas 

0812000501501300 

0.12 

0.18 

252.19 

0.22 

0.01 

0.23 

0.04 

0.34 

0.02 

0.0200 

- 

- 

0.000 

0.020 

0.042 

0.268 

0.013 

0.255 

0.429 

168.40 

Over Exploited 



0.15 

0.00 

3,444.49 

0.00 

0.02 

0.02 

0.00 

0.03 

0.00 

- 

- 

- 

0.027 

0.027 

0.027 

0.046 

0.002 

0.044 

0.042 

94.96 

Critical 

Bhojpura Kalan 

0812000501499800 

0.12 

0.17 

414.62 

0.20 

0.02 

0.22 

0.03 

0.28 

0.02 

0.0600 

- 

- 

0.002 

0.062 

0.083 

0.307 

0.015 

0.291 

1.512 

518.88 

Over Exploited 

Bichpari 

0812000901563500 

0.20 

0.23 

- 

0.23 

0.01 

0.24 

0.06 

0.59 

0.03 

0.0300 

- 

- 

- 

0.030 

0.057 

0.301 

0.030 

0.271 

0.761 

281.06 

Over Exploited 

Bindayaka 

0812000908129047 

0.20 

0.32 

174.84 

0.38 

0.03 

0.41 

0.04 

0.36 

0.04 

0.0800 

- 

- 

0.001 

0.081 

0.118 

0.531 

0.027 

0.505 

2.084 

413.00 

Over Exploited 



0.22 

0.14 

354.16 

0.16 

0.02 

0.18 

0.02 

0.23 

0.02 

0.0500 

- 

- 

- 

0.050 

0.066 

0.250 

0.013 

0.238 

1.306 

548.98 

Over Exploited 


0812000908129075 

0.20 

0.75 

- 

0.75 

- 

0.75 

0.05 

0.46 

0.09 

- 

- 

- 

- 

- 

0.087 

0.839 

0.084 

0.756 

0.049 

6.52 

Safe 



0.22 

0.04 

- 

0.04 

- 

0.04 

0.01 

0.11 

0.01 

- 

- 

- 

- 

- 

0.005 

0.049 

0.005 

0.044 

0.011 

25.84 

Safe 

Bishnawala 

0812000908129103 

0.22 

0.15 

35.13 

0.18 

- 

0.18 

0.06 

0.59 

0.02 

0.0100 

- 

- 

- 

0.010 

0.028 

0.210 

0.010 

0.199 

0.266 

133.63 

Over Exploited 

Bobas 

0812000501503400 

0.12 

0.31 

24.13 

0.37 

0.02 

0.39 

0.05 

0.46 

0.04 

0.0500 

- 

- 

- 

0.050 

0.086 

0.472 

0.024 

0.449 

1.278 

284.64 

Over Exploited 



0.20 

0.01 

857.68 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.018 

0.001 

0.017 

0.218 

1,292.55 

Over Exploited 

Bookni 

0812000701525500 

0.18 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.012 

560.69 

Over Exploited 

Bo raj 

0812000601519000 

0.12 

1.27 

(23.48) 

1.02 

0.05 

1.06 

0.05 

0.50 

0.15 

0.1100 

- 

- 

0.008 

0.118 

0.267 

1.331 

0.067 

1.264 

3.194 

252.59 

Over Exploited 

Boytawala 

0812000901559200 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

112.32 

Over Exploited 

Budhji Ka Bas 

0812000501502400 

0.12 

0.01 

18.41 

0.01 

- 

0.01 

0.02 

0.23 

0.00 

- 

- 

- 

- 

- 

0.001 

0.012 

0.001 

0.012 

0.014 

120.72 

Over Exploited 



0.20 

0.02 

4.62 

0.02 

- 

0.02 

0.03 

0.27 

0.00 

- 

- 

- 

- 

- 

0.002 

0.024 

0.001 

0.023 

0.021 

92.85 

Critical 

Bugalya 

0812001001568700 

0.22 

0.01 

963.12 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.012 

0.001 

0.012 

0.101 

860.80 

Over Exploited 

Chak Begas 

0812000901561400 

0.22 

0.20 

- 

0.20 

- 

0.20 

0.06 

0.57 

0.02 

0.0100 

- 

- 

- 

0.010 

0.033 

0.238 

0.024 

0.214 

0.178 

83.04 

Semi Critical 

Chak Budhji Ka Bas 

0812000501502600 

0.20 

0.13 

(89.37) 

0.11 

- 

0.11 

0.05 

0.51 

0.02 

- 

- 

- 

- 

- 

0.016 

0.122 

0.006 

0.116 

0.056 

48.21 

Safe 

Chak Harbanspura 

0812000801547900 

0.14 

0.00 

- 

0.00 

0.00 

0.00 

0.01 

0.15 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

0.000 

0.003 

0.017 

493.39 

Over Exploited 

ChakJobner 

0812000501501700 

0.12 

0.07 

85.13 

0.09 

- 

0.09 

0.05 

0.49 

0.01 

- 

- 

- 

- 

- 

0.009 

0.095 

0.005 

0.090 

0.102 

112.58 

Over Exploited 

Chak Nasnota 

0812000601520300 

0.12 

0.09 

- 

0.09 

0.00 

0.09 

0.04 

0.40 

0.01 

- 

- 

- 

0.003 

0.003 

0.013 

0.100 

0.010 

0.090 

0.023 

25.19 

Safe 

Chak Ramsar 

0812000901562600 

0.22 

0.37 

- 

0.37 

0.01 

0.38 

0.06 

0.58 

0.04 

0.0400 

- 

- 

- 

0.040 

0.082 

0.459 

0.046 

0.413 

1.052 

254.98 

Over Exploited 

Chak_peethawas_barar 

0812000908129055 

0.22 

0.26 

120.12 

0.31 

- 

0.31 

0.06 

0.59 

0.03 

- 

- 

- 

- 

- 

0.031 

0.338 

0.017 

0.321 

0.109 

33.92 

Safe 

Chakno.6 

0812000801549100 

0.14 

0.02 

(51.34) 

0.01 

- 

0.01 

0.02 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.013 

0.020 

155.93 

Over Exploited 

Chan Chukaya 

0812000601519300 

0.12 

0.28 

- 

0.28 

0.01 

0.30 

0.05 

0.51 

0.03 

0.0400 

- 

- 

0.006 

0.046 

0.078 

0.376 

0.038 

0.339 

0.366 

107.98 

Over Exploited 

Chandpura 

0812000501502200 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.007 

690.11 

Over Exploited 



0.20 

0.11 

- 

0.11 

- 

0.11 

0.05 

0.46 

0.01 

- 

- 

- 

- 

- 

0.013 

0.122 

0.012 

0.109 

0.045 

41.21 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Charan_nadi 

0812000908129078 

3.078 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.735 

-0.33 

0.150 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.015 

0.48 

0.53 


Chatarpura@ Lalya Ka B 

0812000801547500 

2.069 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.069 

-0.06 

0.100 

0.10 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.010 

0.53 

0.64 


Chhitroli 

0812000801543800 

3.471 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.471 

-0.31 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.017 

0.48 

0.67 


Chimanpura 

0812000801543200 

1.384 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.384 

-0.32 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.007 

0.50 

0.67 



0812000808129085 

1.664 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.664 

-1.04 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.008 

0.53 

0.63 


Chirnotiya 

0812000501499900 

3.093 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.093 

1.64 

0.100 

0.18 

0.01 

0.00 

0.00 

0.00 

0.67 

0.41 

0.68 

0.013 

0.43 

0.70 


Chirota 

0812000801545800 

2.332 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.311 

-0.15 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.012 

0.51 

0.65 


Dahmi Kalan 

0812000801543000 

6.497 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.497 

-0.37 

0.100 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.55 

0.032 

0.51 

0.66 


Dahmi Khurd 

0812000801542900 

5.000 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.000 

-0.36 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.025 

0.52 

0.65 


Dakaniyawas 

0812000501502100 

2.074 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.074 

1.29 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.31 

0.18 

0.16 

0.011 

0.43 

0.72 


Dehra 

0812000501497900 

3.462 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.157 

1.48 

0.100 

0.23 

0.01 

0.00 

0.00 

0.00 

0.69 

0.40 

0.90 

0.013 

0.39 

0.67 


Dewala 

0812000601519100 

5.723 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.723 

-0.23 

0.100 

0.44 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.70 

0.031 

0.46 

0.70 


Dhani Boraj 

0812000501503800 

13.106 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.458 

0.73 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.48 

0.27 

0.29 

0.029 

0.18 

0.32 







Non-command 

Quartzite 

3.269 

0.73 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.10 

0.05 

0.17 

0.018 

0.11 

0.19 


Dhani Chandpura 

0812000501502500 

1.896 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.896 

0.17 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.29 

0.010 

0.46 

0.69 


Dhani Nagan 

0812000501498100 

5.905 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.905 

0.82 

0.100 

0.31 

0.02 

0.00 

0.00 

0.00 

0.78 

0.47 

1.22 

0.025 

0.43 

0.71 


Dhankya 

0812000901563000 

7.371 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

7.367 

-0.47 

0.150 

0.44 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.71 

0.040 

0.52 

0.64 


Dhauwas 

0812000908129083 

2.687 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.616 

0.09 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.11 

0.014 

0.52 

0.58 







Non-command 

Younger Alluvium 

0.000 

0.09 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dhinda 

0812000501510000 

9.687 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.559 

0.68 

0.100 

0.10 

0.00 

0.00 

0.00 

0.00 

0.54 

0.30 

0.37 

0.035 

0.28 

0.52 







Non-command 

Quartzite 

3.127 

0.68 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.17 

0.017 

0.14 

0.25 


Doongri 

0812000501500200 

6.558 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.558 

4.17 

0.100 

0.57 

0.03 

0.00 

0.00 

0.00 

3.27 

2.12 

2.26 

0.028 

0.44 

0.69 


Durjaniyawas 

0812000901560600 

2.532 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.109 

-0.78 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.03 


Fatehpura 

0812000901561800 

5.023 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.408 

-0.42 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.002 

0.04 

0.05 







Non-command 

Younger Alluvium 

4.616 

-0.42 

0.150 

0.36 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.39 

0.025 

0.47 

0.60 


Gajsinghpura 

0812000908129074 

1.408 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.568 

-1.43 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.003 

0.21 

0.24 


Garota 

0812000601520600 

4.994 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.561 

0.27 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.003 

0.05 

0.08 







Non-command 

Gneisses(B.G.C) 

2.415 

0.27 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.10 

0.013 

0.21 

0.34 


Garoti 

0812000601520400 

2.996 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.727 

-0.33 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.009 

0.25 

0.41 







Non-command 

Gneisses(B.G.C) 

1.269 

-0.33 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.007 

0.18 

0.30 


Ghegha 

0812000801543100 

1.647 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.647 

-0.31 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.008 

0.50 

0.67 


Girdharipura 

0812000601519600 

3.460 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.460 

-0.87 

0.100 

0.06 

0.01 

0.00 

0.00 

0.02 

0.00 

0.00 

0.23 

0.019 

0.45 

0.69 



0812000908129091 

3.688 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.314 

0.01 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.08 

0.013 

0.33 

0.37 







Non-command 

Younger Alluvium 

0.082 

0.01 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Gokulpura 

0812000501502800 

3.380 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.194 

-0.13 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.009 

0.30 

0.45 



0812000908129031 

3.004 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.004 

0.53 

0.150 

0.07 

0.00 

0.00 

0.00 

0.00 

0.31 

0.28 

0.25 

0.016 

0.53 

0.58 


Gopalpura 

0812000601518500 

5.905 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.649 

3.23 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.88 

0.51 

0.12 

0.014 

0.19 

0.33 







Non-command 

Gneisses(B.G.C) 

1.525 

3.23 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.07 

0.008 

0.11 

0.19 






Kalakh Sagar 

Command 

Older Alluvium 

1.410 

3.23 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.47 

0.27 

0.07 

0.008 

0.10 

0.18 







Command 

Gneisses(B.G.C) 

0.321 

3.23 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.02 

0.04 


Govindpura 

0812000908129019 

4.011 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.979 

1.27 

0.150 

0.14 

0.01 

0.00 

0.00 

0.00 

0.89 

0.80 

0.52 

0.022 

0.53 

0.59 


Govindpura @Jaichandp 

0812000901563700 

2.114 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.114 

-0.16 

0.120 

0.21 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.82 

0.011 

0.53 

0.63 


Gurha Barsal 

0812000601518800 

13.211 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.514 

1.19 

0.100 

0.31 

0.01 

0.00 

0.00 

0.00 

1.80 

1.03 

1.16 

0.067 

0.40 

0.70 







Non-command 

Quartzite 

0.697 

1.19 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.07 

0.004 

0.02 

0.04 


Gurha Kumawatan 

0812000501503100 

4.842 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.687 

-0.35 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.020 

0.37 

0.52 


Gurha Mansingh 

0812000501500500 

9.338 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.844 

3.62 

0.100 

0.43 

0.02 

0.00 

0.00 

0.00 

2.89 

2.05 

1.66 

0.029 

0.35 

0.49 


Gurliya 

0812000901561000 

1.162 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.162 

-0.38 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.006 

0.51 

0.65 


Harbanshpura 

0812000801548100 

0.920 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.826 

-1.40 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.004 

0.48 

0.58 


Harchandpura @ Deoliya 

0812000801546500 

4.018 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.018 

-0.31 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.020 

0.52 

0.65 


Hardhyanpura 

0812000801542800 

1.684 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.684 

-0.36 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.008 

0.52 

0.65 


Haripura 

0812000501502000 

1.597 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.345 

1.09 

0.100 

0.14 

0.01 

0.00 

0.00 

0.00 

0.28 

0.17 

0.56 

0.006 

0.37 

0.60 







Non-command 

Younger Alluvium 

0.252 

1.09 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.12 

0.001 

0.07 

0.11 


Harnathpura 

0812000908129084 

2.587 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.587 

-0.24 

0.150 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.014 

0.53 

0.58 


Hasampura 

0812000801545700 

2.307 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.254 

-0.12 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.06 

0.07 


Hasampura Bas Neota 

0812000801548800 

2.364 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.007 

-0.16 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Hasampura_bas_bhankrot 

0812000808129054 

2.585 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.585 

-0.46 

0.100 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.65 

0.013 

0.53 

0.62 


Hathod 

0812000901559800 

8.157 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.002 

0.66 

0.150 

0.14 

0.01 

0.00 

0.00 

0.00 

0.43 

0.38 

0.54 

0.016 

0.19 

0.22 


Himmatpura 

0812000901562000 

5.485 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.469 

-0.47 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.013 

0.23 

0.29 







Non-command 

Younger Alluvium 

3.017 

-0.47 

0.150 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.016 

0.29 

0.35 


Hingoniya 

0812000501500300 

14.685 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.618 

4.96 

0.100 

0.55 

0.03 

0.00 

0.00 

0.00 

6.29 

4.18 

2.15 

0.049 

0.36 

0.54 



0812000701525600 

2.859 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.976 

-0.83 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.006 

0.31 

0.47 






Flingonia 

Command 

Older Alluvium 

0.050 

-0.83 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Hirnoda 

0812000501509900 

17.639 

Fresh 

Non-command 

Non-command 

Older Alluvium 

16.957 

0.67 

0.100 

0.37 

0.02 

0.00 

0.00 

0.00 

1.49 

0.80 

1.37 

0.091 

0.40 

0.75 







Non-command 

Quartzite 

0.001 

0.67 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jaibhawanipura 

0812000901563600 

1.306 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.306 

-0.22 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.007 

0.53 

0.63 


Jaijaspura 

0812000801545600 

1.545 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.222 

-0.08 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.07 

0.09 


Jaipur (m Corp.) (part) 3 

0812001041210000 

28.848 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.316 

-0.01 

0.150 

0.12 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.364 

0.01 

0.01 




8.842 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.017 

-0.01 

0.150 

0.39 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

1.174 

0.06 

0.07 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Charan_nadi 

0812000908129078 

0.22 

0.29 

- 

0.29 

- 

0.29 

0.06 

0.53 

0.03 

0.0100 

- 

- 

- 

0.010 

0.044 

0.330 

0.033 

0.297 

0.328 

110.34 

Over Exploited 

Chatarpura@ Lalya Ka B 

0812000801547500 

0.14 

0.15 

- 

0.15 

0.01 

0.16 

0.06 

0.59 

0.02 

0.0200 

- 

- 

- 

0.020 

0.037 

0.201 

0.020 

0.181 

0.412 

227.75 

Over Exploited 

Chhitroli 

0812000801543800 

0.14 

0.24 

- 

0.24 

0.00 

0.24 

0.06 

0.54 

0.03 

- 

- 

- 

0.001 

0.001 

0.028 

0.264 

0.026 

0.238 

0.126 

53.14 

Safe 

Chimanpura 

0812000801543200 

0.14 

0.10 

- 

0.10 

- 

0.10 

0.06 

0.56 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.118 

0.012 

0.106 

0.335 

316.18 

Over Exploited 


0812000808129085 

0.14 

0.12 

- 

0.12 

- 

0.12 

0.06 

0.59 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.148 

0.015 

0.133 

0.309 

232.33 

Over Exploited 

Chirnotiya 

0812000501499900 

0.12 

0.16 

158.89 

0.19 

0.01 

0.20 

0.05 

0.49 

0.02 

0.0300 

- 

- 

0.004 

0.034 

0.054 

0.258 

0.013 

0.245 

0.697 

284.01 

Over Exploited 

Chirota 

0812000801545800 

0.14 

0.16 

- 

0.16 

0.00 

0.16 

0.06 

0.57 

0.02 

- 

- 

- 

0.000 

0.000 

0.019 

0.184 

0.018 

0.165 

0.090 

54.16 

Safe 

Dahmi Kalan 

0812000801543000 

0.14 

0.46 

- 

0.46 

0.01 

0.47 

0.06 

0.57 

0.05 

0.0200 

- 

- 

- 

0.020 

0.073 

0.548 

0.055 

0.493 

0.578 

117.36 

Over Exploited 

Dahmi Khurd 

0812000801542900 

0.14 

0.36 

- 

0.36 

0.00 

0.36 

0.06 

0.58 

0.04 

0.0100 

- 

- 

0.005 

0.015 

0.056 

0.420 

0.042 

0.378 

0.197 

52.03 

Safe 

Dakaniyawas 

0812000501502100 

0.12 

0.11 

70.87 

0.13 

- 

0.13 

0.05 

0.48 

0.01 

0.0100 

- 

- 

- 

0.010 

0.023 

0.152 

0.008 

0.144 

0.167 

115.71 

Over Exploited 

Dehra 

0812000501497900 

0.12 

0.15 

72.08 

0.18 

0.01 

0.19 

0.05 

0.44 

0.02 

0.0300 

- 

- 

- 

0.030 

0.048 

0.235 

0.012 

0.223 

0.913 

409.45 

Over Exploited 

Dewala 

0812000601519100 

0.12 

0.32 

- 

0.32 

0.02 

0.34 

0.05 

0.52 

0.04 

0.0600 

- 

- 

0.002 

0.062 

0.099 

0.438 

0.044 

0.394 

1.735 

440.25 

Over Exploited 

Dhani Boraj 

0812000501503800 

0.12 

0.11 

130.80 

0.14 

- 

0.14 

0.02 

0.20 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.162 

0.008 

0.154 

0.317 

206.68 

Over Exploited 



0.07 

0.02 

125.23 

0.03 

- 

0.03 

0.01 

0.12 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.042 

0.002 

0.040 

0.192 

483.25 

Over Exploited 

Dhani Chandpura 

0812000501502500 

0.20 

0.17 

(54.92) 

0.14 

- 

0.14 

0.05 

0.51 

0.02 

0.0100 

- 

- 

- 

0.010 

0.031 

0.169 

0.008 

0.160 

0.298 

185.83 

Over Exploited 

Dhani Nagan 

0812000501498100 

0.12 

0.31 

54.33 

0.37 

0.02 

0.39 

0.05 

0.48 

0.04 

0.0500 

- 

- 

- 

0.050 

0.088 

0.475 

0.024 

0.451 

1.249 

277.00 

Over Exploited 

Dhankya 

0812000901563000 

0.22 

0.84 

- 

0.84 

0.02 

0.86 

0.06 

0.58 

0.10 

0.0600 

- 

- 

- 

0.060 

0.157 

1.017 

0.102 

0.916 

1.753 

191.43 

Over Exploited 

Dhauwas 

0812000908129083 

0.20 

0.27 

(80.26) 

0.22 

- 

0.22 

0.06 

0.58 

0.03 

- 

- 

- 

- 

- 

0.032 

0.248 

0.012 

0.235 

0.122 

51.93 

Safe 



0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dhinda 

0812000501510000 

0.12 

0.22 

33.49 

0.27 

0.00 

0.27 

0.03 

0.32 

0.03 

0.0100 

- 

- 

0.000 

0.010 

0.037 

0.305 

0.015 

0.290 

0.401 

138.31 

Over Exploited 



0.07 

0.03 

70.58 

0.04 

0.00 

0.04 

0.02 

0.15 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.014 

0.049 

0.002 

0.047 

0.191 

406.43 

Over Exploited 

Doongri 

0812000501500200 

0.12 

0.35 

506.36 

0.42 

0.03 

0.45 

0.05 

0.50 

0.04 

0.0800 

- 

- 

0.004 

0.084 

0.127 

0.580 

0.029 

0.551 

2.291 

416.04 

Over Exploited 

Durjaniyawas 

0812000901560600 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.012 

2,151.60 

Over Exploited 

Fatehpura 

0812000901561800 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.003 

0.122 

3,577.03 

Over Exploited 



0.22 

0.48 

- 

0.48 

0.02 

0.50 

0.05 

0.53 

0.05 

0.0500 

- 

- 

- 

0.050 

0.105 

0.605 

0.061 

0.545 

1.417 

260.06 

Over Exploited 

Gajsinghpura 

0812000908129074 

0.20 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.24 

0.00 

- 

- 

- 

- 

- 

0.003 

0.027 

0.003 

0.024 

0.035 

143.80 

Over Exploited 

Garota 

0812000601520600 

0.12 

0.00 

362.65 

0.00 

0.00 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.005 

0.000 

0.005 

0.027 

524.32 

Over Exploited 



0.05 

0.03 

(13.42) 

0.02 

0.00 

0.02 

0.02 

0.23 

0.00 

0.0100 

- 

- 

0.002 

0.012 

0.014 

0.037 

0.002 

0.035 

0.115 

325.99 

Over Exploited 

Garoti 

0812000601520400 

0.12 

0.05 

- 

0.05 

0.00 

0.05 

0.03 

0.28 

0.01 

- 

- 

- 

0.001 

0.001 

0.007 

0.059 

0.006 

0.053 

0.051 

96.65 

Critical 



0.05 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.20 

0.00 

- 

- 

- 

- 

- 

0.001 

0.013 

0.001 

0.012 

0.037 

317.44 

Over Exploited 

Ghegha 

0812000801543100 

0.14 

0.12 

- 

0.12 

- 

0.12 

0.06 

0.56 

0.01 

0.0100 

- 

- 

- 

0.010 

0.023 

0.139 

0.014 

0.125 

0.351 

281.01 

Over Exploited 

Girdharipura 

0812000601519600 

0.12 

0.19 

- 

0.19 

0.03 

0.21 

0.05 

0.50 

0.02 

0.0300 

- 

- 

0.023 

0.053 

0.075 

0.288 

0.029 

0.259 

0.247 

95.23 

Critical 


0812000908129091 

0.20 

0.15 

(86.92) 

0.12 

- 

0.12 

0.04 

0.37 

0.02 

- 

- 

- 

- 

- 

0.018 

0.141 

0.007 

0.134 

0.089 

66.01 

Safe 



0.22 

0.00 

(52.94) 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gokulpura 

0812000501502800 

0.15 

0.10 

- 

0.10 

0.00 

0.10 

0.04 

0.33 

0.01 

0.0100 

- 

- 

0.000 

0.010 

0.022 

0.121 

0.012 

0.109 

0.260 

239.76 

Over Exploited 


0812000908129031 

0.22 

0.35 

(20.05) 

0.28 

- 

0.28 

0.06 

0.59 

0.04 

0.0100 

- 

- 

- 

0.010 

0.052 

0.332 

0.017 

0.315 

0.264 

83.83 

Semi Critical 

Gopalpura 

0812000601518500 

0.12 

0.06 

739.72 

0.07 

0.00 

0.07 

0.02 

0.21 

0.01 

0.0100 

- 

- 

0.003 

0.013 

0.020 

0.094 

0.005 

0.090 

0.134 

149.75 

Over Exploited 



0.05 

0.01 

376.93 

0.01 

- 

0.01 

0.01 

0.12 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.021 

0.001 

0.020 

0.080 

402.07 

Over Exploited 



0.12 

0.02 

1,488.66 

0.02 

0.00 

0.02 

0.01 

0.11 

0.00 

0.0100 

- 

- 

0.003 

0.013 

0.015 

0.037 

0.002 

0.035 

0.074 

207.94 

Over Exploited 



0.05 

0.00 

1,522.03 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.014 

2,964.26 

Over Exploited 

Govindpura 

0812000908129019 

0.22 

0.46 

72.70 

0.55 

0.01 

0.56 

0.06 

0.59 

0.05 

0.0200 

- 

- 

- 

0.020 

0.075 

0.637 

0.032 

0.605 

0.540 

89.12 

Semi Critical 

Govindpura (©Jaichandp 

0812000901563700 

0.20 

0.22 

- 

0.22 

0.01 

0.23 

0.06 

0.59 

0.03 

0.0300 

- 

- 

- 

0.030 

0.056 

0.290 

0.029 

0.261 

0.830 

318.43 

Over Exploited 

Gurha Barsal 

0812000601518800 

0.12 

0.61 

70.27 

0.73 

0.01 

0.74 

0.05 

0.45 

0.07 

0.0400 

- 

- 

0.000 

0.040 

0.112 

0.851 

0.043 

0.808 

1.227 

151.85 

Over Exploited 



0.07 

0.00 

1,813.11 

0.00 

0.00 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

0.000 

0.000 

0.001 

0.002 

0.000 

0.002 

0.074 

3,725.01 

Over Exploited 

Gurha Kumawatan 

0812000501503100 

0.20 

0.27 

- 

0.27 

0.00 

0.27 

0.04 

0.41 

0.03 

0.0100 

- 

- 

0.001 

0.011 

0.043 

0.314 

0.031 

0.282 

0.202 

71.47 

Semi Critical 

Gurha Mansingh 

0812000501500500 

0.12 

0.28 

619.32 

0.34 

0.02 

0.36 

0.04 

0.39 

0.03 

0.0600 

- 

- 

0.001 

0.061 

0.095 

0.456 

0.023 

0.433 

1.692 

390.32 

Over Exploited 

Gurliya 

0812000901561000 

0.22 

0.13 

- 

0.13 

- 

0.13 

0.06 

0.56 

0.02 

- 

- 

- 

- 

- 

0.015 

0.144 

0.014 

0.130 

0.127 

98.04 

Critical 

Harbanshpura 

0812000801548100 

0.14 

0.06 

- 

0.06 

- 

0.06 

0.05 

0.53 

- 

- 

- 

- 

- 

- 

- 

0.055 

0.006 

0.050 

0.066 

132.82 

Over Exploited 

Harchandpura @ Deoliya 

0812000801546500 

0.14 

0.29 

- 

0.29 

0.00 

0.29 

0.06 

0.58 

0.03 

0.0100 

- 

- 

0.002 

0.012 

0.045 

0.339 

0.034 

0.305 

0.192 

62.92 

Safe 

Hardhyanpura 

0812000801542800 

0.14 

0.12 

- 

0.12 

- 

0.12 

0.06 

0.58 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.146 

0.015 

0.132 

0.180 

136.92 

Over Exploited 

Haripura 

0812000501502000 

0.12 

0.06 

185.49 

0.07 

0.01 

0.08 

0.04 

0.41 

0.01 

0.0200 

- 

- 

- 

0.020 

0.027 

0.109 

0.005 

0.103 

0.570 

551.93 

Over Exploited 



0.15 

0.00 

1,384.84 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.120 

3,673.57 

Over Exploited 

Harnathpura 

0812000908129084 

0.22 

0.30 

- 

0.30 

- 

0.30 

0.06 

0.59 

0.04 

0.0100 

- 

- 

- 

0.010 

0.046 

0.348 

0.035 

0.313 

0.176 

56.19 

Safe 

Hasampura 

0812000801545700 

0.14 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.001 

62.67 

Safe 

Hasampura Bas Neota 

0812000801548800 

0.14 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Hasampura_bas_bhankrot 

0812000808129054 

0.14 

0.19 

- 

0.19 

0.01 

0.20 

0.06 

0.59 

0.02 

0.0200 

- 

- 

- 

0.020 

0.042 

0.244 

0.024 

0.220 

0.659 

299.80 

Over Exploited 

Hathod 

0812000901559800 

0.22 

0.13 

191.42 

0.15 

0.01 

0.16 

0.02 

0.22 

0.02 

0.0200 

- 

- 

- 

0.020 

0.035 

0.200 

0.010 

0.190 

0.556 

293.17 

Over Exploited 

Himmatpura 

0812000901562000 

0.20 

0.12 

- 

0.12 

0.00 

0.12 

0.03 

0.26 

0.01 

0.0100 

- 

- 

0.001 

0.011 

0.024 

0.140 

0.014 

0.126 

0.357 

283.26 

Over Exploited 



0.22 

0.19 

- 

0.19 

0.01 

0.20 

0.03 

0.32 

0.02 

0.0200 

- 

- 

- 

0.020 

0.042 

0.241 

0.024 

0.217 

0.416 

191.69 

Over Exploited 

Hingoniya 

0812000501500300 

0.12 

0.50 

741.85 

0.60 

0.03 

0.63 

0.04 

0.40 

0.06 

0.0800 

- 

- 

0.002 

0.082 

0.143 

0.771 

0.039 

0.732 

2.195 

299.72 

Over Exploited 


0812000701525600 

0.18 

0.11 

- 

0.11 

- 

0.11 

0.04 

0.35 

0.01 

0.0100 

- 

- 

- 

0.010 

0.023 

0.133 

0.013 

0.120 

0.051 

42.31 

Safe 



0.18 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Hirnoda 

0812000501509900 

0.12 

0.82 

(2.48) 

0.80 

0.02 

0.82 

0.05 

0.45 

0.10 

0.0500 

- 

- 

0.000 

0.050 

0.146 

0.961 

0.048 

0.913 

1.459 

159.76 

Over Exploited 



0.07 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jaibhawanipura 

0812000901563600 

0.20 

0.14 

- 

0.14 

0.01 

0.15 

0.06 

0.59 

0.02 

0.0200 

- 

- 

- 

0.020 

0.036 

0.184 

0.018 

0.166 

0.461 

278.02 

Over Exploited 

Jaijaspura 

0812000801545600 

0.14 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.001 

47.68 

Safe 

Jaipur (m Corp.) (part) 3 

0812001041210000 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.375 

91,176.53 

Over Exploited 



0.22 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.002 

0.015 

0.002 

0.014 

1.196 

8,577.77 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 




6.212 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.642 

-0.01 

0.150 

1.40 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

4.202 

0.32 

0.37 




8.815 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.220 

-0.01 

0.150 

0.47 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

1.407 

0.07 

0.09 




9.184 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.231 

-0.01 

0.150 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.267 

0.01 

0.02 


Jaipuriyon_ka_bas 

0812000908129004 

1.904 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.904 

1.88 

0.150 

0.10 

0.00 

0.00 

0.00 

0.00 

0.64 

0.56 

0.38 

0.010 

0.53 

0.60 


Jaisinghpura 

081200080154820C 

3.260 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.832 

-1.27 

0.100 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.014 

0.46 

0.55 


Jaisinghpura Kankroda 

0812000901562200 

3.057 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.690 

-0.47 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.015 

0.46 

0.56 







Non-command 

Younger Alluvium 

0.368 

-0.47 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.002 

0.06 

0.08 


Jewlyan Ka Bas 

0812000601518000 

6.611 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.008 

5.04 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.02 

0.005 

0.06 

0.11 






Kalakh Sagar 

Command 

Gneisses(B.G.C) 

3.095 

5.04 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.10 

0.07 

0.017 

0.20 

0.34 


Jhanyee 

0812000801547600 

2.435 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.435 

0.06 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.06 

0.012 

0.53 

0.64 


Jharna 

0812000601519800 

6.388 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.388 

-0.50 

0.100 

0.22 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.83 

0.034 

0.45 

0.70 


Jobner (m) 

0812000541206000 

4.931 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.757 

1.26 

0.100 

0.11 

0.00 

0.00 

0.00 

0.00 

0.71 

0.42 

0.00 

0.322 

0.41 

0.70 


Jorpura 

0812000501500700 

4.127 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.331 

3.97 

0.100 

0.21 

0.01 

0.00 

0.00 

0.00 

1.52 

1.05 

0.83 

0.014 

0.38 

0.54 


Jorpura Jobner 

0812000501498500 

11.295 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.488 

2.02 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.31 

0.18 

0.04 

0.006 

0.06 

0.10 


Joshiwas 

0812000501501100 

2.694 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.160 

0.94 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.16 

0.11 

0.18 

0.005 

0.20 

0.29 


Kalakh 

0812000501501800 

15.362 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.295 

0.37 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.22 

0.005 

0.04 

0.06 







Non-command 

Younger Alluvium 

7.374 

0.37 

0.120 

0.36 

0.02 

0.00 

0.00 

0.00 

0.67 

0.44 

1.39 

0.031 

0.22 

0.33 


Kalwara 

0812000801546100 

13.232 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.212 

0.06 

0.100 

0.24 

0.01 

0.00 

0.00 

0.04 

0.24 

0.20 

0.89 

0.041 

0.33 

0.40 


Kalyansar 

0812000601519500 

4.550 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.021 

-0.64 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.022 

0.41 

0.60 


Kanakpura 

0812000908129036 

4.167 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.078 

1.90 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.000 

0.01 

0.01 







Non-command 

Younger Alluvium 

4.090 

1.90 

0.150 

0.08 

0.00 

0.00 

0.00 

0.00 

1.25 

1.13 

0.30 

0.022 

0.52 

0.58 


Kanarpura @ Khanga Ki 

0812000901562700 

2.073 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.073 

-0.36 

0.150 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.011 

0.51 

0.65 


Kanwar Ka Bas 

0812000901560800 

5.125 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.188 

-0.63 

0.150 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.006 

0.12 

0.15 


Kanwarpura 

0812000501503500 

4.273 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.273 

0.68 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.31 

0.19 

0.03 

0.023 

0.44 

0.71 


Kapariyawas 

0812000901560900 

3.974 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.832 

-0.58 

0.150 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.005 

0.11 

0.14 


Kapriyawas Kalan 

0812000601520100 

7.222 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.931 

-0.56 

0.100 

0.05 

0.01 

0.00 

0.00 

0.02 

0.00 

0.00 

0.15 

0.037 

0.42 

0.69 







Non-command 

Gneisses(B.G.C) 

0.290 

-0.56 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.02 

0.03 


Kapriyawas Khurd 

0812000601520000 

4.107 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.495 

1.36 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.51 

0.30 

0.19 

0.019 

0.36 

0.62 







Non-command 

Gneisses(B.G.C) 

0.612 

1.36 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.003 

0.06 

0.11 


Keriya 

0812000601517800 

3.957 

Fresh 

Kalakh Sagar 

Command 

Gneisses(B.G.C) 

0.108 

4.95 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.02 


Keshopura 

0812000808129097 

3.754 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.754 

-1.13 

0.100 

0.24 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.95 

0.019 

0.53 

0.61 


Keshyawala 

0812000901562800 

0.666 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.666 

-0.35 

0.150 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.004 

0.51 

0.65 


Kesrisingh Pura 

0812000601519200 

5.240 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.240 

-0.38 

0.100 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.67 

0.028 

0.47 

0.69 


Khatwara 

0812000801547700 

3.673 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.673 

-0.05 

0.100 

0.21 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.80 

0.018 

0.53 

0.64 


Kheerwa 

0812000501492900 

5.956 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.285 

2.18 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.04 

0.001 

0.02 

0.03 


Khejrawas 

0812000501501200 

3.371 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.480 

1.72 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.31 

0.21 

0.22 

0.006 

0.20 

0.30 


Kheri Milak 

0812000501492500 

5.527 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.102 

2.70 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.04 

0.000 

0.01 

0.01 


Kishorpura 

0812000908129013 

2.932 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.482 

1.18 

0.150 

0.11 

0.01 

0.00 

0.00 

0.00 

0.54 

0.47 

0.43 

0.013 

0.45 

0.51 


Kishorpura @ Kankroda 

0812000901562300 

1.828 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.522 

-0.50 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.37 

0.008 

0.44 

0.53 







Non-command 

Younger Alluvium 

0.306 

-0.50 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.002 

0.09 

0.11 


Kodar 

0812000801543600 

7.647 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.647 

-0.37 

0.100 

0.43 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.67 

0.038 

0.48 

0.68 


Kot Jewar 

0812000601519900 

5.514 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.514 

-0.23 

0.100 

0.10 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.37 

0.030 

0.44 

0.72 


Kuchyawas 

0812000501501000 

3.404 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.575 

0.08 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.07 

0.002 

0.08 

0.11 


Kudiyon Ka Bas 

0812000501500400 

5.240 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.266 

3.06 

0.100 

0.14 

0.01 

0.00 

0.00 

0.00 

0.82 

0.58 

0.57 

0.010 

0.21 

0.29 


Lalarpura 

0812000908129035 

1.195 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.056 

1.08 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.03 







Non-command 

Younger Alluvium 

1.132 

1.08 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.20 

0.18 

0.09 

0.006 

0.50 

0.55 


Laxmipura 

0812000501492700 

4.507 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.070 

2.33 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.30 

0.19 

0.19 

0.004 

0.10 

0.16 


Laxmipura @ Chak Mauja 

0812000901562400 

1.064 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.747 

-0.52 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.004 

0.37 

0.45 







Non-command 

Younger Alluvium 

0.317 

-0.52 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.002 

0.16 

0.19 


Loharwara 

0812000501492600 

2.775 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.452 

3.84 

0.100 

0.42 

0.02 

0.00 

0.00 

0.00 

1.34 

0.85 

1.67 

0.010 

0.38 

0.60 


Machera 

0812001008129082 

11.134 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

7.312 

0.22 

0.150 

0.62 

0.03 

0.00 

0.00 

0.00 

0.83 

0.74 

2.44 

0.045 

0.36 

0.41 


Machhar Khani 

0812000501497800 

12.361 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.906 

2.25 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.50 

0.28 

0.29 

0.008 

0.07 

0.11 







Non-command 

Quartzite 

0.226 

2.25 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.001 

0.01 

0.01 


Mahapura 

0812000801547400 

7.604 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.604 

-0.45 

0.100 

0.46 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.81 

0.038 

0.53 

0.63 


Maharajpura 

0812000908129060 

1.224 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.224 

0.34 

0.120 

0.27 

0.01 

0.00 

0.00 

0.00 

0.31 

0.27 

1.08 

0.007 

0.53 

0.62 


Maheshwas 

0812000501510100 

13.605 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.846 

3.27 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

2.32 

1.27 

0.27 

0.037 

0.21 

0.39 







Non-command 

Quartzite 

1.186 

3.27 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.05 

0.006 

0.04 

0.07 







Non-command 

Gneisses(B.G.C) 

2.452 

3.27 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.10 

0.013 

0.08 

0.14 


Mahlan 

0812000601519400 

6.262 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.262 

-0.75 

0.100 

0.27 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

1.04 

0.034 

0.46 

0.69 


Majipura 

0812000501504100 

4.035 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.699 

-0.76 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.004 

0.07 

0.13 


Malyawas 

0812000501504300 

6.182 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.419 

0.07 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.08 

0.008 

0.10 

0.18 


Manchwa 

0812000901560100 

7.405 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.705 

-0.09 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.004 

0.05 

0.06 







Non-command 

Younger Alluvium 

0.832 

-0.09 

0.150 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.004 

0.06 

0.07 


Mandau 

0812000801548000 

3.532 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.722 

-1.59 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.004 

0.11 

0.13 


Mansinghpura 

0812000901561700 

2.008 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.008 

-0.40 

0.120 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.60 

0.011 

0.51 

0.66 


Meenawala 

0812000908129040 

1.739 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.739 

1.75 

0.150 

0.07 

0.00 

0.00 

0.00 

0.00 

0.53 

0.48 

0.28 

0.009 

0.53 

0.58 


Mokhampura 

0812000601517700 

12.265 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.030 

3.57 

0.010 

0.00 

0.00 

0.00 

0.00 

0.05 

-0.05 

-0.03 

0.00 

0.000 

0.00 

0.00 






Kalakh Sagar 

Command 

Gneisses(B.G.C) 

0.322 

3.57 

0.010 

0.00 

0.00 

0.00 

0.00 

0.05 

-0.04 

-0.02 

0.01 

0.002 

0.01 

0.02 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.22 

0.25 

- 

0.25 

- 

0.25 

0.04 

0.35 

0.03 

- 

- 

- 

- 

- 

0.030 

0.282 

0.028 

0.254 

4.267 

1,678.21 

Over Exploited 



0.22 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.002 

0.022 

0.002 

0.020 

1.429 

7,111.18 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.267 

38,464.88 

Over Exploited 

Jaipuriyon_ka_bas 

0812000908129004 

0.22 

0.22 

154.06 

0.27 

- 

0.27 

0.06 

0.59 

0.03 

0.0100 

- 

- 

- 

0.010 

0.036 

0.303 

0.015 

0.288 

0.388 

135.05 

Over Exploited 

Jaisinghpura 

0812000801548200 

0.14 

0.18 

- 

0.18 

- 

0.18 

0.05 

0.51 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.194 

0.019 

0.174 

0.404 

232.01 

Over Exploited 

Jaisinghpura Kankroda 

0812000901562200 

0.20 

0.25 

- 

0.25 

0.01 

0.26 

0.05 

0.51 

0.03 

0.0200 

- 

- 

0.000 

0.020 

0.049 

0.307 

0.031 

0.276 

0.473 

171.07 

Over Exploited 



0.22 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.005 

0.058 

1,134.83 

Over Exploited 

Jewlyan Ka Bas 

0812000601518000 

0.05 

0.00 

985.65 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.029 

725.05 

Over Exploited 



0.05 

0.03 

59,973.93 

0.04 

- 

0.04 

0.02 

0.22 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.050 

0.002 

0.047 

0.089 

187.03 

Over Exploited 

Jhanyee 

0812000801547600 

0.14 

0.18 

(84.48) 

0.14 

0.00 

0.15 

0.06 

0.59 

0.02 

- 

- 

- 

0.003 

0.003 

0.023 

0.169 

0.008 

0.161 

0.074 

46.03 

Safe 

Jharna 

0812000601519800 

0.12 

0.35 

- 

0.35 

0.03 

0.38 

0.05 

0.50 

0.04 

0.0900 

- 

- 

0.000 

0.090 

0.130 

0.507 

0.051 

0.457 

0.862 

188.87 

Over Exploited 

Jobner (m) 

0812000541206000 

0.12 

0.23 

169,456.86 

0.28 

- 

0.28 

0.05 

0.46 

0.03 

- 

- 

- 

- 

- 

0.028 

0.310 

0.015 

0.294 

0.322 

109.34 

Over Exploited 

Jorpura 

0812000501500700 

0.12 

0.15 

600.97 

0.18 

0.01 

0.19 

0.05 

0.42 

0.02 

0.0300 

- 

- 

- 

0.030 

0.048 

0.239 

0.012 

0.227 

0.847 

373.41 

Over Exploited 

Jorpura Jobner 

0812000501498500 

0.12 

0.01 

1,698.87 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.013 

0.001 

0.012 

0.042 

338.49 

Over Exploited 

Joshiwas 

0812000501501100 

0.12 

0.03 

291.89 

0.03 

- 

0.03 

0.02 

0.22 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.046 

0.002 

0.044 

0.185 

420.33 

Over Exploited 

Kalakh 

0812000501501800 

0.12 

0.01 

1,087.06 

0.01 

- 

0.01 

0.00 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.018 

0.001 

0.017 

0.221 

1,308.30 

Over Exploited 



0.15 

0.24 

81.43 

0.29 

0.02 

0.31 

0.03 

0.24 

0.03 

0.0500 

- 

- 

- 

0.050 

0.079 

0.387 

0.019 

0.367 

1.422 

387.09 

Over Exploited 

Kalwara 

0812000801546100 

0.14 

0.38 

(47.44) 

0.30 

0.05 

0.35 

0.04 

0.36 

0.04 

0.0300 

- 

- 

0.056 

0.086 

0.128 

0.476 

0.024 

0.452 

0.928 

205.19 

Over Exploited 

Kalyansar 

0812000601519500 

0.12 

0.20 

- 

0.20 

0.01 

0.21 

0.05 

0.46 

0.02 

0.0200 

- 

- 

0.001 

0.021 

0.044 

0.253 

0.025 

0.228 

0.190 

83.25 

Semi Critical 

Kanakpura 

0812000908129036 

0.20 

0.00 

10,360.59 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.011 

5,959.07 

Over Exploited 



0.22 

0.47 

140.81 

0.56 

- 

0.56 

0.06 

0.58 

0.06 

0.0100 

- 

- 

- 

0.010 

0.066 

0.627 

0.031 

0.595 

0.324 

54.44 

Safe 

Kanarpura @ Khanga Ki 

0812000901562700 

0.22 

0.23 

- 

0.23 

- 

0.23 

0.06 

0.57 

0.03 

0.0100 

- 

- 

- 

0.010 

0.037 

0.271 

0.027 

0.243 

0.297 

122.06 

Over Exploited 

Kanwar Ka Bas 

0812000901560800 

0.22 

0.03 

- 

0.03 

0.00 

0.03 

0.01 

0.13 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.014 

0.044 

0.004 

0.040 

0.197 

493.35 

Over Exploited 

Kanwarpura 

0812000501503500 

0.12 

0.23 

(14.66) 

0.19 

- 

0.19 

0.05 

0.50 

0.03 

- 

- 

- 

- 

- 

0.027 

0.221 

0.011 

0.210 

0.053 

25.18 

Safe 

Kapariyawas 

0812000901560900 

0.22 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.12 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.032 

0.003 

0.028 

0.161 

564.00 

Over Exploited 

Kapriyawas Kalan 

0812000601520100 

0.12 

0.35 

- 

0.35 

0.03 

0.38 

0.05 

0.46 

0.04 

0.0200 

- 

- 

0.035 

0.055 

0.095 

0.474 

0.047 

0.426 

0.187 

43.93 

Safe 



0.05 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.008 

2,975.52 

Over Exploited 

Kapriyawas Khurd 

0812000601520000 

0.12 

0.15 

96.82 

0.18 

0.01 

0.20 

0.04 

0.41 

0.02 

0.0200 

- 

- 

0.007 

0.027 

0.045 

0.243 

0.012 

0.231 

0.205 

88.69 

Semi Critical 



0.05 

0.00 

453.66 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.033 

1,363.94 

Over Exploited 

Keriya 

0812000601517800 

0.05 

0.00 

4,476.44 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

0.007 

488.55 

Over Exploited 

Keshopura 

0812000808129097 

0.14 

0.28 

- 

0.28 

0.01 

0.29 

0.06 

0.59 

0.03 

0.0400 

- 

- 

- 

0.040 

0.072 

0.361 

0.036 

0.325 

0.965 

296.73 

Over Exploited 

Keshyawala 

0812000901562800 

0.22 

0.08 

- 

0.08 

- 

0.08 

0.06 

0.57 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.094 

0.009 

0.085 

0.154 

181.62 

Over Exploited 

Kesrisingh Pura 

0812000601519200 

0.12 

0.29 

- 

0.29 

0.01 

0.30 

0.05 

0.52 

0.03 

0.0200 

- 

- 

0.001 

0.021 

0.055 

0.359 

0.036 

0.323 

0.694 

215.13 

Over Exploited 

Khatwara 

0812000801547700 

0.14 

0.27 

- 

0.27 

0.01 

0.28 

0.06 

0.59 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.314 

0.031 

0.282 

0.814 

288.27 

Over Exploited 

Kheerwa 

0812000501492900 

0.12 

0.00 

6,322.87 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.037 

4,294.41 

Over Exploited 

Khejrawas 

0812000501501200 

0.12 

0.04 

491.32 

0.04 

- 

0.04 

0.02 

0.22 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.057 

0.003 

0.054 

0.222 

410.69 

Over Exploited 

Kheri Milak 

0812000501492500 

0.12 

0.00 

24,418.75 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.038 

31,746.26 

Over Exploited 

Kishorpura 

0812000908129013 

0.22 

0.24 

91.82 

0.29 

0.01 

0.30 

0.05 

0.50 

0.03 

0.0200 

- 

- 

- 

0.020 

0.049 

0.353 

0.018 

0.335 

0.444 

132.63 

Over Exploited 

Kishorpura @ Kankroda 

0812000901562300 

0.20 

0.13 

- 

0.13 

- 

0.13 

0.05 

0.49 

0.02 

0.0100 

- 

- 

- 

0.010 

0.025 

0.158 

0.016 

0.142 

0.381 

267.83 

Over Exploited 



0.22 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.001 

0.006 

0.069 

1,161.91 

Over Exploited 

Kodar 

0812000801543600 

0.14 

0.51 

- 

0.51 

0.02 

0.53 

0.05 

0.53 

0.06 

0.0600 

- 

- 

0.001 

0.061 

0.120 

0.655 

0.065 

0.589 

1.707 

289.66 

Over Exploited 

Kot Jewar 

0812000601519900 

0.12 

0.29 

- 

0.29 

0.01 

0.30 

0.05 

0.49 

0.03 

0.0400 

- 

- 

0.006 

0.046 

0.080 

0.382 

0.038 

0.344 

0.396 

114.95 

Over Exploited 

Kuchyawas 

0812000501501000 

0.12 

0.01 

206.26 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.074 

1,101.49 

Over Exploited 

Kudiyon Ka Bas 

0812000501500400 

0.12 

0.06 

947.74 

0.07 

0.01 

0.08 

0.02 

0.23 

0.01 

0.0200 

- 

- 

0.001 

0.021 

0.028 

0.105 

0.005 

0.100 

0.576 

576.25 

Over Exploited 

Lalarpura 

0812000908129035 

0.20 

0.00 

2,243.56 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.12 

47.20 

0.15 

- 

0.15 

0.06 

0.56 

0.01 

- 

- 

- 

- 

- 

0.015 

0.165 

0.008 

0.157 

0.092 

58.86 

Safe 

Laxmipura 

0812000501492700 

0.12 

0.01 

1,338.48 

0.02 

- 

0.02 

0.01 

0.11 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.027 

0.001 

0.026 

0.196 

761.00 

Over Exploited 

Laxmipura @ Chak Mauja 

0812000901562400 

0.20 

0.05 

- 

0.05 

- 

0.05 

0.04 

0.41 

0.01 

- 

- 

- 

- 

- 

0.006 

0.061 

0.006 

0.055 

0.089 

161.42 

Over Exploited 



0.22 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.17 

0.00 

- 

- 

- 

- 

- 

0.001 

0.012 

0.001 

0.011 

0.039 

353.33 

Over Exploited 

Loharwara 

0812000501492600 

0.12 

0.11 

656.52 

0.14 

0.02 

0.16 

0.05 

0.43 

0.01 

0.0600 

- 

- 

- 

0.060 

0.074 

0.230 

0.011 

0.218 

1.683 

770.67 

Over Exploited 

Machera 

0812001008129082 

0.24 

0.63 

17.38 

0.74 

0.03 

0.77 

0.04 

0.40 

0.07 

0.0900 

- 

- 

- 

0.090 

0.165 

0.930 

0.046 

0.883 

2.484 

281.21 

Over Exploited 

Machhar Khani 

0812000501497800 

0.12 

0.01 

1,800.47 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.030 

0.001 

0.028 

0.296 

1,048.49 

Over Exploited 



0.06 

0.00 

10,815.30 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.026 

19,643.53 

Over Exploited 

Mahapura 

0812000801547400 

0.14 

0.57 

- 

0.57 

0.02 

0.59 

0.06 

0.59 

0.06 

0.0700 

- 

- 

- 

0.070 

0.133 

0.720 

0.072 

0.648 

1.844 

284.61 

Over Exploited 

Maharajpura 

0812000908129060 

0.20 

0.13 

105.15 

0.16 

0.01 

0.17 

0.06 

0.59 

0.01 

0.0400 

- 

- 

- 

0.040 

0.055 

0.221 

0.011 

0.210 

1.087 

517.96 

Over Exploited 

Maheshwas 

0812000501510100 

0.12 

0.17 

171,863.02 

0.21 

- 

0.21 

0.02 

0.24 

0.02 

0.0300 

- 

- 

- 

0.030 

0.050 

0.256 

0.013 

0.243 

0.307 

126.20 

Over Exploited 



0.07 

0.00 

1,482.49 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.054 

409.21 

Over Exploited 



0.05 

0.01 

551.57 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.022 

0.001 

0.021 

0.109 

518.31 

Over Exploited 

Mahlan 

0812000601519400 

0.12 

0.34 

- 

0.34 

0.04 

0.39 

0.05 

0.51 

0.04 

0.1200 

- 

- 

0.005 

0.126 

0.165 

0.554 

0.055 

0.498 

1.078 

216.27 

Over Exploited 

Majipura 

0812000501504100 

0.12 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.001 

0.006 

0.022 

354.92 

Over Exploited 

Malyawas 

0812000501504300 

0.12 

0.02 

(1.46) 

0.02 

- 

0.02 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.002 

0.018 

0.001 

0.017 

0.092 

539.14 

Over Exploited 

Manchwa 

0812000901560100 

0.20 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.018 

0.002 

0.016 

0.141 

873.06 

Over Exploited 



0.22 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.022 

0.002 

0.020 

0.163 

820.97 

Over Exploited 

Mandau 

0812000801548000 

0.14 

0.01 

- 

0.01 

0.00 

0.01 

0.01 

0.12 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.016 

0.002 

0.014 

0.035 

245.23 

Over Exploited 

Mansinghpura 

0812000901561700 

0.20 

0.20 

- 

0.20 

0.01 

0.21 

0.06 

0.57 

0.02 

0.0200 

- 

- 

- 

0.020 

0.043 

0.257 

0.026 

0.232 

0.611 

263.79 

Over Exploited 

Meenawala 

0812000908129040 

0.22 

0.20 

136.15 

0.24 

- 

0.24 

0.06 

0.59 

0.02 

0.0100 

- 

- 

- 

0.010 

0.034 

0.277 

0.014 

0.263 

0.290 

110.32 

Over Exploited 

Mokhampura 

0812000601517700 

0.05 

0.00 

########## 

0.00 

0.05 

0.05 

0.00 

0.00 

0.00 

- 

- 

- 

0.073 

0.073 

0.073 

0.121 

0.006 

0.115 

0.000 

0.14 

Safe 



0.05 

0.00 

(12,617.57) 

0.00 

0.05 

0.05 

0.00 

0.01 

0.00 

- 

- 

- 

0.073 

0.073 

0.073 

0.121 

0.006 

0.115 

0.008 

6.71 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Muhana 

081200080154870C 

12.661 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.054 

-0.96 

0.100 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mukandpura 

0812000908129071 

3.574 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.574 

-0.15 

0.120 

0.40 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.56 

0.019 

0.53 

0.62 


Mundiya Purohitan 

081200090156250C 

2.328 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.538 

-0.54 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.008 

0.35 

0.42 







Non-command 

Younger Alluvium 

0.791 

-0.54 

0.150 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.004 

0.18 

0.21 


Mundiya Ramsar 

081200090156320C 

3.707 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.988 

-0.50 

0.120 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.52 

0.016 

0.42 

0.51 







Non-command 

Younger Alluvium 

0.719 

-0.50 

0.150 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.004 

0.10 

0.12 


Murlipura 

081200050150000C 

7.299 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.299 

2.56 

0.100 

0.26 

0.01 

0.00 

0.00 

0.00 

2.12 

1.32 

0.98 

0.031 

0.43 

0.69 


Nandgaon Barsana 

0812000901563100 

2.549 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.549 

-0.56 

0.150 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.61 

0.014 

0.52 

0.63 


Nandlalpura 

0812000701525700 

3.043 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.364 

-0.63 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.001 

0.05 

0.08 


Nangal Bar Goojran@pha 

0812000801546900 

2.791 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.791 

-0.35 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.014 

0.53 

0.63 


NangalJaisa_bohra 

0812000908129064 

5.591 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.630 

-0.37 

0.150 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.020 

0.35 

0.38 


Nanoosar 

0812000908129081 

1.940 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.940 

1.55 

0.150 

0.06 

0.00 

0.00 

0.00 

0.00 

0.51 

0.45 

0.23 

0.010 

0.53 

0.61 


Narottampura 

0812000801548300 

2.161 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.099 

-1.81 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.02 

0.03 


Narsinghpura 

0812000801547300 

2.644 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.644 

-0.42 

0.100 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.64 

0.013 

0.53 

0.63 


Narsinghpura @ Dadiya 

0812000801546000 

2.488 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.211 

-0.03 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.011 

0.47 

0.58 


Nasnota 

0812000601519700 

8.379 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.379 

-0.90 

0.100 

0.08 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.045 

0.44 

0.70 


Natlalpura 

0812000901563400 

1.414 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.414 

-0.41 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.008 

0.53 

0.63 


Naya Bas 

0812000601518400 

3.391 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.051 

4.78 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.000 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

1.656 

4.78 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.12 

0.07 

0.20 

0.009 

0.21 

0.36 






Kalakh Sagar 

Command 

Older Alluvium 

0.172 

4.78 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.02 

0.001 

0.02 

0.04 







Command 

Gneisses(B.G.C) 

1.464 

4.78 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.06 

0.17 

0.008 

0.18 

0.32 


Neemera 

0812000901563300 

6.256 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.256 

-0.15 

0.120 

0.37 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.45 

0.034 

0.53 

0.62 


Neendar 

0812001008129003 

16.218 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.695 

1.59 

0.150 

0.27 

0.01 

0.00 

0.00 

0.00 

0.66 

0.57 

1.06 

0.010 

0.06 

0.07 


Neota 

0812000801548900 

13.087 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.986 

-0.01 

0.100 

0.43 

0.06 

0.00 

0.00 

0.07 

0.00 

0.00 

1.65 

0.055 

0.45 

0.54 


Niwaroo 

0812000901559300 

7.587 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.229 

-0.32 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.007 

0.09 

0.10 


Pachar 

0812000901557600 

19.862 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.312 

-0.49 

0.150 

0.24 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.94 

0.029 

0.13 

0.18 


Palri Parsa 

0812000801545900 

4.438 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.426 

-0.10 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.022 

0.52 

0.65 


Panchyawala 

0812000908129012 

1.201 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.201 

0.84 

0.150 

0.05 

0.00 

0.00 

0.00 

0.00 

0.20 

0.18 

0.17 

0.006 

0.53 

0.58 


Peepla Bharatsingh 

0812000801547800 

4.691 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.512 

-0.81 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.022 

0.51 

0.62 


Pindolai 

0812000901560200 

1.937 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.561 

-0.18 

0.120 

0.26 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.01 

0.008 

0.43 

0.50 







Non-command 

Younger Alluvium 

0.002 

-0.18 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Prithvisinghpura @ Nai 

0812000801546800 

3.954 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.954 

-0.40 

0.100 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.020 

0.53 

0.63 


Ramchandpura 

0812000801547200 

1.605 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.605 

-0.31 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.008 

0.53 

0.63 


Rampura 

0812000501503200 

5.753 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.164 

-0.26 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.02 







Non-command 

Younger Alluvium 

5.588 

-0.26 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.37 

0.030 

0.46 

0.66 


Rampura @ Bariyan 

0812000601518700 

3.348 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.077 

1.10 

0.100 

0.12 

0.01 

0.00 

0.00 

0.00 

0.45 

0.25 

0.45 

0.017 

0.39 

0.69 







Non-command 

Quartzite 

0.271 

1.10 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.05 

0.001 

0.03 

0.06 


Rampura Unti 

0812000801544000 

10.398 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.310 

0.18 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.002 

0.01 

0.02 


Rampurawas Deoliya 

0812000801546600 

1.048 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.048 

-0.36 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.005 

0.52 

0.65 


Ramsingh Pura 

0812000901561500 

10.830 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.401 

-0.37 

0.120 

0.36 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.37 

0.045 

0.39 

0.52 







Non-command 

Younger Alluvium 

2.429 

-0.37 

0.150 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.013 

0.11 

0.15 


Ramsinghpura 

0812000501501600 

1.757 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.757 

2.08 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.44 

0.28 

0.31 

0.007 

0.44 

0.70 


Rojri 

0812000501509800 

12.798 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.209 

0.25 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.15 

0.08 

0.26 

0.017 

0.10 

0.20 


Roopsingh Ka Bas 

0812000501501400 

1.526 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.526 

1.60 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.28 

0.18 

0.16 

0.006 

0.44 

0.69 


Sabrampura 

0812000901560300 

1.274 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.013 

-0.70 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Sanjariya 

0812000801542700 

5.553 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.553 

-0.43 

0.100 

0.73 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

2.90 

0.028 

0.52 

0.64 


Sankhla Ka Bas 

0812000501501500 

2.686 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.686 

3.26 

0.100 

0.13 

0.01 

0.00 

0.00 

0.00 

0.99 

0.65 

0.50 

0.011 

0.45 

0.69 


Sarang Ka Bas 

0812000901560700 

4.980 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.204 

-0.67 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.001 

0.02 

0.03 


Sarangpura 

0812000801547100 

3.057 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.057 

-0.23 

0.100 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.64 

0.015 

0.53 

0.64 


Sardarpura @ Dhakawala 

0812000501503300 

5.163 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.979 

-0.15 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.021 

0.36 

0.53 







Non-command 

Younger Alluvium 

1.184 

-0.15 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.006 

0.11 

0.16 


Sherawatpura 

0812001001568800 

18.453 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.090 

-0.05 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.00 

0.00 


Shrirampura @ Tewariwa 

0812000901562900 

2.494 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.494 

-0.33 

0.150 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.013 

0.51 

0.65 


Shyosinghpura @ Shyopu 

0812000901561100 

4.597 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.597 

-0.36 

0.150 

0.24 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.93 

0.025 

0.51 

0.66 


Shyosingpura Basri 

0812000601520200 

1.465 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.947 

-0.89 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.005 

0.28 

0.45 


Singarpura 

0812000808129100 

1.467 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

-1.80 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sirsi 

0812000908129069 

11.119 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.584 

1.63 

0.120 

0.19 

0.01 

0.00 

0.00 

0.00 

0.68 

0.61 

0.72 

0.014 

0.12 

0.14 







Non-command 

Younger Alluvium 

8.534 

1.63 

0.150 

0.62 

0.03 

0.00 

0.00 

0.00 

2.67 

2.37 

2.41 

0.046 

0.41 

0.46 


Sitapura @ Ramoli 

0812000901562100 

0.867 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.867 

-0.46 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.005 

0.52 

0.64 







Non-command 

Younger Alluvium 

0.001 

-0.46 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sitapura Bas Sanjhariy 

0812000801542600 

0.493 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.493 

-0.45 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.002 

0.52 

0.64 


Sitarampura 

0812000601520500 

4.003 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.004 

3.75 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

2.696 

3.75 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.14 

0.08 

0.18 

0.014 

0.29 

0.48 






Kalakh Sagar 

Command 

Gneisses(B.G.C) 

1.252 

3.75 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.08 

0.007 

0.13 

0.22 


Soorpura 

0812000601518900 

11.820 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.820 

-0.05 

0.100 

0.45 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.72 

0.064 

0.47 

0.70 


Sorthan Ka Bas 

0812000601518200 

6.064 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.233 

4.73 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.01 

0.001 

0.02 

0.03 


Sriramgopalpura_bhoj 

0812000808129104 

2.633 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.633 

-0.27 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.013 

0.53 

0.61 


Srirampura 

0812000908129026 

2.805 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.805 

0.42 

0.120 

0.17 

0.01 

0.00 

0.00 

0.00 

0.30 

0.26 

0.67 

0.015 

0.53 

0.61 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Muhana 

0812000801548700 

0.14 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.00 

- 

- 

- 

- 

0.010 

0.011 

0.011 

0.018 

0.002 

0.016 

0.000 

1.70 

Safe 

Mukandpura 

0812000908129071 

0.20 

0.38 

- 

0.38 

0.02 

0.40 

0.06 

0.59 

0.04 

0.0600 

- 

- 

- 

0.060 

0.103 

0.503 

0.050 

0.453 

1.579 

348.97 

Over Exploited 

Mundiya Purohitan 

0812000901562500 

0.20 

0.11 

- 

0.11 

0.01 

0.12 

0.04 

0.39 

0.01 

0.0200 

- 

- 

- 

0.020 

0.032 

0.149 

0.015 

0.134 

0.412 

307.66 

Over Exploited 



0.22 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.20 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.045 

0.004 

0.040 

0.213 

531.17 

Over Exploited 

Mundiya Ramsar 

0812000901563200 

0.20 

0.25 

- 

0.25 

0.01 

0.26 

0.05 

0.47 

0.03 

0.0200 

- 

- 

- 

0.020 

0.049 

0.313 

0.031 

0.282 

0.539 

191.47 

Over Exploited 



0.22 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.11 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.028 

0.003 

0.025 

0.141 

558.84 

Over Exploited 

Murlipura 

0812000501500000 

0.12 

0.38 

249.25 

0.45 

0.01 

0.46 

0.05 

0.48 

0.05 

0.0400 

- 

- 

0.000 

0.040 

0.088 

0.550 

0.028 

0.523 

1.015 

194.03 

Over Exploited 

Nandgaon Barsana 

0812000901563100 

0.22 

0.29 

- 

0.29 

0.01 

0.30 

0.06 

0.58 

0.03 

0.0200 

- 

- 

- 

0.020 

0.054 

0.357 

0.036 

0.322 

0.628 

195.26 

Over Exploited 

Nandlalpura 

0812000701525700 

0.18 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.033 

919.81 

Over Exploited 

Nangal Bar Goojran@pha 

0812000801546900 

0.14 

0.21 

- 

0.21 

- 

0.21 

0.06 

0.59 

0.02 

0.0100 

- 

- 

- 

0.010 

0.033 

0.240 

0.024 

0.216 

0.352 

162.71 

Over Exploited 

NangalJaisa_bohra 

0812000908129064 

0.22 

0.28 

- 

0.28 

0.01 

0.29 

0.04 

0.39 

0.03 

0.0200 

- 

- 

- 

0.020 

0.053 

0.339 

0.034 

0.305 

0.452 

147.98 

Over Exploited 

Nanoosar 

0812000908129081 

0.22 

0.23 

97.41 

0.27 

- 

0.27 

0.06 

0.59 

0.03 

0.0100 

- 

- 

- 

0.010 

0.037 

0.308 

0.015 

0.293 

0.244 

83.56 

Semi Critical 

Narottampura 

0812000801548300 

0.14 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.016 

5,450.00 

Over Exploited 

Narsinghpura 

0812000801547300 

0.14 

0.20 

- 

0.20 

0.01 

0.21 

0.06 

0.59 

0.02 

0.0200 

- 

- 

- 

0.020 

0.042 

0.249 

0.025 

0.224 

0.653 

291.48 

Over Exploited 

Narsinghpura @ Dadiya 

0812000801546000 

0.14 

0.14 

- 

0.14 

0.00 

0.14 

0.05 

0.52 

0.02 

- 

- 

- 

0.001 

0.001 

0.017 

0.161 

0.016 

0.145 

0.058 

39.92 

Safe 

Nasnota 

0812000601519700 

0.12 

0.45 

- 

0.45 

0.01 

0.46 

0.05 

0.49 

0.05 

0.0300 

- 

- 

0.004 

0.034 

0.086 

0.543 

0.054 

0.489 

0.315 

64.42 

Safe 

Natlalpura 

0812000901563400 

0.20 

0.15 

- 

0.15 

0.01 

0.16 

0.06 

0.59 

0.02 

0.0200 

- 

- 

- 

0.020 

0.037 

0.197 

0.020 

0.177 

0.462 

260.98 

Over Exploited 

Naya Bas 

0812000601518400 

0.12 

0.00 

35,638.96 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.006 

12,796.34 

Over Exploited 



0.05 

0.02 

298.46 

0.02 

0.01 

0.03 

0.02 

0.23 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.052 

0.003 

0.050 

0.205 

411.18 

Over Exploited 



0.12 

0.00 

10,514.10 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.019 

3,414.09 

Over Exploited 



0.05 

0.01 

327.90 

0.02 

0.01 

0.03 

0.02 

0.20 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.048 

0.002 

0.045 

0.177 

391.51 

Over Exploited 

Neemera 

0812000901563300 

0.20 

0.66 

- 

0.66 

0.02 

0.68 

0.06 

0.59 

0.08 

0.0500 

- 

- 

0.001 

0.051 

0.127 

0.810 

0.081 

0.729 

1.488 

203.98 

Over Exploited 

Neendar 

0812001008129003 

0.24 

0.02 

2,349.35 

0.03 

0.01 

0.04 

0.01 

0.06 

0.00 

0.0400 

- 

- 

- 

0.040 

0.043 

0.080 

0.004 

0.076 

1.073 

1,404.72 

Over Exploited 

Neota 

0812000801548900 

0.14 

0.69 

- 

0.69 

0.13 

0.82 

0.05 

0.50 

- 

0.1900 

- 

- 

0.112 

0.302 

0.302 

1.125 

0.112 

1.012 

1.709 

168.81 

Over Exploited 

Niwaroo 

0812000901559300 

0.22 

0.02 

- 

0.02 

0.00 

0.02 

0.01 

0.10 

0.00 

- 

- 

- 

0.000 

0.000 

0.003 

0.026 

0.003 

0.024 

0.093 

390.09 

Over Exploited 

Pachar 

0812000901557600 

0.22 

0.15 

- 

0.15 

0.01 

0.16 

0.02 

0.15 

0.02 

0.0400 

- 

- 

- 

0.040 

0.058 

0.223 

0.022 

0.201 

0.969 

483.11 

Over Exploited 

Palri Parsa 

0812000801545900 

0.14 

0.32 

- 

0.32 

0.00 

0.32 

0.06 

0.58 

0.04 

0.0100 

- 

- 

0.000 

0.010 

0.046 

0.368 

0.037 

0.331 

0.178 

53.76 

Safe 

Panchyawala 

0812000908129012 

0.22 

0.14 

31.65 

0.17 

- 

0.17 

0.06 

0.59 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.194 

0.010 

0.185 

0.179 

97.17 

Critical 

Peepla Bharatsingh 

0812000801547800 

0.14 

0.32 

- 

0.32 

0.00 

0.33 

0.06 

0.57 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.337 

0.034 

0.303 

0.303 

100.01 

Over Exploited 

Pindolai 

0812000901560200 

0.20 

0.13 

- 

0.13 

0.01 

0.14 

0.05 

0.48 

0.02 

0.0400 

- 

- 

0.000 

0.040 

0.056 

0.199 

0.020 

0.179 

1.020 

570.16 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Prithvisinghpura @ Nai 

0812000801546800 

0.14 

0.29 

- 

0.29 

- 

0.29 

0.06 

0.59 

0.03 

0.0100 

- 

- 

- 

0.010 

0.043 

0.335 

0.034 

0.302 

0.398 

131.80 

Over Exploited 

Ramchandpura 

0812000801547200 

0.14 

0.12 

- 

0.12 

- 

0.12 

0.06 

0.59 

0.01 

- 

- 

- 

- 

- 

0.013 

0.133 

0.013 

0.119 

0.056 

46.87 

Safe 

Rampura 

0812000501503200 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.007 

2,540.19 

Over Exploited 



0.20 

0.52 

- 

0.52 

- 

0.52 

0.05 

0.52 

0.06 

0.0100 

- 

- 

- 

0.010 

0.071 

0.589 

0.059 

0.530 

0.404 

76.17 

Semi Critical 

Rampura @ Bariyan 

0812000601518700 

0.12 

0.14 

76.05 

0.17 

0.01 

0.18 

0.05 

0.44 

0.02 

0.0200 

- 

- 

- 

0.020 

0.037 

0.219 

0.011 

0.209 

0.471 

225.66 

Over Exploited 



0.07 

0.00 

1,281.19 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.047 

5,814.32 

Over Exploited 

Rampura Unti 

0812000801544000 

0.14 

0.00 

553.00 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

197.38 

Over Exploited 

Rampurawas Deoliya 

0812000801546600 

0.14 

0.08 

- 

0.08 

- 

0.08 

0.06 

0.58 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.096 

0.010 

0.086 

0.239 

278.05 

Over Exploited 

Ramsingh Pura 

0812000901561500 

0.20 

0.65 

- 

0.65 

0.02 

0.67 

0.04 

0.43 

0.07 

0.0500 

- 

- 

- 

0.050 

0.124 

0.793 

0.079 

0.714 

1.413 

197.99 

Over Exploited 



0.22 

0.06 

- 

0.06 

- 

0.06 

0.01 

0.12 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.076 

0.008 

0.069 

0.397 

577.02 

Over Exploited 

Ramsinghpura 

0812000501501600 

0.12 

0.09 

203.08 

0.11 

- 

0.11 

0.05 

0.49 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.133 

0.007 

0.126 

0.319 

253.71 

Over Exploited 

Rojri 

0812000501509800 

0.12 

0.04 

93.88 

0.05 

- 

0.05 

0.01 

0.12 

0.00 

0.0100 

- 

- 

- 

0.010 

0.015 

0.063 

0.003 

0.060 

0.275 

461.71 

Over Exploited 

Roopsingh Ka Bas 

0812000501501400 

0.12 

0.08 

123.13 

0.10 

0.00 

0.10 

0.05 

0.50 

0.01 

0.0100 

- 

- 

0.000 

0.010 

0.020 

0.118 

0.006 

0.112 

0.162 

145.12 

Over Exploited 

Sabrampura 

0812000901560300 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.011 

85,263.81 

Over Exploited 

Sanjariya 

0812000801542700 

0.14 

0.41 

- 

0.41 

0.04 

0.45 

0.06 

0.58 

0.05 

0.1100 

- 

- 

- 

0.110 

0.156 

0.603 

0.060 

0.543 

2.926 

539.04 

Over Exploited 

Sankhla Ka Bas 

0812000501501500 

0.12 

0.14 

349.08 

0.17 

0.01 

0.18 

0.05 

0.50 

0.02 

0.0200 

- 

- 

- 

0.020 

0.038 

0.220 

0.011 

0.209 

0.515 

246.46 

Over Exploited 

Sarang Ka Bas 

0812000901560700 

0.22 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

0.000 

0.000 

0.000 

0.002 

0.000 

0.001 

0.046 

3,273.62 

Over Exploited 

Sarangpura 

0812000801547100 

0.14 

0.23 

- 

0.23 

0.01 

0.24 

0.06 

0.59 

0.03 

0.0200 

- 

- 

0.001 

0.021 

0.047 

0.285 

0.028 

0.256 

0.656 

256.28 

Over Exploited 

Sardarpura @ Dhakawala 

0812000501503300 

0.12 

0.17 

- 

0.17 

- 

0.17 

0.04 

0.41 

0.02 

0.0100 

- 

- 

- 

0.010 

0.030 

0.204 

0.020 

0.183 

0.214 

116.90 

Over Exploited 



0.20 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.003 

0.029 

0.003 

0.026 

0.095 

370.36 

Over Exploited 

Sherawatpura 

0812001001568800 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.012 

24,427.96 

Over Exploited 

Shrirampura @ Tewariwa 

0812000901562900 

0.22 

0.28 

- 

0.28 

- 

0.28 

0.06 

0.57 

0.03 

0.0100 

- 

- 

- 

0.010 

0.043 

0.325 

0.032 

0.292 

0.357 

122.40 

Over Exploited 

Shyosinghpura @ Shyopu 

0812000901561100 

0.22 

0.51 

- 

0.51 

0.01 

0.52 

0.06 

0.56 

0.06 

0.0300 

- 

- 

- 

0.030 

0.089 

0.610 

0.061 

0.549 

0.952 

173.32 

Over Exploited 

Shyosingpura Basri 

0812000601520200 

0.12 

0.03 

- 

0.03 

0.00 

0.03 

0.03 

0.32 

0.00 

0.0100 

- 

- 

0.003 

0.013 

0.017 

0.051 

0.005 

0.046 

0.065 

141.58 

Over Exploited 

Singarpura 

0812000808129100 

0.14 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sirsi 

0812000908129069 

0.20 

0.06 

852.16 

0.08 

0.01 

0.09 

0.01 

0.14 

0.01 

0.0300 

- 

- 

- 

0.030 

0.037 

0.124 

0.006 

0.118 

0.738 

626.92 

Over Exploited 



0.22 

0.76 

209.82 

0.92 

0.03 

0.95 

0.05 

0.45 

0.09 

0.0900 

- 

- 

0.001 

0.092 

0.181 

1.129 

0.056 

1.073 

2.454 

228.81 

Over Exploited 

Sitapura @ Ramoli 

0812000901562100 

0.20 

0.09 

- 

0.09 

- 

0.09 

0.06 

0.58 

0.01 

- 

- 

- 

- 

- 

0.010 

0.101 

0.010 

0.091 

0.045 

49.32 

Safe 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sitapura Bas Sanjhariy 

0812000801542600 

0.14 

0.04 

- 

0.04 

- 

0.04 

0.06 

0.58 

0.00 

- 

- 

- 

- 

- 

0.004 

0.040 

0.004 

0.036 

0.030 

83.95 

Semi Critical 

Sitarampura 

0812000601520500 

0.12 

0.00 

428,122.97 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.04 

113.10 

0.05 

0.01 

0.06 

0.03 

0.32 

0.00 

0.0200 

- 

- 

0.004 

0.024 

0.029 

0.088 

0.004 

0.083 

0.194 

233.62 

Over Exploited 



0.05 

0.01 

359.03 

0.01 

0.00 

0.01 

0.02 

0.15 

0.00 

0.0100 

- 

- 

0.004 

0.014 

0.015 

0.028 

0.001 

0.027 

0.091 

342.35 

Over Exploited 

Soorpura 

0812000601518900 

0.12 

0.66 

- 

0.66 

0.02 

0.68 

0.05 

0.52 

0.08 

0.0600 

- 

- 

0.001 

0.061 

0.137 

0.818 

0.082 

0.736 

1.784 

242.36 

Over Exploited 

Sorthan Ka Bas 

0812000601518200 

0.12 

0.00 

13,427.68 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.007 

1,292.93 

Over Exploited 

Sriramgopalpura_bhoj 

0812000808129104 

0.14 

0.20 

- 

0.20 

- 

0.20 

0.06 

0.59 

0.02 

- 

- 

- 

- 

- 

0.022 

0.218 

0.022 

0.196 

0.013 

6.67 

Safe 

Srirampura 

0812000908129026 

0.20 

0.30 

(11.98) 

0.26 

0.01 

0.27 

0.06 

0.59 

0.03 

0.0300 

- 

- 

- 

0.030 

0.064 

0.337 

0.017 

0.320 

0.687 

214.95 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Srirampurabas_bhankrot 

0812000808129068 

1.655 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.543 

-1.53 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.008 

0.50 

0.59 


Sunda Ki Dhani 

0812000501498200 

4.759 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.386 

1.24 

0.100 

0.16 

0.01 

0.00 

0.00 

0.00 

0.57 

0.34 

0.64 

0.014 

0.30 

0.51 


Sundariyawas 

0812000501500600 

3.695 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.045 

1.27 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 



0812000901560500 

4.893 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.456 

-0.87 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.002 

0.05 

0.06 


Sursinghpura 

0812000501504200 

7.722 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.805 

-0.72 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.004 

0.04 

0.08 


Teelawas 

0812000801546400 

3.414 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.414 

-0.24 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.017 

0.53 

0.65 


Thakursi Ka Bas 

0812000501500100 

5.722 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.722 

4.30 

0.100 

0.23 

0.01 

0.00 

0.00 

0.00 

2.68 

1.72 

0.89 

0.024 

0.44 

0.68 


Thikariya 

0812000801547000 

3.270 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.270 

-0.30 

0.100 

0.49 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.93 

0.016 

0.53 

0.64 


Tibariya 

0812000501500800 

3.863 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.32 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ugariyawas 

0812000601518600 

19.517 

Fresh 

Non-command 

Non-command 

Older Alluvium 

16.195 

1.87 

0.100 

0.28 

0.01 

0.00 

0.00 

0.00 

3.30 

1.89 

1.01 

0.087 

0.35 

0.62 







Non-command 

Quartzite 

2.688 

1.87 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.17 

0.014 

0.06 

0.10 







Non-command 

Gneisses(B.G.C) 

0.197 

1.87 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.00 

0.01 






Kalakh Sagar 

Command 

Older Alluvium 

0.345 

1.87 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.02 

0.002 

0.01 

0.01 


Vijai Govindpura 

0812000501492800 

2.056 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.469 

2.29 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.42 

0.26 

0.31 

0.006 

0.30 

0.49 


Vijaypura 

0812000908129042 

2.109 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.713 

0.89 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.13 

0.11 

0.21 

0.004 

0.18 

0.21 







Non-command 

Younger Alluvium 

1.396 

0.89 

0.150 

0.10 

0.00 

0.00 

0.00 

0.00 

0.29 

0.25 

0.39 

0.008 

0.35 

0.40 

07008058 

Abhaipura 

0812000801551200 

3.047 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.047 

-0.82 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.015 

0.53 

0.65 


Acharawala 

0812000801551000 

1.551 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.551 

-0.83 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.008 

0.53 

0.65 


Ajairajpura 

0812000801545300 

3.368 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.368 

0.00 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.017 

0.52 

0.66 


Akodiya 

0822000302615600 

5.088 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.990 

2.14 

0.100 

0.20 

0.03 

0.00 

0.00 

0.01 

1.02 

1.22 

0.79 

0.014 

0.38 

0.32 


Amarpura 

0812000701527700 

4.454 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.059 

1.18 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.40 

0.29 

0.13 

0.009 

0.33 

0.46 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.395 

1.18 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.13 

0.04 

0.004 

0.15 

0.21 


Anandrampura 

0812001301645500 

4.052 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.052 

0.69 

0.080 

0.05 

0.01 

0.00 

0.00 

0.01 

0.26 

0.19 

0.16 

0.017 

0.52 

0.71 


Anantpura 

0812000601521000 

2.582 

Fresh 

Kalakh Sagar 

Command 

Gneisses(B.G.C) 

0.043 

2.21 

0.010 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

-0.01 

0.00 

0.000 

0.01 

0.01 


Ankeshpura 

0812001301643700 

4.041 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.041 

0.71 

0.080 

0.03 

0.00 

0.00 

0.00 

0.01 

0.24 

0.17 

0.09 

0.017 

0.52 

0.73 


Anoppura 

0812000801544200 

2.178 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.895 

0.43 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.03 

0.004 

0.20 

0.27 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.283 

0.43 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.02 

0.006 

0.29 

0.39 


Asarpura 

0812000808129034 

1.806 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.237 

-1.69 

0.100 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.49 

0.006 

0.36 

0.42 


Asawala 

0812000801553200 

1.210 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.324 

-2.17 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.002 

0.14 

0.18 


Awandiya 

0812000701528500 

9.999 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.016 

1.07 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

9.980 

1.07 

0.015 

0.02 

0.00 

0.00 

0.00 

0.06 

0.12 

0.09 

0.04 

0.029 

0.47 

0.68 


Badanpura 

0812000801552900 

1.954 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.954 

-1.11 

0.100 

0.27 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.06 

0.010 

0.53 

0.66 


Badarwas 

0812000908129099 

2.858 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.726 

-1.64 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.015 

0.51 

0.56 


Bagru (m) 

0812000841209000 

33.933 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.104 

-0.18 

0.100 

0.67 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.39 

1.752 

0.07 

0.10 


Bajdoli 

0812001301642000 

2.253 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.253 

1.37 

0.080 

0.08 

0.01 

0.00 

0.00 

0.00 

0.32 

0.23 

0.29 

0.009 

0.53 

0.73 


Baksawala 

0812000801553100 

1.714 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.196 

-1.92 

0.100 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.006 

0.37 

0.46 


Balapura 

0812000701529600 

3.494 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.460 

1.39 

0.100 

0.23 

0.03 

0.00 

0.00 

0.00 

0.68 

0.48 

0.90 

0.010 

0.47 

0.67 







Non-command 

Quartzite 

0.035 

1.39 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.01 


Balawala 

0812000801550800 

3.172 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.172 

-0.82 

0.100 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.66 

0.016 

0.53 

0.65 


Balrampura_khejra_ka 

0812000808129041 

1.063 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.733 

-1.75 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.37 

0.45 


Barh Ajairajpura 

0812000801544800 

0.573 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.573 

0.07 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.51 

0.66 


Barh Bagpura 

0812001301644800 

2.693 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.693 

2.18 

0.080 

0.08 

0.01 

0.00 

0.00 

0.01 

0.53 

0.35 

0.32 

0.011 

0.53 

0.81 


Barh Hariharpura 

0812000801545400 

0.193 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.193 

0.08 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.51 

0.66 


Barh Pathraj Kalan 

0822000302615100 

1.456 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.117 

2.30 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.000 

0.04 

0.04 


Barhali 

0812000701540000 

6.366 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.366 

0.85 

0.100 

0.02 

0.00 

0.00 

0.00 

0.03 

0.53 

0.40 

0.07 

0.019 

0.51 

0.69 


Barh-bishanpura @ Kagy 

0812000701531700 

2.669 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.669 

1.41 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.06 

0.05 

0.06 

0.008 

0.47 

0.68 


Barhmohanpura 

0812000801548500 

0.775 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.775 

-1.96 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.004 

0.53 

0.65 


Basri Jogiyan 

0812000701539300 

7.007 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.007 

-0.76 

0.100 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.68 

0.020 

0.53 

0.66 


Beechi 

0812000701538000 

15.320 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.286 

0.76 

0.100 

0.02 

0.00 

0.00 

0.00 

0.06 

0.06 

0.05 

0.07 

0.004 

0.04 

0.05 


Beer Ramchandrapura 

0812000701530500 

2.782 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.504 

0.08 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.004 

0.28 

0.36 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.278 

0.08 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.004 

0.24 

0.31 


Bhadipura @ Narayanpur 

0812001301644100 

2.539 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.539 

0.71 

0.080 

0.09 

0.01 

0.00 

0.00 

0.00 

0.22 

0.17 

0.34 

0.011 

0.52 

0.68 


Bhagwatsinghpura 

0812000601525400 

6.140 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.953 

1.49 

0.010 

0.02 

0.00 

0.00 

0.00 

0.03 

0.07 

0.05 

0.03 

0.032 

0.43 

0.62 






Kalakh Sagar 

Command 

Gneisses(B.G.C) 

0.053 

1.49 

0.010 

0.00 

0.00 

0.00 

0.00 

0.03 

-0.03 

-0.02 

0.00 

0.000 

0.00 

0.01 


Bhankrota 

0812000701538200 

12.541 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.956 

0.50 

0.100 

0.09 

0.01 

0.00 

0.00 

0.02 

0.60 

0.45 

0.34 

0.032 

0.43 

0.57 


Bhankrota Khurd 

0812000801544500 

3.933 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.771 

0.12 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.02 

0.019 

0.48 

0.63 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.162 

0.12 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.03 


Bhankrota_kalan 

0812000808129092 

6.625 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

-0.95 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhapura 

0812000801549700 

8.520 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.520 

-0.07 

0.100 

0.25 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.95 

0.042 

0.53 

0.66 


Bhater 

0812000801552100 

5.570 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.570 

-1.04 

0.100 

0.85 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

3.38 

0.028 

0.53 

0.66 


Bheempura 

0812000701526900 

4.270 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.001 

0.53 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

4.268 

0.53 

0.100 

0.01 

0.00 

0.00 

0.00 

0.01 

0.23 

0.17 

0.02 

0.012 

0.49 

0.66 


Bhojpura 

0812000701531600 

8.621 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.496 

1.38 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.01 

0.001 

0.03 

0.04 







Non-command 

Gneisses(B.G.C) 

8.124 

1.38 

0.015 

0.05 

0.01 

0.00 

0.00 

0.05 

0.16 

0.11 

0.17 

0.024 

0.45 

0.64 


Bhojyara 

0812001301642400 

8.271 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.271 

0.93 

0.080 

0.03 

0.00 

0.00 

0.00 

0.02 

0.63 

0.44 

0.08 

0.035 

0.52 

0.75 


Biharipura 

0812000601524300 

10.312 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.248 

1.76 

0.010 

0.00 

0.00 

0.00 

0.00 

0.02 

-0.01 

-0.01 

0.01 

0.001 

0.01 

0.02 






Kalakh Sagar 

Command 

Gneisses(B.G.C) 

0.500 

1.76 

0.010 

0.00 

0.00 

0.00 

0.00 

0.02 

-0.01 

-0.01 

0.01 

0.003 

0.02 

0.03 


Bokrawas 

0812000701540100 

4.619 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.619 

1.36 

0.100 

0.06 

0.01 

0.00 

0.00 

0.04 

0.63 

0.46 

0.23 

0.013 

0.52 

0.71 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Srirampurabas_bhankrot 

0812000808129068 

0.14 

0.11 

- 

0.11 

- 

0.11 

0.06 

0.55 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.129 

0.013 

0.116 

0.168 

144.08 

Over Exploited 

Sunda Ki Dhani 

0812000501498200 

0.12 

0.12 

177.10 

0.15 

0.01 

0.16 

0.04 

0.34 

0.02 

0.0200 

- 

- 

- 

0.020 

0.035 

0.193 

0.010 

0.184 

0.650 

354.27 

Over Exploited 

Sundariyawas 

0812000501500600 

0.12 

0.00 

10,636.49 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

0.002 

0.002 

0.002 

0.003 

0.000 

0.002 

0.014 

582.66 

Over Exploited 


0812000901560500 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.001 

0.005 

0.069 

1,425.16 

Over Exploited 

Sursinghpura 

0812000501504200 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.004 

0.016 

385.79 

Over Exploited 

Teelawas 

0812000801546400 

0.14 

0.25 

- 

0.25 

0.00 

0.25 

0.06 

0.58 

0.03 

- 

- 

- 

0.000 

0.000 

0.028 

0.280 

0.028 

0.252 

0.064 

25.44 

Safe 

Thakursi Ka Bas 

0812000501500100 

0.12 

0.30 

470.43 

0.36 

0.01 

0.37 

0.05 

0.49 

0.04 

0.0300 

- 

- 

- 

0.030 

0.068 

0.439 

0.022 

0.417 

0.912 

218.92 

Over Exploited 

Thikariya 

0812000801547000 

0.14 

0.24 

- 

0.24 

0.02 

0.26 

0.06 

0.59 

0.03 

0.0700 

- 

- 

- 

0.070 

0.097 

0.359 

0.036 

0.323 

1.948 

602.65 

Over Exploited 

Tibariya 

0812000501500800 

0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ugariyawas 

0812000601518600 

0.12 

0.69 

175.35 

0.82 

0.01 

0.83 

0.04 

0.39 

0.08 

0.1100 

- 

- 

- 

0.110 

0.191 

1.023 

0.051 

0.972 

1.095 

112.64 

Over Exploited 



0.07 

0.01 

682.46 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

0.0200 

- 

- 

- 

0.020 

0.021 

0.035 

0.002 

0.033 

0.182 

556.40 

Over Exploited 



0.05 

0.00 

4,864.88 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.013 

24,662.56 

Over Exploited 



0.12 

0.00 

13,601.74 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.026 

6,627.28 

Over Exploited 

Vijai Govindpura 

0812000501492800 

0.12 

0.05 

378.64 

0.06 

- 

0.06 

0.04 

0.34 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.081 

0.004 

0.077 

0.318 

413.38 

Over Exploited 

Vijaypura 

0812000908129042 

0.20 

0.03 

327.21 

0.03 

- 

0.03 

0.02 

0.20 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.044 

0.002 

0.041 

0.214 

515.55 

Over Exploited 



0.22 

0.11 

130.21 

0.13 

- 

0.13 

0.04 

0.39 

0.01 

0.0100 

- 

- 

- 

0.010 

0.023 

0.152 

0.008 

0.144 

0.394 

273.07 

Over Exploited 

Abhaipura 

0812000801551200 

0.14 

0.23 

- 

0.23 

0.00 

0.23 

0.06 

0.59 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.231 

0.023 

0.208 

0.046 

22.23 

Safe 

Acharawala 

0812000801551000 

0.14 

0.12 

- 

0.12 

- 

0.12 

0.06 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.126 

0.013 

0.113 

0.226 

199.24 

Over Exploited 

Ajairajpura 

0812000801545300 

0.14 

0.24 

(96.35) 

0.20 

- 

0.20 

0.06 

0.58 

0.03 

- 

- 

- 

- 

- 

0.027 

0.222 

0.011 

0.211 

0.053 

24.98 

Safe 

Akodiya 

0822000302615600 

0.20 

0.30 

302.92 

0.36 

0.04 

0.40 

0.04 

0.42 

0.04 

0.0900 

- 

- 

0.008 

0.098 

0.133 

0.532 

0.027 

0.505 

0.802 

158.68 

Over Exploited 

Amarpura 

0812000701527700 

0.18 

0.18 

57.54 

0.22 

- 

0.22 

0.04 

0.37 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.229 

0.011 

0.218 

0.139 

63.83 

Safe 



0.15 

0.03 

295.87 

0.04 

- 

0.04 

0.02 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.038 

0.002 

0.036 

0.040 

111.15 

Over Exploited 

Anandrampura 

0812001301645500 

0.12 

0.25 

(25.30) 

0.20 

0.02 

0.22 

0.06 

0.58 

- 

0.0200 

- 

- 

0.008 

0.028 

0.028 

0.247 

0.012 

0.234 

0.179 

76.39 

Semi Critical 

Anantpura 

0812000601521000 

0.05 

0.00 

(42,180.90) 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

- 

- 

0.017 

0.017 

0.017 

0.028 

0.001 

0.026 

0.000 

0.88 

Safe 

Ankeshpura 

0812001301643700 

0.12 

0.25 

(30.93) 

0.20 

0.01 

0.22 

0.06 

0.58 

- 

0.0100 

- 

- 

0.020 

0.030 

0.030 

0.246 

0.012 

0.234 

0.103 

44.04 

Safe 

Anoppura 

0812000801544200 

0.14 

0.03 

40.00 

0.03 

- 

0.03 

0.02 

0.22 

0.00 

- 

- 

- 

- 

- 

0.003 

0.033 

0.002 

0.031 

0.035 

113.16 

Over Exploited 



0.14 

0.05 

(8.30) 

0.05 

- 

0.05 

0.03 

0.32 

0.01 

- 

- 

- 

- 

- 

0.006 

0.053 

0.003 

0.051 

0.028 

56.19 

Safe 

Asarpura 

0812000808129034 

0.14 

0.06 

- 

0.06 

0.01 

0.07 

0.04 

0.41 

0.01 

0.0200 

- 

- 

- 

0.020 

0.027 

0.100 

0.010 

0.090 

0.500 

554.49 

Over Exploited 

Asawala 

0812000801553200 

0.14 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.16 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.002 

0.015 

0.178 

1,197.23 

Over Exploited 

Awandiya 

0812000701528500 

0.18 

0.00 

54,559.20 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.28 

(69.92) 

0.23 

0.06 

0.29 

0.05 

0.53 

- 

- 

- 

- 

0.088 

0.088 

0.088 

0.374 

0.019 

0.355 

0.065 

18.34 

Safe 

Badanpura 

0812000801552900 

0.14 

0.15 

- 

0.15 

0.01 

0.16 

0.06 

0.59 

- 

0.0400 

- 

- 

0.002 

0.042 

0.042 

0.199 

0.020 

0.180 

1.072 

597.02 

Over Exploited 

Badarwas 

0812000908129099 

0.20 

0.28 

- 

0.28 

- 

0.28 

0.06 

0.56 

0.03 

0.0100 

- 

- 

- 

0.010 

0.042 

0.318 

0.032 

0.286 

0.220 

76.81 

Semi Critical 

Bagru (m) 

0812000841209000 

0.14 

0.05 

- 

0.05 

0.01 

0.06 

0.01 

0.08 

0.01 

0.0100 

- 

- 

0.015 

0.025 

0.031 

0.095 

0.009 

0.085 

2.142 

2,516.46 

Over Exploited 

Bajdoli 

0812001301642000 

0.12 

0.14 

59.28 

0.17 

0.01 

0.18 

0.06 

0.59 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.215 

0.011 

0.205 

0.301 

147.35 

Over Exploited 

Baksawala 

0812000801553100 

0.14 

0.06 

- 

0.06 

0.01 

0.07 

0.04 

0.41 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.092 

0.009 

0.083 

0.452 

543.55 

Over Exploited 

Balapura 

0812000701529600 

0.18 

0.29 

62.17 

0.35 

0.03 

0.39 

0.05 

0.52 

- 

0.1000 

- 

- 

0.007 

0.107 

0.107 

0.494 

0.025 

0.470 

0.906 

192.90 

Over Exploited 



0.06 

0.00 

7,030.25 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

63,449.99 

Over Exploited 

Balawala 

0812000801550800 

0.14 

0.24 

- 

0.24 

0.01 

0.25 

0.06 

0.59 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.269 

0.027 

0.242 

0.675 

278.74 

Over Exploited 

Balrampura_khejra_ka 

0812000808129041 

0.14 

0.04 

- 

0.04 

- 

0.04 

0.04 

0.41 

- 

- 

- 

- 

- 

- 

- 

0.038 

0.004 

0.034 

0.004 

10.74 

Safe 

Barh Ajairajpura 

0812000801544800 

0.14 

0.04 

(92.24) 

0.03 

- 

0.03 

0.06 

0.57 

0.00 

- 

- 

- 

- 

- 

0.005 

0.038 

0.002 

0.036 

0.003 

7.99 

Safe 

Barh Bagpura 

0812001301644800 

0.12 

0.17 

103.39 

0.20 

0.02 

0.22 

0.06 

0.59 

- 

0.0400 

- 

- 

0.011 

0.051 

0.051 

0.274 

0.014 

0.260 

0.335 

128.93 

Over Exploited 

Barh Hariharpura 

0812000801545400 

0.14 

0.01 

(91.32) 

0.01 

- 

0.01 

0.06 

0.57 

0.00 

- 

- 

- 

- 

- 

0.002 

0.013 

0.001 

0.012 

0.001 

8.01 

Safe 

Barh Pathraj Kalan 

0822000302615100 

0.20 

0.00 

2,694.00 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.008 

0.000 

0.007 

0.000 

5.67 

Safe 

Barhali 

0812000701540000 

0.18 

0.59 

(32.34) 

0.47 

0.03 

0.50 

0.06 

0.57 

- 

0.0100 

- 

- 

0.045 

0.055 

0.055 

0.554 

0.028 

0.526 

0.086 

16.28 

Safe 

Barh-bishanpura @ Kagy 

0812000701531700 

0.06 

0.08 

(40.81) 

0.06 

0.01 

0.07 

0.05 

0.53 

- 

0.0100 

- 

- 

0.018 

0.028 

0.028 

0.101 

0.005 

0.096 

0.066 

68.37 

Safe 

Barhmohanpura 

0812000801548500 

0.14 

0.06 

- 

0.06 

0.00 

0.06 

0.06 

0.59 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.061 

0.006 

0.055 

0.129 

233.64 

Over Exploited 

Basri Jogiyan 

0812000701539300 

0.18 

0.67 

- 

0.67 

0.01 

0.68 

0.06 

0.59 

- 

0.0300 

- 

- 

0.004 

0.034 

0.034 

0.717 

0.072 

0.645 

0.701 

108.75 

Over Exploited 

Beechi 

0812000701538000 

0.18 

0.01 

390.71 

0.01 

0.06 

0.07 

0.00 

0.05 

0.00 

0.0100 

- 

- 

0.086 

0.097 

0.098 

0.166 

0.008 

0.158 

0.069 

43.48 

Safe 

Beer Ramchandrapura 

0812000701530500 

0.18 

0.08 

(88.23) 

0.06 

- 

0.06 

0.03 

0.31 

- 

- 

- 

- 

- 

- 

- 

0.061 

0.003 

0.057 

0.004 

7.65 

Safe 



0.15 

0.05 

(83.29) 

0.04 

- 

0.04 

0.03 

0.26 

- 

- 

- 

- 

- 

- 

- 

0.036 

0.002 

0.035 

0.004 

10.80 

Safe 

Bhadipura @ Narayanpur 

0812001301644100 

0.12 

0.16 

6.59 

0.17 

0.01 

0.18 

0.06 

0.57 

- 

0.0400 

- 

- 

0.007 

0.047 

0.047 

0.230 

0.011 

0.218 

0.346 

158.51 

Over Exploited 

Bhagwatsinghpura 

0812000601525400 

0.05 

0.13 

(59.80) 

0.10 

0.03 

0.14 

0.05 

0.48 

- 

- 

- 

- 

0.052 

0.052 

0.052 

0.188 

0.009 

0.179 

0.064 

35.86 

Safe 



0.05 

0.00 

(231,598.96) 

0.00 

0.03 

0.03 

0.00 

0.00 

- 

- 

- 

- 

0.052 

0.052 

0.052 

0.086 

0.004 

0.082 

0.000 

0.35 

Safe 

Bhankrota 

0812000701538200 

0.18 

0.84 

(45.98) 

0.67 

0.03 

0.71 

0.05 

0.47 

- 

0.0400 

- 

- 

0.035 

0.075 

0.075 

0.782 

0.039 

0.743 

0.367 

49.41 

Safe 

Bhankrota Khurd 

0812000801544500 

0.14 

0.26 

(83.51) 

0.20 

- 

0.20 

0.05 

0.54 

0.03 

- 

- 

- 

- 

- 

0.029 

0.233 

0.012 

0.221 

0.035 

15.72 

Safe 



0.14 

0.00 

219.05 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Bhankrota_kalan 

0812000808129092 

0.14 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhapura 

0812000801549700 

0.14 

0.63 

- 

0.63 

0.04 

0.67 

0.06 

0.58 

- 

0.1100 

- 

- 

0.002 

0.113 

0.113 

0.781 

0.078 

0.703 

0.989 

140.83 

Over Exploited 

Bhater 

0812000801552100 

0.14 

0.42 

- 

0.42 

0.04 

0.46 

0.06 

0.59 

- 

0.1300 

- 

- 

0.005 

0.135 

0.135 

0.593 

0.059 

0.534 

3.410 

638.50 

Over Exploited 

Bheempura 

0812000701526900 

0.18 

0.00 

249,096.79 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.32 

(45.37) 

0.25 

0.01 

0.26 

0.05 

0.55 

0.04 

- 

- 

- 

0.008 

0.008 

0.043 

0.301 

0.015 

0.286 

0.030 

10.66 

Safe 

Bhojpura 

0812000701531600 

0.18 

0.00 

1,853.32 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.004 

0.000 

0.004 

0.012 

320.68 

Over Exploited 



0.06 

0.22 

(47.65) 

0.17 

0.06 

0.23 

0.05 

0.50 

- 

0.0200 

- 

- 

0.068 

0.088 

0.088 

0.318 

0.016 

0.302 

0.197 

65.06 

Safe 

Bhojyara 

0812001301642400 

0.12 

0.52 

(15.42) 

0.44 

0.02 

0.46 

0.06 

0.58 

- 

0.0100 

- 

- 

0.029 

0.039 

0.039 

0.498 

0.025 

0.473 

0.111 

23.40 

Safe 

Biharipura 

0812000601524300 

0.05 

0.00 

(6,748.25) 

0.00 

0.02 

0.02 

0.00 

0.01 

- 

- 

- 

- 

0.026 

0.026 

0.026 

0.043 

0.002 

0.041 

0.007 

17.98 

Safe 



0.05 

0.00 

(1,148.49) 

0.00 

0.02 

0.02 

0.00 

0.02 

- 

- 

- 

- 

0.026 

0.026 

0.026 

0.043 

0.002 

0.041 

0.015 

35.74 

Safe 

Bokrawas 

0812000701540100 

0.18 

0.43 

6.99 

0.46 

0.05 

0.52 

0.06 

0.58 

- 

0.0300 

- 

- 

0.065 

0.095 

0.095 

0.611 

0.031 

0.581 

0.242 

41.77 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Bookni 

081200070152550C 

7.958 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.906 

-0.64 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.006 

0.11 

0.16 







Non-command 

Gneisses(B.G.C) 

2.655 

-0.64 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.008 

0.15 

0.23 






Hingonia 

Command 

Older Alluvium 

0.218 

-0.64 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 







Command 

Gneisses(B.G.C) 

0.551 

-0.64 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.03 

0.05 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.404 

-0.64 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.03 







Non-command 

Gneisses(B.G.C) 

0.113 

-0.64 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Hingonia 

Command 

Older Alluvium 

0.827 

-0.64 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.05 

0.07 







Command 

Gneisses(B.G.C) 

0.816 

-0.64 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.05 

0.07 


Brijnathpura 

0812001301641300 

2.204 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.403 

0.15 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.05 

0.002 

0.10 

0.14 


Chak Amjhar 

0812000801554200 

0.410 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.224 

-1.80 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.001 

0.29 

0.38 


Chak Basri 

0812000801549200 

1.071 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.071 

-0.12 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.005 

0.53 

0.65 


Chak Gulabpura 

0812000701529900 

1.472 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.472 

1.18 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.13 

0.04 

0.004 

0.49 

0.67 


Chak Harbanspura 

0812000801547900 

0.681 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.511 

-1.64 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.003 

0.40 

0.48 


ChakJhag 

0812000601524700 

2.984 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.785 

1.92 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.00 

0.015 

0.41 

0.59 






Kalakh Sagar 

Command 

Gneisses(B.G.C) 

0.199 

1.92 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.03 

0.04 


Chak Murarpura 

0812001301643200 

0.320 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.279 

2.18 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.001 

0.46 

0.71 


Chak Nasnota 

0812000601520300 

2.431 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.273 

-0.90 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.05 

0.08 







Non-command 

Gneisses(B.G.C) 

0.157 

-0.90 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.03 

0.05 


Chak No.1,2,3/4,5,8,14 

0812000801550000 

0.681 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.681 

0.04 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.53 

0.65 


Chak No.12 

0812000801551300 

0.311 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.311 

-0.01 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.53 

0.65 


Chak No.7 

0812000801549800 

0.506 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.506 

0.06 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.08 

0.003 

0.53 

0.65 


Chak Sherwali 

0812000801549900 

0.358 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.358 

-0.04 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.53 

0.65 


Chakno.6 

0812000801549100 

3.131 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.284 

0.00 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.011 

0.39 

0.47 


Chaksu (m) 

0812001341211000 

49.279 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.534 

1.54 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.07 

0.027 

0.01 

0.01 


Chakwara 

0812000701529100 

24.892 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.708 

2.26 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.002 

0.01 

0.02 


Chakwatika 

0812000801554000 

0.284 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.268 

-1.78 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.50 

0.65 


Chakwatka 

0812001301641700 

0.349 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.349 

-0.08 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.001 

0.53 

0.74 


Chanani 

0822000302614000 

5.665 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.347 

1.68 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.04 

0.005 

0.13 

0.15 


Chandawas 

0812000701538900 

3.557 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.035 

0.07 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.24 

0.009 

0.44 

0.57 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.522 

0.07 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.002 

0.08 

0.10 


Chatarbhuj Pura 

0822000302615800 

11.322 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.008 

1.06 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.17 

0.12 

0.004 

0.04 

0.03 





Saline 

Non-command 

Non-command 

Older Alluvium 

6.938 

1.06 

0.080 

0.13 

0.02 

0.00 

0.00 

0.00 

0.70 

0.87 

0.47 

0.024 

0.29 

0.24 


Chatarpura 

0812000801549600 

3.582 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.582 

0.00 

0.100 

0.10 

0.01 

0.00 

0.00 

0.00 

0.09 

0.07 

0.39 

0.018 

0.53 

0.65 


Chaunp (choonp) 

0812001301646700 

1.269 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.357 

0.96 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.02 

0.001 

0.15 

0.22 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.891 

0.96 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.02 

0.004 

0.37 

0.56 







Non-command 

Quartzite 

0.020 

0.96 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Chhardara 

0812000701526000 

2.394 

Saline 

Hingonia 

Command 

Older Alluvium 

1.179 

-0.20 

0.100 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.003 

0.22 

0.33 







Command 

Gneisses(B.G.C) 

1.215 

-0.20 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.23 

0.34 


Chirota 

0812000801545800 

2.332 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.021 

-0.15 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Chittora 

0812000701538500 

26.371 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.411 

0.75 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.34 

0.25 

0.03 

0.013 

0.08 

0.11 







Non-command 

Gneisses(B.G.C) 

13.546 

0.75 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.18 

0.13 

0.07 

0.040 

0.25 

0.35 





Saline 

Non-command 

Non-command 

Older Alluvium 

6.400 

0.75 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.49 

0.36 

0.02 

0.019 

0.12 

0.16 







Non-command 

Gneisses(B.G.C) 

2.014 

0.75 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.006 

0.04 

0.05 


Dabich 

0812000701540700 

5.991 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.991 

0.74 

0.100 

0.14 

0.02 

0.00 

0.00 

0.01 

0.55 

0.43 

0.55 

0.018 

0.51 

0.65 


Dabich Goojaran 

0812000701540500 

2.687 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.687 

0.90 

0.100 

0.04 

0.01 

0.00 

0.00 

0.01 

0.26 

0.20 

0.14 

0.008 

0.51 

0.69 


Dabich Maliyan 

0812000701540400 

2.407 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.062 

0.56 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.11 

0.10 

0.006 

0.43 

0.57 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.345 

0.56 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.07 

0.10 


Dabla Bujurg 

0812000701539200 

4.505 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.505 

-0.80 

0.100 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.80 

0.013 

0.53 

0.66 


Dabla Khurd 

0812000701539100 

3.636 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.636 

-0.79 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.011 

0.53 

0.66 


Daloowala 

0812000701530700 

2.771 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.771 

0.60 

0.100 

0.02 

0.00 

0.00 

0.00 

0.01 

0.18 

0.13 

0.08 

0.008 

0.51 

0.67 


DALPATPURA 

0812001301645700 

2.352 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.352 

0.95 

0.080 

0.03 

0.00 

0.00 

0.00 

0.01 

0.20 

0.14 

0.12 

0.010 

0.53 

0.79 


Datooli 

0812000701536100 

13.632 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

12.910 

1.22 

0.015 

0.05 

0.01 

0.00 

0.00 

0.02 

0.25 

0.18 

0.14 

0.038 

0.45 

0.64 


Daulatpura 

0812000801549500 

2.885 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.885 

0.06 

0.100 

0.13 

0.02 

0.00 

0.00 

0.00 

0.13 

0.10 

0.50 

0.014 

0.53 

0.65 


Dayalpura 

0812000801553900 

1.371 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.876 

-1.77 

0.100 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.79 

0.004 

0.34 

0.44 


Deo Kishanpura 

0812001301642900 

4.964 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.078 

1.23 

0.080 

0.13 

0.02 

0.00 

0.00 

0.00 

0.51 

0.34 

0.51 

0.017 

0.43 

0.65 


Deogaon 

0812001301645600 

2.405 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.405 

0.70 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.11 

0.10 

0.010 

0.53 

0.76 


Deomand 

0812000701540300 

3.391 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.141 

0.62 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.22 

0.17 

0.10 

0.009 

0.47 

0.63 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.250 

0.62 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.04 

0.05 


Deonagar 

0812000701529300 

4.900 

Fresh 

Non-command 

Non-command 

Quartzite 

0.008 

1.43 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

4.892 

1.43 

0.015 

0.09 

0.01 

0.00 

0.00 

0.00 

0.18 

0.13 

0.32 

0.014 

0.47 

0.68 


Devisinghpura 

0812000801545000 

4.164 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.164 

0.05 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.021 

0.52 

0.66 


Dhauwas 

0812000908129083 

2.687 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.071 

0.09 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Dhoosari 

0812001301645400 

3.420 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.420 

1.63 

0.080 

0.16 

0.02 

0.00 

0.00 

0.02 

0.56 

0.37 

0.62 

0.014 

0.53 

0.80 


Didawata 

0812000701542200 

17.759 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.019 

-0.35 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

5.479 

-0.35 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.016 

0.15 

0.15 







Non-command 

Gneisses(B.G.C) 

3.364 

-0.35 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.010 

0.09 

0.09 


Dosra 

0812000701541100 

5.426 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.384 

0.18 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.10 

0.08 

0.17 

0.010 

0.31 

0.37 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.988 

0.18 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.05 

0.006 

0.18 

0.22 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Bookni 

0812000701525500 

0.18 

0.04 

- 

0.04 

- 

0.04 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.004 

0.041 

0.004 

0.036 

0.049 

133.21 

Over Exploited 



0.06 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.16 

0.00 

- 

- 

- 

- 

- 

0.003 

0.026 

0.003 

0.024 

0.051 

215.31 

Over Exploited 



0.18 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.001 

- 

Safe 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.009 

847.99 

Over Exploited 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.007 

526.09 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.006 

0.014 

252.08 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.009 

421.22 

Over Exploited 

Brijnathpura 

0812001301641300 

0.12 

0.00 

113.86 

0.01 

0.00 

0.01 

0.01 

0.11 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.016 

0.001 

0.016 

0.056 

355.79 

Over Exploited 

Chak Amjhar 

0812000801554200 

0.14 

0.01 

- 

0.01 

- 

0.01 

0.03 

0.32 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.001 

0.008 

0.065 

791.51 

Over Exploited 

Chak Basri 

0812000801549200 

0.14 

0.08 

- 

0.08 

0.00 

0.08 

0.06 

0.59 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.094 

0.009 

0.085 

0.067 

79.24 

Semi Critical 

Chak Gulabpura 

0812000701529900 

0.15 

0.11 

23.98 

0.13 

0.00 

0.13 

0.05 

0.55 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.130 

0.007 

0.124 

0.040 

32.60 

Safe 

Chak Harbanspura 

0812000801547900 

0.14 

0.03 

- 

0.03 

0.00 

0.03 

0.04 

0.44 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.029 

0.003 

0.026 

0.034 

127.16 

Over Exploited 

ChakJhag 

0812000601524700 

0.05 

0.06 

(36.18) 

0.05 

0.00 

0.05 

0.04 

0.45 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.048 

0.002 

0.046 

0.015 

32.72 

Safe 



0.05 

0.00 

553.73 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.003 

0.000 

0.003 

0.001 

37.07 

Safe 

Chak Murarpura 

0812001301643200 

0.12 

0.02 

106.56 

0.02 

- 

0.02 

0.05 

0.51 

- 

- 

- 

- 

- 

- 

- 

0.019 

0.001 

0.018 

0.001 

6.66 

Safe 

Chak Nasnota 

0812000601520300 

0.12 

0.00 

- 

0.00 

0.00 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

0.003 

0.003 

0.003 

0.006 

0.001 

0.006 

0.001 

26.61 

Safe 



0.05 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Chak No.1,2,3/4,5,8,14 

0812000801550000 

0.14 

0.05 

(95.26) 

0.04 

- 

0.04 

0.06 

0.59 

- 

- 

- 

- 

- 

- 

- 

0.041 

0.002 

0.039 

0.003 

8.81 

Safe 

Chak No.12 

0812000801551300 

0.14 

0.02 

- 

0.02 

0.00 

0.02 

0.06 

0.59 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.025 

0.003 

0.023 

0.002 

6.80 

Safe 

Chak No.7 

0812000801549800 

0.14 

0.04 

(49.63) 

0.03 

- 

0.03 

0.06 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.040 

0.002 

0.038 

0.081 

210.96 

Over Exploited 

Chak Sherwali 

0812000801549900 

0.14 

0.03 

- 

0.03 

- 

0.03 

0.06 

0.59 

- 

- 

- 

- 

- 

- 

- 

0.027 

0.003 

0.024 

0.002 

7.44 

Safe 

Chakno.6 

0812000801549100 

0.14 

0.12 

(93.16) 

0.10 

- 

0.10 

0.04 

0.43 

- 

- 

- 

- 

- 

- 

- 

0.099 

0.005 

0.094 

0.027 

28.97 

Safe 

Chaksu(m) 

0812001341211000 

0.12 

0.00 

16,776.77 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.011 

0.001 

0.011 

0.092 

848.81 

Over Exploited 

Chakwara 

0812000701529100 

0.06 

0.00 

4,048.90 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.024 

3,680.63 

Over Exploited 

Chakwatika 

0812000801554000 

0.14 

0.02 

- 

0.02 

- 

0.02 

0.06 

0.56 

- 

- 

- 

- 

- 

- 

- 

0.019 

0.002 

0.017 

0.013 

78.63 

Semi Critical 

Chakwatka 

0812001301641700 

0.12 

0.02 

- 

0.02 

- 

0.02 

0.06 

0.59 

- 

- 

- 

- 

- 

- 

- 

0.022 

0.002 

0.020 

0.033 

167.70 

Over Exploited 

Chanani 

0822000302614000 

0.12 

0.02 

124.32 

0.02 

- 

0.02 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.024 

0.001 

0.023 

0.041 

176.23 

Over Exploited 

Chandawas 

0812000701538900 

0.18 

0.24 

(73.94) 

0.19 

- 

0.19 

0.05 

0.49 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.204 

0.010 

0.194 

0.249 

128.23 

Over Exploited 



0.15 

0.01 

77.00 

0.01 

- 

0.01 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.026 

373.89 

Over Exploited 

Chatarbhuj Pura 

0822000302615800 

0.20 

0.01 

1,879.57 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.021 

0.001 

0.020 

0.123 

604.75 

Over Exploited 



0.20 

0.41 

113.24 

0.49 

0.02 

0.51 

0.03 

0.33 

0.05 

0.0500 

- 

- 

- 

0.050 

0.098 

0.607 

0.030 

0.577 

0.498 

86.44 

Semi Critical 

Chatarpura 

0812000801549600 

0.14 

0.27 

(72.80) 

0.21 

0.01 

0.22 

0.06 

0.59 

- 

0.0400 

- 

- 

0.002 

0.042 

0.042 

0.266 

0.013 

0.253 

0.409 

161.86 

Over Exploited 

Chaunp (choonp) 

0812001301646700 

0.12 

0.01 

290.46 

0.01 

- 

0.01 

0.02 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.007 

0.023 

323.25 

Over Exploited 



0.12 

0.04 

31.60 

0.05 

- 

0.05 

0.04 

0.41 

- 

- 

- 

- 

- 

- 

- 

0.048 

0.002 

0.045 

0.028 

61.35 

Safe 



0.06 

0.00 

2,768.60 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chhardara 

0812000701526000 

0.15 

0.04 

- 

0.04 

0.01 

0.05 

0.03 

0.25 

0.00 

- 

- 

- 

0.014 

0.014 

0.019 

0.068 

0.007 

0.061 

0.003 

5.62 

Safe 



0.06 

0.02 

- 

0.02 

0.00 

0.02 

0.03 

0.26 

0.00 

- 

- 

- 

0.000 

- 

0.002 

0.019 

0.002 

0.017 

0.004 

20.96 

Safe 

Chirota 

0812000801545800 

0.14 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chittora 

0812000701538500 

0.18 

0.07 

281.13 

0.08 

- 

0.08 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.079 

0.004 

0.075 

0.045 

59.89 

Safe 



0.06 

0.21 

(35.14) 

0.17 

- 

0.17 

0.03 

0.28 

- 

- 

- 

- 

- 

- 

- 

0.165 

0.008 

0.157 

0.105 

66.56 

Safe 



0.15 

0.12 

212.26 

0.14 

- 

0.14 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.138 

0.007 

0.132 

0.043 

32.46 

Safe 



0.06 

0.00 

265.48 

0.01 

- 

0.01 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.010 

189.76 

Over Exploited 

Dabich 

0812000701540700 

0.18 

0.55 

(21.79) 

0.44 

0.03 

0.47 

0.06 

0.56 

- 

0.0600 

- 

- 

0.022 

0.082 

0.082 

0.554 

0.028 

0.526 

0.569 

108.09 

Over Exploited 

Dabich Goojaran 

0812000701540500 

0.18 

0.25 

(21.32) 

0.20 

0.02 

0.22 

0.06 

0.57 

- 

0.0200 

- 

- 

0.016 

0.036 

0.036 

0.255 

0.013 

0.243 

0.148 

60.93 

Safe 

Dabich Maliyan 

0812000701540400 

0.18 

0.16 

(30.94) 

0.13 

- 

0.13 

0.05 

0.48 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.139 

0.007 

0.132 

0.103 

78.00 

Semi Critical 



0.15 

0.00 

292.56 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.004 

0.007 

163.08 

Over Exploited 

Dabla Bujurg 

0812000701539200 

0.18 

0.43 

- 

0.43 

0.01 

0.44 

0.06 

0.59 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.473 

0.047 

0.426 

0.812 

190.67 

Over Exploited 

Dabla Khurd 

0812000701539100 

0.18 

0.35 

- 

0.35 

0.00 

0.35 

0.06 

0.59 

- 

0.0100 

- 

- 

0.002 

0.013 

0.013 

0.362 

0.036 

0.326 

0.346 

106.07 

Over Exploited 

Daloowala 

0812000701530700 

0.15 

0.21 

(36.90) 

0.17 

0.01 

0.18 

0.06 

0.56 

- 

0.0100 

- 

- 

0.017 

0.027 

0.027 

0.207 

0.010 

0.197 

0.086 

43.80 

Safe 

DALPATPURA 

0812001301645700 

0.12 

0.15 

(9.10) 

0.14 

0.01 

0.14 

0.06 

0.58 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.159 

0.008 

0.151 

0.129 

85.30 

Semi Critical 

Datooli 

0812000701536100 

0.06 

0.35 

(48.72) 

0.28 

0.03 

0.31 

0.05 

0.50 

- 

0.0200 

- 

- 

0.032 

0.052 

0.052 

0.363 

0.018 

0.345 

0.175 

50.70 

Safe 

Daulatpura 

0812000801549500 

0.14 

0.21 

(51.18) 

0.17 

0.02 

0.19 

0.06 

0.59 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.251 

0.013 

0.238 

0.512 

215.23 

Over Exploited 

Dayalpura 

0812000801553900 

0.14 

0.04 

- 

0.04 

0.01 

0.05 

0.04 

0.38 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.083 

0.008 

0.075 

0.791 

1,054.46 

Over Exploited 

Deo Kishanpura 

0812001301642900 

0.12 

0.21 

58.44 

0.25 

0.02 

0.28 

0.05 

0.48 

- 

0.0600 

- 

- 

0.006 

0.066 

0.066 

0.345 

0.017 

0.328 

0.525 

160.16 

Over Exploited 

Deogaon 

0812001301645600 

0.12 

0.15 

(25.46) 

0.12 

0.00 

0.12 

0.06 

0.58 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.133 

0.007 

0.126 

0.107 

84.95 

Semi Critical 

Deomand 

0812000701540300 

0.18 

0.27 

(36.98) 

0.21 

- 

0.21 

0.05 

0.52 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.223 

0.011 

0.212 

0.106 

50.06 

Safe 



0.15 

0.00 

722.89 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.007 

418.85 

Over Exploited 

Deonagar 

0812000701529300 

0.06 

0.00 

25,665.31 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.14 

(8.31) 

0.13 

0.01 

0.14 

0.05 

0.53 

- 

0.0400 

- 

- 

0.004 

0.044 

0.044 

0.184 

0.009 

0.175 

0.338 

193.11 

Over Exploited 

Devisinghpura 

0812000801545000 

0.14 

0.30 

(92.19) 

0.24 

0.00 

0.24 

0.06 

0.58 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.243 

0.012 

0.230 

0.037 

15.94 

Safe 

Dhauwas 

0812000908129083 

0.20 

0.00 

248.33 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dhoosari 

0812001301645400 

0.12 

0.22 

70.59 

0.26 

0.04 

0.30 

0.06 

0.58 

- 

0.0700 

- 

- 

0.037 

0.107 

0.107 

0.412 

0.021 

0.391 

0.630 

161.10 

Over Exploited 

Didawata 

0812000701542200 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.12 

- 

0.12 

0.01 

0.13 

0.02 

0.17 

0.01 

0.0200 

- 

- 

- 

0.020 

0.034 

0.167 

0.017 

0.151 

0.202 

134.09 

Over Exploited 



0.06 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.10 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.031 

0.003 

0.028 

0.078 

281.51 

Over Exploited 

Dosra 

0812000701541100 

0.18 

0.19 

(55.32) 

0.15 

0.01 

0.16 

0.03 

0.34 

0.02 

0.0200 

- 

- 

- 

0.020 

0.041 

0.201 

0.010 

0.191 

0.183 

95.75 

Critical 



0.15 

0.05 

(13.97) 

0.05 

- 

0.05 

0.02 

0.20 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.062 

0.003 

0.059 

0.060 

100.82 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Flydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Dosra Khurd 

081200070154120C 

3.396 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.179 

-0.35 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.03 

0.03 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.614 

-0.35 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.008 

0.38 

0.42 







Non-command 

Gneisses(B.G.C) 

0.603 

-0.35 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.09 

0.10 


Dragpalpura 

0812001301640500 

1.249 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.042 

1.63 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.02 

0.03 


Fateh Rampura 

0812000701540600 

4.081 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.081 

0.86 

0.100 

0.03 

0.00 

0.00 

0.00 

0.01 

0.37 

0.28 

0.12 

0.012 

0.52 

0.70 


Fatehpurawas Watka 

0812001301641800 

2.836 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.836 

0.38 

0.080 

0.10 

0.01 

0.00 

0.00 

0.00 

0.17 

0.13 

0.37 

0.012 

0.53 

0.72 


Gajsinghpura 

0812000908129074 

1.408 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.841 

-1.43 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.005 

0.32 

0.36 


Ganeshpura 

0812000701539000 

3.952 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.952 

-0.48 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.012 

0.53 

0.67 


Gangapura 

0822000202602100 

3.932 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.902 

0.93 

0.120 

0.01 

0.00 

0.00 

0.00 

0.12 

-0.01 

-0.01 

0.02 

0.002 

0.11 

0.09 


Gangati Kalan 

0812000601520900 

8.337 

Fresh 

Kalakh Sagar 

Command 

Gneisses(B.G.C) 

0.014 

2.05 

0.010 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

-0.01 

0.00 

0.000 

0.00 

0.00 


Ganpatpura 

0812000808129005 

2.042 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.042 

-1.95 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.010 

0.53 

0.64 


Ganpatpura_chak_no_l 

0812000808129090 

0.745 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.745 

-1.89 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.004 

0.53 

0.64 


Ganpatpura_chak_no_2 

0812000808129044 

0.795 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.795 

-1.76 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.004 

0.53 

0.62 


Ganwar Brahmanan 

0812000801553000 

2.885 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.885 

-1.17 

0.100 

0.49 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.93 

0.014 

0.53 

0.65 


Ganwar Jatan 

0812000801552600 

1.485 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.485 

-1.73 

0.100 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.78 

0.007 

0.53 

0.66 


Garota 

0812000601520600 

4.994 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.272 

0.27 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.001 

0.02 

0.04 







Non-command 

Gneisses(B.G.C) 

1.746 

0.27 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.07 

0.009 

0.15 

0.24 


Girdharipura 

0812000908129091 

3.688 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.288 

0.01 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.007 

0.18 

0.20 







Non-command 

Younger Alluvium 

0.005 

0.01 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gohandi 

0812000701529800 

7.271 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.897 

1.39 

0.100 

0.26 

0.04 

0.00 

0.00 

0.00 

1.04 

0.74 

1.03 

0.017 

0.39 

0.55 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.374 

1.39 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.22 

0.16 

0.13 

0.004 

0.09 

0.13 


Golyawas 

0812000808129102 

3.083 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.943 

-1.92 

0.100 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.64 

0.015 

0.51 

0.62 


Gopal Nagar 

0812000701531000 

10.735 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.961 

1.38 

0.100 

0.19 

0.03 

0.00 

0.00 

0.00 

1.53 

1.09 

0.70 

0.029 

0.45 

0.63 







Non-command 

Gneisses(B.G.C) 

0.310 

1.38 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.001 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.464 

1.38 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.02 

0.001 

0.02 

0.03 


Gopalpura 

0822000302613900 

4.247 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.902 

1.27 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.09 

0.007 

0.24 

0.30 







Non-command 

Quartzite 

0.020 

1.27 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.110 

1.27 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 







Non-command 

Quartzite 

0.107 

1.27 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 



0812000701541000 

11.052 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.268 

0.43 

0.100 

0.18 

0.03 

0.00 

0.00 

0.00 

0.59 

0.46 

0.67 

0.030 

0.46 

0.59 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.783 

0.43 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.03 

0.002 

0.04 

0.05 


Govindpura 

0812000808129062 

1.503 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.002 

-1.68 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Govindpura @ Basra 

0812000701526100 

7.158 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.738 

0.21 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.05 

0.07 






Flingonia 

Command 

Gneisses(B.G.C) 

1.099 

0.21 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.07 

0.10 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.261 

0.21 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.02 






Hingonia 

Command 

Older Alluvium 

0.040 

0.21 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Gneisses(B.G.C) 

5.020 

0.21 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.015 

0.31 

0.47 


Govindpura @ Mandaliya 

0812000701542300 

5.832 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.497 

-0.19 

0.100 

0.05 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.19 

0.016 

0.46 

0.50 







Non-command 

Gneisses(B.G.C) 

0.335 

-0.19 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.03 

0.03 


Gulabpura 

0812000701527100 

2.554 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.130 

0.36 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.03 

0.003 

0.22 

0.29 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.424 

0.36 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.02 

0.004 

0.28 

0.37 


Hajyawala 

0812000808129101 

3.003 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.003 

-1.37 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.015 

0.53 

0.65 


Hanootiya Kalan 

0812000701541900 

3.712 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.001 

0.12 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Flanootiya Khurd 

0812000701542000 

1.830 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.018 

0.29 

0.100 

0.02 

0.00 

0.00 

0.00 

0.01 

0.04 

0.05 

0.08 

0.003 

0.27 

0.22 


Ftanotiya Bujurg 

0822000302613800 

10.608 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.005 

0.83 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.52 

0.42 

0.07 

0.021 

0.29 

0.36 







Non-command 

Phyllite & Schist 

2.284 

0.83 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.01 

0.008 

0.11 

0.14 







Non-command 

Quartzite 

1.639 

0.83 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.006 

0.08 

0.10 





Saline 

Non-command 

Non-command 

Quartzite 

0.606 

0.83 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.03 

0.04 


Ftansrajpura 

0812001301644900 

1.114 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.801 

2.19 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.10 

0.07 

0.003 

0.38 

0.58 


Harbanshpura 

0812000701527500 

2.352 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.352 

0.72 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.14 

0.07 

0.007 

0.49 

0.67 



0812000801548100 

0.920 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.095 

-1.40 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.05 

0.07 


Flarbhagatpura 

0822000302613600 

2.711 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.705 

1.47 

0.100 

0.08 

0.01 

0.00 

0.00 

0.00 

0.46 

0.43 

0.30 

0.010 

0.51 

0.55 







Non-command 

Phyllite & Schist 

0.006 

1.47 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Hargun Ki Nangal@chara 

0812000801550600 

2.718 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.718 

-0.77 

0.100 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.44 

0.014 

0.53 

0.65 


Hari Rampura 

0812000701530400 

2.467 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.523 

0.19 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.09 

0.004 

0.32 

0.41 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.944 

0.19 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.003 

0.20 

0.25 


Ftariharpura 

0812000801544700 

1.105 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.105 

0.05 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.006 

0.51 

0.66 


Harivallabhpura 

0812001301644200 

3.293 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.293 

0.70 

0.080 

0.07 

0.01 

0.00 

0.00 

0.01 

0.24 

0.19 

0.27 

0.014 

0.51 

0.63 


Harsooliya 

0812000701531200 

9.462 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.119 

1.09 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

9.343 

1.09 

0.100 

0.09 

0.01 

0.00 

0.00 

0.00 

1.10 

0.81 

0.33 

0.027 

0.49 

0.66 


Hasampura 

0812000801545700 

2.307 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.053 

-0.12 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.010 

0.46 

0.59 


Hasampura Bas Neota 

0812000801548800 

2.364 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.358 

-0.16 

0.100 

0.16 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.61 

0.012 

0.53 

0.65 


Heerapura 

0812000701530100 

5.814 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.986 

0.66 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.04 

0.003 

0.09 

0.11 





Saline 

Non-command 

Non-command 

Older Alluvium 

4.827 

0.66 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.36 

0.27 

0.13 

0.014 

0.42 

0.55 



0812000908129093 

1.765 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.765 

-1.25 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.010 

0.53 

0.58 


Flingoniya 

0812000701525600 

2.859 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.172 

-0.83 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.03 

0.04 






Flingonia 

Command 

Older Alluvium 

0.654 

-0.83 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.10 

0.16 





Saline 

Flingonia 

Command 

Older Alluvium 

0.006 

-0.83 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Dosra Khurd 

0812000701541200 

0.18 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

- 

Safe 



0.15 

0.15 

- 

0.15 

- 

0.15 

0.04 

0.42 

0.02 

- 

- 

- 

- 

- 

0.017 

0.165 

0.016 

0.148 

0.032 

21.32 

Safe 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.003 

0.006 

182.29 

Over Exploited 

Dragpalpura 

0812001301640500 

0.12 

0.00 

3,839.48 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Fateh Rampura 

0812000701540600 

0.18 

0.38 

(27.32) 

0.30 

0.01 

0.31 

0.06 

0.57 

- 

0.0100 

- 

- 

0.009 

0.019 

0.019 

0.329 

0.016 

0.313 

0.131 

41.86 

Safe 

Fatehpurawas Watka 

0812001301641800 

0.12 

0.18 

(28.96) 

0.14 

0.01 

0.16 

0.06 

0.59 

- 

0.0400 

- 

- 

0.002 

0.042 

0.042 

0.197 

0.010 

0.187 

0.379 

202.53 

Over Exploited 

Gajsinghpura 

0812000908129074 

0.20 

0.05 

- 

0.05 

- 

0.05 

0.04 

0.35 

0.01 

- 

- 

- 

- 

- 

0.006 

0.059 

0.006 

0.053 

0.059 

109.48 

Over Exploited 

Ganeshpura 

0812000701539000 

0.18 

0.38 

- 

0.38 

0.00 

0.38 

0.06 

0.59 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.388 

0.039 

0.349 

0.152 

43.38 

Safe 

Gangapura 

0822000202602100 

0.22 

0.02 

(138.66) 

0.02 

0.12 

0.13 

0.01 

0.12 

0.00 

- 

- 

- 

0.176 

0.176 

0.178 

0.313 

0.016 

0.297 

0.020 

6.88 

Safe 

Gangati Kalan 

0812000601520900 

0.05 

0.00 

########## 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

- 

- 

- 

0.022 

0.022 

0.022 

0.037 

0.002 

0.035 

0.000 

0.22 

Safe 

Ganpatpura 

0812000808129005 

0.14 

0.15 

- 

0.15 

0.00 

0.15 

0.06 

0.59 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.164 

0.016 

0.147 

0.352 

239.30 

Over Exploited 

Ganpatpura_chak_no_l 

0812000808129090 

0.14 

0.06 

- 

0.06 

- 

0.06 

0.06 

0.59 

- 

- 

- 

- 

- 

- 

- 

0.056 

0.006 

0.050 

0.044 

87.32 

Semi Critical 

Ganpatpura_chak_no_2 

0812000808129044 

0.14 

0.06 

- 

0.06 

- 

0.06 

0.06 

0.59 

0.01 

- 

- 

- 

- 

- 

0.007 

0.066 

0.007 

0.059 

0.056 

94.32 

Critical 

Ganwar Brahmanan 

0812000801553000 

0.14 

0.22 

- 

0.22 

0.02 

0.24 

0.06 

0.59 

- 

0.0700 

- 

- 

0.001 

0.071 

0.071 

0.308 

0.031 

0.277 

1.941 

700.70 

Over Exploited 

Ganwar Jatan 

0812000801552600 

0.14 

0.11 

- 

0.11 

0.01 

0.12 

0.06 

0.59 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.154 

0.015 

0.138 

0.786 

567.92 

Over Exploited 

Garota 

0812000601520600 

0.12 

0.00 

450.98 

0.00 

0.00 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.013 

655.73 

Over Exploited 



0.05 

0.01 

10.72 

0.01 

0.00 

0.02 

0.02 

0.17 

0.00 

0.0100 

- 

- 

0.002 

0.012 

0.013 

0.029 

0.001 

0.027 

0.081 

300.12 

Over Exploited 

Girdharipura 

0812000908129091 

0.20 

0.05 

(78.78) 

0.04 

- 

0.04 

0.02 

0.21 

0.01 

- 

- 

- 

- 

- 

0.006 

0.044 

0.002 

0.042 

0.050 

120.33 

Over Exploited 



0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gohandi 

0812000701529800 

0.18 

0.42 

78.70 

0.50 

0.04 

0.54 

0.04 

0.44 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

0.659 

0.033 

0.626 

1.043 

166.64 

Over Exploited 



0.15 

0.02 

739.00 

0.02 

- 

0.02 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.033 

0.002 

0.031 

0.136 

439.40 

Over Exploited 

Golyawas 

0812000808129102 

0.14 

0.21 

- 

0.21 

0.01 

0.22 

0.06 

0.57 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.240 

0.024 

0.216 

0.659 

305.19 

Over Exploited 

Gopal Nagar 

0812000701531000 

0.18 

0.80 

36.60 

0.96 

0.03 

0.99 

0.05 

0.50 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

1.070 

0.054 

1.017 

0.731 

71.89 

Semi Critical 



0.06 

0.00 

1,675.07 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.015 

5,046.01 

Over Exploited 



0.15 

0.00 

3,053.93 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.019 

1,174.30 

Over Exploited 

Gopalpura 

0822000302613900 

0.12 

0.05 

14.70 

0.06 

- 

0.06 

0.02 

0.26 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.072 

0.004 

0.068 

0.101 

147.86 

Over Exploited 



0.06 

0.00 

13,517.73 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.00 

1,117.29 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

2,130.29 

Over Exploited 



0.06 

0.00 

2,380.86 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

4,535.36 

Over Exploited 


0812000701541000 

0.18 

0.85 

(45.61) 

0.68 

0.03 

0.71 

0.05 

0.51 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.794 

0.040 

0.754 

0.700 

92.83 

Critical 



0.15 

0.00 

727.29 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.032 

683.15 

Over Exploited 

Govindpura 

0812000808129062 

0.14 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Govindpura @ Basra 

0812000701526100 

0.06 

0.00 

(22.03) 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.002 

121.30 

Over Exploited 



0.06 

0.00 

(47.24) 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.003 

81.47 

Semi Critical 



0.06 

0.00 

94.77 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.15 

0.00 

3,228.06 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.09 

(88.72) 

0.08 

- 

0.08 

0.04 

0.35 

0.01 

- 

- 

- 

- 

- 

0.011 

0.087 

0.004 

0.082 

0.015 

17.84 

Safe 

Govindpura @ Mandaliya 

0812000701542300 

0.15 

0.38 

- 

0.38 

0.02 

0.40 

0.05 

0.52 

0.04 

0.0200 

- 

- 

0.016 

0.036 

0.079 

0.482 

0.048 

0.434 

0.202 

46.59 

Safe 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.008 

1,400.24 

Over Exploited 

Gulabpura 

0812000701527100 

0.18 

0.05 

(14.17) 

0.04 

- 

0.04 

0.02 

0.25 

0.01 

- 

- 

- 

- 

- 

0.005 

0.044 

0.002 

0.042 

0.035 

84.12 

Semi Critical 



0.15 

0.06 

(21.61) 

0.05 

- 

0.05 

0.03 

0.31 

0.01 

- 

- 

- 

- 

- 

0.007 

0.055 

0.003 

0.052 

0.022 

42.51 

Safe 

Flajyawala 

0812000808129101 

0.14 

0.22 

- 

0.22 

0.00 

0.23 

0.06 

0.59 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.240 

0.024 

0.216 

0.310 

143.46 

Over Exploited 

Flanootiya Kalan 

0812000701541900 

0.15 

0.00 

########## 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

0.006 

0.006 

0.006 

0.009 

0.000 

0.009 

0.000 

0.03 

Safe 

Flanootiya Khurd 

0812000701542000 

0.15 

0.04 

21.26 

0.05 

0.01 

0.06 

0.03 

0.30 

0.00 

0.0100 

- 

- 

0.013 

0.023 

0.027 

0.085 

0.004 

0.080 

0.087 

108.16 

Over Exploited 

Flanotiya Bujurg 

0822000302613800 

0.20 

0.35 

19.09 

0.42 

- 

0.42 

0.03 

0.33 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.431 

0.022 

0.410 

0.086 

21.04 

Safe 



0.12 

0.03 

26.77 

0.04 

- 

0.04 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.037 

0.002 

0.035 

0.022 

63.06 

Safe 



0.06 

0.01 

179.74 

0.01 

- 

0.01 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.009 

0.018 

197.44 

Over Exploited 



0.06 

0.00 

659.29 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.006 

498.54 

Over Exploited 

Flansrajpura 

0812001301644900 

0.12 

0.04 

179.45 

0.04 

0.00 

0.05 

0.04 

0.42 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.063 

0.003 

0.060 

0.068 

113.33 

Over Exploited 

Flarbanshpura 

0812000701527500 

0.15 

0.17 

(20.13) 

0.14 

0.00 

0.14 

0.05 

0.54 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.149 

0.007 

0.141 

0.073 

51.59 

Safe 


0812000801548100 

0.14 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.016 

2,518.75 

Over Exploited 

Flarbhagatpura 

0822000302613600 

0.20 

0.28 

55.46 

0.33 

0.01 

0.35 

0.05 

0.57 

- 

0.0300 

- 

- 

0.005 

0.035 

0.035 

0.382 

0.019 

0.362 

0.312 

85.96 

Semi Critical 



0.12 

0.00 

24,520.74 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Flargun Ki Nangal@chara 

0812000801550600 

0.14 

0.20 

- 

0.20 

0.01 

0.21 

0.06 

0.59 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.236 

0.024 

0.212 

0.451 

212.07 

Over Exploited 

Hari Rampura 

0812000701530400 

0.18 

0.09 

(56.20) 

0.07 

- 

0.07 

0.04 

0.35 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.080 

0.004 

0.076 

0.093 

123.32 

Over Exploited 



0.15 

0.03 

(21.84) 

0.02 

- 

0.02 

0.02 

0.22 

- 

- 

- 

- 

- 

- 

- 

0.022 

0.001 

0.021 

0.027 

126.23 

Over Exploited 

Flariharpura 

0812000801544700 

0.14 

0.08 

(85.23) 

0.06 

0.00 

0.06 

0.06 

0.57 

0.01 

- 

- 

- 

0.001 

0.001 

0.010 

0.074 

0.004 

0.070 

0.022 

30.57 

Safe 

Flarivallabhpura 

0812001301644200 

0.12 

0.20 

(4.47) 

0.19 

0.02 

0.21 

0.06 

0.57 

- 

0.0300 

- 

- 

0.011 

0.041 

0.041 

0.252 

0.013 

0.239 

0.284 

118.67 

Over Exploited 

Flarsooliya 

0812000701531200 

0.18 

0.00 

7,141.21 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

7,507.82 

Over Exploited 



0.15 

0.68 

18.33 

0.81 

0.01 

0.82 

0.05 

0.54 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.860 

0.043 

0.817 

0.357 

43.75 

Safe 

Flasampura 

0812000801545700 

0.14 

0.13 

- 

0.13 

- 

0.13 

0.05 

0.51 

0.01 

- 

- 

- 

- 

- 

0.015 

0.146 

0.015 

0.132 

0.026 

19.92 

Safe 

Flasampura Bas Neota 

0812000801548800 

0.14 

0.18 

- 

0.18 

0.02 

0.20 

0.06 

0.59 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.265 

0.027 

0.239 

0.620 

259.38 

Over Exploited 

Fleerapura 

0812000701530100 

0.18 

0.02 

275.44 

0.02 

- 

0.02 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.018 

0.001 

0.017 

0.046 

264.17 

Over Exploited 



0.15 

0.30 

(10.21) 

0.27 

- 

0.27 

0.05 

0.47 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.283 

0.014 

0.269 

0.140 

52.09 

Safe 


0812000908129093 

0.20 

0.19 

- 

0.19 

- 

0.19 

0.06 

0.59 

0.02 

- 

- 

- 

- 

- 

0.022 

0.209 

0.021 

0.188 

0.021 

10.92 

Safe 

Flingoniya 

0812000701525600 

0.18 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

- 

Safe 



0.18 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.001 

0.014 

0.001 

0.012 

0.013 

106.10 

Over Exploited 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 



0812001301646200 

3.713 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.303 

0.67 

0.080 

0.10 

0.01 

0.00 

0.00 

0.00 

0.27 

0.19 

0.37 

0.014 

0.47 

0.66 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.376 

0.67 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.002 

0.05 

0.07 







Non-command 

Quartzite 

0.035 

0.67 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Jabar 

0812000701527300 

5.035 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.035 

0.77 

0.100 

0.05 

0.01 

0.00 

0.00 

0.01 

0.42 

0.32 

0.19 

0.015 

0.50 

0.67 


Jagannathpura 

0812000801544900 

2.595 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.539 

0.22 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.07 

0.14 

0.013 

0.50 

0.65 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.056 

0.22 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 



0812000801551500 

1.719 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.719 

-0.87 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.009 

0.53 

0.65 


Jagat Sharvanpura 

0812000801548600 

1.137 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.137 

-1.71 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.006 

0.53 

0.65 


Jagat Shiromanipura @ 

0812000701526400 

1.401 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.401 

0.33 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.05 

0.004 

0.48 

0.67 


Jagat Shiromanipura @Toomli Ka Bas 

0812001301646400 

3.459 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.172 

0.87 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.03 

0.04 







Non-command 

Quartzite 

0.000 

0.87 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.095 

0.87 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.000 

0.01 

0.02 







Non-command 

Quartzite 

1.130 

0.87 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.005 

0.17 

0.24 


Jaichand Ka Bas 

0812000701531400 

2.865 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.865 

0.91 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.31 

0.23 

0.20 

0.008 

0.50 

0.67 


Jaichandpura 

0812001301641500 

1.552 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.844 

-0.13 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.004 

0.29 

0.41 


Jaijaspura 

0812000801545600 

1.545 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.323 

-0.08 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.007 

0.44 

0.56 


Jaipur (m Corp.) (part) 3 

0812001041210000 

28.848 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.761 

-0.01 

0.120 

0.68 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

2.032 

0.03 

0.04 







Non-command 

Younger Alluvium 

0.973 

-0.01 

0.150 

0.37 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

1.122 

0.02 

0.02 




8.842 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.012 

-0.01 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.014 

0.00 

0.00 


Jaipura 

0812001301645300 

5.450 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.450 

1.53 

0.080 

0.09 

0.01 

0.00 

0.00 

0.02 

0.73 

0.48 

0.32 

0.023 

0.53 

0.79 


Jaisinghpura 

0812000801548200 

3.260 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.428 

-1.27 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.002 

0.07 

0.08 


Jaisinghpura @ Buhariy 

0812000801554500 

1.111 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.338 

-1.56 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.002 

0.16 

0.21 


Jaisinghpura @ Roopwas 

0812000801550400 

5.919 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.919 

-0.35 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.029 

0.53 

0.66 


Jaisinghpura @ Tejawal 

0812000801551100 

1.580 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.580 

-0.82 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.008 

0.53 

0.65 


Jaisinghpura Bas Neota 

0812000801549300 

2.923 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.923 

0.10 

0.100 

0.08 

0.01 

0.00 

0.00 

0.00 

0.10 

0.08 

0.28 

0.015 

0.53 

0.65 


Jankinathpura 

0812000701530000 

5.074 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.252 

1.27 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.001 

0.02 

0.03 





Saline 

Non-command 

Non-command 

Older Alluvium 

4.822 

1.27 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.64 

0.47 

0.10 

0.014 

0.47 

0.64 


Jatawala 

0812000801552000 

1.224 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.224 

-0.87 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.006 

0.53 

0.66 


Jhadla 

0812000701536200 

6.503 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.503 

1.10 

0.015 

0.09 

0.01 

0.00 

0.00 

0.01 

0.17 

0.12 

0.35 

0.019 

0.48 

0.68 


Jhag 

0812000601525300 

16.452 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

11.918 

0.69 

0.010 

0.17 

0.02 

0.00 

0.00 

0.00 

0.23 

0.16 

0.59 

0.064 

0.33 

0.48 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.934 

0.69 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.09 

0.016 

0.08 

0.12 






Hingonia 

Command 

Gneisses(B.G.C) 

1.599 

0.69 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.05 

0.009 

0.04 

0.06 


Jharana 

0812000701536800 

11.941 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.395 

0.96 

0.100 

0.02 

0.00 

0.00 

0.00 

0.03 

0.42 

0.30 

0.07 

0.013 

0.18 

0.25 


Jharana Khurd 

0812000701536600 

1.649 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.632 

0.75 

0.100 

0.07 

0.01 

0.00 

0.00 

0.01 

0.18 

0.13 

0.27 

0.005 

0.47 

0.66 







Non-command 

Gneisses(B.G.C) 

0.018 

0.75 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Jhodinda Bhojpura 

0812000701528700 

6.885 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.885 

0.90 

0.015 

0.06 

0.01 

0.00 

0.00 

0.02 

0.12 

0.09 

0.21 

0.020 

0.47 

0.67 


Jhonpariya 

0812000701536700 

2.240 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.995 

0.62 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.11 

0.11 

0.006 

0.43 

0.59 


Jhund 

0812000801544100 

4.158 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.484 

0.37 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.002 

0.06 

0.08 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.675 

0.37 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.11 

0.04 

0.018 

0.43 

0.59 


Jodhpura 

0822000302615900 

9.306 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.165 

1.60 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.001 

0.01 

0.01 


Jotrawala 

0812000808129010 

1.584 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.769 

-1.03 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.004 

0.26 

0.32 


Kachariya 

0822000302613700 

2.975 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.450 

1.52 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.08 

0.002 

0.08 

0.08 







Non-command 

Phyllite & Schist 

2.076 

1.52 

0.020 

0.06 

0.01 

0.00 

0.00 

0.01 

0.10 

0.09 

0.22 

0.007 

0.36 

0.39 


Kadera 

0812001301643600 

12.843 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.843 

0.52 

0.080 

0.21 

0.01 

0.00 

0.00 

0.06 

0.67 

0.46 

0.78 

0.054 

0.53 

0.78 


Kalwara 

0812000801546100 

13.232 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.020 

0.06 

0.100 

0.14 

0.01 

0.00 

0.00 

0.04 

0.12 

0.10 

0.55 

0.025 

0.20 

0.25 


Kalyanpura 

0812000808129045 

3.551 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.138 

-1.33 

0.100 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.52 

0.016 

0.47 

0.58 


Kalyansar 

0812000601519500 

4.550 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.530 

-0.64 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.003 

0.05 

0.08 


Kanesar 

0822000302614600 

2.289 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.612 

1.68 

0.020 

0.01 

0.00 

0.00 

0.00 

0.04 

-0.01 

-0.01 

0.04 

0.002 

0.14 

0.14 


Kansel 

0812000701526300 

7.603 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.834 

0.25 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.06 

0.005 

0.11 

0.16 







Non-command 

Gneisses(B.G.C) 

0.908 

0.25 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.02 

0.003 

0.06 

0.08 






Hingonia 

Command 

Older Alluvium 

0.101 

0.25 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 







Command 

Gneisses(B.G.C) 

4.760 

0.25 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.03 

0.02 

0.10 

0.014 

0.29 

0.42 


Kantoli 

0812000701536300 

3.564 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.564 

0.87 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.05 

0.17 

0.010 

0.48 

0.67 


Kapoorawala 

0812000801550200 

4.148 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.148 

-0.58 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.021 

0.53 

0.65 


Kareda Khurd 

0812001301640400 

3.720 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.925 

2.04 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.11 

0.09 

0.004 

0.13 

0.20 


Karwa 

0812000701530300 

0.982 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.420 

0.33 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.001 

0.22 

0.28 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.562 

0.33 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.002 

0.29 

0.38 


Karwo Ka Bas 

0812000601520700 

6.903 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.314 

1.14 

0.010 

0.06 

0.01 

0.00 

0.00 

0.02 

0.09 

0.05 

0.19 

0.029 

0.33 

0.53 






Kalakh Sagar 

Command 

Gneisses(B.G.C) 

1.557 

1.14 

0.010 

0.02 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.05 

0.008 

0.10 

0.15 


Keeratpura 

0812000701527600 

4.601 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.105 

0.84 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.13 

0.03 

0.006 

0.22 

0.31 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.496 

0.84 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.16 

0.02 

0.007 

0.26 

0.36 


Khatwar 

0812000601520800 

14.452 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

11.628 

0.97 

0.010 

0.12 

0.02 

0.00 

0.00 

0.02 

0.20 

0.13 

0.41 

0.063 

0.35 

0.53 






Kalakh Sagar 

Command 

Gneisses(B.G.C) 

1.471 

0.97 

0.010 

0.02 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.05 

0.008 

0.04 

0.07 






Hingonia 

Command 

Gneisses(B.G.C) 

0.095 

0.97 

0.010 

0.00 

0.00 

0.00 

0.00 

0.02 

-0.02 

-0.01 

0.01 

0.001 

0.00 

0.00 


Khejra Ka Bas 

0812000701531100 

0.942 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.110 

1.32 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.000 

0.06 

0.08 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.833 

1.32 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.07 

0.002 

0.43 

0.60 


Khejri Bujurg 

0812001301644500 

7.115 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.115 

0.69 

0.080 

0.25 

0.04 

0.00 

0.00 

0.02 

0.58 

0.42 

0.95 

0.030 

0.52 

0.72 


Khera Mukundpura 

0812001301646500 

2.935 

Saline 

Non-command 

Non-command 

Quartzite 

1.632 

0.92 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.03 

0.02 

0.04 

0.007 

0.29 

0.42 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 


0812001301646200 

0.12 

0.19 

2.64 

0.19 

0.01 

0.20 

0.05 

0.52 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.240 

0.012 

0.228 

0.381 

167.05 

Over Exploited 



0.12 

0.00 

797.09 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.026 

936.17 

Over Exploited 



0.06 

0.00 

3,851.23 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jabar 

0812000701527300 

0.15 

0.38 

(16.70) 

0.32 

0.02 

0.34 

0.06 

0.56 

- 

0.0200 

- 

- 

0.015 

0.035 

0.035 

0.370 

0.019 

0.352 

0.207 

58.79 

Safe 

Jagannathpura 

0812000801544900 

0.14 

0.18 

(62.15) 

0.14 

0.01 

0.15 

0.06 

0.56 

0.02 

0.0200 

- 

- 

- 

0.020 

0.040 

0.193 

0.010 

0.183 

0.153 

83.47 

Semi Critical 



0.14 

0.00 

1,060.86 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 


0812000801551500 

0.14 

0.13 

- 

0.13 

0.00 

0.13 

0.06 

0.59 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.131 

0.013 

0.118 

0.025 

20.79 

Safe 

Jagat Sharvanpura 

0812000801548600 

0.14 

0.08 

- 

0.08 

- 

0.08 

0.06 

0.59 

- 

- 

- 

- 

- 

- 

- 

0.085 

0.008 

0.076 

0.100 

130.31 

Over Exploited 

Jagat Shiromanipura @ 

0812000701526400 

0.15 

0.10 

(61.21) 

0.08 

0.00 

0.08 

0.05 

0.53 

0.01 

0.0100 

- 

- 

0.002 

0.012 

0.023 

0.105 

0.005 

0.100 

0.058 

58.31 

Safe 

Jagat Shiromanipura @Toomli Ka Bas 

0812001301646400 

0.12 

0.00 

1,503.51 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.012 

1,895.47 

Over Exploited 



0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.00 

2,831.29 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

3,427.14 

Over Exploited 



0.06 

0.01 

84.41 

0.01 

- 

0.01 

0.02 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.013 

0.034 

253.90 

Over Exploited 

Jaichand Ka Bas 

0812000701531400 

0.15 

0.21 

7.27 

0.23 

0.00 

0.23 

0.05 

0.55 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.240 

0.012 

0.228 

0.206 

90.58 

Critical 

Jaichandpura 

0812001301641500 

0.12 

0.03 

- 

0.03 

- 

0.03 

0.03 

0.32 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.039 

0.004 

0.035 

0.058 

163.14 

Over Exploited 

Jaijaspura 

0812000801545600 

0.14 

0.08 

- 

0.08 

- 

0.08 

0.05 

0.49 

0.01 

- 

- 

- 

- 

- 

0.009 

0.091 

0.009 

0.082 

0.007 

8.01 

Safe 

Jaipur (m Corp.) (part) 3 

0812001041210000 

0.20 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.013 

0.001 

0.012 

2.064 

17,733.60 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

1.144 

29,290.09 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.014 

######### 

Over Exploited 

Jaipura 

0812001301645300 

0.12 

0.34 

39.92 

0.41 

0.03 

0.45 

0.06 

0.58 

- 

0.0400 

- 

- 

0.034 

0.074 

0.074 

0.520 

0.026 

0.494 

0.347 

70.23 

Semi Critical 

Jaisinghpura 

0812000801548200 

0.14 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.064 

1,697.70 

Over Exploited 

Jaisinghpura @ Buhariy 

0812000801554500 

0.14 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.001 

0.007 

0.062 

890.83 

Over Exploited 

Jaisinghpura @ Roopwas 

0812000801550400 

0.14 

0.44 

- 

0.44 

0.00 

0.44 

0.06 

0.58 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.447 

0.045 

0.402 

0.263 

65.53 

Safe 

Jaisinghpura @ Tejawal 

0812000801551100 

0.14 

0.12 

- 

0.12 

0.00 

0.12 

0.06 

0.59 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.129 

0.013 

0.116 

0.273 

235.63 

Over Exploited 

Jaisinghpura Bas Neota 

0812000801549300 

0.14 

0.22 

(62.33) 

0.17 

0.01 

0.18 

0.06 

0.59 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.214 

0.011 

0.204 

0.296 

145.11 

Over Exploited 

Jankinathpura 

0812000701530000 

0.18 

0.00 

2,001.01 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.012 

928.40 

Over Exploited 



0.15 

0.34 

38.47 

0.41 

- 

0.41 

0.05 

0.52 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.415 

0.021 

0.394 

0.116 

29.44 

Safe 

Jatawala 

0812000801552000 

0.14 

0.09 

- 

0.09 

- 

0.09 

0.06 

0.59 

- 

- 

- 

- 

- 

- 

- 

0.091 

0.009 

0.082 

0.113 

137.62 

Over Exploited 

Jhadla 

0812000701536200 

0.06 

0.19 

(34.39) 

0.15 

0.02 

0.17 

0.05 

0.53 

- 

0.0400 

- 

- 

0.021 

0.061 

0.061 

0.235 

0.012 

0.223 

0.372 

166.80 

Over Exploited 

Jhag 

0812000601525300 

0.05 

0.20 

(17.75) 

0.16 

0.02 

0.18 

0.04 

0.36 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.251 

0.013 

0.238 

0.652 

273.69 

Over Exploited 



0.05 

0.01 

193.68 

0.01 

- 

0.01 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.024 

0.001 

0.023 

0.102 

442.36 

Over Exploited 



0.05 

0.00 

314.62 

0.00 

- 

0.00 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.014 

0.056 

411.44 

Over Exploited 

Jharana 

0812000701536800 

0.18 

0.14 

114.58 

0.17 

0.03 

0.19 

0.02 

0.20 

- 

0.0100 

- 

- 

0.040 

0.050 

0.050 

0.243 

0.012 

0.231 

0.078 

33.68 

Safe 

Jharana Khurd 

0812000701536600 

0.18 

0.14 

(9.22) 

0.13 

0.02 

0.14 

0.05 

0.53 

- 

0.0300 

- 

- 

0.008 

0.038 

0.038 

0.180 

0.009 

0.171 

0.275 

160.56 

Over Exploited 



0.06 

0.00 

1,744.80 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jhodinda Bhojpura 

0812000701528700 

0.06 

0.19 

(55.19) 

0.16 

0.03 

0.18 

0.05 

0.52 

- 

0.0200 

- 

- 

0.027 

0.047 

0.047 

0.231 

0.012 

0.220 

0.229 

104.25 

Over Exploited 

Jhonpariya 

0812000701536700 

0.18 

0.15 

(27.54) 

0.12 

0.00 

0.12 

0.05 

0.48 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.134 

0.007 

0.127 

0.114 

89.37 

Semi Critical 

Jhund 

0812000801544100 

0.14 

0.00 

244.46 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.005 

0.002 

50.80 

Safe 



0.14 

0.22 

(48.37) 

0.18 

- 

0.18 

0.05 

0.47 

0.02 

- 

- 

- 

- 

- 

0.025 

0.200 

0.010 

0.190 

0.061 

32.22 

Safe 

Jodhpura 

0822000302615900 

0.20 

0.00 

9,905.92 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.007 

1,895.64 

Over Exploited 

Jotrawala 

0812000808129010 

0.14 

0.03 

- 

0.03 

- 

0.03 

0.03 

0.29 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.038 

0.004 

0.034 

0.232 

679.25 

Over Exploited 

Kachariya 

0822000302613700 

0.20 

0.01 

1,024.02 

0.01 

0.00 

0.01 

0.01 

0.09 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.025 

0.001 

0.024 

0.078 

326.77 

Over Exploited 



0.12 

0.09 

1.12 

0.09 

0.02 

0.12 

0.04 

0.40 

- 

0.0200 

- 

- 

0.022 

0.042 

0.042 

0.158 

0.008 

0.150 

0.223 

149.11 

Over Exploited 

Kadera 

0812001301643600 

0.12 

0.81 

(43.79) 

0.65 

0.07 

0.72 

0.06 

0.58 

- 

0.0900 

- 

- 

0.089 

0.179 

0.179 

0.897 

0.045 

0.852 

0.832 

97.64 

Critical 

Kalwara 

0812000801546100 

0.14 

0.14 

(28.45) 

0.11 

0.05 

0.16 

0.02 

0.22 

0.02 

0.0200 

- 

- 

0.056 

0.076 

0.091 

0.251 

0.013 

0.238 

0.572 

239.90 

Over Exploited 

Kalyanpura 

0812000808129045 

0.14 

0.21 

- 

0.21 

0.01 

0.22 

0.05 

0.52 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.237 

0.024 

0.213 

0.531 

248.58 

Over Exploited 

Kalyansar 

0812000601519500 

0.12 

0.00 

- 

0.00 

0.00 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.005 

0.001 

0.005 

0.027 

561.60 

Over Exploited 

Kanesar 

0822000302614600 

0.12 

0.01 

(207.44) 

0.01 

0.04 

0.05 

0.01 

0.15 

- 

- 

- 

- 

0.063 

0.063 

0.063 

0.113 

0.006 

0.107 

0.045 

42.03 

Safe 

Kansel 

0812000701526300 

0.15 

0.03 

49.24 

0.04 

- 

0.04 

0.01 

0.13 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.051 

0.003 

0.048 

0.065 

135.03 

Over Exploited 



0.06 

0.00 

(96.73) 

0.00 

0.01 

0.02 

0.01 

0.06 

0.00 

- 

- 

- 

0.020 

0.020 

0.020 

0.036 

0.002 

0.034 

0.021 

60.75 

Safe 



0.15 

0.00 

1,797.26 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.006 

5,325.80 

Over Exploited 



0.06 

0.08 

(70.89) 

0.07 

0.01 

0.08 

0.03 

0.33 

0.01 

0.0100 

- 

- 

0.020 

0.030 

0.039 

0.120 

0.006 

0.114 

0.114 

100.16 

Over Exploited 

Kantoli 

0812000701536300 

0.06 

0.10 

(48.16) 

0.08 

0.01 

0.09 

0.05 

0.53 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.116 

0.006 

0.110 

0.176 

160.42 

Over Exploited 

Kapoorawala 

0812000801550200 

0.14 

0.31 

- 

0.31 

0.00 

0.31 

0.06 

0.59 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.323 

0.032 

0.290 

0.146 

50.18 

Safe 

Kareda Khurd 

0812001301640400 

0.12 

0.01 

653.94 

0.02 

0.00 

0.02 

0.01 

0.15 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.034 

0.002 

0.032 

0.090 

279.71 

Over Exploited 

Karwa 

0812000701530300 

0.18 

0.02 

11.17 

0.02 

- 

0.02 

0.02 

0.24 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.028 

0.001 

0.027 

0.046 

171.34 

Over Exploited 



0.15 

0.02 

(10.61) 

0.02 

- 

0.02 

0.03 

0.33 

- 

- 

- 

- 

- 

- 

- 

0.022 

0.001 

0.021 

0.028 

131.66 

Over Exploited 

Karwo Ka Bas 

0812000601520700 

0.05 

0.09 

(38.86) 

0.07 

0.03 

0.10 

0.04 

0.37 

0.01 

0.0200 

- 

- 

0.037 

0.057 

0.067 

0.171 

0.009 

0.163 

0.215 

131.78 

Over Exploited 



0.05 

0.01 

9.40 

0.01 

0.02 

0.03 

0.01 

0.11 

0.00 

0.0100 

- 

- 

0.037 

0.047 

0.048 

0.081 

0.004 

0.077 

0.062 

81.50 

Semi Critical 

Keeratpura 

0812000701527600 

0.18 

0.08 

61.12 

0.10 

- 

0.10 

0.02 

0.25 

- 

- 

- 

- 

- 

- 

- 

0.100 

0.005 

0.095 

0.038 

39.97 

Safe 



0.15 

0.10 

61.75 

0.12 

- 

0.12 

0.03 

0.29 

- 

- 

- 

- 

- 

- 

- 

0.118 

0.006 

0.112 

0.031 

27.98 

Safe 

Khatwar 

0812000601520800 

0.05 

0.20 

(37.14) 

0.16 

0.04 

0.20 

0.04 

0.39 

0.02 

0.0500 

- 

- 

0.026 

0.076 

0.099 

0.298 

0.015 

0.283 

0.477 

168.15 

Over Exploited 



0.05 

0.00 

237.31 

0.00 

0.02 

0.02 

0.00 

0.05 

0.00 

0.0100 

- 

- 

0.026 

0.036 

0.037 

0.058 

0.003 

0.055 

0.062 

112.16 

Over Exploited 



0.05 

0.00 

(79,853.57) 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

- 

- 

- 

0.026 

0.026 

0.026 

0.044 

0.002 

0.042 

0.007 

15.62 

Safe 

Khejra Ka Bas 

0812000701531100 

0.18 

0.00 

1,483.50 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.022 

1,751.61 

Over Exploited 



0.15 

0.05 

74.63 

0.06 

- 

0.06 

0.05 

0.48 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.075 

0.004 

0.071 

0.074 

105.04 

Over Exploited 

Khejri Bujurg 

0812001301644500 

0.12 

0.44 

(5.81) 

0.42 

0.06 

0.48 

0.06 

0.58 

- 

0.1100 

- 

- 

0.032 

0.142 

0.142 

0.622 

0.031 

0.591 

0.980 

165.85 

Over Exploited 

Khera Mukundpura 

0812001301646500 

0.06 

0.03 

(24.76) 

0.02 

0.01 

0.03 

0.03 

0.32 

- 

- 

- 

- 

0.014 

0.014 

0.014 

0.046 

0.002 

0.043 

0.047 

107.75 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Kheri Gokulpura 

081200080155270C 

1.648 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.648 

-1.95 

0.100 

0.35 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.39 

0.008 

0.53 

0.66 


Khijooriya 

0812000701536500 

6.967 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.791 

0.64 

0.100 

0.01 

0.00 

0.00 

0.00 

0.01 

0.43 

0.31 

0.00 

0.020 

0.47 

0.65 







Non-command 

Gneisses(B.G.C) 

0.176 

0.64 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 


Kiratpura 

0812001301643800 

2.940 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.940 

0.65 

0.080 

0.07 

0.01 

0.00 

0.00 

0.01 

0.20 

0.14 

0.25 

0.012 

0.52 

0.73 


Kishanpura 

0812000601524800 

4.146 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.007 

2.27 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Kalakh Sagar 

Command 

Gneisses(B.G.C) 

0.236 

2.27 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.04 



0812000701530800 

2.506 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.506 

0.87 

0.100 

0.03 

0.00 

0.00 

0.00 

0.02 

0.23 

0.17 

0.10 

0.007 

0.50 

0.67 


Kishanpura @ Khatipura 

0812000801550100 

1.518 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.518 

-0.15 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.008 

0.53 

0.65 


Kishorpura 

0812000801550700 

1.953 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.953 

-0.72 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.010 

0.53 

0.65 


Kokawas 

0812000808129089 

2.391 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.391 

-0.75 

0.100 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.48 

0.012 

0.53 

0.65 


Koonchyawas 

0812000701526800 

2.395 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.057 

0.48 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.338 

0.48 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.01 

0.007 

0.48 

0.65 


Kriparampura 

0812001301643900 

3.511 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.511 

0.81 

0.080 

0.10 

0.01 

0.00 

0.00 

0.00 

0.32 

0.24 

0.39 

0.015 

0.51 

0.68 


Kumhariyawas 

0812001301641900 

2.234 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.234 

0.99 

0.080 

0.08 

0.01 

0.00 

0.00 

0.00 

0.25 

0.18 

0.29 

0.009 

0.53 

0.74 


Kundan Pura 

0812000701539500 

2.952 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.894 

0.14 

0.100 

0.07 

0.01 

0.00 

0.00 

0.00 

0.10 

0.08 

0.27 

0.008 

0.52 

0.67 


Kunj Biharipura 

0812000701526600 

3.622 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.202 

0.26 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.03 

0.04 







Non-command 

Gneisses(B.G.C) 

0.113 

0.26 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.188 

0.26 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.003 

0.16 

0.22 







Non-command 

Gneisses(B.G.C) 

0.074 

0.26 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Hingonia 

Command 

Older Alluvium 

2.045 

0.26 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.01 

0.006 

0.27 

0.38 


Ladana 

0812000701529400 

24.027 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.651 

1.43 

0.100 

0.08 

0.01 

0.00 

0.00 

0.01 

2.15 

1.51 

0.26 

0.043 

0.29 

0.41 







Non-command 

Quartzite 

3.491 

1.43 

0.020 

0.01 

0.00 

0.00 

0.00 

0.02 

0.09 

0.06 

0.04 

0.010 

0.07 

0.10 







Non-command 

Gneisses(B.G.C) 

5.885 

1.43 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.10 

0.07 

0.017 

0.12 

0.17 


Ladana Khurd 

0812001301646600 

3.082 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.185 

1.32 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.03 

0.05 







Non-command 

Quartzite 

1.137 

1.32 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.03 

0.005 

0.19 

0.28 


Lakhana 

0812000801551900 

1.547 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.547 

-0.84 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.008 

0.53 

0.66 


Lakhawas 

0812000801545500 

2.076 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.076 

-0.01 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.010 

0.51 

0.66 


Lakminarayanpura 

0812000801544300 

3.097 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.078 

0.32 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.09 

0.06 

0.015 

0.49 

0.66 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.018 

0.32 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Lalarpura 

0812000908129035 

1.195 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

1.08 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

0.007 

1.08 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Lasariya 

0812001301645900 

2.580 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.400 

1.32 

0.080 

0.01 

0.00 

0.00 

0.00 

0.01 

0.25 

0.17 

0.01 

0.010 

0.49 

0.75 


Madanpura @ Katariya K 

0812000701527000 

0.471 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.471 

0.47 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.50 

0.66 


Madhorajpura 

0812000701536900 

18.620 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.139 

1.11 

0.100 

0.01 

0.00 

0.00 

0.00 

0.02 

0.12 

0.09 

0.04 

0.003 

0.03 

0.04 







Non-command 

Gneisses(B.G.C) 

7.128 

1.11 

0.015 

0.06 

0.01 

0.00 

0.00 

0.02 

0.15 

0.10 

0.20 

0.021 

0.18 

0.26 


Madrampura 

0812000808129008 

3.995 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.995 

-0.87 

0.100 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.50 

0.020 

0.53 

0.65 


Mahasinghpura @ Keshya 

0812000801551400 

2.202 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.202 

-0.92 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.011 

0.53 

0.65 


Mahasinghpura @ Majookra 

0822000302614500 

2.997 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.212 

1.72 

0.020 

0.00 

0.00 

0.00 

0.00 

0.02 

-0.01 

-0.01 

0.00 

0.001 

0.04 

0.04 


Mandaliya Joga 

0812000701536400 

2.690 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.646 

0.76 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.08 

0.002 

0.12 

0.16 







Non-command 

Gneisses(B.G.C) 

2.044 

0.76 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.04 

0.16 

0.006 

0.37 

0.51 


Mandau 

0812000801548000 

3.532 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.809 

-1.59 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.014 

0.42 

0.52 


Mandor 

0812000701527900 

11.442 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.272 

0.32 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.24 

0.17 

0.16 

0.018 

0.26 

0.37 







Non-command 

Gneisses(B.G.C) 

3.482 

0.32 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.06 

0.010 

0.15 

0.20 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.219 

0.32 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.02 

0.004 

0.05 

0.07 






Hingonia 

Command 

Older Alluvium 

0.469 

0.32 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.02 

0.03 


Mangyawas 

0812000808129088 

1.687 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.687 

-1.84 

0.100 

0.23 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.92 

0.008 

0.53 

0.63 


Manohariya Wala 

0812000801551700 

1.458 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.458 

-0.69 

0.100 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.47 

0.007 

0.53 

0.65 


Manpur Gate 

0812000701538800 

6.150 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.724 

0.51 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.08 

0.005 

0.14 

0.19 





Saline 

Non-command 

Non-command 

Older Alluvium 

4.427 

0.51 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.26 

0.20 

0.10 

0.013 

0.37 

0.49 


Manpur Teelawala 

0812000801550500 

3.843 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.843 

-0.66 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.019 

0.53 

0.66 


Manpura 

0812001301646100 

2.141 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.141 

0.76 

0.080 

0.05 

0.01 

0.00 

0.00 

0.00 

0.17 

0.11 

0.17 

0.009 

0.53 

0.78 


Manpura @ Bhatawala 

0812000801552400 

1.590 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.590 

-1.91 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.008 

0.53 

0.67 


Mansar 

0812001301643500 

3.076 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.076 

1.28 

0.080 

0.05 

0.01 

0.00 

0.00 

0.01 

0.35 

0.23 

0.18 

0.013 

0.53 

0.79 


Meerapura 

0812001301645000 

2.401 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.021 

2.03 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Mohabbat Pura 

0812000701539400 

5.370 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.370 

-0.09 

0.100 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.54 

0.016 

0.53 

0.67 


Mohanpura 

0812000701531300 

5.179 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.179 

0.53 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.33 

0.25 

0.22 

0.015 

0.51 

0.67 



0812000801548400 

2.960 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.960 

-1.96 

0.100 

0.34 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.32 

0.015 

0.53 

0.65 



0812000801554100 

6.159 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.288 

-1.28 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.006 

0.11 

0.15 


Mokhampura 

0812000601517700 

12.265 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.457 

3.57 

0.010 

0.00 

0.00 

0.00 

0.00 

0.05 

-0.03 

-0.02 

0.01 

0.002 

0.02 

0.03 






Kalakh Sagar 

Command 

Gneisses(B.G.C) 

1.657 

3.57 

0.010 

0.01 

0.00 

0.00 

0.00 

0.05 

0.02 

0.01 

0.03 

0.009 

0.06 

0.09 


Muhana 

0812000801548700 

12.661 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.607 

-0.96 

0.100 

0.37 

0.02 

0.00 

0.00 

0.01 

0.00 

0.00 

1.39 

0.063 

0.53 

0.65 


Mukand Pura 

0812000701542100 

4.977 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.481 

-0.02 

0.100 

0.09 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.013 

0.43 

0.38 


Mumararkya 

0812001301643400 

2.069 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.069 

1.80 

0.080 

0.05 

0.01 

0.00 

0.00 

0.02 

0.32 

0.21 

0.18 

0.009 

0.53 

0.80 


Murarpura 

0812001301643100 

1.461 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.461 

1.99 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.16 

0.03 

0.006 

0.53 

0.81 


Mustafabad @ Masta 

0812000701540200 

4.651 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.651 

0.89 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.45 

0.33 

0.13 

0.014 

0.52 

0.70 


Nagar 

0822000302613200 

12.670 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.742 

0.60 

0.100 

0.16 

0.02 

0.00 

0.00 

0.00 

0.78 

0.67 

0.59 

0.038 

0.43 

0.50 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.928 

0.60 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.06 

0.007 

0.08 

0.09 


Nandkishorpura_manya 

0812000808129030 

1.857 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.856 

-1.81 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.009 

0.53 

0.62 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Kheri Gokulpura 

0812000801552700 

0.14 

0.12 

- 

0.12 

0.02 

0.14 

0.06 

0.59 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.193 

0.019 

0.174 

1.393 

801.69 

Over Exploited 

Khijooriya 

0812000701536500 

0.18 

0.58 

(45.72) 

0.46 

0.01 

0.47 

0.05 

0.52 

- 

- 

- 

- 

0.014 

0.014 

0.014 

0.486 

0.024 

0.461 

0.020 

4.30 

Safe 



0.06 

0.00 

826.77 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Kiratpura 

0812001301643800 

0.12 

0.18 

(21.24) 

0.15 

0.02 

0.17 

0.06 

0.58 

- 

0.0300 

- 

- 

0.015 

0.045 

0.045 

0.212 

0.011 

0.201 

0.260 

129.28 

Over Exploited 

Kishanpura 

0812000601524800 

0.05 

0.00 

(289,671.83) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

1.30 

Safe 



0.05 

0.00 

913.19 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.003 

0.000 

0.003 

0.007 

229.57 

Over Exploited 


0812000701530800 

0.15 

0.19 

(8.05) 

0.17 

0.02 

0.19 

0.06 

0.56 

- 

0.0100 

- 

- 

0.025 

0.035 

0.035 

0.226 

0.011 

0.215 

0.109 

50.93 

Safe 

Kishanpura @ Khatipura 

0812000801550100 

0.14 

0.11 

- 

0.11 

0.00 

0.11 

0.06 

0.59 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.124 

0.012 

0.111 

0.070 

62.55 

Safe 

Kishorpura 

0812000801550700 

0.14 

0.15 

- 

0.15 

0.00 

0.15 

0.06 

0.59 

- 

- 

- 

- 

0.001 

0.002 

0.002 

0.148 

0.015 

0.133 

0.057 

42.56 

Safe 

Kokawas 

0812000808129089 

0.14 

0.18 

- 

0.18 

0.01 

0.19 

0.06 

0.59 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.209 

0.021 

0.188 

0.492 

261.96 

Over Exploited 

Koonchyawas 

0812000701526800 

0.18 

0.00 

1,578.01 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.17 

(50.61) 

0.13 

- 

0.13 

0.05 

0.53 

0.02 

- 

- 

- 

- 

- 

0.019 

0.153 

0.008 

0.145 

0.013 

8.83 

Safe 

Kriparampura 

0812001301643900 

0.12 

0.22 

9.87 

0.24 

0.01 

0.25 

0.06 

0.57 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.291 

0.015 

0.276 

0.404 

146.23 

Over Exploited 

Kumhariyawas 

0812001301641900 

0.12 

0.14 

25.26 

0.17 

0.01 

0.18 

0.06 

0.59 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.211 

0.011 

0.201 

0.301 

150.26 

Over Exploited 

Kundan Pura 

0812000701539500 

0.18 

0.27 

(70.90) 

0.22 

0.01 

0.23 

0.06 

0.57 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.256 

0.013 

0.243 

0.273 

112.54 

Over Exploited 

Kunj Biharipura 

0812000701526600 

0.18 

0.00 

292.68 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

48.94 

Safe 



0.06 

0.00 

194.41 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.03 

(20.47) 

0.02 

- 

0.02 

0.02 

0.17 

0.00 

- 

- 

- 

- 

- 

0.003 

0.025 

0.001 

0.024 

0.009 

39.20 

Safe 



0.06 

0.00 

364.55 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.08 

(53.97) 

0.07 

- 

0.07 

0.03 

0.30 

0.01 

- 

- 

- 

- 

- 

0.009 

0.075 

0.004 

0.072 

0.012 

16.72 

Safe 

Ladana 

0812000701529400 

0.18 

0.77 

97.32 

0.92 

0.02 

0.94 

0.03 

0.32 

- 

0.0300 

- 

- 

0.018 

0.049 

0.049 

0.990 

0.049 

0.940 

0.302 

32.09 

Safe 



0.06 

0.01 

338.76 

0.02 

0.02 

0.04 

0.01 

0.08 

- 

- 

- 

- 

0.029 

0.029 

0.029 

0.065 

0.003 

0.062 

0.053 

85.64 

Semi Critical 



0.06 

0.04 

146.38 

0.05 

0.00 

0.05 

0.01 

0.13 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.063 

0.003 

0.060 

0.089 

148.00 

Over Exploited 

Ladana Khurd 

0812001301646600 

0.12 

0.00 

1,805.48 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.007 

845.27 

Over Exploited 



0.06 

0.01 

87.18 

0.02 

0.00 

0.02 

0.02 

0.22 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.025 

0.001 

0.024 

0.030 

123.83 

Over Exploited 

Lakhana 

0812000801551900 

0.14 

0.12 

- 

0.12 

- 

0.12 

0.06 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.126 

0.013 

0.113 

0.361 

319.35 

Over Exploited 

Lakhawas 

0812000801545500 

0.14 

0.15 

- 

0.15 

- 

0.15 

0.06 

0.57 

0.02 

- 

- 

- 

- 

- 

0.017 

0.165 

0.017 

0.149 

0.010 

6.95 

Safe 

Lakminarayanpura 

0812000801544300 

0.14 

0.21 

(58.37) 

0.17 

- 

0.17 

0.06 

0.55 

0.02 

0.0100 

- 

- 

- 

0.010 

0.034 

0.204 

0.010 

0.194 

0.077 

39.92 

Safe 



0.14 

0.00 

5,230.42 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Lalarpura 

0812000908129035 

0.20 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.00 

22,080.65 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Lasariya 

0812001301645900 

0.12 

0.14 

16.84 

0.17 

0.01 

0.18 

0.05 

0.54 

- 

- 

- 

- 

0.017 

0.017 

0.017 

0.194 

0.010 

0.184 

0.021 

11.42 

Safe 

Madanpura @ Katariya K 

0812000701527000 

0.15 

0.04 

(52.96) 

0.03 

- 

0.03 

0.06 

0.56 

0.00 

- 

- 

- 

- 

- 

0.004 

0.032 

0.002 

0.031 

0.007 

24.14 

Safe 

Madhorajpura 

0812000701536900 

0.18 

0.01 

1,333.56 

0.01 

0.02 

0.02 

0.00 

0.03 

- 

- 

- 

- 

0.023 

0.023 

0.023 

0.045 

0.002 

0.043 

0.046 

108.41 

Over Exploited 



0.06 

0.08 

31.87 

0.09 

0.03 

0.13 

0.02 

0.20 

- 

0.0200 

- 

- 

0.034 

0.054 

0.054 

0.181 

0.009 

0.172 

0.223 

129.68 

Over Exploited 

Madrampura 

0812000808129008 

0.14 

0.30 

- 

0.30 

0.01 

0.31 

0.06 

0.59 

- 

0.0200 

- 

- 

0.007 

0.027 

0.027 

0.341 

0.034 

0.307 

0.524 

170.73 

Over Exploited 

Mahasinghpura @ Keshya 

0812000801551400 

0.14 

0.16 

- 

0.16 

0.00 

0.17 

0.06 

0.59 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.177 

0.018 

0.160 

0.370 

231.78 

Over Exploited 

Mahasinghpura @ Majookra 

0822000302614500 

0.12 

0.00 

(1,204.28) 

0.00 

0.02 

0.02 

0.00 

0.04 

- 

- 

- 

- 

0.028 

0.028 

0.028 

0.047 

0.002 

0.044 

0.001 

1.68 

Safe 

Mandaliya Joga 

0812000701536400 

0.18 

0.01 

266.90 

0.02 

- 

0.02 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.026 

0.001 

0.025 

0.078 

313.44 

Over Exploited 



0.06 

0.04 

(19.78) 

0.04 

0.01 

0.05 

0.04 

0.41 

- 

0.0200 

- 

- 

0.004 

0.025 

0.025 

0.073 

0.004 

0.070 

0.164 

234.93 

Over Exploited 

Mandau 

0812000801548000 

0.14 

0.17 

- 

0.17 

0.00 

0.17 

0.05 

0.47 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.182 

0.018 

0.163 

0.170 

104.02 

Over Exploited 

Mandor 

0812000701527900 

0.18 

0.29 

(42.17) 

0.24 

0.01 

0.25 

0.03 

0.29 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.266 

0.013 

0.253 

0.180 

71.36 

Semi Critical 



0.06 

0.03 

(13.91) 

0.03 

- 

0.03 

0.02 

0.16 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.036 

0.002 

0.034 

0.068 

198.79 

Over Exploited 



0.15 

0.01 

273.69 

0.01 

- 

0.01 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.011 

0.022 

203.69 

Over Exploited 



0.15 

0.00 

669.91 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.007 

469.66 

Over Exploited 

Mangyawas 

0812000808129088 

0.14 

0.13 

- 

0.13 

0.01 

0.14 

0.06 

0.59 

0.01 

0.0300 

- 

- 

0.001 

0.031 

0.045 

0.182 

0.018 

0.164 

0.925 

565.35 

Over Exploited 

Manohariya Wala 

0812000801551700 

0.14 

0.11 

- 

0.11 

0.01 

0.12 

0.06 

0.59 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.140 

0.014 

0.126 

0.481 

381.20 

Over Exploited 

Manpur Gate 

0812000701538800 

0.18 

0.04 

84.88 

0.05 

- 

0.05 

0.02 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.054 

0.003 

0.051 

0.083 

163.03 

Over Exploited 



0.15 

0.25 

(20.21) 

0.20 

- 

0.20 

0.04 

0.41 

- 

- 

- 

- 

- 

- 

- 

0.197 

0.010 

0.187 

0.111 

59.43 

Safe 

Manpur Teelawala 

0812000801550500 

0.14 

0.29 

- 

0.29 

0.00 

0.29 

0.06 

0.59 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.301 

0.030 

0.271 

0.315 

116.25 

Over Exploited 

Manpura 

0812001301646100 

0.12 

0.14 

(15.86) 

0.11 

0.01 

0.12 

0.06 

0.58 

- 

0.0200 

- 

- 

0.001 

0.022 

0.022 

0.146 

0.007 

0.139 

0.182 

130.87 

Over Exploited 

Manpura @ Bhatawala 

0812000801552400 

0.14 

0.12 

- 

0.12 

0.00 

0.12 

0.06 

0.59 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.129 

0.013 

0.116 

0.243 

209.36 

Over Exploited 

Mansar 

0812001301643500 

0.12 

0.19 

20.04 

0.23 

0.02 

0.25 

0.06 

0.59 

- 

0.0200 

- 

- 

0.008 

0.028 

0.028 

0.277 

0.014 

0.264 

0.197 

74.71 

Semi Critical 

Meerapura 

0812001301645000 

0.12 

0.00 

18,450.54 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mohabbat Pura 

0812000701539400 

0.18 

0.51 

- 

0.51 

0.01 

0.52 

0.06 

0.58 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.545 

0.055 

0.491 

0.556 

113.19 

Over Exploited 

Mohanpura 

0812000701531300 

0.15 

0.39 

(36.39) 

0.31 

0.00 

0.32 

0.06 

0.56 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.329 

0.016 

0.313 

0.231 

73.96 

Semi Critical 


0812000801548400 

0.14 

0.22 

- 

0.22 

0.02 

0.24 

0.06 

0.59 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.291 

0.029 

0.262 

1.337 

510.05 

Over Exploited 


0812000801554100 

0.14 

0.02 

- 

0.02 

0.00 

0.02 

0.01 

0.12 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.020 

0.002 

0.018 

0.054 

297.25 

Over Exploited 

Mokhampura 

0812000601517700 

0.05 

0.00 

(5,523.35) 

0.00 

0.05 

0.05 

0.00 

0.02 

0.00 

- 

- 

- 

0.073 

0.073 

0.073 

0.122 

0.006 

0.115 

0.008 

7.33 

Safe 



0.05 

0.00 

163.53 

0.01 

0.05 

0.05 

0.01 

0.06 

0.00 

- 

- 

- 

0.073 

0.073 

0.073 

0.127 

0.006 

0.121 

0.039 

32.16 

Safe 

Muhana 

0812000801548700 

0.14 

0.94 

- 

0.94 

0.03 

0.96 

0.06 

0.59 

- 

0.0500 

- 

- 

0.010 

0.061 

0.061 

1.025 

0.103 

0.923 

1.451 

157.21 

Over Exploited 

Mukand Pura 

0812000701542100 

0.15 

0.29 

- 

0.29 

0.01 

0.31 

0.05 

0.49 

0.03 

0.0400 

- 

- 

0.005 

0.045 

0.079 

0.384 

0.038 

0.346 

0.367 

106.18 

Over Exploited 

Mumararkya 

0812001301643400 

0.12 

0.13 

61.23 

0.16 

0.03 

0.19 

0.06 

0.59 

- 

0.0200 

- 

- 

0.028 

0.048 

0.048 

0.234 

0.012 

0.222 

0.193 

86.61 

Semi Critical 

Murarpura 

0812001301643100 

0.12 

0.09 

71.67 

0.11 

0.00 

0.11 

0.06 

0.59 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.113 

0.006 

0.107 

0.038 

35.63 

Safe 

Mustafabad @ Masta 

0812000701540200 

0.18 

0.43 

(22.81) 

0.35 

0.00 

0.35 

0.06 

0.57 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.363 

0.018 

0.345 

0.144 

41.67 

Safe 

Nagar 

0822000302613200 

0.20 

0.92 

(26.82) 

0.73 

0.02 

0.75 

0.05 

0.48 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.825 

0.041 

0.784 

0.632 

80.63 

Semi Critical 



0.20 

0.03 

225.95 

0.04 

- 

0.04 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.046 

0.002 

0.043 

0.067 

154.46 

Over Exploited 

Nandkishorpura_manya 

0812000808129030 

0.14 

0.14 

- 

0.14 

- 

0.14 

0.06 

0.59 

0.02 

- 

- 

- 

- 

- 

0.016 

0.154 

0.015 

0.138 

0.009 

6.67 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Nandlalpura 

081200070152570C 

3.043 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.642 

-0.63 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.002 

0.10 

0.14 






Hingonia 

Command 

Older Alluvium 

1.547 

-0.63 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.005 

0.23 

0.34 





Saline 

Hingonia 

Command 

Older Alluvium 

0.491 

-0.63 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.07 

0.11 


Narayan Pura 

0812000701539700 

1.675 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.675 

1.23 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.26 

0.19 

0.25 

0.005 

0.52 

0.70 


Narottampura 

0812000801548300 

2.161 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.063 

-1.81 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.010 

0.51 

0.61 


Narsinghpura @ Dadiya 

0812000801546000 

2.488 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.277 

-0.03 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.06 

0.07 


Narwariya 

0812000801544400 

3.318 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.318 

0.12 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.05 

0.017 

0.50 

0.66 


Nawal Kishorpura 

0812000701529700 

3.403 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.389 

1.37 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.52 

0.37 

0.22 

0.010 

0.48 

0.67 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.014 

1.37 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Neota 

0812000801548900 

13.087 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.100 

-0.01 

0.100 

0.08 

0.01 

0.00 

0.00 

0.07 

0.00 

0.00 

0.31 

0.010 

0.09 

0.10 


Nihalpura @ Miyan Ka B 

0812000701530200 

0.169 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.169 

0.16 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.52 

0.66 


Nondpura 

0812000701542400 

5.773 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.236 

0.46 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.02 

0.007 

0.19 

0.23 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.537 

0.46 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.15 

0.01 

0.010 

0.31 

0.36 


Norangpura 

0822000202602200 

3.972 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.369 

1.34 

0.120 

0.00 

0.00 

0.00 

0.00 

0.10 

-0.04 

-0.05 

0.01 

0.001 

0.04 

0.03 


Pachala 

0812000701528600 

7.569 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.429 

1.58 

0.015 

0.03 

0.00 

0.00 

0.00 

0.03 

0.13 

0.09 

0.12 

0.016 

0.34 

0.48 


Pahariya 

0812000701539600 

20.573 

Fresh 

Non-command 

Non-command 

Older Alluvium 

20.213 

0.95 

0.100 

0.11 

0.01 

0.00 

0.00 

0.00 

2.01 

1.52 

0.37 

0.059 

0.51 

0.68 


Palri Parsa 

0812000801545900 

4.438 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.012 

-0.10 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Pathraj Mustarka 

0822000302615200 

3.786 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.695 

2.10 

0.100 

0.10 

0.01 

0.00 

0.00 

0.02 

0.84 

0.86 

0.39 

0.013 

0.50 

0.49 


Pawaliya 

0812000801550300 

9.919 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.919 

-0.38 

0.100 

0.14 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.50 

0.049 

0.53 

0.65 


Peepla 

0812000701538300 

11.042 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.401 

0.61 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.37 

0.28 

0.16 

0.016 

0.25 

0.33 





Saline 

Non-command 

Non-command 

Older Alluvium 

5.641 

0.61 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.37 

0.28 

0.09 

0.016 

0.26 

0.34 


Peepla Bharatsingh 

0812000801547800 

4.691 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.179 

-0.81 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.02 

0.02 


Phagi 

0812000701531800 

61.971 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.714 

1.82 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.14 

0.03 

0.020 

0.05 

0.07 


Pinach 

0812000701528200 

6.590 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.590 

0.33 

0.015 

0.05 

0.01 

0.00 

0.00 

0.01 

0.06 

0.04 

0.17 

0.019 

0.47 

0.67 


Prahladpura @ Damakpur 

0812001301641400 

0.950 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.407 

0.00 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.002 

0.23 

0.32 


Pratappura 

0822000302615500 

3.748 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.748 

2.04 

0.100 

0.12 

0.02 

0.00 

0.00 

0.01 

0.86 

0.94 

0.45 

0.013 

0.49 

0.45 



0812000701538600 

2.353 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.566 

0.80 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.07 

0.002 

0.12 

0.16 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.787 

0.80 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.17 

0.13 

0.10 

0.005 

0.38 

0.51 


Prempura 

0812000701541300 

2.916 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.279 

-0.38 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.004 

0.21 

0.25 







Non-command 

Gneisses(B.G.C) 

0.426 

-0.38 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.07 

0.08 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.040 

-0.38 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

0.280 

-0.38 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.05 

0.05 



0812000801549400 

1.324 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.324 

0.09 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.06 

0.05 

0.22 

0.007 

0.53 

0.65 


Puroshottampura @aleew 

0812001301641000 

3.439 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.169 

0.67 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.03 

0.04 


Purshottampura @ Dadiy 

0812000801552800 

1.589 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.589 

-1.38 

0.100 

0.50 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.97 

0.008 

0.53 

0.66 


Raholi 

0822000302613400 

19.541 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.742 

0.82 

0.100 

0.40 

0.06 

0.00 

0.00 

0.00 

1.47 

1.43 

1.52 

0.048 

0.35 

0.36 





Saline 

Non-command 

Non-command 

Older Alluvium 

5.799 

0.82 

0.080 

0.10 

0.01 

0.00 

0.00 

0.00 

0.47 

0.46 

0.35 

0.020 

0.15 

0.15 


Raipura 

0812000701530900 

3.430 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.006 

1.20 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.424 

1.20 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.46 

0.34 

0.22 

0.010 

0.49 

0.67 


Raithal 

0812000701527400 

6.911 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.911 

0.81 

0.100 

0.05 

0.01 

0.00 

0.00 

0.01 

0.59 

0.44 

0.17 

0.020 

0.49 

0.67 


Ramdattpura 

0812000801544600 

3.440 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.140 

0.27 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.006 

0.17 

0.22 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.300 

0.27 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.01 

0.011 

0.34 

0.44 


Ramjipura Bas Neota 

0812000801549000 

2.304 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.304 

0.06 

0.100 

0.08 

0.01 

0.00 

0.00 

0.00 

0.08 

0.07 

0.30 

0.011 

0.53 

0.65 


Rampura 

0822000302613300 

1.465 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.465 

0.88 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.13 

0.05 

0.005 

0.51 

0.59 



0812000701529500 

0.737 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.722 

1.27 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.03 

0.002 

0.47 

0.66 







Non-command 

Gneisses(B.G.C) 

0.015 

1.27 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Rampura @ Chokhawala 

0812000701527200 

1.075 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.306 

0.41 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.001 

0.14 

0.19 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.769 

0.41 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.05 

0.002 

0.36 

0.47 


Rampura Bhoortiya 

0812000601524600 

6.598 

Fresh 

Kalakh Sagar 

Command 

Gneisses(B.G.C) 

0.272 

2.18 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.03 


Rampura Unti 

0812000801544000 

10.398 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.467 

0.18 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.21 

0.15 

0.14 

0.047 

0.44 

0.61 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.620 

0.18 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.003 

0.03 

0.04 


Ramsinghpura 

0812000701540900 

1.303 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.303 

0.44 

0.100 

0.02 

0.00 

0.00 

0.00 

0.01 

0.07 

0.06 

0.09 

0.004 

0.50 

0.63 



0812000801552200 

13.991 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.991 

-0.11 

0.100 

0.09 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.27 

0.070 

0.53 

0.69 


Ramsinghpura_dhaulai 

0812000808129039 

1.779 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.779 

-2.03 

0.100 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.55 

0.009 

0.53 

0.65 


Ramsinghpura_rampura 

0812000808129095 

1.851 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.851 

-1.95 

0.100 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.009 

0.53 

0.65 


Ramsinghpura_bas_sanga 

0812000808129011 

3.594 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.027 

-1.24 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rasoolpura 

0812001301645100 

4.218 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.057 

1.84 

0.080 

0.06 

0.01 

0.00 

0.00 

0.02 

0.48 

0.31 

0.22 

0.013 

0.38 

0.59 


Rata Khera 

0812000701526200 

3.771 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.143 

0.29 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 







Non-command 

Gneisses(B.G.C) 

0.261 

0.29 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.03 

0.05 






Hingonia 

Command 

Older Alluvium 

0.024 

0.29 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Gneisses(B.G.C) 

3.344 

0.29 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.010 

0.41 

0.59 


Ratalya 

0812000801551600 

2.564 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.564 

-0.83 

0.100 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.47 

0.013 

0.53 

0.65 


Ratanpura @ Rohera 

0822000302615700 

8.405 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.527 

1.21 

0.100 

0.09 

0.01 

0.00 

0.00 

0.00 

0.63 

0.72 

0.36 

0.016 

0.26 

0.23 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.878 

1.21 

0.080 

0.05 

0.01 

0.00 

0.00 

0.00 

0.42 

0.48 

0.17 

0.014 

0.22 

0.19 


Renwal Manji 

0812000701530600 

20.572 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.432 

0.07 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.13 

0.10 

0.32 

0.019 

0.16 

0.21 





Saline 

Non-command 

Non-command 

Older Alluvium 

14.140 

0.07 

0.100 

0.11 

0.00 

0.00 

0.00 

0.00 

0.21 

0.16 

0.38 

0.041 

0.36 

0.46 


Rewantpura 

0812000701528300 

2.626 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.626 

0.16 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.008 

0.47 

0.67 


Roopbas 

0812001301645200 

4.702 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.702 

0.87 

0.080 

0.13 

0.02 

0.00 

0.00 

0.07 

0.37 

0.25 

0.49 

0.020 

0.53 

0.77 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Nandlalpura 

0812000701525700 

0.18 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.11 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.022 

0.002 

0.020 

0.056 

276.85 

Over Exploited 



0.18 

0.06 

- 

0.06 

0.01 

0.07 

0.03 

0.26 

0.01 

0.0200 

- 

- 

- 

0.020 

0.027 

0.102 

0.010 

0.092 

0.145 

157.19 

Over Exploited 



0.15 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.005 

0.025 

467.24 

Over Exploited 

Narayan Pura 

0812000701539700 

0.18 

0.16 

22.05 

0.19 

0.01 

0.20 

0.06 

0.57 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.229 

0.011 

0.218 

0.254 

116.60 

Over Exploited 

Narottampura 

0812000801548300 

0.14 

0.15 

- 

0.15 

- 

0.15 

0.06 

0.57 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.157 

0.016 

0.141 

0.166 

117.67 

Over Exploited 

Narsinghpura @ Dadiya 

0812000801546000 

0.14 

0.00 

- 

0.00 

0.00 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.004 

0.000 

0.003 

0.001 

43.32 

Safe 

Narwariya 

0812000801544400 

0.14 

0.23 

(80.64) 

0.19 

0.00 

0.19 

0.06 

0.56 

0.03 

- 

- 

- 

0.000 

0.000 

0.026 

0.213 

0.011 

0.203 

0.064 

31.36 

Safe 

Nawal Kishorpura 

0812000701529700 

0.18 

0.29 

25.70 

0.35 

0.01 

0.36 

0.05 

0.53 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.380 

0.019 

0.361 

0.226 

62.50 

Safe 



0.15 

0.00 

34,443.44 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Neota 

0812000801548900 

0.14 

0.03 

- 

0.03 

0.08 

0.11 

0.01 

0.09 

- 

0.0400 

- 

- 

0.112 

0.152 

0.152 

0.262 

0.026 

0.236 

0.322 

136.51 

Over Exploited 

Nihalpura @ Miyan Ka B 

0812000701530200 

0.18 

0.02 

(87.21) 

0.01 

- 

0.01 

0.06 

0.57 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.012 

0.000 

4.15 

Safe 

Nondpura 

0812000701542400 

0.18 

0.08 

21.51 

0.09 

- 

0.09 

0.02 

0.22 

0.01 

- 

- 

- 

- 

- 

0.009 

0.102 

0.005 

0.097 

0.029 

29.39 

Safe 



0.15 

0.16 

(10.76) 

0.15 

- 

0.15 

0.03 

0.34 

0.02 

- 

- 

- 

- 

- 

0.018 

0.163 

0.008 

0.155 

0.022 

14.41 

Safe 

Norangpura 

0822000202602200 

0.22 

0.00 

(1,517.21) 

0.00 

0.10 

0.10 

0.01 

0.05 

0.00 

- 

- 

- 

0.147 

0.147 

0.148 

0.248 

0.012 

0.236 

0.007 

2.97 

Safe 

Pachala 

0812000701528600 

0.06 

0.11 

(20.42) 

0.09 

0.03 

0.12 

0.04 

0.38 

- 

0.0100 

- 

- 

0.049 

0.059 

0.059 

0.181 

0.009 

0.172 

0.131 

76.23 

Semi Critical 

Pahariya 

0812000701539600 

0.18 

1.86 

20,861.61 

1.52 

0.01 

1.53 

0.06 

0.57 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

1.569 

0.078 

1.491 

0.432 

28.98 

Safe 

Palri Parsa 

0812000801545900 

0.14 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

0.000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Path raj Mustarka 

0822000302615200 

0.20 

0.37 

133.74 

0.44 

0.03 

0.47 

0.05 

0.55 

- 

0.0400 

- 

- 

0.030 

0.070 

0.070 

0.539 

0.027 

0.512 

0.402 

78.46 

Semi Critical 

Pawaliya 

0812000801550300 

0.14 

0.74 

- 

0.74 

0.02 

0.76 

0.06 

0.59 

- 

0.0600 

- 

- 

0.004 

0.064 

0.064 

0.823 

0.082 

0.741 

0.548 

74.05 

Semi Critical 

Peepla 

0812000701538300 

0.18 

0.24 

15.32 

0.28 

0.01 

0.29 

0.03 

0.27 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.305 

0.015 

0.290 

0.178 

61.34 

Safe 



0.15 

0.22 

28.46 

0.26 

- 

0.26 

0.03 

0.28 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.270 

0.014 

0.257 

0.106 

41.48 

Safe 

Peepla Bharatsingh 

0812000801547800 

0.14 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.004 

0.000 

0.003 

0.017 

511.43 

Over Exploited 

Phagi 

0812000701531800 

0.06 

0.02 

552.64 

0.02 

- 

0.02 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.025 

0.001 

0.024 

0.049 

205.88 

Over Exploited 

Pinach 

0812000701528200 

0.06 

0.18 

(75.71) 

0.15 

0.02 

0.17 

0.05 

0.52 

- 

0.0200 

- 

- 

0.014 

0.034 

0.034 

0.200 

0.010 

0.190 

0.185 

97.38 

Critical 

Prahladpura @ Damakpur 

0812001301641400 

0.12 

0.01 

(35.93) 

0.01 

- 

0.01 

0.02 

0.25 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.008 

0.024 

281.51 

Over Exploited 

Pratappura 

0822000302615500 

0.20 

0.37 

156.09 

0.44 

0.03 

0.47 

0.06 

0.55 

0.04 

0.0500 

- 

- 

0.012 

0.062 

0.104 

0.575 

0.029 

0.546 

0.467 

85.54 

Semi Critical 


0812000701538600 

0.18 

0.01 

293.21 

0.01 

- 

0.01 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.015 

0.001 

0.014 

0.067 

471.11 

Over Exploited 



0.15 

0.10 

25.47 

0.12 

- 

0.12 

0.04 

0.43 

- 

- 

- 

- 

- 

- 

- 

0.124 

0.006 

0.117 

0.107 

91.34 

Critical 

Prempura 

0812000701541300 

0.18 

0.05 

- 

0.05 

- 

0.05 

0.02 

0.24 

0.01 

- 

- 

- 

- 

- 

0.006 

0.055 

0.005 

0.049 

0.015 

29.83 

Safe 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.001 

68.18 

Safe 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

- 

Safe 


0812000801549400 

0.14 

0.10 

(49.19) 

0.08 

0.01 

0.09 

0.06 

0.59 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.120 

0.006 

0.114 

0.230 

200.98 

Over Exploited 

Puroshottampura @aleew 

0812001301641000 

0.12 

0.00 

1,022.38 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.012 

1,953.86 

Over Exploited 

Purshottampura @ Dadiy 

0812000801552800 

0.14 

0.12 

- 

0.12 

0.02 

0.14 

0.06 

0.59 

- 

0.0700 

- 

- 

0.002 

0.073 

0.073 

0.213 

0.021 

0.191 

1.978 

1,032.90 

Over Exploited 

Raholi 

0822000302613400 

0.20 

0.96 

48.28 

1.15 

0.06 

1.21 

0.04 

0.39 

0.11 

0.1700 

- 

- 

- 

0.170 

0.278 

1.493 

0.075 

1.418 

1.571 

110.83 

Over Exploited 



0.20 

0.17 

167.02 

0.21 

0.01 

0.22 

0.02 

0.16 

0.02 

0.0400 

- 

- 

- 

0.040 

0.059 

0.275 

0.014 

0.261 

0.374 

143.42 

Over Exploited 

Raipura 

0812000701530900 

0.18 

0.00 

60,853.75 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.25 

33.11 

0.30 

0.01 

0.31 

0.05 

0.55 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.334 

0.017 

0.317 

0.226 

71.23 

Semi Critical 

Raithal 

0812000701527400 

0.15 

0.51 

(14.50) 

0.44 

0.02 

0.45 

0.05 

0.55 

0.06 

0.0200 

- 

- 

0.008 

0.028 

0.085 

0.538 

0.027 

0.511 

0.194 

38.00 

Safe 

Ramdattpura 

0812000801544600 

0.14 

0.03 

(12.74) 

0.02 

- 

0.02 

0.02 

0.19 

0.00 

- 

- 

- 

- 

- 

0.003 

0.026 

0.001 

0.025 

0.006 

22.74 

Safe 



0.14 

0.11 

(49.72) 

0.09 

- 

0.09 

0.04 

0.37 

0.01 

- 

- 

- 

- 

- 

0.012 

0.099 

0.005 

0.094 

0.022 

23.87 

Safe 

Ramjipura Bas Neota 

0812000801549000 

0.14 

0.17 

(60.09) 

0.14 

0.01 

0.15 

0.06 

0.59 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.179 

0.009 

0.170 

0.307 

181.32 

Over Exploited 

Rampura 

0822000302613300 

0.20 

0.15 

(15.05) 

0.13 

0.00 

0.13 

0.06 

0.57 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.143 

0.007 

0.136 

0.059 

43.51 

Safe 


0812000701529500 

0.18 

0.06 

17.98 

0.07 

- 

0.07 

0.05 

0.52 

- 

- 

- 

- 

- 

- 

- 

0.071 

0.004 

0.068 

0.034 

50.29 

Safe 



0.06 

0.00 

2,272.36 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rampura @ Chokhawala 

0812000701527200 

0.18 

0.01 

116.12 

0.01 

- 

0.01 

0.02 

0.16 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.010 

0.033 

331.80 

Over Exploited 



0.15 

0.04 

(24.48) 

0.03 

- 

0.03 

0.04 

0.40 

0.00 

0.0100 

- 

- 

- 

0.010 

0.015 

0.048 

0.002 

0.046 

0.056 

122.71 

Over Exploited 

Rampura Bhoortiya 

0812000601524600 

0.05 

0.00 

316.24 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.012 

0.001 

0.011 

0.013 

120.57 

Over Exploited 

Rampura Unti 

0812000801544000 

0.14 

0.58 

(73.68) 

0.47 

0.01 

0.48 

0.05 

0.49 

0.07 

0.0200 

- 

- 

- 

0.020 

0.086 

0.563 

0.028 

0.535 

0.187 

34.98 

Safe 



0.14 

0.00 

223.11 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.014 

450.73 

Over Exploited 

Ramsinghpura 

0812000701540900 

0.18 

0.12 

(51.91) 

0.09 

0.01 

0.10 

0.06 

0.56 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.122 

0.006 

0.116 

0.090 

77.71 

Semi Critical 


0812000801552200 

0.14 

1.04 

- 

1.04 

0.01 

1.05 

0.06 

0.59 

- 

0.0100 

- 

- 

0.012 

0.022 

0.022 

1.070 

0.107 

0.963 

0.335 

34.76 

Safe 

Ramsinghpura_dhaulai 

0812000808129039 

0.14 

0.13 

- 

0.13 

0.01 

0.14 

0.06 

0.59 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.163 

0.016 

0.147 

0.555 

378.34 

Over Exploited 

Ramsinghpura_rampura 

0812000808129095 

0.14 

0.14 

- 

0.14 

0.01 

0.15 

0.06 

0.59 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.168 

0.017 

0.151 

0.459 

303.23 

Over Exploited 

Ramsinghpura_bas_sanga 

0812000808129011 

0.14 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rasoolpura 

0812001301645100 

0.12 

0.14 

124.10 

0.17 

0.03 

0.20 

0.04 

0.42 

- 

0.0200 

- 

- 

0.025 

0.046 

0.046 

0.241 

0.012 

0.229 

0.229 

99.90 

Critical 

Rata Khera 

0812000701526200 

0.15 

0.00 

673.43 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

(219.27) 

0.00 

0.00 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

0.003 

0.003 

0.003 

0.005 

0.000 

0.005 

0.005 

94.24 

Critical 



0.15 

0.00 

4,717.45 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.08 

(81.10) 

0.07 

0.00 

0.07 

0.05 

0.46 

0.01 

- 

- 

- 

0.003 

0.003 

0.012 

0.080 

0.004 

0.076 

0.039 

50.92 

Safe 

Ratalya 

0812000801551600 

0.14 

0.19 

- 

0.19 

0.01 

0.20 

0.06 

0.59 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.224 

0.022 

0.201 

0.483 

239.94 

Over Exploited 

Ratanpura @ Rohera 

0822000302615700 

0.20 

0.24 

204.60 

0.28 

0.01 

0.29 

0.03 

0.29 

0.03 

0.0400 

- 

- 

- 

0.040 

0.068 

0.361 

0.018 

0.343 

0.372 

108.39 

Over Exploited 



0.20 

0.17 

174.73 

0.21 

0.01 

0.22 

0.03 

0.25 

0.02 

0.0200 

- 

- 

- 

0.020 

0.040 

0.258 

0.013 

0.245 

0.182 

74.02 

Semi Critical 

Renwal Manji 

0812000701530600 

0.18 

0.19 

(44.14) 

0.15 

- 

0.15 

0.02 

0.18 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.160 

0.008 

0.152 

0.337 

221.84 

Over Exploited 



0.15 

0.75 

(78.53) 

0.60 

- 

0.60 

0.04 

0.39 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.613 

0.031 

0.583 

0.420 

72.13 

Semi Critical 

Rewantpura 

0812000701528300 

0.06 

0.07 

(85.85) 

0.06 

0.00 

0.06 

0.05 

0.52 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.063 

0.003 

0.059 

0.051 

85.31 

Semi Critical 

Roopbas 

0812001301645200 

0.12 

0.30 

(15.23) 

0.25 

0.09 

0.34 

0.06 

0.58 

- 

0.0500 

- 

- 

0.101 

0.151 

0.151 

0.490 

0.024 

0.465 

0.506 

108.68 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Rotwara 

081200070152670C 

2.729 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.258 

0.45 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.00 

0.007 

0.40 

0.55 






Hingonia 

Command 

Older Alluvium 

0.472 

0.45 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.08 

0.12 


Sadarampura 

081200130164300C 

1.580 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.679 

1.71 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.04 

0.003 

0.23 

0.35 


Saipura 

0812000808129016 

4.180 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.169 

-0.81 

0.100 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.50 

0.021 

0.53 

0.65 


Salarsoo 

081200070152810C 

6.762 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.762 

0.27 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.04 

0.03 

0.06 

0.020 

0.46 

0.66 


Sanganer 

081200104121000C 

67.407 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.912 

-0.01 

0.100 

0.34 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.999 

0.02 

0.03 


Sanwal 

081200070152650C 

2.718 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.003 

0.23 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.568 

0.23 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.10 

0.14 







Non-command 

Gneisses(B.G.C) 

0.506 

0.23 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.09 

0.12 






Hingonia 

Command 

Older Alluvium 

1.232 

0.23 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.004 

0.22 

0.30 







Command 

Gneisses(B.G.C) 

0.410 

0.23 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.07 

0.10 


Sanwali 

0812000601524400 

15.792 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

10.445 

1.50 

0.010 

0.10 

0.01 

0.00 

0.00 

0.02 

0.23 

0.16 

0.33 

0.056 

0.30 

0.43 






Kalakh Sagar 

Command 

Gneisses(B.G.C) 

0.340 

1.50 

0.010 

0.00 

0.00 

0.00 

0.00 

0.02 

-0.02 

-0.01 

0.01 

0.002 

0.01 

0.01 


Sarswati Pura 

0812000701542500 

2.203 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.40 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.203 

0.40 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.08 

0.006 

0.50 

0.56 


Sawa Ka Bas 

0812000701527800 

6.597 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.524 

0.91 

0.100 

0.01 

0.00 

0.00 

0.00 

0.01 

0.51 

0.36 

0.03 

0.016 

0.40 

0.57 







Non-command 

Gneisses(B.G.C) 

1.073 

0.91 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.003 

0.08 

0.11 


Sawai Jaisinghpura 

0812000701525900 

5.795 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.104 

0.13 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 






Hingonia 

Command 

Older Alluvium 

0.054 

0.13 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.037 

0.13 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.10 

0.009 

0.24 

0.35 






Hingonia 

Command 

Older Alluvium 

1.400 

0.13 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.004 

0.11 

0.16 







Command 

Gneisses(B.G.C) 

1.200 

0.13 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.004 

0.10 

0.14 


Sawai Madhosinghpura 

0812001301646000 

6.757 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.763 

0.79 

0.080 

0.09 

0.01 

0.00 

0.00 

0.00 

0.44 

0.30 

0.35 

0.024 

0.45 

0.67 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.906 

0.79 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.03 

0.004 

0.07 

0.11 







Non-command 

Quartzite 

0.088 

0.79 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Seemlyawas Watka 

0812001301641600 

2.088 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.937 

-0.34 

0.080 

0.07 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.008 

0.49 

0.68 


Sewapura 

0812001301644700 

3.107 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.107 

1.63 

0.080 

0.03 

0.00 

0.00 

0.00 

0.01 

0.43 

0.28 

0.12 

0.013 

0.53 

0.80 


Shankarpura 

0812000701528800 

9.708 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.856 

2.02 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.06 

0.04 

0.01 

0.005 

0.09 

0.13 






Kalakh Sagar 

Command 

Gneisses(B.G.C) 

0.114 

2.02 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

0.00 

0.00 

0.000 

0.01 

0.01 


Sherpura 

0812000701525800 

3.309 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.450 

-0.50 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.004 

0.20 

0.30 






Hingonia 

Command 

Older Alluvium 

1.860 

-0.50 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.005 

0.26 

0.38 


Shikarpura 

0812000808129061 

2.669 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.141 

-1.07 

0.100 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.60 

0.011 

0.43 

0.52 


Shri Daulatpura 

0812001301642600 

0.536 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.536 

1.33 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.04 

0.002 

0.53 

0.76 


Shri Ganeshpura 

0812001301645800 

1.400 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.400 

1.48 

0.080 

0.02 

0.00 

0.00 

0.00 

0.01 

0.17 

0.11 

0.05 

0.006 

0.53 

0.80 


Shri Jagpura 

0822000302615000 

1.952 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.552 

2.10 

0.100 

0.00 

0.00 

0.00 

0.00 

0.02 

0.10 

0.10 

0.01 

0.002 

0.15 

0.14 


Shri Jaideopura 

0812001301644600 

2.236 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.236 

0.46 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.10 

0.009 

0.52 

0.75 


Shri Jaipalpura @ Gooj 

0812000701539900 

4.283 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.283 

1.02 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.50 

0.37 

0.24 

0.013 

0.52 

0.69 


Shri Kishanpura 

0812001301642800 

1.260 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.232 

0.23 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.05 

0.005 

0.52 

0.75 


Shri Kripalpura 

0822000302614700 

1.077 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.233 

1.73 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.03 

0.03 

0.14 

0.001 

0.11 

0.12 


Shri Nagar 

0812001301646900 

2.213 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.039 

1.26 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.110 

1.26 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.03 

0.04 


Shri Niwaspura @ Ahira 

0812001301646800 

2.216 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.216 

1.18 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.01 

0.005 

0.29 

0.44 


Shri Ramjipura 

0812000701540800 

3.516 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.516 

0.70 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.28 

0.22 

0.17 

0.010 

0.51 

0.64 


Shri Rampura 

0812000801550900 

5.144 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.144 

-0.82 

0.100 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.58 

0.026 

0.53 

0.65 


Shri Sahaipura 

0812001301646300 

0.841 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.841 

0.67 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.07 

0.004 

0.52 

0.70 


Shri Sawai Jaisinghpur 

0812001301642100 

3.056 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.056 

1.36 

0.080 

0.08 

0.01 

0.00 

0.00 

0.00 

0.40 

0.29 

0.31 

0.013 

0.53 

0.72 


Shri Uddetpura 

0822000302615300 

1.172 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.172 

2.20 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.28 

0.04 

0.004 

0.50 

0.48 


Shri Vallabhpura 

0812001301644400 

1.361 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.361 

0.73 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.01 

0.006 

0.52 

0.69 


Shriniwaspura 

0812000601525200 

4.706 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.706 

1.36 

0.010 

0.04 

0.00 

0.00 

0.00 

0.01 

0.10 

0.07 

0.12 

0.025 

0.44 

0.65 


Shrirajpura 

0812000701538700 

3.286 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.767 

0.83 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.12 

0.04 

0.005 

0.28 

0.37 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.518 

0.83 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.10 

0.02 

0.004 

0.24 

0.31 


Shyosinghpura 

0812000801543900 

4.641 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.426 

-0.17 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.022 

0.45 

0.64 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.214 

-0.17 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.03 


Shyosinghpura @ Kallaw 

0812000801553700 

2.446 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.020 

-2.33 

0.100 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.51 

0.005 

0.22 

0.28 


Shyosingpura Basri 

0812000601520200 

1.465 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.457 

-0.89 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.002 

0.14 

0.21 







Non-command 

Gneisses(B.G.C) 

0.062 

-0.89 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.03 


Singarpura 

0812000808129100 

1.467 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.466 

-1.80 

0.100 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.57 

0.007 

0.53 

0.63 


Sirani 

0812000801545100 

5.332 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.332 

0.02 

0.100 

0.29 

0.04 

0.00 

0.00 

0.00 

0.26 

0.21 

1.13 

0.027 

0.52 

0.65 


Sitarampura 

0812000601520500 

4.003 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.051 

3.75 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 



0812000701539800 

1.658 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.658 

1.31 

0.100 

0.09 

0.01 

0.00 

0.00 

0.00 

0.30 

0.22 

0.34 

0.005 

0.52 

0.70 



0812000801551800 

2.517 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.517 

-0.79 

0.100 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.013 

0.53 

0.65 


Sitarampura @ Gogyawas 

0812001301642200 

2.297 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.297 

1.36 

0.080 

0.09 

0.01 

0.00 

0.00 

0.00 

0.33 

0.24 

0.34 

0.010 

0.53 

0.71 


Srirampurabas_bhankrot 

0812000808129068 

1.655 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.112 

-1.53 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.04 

0.04 


Sukhiya 

0812000808129079 

2.510 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.510 

-1.75 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.012 

0.53 

0.65 


Sultaniya 

0812000701529200 

8.170 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.048 

1.43 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

7.704 

1.43 

0.015 

0.02 

0.00 

0.00 

0.00 

0.04 

0.15 

0.11 

0.06 

0.023 

0.45 

0.64 


Sunara 

0822000302617000 

4.706 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.042 

2.32 

0.100 

0.00 

0.00 

0.00 

0.00 

0.03 

-0.02 

-0.02 

0.01 

0.000 

0.00 

0.00 


Sunari 

0822000302615400 

3.284 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.771 

2.29 

0.100 

0.08 

0.01 

0.00 

0.00 

0.03 

0.45 

0.50 

0.31 

0.006 

0.27 

0.24 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Rotwara 

0812000701526700 

0.15 

0.14 

(46.32) 

0.11 

0.00 

0.11 

0.04 

0.44 

0.02 

- 

- 

- 

0.003 

0.003 

0.018 

0.128 

0.006 

0.122 

0.007 

5.41 

Safe 



0.15 

0.01 

137.25 

0.01 

0.00 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

0.003 

0.003 

0.004 

0.013 

0.001 

0.012 

0.001 

11.22 

Safe 

Sadarampura 

0812001301643000 

0.12 

0.02 

262.91 

0.02 

0.00 

0.02 

0.02 

0.25 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.024 

0.001 

0.023 

0.046 

198.44 

Over Exploited 

Saipura 

0812000808129016 

0.14 

0.31 

- 

0.31 

0.01 

0.32 

0.06 

0.59 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.346 

0.035 

0.312 

0.525 

168.30 

Over Exploited 

Salarsoo 

0812000701528100 

0.06 

0.19 

(86.31) 

0.15 

0.01 

0.16 

0.05 

0.51 

- 

0.0100 

- 

- 

0.016 

0.026 

0.026 

0.186 

0.009 

0.176 

0.078 

44.08 

Safe 

Sanganer 

0812001041210000 

0.14 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.010 

1.059 

11,113.02 

Over Exploited 

Sanwal 

0812000701526500 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.01 

10.01 

0.01 

- 

0.01 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.010 

0.002 

17.05 

Safe 



0.06 

0.00 

(55.27) 

0.00 

- 

0.00 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.001 

63.61 

Safe 



0.15 

0.04 

(49.28) 

0.03 

- 

0.03 

0.02 

0.24 

0.00 

- 

- 

- 

- 

- 

0.004 

0.036 

0.002 

0.034 

0.004 

10.44 

Safe 



0.06 

0.00 

(43.29) 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.001 

78.45 

Semi Critical 

Sanwali 

0812000601524400 

0.05 

0.16 

1.36 

0.16 

0.03 

0.19 

0.03 

0.33 

- 

0.0400 

- 

- 

0.030 

0.070 

0.070 

0.259 

0.013 

0.246 

0.385 

156.71 

Over Exploited 



0.05 

0.00 

(6,520.79) 

0.00 

0.02 

0.02 

0.00 

0.01 

- 

- 

- 

- 

0.030 

0.030 

0.030 

0.051 

0.003 

0.048 

0.014 

28.73 

Safe 

Sarswati Pura 

0812000701542500 

0.18 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.16 

(41.38) 

0.13 

0.00 

0.13 

0.06 

0.55 

0.02 

0.0100 

- 

- 

0.001 

0.011 

0.029 

0.162 

0.008 

0.154 

0.084 

54.93 

Safe 

Sawa Ka Bas 

0812000701527800 

0.18 

0.40 

(9.79) 

0.36 

0.01 

0.36 

0.04 

0.44 

- 

- 

- 

- 

0.010 

0.010 

0.010 

0.374 

0.019 

0.356 

0.048 

13.53 

Safe 



0.06 

0.00 

108.58 

0.01 

- 

0.01 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.003 

55.17 

Safe 

Sawai Jaisinghpura 

0812000701525900 

0.18 

0.00 

471.57 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.011 

5,758.58 

Over Exploited 



0.18 

0.00 

1,088.11 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.11 

(56.97) 

0.09 

- 

0.09 

0.03 

0.27 

0.01 

0.0100 

- 

- 

- 

0.010 

0.023 

0.112 

0.006 

0.106 

0.107 

100.66 

Over Exploited 



0.15 

0.02 

(18.16) 

0.02 

- 

0.02 

0.01 

0.13 

0.00 

- 

- 

- 

- 

- 

0.003 

0.022 

0.001 

0.021 

0.046 

219.91 

Over Exploited 



0.06 

0.01 

23.37 

0.01 

- 

0.01 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.009 

0.026 

293.51 

Over Exploited 

Sawai Madhosinghpura 

0812001301646000 

0.12 

0.31 

(4.44) 

0.30 

0.01 

0.31 

0.05 

0.50 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.347 

0.017 

0.330 

0.370 

112.17 

Over Exploited 



0.12 

0.01 

486.02 

0.01 

- 

0.01 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.009 

0.034 

385.30 

Over Exploited 



0.06 

0.00 

2,372.94 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Seemlyawas Watka 

0812001301641600 

0.12 

0.11 

- 

0.11 

0.01 

0.12 

0.05 

0.55 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.154 

0.015 

0.139 

0.267 

192.27 

Over Exploited 

Sewapura 

0812001301644700 

0.12 

0.20 

44.62 

0.24 

0.01 

0.24 

0.06 

0.58 

- 

0.0100 

- 

- 

0.009 

0.019 

0.019 

0.261 

0.013 

0.248 

0.132 

53.27 

Safe 

Shankarpura 

0812000701528800 

0.06 

0.01 

297.59 

0.01 

0.01 

0.02 

0.01 

0.10 

- 

- 

- 

- 

0.014 

0.015 

0.015 

0.036 

0.002 

0.034 

0.019 

56.53 

Safe 



0.06 

0.00 

(11,458.55) 

0.00 

0.01 

0.01 

0.00 

0.01 

- 

- 

- 

- 

0.014 

0.015 

0.015 

0.024 

0.001 

0.023 

0.000 

1.45 

Safe 

Sherpura 

0812000701525800 

0.18 

0.05 

- 

0.05 

0.00 

0.06 

0.02 

0.23 

0.01 

0.0100 

- 

- 

0.003 

0.013 

0.019 

0.074 

0.007 

0.067 

0.123 

183.81 

Over Exploited 



0.18 

0.09 

- 

0.09 

0.01 

0.10 

0.03 

0.29 

0.01 

0.0200 

- 

- 

0.003 

0.023 

0.033 

0.133 

0.013 

0.119 

0.167 

140.30 

Over Exploited 

Shikarpura 

0812000808129061 

0.14 

0.13 

- 

0.13 

0.01 

0.14 

0.05 

0.48 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.158 

0.016 

0.142 

0.611 

428.54 

Over Exploited 

Shri Daulatpura 

0812001301642600 

0.12 

0.03 

33.76 

0.04 

0.00 

0.04 

0.06 

0.59 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.044 

0.002 

0.042 

0.045 

107.77 

Over Exploited 

Shri Ganeshpura 

0812001301645800 

0.12 

0.09 

29.18 

0.11 

0.01 

0.12 

0.06 

0.59 

- 

0.0100 

- 

- 

0.017 

0.027 

0.027 

0.144 

0.007 

0.137 

0.060 

43.64 

Safe 

Shri Jagpura 

0822000302615000 

0.20 

0.02 

534.81 

0.02 

0.02 

0.04 

0.02 

0.16 

- 

- 

- 

- 

0.024 

0.024 

0.024 

0.060 

0.003 

0.057 

0.013 

22.81 

Safe 

Shri Jaideopura 

0812001301644600 

0.12 

0.14 

(44.68) 

0.11 

0.00 

0.11 

0.06 

0.58 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.124 

0.006 

0.118 

0.106 

90.05 

Critical 

Shri Jaipalpura @ Gooj 

0812000701539900 

0.18 

0.40 

(6.47) 

0.37 

0.00 

0.37 

0.06 

0.57 

- 

0.0300 

- 

- 

0.004 

0.034 

0.034 

0.408 

0.020 

0.387 

0.251 

64.69 

Safe 

Shri Kishanpura 

0812001301642800 

0.12 

0.08 

(62.71) 

0.06 

0.00 

0.06 

0.06 

0.57 

- 

0.0100 

- 

- 

0.001 

0.012 

0.012 

0.074 

0.004 

0.070 

0.059 

84.59 

Semi Critical 

Shri Kripalpura 

0822000302614700 

0.12 

0.00 

949.21 

0.00 

0.01 

0.02 

0.01 

0.12 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.044 

0.002 

0.042 

0.145 

342.87 

Over Exploited 

Shri Nagar 

0812001301646900 

0.12 

0.00 

5,872.29 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.00 

1,992.26 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Shri Niwaspura @ Ahira 

0812001301646800 

0.12 

0.04 

76.88 

0.05 

0.00 

0.05 

0.03 

0.32 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.053 

0.003 

0.050 

0.016 

32.03 

Safe 

Shri Ramjipura 

0812000701540800 

0.18 

0.32 

(30.43) 

0.26 

0.01 

0.27 

0.06 

0.57 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.297 

0.015 

0.282 

0.183 

65.06 

Safe 

Shri Rampura 

0812000801550900 

0.14 

0.38 

- 

0.38 

0.01 

0.40 

0.06 

0.59 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.417 

0.042 

0.376 

0.602 

160.16 

Over Exploited 

Shri Sahaipura 

0812001301646300 

0.12 

0.05 

(7.45) 

0.05 

- 

0.05 

0.06 

0.58 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.059 

0.003 

0.056 

0.069 

122.68 

Over Exploited 

Shri Sawai Jaisinghpur 

0812001301642100 

0.12 

0.19 

52.57 

0.23 

0.01 

0.24 

0.06 

0.58 

- 

0.0400 

- 

- 

0.000 

0.040 

0.040 

0.282 

0.014 

0.268 

0.326 

121.50 

Over Exploited 

Shri Uddetpura 

0822000302615300 

0.20 

0.12 

137.07 

0.14 

0.00 

0.14 

0.05 

0.56 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.150 

0.008 

0.143 

0.047 

33.01 

Safe 

Shri Vallabhpura 

0812001301644400 

0.12 

0.08 

(33.56) 

0.07 

0.00 

0.07 

0.06 

0.57 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.080 

0.004 

0.076 

0.017 

21.99 

Safe 

Shriniwaspura 

0812000601525200 

0.05 

0.10 

(36.39) 

0.08 

0.01 

0.09 

0.05 

0.49 

0.01 

0.0100 

- 

- 

0.010 

0.020 

0.032 

0.121 

0.006 

0.115 

0.145 

126.62 

Over Exploited 

Shrirajpura 

0812000701538700 

0.18 

0.09 

34.57 

0.11 

- 

0.11 

0.03 

0.31 

- 

- 

- 

- 

- 

- 

- 

0.105 

0.005 

0.100 

0.048 

48.18 

Safe 



0.15 

0.05 

89.83 

0.06 

- 

0.06 

0.03 

0.26 

- 

- 

- 

- 

- 

- 

- 

0.065 

0.003 

0.061 

0.022 

36.49 

Safe 

Shyosinghpura 

0812000801543900 

0.14 

0.28 

- 

0.28 

- 

0.28 

0.05 

0.50 

0.03 

0.0100 

- 

- 

- 

0.010 

0.041 

0.320 

0.032 

0.288 

0.100 

34.71 

Safe 



0.14 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

162.91 

Over Exploited 

Shyosinghpura @ Kallaw 

0812000801553700 

0.14 

0.03 

- 

0.03 

0.01 

0.04 

0.02 

0.25 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.062 

0.006 

0.056 

0.516 

928.26 

Over Exploited 

Shyosingpura Basri 

0812000601520200 

0.12 

0.01 

- 

0.01 

0.00 

0.01 

0.02 

0.15 

0.00 

- 

- 

- 

0.003 

0.003 

0.004 

0.014 

0.001 

0.012 

0.032 

266.56 

Over Exploited 



0.05 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.006 

11,096.38 

Over Exploited 

Singarpura 

0812000808129100 

0.14 

0.11 

- 

0.11 

0.01 

0.12 

0.06 

0.59 

0.01 

0.0200 

- 

- 

- 

0.020 

0.032 

0.152 

0.015 

0.136 

0.572 

419.56 

Over Exploited 

Sirani 

0812000801545100 

0.14 

0.39 

(46.48) 

0.31 

0.04 

0.35 

0.06 

0.58 

0.04 

0.1300 

- 

- 

0.002 

0.132 

0.176 

0.530 

0.026 

0.503 

1.153 

228.99 

Over Exploited 

Sitarampura 

0812000601520500 

0.05 

0.00 

(3,750.68) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

0.004 

0.004 

0.004 

0.007 

0.000 

0.007 

0.006 

94.59 

Critical 


0812000701539800 

0.18 

0.15 

41.48 

0.19 

0.01 

0.20 

0.06 

0.58 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.236 

0.012 

0.224 

0.347 

154.92 

Over Exploited 


0812000801551800 

0.14 

0.19 

- 

0.19 

0.00 

0.19 

0.06 

0.59 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.201 

0.020 

0.181 

0.397 

219.58 

Over Exploited 

Sitarampura @ Gogyawas 

0812001301642200 

0.12 

0.15 

68.13 

0.17 

0.01 

0.18 

0.06 

0.58 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.224 

0.011 

0.213 

0.345 

161.95 

Over Exploited 

Srirampurabas_bhankrot 

0812000808129068 

0.14 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.013 

2,236.73 

Over Exploited 

Sukhiya 

0812000808129079 

0.14 

0.19 

- 

0.19 

0.00 

0.19 

0.06 

0.59 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.201 

0.020 

0.181 

0.323 

178.61 

Over Exploited 

Sultaniya 

0812000701529200 

0.18 

0.00 

19,599.66 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.21 

(49.12) 

0.17 

0.04 

0.20 

0.05 

0.50 

- 

0.0100 

- 

- 

0.053 

0.063 

0.063 

0.264 

0.013 

0.251 

0.081 

32.13 

Safe 

Sunara 

0822000302617000 

0.20 

0.00 

(58,309.56) 

0.00 

0.03 

0.03 

0.00 

0.00 

- 

- 

- 

- 

0.042 

0.042 

0.042 

0.070 

0.003 

0.066 

0.011 

16.88 

Safe 

Sunari 

0822000302615400 

0.20 

0.09 

430.67 

0.11 

0.04 

0.15 

0.03 

0.30 

0.01 

0.0400 

- 

- 

0.038 

0.078 

0.088 

0.237 

0.012 

0.225 

0.319 

141.77 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Surajpura 

081200080155250C 

2.034 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.991 

-2.01 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.010 

0.52 

0.65 


Surajpura @ Tootoli 

0812001301642500 

14.395 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.395 

1.28 

0.080 

0.04 

0.00 

0.00 

0.00 

0.06 

1.45 

1.01 

0.09 

0.060 

0.53 

0.76 


Suratpura 

0812000801545200 

3.501 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.501 

-0.02 

0.100 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.017 

0.52 

0.66 


Suriya 

0822000302613500 

4.221 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.221 

1.67 

0.100 

0.10 

0.01 

0.00 

0.00 

0.01 

0.79 

0.76 

0.37 

0.015 

0.50 

0.52 


Tamariya 

0812001301644300 

6.732 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.732 

0.74 

0.080 

0.20 

0.03 

0.00 

0.00 

0.00 

0.57 

0.44 

0.76 

0.028 

0.52 

0.66 


Tan Jhag 

0812000601525100 

2.980 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.346 

1.99 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.013 

0.34 

0.50 






Kalakh Sagar 

Command 

Gneisses(B.G.C) 

0.109 

1.99 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.02 


Teekel Narukan 

0812000701528000 

13.226 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.018 

0.12 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

12.336 

0.12 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.08 

0.06 

0.22 

0.036 

0.44 

0.62 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.859 

0.12 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.003 

0.03 

0.04 






Hingonia 

Command 

Gneisses(B.G.C) 

0.013 

0.12 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Teekel Purohitan 

0812000701528400 

4.533 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.533 

0.12 

0.015 

0.08 

0.01 

0.00 

0.00 

0.01 

0.07 

0.05 

0.31 

0.013 

0.47 

0.67 


Teetriya 

0812001301642700 

14.420 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.420 

0.91 

0.080 

0.40 

0.06 

0.00 

0.00 

0.01 

1.38 

0.95 

1.52 

0.061 

0.53 

0.77 


Thala 

0812000701531500 

7.282 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.673 

1.17 

0.100 

0.13 

0.02 

0.00 

0.00 

0.00 

0.54 

0.39 

0.49 

0.011 

0.24 

0.34 







Non-command 

Gneisses(B.G.C) 

1.531 

1.17 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.04 

0.14 

0.004 

0.10 

0.14 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.078 

1.17 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.27 

0.20 

0.15 

0.006 

0.14 

0.19 


Thali 

0812001301643300 

4.499 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.275 

2.20 

0.080 

0.13 

0.02 

0.00 

0.00 

0.02 

0.85 

0.56 

0.50 

0.018 

0.50 

0.76 


Trilokpura 

0812001301644000 

1.260 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.260 

0.70 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.08 

0.005 

0.52 

0.71 


Veerampura 

0812000701538400 

4.954 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.954 

0.60 

0.100 

0.03 

0.00 

0.00 

0.00 

0.01 

0.32 

0.23 

0.12 

0.014 

0.49 

0.67 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.60 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Vinodilalpura 

0812001301642300 

4.188 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.188 

1.28 

0.080 

0.02 

0.00 

0.00 

0.00 

0.01 

0.43 

0.31 

0.05 

0.018 

0.52 

0.72 


Watika 

0812000801552300 

20.280 

Fresh 

Non-command 

Non-command 

Older Alluvium 

20.280 

-1.24 

0.100 

1.16 

0.06 

0.00 

0.00 

0.01 

0.00 

0.00 

4.52 

0.101 

0.53 

0.69 

07008059 

Ahmadpura @ Kethooniya 

0822000302617800 

0.873 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.873 

1.31 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.17 

0.13 

0.003 

0.54 

0.45 


Ajnota 

0812000701537300 

5.480 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.674 

1.34 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.07 

0.002 

0.06 

0.08 







Non-command 

Phyllite & Schist 

4.806 

1.34 

0.015 

0.09 

0.01 

0.00 

0.00 

0.00 

0.18 

0.13 

0.33 

0.014 

0.42 

0.56 


Akhatari 

0822000102587700 

10.243 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.496 

2.27 

0.018 

0.06 

0.01 

0.00 

0.00 

0.01 

0.21 

0.16 

0.24 

0.011 

0.18 

0.24 






Chaparwara 

Command 

Gneisses(B.G.C) 

5.746 

2.27 

0.018 

0.08 

0.01 

0.00 

0.00 

0.01 

0.28 

0.21 

0.31 

0.014 

0.23 

0.31 


Akhepura 

0812000601521100 

14.050 

Fresh 

Kalakh Sagar 

Command 

Gneisses(B.G.C) 

14.050 

1.76 

0.010 

0.16 

0.02 

0.00 

0.00 

0.02 

0.36 

0.24 

0.52 

0.076 

0.41 

0.64 


Akoda 

0812000501509400 

12.429 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.732 

0.28 

0.100 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

0.00 

0.01 

0.004 

0.02 

0.04 







Non-command 

Phyllite & Schist 

4.469 

0.28 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.09 

0.024 

0.15 

0.27 


Akodiya 

0822000302615600 

5.088 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.098 

2.14 

0.100 

0.06 

0.01 

0.00 

0.00 

0.01 

0.28 

0.34 

0.22 

0.004 

0.10 

0.09 


Alinagar 

0822000202602300 

4.258 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.258 

1.57 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.83 

1.04 

0.14 

0.012 

0.48 

0.38 


Aliyabad 

0822000302621400 

7.743 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.274 

1.06 

0.100 

0.09 

0.01 

0.00 

0.00 

0.02 

0.62 

0.77 

0.32 

0.019 

0.37 

0.30 


Almas 

0821000102495100 

2.775 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.775 

1.31 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.10 

0.06 

0.22 

0.007 

0.39 

0.67 


Anantpura 

0812000601521000 

2.582 

Fresh 

Kalakh Sagar 

Command 

Gneisses(B.G.C) 

2.539 

2.21 

0.010 

0.02 

0.00 

0.00 

0.00 

0.01 

0.07 

0.04 

0.07 

0.014 

0.41 

0.66 


Ankauriya 

0821000102499200 

24.870 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.153 

1.31 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.12 

0.08 

0.11 

0.012 

0.08 

0.12 


Antoli 

0822000102589100 

24.066 

Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.376 

2.04 

0.018 

0.01 

0.00 

0.00 

0.00 

0.01 

0.08 

0.07 

0.04 

0.006 

0.04 

0.04 


Anwarpura @ Hameeriya 

0822000202602600 

0.836 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.243 

1.86 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.14 

0.14 


Arain 

0821000102497100 

35.383 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

16.964 

2.96 

0.015 

0.19 

0.03 

0.00 

0.00 

0.00 

0.91 

0.52 

0.71 

0.041 

0.19 

0.33 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

18.418 

2.96 

0.015 

0.09 

0.01 

0.00 

0.00 

0.00 

0.90 

0.51 

0.31 

0.044 

0.20 

0.36 


Araniya Bassi 

0822000102590400 

5.953 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

5.791 

2.10 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.24 

0.17 

0.15 

0.014 

0.46 

0.64 







Non-command 

Gneisses(B.G.C) 

0.162 

2.10 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.000 

0.01 

0.02 


Arniya Kankar 

0822000202601100 

7.356 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.445 

2.14 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.07 

0.004 

0.10 

0.13 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.853 

2.14 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.02 

0.002 

0.06 

0.08 


Awandiya 

0812000701528500 

9.999 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.002 

1.07 

0.015 

0.00 

0.00 

0.00 

0.00 

0.06 

-0.06 

-0.04 

0.00 

0.000 

0.00 

0.00 


Awra 

0822000102588600 

21.435 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

21.435 

2.34 

0.018 

0.07 

0.01 

0.00 

0.00 

0.06 

0.88 

0.64 

0.23 

0.051 

0.41 

0.57 


Bachhera 

0822000102589900 

11.298 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.400 

3.23 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.02 

0.02 







Non-command 

Gneisses(B.G.C) 

9.267 

3.23 

0.018 

0.06 

0.01 

0.00 

0.00 

0.00 

0.57 

0.42 

0.20 

0.022 

0.39 

0.54 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.632 

3.23 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.02 

0.004 

0.07 

0.09 


Bagarwa 

0822000202602400 

6.853 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.761 

1.82 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.86 

1.07 

0.13 

0.010 

0.26 

0.21 







Non-command 

Phyllite & Schist 

0.396 

1.82 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.001 

0.03 

0.02 


Baget 

0812000601517200 

6.948 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.080 

1.44 

0.010 

0.02 

0.00 

0.00 

0.00 

0.01 

0.06 

0.04 

0.04 

0.017 

0.18 

0.25 






Kalakh Sagar 

Command 

Gneisses(B.G.C) 

0.209 

1.44 

0.010 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 


Bahakwa 

0822000302617900 

3.809 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.203 

1.45 

0.100 

0.08 

0.01 

0.00 

0.00 

0.02 

0.51 

0.62 

0.29 

0.011 

0.46 

0.38 


Balapura 

0821000102492800 

4.913 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.913 

2.45 

0.020 

0.07 

0.01 

0.00 

0.00 

0.01 

0.29 

0.18 

0.25 

0.014 

0.38 

0.61 



0812000601516700 

4.282 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.753 

1.78 

0.010 

0.01 

0.00 

0.00 

0.00 

0.01 

0.06 

0.05 

0.03 

0.020 

0.35 

0.48 






Chaparwara 

Command 

Gneisses(B.G.C) 

0.529 

1.78 

0.010 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.01 

0.003 

0.05 

0.07 


Banasthali Urban 

0822000342202000 

6.461 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.365 

0.63 

0.100 

0.35 

0.03 

0.00 

0.00 

0.01 

0.72 

0.87 

0.67 

0.568 

0.52 

0.43 


Bandar Seendri 

0821000102491700 

36.480 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

35.673 

2.02 

0.020 

0.32 

0.04 

0.00 

0.00 

0.14 

1.58 

0.98 

1.15 

0.099 

0.39 

0.62 


Banediya Charnan 

0822000102588000 

3.138 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

0.98 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.289 

0.98 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.10 

0.005 

0.32 

0.44 







Non-command 

Gneisses(B.G.C) 

0.848 

0.98 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.002 

0.12 

0.16 


Bapdunda 

0822000102591900 

7.314 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.436 

4.32 

0.018 

0.04 

0.01 

0.00 

0.00 

0.04 

0.47 

0.38 

0.14 

0.015 

0.39 

0.49 


Bargaon 

0821000102492300 

9.453 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

9.453 

1.88 

0.020 

0.11 

0.02 

0.00 

0.00 

0.01 

0.44 

0.28 

0.41 

0.026 

0.38 

0.59 


Barh Ajmeri 

0822000102595100 

2.280 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

3.21 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.491 

3.21 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.10 

0.14 


Barh Damodarpura 

0822000302618000 

4.538 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.821 

1.95 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.18 

0.01 

0.003 

0.10 

0.09 







Non-command 

Phyllite & Schist 

3.141 

1.95 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.13 

0.15 

0.01 

0.011 

0.37 

0.33 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Surajpura 

0812000801552500 

0.14 

0.15 

- 

0.15 

0.00 

0.15 

0.06 

0.58 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.158 

0.016 

0.142 

0.146 

102.72 

Over Exploited 

Surajpura @ Tootoli 

0812001301642500 

0.12 

0.91 

10.87 

1.01 

0.06 

1.07 

0.06 

0.58 

- 

0.0100 

- 

- 

0.095 

0.105 

0.105 

1.175 

0.059 

1.116 

0.146 

13.12 

Safe 

Suratpura 

0812000801545200 

0.14 

0.26 

- 

0.26 

- 

0.26 

0.06 

0.58 

0.03 

0.0100 

- 

- 

- 

0.010 

0.039 

0.294 

0.029 

0.265 

0.408 

154.32 

Over Exploited 

Suriya 

0822000302613500 

0.20 

0.43 

79.24 

0.51 

0.02 

0.53 

0.06 

0.56 

- 

0.0400 

- 

- 

0.014 

0.054 

0.054 

0.585 

0.029 

0.556 

0.382 

68.68 

Safe 

Tamariya 

0812001301644300 

0.12 

0.42 

6.34 

0.44 

0.03 

0.48 

0.06 

0.57 

- 

0.0900 

- 

- 

0.007 

0.097 

0.097 

0.575 

0.029 

0.546 

0.784 

143.59 

Over Exploited 

Tan Jhag 

0812000601525100 

0.05 

0.04 

(22.10) 

0.03 

0.00 

0.03 

0.04 

0.38 

0.00 

- 

- 

- 

0.001 

0.001 

0.005 

0.038 

0.002 

0.036 

0.013 

35.14 

Safe 



0.05 

0.00 

1,072.20 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.001 

34.77 

Safe 

Teekel Narukan 

0812000701528000 

0.18 

0.00 

4,488.02 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.32 

(82.29) 

0.26 

0.01 

0.27 

0.05 

0.49 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.290 

0.014 

0.275 

0.252 

91.59 

Critical 



0.06 

0.00 

(30.17) 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.010 

794.48 

Over Exploited 



0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Teekel Purohitan 

0812000701528400 

0.06 

0.13 

(60.04) 

0.10 

0.02 

0.12 

0.05 

0.52 

- 

0.0300 

- 

- 

0.008 

0.038 

0.038 

0.156 

0.008 

0.148 

0.323 

218.24 

Over Exploited 

Teetriya 

0812001301642700 

0.12 

0.91 

3.77 

0.95 

0.07 

1.02 

0.06 

0.59 

- 

0.1700 

- 

- 

0.014 

0.184 

0.184 

1.202 

0.060 

1.142 

1.584 

138.70 

Over Exploited 

Thala 

0812000701531500 

0.18 

0.16 

140.58 

0.19 

0.02 

0.21 

0.03 

0.27 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.264 

0.013 

0.250 

0.497 

198.37 

Over Exploited 



0.06 

0.01 

337.51 

0.01 

0.01 

0.02 

0.01 

0.11 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.041 

0.002 

0.039 

0.141 

361.30 

Over Exploited 



0.15 

0.04 

356.45 

0.05 

0.01 

0.06 

0.02 

0.15 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.082 

0.004 

0.078 

0.156 

201.19 

Over Exploited 

Thali 

0812001301643300 

0.12 

0.26 

115.76 

0.31 

0.04 

0.34 

0.05 

0.56 

- 

0.0600 

- 

- 

0.023 

0.083 

0.083 

0.428 

0.021 

0.406 

0.515 

126.71 

Over Exploited 

Trilokpura 

0812001301644000 

0.12 

0.08 

(15.89) 

0.07 

0.00 

0.07 

0.06 

0.58 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.077 

0.004 

0.073 

0.081 

110.87 

Over Exploited 

Veerampura 

0812000701538400 

0.18 

0.44 

(46.73) 

0.35 

0.01 

0.36 

0.05 

0.55 

- 

0.0100 

- 

- 

0.015 

0.025 

0.025 

0.386 

0.019 

0.367 

0.133 

36.38 

Safe 



0.15 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Vinodilalpura 

0812001301642300 

0.12 

0.26 

19.73 

0.31 

0.01 

0.33 

0.06 

0.58 

- 

0.0100 

- 

- 

0.021 

0.031 

0.031 

0.359 

0.018 

0.341 

0.072 

21.01 

Safe 

Watika 

0812000801552300 

0.14 

1.51 

- 

1.51 

0.07 

1.58 

0.06 

0.59 

- 

0.1700 

- 

- 

0.008 

0.178 

0.178 

1.753 

0.175 

1.577 

4.617 

292.68 

Over Exploited 

Ahmadpura @ Kethooniya 

0822000302617800 

0.20 

0.09 

83.99 

0.11 

0.00 

0.12 

0.05 

0.59 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.127 

0.006 

0.121 

0.133 

110.01 

Over Exploited 

Ajnota 

0812000701537300 

0.18 

0.01 

1,041.86 

0.01 

0.00 

0.01 

0.01 

0.07 

0.00 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.022 

0.001 

0.021 

0.067 

319.89 

Over Exploited 



0.04 

0.08 

63.20 

0.10 

0.01 

0.11 

0.05 

0.47 

0.01 

0.0400 

- 

- 

0.000 

0.040 

0.049 

0.157 

0.008 

0.149 

0.342 

229.83 

Over Exploited 

Akhatari 

0822000102587700 

0.12 

0.10 

63.92 

0.12 

0.02 

0.14 

0.02 

0.20 

- 

0.0300 

- 

- 

0.022 

0.052 

0.052 

0.193 

0.010 

0.183 

0.251 

136.94 

Over Exploited 



0.12 

0.16 

33.01 

0.19 

0.02 

0.21 

0.02 

0.25 

- 

0.0300 

- 

- 

0.022 

0.052 

0.052 

0.266 

0.013 

0.253 

0.321 

126.94 

Over Exploited 

Akhepura 

0812000601521100 

0.05 

0.29 

(19.19) 

0.24 

0.04 

0.28 

0.05 

0.46 

0.03 

0.0600 

- 

- 

0.034 

0.095 

0.127 

0.405 

0.020 

0.385 

0.600 

155.69 

Over Exploited 

Akoda 

0812000501509400 

0.12 

0.00 

16.46 

0.00 

0.02 

0.02 

0.00 

0.03 

0.00 

- 

- 

- 

0.024 

0.024 

0.024 

0.043 

0.002 

0.041 

0.016 

39.26 

Safe 



0.06 

0.04 

(39.29) 

0.03 

0.00 

0.04 

0.02 

0.17 

0.00 

0.0100 

- 

- 

0.007 

0.017 

0.021 

0.058 

0.003 

0.055 

0.118 

214.27 

Over Exploited 

Akodiya 

0822000302615600 

0.20 

0.02 

1,360.91 

0.03 

0.02 

0.04 

0.01 

0.12 

0.00 

0.0200 

- 

- 

0.008 

0.028 

0.031 

0.073 

0.004 

0.070 

0.220 

315.32 

Over Exploited 

Alinagar 

0822000202602300 

0.22 

0.45 

131.97 

0.54 

0.01 

0.55 

0.06 

0.53 

0.05 

0.0200 

- 

- 

0.004 

0.025 

0.078 

0.627 

0.031 

0.596 

0.150 

25.12 

Safe 

Aliyabad 

0822000302621400 

0.20 

0.39 

95.95 

0.47 

0.03 

0.50 

0.03 

0.40 

- 

0.0400 

- 

- 

0.028 

0.068 

0.068 

0.565 

0.028 

0.537 

0.343 

63.79 

Safe 

Almas 

0821000102495100 

0.06 

0.07 

(13.05) 

0.06 

0.01 

0.07 

0.04 

0.43 

0.01 

0.0400 

- 

- 

0.006 

0.046 

0.053 

0.126 

0.006 

0.120 

0.223 

185.65 

Over Exploited 

Anantpura 

0812000601521000 

0.05 

0.05 

(22.80) 

0.04 

0.01 

0.05 

0.05 

0.46 

0.01 

0.0100 

- 

- 

0.017 

0.027 

0.033 

0.086 

0.004 

0.081 

0.086 

105.26 

Over Exploited 

Ankauriya 

0821000102499200 

0.06 

0.03 

204.01 

0.03 

0.01 

0.04 

0.01 

0.09 

- 

0.0100 

- 

- 

0.013 

0.023 

0.023 

0.064 

0.003 

0.061 

0.120 

198.43 

Over Exploited 

Antoli 

0822000102589100 

0.12 

0.01 

543.86 

0.01 

0.01 

0.03 

0.00 

0.04 

- 

- 

- 

- 

0.019 

0.019 

0.019 

0.045 

0.002 

0.042 

0.042 

98.19 

Critical 

Anwarpura @ Hameeriya 

0822000202602600 

0.14 

0.00 

287.17 

0.01 

0.00 

0.01 

0.02 

0.16 

0.00 

- 

- 

- 

0.000 

0.000 

0.001 

0.007 

0.000 

0.007 

0.023 

342.64 

Over Exploited 

Arain 

0821000102497100 

0.06 

0.20 

158.51 

0.24 

0.03 

0.27 

0.02 

0.21 

0.02 

0.1300 

- 

- 

- 

0.130 

0.153 

0.422 

0.021 

0.401 

0.751 

187.29 

Over Exploited 



0.06 

0.22 

125.60 

0.27 

0.01 

0.28 

0.02 

0.23 

0.03 

0.0600 

- 

- 

- 

0.060 

0.085 

0.365 

0.018 

0.347 

0.352 

101.57 

Over Exploited 

Araniya Bassi 

0822000102590400 

0.13 

0.35 

(50.63) 

0.28 

0.01 

0.29 

0.05 

0.51 

- 

0.0200 

- 

- 

0.005 

0.026 

0.026 

0.315 

0.016 

0.299 

0.168 

56.05 

Safe 



0.12 

0.00 

1,621.41 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

2,243.38 

Over Exploited 

Arniya Kankar 

0822000202601100 

0.14 

0.02 

207.99 

0.02 

- 

0.02 

0.01 

0.11 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.035 

0.002 

0.034 

0.074 

219.72 

Over Exploited 



0.14 

0.01 

403.40 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.008 

0.021 

253.43 

Over Exploited 

Awandiya 

0812000701528500 

0.06 

0.00 

########## 

0.00 

0.06 

0.06 

0.00 

0.00 

- 

- 

- 

- 

0.088 

0.088 

0.088 

0.147 

0.007 

0.140 

0.000 

0.01 

Safe 

Awra 

0822000102588600 

0.12 

1.06 

(39.58) 

0.85 

0.07 

0.92 

0.04 

0.46 

- 

0.0400 

- 

- 

0.091 

0.131 

0.131 

1.052 

0.053 

0.999 

0.281 

28.16 

Safe 

Bachhera 

0822000102589900 

0.13 

0.00 

1,769.14 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.013 

1,295.43 

Over Exploited 



0.12 

0.44 

(4.09) 

0.42 

0.01 

0.43 

0.04 

0.43 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.468 

0.023 

0.444 

0.224 

50.48 

Safe 



0.12 

0.01 

450.99 

0.02 

- 

0.02 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.016 

0.001 

0.015 

0.028 

181.31 

Over Exploited 

Bagarwa 

0822000202602400 

0.22 

0.22 

395.64 

0.26 

0.00 

0.26 

0.03 

0.29 

0.03 

0.0100 

- 

- 

0.003 

0.013 

0.039 

0.300 

0.015 

0.285 

0.142 

49.87 

Safe 



0.14 

0.00 

1,058.59 

0.00 

0.00 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

0.000 

0.002 

0.006 

254.63 

Over Exploited 

Baget 

0812000601517200 

0.05 

0.03 

53.87 

0.03 

0.01 

0.04 

0.02 

0.20 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.047 

0.002 

0.044 

0.059 

132.40 

Over Exploited 



0.05 

0.00 

(1,428.61) 

0.00 

0.01 

0.01 

0.00 

0.01 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.013 

0.001 

0.013 

0.001 

8.82 

Safe 

Bahakwa 

0822000302617900 

0.20 

0.29 

112.45 

0.35 

0.03 

0.39 

0.04 

0.50 

- 

0.0300 

- 

- 

0.037 

0.067 

0.067 

0.453 

0.023 

0.431 

0.303 

70.43 

Semi Critical 

Balapura 

0821000102492800 

0.07 

0.14 

28.15 

0.17 

0.02 

0.19 

0.04 

0.43 

- 

0.0300 

- 

- 

0.021 

0.051 

0.051 

0.245 

0.012 

0.233 

0.266 

114.07 

Over Exploited 


0812000601516700 

0.05 

0.07 

(28.78) 

0.05 

0.01 

0.07 

0.04 

0.39 

- 

0.0100 

- 

- 

0.019 

0.029 

0.029 

0.095 

0.005 

0.090 

0.050 

55.74 

Safe 



0.05 

0.00 

(281.56) 

0.00 

0.01 

0.01 

0.01 

0.06 

- 

- 

- 

- 

0.019 

0.019 

0.019 

0.033 

0.002 

0.031 

0.009 

28.57 

Safe 

Banasthali Urban 

0822000342202000 

0.20 

0.66 

31.97 

0.79 

0.04 

0.83 

0.05 

0.57 

- 

0.0800 

- 

- 

0.012 

0.092 

0.092 

0.920 

0.046 

0.874 

1.240 

141.90 

Over Exploited 

Bandar Seendri 

0821000102491700 

0.07 

1.03 

(5.09) 

0.98 

0.18 

1.15 

0.04 

0.43 

0.11 

0.1300 

- 

- 

0.203 

0.333 

0.448 

1.601 

0.080 

1.521 

1.250 

82.18 

Semi Critical 

Banediya Charnan 

0822000102588000 

0.13 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.13 

0.09 

(50.40) 

0.08 

0.00 

0.08 

0.03 

0.35 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.098 

0.005 

0.093 

0.106 

114.38 

Over Exploited 



0.12 

0.01 

49.42 

0.01 

- 

0.01 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.024 

0.001 

0.023 

0.050 

216.05 

Over Exploited 

Bapdunda 

0822000102591900 

0.12 

0.30 

26.05 

0.36 

0.05 

0.41 

0.04 

0.43 

- 

0.0300 

- 

- 

0.064 

0.094 

0.094 

0.508 

0.025 

0.483 

0.159 

33.03 

Safe 

Bargaon 

0821000102492300 

0.07 

0.27 

4.82 

0.28 

0.03 

0.31 

0.04 

0.42 

- 

0.0500 

- 

- 

0.013 

0.063 

0.063 

0.376 

0.019 

0.357 

0.438 

122.80 

Over Exploited 

Barh Ajmeri 

0822000102595100 

0.13 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.13 

0.01 

197.86 

0.01 

- 

0.01 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.001 

15.52 

Safe 

Barh Damodarpura 

0822000302618000 

0.20 

0.02 

1,038.48 

0.02 

0.00 

0.02 

0.01 

0.11 

- 

- 

- 

- 

0.001 

0.002 

0.002 

0.022 

0.001 

0.021 

0.014 

67.35 

Safe 



0.12 

0.14 

3.56 

0.15 

0.01 

0.15 

0.03 

0.41 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.159 

0.008 

0.151 

0.025 

16.60 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Barh Kakrala 

081200060152190C 

3.103 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.701 

1.08 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.009 

0.22 

0.30 






Kalakh Sagar 

Command 

Gneisses(B.G.C) 

1.402 

1.08 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.008 

0.18 

0.25 


Barh Lodhera 

082200030261690C 

0.453 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.453 

2.28 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.15 

0.07 

0.002 

0.50 

0.42 


Barh Mordi 

0812000701534800 

1.659 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.659 

1.29 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.13 

0.005 

0.48 

0.66 


Barh Pathraj Kalan 

0822000302615100 

1.456 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.339 

2.30 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.33 

0.35 

0.07 

0.005 

0.47 

0.43 


Barh Pathraj Khurd 

0822000302617100 

0.827 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.827 

2.31 

0.100 

0.00 

0.00 

0.00 

0.00 

0.01 

0.19 

0.21 

0.01 

0.003 

0.50 

0.44 


Barh Ramchandrapura 

0812000701534300 

0.737 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.737 

1.76 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.09 

0.002 

0.48 

0.67 


Barhchhoriya 

0822000302616600 

1.627 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.627 

2.25 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.39 

0.47 

0.08 

0.006 

0.48 

0.39 


Barna 

0821000102493000 

12.829 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

12.829 

2.49 

0.020 

0.12 

0.02 

0.00 

0.00 

0.04 

0.69 

0.48 

0.43 

0.036 

0.38 

0.54 


Barol 

0822000102589600 

17.745 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

16.466 

3.55 

0.018 

0.14 

0.02 

0.00 

0.00 

0.12 

1.03 

0.78 

0.53 

0.039 

0.43 

0.56 


Basra 

0812000601518100 

1.657 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.895 

5.40 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.04 

0.15 

0.005 

0.23 

0.40 






Kalakh Sagar 

Command 

Gneisses(B.G.C) 

0.274 

5.40 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.05 

0.001 

0.07 

0.12 


Beechi 

0812000701538000 

15.320 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.034 

0.76 

0.100 

0.19 

0.03 

0.00 

0.00 

0.06 

1.17 

0.90 

0.72 

0.041 

0.44 

0.58 


Beedoli 

0822000302617700 

6.831 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.831 

1.40 

0.100 

0.17 

0.02 

0.00 

0.00 

0.05 

1.06 

1.24 

0.66 

0.024 

0.54 

0.46 


Beejalpura 

0822000202601600 

5.425 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

1.71 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Phyllite & Schist 

0.049 

1.71 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.005 

1.71 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Phyllite & Schist 

5.371 

1.71 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.18 

0.04 

0.015 

0.48 

0.53 


Beenjarwara 

0821000102495700 

2.400 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.400 

2.75 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.15 

0.08 

0.24 

0.006 

0.39 

0.69 


Beeti 

0821000102492600 

7.095 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.095 

1.46 

0.020 

0.11 

0.02 

0.00 

0.00 

0.04 

0.26 

0.16 

0.42 

0.020 

0.39 

0.62 


Begam Pura 

0822000202601500 

4.371 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.898 

1.95 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.03 

0.005 

0.21 

0.25 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.407 

1.95 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.01 

0.007 

0.27 

0.32 


Benee Khera 

0812000601513400 

8.445 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.445 

2.32 

0.010 

0.04 

0.00 

0.00 

0.00 

0.03 

0.20 

0.12 

0.08 

0.045 

0.39 

0.65 


Bhadangpura 

0822000302616500 

2.290 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.290 

2.06 

0.100 

0.18 

0.03 

0.00 

0.00 

0.00 

0.62 

0.79 

0.72 

0.008 

0.48 

0.38 


Bhagwatsinghpura 

0812000601525400 

6.140 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.135 

1.49 

0.010 

0.00 

0.00 

0.00 

0.00 

0.03 

-0.03 

-0.02 

0.00 

0.001 

0.01 

0.01 


Bhairana 

0812000601518300 

1.191 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.906 

5.19 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.04 

0.16 

0.005 

0.32 

0.57 


Bhambholao 

0821000102498000 

27.253 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

16.957 

2.14 

0.015 

0.09 

0.01 

0.00 

0.00 

0.00 

0.62 

0.39 

0.32 

0.041 

0.25 

0.39 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

10.296 

2.14 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.36 

0.23 

0.08 

0.025 

0.15 

0.24 


Bhankrota 

0812000701538200 

12.541 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.584 

0.50 

0.100 

0.01 

0.00 

0.00 

0.00 

0.02 

0.07 

0.05 

0.04 

0.005 

0.06 

0.08 


Bhanpura 

0812000701541600 

6.739 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.959 

1.20 

0.100 

0.09 

0.01 

0.00 

0.00 

0.00 

0.68 

0.61 

0.36 

0.014 

0.36 

0.39 







Non-command 

Phyllite & Schist 

1.624 

1.20 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.09 

0.005 

0.12 

0.13 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.156 

1.20 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.000 

0.01 

0.01 


Bharla 

0821000102494700 

5.032 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.032 

3.23 

0.015 

0.15 

0.02 

0.00 

0.00 

0.02 

0.35 

0.20 

0.57 

0.012 

0.39 

0.67 


Bhatariya 

0822000302622700 

2.048 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.673 

0.70 

0.100 

0.01 

0.00 

0.00 

0.00 

0.01 

0.05 

0.06 

0.05 

0.002 

0.17 

0.14 


Bhawasa 

0812000501509000 

10.758 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.302 

0.39 

0.015 

0.00 

0.00 

0.00 

0.00 

0.04 

-0.04 

-0.02 

0.01 

0.002 

0.01 

0.02 


Bhawsa 

0821000102497800 

1.759 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.759 

2.68 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.13 

0.004 

0.39 

0.65 


Bhogadeet 

0821000102495600 

14.408 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

14.408 

2.72 

0.015 

0.06 

0.01 

0.00 

0.00 

0.03 

0.61 

0.35 

0.20 

0.035 

0.39 

0.68 


Bhunwada 

0821000102494200 

12.064 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.965 

3.05 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.03 

0.003 

0.03 

0.03 


Bichoon 

0812000601517900 

18.744 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.203 

4.94 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.01 

0.001 

0.00 

0.01 







Non-command 

Gneisses(B.G.C) 

13.704 

4.94 

0.010 

0.19 

0.03 

0.00 

0.00 

0.00 

0.84 

0.47 

0.68 

0.074 

0.31 

0.54 






Kalakh Sagar 

Command 

Gneisses(B.G.C) 

2.247 

4.94 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.08 

0.11 

0.012 

0.05 

0.09 


Biharipura 

0812000601524300 

10.312 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.244 

1.76 

0.010 

0.01 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.04 

0.007 

0.05 

0.08 






Kalakh Sagar 

Command 

Gneisses(B.G.C) 

8.320 

1.76 

0.010 

0.08 

0.01 

0.00 

0.00 

0.02 

0.20 

0.14 

0.25 

0.045 

0.37 

0.52 


Bimalpura 

0812000701534100 

1.695 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.638 

2.31 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.09 

0.005 

0.46 

0.65 







Non-command 

Gneisses(B.G.C) 

0.056 

2.31 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Bisaloo 

0812000701541800 

4.598 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.326 

1.23 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.05 

0.001 

0.03 

0.03 







Non-command 

Phyllite & Schist 

0.011 

1.23 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

4.261 

1.23 

0.100 

0.10 

0.01 

0.00 

0.00 

0.00 

0.61 

0.65 

0.39 

0.012 

0.45 

0.42 







Non-command 

Phyllite & Schist 

0.000 

1.23 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Brijlalpura 

0822000302614100 

5.421 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.014 

1.85 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chainpura 

0822000102590600 

7.545 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.656 

1.98 

0.018 

0.17 

0.02 

0.00 

0.00 

0.00 

0.35 

0.25 

0.66 

0.014 

0.36 

0.50 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.890 

1.98 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.09 

0.005 

0.12 

0.17 



0812000501508600 

10.104 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.870 

1.22 

0.015 

0.02 

0.00 

0.00 

0.00 

0.03 

0.07 

0.04 

0.04 

0.026 

0.20 

0.35 


Chainpura @ Bharatpura 

0812000701528900 

3.790 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.340 

1.48 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.05 

0.03 

0.02 

0.007 

0.28 

0.40 






Kalakh Sagar 

Command 

Gneisses(B.G.C) 

1.450 

1.48 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.01 

0.004 

0.18 

0.25 


Chak Dudu 

0812000601524900 

2.722 

Fresh 

Kalakh Sagar 

Command 

Gneisses(B.G.C) 

2.722 

2.38 

0.010 

0.01 

0.00 

0.00 

0.00 

0.03 

0.04 

0.03 

0.01 

0.015 

0.42 

0.62 


ChakJhag 

0812000601524700 

2.984 

Fresh 

Kalakh Sagar 

Command 

Gneisses(B.G.C) 

0.000 

1.92 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chak Maheshpura 

0812000601517400 

0.748 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.027 

1.41 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 






Kalakh Sagar 

Command 

Gneisses(B.G.C) 

0.721 

1.41 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.004 

0.40 

0.63 


Chak Meerapura 

0812000601524100 

5.650 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.650 

2.22 

0.010 

0.01 

0.00 

0.00 

0.00 

0.02 

0.12 

0.09 

0.01 

0.030 

0.42 

0.58 


Chak Nagar 

0822000102587300 

1.110 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.110 

3.39 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.07 

0.14 

0.003 

0.41 

0.57 


Chakwara 

0812000701529100 

24.892 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.168 

2.26 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

22.597 

2.26 

0.015 

0.19 

0.03 

0.00 

0.00 

0.00 

0.93 

0.65 

0.68 

0.066 

0.43 

0.61 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.042 

2.26 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.01 

0.003 

0.02 

0.03 







Non-command 

Gneisses(B.G.C) 

0.376 

2.26 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.01 


Chanani 

0822000302614000 

5.665 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.416 

1.68 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.04 

0.005 

0.13 

0.16 


Chandama Kalan 

0812000701537800 

12.746 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.069 

1.42 

0.100 

0.12 

0.02 

0.00 

0.00 

0.06 

1.04 

0.82 

0.45 

0.021 

0.27 

0.34 







Non-command 

Phyllite & Schist 

5.677 

1.42 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.19 

0.15 

0.29 

0.017 

0.21 

0.27 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Barh Kakrala 

0812000601521900 

0.05 

0.02 

(27.82) 

0.02 

0.00 

0.02 

0.02 

0.24 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.016 

0.001 

0.015 

0.009 

61.91 

Safe 



0.05 

0.01 

(13.32) 

0.01 

0.00 

0.01 

0.02 

0.20 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

0.001 

0.011 

0.008 

68.56 

Safe 

Barh Lodhera 

0822000302616900 

0.20 

0.05 

222.10 

0.05 

0.00 

0.05 

0.05 

0.55 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.066 

0.003 

0.063 

0.067 

106.08 

Over Exploited 

Barh Mordi 

0812000701534800 

0.04 

0.03 

40.84 

0.04 

0.00 

0.04 

0.05 

0.53 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.049 

0.002 

0.046 

0.131 

281.54 

Over Exploited 

Barh Pathraj Kalan 

0822000302615100 

0.20 

0.12 

184.69 

0.15 

0.00 

0.15 

0.05 

0.51 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.166 

0.008 

0.158 

0.070 

44.20 

Safe 

Barh Pathraj Khurd 

0822000302617100 

0.20 

0.08 

157.46 

0.10 

0.01 

0.10 

0.05 

0.56 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.113 

0.006 

0.107 

0.014 

12.99 

Safe 

Barh Ramchandrapura 

0812000701534300 

0.04 

0.01 

77.14 

0.02 

0.00 

0.02 

0.05 

0.53 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.038 

0.002 

0.036 

0.094 

263.88 

Over Exploited 

Barhchhoriya 

0822000302616600 

0.20 

0.16 

200.76 

0.19 

0.00 

0.19 

0.06 

0.54 

0.02 

0.0100 

- 

- 

0.001 

0.011 

0.030 

0.220 

0.011 

0.209 

0.082 

39.17 

Safe 

Barna 

0821000102493000 

0.07 

0.36 

32.65 

0.44 

0.06 

0.50 

0.04 

0.42 

- 

0.0500 

- 

- 

0.067 

0.117 

0.117 

0.617 

0.031 

0.586 

0.463 

78.95 

Semi Critical 

Barol 

0822000102589600 

0.12 

0.84 

(7.41) 

0.78 

0.14 

0.92 

0.04 

0.47 

- 

0.1000 

- 

- 

0.177 

0.277 

0.277 

1.196 

0.060 

1.136 

0.567 

49.94 

Safe 

Basra 

0812000601518100 

0.05 

0.01 

317.17 

0.01 

0.01 

0.03 

0.03 

0.25 

0.00 

0.0200 

- 

- 

0.005 

0.025 

0.026 

0.052 

0.003 

0.050 

0.155 

311.90 

Over Exploited 



0.05 

0.00 

1,169.56 

0.00 

0.00 

0.00 

0.01 

0.08 

0.00 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.020 

0.001 

0.019 

0.049 

258.97 

Over Exploited 

Beechi 

0812000701538000 

0.18 

1.12 

(19.96) 

0.90 

0.09 

0.98 

0.05 

0.49 

0.12 

0.0800 

- 

- 

0.086 

0.167 

0.291 

1.275 

0.064 

1.211 

0.765 

63.18 

Safe 

Beedoli 

0822000302617700 

0.20 

0.73 

69.57 

0.88 

0.07 

0.95 

0.05 

0.58 

- 

0.0700 

- 

- 

0.078 

0.148 

0.148 

1.099 

0.055 

1.044 

0.683 

65.43 

Safe 

Beejalpura 

0822000202601600 

0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.14 

0.00 

4,899.81 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.00 

184,898.64 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.14 

0.36 

(51.14) 

0.29 

- 

0.29 

0.06 

0.53 

0.04 

- 

- 

- 

- 

- 

0.042 

0.330 

0.016 

0.313 

0.051 

16.16 

Safe 

Beenjarwara 

0821000102495700 

0.06 

0.06 

41.16 

0.07 

0.01 

0.08 

0.04 

0.43 

0.01 

0.0300 

- 

- 

0.004 

0.034 

0.041 

0.124 

0.006 

0.118 

0.246 

208.70 

Over Exploited 

Beeti 

0821000102492600 

0.07 

0.21 

(22.71) 

0.16 

0.06 

0.23 

0.04 

0.43 

- 

0.0800 

- 

- 

0.062 

0.142 

0.142 

0.367 

0.018 

0.349 

0.440 

126.06 

Over Exploited 

Begam Pura 

0822000202601500 

0.14 

0.06 

23.90 

0.07 

- 

0.07 

0.02 

0.24 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.084 

0.004 

0.080 

0.032 

40.44 

Safe 



0.14 

0.09 

(4.84) 

0.09 

- 

0.09 

0.03 

0.30 

0.01 

- 

- 

- 

- 

- 

0.010 

0.096 

0.005 

0.091 

0.021 

22.49 

Safe 

Benee Khera 

0812000601513400 

0.05 

0.17 

(26.65) 

0.13 

0.03 

0.17 

0.04 

0.44 

- 

0.0100 

- 

- 

0.050 

0.060 

0.060 

0.227 

0.011 

0.216 

0.129 

60.01 

Safe 

Bhadangpura 

0822000302616500 

0.20 

0.22 

258.99 

0.26 

0.03 

0.29 

0.06 

0.54 

0.03 

0.0800 

- 

- 

0.001 

0.081 

0.107 

0.402 

0.020 

0.382 

0.732 

191.86 

Over Exploited 

Bhagwatsinghpura 

0812000601525400 

0.05 

0.00 

(34,071.54) 

0.00 

0.03 

0.03 

0.00 

0.01 

- 

- 

- 

- 

0.052 

0.052 

0.052 

0.086 

0.004 

0.082 

0.001 

0.89 

Safe 

Bhairana 

0812000601518300 

0.05 

0.01 

195.21 

0.02 

0.01 

0.03 

0.04 

0.36 

0.00 

0.0200 

- 

- 

0.001 

0.021 

0.022 

0.050 

0.002 

0.047 

0.161 

338.72 

Over Exploited 

Bhambholao 

0821000102498000 

0.06 

0.26 

50.83 

0.31 

0.01 

0.32 

0.03 

0.27 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.364 

0.018 

0.346 

0.365 

105.44 

Over Exploited 



0.06 

0.09 

147.22 

0.11 

- 

0.11 

0.02 

0.16 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.121 

0.006 

0.115 

0.107 

93.10 

Critical 

Bhankrota 

0812000701538200 

0.18 

0.02 

181.18 

0.02 

0.02 

0.04 

0.01 

0.07 

- 

- 

- 

- 

0.035 

0.035 

0.035 

0.080 

0.004 

0.076 

0.048 

62.96 

Safe 

Bhanpura 

0812000701541600 

0.18 

0.32 

92.69 

0.38 

0.01 

0.39 

0.04 

0.40 

0.04 

0.0400 

- 

- 

- 

0.040 

0.077 

0.468 

0.023 

0.444 

0.370 

83.39 

Semi Critical 



0.04 

0.01 

489.44 

0.01 

- 

0.01 

0.01 

0.13 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.020 

0.001 

0.019 

0.097 

510.46 

Over Exploited 



0.15 

0.00 

6,360.68 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.006 

1,975.46 

Over Exploited 

Bharla 

0821000102494700 

0.06 

0.12 

65.58 

0.15 

0.04 

0.19 

0.04 

0.43 

0.01 

0.0600 

- 

- 

0.035 

0.095 

0.109 

0.299 

0.015 

0.284 

0.578 

203.23 

Over Exploited 

Bhatariya 

0822000302622700 

0.20 

0.02 

151.13 

0.03 

0.01 

0.04 

0.02 

0.18 

- 

0.0100 

- 

- 

0.015 

0.025 

0.025 

0.063 

0.003 

0.060 

0.056 

94.56 

Critical 

Bhawasa 

0812000501509000 

0.06 

0.00 

(9,972.33) 

0.00 

0.04 

0.04 

0.00 

0.01 

0.00 

- 

- 

- 

0.058 

0.058 

0.058 

0.097 

0.005 

0.092 

0.009 

9.34 

Safe 

Bhawsa 

0821000102497800 

0.06 

0.04 

40.18 

0.05 

0.00 

0.05 

0.04 

0.44 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.074 

0.004 

0.071 

0.136 

193.05 

Over Exploited 

Bhogadeet 

0821000102495600 

0.06 

0.35 

(0.92) 

0.35 

0.04 

0.39 

0.04 

0.44 

0.04 

0.0200 

- 

- 

0.040 

0.060 

0.100 

0.488 

0.024 

0.463 

0.239 

51.50 

Safe 

Bhunwada 

0821000102494200 

0.07 

0.00 

2,640.70 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.000 

- 

- 

0.003 

0.000 

0.003 

0.028 

1,095.42 

Over Exploited 

Bichoon 

0812000601517900 

0.12 

0.00 

51,339.89 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.007 

5,162.73 

Over Exploited 



0.05 

0.21 

991,848.96 

0.25 

0.03 

0.28 

0.04 

0.34 

0.02 

0.0800 

- 

- 

- 

0.080 

0.104 

0.381 

0.019 

0.362 

0.753 

207.88 

Over Exploited 



0.05 

0.01 

1,313.97 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.017 

0.001 

0.017 

0.125 

756.19 

Over Exploited 

Biharipura 

0812000601524300 

0.05 

0.00 

204.37 

0.00 

0.02 

0.02 

0.01 

0.06 

- 

- 

- 

- 

0.026 

0.026 

0.026 

0.047 

0.002 

0.045 

0.043 

95.76 

Critical 



0.05 

0.15 

(8.33) 

0.14 

0.03 

0.17 

0.04 

0.41 

- 

0.0300 

- 

- 

0.026 

0.056 

0.056 

0.223 

0.011 

0.212 

0.293 

138.17 

Over Exploited 

Bimalpura 

0812000701534100 

0.04 

0.03 

75.13 

0.04 

0.00 

0.04 

0.05 

0.51 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.051 

0.003 

0.048 

0.095 

196.30 

Over Exploited 



0.06 

0.00 

2,342.30 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

6,862.59 

Over Exploited 

Bisaloo 

0812000701541800 

0.18 

0.00 

2,554.65 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.055 

457.95 

Over Exploited 



0.04 

0.00 

37,935.56 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.29 

127.98 

0.34 

0.01 

0.35 

0.05 

0.50 

0.03 

0.0400 

- 

- 

- 

0.040 

0.074 

0.426 

0.021 

0.404 

0.402 

99.53 

Critical 



0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Brijlalpura 

0822000302614100 

0.12 

0.00 

18,064.96 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chainpura 

0822000102590600 

0.13 

0.26 

(5.87) 

0.25 

0.02 

0.27 

0.04 

0.39 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.338 

0.017 

0.321 

0.674 

210.07 

Over Exploited 



0.13 

0.03 

108.15 

0.04 

- 

0.04 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.045 

0.002 

0.043 

0.091 

210.71 

Over Exploited 


0812000501508600 

0.06 

0.06 

(27.39) 

0.05 

0.03 

0.08 

0.02 

0.22 

0.01 

- 

- 

- 

0.052 

0.052 

0.059 

0.141 

0.007 

0.134 

0.062 

46.59 

Safe 

Chainpura @ Bharatpura 

0812000701528900 

0.06 

0.04 

(14.16) 

0.03 

0.01 

0.05 

0.03 

0.31 

- 

- 

- 

- 

0.020 

0.020 

0.020 

0.068 

0.003 

0.065 

0.029 

44.67 

Safe 



0.06 

0.02 

(14.07) 

0.01 

0.01 

0.03 

0.02 

0.19 

- 

- 

- 

- 

0.020 

0.020 

0.020 

0.047 

0.002 

0.045 

0.018 

40.88 

Safe 

Chak Dudu 

0812000601524900 

0.05 

0.06 

(51.52) 

0.05 

0.03 

0.08 

0.05 

0.47 

- 

- 

- 

- 

0.051 

0.051 

0.051 

0.130 

0.007 

0.124 

0.027 

21.51 

Safe 

ChakJhag 

0812000601524700 

0.05 

0.00 

########## 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

0.01 

Safe 

Chak Maheshpura 

0812000601517400 

0.05 

0.00 

(8,354.60) 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

0.005 

0.005 

0.005 

0.008 

0.000 

0.007 

0.000 

1.97 

Safe 



0.05 

0.01 

(69.25) 

0.01 

0.00 

0.01 

0.04 

0.44 

0.00 

- 

- 

- 

0.005 

0.005 

0.006 

0.021 

0.001 

0.020 

0.004 

19.53 

Safe 

Chak Meerapura 

0812000601524100 

0.05 

0.12 

(28.23) 

0.09 

0.02 

0.11 

0.04 

0.46 

- 

- 

- 

- 

0.026 

0.026 

0.026 

0.138 

0.007 

0.131 

0.036 

27.69 

Safe 

Chak Nagar 

0822000102587300 

0.12 

0.05 

23.11 

0.06 

0.01 

0.08 

0.04 

0.45 

- 

0.0300 

- 

- 

0.004 

0.034 

0.034 

0.112 

0.006 

0.106 

0.147 

138.31 

Over Exploited 

Chakwara 

0812000701529100 

0.04 

0.00 

18,495.72 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

34,625.84 

Over Exploited 



0.06 

0.58 

11.16 

0.65 

0.03 

0.68 

0.05 

0.48 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.759 

0.038 

0.721 

0.743 

103.05 

Over Exploited 



0.04 

0.00 

2,896.01 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.017 

1,806.28 

Over Exploited 



0.06 

0.00 

5,465.08 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

4,392.92 

Over Exploited 

Chanani 

0822000302614000 

0.12 

0.02 

111.32 

0.03 

- 

0.03 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.027 

0.001 

0.026 

0.048 

187.70 

Over Exploited 

Chandama Kalan 

0812000701537800 

0.18 

0.34 

142.61 

0.41 

0.08 

0.49 

0.03 

0.30 

0.04 

0.0500 

- 

- 

0.095 

0.145 

0.183 

0.674 

0.034 

0.641 

0.475 

74.09 

Semi Critical 



0.04 

0.05 

205.44 

0.06 

0.01 

0.07 

0.02 

0.24 

0.01 

0.0300 

- 

- 

0.005 

0.035 

0.040 

0.112 

0.006 

0.106 

0.303 

285.33 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

1.42 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chandama Khurd 

0812000701537600 

1.863 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.863 

1.51 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.11 

0.09 

0.29 

0.005 

0.48 

0.60 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

1.51 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chandarmool 

0812000601521400 

4.826 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.332 

1.46 

0.010 

0.00 

0.00 

0.00 

0.00 

0.02 

-0.01 

-0.01 

0.01 

0.002 

0.03 

0.04 






Kalakh Sagar 

Command 

Gneisses(B.G.C) 

4.495 

1.46 

0.010 

0.04 

0.01 

0.00 

0.00 

0.02 

0.08 

0.05 

0.14 

0.024 

0.38 

0.57 


Chandarpura 

0812000701537700 

0.769 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.769 

1.47 

0.015 

0.16 

0.02 

0.00 

0.00 

0.00 

0.16 

0.13 

0.66 

0.002 

0.48 

0.58 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

1.47 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Charanwas 

0812000501508800 

1.919 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.704 

0.94 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.004 

0.15 

0.27 


Chatarbhuj Pura 

0822000302615800 

11.322 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.916 

1.06 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.25 

0.31 

0.24 

0.007 

0.08 

0.07 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.460 

1.06 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.19 

0.10 

0.005 

0.06 

0.05 


Chauru 

0812000701529000 

48.411 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

19.403 

1.53 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.47 

0.33 

0.07 

0.057 

0.19 

0.26 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.190 

1.53 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.00 

0.006 

0.02 

0.03 







Non-command 

Gneisses(B.G.C) 

20.332 

1.53 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.50 

0.35 

0.03 

0.059 

0.20 

0.28 






Chaparwara 

Command 

Gneisses(B.G.C) 

6.486 

1.53 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.11 

0.01 

0.019 

0.06 

0.09 


Chawandiya 

0822000102590300 

14.943 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

11.128 

2.13 

0.018 

0.11 

0.01 

0.00 

0.00 

0.00 

0.51 

0.37 

0.40 

0.027 

0.35 

0.49 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

3.815 

2.13 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.12 

0.05 

0.009 

0.12 

0.17 


Chhaparwara 

0812000601517000 

14.565 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.722 

0.89 

0.010 

0.00 

0.00 

0.00 

0.00 

0.61 

-0.60 

-0.45 

0.01 

0.004 

0.02 

0.03 






Chaparwara 

Command 

Gneisses(B.G.C) 

0.014 

0.89 

0.010 

0.00 

0.00 

0.00 

0.00 

0.61 

-0.61 

-0.45 

0.00 

0.000 

0.00 

0.00 


Chhapri 

0812000701532300 

8.698 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.053 

1.35 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Chaparwara 

Command 

Gneisses(B.G.C) 

5.839 

1.35 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.18 

0.13 

0.25 

0.017 

0.29 

0.40 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.000 

1.35 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Chaparwara 

Command 

Gneisses(B.G.C) 

2.805 

1.35 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.06 

0.008 

0.14 

0.19 


Chhoriya 

0822000302616400 

4.572 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.572 

1.79 

0.100 

0.12 

0.02 

0.00 

0.00 

0.00 

0.91 

1.17 

0.44 

0.016 

0.48 

0.37 


Choondari 

0821000102492200 

8.682 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.682 

2.04 

0.020 

0.05 

0.01 

0.00 

0.00 

0.03 

0.37 

0.24 

0.17 

0.024 

0.38 

0.57 


Chorpura 

0822000302621600 

1.797 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.255 

2.25 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.32 

0.40 

0.14 

0.004 

0.38 

0.31 


Chosla 

0821000102494900 

8.275 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.275 

1.71 

0.015 

0.15 

0.02 

0.00 

0.00 

0.02 

0.33 

0.19 

0.59 

0.020 

0.39 

0.65 



0822000102594600 

8.873 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.700 

2.25 

0.018 

0.09 

0.01 

0.00 

0.00 

0.00 

0.30 

0.22 

0.34 

0.014 

0.31 

0.43 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.342 

2.25 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.03 


Churada 

0822000302616000 

5.856 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.080 

1.63 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.36 

0.48 

0.08 

0.007 

0.17 

0.13 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.664 

1.63 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.37 

0.49 

0.06 

0.009 

0.22 

0.16 


Churli 

0821000102492100 

6.886 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.886 

2.04 

0.020 

0.12 

0.02 

0.00 

0.00 

0.02 

0.36 

0.23 

0.46 

0.019 

0.38 

0.59 


Dadiya 

0821000102496500 

32.441 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

31.988 

2.04 

0.015 

0.49 

0.07 

0.00 

0.00 

0.11 

1.29 

0.76 

1.86 

0.077 

0.38 

0.65 


Dalniya 

0812000701533000 

6.096 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.001 

1.65 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.536 

1.65 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.15 

0.11 

0.13 

0.013 

0.34 

0.48 






Chaparwara 

Command 

Gneisses(B.G.C) 

1.559 

1.65 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.04 

0.005 

0.12 

0.16 


Damodarpura 

0822000302621800 

1.962 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.094 

1.11 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.15 

0.18 

0.14 

0.004 

0.30 

0.25 


Dang 

0821000102498200 

11.467 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

10.845 

0.91 

0.015 

0.06 

0.01 

0.00 

0.00 

0.04 

0.16 

0.09 

0.22 

0.026 

0.37 

0.64 


Dangarthal 

0822000302616300 

22.284 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.824 

1.98 

0.100 

0.18 

0.03 

0.00 

0.00 

0.08 

1.03 

1.38 

0.71 

0.017 

0.10 

0.08 


Dangra 

0821000102498100 

2.142 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.351 

1.10 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.003 

0.25 

0.40 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.686 

1.10 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.13 

0.20 


Datooli 

0812000701536100 

13.632 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.722 

1.22 

0.015 

0.00 

0.00 

0.00 

0.00 

0.02 

-0.01 

-0.01 

0.01 

0.002 

0.03 

0.04 


Dayalpura 

0812000601522600 

1.562 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.607 

1.58 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.003 

0.16 

0.21 






Chaparwara 

Command 

Gneisses(B.G.C) 

0.954 

1.58 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.005 

0.25 

0.33 


Dechwas 

0822000102590500 

5.060 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

5.060 

2.11 

0.018 

0.08 

0.01 

0.00 

0.00 

0.01 

0.25 

0.18 

0.29 

0.012 

0.47 

0.67 


Dedoo 

0812000601524500 

4.814 

Fresh 

Kalakh Sagar 

Command 

Gneisses(B.G.C) 

4.814 

2.19 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.14 

0.10 

0.16 

0.026 

0.44 

0.62 


Deendwara 

0821000102495200 

17.912 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

17.912 

1.73 

0.020 

0.27 

0.04 

0.00 

0.00 

0.09 

0.76 

0.46 

1.00 

0.050 

0.39 

0.64 


Deopuri 

0821000102494600 

14.203 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

14.203 

2.93 

0.015 

0.14 

0.02 

0.00 

0.00 

0.03 

0.72 

0.43 

0.53 

0.034 

0.39 

0.64 


Deshma 

0822000102591100 

13.078 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.080 

3.09 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.08 

0.005 

0.08 

0.11 







Non-command 

Gneisses(B.G.C) 

2.324 

3.09 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.10 

0.08 

0.006 

0.09 

0.12 


Dethani 

0822000102589000 

12.315 

Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

12.315 

3.75 

0.018 

0.03 

0.00 

0.00 

0.00 

0.09 

0.75 

0.56 

0.08 

0.029 

0.40 

0.54 


Dhamana 

0812000601524200 

7.682 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.154 

2.25 

0.010 

0.04 

0.01 

0.00 

0.00 

0.04 

0.04 

0.03 

0.13 

0.012 

0.12 

0.17 






Kalakh Sagar 

Command 

Gneisses(B.G.C) 

5.528 

2.25 

0.010 

0.09 

0.01 

0.00 

0.00 

0.04 

0.17 

0.12 

0.34 

0.030 

0.31 

0.43 


Dhandhonli 

0812000601515800 

19.061 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

19.061 

1.97 

0.010 

0.20 

0.02 

0.00 

0.00 

0.11 

0.44 

0.28 

0.67 

0.103 

0.40 

0.63 


Dhani Deomand 

0821000102493700 

2.826 

Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.095 

1.98 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.003 

0.13 

0.16 


Dhani Nanda 

0812000601522200 

1.805 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.833 

1.73 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.004 

0.19 

0.25 






Chaparwara 

Command 

Gneisses(B.G.C) 

0.971 

1.73 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.005 

0.22 

0.29 


Dhani Purohitan 

0821000102496300 

1.580 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.580 

3.44 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.10 

0.004 

0.39 

0.69 


Dholpuriya 

0821000102496100 

10.831 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

10.831 

1.86 

0.015 

0.20 

0.03 

0.00 

0.00 

0.02 

0.45 

0.26 

0.77 

0.026 

0.39 

0.68 


Dhunwaliya 

0812000701537400 

5.564 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.564 

1.42 

0.015 

0.02 

0.00 

0.00 

0.00 

0.02 

0.12 

0.09 

0.07 

0.016 

0.48 

0.64 


Dhuwaliya 

0812000701533200 

3.655 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.201 

1.83 

0.015 

0.12 

0.02 

0.00 

0.00 

0.00 

0.16 

0.11 

0.49 

0.006 

0.28 

0.39 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.454 

1.83 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.05 

0.14 

0.004 

0.18 

0.26 


Didawata 

0812000701542200 

17.759 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.225 

-0.35 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.007 

0.06 

0.06 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.711 

-0.35 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.002 

0.02 

0.02 







Non-command 

Gneisses(B.G.C) 

5.961 

-0.35 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.017 

0.16 

0.16 


Diggi 

0822000102594300 

51.160 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.041 

1.83 

0.018 

0.07 

0.01 

0.00 

0.00 

0.03 

0.25 

0.18 

0.25 

0.017 

0.07 

0.09 


Dogra 

0812000601523400 

5.558 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.095 

1.44 

0.010 

0.00 

0.00 

0.00 

0.00 

0.03 

-0.03 

-0.02 

0.01 

0.001 

0.01 

0.01 






Chaparwara 

Command 

Gneisses(B.G.C) 

5.463 

1.44 

0.010 

0.09 

0.01 

0.00 

0.00 

0.03 

0.13 

0.10 

0.33 

0.029 

0.40 

0.54 


Dogri 

0812000601523700 

3.271 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.088 

1.92 

0.010 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

-0.01 

0.01 

0.000 

0.01 

0.02 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chandama Khurd 

081200070153760C 

0.04 

0.04 

150.98 

0.04 

0.01 

0.05 

0.05 

0.54 

0.00 

0.0300 

- 

- 

- 

0.030 

0.034 

0.087 

0.004 

0.083 

0.299 

361.08 

Over Exploited 



0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chandarmool 

0812000601521400 

0.05 

0.00 

(1,897.98) 

0.00 

0.02 

0.02 

0.00 

0.03 

- 

- 

- 

- 

0.026 

0.026 

0.026 

0.044 

0.002 

0.042 

0.014 

33.05 

Safe 



0.05 

0.09 

(39.44) 

0.07 

0.03 

0.10 

0.04 

0.42 

- 

0.0200 

- 

- 

0.026 

0.046 

0.046 

0.142 

0.007 

0.135 

0.168 

124.48 

Over Exploited 

Chandarpura 

0812000701537700 

0.04 

0.01 

782.71 

0.02 

0.02 

0.04 

0.06 

0.54 

0.00 

0.0700 

- 

- 

- 

0.070 

0.072 

0.110 

0.005 

0.104 

0.657 

631.57 

Over Exploited 



0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Charanwas 

0812000501508800 

0.06 

0.01 

68.25 

0.01 

0.00 

0.01 

0.02 

0.17 

0.00 

- 

- 

- 

0.001 

0.001 

0.002 

0.010 

0.001 

0.010 

0.026 

262.49 

Over Exploited 

Chatarbhuj Pura 

0822000302615800 

0.20 

0.03 

913.12 

0.04 

0.01 

0.05 

0.01 

0.09 

0.00 

0.0300 

- 

- 

- 

0.030 

0.034 

0.081 

0.004 

0.077 

0.245 

318.21 

Over Exploited 



0.20 

0.02 

960.54 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.034 

0.002 

0.032 

0.107 

334.05 

Over Exploited 

Chauru 

0812000701529000 

0.06 

0.22 

53.73 

0.26 

- 

0.26 

0.02 

0.21 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.270 

0.014 

0.257 

0.122 

47.40 

Safe 



0.04 

0.00 

1,816.49 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.010 

495.25 

Over Exploited 



0.06 

0.24 

46.30 

0.29 

- 

0.29 

0.02 

0.22 

- 

- 

- 

- 

- 

- 

- 

0.286 

0.014 

0.271 

0.091 

33.67 

Safe 



0.06 

0.02 

360.02 

0.03 

- 

0.03 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.029 

0.001 

0.028 

0.030 

108.40 

Over Exploited 

Chawandiya 

0822000102590300 

0.13 

0.51 

(27.60) 

0.41 

0.01 

0.42 

0.04 

0.39 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.459 

0.023 

0.436 

0.423 

96.96 

Critical 



0.13 

0.06 

94.10 

0.07 

- 

0.07 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.082 

0.004 

0.078 

0.062 

79.68 

Semi Critical 

Chhaparwara 

0812000601517000 

0.05 

0.00 

(61,859.02) 

0.00 

0.61 

0.61 

0.00 

0.02 

- 

- 

- 

- 

0.910 

0.910 

0.910 

1.518 

0.076 

1.442 

0.010 

0.69 

Safe 



0.05 

0.00 

########## 

0.00 

0.61 

0.61 

0.00 

0.00 

- 

- 

- 

- 

0.910 

0.910 

0.910 

1.517 

0.076 

1.441 

0.000 

0.01 

Safe 

Chhapri 

0812000701532300 

0.06 

0.00 

9,340.01 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.10 

25.97 

0.12 

0.01 

0.13 

0.03 

0.32 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.162 

0.008 

0.154 

0.269 

174.79 

Over Exploited 



0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.02 

135.21 

0.03 

- 

0.03 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.038 

0.002 

0.036 

0.069 

190.87 

Over Exploited 

Chhoriya 

0822000302616400 

0.20 

0.44 

167.04 

0.53 

0.02 

0.55 

0.06 

0.54 

0.05 

0.0500 

- 

- 

0.006 

0.056 

0.107 

0.658 

0.033 

0.625 

0.459 

73.49 

Semi Critical 

Choondari 

0821000102492200 

0.07 

0.25 

(0.60) 

0.24 

0.04 

0.28 

0.04 

0.42 

- 

0.0200 

- 

- 

0.040 

0.060 

0.060 

0.342 

0.017 

0.325 

0.195 

60.13 

Safe 

Chorpura 

0822000302621600 

0.20 

0.10 

318.65 

0.11 

0.00 

0.12 

0.03 

0.41 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.128 

0.006 

0.122 

0.144 

118.84 

Over Exploited 

Chosla 

0821000102494900 

0.06 

0.20 

(3.41) 

0.19 

0.04 

0.23 

0.04 

0.43 

0.02 

0.1100 

- 

- 

0.023 

0.133 

0.156 

0.386 

0.019 

0.367 

0.608 

165.84 

Over Exploited 


0822000102594600 

0.13 

0.23 

(4.67) 

0.22 

0.01 

0.23 

0.03 

0.34 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.268 

0.013 

0.255 

0.350 

137.39 

Over Exploited 



0.13 

0.00 

1,069.05 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.011 

1,155.64 

Over Exploited 

Churada 

0822000302616000 

0.20 

0.07 

587.64 

0.08 

- 

0.08 

0.02 

0.19 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.103 

0.005 

0.097 

0.083 

85.49 

Semi Critical 



0.20 

0.12 

328.86 

0.14 

- 

0.14 

0.03 

0.24 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.162 

0.008 

0.154 

0.069 

45.11 

Safe 

Churli 

0821000102492100 

0.07 

0.20 

17.88 

0.23 

0.04 

0.28 

0.04 

0.43 

0.02 

0.0500 

- 

- 

0.035 

0.085 

0.107 

0.384 

0.019 

0.365 

0.481 

131.82 

Over Exploited 

Dadiya 

0821000102496500 

0.06 

0.77 

(1.84) 

0.76 

0.18 

0.94 

0.04 

0.43 

0.09 

0.2100 

- 

- 

0.168 

0.378 

0.464 

1.404 

0.070 

1.334 

1.939 

145.30 

Over Exploited 

Dalniya 

0812000701533000 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.09 

14.50 

0.11 

0.00 

0.11 

0.04 

0.38 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.124 

0.006 

0.117 

0.143 

121.98 

Over Exploited 



0.06 

0.01 

195.85 

0.01 

0.00 

0.02 

0.01 

0.13 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.021 

0.001 

0.020 

0.048 

242.25 

Over Exploited 

Damodarpura 

0822000302621800 

0.20 

0.07 

173.71 

0.08 

0.01 

0.09 

0.03 

0.33 

- 

0.0200 

- 

- 

0.007 

0.027 

0.027 

0.121 

0.006 

0.115 

0.144 

125.62 

Over Exploited 

Dang 

0821000102498200 

0.06 

0.25 

(63.63) 

0.20 

0.05 

0.25 

0.04 

0.41 

0.03 

0.0200 

- 

- 

0.057 

0.077 

0.105 

0.355 

0.018 

0.337 

0.242 

71.83 

Semi Critical 

Dangarthal 

0822000302616300 

0.20 

0.10 

1,287.87 

0.12 

0.11 

0.23 

0.01 

0.12 

0.01 

0.0800 

- 

- 

0.115 

0.195 

0.207 

0.432 

0.022 

0.411 

0.730 

177.82 

Over Exploited 

Dangra 

0821000102498100 

0.06 

0.02 

(33.55) 

0.02 

- 

0.02 

0.03 

0.27 

- 

- 

- 

- 

- 

- 

- 

0.017 

0.001 

0.016 

0.003 

20.23 

Safe 



0.06 

0.01 

36.92 

0.01 

- 

0.01 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.002 

27.81 

Safe 

Datooli 

0812000701536100 

0.06 

0.00 

(631.46) 

0.00 

0.02 

0.02 

0.00 

0.03 

- 

- 

- 

- 

0.032 

0.032 

0.032 

0.055 

0.003 

0.052 

0.009 

17.59 

Safe 

Dayalpura 

0812000601522600 

0.05 

0.00 

205.56 

0.01 

- 

0.01 

0.02 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.005 

0.027 

500.58 

Over Exploited 



0.05 

0.01 

57.62 

0.01 

- 

0.01 

0.03 

0.27 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.024 

0.001 

0.023 

0.047 

205.35 

Over Exploited 

Dechwas 

0822000102590500 

0.13 

0.31 

(43.26) 

0.25 

0.02 

0.27 

0.05 

0.53 

- 

0.0300 

- 

- 

0.011 

0.041 

0.041 

0.309 

0.015 

0.293 

0.300 

102.35 

Over Exploited 

Dedoo 

0812000601524500 

0.05 

0.11 

(5.75) 

0.10 

0.01 

0.11 

0.05 

0.49 

- 

0.0200 

- 

- 

0.007 

0.027 

0.027 

0.141 

0.007 

0.133 

0.188 

140.75 

Over Exploited 

Deendwara 

0821000102495200 

0.07 

0.52 

(11.88) 

0.46 

0.13 

0.59 

0.04 

0.43 

0.06 

0.1100 

- 

- 

0.135 

0.245 

0.303 

0.892 

0.045 

0.847 

1.050 

123.89 

Over Exploited 

Deopuri 

0821000102494600 

0.06 

0.35 

24.54 

0.42 

0.05 

0.47 

0.04 

0.43 

0.04 

0.0600 

- 

- 

0.044 

0.104 

0.143 

0.608 

0.030 

0.578 

0.562 

97.29 

Critical 

Deshma 

0822000102591100 

0.13 

0.02 

337.52 

0.03 

0.00 

0.03 

0.01 

0.09 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.055 

0.003 

0.052 

0.089 

169.61 

Over Exploited 



0.12 

0.02 

324.22 

0.03 

0.00 

0.03 

0.01 

0.10 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.044 

0.002 

0.042 

0.083 

195.73 

Over Exploited 

Dethani 

0822000102589000 

0.12 

0.60 

(5.50) 

0.56 

0.09 

0.65 

0.04 

0.44 

- 

0.0200 

- 

- 

0.128 

0.148 

0.148 

0.798 

0.040 

0.758 

0.113 

14.98 

Safe 

Dhamana 

0812000601524200 

0.05 

0.01 

130.88 

0.02 

0.05 

0.06 

0.01 

0.13 

- 

0.0200 

- 

- 

0.055 

0.076 

0.076 

0.138 

0.007 

0.131 

0.146 

111.12 

Over Exploited 



0.05 

0.08 

41.35 

0.10 

0.05 

0.15 

0.03 

0.34 

- 

0.0400 

- 

- 

0.055 

0.096 

0.096 

0.244 

0.012 

0.232 

0.365 

157.24 

Over Exploited 

Dhandhonli 

0812000601515800 

0.05 

0.38 

(26.67) 

0.30 

0.13 

0.43 

0.04 

0.44 

- 

0.0700 

- 

- 

0.167 

0.237 

0.237 

0.672 

0.034 

0.638 

0.769 

120.46 

Over Exploited 

Dhani Deomand 

0821000102493700 

0.06 

0.01 

17,620.88 

0.01 

- 

0.01 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.000 

0.009 

0.008 

86.00 

Semi Critical 

Dhani Nanda 

0812000601522200 

0.05 

0.01 

101.76 

0.01 

0.00 

0.01 

0.02 

0.21 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.027 

0.001 

0.026 

0.034 

132.00 

Over Exploited 



0.05 

0.01 

65.57 

0.01 

0.00 

0.02 

0.02 

0.24 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.031 

0.002 

0.029 

0.035 

120.22 

Over Exploited 

Dhani Purohitan 

0821000102496300 

0.06 

0.04 

60.29 

0.05 

0.00 

0.05 

0.04 

0.43 

0.00 

0.0100 

- 

- 

0.002 

0.012 

0.017 

0.065 

0.003 

0.062 

0.100 

161.89 

Over Exploited 

Dholpuriya 

0821000102496100 

0.06 

0.27 

(2.29) 

0.26 

0.05 

0.31 

0.04 

0.43 

0.03 

0.1400 

- 

- 

0.027 

0.167 

0.197 

0.504 

0.025 

0.479 

0.794 

165.67 

Over Exploited 

Dhunwaliya 

0812000701537400 

0.04 

0.11 

(16.11) 

0.09 

0.02 

0.11 

0.05 

0.53 

0.01 

0.0100 

- 

- 

0.029 

0.039 

0.051 

0.160 

0.008 

0.152 

0.083 

54.75 

Safe 

Dhuwaliya 

0812000701533200 

0.04 

0.02 

366.64 

0.03 

0.02 

0.05 

0.03 

0.31 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.099 

0.005 

0.095 

0.493 

522.03 

Over Exploited 



0.04 

0.01 

366.18 

0.01 

0.01 

0.02 

0.02 

0.20 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.043 

0.002 

0.041 

0.141 

346.82 

Over Exploited 

Didawata 

0812000701542200 

0.06 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.019 

0.002 

0.017 

0.101 

585.81 

Over Exploited 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.026 

1,252.69 

Over Exploited 



0.06 

0.06 

- 

0.06 

- 

0.06 

0.02 

0.18 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.075 

0.008 

0.068 

0.139 

206.43 

Over Exploited 

Diggi 

0822000102594300 

0.13 

0.06 

195.53 

0.07 

0.04 

0.12 

0.01 

0.07 

- 

0.0300 

- 

- 

0.047 

0.077 

0.077 

0.193 

0.010 

0.183 

0.269 

146.66 

Over Exploited 

Dogra 

0812000601523400 

0.05 

0.00 

(58,303.22) 

0.00 

0.03 

0.03 

0.00 

0.01 

- 

- 

- 

- 

0.040 

0.040 

0.040 

0.067 

0.003 

0.064 

0.007 

10.17 

Safe 



0.05 

0.11 

(10.28) 

0.10 

0.04 

0.13 

0.04 

0.44 

- 

0.0400 

- 

- 

0.040 

0.080 

0.080 

0.215 

0.011 

0.204 

0.359 

176.01 

Over Exploited 

Dogri 

0812000601523700 

0.05 

0.00 

(14,925.99) 

0.00 

0.01 

0.01 

0.00 

0.01 

- 

- 

- 

- 

0.017 

0.017 

0.017 

0.029 

0.001 

0.027 

0.006 

23.74 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 






Chaparwara 

Command 

Gneisses(B.G.C) 

3.183 

1.92 

0.010 

0.06 

0.01 

0.00 

0.00 

0.01 

0.10 

0.07 

0.23 

0.017 

0.40 

0.54 


Doriya 

0822000102587600 

5.652 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.754 

2.23 

0.018 

0.06 

0.01 

0.00 

0.00 

0.01 

0.23 

0.17 

0.22 

0.011 

0.34 

0.47 






Chaparwara 

Command 

Gneisses(B.G.C) 

0.899 

2.23 

0.018 

0.01 

0.00 

0.00 

0.00 

0.01 

0.04 

0.03 

0.04 

0.002 

0.06 

0.09 


Dosra 

0812000701541100 

5.426 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.053 

0.18 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Dwarkanathpura @ Keriy 

0812000701535300 

6.722 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

3.959 

1.93 

0.015 

0.02 

0.00 

0.00 

0.00 

0.02 

0.12 

0.08 

0.06 

0.012 

0.28 

0.40 







Non-command 

Gneisses(B.G.C) 

2.764 

1.93 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.04 

0.008 

0.20 

0.28 


Dwarkapuri @ Boorhi 

0822000102590100 

4.004 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.360 

2.51 

0.018 

0.04 

0.00 

0.00 

0.00 

0.00 

0.19 

0.14 

0.13 

0.008 

0.39 

0.55 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.644 

2.51 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.002 

0.08 

0.10 


Fariyadpura 

0812000601523200 

5.830 

Fresh 

Chaparwara 

Command 

Gneisses(B.G.C) 

5.830 

1.64 

0.010 

0.04 

0.00 

0.00 

0.00 

0.02 

0.11 

0.08 

0.11 

0.031 

0.41 

0.55 


Gagardoo 

0812000601515500 

15.451 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

15.426 

2.24 

0.010 

0.20 

0.03 

0.00 

0.00 

0.11 

0.40 

0.28 

0.67 

0.083 

0.40 

0.57 


Gagoonda 

0821000102497500 

8.090 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.090 

1.93 

0.015 

0.10 

0.01 

0.00 

0.00 

0.06 

0.26 

0.15 

0.38 

0.019 

0.39 

0.67 


Gahalpur 

0821000102497900 

6.495 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.495 

1.25 

0.015 

0.04 

0.01 

0.00 

0.00 

0.03 

0.13 

0.07 

0.14 

0.016 

0.39 

0.68 


Gaiga 

0812000601513700 

4.663 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.957 

2.15 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.08 

0.021 

0.34 

0.49 


Ganeshpura 

0821000102491600 

2.326 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.326 

2.05 

0.020 

0.04 

0.01 

0.00 

0.00 

0.01 

0.12 

0.07 

0.16 

0.006 

0.39 

0.65 



0812000601522000 

3.556 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.282 

0.99 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.07 

0.012 

0.26 

0.35 






Chaparwara 

Command 

Gneisses(B.G.C) 

1.274 

0.99 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.007 

0.14 

0.19 


Ganeshpura Faujiyan 

0812000701532500 

2.798 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.153 

0.95 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.003 

0.18 

0.24 







Non-command 

Gneisses(B.G.C) 

0.010 

0.95 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Chaparwara 

Command 

Phyllite & Schist 

0.918 

0.95 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.003 

0.14 

0.19 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.643 

0.95 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.10 

0.14 






Chaparwara 

Command 

Phyllite & Schist 

0.075 

0.95 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Gangapura 

0822000202602100 

3.932 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.030 

0.93 

0.120 

0.02 

0.00 

0.00 

0.00 

0.12 

0.24 

0.30 

0.07 

0.008 

0.37 

0.29 


Gangati Kalan 

0812000601520900 

8.337 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.048 

2.05 

0.010 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

-0.01 

0.00 

0.000 

0.00 

0.00 






Kalakh Sagar 

Command 

Gneisses(B.G.C) 

8.275 

2.05 

0.010 

0.08 

0.01 

0.00 

0.00 

0.01 

0.22 

0.15 

0.28 

0.045 

0.42 

0.65 


Gangati Khurd 

0812000601525000 

6.113 

Fresh 

Kalakh Sagar 

Command 

Gneisses(B.G.C) 

6.113 

2.43 

0.010 

0.11 

0.01 

0.00 

0.00 

0.02 

0.23 

0.15 

0.38 

0.033 

0.42 

0.62 


Garjhera 

0822000102594700 

4.115 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.015 

2.65 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

4.100 

2.65 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.22 

0.16 

0.13 

0.010 

0.47 

0.67 


Ghatiyali 

0812000701532700 

6.865 

Fresh 

Chaparwara 

Command 

Phyllite & Schist 

3.689 

0.93 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.10 

0.07 

0.24 

0.011 

0.24 

0.33 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.402 

0.93 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.07 

0.007 

0.15 

0.21 






Chaparwara 

Command 

Phyllite & Schist 

0.774 

0.93 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.002 

0.05 

0.07 


Gidani 

0812000601517300 

17.027 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

11.876 

1.26 

0.010 

0.09 

0.01 

0.00 

0.00 

0.02 

0.21 

0.14 

0.26 

0.064 

0.29 

0.44 






Kalakh Sagar 

Command 

Gneisses(B.G.C) 

0.805 

1.26 

0.010 

0.01 

0.00 

0.00 

0.00 

0.02 

0.00 

0.00 

0.02 

0.004 

0.02 

0.03 


Godiyana 

0821000102494300 

7.555 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.393 

3.23 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.31 

0.27 

0.14 

0.012 

0.22 

0.25 


Gokulpura 

0812000701535100 

2.315 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.137 

1.52 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.12 

0.08 

0.31 

0.006 

0.44 

0.62 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.177 

1.52 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.04 

0.05 


Goli 

0821000102497600 

6.562 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.562 

1.80 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.12 

0.06 

0.016 

0.39 

0.66 


Goondli 

0821000102498600 

7.708 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.090 

0.88 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.161 

0.88 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Gopalpura 

0821000102496600 

12.120 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.524 

2.08 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.08 

0.006 

0.08 

0.13 


Gordhanpura 

0821000102492900 

2.505 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.505 

2.97 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.21 

0.15 

0.28 

0.007 

0.38 

0.52 


Gothra 

0812000601516000 

0.681 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.429 

3.54 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.002 

0.25 

0.39 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.252 

3.54 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.15 

0.23 


Govindpura 

0822000302622200 

1.081 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.001 

2.57 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Govindpura @ Keriya 

0822000102591200 

6.041 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.885 

3.14 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.03 

0.005 

0.15 

0.21 


Gulab Pura 

0822000102587900 

10.046 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.433 

2.10 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.14 

0.05 

0.011 

0.19 

0.25 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.613 

2.10 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.16 

0.04 

0.013 

0.24 

0.32 


Gulabpura @ Gopalpura 

0812000701532600 

2.475 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.001 

0.94 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Chaparwara 

Command 

Phyllite & Schist 

2.276 

0.94 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.04 

0.007 

0.40 

0.55 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.004 

0.94 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Chaparwara 

Command 

Phyllite & Schist 

0.195 

0.94 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.03 

0.05 


Gunsi 

0822000302614300 

8.563 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.820 

1.89 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.003 

0.05 

0.05 


Gurha Saipura 

0812000601521500 

6.790 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.741 

1.50 

0.010 

0.04 

0.01 

0.00 

0.00 

0.01 

0.08 

0.06 

0.15 

0.020 

0.22 

0.31 






Kalakh Sagar 

Command 

Gneisses(B.G.C) 

2.975 

1.50 

0.010 

0.04 

0.00 

0.00 

0.00 

0.01 

0.08 

0.06 

0.12 

0.016 

0.18 

0.25 


Hachookara 

0812000701532900 

6.892 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.149 

1.17 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 






Chaparwara 

Command 

Phyllite & Schist 

2.330 

1.17 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.11 

0.007 

0.15 

0.21 







Command 

Gneisses(B.G.C) 

3.798 

1.17 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.07 

0.14 

0.011 

0.24 

0.34 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.177 

1.17 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 






Chaparwara 

Command 

Gneisses(B.G.C) 

0.439 

1.17 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.03 

0.04 


Haneefganj 

0822000202601700 

0.999 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.999 

1.76 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.03 

0.003 

0.48 

0.50 


Flanootiya Kalan 

0812000701541900 

3.712 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.711 

0.12 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.08 

0.011 

0.48 

0.43 


Hanootiya Khurd 

0812000701542000 

1.830 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.813 

0.29 

0.100 

0.02 

0.00 

0.00 

0.00 

0.01 

0.04 

0.04 

0.07 

0.002 

0.21 

0.18 


Harnoda 

0822000102590800 

4.858 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.847 

2.01 

0.018 

0.03 

0.00 

0.00 

0.00 

0.04 

0.16 

0.12 

0.11 

0.012 

0.48 

0.67 


Harsauli 

0812000601515400 

30.458 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.569 

1.85 

0.010 

0.05 

0.01 

0.00 

0.00 

0.26 

-0.08 

-0.06 

0.16 

0.041 

0.10 

0.14 


Flarsundarpura @ Hathel 

0812000701537100 

10.421 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.421 

1.31 

0.100 

0.18 

0.03 

0.00 

0.00 

0.03 

1.48 

1.06 

0.67 

0.030 

0.48 

0.67 


Hingotiya 

0822000302622500 

6.505 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.179 

1.12 

0.100 

0.01 

0.00 

0.00 

0.00 

0.05 

-0.02 

-0.03 

0.02 

0.001 

0.01 

0.01 


Hunatya 

0822000102588300 

7.600 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.276 

2.65 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.12 

0.03 

0.008 

0.20 

0.27 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.324 

2.65 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.16 

0.02 

0.010 

0.26 

0.36 


Ibrahima Bad 

0822000202601800 

2.370 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.600 

1.64 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.14 

0.04 

0.002 

0.12 

0.11 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.05 

0.06 

15.57 

0.07 

0.02 

0.09 

0.04 

0.44 

- 

0.0300 

- 

- 

0.017 

0.047 

0.047 

0.142 

0.007 

0.135 

0.251 

186.33 

Over Exploited 

Doriya 

082200010258760C 

0.12 

0.20 

(14.93) 

0.17 

0.02 

0.19 

0.04 

0.38 

- 

0.0400 

- 

- 

0.015 

0.055 

0.055 

0.241 

0.012 

0.229 

0.232 

101.69 

Over Exploited 



0.12 

0.01 

271.61 

0.01 

0.01 

0.02 

0.01 

0.07 

- 

0.0100 

- 

- 

0.015 

0.025 

0.025 

0.043 

0.002 

0.041 

0.040 

98.28 

Critical 

Dosra 

0812000701541100 

0.18 

0.00 

1,632.88 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dwarkanathpura @ Keriy 

0812000701535300 

0.04 

0.04 

87.01 

0.05 

0.02 

0.07 

0.03 

0.31 

- 

0.0100 

- 

- 

0.025 

0.035 

0.035 

0.105 

0.005 

0.100 

0.070 

69.78 

Safe 



0.06 

0.03 

92.15 

0.04 

0.00 

0.04 

0.02 

0.22 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.042 

0.002 

0.040 

0.048 

119.12 

Over Exploited 

Dwarkapuri @ Boorhi 

0822000102590100 

0.13 

0.17 

(21.37) 

0.14 

- 

0.14 

0.04 

0.43 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.148 

0.007 

0.140 

0.140 

99.71 

Critical 



0.13 

0.01 

222.49 

0.01 

- 

0.01 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.007 

0.012 

160.06 

Over Exploited 

Fariyadpura 

0812000601523200 

0.05 

0.12 

(30.27) 

0.09 

0.02 

0.12 

0.04 

0.45 

- 

0.0100 

- 

- 

0.035 

0.045 

0.045 

0.164 

0.008 

0.156 

0.145 

93.45 

Critical 

Gagardoo 

0812000601515500 

0.05 

0.31 

(9.50) 

0.28 

0.14 

0.43 

0.04 

0.45 

- 

0.0800 

- 

- 

0.172 

0.252 

0.252 

0.677 

0.034 

0.644 

0.755 

117.32 

Over Exploited 

Gagoonda 

0821000102497500 

0.06 

0.20 

(23.26) 

0.16 

0.07 

0.23 

0.04 

0.44 

0.02 

0.0400 

- 

- 

0.093 

0.133 

0.155 

0.386 

0.019 

0.367 

0.403 

109.92 

Over Exploited 

Gahalpur 

0821000102497900 

0.06 

0.16 

(54.34) 

0.13 

0.04 

0.16 

0.04 

0.44 

0.02 

0.0200 

- 

- 

0.039 

0.059 

0.077 

0.240 

0.012 

0.228 

0.160 

69.89 

Safe 

Gaiga 

0812000601513700 

0.05 

0.07 

15.02 

0.08 

0.00 

0.08 

0.04 

0.38 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.094 

0.005 

0.089 

0.105 

117.86 

Over Exploited 

Ganeshpura 

0821000102491600 

0.07 

0.07 

1.51 

0.07 

0.02 

0.09 

0.04 

0.44 

0.01 

0.0200 

- 

- 

0.015 

0.035 

0.043 

0.133 

0.007 

0.126 

0.166 

132.01 

Over Exploited 


0812000601522000 

0.05 

0.03 

3.37 

0.03 

0.00 

0.03 

0.03 

0.29 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.044 

0.002 

0.042 

0.078 

186.13 

Over Exploited 



0.05 

0.01 

70.12 

0.01 

0.00 

0.01 

0.02 

0.16 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.015 

0.001 

0.014 

0.043 

306.01 

Over Exploited 

Ganeshpura Faujiyan 

0812000701532500 

0.04 

0.01 

136.26 

0.01 

- 

0.01 

0.02 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.000 

0.009 

0.020 

219.86 

Over Exploited 



0.06 

0.00 

10,388.07 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.01 

224.46 

0.01 

- 

0.01 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.020 

335.42 

Over Exploited 



0.04 

0.00 

161.04 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.006 

203.97 

Over Exploited 



0.04 

0.00 

2,249.73 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gangapura 

0822000202602100 

0.22 

0.25 

22.81 

0.29 

0.12 

0.41 

0.04 

0.41 

0.03 

0.0100 

- 

- 

0.176 

0.186 

0.215 

0.626 

0.031 

0.595 

0.080 

13.49 

Safe 

Gangati Kalan 

0812000601520900 

0.05 

0.00 

(153,218.32) 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

- 

- 

- 

0.022 

0.022 

0.022 

0.037 

0.002 

0.035 

0.000 

0.74 

Safe 



0.05 

0.17 

(15.95) 

0.15 

0.02 

0.17 

0.05 

0.46 

0.02 

0.0300 

- 

- 

0.022 

0.052 

0.072 

0.241 

0.012 

0.229 

0.321 

139.79 

Over Exploited 

Gangati Khurd 

0812000601525000 

0.05 

0.13 

18.70 

0.15 

0.03 

0.18 

0.05 

0.46 

- 

0.0400 

- 

- 

0.033 

0.073 

0.073 

0.257 

0.013 

0.244 

0.417 

171.06 

Over Exploited 

Garjhera 

0822000102594700 

0.13 

0.00 

15,621.28 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.13 

0.25 

(38.33) 

0.20 

0.01 

0.21 

0.05 

0.53 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.232 

0.012 

0.221 

0.144 

65.19 

Safe 

Ghatiyali 

0812000701532700 

0.04 

0.03 

110.88 

0.04 

0.01 

0.05 

0.02 

0.26 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.082 

0.004 

0.078 

0.246 

316.40 

Over Exploited 



0.04 

0.01 

162.17 

0.02 

- 

0.02 

0.02 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.028 

0.001 

0.026 

0.072 

273.55 

Over Exploited 



0.04 

0.00 

886.70 

0.00 

- 

0.00 

0.01 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.024 

1,390.59 

Over Exploited 

Gidani 

0812000601517300 

0.05 

0.17 

(18.96) 

0.14 

0.03 

0.16 

0.03 

0.32 

0.02 

0.0300 

- 

- 

0.023 

0.053 

0.072 

0.236 

0.012 

0.224 

0.322 

143.87 

Over Exploited 



0.05 

0.00 

284.65 

0.00 

0.02 

0.02 

0.00 

0.02 

0.00 

- 

- 

- 

0.023 

0.023 

0.023 

0.040 

0.002 

0.038 

0.022 

59.17 

Safe 

Godiyana 

0821000102494300 

0.07 

0.07 

273.23 

0.09 

0.01 

0.10 

0.02 

0.24 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.123 

0.006 

0.117 

0.155 

132.91 

Over Exploited 

Gokulpura 

0812000701535100 

0.04 

0.04 

122.88 

0.05 

0.01 

0.06 

0.05 

0.49 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.085 

0.004 

0.081 

0.317 

392.57 

Over Exploited 



0.04 

0.00 

983.98 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

3,911.42 

Over Exploited 

Goli 

0821000102497600 

0.06 

0.16 

(28.35) 

0.13 

0.00 

0.13 

0.04 

0.44 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.145 

0.007 

0.138 

0.076 

54.90 

Safe 

Goondli 

0821000102498600 

0.06 

0.00 

2,979.58 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

1,658.28 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

5,933.86 

Over Exploited 

Gopalpura 

0821000102496600 

0.06 

0.01 

373.55 

0.02 

0.00 

0.02 

0.01 

0.09 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.030 

0.001 

0.028 

0.090 

317.60 

Over Exploited 

Gordhanpura 

0821000102492900 

0.07 

0.07 

112.14 

0.09 

0.01 

0.10 

0.04 

0.42 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.130 

0.007 

0.124 

0.289 

233.52 

Over Exploited 

Gothra 

0812000601516000 

0.05 

0.01 

199.80 

0.01 

- 

0.01 

0.03 

0.28 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.026 

429.73 

Over Exploited 



0.05 

0.00 

207.79 

0.00 

- 

0.00 

0.02 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.008 

395.79 

Over Exploited 

Govindpura 

0822000302622200 

0.20 

0.00 

157,352.06 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Govindpura @ Keriya 

0822000102591200 

0.12 

0.03 

138.07 

0.04 

0.00 

0.04 

0.01 

0.17 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.042 

0.002 

0.040 

0.034 

83.67 

Semi Critical 

Gulab Pura 

0822000102587900 

0.12 

0.10 

35.36 

0.12 

- 

0.12 

0.02 

0.21 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.130 

0.007 

0.124 

0.059 

47.35 

Safe 



0.12 

0.16 

(0.22) 

0.16 

- 

0.16 

0.02 

0.26 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.170 

0.009 

0.162 

0.055 

34.25 

Safe 

Gulabpura @ Gopalpura 

0812000701532600 

0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.04 

(15.25) 

0.03 

- 

0.03 

0.04 

0.44 

- 

- 

- 

- 

- 

- 

- 

0.031 

0.002 

0.029 

0.049 

167.90 

Over Exploited 



0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

654.70 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Gunsi 

0822000302614300 

0.12 

0.01 

491.95 

0.01 

- 

0.01 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.017 

293.36 

Over Exploited 

Gurha Saipura 

0812000601521500 

0.05 

0.04 

37.41 

0.05 

0.02 

0.07 

0.02 

0.25 

- 

0.0200 

- 

- 

0.009 

0.029 

0.029 

0.095 

0.005 

0.090 

0.170 

188.46 

Over Exploited 



0.05 

0.03 

113.04 

0.03 

0.01 

0.04 

0.02 

0.20 

- 

0.0100 

- 

- 

0.009 

0.019 

0.019 

0.057 

0.003 

0.054 

0.136 

253.06 

Over Exploited 

Flachookara 

0812000701532900 

0.06 

0.00 

2,116.16 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

7,607.25 

Over Exploited 



0.04 

0.01 

263.73 

0.02 

- 

0.02 

0.02 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.027 

0.001 

0.025 

0.116 

454.99 

Over Exploited 



0.06 

0.06 

24.42 

0.07 

0.01 

0.08 

0.03 

0.27 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.097 

0.005 

0.092 

0.155 

168.43 

Over Exploited 



0.06 

0.00 

1,713.73 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

3,266.96 

Over Exploited 



0.06 

0.00 

638.65 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.008 

975.69 

Over Exploited 

Flaneefganj 

0822000202601700 

0.14 

0.07 

(35.50) 

0.05 

0.00 

0.05 

0.06 

0.54 

0.01 

- 

- 

- 

0.000 

0.000 

0.008 

0.062 

0.003 

0.059 

0.034 

57.07 

Safe 

Flanootiya Kalan 

0812000701541900 

0.15 

0.27 

(74.30) 

0.21 

0.00 

0.22 

0.06 

0.54 

0.03 

0.0100 

- 

- 

0.006 

0.016 

0.047 

0.265 

0.013 

0.252 

0.089 

35.27 

Safe 

Flanootiya Khurd 

0812000701542000 

0.15 

0.03 

62.23 

0.03 

0.01 

0.04 

0.03 

0.24 

0.00 

0.0100 

- 

- 

0.013 

0.023 

0.026 

0.065 

0.003 

0.062 

0.074 

119.98 

Over Exploited 

Flarnoda 

0822000102590800 

0.13 

0.30 

(61.45) 

0.24 

0.04 

0.28 

0.05 

0.53 

- 

0.0100 

- 

- 

0.057 

0.067 

0.067 

0.349 

0.017 

0.331 

0.120 

36.09 

Safe 

Harsauli 

0812000601515400 

0.05 

0.04 

(254.55) 

0.03 

0.27 

0.30 

0.01 

0.11 

- 

0.0200 

- 

- 

0.391 

0.411 

0.411 

0.712 

0.036 

0.677 

0.197 

29.06 

Safe 

Flarsundarpura @ Hathel 

0812000701537100 

0.18 

0.89 

18.54 

1.06 

0.06 

1.12 

0.05 

0.53 

- 

0.0800 

- 

- 

0.043 

0.123 

0.123 

1.243 

0.062 

1.181 

0.700 

59.32 

Safe 

Hingotiya 

0822000302622500 

0.20 

0.00 

(5,969.99) 

0.00 

0.05 

0.05 

0.00 

0.01 

0.00 

- 

- 

- 

0.079 

0.079 

0.079 

0.132 

0.007 

0.126 

0.023 

18.01 

Safe 

Flunatya 

0822000102588300 

0.12 

0.08 

52.90 

0.09 

- 

0.09 

0.02 

0.22 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.104 

0.005 

0.099 

0.037 

37.37 

Safe 



0.12 

0.14 

14.10 

0.16 

- 

0.16 

0.03 

0.29 

- 

- 

- 

- 

- 

- 

- 

0.155 

0.008 

0.148 

0.028 

19.22 

Safe 

Ibrahima Bad 

0822000202601800 

0.22 

0.02 

784.91 

0.02 

- 

0.02 

0.01 

0.14 

0.00 

- 

- 

- 

- 

- 

0.002 

0.021 

0.001 

0.020 

0.044 

217.37 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Phyllite & Schist 

1.770 

1.64 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.05 

0.005 

0.36 

0.32 


Inayat Ganj 

0822000202602700 

1.450 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.530 

1.81 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.18 

0.19 


Indoli 

0821000102495000 

3.843 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.843 

1.36 

0.015 

0.07 

0.02 

0.00 

0.00 

0.02 

0.11 

0.06 

0.25 

0.009 

0.39 

0.67 


Itakhoi 

0812000601515900 

7.418 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.794 

2.68 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.12 

0.00 

0.037 

0.36 

0.58 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.624 

2.68 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.003 

0.03 

0.05 


Jagannathapura 

0812000701534000 

1.866 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.593 

2.90 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.09 

0.005 

0.41 

0.58 







Non-command 

Gneisses(B.G.C) 

0.273 

2.90 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.07 

0.10 


Jagatpura 

0822000302616700 

5.479 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.479 

1.76 

0.100 

0.08 

0.01 

0.00 

0.00 

0.01 

1.03 

1.27 

0.29 

0.019 

0.49 

0.40 


Jagmohanpura 

0822000302617300 

3.200 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.200 

1.96 

0.100 

0.06 

0.01 

0.00 

0.00 

0.02 

0.65 

0.73 

0.22 

0.011 

0.52 

0.46 


Jaisinghpura @ Gadoora 

0812000701533700 

6.394 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.493 

1.95 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.07 

0.007 

0.19 

0.26 







Non-command 

Gneisses(B.G.C) 

3.900 

1.95 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.14 

0.10 

0.12 

0.011 

0.29 

0.41 


Jewlyan Ka Bas 

0812000601518000 

6.611 

Fresh 

Kalakh Sagar 

Command 

Gneisses(B.G.C) 

2.312 

5.04 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.08 

0.05 

0.012 

0.15 

0.25 


Jharana 

0812000701536800 

11.941 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.546 

0.96 

0.100 

0.04 

0.00 

0.00 

0.00 

0.03 

0.74 

0.53 

0.12 

0.022 

0.30 

0.42 


Jhonpariya 

0812000701536700 

2.240 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.244 

0.62 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.05 

0.07 


Jhujharpura 

0822000302621700 

2.011 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.807 

1.74 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.37 

0.46 

0.25 

0.006 

0.49 

0.39 


Jodhpura 

0822000302615900 

9.306 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.517 

1.60 

0.100 

0.15 

0.02 

0.00 

0.00 

0.00 

1.17 

1.54 

0.57 

0.023 

0.33 

0.25 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.624 

1.60 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.37 

0.48 

0.13 

0.009 

0.13 

0.10 


Jugal Kishorpura 

0812000701538100 

1.730 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.730 

0.76 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.10 

0.03 

0.005 

0.48 

0.66 


Jugalipura 

0821000102497700 

3.175 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.175 

1.88 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.10 

0.06 

0.06 

0.008 

0.39 

0.67 


Jugalpura Khurd 

0822000302621900 

2.287 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.287 

0.69 

0.100 

0.05 

0.01 

0.00 

0.00 

0.01 

0.19 

0.23 

0.17 

0.008 

0.54 

0.44 


Kachariya 

0821000102493100 

2.564 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.564 

2.48 

0.020 

0.05 

0.01 

0.00 

0.00 

0.01 

0.16 

0.12 

0.20 

0.007 

0.36 

0.46 



0822000302613700 

2.975 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.389 

1.52 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.07 

0.001 

0.07 

0.07 







Non-command 

Phyllite & Schist 

0.060 

1.52 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

-0.01 

0.01 

0.000 

0.01 

0.01 


Kachnar 

0812000601514400 

3.591 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.525 

1.12 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.04 

0.14 

0.014 

0.29 

0.52 







Non-command 

Gneisses(B.G.C) 

1.066 

1.12 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.05 

0.006 

0.12 

0.22 


Kachnariya 

0812000601516200 

10.633 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

10.633 

3.08 

0.010 

0.15 

0.02 

0.00 

0.00 

0.01 

0.44 

0.30 

0.52 

0.057 

0.40 

0.60 


Kacholiya 

0822000102591800 

13.300 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.262 

3.89 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.01 

0.01 


Kadha 

0821000102494400 

11.498 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

11.468 

2.89 

0.020 

0.09 

0.01 

0.00 

0.00 

0.01 

0.73 

0.51 

0.31 

0.032 

0.38 

0.55 


Kairiya Bajurg 

0812000601513600 

6.835 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.835 

2.18 

0.010 

0.07 

0.01 

0.00 

0.00 

0.02 

0.19 

0.13 

0.23 

0.037 

0.40 

0.60 


Kairiya Khurd 

0812000601516300 

3.247 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.247 

3.30 

0.010 

0.03 

0.00 

0.00 

0.00 

0.01 

0.13 

0.09 

0.09 

0.017 

0.40 

0.57 


Kakrala 

0812000601521800 

4.971 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.062 

1.32 

0.010 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

-0.01 

0.00 

0.000 

0.01 

0.01 






Kalakh Sagar 

Command 

Gneisses(B.G.C) 

4.909 

1.32 

0.010 

0.05 

0.01 

0.00 

0.00 

0.01 

0.10 

0.07 

0.18 

0.026 

0.40 

0.54 


Kalanada 

0821000102496000 

8.840 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.840 

2.42 

0.015 

0.47 

0.07 

0.00 

0.00 

0.02 

0.70 

0.40 

1.85 

0.021 

0.39 

0.69 


Kalyanpura 

0821000102497200 

1.657 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.297 

3.08 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.08 

0.05 

0.13 

0.003 

0.31 

0.54 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.360 

3.08 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.08 

0.15 



0812000601522700 

3.814 

Fresh 

Chaparwara 

Command 

Gneisses(B.G.C) 

3.814 

2.02 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.12 

0.09 

0.18 

0.021 

0.41 

0.55 


Kanesar 

0822000302614600 

2.289 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.348 

1.68 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.03 

0.001 

0.08 

0.08 







Non-command 

Phyllite & Schist 

1.329 

1.68 

0.020 

0.02 

0.00 

0.00 

0.00 

0.04 

0.02 

0.02 

0.09 

0.005 

0.31 

0.31 


Kansya 

0812000701533300 

2.178 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.078 

1.77 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.02 

0.02 







Non-command 

Gneisses(B.G.C) 

0.195 

1.77 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.001 

0.04 

0.06 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.003 

1.77 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

1.903 

1.77 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.06 

0.18 

0.006 

0.40 

0.57 


Kanwarpura 

0812000701535500 

3.139 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

3.139 

1.55 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.09 

0.009 

0.47 

0.68 


Karanpura 

0822000302622900 

1.766 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.766 

0.68 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.15 

0.18 

0.14 

0.006 

0.49 

0.40 


Karwo Ka Bas 

0812000601520700 

6.903 

Fresh 

Kalakh Sagar 

Command 

Gneisses(B.G.C) 

0.033 

1.14 

0.010 

0.00 

0.00 

0.00 

0.00 

0.02 

-0.02 

-0.02 

0.00 

0.000 

0.00 

0.00 


Kathmana 

0822000202601400 

13.206 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.099 

2.05 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.18 

0.14 

0.24 

0.008 

0.11 

0.15 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.095 

2.05 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.04 

0.003 

0.04 

0.05 


Katsoora 

0821000102494800 

18.197 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

18.197 

3.45 

0.015 

0.43 

0.06 

0.00 

0.00 

0.14 

1.17 

0.67 

1.64 

0.044 

0.39 

0.69 


Kebaniya 

0821000102496400 

2.965 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.617 

2.91 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.06 

0.006 

0.34 

0.61 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.348 

2.91 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.05 

0.08 


Keriya 

0821000102496900 

5.336 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.160 

1.97 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 



0812000601517800 

3.957 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.841 

4.95 

0.010 

0.04 

0.00 

0.00 

0.00 

0.00 

0.18 

0.10 

0.13 

0.015 

0.30 

0.52 






Kalakh Sagar 

Command 

Gneisses(B.G.C) 

1.008 

4.95 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.05 

0.005 

0.11 

0.18 


Khandach 

0821000102495300 

13.542 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

13.542 

2.00 

0.020 

0.04 

0.00 

0.00 

0.00 

0.02 

0.56 

0.32 

0.09 

0.038 

0.39 

0.67 


Khandewat 

0822000302622100 

11.128 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.012 

1.41 

0.100 

0.00 

0.00 

0.00 

0.00 

0.03 

-0.03 

-0.03 

0.00 

0.000 

0.00 

0.00 


Khandooj 

0812000701535200 

2.666 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.048 

1.87 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.618 

1.87 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.12 

0.008 

0.47 

0.66 


Khatwar 

0812000601520800 

14.452 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.264 

0.97 

0.010 

0.00 

0.00 

0.00 

0.00 

0.02 

-0.02 

-0.01 

0.01 

0.001 

0.01 

0.01 






Kalakh Sagar 

Command 

Gneisses(B.G.C) 

0.994 

0.97 

0.010 

0.01 

0.00 

0.00 

0.00 

0.02 

0.00 

0.00 

0.04 

0.005 

0.03 

0.05 


Khera Hanumanji 

0812000701537000 

3.513 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.513 

1.26 

0.100 

0.02 

0.00 

0.00 

0.00 

0.01 

0.46 

0.32 

0.08 

0.010 

0.48 

0.68 


Khera Karmsotan 

0821000102491500 

6.053 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.951 

2.14 

0.020 

0.05 

0.01 

0.00 

0.00 

0.01 

0.28 

0.18 

0.16 

0.017 

0.39 

0.62 


Khera Kumbholao 

0822000102591600 

7.058 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.166 

3.81 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Kheri Charnan 

0812000601516500 

4.027 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.219 

1.92 

0.010 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

0.00 

0.01 

0.001 

0.02 

0.03 






Chaparwara 

Command 

Gneisses(B.G.C) 

3.808 

1.92 

0.010 

0.05 

0.01 

0.00 

0.00 

0.01 

0.10 

0.08 

0.19 

0.020 

0.38 

0.52 


Kheri Mohanpura 

0822000302618200 

1.805 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.103 

1.73 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.000 

0.03 

0.03 







Non-command 

Phyllite & Schist 

0.493 

1.73 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.002 

0.15 

0.12 


Kheri Suwa 

0812000601523500 

6.728 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.096 

1.63 

0.010 

0.00 

0.00 

0.00 

0.00 

0.05 

-0.05 

-0.03 

0.01 

0.001 

0.01 

0.01 






Chaparwara 

Command 

Gneisses(B.G.C) 

6.632 

1.63 

0.010 

0.07 

0.01 

0.00 

0.00 

0.05 

0.12 

0.09 

0.23 

0.036 

0.40 

0.54 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.14 

0.09 

(17.83) 

0.07 

0.00 

0.08 

0.04 

0.40 

0.01 

0.0100 

- 

- 

0.003 

0.013 

0.024 

0.099 

0.005 

0.094 

0.055 

58.27 

Safe 

Inayat Ganj 

0822000202602700 

0.14 

0.01 

8.78 

0.01 

0.00 

0.02 

0.02 

0.20 

0.00 

- 

- 

- 

0.005 

0.005 

0.007 

0.025 

0.001 

0.023 

0.006 

27.65 

Safe 

Indoli 

0821000102495000 

0.06 

0.09 

(30.99) 

0.08 

0.04 

0.11 

0.04 

0.43 

0.01 

0.0500 

- 

- 

0.025 

0.075 

0.086 

0.197 

0.010 

0.188 

0.261 

139.25 

Over Exploited 

Itakhoi 

0812000601515900 

0.05 

0.12 

(2.72) 

0.12 

- 

0.12 

0.04 

0.40 

- 

- 

- 

- 

- 

- 

- 

0.120 

0.006 

0.114 

0.037 

32.08 

Safe 



0.05 

0.00 

901.28 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.003 

283.32 

Over Exploited 

Jagannathapura 

0812000701534000 

0.04 

0.03 

171.22 

0.03 

- 

0.03 

0.04 

0.45 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.041 

0.002 

0.039 

0.099 

252.65 

Over Exploited 



0.06 

0.00 

637.36 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.015 

1,139.36 

Over Exploited 

Jagatpura 

0822000302616700 

0.20 

0.54 

136.24 

0.64 

0.02 

0.66 

0.06 

0.54 

0.06 

0.0300 

- 

- 

0.011 

0.041 

0.102 

0.762 

0.038 

0.724 

0.311 

42.99 

Safe 

Jagmohanpura 

0822000302617300 

0.20 

0.33 

120.23 

0.40 

0.03 

0.43 

0.05 

0.57 

- 

0.0200 

- 

- 

0.037 

0.057 

0.057 

0.491 

0.025 

0.466 

0.227 

48.74 

Safe 

Jaisinghpura @ Gadoora 

0812000701533700 

0.04 

0.02 

249.48 

0.02 

0.00 

0.02 

0.02 

0.21 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.034 

0.002 

0.033 

0.079 

243.44 

Over Exploited 



0.06 

0.07 

41.12 

0.08 

0.01 

0.09 

0.03 

0.32 

- 

0.0100 

- 

- 

0.011 

0.021 

0.021 

0.110 

0.006 

0.105 

0.126 

120.62 

Over Exploited 

Jewlyan Ka Bas 

0812000601518000 

0.05 

0.02 

364.55 

0.02 

- 

0.02 

0.02 

0.16 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.032 

0.002 

0.031 

0.066 

215.43 

Over Exploited 

Jharana 

0812000701536800 

0.18 

0.41 

29.30 

0.49 

0.03 

0.52 

0.03 

0.34 

- 

0.0100 

- 

- 

0.040 

0.050 

0.050 

0.569 

0.028 

0.541 

0.141 

26.09 

Safe 

Jhonpariya 

0812000701536700 

0.18 

0.00 

366.45 

0.00 

0.00 

0.00 

0.01 

0.06 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

0.000 

0.003 

0.012 

372.87 

Over Exploited 

Jhujharpura 

0822000302621700 

0.20 

0.18 

160.35 

0.21 

0.00 

0.22 

0.04 

0.53 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.229 

0.011 

0.217 

0.254 

117.01 

Over Exploited 

Jodhpura 

0822000302615900 

0.20 

0.43 

254.79 

0.52 

0.02 

0.54 

0.04 

0.37 

0.05 

0.0600 

- 

- 

- 

0.060 

0.112 

0.654 

0.033 

0.621 

0.595 

95.84 

Critical 



0.20 

0.07 

582.76 

0.08 

- 

0.08 

0.02 

0.15 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.103 

0.005 

0.098 

0.135 

138.25 

Over Exploited 

Jugal Kishorpura 

0812000701538100 

0.18 

0.15 

(31.70) 

0.12 

0.00 

0.12 

0.05 

0.53 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.127 

0.006 

0.120 

0.037 

30.81 

Safe 

Jugalipura 

0821000102497700 

0.06 

0.08 

(24.48) 

0.06 

0.01 

0.07 

0.04 

0.44 

- 

0.0100 

- 

- 

0.014 

0.024 

0.024 

0.095 

0.005 

0.090 

0.068 

74.82 

Semi Critical 

Jugalpura Khurd 

0822000302621900 

0.20 

0.25 

(6.38) 

0.23 

0.02 

0.25 

0.05 

0.59 

- 

0.0200 

- 

- 

0.015 

0.035 

0.035 

0.286 

0.014 

0.271 

0.181 

66.73 

Safe 

Kachariya 

0821000102493100 

0.07 

0.07 

79.15 

0.08 

0.02 

0.10 

0.04 

0.40 

- 

0.0200 

- 

- 

0.011 

0.031 

0.031 

0.132 

0.007 

0.125 

0.209 

166.79 

Over Exploited 


0822000302613700 

0.20 

0.01 

1,243.18 

0.01 

0.00 

0.01 

0.01 

0.07 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.023 

0.001 

0.022 

0.066 

305.89 

Over Exploited 



0.12 

0.00 

(15,521.17) 

0.00 

0.01 

0.01 

0.00 

0.01 

- 

- 

- 

- 

0.022 

0.022 

0.022 

0.036 

0.002 

0.035 

0.007 

20.85 

Safe 

Kachnar 

0812000601514400 

0.06 

0.04 

(9.54) 

0.04 

0.01 

0.05 

0.04 

0.33 

0.01 

0.0200 

- 

- 

0.002 

0.022 

0.028 

0.079 

0.004 

0.075 

0.158 

209.11 

Over Exploited 



0.05 

0.01 

75.04 

0.01 

0.00 

0.01 

0.01 

0.14 

0.00 

0.0100 

- 

- 

0.002 

0.012 

0.013 

0.022 

0.001 

0.021 

0.053 

246.84 

Over Exploited 

Kachnariya 

0812000601516200 

0.05 

0.21 

39.29 

0.26 

0.03 

0.29 

0.04 

0.44 

- 

0.1000 

- 

- 

0.020 

0.120 

0.120 

0.409 

0.020 

0.388 

0.573 

147.68 

Over Exploited 

Kacholiya 

0822000102591800 

0.12 

0.00 

5,457.51 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

3,408.63 

Over Exploited 

Kadha 

0821000102494400 

0.07 

0.33 

54.54 

0.39 

0.02 

0.42 

0.04 

0.42 

- 

0.0300 

- 

- 

0.022 

0.052 

0.052 

0.470 

0.024 

0.447 

0.343 

76.77 

Semi Critical 

Kairiya Bajurg 

0812000601513600 

0.05 

0.14 

(9.00) 

0.13 

0.03 

0.16 

0.04 

0.45 

- 

0.0300 

- 

- 

0.033 

0.063 

0.063 

0.220 

0.011 

0.209 

0.265 

126.77 

Over Exploited 

Kairiya Khurd 

0812000601516300 

0.05 

0.07 

39.46 

0.08 

0.01 

0.09 

0.04 

0.45 

- 

0.0200 

- 

- 

0.011 

0.031 

0.031 

0.117 

0.006 

0.112 

0.107 

96.30 

Critical 

Kakrala 

0812000601521800 

0.05 

0.00 

(40,125.12) 

0.00 

0.01 

0.01 

0.00 

0.01 

- 

- 

- 

- 

0.014 

0.014 

0.014 

0.023 

0.001 

0.022 

0.000 

1.52 

Safe 



0.05 

0.10 

(27.76) 

0.08 

0.02 

0.10 

0.04 

0.44 

- 

0.0200 

- 

- 

0.014 

0.034 

0.034 

0.132 

0.007 

0.125 

0.206 

165.10 

Over Exploited 

Kalanada 

0821000102496000 

0.06 

0.22 

83.71 

0.26 

0.09 

0.35 

0.04 

0.43 

0.02 

0.3500 

- 

- 

0.031 

0.381 

0.406 

0.757 

0.038 

0.719 

1.869 

259.98 

Over Exploited 

Kalyanpura 

0821000102497200 

0.06 

0.02 

81.63 

0.03 

0.01 

0.04 

0.03 

0.34 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.063 

0.003 

0.060 

0.135 

226.91 

Over Exploited 



0.06 

0.00 

412.28 

0.00 

- 

0.00 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.015 

649.37 

Over Exploited 


0812000601522700 

0.05 

0.08 

9.98 

0.09 

0.01 

0.10 

0.04 

0.45 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.130 

0.006 

0.123 

0.201 

162.69 

Over Exploited 

Kanesar 

0822000302614600 

0.20 

0.01 

1,030.42 

0.01 

0.00 

0.01 

0.01 

0.09 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.018 

0.001 

0.017 

0.033 

191.20 

Over Exploited 



0.12 

0.05 

(53.97) 

0.04 

0.04 

0.08 

0.03 

0.34 

- 

0.0100 

- 

- 

0.063 

0.073 

0.073 

0.154 

0.008 

0.146 

0.091 

62.08 

Safe 

Kansya 

0812000701533300 

0.04 

0.00 

2,825.58 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.017 

29,473.37 

Over Exploited 



0.06 

0.00 

2,127.10 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.037 

6,615.17 

Over Exploited 



0.04 

0.00 

142,583.82 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.05 

39.60 

0.06 

0.01 

0.07 

0.04 

0.45 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.085 

0.004 

0.081 

0.190 

234.00 

Over Exploited 

Kanwarpura 

0812000701535500 

0.04 

0.06 

6.67 

0.06 

0.00 

0.07 

0.05 

0.53 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.080 

0.004 

0.076 

0.095 

125.61 

Over Exploited 

Karanpura 

0822000302622900 

0.20 

0.17 

5.56 

0.18 

0.01 

0.20 

0.05 

0.55 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.219 

0.011 

0.208 

0.146 

70.17 

Semi Critical 

Karwo Ka Bas 

0812000601520700 

0.05 

0.00 

(448,392.35) 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

- 

- 

- 

0.037 

0.037 

0.037 

0.062 

0.003 

0.058 

0.000 

0.30 

Safe 

Kathmana 

0822000202601400 

0.14 

0.05 

177.90 

0.06 

0.01 

0.07 

0.01 

0.13 

0.01 

0.0400 

- 

- 

- 

0.040 

0.046 

0.115 

0.006 

0.110 

0.246 

224.84 

Over Exploited 



0.14 

0.01 

589.47 

0.01 

- 

0.01 

0.00 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.018 

0.001 

0.017 

0.041 

237.57 

Over Exploited 

Katsoora 

0821000102494800 

0.06 

0.45 

49.10 

0.54 

0.20 

0.74 

0.04 

0.43 

0.05 

0.1800 

- 

- 

0.215 

0.395 

0.445 

1.184 

0.059 

1.125 

1.688 

150.04 

Over Exploited 

Kebaniya 

0821000102496400 

0.06 

0.06 

34.02 

0.07 

- 

0.07 

0.04 

0.38 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.084 

0.004 

0.080 

0.066 

82.69 

Semi Critical 



0.06 

0.00 

796.92 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.006 

487.87 

Over Exploited 

Keriya 

0821000102496900 

0.06 

0.00 

2,090.81 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

24.20 

Safe 


0812000601517800 

0.05 

0.04 

145.42 

0.05 

0.00 

0.05 

0.04 

0.34 

0.01 

0.0100 

- 

- 

0.001 

0.011 

0.016 

0.068 

0.003 

0.064 

0.147 

229.52 

Over Exploited 



0.05 

0.01 

542.23 

0.01 

0.00 

0.01 

0.01 

0.12 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.018 

0.001 

0.017 

0.053 

305.37 

Over Exploited 

Khandach 

0821000102495300 

0.07 

0.40 

(18.17) 

0.32 

0.02 

0.35 

0.04 

0.43 

0.04 

0.0100 

- 

- 

0.037 

0.047 

0.091 

0.440 

0.022 

0.418 

0.130 

31.01 

Safe 

Khandewat 

0822000302622100 

0.20 

0.00 

########## 

0.00 

0.03 

0.03 

0.00 

0.00 

- 

- 

- 

- 

0.041 

0.041 

0.041 

0.069 

0.003 

0.065 

0.000 

0.07 

Safe 

Khandooj 

0812000701535200 

0.04 

0.00 

5,443.20 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

43,975.20 

Over Exploited 



0.04 

0.05 

49.12 

0.06 

- 

0.06 

0.05 

0.52 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.069 

0.003 

0.065 

0.123 

188.03 

Over Exploited 

Khatwar 

0812000601520800 

0.05 

0.00 

(9,490.50) 

0.00 

0.02 

0.02 

0.00 

0.01 

0.00 

- 

- 

- 

0.026 

0.026 

0.026 

0.044 

0.002 

0.042 

0.013 

32.14 

Safe 



0.05 

0.00 

(5.18) 

0.00 

0.02 

0.02 

0.00 

0.03 

0.00 

- 

- 

- 

0.026 

0.026 

0.026 

0.045 

0.002 

0.043 

0.041 

95.81 

Critical 

Khera Hanumanji 

0812000701537000 

0.18 

0.30 

7.15 

0.32 

0.01 

0.33 

0.05 

0.53 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.346 

0.017 

0.329 

0.086 

26.25 

Safe 

Khera Karmsotan 

0821000102491500 

0.07 

0.17 

2.38 

0.18 

0.02 

0.20 

0.04 

0.43 

- 

0.0200 

- 

- 

0.017 

0.037 

0.037 

0.237 

0.012 

0.225 

0.177 

78.34 

Semi Critical 

Khera Kumbholao 

0822000102591600 

0.12 

0.00 

3,733.92 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kheri Charnan 

0812000601516500 

0.05 

0.00 

(1,970.57) 

0.00 

0.01 

0.01 

0.00 

0.02 

- 

- 

- 

- 

0.015 

0.015 

0.015 

0.026 

0.001 

0.025 

0.013 

53.62 

Safe 



0.05 

0.07 

4.21 

0.08 

0.02 

0.10 

0.04 

0.42 

- 

0.0400 

- 

- 

0.015 

0.055 

0.055 

0.152 

0.008 

0.144 

0.212 

147.47 

Over Exploited 

Kheri Mohanpura 

0822000302618200 

0.20 

0.00 

3,223.79 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.12 

0.01 

130.72 

0.01 

0.00 

0.01 

0.01 

0.16 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

0.001 

0.011 

0.016 

147.78 

Over Exploited 

Kheri Suwa 

0812000601523500 

0.05 

0.00 

(124,699.99) 

0.00 

0.05 

0.05 

0.00 

0.01 

- 

- 

- 

- 

0.073 

0.073 

0.073 

0.121 

0.006 

0.115 

0.007 

5.66 

Safe 



0.05 

0.13 

(33.56) 

0.11 

0.06 

0.16 

0.04 

0.44 

- 

0.0300 

- 

- 

0.073 

0.103 

0.103 

0.267 

0.013 

0.254 

0.266 

104.65 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Khonda 

082100020250210C 

6.276 

Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.088 

0.72 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 


Khuriyal 

0812000601517100 

16.755 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.561 

0.97 

0.010 

0.02 

0.00 

0.00 

0.00 

0.17 

-0.13 

-0.10 

0.07 

0.008 

0.04 

0.05 






Kalakh Sagar 

Command 

Gneisses(B.G.C) 

0.611 

0.97 

0.010 

0.01 

0.00 

0.00 

0.00 

0.17 

-0.15 

-0.11 

0.02 

0.003 

0.01 

0.02 


Kirawal 

0822000102590200 

9.100 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.285 

1.99 

0.018 

0.18 

0.03 

0.00 

0.00 

0.00 

0.40 

0.29 

0.70 

0.017 

0.37 

0.52 






Chaparwara 

Command 

Phyllite & Schist 

0.012 

1.99 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.795 

1.99 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.07 

0.004 

0.09 

0.13 






Chaparwara 

Command 

Phyllite & Schist 

0.008 

1.99 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kishangarh (M) 

0821000142101000 

79.253 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.727 

2.14 

0.020 

0.16 

0.00 

0.00 

0.00 

0.00 

0.32 

0.24 

0.00 

0.492 

0.02 

0.02 







Non-command 

Gneisses(B.G.C) 

45.157 

2.14 

0.020 

1.96 

0.00 

0.00 

0.00 

0.00 

3.89 

2.95 

0.00 

5.966 

0.20 

0.26 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.275 

2.14 

0.020 

0.19 

0.00 

0.00 

0.00 

0.00 

0.37 

0.28 

0.00 

0.565 

0.02 

0.02 


Kishangarh (Rural) 

0821000102493500 

5.169 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.299 

1.99 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.12 

0.001 

0.02 

0.03 


Kishanpura 

0812000601524800 

4.146 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.028 

2.27 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Kalakh Sagar 

Command 

Gneisses(B.G.C) 

3.875 

2.27 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.05 

0.021 

0.40 

0.58 


Kishorpura 

0812000701534400 

4.650 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.650 

1.59 

0.015 

0.07 

0.01 

0.00 

0.00 

0.01 

0.16 

0.12 

0.28 

0.014 

0.48 

0.67 


Kudli 

0812000701533100 

12.137 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.860 

1.26 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.10 

0.011 

0.14 

0.20 







Non-command 

Gneisses(B.G.C) 

0.266 

1.26 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.001 

0.01 

0.01 






Chaparwara 

Command 

Phyllite & Schist 

6.628 

1.26 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.16 

0.12 

0.18 

0.019 

0.25 

0.34 







Command 

Gneisses(B.G.C) 

0.939 

1.26 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.003 

0.04 

0.05 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.220 

1.26 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 






Chaparwara 

Command 

Phyllite & Schist 

0.042 

1.26 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Gneisses(B.G.C) 

0.182 

1.26 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Kumhariya 

0822000102588700 

5.813 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.813 

3.13 

0.018 

0.04 

0.01 

0.00 

0.00 

0.03 

0.32 

0.23 

0.15 

0.014 

0.42 

0.57 


Kurad 

0822000102589400 

14.771 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

10.549 

3.84 

0.018 

0.05 

0.01 

0.00 

0.00 

0.00 

0.75 

0.60 

0.18 

0.025 

0.30 

0.37 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.223 

3.84 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.30 

0.24 

0.05 

0.010 

0.12 

0.15 


Kurthal 

0822000102591000 

8.633 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.345 

3.01 

0.018 

0.14 

0.02 

0.00 

0.00 

0.03 

0.53 

0.38 

0.53 

0.020 

0.47 

0.65 


Lakhawas 

0812000701534900 

5.294 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.281 

1.27 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.15 

0.11 

0.20 

0.015 

0.48 

0.67 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.013 

1.27 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Lamba 

0821000102497000 

30.520 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

29.599 

1.17 

0.015 

0.37 

0.05 

0.00 

0.00 

0.00 

0.84 

0.49 

1.39 

0.071 

0.38 

0.66 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.711 

1.17 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.01 

0.02 


Laporiya 

0812000601515600 

12.098 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

12.098 

2.48 

0.010 

0.10 

0.01 

0.00 

0.00 

0.02 

0.37 

0.26 

0.32 

0.065 

0.40 

0.56 


Lari 

0822000102589200 

6.068 

Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.813 

3.37 

0.018 

0.02 

0.00 

0.00 

0.00 

0.01 

0.24 

0.20 

0.05 

0.009 

0.25 

0.30 


Lasariya 

0812000701531900 

16.752 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

14.149 

2.20 

0.015 

0.07 

0.01 

0.00 

0.00 

0.05 

0.48 

0.34 

0.24 

0.041 

0.40 

0.57 







Non-command 

Gneisses(B.G.C) 

2.603 

2.20 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.04 

0.008 

0.07 

0.11 


Lodhera 

0822000302616800 

5.186 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.186 

1.11 

0.100 

0.09 

0.01 

0.00 

0.00 

0.00 

0.65 

0.79 

0.34 

0.018 

0.50 

0.42 


Lordi 

0812000601523800 

15.548 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.204 

1.79 

0.010 

0.05 

0.01 

0.00 

0.00 

0.03 

0.09 

0.06 

0.17 

0.023 

0.11 

0.16 






Chaparwara 

Command 

Gneisses(B.G.C) 

11.344 

1.79 

0.010 

0.14 

0.02 

0.00 

0.00 

0.03 

0.30 

0.21 

0.46 

0.061 

0.30 

0.42 


Madanpura 

0812000701535400 

5.052 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

5.052 

1.81 

0.015 

0.02 

0.00 

0.00 

0.00 

0.02 

0.14 

0.10 

0.08 

0.015 

0.47 

0.68 


Madhogarh 

0822000102588900 

9.040 

Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

9.040 

3.78 

0.018 

0.04 

0.00 

0.00 

0.00 

0.01 

0.63 

0.43 

0.13 

0.022 

0.40 

0.60 


Madhonagar 

0822000102589700 

3.073 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.061 

2.71 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.12 

0.05 

0.007 

0.46 

0.61 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.012 

2.71 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Madhopura 

0812000601513200 

8.648 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.943 

2.11 

0.010 

0.01 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.02 

0.005 

0.04 

0.07 


Madhorajpura 

0812000701536900 

18.620 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.607 

1.11 

0.100 

0.10 

0.01 

0.00 

0.00 

0.02 

1.03 

0.73 

0.37 

0.025 

0.22 

0.31 







Non-command 

Gneisses(B.G.C) 

1.745 

1.11 

0.015 

0.01 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.05 

0.005 

0.04 

0.06 


Maharajpura @ Nainasya 

0812000701533600 

3.628 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.512 

1.99 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.07 

0.10 







Non-command 

Gneisses(B.G.C) 

3.115 

1.99 

0.015 

0.02 

0.00 

0.00 

0.00 

0.02 

0.09 

0.06 

0.07 

0.009 

0.41 

0.58 


Mahasinghpura @ Majookra 

0822000302614500 

2.997 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.784 

1.72 

0.020 

0.01 

0.00 

0.00 

0.00 

0.02 

0.09 

0.08 

0.04 

0.010 

0.49 

0.52 


Mahatgaon 

0812000601513300 

7.187 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.746 

2.21 

0.010 

0.06 

0.01 

0.00 

0.00 

0.04 

0.16 

0.10 

0.18 

0.036 

0.37 

0.59 


Maheshpura 

0812000601521300 

2.464 

Fresh 

Kalakh Sagar 

Command 

Gneisses(B.G.C) 

2.464 

1.71 

0.010 

0.03 

0.00 

0.00 

0.00 

0.01 

0.06 

0.04 

0.11 

0.013 

0.41 

0.60 


Maheshwas 

0812000501510100 

13.605 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.629 

3.27 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.12 

0.02 

0.003 

0.02 

0.04 







Non-command 

Gneisses(B.G.C) 

0.345 

3.27 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.01 

0.02 


Mala 

0821000102495500 

13.626 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

13.626 

2.41 

0.015 

0.04 

0.00 

0.00 

0.00 

0.02 

0.51 

0.30 

0.11 

0.033 

0.39 

0.66 


Malikpur 

0822000102589800 

11.777 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.881 

3.14 

0.018 

0.06 

0.01 

0.00 

0.00 

0.00 

0.48 

0.35 

0.20 

0.019 

0.32 

0.43 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.896 

3.14 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.23 

0.17 

0.07 

0.009 

0.16 

0.21 


Mandap 

0812000701537500 

4.370 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.368 

1.82 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.17 

0.14 

0.21 

0.013 

0.48 

0.60 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.001 

1.82 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mandawara 

0812000701532800 

10.775 

Fresh 

Chaparwara 

Command 

Phyllite & Schist 

2.449 

1.31 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.06 

0.15 

0.007 

0.10 

0.14 







Command 

Gneisses(B.G.C) 

7.546 

1.31 

0.015 

0.10 

0.01 

0.00 

0.00 

0.00 

0.24 

0.17 

0.39 

0.022 

0.30 

0.42 





Saline 

Chaparwara 

Command 

Gneisses(B.G.C) 

0.780 

1.31 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.002 

0.03 

0.04 


Mandawari 

0812000701532400 

13.256 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.657 

1.77 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.03 

0.002 

0.02 

0.03 







Non-command 

Gneisses(B.G.C) 

2.488 

1.77 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.09 

0.07 

0.10 

0.007 

0.08 

0.11 






Chaparwara 

Command 

Phyllite & Schist 

4.825 

1.77 

0.015 

0.06 

0.01 

0.00 

0.00 

0.01 

0.17 

0.12 

0.23 

0.014 

0.15 

0.21 







Command 

Gneisses(B.G.C) 

5.286 

1.77 

0.015 

0.06 

0.01 

0.00 

0.00 

0.01 

0.18 

0.13 

0.22 

0.015 

0.17 

0.23 


Mandawariya 

0821000102490900 

6.327 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.626 

2.25 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.12 

0.04 

0.010 

0.21 

0.29 



0821000102496800 

6.198 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.594 

2.10 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.05 

0.001 

0.04 

0.06 


Mandi 

0812000701535800 

8.679 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.839 

1.43 

0.100 

0.08 

0.01 

0.00 

0.00 

0.00 

1.05 

0.74 

0.30 

0.020 

0.37 

0.53 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.354 

1.43 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.14 

0.04 

0.004 

0.07 

0.11 







Non-command 

Phyllite & Schist 

0.486 

1.43 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.03 

0.04 


Mangalwara 

0812000601522100 

14.372 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.406 

0.69 

0.010 

0.07 

0.01 

0.00 

0.00 

0.02 

0.09 

0.07 

0.22 

0.040 

0.21 

0.28 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Khonda 

0821000202502100 

0.10 

0.00 

123,617.33 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Khuriyal 

0812000601517100 

0.05 

0.00 

(3,507.73) 

0.00 

0.17 

0.17 

0.00 

0.04 

- 

0.0100 

- 

- 

0.255 

0.265 

0.265 

0.437 

0.022 

0.415 

0.074 

17.91 

Safe 



0.05 

0.00 

(25,491.55) 

0.00 

0.17 

0.17 

0.00 

0.02 

- 

- 

- 

- 

0.255 

0.255 

0.255 

0.425 

0.021 

0.404 

0.027 

6.76 

Safe 

Kirawal 

0822000102590200 

0.13 

0.35 

(17.47) 

0.29 

0.03 

0.32 

0.04 

0.41 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.401 

0.020 

0.381 

0.713 

187.42 

Over Exploited 



0.13 

0.00 

31,975.20 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.13 

0.02 

178.11 

0.03 

- 

0.03 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.036 

0.002 

0.034 

0.071 

210.39 

Over Exploited 



0.13 

0.00 

52,683.14 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kishangarh (M) 

0821000142101000 

0.07 

0.00 

5,900.07 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.492 

10,721.93 

Over Exploited 



0.07 

0.67 

########## 

0.80 

- 

0.80 

0.02 

0.22 

- 

- 

- 

- 

- 

- 

- 

0.799 

0.040 

0.759 

5.966 

786.41 

Over Exploited 



0.06 

0.00 

5,709.22 

0.01 

- 

0.01 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.005 

0.565 

10,374.51 

Over Exploited 

Kishangarh (Rural) 

0821000102493500 

0.07 

0.00 

8,146.46 

0.00 

- 

0.00 

0.00 

0.02 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.010 

0.001 

0.010 

0.118 

1,185.81 

Over Exploited 

Kishanpura 

0812000601524800 

0.05 

0.00 

(9,879.33) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

5.33 

Safe 



0.05 

0.08 

(4.95) 

0.07 

0.00 

0.07 

0.04 

0.44 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.086 

0.004 

0.082 

0.069 

83.79 

Semi Critical 

Kishorpura 

0812000701534400 

0.04 

0.09 

32.20 

0.11 

0.02 

0.12 

0.05 

0.53 

- 

0.0300 

- 

- 

0.010 

0.040 

0.040 

0.164 

0.008 

0.155 

0.291 

187.03 

Over Exploited 

Kudli 

0812000701533100 

0.04 

0.02 

231.03 

0.03 

- 

0.03 

0.02 

0.16 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.037 

0.002 

0.035 

0.112 

321.89 

Over Exploited 



0.06 

0.00 

2,172.79 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

4,306.83 

Over Exploited 



0.04 

0.07 

80.39 

0.08 

0.01 

0.09 

0.03 

0.27 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.109 

0.005 

0.103 

0.198 

191.98 

Over Exploited 



0.06 

0.00 

906.89 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.025 

1,098.24 

Over Exploited 



0.06 

0.00 

2,577.60 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

3,759.97 

Over Exploited 



0.04 

0.00 

22,882.38 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

3,140.95 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

5,367.45 

Over Exploited 

Kumhariya 

0822000102588700 

0.12 

0.29 

(19.40) 

0.23 

0.04 

0.28 

0.04 

0.46 

- 

0.0300 

- 

- 

0.046 

0.076 

0.076 

0.351 

0.018 

0.334 

0.168 

50.30 

Safe 

Kurad 

0822000102589400 

0.12 

0.38 

58.81 

0.45 

0.01 

0.46 

0.03 

0.32 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.492 

0.025 

0.467 

0.207 

44.37 

Safe 



0.12 

0.06 

302.02 

0.07 

- 

0.07 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.082 

0.004 

0.078 

0.058 

74.25 

Semi Critical 

Kurthal 

0822000102591000 

0.13 

0.51 

(25.38) 

0.41 

0.05 

0.46 

0.05 

0.52 

- 

0.1000 

- 

- 

0.049 

0.149 

0.149 

0.609 

0.030 

0.579 

0.548 

94.67 

Critical 

Lakhawas 

0812000701534900 

0.04 

0.10 

6.52 

0.11 

0.01 

0.12 

0.05 

0.53 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.137 

0.007 

0.130 

0.217 

167.18 

Over Exploited 



0.04 

0.00 

31,797.38 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Lamba 

0821000102497000 

0.06 

0.70 

(31.13) 

0.56 

0.05 

0.61 

0.04 

0.42 

0.08 

0.1600 

- 

- 

- 

0.160 

0.239 

0.852 

0.043 

0.810 

1.465 

180.89 

Over Exploited 



0.06 

0.00 

1,752.87 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.016 

3,242.71 

Over Exploited 

Laporiya 

0812000601515600 

0.05 

0.24 

7.90 

0.26 

0.03 

0.30 

0.04 

0.45 

- 

0.0600 

- 

- 

0.037 

0.097 

0.097 

0.396 

0.020 

0.376 

0.389 

103.42 

Over Exploited 

Lari 

0822000102589200 

0.12 

0.12 

74.55 

0.14 

0.01 

0.15 

0.02 

0.28 

- 

0.0100 

- 

- 

0.012 

0.022 

0.022 

0.170 

0.009 

0.162 

0.057 

35.37 

Safe 

Lasariya 

0812000701531900 

0.04 

0.23 

48.82 

0.27 

0.06 

0.33 

0.04 

0.44 

- 

0.0300 

- 

- 

0.069 

0.100 

0.100 

0.428 

0.021 

0.406 

0.282 

69.49 

Safe 



0.06 

0.01 

459.06 

0.01 

0.00 

0.02 

0.01 

0.08 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.024 

0.001 

0.023 

0.051 

219.31 

Over Exploited 

Lodhera 

0822000302616800 

0.20 

0.52 

50.26 

0.63 

0.01 

0.64 

0.05 

0.56 

- 

0.0400 

- 

- 

0.005 

0.045 

0.045 

0.686 

0.034 

0.652 

0.353 

54.20 

Safe 

Lordi 

0812000601523800 

0.05 

0.02 

166.52 

0.03 

0.04 

0.07 

0.01 

0.12 

- 

0.0200 

- 

- 

0.043 

0.063 

0.063 

0.130 

0.006 

0.123 

0.191 

154.77 

Over Exploited 



0.05 

0.17 

24.20 

0.21 

0.05 

0.26 

0.03 

0.34 

- 

0.0500 

- 

- 

0.043 

0.093 

0.093 

0.348 

0.017 

0.331 

0.525 

158.66 

Over Exploited 

Madanpura 

0812000701535400 

0.04 

0.10 

1.75 

0.10 

0.02 

0.12 

0.05 

0.53 

- 

0.0100 

- 

- 

0.027 

0.037 

0.037 

0.152 

0.008 

0.144 

0.094 

64.96 

Safe 

Madhogarh 

0822000102588900 

0.12 

0.44 

(2.34) 

0.43 

0.01 

0.43 

0.04 

0.44 

- 

0.0200 

- 

- 

0.010 

0.030 

0.030 

0.461 

0.023 

0.438 

0.154 

35.05 

Safe 

Madhonagar 

0822000102589700 

0.12 

0.17 

(30.83) 

0.13 

- 

0.13 

0.04 

0.50 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.145 

0.007 

0.138 

0.055 

40.24 

Safe 



0.12 

0.00 

20,324.45 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Madhopura 

0812000601513200 

0.05 

0.00 

195.48 

0.00 

0.02 

0.02 

0.00 

0.05 

- 

- 

- 

- 

0.031 

0.031 

0.031 

0.054 

0.003 

0.051 

0.029 

56.88 

Safe 

Madhorajpura 

0812000701536900 

0.18 

0.34 

113.11 

0.41 

0.03 

0.43 

0.02 

0.24 

- 

0.0400 

- 

- 

0.023 

0.063 

0.063 

0.497 

0.025 

0.472 

0.392 

83.06 

Semi Critical 



0.06 

0.00 

143.95 

0.01 

0.02 

0.03 

0.00 

0.05 

- 

0.0100 

- 

- 

0.034 

0.044 

0.044 

0.073 

0.004 

0.069 

0.055 

79.52 

Semi Critical 

Maharajpura @ Nainasya 

0812000701533600 

0.04 

0.00 

679.95 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.012 

799.06 

Over Exploited 



0.06 

0.08 

(17.75) 

0.06 

0.02 

0.09 

0.04 

0.45 

- 

0.0100 

- 

- 

0.036 

0.046 

0.046 

0.133 

0.007 

0.126 

0.077 

61.13 

Safe 

Mahasinghpura @ Majookra 

0822000302614500 

0.12 

0.16 

(49.75) 

0.13 

0.02 

0.15 

0.05 

0.54 

- 

- 

- 

- 

0.028 

0.028 

0.028 

0.177 

0.009 

0.168 

0.046 

27.25 

Safe 

Mahatgaon 

0812000601513300 

0.05 

0.13 

(21.38) 

0.10 

0.05 

0.15 

0.04 

0.42 

- 

0.0200 

- 

- 

0.066 

0.086 

0.086 

0.241 

0.012 

0.229 

0.216 

94.60 

Critical 

Maheshpura 

0812000601521300 

0.05 

0.05 

(13.23) 

0.04 

0.01 

0.05 

0.04 

0.45 

- 

0.0100 

- 

- 

0.012 

0.022 

0.022 

0.073 

0.004 

0.070 

0.121 

173.67 

Over Exploited 

Maheshwas 

0812000501510100 

0.12 

0.00 

609,364.18 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.027 

1,537.33 

Over Exploited 



0.05 

0.00 

3,292.16 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.014 

6,055.30 

Over Exploited 

Mala 

0821000102495500 

0.06 

0.34 

(9.83) 

0.30 

0.02 

0.33 

0.04 

0.44 

- 

0.0100 

- 

- 

0.034 

0.044 

0.044 

0.371 

0.019 

0.353 

0.141 

39.88 

Safe 

Malikpur 

0822000102589800 

0.12 

0.30 

18.60 

0.35 

0.01 

0.36 

0.03 

0.35 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.403 

0.020 

0.383 

0.221 

57.64 

Safe 



0.12 

0.07 

135.21 

0.09 

- 

0.09 

0.02 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.097 

0.005 

0.093 

0.075 

81.42 

Semi Critical 

Mandap 

0812000701537500 

0.04 

0.08 

61.90 

0.10 

0.01 

0.11 

0.06 

0.54 

0.01 

0.0200 

- 

- 

0.002 

0.022 

0.031 

0.144 

0.007 

0.137 

0.223 

162.58 

Over Exploited 



0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mandawara 

0812000701532800 

0.04 

0.01 

487.49 

0.01 

0.01 

0.02 

0.01 

0.11 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.042 

0.002 

0.039 

0.158 

400.97 

Over Exploited 



0.06 

0.14 

25.79 

0.16 

0.01 

0.17 

0.03 

0.33 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.214 

0.011 

0.203 

0.411 

202.20 

Over Exploited 



0.06 

0.00 

1,153.63 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.024 

1,458.95 

Over Exploited 

Mandawari 

0812000701532400 

0.04 

0.00 

2,566.82 

0.00 

0.01 

0.01 

0.00 

0.02 

- 

- 

- 

- 

0.011 

0.011 

0.011 

0.019 

0.001 

0.018 

0.036 

195.71 

Over Exploited 



0.06 

0.01 

464.63 

0.01 

0.01 

0.02 

0.01 

0.09 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.037 

0.002 

0.036 

0.108 

304.81 

Over Exploited 



0.04 

0.03 

323.99 

0.04 

0.02 

0.05 

0.02 

0.17 

- 

0.0300 

- 

- 

0.011 

0.041 

0.041 

0.094 

0.005 

0.089 

0.241 

270.43 

Over Exploited 



0.06 

0.05 

155.16 

0.06 

0.02 

0.08 

0.02 

0.18 

- 

0.0200 

- 

- 

0.008 

0.028 

0.028 

0.107 

0.005 

0.101 

0.231 

228.31 

Over Exploited 

Mandawariya 

0821000102490900 

0.07 

0.06 

138,291.15 

0.07 

- 

0.07 

0.02 

0.23 

- 

- 

- 

- 

- 

- 

- 

0.067 

0.003 

0.064 

0.052 

81.23 

Semi Critical 


0821000102496800 

0.06 

0.00 

1,176.86 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.013 

0.001 

0.012 

0.049 

410.31 

Over Exploited 

Mandi 

0812000701535800 

0.18 

0.46 

59.64 

0.55 

0.01 

0.56 

0.04 

0.42 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.593 

0.030 

0.563 

0.322 

57.19 

Safe 



0.15 

0.02 

849.80 

0.02 

- 

0.02 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.018 

0.001 

0.017 

0.040 

233.12 

Over Exploited 



0.04 

0.00 

1,311.96 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.008 

1,428.66 

Over Exploited 

Mangalwara 

0812000601522100 

0.05 

0.08 

(11.56) 

0.07 

0.03 

0.10 

0.02 

0.23 

- 

0.0400 

- 

- 

0.030 

0.070 

0.070 

0.168 

0.008 

0.159 

0.256 

160.41 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 






Chaparwara 

Command 

Gneisses(B.G.C) 

4.794 

0.69 

0.010 

0.04 

0.01 

0.00 

0.00 

0.02 

0.04 

0.03 

0.14 

0.026 

0.13 

0.18 


Manoharpura 

0822000302616100 

5.350 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.121 

1.75 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.39 

0.52 

0.09 

0.007 

0.19 

0.14 


Manpura 

0812000601521200 

3.893 

Fresh 

Kalakh Sagar 

Command 

Gneisses(B.G.C) 

3.893 

2.00 

0.010 

0.04 

0.01 

0.00 

0.00 

0.02 

0.09 

0.06 

0.15 

0.021 

0.41 

0.59 


Mauzamabad 

0812000601521700 

53.126 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

10.422 

1.83 

0.010 

0.16 

0.02 

0.00 

0.00 

0.25 

0.08 

0.06 

0.55 

0.056 

0.08 

0.11 






Chaparwara 

Command 

Gneisses(B.G.C) 

3.133 

1.83 

0.010 

0.05 

0.01 

0.00 

0.00 

0.25 

-0.15 

-0.11 

0.16 

0.017 

0.02 

0.03 






Kalakh Sagar 

Command 

Gneisses(B.G.C) 

39.571 

1.83 

0.010 

0.59 

0.08 

0.00 

0.00 

0.25 

0.99 

0.71 

2.08 

0.213 

0.31 

0.43 


Meerapura 

0812000601523600 

5.330 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.643 

1.92 

0.010 

0.02 

0.00 

0.00 

0.00 

0.01 

0.04 

0.03 

0.09 

0.009 

0.13 

0.17 






Chaparwara 

Command 

Gneisses(B.G.C) 

3.686 

1.92 

0.010 

0.05 

0.01 

0.00 

0.00 

0.01 

0.10 

0.07 

0.18 

0.020 

0.28 

0.38 


Mendwas 

0812000701533400 

15.166 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.025 

2.00 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.817 

2.00 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.02 

0.005 

0.06 

0.08 







Non-command 

Gneisses(B.G.C) 

13.324 

2.00 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.44 

0.31 

0.17 

0.039 

0.41 

0.58 


Mohammad Nagar Dhani 

0822000202602000 

5.466 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.466 

0.88 

0.120 

0.04 

0.01 

0.00 

0.00 

0.01 

0.60 

0.71 

0.15 

0.015 

0.48 

0.41 


Mohanpura Rajawatan 

0812000701534500 

4.544 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.544 

2.42 

0.015 

0.15 

0.02 

0.00 

0.00 

0.00 

0.29 

0.21 

0.58 

0.013 

0.48 

0.67 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

2.42 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mohanpura Ranwa 

0812000701536000 

7.373 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.373 

1.43 

0.100 

0.06 

0.01 

0.00 

0.00 

0.01 

1.10 

0.77 

0.21 

0.022 

0.47 

0.68 


Mokhampura 

0812000601517700 

12.265 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.847 

3.57 

0.010 

0.02 

0.00 

0.00 

0.00 

0.05 

0.11 

0.07 

0.07 

0.021 

0.13 

0.22 






Kalakh Sagar 

Command 

Gneisses(B.G.C) 

5.952 

3.57 

0.010 

0.04 

0.00 

0.00 

0.00 

0.05 

0.20 

0.12 

0.11 

0.032 

0.20 

0.34 


Moondolao 

0821000102494500 

17.817 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.017 

3.05 

0.020 

0.06 

0.01 

0.00 

0.00 

0.02 

0.51 

0.37 

0.21 

0.022 

0.17 

0.24 


Moondoti 

0821000102499100 

10.362 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.410 

1.19 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.05 

0.001 

0.02 

0.02 


Moongi Thala 

0812000601522300 

1.829 

Fresh 

Chaparwara 

Command 

Gneisses(B.G.C) 

1.829 

2.30 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.05 

0.010 

0.41 

0.55 


Mordi 

0812000701534700 

1.795 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.795 

1.47 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.09 

0.06 

0.24 

0.005 

0.48 

0.66 


Morsar 

0812000501508700 

5.078 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.078 

1.01 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.02 

0.027 

0.41 

0.73 


Motipura 

0821000102495800 

4.285 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.285 

2.95 

0.015 

0.11 

0.02 

0.00 

0.00 

0.01 

0.27 

0.15 

0.44 

0.010 

0.39 

0.69 


Mukand Pura 

0812000701542100 

4.977 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.496 

-0.02 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.001 

0.05 

0.04 


Mundoti 

0821000102491400 

12.833 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.166 

1.88 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.01 


Muratpura 

0812000701541500 

5.364 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.100 

0.27 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.03 

0.006 

0.19 

0.21 







Non-command 

Gneisses(B.G.C) 

2.755 

0.27 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.008 

0.25 

0.27 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.350 

0.27 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.03 

0.03 







Non-command 

Gneisses(B.G.C) 

0.159 

0.27 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Nachanipura 

0812000601522500 

4.096 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.041 

1.26 

0.010 

0.01 

0.00 

0.00 

0.00 

0.01 

0.03 

0.02 

0.02 

0.011 

0.20 

0.27 






Chaparwara 

Command 

Gneisses(B.G.C) 

2.055 

1.26 

0.010 

0.01 

0.00 

0.00 

0.00 

0.01 

0.03 

0.02 

0.02 

0.011 

0.20 

0.27 


Nagar 

0822000102588800 

26.681 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

11.709 

3.36 

0.018 

0.11 

0.02 

0.00 

0.00 

0.00 

0.78 

0.56 

0.40 

0.028 

0.18 

0.25 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

14.972 

3.36 

0.018 

0.09 

0.01 

0.00 

0.00 

0.00 

0.96 

0.70 

0.32 

0.036 

0.23 

0.32 


Nagri 

0812000601516100 

3.979 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.172 

3.48 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.08 

0.012 

0.22 

0.33 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.807 

3.48 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.04 

0.010 

0.18 

0.27 


Naloo 

0821000102491300 

16.152 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.633 

1.87 

0.020 

0.12 

0.02 

0.00 

0.00 

0.00 

0.38 

0.24 

0.45 

0.021 

0.19 

0.29 


Nareda 

0812000701532200 

10.753 

Fresh 

Chaparwara 

Command 

Gneisses(B.G.C) 

0.007 

1.42 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Chaparwara 

Command 

Gneisses(B.G.C) 

10.746 

1.42 

0.015 

0.09 

0.01 

0.00 

0.00 

0.01 

0.30 

0.21 

0.31 

0.031 

0.45 

0.64 


Nari Khera 

0812000701532100 

4.064 

Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.055 

1.93 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.02 

0.006 

0.24 

0.33 






Chaparwara 

Command 

Gneisses(B.G.C) 

2.009 

1.93 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.02 

0.006 

0.23 

0.33 


Nathmalpura 

0812000701535700 

5.236 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.898 

1.26 

0.100 

0.04 

0.00 

0.00 

0.00 

0.02 

0.64 

0.45 

0.13 

0.014 

0.44 

0.63 







Non-command 

Phyllite & Schist 

0.338 

1.26 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.001 

0.03 

0.04 


Naya Bas 

0812000601518400 

3.391 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.048 

4.78 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Naya Gaon 

0821000102490700 

8.059 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.059 

2.10 

0.020 

0.07 

0.01 

0.00 

0.00 

0.04 

0.36 

0.26 

0.26 

0.022 

0.37 

0.52 


Nimera 

0812000701533800 

11.517 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.311 

1.92 

0.015 

0.02 

0.00 

0.00 

0.00 

0.02 

0.04 

0.03 

0.06 

0.004 

0.05 

0.08 







Non-command 

Gneisses(B.G.C) 

10.206 

1.92 

0.015 

0.12 

0.02 

0.00 

0.00 

0.03 

0.37 

0.26 

0.46 

0.030 

0.42 

0.60 


Niwai Urban 

0822000342203000 

37.795 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.223 

2.62 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.38 

0.47 

0.11 

0.109 

0.02 

0.01 


Nohariya 

0821000102491800 

7.050 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.050 

1.97 

0.020 

0.11 

0.02 

0.00 

0.00 

0.05 

0.32 

0.20 

0.40 

0.020 

0.39 

0.62 


Nonandpura 

0821000102497300 

6.027 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.027 

2.16 

0.015 

0.06 

0.01 

0.00 

0.00 

0.06 

0.19 

0.11 

0.20 

0.014 

0.39 

0.69 


Norangpura 

0822000202602200 

3.972 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.603 

1.34 

0.120 

0.02 

0.00 

0.00 

0.00 

0.10 

0.50 

0.65 

0.07 

0.010 

0.43 

0.33 



0812000601516600 

2.008 

Fresh 

Chaparwara 

Command 

Gneisses(B.G.C) 

2.008 

1.82 

0.010 

0.05 

0.01 

0.00 

0.00 

0.02 

0.06 

0.04 

0.20 

0.011 

0.40 

0.55 


Pachala 

0812000701528600 

7.569 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.139 

1.58 

0.015 

0.01 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.04 

0.006 

0.13 

0.19 


Pacheenpala 

0821000102495900 

3.209 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.209 

2.77 

0.015 

0.06 

0.01 

0.00 

0.00 

0.01 

0.18 

0.10 

0.24 

0.008 

0.39 

0.69 


Pachewar 

0822000102588400 

28.159 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.934 

1.72 

0.018 

0.19 

0.03 

0.00 

0.00 

0.00 

0.43 

0.32 

0.73 

0.021 

0.14 

0.19 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.371 

1.72 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.06 

0.003 

0.02 

0.03 







Non-command 

Gneisses(B.G.C) 

17.854 

1.72 

0.018 

0.24 

0.03 

0.00 

0.00 

0.00 

0.75 

0.55 

0.92 

0.043 

0.27 

0.37 


Palbas 

0812000501509500 

15.096 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.570 

1.97 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.73 

0.40 

0.04 

0.019 

0.10 

0.18 







Non-command 

Phyllite & Schist 

1.091 

1.97 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.01 

0.006 

0.03 

0.05 







Non-command 

Gneisses(B.G.C) 

9.432 

1.97 

0.010 

0.04 

0.00 

0.00 

0.00 

0.00 

0.23 

0.13 

0.09 

0.051 

0.26 

0.47 


Palei 

0822000302621500 

8.805 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.358 

1.45 

0.100 

0.13 

0.01 

0.00 

0.00 

0.00 

0.75 

0.93 

0.52 

0.015 

0.27 

0.22 


Paloo Kalan 

0812000601517600 

14.120 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

11.520 

1.75 

0.010 

0.14 

0.02 

0.00 

0.00 

0.03 

0.29 

0.17 

0.49 

0.062 

0.34 

0.58 






Kalakh Sagar 

Command 

Gneisses(B.G.C) 

2.600 

1.75 

0.010 

0.03 

0.00 

0.00 

0.00 

0.03 

0.05 

0.03 

0.11 

0.014 

0.08 

0.13 


Paloo Khurd 

0812000601517500 

4.987 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.584 

1.42 

0.010 

0.03 

0.00 

0.00 

0.00 

0.01 

0.04 

0.02 

0.13 

0.009 

0.13 

0.21 






Kalakh Sagar 

Command 

Gneisses(B.G.C) 

3.403 

1.42 

0.010 

0.07 

0.01 

0.00 

0.00 

0.01 

0.09 

0.06 

0.25 

0.018 

0.28 

0.46 


Palri 

0812000701532000 

5.363 

Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.344 

2.13 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.18 

0.13 

0.07 

0.016 

0.47 

0.67 






Chaparwara 

Command 

Gneisses(B.G.C) 

0.019 

2.13 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

-0.01 

0.00 

0.000 

0.00 

0.00 


Panwasoo Khera 

0812000701537200 

3.361 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.219 

1.25 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.001 

0.03 

0.04 







Non-command 

Phyllite & Schist 

3.142 

1.25 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.11 

0.08 

0.22 

0.009 

0.45 

0.62 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.05 

0.03 

(0.05) 

0.03 

0.03 

0.06 

0.01 

0.15 

- 

0.0300 

- 

- 

0.030 

0.060 

0.060 

0.122 

0.006 

0.116 

0.164 

141.34 

Over Exploited 

Manoharpura 

0822000302616100 

0.20 

0.08 

556.19 

0.10 

0.00 

0.10 

0.02 

0.21 

0.01 

0.0100 

- 

- 

0.005 

0.015 

0.025 

0.124 

0.006 

0.118 

0.093 

79.33 

Semi Critical 

Manpura 

0812000601521200 

0.05 

0.08 

(25.29) 

0.06 

0.03 

0.10 

0.04 

0.45 

- 

0.0200 

- 

- 

0.033 

0.053 

0.053 

0.149 

0.007 

0.142 

0.171 

120.36 

Over Exploited 

Mauzamabad 

0812000601521700 

0.05 

0.04 

42.27 

0.05 

0.27 

0.32 

0.01 

0.09 

- 

0.0600 

- 

- 

0.372 

0.432 

0.432 

0.750 

0.038 

0.713 

0.607 

85.20 

Semi Critical 



0.05 

0.00 

(2,945.38) 

0.00 

0.26 

0.26 

0.00 

0.03 

- 

0.0200 

- 

- 

0.372 

0.392 

0.392 

0.653 

0.033 

0.620 

0.179 

28.84 

Safe 



0.05 

0.60 

17.17 

0.71 

0.33 

1.04 

0.03 

0.34 

- 

0.2300 

- 

- 

0.372 

0.602 

0.602 

1.638 

0.082 

1.557 

2.297 

147.56 

Over Exploited 

Meerapura 

0812000601523600 

0.05 

0.01 

197.94 

0.01 

0.01 

0.02 

0.01 

0.14 

- 

0.0100 

- 

- 

0.014 

0.024 

0.024 

0.046 

0.002 

0.044 

0.095 

215.10 

Over Exploited 



0.05 

0.05 

42.86 

0.06 

0.02 

0.08 

0.03 

0.31 

- 

0.0200 

- 

- 

0.014 

0.034 

0.034 

0.116 

0.006 

0.111 

0.202 

182.49 

Over Exploited 

Mendwas 

0812000701533400 

0.04 

0.00 

77,658.52 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

1,018.96 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.027 

586.57 

Over Exploited 



0.06 

0.33 

(5.34) 

0.31 

0.01 

0.32 

0.04 

0.46 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.342 

0.017 

0.325 

0.205 

63.13 

Safe 

Mohammad Nagar Dhani 

0822000202602000 

0.22 

0.58 

23.40 

0.69 

0.02 

0.71 

0.06 

0.54 

0.07 

0.0200 

- 

- 

0.008 

0.028 

0.096 

0.802 

0.040 

0.762 

0.165 

21.64 

Safe 

Mohanpura Rajawatan 

0812000701534500 

0.04 

0.09 

143.01 

0.10 

0.02 

0.13 

0.05 

0.53 

- 

0.0700 

- 

- 

0.002 

0.072 

0.072 

0.198 

0.010 

0.188 

0.593 

315.07 

Over Exploited 



0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mohanpura Ranwa 

0812000701536000 

0.18 

0.63 

22.02 

0.76 

0.02 

0.78 

0.05 

0.53 

- 

0.0200 

- 

- 

0.014 

0.034 

0.034 

0.809 

0.040 

0.769 

0.227 

29.46 

Safe 

Mokhampura 

0812000601517700 

0.05 

0.03 

157.93 

0.03 

0.05 

0.08 

0.02 

0.15 

0.00 

0.0100 

- 

- 

0.073 

0.083 

0.086 

0.165 

0.008 

0.156 

0.093 

59.29 

Safe 



0.05 

0.06 

102.04 

0.07 

0.05 

0.12 

0.02 

0.23 

0.01 

0.0100 

- 

- 

0.073 

0.083 

0.090 

0.211 

0.011 

0.200 

0.140 

69.83 

Safe 

Moondolao 

0821000102494500 

0.07 

0.10 

255.92 

0.13 

0.03 

0.16 

0.02 

0.19 

- 

0.0200 

- 

- 

0.036 

0.056 

0.056 

0.216 

0.011 

0.205 

0.232 

113.22 

Over Exploited 

Moondoti 

0821000102499100 

0.06 

0.00 

2,881.66 

0.00 

- 

0.00 

0.00 

0.02 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.010 

0.001 

0.010 

0.049 

491.85 

Over Exploited 

Moongi Thala 

0812000601522300 

0.05 

0.04 

22.81 

0.04 

0.00 

0.04 

0.04 

0.45 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.056 

0.003 

0.053 

0.064 

120.95 

Over Exploited 

Mordi 

0812000701534700 

0.04 

0.03 

88.72 

0.04 

0.01 

0.05 

0.05 

0.53 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.081 

0.004 

0.077 

0.240 

311.18 

Over Exploited 

Morsar 

0812000501508700 

0.06 

0.13 

(62.49) 

0.10 

0.00 

0.10 

0.05 

0.47 

0.02 

- 

- 

- 

0.005 

0.005 

0.020 

0.125 

0.006 

0.119 

0.049 

41.60 

Safe 

Motipura 

0821000102495800 

0.06 

0.11 

42.84 

0.13 

0.03 

0.16 

0.04 

0.43 

0.01 

0.0800 

- 

- 

0.021 

0.101 

0.113 

0.273 

0.014 

0.260 

0.454 

174.97 

Over Exploited 

Mukand Pura 

0812000701542100 

0.15 

0.00 

- 

0.00 

0.00 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

0.005 

0.005 

0.005 

0.012 

0.001 

0.011 

0.037 

345.93 

Over Exploited 

Mundoti 

0821000102491400 

0.07 

0.00 

5,925.21 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Muratpura 

0812000701541500 

0.18 

0.07 

(14.06) 

0.06 

- 

0.06 

0.02 

0.21 

0.01 

- 

- 

- 

- 

- 

0.008 

0.070 

0.003 

0.066 

0.038 

57.50 

Safe 



0.06 

0.04 

(52.56) 

0.03 

- 

0.03 

0.03 

0.28 

0.00 

- 

- 

- 

- 

- 

0.005 

0.038 

0.002 

0.036 

0.037 

103.74 

Over Exploited 



0.15 

0.00 

424.87 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.007 

339.23 

Over Exploited 



0.06 

0.00 

338.18 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nachanipura 

0812000601522500 

0.05 

0.02 

6.52 

0.02 

0.01 

0.03 

0.02 

0.22 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.037 

0.002 

0.035 

0.035 

98.87 

Critical 



0.05 

0.02 

6.05 

0.02 

0.01 

0.03 

0.02 

0.22 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.037 

0.002 

0.036 

0.035 

98.55 

Critical 

Nagar 

0822000102588800 

0.12 

0.25 

123.66 

0.30 

0.02 

0.32 

0.02 

0.20 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.403 

0.020 

0.383 

0.431 

112.60 

Over Exploited 



0.12 

0.41 

68.75 

0.50 

0.01 

0.51 

0.02 

0.25 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.565 

0.028 

0.537 

0.354 

65.89 

Safe 

Nagri 

0812000601516100 

0.05 

0.02 

167.06 

0.03 

- 

0.03 

0.02 

0.24 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.049 

0.002 

0.046 

0.096 

207.52 

Over Exploited 



0.05 

0.02 

194.10 

0.02 

- 

0.02 

0.02 

0.20 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.030 

0.001 

0.028 

0.050 

175.93 

Over Exploited 

Naloo 

0821000102491300 

0.07 

0.11 

130.19 

0.13 

0.02 

0.15 

0.02 

0.21 

0.01 

0.0500 

- 

- 

0.007 

0.057 

0.069 

0.221 

0.011 

0.210 

0.466 

221.96 

Over Exploited 

Nareda 

0812000701532200 

0.06 

0.00 

85,122.52 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.29 

(27.65) 

0.23 

0.02 

0.26 

0.05 

0.50 

- 

0.0300 

- 

- 

0.020 

0.050 

0.050 

0.306 

0.015 

0.291 

0.337 

116.07 

Over Exploited 

Nari Khera 

0812000701532100 

0.06 

0.03 

59.60 

0.03 

0.00 

0.04 

0.03 

0.26 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.044 

0.002 

0.042 

0.024 

57.13 

Safe 



0.06 

0.03 

63.73 

0.03 

0.00 

0.04 

0.03 

0.26 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.043 

0.002 

0.041 

0.024 

58.86 

Safe 

Nathmalpura 

0812000701535700 

0.18 

0.39 

15.13 

0.45 

0.02 

0.47 

0.05 

0.49 

- 

0.0100 

- 

- 

0.024 

0.034 

0.034 

0.501 

0.025 

0.476 

0.144 

30.31 

Safe 



0.04 

0.00 

938.23 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.009 

802.24 

Over Exploited 

Naya Bas 

0812000601518400 

0.05 

0.00 

9,013.32 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.006 

35,039.77 

Over Exploited 

Naya Gaon 

0821000102490700 

0.07 

0.22 

15.53 

0.26 

0.05 

0.30 

0.04 

0.41 

- 

0.0300 

- 

- 

0.056 

0.086 

0.086 

0.390 

0.019 

0.370 

0.279 

75.49 

Semi Critical 

Nimera 

0812000701533800 

0.04 

0.00 

907.26 

0.00 

0.02 

0.02 

0.01 

0.06 

- 

0.0100 

- 

- 

0.026 

0.036 

0.036 

0.056 

0.003 

0.054 

0.062 

115.36 

Over Exploited 



0.06 

0.26 

0.92 

0.26 

0.05 

0.31 

0.05 

0.47 

- 

0.0500 

- 

- 

0.038 

0.088 

0.088 

0.393 

0.020 

0.374 

0.485 

129.76 

Over Exploited 

Niwai Urban 

0822000342203000 

0.20 

0.00 

10,870.89 

0.01 

- 

0.01 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.217 

4,403.73 

Over Exploited 

Nohariya 

0821000102491800 

0.07 

0.21 

(3.33) 

0.20 

0.07 

0.27 

0.04 

0.44 

0.02 

0.0500 

- 

- 

0.074 

0.124 

0.147 

0.417 

0.021 

0.396 

0.422 

106.52 

Over Exploited 

Nonandpura 

0821000102497300 

0.06 

0.15 

(28.57) 

0.12 

0.07 

0.19 

0.04 

0.43 

0.02 

0.0400 

- 

- 

0.089 

0.129 

0.146 

0.333 

0.017 

0.317 

0.218 

69.00 

Safe 

Norangpura 

0822000202602200 

0.22 

0.34 

90.72 

0.41 

0.10 

0.51 

0.05 

0.48 

0.04 

0.0100 

- 

- 

0.147 

0.157 

0.198 

0.707 

0.035 

0.671 

0.076 

11.30 

Safe 


0812000601516600 

0.05 

0.04 

5.12 

0.04 

0.03 

0.07 

0.04 

0.45 

- 

0.0400 

- 

- 

0.029 

0.069 

0.069 

0.140 

0.007 

0.133 

0.215 

161.25 

Over Exploited 

Pachala 

0812000701528600 

0.06 

0.02 

13.45 

0.02 

0.03 

0.05 

0.01 

0.15 

- 

- 

- 

- 

0.049 

0.049 

0.049 

0.102 

0.005 

0.097 

0.049 

51.00 

Safe 

Pacheenpala 

0821000102495900 

0.06 

0.08 

28.32 

0.09 

0.02 

0.11 

0.04 

0.43 

0.01 

0.0500 

- 

- 

0.008 

0.058 

0.067 

0.177 

0.009 

0.168 

0.248 

147.43 

Over Exploited 

Pachewar 

0822000102588400 

0.12 

0.15 

114.02 

0.18 

0.03 

0.21 

0.01 

0.15 

- 

0.1400 

- 

- 

- 

0.140 

0.140 

0.347 

0.017 

0.330 

0.751 

228.04 

Over Exploited 



0.13 

0.00 

1,099.83 

0.00 

- 

0.00 

0.00 

0.02 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.014 

0.061 

444.57 

Over Exploited 



0.12 

0.59 

(6.59) 

0.55 

0.03 

0.58 

0.03 

0.30 

- 

0.1700 

- 

- 

- 

0.170 

0.170 

0.750 

0.037 

0.712 

0.961 

134.90 

Over Exploited 

Palbas 

0812000501509500 

0.12 

0.04 

854.84 

0.05 

- 

0.05 

0.01 

0.11 

0.01 

- 

- 

- 

- 

- 

0.005 

0.056 

0.003 

0.053 

0.055 

104.58 

Over Exploited 



0.06 

0.00 

1,095.38 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.020 

806.41 

Over Exploited 



0.05 

0.12 

2.43 

0.13 

- 

0.13 

0.03 

0.29 

0.01 

0.0100 

- 

- 

- 

0.010 

0.025 

0.150 

0.008 

0.143 

0.141 

98.70 

Critical 

Palei 

0822000302621500 

0.20 

0.24 

295.85 

0.28 

0.01 

0.29 

0.02 

0.29 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.314 

0.016 

0.299 

0.533 

178.55 

Over Exploited 

Paloo Kalan 

0812000601517600 

0.05 

0.20 

(11.69) 

0.17 

0.05 

0.22 

0.04 

0.38 

0.02 

0.0500 

- 

- 

0.043 

0.093 

0.116 

0.337 

0.017 

0.321 

0.547 

170.66 

Over Exploited 



0.05 

0.01 

177.24 

0.01 

0.03 

0.04 

0.01 

0.09 

0.00 

0.0100 

- 

- 

0.043 

0.053 

0.054 

0.095 

0.005 

0.090 

0.124 

137.44 

Over Exploited 

Paloo Khurd 

0812000601517500 

0.05 

0.01 

131.53 

0.01 

0.01 

0.03 

0.02 

0.15 

0.00 

0.0100 

- 

- 

0.020 

0.030 

0.031 

0.058 

0.003 

0.055 

0.134 

244.28 

Over Exploited 



0.05 

0.05 

21.99 

0.06 

0.02 

0.08 

0.03 

0.31 

0.01 

0.0300 

- 

- 

0.020 

0.050 

0.056 

0.137 

0.007 

0.130 

0.271 

208.45 

Over Exploited 

Palri 

0812000701532000 

0.06 

0.15 

(14.74) 

0.13 

0.01 

0.14 

0.05 

0.52 

- 

0.0100 

- 

- 

0.012 

0.023 

0.023 

0.159 

0.008 

0.151 

0.081 

53.36 

Safe 



0.06 

0.00 

(284,690.50) 

0.00 

0.01 

0.01 

0.00 

0.00 

- 

- 

- 

- 

0.012 

0.013 

0.013 

0.021 

0.001 

0.020 

0.000 

0.28 

Safe 

Panwasoo Khera 

0812000701537200 

0.18 

0.00 

2,027.71 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.004 

0.000 

0.004 

0.023 

575.34 

Over Exploited 



0.04 

0.06 

37.32 

0.07 

0.01 

0.08 

0.05 

0.50 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.103 

0.005 

0.097 

0.227 

233.21 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Parasoli 

081200060151380C 

20.893 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.698 

2.14 

0.010 

0.01 

0.00 

0.00 

0.00 

0.04 

-0.02 

-0.01 

0.03 

0.004 

0.01 

0.02 


Parli 

0822000102587800 

9.947 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.400 

2.38 

0.018 

0.12 

0.02 

0.00 

0.00 

0.03 

0.25 

0.19 

0.48 

0.011 

0.18 

0.25 






Chaparwara 

Command 

Gneisses(B.G.C) 

5.547 

2.38 

0.018 

0.16 

0.02 

0.00 

0.00 

0.03 

0.34 

0.25 

0.61 

0.013 

0.23 

0.31 


Parwan 

0812000701535000 

2.556 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.021 

1.24 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.01 







Non-command 

Phyllite & Schist 

2.480 

1.24 

0.015 

0.15 

0.02 

0.00 

0.00 

0.00 

0.18 

0.13 

0.57 

0.007 

0.46 

0.65 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.055 

1.24 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Patan 

0821000102492000 

12.038 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

12.038 

1.96 

0.020 

0.25 

0.04 

0.00 

0.00 

0.01 

0.67 

0.43 

0.97 

0.033 

0.39 

0.61 


Pathraj Mustarka 

0822000302615200 

3.786 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.091 

2.10 

0.100 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Pedi Bhata 

0821000102491900 

4.197 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.197 

1.94 

0.020 

0.02 

0.00 

0.00 

0.00 

0.02 

0.16 

0.10 

0.07 

0.012 

0.39 

0.62 


Peepliya 

0822000102590900 

7.981 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.981 

2.59 

0.018 

0.17 

0.02 

0.00 

0.00 

0.03 

0.48 

0.35 

0.64 

0.019 

0.48 

0.66 


Peethyawas 

0812000501508500 

7.907 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.050 

1.69 

0.015 

0.00 

0.00 

0.00 

0.00 

0.02 

-0.02 

-0.01 

0.00 

0.000 

0.00 

0.00 


Phagi 

0812000701531800 

61.971 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.312 

1.82 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.61 

0.43 

0.02 

0.010 

0.03 

0.04 







Non-command 

Gneisses(B.G.C) 

32.149 

1.82 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.94 

0.66 

0.14 

0.094 

0.25 

0.35 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.593 

1.82 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.48 

0.34 

0.01 

0.008 

0.02 

0.03 







Non-command 

Phyllite & Schist 

13.960 

1.82 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.40 

0.28 

0.03 

0.041 

0.11 

0.15 







Non-command 

Gneisses(B.G.C) 

3.242 

1.82 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.01 

0.009 

0.02 

0.04 


Phaloda 

0821000102491000 

8.921 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.431 

2.30 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.03 

0.007 

0.10 

0.15 


Prempura 

0812000701541300 

2.916 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.560 

-0.38 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.09 

0.11 







Non-command 

Gneisses(B.G.C) 

0.332 

-0.38 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.06 

0.06 


Radha Kishan Pura 

0822000202601900 

3.683 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.691 

1.74 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.37 

0.43 

0.08 

0.005 

0.22 

0.19 







Non-command 

Phyllite & Schist 

1.992 

1.74 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.04 

0.005 

0.26 

0.22 


Radha Kishnpura 

0822000302617600 

3.046 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.046 

0.77 

0.100 

0.03 

0.00 

0.00 

0.00 

0.09 

0.18 

0.21 

0.12 

0.011 

0.53 

0.44 


Raghunathpura 

0821000102496200 

5.983 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.983 

3.39 

0.015 

0.01 

0.00 

0.00 

0.00 

0.02 

0.30 

0.17 

0.02 

0.014 

0.39 

0.69 


Rahlana 

0812000601513500 

24.620 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

24.620 

2.26 

0.010 

0.28 

0.04 

0.00 

0.00 

0.05 

0.75 

0.49 

0.96 

0.132 

0.40 

0.62 


Raithala 

0822000102590000 

8.137 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.453 

2.97 

0.018 

0.06 

0.01 

0.00 

0.00 

0.00 

0.28 

0.20 

0.24 

0.011 

0.26 

0.36 







Non-command 

Gneisses(B.G.C) 

0.549 

2.97 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.001 

0.03 

0.04 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.278 

2.97 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.05 

0.005 

0.13 

0.18 







Non-command 

Gneisses(B.G.C) 

0.858 

2.97 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.02 

0.002 

0.05 

0.07 


Rajpura 

0822000102588500 

8.967 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.078 

1.60 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.01 






Chaparwara 

Command 

Phyllite & Schist 

0.290 

1.60 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.001 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

3.797 

1.60 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.14 

0.10 

0.14 

0.009 

0.19 

0.26 







Non-command 

Gneisses(B.G.C) 

2.122 

1.60 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.10 

0.005 

0.11 

0.15 






Chaparwara 

Command 

Phyllite & Schist 

2.680 

1.60 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.11 

0.006 

0.14 

0.19 


Ramchandrapura 

0812000701534200 

2.928 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.008 

2.09 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.08 

0.003 

0.16 

0.23 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.920 

2.09 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.06 

0.006 

0.31 

0.44 


Ramjipura 

0822000302622800 

1.391 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.391 

0.64 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.15 

0.14 

0.005 

0.51 

0.42 


Ramkishanpura 

0822000202604400 

1.866 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.050 

1.96 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Ramnagar 

0812000501508900 

1.510 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.346 

0.51 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.09 

0.007 

0.37 

0.66 


Rampura Bhoortiya 

0812000601524600 

6.598 

Fresh 

Kalakh Sagar 

Command 

Gneisses(B.G.C) 

6.326 

2.18 

0.010 

0.07 

0.01 

0.00 

0.00 

0.00 

0.19 

0.14 

0.23 

0.034 

0.41 

0.58 


Rampura Railway 

0812000701535900 

4.004 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.656 

1.65 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.46 

0.32 

0.08 

0.008 

0.31 

0.45 







Non-command 

Gneisses(B.G.C) 

1.348 

1.65 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.03 

0.004 

0.16 

0.23 


Ranoli 

0822000202602500 

17.868 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.036 

1.81 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

1.81 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Phyllite & Schist 

13.570 

1.81 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.55 

0.53 

0.22 

0.037 

0.37 

0.38 


Rari 

0821000102492700 

5.174 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.174 

1.58 

0.020 

0.02 

0.00 

0.00 

0.00 

0.03 

0.16 

0.10 

0.05 

0.014 

0.38 

0.61 


Raseeli 

0812000601522900 

7.847 

Fresh 

Chaparwara 

Command 

Phyllite & Schist 

0.069 

1.82 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 







Command 

Gneisses(B.G.C) 

7.778 

1.82 

0.010 

0.16 

0.02 

0.00 

0.00 

0.01 

0.27 

0.20 

0.59 

0.042 

0.41 

0.56 


Ratanpura 

0812000701535600 

5.570 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.714 

1.32 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.03 

0.002 

0.06 

0.09 







Non-command 

Phyllite & Schist 

0.403 

1.32 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.03 

0.05 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.318 

1.32 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.001 

0.03 

0.04 







Non-command 

Phyllite & Schist 

4.136 

1.32 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.06 

0.012 

0.35 

0.50 


Reta 

0812000601523000 

4.913 

Fresh 

Chaparwara 

Command 

Gneisses(B.G.C) 

4.913 

1.93 

0.010 

0.06 

0.01 

0.00 

0.00 

0.01 

0.13 

0.10 

0.19 

0.026 

0.41 

0.55 


Reti 

0812000601523100 

2.680 

Fresh 

Chaparwara 

Command 

Gneisses(B.G.C) 

2.680 

1.80 

0.010 

0.04 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.13 

0.014 

0.41 

0.55 


Roshanpura @ Baneriya 

0812000601522800 

2.538 

Fresh 

Chaparwara 

Command 

Phyllite & Schist 

0.060 

2.22 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 







Command 

Gneisses(B.G.C) 

2.478 

2.22 

0.010 

0.07 

0.01 

0.00 

0.00 

0.01 

0.10 

0.08 

0.25 

0.013 

0.40 

0.54 


Saddeek Nagar 

0822000102595200 

2.913 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

2.40 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.435 

2.40 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.02 

0.003 

0.24 

0.33 


Sajiya 

0822000302614400 

9.391 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.480 

1.85 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.30 

0.31 

0.10 

0.005 

0.08 

0.08 







Non-command 

Phyllite & Schist 

7.911 

1.85 

0.020 

0.09 

0.01 

0.00 

0.00 

0.05 

0.32 

0.33 

0.34 

0.028 

0.45 

0.43 


Sameliya 

0812000701534600 

10.469 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.469 

1.89 

0.015 

0.10 

0.01 

0.00 

0.00 

0.03 

0.35 

0.27 

0.35 

0.031 

0.48 

0.64 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

1.89 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sanaudiya 

0812000601515700 

9.025 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

9.025 

2.60 

0.010 

0.07 

0.01 

0.00 

0.00 

0.01 

0.28 

0.19 

0.22 

0.049 

0.40 

0.58 


Sandoliya 

0821000102498400 

12.150 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

10.207 

1.54 

0.015 

0.21 

0.03 

0.00 

0.00 

0.03 

0.39 

0.23 

0.81 

0.024 

0.33 

0.57 


Sangrampura 

0812000701541700 

3.634 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.044 

0.28 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.512 

0.28 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.13 

0.11 

0.010 

0.47 

0.45 







Non-command 

Gneisses(B.G.C) 

0.078 

0.28 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Sans 

0822000102592000 

11.657 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

11.246 

4.50 

0.018 

0.10 

0.01 

0.00 

0.00 

0.07 

0.91 

0.77 

0.38 

0.027 

0.41 

0.49 


Sanwali 

0812000601524400 

15.792 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.322 

1.50 

0.010 

0.02 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.07 

0.012 

0.07 

0.09 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Parasoli 

081200060151380C 

0.05 

0.00 

(2,424.19) 

0.00 

0.04 

0.04 

0.00 

0.02 

- 

- 

- 

- 

0.062 

0.062 

0.062 

0.103 

0.005 

0.098 

0.034 

34.37 

Safe 

Parli 

082200010258780C 

0.12 

0.10 

94.18 

0.11 

0.05 

0.17 

0.02 

0.20 

- 

0.0500 

- 

- 

0.047 

0.097 

0.097 

0.262 

0.013 

0.249 

0.491 

196.86 

Over Exploited 



0.12 

0.15 

64.70 

0.18 

0.05 

0.23 

0.02 

0.25 

- 

0.0700 

- 

- 

0.047 

0.117 

0.117 

0.350 

0.017 

0.332 

0.618 

186.00 

Over Exploited 

Parwan 

0812000701535000 

0.18 

0.00 

12,263.75 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

63,146.18 

Over Exploited 



0.04 

0.05 

172.80 

0.05 

0.02 

0.07 

0.05 

0.51 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.135 

0.007 

0.128 

0.578 

450.92 

Over Exploited 



0.04 

0.00 

3,051.76 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

16,428.33 

Over Exploited 

Patan 

0821000102492000 

0.07 

0.35 

22.59 

0.42 

0.05 

0.47 

0.04 

0.43 

0.04 

0.1100 

- 

- 

0.016 

0.126 

0.165 

0.636 

0.032 

0.604 

0.999 

165.55 

Over Exploited 

Path raj Mustarka 

0822000302615200 

0.20 

0.00 

(503.89) 

0.00 

0.02 

0.02 

0.00 

0.01 

- 

- 

- 

- 

0.030 

0.030 

0.030 

0.050 

0.003 

0.048 

0.011 

23.76 

Safe 

Pedi Bhata 

0821000102491900 

0.07 

0.12 

(16.36) 

0.10 

0.02 

0.12 

0.04 

0.43 

0.01 

0.0100 

- 

- 

0.027 

0.037 

0.051 

0.172 

0.009 

0.163 

0.079 

48.20 

Safe 

Peepliya 

0822000102590900 

0.13 

0.50 

(30.10) 

0.40 

0.05 

0.45 

0.05 

0.53 

- 

0.0700 

- 

- 

0.047 

0.117 

0.117 

0.567 

0.028 

0.538 

0.655 

121.73 

Over Exploited 

Peethyawas 

0812000501508500 

0.06 

0.00 

(170,396.73) 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

- 

- 

- 

0.037 

0.037 

0.037 

0.062 

0.003 

0.058 

0.000 

0.46 

Safe 

Phagi 

0812000701531800 

0.18 

0.02 

2,734.42 

0.02 

- 

0.02 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.018 

0.001 

0.017 

0.032 

183.73 

Over Exploited 



0.06 

0.47 

38.09 

0.57 

0.01 

0.58 

0.03 

0.27 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.600 

0.030 

0.570 

0.231 

40.52 

Safe 



0.15 

0.01 

4,263.55 

0.01 

- 

0.01 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.009 

0.020 

222.30 

Over Exploited 



0.04 

0.06 

369.82 

0.07 

- 

0.07 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.072 

0.004 

0.068 

0.070 

102.54 

Over Exploited 



0.06 

0.00 

1,181.60 

0.01 

- 

0.01 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.016 

299.19 

Over Exploited 

Phaloda 

0821000102491000 

0.07 

0.02 

341.14 

0.02 

0.00 

0.02 

0.01 

0.11 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.029 

0.001 

0.027 

0.032 

115.74 

Over Exploited 

Prempura 

0812000701541300 

0.18 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.009 

0.013 

133.56 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

87.50 

Semi Critical 

Radha Kishan Pura 

0822000202601900 

0.22 

0.08 

425.73 

0.10 

- 

0.10 

0.03 

0.25 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.118 

0.006 

0.112 

0.089 

79.13 

Semi Critical 



0.14 

0.07 

19.37 

0.09 

0.00 

0.09 

0.03 

0.29 

0.01 

- 

- 

- 

0.007 

0.007 

0.015 

0.106 

0.005 

0.101 

0.046 

46.05 

Safe 

Radha Kishnpura 

0822000302617600 

0.20 

0.32 

(35.21) 

0.26 

0.09 

0.35 

0.05 

0.58 

- 

0.0100 

- 

- 

0.135 

0.145 

0.145 

0.493 

0.025 

0.469 

0.130 

27.69 

Safe 

Raghunathpura 

0821000102496200 

0.06 

0.15 

15.13 

0.17 

0.02 

0.18 

0.04 

0.43 

0.02 

- 

- 

- 

0.024 

0.024 

0.040 

0.225 

0.011 

0.214 

0.038 

17.93 

Safe 

Rahlana 

0812000601513500 

0.05 

0.49 

(1.21) 

0.49 

0.09 

0.57 

0.04 

0.44 

- 

0.1100 

- 

- 

0.071 

0.181 

0.181 

0.753 

0.038 

0.716 

1.092 

152.65 

Over Exploited 

Raithala 

0822000102590000 

0.13 

0.15 

36.19 

0.18 

0.01 

0.19 

0.03 

0.28 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.239 

0.012 

0.228 

0.251 

110.18 

Over Exploited 



0.12 

0.00 

1,230.00 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.002 

0.020 

849.48 

Over Exploited 



0.13 

0.04 

137.31 

0.05 

- 

0.05 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.057 

0.003 

0.054 

0.053 

98.76 

Critical 



0.12 

0.01 

671.33 

0.01 

- 

0.01 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.026 

446.29 

Over Exploited 

Raj pura 

0822000102588500 

0.13 

0.00 

3,862.49 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

26,476.46 

Over Exploited 



0.13 

0.00 

2,267.20 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.025 

3,914.31 

Over Exploited 



0.13 

0.09 

4.02 

0.10 

0.01 

0.11 

0.02 

0.21 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.139 

0.007 

0.132 

0.153 

116.10 

Over Exploited 



0.12 

0.03 

136.63 

0.03 

- 

0.03 

0.01 

0.12 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.053 

0.003 

0.050 

0.107 

213.24 

Over Exploited 



0.13 

0.05 

60.89 

0.06 

- 

0.06 

0.01 

0.15 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.077 

0.004 

0.073 

0.112 

154.16 

Over Exploited 

Ramchandrapura 

0812000701534200 

0.04 

0.01 

453.22 

0.01 

- 

0.01 

0.02 

0.18 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.079 

463.25 

Over Exploited 



0.04 

0.02 

136.96 

0.03 

- 

0.03 

0.03 

0.35 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.039 

0.002 

0.037 

0.067 

180.87 

Over Exploited 

Ramjipura 

0822000302622800 

0.20 

0.14 

2.65 

0.15 

0.01 

0.16 

0.05 

0.56 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.175 

0.009 

0.167 

0.145 

87.01 

Semi Critical 

Ramkishanpura 

0822000202604400 

0.22 

0.00 

10,012.38 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

0.002 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

4.75 

Safe 

Ramnagar 

0812000501508900 

0.06 

0.03 

(42.70) 

0.02 

- 

0.02 

0.04 

0.41 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.037 

0.002 

0.036 

0.093 

261.72 

Over Exploited 

Rampura Bhoortiya 

0812000601524600 

0.05 

0.13 

5.15 

0.14 

0.01 

0.15 

0.04 

0.45 

- 

0.0300 

- 

- 

0.007 

0.037 

0.037 

0.188 

0.009 

0.178 

0.261 

146.33 

Over Exploited 

Rampura Railway 

0812000701535900 

0.18 

0.15 

112.76 

0.18 

0.00 

0.18 

0.03 

0.35 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.195 

0.010 

0.186 

0.084 

45.12 

Safe 



0.06 

0.01 

125.14 

0.02 

0.00 

0.02 

0.02 

0.18 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.020 

0.001 

0.019 

0.033 

170.64 

Over Exploited 

Ranoli 

0822000202602500 

0.14 

0.00 

25,800.86 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.14 

0.70 

(23.38) 

0.56 

0.01 

0.57 

0.04 

0.41 

0.08 

0.0200 

- 

- 

- 

0.020 

0.102 

0.670 

0.033 

0.636 

0.253 

39.78 

Safe 

Rari 

0821000102492700 

0.07 

0.15 

(34.77) 

0.12 

0.03 

0.15 

0.04 

0.43 

- 

0.0100 

- 

- 

0.042 

0.052 

0.052 

0.199 

0.010 

0.189 

0.064 

34.08 

Safe 

Raseeli 

0812000601522900 

0.06 

0.00 

9,211.93 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

43,004.99 

Over Exploited 



0.05 

0.16 

22.75 

0.19 

0.03 

0.22 

0.04 

0.45 

- 

0.0700 

- 

- 

0.020 

0.090 

0.090 

0.315 

0.016 

0.300 

0.632 

210.88 

Over Exploited 

Ratanpura 

0812000701535600 

0.18 

0.01 

834.48 

0.01 

- 

0.01 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.009 

0.034 

382.23 

Over Exploited 



0.04 

0.00 

911.24 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.018 

2,879.31 

Over Exploited 



0.15 

0.00 

2,178.97 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

0.007 

471.07 

Over Exploited 



0.04 

0.06 

22.53 

0.07 

- 

0.07 

0.04 

0.39 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.080 

0.004 

0.076 

0.073 

96.13 

Critical 

Reta 

0812000601523000 

0.05 

0.10 

(2.04) 

0.10 

0.02 

0.12 

0.04 

0.45 

- 

0.0200 

- 

- 

0.017 

0.037 

0.037 

0.157 

0.008 

0.149 

0.218 

146.33 

Over Exploited 

Reti 

0812000601523100 

0.05 

0.05 

17.10 

0.06 

0.00 

0.07 

0.04 

0.45 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.089 

0.004 

0.084 

0.140 

166.29 

Over Exploited 

Roshanpura @ Baneriya 

0812000601522800 

0.06 

0.00 

4,215.59 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

18,480.25 

Over Exploited 



0.05 

0.05 

54.55 

0.06 

0.02 

0.08 

0.04 

0.44 

- 

0.0300 

- 

- 

0.017 

0.047 

0.047 

0.127 

0.006 

0.121 

0.267 

221.28 

Over Exploited 

Saddeek Nagar 

0822000102595200 

0.13 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.13 

0.04 

6.92 

0.05 

0.00 

0.05 

0.03 

0.26 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.060 

0.003 

0.057 

0.027 

48.21 

Safe 

Sajiya 

0822000302614400 

0.20 

0.02 

1,156.33 

0.03 

0.00 

0.03 

0.01 

0.09 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.057 

0.003 

0.054 

0.102 

188.18 

Over Exploited 



0.12 

0.43 

(21.86) 

0.34 

0.06 

0.40 

0.04 

0.49 

- 

0.0600 

- 

- 

0.078 

0.138 

0.138 

0.541 

0.027 

0.514 

0.366 

71.16 

Semi Critical 

Sameliya 

0812000701534600 

0.04 

0.20 

31.15 

0.24 

0.04 

0.29 

0.05 

0.54 

0.02 

0.0400 

- 

- 

0.051 

0.091 

0.114 

0.400 

0.020 

0.380 

0.384 

100.86 

Over Exploited 



0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sanaudiya 

0812000601515700 

0.05 

0.18 

7.09 

0.19 

0.02 

0.22 

0.04 

0.45 

- 

0.0400 

- 

- 

0.020 

0.060 

0.060 

0.277 

0.014 

0.263 

0.271 

102.73 

Over Exploited 

Sandoliya 

0821000102498400 

0.06 

0.21 

7.04 

0.23 

0.06 

0.28 

0.04 

0.37 

0.02 

0.0900 

- 

- 

0.039 

0.129 

0.152 

0.433 

0.022 

0.412 

0.830 

201.70 

Over Exploited 

Sangrampura 

0812000701541700 

0.18 

0.00 

2,539.23 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.25 

(47.00) 

0.20 

- 

0.20 

0.05 

0.52 

0.03 

0.0100 

- 

- 

- 

0.010 

0.039 

0.235 

0.012 

0.223 

0.124 

55.60 

Safe 



0.06 

0.00 

518.63 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sans 

0822000102592000 

0.12 

0.56 

37.05 

0.67 

0.08 

0.75 

0.04 

0.45 

- 

0.0700 

- 

- 

0.099 

0.169 

0.169 

0.916 

0.046 

0.870 

0.411 

47.24 

Safe 

Sanwali 

0812000601524400 

0.05 

0.01 

212.53 

0.01 

0.02 

0.03 

0.01 

0.07 

- 

0.0100 

- 

- 

0.030 

0.040 

0.040 

0.070 

0.003 

0.066 

0.084 

127.44 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 






Kalakh Sagar 

Command 

Gneisses(B.G.C) 

2.686 

1.50 

0.010 

0.03 

0.00 

0.00 

0.00 

0.02 

0.05 

0.03 

0.09 

0.014 

0.08 

0.11 


Sar Gaon 

0821000102492500 

17.084 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

17.084 

1.97 

0.020 

0.15 

0.02 

0.00 

0.00 

0.06 

0.74 

0.50 

0.54 

0.048 

0.38 

0.56 


Sarsari Rampura 

0822000302623000 

3.340 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.340 

0.96 

0.100 

0.07 

0.01 

0.00 

0.00 

0.00 

0.38 

0.48 

0.28 

0.012 

0.48 

0.38 


Sawai Madhosinghpura 

0812000601524000 

6.631 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.631 

1.57 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.09 

0.04 

0.036 

0.44 

0.61 


Sawai Mansinghpura 

0812000601523900 

3.371 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.295 

1.20 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.012 

0.30 

0.41 






Chaparwara 

Command 

Gneisses(B.G.C) 

1.076 

1.20 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.006 

0.14 

0.19 


Sawai Ramsingh @ Bibli Khe 

0822000102591500 

2.309 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.104 

3.16 

0.018 

0.01 

0.00 

0.00 

0.00 

0.01 

0.12 

0.09 

0.04 

0.005 

0.44 

0.59 


Sawarda 

0812000601514500 

25.604 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.839 

1.09 

0.015 

0.10 

0.01 

0.00 

0.00 

0.01 

0.19 

0.11 

0.37 

0.037 

0.11 

0.19 







Non-command 

Gneisses(B.G.C) 

15.193 

1.09 

0.010 

0.20 

0.03 

0.00 

0.00 

0.05 

0.28 

0.17 

0.69 

0.082 

0.25 

0.42 






Kalakh Sagar 

Command 

Gneisses(B.G.C) 

0.114 

1.09 

0.010 

0.00 

0.00 

0.00 

0.00 

0.05 

-0.05 

-0.03 

0.01 

0.001 

0.00 

0.00 


Seel 

0821000102498300 

6.954 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.535 

1.65 

0.015 

0.11 

0.02 

0.00 

0.00 

0.02 

0.24 

0.13 

0.42 

0.016 

0.37 

0.65 


Sehdariya 

0812000701541400 

6.480 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.476 

0.08 

0.100 

0.11 

0.02 

0.00 

0.00 

0.01 

0.12 

0.10 

0.42 

0.013 

0.34 

0.40 







Non-command 

Gneisses(B.G.C) 

2.003 

0.08 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.13 

0.006 

0.15 

0.18 


Selsagar 

0822000102588100 

7.256 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.030 

2.01 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.002 

0.06 

0.09 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.227 

2.01 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.17 

0.03 

0.015 

0.38 

0.51 


Sewa 

0812000601522400 

21.720 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.435 

1.58 

0.010 

0.04 

0.01 

0.00 

0.00 

0.08 

0.02 

0.01 

0.14 

0.024 

0.08 

0.11 






Chaparwara 

Command 

Gneisses(B.G.C) 

16.223 

1.58 

0.010 

0.16 

0.03 

0.00 

0.00 

0.08 

0.31 

0.23 

0.52 

0.087 

0.30 

0.41 


Shankarpura 

0812000701528800 

9.708 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.699 

2.02 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.24 

0.17 

0.05 

0.022 

0.37 

0.53 






Kalakh Sagar 

Command 

Gneisses(B.G.C) 

0.039 

2.02 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

-0.01 

0.00 

0.000 

0.00 

0.00 


Shobhagpura 

0822000302617200 

1.410 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.410 

2.22 

0.100 

0.07 

0.01 

0.00 

0.00 

0.00 

0.37 

0.43 

0.29 

0.005 

0.51 

0.44 


Shri Daulatpura 

0822000302617500 

2.289 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.289 

0.99 

0.100 

0.02 

0.00 

0.00 

0.00 

0.06 

0.18 

0.22 

0.07 

0.008 

0.52 

0.44 


Shri Dayalpura 

0822000302614200 

1.263 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.668 

1.67 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.002 

0.28 

0.31 


Shri Govindpura 

0822000302617400 

2.345 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.345 

1.48 

0.100 

0.04 

0.01 

0.00 

0.00 

0.01 

0.36 

0.42 

0.15 

0.008 

0.52 

0.45 


Shri Jagpura 

0822000302615000 

1.952 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.401 

2.10 

0.100 

0.01 

0.00 

0.00 

0.00 

0.02 

0.29 

0.29 

0.04 

0.005 

0.37 

0.36 


Shri Kripalpura 

0822000302614700 

1.077 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.321 

1.73 

0.100 

0.08 

0.01 

0.00 

0.00 

0.00 

0.12 

0.12 

0.30 

0.001 

0.16 

0.16 







Non-command 

Phyllite & Schist 

0.523 

1.73 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.08 

0.08 

0.32 

0.002 

0.25 

0.26 


Shri Ramganj 

0812000701533900 

13.678 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

5.075 

2.19 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.19 

0.14 

0.14 

0.015 

0.18 

0.25 







Non-command 

Gneisses(B.G.C) 

8.603 

2.19 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.34 

0.24 

0.25 

0.025 

0.30 

0.42 


Shri Rampura Bas Harnoda 

0822000102590700 

3.054 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.054 

2.03 

0.018 

0.02 

0.00 

0.00 

0.00 

0.02 

0.11 

0.08 

0.08 

0.007 

0.48 

0.67 


Shri Vijaipura 

0822000302614800 

1.708 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.708 

1.78 

0.100 

0.02 

0.00 

0.00 

0.00 

0.01 

0.31 

0.34 

0.08 

0.006 

0.53 

0.49 


Shrirampura 

0812000601523300 

4.598 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.295 

1.47 

0.010 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.01 

0.002 

0.03 

0.04 






Chaparwara 

Command 

Gneisses(B.G.C) 

4.303 

1.47 

0.010 

0.04 

0.01 

0.00 

0.00 

0.01 

0.08 

0.06 

0.14 

0.023 

0.38 

0.51 


Shyosinghpura @ Basra 

0812000601521600 

2.670 

Fresh 

Kalakh Sagar 

Command 

Gneisses(B.G.C) 

2.670 

1.65 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.05 

0.014 

0.41 

0.55 


Silora 

0821000102493300 

4.259 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.085 

2.30 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.174 

2.30 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.21 

0.17 

0.05 

0.012 

0.34 

0.42 


Sinroj 

0821000102497400 

13.681 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

13.681 

1.85 

0.015 

0.14 

0.02 

0.00 

0.00 

0.02 

0.47 

0.27 

0.52 

0.033 

0.39 

0.68 


Sirsya 

0812000701533500 

7.517 

Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.517 

2.08 

0.015 

0.04 

0.00 

0.00 

0.00 

0.01 

0.27 

0.19 

0.12 

0.022 

0.47 

0.67 


Sitapura 

0822000102587400 

8.174 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.650 

3.51 

0.018 

0.05 

0.01 

0.00 

0.00 

0.00 

0.45 

0.31 

0.19 

0.016 

0.33 

0.47 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.524 

3.51 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.02 

0.004 

0.08 

0.11 


Sitarampura 

0822000102594800 

11.877 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.338 

4.22 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.20 

0.14 

0.11 

0.006 

0.09 

0.13 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.155 

4.22 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.02 

0.003 

0.05 

0.07 


Soda 

0822000102594500 

30.742 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.012 

2.32 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Soda Baori 

0822000102594900 

19.234 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.608 

3.68 

0.018 

0.22 

0.03 

0.00 

0.00 

0.00 

0.87 

0.62 

0.85 

0.025 

0.26 

0.37 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

7.920 

3.68 

0.018 

0.07 

0.01 

0.00 

0.00 

0.00 

0.57 

0.41 

0.25 

0.019 

0.20 

0.28 


Sooraj Ka Khera 

0822000302614900 

4.359 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.359 

2.09 

0.100 

0.05 

0.01 

0.00 

0.00 

0.03 

0.92 

0.98 

0.17 

0.015 

0.52 

0.48 


Soorajpura 

0822000302623100 

2.889 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.644 

1.07 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.20 

0.26 

0.13 

0.006 

0.27 

0.21 


Sooratpura 

0821000102492400 

2.784 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.784 

1.67 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.09 

0.06 

0.02 

0.008 

0.38 

0.61 


Soorsagar Ambapura 

0822000102588200 

13.235 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.053 

1.61 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

10.515 

1.61 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.32 

0.23 

0.06 

0.025 

0.34 

0.46 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.034 

1.61 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

2.633 

1.61 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.01 

0.006 

0.08 

0.11 


Sorthan Ka Bas 

0812000601518200 

6.064 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.455 

4.73 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.71 

0.39 

0.06 

0.008 

0.10 

0.18 







Non-command 

Gneisses(B.G.C) 

3.095 

4.73 

0.010 

0.04 

0.00 

0.00 

0.00 

0.00 

0.19 

0.10 

0.13 

0.017 

0.21 

0.39 


Sotwara 

0822000102592100 

12.594 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.152 

4.22 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.33 

0.31 

0.05 

0.010 

0.14 

0.15 


Sultaniya 

0812000701529200 

8.170 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.417 

1.43 

0.015 

0.00 

0.00 

0.00 

0.00 

0.04 

-0.03 

-0.02 

0.00 

0.001 

0.02 

0.03 


Sunadiya 

0812000601516800 

12.933 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

12.035 

1.70 

0.010 

0.21 

0.03 

0.00 

0.00 

0.03 

0.35 

0.26 

0.74 

0.065 

0.38 

0.51 


Sunara 

0822000302617000 

4.706 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.665 

2.32 

0.100 

0.18 

0.03 

0.00 

0.00 

0.03 

1.20 

1.40 

0.71 

0.016 

0.49 

0.42 


Sunari 

0822000302615400 

3.284 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.512 

2.29 

0.100 

0.07 

0.01 

0.00 

0.00 

0.03 

0.38 

0.43 

0.26 

0.005 

0.23 

0.20 


Syah 

0822000102589500 

13.504 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

12.483 

3.23 

0.018 

0.06 

0.01 

0.00 

0.00 

0.00 

0.76 

0.58 

0.21 

0.030 

0.40 

0.52 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.020 

3.23 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.01 

0.002 

0.03 

0.04 


Tan Jhag 

0812000601525100 

2.980 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.071 

1.99 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 






Kalakh Sagar 

Command 

Gneisses(B.G.C) 

0.454 

1.99 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.07 

0.10 


Thari 

0822000102589300 

8.669 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.420 

4.03 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.04 

0.003 

0.07 

0.07 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.374 

4.03 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.26 

0.23 

0.05 

0.008 

0.16 

0.17 


Tihari 

0821000102495400 

11.977 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

11.977 

2.38 

0.020 

0.04 

0.00 

0.00 

0.00 

0.01 

0.60 

0.35 

0.11 

0.033 

0.39 

0.68 



0821000602549700 

23.955 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.612 

3.64 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.004 

0.01 

0.01 


Tilokpura 

0822000302622000 

2.121 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.707 

0.75 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.16 

0.19 

0.16 

0.006 

0.43 

0.35 


Tiloniya 

0821000102491100 

11.251 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.557 

2.21 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.27 

0.18 

0.31 

0.013 

0.15 

0.23 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.05 

0.01 

238.18 

0.01 

0.02 

0.03 

0.01 

0.09 

- 

0.0100 

- 

- 

0.030 

0.040 

0.040 

0.073 

0.004 

0.069 

0.100 

145.01 

Over Exploited 

Sar Gaon 

0821000102492500 

0.07 

0.48 

3.87 

0.50 

0.08 

0.58 

0.04 

0.42 

- 

0.0600 

- 

- 

0.096 

0.156 

0.156 

0.740 

0.037 

0.703 

0.586 

83.29 

Semi Critical 

Sarsari Rampura 

0822000302623000 

0.20 

0.32 

49.64 

0.39 

0.01 

0.40 

0.06 

0.54 

0.04 

0.0300 

- 

- 

0.006 

0.036 

0.074 

0.475 

0.024 

0.451 

0.293 

64.94 

Safe 

Sawai Madhosinghpura 

0812000601524000 

0.05 

0.14 

(40.84) 

0.12 

0.00 

0.12 

0.05 

0.48 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.125 

0.006 

0.119 

0.072 

60.38 

Safe 

Sawai Mansinghpura 

0812000601523900 

0.05 

0.03 

(29.33) 

0.03 

0.00 

0.03 

0.03 

0.33 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.037 

0.002 

0.035 

0.036 

102.93 

Over Exploited 



0.05 

0.01 

(14.25) 

0.01 

0.00 

0.01 

0.01 

0.15 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.016 

0.001 

0.016 

0.018 

114.17 

Over Exploited 

Sawai Ramsingh @ Bibli Khe 

0822000102591500 

0.12 

0.11 

(20.05) 

0.09 

0.01 

0.09 

0.04 

0.48 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.114 

0.006 

0.108 

0.043 

39.71 

Safe 

Sawarda 

0812000601514500 

0.06 

0.05 

147.40 

0.05 

0.02 

0.07 

0.01 

0.12 

0.01 

0.0400 

- 

- 

0.015 

0.055 

0.060 

0.134 

0.007 

0.127 

0.407 

319.39 

Over Exploited 



0.05 

0.19 

(11.51) 

0.17 

0.08 

0.25 

0.03 

0.28 

0.02 

0.0800 

- 

- 

0.080 

0.160 

0.182 

0.430 

0.022 

0.409 

0.768 

187.82 

Over Exploited 



0.05 

0.00 

(288,094.39) 

0.00 

0.05 

0.05 

0.00 

0.00 

0.00 

- 

- 

- 

0.080 

0.080 

0.080 

0.133 

0.007 

0.126 

0.007 

5.24 

Safe 

Seel 

0821000102498300 

0.06 

0.15 

(10.91) 

0.13 

0.04 

0.17 

0.04 

0.41 

0.02 

0.0500 

- 

- 

0.024 

0.074 

0.091 

0.261 

0.013 

0.248 

0.436 

175.57 

Over Exploited 

Sehdariya 

0812000701541400 

0.18 

0.27 

(63.03) 

0.22 

0.03 

0.24 

0.04 

0.37 

0.03 

0.0500 

- 

- 

0.008 

0.058 

0.088 

0.330 

0.016 

0.313 

0.434 

138.49 

Over Exploited 



0.06 

0.02 

49.62 

0.02 

- 

0.02 

0.02 

0.17 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.034 

0.002 

0.032 

0.136 

424.51 

Over Exploited 

Selsagar 

0822000102588100 

0.12 

0.01 

243.80 

0.01 

- 

0.01 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.009 

0.012 

139.25 

Over Exploited 



0.12 

0.29 

(40.43) 

0.23 

- 

0.23 

0.04 

0.42 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.240 

0.012 

0.228 

0.045 

19.72 

Safe 

Sewa 

0812000601522400 

0.05 

0.02 

(21.89) 

0.01 

0.09 

0.11 

0.01 

0.09 

- 

0.0300 

- 

- 

0.122 

0.152 

0.152 

0.257 

0.013 

0.244 

0.168 

68.71 

Safe 



0.05 

0.25 

(7.19) 

0.23 

0.11 

0.34 

0.03 

0.33 

- 

0.1000 

- 

- 

0.122 

0.222 

0.222 

0.560 

0.028 

0.532 

0.609 

114.54 

Over Exploited 

Shankarpura 

0812000701528800 

0.06 

0.17 

(0.61) 

0.17 

0.01 

0.18 

0.04 

0.41 

- 

0.0100 

- 

- 

0.014 

0.025 

0.025 

0.205 

0.010 

0.195 

0.072 

37.16 

Safe 



0.06 

0.00 

(134,334.86) 

0.00 

0.01 

0.01 

0.00 

0.00 

- 

- 

- 

- 

0.014 

0.015 

0.015 

0.024 

0.001 

0.023 

0.000 

0.50 

Safe 

Shobhagpura 

0822000302617200 

0.20 

0.14 

199.76 

0.17 

0.01 

0.18 

0.05 

0.56 

- 

0.0300 

- 

- 

0.004 

0.034 

0.034 

0.218 

0.011 

0.207 

0.297 

143.60 

Over Exploited 

Shri Daulatpura 

0822000302617500 

0.20 

0.24 

(9.26) 

0.22 

0.06 

0.28 

0.05 

0.57 

- 

0.0100 

- 

- 

0.097 

0.107 

0.107 

0.388 

0.019 

0.368 

0.073 

19.85 

Safe 

Shri Dayalpura 

0822000302614200 

0.12 

0.02 

22.81 

0.03 

0.00 

0.03 

0.03 

0.31 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.041 

0.002 

0.039 

0.031 

79.75 

Semi Critical 

Shri Govindpura 

0822000302617400 

0.20 

0.25 

71.88 

0.30 

0.02 

0.32 

0.05 

0.57 

- 

0.0200 

- 

- 

0.017 

0.037 

0.037 

0.354 

0.018 

0.337 

0.159 

47.33 

Safe 

Shri Jagpura 

0822000302615000 

0.20 

0.10 

184.51 

0.12 

0.02 

0.14 

0.04 

0.41 

- 

- 

- 

- 

0.024 

0.024 

0.024 

0.164 

0.008 

0.156 

0.048 

30.70 

Safe 

Shri Kripalpura 

0822000302614700 

0.20 

0.01 

1,108.34 

0.01 

0.01 

0.02 

0.02 

0.17 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.057 

0.003 

0.054 

0.303 

556.52 

Over Exploited 



0.12 

0.02 

415.01 

0.02 

0.01 

0.03 

0.03 

0.28 

- 

0.0400 

- 

- 

0.006 

0.046 

0.046 

0.080 

0.004 

0.076 

0.326 

429.91 

Over Exploited 

Shri Ramganj 

0812000701533900 

0.04 

0.04 

281.77 

0.04 

0.01 

0.06 

0.02 

0.20 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.079 

0.004 

0.075 

0.159 

212.54 

Over Exploited 



0.06 

0.15 

56.02 

0.19 

0.01 

0.20 

0.03 

0.33 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.226 

0.011 

0.214 

0.276 

128.79 

Over Exploited 

Shri Rampura Bas Harnoda 

0822000102590700 

0.13 

0.19 

(57.57) 

0.15 

0.02 

0.17 

0.05 

0.53 

- 

0.0100 

- 

- 

0.025 

0.035 

0.035 

0.204 

0.010 

0.194 

0.091 

47.18 

Safe 

Shri Vijaipura 

0822000302614800 

0.20 

0.18 

86.05 

0.22 

0.01 

0.23 

0.05 

0.58 

- 

0.0100 

- 

- 

0.022 

0.032 

0.032 

0.262 

0.013 

0.249 

0.082 

32.92 

Safe 

Shrirampura 

0812000601523300 

0.05 

0.00 

(1,036.39) 

0.00 

0.01 

0.01 

0.00 

0.03 

- 

- 

- 

- 

0.014 

0.014 

0.014 

0.023 

0.001 

0.022 

0.014 

61.44 

Safe 



0.05 

0.08 

(23.66) 

0.07 

0.02 

0.08 

0.04 

0.42 

- 

0.0200 

- 

- 

0.014 

0.034 

0.034 

0.118 

0.006 

0.112 

0.161 

143.43 

Over Exploited 

Shyosinghpura @ Basra 

0812000601521600 

0.05 

0.05 

(18.34) 

0.04 

0.00 

0.05 

0.04 

0.45 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.063 

0.003 

0.060 

0.068 

114.22 

Over Exploited 

Silora 

0821000102493300 

0.07 

0.00 

7,059.60 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.09 

103.92 

0.10 

- 

0.10 

0.04 

0.38 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.113 

0.006 

0.107 

0.060 

55.68 

Safe 

Sinroj 

0821000102497400 

0.06 

0.34 

(18.99) 

0.27 

0.04 

0.32 

0.04 

0.44 

0.04 

0.0600 

- 

- 

0.037 

0.097 

0.134 

0.451 

0.023 

0.429 

0.551 

128.49 

Over Exploited 

Sirsya 

0812000701533500 

0.06 

0.21 

(12.59) 

0.19 

0.01 

0.20 

0.05 

0.52 

- 

0.0100 

- 

- 

0.015 

0.025 

0.025 

0.221 

0.011 

0.210 

0.141 

67.23 

Safe 

Sitapura 

0822000102587400 

0.12 

0.26 

19.08 

0.31 

0.01 

0.32 

0.03 

0.36 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.363 

0.018 

0.345 

0.208 

60.23 

Safe 



0.12 

0.01 

423.95 

0.02 

- 

0.02 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.017 

0.001 

0.016 

0.028 

175.53 

Over Exploited 

Sitarampura 

0822000102594800 

0.13 

0.03 

402.11 

0.03 

- 

0.03 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.045 

0.002 

0.042 

0.114 

268.51 

Over Exploited 



0.13 

0.01 

867.20 

0.01 

- 

0.01 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.027 

333.98 

Over Exploited 

Soda 

0822000102594500 

0.13 

0.00 

133,533.90 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Soda Baori 

0822000102594900 

0.13 

0.36 

70.81 

0.44 

0.03 

0.47 

0.03 

0.29 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.567 

0.028 

0.539 

0.877 

162.85 

Over Exploited 



0.13 

0.20 

100.02 

0.24 

0.01 

0.25 

0.02 

0.22 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.284 

0.014 

0.269 

0.273 

101.31 

Over Exploited 

Sooraj Ka Khera 

0822000302614900 

0.20 

0.45 

117.16 

0.54 

0.04 

0.59 

0.05 

0.57 

- 

0.0200 

- 

- 

0.051 

0.071 

0.071 

0.657 

0.033 

0.624 

0.188 

30.20 

Safe 

Soorajpura 

0822000302623100 

0.20 

0.09 

195.80 

0.11 

0.00 

0.11 

0.03 

0.30 

0.01 

0.0100 

- 

- 

0.005 

0.015 

0.025 

0.136 

0.007 

0.129 

0.136 

105.19 

Over Exploited 

Sooratpura 

0821000102492400 

0.07 

0.08 

(29.94) 

0.06 

0.01 

0.08 

0.04 

0.43 

- 

- 

- 

- 

0.020 

0.020 

0.020 

0.097 

0.005 

0.092 

0.025 

26.87 

Safe 

Soorsagar Ambapura 

0822000102588200 

0.13 

0.00 

9,219.86 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.42 

(45.32) 

0.34 

- 

0.34 

0.03 

0.37 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.349 

0.017 

0.331 

0.083 

25.12 

Safe 



0.13 

0.00 

14,494.14 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.03 

132.18 

0.03 

- 

0.03 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.032 

0.002 

0.030 

0.018 

60.53 

Safe 

Sorthan Ka Bas 

0812000601518200 

0.12 

0.02 

2,128.40 

0.02 

- 

0.02 

0.01 

0.11 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.033 

0.002 

0.031 

0.072 

228.72 

Over Exploited 



0.05 

0.03 

163,351.78 

0.04 

- 

0.04 

0.03 

0.24 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.053 

0.003 

0.050 

0.148 

294.44 

Over Exploited 

Sotwara 

0822000102592100 

0.12 

0.07 

348.75 

0.08 

- 

0.08 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.092 

0.005 

0.087 

0.058 

66.37 

Safe 

Sultaniya 

0812000701529200 

0.06 

0.00 

(3,130.44) 

0.00 

0.04 

0.04 

0.00 

0.03 

- 

- 

- 

- 

0.053 

0.053 

0.053 

0.089 

0.004 

0.084 

0.001 

1.45 

Safe 

Sunadiya 

0812000601516800 

0.05 

0.23 

15.79 

0.26 

0.06 

0.32 

0.04 

0.42 

- 

0.1400 

- 

- 

0.045 

0.185 

0.185 

0.507 

0.025 

0.481 

0.809 

168.07 

Over Exploited 

Sunara 

0822000302617000 

0.20 

0.46 

204.99 

0.55 

0.06 

0.61 

0.05 

0.55 

- 

0.0800 

- 

- 

0.042 

0.122 

0.122 

0.729 

0.036 

0.693 

0.729 

105.33 

Over Exploited 

Sunari 

0822000302615400 

0.20 

0.07 

516.12 

0.08 

0.04 

0.12 

0.03 

0.25 

0.01 

0.0300 

- 

- 

0.038 

0.068 

0.075 

0.193 

0.010 

0.184 

0.264 

143.91 

Over Exploited 

Syah 

0822000102589500 

0.12 

0.60 

(3.28) 

0.58 

0.01 

0.59 

0.04 

0.44 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.629 

0.031 

0.597 

0.241 

40.33 

Safe 



0.12 

0.00 

1,005.45 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.014 

316.89 

Over Exploited 

Tan Jhag 

0812000601525100 

0.05 

0.00 

1,275.60 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

23.55 

Safe 



0.05 

0.00 

276.31 

0.00 

0.00 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.004 

0.000 

0.003 

0.002 

71.25 

Semi Critical 

Thari 

0822000102589300 

0.12 

0.01 

777.55 

0.01 

- 

0.01 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.024 

0.001 

0.023 

0.041 

183.98 

Over Exploited 



0.12 

0.06 

264.42 

0.08 

- 

0.08 

0.01 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.087 

0.004 

0.083 

0.062 

74.92 

Semi Critical 

Tihari 

0821000102495400 

0.07 

0.35 

(1.68) 

0.35 

0.01 

0.36 

0.04 

0.44 

0.04 

0.0100 

- 

- 

0.022 

0.032 

0.071 

0.431 

0.022 

0.409 

0.142 

34.75 

Safe 


0821000602549700 

0.11 

0.00 

5,250.06 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.028 

3,762.95 

Over Exploited 

Tilokpura 

0822000302622000 

0.20 

0.15 

28.51 

0.18 

0.01 

0.19 

0.04 

0.47 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.213 

0.011 

0.203 

0.168 

82.87 

Semi Critical 

Tiloniya 

0821000102491100 

0.07 

0.05 

238.63 

0.06 

0.01 

0.07 

0.02 

0.17 

0.01 

0.0600 

- 

- 

- 

0.060 

0.066 

0.139 

0.007 

0.132 

0.321 

242.71 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Tolamal 

082100010249080C 

9.101 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

9.101 

2.14 

0.020 

0.07 

0.01 

0.00 

0.00 

0.02 

0.43 

0.30 

0.27 

0.025 

0.37 

0.53 


Tundera 

0822000102587500 

6.457 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.457 

3.02 

0.018 

0.14 

0.02 

0.00 

0.00 

0.02 

0.44 

0.32 

0.54 

0.015 

0.41 

0.56 


Udaipur Kalan 

0821000102493800 

21.571 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.120 

2.55 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.23 

0.21 

0.05 

0.011 

0.07 

0.08 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.134 

2.55 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.27 

0.25 

0.04 

0.014 

0.09 

0.09 


Udaipur Khurd 

0821000102493200 

6.365 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.709 

2.77 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.30 

0.24 

0.20 

0.013 

0.27 

0.33 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.656 

2.77 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.04 

0.005 

0.09 

0.12 


Unt Ka Khera 

0812000701537900 

5.261 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.261 

1.31 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.73 

0.59 

0.17 

0.015 

0.48 

0.60 


Ursewa 

0812000601516400 

13.948 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

13.948 

2.61 

0.010 

0.14 

0.02 

0.00 

0.00 

0.04 

0.44 

0.32 

0.46 

0.075 

0.41 

0.56 

07008060 

Abbas Nagar Chak No.3 

0822000202605200 

0.996 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.996 

2.33 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.24 

0.00 

0.003 

0.49 

0.56 


Abbas Nagar Khas 

0822000202604700 

1.088 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.066 

2.12 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.000 

0.03 

0.02 






Mashi 

Command 

Older Alluvium 

0.034 

2.12 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.814 

2.12 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.29 

0.03 

0.002 

0.36 

0.26 






Mashi 

Command 

Older Alluvium 

0.173 

2.12 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.01 

0.000 

0.08 

0.06 


Abbasnagar Chak No.-l 

0822000202604900 

0.957 

Fresh 

Mashi 

Command 

Older Alluvium 

0.030 

2.22 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.009 

2.22 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Mashi 

Command 

Older Alluvium 

0.919 

2.22 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.33 

0.05 

0.003 

0.46 

0.35 


Abbasnagar Chak No.2 

0822000202605100 

1.907 

Fresh 

Mashi 

Command 

Older Alluvium 

0.002 

2.31 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.014 

2.31 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.29 

0.01 

0.003 

0.26 

0.24 







Non-command 

Phyllite & Schist 

0.003 

2.31 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Mashi 

Command 

Older Alluvium 

0.887 

2.31 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.26 

0.01 

0.002 

0.22 

0.21 


Ahmadulla Pura 

0822000202604500 

1.677 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.435 

1.91 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.13 

0.01 

0.001 

0.12 

0.09 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.242 

1.91 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.38 

0.01 

0.003 

0.35 

0.26 


Ahmedganj 

0822000202603900 

4.859 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.502 

2.34 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.73 

0.38 

0.13 

0.007 

0.26 

0.50 







Non-command 

Phyllite & Schist 

1.590 

2.34 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.04 

0.004 

0.17 

0.32 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.768 

2.34 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.12 

0.02 

0.002 

0.08 

0.15 


Ajmeri 

0822000102595300 

5.030 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.067 

2.60 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

4.963 

2.60 

0.018 

0.06 

0.01 

0.00 

0.00 

0.00 

0.28 

0.20 

0.24 

0.012 

0.48 

0.68 


Akbarnagar 

0822000202606700 

3.790 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.128 

2.26 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.05 

0.03 

0.006 

0.29 

0.56 


AN Nagar 

0822000202612300 

2.458 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.140 

3.25 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.01 

0.000 

0.03 

0.05 






Mashi 

Command 

Older Alluvium 

2.317 

3.25 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.93 

0.53 

0.15 

0.006 

0.51 

0.90 


Alimpura 

0822000202608200 

5.097 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.239 

2.20 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.05 

0.03 

0.006 

0.22 

0.48 






Mashi 

Command 

Phyllite & Schist 

0.035 

2.20 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.590 

2.20 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.00 

0.002 

0.06 

0.13 






Mashi 

Command 

Phyllite & Schist 

2.233 

2.20 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.05 

0.01 

0.006 

0.22 

0.48 


Anwar Nagar @ Bhoorawali 

0822000202605300 

4.793 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.793 

2.41 

0.120 

0.05 

0.01 

0.00 

0.00 

0.01 

1.42 

0.83 

0.17 

0.013 

0.50 

0.86 


Anwarpura @ Hameeriya 

0822000202602600 

0.836 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.594 

1.86 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.05 

0.002 

0.34 

0.35 


Anwarpura Khera 

0822000202605900 

7.299 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.228 

2.75 

0.120 

0.00 

0.00 

0.00 

0.00 

0.01 

0.07 

0.06 

0.02 

0.001 

0.02 

0.02 







Non-command 

Phyllite & Schist 

2.096 

2.75 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.12 

0.10 

0.006 

0.15 

0.17 


Arniya Kankar 

0822000202601100 

7.356 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.925 

2.14 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.21 

0.15 

0.19 

0.011 

0.26 

0.36 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.134 

2.14 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.02 

0.003 

0.08 

0.10 


Azampura 

0822000202605500 

3.316 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.960 

2.49 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.62 

0.31 

0.13 

0.005 

0.30 

0.60 






Mashi 

Command 

Older Alluvium 

0.618 

2.49 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.10 

0.04 

0.002 

0.09 

0.19 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.075 

2.49 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.01 

0.02 






Mashi 

Command 

Older Alluvium 

0.663 

2.49 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.10 

0.02 

0.002 

0.10 

0.20 


Bagarwa 

0822000202602400 

6.853 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.656 

1.82 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.38 

0.47 

0.06 

0.005 

0.12 

0.09 







Non-command 

Phyllite & Schist 

1.040 

1.82 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.01 

0.003 

0.07 

0.06 


Bagri 

0822000202606900 

20.064 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

17.036 

2.93 

0.020 

0.29 

0.04 

0.00 

0.00 

0.07 

1.18 

0.73 

1.11 

0.047 

0.43 

0.69 


Balkhandiya 

0822000202607100 

5.298 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.030 

2.27 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.03 

0.003 

0.10 

0.21 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.285 

2.27 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.01 

0.001 

0.03 

0.06 







Non-command 

Phyllite & Schist 

2.022 

2.27 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.05 

0.02 

0.006 

0.20 

0.41 






Mashi 

Command 

Phyllite & Schist 

1.961 

2.27 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.05 

0.02 

0.005 

0.19 

0.40 


Bambori 

0822000102595000 

6.505 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.885 

3.79 

0.018 

0.09 

0.01 

0.00 

0.00 

0.00 

0.34 

0.24 

0.36 

0.009 

0.29 

0.41 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.620 

3.79 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.20 

0.15 

0.10 

0.006 

0.20 

0.27 


Banasthali Urban 

0822000342202000 

6.461 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.097 

0.63 

0.100 

0.01 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.01 

0.009 

0.01 

0.01 


Banwara 

0822000202604200 

10.714 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.084 

2.37 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.90 

0.76 

0.16 

0.008 

0.14 

0.17 







Non-command 

Phyllite & Schist 

7.630 

2.37 

0.020 

0.05 

0.01 

0.00 

0.00 

0.02 

0.38 

0.32 

0.15 

0.021 

0.35 

0.41 


Barh Ajmeri 

0822000102595100 

2.280 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.251 

3.21 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.05 

0.07 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.538 

3.21 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.00 

0.004 

0.33 

0.45 


Barhbhantriya 

0822000302622600 

1.049 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.049 

0.84 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.11 

0.05 

0.004 

0.51 

0.42 


Begam Pura 

0822000202601500 

4.371 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.066 

1.95 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Bhatariya 

0822000302622700 

2.048 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.375 

0.70 

0.100 

0.03 

0.00 

0.00 

0.00 

0.01 

0.12 

0.14 

0.10 

0.005 

0.34 

0.28 


Bheepur 

0822000102595700 

5.864 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.536 

1.70 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.001 

0.05 

0.06 


Bor Khandi Kalan 

0822000202603700 

14.603 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.691 

2.24 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.75 

0.42 

0.11 

0.007 

0.09 

0.17 







Non-command 

Phyllite & Schist 

11.879 

2.24 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.60 

0.34 

0.27 

0.032 

0.41 

0.73 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.032 

2.24 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 


Chabrana 

0822000102600300 

20.515 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.912 

2.07 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.02 

0.007 

0.07 

0.10 






Chandsen Bheru Sagar 

Command 

Phyllite & Schist 

0.010 

2.07 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chak Miyarampura 

0822000202607300 

1.563 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.563 

2.28 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.03 

0.01 

0.004 

0.51 

1.05 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Tolamal 

082100010249080C 

0.07 

0.25 

17.85 

0.30 

0.03 

0.33 

0.04 

0.41 

- 

0.0300 

- 

- 

0.028 

0.058 

0.058 

0.385 

0.019 

0.365 

0.291 

79.71 

Semi Critical 

Tundera 

0822000102587500 

0.12 

0.32 

0.36 

0.32 

0.04 

0.36 

0.04 

0.45 

- 

0.1000 

- 

- 

0.037 

0.137 

0.137 

0.499 

0.025 

0.474 

0.553 

116.83 

Over Exploited 

Udaipur Kalan 

0821000102493800 

0.07 

0.02 

878.77 

0.03 

- 

0.03 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.036 

0.002 

0.034 

0.061 

181.54 

Over Exploited 



0.06 

0.03 

331,177.11 

0.03 

- 

0.03 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.032 

0.002 

0.030 

0.052 

173.62 

Over Exploited 

Udaipur Khurd 

0821000102493200 

0.07 

0.09 

159.83 

0.11 

0.01 

0.12 

0.03 

0.30 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.143 

0.007 

0.136 

0.215 

158.27 

Over Exploited 



0.06 

0.01 

787.68 

0.01 

- 

0.01 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.011 

0.043 

400.69 

Over Exploited 

Unt Ka Khera 

0812000701537900 

0.18 

0.46 

28.22 

0.55 

0.01 

0.56 

0.05 

0.54 

0.05 

0.0200 

- 

- 

0.002 

0.022 

0.074 

0.634 

0.032 

0.602 

0.188 

31.28 

Safe 

Ursewa 

0812000601516400 

0.05 

0.28 

14.87 

0.32 

0.06 

0.38 

0.04 

0.45 

- 

0.0900 

- 

- 

0.059 

0.149 

0.149 

0.532 

0.027 

0.506 

0.531 

105.00 

Over Exploited 

Abbas Nagar Chak No.3 

0822000202605200 

0.22 

0.11 

127.20 

0.13 

- 

0.13 

0.06 

0.54 

0.01 

- 

- 

- 

- 

- 

0.013 

0.140 

0.007 

0.133 

0.003 

2.04 

Safe 

Abbas Nagar Khas 

0822000202604700 

0.22 

0.00 

5,231.73 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.22 

0.00 

10,326.20 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.06 

357.02 

0.08 

- 

0.08 

0.04 

0.40 

0.01 

- 

- 

- 

- 

- 

0.008 

0.084 

0.004 

0.080 

0.032 

40.39 

Safe 



0.22 

0.00 

1,946.55 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.006 

178.98 

Over Exploited 

Abbasnagar Chak No.-l 

0822000202604900 

0.22 

0.00 

10,590.46 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.00 

35,241.93 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.09 

259.74 

0.11 

- 

0.11 

0.05 

0.51 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.132 

0.007 

0.125 

0.057 

45.16 

Safe 

Abbasnagar Chak No.2 

0822000202605100 

0.22 

0.00 

216,256.44 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.06 

417.07 

0.07 

- 

0.07 

0.03 

0.29 

0.01 

- 

- 

- 

- 

- 

0.007 

0.075 

0.004 

0.071 

0.009 

12.27 

Safe 



0.14 

0.00 

50,130.91 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.04 

491.78 

0.05 

- 

0.05 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.005 

0.057 

0.003 

0.055 

0.008 

15.42 

Safe 

Ahmadulla Pura 

0822000202604500 

0.22 

0.01 

1,041.16 

0.01 

- 

0.01 

0.01 

0.14 

0.00 

- 

- 

- 

- 

- 

0.001 

0.016 

0.001 

0.015 

0.011 

75.72 

Semi Critical 



0.22 

0.10 

299.81 

0.12 

- 

0.12 

0.04 

0.39 

0.01 

- 

- 

- 

- 

- 

0.012 

0.127 

0.006 

0.120 

0.009 

7.80 

Safe 

Ahmedganj 

0822000202603900 

0.22 

0.14 

166.86 

0.17 

- 

0.17 

0.03 

0.29 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.199 

0.010 

0.189 

0.132 

69.75 

Safe 



0.14 

0.04 

19.56 

0.04 

- 

0.04 

0.02 

0.19 

0.00 

- 

- 

- 

- 

- 

0.004 

0.048 

0.002 

0.046 

0.047 

102.97 

Over Exploited 



0.22 

0.01 

772.41 

0.02 

- 

0.02 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.002 

0.018 

0.001 

0.017 

0.026 

154.40 

Over Exploited 

Ajmeri 

0822000102595300 

0.13 

0.00 

3,769.03 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

18,760.24 

Over Exploited 



0.13 

0.31 

(36.68) 

0.25 

0.01 

0.26 

0.05 

0.53 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.289 

0.014 

0.274 

0.247 

90.07 

Critical 

Akbarnagar 

0822000202606700 

0.14 

0.09 

(36.70) 

0.07 

0.00 

0.07 

0.03 

0.32 

0.01 

- 

- 

- 

0.000 

0.001 

0.010 

0.079 

0.004 

0.075 

0.033 

43.67 

Safe 

Ali Nagar 

0822000202612300 

0.22 

0.00 

3,083.56 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.004 

0.000 

0.004 

0.010 

245.71 

Over Exploited 



0.22 

0.26 

103.57 

0.31 

0.01 

0.32 

0.05 

0.56 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.354 

0.018 

0.336 

0.160 

47.71 

Safe 

Alimpura 

0822000202608200 

0.14 

0.07 

(27.84) 

0.06 

- 

0.06 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.008 

0.065 

0.003 

0.061 

0.033 

53.96 

Safe 



0.14 

0.00 

3,916.75 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.14 

0.00 

149.52 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.004 

59.00 

Safe 



0.14 

0.07 

(27.64) 

0.06 

- 

0.06 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.008 

0.064 

0.003 

0.061 

0.018 

29.63 

Safe 

Anwar Nagar @ Bhoorawali 

0822000202605300 

0.22 

0.53 

56.41 

0.63 

0.02 

0.65 

0.06 

0.56 

0.06 

0.0200 

- 

- 

0.011 

0.031 

0.094 

0.744 

0.037 

0.707 

0.187 

26.46 

Safe 

Anwarpura @ Hameeriya 

0822000202602600 

0.14 

0.03 

9.95 

0.03 

0.00 

0.03 

0.04 

0.38 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.014 

0.045 

0.002 

0.043 

0.055 

126.70 

Over Exploited 

Anwarpura Khera 

0822000202605900 

0.22 

0.00 

7,514.78 

0.00 

0.01 

0.01 

0.00 

0.02 

- 

- 

- 

- 

0.010 

0.010 

0.010 

0.017 

0.001 

0.016 

0.020 

122.04 

Over Exploited 



0.14 

0.04 

193.25 

0.05 

0.00 

0.05 

0.02 

0.16 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.068 

0.003 

0.064 

0.109 

169.29 

Over Exploited 

Arniya Kankar 

0822000202601100 

0.14 

0.14 

6.11 

0.15 

0.01 

0.16 

0.03 

0.29 

0.02 

0.0400 

- 

- 

- 

0.040 

0.056 

0.218 

0.011 

0.207 

0.200 

96.54 

Critical 



0.14 

0.01 

257.27 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.016 

0.001 

0.015 

0.027 

181.95 

Over Exploited 

Azampura 

0822000202605500 

0.22 

0.13 

136.45 

0.16 

- 

0.16 

0.04 

0.34 

0.02 

0.0100 

- 

- 

- 

0.010 

0.025 

0.181 

0.009 

0.172 

0.130 

75.97 

Semi Critical 



0.22 

0.01 

652.23 

0.02 

- 

0.02 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.002 

0.017 

0.001 

0.016 

0.040 

246.34 

Over Exploited 



0.22 

0.00 

5,752.45 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.01 

599.12 

0.02 

- 

0.02 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.002 

0.019 

0.001 

0.019 

0.026 

139.38 

Over Exploited 

Bagarwa 

0822000202602400 

0.22 

0.04 

1,029.74 

0.05 

0.00 

0.05 

0.01 

0.13 

0.01 

0.0100 

- 

- 

0.003 

0.013 

0.018 

0.070 

0.004 

0.067 

0.065 

96.98 

Critical 



0.14 

0.01 

346.76 

0.01 

0.00 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

0.000 

0.000 

0.002 

0.014 

0.001 

0.014 

0.017 

123.22 

Over Exploited 

Bagri 

0822000202606900 

0.14 

1.02 

(27.98) 

0.81 

0.11 

0.92 

0.05 

0.48 

0.12 

0.1200 

- 

- 

0.101 

0.221 

0.339 

1.261 

0.063 

1.198 

1.156 

96.44 

Critical 

Balkhandiya 

0822000202607100 

0.14 

0.01 

87.18 

0.02 

- 

0.02 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.002 

0.019 

0.001 

0.018 

0.030 

166.35 

Over Exploited 



0.22 

0.00 

2,026.06 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.007 

314.54 

Over Exploited 



0.14 

0.06 

(12.91) 

0.05 

- 

0.05 

0.02 

0.22 

0.01 

- 

- 

- 

- 

- 

0.006 

0.055 

0.003 

0.052 

0.030 

56.92 

Safe 



0.14 

0.05 

(10.08) 

0.05 

- 

0.05 

0.02 

0.21 

0.01 

- 

- 

- 

- 

- 

0.006 

0.053 

0.003 

0.050 

0.029 

58.52 

Safe 

Bambori 

0822000102595000 

0.13 

0.15 

64.30 

0.18 

0.01 

0.19 

0.03 

0.32 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.226 

0.011 

0.214 

0.369 

172.22 

Over Exploited 



0.13 

0.07 

118.01 

0.08 

- 

0.08 

0.02 

0.22 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.090 

0.004 

0.085 

0.102 

119.72 

Over Exploited 

Banasthali Urban 

0822000342202000 

0.20 

0.00 

6,349.59 

0.00 

0.01 

0.01 

0.00 

0.01 

- 

- 

- 

- 

0.012 

0.012 

0.012 

0.020 

0.001 

0.019 

0.020 

102.34 

Over Exploited 

Banwara 

0822000202604200 

0.22 

0.10 

699.81 

0.11 

0.01 

0.13 

0.02 

0.16 

0.01 

0.0200 

- 

- 

0.005 

0.025 

0.036 

0.163 

0.008 

0.155 

0.164 

105.95 

Over Exploited 



0.14 

0.37 

(14.26) 

0.32 

0.03 

0.35 

0.04 

0.39 

0.04 

0.0200 

- 

- 

0.036 

0.056 

0.100 

0.452 

0.023 

0.429 

0.175 

40.71 

Safe 

Barh Ajmeri 

0822000102595100 

0.13 

0.00 

486.37 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.001 

30.33 

Safe 



0.13 

0.07 

(4.72) 

0.06 

- 

0.06 

0.04 

0.36 

- 

- 

- 

- 

- 

- 

- 

0.062 

0.003 

0.059 

0.004 

6.24 

Safe 

Barhbhantriya 

0822000302622600 

0.20 

0.11 

6.06 

0.11 

0.00 

0.12 

0.05 

0.56 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.135 

0.007 

0.128 

0.058 

44.98 

Safe 

Begam Pura 

0822000202601500 

0.14 

0.00 

3,099.41 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhatariya 

0822000302622700 

0.20 

0.09 

49.27 

0.11 

0.01 

0.12 

0.03 

0.38 

- 

0.0100 

- 

- 

0.015 

0.025 

0.025 

0.149 

0.007 

0.141 

0.102 

72.06 

Semi Critical 

Bheepur 

0822000102595700 

0.13 

0.00 

469.14 

0.00 

0.00 

0.01 

0.00 

0.05 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.017 

0.001 

0.016 

0.049 

306.81 

Over Exploited 

Bor Khandi Kalan 

0822000202603700 

0.22 

0.05 

665.15 

0.07 

- 

0.07 

0.01 

0.10 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.082 

0.004 

0.078 

0.113 

145.28 

Over Exploited 



0.14 

0.68 

(50.67) 

0.55 

0.01 

0.56 

0.05 

0.46 

0.08 

0.0300 

- 

- 

- 

0.030 

0.106 

0.662 

0.033 

0.629 

0.302 

48.12 

Safe 



0.22 

0.00 

61,355.32 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chabrana 

0822000102600300 

0.13 

0.03 

205.39 

0.03 

- 

0.03 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.032 

0.002 

0.030 

0.031 

103.21 

Over Exploited 



0.13 

0.00 

93,477.72 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chak Miyarampura 

0822000202607300 

0.14 

0.11 

(69.79) 

0.09 

0.00 

0.09 

0.06 

0.57 

0.01 

- 

- 

- 

0.003 

0.003 

0.016 

0.108 

0.005 

0.102 

0.009 

9.05 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Chikana 

082200030262320C 

2.675 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.675 

1.69 

0.100 

0.17 

0.03 

0.00 

0.00 

0.01 

0.58 

0.76 

0.68 

0.009 

0.48 

0.37 


Chogai 

0822000202603000 

7.773 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

7.773 

2.86 

0.020 

0.05 

0.01 

0.00 

0.00 

0.02 

0.47 

0.32 

0.19 

0.021 

0.49 

0.71 


Chosla 

0822000102594600 

8.873 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.831 

2.25 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.14 

0.10 

0.17 

0.007 

0.15 

0.21 


Churada 

0822000302616000 

5.856 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.003 

1.63 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.23 

0.04 

0.004 

0.08 

0.06 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.109 

1.63 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.000 

0.01 

0.01 


Damodarpura 

0822000302621800 

1.962 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.868 

1.11 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.15 

0.12 

0.003 

0.24 

0.19 


Dangarthal 

0822000302616300 

22.284 

Fresh 

Non-command 

Non-command 

Older Alluvium 

17.460 

1.98 

0.100 

0.66 

0.10 

0.00 

0.00 

0.08 

3.94 

5.28 

2.57 

0.062 

0.37 

0.28 


Darda Turki 

0822000202610100 

7.910 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.089 

2.17 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.000 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.479 

2.17 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.42 

0.21 

0.16 

0.004 

0.10 

0.19 







Non-command 

Phyllite & Schist 

5.397 

2.17 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.28 

0.15 

0.24 

0.015 

0.36 

0.70 


Deori 

0822000202611800 

3.972 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.084 

3.36 

0.120 

0.01 

0.00 

0.00 

0.00 

0.01 

0.43 

0.24 

0.05 

0.003 

0.15 

0.26 






Mashi 

Command 

Older Alluvium 

2.888 

3.36 

0.120 

0.03 

0.01 

0.00 

0.00 

0.01 

1.17 

0.65 

0.12 

0.008 

0.39 

0.70 



0822000302623300 

2.001 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.001 

2.19 

0.100 

0.03 

0.00 

0.00 

0.00 

0.01 

0.46 

0.57 

0.12 

0.007 

0.48 

0.39 


Dhodhariya 

0822000202607400 

2.113 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.113 

2.27 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.14 

0.07 

0.22 

0.006 

0.51 

1.01 


Dhola Ka Khera 

0822000102595800 

8.674 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.072 

1.92 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.13 

0.09 

0.14 

0.007 

0.17 

0.24 


Dholi 

0822000102595600 

17.851 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

17.401 

1.82 

0.018 

0.09 

0.01 

0.00 

0.00 

0.03 

0.61 

0.43 

0.29 

0.042 

0.48 

0.67 


Dhoondiya 

0822000202610300 

9.467 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.364 

2.07 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.05 

0.02 

0.001 

0.02 

0.04 







Non-command 

Phyllite & Schist 

0.014 

2.07 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Mashi 

Command 

Older Alluvium 

1.018 

2.07 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.13 

0.05 

0.003 

0.06 

0.12 







Command 

Phyllite & Schist 

0.262 

2.07 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.03 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.188 

2.07 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.01 

0.001 

0.01 

0.02 







Non-command 

Phyllite & Schist 

0.477 

2.07 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.03 

0.05 






Mashi 

Command 

Older Alluvium 

0.174 

2.07 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.01 

0.000 

0.01 

0.02 







Command 

Phyllite & Schist 

0.315 

2.07 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.04 


Diggi 

0822000102594300 

51.160 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.667 

1.83 

0.018 

0.11 

0.01 

0.00 

0.00 

0.03 

0.41 

0.30 

0.40 

0.026 

0.10 

0.14 


Fazalpura 

0822000202605700 

11.907 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.100 

2.98 

0.120 

0.03 

0.00 

0.00 

0.00 

0.01 

1.13 

1.09 

0.12 

0.008 

0.13 

0.13 







Non-command 

Phyllite & Schist 

8.807 

2.98 

0.020 

0.05 

0.01 

0.00 

0.00 

0.06 

0.51 

0.49 

0.18 

0.024 

0.36 

0.37 


Fyawari 

0822000202605600 

23.164 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.048 

2.76 

0.120 

0.11 

0.02 

0.00 

0.00 

0.02 

3.06 

2.09 

0.41 

0.025 

0.19 

0.28 







Non-command 

Phyllite & Schist 

14.116 

2.76 

0.020 

0.10 

0.01 

0.00 

0.00 

0.02 

0.85 

0.58 

0.37 

0.039 

0.30 

0.44 


Galod 

0822000202611900 

8.038 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.301 

3.67 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.61 

0.38 

0.21 

0.004 

0.09 

0.14 






Mashi 

Command 

Older Alluvium 

3.620 

3.67 

0.120 

0.15 

0.04 

0.00 

0.00 

0.00 

1.70 

1.07 

0.59 

0.010 

0.25 

0.40 


Girdharipura 

0822000302623500 

0.919 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.688 

2.54 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.21 

0.22 

0.21 

0.002 

0.38 

0.37 







Non-command 

Phyllite & Schist 

0.061 

2.54 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.03 

0.03 


Gordhanpura 

0822000202603400 

4.314 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.069 

2.02 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.000 

0.01 

0.01 







Non-command 

Phyllite & Schist 

4.245 

2.02 

0.020 

0.07 

0.01 

0.00 

0.00 

0.01 

0.22 

0.14 

0.25 

0.012 

0.49 

0.78 


Govindpura 

0822000302622200 

1.081 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.080 

2.57 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.30 

0.37 

0.08 

0.004 

0.55 

0.44 


Gudha Ramdas 

0822000202604600 

1.128 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.741 

2.06 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.21 

0.29 

0.17 

0.002 

0.31 

0.23 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.387 

2.06 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.16 

0.06 

0.001 

0.16 

0.12 


Hamzapur 

0822000202607600 

2.120 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.120 

2.24 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.07 

0.006 

0.51 

0.99 


Haripura 

0822000202603100 

10.885 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.291 

2.73 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.02 

0.001 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Older Alluvium 

7.885 

2.73 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

2.65 

1.58 

0.29 

0.022 

0.36 

0.61 







Non-command 

Phyllite & Schist 

2.709 

2.73 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.09 

0.04 

0.007 

0.12 

0.21 


Harnoda 

0822000102590800 

4.858 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.011 

2.01 

0.018 

0.00 

0.00 

0.00 

0.00 

0.04 

-0.04 

-0.03 

0.00 

0.000 

0.00 

0.00 


Hingotiya 

0822000302622500 

6.505 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.326 

1.12 

0.100 

0.19 

0.03 

0.00 

0.00 

0.05 

0.81 

1.01 

0.72 

0.022 

0.47 

0.38 


llahipura @ Hajipura 

0822000202604100 

4.043 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.630 

2.73 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.15 

0.02 

0.002 

0.08 

0.11 







Non-command 

Phyllite & Schist 

3.413 

2.73 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.14 

0.04 

0.009 

0.42 

0.59 


Imamnagar 

0822000202607500 

1.967 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.967 

2.25 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.11 

0.06 

0.11 

0.005 

0.51 

0.98 


Inayat Ganj 

0822000202602700 

1.450 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.920 

1.81 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.003 

0.31 

0.34 


Islampura 

0822000202612000 

1.146 

Fresh 

Mashi 

Command 

Older Alluvium 

0.440 

3.67 

0.120 

0.03 

0.01 

0.00 

0.00 

0.00 

0.21 

0.14 

0.13 

0.001 

0.22 

0.34 


Islampura Gata 

0822000202612400 

4.201 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.612 

2.91 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.93 

0.53 

0.08 

0.007 

0.33 

0.59 






Mashi 

Command 

Older Alluvium 

0.202 

2.91 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.01 

0.001 

0.03 

0.05 


Ismailpura 

0822000202605800 

4.668 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.969 

2.69 

0.120 

0.05 

0.01 

0.00 

0.00 

0.01 

1.31 

1.42 

0.20 

0.011 

0.42 

0.39 







Non-command 

Phyllite & Schist 

0.699 

2.69 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.02 

0.002 

0.07 

0.07 


Jai Kishan Pura 

0822000202605000 

5.850 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.261 

2.17 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

1.20 

1.40 

0.37 

0.012 

0.35 

0.30 







Non-command 

Phyllite & Schist 

0.644 

2.17 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.002 

0.05 

0.05 






Mashi 

Command 

Older Alluvium 

0.946 

2.17 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.26 

0.31 

0.08 

0.003 

0.08 

0.07 


Jaisinghpura 

0822000102594400 

3.336 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.336 

1.58 

0.018 

0.07 

0.02 

0.00 

0.00 

0.01 

0.14 

0.10 

0.29 

0.008 

0.49 

0.68 


Janki Vallabhpura 

0822000202601300 

4.461 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.932 

2.35 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.12 

0.05 

0.008 

0.32 

0.44 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.529 

2.35 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.01 

0.004 

0.17 

0.23 


Jhirana 

0822000202608100 

31.193 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

19.307 

2.26 

0.020 

0.17 

0.02 

0.00 

0.00 

0.07 

0.95 

0.47 

0.63 

0.053 

0.32 

0.64 






Tordi Sagar 

Command 

Phyllite & Schist 

0.009 

2.26 

0.020 

0.00 

0.00 

0.00 

0.00 

0.07 

-0.07 

-0.03 

0.00 

0.000 

0.00 

0.00 


Jhujharpura 

0822000302621700 

2.011 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.204 

1.74 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.03 

0.001 

0.06 

0.04 


Kakraj Khurd 

0822000202609800 

2.703 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.510 

3.47 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.14 

0.04 

0.001 

0.11 

0.17 


Kalyan Pura 

0822000202603800 

2.775 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.184 

2.33 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.64 

0.35 

0.13 

0.006 

0.40 

0.72 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.590 

2.33 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.10 

0.02 

0.002 

0.11 

0.20 


Kashipura 

0822000202608300 

7.013 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.493 

2.16 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.28 

0.13 

0.18 

0.015 

0.40 

0.86 






Mashi 

Command 

Phyllite & Schist 

0.415 

2.16 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.001 

0.03 

0.06 





Saline 

Mashi 

Command 

Phyllite & Schist 

0.255 

2.16 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.04 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Chikana 

0822000302623200 

0.20 

0.26 

195.93 

0.31 

0.04 

0.35 

0.06 

0.53 

0.03 

0.0800 

- 

- 

0.015 

0.095 

0.125 

0.472 

0.024 

0.448 

0.689 

153.77 

Over Exploited 

Chogai 

0822000202603000 

0.14 

0.54 

(39.65) 

0.43 

0.03 

0.46 

0.06 

0.55 

0.06 

0.0200 

- 

- 

0.027 

0.047 

0.109 

0.567 

0.028 

0.538 

0.208 

38.68 

Safe 

Chosla 

0822000102594600 

0.13 

0.06 

79.50 

0.07 

0.01 

0.08 

0.02 

0.17 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.098 

0.005 

0.093 

0.175 

188.40 

Over Exploited 

Churada 

0822000302616000 

0.20 

0.02 

1,328.89 

0.02 

- 

0.02 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.002 

0.022 

0.001 

0.020 

0.047 

227.61 

Over Exploited 



0.20 

0.00 

9,796.94 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Damodarpura 

0822000302621800 

0.20 

0.04 

260.45 

0.05 

0.00 

0.05 

0.02 

0.26 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.071 

0.004 

0.068 

0.122 

180.81 

Over Exploited 

Dangarthal 

0822000302616300 

0.20 

1.30 

305.86 

1.56 

0.18 

1.74 

0.04 

0.42 

0.16 

0.2900 

- 

- 

0.115 

0.405 

0.561 

2.297 

0.115 

2.182 

2.632 

120.59 

Over Exploited 

Darda Turki 

0822000202610100 

0.22 

0.00 

10,258.18 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.019 

13,447.00 

Over Exploited 



0.22 

0.03 

567.85 

0.04 

0.01 

0.05 

0.01 

0.11 

0.00 

0.0300 

- 

- 

- 

0.030 

0.034 

0.082 

0.004 

0.078 

0.166 

213.88 

Over Exploited 



0.14 

0.27 

(46.04) 

0.22 

0.01 

0.23 

0.04 

0.40 

0.03 

0.0400 

- 

- 

- 

0.040 

0.070 

0.296 

0.015 

0.281 

0.254 

90.33 

Critical 

Deori 

0822000202611800 

0.22 

0.03 

587.35 

0.04 

0.01 

0.06 

0.02 

0.16 

- 

0.0100 

- 

- 

0.021 

0.031 

0.031 

0.087 

0.004 

0.083 

0.051 

61.54 

Safe 



0.22 

0.25 

161.88 

0.30 

0.02 

0.32 

0.04 

0.43 

- 

0.0200 

- 

- 

0.021 

0.041 

0.041 

0.363 

0.018 

0.345 

0.123 

35.63 

Safe 


0822000302623300 

0.20 

0.19 

193.92 

0.23 

0.01 

0.24 

0.06 

0.54 

0.02 

0.0100 

- 

- 

0.011 

0.021 

0.043 

0.282 

0.014 

0.268 

0.126 

47.07 

Safe 

Dhodhariya 

0822000202607400 

0.14 

0.15 

(52.48) 

0.12 

0.01 

0.13 

0.06 

0.57 

0.02 

0.0200 

- 

- 

0.005 

0.025 

0.043 

0.176 

0.009 

0.167 

0.222 

132.46 

Over Exploited 

Dhola Ka Khera 

0822000102595800 

0.13 

0.07 

36.18 

0.08 

0.01 

0.10 

0.02 

0.19 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.119 

0.006 

0.113 

0.151 

133.59 

Over Exploited 

Dholi 

0822000102595600 

0.13 

1.08 

(59.97) 

0.87 

0.04 

0.90 

0.05 

0.52 

- 

0.0500 

- 

- 

0.043 

0.093 

0.093 

0.997 

0.050 

0.947 

0.330 

34.82 

Safe 

Dhoondiya 

0822000202610300 

0.22 

0.00 

2,924.90 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.020 

1,009.92 

Over Exploited 



0.14 

0.00 

19,559.75 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.01 

913.13 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.026 

0.001 

0.025 

0.051 

203.23 

Over Exploited 



0.14 

0.00 

898.29 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.006 

877.52 

Over Exploited 



0.22 

0.00 

5,174.08 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.007 

1,232.19 

Over Exploited 



0.14 

0.00 

443.34 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.006 

291.39 

Over Exploited 



0.22 

0.00 

5,597.25 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.006 

1,425.69 

Over Exploited 



0.14 

0.00 

722.51 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.006 

621.79 

Over Exploited 

Diggi 

0822000102594300 

0.13 

0.14 

107.86 

0.17 

0.04 

0.21 

0.01 

0.11 

- 

0.0400 

- 

- 

0.047 

0.087 

0.087 

0.299 

0.015 

0.284 

0.422 

148.18 

Over Exploited 

Fazalpura 

0822000202605700 

0.22 

0.09 

1,171.65 

0.10 

0.01 

0.11 

0.01 

0.14 

0.01 

0.0100 

- 

- 

0.017 

0.027 

0.038 

0.152 

0.008 

0.144 

0.123 

85.44 

Semi Critical 



0.14 

0.44 

11.92 

0.49 

0.07 

0.56 

0.04 

0.40 

0.05 

0.0200 

- 

- 

0.083 

0.103 

0.156 

0.715 

0.036 

0.679 

0.208 

30.63 

Safe 

Fyawari 

0822000202605600 

0.22 

0.38 

444.91 

0.46 

0.04 

0.50 

0.02 

0.22 

0.05 

0.0500 

- 

- 

0.030 

0.080 

0.125 

0.625 

0.031 

0.594 

0.438 

73.66 

Semi Critical 



0.14 

0.59 

(2.32) 

0.58 

0.03 

0.61 

0.04 

0.34 

0.07 

0.0400 

- 

- 

0.027 

0.067 

0.137 

0.745 

0.037 

0.708 

0.406 

57.29 

Safe 

Galod 

0822000202611900 

0.22 

0.03 

1,378.40 

0.03 

0.01 

0.04 

0.01 

0.10 

- 

0.0400 

- 

- 

0.003 

0.043 

0.043 

0.086 

0.004 

0.081 

0.215 

263.36 

Over Exploited 



0.22 

0.20 

431.94 

0.24 

0.04 

0.28 

0.02 

0.28 

- 

0.1100 

- 

- 

0.003 

0.113 

0.113 

0.395 

0.020 

0.376 

0.596 

158.64 

Over Exploited 

Girdharipura 

0822000302623500 

0.20 

0.05 

311.08 

0.06 

0.01 

0.08 

0.04 

0.42 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.103 

0.005 

0.098 

0.207 

211.49 

Over Exploited 



0.12 

0.00 

1,174.60 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.014 

4,967.09 

Over Exploited 

Gordhanpura 

0822000202603400 

0.22 

0.00 

8,566.25 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

7,376.53 

Over Exploited 



0.14 

0.29 

(52.81) 

0.23 

0.02 

0.25 

0.05 

0.54 

- 

0.0300 

- 

- 

0.018 

0.048 

0.048 

0.303 

0.015 

0.288 

0.266 

92.34 

Critical 

Govindpura 

0822000302622200 

0.20 

0.12 

214.40 

0.14 

0.00 

0.14 

0.05 

0.59 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.142 

0.007 

0.134 

0.080 

59.34 

Safe 

Gudha Ramdas 

0822000202604600 

0.22 

0.05 

468.73 

0.06 

0.01 

0.07 

0.04 

0.35 

0.01 

0.0200 

- 

- 

- 

0.020 

0.026 

0.097 

0.005 

0.092 

0.175 

189.82 

Over Exploited 



0.22 

0.01 

1,030.30 

0.02 

- 

0.02 

0.02 

0.18 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.028 

0.001 

0.027 

0.061 

226.95 

Over Exploited 

Flamzapur 

0822000202607600 

0.14 

0.15 

(62.20) 

0.12 

0.00 

0.13 

0.06 

0.57 

0.02 

0.0100 

- 

- 

0.007 

0.017 

0.034 

0.159 

0.008 

0.151 

0.071 

46.80 

Safe 

Flaripura 

0822000202603100 

0.22 

0.00 

7,214.35 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.020 

1,846.28 

Over Exploited 



0.22 

0.63 

151.22 

0.75 

0.01 

0.76 

0.04 

0.40 

0.07 

0.0300 

- 

- 

- 

0.030 

0.103 

0.867 

0.043 

0.824 

0.310 

37.56 

Safe 



0.14 

0.05 

99.14 

0.06 

- 

0.06 

0.01 

0.14 

0.01 

- 

- 

- 

- 

- 

0.006 

0.062 

0.003 

0.059 

0.045 

76.89 

Semi Critical 

Flarnoda 

0822000102590800 

0.13 

0.00 

########## 

0.00 

0.04 

0.04 

0.00 

0.00 

- 

- 

- 

- 

0.057 

0.057 

0.057 

0.096 

0.005 

0.091 

0.000 

0.03 

Safe 

Hingotiya 

0822000302622500 

0.20 

0.60 

69.19 

0.72 

0.08 

0.80 

0.05 

0.53 

0.07 

0.0800 

- 

- 

0.079 

0.159 

0.227 

1.030 

0.051 

0.978 

0.746 

76.28 

Semi Critical 

llahipura @ Hajipura 

0822000202604100 

0.22 

0.01 

1,333.16 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.001 

0.014 

0.001 

0.013 

0.020 

147.83 

Over Exploited 



0.14 

0.20 

(31.24) 

0.16 

0.00 

0.16 

0.05 

0.47 

0.02 

- 

- 

- 

0.004 

0.004 

0.027 

0.189 

0.009 

0.180 

0.047 

26.35 

Safe 

Imamnagar 

0822000202607500 

0.14 

0.14 

(58.84) 

0.11 

0.01 

0.12 

0.06 

0.57 

0.02 

0.0100 

- 

- 

0.011 

0.021 

0.037 

0.156 

0.008 

0.148 

0.113 

76.63 

Semi Critical 

Inayat Ganj 

0822000202602700 

0.14 

0.04 

(31.31) 

0.03 

0.00 

0.04 

0.04 

0.34 

0.00 

- 

- 

- 

0.005 

0.005 

0.010 

0.045 

0.002 

0.043 

0.013 

29.24 

Safe 

Islampura 

0822000202612000 

0.22 

0.02 

549.29 

0.03 

0.01 

0.04 

0.02 

0.24 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.055 

0.003 

0.052 

0.126 

241.35 

Over Exploited 

Islampura Gata 

0822000202612400 

0.22 

0.19 

175.88 

0.23 

0.00 

0.23 

0.03 

0.37 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.240 

0.012 

0.228 

0.084 

36.84 

Safe 



0.22 

0.00 

3,371.30 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.002 

0.000 

0.002 

0.011 

581.56 

Over Exploited 

Ismailpura 

0822000202605800 

0.22 

0.36 

288.79 

0.44 

0.02 

0.46 

0.05 

0.46 

0.04 

0.0200 

- 

- 

0.020 

0.040 

0.081 

0.541 

0.027 

0.514 

0.213 

41.38 

Safe 



0.14 

0.01 

542.95 

0.01 

0.00 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

0.007 

0.007 

0.008 

0.022 

0.001 

0.021 

0.024 

116.36 

Over Exploited 

Jai Kishan Pura 

0822000202605000 

0.22 

0.33 

328.35 

0.39 

0.01 

0.40 

0.04 

0.39 

0.04 

0.0400 

- 

- 

0.002 

0.042 

0.081 

0.484 

0.024 

0.459 

0.378 

82.21 

Semi Critical 



0.14 

0.00 

801.33 

0.01 

0.00 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

0.002 

0.002 

0.002 

0.009 

0.000 

0.009 

0.024 

265.35 

Over Exploited 



0.22 

0.02 

1,823.51 

0.02 

0.00 

0.02 

0.01 

0.09 

0.00 

0.0100 

- 

- 

0.002 

0.012 

0.014 

0.034 

0.002 

0.033 

0.087 

266.29 

Over Exploited 

Jaisinghpura 

0822000102594400 

0.13 

0.21 

(53.34) 

0.17 

0.03 

0.19 

0.05 

0.54 

- 

0.0500 

- 

- 

0.008 

0.058 

0.058 

0.253 

0.013 

0.240 

0.296 

123.29 

Over Exploited 

Janki Vallabhpura 

0822000202601300 

0.14 

0.13 

(12.94) 

0.12 

- 

0.12 

0.04 

0.36 

0.02 

0.0100 

- 

- 

- 

0.010 

0.025 

0.141 

0.007 

0.134 

0.062 

46.42 

Safe 



0.14 

0.04 

45.93 

0.04 

- 

0.04 

0.02 

0.19 

0.00 

- 

- 

- 

- 

- 

0.004 

0.047 

0.002 

0.045 

0.016 

35.93 

Safe 

Jhirana 

0822000202608100 

0.14 

0.85 

(45.01) 

0.68 

0.09 

0.77 

0.04 

0.35 

0.10 

0.0700 

- 

- 

0.106 

0.177 

0.275 

1.049 

0.052 

0.997 

0.679 

68.10 

Safe 



0.14 

0.00 

########## 

0.00 

0.07 

0.07 

0.00 

0.00 

0.00 

- 

- 

- 

0.106 

0.107 

0.107 

0.177 

0.009 

0.169 

0.000 

0.01 

Safe 

Jhujharpura 

0822000302621700 

0.20 

0.00 

2,258.98 

0.00 

0.00 

0.01 

0.00 

0.06 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.009 

0.000 

0.008 

0.033 

387.47 

Over Exploited 

Kakraj Khurd 

0822000202609800 

0.22 

0.01 

1,081.51 

0.01 

0.00 

0.02 

0.01 

0.12 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.027 

0.001 

0.026 

0.039 

151.96 

Over Exploited 

Kalyan Pura 

0822000202603800 

0.22 

0.19 

84.67 

0.23 

0.01 

0.24 

0.05 

0.44 

0.02 

0.0200 

- 

- 

- 

0.020 

0.042 

0.281 

0.014 

0.267 

0.140 

52.45 

Safe 



0.22 

0.01 

590.67 

0.02 

- 

0.02 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.002 

0.018 

0.001 

0.017 

0.026 

147.12 

Over Exploited 

Kashipura 

0822000202608300 

0.14 

0.31 

(57.81) 

0.25 

0.01 

0.26 

0.05 

0.45 

0.04 

0.0300 

- 

- 

- 

0.030 

0.066 

0.323 

0.016 

0.307 

0.199 

64.91 

Safe 



0.14 

0.00 

377.69 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.017 

778.47 

Over Exploited 



0.14 

0.00 

684.70 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.006 

686.71 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Kateeriya Mand 

082200020260350C 

3.246 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.578 

2.19 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.24 

0.00 

0.004 

0.24 

0.41 







Non-command 

Phyllite & Schist 

1.381 

2.19 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.004 

0.21 

0.36 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.287 

2.19 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.00 

0.001 

0.04 

0.08 


Kathmana 

082200020260140C 

13.206 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.158 

2.05 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.24 

0.19 

0.32 

0.011 

0.15 

0.20 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

4.854 

2.05 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.24 

0.19 

0.17 

0.013 

0.18 

0.23 


Khandewat 

0822000302622100 

11.128 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.116 

1.41 

0.100 

0.32 

0.05 

0.00 

0.00 

0.03 

1.81 

2.19 

1.21 

0.039 

0.53 

0.44 


Khedooliya 

0822000202609900 

2.810 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.045 

3.26 

0.120 

0.06 

0.02 

0.00 

0.00 

0.00 

0.84 

0.49 

0.25 

0.006 

0.40 

0.68 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.594 

3.26 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.14 

0.05 

0.002 

0.12 

0.20 


Kishanpura 

0822000202612200 

2.901 

Fresh 

Mashi 

Command 

Older Alluvium 

2.643 

3.57 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

1.18 

0.72 

0.23 

0.007 

0.50 

0.83 


Kureda 

0822000202611700 

5.356 

Fresh 

Mashi 

Command 

Older Alluvium 

3.918 

3.04 

0.120 

0.18 

0.05 

0.00 

0.00 

0.00 

1.56 

0.83 

0.72 

0.011 

0.39 

0.73 


Kuredi 

0822000202611600 

6.001 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.315 

2.59 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.05 

0.04 

0.001 

0.03 

0.05 






Mashi 

Command 

Older Alluvium 

1.388 

2.59 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.46 

0.24 

0.16 

0.004 

0.12 

0.24 


Kutka 

0822000102600400 

6.349 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.016 

2.15 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Chandsen Bheru Sagar 

Command 

Phyllite & Schist 

0.001 

2.15 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Lawa 

0822000102595500 

43.290 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.098 

2.08 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.000 

0.00 

0.00 







Non-command 

Phyllite & Schist 

35.115 

2.08 

0.018 

0.81 

0.12 

0.00 

0.00 

0.00 

1.97 

1.31 

3.13 

0.084 

0.40 

0.60 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

8.076 

2.08 

0.018 

0.08 

0.01 

0.00 

0.00 

0.00 

0.36 

0.24 

0.29 

0.019 

0.09 

0.14 


Loharwara 

0822000202605400 

12.127 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.397 

2.42 

0.120 

0.16 

0.02 

0.00 

0.00 

0.00 

1.71 

1.40 

0.61 

0.015 

0.22 

0.26 






Mashi 

Command 

Older Alluvium 

2.660 

2.42 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.84 

0.69 

0.30 

0.007 

0.11 

0.13 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.993 

2.42 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.61 

0.50 

0.14 

0.005 

0.08 

0.10 






Mashi 

Command 

Older Alluvium 

2.077 

2.42 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.63 

0.52 

0.14 

0.006 

0.08 

0.10 


Madaripura 

0822000202608000 

3.703 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.917 

2.23 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.01 

0.003 

0.12 

0.22 


Manoharpura 

0822000302616100 

5.350 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.229 

1.75 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.60 

0.81 

0.13 

0.011 

0.29 

0.21 


Markhera 

0822000202612100 

4.725 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.034 

3.49 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.01 






Mashi 

Command 

Older Alluvium 

0.645 

3.49 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.28 

0.18 

0.04 

0.002 

0.08 

0.12 


Masoodapura 

0822000202608600 

1.677 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.677 

1.81 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.03 

0.05 

0.005 

0.51 

1.09 


Mawasipura 

0822000202607900 

2.793 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.446 

2.19 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.02 

0.004 

0.26 

0.43 



0822000202608800 

5.137 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.309 

2.07 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.03 

0.06 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

3.377 

2.07 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.07 

0.04 

0.009 

0.34 

0.68 


Miyarampura 

0822000202607200 

0.817 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.817 

2.27 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.07 

0.002 

0.51 

1.06 


Mohammad Nagar 

0822000202608400 

5.537 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.547 

2.14 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.07 

0.00 

0.001 

0.05 

0.11 







Non-command 

Phyllite & Schist 

1.077 

2.14 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.01 

0.003 

0.10 

0.21 






Mashi 

Command 

Older Alluvium 

0.121 

2.14 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.00 

0.000 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.176 

2.14 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.00 

0.000 

0.02 

0.03 







Non-command 

Phyllite & Schist 

0.727 

2.14 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.00 

0.002 

0.07 

0.14 






Mashi 

Command 

Older Alluvium 

1.726 

2.14 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.44 

0.21 

0.01 

0.005 

0.16 

0.34 







Command 

Phyllite & Schist 

1.060 

2.14 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.00 

0.003 

0.10 

0.21 


Mohammad Pura @Onkarpura 

0822000202604800 

0.574 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.574 

2.07 

0.120 

0.01 

0.00 

0.00 

0.00 

0.01 

0.15 

0.19 

0.04 

0.002 

0.47 

0.36 


Mohani 

0822000202603300 

5.879 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.029 

2.53 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.31 

0.22 

0.28 

0.014 

0.42 

0.62 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.850 

2.53 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.02 

0.002 

0.07 

0.10 


Moondiya 

0822000202612500 

4.053 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.118 

2.95 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.000 

0.02 

0.03 






Mashi 

Command 

Older Alluvium 

0.018 

2.95 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 


Murtazanagar 

0822000202604300 

2.834 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.092 

1.98 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.53 

0.63 

0.10 

0.006 

0.35 

0.29 







Non-command 

Phyllite & Schist 

0.742 

1.98 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.01 

0.002 

0.12 

0.10 


Nathri 

0822000202608500 

4.713 

Fresh 

Mashi 

Command 

Older Alluvium 

0.168 

2.01 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.01 

0.000 

0.02 

0.04 







Command 

Phyllite & Schist 

0.136 

2.01 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.000 

0.01 

0.03 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.873 

2.01 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.04 

0.03 

0.005 

0.20 

0.44 






Mashi 

Command 

Older Alluvium 

0.480 

2.01 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.05 

0.02 

0.001 

0.05 

0.11 







Command 

Phyllite & Schist 

2.056 

2.01 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.04 

0.03 

0.006 

0.22 

0.48 


Naya Teela 

0822000202607800 

9.205 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.534 

2.23 

0.020 

0.06 

0.01 

0.00 

0.00 

0.01 

0.42 

0.23 

0.22 

0.023 

0.47 

0.86 


Niwai Urban 

0822000342203000 

37.795 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.667 

2.62 

0.100 

0.13 

0.00 

0.00 

0.00 

0.00 

0.83 

1.03 

0.23 

0.238 

0.04 

0.03 


Pasrotiya 

0822000202611500 

5.781 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.019 

2.51 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 


Peeploo 

0822000202607000 

26.597 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.617 

2.20 

0.120 

0.03 

0.01 

0.00 

0.00 

0.00 

0.45 

0.21 

0.13 

0.004 

0.03 

0.07 







Non-command 

Phyllite & Schist 

1.790 

2.20 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.05 

0.09 

0.005 

0.03 

0.07 






Mashi 

Command 

Phyllite & Schist 

0.017 

2.20 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

4.177 

2.20 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

1.15 

0.54 

0.22 

0.011 

0.08 

0.17 







Non-command 

Phyllite & Schist 

1.256 

2.20 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.03 

0.03 

0.003 

0.02 

0.05 






Mashi 

Command 

Older Alluvium 

9.445 

2.20 

0.120 

0.13 

0.02 

0.00 

0.00 

0.00 

2.61 

1.21 

0.50 

0.026 

0.18 

0.39 







Command 

Phyllite & Schist 

8.058 

2.20 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.39 

0.18 

0.17 

0.022 

0.15 

0.33 


Pratappura 

0822000102595400 

7.431 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.050 

2.82 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

7.382 

2.82 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.39 

0.28 

0.15 

0.018 

0.49 

0.69 


Rahim Nagar 

0822000202607700 

3.584 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.584 

2.22 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.10 

0.06 

0.010 

0.50 

0.86 


Rajwas 

0822000302623600 

9.745 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.749 

2.44 

0.100 

0.15 

0.02 

0.00 

0.00 

0.01 

0.79 

0.88 

0.58 

0.010 

0.15 

0.14 


Rambha 

0822000302616200 

5.279 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.279 

2.16 

0.100 

0.23 

0.03 

0.00 

0.00 

0.00 

1.34 

1.82 

0.89 

0.019 

0.47 

0.35 


Ramkishanpura 

0822000202604400 

1.866 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.817 

1.96 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.46 

0.60 

0.11 

0.005 

0.46 

0.35 


Ranoli 

0822000202602500 

17.868 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

4.262 

1.81 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.17 

0.07 

0.012 

0.12 

0.12 


Rasoolpura 

0822000202602900 

1.351 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.351 

2.72 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.03 

0.004 

0.49 

0.63 


Saddeek Nagar 

0822000102595200 

2.913 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.478 

2.40 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.02 

0.004 

0.25 

0.34 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Kateeriya Mand 

0822000202603500 

0.22 

0.08 

188.70 

0.10 

- 

0.10 

0.03 

0.27 

0.01 

- 

- 

- 

- 

- 

0.009 

0.111 

0.006 

0.105 

0.004 

4.09 

Safe 



0.14 

0.04 

(13.64) 

0.04 

- 

0.04 

0.02 

0.24 

0.00 

- 

- 

- 

- 

- 

0.005 

0.040 

0.002 

0.038 

0.004 

9.88 

Safe 



0.22 

0.00 

1,487.20 

0.00 

- 

0.00 

0.00 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.003 

0.001 

22.51 

Safe 

Kathmana 

0822000202601400 

0.14 

0.09 

109.67 

0.11 

0.01 

0.12 

0.02 

0.17 

0.01 

0.0600 

- 

- 

- 

0.060 

0.070 

0.188 

0.009 

0.178 

0.330 

185.27 

Over Exploited 



0.14 

0.12 

52.84 

0.15 

0.01 

0.16 

0.02 

0.20 

0.01 

0.0300 

- 

- 

- 

0.030 

0.044 

0.200 

0.010 

0.190 

0.179 

94.14 

Critical 

Khandewat 

0822000302622100 

0.20 

1.17 

86.64 

1.41 

0.08 

1.49 

0.05 

0.58 

- 

0.1400 

- 

- 

0.041 

0.181 

0.181 

1.667 

0.083 

1.583 

1.249 

78.90 

Semi Critical 

Khedooliya 

0822000202609900 

0.22 

0.18 

173.52 

0.21 

0.02 

0.23 

0.04 

0.44 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.284 

0.014 

0.270 

0.256 

94.76 

Critical 



0.22 

0.02 

835.13 

0.02 

- 

0.02 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.028 

0.001 

0.027 

0.050 

186.26 

Over Exploited 

Kishanpura 

0822000202612200 

0.22 

0.29 

144.94 

0.35 

0.01 

0.36 

0.05 

0.55 

- 

0.0400 

- 

- 

0.004 

0.044 

0.044 

0.407 

0.020 

0.387 

0.237 

61.35 

Safe 

Kureda 

0822000202611700 

0.22 

0.33 

148.77 

0.40 

0.05 

0.45 

0.04 

0.43 

- 

0.1400 

- 

- 

0.002 

0.142 

0.142 

0.595 

0.030 

0.565 

0.731 

129.36 

Over Exploited 

Kuredi 

0822000202611600 

0.22 

0.00 

2,743.52 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.019 

0.001 

0.018 

0.039 

219.49 

Over Exploited 



0.22 

0.04 

537.22 

0.04 

0.01 

0.06 

0.01 

0.13 

- 

0.0300 

- 

- 

0.004 

0.034 

0.034 

0.091 

0.005 

0.086 

0.167 

193.71 

Over Exploited 

Kutka 

0822000102600400 

0.13 

0.00 

15,198.41 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.13 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Lawa 

0822000102595500 

0.15 

0.00 

81,886.92 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

64,704.17 

Over Exploited 



0.13 

1.83 

(28.52) 

1.46 

0.12 

1.58 

0.04 

0.44 

- 

0.3500 

- 

- 

- 

0.350 

0.350 

1.934 

0.097 

1.837 

3.218 

175.16 

Over Exploited 



0.13 

0.10 

149.90 

0.12 

0.01 

0.13 

0.01 

0.10 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.156 

0.008 

0.148 

0.307 

207.18 

Over Exploited 

Loharwara 

0822000202605400 

0.22 

0.26 

445.79 

0.31 

0.02 

0.33 

0.03 

0.24 

0.03 

0.0700 

- 

- 

- 

0.070 

0.101 

0.429 

0.021 

0.408 

0.620 

151.95 

Over Exploited 



0.22 

0.06 

1,008.98 

0.07 

0.01 

0.08 

0.01 

0.12 

0.01 

0.0300 

- 

- 

- 

0.030 

0.037 

0.122 

0.006 

0.116 

0.305 

262.52 

Over Exploited 



0.22 

0.04 

1,327.02 

0.04 

0.01 

0.05 

0.01 

0.09 

0.00 

0.0200 

- 

- 

- 

0.020 

0.024 

0.076 

0.004 

0.072 

0.143 

197.91 

Over Exploited 



0.22 

0.04 

1,266.75 

0.05 

0.01 

0.06 

0.01 

0.09 

0.00 

0.0200 

- 

- 

- 

0.020 

0.025 

0.080 

0.004 

0.076 

0.150 

196.33 

Over Exploited 

Madaripura 

0822000202608000 

0.14 

0.02 

45.61 

0.02 

- 

0.02 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.019 

0.001 

0.018 

0.014 

74.02 

Semi Critical 

Manoharpura 

0822000302616100 

0.20 

0.18 

339.20 

0.22 

0.00 

0.23 

0.03 

0.32 

0.02 

0.0100 

- 

- 

0.005 

0.015 

0.037 

0.263 

0.013 

0.250 

0.141 

56.60 

Safe 

Markhera 

0822000202612100 

0.22 

0.00 

30,077.32 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.01 

1,535.71 

0.01 

- 

0.01 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.022 

0.040 

181.86 

Over Exploited 

Masoodapura 

0822000202608600 

0.14 

0.12 

(72.91) 

0.10 

0.00 

0.10 

0.06 

0.57 

0.01 

0.0100 

- 

- 

0.002 

0.012 

0.026 

0.124 

0.006 

0.118 

0.053 

44.56 

Safe 

Mawasipura 

0822000202607900 

0.14 

0.05 

(14.95) 

0.04 

- 

0.04 

0.03 

0.29 

- 

- 

- 

- 

- 

- 

- 

0.045 

0.002 

0.042 

0.020 

47.19 

Safe 


0822000202608800 

0.14 

0.00 

367.71 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.006 

347.49 

Over Exploited 



0.14 

0.16 

(53.70) 

0.13 

- 

0.13 

0.04 

0.38 

0.02 

- 

- 

- 

- 

- 

0.018 

0.147 

0.007 

0.139 

0.045 

32.44 

Safe 

Miyarampura 

0822000202607200 

0.14 

0.06 

(52.86) 

0.05 

- 

0.05 

0.06 

0.57 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.064 

0.003 

0.060 

0.067 

111.44 

Over Exploited 

Mohammad Nagar 

0822000202608400 

0.22 

0.01 

975.71 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.008 

0.001 

19.62 

Safe 



0.14 

0.02 

43.28 

0.02 

- 

0.02 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.002 

0.020 

0.001 

0.019 

0.008 

42.27 

Safe 



0.22 

0.00 

4,765.51 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.00 

3,238.99 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.14 

0.01 

112.08 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.009 

0.004 

46.56 

Safe 



0.22 

0.06 

240.61 

0.07 

- 

0.07 

0.02 

0.18 

0.01 

- 

- 

- 

- 

- 

0.007 

0.080 

0.004 

0.076 

0.017 

22.04 

Safe 



0.14 

0.01 

45.08 

0.02 

- 

0.02 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.002 

0.019 

0.001 

0.018 

0.005 

26.89 

Safe 

Mohammad Pura @Onkarpura 

0822000202604800 

0.22 

0.06 

222.61 

0.07 

0.01 

0.08 

0.06 

0.53 

0.01 

- 

- 

- 

0.010 

0.010 

0.017 

0.095 

0.005 

0.090 

0.044 

48.21 

Safe 

Mohani 

0822000202603300 

0.14 

0.30 

(27.43) 

0.24 

0.01 

0.25 

0.05 

0.47 

0.03 

0.0300 

- 

- 

- 

0.030 

0.064 

0.312 

0.016 

0.296 

0.295 

99.53 

Critical 



0.14 

0.01 

328.25 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.011 

0.024 

229.28 

Over Exploited 

Moondiya 

0822000202612500 

0.22 

0.00 

6,059.96 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.000 

0.019 

4,062.52 

Over Exploited 



0.22 

0.00 

39,548.23 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Murtazanagar 

0822000202604300 

0.22 

0.16 

288.70 

0.19 

- 

0.19 

0.04 

0.39 

0.02 

0.0100 

- 

- 

- 

0.010 

0.029 

0.224 

0.011 

0.213 

0.108 

50.60 

Safe 



0.14 

0.01 

170.75 

0.02 

- 

0.02 

0.01 

0.14 

0.00 

- 

- 

- 

- 

- 

0.002 

0.017 

0.001 

0.016 

0.016 

98.57 

Critical 

Nathri 

0822000202608500 

0.22 

0.00 

2,716.92 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.010 

1,245.41 

Over Exploited 



0.14 

0.00 

818.97 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.005 

1,517.28 

Over Exploited 



0.14 

0.05 

(25.25) 

0.04 

- 

0.04 

0.02 

0.23 

0.01 

- 

- 

- 

- 

- 

0.006 

0.049 

0.002 

0.047 

0.031 

66.89 

Safe 



0.22 

0.01 

884.01 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.019 

280.64 

Over Exploited 



0.14 

0.06 

(32.51) 

0.05 

- 

0.05 

0.03 

0.25 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.069 

0.003 

0.066 

0.035 

52.81 

Safe 

Naya Teela 

0822000202607800 

0.14 

0.56 

(59.38) 

0.45 

0.02 

0.47 

0.05 

0.52 

- 

0.0200 

- 

- 

0.022 

0.042 

0.042 

0.514 

0.026 

0.488 

0.239 

48.99 

Safe 

Niwai Urban 

0822000342203000 

0.20 

0.02 

########## 

0.02 

- 

0.02 

0.00 

0.04 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.035 

0.002 

0.033 

0.465 

1,411.37 

Over Exploited 

Pasrotiya 

0822000202611500 

0.22 

0.00 

40,485.30 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Peeploo 

0822000202607000 

0.22 

0.01 

1,784.27 

0.01 

0.01 

0.02 

0.00 

0.03 

0.00 

0.0300 

- 

- 

- 

0.030 

0.031 

0.055 

0.003 

0.052 

0.138 

266.95 

Over Exploited 



0.14 

0.01 

3,373.45 

0.01 

- 

0.01 

0.00 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.017 

0.001 

0.016 

0.092 

558.79 

Over Exploited 



0.14 

0.00 

49,261.15 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.07 

628.50 

0.09 

0.01 

0.10 

0.01 

0.09 

0.01 

0.0400 

- 

- 

- 

0.040 

0.049 

0.147 

0.007 

0.140 

0.233 

166.82 

Over Exploited 



0.14 

0.00 

12,587.95 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.005 

0.031 

653.79 

Over Exploited 



0.22 

0.38 

221.80 

0.45 

0.02 

0.47 

0.02 

0.20 

0.04 

0.0900 

- 

- 

- 

0.090 

0.134 

0.607 

0.030 

0.577 

0.530 

91.82 

Critical 



0.14 

0.16 

2,628.85 

0.18 

0.01 

0.19 

0.02 

0.17 

0.02 

0.0300 

- 

- 

- 

0.030 

0.049 

0.238 

0.012 

0.226 

0.193 

85.45 

Semi Critical 

Pratappura 

0822000102595400 

0.13 

0.00 

8,367.29 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.13 

0.47 

(40.80) 

0.37 

0.01 

0.38 

0.05 

0.54 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.403 

0.020 

0.383 

0.167 

43.54 

Safe 

Rahim Nagar 

0822000202607700 

0.14 

0.25 

(59.27) 

0.20 

0.00 

0.20 

0.05 

0.56 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.218 

0.011 

0.207 

0.069 

33.22 

Safe 

Rajwas 

0822000302623600 

0.20 

0.08 

965.94 

0.10 

0.03 

0.13 

0.01 

0.16 

- 

0.0700 

- 

- 

0.014 

0.084 

0.084 

0.212 

0.011 

0.202 

0.593 

293.64 

Over Exploited 

Rambha 

0822000302616200 

0.20 

0.50 

262.73 

0.60 

0.03 

0.63 

0.06 

0.53 

0.06 

0.1000 

- 

- 

0.003 

0.103 

0.163 

0.796 

0.040 

0.756 

0.905 

119.66 

Over Exploited 

Ramkishanpura 

0822000202604400 

0.22 

0.18 

226.22 

0.22 

0.00 

0.22 

0.06 

0.52 

0.02 

0.0100 

- 

- 

0.002 

0.012 

0.034 

0.257 

0.013 

0.244 

0.113 

46.30 

Safe 

Ranoli 

0822000202602500 

0.14 

0.07 

145.63 

0.08 

- 

0.08 

0.01 

0.13 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.101 

0.005 

0.096 

0.079 

82.30 

Semi Critical 

Rasoolpura 

0822000202602900 

0.14 

0.09 

(31.40) 

0.07 

0.00 

0.08 

0.06 

0.55 

0.01 

- 

- 

- 

0.002 

0.002 

0.013 

0.089 

0.004 

0.084 

0.038 

44.64 

Safe 

Saddeek Nagar 

0822000102595200 

0.13 

0.05 

3.57 

0.05 

0.00 

0.05 

0.03 

0.27 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.061 

0.003 

0.058 

0.028 

47.36 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Saddiqpura 

082200020261000C 

3.816 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.076 

2.55 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.01 

0.02 







Non-command 

Phyllite & Schist 

0.315 

2.55 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.04 

0.08 


Samad Pura 

082200020260360C 

2.723 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.723 

2.17 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.09 

0.09 

0.007 

0.50 

0.81 


Sandera 

082200020260400C 

16.317 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.251 

2.44 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.02 

0.001 

0.01 

0.02 







Non-command 

Phyllite & Schist 

1.676 

2.44 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.05 

0.08 

0.005 

0.05 

0.10 





Saline 

Non-command 

Non-command 

Older Alluvium 

12.737 

2.44 

0.120 

0.17 

0.02 

0.00 

0.00 

0.00 

3.87 

1.99 

0.62 

0.035 

0.40 

0.77 







Non-command 

Phyllite & Schist 

1.653 

2.44 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.03 

0.005 

0.05 

0.10 


Sawai Jaisinghpura 

0822000302623400 

1.057 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.057 

2.41 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.31 

0.04 

0.004 

0.49 

0.41 


Seesola 

0822000202606800 

7.497 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.103 

2.15 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.31 

0.15 

0.22 

0.017 

0.42 

0.88 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.394 

2.15 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.03 

0.02 

0.004 

0.10 

0.20 


Shyosinghpura @ Keriya 

0822000302622300 

4.269 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.386 

2.37 

0.100 

0.14 

0.02 

0.00 

0.00 

0.00 

0.92 

1.12 

0.54 

0.012 

0.43 

0.35 


Sidra 

0822000302622400 

7.007 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.007 

2.09 

0.100 

0.10 

0.01 

0.00 

0.00 

0.00 

1.55 

1.79 

0.37 

0.025 

0.52 

0.45 


Sitaram Pura 

0822000202602800 

3.584 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

3.584 

2.28 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.19 

0.16 

0.09 

0.010 

0.49 

0.57 


Sitarampura 

0822000102594800 

11.877 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.384 

4.22 

0.018 

0.11 

0.01 

0.00 

0.00 

0.00 

0.72 

0.51 

0.40 

0.020 

0.34 

0.48 


Soda 

0822000102594500 

30.742 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

25.293 

2.32 

0.018 

0.33 

0.05 

0.00 

0.00 

0.00 

1.31 

0.93 

1.22 

0.061 

0.40 

0.56 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

5.437 

2.32 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.25 

0.18 

0.11 

0.013 

0.09 

0.12 


Soda Baori 

0822000102594900 

19.234 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.550 

3.68 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.05 

0.001 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.155 

3.68 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.00 

0.01 


Sondi Phal 

0822000202603200 

7.791 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.177 

2.44 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.01 

0.000 

0.01 

0.02 







Non-command 

Phyllite & Schist 

0.971 

2.44 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.04 

0.003 

0.06 

0.10 





Saline 

Non-command 

Non-command 

Older Alluvium 

4.760 

2.44 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

1.44 

0.87 

0.23 

0.013 

0.31 

0.51 







Non-command 

Phyllite & Schist 

1.883 

2.44 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.04 

0.005 

0.12 

0.20 


Soorajpura 

0822000302623100 

2.889 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.245 

1.07 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.21 

0.10 

0.004 

0.21 

0.16 


Tilokpura 

0822000302622000 

2.121 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.415 

0.75 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.04 

0.001 

0.11 

0.09 


Vilayati Pura 

0822000202610200 

1.843 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.102 

2.26 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.00 

0.000 

0.03 

0.06 






Mashi 

Command 

Older Alluvium 

0.855 

2.26 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.12 

0.03 

0.002 

0.24 

0.48 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.104 

2.26 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.00 

0.000 

0.03 

0.06 






Mashi 

Command 

Older Alluvium 

0.129 

2.26 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.000 

0.04 

0.07 


Yaminpura 

0822000202608700 

1.970 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.204 

2.11 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.01 

0.003 

0.31 

0.65 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.379 

2.11 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.10 

0.20 


Zahoor Pura 

0822000202601200 

4.386 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.006 

2.31 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Phyllite & Schist 

4.380 

2.31 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.22 

0.14 

0.05 

0.012 

0.50 

0.77 

07008061 

Akoda 

0812000501509400 

12.429 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.050 

0.28 

0.100 

0.03 

0.00 

0.00 

0.00 

0.02 

0.13 

0.07 

0.07 

0.022 

0.14 

0.25 







Non-command 

Phyllite & Schist 

3.177 

0.28 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.07 

0.017 

0.11 

0.19 


Baget 

0812000601517200 

6.948 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.658 

1.44 

0.010 

0.02 

0.00 

0.00 

0.00 

0.01 

0.07 

0.05 

0.05 

0.020 

0.21 

0.30 


Bandar Seendri 

0821000102491700 

36.480 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.807 

2.02 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.03 

0.002 

0.01 

0.01 


Beegolao 

0812000601511700 

5.233 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.233 

3.27 

0.010 

0.06 

0.01 

0.00 

0.00 

0.02 

0.20 

0.12 

0.21 

0.028 

0.42 

0.72 


Beejolao 

0812000601514600 

11.369 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.167 

1.80 

0.015 

0.10 

0.01 

0.00 

0.00 

0.02 

0.32 

0.19 

0.35 

0.049 

0.33 

0.56 







Non-command 

Gneisses(B.G.C) 

2.202 

1.80 

0.010 

0.02 

0.00 

0.00 

0.00 

0.01 

0.05 

0.03 

0.07 

0.012 

0.08 

0.14 


Bhawasa 

0812000501509000 

10.758 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.453 

0.39 

0.100 

0.01 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.02 

0.008 

0.06 

0.10 







Non-command 

Phyllite & Schist 

9.003 

0.39 

0.015 

0.05 

0.00 

0.00 

0.00 

0.04 

0.06 

0.04 

0.12 

0.048 

0.35 

0.62 


Bhirawata 

0812000501506400 

10.500 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.697 

1.48 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.004 

0.03 

0.04 


Bhojiyawas 

0821000102489100 

7.554 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.554 

2.31 

0.020 

0.07 

0.01 

0.00 

0.00 

0.01 

0.40 

0.26 

0.24 

0.021 

0.37 

0.56 


Bhojpur 

0812000601514900 

5.086 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.086 

1.58 

0.010 

0.10 

0.01 

0.00 

0.00 

0.00 

0.17 

0.12 

0.36 

0.027 

0.40 

0.55 


Bichoon 

0812000601517900 

18.744 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

4.94 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bokarawas 

0812000601511800 

6.801 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.801 

2.95 

0.010 

0.07 

0.01 

0.00 

0.00 

0.02 

0.24 

0.14 

0.22 

0.037 

0.42 

0.72 


Buharoo 

0821000102488900 

11.582 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

11.578 

2.18 

0.020 

0.06 

0.01 

0.00 

0.00 

0.03 

0.52 

0.33 

0.21 

0.032 

0.39 

0.61 


Chainpura 

0812000501508600 

10.104 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.234 

1.22 

0.015 

0.02 

0.00 

0.00 

0.00 

0.03 

0.08 

0.05 

0.04 

0.028 

0.21 

0.38 


Charanwas 

0812000501508800 

1.919 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.216 

0.94 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.04 

0.007 

0.26 

0.46 


Charasada 

0812000601515200 

5.467 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.467 

1.53 

0.010 

0.06 

0.01 

0.00 

0.00 

0.01 

0.12 

0.09 

0.22 

0.029 

0.40 

0.55 


Chhaparwara 

0812000601517000 

14.565 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

11.264 

0.89 

0.010 

0.05 

0.00 

0.00 

0.00 

0.61 

-0.46 

-0.34 

0.11 

0.061 

0.31 

0.42 






Chaparwara 

Command 

Gneisses(B.G.C) 

2.565 

0.89 

0.010 

0.01 

0.00 

0.00 

0.00 

0.61 

-0.57 

-0.43 

0.02 

0.014 

0.07 

0.10 


Chhapya 

0812000601515300 

8.119 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.119 

1.15 

0.010 

0.07 

0.01 

0.00 

0.00 

0.10 

0.05 

0.04 

0.20 

0.044 

0.40 

0.54 


Chhirr 

0812000601510400 

10.007 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

9.992 

1.56 

0.010 

0.11 

0.01 

0.00 

0.00 

0.05 

0.21 

0.13 

0.37 

0.054 

0.40 

0.66 


Dantra 

0812000601511400 

3.775 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.189 

4.60 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.04 

0.006 

0.13 

0.23 







Non-command 

Gneisses(B.G.C) 

2.586 

4.60 

0.010 

0.02 

0.00 

0.00 

0.00 

0.01 

0.13 

0.08 

0.08 

0.014 

0.29 

0.50 


Dantri 

0812000601513000 

6.928 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.928 

2.11 

0.010 

0.12 

0.02 

0.00 

0.00 

0.01 

0.23 

0.15 

0.42 

0.037 

0.40 

0.62 


Deopura 

0812000601512200 

21.958 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

21.958 

1.73 

0.010 

0.12 

0.01 

0.00 

0.00 

0.03 

0.46 

0.28 

0.31 

0.118 

0.41 

0.68 


Dudu 

0812000601514700 

41.380 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

41.380 

1.58 

0.010 

0.37 

0.04 

0.00 

0.00 

0.30 

0.69 

0.48 

1.19 

0.223 

0.41 

0.58 


Gagardoo 

0812000601515500 

15.451 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.025 

2.24 

0.010 

0.00 

0.00 

0.00 

0.00 

0.11 

-0.11 

-0.08 

0.00 

0.000 

0.00 

0.00 


Gahlota 

0812000601510300 

11.715 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

11.715 

1.69 

0.010 

0.15 

0.02 

0.00 

0.00 

0.04 

0.29 

0.18 

0.52 

0.063 

0.40 

0.64 


Gaiga 

0812000601513700 

4.663 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.706 

2.15 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.004 

0.06 

0.09 


Gainji 

0812000601513900 

15.549 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

15.549 

2.15 

0.010 

0.13 

0.02 

0.00 

0.00 

0.06 

0.39 

0.26 

0.42 

0.084 

0.41 

0.61 


Gidani 

0812000601517300 

17.027 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.181 

1.26 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.00 

0.01 







Non-command 

Gneisses(B.G.C) 

4.166 

1.26 

0.010 

0.03 

0.00 

0.00 

0.00 

0.02 

0.07 

0.04 

0.09 

0.022 

0.10 

0.16 


Gopalpura 

0812000501506200 

7.907 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.987 

1.50 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.005 

0.06 

0.08 


Gopipura 

0812000601515100 

3.841 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.841 

2.02 

0.010 

0.04 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.13 

0.021 

0.41 

0.57 


Gurha Saipura 

0812000601521500 

6.790 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.074 

1.50 

0.010 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Saddiqpura 

082200020261000C 

0.22 

0.00 

7,377.69 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.14 

0.00 

374.29 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.001 

38.12 

Safe 

Samad Pura 

082200020260360C 

0.14 

0.19 

(53.38) 

0.15 

0.00 

0.16 

0.05 

0.55 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.171 

0.009 

0.163 

0.099 

61.13 

Safe 

Sandera 

082200020260400C 

0.22 

0.00 

8,633.23 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.020 

3,643.50 

Over Exploited 



0.14 

0.01 

326.61 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.026 

0.001 

0.025 

0.081 

325.09 

Over Exploited 



0.22 

1.11 

79.22 

1.33 

0.02 

1.35 

0.05 

0.44 

0.13 

0.0700 

- 

- 

- 

0.070 

0.200 

1.550 

0.078 

1.473 

0.659 

44.73 

Safe 



0.14 

0.01 

290.57 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.016 

0.001 

0.015 

0.036 

238.83 

Over Exploited 

Sawai Jaisinghpura 

0822000302623400 

0.20 

0.10 

204.65 

0.12 

- 

0.12 

0.06 

0.54 

0.01 

- 

- 

- 

- 

- 

0.012 

0.135 

0.007 

0.128 

0.047 

36.44 

Safe 

Seesola 

0822000202606800 

0.14 

0.36 

(58.69) 

0.28 

0.01 

0.29 

0.05 

0.47 

0.04 

0.0200 

- 

- 

- 

0.020 

0.062 

0.356 

0.018 

0.339 

0.238 

70.19 

Semi Critical 



0.14 

0.02 

77.20 

0.02 

- 

0.02 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.002 

0.024 

0.001 

0.023 

0.026 

111.06 

Over Exploited 

Shyosinghpura @ Keriya 

0822000302622300 

0.20 

0.29 

285.26 

0.35 

0.02 

0.38 

0.04 

0.47 

- 

0.0600 

- 

- 

0.007 

0.067 

0.067 

0.442 

0.022 

0.420 

0.552 

131.35 

Over Exploited 

Sidra 

0822000302622400 

0.20 

0.72 

147.95 

0.87 

0.01 

0.88 

0.05 

0.57 

- 

0.0400 

- 

- 

0.006 

0.046 

0.046 

0.927 

0.046 

0.881 

0.392 

44.48 

Safe 

Sitaram Pura 

0822000202602800 

0.14 

0.24 

(33.52) 

0.20 

0.00 

0.20 

0.06 

0.54 

0.03 

0.0100 

- 

- 

0.003 

0.013 

0.042 

0.240 

0.012 

0.228 

0.101 

44.28 

Safe 

Sitarampura 

0822000102594800 

0.13 

0.37 

38.61 

0.44 

0.01 

0.45 

0.04 

0.38 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.494 

0.025 

0.470 

0.416 

88.62 

Semi Critical 

Soda 

0822000102594500 

0.13 

1.32 

(29.39) 

1.05 

0.05 

1.10 

0.04 

0.44 

- 

0.2300 

- 

- 

- 

0.230 

0.230 

1.335 

0.067 

1.268 

1.285 

101.30 

Over Exploited 



0.13 

0.06 

193.09 

0.07 

- 

0.07 

0.01 

0.09 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.093 

0.005 

0.088 

0.119 

134.54 

Over Exploited 

Soda Baori 

0822000102594900 

0.13 

0.00 

3,206.70 

0.00 

- 

0.00 

0.00 

0.02 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.011 

0.049 

464.52 

Over Exploited 



0.13 

0.00 

8,977.12 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

6,024.92 

Over Exploited 

Sondi Phal 

0822000202603200 

0.22 

0.00 

6,936.91 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.010 

1,899.80 

Over Exploited 



0.14 

0.01 

307.05 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.011 

0.046 

431.40 

Over Exploited 



0.22 

0.32 

171.29 

0.38 

0.01 

0.39 

0.03 

0.34 

0.04 

0.0300 

- 

- 

- 

0.030 

0.067 

0.460 

0.023 

0.437 

0.241 

55.12 

Safe 



0.14 

0.03 

92.10 

0.04 

- 

0.04 

0.01 

0.13 

0.00 

- 

- 

- 

- 

- 

0.004 

0.042 

0.002 

0.040 

0.041 

103.43 

Over Exploited 

Soorajpura 

0822000302623100 

0.20 

0.05 

307.37 

0.06 

0.00 

0.06 

0.02 

0.23 

0.01 

0.0100 

- 

- 

0.005 

0.015 

0.021 

0.085 

0.004 

0.081 

0.101 

124.83 

Over Exploited 

Tilokpura 

0822000302622000 

0.20 

0.01 

444.52 

0.01 

0.00 

0.01 

0.01 

0.11 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.016 

0.001 

0.015 

0.044 

294.91 

Over Exploited 

Vilayati Pura 

0822000202610200 

0.22 

0.00 

2,051.21 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.22 

0.05 

166.58 

0.05 

- 

0.05 

0.03 

0.27 

0.01 

0.0100 

- 

- 

- 

0.010 

0.015 

0.070 

0.003 

0.066 

0.031 

47.34 

Safe 



0.22 

0.00 

1,994.21 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.22 

0.00 

1,591.38 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.000 

27.31 

Safe 

Yaminpura 

0822000202608700 

0.14 

0.05 

(53.42) 

0.04 

- 

0.04 

0.04 

0.35 

0.01 

- 

- 

- 

- 

- 

0.006 

0.048 

0.002 

0.046 

0.014 

31.07 

Safe 



0.14 

0.01 

46.88 

0.01 

- 

0.01 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.003 

46.30 

Safe 

Zahoor Pura 

0822000202601200 

0.22 

0.00 

118,141.23 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.14 

0.30 

(53.81) 

0.24 

0.00 

0.25 

0.06 

0.55 

0.03 

0.0100 

- 

- 

0.006 

0.016 

0.050 

0.297 

0.015 

0.282 

0.061 

21.59 

Safe 

Akoda 

0812000501509400 

0.12 

0.07 

6.32 

0.07 

0.02 

0.09 

0.02 

0.15 

0.01 

0.0100 

- 

- 

0.024 

0.034 

0.042 

0.128 

0.006 

0.121 

0.094 

77.29 

Semi Critical 



0.06 

0.02 

(21.90) 

0.02 

0.00 

0.02 

0.01 

0.12 

0.00 

0.0100 

- 

- 

0.007 

0.017 

0.019 

0.040 

0.002 

0.038 

0.082 

217.18 

Over Exploited 

Baget 

0812000601517200 

0.05 

0.04 

24.44 

0.05 

0.01 

0.05 

0.02 

0.24 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.070 

0.004 

0.067 

0.068 

101.47 

Over Exploited 

Bandar Seendri 

0821000102491700 

0.07 

0.00 

4,884.00 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.027 

4,144.08 

Over Exploited 

Beegolao 

0812000601511700 

0.05 

0.11 

8.44 

0.12 

0.03 

0.15 

0.05 

0.47 

0.01 

0.0200 

- 

- 

0.027 

0.047 

0.060 

0.206 

0.010 

0.196 

0.238 

121.55 

Over Exploited 

Beejolao 

0812000601514600 

0.06 

0.18 

2.29 

0.19 

0.03 

0.22 

0.04 

0.37 

0.02 

0.0400 

- 

- 

0.031 

0.071 

0.093 

0.311 

0.016 

0.296 

0.395 

133.64 

Over Exploited 



0.05 

0.01 

252.00 

0.01 

0.01 

0.02 

0.01 

0.09 

0.00 

0.0100 

- 

- 

0.011 

0.021 

0.022 

0.040 

0.002 

0.038 

0.084 

221.89 

Over Exploited 

Bhawasa 

0812000501509000 

0.12 

0.01 

80.25 

0.01 

0.04 

0.05 

0.01 

0.06 

0.00 

- 

- 

- 

0.054 

0.054 

0.055 

0.103 

0.005 

0.098 

0.026 

26.45 

Safe 



0.06 

0.19 

(80.74) 

0.15 

0.04 

0.19 

0.04 

0.39 

0.02 

0.0100 

- 

- 

0.058 

0.068 

0.091 

0.280 

0.014 

0.266 

0.170 

64.13 

Safe 

Bhirawata 

0812000501506400 

0.06 

0.00 

724.53 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.011 

683.88 

Over Exploited 

Bhojiyawas 

0821000102489100 

0.07 

0.21 

25.04 

0.25 

0.02 

0.27 

0.04 

0.41 

0.02 

0.0400 

- 

- 

0.013 

0.053 

0.077 

0.348 

0.017 

0.331 

0.256 

77.36 

Semi Critical 

Bhojpur 

0812000601514900 

0.05 

0.10 

18.74 

0.12 

0.01 

0.14 

0.04 

0.45 

- 

0.0400 

- 

- 

0.005 

0.045 

0.045 

0.181 

0.009 

0.172 

0.387 

225.41 

Over Exploited 

Bichoon 

0812000601517900 

0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bokarawas 

0812000601511800 

0.05 

0.14 

(0.94) 

0.14 

0.03 

0.17 

0.05 

0.47 

0.02 

0.0200 

- 

- 

0.030 

0.050 

0.067 

0.237 

0.012 

0.225 

0.259 

114.81 

Over Exploited 

Buharoo 

0821000102488900 

0.07 

0.34 

(2.25) 

0.33 

0.04 

0.37 

0.04 

0.43 

0.04 

0.0400 

- 

- 

0.052 

0.092 

0.130 

0.504 

0.025 

0.479 

0.246 

51.44 

Safe 

Chainpura 

0812000501508600 

0.06 

0.07 

(31.49) 

0.05 

0.03 

0.09 

0.03 

0.24 

0.01 

- 

- 

- 

0.052 

0.052 

0.060 

0.149 

0.007 

0.141 

0.064 

45.36 

Safe 

Charanwas 

0812000501508800 

0.06 

0.02 

(22.19) 

0.02 

0.00 

0.02 

0.03 

0.29 

0.00 

- 

- 

- 

0.001 

0.001 

0.003 

0.020 

0.001 

0.019 

0.050 

267.26 

Over Exploited 

Charasada 

0812000601515200 

0.05 

0.11 

(18.34) 

0.09 

0.02 

0.11 

0.04 

0.45 

- 

0.0200 

- 

- 

0.017 

0.037 

0.037 

0.149 

0.007 

0.141 

0.245 

173.79 

Over Exploited 

Chhaparwara 

0812000601517000 

0.05 

0.18 

(292.88) 

0.14 

0.61 

0.75 

0.03 

0.34 

- 

0.0100 

- 

- 

0.910 

0.920 

0.920 

1.668 

0.083 

1.585 

0.175 

11.02 

Safe 



0.05 

0.01 

(4,780.12) 

0.01 

0.61 

0.61 

0.01 

0.08 

- 

- 

- 

- 

0.910 

0.910 

0.910 

1.525 

0.076 

1.448 

0.038 

2.61 

Safe 

Chhapya 

0812000601515300 

0.05 

0.16 

(77.94) 

0.13 

0.11 

0.25 

0.04 

0.45 

- 

0.0200 

- 

- 

0.157 

0.177 

0.177 

0.423 

0.021 

0.402 

0.248 

61.57 

Safe 

Chhirr 

0812000601510400 

0.05 

0.20 

(36.34) 

0.16 

0.06 

0.22 

0.05 

0.45 

0.02 

0.0400 

- 

- 

0.070 

0.110 

0.133 

0.349 

0.017 

0.331 

0.426 

128.44 

Over Exploited 

Dantra 

0812000601511400 

0.06 

0.01 

437.89 

0.01 

0.00 

0.02 

0.02 

0.15 

0.00 

0.0100 

- 

- 

0.007 

0.017 

0.018 

0.034 

0.002 

0.032 

0.049 

153.52 

Over Exploited 



0.05 

0.04 

107.19 

0.04 

0.01 

0.05 

0.03 

0.32 

0.00 

0.0100 

- 

- 

0.009 

0.019 

0.024 

0.074 

0.004 

0.071 

0.092 

130.32 

Over Exploited 

Dantri 

0812000601513000 

0.05 

0.14 

7.77 

0.15 

0.03 

0.19 

0.04 

0.45 

- 

0.0500 

- 

- 

0.022 

0.072 

0.072 

0.258 

0.013 

0.245 

0.457 

186.50 

Over Exploited 

Deopura 

0812000601512200 

0.05 

0.45 

(38.66) 

0.36 

0.04 

0.40 

0.05 

0.46 

0.05 

0.0400 

- 

- 

0.048 

0.088 

0.141 

0.545 

0.027 

0.518 

0.432 

83.49 

Semi Critical 

Dudu 

0812000601514700 

0.05 

0.84 

(43.01) 

0.67 

0.34 

1.01 

0.04 

0.45 

- 

0.1300 

- 

- 

0.447 

0.577 

0.577 

1.589 

0.079 

1.509 

1.411 

93.47 

Critical 

Gagardoo 

0812000601515500 

0.05 

0.00 

########## 

0.00 

0.11 

0.11 

0.00 

0.00 

- 

- 

- 

- 

0.172 

0.172 

0.172 

0.286 

0.014 

0.272 

0.000 

0.05 

Safe 

Gahlota 

0812000601510300 

0.05 

0.23 

(22.29) 

0.19 

0.06 

0.24 

0.05 

0.44 

0.03 

0.0600 

- 

- 

0.054 

0.114 

0.141 

0.383 

0.019 

0.364 

0.579 

159.00 

Over Exploited 

Gaiga 

0812000601513700 

0.05 

0.00 

307.07 

0.00 

0.00 

0.01 

0.01 

0.07 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.009 

0.000 

0.008 

0.016 

192.87 

Over Exploited 

Gainji 

0812000601513900 

0.05 

0.32 

(18.55) 

0.26 

0.08 

0.34 

0.05 

0.45 

- 

0.0500 

- 

- 

0.085 

0.135 

0.135 

0.470 

0.023 

0.446 

0.504 

112.84 

Over Exploited 

Gidani 

0812000601517300 

0.06 

0.00 

3,488.79 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.008 

438.30 

Over Exploited 



0.05 

0.02 

106.15 

0.03 

0.02 

0.04 

0.01 

0.11 

0.00 

0.0100 

- 

- 

0.023 

0.033 

0.036 

0.076 

0.004 

0.072 

0.112 

155.41 

Over Exploited 

Gopalpura 

0812000501506200 

0.06 

0.00 

541.50 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.041 

984.49 

Over Exploited 

Gopipura 

0812000601515100 

0.05 

0.08 

4.91 

0.08 

0.00 

0.08 

0.04 

0.45 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.100 

0.005 

0.095 

0.153 

161.44 

Over Exploited 

Gurha Saipura 

0812000601521500 

0.05 

0.00 

(21,142.82) 

0.00 

0.01 

0.01 

0.00 

0.00 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.015 

0.001 

0.014 

0.000 

2.81 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Habaspura 

0812000501506300 

11.339 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.168 

2.16 

0.015 

0.09 

0.01 

0.00 

0.00 

0.01 

0.37 

0.24 

0.29 

0.049 

0.36 

0.56 


Hachookra 

0812000501507900 

9.014 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.640 

3.12 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.26 

0.16 

0.16 

0.025 

0.22 

0.36 


Haripura 

0812000501505100 

5.212 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.628 

0.75 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.02 

0.003 

0.05 

0.09 


Harmara 

0821000102489000 

33.020 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

29.932 

2.29 

0.020 

0.13 

0.02 

0.00 

0.00 

0.05 

1.43 

0.89 

0.42 

0.083 

0.35 

0.56 


Harsauli 

0812000601515400 

30.458 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

22.890 

1.85 

0.010 

0.16 

0.02 

0.00 

0.00 

0.26 

0.30 

0.22 

0.46 

0.123 

0.30 

0.42 


Hatoopura 

0812000601512300 

15.157 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

15.157 

2.47 

0.010 

0.14 

0.02 

0.00 

0.00 

0.04 

0.45 

0.27 

0.44 

0.082 

0.41 

0.70 


Hirnoda 

0812000501509900 

17.639 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.643 

0.67 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.05 

0.003 

0.02 

0.03 


Jarawata 

0812000601511900 

15.893 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

14.726 

1.45 

0.010 

0.14 

0.02 

0.00 

0.00 

0.04 

0.30 

0.18 

0.47 

0.079 

0.39 

0.65 


Jaspura 

0812000601512600 

7.251 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.251 

2.16 

0.010 

0.05 

0.00 

0.00 

0.00 

0.01 

0.19 

0.13 

0.13 

0.039 

0.41 

0.63 


Jekampura 

0812000601514200 

4.465 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.465 

3.08 

0.015 

0.07 

0.01 

0.00 

0.00 

0.01 

0.25 

0.14 

0.26 

0.024 

0.41 

0.72 


Jhakolar 

0812000601511500 

7.647 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.921 

4.51 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.29 

0.16 

0.08 

0.021 

0.21 

0.37 







Non-command 

Gneisses(B.G.C) 

3.726 

4.51 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.11 

0.06 

0.020 

0.20 

0.35 


Kakniyawas 

0821000102491200 

13.105 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

13.105 

1.69 

0.020 

0.06 

0.01 

0.00 

0.00 

0.01 

0.48 

0.30 

0.19 

0.036 

0.40 

0.62 


Kandeoli 

0812000501509100 

7.854 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.466 

0.14 

0.100 

0.05 

0.01 

0.00 

0.00 

0.01 

0.13 

0.07 

0.14 

0.040 

0.39 

0.73 







Non-command 

Phyllite & Schist 

0.100 

0.14 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Khajpura 

0812000601512100 

10.049 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.999 

1.46 

0.010 

0.06 

0.01 

0.00 

0.00 

0.01 

0.16 

0.09 

0.19 

0.043 

0.33 

0.54 


Khera Karmsotan 

0821000102491500 

6.053 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.102 

2.14 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Kheriram 

0812000501509600 

12.923 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.047 

0.11 

0.100 

0.09 

0.01 

0.00 

0.00 

0.00 

0.20 

0.10 

0.26 

0.059 

0.35 

0.67 


Khuriyal 

0812000601517100 

16.755 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

12.119 

0.97 

0.010 

0.15 

0.02 

0.00 

0.00 

0.17 

0.08 

0.06 

0.50 

0.065 

0.29 

0.39 






Kalakh Sagar 

Command 

Gneisses(B.G.C) 

2.464 

0.97 

0.010 

0.03 

0.00 

0.00 

0.00 

0.17 

-0.12 

-0.09 

0.10 

0.013 

0.06 

0.08 


Kila 

0812000601513100 

3.273 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.273 

2.06 

0.010 

0.07 

0.01 

0.00 

0.00 

0.01 

0.12 

0.08 

0.24 

0.018 

0.40 

0.63 


Kishangarh (M) 

0821000142101000 

79.253 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.907 

2.14 

0.020 

0.08 

0.00 

0.00 

0.00 

0.00 

0.16 

0.12 

0.00 

0.252 

0.01 

0.01 


Kothera 

0812000501508200 

3.343 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.343 

5.05 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.15 

0.02 

0.018 

0.42 

0.73 


Ladera 

0812000601512800 

13.021 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

13.021 

1.85 

0.010 

0.19 

0.03 

0.00 

0.00 

0.09 

0.31 

0.20 

0.67 

0.070 

0.41 

0.64 


Madhopura 

0812000601513200 

8.648 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.706 

2.11 

0.010 

0.06 

0.01 

0.00 

0.00 

0.02 

0.19 

0.12 

0.19 

0.041 

0.36 

0.55 


Mahatgaon 

0812000601513300 

7.187 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.442 

2.21 

0.010 

0.00 

0.00 

0.00 

0.00 

0.04 

-0.03 

-0.02 

0.01 

0.002 

0.02 

0.04 


Maheshwas 

0812000501510100 

13.605 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.790 

3.27 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.61 

0.33 

0.07 

0.010 

0.06 

0.10 


Malera 

0812000601514300 

5.610 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.610 

1.92 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.23 

0.13 

0.29 

0.030 

0.41 

0.73 


Mamana 

0812000601511200 

28.102 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.029 

1.19 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

0.267 

1.19 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.00 

0.01 


Mandawariya 

0821000102490900 

6.327 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.731 

2.25 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.03 

0.005 

0.10 

0.14 


Mangalwara 

0812000601522100 

14.372 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.084 

0.69 

0.010 

0.00 

0.00 

0.00 

0.00 

0.02 

-0.02 

-0.01 

0.00 

0.000 

0.00 

0.00 






Chaparwara 

Command 

Gneisses(B.G.C) 

2.088 

0.69 

0.010 

0.02 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.06 

0.011 

0.06 

0.08 


Matera 

0812000501505300 

6.916 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.049 

1.14 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.01 


Morooda 

0812000501505600 

8.278 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.015 

3.69 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mundoti 

0821000102491400 

12.833 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

12.667 

1.88 

0.020 

0.06 

0.01 

0.00 

0.00 

0.03 

0.50 

0.32 

0.18 

0.035 

0.40 

0.62 


Naloo 

0821000102491300 

16.152 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.519 

1.87 

0.020 

0.13 

0.02 

0.00 

0.00 

0.01 

0.42 

0.27 

0.50 

0.024 

0.21 

0.32 


Nanan 

0812000601514100 

8.287 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.433 

2.61 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.002 

0.02 

0.04 







Non-command 

Gneisses(B.G.C) 

7.854 

2.61 

0.010 

0.11 

0.01 

0.00 

0.00 

0.01 

0.29 

0.17 

0.38 

0.042 

0.39 

0.66 


Naradpura 

0812000501508400 

4.407 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.407 

3.41 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.25 

0.14 

0.05 

0.024 

0.41 

0.73 


Narayana 

0812000501508300 

58.599 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.886 

3.74 

0.100 

0.05 

0.00 

0.00 

0.00 

0.04 

3.70 

2.10 

0.13 

0.053 

0.07 

0.12 







Non-command 

Phyllite & Schist 

45.530 

3.74 

0.015 

0.26 

0.03 

0.00 

0.00 

0.16 

2.62 

1.49 

0.70 

0.245 

0.32 

0.57 







Non-command 

Gneisses(B.G.C) 

0.003 

3.74 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Narena 

0821000102488700 

15.456 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

12.933 

1.53 

0.020 

0.04 

0.00 

0.00 

0.00 

0.02 

0.41 

0.25 

0.13 

0.036 

0.34 

0.56 


Nayagaon 

0812000601512700 

11.600 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

11.600 

2.15 

0.010 

0.15 

0.02 

0.00 

0.00 

0.04 

0.34 

0.21 

0.51 

0.062 

0.41 

0.65 


Neemli 

0812000601511300 

13.176 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.534 

3.14 

0.015 

0.04 

0.01 

0.00 

0.00 

0.01 

0.24 

0.14 

0.14 

0.024 

0.14 

0.25 







Non-command 

Gneisses(B.G.C) 

6.406 

3.14 

0.010 

0.05 

0.01 

0.00 

0.00 

0.01 

0.23 

0.13 

0.17 

0.034 

0.20 

0.35 


Nolya 

0812000601514800 

3.430 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.430 

2.01 

0.010 

0.06 

0.01 

0.00 

0.00 

0.02 

0.10 

0.07 

0.21 

0.018 

0.41 

0.60 


Palbas 

0812000501509500 

15.096 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.965 

1.97 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.11 

0.01 

0.005 

0.03 

0.05 


Panva Kalan 

0812000601510700 

15.542 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.047 

2.58 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Panwaliya 

0812000601511600 

4.869 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.713 

3.28 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.04 

0.02 

0.04 

0.004 

0.06 

0.11 







Non-command 

Gneisses(B.G.C) 

4.155 

3.28 

0.010 

0.06 

0.01 

0.00 

0.00 

0.02 

0.17 

0.10 

0.22 

0.022 

0.35 

0.61 


Parasoli 

0812000601513800 

20.893 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

20.195 

2.14 

0.010 

0.24 

0.03 

0.00 

0.00 

0.04 

0.60 

0.41 

0.81 

0.109 

0.39 

0.58 


Patoori 

0812000601512900 

3.665 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.665 

2.14 

0.010 

0.05 

0.01 

0.00 

0.00 

0.01 

0.11 

0.07 

0.18 

0.020 

0.41 

0.63 


Peegoon 

0812000601512000 

4.853 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.423 

1.30 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.10 

0.008 

0.12 

0.20 


Peethyawas 

0812000501508500 

7.907 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.857 

1.69 

0.015 

0.03 

0.00 

0.00 

0.00 

0.02 

0.20 

0.12 

0.08 

0.042 

0.41 

0.72 


Phaloda 

0821000102491000 

8.921 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.489 

2.30 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.31 

0.21 

0.08 

0.018 

0.27 

0.40 


Ralawatan 

0821000102487800 

18.379 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.313 

3.45 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.01 

0.01 


Ramnagar 

0812000501508900 

1.510 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.165 

0.51 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.05 

0.08 


Rampura 

0821000102488800 

5.179 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.179 

2.02 

0.020 

0.01 

0.00 

0.00 

0.00 

0.02 

0.19 

0.12 

0.02 

0.014 

0.39 

0.65 


Rojri 

0812000501509800 

12.798 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.060 

0.25 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 


Sakhoon 

0812000601512400 

17.496 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

17.455 

2.16 

0.010 

0.29 

0.04 

0.00 

0.00 

0.00 

0.63 

0.38 

1.02 

0.094 

0.41 

0.68 


Sali 

0812000601510500 

28.287 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

28.287 

1.40 

0.010 

0.30 

0.04 

0.00 

0.00 

0.03 

0.63 

0.38 

1.00 

0.152 

0.41 

0.67 


Samalpura 

0812000501505000 

3.658 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.728 

0.52 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.07 

0.004 

0.08 

0.16 


Sawarda 

0812000601514500 

25.604 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.164 

1.09 

0.015 

0.05 

0.01 

0.00 

0.00 

0.01 

0.08 

0.05 

0.17 

0.017 

0.05 

0.09 







Non-command 

Gneisses(B.G.C) 

0.295 

1.09 

0.010 

0.00 

0.00 

0.00 

0.00 

0.05 

-0.05 

-0.03 

0.01 

0.002 

0.00 

0.01 


Sewa 

0812000601522400 

21.720 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.006 

1.58 

0.010 

0.00 

0.00 

0.00 

0.00 

0.08 

-0.08 

-0.06 

0.00 

0.000 

0.00 

0.00 






Chaparwara 

Command 

Gneisses(B.G.C) 

1.056 

1.58 

0.010 

0.01 

0.00 

0.00 

0.00 

0.08 

-0.05 

-0.04 

0.04 

0.006 

0.02 

0.03 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Habaspura 

0812000501506300 

0.06 

0.20 

20.63 

0.23 

0.02 

0.25 

0.04 

0.40 

0.02 

0.0300 

- 

- 

0.011 

0.041 

0.065 

0.317 

0.016 

0.302 

0.337 

111.85 

Over Exploited 

Hachookra 

0812000501507900 

0.06 

0.06 

152.77 

0.07 

0.01 

0.09 

0.03 

0.25 

0.01 

0.0300 

- 

- 

0.003 

0.033 

0.041 

0.128 

0.006 

0.121 

0.183 

150.97 

Over Exploited 

Haripura 

0812000501505100 

0.12 

0.00 

706.46 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.005 

0.021 

454.59 

Over Exploited 

Harmara 

0821000102489000 

0.07 

0.78 

13.91 

0.89 

0.07 

0.95 

0.04 

0.39 

0.09 

0.0800 

- 

- 

0.072 

0.152 

0.242 

1.196 

0.060 

1.136 

0.503 

44.31 

Safe 

Harsauli 

0812000601515400 

0.05 

0.35 

(36.64) 

0.28 

0.28 

0.56 

0.03 

0.34 

- 

0.0500 

- 

- 

0.391 

0.441 

0.441 

1.000 

0.050 

0.950 

0.585 

61.57 

Safe 

Hatoopura 

0812000601512300 

0.05 

0.31 

(15.37) 

0.27 

0.06 

0.33 

0.05 

0.46 

0.04 

0.0500 

- 

- 

0.064 

0.114 

0.151 

0.480 

0.024 

0.456 

0.520 

113.91 

Over Exploited 

Hirnoda 

0812000501509900 

0.12 

0.00 

2,312.92 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

0.000 

0.000 

0.000 

0.002 

0.000 

0.002 

0.057 

2,930.58 

Over Exploited 

Jarawata 

0812000601511900 

0.05 

0.28 

(37.94) 

0.23 

0.06 

0.28 

0.05 

0.43 

0.03 

0.0500 

- 

- 

0.055 

0.105 

0.139 

0.423 

0.021 

0.402 

0.552 

137.44 

Over Exploited 

Jaspura 

0812000601512600 

0.05 

0.15 

(15.76) 

0.13 

0.01 

0.14 

0.05 

0.46 

0.02 

0.0100 

- 

- 

0.019 

0.029 

0.046 

0.183 

0.009 

0.174 

0.171 

98.15 

Critical 

Jekampura 

0812000601514200 

0.06 

0.11 

30.11 

0.13 

0.02 

0.16 

0.05 

0.46 

0.01 

0.0300 

- 

- 

0.022 

0.052 

0.066 

0.224 

0.011 

0.213 

0.283 

133.12 

Over Exploited 

Jhakolar 

0812000601511500 

0.06 

0.05 

226.09 

0.06 

0.01 

0.07 

0.03 

0.24 

0.01 

0.0100 

- 

- 

0.015 

0.025 

0.031 

0.101 

0.005 

0.096 

0.100 

104.11 

Over Exploited 



0.05 

0.04 

185.76 

0.05 

- 

0.05 

0.02 

0.23 

0.00 

0.0100 

- 

- 

- 

0.010 

0.015 

0.060 

0.003 

0.057 

0.080 

140.88 

Over Exploited 

Kakniyawas 

0821000102491200 

0.07 

0.39 

(21.91) 

0.31 

0.02 

0.33 

0.05 

0.44 

0.04 

0.0200 

- 

- 

0.020 

0.040 

0.085 

0.419 

0.021 

0.398 

0.229 

57.61 

Safe 

Kandeoli 

0812000501509100 

0.12 

0.35 

(79.46) 

0.28 

0.02 

0.30 

0.05 

0.44 

0.04 

0.0200 

- 

- 

0.016 

0.036 

0.078 

0.380 

0.019 

0.361 

0.184 

50.95 

Safe 



0.06 

0.00 

218.28 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Khajpura 

0812000601512100 

0.05 

0.13 

(28.26) 

0.11 

0.02 

0.13 

0.04 

0.37 

0.02 

0.0200 

- 

- 

0.016 

0.036 

0.052 

0.178 

0.009 

0.169 

0.229 

135.69 

Over Exploited 

Khera Karmsotan 

0821000102491500 

0.07 

0.00 

5,351.42 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kheriram 

0812000501509600 

0.12 

0.47 

(77.90) 

0.38 

0.01 

0.39 

0.04 

0.40 

0.05 

0.0300 

- 

- 

0.005 

0.035 

0.090 

0.479 

0.024 

0.455 

0.323 

71.10 

Semi Critical 

Khuriyal 

0812000601517100 

0.05 

0.18 

(67.54) 

0.14 

0.19 

0.33 

0.03 

0.32 

- 

0.0600 

- 

- 

0.255 

0.315 

0.315 

0.647 

0.032 

0.614 

0.569 

92.67 

Critical 



0.05 

0.01 

(1,278.61) 

0.01 

0.17 

0.18 

0.01 

0.07 

- 

0.0100 

- 

- 

0.255 

0.265 

0.265 

0.441 

0.022 

0.419 

0.115 

27.53 

Safe 

Kila 

0812000601513100 

0.05 

0.07 

15.33 

0.08 

0.02 

0.09 

0.05 

0.45 

0.01 

0.0300 

- 

- 

0.013 

0.043 

0.050 

0.145 

0.007 

0.138 

0.258 

186.68 

Over Exploited 

Kishangarh (M) 

0821000142101000 

0.07 

0.00 

10,194.08 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.252 

18,603.87 

Over Exploited 

Kothera 

0812000501508200 

0.06 

0.08 

78.14 

0.10 

0.00 

0.10 

0.05 

0.47 

0.01 

- 

- 

- 

0.004 

0.004 

0.014 

0.117 

0.006 

0.111 

0.040 

36.04 

Safe 

Ladera 

0812000601512800 

0.05 

0.26 

(26.15) 

0.21 

0.12 

0.33 

0.05 

0.45 

0.03 

0.0800 

- 

- 

0.136 

0.216 

0.246 

0.579 

0.029 

0.550 

0.741 

134.83 

Over Exploited 

Madhopura 

0812000601513200 

0.05 

0.14 

(9.42) 

0.12 

0.03 

0.16 

0.04 

0.40 

- 

0.0200 

- 

- 

0.031 

0.051 

0.051 

0.206 

0.010 

0.196 

0.233 

119.16 

Over Exploited 

Mahatgaon 

0812000601513300 

0.05 

0.00 

(4,122.09) 

0.00 

0.04 

0.04 

0.00 

0.03 

- 

- 

- 

- 

0.066 

0.066 

0.066 

0.110 

0.005 

0.104 

0.014 

13.76 

Safe 

Maheshwas 

0812000501510100 

0.12 

0.01 

2,700.87 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.026 

0.001 

0.024 

0.082 

336.06 

Over Exploited 

Malera 

0812000601514300 

0.06 

0.14 

(6.14) 

0.13 

0.01 

0.14 

0.05 

0.46 

0.02 

0.0300 

- 

- 

0.004 

0.034 

0.051 

0.194 

0.010 

0.185 

0.318 

172.31 

Over Exploited 

Mamana 

0812000601511200 

0.06 

0.00 

40,389.07 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.00 

3,461.96 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.013 

20,043.32 

Over Exploited 

Mandawariya 

0821000102490900 

0.07 

0.01 

383.68 

0.02 

- 

0.02 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.015 

0.001 

0.015 

0.030 

203.37 

Over Exploited 

Mangalwara 

0812000601522100 

0.05 

0.00 

(144,702.16) 

0.00 

0.02 

0.02 

0.00 

0.00 

- 

- 

- 

- 

0.030 

0.030 

0.030 

0.050 

0.002 

0.047 

0.000 

0.96 

Safe 



0.05 

0.01 

77.83 

0.01 

0.02 

0.03 

0.01 

0.06 

- 

0.0100 

- 

- 

0.030 

0.040 

0.040 

0.067 

0.003 

0.064 

0.071 

111.85 

Over Exploited 

Matera 

0812000501505300 

0.12 

0.00 

17,868.32 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Morooda 

0812000501505600 

0.06 

0.00 

70,632.83 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mundoti 

0821000102491400 

0.07 

0.38 

(15.55) 

0.32 

0.04 

0.35 

0.04 

0.44 

0.04 

0.0200 

- 

- 

0.041 

0.061 

0.103 

0.458 

0.023 

0.435 

0.211 

48.54 

Safe 

Naloo 

0821000102491300 

0.07 

0.13 

104.16 

0.16 

0.03 

0.19 

0.02 

0.23 

0.01 

0.0600 

- 

- 

0.012 

0.072 

0.087 

0.274 

0.014 

0.260 

0.528 

203.03 

Over Exploited 

Nanan 

0812000601514100 

0.06 

0.00 

2,675.54 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.031 

1,585.77 

Over Exploited 



0.05 

0.15 

12.87 

0.17 

0.02 

0.19 

0.05 

0.44 

0.02 

0.0400 

- 

- 

0.016 

0.056 

0.075 

0.269 

0.013 

0.256 

0.426 

166.78 

Over Exploited 

Naradpura 

0812000501508400 

0.06 

0.11 

27.09 

0.13 

0.00 

0.13 

0.05 

0.47 

0.01 

0.0100 

- 

- 

0.000 

0.010 

0.023 

0.155 

0.008 

0.147 

0.074 

50.03 

Safe 

Narayana 

0812000501508300 

0.12 

0.08 

2,430.13 

0.10 

0.04 

0.14 

0.01 

0.08 

0.01 

0.0200 

- 

- 

0.061 

0.081 

0.091 

0.231 

0.012 

0.220 

0.183 

83.38 

Semi Critical 



0.06 

0.88 

68.78 

1.06 

0.19 

1.25 

0.04 

0.36 

0.11 

0.1300 

- 

- 

0.243 

0.373 

0.481 

1.729 

0.086 

1.642 

0.948 

57.72 

Safe 



0.05 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Narena 

0821000102488700 

0.07 

0.33 

(24.21) 

0.26 

0.02 

0.28 

0.04 

0.38 

0.04 

0.0100 

- 

- 

0.032 

0.042 

0.081 

0.364 

0.018 

0.346 

0.165 

47.72 

Safe 

Nayagaon 

0812000601512700 

0.05 

0.24 

(10.24) 

0.21 

0.06 

0.28 

0.05 

0.46 

0.03 

0.0600 

- 

- 

0.065 

0.125 

0.152 

0.429 

0.021 

0.407 

0.572 

140.52 

Over Exploited 

Neemli 

0812000601511300 

0.06 

0.04 

253.99 

0.05 

0.02 

0.06 

0.02 

0.16 

0.00 

0.0300 

- 

- 

0.008 

0.038 

0.043 

0.105 

0.005 

0.100 

0.168 

168.79 

Over Exploited 



0.05 

0.07 

106.22 

0.08 

0.02 

0.10 

0.02 

0.23 

0.01 

0.0300 

- 

- 

0.015 

0.045 

0.053 

0.152 

0.008 

0.144 

0.202 

140.49 

Over Exploited 

Nolya 

0812000601514800 

0.05 

0.07 

(0.79) 

0.07 

0.03 

0.10 

0.04 

0.45 

- 

0.0200 

- 

- 

0.027 

0.047 

0.047 

0.144 

0.007 

0.136 

0.228 

167.45 

Over Exploited 

Palbas 

0812000501509500 

0.12 

0.00 

3,333.75 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.017 

445.64 

Over Exploited 

Panva Kalan 

0812000601510700 

0.05 

0.00 

24,992.85 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Panwaliya 

0812000601511600 

0.06 

0.00 

726.89 

0.00 

0.01 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

0.012 

0.012 

0.012 

0.023 

0.001 

0.022 

0.047 

213.19 

Over Exploited 



0.05 

0.07 

32.48 

0.09 

0.03 

0.12 

0.04 

0.40 

0.01 

0.0200 

- 

- 

0.027 

0.047 

0.055 

0.171 

0.009 

0.163 

0.238 

146.37 

Over Exploited 

Parasoli 

0812000601513800 

0.05 

0.40 

3.53 

0.41 

0.07 

0.48 

0.04 

0.43 

- 

0.0900 

- 

- 

0.062 

0.152 

0.152 

0.633 

0.032 

0.601 

0.919 

152.73 

Over Exploited 

Patoori 

0812000601512900 

0.05 

0.07 

(4.35) 

0.07 

0.02 

0.09 

0.05 

0.45 

0.01 

0.0200 

- 

- 

0.013 

0.033 

0.042 

0.132 

0.007 

0.125 

0.200 

159.45 

Over Exploited 

Peegoon 

0812000601512000 

0.05 

0.01 

216.39 

0.01 

0.00 

0.01 

0.01 

0.14 

0.00 

0.0100 

- 

- 

0.005 

0.015 

0.016 

0.029 

0.001 

0.028 

0.104 

370.50 

Over Exploited 

Peethyawas 

0812000501508500 

0.06 

0.19 

(40.15) 

0.16 

0.02 

0.18 

0.05 

0.46 

0.02 

0.0100 

- 

- 

0.037 

0.047 

0.071 

0.251 

0.013 

0.238 

0.121 

50.95 

Safe 

Phaloda 

0821000102491000 

0.07 

0.13 

63.32 

0.16 

0.00 

0.16 

0.03 

0.30 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.177 

0.009 

0.169 

0.094 

55.80 

Safe 

Ralawatan 

0821000102487800 

0.07 

0.00 

9,068.84 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.009 

4,825.67 

Over Exploited 

Ramnagar 

0812000501508900 

0.06 

0.00 

56.82 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.015 

2,656.38 

Over Exploited 

Rampura 

0821000102488800 

0.07 

0.15 

(22.67) 

0.12 

0.02 

0.15 

0.05 

0.44 

0.02 

- 

- 

- 

0.037 

0.037 

0.055 

0.202 

0.010 

0.192 

0.031 

16.38 

Safe 

Rojri 

0812000501509800 

0.12 

0.00 

5,699.06 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.006 

36,634.96 

Over Exploited 

Sakhoon 

0812000601512400 

0.05 

0.36 

6.18 

0.38 

0.04 

0.42 

0.05 

0.46 

0.04 

0.1100 

- 

- 

- 

0.110 

0.152 

0.573 

0.029 

0.545 

1.114 

204.53 

Over Exploited 

Sali 

0812000601510500 

0.05 

0.58 

(33.79) 

0.46 

0.07 

0.53 

0.05 

0.46 

0.07 

0.1100 

- 

- 

0.046 

0.156 

0.224 

0.757 

0.038 

0.719 

1.149 

159.79 

Over Exploited 

Samalpura 

0812000501505000 

0.12 

0.01 

313.51 

0.01 

0.00 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

0.000 

0.000 

0.001 

0.010 

0.000 

0.009 

0.070 

765.06 

Over Exploited 

Sawarda 

0812000601514500 

0.06 

0.01 

394.15 

0.01 

0.02 

0.03 

0.01 

0.06 

0.00 

0.0200 

- 

- 

0.015 

0.035 

0.036 

0.067 

0.003 

0.064 

0.185 

290.66 

Over Exploited 



0.05 

0.00 

(41,619.51) 

0.00 

0.05 

0.05 

0.00 

0.01 

0.00 

- 

- 

- 

0.080 

0.080 

0.080 

0.133 

0.007 

0.126 

0.014 

10.76 

Safe 

Sewa 

0812000601522400 

0.05 

0.00 

########## 

0.00 

0.08 

0.08 

0.00 

0.00 

- 

- 

- 

- 

0.122 

0.122 

0.122 

0.203 

0.010 

0.192 

0.000 

0.02 

Safe 



0.05 

0.00 

(3,981.61) 

0.00 

0.08 

0.08 

0.00 

0.02 

- 

0.0100 

- 

- 

0.122 

0.132 

0.132 

0.213 

0.011 

0.203 

0.042 

20.56 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Shardulpura 

081200050150920C 

4.712 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.423 

0.19 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.10 

0.05 

0.20 

0.013 

0.21 

0.41 


Sholawata 

0812000501508000 

10.911 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.910 

4.23 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.67 

0.39 

0.09 

0.053 

0.38 

0.65 


Shri Ramnagar 

0812000601515000 

1.821 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.821 

1.86 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.05 

0.14 

0.010 

0.41 

0.56 


Shri Rampura 

0812000501505500 

9.469 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.071 

4.83 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.000 

0.00 

0.01 







Non-command 

Phyllite & Schist 

6.599 

4.83 

0.015 

0.04 

0.01 

0.00 

0.00 

0.01 

0.50 

0.29 

0.13 

0.035 

0.29 

0.51 


Shyopura 

0812000601512500 

6.955 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.955 

2.21 

0.010 

0.05 

0.01 

0.00 

0.00 

0.01 

0.19 

0.11 

0.16 

0.037 

0.41 

0.68 


Shyosinghpura 

0812000501509300 

4.098 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.944 

-0.05 

0.100 

0.10 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.021 

0.40 

0.76 


Singla 

0812000501507800 

7.863 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.142 

1.75 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Sirohi Kalan 

0812000601510200 

9.098 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

9.098 

1.45 

0.010 

0.16 

0.02 

0.00 

0.00 

0.01 

0.26 

0.16 

0.58 

0.049 

0.40 

0.65 


Sirohi Khurd 

0812000501508100 

8.343 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.343 

5.08 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.65 

0.37 

0.04 

0.045 

0.42 

0.73 


Sorthan Ka Bas 

0812000601518200 

6.064 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.205 

4.73 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.05 

0.01 

0.001 

0.01 

0.03 


Sunadiya 

0812000601516800 

12.933 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.899 

1.70 

0.010 

0.02 

0.00 

0.00 

0.00 

0.03 

0.01 

0.00 

0.05 

0.005 

0.03 

0.04 


Surree 

0812000601510600 

4.107 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.663 

1.52 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.12 

0.014 

0.27 

0.44 


Sursura 

0821000102488000 

27.369 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.384 

3.56 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.001 

0.01 

0.01 


Tan Chhaparwara 

0812000601516900 

1.769 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.769 

1.25 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.08 

0.010 

0.40 

0.54 


Tiloniya 

0821000102491100 

11.251 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.586 

2.21 

0.020 

0.11 

0.02 

0.00 

0.00 

0.00 

0.38 

0.25 

0.43 

0.018 

0.22 

0.34 


Tokra 

0821000102489200 

9.635 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.894 

2.47 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.26 

0.18 

0.08 

0.014 

0.18 

0.27 


Tyod 

0821000102488600 

26.260 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.114 

4.41 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Udaipuriya 

0812000601514000 

9.861 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.339 

2.26 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.01 

0.02 







Non-command 

Gneisses(B.G.C) 

9.521 

2.26 

0.010 

0.09 

0.01 

0.00 

0.00 

0.02 

0.28 

0.17 

0.31 

0.051 

0.40 

0.64 

Sub Basin: Morel | 

07009062 

Achrol 

0812001001578500 

25.367 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

8.231 

0.55 

0.150 

0.29 

0.01 

0.00 

0.00 

0.00 

0.96 

0.63 

1.07 

0.051 

0.18 

0.28 







Non-command 

Quartzite 

0.548 

0.55 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.003 

0.01 

0.02 


Akedadoongar 

0812001001582900 

7.057 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.162 

1.16 

0.150 

0.57 

0.01 

0.00 

0.00 

0.00 

1.29 

1.12 

0.46 

1.397 

0.33 

0.38 







Non-command 

Quartzite 

0.973 

1.16 

0.020 

0.12 

0.00 

0.00 

0.00 

0.00 

0.14 

0.12 

0.06 

0.327 

0.08 

0.09 


Akhepura 

0812001001582700 

1.848 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.391 

2.05 

0.150 

0.04 

0.00 

0.00 

0.00 

0.00 

0.47 

0.40 

0.15 

0.009 

0.43 

0.49 







Non-command 

Quartzite 

0.457 

2.05 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.003 

0.14 

0.16 


Amber 

0812001041210000 

38.095 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

15.263 

-0.01 

0.150 

1.73 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

5.123 

0.22 

0.25 







Non-command 

Quartzite 

16.603 

-0.01 

0.020 

1.87 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

5.573 

0.23 

0.28 


Amer Chak No.l 

0812001001584000 

0.753 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.612 

0.26 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.11 

0.004 

0.46 

0.54 







Non-command 

Quartzite 

0.141 

0.26 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.11 

0.12 


Amer Chak No.2 

0812001001583800 

0.214 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.126 

0.30 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.001 

0.34 

0.39 







Non-command 

Quartzite 

0.087 

0.30 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.23 

0.27 


Ani 

0812001001578600 

3.653 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.155 

0.54 

0.150 

0.14 

0.01 

0.00 

0.00 

0.00 

0.38 

0.25 

0.56 

0.019 

0.49 

0.77 


Badiyawala 

0812001101595200 

1.238 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.238 

0.14 

0.200 

0.12 

0.01 

0.00 

0.00 

0.00 

0.14 

0.10 

0.47 

0.006 

0.57 

0.84 


Bagwada 

0812001001579500 

10.848 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.003 

1.49 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

0.068 

1.49 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 


Balkrishna Pura 

0812001101601500 

2.304 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.304 

0.14 

0.200 

0.06 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.21 

0.011 

0.55 

0.75 


Balloopura 

0812000901563800 

1.628 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.461 

0.70 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.002 

0.15 

0.21 







Non-command 

Quartzite 

0.628 

0.70 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.003 

0.21 

0.29 


Baragaon Jarkhya 

0812001001583300 

4.499 

Fresh 

Non-command 

Non-command 

Quartzite 

3.931 

1.19 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.14 

0.12 

0.16 

0.024 

0.50 

0.57 


Barh Radho Das Pura 

0812001101602100 

1.482 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.482 

0.40 

0.200 

0.00 

0.00 

0.00 

0.00 

0.02 

0.09 

0.06 

0.00 

0.007 

0.53 

0.82 


Basna 

0812001101590300 

3.995 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.893 

0.55 

0.200 

0.03 

0.00 

0.00 

0.00 

0.00 

0.24 

0.15 

0.11 

0.009 

0.27 

0.44 


Beer Talera 

0812001001583500 

2.389 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.075 

1.08 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.02 







Non-command 

Quartzite 

1.387 

1.08 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.009 

0.33 

0.38 


Beermalpura @ Mukandpu 

0812000901564200 

5.593 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.044 

0.40 

0.150 

0.04 

0.00 

0.00 

0.00 

0.11 

0.17 

0.11 

0.12 

0.022 

0.37 

0.61 


Bhanpur Kalan 

0812001101590700 

4.356 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.356 

0.72 

0.200 

0.41 

0.02 

0.00 

0.00 

0.01 

1.00 

0.64 

1.62 

0.022 

0.57 

0.89 


Bhattawala 

0812001101591000 

2.559 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.619 

0.86 

0.200 

0.04 

0.00 

0.00 

0.00 

0.00 

0.32 

0.19 

0.14 

0.008 

0.36 

0.59 


Bishangarh 

0812001001582600 

2.638 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.670 

1.89 

0.150 

0.05 

0.00 

0.00 

0.00 

0.00 

0.24 

0.21 

0.21 

0.004 

0.14 

0.17 







Non-command 

Quartzite 

1.968 

1.89 

0.020 

0.10 

0.00 

0.00 

0.00 

0.00 

0.17 

0.15 

0.38 

0.012 

0.42 

0.49 


Bisori 

0812001101591100 

4.267 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.059 

0.87 

0.200 

0.03 

0.00 

0.00 

0.00 

0.00 

0.56 

0.34 

0.10 

0.015 

0.41 

0.67 







Non-command 

Quartzite 

0.174 

0.87 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.04 


Chainpurawas Saiwar 

0812001101595400 

0.943 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.943 

0.09 

0.200 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.10 

0.005 

0.57 

0.76 


Chak Chainpura 

0812001101596400 

2.022 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.022 

0.05 

0.200 

0.07 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.28 

0.010 

0.56 

0.72 


Chak Indra Garh 

0812001101596600 

0.412 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.412 

0.02 

0.200 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.06 

0.002 

0.56 

0.77 


Chak Kharchi Chainpura 

0812001101596200 

1.785 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.785 

0.09 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.009 

0.57 

0.69 


Chak Kothiya 

0812001001580200 

0.523 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.523 

0.22 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.07 

0.003 

0.57 

0.74 


Chak Mala Ki Nangal 

0812001101596500 

0.444 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.444 

0.02 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.05 

0.002 

0.56 

0.79 


Chak Nondpura 

0812001101602300 

1.406 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.336 

0.07 

0.200 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.05 

0.007 

0.52 

0.80 


Charanwas @ Kali Pahar 

0812001101587800 

9.169 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.075 

0.45 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.01 


Chaumukha 

0812001101597200 

0.944 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.879 

0.13 

0.200 

0.11 

0.01 

0.00 

0.00 

0.00 

0.12 

0.07 

0.42 

0.004 

0.53 

0.87 


Chawand Ka Mand 

0812001101601600 

1.406 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.406 

0.18 

0.200 

0.15 

0.01 

0.00 

0.00 

0.00 

0.19 

0.15 

0.59 

0.007 

0.56 

0.70 


Chhapar 

0812001101590600 

1.068 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.068 

0.30 

0.200 

0.07 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.26 

0.005 

0.57 

0.90 


Chhaprari 

0812001001579000 

9.889 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.808 

0.72 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.05 

0.005 

0.05 

0.06 







Non-command 

Quartzite 

0.995 

0.72 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.006 

0.06 

0.07 


Chimanpura 

0812001001583700 

1.129 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.194 

0.38 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.08 

0.001 

0.10 

0.11 







Non-command 

Quartzite 

0.935 

0.38 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.05 

0.04 

0.20 

0.006 

0.47 

0.55 


Chokhlawas @ Kacherawa 

0812001001579600 

5.931 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.147 

0.85 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.30 

0.25 

0.09 

0.013 

0.20 

0.25 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Shardulpura 

0812000501509200 

0.12 

0.06 

(20.64) 

0.05 

0.00 

0.05 

0.02 

0.24 

0.01 

0.0100 

- 

- 

0.001 

0.011 

0.018 

0.068 

0.003 

0.064 

0.211 

328.73 

Over Exploited 

Sholawata 

0812000501508000 

0.06 

0.23 

71.13 

0.27 

0.00 

0.28 

0.05 

0.43 

0.03 

0.0200 

- 

- 

0.004 

0.024 

0.052 

0.329 

0.016 

0.313 

0.139 

44.57 

Safe 

Shri Ramnagar 

0812000601515000 

0.05 

0.04 

25.26 

0.04 

0.01 

0.05 

0.04 

0.45 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.075 

0.004 

0.071 

0.154 

216.10 

Over Exploited 

Shri Rampura 

0812000501505500 

0.12 

0.00 

73,508.35 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.12 

147.60 

0.14 

0.02 

0.16 

0.04 

0.33 

0.01 

0.0200 

- 

- 

0.013 

0.033 

0.047 

0.204 

0.010 

0.193 

0.165 

85.58 

Semi Critical 

Shyopura 

0812000601512500 

0.05 

0.14 

(21.36) 

0.11 

0.02 

0.13 

0.05 

0.46 

0.02 

0.0200 

- 

- 

0.013 

0.033 

0.049 

0.182 

0.009 

0.173 

0.199 

115.02 

Over Exploited 

Shyosinghpura 

0812000501509300 

0.12 

0.19 

- 

0.19 

0.01 

0.20 

0.05 

0.44 

0.02 

0.0400 

- 

- 

0.003 

0.043 

0.065 

0.266 

0.027 

0.239 

0.381 

159.17 

Over Exploited 

Singla 

0812000501507800 

0.06 

0.00 

3,370.89 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Sirohi Kalan 

0812000601510200 

0.05 

0.18 

(11.24) 

0.16 

0.03 

0.19 

0.05 

0.45 

0.02 

0.0600 

- 

- 

0.017 

0.077 

0.098 

0.293 

0.015 

0.278 

0.626 

225.21 

Over Exploited 

Sirohi Khurd 

0812000501508100 

0.06 

0.21 

77.69 

0.25 

0.01 

0.26 

0.05 

0.47 

0.03 

0.0100 

- 

- 

0.011 

0.021 

0.046 

0.304 

0.015 

0.288 

0.081 

28.04 

Safe 

Sorthan Ka Bas 

0812000601518200 

0.12 

0.00 

15,230.93 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.007 

1,628.91 

Over Exploited 

Sunadiya 

0812000601516800 

0.05 

0.00 

224.70 

0.00 

0.03 

0.03 

0.00 

0.03 

- 

0.0100 

- 

- 

0.045 

0.055 

0.055 

0.086 

0.004 

0.082 

0.059 

72.16 

Semi Critical 

Surree 

0812000601510600 

0.05 

0.04 

14.49 

0.04 

0.00 

0.04 

0.03 

0.30 

0.00 

0.0100 

- 

- 

0.005 

0.015 

0.020 

0.064 

0.003 

0.060 

0.134 

222.57 

Over Exploited 

Sursura 

0821000102488000 

0.07 

0.00 

9,899.21 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.009 

4,731.22 

Over Exploited 

Tan Chhaparwara 

0812000601516900 

0.05 

0.04 

(12.43) 

0.03 

- 

0.03 

0.04 

0.45 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.051 

0.003 

0.049 

0.094 

191.88 

Over Exploited 

Tiloniya 

0821000102491100 

0.07 

0.11 

127.73 

0.13 

0.02 

0.15 

0.02 

0.25 

0.01 

0.0800 

- 

- 

- 

0.080 

0.092 

0.244 

0.012 

0.232 

0.452 

194.93 

Over Exploited 

Tokra 

0821000102489200 

0.07 

0.07 

66.04 

0.08 

- 

0.08 

0.02 

0.20 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.098 

0.005 

0.094 

0.092 

97.98 

Critical 

Tyod 

0821000102488600 

0.07 

0.00 

37,932.67 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Udaipuriya 

0812000601514000 

0.06 

0.00 

2,362.45 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.016 

4,392.27 

Over Exploited 



0.05 

0.19 

(8.60) 

0.17 

0.03 

0.20 

0.05 

0.44 

0.02 

0.0300 

- 

- 

0.025 

0.055 

0.077 

0.276 

0.014 

0.262 

0.357 

136.10 

Over Exploited 


Sub Basin: Morel | 

Achrol 

0812001001578500 

0.24 

0.32 

########## 

0.38 

0.01 

0.39 

0.02 

0.20 

0.04 

0.0400 

- 

- 

- 

0.040 

0.077 

0.468 

0.023 

0.445 

1.120 

251.59 

Over Exploited 



0.01 

0.00 

484,130.13 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.045 

90,850.19 

Over Exploited 

Akedadoongar 

0812001001582900 

0.24 

0.33 

31,683.70 

0.39 

0.01 

0.40 

0.04 

0.37 

0.04 

0.0200 

- 

- 

- 

0.020 

0.059 

0.464 

0.023 

0.440 

1.861 

422.50 

Over Exploited 



0.01 

0.00 

16,279.27 

0.00 

- 

0.00 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.387 

40,719.77 

Over Exploited 

Akhepura 

0812001001582700 

0.24 

0.14 

184.55 

0.17 

- 

0.17 

0.05 

0.48 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.197 

0.010 

0.188 

0.160 

85.06 

Semi Critical 



0.01 

0.00 

3,771.84 

0.00 

- 

0.00 

0.02 

0.16 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.033 

4,092.57 

Over Exploited 

Amber 

0812001041210000 

0.24 

0.77 

- 

0.77 

- 

0.77 

0.03 

0.24 

0.09 

0.0100 

- 

- 

- 

0.010 

0.101 

0.872 

0.087 

0.785 

5.393 

687.34 

Over Exploited 



0.01 

0.04 

- 

0.04 

- 

0.04 

0.03 

0.26 

0.00 

0.0100 

- 

- 

- 

0.010 

0.015 

0.053 

0.005 

0.048 

5.741 

11,938.03 

Over Exploited 

Amer Chak No.l 

0812001001584000 

0.24 

0.07 

(32.05) 

0.05 

- 

0.05 

0.05 

0.52 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.073 

0.004 

0.069 

0.112 

161.89 

Over Exploited 



0.01 

0.00 

300.36 

0.00 

- 

0.00 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.013 

6,858.06 

Over Exploited 

Amer Chak No.2 

0812001001583800 

0.24 

0.01 

32.75 

0.01 

- 

0.01 

0.04 

0.38 

0.00 

- 

- 

- 

- 

- 

0.001 

0.013 

0.001 

0.013 

0.023 

177.62 

Over Exploited 



0.01 

0.00 

96.53 

0.00 

- 

0.00 

0.03 

0.26 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.007 

2,566.06 

Over Exploited 

Ani 

0812001001578600 

0.24 

0.35 

7,451.69 

0.28 

0.01 

0.29 

0.06 

0.55 

0.04 

0.0200 

- 

- 

- 

0.020 

0.061 

0.354 

0.018 

0.336 

0.581 

173.05 

Over Exploited 

Badiyawala 

0812001101595200 

0.22 

0.15 

(37.25) 

0.12 

0.01 

0.13 

0.07 

0.63 

0.02 

0.0200 

- 

- 

0.000 

0.020 

0.038 

0.171 

0.009 

0.163 

0.480 

294.86 

Over Exploited 

Bagwada 

0812001001579500 

0.24 

0.00 

460,296.31 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.01 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.006 

######### 

Over Exploited 

Balkrishna Pura 

0812001101601500 

0.22 

0.28 

(66.96) 

0.22 

- 

0.22 

0.07 

0.62 

0.03 

0.0100 

- 

- 

- 

0.010 

0.044 

0.266 

0.013 

0.253 

0.222 

87.98 

Semi Critical 

Balloopura 

0812000901563800 

0.22 

0.02 

125.24 

0.02 

- 

0.02 

0.02 

0.17 

0.00 

- 

- 

- 

- 

- 

0.002 

0.020 

0.001 

0.019 

0.002 

12.90 

Safe 



0.08 

0.01 

(40.16) 

0.01 

- 

0.01 

0.03 

0.23 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.000 

0.009 

0.003 

37.35 

Safe 

Baragaon Jarkhya 

0812001001583300 

0.01 

0.02 

67,416.21 

0.02 

- 

0.02 

0.06 

0.56 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.044 

0.002 

0.042 

0.186 

443.02 

Over Exploited 

Barh Radho Das Pura 

0812001101602100 

0.22 

0.17 

(64.81) 

0.14 

0.02 

0.16 

0.07 

0.59 

0.02 

- 

- 

- 

0.037 

0.037 

0.059 

0.221 

0.011 

0.210 

0.007 

3.52 

Safe 

Basna 

0812001101590300 

0.22 

0.11 

31.31 

0.13 

- 

0.13 

0.03 

0.30 

0.01 

- 

- 

- 

- 

- 

0.013 

0.148 

0.007 

0.140 

0.121 

86.49 

Semi Critical 

Beer Talera 

0812001001583500 

0.24 

0.00 

3,143.52 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.01 

0.00 

463.36 

0.01 

- 

0.01 

0.04 

0.37 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.009 

149.18 

Over Exploited 

Beermalpura @ Mukandpu 

0812000901564200 

0.22 

0.33 

(67.95) 

0.27 

0.11 

0.37 

0.05 

0.42 

0.04 

- 

- 

- 

0.159 

0.159 

0.202 

0.573 

0.029 

0.544 

0.141 

25.88 

Safe 

Bhanpur Kalan 

0812001101590700 

0.22 

0.54 

17.24 

0.64 

0.03 

0.67 

0.07 

0.63 

0.06 

0.0600 

- 

- 

0.022 

0.082 

0.145 

0.818 

0.041 

0.777 

1.646 

211.74 

Over Exploited 

Bhattawala 

0812001101591000 

0.22 

0.12 

204,030.16 

0.15 

- 

0.15 

0.04 

0.40 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.174 

0.009 

0.165 

0.143 

86.60 

Semi Critical 

Bishangarh 

0812001001582600 

0.24 

0.02 

798.07 

0.03 

- 

0.03 

0.02 

0.16 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.041 

0.002 

0.038 

0.209 

543.44 

Over Exploited 



0.01 

0.01 

1,692.13 

0.01 

0.00 

0.01 

0.05 

0.47 

0.00 

0.0100 

- 

- 

0.003 

0.013 

0.014 

0.026 

0.001 

0.025 

0.390 

1,580.76 

Over Exploited 

Bisori 

0812001101591100 

0.22 

0.27 

62,172.22 

0.33 

- 

0.33 

0.05 

0.46 

0.03 

- 

- 

- 

- 

- 

0.031 

0.356 

0.018 

0.338 

0.116 

34.38 

Safe 



0.08 

0.00 

452.57 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Chainpurawas Saiwar 

0812001101595400 

0.22 

0.12 

(70.24) 

0.09 

- 

0.09 

0.07 

0.63 

0.01 

- 

- 

- 

- 

- 

0.014 

0.108 

0.005 

0.102 

0.103 

100.53 

Over Exploited 

Chak Chainpura 

0812001101596400 

0.22 

0.25 

(71.87) 

0.20 

0.00 

0.20 

0.07 

0.63 

0.03 

0.0100 

- 

- 

0.002 

0.012 

0.041 

0.242 

0.012 

0.230 

0.287 

124.76 

Over Exploited 

Chak Indra Garh 

0812001101596600 

0.22 

0.05 

(68.97) 

0.04 

- 

0.04 

0.07 

0.62 

0.01 

- 

- 

- 

- 

- 

0.006 

0.046 

0.002 

0.044 

0.064 

145.11 

Over Exploited 

Chak Kharchi Chainpura 

0812001101596200 

0.22 

0.22 

(84.85) 

0.18 

0.00 

0.18 

0.07 

0.63 

0.03 

- 

- 

- 

0.003 

0.003 

0.029 

0.209 

0.010 

0.198 

0.022 

11.04 

Safe 

Chak Kothiya 

0812001001580200 

0.24 

0.07 

(60.31) 

0.06 

0.00 

0.06 

0.07 

0.63 

0.01 

- 

- 

- 

0.000 

0.000 

0.008 

0.065 

0.003 

0.062 

0.068 

109.93 

Over Exploited 

Chak Mala Ki Nangal 

0812001101596500 

0.22 

0.05 

(89.35) 

0.04 

0.00 

0.05 

0.07 

0.62 

0.01 

- 

- 

- 

0.005 

0.005 

0.012 

0.059 

0.003 

0.056 

0.055 

98.51 

Critical 

Chak Nondpura 

0812001101602300 

0.22 

0.15 

379.08 

0.12 

- 

0.12 

0.06 

0.58 

0.02 

- 

- 

- 

- 

- 

0.018 

0.135 

0.007 

0.128 

0.060 

46.47 

Safe 

Charanwas @ Kali Pahar 

0812001101587800 

0.22 

0.00 

5,513.11 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chaumukha 

0812001101597200 

0.22 

0.10 

(27.11) 

0.08 

0.01 

0.09 

0.06 

0.59 

0.01 

0.0200 

- 

- 

- 

0.020 

0.032 

0.124 

0.006 

0.117 

0.421 

359.01 

Over Exploited 

Chawand Ka Mand 

0812001101601600 

0.22 

0.17 

(12.08) 

0.15 

0.01 

0.16 

0.07 

0.63 

0.02 

0.0200 

- 

- 

- 

0.020 

0.041 

0.203 

0.010 

0.193 

0.601 

311.06 

Over Exploited 

Chhapar 

0812001101590600 

0.22 

0.13 

(38.83) 

0.11 

0.00 

0.11 

0.07 

0.63 

0.02 

0.0100 

- 

- 

0.007 

0.017 

0.033 

0.144 

0.007 

0.137 

0.265 

193.56 

Over Exploited 

Chhaprari 

0812001001579000 

0.24 

0.01 

724.32 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.012 

0.001 

0.011 

0.053 

478.88 

Over Exploited 



0.01 

0.00 

3,060.07 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.037 

5,317.76 

Over Exploited 

Chimanpura 

0812001001583700 

0.24 

0.00 

476.08 

0.01 

0.00 

0.01 

0.01 

0.11 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.017 

0.001 

0.016 

0.077 

472.96 

Over Exploited 



0.01 

0.00 

820.24 

0.01 

0.01 

0.02 

0.06 

0.53 

0.00 

0.0200 

- 

- 

- 

0.020 

0.021 

0.036 

0.002 

0.034 

0.210 

616.30 

Over Exploited 

Chokhlawas @ Kacherawa 

0812001001579600 

0.24 

0.11 

135.07 

0.13 

- 

0.13 

0.02 

0.23 

0.01 

- 

- 

- 

- 

- 

0.012 

0.139 

0.007 

0.132 

0.099 

75.25 

Semi Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Quartzite 

2.774 

0.85 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.06 

0.017 

0.26 

0.32 


Chugalpura 

0812001101595100 

2.826 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.594 

0.26 

0.200 

0.07 

0.00 

0.00 

0.00 

0.00 

0.21 

0.13 

0.25 

0.013 

0.52 

0.81 


Daloo Ka Barh 

0812001101601700 

0.592 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.592 

0.26 

0.200 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.12 

0.003 

0.56 

0.68 


Dangarwara Khurd 

0812001101602200 

5.599 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.716 

0.11 

0.200 

0.16 

0.01 

0.00 

0.00 

0.00 

0.26 

0.16 

0.61 

0.023 

0.44 

0.70 


Daulatpura 

0812001001580600 

10.103 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.029 

2.28 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

3.855 

2.28 

0.020 

0.08 

0.00 

0.00 

0.00 

0.00 

0.26 

0.22 

0.28 

0.024 

0.21 

0.25 


Dhand 

0812001001579800 

4.635 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.704 

0.94 

0.150 

0.11 

0.01 

0.00 

0.00 

0.00 

0.48 

0.35 

0.41 

0.017 

0.33 

0.46 







Non-command 

Quartzite 

1.747 

0.94 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.15 

0.011 

0.21 

0.30 


Dhaupura 

0812001101601100 

2.401 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.401 

0.04 

0.200 

0.05 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.17 

0.012 

0.56 

0.86 


Dheengpur 

0812001001578700 

2.160 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.951 

0.50 

0.150 

0.05 

0.00 

0.00 

0.00 

0.00 

0.20 

0.13 

0.18 

0.012 

0.51 

0.80 


Dyorha Chor 

0812001201608300 

4.588 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.468 

0.22 

0.150 

0.08 

0.00 

0.00 

0.00 

0.01 

0.15 

0.09 

0.30 

0.017 

0.28 

0.45 


Ghata Jaldhari 

0812001101591300 

4.395 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.177 

0.63 

0.200 

0.03 

0.00 

0.00 

0.00 

0.00 

0.30 

0.18 

0.12 

0.011 

0.28 

0.46 







Non-command 

Quartzite 

0.772 

0.63 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.004 

0.10 

0.16 


Goojron Ka Bas 

0812001101590400 

3.739 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.739 

0.42 

0.200 

0.04 

0.00 

0.00 

0.00 

0.00 

0.36 

0.23 

0.13 

0.019 

0.57 

0.90 


Gunawata 

0812001001578900 

5.915 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.836 

0.67 

0.150 

0.10 

0.00 

0.00 

0.00 

0.00 

0.38 

0.28 

0.38 

0.017 

0.27 

0.37 







Non-command 

Quartzite 

2.177 

0.67 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.16 

0.013 

0.21 

0.29 


Guwardi 

0812001101601900 

1.729 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.729 

0.36 

0.200 

0.12 

0.01 

0.00 

0.00 

0.00 

0.24 

0.19 

0.46 

0.009 

0.56 

0.70 


Hari Ka Bas 

0812001101595700 

3.707 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.638 

0.43 

0.200 

0.06 

0.00 

0.00 

0.00 

0.00 

0.29 

0.24 

0.21 

0.013 

0.41 

0.48 







Non-command 

Quartzite 

0.000 

0.43 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Harkishanpura 

0812001101602800 

1.472 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.413 

0.04 

0.200 

0.04 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.15 

0.002 

0.15 

0.24 


Harwar 

0812001001579700 

6.698 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.250 

0.83 

0.150 

0.08 

0.00 

0.00 

0.00 

0.00 

0.61 

0.48 

0.28 

0.026 

0.36 

0.46 







Non-command 

Quartzite 

1.910 

0.83 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.07 

0.012 

0.16 

0.21 


Heerawala 

0812001101596700 

1.696 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.696 

0.01 

0.200 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.11 

0.008 

0.56 

0.81 


Indragarh 

0812001101595300 

2.884 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.884 

0.04 

0.200 

0.23 

0.01 

0.00 

0.00 

0.00 

0.24 

0.17 

0.89 

0.014 

0.56 

0.80 


Jagnnathpura 

0812001001582100 

2.821 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.145 

2.34 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.02 

0.001 

0.03 

0.03 


Jaipur (m Corp.) (part) 3 

0812001041210000 

35.511 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.574 

-0.01 

0.150 

0.99 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

2.970 

0.04 

0.05 







Non-command 

Quartzite 

0.421 

-0.01 

0.020 

0.16 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.485 

0.01 

0.01 




5.248 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.290 

-0.01 

0.150 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.335 

0.03 

0.04 




1.397 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.601 

-0.01 

0.150 

0.23 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.693 

0.23 

0.27 




0.359 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.194 

-0.01 

0.150 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.223 

0.29 

0.34 




2.810 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.002 

-0.01 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.00 

0.00 




0.473 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.396 

-0.01 

0.150 

0.15 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.457 

0.45 

0.53 




0.055 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.034 

-0.01 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.039 

0.33 

0.39 




0.163 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.016 

-0.01 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.019 

0.05 

0.06 




8.769 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.259 

-0.01 

0.150 

2.40 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

7.222 

0.38 

0.45 







Non-command 

Quartzite 

0.933 

-0.01 

0.020 

0.36 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

1.076 

0.06 

0.07 




0.134 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.076 

-0.01 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.087 

0.30 

0.36 




0.133 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.033 

-0.01 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.038 

0.13 

0.16 




0.205 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.003 

-0.01 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.01 

0.01 




6.891 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.898 

-0.01 

0.150 

1.88 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

5.651 

0.38 

0.45 




3.488 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.785 

-0.01 

0.150 

0.30 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.906 

0.12 

0.14 




9.184 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.134 

-0.01 

0.150 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.155 

0.01 

0.01 


Jaisalya 

0812001001583000 

3.653 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.114 

0.67 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.02 







Non-command 

Quartzite 

0.118 

0.67 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.02 


Jaisinghpura_khor 

0812000908129086 

15.010 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.924 

0.60 

0.150 

0.12 

0.02 

0.00 

0.00 

0.00 

0.54 

0.45 

0.45 

0.027 

0.18 

0.22 







Non-command 

Quartzite 

8.185 

0.60 

0.020 

0.12 

0.02 

0.00 

0.00 

0.00 

0.20 

0.16 

0.42 

0.044 

0.31 

0.37 


Jamwa Ramgarh 

0812001101597300 

9.523 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.695 

0.15 

0.200 

0.19 

0.01 

0.00 

0.00 

0.00 

0.29 

0.18 

0.40 

0.279 

0.22 

0.36 


Kankrel 

0812001001580100 

4.306 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.306 

0.54 

0.150 

0.17 

0.01 

0.00 

0.00 

0.00 

0.51 

0.37 

0.64 

0.027 

0.57 

0.78 


Kherwari 

0812001001580700 

3.570 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.699 

2.50 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.28 

0.24 

0.07 

0.004 

0.11 

0.13 







Non-command 

Quartzite 

1.497 

2.50 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.08 

0.009 

0.24 

0.28 


Khora Meena 

0812001001580300 

3.108 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.982 

0.72 

0.150 

0.16 

0.01 

0.00 

0.00 

0.00 

0.47 

0.37 

0.63 

0.018 

0.54 

0.69 


Khurad 

0812001001583600 

4.424 

Fresh 

Non-command 

Non-command 

Quartzite 

4.340 

0.56 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.08 

0.18 

0.027 

0.56 

0.65 


Kilangarh 

0812000908129007 

2.850 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.956 

0.91 

0.150 

0.07 

0.01 

0.00 

0.00 

0.00 

0.19 

0.16 

0.28 

0.005 

0.19 

0.22 







Non-command 

Quartzite 

0.568 

0.91 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.10 

0.003 

0.11 

0.13 


Kishanpura @ Lalwas 

0812001001584100 

1.440 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.118 

0.28 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.001 

0.05 

0.05 







Non-command 

Quartzite 

1.323 

0.28 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.008 

0.52 

0.60 


Kolyana 

0812001101595000 

6.211 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.067 

0.75 

0.200 

0.12 

0.01 

0.00 

0.00 

0.00 

0.87 

0.55 

0.44 

0.025 

0.46 

0.73 


Kookas 

0812001001580400 

16.520 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.469 

0.72 

0.150 

0.06 

0.00 

0.00 

0.00 

0.00 

0.33 

0.28 

0.21 

0.015 

0.08 

0.10 







Non-command 

Quartzite 

12.726 

0.72 

0.020 

0.17 

0.01 

0.00 

0.00 

0.00 

0.34 

0.29 

0.58 

0.078 

0.44 

0.52 


Kotra 

0812001001580500 

6.869 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.051 

1.62 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

3.268 

1.62 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.11 

0.09 

0.020 

0.27 

0.32 


Kushalpura 

0812001101596300 

1.458 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.458 

0.04 

0.200 

0.06 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.23 

0.007 

0.56 

0.73 


Labana 

0812001001578800 

10.000 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

7.032 

0.51 

0.150 

0.21 

0.01 

0.00 

0.00 

0.00 

0.74 

0.50 

0.78 

0.043 

0.40 

0.59 







Non-command 

Quartzite 

1.497 

0.51 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.09 

0.009 

0.08 

0.12 


Lali 

0812001101597000 

3.449 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.449 

0.05 

0.200 

0.11 

0.01 

0.00 

0.00 

0.00 

0.13 

0.08 

0.40 

0.017 

0.56 

0.88 


Langareeywas 

0812001101601800 

4.597 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.597 

0.22 

0.200 

0.10 

0.00 

0.00 

0.00 

0.00 

0.30 

0.21 

0.37 

0.023 

0.54 

0.78 


Laxminarayanpura 

0812001001582800 

5.912 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.729 

1.81 

0.150 

0.08 

0.00 

0.00 

0.00 

0.00 

1.64 

1.42 

0.29 

0.035 

0.54 

0.63 


Looniyawas 

0812001001582300 

3.200 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.056 

2.77 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.000 

0.01 

0.01 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.01 

0.01 

923,135.06 

0.01 

- 

0.01 

0.03 

0.30 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.008 

0.077 

935.69 

Over Exploited 

Chugalpura 

0812001101595100 

0.22 

0.30 

(55.23) 

0.24 

- 

0.24 

0.06 

0.58 

0.03 

0.0100 

- 

- 

- 

0.010 

0.044 

0.282 

0.014 

0.268 

0.265 

98.83 

Critical 

Daloo Ka Barh 

0812001101601700 

0.22 

0.07 

(31.32) 

0.06 

- 

0.06 

0.07 

0.63 

0.01 

- 

- 

- 

- 

- 

0.009 

0.068 

0.003 

0.064 

0.122 

190.02 

Over Exploited 

Dangarwara Khurd 

0812001101602200 

0.22 

0.46 

14,393.93 

0.37 

0.01 

0.38 

0.06 

0.50 

0.06 

0.0200 

- 

- 

- 

0.020 

0.078 

0.456 

0.023 

0.433 

0.630 

145.68 

Over Exploited 

Daulatpura 

0812001001580600 

0.24 

0.00 

74,670.73 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.01 

0.01 

2,518.38 

0.01 

- 

0.01 

0.03 

0.24 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.021 

0.001 

0.020 

0.300 

1,510.50 

Over Exploited 

Dhand 

0812001001579800 

0.24 

0.21 

61.87 

0.26 

0.01 

0.27 

0.04 

0.37 

0.02 

0.0200 

- 

- 

- 

0.020 

0.045 

0.312 

0.016 

0.296 

0.427 

144.03 

Over Exploited 



0.01 

0.00 

36,739.53 

0.00 

- 

0.00 

0.02 

0.24 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.161 

5,685.09 

Over Exploited 

Dhaupura 

0812001101601100 

0.22 

0.30 

(84.78) 

0.24 

0.00 

0.24 

0.07 

0.62 

0.03 

0.0100 

- 

- 

0.002 

0.012 

0.046 

0.283 

0.014 

0.269 

0.184 

68.30 

Safe 

Dheengpur 

0812001001578700 

0.24 

0.23 

2,103.84 

0.19 

- 

0.19 

0.06 

0.57 

0.03 

0.0100 

- 

- 

- 

0.010 

0.037 

0.222 

0.011 

0.211 

0.196 

92.98 

Critical 

Dyorha Chor 

0812001201608300 

0.20 

0.14 

(31.52) 

0.11 

0.01 

0.12 

0.04 

0.31 

0.02 

0.0100 

- 

- 

0.011 

0.021 

0.038 

0.156 

0.008 

0.148 

0.315 

212.57 

Over Exploited 

Ghata Jaldhari 

0812001101591300 

0.22 

0.14 

36.14 

0.16 

- 

0.16 

0.03 

0.31 

0.02 

- 

- 

- 

- 

- 

0.015 

0.178 

0.009 

0.169 

0.131 

77.44 

Semi Critical 



0.08 

0.01 

93.86 

0.01 

- 

0.01 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.008 

0.028 

360.41 

Over Exploited 

Goojron Ka Bas 

0812001101590400 

0.22 

0.47 

(51.76) 

0.37 

- 

0.37 

0.06 

0.63 

0.05 

- 

- 

- 

- 

- 

0.053 

0.427 

0.021 

0.406 

0.145 

35.61 

Safe 

Gunawata 

0812001001578900 

0.24 

0.18 

51.85 

0.22 

- 

0.22 

0.03 

0.30 

0.02 

0.0100 

- 

- 

- 

0.010 

0.031 

0.252 

0.013 

0.240 

0.395 

165.01 

Over Exploited 



0.01 

0.00 

19,594.48 

0.00 

- 

0.00 

0.02 

0.23 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.169 

4,727.10 

Over Exploited 

Guwardi 

0812001101601900 

0.22 

0.21 

(10.92) 

0.19 

0.01 

0.20 

0.07 

0.63 

0.03 

0.0200 

- 

- 

- 

0.020 

0.045 

0.245 

0.012 

0.233 

0.471 

202.07 

Over Exploited 

Hari Ka Bas 

0812001101595700 

0.22 

0.24 

3.22 

0.24 

- 

0.24 

0.05 

0.45 

0.03 

0.0100 

- 

- 

- 

0.010 

0.038 

0.281 

0.014 

0.267 

0.218 

81.83 

Semi Critical 



0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Harkishanpura 

0812001101602800 

0.22 

0.01 

100.58 

0.02 

- 

0.02 

0.02 

0.17 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.028 

0.001 

0.027 

0.148 

555.63 

Over Exploited 

Harwar 

0812001001579700 

0.24 

0.37 

30.30 

0.44 

- 

0.44 

0.04 

0.40 

0.04 

0.0100 

- 

- 

- 

0.010 

0.053 

0.492 

0.025 

0.468 

0.307 

65.67 

Safe 



0.01 

0.00 

306,837.13 

0.00 

- 

0.00 

0.02 

0.18 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.084 

2,268.21 

Over Exploited 

Heerawala 

0812001101596700 

0.22 

0.21 

(90.04) 

0.17 

0.00 

0.17 

0.07 

0.63 

0.02 

- 

- 

- 

0.003 

0.003 

0.027 

0.196 

0.010 

0.186 

0.114 

61.38 

Safe 

Indragarh 

0812001101595300 

0.22 

0.36 

(52.53) 

0.29 

0.01 

0.30 

0.07 

0.63 

0.04 

0.0300 

- 

- 

0.002 

0.032 

0.074 

0.371 

0.019 

0.353 

0.903 

256.04 

Over Exploited 

Jagnnathpura 

0812001001582100 

0.24 

0.00 

5,126.77 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.025 

1,998.57 

Over Exploited 

Jaipur (m Corp.) (part) 3 

0812001041210000 

0.22 

0.02 

- 

0.02 

- 

0.02 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.002 

0.020 

0.002 

0.018 

3.013 

16,780.06 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.485 

######### 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.335 

17,535.29 

Over Exploited 



0.22 

0.03 

- 

0.03 

- 

0.03 

0.03 

0.26 

0.00 

- 

- 

- 

- 

- 

0.004 

0.034 

0.003 

0.031 

0.704 

2,286.88 

Over Exploited 



0.22 

0.01 

- 

0.01 

- 

0.01 

0.03 

0.32 

0.00 

- 

- 

- 

- 

- 

0.001 

0.014 

0.001 

0.012 

0.223 

1,797.59 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.003 

######### 

Over Exploited 



0.22 

0.04 

- 

0.04 

- 

0.04 

0.05 

0.50 

0.00 

- 

- 

- 

- 

- 

0.005 

0.044 

0.004 

0.039 

0.468 

1,184.34 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.04 

0.37 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.039 

1,579.08 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.019 

9,745.47 

Over Exploited 



0.22 

0.53 

- 

0.53 

- 

0.53 

0.05 

0.43 

0.06 

- 

- 

- 

- 

- 

0.062 

0.590 

0.059 

0.531 

7.341 

1,383.59 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

1.082 

44,071.39 

Over Exploited 



0.22 

0.01 

- 

0.01 

- 

0.01 

0.04 

0.34 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.005 

0.087 

1,719.26 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.02 

0.15 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.038 

3,869.71 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.004 

62,513.61 

Over Exploited 



0.22 

0.39 

- 

0.39 

- 

0.39 

0.05 

0.43 

0.05 

- 

- 

- 

- 

- 

0.046 

0.435 

0.043 

0.391 

5.737 

1,466.33 

Over Exploited 



0.22 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.14 

0.00 

- 

- 

- 

- 

- 

0.002 

0.023 

0.002 

0.021 

0.917 

4,355.40 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.155 

66,374.29 

Over Exploited 

Jaisalya 

0812001001583000 

0.24 

0.00 

1,966.97 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

- 

Safe 



0.01 

0.00 

6,386.53 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Jaisinghpura_khor 

0812000908129086 

0.22 

0.20 

123.94 

0.24 

0.02 

0.26 

0.02 

0.21 

0.02 

0.0500 

- 

- 

- 

0.050 

0.074 

0.332 

0.017 

0.316 

0.481 

152.22 

Over Exploited 



0.08 

0.19 

161,240.87 

0.16 

0.02 

0.18 

0.04 

0.34 

0.02 

0.0500 

- 

- 

- 

0.050 

0.073 

0.253 

0.013 

0.240 

0.464 

193.08 

Over Exploited 

Jamwa Ramgarh 

0812001101597300 

0.22 

0.18 

(2.07) 

0.18 

0.01 

0.19 

0.03 

0.25 

0.02 

0.0200 

- 

- 

- 

0.020 

0.040 

0.227 

0.011 

0.215 

0.681 

316.57 

Over Exploited 

Kankrel 

0812001001580100 

0.24 

0.59 

(36.50) 

0.47 

0.01 

0.48 

0.07 

0.63 

0.07 

0.0200 

- 

- 

- 

0.020 

0.088 

0.566 

0.028 

0.538 

0.664 

123.36 

Over Exploited 

Kherwari 

0812001001580700 

0.24 

0.02 

1,201.97 

0.02 

- 

0.02 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.002 

0.024 

0.001 

0.023 

0.069 

298.36 

Over Exploited 



0.01 

0.00 

2,192.97 

0.00 

- 

0.00 

0.03 

0.26 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.004 

0.093 

2,102.95 

Over Exploited 

Khora Meena 

0812001001580300 

0.24 

0.39 

(4.02) 

0.37 

0.01 

0.38 

0.06 

0.61 

0.05 

0.0200 

- 

- 

- 

0.020 

0.066 

0.449 

0.022 

0.427 

0.644 

150.99 

Over Exploited 

Khurad 

0812001001583600 

0.01 

0.02 

216.46 

0.03 

0.01 

0.04 

0.07 

0.63 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.062 

0.003 

0.059 

0.207 

350.92 

Over Exploited 

Kilangarh 

0812000908129007 

0.22 

0.04 

927,154.92 

0.05 

0.01 

0.06 

0.02 

0.21 

0.00 

0.0300 

- 

- 

- 

0.030 

0.035 

0.091 

0.005 

0.086 

0.286 

331.23 

Over Exploited 



0.08 

0.00 

5,763.60 

0.00 

- 

0.00 

0.01 

0.13 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.014 

0.099 

704.03 

Over Exploited 

Kishanpura @ Lalwas 

0812001001584100 

0.24 

0.00 

226.30 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.012 

710.72 

Over Exploited 



0.01 

0.01 

119.16 

0.01 

- 

0.01 

0.06 

0.59 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.009 

0.050 

577.63 

Over Exploited 

Kolyana 

0812001101595000 

0.22 

0.51 

105,813.82 

0.55 

0.01 

0.56 

0.05 

0.52 

0.06 

0.0200 

- 

- 

- 

0.020 

0.079 

0.642 

0.032 

0.610 

0.465 

76.29 

Semi Critical 

Kookas 

0812001001580400 

0.24 

0.05 

447.01 

0.06 

- 

0.06 

0.01 

0.09 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.076 

0.004 

0.073 

0.220 

303.76 

Over Exploited 



0.01 

0.05 

########## 

0.07 

0.01 

0.08 

0.05 

0.49 

0.01 

0.0200 

- 

- 

- 

0.020 

0.026 

0.102 

0.005 

0.097 

0.660 

678.51 

Over Exploited 

Kotra 

0812001001580500 

0.24 

0.00 

20,198.40 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.01 

0.01 

1,207.57 

0.01 

- 

0.01 

0.03 

0.30 

0.00 

- 

- 

- 

- 

- 

0.001 

0.012 

0.001 

0.011 

0.110 

1,001.38 

Over Exploited 

Kushalpura 

0812001101596300 

0.22 

0.18 

(71.38) 

0.14 

0.00 

0.15 

0.07 

0.63 

0.02 

0.0100 

- 

- 

0.005 

0.015 

0.036 

0.184 

0.009 

0.175 

0.233 

133.21 

Over Exploited 

Labana 

0812001001578800 

0.24 

0.64 

38,600.70 

0.51 

0.01 

0.52 

0.05 

0.44 

0.07 

0.0300 

- 

- 

- 

0.030 

0.104 

0.629 

0.031 

0.597 

0.821 

137.56 

Over Exploited 



0.01 

0.00 

95,415.40 

0.00 

- 

0.00 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.099 

6,844.61 

Over Exploited 

Lali 

0812001101597000 

0.22 

0.43 

(80.54) 

0.34 

0.01 

0.35 

0.07 

0.63 

0.05 

0.0200 

- 

- 

0.004 

0.024 

0.073 

0.428 

0.021 

0.406 

0.418 

102.92 

Over Exploited 

Langareeywas 

0812001101601800 

0.22 

0.54 

(61.70) 

0.43 

0.00 

0.44 

0.07 

0.60 

0.07 

0.0100 

- 

- 

0.004 

0.014 

0.081 

0.518 

0.026 

0.492 

0.393 

79.88 

Semi Critical 

Laxminarayanpura 

0812001001582800 

0.24 

0.75 

90.44 

0.90 

0.00 

0.90 

0.06 

0.61 

0.09 

0.0100 

- 

- 

0.002 

0.012 

0.100 

0.997 

0.050 

0.947 

0.327 

34.57 

Safe 

Looniyawas 

0812001001582300 

0.24 

0.00 

14,971.17 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.013 

8,073.86 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Machera 

0812001008129082 

11.134 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.343 

0.22 

0.150 

0.11 

0.01 

0.00 

0.00 

0.00 

0.14 

0.13 

0.44 

0.008 

0.07 

0.07 


Maila Bagh 

0812001001583100 

6.583 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.787 

0.55 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.00 

0.005 

0.07 

0.08 







Non-command 

Quartzite 

0.765 

0.55 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.005 

0.07 

0.08 


Malawala 

0812001101596800 

1.476 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.476 

0.04 

0.200 

0.10 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.38 

0.007 

0.56 

0.84 


Malpura Chaur 

0812000901564300 

2.532 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.295 

0.59 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.23 

0.14 

0.12 

0.012 

0.47 

0.76 


Malpura Doongar 

0812000901564100 

0.393 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.393 

0.48 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.10 

0.002 

0.53 

0.79 


Manpura_sarwa 

0812000908129087 

2.153 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.449 

0.38 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.12 

0.11 

0.18 

0.008 

0.38 

0.44 







Non-command 

Quartzite 

0.357 

0.38 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.002 

0.09 

0.11 


Mathura Das Pura 

0812001101602000 

3.541 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.541 

0.38 

0.200 

0.13 

0.01 

0.00 

0.00 

0.00 

0.39 

0.29 

0.50 

0.018 

0.55 

0.74 


Moondla 

0812001101601200 

3.544 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.544 

0.05 

0.200 

0.10 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.37 

0.018 

0.55 

0.84 


Nangal Soosawatan 

0812001001583900 

2.301 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.166 

0.27 

0.150 

0.17 

0.03 

0.00 

0.00 

0.00 

0.23 

0.20 

0.68 

0.013 

0.54 

0.62 







Non-command 

Quartzite 

0.119 

0.27 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.03 

0.03 


Nangal Tulsidas 

0812001101591200 

3.716 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.633 

0.69 

0.200 

0.03 

0.00 

0.00 

0.00 

0.00 

0.25 

0.15 

0.10 

0.008 

0.25 

0.41 







Non-command 

Quartzite 

0.839 

0.69 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.004 

0.13 

0.21 


Nangal Turkan 

0812001001580000 

1.327 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.233 

1.19 

0.150 

0.05 

0.00 

0.00 

0.00 

0.00 

0.27 

0.19 

0.17 

0.008 

0.53 

0.76 







Non-command 

Quartzite 

0.093 

1.19 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.04 

0.06 


Naradpura 

0812001101595900 

4.244 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.244 

0.21 

0.200 

0.14 

0.01 

0.00 

0.00 

0.00 

0.31 

0.26 

0.54 

0.021 

0.57 

0.67 


Narpatyawas 

0812001101594900 

4.249 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.485 

0.11 

0.200 

0.09 

0.00 

0.00 

0.00 

0.00 

0.17 

0.11 

0.32 

0.017 

0.47 

0.73 


Natata 

0812001101595800 

6.105 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.394 

0.31 

0.200 

0.44 

0.02 

0.00 

0.00 

0.00 

0.75 

0.64 

1.74 

0.027 

0.50 

0.60 







Non-command 

Quartzite 

0.020 

0.31 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nayabas 

0812001101596900 

2.670 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.670 

0.07 

0.200 

0.14 

0.01 

0.00 

0.00 

0.00 

0.17 

0.11 

0.56 

0.013 

0.57 

0.90 


Neemariyan 

0812001101597100 

2.673 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.673 

0.08 

0.200 

0.14 

0.01 

0.00 

0.00 

0.00 

0.17 

0.11 

0.56 

0.013 

0.56 

0.91 


Neendar 

0812001008129003 

16.218 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.598 

1.59 

0.150 

0.41 

0.02 

0.00 

0.00 

0.00 

1.01 

0.86 

1.62 

0.016 

0.09 

0.10 


Nestiwas 

0812001001583400 

3.268 

Fresh 

Non-command 

Non-command 

Quartzite 

2.753 

0.56 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.04 

0.017 

0.48 

0.55 


Nondpura 

0812001101602600 

1.994 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.994 

0.07 

0.200 

0.14 

0.01 

0.00 

0.00 

0.00 

0.16 

0.10 

0.55 

0.010 

0.54 

0.86 


Paleeton Ki Dhani 

0812001101590500 

3.100 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.316 

0.59 

0.200 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.11 

0.07 

0.007 

0.24 

0.40 







Non-command 

Quartzite 

0.189 

0.59 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.03 

0.06 


Palera 

0812001101601400 

7.443 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

7.443 

0.07 

0.200 

0.11 

0.01 

0.00 

0.00 

0.00 

0.20 

0.14 

0.41 

0.037 

0.55 

0.77 


Pali 

0812001101590900 

4.067 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.159 

0.99 

0.200 

0.12 

0.01 

0.00 

0.00 

0.00 

0.74 

0.46 

0.45 

0.016 

0.44 

0.71 


Papar 

0812001101602700 

13.854 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.014 

0.09 

0.200 

0.07 

0.00 

0.00 

0.00 

0.00 

0.16 

0.10 

0.24 

0.025 

0.20 

0.32 







Non-command 

Quartzite 

0.032 

0.09 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Peepalawali 

0812001101596000 

0.564 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.564 

0.24 

0.200 

0.04 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.16 

0.003 

0.57 

0.67 


Rahori 

0812001101602500 

1.467 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.230 

0.07 

0.200 

0.19 

0.01 

0.00 

0.00 

0.00 

0.20 

0.13 

0.79 

0.006 

0.45 

0.70 


Rajpur Khanaya 

0812001001579900 

1.893 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.583 

1.00 

0.150 

0.08 

0.00 

0.00 

0.00 

0.01 

0.30 

0.22 

0.30 

0.010 

0.47 

0.65 







Non-command 

Quartzite 

0.310 

1.00 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.002 

0.09 

0.13 


Rampura @ Chawa Ki Nan 

0812001101595600 

3.964 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.963 

0.14 

0.200 

0.08 

0.00 

0.00 

0.00 

0.00 

0.19 

0.15 

0.28 

0.020 

0.57 

0.73 


Rampurawas Ramgarh 

0812001101601000 

6.217 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.621 

0.10 

0.200 

0.10 

0.00 

0.00 

0.00 

0.00 

0.22 

0.13 

0.36 

0.028 

0.51 

0.81 


Ramratanpura 

0812001201608400 

4.214 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.239 

0.18 

0.150 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.01 

0.002 

0.03 

0.05 


Raniyawas 

0812001101602400 

4.496 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.240 

0.08 

0.200 

0.13 

0.01 

0.00 

0.00 

0.00 

0.15 

0.10 

0.50 

0.011 

0.26 

0.42 


Roopa Ki Nangal 

0812000901564000 

3.653 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.653 

0.61 

0.150 

0.07 

0.00 

0.00 

0.00 

0.00 

0.40 

0.29 

0.27 

0.020 

0.54 

0.75 


Roopwas 

0812001101601300 

2.211 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.211 

0.06 

0.200 

0.16 

0.01 

0.00 

0.00 

0.00 

0.17 

0.11 

0.61 

0.011 

0.55 

0.83 


Saipura 

0812001101596100 

3.130 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.130 

0.13 

0.200 

0.10 

0.00 

0.00 

0.00 

0.00 

0.18 

0.15 

0.40 

0.016 

0.56 

0.69 


Saiwar 

0812001101595500 

2.370 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.341 

0.09 

0.200 

0.23 

0.01 

0.00 

0.00 

0.00 

0.26 

0.21 

0.89 

0.012 

0.56 

0.70 


Sau 

0812001101600800 

12.107 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.410 

0.24 

0.200 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.07 

0.007 

0.07 

0.11 


Seengwana 

0812001001579100 

10.040 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.411 

0.87 

0.150 

0.06 

0.00 

0.00 

0.00 

0.00 

0.50 

0.40 

0.20 

0.021 

0.19 

0.24 







Non-command 

Quartzite 

1.762 

0.87 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.06 

0.011 

0.10 

0.12 


Sewapura 

0812001001582500 

3.915 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.956 

2.79 

0.150 

0.07 

0.00 

0.00 

0.00 

0.00 

0.47 

0.40 

0.26 

0.006 

0.14 

0.16 


Sisiyawas 

0812001001583200 

10.190 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.020 

0.48 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

8.273 

0.48 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.13 

0.11 

0.16 

0.051 

0.46 

0.53 


Sumel 

0812000901563900 

4.756 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.447 

0.66 

0.150 

0.07 

0.00 

0.00 

0.00 

0.00 

0.21 

0.13 

0.27 

0.008 

0.16 

0.25 


Teekampura 

0812001101590800 

5.402 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.104 

0.73 

0.200 

0.18 

0.01 

0.00 

0.00 

0.00 

0.92 

0.61 

0.70 

0.025 

0.54 

0.80 







Non-command 

Quartzite 

0.299 

0.73 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.03 

0.05 


Toda Meena 

0812001101590100 

15.483 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.000 

0.48 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Udaipuriya 

0812001001582200 

3.029 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.157 

2.18 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.40 

0.34 

0.09 

0.007 

0.21 

0.25 


Vijaypura 

0812000901564400 

3.958 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.081 

0.15 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 

07009063 

Abhay Pura 

0812001201612900 

2.891 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.816 

1.18 

0.080 

0.13 

0.01 

0.00 

0.00 

0.00 

0.39 

0.25 

0.49 

0.019 

0.53 

0.82 


Achalpura 

0812001201613100 

2.392 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.383 

0.16 

0.080 

0.10 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.39 

0.016 

0.55 

0.84 







Non-command 

Younger Alluvium 

0.009 

0.16 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 



0812001301632800 

4.334 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.976 

2.94 

0.080 

0.10 

0.01 

0.00 

0.00 

0.01 

1.02 

0.67 

0.37 

0.017 

0.49 

0.75 







Non-command 

Younger Alluvium 

0.353 

2.94 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.04 

0.001 

0.04 

0.07 


Ajairajpura 

0812000801557000 

2.658 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.121 

-0.92 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.03 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.290 

-0.92 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.06 

0.08 







Non-command 

Quartzite 

2.247 

-0.92 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.011 

0.45 

0.61 


Ajairajpura @ Dehlala 

0812001301656100 

2.646 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.646 

0.16 

0.080 

0.21 

0.01 

0.00 

0.00 

0.00 

0.23 

0.15 

0.84 

0.011 

0.54 

0.82 


Ajmeripura 

0812001301649100 

3.479 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.023 

0.43 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.798 

0.43 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.08 

0.012 

0.43 

0.62 







Non-command 

Younger Alluvium 

0.657 

0.43 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.04 

0.003 

0.10 

0.15 


Akedadoongar 

0812001001582900 

7.057 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.532 

1.16 

0.150 

0.21 

0.00 

0.00 

0.00 

0.00 

0.48 

0.42 

0.17 

0.514 

0.12 

0.14 





Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Machera 

0812001008129082 

0.24 

0.02 

504.44 

0.03 

0.01 

0.04 

0.01 

0.07 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.058 

0.003 

0.055 

0.449 

817.28 

Over Exploited 

Maila Bagh 

0812001001583100 

0.24 

0.01 

238.01 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.002 

0.017 

0.001 

0.016 

0.005 

30.16 

Safe 



0.01 

0.00 

24,751.74 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.005 

823.53 

Over Exploited 

Malawala 

0812001101596800 

0.22 

0.18 

(59.41) 

0.15 

0.00 

0.15 

0.07 

0.63 

0.02 

0.0100 

- 

- 

0.001 

0.011 

0.032 

0.179 

0.009 

0.170 

0.390 

229.10 

Over Exploited 

Malpura Chaur 

0812000901564300 

0.22 

0.24 

(39.28) 

0.19 

- 

0.19 

0.06 

0.53 

0.03 

- 

- 

- 

- 

- 

0.030 

0.220 

0.011 

0.209 

0.131 

62.94 

Safe 

Malpura Doongar 

0812000901564100 

0.22 

0.05 

(28.65) 

0.04 

- 

0.04 

0.07 

0.60 

0.01 

- 

- 

- 

- 

- 

0.006 

0.043 

0.002 

0.041 

0.099 

244.73 

Over Exploited 

Manpura_sarwa 

0812000908129087 

0.22 

0.12 

2,126.33 

0.11 

0.01 

0.12 

0.05 

0.43 

0.01 

0.0200 

- 

- 

- 

0.020 

0.034 

0.149 

0.007 

0.142 

0.192 

135.25 

Over Exploited 



0.08 

0.00 

309.31 

0.00 

- 

0.00 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.003 

0.026 

763.84 

Over Exploited 

Mathura Das Pura 

0812001101602000 

0.22 

0.43 

(32.55) 

0.34 

0.01 

0.35 

0.07 

0.61 

0.05 

0.0200 

- 

- 

0.004 

0.024 

0.076 

0.430 

0.021 

0.408 

0.520 

127.20 

Over Exploited 

Moondla 

0812001101601200 

0.22 

0.43 

(80.10) 

0.35 

0.00 

0.35 

0.07 

0.62 

0.05 

0.0100 

- 

- 

0.003 

0.013 

0.064 

0.411 

0.021 

0.391 

0.388 

99.18 

Critical 

Nangal Soosawatan 

0812001001583900 

0.24 

0.28 

(29.19) 

0.22 

0.03 

0.25 

0.06 

0.60 

0.03 

0.0800 

- 

- 

- 

0.080 

0.113 

0.366 

0.018 

0.348 

0.693 

199.14 

Over Exploited 



0.01 

0.00 

25,856.44 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.025 

55,748.75 

Over Exploited 

Nangal Tulsidas 

0812001101591200 

0.22 

0.09 

71.99 

0.11 

- 

0.11 

0.03 

0.28 

0.01 

- 

- 

- 

- 

- 

0.010 

0.118 

0.006 

0.112 

0.110 

97.98 

Critical 



0.08 

0.01 

51.59 

0.01 

- 

0.01 

0.01 

0.14 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.011 

0.030 

279.79 

Over Exploited 

Nangal Turkan 

0812001001580000 

0.24 

0.16 

20.60 

0.19 

- 

0.19 

0.06 

0.59 

0.02 

0.0100 

- 

- 

- 

0.010 

0.028 

0.215 

0.011 

0.204 

0.181 

88.37 

Semi Critical 



0.01 

0.00 

3,940.92 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.007 

14,169.03 

Over Exploited 

Naradpura 

0812001101595900 

0.22 

0.53 

(50.78) 

0.43 

0.01 

0.44 

0.07 

0.64 

0.06 

0.0200 

- 

- 

0.002 

0.022 

0.085 

0.521 

0.026 

0.495 

0.562 

113.56 

Over Exploited 

Narpatyawas 

0812001101594900 

0.22 

0.36 

(70.30) 

0.29 

- 

0.29 

0.05 

0.52 

0.04 

0.0100 

- 

- 

- 

0.010 

0.051 

0.337 

0.017 

0.320 

0.335 

104.81 

Over Exploited 

Natata 

0812001101595800 

0.22 

0.60 

73,535.20 

0.64 

0.02 

0.66 

0.06 

0.56 

0.07 

0.0700 

- 

- 

- 

0.070 

0.140 

0.797 

0.040 

0.757 

1.763 

232.94 

Over Exploited 



0.08 

0.00 

3,311.32 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nayabas 

0812001101596900 

0.22 

0.33 

(68.35) 

0.27 

0.01 

0.28 

0.07 

0.63 

0.04 

0.0200 

- 

- 

0.000 

0.021 

0.059 

0.335 

0.017 

0.319 

0.570 

178.97 

Over Exploited 

Neemariyan 

0812001101597100 

0.22 

0.33 

(67.76) 

0.27 

0.01 

0.28 

0.06 

0.63 

0.04 

0.0200 

- 

- 

0.002 

0.022 

0.060 

0.338 

0.017 

0.321 

0.570 

177.83 

Over Exploited 

Neendar 

0812001008129003 

0.24 

0.05 

1,484.58 

0.07 

0.02 

0.09 

0.01 

0.10 

0.01 

0.0600 

- 

- 

- 

0.060 

0.066 

0.152 

0.008 

0.144 

1.635 

1,135.83 

Over Exploited 

Nestiwas 

0812001001583400 

0.01 

0.01 

27,477.20 

0.02 

- 

0.02 

0.06 

0.54 

0.00 

- 

- 

- 

- 

- 

0.002 

0.017 

0.001 

0.016 

0.053 

325.37 

Over Exploited 

Nondpura 

0812001101602600 

0.22 

0.24 

(57.99) 

0.19 

0.01 

0.20 

0.06 

0.61 

0.03 

0.0200 

- 

- 

0.001 

0.021 

0.049 

0.250 

0.013 

0.238 

0.564 

237.05 

Over Exploited 

Paleeton Ki Dhani 

0812001101590500 

0.22 

0.07 

52.91 

0.08 

- 

0.08 

0.03 

0.27 

0.01 

- 

- 

- 

- 

- 

0.008 

0.092 

0.005 

0.087 

0.072 

81.78 

Semi Critical 



0.08 

0.00 

164.92 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.006 

901.12 

Over Exploited 

Palera 

0812001101601400 

0.22 

0.90 

(84.34) 

0.72 

0.01 

0.73 

0.07 

0.62 

0.11 

0.0200 

- 

- 

0.002 

0.022 

0.130 

0.863 

0.043 

0.819 

0.446 

54.43 

Safe 

Pali 

0812001101590900 

0.22 

0.30 

123,035.99 

0.36 

0.01 

0.37 

0.05 

0.49 

0.03 

0.0200 

- 

- 

- 

0.020 

0.055 

0.429 

0.021 

0.407 

0.469 

115.05 

Over Exploited 

Papar 

0812001101602700 

0.22 

0.22 

(56.10) 

0.18 

- 

0.18 

0.02 

0.22 

0.03 

0.0100 

- 

- 

- 

0.010 

0.036 

0.213 

0.011 

0.202 

0.263 

130.18 

Over Exploited 



0.08 

0.00 

2,994.53 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Peepalawali 

0812001101596000 

0.22 

0.07 

(19.56) 

0.06 

- 

0.06 

0.07 

0.64 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.075 

0.004 

0.071 

0.161 

225.29 

Over Exploited 

Rahori 

0812001101602500 

0.22 

0.12 

956.34 

0.13 

0.01 

0.14 

0.05 

0.51 

0.01 

0.0300 

- 

- 

- 

0.030 

0.044 

0.181 

0.009 

0.172 

0.798 

463.50 

Over Exploited 

Rajpur Khanaya 

0812001001579900 

0.24 

0.18 

23.45 

0.22 

0.01 

0.23 

0.06 

0.53 

0.02 

0.0100 

- 

- 

0.022 

0.032 

0.053 

0.283 

0.014 

0.269 

0.312 

116.07 

Over Exploited 



0.01 

0.00 

3,725.00 

0.00 

0.00 

0.00 

0.01 

0.10 

0.00 

- 

- 

- 

0.002 

0.002 

0.002 

0.003 

0.000 

0.003 

0.038 

1,186.85 

Over Exploited 

Rampura @ Chawa Ki Nan 

0812001101595600 

0.22 

0.49 

(70.36) 

0.39 

0.00 

0.40 

0.07 

0.63 

0.06 

0.0100 

- 

- 

0.004 

0.014 

0.071 

0.468 

0.023 

0.445 

0.300 

67.39 

Safe 

Rampurawas Ramgarh 

0812001101601000 

0.22 

0.63 

(78.52) 

0.50 

- 

0.50 

0.06 

0.56 

0.07 

0.0100 

- 

- 

- 

0.010 

0.082 

0.583 

0.029 

0.553 

0.384 

69.38 

Safe 

Ramratanpura 

0812001201608400 

0.20 

0.00 

(63.78) 

0.00 

0.01 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

0.008 

0.008 

0.008 

0.015 

0.001 

0.014 

0.014 

97.07 

Critical 

Raniyawas 

0812001101602400 

0.22 

0.13 

7,496.99 

0.10 

0.01 

0.11 

0.03 

0.30 

0.02 

0.0200 

- 

- 

- 

0.020 

0.036 

0.149 

0.007 

0.141 

0.513 

362.89 

Over Exploited 

Roopa Ki Nangal 

0812000901564000 

0.22 

0.43 

(33.35) 

0.35 

- 

0.35 

0.07 

0.61 

0.05 

0.0300 

- 

- 

- 

0.030 

0.083 

0.431 

0.022 

0.410 

0.290 

70.69 

Semi Critical 

Roopwas 

0812001101601300 

0.22 

0.27 

(56.91) 

0.21 

0.01 

0.22 

0.07 

0.61 

0.03 

0.0200 

- 

- 

0.001 

0.022 

0.053 

0.277 

0.014 

0.263 

0.618 

234.63 

Over Exploited 

Saipura 

0812001101596100 

0.22 

0.39 

(62.08) 

0.31 

0.00 

0.31 

0.07 

0.63 

0.05 

0.0100 

- 

- 

0.002 

0.012 

0.058 

0.370 

0.019 

0.352 

0.412 

117.03 

Over Exploited 

Saiwar 

0812001101595500 

0.22 

0.29 

(27.65) 

0.23 

0.01 

0.24 

0.07 

0.62 

0.03 

0.0300 

- 

- 

- 

0.030 

0.064 

0.304 

0.015 

0.289 

0.906 

313.61 

Over Exploited 

Sau 

0812001101600800 

0.22 

0.02 

155.98 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.002 

0.027 

0.001 

0.026 

0.073 

284.19 

Over Exploited 

Seengwana 

0812001001579100 

0.24 

0.16 

154.91 

0.19 

- 

0.19 

0.02 

0.21 

0.02 

0.0100 

- 

- 

- 

0.010 

0.028 

0.215 

0.011 

0.205 

0.220 

107.55 

Over Exploited 



0.01 

0.00 

106,321.03 

0.00 

- 

0.00 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.071 

3,763.19 

Over Exploited 

Sewapura 

0812001001582500 

0.24 

0.03 

1,175.78 

0.04 

- 

0.04 

0.02 

0.15 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.051 

0.003 

0.049 

0.264 

539.77 

Over Exploited 

Sisiyawas 

0812001001583200 

0.24 

0.00 

22,855.92 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.01 

0.04 

427,510.05 

0.05 

0.01 

0.06 

0.05 

0.52 

0.00 

0.0200 

- 

- 

- 

0.020 

0.024 

0.080 

0.004 

0.076 

0.207 

272.85 

Over Exploited 

Sumel 

0812000901563900 

0.22 

0.05 

165.93 

0.06 

- 

0.06 

0.02 

0.18 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.077 

0.004 

0.073 

0.278 

381.22 

Over Exploited 

Teekampura 

0812001101590800 

0.22 

0.60 

2.19 

0.61 

0.01 

0.63 

0.06 

0.60 

0.07 

0.0300 

- 

- 

0.003 

0.033 

0.102 

0.728 

0.036 

0.691 

0.725 

104.93 

Over Exploited 



0.08 

0.00 

1,195.59 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.023 

2,510.59 

Over Exploited 

Toda Meena 

0812001101590100 

0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Udaipuriya 

0812001001582200 

0.24 

0.06 

480.99 

0.07 

- 

0.07 

0.03 

0.24 

0.01 

- 

- 

- 

- 

- 

0.007 

0.078 

0.004 

0.074 

0.092 

124.85 

Over Exploited 

Vijaypura 

0812000901564400 

0.22 

0.00 

489.08 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Abhay Pura 

0812001201612900 

0.12 

0.18 

39.09 

0.22 

0.01 

0.23 

0.06 

0.59 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.247 

0.012 

0.234 

0.504 

215.11 

Over Exploited 

Achalpura 

0812001201613100 

0.12 

0.16 

(45.99) 

0.12 

- 

0.12 

0.06 

0.61 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.135 

0.007 

0.128 

0.404 

315.44 

Over Exploited 



0.20 

0.00 

2,670.74 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 


0812001301632800 

0.12 

0.24 

183.61 

0.28 

0.02 

0.30 

0.05 

0.55 

- 

0.0400 

- 

- 

0.008 

0.048 

0.048 

0.346 

0.017 

0.328 

0.384 

116.90 

Over Exploited 



0.20 

0.00 

2,729.53 

0.00 

0.00 

0.00 

0.00 

0.05 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.006 

0.000 

0.005 

0.041 

765.27 

Over Exploited 

Ajairajpura 

0812000801557000 

0.14 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.14 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.012 

528.75 

Over Exploited 



0.06 

0.06 

- 

0.06 

- 

0.06 

0.05 

0.50 

0.01 

- 

- 

- 

- 

- 

0.007 

0.067 

0.007 

0.061 

0.059 

97.69 

Critical 

Ajairajpura @ Dehlala 

0812001301656100 

0.12 

0.17 

(11.06) 

0.15 

0.01 

0.17 

0.06 

0.60 

- 

0.0300 

- 

- 

0.004 

0.034 

0.034 

0.199 

0.010 

0.189 

0.853 

450.82 

Over Exploited 

Ajmeripura 

0812001301649100 

0.20 

0.00 

4,685.65 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.08 

(68.59) 

0.07 

- 

0.07 

0.05 

0.48 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.078 

0.004 

0.074 

0.088 

118.79 

Over Exploited 



0.20 

0.01 

129.36 

0.02 

- 

0.02 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.016 

0.001 

0.015 

0.045 

294.29 

Over Exploited 

Akedadoongar 

0812001001582900 

0.24 

0.05 

820.84 

0.05 

- 

0.05 

0.01 

0.14 

0.01 

0.0100 

- 

- 

- 

0.010 

0.015 

0.069 

0.003 

0.066 

0.687 

1,041.38 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Akhaipura 

081200120161650C 

2.826 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.826 

-0.71 

0.080 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.65 

0.019 

0.55 

0.85 


Akodiya 

0812001301637800 

9.139 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.714 

3.24 

0.080 

0.02 

0.00 

0.00 

0.00 

0.01 

0.46 

0.30 

0.09 

0.007 

0.10 

0.15 







Non-command 

Younger Alluvium 

1.762 

3.24 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.72 

0.47 

0.11 

0.007 

0.10 

0.16 







Non-command 

Quartzite 

5.663 

3.24 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.40 

0.26 

0.12 

0.024 

0.33 

0.50 


Amber 

0812001041210000 

38.095 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.789 

-0.01 

0.150 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.265 

0.01 

0.01 


Anandpura 

0812001301649300 

2.372 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.960 

0.11 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.08 

0.004 

0.22 

0.31 







Non-command 

Phyllite & Schist 

1.361 

0.11 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.07 

0.006 

0.31 

0.43 







Non-command 

Younger Alluvium 

0.051 

0.11 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.02 


Arwari 

0812001101603400 

1.324 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.410 

-0.46 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.002 

0.17 

0.26 







Non-command 

Younger Alluvium 

0.914 

-0.46 

0.200 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.42 

0.005 

0.37 

0.59 


Asawala 

0812000801553200 

1.210 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.886 

-2.17 

0.100 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.48 

0.004 

0.39 

0.48 


Ashikpura @ Chaunrya 

0812001301650200 

3.943 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.038 

-0.52 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Younger Alluvium 

2.412 

-0.52 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.010 

0.32 

0.49 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.136 

-0.52 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.005 

0.15 

0.23 







Non-command 

Younger Alluvium 

0.191 

-0.52 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.03 

0.04 







Non-command 

Quartzite 

0.166 

-0.52 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.03 


Azamnagar 

0812001301640600 

2.224 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.224 

1.40 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.28 

0.19 

0.13 

0.009 

0.53 

0.81 


Badarwas 

0812000908129099 

2.858 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.132 

-1.64 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.03 


Badrinathpura 

0812001301649600 

0.908 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.908 

0.36 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.09 

0.06 

0.25 

0.004 

0.53 

0.79 


Bagariya 

0812001301632700 

5.250 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.412 

3.20 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.01 

0.002 

0.04 

0.06 







Non-command 

Younger Alluvium 

4.838 

3.20 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

1.90 

1.24 

0.17 

0.020 

0.49 

0.75 


Bagrana 

0812000901564500 

7.739 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.214 

-0.06 

0.120 

0.47 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

1.401 

0.08 

0.14 







Non-command 

Younger Alluvium 

6.525 

-0.06 

0.150 

2.50 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

7.528 

0.43 

0.74 


Bainara 

0812001201614600 

5.329 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.907 

-0.68 

0.080 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.77 

0.020 

0.30 

0.46 







Non-command 

Younger Alluvium 

2.420 

-0.68 

0.150 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.70 

0.016 

0.25 

0.39 


Baksawala 

0812000801553100 

1.714 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.518 

-1.92 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.003 

0.16 

0.20 


Bala Ki Nangal 

0812001201611600 

1.542 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.542 

-0.15 

0.150 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.010 

0.52 

0.84 


Balloopura 

0812000901563800 

1.628 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.424 

0.70 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.002 

0.14 

0.19 







Non-command 

Quartzite 

0.116 

0.70 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.04 

0.05 



0812001301632500 

3.908 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.455 

2.65 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.05 

0.002 

0.06 

0.09 







Non-command 

Quartzite 

2.811 

2.65 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.18 

0.12 

0.12 

0.012 

0.38 

0.58 





Saline 

Non-command 

Non-command 

Quartzite 

0.641 

2.65 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.003 

0.09 

0.13 


Balmukundpura @ Basra 

0812001301656300 

1.482 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.482 

0.24 

0.080 

0.20 

0.01 

0.00 

0.00 

0.00 

0.22 

0.14 

0.79 

0.006 

0.54 

0.81 


Balrampura_khejra_ka 

0812000808129041 

1.063 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.330 

-1.75 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.17 

0.20 


Bambala 

0812000808129006 

3.423 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.423 

-0.90 

0.100 

0.13 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.52 

0.017 

0.53 

0.65 


Barala 

0812001201612400 

7.791 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.566 

2.34 

0.150 

0.07 

0.00 

0.00 

0.00 

0.00 

2.38 

1.56 

0.21 

0.044 

0.45 

0.69 







Non-command 

Quartzite 

1.225 

2.34 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.01 

0.008 

0.08 

0.13 


Barh Babanpura 

0812001301655700 

0.656 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.646 

0.29 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.15 

0.003 

0.54 

0.82 


Barh Bagpura 

0812001301644800 

2.693 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

2.18 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Barh Baldeopura 

0812001301633300 

1.932 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.929 

2.30 

0.080 

0.11 

0.02 

0.00 

0.00 

0.00 

0.44 

0.29 

0.44 

0.008 

0.53 

0.82 


Barh Bhajoopura 

0812001201616800 

0.569 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.569 

-0.70 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.004 

0.55 

0.85 


Barh Chandpura 

0812001301633800 

1.365 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

2.16 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Barh Chauhan 

0812001301657200 

1.404 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.846 

0.47 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.09 

0.004 

0.33 

0.48 







Non-command 

Younger Alluvium 

0.452 

0.47 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.05 

0.002 

0.18 

0.26 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.035 

0.47 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 







Non-command 

Younger Alluvium 

0.071 

0.47 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.03 

0.04 


Barh Fatehpura 

0812001301655800 

1.224 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.224 

0.25 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.005 

0.55 

0.83 


Barh Jagsara 

0822000302628400 

1.657 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.528 

0.54 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.05 

0.005 

0.51 

0.73 







Non-command 

Phyllite & Schist 

0.129 

0.54 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.04 

0.06 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.54 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Barh Keshopura 

0812001301656000 

1.098 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.069 

0.18 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.004 

0.53 

0.82 


Barh Kukasya 

0822000302628600 

2.779 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.173 

0.77 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.03 

0.05 







Non-command 

Phyllite & Schist 

0.474 

0.77 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.002 

0.09 

0.13 


Barh Mahawatan 

0812001301637400 

1.991 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.557 

2.37 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.32 

0.21 

0.09 

0.007 

0.41 

0.64 







Non-command 

Younger Alluvium 

0.434 

2.37 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.03 

0.002 

0.12 

0.18 


Barh Moondaheri 

0812001301636300 

0.390 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.390 

2.27 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.05 

0.002 

0.53 

0.82 


Barh Murlipura 

0812001301651500 

6.287 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.792 

0.47 

0.080 

0.15 

0.01 

0.00 

0.00 

0.01 

0.35 

0.23 

0.58 

0.024 

0.49 

0.74 







Non-command 

Younger Alluvium 

0.495 

0.47 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.07 

0.002 

0.04 

0.06 


Barh Parmanandpura 

0812001301657800 

0.921 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.921 

0.39 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.04 

0.004 

0.55 

0.81 


Barh Rajpura 

0812001301651600 

3.169 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.354 

0.41 

0.080 

0.01 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.04 

0.001 

0.06 

0.09 







Non-command 

Younger Alluvium 

2.815 

0.41 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.23 

0.15 

0.37 

0.012 

0.47 

0.72 


Barh Rampura 

0822000302627400 

1.722 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.835 

0.70 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.07 

0.003 

0.26 

0.36 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.680 

0.70 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.002 

0.21 

0.29 



0812001201613000 

1.097 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.688 

0.60 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.06 

0.005 

0.34 

0.53 







Non-command 

Younger Alluvium 

0.409 

0.60 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.05 

0.003 

0.20 

0.31 


Barh Ramzanipura 

0812001301631000 

1.548 

Saline 

Non-command 

Non-command 

Quartzite 

1.548 

-1.13 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.006 

0.53 

0.74 


Barh Shyampura 

0812001301652700 

0.625 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.625 

0.62 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.08 

0.003 

0.53 

0.81 


Barh Shyopur 

0812000801553800 

0.764 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.764 

-1.66 

0.100 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.004 

0.53 

0.66 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Akhaipura 

0812001201616500 

0.12 

0.19 

- 

0.19 

0.01 

0.20 

0.06 

0.61 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.219 

0.022 

0.197 

0.669 

339.71 

Over Exploited 

Akodiya 

0812001301637800 

0.12 

0.02 

1,359.07 

0.02 

0.01 

0.03 

0.01 

0.11 

- 

0.0100 

- 

- 

0.013 

0.023 

0.023 

0.056 

0.003 

0.053 

0.093 

176.15 

Over Exploited 



0.20 

0.04 

1,199.55 

0.04 

- 

0.04 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.053 

0.003 

0.051 

0.113 

224.27 

Over Exploited 



0.06 

0.11 

136.55 

0.13 

0.00 

0.14 

0.04 

0.36 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.153 

0.008 

0.145 

0.144 

99.06 

Critical 

Amber 

0812001041210000 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.276 

12,992.58 

Over Exploited 

Anandpura 

0812001301649300 

0.12 

0.02 

(19.44) 

0.02 

- 

0.02 

0.02 

0.24 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.030 

0.002 

0.029 

0.088 

307.85 

Over Exploited 



0.07 

0.03 

(54.87) 

0.02 

0.00 

0.03 

0.03 

0.34 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.042 

0.002 

0.040 

0.078 

192.93 

Over Exploited 



0.20 

0.00 

243.12 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.008 

3,146.62 

Over Exploited 

Arwari 

0812001101603400 

0.20 

0.01 

- 

0.01 

0.00 

0.01 

0.02 

0.19 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.012 

0.025 

0.003 

0.023 

0.158 

689.84 

Over Exploited 



0.22 

0.07 

- 

0.07 

0.01 

0.09 

0.04 

0.42 

0.01 

0.0200 

- 

- 

0.000 

0.020 

0.029 

0.114 

0.011 

0.103 

0.429 

417.44 

Over Exploited 

Asawala 

0812000801553200 

0.14 

0.05 

- 

0.05 

0.01 

0.06 

0.04 

0.43 

- 

0.0200 

- 

- 

0.000 

0.021 

0.021 

0.079 

0.008 

0.071 

0.486 

681.92 

Over Exploited 

Ashikpura @ Chaunrya 

0812001301650200 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.16 

- 

0.16 

0.01 

0.17 

0.03 

0.36 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.186 

0.019 

0.168 

0.155 

92.56 

Critical 



0.12 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.021 

0.002 

0.019 

0.035 

185.90 

Over Exploited 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.009 

996.88 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

2,353.83 

Over Exploited 

Azamnagar 

0812001301640600 

0.12 

0.14 

31.33 

0.17 

0.00 

0.17 

0.06 

0.59 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.191 

0.010 

0.181 

0.139 

76.99 

Semi Critical 

Badarwas 

0812000908129099 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.012 

1,802.56 

Over Exploited 

Badrinathpura 

0812001301649600 

0.20 

0.10 

(40.15) 

0.08 

0.01 

0.09 

0.06 

0.59 

- 

0.0300 

- 

- 

0.004 

0.034 

0.034 

0.124 

0.006 

0.118 

0.255 

215.53 

Over Exploited 

Bagariya 

0812001301632700 

0.12 

0.00 

3,232.08 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.013 

539.18 

Over Exploited 



0.20 

0.48 

160.50 

0.57 

0.01 

0.58 

0.05 

0.55 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.602 

0.030 

0.572 

0.192 

33.62 

Safe 

Bagrana 

0812000901564500 

0.20 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.003 

0.022 

0.002 

0.020 

1.423 

7,214.68 

Over Exploited 



0.22 

0.62 

- 

0.62 

0.00 

0.62 

0.06 

0.48 

0.08 

- 

- 

- 

0.003 

0.003 

0.084 

0.701 

0.070 

0.631 

7.614 

1,206.90 

Over Exploited 

Bainara 

0812001201614600 

0.12 

0.10 

- 

0.10 

0.01 

0.11 

0.03 

0.33 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.144 

0.014 

0.130 

0.786 

606.57 

Over Exploited 



0.20 

0.12 

- 

0.12 

0.01 

0.13 

0.03 

0.28 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.160 

0.016 

0.144 

0.712 

494.52 

Over Exploited 

Baksawala 

0812000801553100 

0.14 

0.01 

- 

0.01 

0.00 

0.01 

0.02 

0.18 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.024 

0.002 

0.021 

0.183 

851.71 

Over Exploited 

Bala Ki Nangal 

0812001201611600 

0.20 

0.16 

- 

0.16 

- 

0.16 

0.06 

0.59 

0.02 

0.0100 

- 

- 

- 

0.010 

0.030 

0.191 

0.019 

0.172 

0.190 

110.77 

Over Exploited 

Balloopura 

0812000901563800 

0.22 

0.01 

144.98 

0.02 

- 

0.02 

0.02 

0.16 

0.00 

- 

- 

- 

- 

- 

0.002 

0.017 

0.001 

0.016 

0.002 

14.04 

Safe 



0.08 

0.00 

210.80 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 


0812001301632500 

0.20 

0.01 

1,704.00 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.017 

0.001 

0.017 

0.055 

331.94 

Over Exploited 



0.06 

0.06 

82.51 

0.08 

- 

0.08 

0.04 

0.43 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.095 

0.005 

0.090 

0.127 

140.84 

Over Exploited 



0.06 

0.00 

762.64 

0.00 

- 

0.00 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.025 

589.65 

Over Exploited 

Balmukundpura @ Basra 

0812001301656300 

0.12 

0.10 

50.75 

0.11 

0.01 

0.13 

0.06 

0.59 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.155 

0.008 

0.148 

0.794 

538.33 

Over Exploited 

Balrampura_khejra_ka 

0812000808129041 

0.14 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.001 

0.007 

0.002 

23.86 

Safe 

Bambala 

0812000808129006 

0.14 

0.26 

- 

0.26 

0.02 

0.28 

0.06 

0.59 

- 

0.0200 

- 

- 

0.015 

0.035 

0.035 

0.311 

0.031 

0.280 

0.532 

190.19 

Over Exploited 

Barala 

0812001201612400 

0.20 

0.59 

162.98 

0.71 

0.00 

0.71 

0.05 

0.50 

0.07 

0.0200 

- 

- 

0.003 

0.023 

0.090 

0.802 

0.040 

0.762 

0.250 

32.86 

Safe 



0.08 

0.01 

431.49 

0.01 

0.00 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

0.001 

0.001 

0.002 

0.012 

0.001 

0.012 

0.022 

190.43 

Over Exploited 

Barh Babanpura 

0812001301655700 

0.12 

0.04 

(12.94) 

0.04 

- 

0.04 

0.06 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.046 

0.002 

0.044 

0.154 

348.71 

Over Exploited 

Barh Bagpura 

0812001301644800 

0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Barh Baldeopura 

0812001301633300 

0.12 

0.12 

134.68 

0.15 

0.02 

0.17 

0.06 

0.59 

- 

0.0500 

- 

- 

0.001 

0.052 

0.052 

0.221 

0.011 

0.210 

0.451 

214.87 

Over Exploited 

Barh Bhajoopura 

0812001201616800 

0.12 

0.04 

- 

0.04 

- 

0.04 

0.06 

0.61 

- 

- 

- 

- 

- 

- 

- 

0.038 

0.004 

0.034 

0.048 

140.87 

Over Exploited 

Barh Chandpura 

0812001301633800 

0.12 

0.00 

########## 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.009 

0.000 

0.009 

0.000 

0.02 

Safe 

Barh Chauhan 

0812001301657200 

0.12 

0.03 

6.32 

0.04 

- 

0.04 

0.03 

0.36 

- 

- 

- 

- 

- 

- 

- 

0.036 

0.002 

0.034 

0.090 

265.54 

Over Exploited 



0.20 

0.02 

52.96 

0.02 

- 

0.02 

0.02 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.019 

0.001 

0.018 

0.055 

303.13 

Over Exploited 



0.12 

0.00 

1,493.15 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.00 

594.88 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

1,873.05 

Over Exploited 

Barh Fatehpura 

0812001301655800 

0.12 

0.08 

(80.46) 

0.06 

0.00 

0.07 

0.06 

0.60 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.066 

0.003 

0.063 

0.005 

8.14 

Safe 

Barh Jagsara 

0822000302628400 

0.20 

0.16 

(54.82) 

0.12 

0.00 

0.13 

0.05 

0.56 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.130 

0.006 

0.123 

0.059 

48.17 

Safe 



0.12 

0.00 

(25.50) 

0.00 

0.00 

0.00 

0.00 

0.05 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

20.37 

Safe 



0.20 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Barh Keshopura 

0812001301656000 

0.12 

0.07 

(76.15) 

0.05 

0.00 

0.06 

0.05 

0.59 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.056 

0.003 

0.054 

0.047 

88.73 

Semi Critical 

Barh Kukasya 

0822000302628600 

0.20 

0.00 

680.22 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.003 

0.000 

0.003 

0.001 

22.09 

Safe 



0.12 

0.01 

(27.41) 

0.00 

0.00 

0.01 

0.01 

0.10 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.009 

0.000 

0.009 

0.009 

100.08 

Over Exploited 

Barh Mahawatan 

0812001301637400 

0.12 

0.08 

165.80 

0.09 

- 

0.09 

0.04 

0.46 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.103 

0.005 

0.098 

0.093 

94.82 

Critical 



0.20 

0.01 

769.35 

0.01 

- 

0.01 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.011 

0.028 

244.15 

Over Exploited 

Barh Moondaheri 

0812001301636300 

0.12 

0.03 

111.20 

0.03 

- 

0.03 

0.06 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.040 

0.002 

0.038 

0.056 

146.42 

Over Exploited 

Barh Murlipura 

0812001301651500 

0.12 

0.34 

(32.15) 

0.27 

0.02 

0.29 

0.05 

0.54 

- 

0.0200 

- 

- 

0.010 

0.030 

0.030 

0.318 

0.016 

0.302 

0.607 

201.16 

Over Exploited 



0.20 

0.00 

661.99 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.068 

1,444.58 

Over Exploited 

Barh Parmanandpura 

0812001301657800 

0.12 

0.06 

(56.91) 

0.05 

- 

0.05 

0.06 

0.60 

- 

- 

- 

- 

- 

- 

- 

0.048 

0.002 

0.046 

0.047 

101.80 

Over Exploited 

Barh Rajpura 

0812001301651600 

0.12 

0.00 

295.00 

0.00 

0.01 

0.01 

0.01 

0.07 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.019 

0.001 

0.018 

0.044 

250.57 

Over Exploited 



0.20 

0.26 

(44.10) 

0.21 

0.01 

0.22 

0.05 

0.52 

- 

0.0400 

- 

- 

0.002 

0.042 

0.042 

0.265 

0.013 

0.251 

0.382 

151.86 

Over Exploited 

Barh Rampura 

0822000302627400 

0.12 

0.03 

(11.31) 

0.02 

- 

0.02 

0.03 

0.29 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.033 

0.002 

0.032 

0.068 

214.14 

Over Exploited 



0.12 

0.02 

(17.85) 

0.01 

- 

0.01 

0.02 

0.24 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.014 

0.031 

229.54 

Over Exploited 


0812001201613000 

0.12 

0.03 

21.26 

0.03 

- 

0.03 

0.04 

0.38 

- 

- 

- 

- 

- 

- 

- 

0.034 

0.002 

0.032 

0.064 

197.98 

Over Exploited 



0.20 

0.02 

81.24 

0.02 

- 

0.02 

0.02 

0.23 

- 

- 

- 

- 

- 

- 

- 

0.020 

0.001 

0.019 

0.053 

277.80 

Over Exploited 

Barh Ramzanipura 

0812001301631000 

0.06 

0.05 

- 

0.05 

0.00 

0.05 

0.06 

0.59 

0.01 

- 

- 

- 

0.003 

0.003 

0.009 

0.060 

0.006 

0.054 

0.024 

45.24 

Safe 

Barh Shyampura 

0812001301652700 

0.12 

0.04 

(20.69) 

0.03 

0.00 

0.03 

0.06 

0.59 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.039 

0.002 

0.037 

0.079 

212.67 

Over Exploited 

Barh Shyopur 

0812000801553800 

0.14 

0.06 

- 

0.06 

0.01 

0.07 

0.06 

0.59 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.087 

0.009 

0.078 

0.429 

547.35 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Barh Swami 

081200120160880C 

0.480 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.366 

0.10 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.07 

0.002 

0.39 

0.66 


Barh Yadgarpura 

081200130165190C 

0.818 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.021 

0.40 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 







Non-command 

Younger Alluvium 

0.797 

0.40 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.08 

0.05 

0.21 

0.003 

0.52 

0.77 


Barh_chela 

0812000808129037 

0.414 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.150 

-1.00 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.19 

0.26 







Non-command 

Younger Alluvium 

0.264 

-1.00 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.34 

0.46 


Barh_karol 

0812000808129070 

1.064 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.064 

-0.70 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.005 

0.53 

0.73 


Barh_teelawala 

0812000808129063 

0.693 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.693 

-0.83 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.53 

0.68 


Bari Ka Bas 

0812000801555000 

1.364 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.364 

-2.03 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.007 

0.53 

0.67 


Barkhera 

0812001301638400 

5.234 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.822 

0.50 

0.080 

0.14 

0.02 

0.00 

0.00 

0.00 

0.27 

0.18 

0.54 

0.016 

0.39 

0.58 







Non-command 

Quartzite 

0.001 

0.50 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.048 

0.50 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.01 







Non-command 

Quartzite 

1.362 

0.50 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.07 

0.006 

0.14 

0.21 


Barli 

0812001301647300 

4.850 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.055 

1.64 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.10 

0.07 

0.004 

0.11 

0.17 







Non-command 

Quartzite 

3.795 

1.64 

0.020 

0.04 

0.01 

0.00 

0.00 

0.02 

0.13 

0.09 

0.15 

0.016 

0.41 

0.62 


Barodiya 

0812001301650900 

4.121 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.937 

1.01 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.20 

0.13 

0.19 

0.008 

0.25 

0.38 







Non-command 

Younger Alluvium 

2.183 

1.01 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.33 

0.22 

0.25 

0.009 

0.28 

0.43 


Baseri 

0812001201612100 

0.679 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.679 

0.58 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.13 

0.005 

0.53 

0.82 


Bassi 

0812001201614400 

19.247 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.965 

-0.75 

0.080 

1.11 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

2.84 

1.227 

0.43 

0.66 







Non-command 

Younger Alluvium 

4.256 

-0.75 

0.150 

0.33 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.85 

0.349 

0.12 

0.19 


Bawanpura 

0812001301656500 

2.176 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.176 

0.36 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.08 

0.009 

0.54 

0.81 


Beelwa Kalan 

0812000801556800 

5.516 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.203 

-1.81 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.011 

0.21 

0.28 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.647 

-1.81 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.008 

0.16 

0.21 







Non-command 

Quartzite 

1.665 

-1.81 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.008 

0.16 

0.21 


Beelwa Khurd 

0812001201614500 

1.395 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.252 

-0.77 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.002 

0.10 

0.15 







Non-command 

Younger Alluvium 

1.137 

-0.77 

0.150 

0.03 

0.00 

0.00 

0.00 

0.02 

0.00 

0.00 

0.12 

0.008 

0.45 

0.69 


Beer Pinarpura 

0812001301637300 

2.250 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.134 

1.64 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.11 

0.05 

0.005 

0.27 

0.41 







Non-command 

Younger Alluvium 

1.116 

1.64 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.24 

0.16 

0.07 

0.005 

0.26 

0.40 


Beer Suratrampura 

0812001301640000 

1.119 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.119 

1.37 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.09 

0.05 

0.005 

0.53 

0.81 


Beermalpura @ Mukandpu 

0812000901564200 

5.593 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.549 

0.40 

0.150 

0.01 

0.00 

0.00 

0.00 

0.11 

0.00 

0.00 

0.04 

0.008 

0.14 

0.23 


Bhadadwas 

0812001301632600 

4.439 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.381 

3.22 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.55 

0.36 

0.09 

0.006 

0.17 

0.25 







Non-command 

Quartzite 

3.058 

3.22 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.22 

0.14 

0.08 

0.013 

0.37 

0.56 


Bhagwanpura 

0812001301637500 

3.274 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.274 

1.83 

0.080 

0.06 

0.01 

0.00 

0.00 

0.02 

0.51 

0.33 

0.22 

0.014 

0.53 

0.81 


Bhagwatpura 

0812001301633600 

2.256 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.097 

2.28 

0.080 

0.09 

0.01 

0.00 

0.00 

0.00 

0.46 

0.30 

0.35 

0.009 

0.50 

0.76 


Bhagwatsar Kankariya 

0812001301636100 

1.944 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.944 

2.27 

0.080 

0.10 

0.01 

0.00 

0.00 

0.00 

0.44 

0.29 

0.39 

0.008 

0.53 

0.82 


Bhairoon_karol 

0812000808129038 

1.129 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.129 

-0.65 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.006 

0.53 

0.72 


Bhajoopura 

0812001201616600 

0.674 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.674 

-0.71 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.005 

0.55 

0.85 


Bhankri 

0812001201616400 

1.653 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.653 

-0.71 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.011 

0.55 

0.85 


Bhaogarh_bandha 

0812000808129009 

2.147 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.147 

-0.58 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.011 

0.52 

0.83 


Bhaopura 

0812001101606600 

7.275 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.510 

-0.69 

0.120 

0.38 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.48 

0.027 

0.42 

0.64 


Bhaosar Isharwala 

0812001201610900 

1.726 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.064 

-0.64 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.02 

0.03 







Non-command 

Younger Alluvium 

1.662 

-0.64 

0.150 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.42 

0.011 

0.53 

0.82 


Bhatesari 

0812001201610000 

1.929 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.929 

0.02 

0.150 

0.07 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.27 

0.013 

0.51 

0.87 


Bhawanipura 

0812001301638000 

1.719 

Fresh 

Non-command 

Non-command 

Quartzite 

0.034 

2.84 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Quartzite 

1.686 

2.84 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.04 

0.007 

0.52 

0.79 


Bheekarwar 

0812001301649500 

1.753 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.794 

0.34 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.05 

0.003 

0.24 

0.35 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.001 

0.34 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

0.957 

0.34 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.03 

0.004 

0.29 

0.43 


Bhidkyawas 

0812001301656800 

0.983 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.116 

0.50 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.000 

0.06 

0.09 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.562 

0.50 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.002 

0.31 

0.45 







Non-command 

Younger Alluvium 

0.305 

0.50 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.001 

0.17 

0.24 


Bhojya Dand 

0812001301641200 

1.638 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.638 

0.14 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.13 

0.007 

0.53 

0.78 


Bhonyawala 

0812001201614800 

2.288 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.248 

-0.76 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.008 

0.30 

0.46 


Bhoortiya Kalan 

0812001301648200 

4.815 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.136 

0.52 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.06 

0.009 

0.23 

0.36 







Non-command 

Quartzite 

2.679 

0.52 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.05 

0.011 

0.29 

0.45 


Bhurtiya 

0822000302619100 

6.715 

Saline 

Non-command 

Non-command 

Quartzite 

0.122 

1.03 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Biharipura(rural) 

0812001301639800 

2.192 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.192 

1.32 

0.080 

0.05 

0.01 

0.00 

0.00 

0.00 

0.27 

0.17 

0.18 

0.009 

0.53 

0.81 


Bilaspura 

0812001301636600 

3.158 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.158 

2.82 

0.120 

0.07 

0.01 

0.00 

0.00 

0.01 

1.12 

0.73 

0.25 

0.013 

0.53 

0.81 


Birajpura 

0812001201616200 

2.649 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.643 

-0.75 

0.080 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.018 

0.55 

0.85 


Birdhapura @ Swami Ka 

0812001301647200 

2.122 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.489 

1.27 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.11 

0.07 

0.006 

0.37 

0.57 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.633 

1.27 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.01 

0.003 

0.16 

0.24 


Bodya Ka Barh 

0812001301633500 

0.508 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.385 

2.14 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.02 

0.002 

0.41 

0.62 


Boorthal 

0812001201610100 

2.126 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.126 

-0.14 

0.150 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.75 

0.014 

0.51 

0.87 


Brahmpuri 

0812001201618100 

1.854 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.073 

1.62 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.02 

0.03 


Brijnathpura 

0812001301641300 

2.204 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.801 

0.15 

0.080 

0.07 

0.01 

0.00 

0.00 

0.00 

0.08 

0.06 

0.27 

0.008 

0.43 

0.63 


Brijrajpura 

0812001301633400 

0.252 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.252 

2.12 

0.080 

0.06 

0.01 

0.00 

0.00 

0.00 

0.09 

0.06 

0.24 

0.001 

0.54 

0.82 


Chainpura 

0812000808129050 

1.054 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.319 

-0.79 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.002 

0.16 

0.22 







Non-command 

Younger Alluvium 

0.714 

-0.79 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.004 

0.36 

0.50 







Non-command 

Quartzite 

0.022 

-0.79 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.02 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Barh Swami 

081200120160880C 

0.20 

0.02 

7.67 

0.02 

- 

0.02 

0.05 

0.44 

0.00 

- 

- 

- 

- 

- 

0.003 

0.023 

0.001 

0.022 

0.074 

338.05 

Over Exploited 

Barh Yadgarpura 

081200130165190C 

0.12 

0.00 

1,352.77 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.08 

(36.63) 

0.07 

0.01 

0.08 

0.06 

0.57 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.096 

0.005 

0.091 

0.214 

234.98 

Over Exploited 

Barh_chela 

0812000808129037 

0.14 

0.00 

- 

0.00 

- 

0.00 

0.02 

0.21 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.001 

18.51 

Safe 



0.20 

0.02 

- 

0.02 

- 

0.02 

0.04 

0.38 

0.00 

- 

- 

- 

- 

- 

0.002 

0.020 

0.002 

0.018 

0.001 

7.35 

Safe 

Barh_karol 

0812000808129070 

0.14 

0.08 

- 

0.08 

- 

0.08 

0.06 

0.59 

0.01 

- 

- 

- 

- 

- 

0.009 

0.088 

0.009 

0.079 

0.036 

45.96 

Safe 

Barh_teelawala 

0812000808129063 

0.14 

0.05 

- 

0.05 

- 

0.05 

0.06 

0.59 

0.01 

- 

- 

- 

- 

- 

0.006 

0.057 

0.006 

0.052 

0.003 

6.68 

Safe 

Bari Ka Bas 

0812000801555000 

0.14 

0.10 

- 

0.10 

0.00 

0.10 

0.06 

0.59 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.104 

0.010 

0.094 

0.019 

20.04 

Safe 

Barkhera 

0812001301638400 

0.12 

0.18 

1.88 

0.18 

0.02 

0.20 

0.04 

0.43 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.261 

0.013 

0.248 

0.556 

224.52 

Over Exploited 



0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.00 

4,482.66 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

19,180.83 

Over Exploited 



0.06 

0.01 

97.16 

0.01 

- 

0.01 

0.02 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.024 

0.001 

0.022 

0.071 

316.61 

Over Exploited 

Barli 

0812001301647300 

0.12 

0.01 

610.97 

0.02 

0.00 

0.02 

0.01 

0.13 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.035 

0.002 

0.033 

0.076 

231.49 

Over Exploited 



0.06 

0.09 

(8.17) 

0.09 

0.03 

0.12 

0.04 

0.46 

- 

0.0200 

- 

- 

0.037 

0.057 

0.057 

0.178 

0.009 

0.169 

0.167 

98.80 

Critical 

Barodiya 

0812001301650900 

0.12 

0.06 

129.38 

0.07 

0.00 

0.07 

0.03 

0.28 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.088 

0.004 

0.083 

0.193 

232.11 

Over Exploited 



0.20 

0.12 

77.76 

0.15 

0.00 

0.15 

0.03 

0.31 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.160 

0.008 

0.152 

0.263 

173.57 

Over Exploited 

Baseri 

0812001201612100 

0.20 

0.07 

(20.48) 

0.06 

0.00 

0.06 

0.06 

0.59 

0.01 

- 

- 

- 

0.000 

0.000 

0.009 

0.067 

0.003 

0.063 

0.130 

204.35 

Over Exploited 

Bassi 

0812001201614400 

0.12 

0.77 

- 

0.77 

0.04 

0.82 

0.05 

0.48 

- 

0.1100 

- 

- 

0.006 

0.116 

0.116 

0.933 

0.093 

0.839 

4.063 

484.01 

Over Exploited 



0.20 

0.10 

- 

0.10 

0.01 

0.12 

0.01 

0.14 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.150 

0.015 

0.135 

1.194 

885.84 

Over Exploited 

Bawanpura 

0812001301656500 

0.12 

0.14 

(60.59) 

0.11 

- 

0.11 

0.06 

0.60 

- 

- 

- 

- 

- 

- 

- 

0.113 

0.006 

0.107 

0.085 

79.54 

Semi Critical 

Beelwa Kalan 

0812000801556800 

0.14 

0.07 

- 

0.07 

- 

0.07 

0.02 

0.24 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.083 

0.008 

0.075 

0.147 

197.08 

Over Exploited 



0.14 

0.04 

- 

0.04 

- 

0.04 

0.02 

0.18 

0.00 

- 

- 

- 

- 

- 

0.004 

0.041 

0.004 

0.037 

0.086 

235.10 

Over Exploited 



0.06 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.18 

0.00 

- 

- 

- 

- 

- 

0.002 

0.018 

0.002 

0.016 

0.043 

269.69 

Over Exploited 

Beelwa Khurd 

0812001201614500 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.022 

801.63 

Over Exploited 



0.20 

0.10 

- 

0.10 

0.02 

0.12 

0.05 

0.50 

- 

- 

- 

- 

0.024 

0.024 

0.024 

0.141 

0.014 

0.127 

0.130 

101.93 

Over Exploited 

Beer Pinarpura 

0812001301637300 

0.12 

0.04 

202.57 

0.04 

- 

0.04 

0.03 

0.30 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.054 

0.003 

0.051 

0.059 

115.60 

Over Exploited 



0.20 

0.06 

166.03 

0.07 

- 

0.07 

0.03 

0.29 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.080 

0.004 

0.076 

0.071 

92.74 

Critical 

Beer Suratrampura 

0812001301640000 

0.12 

0.07 

29.43 

0.09 

0.00 

0.09 

0.06 

0.59 

- 

0.0100 

- 

- 

0.002 

0.013 

0.013 

0.099 

0.005 

0.094 

0.059 

62.19 

Safe 

Beermalpura @ Mukandpu 

0812000901564200 

0.22 

0.05 

(104.52) 

0.04 

0.11 

0.14 

0.02 

0.16 

0.01 

- 

- 

- 

0.159 

0.159 

0.165 

0.310 

0.016 

0.295 

0.051 

17.44 

Safe 

Bhadadwas 

0812001301632600 

0.20 

0.05 

692.52 

0.05 

0.00 

0.06 

0.02 

0.18 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.066 

0.003 

0.063 

0.098 

155.38 

Over Exploited 



0.06 

0.07 

111.10 

0.08 

0.00 

0.08 

0.04 

0.41 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.091 

0.005 

0.087 

0.090 

103.59 

Over Exploited 

Bhagwanpura 

0812001301637500 

0.12 

0.21 

60.94 

0.25 

0.03 

0.28 

0.06 

0.59 

- 

0.0200 

- 

- 

0.025 

0.045 

0.045 

0.320 

0.016 

0.304 

0.230 

75.55 

Semi Critical 

Bhagwatpura 

0812001301633600 

0.12 

0.13 

140.73 

0.15 

0.01 

0.16 

0.05 

0.55 

- 

0.0400 

- 

- 

0.000 

0.040 

0.040 

0.201 

0.010 

0.191 

0.355 

186.23 

Over Exploited 

Bhagwatsar Kankariya 

0812001301636100 

0.12 

0.12 

130.65 

0.15 

0.01 

0.16 

0.06 

0.59 

- 

0.0400 

- 

- 

0.005 

0.045 

0.045 

0.207 

0.010 

0.197 

0.397 

201.69 

Over Exploited 

Bhairoon_karol 

0812000808129038 

0.14 

0.08 

- 

0.08 

- 

0.08 

0.06 

0.59 

0.01 

- 

- 

- 

- 

- 

0.010 

0.093 

0.009 

0.084 

0.022 

25.78 

Safe 

Bhajoopura 

0812001201616600 

0.12 

0.04 

- 

0.04 

- 

0.04 

0.06 

0.61 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.055 

0.005 

0.049 

0.351 

711.52 

Over Exploited 

Bhankri 

0812001201616400 

0.12 

0.11 

- 

0.11 

- 

0.11 

0.06 

0.61 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.120 

0.012 

0.108 

0.365 

339.08 

Over Exploited 

Bhaogarh_bandha 

0812000808129009 

0.14 

0.15 

- 

0.15 

- 

0.15 

0.07 

0.58 

0.02 

- 

- 

- 

- 

- 

0.020 

0.175 

0.017 

0.157 

0.042 

26.54 

Safe 

Bhaopura 

0812001101606600 

0.20 

0.45 

- 

0.45 

0.02 

0.47 

0.05 

0.46 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.531 

0.053 

0.478 

1.503 

314.79 

Over Exploited 

Bhaosar Isharwala 

0812001201610900 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.020 

14,602.12 

Over Exploited 



0.20 

0.18 

- 

0.18 

0.01 

0.19 

0.06 

0.59 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.206 

0.021 

0.185 

0.431 

232.88 

Over Exploited 

Bhatesari 

0812001201610000 

0.20 

0.20 

(77.85) 

0.16 

- 

0.16 

0.07 

0.58 

0.03 

0.0100 

- 

- 

- 

0.010 

0.036 

0.193 

0.010 

0.183 

0.282 

153.80 

Over Exploited 

Bhawanipura 

0812001301638000 

0.06 

0.00 

6,080.71 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.05 

32.45 

0.06 

- 

0.06 

0.06 

0.58 

- 

- 

- 

- 

- 

- 

- 

0.063 

0.003 

0.060 

0.050 

83.47 

Semi Critical 

Bheekarwar 

0812001301649500 

0.20 

0.04 

(24.19) 

0.03 

- 

0.03 

0.03 

0.27 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.041 

0.002 

0.039 

0.056 

145.66 

Over Exploited 



0.07 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.06 

(39.69) 

0.04 

- 

0.04 

0.03 

0.32 

- 

- 

- 

- 

- 

- 

- 

0.045 

0.002 

0.042 

0.038 

89.78 

Semi Critical 

Bhidkyawas 

0812001301656800 

0.20 

0.00 

223.73 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.013 

797.93 

Over Exploited 



0.07 

0.01 

(19.46) 

0.01 

- 

0.01 

0.03 

0.34 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.000 

0.009 

0.024 

261.67 

Over Exploited 



0.20 

0.01 

90.86 

0.01 

- 

0.01 

0.02 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.012 

0.026 

225.63 

Over Exploited 

Bhojya Dand 

0812001301641200 

0.12 

0.10 

(68.95) 

0.08 

0.00 

0.08 

0.06 

0.59 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.096 

0.005 

0.091 

0.137 

150.22 

Over Exploited 

Bhonyawala 

0812001201614800 

0.12 

0.05 

- 

0.05 

- 

0.05 

0.03 

0.33 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.055 

0.006 

0.050 

0.282 

569.62 

Over Exploited 

Bhoortiya Kalan 

0812001301648200 

0.12 

0.06 

16.94 

0.07 

0.00 

0.07 

0.03 

0.26 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.085 

0.004 

0.081 

0.069 

85.42 

Semi Critical 



0.06 

0.05 

(34.70) 

0.04 

0.00 

0.04 

0.03 

0.33 

- 

0.0100 

- 

- 

0.001 

0.012 

0.012 

0.050 

0.003 

0.048 

0.058 

121.82 

Over Exploited 

Bhurtiya 

0822000302619100 

0.06 

0.00 

2,714.22 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

5,468.87 

Over Exploited 

Biharipura(rural) 

0812001301639800 

0.12 

0.14 

25.59 

0.17 

0.01 

0.18 

0.06 

0.59 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.203 

0.010 

0.193 

0.193 

99.94 

Critical 

Bilaspura 

0812001301636600 

0.20 

0.34 

118.15 

0.40 

0.02 

0.42 

0.06 

0.59 

- 

0.0300 

- 

- 

0.013 

0.043 

0.043 

0.464 

0.023 

0.441 

0.264 

59.89 

Safe 

Birajpura 

0812001201616200 

0.12 

0.17 

- 

0.17 

- 

0.17 

0.06 

0.61 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.185 

0.018 

0.166 

0.412 

247.46 

Over Exploited 

Birdhapura @ Swami Ka 

0812001301647200 

0.12 

0.07 

68.02 

0.08 

- 

0.08 

0.04 

0.41 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.089 

0.004 

0.085 

0.071 

83.81 

Semi Critical 



0.12 

0.01 

248.60 

0.01 

- 

0.01 

0.02 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.014 

0.015 

107.24 

Over Exploited 

Bodya Ka Barh 

0812001301633500 

0.12 

0.02 

163.61 

0.02 

- 

0.02 

0.04 

0.45 

- 

- 

- 

- 

- 

- 

- 

0.023 

0.001 

0.021 

0.024 

110.33 

Over Exploited 

Boorthal 

0812001201610100 

0.20 

0.22 

- 

0.22 

0.01 

0.23 

0.07 

0.58 

0.03 

0.0300 

- 

- 

0.001 

0.031 

0.059 

0.287 

0.029 

0.258 

0.760 

294.36 

Over Exploited 

Brahmpuri 

0812001201618100 

0.12 

0.00 

3,175.88 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

3,937.61 

Over Exploited 

Brijnathpura 

0812001301641300 

0.12 

0.09 

(40.11) 

0.07 

0.01 

0.08 

0.05 

0.48 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.115 

0.006 

0.109 

0.278 

254.09 

Over Exploited 

Brijrajpura 

0812001301633400 

0.12 

0.02 

273.69 

0.02 

0.01 

0.03 

0.06 

0.59 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.059 

0.003 

0.056 

0.239 

423.44 

Over Exploited 

Chainpura 

0812000808129050 

0.14 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.18 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.018 

0.002 

0.016 

0.150 

926.70 

Over Exploited 



0.20 

0.05 

- 

0.05 

- 

0.05 

0.04 

0.40 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.067 

0.007 

0.060 

0.347 

575.78 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.007 

48,558.15 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Chak Amjhar 

0812000801554200 

0.410 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.185 

-1.80 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.001 

0.24 

0.31 


Chak Balram Pura No.2 

0812001301635500 

0.399 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.204 

1.07 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.28 

0.44 


Chak Barh Babanpura 

0812001301657600 

1.279 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.279 

0.34 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.005 

0.55 

0.82 


Chak Bawanpura 

0812001301656200 

0.965 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.965 

0.28 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.11 

0.004 

0.54 

0.82 


Chak Bhajoopura 

0812001201616700 

0.466 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.466 

-0.70 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.003 

0.55 

0.85 


Chak Chandlai No.l 

0812001301630400 

0.118 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.002 

-0.04 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Quartzite 

0.053 

-0.04 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.24 

0.33 





Saline 

Non-command 

Non-command 

Quartzite 

0.063 

-0.04 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.29 

0.40 


Chak Chandlai No.2 

0812001301630600 

0.317 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.317 

0.13 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.001 

0.53 

0.75 


Chak Chandpura 

0812001301633900 

1.040 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.048 

2.20 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.03 

0.04 


Chak Chaurasi 

0812001301653700 

0.725 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.089 

0.48 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.07 

0.11 


Chak Cheemapura 

0812001301653300 

0.525 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.060 

0.07 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.06 

0.10 


Chak Dhedpura 

0812001201617200 

0.312 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.312 

-0.71 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.002 

0.55 

0.85 


Chak Ghati 

0812001201609200 

0.260 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.260 

-0.20 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.002 

0.53 

0.86 


Chak Laxmipura No. 1 

0812001301629800 

0.132 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.102 

-0.30 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.41 

0.57 







Non-command 

Quartzite 

0.008 

-0.30 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.05 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

-0.30 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

0.021 

-0.30 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.09 

0.12 


Chak Laxmipura No. 2 

0812001301629900 

0.111 

Fresh 

Non-command 

Non-command 

Quartzite 

0.002 

-0.13 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Quartzite 

0.109 

-0.13 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.52 

0.73 


Chak Murarpura 

0812001301643200 

0.320 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.041 

2.18 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.07 

0.10 


Chak Saligrampura 

0812000801556200 

2.183 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.373 

-1.10 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.007 

0.33 

0.47 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.810 

-1.10 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.004 

0.20 

0.28 


Chak Sampatpura 

0812001301657300 

0.575 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.463 

0.46 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.002 

0.44 

0.64 







Non-command 

Younger Alluvium 

0.112 

0.46 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.000 

0.11 

0.16 


Chak Shivdaspura No. 2 

0812001301631900 

0.408 

Saline 

Non-command 

Non-command 

Quartzite 

0.408 

0.51 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.53 

0.80 


Chak Shri Kishanpura 

0812001301641100 

0.931 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.931 

0.37 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.03 

0.004 

0.53 

0.79 


Chak Tajkhan Ka Bas 

0812001301635600 

0.303 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.303 

1.57 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.01 

0.001 

0.54 

0.85 


ChakThooni 

0812001301633100 

0.506 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.506 

2.71 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.00 

0.002 

0.53 

0.82 


Chak_getor 

0812000808129072 

3.328 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.328 

-0.63 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.017 

0.53 

0.65 


Chak_karol 

0812000808129076 

0.305 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.305 

-0.56 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.002 

0.52 

0.79 


Chak_mata_shoola 

0812000808129022 

2.430 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.550 

-0.26 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.003 

0.12 

0.20 







Non-command 

Younger Alluvium 

1.880 

-0.26 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.009 

0.39 

0.67 


Chakshivdaspura Nol 

0812001301631400 

0.375 

Saline 

Non-command 

Non-command 

Quartzite 

0.375 

0.20 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.53 

0.79 


Chaksu (m) 

0812001341211000 

49.279 

Fresh 

Non-command 

Non-command 

Older Alluvium 

46.287 

1.54 

0.080 

2.20 

0.21 

0.00 

0.00 

0.31 

7.38 

4.80 

5.68 

2.376 

0.50 

0.76 







Non-command 

Younger Alluvium 

2.457 

1.54 

0.120 

0.13 

0.01 

0.00 

0.00 

0.01 

0.56 

0.37 

0.37 

0.126 

0.03 

0.04 


Chakwatika 

0812000801554000 

0.284 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.016 

-1.78 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.04 


Chandlai 

0812001301630700 

17.475 

Fresh 

Non-command 

Non-command 

Older Alluvium 

17.198 

0.14 

0.080 

0.34 

0.05 

0.00 

0.00 

0.17 

0.30 

0.21 

1.26 

0.072 

0.52 

0.77 







Non-command 

Quartzite 

0.278 

0.14 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 


Charan_nadi 

0812000908129078 

3.078 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.242 

-0.33 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.001 

0.04 

0.05 


Charanwas 

0812001201621700 

1.427 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.222 

-1.16 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.09 

0.13 







Non-command 

Quartzite 

0.725 

-1.16 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.005 

0.28 

0.43 


Chatarawala 

0812000808129052 

2.220 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.220 

-1.91 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.011 

0.53 

0.67 


Chatarbhujpura 

0812001301631700 

0.917 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.106 

0.18 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.06 

0.09 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.044 

0.18 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.04 







Non-command 

Quartzite 

0.767 

0.18 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.003 

0.44 

0.66 


Chatarpura 

0812000801555700 

1.876 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.280 

-0.48 

0.100 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.006 

0.35 

0.57 







Non-command 

Younger Alluvium 

0.596 

-0.48 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.003 

0.16 

0.26 



0812001201617700 

3.614 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.606 

0.72 

0.080 

0.01 

0.00 

0.00 

0.00 

0.01 

0.04 

0.03 

0.03 

0.004 

0.09 

0.14 


Cheemapura 

0812001301653400 

1.741 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.514 

0.18 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.37 

0.006 

0.47 

0.73 


Chhadel Kalan 

0812001301637100 

4.530 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.530 

1.18 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.71 

0.46 

0.24 

0.019 

0.53 

0.81 


Chhadel Khurd 

0812001301637000 

2.739 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.739 

1.35 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.49 

0.32 

0.20 

0.011 

0.53 

0.81 


Chimanpura 

0822000302626900 

2.276 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.199 

1.12 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.05 

0.06 


Chorwara 

0812001201616000 

2.194 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.519 

-1.03 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.004 

0.13 

0.20 







Non-command 

Quartzite 

0.047 

-1.03 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Chosla 

0812001301640700 

3.618 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.618 

0.57 

0.080 

0.05 

0.01 

0.00 

0.00 

0.01 

0.19 

0.12 

0.19 

0.015 

0.53 

0.81 


Dadanpura 

0812001301639600 

1.106 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.106 

1.95 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.20 

0.13 

0.11 

0.005 

0.53 

0.81 


Dahar 

0812001301638900 

2.864 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.037 

2.70 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.25 

0.17 

0.13 

0.004 

0.19 

0.29 







Non-command 

Quartzite 

1.140 

2.70 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.07 

0.005 

0.21 

0.32 





Saline 

Non-command 

Non-command 

Quartzite 

0.686 

2.70 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.03 

0.003 

0.13 

0.19 


Damodarpura 

0812001201616300 

2.862 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.862 

-0.74 

0.080 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.47 

0.019 

0.55 

0.85 


Dangarwara Khurd 

0812001101602200 

5.599 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.569 

0.11 

0.200 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.07 

0.003 

0.05 

0.08 


Dantli 

0812000801555800 

4.924 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.638 

-0.38 

0.120 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.53 

0.018 

0.38 

0.62 







Non-command 

Quartzite 

1.283 

-0.38 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.006 

0.13 

0.22 


Dayalpura 

0812000801553900 

1.371 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.495 

-1.77 

0.100 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.002 

0.19 

0.25 


Dayapura 

0812001301639400 

1.721 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.721 

2.65 

0.080 

0.03 

0.00 

0.00 

0.00 

0.01 

0.39 

0.25 

0.10 

0.007 

0.53 

0.81 


Dayarampura 

0812001201609700 

3.478 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.063 

0.01 

0.150 

0.10 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.38 

0.021 

0.46 

0.76 


Deeppura 

0812001301648400 

1.283 

Saline 

Non-command 

Non-command 

Quartzite 

0.826 

0.21 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.34 

0.48 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Chak Amjhar 

0812000801554200 

0.14 

0.01 

- 

0.01 

- 

0.01 

0.03 

0.27 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.001 

0.006 

0.037 

655.40 

Over Exploited 

Chak Balram Pura No.2 

0812001301635500 

0.12 

0.01 

60.75 

0.01 

0.00 

0.01 

0.03 

0.31 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.009 

0.000 

0.008 

0.001 

10.25 

Safe 

Chak Barh Babanpura 

0812001301657600 

0.12 

0.08 

(72.89) 

0.07 

0.00 

0.07 

0.06 

0.60 

- 

- 

- 

- 

0.001 

0.002 

0.002 

0.070 

0.003 

0.066 

0.005 

8.10 

Safe 

Chak Bawanpura 

0812001301656200 

0.12 

0.06 

(45.72) 

0.05 

0.00 

0.05 

0.06 

0.60 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.051 

0.003 

0.048 

0.112 

232.34 

Over Exploited 

Chak Bhajoopura 

0812001201616700 

0.12 

0.03 

- 

0.03 

- 

0.03 

0.06 

0.61 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.041 

0.004 

0.037 

0.198 

537.70 

Over Exploited 

Chak Chandlai No.l 

0812001301630400 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.03 

0.26 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.03 

0.32 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.004 

435.90 

Over Exploited 

Chak Chandlai No.2 

0812001301630600 

0.12 

0.02 

(53.96) 

0.02 

- 

0.02 

0.06 

0.59 

- 

- 

- 

- 

- 

- 

- 

0.016 

0.001 

0.015 

0.033 

217.13 

Over Exploited 

Chak Chandpura 

0812001301633900 

0.12 

0.00 

3,675.12 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chak Chaurasi 

0812001301653700 

0.12 

0.00 

193.65 

0.00 

0.00 

0.00 

0.01 

0.07 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

33.61 

Safe 

Chak Cheemapura 

0812001301653300 

0.12 

0.00 

(33.66) 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chak Dhedpura 

0812001201617200 

0.12 

0.02 

- 

0.02 

- 

0.02 

0.06 

0.61 

- 

- 

- 

- 

- 

- 

- 

0.021 

0.002 

0.019 

0.110 

590.54 

Over Exploited 

Chak Ghati 

0812001201609200 

0.20 

0.03 

- 

0.03 

- 

0.03 

0.06 

0.60 

0.00 

- 

- 

- 

- 

- 

0.003 

0.031 

0.003 

0.028 

0.024 

85.23 

Semi Critical 

Chak Laxmipura No. 1 

0812001301629800 

0.12 

0.01 

- 

0.01 

- 

0.01 

0.05 

0.46 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.001 

0.005 

0.011 

250.71 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chak Laxmipura No. 2 

0812001301629900 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.06 

0.58 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.004 

144.62 

Over Exploited 

Chak Murarpura 

0812001301643200 

0.12 

0.00 

1,295.03 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chak Saligrampura 

0812000801556200 

0.14 

0.06 

- 

0.06 

- 

0.06 

0.04 

0.37 

0.01 

- 

- 

- 

- 

- 

0.007 

0.071 

0.007 

0.064 

0.031 

48.00 

Safe 



0.14 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.22 

0.00 

- 

- 

- 

- 

- 

0.003 

0.025 

0.002 

0.022 

0.012 

53.84 

Safe 

Chak Sampatpura 

0812001301657300 

0.12 

0.02 

(24.26) 

0.02 

- 

0.02 

0.05 

0.48 

- 

- 

- 

- 

- 

- 

- 

0.019 

0.001 

0.018 

0.034 

183.84 

Over Exploited 



0.20 

0.00 

75.77 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.013 

494.56 

Over Exploited 

Chak Shivdaspura No. 2 

0812001301631900 

0.06 

0.01 

(82.31) 

0.01 

0.00 

0.01 

0.06 

0.59 

0.00 

- 

- 

- 

0.001 

0.001 

0.002 

0.013 

0.001 

0.013 

0.013 

99.86 

Critical 

Chak Shri Kishanpura 

0812001301641100 

0.12 

0.06 

(59.03) 

0.05 

0.00 

0.05 

0.06 

0.59 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.051 

0.003 

0.048 

0.036 

74.46 

Semi Critical 

Chak Tajkhan Ka Bas 

0812001301635600 

0.12 

0.02 

23.37 

0.02 

- 

0.02 

0.06 

0.60 

- 

- 

- 

- 

- 

- 

- 

0.024 

0.001 

0.022 

0.012 

54.66 

Safe 

ChakThooni 

0812001301633100 

0.12 

0.03 

120.55 

0.04 

- 

0.04 

0.06 

0.59 

- 

- 

- 

- 

- 

- 

- 

0.039 

0.002 

0.037 

0.002 

5.74 

Safe 

Chak_getor 

0812000808129072 

0.14 

0.25 

- 

0.25 

0.00 

0.25 

0.06 

0.59 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.260 

0.026 

0.234 

0.360 

153.79 

Over Exploited 

Chak_karol 

0812000808129076 

0.14 

0.02 

- 

0.02 

- 

0.02 

0.06 

0.59 

0.00 

- 

- 

- 

- 

- 

0.003 

0.025 

0.003 

0.023 

0.033 

144.37 

Over Exploited 

Chak_mata_shoola 

0812000808129022 

0.14 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.13 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.009 

0.065 

717.88 

Over Exploited 



0.20 

0.15 

- 

0.15 

0.00 

0.15 

0.05 

0.45 

0.02 

0.0100 

- 

- 

0.002 

0.012 

0.031 

0.181 

0.018 

0.163 

0.227 

139.72 

Over Exploited 

Chakshivdaspura Nol 

0812001301631400 

0.06 

0.01 

(91.62) 

0.01 

- 

0.01 

0.06 

0.59 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.010 

0.012 

111.84 

Over Exploited 

Chaksu(m) 

0812001341211000 

0.12 

2.76 

73.94 

3.31 

0.52 

3.83 

0.05 

0.55 

- 

0.6400 

- 

- 

0.470 

1.110 

1.110 

4.943 

0.247 

4.696 

8.057 

171.58 

Over Exploited 



0.20 

0.01 

2,723.73 

0.02 

0.02 

0.04 

0.00 

0.03 

- 

0.0400 

- 

- 

0.017 

0.057 

0.057 

0.094 

0.005 

0.089 

0.496 

556.32 

Over Exploited 

Chakwatika 

0812000801554000 

0.14 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chandlai 

0812001301630700 

0.12 

1.08 

(80.82) 

0.86 

0.22 

1.09 

0.06 

0.58 

- 

0.1400 

- 

- 

0.262 

0.402 

0.402 

1.487 

0.074 

1.413 

1.336 

94.59 

Critical 



0.06 

0.00 

256.95 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

6,991.98 

Over Exploited 

Charan_nadi 

0812000908129078 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.033 

1,478.84 

Over Exploited 

Charanwas 

0812001201621700 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.014 

656.83 

Over Exploited 



0.08 

0.02 

- 

0.02 

- 

0.02 

0.03 

0.31 

- 

- 

- 

- 

- 

- 

- 

0.016 

0.002 

0.015 

0.039 

265.71 

Over Exploited 

Chatarawala 

0812000808129052 

0.14 

0.17 

- 

0.17 

- 

0.17 

0.06 

0.59 

- 

- 

- 

- 

- 

- 

- 

0.166 

0.017 

0.149 

0.075 

50.35 

Safe 

Chatarbhujpura 

0812001301631700 

0.12 

0.00 

28.40 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.12 

0.00 

195.00 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.02 

(91.18) 

0.02 

- 

0.02 

0.05 

0.49 

0.00 

- 

- 

- 

- 

- 

0.002 

0.019 

0.001 

0.018 

0.014 

80.26 

Semi Critical 

Chatarpura 

0812000801555700 

0.14 

0.06 

- 

0.06 

0.01 

0.07 

0.04 

0.40 

0.01 

0.0200 

- 

- 

0.001 

0.021 

0.028 

0.102 

0.010 

0.092 

0.420 

458.24 

Over Exploited 



0.20 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.18 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.032 

0.003 

0.029 

0.206 

713.97 

Over Exploited 


0812001201617700 

0.12 

0.01 

274.27 

0.01 

0.01 

0.01 

0.01 

0.10 

- 

- 

- 

- 

0.010 

0.010 

0.010 

0.024 

0.001 

0.023 

0.036 

156.19 

Over Exploited 

Cheemapura 

0812001301653400 

0.12 

0.09 

(16.09) 

0.07 

0.00 

0.07 

0.05 

0.52 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.082 

0.004 

0.078 

0.373 

479.02 

Over Exploited 

Chhadel Kalan 

0812001301637100 

0.20 

0.48 

(3.74) 

0.46 

0.00 

0.47 

0.06 

0.59 

- 

0.0300 

- 

- 

0.007 

0.037 

0.037 

0.503 

0.025 

0.478 

0.257 

53.78 

Safe 

Chhadel Khurd 

0812001301637000 

0.20 

0.29 

10.54 

0.32 

0.00 

0.32 

0.06 

0.59 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.346 

0.017 

0.329 

0.209 

63.75 

Safe 

Chimanpura 

0822000302626900 

0.12 

0.00 

147.27 

0.00 

0.00 

0.00 

0.00 

0.05 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.004 

0.000 

0.004 

0.008 

200.07 

Over Exploited 

Chorwara 

0812001201616000 

0.12 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.001 

0.007 

0.056 

757.87 

Over Exploited 



0.08 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

18.90 

Safe 

Chosla 

0812001301640700 

0.12 

0.23 

(45.64) 

0.18 

0.02 

0.21 

0.06 

0.59 

- 

0.0200 

- 

- 

0.022 

0.042 

0.042 

0.250 

0.012 

0.237 

0.209 

88.15 

Semi Critical 

Dadanpura 

0812001301639600 

0.12 

0.07 

85.87 

0.08 

0.00 

0.09 

0.06 

0.59 

- 

0.0100 

- 

- 

0.004 

0.015 

0.015 

0.102 

0.005 

0.097 

0.113 

116.63 

Over Exploited 

Dahar 

0812001301638900 

0.12 

0.02 

597.48 

0.03 

- 

0.03 

0.02 

0.21 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.039 

0.002 

0.037 

0.134 

365.96 

Over Exploited 



0.06 

0.01 

271.11 

0.02 

- 

0.02 

0.02 

0.23 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.027 

0.001 

0.026 

0.072 

276.80 

Over Exploited 



0.06 

0.01 

491.44 

0.01 

- 

0.01 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.032 

535.29 

Over Exploited 

Damodarpura 

0812001201616300 

0.12 

0.19 

- 

0.19 

0.01 

0.20 

0.06 

0.61 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.220 

0.022 

0.198 

0.487 

246.31 

Over Exploited 

Dangarwara Khurd 

0812001101602200 

0.22 

0.01 

2,900.26 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.008 

0.069 

894.00 

Over Exploited 

Dantli 

0812000801555800 

0.20 

0.28 

- 

0.28 

0.01 

0.29 

0.05 

0.43 

0.03 

0.0200 

- 

- 

0.002 

0.022 

0.057 

0.346 

0.035 

0.311 

0.548 

176.08 

Over Exploited 



0.06 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.15 

0.00 

- 

- 

- 

- 

- 

0.001 

0.012 

0.001 

0.010 

0.119 

1,138.63 

Over Exploited 

Dayalpura 

0812000801553900 

0.14 

0.01 

- 

0.01 

0.01 

0.02 

0.02 

0.21 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.044 

0.004 

0.039 

0.450 

1,140.98 

Over Exploited 

Dayapura 

0812001301639400 

0.12 

0.11 

130.12 

0.13 

0.01 

0.14 

0.06 

0.59 

- 

0.0100 

- 

- 

0.013 

0.023 

0.023 

0.162 

0.008 

0.154 

0.104 

67.73 

Safe 

Dayarampura 

0812001201609700 

0.20 

0.28 

(77.26) 

0.22 

- 

0.22 

0.06 

0.51 

0.04 

0.0100 

- 

- 

- 

0.010 

0.045 

0.268 

0.013 

0.255 

0.400 

156.86 

Over Exploited 

Deeppura 

0812001301648400 

0.06 

0.02 

(85.26) 

0.01 

- 

0.01 

0.04 

0.38 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.013 

0.003 

26.91 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Dehlawas 

0812000808129029 

3.331 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.331 

-1.43 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.017 

0.53 

0.66 


Deo Kishanpura 

081200130164290C 

4.964 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.886 

1.23 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.11 

0.004 

0.09 

0.14 


Deokinandanpura 

081200130163200C 

1.071 

Fresh 

Non-command 

Non-command 

Quartzite 

0.000 

0.78 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Quartzite 

1.071 

0.78 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.05 

0.004 

0.53 

0.80 



081200130164870C 

2.105 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.904 

-0.58 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.008 

0.48 

0.69 







Non-command 

Younger Alluvium 

0.200 

-0.58 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.05 

0.07 


Devapura 

081200120161410C 

2.579 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.579 

-0.64 

0.080 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.50 

0.017 

0.55 

0.85 


Dharampuri 

0812001301657000 

0.807 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.012 

0.51 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Phyllite & Schist 

0.763 

0.51 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.003 

0.52 

0.74 







Non-command 

Younger Alluvium 

0.032 

0.51 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 


Dharmpura 

0812001301632400 

1.807 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.159 

1.57 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.001 

0.05 

0.07 







Non-command 

Quartzite 

0.660 

1.57 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.003 

0.19 

0.29 





Saline 

Non-command 

Non-command 

Quartzite 

0.989 

1.57 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.004 

0.29 

0.44 


Dhedpura 

0812001201617400 

1.615 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.544 

-0.64 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.010 

0.53 

0.81 


Dhindhol 

0812001201617300 

6.863 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.719 

-0.76 

0.080 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.50 

0.025 

0.30 

0.46 


Dhorala 

0812001301632200 

1.703 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.015 

0.99 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 







Non-command 

Younger Alluvium 

1.688 

0.99 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.27 

0.18 

0.26 

0.007 

0.53 

0.81 


Doodhli 

0812001201615400 

4.209 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.986 

-0.84 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.020 

0.39 

0.60 







Non-command 

Quartzite 

1.220 

-0.84 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.008 

0.16 

0.25 


Dragpalpura 

0812001301640500 

1.249 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.207 

1.63 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.12 

0.09 

0.005 

0.51 

0.78 


Dudawala 

0812001201610500 

2.025 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.025 

0.15 

0.150 

0.06 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.22 

0.014 

0.51 

0.87 


Dwarkpura 

0812001301658000 

1.827 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.519 

0.40 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.22 

0.006 

0.46 

0.67 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.251 

0.40 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.08 

0.11 


Dyoda Doongar 

0812001101603300 

1.792 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.476 

-0.57 

0.120 

0.26 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.05 

0.007 

0.45 

0.70 







Non-command 

Younger Alluvium 

0.316 

-0.57 

0.200 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.002 

0.10 

0.15 


Dyorha Chor 

0812001201608300 

4.588 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.120 

0.22 

0.150 

0.07 

0.00 

0.00 

0.00 

0.01 

0.13 

0.08 

0.26 

0.014 

0.24 

0.39 


Firojpura @ Bibi Ka Ba 

0812001301636900 

1.645 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.645 

1.12 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.28 

0.18 

0.24 

0.007 

0.53 

0.81 


Ganeshpura 

0812001301637600 

1.650 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.095 

1.86 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.03 

0.05 







Non-command 

Younger Alluvium 

1.556 

1.86 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.39 

0.25 

0.13 

0.007 

0.50 

0.76 


Gangarampura 

0812001201613200 

1.765 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.001 

0.75 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

1.764 

0.75 

0.150 

0.08 

0.00 

0.00 

0.00 

0.00 

0.28 

0.18 

0.30 

0.012 

0.54 

0.84 


Garhi Lashkari 

0812001301652900 

1.265 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.265 

0.94 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.14 

0.10 

0.18 

0.005 

0.53 

0.81 


Garhi Ramnagar 

0812001301647100 

3.762 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.762 

1.28 

0.080 

0.02 

0.00 

0.00 

0.00 

0.01 

0.40 

0.26 

0.07 

0.016 

0.53 

0.81 


Garoodwasi 

0812001301651700 

6.381 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.418 

0.40 

0.080 

0.12 

0.02 

0.00 

0.00 

0.01 

0.23 

0.15 

0.44 

0.019 

0.37 

0.56 







Non-command 

Younger Alluvium 

1.963 

0.40 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.15 

0.10 

0.24 

0.008 

0.16 

0.25 


Geela Ki Nangal 

0812001201608900 

0.855 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.854 

0.10 

0.150 

0.06 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.25 

0.006 

0.51 

0.87 


Ghata 

0812001201609500 

5.535 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.530 

-0.34 

0.150 

0.32 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.22 

0.037 

0.53 

0.86 


Girdharilalpura 

0812001301648100 

2.757 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.038 

0.12 

0.080 

0.04 

0.01 

0.00 

0.00 

0.00 

0.04 

0.03 

0.17 

0.004 

0.20 

0.30 







Non-command 

Younger Alluvium 

0.696 

0.12 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.04 

0.03 

0.15 

0.003 

0.13 

0.20 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.024 

0.12 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.10 

0.004 

0.20 

0.30 


Girdharipura 

0812001201611300 

2.990 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.990 

-0.19 

0.150 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.61 

0.020 

0.53 

0.86 


God Ka Bas 

0812001301634100 

2.775 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.016 

1.74 

0.080 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gokulpura Lasariya 

0812001201611200 

4.108 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.427 

-0.57 

0.080 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.71 

0.016 

0.32 

0.50 







Non-command 

Younger Alluvium 

1.681 

-0.57 

0.150 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.55 

0.011 

0.22 

0.35 


Golyawas 

0812000808129102 

3.083 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.140 

-1.92 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.02 

0.03 


Goner 

0812000801556000 

15.180 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.789 

-0.42 

0.100 

0.39 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.49 

0.044 

0.30 

0.46 







Non-command 

Younger Alluvium 

5.849 

-0.42 

0.120 

0.26 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.00 

0.029 

0.20 

0.31 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.179 

-0.42 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.01 

0.01 







Non-command 

Quartzite 

0.363 

-0.42 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.002 

0.01 

0.02 


Goojar Hera 

0812001301658300 

1.368 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.349 

0.27 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.001 

0.14 

0.21 


Gopirampura 

0812001301638700 

1.985 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.985 

1.23 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.13 

0.03 

0.008 

0.53 

0.81 


Gordhanpura 

0822000302626700 

1.970 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.107 

1.22 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.03 

0.03 



0812001301631200 

2.691 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.047 

-0.35 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Quartzite 

2.644 

-0.35 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.011 

0.52 

0.76 


Gorha Phalyawas 

0812001201613500 

2.889 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.034 

-0.21 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Younger Alluvium 

2.855 

-0.21 

0.150 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.56 

0.019 

0.53 

0.84 


Govindpura 

0812000808129062 

1.503 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.500 

-1.68 

0.100 

0.10 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.007 

0.53 

0.65 



0812001301649200 

2.397 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.184 

0.38 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.05 

0.001 

0.04 

0.06 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.227 

0.38 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.10 

0.005 

0.27 

0.40 







Non-command 

Younger Alluvium 

0.986 

0.38 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.06 

0.19 

0.004 

0.22 

0.32 


Govindpura_rohpara 

0812000808129020 

6.106 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.966 

-0.46 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.020 

0.33 

0.56 







Non-command 

Younger Alluvium 

2.140 

-0.46 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.011 

0.18 

0.30 


Hansrajpura 

0812001301644900 

1.114 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.313 

2.19 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.02 

0.001 

0.15 

0.23 


Hanumanpura 

0812001201612300 

2.115 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.025 

2.05 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Younger Alluvium 

2.089 

2.05 

0.150 

0.08 

0.00 

0.00 

0.00 

0.00 

0.72 

0.47 

0.30 

0.014 

0.53 

0.82 


Harchandpura @ Balyawa 

0812001201608500 

4.322 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.322 

0.07 

0.150 

0.04 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.13 

0.029 

0.51 

0.87 


Hardhyanpura 

0812001201608700 

3.034 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.965 

0.11 

0.150 

0.07 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.24 

0.020 

0.50 

0.85 


Hardi 

0812001201609600 

3.586 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.586 

-0.01 

0.150 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.024 

0.52 

0.87 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Dehlawas 

0812000808129029 

0.14 

0.25 

- 

0.25 

0.00 

0.25 

0.06 

0.59 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.251 

0.025 

0.226 

0.077 

33.92 

Safe 

Deo Kishanpura 

0812001301642900 

0.12 

0.01 

674.92 

0.01 

- 

0.01 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.022 

0.001 

0.021 

0.112 

533.76 

Over Exploited 

Deokinandanpura 

0812001301632000 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.03 

(49.26) 

0.03 

0.00 

0.03 

0.06 

0.59 

0.00 

- 

- 

- 

0.001 

0.001 

0.005 

0.033 

0.002 

0.031 

0.058 

185.83 

Over Exploited 


0812001301648700 

0.12 

0.11 

- 

0.11 

0.00 

0.11 

0.05 

0.53 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.122 

0.012 

0.110 

0.074 

67.20 

Safe 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.009 

483.33 

Over Exploited 

Devapura 

0812001201614100 

0.12 

0.17 

- 

0.17 

0.01 

0.18 

0.06 

0.61 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.202 

0.020 

0.182 

0.514 

282.35 

Over Exploited 

Dharampuri 

0812001301657000 

0.12 

0.00 

2,272.52 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.03 

(60.03) 

0.02 

- 

0.02 

0.05 

0.57 

- 

- 

- 

- 

- 

- 

- 

0.022 

0.001 

0.021 

0.028 

134.82 

Over Exploited 



0.20 

0.00 

882.45 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dharmpura 

0812001301632400 

0.20 

0.00 

1,231.29 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.014 

740.76 

Over Exploited 



0.06 

0.01 

78.38 

0.01 

- 

0.01 

0.02 

0.22 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.010 

0.017 

175.13 

Over Exploited 



0.06 

0.02 

57.03 

0.02 

- 

0.02 

0.03 

0.32 

0.00 

- 

- 

- 

- 

- 

0.002 

0.023 

0.001 

0.022 

0.022 

102.96 

Over Exploited 

Dhedpura 

0812001201617400 

0.12 

0.10 

- 

0.10 

- 

0.10 

0.06 

0.58 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.108 

0.011 

0.097 

0.296 

305.57 

Over Exploited 

Dhindhol 

0812001201617300 

0.12 

0.13 

- 

0.13 

0.01 

0.14 

0.03 

0.33 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.162 

0.016 

0.146 

0.529 

361.95 

Over Exploited 

Dhorala 

0812001301632200 

0.12 

0.00 

9,634.73 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.18 

(0.29) 

0.18 

- 

0.18 

0.06 

0.59 

0.02 

0.0100 

- 

- 

- 

0.010 

0.030 

0.208 

0.010 

0.198 

0.271 

137.21 

Over Exploited 

Doodhli 

0812001201615400 

0.12 

0.14 

- 

0.14 

0.00 

0.14 

0.04 

0.43 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.152 

0.015 

0.136 

0.207 

151.87 

Over Exploited 



0.08 

0.02 

- 

0.02 

0.00 

0.02 

0.02 

0.18 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.024 

0.002 

0.022 

0.056 

261.06 

Over Exploited 

Dragpalpura 

0812001301640500 

0.12 

0.07 

56.25 

0.09 

0.00 

0.09 

0.06 

0.57 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.100 

0.005 

0.095 

0.091 

95.75 

Critical 

Dudawala 

0812001201610500 

0.20 

0.21 

(71.11) 

0.17 

0.00 

0.17 

0.07 

0.58 

0.03 

0.0100 

- 

- 

0.006 

0.016 

0.043 

0.213 

0.011 

0.202 

0.232 

114.73 

Over Exploited 

Dwarkpura 

0812001301658000 

0.12 

0.08 

(11.53) 

0.07 

- 

0.07 

0.05 

0.51 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.084 

0.004 

0.080 

0.222 

278.34 

Over Exploited 



0.12 

0.00 

140.98 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.019 

732.28 

Over Exploited 

Dyoda Doongar 

0812001101603300 

0.20 

0.13 

- 

0.13 

0.01 

0.14 

0.05 

0.50 

0.01 

0.0400 

- 

- 

- 

0.040 

0.055 

0.197 

0.020 

0.177 

1.056 

595.38 

Over Exploited 



0.22 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.11 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.017 

0.002 

0.016 

0.273 

1,738.88 

Over Exploited 

Dyorha Chor 

0812001201608300 

0.20 

0.10 

(20.15) 

0.08 

0.01 

0.09 

0.03 

0.27 

0.01 

0.0100 

- 

- 

0.011 

0.021 

0.034 

0.122 

0.006 

0.116 

0.271 

233.29 

Over Exploited 

Firojpura @ Bibi Ka Ba 

0812001301636900 

0.20 

0.17 

5.20 

0.18 

0.00 

0.18 

0.06 

0.59 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.216 

0.011 

0.206 

0.245 

119.14 

Over Exploited 

Ganeshpura 

0812001301637600 

0.12 

0.00 

2,560.49 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

2,891.36 

Over Exploited 



0.20 

0.16 

62.60 

0.19 

- 

0.19 

0.05 

0.55 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.196 

0.010 

0.186 

0.139 

74.35 

Semi Critical 

Gangarampura 

0812001201613200 

0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.19 

(5.98) 

0.18 

- 

0.18 

0.06 

0.60 

0.02 

0.0100 

- 

- 

- 

0.010 

0.031 

0.211 

0.011 

0.201 

0.314 

156.44 

Over Exploited 

Garhi Lashkari 

0812001301652900 

0.12 

0.08 

18.10 

0.10 

0.00 

0.10 

0.06 

0.59 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.107 

0.005 

0.102 

0.189 

186.27 

Over Exploited 

Garhi Ramnagar 

0812001301647100 

0.12 

0.24 

8.71 

0.26 

0.01 

0.27 

0.06 

0.59 

- 

0.0100 

- 

- 

0.011 

0.021 

0.021 

0.288 

0.014 

0.273 

0.081 

29.57 

Safe 

Garoodwasi 

0812001301651700 

0.12 

0.19 

(22.37) 

0.16 

0.03 

0.19 

0.04 

0.41 

- 

0.0500 

- 

- 

0.021 

0.071 

0.071 

0.260 

0.013 

0.247 

0.462 

186.85 

Over Exploited 



0.20 

0.06 

49.61 

0.08 

0.01 

0.09 

0.02 

0.18 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.117 

0.006 

0.111 

0.246 

221.85 

Over Exploited 

Geela Ki Nangal 

0812001201608900 

0.20 

0.09 

(51.70) 

0.07 

0.00 

0.07 

0.07 

0.58 

0.01 

0.0100 

- 

- 

0.001 

0.011 

0.023 

0.094 

0.005 

0.089 

0.258 

290.02 

Over Exploited 

Ghata 

0812001201609500 

0.20 

0.59 

- 

0.59 

0.02 

0.61 

0.06 

0.59 

0.07 

0.0500 

- 

- 

- 

0.050 

0.120 

0.726 

0.073 

0.654 

1.259 

192.71 

Over Exploited 

Girdharilalpura 

0812001301648100 

0.12 

0.02 

4.39 

0.03 

0.01 

0.04 

0.02 

0.22 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.056 

0.003 

0.053 

0.177 

333.98 

Over Exploited 



0.20 

0.02 

39.60 

0.02 

0.01 

0.03 

0.01 

0.15 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.052 

0.003 

0.050 

0.148 

297.92 

Over Exploited 



0.12 

0.02 

6.62 

0.03 

- 

0.03 

0.02 

0.22 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.036 

0.002 

0.034 

0.100 

295.73 

Over Exploited 

Girdharipura 

0812001201611300 

0.20 

0.32 

- 

0.32 

0.01 

0.33 

0.06 

0.59 

0.04 

0.0200 

- 

- 

- 

0.020 

0.058 

0.385 

0.038 

0.346 

0.634 

183.11 

Over Exploited 

God Ka Bas 

0812001301634100 

0.12 

0.00 

(31,170.75) 

0.00 

0.01 

0.01 

0.00 

0.00 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.013 

0.001 

0.013 

0.000 

0.54 

Safe 

Gokulpura Lasariya 

0812001201611200 

0.12 

0.09 

- 

0.09 

0.01 

0.10 

0.04 

0.36 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.134 

0.013 

0.121 

0.728 

602.35 

Over Exploited 



0.20 

0.08 

- 

0.08 

0.01 

0.09 

0.02 

0.25 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.105 

0.011 

0.095 

0.565 

595.64 

Over Exploited 

Golyawas 

0812000808129102 

0.14 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.025 

5,768.90 

Over Exploited 

Goner 

0812000801556000 

0.14 

0.38 

- 

0.38 

0.02 

0.40 

0.04 

0.34 

0.04 

0.0600 

- 

- 

- 

0.060 

0.104 

0.500 

0.050 

0.450 

1.538 

342.03 

Over Exploited 



0.20 

0.24 

- 

0.24 

0.01 

0.25 

0.02 

0.23 

0.03 

0.0400 

- 

- 

- 

0.040 

0.068 

0.315 

0.032 

0.284 

1.025 

361.06 

Over Exploited 



0.14 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.020 

12,713.59 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.025 

8,987.21 

Over Exploited 

Goojar Hera 

0812001301658300 

0.12 

0.01 

97.89 

0.01 

- 

0.01 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.033 

492.31 

Over Exploited 

Gopirampura 

0812001301638700 

0.12 

0.13 

5.31 

0.13 

0.00 

0.13 

0.06 

0.59 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.138 

0.007 

0.131 

0.040 

30.75 

Safe 

Gordhanpura 

0822000302626700 

0.12 

0.00 

479.94 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

1,706.18 

Over Exploited 


0812001301631200 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.08 

- 

0.08 

0.00 

0.09 

0.06 

0.58 

0.01 

- 

- 

- 

0.006 

0.006 

0.015 

0.102 

0.010 

0.092 

0.036 

39.37 

Safe 

Gorha Phalyawas 

0812001201613500 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.30 

- 

0.30 

0.01 

0.31 

0.06 

0.59 

0.03 

0.0200 

- 

- 

0.001 

0.021 

0.056 

0.370 

0.037 

0.333 

0.578 

173.67 

Over Exploited 

Govindpura 

0812000808129062 

0.14 

0.11 

- 

0.11 

0.01 

0.12 

0.06 

0.59 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.142 

0.014 

0.128 

0.415 

325.29 

Over Exploited 


0812001301649200 

0.20 

0.00 

738.34 

0.00 

- 

0.00 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.054 

478.96 

Over Exploited 



0.07 

0.02 

8.41 

0.03 

- 

0.03 

0.03 

0.30 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.036 

0.002 

0.034 

0.106 

314.75 

Over Exploited 



0.20 

0.04 

35.11 

0.05 

0.01 

0.06 

0.02 

0.24 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.082 

0.004 

0.078 

0.189 

242.40 

Over Exploited 

Govindpura_rohpara 

0812000808129020 

0.14 

0.18 

- 

0.18 

0.00 

0.19 

0.04 

0.37 

0.02 

- 

- 

- 

0.001 

0.001 

0.025 

0.210 

0.021 

0.189 

0.051 

26.81 

Safe 



0.20 

0.08 

- 

0.08 

0.00 

0.08 

0.02 

0.20 

0.01 

- 

- 

- 

0.001 

0.001 

0.011 

0.088 

0.009 

0.079 

0.027 

33.68 

Safe 

Hansrajpura 

0812001301644900 

0.12 

0.01 

641.89 

0.01 

0.00 

0.01 

0.02 

0.16 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.010 

0.001 

0.010 

0.023 

240.16 

Over Exploited 

Hanumanpura 

0812001201612300 

0.12 

0.00 

13,594.90 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.22 

110.69 

0.27 

- 

0.27 

0.06 

0.59 

0.02 

0.0100 

- 

- 

- 

0.010 

0.035 

0.302 

0.015 

0.287 

0.309 

107.74 

Over Exploited 

Harchandpura @ Balyawa 

0812001201608500 

0.20 

0.44 

(88.40) 

0.35 

0.00 

0.35 

0.07 

0.58 

0.06 

0.0100 

- 

- 

0.002 

0.012 

0.069 

0.422 

0.021 

0.401 

0.163 

40.74 

Safe 

Hardhyanpura 

0812001201608700 

0.20 

0.30 

(76.41) 

0.24 

- 

0.24 

0.06 

0.56 

0.04 

0.0100 

- 

- 

- 

0.010 

0.048 

0.285 

0.014 

0.271 

0.258 

95.38 

Critical 

Hardi 

0812001201609600 

0.20 

0.37 

- 

0.37 

0.00 

0.37 

0.07 

0.58 

0.05 

0.0100 

- 

- 

0.002 

0.012 

0.059 

0.431 

0.043 

0.388 

0.173 

44.71 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Hari Rampura 

0812001201614300 

1.574 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.574 

-0.70 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.011 

0.55 

0.85 


Harkishanpura 

0812001101602800 

1.472 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.058 

0.04 

0.200 

0.10 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.39 

0.005 

0.38 

0.61 


Himmatpura 

0812001201611100 

1.323 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.275 

-0.68 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.009 

0.53 

0.82 







Non-command 

Younger Alluvium 

0.049 

-0.68 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.02 

0.03 


Hingoniya 

0812001201609900 

2.951 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.951 

0.14 

0.150 

0.10 

0.00 

0.00 

0.00 

0.00 

0.16 

0.09 

0.38 

0.020 

0.51 

0.87 


Hingoniyan 

0822000302628300 

6.017 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.055 

0.64 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 







Non-command 

Phyllite & Schist 

2.712 

0.64 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.09 

0.010 

0.25 

0.34 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.64 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Phyllite & Schist 

2.656 

0.64 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.04 

0.009 

0.24 

0.34 


Hirapura 

0812000808129023 

1.937 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.937 

-0.59 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.010 

0.51 

0.86 



0812001301655200 

0.605 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.021 

0.08 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.03 


Hukkan 

0812001301639100 

3.565 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.262 

3.07 

0.080 

0.05 

0.01 

0.00 

0.00 

0.00 

0.84 

0.55 

0.16 

0.014 

0.48 

0.74 







Non-command 

Quartzite 

0.303 

3.07 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.04 

0.07 


Indrapuri 

0812000808129077 

1.154 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.154 

-1.97 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.006 

0.53 

0.66 



0812001301635700 

3.320 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.699 

2.00 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.46 

0.30 

0.09 

0.011 

0.44 

0.69 


Jag Rampura 

0812001301635900 

4.181 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.181 

1.37 

0.080 

0.09 

0.00 

0.00 

0.00 

0.01 

0.54 

0.35 

0.35 

0.018 

0.53 

0.81 


Jagatpura 

0812000808129043 

1.128 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.128 

-0.66 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.006 

0.53 

0.66 


Jagsara 

0822000302628500 

3.937 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.574 

0.66 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.18 

0.13 

0.33 

0.006 

0.22 

0.31 







Non-command 

Phyllite & Schist 

2.046 

0.66 

0.020 

0.08 

0.00 

0.00 

0.00 

0.01 

0.10 

0.07 

0.30 

0.007 

0.29 

0.40 


Jahripura @ Basra 

0812001301649400 

1.760 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.164 

0.12 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.05 

0.07 







Non-command 

Phyllite & Schist 

0.559 

0.12 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.17 

0.24 







Non-command 

Younger Alluvium 

1.037 

0.12 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.07 

0.004 

0.31 

0.45 


Jai Anandpura 

0812001301630100 

0.859 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.859 

-0.33 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.004 

0.53 

0.73 


Jaichandpura 

0812000801556500 

1.155 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.155 

-1.52 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.006 

0.53 

0.72 



0812001301641500 

1.552 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.708 

-0.13 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.003 

0.24 

0.34 


Jaiprakashpura 

0812001301650100 

2.312 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.312 

0.19 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.03 

0.010 

0.53 

0.81 


Jaipur (m Corp.) (part) 3 

0812001041210000 

0.386 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.386 

-0.01 

0.120 

0.15 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.446 

0.54 

0.63 




1.263 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.144 

-0.01 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.166 

0.06 

0.07 







Non-command 

Younger Alluvium 

1.119 

-0.01 

0.150 

0.43 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

1.291 

0.48 

0.56 




1.437 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.290 

-0.01 

0.120 

0.49 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

1.488 

0.48 

0.57 







Non-command 

Younger Alluvium 

0.147 

-0.01 

0.150 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.170 

0.06 

0.07 




35.511 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.746 

-0.01 

0.120 

2.97 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

8.937 

0.12 

0.14 







Non-command 

Younger Alluvium 

16.338 

-0.01 

0.150 

6.26 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

18.850 

0.25 

0.29 







Non-command 

Quartzite 

3.123 

-0.01 

0.020 

1.18 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

3.603 

0.05 

0.06 




5.248 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.835 

-0.01 

0.120 

1.47 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

4.425 

0.39 

0.46 







Non-command 

Younger Alluvium 

1.123 

-0.01 

0.150 

0.43 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

1.296 

0.12 

0.14 




0.438 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.019 

-0.01 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.022 

0.02 

0.03 







Non-command 

Younger Alluvium 

0.419 

-0.01 

0.150 

0.16 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.483 

0.51 

0.61 




28.848 

Fresh 

Non-command 

Non-command 

Older Alluvium 

20.823 

-0.01 

0.120 

7.99 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

24.025 

0.39 

0.46 







Non-command 

Younger Alluvium 

4.975 

-0.01 

0.150 

1.91 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

5.740 

0.09 

0.11 




0.300 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.300 

-0.01 

0.150 

0.12 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.347 

0.54 

0.63 




0.800 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.800 

-0.01 

0.150 

0.31 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.923 

0.54 

0.63 




1.397 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.796 

-0.01 

0.150 

0.30 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.918 

0.31 

0.36 




0.359 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.166 

-0.01 

0.150 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.191 

0.25 

0.29 




2.810 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.541 

-0.01 

0.120 

0.21 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.624 

0.10 

0.12 







Non-command 

Younger Alluvium 

2.267 

-0.01 

0.150 

0.87 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

2.616 

0.43 

0.51 




0.473 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.076 

-0.01 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.088 

0.09 

0.10 




0.055 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.021 

-0.01 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.025 

0.21 

0.25 




8.842 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

7.812 

-0.01 

0.150 

3.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

9.014 

0.48 

0.56 




0.163 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.147 

-0.01 

0.150 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.170 

0.48 

0.57 




8.769 

Fresh 

Non-command 

Non-command 

Quartzite 

0.002 

-0.01 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.00 

0.00 




0.366 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.366 

-0.01 

0.150 

0.14 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.422 

0.54 

0.63 




0.134 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.008 

-0.01 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.010 

0.03 

0.04 




0.133 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.100 

-0.01 

0.150 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.115 

0.40 

0.48 




3.583 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.001 

-0.01 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 







Non-command 

Younger Alluvium 

3.582 

-0.01 

0.150 

1.38 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

4.133 

0.54 

0.63 




0.356 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.356 

-0.01 

0.150 

0.14 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.411 

0.54 

0.63 




0.338 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.338 

-0.01 

0.150 

0.13 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.390 

0.54 

0.63 




0.205 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.093 

-0.01 

0.150 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.107 

0.24 

0.29 




0.685 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.685 

-0.01 

0.150 

0.26 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.791 

0.54 

0.63 




0.375 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.375 

-0.01 

0.150 

0.15 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.433 

0.54 

0.63 




6.891 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.249 

-0.01 

0.150 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.287 

0.02 

0.02 




6.212 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.571 

-0.01 

0.150 

0.99 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

2.966 

0.22 

0.26 




0.814 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.612 

-0.01 

0.150 

0.23 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.706 

0.40 

0.48 




3.488 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.521 

-0.01 

0.150 

0.58 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

1.755 

0.23 

0.28 




3.602 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.602 

-0.01 

0.150 

1.38 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

4.156 

0.54 

0.63 




2.335 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.323 

-0.01 

0.150 

0.89 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

2.680 

0.54 

0.63 




8.815 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

7.596 

-0.01 

0.150 

2.92 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

8.764 

0.46 

0.55 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Hari Rampura 

0812001201614300 

0.12 

0.10 

- 

0.10 

0.00 

0.11 

0.06 

0.61 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.118 

0.012 

0.106 

0.373 

351.63 

Over Exploited 

Harkishanpura 

0812001101602800 

0.22 

0.09 

(23.50) 

0.07 

- 

0.07 

0.05 

0.43 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.092 

0.005 

0.088 

0.394 

448.71 

Over Exploited 

Himmatpura 

0812001201611100 

0.12 

0.08 

- 

0.08 

- 

0.08 

0.06 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.091 

0.009 

0.082 

0.370 

449.99 

Over Exploited 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.022 

12,443.13 

Over Exploited 

Hingoniya 

0812001201609900 

0.20 

0.30 

(69.13) 

0.24 

0.00 

0.24 

0.07 

0.58 

0.04 

0.0100 

- 

- 

0.002 

0.012 

0.051 

0.292 

0.015 

0.277 

0.402 

144.89 

Over Exploited 

Hingoniyan 

0822000302628300 

0.20 

0.00 

4,496.40 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.08 

(51.02) 

0.06 

- 

0.06 

0.03 

0.27 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.074 

0.004 

0.070 

0.096 

135.58 

Over Exploited 



0.20 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.08 

(58.95) 

0.06 

- 

0.06 

0.02 

0.27 

- 

- 

- 

- 

- 

- 

- 

0.062 

0.003 

0.058 

0.049 

84.39 

Semi Critical 

Hirapura 

0812000808129023 

0.14 

0.14 

- 

0.14 

- 

0.14 

0.07 

0.58 

0.02 

- 

- 

- 

- 

- 

0.018 

0.156 

0.016 

0.141 

0.041 

28.89 

Safe 


0812001301655200 

0.12 

0.00 

113.57 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

20,771.48 

Over Exploited 

Hukkan 

0812001301639100 

0.12 

0.19 

187.87 

0.23 

0.01 

0.24 

0.05 

0.54 

- 

0.0200 

- 

- 

0.007 

0.027 

0.027 

0.268 

0.013 

0.255 

0.176 

68.94 

Safe 



0.06 

0.00 

1,378.11 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.006 

672.21 

Over Exploited 

Indrapuri 

0812000808129077 

0.14 

0.09 

- 

0.09 

- 

0.09 

0.06 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.096 

0.010 

0.087 

0.294 

339.21 

Over Exploited 


0812001301635700 

0.12 

0.14 

107.49 

0.17 

0.00 

0.17 

0.05 

0.49 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.183 

0.009 

0.174 

0.097 

56.09 

Safe 

Jag Rampura 

0812001301635900 

0.12 

0.27 

32.83 

0.32 

0.01 

0.33 

0.06 

0.59 

- 

0.0400 

- 

- 

0.013 

0.053 

0.053 

0.383 

0.019 

0.364 

0.364 

99.98 

Critical 

Jagatpura 

0812000808129043 

0.14 

0.08 

- 

0.08 

- 

0.08 

0.06 

0.59 

- 

- 

- 

- 

- 

- 

- 

0.084 

0.008 

0.076 

0.106 

139.41 

Over Exploited 

Jagsara 

0822000302628500 

0.20 

0.07 

88.74 

0.08 

0.00 

0.08 

0.02 

0.24 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.125 

0.006 

0.118 

0.334 

281.99 

Over Exploited 



0.12 

0.07 

1.96 

0.07 

0.01 

0.08 

0.03 

0.32 

- 

0.0300 

- 

- 

0.009 

0.039 

0.039 

0.118 

0.006 

0.112 

0.302 

270.35 

Over Exploited 

Jahripura @ Basra 

0812001301649400 

0.12 

0.00 

2.42 

0.00 

- 

0.00 

0.01 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.007 

703.94 

Over Exploited 



0.07 

0.01 

(89.45) 

0.01 

- 

0.01 

0.02 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.016 

324.06 

Over Exploited 



0.20 

0.07 

(65.66) 

0.05 

0.00 

0.05 

0.03 

0.35 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.068 

0.003 

0.065 

0.071 

110.42 

Over Exploited 

Jai Anandpura 

0812001301630100 

0.12 

0.05 

- 

0.05 

- 

0.05 

0.06 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.065 

0.006 

0.058 

0.101 

172.70 

Over Exploited 

Jaichandpura 

0812000801556500 

0.14 

0.09 

- 

0.09 

0.00 

0.09 

0.06 

0.59 

0.01 

- 

- 

- 

0.001 

0.001 

0.011 

0.097 

0.010 

0.087 

0.030 

34.02 

Safe 


0812001301641500 

0.12 

0.02 

- 

0.02 

- 

0.02 

0.03 

0.27 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.031 

0.003 

0.028 

0.057 

207.13 

Over Exploited 

Jaiprakashpura 

0812001301650100 

0.20 

0.24 

(83.16) 

0.20 

0.00 

0.20 

0.06 

0.59 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.198 

0.010 

0.188 

0.036 

18.95 

Safe 

Jaipur (m Corp.) (part) 3 

0812001041210000 

0.20 

0.04 

- 

0.04 

- 

0.04 

0.06 

0.60 

0.00 

- 

- 

- 

- 

- 

0.005 

0.046 

0.005 

0.042 

0.457 

1,091.90 

Over Exploited 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.166 

9,358.99 

Over Exploited 



0.22 

0.12 

- 

0.12 

- 

0.12 

0.06 

0.53 

0.01 

- 

- 

- 

- 

- 

0.014 

0.131 

0.013 

0.118 

1.313 

1,111.83 

Over Exploited 



0.20 

0.12 

- 

0.12 

- 

0.12 

0.06 

0.54 

0.01 

- 

- 

- 

- 

- 

0.015 

0.139 

0.014 

0.125 

1.510 

1,204.96 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.170 

9,444.09 

Over Exploited 



0.20 

0.18 

- 

0.18 

- 

0.18 

0.01 

0.13 

0.02 

0.0100 

- 

- 

- 

0.010 

0.032 

0.213 

0.021 

0.192 

9.077 

4,728.97 

Over Exploited 



0.22 

0.82 

- 

0.82 

- 

0.82 

0.03 

0.28 

0.10 

0.0100 

- 

- 

- 

0.010 

0.107 

0.927 

0.093 

0.834 

19.131 

2,292.86 

Over Exploited 



0.08 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.012 

0.001 

0.011 

3.633 

32,764.17 

Over Exploited 



0.20 

0.30 

- 

0.30 

- 

0.30 

0.05 

0.44 

0.04 

- 

- 

- 

- 

- 

0.036 

0.337 

0.034 

0.303 

4.490 

1,479.66 

Over Exploited 



0.22 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.13 

0.00 

- 

- 

- 

- 

- 

0.003 

0.032 

0.003 

0.029 

1.318 

4,603.43 

Over Exploited 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.022 

24,328.57 

Over Exploited 



0.22 

0.05 

- 

0.05 

- 

0.05 

0.06 

0.58 

0.01 

- 

- 

- 

- 

- 

0.006 

0.053 

0.005 

0.048 

0.494 

1,036.17 

Over Exploited 



0.20 

1.62 

- 

1.62 

- 

1.62 

0.05 

0.43 

0.19 

0.0100 

- 

- 

- 

0.010 

0.202 

1.818 

0.182 

1.636 

24.403 

1,491.23 

Over Exploited 



0.22 

0.10 

- 

0.10 

0.00 

0.10 

0.01 

0.10 

0.01 

- 

- 

- 

0.000 

0.000 

0.012 

0.114 

0.011 

0.103 

5.826 

5,684.25 

Over Exploited 



0.22 

0.04 

- 

0.04 

- 

0.04 

0.06 

0.60 

0.00 

- 

- 

- 

- 

- 

0.004 

0.040 

0.004 

0.036 

0.358 

999.48 

Over Exploited 



0.22 

0.09 

- 

0.09 

- 

0.09 

0.06 

0.60 

0.01 

- 

- 

- 

- 

- 

0.011 

0.106 

0.011 

0.095 

0.934 

980.27 

Over Exploited 



0.22 

0.05 

- 

0.05 

- 

0.05 

0.04 

0.34 

0.01 

- 

- 

- 

- 

- 

0.006 

0.060 

0.006 

0.054 

0.929 

1,720.87 

Over Exploited 



0.22 

0.01 

- 

0.01 

- 

0.01 

0.03 

0.28 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.009 

0.191 

2,100.93 

Over Exploited 



0.20 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.001 

0.013 

0.001 

0.011 

0.635 

5,637.99 

Over Exploited 



0.22 

0.22 

- 

0.22 

- 

0.22 

0.05 

0.49 

0.03 

- 

- 

- 

- 

- 

0.026 

0.242 

0.024 

0.218 

2.659 

1,220.42 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.088 

6,001.36 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.02 

0.23 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.025 

2,506.27 

Over Exploited 



0.22 

0.82 

- 

0.82 

- 

0.82 

0.06 

0.53 

0.10 

0.0100 

- 

- 

- 

0.010 

0.107 

0.924 

0.092 

0.831 

9.154 

1,101.30 

Over Exploited 



0.22 

0.02 

- 

0.02 

- 

0.02 

0.06 

0.54 

0.00 

- 

- 

- 

- 

- 

0.002 

0.018 

0.002 

0.016 

0.170 

1,075.65 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

######### 

Over Exploited 



0.22 

0.04 

- 

0.04 

- 

0.04 

0.06 

0.60 

0.01 

- 

- 

- 

- 

- 

0.005 

0.048 

0.005 

0.044 

0.433 

993.97 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.010 

15,701.66 

Over Exploited 



0.22 

0.01 

- 

0.01 

- 

0.01 

0.05 

0.45 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.009 

0.115 

1,292.22 

Over Exploited 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

######### 

Over Exploited 



0.22 

0.42 

- 

0.42 

- 

0.42 

0.06 

0.60 

0.05 

- 

- 

- 

- 

- 

0.050 

0.474 

0.047 

0.427 

4.198 

984.26 

Over Exploited 



0.22 

0.04 

- 

0.04 

- 

0.04 

0.06 

0.60 

0.00 

- 

- 

- 

- 

- 

0.005 

0.047 

0.005 

0.042 

0.422 

994.69 

Over Exploited 



0.22 

0.04 

- 

0.04 

- 

0.04 

0.06 

0.60 

0.00 

- 

- 

- 

- 

- 

0.005 

0.045 

0.004 

0.040 

0.401 

996.03 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.03 

0.27 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.005 

0.107 

2,146.01 

Over Exploited 



0.22 

0.08 

- 

0.08 

- 

0.08 

0.06 

0.60 

0.01 

- 

- 

- 

- 

- 

0.010 

0.091 

0.009 

0.082 

0.802 

982.21 

Over Exploited 



0.22 

0.04 

- 

0.04 

- 

0.04 

0.06 

0.60 

0.01 

- 

- 

- 

- 

- 

0.005 

0.050 

0.005 

0.045 

0.444 

993.33 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.287 

26,846.28 

Over Exploited 



0.22 

0.13 

- 

0.13 

- 

0.13 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.015 

0.141 

0.014 

0.127 

3.009 

2,374.82 

Over Exploited 



0.22 

0.05 

- 

0.05 

- 

0.05 

0.05 

0.45 

0.01 

- 

- 

- 

- 

- 

0.006 

0.061 

0.006 

0.055 

0.717 

1,308.96 

Over Exploited 



0.22 

0.08 

- 

0.08 

- 

0.08 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.009 

0.087 

0.009 

0.078 

1.787 

2,294.10 

Over Exploited 



0.22 

0.43 

- 

0.43 

0.00 

0.43 

0.06 

0.60 

0.05 

- 

- 

- 

0.003 

0.003 

0.053 

0.481 

0.048 

0.433 

4.221 

975.29 

Over Exploited 



0.22 

0.27 

- 

0.27 

- 

0.27 

0.06 

0.60 

0.03 

- 

- 

- 

- 

- 

0.032 

0.306 

0.031 

0.275 

2.723 

989.14 

Over Exploited 



0.22 

0.77 

- 

0.77 

- 

0.77 

0.05 

0.52 

0.09 

0.0100 

- 

- 

- 

0.010 

0.102 

0.876 

0.088 

0.788 

8.904 

1,129.20 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 




1.903 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.140 

-0.01 

0.150 

0.43 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

1.316 

0.32 

0.38 




3.654 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.745 

-0.01 

0.150 

1.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

3.167 

0.40 

0.48 




9.184 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

8.503 

-0.01 

0.150 

3.26 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

9.810 

0.50 

0.59 


Jaipura 

0812000808129033 

1.339 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.339 

-0.55 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.007 

0.52 

0.76 


Jaisalya 

081200100158300C 

3.653 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.381 

0.67 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.25 

0.22 

0.03 

0.015 

0.37 

0.42 







Non-command 

Quartzite 

0.007 

0.67 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jaisinghpura 

081200130164790C 

4.916 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.213 

0.95 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.28 

0.19 

0.13 

0.013 

0.35 

0.53 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.703 

0.95 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.09 

0.04 

0.007 

0.18 

0.28 


Jaisinghpura @ Bas Bee 

081200080155480C 

1.035 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.033 

-1.90 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.005 

0.53 

0.68 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.001 

-1.90 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jaisinghpura @ Buhariy 

081200080155450C 

1.111 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.772 

-1.56 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.004 

0.37 

0.47 


Jaisinghpura Bas Jeero 

0812000801555500 

1.314 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.077 

-1.04 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.04 







Non-command 

Younger Alluvium 

1.237 

-1.04 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.006 

0.50 

0.71 


Jaisinghpura_khor 

0812000908129086 

15.010 

Fresh 

Non-command 

Non-command 

Quartzite 

0.002 

0.60 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jaitpura 

0812001301652500 

1.027 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.027 

0.51 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.15 

0.004 

0.53 

0.80 


Janki Ballabhpura 

0812001301639900 

1.316 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.316 

1.02 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.09 

0.006 

0.53 

0.81 


Jeerota 

0812000801555400 

1.394 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.155 

-1.36 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.006 

0.44 

0.59 







Non-command 

Younger Alluvium 

0.239 

-1.36 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.09 

0.12 


Jeetawala 

0812001201610400 

3.058 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.058 

0.04 

0.150 

0.12 

0.01 

0.00 

0.00 

0.00 

0.13 

0.08 

0.46 

0.021 

0.52 

0.87 


Jhapda Kalan 

0812001301655600 

7.961 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.358 

0.12 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.002 

0.03 

0.04 


Jhar 

0812001201615300 

11.427 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.139 

-1.08 

0.080 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.014 

0.10 

0.16 







Non-command 

Quartzite 

1.096 

-1.08 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.007 

0.05 

0.08 


Jhol 

0812001101603500 

12.073 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.584 

-0.19 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.003 

0.03 

0.04 







Non-command 

Younger Alluvium 

0.592 

-0.19 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.003 

0.03 

0.04 







Non-command 

Quartzite 

2.490 

-0.19 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.012 

0.11 

0.18 


Jhujharpura 

0812001301639700 

0.765 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.765 

1.32 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.07 

0.003 

0.53 

0.81 


Jhujharpura_mendla 

0812000808129051 

1.556 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.756 

-0.62 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.004 

0.25 

0.38 







Non-command 

Younger Alluvium 

0.771 

-0.62 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.004 

0.26 

0.39 







Non-command 

Quartzite 

0.029 

-0.62 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Jotrawala 

0812000808129010 

1.584 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.815 

-1.03 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.004 

0.27 

0.34 


Kalyanpura 

0812000808129045 

3.551 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.413 

-1.33 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.002 

0.06 

0.08 



0812001201615800 

1.103 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.103 

-0.74 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.007 

0.55 

0.85 



0812001301640300 

4.115 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.115 

1.80 

0.080 

0.05 

0.01 

0.00 

0.00 

0.01 

0.63 

0.41 

0.17 

0.017 

0.53 

0.81 


Kalyanpura_khatipura 

0812000808129017 

3.159 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.159 

-0.53 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.016 

0.52 

0.81 


Kanariyawala 

0812001101603200 

2.491 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.759 

-0.24 

0.200 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.009 

0.38 

0.60 







Non-command 

Quartzite 

0.732 

-0.24 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.004 

0.16 

0.25 


Kanarwas 

0812001201610200 

5.922 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.891 

-0.07 

0.150 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.74 

0.040 

0.51 

0.86 







Non-command 

Quartzite 

0.030 

-0.07 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kankariya 

0812001301656700 

1.747 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.142 

0.48 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.001 

0.04 

0.06 







Non-command 

Younger Alluvium 

1.565 

0.48 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.14 

0.10 

0.20 

0.007 

0.48 

0.71 





Saline 

Non-command 

Non-command 

Younger Alluvium 

0.041 

0.48 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Kanota 

0812001201609800 

11.551 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

11.327 

0.15 

0.150 

0.89 

0.03 

0.00 

0.00 

0.00 

1.11 

0.65 

2.33 

0.928 

0.50 

0.86 


Kanwarpura 

0812001301653000 

3.976 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.976 

0.92 

0.080 

0.10 

0.00 

0.00 

0.00 

0.00 

0.39 

0.26 

0.37 

0.017 

0.53 

0.81 


Kareda Bujurg 

0822000302619500 

17.107 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.284 

0.66 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.02 

0.005 

0.04 

0.05 







Non-command 

Phyllite & Schist 

0.032 

0.66 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.493 

0.66 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.16 

0.04 

0.012 

0.11 

0.13 







Non-command 

Quartzite 

0.688 

0.66 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.02 

0.03 


Kareda Khurd 

0812001301640400 

3.720 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.795 

2.04 

0.080 

0.07 

0.01 

0.00 

0.00 

0.01 

0.51 

0.33 

0.28 

0.012 

0.40 

0.61 


Kashipura 

0812001201618600 

2.190 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.967 

2.27 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.20 

0.13 

0.06 

0.007 

0.24 

0.36 


Keshopura 

0812001201612600 

1.784 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.626 

1.42 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.09 

0.004 

0.19 

0.29 







Non-command 

Younger Alluvium 

1.158 

1.42 

0.150 

0.04 

0.00 

0.00 

0.00 

0.00 

0.29 

0.19 

0.16 

0.008 

0.35 

0.54 



0812001301655900 

1.686 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.753 

0.20 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.14 

0.003 

0.25 

0.38 


Khajalpura 

0812001301637900 

3.662 

Fresh 

Non-command 

Non-command 

Quartzite 

3.517 

3.13 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.26 

0.17 

0.13 

0.015 

0.51 

0.78 





Saline 

Non-command 

Non-command 

Quartzite 

0.145 

3.13 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.03 


Khejri Khurd 

0812001301657100 

1.901 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.599 

0.48 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.08 

0.003 

0.17 

0.25 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.138 

0.48 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.08 

0.005 

0.33 

0.48 







Non-command 

Phyllite & Schist 

0.164 

0.48 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.05 

0.07 


Khera Jagannathpura 

0812001301631100 

1.953 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.300 

-0.82 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.001 

0.08 

0.12 







Non-command 

Quartzite 

1.653 

-0.82 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.007 

0.45 

0.64 



0812001301651400 

1.400 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.374 

0.54 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.23 

0.006 

0.52 

0.79 







Non-command 

Younger Alluvium 

0.026 

0.54 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Khera Malookpura 

0812001201618300 

1.223 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.253 

2.15 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.07 

0.002 

0.11 

0.17 


Khera raniwas 

0812001301653600 

1.149 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.019 

0.72 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Khetapura 

0812000801554300 

1.163 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.163 

-1.72 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.006 

0.53 

0.69 


Khijooriya Ahiran 

0812001201613300 

4.150 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.150 

0.02 

0.150 

0.20 

0.01 

0.00 

0.00 

0.00 

0.20 

0.13 

0.77 

0.028 

0.54 

0.84 


Khijooriya Brahman 

0812001201612500 

2.629 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.629 

1.07 

0.150 

0.15 

0.01 

0.00 

0.00 

0.00 

0.56 

0.36 

0.59 

0.018 

0.54 

0.84 


Khijooriya Jatan 

0812001201613400 

2.199 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.003 

0.37 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

2.196 

0.37 

0.150 

0.16 

0.01 

0.00 

0.00 

0.00 

0.27 

0.17 

0.61 

0.015 

0.54 

0.84 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.22 

0.08 

- 

0.08 

- 

0.08 

0.04 

0.36 

0.01 

- 

- 

- 

- 

- 

0.009 

0.088 

0.009 

0.079 

1.338 

1,688.10 

Over Exploited 



0.22 

0.24 

- 

0.24 

- 

0.24 

0.05 

0.45 

0.03 

- 

- 

- 

- 

- 

0.028 

0.267 

0.027 

0.240 

3.221 

1,339.36 

Over Exploited 



0.22 

0.93 

- 

0.93 

- 

0.93 

0.06 

0.56 

0.11 

0.0100 

- 

- 

- 

0.010 

0.120 

1.052 

0.105 

0.947 

9.961 

1,052.38 

Over Exploited 

Jaipura 

0812000808129033 

0.14 

0.10 

- 

0.10 

- 

0.10 

0.06 

0.59 

0.01 

- 

- 

- 

- 

- 

0.012 

0.110 

0.011 

0.099 

0.069 

69.33 

Safe 

Jaisalya 

0812001001583000 

0.24 

0.21 

50,691.18 

0.22 

- 

0.22 

0.04 

0.41 

0.02 

- 

- 

- 

- 

- 

0.025 

0.244 

0.012 

0.231 

0.047 

20.18 

Safe 



0.01 

0.00 

133,804.08 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jaisinghpura 

0812001301647900 

0.12 

0.13 

38.88 

0.16 

- 

0.16 

0.04 

0.38 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.170 

0.008 

0.161 

0.143 

88.92 

Semi Critical 



0.12 

0.04 

142.33 

0.04 

- 

0.04 

0.02 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.045 

0.002 

0.043 

0.043 

101.13 

Over Exploited 

Jaisinghpura @ Bas Bee 

0812000801554800 

0.14 

0.08 

- 

0.08 

- 

0.08 

0.06 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.087 

0.009 

0.078 

0.237 

302.98 

Over Exploited 



0.14 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jaisinghpura @ Buhariy 

0812000801554500 

0.14 

0.04 

- 

0.04 

- 

0.04 

0.04 

0.41 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.050 

0.005 

0.045 

0.176 

390.30 

Over Exploited 

Jaisinghpura Bas Jeero 

0812000801555500 

0.14 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.12 

- 

0.12 

- 

0.12 

0.06 

0.55 

0.01 

- 

- 

- 

- 

- 

0.014 

0.137 

0.014 

0.123 

0.070 

56.82 

Safe 

Jaisinghpura_khor 

0812000908129086 

0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jaitpura 

0812001301652500 

0.12 

0.07 

(17.21) 

0.05 

- 

0.05 

0.06 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.064 

0.003 

0.061 

0.155 

254.26 

Over Exploited 

Janki Ballabhpura 

0812001301639900 

0.12 

0.08 

(0.71) 

0.08 

0.00 

0.08 

0.06 

0.59 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.094 

0.005 

0.090 

0.092 

102.02 

Over Exploited 

Jeerota 

0812000801555400 

0.14 

0.07 

- 

0.07 

0.00 

0.07 

0.05 

0.49 

0.01 

- 

- 

- 

0.001 

0.001 

0.009 

0.080 

0.008 

0.072 

0.030 

41.19 

Safe 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.004 

0.013 

302.57 

Over Exploited 

Jeetawala 

0812001201610400 

0.20 

0.32 

(75.77) 

0.25 

0.01 

0.26 

0.07 

0.58 

0.04 

0.0200 

- 

- 

0.002 

0.022 

0.062 

0.326 

0.016 

0.310 

0.482 

155.60 

Over Exploited 

Jhapda Kalan 

0812001301655600 

0.12 

0.00 

513.81 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.009 

0.000 

0.009 

0.045 

504.39 

Over Exploited 

Jhar 

0812001201615300 

0.12 

0.02 

- 

0.02 

0.01 

0.03 

0.01 

0.11 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.055 

0.005 

0.049 

0.440 

890.85 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.004 

0.139 

3,390.64 

Over Exploited 

Jhol 

0812001101603500 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.022 

705.54 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.027 

768.58 

Over Exploited 



0.08 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.13 

0.00 

- 

- 

- 

- 

- 

0.003 

0.025 

0.003 

0.023 

0.067 

298.48 

Over Exploited 

Jhujharpura 

0812001301639700 

0.12 

0.05 

32.66 

0.06 

0.00 

0.06 

0.06 

0.59 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.073 

0.004 

0.069 

0.068 

98.21 

Critical 

Jhujharpura_mendla 

0812000808129051 

0.14 

0.03 

- 

0.03 

- 

0.03 

0.03 

0.28 

0.00 

- 

- 

- 

- 

- 

0.003 

0.030 

0.003 

0.027 

0.020 

72.84 

Semi Critical 



0.20 

0.04 

- 

0.04 

0.00 

0.04 

0.03 

0.29 

0.00 

- 

- 

- 

0.000 

0.001 

0.005 

0.046 

0.005 

0.041 

0.020 

48.35 

Safe 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jotrawala 

0812000808129010 

0.14 

0.03 

- 

0.03 

- 

0.03 

0.03 

0.30 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.041 

0.004 

0.037 

0.256 

688.27 

Over Exploited 

Kalyanpura 

0812000808129045 

0.14 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.003 

0.062 

1,918.76 

Over Exploited 


0812001201615800 

0.12 

0.07 

- 

0.07 

- 

0.07 

0.06 

0.61 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.083 

0.008 

0.075 

0.165 

221.07 

Over Exploited 


0812001301640300 

0.12 

0.26 

56.23 

0.31 

0.02 

0.33 

0.06 

0.59 

- 

0.0200 

- 

- 

0.009 

0.029 

0.029 

0.358 

0.018 

0.340 

0.190 

55.97 

Safe 

Kalyanpura_khatipura 

0812000808129017 

0.14 

0.23 

- 

0.23 

0.00 

0.23 

0.06 

0.58 

0.03 

0.0100 

- 

- 

0.001 

0.011 

0.039 

0.269 

0.027 

0.242 

0.188 

77.56 

Semi Critical 

Kanariyawala 

0812001101603200 

0.22 

0.15 

- 

0.15 

0.00 

0.15 

0.04 

0.42 

0.02 

0.0100 

- 

- 

0.001 

0.011 

0.028 

0.175 

0.018 

0.158 

0.302 

191.09 

Over Exploited 



0.08 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.18 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.009 

0.066 

705.39 

Over Exploited 

Kanarwas 

0812001201610200 

0.20 

0.60 

- 

0.60 

0.01 

0.61 

0.07 

0.58 

0.08 

0.0300 

- 

- 

- 

0.030 

0.107 

0.720 

0.072 

0.648 

0.784 

121.03 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kankariya 

0812001301656700 

0.12 

0.00 

399.92 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.012 

1,374.22 

Over Exploited 



0.20 

0.15 

(36.48) 

0.12 

- 

0.12 

0.05 

0.53 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.130 

0.007 

0.124 

0.205 

165.13 

Over Exploited 



0.20 

0.00 

1,467.21 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kanota 

0812001201609800 

0.20 

1.13 

(42.73) 

0.91 

0.03 

0.94 

0.07 

0.56 

0.15 

0.0900 

- 

- 

- 

0.090 

0.238 

1.173 

0.059 

1.114 

3.256 

292.18 

Over Exploited 

Kanwarpura 

0812001301653000 

0.12 

0.25 

2.27 

0.26 

0.00 

0.26 

0.06 

0.59 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.270 

0.014 

0.257 

0.384 

149.43 

Over Exploited 

Kareda Bujurg 

0822000302619500 

0.20 

0.01 

645.50 

0.01 

- 

0.01 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.012 

0.027 

224.16 

Over Exploited 



0.12 

0.00 

7,472.37 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.08 

106.82 

0.09 

- 

0.09 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.092 

0.005 

0.088 

0.048 

55.21 

Safe 



0.06 

0.00 

727.90 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.006 

630.79 

Over Exploited 

Kareda Khurd 

0812001301640400 

0.12 

0.13 

150.49 

0.16 

0.02 

0.18 

0.04 

0.44 

- 

0.0300 

- 

- 

0.008 

0.038 

0.038 

0.214 

0.011 

0.203 

0.293 

144.22 

Over Exploited 

Kashipura 

0812001201618600 

0.12 

0.03 

362.03 

0.03 

0.00 

0.03 

0.03 

0.26 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.044 

0.002 

0.042 

0.071 

169.19 

Over Exploited 

Keshopura 

0812001201612600 

0.12 

0.01 

312.88 

0.02 

- 

0.02 

0.02 

0.21 

0.00 

- 

- 

- 

- 

- 

0.002 

0.019 

0.001 

0.018 

0.091 

513.34 

Over Exploited 



0.20 

0.08 

127.71 

0.10 

- 

0.10 

0.04 

0.39 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.117 

0.006 

0.111 

0.166 

149.35 

Over Exploited 


0812001301655900 

0.12 

0.02 

52.25 

0.03 

- 

0.03 

0.02 

0.27 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.037 

0.002 

0.035 

0.143 

410.40 

Over Exploited 

Khajalpura 

0812001301637900 

0.06 

0.11 

58.77 

0.13 

- 

0.13 

0.06 

0.57 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.139 

0.007 

0.132 

0.140 

105.77 

Over Exploited 



0.06 

0.00 

3,148.13 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

2,224.71 

Over Exploited 

Khejri Khurd 

0812001301657100 

0.12 

0.01 

139.04 

0.01 

- 

0.01 

0.02 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.015 

0.001 

0.014 

0.079 

552.47 

Over Exploited 



0.12 

0.04 

(1.59) 

0.04 

- 

0.04 

0.03 

0.36 

- 

- 

- 

- 

- 

- 

- 

0.044 

0.002 

0.042 

0.083 

197.13 

Over Exploited 



0.07 

0.00 

47.01 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.008 

1,239.33 

Over Exploited 

Khera Jagannathpura 

0812001301631100 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.027 

929.34 

Over Exploited 



0.06 

0.04 

- 

0.04 

0.00 

0.04 

0.05 

0.50 

0.01 

- 

- 

- 

0.000 

0.000 

0.005 

0.050 

0.005 

0.045 

0.090 

199.04 

Over Exploited 


0812001301651400 

0.12 

0.09 

(10.22) 

0.08 

0.00 

0.08 

0.06 

0.58 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.091 

0.005 

0.086 

0.233 

269.58 

Over Exploited 



0.20 

0.00 

2,002.85 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.000 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khera Malookpura 

0812001201618300 

0.12 

0.00 

1,108.55 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.069 

1,763.82 

Over Exploited 

Khera raniwas 

0812001301653600 

0.12 

0.00 

1,901.85 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

0.011 

987.87 

Over Exploited 

Khetapura 

0812000801554300 

0.14 

0.09 

- 

0.09 

0.00 

0.09 

0.06 

0.59 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.097 

0.010 

0.088 

0.325 

370.74 

Over Exploited 

Khijooriya Ahiran 

0812001201613300 

0.20 

0.45 

(71.00) 

0.36 

0.01 

0.37 

0.06 

0.60 

0.05 

0.0300 

- 

- 

- 

0.030 

0.081 

0.449 

0.022 

0.427 

0.794 

186.09 

Over Exploited 

Khijooriya Brahman 

0812001201612500 

0.20 

0.28 

27.71 

0.34 

0.01 

0.35 

0.06 

0.60 

0.03 

0.0200 

- 

- 

- 

0.020 

0.052 

0.402 

0.020 

0.382 

0.608 

159.15 

Over Exploited 

Khijooriya Jatan 

0812001201613400 

0.12 

0.00 

38,765.90 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.24 

(26.36) 

0.19 

0.01 

0.20 

0.06 

0.60 

0.03 

0.0200 

- 

- 

0.001 

0.021 

0.048 

0.249 

0.012 

0.236 

0.629 

266.27 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Kho Ghati 

081200120160940C 

1.115 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

-0.41 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

1.114 

-0.41 

0.150 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.008 

0.54 

0.85 


Kho_rebariyan 

0812000808129094 

2.978 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.688 

-0.52 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.013 

0.48 

0.65 







Non-command 

Younger Alluvium 

0.008 

-0.52 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khoosar 

081200080155510C 

1.014 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.014 

-1.71 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.53 

0.67 


Khori 

0812000808129024 

3.077 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.185 

-0.25 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.006 

0.20 

0.34 







Non-command 

Younger Alluvium 

1.892 

-0.25 

0.120 

0.01 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.03 

0.009 

0.31 

0.54 


Kilkipura 

0812001301630800 

1.543 

Saline 

Non-command 

Non-command 

Quartzite 

1.543 

0.03 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.08 

0.006 

0.53 

0.76 


Kishanpura 

0812001201617000 

2.748 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.748 

-0.57 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.019 

0.55 

0.85 



0812001301648300 

3.420 

Saline 

Non-command 

Non-command 

Quartzite 

3.420 

0.26 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.04 

0.03 

0.14 

0.014 

0.53 

0.78 


Kohlya 

0812001301651100 

2.001 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.001 

1.04 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.19 

0.13 

0.11 

0.008 

0.53 

0.81 


Kot Khawada 

0812001301635800 

18.479 

Fresh 

Non-command 

Non-command 

Older Alluvium 

18.479 

2.71 

0.080 

0.53 

0.08 

0.00 

0.00 

0.02 

4.43 

2.88 

2.01 

0.078 

0.54 

0.83 


Kothoon 

0812001301647500 

11.840 

Saline 

Non-command 

Non-command 

Quartzite 

6.346 

1.96 

0.020 

0.02 

0.00 

0.00 

0.00 

0.03 

0.24 

0.17 

0.05 

0.027 

0.28 

0.39 


Kushalpura 

0812001301652300 

0.369 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.369 

0.43 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.07 

0.002 

0.53 

0.80 



0812001301653500 

0.473 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.471 

0.69 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.22 

0.002 

0.54 

0.84 


Kuthara Kalan 

0812001201609100 

2.298 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.297 

0.01 

0.150 

0.07 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.25 

0.016 

0.52 

0.86 


Kuthara Khurd 

0812001201609000 

2.072 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.039 

-0.05 

0.150 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.69 

0.014 

0.51 

0.85 


Ladana Khurd 

0812001301646600 

3.082 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.044 

1.32 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Quartzite 

0.644 

1.32 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.003 

0.11 

0.16 


Lakhawas 

0812001301639500 

2.327 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.327 

2.72 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.54 

0.35 

0.10 

0.010 

0.53 

0.81 


Lakhesara 

0812000808129073 

1.593 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.593 

0.11 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.008 

0.51 

0.87 


Lasariya 

0812001301645900 

2.580 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.180 

1.32 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.04 

0.06 


Lasariya Goojran 

0812001201611000 

1.582 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.238 

-0.55 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.002 

0.08 

0.13 







Non-command 

Younger Alluvium 

1.344 

-0.55 

0.150 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.009 

0.46 

0.72 


Laxmi Damodarpura 

0822000302628200 

1.763 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.483 

0.63 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.002 

0.15 

0.21 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.281 

0.63 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.005 

0.39 

0.55 


Laxminarayanpura 

0812001001582800 

5.912 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.182 

1.81 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.01 

0.001 

0.02 

0.02 


Laxmipura 

0812000801554700 

0.586 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.029 

-1.75 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.03 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.429 

-1.75 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.002 

0.39 

0.51 







Non-command 

Quartzite 

0.128 

-1.75 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.12 

0.15 



0812001301651300 

2.526 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.526 

0.92 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.27 

0.17 

0.31 

0.011 

0.53 

0.81 


Laxmipura @ Kathawala 

0812001301638600 

1.721 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.721 

0.78 

0.080 

0.05 

0.01 

0.00 

0.00 

0.01 

0.14 

0.09 

0.17 

0.007 

0.53 

0.81 


Laxmipura @ Nataniwala 

0812000801553300 

0.508 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.508 

-2.02 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.003 

0.53 

0.66 


Laxmipura(laxmanpura) 

0812001301639300 

0.641 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.641 

2.92 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.10 

0.04 

0.003 

0.53 

0.81 


Looniyawas 

0812000808129025 

1.819 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.819 

-0.59 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.009 

0.51 

0.85 


Machera 

0812001008129082 

11.134 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.944 

0.22 

0.150 

0.17 

0.01 

0.00 

0.00 

0.00 

0.23 

0.20 

0.65 

0.012 

0.09 

0.11 


Madan Mohanpura @ Thoo 

0812001301655300 

0.738 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.087 

0.16 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.07 

0.10 


Mahachandpura 

0812001301647700 

2.641 

Saline 

Non-command 

Non-command 

Quartzite 

2.641 

1.79 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.08 

0.011 

0.53 

0.79 


Mahadeopura 

0812001301648600 

3.230 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.071 

-0.75 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.004 

0.18 

0.25 







Non-command 

Quartzite 

2.159 

-0.75 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.09 

0.009 

0.36 

0.50 


Mahal 

0812000808129098 

2.900 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.900 

-1.08 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.014 

0.53 

0.69 


Mahapura @ Turkiya 

0822000302627200 

2.933 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.887 

0.65 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.11 

0.007 

0.35 

0.46 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.552 

0.65 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.002 

0.10 

0.14 


Maharajpura 

0812001201613600 

2.001 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.627 

-0.16 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.004 

0.17 

0.27 







Non-command 

Younger Alluvium 

1.374 

-0.16 

0.150 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.009 

0.38 

0.58 



0812001301652400 

1.032 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.032 

0.42 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.08 

0.004 

0.53 

0.80 


Maharampura 

0812001301636800 

1.499 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.979 

1.12 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.11 

0.004 

0.35 

0.53 







Non-command 

Younger Alluvium 

0.520 

1.12 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.07 

0.002 

0.18 

0.28 


Maheshpura 

0812001301651200 

2.341 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.341 

1.08 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.24 

0.16 

0.14 

0.010 

0.53 

0.81 


Maila Bagh 

0812001001583100 

6.583 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.343 

0.55 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.17 

0.00 

0.014 

0.20 

0.23 







Non-command 

Quartzite 

0.043 

0.55 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Maksoodanpura @ Bara P 

0812001301631600 

2.011 

Saline 

Non-command 

Non-command 

Quartzite 

2.011 

0.67 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.06 

0.008 

0.53 

0.79 


Malpura Chaur 

0812000901564300 

2.532 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.173 

0.59 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.04 

0.06 


Malpuriya 

0812001301649000 

2.784 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.784 

0.50 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.10 

0.012 

0.54 

0.76 


Malwa 

0812001301630500 

0.816 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.202 

0.10 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.05 

0.001 

0.13 

0.19 







Non-command 

Quartzite 

0.362 

0.10 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.002 

0.24 

0.33 





Saline 

Non-command 

Non-command 

Quartzite 

0.252 

0.10 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.16 

0.23 


Mandaliyan Meda 

0812001301649700 

2.110 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.432 

0.09 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.09 

0.002 

0.11 

0.16 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.040 

0.09 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 







Non-command 

Younger Alluvium 

1.638 

0.09 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.07 

0.05 

0.24 

0.007 

0.41 

0.61 


Mangarh Khokhawala 

0812001201610800 

7.721 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.205 

-0.69 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.02 







Non-command 

Younger Alluvium 

7.444 

-0.69 

0.150 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.050 

0.53 

0.82 


Manoharpura 

0812000808129021 

1.932 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.932 

-0.43 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.010 

0.53 

0.65 



0812001201616900 

2.654 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.654 

-0.66 

0.080 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.50 

0.018 

0.55 

0.85 


Manota 

0812001101606500 

8.468 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.735 

-0.45 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.009 

0.11 

0.18 







Non-command 

Quartzite 

0.124 

-0.45 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 


Manpur Doongri 

0812001301640100 

3.130 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.130 

1.57 

0.080 

0.10 

0.01 

0.00 

0.00 

0.05 

0.43 

0.28 

0.39 

0.013 

0.53 

0.81 


Manpur Nagalya 

0812000801556900 

1.231 

Saline 

Non-command 

Non-command 

Quartzite 

1.231 

-1.51 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.006 

0.53 

0.71 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Kho Ghati 

0812001201609400 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.12 

- 

0.12 

- 

0.12 

0.06 

0.60 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.143 

0.014 

0.129 

0.190 

146.99 

Over Exploited 

Kho_rebariyan 

0812000808129094 

0.14 

0.18 

- 

0.18 

- 

0.18 

0.06 

0.53 

0.02 

- 

- 

- 

- 

- 

0.021 

0.200 

0.020 

0.180 

0.013 

7.43 

Safe 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khoosar 

0812000801555100 

0.14 

0.08 

- 

0.08 

- 

0.08 

0.06 

0.59 

- 

- 

- 

- 

- 

- 

- 

0.076 

0.008 

0.068 

0.005 

7.41 

Safe 

Khori 

0812000808129024 

0.14 

0.03 

- 

0.03 

0.00 

0.03 

0.03 

0.22 

0.00 

- 

- 

- 

0.000 

0.000 

0.005 

0.037 

0.004 

0.034 

0.022 

65.09 

Safe 



0.20 

0.12 

- 

0.12 

0.01 

0.13 

0.04 

0.35 

0.02 

- 

- 

- 

0.017 

0.017 

0.032 

0.162 

0.016 

0.146 

0.040 

27.74 

Safe 

Kilkipura 

0812001301630800 

0.06 

0.05 

(73.12) 

0.04 

0.00 

0.04 

0.06 

0.59 

0.01 

0.0100 

- 

- 

0.003 

0.013 

0.018 

0.060 

0.003 

0.057 

0.083 

147.47 

Over Exploited 

Kishanpura 

0812001201617000 

0.12 

0.18 

- 

0.18 

0.00 

0.18 

0.06 

0.61 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.193 

0.019 

0.174 

0.187 

107.25 

Over Exploited 


0812001301648300 

0.06 

0.11 

(72.31) 

0.09 

0.01 

0.10 

0.06 

0.59 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.125 

0.006 

0.119 

0.154 

130.05 

Over Exploited 

Kohlya 

0812001301651100 

0.12 

0.13 

(0.14) 

0.13 

0.00 

0.13 

0.06 

0.59 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.143 

0.007 

0.136 

0.116 

85.70 

Semi Critical 

Kot Khawada 

0812001301635800 

0.12 

1.19 

142.10 

1.43 

0.10 

1.53 

0.06 

0.59 

- 

0.2300 

- 

- 

0.029 

0.259 

0.259 

1.786 

0.089 

1.697 

2.084 

122.78 

Over Exploited 

Kothoon 

0812001301647500 

0.06 

0.11 

61.18 

0.13 

0.03 

0.16 

0.03 

0.31 

- 

0.0100 

- 

- 

0.043 

0.053 

0.053 

0.211 

0.011 

0.201 

0.074 

36.72 

Safe 

Kushalpura 

0812001301652300 

0.12 

0.02 

(7.54) 

0.02 

- 

0.02 

0.06 

0.59 

- 

- 

- 

- 

- 

- 

- 

0.022 

0.001 

0.021 

0.067 

321.34 

Over Exploited 


0812001301653500 

0.12 

0.03 

57.99 

0.04 

0.00 

0.04 

0.06 

0.60 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.048 

0.002 

0.046 

0.218 

476.05 

Over Exploited 

Kuthara Kalan 

0812001201609100 

0.20 

0.24 

(81.13) 

0.19 

- 

0.19 

0.07 

0.58 

0.03 

0.0100 

- 

- 

- 

0.010 

0.040 

0.230 

0.012 

0.219 

0.268 

122.41 

Over Exploited 

Kuthara Khurd 

0812001201609000 

0.20 

0.21 

- 

0.21 

0.01 

0.22 

0.06 

0.57 

0.03 

0.0300 

- 

- 

- 

0.030 

0.056 

0.274 

0.027 

0.247 

0.708 

286.55 

Over Exploited 

Ladana Khurd 

0812001301646600 

0.12 

0.00 

7,822.99 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

111.09 

0.01 

0.00 

0.01 

0.01 

0.12 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.015 

0.001 

0.014 

0.017 

117.37 

Over Exploited 

Lakhawas 

0812001301639500 

0.12 

0.15 

136.43 

0.18 

0.00 

0.18 

0.06 

0.59 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.190 

0.010 

0.181 

0.107 

59.12 

Safe 

Lakhesara 

0812000808129073 

0.20 

0.16 

(89.01) 

0.13 

- 

0.13 

0.07 

0.58 

0.02 

- 

- 

- 

- 

- 

0.021 

0.151 

0.008 

0.143 

0.039 

27.17 

Safe 

Lasariya 

0812001301645900 

0.12 

0.00 

1,389.73 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.003 

0.000 

0.003 

0.001 

25.33 

Safe 

Lasariya Goojran 

0812001201611000 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.030 

1,402.43 

Over Exploited 



0.20 

0.12 

- 

0.12 

- 

0.12 

0.05 

0.52 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.135 

0.013 

0.121 

0.182 

150.02 

Over Exploited 

Laxmi Damodarpura 

0822000302628200 

0.12 

0.01 

34.72 

0.01 

- 

0.01 

0.02 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.001 

0.010 

0.031 

312.78 

Over Exploited 



0.12 

0.06 

(68.84) 

0.05 

- 

0.05 

0.04 

0.44 

- 

- 

- 

- 

- 

- 

- 

0.049 

0.002 

0.046 

0.045 

96.58 

Critical 

Laxminarayanpura 

0812001001582800 

0.24 

0.00 

5,460.80 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

0.002 

0.002 

0.002 

0.004 

0.000 

0.004 

0.012 

321.87 

Over Exploited 

Laxmipura 

0812000801554700 

0.14 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.14 

0.02 

- 

0.02 

- 

0.02 

0.04 

0.43 

- 

- 

- 

- 

- 

- 

- 

0.023 

0.002 

0.021 

0.036 

171.62 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.005 

579.71 

Over Exploited 


0812001301651300 

0.12 

0.16 

8.60 

0.17 

0.00 

0.17 

0.06 

0.59 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.185 

0.009 

0.176 

0.324 

183.77 

Over Exploited 

Laxmipura @ Kathawala 

0812001301638600 

0.12 

0.11 

(15.83) 

0.09 

0.02 

0.11 

0.06 

0.59 

- 

0.0200 

- 

- 

0.009 

0.029 

0.029 

0.137 

0.007 

0.130 

0.180 

138.58 

Over Exploited 

Laxmipura @ Nataniwala 

0812000801553300 

0.14 

0.04 

- 

0.04 

- 

0.04 

0.06 

0.59 

- 

- 

- 

- 

- 

- 

- 

0.038 

0.004 

0.034 

0.051 

147.98 

Over Exploited 

Laxmipura(laxmanpura) 

0812001301639300 

0.12 

0.04 

155.69 

0.05 

- 

0.05 

0.06 

0.59 

- 

- 

- 

- 

- 

- 

- 

0.049 

0.002 

0.046 

0.046 

98.54 

Critical 

Looniyawas 

0812000808129025 

0.14 

0.13 

- 

0.13 

0.00 

0.13 

0.07 

0.58 

0.02 

- 

- 

- 

0.001 

0.001 

0.018 

0.149 

0.015 

0.134 

0.071 

53.06 

Safe 

Machera 

0812001008129082 

0.24 

0.04 

347.80 

0.05 

0.01 

0.06 

0.01 

0.11 

0.01 

0.0200 

- 

- 

- 

0.020 

0.025 

0.088 

0.004 

0.084 

0.661 

787.00 

Over Exploited 

Madan Mohanpura @ Thoo 

0812001301655300 

0.12 

0.00 

2.51 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.011 

1,709.21 

Over Exploited 

Mahachandpura 

0812001301647700 

0.06 

0.08 

(12.40) 

0.07 

0.00 

0.08 

0.06 

0.59 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.094 

0.005 

0.090 

0.094 

104.93 

Over Exploited 

Mahadeopura 

0812001301648600 

0.12 

0.02 

- 

0.02 

0.00 

0.03 

0.02 

0.19 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.041 

0.004 

0.037 

0.076 

208.10 

Over Exploited 



0.06 

0.05 

- 

0.05 

0.01 

0.05 

0.04 

0.39 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.070 

0.007 

0.063 

0.099 

158.28 

Over Exploited 

Mahal 

0812000808129098 

0.14 

0.22 

- 

0.22 

- 

0.22 

0.06 

0.59 

0.02 

0.0100 

- 

- 

- 

0.010 

0.034 

0.250 

0.025 

0.225 

0.321 

142.86 

Over Exploited 

Mahapura @ Turkiya 

0822000302627200 

0.12 

0.08 

(48.00) 

0.06 

- 

0.06 

0.04 

0.38 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.073 

0.004 

0.069 

0.115 

165.50 

Over Exploited 



0.12 

0.01 

91.56 

0.01 

- 

0.01 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.020 

259.84 

Over Exploited 

Maharajpura 

0812001201613600 

0.12 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.002 

0.021 

0.153 

744.38 

Over Exploited 



0.20 

0.10 

- 

0.10 

- 

0.10 

0.04 

0.42 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.113 

0.011 

0.102 

0.371 

364.33 

Over Exploited 


0812001301652400 

0.12 

0.07 

(45.03) 

0.05 

0.00 

0.05 

0.06 

0.59 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.054 

0.003 

0.051 

0.080 

157.07 

Over Exploited 

Maharampura 

0812001301636800 

0.12 

0.04 

88.68 

0.05 

- 

0.05 

0.04 

0.38 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.059 

0.003 

0.056 

0.112 

200.55 

Over Exploited 



0.20 

0.02 

205.73 

0.02 

0.00 

0.02 

0.02 

0.20 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.034 

0.002 

0.032 

0.068 

213.81 

Over Exploited 

Maheshpura 

0812001301651200 

0.12 

0.15 

6.67 

0.16 

- 

0.16 

0.06 

0.59 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.179 

0.009 

0.170 

0.150 

88.11 

Semi Critical 

Maila Bagh 

0812001001583100 

0.24 

0.11 

47.25 

0.14 

- 

0.14 

0.02 

0.23 

0.01 

- 

- 

- 

- 

- 

0.013 

0.150 

0.008 

0.143 

0.014 

10.13 

Safe 



0.01 

0.00 

25,167.06 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Maksoodanpura @ Bara P 

0812001301631600 

0.06 

0.06 

(51.43) 

0.05 

0.00 

0.05 

0.06 

0.59 

0.01 

0.0100 

- 

- 

0.001 

0.011 

0.018 

0.070 

0.003 

0.066 

0.064 

97.01 

Critical 

Malpura Chaur 

0812000901564300 

0.22 

0.00 

597.70 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.012 

701.96 

Over Exploited 

Malpuriya 

0812001301649000 

0.07 

0.11 

(69.12) 

0.08 

0.00 

0.09 

0.06 

0.60 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.106 

0.005 

0.101 

0.113 

111.53 

Over Exploited 

Malwa 

0812001301630500 

0.12 

0.00 

158.29 

0.00 

- 

0.00 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.055 

418.06 

Over Exploited 



0.06 

0.01 

46.79 

0.01 

- 

0.01 

0.03 

0.26 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.045 

764.35 

Over Exploited 



0.06 

0.00 

197.81 

0.00 

- 

0.00 

0.02 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.023 

814.06 

Over Exploited 

Mandaliyan Meda 

0812001301649700 

0.20 

0.01 

77.53 

0.01 

- 

0.01 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.021 

0.001 

0.020 

0.094 

463.87 

Over Exploited 



0.12 

0.00 

317.98 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

11,305.54 

Over Exploited 



0.20 

0.14 

(66.25) 

0.11 

0.01 

0.12 

0.04 

0.46 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.148 

0.007 

0.141 

0.242 

171.66 

Over Exploited 

Mangarh Khokhawala 

0812001201610800 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.013 

4,141.66 

Over Exploited 



0.20 

0.79 

- 

0.79 

0.01 

0.80 

0.06 

0.59 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.817 

0.082 

0.735 

0.513 

69.85 

Safe 

Manoharpura 

0812000808129021 

0.14 

0.14 

- 

0.14 

- 

0.14 

0.06 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.154 

0.015 

0.139 

0.182 

130.80 

Over Exploited 


0812001201616900 

0.12 

0.18 

- 

0.18 

0.01 

0.19 

0.06 

0.61 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.209 

0.021 

0.188 

0.521 

276.81 

Over Exploited 

Manota 

0812001101606500 

0.20 

0.04 

- 

0.04 

- 

0.04 

0.01 

0.12 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.053 

0.005 

0.048 

0.169 

351.24 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.013 

15,824.54 

Over Exploited 

Manpur Doongri 

0812001301640100 

0.12 

0.20 

41.98 

0.24 

0.06 

0.30 

0.06 

0.59 

- 

0.0400 

- 

- 

0.076 

0.116 

0.116 

0.415 

0.021 

0.395 

0.402 

101.90 

Over Exploited 

Manpur Nagalya 

0812000801556900 

0.06 

0.04 

- 

0.04 

- 

0.04 

0.06 

0.59 

0.00 

- 

- 

- 

- 

- 

0.004 

0.044 

0.004 

0.039 

0.020 

51.22 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Mansar Kheri 

081200120161070C 

5.471 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.452 

-0.39 

0.150 

0.25 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.95 

0.037 

0.53 

0.85 


Mathurawala 

0812000801556700 

2.330 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.356 

-1.44 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.08 

0.11 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.566 

-1.44 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.003 

0.13 

0.18 







Non-command 

Quartzite 

1.408 

-1.44 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.007 

0.32 

0.44 


Meeno Ka Barh 

0812001101602900 

1.847 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.640 

-0.05 

0.200 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.008 

0.48 

0.76 







Non-command 

Quartzite 

0.207 

-0.05 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.06 

0.10 


Meerapura 

0812001301645000 

2.401 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.380 

2.03 

0.080 

0.01 

0.00 

0.00 

0.00 

0.01 

0.39 

0.25 

0.04 

0.010 

0.52 

0.80 


Mohammadpura 

0812001301650300 

2.107 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.729 

-0.61 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.003 

0.18 

0.28 







Non-command 

Quartzite 

1.378 

-0.61 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.006 

0.35 

0.52 


Mohanpura 

0812000801554100 

6.159 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.872 

-1.28 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.024 

0.42 

0.56 



0812001201615600 

2.657 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.547 

-0.77 

0.080 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.74 

0.017 

0.53 

0.81 


Moondaheri 

0812001301636400 

1.883 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.014 

2.69 

0.080 

0.05 

0.01 

0.00 

0.00 

0.00 

0.26 

0.17 

0.18 

0.004 

0.29 

0.44 







Non-command 

Younger Alluvium 

0.870 

2.69 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.32 

0.21 

0.19 

0.004 

0.25 

0.38 


Moondiya Khurd 

0812001301647000 

3.179 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.179 

1.29 

0.080 

0.03 

0.00 

0.00 

0.00 

0.01 

0.35 

0.23 

0.09 

0.013 

0.53 

0.81 


Moondli 

0812001201618400 

6.402 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.900 

2.60 

0.080 

0.11 

0.01 

0.00 

0.00 

0.00 

0.91 

0.59 

0.41 

0.026 

0.33 

0.51 







Non-command 

Younger Alluvium 

0.056 

2.60 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.00 

0.01 


Murlipura 

0812000808129057 

1.120 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.398 

-0.68 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.002 

0.19 

0.28 







Non-command 

Quartzite 

0.722 

-0.68 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.004 

0.34 

0.51 


Murlipura @ Mishra Ka 

0812000801554900 

0.341 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.341 

-1.96 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.002 

0.53 

0.66 


Nagal Narhar 

0822000302626800 

3.903 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.807 

0.49 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.05 

0.003 

0.11 

0.15 







Non-command 

Phyllite & Schist 

2.096 

0.49 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.09 

0.007 

0.29 

0.38 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.918 

0.49 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.04 

0.003 

0.13 

0.17 







Non-command 

Phyllite & Schist 

0.017 

0.49 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nagariyawala 

0812000808129096 

3.641 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.641 

-0.99 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.018 

0.53 

0.66 


Nai Ka Mahadeo 

0812001201621800 

3.208 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.016 

-1.43 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

0.271 

-1.43 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.05 

0.07 


Nainwa 

0812001301647400 

4.248 

Saline 

Non-command 

Non-command 

Quartzite 

3.299 

1.95 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.10 

0.03 

0.014 

0.41 

0.59 


Nainwa Ki Dhani 

0812001301650400 

0.700 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.125 

-0.27 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.001 

0.09 

0.14 







Non-command 

Younger Alluvium 

0.392 

-0.27 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.002 

0.30 

0.45 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.184 

-0.27 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.001 

0.14 

0.21 


Nanakpura @ Hema Ki Na 

0812000801557100 

2.380 

Saline 

Non-command 

Non-command 

Quartzite 

2.380 

-0.20 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.012 

0.53 

0.74 


Nandgaon Basri 

0812001301650500 

2.353 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.353 

0.21 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.13 

0.010 

0.53 

0.81 


Nandkishorpura 

0812001301656900 

1.098 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.026 

0.52 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.004 

0.51 

0.73 







Non-command 

Younger Alluvium 

0.073 

0.52 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.04 

0.05 


Nandkishorpura_manya 

0812000808129030 

1.857 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

-1.81 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nandlalpura 

0812001301651000 

2.035 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.845 

1.06 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.25 

0.16 

0.37 

0.008 

0.48 

0.73 







Non-command 

Younger Alluvium 

0.190 

1.06 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.05 

0.001 

0.05 

0.08 


Nangal Kama 

0812001201618900 

1.041 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.059 

2.16 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.03 

0.05 


Nangal Lar 

0812001301652100 

1.044 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.051 

0.43 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.04 







Non-command 

Younger Alluvium 

0.992 

0.43 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.09 

0.004 

0.51 

0.75 


Nangal Pooran 

0812001301638100 

3.826 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.380 

1.87 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.02 

0.002 

0.05 

0.08 







Non-command 

Quartzite 

0.016 

1.87 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.026 

1.87 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 







Non-command 

Quartzite 

3.404 

1.87 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.06 

0.014 

0.47 

0.71 


NangalJaisa_bohra 

0812000908129064 

5.591 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.666 

-0.37 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.004 

0.06 

0.07 


Nanjipura 

0812001301630200 

0.748 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.748 

-0.16 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.003 

0.53 

0.74 


Narharpura 

0812001301640800 

2.766 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.766 

0.95 

0.080 

0.06 

0.01 

0.00 

0.00 

0.00 

0.26 

0.17 

0.23 

0.012 

0.53 

0.81 


Narottampura 

0812001301653200 

4.269 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.748 

0.11 

0.080 

0.23 

0.01 

0.00 

0.00 

0.00 

0.25 

0.16 

0.91 

0.016 

0.47 

0.73 


Narpatpura @ Haripura 

0812001301633000 

2.175 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.173 

3.16 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.02 

0.001 

0.04 

0.06 







Non-command 

Younger Alluvium 

2.001 

3.16 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.81 

0.53 

0.24 

0.008 

0.49 

0.75 


Narsinghpura 

0812001301652600 

3.114 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.114 

0.58 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.22 

0.15 

0.30 

0.013 

0.53 

0.80 


Narsinghpura_raksa 

0812000808129049 

1.649 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.173 

-0.78 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.006 

0.37 

0.54 







Non-command 

Quartzite 

0.476 

-0.78 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.15 

0.22 


Narya Ka Bas 

0812001301630300 

0.985 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.985 

0.05 

0.080 

0.07 

0.01 

0.00 

0.00 

0.00 

0.06 

0.05 

0.27 

0.004 

0.53 

0.75 


Nayagaon 

0812001201617100 

1.768 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.768 

-0.69 

0.080 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.53 

0.012 

0.55 

0.85 


Nayla 

0812001101603000 

7.797 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

7.705 

0.01 

0.200 

0.22 

0.01 

0.00 

0.00 

0.00 

0.22 

0.14 

0.81 

0.038 

0.52 

0.85 


Nenoopura 

0812001301653100 

3.854 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.854 

1.46 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.52 

0.34 

0.27 

0.016 

0.53 

0.81 


Nimodiya 

0812001301637700 

10.368 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.822 

2.92 

0.080 

0.08 

0.01 

0.00 

0.00 

0.02 

0.94 

0.61 

0.31 

0.016 

0.20 

0.30 







Non-command 

Younger Alluvium 

6.546 

2.92 

0.120 

0.18 

0.03 

0.00 

0.00 

0.00 

2.44 

1.59 

0.67 

0.027 

0.33 

0.51 


Pachoora 

0812001301631500 

1.517 

Saline 

Non-command 

Non-command 

Quartzite 

1.517 

0.15 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.006 

0.53 

0.78 


Palawala Jatan 

0812001201617600 

2.269 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.263 

0.14 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.26 

0.009 

0.31 

0.47 


Papar 

0812001101602700 

13.854 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.704 

0.09 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.004 

0.03 

0.05 







Non-command 

Quartzite 

1.212 

0.09 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.006 

0.05 

0.08 


Parmanandpura @ Mandal 

0812001301658400 

1.795 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.348 

0.39 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.18 

0.006 

0.42 

0.61 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.39 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Peeliya 

0812001201617500 

7.314 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.607 

-0.46 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.004 

0.05 

0.07 


Peepla Bai 

0812001201612200 

3.550 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.550 

1.23 

0.150 

0.08 

0.00 

0.00 

0.00 

0.01 

0.73 

0.47 

0.29 

0.024 

0.54 

0.83 


Peeplyabai Ka Barh 

0812001301632300 

0.472 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.472 

1.10 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.08 

0.002 

0.53 

0.82 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Mansar Kheri 

0812001201610700 

0.20 

0.58 

- 

0.58 

0.01 

0.59 

0.06 

0.60 

0.07 

0.0400 

- 

- 

- 

0.040 

0.108 

0.700 

0.070 

0.630 

0.983 

156.12 

Over Exploited 

Mathurawala 

0812000801556700 

0.14 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.014 

340.91 

Over Exploited 



0.14 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.14 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.010 

0.011 

105.80 

Over Exploited 



0.06 

0.03 

- 

0.03 

- 

0.03 

0.04 

0.36 

0.00 

- 

- 

- 

- 

- 

0.003 

0.030 

0.003 

0.027 

0.014 

51.57 

Safe 

Meeno Ka Barh 

0812001101602900 

0.22 

0.17 

- 

0.17 

0.01 

0.18 

0.06 

0.53 

0.02 

0.0200 

- 

- 

0.001 

0.021 

0.042 

0.224 

0.022 

0.202 

0.453 

224.31 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.025 

2,499.70 

Over Exploited 

Meerapura 

0812001301645000 

0.12 

0.15 

68.91 

0.18 

0.01 

0.19 

0.06 

0.58 

- 

- 

- 

- 

0.012 

0.012 

0.012 

0.200 

0.010 

0.190 

0.053 

27.91 

Safe 

Mohammadpura 

0812001301650300 

0.12 

0.02 

- 

0.02 

0.00 

0.02 

0.02 

0.20 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.022 

0.002 

0.020 

0.039 

196.85 

Over Exploited 



0.06 

0.03 

- 

0.03 

0.00 

0.03 

0.04 

0.38 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.032 

0.003 

0.028 

0.046 

160.89 

Over Exploited 

Mohanpura 

0812000801554100 

0.14 

0.29 

- 

0.29 

0.01 

0.30 

0.05 

0.47 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.307 

0.031 

0.277 

0.247 

89.39 

Semi Critical 


0812001201615600 

0.12 

0.16 

- 

0.16 

0.01 

0.17 

0.06 

0.59 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.202 

0.020 

0.182 

0.758 

417.30 

Over Exploited 

Moondaheri 

0812001301636400 

0.12 

0.03 

383.81 

0.04 

0.01 

0.05 

0.03 

0.32 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.072 

0.004 

0.069 

0.188 

274.50 

Over Exploited 



0.20 

0.04 

390.37 

0.05 

0.01 

0.06 

0.03 

0.27 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.081 

0.004 

0.077 

0.189 

244.13 

Over Exploited 

Moondiya Khurd 

0812001301647000 

0.12 

0.20 

12.98 

0.23 

0.01 

0.24 

0.06 

0.59 

- 

0.0100 

- 

- 

0.013 

0.023 

0.023 

0.259 

0.013 

0.247 

0.099 

40.30 

Safe 

Moondli 

0812001201618400 

0.12 

0.15 

284.09 

0.19 

0.01 

0.20 

0.04 

0.37 

- 

0.0500 

- 

- 

0.003 

0.053 

0.053 

0.251 

0.013 

0.238 

0.434 

182.40 

Over Exploited 



0.20 

0.00 

26,919.28 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Murlipura 

0812000808129057 

0.20 

0.01 

- 

0.01 

0.00 

0.01 

0.02 

0.21 

0.00 

- 

- 

- 

0.000 

0.000 

0.002 

0.017 

0.002 

0.015 

0.033 

216.74 

Over Exploited 



0.06 

0.01 

- 

0.01 

- 

0.01 

0.04 

0.38 

0.00 

- 

- 

- 

- 

- 

0.002 

0.016 

0.002 

0.015 

0.042 

282.00 

Over Exploited 

Murlipura @ Mishra Ka 

0812000801554900 

0.14 

0.03 

- 

0.03 

- 

0.03 

0.06 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.035 

0.004 

0.032 

0.187 

584.82 

Over Exploited 

Nagal Narhar 

0822000302626800 

0.20 

0.02 

110.68 

0.02 

- 

0.02 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.032 

0.002 

0.030 

0.057 

189.79 

Over Exploited 



0.12 

0.07 

(46.77) 

0.06 

- 

0.06 

0.03 

0.32 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.068 

0.003 

0.065 

0.101 

156.93 

Over Exploited 



0.20 

0.02 

51.30 

0.03 

- 

0.03 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.028 

0.001 

0.026 

0.039 

148.37 

Over Exploited 



0.12 

0.00 

3,858.42 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nagariyawala 

0812000808129096 

0.14 

0.27 

- 

0.27 

- 

0.27 

0.06 

0.59 

- 

- 

- 

- 

- 

- 

- 

0.272 

0.027 

0.245 

0.090 

36.84 

Safe 

Nai Ka Mahadeo 

0812001201621800 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.002 

365.24 

Over Exploited 

Nainwa 

0812001301647400 

0.06 

0.08 

17.72 

0.10 

0.00 

0.10 

0.04 

0.45 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.100 

0.005 

0.095 

0.043 

45.16 

Safe 

Nainwa Ki Dhani 

0812001301650400 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.044 

3,419.99 

Over Exploited 



0.20 

0.02 

- 

0.02 

0.01 

0.03 

0.03 

0.33 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.053 

0.005 

0.048 

0.160 

333.60 

Over Exploited 



0.12 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.037 

1,335.94 

Over Exploited 

Nanakpura @ Hema Ki Na 

0812000801557100 

0.06 

0.08 

- 

0.08 

0.00 

0.08 

0.06 

0.59 

0.01 

- 

- 

- 

0.001 

0.001 

0.010 

0.087 

0.009 

0.078 

0.016 

20.33 

Safe 

Nandgaon Basri 

0812001301650500 

0.20 

0.25 

(73.96) 

0.20 

0.00 

0.20 

0.06 

0.59 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.212 

0.011 

0.201 

0.142 

70.52 

Semi Critical 

Nandkishorpura 

0812001301656900 

0.07 

0.04 

(65.37) 

0.03 

- 

0.03 

0.05 

0.56 

- 

- 

- 

- 

- 

- 

- 

0.029 

0.001 

0.028 

0.040 

145.76 

Over Exploited 



0.20 

0.00 

489.06 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.008 

1,384.52 

Over Exploited 

Nandkishorpura_manya 

0812000808129030 

0.14 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nandlalpura 

0812001301651000 

0.12 

0.11 

51.46 

0.13 

0.00 

0.13 

0.05 

0.53 

- 

0.0400 

- 

- 

0.000 

0.040 

0.040 

0.168 

0.008 

0.160 

0.375 

234.38 

Over Exploited 



0.20 

0.00 

1,090.50 

0.00 

- 

0.00 

0.01 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.012 

0.054 

461.98 

Over Exploited 

Nangal Kama 

0812001201618900 

0.12 

0.00 

2,970.75 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

5,059.83 

Over Exploited 

Nangal Lar 

0812001301652100 

0.12 

0.00 

644.07 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.10 

(51.90) 

0.08 

- 

0.08 

0.05 

0.56 

- 

- 

- 

- 

- 

- 

- 

0.081 

0.004 

0.077 

0.096 

125.49 

Over Exploited 

Nangal Pooran 

0812001301638100 

0.12 

0.00 

1,741.79 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.024 

862.46 

Over Exploited 



0.06 

0.00 

18,056.63 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.00 

22,380.33 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.10 

1.06 

0.10 

- 

0.10 

0.05 

0.52 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.107 

0.005 

0.102 

0.075 

73.86 

Semi Critical 

NangalJaisa_bohra 

0812000908129064 

0.22 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.009 

0.080 

850.43 

Over Exploited 

Nanjipura 

0812001301630200 

0.12 

0.05 

- 

0.05 

- 

0.05 

0.06 

0.59 

- 

- 

- 

- 

- 

- 

- 

0.048 

0.005 

0.043 

0.035 

81.97 

Semi Critical 

Narharpura 

0812001301640800 

0.12 

0.18 

(3.30) 

0.17 

0.01 

0.18 

0.06 

0.59 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.213 

0.011 

0.202 

0.239 

117.89 

Over Exploited 

Narottampura 

0812001301653200 

0.12 

0.21 

(23.41) 

0.17 

0.01 

0.18 

0.05 

0.52 

- 

0.0300 

- 

- 

0.004 

0.034 

0.034 

0.217 

0.011 

0.206 

0.923 

448.46 

Over Exploited 

Narpatpura @ Haripura 

0812001301633000 

0.12 

0.00 

3,891.90 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.023 

2,254.54 

Over Exploited 



0.20 

0.20 

169.76 

0.24 

0.01 

0.25 

0.05 

0.54 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.276 

0.014 

0.262 

0.246 

94.09 

Critical 

Narsinghpura 

0812001301652600 

0.12 

0.20 

(25.69) 

0.16 

0.00 

0.16 

0.06 

0.59 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.172 

0.009 

0.164 

0.315 

192.69 

Over Exploited 

Narsinghpura_raksa 

0812000808129049 

0.20 

0.09 

- 

0.09 

0.00 

0.09 

0.04 

0.42 

0.01 

- 

- 

- 

0.000 

0.000 

0.010 

0.098 

0.010 

0.089 

0.068 

76.53 

Semi Critical 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.02 

0.17 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.004 

0.012 

283.77 

Over Exploited 

Narya Ka Bas 

0812001301630300 

0.12 

0.06 

(27.28) 

0.05 

0.01 

0.06 

0.06 

0.59 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.090 

0.005 

0.086 

0.276 

322.38 

Over Exploited 

Nayagaon 

0812001201617100 

0.12 

0.12 

- 

0.12 

0.01 

0.13 

0.06 

0.61 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.147 

0.015 

0.133 

0.542 

409.01 

Over Exploited 

Nayla 

0812001101603000 

0.22 

0.88 

(84.51) 

0.70 

0.01 

0.71 

0.06 

0.58 

0.11 

0.0300 

- 

- 

- 

0.030 

0.139 

0.852 

0.043 

0.810 

0.849 

104.91 

Over Exploited 

Nenoopura 

0812001301653100 

0.12 

0.25 

37.95 

0.30 

0.00 

0.30 

0.06 

0.59 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.308 

0.015 

0.293 

0.286 

97.74 

Critical 

Nimodiya 

0812001301637700 

0.12 

0.09 

586.35 

0.11 

0.03 

0.14 

0.02 

0.22 

- 

0.0400 

- 

- 

0.031 

0.071 

0.071 

0.209 

0.010 

0.198 

0.329 

165.94 

Over Exploited 



0.20 

0.44 

264.00 

0.52 

0.03 

0.56 

0.04 

0.37 

- 

0.0800 

- 

- 

0.001 

0.081 

0.081 

0.636 

0.032 

0.605 

0.700 

115.86 

Over Exploited 

Pachoora 

0812001301631500 

0.06 

0.05 

(80.11) 

0.04 

0.00 

0.04 

0.06 

0.59 

0.01 

- 

- 

- 

0.001 

0.001 

0.006 

0.045 

0.002 

0.043 

0.042 

99.04 

Critical 

Palawala Jatan 

0812001201617600 

0.12 

0.05 

18.32 

0.05 

0.00 

0.05 

0.03 

0.34 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.065 

0.003 

0.062 

0.268 

434.54 

Over Exploited 

Papar 

0812001101602700 

0.22 

0.00 

214.47 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.005 

0.030 

541.67 

Over Exploited 



0.08 

0.00 

59.67 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.035 

596.53 

Over Exploited 

Parmanandpura @ Mandal 

0812001301658400 

0.12 

0.07 

(7.17) 

0.06 

- 

0.06 

0.04 

0.46 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.073 

0.004 

0.069 

0.190 

274.23 

Over Exploited 



0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Peeliya 

0812001201617500 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.192 

1,601.51 

Over Exploited 

Peepla Bai 

0812001201612200 

0.20 

0.38 

24.31 

0.46 

0.01 

0.46 

0.06 

0.60 

0.04 

0.0100 

- 

- 

0.011 

0.021 

0.064 

0.528 

0.026 

0.501 

0.314 

62.64 

Safe 

Peeplyabai Ka Barh 

0812001301632300 

0.20 

0.05 

6.26 

0.05 

- 

0.05 

0.06 

0.59 

0.01 

- 

- 

- 

- 

- 

0.006 

0.059 

0.003 

0.056 

0.081 

143.83 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Phalyawas 

081200120161390C 

6.102 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.026 

-0.29 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

6.077 

-0.29 

0.150 

0.34 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.30 

0.041 

0.54 

0.85 


Philsan Biharipura 

081200120161470C 

3.613 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.295 

-0.78 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.016 

0.35 

0.54 







Non-command 

Younger Alluvium 

0.778 

-0.78 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.005 

0.12 

0.18 


Prahladpura 

081200080155720C 

2.939 

Saline 

Non-command 

Non-command 

Quartzite 

2.939 

-0.61 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.015 

0.53 

0.75 


Prahladpura @ Damakpur 

081200130164140C 

0.950 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.543 

0.00 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.002 

0.30 

0.43 


Prithvi Pura 

081200130165220C 

1.117 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.085 

0.46 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.02 

0.005 

0.52 

0.77 







Non-command 

Younger Alluvium 

0.032 

0.46 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Puroshottampura @aleew 

081200130164100C 

3.439 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.270 

0.67 

0.080 

0.06 

0.01 

0.00 

0.00 

0.00 

0.22 

0.15 

0.22 

0.014 

0.50 

0.76 


Radoli 

0812001301636000 

2.746 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.746 

1.50 

0.080 

0.38 

0.06 

0.00 

0.00 

0.01 

0.64 

0.42 

1.51 

0.012 

0.53 

0.81 


Raghopura 

0812001301650600 

4.591 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.591 

0.45 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.31 

0.20 

0.25 

0.019 

0.53 

0.81 


Raghunandanpura @ Kank 

0812001301648800 

2.381 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.305 

-0.21 

0.080 

0.08 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.31 

0.010 

0.52 

0.72 







Non-command 

Phyllite & Schist 

0.077 

-0.21 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.02 


Raipuriya Khurd 

0812001301638200 

2.072 

Saline 

Non-command 

Non-command 

Quartzite 

2.072 

1.28 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.06 

0.04 

0.05 

0.009 

0.53 

0.80 


Rajpura 

0812001201613800 

2.332 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.245 

-0.47 

0.080 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.015 

0.53 

0.82 







Non-command 

Younger Alluvium 

0.087 

-0.47 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.02 

0.03 


Ralawata 

0812001201611800 

1.951 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.04 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

1.951 

0.04 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.12 

0.013 

0.53 

0.82 



0812001301652000 

1.484 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.248 

0.41 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.05 

0.001 

0.09 

0.13 







Non-command 

Younger Alluvium 

1.236 

0.41 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.14 

0.09 

0.36 

0.005 

0.44 

0.66 


Ram Kishanpura @ Thoon 

0812001301633200 

1.424 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.230 

2.90 

0.080 

0.12 

0.02 

0.00 

0.00 

0.00 

0.39 

0.25 

0.48 

0.005 

0.46 

0.71 







Non-command 

Younger Alluvium 

0.194 

2.90 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.09 

0.001 

0.07 

0.11 


Ramchandpura 

0812000801555200 

2.731 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.731 

-1.77 

0.100 

0.14 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.53 

0.014 

0.53 

0.69 


Ramchandrapura 

0812001301653800 

2.014 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.151 

0.23 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.001 

0.04 

0.06 


Ramji Pura 

0812001101603100 

2.151 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.151 

-0.02 

0.200 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.69 

0.011 

0.52 

0.86 


Ramlaxman Pura @ Thoon 

0812001301637200 

2.182 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.922 

1.24 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.08 

0.004 

0.22 

0.34 







Non-command 

Younger Alluvium 

1.260 

1.24 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.21 

0.14 

0.12 

0.005 

0.31 

0.47 


Ramnagariya 

0812000808129001 

1.426 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.351 

-0.74 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.007 

0.50 

0.69 







Non-command 

Younger Alluvium 

0.075 

-0.74 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.04 


Ramniwas 

0812001301650700 

5.253 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.253 

0.76 

0.120 

0.16 

0.02 

0.00 

0.00 

0.03 

0.59 

0.38 

0.62 

0.022 

0.53 

0.81 


Rampura @ Kanwarpura 

0812000801556600 

1.606 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.606 

-1.81 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.008 

0.53 

0.70 


Rampura Bas Goner 

0812001301631300 

1.847 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.001 

-0.01 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

1.846 

-0.01 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.008 

0.53 

0.78 


Rampura Bujurg 

0812001301640200 

2.550 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.550 

1.65 

0.080 

0.04 

0.01 

0.00 

0.00 

0.00 

0.36 

0.24 

0.14 

0.011 

0.53 

0.81 



0812001301647800 

1.784 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.054 

1.34 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.09 

0.004 

0.31 

0.48 







Non-command 

Quartzite 

0.730 

1.34 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.04 

0.003 

0.22 

0.33 


Rampurawas Doodhali 

0812001201615900 

1.698 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.698 

-0.82 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.012 

0.55 

0.85 


Ramrakhpura 

0812001201619100 

1.800 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.069 

2.05 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.02 

0.03 


Ramratanpura 

0812001201608400 

4.214 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.975 

0.18 

0.150 

0.07 

0.00 

0.00 

0.00 

0.01 

0.17 

0.10 

0.24 

0.027 

0.48 

0.82 


Ramsar Palawala 

0812001201610600 

3.577 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.577 

-0.17 

0.150 

0.26 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.01 

0.024 

0.53 

0.86 


Ramsinghpura 

0812001201610300 

4.089 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.089 

0.14 

0.150 

0.08 

0.00 

0.00 

0.00 

0.00 

0.17 

0.10 

0.28 

0.028 

0.51 

0.87 


Ramsinghpura_bas_sanga 

0812000808129011 

3.594 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.567 

-1.24 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.018 

0.53 

0.65 


Ramzanipura 

0812001301633700 

5.001 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.436 

2.61 

0.080 

0.08 

0.01 

0.00 

0.00 

0.00 

1.00 

0.64 

0.28 

0.019 

0.48 

0.74 


Ranipura 

0812001301630000 

0.277 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.272 

-0.09 

0.080 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.001 

0.52 

0.72 







Non-command 

Quartzite 

0.005 

-0.09 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Raniyawas 

0812001101602400 

4.496 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.894 

0.08 

0.200 

0.11 

0.01 

0.00 

0.00 

0.00 

0.13 

0.08 

0.42 

0.009 

0.22 

0.36 


Rasoolpura 

0812001301645100 

4.218 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.161 

1.84 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.12 

0.08 

0.005 

0.15 

0.22 


Ratanpura 

0812001201614000 

3.483 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.713 

-0.50 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.012 

0.27 

0.42 







Non-command 

Younger Alluvium 

1.770 

-0.50 

0.150 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.012 

0.28 

0.43 


Rohtaspura 

0812001201615700 

1.712 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.712 

-0.76 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.012 

0.55 

0.85 


Roopaheri Kalan 

0812001301634000 

5.703 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.015 

2.15 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Roopaheri Khurd With Bapugaon 

0812001301636700 

9.229 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.594 

1.63 

0.080 

0.16 

0.02 

0.00 

0.00 

0.00 

0.74 

0.48 

0.61 

0.019 

0.26 

0.40 







Non-command 

Younger Alluvium 

4.635 

1.63 

0.120 

0.19 

0.03 

0.00 

0.00 

0.02 

1.05 

0.69 

0.74 

0.019 

0.27 

0.41 


Roopniwas@thooni 

0812001301639000 

1.179 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.034 

3.01 

0.080 

0.02 

0.00 

0.00 

0.00 

0.01 

0.26 

0.17 

0.07 

0.004 

0.46 

0.71 







Non-command 

Quartzite 

0.144 

3.01 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.06 

0.10 


Rooppura 

0812001201612000 

2.873 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.873 

0.31 

0.150 

0.17 

0.01 

0.00 

0.00 

0.00 

0.29 

0.19 

0.64 

0.019 

0.53 

0.84 


Sadarampura 

0812001301643000 

1.580 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.901 

1.71 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.05 

0.004 

0.30 

0.46 


Sadashivpura @ Yarlipu 

0812001301638500 

3.596 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.596 

0.31 

0.080 

0.14 

0.02 

0.00 

0.00 

0.01 

0.20 

0.13 

0.55 

0.015 

0.53 

0.80 


Saipura 

0812000808129016 

4.180 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.011 

-0.81 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Salagrampura 

0812001301638800 

2.060 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.060 

2.29 

0.080 

0.07 

0.01 

0.00 

0.00 

0.01 

0.43 

0.28 

0.26 

0.009 

0.53 

0.81 


Salgirampura 

0812000801556100 

1.431 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.431 

-0.95 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.007 

0.53 

0.77 


Sambhariya 

0812001201612700 

8.396 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.747 

2.75 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.65 

0.43 

0.16 

0.019 

0.18 

0.27 







Non-command 

Younger Alluvium 

5.650 

2.75 

0.150 

0.11 

0.01 

0.00 

0.00 

0.00 

2.43 

1.59 

0.40 

0.038 

0.36 

0.56 


Sanganer 

0812001041210000 

67.407 

Fresh 

Non-command 

Non-command 

Older Alluvium 

51.225 

-0.01 

0.100 

6.03 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.03 

17.580 

0.41 

0.48 







Non-command 

Younger Alluvium 

7.672 

-0.01 

0.120 

0.90 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

2.633 

0.06 

0.07 







Non-command 

Quartzite 

0.068 

-0.01 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.023 

0.00 

0.00 


Sankh Shyopuri 

0812001201611700 

4.684 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.684 

-0.05 

0.150 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.032 

0.53 

0.84 


Sanpla 

0812001301649800 

3.516 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.319 

-0.29 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.006 

0.20 

0.29 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Phalyawas 

0812001201613900 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.65 

- 

0.65 

0.02 

0.67 

0.06 

0.60 

0.07 

0.0500 

- 

- 

0.003 

0.053 

0.127 

0.800 

0.080 

0.720 

1.344 

186.60 

Over Exploited 

Philsan Biharipura 

0812001201614700 

0.12 

0.08 

- 

0.08 

- 

0.08 

0.04 

0.39 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.095 

0.009 

0.085 

0.195 

228.28 

Over Exploited 



0.20 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.018 

0.002 

0.017 

0.072 

434.32 

Over Exploited 

Prahladpura 

0812000801557200 

0.06 

0.09 

- 

0.09 

0.00 

0.10 

0.06 

0.59 

0.01 

- 

- 

- 

0.004 

0.004 

0.014 

0.110 

0.011 

0.099 

0.022 

21.86 

Safe 

Prahladpura @ Damakpur 

0812001301641400 

0.12 

0.02 

(63.52) 

0.02 

- 

0.02 

0.03 

0.34 

- 

- 

- 

- 

- 

- 

- 

0.016 

0.001 

0.015 

0.024 

161.87 

Over Exploited 

Prithvi Pura 

0812001301652200 

0.12 

0.07 

(51.87) 

0.05 

0.00 

0.05 

0.06 

0.57 

- 

- 

- 

- 

0.001 

0.002 

0.002 

0.056 

0.003 

0.054 

0.027 

49.49 

Safe 



0.20 

0.00 

1,046.28 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Puroshottampura @aleew 

0812001301641000 

0.12 

0.20 

(26.05) 

0.16 

0.01 

0.17 

0.05 

0.56 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.196 

0.010 

0.186 

0.230 

123.30 

Over Exploited 

Radoli 

0812001301636000 

0.12 

0.18 

139.10 

0.21 

0.07 

0.28 

0.06 

0.59 

- 

0.1700 

- 

- 

0.013 

0.183 

0.183 

0.462 

0.023 

0.439 

1.524 

347.28 

Over Exploited 

Raghopura 

0812001301650600 

0.20 

0.49 

(58.81) 

0.39 

0.01 

0.40 

0.06 

0.59 

- 

0.0300 

- 

- 

0.005 

0.035 

0.035 

0.437 

0.022 

0.415 

0.270 

65.07 

Safe 

Raghunandanpura @ Kank 

0812001301648800 

0.12 

0.14 

- 

0.14 

0.02 

0.16 

0.05 

0.57 

- 

0.0300 

- 

- 

0.008 

0.038 

0.038 

0.196 

0.020 

0.177 

0.316 

178.80 

Over Exploited 



0.07 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

8,794.46 

Over Exploited 

Raipuriya Khurd 

0812001301638200 

0.06 

0.07 

(34.65) 

0.05 

0.01 

0.06 

0.06 

0.59 

- 

0.0100 

- 

- 

0.012 

0.022 

0.022 

0.083 

0.004 

0.079 

0.059 

74.37 

Semi Critical 

Raj pura 

0812001201613800 

0.12 

0.14 

- 

0.14 

0.01 

0.15 

0.06 

0.59 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.173 

0.017 

0.155 

0.465 

299.26 

Over Exploited 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.020 

6,035.16 

Over Exploited 

Ralawata 

0812001201611800 

0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.21 

(87.01) 

0.17 

0.00 

0.17 

0.06 

0.59 

0.02 

- 

- 

- 

0.002 

0.002 

0.027 

0.193 

0.010 

0.183 

0.131 

71.52 

Semi Critical 


0812001301652000 

0.12 

0.00 

346.28 

0.00 

0.00 

0.00 

0.01 

0.10 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.015 

0.001 

0.014 

0.055 

399.55 

Over Exploited 



0.20 

0.11 

(13.92) 

0.09 

0.01 

0.10 

0.05 

0.49 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.144 

0.007 

0.137 

0.361 

263.30 

Over Exploited 

Ram Kishanpura @ Thoon 

0812001301633200 

0.12 

0.07 

268.96 

0.08 

0.02 

0.10 

0.05 

0.51 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.152 

0.008 

0.144 

0.480 

332.68 

Over Exploited 



0.20 

0.00 

1,926.69 

0.00 

- 

0.00 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.013 

0.093 

729.81 

Over Exploited 

Ramchandpura 

0812000801555200 

0.14 

0.20 

- 

0.20 

0.02 

0.22 

0.06 

0.59 

0.02 

0.0200 

- 

- 

0.017 

0.037 

0.060 

0.285 

0.028 

0.256 

0.543 

211.83 

Over Exploited 

Ramchandrapura 

0812001301653800 

0.12 

0.00 

970.82 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.044 

2,476.15 

Over Exploited 

Ramji Pura 

0812001101603100 

0.22 

0.25 

- 

0.25 

0.01 

0.26 

0.07 

0.59 

0.03 

0.0300 

- 

- 

- 

0.030 

0.061 

0.318 

0.032 

0.286 

0.705 

246.44 

Over Exploited 

Ramlaxman Pura @ Thoon 

0812001301637200 

0.12 

0.02 

185.82 

0.03 

0.00 

0.03 

0.02 

0.25 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.046 

0.002 

0.044 

0.080 

182.79 

Over Exploited 



0.20 

0.08 

80.27 

0.09 

0.00 

0.10 

0.03 

0.34 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.111 

0.006 

0.106 

0.124 

117.54 

Over Exploited 

Ramnagariya 

0812000808129001 

0.14 

0.09 

- 

0.09 

0.00 

0.09 

0.06 

0.56 

0.01 

- 

- 

- 

0.000 

0.000 

0.011 

0.106 

0.011 

0.096 

0.054 

56.20 

Safe 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ramniwas 

0812001301650700 

0.20 

0.56 

(30.98) 

0.44 

0.05 

0.50 

0.06 

0.59 

- 

0.0700 

- 

- 

0.050 

0.120 

0.120 

0.617 

0.031 

0.586 

0.642 

109.48 

Over Exploited 

Rampura @ Kanwarpura 

0812000801556600 

0.14 

0.12 

- 

0.12 

- 

0.12 

0.06 

0.59 

0.01 

0.0100 

- 

- 

- 

0.010 

0.023 

0.143 

0.014 

0.129 

0.188 

146.13 

Over Exploited 

Rampura Bas Goner 

0812001301631300 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.06 

- 

0.06 

- 

0.06 

0.06 

0.59 

0.01 

- 

- 

- 

- 

- 

0.007 

0.065 

0.007 

0.059 

0.069 

116.87 

Over Exploited 

Rampura Bujurg 

0812001301640200 

0.12 

0.16 

45.34 

0.19 

0.01 

0.21 

0.06 

0.59 

- 

0.0200 

- 

- 

0.007 

0.027 

0.027 

0.235 

0.012 

0.223 

0.151 

67.51 

Safe 


0812001301647800 

0.12 

0.04 

118.91 

0.05 

0.00 

0.05 

0.03 

0.35 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.061 

0.003 

0.058 

0.094 

164.00 

Over Exploited 



0.06 

0.01 

65.83 

0.01 

0.01 

0.02 

0.02 

0.24 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.025 

0.001 

0.024 

0.039 

162.28 

Over Exploited 

Rampurawas Doodhali 

0812001201615900 

0.12 

0.11 

- 

0.11 

- 

0.11 

0.06 

0.61 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.123 

0.012 

0.110 

0.283 

255.91 

Over Exploited 

Ramrakhpura 

0812001201619100 

0.12 

0.00 

3,207.14 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.006 

0.000 

0.006 

0.012 

205.39 

Over Exploited 

Ramratanpura 

0812001201608400 

0.20 

0.38 

(73.94) 

0.31 

0.01 

0.31 

0.06 

0.54 

0.05 

0.0100 

- 

- 

0.008 

0.018 

0.068 

0.380 

0.019 

0.361 

0.262 

72.55 

Semi Critical 

Ramsar Palawala 

0812001201610600 

0.20 

0.38 

- 

0.38 

0.01 

0.39 

0.06 

0.59 

0.05 

0.0400 

- 

- 

- 

0.040 

0.085 

0.473 

0.047 

0.426 

1.034 

242.71 

Over Exploited 

Ramsinghpura 

0812001201610300 

0.20 

0.42 

(76.79) 

0.33 

0.00 

0.33 

0.07 

0.58 

0.05 

0.0100 

- 

- 

0.001 

0.011 

0.065 

0.399 

0.020 

0.379 

0.311 

81.99 

Semi Critical 

Ramsinghpura_bas_sanga 

0812000808129011 

0.14 

0.26 

- 

0.26 

0.00 

0.27 

0.06 

0.59 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.278 

0.028 

0.250 

0.294 

117.54 

Over Exploited 

Ramzanipura 

0812001301633700 

0.12 

0.25 

154.05 

0.30 

0.01 

0.31 

0.05 

0.53 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.345 

0.017 

0.327 

0.300 

91.54 

Critical 

Ranipura 

0812001301630000 

0.12 

0.02 

- 

0.02 

0.01 

0.03 

0.06 

0.58 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.047 

0.005 

0.042 

0.207 

489.63 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Raniyawas 

0812001101602400 

0.22 

0.09 

10,515.95 

0.08 

0.01 

0.09 

0.03 

0.25 

0.01 

0.0200 

- 

- 

- 

0.020 

0.031 

0.121 

0.006 

0.115 

0.431 

374.70 

Over Exploited 

Rasoolpura 

0812001301645100 

0.12 

0.02 

499.66 

0.02 

0.00 

0.03 

0.02 

0.16 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.046 

0.002 

0.044 

0.081 

185.87 

Over Exploited 

Ratanpura 

0812001201614000 

0.12 

0.06 

- 

0.06 

- 

0.06 

0.03 

0.30 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.065 

0.007 

0.059 

0.218 

370.41 

Over Exploited 



0.20 

0.10 

- 

0.10 

- 

0.10 

0.03 

0.31 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.108 

0.011 

0.098 

0.250 

256.27 

Over Exploited 

Rohtaspura 

0812001201615700 

0.12 

0.11 

- 

0.11 

- 

0.11 

0.06 

0.61 

- 

- 

- 

- 

- 

- 

- 

0.114 

0.011 

0.102 

0.099 

96.45 

Critical 

Roopaheri Kalan 

0812001301634000 

0.12 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.006 

0.000 

0.006 

0.000 

1.04 

Safe 

Roopaheri Khurd With Bapugaon 

0812001301636700 

0.12 

0.15 

231.91 

0.17 

0.02 

0.20 

0.03 

0.29 

- 

0.0700 

- 

- 

0.002 

0.072 

0.072 

0.267 

0.013 

0.254 

0.624 

245.84 

Over Exploited 



0.20 

0.25 

178.45 

0.30 

0.05 

0.34 

0.03 

0.30 

- 

0.0800 

- 

- 

0.024 

0.104 

0.104 

0.447 

0.022 

0.424 

0.758 

178.76 

Over Exploited 

Roopniwas@thooni 

0812001301639000 

0.12 

0.06 

197.91 

0.07 

0.01 

0.08 

0.05 

0.51 

- 

0.0100 

- 

- 

0.009 

0.019 

0.019 

0.094 

0.005 

0.089 

0.069 

77.67 

Semi Critical 



0.06 

0.00 

418.00 

0.00 

0.00 

0.00 

0.01 

0.07 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.011 

0.001 

0.010 

0.006 

53.53 

Safe 

Rooppura 

0812001201612000 

0.20 

0.31 

(38.64) 

0.25 

0.01 

0.26 

0.06 

0.60 

0.04 

0.0200 

- 

- 

- 

0.020 

0.056 

0.311 

0.016 

0.295 

0.657 

222.68 

Over Exploited 

Sadarampura 

0812001301643000 

0.12 

0.03 

168.38 

0.04 

0.00 

0.04 

0.03 

0.33 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.050 

0.002 

0.047 

0.058 

122.13 

Over Exploited 

Sadashivpura @ Yarlipu 

0812001301638500 

0.12 

0.23 

(42.53) 

0.18 

0.03 

0.21 

0.06 

0.59 

- 

0.0600 

- 

- 

0.016 

0.076 

0.076 

0.289 

0.014 

0.275 

0.566 

206.21 

Over Exploited 

Saipura 

0812000808129016 

0.14 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Salagrampura 

0812001301638800 

0.12 

0.13 

115.75 

0.16 

0.02 

0.17 

0.06 

0.59 

- 

0.0300 

- 

- 

0.008 

0.038 

0.038 

0.211 

0.011 

0.200 

0.268 

133.78 

Over Exploited 

Salgirampura 

0812000801556100 

0.14 

0.11 

- 

0.11 

- 

0.11 

0.06 

0.59 

0.01 

- 

- 

- 

- 

- 

0.012 

0.118 

0.012 

0.106 

0.067 

63.15 

Safe 

Sambhariya 

0812001201612700 

0.12 

0.06 

632.19 

0.07 

0.00 

0.07 

0.02 

0.20 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.098 

0.005 

0.093 

0.180 

193.60 

Over Exploited 



0.20 

0.41 

287.65 

0.49 

0.01 

0.50 

0.04 

0.40 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.551 

0.028 

0.524 

0.439 

83.87 

Semi Critical 

Sanganer 

0812001041210000 

0.14 

2.93 

- 

2.93 

0.01 

2.94 

0.05 

0.46 

0.35 

0.0400 

- 

- 

- 

0.040 

0.387 

3.322 

0.332 

2.990 

18.612 

622.54 

Over Exploited 



0.20 

0.08 

- 

0.08 

- 

0.08 

0.01 

0.07 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.104 

0.010 

0.094 

2.777 

2,955.21 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.023 

######### 

Over Exploited 

Sankh Shyopuri 

0812001201611700 

0.20 

0.50 

- 

0.50 

0.00 

0.50 

0.06 

0.59 

0.06 

0.0100 

- 

- 

0.002 

0.012 

0.071 

0.567 

0.057 

0.511 

0.219 

42.84 

Safe 

Sanpla 

0812001301649800 

0.20 

0.05 

- 

0.05 

- 

0.05 

0.02 

0.22 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.063 

0.006 

0.056 

0.125 

221.22 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.515 

-0.29 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.002 

0.08 

0.11 







Non-command 

Younger Alluvium 

1.682 

-0.29 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.007 

0.25 

0.38 


Santoshpura 

081200130163180C 

1.629 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.312 

0.39 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.001 

0.10 

0.15 







Non-command 

Younger Alluvium 

0.917 

0.39 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.09 

0.004 

0.30 

0.45 







Non-command 

Quartzite 

0.059 

0.39 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.017 

0.39 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Quartzite 

0.324 

0.39 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.11 

0.16 


Sanwaliya 

0812001301648500 

8.607 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.852 

-0.74 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.004 

0.05 

0.08 







Non-command 

Quartzite 

6.878 

-0.74 

0.020 

0.09 

0.01 

0.00 

0.00 

0.02 

0.00 

0.00 

0.34 

0.029 

0.42 

0.61 


Sanwant Ka Bas 

0812000801554400 

1.073 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.563 

-1.61 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.003 

0.28 

0.37 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.395 

-1.61 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.002 

0.20 

0.26 







Non-command 

Quartzite 

0.115 

-1.61 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.06 

0.08 


Sawai Jaisinghpura 

0812001301636200 

3.310 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.310 

1.85 

0.080 

0.12 

0.02 

0.00 

0.00 

0.01 

0.59 

0.38 

0.48 

0.014 

0.53 

0.82 


Seemlyawas Watka 

0812001301641600 

2.088 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.151 

-0.34 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.04 

0.05 


Seesyawas 

0812000801555600 

1.088 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.002 

-0.56 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

1.058 

-0.56 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.005 

0.51 

0.79 







Non-command 

Quartzite 

0.028 

-0.56 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Sevapura 

0812001201609300 

0.532 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.532 

-0.22 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.004 

0.53 

0.86 


Shakkar Khawada 

0812001301650000 

6.185 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.303 

-0.14 

0.120 

0.27 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

1.06 

0.022 

0.45 

0.68 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.258 

-0.14 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.02 

0.03 







Non-command 

Younger Alluvium 

0.625 

-0.14 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.003 

0.05 

0.08 


Shankarpura 

0812001201618500 

2.107 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.288 

2.44 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.01 

0.002 

0.07 

0.11 


Shikarpura 

0812000808129061 

2.669 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.528 

-1.07 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.003 

0.11 

0.13 


Shivdaspura 

0812001301630900 

8.316 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.194 

-0.01 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.02 







Non-command 

Quartzite 

0.383 

-0.01 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.02 

0.04 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

-0.01 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

7.739 

-0.01 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.032 

0.49 

0.72 


Shri Brijpura 

0812001301647600 

1.187 

Saline 

Non-command 

Non-command 

Quartzite 

1.187 

1.66 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.04 

0.005 

0.53 

0.79 


Shri Chandpura 

0812001301648900 

1.587 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

0.35 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.018 

0.35 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Phyllite & Schist 

1.569 

0.35 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.007 

0.53 

0.73 


Shri Jagdishpura 

0812001201612800 

2.846 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.819 

2.12 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.56 

0.36 

0.30 

0.019 

0.54 

0.83 


Shri Kishanpura 

0812000801555300 

4.144 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.389 

-1.39 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.017 

0.43 

0.57 







Non-command 

Younger Alluvium 

0.754 

-1.39 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.10 

0.13 



0812001301635400 

1.038 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.078 

1.43 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.04 

0.06 



0812001301642800 

1.260 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.029 

0.23 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Shri Nagar 

0812001301646900 

2.213 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.827 

1.26 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.02 

0.003 

0.20 

0.30 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.237 

1.26 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.02 

0.005 

0.30 

0.45 


Shri Niwaspura @ Ahira 

0812001301646800 

2.216 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.000 

1.18 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.00 

0.004 

0.24 

0.36 


Shri Raghunathpura 

0812001301657900 

1.087 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.753 

0.31 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.05 

0.003 

0.38 

0.57 


Shri Rajdhirajpura 

0822000302627100 

2.238 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.527 

0.84 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.01 

0.002 

0.13 

0.17 


Shri Ram Ki Nangal 

0812000801553500 

1.783 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.783 

-2.14 

0.100 

0.37 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.46 

0.009 

0.53 

0.66 


Shri Rampura 

0812001201611400 

3.566 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.566 

-0.02 

0.150 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.024 

0.52 

0.86 


Shri Rooppura 

0822000302628100 

0.973 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.021 

0.87 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Shri Sampatpura 

0812001301657400 

1.907 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.062 

0.47 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.09 

0.004 

0.30 

0.44 







Non-command 

Younger Alluvium 

0.839 

0.47 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.08 

0.004 

0.24 

0.35 





Saline 

Non-command 

Non-command 

Younger Alluvium 

0.006 

0.47 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Shri_govindpura 

0812000808129056 

1.403 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.403 

-0.63 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.007 

0.53 

0.69 


Shripura 

0812001301658200 

0.709 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.557 

0.33 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.10 

0.002 

0.44 

0.65 


Shyampura 

0812001201614900 

3.271 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.235 

-0.77 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.002 

0.04 

0.06 



0812001301652800 

1.875 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.875 

0.68 

0.080 

0.09 

0.00 

0.00 

0.00 

0.01 

0.18 

0.12 

0.37 

0.008 

0.54 

0.81 


Shyampura Buhariya 

0812000801554600 

1.744 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.655 

-1.71 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.008 

0.51 

0.65 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.089 

-1.71 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.03 

0.03 


Shyampura Kacholiya 

0812001201613700 

3.543 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.355 

-0.38 

0.080 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.70 

0.023 

0.52 

0.80 


Shyopur 

0812000808129048 

2.684 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.684 

-1.20 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.013 

0.53 

0.65 


Shyosinghpura @ Kallaw 

0812000801553700 

2.446 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.426 

-2.33 

0.100 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.72 

0.007 

0.31 

0.39 


Sindoli 

0812001201611500 

5.655 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.655 

-0.10 

0.150 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.49 

0.038 

0.52 

0.85 


Siroli 

0812000801555900 

7.640 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.036 

-0.42 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

6.435 

-0.42 

0.120 

0.34 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.31 

0.032 

0.44 

0.69 







Non-command 

Quartzite 

1.149 

-0.42 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.006 

0.08 

0.12 


Siroojyan 

0812001301639200 

1.707 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.707 

3.10 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.45 

0.29 

0.10 

0.007 

0.53 

0.81 


Sitapura 

0812000808129018 

1.916 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.916 

-1.92 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.010 

0.53 

0.66 


Sitarampura 

0812001301632900 

0.679 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.001 

3.15 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

0.678 

3.15 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.32 

0.21 

0.28 

0.003 

0.53 

0.82 


Soorat Rampura 

0822000302619400 

3.623 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.235 

0.21 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.03 

0.04 







Non-command 

Phyllite & Schist 

0.002 

0.21 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

0.013 

0.21 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.047 

0.21 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.12 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.004 

0.026 

605.58 

Over Exploited 



0.20 

0.09 

- 

0.09 

- 

0.09 

0.03 

0.28 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.095 

0.010 

0.086 

0.099 

115.31 

Over Exploited 

Santoshpura 

081200130163180C 

0.12 

0.00 

242.08 

0.00 

- 

0.00 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.005 

0.023 

490.95 

Over Exploited 



0.20 

0.05 

(24.86) 

0.04 

- 

0.04 

0.03 

0.33 

0.01 

- 

- 

- 

- 

- 

0.006 

0.050 

0.003 

0.048 

0.096 

201.10 

Over Exploited 



0.06 

0.00 

336.90 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.00 

2,601.24 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

(22.02) 

0.00 

- 

0.00 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.008 

468.71 

Over Exploited 

Sanwaliya 

0812001301648500 

0.12 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.002 

0.014 

0.070 

502.80 

Over Exploited 



0.06 

0.18 

- 

0.18 

0.03 

0.20 

0.04 

0.47 

- 

0.0400 

- 

- 

0.026 

0.066 

0.066 

0.268 

0.027 

0.241 

0.364 

150.90 

Over Exploited 

Sanwant Ka Bas 

0812000801554400 

0.14 

0.02 

- 

0.02 

- 

0.02 

0.03 

0.31 

- 

- 

- 

- 

- 

- 

- 

0.022 

0.002 

0.020 

0.127 

640.88 

Over Exploited 



0.14 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.22 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.010 

0.072 

737.81 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

2,138.86 

Over Exploited 

Sawai Jaisinghpura 

0812001301636200 

0.12 

0.21 

80.53 

0.25 

0.03 

0.28 

0.06 

0.59 

- 

0.0500 

- 

- 

0.009 

0.059 

0.059 

0.338 

0.017 

0.321 

0.489 

152.08 

Over Exploited 

Seemlyawas Watka 

0812001301641600 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.023 

3,610.93 

Over Exploited 

Seesyawas 

0812000801555600 

0.14 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.11 

- 

0.11 

- 

0.11 

0.06 

0.57 

0.01 

- 

- 

- 

- 

- 

0.013 

0.120 

0.012 

0.108 

0.029 

27.05 

Safe 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sevapura 

0812001201609300 

0.20 

0.06 

- 

0.06 

- 

0.06 

0.06 

0.59 

0.01 

- 

- 

- 

- 

- 

0.007 

0.063 

0.006 

0.057 

0.047 

82.04 

Semi Critical 

Shakkar Khawada 

0812001301650000 

0.20 

0.48 

- 

0.48 

0.04 

0.52 

0.05 

0.50 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

0.642 

0.064 

0.577 

1.078 

186.74 

Over Exploited 



0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.025 

4,077.80 

Over Exploited 



0.20 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.002 

0.015 

0.079 

523.70 

Over Exploited 

Shankarpura 

0812001201618500 

0.12 

0.00 

1,317.45 

0.00 

0.00 

0.00 

0.01 

0.08 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.005 

0.000 

0.005 

0.014 

301.29 

Over Exploited 

Shikarpura 

0812000808129061 

0.14 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.002 

0.016 

0.147 

914.62 

Over Exploited 

Shivdaspura 

0812001301630900 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.012 

4,094.56 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.016 

2,780.34 

Over Exploited 



0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.23 

- 

0.23 

0.01 

0.24 

0.05 

0.55 

0.03 

0.0300 

- 

- 

- 

0.030 

0.056 

0.295 

0.029 

0.265 

0.280 

105.77 

Over Exploited 

Shri Brijpura 

0812001301647600 

0.06 

0.04 

(15.58) 

0.03 

0.00 

0.03 

0.06 

0.59 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.037 

0.002 

0.035 

0.045 

129.30 

Over Exploited 

Shri Chandpura 

0812001301648900 

0.07 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.00 

2,791.11 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.06 

(91.94) 

0.05 

0.00 

0.05 

0.06 

0.59 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.051 

0.003 

0.049 

0.018 

35.98 

Safe 

Shri Jagdishpura 

0812001201612800 

0.12 

0.18 

98.87 

0.22 

0.00 

0.22 

0.06 

0.60 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.232 

0.012 

0.220 

0.318 

144.38 

Over Exploited 

Shri Kishanpura 

0812000801555300 

0.14 

0.21 

- 

0.21 

0.00 

0.21 

0.05 

0.48 

0.02 

- 

- 

- 

0.007 

0.008 

0.031 

0.242 

0.024 

0.218 

0.041 

18.78 

Safe 



0.20 

0.01 

- 

0.01 

0.00 

0.02 

0.01 

0.11 

0.00 

- 

- 

- 

0.001 

0.001 

0.003 

0.018 

0.002 

0.016 

0.004 

23.07 

Safe 


0812001301635400 

0.12 

0.00 

1,305.21 

0.00 

0.00 

0.00 

0.00 

0.05 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

0.011 

812.35 

Over Exploited 


0812001301642800 

0.12 

0.00 

624.45 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Shri Nagar 

0812001301646900 

0.12 

0.02 

213.12 

0.02 

- 

0.02 

0.02 

0.22 

- 

- 

- 

- 

- 

- 

- 

0.024 

0.001 

0.022 

0.025 

113.95 

Over Exploited 



0.12 

0.04 

101.96 

0.05 

- 

0.05 

0.03 

0.33 

- 

- 

- 

- 

- 

- 

- 

0.053 

0.003 

0.050 

0.023 

46.42 

Safe 

Shri Niwaspura @ Ahira 

0812001301646800 

0.12 

0.03 

116.49 

0.03 

- 

0.03 

0.03 

0.26 

- 

- 

- 

- 

- 

- 

- 

0.034 

0.002 

0.033 

0.004 

12.86 

Safe 

Shri Raghunathpura 

0812001301657900 

0.12 

0.03 

(44.24) 

0.03 

- 

0.03 

0.04 

0.42 

- 

- 

- 

- 

- 

- 

- 

0.028 

0.001 

0.026 

0.057 

217.30 

Over Exploited 

Shri Rajdhirajpura 

0822000302627100 

0.12 

0.01 

(81.33) 

0.01 

0.01 

0.01 

0.01 

0.14 

- 

- 

- 

- 

0.010 

0.010 

0.010 

0.024 

0.001 

0.022 

0.016 

70.74 

Semi Critical 

Shri Ram Ki Nangal 

0812000801553500 

0.14 

0.13 

- 

0.13 

0.02 

0.15 

0.06 

0.59 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.204 

0.020 

0.184 

1.473 

801.34 

Over Exploited 

Shri Rampura 

0812001201611400 

0.20 

0.37 

- 

0.37 

- 

0.37 

0.06 

0.58 

0.05 

0.0100 

- 

- 

- 

0.010 

0.056 

0.427 

0.043 

0.384 

0.322 

83.88 

Semi Critical 

Shri Rooppura 

0822000302628100 

0.12 

0.00 

(4,969.07) 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.006 

0.000 

0.005 

0.000 

1.34 

Safe 

Shri Sampatpura 

0812001301657400 

0.12 

0.04 

7.00 

0.04 

- 

0.04 

0.03 

0.33 

- 

- 

- 

- 

- 

- 

- 

0.041 

0.002 

0.039 

0.090 

231.68 

Over Exploited 



0.20 

0.04 

15.67 

0.05 

- 

0.05 

0.02 

0.26 

- 

- 

- 

- 

- 

- 

- 

0.046 

0.002 

0.044 

0.083 

188.02 

Over Exploited 



0.20 

0.00 

10,038.15 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Shri_govindpura 

0812000808129056 

0.14 

0.10 

- 

0.10 

- 

0.10 

0.06 

0.59 

0.01 

- 

- 

- 

- 

- 

0.012 

0.116 

0.012 

0.104 

0.023 

22.02 

Safe 

Shripura 

0812001301658200 

0.12 

0.03 

1.11 

0.03 

0.00 

0.03 

0.04 

0.48 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.032 

0.002 

0.030 

0.099 

328.40 

Over Exploited 

Shyampura 

0812001201614900 

0.12 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.005 

0.000 

0.004 

0.042 

930.01 

Over Exploited 


0812001301652800 

0.12 

0.12 

(1.43) 

0.12 

0.01 

0.13 

0.06 

0.59 

- 

0.0100 

- 

- 

0.017 

0.027 

0.027 

0.158 

0.008 

0.150 

0.375 

250.44 

Over Exploited 

Shyampura Buhariya 

0812000801554600 

0.14 

0.12 

- 

0.12 

- 

0.12 

0.06 

0.56 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.127 

0.013 

0.114 

0.324 

283.35 

Over Exploited 



0.14 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

2,788.08 

Over Exploited 

Shyampura Kacholiya 

0812001201613700 

0.12 

0.21 

- 

0.21 

0.01 

0.22 

0.06 

0.58 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.250 

0.025 

0.225 

0.727 

322.96 

Over Exploited 

Shyopur 

0812000808129048 

0.14 

0.20 

- 

0.20 

0.00 

0.20 

0.06 

0.59 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.211 

0.021 

0.190 

0.368 

194.05 

Over Exploited 

Shyosinghpura @ Kallaw 

0812000801553700 

0.14 

0.06 

- 

0.06 

0.01 

0.07 

0.03 

0.35 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.102 

0.010 

0.092 

0.731 

795.94 

Over Exploited 

Sindoli 

0812001201611500 

0.20 

0.59 

- 

0.59 

0.01 

0.60 

0.06 

0.59 

0.07 

0.0200 

- 

- 

0.003 

0.023 

0.095 

0.697 

0.070 

0.628 

0.532 

84.79 

Semi Critical 

Siroli 

0812000801555900 

0.14 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.56 

- 

0.56 

0.02 

0.58 

0.05 

0.49 

0.07 

0.0500 

- 

- 

- 

0.050 

0.119 

0.704 

0.070 

0.633 

1.346 

212.49 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.155 

4,048.57 

Over Exploited 

Siroojyan 

0812001301639200 

0.12 

0.11 

170.68 

0.13 

0.00 

0.13 

0.06 

0.59 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.149 

0.007 

0.141 

0.104 

73.78 

Semi Critical 

Sitapura 

0812000808129018 

0.14 

0.14 

- 

0.14 

- 

0.14 

0.06 

0.59 

- 

- 

- 

- 

- 

- 

- 

0.143 

0.014 

0.129 

0.142 

109.92 

Over Exploited 

Sitarampura 

0812001301632900 

0.12 

0.00 

109,212.20 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.07 

185.95 

0.09 

0.01 

0.10 

0.06 

0.59 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.127 

0.006 

0.121 

0.280 

232.04 

Over Exploited 

Soorat Rampura 

0822000302619400 

0.20 

0.00 

145.69 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.001 

44.59 

Safe 



0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

6,161.38 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.00 

819.56 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Quartzite 

0.622 

0.21 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.09 

0.11 


Sujanpura 

0812001201615500 

2.027 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.997 

-0.77 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.014 

0.54 

0.84 


Sukh Chainpura 

0822000302627300 

2.561 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.538 

0.57 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.002 

0.11 

0.16 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.022 

0.57 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.007 

0.43 

0.59 


Sukhdeopura @ Nataniwa 

0812000801553400 

0.515 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.515 

-2.09 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.003 

0.53 

0.66 


Sukhdeopura @ Nohara 

0812000801553600 

0.850 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.850 

-1.72 

0.100 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.80 

0.004 

0.53 

0.66 


Sukhpura 

0812000808129066 

0.473 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.473 

-2.11 

0.100 

0.36 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.42 

0.002 

0.53 

0.67 


Sumel 

0812000901563900 

4.756 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.015 

0.66 

0.150 

0.14 

0.01 

0.00 

0.00 

0.00 

0.43 

0.27 

0.55 

0.016 

0.33 

0.53 


Sundarpura Ka Barh 

0822000302627500 

2.631 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.016 

0.92 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

0.00 

0.00 

0.000 

0.00 

0.00 


Surajpura 

0812000801552500 

2.034 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.043 

-2.01 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Swaimadhosinghpura 

0812001301632100 

0.557 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.027 

0.95 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.04 







Non-command 

Younger Alluvium 

0.028 

0.95 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.04 







Non-command 

Quartzite 

0.321 

0.95 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.001 

0.31 

0.46 





Saline 

Non-command 

Non-command 

Quartzite 

0.182 

0.95 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.17 

0.26 


Tajkhan Ka Bas 

0812001301634700 

3.292 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.259 

1.52 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.04 

0.001 

0.04 

0.07 


Tajpura 

0812001301649900 

1.859 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.859 

0.35 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.13 

0.008 

0.53 

0.80 


Teelawala 

0812000808129067 

2.035 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.035 

-0.85 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.010 

0.53 

0.67 


Thali 

0812001301643300 

4.499 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.225 

2.20 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.02 

0.001 

0.03 

0.04 


Theekariya Goojran 

0812001301656400 

4.695 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.695 

0.51 

0.080 

0.25 

0.01 

0.00 

0.00 

0.01 

0.42 

0.28 

0.96 

0.020 

0.54 

0.80 


Theekariya Meenan 

0812001301657500 

2.423 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.423 

0.38 

0.080 

0.25 

0.01 

0.00 

0.00 

0.01 

0.31 

0.21 

0.97 

0.010 

0.54 

0.81 


Thooni Jailalpura 

0812001301638300 

1.342 

Saline 

Non-command 

Non-command 

Quartzite 

1.342 

0.58 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.006 

0.53 

0.79 


Tigariya 

0812001301648000 

4.798 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.675 

0.54 

0.080 

0.04 

0.01 

0.00 

0.00 

0.01 

0.14 

0.09 

0.14 

0.011 

0.29 

0.45 







Non-command 

Younger Alluvium 

2.123 

0.54 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.18 

0.11 

0.13 

0.009 

0.23 

0.36 


Todabhata 

0812001201616100 

4.342 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.571 

-0.89 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.004 

0.07 

0.11 


Trilokinathpura 

0812001301657700 

3.894 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.456 

0.16 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.002 

0.07 

0.10 


Trilokpura 

0812001201614200 

1.134 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.134 

-0.69 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.008 

0.55 

0.85 


Udaipur_gilhariya 

0812000808129058 

1.704 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.704 

-0.54 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.008 

0.53 

0.75 


Udaipura 

0812001301640900 

3.607 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.607 

0.51 

0.080 

0.06 

0.01 

0.00 

0.00 

0.01 

0.19 

0.12 

0.22 

0.015 

0.53 

0.80 


Ugariyawas 

0812001301636500 

1.372 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.029 

3.18 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.02 







Non-command 

Younger Alluvium 

1.343 

3.18 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.54 

0.35 

0.17 

0.006 

0.52 

0.80 


Vidhani 

0812000801556400 

2.717 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.717 

-1.53 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.014 

0.53 

0.72 


Vijai Mukundpura @ Hir 

0812001201608600 

3.497 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.497 

0.09 

0.150 

0.10 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.35 

0.024 

0.51 

0.87 


Vijaypura 

0812000901564400 

3.958 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.177 

0.15 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.05 

0.006 

0.15 

0.26 







Non-command 

Younger Alluvium 

2.700 

0.15 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.12 

0.015 

0.35 

0.59 


Vimalpura 

0812000801556300 

2.969 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.808 

-1.19 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.014 

0.50 

0.71 







Non-command 

Younger Alluvium 

0.161 

-1.19 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.03 

0.04 



0812001301655400 

2.547 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.849 

0.13 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.08 

0.004 

0.18 

0.28 


Vishanpura 

0812001301656600 

1.412 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.412 

0.49 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.27 

0.006 

0.54 

0.79 







Non-command 

Younger Alluvium 

0.001 

0.49 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Vishansinghpura 

0812001201611900 

2.271 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.271 

0.35 

0.150 

0.08 

0.00 

0.00 

0.00 

0.00 

0.20 

0.13 

0.31 

0.015 

0.53 

0.83 


Vrindawanpura @ Roopwa 

0812001301650800 

3.534 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.249 

0.68 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.04 

0.06 







Non-command 

Younger Alluvium 

3.285 

0.68 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

0.37 

0.24 

0.42 

0.014 

0.49 

0.75 


Yadgarpura 

0812001301651800 

1.416 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.249 

0.40 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.07 

0.001 

0.09 

0.14 







Non-command 

Younger Alluvium 

1.167 

0.40 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.14 

0.09 

0.34 

0.005 

0.44 

0.66 

07009064 

Ada Doongar 

0809000601253200 

12.757 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.973 

2.13 

0.040 

0.05 

0.01 

0.00 

0.00 

0.00 

0.29 

0.32 

0.20 

0.007 

0.14 

0.12 


Adooda 

0809000601249000 

3.418 

Fresh 

Kalisil 

Command 

Older Alluvium 

0.086 

0.80 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Alampur 

0809000401234500 

0.999 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.999 

2.33 

0.140 

0.08 

0.01 

0.00 

0.00 

0.00 

0.40 

0.34 

0.32 

0.004 

0.63 

0.74 


Aurach 

0809000601248400 

3.861 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.861 

0.74 

0.120 

0.33 

0.05 

0.00 

0.00 

0.00 

0.62 

0.69 

1.32 

0.009 

0.58 

0.52 


Bairunda 

0809000601244500 

6.126 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.811 

0.82 

0.120 

0.25 

0.04 

0.00 

0.00 

0.00 

0.78 

0.85 

0.97 

0.014 

0.55 

0.51 







Non-command 

Bhander Sandstone 

0.273 

0.82 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.001 

0.03 

0.02 


Bajna 

0809000601253500 

4.945 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.590 

0.81 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.07 

0.001 

0.07 

0.06 


Baloti 

0809000601245000 

7.491 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.769 

1.51 

0.120 

0.28 

0.04 

0.00 

0.00 

0.00 

1.29 

1.16 

1.11 

0.014 

0.48 

0.53 







Non-command 

Quartzite 

0.386 

1.51 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.001 

0.03 

0.04 


Baluapura 

0809000601252300 

1.615 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.220 

0.77 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.15 

0.001 

0.08 

0.08 







Non-command 

Bhander Sandstone 

1.390 

0.77 

0.040 

0.16 

0.01 

0.00 

0.00 

0.00 

0.19 

0.20 

0.62 

0.003 

0.50 

0.48 


Bapoti 

0809000601252700 

1.817 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.435 

0.73 

0.040 

0.10 

0.01 

0.00 

0.00 

0.00 

0.13 

0.14 

0.40 

0.003 

0.46 

0.45 


Barh Bhoodhar 

0809000601246600 

0.768 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.744 

1.36 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.02 

0.002 

0.60 

0.66 







Non-command 

Bhander Sandstone 

0.024 

1.36 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Barh Jeewansingh 

0809000601246300 

2.261 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.526 

1.44 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.00 

0.001 

0.14 

0.16 







Non-command 

Bhander Sandstone 

1.551 

1.44 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.00 

0.004 

0.42 

0.47 


Barh Kothimundha 

0809000601246400 

0.830 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.456 

1.59 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.02 

0.001 

0.34 

0.37 







Non-command 

Bhander Sandstone 

0.374 

1.59 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.28 

0.30 


Barh Milakpur 

0810000101271400 

3.150 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.213 

1.39 

0.100 

0.13 

0.02 

0.00 

0.00 

0.00 

0.42 

0.43 

0.50 

0.013 

0.42 

0.41 


Barh Pratapsingh 

0809000601246500 

1.268 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.698 

1.70 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.14 

0.05 

0.002 

0.34 

0.37 







Non-command 

Bhander Sandstone 

0.556 

1.70 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.02 

0.001 

0.27 

0.29 


Barh Ramsar 

0810000101271000 

2.744 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.764 

1.13 

0.100 

0.09 

0.01 

0.00 

0.00 

0.00 

0.28 

0.29 

0.37 

0.010 

0.38 

0.37 







Non-command 

Quartzite 

0.954 

1.13 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.13 

0.006 

0.21 

0.20 


Barh Sariya 

0809000601246100 

0.473 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.121 

1.21 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.000 

0.16 

0.18 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.06 

0.00 

(38.92) 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.002 

84.03 

Semi Critical 

Sujanpura 

0812001201615500 

0.12 

0.13 

- 

0.13 

0.00 

0.13 

0.06 

0.60 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.132 

0.013 

0.118 

0.137 

115.26 

Over Exploited 

Sukh Chainpura 

0822000302627300 

0.12 

0.01 

59.60 

0.01 

- 

0.01 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.008 

0.024 

285.96 

Over Exploited 



0.12 

0.10 

(76.81) 

0.08 

- 

0.08 

0.04 

0.47 

- 

- 

- 

- 

- 

- 

- 

0.083 

0.004 

0.079 

0.050 

63.74 

Safe 

Sukhdeopura @ Nataniwa 

0812000801553400 

0.14 

0.04 

- 

0.04 

- 

0.04 

0.06 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.048 

0.005 

0.044 

0.345 

790.02 

Over Exploited 

Sukhdeopura @ Nohara 

0812000801553600 

0.14 

0.06 

- 

0.06 

0.01 

0.07 

0.06 

0.59 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.103 

0.010 

0.093 

0.803 

862.34 

Over Exploited 

Sukhpura 

0812000808129066 

0.14 

0.04 

- 

0.04 

0.02 

0.06 

0.06 

0.59 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.105 

0.011 

0.095 

1.422 

1,500.35 

Over Exploited 

Sumel 

0812000901563900 

0.22 

0.22 

23.02 

0.26 

0.01 

0.27 

0.04 

0.37 

0.03 

0.0200 

- 

- 

- 

0.020 

0.048 

0.320 

0.016 

0.304 

0.567 

186.72 

Over Exploited 

Sundarpura Ka Barh 

0822000302627500 

0.12 

0.00 

(58,155.36) 

0.00 

0.01 

0.01 

0.00 

0.00 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.014 

0.001 

0.013 

0.000 

0.45 

Safe 

Surajpura 

0812000801552500 

0.14 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Swaimadhosinghpura 

0812001301632100 

0.12 

0.00 

1,578.25 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.00 

1,283.27 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.01 

80.06 

0.01 

- 

0.01 

0.03 

0.34 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.007 

0.020 

276.92 

Over Exploited 



0.06 

0.00 

21.45 

0.00 

- 

0.00 

0.02 

0.19 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.008 

328.47 

Over Exploited 

Tajkhan Ka Bas 

0812001301634700 

0.12 

0.00 

1,667.37 

0.00 

0.00 

0.01 

0.00 

0.05 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.013 

0.001 

0.012 

0.044 

364.02 

Over Exploited 

Tajpura 

0812001301649900 

0.20 

0.20 

(61.21) 

0.16 

0.00 

0.16 

0.06 

0.59 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.178 

0.009 

0.169 

0.140 

82.64 

Semi Critical 

Teelawala 

0812000808129067 

0.14 

0.15 

- 

0.15 

- 

0.15 

0.06 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.162 

0.016 

0.146 

0.329 

226.02 

Over Exploited 

Thali 

0812001301643300 

0.12 

0.00 

4,428.38 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.023 

1,286.37 

Over Exploited 

Theekariya Goojran 

0812001301656400 

0.12 

0.30 

(6.75) 

0.28 

0.02 

0.30 

0.06 

0.59 

- 

0.0400 

- 

- 

0.018 

0.058 

0.058 

0.361 

0.018 

0.343 

0.981 

285.90 

Over Exploited 

Theekariya Meenan 

0812001301657500 

0.12 

0.16 

30.13 

0.19 

0.02 

0.21 

0.06 

0.60 

- 

0.0400 

- 

- 

0.011 

0.051 

0.051 

0.257 

0.013 

0.244 

0.982 

401.97 

Over Exploited 

Thooni Jailalpura 

0812001301638300 

0.06 

0.04 

(79.16) 

0.03 

0.00 

0.04 

0.06 

0.59 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.040 

0.002 

0.038 

0.010 

25.56 

Safe 

Tigariya 

0812001301648000 

0.12 

0.09 

(3.90) 

0.09 

0.02 

0.11 

0.03 

0.33 

- 

0.0200 

- 

- 

0.009 

0.029 

0.029 

0.135 

0.007 

0.129 

0.151 

117.69 

Over Exploited 



0.20 

0.10 

14.98 

0.11 

0.00 

0.12 

0.03 

0.26 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.129 

0.006 

0.123 

0.141 

114.66 

Over Exploited 

Todabhata 

0812001201616100 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.004 

0.099 

2,207.56 

Over Exploited 

Trilokinathpura 

0812001301657700 

0.12 

0.00 

188.76 

0.00 

0.00 

0.00 

0.01 

0.07 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

0.000 

0.005 

0.045 

990.60 

Over Exploited 

Trilokpura 

0812001201614200 

0.12 

0.08 

- 

0.08 

- 

0.08 

0.06 

0.61 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.085 

0.009 

0.077 

0.255 

332.17 

Over Exploited 

Udaipur_gilhariya 

0812000808129058 

0.14 

0.13 

- 

0.13 

- 

0.13 

0.06 

0.59 

0.01 

- 

- 

- 

- 

- 

0.015 

0.140 

0.014 

0.126 

0.070 

55.88 

Safe 

Udaipura 

0812001301640900 

0.12 

0.23 

(46.86) 

0.18 

0.02 

0.20 

0.06 

0.59 

- 

0.0200 

- 

- 

0.018 

0.038 

0.038 

0.242 

0.012 

0.230 

0.231 

100.39 

Over Exploited 

Ugariyawas 

0812001301636500 

0.12 

0.00 

12,290.00 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.14 

153.53 

0.17 

0.01 

0.18 

0.06 

0.58 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.200 

0.010 

0.190 

0.178 

93.67 

Critical 

Vidhani 

0812000801556400 

0.14 

0.20 

- 

0.20 

0.00 

0.21 

0.06 

0.59 

0.02 

- 

- 

- 

0.007 

0.007 

0.029 

0.235 

0.024 

0.212 

0.038 

17.71 

Safe 

Vijai Mukundpura @ Hir 

0812001201608600 

0.20 

0.36 

(76.11) 

0.28 

0.00 

0.29 

0.07 

0.58 

0.05 

0.0100 

- 

- 

0.004 

0.014 

0.061 

0.349 

0.017 

0.331 

0.377 

113.73 

Over Exploited 

Vijaypura 

0812000901564400 

0.20 

0.04 

(31.87) 

0.03 

- 

0.03 

0.02 

0.17 

0.00 

- 

- 

- 

- 

- 

0.005 

0.033 

0.002 

0.032 

0.060 

191.42 

Over Exploited 



0.22 

0.21 

(74.03) 

0.17 

- 

0.17 

0.05 

0.39 

0.03 

- 

- 

- 

- 

- 

0.027 

0.192 

0.010 

0.182 

0.134 

73.22 

Semi Critical 

Vimalpura 

0812000801556300 

0.14 

0.20 

- 

0.20 

0.00 

0.20 

0.06 

0.56 

0.02 

- 

- 

- 

0.003 

0.003 

0.025 

0.224 

0.022 

0.201 

0.050 

24.84 

Safe 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

- 

Safe 


0812001301655400 

0.12 

0.02 

(5.59) 

0.02 

0.00 

0.02 

0.02 

0.20 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.021 

0.001 

0.020 

0.080 

399.82 

Over Exploited 

Vishanpura 

0812001301656600 

0.12 

0.09 

(6.85) 

0.08 

0.00 

0.09 

0.06 

0.59 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.096 

0.005 

0.091 

0.276 

303.20 

Over Exploited 



0.20 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Vishansinghpura 

0812001201611900 

0.20 

0.24 

(46.58) 

0.19 

- 

0.19 

0.06 

0.59 

0.03 

0.0100 

- 

- 

- 

0.010 

0.038 

0.231 

0.012 

0.220 

0.320 

145.89 

Over Exploited 

Vrindawanpura @ Roopwa 

0812001301650800 

0.12 

0.00 

1,282.10 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.023 

1,814.28 

Over Exploited 



0.20 

0.32 

(25.64) 

0.26 

0.01 

0.27 

0.05 

0.54 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.289 

0.014 

0.275 

0.436 

158.70 

Over Exploited 

Yadgarpura 

0812001301651800 

0.12 

0.00 

556.04 

0.00 

0.00 

0.00 

0.01 

0.10 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.014 

0.001 

0.013 

0.066 

513.96 

Over Exploited 



0.20 

0.10 

(12.37) 

0.09 

0.01 

0.10 

0.05 

0.48 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.139 

0.007 

0.132 

0.348 

263.08 

Over Exploited 

Ada Doongar 

0809000601253200 

0.12 

0.05 

563.52 

0.06 

0.01 

0.07 

0.01 

0.15 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.088 

0.004 

0.084 

0.205 

245.62 

Over Exploited 

Adooda 

0809000601249000 

0.22 

0.00 

3,771.19 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0013 

0.0021 

- 

0.004 

0.004 

0.004 

0.000 

0.004 

0.000 

5.70 

Safe 

Alampur 

0809000401234500 

0.24 

0.15 

122.81 

0.18 

0.01 

0.19 

0.06 

0.68 

- 

0.0600 

- 

- 

0.001 

0.061 

0.061 

0.252 

0.013 

0.239 

0.321 

134.07 

Over Exploited 

Aurach 

0809000601248400 

0.22 

0.49 

40.78 

0.59 

0.05 

0.64 

0.05 

0.63 

- 

0.1500 

- 

- 

- 

0.150 

0.150 

0.792 

0.040 

0.752 

1.329 

176.75 

Over Exploited 

Bairunda 

0809000601244500 

0.22 

0.71 

20.24 

0.85 

0.04 

0.89 

0.04 

0.60 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

1.000 

0.050 

0.950 

0.979 

103.07 

Over Exploited 



0.12 

0.00 

2,321.58 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.037 

3,761.86 

Over Exploited 

Bajna 

0809000601253500 

0.12 

0.00 

765.74 

0.01 

- 

0.01 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.015 

0.073 

486.79 

Over Exploited 

Baloti 

0809000601245000 

0.22 

0.61 

90.24 

0.73 

0.04 

0.77 

0.04 

0.52 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

0.893 

0.045 

0.848 

1.123 

132.43 

Over Exploited 



0.06 

0.00 

2,530.12 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.029 

3,405.41 

Over Exploited 

Baluapura 

0809000601252300 

0.22 

0.00 

1,559.03 

0.00 

- 

0.00 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.014 

0.147 

1,058.01 

Over Exploited 



0.12 

0.08 

143.30 

0.10 

0.01 

0.11 

0.04 

0.54 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.130 

0.006 

0.123 

0.626 

508.22 

Over Exploited 

Bapoti 

0809000601252700 

0.12 

0.08 

72.22 

0.09 

0.01 

0.10 

0.04 

0.50 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.144 

0.007 

0.137 

0.399 

291.45 

Over Exploited 

Barh Bhoodhar 

0809000601246600 

0.22 

0.10 

22.53 

0.12 

- 

0.12 

0.05 

0.65 

- 

- 

- 

- 

- 

- 

- 

0.118 

0.006 

0.112 

0.026 

23.03 

Safe 



0.12 

0.00 

2,070.34 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Barh Jeewansingh 

0809000601246300 

0.22 

0.02 

395.16 

0.02 

- 

0.02 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.020 

0.001 

0.019 

0.001 

6.67 

Safe 



0.12 

0.08 

2.58 

0.08 

- 

0.08 

0.04 

0.46 

- 

- 

- 

- 

- 

- 

- 

0.081 

0.004 

0.077 

0.004 

4.85 

Safe 

Barh Kothimundha 

0809000601246400 

0.22 

0.03 

161.96 

0.04 

- 

0.04 

0.03 

0.37 

- 

- 

- 

- 

- 

- 

- 

0.041 

0.002 

0.039 

0.025 

64.66 

Safe 



0.12 

0.01 

76.08 

0.01 

- 

0.01 

0.02 

0.30 

- 

- 

- 

- 

- 

- 

- 

0.015 

0.001 

0.014 

0.001 

6.35 

Safe 

Barh Milakpur 

0810000101271400 

0.22 

0.20 

107.55 

0.25 

0.02 

0.27 

0.03 

0.46 

- 

0.0600 

- 

- 

0.000 

0.060 

0.060 

0.326 

0.016 

0.310 

0.508 

163.75 

Over Exploited 

Barh Pratapsingh 

0809000601246500 

0.22 

0.05 

170.50 

0.06 

- 

0.06 

0.03 

0.37 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.073 

0.004 

0.069 

0.052 

75.03 

Semi Critical 



0.12 

0.02 

145.28 

0.02 

- 

0.02 

0.02 

0.29 

- 

- 

- 

- 

- 

- 

- 

0.022 

0.001 

0.020 

0.023 

113.87 

Over Exploited 

Barh Ramsar 

0810000101271000 

0.22 

0.15 

93.84 

0.18 

0.01 

0.19 

0.03 

0.41 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.228 

0.011 

0.217 

0.376 

173.41 

Over Exploited 



0.08 

0.02 

236.34 

0.02 

- 

0.02 

0.02 

0.22 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.029 

0.001 

0.028 

0.137 

495.84 

Over Exploited 

Barh Sariya 

0809000601246100 

0.22 

0.00 

278.89 

0.01 

- 

0.01 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.000 

6.03 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Bhander Sandstone 

0.352 

1.21 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.001 

0.46 

0.51 


Barh Tatwara 

0810000101272300 

17.123 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.580 

0.72 

0.100 

0.13 

0.02 

0.00 

0.00 

0.00 

0.87 

0.95 

0.44 

0.061 

0.36 

0.33 


Baroda 

0809000601243900 

2.169 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.360 

0.74 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.07 

0.001 

0.10 

0.08 






Kalisil 

Command 

Older Alluvium 

0.241 

0.74 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.05 

0.001 

0.06 

0.05 


Barriya 

0809000401235000 

1.762 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.189 

1.49 

0.140 

0.08 

0.01 

0.00 

0.00 

0.00 

0.32 

0.27 

0.31 

0.004 

0.42 

0.50 







Non-command 

Bhander Sandstone 

0.380 

1.49 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.07 

0.001 

0.14 

0.16 


Bhanwarpura 

0809000601246200 

0.651 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.542 

1.32 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.13 

0.11 

0.20 

0.001 

0.52 

0.57 







Non-command 

Bhander Sandstone 

0.109 

1.32 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.10 

0.11 


Bhartoon 

0809000601244800 

19.672 

Fresh 

Non-command 

Non-command 

Older Alluvium 

15.751 

1.13 

0.120 

0.60 

0.09 

0.00 

0.00 

0.00 

2.65 

2.62 

2.36 

0.038 

0.48 

0.49 







Non-command 

Quartzite 

0.474 

1.13 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.001 

0.01 

0.01 







Non-command 

Bhander Sandstone 

1.706 

1.13 

0.040 

0.05 

0.01 

0.00 

0.00 

0.00 

0.12 

0.12 

0.21 

0.004 

0.05 

0.05 


Bookana 

0809000601251100 

2.571 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.060 

0.70 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.17 

0.20 

0.34 

0.003 

0.24 

0.20 






Kalisil 

Command 

Older Alluvium 

0.554 

0.70 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.10 

0.19 

0.001 

0.13 

0.10 


Chainpur 

0809000401235100 

3.476 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.005 

1.19 

0.140 

0.06 

0.01 

0.00 

0.00 

0.00 

0.21 

0.18 

0.22 

0.004 

0.18 

0.21 







Non-command 

Bhander Sandstone 

1.637 

1.19 

0.040 

0.07 

0.01 

0.00 

0.00 

0.01 

0.12 

0.11 

0.28 

0.006 

0.30 

0.35 


Chhawa 

0810000101265400 

6.376 

Fresh 

Non-command 

Non-command 

Quartzite 

0.274 

1.71 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.002 

0.03 

0.03 


Chooli (Rural) 

0810000101265600 

13.639 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.488 

1.82 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.02 

0.003 

0.02 

0.03 







Non-command 

Quartzite 

0.629 

1.82 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.004 

0.03 

0.03 


Choragaon 

0809000601251300 

4.258 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.849 

0.73 

0.120 

0.15 

0.01 

0.00 

0.00 

0.00 

0.30 

0.33 

0.60 

0.004 

0.25 

0.23 






Kalisil 

Command 

Older Alluvium 

2.409 

0.73 

0.120 

0.19 

0.01 

0.00 

0.00 

0.00 

0.39 

0.43 

0.77 

0.006 

0.33 

0.30 


Dabra 

0809000601247600 

9.534 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.149 

1.08 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.62 

0.62 

0.34 

0.010 

0.26 

0.26 







Non-command 

Bhander Sandstone 

5.101 

1.08 

0.040 

0.10 

0.01 

0.00 

0.00 

0.00 

0.31 

0.31 

0.37 

0.012 

0.32 

0.32 


Dalapura Shastri 

0809000401234600 

1.228 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.888 

3.01 

0.140 

0.01 

0.00 

0.00 

0.00 

0.00 

0.38 

0.34 

0.04 

0.003 

0.45 

0.51 







Non-command 

Bhander Sandstone 

0.341 

3.01 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.01 

0.001 

0.17 

0.20 


Dayarampura 

0809000601244200 

3.966 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.296 

0.68 

0.120 

0.18 

0.03 

0.00 

0.00 

0.00 

0.34 

0.40 

0.72 

0.006 

0.34 

0.29 






Kalisil 

Command 

Older Alluvium 

1.670 

0.68 

0.120 

0.13 

0.02 

0.00 

0.00 

0.00 

0.25 

0.29 

0.50 

0.004 

0.24 

0.21 


Dhay 

0810000101269300 

3.454 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

1.44 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dhoolwas 

0809000601251400 

2.938 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.594 

0.70 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.08 

0.14 

0.001 

0.12 

0.11 







Non-command 

Bhander Sandstone 

0.000 

0.70 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Kalisil 

Command 

Older Alluvium 

0.443 

0.70 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.10 

0.001 

0.09 

0.08 


Dikoli Kalan 

0809000601247300 

2.771 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.981 

1.36 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.17 

0.08 

0.002 

0.22 

0.23 







Non-command 

Bhander Sandstone 

1.682 

1.36 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.12 

0.11 

0.004 

0.37 

0.39 


Dikoli Khurd 

0809000601246900 

3.322 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.840 

1.43 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.15 

0.08 

0.002 

0.16 

0.17 







Non-command 

Bhander Sandstone 

2.482 

1.43 

0.040 

0.04 

0.01 

0.00 

0.00 

0.00 

0.17 

0.16 

0.16 

0.006 

0.46 

0.50 


Doondipura 

0809000601248800 

2.570 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.021 

0.76 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Kalisil 

Command 

Older Alluvium 

1.446 

0.76 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.21 

0.12 

0.003 

0.33 

0.25 


Edalpur 

0809000601243600 

10.627 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.800 

0.67 

0.120 

0.14 

0.02 

0.00 

0.00 

0.00 

0.51 

0.57 

0.53 

0.012 

0.27 

0.24 


Gajjupura 

0809000601251600 

1.805 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.022 

0.71 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Bhander Sandstone 

0.396 

0.71 

0.040 

0.05 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.19 

0.001 

0.13 

0.12 






Kalisil 

Command 

Older Alluvium 

1.219 

0.71 

0.120 

0.21 

0.01 

0.00 

0.00 

0.00 

0.30 

0.31 

0.84 

0.003 

0.39 

0.38 







Command 

Bhander Sandstone 

0.041 

0.71 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.01 

0.01 


Gangurda 

0809000401235900 

6.855 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.122 

3.57 

0.140 

0.05 

0.01 

0.00 

0.00 

0.00 

0.60 

0.62 

0.18 

0.004 

0.10 

0.09 







Non-command 

Bhander Sandstone 

5.663 

3.57 

0.040 

0.19 

0.03 

0.00 

0.00 

0.00 

0.97 

1.00 

0.73 

0.021 

0.49 

0.48 


Gerai 

0809000401236000 

9.502 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

9.171 

2.33 

0.040 

0.25 

0.04 

0.00 

0.00 

0.00 

1.06 

1.14 

0.97 

0.035 

0.56 

0.53 


Gerai Ki Guwari 

0809000401235800 

1.375 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.153 

3.21 

0.140 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.04 

0.001 

0.07 

0.07 







Non-command 

Bhander Sandstone 

1.222 

3.21 

0.040 

0.08 

0.01 

0.00 

0.00 

0.00 

0.23 

0.22 

0.31 

0.005 

0.53 

0.54 


Ghurakar 

0809000401235400 

8.197 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.563 

3.86 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.22 

0.01 

0.006 

0.12 

0.13 


Gokalpura 

0809000601246000 

0.367 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.349 

0.83 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.001 

0.59 

0.67 







Non-command 

Bhander Sandstone 

0.019 

0.83 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.04 


Gopalgarh 

0809000401234400 

2.767 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.562 

1.56 

0.140 

0.14 

0.02 

0.00 

0.00 

0.00 

0.46 

0.37 

0.56 

0.006 

0.36 

0.44 







Non-command 

Bhander Sandstone 

0.025 

1.56 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Gopipura 

0809000601251900 

0.345 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.269 

0.77 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.20 

0.001 

0.45 

0.43 







Non-command 

Bhander Sandstone 

0.070 

0.77 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.000 

0.12 

0.11 






Kalisil 

Command 

Older Alluvium 

0.001 

0.77 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Bhander Sandstone 

0.005 

0.77 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Gordhanpura 

0809000601244000 

6.179 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.721 

0.69 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.02 

0.002 

0.07 

0.06 






Kalisil 

Command 

Older Alluvium 

3.661 

0.69 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.33 

0.41 

0.17 

0.009 

0.35 

0.28 


Gothra 

0809000601252500 

9.775 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

8.304 

0.93 

0.040 

0.54 

0.08 

0.00 

0.00 

0.00 

0.77 

0.81 

2.12 

0.020 

0.49 

0.46 


Hanjapur 

0809000601246700 

1.003 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.343 

1.15 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.03 

0.001 

0.21 

0.24 







Non-command 

Bhander Sandstone 

0.660 

1.15 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.07 

0.002 

0.41 

0.46 


Hanumanpura 

0809000401235300 

2.050 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.853 

3.11 

0.140 

0.01 

0.00 

0.00 

0.00 

0.02 

0.80 

0.74 

0.05 

0.007 

0.55 

0.60 







Non-command 

Bhander Sandstone 

0.196 

3.11 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.06 

0.06 


Harisinghpura 

0809000601244600 

2.935 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.962 

0.86 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.26 

0.28 

0.22 

0.005 

0.39 

0.37 







Non-command 

Bhander Sandstone 

0.974 

0.86 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.09 

0.002 

0.19 

0.18 


Hariya Ka Mandir 

0809000601252400 

3.904 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.038 

0.79 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Bhander Sandstone 

3.866 

0.79 

0.040 

0.25 

0.01 

0.00 

0.00 

0.00 

0.36 

0.38 

0.97 

0.009 

0.57 

0.54 


Hirapur 

0810000101271600 

5.102 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.102 

0.78 

0.100 

0.30 

0.04 

0.00 

0.00 

0.00 

0.66 

0.71 

1.16 

0.029 

0.59 

0.55 


Inayati 

0809000601248200 

8.103 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.282 

0.78 

0.120 

0.71 

0.04 

0.00 

0.00 

0.00 

1.26 

1.34 

2.81 

0.015 

0.45 

0.42 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.12 

0.02 

26.10 

0.02 

- 

0.02 

0.04 

0.50 

- 

- 

- 

- 

- 

- 

- 

0.023 

0.001 

0.022 

0.023 

102.74 

Over Exploited 

Barh Tatwara 

0810000101272300 

0.22 

0.82 

4,824.62 

0.93 

0.02 

0.95 

0.03 

0.39 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

1.004 

0.050 

0.954 

0.501 

52.53 

Safe 

Baroda 

0809000601243900 

0.22 

0.01 

715.73 

0.01 

- 

0.01 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.019 

0.001 

0.018 

0.073 

398.40 

Over Exploited 



0.22 

0.00 

1,005.68 

0.00 

- 

0.00 

0.00 

0.07 

- 

0.0100 

0.0050 

0.0060 

- 

0.021 

0.021 

0.025 

0.001 

0.024 

0.049 

204.35 

Over Exploited 

Barriya 

0809000401235000 

0.24 

0.12 

123.06 

0.15 

0.01 

0.16 

0.04 

0.46 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.215 

0.011 

0.204 

0.316 

154.76 

Over Exploited 



0.12 

0.01 

484.52 

0.01 

- 

0.01 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.017 

0.073 

443.42 

Over Exploited 

Bhanwarpura 

0809000601246200 

0.22 

0.06 

86.31 

0.07 

0.01 

0.08 

0.04 

0.56 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.104 

0.005 

0.099 

0.198 

201.08 

Over Exploited 



0.12 

0.00 

283.54 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.018 

1,181.59 

Over Exploited 

Bhartoon 

0809000601244800 

0.22 

1.67 

56.42 

2.01 

0.09 

2.10 

0.04 

0.52 

- 

0.2700 

- 

- 

- 

0.270 

0.270 

2.366 

0.118 

2.248 

2.402 

106.85 

Over Exploited 



0.06 

0.00 

4,849.95 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.029 

6,202.64 

Over Exploited 



0.12 

0.01 

982.42 

0.01 

0.01 

0.02 

0.00 

0.06 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.043 

0.002 

0.041 

0.213 

523.67 

Over Exploited 

Bookana 

0809000601251100 

0.22 

0.06 

263.76 

0.07 

0.01 

0.08 

0.02 

0.26 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.117 

0.006 

0.111 

0.341 

306.14 

Over Exploited 



0.22 

0.02 

582.95 

0.02 

0.01 

0.03 

0.01 

0.13 

- 

0.0200 

0.0086 

0.0137 

- 

0.042 

0.042 

0.071 

0.004 

0.067 

0.195 

291.28 

Over Exploited 

Chainpur 

0809000401235100 

0.24 

0.04 

313.78 

0.05 

0.01 

0.07 

0.02 

0.20 

- 

0.0400 

- 

- 

0.005 

0.045 

0.045 

0.112 

0.006 

0.106 

0.222 

209.20 

Over Exploited 



0.12 

0.06 

82.82 

0.07 

0.02 

0.09 

0.03 

0.32 

- 

0.0500 

- 

- 

0.019 

0.069 

0.069 

0.162 

0.008 

0.154 

0.282 

183.69 

Over Exploited 

Chhawa 

0810000101265400 

0.08 

0.00 

2,815.67 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.021 

3,043.12 

Over Exploited 

Chooli (Rural) 

0810000101265600 

0.22 

0.00 

3,154.96 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.019 

681.96 

Over Exploited 



0.08 

0.00 

1,899.99 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.023 

1,359.83 

Over Exploited 

Choragaon 

0809000601251300 

0.22 

0.10 

222.21 

0.12 

0.01 

0.13 

0.02 

0.27 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.154 

0.008 

0.147 

0.604 

412.55 

Over Exploited 



0.22 

0.17 

145.78 

0.21 

0.01 

0.22 

0.03 

0.35 

- 

0.0300 

0.0248 

0.0299 

0.001 

0.086 

0.086 

0.305 

0.015 

0.289 

0.774 

267.45 

Over Exploited 

Dabra 

0809000601247600 

0.22 

0.24 

159.24 

0.29 

0.01 

0.30 

0.02 

0.28 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.335 

0.017 

0.319 

0.353 

110.81 

Over Exploited 



0.12 

0.20 

58.07 

0.24 

0.01 

0.25 

0.03 

0.35 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.285 

0.014 

0.271 

0.379 

140.00 

Over Exploited 

Dalapura Shastri 

0809000401234600 

0.24 

0.10 

252.38 

0.11 

0.00 

0.11 

0.04 

0.49 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.125 

0.006 

0.119 

0.039 

33.12 

Safe 



0.12 

0.01 

411.63 

0.01 

- 

0.01 

0.02 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.011 

140.64 

Over Exploited 

Dayarampura 

0809000601244200 

0.22 

0.17 

132.69 

0.20 

0.03 

0.23 

0.02 

0.36 

- 

0.0800 

- 

- 

0.001 

0.081 

0.081 

0.316 

0.016 

0.300 

0.726 

241.70 

Over Exploited 



0.22 

0.09 

220.70 

0.11 

0.02 

0.13 

0.02 

0.26 

- 

0.0600 

0.0258 

0.0414 

0.001 

0.128 

0.128 

0.257 

0.013 

0.244 

0.508 

208.01 

Over Exploited 

Dhay 

0810000101269300 

0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dhoolwas 

0809000601251400 

0.22 

0.02 

451.67 

0.02 

0.01 

0.03 

0.01 

0.13 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.048 

0.002 

0.046 

0.145 

316.85 

Over Exploited 



0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.01 

609.70 

0.01 

- 

0.01 

0.01 

0.09 

- 

0.0100 

0.0068 

0.0110 

- 

0.028 

0.028 

0.038 

0.002 

0.036 

0.097 

268.91 

Over Exploited 

Dikoli Kalan 

0809000601247300 

0.22 

0.05 

266.51 

0.06 

- 

0.06 

0.02 

0.23 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.066 

0.003 

0.063 

0.081 

129.60 

Over Exploited 



0.12 

0.07 

54.14 

0.09 

- 

0.09 

0.03 

0.40 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.100 

0.005 

0.095 

0.112 

118.14 

Over Exploited 

Dikoli Khurd 

0809000601246900 

0.22 

0.03 

430.14 

0.03 

- 

0.03 

0.01 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.045 

0.002 

0.042 

0.079 

186.57 

Over Exploited 



0.12 

0.14 

16.57 

0.16 

0.01 

0.17 

0.04 

0.50 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.190 

0.010 

0.181 

0.164 

90.85 

Critical 

Doondipura 

0809000601248800 

0.22 

0.00 

11,366.68 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.10 

102.25 

0.13 

- 

0.13 

0.02 

0.35 

- 

0.0100 

0.0223 

0.0358 

- 

0.068 

0.068 

0.193 

0.010 

0.184 

0.123 

67.19 

Safe 

Edalpur 

0809000601243600 

0.22 

0.28 

353,075.63 

0.34 

0.02 

0.36 

0.02 

0.29 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.416 

0.021 

0.395 

0.540 

136.44 

Over Exploited 

Gajjupura 

0809000601251600 

0.22 

0.00 

5,972.09 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.01 

948.54 

0.01 

- 

0.01 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.188 

1,148.84 

Over Exploited 



0.22 

0.10 

199.34 

0.13 

0.01 

0.14 

0.03 

0.42 

- 

0.0300 

0.0126 

0.0151 

- 

0.058 

0.058 

0.193 

0.010 

0.184 

0.838 

456.12 

Over Exploited 



0.12 

0.00 

1,736.98 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0004 

0.0005 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.018 

1,947.28 

Over Exploited 

Gangurda 

0809000401235900 

0.24 

0.03 

2,259.53 

0.03 

0.01 

0.04 

0.01 

0.11 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.071 

0.004 

0.068 

0.188 

277.53 

Over Exploited 



0.12 

0.18 

1,096.16 

0.22 

0.03 

0.25 

0.04 

0.53 

- 

0.1400 

- 

- 

- 

0.140 

0.140 

0.385 

0.019 

0.366 

0.749 

204.82 

Over Exploited 

Gerai 

0809000401236000 

0.12 

0.62 

62,999.23 

0.74 

0.04 

0.78 

0.05 

0.61 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

0.892 

0.045 

0.848 

1.005 

118.50 

Over Exploited 

Gerai Ki Guwari 

0809000401235800 

0.24 

0.00 

3,047.24 

0.00 

- 

0.00 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.037 

297.19 

Over Exploited 



0.12 

0.05 

1,214.70 

0.06 

0.01 

0.07 

0.04 

0.58 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.126 

0.006 

0.120 

0.310 

258.44 

Over Exploited 

Ghurakar 

0809000401235400 

0.12 

0.02 

900.56 

0.03 

- 

0.03 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.026 

0.001 

0.025 

0.018 

71.44 

Semi Critical 

Gokalpura 

0809000601246000 

0.22 

0.05 

(33.08) 

0.04 

0.00 

0.04 

0.05 

0.64 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.038 

0.002 

0.036 

0.001 

2.33 

Safe 



0.12 

0.00 

608.30 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gopalgarh 

0809000401234400 

0.24 

0.13 

178.04 

0.16 

0.02 

0.18 

0.03 

0.39 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.241 

0.012 

0.229 

0.565 

246.21 

Over Exploited 



0.12 

0.00 

7,048.68 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

63,192.85 

Over Exploited 

Gopipura 

0809000601251900 

0.22 

0.03 

192.04 

0.03 

- 

0.03 

0.04 

0.49 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.042 

0.002 

0.040 

0.198 

496.70 

Over Exploited 



0.12 

0.00 

1,172.15 

0.00 

- 

0.00 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.036 

3,178.17 

Over Exploited 



0.22 

0.00 

26,982.11 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.00 

3,654.53 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gordhanpura 

0809000601244000 

0.22 

0.01 

681.74 

0.01 

0.00 

0.01 

0.00 

0.07 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.014 

0.001 

0.014 

0.026 

187.02 

Over Exploited 



0.22 

0.28 

45.84 

0.33 

0.01 

0.35 

0.02 

0.37 

- 

0.0200 

0.0565 

0.0907 

0.001 

0.168 

0.168 

0.513 

0.026 

0.488 

0.177 

36.27 

Safe 

Gothra 

0809000601252500 

0.12 

0.49 

65.82 

0.59 

0.08 

0.67 

0.04 

0.53 

- 

0.2400 

- 

- 

- 

0.240 

0.240 

0.908 

0.045 

0.863 

2.144 

248.44 

Over Exploited 

Hanjapur 

0809000601246700 

0.22 

0.02 

220.90 

0.02 

0.00 

0.02 

0.02 

0.23 

- 

- 

- 

- 

0.000 

- 

- 

0.019 

0.001 

0.018 

0.027 

146.30 

Over Exploited 



0.12 

0.03 

39.18 

0.04 

- 

0.04 

0.04 

0.45 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.049 

0.002 

0.047 

0.067 

142.88 

Over Exploited 

Hanumanpura 

0809000401235300 

0.24 

0.25 

199.53 

0.30 

0.02 

0.31 

0.05 

0.60 

- 

0.0100 

- 

- 

0.027 

0.037 

0.037 

0.351 

0.018 

0.334 

0.054 

16.18 

Safe 



0.12 

0.00 

19,250.30 

0.00 

0.00 

0.00 

0.01 

0.06 

- 

- 

- 

- 

0.000 

- 

- 

0.001 

0.000 

0.001 

0.001 

55.66 

Safe 

Harisinghpura 

0809000601244600 

0.22 

0.17 

66.29 

0.20 

- 

0.20 

0.03 

0.42 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.213 

0.011 

0.202 

0.221 

109.27 

Over Exploited 



0.12 

0.02 

152.15 

0.03 

- 

0.03 

0.02 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.027 

0.001 

0.026 

0.092 

357.09 

Over Exploited 

Hariya Ka Mandir 

0809000601252400 

0.22 

0.00 

8,030.30 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.27 

43.71 

0.32 

0.01 

0.33 

0.05 

0.62 

- 

0.0400 

- 

- 

0.002 

0.042 

0.042 

0.373 

0.019 

0.354 

0.981 

277.13 

Over Exploited 

Hirapur 

0810000101271600 

0.22 

0.66 

6.92 

0.71 

0.04 

0.75 

0.05 

0.64 

- 

0.1300 

- 

- 

0.003 

0.133 

0.133 

0.883 

0.044 

0.839 

1.190 

141.91 

Over Exploited 

Inayati 

0809000601248200 

0.22 

0.62 

114.68 

0.75 

0.04 

0.79 

0.04 

0.49 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

0.897 

0.045 

0.852 

2.823 

331.35 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Bhander Sandstone 

1.177 

0.78 

0.040 

0.10 

0.00 

0.00 

0.00 

0.00 

0.14 

0.15 

0.40 

0.003 

0.08 

0.08 


Jakhoda 

0809000601248300 

7.682 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.045 

0.77 

0.120 

0.50 

0.02 

0.00 

0.00 

0.00 

1.13 

1.22 

1.97 

0.017 

0.53 

0.50 







Non-command 

Bhander Sandstone 

0.223 

0.77 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.001 

0.02 

0.02 






Kalisil 

Command 

Older Alluvium 

0.413 

0.77 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.12 

0.001 

0.03 

0.03 


Jatwari 

0809000601245300 

4.798 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.126 

1.43 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.78 

0.71 

0.30 

0.010 

0.54 

0.59 







Non-command 

Bhander Sandstone 

0.619 

1.43 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.001 

0.08 

0.09 


Jeerota 

0809000601244100 

9.528 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.079 

0.69 

0.120 

0.15 

0.02 

0.00 

0.00 

0.00 

0.30 

0.37 

0.60 

0.005 

0.13 

0.10 






Kalisil 

Command 

Older Alluvium 

6.779 

0.69 

0.120 

0.49 

0.07 

0.00 

0.00 

0.00 

0.98 

1.20 

1.92 

0.016 

0.41 

0.34 


Jori 

0809000601251700 

0.743 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.017 

0.74 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Kalisil 

Command 

Older Alluvium 

0.726 

0.74 

0.120 

0.13 

0.01 

0.00 

0.00 

0.00 

0.18 

0.19 

0.51 

0.002 

0.56 

0.54 







Command 

Bhander Sandstone 

0.001 

0.74 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jorli 

0809000601248600 

2.343 

Fresh 

Kalisil 

Command 

Older Alluvium 

0.025 

0.78 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 


Kachroda 

0809000601247400 

4.656 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.431 

1.73 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.11 

0.10 

0.001 

0.06 

0.05 







Non-command 

Bhander Sandstone 

4.142 

1.73 

0.040 

0.16 

0.02 

0.00 

0.00 

0.00 

0.43 

0.43 

0.66 

0.010 

0.53 

0.53 


Kali Doongri 

0809000601252200 

0.760 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.204 

0.77 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.05 

0.000 

0.16 

0.15 







Non-command 

Bhander Sandstone 

0.555 

0.77 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.07 

0.001 

0.42 

0.40 


Kashipura 

0809000401235600 

1.555 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.301 

2.89 

0.140 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.05 

0.001 

0.12 

0.13 







Non-command 

Bhander Sandstone 

1.254 

2.89 

0.040 

0.04 

0.00 

0.00 

0.00 

0.00 

0.18 

0.17 

0.16 

0.005 

0.49 

0.52 


Keeratpura 

0809000601252000 

1.033 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.033 

0.75 

0.040 

0.10 

0.01 

0.00 

0.00 

0.00 

0.12 

0.12 

0.40 

0.002 

0.58 

0.56 


Khanpur 

0809000601251200 

2.897 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.016 

0.73 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Kalisil 

Command 

Older Alluvium 

2.881 

0.73 

0.120 

0.18 

0.03 

0.00 

0.00 

0.00 

0.40 

0.46 

0.72 

0.007 

0.58 

0.50 


Khawda 

0809000601251500 

2.271 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.127 

0.69 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.000 

0.03 

0.03 







Non-command 

Bhander Sandstone 

0.234 

0.69 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.001 

0.06 

0.06 






Kalisil 

Command 

Older Alluvium 

0.111 

0.69 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.000 

0.03 

0.03 







Command 

Bhander Sandstone 

0.157 

0.69 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.000 

0.04 

0.04 


Khera 

0809000601247000 

2.816 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.740 

1.52 

0.120 

0.20 

0.03 

0.00 

0.00 

0.01 

0.66 

0.62 

0.80 

0.007 

0.60 

0.64 







Non-command 

Bhander Sandstone 

0.076 

1.52 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.02 

0.02 


Khidarpur 

0809000601244700 

7.835 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.919 

1.15 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.74 

0.75 

0.27 

0.012 

0.38 

0.37 







Non-command 

Quartzite 

1.986 

1.15 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.03 

0.005 

0.15 

0.15 


Khirkhira 

0809000401235200 

1.742 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.031 

1.76 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 







Non-command 

Bhander Sandstone 

1.711 

1.76 

0.040 

0.06 

0.01 

0.00 

0.00 

0.00 

0.17 

0.15 

0.24 

0.006 

0.61 

0.67 



0809000601244900 

11.007 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.730 

1.39 

0.120 

0.43 

0.06 

0.00 

0.00 

0.00 

1.99 

1.84 

1.70 

0.023 

0.55 

0.60 


Khirkhiri 

0809000601247900 

5.911 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.216 

0.84 

0.120 

0.22 

0.01 

0.00 

0.00 

0.00 

0.53 

0.56 

0.87 

0.008 

0.32 

0.31 







Non-command 

Bhander Sandstone 

2.164 

0.84 

0.040 

0.11 

0.01 

0.00 

0.00 

0.00 

0.17 

0.18 

0.42 

0.005 

0.22 

0.21 


Kholai 

0810000101271700 

3.913 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.441 

1.42 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.10 

0.003 

0.07 

0.07 


Kishorpura 

0809000601248700 

2.854 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.599 

0.72 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.20 

0.05 

0.004 

0.33 

0.24 






Kalisil 

Command 

Older Alluvium 

0.117 

0.72 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.02 


Kudawada 

0809000601247200 

6.521 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.848 

1.99 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.23 

0.23 

0.12 

0.002 

0.08 

0.08 







Non-command 

Bhander Sandstone 

5.287 

1.99 

0.040 

0.15 

0.02 

0.00 

0.00 

0.00 

0.55 

0.54 

0.60 

0.013 

0.49 

0.50 


Kurgaon 

0809000601245700 

3.902 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.329 

0.64 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.16 

0.14 

0.27 

0.003 

0.21 

0.24 


Lalpur 

0810000101269100 

3.533 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.076 

1.46 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.02 


Lauhra 

0809000401236100 

32.078 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.052 

4.15 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.000 

0.00 

0.00 







Non-command 

Bhander Sandstone 

5.670 

4.15 

0.040 

0.04 

0.01 

0.00 

0.00 

0.00 

0.97 

1.03 

0.14 

0.021 

0.10 

0.10 


Lediya 

0809000601247100 

6.339 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.899 

2.07 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.25 

0.24 

0.10 

0.002 

0.09 

0.09 







Non-command 

Bhander Sandstone 

5.030 

2.07 

0.040 

0.11 

0.02 

0.00 

0.00 

0.00 

0.51 

0.48 

0.41 

0.012 

0.48 

0.51 


Lokeshnagar 

0809000601253000 

2.221 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.134 

0.70 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.000 

0.03 

0.03 


Looloj 

0809000601248000 

3.252 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.640 

0.79 

0.120 

0.20 

0.01 

0.00 

0.00 

0.00 

0.35 

0.36 

0.80 

0.004 

0.29 

0.28 







Non-command 

Bhander Sandstone 

1.307 

0.79 

0.040 

0.12 

0.01 

0.00 

0.00 

0.00 

0.15 

0.16 

0.48 

0.003 

0.23 

0.22 


Mahmadpur 

0809000601245800 

5.320 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.146 

0.78 

0.120 

0.11 

0.02 

0.00 

0.00 

0.02 

0.17 

0.15 

0.44 

0.003 

0.14 

0.16 







Non-command 

Bhander Sandstone 

1.910 

0.78 

0.040 

0.14 

0.02 

0.00 

0.00 

0.00 

0.18 

0.15 

0.57 

0.005 

0.23 

0.26 


Maholi 

0809000401236700 

15.758 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.381 

2.46 

0.140 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.11 

0.02 

0.001 

0.02 

0.02 







Non-command 

Bhander Sandstone 

0.240 

2.46 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.01 

0.01 


Manda 

0809000601243700 

4.893 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.890 

0.62 

0.120 

0.14 

0.02 

0.00 

0.00 

0.00 

0.48 

0.56 

0.53 

0.012 

0.58 

0.50 


Mandawara 

0809000601245900 

5.784 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.868 

1.10 

0.120 

0.21 

0.03 

0.00 

0.00 

0.00 

0.56 

0.50 

0.84 

0.007 

0.31 

0.34 







Non-command 

Bhander Sandstone 

2.916 

1.10 

0.040 

0.17 

0.03 

0.00 

0.00 

0.00 

0.27 

0.24 

0.67 

0.007 

0.31 

0.35 


Mangrol 

0809000601252800 

1.904 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.301 

0.72 

0.040 

0.06 

0.01 

0.00 

0.00 

0.00 

0.09 

0.09 

0.23 

0.003 

0.39 

0.38 


Manoharpura 

0809000401235500 

4.396 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.146 

3.68 

0.140 

0.06 

0.01 

0.00 

0.00 

0.02 

1.14 

1.08 

0.23 

0.008 

0.30 

0.31 







Non-command 

Bhander Sandstone 

2.250 

3.68 

0.040 

0.05 

0.01 

0.00 

0.00 

0.00 

0.37 

0.35 

0.19 

0.008 

0.31 

0.33 


Masawata 

0809000601244400 

7.272 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.222 

0.69 

0.120 

0.51 

0.08 

0.00 

0.00 

0.00 

1.03 

1.14 

2.02 

0.017 

0.58 

0.52 


Meenapura 

0809000601243800 

3.260 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.248 

0.63 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.25 

0.30 

0.36 

0.005 

0.40 

0.34 






Kalisil 

Command 

Older Alluvium 

0.959 

0.63 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.12 

0.17 

0.002 

0.17 

0.14 


Mijhaura 

0809000601253100 

3.583 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.244 

0.82 

0.040 

0.20 

0.03 

0.00 

0.00 

0.01 

0.27 

0.28 

0.77 

0.008 

0.52 

0.50 


Milakpur 

0810000101271500 

2.124 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.095 

1.60 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.03 

0.03 







Non-command 

Quartzite 

0.001 

1.60 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Narauli 

0809000601244300 

9.367 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.704 

0.62 

0.120 

1.28 

0.19 

0.00 

0.00 

0.00 

1.74 

1.97 

5.11 

0.021 

0.54 

0.48 


Narayanpur 

0810000101271100 

1.585 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.585 

0.90 

0.100 

0.31 

0.05 

0.00 

0.00 

0.00 

0.40 

0.43 

1.24 

0.009 

0.59 

0.56 


Neemoda 

0809000601243500 

22.542 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.371 

0.91 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.42 

0.49 

0.22 

0.008 

0.09 

0.07 


Paharpura 

0809000601248900 

3.911 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.576 

0.74 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.00 

0.001 

0.09 

0.07 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.12 

0.01 

1,118.37 

0.01 

- 

0.01 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.024 

0.001 

0.023 

0.399 

1,727.62 

Over Exploited 

Jakhoda 

080900060124830C 

0.22 

0.82 

47.49 

0.99 

0.02 

1.01 

0.04 

0.58 

- 

0.0700 

- 

- 

0.001 

0.071 

0.071 

1.080 

0.054 

1.026 

1.985 

193.39 

Over Exploited 



0.12 

0.00 

3,782.60 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.055 

2,780.99 

Over Exploited 



0.22 

0.00 

2,457.26 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

0.0043 

0.0051 

0.001 

0.011 

0.011 

0.015 

0.001 

0.014 

0.121 

869.68 

Over Exploited 

Jatwari 

0809000601245300 

0.22 

0.49 

46.32 

0.58 

0.01 

0.59 

0.05 

0.58 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.623 

0.031 

0.592 

0.305 

51.54 

Safe 



0.12 

0.01 

441.88 

0.01 

- 

0.01 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.019 

286.85 

Over Exploited 

Jeerota 

0809000601244100 

0.22 

0.06 

534.67 

0.07 

0.02 

0.09 

0.01 

0.14 

- 

0.0700 

- 

- 

0.001 

0.071 

0.071 

0.162 

0.008 

0.154 

0.605 

393.96 

Over Exploited 



0.22 

0.62 

94.27 

0.74 

0.07 

0.81 

0.03 

0.44 

- 

0.2200 

0.1047 

0.1680 

0.001 

0.494 

0.494 

1.306 

0.065 

1.241 

1.936 

156.01 

Over Exploited 

Jori 

0809000601251700 

0.22 

0.00 

3,203.66 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.09 

112.97 

0.11 

0.01 

0.12 

0.05 

0.61 

- 

0.0200 

0.0075 

0.0090 

- 

0.037 

0.037 

0.155 

0.008 

0.147 

0.508 

345.77 

Over Exploited 



0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jorli 

0809000601248600 

0.22 

0.00 

8,933.39 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0004 

0.0006 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Kachroda 

0809000601247400 

0.22 

0.01 

2,004.93 

0.01 

- 

0.01 

0.00 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.015 

0.099 

639.60 

Over Exploited 



0.12 

0.25 

4,665.79 

0.30 

0.02 

0.32 

0.04 

0.58 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.393 

0.020 

0.373 

0.672 

180.08 

Over Exploited 

Kali Doongri 

0809000601252200 

0.22 

0.01 

332.96 

0.01 

- 

0.01 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.048 

607.83 

Over Exploited 



0.12 

0.03 

37.67 

0.03 

- 

0.03 

0.04 

0.46 

- 

- 

- 

- 

- 

- 

- 

0.034 

0.002 

0.032 

0.073 

228.27 

Over Exploited 

Kashipura 

0809000401235600 

0.24 

0.01 

1,318.97 

0.01 

0.00 

0.01 

0.01 

0.13 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.028 

0.001 

0.027 

0.048 

181.52 

Over Exploited 



0.12 

0.04 

806.46 

0.05 

0.00 

0.05 

0.04 

0.53 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.078 

0.004 

0.074 

0.161 

216.98 

Over Exploited 

Keeratpura 

0809000601252000 

0.12 

0.07 

71.25 

0.09 

0.01 

0.10 

0.05 

0.63 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.120 

0.006 

0.114 

0.405 

356.96 

Over Exploited 

Khanpur 

0809000601251200 

0.22 

0.00 

13,647.73 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.37 

26.20 

0.44 

0.03 

0.47 

0.04 

0.62 

- 

0.0800 

0.0445 

0.0714 

- 

0.196 

0.196 

0.665 

0.033 

0.632 

0.727 

115.08 

Over Exploited 

Khawda 

0809000601251500 

0.22 

0.00 

2,211.76 

0.00 

- 

0.00 

0.00 

0.04 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.011 

0.048 

458.72 

Over Exploited 



0.12 

0.00 

910.01 

0.00 

- 

0.00 

0.01 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.055 

478.78 

Over Exploited 



0.22 

0.00 

2,722.05 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

0.0017 

0.0028 

- 

0.015 

0.015 

0.015 

0.001 

0.015 

0.048 

331.36 

Over Exploited 



0.12 

0.00 

1,840.10 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

0.0024 

0.0039 

- 

0.006 

0.006 

0.007 

0.000 

0.007 

0.036 

532.06 

Over Exploited 

Khera 

0809000601247000 

0.22 

0.36 

70.63 

0.43 

0.04 

0.47 

0.05 

0.65 

- 

0.0900 

- 

- 

0.018 

0.108 

0.108 

0.583 

0.029 

0.554 

0.806 

145.38 

Over Exploited 



0.12 

0.00 

2,732.72 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.018 

10,507.67 

Over Exploited 

Khidarpur 

0809000601244700 

0.22 

0.41 

85.39 

0.49 

0.01 

0.50 

0.03 

0.41 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.527 

0.026 

0.501 

0.278 

55.49 

Safe 



0.06 

0.02 

214.34 

0.02 

- 

0.02 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.022 

0.001 

0.021 

0.039 

188.62 

Over Exploited 

Khirkhira 

0809000401235200 

0.24 

0.00 

8,307.22 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.12 

23.05 

0.15 

0.01 

0.16 

0.05 

0.66 

- 

0.0500 

- 

- 

0.000 

0.050 

0.050 

0.210 

0.010 

0.199 

0.246 

123.61 

Over Exploited 


0809000601244900 

0.22 

1.17 

56.54 

1.41 

0.06 

1.47 

0.05 

0.60 

- 

0.1900 

- 

- 

- 

0.190 

0.190 

1.657 

0.083 

1.574 

1.727 

109.72 

Over Exploited 

Khirkhiri 

0809000601247900 

0.22 

0.23 

145.44 

0.27 

0.01 

0.28 

0.03 

0.35 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.312 

0.016 

0.296 

0.882 

297.74 

Over Exploited 



0.12 

0.06 

221.37 

0.07 

0.01 

0.08 

0.02 

0.23 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.097 

0.005 

0.092 

0.426 

461.87 

Over Exploited 

Kholai 

0810000101271700 

0.22 

0.01 

1,345.37 

0.01 

0.00 

0.01 

0.01 

0.07 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.018 

0.001 

0.017 

0.106 

610.66 

Over Exploited 

Kishorpura 

0809000601248700 

0.22 

0.12 

76.16 

0.14 

0.00 

0.14 

0.02 

0.35 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.149 

0.007 

0.142 

0.052 

36.55 

Safe 



0.22 

0.00 

2,055.69 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

0.0018 

0.0029 

0.001 

0.005 

0.005 

0.007 

0.000 

0.006 

0.000 

4.51 

Safe 

Kudawada 

0809000601247200 

0.22 

0.01 

1,467.61 

0.02 

- 

0.02 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.028 

0.001 

0.026 

0.124 

474.16 

Over Exploited 



0.12 

0.31 

75.21 

0.37 

0.02 

0.39 

0.04 

0.53 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.462 

0.023 

0.439 

0.611 

139.18 

Over Exploited 

Kurgaon 

0809000601245700 

0.22 

0.06 

125.82 

0.07 

0.01 

0.09 

0.02 

0.23 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.117 

0.006 

0.111 

0.274 

247.36 

Over Exploited 

Lalpur 

0810000101269100 

0.22 

0.00 

4,266.72 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.014 

5,587.04 

Over Exploited 

Lauhra 

0809000401236100 

0.24 

0.00 

267,156.31 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.07 

1,350.38 

0.09 

0.01 

0.10 

0.01 

0.11 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.125 

0.006 

0.119 

0.165 

139.18 

Over Exploited 

Lediya 

0809000601247100 

0.22 

0.02 

1,313.85 

0.02 

- 

0.02 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.030 

0.002 

0.029 

0.103 

356.09 

Over Exploited 



0.12 

0.29 

65.50 

0.35 

0.02 

0.37 

0.04 

0.52 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.420 

0.021 

0.399 

0.419 

104.99 

Over Exploited 

Lokeshnagar 

0809000601253000 

0.12 

0.00 

2,407.97 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.036 

5,667.43 

Over Exploited 

Looloj 

0809000601248000 

0.22 

0.11 

243.28 

0.13 

0.01 

0.14 

0.02 

0.32 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.167 

0.008 

0.159 

0.806 

506.73 

Over Exploited 



0.12 

0.04 

333.97 

0.04 

0.01 

0.05 

0.02 

0.25 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.074 

0.004 

0.070 

0.482 

684.37 

Over Exploited 

Mahmadpur 

0809000601245800 

0.22 

0.03 

337.58 

0.04 

0.04 

0.08 

0.01 

0.15 

- 

0.0500 

- 

- 

0.034 

0.084 

0.084 

0.168 

0.008 

0.160 

0.440 

275.01 

Over Exploited 



0.12 

0.05 

197.06 

0.06 

0.02 

0.08 

0.02 

0.25 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.142 

0.007 

0.135 

0.577 

427.29 

Over Exploited 

Maholi 

0809000401236700 

0.24 

0.00 

7,849.67 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.025 

1,579.30 

Over Exploited 



0.12 

0.00 

6,613.24 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

3,415.02 

Over Exploited 

Manda 

0809000601243700 

0.22 

0.63 

(10.58) 

0.56 

0.02 

0.58 

0.04 

0.63 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.642 

0.032 

0.610 

0.545 

89.32 

Semi Critical 

Mandawara 

0809000601245900 

0.22 

0.19 

156.70 

0.23 

0.03 

0.26 

0.03 

0.34 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.354 

0.018 

0.336 

0.849 

252.72 

Over Exploited 



0.12 

0.11 

117.93 

0.13 

0.03 

0.16 

0.03 

0.34 

- 

0.0800 

- 

- 

0.002 

0.082 

0.082 

0.245 

0.012 

0.232 

0.680 

292.56 

Over Exploited 

Mangrol 

0809000601252800 

0.12 

0.06 

46.27 

0.07 

0.01 

0.08 

0.03 

0.43 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.114 

0.006 

0.108 

0.237 

219.12 

Over Exploited 

Manoharpura 

0809000401235500 

0.24 

0.15 

610.64 

0.18 

0.03 

0.21 

0.03 

0.32 

- 

0.0400 

- 

- 

0.027 

0.067 

0.067 

0.278 

0.014 

0.264 

0.242 

91.74 

Critical 



0.12 

0.07 

5,024.91 

0.08 

0.01 

0.09 

0.03 

0.34 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.123 

0.006 

0.117 

0.200 

171.36 

Over Exploited 

Masawata 

0809000601244400 

0.22 

0.92 

24.36 

1.10 

0.08 

1.18 

0.04 

0.62 

- 

0.2300 

- 

- 

- 

0.230 

0.230 

1.414 

0.071 

1.344 

2.033 

151.35 

Over Exploited 

Meenapura 

0809000601243800 

0.22 

0.20 

49.57 

0.24 

0.01 

0.25 

0.03 

0.43 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.289 

0.014 

0.274 

0.367 

133.86 

Over Exploited 



0.22 

0.04 

237.11 

0.04 

0.01 

0.05 

0.01 

0.18 

- 

0.0200 

0.0148 

0.0238 

- 

0.059 

0.059 

0.112 

0.006 

0.106 

0.172 

161.86 

Over Exploited 

Mijhaura 

0809000601253100 

0.12 

0.20 

39.59 

0.24 

0.04 

0.28 

0.04 

0.57 

- 

0.0900 

- 

- 

0.011 

0.101 

0.101 

0.383 

0.019 

0.363 

0.782 

215.15 

Over Exploited 

Milakpur 

0810000101271500 

0.22 

0.00 

2,579.46 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.017 

2,592.70 

Over Exploited 



0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Narauli 

0809000601244300 

0.22 

1.04 

88.81 

1.25 

0.19 

1.44 

0.04 

0.58 

- 

0.5700 

- 

- 

- 

0.570 

0.570 

2.009 

0.100 

1.909 

5.126 

268.51 

Over Exploited 

Narayanpur 

0810000101271100 

0.22 

0.21 

105.71 

0.25 

0.05 

0.30 

0.05 

0.64 

- 

0.1400 

- 

- 

0.000 

0.140 

0.140 

0.439 

0.022 

0.417 

1.252 

300.20 

Over Exploited 

Neemoda 

0809000601243500 

0.22 

0.07 

656.49 

0.08 

0.01 

0.09 

0.01 

0.09 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.110 

0.006 

0.105 

0.224 

213.89 

Over Exploited 

Paharpura 

0809000601248900 

0.22 

0.01 

478.91 

0.01 

- 

0.01 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.012 

0.001 

11.22 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 






Kalisil 

Command 

Older Alluvium 

3.335 

0.74 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.30 

0.38 

0.05 

0.008 

0.50 

0.40 


Pator Shastri 

0809000401234700 

1.932 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.932 

2.67 

0.140 

0.02 

0.00 

0.00 

0.00 

0.01 

0.74 

0.66 

0.06 

0.007 

0.62 

0.70 


Peelodapura 

0809000601248100 

1.832 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.832 

0.77 

0.120 

0.27 

0.01 

0.00 

0.00 

0.00 

0.43 

0.45 

1.06 

0.004 

0.58 

0.55 


Ramsar 

0810000101271300 

2.562 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.791 

1.38 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.15 

0.15 

0.21 

0.005 

0.19 

0.19 







Non-command 

Quartzite 

0.865 

1.38 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.05 

0.15 

0.005 

0.20 

0.20 


Raneta 

0809000601248500 

2.881 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.730 

0.68 

0.120 

0.18 

0.03 

0.00 

0.00 

0.00 

0.37 

0.42 

0.71 

0.007 

0.55 

0.48 






Kalisil 

Command 

Older Alluvium 

0.151 

0.68 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.000 

0.03 

0.03 


Ratanapura 

0809000601252100 

0.733 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.047 

0.77 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.04 

0.04 







Non-command 

Bhander Sandstone 

0.687 

0.77 

0.040 

0.06 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.23 

0.002 

0.54 

0.52 


Reechhoti 

0809000401234800 

1.750 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.800 

2.21 

0.140 

0.03 

0.00 

0.00 

0.00 

0.00 

0.28 

0.25 

0.11 

0.003 

0.28 

0.31 







Non-command 

Bhander Sandstone 

0.950 

2.21 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.10 

0.004 

0.34 

0.37 


Rundi 

0809000601245400 

7.874 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.479 

0.88 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.37 

0.33 

0.00 

0.008 

0.28 

0.31 







Non-command 

Bhander Sandstone 

1.360 

0.88 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.00 

0.003 

0.11 

0.12 


Sadpura 

0809000601247700 

2.727 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.594 

1.09 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.14 

0.09 

0.006 

0.56 

0.53 


Salempur 

0809000601245200 

8.069 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.942 

1.30 

0.120 

0.14 

0.02 

0.00 

0.00 

0.00 

0.58 

0.52 

0.55 

0.007 

0.23 

0.26 







Non-command 

Quartzite 

0.063 

1.30 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 



0810000101269000 

6.618 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.135 

1.47 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.01 

0.01 


Semarda 

0809000401235700 

2.892 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.858 

2.58 

0.040 

0.14 

0.02 

0.00 

0.00 

0.00 

0.42 

0.39 

0.55 

0.011 

0.60 

0.63 


Shekhpura 

0809000601247500 

4.065 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.532 

1.54 

0.040 

0.16 

0.02 

0.00 

0.00 

0.00 

0.36 

0.37 

0.65 

0.009 

0.51 

0.49 


Singoopura 

0809000601247800 

6.019 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.868 

0.88 

0.040 

0.13 

0.01 

0.00 

0.00 

0.00 

0.33 

0.35 

0.49 

0.014 

0.57 

0.53 


Suratpura 

0809000601252600 

1.393 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.393 

0.77 

0.040 

0.15 

0.01 

0.00 

0.00 

0.00 

0.18 

0.19 

0.61 

0.003 

0.58 

0.56 


Tajpur 

0810000101265500 

4.667 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.142 

1.84 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.24 

0.21 

0.13 

0.007 

0.15 

0.17 







Non-command 

Quartzite 

0.685 

1.84 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.05 

0.004 

0.09 

0.10 


Tatwara 

0810000101271200 

2.008 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.008 

1.06 

0.100 

0.28 

0.04 

0.00 

0.00 

0.00 

0.45 

0.47 

1.09 

0.012 

0.59 

0.57 


Thooma 

0809000601246800 

3.468 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.072 

1.32 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.39 

0.35 

0.27 

0.005 

0.37 

0.41 







Non-command 

Bhander Sandstone 

1.392 

1.32 

0.040 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.09 

0.15 

0.003 

0.25 

0.28 


Totolai 

0810000101270900 

1.710 

Fresh 

Non-command 

Non-command 

Quartzite 

0.163 

1.45 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.05 

0.001 

0.06 

0.06 


Tursangpura 

0809000601251800 

5.120 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.838 

0.73 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.11 

0.12 

0.17 

0.002 

0.09 

0.09 







Non-command 

Bhander Sandstone 

2.069 

0.73 

0.040 

0.08 

0.00 

0.00 

0.00 

0.00 

0.14 

0.14 

0.32 

0.005 

0.23 

0.23 






Kalisil 

Command 

Older Alluvium 

0.257 

0.73 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.05 

0.001 

0.03 

0.03 







Command 

Bhander Sandstone 

0.248 

0.73 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.001 

0.03 

0.03 


Umri 

0810000101269200 

8.602 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.016 

1.46 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Wajidpur 

0809000401234900 

0.987 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.987 

2.00 

0.140 

0.02 

0.00 

0.00 

0.00 

0.00 

0.30 

0.25 

0.08 

0.004 

0.63 

0.73 

07009065 

Abadi Ki Dhani 

0810000201283200 

0.226 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.027 

1.04 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.06 

0.09 


Abhaipura 

0810000201275700 

1.198 

Fresh 

Mora Sagar 

Command 

Older Alluvium 

1.198 

0.78 

0.090 

0.03 

0.01 

0.00 

0.00 

0.02 

0.08 

0.08 

0.10 

0.005 

0.62 

0.61 


Ahmadpur (Rural) 

0810000101266800 

2.733 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.733 

0.22 

0.100 

0.12 

0.03 

0.00 

0.00 

0.00 

0.15 

0.13 

0.48 

0.016 

0.63 

0.70 


Akodiya 

0810000201282000 

3.808 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.808 

0.87 

0.090 

0.29 

0.04 

0.00 

0.00 

0.02 

0.53 

0.51 

1.15 

0.014 

0.62 

0.64 


Aliganj 

0810000101266700 

2.118 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.118 

0.13 

0.100 

0.07 

0.02 

0.00 

0.00 

0.00 

0.08 

0.07 

0.27 

0.012 

0.63 

0.71 


Alipura 

0811000501443800 

6.624 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.345 

0.99 

0.100 

0.00 

0.00 

0.00 

0.00 

0.05 

-0.01 

-0.01 

0.01 

0.002 

0.03 

0.04 


Amargarh 

0810000101269800 

5.993 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.993 

1.50 

0.100 

0.27 

0.04 

0.00 

0.00 

0.00 

1.13 

1.03 

1.05 

0.035 

0.62 

0.68 


Amawara 

0810000201272600 

25.915 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.619 

0.50 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.02 

0.002 

0.01 

0.01 







Non-command 

Quartzite 

0.373 

0.50 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 






Mora Sagar 

Command 

Older Alluvium 

0.498 

0.50 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.002 

0.01 

0.01 







Command 

Quartzite 

0.011 

0.50 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Arniya 

0810000101268700 

4.212 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.212 

0.95 

0.100 

0.15 

0.02 

0.00 

0.00 

0.00 

0.53 

0.48 

0.56 

0.024 

0.63 

0.70 


Astro li 

0810000101266400 

1.565 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.565 

0.39 

0.100 

0.20 

0.05 

0.00 

0.00 

0.01 

0.20 

0.18 

0.81 

0.009 

0.63 

0.71 


Bagor 

0809000201203500 

13.074 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.464 

1.17 

0.080 

0.08 

0.02 

0.00 

0.00 

0.08 

1.06 

1.19 

0.28 

0.048 

0.49 

0.43 


Bairada 

0810000201282700 

7.924 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.924 

0.87 

0.090 

0.17 

0.02 

0.00 

0.00 

0.22 

0.54 

0.50 

0.63 

0.030 

0.60 

0.64 


Baloti 

0809000601245000 

7.491 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.615 

1.51 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.13 

0.12 

0.001 

0.05 

0.06 







Non-command 

Quartzite 

0.212 

1.51 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.02 


Baman Baroda 

0810000101268400 

6.692 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.692 

1.04 

0.100 

0.34 

0.05 

0.00 

0.00 

0.00 

0.98 

0.93 

1.33 

0.039 

0.62 

0.66 


Bamanwas Patti Kalan 

0810000201277200 

38.846 

Fresh 

Non-command 

Non-command 

Older Alluvium 

37.778 

1.44 

0.090 

0.83 

0.12 

0.00 

0.00 

0.24 

5.37 

5.38 

3.12 

0.144 

0.61 

0.61 






Mora Sagar 

Command 

Older Alluvium 

1.068 

1.44 

0.090 

0.03 

0.00 

0.00 

0.00 

0.24 

-0.07 

-0.07 

0.10 

0.004 

0.02 

0.02 


Bamanwas Patti Khurd 

0810000201277300 

24.186 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.247 

1.37 

0.090 

0.08 

0.01 

0.00 

0.00 

0.21 

0.38 

0.38 

0.31 

0.016 

0.11 

0.11 






Mora Sagar 

Command 

Older Alluvium 

19.939 

1.37 

0.090 

0.40 

0.06 

0.00 

0.00 

0.21 

2.58 

2.59 

1.51 

0.076 

0.52 

0.51 


Bamori 

0809000201203700 

7.518 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.709 

1.36 

0.080 

0.04 

0.00 

0.00 

0.00 

0.02 

0.74 

0.82 

0.12 

0.028 

0.50 

0.45 


Bandhawal 

0810000201278700 

2.987 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.987 

0.93 

0.090 

0.05 

0.01 

0.00 

0.00 

0.02 

0.28 

0.28 

0.19 

0.011 

0.62 

0.62 


Banor 

0810000201274700 

2.295 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.549 

0.74 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.00 

0.002 

0.12 

0.10 







Non-command 

Quartzite 

0.012 

0.74 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Mora Sagar 

Command 

Older Alluvium 

1.734 

0.74 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.16 

0.02 

0.007 

0.39 

0.31 


Bara Pichanot 

0809000201204600 

7.354 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.384 

1.05 

0.080 

0.06 

0.01 

0.00 

0.00 

0.00 

0.42 

0.41 

0.22 

0.018 

0.35 

0.36 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.539 

1.05 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.23 

0.23 

0.05 

0.011 

0.20 

0.21 


Bardala 

0809000201201400 

22.217 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.105 

1.45 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Bareela 

0810000201277600 

4.491 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.475 

0.84 

0.090 

0.19 

0.05 

0.00 

0.00 

0.03 

0.44 

0.47 

0.72 

0.017 

0.59 

0.56 






Mora Sagar 

Command 

Older Alluvium 

0.016 

0.84 

0.090 

0.00 

0.00 

0.00 

0.00 

0.03 

-0.03 

-0.04 

0.00 

0.000 

0.00 

0.00 


Barh Bagor 

0809000201203600 

0.580 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.580 

1.22 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.00 

0.002 

0.58 

0.54 


Barh Bareela 

0810000201277500 

1.856 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.715 

0.88 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.13 

0.00 

0.007 

0.57 

0.56 






Mora Sagar 

Command 

Older Alluvium 

0.141 

0.88 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.05 

0.05 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.22 

0.36 

3.25 

0.38 

- 

0.38 

0.03 

0.53 

- 

0.0100 

0.0515 

0.0827 

- 

0.144 

0.144 

0.520 

0.026 

0.494 

0.056 

11.34 

Safe 

Pator Shastri 

0809000401234700 

0.24 

0.29 

128.15 

0.34 

0.01 

0.35 

0.05 

0.67 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.371 

0.019 

0.353 

0.069 

19.64 

Safe 

Peelodapura 

0809000601248100 

0.22 

0.23 

94.08 

0.28 

0.01 

0.29 

0.05 

0.63 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.330 

0.017 

0.314 

1.060 

337.96 

Over Exploited 

Ramsar 

0810000101271300 

0.22 

0.03 

362.36 

0.04 

0.01 

0.05 

0.02 

0.20 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.069 

0.003 

0.065 

0.217 

331.10 

Over Exploited 



0.08 

0.01 

284.27 

0.02 

0.01 

0.03 

0.02 

0.22 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.047 

0.002 

0.045 

0.155 

347.92 

Over Exploited 

Raneta 

0809000601248500 

0.22 

0.33 

28.29 

0.40 

0.03 

0.43 

0.04 

0.59 

- 

0.0800 

- 

- 

0.001 

0.081 

0.081 

0.509 

0.025 

0.484 

0.713 

147.35 

Over Exploited 



0.22 

0.00 

2,329.62 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

0.0100 

0.0023 

0.0037 

0.001 

0.017 

0.017 

0.019 

0.001 

0.018 

0.050 

276.19 

Over Exploited 

Ratanapura 

0809000601252100 

0.22 

0.00 

3,810.55 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.024 

5,588.76 

Over Exploited 



0.12 

0.04 

88.62 

0.05 

0.00 

0.05 

0.05 

0.59 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.064 

0.003 

0.060 

0.229 

379.01 

Over Exploited 

Reechhoti 

0809000401234800 

0.24 

0.05 

358.46 

0.07 

- 

0.07 

0.02 

0.31 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.085 

0.004 

0.081 

0.112 

138.47 

Over Exploited 



0.12 

0.03 

1,500.43 

0.03 

0.00 

0.03 

0.03 

0.36 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.042 

0.002 

0.039 

0.100 

252.42 

Over Exploited 

Rundi 

0809000601245400 

0.22 

0.21 

54.89 

0.25 

0.00 

0.26 

0.02 

0.30 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.257 

0.013 

0.244 

0.008 

3.43 

Safe 



0.12 

0.02 

140.98 

0.02 

0.00 

0.02 

0.01 

0.12 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.022 

0.001 

0.021 

0.003 

15.58 

Safe 

Sadpura 

0809000601247700 

0.12 

0.17 

(18.79) 

0.14 

- 

0.14 

0.05 

0.60 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.151 

0.008 

0.143 

0.092 

64.40 

Safe 

Salempur 

0809000601245200 

0.22 

0.15 

248.21 

0.18 

0.02 

0.20 

0.02 

0.25 

- 

0.0600 

- 

- 

0.003 

0.063 

0.063 

0.263 

0.013 

0.249 

0.559 

224.09 

Over Exploited 



0.06 

0.00 

7,469.47 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 


0810000101269000 

0.22 

0.00 

4,534.87 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.015 

3,395.17 

Over Exploited 

Semarda 

0809000401235700 

0.12 

0.20 

5,122.12 

0.23 

0.02 

0.25 

0.05 

0.65 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.355 

0.018 

0.337 

0.563 

167.05 

Over Exploited 

Shekhpura 

0809000601247500 

0.12 

0.22 

71.33 

0.26 

0.02 

0.28 

0.04 

0.55 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.351 

0.018 

0.333 

0.657 

197.02 

Over Exploited 

Singoopura 

0809000601247800 

0.12 

0.40 

(13.02) 

0.35 

0.01 

0.36 

0.05 

0.61 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.377 

0.019 

0.359 

0.504 

140.61 

Over Exploited 

Suratpura 

0809000601252600 

0.12 

0.10 

95.97 

0.12 

0.01 

0.13 

0.05 

0.63 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.146 

0.007 

0.139 

0.615 

443.73 

Over Exploited 

Tajpur 

0810000101265500 

0.22 

0.04 

452.19 

0.05 

0.01 

0.06 

0.01 

0.17 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.086 

0.004 

0.082 

0.141 

171.30 

Over Exploited 



0.08 

0.01 

518.92 

0.01 

- 

0.01 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.015 

0.051 

333.81 

Over Exploited 

Tatwara 

0810000101271200 

0.22 

0.26 

80.20 

0.32 

0.04 

0.36 

0.05 

0.64 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

0.475 

0.024 

0.451 

1.097 

242.89 

Over Exploited 

Thooma 

0809000601246800 

0.22 

0.17 

106.96 

0.20 

0.01 

0.21 

0.03 

0.40 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.244 

0.012 

0.231 

0.274 

118.38 

Over Exploited 



0.12 

0.04 

124.09 

0.05 

0.01 

0.06 

0.02 

0.27 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.080 

0.004 

0.076 

0.154 

202.79 

Over Exploited 

Totolai 

0810000101270900 

0.08 

0.00 

1,767.89 

0.00 

- 

0.00 

0.00 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.048 

462.48 

Over Exploited 

Tursangpura 

0809000601251800 

0.22 

0.02 

563.61 

0.02 

- 

0.02 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.031 

0.002 

0.029 

0.170 

578.78 

Over Exploited 



0.12 

0.06 

147.36 

0.07 

- 

0.07 

0.02 

0.25 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.080 

0.004 

0.076 

0.329 

435.23 

Over Exploited 



0.22 

0.00 

1,926.99 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0026 

0.0032 

- 

0.006 

0.006 

0.008 

0.000 

0.007 

0.049 

659.54 

Over Exploited 



0.12 

0.00 

2,018.21 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0026 

0.0031 

- 

0.006 

0.006 

0.007 

0.000 

0.006 

0.037 

583.95 

Over Exploited 

Umri 

0810000101269200 

0.22 

0.00 

54,284.96 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Wajidpur 

0809000401234900 

0.24 

0.15 

72.06 

0.18 

- 

0.18 

0.06 

0.68 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.188 

0.009 

0.178 

0.082 

45.81 

Safe 

Abadi Ki Dhani 

0810000201283200 

0.15 

0.00 

240.41 

0.00 

0.00 

0.00 

0.01 

0.07 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

3.14 

Safe 

Abhaipura 

0810000201275700 

0.15 

0.11 

(25.20) 

0.09 

0.03 

0.12 

0.06 

0.68 

- 

0.0200 

0.0032 

0.0039 

0.032 

0.059 

0.059 

0.180 

0.009 

0.171 

0.101 

58.89 

Safe 

Ahmadpur (Rural) 

0810000101266800 

0.22 

0.38 

(64.50) 

0.30 

0.03 

0.33 

0.06 

0.68 

- 

0.0900 

- 

- 

0.001 

0.091 

0.091 

0.423 

0.021 

0.402 

0.491 

122.12 

Over Exploited 

Akodiya 

0810000201282000 

0.15 

0.35 

43.88 

0.42 

0.06 

0.49 

0.06 

0.67 

- 

0.1300 

- 

- 

0.033 

0.163 

0.163 

0.649 

0.032 

0.616 

1.166 

189.28 

Over Exploited 

Aliganj 

0810000101266700 

0.22 

0.29 

(76.79) 

0.23 

0.02 

0.25 

0.06 

0.68 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.305 

0.015 

0.290 

0.286 

98.72 

Critical 

Alipura 

0811000501443800 

0.15 

0.00 

(639.38) 

0.00 

0.05 

0.05 

0.00 

0.03 

0.00 

- 

- 

- 

0.068 

0.068 

0.069 

0.115 

0.006 

0.110 

0.013 

12.05 

Safe 

Amargarh 

0810000101269800 

0.22 

0.82 

25.93 

0.99 

0.04 

1.03 

0.05 

0.68 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

1.145 

0.057 

1.088 

1.087 

99.88 

Critical 

Amawara 

0810000201272600 

0.15 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.026 

2,140.83 

Over Exploited 



0.06 

0.00 

276.51 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

874.13 

Over Exploited 



0.15 

0.00 

5,202.95 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0009 

0.0011 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

0.026 

941.16 

Over Exploited 



0.06 

0.00 

71,730.53 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Arniya 

0810000101268700 

0.22 

0.58 

(17.96) 

0.48 

0.02 

0.50 

0.06 

0.68 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.557 

0.028 

0.529 

0.586 

110.87 

Over Exploited 

Astro li 

0810000101266400 

0.22 

0.22 

(16.75) 

0.18 

0.06 

0.24 

0.06 

0.68 

- 

0.1500 

- 

- 

0.012 

0.162 

0.162 

0.401 

0.020 

0.381 

0.815 

213.99 

Over Exploited 

Bagor 

0809000201203500 

0.12 

0.67 

77.79 

0.80 

0.10 

0.90 

0.04 

0.53 

- 

0.0500 

- 

- 

0.117 

0.167 

0.167 

1.068 

0.053 

1.014 

0.325 

32.01 

Safe 

Bairada 

0810000201282700 

0.15 

0.71 

(28.93) 

0.57 

0.24 

0.81 

0.06 

0.65 

- 

0.0700 

- 

- 

0.225 

0.295 

0.295 

1.106 

0.055 

1.051 

0.664 

63.19 

Safe 

Baloti 

0809000601245000 

0.22 

0.01 

1,741.01 

0.01 

- 

0.01 

0.00 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.123 

709.36 

Over Exploited 



0.06 

0.00 

2,491.38 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.009 

3,335.20 

Over Exploited 

Baman Baroda 

0810000101268400 

0.22 

0.91 

1.23 

0.93 

0.05 

0.98 

0.06 

0.68 

- 

0.1500 

- 

- 

0.004 

0.154 

0.154 

1.133 

0.057 

1.076 

1.364 

126.75 

Over Exploited 

Bamanwas Patti Kalan 

0810000201277200 

0.15 

3.45 

55.79 

4.14 

0.36 

4.50 

0.06 

0.67 

- 

0.5900 

- 

- 

0.359 

0.949 

0.949 

5.451 

0.273 

5.178 

3.264 

63.03 

Safe 



0.15 

0.00 

(2,672.20) 

0.00 

0.24 

0.24 

0.00 

0.02 

- 

0.0200 

0.0024 

0.0023 

0.359 

0.384 

0.384 

0.626 

0.031 

0.594 

0.100 

16.83 

Safe 

Bamanwas Patti Khurd 

0810000201277300 

0.15 

0.07 

449.11 

0.08 

0.22 

0.30 

0.01 

0.12 

- 

0.0600 

- 

- 

0.314 

0.374 

0.374 

0.678 

0.034 

0.644 

0.328 

50.97 

Safe 



0.15 

1.54 

68.12 

1.85 

0.27 

2.12 

0.05 

0.56 

- 

0.2800 

0.0449 

0.0433 

0.314 

0.683 

0.683 

2.802 

0.140 

2.662 

1.588 

59.65 

Safe 

Bamori 

0809000201203700 

0.12 

0.40 

103.61 

0.48 

0.02 

0.51 

0.05 

0.55 

- 

0.0200 

- 

- 

0.036 

0.056 

0.056 

0.563 

0.028 

0.535 

0.143 

26.71 

Safe 

Bandhawal 

0810000201278700 

0.15 

0.28 

(0.42) 

0.28 

0.03 

0.30 

0.06 

0.67 

- 

0.0400 

- 

- 

0.023 

0.063 

0.063 

0.363 

0.018 

0.345 

0.203 

58.98 

Safe 

Banor 

0810000201274700 

0.15 

0.01 

351.28 

0.01 

- 

0.01 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.012 

0.002 

17.96 

Safe 



0.06 

0.00 

4,769.99 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.10 

55.20 

0.12 

- 

0.12 

0.03 

0.42 

- 

- 

0.0039 

0.0038 

- 

0.008 

0.008 

0.130 

0.006 

0.123 

0.031 

24.79 

Safe 

Bara Pichanot 

0809000201204600 

0.12 

0.18 

122.96 

0.22 

0.01 

0.23 

0.03 

0.38 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.252 

0.013 

0.239 

0.234 

97.88 

Critical 



0.12 

0.06 

270.74 

0.07 

- 

0.07 

0.02 

0.22 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.084 

0.004 

0.080 

0.065 

80.48 

Semi Critical 

Bardala 

0809000201201400 

0.12 

0.00 

42,246.60 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bareela 

0810000201277600 

0.15 

0.40 

18.08 

0.47 

0.08 

0.55 

0.05 

0.64 

- 

0.1400 

- 

- 

0.052 

0.192 

0.192 

0.745 

0.037 

0.708 

0.737 

104.10 

Over Exploited 



0.15 

0.00 

(730,884.84) 

0.00 

0.03 

0.03 

0.00 

0.00 

- 

- 

0.0000 

0.0001 

0.052 

0.052 

0.052 

0.087 

0.004 

0.083 

0.000 

0.07 

Safe 

Barh Bagor 

0809000201203600 

0.12 

0.04 

47.62 

0.05 

0.00 

0.05 

0.05 

0.63 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.050 

0.002 

0.047 

0.002 

5.09 

Safe 

Barh Bareela 

0810000201277500 

0.15 

0.15 

(7.80) 

0.13 

0.00 

0.14 

0.05 

0.62 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.145 

0.007 

0.137 

0.007 

4.75 

Safe 



0.15 

0.00 

630.95 

0.00 

0.00 

0.01 

0.00 

0.05 

- 

- 

0.0004 

0.0005 

0.006 

0.007 

0.007 

0.012 

0.001 

0.012 

0.001 

4.60 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Barh Bhawta 

081000010126990C 

2.488 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.488 

1.57 

0.100 

0.07 

0.01 

0.00 

0.00 

0.00 

0.45 

0.42 

0.26 

0.014 

0.62 

0.67 


Barh Bichla 

0810000101267500 

2.037 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.037 

0.16 

0.100 

0.03 

0.00 

0.00 

0.00 

0.02 

0.04 

0.03 

0.10 

0.012 

0.63 

0.70 


Barh Chhan 

0810000101264400 

1.079 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.079 

0.88 

0.100 

0.03 

0.00 

0.00 

0.00 

0.01 

0.11 

0.10 

0.10 

0.006 

0.62 

0.70 


Barh Chhawa No.l 

0810000101265100 

1.064 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.178 

1.47 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.03 

0.001 

0.10 

0.12 







Non-command 

Quartzite 

0.887 

1.47 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.10 

0.005 

0.52 

0.59 


Barh Chhawa No.2 

0810000101265300 

0.639 

Fresh 

Non-command 

Non-command 

Quartzite 

0.639 

1.61 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.08 

0.004 

0.63 

0.71 


Barh Danta Sooti 

0810000201277800 

3.578 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.578 

0.85 

0.090 

0.03 

0.00 

0.00 

0.00 

0.04 

0.26 

0.30 

0.12 

0.014 

0.55 

0.48 


Barh Dehri 

0810000201282600 

1.267 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.471 

0.90 

0.090 

0.07 

0.01 

0.00 

0.00 

0.00 

0.10 

0.10 

0.26 

0.002 

0.23 

0.24 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.796 

0.90 

0.090 

0.05 

0.01 

0.00 

0.00 

0.00 

0.10 

0.10 

0.18 

0.003 

0.39 

0.40 


Barh Dujai 

0810000201272900 

1.846 

Fresh 

Non-command 

Non-command 

Quartzite 

0.263 

0.78 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.08 

0.06 


Barh Gahnoli Chak No.l 

0810000201279800 

0.837 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.837 

0.93 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.12 

0.003 

0.62 

0.63 


Barh Gahnoli Chak No.2 

0810000201279400 

0.346 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.346 

0.96 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.07 

0.001 

0.62 

0.65 


Barh Goth 

0810000201286300 

3.984 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.013 

1.25 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Barh Govindpura 

0810000201285300 

0.989 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.989 

0.94 

0.090 

0.03 

0.00 

0.00 

0.00 

0.01 

0.10 

0.10 

0.12 

0.004 

0.59 

0.63 


Barh Guwari 

0810000101272200 

5.161 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.638 

0.91 

0.100 

0.15 

0.02 

0.00 

0.00 

0.00 

0.55 

0.60 

0.57 

0.027 

0.53 

0.49 


Barh Jahra 

0810000201275500 

0.527 

Fresh 

Mora Sagar 

Command 

Older Alluvium 

0.527 

0.71 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.00 

0.002 

0.59 

0.55 


Barh Jharoda 

0810000201287000 

1.776 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.342 

1.22 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.16 

0.07 

0.005 

0.44 

0.46 







Non-command 

Quartzite 

0.433 

1.22 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.14 

0.15 


Barh Jharoli 

0810000201278200 

1.820 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.820 

1.10 

0.090 

0.06 

0.01 

0.00 

0.00 

0.00 

0.23 

0.23 

0.24 

0.007 

0.62 

0.61 


Barh Kalan 

0810000101267800 

1.095 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.095 

0.35 

0.100 

0.02 

0.01 

0.00 

0.00 

0.00 

0.05 

0.04 

0.09 

0.006 

0.63 

0.71 


Barh Khoontla 

0810000101267300 

1.856 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.856 

0.92 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.16 

0.00 

0.011 

0.62 

0.64 


Barh Khurd 

0810000101267600 

1.276 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.276 

0.19 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.07 

0.007 

0.63 

0.71 


Barh Kotri 

0810000101271800 

2.109 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.004 

1.33 

0.100 

0.21 

0.03 

0.00 

0.00 

0.00 

0.45 

0.46 

0.82 

0.012 

0.57 

0.55 


Barh Koyla 

0810000201279300 

3.166 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.166 

0.97 

0.090 

0.07 

0.02 

0.00 

0.00 

0.01 

0.32 

0.31 

0.26 

0.012 

0.62 

0.64 


Barh Mahanandpur 

0810000101266100 

0.733 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.733 

2.31 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.16 

0.03 

0.004 

0.63 

0.71 


Barh Milakpur 

0810000101271400 

3.150 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.937 

1.39 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.17 

0.17 

0.20 

0.005 

0.18 

0.17 


Barh Mohanpur 

0810000201284600 

0.675 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.675 

0.89 

0.090 

0.02 

0.00 

0.00 

0.00 

0.08 

-0.01 

-0.01 

0.10 

0.003 

0.60 

0.64 


Barh Nananwas 

0810000201287200 

1.287 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.278 

1.17 

0.090 

0.07 

0.01 

0.00 

0.00 

0.00 

0.19 

0.20 

0.29 

0.005 

0.58 

0.57 


Barh Palasod 

0810000201285000 

1.774 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.774 

1.11 

0.090 

0.09 

0.01 

0.00 

0.00 

0.00 

0.26 

0.24 

0.34 

0.007 

0.61 

0.63 


Barh Paniyala 

0810000201287300 

3.102 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.365 

1.23 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.02 

0.001 

0.07 

0.07 


Barh Phulwara 

0810000201285100 

2.623 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.623 

0.98 

0.090 

0.05 

0.01 

0.00 

0.00 

0.01 

0.26 

0.25 

0.17 

0.010 

0.60 

0.63 


Barh Piplai 

0810000201281500 

0.462 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.462 

0.89 

0.090 

0.06 

0.01 

0.00 

0.00 

0.00 

0.09 

0.09 

0.24 

0.002 

0.62 

0.63 


Barh Raghopura 

0810000201274200 

5.127 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.324 

0.83 

0.090 

0.01 

0.00 

0.00 

0.00 

0.05 

0.06 

0.06 

0.02 

0.005 

0.15 

0.14 






Mora Sagar 

Command 

Older Alluvium 

3.803 

0.83 

0.090 

0.01 

0.00 

0.00 

0.00 

0.05 

0.24 

0.26 

0.02 

0.014 

0.42 

0.39 


Barh Raghunathpura 

0810000201273900 

6.672 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.896 

0.84 

0.090 

0.04 

0.01 

0.00 

0.00 

0.00 

0.25 

0.24 

0.16 

0.011 

0.26 

0.26 







Non-command 

Quartzite 

0.980 

0.84 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.004 

0.09 

0.09 


Barh Salempur 

0809000601245100 

3.387 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.782 

0.87 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.36 

0.32 

0.31 

0.007 

0.52 

0.58 







Non-command 

Quartzite 

0.604 

0.87 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.11 

0.13 


Barh Saloda (Rural) 

0810000101265900 

0.809 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.809 

1.18 

0.100 

0.07 

0.01 

0.00 

0.00 

0.00 

0.16 

0.14 

0.26 

0.005 

0.63 

0.71 


Barh Sancholi 

0810000201283100 

2.530 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.475 

1.03 

0.090 

0.01 

0.00 

0.00 

0.00 

0.02 

0.13 

0.10 

0.02 

0.006 

0.31 

0.42 


Barh Sitor 

0810000201279900 

1.685 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.685 

0.97 

0.090 

0.13 

0.02 

0.00 

0.00 

0.00 

0.26 

0.26 

0.50 

0.006 

0.62 

0.63 


Barh Sohan 

0810000201285600 

1.713 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.006 

0.97 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.00 

0.004 

0.34 

0.38 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.707 

0.97 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.00 

0.003 

0.24 

0.27 


Barh Tatwara 

0810000101272300 

17.123 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.551 

0.72 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.37 

0.40 

0.20 

0.026 

0.16 

0.14 


Bari Jhonpari 

0810000201280000 

1.169 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.169 

0.79 

0.090 

0.27 

0.04 

0.00 

0.00 

0.00 

0.31 

0.31 

1.08 

0.004 

0.62 

0.63 


Bas Laxmipura 

0811000501443200 

1.928 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.928 

1.03 

0.100 

0.08 

0.01 

0.00 

0.00 

0.00 

0.27 

0.22 

0.29 

0.012 

0.58 

0.71 


Batoda 

0810000201286700 

8.244 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.433 

1.25 

0.090 

0.28 

0.07 

0.00 

0.00 

0.02 

0.92 

0.84 

1.10 

0.024 

0.45 

0.49 







Non-command 

Quartzite 

0.578 

1.25 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.002 

0.04 

0.04 






Morel 

Command 

Older Alluvium 

0.176 

1.25 

0.090 

0.01 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.02 

0.001 

0.01 

0.01 


Benipur 

0810000101264800 

2.825 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.825 

0.86 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.27 

0.24 

0.14 

0.016 

0.63 

0.71 


Bhanwarki 

0810000201283000 

7.296 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.943 

0.97 

0.090 

0.16 

0.02 

0.00 

0.00 

0.00 

0.75 

0.60 

0.62 

0.026 

0.53 

0.66 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.062 

0.97 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.01 


Bhanwra 

0810000201273100 

12.489 

Fresh 

Non-command 

Non-command 

Quartzite 

0.006 

0.30 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhartoon 

0809000601244800 

19.672 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.598 

1.13 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.10 

0.001 

0.02 

0.02 







Non-command 

Quartzite 

0.042 

1.13 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhautai 

0810000201279100 

2.281 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.281 

0.52 

0.090 

0.24 

0.06 

0.00 

0.00 

0.00 

0.28 

0.27 

0.94 

0.009 

0.62 

0.66 


Bhawar 

0810000201285700 

8.326 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.993 

1.18 

0.090 

0.18 

0.04 

0.00 

0.00 

0.00 

0.78 

0.70 

0.67 

0.023 

0.42 

0.46 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.414 

1.18 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.02 

0.002 

0.03 

0.03 


Bhawta 

0810000101270000 

0.896 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.896 

1.60 

0.100 

0.06 

0.01 

0.00 

0.00 

0.01 

0.19 

0.18 

0.23 

0.005 

0.62 

0.65 


Bheetoli 

0810000201274000 

3.191 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.641 

0.92 

0.090 

0.19 

0.03 

0.00 

0.00 

0.00 

0.30 

0.32 

0.77 

0.006 

0.29 

0.27 







Non-command 

Quartzite 

1.015 

0.92 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.06 

0.06 

0.22 

0.004 

0.18 

0.17 






Mora Sagar 

Command 

Older Alluvium 

0.014 

0.92 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bheroowas 

0811000501440000 

1.375 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.700 

-0.13 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.004 

0.31 

0.52 







Non-command 

Quartzite 

0.584 

-0.13 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.004 

0.26 

0.43 


Bheroowas Chak No 1 

0811000501441500 

0.229 

Fresh 

Non-command 

Non-command 

Quartzite 

0.229 

-0.13 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.60 

1.02 


Bheroowas Chak No 3 

0811000501439800 

0.202 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.197 

-0.14 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.59 

1.00 







Non-command 

Quartzite 

0.005 

-0.14 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Bheroowas Chak No 4 

0811000501439700 

0.926 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.145 

-0.14 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.09 

0.16 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Barh Bhawta 

0810000101269900 

0.22 

0.34 

23.04 

0.41 

0.01 

0.42 

0.05 

0.67 

- 

0.0300 

- 

- 

0.005 

0.035 

0.035 

0.454 

0.023 

0.432 

0.269 

62.40 

Safe 

Barh Bichla 

0810000101267500 

0.22 

0.28 

(87.82) 

0.23 

0.02 

0.25 

0.06 

0.68 

- 

0.0200 

- 

- 

0.036 

0.056 

0.056 

0.306 

0.015 

0.291 

0.113 

38.81 

Safe 

Barh Chhan 

0810000101264400 

0.22 

0.15 

(31.71) 

0.12 

0.01 

0.13 

0.06 

0.68 

- 

- 

- 

- 

0.011 

0.011 

0.011 

0.141 

0.007 

0.134 

0.102 

76.50 

Semi Critical 

Barh Chhawa No.l 

0810000101265100 

0.22 

0.00 

680.55 

0.00 

- 

0.00 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.014 

0.030 

211.84 

Over Exploited 



0.08 

0.04 

33.58 

0.04 

- 

0.04 

0.05 

0.57 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.065 

0.003 

0.061 

0.106 

172.80 

Over Exploited 

Barh Chhawa No.2 

0810000101265300 

0.08 

0.03 

11.88 

0.04 

0.00 

0.04 

0.06 

0.68 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.056 

0.003 

0.054 

0.088 

163.82 

Over Exploited 

Barh Danta Sooti 

0810000201277800 

0.15 

0.30 

1.54 

0.30 

0.04 

0.34 

0.05 

0.60 

- 

0.0100 

- 

- 

0.060 

0.070 

0.070 

0.410 

0.021 

0.390 

0.134 

34.27 

Safe 

Barh Dehri 

0810000201282600 

0.15 

0.02 

489.85 

0.02 

0.01 

0.03 

0.02 

0.25 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.059 

0.003 

0.056 

0.266 

471.59 

Over Exploited 



0.15 

0.05 

120.13 

0.06 

0.01 

0.07 

0.04 

0.42 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.085 

0.004 

0.081 

0.185 

228.68 

Over Exploited 

Barh Dujai 

0810000201272900 

0.06 

0.00 

(91.11) 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

73.29 

Semi Critical 

Barh Gahnoli Chak No.l 

0810000201279800 

0.15 

0.08 

27.14 

0.09 

- 

0.09 

0.06 

0.68 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.114 

0.006 

0.108 

0.123 

113.83 

Over Exploited 

Barh Gahnoli Chak No.2 

0810000201279400 

0.15 

0.03 

48.84 

0.04 

- 

0.04 

0.06 

0.68 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.049 

0.002 

0.046 

0.073 

158.21 

Over Exploited 

Barh Goth 

0810000201286300 

0.15 

0.00 

(74,282.13) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.010 

0.001 

0.010 

0.000 

0.48 

Safe 

Barh Govindpura 

0810000201285300 

0.15 

0.09 

8.00 

0.10 

0.01 

0.11 

0.05 

0.65 

- 

0.0100 

- 

- 

0.018 

0.028 

0.028 

0.136 

0.007 

0.129 

0.124 

95.87 

Critical 

Barh Guwari 

0810000101272200 

0.22 

0.54 

67,127.46 

0.59 

0.02 

0.61 

0.04 

0.57 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.675 

0.034 

0.641 

0.592 

92.34 

Critical 

Barh Jahra 

0810000201275500 

0.15 

0.05 

(22.26) 

0.04 

- 

0.04 

0.05 

0.64 

- 

- 

0.0014 

0.0017 

- 

0.003 

0.003 

0.040 

0.002 

0.038 

0.002 

5.23 

Safe 

Barh Jharoda 

0810000201287000 

0.15 

0.09 

75.66 

0.11 

0.00 

0.11 

0.04 

0.48 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.128 

0.006 

0.122 

0.077 

63.17 

Safe 



0.06 

0.00 

38.20 

0.00 

- 

0.00 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.013 

300.66 

Over Exploited 

Barh Jharoli 

0810000201278200 

0.15 

0.17 

37.68 

0.20 

0.01 

0.21 

0.06 

0.67 

- 

0.0500 

- 

- 

0.002 

0.052 

0.052 

0.266 

0.013 

0.252 

0.247 

97.83 

Critical 

Barh Kalan 

0810000101267800 

0.22 

0.15 

(72.95) 

0.12 

0.01 

0.13 

0.06 

0.68 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.158 

0.008 

0.150 

0.092 

61.62 

Safe 

Barh Khoontla 

0810000101267300 

0.22 

0.25 

(36.20) 

0.20 

0.00 

0.21 

0.06 

0.68 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.212 

0.011 

0.201 

0.011 

5.33 

Safe 

Barh Khurd 

0810000101267600 

0.22 

0.18 

(77.62) 

0.14 

0.00 

0.14 

0.06 

0.68 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.152 

0.008 

0.144 

0.079 

55.07 

Safe 

Barh Kotri 

0810000101271800 

0.22 

0.25 

83.03 

0.30 

0.03 

0.33 

0.05 

0.61 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.420 

0.021 

0.399 

0.830 

207.78 

Over Exploited 

Barh Koyla 

0810000201279300 

0.15 

0.30 

3.86 

0.31 

0.03 

0.34 

0.06 

0.68 

- 

0.0500 

- 

- 

0.014 

0.064 

0.064 

0.401 

0.020 

0.381 

0.276 

72.45 

Semi Critical 

Barh Mahanandpur 

0810000101266100 

0.22 

0.10 

56.78 

0.12 

- 

0.12 

0.06 

0.69 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.132 

0.007 

0.125 

0.033 

26.52 

Safe 

Barh Milakpur 

0810000101271400 

0.22 

0.04 

371.54 

0.04 

0.01 

0.05 

0.01 

0.19 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.075 

0.004 

0.071 

0.206 

291.17 

Over Exploited 

Barh Mohanpur 

0810000201284600 

0.15 

0.06 

(116.00) 

0.05 

0.08 

0.13 

0.06 

0.66 

- 

0.0100 

- 

- 

0.084 

0.094 

0.094 

0.227 

0.011 

0.216 

0.099 

45.62 

Safe 

Barh Nananwas 

0810000201287200 

0.15 

0.11 

79.59 

0.13 

0.01 

0.14 

0.05 

0.63 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.175 

0.009 

0.166 

0.293 

176.66 

Over Exploited 

Barh Palasod 

0810000201285000 

0.15 

0.16 

51.45 

0.19 

0.01 

0.20 

0.05 

0.66 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.246 

0.012 

0.233 

0.343 

146.83 

Over Exploited 

Barh Paniyala 

0810000201287300 

0.15 

0.00 

1,301.57 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.004 

0.025 

585.65 

Over Exploited 

Barh Phulwara 

0810000201285100 

0.15 

0.24 

5.86 

0.25 

0.02 

0.27 

0.05 

0.65 

- 

0.0200 

- 

- 

0.012 

0.032 

0.032 

0.300 

0.015 

0.285 

0.178 

62.54 

Safe 

Barh Piplai 

0810000201281500 

0.15 

0.04 

100.00 

0.05 

0.01 

0.06 

0.06 

0.68 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.092 

0.005 

0.087 

0.242 

278.00 

Over Exploited 

Barh Raghopura 

0810000201274200 

0.15 

0.03 

111.00 

0.04 

0.05 

0.09 

0.01 

0.16 

- 

- 

- 

- 

0.078 

0.078 

0.078 

0.166 

0.008 

0.158 

0.029 

18.42 

Safe 



0.15 

0.24 

9.32 

0.26 

0.05 

0.32 

0.04 

0.46 

- 

- 

0.0103 

0.0124 

0.078 

0.101 

0.101 

0.418 

0.021 

0.397 

0.038 

9.69 

Safe 

Barh Raghunathpura 

0810000201273900 

0.15 

0.10 

########## 

0.13 

0.01 

0.14 

0.02 

0.28 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.156 

0.008 

0.148 

0.169 

114.18 

Over Exploited 



0.06 

0.01 

151.85 

0.01 

- 

0.01 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.030 

515.49 

Over Exploited 

Barh Salempur 

0809000601245100 

0.22 

0.32 

1.50 

0.32 

0.01 

0.33 

0.05 

0.56 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.372 

0.019 

0.353 

0.319 

90.17 

Critical 



0.06 

0.00 

348.54 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.023 

507.08 

Over Exploited 

Barh Saloda (Rural) 

0810000101265900 

0.22 

0.11 

22.74 

0.13 

0.01 

0.14 

0.06 

0.69 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.175 

0.009 

0.166 

0.264 

158.54 

Over Exploited 

Barh Sancholi 

0810000201283100 

0.15 

0.07 

38.50 

0.08 

0.02 

0.10 

0.03 

0.35 

- 

- 

- 

- 

0.026 

0.026 

0.026 

0.126 

0.006 

0.120 

0.030 

24.67 

Safe 

Barh Sitor 

0810000201279900 

0.15 

0.16 

61.48 

0.19 

0.02 

0.21 

0.06 

0.68 

- 

0.0600 

- 

- 

0.001 

0.061 

0.061 

0.271 

0.014 

0.257 

0.510 

198.37 

Over Exploited 

Barh Sohan 

0810000201285600 

0.15 

0.05 

54.75 

0.06 

- 

0.06 

0.03 

0.37 

- 

- 

- 

- 

- 

- 

- 

0.062 

0.003 

0.059 

0.004 

6.49 

Safe 



0.15 

0.03 

120.45 

0.03 

- 

0.03 

0.02 

0.26 

- 

- 

- 

- 

- 

- 

- 

0.031 

0.002 

0.029 

0.003 

9.25 

Safe 

Barh Tatwara 

0810000101272300 

0.22 

0.14 

172,124.64 

0.16 

0.01 

0.17 

0.01 

0.17 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.193 

0.010 

0.183 

0.225 

123.13 

Over Exploited 

Bari Jhonpari 

0810000201280000 

0.15 

0.11 

184.04 

0.13 

0.04 

0.17 

0.06 

0.68 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

0.291 

0.015 

0.277 

1.084 

392.15 

Over Exploited 

Bas Laxmipura 

0811000501443200 

0.15 

0.17 

30.49 

0.20 

0.01 

0.21 

0.06 

0.63 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.240 

0.012 

0.228 

0.304 

133.44 

Over Exploited 

Batoda 

0810000201286700 

0.15 

0.43 

93.56 

0.52 

0.09 

0.61 

0.04 

0.49 

- 

0.2100 

- 

- 

0.029 

0.239 

0.239 

0.846 

0.042 

0.804 

1.128 

140.40 

Over Exploited 



0.06 

0.00 

1,032.37 

0.00 

- 

0.00 

0.00 

0.04 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.045 

407.55 

Over Exploited 



0.15 

0.00 

2,906.90 

0.00 

0.02 

0.02 

0.00 

0.01 

- 

- 

0.0007 

0.0008 

0.029 

0.031 

0.031 

0.050 

0.003 

0.048 

0.025 

51.76 

Safe 

Benipur 

0810000101264800 

0.22 

0.39 

(38.58) 

0.31 

0.01 

0.33 

0.06 

0.68 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.349 

0.017 

0.332 

0.160 

48.35 

Safe 

Bhanwarki 

0810000201283000 

0.15 

0.56 

8.64 

0.60 

0.02 

0.62 

0.05 

0.59 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.694 

0.035 

0.659 

0.650 

98.71 

Critical 



0.15 

0.00 

9,683.21 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhanwra 

0810000201273100 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhartoon 

0809000601244800 

0.22 

0.00 

4,044.11 

0.00 

- 

0.00 

0.00 

0.02 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.099 

811.72 

Over Exploited 



0.06 

0.00 

30,185.32 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhautai 

0810000201279100 

0.15 

0.21 

25.30 

0.26 

0.06 

0.32 

0.06 

0.68 

- 

0.1800 

- 

- 

0.006 

0.186 

0.186 

0.506 

0.025 

0.480 

0.945 

196.70 

Over Exploited 

Bhawar 

0810000201285700 

0.15 

0.37 

87.74 

0.45 

0.04 

0.49 

0.04 

0.45 

- 

0.1300 

- 

- 

- 

0.130 

0.130 

0.618 

0.031 

0.587 

0.695 

118.36 

Over Exploited 



0.15 

0.00 

2,628.08 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.021 

1,011.11 

Over Exploited 

Bhawta 

0810000101270000 

0.22 

0.12 

44.90 

0.15 

0.02 

0.16 

0.05 

0.67 

- 

0.0300 

- 

- 

0.010 

0.040 

0.040 

0.202 

0.010 

0.192 

0.233 

121.46 

Over Exploited 

Bheetoli 

0810000201274000 

0.15 

0.07 

76,127.68 

0.08 

0.03 

0.11 

0.02 

0.32 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.204 

0.010 

0.194 

0.774 

398.94 

Over Exploited 



0.06 

0.01 

484.88 

0.01 

0.01 

0.02 

0.02 

0.20 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.043 

0.002 

0.041 

0.220 

536.07 

Over Exploited 



0.15 

0.00 

25,108.93 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bheroowas 

0811000501440000 

0.15 

0.03 

- 

0.03 

- 

0.03 

0.03 

0.34 

- 

- 

- 

- 

- 

- 

- 

0.032 

0.003 

0.029 

0.123 

423.50 

Over Exploited 



0.06 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.28 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.001 

0.007 

0.069 

918.59 

Over Exploited 

Bheroowas Chak No 1 

0811000501441500 

0.06 

0.01 

- 

0.01 

- 

0.01 

0.05 

0.66 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.001 

0.007 

0.001 

19.58 

Safe 

Bheroowas Chak No 3 

0811000501439800 

0.15 

0.02 

- 

0.02 

- 

0.02 

0.05 

0.64 

- 

- 

- 

- 

- 

- 

- 

0.017 

0.002 

0.016 

0.001 

7.97 

Safe 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bheroowas Chak No 4 

0811000501439700 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.001 

50.02 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 







Non-command 

Quartzite 

0.780 

-0.14 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.51 

0.86 


Bheroowas Chak No 5 

0811000501440100 

0.035 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.035 

-0.13 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.61 

1.03 


Bhinora 

0810000201286800 

5.361 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.219 

1.15 

0.090 

0.09 

0.01 

0.00 

0.00 

0.01 

0.61 

0.60 

0.34 

0.020 

0.57 

0.58 







Non-command 

Quartzite 

0.142 

1.15 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.02 


Bichhauchh 

0810000201282800 

12.854 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.035 

0.79 

0.090 

0.17 

0.02 

0.00 

0.00 

0.00 

0.29 

0.26 

0.65 

0.008 

0.09 

0.10 





Saline 

Non-command 

Non-command 

Older Alluvium 

10.678 

0.79 

0.090 

0.35 

0.05 

0.00 

0.00 

0.00 

1.06 

0.94 

1.33 

0.041 

0.49 

0.55 


Bichpuri 

0810000201273600 

8.712 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.185 

-0.26 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 







Non-command 

Quartzite 

7.247 

-0.26 

0.010 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.028 

0.49 

0.75 


Bidarkha 

0810000101268200 

5.966 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.966 

0.77 

0.100 

0.17 

0.02 

0.00 

0.00 

0.00 

0.61 

0.56 

0.63 

0.034 

0.63 

0.68 


Binjari 

0810000201284500 

3.045 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.898 

0.89 

0.090 

0.15 

0.02 

0.00 

0.00 

0.00 

0.28 

0.27 

0.60 

0.007 

0.37 

0.40 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.146 

0.89 

0.090 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.11 

0.14 

0.004 

0.23 

0.24 


Binori 

0811000501442200 

8.582 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.748 

-0.10 

0.100 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.037 

0.39 

0.64 


Brahmabad(Rural) 

0810000101266300 

2.425 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.425 

1.16 

0.100 

0.10 

0.02 

0.00 

0.00 

0.01 

0.35 

0.31 

0.37 

0.014 

0.63 

0.71 


Bucholai 

0810000101269400 

10.527 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.275 

1.50 

0.100 

0.18 

0.03 

0.00 

0.00 

0.00 

1.24 

1.14 

0.67 

0.042 

0.43 

0.47 







Non-command 

Quartzite 

3.252 

1.50 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.16 

0.15 

0.19 

0.019 

0.19 

0.21 


Chak Chhawa 

0810000101265200 

1.059 

Fresh 

Non-command 

Non-command 

Quartzite 

1.059 

1.83 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.08 

0.07 

0.19 

0.006 

0.63 

0.71 


Chak Govindpura 

0810000201284400 

0.667 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.667 

0.89 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.00 

0.003 

0.59 

0.64 


Chak Indawa 

0811000501440800 

1.342 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.138 

-1.36 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.007 

0.52 

0.88 


Chak Mukandpura Wake Nagariyawas 

0811000501440300 

0.334 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.274 

-0.37 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.50 

0.85 


Chak Rajoli 

0811000501441000 

1.079 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.993 

-1.45 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.006 

0.57 

0.95 


Chak Salemabad 

0811000501441200 

1.006 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.006 

-1.03 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.006 

0.61 

1.03 


Chandanholi 

0810000201281200 

3.778 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.778 

1.01 

0.090 

0.08 

0.01 

0.00 

0.00 

0.01 

0.40 

0.38 

0.29 

0.014 

0.61 

0.64 


Chandlai 

0810000201273200 

5.360 

Fresh 

Non-command 

Non-command 

Quartzite 

0.036 

0.26 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chhan 

0810000101264300 

2.233 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.233 

0.88 

0.100 

0.03 

0.00 

0.00 

0.00 

0.12 

0.10 

0.09 

0.10 

0.013 

0.63 

0.70 


Chhawa 

0811000501442800 

3.713 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.713 

0.70 

0.100 

0.08 

0.01 

0.00 

0.00 

0.00 

0.33 

0.25 

0.28 

0.024 

0.58 

0.76 



0810000101265400 

6.376 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.396 

1.71 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.03 

0.002 

0.04 

0.04 







Non-command 

Quartzite 

5.606 

1.71 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.26 

0.23 

0.29 

0.032 

0.55 

0.62 


Chooli (Rural) 

0810000101265600 

13.639 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.970 

1.82 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.57 

0.51 

0.12 

0.017 

0.14 

0.15 







Non-command 

Quartzite 

8.902 

1.82 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.39 

0.35 

0.22 

0.051 

0.41 

0.46 


Dabar 

0810000201280700 

4.275 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.275 

1.16 

0.090 

0.20 

0.03 

0.00 

0.00 

0.00 

0.62 

0.58 

0.77 

0.016 

0.61 

0.65 


Dafalpur 

0809000401220100 

5.757 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.044 

0.38 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 







Non-command 

Quartzite 

0.003 

0.38 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dangra 

0810000201275000 

1.217 

Fresh 

Mora Sagar 

Command 

Older Alluvium 

1.217 

0.64 

0.090 

0.00 

0.00 

0.00 

0.00 

0.01 

0.06 

0.08 

0.00 

0.005 

0.52 

0.41 


Danta Sooti 

0810000201277700 

4.560 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.560 

0.76 

0.090 

0.13 

0.02 

0.00 

0.00 

0.04 

0.38 

0.44 

0.48 

0.017 

0.55 

0.48 


Daulatpur 

0810000101266500 

3.013 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.013 

0.61 

0.100 

0.08 

0.02 

0.00 

0.00 

0.00 

0.24 

0.21 

0.30 

0.017 

0.63 

0.71 


Dehlal 

0811000501425900 

9.506 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.003 

-0.60 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dehri 

0810000201281600 

2.457 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.720 

0.93 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.16 

0.07 

0.007 

0.43 

0.44 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.737 

0.93 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.02 

0.003 

0.18 

0.19 


Dhaun 

0811000501421100 

6.292 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.706 

-0.12 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.004 

0.06 

0.07 







Non-command 

Quartzite 

0.328 

-0.12 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.03 

0.03 


Dhay 

0810000101269300 

3.454 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.282 

1.44 

0.100 

0.12 

0.02 

0.00 

0.00 

0.00 

0.57 

0.53 

0.48 

0.019 

0.59 

0.63 







Non-command 

Quartzite 

0.071 

1.44 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Dhoodhoopura 

0810000101268300 

3.653 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.653 

0.96 

0.100 

0.23 

0.05 

0.00 

0.00 

0.01 

0.52 

0.49 

0.88 

0.021 

0.62 

0.66 


Dibsya 

0810000101264100 

6.723 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.430 

1.06 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.40 

0.36 

0.19 

0.020 

0.32 

0.36 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.293 

1.06 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.39 

0.34 

0.13 

0.019 

0.31 

0.35 


Didwana 

0811000501423900 

19.948 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.866 

-0.66 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.006 

0.03 

0.04 


Digo 

0811000501423700 

25.686 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.200 

-0.44 

0.100 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.72 

0.052 

0.19 

0.31 







Non-command 

Quartzite 

13.414 

-0.44 

0.020 

0.23 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.79 

0.085 

0.31 

0.50 


Diwachli Kalan 

0811000501442700 

3.001 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.713 

0.86 

0.100 

0.12 

0.02 

0.00 

0.00 

0.00 

0.33 

0.28 

0.46 

0.017 

0.54 

0.64 


Diwachli Khurd 

0811000501442600 

2.163 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.032 

0.60 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.12 

0.09 

0.013 

0.56 

0.70 


Dob 

0810000101264700 

2.411 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.411 

0.66 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.21 

0.18 

0.18 

0.014 

0.63 

0.71 


Doongarwara 

0810000201274900 

7.065 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.654 

0.56 

0.090 

0.00 

0.00 

0.00 

0.00 

0.05 

-0.01 

-0.02 

0.00 

0.002 

0.05 

0.04 







Non-command 

Quartzite 

0.691 

0.56 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.05 

0.04 






Mora Sagar 

Command 

Older Alluvium 

4.561 

0.56 

0.090 

0.03 

0.00 

0.00 

0.00 

0.05 

0.21 

0.27 

0.10 

0.017 

0.33 

0.26 







Command 

Quartzite 

1.137 

0.56 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.004 

0.08 

0.07 


Dovnagar 

0810000201273400 

1.451 

Fresh 

Non-command 

Non-command 

Quartzite 

0.000 

0.67 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Edalpur 

0809000601243600 

10.627 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.318 

0.67 

0.120 

0.12 

0.02 

0.00 

0.00 

0.00 

0.45 

0.51 

0.48 

0.010 

0.24 

0.21 


Gahnoli 

0810000201279500 

2.798 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.798 

0.96 

0.090 

0.14 

0.03 

0.00 

0.00 

0.02 

0.34 

0.33 

0.55 

0.011 

0.62 

0.64 


Gandal 

0810000201278400 

14.239 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.239 

0.78 

0.090 

0.32 

0.08 

0.00 

0.00 

0.01 

1.22 

1.18 

1.20 

0.054 

0.61 

0.63 


Gangapur City (M) 

0810000141001000 

5.534 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.971 

2.06 

0.100 

1.59 

0.05 

0.00 

0.00 

0.00 

2.15 

1.91 

0.81 

4.220 

0.34 

0.38 







Non-command 

Quartzite 

2.564 

2.06 

0.020 

1.30 

0.03 

0.00 

0.00 

0.00 

1.38 

1.22 

0.40 

3.642 

0.29 

0.33 


Gaonri Kalan 

0810000101267100 

2.352 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.352 

0.14 

0.100 

0.08 

0.02 

0.00 

0.00 

0.02 

0.08 

0.07 

0.29 

0.014 

0.63 

0.69 


Gaonri Khurd 

0810000101266900 

2.971 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.971 

0.35 

0.100 

0.02 

0.00 

0.00 

0.00 

0.03 

0.09 

0.08 

0.07 

0.017 

0.62 

0.68 


Garhi Gopalpura 

0810000201282300 

5.045 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.045 

0.97 

0.090 

0.52 

0.08 

0.00 

0.00 

0.00 

0.88 

0.84 

2.04 

0.019 

0.61 

0.64 


Garhi Ka Bairwa 

0810000201282200 

0.502 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.502 

1.21 

0.090 

0.11 

0.02 

0.00 

0.00 

0.00 

0.14 

0.14 

0.46 

0.002 

0.61 

0.64 


Garhi Khempur 

0809000201204100 

6.065 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.892 

1.17 

0.080 

0.09 

0.01 

0.00 

0.00 

0.01 

0.63 

0.66 

0.33 

0.025 

0.56 

0.53 


Garhkhera 

0809000201203100 

1.973 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.007 

0.46 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ghata 

0811000501421000 

14.052 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.932 

-0.09 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.031 

0.18 

0.30 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.06 

0.02 

- 

0.02 

- 

0.02 

0.05 

0.55 

- 

- 

- 

- 

- 

- 

- 

0.024 

0.002 

0.021 

0.005 

23.30 

Safe 

Bheroowas Chak No 5 

0811000501440100 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.05 

0.66 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.000 

7.74 

Safe 

Bhinora 

0810000201286800 

0.15 

0.45 

34.92 

0.54 

0.02 

0.56 

0.05 

0.62 

- 

0.0400 

- 

- 

0.017 

0.057 

0.057 

0.615 

0.031 

0.584 

0.356 

60.90 

Safe 



0.06 

0.00 

1,107.04 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Bichhauchh 

0810000201282800 

0.15 

0.03 

823.46 

0.03 

0.02 

0.05 

0.01 

0.10 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.124 

0.006 

0.118 

0.658 

558.85 

Over Exploited 



0.15 

0.78 

20.58 

0.93 

0.05 

0.98 

0.05 

0.53 

- 

0.1500 

- 

- 

- 

0.150 

0.150 

1.133 

0.057 

1.076 

1.373 

127.53 

Over Exploited 

Bichpuri 

0810000201273600 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.06 

0.21 

- 

0.21 

- 

0.21 

0.04 

0.54 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.224 

0.022 

0.202 

0.280 

138.60 

Over Exploited 

Bidarkha 

0810000101268200 

0.22 

0.82 

(31.97) 

0.66 

0.02 

0.68 

0.06 

0.68 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

0.797 

0.040 

0.757 

0.668 

88.31 

Semi Critical 

Binjari 

0810000201284500 

0.15 

0.11 

149.13 

0.13 

0.02 

0.15 

0.03 

0.41 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.218 

0.011 

0.207 

0.607 

293.03 

Over Exploited 



0.15 

0.04 

194.77 

0.05 

0.01 

0.06 

0.02 

0.25 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.077 

0.004 

0.073 

0.148 

203.52 

Over Exploited 

Binori 

0811000501442200 

0.15 

0.33 

- 

0.33 

0.01 

0.34 

0.04 

0.42 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.364 

0.036 

0.327 

0.501 

153.01 

Over Exploited 

Brahmabad(Rural) 

0810000101266300 

0.22 

0.34 

(6.24) 

0.31 

0.03 

0.34 

0.06 

0.69 

- 

0.0700 

- 

- 

0.011 

0.081 

0.081 

0.423 

0.021 

0.402 

0.388 

96.51 

Critical 

Bucholai 

0810000101269400 

0.22 

0.69 

66.39 

0.82 

0.03 

0.85 

0.04 

0.47 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.933 

0.047 

0.887 

0.712 

80.31 

Semi Critical 



0.08 

0.02 

963.79 

0.03 

- 

0.03 

0.02 

0.21 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.050 

0.002 

0.047 

0.205 

431.95 

Over Exploited 

Chak Chhawa 

0810000101265200 

0.08 

0.05 

29.76 

0.06 

0.01 

0.07 

0.06 

0.69 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.116 

0.006 

0.110 

0.199 

180.68 

Over Exploited 

Chak Govindpura 

0810000201284400 

0.15 

0.06 

(17.01) 

0.05 

- 

0.05 

0.06 

0.65 

- 

- 

- 

- 

- 

- 

- 

0.049 

0.002 

0.047 

0.003 

5.42 

Safe 

Chak Indawa 

0811000501440800 

0.15 

0.09 

- 

0.09 

- 

0.09 

0.05 

0.57 

- 

- 

- 

- 

- 

- 

- 

0.089 

0.009 

0.080 

0.029 

36.56 

Safe 

Chak Mukandpura Wake Nagariyawas 

0811000501440300 

0.15 

0.02 

- 

0.02 

- 

0.02 

0.04 

0.55 

- 

- 

- 

- 

- 

- 

- 

0.021 

0.002 

0.019 

0.013 

68.64 

Safe 

Chak Rajoli 

0811000501441000 

0.15 

0.08 

- 

0.08 

- 

0.08 

0.05 

0.61 

- 

- 

- 

- 

- 

- 

- 

0.084 

0.008 

0.076 

0.028 

37.37 

Safe 

Chak Salemabad 

0811000501441200 

0.15 

0.09 

- 

0.09 

- 

0.09 

0.05 

0.67 

- 

- 

- 

- 

- 

- 

- 

0.093 

0.009 

0.083 

0.017 

20.90 

Safe 

Chandanholi 

0810000201281200 

0.15 

0.34 

10.63 

0.38 

0.02 

0.40 

0.06 

0.66 

- 

0.0300 

- 

- 

0.012 

0.042 

0.042 

0.444 

0.022 

0.422 

0.302 

71.65 

Semi Critical 

Chandlai 

0810000201273200 

0.06 

0.00 

1,168.57 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chhan 

0810000101264300 

0.22 

0.31 

(69.97) 

0.25 

0.12 

0.37 

0.06 

0.68 

- 

- 

- 

- 

0.122 

0.122 

0.122 

0.490 

0.024 

0.465 

0.109 

23.41 

Safe 

Chhawa 

0811000501442800 

0.15 

0.33 

(23.21) 

0.26 

0.01 

0.27 

0.06 

0.64 

- 

0.0300 

- 

- 

0.004 

0.034 

0.034 

0.307 

0.015 

0.292 

0.305 

104.39 

Over Exploited 


0810000101265400 

0.22 

0.00 

1,924.49 

0.00 

- 

0.00 

0.00 

0.04 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.032 

241.23 

Over Exploited 



0.08 

0.25 

(6.34) 

0.23 

0.01 

0.24 

0.05 

0.60 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.292 

0.015 

0.278 

0.323 

116.46 

Over Exploited 

Chooli (Rural) 

0810000101265600 

0.22 

0.09 

464.87 

0.11 

0.01 

0.12 

0.01 

0.15 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.137 

0.007 

0.131 

0.138 

105.79 

Over Exploited 



0.08 

0.25 

1,694.63 

0.30 

0.01 

0.31 

0.04 

0.45 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.351 

0.018 

0.333 

0.269 

80.87 

Semi Critical 

Dabar 

0810000201280700 

0.15 

0.39 

48.51 

0.47 

0.03 

0.50 

0.06 

0.66 

- 

0.0900 

- 

- 

0.001 

0.091 

0.091 

0.588 

0.029 

0.559 

0.784 

140.32 

Over Exploited 

Dafalpur 

0809000401220100 

0.24 

0.00 

3,600.69 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.10 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dangra 

0810000201275000 

0.15 

0.09 

(14.22) 

0.08 

0.01 

0.09 

0.04 

0.56 

- 

- 

0.0022 

0.0026 

0.008 

0.013 

0.013 

0.100 

0.005 

0.095 

0.005 

4.88 

Safe 

Danta Sooti 

0810000201277700 

0.15 

0.38 

17.61 

0.44 

0.06 

0.50 

0.04 

0.59 

- 

0.0500 

- 

- 

0.055 

0.105 

0.105 

0.605 

0.030 

0.574 

0.497 

86.59 

Semi Critical 

Daulatpur 

0810000101266500 

0.22 

0.42 

(49.25) 

0.33 

0.02 

0.36 

0.06 

0.68 

- 

0.0600 

- 

- 

0.007 

0.067 

0.067 

0.425 

0.021 

0.404 

0.319 

79.03 

Semi Critical 

Dehlal 

0811000501425900 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dehri 

0810000201281600 

0.15 

0.11 

43.52 

0.13 

- 

0.13 

0.04 

0.47 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.144 

0.007 

0.136 

0.079 

57.60 

Safe 



0.15 

0.02 

241.45 

0.02 

- 

0.02 

0.02 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.025 

0.001 

0.023 

0.022 

93.57 

Critical 

Dhaun 

0811000501421100 

0.15 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.001 

0.006 

0.028 

510.06 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.000 

0.002 

432.80 

Over Exploited 

Dhay 

0810000101269300 

0.22 

0.42 

25.76 

0.51 

0.02 

0.53 

0.05 

0.64 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.579 

0.029 

0.550 

0.494 

89.87 

Semi Critical 



0.08 

0.00 

10,902.75 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dhoodhoopura 

0810000101268300 

0.22 

0.50 

(1.81) 

0.49 

0.06 

0.55 

0.06 

0.68 

- 

0.1600 

- 

- 

0.017 

0.177 

0.177 

0.729 

0.036 

0.693 

0.899 

129.77 

Over Exploited 

Dibsya 

0810000101264100 

0.22 

0.24 

47.61 

0.29 

0.01 

0.30 

0.03 

0.35 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.320 

0.016 

0.304 

0.207 

67.93 

Safe 



0.22 

0.22 

54.39 

0.27 

- 

0.27 

0.03 

0.34 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.278 

0.014 

0.264 

0.144 

54.56 

Safe 

Didwana 

0811000501423900 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.289 

2,476.95 

Over Exploited 

Digo 

0811000501423700 

0.15 

0.23 

- 

0.23 

0.01 

0.24 

0.02 

0.21 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.273 

0.027 

0.246 

0.776 

315.84 

Over Exploited 



0.06 

0.25 

- 

0.25 

0.01 

0.26 

0.03 

0.34 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.289 

0.029 

0.260 

0.877 

337.22 

Over Exploited 

Diwachli Kalan 

0811000501442700 

0.15 

0.22 

55,355.39 

0.26 

0.02 

0.28 

0.05 

0.59 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.331 

0.017 

0.315 

0.481 

152.96 

Over Exploited 

Diwachli Khurd 

0811000501442600 

0.15 

0.17 

(29.02) 

0.14 

- 

0.14 

0.05 

0.61 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.145 

0.007 

0.138 

0.099 

71.58 

Semi Critical 

Dob 

0810000101264700 

0.22 

0.33 

(45.11) 

0.27 

0.00 

0.27 

0.06 

0.68 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.283 

0.014 

0.269 

0.189 

70.32 

Semi Critical 

Doongarwara 

0810000201274900 

0.15 

0.00 

(499.18) 

0.00 

0.05 

0.05 

0.00 

0.05 

- 

- 

- 

- 

0.072 

0.072 

0.072 

0.123 

0.006 

0.117 

0.002 

2.12 

Safe 



0.06 

0.00 

(100.00) 

0.00 

0.00 

0.01 

0.00 

0.05 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.011 

0.001 

0.011 

0.003 

24.41 

Safe 



0.15 

0.23 

17.11 

0.27 

0.05 

0.32 

0.02 

0.36 

- 

0.0100 

0.0062 

0.0099 

0.072 

0.098 

0.098 

0.414 

0.021 

0.393 

0.120 

30.62 

Safe 



0.06 

0.01 

(43.75) 

0.00 

0.00 

0.01 

0.01 

0.09 

- 

- 

0.0015 

0.0025 

0.006 

0.010 

0.010 

0.018 

0.001 

0.017 

0.017 

100.14 

Over Exploited 

Dovnagar 

0810000201273400 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Edalpur 

0809000601243600 

0.22 

0.22 

27,525.05 

0.27 

0.02 

0.29 

0.02 

0.26 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.339 

0.017 

0.322 

0.490 

152.32 

Over Exploited 

Gahnoli 

0810000201279500 

0.15 

0.26 

25.79 

0.31 

0.05 

0.36 

0.06 

0.68 

- 

0.1000 

- 

- 

0.024 

0.124 

0.124 

0.483 

0.024 

0.459 

0.563 

122.68 

Over Exploited 

Gandal 

0810000201278400 

0.15 

1.30 

(9.84) 

1.18 

0.09 

1.27 

0.05 

0.67 

- 

0.2300 

- 

- 

0.022 

0.252 

0.252 

1.523 

0.076 

1.447 

1.254 

86.69 

Semi Critical 

Gangapur City (M) 

0810000141001000 

0.22 

0.22 

764.72 

0.27 

0.05 

0.32 

0.03 

0.37 

- 

0.1500 

- 

- 

0.001 

0.151 

0.151 

0.466 

0.023 

0.443 

5.026 

1,135.08 

Over Exploited 



0.08 

0.06 

1,940.14 

0.07 

0.03 

0.10 

0.03 

0.32 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.182 

0.009 

0.173 

4.045 

2,342.09 

Over Exploited 

Gaonri Kalan 

0810000101267100 

0.22 

0.32 

(78.91) 

0.26 

0.04 

0.30 

0.06 

0.68 

- 

0.0500 

- 

- 

0.025 

0.076 

0.076 

0.372 

0.019 

0.353 

0.302 

85.45 

Semi Critical 

Gaonri Khurd 

0810000101266900 

0.22 

0.41 

(79.97) 

0.33 

0.03 

0.36 

0.06 

0.68 

- 

0.0100 

- 

- 

0.052 

0.062 

0.062 

0.423 

0.021 

0.402 

0.089 

22.19 

Safe 

Garhi Gopalpura 

0810000201282300 

0.15 

0.46 

81.88 

0.56 

0.08 

0.64 

0.06 

0.67 

- 

0.2300 

- 

- 

0.002 

0.232 

0.232 

0.870 

0.043 

0.826 

2.059 

249.16 

Over Exploited 

Garhi Ka Bairwa 

0810000201282200 

0.15 

0.05 

196.73 

0.06 

0.02 

0.08 

0.05 

0.67 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.127 

0.006 

0.121 

0.458 

378.47 

Over Exploited 

Garhi Khempur 

0809000201204100 

0.12 

0.39 

67.44 

0.47 

0.02 

0.49 

0.05 

0.61 

- 

0.0400 

- 

- 

0.011 

0.051 

0.051 

0.542 

0.027 

0.515 

0.356 

69.05 

Safe 

Garhkhera 

0809000201203100 

0.12 

0.00 

14,429.33 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ghata 

0811000501421000 

0.15 

0.12 

- 

0.12 

- 

0.12 

0.02 

0.20 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.135 

0.013 

0.121 

0.153 

126.26 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 







Non-command 

Quartzite 

0.820 

-0.09 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.005 

0.03 

0.05 


Gol 

0811000501421500 

10.135 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.713 

-0.07 

0.100 

0.21 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.78 

0.036 

0.31 

0.54 







Non-command 

Quartzite 

0.382 

-0.07 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.002 

0.02 

0.04 


Gola Gaonri 

0810000201277100 

1.368 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.368 

0.11 

0.090 

0.08 

0.01 

0.00 

0.00 

0.00 

0.08 

0.08 

0.31 

0.005 

0.63 

0.63 


Goojar Barauda 

0810000201281900 

6.749 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.749 

0.88 

0.090 

0.35 

0.05 

0.00 

0.00 

0.01 

0.83 

0.80 

1.38 

0.026 

0.62 

0.64 


Goojar Koleta 

0810000201274600 

6.006 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.334 

0.76 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.03 

0.02 






Mora Sagar 

Command 

Older Alluvium 

5.672 

0.76 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.39 

0.49 

0.02 

0.022 

0.49 

0.40 


Goojar Theekariya 

0810000201284700 

3.009 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.258 

0.89 

0.090 

0.06 

0.01 

0.00 

0.00 

0.00 

0.15 

0.14 

0.22 

0.005 

0.25 

0.27 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.751 

0.89 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.17 

0.16 

0.12 

0.007 

0.35 

0.37 


Goth 

0810000201272500 

5.198 

Fresh 

Non-command 

Non-command 

Quartzite 

0.169 

0.57 

0.010 

0.00 

0.00 

0.00 

0.00 

0.23 

-0.23 

-0.29 

0.00 

0.001 

0.02 

0.01 






Mora Sagar 

Command 

Older Alluvium 

0.131 

0.57 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 







Command 

Quartzite 

0.576 

0.57 

0.010 

0.00 

0.00 

0.00 

0.00 

0.23 

-0.23 

-0.29 

0.00 

0.002 

0.06 

0.05 


Gothra 

0810000201275900 

3.041 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.956 

1.20 

0.090 

0.05 

0.01 

0.00 

0.00 

0.00 

0.36 

0.36 

0.19 

0.011 

0.60 

0.60 


Govindpura 

0809000601245500 

0.910 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.679 

1.47 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.18 

0.16 

0.29 

0.002 

0.47 

0.53 







Non-command 

Quartzite 

0.232 

1.47 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.001 

0.16 

0.18 



0810000201284800 

2.339 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.339 

0.90 

0.090 

0.24 

0.04 

0.00 

0.00 

0.00 

0.39 

0.37 

0.96 

0.009 

0.61 

0.64 


Gurla 

0810000201276300 

2.918 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.351 

0.72 

0.090 

0.09 

0.01 

0.00 

0.00 

0.00 

0.23 

0.20 

0.34 

0.009 

0.48 

0.55 


Gurli 

0809000201203800 

3.379 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.173 

1.36 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.37 

0.40 

0.11 

0.013 

0.53 

0.49 


Habeebpur 

0810000101268800 

5.280 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.280 

1.43 

0.100 

0.31 

0.04 

0.00 

0.00 

0.00 

1.03 

0.92 

1.20 

0.031 

0.63 

0.70 


Hameerpura 

0811000501442500 

2.818 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.979 

0.34 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.12 

0.09 

0.24 

0.013 

0.42 

0.53 







Non-command 

Quartzite 

0.002 

0.34 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Hingotiya 

0810000101267900 

4.418 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.418 

1.32 

0.100 

0.22 

0.05 

0.00 

0.00 

0.00 

0.75 

0.67 

0.84 

0.026 

0.63 

0.71 


Indawa 

0811000501423800 

6.380 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.979 

-1.14 

0.100 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.032 

0.48 

0.80 







Non-command 

Quartzite 

0.133 

-1.14 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.02 


Jagrampura 

0810000201274500 

2.392 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.110 

0.78 

0.090 

0.01 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.02 

0.000 

0.02 

0.02 






Mora Sagar 

Command 

Older Alluvium 

2.281 

0.78 

0.090 

0.10 

0.02 

0.00 

0.00 

0.01 

0.23 

0.29 

0.38 

0.009 

0.50 

0.41 


Jahra 

0810000201275400 

8.039 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.065 

0.73 

0.090 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Mora Sagar 

Command 

Older Alluvium 

7.974 

0.73 

0.090 

0.09 

0.02 

0.00 

0.00 

0.01 

0.59 

0.66 

0.34 

0.030 

0.56 

0.50 


Jaisinghpura 

0810000101270800 

4.917 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.570 

1.60 

0.100 

0.12 

0.02 

0.00 

0.00 

0.00 

0.67 

0.65 

0.46 

0.021 

0.44 

0.46 







Non-command 

Quartzite 

1.347 

1.60 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.12 

0.008 

0.17 

0.17 


Jaitpur 

0810000101270400 

2.977 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.339 

1.52 

0.100 

0.30 

0.04 

0.00 

0.00 

0.00 

0.61 

0.60 

1.18 

0.014 

0.47 

0.48 







Non-command 

Quartzite 

0.639 

1.52 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.06 

0.06 

0.20 

0.004 

0.13 

0.13 


Jakholas Kalan 

0810000201285400 

4.536 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.447 

1.08 

0.090 

0.06 

0.01 

0.00 

0.00 

0.02 

0.46 

0.44 

0.22 

0.017 

0.58 

0.61 







Non-command 

Quartzite 

0.089 

1.08 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Jakholas Khurd 

0810000201285200 

4.366 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.366 

1.13 

0.090 

0.10 

0.01 

0.00 

0.00 

0.01 

0.52 

0.50 

0.38 

0.017 

0.60 

0.62 


Jalokhara 

0810000101267700 

1.306 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.306 

0.40 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.07 

0.16 

0.008 

0.63 

0.70 


Jat Baroda 

0810000101265000 

3.437 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.437 

1.19 

0.100 

0.29 

0.04 

0.00 

0.00 

0.01 

0.65 

0.58 

1.14 

0.020 

0.63 

0.71 


Jeewad 

0810000201285500 

15.863 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.974 

1.12 

0.090 

0.17 

0.02 

0.00 

0.00 

0.02 

1.54 

1.48 

0.60 

0.053 

0.52 

0.54 







Non-command 

Quartzite 

1.889 

1.12 

0.010 

0.01 

0.00 

0.00 

0.00 

0.03 

0.01 

0.01 

0.03 

0.007 

0.07 

0.07 


Jeewli 

0810000101264600 

8.279 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.584 

0.61 

0.100 

0.20 

0.01 

0.00 

0.00 

0.00 

0.59 

0.52 

0.74 

0.038 

0.50 

0.56 







Non-command 

Quartzite 

0.992 

0.61 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.06 

0.006 

0.08 

0.08 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.602 

0.61 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.04 

0.003 

0.05 

0.05 


Jharoda 

0810000201286900 

2.877 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.877 

1.20 

0.090 

0.20 

0.03 

0.00 

0.00 

0.01 

0.47 

0.46 

0.77 

0.011 

0.58 

0.60 


Jharoli 

0810000201278100 

5.434 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.434 

1.08 

0.090 

0.07 

0.01 

0.00 

0.00 

0.02 

0.57 

0.58 

0.24 

0.021 

0.61 

0.60 


Jiyapur 

0810000101266600 

2.313 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.313 

0.55 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.17 

0.15 

0.20 

0.013 

0.63 

0.70 


Jonpa 

0811000501442300 

1.012 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.646 

-0.05 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.004 

0.38 

0.56 


Kacharhera 

0810000201277000 

4.028 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.028 

0.28 

0.090 

0.31 

0.05 

0.00 

0.00 

0.00 

0.36 

0.36 

1.22 

0.015 

0.63 

0.63 


Kadeepur 

0810000201278000 

2.610 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.610 

0.98 

0.090 

0.00 

0.00 

0.00 

0.00 

0.03 

0.20 

0.20 

0.00 

0.010 

0.60 

0.58 


Kakrala 

0810000201275800 

8.876 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.395 

1.10 

0.090 

0.11 

0.02 

0.00 

0.00 

0.00 

0.43 

0.43 

0.41 

0.013 

0.23 

0.23 






Mora Sagar 

Command 

Older Alluvium 

5.463 

1.10 

0.090 

0.17 

0.02 

0.00 

0.00 

0.00 

0.69 

0.70 

0.65 

0.021 

0.38 

0.37 


Kamalpur 

0810000101263700 

4.061 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.050 

1.00 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.42 

0.38 

0.00 

0.023 

0.62 

0.67 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.011 

1.00 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kari Gaonri 

0810000101270300 

3.934 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.934 

1.42 

0.100 

0.32 

0.05 

0.00 

0.00 

0.00 

0.82 

0.79 

1.25 

0.023 

0.61 

0.63 


Kari Jhonpari 

0810000101270600 

2.313 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.132 

1.62 

0.100 

0.33 

0.05 

0.00 

0.00 

0.00 

0.63 

0.60 

1.29 

0.012 

0.56 

0.58 







Non-command 

Quartzite 

0.181 

1.62 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.06 

0.001 

0.05 

0.05 


Kari Patti 

0810000101270500 

2.159 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.953 

1.60 

0.100 

0.28 

0.04 

0.00 

0.00 

0.00 

0.55 

0.54 

1.12 

0.011 

0.55 

0.56 







Non-command 

Quartzite 

0.206 

1.60 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.07 

0.001 

0.06 

0.06 


Kashipur 

0810000101263600 

2.194 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.194 

1.03 

0.100 

0.00 

0.00 

0.00 

0.00 

0.62 

-0.39 

-0.36 

0.00 

0.013 

0.62 

0.68 


Kazi Kundli 

0810000201286600 

3.262 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.059 

1.25 

0.090 

0.12 

0.03 

0.00 

0.00 

0.00 

0.32 

0.30 

0.48 

0.008 

0.36 

0.39 







Non-command 

Quartzite 

0.451 

1.25 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.002 

0.08 

0.09 






Morel 

Command 

Older Alluvium 

0.068 

1.25 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.000 

0.01 

0.01 


Khanpur 

0811000501443100 

1.602 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.602 

1.03 

0.100 

0.12 

0.02 

0.00 

0.00 

0.00 

0.27 

0.23 

0.46 

0.010 

0.59 

0.69 


Khanpur Baroda 

0810000101265800 

5.478 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.241 

1.25 

0.100 

0.30 

0.04 

0.00 

0.00 

0.01 

0.78 

0.69 

1.15 

0.024 

0.49 

0.55 







Non-command 

Quartzite 

1.237 

1.25 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.07 

0.06 

0.19 

0.007 

0.14 

0.16 


Khariwara 

0811000501423600 

7.977 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.869 

-0.46 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.025 

0.28 

0.49 







Non-command 

Quartzite 

0.804 

-0.46 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.005 

0.06 

0.10 


Khatana 

0810000201276400 

4.746 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.746 

0.99 

0.090 

0.01 

0.00 

0.00 

0.00 

0.02 

0.41 

0.37 

0.02 

0.018 

0.60 

0.67 


Khatoombar 

0811000501421300 

7.294 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.024 

-0.07 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.013 

0.15 

0.22 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.022 

1,652.79 

Over Exploited 

Gol 

0811000501421500 

0.15 

0.25 

- 

0.25 

0.03 

0.28 

0.03 

0.34 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.371 

0.037 

0.334 

0.819 

245.57 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.041 

12,987.59 

Over Exploited 

Gola Gaonri 

0810000201277100 

0.15 

0.13 

(35.27) 

0.10 

0.01 

0.11 

0.06 

0.68 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.153 

0.008 

0.145 

0.317 

218.65 

Over Exploited 

Goojar Barauda 

0810000201281900 

0.15 

0.63 

27.86 

0.75 

0.06 

0.81 

0.06 

0.68 

- 

0.1600 

- 

- 

0.014 

0.174 

0.174 

0.988 

0.049 

0.938 

1.406 

149.79 

Over Exploited 

Goojar Koleta 

0810000201274600 

0.15 

0.00 

1,463.36 

0.00 

0.00 

0.01 

0.00 

0.03 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.013 

0.001 

0.012 

0.001 

10.24 

Safe 



0.15 

0.42 

16.09 

0.49 

0.00 

0.49 

0.04 

0.53 

- 

- 

0.0153 

0.0185 

0.007 

0.041 

0.041 

0.533 

0.027 

0.506 

0.046 

9.00 

Safe 

Goojar Theekariya 

0810000201284700 

0.15 

0.05 

199.41 

0.06 

0.01 

0.07 

0.02 

0.28 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.087 

0.004 

0.083 

0.221 

265.69 

Over Exploited 



0.15 

0.09 

74.64 

0.11 

- 

0.11 

0.03 

0.39 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.121 

0.006 

0.115 

0.122 

105.62 

Over Exploited 

Goth 

0810000201272500 

0.06 

0.00 

(170,808.37) 

0.00 

0.23 

0.23 

0.00 

0.02 

- 

- 

- 

- 

0.348 

0.348 

0.348 

0.580 

0.029 

0.551 

0.001 

0.12 

Safe 



0.15 

0.00 

3,199.34 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0002 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.06 

0.00 

(14,689.97) 

0.00 

0.23 

0.23 

0.00 

0.06 

- 

- 

0.0010 

0.0013 

0.348 

0.350 

0.350 

0.584 

0.029 

0.555 

0.002 

0.40 

Safe 

Gothra 

0810000201275900 

0.15 

0.27 

35.59 

0.32 

0.01 

0.33 

0.05 

0.65 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.349 

0.017 

0.331 

0.203 

61.34 

Safe 

Govindpura 

0809000601245500 

0.22 

0.07 

128.21 

0.08 

0.01 

0.09 

0.04 

0.51 

- 

0.0500 

- 

- 

0.000 

0.050 

0.050 

0.144 

0.007 

0.137 

0.290 

211.42 

Over Exploited 



0.06 

0.00 

565.24 

0.00 

0.00 

0.00 

0.01 

0.17 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.013 

0.001 

0.012 

0.041 

324.83 

Over Exploited 


0810000201284800 

0.15 

0.21 

74.11 

0.26 

0.04 

0.30 

0.06 

0.66 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

0.406 

0.020 

0.386 

0.969 

251.01 

Over Exploited 

Gurla 

0810000201276300 

0.15 

0.17 

20.19 

0.20 

0.01 

0.21 

0.04 

0.53 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.254 

0.013 

0.241 

0.345 

143.08 

Over Exploited 

Gurli 

0809000201203800 

0.12 

0.20 

100.50 

0.24 

0.00 

0.24 

0.05 

0.58 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.268 

0.013 

0.255 

0.121 

47.52 

Safe 

Habeebpur 

0810000101268800 

0.22 

0.73 

26.34 

0.87 

0.04 

0.91 

0.06 

0.68 

- 

0.1300 

- 

- 

- 

0.130 

0.130 

1.044 

0.052 

0.992 

1.226 

123.54 

Over Exploited 

Hameerpura 

0811000501442500 

0.15 

0.12 

(26.11) 

0.10 

0.01 

0.11 

0.04 

0.45 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.139 

0.007 

0.132 

0.251 

190.27 

Over Exploited 



0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Hingotiya 

0810000101267900 

0.22 

0.61 

9.14 

0.67 

0.05 

0.72 

0.06 

0.69 

- 

0.1600 

- 

- 

0.000 

0.160 

0.160 

0.878 

0.044 

0.835 

0.861 

103.12 

Over Exploited 

Indawa 

0811000501423800 

0.15 

0.35 

- 

0.35 

0.01 

0.36 

0.04 

0.52 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.382 

0.038 

0.344 

0.486 

141.30 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

8,559.97 

Over Exploited 

Jagrampura 

0810000201274500 

0.15 

0.00 

3,280.93 

0.00 

0.01 

0.01 

0.00 

0.03 

- 

- 

- 

- 

0.010 

0.010 

0.010 

0.017 

0.001 

0.016 

0.024 

152.70 

Over Exploited 



0.15 

0.17 

65.13 

0.21 

0.03 

0.23 

0.04 

0.54 

- 

0.0700 

0.0062 

0.0074 

0.010 

0.093 

0.093 

0.327 

0.016 

0.311 

0.393 

126.35 

Over Exploited 

Jahra 

0810000201275400 

0.15 

0.00 

(4,163.41) 

0.00 

0.01 

0.01 

0.00 

0.00 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.015 

0.001 

0.014 

0.000 

1.75 

Safe 



0.15 

0.67 

(0.79) 

0.66 

0.03 

0.69 

0.05 

0.60 

- 

0.0600 

0.0216 

0.0260 

0.009 

0.116 

0.116 

0.804 

0.040 

0.764 

0.366 

47.95 

Safe 

Jaisinghpura 

0810000101270800 

0.22 

0.35 

86.74 

0.42 

0.02 

0.44 

0.04 

0.48 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.487 

0.024 

0.463 

0.485 

104.74 

Over Exploited 



0.08 

0.02 

29,373.86 

0.02 

- 

0.02 

0.01 

0.18 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.031 

0.002 

0.030 

0.123 

413.91 

Over Exploited 

Jaitpur 

0810000101270400 

0.22 

0.24 

147.25 

0.29 

0.04 

0.33 

0.04 

0.51 

- 

0.1300 

- 

- 

0.000 

0.130 

0.130 

0.462 

0.023 

0.439 

1.196 

272.31 

Over Exploited 



0.08 

0.01 

780.65 

0.01 

0.01 

0.02 

0.01 

0.14 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.038 

0.002 

0.036 

0.206 

571.03 

Over Exploited 

Jakholas Kalan 

0810000201285400 

0.15 

0.39 

14.32 

0.44 

0.03 

0.47 

0.05 

0.63 

- 

0.0200 

- 

- 

0.028 

0.048 

0.048 

0.520 

0.026 

0.494 

0.233 

47.12 

Safe 



0.06 

0.00 

1,489.47 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jakholas Khurd 

0810000201285200 

0.15 

0.39 

27.97 

0.47 

0.02 

0.49 

0.05 

0.65 

- 

0.0400 

- 

- 

0.015 

0.055 

0.055 

0.545 

0.027 

0.518 

0.401 

77.33 

Semi Critical 

Jalokhara 

0810000101267700 

0.22 

0.18 

(59.78) 

0.14 

0.01 

0.15 

0.06 

0.68 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.176 

0.009 

0.167 

0.166 

99.25 

Critical 

Jat Baroda 

0810000101265000 

0.22 

0.48 

21.12 

0.57 

0.05 

0.62 

0.06 

0.68 

- 

0.1300 

- 

- 

0.015 

0.145 

0.145 

0.766 

0.038 

0.728 

1.158 

159.11 

Over Exploited 

Jeewad 

0810000201285500 

0.15 

1.09 

36.11 

1.30 

0.04 

1.34 

0.05 

0.56 

- 

0.0700 

- 

- 

0.028 

0.098 

0.098 

1.440 

0.072 

1.368 

0.653 

47.74 

Safe 



0.06 

0.01 

(28,577.12) 

0.01 

0.03 

0.03 

0.01 

0.08 

- 

- 

- 

- 

0.038 

0.038 

0.038 

0.072 

0.004 

0.069 

0.039 

57.09 

Safe 

Jeewli 

0810000101264600 

0.22 

0.72 

(27.34) 

0.58 

0.01 

0.59 

0.04 

0.54 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.617 

0.031 

0.587 

0.778 

132.65 

Over Exploited 



0.08 

0.00 

1,723.83 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.003 

0.065 

1,900.48 

Over Exploited 



0.22 

0.01 

586.60 

0.01 

- 

0.01 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.041 

602.00 

Over Exploited 

Jharoda 

0810000201286900 

0.15 

0.25 

82.09 

0.30 

0.04 

0.34 

0.05 

0.64 

- 

0.0900 

- 

- 

0.017 

0.107 

0.107 

0.450 

0.023 

0.428 

0.779 

182.03 

Over Exploited 

Jharoli 

0810000201278100 

0.15 

0.50 

17.35 

0.58 

0.03 

0.61 

0.06 

0.67 

- 

0.0500 

- 

- 

0.023 

0.074 

0.074 

0.684 

0.034 

0.650 

0.261 

40.12 

Safe 

Jiyapur 

0810000101266600 

0.22 

0.32 

(53.66) 

0.26 

0.01 

0.27 

0.06 

0.68 

- 

0.0400 

- 

- 

0.002 

0.042 

0.042 

0.308 

0.015 

0.293 

0.215 

73.56 

Semi Critical 

Jonpa 

0811000501442300 

0.15 

0.04 

- 

0.04 

- 

0.04 

0.03 

0.41 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.046 

0.005 

0.042 

0.242 

579.96 

Over Exploited 

Kacharhera 

0810000201277000 

0.15 

0.38 

(4.95) 

0.36 

0.05 

0.41 

0.06 

0.68 

- 

0.1400 

- 

- 

0.004 

0.145 

0.145 

0.557 

0.028 

0.529 

1.239 

234.38 

Over Exploited 

Kadeepur 

0810000201278000 

0.15 

0.23 

(12.86) 

0.20 

0.03 

0.24 

0.05 

0.65 

- 

- 

- 

- 

0.050 

0.050 

0.050 

0.288 

0.014 

0.274 

0.010 

3.63 

Safe 

Kakrala 

0810000201275800 

0.15 

0.12 

264.38 

0.14 

0.02 

0.16 

0.02 

0.26 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.243 

0.012 

0.231 

0.421 

182.39 

Over Exploited 



0.15 

0.31 

128.18 

0.37 

0.02 

0.39 

0.03 

0.41 

- 

0.1200 

0.0123 

0.0119 

- 

0.144 

0.144 

0.534 

0.027 

0.508 

0.669 

131.78 

Over Exploited 

Kamalpur 

0810000101263700 

0.22 

0.55 

(30.41) 

0.44 

- 

0.44 

0.05 

0.67 

- 

- 

- 

- 

- 

- 

- 

0.439 

0.022 

0.417 

0.023 

5.62 

Safe 



0.22 

0.00 

23,429.55 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kari Gaonri 

0810000101270300 

0.22 

0.52 

51.12 

0.63 

0.05 

0.68 

0.05 

0.66 

- 

0.1400 

- 

- 

0.007 

0.147 

0.147 

0.830 

0.042 

0.789 

1.273 

161.33 

Over Exploited 

Kari Jhonpari 

0810000101270600 

0.22 

0.26 

128.28 

0.32 

0.05 

0.37 

0.05 

0.61 

- 

0.1400 

- 

- 

- 

0.140 

0.140 

0.506 

0.025 

0.480 

1.297 

270.08 

Over Exploited 



0.08 

0.00 

3,517.10 

0.00 

- 

0.00 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.065 

632.44 

Over Exploited 

Kari Patti 

0810000101270500 

0.22 

0.23 

131.62 

0.28 

0.04 

0.32 

0.05 

0.59 

- 

0.1300 

- 

- 

- 

0.130 

0.130 

0.451 

0.023 

0.429 

1.134 

264.52 

Over Exploited 



0.08 

0.00 

30,305.07 

0.00 

- 

0.00 

0.00 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.011 

0.075 

713.34 

Over Exploited 

Kashipur 

0810000101263600 

0.22 

0.30 

(220.04) 

0.24 

0.62 

0.86 

0.06 

0.67 

- 

- 

- 

- 

0.619 

0.619 

0.619 

1.478 

0.074 

1.404 

0.013 

0.90 

Safe 

Kazi Kundli 

0810000201286600 

0.15 

0.11 

165.35 

0.13 

0.03 

0.17 

0.03 

0.40 

- 

0.0900 

- 

- 

0.001 

0.091 

0.091 

0.256 

0.013 

0.244 

0.488 

200.24 

Over Exploited 



0.06 

0.00 

397.60 

0.00 

0.00 

0.01 

0.01 

0.09 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.023 

0.001 

0.022 

0.045 

205.70 

Over Exploited 



0.15 

0.00 

12,644.69 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0003 

0.0003 

0.001 

0.002 

0.002 

0.003 

0.000 

0.003 

0.024 

871.50 

Over Exploited 

Khanpur 

0811000501443100 

0.15 

0.14 

59.33 

0.17 

0.02 

0.19 

0.06 

0.64 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.239 

0.012 

0.227 

0.474 

208.45 

Over Exploited 

Khanpur Baroda 

0810000101265800 

0.22 

0.45 

51.86 

0.55 

0.05 

0.60 

0.04 

0.53 

- 

0.1300 

- 

- 

0.019 

0.149 

0.149 

0.748 

0.037 

0.710 

1.176 

165.66 

Over Exploited 



0.08 

0.01 

343.37 

0.02 

0.01 

0.03 

0.01 

0.15 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.049 

0.002 

0.046 

0.200 

433.71 

Over Exploited 

Khariwara 

0811000501423600 

0.15 

0.14 

- 

0.14 

0.01 

0.15 

0.03 

0.31 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.175 

0.017 

0.157 

0.230 

146.16 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.033 

3,497.18 

Over Exploited 

Khatana 

0810000201276400 

0.15 

0.43 

(13.40) 

0.37 

0.02 

0.39 

0.06 

0.66 

- 

- 

- 

- 

0.030 

0.030 

0.030 

0.423 

0.021 

0.402 

0.042 

10.47 

Safe 

Khatoombar 

0811000501421300 

0.15 

0.05 

- 

0.05 

0.01 

0.06 

0.01 

0.16 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.075 

0.008 

0.068 

0.189 

278.52 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 







Non-command 

Quartzite 

3.557 

-0.07 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.023 

0.26 

0.38 


Khemawas 

0811000501439400 

3.568 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.435 

-0.25 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.003 

0.07 

0.12 







Non-command 

Quartzite 

0.002 

-0.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khera Barh Ramgarh 

0810000101272100 

7.650 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.024 

1.05 

0.100 

0.16 

0.02 

0.00 

0.00 

0.00 

0.88 

0.91 

0.61 

0.041 

0.54 

0.52 


Kherla 

0809000601243400 

12.083 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.291 

1.10 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.05 

0.001 

0.01 

0.01 


Kherla Khurd 

0811000501443000 

2.724 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.724 

1.06 

0.100 

0.14 

0.02 

0.00 

0.00 

0.00 

0.41 

0.36 

0.54 

0.017 

0.60 

0.68 


Kherli 

0810000201280300 

6.970 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.937 

1.23 

0.090 

0.45 

0.07 

0.00 

0.00 

0.00 

1.04 

1.01 

1.78 

0.023 

0.53 

0.54 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.033 

1.23 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.14 

0.13 

0.004 

0.09 

0.09 


Khidarpur 

0809000601244700 

7.835 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.117 

1.15 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.000 

0.01 

0.01 







Non-command 

Quartzite 

0.083 

1.15 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 



0810000101263500 

4.721 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.721 

1.16 

0.100 

0.02 

0.00 

0.00 

0.00 

0.44 

0.13 

0.12 

0.06 

0.027 

0.61 

0.66 


Khirkhira 

0809000601244900 

11.007 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.081 

1.39 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Kholai 

0810000101271700 

3.913 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.473 

1.42 

0.100 

0.22 

0.03 

0.00 

0.00 

0.00 

0.68 

0.70 

0.84 

0.020 

0.53 

0.52 


Khoontla Salauna 

0810000101267200 

4.779 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.779 

0.33 

0.100 

0.47 

0.12 

0.00 

0.00 

0.00 

0.51 

0.46 

1.84 

0.028 

0.63 

0.68 


Khudsya 

0810000101268500 

2.645 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.645 

1.23 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.36 

0.34 

0.13 

0.015 

0.62 

0.67 


Khura Chainpura 

0809000201204200 

7.883 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.883 

1.00 

0.080 

0.08 

0.01 

0.00 

0.00 

0.14 

0.56 

0.57 

0.27 

0.033 

0.59 

0.58 


Khurra 

0811000501443400 

4.559 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.519 

1.04 

0.100 

0.07 

0.01 

0.00 

0.00 

0.02 

0.51 

0.36 

0.24 

0.029 

0.54 

0.76 


Kiratpura 

0810000201277400 

1.753 

Fresh 

Mora Sagar 

Command 

Older Alluvium 

1.753 

0.72 

0.090 

0.03 

0.01 

0.00 

0.00 

0.01 

0.12 

0.13 

0.10 

0.007 

0.61 

0.60 


Kishanpur 

0810000201278500 

2.230 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.230 

0.65 

0.090 

0.00 

0.00 

0.00 

0.00 

0.03 

0.10 

0.10 

0.00 

0.008 

0.62 

0.63 


Kishorpura 

0811000501443500 

8.156 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.922 

1.00 

0.100 

0.06 

0.01 

0.00 

0.00 

0.02 

0.32 

0.21 

0.21 

0.019 

0.19 

0.29 


Kohli Prempura 

0810000201276800 

5.097 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.097 

1.13 

0.090 

0.21 

0.03 

0.00 

0.00 

0.01 

0.69 

0.69 

0.82 

0.019 

0.62 

0.63 


Koochawar Chak No.l 

0810000201280600 

0.510 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.510 

1.20 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.05 

0.002 

0.62 

0.63 


Koochawar Chak No.2 

0810000201280400 

1.895 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.216 

1.24 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.14 

0.02 

0.005 

0.39 

0.41 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.679 

1.24 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.01 

0.003 

0.22 

0.23 


Koochawar Chak No.3 

0810000201281400 

2.376 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.500 

1.05 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.15 

0.05 

0.006 

0.39 

0.40 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.876 

1.05 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.01 

0.003 

0.23 

0.23 


Kotri 

0810000101271900 

3.159 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.960 

1.30 

0.100 

0.28 

0.04 

0.00 

0.00 

0.00 

0.62 

0.64 

1.11 

0.017 

0.56 

0.55 







Non-command 

Quartzite 

0.135 

1.30 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.001 

0.03 

0.02 


Koyla 

0810000201279600 

1.182 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.182 

0.97 

0.090 

0.16 

0.04 

0.00 

0.00 

0.02 

0.20 

0.20 

0.62 

0.004 

0.62 

0.63 


Kuagaon 

0810000201273500 

17.997 

Fresh 

Non-command 

Non-command 

Quartzite 

13.545 

0.02 

0.010 

0.28 

0.04 

0.00 

0.00 

0.00 

0.24 

0.19 

1.07 

0.052 

0.43 

0.55 


Kundli 

0810000201278600 

1.534 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.534 

0.81 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.13 

0.07 

0.006 

0.61 

0.62 


Kunkata Kalan 

0810000101270100 

3.558 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.558 

1.60 

0.100 

0.26 

0.04 

0.00 

0.00 

0.00 

0.79 

0.75 

1.00 

0.021 

0.61 

0.65 


Kunkata Khurd 

0810000101269700 

0.815 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.752 

1.59 

0.100 

0.09 

0.01 

0.00 

0.00 

0.00 

0.20 

0.18 

0.37 

0.004 

0.57 

0.62 







Non-command 

Quartzite 

0.063 

1.59 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.05 

0.05 


Kutkya 

0811000501421200 

10.602 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.340 

-0.08 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.015 

0.12 

0.14 







Non-command 

Quartzite 

3.855 

-0.08 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.025 

0.19 

0.23 


Ladpura 

0810000201282500 

2.871 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.341 

0.89 

0.090 

0.30 

0.04 

0.00 

0.00 

0.00 

0.45 

0.43 

1.20 

0.009 

0.50 

0.52 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.531 

0.89 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.11 

0.002 

0.11 

0.12 


Lalpur 

0810000101269100 

3.533 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.750 

1.46 

0.100 

0.07 

0.01 

0.00 

0.00 

0.00 

0.32 

0.28 

0.26 

0.010 

0.31 

0.35 







Non-command 

Quartzite 

1.584 

1.46 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.07 

0.14 

0.009 

0.28 

0.31 


Lalsot (M) 

0811000541105000 

12.025 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.194 

-0.96 

0.100 

0.25 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.498 

0.11 

0.19 


Liwali 

0810000201276100 

19.702 

Fresh 

Non-command 

Non-command 

Older Alluvium 

18.380 

1.15 

0.090 

0.62 

0.09 

0.00 

0.00 

0.00 

2.43 

2.41 

2.40 

0.070 

0.58 

0.58 


Machchhipura 

0810000101269600 

5.239 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.663 

1.63 

0.100 

0.33 

0.05 

0.00 

0.00 

0.00 

1.04 

0.97 

1.27 

0.027 

0.55 

0.59 







Non-command 

Quartzite 

0.576 

1.63 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.10 

0.003 

0.07 

0.07 


Madalgaon 

0810000201281300 

2.121 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.121 

0.94 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.21 

0.20 

0.10 

0.008 

0.61 

0.64 


Mahanandpur Dyodha 

0810000101263400 

6.572 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

1.75 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.501 

1.75 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.44 

0.42 

0.00 

0.014 

0.23 

0.24 


Mahanandpur(Rural) 

0810000101266200 

1.089 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.089 

1.94 

0.100 

0.03 

0.01 

0.00 

0.00 

0.00 

0.23 

0.21 

0.13 

0.006 

0.63 

0.71 


Maharajpura 

0811000501442100 

5.004 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.832 

0.29 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.22 

0.15 

0.29 

0.031 

0.56 

0.82 


Mahu Kalan (CT) 

0810000141002000 

1.294 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.672 

2.44 

0.100 

0.40 

0.02 

0.00 

0.00 

0.00 

0.54 

0.48 

0.35 

0.955 

0.33 

0.37 







Non-command 

Quartzite 

0.622 

2.44 

0.020 

0.34 

0.01 

0.00 

0.00 

0.00 

0.36 

0.32 

0.19 

0.884 

0.30 

0.34 


Mahu Khurd (Rural) 

0810000101265700 

2.213 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.701 

2.41 

0.100 

0.08 

0.02 

0.00 

0.00 

0.00 

0.47 

0.42 

0.32 

0.010 

0.48 

0.55 







Non-command 

Quartzite 

0.511 

2.41 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.05 

0.003 

0.15 

0.16 


Mandawari 

0811000501443300 

12.098 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.512 

0.91 

0.100 

0.66 

0.10 

0.00 

0.00 

0.00 

1.61 

1.14 

2.54 

0.073 

0.53 

0.76 


Meena Koleta 

0810000201274400 

3.605 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.143 

0.82 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.02 

0.02 







Non-command 

Quartzite 

0.489 

0.82 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.04 

0.002 

0.07 

0.06 






Mora Sagar 

Command 

Older Alluvium 

2.857 

0.82 

0.090 

0.15 

0.04 

0.00 

0.00 

0.00 

0.32 

0.38 

0.58 

0.011 

0.43 

0.36 







Command 

Quartzite 

0.031 

0.82 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Meena Theekri 

0810000201284100 

3.952 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.275 

1.07 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.001 

0.04 

0.05 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.255 

1.07 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.04 

0.04 


Meenapara 

0810000101269500 

3.205 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.818 

1.64 

0.100 

0.21 

0.03 

0.00 

0.00 

0.00 

0.64 

0.61 

0.81 

0.016 

0.54 

0.57 







Non-command 

Quartzite 

0.386 

1.64 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.06 

0.002 

0.07 

0.08 


Milakpur 

0810000101271500 

2.124 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.908 

1.60 

0.100 

0.08 

0.01 

0.00 

0.00 

0.00 

0.38 

0.37 

0.32 

0.011 

0.54 

0.55 







Non-command 

Quartzite 

0.121 

1.60 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.03 

0.03 


Mirzapur (Rural) 

080060006000600061 

5.294 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.832 

2.15 

0.100 

0.54 

0.13 

0.00 

0.00 

0.01 

1.44 

1.28 

2.13 

0.028 

0.57 

0.65 







Non-command 

Quartzite 

0.462 

2.15 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.04 

0.04 

0.12 

0.003 

0.05 

0.06 


Morpa 

0810000201286500 

10.815 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.319 

1.24 

0.090 

0.09 

0.01 

0.00 

0.00 

0.00 

0.34 

0.33 

0.34 

0.009 

0.12 

0.13 






Morel 

Command 

Older Alluvium 

0.001 

1.24 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.06 

0.06 

- 

0.06 

0.01 

0.07 

0.02 

0.29 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.086 

0.009 

0.077 

0.234 

301.78 

Over Exploited 

Khemawas 

0811000501439400 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.004 

0.046 

1,091.25 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khera Barh Ramgarh 

0810000101272100 

0.22 

0.84 

412,375.81 

0.91 

0.02 

0.93 

0.04 

0.59 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.997 

0.050 

0.948 

0.647 

68.24 

Safe 

Kherla 

0809000601243400 

0.22 

0.00 

5,408.80 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.020 

0.001 

0.019 

0.049 

252.77 

Over Exploited 

Kherla Khurd 

0811000501443000 

0.15 

0.24 

47.74 

0.29 

0.02 

0.31 

0.06 

0.65 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.372 

0.019 

0.354 

0.557 

157.60 

Over Exploited 

Kherli 

0810000201280300 

0.15 

0.47 

116.39 

0.56 

0.07 

0.63 

0.05 

0.58 

- 

0.2000 

- 

- 

- 

0.200 

0.200 

0.833 

0.042 

0.791 

1.799 

227.35 

Over Exploited 



0.15 

0.01 

893.74 

0.02 

- 

0.02 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.027 

0.001 

0.026 

0.129 

501.71 

Over Exploited 

Khidarpur 

0809000601244700 

0.22 

0.00 

7,058.69 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

5,901.66 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 


0810000101263500 

0.22 

0.64 

(81.41) 

0.51 

0.44 

0.95 

0.06 

0.67 

- 

0.0100 

- 

- 

0.438 

0.448 

0.448 

1.395 

0.070 

1.325 

0.085 

6.43 

Safe 

Khirkhira 

0809000601244900 

0.22 

0.00 

15,318.30 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kholai 

0810000101271700 

0.22 

0.41 

71.87 

0.49 

0.03 

0.52 

0.04 

0.57 

- 

0.0900 

- 

- 

0.000 

0.090 

0.090 

0.607 

0.030 

0.577 

0.860 

149.05 

Over Exploited 

Khoontla Salauna 

0810000101267200 

0.22 

0.66 

(29.51) 

0.53 

0.12 

0.65 

0.06 

0.68 

- 

0.3500 

- 

- 

0.006 

0.356 

0.356 

1.007 

0.050 

0.956 

1.871 

195.62 

Over Exploited 

Khudsya 

0810000101268500 

0.22 

0.36 

(6.11) 

0.34 

- 

0.34 

0.06 

0.68 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.349 

0.017 

0.332 

0.145 

43.82 

Safe 

Khura Chainpura 

0809000201204200 

0.12 

0.56 

2.52 

0.57 

0.15 

0.72 

0.05 

0.64 

- 

0.0300 

- 

- 

0.209 

0.239 

0.239 

0.961 

0.048 

0.913 

0.299 

32.74 

Safe 

Khurra 

0811000501443400 

0.15 

0.36 

(0.67) 

0.36 

0.03 

0.39 

0.06 

0.59 

- 

0.0400 

- 

- 

0.026 

0.066 

0.066 

0.454 

0.023 

0.431 

0.267 

61.83 

Safe 

Kiratpura 

0810000201277400 

0.15 

0.16 

(22.09) 

0.13 

0.02 

0.15 

0.06 

0.67 

- 

0.0200 

0.0047 

0.0057 

0.017 

0.048 

0.048 

0.198 

0.010 

0.188 

0.103 

54.63 

Safe 

Kishanpur 

0810000201278500 

0.15 

0.21 

(52.53) 

0.17 

0.03 

0.19 

0.06 

0.67 

- 

- 

- 

- 

0.043 

0.043 

0.043 

0.237 

0.012 

0.225 

0.008 

3.76 

Safe 

Kishorpura 

0811000501443500 

0.15 

0.08 

152.60 

0.10 

0.03 

0.13 

0.02 

0.21 

- 

0.0200 

- 

- 

0.031 

0.051 

0.051 

0.182 

0.009 

0.173 

0.224 

129.42 

Over Exploited 

Kohli Prempura 

0810000201276800 

0.15 

0.48 

43.74 

0.57 

0.04 

0.61 

0.06 

0.68 

- 

0.0900 

- 

- 

0.015 

0.105 

0.105 

0.719 

0.036 

0.683 

0.835 

122.37 

Over Exploited 

Koochawar Chak No.l 

0810000201280600 

0.15 

0.05 

34.14 

0.06 

- 

0.06 

0.06 

0.67 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.067 

0.003 

0.063 

0.050 

79.00 

Semi Critical 

Koochawar Chak No.2 

0810000201280400 

0.15 

0.07 

95.05 

0.09 

- 

0.09 

0.04 

0.43 

- 

- 

- 

- 

- 

- 

- 

0.086 

0.004 

0.082 

0.029 

35.06 

Safe 



0.15 

0.02 

225.65 

0.03 

- 

0.03 

0.02 

0.24 

- 

- 

- 

- 

- 

- 

- 

0.027 

0.001 

0.025 

0.013 

49.44 

Safe 

Koochawar Chak No.3 

0810000201281400 

0.15 

0.09 

69.89 

0.11 

- 

0.11 

0.04 

0.43 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.115 

0.006 

0.109 

0.054 

49.11 

Safe 



0.15 

0.03 

171.46 

0.04 

- 

0.04 

0.02 

0.25 

- 

- 

- 

- 

- 

- 

- 

0.036 

0.002 

0.034 

0.013 

39.10 

Safe 

Kotri 

0810000101271900 

0.22 

0.36 

75.62 

0.44 

0.04 

0.48 

0.05 

0.61 

- 

0.1300 

- 

- 

- 

0.130 

0.130 

0.607 

0.030 

0.577 

1.129 

195.75 

Over Exploited 



0.08 

0.00 

4,888.29 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.029 

9,126.03 

Over Exploited 

Koyla 

0810000201279600 

0.15 

0.11 

83.13 

0.13 

0.06 

0.19 

0.06 

0.68 

- 

0.1200 

- 

- 

0.027 

0.147 

0.147 

0.338 

0.017 

0.321 

0.628 

195.71 

Over Exploited 

Kuagaon 

0810000201273500 

0.06 

0.35 

(645.83) 

0.28 

0.04 

0.32 

0.04 

0.47 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

0.439 

0.022 

0.417 

1.117 

267.46 

Over Exploited 

Kundli 

0810000201278600 

0.15 

0.14 

(9.24) 

0.13 

0.00 

0.13 

0.06 

0.67 

- 

0.0100 

- 

- 

0.002 

0.013 

0.013 

0.142 

0.007 

0.135 

0.078 

57.59 

Safe 

Kunkata Kalan 

0810000101270100 

0.22 

0.48 

56.40 

0.58 

0.04 

0.62 

0.05 

0.67 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

0.725 

0.036 

0.689 

1.020 

147.98 

Over Exploited 

Kunkata Khurd 

0810000101269700 

0.22 

0.09 

94.04 

0.11 

0.01 

0.12 

0.05 

0.62 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.164 

0.008 

0.156 

0.371 

238.65 

Over Exploited 



0.08 

0.00 

653.60 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

4,172.60 

Over Exploited 

Kutkya 

0811000501421200 

0.15 

0.04 

- 

0.04 

0.01 

0.05 

0.01 

0.13 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.069 

0.007 

0.062 

0.154 

246.89 

Over Exploited 



0.06 

0.04 

- 

0.04 

0.01 

0.05 

0.02 

0.21 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.074 

0.007 

0.066 

0.193 

290.38 

Over Exploited 

Ladpura 

0810000201282500 

0.15 

0.18 

145.94 

0.21 

0.04 

0.25 

0.05 

0.55 

- 

0.1300 

- 

- 

- 

0.130 

0.130 

0.380 

0.019 

0.361 

1.204 

333.23 

Over Exploited 



0.15 

0.01 

675.41 

0.01 

- 

0.01 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.021 

0.001 

0.020 

0.112 

566.42 

Over Exploited 

Lalpur 

0810000101269100 

0.22 

0.12 

135.91 

0.14 

0.01 

0.15 

0.03 

0.34 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.204 

0.010 

0.193 

0.269 

139.14 

Over Exploited 



0.08 

0.04 

91.17 

0.04 

0.01 

0.05 

0.02 

0.31 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.083 

0.004 

0.079 

0.152 

193.41 

Over Exploited 

Lalsot (M) 

0811000541105000 

0.15 

0.04 

- 

0.04 

- 

0.04 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.046 

0.005 

0.041 

0.854 

2,075.89 

Over Exploited 

Liwali 

0810000201276100 

0.15 

1.59 

(48.54) 

1.91 

0.09 

2.00 

0.05 

0.63 

- 

0.2700 

- 

- 

- 

0.270 

0.270 

2.266 

0.113 

2.153 

2.470 

114.72 

Over Exploited 

Machchhipura 

0810000101269600 

0.22 

0.56 

71.94 

0.68 

0.05 

0.73 

0.05 

0.60 

- 

0.1400 

- 

- 

0.001 

0.142 

0.142 

0.868 

0.043 

0.825 

1.295 

156.98 

Over Exploited 



0.08 

0.00 

1,356.63 

0.00 

- 

0.00 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.107 

821.74 

Over Exploited 

Madalgaon 

0810000201281300 

0.15 

0.19 

3.27 

0.20 

- 

0.20 

0.06 

0.67 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.210 

0.011 

0.200 

0.104 

52.11 

Safe 

Mahanandpur Dyodha 

0810000101263400 

0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.13 

233.50 

0.15 

- 

0.15 

0.02 

0.25 

- 

- 

- 

- 

- 

- 

- 

0.150 

0.008 

0.143 

0.014 

10.13 

Safe 

Mahanandpur(Rural) 

0810000101266200 

0.22 

0.15 

36.08 

0.18 

0.01 

0.19 

0.06 

0.69 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.212 

0.011 

0.201 

0.136 

67.81 

Safe 

Maharajpura 

0811000501442100 

0.15 

0.40 

(63.17) 

0.32 

- 

0.32 

0.05 

0.61 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.333 

0.017 

0.317 

0.323 

101.88 

Over Exploited 

Mahu Kalan (CT) 

0810000141002000 

0.22 

0.05 

897.43 

0.06 

0.02 

0.08 

0.03 

0.36 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.138 

0.007 

0.131 

1.301 

992.02 

Over Exploited 



0.08 

0.02 

2,021.48 

0.02 

0.01 

0.03 

0.03 

0.33 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.058 

0.003 

0.055 

1.069 

1,937.10 

Over Exploited 

Mahu Khurd (Rural) 

0810000101265700 

0.22 

0.18 

129.52 

0.22 

0.02 

0.24 

0.04 

0.53 

- 

0.0600 

- 

- 

0.002 

0.062 

0.062 

0.300 

0.015 

0.285 

0.327 

114.67 

Over Exploited 



0.08 

0.01 

415.86 

0.01 

- 

0.01 

0.01 

0.16 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.053 

325.18 

Over Exploited 

Mandawari 

0811000501443300 

0.15 

0.92 

23.31 

1.11 

0.10 

1.21 

0.05 

0.59 

- 

0.2900 

- 

- 

0.005 

0.295 

0.295 

1.505 

0.075 

1.430 

2.612 

182.65 

Over Exploited 

Meena Koleta 

0810000201274400 

0.15 

0.00 

5,265.75 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.025 

4,734.33 

Over Exploited 



0.06 

0.00 

679.91 

0.00 

- 

0.00 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.045 

375.70 

Over Exploited 



0.15 

0.18 

109.13 

0.22 

0.04 

0.26 

0.03 

0.46 

- 

0.1100 

0.0077 

0.0093 

- 

0.127 

0.127 

0.386 

0.019 

0.367 

0.587 

160.13 

Over Exploited 



0.06 

0.00 

4,444.11 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Meena Theekri 

0810000201284100 

0.15 

0.00 

1,809.12 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.025 

1,357.42 

Over Exploited 



0.15 

0.00 

1,396.68 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.011 

692.38 

Over Exploited 

Meenapara 

0810000101269500 

0.22 

0.33 

82.76 

0.40 

0.03 

0.43 

0.05 

0.58 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.520 

0.026 

0.494 

0.830 

167.93 

Over Exploited 



0.08 

0.00 

5,265.94 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.066 

5,096.20 

Over Exploited 

Milakpur 

0810000101271500 

0.22 

0.23 

62.97 

0.27 

0.01 

0.28 

0.05 

0.59 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.323 

0.016 

0.307 

0.329 

107.07 

Over Exploited 



0.08 

0.00 

980.75 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.020 

5,231.39 

Over Exploited 

Mirzapur (Rural) 

080060006000600061 

0.22 

0.61 

109.28 

0.73 

0.14 

0.87 

0.05 

0.63 

- 

0.4000 

- 

- 

0.010 

0.410 

0.410 

1.280 

0.064 

1.216 

2.159 

177.53 

Over Exploited 



0.08 

0.00 

1,642.56 

0.00 

0.01 

0.01 

0.00 

0.06 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.032 

0.002 

0.031 

0.121 

391.58 

Over Exploited 

Morpa 

0810000201286500 

0.15 

0.04 

654.31 

0.05 

0.01 

0.06 

0.01 

0.14 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.102 

0.005 

0.097 

0.345 

356.44 

Over Exploited 



0.15 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Moruchi Jageer 

080900020120400C 

2.931 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.656 

1.36 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.20 

0.00 

0.007 

0.32 

0.29 


Moruchi Khalsa 

080900020120390C 

0.673 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.031 

1.57 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.02 


Motipur 

081000010126810C 

3.383 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.383 

0.93 

0.100 

0.10 

0.01 

0.00 

0.00 

0.00 

0.40 

0.36 

0.37 

0.020 

0.63 

0.71 


Mukandpura 

081100050143900C 

1.290 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.680 

-0.26 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.004 

0.32 

0.54 


Nagarhera 

081000020128050C 

1.576 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.576 

1.25 

0.090 

0.11 

0.02 

0.00 

0.00 

0.00 

0.27 

0.26 

0.43 

0.006 

0.61 

0.64 


Nagariyawas 

0811000501440600 

1.364 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.684 

-0.69 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.004 

0.31 

0.52 


Nagtalai 

0810000201279000 

7.785 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.785 

0.55 

0.090 

0.11 

0.03 

0.00 

0.00 

0.03 

0.44 

0.42 

0.41 

0.030 

0.62 

0.65 


Naharsinghpura 

0810000201276000 

1.649 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.138 

1.26 

0.090 

0.02 

0.00 

0.00 

0.00 

0.01 

0.14 

0.14 

0.07 

0.004 

0.43 

0.43 






Mora Sagar 

Command 

Older Alluvium 

0.511 

1.26 

0.090 

0.01 

0.00 

0.00 

0.00 

0.01 

0.06 

0.06 

0.02 

0.002 

0.19 

0.19 


Nananwas 

0810000201287100 

10.178 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.000 

1.14 

0.090 

0.25 

0.04 

0.00 

0.00 

0.00 

1.03 

1.07 

0.96 

0.030 

0.46 

0.45 


Nandpura 

0810000101270200 

2.314 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.314 

1.41 

0.100 

0.19 

0.03 

0.00 

0.00 

0.00 

0.48 

0.46 

0.75 

0.013 

0.61 

0.64 


Naneta Khera 

0810000201274300 

1.690 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.327 

0.85 

0.090 

0.02 

0.00 

0.00 

0.00 

0.02 

0.03 

0.03 

0.07 

0.001 

0.11 

0.10 






Mora Sagar 

Command 

Older Alluvium 

1.362 

0.85 

0.090 

0.09 

0.02 

0.00 

0.00 

0.02 

0.16 

0.18 

0.36 

0.005 

0.45 

0.40 


Naroli Chaur 

0810000201280900 

6.714 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.714 

1.04 

0.090 

0.58 

0.09 

0.00 

0.00 

0.02 

1.11 

0.85 

2.28 

0.026 

0.56 

0.72 


Naugaon 

0810000101268600 

9.558 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.558 

1.20 

0.100 

0.92 

0.13 

0.00 

0.00 

0.00 

1.94 

1.76 

3.60 

0.055 

0.62 

0.69 


Nawar Kishanpura 

0810000201276200 

4.439 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.044 

1.10 

0.090 

0.09 

0.01 

0.00 

0.00 

0.00 

0.48 

0.46 

0.34 

0.015 

0.56 

0.58 


Nehri 

0810000201281700 

2.279 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.279 

0.75 

0.090 

0.16 

0.02 

0.00 

0.00 

0.02 

0.28 

0.27 

0.65 

0.009 

0.62 

0.63 


Palasod 

0810000201284900 

4.205 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.205 

0.97 

0.090 

0.26 

0.04 

0.00 

0.00 

0.00 

0.59 

0.56 

1.01 

0.016 

0.61 

0.64 


Patti Kishorpura 

0811000501442000 

1.286 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.286 

0.50 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.13 

0.008 

0.56 

0.87 


Pharaspur 

0810000101268000 

2.436 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.436 

1.12 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.32 

0.29 

0.23 

0.014 

0.63 

0.71 


Phulwara 

0810000201284300 

6.186 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.696 

0.91 

0.090 

0.18 

0.03 

0.00 

0.00 

0.00 

0.45 

0.42 

0.70 

0.014 

0.35 

0.38 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.490 

0.91 

0.090 

0.05 

0.01 

0.00 

0.00 

0.00 

0.24 

0.23 

0.19 

0.009 

0.24 

0.26 


Piloda 

0810000101263300 

28.530 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.350 

2.25 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.03 

0.002 

0.01 

0.01 


Piplai 

0810000201280200 

7.599 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.599 

0.65 

0.090 

0.90 

0.13 

0.00 

0.00 

0.03 

1.18 

1.17 

3.58 

0.029 

0.62 

0.63 


Radheki 

0810000201278900 

4.933 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.933 

1.12 

0.090 

0.08 

0.01 

0.00 

0.00 

0.05 

0.52 

0.52 

0.29 

0.019 

0.62 

0.63 


Raghopura 

0810000201274100 

2.162 

Fresh 

Mora Sagar 

Command 

Older Alluvium 

2.162 

0.84 

0.090 

0.07 

0.02 

0.00 

0.00 

0.02 

0.19 

0.20 

0.29 

0.008 

0.60 

0.59 


Raghunathpura 

0810000201273800 

4.240 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.941 

0.55 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.11 

0.11 

0.007 

0.27 

0.31 







Non-command 

Quartzite 

1.547 

0.55 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.006 

0.22 

0.25 


Raisana 

0809000201203000 

7.781 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.662 

0.46 

0.080 

0.12 

0.01 

0.00 

0.00 

0.00 

0.21 

0.26 

0.46 

0.011 

0.18 

0.14 







Non-command 

Quartzite 

1.426 

0.46 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.14 

0.006 

0.10 

0.08 


Rajoli 

0811000501440900 

1.474 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.089 

-1.35 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.007 

0.45 

0.76 


Ramgarh Murara 

0810000101272000 

8.818 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.796 

1.29 

0.100 

0.60 

0.09 

0.00 

0.00 

0.00 

1.51 

1.51 

2.36 

0.045 

0.53 

0.53 







Non-command 

Quartzite 

1.022 

1.29 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.07 

0.07 

0.19 

0.006 

0.07 

0.07 


Ramnagar Dhosi 

0810000201276700 

1.656 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.656 

1.20 

0.090 

0.06 

0.01 

0.00 

0.00 

0.00 

0.23 

0.23 

0.24 

0.006 

0.62 

0.63 


Rampur Palan 

0809000601245600 

4.207 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.193 

0.59 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.15 

0.02 

0.005 

0.33 

0.37 


Rampura 

0810000201276600 

0.614 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.614 

1.18 

0.090 

0.29 

0.04 

0.00 

0.00 

0.00 

0.32 

0.31 

1.18 

0.002 

0.62 

0.63 


Ramsar 

0811000501442900 

1.329 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.329 

1.05 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.18 

0.16 

0.20 

0.008 

0.60 

0.67 



0810000101271300 

2.562 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.174 

1.38 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.05 

0.001 

0.04 

0.04 







Non-command 

Quartzite 

0.691 

1.38 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.12 

0.004 

0.16 

0.16 


Ramsinghpura 

0811000501420700 

5.662 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.013 

-0.11 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 



0810000101263800 

11.340 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.340 

0.91 

0.100 

0.02 

0.00 

0.00 

0.00 

0.08 

0.98 

0.92 

0.00 

0.066 

0.61 

0.64 



0810000201279200 

2.015 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.015 

0.97 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.18 

0.05 

0.008 

0.62 

0.63 



0810000201284200 

3.157 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.105 

0.93 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.16 

0.01 

0.008 

0.38 

0.44 


Ramzanipura 

0810000201281100 

3.354 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.148 

1.02 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.03 

0.03 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.206 

1.02 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.32 

0.30 

0.09 

0.012 

0.57 

0.62 


Raneela 

0810000201277900 

13.556 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.556 

1.05 

0.090 

0.17 

0.02 

0.00 

0.00 

0.05 

1.39 

1.48 

0.60 

0.052 

0.58 

0.54 


Ranho 

0811000501421400 

5.674 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.633 

-0.06 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.010 

0.16 

0.25 







Non-command 

Quartzite 

2.957 

-0.06 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.019 

0.29 

0.46 


Rewasa 

0809000201202900 

4.804 

Fresh 

Non-command 

Non-command 

Quartzite 

0.013 

0.30 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Riwali 

0810000201273000 

4.475 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.078 

0.77 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.000 

0.01 

0.01 







Non-command 

Quartzite 

0.783 

0.77 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.05 

0.05 

0.20 

0.003 

0.10 

0.09 


Rundi 

0809000601245400 

7.874 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.585 

0.88 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.15 

0.00 

0.004 

0.13 

0.14 


Sahajpur 

0810000101267000 

4.191 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.191 

0.32 

0.100 

0.03 

0.01 

0.00 

0.00 

0.02 

0.14 

0.13 

0.09 

0.024 

0.62 

0.66 


Salarpur 

0810000101268900 

1.642 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.642 

1.46 

0.100 

0.22 

0.03 

0.00 

0.00 

0.00 

0.43 

0.38 

0.85 

0.009 

0.63 

0.71 


Salawad 

0809000201203400 

16.239 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.353 

0.85 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.20 

0.01 

0.010 

0.08 

0.07 


Salempur 

0809000601245200 

8.069 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.904 

1.30 

0.120 

0.14 

0.02 

0.00 

0.00 

0.00 

0.57 

0.51 

0.55 

0.007 

0.23 

0.25 







Non-command 

Quartzite 

2.159 

1.30 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.08 

0.17 

0.005 

0.17 

0.19 



0810000101269000 

6.618 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.881 

1.47 

0.100 

0.09 

0.02 

0.00 

0.00 

0.00 

0.49 

0.44 

0.33 

0.017 

0.27 

0.31 







Non-command 

Quartzite 

3.367 

1.47 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.15 

0.13 

0.23 

0.019 

0.32 

0.36 


Saloda (Rural) 

0810000101266000 

1.180 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.180 

0.95 

0.100 

0.19 

0.03 

0.00 

0.00 

0.00 

0.27 

0.24 

0.73 

0.007 

0.63 

0.71 


Sanwta 

0809000201204700 

5.792 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.343 

0.97 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.27 

0.25 

0.03 

0.014 

0.35 

0.37 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.449 

0.97 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.18 

0.01 

0.010 

0.26 

0.27 


Sarai 

0810000201278300 

7.003 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.003 

1.01 

0.090 

0.19 

0.03 

0.00 

0.00 

0.02 

0.77 

0.78 

0.72 

0.027 

0.61 

0.60 


Sarangpura 

0810000201279700 

2.511 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.511 

0.98 

0.090 

0.03 

0.01 

0.00 

0.00 

0.01 

0.23 

0.22 

0.12 

0.010 

0.62 

0.63 


Sarsali 

0810000201280800 

4.200 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.931 

1.03 

0.090 

0.23 

0.03 

0.00 

0.00 

0.00 

0.56 

0.50 

0.91 

0.015 

0.55 

0.63 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.269 

1.03 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.001 

0.04 

0.04 


Sewa 

0810000101264500 

20.408 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.470 

0.28 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.12 

0.014 

0.08 

0.09 







Non-command 

Quartzite 

1.360 

0.28 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.008 

0.04 

0.05 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Moruchi Jageer 

080900020120400C 

0.12 

0.06 

210.90 

0.08 

0.00 

0.08 

0.03 

0.35 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.080 

0.004 

0.076 

0.007 

9.01 

Safe 

Moruchi Khalsa 

0809000201203900 

0.12 

0.00 

4,469.82 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Motipur 

0810000101268100 

0.22 

0.47 

(23.22) 

0.37 

0.01 

0.38 

0.06 

0.68 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.424 

0.021 

0.403 

0.394 

97.62 

Critical 

Mukandpura 

0811000501439000 

0.15 

0.03 

- 

0.03 

- 

0.03 

0.03 

0.35 

- 

- 

- 

- 

- 

- 

- 

0.033 

0.003 

0.029 

0.058 

198.06 

Over Exploited 

Nagarhera 

0810000201280500 

0.15 

0.14 

76.57 

0.17 

0.02 

0.19 

0.06 

0.67 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.245 

0.012 

0.233 

0.438 

188.20 

Over Exploited 

Nagariyawas 

0811000501440600 

0.15 

0.03 

- 

0.03 

- 

0.03 

0.03 

0.33 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.042 

0.004 

0.037 

0.198 

530.91 

Over Exploited 

Nagtalai 

0810000201279000 

0.15 

0.73 

(42.28) 

0.58 

0.06 

0.64 

0.06 

0.68 

- 

0.0800 

- 

- 

0.039 

0.119 

0.119 

0.755 

0.038 

0.717 

0.438 

61.00 

Safe 

Naharsinghpura 

0810000201276000 

0.15 

0.07 

93.62 

0.09 

0.01 

0.10 

0.04 

0.47 

- 

0.0100 

- 

- 

0.011 

0.021 

0.021 

0.116 

0.006 

0.110 

0.076 

69.17 

Safe 



0.15 

0.01 

311.86 

0.02 

0.01 

0.02 

0.02 

0.21 

- 

- 

0.0012 

0.0011 

0.011 

0.013 

0.013 

0.038 

0.002 

0.036 

0.026 

72.02 

Semi Critical 

Nananwas 

0810000201287100 

0.15 

0.56 

92.40 

0.67 

0.04 

0.71 

0.04 

0.50 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

0.816 

0.041 

0.776 

0.990 

127.70 

Over Exploited 

Nandpura 

0810000101270200 

0.22 

0.31 

48.90 

0.37 

0.03 

0.40 

0.05 

0.66 

- 

0.0800 

- 

- 

0.001 

0.081 

0.081 

0.484 

0.024 

0.460 

0.759 

165.15 

Over Exploited 

Naneta Khera 

0810000201274300 

0.15 

0.01 

489.68 

0.01 

0.02 

0.02 

0.01 

0.12 

- 

0.0100 

- 

- 

0.026 

0.036 

0.036 

0.059 

0.003 

0.056 

0.073 

130.85 

Over Exploited 



0.15 

0.09 

91.00 

0.11 

0.04 

0.15 

0.04 

0.49 

- 

0.0700 

0.0037 

0.0044 

0.026 

0.104 

0.104 

0.252 

0.013 

0.239 

0.365 

152.81 

Over Exploited 

Naroli Chaur 

0810000201280900 

0.15 

0.56 

51.93 

0.67 

0.11 

0.78 

0.06 

0.62 

- 

0.4300 

- 

- 

0.023 

0.453 

0.453 

1.233 

0.062 

1.171 

2.306 

196.90 

Over Exploited 

Naugaon 

0810000101268600 

0.22 

1.31 

34.04 

1.58 

0.13 

1.71 

0.06 

0.68 

- 

0.4000 

- 

- 

0.002 

0.402 

0.402 

2.110 

0.106 

2.005 

3.650 

182.09 

Over Exploited 

Nawar Kishanpura 

0810000201276200 

0.15 

0.34 

36.41 

0.41 

0.01 

0.42 

0.05 

0.61 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.456 

0.023 

0.433 

0.351 

81.16 

Semi Critical 

Nehri 

0810000201281700 

0.15 

0.21 

28.29 

0.25 

0.04 

0.29 

0.06 

0.68 

- 

0.0700 

- 

- 

0.026 

0.096 

0.096 

0.387 

0.019 

0.368 

0.657 

178.47 

Over Exploited 

Palasod 

0810000201284900 

0.15 

0.38 

45.86 

0.46 

0.04 

0.50 

0.05 

0.66 

- 

0.1100 

- 

- 

0.001 

0.111 

0.111 

0.611 

0.031 

0.580 

1.024 

176.54 

Over Exploited 

Patti Kishorpura 

0811000501442000 

0.15 

0.11 

(38.30) 

0.09 

- 

0.09 

0.06 

0.62 

- 

- 

- 

- 

- 

- 

- 

0.087 

0.004 

0.082 

0.138 

167.93 

Over Exploited 

Pharaspur 

0810000101268000 

0.22 

0.34 

(15.16) 

0.29 

0.01 

0.30 

0.06 

0.68 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.326 

0.016 

0.310 

0.244 

78.79 

Semi Critical 

Phulwara 

0810000201284300 

0.15 

0.20 

113.17 

0.24 

0.03 

0.27 

0.03 

0.39 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.345 

0.017 

0.328 

0.710 

216.42 

Over Exploited 



0.15 

0.09 

152.96 

0.11 

0.01 

0.12 

0.02 

0.26 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.137 

0.007 

0.130 

0.201 

155.04 

Over Exploited 

Piloda 

0810000101263300 

0.22 

0.00 

14,712.78 

0.00 

- 

0.00 

0.00 

0.01 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.031 

305.96 

Over Exploited 

Piplai 

0810000201280200 

0.15 

0.71 

65.60 

0.85 

0.16 

1.01 

0.06 

0.68 

- 

0.4000 

- 

- 

0.044 

0.444 

0.444 

1.454 

0.073 

1.381 

3.605 

260.97 

Over Exploited 

Radheki 

0810000201278900 

0.15 

0.46 

12.17 

0.52 

0.06 

0.58 

0.06 

0.68 

- 

0.0500 

- 

- 

0.076 

0.126 

0.126 

0.704 

0.035 

0.669 

0.307 

45.88 

Safe 

Raghopura 

0810000201274100 

0.15 

0.20 

2.52 

0.20 

0.04 

0.24 

0.05 

0.66 

- 

0.0500 

0.0058 

0.0070 

0.029 

0.092 

0.092 

0.333 

0.017 

0.316 

0.296 

93.60 

Critical 

Raghunathpura 

0810000201273800 

0.15 

0.08 

40.11 

0.09 

- 

0.09 

0.02 

0.29 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.104 

0.005 

0.099 

0.113 

114.24 

Over Exploited 



0.06 

0.02 

1,042.45 

0.02 

- 

0.02 

0.02 

0.23 

- 

- 

- 

- 

- 

- 

- 

0.016 

0.001 

0.015 

0.046 

301.51 

Over Exploited 

Raisana 

0809000201203000 

0.12 

0.06 

359.58 

0.07 

0.01 

0.08 

0.01 

0.19 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.128 

0.006 

0.122 

0.472 

387.85 

Over Exploited 



0.06 

0.01 

622.07 

0.01 

- 

0.01 

0.01 

0.10 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.030 

0.001 

0.028 

0.149 

527.46 

Over Exploited 

Rajoli 

0811000501440900 

0.15 

0.07 

- 

0.07 

- 

0.07 

0.04 

0.49 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.084 

0.008 

0.076 

0.299 

394.95 

Over Exploited 

Ramgarh Murara 

0810000101272000 

0.22 

0.90 

67.05 

1.08 

0.09 

1.18 

0.04 

0.57 

- 

0.2600 

- 

- 

0.003 

0.263 

0.263 

1.440 

0.072 

1.368 

2.400 

175.44 

Over Exploited 



0.08 

0.00 

5,632.47 

0.00 

0.01 

0.01 

0.01 

0.07 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.044 

0.002 

0.042 

0.194 

462.64 

Over Exploited 

Ramnagar Dhosi 

0810000201276700 

0.15 

0.15 

46.80 

0.19 

0.01 

0.20 

0.06 

0.68 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.227 

0.011 

0.215 

0.246 

114.43 

Over Exploited 

Rampur Palan 

0809000601245600 

0.22 

0.16 

(6.59) 

0.15 

- 

0.15 

0.03 

0.36 

- 

- 

- 

- 

- 

- 

- 

0.147 

0.007 

0.140 

0.029 

20.94 

Safe 

Rampura 

0810000201276600 

0.15 

0.06 

444.32 

0.07 

0.04 

0.11 

0.06 

0.68 

- 

0.1300 

- 

- 

- 

0.130 

0.130 

0.238 

0.012 

0.227 

1.178 

520.07 

Over Exploited 

Ramsar 

0811000501442900 

0.15 

0.12 

34.01 

0.14 

0.01 

0.15 

0.06 

0.66 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.174 

0.009 

0.165 

0.208 

126.37 

Over Exploited 


0810000101271300 

0.22 

0.00 

2,075.68 

0.00 

- 

0.00 

0.00 

0.04 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.046 

407.61 

Over Exploited 



0.08 

0.01 

449.36 

0.01 

- 

0.01 

0.01 

0.18 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.021 

0.001 

0.020 

0.124 

628.42 

Over Exploited 

Ramsinghpura 

0811000501420700 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 


0810000101263800 

0.22 

1.52 

(39.15) 

1.22 

0.08 

1.29 

0.05 

0.66 

- 

- 

- 

- 

0.117 

0.117 

0.117 

1.410 

0.071 

1.340 

0.066 

4.89 

Safe 


0810000201279200 

0.15 

0.19 

(3.70) 

0.18 

0.00 

0.18 

0.06 

0.68 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.197 

0.010 

0.187 

0.056 

29.82 

Safe 


0810000201284200 

0.15 

0.12 

34.59 

0.15 

- 

0.15 

0.04 

0.42 

- 

- 

- 

- 

- 

- 

- 

0.145 

0.007 

0.138 

0.018 

13.03 

Safe 

Ramzanipura 

0810000201281100 

0.15 

0.00 

2,037.55 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

- 

Safe 



0.15 

0.28 

8.52 

0.30 

- 

0.30 

0.05 

0.63 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.310 

0.015 

0.294 

0.098 

33.39 

Safe 

Raneela 

0810000201277900 

0.15 

1.18 

26.16 

1.41 

0.07 

1.48 

0.05 

0.63 

- 

0.0700 

- 

- 

0.075 

0.145 

0.145 

1.626 

0.081 

1.545 

0.652 

42.18 

Safe 

Ranho 

0811000501421400 

0.15 

0.04 

- 

0.04 

- 

0.04 

0.01 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.049 

0.005 

0.044 

0.101 

229.88 

Over Exploited 



0.06 

0.05 

- 

0.05 

- 

0.05 

0.03 

0.31 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.061 

0.006 

0.055 

0.146 

264.74 

Over Exploited 

Rewasa 

0809000201202900 

0.06 

0.00 

(400.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Riwali 

0810000201273000 

0.15 

0.00 

15,014.47 

0.00 

- 

0.00 

0.00 

0.01 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.010 

0.001 

0.010 

0.050 

522.42 

Over Exploited 



0.06 

0.00 

46,072.68 

0.01 

0.01 

0.02 

0.01 

0.10 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.035 

0.002 

0.033 

0.202 

604.62 

Over Exploited 

Rundi 

0809000601245400 

0.22 

0.04 

238.44 

0.05 

0.00 

0.05 

0.01 

0.14 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.056 

0.003 

0.053 

0.004 

7.20 

Safe 

Sahajpur 

0810000101267000 

0.22 

0.57 

(77.52) 

0.46 

0.03 

0.48 

0.06 

0.68 

- 

0.0200 

- 

- 

0.023 

0.043 

0.043 

0.526 

0.026 

0.500 

0.110 

22.06 

Safe 

Salarpur 

0810000101268900 

0.22 

0.23 

68.22 

0.27 

0.03 

0.30 

0.06 

0.68 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.403 

0.020 

0.383 

0.859 

224.61 

Over Exploited 

Salawad 

0809000201203400 

0.12 

0.02 

786.37 

0.03 

0.00 

0.03 

0.01 

0.09 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.033 

0.002 

0.031 

0.024 

76.24 

Semi Critical 

Salempur 

0809000601245200 

0.22 

0.14 

253.80 

0.17 

0.02 

0.20 

0.02 

0.25 

- 

0.0600 

- 

- 

0.003 

0.063 

0.063 

0.258 

0.013 

0.245 

0.559 

228.03 

Over Exploited 



0.06 

0.02 

253.90 

0.03 

0.01 

0.04 

0.01 

0.18 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.056 

0.003 

0.053 

0.175 

328.69 

Over Exploited 


0810000101269000 

0.22 

0.17 

153.21 

0.21 

0.02 

0.23 

0.02 

0.30 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.288 

0.014 

0.274 

0.348 

126.98 

Over Exploited 



0.08 

0.09 

53.94 

0.10 

0.01 

0.11 

0.03 

0.35 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.153 

0.008 

0.146 

0.246 

169.15 

Over Exploited 

Saloda (Rural) 

0810000101266000 

0.22 

0.16 

47.97 

0.20 

0.03 

0.23 

0.06 

0.69 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.306 

0.015 

0.291 

0.741 

254.76 

Over Exploited 

Sanwta 

0809000201204700 

0.12 

0.14 

80.72 

0.17 

- 

0.17 

0.03 

0.38 

- 

- 

- 

- 

- 

- 

- 

0.168 

0.008 

0.160 

0.043 

26.84 

Safe 



0.12 

0.08 

137.44 

0.09 

- 

0.09 

0.02 

0.28 

- 

- 

- 

- 

- 

- 

- 

0.090 

0.005 

0.086 

0.016 

18.87 

Safe 

Sarai 

0810000201278300 

0.15 

0.64 

23.38 

0.76 

0.05 

0.81 

0.05 

0.66 

- 

0.1400 

- 

- 

0.032 

0.172 

0.172 

0.987 

0.049 

0.937 

0.747 

79.66 

Semi Critical 

Sarangpura 

0810000201279700 

0.15 

0.24 

(4.61) 

0.22 

0.02 

0.25 

0.06 

0.68 

- 

0.0200 

- 

- 

0.022 

0.042 

0.042 

0.290 

0.015 

0.276 

0.130 

46.98 

Safe 

Sarsali 

0810000201280800 

0.15 

0.33 

52.29 

0.39 

0.03 

0.42 

0.05 

0.61 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.521 

0.026 

0.495 

0.927 

187.25 

Over Exploited 



0.15 

0.00 

1,915.02 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.030 

1,728.55 

Over Exploited 

Sewa 

0810000101264500 

0.22 

0.04 

110.34 

0.05 

- 

0.05 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.059 

0.003 

0.056 

0.131 

232.82 

Over Exploited 



0.08 

0.00 

903.05 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.033 

1,191.95 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 





Saline 

Non-command 

Non-command 

Older Alluvium 

5.360 

0.28 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.19 

0.17 

0.17 

0.031 

0.16 

0.19 


Shafipura 

0810000201278800 

8.194 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.194 

1.20 

0.090 

0.19 

0.03 

0.00 

0.00 

0.05 

1.00 

1.00 

0.72 

0.031 

0.62 

0.62 


Shahar 

0809000201204300 

31.749 

Fresh 

Non-command 

Non-command 

Older Alluvium 

21.227 

1.05 

0.080 

0.08 

0.01 

0.00 

0.00 

0.07 

1.79 

1.87 

0.20 

0.088 

0.38 

0.36 


Shahpura 

0811000501439600 

1.539 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.438 

-0.18 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.003 

0.17 

0.29 







Non-command 

Quartzite 

0.110 

-0.18 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.04 

0.07 


Shankarpura 

0810000201282900 

1.223 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.014 

0.81 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.209 

0.81 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.04 

0.005 

0.58 

0.66 


Sherpur Donay 

0810000201275200 

4.364 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.364 

0.64 

0.090 

0.01 

0.00 

0.00 

0.00 

0.01 

0.25 

0.29 

0.00 

0.017 

0.54 

0.45 


Shyampura 

0810000201275600 

3.011 

Fresh 

Mora Sagar 

Command 

Older Alluvium 

3.011 

0.72 

0.090 

0.01 

0.00 

0.00 

0.00 

0.04 

0.17 

0.17 

0.02 

0.011 

0.60 

0.57 


Shyonanda 

0811000501441100 

2.052 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.358 

-1.41 

0.100 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.009 

0.41 

0.68 


Shyosinghpura 

0810000201281800 

3.194 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.194 

0.59 

0.090 

0.23 

0.03 

0.00 

0.00 

0.01 

0.36 

0.36 

0.91 

0.012 

0.62 

0.63 


Sikroli 

0810000201272400 

19.198 

Fresh 

Non-command 

Non-command 

Quartzite 

1.123 

0.27 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.03 

0.02 






Mora Sagar 

Command 

Quartzite 

0.176 

0.27 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 


Singhtauli 

0810000201273700 

4.599 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.308 

0.01 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.05 

0.005 

0.17 

0.24 







Non-command 

Quartzite 

1.907 

0.01 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.007 

0.24 

0.34 


Sitapura 

0810000201276900 

2.620 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.620 

0.89 

0.090 

0.04 

0.01 

0.00 

0.00 

0.00 

0.24 

0.24 

0.14 

0.010 

0.62 

0.63 


Sitarampura 

0810000201281000 

1.611 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.181 

0.95 

0.090 

0.10 

0.02 

0.00 

0.00 

0.00 

0.18 

0.16 

0.41 

0.004 

0.43 

0.50 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.430 

0.95 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.06 

0.002 

0.16 

0.18 


Sitor 

0810000201280100 

6.805 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.805 

0.64 

0.090 

0.49 

0.07 

0.00 

0.00 

0.01 

0.80 

0.80 

1.94 

0.026 

0.62 

0.63 


Soorgarh 

0810000201282400 

2.515 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.515 

0.85 

0.090 

0.52 

0.08 

0.00 

0.00 

0.00 

0.63 

0.61 

2.08 

0.010 

0.62 

0.63 


Sop 

0809000201204500 

27.064 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.257 

1.62 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.00 

0.001 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

1.62 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sumel 

0810000201282100 

7.906 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.906 

1.30 

0.090 

0.48 

0.07 

0.00 

0.00 

0.00 

1.33 

1.26 

1.87 

0.030 

0.62 

0.65 


Sundri 

0810000201284000 

5.268 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.232 

1.07 

0.090 

0.01 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.02 

0.001 

0.02 

0.03 


Suratpura 

0811000501441900 

5.813 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.092 

0.26 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.26 

0.007 

0.10 

0.17 


Syaroli 

0810000101263000 

18.928 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.499 

0.35 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.07 

0.16 

0.009 

0.05 

0.06 


Tajpur 

0810000101265500 

4.667 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.263 

1.84 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.03 

0.002 

0.04 

0.04 







Non-command 

Quartzite 

2.314 

1.84 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.13 

0.11 

0.18 

0.013 

0.31 

0.35 


Tajpura 

0810000201276500 

3.741 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.741 

1.13 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.37 

0.00 

0.014 

0.61 

0.64 


Talawara 

0810000101270700 

4.379 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.358 

1.63 

0.100 

0.65 

0.10 

0.00 

0.00 

0.00 

0.93 

0.91 

2.57 

0.014 

0.33 

0.33 







Non-command 

Quartzite 

2.021 

1.63 

0.020 

0.34 

0.05 

0.00 

0.00 

0.00 

0.36 

0.35 

1.35 

0.012 

0.28 

0.29 


Thali 

0810000101267400 

3.611 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.611 

0.64 

0.100 

0.20 

0.05 

0.00 

0.00 

0.02 

0.36 

0.33 

0.79 

0.021 

0.62 

0.67 


Thanpura 

0811000501442400 

1.302 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.516 

0.10 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.15 

0.003 

0.23 

0.33 


Theekarya 

0810000201275300 

2.358 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.107 

0.76 

0.090 

0.12 

0.02 

0.00 

0.00 

0.01 

0.23 

0.27 

0.46 

0.008 

0.49 

0.43 






Mora Sagar 

Command 

Older Alluvium 

0.251 

0.76 

0.090 

0.01 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.05 

0.001 

0.06 

0.05 


Thoomri 

0811000401412200 

10.927 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.550 

0.04 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.05 

0.004 

0.03 

0.04 


Toda Dhama @ Gopalpura 

0811000501439200 

1.816 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.052 

-0.36 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.03 


Toda Dhama Chak Gangaramwala 

0811000501440200 

0.641 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.641 

-0.16 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.004 

0.61 

1.03 


Toda Dhama Khatiwala 

0811000501440400 

0.432 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.432 

-0.16 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.003 

0.61 

1.03 


Toda Dhama Mustarka 

0811000501440500 

0.254 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.254 

-0.16 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.002 

0.61 

1.03 


Toda Ganga 

0811000501441300 

6.217 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.444 

-0.51 

0.100 

1.74 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

6.92 

0.028 

0.44 

0.73 







Non-command 

Quartzite 

1.494 

-0.51 

0.020 

0.39 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.56 

0.010 

0.15 

0.25 


Toda Ganga Chak No 1 

0811000501439900 

0.412 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.038 

-0.13 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.06 

0.09 







Non-command 

Quartzite 

0.374 

-0.13 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.55 

0.93 


Toda Ganga Chak No 2,3 

0811000501441400 

0.438 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.113 

-0.13 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.16 

0.26 







Non-command 

Quartzite 

0.256 

-0.13 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.35 

0.60 


Toda Thekla 

0811000501441600 

7.355 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.304 

-0.17 

0.100 

0.30 

0.01 

0.00 

0.00 

0.02 

0.00 

0.00 

1.15 

0.027 

0.34 

0.58 







Non-command 

Quartzite 

1.113 

-0.17 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.007 

0.09 

0.15 


Toksi 

0810000101264900 

7.544 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.446 

1.11 

0.100 

0.09 

0.01 

0.00 

0.00 

0.02 

0.89 

0.79 

0.32 

0.043 

0.62 

0.70 







Non-command 

Quartzite 

0.097 

1.11 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Tora 

0810000201274800 

3.013 

Fresh 

Mora Sagar 

Command 

Older Alluvium 

3.013 

0.73 

0.090 

0.35 

0.05 

0.00 

0.00 

0.00 

0.50 

0.62 

1.37 

0.011 

0.53 

0.43 


Torda 

0811000501424000 

8.613 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.380 

-0.87 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.015 

0.17 

0.28 







Non-command 

Quartzite 

1.307 

-0.87 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.008 

0.09 

0.16 


Totolai 

0810000101270900 

1.710 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.759 

1.45 

0.100 

0.09 

0.01 

0.00 

0.00 

0.00 

0.19 

0.18 

0.36 

0.004 

0.27 

0.28 







Non-command 

Quartzite 

0.572 

1.45 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.05 

0.17 

0.003 

0.20 

0.21 


Tundeela 

0810000201275100 

13.564 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.182 

0.55 

0.090 

0.11 

0.02 

0.00 

0.00 

0.04 

0.31 

0.38 

0.41 

0.020 

0.20 

0.16 






Mora Sagar 

Command 

Older Alluvium 

7.747 

0.55 

0.090 

0.16 

0.02 

0.00 

0.00 

0.04 

0.49 

0.60 

0.60 

0.029 

0.30 

0.24 


Udai Kalan (Rural) 

0810000101263900 

35.690 

Fresh 

Non-command 

Non-command 

Older Alluvium 

31.120 

1.06 

0.100 

0.17 

0.03 

0.00 

0.00 

0.00 

3.44 

3.08 

0.43 

0.180 

0.55 

0.61 





Saline 

Non-command 

Non-command 

Older Alluvium 

4.570 

1.06 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.50 

0.45 

0.04 

0.026 

0.08 

0.09 


Udai Khurd 

0810000101264000 

20.477 

Saline 

Non-command 

Non-command 

Older Alluvium 

20.363 

0.90 

0.100 

0.06 

0.00 

0.00 

0.00 

2.22 

-0.33 

-0.30 

0.10 

0.118 

0.62 

0.69 


Umri 

0810000101269200 

8.602 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.703 

1.46 

0.100 

0.33 

0.05 

0.00 

0.00 

0.00 

1.40 

1.26 

1.27 

0.044 

0.56 

0.62 







Non-command 

Quartzite 

0.816 

1.46 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.08 

0.005 

0.06 

0.07 


Vinega 

0810000101264200 

3.829 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.273 

0.88 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.06 

0.007 

0.21 

0.23 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.556 

0.88 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.24 

0.22 

0.08 

0.015 

0.42 

0.47 

07009066 

Amawara 

0810000201272600 

25.915 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.064 

0.50 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

19.470 

0.50 

0.010 

0.14 

0.02 

0.00 

0.00 

0.00 

0.22 

0.27 

0.47 

0.074 

0.39 

0.32 


Barh Dujai 

0810000201272900 

1.846 

Fresh 

Non-command 

Non-command 

Quartzite 

1.212 

0.78 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.005 

0.35 

0.30 


Barh Raghunathpura 

0810000201273900 

6.672 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.004 

0.84 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.22 

0.19 

(14.35) 

0.17 

0.01 

0.18 

0.01 

0.18 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.196 

0.010 

0.186 

0.199 

106.91 

Over Exploited 

Shafipura 

0810000201278800 

0.15 

0.76 

31.42 

0.92 

0.08 

0.99 

0.06 

0.68 

- 

0.1400 

- 

- 

0.069 

0.209 

0.209 

1.202 

0.060 

1.142 

0.751 

65.79 

Safe 

Shahar 

0809000201204300 

0.12 

0.97 

92.44 

1.17 

0.08 

1.25 

0.04 

0.42 

- 

0.0200 

- 

- 

0.102 

0.122 

0.122 

1.369 

0.068 

1.300 

0.290 

22.32 

Safe 

Shahpura 

0811000501439600 

0.15 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.010 

0.057 

574.67 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

3,092.32 

Over Exploited 

Shankarpura 

0810000201282900 

0.15 

0.00 

6,077.65 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.11 

(17.67) 

0.09 

- 

0.09 

0.06 

0.64 

- 

- 

- 

- 

- 

- 

- 

0.087 

0.004 

0.082 

0.043 

51.72 

Safe 

Sherpur Donay 

0810000201275200 

0.15 

0.35 

(16.24) 

0.29 

0.01 

0.31 

0.04 

0.58 

- 

- 

- 

- 

0.020 

0.020 

0.020 

0.327 

0.016 

0.311 

0.017 

5.34 

Safe 

Shyampura 

0810000201275600 

0.15 

0.27 

(35.27) 

0.22 

0.04 

0.25 

0.05 

0.65 

- 

- 

0.0081 

0.0098 

0.058 

0.076 

0.076 

0.331 

0.017 

0.314 

0.035 

11.28 

Safe 

Shyonanda 

0811000501441100 

0.15 

0.08 

- 

0.08 

0.01 

0.09 

0.04 

0.44 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.112 

0.011 

0.100 

0.419 

416.80 

Over Exploited 

Shyosinghpura 

0810000201281800 

0.15 

0.30 

19.74 

0.36 

0.04 

0.39 

0.06 

0.68 

- 

0.1000 

- 

- 

0.011 

0.111 

0.111 

0.505 

0.025 

0.480 

0.924 

192.60 

Over Exploited 

Sikroli 

0810000201272400 

0.06 

0.00 

(216.33) 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.004 

186.06 

Over Exploited 



0.06 

0.00 

1,098.16 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0002 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Singhtauli 

0810000201273700 

0.15 

0.03 

(76.91) 

0.03 

- 

0.03 

0.02 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.026 

0.001 

0.025 

0.058 

231.76 

Over Exploited 



0.06 

0.03 

(74.25) 

0.02 

- 

0.02 

0.02 

0.27 

- 

- 

- 

- 

- 

- 

- 

0.022 

0.001 

0.021 

0.047 

222.35 

Over Exploited 

Sitapura 

0810000201276900 

0.15 

0.25 

(2.24) 

0.24 

0.01 

0.25 

0.06 

0.68 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.271 

0.014 

0.258 

0.154 

59.71 

Safe 

Sitarampura 

0810000201281000 

0.15 

0.08 

105.77 

0.09 

0.02 

0.11 

0.04 

0.47 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.161 

0.008 

0.153 

0.412 

270.22 

Over Exploited 



0.15 

0.01 

387.36 

0.01 

- 

0.01 

0.02 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.022 

0.001 

0.021 

0.060 

285.13 

Over Exploited 

Sitor 

0810000201280100 

0.15 

0.64 

24.97 

0.76 

0.08 

0.85 

0.06 

0.68 

- 

0.2200 

- 

- 

0.016 

0.236 

0.236 

1.081 

0.054 

1.027 

1.970 

191.89 

Over Exploited 

Soorgarh 

0810000201282400 

0.15 

0.23 

164.12 

0.28 

0.08 

0.36 

0.06 

0.67 

- 

0.2300 

- 

- 

- 

0.230 

0.230 

0.589 

0.029 

0.559 

2.086 

372.89 

Over Exploited 

Sop 

0809000201204500 

0.12 

0.00 

21,513.65 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

569.36 

Over Exploited 



0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sumel 

0810000201282100 

0.15 

0.73 

72.43 

0.88 

0.07 

0.95 

0.05 

0.67 

- 

0.2100 

- 

- 

0.001 

0.211 

0.211 

1.158 

0.058 

1.100 

1.902 

172.86 

Over Exploited 

Sundri 

0810000201284000 

0.15 

0.00 

597.92 

0.00 

0.02 

0.03 

0.00 

0.03 

- 

- 

- 

- 

0.037 

0.038 

0.038 

0.063 

0.003 

0.060 

0.025 

41.25 

Safe 

Suratpura 

0811000501441900 

0.15 

0.02 

240.97 

0.02 

0.00 

0.02 

0.01 

0.11 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.031 

0.002 

0.030 

0.264 

885.32 

Over Exploited 

Syaroli 

0810000101263000 

0.22 

0.02 

327.95 

0.02 

0.01 

0.03 

0.00 

0.05 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.050 

0.002 

0.047 

0.172 

364.71 

Over Exploited 

Tajpur 

0810000101265500 

0.22 

0.00 

2,428.51 

0.00 

- 

0.00 

0.00 

0.04 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.012 

0.032 

266.22 

Over Exploited 



0.08 

0.06 

92.75 

0.07 

0.01 

0.08 

0.03 

0.34 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.109 

0.005 

0.104 

0.191 

184.32 

Over Exploited 

Tajpura 

0810000201276500 

0.15 

0.34 

6.07 

0.37 

0.00 

0.37 

0.06 

0.67 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.369 

0.018 

0.350 

0.014 

4.06 

Safe 

Talawara 

0810000101270700 

0.22 

0.17 

440.55 

0.20 

0.10 

0.30 

0.03 

0.35 

- 

0.2900 

- 

- 

0.002 

0.292 

0.292 

0.595 

0.030 

0.566 

2.583 

456.55 

Over Exploited 



0.08 

0.05 

671.48 

0.05 

0.05 

0.10 

0.02 

0.30 

- 

0.1500 

- 

- 

- 

0.150 

0.150 

0.254 

0.013 

0.241 

1.363 

564.26 

Over Exploited 

Thali 

0810000101267400 

0.22 

0.50 

(32.81) 

0.40 

0.07 

0.47 

0.06 

0.68 

- 

0.1500 

- 

- 

0.033 

0.183 

0.183 

0.652 

0.033 

0.619 

0.813 

131.22 

Over Exploited 

Thanpura 

0811000501442400 

0.15 

0.02 

(318.93) 

0.02 

- 

0.02 

0.02 

0.25 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.031 

0.002 

0.030 

0.154 

522.61 

Over Exploited 

Theekarya 

0810000201275300 

0.15 

0.16 

71.45 

0.19 

0.03 

0.22 

0.04 

0.53 

- 

0.0500 

- 

- 

0.020 

0.070 

0.070 

0.290 

0.014 

0.275 

0.464 

168.56 

Over Exploited 



0.15 

0.00 

622.92 

0.00 

0.01 

0.02 

0.00 

0.06 

- 

0.0100 

0.0006 

0.0005 

0.020 

0.031 

0.031 

0.047 

0.002 

0.045 

0.049 

109.49 

Over Exploited 

Thoomri 

0811000401412200 

0.20 

0.00 

1,194.44 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.049 

1,666.26 

Over Exploited 

Toda Dhama @ Gopalpura 

0811000501439200 

0.15 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.011 

2,042.73 

Over Exploited 

Toda Dhama Chak Gangaramwala 

0811000501440200 

0.15 

0.06 

- 

0.06 

- 

0.06 

0.05 

0.66 

- 

- 

- 

- 

- 

- 

- 

0.059 

0.006 

0.053 

0.015 

28.58 

Safe 

Toda Dhama Khatiwala 

0811000501440400 

0.15 

0.04 

- 

0.04 

- 

0.04 

0.05 

0.66 

- 

- 

- 

- 

- 

- 

- 

0.040 

0.004 

0.036 

0.025 

69.45 

Safe 

Toda Dhama Mustarka 

0811000501440500 

0.15 

0.02 

- 

0.02 

- 

0.02 

0.05 

0.66 

- 

- 

- 

- 

- 

- 

- 

0.023 

0.002 

0.021 

0.110 

523.09 

Over Exploited 

Toda Ganga 

0811000501441300 

0.15 

0.29 

- 

0.29 

0.09 

0.38 

0.04 

0.47 

- 

0.2600 

- 

- 

- 

0.260 

0.260 

0.641 

0.064 

0.577 

6.951 

1,205.58 

Over Exploited 



0.06 

0.01 

- 

0.01 

0.02 

0.03 

0.01 

0.16 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.090 

0.009 

0.081 

1.565 

1,929.09 

Over Exploited 

Toda Ganga Chak No 1 

0811000501439900 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.01 

- 

0.01 

- 

0.01 

0.05 

0.60 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.011 

0.002 

21.50 

Safe 

Toda Ganga Chak No 2,3 

0811000501441400 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.002 

0.001 

30.21 

Safe 



0.06 

0.01 

- 

0.01 

- 

0.01 

0.03 

0.39 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.001 

0.005 

0.009 

176.13 

Over Exploited 

Toda Thekla 

0811000501441600 

0.15 

0.22 

- 

0.22 

0.03 

0.25 

0.03 

0.38 

- 

0.0400 

- 

- 

0.031 

0.071 

0.071 

0.324 

0.032 

0.292 

1.172 

401.94 

Over Exploited 



0.06 

0.01 

- 

0.01 

0.00 

0.01 

0.01 

0.10 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.021 

0.002 

0.019 

0.209 

1,100.00 

Over Exploited 

Toksi 

0810000101264900 

0.22 

1.02 

(22.32) 

0.81 

0.03 

0.84 

0.05 

0.68 

- 

0.0400 

- 

- 

0.026 

0.067 

0.067 

0.908 

0.045 

0.862 

0.360 

41.75 

Safe 



0.08 

0.00 

3,071.86 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Tora 

0810000201274800 

0.15 

0.24 

158.76 

0.29 

0.05 

0.34 

0.04 

0.57 

- 

0.1500 

0.0068 

0.0065 

0.000 

0.164 

0.164 

0.499 

0.025 

0.474 

1.379 

290.77 

Over Exploited 

Torda 

0811000501424000 

0.15 

0.06 

- 

0.06 

- 

0.06 

0.01 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.058 

0.006 

0.052 

0.015 

29.09 

Safe 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.003 

0.008 

237.63 

Over Exploited 

Totolai 

0810000101270900 

0.22 

0.05 

307.35 

0.05 

0.01 

0.06 

0.02 

0.29 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.104 

0.005 

0.099 

0.359 

363.24 

Over Exploited 



0.08 

0.01 

53,190.80 

0.01 

0.01 

0.02 

0.02 

0.22 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.041 

0.002 

0.039 

0.169 

433.88 

Over Exploited 

Tundeela 

0810000201275100 

0.15 

0.16 

145.87 

0.19 

0.06 

0.24 

0.01 

0.22 

- 

0.0500 

- 

- 

0.056 

0.107 

0.107 

0.351 

0.018 

0.333 

0.428 

128.37 

Over Exploited 



0.15 

0.35 

73.05 

0.42 

0.06 

0.47 

0.02 

0.32 

- 

0.0700 

0.0140 

0.0168 

0.056 

0.157 

0.157 

0.632 

0.032 

0.600 

0.629 

104.86 

Over Exploited 

Udai Kalan (Rural) 

0810000101263900 

0.22 

3.74 

(17.79) 

3.08 

0.03 

3.11 

0.05 

0.59 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

3.186 

0.159 

3.027 

0.612 

20.21 

Safe 



0.22 

0.08 

459.28 

0.10 

- 

0.10 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.107 

0.005 

0.101 

0.064 

63.47 

Safe 

Udai Khurd 

0810000101264000 

0.22 

2.77 

(110.69) 

2.22 

2.22 

4.44 

0.06 

0.67 

- 

0.0100 

- 

- 

2.220 

2.230 

2.230 

6.669 

0.333 

6.336 

0.214 

3.37 

Safe 

Umri 

0810000101269200 

0.22 

0.95 

32.66 

1.14 

0.05 

1.19 

0.05 

0.61 

- 

0.1400 

- 

- 

- 

0.140 

0.140 

1.330 

0.067 

1.264 

1.311 

103.77 

Over Exploited 



0.08 

0.00 

917.11 

0.00 

- 

0.00 

0.01 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.014 

0.081 

579.99 

Over Exploited 

Vinega 

0810000101264200 

0.22 

0.06 

100.58 

0.07 

- 

0.07 

0.02 

0.23 

- 

- 

- 

- 

- 

- 

- 

0.070 

0.004 

0.067 

0.065 

98.03 

Critical 



0.22 

0.24 

(7.66) 

0.22 

- 

0.22 

0.04 

0.46 

- 

- 

- 

- 

- 

- 

- 

0.218 

0.011 

0.207 

0.092 

44.39 

Safe 

Amawara 

0810000201272600 

0.15 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.45 

32,904.65 

0.36 

0.02 

0.38 

0.03 

0.42 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.432 

0.022 

0.410 

0.540 

131.74 

Over Exploited 

Barh Dujai 

0810000201272900 

0.06 

0.03 

(156.04) 

0.02 

- 

0.02 

0.03 

0.38 

- 

- 

- 

- 

- 

- 

- 

0.020 

0.001 

0.019 

0.005 

23.80 

Safe 

Barh Raghunathpura 

0810000201273900 

0.15 

0.00 

148,814.44 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 







Non-command 

Quartzite 

0.098 

0.84 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Bhanwra 

0810000201273100 

12.489 

Fresh 

Non-command 

Non-command 

Quartzite 

11.059 

0.30 

0.010 

0.10 

0.01 

0.00 

0.00 

0.00 

0.12 

0.13 

0.34 

0.042 

0.47 

0.43 


Bheetoli 

0810000201274000 

3.191 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.92 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhondwara 

0809000201202400 

9.639 

Fresh 

Non-command 

Non-command 

Quartzite 

1.324 

0.13 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.006 

0.07 

0.06 


Chandlai 

0810000201273200 

5.360 

Fresh 

Non-command 

Non-command 

Quartzite 

5.305 

0.26 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.020 

0.55 

0.56 


Chirawanda 

0809000201202600 

30.113 

Fresh 

Non-command 

Non-command 

Quartzite 

15.050 

-0.35 

0.020 

0.22 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.78 

0.063 

0.26 

0.23 


Dhaun 

0811000501421100 

6.292 

Fresh 

Non-command 

Non-command 

Quartzite 

0.159 

-0.12 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Dhola Danta 

0809000201202700 

4.182 

Fresh 

Non-command 

Non-command 

Quartzite 

0.034 

-0.33 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Digo 

0811000501423700 

25.686 

Fresh 

Non-command 

Non-command 

Quartzite 

0.106 

-0.44 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.00 

0.00 


Doongarpatti Amawara 

0810000201272700 

8.714 

Fresh 

Non-command 

Non-command 

Quartzite 

5.621 

0.05 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.021 

0.34 

0.30 


Doongarwara 

0810000201274900 

7.065 

Fresh 

Non-command 

Non-command 

Quartzite 

0.021 

0.56 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Mora Sagar 

Command 

Quartzite 

0.000 

0.56 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dovnagar 

0810000201273400 

1.451 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.001 

0.67 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

1.101 

0.67 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.004 

0.43 

0.42 


Dujai 

0810000201272800 

3.544 

Fresh 

Non-command 

Non-command 

Quartzite 

3.469 

0.57 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.10 

0.013 

0.51 

0.42 


Ganwari 

0809000201202500 

1.822 

Fresh 

Non-command 

Non-command 

Quartzite 

1.268 

0.46 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.09 

0.11 

0.36 

0.005 

0.37 

0.31 


Garhmora 

0809000201202800 

19.927 

Fresh 

Non-command 

Non-command 

Quartzite 

14.364 

0.10 

0.020 

0.22 

0.01 

0.00 

0.00 

0.00 

0.24 

0.29 

0.79 

0.060 

0.38 

0.31 


Goth 

0810000201272500 

5.198 

Fresh 

Non-command 

Non-command 

Quartzite 

4.304 

0.57 

0.010 

0.02 

0.00 

0.00 

0.00 

0.23 

-0.19 

-0.24 

0.05 

0.016 

0.43 

0.34 






Mora Sagar 

Command 

Quartzite 

0.017 

0.57 

0.010 

0.00 

0.00 

0.00 

0.00 

0.23 

-0.23 

-0.29 

0.00 

0.000 

0.00 

0.00 


Khatoombar 

0811000501421300 

7.294 

Fresh 

Non-command 

Non-command 

Quartzite 

0.167 

-0.07 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.02 


Kuagaon 

0810000201273500 

17.997 

Fresh 

Non-command 

Non-command 

Quartzite 

1.204 

0.02 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.09 

0.005 

0.04 

0.05 


Kutkya 

0811000501421200 

10.602 

Fresh 

Non-command 

Non-command 

Quartzite 

1.351 

-0.08 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.009 

0.07 

0.08 


Pal 

0809000201202200 

23.360 

Fresh 

Non-command 

Non-command 

Quartzite 

3.730 

0.56 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.08 

0.10 

0.19 

0.016 

0.08 

0.07 


Raisana 

0809000201203000 

7.781 

Fresh 

Non-command 

Non-command 

Quartzite 

1.337 

0.46 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.13 

0.006 

0.09 

0.07 


Rewasa 

0809000201202900 

4.804 

Fresh 

Non-command 

Non-command 

Quartzite 

4.108 

0.30 

0.020 

0.19 

0.03 

0.00 

0.00 

0.00 

0.18 

0.23 

0.72 

0.017 

0.44 

0.36 


Riwali 

0810000201273000 

4.475 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.001 

0.77 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

2.520 

0.77 

0.010 

0.16 

0.02 

0.00 

0.00 

0.00 

0.16 

0.17 

0.65 

0.010 

0.31 

0.28 


Sikroli 

0810000201272400 

19.198 

Fresh 

Non-command 

Non-command 

Quartzite 

14.273 

0.27 

0.010 

0.04 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.09 

0.054 

0.39 

0.31 


Sukar 

0810000201273300 

4.133 

Fresh 

Non-command 

Non-command 

Quartzite 

2.336 

0.00 

0.010 

0.12 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.009 

0.31 

0.35 

07009067 

Abadi Ki Dhani 

0810000201283200 

0.226 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.198 

1.04 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.05 

0.001 

0.47 

0.66 


Achalpura 

0811000501444900 

3.301 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.272 

0.92 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.23 

0.15 

0.06 

0.014 

0.35 

0.54 






Morel 

Command 

Older Alluvium 

1.029 

0.92 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.02 

0.007 

0.16 

0.24 


Alipura 

0811000501443800 

6.624 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.279 

0.99 

0.100 

0.11 

0.01 

0.00 

0.00 

0.05 

0.68 

0.45 

0.38 

0.040 

0.49 

0.74 


Alooda 

0810000401301300 

5.850 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.850 

1.15 

0.020 

0.07 

0.01 

0.00 

0.00 

0.01 

0.19 

0.23 

0.23 

0.023 

0.57 

0.47 


Aniyala 

0810000301289300 

4.184 

Fresh 

Morel 

Command 

Older Alluvium 

4.184 

1.11 

0.090 

0.19 

0.03 

0.00 

0.00 

0.01 

0.57 

0.53 

0.73 

0.017 

0.55 

0.60 


Arpura 

0810000201283800 

1.447 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.447 

1.04 

0.090 

0.04 

0.01 

0.00 

0.00 

0.01 

0.16 

0.12 

0.14 

0.006 

0.54 

0.71 


Bada 

0811000501445300 

5.904 

Fresh 

Morel 

Command 

Older Alluvium 

5.904 

0.94 

0.100 

0.05 

0.01 

0.00 

0.00 

0.02 

0.57 

0.43 

0.14 

0.038 

0.51 

0.68 


Badekhan 

0811000501437800 

6.211 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.225 

-0.29 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.001 

0.02 

0.04 


Bagri 

0811000501444100 

13.767 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.677 

0.59 

0.100 

0.53 

0.08 

0.00 

0.00 

0.04 

1.22 

0.70 

2.00 

0.087 

0.51 

0.89 


Bahter 

0810000301288500 

12.387 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.713 

1.23 

0.090 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.10 

0.14 

0.003 

0.03 

0.04 






Morel 

Command 

Older Alluvium 

11.517 

1.23 

0.090 

0.59 

0.09 

0.00 

0.00 

0.00 

1.78 

1.66 

2.29 

0.046 

0.53 

0.57 







Command 

Limestone 

0.031 

1.23 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Baloli 

0810000301293200 

2.642 

Fresh 

Non-command 

Non-command 

Limestone 

0.619 

1.33 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.002 

0.14 

0.14 






Morel 

Command 

Limestone 

1.832 

1.33 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.12 

0.007 

0.42 

0.43 






Dheel 

Command 

Limestone 

0.091 

1.33 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.02 


Baragaon @ Kahar 

0810000301290000 

6.820 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.437 

0.79 

0.090 

0.05 

0.01 

0.00 

0.00 

0.00 

0.14 

0.14 

0.17 

0.006 

0.12 

0.12 







Non-command 

Phyllite & Schist 

4.626 

0.79 

0.020 

0.09 

0.01 

0.00 

0.00 

0.01 

0.14 

0.14 

0.35 

0.019 

0.39 

0.39 






Dheel 

Command 

Older Alluvium 

0.179 

0.79 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.02 

0.01 







Command 

Phyllite & Schist 

0.065 

0.79 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

-0.01 

0.01 

0.000 

0.01 

0.01 


Barh Achalpura 

0811000501445000 

1.377 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.003 

0.94 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Morel 

Command 

Older Alluvium 

1.374 

0.94 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.16 

0.11 

0.14 

0.009 

0.51 

0.75 


Barh Bada 

0811000501445200 

1.518 

Fresh 

Morel 

Command 

Older Alluvium 

1.518 

0.96 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.18 

0.13 

0.14 

0.010 

0.51 

0.72 


Barh Bariyara 

0810000301287500 

2.026 

Fresh 

Morel 

Command 

Older Alluvium 

2.026 

0.94 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.17 

0.07 

0.008 

0.53 

0.61 


Barh Bariyara Chak No.l 

0810000301287600 

0.487 

Fresh 

Morel 

Command 

Older Alluvium 

0.487 

0.93 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.12 

0.002 

0.52 

0.62 


Barh Bariyara Chak No.2 

0810000301287800 

0.312 

Fresh 

Morel 

Command 

Older Alluvium 

0.312 

0.97 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.001 

0.53 

0.61 


Barh Bhookha 

0810000301292600 

2.000 

Fresh 

Non-command 

Non-command 

Limestone 

0.727 

1.32 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.003 

0.22 

0.23 






Morel 

Command 

Limestone 

1.273 

1.32 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.05 

0.005 

0.38 

0.40 


Barh Bichchhi Dona 

0810000301293400 

1.659 

Fresh 

Non-command 

Non-command 

Limestone 

0.746 

1.33 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.09 

0.003 

0.27 

0.27 






Dheel 

Command 

Limestone 

0.221 

1.33 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.08 

0.08 


Barh Biloli 

0810000301294100 

7.384 

Fresh 

Non-command 

Non-command 

Quartzite 

0.248 

1.58 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.001 

0.02 

0.02 







Non-command 

Limestone 

2.633 

1.58 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.12 

0.15 

0.011 

0.22 

0.20 


Barh Donaycha 

0810000301293500 

0.569 

Fresh 

Non-command 

Non-command 

Limestone 

0.569 

1.32 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.06 

0.002 

0.60 

0.60 


Barh Goth 

0810000201286300 

3.984 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.060 

1.25 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Morel 

Command 

Older Alluvium 

3.912 

1.25 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.44 

0.40 

0.02 

0.015 

0.56 

0.62 


Barh Guwari 

0810000101272200 

5.161 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.011 

0.91 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Barh Kalyanpura 

0811000501444500 

2.383 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.176 

0.68 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.18 

0.11 

0.14 

0.014 

0.46 

0.76 






Morel 

Command 

Older Alluvium 

0.207 

0.68 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.04 

0.07 


Barh Kanloda 

0811000501444800 

0.765 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.606 

0.87 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.03 

0.004 

0.40 

0.63 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.06 

0.00 

1,480.82 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhanwra 

0810000201273100 

0.06 

0.31 

(157.00) 

0.25 

0.01 

0.26 

0.04 

0.51 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.299 

0.015 

0.284 

0.377 

132.70 

Over Exploited 

Bheetoli 

0810000201274000 

0.15 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhondwara 

0809000201202400 

0.06 

0.00 

672.03 

0.01 

- 

0.01 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.005 

0.023 

410.07 

Over Exploited 

Chandlai 

0810000201273200 

0.06 

0.17 

(86.64) 

0.14 

- 

0.14 

0.05 

0.59 

- 

- 

- 

- 

- 

- 

- 

0.139 

0.007 

0.132 

0.020 

15.29 

Safe 

Chirawanda 

0809000201202600 

0.06 

0.24 

- 

0.24 

0.01 

0.25 

0.02 

0.29 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.277 

0.028 

0.249 

0.844 

338.71 

Over Exploited 

Dhaun 

0811000501421100 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

893.90 

Over Exploited 

Dhola Danta 

0809000201202700 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Digo 

0811000501423700 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

54,651.62 

Over Exploited 

Doongarpatti Amawara 

0810000201272700 

0.06 

0.11 

(86.86) 

0.09 

- 

0.09 

0.03 

0.36 

- 

- 

- 

- 

- 

- 

- 

0.091 

0.005 

0.086 

0.021 

24.81 

Safe 

Doongarwara 

0810000201274900 

0.06 

0.00 

(239,988.93) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.010 

0.000 

0.009 

0.000 

0.87 

Safe 



0.06 

0.00 

########## 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

0.006 

0.006 

0.006 

0.010 

0.000 

0.009 

0.000 

0.00 

Safe 

Dovnagar 

0810000201273400 

0.15 

0.00 

125,641.65 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.03 

(73.88) 

0.02 

- 

0.02 

0.04 

0.46 

- 

- 

- 

- 

- 

- 

- 

0.023 

0.001 

0.022 

0.004 

19.46 

Safe 

Dujai 

0810000201272800 

0.06 

0.11 

(42.52) 

0.09 

- 

0.09 

0.04 

0.55 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.095 

0.005 

0.090 

0.111 

123.15 

Over Exploited 

Ganwari 

0809000201202500 

0.06 

0.03 

294.87 

0.03 

0.01 

0.04 

0.03 

0.40 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.083 

0.004 

0.079 

0.366 

461.79 

Over Exploited 

Garhmora 

0809000201202800 

0.06 

0.32 

(609.45) 

0.29 

0.01 

0.30 

0.03 

0.40 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.332 

0.017 

0.315 

0.846 

268.48 

Over Exploited 

Goth 

0810000201272500 

0.06 

0.11 

(314.25) 

0.09 

0.23 

0.32 

0.03 

0.46 

- 

0.0100 

- 

- 

0.348 

0.358 

0.358 

0.678 

0.034 

0.645 

0.064 

9.99 

Safe 



0.06 

0.00 

########## 

0.00 

0.23 

0.23 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

0.348 

0.348 

0.348 

0.580 

0.029 

0.551 

0.000 

0.01 

Safe 

Khatoombar 

0811000501421300 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

7,277.36 

Over Exploited 

Kuagaon 

0810000201273500 

0.06 

0.00 

469.85 

0.00 

- 

0.00 

0.00 

0.04 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.013 

0.097 

762.84 

Over Exploited 

Kutkya 

0811000501421200 

0.06 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.002 

0.014 

0.064 

457.34 

Over Exploited 

Pal 

0809000201202200 

0.06 

0.02 

390,059.79 

0.02 

0.01 

0.03 

0.01 

0.09 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.051 

0.003 

0.049 

0.201 

410.21 

Over Exploited 

Raisana 

0809000201203000 

0.06 

0.01 

83,093.61 

0.01 

- 

0.01 

0.01 

0.10 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.029 

0.001 

0.027 

0.140 

515.14 

Over Exploited 

Rewasa 

0809000201202900 

0.06 

0.11 

(189.48) 

0.13 

0.03 

0.16 

0.03 

0.48 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.241 

0.012 

0.229 

0.739 

322.60 

Over Exploited 

Riwali 

0810000201273000 

0.15 

0.00 

407,606.19 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.05 

4,657.40 

0.06 

0.02 

0.08 

0.03 

0.34 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.145 

0.007 

0.138 

0.656 

474.77 

Over Exploited 

Sikroli 

0810000201272400 

0.06 

0.33 

(270.69) 

0.26 

- 

0.26 

0.03 

0.41 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.274 

0.014 

0.261 

0.139 

53.43 

Safe 

Sukar 

0810000201273300 

0.06 

0.04 

- 

0.04 

0.02 

0.06 

0.03 

0.33 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.113 

0.011 

0.102 

0.469 

461.66 

Over Exploited 

Abadi Ki Dhani 

0810000201283200 

0.15 

0.01 

39.35 

0.02 

0.00 

0.02 

0.05 

0.52 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.030 

0.001 

0.028 

0.049 

171.80 

Over Exploited 

Achalpura 

0811000501444900 

0.15 

0.12 

23.11 

0.14 

0.00 

0.15 

0.04 

0.39 

0.01 

0.0100 

- 

- 

0.006 

0.016 

0.029 

0.176 

0.009 

0.167 

0.072 

43.36 

Safe 



0.15 

0.02 

168.77 

0.03 

0.00 

0.03 

0.02 

0.18 

0.00 

- 

0.0034 

0.0033 

0.006 

0.012 

0.015 

0.048 

0.002 

0.046 

0.031 

66.75 

Safe 

Alipura 

0811000501443800 

0.15 

0.46 

(2.93) 

0.45 

0.06 

0.50 

0.06 

0.55 

0.05 

0.0400 

- 

- 

0.068 

0.108 

0.161 

0.664 

0.033 

0.631 

0.424 

67.17 

Safe 

Alooda 

0810000401301300 

0.08 

0.27 

(15.07) 

0.23 

0.02 

0.25 

0.06 

0.63 

- 

0.0300 

- 

- 

0.012 

0.042 

0.042 

0.288 

0.014 

0.273 

0.257 

94.22 

Critical 

Aniyala 

0810000301289300 

0.16 

0.37 

43.80 

0.45 

0.04 

0.48 

0.06 

0.61 

- 

0.0800 

0.0138 

0.0133 

0.010 

0.118 

0.118 

0.599 

0.030 

0.569 

0.743 

130.43 

Over Exploited 

Arpura 

0810000201283800 

0.15 

0.12 

2.03 

0.12 

0.02 

0.14 

0.06 

0.60 

- 

0.0300 

- 

- 

0.012 

0.042 

0.042 

0.179 

0.009 

0.170 

0.150 

87.74 

Semi Critical 

Bada 

0811000501445300 

0.15 

0.45 

(5.86) 

0.43 

0.03 

0.46 

0.06 

0.57 

0.05 

0.0300 

0.0195 

0.0188 

0.037 

0.106 

0.158 

0.620 

0.031 

0.589 

0.181 

30.63 

Safe 

Badekhan 

0811000501437800 

0.15 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

0.003 

0.003 

0.003 

0.006 

0.001 

0.006 

0.036 

653.88 

Over Exploited 

Bagri 

0811000501444100 

0.15 

1.04 

(32.84) 

0.83 

0.12 

0.95 

0.06 

0.56 

0.12 

0.2300 

- 

- 

0.055 

0.285 

0.406 

1.351 

0.068 

1.284 

2.088 

162.66 

Over Exploited 

Bahter 

0810000301288500 

0.16 

0.00 

2,622.00 

0.00 

0.01 

0.01 

0.00 

0.04 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.034 

0.002 

0.033 

0.143 

435.97 

Over Exploited 



0.16 

0.98 

69.93 

1.17 

0.09 

1.26 

0.05 

0.58 

- 

0.2600 

0.0304 

0.0366 

- 

0.327 

0.327 

1.590 

0.080 

1.511 

2.331 

154.30 

Over Exploited 



0.08 

0.00 

20,040.39 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Baloli 

0810000301293200 

0.08 

0.01 

251.51 

0.01 

0.00 

0.01 

0.01 

0.15 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.012 

0.001 

0.011 

0.040 

367.59 

Over Exploited 



0.08 

0.06 

23.53 

0.07 

0.00 

0.07 

0.04 

0.46 

- 

0.0100 

0.0036 

0.0058 

0.002 

0.021 

0.021 

0.096 

0.005 

0.092 

0.131 

143.54 

Over Exploited 



0.08 

0.00 

631.68 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

0.0003 

0.0004 

0.002 

0.003 

0.003 

0.004 

0.000 

0.004 

0.006 

160.46 

Over Exploited 

Baragaon @ Kahar 

0810000301290000 

0.16 

0.03 

414.29 

0.03 

0.01 

0.04 

0.01 

0.14 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.064 

0.003 

0.061 

0.179 

295.22 

Over Exploited 



0.08 

0.15 

(3.35) 

0.14 

0.02 

0.17 

0.04 

0.43 

- 

0.0400 

- 

- 

0.022 

0.062 

0.062 

0.228 

0.011 

0.216 

0.369 

170.32 

Over Exploited 



0.16 

0.00 

2,883.67 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0009 

0.0009 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.020 

893.54 

Over Exploited 



0.08 

0.00 

(49,347.46) 

0.00 

0.01 

0.01 

0.00 

0.01 

- 

- 

0.0003 

0.0003 

0.022 

0.023 

0.023 

0.038 

0.002 

0.036 

0.006 

17.53 

Safe 

Barh Achalpura 

0811000501445000 

0.15 

0.00 

(101,849.36) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

0.85 

Safe 



0.15 

0.10 

2.13 

0.11 

0.01 

0.12 

0.06 

0.56 

0.01 

0.0200 

0.0045 

0.0044 

0.001 

0.030 

0.042 

0.160 

0.008 

0.152 

0.144 

94.62 

Critical 

Barh Bada 

0811000501445200 

0.15 

0.12 

7.96 

0.13 

0.01 

0.14 

0.06 

0.57 

0.01 

0.0200 

0.0050 

0.0048 

- 

0.030 

0.043 

0.180 

0.009 

0.171 

0.145 

84.83 

Semi Critical 

Barh Bariyara 

0810000301287500 

0.16 

0.17 

(3.25) 

0.17 

0.00 

0.17 

0.06 

0.59 

- 

0.0100 

0.0067 

0.0064 

0.001 

0.024 

0.024 

0.191 

0.010 

0.181 

0.075 

41.43 

Safe 

Barh Bariyara Chak No.l 

0810000301287600 

0.16 

0.04 

45.92 

0.05 

- 

0.05 

0.06 

0.58 

0.00 

0.0200 

0.0016 

0.0015 

- 

0.023 

0.028 

0.077 

0.004 

0.073 

0.118 

161.84 

Over Exploited 

Barh Bariyara Chak No.2 

0810000301287800 

0.16 

0.03 

(11.12) 

0.02 

- 

0.02 

0.06 

0.59 

- 

- 

0.0010 

0.0010 

- 

0.002 

0.002 

0.026 

0.001 

0.024 

0.011 

46.08 

Safe 

Barh Bhookha 

0810000301292600 

0.08 

0.01 

112.22 

0.02 

0.00 

0.02 

0.02 

0.24 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.018 

0.001 

0.017 

0.029 

167.86 

Over Exploited 



0.08 

0.04 

4.56 

0.04 

0.00 

0.04 

0.04 

0.42 

- 

0.0100 

0.0034 

0.0040 

0.002 

0.019 

0.019 

0.061 

0.003 

0.058 

0.054 

93.05 

Critical 

Barh Bichchhi Dona 

0810000301293400 

0.08 

0.02 

147.47 

0.02 

0.00 

0.02 

0.02 

0.30 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.030 

0.001 

0.028 

0.089 

312.72 

Over Exploited 



0.08 

0.00 

1,014.76 

0.00 

0.00 

0.00 

0.01 

0.09 

- 

- 

0.0007 

0.0011 

0.000 

0.002 

0.002 

0.004 

0.000 

0.004 

0.025 

653.03 

Over Exploited 

Barh Biloli 

0810000301294100 

0.06 

0.00 

4,767.63 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.029 

8,364.71 

Over Exploited 



0.08 

0.05 

163.04 

0.05 

0.01 

0.06 

0.02 

0.24 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.085 

0.004 

0.081 

0.161 

198.90 

Over Exploited 

Barh Donaycha 

0810000301293500 

0.08 

0.03 

28.69 

0.03 

- 

0.03 

0.05 

0.65 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.043 

0.002 

0.041 

0.064 

158.36 

Over Exploited 

Barh Goth 

0810000201286300 

0.15 

0.00 

2,896.43 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.011 

0.001 

0.010 

0.000 

2.27 

Safe 



0.15 

0.33 

23.05 

0.39 

0.00 

0.40 

0.05 

0.61 

- 

- 

0.0155 

0.0187 

0.006 

0.040 

0.040 

0.436 

0.022 

0.414 

0.039 

9.39 

Safe 

Barh Guwari 

0810000101272200 

0.22 

0.00 

33,123.49 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Barh Kalyanpura 

0811000501444500 

0.15 

0.15 

(28.79) 

0.12 

0.01 

0.13 

0.05 

0.51 

0.02 

0.0200 

- 

- 

0.001 

0.021 

0.038 

0.169 

0.008 

0.160 

0.154 

95.96 

Critical 



0.15 

0.00 

503.62 

0.00 

0.00 

0.00 

0.01 

0.05 

0.00 

- 

0.0004 

0.0007 

0.001 

0.002 

0.002 

0.004 

0.000 

0.004 

0.012 

333.77 

Over Exploited 

Barh Kanloda 

0811000501444800 

0.15 

0.04 

10.23 

0.04 

0.00 

0.04 

0.05 

0.45 

0.00 

- 

- 

- 

0.000 

0.000 

0.005 

0.045 

0.002 

0.043 

0.030 

69.81 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 






Morel 

Command 

Older Alluvium 

0.158 

0.87 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.10 

0.16 


Barh Lakhanpur 

081000020128600C 

0.680 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.680 

1.19 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.05 

0.003 

0.54 

0.69 


Barh Paniyala 

081000020128730C 

3.102 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.737 

1.23 

0.090 

0.07 

0.01 

0.00 

0.00 

0.00 

0.36 

0.38 

0.26 

0.010 

0.52 

0.49 


Barh Peepalwara Chak No.3 

0810000301292800 

0.648 

Fresh 

Dheel 

Command 

Limestone 

0.011 

1.40 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Barh Sancholi 

0810000201283100 

2.530 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.055 

1.03 

0.090 

0.01 

0.00 

0.00 

0.00 

0.02 

0.09 

0.07 

0.02 

0.004 

0.23 

0.30 


Barh Sankra 

081000030129450C 

2.130 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.025 

1.49 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Limestone 

2.104 

1.49 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.10 

0.11 

0.21 

0.008 

0.59 

0.53 


Barh Sundri 

081000020128390C 

0.819 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.819 

1.02 

0.090 

0.01 

0.00 

0.00 

0.00 

0.01 

0.08 

0.06 

0.05 

0.003 

0.54 

0.70 


Barh Tanka 

0810000401300400 

2.542 

Fresh 

Morel 

Command 

Older Alluvium 

2.542 

1.22 

0.090 

0.02 

0.00 

0.00 

0.00 

0.08 

0.21 

0.21 

0.07 

0.010 

0.54 

0.55 


Bariyara 

0810000301287400 

2.390 

Fresh 

Morel 

Command 

Older Alluvium 

2.390 

0.93 

0.090 

0.18 

0.03 

0.00 

0.00 

0.00 

0.35 

0.29 

0.72 

0.010 

0.52 

0.64 


Barnala 

0810000201285800 

15.877 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.098 

1.26 

0.090 

0.11 

0.03 

0.00 

0.00 

0.00 

0.54 

0.46 

0.41 

0.016 

0.14 

0.17 






Morel 

Command 

Older Alluvium 

11.600 

1.26 

0.090 

0.30 

0.07 

0.00 

0.00 

0.00 

1.54 

1.29 

1.13 

0.044 

0.41 

0.48 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.180 

1.26 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.01 

0.01 


Baroda 

0809000601243900 

2.169 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.015 

0.74 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.13 

0.16 

0.22 

0.002 

0.27 

0.23 






Kalisil 

Command 

Older Alluvium 

0.552 

0.74 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.12 

0.001 

0.15 

0.12 


Batoda 

0810000201286700 

8.244 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.142 

1.25 

0.090 

0.01 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.02 

0.001 

0.01 

0.01 






Morel 

Command 

Older Alluvium 

0.914 

1.25 

0.090 

0.04 

0.01 

0.00 

0.00 

0.02 

0.11 

0.10 

0.17 

0.003 

0.06 

0.07 


Berkhandi 

0810000201286200 

9.193 

Fresh 

Morel 

Command 

Older Alluvium 

9.193 

1.25 

0.090 

0.55 

0.13 

0.00 

0.00 

0.02 

1.43 

1.24 

2.14 

0.035 

0.55 

0.64 


Bhadkoli 

0810000301290200 

2.918 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.775 

1.14 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.03 

0.003 

0.15 

0.14 







Non-command 

Phyllite & Schist 

2.142 

1.14 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.07 

0.009 

0.42 

0.40 


Bhanwarki 

0810000201283000 

7.296 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.291 

0.97 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.001 

0.02 

0.03 


Bharja Gaddi 

0810000301291400 

2.443 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.443 

0.74 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.05 

0.010 

0.59 

0.60 


Bharoti 

0810000301289700 

1.738 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.738 

0.71 

0.020 

0.10 

0.02 

0.00 

0.00 

0.01 

0.10 

0.10 

0.41 

0.007 

0.59 

0.59 


Bhawar 

0810000201285700 

8.326 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.687 

1.18 

0.090 

0.05 

0.01 

0.00 

0.00 

0.00 

0.22 

0.20 

0.19 

0.006 

0.12 

0.13 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.231 

1.18 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.02 

0.02 


Bhedoli 

0810000401297800 

9.075 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.478 

1.21 

0.090 

0.13 

0.02 

0.00 

0.00 

0.02 

0.79 

0.89 

0.49 

0.026 

0.39 

0.35 







Non-command 

Phyllite & Schist 

2.566 

1.21 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.08 

0.09 

0.12 

0.010 

0.15 

0.14 


Bheroowas Chak No 2 

0811000501439500 

0.240 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.203 

-0.25 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.48 

0.86 


Bhookha 

0810000301292700 

7.493 

Fresh 

Non-command 

Non-command 

Limestone 

0.969 

1.51 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.04 

0.004 

0.08 

0.08 






Dheel 

Command 

Limestone 

0.263 

1.51 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.02 


Bhoori Pahari 

0810000701327000 

30.342 

Fresh 

Non-command 

Non-command 

Quartzite 

0.100 

1.57 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bichchhi Dona 

0810000301293300 

9.184 

Fresh 

Non-command 

Non-command 

Limestone 

1.495 

1.41 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.05 

0.006 

0.10 

0.10 






Morel 

Command 

Limestone 

0.481 

1.41 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.03 

0.03 






Dheel 

Command 

Limestone 

0.218 

1.41 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.01 


Bichhauchh 

0810000201282800 

12.854 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.141 

0.79 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.001 

0.01 

0.01 


Biloli Nadi 

0810000301294200 

4.115 

Fresh 

Non-command 

Non-command 

Quartzite 

0.610 

1.58 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.06 

0.002 

0.09 

0.08 







Non-command 

Limestone 

0.311 

1.58 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.05 

0.04 


Bilona Kalan 

0811000501437900 

6.008 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.307 

-0.06 

0.100 

0.50 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.95 

0.034 

0.46 

0.87 


Bilona Khurd 

0811000501443900 

4.690 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.843 

0.97 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.20 

0.14 

0.16 

0.012 

0.20 

0.30 






Morel 

Command 

Older Alluvium 

2.847 

0.97 

0.100 

0.07 

0.01 

0.00 

0.00 

0.00 

0.33 

0.23 

0.25 

0.018 

0.31 

0.46 


Binori 

0811000501442200 

8.582 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.303 

-0.10 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.015 

0.15 

0.25 


Chainpura 

0810000401300300 

3.773 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.044 

1.15 

0.090 

0.01 

0.00 

0.00 

0.00 

0.01 

0.11 

0.11 

0.04 

0.004 

0.15 

0.15 







Non-command 

Phyllite & Schist 

0.925 

1.15 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.004 

0.13 

0.13 






Morel 

Command 

Older Alluvium 

1.791 

1.15 

0.090 

0.02 

0.00 

0.00 

0.00 

0.01 

0.20 

0.20 

0.07 

0.007 

0.26 

0.26 







Command 

Phyllite & Schist 

0.013 

1.15 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chak Bharoti 

0810000301289600 

2.590 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.590 

1.05 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.03 

0.010 

0.57 

0.57 


Chak Biloli 

0810000301293900 

3.816 

Fresh 

Non-command 

Non-command 

Limestone 

0.227 

1.50 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.04 

0.03 






Dheel 

Command 

Limestone 

1.088 

1.50 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.05 

0.004 

0.17 

0.17 


Chak Khohri 

0810000301288600 

0.893 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.177 

1.30 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.11 

0.12 






Morel 

Command 

Older Alluvium 

0.329 

1.30 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.00 

0.001 

0.21 

0.22 







Command 

Limestone 

0.251 

1.30 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.16 

0.17 


Chak Rasoolpura 

0810000401303300 

0.680 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.502 

0.75 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.00 

0.002 

0.43 

0.41 







Non-command 

Phyllite & Schist 

0.178 

0.75 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.15 

0.14 


Chak Samrathpura 

0810000301288000 

1.278 

Fresh 

Morel 

Command 

Older Alluvium 

1.278 

1.04 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.11 

0.03 

0.005 

0.54 

0.61 


Chak Shahpura 

0810000401300600 

0.620 

Fresh 

Morel 

Command 

Older Alluvium 

0.620 

0.94 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.00 

0.002 

0.53 

0.58 


Chak Somawas 

0810000401297900 

1.302 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.371 

1.25 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.00 

0.001 

0.16 

0.14 


Chak Udairampura 

0810000201283700 

2.739 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.503 

1.03 

0.090 

0.05 

0.01 

0.00 

0.00 

0.01 

0.26 

0.18 

0.19 

0.010 

0.48 

0.67 






Morel 

Command 

Older Alluvium 

0.235 

1.03 

0.090 

0.01 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.02 

0.001 

0.05 

0.06 


Chandnoli 

0810000301290300 

4.283 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.176 

1.05 

0.090 

0.13 

0.02 

0.00 

0.00 

0.00 

0.50 

0.54 

0.50 

0.017 

0.56 

0.52 







Non-command 

Phyllite & Schist 

0.107 

1.05 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Dahroli 

0810000301292500 

3.061 

Fresh 

Non-command 

Non-command 

Limestone 

0.283 

1.31 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.06 

0.06 






Morel 

Command 

Limestone 

2.778 

1.31 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.11 

0.011 

0.54 

0.56 


Datooli 

0810000401296600 

3.845 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.845 

1.05 

0.090 

0.10 

0.01 

0.00 

0.00 

0.00 

0.45 

0.42 

0.37 

0.015 

0.51 

0.54 


Dausada 

0811000501444000 

1.245 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.245 

0.77 

0.100 

0.10 

0.01 

0.00 

0.00 

0.00 

0.19 

0.11 

0.38 

0.008 

0.51 

0.87 


Deoli 

0810000301289900 

3.706 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.279 

0.73 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.001 

0.04 

0.05 






Dheel 

Command 

Phyllite & Schist 

0.361 

0.73 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.001 

0.06 

0.06 


Deota 

0810000401303600 

4.238 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.238 

1.14 

0.090 

0.07 

0.01 

0.00 

0.00 

0.02 

0.48 

0.56 

0.25 

0.017 

0.57 

0.49 







Non-command 

Phyllite & Schist 

0.000 

1.14 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.15 

0.00 

250.34 

0.00 

0.00 

0.00 

0.01 

0.12 

0.00 

- 

0.0004 

0.0005 

0.000 

0.001 

0.002 

0.005 

0.000 

0.005 

0.001 

22.01 

Safe 

Barh Lakhanpur 

0810000201286000 

0.15 

0.05 

17.55 

0.06 

- 

0.06 

0.06 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.074 

0.004 

0.071 

0.051 

71.67 

Semi Critical 

Barh Paniyala 

0810000201287300 

0.15 

0.21 

79.52 

0.26 

0.01 

0.27 

0.04 

0.56 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.296 

0.015 

0.281 

0.274 

97.49 

Critical 

Barh Peepalwara Chak No.3 

0810000301292800 

0.08 

0.00 

3,156.08 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0000 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Barh Sancholi 

0810000201283100 

0.15 

0.04 

89.19 

0.04 

0.02 

0.06 

0.02 

0.25 

- 

- 

- 

- 

0.026 

0.026 

0.026 

0.086 

0.004 

0.081 

0.028 

34.46 

Safe 

Barh Sankra 

0810000301294500 

0.16 

0.00 

13,174.29 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.10 

14.83 

0.11 

0.01 

0.12 

0.05 

0.63 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.144 

0.007 

0.137 

0.213 

156.35 

Over Exploited 

Barh Sundri 

0810000201283900 

0.15 

0.07 

(9.72) 

0.06 

0.01 

0.07 

0.06 

0.60 

- 

0.0100 

- 

- 

0.011 

0.021 

0.021 

0.088 

0.004 

0.084 

0.051 

61.07 

Safe 

Barh Tanka 

0810000401300400 

0.16 

0.22 

(3.36) 

0.21 

0.08 

0.30 

0.06 

0.60 

- 

0.0100 

0.0067 

0.0081 

0.126 

0.151 

0.151 

0.449 

0.022 

0.426 

0.077 

18.12 

Safe 

Bariyara 

0810000301287400 

0.16 

0.20 

43.35 

0.24 

0.03 

0.27 

0.06 

0.58 

0.02 

0.1300 

0.0079 

0.0076 

0.001 

0.146 

0.169 

0.440 

0.022 

0.418 

0.726 

173.54 

Over Exploited 

Barnala 

0810000201285800 

0.15 

0.09 

417.95 

0.11 

0.03 

0.14 

0.01 

0.16 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.216 

0.011 

0.205 

0.424 

206.85 

Over Exploited 



0.15 

0.70 

83.37 

0.85 

0.07 

0.92 

0.04 

0.45 

- 

0.2100 

0.0459 

0.0553 

- 

0.311 

0.311 

1.227 

0.061 

1.166 

1.172 

100.54 

Over Exploited 



0.15 

0.00 

9,950.86 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

5,540.70 

Over Exploited 

Baroda 

0809000601243900 

0.22 

0.06 

157.22 

0.07 

0.01 

0.08 

0.02 

0.29 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.103 

0.005 

0.098 

0.218 

222.32 

Over Exploited 



0.22 

0.02 

427.38 

0.02 

- 

0.02 

0.01 

0.16 

- 

0.0100 

0.0114 

0.0137 

- 

0.035 

0.035 

0.057 

0.003 

0.054 

0.121 

224.73 

Over Exploited 

Batoda 

0810000201286700 

0.15 

0.00 

2,819.34 

0.00 

0.02 

0.02 

0.00 

0.01 

- 

- 

- 

- 

0.029 

0.029 

0.029 

0.048 

0.002 

0.046 

0.025 

53.33 

Safe 



0.15 

0.01 

1,090.48 

0.01 

0.03 

0.04 

0.01 

0.07 

- 

0.0300 

0.0036 

0.0044 

0.029 

0.067 

0.067 

0.107 

0.005 

0.101 

0.171 

169.25 

Over Exploited 

Berkhandi 

0810000201286200 

0.15 

0.76 

61.75 

0.92 

0.15 

1.07 

0.06 

0.61 

- 

0.4000 

0.0364 

0.0438 

0.032 

0.512 

0.512 

1.580 

0.079 

1.501 

2.171 

144.66 

Over Exploited 

Bhadkoli 

0810000301290200 

0.16 

0.02 

400.26 

0.02 

- 

0.02 

0.02 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.033 

0.002 

0.031 

0.032 

103.85 

Over Exploited 



0.08 

0.07 

(5.18) 

0.07 

0.00 

0.07 

0.04 

0.46 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.088 

0.004 

0.084 

0.077 

91.13 

Critical 

Bhanwarki 

0810000201283000 

0.15 

0.00 

2,837.59 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.025 

2,261.99 

Over Exploited 

Bharja Gaddi 

0810000301291400 

0.08 

0.11 

(52.55) 

0.09 

0.00 

0.09 

0.06 

0.65 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.104 

0.005 

0.099 

0.058 

58.58 

Safe 

Bharoti 

0810000301289700 

0.08 

0.08 

21.79 

0.10 

0.03 

0.12 

0.06 

0.65 

- 

0.0500 

- 

- 

0.008 

0.058 

0.058 

0.180 

0.009 

0.171 

0.416 

242.72 

Over Exploited 

Bhawar 

0810000201285700 

0.15 

0.03 

568.69 

0.04 

0.01 

0.05 

0.01 

0.13 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.085 

0.004 

0.081 

0.198 

244.29 

Over Exploited 



0.15 

0.00 

3,892.59 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.011 

1,723.87 

Over Exploited 

Bhedoli 

0810000401297800 

0.16 

0.40 

120.02 

0.49 

0.04 

0.53 

0.04 

0.43 

- 

0.0600 

- 

- 

0.032 

0.092 

0.092 

0.618 

0.031 

0.587 

0.516 

87.86 

Semi Critical 



0.08 

0.03 

186.56 

0.04 

0.01 

0.05 

0.02 

0.17 

- 

0.0100 

- 

- 

0.016 

0.026 

0.026 

0.075 

0.004 

0.072 

0.130 

181.88 

Over Exploited 

Bheroowas Chak No 2 

0811000501439500 

0.15 

0.01 

- 

0.01 

- 

0.01 

0.05 

0.53 

- 

- 

- 

- 

- 

- 

- 

0.015 

0.001 

0.013 

0.012 

93.79 

Critical 

Bhookha 

0810000301292700 

0.08 

0.01 

499.67 

0.01 

- 

0.01 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.048 

675.32 

Over Exploited 



0.08 

0.00 

1,538.81 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0011 

0.0013 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

0.013 

465.93 

Over Exploited 

Bhoori Pahari 

0810000701327000 

0.06 

0.00 

27,913.50 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bichchhi Dona 

0810000301293300 

0.08 

0.01 

328.49 

0.01 

0.00 

0.01 

0.01 

0.11 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.026 

0.001 

0.024 

0.056 

230.01 

Over Exploited 



0.08 

0.00 

947.10 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

0.0010 

0.0015 

0.001 

0.003 

0.003 

0.005 

0.000 

0.005 

0.014 

276.87 

Over Exploited 



0.08 

0.00 

2,106.41 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

0.0007 

0.0011 

0.001 

0.003 

0.003 

0.003 

0.000 

0.003 

0.007 

217.89 

Over Exploited 

Bichhauchh 

0810000201282800 

0.15 

0.00 

12,974.80 

0.00 

- 

0.00 

0.00 

0.01 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.010 

0.001 

0.010 

0.049 

502.74 

Over Exploited 

Biloli Nadi 

0810000301294200 

0.06 

0.00 

896.70 

0.00 

- 

0.00 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.061 

463.71 

Over Exploited 



0.08 

0.00 

848.57 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.019 

1,482.91 

Over Exploited 

Bilona Kalan 

0811000501437900 

0.15 

0.37 

- 

0.37 

0.02 

0.39 

0.05 

0.51 

0.04 

0.0700 

- 

- 

0.004 

0.074 

0.115 

0.505 

0.050 

0.454 

1.987 

437.27 

Over Exploited 

Bilona Khurd 

0811000501443900 

0.15 

0.06 

149.25 

0.07 

0.01 

0.08 

0.02 

0.22 

0.01 

0.0200 

- 

- 

0.006 

0.026 

0.032 

0.113 

0.006 

0.108 

0.174 

161.51 

Over Exploited 



0.15 

0.13 

69.50 

0.16 

0.01 

0.17 

0.04 

0.35 

0.02 

0.0300 

0.0094 

0.0090 

0.006 

0.055 

0.070 

0.243 

0.012 

0.231 

0.268 

116.08 

Over Exploited 

Binori 

0811000501442200 

0.15 

0.05 

- 

0.05 

- 

0.05 

0.01 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.064 

0.006 

0.057 

0.199 

347.43 

Over Exploited 

Chainpura 

0810000401300300 

0.16 

0.02 

345.09 

0.03 

0.01 

0.04 

0.02 

0.17 

- 

- 

- 

- 

0.010 

0.010 

0.010 

0.047 

0.002 

0.045 

0.042 

94.55 

Critical 



0.08 

0.01 

214.10 

0.01 

0.00 

0.01 

0.01 

0.15 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.013 

0.001 

0.012 

0.028 

225.08 

Over Exploited 



0.16 

0.07 

170.10 

0.09 

0.01 

0.09 

0.03 

0.28 

- 

0.0100 

0.0047 

0.0057 

0.010 

0.031 

0.031 

0.126 

0.006 

0.119 

0.074 

62.19 

Safe 



0.08 

0.00 

(10,594.09) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

4.21 

Safe 

Chak Bharoti 

0810000301289600 

0.08 

0.12 

(48.50) 

0.09 

0.00 

0.10 

0.06 

0.63 

- 

0.0100 

- 

- 

0.005 

0.016 

0.016 

0.114 

0.006 

0.108 

0.040 

37.28 

Safe 

Chak Biloli 

0810000301293900 

0.08 

0.00 

979.19 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.015 

1,988.14 

Over Exploited 



0.08 

0.02 

193.41 

0.02 

- 

0.02 

0.01 

0.19 

- 

0.0100 

0.0022 

0.0027 

- 

0.015 

0.015 

0.033 

0.002 

0.031 

0.053 

170.13 

Over Exploited 

Chak Khohri 

0810000301288600 

0.16 

0.00 

511.46 

0.00 

- 

0.00 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.001 

19.19 

Safe 



0.16 

0.01 

226.35 

0.01 

- 

0.01 

0.02 

0.23 

- 

- 

0.0007 

0.0010 

- 

0.002 

0.002 

0.015 

0.001 

0.014 

0.001 

9.13 

Safe 



0.08 

0.00 

89.77 

0.00 

- 

0.00 

0.02 

0.18 

- 

- 

0.0005 

0.0008 

- 

0.001 

0.001 

0.005 

0.000 

0.005 

0.001 

20.29 

Safe 

Chak Rasoolpura 

0810000401303300 

0.16 

0.03 

3.69 

0.04 

- 

0.04 

0.05 

0.47 

- 

- 

- 

- 

- 

- 

- 

0.036 

0.002 

0.034 

0.002 

5.97 

Safe 



0.08 

0.00 

30.04 

0.00 

- 

0.00 

0.02 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.002 

0.001 

29.11 

Safe 

Chak Samrathpura 

0810000301288000 

0.16 

0.11 

2.56 

0.11 

0.00 

0.11 

0.06 

0.60 

- 

- 

0.0042 

0.0041 

0.001 

0.010 

0.010 

0.124 

0.006 

0.118 

0.034 

29.02 

Safe 

Chak Shahpura 

0810000401300600 

0.16 

0.05 

(10.32) 

0.05 

0.00 

0.05 

0.06 

0.59 

0.01 

- 

0.0020 

0.0020 

0.002 

0.006 

0.012 

0.060 

0.003 

0.057 

0.002 

4.34 

Safe 

Chak Somawas 

0810000401297900 

0.16 

0.01 

401.79 

0.01 

0.00 

0.01 

0.02 

0.17 

- 

- 

- 

- 

0.000 

- 

- 

0.011 

0.001 

0.011 

0.001 

14.01 

Safe 

Chak Udairampura 

0810000201283700 

0.15 

0.18 

2.30 

0.18 

0.02 

0.21 

0.05 

0.53 

- 

0.0400 

- 

- 

0.019 

0.059 

0.059 

0.266 

0.013 

0.253 

0.202 

79.64 

Semi Critical 



0.15 

0.00 

747.80 

0.00 

0.01 

0.01 

0.01 

0.05 

- 

- 

0.0008 

0.0007 

0.019 

0.021 

0.021 

0.036 

0.002 

0.034 

0.025 

73.67 

Semi Critical 

Chandnoli 

0810000301290300 

0.16 

0.37 

46.02 

0.45 

0.02 

0.47 

0.06 

0.62 

- 

0.0900 

- 

- 

0.001 

0.091 

0.091 

0.558 

0.028 

0.530 

0.516 

97.30 

Critical 



0.08 

0.00 

1,942.20 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

4,607.24 

Over Exploited 

Dahroli 

0810000301292500 

0.08 

0.00 

462.44 

0.00 

0.00 

0.00 

0.01 

0.06 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.002 

0.000 

0.002 

0.015 

857.97 

Over Exploited 



0.08 

0.12 

(17.52) 

0.10 

0.00 

0.10 

0.05 

0.59 

- 

0.0100 

0.0055 

0.0088 

0.000 

0.025 

0.025 

0.124 

0.006 

0.118 

0.125 

106.27 

Over Exploited 

Datooli 

0810000401296600 

0.16 

0.32 

34.19 

0.38 

0.01 

0.39 

0.06 

0.57 

0.04 

0.0400 

- 

- 

0.006 

0.046 

0.082 

0.474 

0.024 

0.450 

0.389 

86.48 

Semi Critical 

Dausada 

0811000501444000 

0.15 

0.10 

14.31 

0.11 

0.01 

0.12 

0.06 

0.57 

0.01 

0.0400 

- 

- 

- 

0.040 

0.051 

0.170 

0.008 

0.161 

0.386 

239.51 

Over Exploited 

Deoli 

0810000301289900 

0.08 

0.00 

1,264.32 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.027 

2,369.16 

Over Exploited 



0.08 

0.00 

787.55 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

0.0019 

0.0018 

- 

0.004 

0.004 

0.006 

0.000 

0.005 

0.033 

627.12 

Over Exploited 

Deota 

0810000401303600 

0.16 

0.39 

44.11 

0.46 

0.03 

0.49 

0.06 

0.63 

- 

0.0300 

- 

- 

0.024 

0.054 

0.054 

0.544 

0.027 

0.517 

0.267 

51.65 

Safe 



0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Dewalda 

081100050144440C 

4.198 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.014 

0.77 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.11 

0.006 

0.12 

0.18 






Morel 

Command 

Older Alluvium 

3.184 

0.77 

0.100 

0.09 

0.01 

0.00 

0.00 

0.00 

0.32 

0.21 

0.35 

0.020 

0.38 

0.58 


Dhanesra 

081000040129990C 

3.120 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.120 

1.16 

0.020 

0.03 

0.00 

0.00 

0.00 

0.02 

0.09 

0.10 

0.09 

0.013 

0.55 

0.48 


Dhorala 

0810000401297100 

6.746 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.033 

0.92 

0.090 

0.09 

0.01 

0.00 

0.00 

0.02 

0.40 

0.31 

0.35 

0.016 

0.30 

0.38 







Non-command 

Phyllite & Schist 

0.017 

0.92 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Morel 

Command 

Older Alluvium 

2.695 

0.92 

0.090 

0.06 

0.01 

0.00 

0.00 

0.02 

0.26 

0.20 

0.23 

0.011 

0.20 

0.26 


Didwara 

0810000301289200 

4.593 

Fresh 

Morel 

Command 

Older Alluvium 

4.593 

1.14 

0.090 

0.10 

0.01 

0.00 

0.00 

0.00 

0.56 

0.51 

0.37 

0.018 

0.56 

0.61 


Diwara 

0810000301291900 

5.549 

Fresh 

Non-command 

Non-command 

Limestone 

4.043 

1.10 

0.020 

0.06 

0.01 

0.00 

0.00 

0.02 

0.12 

0.11 

0.22 

0.016 

0.43 

0.45 






Morel 

Command 

Limestone 

1.412 

1.10 

0.020 

0.02 

0.00 

0.00 

0.00 

0.02 

0.03 

0.03 

0.08 

0.006 

0.15 

0.16 






Dheel 

Command 

Limestone 

0.091 

1.10 

0.020 

0.00 

0.00 

0.00 

0.00 

0.02 

-0.02 

-0.02 

0.01 

0.000 

0.01 

0.01 


Donaycha 

0810000301293600 

3.105 

Fresh 

Non-command 

Non-command 

Limestone 

2.645 

1.33 

0.020 

0.11 

0.02 

0.00 

0.00 

0.00 

0.16 

0.16 

0.42 

0.011 

0.51 

0.50 






Dheel 

Command 

Limestone 

0.460 

1.33 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.08 

0.002 

0.09 

0.09 


Ebra 

0810000301294800 

7.261 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.261 

1.25 

0.090 

0.12 

0.02 

0.00 

0.00 

0.00 

0.91 

1.00 

0.45 

0.029 

0.59 

0.54 


Edalpur 

0809000601243600 

10.627 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.079 

0.67 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.13 

0.12 

0.003 

0.06 

0.05 


Ekat 

0809000601249300 

8.969 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.106 

0.93 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.000 

0.01 

0.01 






Kalisil 

Command 

Older Alluvium 

3.338 

0.93 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.46 

0.57 

0.38 

0.008 

0.22 

0.17 


Gadota 

0810000401301100 

3.015 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.015 

1.21 

0.090 

0.07 

0.01 

0.00 

0.00 

0.00 

0.39 

0.45 

0.27 

0.012 

0.57 

0.49 


Galad Kalan 

0810000401300100 

4.633 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.857 

1.31 

0.090 

0.07 

0.01 

0.00 

0.00 

0.00 

0.51 

0.58 

0.28 

0.015 

0.47 

0.42 







Non-command 

Phyllite & Schist 

0.773 

1.31 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.003 

0.09 

0.08 






Morel 

Command 

Phyllite & Schist 

0.003 

1.31 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Galad Khurd 

0810000401301000 

3.994 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.184 

1.23 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.03 

0.02 







Non-command 

Phyllite & Schist 

3.808 

1.23 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.14 

0.16 

0.015 

0.53 

0.47 






Morel 

Command 

Phyllite & Schist 

0.003 

1.23 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gambheera 

0810000301291100 

4.806 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.794 

0.76 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.10 

0.003 

0.10 

0.10 






Dheel 

Command 

Phyllite & Schist 

1.464 

0.76 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.06 

0.06 

0.19 

0.006 

0.18 

0.19 


Garhi Ka Gaon 

0809000601249600 

9.479 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.079 

1.37 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.000 

0.00 

0.00 


Ghata Nainwari 

0810000401296500 

8.926 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.563 

1.04 

0.090 

0.04 

0.01 

0.00 

0.00 

0.01 

0.17 

0.15 

0.13 

0.006 

0.09 

0.10 


Gojari 

0810000301292200 

7.252 

Fresh 

Non-command 

Non-command 

Limestone 

0.588 

1.48 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.002 

0.05 

0.05 






Dheel 

Command 

Limestone 

0.020 

1.48 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gol 

0810000401299300 

3.202 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.526 

1.26 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.04 

0.002 

0.09 

0.08 


Gordhanpura 

0809000601244000 

6.179 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.109 

0.69 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 






Kalisil 

Command 

Older Alluvium 

1.568 

0.69 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.18 

0.07 

0.004 

0.15 

0.12 


Goth 

0810000201286400 

28.747 

Fresh 

Non-command 

Non-command 

Older Alluvium 

17.908 

1.31 

0.090 

0.26 

0.04 

0.00 

0.00 

0.00 

2.33 

2.34 

0.94 

0.068 

0.37 

0.36 







Non-command 

Limestone 

9.934 

1.31 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.31 

0.31 

0.20 

0.038 

0.20 

0.20 


Gothra 

0810000401299400 

5.497 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.086 

1.26 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.01 

0.01 







Non-command 

Phyllite & Schist 

0.305 

1.26 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.001 

0.03 

0.03 


Gotor 

0810000401296700 

10.636 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.433 

0.78 

0.090 

0.06 

0.01 

0.00 

0.00 

0.01 

0.35 

0.26 

0.20 

0.018 

0.21 

0.28 


Hanootya 

0810000401297700 

3.420 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.785 

1.11 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.29 

0.30 

0.04 

0.011 

0.43 

0.41 







Non-command 

Phyllite & Schist 

0.635 

1.11 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.003 

0.10 

0.09 


Hanumatpur 

0810000401297600 

0.786 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.069 

1.07 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.05 

0.05 







Non-command 

Phyllite & Schist 

0.717 

1.07 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.003 

0.47 

0.47 


Haroti 

0809000601249700 

16.667 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.984 

1.53 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.58 

0.69 

0.17 

0.007 

0.11 

0.09 







Non-command 

Quartzite 

2.603 

1.53 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.11 

0.05 

0.006 

0.09 

0.08 







Non-command 

Limestone 

3.038 

1.53 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.12 

0.05 

0.007 

0.11 

0.09 


Harsota 

0810000401303800 

6.495 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.383 

0.85 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.11 

0.13 

0.11 

0.022 

0.48 

0.40 


Harsoti 

0810000401303700 

4.229 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.547 

1.00 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.03 

0.002 

0.07 

0.06 







Non-command 

Phyllite & Schist 

3.682 

1.00 

0.020 

0.04 

0.01 

0.00 

0.00 

0.01 

0.09 

0.11 

0.14 

0.015 

0.50 

0.42 


Jadeed Phalsawata 

0810000301288400 

2.380 

Fresh 

Morel 

Command 

Older Alluvium 

2.380 

1.22 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.27 

0.25 

0.04 

0.010 

0.57 

0.62 


Jastana 

0810000401300700 

15.283 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.567 

0.95 

0.020 

0.02 

0.00 

0.00 

0.00 

0.09 

-0.02 

-0.02 

0.07 

0.010 

0.09 

0.10 






Morel 

Command 

Older Alluvium 

7.362 

0.95 

0.090 

0.09 

0.01 

0.00 

0.00 

0.00 

0.71 

0.62 

0.34 

0.030 

0.25 

0.29 







Command 

Phyllite & Schist 

5.353 

0.95 

0.020 

0.04 

0.01 

0.00 

0.00 

0.09 

0.04 

0.03 

0.15 

0.021 

0.18 

0.21 


Jhanoon 

0810000401299800 

6.437 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.006 

1.22 

0.090 

0.04 

0.01 

0.00 

0.00 

0.00 

0.25 

0.30 

0.15 

0.008 

0.18 

0.15 







Non-command 

Phyllite & Schist 

4.431 

1.22 

0.020 

0.06 

0.01 

0.00 

0.00 

0.01 

0.15 

0.18 

0.21 

0.018 

0.39 

0.33 


Kalyanpura 

0811000501444600 

3.579 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.429 

0.87 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.16 

0.11 

0.19 

0.009 

0.20 

0.31 






Morel 

Command 

Older Alluvium 

2.150 

0.87 

0.100 

0.07 

0.01 

0.00 

0.00 

0.00 

0.25 

0.16 

0.26 

0.014 

0.30 

0.46 


Kankariya 

0811000501444300 

4.461 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.041 

0.40 

0.100 

0.11 

0.01 

0.00 

0.00 

0.05 

0.13 

0.07 

0.40 

0.013 

0.23 

0.41 






Morel 

Command 

Older Alluvium 

0.263 

0.40 

0.100 

0.01 

0.00 

0.00 

0.00 

0.05 

-0.03 

-0.02 

0.05 

0.002 

0.03 

0.05 


Kanloda 

0811000501444700 

2.626 

Fresh 

Morel 

Command 

Older Alluvium 

2.626 

0.94 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.27 

0.20 

0.13 

0.017 

0.51 

0.70 


Karel 

0810000301288100 

6.416 

Fresh 

Morel 

Command 

Older Alluvium 

6.416 

1.10 

0.090 

0.18 

0.03 

0.00 

0.00 

0.00 

0.78 

0.67 

0.68 

0.026 

0.54 

0.63 


Kasba Bonli 

0810000401301400 

19.363 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

17.607 

1.14 

0.020 

0.52 

0.04 

0.00 

0.00 

0.07 

0.81 

0.99 

1.08 

0.764 

0.52 

0.43 


Kazi Kundli 

0810000201286600 

3.262 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.029 

1.25 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Quartzite 

0.012 

1.25 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Morel 

Command 

Older Alluvium 

0.643 

1.25 

0.090 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.09 

0.14 

0.002 

0.11 

0.12 







Command 

Quartzite 

0.000 

1.25 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Keeratpura 

0810000301287700 

2.073 

Fresh 

Morel 

Command 

Older Alluvium 

2.073 

1.04 

0.090 

0.10 

0.01 

0.00 

0.00 

0.00 

0.28 

0.26 

0.39 

0.008 

0.54 

0.60 


Khatoli 

0810000301292400 

1.549 

Fresh 

Morel 

Command 

Limestone 

1.549 

1.27 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.06 

0.006 

0.60 

0.62 


Khemawas 

0811000501439400 

3.568 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.137 

-0.25 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.007 

0.19 

0.33 


Kherla 

0809000601243400 

12.083 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.792 

1.10 

0.120 

0.58 

0.09 

0.00 

0.00 

0.00 

2.05 

2.28 

2.29 

0.028 

0.58 

0.52 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Dewalda 

0811000501444400 

0.15 

0.02 

272.50 

0.02 

0.00 

0.03 

0.01 

0.14 

0.00 

0.0100 

- 

- 

0.005 

0.015 

0.017 

0.043 

0.002 

0.041 

0.114 

282.28 

Over Exploited 



0.15 

0.18 

15.90 

0.21 

0.01 

0.22 

0.04 

0.43 

0.02 

0.0400 

0.0084 

0.0101 

0.005 

0.064 

0.085 

0.310 

0.015 

0.294 

0.370 

125.78 

Over Exploited 

Dhanesra 

0810000401299900 

0.08 

0.14 

(27.75) 

0.11 

0.02 

0.13 

0.06 

0.61 

- 

0.0100 

- 

- 

0.023 

0.033 

0.033 

0.159 

0.008 

0.151 

0.103 

68.02 

Safe 

Dhorala 

0810000401297100 

0.16 

0.19 

60.08 

0.23 

0.03 

0.26 

0.04 

0.34 

0.02 

0.0400 

- 

- 

0.026 

0.066 

0.089 

0.350 

0.018 

0.333 

0.362 

108.91 

Over Exploited 



0.08 

0.00 

11,549.27 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.16 

0.09 

131.15 

0.10 

0.03 

0.13 

0.02 

0.23 

0.01 

0.0300 

0.0071 

0.0086 

0.026 

0.072 

0.082 

0.214 

0.011 

0.203 

0.241 

118.63 

Over Exploited 

Didwara 

0810000301289200 

0.16 

0.41 

25.11 

0.49 

0.01 

0.50 

0.06 

0.61 

- 

0.0400 

0.0152 

0.0146 

0.004 

0.073 

0.073 

0.577 

0.029 

0.548 

0.385 

70.37 

Semi Critical 

Diwara 

0810000301291900 

0.08 

0.14 

(20.07) 

0.11 

0.03 

0.14 

0.04 

0.48 

- 

0.0200 

- 

- 

0.032 

0.052 

0.052 

0.195 

0.010 

0.186 

0.233 

125.58 

Over Exploited 



0.08 

0.02 

65.87 

0.02 

0.02 

0.04 

0.01 

0.17 

- 

0.0100 

0.0037 

0.0045 

0.032 

0.050 

0.050 

0.092 

0.005 

0.087 

0.085 

96.95 

Critical 



0.08 

0.00 

(25,800.51) 

0.00 

0.02 

0.02 

0.00 

0.01 

- 

- 

0.0004 

0.0005 

0.032 

0.033 

0.033 

0.054 

0.003 

0.051 

0.006 

12.40 

Safe 

Donaycha 

0810000301293600 

0.08 

0.11 

51.05 

0.13 

0.02 

0.15 

0.04 

0.56 

- 

0.0500 

- 

- 

0.000 

0.050 

0.050 

0.200 

0.010 

0.190 

0.432 

227.23 

Over Exploited 



0.08 

0.00 

901.35 

0.00 

0.00 

0.00 

0.01 

0.10 

- 

0.0100 

0.0014 

0.0023 

0.000 

0.014 

0.014 

0.018 

0.001 

0.017 

0.082 

487.73 

Over Exploited 

Ebra 

0810000301294800 

0.16 

0.69 

45.32 

0.82 

0.02 

0.85 

0.05 

0.64 

- 

0.0500 

- 

- 

0.006 

0.056 

0.056 

0.904 

0.045 

0.858 

0.481 

56.05 

Safe 

Edalpur 

0809000601243600 

0.22 

0.01 

834.17 

0.02 

- 

0.02 

0.00 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.027 

0.001 

0.026 

0.123 

478.07 

Over Exploited 

Ekat 

0809000601249300 

0.22 

0.00 

16,388.05 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

0.024 

1,887.70 

Over Exploited 



0.22 

0.16 

259.64 

0.19 

0.01 

0.20 

0.01 

0.23 

- 

0.0400 

0.0516 

0.0827 

0.001 

0.175 

0.175 

0.377 

0.019 

0.358 

0.392 

109.39 

Over Exploited 

Gadota 

0810000401301100 

0.16 

0.27 

63.47 

0.33 

0.01 

0.34 

0.06 

0.63 

- 

0.0300 

- 

- 

0.004 

0.034 

0.034 

0.376 

0.019 

0.357 

0.281 

78.77 

Semi Critical 

Galad Kalan 

0810000401300100 

0.16 

0.29 

99.33 

0.35 

0.01 

0.36 

0.05 

0.52 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.392 

0.020 

0.373 

0.293 

78.71 

Semi Critical 



0.08 

0.01 

485.68 

0.01 

- 

0.01 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.039 

590.83 

Over Exploited 



0.08 

0.00 

156,317.27 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Galad Khurd 

0810000401301000 

0.16 

0.00 

2,956.42 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.011 

1,246.19 

Over Exploited 



0.08 

0.16 

(14.64) 

0.14 

0.01 

0.15 

0.06 

0.59 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.173 

0.009 

0.164 

0.171 

104.40 

Over Exploited 



0.08 

0.00 

########## 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

0.003 

0.003 

0.003 

0.004 

0.000 

0.004 

0.000 

0.30 

Safe 

Gambheera 

0810000301291100 

0.08 

0.01 

519.12 

0.01 

0.00 

0.01 

0.01 

0.11 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.021 

0.001 

0.020 

0.107 

544.86 

Over Exploited 



0.08 

0.02 

172.67 

0.03 

0.01 

0.04 

0.02 

0.20 

- 

0.0200 

0.0075 

0.0072 

0.002 

0.037 

0.037 

0.074 

0.004 

0.070 

0.197 

281.76 

Over Exploited 

Garhi Ka Gaon 

0809000601249600 

0.22 

0.00 

18,865.16 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ghata Nainwari 

0810000401296500 

0.16 

0.02 

552.16 

0.03 

0.02 

0.05 

0.01 

0.10 

0.00 

0.0200 

- 

- 

0.016 

0.036 

0.038 

0.086 

0.004 

0.082 

0.140 

171.79 

Over Exploited 

Gojari 

0810000301292200 

0.08 

0.00 

590.23 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.008 

310.43 

Over Exploited 



0.08 

0.00 

22,448.80 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gol 

0810000401299300 

0.08 

0.00 

45,201.49 

0.00 

- 

0.00 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.044 

329.98 

Over Exploited 

Gordhanpura 

0809000601244000 

0.22 

0.00 

4,102.68 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

15.22 

Safe 



0.22 

0.05 

256.64 

0.06 

0.00 

0.06 

0.01 

0.16 

- 

0.0100 

0.0242 

0.0389 

0.001 

0.074 

0.074 

0.136 

0.007 

0.129 

0.076 

58.66 

Safe 

Goth 

0810000201286400 

0.15 

0.98 

721,687.67 

1.18 

0.04 

1.22 

0.03 

0.40 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

1.328 

0.066 

1.262 

1.004 

79.59 

Semi Critical 



0.07 

0.14 

120.16 

0.17 

0.01 

0.18 

0.02 

0.22 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.200 

0.010 

0.190 

0.240 

126.48 

Over Exploited 

Gothra 

0810000401299400 

0.16 

0.00 

332,975.69 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.020 

28,080.23 

Over Exploited 



0.08 

0.00 

33,911.25 

0.00 

- 

0.00 

0.00 

0.04 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.031 

302.06 

Over Exploited 

Gotor 

0810000401296700 

0.16 

0.15 

75.49 

0.18 

0.02 

0.20 

0.02 

0.24 

0.02 

0.0200 

- 

- 

0.009 

0.029 

0.047 

0.243 

0.012 

0.230 

0.220 

95.38 

Critical 

Hanootya 

0810000401297700 

0.16 

0.19 

55.50 

0.23 

0.00 

0.23 

0.05 

0.48 

0.02 

- 

- 

- 

0.002 

0.002 

0.023 

0.253 

0.013 

0.240 

0.049 

20.47 

Safe 



0.08 

0.00 

181.20 

0.01 

0.00 

0.01 

0.01 

0.11 

0.00 

- 

- 

- 

0.001 

0.001 

0.002 

0.008 

0.000 

0.008 

0.009 

110.45 

Over Exploited 

Hanumatpur 

0810000401297600 

0.16 

0.00 

1,219.45 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.08 

0.03 

(16.96) 

0.02 

0.00 

0.03 

0.05 

0.53 

0.00 

- 

- 

- 

0.004 

0.004 

0.007 

0.032 

0.002 

0.031 

0.021 

67.69 

Safe 

Haroti 

0809000601249700 

0.22 

0.07 

886.60 

0.08 

0.01 

0.09 

0.01 

0.11 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.114 

0.006 

0.108 

0.175 

162.05 

Over Exploited 



0.06 

0.01 

637.65 

0.02 

- 

0.02 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.027 

0.001 

0.026 

0.056 

216.26 

Over Exploited 



0.06 

0.02 

521.82 

0.02 

- 

0.02 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.034 

0.002 

0.032 

0.057 

179.06 

Over Exploited 

Harsota 

0810000401303800 

0.08 

0.20 

(34.70) 

0.16 

0.01 

0.17 

0.05 

0.53 

- 

0.0100 

- 

- 

0.013 

0.023 

0.023 

0.195 

0.010 

0.185 

0.130 

69.90 

Safe 

Harsoti 

0810000401303700 

0.16 

0.01 

977.18 

0.01 

0.00 

0.01 

0.01 

0.08 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.009 

0.000 

0.009 

0.031 

354.83 

Over Exploited 



0.08 

0.15 

(24.85) 

0.12 

0.02 

0.14 

0.05 

0.55 

- 

0.0200 

- 

- 

0.016 

0.036 

0.036 

0.175 

0.009 

0.166 

0.159 

95.66 

Critical 

Jadeed Phalsawata 

0810000301288400 

0.16 

0.22 

14.94 

0.25 

- 

0.25 

0.06 

0.62 

- 

- 

0.0079 

0.0076 

- 

0.015 

0.015 

0.263 

0.013 

0.250 

0.046 

18.22 

Safe 

Jastana 

0810000401300700 

0.08 

0.02 

(218.52) 

0.01 

0.09 

0.11 

0.01 

0.10 

0.00 

0.0100 

- 

- 

0.140 

0.150 

0.152 

0.260 

0.013 

0.247 

0.082 

33.37 

Safe 



0.16 

0.30 

110.55 

0.35 

0.01 

0.37 

0.03 

0.28 

0.03 

0.0400 

0.0243 

0.0234 

0.006 

0.094 

0.128 

0.497 

0.025 

0.472 

0.366 

77.42 

Semi Critical 



0.08 

0.08 

(56.12) 

0.06 

0.10 

0.17 

0.02 

0.20 

0.01 

0.0200 

0.0177 

0.0170 

0.140 

0.195 

0.203 

0.369 

0.018 

0.351 

0.171 

48.88 

Safe 

Jhanoon 

0810000401299800 

0.16 

0.06 

426.17 

0.07 

0.01 

0.08 

0.02 

0.19 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.101 

0.005 

0.096 

0.162 

168.59 

Over Exploited 



0.08 

0.14 

29.38 

0.17 

0.02 

0.18 

0.04 

0.43 

- 

0.0200 

- 

- 

0.013 

0.033 

0.033 

0.217 

0.011 

0.206 

0.228 

110.33 

Over Exploited 

Kalyanpura 

0811000501444600 

0.15 

0.04 

147.85 

0.05 

0.01 

0.06 

0.02 

0.23 

0.01 

0.0200 

- 

- 

0.001 

0.022 

0.027 

0.089 

0.004 

0.085 

0.195 

229.79 

Over Exploited 



0.15 

0.10 

64.98 

0.12 

0.01 

0.13 

0.04 

0.34 

0.01 

0.0300 

0.0057 

0.0068 

0.001 

0.044 

0.055 

0.184 

0.009 

0.174 

0.275 

157.45 

Over Exploited 

Kankariya 

0811000501444300 

0.15 

0.07 

5.20 

0.07 

0.06 

0.13 

0.03 

0.26 

0.01 

0.0200 

- 

- 

0.074 

0.094 

0.102 

0.235 

0.012 

0.223 

0.417 

186.78 

Over Exploited 



0.15 

0.00 

(1,475.71) 

0.00 

0.05 

0.05 

0.00 

0.03 

0.00 

- 

0.0003 

0.0004 

0.074 

0.074 

0.074 

0.124 

0.006 

0.118 

0.056 

47.12 

Safe 

Kanloda 

0811000501444700 

0.15 

0.20 

(0.16) 

0.20 

0.01 

0.21 

0.06 

0.57 

0.02 

0.0200 

0.0087 

0.0083 

0.001 

0.039 

0.062 

0.272 

0.014 

0.258 

0.151 

58.36 

Safe 

Karel 

0810000301288100 

0.16 

0.56 

20.86 

0.67 

0.03 

0.70 

0.06 

0.60 

- 

0.0800 

0.0212 

0.0204 

0.003 

0.124 

0.124 

0.825 

0.041 

0.784 

0.708 

90.26 

Critical 

Kasba Bonli 

0810000401301400 

0.08 

0.74 

34.73 

0.88 

0.11 

1.00 

0.06 

0.58 

- 

0.2000 

- 

- 

0.112 

0.312 

0.312 

1.310 

0.065 

1.244 

1.844 

148.21 

Over Exploited 

Kazi Kundli 

0810000201286600 

0.15 

0.00 

9,495.80 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

5.22 

Safe 



0.06 

0.00 

(220,614.38) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.010 

0.001 

0.010 

0.000 

0.48 

Safe 



0.15 

0.01 

759.57 

0.01 

0.01 

0.02 

0.01 

0.12 

- 

0.0300 

0.0025 

0.0031 

0.001 

0.037 

0.037 

0.061 

0.003 

0.058 

0.146 

253.16 

Over Exploited 



0.06 

0.00 

########## 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

0.006 

0.006 

0.006 

0.010 

0.001 

0.010 

0.000 

0.00 

Safe 

Keeratpura 

0810000301287700 

0.16 

0.18 

42.82 

0.21 

0.01 

0.22 

0.06 

0.60 

- 

0.0400 

0.0068 

0.0066 

0.000 

0.054 

0.054 

0.278 

0.014 

0.264 

0.394 

149.15 

Over Exploited 

Khatoli 

0810000301292400 

0.08 

0.07 

(22.84) 

0.06 

- 

0.06 

0.06 

0.65 

- 

0.0100 

0.0041 

0.0049 

- 

0.019 

0.019 

0.078 

0.004 

0.074 

0.062 

83.86 

Semi Critical 

Khemawas 

0811000501439400 

0.15 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.032 

0.003 

0.029 

0.115 

402.16 

Over Exploited 

Kherla 

0809000601243400 

0.22 

1.49 

52.91 

1.79 

0.09 

1.89 

0.04 

0.62 

- 

0.2600 

- 

- 

0.006 

0.266 

0.266 

2.152 

0.108 

2.044 

2.322 

113.60 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 







Non-command 

Limestone 

0.000 

1.10 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khirkhari 

0810000401299500 

7.553 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.061 

1.24 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.16 

0.02 

0.004 

0.08 

0.07 







Non-command 

Phyllite & Schist 

5.758 

1.24 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.20 

0.07 

0.023 

0.44 

0.36 


Khirni 

0810000301290500 

27.323 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.016 

1.02 

0.090 

0.50 

0.07 

0.00 

0.00 

0.00 

1.43 

1.55 

1.94 

0.044 

0.23 

0.22 







Non-command 

Phyllite & Schist 

5.426 

1.02 

0.020 

0.16 

0.02 

0.00 

0.00 

0.01 

0.24 

0.26 

0.59 

0.022 

0.11 

0.11 






Dheel 

Command 

Older Alluvium 

0.117 

1.02 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.00 

0.00 


Khohri 

0810000301288700 

1.943 

Fresh 

Morel 

Command 

Older Alluvium 

1.674 

1.24 

0.090 

0.10 

0.02 

0.00 

0.00 

0.00 

0.27 

0.25 

0.40 

0.007 

0.49 

0.53 







Command 

Limestone 

0.251 

1.24 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.001 

0.07 

0.08 


Khurra 

0811000501443400 

4.559 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.040 

1.04 

0.100 

0.00 

0.00 

0.00 

0.00 

0.02 

-0.01 

-0.01 

0.00 

0.000 

0.00 

0.01 


Kishanpura 

0811000501441700 

2.079 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.079 

-0.19 

0.100 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.61 

0.013 

0.55 

1.00 


Kishorpura 

0811000501443500 

8.156 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.234 

1.00 

0.100 

0.11 

0.01 

0.00 

0.00 

0.02 

0.60 

0.39 

0.38 

0.033 

0.34 

0.52 


Kodyai 

0810000401300000 

15.865 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

15.865 

1.16 

0.020 

0.16 

0.02 

0.00 

0.00 

0.04 

0.47 

0.54 

0.57 

0.064 

0.56 

0.48 


Kothali 

0810000301294000 

5.499 

Fresh 

Non-command 

Non-command 

Quartzite 

0.135 

1.49 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.01 

0.01 







Non-command 

Limestone 

2.849 

1.49 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.12 

0.13 

0.20 

0.011 

0.31 

0.29 






Dheel 

Command 

Limestone 

2.515 

1.49 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.11 

0.12 

0.18 

0.010 

0.28 

0.26 


Kundli Nadi 

0810000301292100 

9.441 

Fresh 

Dheel 

Command 

Phyllite & Schist 

0.027 

1.47 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Limestone 

0.024 

1.47 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kushalpura 

0810000401298200 

4.630 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.132 

1.28 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.02 

0.01 


Kuwagaon 

0810000401298300 

3.548 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.367 

1.27 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.03 

0.001 

0.06 

0.05 


Lakhanpur 

0810000201285900 

0.780 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.766 

1.17 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.05 

0.003 

0.53 

0.68 






Morel 

Command 

Older Alluvium 

0.014 

1.17 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 



0810000401299100 

5.577 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.137 

1.23 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 


Larota 

0810000401300900 

6.853 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.214 

1.43 

0.090 

0.05 

0.01 

0.00 

0.00 

0.01 

0.83 

0.89 

0.15 

0.025 

0.51 

0.47 






Morel 

Command 

Older Alluvium 

0.639 

1.43 

0.090 

0.01 

0.00 

0.00 

0.00 

0.01 

0.08 

0.09 

0.02 

0.003 

0.05 

0.05 


Madhopura 

0810000201283400 

1.813 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.638 

1.07 

0.090 

0.03 

0.00 

0.00 

0.00 

0.01 

0.17 

0.13 

0.10 

0.006 

0.48 

0.64 






Morel 

Command 

Older Alluvium 

0.175 

1.07 

0.090 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.001 

0.05 

0.07 


Mahariya 

0811000501443700 

7.419 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.419 

0.89 

0.100 

0.20 

0.03 

0.00 

0.00 

0.03 

0.80 

0.49 

0.76 

0.047 

0.52 

0.85 


Mahrawand 

0810000201283300 

2.070 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.070 

1.03 

0.090 

0.09 

0.01 

0.00 

0.00 

0.01 

0.26 

0.19 

0.34 

0.008 

0.53 

0.74 


Maidpura 

0810000301290400 

7.580 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.580 

1.17 

0.090 

0.09 

0.01 

0.00 

0.00 

0.00 

0.87 

0.98 

0.31 

0.030 

0.57 

0.51 


Maksoodanpura 

0810000301294600 

5.123 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.494 

1.38 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.13 

0.002 

0.06 

0.05 







Non-command 

Limestone 

4.629 

1.38 

0.020 

0.19 

0.03 

0.00 

0.00 

0.00 

0.29 

0.31 

0.75 

0.019 

0.54 

0.50 


Malarna Chaur 

0810000301289400 

20.434 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.398 

1.19 

0.090 

0.06 

0.01 

0.00 

0.00 

0.13 

0.29 

0.28 

0.22 

0.014 

0.09 

0.09 







Non-command 

Phyllite & Schist 

1.291 

1.19 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.05 

0.005 

0.03 

0.04 






Morel 

Command 

Older Alluvium 

15.744 

1.19 

0.090 

0.28 

0.04 

0.00 

0.00 

0.13 

1.80 

1.76 

1.04 

0.063 

0.43 

0.43 


Malarna Doongar 

0810000301291800 

20.930 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.051 

1.29 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 







Non-command 

Phyllite & Schist 

0.052 

1.29 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Limestone 

7.801 

1.29 

0.020 

0.12 

0.02 

0.00 

0.00 

0.00 

0.30 

0.29 

0.43 

0.031 

0.22 

0.23 






Morel 

Command 

Older Alluvium 

0.013 

1.29 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Phyllite & Schist 

0.247 

1.29 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.01 







Command 

Limestone 

12.555 

1.29 

0.020 

0.19 

0.03 

0.00 

0.00 

0.00 

0.48 

0.47 

0.70 

0.050 

0.35 

0.36 


Mamdoli 

0810000401301200 

7.891 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.408 

1.17 

0.090 

0.06 

0.01 

0.00 

0.00 

0.00 

0.41 

0.48 

0.23 

0.014 

0.25 

0.21 







Non-command 

Phyllite & Schist 

4.483 

1.17 

0.020 

0.05 

0.01 

0.00 

0.00 

0.01 

0.13 

0.16 

0.19 

0.018 

0.32 

0.27 


Mandawari 

0811000501443300 

12.098 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.586 

0.91 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.13 

0.004 

0.03 

0.04 


Manoli 

0810000301288800 

6.366 

Fresh 

Morel 

Command 

Older Alluvium 

1.286 

1.20 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.15 

0.09 

0.005 

0.12 

0.12 







Command 

Phyllite & Schist 

3.488 

1.20 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.12 

0.12 

0.17 

0.014 

0.32 

0.33 







Command 

Limestone 

1.576 

1.20 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.07 

0.006 

0.14 

0.15 


Marmathpura 

0810000401297000 

2.312 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.001 

0.70 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Morel 

Command 

Older Alluvium 

2.311 

0.70 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.11 

0.06 

0.009 

0.50 

0.78 


Meena Theekri 

0810000201284100 

3.952 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.914 

1.07 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.21 

0.18 

0.10 

0.007 

0.27 

0.32 






Morel 

Command 

Older Alluvium 

1.475 

1.07 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.14 

0.07 

0.006 

0.21 

0.25 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.033 

1.07 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Miskinpura 

0810000401297300 

4.467 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.467 

1.04 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.11 

0.12 

0.08 

0.018 

0.53 

0.52 


Mohammadpura 

0810000301289000 

2.131 

Fresh 

Morel 

Command 

Older Alluvium 

2.131 

1.17 

0.090 

0.05 

0.01 

0.00 

0.00 

0.00 

0.26 

0.25 

0.20 

0.009 

0.57 

0.60 


Morpa 

0810000201286500 

10.815 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.376 

1.24 

0.090 

0.24 

0.04 

0.00 

0.00 

0.00 

0.91 

0.88 

0.94 

0.024 

0.34 

0.36 







Non-command 

Quartzite 

0.001 

1.24 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Morel 

Command 

Older Alluvium 

1.754 

1.24 

0.090 

0.07 

0.01 

0.00 

0.00 

0.00 

0.26 

0.25 

0.26 

0.007 

0.09 

0.10 







Command 

Quartzite 

0.002 

1.24 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nananwas 

0810000201287100 

10.178 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.766 

1.14 

0.090 

0.06 

0.01 

0.00 

0.00 

0.00 

0.23 

0.24 

0.22 

0.007 

0.10 

0.10 


Neemod 

0810000301287900 

5.561 

Fresh 

Morel 

Command 

Older Alluvium 

5.561 

0.98 

0.090 

0.15 

0.02 

0.00 

0.00 

0.00 

0.62 

0.52 

0.55 

0.022 

0.53 

0.64 


Neemoda 

0809000601243500 

22.542 

Fresh 

Non-command 

Non-command 

Older Alluvium 

15.592 

0.91 

0.120 

0.25 

0.04 

0.00 

0.00 

0.00 

1.92 

2.26 

0.96 

0.038 

0.41 

0.35 






Kalisil 

Command 

Older Alluvium 

1.976 

0.91 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.25 

0.29 

0.12 

0.005 

0.05 

0.04 


Paniyala 

0810000301294700 

3.097 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.097 

1.32 

0.090 

0.22 

0.03 

0.00 

0.00 

0.00 

0.56 

0.59 

0.84 

0.012 

0.59 

0.56 


Pardampura 

0809000601249500 

4.677 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.904 

1.34 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.19 

0.05 

0.002 

0.11 

0.09 







Non-command 

Quartzite 

0.032 

1.34 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Limestone 

0.106 

1.34 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Patti Sultanpura 

0811000501441800 

0.534 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.534 

-0.10 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.003 

0.55 

0.98 


Pattya 

0810000401299700 

1.155 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.149 

1.26 

0.090 

0.05 

0.01 

0.00 

0.00 

0.00 

0.17 

0.21 

0.21 

0.005 

0.57 

0.47 


Peelookhera Kalan 

0810000401296900 

4.691 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.523 

0.81 

0.090 

0.09 

0.01 

0.00 

0.00 

0.03 

0.38 

0.28 

0.35 

0.018 

0.49 

0.66 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khirkhari 

0810000401299500 

0.16 

0.01 

22,737.97 

0.01 

- 

0.01 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.015 

0.001 

0.014 

0.023 

164.28 

Over Exploited 



0.08 

0.20 

(0.91) 

0.20 

- 

0.20 

0.05 

0.48 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.210 

0.010 

0.199 

0.089 

44.72 

Safe 

Khirni 

0810000301290500 

0.16 

0.41 

276.83 

0.49 

0.07 

0.57 

0.02 

0.26 

- 

0.2200 

- 

- 

0.006 

0.226 

0.226 

0.794 

0.040 

0.754 

1.979 

262.54 

Over Exploited 



0.08 

0.05 

426.06 

0.06 

0.03 

0.09 

0.01 

0.13 

- 

0.0700 

- 

- 

0.011 

0.081 

0.081 

0.169 

0.008 

0.160 

0.615 

383.76 

Over Exploited 



0.16 

0.00 

14,984.27 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0006 

0.0006 

0.006 

0.007 

0.007 

0.012 

0.001 

0.011 

0.019 

176.18 

Over Exploited 

Khohri 

0810000301288700 

0.16 

0.13 

89.20 

0.16 

0.02 

0.18 

0.05 

0.54 

- 

0.0500 

0.0044 

0.0053 

- 

0.060 

0.060 

0.239 

0.012 

0.227 

0.411 

181.21 

Over Exploited 



0.08 

0.00 

917.72 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

0.0007 

0.0008 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

0.039 

1,247.24 

Over Exploited 

Khurra 

0811000501443400 

0.15 

0.00 

(32,665.17) 

0.00 

0.02 

0.02 

0.00 

0.01 

- 

- 

- 

- 

0.026 

0.026 

0.026 

0.043 

0.002 

0.041 

0.000 

0.62 

Safe 

Kishanpura 

0811000501441700 

0.15 

0.17 

- 

0.17 

0.01 

0.18 

0.06 

0.61 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.203 

0.020 

0.182 

0.618 

339.15 

Over Exploited 

Kishorpura 

0811000501443500 

0.15 

0.27 

47.58 

0.32 

0.03 

0.35 

0.04 

0.38 

- 

0.0400 

- 

- 

0.031 

0.071 

0.071 

0.422 

0.021 

0.401 

0.411 

102.52 

Over Exploited 

Kodyai 

0810000401300000 

0.08 

0.71 

(23.41) 

0.57 

0.06 

0.63 

0.06 

0.62 

- 

0.0600 

- 

- 

0.058 

0.118 

0.118 

0.745 

0.037 

0.707 

0.634 

89.58 

Semi Critical 

Kothali 

0810000301294000 

0.06 

0.00 

1,662.21 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.020 

14,383.51 

Over Exploited 



0.08 

0.07 

84.83 

0.09 

0.01 

0.10 

0.03 

0.34 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.119 

0.006 

0.113 

0.214 

189.67 

Over Exploited 



0.08 

0.06 

118.02 

0.07 

0.01 

0.08 

0.02 

0.30 

- 

0.0200 

0.0077 

0.0124 

0.002 

0.042 

0.042 

0.120 

0.006 

0.114 

0.192 

167.96 

Over Exploited 

Kundli Nadi 

0810000301292100 

0.08 

0.00 

18,676.92 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

20,256.31 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kushalpura 

0810000401298200 

0.16 

0.00 

576,744.94 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

4,689.22 

Over Exploited 

Kuwagaon 

0810000401298300 

0.16 

0.00 

56,841.17 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.030 

1,062.00 

Over Exploited 

Lakhanpur 

0810000201285900 

0.15 

0.06 

15.91 

0.07 

- 

0.07 

0.06 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.081 

0.004 

0.076 

0.051 

66.58 

Safe 



0.15 

0.00 

5,760.66 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 


0810000401299100 

0.08 

0.00 

43,805.87 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.013 

7,704.15 

Over Exploited 

Larota 

0810000401300900 

0.16 

0.51 

76.49 

0.61 

0.02 

0.63 

0.05 

0.56 

- 

0.0300 

- 

- 

0.014 

0.044 

0.044 

0.671 

0.034 

0.638 

0.179 

28.05 

Safe 



0.16 

0.01 

1,565.05 

0.01 

0.01 

0.02 

0.01 

0.06 

- 

- 

0.0021 

0.0020 

0.014 

0.018 

0.018 

0.034 

0.002 

0.032 

0.022 

66.46 

Safe 

Madhopura 

0810000201283400 

0.15 

0.12 

10.04 

0.13 

0.01 

0.14 

0.05 

0.53 

- 

0.0200 

- 

- 

0.021 

0.041 

0.041 

0.184 

0.009 

0.175 

0.102 

58.45 

Safe 



0.15 

0.00 

64.55 

0.00 

0.01 

0.02 

0.01 

0.06 

- 

- 

0.0006 

0.0006 

0.021 

0.022 

0.022 

0.038 

0.002 

0.036 

0.001 

1.87 

Safe 

Mahariya 

0811000501443700 

0.15 

0.57 

(15.53) 

0.49 

0.06 

0.54 

0.06 

0.57 

0.07 

0.0900 

- 

- 

0.041 

0.131 

0.196 

0.739 

0.037 

0.702 

0.803 

114.49 

Over Exploited 

Mahrawand 

0810000201283300 

0.15 

0.16 

13.78 

0.19 

0.02 

0.21 

0.06 

0.59 

- 

0.0600 

- 

- 

0.016 

0.076 

0.076 

0.283 

0.014 

0.269 

0.344 

127.76 

Over Exploited 

Maidpura 

0810000301290400 

0.16 

0.69 

41.16 

0.83 

0.01 

0.84 

0.06 

0.63 

- 

0.0600 

- 

- 

0.006 

0.066 

0.066 

0.909 

0.045 

0.864 

0.337 

39.06 

Safe 

Maksoodanpura 

0810000301294600 

0.16 

0.00 

2,047.11 

0.01 

- 

0.01 

0.00 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.015 

0.129 

877.88 

Over Exploited 



0.08 

0.20 

53.80 

0.24 

0.03 

0.27 

0.04 

0.58 

- 

0.0800 

- 

- 

0.001 

0.081 

0.081 

0.351 

0.018 

0.334 

0.767 

229.67 

Over Exploited 

Malarna Chaur 

0810000301289400 

0.16 

0.05 

461.91 

0.06 

0.14 

0.20 

0.01 

0.10 

- 

0.0200 

- 

- 

0.191 

0.211 

0.211 

0.409 

0.020 

0.388 

0.235 

60.46 

Safe 



0.08 

0.00 

1,209.90 

0.00 

0.00 

0.01 

0.00 

0.04 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.020 

0.001 

0.019 

0.059 

304.18 

Over Exploited 



0.16 

1.07 

64.31 

1.29 

0.17 

1.46 

0.05 

0.47 

- 

0.1200 

0.0520 

0.0500 

0.191 

0.413 

0.413 

1.869 

0.093 

1.775 

1.100 

61.97 

Safe 

Malarna Doongar 

0810000301291800 

0.16 

0.00 

49,173.70 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

21,507.38 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.14 

112.61 

0.16 

0.02 

0.18 

0.02 

0.24 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.234 

0.012 

0.223 

0.463 

208.19 

Over Exploited 



0.16 

0.00 

188,762.65 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

4,416.79 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0007 

0.0008 

- 

0.001 

0.001 

0.002 

0.000 

0.001 

0.013 

873.94 

Over Exploited 



0.08 

0.35 

31.86 

0.43 

0.03 

0.46 

0.03 

0.39 

- 

0.0800 

0.0332 

0.0399 

- 

0.153 

0.153 

0.609 

0.030 

0.578 

0.746 

129.10 

Over Exploited 

Mamdoli 

0810000401301200 

0.16 

0.13 

260.93 

0.16 

0.01 

0.17 

0.03 

0.27 

- 

0.0300 

- 

- 

0.004 

0.035 

0.035 

0.208 

0.010 

0.198 

0.244 

123.03 

Over Exploited 



0.08 

0.12 

35.84 

0.14 

0.02 

0.16 

0.03 

0.36 

- 

0.0200 

- 

- 

0.019 

0.039 

0.039 

0.201 

0.010 

0.191 

0.210 

110.06 

Over Exploited 

Mandawari 

0811000501443300 

0.15 

0.00 

2,276.12 

0.00 

0.00 

0.01 

0.00 

0.03 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.021 

0.001 

0.020 

0.130 

658.83 

Over Exploited 

Manoli 

0810000301288800 

0.16 

0.02 

528.34 

0.03 

- 

0.03 

0.01 

0.13 

- 

0.0100 

0.0034 

0.0041 

- 

0.018 

0.018 

0.046 

0.002 

0.044 

0.098 

223.54 

Over Exploited 



0.08 

0.09 

33.19 

0.11 

0.01 

0.12 

0.03 

0.35 

- 

0.0200 

0.0092 

0.0111 

- 

0.040 

0.040 

0.156 

0.008 

0.148 

0.187 

126.26 

Over Exploited 



0.08 

0.02 

205.09 

0.02 

- 

0.02 

0.01 

0.16 

- 

0.0100 

0.0042 

0.0050 

- 

0.019 

0.019 

0.041 

0.002 

0.039 

0.079 

204.88 

Over Exploited 

Marmathpura 

0810000401297000 

0.16 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.16 

0.19 

(42.89) 

0.15 

- 

0.15 

0.06 

0.56 

0.02 

0.0100 

0.0046 

0.0073 

- 

0.022 

0.044 

0.193 

0.010 

0.183 

0.067 

36.74 

Safe 

Meena Theekri 

0810000201284100 

0.15 

0.08 

131.60 

0.09 

- 

0.09 

0.03 

0.30 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.114 

0.006 

0.108 

0.103 

95.29 

Critical 



0.15 

0.05 

194.93 

0.06 

- 

0.06 

0.02 

0.23 

- 

0.0100 

0.0049 

0.0047 

- 

0.020 

0.020 

0.075 

0.004 

0.072 

0.078 

108.26 

Over Exploited 



0.15 

0.00 

11,227.65 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Miskinpura 

0810000401297300 

0.08 

0.19 

(37.98) 

0.15 

0.01 

0.16 

0.06 

0.59 

0.02 

0.0100 

- 

- 

0.013 

0.023 

0.044 

0.204 

0.010 

0.194 

0.102 

52.59 

Safe 

Mohammadpura 

0810000301289000 

0.16 

0.19 

28.14 

0.23 

0.01 

0.24 

0.06 

0.62 

- 

0.0200 

0.0056 

0.0068 

0.001 

0.034 

0.034 

0.276 

0.014 

0.263 

0.212 

80.55 

Semi Critical 

Morpa 

0810000201286500 

0.15 

0.33 

168.41 

0.39 

0.04 

0.43 

0.03 

0.37 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

0.542 

0.027 

0.515 

0.960 

186.51 

Over Exploited 



0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.02 

895.23 

0.03 

0.01 

0.04 

0.01 

0.10 

- 

0.0300 

0.0058 

0.0056 

- 

0.041 

0.041 

0.081 

0.004 

0.077 

0.271 

351.53 

Over Exploited 



0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nananwas 

0810000201287100 

0.15 

0.03 

785.13 

0.03 

0.01 

0.04 

0.01 

0.11 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.062 

0.003 

0.059 

0.223 

375.21 

Over Exploited 

Neemod 

0810000301287900 

0.16 

0.47 

9.77 

0.52 

0.02 

0.54 

0.06 

0.59 

- 

0.0600 

0.0184 

0.0177 

0.001 

0.097 

0.097 

0.639 

0.032 

0.607 

0.574 

94.65 

Critical 

Neemoda 

0809000601243500 

0.22 

1.39 

62.01 

1.67 

0.04 

1.71 

0.03 

0.44 

- 

0.1100 

- 

- 

0.001 

0.111 

0.111 

1.824 

0.091 

1.733 

0.998 

57.56 

Safe 



0.22 

0.02 

1,192.27 

0.03 

0.00 

0.03 

0.00 

0.06 

- 

0.0100 

0.0407 

0.0490 

0.001 

0.101 

0.101 

0.129 

0.006 

0.122 

0.125 

102.13 

Over Exploited 

Paniyala 

0810000301294700 

0.16 

0.29 

100.89 

0.35 

0.03 

0.38 

0.05 

0.64 

- 

0.0900 

- 

- 

0.002 

0.092 

0.092 

0.475 

0.024 

0.451 

0.856 

189.74 

Over Exploited 

Pardampura 

0809000601249500 

0.22 

0.02 

745.42 

0.03 

- 

0.03 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.037 

0.002 

0.035 

0.050 

142.28 

Over Exploited 



0.06 

0.00 

13,819.56 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

4,121.72 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Patti Sultanpura 

0811000501441800 

0.15 

0.04 

- 

0.04 

- 

0.04 

0.06 

0.61 

- 

- 

- 

- 

- 

- 

- 

0.044 

0.004 

0.040 

0.057 

145.06 

Over Exploited 

Pattya 

0810000401299700 

0.16 

0.10 

97.40 

0.13 

0.01 

0.14 

0.06 

0.63 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.155 

0.008 

0.147 

0.216 

146.21 

Over Exploited 

Peelookhera Kalan 

0810000401296900 

0.16 

0.35 

(19.17) 

0.28 

0.04 

0.32 

0.06 

0.54 

0.04 

0.0400 

- 

- 

0.040 

0.080 

0.121 

0.442 

0.022 

0.420 

0.364 

86.73 

Semi Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 






Morel 

Command 

Older Alluvium 

0.167 

0.81 

0.090 

0.00 

0.00 

0.00 

0.00 

0.03 

-0.01 

-0.01 

0.01 

0.001 

0.02 

0.02 


Peelookhera Khurd 

0810000401296800 

8.873 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.655 

0.38 

0.090 

0.01 

0.00 

0.00 

0.00 

0.13 

-0.07 

-0.04 

0.04 

0.007 

0.09 

0.15 






Morel 

Command 

Older Alluvium 

0.979 

0.38 

0.090 

0.01 

0.00 

0.00 

0.00 

0.13 

-0.09 

-0.05 

0.02 

0.004 

0.06 

0.09 


Peelwa Nadi 

0810000301293700 

2.110 

Fresh 

Dheel 

Command 

Limestone 

0.688 

1.40 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.07 

0.07 

0.25 

0.003 

0.20 

0.20 


Peepalda 

0810000401297200 

20.819 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.556 

0.98 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.02 

0.002 

0.01 

0.02 







Non-command 

Phyllite & Schist 

13.257 

0.98 

0.020 

0.10 

0.01 

0.00 

0.00 

0.02 

0.33 

0.29 

0.32 

0.053 

0.33 

0.37 






Morel 

Command 

Older Alluvium 

2.466 

0.98 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.25 

0.22 

0.10 

0.010 

0.06 

0.07 







Command 

Phyllite & Schist 

4.540 

0.98 

0.020 

0.03 

0.00 

0.00 

0.00 

0.02 

0.10 

0.09 

0.11 

0.018 

0.11 

0.13 


Peepalwara Nadi 

0810000301293100 

3.522 

Fresh 

Non-command 

Non-command 

Limestone 

1.016 

1.37 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.04 

0.004 

0.18 

0.18 






Morel 

Command 

Limestone 

0.152 

1.37 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.03 

0.03 






Dheel 

Command 

Limestone 

0.263 

1.37 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.05 

0.05 


Phalsawata 

0810000301288300 

5.639 

Fresh 

Morel 

Command 

Older Alluvium 

5.639 

1.18 

0.090 

0.17 

0.02 

0.00 

0.00 

0.00 

0.75 

0.67 

0.66 

0.023 

0.56 

0.62 


Pooneta 

0810000401303500 

5.152 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.405 

1.03 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.18 

0.08 

0.006 

0.16 

0.13 







Non-command 

Phyllite & Schist 

3.747 

1.03 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.11 

0.14 

0.13 

0.015 

0.42 

0.35 


Pura Gulabsingh 

0810000401297500 

2.365 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.365 

1.04 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.05 

0.009 

0.52 

0.52 


Pura Panesingh 

0810000401297400 

3.677 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.677 

1.07 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.04 

0.015 

0.53 

0.50 


Qila Bonli 

0810000401301500 

4.071 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.039 

1.22 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.07 

0.09 

0.04 

0.012 

0.43 

0.35 


Raghuwanti 

0810000301294300 

6.238 

Fresh 

Non-command 

Non-command 

Quartzite 

1.767 

1.57 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.07 

0.07 

0.18 

0.007 

0.17 

0.15 







Non-command 

Limestone 

4.418 

1.57 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.22 

0.24 

0.35 

0.018 

0.43 

0.39 






Dheel 

Command 

Limestone 

0.043 

1.57 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Raipura 

0811000501445100 

2.804 

Fresh 

Morel 

Command 

Older Alluvium 

2.804 

0.94 

0.100 

0.12 

0.02 

0.00 

0.00 

0.01 

0.35 

0.25 

0.46 

0.018 

0.51 

0.72 


Ramri 

0810000301289100 

1.294 

Fresh 

Morel 

Command 

Older Alluvium 

1.294 

1.15 

0.090 

0.04 

0.01 

0.00 

0.00 

0.00 

0.16 

0.15 

0.17 

0.005 

0.56 

0.60 


Ramsinghpura 

0810000201284200 

3.157 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.445 

0.93 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.002 

0.08 

0.09 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.607 

0.93 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.00 

0.002 

0.11 

0.13 


Rasoolpura 

0810000301289800 

1.849 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.849 

0.74 

0.020 

0.04 

0.01 

0.00 

0.00 

0.01 

0.05 

0.05 

0.15 

0.007 

0.58 

0.58 


Rasoolpura Chak No.l 

0810000301291300 

0.321 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.321 

0.74 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.59 

0.61 


Rasoolpura Chak No.2 

0810000301291200 

0.534 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.534 

0.72 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.07 

0.002 

0.59 

0.60 


Rasoolpura Chak No.3 

0810000301290100 

0.842 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.842 

1.22 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.003 

0.57 

0.55 


Rawasa 

0810000401301600 

7.653 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.190 

0.75 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 


Samrathpura 

0810000301288200 

1.535 

Fresh 

Morel 

Command 

Older Alluvium 

1.535 

1.13 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.15 

0.03 

0.006 

0.55 

0.62 


Sancholi 

0810000201283500 

6.186 

Fresh 

Morel 

Command 

Older Alluvium 

6.186 

0.98 

0.090 

0.33 

0.05 

0.00 

0.00 

0.00 

0.83 

0.62 

1.30 

0.024 

0.52 

0.69 


Sangarwasa 

0810000301292300 

4.423 

Fresh 

Non-command 

Non-command 

Limestone 

1.374 

1.39 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.07 

0.006 

0.19 

0.20 






Morel 

Command 

Limestone 

0.301 

1.39 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.04 

0.04 






Dheel 

Command 

Limestone 

0.135 

1.39 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.02 


Sankra 

0810000301294900 

11.685 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.611 

1.41 

0.090 

0.49 

0.07 

0.00 

0.00 

0.00 

1.51 

1.75 

1.93 

0.035 

0.44 

0.38 







Non-command 

Limestone 

3.060 

1.41 

0.020 

0.11 

0.02 

0.00 

0.00 

0.00 

0.18 

0.20 

0.44 

0.012 

0.15 

0.13 


Sarwari 

0810000401303200 

7.212 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.294 

0.55 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.005 

0.10 

0.09 


Sesa 

0810000301292000 

9.346 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.015 

0.90 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.12 

0.008 

0.13 

0.13 







Non-command 

Limestone 

4.143 

0.90 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.12 

0.12 

0.22 

0.017 

0.26 

0.28 






Dheel 

Command 

Phyllite & Schist 

0.080 

0.90 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 







Command 

Limestone 

1.846 

0.90 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.10 

0.007 

0.12 

0.12 


Shahpura 

0811000501439600 

1.539 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.991 

-0.18 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.006 

0.38 

0.65 



0810000401300500 

2.576 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.046 

1.01 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Morel 

Command 

Older Alluvium 

2.530 

1.01 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.23 

0.04 

0.010 

0.53 

0.56 


Shri Kishanpura 

0810000301291700 

2.115 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.500 

1.05 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.006 

0.41 

0.43 







Non-command 

Limestone 

0.075 

1.05 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 






Morel 

Command 

Phyllite & Schist 

0.540 

1.05 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.15 

0.15 


Shri Kishanpura Chak No.l 

0810000301291500 

1.664 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.664 

0.85 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.007 

0.58 

0.59 


Shri Kishanpura Chak No.2 

0810000301291600 

0.493 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.493 

0.93 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.002 

0.58 

0.60 


Shripura 

0810000301288900 

4.904 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.361 

1.16 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.001 

0.04 

0.04 







Non-command 

Phyllite & Schist 

0.379 

1.16 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.04 

0.05 






Morel 

Command 

Older Alluvium 

2.714 

1.16 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.30 

0.29 

0.08 

0.011 

0.31 

0.33 







Command 

Phyllite & Schist 

1.451 

1.16 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.006 

0.17 

0.17 


Shyamoli 

0810000301294400 

5.627 

Fresh 

Non-command 

Non-command 

Quartzite 

0.537 

1.56 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.07 

0.002 

0.06 

0.05 







Non-command 

Limestone 

5.089 

1.56 

0.020 

0.12 

0.02 

0.00 

0.00 

0.00 

0.26 

0.30 

0.44 

0.020 

0.54 

0.47 


Shyampura Khurd 

0811000501443600 

3.335 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.335 

0.38 

0.100 

0.14 

0.01 

0.00 

0.00 

0.00 

0.26 

0.15 

0.53 

0.021 

0.53 

0.93 


Somawas 

0810000401298000 

1.654 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.368 

1.26 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.04 

0.001 

0.12 

0.11 


Sotoli 

0810000401303400 

1.528 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.528 

0.75 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.01 

0.006 

0.57 

0.47 


Sukhanandpura 

0810000201283600 

4.485 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.599 

1.09 

0.090 

0.01 

0.00 

0.00 

0.00 

0.01 

0.06 

0.04 

0.02 

0.002 

0.07 

0.09 






Morel 

Command 

Older Alluvium 

3.886 

1.09 

0.090 

0.06 

0.01 

0.00 

0.00 

0.01 

0.42 

0.31 

0.22 

0.015 

0.46 

0.60 


Sundarpur 

0811000501444200 

8.573 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.216 

-0.01 

0.100 

0.00 

0.00 

0.00 

0.00 

0.14 

0.00 

0.00 

0.01 

0.001 

0.01 

0.02 


Sundarpura 

0810000401300200 

3.952 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.364 

1.29 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.02 

0.001 

0.05 

0.05 







Non-command 

Phyllite & Schist 

1.370 

1.29 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.05 

0.005 

0.19 

0.18 






Morel 

Command 

Older Alluvium 

1.273 

1.29 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.18 

0.07 

0.005 

0.18 

0.17 







Command 

Phyllite & Schist 

0.944 

1.29 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.03 

0.004 

0.13 

0.12 


Sundri 

0810000201284000 

5.268 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.256 

1.07 

0.090 

0.05 

0.01 

0.00 

0.00 

0.02 

0.33 

0.26 

0.19 

0.012 

0.34 

0.42 






Morel 

Command 

Older Alluvium 

1.780 

1.07 

0.090 

0.03 

0.00 

0.00 

0.00 

0.02 

0.18 

0.14 

0.10 

0.007 

0.19 

0.23 


Suratpura 

0811000501441900 

5.813 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.720 

0.26 

0.100 

0.28 

0.01 

0.00 

0.00 

0.00 

0.39 

0.23 

1.07 

0.030 

0.44 

0.75 





Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.16 

0.00 

(2,298.24) 

0.00 

0.03 

0.03 

0.00 

0.02 

0.00 

- 

0.0003 

0.0005 

0.040 

0.041 

0.041 

0.068 

0.003 

0.064 

0.011 

16.63 

Safe 

Peelookhera Khurd 

081000040129680C 

0.16 

0.02 

(261.68) 

0.02 

0.13 

0.15 

0.01 

0.10 

0.00 

- 

- 

- 

0.199 

0.199 

0.202 

0.354 

0.018 

0.336 

0.045 

13.27 

Safe 



0.16 

0.01 

(722.35) 

0.01 

0.13 

0.14 

0.01 

0.06 

0.00 

- 

0.0019 

0.0031 

0.199 

0.204 

0.205 

0.344 

0.017 

0.327 

0.023 

7.01 

Safe 

Peelwa Nadi 

0810000301293700 

0.08 

0.01 

545.58 

0.01 

0.01 

0.02 

0.02 

0.22 

- 

0.0300 

0.0021 

0.0034 

- 

0.036 

0.036 

0.059 

0.003 

0.056 

0.255 

457.59 

Over Exploited 

Peepalda 

0810000401297200 

0.16 

0.00 

4,216.19 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.021 

1,389.07 

Over Exploited 



0.08 

0.35 

(15.44) 

0.29 

0.03 

0.32 

0.04 

0.37 

0.04 

0.0400 

- 

- 

0.031 

0.071 

0.111 

0.436 

0.022 

0.414 

0.377 

91.05 

Critical 



0.16 

0.02 

819.01 

0.03 

- 

0.03 

0.01 

0.07 

0.00 

0.0100 

0.0081 

0.0078 

- 

0.026 

0.029 

0.058 

0.003 

0.055 

0.106 

193.33 

Over Exploited 



0.08 

0.04 

115.19 

0.05 

0.02 

0.07 

0.01 

0.13 

0.00 

0.0100 

0.0150 

0.0144 

0.031 

0.071 

0.075 

0.145 

0.007 

0.138 

0.132 

96.06 

Critical 

Peepalwara Nadi 

0810000301293100 

0.08 

0.01 

150.34 

0.02 

0.00 

0.02 

0.02 

0.19 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.020 

0.001 

0.019 

0.048 

257.93 

Over Exploited 



0.08 

0.00 

864.77 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

0.0003 

0.0005 

0.001 

0.002 

0.002 

0.004 

0.000 

0.003 

0.007 

195.98 

Over Exploited 



0.08 

0.00 

542.25 

0.00 

0.00 

0.00 

0.00 

0.05 

- 

- 

0.0008 

0.0013 

0.001 

0.004 

0.004 

0.006 

0.000 

0.005 

0.007 

129.79 

Over Exploited 

Phalsawata 

0810000301288300 

0.16 

0.50 

33.03 

0.60 

0.02 

0.62 

0.06 

0.61 

- 

0.0700 

0.0186 

0.0179 

0.000 

0.107 

0.107 

0.731 

0.037 

0.694 

0.686 

98.73 

Critical 

Pooneta 

0810000401303500 

0.16 

0.04 

404.08 

0.04 

0.00 

0.05 

0.02 

0.17 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.060 

0.003 

0.057 

0.083 

144.25 

Over Exploited 



0.08 

0.12 

10.40 

0.14 

0.00 

0.14 

0.04 

0.46 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.155 

0.008 

0.147 

0.141 

95.93 

Critical 

Pura Gulabsingh 

0810000401297500 

0.08 

0.10 

(30.99) 

0.08 

0.00 

0.08 

0.06 

0.58 

0.01 

0.0100 

- 

- 

0.002 

0.012 

0.023 

0.103 

0.005 

0.098 

0.057 

58.96 

Safe 

Pura Panesingh 

0810000401297400 

0.08 

0.16 

(36.28) 

0.12 

0.00 

0.13 

0.06 

0.59 

0.02 

- 

- 

- 

0.006 

0.006 

0.024 

0.153 

0.008 

0.145 

0.057 

39.08 

Safe 

Qila Bonli 

0810000401301500 

0.08 

0.10 

(12.69) 

0.09 

0.01 

0.10 

0.05 

0.47 

- 

0.0100 

- 

- 

0.015 

0.025 

0.025 

0.126 

0.006 

0.120 

0.054 

45.10 

Safe 

Raghuwanti 

0810000301294300 

0.06 

0.02 

306.51 

0.02 

0.01 

0.03 

0.01 

0.18 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.055 

0.003 

0.052 

0.191 

365.97 

Over Exploited 



0.08 

0.15 

59.87 

0.18 

0.01 

0.19 

0.03 

0.46 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.232 

0.012 

0.221 

0.366 

165.61 

Over Exploited 



0.08 

0.00 

4,058.77 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0002 

0.0002 

0.001 

0.002 

0.002 

0.003 

0.000 

0.002 

0.000 

7.10 

Safe 

Raipura 

0811000501445100 

0.15 

0.21 

15.47 

0.25 

0.03 

0.28 

0.06 

0.57 

0.02 

0.0500 

0.0093 

0.0089 

0.020 

0.088 

0.113 

0.392 

0.020 

0.373 

0.482 

129.25 

Over Exploited 

Ramri 

0810000301289100 

0.16 

0.12 

30.90 

0.14 

0.01 

0.15 

0.06 

0.62 

- 

0.0200 

0.0043 

0.0041 

0.002 

0.030 

0.030 

0.181 

0.009 

0.172 

0.178 

103.69 

Over Exploited 

Ramsinghpura 

0810000201284200 

0.15 

0.01 

500.82 

0.01 

- 

0.01 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.006 

0.002 

27.39 

Safe 



0.15 

0.01 

341.54 

0.01 

- 

0.01 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.011 

0.002 

20.10 

Safe 

Rasoolpura 

0810000301289800 

0.08 

0.09 

(38.60) 

0.07 

0.02 

0.08 

0.06 

0.64 

- 

0.0200 

- 

- 

0.008 

0.028 

0.028 

0.112 

0.006 

0.106 

0.157 

148.61 

Over Exploited 

Rasoolpura Chak No.l 

0810000301291300 

0.08 

0.02 

(70.40) 

0.01 

- 

0.01 

0.06 

0.65 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.012 

0.001 

11.14 

Safe 

Rasoolpura Chak No.2 

0810000301291200 

0.08 

0.03 

6.46 

0.03 

0.00 

0.03 

0.06 

0.65 

- 

0.0100 

- 

- 

0.000 

0.011 

0.011 

0.038 

0.002 

0.036 

0.074 

207.43 

Over Exploited 

Rasoolpura Chak No.3 

0810000301290100 

0.08 

0.04 

(17.55) 

0.03 

- 

0.03 

0.06 

0.63 

- 

- 

- 

- 

- 

- 

- 

0.032 

0.002 

0.030 

0.021 

71.21 

Semi Critical 

Rawasa 

0810000401301600 

0.08 

0.00 

1,465.22 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

2,731.09 

Over Exploited 

Samrathpura 

0810000301288200 

0.16 

0.14 

8.75 

0.15 

0.00 

0.15 

0.06 

0.61 

- 

- 

0.0051 

0.0049 

0.001 

0.011 

0.011 

0.159 

0.008 

0.151 

0.035 

23.32 

Safe 

Sancholi 

0810000201283500 

0.15 

0.48 

28.42 

0.58 

0.05 

0.63 

0.06 

0.58 

0.05 

0.2400 

0.0204 

0.0197 

0.003 

0.283 

0.337 

0.970 

0.048 

0.921 

1.320 

143.24 

Over Exploited 

Sangarwasa 

0810000301292300 

0.08 

0.02 

163.35 

0.03 

- 

0.03 

0.02 

0.21 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.035 

0.002 

0.033 

0.071 

211.41 

Over Exploited 



0.08 

0.00 

688.19 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

0.0008 

0.0010 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

0.013 

478.90 

Over Exploited 



0.08 

0.00 

1,634.72 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0006 

0.0007 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.007 

477.46 

Over Exploited 

Sankra 

0810000301294900 

0.16 

0.60 

191.79 

0.72 

0.07 

0.79 

0.03 

0.47 

- 

0.2200 

- 

- 

0.002 

0.222 

0.222 

1.013 

0.051 

0.962 

1.961 

203.71 

Over Exploited 



0.08 

0.04 

438.96 

0.05 

0.02 

0.07 

0.01 

0.17 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.115 

0.006 

0.110 

0.449 

409.66 

Over Exploited 

Sarwari 

0810000401303200 

0.08 

0.01 

53.92 

0.01 

0.00 

0.01 

0.01 

0.11 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.014 

0.001 

0.013 

0.005 

38.68 

Safe 

Sesa 

0810000301292000 

0.08 

0.02 

204.89 

0.02 

- 

0.02 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.035 

0.002 

0.033 

0.123 

371.50 

Over Exploited 



0.08 

0.09 

33.66 

0.11 

0.01 

0.12 

0.03 

0.29 

- 

0.0200 

- 

- 

0.002 

0.023 

0.023 

0.139 

0.007 

0.132 

0.239 

180.21 

Over Exploited 



0.08 

0.00 

3,869.84 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0004 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.006 

792.80 

Over Exploited 



0.08 

0.02 

237.10 

0.02 

0.00 

0.02 

0.01 

0.13 

- 

0.0100 

0.0095 

0.0091 

0.002 

0.031 

0.031 

0.054 

0.003 

0.051 

0.102 

200.90 

Over Exploited 

Shahpura 

0811000501439600 

0.15 

0.06 

- 

0.06 

- 

0.06 

0.04 

0.41 

- 

- 

- 

- 

- 

- 

- 

0.056 

0.006 

0.051 

0.125 

247.91 

Over Exploited 


0810000401300500 

0.16 

0.00 

3,957.06 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

6.59 

Safe 



0.16 

0.21 

6.25 

0.23 

0.00 

0.23 

0.06 

0.58 

- 

- 

0.0067 

0.0080 

0.002 

0.016 

0.016 

0.243 

0.012 

0.231 

0.048 

20.82 

Safe 

Shri Kishanpura 

0810000301291700 

0.08 

0.05 

(39.96) 

0.04 

0.00 

0.04 

0.04 

0.45 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.042 

0.002 

0.039 

0.006 

15.23 

Safe 



0.08 

0.00 

1,113.15 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.01 

59.48 

0.01 

0.00 

0.01 

0.02 

0.16 

- 

- 

0.0018 

0.0017 

0.001 

0.005 

0.005 

0.013 

0.001 

0.013 

0.002 

17.14 

Safe 

Shri Kishanpura Chak No.l 

0810000301291500 

0.08 

0.08 

(69.16) 

0.06 

0.00 

0.07 

0.06 

0.64 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.072 

0.004 

0.068 

0.013 

18.60 

Safe 

Shri Kishanpura Chak No.2 

0810000301291600 

0.08 

0.02 

(18.78) 

0.02 

- 

0.02 

0.06 

0.64 

- 

- 

- 

- 

- 

- 

- 

0.019 

0.001 

0.018 

0.032 

180.98 

Over Exploited 

Shripura 

0810000301288900 

0.16 

0.00 

1,231.34 

0.00 

0.00 

0.01 

0.00 

0.05 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.013 

0.001 

0.013 

0.011 

89.86 

Semi Critical 



0.08 

0.00 

535.26 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.008 

498.80 

Over Exploited 



0.16 

0.14 

110.65 

0.16 

0.00 

0.17 

0.03 

0.35 

- 

0.0100 

0.0090 

0.0086 

0.006 

0.034 

0.034 

0.201 

0.010 

0.191 

0.091 

47.56 

Safe 



0.08 

0.02 

115.40 

0.02 

- 

0.02 

0.02 

0.18 

- 

- 

0.0048 

0.0046 

- 

0.009 

0.009 

0.033 

0.002 

0.031 

0.030 

96.03 

Critical 

Shyamoli 

0810000301294400 

0.06 

0.00 

1,666.49 

0.00 

- 

0.00 

0.00 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.012 

0.068 

588.01 

Over Exploited 



0.08 

0.22 

34.91 

0.26 

0.02 

0.28 

0.04 

0.58 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.333 

0.017 

0.317 

0.463 

146.36 

Over Exploited 

Shyampura Khurd 

0811000501443600 

0.15 

0.26 

(44.78) 

0.21 

0.01 

0.22 

0.06 

0.59 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.242 

0.012 

0.230 

0.555 

241.73 

Over Exploited 

Somawas 

0810000401298000 

0.16 

0.01 

717.70 

0.01 

- 

0.01 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.008 

0.039 

473.50 

Over Exploited 

Sotoli 

0810000401303400 

0.08 

0.07 

(46.66) 

0.06 

0.00 

0.06 

0.06 

0.63 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.061 

0.003 

0.058 

0.018 

31.07 

Safe 

Sukhanandpura 

0810000201283600 

0.15 

0.01 

559.64 

0.01 

0.01 

0.02 

0.01 

0.08 

- 

- 

- 

- 

0.020 

0.020 

0.020 

0.041 

0.002 

0.039 

0.026 

67.38 

Safe 



0.15 

0.27 

18.19 

0.31 

0.02 

0.34 

0.05 

0.51 

- 

0.0400 

0.0154 

0.0185 

0.020 

0.094 

0.094 

0.432 

0.022 

0.411 

0.231 

56.20 

Safe 

Sundarpur 

0811000501444200 

0.15 

0.00 

- 

0.00 

0.14 

0.14 

0.00 

0.01 

0.00 

- 

- 

- 

0.212 

0.212 

0.212 

0.353 

0.035 

0.318 

0.012 

3.89 

Safe 

Sundarpura 

0810000401300200 

0.16 

0.00 

1,793.85 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.003 

0.020 

604.85 

Over Exploited 



0.08 

0.02 

131.35 

0.03 

0.00 

0.03 

0.02 

0.21 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.036 

0.002 

0.034 

0.053 

157.82 

Over Exploited 



0.16 

0.04 

397.53 

0.04 

- 

0.04 

0.02 

0.20 

- 

0.0100 

0.0042 

0.0040 

- 

0.018 

0.018 

0.062 

0.003 

0.059 

0.072 

122.85 

Over Exploited 



0.08 

0.01 

268.14 

0.01 

0.00 

0.01 

0.01 

0.15 

- 

- 

0.0031 

0.0030 

0.000 

0.007 

0.007 

0.019 

0.001 

0.018 

0.034 

190.34 

Over Exploited 

Sundri 

0810000201284000 

0.15 

0.17 

58.30 

0.20 

0.03 

0.23 

0.04 

0.38 

- 

0.0400 

- 

- 

0.037 

0.078 

0.078 

0.312 

0.016 

0.296 

0.204 

69.00 

Safe 



0.15 

0.05 

184.29 

0.06 

0.02 

0.08 

0.02 

0.21 

- 

0.0200 

0.0059 

0.0057 

0.037 

0.069 

0.069 

0.154 

0.008 

0.146 

0.103 

70.44 

Semi Critical 

Suratpura 

0811000501441900 

0.15 

0.31 

(26.92) 

0.25 

0.01 

0.26 

0.05 

0.49 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.303 

0.015 

0.288 

1.100 

382.12 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Taranpur 

081000030128950C 

3.608 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.739 

1.16 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.07 

0.011 

0.43 

0.44 






Morel 

Command 

Phyllite & Schist 

0.869 

1.16 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.003 

0.14 

0.14 


Thari 

081000040129960C 

9.473 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.571 

1.23 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.20 

0.25 

0.11 

0.006 

0.09 

0.08 







Non-command 

Phyllite & Schist 

7.902 

1.23 

0.020 

0.09 

0.01 

0.00 

0.00 

0.03 

0.25 

0.30 

0.32 

0.032 

0.48 

0.39 


Tigriya 

081000020128610C 

7.462 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.445 

1.14 

0.090 

0.01 

0.00 

0.00 

0.00 

0.01 

0.04 

0.03 

0.02 

0.002 

0.03 

0.04 






Morel 

Command 

Older Alluvium 

7.017 

1.14 

0.090 

0.08 

0.02 

0.00 

0.00 

0.01 

0.77 

0.62 

0.29 

0.027 

0.50 

0.63 


Toda Dhama @ Gopalpura 

081100050143920C 

1.816 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.040 

-0.36 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.02 


Toda Dhama Chak NO 2 

0811000501438000 

1.463 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.109 

-0.34 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.04 

0.08 


Toda Thekla 

0811000501441600 

7.355 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.938 

-0.17 

0.100 

0.13 

0.01 

0.00 

0.00 

0.02 

0.00 

0.00 

0.52 

0.012 

0.16 

0.26 


Tond 

0810000401300800 

4.028 

Fresh 

Morel 

Command 

Older Alluvium 

4.028 

0.93 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.37 

0.31 

0.11 

0.016 

0.52 

0.62 

07009068 

Abhaipur 

0811000401411400 

2.604 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.604 

0.16 

0.100 

0.12 

0.01 

0.00 

0.00 

0.00 

0.15 

0.08 

0.46 

0.017 

0.50 

0.97 


Abhaipura 

0811000501414100 

1.367 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.367 

-0.55 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.009 

0.54 

0.91 



0822000302629200 

0.707 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.707 

1.17 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.002 

0.55 

0.68 


Abhaneri 

0811000501425400 

2.058 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.058 

-0.84 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.013 

0.55 

0.99 


Abhay Pura 

0812001201612900 

2.891 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.074 

1.18 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.001 

0.01 

0.02 


Achalpura 

0812001301632800 

4.334 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.004 

2.94 

0.080 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ajabpura 

0811000501432000 

2.862 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.859 

-0.82 

0.100 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.018 

0.59 

1.00 







Non-command 

Younger Alluvium 

0.003 

-0.82 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Akhaipura 

0812001201628700 

1.167 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.167 

-0.74 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.008 

0.54 

0.87 



0812001201629200 

2.188 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.188 

-0.81 

0.080 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.015 

0.54 

0.91 


Alipura 

0811000501420900 

3.665 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.836 

-0.12 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.018 

0.39 

0.74 







Non-command 

Quartzite 

0.828 

-0.12 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.005 

0.11 

0.22 


Alooda 

0811000401404300 

24.491 

Fresh 

Non-command 

Non-command 

Older Alluvium 

22.574 

0.34 

0.100 

0.47 

0.02 

0.00 

0.00 

0.09 

1.13 

0.82 

1.69 

0.144 

0.51 

0.70 


Amarabad 

0811000501426100 

2.946 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.516 

-0.79 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.37 

0.010 

0.31 

0.52 







Non-command 

Younger Alluvium 

1.430 

-0.79 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.009 

0.29 

0.49 


Anandpura 

0811000401405200 

1.461 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

-0.36 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.461 

-0.36 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.009 

0.54 

0.83 


Anatpura 

0812001201629000 

4.460 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.460 

-0.84 

0.080 

0.22 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.83 

0.030 

0.54 

0.89 


Anooppura 

0811000501429700 

3.124 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.029 

-0.70 

0.100 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.019 

0.56 

0.92 







Non-command 

Younger Alluvium 

0.095 

-0.70 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.03 


Apreta 

0812001201623000 

0.908 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.908 

0.21 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.11 

0.006 

0.56 

0.82 


Aranya Kalan 

0811000501424200 

2.497 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.261 

-0.70 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.008 

0.26 

0.50 







Non-command 

Younger Alluvium 

1.235 

-0.70 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.008 

0.26 

0.49 


Aranya Khurd 

0811000501424300 

1.997 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.199 

-0.57 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.001 

0.05 

0.10 







Non-command 

Younger Alluvium 

1.798 

-0.57 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.011 

0.46 

0.89 


Arniya 

0822000302629800 

8.291 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.954 

1.40 

0.100 

0.08 

0.01 

0.00 

0.00 

0.00 

0.62 

0.63 

0.31 

0.014 

0.27 

0.26 


Badekhan 

0811000501437800 

6.211 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.986 

-0.29 

0.100 

0.26 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.01 

0.038 

0.49 

0.96 


Bagri 

0811000501444100 

13.767 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.091 

0.59 

0.100 

0.00 

0.00 

0.00 

0.00 

0.04 

-0.03 

-0.02 

0.01 

0.001 

0.00 

0.01 


Baijwari 

0811000401411500 

3.014 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.014 

0.23 

0.100 

0.17 

0.01 

0.00 

0.00 

0.00 

0.23 

0.12 

0.65 

0.019 

0.50 

0.96 


Balawas 

0811000401412900 

1.498 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.672 

-0.08 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.004 

0.24 

0.34 


Ballupura 

0812001201628500 

1.253 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.253 

-0.42 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.008 

0.54 

0.86 


Balrampura 

0811000501438300 

1.115 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.115 

-0.55 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.007 

0.54 

1.02 



0812001301635100 

0.564 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.564 

0.97 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.07 

0.002 

0.54 

0.87 


Balrampura Chak No.l 

0812001301635200 

0.301 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.301 

0.99 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.001 

0.54 

0.87 


Bamanheri 

0811000501424800 

4.206 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.206 

-0.83 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.027 

0.54 

0.98 


Baniyana 

0811000401400000 

5.877 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.877 

1.52 

0.100 

0.20 

0.03 

0.00 

0.00 

0.02 

1.04 

0.77 

0.75 

0.038 

0.56 

0.75 


Bans Parsa 

0810000401295300 

3.484 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.484 

1.20 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.12 

0.10 

0.15 

0.014 

0.55 

0.69 


Banshipura 

0822000302627600 

1.846 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.846 

1.07 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.08 

0.06 

0.17 

0.007 

0.54 

0.68 


Baori Ka Bas 

0812001201626800 

1.244 

Fresh 

Non-command 

Non-command 

Quartzite 

1.244 

-1.94 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.008 

0.55 

0.84 


Bar Ka Para 

0811000501432100 

1.401 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.401 

-0.76 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.009 

0.59 

1.00 


Baragaon 

0811000401404600 

8.433 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.433 

0.87 

0.100 

0.34 

0.05 

0.00 

0.00 

0.19 

0.84 

0.58 

1.31 

0.054 

0.55 

0.79 


Bardakho 

0811000401413100 

1.564 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.377 

-0.05 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.009 

0.46 

0.64 


Baredi 

0811000501433300 

6.582 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.554 

0.73 

0.100 

0.11 

0.01 

0.00 

0.00 

0.00 

0.57 

0.37 

0.39 

0.042 

0.53 

0.81 







Non-command 

Quartzite 

0.028 

0.73 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Barh Babanpura 

0812001301655700 

0.656 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.010 

0.29 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Barh Babupura 

0812001201624100 

0.426 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.426 

0.01 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.57 

0.68 


Barh Baldeopura 

0812001301633300 

1.932 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.003 

2.30 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Barh Barwa 

0811000501415400 

1.005 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.005 

-0.84 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.006 

0.53 

0.93 


Barh Bhowatpura 

0811000501427100 

0.651 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.651 

-0.80 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.004 

0.57 

0.98 


Barh Bidarkha 

0811000401408400 

0.511 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.511 

0.36 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.003 

0.52 

0.93 


Barh Booj 

0812001101607000 

0.565 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.508 

-0.17 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.003 

0.50 

0.77 


Barh Chandpura 

0812001301633800 

1.365 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.364 

2.16 

0.080 

0.04 

0.01 

0.00 

0.00 

0.00 

0.26 

0.17 

0.14 

0.006 

0.54 

0.83 


Barh Dabar Kalan 

0811000501425100 

0.495 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.356 

-0.80 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.002 

0.40 

0.72 







Non-command 

Younger Alluvium 

0.139 

-0.80 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.001 

0.15 

0.28 


Barh Dehlal 

0811000501426000 

0.724 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.724 

-0.78 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.005 

0.61 

1.02 


Barh Dhamsya 

0812001101608100 

1.948 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.654 

-0.34 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.003 

0.19 

0.27 







Non-command 

Quartzite 

1.294 

-0.34 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.006 

0.37 

0.54 


Barh Doobalya 

0811000501413900 

0.705 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.705 

-0.66 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.004 

0.54 

0.89 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Taranpur 

0810000301289500 

0.08 

0.09 

(18.21) 

0.08 

0.00 

0.08 

0.05 

0.48 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.098 

0.005 

0.093 

0.077 

82.37 

Semi Critical 



0.08 

0.01 

165.83 

0.01 

0.00 

0.02 

0.01 

0.15 

- 

- 

0.0029 

0.0028 

0.006 

0.012 

0.012 

0.028 

0.001 

0.026 

0.021 

81.20 

Semi Critical 

Thari 

0810000401299600 

0.16 

0.02 

937.78 

0.03 

0.00 

0.03 

0.01 

0.10 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.040 

0.002 

0.038 

0.112 

295.77 

Over Exploited 



0.08 

0.30 

(0.20) 

0.30 

0.04 

0.34 

0.05 

0.53 

- 

0.0400 

- 

- 

0.041 

0.081 

0.081 

0.419 

0.021 

0.398 

0.350 

87.91 

Semi Critical 

Tigriya 

0810000201286100 

0.15 

0.00 

1,528.43 

0.00 

0.01 

0.01 

0.00 

0.04 

- 

- 

- 

- 

0.019 

0.019 

0.019 

0.033 

0.002 

0.032 

0.026 

80.93 

Semi Critical 



0.15 

0.53 

16.36 

0.62 

0.03 

0.65 

0.05 

0.56 

- 

0.0500 

0.0278 

0.0335 

0.019 

0.130 

0.130 

0.778 

0.039 

0.739 

0.315 

42.56 

Safe 

Toda Dhama @ Gopalpura 

0811000501439200 

0.15 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.011 

2,224.96 

Over Exploited 

Toda Dhama Chak NO 2 

0811000501438000 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Toda Thekla 

0811000501441600 

0.15 

0.05 

- 

0.05 

0.03 

0.08 

0.01 

0.17 

- 

0.0200 

- 

- 

0.031 

0.051 

0.051 

0.127 

0.013 

0.114 

0.530 

464.34 

Over Exploited 

Tond 

0810000401300800 

0.16 

0.34 

(7.89) 

0.31 

0.00 

0.31 

0.06 

0.58 

0.04 

0.0200 

0.0133 

0.0128 

0.003 

0.049 

0.087 

0.400 

0.020 

0.380 

0.122 

32.15 

Safe 

Abhaipur 

0811000401411400 

0.20 

0.26 

(70.06) 

0.21 

0.01 

0.22 

0.05 

0.55 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.239 

0.012 

0.228 

0.479 

210.38 

Over Exploited 

Abhaipura 

0811000501414100 

0.15 

0.11 

- 

0.11 

0.00 

0.11 

0.05 

0.60 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.122 

0.012 

0.110 

0.348 

317.02 

Over Exploited 


0822000302629200 

0.12 

0.05 

(55.09) 

0.04 

0.00 

0.04 

0.06 

0.61 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.039 

0.002 

0.037 

0.024 

65.37 

Safe 

Abhaneri 

0811000501425400 

0.20 

0.23 

- 

0.23 

- 

0.23 

0.05 

0.61 

- 

- 

- 

- 

- 

- 

- 

0.228 

0.023 

0.205 

0.013 

6.37 

Safe 

Abhay Pura 

0812001201612900 

0.12 

0.00 

3,339.25 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

0.009 

687.52 

Over Exploited 

Achalpura 

0812001301632800 

0.12 

0.00 

(927,950.26) 

0.00 

0.01 

0.01 

0.00 

0.00 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.013 

0.001 

0.012 

0.000 

0.15 

Safe 

Ajabpura 

0811000501432000 

0.15 

0.25 

- 

0.25 

0.01 

0.26 

0.05 

0.65 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.284 

0.028 

0.255 

0.482 

188.82 

Over Exploited 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Akhaipura 

0812001201628700 

0.12 

0.08 

- 

0.08 

- 

0.08 

0.06 

0.60 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.086 

0.009 

0.077 

0.341 

442.32 

Over Exploited 


0812001201629200 

0.12 

0.14 

- 

0.14 

0.01 

0.15 

0.05 

0.59 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.172 

0.017 

0.155 

0.417 

269.26 

Over Exploited 

Alipura 

0811000501420900 

0.15 

0.17 

- 

0.17 

- 

0.17 

0.04 

0.43 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.177 

0.018 

0.159 

0.076 

47.87 

Safe 



0.06 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.001 

0.005 

0.022 

435.38 

Over Exploited 

Alooda 

0811000401404300 

0.20 

2.29 

(64.17) 

1.83 

0.11 

1.94 

0.05 

0.56 

- 

0.0600 

- 

- 

0.134 

0.194 

0.194 

2.137 

0.107 

2.031 

1.834 

90.33 

Critical 

Amarabad 

0811000501426100 

0.15 

0.07 

- 

0.07 

- 

0.07 

0.03 

0.34 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.080 

0.008 

0.072 

0.376 

521.58 

Over Exploited 



0.20 

0.08 

- 

0.08 

0.00 

0.08 

0.03 

0.32 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.094 

0.009 

0.085 

0.373 

439.40 

Over Exploited 

Anandpura 

0811000401405200 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.16 

- 

0.16 

0.00 

0.16 

0.06 

0.60 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.170 

0.017 

0.153 

0.164 

107.23 

Over Exploited 

Anatpura 

0812001201629000 

0.12 

0.29 

- 

0.29 

0.02 

0.30 

0.06 

0.59 

- 

0.0300 

- 

- 

0.010 

0.040 

0.040 

0.344 

0.034 

0.309 

0.861 

278.37 

Over Exploited 

Anooppura 

0811000501429700 

0.15 

0.25 

- 

0.25 

0.00 

0.25 

0.05 

0.61 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.264 

0.026 

0.237 

0.412 

173.75 

Over Exploited 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

3,896.90 

Over Exploited 

Apreta 

0812001201623000 

0.12 

0.06 

(49.61) 

0.05 

0.00 

0.05 

0.06 

0.62 

0.01 

- 

- 

- 

0.000 

0.000 

0.007 

0.056 

0.003 

0.053 

0.112 

211.34 

Over Exploited 

Aranya Kalan 

0811000501424200 

0.15 

0.05 

- 

0.05 

- 

0.05 

0.03 

0.29 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.060 

0.006 

0.054 

0.259 

479.45 

Over Exploited 



0.20 

0.06 

- 

0.06 

- 

0.06 

0.02 

0.28 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.074 

0.007 

0.067 

0.267 

400.74 

Over Exploited 

Aranya Khurd 

0811000501424300 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

0.036 

2,669.86 

Over Exploited 



0.20 

0.16 

- 

0.16 

0.01 

0.17 

0.04 

0.50 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.195 

0.019 

0.175 

0.467 

266.50 

Over Exploited 

Arniya 

0822000302629800 

0.20 

0.21 

########## 

0.25 

0.01 

0.26 

0.03 

0.29 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.302 

0.015 

0.286 

0.327 

114.13 

Over Exploited 

Badekhan 

0811000501437800 

0.15 

0.44 

- 

0.44 

0.01 

0.46 

0.06 

0.55 

0.05 

0.0400 

- 

- 

0.003 

0.043 

0.094 

0.550 

0.055 

0.495 

1.047 

211.35 

Over Exploited 

Bagri 

0811000501444100 

0.15 

0.00 

(39,671.85) 

0.00 

0.04 

0.04 

0.00 

0.00 

0.00 

- 

- 

- 

0.055 

0.055 

0.055 

0.092 

0.005 

0.088 

0.012 

13.22 

Safe 

Baijwari 

0811000401411500 

0.20 

0.30 

(60.27) 

0.24 

0.01 

0.25 

0.05 

0.55 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.273 

0.014 

0.260 

0.666 

256.66 

Over Exploited 

Balawas 

0811000401412900 

0.20 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.26 

- 

- 

- 

- 

- 

- 

- 

0.032 

0.003 

0.028 

0.110 

387.20 

Over Exploited 

Ballupura 

0812001201628500 

0.12 

0.08 

- 

0.08 

- 

0.08 

0.06 

0.60 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.092 

0.009 

0.082 

0.344 

417.84 

Over Exploited 

Balrampura 

0811000501438300 

0.15 

0.09 

- 

0.09 

- 

0.09 

0.06 

0.60 

- 

- 

- 

- 

- 

- 

- 

0.091 

0.009 

0.082 

0.061 

74.54 

Semi Critical 


0812001301635100 

0.12 

0.04 

6.40 

0.04 

0.00 

0.04 

0.06 

0.60 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.043 

0.002 

0.041 

0.067 

165.22 

Over Exploited 

Balrampura Chak No.l 

0812001301635200 

0.12 

0.02 

7.97 

0.02 

- 

0.02 

0.06 

0.60 

- 

- 

- 

- 

- 

- 

- 

0.021 

0.001 

0.020 

0.033 

165.17 

Over Exploited 

Bamanheri 

0811000501424800 

0.20 

0.45 

- 

0.45 

0.00 

0.45 

0.05 

0.59 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.466 

0.047 

0.419 

0.338 

80.57 

Semi Critical 

Baniyana 

0811000401400000 

0.20 

0.65 

18.09 

0.77 

0.05 

0.82 

0.06 

0.62 

- 

0.0800 

- 

- 

0.027 

0.107 

0.107 

0.927 

0.046 

0.880 

0.786 

89.22 

Semi Critical 

Bans Parsa 

0810000401295300 

0.08 

0.15 

(37.83) 

0.12 

0.00 

0.13 

0.06 

0.61 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.153 

0.008 

0.145 

0.164 

112.71 

Over Exploited 

Banshipura 

0822000302627600 

0.12 

0.12 

(49.62) 

0.10 

0.01 

0.11 

0.06 

0.60 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.136 

0.007 

0.129 

0.180 

139.24 

Over Exploited 

Baori Ka Bas 

0812001201626800 

0.08 

0.05 

- 

0.05 

0.00 

0.06 

0.06 

0.61 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.062 

0.006 

0.056 

0.106 

190.71 

Over Exploited 

Bar Ka Para 

0811000501432100 

0.15 

0.12 

- 

0.12 

0.00 

0.12 

0.05 

0.64 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.135 

0.014 

0.122 

0.225 

184.77 

Over Exploited 

Baragaon 

0811000401404600 

0.20 

0.92 

(37.11) 

0.74 

0.24 

0.98 

0.06 

0.60 

- 

0.1500 

- 

- 

0.285 

0.435 

0.435 

1.412 

0.071 

1.342 

1.360 

101.34 

Over Exploited 

Bardakho 

0811000401413100 

0.20 

0.13 

- 

0.13 

- 

0.13 

0.04 

0.50 

- 

- 

- 

- 

- 

- 

- 

0.127 

0.013 

0.114 

0.037 

32.24 

Safe 

Baredi 

0811000501433300 

0.15 

0.52 

(28.06) 

0.42 

0.01 

0.43 

0.06 

0.59 

- 

0.0400 

- 

- 

0.007 

0.047 

0.047 

0.477 

0.024 

0.453 

0.435 

95.94 

Critical 



0.06 

0.00 

7,901.73 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Barh Babanpura 

0812001301655700 

0.12 

0.00 

817.41 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Barh Babupura 

0812001201624100 

0.12 

0.03 

(98.64) 

0.02 

- 

0.02 

0.06 

0.64 

- 

- 

- 

- 

- 

- 

- 

0.023 

0.001 

0.022 

0.003 

12.93 

Safe 

Barh Baldeopura 

0812001301633300 

0.12 

0.00 

(141,978.59) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.001 

0.002 

0.002 

0.002 

0.000 

0.002 

0.000 

0.45 

Safe 

Barh Barwa 

0811000501415400 

0.15 

0.08 

- 

0.08 

- 

0.08 

0.05 

0.58 

- 

- 

- 

- 

- 

- 

- 

0.080 

0.008 

0.072 

0.049 

68.54 

Safe 

Barh Bhowatpura 

0811000501427100 

0.20 

0.07 

- 

0.07 

- 

0.07 

0.05 

0.62 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.084 

0.008 

0.075 

0.181 

239.94 

Over Exploited 

Barh Bidarkha 

0811000401408400 

0.20 

0.05 

(70.38) 

0.04 

- 

0.04 

0.05 

0.57 

- 

- 

- 

- 

- 

- 

- 

0.042 

0.002 

0.040 

0.045 

113.08 

Over Exploited 

Barh Booj 

0812001101607000 

0.20 

0.05 

- 

0.05 

- 

0.05 

0.06 

0.55 

0.01 

- 

- 

- 

- 

- 

0.006 

0.056 

0.006 

0.050 

0.121 

238.86 

Over Exploited 

Barh Chandpura 

0812001301633800 

0.12 

0.09 

92.24 

0.11 

0.01 

0.12 

0.06 

0.60 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.145 

0.007 

0.138 

0.146 

105.85 

Over Exploited 

Barh Dabar Kalan 

0811000501425100 

0.15 

0.02 

- 

0.02 

- 

0.02 

0.04 

0.43 

- 

- 

- 

- 

- 

- 

- 

0.021 

0.002 

0.019 

0.100 

526.39 

Over Exploited 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.043 

1,108.67 

Over Exploited 

Barh Dehlal 

0811000501426000 

0.15 

0.07 

- 

0.07 

- 

0.07 

0.05 

0.66 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.076 

0.008 

0.068 

0.250 

366.17 

Over Exploited 

Barh Dhamsya 

0812001101608100 

0.20 

0.02 

- 

0.02 

0.01 

0.03 

0.02 

0.21 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.054 

0.005 

0.049 

0.156 

319.13 

Over Exploited 



0.08 

0.04 

- 

0.04 

0.01 

0.05 

0.04 

0.41 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.068 

0.007 

0.061 

0.202 

329.81 

Over Exploited 

Barh Doobalya 

0811000501413900 

0.15 

0.06 

- 

0.06 

- 

0.06 

0.06 

0.59 

- 

- 

- 

- 

- 

- 

- 

0.057 

0.006 

0.051 

0.082 

160.87 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Barh Fatehpura 

081100050141620C 

0.275 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.275 

-0.76 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.002 

0.55 

0.97 


Barh Gor Khurd 

0822000302629300 

0.613 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.613 

1.21 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.002 

0.55 

0.66 


Barh Gumanpura 

0811000501430500 

0.514 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.514 

-0.04 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.003 

0.57 

0.88 


Barh Handa 

0822000302629400 

0.632 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.632 

1.25 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.002 

0.55 

0.64 


Barh Jagner 

0811000501417900 

0.291 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.291 

-0.49 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.002 

0.50 

0.99 


Barh Jeeta 

0811000501425800 

0.426 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.426 

-0.81 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.003 

0.59 

1.01 


Barh Kalyawas 

0811000501427800 

0.525 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.525 

-0.60 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.003 

0.55 

0.95 


Barh Keshopura 

0812001301656000 

1.098 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.029 

0.18 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Barh Kukasya 

0822000302628600 

2.779 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.895 

0.77 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.02 

0.003 

0.18 

0.24 







Non-command 

Phyllite & Schist 

1.236 

0.77 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.004 

0.25 

0.34 


Barh Mahadeopura 

0812001201617900 

1.768 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.768 

0.52 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.30 

0.012 

0.55 

0.84 


Barh Maharajpura 

0812001301654000 

2.032 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.032 

0.07 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.13 

0.009 

0.55 

0.90 


Barh Moondiya 

0811000501433400 

1.397 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.155 

0.86 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.07 

0.007 

0.43 

0.62 







Non-command 

Quartzite 

0.242 

0.86 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.09 

0.13 


Barh Nondpura 

0811000501431800 

4.394 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.455 

-0.91 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.009 

0.20 

0.33 







Non-command 

Younger Alluvium 

2.939 

-0.91 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.019 

0.40 

0.67 


Barh Prempura 

0811000501429200 

0.469 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.469 

-0.91 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.59 

0.99 


Barh Rampura 

0822000302627400 

1.722 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.206 

0.70 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.07 

0.09 


Barh Ramrakhpura 

0812001201618800 

1.271 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.271 

1.67 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.12 

0.08 

0.009 

0.54 

0.84 


Barh Rasoolpura 

0812001101605400 

2.167 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.311 

0.30 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.05 

0.002 

0.08 

0.12 


Barh Ratanpura 

0811000501426300 

0.623 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.623 

-0.86 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.004 

0.59 

1.00 


Barh Rooppura 

0811000501430900 

0.989 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.989 

0.64 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.01 

0.006 

0.56 

0.80 


Barh Sawaipura 

0811000401411200 

0.566 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.566 

-0.04 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.004 

0.50 

0.98 


Barh Shivsinghpura 

0811000501431300 

1.060 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.060 

-0.32 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.007 

0.57 

0.91 


Barh Shreema 

0811000501433200 

0.683 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.683 

0.35 

0.100 

0.07 

0.01 

0.00 

0.00 

0.00 

0.08 

0.05 

0.27 

0.004 

0.54 

0.91 


Barh Shriganeshpura 

0811000501425700 

0.833 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.226 

-0.83 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.16 

0.27 







Non-command 

Younger Alluvium 

0.606 

-0.83 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.004 

0.43 

0.74 


Barh Tatarsingh Chak No 1 

0811000501435800 

0.239 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.239 

-0.67 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.002 

0.61 

1.03 


Barh Tatarsingh Chak No 2 

0811000501436000 

0.619 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.619 

-0.73 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.004 

0.61 

1.03 


Barh Tatarsingh Chak No 3 

0811000501435900 

0.153 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.153 

-0.68 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.61 

1.03 


Barh Tusadri 

0811000501422200 

0.967 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.967 

-0.08 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.50 

0.99 


Barh Udaipura 

0811000501428800 

0.750 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.750 

-0.86 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.58 

0.99 


Barh Ugarpura 

0811000501426400 

0.308 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.308 

-0.85 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.002 

0.59 

1.00 


Barhcharanwas 

0812001201615200 

0.659 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.658 

-0.94 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.004 

0.55 

0.84 


Barhgor Kalan 

0822000302629000 

1.009 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.009 

1.19 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.004 

0.55 

0.68 


Baroli 

0811000501418900 

1.070 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.070 

-0.17 

0.120 

0.25 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.98 

0.007 

0.50 

0.99 


Barwa 

0812001201623600 

12.930 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.978 

0.25 

0.080 

0.10 

0.00 

0.00 

0.00 

0.01 

0.23 

0.17 

0.33 

0.047 

0.31 

0.41 







Non-command 

Quartzite 

0.057 

0.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Baskhoh 

0812001201622000 

13.127 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.223 

-1.17 

0.080 

0.51 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.96 

0.838 

0.43 

0.64 







Non-command 

Quartzite 

1.501 

-1.17 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.123 

0.06 

0.09 


Basna 

0811000401404000 

6.721 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.356 

-0.53 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.002 

0.03 

0.04 


Basra @ Bidarkha 

0811000501427700 

0.549 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.549 

-0.63 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.003 

0.55 

0.95 


Bassi 

0812001201614400 

19.247 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.026 

-0.75 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.00 

0.00 


Beechha 

0811000501416500 

2.243 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.243 

-0.81 

0.120 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.74 

0.014 

0.55 

0.98 


Beedoli 

0811000501425300 

5.978 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.005 

-0.80 

0.100 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.025 

0.39 

0.68 







Non-command 

Younger Alluvium 

1.972 

-0.80 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.013 

0.19 

0.33 


Beeghawas 

0811000401400500 

3.995 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.995 

1.22 

0.100 

0.08 

0.01 

0.00 

0.00 

0.02 

0.53 

0.45 

0.28 

0.026 

0.57 

0.68 


Beejalwas 

0811000501427300 

1.960 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.129 

-0.77 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.001 

0.04 

0.06 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.948 

-0.77 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.006 

0.28 

0.47 







Non-command 

Younger Alluvium 

0.883 

-0.77 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.006 

0.26 

0.44 


Beelka 

0811000501416700 

3.438 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.438 

-0.72 

0.120 

0.31 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.22 

0.022 

0.52 

0.97 


Beer Lawan 

0811000401405600 

0.402 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.402 

-0.79 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.003 

0.53 

0.92 


Bhagwatpura 

0811000501437200 

1.046 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.046 

-0.75 

0.100 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.76 

0.007 

0.60 

1.03 



0822000302629600 

6.432 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.353 

1.36 

0.100 

0.07 

0.01 

0.00 

0.00 

0.01 

0.78 

0.73 

0.27 

0.019 

0.46 

0.49 







Non-command 

Phyllite & Schist 

1.079 

1.36 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.04 

0.004 

0.09 

0.10 



0812001301633600 

2.256 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.159 

2.28 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.001 

0.04 

0.06 


Bhamoowas 

0811000501438200 

1.916 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.916 

-0.46 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.012 

0.54 

1.02 


Bhandana 

0811000401398600 

8.715 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.005 

0.43 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhanwata 

0811000501420500 

2.914 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.914 

-0.08 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.019 

0.50 

0.98 


Bhaopura 

0812001101606600 

7.275 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.946 

-0.69 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.005 

0.07 

0.11 


Bharmal Ka Bas 

0811000501428700 

1.410 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.245 

-0.85 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.002 

0.10 

0.17 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.080 

-0.85 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.03 

0.06 







Non-command 

Younger Alluvium 

1.086 

-0.85 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.007 

0.44 

0.75 


Bhateri 

0812001201624900 

7.990 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.990 

0.12 

0.080 

0.20 

0.01 

0.00 

0.00 

0.00 

0.26 

0.19 

0.72 

0.054 

0.56 

0.75 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.12 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhediyawas 

0811000501429800 

1.948 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.948 

-0.27 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.012 

0.57 

0.91 


Bhedoli 

0810000401297800 

9.075 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.031 

1.21 

0.090 

0.00 

0.00 

0.00 

0.00 

0.02 

-0.02 

-0.02 

0.00 

0.000 

0.00 

0.00 


Bheroowas Chak No 2 

0811000501439500 

0.240 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.037 

-0.25 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.09 

0.16 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Barh Fatehpura 

0811000501416200 

0.20 

0.03 

- 

0.03 

- 

0.03 

0.05 

0.60 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.040 

0.004 

0.036 

0.318 

875.32 

Over Exploited 

Barh Gor Khurd 

0822000302629300 

0.12 

0.04 

(51.12) 

0.03 

0.00 

0.03 

0.06 

0.61 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.036 

0.002 

0.034 

0.038 

111.96 

Over Exploited 

Barh Gumanpura 

0811000501430500 

0.15 

0.04 

- 

0.04 

- 

0.04 

0.06 

0.62 

- 

- 

- 

- 

- 

- 

- 

0.044 

0.004 

0.039 

0.014 

36.38 

Safe 

Barh Handa 

0822000302629400 

0.12 

0.04 

(46.66) 

0.03 

- 

0.03 

0.06 

0.61 

- 

- 

- 

- 

- 

- 

- 

0.034 

0.002 

0.032 

0.038 

119.78 

Over Exploited 

Barh Jagner 

0811000501417900 

0.20 

0.03 

- 

0.03 

- 

0.03 

0.05 

0.55 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.039 

0.004 

0.035 

0.193 

544.05 

Over Exploited 

Barh Jeeta 

0811000501425800 

0.20 

0.05 

- 

0.05 

- 

0.05 

0.05 

0.64 

- 

- 

- 

- 

- 

- 

- 

0.050 

0.005 

0.045 

0.068 

149.39 

Over Exploited 

Barh Kalyawas 

0811000501427800 

0.15 

0.04 

- 

0.04 

- 

0.04 

0.05 

0.61 

- 

- 

- 

- 

- 

- 

- 

0.043 

0.004 

0.039 

0.093 

238.43 

Over Exploited 

Barh Keshopura 

0812001301656000 

0.12 

0.00 

(299.12) 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

7.56 

Safe 

Barh Kukasya 

0822000302628600 

0.20 

0.03 

79.19 

0.04 

0.00 

0.04 

0.02 

0.20 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.040 

0.002 

0.038 

0.025 

66.57 

Safe 



0.12 

0.04 

(45.73) 

0.03 

0.00 

0.03 

0.03 

0.27 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.034 

0.002 

0.032 

0.026 

81.58 

Semi Critical 

Barh Mahadeopura 

0812001201617900 

0.12 

0.12 

(13.99) 

0.10 

- 

0.10 

0.06 

0.61 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.110 

0.006 

0.105 

0.310 

296.35 

Over Exploited 

Barh Maharajpura 

0812001301654000 

0.12 

0.13 

(77.60) 

0.11 

0.00 

0.11 

0.05 

0.60 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.110 

0.006 

0.105 

0.139 

132.34 

Over Exploited 

Barh Moondiya 

0811000501433400 

0.15 

0.07 

10.10 

0.08 

- 

0.08 

0.05 

0.48 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.100 

0.005 

0.095 

0.074 

78.16 

Semi Critical 



0.06 

0.00 

122.20 

0.00 

- 

0.00 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.009 

524.41 

Over Exploited 

Barh Nondpura 

0811000501431800 

0.15 

0.04 

- 

0.04 

0.00 

0.04 

0.02 

0.22 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.044 

0.004 

0.039 

0.031 

79.69 

Semi Critical 



0.20 

0.23 

- 

0.23 

0.00 

0.23 

0.04 

0.43 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.236 

0.024 

0.212 

0.051 

23.91 

Safe 

Barh Prempura 

0811000501429200 

0.20 

0.05 

- 

0.05 

- 

0.05 

0.05 

0.64 

- 

- 

- 

- 

- 

- 

- 

0.055 

0.005 

0.049 

0.003 

6.04 

Safe 

Barh Rampura 

0822000302627400 

0.12 

0.00 

30.17 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.015 

800.81 

Over Exploited 

Barh Ramrakhpura 

0812001201618800 

0.12 

0.08 

48.62 

0.10 

- 

0.10 

0.06 

0.60 

- 

- 

- 

- 

- 

- 

- 

0.099 

0.005 

0.094 

0.085 

89.67 

Semi Critical 

Barh Rasoolpura 

0812001101605400 

0.20 

0.01 

191.71 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.006 

0.049 

767.52 

Over Exploited 

Barh Ratanpura 

0811000501426300 

0.20 

0.07 

- 

0.07 

- 

0.07 

0.05 

0.64 

- 

- 

- 

- 

- 

- 

- 

0.074 

0.007 

0.066 

0.057 

86.00 

Semi Critical 

Barh Rooppura 

0811000501430900 

0.15 

0.08 

(46.71) 

0.07 

- 

0.07 

0.06 

0.61 

- 

- 

- 

- 

- 

- 

- 

0.066 

0.003 

0.063 

0.017 

27.50 

Safe 

Barh Sawaipura 

0811000401411200 

0.20 

0.06 

- 

0.06 

- 

0.06 

0.05 

0.55 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.067 

0.007 

0.060 

0.138 

229.03 

Over Exploited 

Barh Shivsinghpura 

0811000501431300 

0.15 

0.09 

- 

0.09 

- 

0.09 

0.06 

0.62 

- 

- 

- 

- 

- 

- 

- 

0.090 

0.009 

0.081 

0.093 

113.92 

Over Exploited 

Barh Shreema 

0811000501433200 

0.15 

0.06 

(10.62) 

0.05 

0.01 

0.06 

0.06 

0.60 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.091 

0.005 

0.087 

0.276 

317.94 

Over Exploited 

Barh Shriganeshpura 

0811000501425700 

0.15 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.001 

0.005 

0.012 

254.60 

Over Exploited 



0.20 

0.05 

- 

0.05 

- 

0.05 

0.04 

0.47 

- 

- 

- 

- 

- 

- 

- 

0.052 

0.005 

0.047 

0.026 

55.24 

Safe 

Barh Tatarsingh Chak No 1 

0811000501435800 

0.15 

0.02 

- 

0.02 

- 

0.02 

0.05 

0.67 

- 

- 

- 

- 

- 

- 

- 

0.022 

0.002 

0.020 

0.039 

194.46 

Over Exploited 

Barh Tatarsingh Chak No 2 

0811000501436000 

0.15 

0.06 

- 

0.06 

- 

0.06 

0.05 

0.67 

- 

- 

- 

- 

- 

- 

- 

0.057 

0.006 

0.051 

0.115 

224.54 

Over Exploited 

Barh Tatarsingh Chak No 3 

0811000501435900 

0.15 

0.01 

- 

0.01 

- 

0.01 

0.05 

0.67 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.013 

0.025 

196.89 

Over Exploited 

Barh Tusadri 

0811000501422200 

0.20 

0.10 

- 

0.10 

- 

0.10 

0.05 

0.55 

- 

- 

- 

- 

- 

- 

- 

0.097 

0.010 

0.087 

0.006 

7.06 

Safe 

Barh Udaipura 

0811000501428800 

0.20 

0.09 

- 

0.09 

0.00 

0.09 

0.05 

0.63 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.091 

0.009 

0.082 

0.005 

5.83 

Safe 

Barh Ugarpura 

0811000501426400 

0.20 

0.04 

- 

0.04 

- 

0.04 

0.05 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.046 

0.005 

0.041 

0.141 

340.44 

Over Exploited 

Barhcharanwas 

0812001201615200 

0.12 

0.04 

- 

0.04 

- 

0.04 

0.06 

0.61 

- 

- 

- 

- 

- 

- 

- 

0.044 

0.004 

0.039 

0.012 

31.81 

Safe 

Barhgor Kalan 

0822000302629000 

0.12 

0.07 

(60.03) 

0.05 

0.00 

0.05 

0.06 

0.61 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.057 

0.003 

0.054 

0.047 

86.25 

Semi Critical 

Baroli 

0811000501418900 

0.20 

0.11 

- 

0.11 

0.01 

0.12 

0.05 

0.55 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.157 

0.016 

0.141 

0.991 

700.51 

Over Exploited 

Barwa 

0812001201623600 

0.12 

0.26 

(33.68) 

0.21 

0.01 

0.22 

0.03 

0.34 

0.03 

0.0100 

- 

- 

0.020 

0.030 

0.059 

0.278 

0.014 

0.264 

0.374 

141.69 

Over Exploited 



0.08 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Baskhoh 

0812001201622000 

0.12 

0.50 

- 

0.50 

0.01 

0.51 

0.05 

0.48 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.554 

0.055 

0.498 

1.796 

360.31 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.002 

0.208 

8,975.26 

Over Exploited 

Basna 

0811000401404000 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.019 

1,069.02 

Over Exploited 

Basra @ Bidarkha 

0811000501427700 

0.15 

0.05 

- 

0.05 

- 

0.05 

0.05 

0.60 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.055 

0.006 

0.050 

0.226 

454.09 

Over Exploited 

Bassi 

0812001201614400 

0.12 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.011 

0.001 

0.010 

0.002 

21.83 

Safe 

Beechha 

0811000501416500 

0.20 

0.25 

- 

0.25 

0.01 

0.26 

0.05 

0.60 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.285 

0.029 

0.257 

0.749 

291.83 

Over Exploited 

Beedoli 

0811000501425300 

0.15 

0.23 

- 

0.23 

0.01 

0.24 

0.04 

0.43 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.265 

0.026 

0.238 

0.486 

204.24 

Over Exploited 



0.20 

0.08 

- 

0.08 

- 

0.08 

0.02 

0.21 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.086 

0.009 

0.077 

0.266 

343.58 

Over Exploited 

Beeghawas 

0811000401400500 

0.20 

0.46 

(2.23) 

0.45 

0.03 

0.48 

0.06 

0.63 

- 

0.0300 

- 

- 

0.036 

0.066 

0.066 

0.546 

0.027 

0.519 

0.308 

59.24 

Safe 

Beejalwas 

0811000501427300 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.039 

4,487.41 

Over Exploited 



0.15 

0.04 

- 

0.04 

- 

0.04 

0.03 

0.30 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.049 

0.005 

0.044 

0.161 

363.31 

Over Exploited 



0.20 

0.05 

- 

0.05 

- 

0.05 

0.02 

0.28 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.055 

0.006 

0.050 

0.189 

378.32 

Over Exploited 

Beelka 

0811000501416700 

0.20 

0.36 

- 

0.36 

0.02 

0.38 

0.05 

0.58 

- 

0.0500 

- 

- 

0.002 

0.052 

0.052 

0.434 

0.043 

0.390 

1.237 

316.80 

Over Exploited 

Beer Lawan 

0811000401405600 

0.20 

0.04 

- 

0.04 

- 

0.04 

0.05 

0.58 

- 

- 

- 

- 

- 

- 

- 

0.042 

0.004 

0.038 

0.020 

51.54 

Safe 

Bhagwatpura 

0811000501437200 

0.15 

0.09 

- 

0.09 

0.01 

0.10 

0.05 

0.65 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.134 

0.013 

0.121 

0.771 

638.83 

Over Exploited 


0822000302629600 

0.20 

0.49 

48.50 

0.59 

0.02 

0.61 

0.05 

0.51 

- 

0.0300 

- 

- 

0.010 

0.040 

0.040 

0.650 

0.032 

0.617 

0.289 

46.79 

Safe 



0.12 

0.01 

172.13 

0.01 

0.00 

0.02 

0.01 

0.10 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.025 

0.001 

0.024 

0.040 

164.34 

Over Exploited 


0812001301633600 

0.12 

0.00 

3,420.34 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.023 

2,044.06 

Over Exploited 

Bhamoowas 

0811000501438200 

0.15 

0.16 

- 

0.16 

0.00 

0.16 

0.06 

0.60 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.173 

0.017 

0.156 

0.304 

195.44 

Over Exploited 

Bhandana 

0811000401398600 

0.20 

0.00 

57,691.82 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhanwata 

0811000501420500 

0.15 

0.22 

- 

0.22 

- 

0.22 

0.05 

0.55 

- 

- 

- 

- 

- 

- 

- 

0.219 

0.022 

0.197 

0.019 

9.40 

Safe 

Bhaopura 

0812001101606600 

0.20 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.022 

0.002 

0.020 

0.254 

1,269.03 

Over Exploited 

Bharmal Ka Bas 

0811000501428700 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.004 

0.034 

761.00 

Over Exploited 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

1,849.99 

Over Exploited 



0.20 

0.10 

- 

0.10 

- 

0.10 

0.04 

0.49 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.107 

0.011 

0.096 

0.144 

150.13 

Over Exploited 

Bhateri 

0812001201624900 

0.12 

0.54 

(64.06) 

0.43 

0.01 

0.44 

0.06 

0.62 

- 

0.0300 

- 

- 

0.006 

0.036 

0.036 

0.480 

0.024 

0.456 

0.769 

168.78 

Over Exploited 



0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhediyawas 

0811000501429800 

0.15 

0.17 

- 

0.17 

- 

0.17 

0.06 

0.62 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.176 

0.018 

0.158 

0.358 

226.75 

Over Exploited 

Bhedoli 

0810000401297800 

0.16 

0.00 

(213,779.83) 

0.00 

0.02 

0.02 

0.00 

0.00 

- 

- 

- 

- 

0.032 

0.032 

0.032 

0.053 

0.003 

0.050 

0.000 

0.25 

Safe 

Bheroowas Chak No 2 

0811000501439500 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Bhojyara 

081100050143080C 

3.643 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.643 

0.45 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.20 

0.14 

0.12 

0.023 

0.56 

0.83 


Bhonyawala 

0812001201614800 

2.288 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.851 

-0.76 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.006 

0.21 

0.32 


Bhoodlya Bhootpura 

0811000401407000 

4.719 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.695 

-0.70 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.011 

0.18 

0.35 







Non-command 

Younger Alluvium 

2.799 

-0.70 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.018 

0.30 

0.57 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.225 

-0.70 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.05 


Bhoorla 

0812001201626600 

4.120 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.024 

-1.37 

0.080 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.027 

0.53 

0.83 







Non-command 

Quartzite 

0.096 

-1.37 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

-1.37 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhowatpura 

0811000501427200 

1.492 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.492 

-0.83 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.009 

0.57 

0.98 


Bhudarpura 

0812001201628400 

1.604 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.604 

-0.65 

0.080 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.011 

0.54 

0.85 


Bidarkha 

0811000401408600 

1.536 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.536 

-0.70 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.010 

0.51 

0.97 



0811000501414500 

6.618 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.662 

-0.60 

0.100 

0.09 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.017 

0.22 

0.38 







Non-command 

Younger Alluvium 

0.003 

-0.60 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.953 

-0.60 

0.100 

0.09 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.025 

0.32 

0.56 


Biharipura 

0811000501438700 

1.462 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.462 

-0.75 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.009 

0.61 

1.03 



0812001201627700 

3.226 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.823 

-1.04 

0.080 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.019 

0.47 

0.76 







Non-command 

Quartzite 

0.403 

-1.04 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.003 

0.07 

0.11 


Bilona Kalan 

0811000501437900 

6.008 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.701 

-0.06 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.004 

0.06 

0.11 


Bimalpura 

0812001201619600 

4.019 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.019 

1.03 

0.080 

0.12 

0.01 

0.00 

0.00 

0.00 

0.44 

0.29 

0.45 

0.027 

0.55 

0.84 


Birajpura 

0812001201616200 

2.649 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.006 

-0.75 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bodya Ka Barh 

0812001301633500 

0.508 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.123 

2.14 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.13 

0.20 


Booj 

0812001101606400 

9.299 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.378 

-0.08 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.002 

0.02 

0.04 







Non-command 

Quartzite 

1.691 

-0.08 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.008 

0.10 

0.16 


Boontoli 

0811000401404800 

2.737 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.737 

1.38 

0.100 

0.07 

0.01 

0.00 

0.00 

0.00 

0.44 

0.27 

0.27 

0.017 

0.53 

0.86 


Borai 

0812001201623300 

5.370 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.145 

0.32 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.02 


Borda 

0810000401295200 

4.029 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.029 

1.23 

0.020 

0.09 

0.00 

0.00 

0.00 

0.00 

0.19 

0.16 

0.34 

0.016 

0.55 

0.64 


Borkhera 

0810000401298500 

7.784 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.709 

1.36 

0.090 

0.12 

0.02 

0.00 

0.00 

0.00 

0.80 

0.97 

0.45 

0.023 

0.42 

0.35 







Non-command 

Quartzite 

1.623 

1.36 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.11 

0.007 

0.12 

0.10 


Brahmpuri 

0812001201618100 

1.854 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.781 

1.62 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.29 

0.19 

0.21 

0.012 

0.52 

0.81 


Burja 

0811000501421600 

2.232 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.018 

-0.07 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.006 

0.24 

0.45 







Non-command 

Quartzite 

1.214 

-0.07 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.008 

0.28 

0.53 


Byason Ka Nohar 

0811000501422900 

2.423 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.418 

-0.23 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.015 

0.51 

0.98 







Non-command 

Younger Alluvium 

0.005 

-0.23 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chainpura 

0812001201615000 

1.858 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.793 

-0.79 

0.080 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.50 

0.012 

0.53 

0.82 



0812001201619200 

4.241 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.241 

1.64 

0.080 

0.11 

0.00 

0.00 

0.00 

0.00 

0.67 

0.43 

0.39 

0.029 

0.54 

0.84 


Chainpura Kalan 

0811000501416900 

1.150 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.150 

-0.72 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.007 

0.51 

0.98 


Chainpura Khurd 

0811000501429400 

0.682 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.682 

-0.90 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.59 

0.99 


Chak Abhaipura 

0811000501415000 

0.765 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.765 

-0.60 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.005 

0.54 

0.93 


Chak Alipura 

0811000501420400 

0.749 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.749 

-0.10 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.50 

0.98 


Chak Balram Pura No.2 

0812001301635500 

0.399 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.195 

1.07 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.27 

0.42 


Chak Chandpur 

0811000501419100 

0.429 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.416 

-0.06 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.49 

0.96 







Non-command 

Younger Alluvium 

0.013 

-0.06 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 


Chak Chandpura 

0812001301633900 

1.040 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.992 

2.20 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.12 

0.02 

0.004 

0.51 

0.79 


Chak Chandsen 

0811000501436300 

0.195 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.195 

-0.75 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.61 

1.03 


Chak Chaurasi 

0812001301653700 

0.725 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.636 

0.48 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.003 

0.48 

0.76 


Chak Cheemapura 

0812001301653300 

0.525 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.464 

0.07 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.48 

0.74 


Chak Chhareda 

0811000401412100 

4.024 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.334 

0.04 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.29 

0.021 

0.42 

0.73 







Non-command 

Quartzite 

0.520 

0.04 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.003 

0.07 

0.11 


Chak Dayalpura 

0812001201624000 

0.246 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.190 

0.07 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.45 

0.52 


Chak Dehlas 

0811000401408100 

0.239 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.239 

-0.32 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.002 

0.51 

0.95 


Chak Deori 

0812001201629600 

0.162 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.162 

-0.83 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.001 

0.53 

0.90 


Chak Dhakra 

0810000401295600 

1.406 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.406 

1.23 

0.090 

0.05 

0.01 

0.00 

0.00 

0.00 

0.19 

0.19 

0.21 

0.006 

0.54 

0.55 


Chak Dharanwas 

0811000401399800 

1.042 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.042 

0.83 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.01 

0.007 

0.57 

0.68 


Chak Durjanwas 

0811000501423100 

0.261 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.261 

-0.53 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.51 

0.99 


Chak Harpatti 

0811000401407400 

0.808 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.808 

-0.52 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.005 

0.51 

0.96 


Chak Hurela 

0812001101607800 

0.540 

Fresh 

Non-command 

Non-command 

Quartzite 

0.489 

-0.76 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.002 

0.50 

0.75 


Chak Indawa 

0811000501440800 

1.342 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.204 

-1.36 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.09 

0.16 


ChakJagner 

0811000501415600 

0.879 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.048 

-0.69 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.05 







Non-command 

Younger Alluvium 

0.831 

-0.69 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.005 

0.49 

0.92 


Chak Jagrampura 

0811000401407800 

0.660 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.660 

1.29 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.01 

0.004 

0.53 

0.85 


Chak Kalikhar 

0811000401412000 

3.641 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.520 

0.15 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.05 

0.022 

0.49 

0.85 


Chak Khanpura 

0811000401405700 

0.662 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.662 

-0.83 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.004 

0.53 

0.90 


Chak Kharji 

0811000501420800 

0.429 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.429 

-0.12 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.003 

0.50 

0.98 


Chak Koopawas 

0811000501413700 

0.683 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.683 

-0.80 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.004 

0.54 

0.90 


Chak Lawan 

0812001201629400 

1.847 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.847 

-0.85 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.013 

0.53 

0.91 


Chak Madhogarh 

0812001201627300 

0.389 

Fresh 

Non-command 

Non-command 

Quartzite 

0.389 

-1.77 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.003 

0.55 

0.85 


Chak Maharajpura 

0812001301654100 

0.408 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.408 

0.25 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.002 

0.55 

0.90 


Chak Malyawas 

0811000501416000 

0.486 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.016 

-0.66 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Bhojyara 

081100050143080C 

0.15 

0.31 

(55.69) 

0.24 

0.00 

0.25 

0.06 

0.62 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.252 

0.013 

0.239 

0.144 

60.34 

Safe 

Bhonyawala 

081200120161480C 

0.12 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.23 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.031 

0.003 

0.028 

0.188 

673.97 

Over Exploited 

Bhoodlya Bhootpura 

081100040140700C 

0.20 

0.06 

- 

0.06 

- 

0.06 

0.02 

0.20 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.072 

0.007 

0.065 

0.213 

327.14 

Over Exploited 



0.20 

0.17 

- 

0.17 

0.01 

0.18 

0.03 

0.33 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.200 

0.020 

0.180 

0.450 

250.16 

Over Exploited 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.012 

1,255.98 

Over Exploited 

Bhoorla 

0812001201626600 

0.12 

0.26 

- 

0.26 

0.00 

0.26 

0.06 

0.59 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.272 

0.027 

0.244 

0.413 

169.10 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

8,780.82 

Over Exploited 



0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhowatpura 

0811000501427200 

0.20 

0.17 

- 

0.17 

0.01 

0.18 

0.05 

0.63 

- 

0.0200 

- 

- 

0.001 

0.022 

0.022 

0.204 

0.020 

0.183 

0.413 

225.64 

Over Exploited 

Bhudarpura 

0812001201628400 

0.12 

0.10 

- 

0.10 

- 

0.10 

0.06 

0.60 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.115 

0.011 

0.103 

0.407 

393.94 

Over Exploited 

Bidarkha 

0811000401408600 

0.20 

0.16 

- 

0.16 

- 

0.16 

0.05 

0.56 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.165 

0.017 

0.149 

0.212 

142.35 

Over Exploited 


0811000501414500 

0.15 

0.09 

- 

0.09 

0.01 

0.10 

0.02 

0.24 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.137 

0.014 

0.123 

0.335 

271.41 

Over Exploited 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.19 

- 

0.19 

0.01 

0.20 

0.03 

0.36 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.232 

0.023 

0.209 

0.336 

160.98 

Over Exploited 

Biharipura 

0811000501438700 

0.15 

0.13 

- 

0.13 

0.00 

0.13 

0.05 

0.66 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.145 

0.015 

0.131 

0.279 

213.69 

Over Exploited 


0812001201627700 

0.12 

0.16 

- 

0.16 

- 

0.16 

0.05 

0.52 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.171 

0.017 

0.153 

0.375 

244.43 

Over Exploited 



0.08 

0.00 

- 

0.00 

0.00 

0.00 

0.01 

0.07 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.004 

0.000 

0.004 

0.031 

787.77 

Over Exploited 

Bilona Kalan 

0811000501437900 

0.15 

0.01 

- 

0.01 

0.00 

0.01 

0.01 

0.07 

0.00 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.023 

0.002 

0.021 

0.262 

1,253.20 

Over Exploited 

Bimalpura 

0812001201619600 

0.12 

0.26 

9.22 

0.29 

0.01 

0.30 

0.06 

0.61 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.318 

0.016 

0.302 

0.473 

156.58 

Over Exploited 

Birajpura 

0812001201616200 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bodya Ka Barh 

0812001301633500 

0.12 

0.00 

617.96 

0.00 

- 

0.00 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.001 

23.70 

Safe 

Booj 

0812001101606400 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.041 

2,390.30 

Over Exploited 



0.08 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.002 

0.015 

0.002 

0.014 

0.114 

837.02 

Over Exploited 

Boontoli 

0811000401404800 

0.20 

0.29 

(7.92) 

0.27 

0.01 

0.28 

0.05 

0.59 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.309 

0.015 

0.294 

0.286 

97.56 

Critical 

Borai 

0812001201623300 

0.12 

0.00 

949.15 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.009 

2,699.77 

Over Exploited 

Borda 

0810000401295200 

0.08 

0.18 

(9.63) 

0.16 

0.00 

0.16 

0.06 

0.61 

- 

0.0400 

- 

- 

0.006 

0.046 

0.046 

0.210 

0.010 

0.199 

0.358 

179.53 

Over Exploited 

Borkhera 

0810000401298500 

0.16 

0.38 

152.00 

0.46 

0.02 

0.48 

0.04 

0.46 

- 

0.0500 

- 

- 

0.004 

0.054 

0.054 

0.538 

0.027 

0.511 

0.474 

92.78 

Critical 



0.06 

0.01 

443.47 

0.01 

- 

0.01 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.024 

0.001 

0.023 

0.116 

507.58 

Over Exploited 

Brahmpuri 

0812001201618100 

0.12 

0.11 

68.54 

0.13 

- 

0.13 

0.06 

0.58 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.144 

0.007 

0.137 

0.220 

160.31 

Over Exploited 

Burja 

0811000501421600 

0.15 

0.04 

- 

0.04 

- 

0.04 

0.02 

0.26 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.046 

0.005 

0.042 

0.073 

176.67 

Over Exploited 



0.06 

0.02 

- 

0.02 

- 

0.02 

0.03 

0.31 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.031 

0.003 

0.028 

0.063 

227.75 

Over Exploited 

Byason Ka Nohar 

0811000501422900 

0.15 

0.18 

- 

0.18 

0.01 

0.19 

0.05 

0.56 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.213 

0.021 

0.192 

0.176 

91.80 

Critical 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chainpura 

0812001201615000 

0.12 

0.11 

- 

0.11 

0.01 

0.12 

0.06 

0.59 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.145 

0.014 

0.130 

0.516 

396.70 

Over Exploited 


0812001201619200 

0.12 

0.28 

56.17 

0.33 

- 

0.33 

0.06 

0.60 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.341 

0.017 

0.324 

0.418 

128.97 

Over Exploited 

Chainpura Kalan 

0811000501416900 

0.20 

0.12 

- 

0.12 

0.00 

0.12 

0.05 

0.56 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.119 

0.012 

0.107 

0.007 

6.83 

Safe 

Chainpura Khurd 

0811000501429400 

0.20 

0.08 

- 

0.08 

- 

0.08 

0.05 

0.64 

- 

- 

- 

- 

- 

- 

- 

0.080 

0.008 

0.072 

0.004 

6.03 

Safe 

Chak Abhaipura 

0811000501415000 

0.15 

0.06 

- 

0.06 

- 

0.06 

0.05 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.072 

0.007 

0.064 

0.190 

294.53 

Over Exploited 

Chak Alipura 

0811000501420400 

0.15 

0.06 

- 

0.06 

- 

0.06 

0.05 

0.55 

- 

- 

- 

- 

- 

- 

- 

0.056 

0.006 

0.051 

0.005 

9.40 

Safe 

Chak Balram Pura No.2 

0812001301635500 

0.12 

0.01 

69.04 

0.01 

0.00 

0.01 

0.03 

0.29 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

0.000 

0.008 

0.001 

10.64 

Safe 

Chak Chandpur 

0811000501419100 

0.15 

0.03 

- 

0.03 

0.00 

0.03 

0.05 

0.53 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.031 

0.003 

0.028 

0.003 

9.51 

Safe 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chak Chandpura 

0812001301633900 

0.12 

0.06 

96.01 

0.07 

- 

0.07 

0.06 

0.57 

- 

- 

- 

- 

- 

- 

- 

0.073 

0.004 

0.070 

0.026 

37.58 

Safe 

Chak Chandsen 

0811000501436300 

0.15 

0.02 

- 

0.02 

0.00 

0.02 

0.05 

0.67 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.023 

0.002 

0.021 

0.025 

121.78 

Over Exploited 

Chak Chaurasi 

0812001301653700 

0.12 

0.04 

(58.25) 

0.03 

0.00 

0.03 

0.05 

0.53 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.029 

0.001 

0.028 

0.014 

48.87 

Safe 

Chak Cheemapura 

0812001301653300 

0.12 

0.03 

(93.28) 

0.02 

- 

0.02 

0.05 

0.53 

- 

- 

- 

- 

- 

- 

- 

0.021 

0.001 

0.020 

0.013 

63.65 

Safe 

Chak Chhareda 

0811000401412100 

0.20 

0.28 

(80.60) 

0.23 

- 

0.23 

0.04 

0.46 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.236 

0.012 

0.224 

0.315 

140.66 

Over Exploited 



0.06 

0.00 

195.81 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.046 

1,970.43 

Over Exploited 

Chak Dayalpura 

0812001201624000 

0.12 

0.01 

(91.15) 

0.01 

- 

0.01 

0.05 

0.49 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.001 

16.67 

Safe 

Chak Dehlas 

0811000401408100 

0.20 

0.02 

- 

0.02 

- 

0.02 

0.05 

0.56 

- 

- 

- 

- 

- 

- 

- 

0.024 

0.002 

0.022 

0.019 

84.52 

Semi Critical 

Chak Deori 

0812001201629600 

0.12 

0.01 

- 

0.01 

0.00 

0.01 

0.05 

0.59 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.013 

0.001 

0.011 

0.053 

469.38 

Over Exploited 

Chak Dhakra 

0810000401295600 

0.16 

0.12 

56.70 

0.15 

0.01 

0.16 

0.06 

0.60 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.179 

0.009 

0.170 

0.217 

127.70 

Over Exploited 

Chak Dharanwas 

0811000401399800 

0.20 

0.12 

(40.81) 

0.10 

0.00 

0.10 

0.06 

0.64 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.101 

0.005 

0.096 

0.015 

15.21 

Safe 

Chak Durjanwas 

0811000501423100 

0.15 

0.02 

- 

0.02 

- 

0.02 

0.05 

0.56 

- 

- 

- 

- 

- 

- 

- 

0.020 

0.002 

0.018 

0.002 

9.19 

Safe 

Chak Harpatti 

0811000401407400 

0.20 

0.08 

- 

0.08 

- 

0.08 

0.05 

0.56 

- 

- 

- 

- 

- 

- 

- 

0.082 

0.008 

0.074 

0.022 

30.02 

Safe 

Chak Hurela 

0812001101607800 

0.08 

0.02 

- 

0.02 

- 

0.02 

0.05 

0.56 

- 

- 

- 

- 

- 

- 

- 

0.020 

0.002 

0.018 

0.117 

664.52 

Over Exploited 

Chak Indawa 

0811000501440800 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.001 

50.54 

Safe 

ChakJagner 

0811000501415600 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.08 

- 

0.08 

- 

0.08 

0.05 

0.53 

- 

- 

- 

- 

- 

- 

- 

0.081 

0.008 

0.073 

0.086 

118.78 

Over Exploited 

Chak Jagrampura 

0811000401407800 

0.20 

0.07 

(24.86) 

0.06 

0.00 

0.06 

0.06 

0.59 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.058 

0.003 

0.055 

0.012 

22.29 

Safe 

Chak Kalikhar 

0811000401412000 

0.20 

0.35 

(88.04) 

0.28 

- 

0.28 

0.05 

0.54 

- 

- 

- 

- 

- 

- 

- 

0.278 

0.014 

0.264 

0.072 

27.42 

Safe 

Chak Khanpura 

0811000401405700 

0.20 

0.07 

- 

0.07 

- 

0.07 

0.05 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.080 

0.008 

0.072 

0.189 

261.30 

Over Exploited 

Chak Kharji 

0811000501420800 

0.15 

0.03 

- 

0.03 

- 

0.03 

0.05 

0.55 

- 

- 

- 

- 

- 

- 

- 

0.032 

0.003 

0.029 

0.016 

54.07 

Safe 

Chak Koopawas 

0811000501413700 

0.15 

0.05 

- 

0.05 

0.00 

0.06 

0.05 

0.59 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.062 

0.006 

0.055 

0.060 

108.79 

Over Exploited 

Chak Lawan 

0812001201629400 

0.12 

0.12 

- 

0.12 

- 

0.12 

0.05 

0.59 

- 

- 

- 

- 

- 

- 

- 

0.118 

0.012 

0.106 

0.096 

89.87 

Semi Critical 

Chak Madhogarh 

0812001201627300 

0.08 

0.02 

- 

0.02 

- 

0.02 

0.06 

0.60 

- 

- 

- 

- 

- 

- 

- 

0.017 

0.002 

0.015 

0.096 

625.00 

Over Exploited 

Chak Maharajpura 

0812001301654100 

0.12 

0.03 

(58.43) 

0.02 

- 

0.02 

0.05 

0.60 

- 

- 

- 

- 

- 

- 

- 

0.022 

0.001 

0.020 

0.034 

164.65 

Over Exploited 

Chak Malyawas 

0811000501416000 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Younger Alluvium 

0.275 

-0.66 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.002 

0.31 

0.55 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.141 

-0.66 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.16 

0.28 







Non-command 

Younger Alluvium 

0.054 

-0.66 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.06 

0.11 


Chak Mukandpura 

0811000501439100 

0.266 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.266 

-0.38 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.61 

1.03 


Chak Mukandpura Wake Nagariyawas 

0811000501440300 

0.334 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.060 

-0.37 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.11 

0.18 


Chak Naradpura 

0812001201620400 

0.399 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.399 

-0.19 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.003 

0.55 

0.84 


Chak Patalwas 

0811000501422400 

1.343 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.343 

-0.15 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.009 

0.50 

0.99 


Chak Prithvisinghpura 

0811000501431500 

0.640 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.142 

-0.75 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.001 

0.13 

0.21 







Non-command 

Younger Alluvium 

0.499 

-0.75 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.003 

0.45 

0.75 


Chak Ramsar 

0811000501422000 

1.792 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.792 

-0.13 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.011 

0.50 

0.98 


Chak Roda 

0811000501436700 

0.298 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.298 

-0.77 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.002 

0.61 

1.03 


Chak Rojwari 

0812001201626500 

0.474 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.474 

-1.84 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.003 

0.55 

0.84 


Chak Sahaspur 

0811000401412400 

0.305 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.305 

0.25 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.002 

0.52 

0.86 


ChakSawai Madhopura 

0811000501428000 

0.485 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.485 

-0.51 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.003 

0.56 

0.94 


Chak Shahpura 

0811000501440700 

0.172 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.172 

-1.11 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.61 

1.03 


ChakShri Kishanpura N 

0812001301634900 

0.648 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.648 

0.87 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.01 

0.003 

0.54 

0.87 



0812001301635300 

0.304 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.304 

1.18 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.54 

0.87 


Chak Shyampura 

0812001201615100 

0.328 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.328 

-0.88 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.002 

0.55 

0.85 


Chak Somawas 

0810000401297900 

1.302 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.930 

1.25 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.12 

0.01 

0.004 

0.39 

0.35 


Chak Toonga 

0812001201628200 

1.063 

Fresh 

Non-command 

Non-command 

Quartzite 

0.948 

-1.39 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.006 

0.49 

0.76 


Chak Vijaipura 

0811000501432500 

1.929 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.929 

-0.25 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.012 

0.57 

0.94 


Chak Vinodilalpura No. 

0812001301654200 

0.746 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.746 

0.25 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.003 

0.55 

0.89 



0812001301654300 

0.464 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.464 

0.27 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.002 

0.55 

0.89 


Chakpotli 

0812001201622600 

0.434 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.434 

-0.07 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.56 

0.80 


Chandawas 

0811000501414000 

2.435 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.435 

-0.59 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.015 

0.54 

0.90 


Chandpur 

0811000501419400 

2.178 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.178 

-0.66 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.014 

0.50 

0.98 


Chandpura 

0812001201621000 

1.024 

Fresh 

Non-command 

Non-command 

Quartzite 

1.024 

-0.97 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.007 

0.55 

0.85 


Chandsen 

0811000501435500 

4.490 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.490 

-0.69 

0.100 

0.50 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.97 

0.029 

0.61 

1.03 


Chapriya 

0812001201621100 

5.137 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.173 

-1.07 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.001 

0.02 

0.03 







Non-command 

Quartzite 

2.882 

-1.07 

0.020 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.020 

0.31 

0.47 


Charangarh 

0812001201625800 

2.824 

Fresh 

Non-command 

Non-command 

Quartzite 

2.403 

-1.90 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.016 

0.47 

0.72 


Charanwas 

0811000501427400 

0.861 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.668 

-0.77 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.004 

0.44 

0.75 





Saline 

Non-command 

Non-command 

Younger Alluvium 

0.193 

-0.77 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.001 

0.13 

0.22 



0812001201621700 

1.427 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.176 

-1.16 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.07 

0.10 







Non-command 

Quartzite 

0.305 

-1.16 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.12 

0.18 


Chatarpura 

0812001201617700 

3.614 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.008 

0.72 

0.080 

0.05 

0.00 

0.00 

0.00 

0.01 

0.22 

0.14 

0.16 

0.020 

0.46 

0.70 



0812001201618700 

2.702 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.702 

2.04 

0.080 

0.14 

0.01 

0.00 

0.00 

0.01 

0.56 

0.37 

0.54 

0.018 

0.54 

0.83 


Chawand 

0811000401400600 

2.694 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.515 

1.42 

0.100 

0.07 

0.01 

0.00 

0.00 

0.01 

0.41 

0.36 

0.27 

0.016 

0.54 

0.61 


Chawandiya 

0812001101606800 

6.072 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.931 

-0.56 

0.120 

0.30 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.19 

0.025 

0.45 

0.69 







Non-command 

Quartzite 

1.081 

-0.56 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.005 

0.10 

0.15 


Cheemapura 

0812001301653400 

1.741 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.226 

0.18 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.05 

0.001 

0.07 

0.11 


Chharera 

0811000401411300 

8.509 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.509 

0.34 

0.100 

0.27 

0.01 

0.00 

0.00 

0.00 

0.55 

0.30 

1.02 

0.054 

0.51 

0.94 


Chimanpura 

0811000501432300 

3.401 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.401 

-0.59 

0.100 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.022 

0.58 

0.99 



0822000302626900 

2.276 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.616 

1.12 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.06 

0.006 

0.38 

0.47 


Chitori 

0812001201621900 

1.605 

Fresh 

Non-command 

Non-command 

Quartzite 

0.991 

-1.61 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.007 

0.34 

0.52 


Chodiyawas 

0811000501419500 

2.790 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.790 

-0.09 

0.100 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.48 

0.018 

0.50 

0.99 


Chonriyawas 

0811000501435000 

5.555 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.555 

-0.84 

0.100 

0.01 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.035 

0.60 

1.02 


Chorwara 

0812001201616000 

2.194 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.085 

-1.03 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.007 

0.27 

0.42 







Non-command 

Quartzite 

0.544 

-1.03 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.004 

0.14 

0.21 


Churada 

0822000302629700 

6.237 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.796 

1.39 

0.100 

0.10 

0.01 

0.00 

0.00 

0.00 

0.90 

0.88 

0.37 

0.020 

0.52 

0.53 







Non-command 

Phyllite & Schist 

0.367 

1.39 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.03 

0.03 


Churiyawas 

0811000401410600 

2.391 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.391 

0.10 

0.100 

0.10 

0.00 

0.00 

0.00 

0.01 

0.12 

0.06 

0.38 

0.015 

0.51 

0.96 


Dabar Kalan 

0811000501424900 

2.960 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.960 

-0.82 

0.120 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.64 

0.019 

0.53 

0.99 


Dabar Khurd 

0811000501425200 

1.623 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.247 

-0.80 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.008 

0.43 

0.77 







Non-command 

Younger Alluvium 

0.376 

-0.80 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.002 

0.13 

0.23 


Dadiya Patti 

0812001101608000 

1.383 

Fresh 

Non-command 

Non-command 

Quartzite 

1.170 

-1.08 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.006 

0.47 

0.70 


Dahlod 

0822000302626300 

9.842 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.133 

1.25 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.000 

0.01 

0.01 


Damodar Ka Bas 

0812001301634800 

5.041 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.041 

0.33 

0.080 

0.25 

0.01 

0.00 

0.00 

0.01 

0.36 

0.22 

0.97 

0.021 

0.54 

0.88 


Danau Kalan 

0812001201619500 

3.750 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.750 

0.50 

0.080 

0.20 

0.01 

0.00 

0.00 

0.00 

0.34 

0.22 

0.79 

0.025 

0.55 

0.84 


Danau Khurd 

0812001201619400 

1.582 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.582 

0.64 

0.080 

0.17 

0.01 

0.00 

0.00 

0.00 

0.24 

0.16 

0.68 

0.011 

0.54 

0.84 


Dangri Jagner 

0811000501418000 

0.837 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.837 

-0.35 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.005 

0.50 

0.99 


Darab Nagar 

0822000302629100 

0.418 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.418 

1.14 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.07 

0.001 

0.55 

0.69 


Datwas 

0822000302628700 

15.372 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.980 

1.05 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.10 

0.09 

0.003 

0.04 

0.04 







Non-command 

Phyllite & Schist 

14.392 

1.05 

0.020 

0.24 

0.03 

0.00 

0.00 

0.03 

0.48 

0.38 

0.89 

0.051 

0.52 

0.66 


Daulatpura 

0811000501430100 

6.081 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.954 

-0.68 

0.100 

0.24 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.91 

0.032 

0.47 

0.77 







Non-command 

Younger Alluvium 

1.127 

-0.68 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.007 

0.11 

0.17 



0812001101607500 

5.145 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.877 

-0.83 

0.120 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.77 

0.014 

0.31 

0.47 







Non-command 

Quartzite 

2.042 

-0.83 

0.020 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.37 

0.010 

0.22 

0.33 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.20 

0.02 

- 

0.02 

- 

0.02 

0.03 

0.34 

- 

- 

- 

- 

- 

- 

- 

0.017 

0.002 

0.015 

0.076 

494.87 

Over Exploited 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.02 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.024 

797.64 

Over Exploited 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.008 

1,408.79 

Over Exploited 

Chak Mukandpura 

0811000501439100 

0.15 

0.02 

- 

0.02 

- 

0.02 

0.05 

0.66 

- 

- 

- 

- 

- 

- 

- 

0.024 

0.002 

0.022 

0.013 

58.27 

Safe 

Chak Mukandpura Wake Nagariyawas 

0811000501440300 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Chak Naradpura 

0812001201620400 

0.12 

0.03 

- 

0.03 

- 

0.03 

0.06 

0.61 

- 

- 

- 

- 

- 

- 

- 

0.026 

0.003 

0.024 

0.011 

45.40 

Safe 

Chak Patalwas 

0811000501422400 

0.20 

0.13 

- 

0.13 

- 

0.13 

0.05 

0.55 

- 

- 

- 

- 

- 

- 

- 

0.135 

0.013 

0.121 

0.009 

7.06 

Safe 

Chak Prithvisinghpura 

0811000501431500 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.002 

0.033 

1,344.20 

Over Exploited 



0.20 

0.05 

- 

0.05 

- 

0.05 

0.04 

0.49 

- 

- 

- 

- 

- 

- 

- 

0.045 

0.005 

0.041 

0.111 

274.34 

Over Exploited 

Chak Ramsar 

0811000501422000 

0.15 

0.14 

- 

0.14 

- 

0.14 

0.05 

0.55 

- 

- 

- 

- 

- 

- 

- 

0.135 

0.014 

0.122 

0.024 

20.08 

Safe 

Chak Roda 

0811000501436700 

0.15 

0.03 

- 

0.03 

- 

0.03 

0.05 

0.66 

- 

- 

- 

- 

- 

- 

- 

0.027 

0.003 

0.025 

0.026 

105.43 

Over Exploited 

Chak Rojwari 

0812001201626500 

0.12 

0.03 

- 

0.03 

- 

0.03 

0.06 

0.60 

- 

- 

- 

- 

- 

- 

- 

0.031 

0.003 

0.028 

0.091 

326.43 

Over Exploited 

Chak Sahaspur 

0811000401412400 

0.20 

0.03 

(66.61) 

0.03 

- 

0.03 

0.05 

0.57 

- 

- 

- 

- 

- 

- 

- 

0.025 

0.001 

0.024 

0.044 

183.88 

Over Exploited 

ChakSawai Madhopura 

0811000501428000 

0.15 

0.04 

- 

0.04 

- 

0.04 

0.05 

0.61 

- 

- 

- 

- 

- 

- 

- 

0.040 

0.004 

0.036 

0.104 

285.69 

Over Exploited 

Chak Shahpura 

0811000501440700 

0.15 

0.02 

- 

0.02 

- 

0.02 

0.05 

0.67 

- 

- 

- 

- 

- 

- 

- 

0.016 

0.002 

0.014 

0.001 

7.68 

Safe 

ChakShri Kishanpura N 

0812001301634900 

0.12 

0.04 

(33.68) 

0.03 

- 

0.03 

0.06 

0.60 

- 

- 

- 

- 

- 

- 

- 

0.034 

0.002 

0.032 

0.014 

42.76 

Safe 


0812001301635300 

0.12 

0.02 

(9.05) 

0.02 

- 

0.02 

0.06 

0.60 

- 

- 

- 

- 

- 

- 

- 

0.018 

0.001 

0.017 

0.001 

7.47 

Safe 

Chak Shyampura 

0812001201615100 

0.12 

0.02 

- 

0.02 

0.00 

0.03 

0.06 

0.61 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.031 

0.003 

0.028 

0.070 

250.81 

Over Exploited 

Chak Somawas 

0810000401297900 

0.16 

0.06 

100.18 

0.07 

0.00 

0.07 

0.04 

0.43 

- 

- 

- 

- 

0.000 

- 

- 

0.070 

0.004 

0.067 

0.014 

20.63 

Safe 

ChakToonga 

0812001201628200 

0.08 

0.04 

- 

0.04 

- 

0.04 

0.05 

0.54 

- 

- 

- 

- 

- 

- 

- 

0.037 

0.004 

0.033 

0.020 

61.36 

Safe 

Chak Vijaipura 

0811000501432500 

0.15 

0.16 

- 

0.16 

- 

0.16 

0.06 

0.62 

- 

- 

- 

- 

- 

- 

- 

0.164 

0.016 

0.148 

0.090 

61.03 

Safe 

Chak Vinodilalpura No. 

0812001301654200 

0.12 

0.05 

(81.35) 

0.04 

- 

0.04 

0.05 

0.61 

- 

- 

- 

- 

- 

- 

- 

0.039 

0.002 

0.037 

0.014 

37.70 

Safe 


0812001301654300 

0.12 

0.03 

(59.88) 

0.02 

- 

0.02 

0.05 

0.61 

- 

- 

- 

- 

- 

- 

- 

0.025 

0.001 

0.023 

0.034 

145.69 

Over Exploited 

Chakpotli 

0812001201622600 

0.12 

0.03 

- 

0.03 

0.00 

0.03 

0.06 

0.62 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.030 

0.003 

0.027 

0.003 

11.05 

Safe 

Chandawas 

0811000501414000 

0.15 

0.20 

- 

0.20 

0.00 

0.20 

0.05 

0.59 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.214 

0.021 

0.193 

0.347 

180.25 

Over Exploited 

Chandpur 

0811000501419400 

0.15 

0.16 

- 

0.16 

- 

0.16 

0.05 

0.55 

- 

- 

- 

- 

- 

- 

- 

0.164 

0.016 

0.147 

0.014 

9.41 

Safe 

Chandpura 

0812001201621000 

0.08 

0.04 

- 

0.04 

- 

0.04 

0.06 

0.61 

- 

- 

- 

- 

- 

- 

- 

0.045 

0.004 

0.040 

0.113 

278.99 

Over Exploited 

Chandsen 

0811000501435500 

0.15 

0.41 

- 

0.41 

0.02 

0.44 

0.05 

0.67 

- 

0.0700 

- 

- 

0.007 

0.077 

0.077 

0.515 

0.052 

0.464 

1.996 

430.43 

Over Exploited 

Chapriya 

0812001201621100 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.033 

12,336.00 

Over Exploited 



0.08 

0.06 

- 

0.06 

- 

0.06 

0.03 

0.34 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.075 

0.007 

0.067 

0.320 

474.05 

Over Exploited 

Charangarh 

0812001201625800 

0.08 

0.09 

- 

0.09 

- 

0.09 

0.05 

0.52 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.100 

0.010 

0.090 

0.174 

193.42 

Over Exploited 

Charanwas 

0811000501427400 

0.20 

0.06 

- 

0.06 

- 

0.06 

0.04 

0.48 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.068 

0.007 

0.061 

0.287 

467.29 

Over Exploited 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.004 

0.073 

1,673.55 

Over Exploited 


0812001201621700 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.013 

1,024.47 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.016 

619.43 

Over Exploited 

Chatarpura 

0812001201617700 

0.12 

0.16 

(14.39) 

0.14 

0.01 

0.15 

0.05 

0.51 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.167 

0.008 

0.159 

0.180 

113.48 

Over Exploited 


0812001201618700 

0.12 

0.17 

109.92 

0.21 

0.02 

0.23 

0.06 

0.60 

- 

0.0600 

- 

- 

0.008 

0.068 

0.068 

0.294 

0.015 

0.279 

0.558 

199.94 

Over Exploited 

Chawand 

0811000401400600 

0.20 

0.27 

34.12 

0.33 

0.02 

0.34 

0.06 

0.60 

- 

0.0300 

- 

- 

0.008 

0.038 

0.038 

0.379 

0.019 

0.360 

0.283 

78.63 

Semi Critical 

Chawandiya 

0812001101606800 

0.20 

0.44 

- 

0.44 

0.01 

0.45 

0.05 

0.50 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.491 

0.049 

0.442 

1.210 

273.58 

Over Exploited 



0.08 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.002 

0.017 

0.171 

1,030.46 

Over Exploited 

Cheemapura 

0812001301653400 

0.12 

0.00 

344.61 

0.00 

0.00 

0.00 

0.01 

0.08 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.002 

0.000 

0.002 

0.055 

2,372.07 

Over Exploited 

Chharera 

0811000401411300 

0.20 

0.87 

(65.83) 

0.69 

0.01 

0.70 

0.05 

0.56 

- 

0.0400 

- 

- 

0.000 

0.040 

0.040 

0.743 

0.037 

0.705 

1.069 

151.59 

Over Exploited 

Chimanpura 

0811000501432300 

0.15 

0.29 

- 

0.29 

0.01 

0.30 

0.06 

0.63 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.325 

0.032 

0.292 

0.435 

148.77 

Over Exploited 


0822000302626900 

0.12 

0.07 

(39.81) 

0.06 

0.00 

0.06 

0.04 

0.42 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.072 

0.004 

0.069 

0.064 

92.82 

Critical 

Chitori 

0812001201621900 

0.08 

0.02 

- 

0.02 

- 

0.02 

0.04 

0.38 

- 

- 

- 

- 

- 

- 

- 

0.018 

0.002 

0.016 

0.065 

400.81 

Over Exploited 

Chodiyawas 

0811000501419500 

0.15 

0.21 

- 

0.21 

0.01 

0.22 

0.05 

0.55 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.240 

0.024 

0.216 

0.493 

228.55 

Over Exploited 

Chonriyawas 

0811000501435000 

0.15 

0.50 

- 

0.50 

0.01 

0.51 

0.05 

0.66 

- 

- 

- 

- 

0.010 

0.010 

0.010 

0.519 

0.052 

0.467 

0.035 

7.57 

Safe 

Chorwara 

0812001201616000 

0.12 

0.04 

- 

0.04 

- 

0.04 

0.03 

0.30 

- 

- 

- 

- 

- 

- 

- 

0.036 

0.004 

0.032 

0.130 

407.38 

Over Exploited 



0.08 

0.01 

- 

0.01 

0.00 

0.01 

0.01 

0.15 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.008 

0.001 

0.007 

0.036 

510.08 

Over Exploited 

Churada 

0822000302629700 

0.20 

0.60 

46.30 

0.72 

0.01 

0.73 

0.05 

0.57 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.771 

0.039 

0.733 

0.387 

52.87 

Safe 



0.12 

0.00 

592.56 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.015 

929.11 

Over Exploited 

Churiyawas 

0811000401410600 

0.20 

0.24 

(74.40) 

0.19 

0.01 

0.20 

0.05 

0.56 

- 

0.0100 

- 

- 

0.009 

0.019 

0.019 

0.219 

0.011 

0.208 

0.393 

189.34 

Over Exploited 

Dabar Kalan 

0811000501424900 

0.20 

0.32 

- 

0.32 

0.01 

0.33 

0.05 

0.58 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.349 

0.035 

0.314 

0.663 

211.22 

Over Exploited 

Dabar Khurd 

0811000501425200 

0.15 

0.08 

- 

0.08 

- 

0.08 

0.04 

0.47 

- 

- 

- 

- 

- 

- 

- 

0.081 

0.008 

0.073 

0.141 

194.19 

Over Exploited 



0.20 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.001 

0.009 

0.044 

503.47 

Over Exploited 

Dadiya Patti 

0812001101608000 

0.08 

0.04 

- 

0.04 

- 

0.04 

0.05 

0.52 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.053 

0.005 

0.048 

0.244 

509.38 

Over Exploited 

Dahlod 

0822000302626300 

0.20 

0.00 

7,645.84 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.011 

591.24 

Over Exploited 

Damodar Ka Bas 

0812001301634800 

0.12 

0.33 

(32.24) 

0.26 

0.02 

0.29 

0.06 

0.60 

- 

0.0400 

- 

- 

0.020 

0.060 

0.060 

0.346 

0.017 

0.328 

0.993 

302.56 

Over Exploited 

Danau Kalan 

0812001201619500 

0.12 

0.25 

(10.80) 

0.22 

0.01 

0.23 

0.06 

0.60 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.261 

0.013 

0.248 

0.810 

326.69 

Over Exploited 

Danau Khurd 

0812001201619400 

0.12 

0.10 

50.09 

0.12 

0.01 

0.13 

0.06 

0.60 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.164 

0.008 

0.156 

0.691 

443.55 

Over Exploited 

Dangri Jagner 

0811000501418000 

0.20 

0.08 

- 

0.08 

- 

0.08 

0.05 

0.55 

- 

- 

- 

- 

- 

- 

- 

0.084 

0.008 

0.076 

0.121 

160.27 

Over Exploited 

Darab Nagar 

0822000302629100 

0.12 

0.03 

(15.01) 

0.02 

- 

0.02 

0.06 

0.61 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.034 

0.002 

0.032 

0.066 

208.25 

Over Exploited 

Datwas 

0822000302628700 

0.20 

0.01 

1,294.94 

0.01 

- 

0.01 

0.00 

0.04 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.089 

514.78 

Over Exploited 



0.12 

0.89 

(57.53) 

0.71 

0.06 

0.77 

0.05 

0.57 

- 

0.1000 

- 

- 

0.042 

0.142 

0.142 

0.915 

0.046 

0.869 

0.944 

108.58 

Over Exploited 

Daulatpura 

0811000501430100 

0.15 

0.35 

- 

0.35 

0.02 

0.36 

0.04 

0.51 

- 

0.0300 

- 

- 

0.009 

0.039 

0.039 

0.403 

0.040 

0.363 

0.945 

260.25 

Over Exploited 



0.20 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.034 

0.003 

0.031 

0.207 

675.62 

Over Exploited 


0812001101607500 

0.20 

0.18 

- 

0.18 

0.01 

0.19 

0.03 

0.34 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.218 

0.022 

0.196 

0.782 

399.44 

Over Exploited 



0.08 

0.04 

- 

0.04 

- 

0.04 

0.02 

0.24 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.046 

0.005 

0.041 

0.375 

912.31 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Dausa (M) 

081100044110400C 

25.304 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.980 

1.70 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.26 

0.23 

0.00 

0.261 

0.02 

0.02 


Dayal Pura 

0812001201624200 

3.997 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.335 

0.23 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.009 

0.19 

0.22 


Dayalpura 

0811000501426500 

1.676 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.676 

-0.80 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.011 

0.59 

1.01 


Deeppura 

0812001101606700 

3.908 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.908 

-0.72 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.019 

0.55 

0.85 


Dehlal 

0811000501425900 

9.506 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.686 

-0.60 

0.100 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.68 

0.043 

0.43 

0.72 







Non-command 

Quartzite 

1.211 

-0.60 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.008 

0.08 

0.13 


Dehlari 

0811000401404500 

2.241 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.241 

0.74 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.20 

0.15 

0.17 

0.014 

0.56 

0.74 


Delas 

0811000401408200 

2.031 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.031 

-0.55 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.013 

0.51 

0.97 


Deogaon 

0812001201619700 

5.011 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.011 

0.92 

0.080 

0.12 

0.01 

0.00 

0.00 

0.00 

0.48 

0.31 

0.45 

0.034 

0.55 

0.84 


Deoli 

0811000501433700 

10.240 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.240 

-0.46 

0.100 

0.31 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.14 

0.065 

0.56 

1.00 


Deori 

0811000401405800 

2.489 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.489 

-0.81 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.016 

0.53 

0.92 


Dhadhdha Ka Bas 

0811000401410100 

1.619 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.619 

-0.65 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.010 

0.50 

0.97 


Dhamsya 

0812001101607700 

1.566 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.076 

-0.29 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.000 

0.03 

0.04 







Non-command 

Quartzite 

1.477 

-0.29 

0.020 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.54 

0.007 

0.52 

0.78 


Dharanwas 

0811000401412600 

1.795 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.795 

0.18 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.23 

0.011 

0.52 

0.83 


Dharasooti 

0811000401406100 

0.521 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.521 

-0.82 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.003 

0.52 

0.94 


Dharmpura 

0812001101607600 

1.725 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.406 

-0.53 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.007 

0.45 

0.68 







Non-command 

Quartzite 

0.313 

-0.53 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.002 

0.10 

0.15 


Dhedpura 

0812001201617400 

1.615 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.071 

-0.64 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.02 

0.04 


Dheegar Ka Bas 

0812001201625600 

2.969 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.055 

-1.87 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.014 

0.38 

0.58 







Non-command 

Quartzite 

0.800 

-1.87 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.005 

0.15 

0.23 


Dhigariya 

0811000401399900 

4.338 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.338 

0.63 

0.100 

0.12 

0.02 

0.00 

0.00 

0.00 

0.37 

0.27 

0.44 

0.028 

0.56 

0.75 


Dhindhol 

0812001201617300 

6.863 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.622 

-0.76 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.011 

0.13 

0.20 


Dholawas 

0811000501422500 

2.172 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.023 

-0.16 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 







Non-command 

Younger Alluvium 

2.148 

-0.16 

0.120 

0.22 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.86 

0.014 

0.50 

0.98 


Dholi 

0811000501420600 

5.503 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.163 

0.00 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.033 

0.47 

0.89 







Non-command 

Quartzite 

0.341 

0.00 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.03 

0.06 



0812001201627000 

1.879 

Fresh 

Non-command 

Non-command 

Quartzite 

1.879 

-1.76 

0.020 

0.06 

0.00 

0.00 

0.00 

0.02 

0.00 

0.00 

0.23 

0.013 

0.55 

0.85 


Dhoola Raoji 

0812001101607200 

12.626 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.754 

0.16 

0.120 

0.48 

0.02 

0.00 

0.00 

0.00 

0.63 

0.42 

1.91 

0.044 

0.39 

0.59 


Didwana 

0811000501423900 

19.948 

Fresh 

Non-command 

Non-command 

Older Alluvium 

15.806 

-0.66 

0.100 

1.43 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

5.58 

0.101 

0.48 

0.81 







Non-command 

Quartzite 

0.267 

-0.66 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.002 

0.01 

0.01 


Dob Jageer 

0811000501421800 

9.906 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.899 

-0.09 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.044 

0.35 

0.68 







Non-command 

Quartzite 

3.008 

-0.09 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.019 

0.15 

0.30 


Dob Khalsa 

0811000501421900 

1.319 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.319 

-0.11 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.008 

0.50 

0.98 


Dobla Kalan 

0812001301654700 

5.032 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.032 

0.09 

0.080 

0.24 

0.01 

0.00 

0.00 

0.00 

0.27 

0.16 

0.92 

0.021 

0.56 

0.90 


Dobla Khurd 

0811000501428300 

3.244 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.028 

-0.51 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.007 

0.18 

0.30 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.216 

-0.51 

0.100 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.44 

0.014 

0.38 

0.64 


Doobli 

0812001201628000 

2.353 

Fresh 

Non-command 

Non-command 

Quartzite 

2.353 

-1.65 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.016 

0.55 

0.85 


Doodhli 

0812001201615400 

4.209 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.004 

-0.84 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Doongarpur 

0811000501422800 

2.885 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.432 

-0.34 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.003 

0.08 

0.15 







Non-command 

Younger Alluvium 

2.453 

-0.34 

0.120 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.75 

0.016 

0.43 

0.84 


Dopur 

0812001201622700 

1.273 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.922 

-0.05 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.006 

0.40 

0.59 







Non-command 

Quartzite 

0.351 

-0.05 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.002 

0.15 

0.22 


Dublya 

0811000401407700 

1.237 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.237 

0.96 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.15 

0.09 

0.15 

0.008 

0.53 

0.86 


Dugrawata 

0811000401407500 

4.099 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.099 

-0.03 

0.100 

0.07 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.26 

0.026 

0.52 

0.93 


Durjanwas 

0811000501423200 

0.559 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.559 

-0.47 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.51 

0.99 


Dwarkpura 

0812001301658000 

1.827 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.057 

0.40 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.03 


Gandlai 

0811000501414400 

3.242 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.984 

-0.49 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.006 

0.17 

0.28 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.259 

-0.49 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.014 

0.38 

0.65 


Ganeshpura @ Hathathali 

0822000302626400 

2.594 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.157 

1.24 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.30 

0.27 

0.11 

0.008 

0.46 

0.49 


Gangalyawas 

0811000501428200 

1.693 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.270 

-0.72 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.002 

0.09 

0.15 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.941 

-0.72 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.006 

0.31 

0.53 







Non-command 

Younger Alluvium 

0.481 

-0.72 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.003 

0.16 

0.27 


Ganglyawas 

0811000401400700 

3.457 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.340 

1.46 

0.100 

0.06 

0.01 

0.00 

0.00 

0.01 

0.39 

0.34 

0.21 

0.015 

0.39 

0.44 


Gaonli 

0811000401406400 

2.962 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.830 

-0.76 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.005 

0.15 

0.25 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.133 

-0.76 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.014 

0.38 

0.65 


Garh 

0812001201621200 

3.226 

Fresh 

Non-command 

Non-command 

Quartzite 

3.226 

-1.50 

0.020 

0.30 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.16 

0.022 

0.55 

0.85 


Garh Ka Para 

0812001301655500 

4.042 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.042 

0.08 

0.080 

0.12 

0.01 

0.00 

0.00 

0.00 

0.13 

0.08 

0.48 

0.017 

0.56 

0.89 


Garholi 

0812001201624600 

3.341 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.341 

-0.30 

0.080 

0.08 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.023 

0.56 

0.75 


Ghasipura 

0812001201619300 

2.581 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.581 

1.01 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.27 

0.17 

0.21 

0.017 

0.54 

0.84 


Ghata 

0811000501421000 

14.052 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.995 

-0.09 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.006 

0.04 

0.06 







Non-command 

Quartzite 

1.169 

-0.09 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.007 

0.04 

0.07 


Ghata Nainwari 

0810000401296500 

8.926 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.363 

1.04 

0.090 

0.17 

0.02 

0.00 

0.00 

0.01 

0.83 

0.74 

0.63 

0.030 

0.43 

0.48 


Girdharpura 

0811000401408500 

1.520 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.520 

0.98 

0.100 

0.07 

0.01 

0.00 

0.00 

0.00 

0.21 

0.12 

0.27 

0.010 

0.52 

0.90 


God Ka Bas 

0812001301634100 

2.775 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.759 

1.74 

0.080 

0.11 

0.01 

0.00 

0.00 

0.01 

0.48 

0.30 

0.43 

0.012 

0.54 

0.85 


Godawas 

0811000501423500 

6.348 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.179 

-0.35 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.027 

0.36 

0.65 







Non-command 

Quartzite 

2.152 

-0.35 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.014 

0.19 

0.34 


Gokulpura 

0811000501428500 

2.407 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.930 

-0.59 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.012 

0.46 

0.76 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Dausa (M) 

081100044110400C 

0.20 

0.00 

5,182.16 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.006 

0.000 

0.006 

0.261 

4,744.52 

Over Exploited 

Dayal Pura 

0812001201624200 

0.12 

0.03 

(8.61) 

0.03 

0.00 

0.03 

0.02 

0.21 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.031 

0.002 

0.030 

0.044 

147.71 

Over Exploited 

Dayalpura 

0811000501426500 

0.20 

0.20 

- 

0.20 

- 

0.20 

0.05 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.208 

0.021 

0.187 

0.329 

175.92 

Over Exploited 

Deeppura 

0812001101606700 

0.20 

0.43 

- 

0.43 

0.00 

0.43 

0.06 

0.61 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.443 

0.044 

0.399 

0.299 

75.08 

Semi Critical 

Dehlal 

0811000501425900 

0.15 

0.43 

- 

0.43 

0.01 

0.44 

0.04 

0.47 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.468 

0.047 

0.421 

0.719 

170.49 

Over Exploited 



0.06 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.001 

0.005 

0.092 

1,801.56 

Over Exploited 

Dehlari 

0811000401404500 

0.20 

0.25 

(38.29) 

0.20 

0.01 

0.21 

0.06 

0.62 

- 

0.0200 

- 

- 

0.001 

0.022 

0.022 

0.233 

0.012 

0.221 

0.182 

82.45 

Semi Critical 

Delas 

0811000401408200 

0.20 

0.21 

- 

0.21 

0.00 

0.21 

0.05 

0.56 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.208 

0.021 

0.188 

0.114 

60.78 

Safe 

Deogaon 

0812001201619700 

0.12 

0.33 

(5.47) 

0.31 

0.01 

0.32 

0.06 

0.61 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.346 

0.017 

0.328 

0.488 

148.65 

Over Exploited 

Deoli 

0811000501433700 

0.15 

0.86 

- 

0.86 

0.01 

0.88 

0.06 

0.62 

- 

0.0400 

- 

- 

0.007 

0.047 

0.047 

0.926 

0.093 

0.833 

1.201 

144.17 

Over Exploited 

Deori 

0811000401405800 

0.20 

0.26 

- 

0.26 

- 

0.26 

0.05 

0.58 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.272 

0.027 

0.245 

0.226 

92.12 

Critical 

Dhadhdha Ka Bas 

0811000401410100 

0.20 

0.16 

- 

0.16 

0.00 

0.16 

0.05 

0.55 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.176 

0.018 

0.159 

0.237 

149.62 

Over Exploited 

Dhamsya 

0812001101607700 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.040 

11,048.68 

Over Exploited 



0.08 

0.06 

- 

0.06 

0.01 

0.07 

0.06 

0.58 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.092 

0.009 

0.083 

0.545 

659.90 

Over Exploited 

Dharanwas 

0811000401412600 

0.20 

0.19 

(68.81) 

0.15 

- 

0.15 

0.05 

0.57 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.160 

0.008 

0.152 

0.245 

161.43 

Over Exploited 

Dharasooti 

0811000401406100 

0.20 

0.05 

- 

0.05 

- 

0.05 

0.05 

0.58 

- 

- 

- 

- 

- 

- 

- 

0.055 

0.005 

0.049 

0.121 

246.89 

Over Exploited 

Dharmpura 

0812001101607600 

0.20 

0.13 

- 

0.13 

- 

0.13 

0.05 

0.50 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.137 

0.014 

0.123 

0.344 

279.62 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.002 

0.055 

2,409.96 

Over Exploited 

Dhedpura 

0812001201617400 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.016 

8,756.50 

Over Exploited 

Dheegar Ka Bas 

0812001201625600 

0.12 

0.09 

- 

0.09 

- 

0.09 

0.04 

0.42 

- 

- 

- 

- 

- 

- 

- 

0.094 

0.009 

0.085 

0.038 

44.82 

Safe 



0.08 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.001 

0.006 

0.012 

222.97 

Over Exploited 

Dhigariya 

0811000401399900 

0.20 

0.49 

(43.40) 

0.39 

0.02 

0.41 

0.06 

0.62 

- 

0.0500 

- 

- 

0.007 

0.057 

0.057 

0.471 

0.024 

0.447 

0.463 

103.51 

Over Exploited 

Dhindhol 

0812001201617300 

0.12 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.030 

0.003 

0.027 

0.227 

841.76 

Over Exploited 

Dholawas 

0811000501422500 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

65,247.25 

Over Exploited 



0.20 

0.21 

- 

0.21 

0.01 

0.22 

0.05 

0.54 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.253 

0.025 

0.228 

0.877 

384.99 

Over Exploited 

Dholi 

0811000501420600 

0.15 

0.37 

(98.53) 

0.29 

- 

0.29 

0.05 

0.52 

- 

- 

- 

- 

- 

- 

- 

0.294 

0.015 

0.279 

0.033 

11.77 

Safe 



0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.000 

0.002 

446.16 

Over Exploited 


0812001201627000 

0.08 

0.08 

- 

0.08 

0.02 

0.10 

0.06 

0.61 

- 

0.0100 

- 

- 

0.030 

0.040 

0.040 

0.143 

0.014 

0.128 

0.246 

191.37 

Over Exploited 

Dhoola Raoji 

0812001101607200 

0.20 

0.60 

15,467.62 

0.48 

0.02 

0.50 

0.04 

0.43 

0.07 

0.0700 

- 

- 

- 

0.070 

0.137 

0.639 

0.032 

0.607 

1.951 

321.21 

Over Exploited 

Didwana 

0811000501423900 

0.15 

1.13 

- 

1.13 

0.07 

1.20 

0.04 

0.52 

- 

0.2100 

- 

- 

- 

0.210 

0.210 

1.411 

0.141 

1.270 

5.680 

447.33 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.067 

61,701.80 

Over Exploited 

Dob Jageer 

0811000501421800 

0.15 

0.36 

- 

0.36 

- 

0.36 

0.03 

0.39 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.375 

0.037 

0.337 

0.177 

52.42 

Safe 



0.06 

0.03 

- 

0.03 

0.00 

0.03 

0.02 

0.17 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.029 

0.003 

0.026 

0.052 

198.00 

Over Exploited 

Dob Khalsa 

0811000501421900 

0.15 

0.10 

- 

0.10 

0.01 

0.11 

0.05 

0.55 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.130 

0.013 

0.117 

0.190 

163.03 

Over Exploited 

Dobla Kalan 

0812001301654700 

0.12 

0.34 

(50.97) 

0.27 

0.01 

0.28 

0.05 

0.61 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.314 

0.016 

0.298 

0.939 

315.14 

Over Exploited 

Dobla Khurd 

0811000501428300 

0.15 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.20 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.037 

0.004 

0.034 

0.329 

974.84 

Over Exploited 



0.15 

0.13 

- 

0.13 

0.01 

0.14 

0.04 

0.42 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.157 

0.016 

0.142 

0.450 

317.60 

Over Exploited 

Doobli 

0812001201628000 

0.08 

0.10 

- 

0.10 

- 

0.10 

0.06 

0.61 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.113 

0.011 

0.102 

0.253 

248.46 

Over Exploited 

Doodhli 

0812001201615400 

0.12 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

2.43 

Safe 

Doongarpur 

0811000501422800 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.004 

0.121 

2,747.24 

Over Exploited 



0.20 

0.21 

- 

0.21 

0.01 

0.22 

0.04 

0.47 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.250 

0.025 

0.225 

0.764 

338.95 

Over Exploited 

Dopur 

0812001201622700 

0.12 

0.04 

- 

0.04 

0.00 

0.04 

0.04 

0.45 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.055 

0.006 

0.050 

0.208 

418.89 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.02 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.045 

1,172.74 

Over Exploited 

Dublya 

0811000401407700 

0.20 

0.13 

(30.53) 

0.11 

0.01 

0.12 

0.06 

0.59 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.140 

0.007 

0.133 

0.159 

119.24 

Over Exploited 

Dugrawata 

0811000401407500 

0.20 

0.42 

- 

0.42 

0.01 

0.43 

0.05 

0.57 

- 

0.0100 

- 

- 

0.014 

0.024 

0.024 

0.456 

0.046 

0.411 

0.286 

69.67 

Safe 

Durjanwas 

0811000501423200 

0.15 

0.04 

- 

0.04 

- 

0.04 

0.05 

0.56 

- 

- 

- 

- 

- 

- 

- 

0.043 

0.004 

0.039 

0.004 

9.18 

Safe 

Dwarkpura 

0812001301658000 

0.12 

0.00 

916.35 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

8,350.36 

Over Exploited 

Gandlai 

0811000501414400 

0.15 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.025 

0.002 

0.022 

0.137 

619.76 

Over Exploited 



0.15 

0.13 

- 

0.13 

- 

0.13 

0.04 

0.42 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.140 

0.014 

0.126 

0.223 

177.59 

Over Exploited 

Ganeshpura @ Hathathali 

0822000302626400 

0.20 

0.20 

39.21 

0.24 

0.00 

0.24 

0.05 

0.50 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.252 

0.013 

0.239 

0.116 

48.36 

Safe 

Gangalyawas 

0811000501428200 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.013 

0.146 

1,088.96 

Over Exploited 



0.15 

0.04 

- 

0.04 

- 

0.04 

0.03 

0.34 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.054 

0.005 

0.049 

0.305 

623.61 

Over Exploited 



0.20 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.18 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.025 

0.003 

0.023 

0.183 

799.25 

Over Exploited 

Ganglyawas 

0811000401400700 

0.20 

0.18 

85.38 

0.22 

0.02 

0.24 

0.04 

0.43 

- 

0.0200 

- 

- 

0.008 

0.028 

0.028 

0.263 

0.013 

0.250 

0.222 

88.80 

Semi Critical 

Gaonli 

0811000401406400 

0.20 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.024 

0.002 

0.022 

0.072 

328.08 

Over Exploited 



0.20 

0.16 

- 

0.16 

- 

0.16 

0.04 

0.42 

- 

- 

- 

- 

- 

- 

- 

0.162 

0.016 

0.146 

0.086 

58.79 

Safe 

Garh 

0812001201621200 

0.08 

0.14 

- 

0.14 

0.01 

0.15 

0.06 

0.61 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.193 

0.019 

0.174 

1.186 

682.38 

Over Exploited 

Garh Ka Para 

0812001301655500 

0.12 

0.27 

(68.90) 

0.22 

0.01 

0.23 

0.06 

0.61 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.252 

0.013 

0.239 

0.492 

205.43 

Over Exploited 

Garholi 

0812001201624600 

0.12 

0.23 

- 

0.23 

0.01 

0.24 

0.06 

0.62 

- 

0.0300 

- 

- 

0.005 

0.035 

0.035 

0.274 

0.027 

0.247 

0.302 

122.30 

Over Exploited 

Ghasipura 

0812001201619300 

0.12 

0.17 

3.52 

0.17 

- 

0.17 

0.06 

0.60 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.185 

0.009 

0.175 

0.225 

128.64 

Over Exploited 

Ghata 

0811000501421000 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.030 

804.24 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.024 

894.03 

Over Exploited 

Ghata Nainwari 

0810000401296500 

0.16 

0.50 

46.87 

0.60 

0.03 

0.63 

0.05 

0.48 

0.06 

0.0700 

- 

- 

0.016 

0.086 

0.143 

0.778 

0.039 

0.739 

0.664 

89.77 

Semi Critical 

Girdharpura 

0811000401408500 

0.20 

0.16 

(23.63) 

0.13 

0.01 

0.14 

0.05 

0.58 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.171 

0.009 

0.162 

0.277 

170.66 

Over Exploited 

God Ka Bas 

0812001301634100 

0.12 

0.18 

71.06 

0.21 

0.02 

0.23 

0.06 

0.59 

- 

0.0500 

- 

- 

0.008 

0.058 

0.058 

0.287 

0.014 

0.272 

0.444 

162.82 

Over Exploited 

Godawas 

0811000501423500 

0.15 

0.23 

- 

0.23 

- 

0.23 

0.03 

0.40 

- 

- 

- 

- 

- 

- 

- 

0.227 

0.023 

0.204 

0.027 

13.02 

Safe 



0.06 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.024 

0.002 

0.022 

0.014 

63.22 

Safe 

Gokulpura 

0811000501428500 

0.15 

0.13 

- 

0.13 

- 

0.13 

0.04 

0.50 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.142 

0.014 

0.128 

0.330 

257.58 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.477 

-0.59 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.003 

0.11 

0.19 


Gol 

0811000501421500 

10.135 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.228 

-0.07 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.01 

0.02 







Non-command 

Quartzite 

0.535 

-0.07 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.003 

0.03 

0.05 


Goodariya 

0811000501432600 

0.530 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.530 

0.32 

0.100 

0.14 

0.01 

0.00 

0.00 

0.00 

0.15 

0.09 

0.58 

0.003 

0.56 

0.90 


Googdod 

0810000401298600 

10.121 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.114 

1.51 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.19 

0.04 

0.004 

0.06 

0.05 


Googolao 

0811000401399700 

4.919 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.919 

1.28 

0.100 

0.12 

0.02 

0.00 

0.00 

0.01 

0.72 

0.61 

0.43 

0.031 

0.57 

0.68 


Gooja Hera 

0811000501430200 

0.773 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.773 

-0.03 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.005 

0.56 

0.87 


Goojar Hera 

0812001301658300 

1.368 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.019 

0.27 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.09 

0.004 

0.42 

0.62 


Gopalpura 

0811000501417500 

2.876 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.876 

-0.64 

0.120 

0.01 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.018 

0.51 

0.98 


Gordhanpura 

0822000302626700 

1.970 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.071 

1.22 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Gothra 

0812001201622400 

4.892 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.843 

-0.27 

0.080 

0.09 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.033 

0.56 

0.76 







Non-command 

Quartzite 

0.049 

-0.27 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 



0810000401299400 

5.497 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.347 

1.26 

0.090 

0.06 

0.01 

0.00 

0.00 

0.00 

0.20 

0.25 

0.24 

0.005 

0.14 

0.11 


Gotor 

0810000401296700 

10.636 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.204 

0.78 

0.090 

0.08 

0.01 

0.00 

0.00 

0.01 

0.50 

0.37 

0.28 

0.025 

0.30 

0.40 


Gumanpura 

0811000501430400 

0.726 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.726 

-0.19 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.005 

0.57 

0.89 



0812001201627900 

1.949 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.036 

-1.48 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 







Non-command 

Quartzite 

1.875 

-1.48 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.013 

0.53 

0.82 


Gurha Keeratwas 

0811000401406200 

3.914 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.914 

-0.76 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.025 

0.52 

0.95 


Gurha Meena 

0812001201621600 

3.959 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.169 

-1.36 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.04 







Non-command 

Quartzite 

3.763 

-1.36 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.025 

0.52 

0.80 


Gurha Sampatpura 

0811000501417100 

2.544 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.544 

-0.58 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.016 

0.50 

0.98 


Gwalni 

0812001201627800 

2.144 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.001 

-1.47 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

2.143 

-1.47 

0.020 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.77 

0.015 

0.54 

0.86 


Hamawas 

0811000501419900 

1.234 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.234 

-0.09 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.008 

0.50 

0.99 


Hameerpura 

0811000501416300 

1.106 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.106 

-0.75 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.007 

0.55 

0.97 


Hans Mahal 

0812001201624400 

3.063 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.063 

-0.04 

0.080 

0.06 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.21 

0.021 

0.57 

0.72 


Hapawas 

0811000401412700 

2.309 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.582 

0.01 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.32 

0.010 

0.36 

0.54 


Harinarayanpura 

0812001301634200 

4.750 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.750 

0.87 

0.080 

0.14 

0.01 

0.00 

0.00 

0.00 

0.46 

0.30 

0.54 

0.020 

0.54 

0.85 


Haripura 

0811000501422700 

2.158 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.133 

-0.19 

0.100 

0.08 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.014 

0.50 

0.97 







Non-command 

Younger Alluvium 

0.025 

-0.19 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Hariyana @ Harinathpura 

0811000401406600 

3.090 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.011 

-0.74 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.079 

-0.74 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.020 

0.52 

0.93 


Harpatti 

0811000401408000 

0.911 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.911 

0.50 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.08 

0.006 

0.53 

0.89 


Hathipura 

0812001201621400 

3.099 

Fresh 

Non-command 

Non-command 

Quartzite 

3.099 

-1.67 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.021 

0.55 

0.85 


Heerapura 

0812001101607300 

4.193 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.068 

-0.11 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.010 

0.27 

0.41 







Non-command 

Quartzite 

0.117 

-0.11 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.02 


Hemlyawala 

0811000501413400 

1.440 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.440 

-0.80 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.009 

0.54 

0.89 


Himmatpura 

0812001201628900 

1.922 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.922 

-0.81 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.013 

0.54 

0.87 


Hingoniyan 

0822000302628300 

6.017 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.594 

0.64 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.002 

0.05 

0.08 


Hingoti 

0812001301634400 

2.124 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.124 

-0.24 

0.080 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.62 

0.009 

0.54 

0.86 


Hingotiya 

0811000401400300 

3.466 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.466 

1.39 

0.100 

0.07 

0.01 

0.00 

0.00 

0.01 

0.53 

0.46 

0.24 

0.022 

0.58 

0.67 


Hirapura 

0812001301655200 

0.605 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.584 

0.08 

0.080 

0.10 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.39 

0.002 

0.53 

0.81 


Hirdaigarh Chak No.l 

0811000501413500 

0.356 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.356 

-0.83 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.002 

0.54 

0.90 


Hirdaigarh Chak No.2 

0811000501413600 

0.595 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.595 

-0.81 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.004 

0.54 

0.90 


Hodayali 

0811000501430600 

3.522 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.522 

-0.43 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.022 

0.57 

0.92 


Hurela 

0812001101607900 

1.837 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.234 

-1.01 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.001 

0.07 

0.11 







Non-command 

Quartzite 

1.519 

-1.01 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.008 

0.46 

0.69 


Indawa 

0811000501423800 

6.380 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.385 

-1.14 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.002 

0.04 

0.06 


Indrapuri 

0812001301635700 

3.320 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.621 

2.00 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.02 

0.003 

0.10 

0.16 


Itarda 

0811000401404200 

1.651 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.651 

0.14 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.19 

0.011 

0.55 

0.73 


Jagdishpura 

0812001301653900 

2.950 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.950 

0.36 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.15 

0.012 

0.55 

0.88 


Jagmalpura 

0812001101607100 

3.825 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.769 

-0.04 

0.120 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.62 

0.014 

0.40 

0.62 


Jagner 

0811000501417800 

1.547 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.547 

-0.53 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.010 

0.50 

0.98 


Jagner Turkan 

0811000501415800 

3.669 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.728 

-0.61 

0.100 

0.15 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.56 

0.017 

0.39 

0.71 







Non-command 

Younger Alluvium 

0.942 

-0.61 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.006 

0.14 

0.25 


Jagrampura 

0811000401407900 

1.502 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.502 

0.97 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.17 

0.10 

0.14 

0.010 

0.53 

0.89 


Jagsahaipura 

0811000401406900 

1.707 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.179 

-0.73 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.001 

0.05 

0.10 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.528 

-0.73 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.010 

0.46 

0.85 


Jagsara 

0822000302628500 

3.937 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.229 

0.66 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.001 

0.03 

0.05 







Non-command 

Phyllite & Schist 

0.087 

0.66 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

0.00 

0.01 

0.000 

0.01 

0.02 


Jailampura 

0811000401407100 

2.747 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.631 

-0.65 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.004 

0.12 

0.22 







Non-command 

Younger Alluvium 

1.653 

-0.65 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.011 

0.31 

0.59 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.463 

-0.65 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.003 

0.09 

0.16 


Jairam Ka Bas 

0812001201629500 

0.646 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.646 

-0.83 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.004 

0.53 

0.93 


Jairampura 

0811000401400100 

3.163 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.163 

1.41 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.48 

0.41 

0.19 

0.020 

0.57 

0.67 


Jaisinghpura 

0811000501430000 

3.158 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.158 

-0.27 

0.100 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.37 

0.020 

0.57 

0.90 


Jaitpura 

0811000401410800 

0.321 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.321 

0.11 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.002 

0.50 

0.97 



0810000401295800 

6.838 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.086 

1.25 

0.090 

0.04 

0.00 

0.00 

0.00 

0.00 

0.39 

0.39 

0.14 

0.012 

0.25 

0.25 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.15 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.001 

0.007 

0.045 

618.61 

Over Exploited 

Gol 

0811000501421500 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.023 

12,262.42 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.049 

7,493.97 

Over Exploited 

Goodariya 

0811000501432600 

0.15 

0.04 

104.33 

0.05 

0.01 

0.06 

0.06 

0.61 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.084 

0.004 

0.080 

0.578 

725.75 

Over Exploited 

Googdod 

0810000401298600 

0.16 

0.01 

1,569.59 

0.01 

0.00 

0.01 

0.01 

0.07 

- 

- 

- 

- 

0.001 

0.002 

0.002 

0.016 

0.001 

0.015 

0.042 

281.37 

Over Exploited 

Googolao 

0811000401399700 

0.20 

0.56 

7.74 

0.61 

0.03 

0.63 

0.06 

0.64 

- 

0.0500 

- 

- 

0.008 

0.058 

0.058 

0.690 

0.035 

0.656 

0.456 

69.61 

Safe 

Gooja Hera 

0811000501430200 

0.15 

0.07 

- 

0.07 

- 

0.07 

0.06 

0.62 

- 

- 

- 

- 

- 

- 

- 

0.065 

0.007 

0.059 

0.126 

214.17 

Over Exploited 

Goojar Hera 

0812001301658300 

0.12 

0.05 

(44.73) 

0.04 

- 

0.04 

0.04 

0.46 

- 

- 

- 

- 

- 

- 

- 

0.041 

0.002 

0.039 

0.090 

233.64 

Over Exploited 

Gopalpura 

0811000501417500 

0.20 

0.29 

- 

0.29 

0.01 

0.30 

0.05 

0.56 

- 

- 

- 

- 

0.011 

0.011 

0.011 

0.310 

0.031 

0.279 

0.018 

6.56 

Safe 

Gordhanpura 

0822000302626700 

0.12 

0.00 

745.38 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gothra 

0812001201622400 

0.12 

0.32 

- 

0.32 

0.01 

0.34 

0.06 

0.62 

- 

0.0400 

- 

- 

0.004 

0.044 

0.044 

0.380 

0.038 

0.342 

0.349 

102.01 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 


0810000401299400 

0.16 

0.03 

249,216.69 

0.03 

0.01 

0.04 

0.01 

0.16 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.084 

0.004 

0.080 

0.245 

307.32 

Over Exploited 

Gotor 

0810000401296700 

0.16 

0.29 

26.01 

0.35 

0.02 

0.37 

0.03 

0.33 

0.03 

0.0300 

- 

- 

0.009 

0.039 

0.074 

0.441 

0.022 

0.419 

0.303 

72.22 

Semi Critical 

Gumanpura 

0811000501430400 

0.15 

0.06 

- 

0.06 

0.00 

0.06 

0.06 

0.62 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.064 

0.006 

0.058 

0.027 

46.25 

Safe 


0812001201627900 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.08 

- 

0.08 

- 

0.08 

0.06 

0.58 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.089 

0.009 

0.080 

0.178 

222.40 

Over Exploited 

Gurha Keeratwas 

0811000401406200 

0.20 

0.41 

- 

0.41 

0.00 

0.41 

0.05 

0.57 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.420 

0.042 

0.378 

0.227 

60.07 

Safe 

Gurha Meena 

0812001201621600 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.009 

2,125.60 

Over Exploited 



0.08 

0.16 

- 

0.16 

- 

0.16 

0.06 

0.58 

- 

- 

- 

- 

- 

- 

- 

0.158 

0.016 

0.142 

0.114 

80.55 

Semi Critical 

Gurha Sampatpura 

0811000501417100 

0.20 

0.26 

- 

0.26 

- 

0.26 

0.05 

0.55 

- 

- 

- 

- 

- 

- 

- 

0.257 

0.026 

0.231 

0.016 

7.00 

Safe 

Gwalni 

0812001201627800 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.09 

- 

0.09 

0.01 

0.10 

0.06 

0.60 

- 

0.0300 

- 

- 

0.000 

0.031 

0.031 

0.134 

0.013 

0.121 

0.785 

650.30 

Over Exploited 

Hamawas 

0811000501419900 

0.15 

0.09 

- 

0.09 

- 

0.09 

0.05 

0.55 

- 

- 

- 

- 

- 

- 

- 

0.093 

0.009 

0.083 

0.008 

9.41 

Safe 

Hameerpura 

0811000501416300 

0.20 

0.12 

- 

0.12 

- 

0.12 

0.05 

0.60 

- 

- 

- 

- 

- 

- 

- 

0.121 

0.012 

0.109 

0.007 

6.45 

Safe 

Hans Mahal 

0812001201624400 

0.12 

0.21 

- 

0.21 

0.02 

0.23 

0.06 

0.63 

- 

0.0200 

- 

- 

0.011 

0.031 

0.031 

0.256 

0.026 

0.231 

0.227 

98.27 

Critical 

Hapawas 

0811000401412700 

0.20 

0.11 

(51.84) 

0.09 

- 

0.09 

0.03 

0.40 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.101 

0.005 

0.096 

0.328 

340.76 

Over Exploited 

Harinarayanpura 

0812001301634200 

0.12 

0.31 

(4.46) 

0.30 

0.01 

0.31 

0.06 

0.60 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.325 

0.016 

0.309 

0.560 

181.13 

Over Exploited 

Haripura 

0811000501422700 

0.15 

0.16 

- 

0.16 

0.01 

0.17 

0.05 

0.55 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.199 

0.020 

0.179 

0.300 

167.20 

Over Exploited 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Hariyana @ Harinathpura 

0811000401406600 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.32 

- 

0.32 

- 

0.32 

0.05 

0.57 

- 

- 

- 

- 

- 

- 

- 

0.319 

0.032 

0.287 

0.096 

33.32 

Safe 

Harpatti 

0811000401408000 

0.20 

0.10 

(60.01) 

0.08 

0.00 

0.08 

0.05 

0.58 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.079 

0.004 

0.075 

0.082 

109.31 

Over Exploited 

Hathipura 

0812001201621400 

0.08 

0.14 

- 

0.14 

0.00 

0.14 

0.06 

0.61 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.147 

0.015 

0.132 

0.223 

168.42 

Over Exploited 

Heerapura 

0812001101607300 

0.20 

0.09 

- 

0.09 

- 

0.09 

0.03 

0.30 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.102 

0.010 

0.092 

0.415 

452.34 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.015 

11,147.29 

Over Exploited 

Hemlyawala 

0811000501413400 

0.15 

0.12 

- 

0.12 

- 

0.12 

0.06 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.126 

0.013 

0.114 

0.305 

268.85 

Over Exploited 

Himmatpura 

0812001201628900 

0.12 

0.12 

- 

0.12 

- 

0.12 

0.06 

0.60 

- 

- 

- 

- 

- 

- 

- 

0.125 

0.012 

0.112 

0.120 

107.02 

Over Exploited 

Hingoniyan 

0822000302628300 

0.12 

0.00 

229.37 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.004 

0.024 

548.20 

Over Exploited 

Hingoti 

0812001301634400 

0.12 

0.14 

- 

0.14 

0.01 

0.15 

0.06 

0.60 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.168 

0.017 

0.151 

0.625 

413.18 

Over Exploited 

Hingotiya 

0811000401400300 

0.20 

0.40 

15.15 

0.46 

0.02 

0.48 

0.06 

0.64 

- 

0.0300 

- 

- 

0.013 

0.043 

0.043 

0.521 

0.026 

0.495 

0.264 

53.35 

Safe 

Hirapura 

0812001301655200 

0.12 

0.04 

82.52 

0.04 

- 

0.04 

0.05 

0.58 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.054 

0.003 

0.052 

0.391 

759.58 

Over Exploited 

Hirdaigarh Chak No.l 

0811000501413500 

0.15 

0.03 

- 

0.03 

- 

0.03 

0.05 

0.59 

- 

- 

- 

- 

- 

- 

- 

0.029 

0.003 

0.026 

0.091 

354.05 

Over Exploited 

Hirdaigarh Chak No.2 

0811000501413600 

0.15 

0.05 

- 

0.05 

0.00 

0.05 

0.05 

0.59 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.049 

0.005 

0.044 

0.049 

109.92 

Over Exploited 

Hodayali 

0811000501430600 

0.15 

0.30 

- 

0.30 

0.00 

0.30 

0.06 

0.63 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.312 

0.031 

0.281 

0.359 

128.07 

Over Exploited 

Hurela 

0812001101607900 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.072 

2,439.17 

Over Exploited 



0.08 

0.06 

- 

0.06 

- 

0.06 

0.05 

0.51 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.065 

0.007 

0.059 

0.277 

469.27 

Over Exploited 

Indawa 

0811000501423800 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.035 

3,276.80 

Over Exploited 

Indrapuri 

0812001301635700 

0.12 

0.01 

823.51 

0.01 

0.00 

0.01 

0.01 

0.11 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.011 

0.001 

0.010 

0.025 

235.39 

Over Exploited 

Itarda 

0811000401404200 

0.20 

0.18 

(70.17) 

0.15 

0.00 

0.15 

0.06 

0.61 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.158 

0.008 

0.150 

0.198 

131.53 

Over Exploited 

Jagdishpura 

0812001301653900 

0.12 

0.19 

(60.09) 

0.15 

0.00 

0.16 

0.06 

0.60 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.167 

0.008 

0.159 

0.163 

102.94 

Over Exploited 

Jagmalpura 

0812001101607100 

0.20 

0.21 

- 

0.21 

0.01 

0.22 

0.04 

0.45 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.242 

0.024 

0.218 

0.632 

289.81 

Over Exploited 

Jagner 

0811000501417800 

0.20 

0.16 

- 

0.16 

- 

0.16 

0.05 

0.55 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.166 

0.017 

0.150 

0.220 

147.00 

Over Exploited 

Jagner Turkan 

0811000501415800 

0.15 

0.16 

- 

0.16 

0.02 

0.18 

0.04 

0.43 

- 

0.0600 

- 

- 

0.003 

0.063 

0.063 

0.245 

0.024 

0.220 

0.578 

262.74 

Over Exploited 



0.20 

0.03 

- 

0.03 

0.01 

0.04 

0.01 

0.15 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.055 

0.006 

0.050 

0.198 

396.67 

Over Exploited 

Jagrampura 

0811000401407900 

0.20 

0.16 

(34.70) 

0.13 

0.01 

0.14 

0.05 

0.58 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.158 

0.008 

0.151 

0.153 

101.35 

Over Exploited 

Jagsahaipura 

0811000401406900 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.026 

1,507.84 

Over Exploited 



0.20 

0.14 

- 

0.14 

- 

0.14 

0.05 

0.51 

- 

- 

- 

- 

- 

- 

- 

0.141 

0.014 

0.127 

0.086 

67.71 

Safe 

Jagsara 

0822000302628500 

0.20 

0.00 

1,098.59 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.003 

0.000 

0.003 

0.044 

1,681.79 

Over Exploited 



0.12 

0.00 

(2,913.73) 

0.00 

0.01 

0.01 

0.00 

0.01 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.016 

0.001 

0.015 

0.007 

48.76 

Safe 

Jailampura 

0811000401407100 

0.20 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.015 

0.001 

0.013 

0.071 

536.72 

Over Exploited 



0.20 

0.10 

- 

0.10 

- 

0.10 

0.03 

0.34 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.111 

0.011 

0.100 

0.238 

237.83 

Over Exploited 



0.20 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.001 

0.007 

0.025 

350.09 

Over Exploited 

Jairam Ka Bas 

0812001201629500 

0.12 

0.04 

- 

0.04 

- 

0.04 

0.05 

0.58 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.051 

0.005 

0.046 

0.352 

771.15 

Over Exploited 

Jairampura 

0811000401400100 

0.20 

0.36 

13.42 

0.41 

0.01 

0.43 

0.06 

0.64 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.449 

0.022 

0.427 

0.205 

48.06 

Safe 

Jaisinghpura 

0811000501430000 

0.15 

0.27 

- 

0.27 

- 

0.27 

0.06 

0.62 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.279 

0.028 

0.251 

0.387 

154.33 

Over Exploited 

Jaitpura 

0811000401410800 

0.20 

0.03 

(78.32) 

0.03 

- 

0.03 

0.05 

0.55 

- 

- 

- 

- 

- 

- 

- 

0.026 

0.001 

0.025 

0.044 

179.48 

Over Exploited 


0810000401295800 

0.16 

0.12 

212.46 

0.15 

- 

0.15 

0.03 

0.28 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.169 

0.008 

0.161 

0.156 

97.35 

Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Phyllite & Schist 

3.746 

1.25 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.12 

0.11 

0.015 

0.31 

0.31 


Jasodanandan Pura 

0822000302627000 

2.006 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.006 

1.06 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.08 

0.06 

0.18 

0.007 

0.54 

0.68 


Jatlao 

0810000401298700 

8.163 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.084 

1.45 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.00 







Non-command 

Quartzite 

0.391 

1.45 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.002 

0.03 

0.02 


Jatwara 

0812001201622500 

10.245 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.757 

-0.11 

0.080 

0.25 

0.03 

0.00 

0.00 

0.01 

0.00 

0.00 

0.93 

0.066 

0.54 

0.71 







Non-command 

Quartzite 

0.488 

-0.11 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.003 

0.03 

0.04 


Jaun 

0811000401412300 

6.397 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.900 

0.02 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.19 

0.031 

0.40 

0.57 


Jeetpur 

0811000501418400 

2.560 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.560 

-0.38 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.016 

0.50 

0.99 


Jhajhwar 

0812001201622800 

3.653 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.653 

0.16 

0.080 

0.08 

0.00 

0.00 

0.00 

0.02 

0.10 

0.07 

0.29 

0.025 

0.56 

0.80 


Jhanpda 

0811000501429600 

4.014 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.014 

-0.44 

0.100 

0.23 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.90 

0.026 

0.57 

0.93 


Jhapda Kalan 

0812001301655600 

7.961 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.603 

0.12 

0.080 

0.23 

0.01 

0.00 

0.00 

0.00 

0.29 

0.19 

0.89 

0.032 

0.53 

0.83 


Jhar 

0812001201615300 

11.427 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.219 

-1.08 

0.080 

0.32 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.22 

0.042 

0.30 

0.46 







Non-command 

Quartzite 

0.327 

-1.08 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.002 

0.02 

0.02 


Jheejha 

0812001201618200 

0.781 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.781 

1.75 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.17 

0.11 

0.25 

0.005 

0.55 

0.84 


Jhoopariya 

0811000401406800 

0.912 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.912 

-0.72 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.006 

0.51 

0.95 


Jhoopriya Rajawatan 

0811000501419600 

0.915 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.915 

-0.04 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.50 

0.99 


Kaila Ka Bas 

0811000501415100 

0.494 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.494 

-0.64 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.003 

0.54 

0.92 


Kaleri 

0811000401413000 

4.707 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.667 

-0.25 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.011 

0.19 

0.24 


Kalikhar 

0811000401411800 

1.843 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.843 

0.30 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.24 

0.012 

0.51 

0.90 


Kallawas Jageer 

0811000501418200 

1.004 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.004 

-0.41 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.006 

0.50 

0.99 


Kallawas Khalsa 

0811000501417700 

1.280 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.280 

-0.53 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.008 

0.50 

0.98 


Kaloowas 

0811000501417000 

4.401 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.401 

-0.66 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.028 

0.51 

0.98 


Kalyanpura 

0811000501418300 

2.218 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.218 

-0.27 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.014 

0.50 

0.99 


Kalyawas 

0811000501427900 

0.887 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.887 

-0.58 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.006 

0.56 

0.95 


Kaneta 

0812001201622900 

2.599 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.599 

0.21 

0.080 

0.03 

0.00 

0.00 

0.00 

0.01 

0.07 

0.05 

0.11 

0.018 

0.56 

0.80 


Kaneti 

0812001201624800 

6.672 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.672 

0.06 

0.080 

0.13 

0.01 

0.00 

0.00 

0.08 

0.07 

0.05 

0.45 

0.045 

0.56 

0.74 


Kankariya 

0811000501444300 

4.461 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.153 

0.40 

0.100 

0.11 

0.01 

0.00 

0.00 

0.05 

0.14 

0.08 

0.43 

0.014 

0.24 

0.43 






Morel 

Command 

Older Alluvium 

0.004 

0.40 

0.100 

0.00 

0.00 

0.00 

0.00 

0.05 

-0.05 

-0.03 

0.00 

0.000 

0.00 

0.00 


Kan pura 

0811000401409800 

2.826 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.826 

0.06 

0.100 

0.13 

0.02 

0.00 

0.00 

0.02 

0.11 

0.06 

0.48 

0.018 

0.52 

0.89 


Kanpuriya 

0812001201625000 

1.606 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.606 

0.14 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.06 

0.011 

0.55 

0.80 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.14 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kanwarpura 

0811000401404900 

2.673 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.673 

1.50 

0.100 

0.07 

0.01 

0.00 

0.00 

0.00 

0.46 

0.31 

0.27 

0.017 

0.54 

0.81 



0811000501414300 

2.328 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.328 

-0.35 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.015 

0.55 

0.92 



0811000501424700 

1.637 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.637 

-0.80 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.010 

0.53 

0.98 



0812001201620800 

0.933 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.681 

-0.88 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.005 

0.40 

0.62 







Non-command 

Quartzite 

0.252 

-0.88 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.002 

0.15 

0.23 


Karangarh 

0812001201620900 

3.192 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.527 

-0.79 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.010 

0.26 

0.40 







Non-command 

Quartzite 

1.564 

-0.79 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.011 

0.27 

0.41 


Karan pura 

0811000401405000 

2.095 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.095 

1.30 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.31 

0.22 

0.20 

0.013 

0.55 

0.78 


Karanpura Chak No 1 

0811000501434100 

1.042 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.042 

-0.13 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.007 

0.56 

0.95 


Karanpura Chak No 2 

0811000501434000 

0.830 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.830 

-0.05 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.005 

0.56 

0.94 


Karanpura Chak No 3 

0811000501433900 

0.939 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.939 

-0.02 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.006 

0.56 

0.95 


Karanpura Chak No 4 

0811000501433800 

0.245 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.245 

-0.14 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.002 

0.56 

0.96 


Kashipura 

0812001201618600 

2.190 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.223 

2.27 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.24 

0.16 

0.07 

0.008 

0.30 

0.46 


Kayamnagar @ Basri 

0822000302627700 

1.026 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.026 

1.15 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.04 

0.14 

0.004 

0.55 

0.66 


Kelyawala 

0812001201628100 

1.124 

Fresh 

Non-command 

Non-command 

Quartzite 

1.055 

-1.20 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.007 

0.51 

0.79 


Keshopura 

0812001301655900 

1.686 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.933 

0.20 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.17 

0.004 

0.31 

0.47 


Khairwal 

0811000401398500 

11.108 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.009 

0.30 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khandewal 

0811000401407200 

3.461 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.507 

-0.63 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.016 

0.37 

0.70 







Non-command 

Younger Alluvium 

0.574 

-0.63 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.004 

0.08 

0.16 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.380 

-0.63 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.002 

0.06 

0.11 


Khanpura 

0811000401405500 

3.389 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.197 

-0.80 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.020 

0.50 

0.84 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.193 

-0.80 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.03 

0.05 


Khanwas 

0811000401407300 

2.959 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.430 

-0.63 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.016 

0.42 

0.79 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.529 

-0.63 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.003 

0.09 

0.17 


Khariwara 

0811000501423600 

7.977 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.017 

-0.46 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

1.342 

-0.46 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.009 

0.10 

0.17 


Kharjee Vijaipura 

0811000501432800 

0.818 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.818 

0.56 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.04 

0.005 

0.55 

0.88 


Khatehpura 

0812001101606900 

3.859 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.058 

-0.35 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.010 

0.29 

0.46 







Non-command 

Quartzite 

1.801 

-0.35 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.009 

0.26 

0.40 


Khatepura 

0812001201619800 

3.607 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.607 

-0.01 

0.080 

0.48 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.88 

0.024 

0.55 

0.84 


Khatwa 

0811000501437700 

13.571 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.571 

-0.41 

0.100 

0.62 

0.03 

0.00 

0.00 

0.08 

0.00 

0.00 

2.36 

0.086 

0.53 

0.99 


Khemawas 

0811000501439400 

3.568 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.994 

-0.25 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.013 

0.33 

0.57 


Khempuri 

0811000501419800 

0.843 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.843 

-0.07 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.50 

0.99 


Khempuri Meeno Ki Dhani 

0811000501419700 

0.777 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.777 

-0.19 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.50 

0.98 


Khera Malookpura 

0812001201618300 

1.223 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.970 

2.15 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.23 

0.15 

0.23 

0.007 

0.43 

0.66 


Khera Patalwas 

0811000501418100 

0.722 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.722 

-0.26 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.50 

0.99 


Khera raniwas 

0812001301653600 

1.149 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.130 

0.72 

0.080 

0.12 

0.01 

0.00 

0.00 

0.00 

0.17 

0.11 

0.48 

0.005 

0.53 

0.85 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.08 

0.09 

35.36 

0.11 

- 

0.11 

0.03 

0.34 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.120 

0.006 

0.114 

0.129 

113.33 

Over Exploited 

Jasodanandan Pura 

082200030262700C 

0.12 

0.13 

(50.81) 

0.10 

0.01 

0.12 

0.06 

0.60 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.139 

0.007 

0.132 

0.187 

141.77 

Over Exploited 

Jatlao 

0810000401298700 

0.16 

0.00 

16,606.32 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

968.09 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.019 

2,521.61 

Over Exploited 

Jatwara 

0812001201622500 

0.12 

0.63 

- 

0.63 

0.04 

0.67 

0.06 

0.60 

- 

0.1000 

- 

- 

0.012 

0.112 

0.112 

0.779 

0.078 

0.701 

0.997 

142.19 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.031 

3,309.81 

Over Exploited 

Jaun 

0811000401412300 

0.20 

0.39 

(87.20) 

0.31 

- 

0.31 

0.04 

0.43 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.322 

0.016 

0.306 

0.223 

72.91 

Semi Critical 

Jeetpur 

0811000501418400 

0.20 

0.26 

- 

0.26 

0.01 

0.27 

0.05 

0.55 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.289 

0.029 

0.260 

0.477 

183.82 

Over Exploited 

Jhajhwar 

0812001201622800 

0.12 

0.25 

(69.97) 

0.20 

0.02 

0.22 

0.06 

0.62 

- 

0.0100 

- 

- 

0.031 

0.041 

0.041 

0.258 

0.013 

0.245 

0.316 

128.92 

Over Exploited 

Jhanpda 

0811000501429600 

0.15 

0.34 

- 

0.34 

0.01 

0.35 

0.05 

0.62 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.383 

0.038 

0.344 

0.921 

267.25 

Over Exploited 

Jhapda Kalan 

0812001301655600 

0.12 

0.49 

(61.73) 

0.39 

0.01 

0.40 

0.05 

0.59 

- 

0.0300 

- 

- 

0.005 

0.035 

0.035 

0.437 

0.022 

0.415 

0.918 

221.07 

Over Exploited 

Jhar 

0812001201615300 

0.12 

0.18 

- 

0.18 

0.01 

0.19 

0.03 

0.33 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.231 

0.023 

0.208 

1.264 

608.18 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.041 

20,013.30 

Over Exploited 

Jheejha 

0812001201618200 

0.12 

0.05 

115.72 

0.06 

- 

0.06 

0.06 

0.60 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.071 

0.004 

0.068 

0.252 

372.46 

Over Exploited 

Jhoopariya 

0811000401406800 

0.20 

0.09 

- 

0.09 

- 

0.09 

0.05 

0.57 

- 

- 

- 

- 

- 

- 

- 

0.094 

0.009 

0.084 

0.085 

100.43 

Over Exploited 

Jhoopriya Rajawatan 

0811000501419600 

0.15 

0.07 

- 

0.07 

- 

0.07 

0.05 

0.55 

- 

- 

- 

- 

- 

- 

- 

0.069 

0.007 

0.062 

0.006 

9.41 

Safe 

Kaila Ka Bas 

0811000501415100 

0.15 

0.04 

- 

0.04 

- 

0.04 

0.05 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.050 

0.005 

0.045 

0.266 

593.30 

Over Exploited 

Kaleri 

0811000401413000 

0.20 

0.06 

- 

0.06 

- 

0.06 

0.02 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.062 

0.006 

0.056 

0.072 

128.20 

Over Exploited 

Kalikhar 

0811000401411800 

0.20 

0.19 

(65.33) 

0.15 

- 

0.15 

0.05 

0.56 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.161 

0.008 

0.153 

0.247 

161.19 

Over Exploited 

Kallawas Jageer 

0811000501418200 

0.20 

0.10 

- 

0.10 

- 

0.10 

0.05 

0.55 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.111 

0.011 

0.100 

0.386 

387.43 

Over Exploited 

Kallawas Khalsa 

0811000501417700 

0.20 

0.13 

- 

0.13 

0.00 

0.13 

0.05 

0.55 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.140 

0.014 

0.126 

0.261 

206.64 

Over Exploited 

Kaloowas 

0811000501417000 

0.20 

0.45 

- 

0.45 

- 

0.45 

0.05 

0.56 

- 

- 

- 

- 

- 

- 

- 

0.447 

0.045 

0.402 

0.028 

6.96 

Safe 

Kalyanpura 

0811000501418300 

0.20 

0.22 

- 

0.22 

- 

0.22 

0.05 

0.55 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.232 

0.023 

0.209 

0.332 

158.82 

Over Exploited 

Kalyawas 

0811000501427900 

0.15 

0.07 

- 

0.07 

- 

0.07 

0.05 

0.61 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.084 

0.008 

0.076 

0.187 

247.08 

Over Exploited 

Kaneta 

0812001201622900 

0.12 

0.17 

(73.50) 

0.14 

0.01 

0.15 

0.06 

0.62 

- 

- 

- 

- 

0.011 

0.011 

0.011 

0.158 

0.008 

0.150 

0.124 

82.55 

Semi Critical 

Kaneti 

0812001201624800 

0.12 

0.45 

(87.92) 

0.36 

0.09 

0.45 

0.06 

0.62 

- 

0.0200 

- 

- 

0.117 

0.137 

0.137 

0.586 

0.029 

0.557 

0.491 

88.18 

Semi Critical 

Kankariya 

0811000501444300 

0.15 

0.08 

(2.43) 

0.08 

0.06 

0.14 

0.03 

0.27 

0.01 

0.0200 

- 

- 

0.074 

0.094 

0.103 

0.238 

0.012 

0.226 

0.440 

194.19 

Over Exploited 



0.15 

0.00 

########## 

0.00 

0.05 

0.05 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

0.074 

0.074 

0.074 

0.123 

0.006 

0.116 

0.000 

0.02 

Safe 

Kanpura 

0811000401409800 

0.20 

0.30 

(78.80) 

0.24 

0.04 

0.28 

0.05 

0.58 

- 

0.0500 

- 

- 

0.031 

0.081 

0.081 

0.358 

0.018 

0.340 

0.497 

146.29 

Over Exploited 

Kanpuriya 

0812001201625000 

0.12 

0.11 

(75.77) 

0.08 

0.00 

0.08 

0.06 

0.61 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.086 

0.004 

0.081 

0.071 

87.20 

Semi Critical 



0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kanwarpura 

0811000401404900 

0.20 

0.29 

5.92 

0.31 

0.01 

0.32 

0.06 

0.60 

- 

0.0300 

- 

- 

0.007 

0.037 

0.037 

0.360 

0.018 

0.342 

0.286 

83.72 

Semi Critical 


0811000501414300 

0.15 

0.19 

- 

0.19 

- 

0.19 

0.05 

0.60 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.201 

0.020 

0.181 

0.369 

203.59 

Over Exploited 


0811000501424700 

0.20 

0.17 

- 

0.17 

- 

0.17 

0.05 

0.58 

- 

- 

- 

- 

- 

- 

- 

0.172 

0.017 

0.155 

0.010 

6.71 

Safe 


0812001201620800 

0.12 

0.03 

- 

0.03 

- 

0.03 

0.04 

0.44 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.043 

0.004 

0.038 

0.255 

664.59 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.02 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.064 

2,370.91 

Over Exploited 

Karangarh 

0812001201620900 

0.12 

0.05 

- 

0.05 

- 

0.05 

0.03 

0.29 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.058 

0.006 

0.052 

0.260 

498.66 

Over Exploited 



0.08 

0.03 

- 

0.03 

- 

0.03 

0.03 

0.30 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.043 

0.004 

0.039 

0.167 

427.41 

Over Exploited 

Karan pura 

0811000401405000 

0.20 

0.23 

(5.35) 

0.22 

0.01 

0.23 

0.06 

0.61 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.252 

0.013 

0.239 

0.215 

90.07 

Critical 

Karanpura Chak No 1 

0811000501434100 

0.15 

0.09 

- 

0.09 

0.00 

0.09 

0.06 

0.62 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.100 

0.010 

0.090 

0.322 

356.97 

Over Exploited 

Karanpura Chak No 2 

0811000501434000 

0.15 

0.07 

- 

0.07 

- 

0.07 

0.06 

0.62 

- 

- 

- 

- 

- 

- 

- 

0.070 

0.007 

0.063 

0.083 

132.89 

Over Exploited 

Karanpura Chak No 3 

0811000501433900 

0.15 

0.08 

- 

0.08 

0.00 

0.08 

0.06 

0.61 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.080 

0.008 

0.072 

0.095 

131.69 

Over Exploited 

Karanpura Chak No 4 

0811000501433800 

0.15 

0.02 

- 

0.02 

0.00 

0.02 

0.06 

0.61 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.024 

0.002 

0.022 

0.045 

203.64 

Over Exploited 

Kashipura 

0812001201618600 

0.12 

0.04 

257.50 

0.05 

0.00 

0.05 

0.03 

0.33 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.064 

0.003 

0.061 

0.079 

130.97 

Over Exploited 

Kayamnagar @ Basri 

0822000302627700 

0.12 

0.07 

(37.41) 

0.05 

0.01 

0.07 

0.06 

0.60 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.090 

0.005 

0.086 

0.141 

163.93 

Over Exploited 

Kelyawala 

0812001201628100 

0.08 

0.04 

- 

0.04 

- 

0.04 

0.06 

0.57 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.053 

0.005 

0.048 

0.271 

564.31 

Over Exploited 

Keshopura 

0812001301655900 

0.12 

0.03 

4.39 

0.04 

- 

0.04 

0.03 

0.34 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.046 

0.002 

0.043 

0.177 

407.50 

Over Exploited 

Khairwal 

0811000401398500 

0.20 

0.00 

33,230.34 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khandewal 

0811000401407200 

0.20 

0.18 

- 

0.18 

- 

0.18 

0.04 

0.40 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.194 

0.019 

0.175 

0.310 

177.36 

Over Exploited 



0.20 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.001 

0.009 

0.090 

1,031.15 

Over Exploited 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.020 

536.78 

Over Exploited 

Khanpura 

0811000401405500 

0.20 

0.32 

- 

0.32 

- 

0.32 

0.05 

0.55 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.331 

0.033 

0.298 

0.331 

111.27 

Over Exploited 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.008 

783.81 

Over Exploited 

Khanwas 

0811000401407300 

0.20 

0.20 

- 

0.20 

- 

0.20 

0.04 

0.46 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.213 

0.021 

0.192 

0.360 

187.26 

Over Exploited 



0.20 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.001 

0.009 

0.035 

408.10 

Over Exploited 

Khariwara 

0811000501423600 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.001 

0.006 

0.052 

813.14 

Over Exploited 

Kharjee Vijaipura 

0811000501432800 

0.15 

0.07 

(51.55) 

0.05 

0.00 

0.06 

0.06 

0.61 

- 

- 

- 

- 

0.005 

0.006 

0.006 

0.063 

0.003 

0.060 

0.048 

80.13 

Semi Critical 

Khatehpura 

0812001101606900 

0.20 

0.12 

- 

0.12 

0.00 

0.12 

0.03 

0.33 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.135 

0.013 

0.121 

0.151 

124.91 

Over Exploited 



0.08 

0.04 

- 

0.04 

- 

0.04 

0.03 

0.29 

- 

- 

- 

- 

- 

- 

- 

0.037 

0.004 

0.033 

0.079 

236.69 

Over Exploited 

Khatepura 

0812001201619800 

0.12 

0.24 

- 

0.24 

0.02 

0.26 

0.06 

0.61 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.328 

0.033 

0.295 

1.902 

645.07 

Over Exploited 

Khatwa 

0811000501437700 

0.15 

1.07 

- 

1.07 

0.11 

1.18 

0.06 

0.58 

- 

0.0900 

- 

- 

0.116 

0.206 

0.206 

1.383 

0.138 

1.244 

2.449 

196.85 

Over Exploited 

Khemawas 

0811000501439400 

0.15 

0.10 

- 

0.10 

- 

0.10 

0.03 

0.36 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.108 

0.011 

0.097 

0.197 

202.51 

Over Exploited 

Khempuri 

0811000501419800 

0.15 

0.06 

- 

0.06 

- 

0.06 

0.05 

0.55 

- 

- 

- 

- 

- 

- 

- 

0.063 

0.006 

0.057 

0.005 

9.41 

Safe 

Khempuri Meeno Ki Dhani 

0811000501419700 

0.15 

0.06 

- 

0.06 

- 

0.06 

0.05 

0.55 

- 

- 

- 

- 

- 

- 

- 

0.058 

0.006 

0.053 

0.005 

9.41 

Safe 

Khera Malookpura 

0812001201618300 

0.12 

0.05 

194.05 

0.06 

- 

0.06 

0.05 

0.48 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.070 

0.004 

0.067 

0.238 

355.85 

Over Exploited 

Khera Patalwas 

0811000501418100 

0.20 

0.07 

- 

0.07 

- 

0.07 

0.05 

0.55 

- 

- 

- 

- 

- 

- 

- 

0.072 

0.007 

0.065 

0.005 

7.05 

Safe 

Khera raniwas 

0812001301653600 

0.12 

0.07 

51.15 

0.09 

0.01 

0.10 

0.05 

0.59 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.118 

0.006 

0.112 

0.480 

427.35 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Kherawas 

081100040140900C 

3.261 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.076 

-0.78 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.013 

0.32 

0.62 







Non-command 

Younger Alluvium 

1.185 

-0.78 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.008 

0.18 

0.36 



081100040141250C 

2.556 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.556 

0.25 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.24 

0.016 

0.52 

0.86 


Kherla Khurd 

081100040140040C 

4.102 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.127 

1.42 

0.100 

0.07 

0.01 

0.00 

0.00 

0.00 

0.50 

0.44 

0.27 

0.020 

0.44 

0.50 


Kherlawas 

081200120162430C 

3.032 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.337 

0.25 

0.080 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.06 

0.15 

0.016 

0.44 

0.53 


Kherli 

0811000501437500 

7.801 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.801 

-0.45 

0.100 

0.15 

0.01 

0.00 

0.00 

0.02 

0.00 

0.00 

0.54 

0.050 

0.53 

0.99 


Khijooriya Tiwariyan 

0812001201617800 

2.477 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.477 

-0.04 

0.080 

0.39 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.56 

0.017 

0.55 

0.85 


Khirkhari 

0810000401299500 

7.553 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.209 

1.24 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.001 

0.02 

0.01 


Kho Rajyawala 

0812001201626000 

0.450 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.448 

-1.87 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.003 

0.55 

0.83 







Non-command 

Quartzite 

0.002 

-1.87 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khori 

0812001201622300 

2.099 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.626 

-1.16 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.004 

0.16 

0.25 







Non-command 

Quartzite 

1.373 

-1.16 

0.020 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.009 

0.36 

0.55 


Kirari 

0811000501437600 

5.113 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.113 

-0.03 

0.100 

0.12 

0.01 

0.00 

0.00 

0.03 

0.00 

0.00 

0.43 

0.033 

0.51 

0.93 


Kishanpura 

0812001201621500 

3.452 

Fresh 

Non-command 

Non-command 

Quartzite 

2.925 

-1.78 

0.020 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.020 

0.47 

0.72 



0812001201623100 

2.890 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.235 

0.22 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.22 

0.015 

0.44 

0.64 







Non-command 

Quartzite 

0.656 

0.22 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.004 

0.13 

0.19 


Kishanpura Bara 

0811000401408300 

1.758 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.758 

0.39 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.07 

0.011 

0.52 

0.93 


Kishanpura Tapriya 

0811000401408800 

0.933 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.933 

-0.66 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.006 

0.50 

0.98 


Kishorpura 

0811000401409600 

2.087 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.087 

-1.02 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.013 

0.50 

0.98 


Kokriya 

0811000501429900 

1.305 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.305 

-0.18 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.008 

0.57 

0.89 


Koliwara 

0811000501422600 

0.703 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.703 

-0.15 

0.100 

0.14 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.56 

0.004 

0.50 

0.98 


Kolyawas 

0811000401409400 

2.702 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.702 

-0.19 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.017 

0.51 

0.94 


Koonpa Ka Bas 

0812001301634600 

3.036 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.036 

-0.13 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.013 

0.54 

0.88 


Koopawas 

0811000501413300 

1.779 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.779 

-0.66 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.011 

0.54 

0.88 


Kootalwas 

0811000501418800 

1.222 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.222 

-0.23 

0.120 

0.21 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.83 

0.008 

0.50 

0.99 


Kota Patti 

0811000401405100 

4.102 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.856 

0.49 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.19 

0.12 

0.19 

0.018 

0.38 

0.58 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.246 

0.49 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.04 

0.008 

0.16 

0.25 


Kotra 

0810000401295000 

12.072 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.001 

1.25 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Phyllite & Schist 

12.071 

1.25 

0.020 

0.07 

0.01 

0.00 

0.00 

0.01 

0.35 

0.31 

0.20 

0.048 

0.55 

0.63 


Kundanpura 

0812001201620300 

0.781 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.781 

-0.30 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.005 

0.55 

0.85 


Kurawada 

0822000302629500 

3.549 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.919 

1.25 

0.100 

0.02 

0.00 

0.00 

0.00 

0.01 

0.13 

0.11 

0.09 

0.003 

0.14 

0.16 







Non-command 

Phyllite & Schist 

2.630 

1.25 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.08 

0.16 

0.009 

0.41 

0.47 


Kushalpura 

0811000501416400 

3.183 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.183 

-0.82 

0.120 

0.21 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.80 

0.020 

0.56 

0.98 



0812001301653500 

0.473 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.001 

0.69 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 



0810000401298200 

4.630 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.505 

1.28 

0.090 

0.08 

0.01 

0.00 

0.00 

0.00 

0.47 

0.57 

0.30 

0.014 

0.43 

0.36 







Non-command 

Quartzite 

0.511 

1.28 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.002 

0.06 

0.05 


Kutka 

0810000401296200 

5.906 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.829 

1.24 

0.090 

0.20 

0.03 

0.00 

0.00 

0.01 

0.81 

0.88 

0.76 

0.023 

0.55 

0.50 







Non-command 

Quartzite 

0.077 

1.24 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Kuwagaon 

0810000401298300 

3.548 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.931 

1.27 

0.090 

0.04 

0.01 

0.00 

0.00 

0.00 

0.25 

0.31 

0.16 

0.008 

0.31 

0.26 







Non-command 

Quartzite 

0.592 

1.27 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.002 

0.10 

0.08 


Ladpura 

0811000501437000 

3.350 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.350 

-0.77 

0.100 

0.36 

0.02 

0.00 

0.00 

0.01 

0.00 

0.00 

1.42 

0.021 

0.61 

1.03 


Lahri Ka Was 

0811000401410500 

5.834 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.834 

0.15 

0.100 

0.21 

0.01 

0.00 

0.00 

0.00 

0.29 

0.17 

0.78 

0.037 

0.52 

0.89 



0811000501420300 

2.533 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.386 

-0.11 

0.100 

0.09 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.37 

0.009 

0.28 

0.52 







Non-command 

Quartzite 

1.147 

-0.11 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.007 

0.23 

0.43 


Lakhan Ka Bas 

0811000401410700 

0.665 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.665 

-0.16 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.004 

0.50 

0.97 


Lakhanpur 

0811000501432200 

2.606 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.606 

-0.73 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.017 

0.59 

1.01 


Lalawala 

0812001201626400 

0.555 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.552 

-1.95 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.004 

0.54 

0.84 







Non-command 

Quartzite 

0.003 

-1.95 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Lalgarh 

0812001201621300 

6.326 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.003 

-1.25 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

6.197 

-1.25 

0.020 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.042 

0.54 

0.83 


Lalpura 

0811000501438500 

2.288 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.288 

-0.73 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.015 

0.60 

1.03 



0812001201626200 

3.087 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.087 

-1.27 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.021 

0.55 

0.83 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

-1.27 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 



0812001201628600 

2.602 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.602 

-0.62 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.018 

0.54 

0.86 


Lalsot (M) 

0811000541105000 

12.025 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.231 

-0.96 

0.100 

0.95 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.36 

1.869 

0.42 

0.71 







Non-command 

Quartzite 

0.594 

-0.96 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.135 

0.03 

0.05 


Lalwas 

0812001101605600 

7.170 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.570 

0.34 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.003 

0.05 

0.07 


La wan 

0811000401405400 

14.303 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.271 

-0.77 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.021 

0.12 

0.20 





Saline 

Non-command 

Non-command 

Older Alluvium 

11.032 

-0.77 

0.100 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.070 

0.41 

0.67 


Laxmipura 

0812001201623900 

2.638 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.842 

0.01 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.012 

0.40 

0.48 


Lorwara 

0811000501432900 

0.923 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.923 

0.68 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.14 

0.006 

0.56 

0.84 


Lunera 

0822000302626600 

7.771 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.012 

1.22 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.26 

0.23 

0.09 

0.007 

0.14 

0.16 







Non-command 

Phyllite & Schist 

5.424 

1.22 

0.020 

0.05 

0.01 

0.00 

0.00 

0.02 

0.16 

0.13 

0.16 

0.019 

0.38 

0.44 


Madan Mohanpura @ Thoo 

0812001301655300 

0.738 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.650 

0.16 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.11 

0.003 

0.49 

0.76 


Madanpura 

0812001201624500 

3.081 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.081 

-0.48 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.021 

0.56 

0.77 


Madhayawala 

0812001201629100 

1.111 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.111 

-0.83 

0.080 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.48 

0.008 

0.54 

0.89 


Madhogarh 

0812001201627500 

2.002 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.422 

-0.99 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.010 

0.38 

0.62 







Non-command 

Quartzite 

0.580 

-0.99 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.004 

0.16 

0.25 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Kherawas 

0811000401409000 

0.20 

0.13 

- 

0.13 

- 

0.13 

0.03 

0.35 

- 

- 

- 

- 

- 

- 

- 

0.133 

0.013 

0.120 

0.072 

60.42 

Safe 



0.20 

0.04 

- 

0.04 

0.00 

0.04 

0.02 

0.20 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.044 

0.004 

0.040 

0.051 

127.84 

Over Exploited 


0811000401412500 

0.20 

0.27 

(72.05) 

0.21 

0.00 

0.21 

0.05 

0.57 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.225 

0.011 

0.214 

0.251 

117.72 

Over Exploited 

Kherla Khurd 

0811000401400400 

0.20 

0.28 

61.01 

0.33 

0.01 

0.34 

0.05 

0.49 

0.03 

0.0300 

- 

- 

0.005 

0.035 

0.065 

0.410 

0.020 

0.389 

0.286 

73.44 

Semi Critical 

Kherlawas 

0812001201624300 

0.12 

0.12 

(50.62) 

0.10 

0.01 

0.11 

0.05 

0.49 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.135 

0.007 

0.128 

0.170 

132.79 

Over Exploited 

Kherli 

0811000501437500 

0.15 

0.62 

- 

0.62 

0.03 

0.65 

0.06 

0.59 

- 

0.0200 

- 

- 

0.023 

0.043 

0.043 

0.689 

0.069 

0.620 

0.590 

95.05 

Critical 

Khijooriya Tiwariyan 

0812001201617800 

0.12 

0.16 

- 

0.16 

0.02 

0.18 

0.06 

0.61 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.244 

0.024 

0.219 

1.572 

717.08 

Over Exploited 

Khirkhari 

0810000401299500 

0.16 

0.00 

21,535.04 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Kho Rajyawala 

0812001201626000 

0.12 

0.03 

- 

0.03 

- 

0.03 

0.06 

0.61 

- 

- 

- 

- 

- 

- 

- 

0.029 

0.003 

0.026 

0.039 

147.57 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khori 

0812001201622300 

0.12 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.18 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.022 

0.002 

0.020 

0.225 

1,126.60 

Over Exploited 



0.08 

0.04 

- 

0.04 

- 

0.04 

0.04 

0.40 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.050 

0.005 

0.045 

0.311 

695.90 

Over Exploited 

Kirari 

0811000501437600 

0.15 

0.39 

- 

0.39 

0.04 

0.43 

0.06 

0.57 

0.05 

0.0200 

- 

- 

0.040 

0.060 

0.105 

0.534 

0.053 

0.480 

0.465 

96.72 

Critical 

Kishanpura 

0812001201621500 

0.08 

0.11 

- 

0.11 

0.01 

0.12 

0.05 

0.52 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.139 

0.014 

0.125 

0.425 

338.96 

Over Exploited 


0812001201623100 

0.12 

0.12 

(43.47) 

0.09 

0.00 

0.10 

0.05 

0.48 

0.01 

0.0100 

- 

- 

0.003 

0.013 

0.026 

0.122 

0.006 

0.116 

0.235 

203.15 

Over Exploited 



0.08 

0.01 

31.41 

0.01 

- 

0.01 

0.01 

0.14 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.008 

0.042 

508.46 

Over Exploited 

Kishanpura Bara 

0811000401408300 

0.20 

0.18 

(73.33) 

0.15 

0.00 

0.15 

0.05 

0.57 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.161 

0.008 

0.153 

0.078 

51.10 

Safe 

Kishanpura Tapriya 

0811000401408800 

0.20 

0.09 

- 

0.09 

- 

0.09 

0.05 

0.55 

- 

- 

- 

- 

- 

- 

- 

0.094 

0.009 

0.085 

0.090 

106.22 

Over Exploited 

Kishorpura 

0811000401409600 

0.20 

0.21 

- 

0.21 

0.00 

0.21 

0.05 

0.55 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.223 

0.022 

0.201 

0.307 

153.08 

Over Exploited 

Kokriya 

0811000501429900 

0.15 

0.11 

- 

0.11 

0.00 

0.11 

0.06 

0.62 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.127 

0.013 

0.114 

0.267 

234.43 

Over Exploited 

Koliwara 

0811000501422600 

0.15 

0.05 

- 

0.05 

0.02 

0.07 

0.05 

0.55 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.133 

0.013 

0.120 

0.568 

474.58 

Over Exploited 

Kolyawas 

0811000401409400 

0.20 

0.28 

- 

0.28 

0.00 

0.28 

0.05 

0.56 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.290 

0.029 

0.261 

0.168 

64.52 

Safe 

Koonpa Ka Bas 

0812001301634600 

0.12 

0.20 

- 

0.20 

0.00 

0.20 

0.06 

0.60 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.208 

0.021 

0.187 

0.326 

173.83 

Over Exploited 

Koopawas 

0811000501413300 

0.15 

0.14 

- 

0.14 

- 

0.14 

0.06 

0.60 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.154 

0.015 

0.139 

0.275 

198.68 

Over Exploited 

Kootalwas 

0811000501418800 

0.20 

0.12 

- 

0.12 

0.01 

0.13 

0.05 

0.55 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.162 

0.016 

0.146 

0.842 

575.70 

Over Exploited 

Kota Patti 

0811000401405100 

0.20 

0.21 

(43.24) 

0.17 

- 

0.17 

0.04 

0.41 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.182 

0.009 

0.172 

0.211 

122.48 

Over Exploited 



0.20 

0.04 

11.38 

0.05 

- 

0.05 

0.02 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.046 

0.002 

0.043 

0.044 

101.71 

Over Exploited 

Kotra 

0810000401295000 

0.16 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.54 

(41.97) 

0.43 

0.02 

0.45 

0.06 

0.61 

- 

0.0200 

- 

- 

0.018 

0.038 

0.038 

0.488 

0.024 

0.464 

0.246 

53.16 

Safe 

Kundanpura 

0812001201620300 

0.12 

0.05 

- 

0.05 

- 

0.05 

0.06 

0.60 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.061 

0.006 

0.055 

0.310 

563.75 

Over Exploited 

Kurawada 

0822000302629500 

0.20 

0.03 

332.41 

0.03 

0.01 

0.04 

0.01 

0.16 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.054 

0.003 

0.052 

0.089 

172.86 

Over Exploited 



0.12 

0.13 

(37.72) 

0.10 

0.01 

0.12 

0.04 

0.45 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.143 

0.007 

0.136 

0.167 

122.90 

Over Exploited 

Kushalpura 

0811000501416400 

0.20 

0.36 

- 

0.36 

0.01 

0.37 

0.05 

0.62 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.398 

0.040 

0.359 

0.815 

227.37 

Over Exploited 


0812001301653500 

0.12 

0.00 

(124,546.29) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.001 

0.000 

0.39 

Safe 


0810000401298200 

0.16 

0.24 

########## 

0.29 

0.01 

0.30 

0.05 

0.48 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.329 

0.016 

0.313 

0.312 

99.77 

Critical 



0.06 

0.00 

928.41 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.044 

2,006.90 

Over Exploited 

Kutka 

0810000401296200 

0.16 

0.51 

71.95 

0.61 

0.04 

0.66 

0.06 

0.61 

- 

0.0900 

- 

- 

0.021 

0.111 

0.111 

0.770 

0.038 

0.731 

0.781 

106.86 

Over Exploited 



0.06 

0.00 

3,142.95 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

21,492.25 

Over Exploited 

Kuwagaon 

0810000401298300 

0.16 

0.09 

234,448.00 

0.11 

0.01 

0.12 

0.03 

0.34 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.138 

0.007 

0.131 

0.171 

130.16 

Over Exploited 



0.06 

0.00 

529.53 

0.00 

- 

0.00 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.052 

391.58 

Over Exploited 

Ladpura 

0811000501437000 

0.15 

0.31 

- 

0.31 

0.03 

0.33 

0.05 

0.66 

- 

0.0500 

- 

- 

0.009 

0.059 

0.059 

0.390 

0.039 

0.351 

1.436 

408.91 

Over Exploited 

Lahri Ka Was 

0811000401410500 

0.20 

0.61 

(72.58) 

0.49 

0.01 

0.50 

0.05 

0.57 

- 

0.0300 

- 

- 

0.006 

0.036 

0.036 

0.536 

0.027 

0.510 

0.815 

159.98 

Over Exploited 


0811000501420300 

0.15 

0.06 

- 

0.06 

0.01 

0.07 

0.03 

0.30 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.108 

0.011 

0.097 

0.374 

385.70 

Over Exploited 



0.06 

0.02 

- 

0.02 

0.01 

0.03 

0.02 

0.25 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.046 

0.005 

0.041 

0.209 

507.67 

Over Exploited 

Lakhan Ka Bas 

0811000401410700 

0.20 

0.07 

- 

0.07 

- 

0.07 

0.05 

0.55 

- 

- 

- 

- 

- 

- 

- 

0.067 

0.007 

0.060 

0.088 

146.50 

Over Exploited 

Lakhanpur 

0811000501432200 

0.15 

0.23 

- 

0.23 

0.00 

0.23 

0.05 

0.65 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.249 

0.025 

0.224 

0.341 

152.22 

Over Exploited 

Lalawala 

0812001201626400 

0.12 

0.04 

- 

0.04 

0.00 

0.04 

0.06 

0.60 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.047 

0.005 

0.043 

0.243 

569.20 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Lalgarh 

0812001201621300 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.27 

- 

0.27 

- 

0.27 

0.06 

0.60 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.278 

0.028 

0.250 

0.373 

149.09 

Over Exploited 

Lalpura 

0811000501438500 

0.15 

0.21 

- 

0.21 

0.00 

0.21 

0.05 

0.66 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.218 

0.022 

0.196 

0.339 

172.40 

Over Exploited 


0812001201626200 

0.12 

0.20 

- 

0.20 

0.00 

0.20 

0.06 

0.61 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.215 

0.022 

0.194 

0.316 

163.12 

Over Exploited 



0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 


0812001201628600 

0.12 

0.17 

- 

0.17 

0.00 

0.17 

0.06 

0.60 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.190 

0.019 

0.171 

0.241 

140.61 

Over Exploited 

Lalsot (M) 

0811000541105000 

0.15 

0.52 

- 

0.52 

0.02 

0.54 

0.04 

0.46 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.588 

0.059 

0.529 

3.230 

610.32 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.200 

20,527.60 

Over Exploited 

Lalwas 

0812001101605600 

0.20 

0.01 

322.47 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.006 

0.039 

606.25 

Over Exploited 

La wan 

0811000401405400 

0.20 

0.08 

- 

0.08 

- 

0.08 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.090 

0.009 

0.081 

0.332 

409.59 

Over Exploited 



0.20 

0.91 

- 

0.91 

0.01 

0.92 

0.04 

0.46 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.940 

0.094 

0.846 

0.520 

61.50 

Safe 

Laxmipura 

0812001201623900 

0.12 

0.09 

(90.86) 

0.07 

0.00 

0.07 

0.04 

0.45 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.073 

0.004 

0.070 

0.047 

68.07 

Safe 

Lorwara 

0811000501432900 

0.15 

0.08 

(12.07) 

0.07 

- 

0.07 

0.06 

0.61 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.078 

0.004 

0.074 

0.149 

201.43 

Over Exploited 

Lunera 

0822000302626600 

0.20 

0.06 

299.76 

0.07 

0.00 

0.07 

0.01 

0.16 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.082 

0.004 

0.078 

0.093 

118.96 

Over Exploited 



0.12 

0.25 

(46.12) 

0.20 

0.03 

0.23 

0.04 

0.42 

- 

0.0200 

- 

- 

0.026 

0.046 

0.046 

0.272 

0.014 

0.258 

0.177 

68.66 

Safe 

Madan Mohanpura @ Thoo 

0812001301655300 

0.12 

0.04 

(35.16) 

0.03 

- 

0.03 

0.05 

0.54 

- 

- 

- 

- 

- 

- 

- 

0.030 

0.002 

0.029 

0.111 

384.01 

Over Exploited 

Madanpura 

0812001201624500 

0.12 

0.21 

- 

0.21 

0.00 

0.21 

0.06 

0.62 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.227 

0.023 

0.204 

0.147 

72.04 

Semi Critical 

Madhayawala 

0812001201629100 

0.12 

0.07 

- 

0.07 

0.01 

0.08 

0.06 

0.59 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.102 

0.010 

0.091 

0.487 

532.52 

Over Exploited 

Madhogarh 

0812001201627500 

0.12 

0.07 

- 

0.07 

- 

0.07 

0.04 

0.42 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.075 

0.008 

0.068 

0.366 

539.92 

Over Exploited 



0.08 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.001 

0.007 

0.097 

1,490.78 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Madhopura 

081100050143510C 

1.247 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.247 

-0.80 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.008 

0.61 

1.03 



0812001301634300 

2.600 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.600 

0.53 

0.080 

0.14 

0.01 

0.00 

0.00 

0.00 

0.24 

0.15 

0.56 

0.011 

0.54 

0.86 


Mahadeopura 

0812001301634500 

3.659 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.659 

-0.03 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.015 

0.54 

0.87 


Mahapura @ Turkiya 

0822000302627200 

2.933 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.494 

0.65 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.002 

0.09 

0.12 


Maharaj Kanwarpura 

0822000302628800 

1.572 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.825 

0.93 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.08 

0.003 

0.29 

0.39 







Non-command 

Phyllite & Schist 

0.747 

0.93 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.003 

0.26 

0.36 


Maharajpura 

0811000501431200 

5.606 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.606 

0.13 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.036 

0.56 

0.89 



0812001301654600 

1.813 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.813 

0.15 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.08 

0.008 

0.55 

0.90 


Majheola 

0810000401295900 

15.385 

Fresh 

Non-command 

Non-command 

Older Alluvium 

15.009 

1.40 

0.090 

0.17 

0.02 

0.00 

0.00 

0.00 

2.04 

2.27 

0.60 

0.060 

0.55 

0.50 


Malarna 

0811000401399200 

10.251 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.368 

0.31 

0.100 

0.07 

0.01 

0.00 

0.00 

0.00 

0.25 

0.22 

0.24 

0.041 

0.36 

0.42 


Malihala 

0812001201622200 

1.497 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.100 

-1.11 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.007 

0.41 

0.60 







Non-command 

Quartzite 

0.398 

-1.11 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.003 

0.15 

0.22 


Malwas 

0811000401409100 

5.244 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.183 

-0.88 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.020 

0.30 

0.60 







Non-command 

Younger Alluvium 

2.060 

-0.88 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.013 

0.20 

0.39 



0811000501438900 

1.175 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.175 

-0.56 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.007 

0.61 

1.03 


Malyawas 

0811000501416100 

1.190 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.312 

-0.66 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.002 

0.14 

0.25 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.745 

-0.66 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.005 

0.34 

0.60 







Non-command 

Younger Alluvium 

0.133 

-0.66 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.06 

0.11 


Mandawari 

0812001301635000 

1.724 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.724 

0.30 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.07 

0.007 

0.54 

0.89 


Mandera Sunarpura 

0811000401406700 

5.914 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.471 

-0.58 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.035 

0.47 

0.88 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.443 

-0.58 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.003 

0.04 

0.07 


Mandrooppura 

0812001201626900 

0.469 

Fresh 

Non-command 

Non-command 

Quartzite 

0.469 

-1.83 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.003 

0.55 

0.85 


Manota 

0812001101606500 

8.468 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.773 

-0.45 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.004 

0.05 

0.08 







Non-command 

Quartzite 

0.671 

-0.45 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.003 

0.04 

0.07 


Manpur 

0810000401296400 

5.925 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.383 

1.09 

0.090 

0.08 

0.01 

0.00 

0.00 

0.01 

0.59 

0.49 

0.31 

0.022 

0.48 

0.57 







Non-command 

Quartzite 

0.543 

1.09 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.002 

0.05 

0.06 


Manpura 

0811000401410300 

1.562 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.562 

-0.45 

0.100 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.50 

0.010 

0.51 

0.92 



0811000501423400 

2.625 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.625 

-0.34 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.017 

0.52 

0.99 


Manrahera 

0811000501415200 

1.080 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.080 

-0.73 

0.100 

0.07 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.25 

0.007 

0.54 

0.90 


Manwa Ka Bas Chak No.l 

0811000501414900 

0.667 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.667 

-0.62 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.004 

0.54 

0.92 


Manwa Ka Bas Chak No.2 

0811000501414700 

0.305 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.305 

-0.60 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.002 

0.54 

0.92 


Manwa Ka Bas Chak No.3 

0811000501414800 

0.400 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.400 

-0.61 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.003 

0.54 

0.92 


Matlana 

0811000501431000 

3.281 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.281 

0.63 

0.100 

0.17 

0.01 

0.00 

0.00 

0.00 

0.36 

0.25 

0.64 

0.021 

0.56 

0.82 


Matwas 

0811000401404700 

3.126 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.126 

1.50 

0.100 

0.07 

0.01 

0.00 

0.00 

0.01 

0.52 

0.38 

0.24 

0.020 

0.56 

0.75 


Medar Khurd 

0810000401298400 

2.316 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.311 

1.27 

0.090 

0.05 

0.01 

0.00 

0.00 

0.00 

0.30 

0.37 

0.20 

0.009 

0.57 

0.47 


Medharkalan 

0822000302630500 

5.389 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.300 

1.49 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.02 

0.001 

0.03 

0.03 


Meethawas 

0812001201623800 

1.614 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.614 

-0.04 

0.080 

0.09 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.011 

0.57 

0.72 


Mirzapura 

0811000501437300 

4.083 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.083 

-0.79 

0.100 

0.25 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.97 

0.026 

0.60 

1.03 


Mitrapura 

0810000401295700 

6.150 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.318 

1.23 

0.090 

0.14 

0.02 

0.00 

0.00 

0.00 

0.60 

0.58 

0.53 

0.017 

0.39 

0.40 







Non-command 

Phyllite & Schist 

1.829 

1.23 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.07 

0.14 

0.007 

0.16 

0.17 


Mohabbatpura 

0811000501434300 

0.978 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.978 

-0.56 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.006 

0.57 

1.00 


Mohammadpura 

0811000501416800 

3.940 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.940 

-0.69 

0.120 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.59 

0.025 

0.51 

0.97 


Mohanpura 

0811000401410900 

1.548 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.548 

0.27 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.13 

0.010 

0.50 

0.97 



0811000501418500 

0.652 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.652 

-0.24 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.004 

0.50 

0.99 



0812001201615600 

2.657 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.110 

-0.77 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.001 

0.02 

0.04 


Molai 

0811000501419200 

1.004 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.004 

-0.12 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.50 

0.99 


Moondiya 

0811000501433500 

8.499 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.903 

0.45 

0.100 

0.08 

0.01 

0.00 

0.00 

0.00 

0.42 

0.26 

0.26 

0.050 

0.48 

0.79 







Non-command 

Quartzite 

0.596 

0.45 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.004 

0.04 

0.06 


Moondli 

0812001201618400 

6.402 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.446 

2.60 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.58 

0.38 

0.25 

0.017 

0.21 

0.32 


Moonsolai 

0811000401406500 

0.983 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.148 

-0.76 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.08 

0.14 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.835 

-0.76 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.005 

0.44 

0.79 


Moran 

0810000401296000 

10.567 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.870 

1.29 

0.090 

0.16 

0.02 

0.00 

0.00 

0.01 

1.28 

1.50 

0.59 

0.040 

0.53 

0.45 







Non-command 

Quartzite 

0.697 

1.29 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.003 

0.04 

0.03 


Morandi 

0812001201620100 

1.190 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.061 

-0.72 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.03 

0.04 







Non-command 

Quartzite 

1.129 

-0.72 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.008 

0.52 

0.80 


Mothooka 

0822000302627800 

1.783 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.783 

1.14 

0.020 

0.18 

0.03 

0.00 

0.00 

0.00 

0.19 

0.16 

0.73 

0.006 

0.55 

0.66 


Mukandpura 

0811000501439000 

1.290 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.610 

-0.26 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.004 

0.29 

0.49 



0810000401298100 

3.465 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.735 

1.27 

0.090 

0.06 

0.01 

0.00 

0.00 

0.00 

0.36 

0.42 

0.23 

0.011 

0.44 

0.38 







Non-command 

Quartzite 

0.729 

1.27 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.003 

0.12 

0.10 


Nagal Isar 

0822000302628900 

1.522 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.514 

0.91 

0.100 

0.08 

0.01 

0.00 

0.00 

0.00 

0.21 

0.15 

0.30 

0.005 

0.55 

0.76 







Non-command 

Phyllite & Schist 

0.009 

0.91 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nagal Narhar 

0822000302626800 

3.903 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.003 

0.49 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nagariyawas 

0811000501440600 

1.364 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.680 

-0.69 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.004 

0.31 

0.51 


Nagrajpura 

0812001201620700 

2.418 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.673 

-0.89 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.011 

0.38 

0.59 







Non-command 

Quartzite 

0.731 

-0.89 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.005 

0.16 

0.26 


Nai Ka Mahadeo 

0812001201621800 

3.208 

Fresh 

Non-command 

Non-command 

Quartzite 

1.902 

-1.43 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.013 

0.33 

0.50 


Nalawas 

0811000501428400 

2.362 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.176 

-0.43 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.014 

0.52 

0.86 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.186 

-0.43 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.04 

0.07 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Madhopura 

0811000501435100 

0.15 

0.11 

- 

0.11 

- 

0.11 

0.05 

0.66 

- 

- 

- 

- 

- 

- 

- 

0.114 

0.011 

0.102 

0.084 

81.93 

Semi Critical 


0812001301634300 

0.12 

0.17 

(10.43) 

0.15 

0.01 

0.16 

0.06 

0.60 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.184 

0.009 

0.175 

0.573 

328.18 

Over Exploited 

Mahadeopura 

0812001301634500 

0.12 

0.24 

- 

0.24 

0.00 

0.24 

0.06 

0.60 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.251 

0.025 

0.226 

0.317 

140.70 

Over Exploited 

Mahapura @ Turkiya 

0822000302627200 

0.12 

0.01 

128.42 

0.01 

- 

0.01 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.031 

500.79 

Over Exploited 

Maharaj Kanwarpura 

0822000302628800 

0.20 

0.05 

48.45 

0.06 

- 

0.06 

0.03 

0.32 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.068 

0.003 

0.064 

0.079 

122.81 

Over Exploited 



0.12 

0.02 

(25.58) 

0.02 

- 

0.02 

0.03 

0.29 

- 

- 

- 

- 

- 

- 

- 

0.019 

0.001 

0.018 

0.046 

253.90 

Over Exploited 

Maharajpura 

0811000501431200 

0.15 

0.47 

(89.38) 

0.38 

0.00 

0.38 

0.06 

0.62 

- 

- 

- 

- 

0.001 

0.002 

0.002 

0.381 

0.019 

0.362 

0.036 

9.85 

Safe 


0812001301654600 

0.12 

0.12 

(79.00) 

0.10 

0.00 

0.10 

0.05 

0.61 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.097 

0.005 

0.092 

0.084 

90.84 

Critical 

Majheola 

0810000401295900 

0.16 

1.33 

71.15 

1.59 

0.02 

1.61 

0.06 

0.61 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

1.681 

0.084 

1.597 

0.655 

41.04 

Safe 

Malarna 

0811000401399200 

0.20 

0.46 

(52.20) 

0.36 

0.01 

0.38 

0.04 

0.40 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.407 

0.020 

0.387 

0.279 

72.01 

Semi Critical 

Malihala 

0812001201622200 

0.12 

0.05 

- 

0.05 

0.00 

0.05 

0.04 

0.45 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.055 

0.006 

0.050 

0.118 

238.70 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.02 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.004 

0.027 

632.87 

Over Exploited 

Malwas 

0811000401409100 

0.20 

0.19 

- 

0.19 

- 

0.19 

0.03 

0.33 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.204 

0.020 

0.184 

0.350 

190.89 

Over Exploited 



0.20 

0.08 

- 

0.08 

0.00 

0.08 

0.02 

0.22 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.093 

0.009 

0.084 

0.272 

325.43 

Over Exploited 


0811000501438900 

0.15 

0.11 

- 

0.11 

- 

0.11 

0.05 

0.66 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.117 

0.012 

0.106 

0.147 

139.76 

Over Exploited 

Malyawas 

0811000501416100 

0.20 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.001 

0.008 

0.050 

619.93 

Over Exploited 



0.15 

0.04 

- 

0.04 

- 

0.04 

0.03 

0.38 

- 

- 

- 

- 

- 

- 

- 

0.038 

0.004 

0.035 

0.085 

245.11 

Over Exploited 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

0.020 

1,351.55 

Over Exploited 

Mandawari 

0812001301635000 

0.12 

0.11 

(66.26) 

0.09 

- 

0.09 

0.05 

0.60 

- 

- 

- 

- 

- 

- 

- 

0.090 

0.005 

0.086 

0.072 

84.40 

Semi Critical 

Mandera Sunarpura 

0811000401406700 

0.20 

0.52 

- 

0.52 

- 

0.52 

0.05 

0.52 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.529 

0.053 

0.476 

0.354 

74.35 

Semi Critical 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.014 

451.80 

Over Exploited 

Mandrooppura 

0812001201626900 

0.08 

0.02 

- 

0.02 

- 

0.02 

0.06 

0.61 

- 

- 

- 

- 

- 

- 

- 

0.021 

0.002 

0.019 

0.075 

404.68 

Over Exploited 

Manota 

0812001101606500 

0.20 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.001 

0.007 

0.070 

962.38 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.044 

2,097.30 

Over Exploited 

Manpur 

0810000401296400 

0.16 

0.41 

20.74 

0.49 

0.02 

0.51 

0.05 

0.53 

0.05 

0.0300 

- 

- 

0.009 

0.039 

0.085 

0.593 

0.030 

0.563 

0.329 

58.35 

Safe 



0.06 

0.00 

751.16 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.027 

1,394.46 

Over Exploited 

Manpura 

0811000401410300 

0.20 

0.16 

- 

0.16 

0.01 

0.17 

0.05 

0.57 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.193 

0.019 

0.174 

0.506 

290.99 

Over Exploited 


0811000501423400 

0.15 

0.20 

- 

0.20 

- 

0.20 

0.05 

0.57 

- 

- 

- 

- 

- 

- 

- 

0.205 

0.020 

0.184 

0.017 

9.06 

Safe 

Manrahera 

0811000501415200 

0.15 

0.09 

- 

0.09 

0.01 

0.09 

0.05 

0.59 

- 

0.0100 

- 

- 

0.012 

0.022 

0.022 

0.117 

0.012 

0.105 

0.260 

247.34 

Over Exploited 

Manwa Ka Bas Chak No.l 

0811000501414900 

0.15 

0.05 

- 

0.05 

- 

0.05 

0.05 

0.59 

- 

- 

- 

- 

- 

- 

- 

0.054 

0.005 

0.049 

0.125 

257.65 

Over Exploited 

Manwa Ka Bas Chak No.2 

0811000501414700 

0.15 

0.02 

- 

0.02 

- 

0.02 

0.05 

0.60 

- 

- 

- 

- 

- 

- 

- 

0.025 

0.002 

0.022 

0.069 

309.33 

Over Exploited 

Manwa Ka Bas Chak No.3 

0811000501414800 

0.15 

0.03 

- 

0.03 

- 

0.03 

0.05 

0.59 

- 

- 

- 

- 

- 

- 

- 

0.032 

0.003 

0.029 

0.092 

314.45 

Over Exploited 

Matlana 

0811000501431000 

0.15 

0.27 

(10.01) 

0.25 

0.01 

0.26 

0.06 

0.62 

- 

0.0200 

- 

- 

0.007 

0.027 

0.027 

0.289 

0.014 

0.275 

0.663 

241.18 

Over Exploited 

Matwas 

0811000401404700 

0.20 

0.35 

10.53 

0.38 

0.02 

0.41 

0.06 

0.62 

- 

0.0300 

- 

- 

0.016 

0.046 

0.046 

0.452 

0.023 

0.429 

0.264 

61.53 

Safe 

Medar Khurd 

0810000401298400 

0.16 

0.21 

76.23 

0.25 

0.01 

0.26 

0.06 

0.63 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.284 

0.014 

0.270 

0.211 

78.29 

Semi Critical 

Medharkalan 

0822000302630500 

0.20 

0.00 

380,756.45 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.023 

1,082.62 

Over Exploited 

Meethawas 

0812001201623800 

0.12 

0.11 

- 

0.11 

0.01 

0.12 

0.06 

0.63 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.163 

0.016 

0.146 

0.346 

236.34 

Over Exploited 

Mirzapura 

0811000501437300 

0.15 

0.37 

- 

0.37 

0.01 

0.38 

0.05 

0.66 

- 

0.0400 

- 

- 

0.000 

0.041 

0.041 

0.420 

0.042 

0.378 

0.998 

264.01 

Over Exploited 

Mitrapura 

0810000401295700 

0.16 

0.27 

116.28 

0.32 

0.02 

0.34 

0.04 

0.43 

- 

0.0600 

- 

- 

0.002 

0.063 

0.063 

0.404 

0.020 

0.384 

0.545 

142.18 

Over Exploited 



0.08 

0.02 

194.87 

0.03 

0.01 

0.04 

0.02 

0.18 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.064 

0.003 

0.061 

0.145 

239.71 

Over Exploited 

Mohabbatpura 

0811000501434300 

0.15 

0.08 

- 

0.08 

0.00 

0.09 

0.06 

0.63 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.087 

0.009 

0.078 

0.105 

134.92 

Over Exploited 

Mohammadpura 

0811000501416800 

0.20 

0.41 

- 

0.41 

0.01 

0.42 

0.05 

0.57 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.442 

0.044 

0.398 

0.617 

155.13 

Over Exploited 

Mohanpura 

0811000401410900 

0.20 

0.16 

(76.37) 

0.12 

- 

0.12 

0.05 

0.55 

- 

- 

- 

- 

- 

- 

- 

0.125 

0.006 

0.118 

0.136 

114.80 

Over Exploited 


0811000501418500 

0.20 

0.07 

- 

0.07 

- 

0.07 

0.05 

0.55 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.075 

0.008 

0.068 

0.337 

497.42 

Over Exploited 


0812001201615600 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.033 

12,013.48 

Over Exploited 

Molai 

0811000501419200 

0.15 

0.08 

- 

0.08 

0.00 

0.08 

0.05 

0.55 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.084 

0.008 

0.076 

0.006 

8.46 

Safe 

Moondiya 

0811000501433500 

0.15 

0.57 

(54.80) 

0.45 

0.01 

0.47 

0.05 

0.53 

0.06 

0.0300 

- 

- 

0.002 

0.032 

0.097 

0.562 

0.028 

0.534 

0.314 

58.82 

Safe 



0.06 

0.00 

155.37 

0.00 

0.00 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

0.000 

- 

0.000 

0.002 

0.000 

0.002 

0.018 

1,102.53 

Over Exploited 

Moondli 

0812001201618400 

0.12 

0.06 

519.17 

0.07 

0.00 

0.08 

0.02 

0.23 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.108 

0.005 

0.103 

0.269 

260.59 

Over Exploited 

Moonsolai 

0811000401406500 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.018 

858.05 

Over Exploited 



0.20 

0.07 

- 

0.07 

- 

0.07 

0.04 

0.49 

- 

- 

- 

- 

- 

- 

- 

0.074 

0.007 

0.067 

0.041 

62.07 

Safe 

Moran 

0810000401296000 

0.16 

0.84 

79.19 

1.01 

0.03 

1.04 

0.06 

0.59 

- 

0.0700 

- 

- 

0.018 

0.088 

0.088 

1.126 

0.056 

1.070 

0.626 

58.46 

Safe 



0.06 

0.00 

1,328.20 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.037 

2,057.96 

Over Exploited 

Morandi 

0812001201620100 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.020 

11,188.14 

Over Exploited 



0.08 

0.05 

- 

0.05 

- 

0.05 

0.06 

0.58 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.057 

0.006 

0.051 

0.286 

556.16 

Over Exploited 

Mothooka 

0822000302627800 

0.12 

0.12 

32.74 

0.14 

0.03 

0.17 

0.06 

0.60 

- 

0.0800 

- 

- 

0.002 

0.083 

0.083 

0.255 

0.013 

0.242 

0.733 

302.81 

Over Exploited 

Mukandpura 

0811000501439000 

0.15 

0.03 

- 

0.03 

- 

0.03 

0.03 

0.31 

- 

- 

- 

- 

- 

- 

- 

0.026 

0.003 

0.024 

0.058 

244.27 

Over Exploited 


0810000401298100 

0.16 

0.19 

116.53 

0.23 

0.01 

0.25 

0.05 

0.49 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.278 

0.014 

0.264 

0.241 

91.16 

Critical 



0.06 

0.01 

317.15 

0.01 

0.00 

0.01 

0.01 

0.13 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.018 

0.001 

0.017 

0.053 

305.90 

Over Exploited 

Nagal Isar 

0822000302628900 

0.20 

0.17 

(9.70) 

0.15 

0.01 

0.16 

0.06 

0.61 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.191 

0.010 

0.181 

0.307 

169.38 

Over Exploited 



0.12 

0.00 

2,917.59 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nagal Narhar 

0822000302626800 

0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nagariyawas 

0811000501440600 

0.15 

0.03 

- 

0.03 

- 

0.03 

0.03 

0.33 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.041 

0.004 

0.037 

0.188 

508.13 

Over Exploited 

Nagrajpura 

0812001201620700 

0.12 

0.08 

- 

0.08 

- 

0.08 

0.04 

0.42 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.086 

0.009 

0.077 

0.341 

441.63 

Over Exploited 



0.08 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.001 

0.009 

0.094 

1,082.43 

Over Exploited 

Nai Ka Mahadeo 

0812001201621800 

0.08 

0.03 

- 

0.03 

- 

0.03 

0.04 

0.36 

- 

- 

- 

- 

- 

- 

- 

0.026 

0.003 

0.023 

0.013 

54.86 

Safe 

Nalawas 

0811000501428400 

0.15 

0.17 

- 

0.17 

- 

0.17 

0.05 

0.57 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.180 

0.018 

0.162 

0.288 

177.38 

Over Exploited 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.013 

1,176.98 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Nangal @ Abhaipura 

081100050143860C 

2.150 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.150 

-0.87 

0.100 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.014 

0.61 

1.03 


Nangal Gogoriyan 

0812001101605500 

6.661 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.274 

0.38 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.04 


Nangal Govind 

0811000401399600 

5.022 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.895 

0.95 

0.100 

0.08 

0.01 

0.00 

0.00 

0.00 

0.34 

0.30 

0.31 

0.018 

0.33 

0.38 


Nangal Kama 

0812001201618900 

1.041 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.982 

2.16 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.21 

0.14 

0.16 

0.007 

0.51 

0.78 


Nangal Rajawatan 

0811000401410000 

4.315 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.315 

-0.91 

0.100 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.028 

0.50 

0.98 


Nantori 

0810000401295500 

4.331 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.331 

1.16 

0.090 

0.27 

0.04 

0.00 

0.00 

0.01 

0.67 

0.53 

1.07 

0.017 

0.53 

0.68 


Napa Ka Bas 

0811000501427000 

1.250 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.250 

-0.83 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.008 

0.57 

0.99 


Napa Ka Bas Chak No.l 

0811000501426800 

0.264 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.264 

-0.83 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.002 

0.58 

0.99 


Napa Ka Bas Chak No.2 

0811000501426700 

0.475 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.475 

-0.84 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.003 

0.58 

0.99 


Napa Ka Bas Chak No.3 

0811000501426900 

0.157 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.157 

-0.83 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.57 

0.99 


Naradpura 

0812001201620500 

1.843 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.843 

-0.07 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.012 

0.54 

0.85 


Narayanpura 

0811000501434500 

1.980 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.980 

-0.74 

0.100 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.013 

0.60 

1.02 


Narottampura 

0812001301653200 

4.269 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.520 

0.11 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.13 

0.002 

0.07 

0.10 


Naurangpura 

0811000501427600 

1.104 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.829 

-0.73 

0.120 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.69 

0.005 

0.42 

0.73 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.078 

-0.73 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.000 

0.04 

0.07 







Non-command 

Younger Alluvium 

0.197 

-0.73 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.001 

0.10 

0.17 


Nayabas 

0811000501419000 

3.096 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.455 

-0.37 

0.100 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.009 

0.24 

0.46 







Non-command 

Younger Alluvium 

1.641 

-0.37 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.010 

0.27 

0.52 


Nayagaon 

0811000401408700 

1.580 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.580 

-0.36 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.010 

0.51 

0.95 


Nehri Jaswantpura 

0811000501424400 

2.544 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.544 

-0.70 

0.120 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.80 

0.016 

0.51 

0.99 


Newar 

0812001101606200 

4.995 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.520 

0.11 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.12 

0.003 

0.06 

0.09 


Nichooniya 

0811000501417400 

3.594 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.594 

-0.47 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.023 

0.50 

0.98 


Nimora 

0812001201622100 

2.251 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.071 

-1.17 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.007 

0.26 

0.40 







Non-command 

Quartzite 

0.913 

-1.17 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.006 

0.22 

0.34 


Nirjharna 

0811000501435200 

8.454 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.309 

-0.81 

0.100 

0.40 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.52 

0.053 

0.60 

1.01 







Non-command 

Younger Alluvium 

0.030 

-0.81 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 


Nizampura 

0811000501425000 

2.222 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.027 

-0.77 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.007 

0.25 

0.46 







Non-command 

Younger Alluvium 

1.195 

-0.77 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.008 

0.29 

0.53 


Orangpura 

0812001301654400 

0.935 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.935 

-0.12 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.004 

0.55 

0.92 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

-0.12 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Palawala Jatan 

0812001201617600 

2.269 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.006 

0.14 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.20 

0.007 

0.24 

0.37 


Palri 

0811000501424500 

2.050 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.050 

-0.75 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.013 

0.51 

0.98 


Palunda 

0811000501420000 

4.108 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.108 

-0.08 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.026 

0.50 

0.98 


Paparda 

0811000401404100 

11.667 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.772 

-0.05 

0.100 

0.23 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.85 

0.056 

0.40 

0.58 


Parasoli 

0812001201623200 

7.772 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.915 

0.25 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.15 

0.020 

0.21 

0.29 







Non-command 

Quartzite 

1.624 

0.25 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.011 

0.12 

0.16 


Parmanandpura 

0812001301658100 

1.306 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.306 

0.18 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.005 

0.56 

0.85 


Parmanandpura @ Mandal 

0812001301658400 

1.795 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.447 

0.39 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.07 

0.002 

0.14 

0.20 


Patalwas 

0811000501422300 

1.462 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.462 

-0.10 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.009 

0.50 

0.99 


Patan 

0812001201625300 

6.450 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.450 

-0.84 

0.080 

0.23 

0.01 

0.00 

0.00 

0.02 

0.00 

0.00 

0.86 

0.044 

0.55 

0.80 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

-0.84 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Patti Chimanpura 

0811000501432700 

0.514 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.514 

-0.23 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.003 

0.57 

0.95 


Peelarama 

0812001201624700 

1.567 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.567 

-0.47 

0.080 

0.04 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.14 

0.011 

0.56 

0.76 


Peeliya 

0812001201617500 

7.314 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.707 

-0.46 

0.080 

0.53 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.05 

0.045 

0.51 

0.78 


Peelookhera Kalan 

0810000401296900 

4.691 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.81 

0.090 

0.00 

0.00 

0.00 

0.00 

0.03 

-0.03 

-0.02 

0.00 

0.000 

0.00 

0.00 


Peelookhera Khurd 

0810000401296800 

8.873 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.225 

0.38 

0.090 

0.04 

0.01 

0.00 

0.00 

0.13 

0.11 

0.07 

0.14 

0.025 

0.35 

0.58 






Morel 

Command 

Older Alluvium 

0.014 

0.38 

0.090 

0.00 

0.00 

0.00 

0.00 

0.13 

-0.13 

-0.08 

0.00 

0.000 

0.00 

0.00 


Peepalya Chainpura 

0811000401405900 

1.329 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.329 

-0.81 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.008 

0.52 

0.94 


Pitambar Bharti 

0811000501436800 

0.972 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.972 

-0.77 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.006 

0.61 

1.03 


Pooranwas 

0811000401407600 

2.168 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.692 

-0.19 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.011 

0.41 

0.70 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.476 

-0.19 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.003 

0.12 

0.20 


Potli 

0812001101608200 

2.731 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.010 

-0.80 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

2.682 

-0.80 

0.020 

0.11 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.013 

0.54 

0.80 


Prahladpura 

0811000401406000 

1.223 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.223 

-0.85 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.008 

0.53 

0.93 



0811000501437400 

1.666 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.666 

-0.68 

0.100 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.63 

0.011 

0.57 

1.02 


Prempura 

0811000501429300 

0.971 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.971 

-0.92 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.006 

0.59 

0.99 



0812001201625100 

0.931 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.931 

-0.32 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.006 

0.55 

0.80 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

-0.32 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Prithvipura 

0812001201627100 

2.009 

Fresh 

Non-command 

Non-command 

Quartzite 

2.009 

-1.90 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.07 

0.014 

0.55 

0.85 


Prithvisinghpura 

0811000501431400 

0.789 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.789 

-0.58 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.005 

0.57 

0.94 


Purbiyawas 

0811000401405300 

12.359 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.162 

-0.66 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.014 

0.09 

0.15 





Saline 

Non-command 

Non-command 

Older Alluvium 

10.196 

-0.66 

0.100 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.065 

0.44 

0.72 


Pyariwas 

0811000401409900 

3.106 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.106 

-0.74 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.020 

0.51 

0.96 


Raghunathpura Chak No 1 

0811000501434400 

0.962 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.962 

-0.58 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.006 

0.57 

1.00 


Raghunathpura Chak No 2 

0811000501437100 

0.561 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.561 

-0.74 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.004 

0.60 

1.02 


Raghunathpura Chak No 3 

0811000501434600 

0.307 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.307 

-0.77 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.60 

1.03 


Rahuwas 

0811000501418600 

3.037 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.115 

-0.06 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.02 

0.04 







Non-command 

Younger Alluvium 

2.923 

-0.06 

0.120 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.69 

0.019 

0.48 

0.95 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Nangal @ Abhaipura 

0811000501438600 

0.15 

0.20 

- 

0.20 

- 

0.20 

0.05 

0.66 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.207 

0.021 

0.186 

0.392 

210.46 

Over Exploited 

Nangal Gogoriyan 

0812001101605500 

0.20 

0.00 

518.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.003 

0.000 

0.003 

0.009 

330.69 

Over Exploited 

Nangal Govind 

0811000401399600 

0.20 

0.19 

56.74 

0.23 

0.01 

0.24 

0.04 

0.37 

0.02 

0.0300 

- 

- 

0.004 

0.034 

0.056 

0.301 

0.015 

0.286 

0.323 

113.29 

Over Exploited 

Nangal Kama 

0812001201618900 

0.12 

0.06 

127.26 

0.07 

- 

0.07 

0.06 

0.57 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.092 

0.005 

0.088 

0.162 

184.70 

Over Exploited 

Nangal Rajawatan 

0811000401410000 

0.20 

0.43 

- 

0.43 

0.00 

0.44 

0.05 

0.55 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.447 

0.045 

0.402 

0.403 

100.06 

Over Exploited 

Nantori 

0810000401295500 

0.16 

0.37 

43.69 

0.44 

0.05 

0.49 

0.06 

0.59 

- 

0.1200 

- 

- 

0.012 

0.132 

0.132 

0.623 

0.031 

0.592 

1.083 

182.96 

Over Exploited 

Napa Ka Bas 

0811000501427000 

0.20 

0.14 

- 

0.14 

- 

0.14 

0.05 

0.63 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.153 

0.015 

0.138 

0.394 

285.88 

Over Exploited 

Napa Ka Bas Chak No.l 

0811000501426800 

0.20 

0.03 

- 

0.03 

- 

0.03 

0.05 

0.63 

- 

- 

- 

- 

- 

- 

- 

0.030 

0.003 

0.027 

0.024 

86.41 

Semi Critical 

Napa Ka Bas Chak No.2 

0811000501426700 

0.20 

0.05 

- 

0.05 

- 

0.05 

0.05 

0.63 

- 

- 

- 

- 

- 

- 

- 

0.055 

0.005 

0.049 

0.025 

50.57 

Safe 

Napa Ka Bas Chak No.3 

0811000501426900 

0.20 

0.02 

- 

0.02 

- 

0.02 

0.05 

0.63 

- 

- 

- 

- 

- 

- 

- 

0.018 

0.002 

0.016 

0.012 

74.07 

Semi Critical 

Naradpura 

0812001201620500 

0.12 

0.12 

- 

0.12 

- 

0.12 

0.06 

0.60 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.131 

0.013 

0.117 

0.310 

264.30 

Over Exploited 

Narayanpura 

0811000501434500 

0.15 

0.18 

- 

0.18 

0.01 

0.18 

0.05 

0.65 

- 

- 

- 

- 

0.010 

0.010 

0.010 

0.193 

0.019 

0.174 

0.013 

7.24 

Safe 

Narottampura 

0812001301653200 

0.12 

0.00 

411.23 

0.00 

0.00 

0.01 

0.01 

0.07 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.011 

0.001 

0.010 

0.132 

1,271.37 

Over Exploited 

Naurangpura 

0811000501427600 

0.20 

0.07 

- 

0.07 

0.01 

0.08 

0.04 

0.46 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.109 

0.011 

0.098 

0.691 

704.52 

Over Exploited 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.046 

11,178.77 

Over Exploited 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.120 

3,428.20 

Over Exploited 

Nayabas 

0811000501419000 

0.15 

0.05 

- 

0.05 

0.01 

0.06 

0.02 

0.26 

- 

- 

- 

- 

0.019 

0.019 

0.019 

0.083 

0.008 

0.075 

0.009 

12.36 

Safe 



0.20 

0.09 

- 

0.09 

0.00 

0.09 

0.03 

0.29 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.090 

0.009 

0.081 

0.010 

12.88 

Safe 

Nayagaon 

0811000401408700 

0.20 

0.16 

- 

0.16 

- 

0.16 

0.05 

0.56 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.171 

0.017 

0.154 

0.228 

148.22 

Over Exploited 

Nehri Jaswantpura 

0811000501424400 

0.20 

0.26 

- 

0.26 

0.01 

0.27 

0.05 

0.56 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.301 

0.030 

0.271 

0.811 

299.64 

Over Exploited 

Newar 

0812001101606200 

0.20 

0.00 

2,579.15 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.005 

0.123 

2,510.56 

Over Exploited 

Nichooniya 

0811000501417400 

0.20 

0.36 

- 

0.36 

- 

0.36 

0.05 

0.55 

- 

- 

- 

- 

- 

- 

- 

0.361 

0.036 

0.325 

0.023 

7.05 

Safe 

Nimora 

0812001201622100 

0.12 

0.03 

- 

0.03 

- 

0.03 

0.03 

0.29 

- 

- 

- 

- 

- 

- 

- 

0.028 

0.003 

0.026 

0.047 

184.58 

Over Exploited 



0.08 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.25 

- 

- 

- 

- 

- 

- 

- 

0.016 

0.002 

0.015 

0.030 

204.70 

Over Exploited 

Nirjharna 

0811000501435200 

0.15 

0.74 

- 

0.74 

0.02 

0.76 

0.05 

0.65 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.823 

0.082 

0.740 

1.576 

212.88 

Over Exploited 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

94,744.87 

Over Exploited 

Nizampura 

0811000501425000 

0.15 

0.04 

- 

0.04 

0.00 

0.04 

0.02 

0.27 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.049 

0.005 

0.044 

0.282 

642.51 

Over Exploited 



0.20 

0.07 

- 

0.07 

- 

0.07 

0.03 

0.32 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.079 

0.008 

0.071 

0.351 

493.04 

Over Exploited 

Orangpura 

0812001301654400 

0.12 

0.06 

- 

0.06 

- 

0.06 

0.05 

0.61 

- 

- 

- 

- 

- 

- 

- 

0.062 

0.006 

0.056 

0.058 

103.69 

Over Exploited 



0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Palawala Jatan 

0812001201617600 

0.12 

0.03 

36.01 

0.04 

0.00 

0.04 

0.03 

0.27 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.045 

0.002 

0.043 

0.211 

489.84 

Over Exploited 

Palri 

0811000501424500 

0.20 

0.21 

- 

0.21 

- 

0.21 

0.05 

0.56 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.221 

0.022 

0.199 

0.350 

176.23 

Over Exploited 

Palunda 

0811000501420000 

0.15 

0.31 

- 

0.31 

- 

0.31 

0.05 

0.55 

- 

- 

- 

- 

- 

- 

- 

0.309 

0.031 

0.278 

0.026 

9.41 

Safe 

Paparda 

0811000401404100 

0.20 

0.71 

- 

0.71 

0.02 

0.73 

0.04 

0.44 

- 

0.0300 

- 

- 

0.022 

0.052 

0.052 

0.785 

0.078 

0.706 

0.908 

128.54 

Over Exploited 

Parasoli 

0812001201623200 

0.12 

0.07 

(6.99) 

0.07 

0.00 

0.07 

0.02 

0.24 

0.01 

0.0100 

- 

- 

0.004 

0.014 

0.022 

0.094 

0.005 

0.089 

0.169 

188.67 

Over Exploited 



0.08 

0.02 

9.60 

0.02 

0.00 

0.02 

0.01 

0.13 

0.00 

- 

- 

- 

0.007 

0.007 

0.009 

0.031 

0.002 

0.029 

0.061 

209.51 

Over Exploited 

Parmanandpura 

0812001301658100 

0.12 

0.09 

(78.64) 

0.07 

- 

0.07 

0.06 

0.61 

- 

- 

- 

- 

- 

- 

- 

0.070 

0.004 

0.067 

0.027 

41.30 

Safe 

Parmanandpura @ Mandal 

0812001301658400 

0.12 

0.01 

212.60 

0.01 

- 

0.01 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.008 

0.067 

790.42 

Over Exploited 

Patalwas 

0811000501422300 

0.20 

0.15 

- 

0.15 

- 

0.15 

0.05 

0.55 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.156 

0.016 

0.141 

0.384 

273.04 

Over Exploited 

Patan 

0812001201625300 

0.12 

0.43 

- 

0.43 

0.03 

0.46 

0.06 

0.61 

- 

0.0300 

- 

- 

0.027 

0.057 

0.057 

0.513 

0.051 

0.461 

0.902 

195.48 

Over Exploited 



0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Patti Chimanpura 

0811000501432700 

0.15 

0.04 

- 

0.04 

0.00 

0.05 

0.06 

0.62 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.057 

0.006 

0.051 

0.329 

640.35 

Over Exploited 

Peelarama 

0812001201624700 

0.12 

0.11 

- 

0.11 

0.01 

0.12 

0.06 

0.62 

- 

0.0100 

- 

- 

0.020 

0.031 

0.031 

0.149 

0.015 

0.134 

0.147 

109.02 

Over Exploited 

Peeliya 

0812001201617500 

0.12 

0.41 

- 

0.41 

0.03 

0.44 

0.05 

0.56 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.517 

0.052 

0.465 

2.098 

450.96 

Over Exploited 

Peelookhera Kalan 

0810000401296900 

0.16 

0.00 

########## 

0.00 

0.03 

0.03 

0.00 

0.00 

0.00 

- 

- 

- 

0.040 

0.040 

0.040 

0.066 

0.003 

0.063 

0.000 

0.00 

Safe 

Peelookhera Khurd 

0810000401296800 

0.16 

0.35 

(81.02) 

0.28 

0.14 

0.42 

0.04 

0.39 

0.04 

0.0200 

- 

- 

0.199 

0.219 

0.260 

0.684 

0.034 

0.650 

0.169 

25.99 

Safe 



0.16 

0.00 

########## 

0.00 

0.13 

0.13 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

0.199 

0.199 

0.199 

0.331 

0.017 

0.315 

0.000 

0.02 

Safe 

Peepalya Chainpura 

0811000401405900 

0.20 

0.14 

- 

0.14 

0.00 

0.14 

0.05 

0.57 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.156 

0.016 

0.141 

0.176 

125.55 

Over Exploited 

Pitambar Bharti 

0811000501436800 

0.15 

0.09 

- 

0.09 

- 

0.09 

0.05 

0.67 

- 

- 

- 

- 

- 

- 

- 

0.089 

0.009 

0.080 

0.054 

67.50 

Safe 

Pooranwas 

0811000401407600 

0.20 

0.14 

- 

0.14 

- 

0.14 

0.04 

0.45 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.149 

0.015 

0.134 

0.145 

108.11 

Over Exploited 



0.20 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.010 

0.017 

172.35 

Over Exploited 

Potli 

0812001101608200 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.12 

- 

0.12 

0.02 

0.14 

0.06 

0.60 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.157 

0.016 

0.141 

0.438 

310.57 

Over Exploited 

Prahladpura 

0811000401406000 

0.20 

0.13 

- 

0.13 

- 

0.13 

0.05 

0.58 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.139 

0.014 

0.125 

0.268 

213.92 

Over Exploited 


0811000501437400 

0.15 

0.14 

- 

0.14 

0.01 

0.15 

0.06 

0.63 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.173 

0.017 

0.155 

0.637 

409.60 

Over Exploited 

Prempura 

0811000501429300 

0.20 

0.11 

- 

0.11 

- 

0.11 

0.05 

0.64 

- 

- 

- 

- 

- 

- 

- 

0.114 

0.011 

0.103 

0.022 

21.55 

Safe 


0812001201625100 

0.12 

0.06 

- 

0.06 

0.00 

0.06 

0.06 

0.61 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.065 

0.006 

0.058 

0.133 

228.85 

Over Exploited 



0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Prithvipura 

0812001201627100 

0.08 

0.09 

- 

0.09 

0.01 

0.10 

0.06 

0.61 

- 

- 

- 

- 

0.010 

0.010 

0.010 

0.106 

0.011 

0.095 

0.086 

90.08 

Critical 

Prithvisinghpura 

0811000501431400 

0.15 

0.07 

- 

0.07 

- 

0.07 

0.06 

0.63 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.078 

0.008 

0.070 

0.189 

269.22 

Over Exploited 

Purbiyawas 

0811000401405300 

0.20 

0.04 

- 

0.04 

- 

0.04 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.050 

0.005 

0.045 

0.232 

511.83 

Over Exploited 



0.20 

0.90 

- 

0.90 

0.01 

0.91 

0.05 

0.49 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.927 

0.093 

0.834 

0.515 

61.77 

Safe 

Pyariwas 

0811000401409900 

0.20 

0.31 

- 

0.31 

0.00 

0.32 

0.05 

0.56 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.326 

0.033 

0.293 

0.188 

64.03 

Safe 

Raghunathpura Chak No 1 

0811000501434400 

0.15 

0.08 

- 

0.08 

0.00 

0.08 

0.06 

0.63 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.086 

0.009 

0.078 

0.041 

52.92 

Safe 

Raghunathpura Chak No 2 

0811000501437100 

0.15 

0.05 

- 

0.05 

- 

0.05 

0.05 

0.65 

- 

- 

- 

- 

- 

- 

- 

0.050 

0.005 

0.045 

0.028 

60.81 

Safe 

Raghunathpura Chak No 3 

0811000501434600 

0.15 

0.03 

- 

0.03 

0.00 

0.03 

0.05 

0.66 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.028 

0.003 

0.025 

0.013 

50.90 

Safe 

Rahuwas 

0811000501418600 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.025 

8,424.92 

Over Exploited 



0.20 

0.28 

- 

0.28 

0.01 

0.29 

0.05 

0.53 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.322 

0.032 

0.289 

0.712 

245.86 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Raidamodarpura 

082200030262800C 

3.138 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.138 

1.04 

0.020 

0.05 

0.01 

0.00 

0.00 

0.01 

0.10 

0.08 

0.18 

0.011 

0.55 

0.69 


Raimalpura 

0811000501429100 

1.435 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.410 

-0.89 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.009 

0.57 

0.97 





Saline 

Non-command 

Non-command 

Younger Alluvium 

0.025 

-0.89 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Rajoli 

0811000501440900 

1.474 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.385 

-1.35 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.002 

0.16 

0.27 


Rajpura 

0811000401409300 

2.040 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.040 

-0.91 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.013 

0.50 

0.97 



0811000501431100 

3.220 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.220 

0.93 

0.100 

0.18 

0.01 

0.00 

0.00 

0.00 

0.47 

0.33 

0.67 

0.020 

0.56 

0.79 


Rajpura Patalwas 

0812001201625900 

3.701 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.826 

-1.96 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.006 

0.12 

0.19 







Non-command 

Quartzite 

2.875 

-1.96 

0.020 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.019 

0.43 

0.65 


Rajwas 

0811000401400900 

2.866 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.754 

1.38 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.28 

0.25 

0.18 

0.011 

0.35 

0.40 



0811000401406300 

2.625 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.542 

-0.78 

0.100 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.80 

0.016 

0.50 

0.91 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.083 

-0.78 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.03 



0812001201627400 

2.875 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.168 

-1.37 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.008 

0.22 

0.35 







Non-command 

Quartzite 

1.707 

-1.37 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.012 

0.32 

0.51 


Ralawas 

0811000501424100 

5.512 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.512 

-0.70 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.035 

0.57 

1.01 


Ralawata 

0811000401401100 

2.757 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.031 

1.75 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.01 


Ramchandrapura 

0812001301653800 

2.014 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.864 

0.23 

0.080 

0.13 

0.01 

0.00 

0.00 

0.00 

0.15 

0.10 

0.52 

0.008 

0.50 

0.80 


Ramgarh Pachwara 

0811000501425600 

6.473 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.473 

-0.84 

0.120 

0.82 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

3.21 

0.041 

0.57 

1.00 


Ramjipura 

0811000401400200 

0.591 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.168 

1.42 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.06 

0.001 

0.16 

0.18 



0812001201625200 

2.794 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.794 

-1.27 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.019 

0.55 

0.81 


Ramnagar 

0812001301654900 

2.229 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.229 

0.12 

0.080 

0.10 

0.00 

0.00 

0.00 

0.01 

0.12 

0.07 

0.38 

0.009 

0.55 

0.86 


Ramnagar Rewari 

0811000501415900 

5.156 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.729 

-0.60 

0.100 

0.21 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.82 

0.030 

0.49 

0.87 







Non-command 

Younger Alluvium 

0.266 

-0.60 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.002 

0.03 

0.05 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.160 

-0.60 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.02 

0.03 


Rampura @ Chandaliya 

0812001201626100 

2.175 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.012 

-1.80 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.014 

0.51 

0.77 







Non-command 

Quartzite 

0.162 

-1.80 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.04 

0.06 


Rampura Bas Chawandia 

0812001101607400 

9.613 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.388 

-0.46 

0.120 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.69 

0.042 

0.48 

0.74 







Non-command 

Quartzite 

1.053 

-0.46 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.005 

0.06 

0.09 


Rampura Kalan 

0811000501414200 

1.566 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.566 

-0.35 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.010 

0.54 

0.90 



0811000501420200 

1.461 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.273 

-0.06 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.008 

0.44 

0.86 







Non-command 

Younger Alluvium 

0.189 

-0.06 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.001 

0.06 

0.13 


Rampura Kalan Dhani Meenan 

0811000501420100 

1.331 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.241 

-0.05 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.008 

0.47 

0.92 







Non-command 

Younger Alluvium 

0.090 

-0.05 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.03 

0.07 


Rampura Khurd 

0811000401399500 

0.997 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.760 

0.62 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.06 

0.005 

0.44 

0.50 



0811000501438100 

0.713 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.713 

-0.36 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.005 

0.54 

1.01 


Rampurawas Deogaon 

0812001201619000 

1.731 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.731 

1.83 

0.080 

0.12 

0.01 

0.00 

0.00 

0.00 

0.36 

0.24 

0.45 

0.012 

0.54 

0.84 


Ramrakhpura 

0812001201619100 

1.800 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.730 

2.05 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.34 

0.22 

0.22 

0.012 

0.52 

0.80 


Ramsar 

0811000501421700 

1.519 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.578 

-0.06 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.004 

0.20 

0.37 







Non-command 

Quartzite 

0.941 

-0.06 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.006 

0.32 

0.60 



0812001201627200 

0.932 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.001 

-1.89 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

0.931 

-1.89 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.006 

0.55 

0.85 


Ramsinghpura 

0811000401402200 

2.302 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.017 

0.99 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 



0811000401409200 

3.140 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.910 

-1.08 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.019 

0.46 

0.91 







Non-command 

Younger Alluvium 

0.230 

-1.08 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.04 

0.07 



0811000401411900 

0.892 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.892 

0.24 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.006 

0.51 

0.91 



0811000501420700 

5.662 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.412 

-0.11 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.022 

0.31 

0.56 







Non-command 

Quartzite 

1.920 

-0.11 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.012 

0.17 

0.31 



0811000501428600 

2.751 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.029 

-0.79 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Younger Alluvium 

0.287 

-0.79 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.002 

0.06 

0.10 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.044 

-0.79 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.013 

0.43 

0.72 







Non-command 

Younger Alluvium 

0.390 

-0.79 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.002 

0.08 

0.14 



0812001201619900 

4.143 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.430 

-0.57 

0.080 

0.29 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.12 

0.023 

0.46 

0.70 







Non-command 

Quartzite 

0.713 

-0.57 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.005 

0.09 

0.15 


Ramthala 

0811000401409700 

3.228 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.228 

-0.17 

0.100 

0.05 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.17 

0.021 

0.52 

0.92 


Ramzanipura 

0812001301633700 

5.001 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.565 

2.61 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.03 

0.002 

0.06 

0.09 


Raniwas 

0811000401400800 

1.988 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.228 

1.48 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.20 

0.18 

0.05 

0.008 

0.36 

0.41 



0811000401410400 

3.495 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.495 

-0.16 

0.100 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.022 

0.52 

0.89 


Ranoli 

0811000501416600 

3.740 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.024 

-0.69 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 







Non-command 

Younger Alluvium 

3.716 

-0.69 

0.120 

0.23 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.89 

0.024 

0.53 

0.96 


Ratanpura 

0811000501429000 

2.093 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.713 

-0.93 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.20 

0.34 







Non-command 

Younger Alluvium 

1.380 

-0.93 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.009 

0.39 

0.66 



0812001201627600 

1.800 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.687 

-0.96 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.011 

0.51 

0.82 







Non-command 

Quartzite 

0.112 

-0.96 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.03 

0.05 


Rojwari 

0812001201626700 

1.041 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.451 

-1.95 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.003 

0.24 

0.37 







Non-command 

Quartzite 

0.590 

-1.95 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.004 

0.31 

0.48 


Roongti 

0810000401295400 

10.763 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.902 

1.17 

0.090 

0.11 

0.02 

0.00 

0.00 

0.03 

0.89 

0.68 

0.41 

0.032 

0.40 

0.52 







Non-command 

Phyllite & Schist 

2.860 

1.17 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.09 

0.011 

0.14 

0.19 


Roopaheri Kalan 

0812001301634000 

5.703 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.688 

2.15 

0.080 

0.26 

0.04 

0.00 

0.00 

0.00 

1.20 

0.77 

1.02 

0.024 

0.54 

0.84 


Roopnagar 

0812001301655000 

0.893 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.893 

0.08 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.004 

0.55 

0.85 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Raidamodarpura 

082200030262800C 

0.12 

0.21 

(63.26) 

0.17 

0.02 

0.18 

0.06 

0.61 

- 

0.0200 

- 

- 

0.014 

0.035 

0.035 

0.219 

0.011 

0.208 

0.191 

91.67 

Critical 

Raimalpura 

081100050142910C 

0.20 

0.16 

- 

0.16 

- 

0.16 

0.05 

0.63 

- 

- 

- 

- 

- 

- 

- 

0.162 

0.016 

0.145 

0.025 

17.17 

Safe 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rajoli 

0811000501440900 

0.15 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.001 

0.008 

0.110 

1,323.37 

Over Exploited 

Rajpura 

0811000401409300 

0.20 

0.21 

- 

0.21 

0.00 

0.21 

0.05 

0.55 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.218 

0.022 

0.196 

0.257 

130.91 

Over Exploited 


0811000501431100 

0.15 

0.27 

22.49 

0.32 

0.01 

0.33 

0.06 

0.61 

- 

0.0800 

- 

- 

0.005 

0.085 

0.085 

0.420 

0.021 

0.399 

0.694 

174.23 

Over Exploited 

Rajpura Patalwas 

0812001201625900 

0.12 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.022 

0.002 

0.020 

0.210 

1,052.41 

Over Exploited 



0.08 

0.10 

- 

0.10 

0.01 

0.11 

0.05 

0.47 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.129 

0.013 

0.116 

0.429 

368.70 

Over Exploited 

Rajwas 

0811000401400900 

0.20 

0.12 

98.22 

0.15 

0.01 

0.16 

0.04 

0.39 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.184 

0.009 

0.175 

0.190 

108.55 

Over Exploited 


0811000401406300 

0.20 

0.26 

- 

0.26 

0.01 

0.27 

0.05 

0.55 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.296 

0.030 

0.266 

0.814 

305.84 

Over Exploited 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

4,679.92 

Over Exploited 


0812001201627400 

0.12 

0.03 

- 

0.03 

0.00 

0.03 

0.02 

0.24 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.036 

0.004 

0.032 

0.139 

430.26 

Over Exploited 



0.08 

0.04 

- 

0.04 

- 

0.04 

0.03 

0.36 

- 

- 

- 

- 

- 

- 

- 

0.044 

0.004 

0.040 

0.137 

344.85 

Over Exploited 

Ralawas 

0811000501424100 

0.15 

0.47 

- 

0.47 

- 

0.47 

0.05 

0.63 

- 

- 

- 

- 

- 

- 

- 

0.474 

0.047 

0.427 

0.035 

8.22 

Safe 

Ralawata 

0811000401401100 

0.20 

0.00 

11,693.67 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ramchandrapura 

0812001301653800 

0.12 

0.11 

(13.79) 

0.10 

0.01 

0.11 

0.05 

0.56 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.128 

0.006 

0.122 

0.526 

431.85 

Over Exploited 

Ramgarh Pachwara 

0811000501425600 

0.20 

0.74 

- 

0.74 

0.04 

0.78 

0.05 

0.63 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

0.904 

0.090 

0.814 

3.253 

399.87 

Over Exploited 

Ramjipura 

0811000401400200 

0.20 

0.01 

613.73 

0.01 

- 

0.01 

0.02 

0.18 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.017 

0.001 

0.016 

0.062 

378.59 

Over Exploited 


0812001201625200 

0.12 

0.19 

- 

0.19 

0.00 

0.19 

0.06 

0.61 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.189 

0.019 

0.170 

0.114 

66.85 

Safe 

Ramnagar 

0812001301654900 

0.12 

0.15 

(49.62) 

0.12 

0.01 

0.12 

0.06 

0.60 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.140 

0.007 

0.133 

0.387 

290.89 

Over Exploited 

Ramnagar Rewari 

0811000501415900 

0.15 

0.35 

- 

0.35 

0.03 

0.38 

0.05 

0.54 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.467 

0.047 

0.420 

0.848 

201.80 

Over Exploited 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.050 

481.70 

Over Exploited 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.024 

6,703.83 

Over Exploited 

Rampura @ Chandaliya 

0812001201626100 

0.12 

0.12 

- 

0.12 

- 

0.12 

0.05 

0.56 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.133 

0.013 

0.120 

0.205 

171.12 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.000 

0.008 

1,689.18 

Over Exploited 

Rampura Bas Chawandia 

0812001101607400 

0.20 

0.80 

- 

0.80 

0.01 

0.81 

0.05 

0.53 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.842 

0.084 

0.758 

0.735 

96.92 

Critical 



0.08 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.001 

0.005 

0.060 

1,314.50 

Over Exploited 

Rampura Kalan 

0811000501414200 

0.15 

0.13 

- 

0.13 

- 

0.13 

0.05 

0.60 

- 

- 

- 

- 

- 

- 

- 

0.128 

0.013 

0.115 

0.010 

8.66 

Safe 


0811000501420200 

0.15 

0.08 

- 

0.08 

- 

0.08 

0.04 

0.48 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.093 

0.009 

0.084 

0.370 

440.97 

Over Exploited 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.060 

2,740.97 

Over Exploited 

Rampura Kalan Dhani Meenan 

0811000501420100 

0.15 

0.09 

- 

0.09 

- 

0.09 

0.05 

0.51 

- 

- 

- 

- 

- 

- 

- 

0.087 

0.009 

0.078 

0.008 

10.10 

Safe 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Rampura Khurd 

0811000401399500 

0.20 

0.07 

(11.24) 

0.06 

- 

0.06 

0.05 

0.49 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.077 

0.004 

0.073 

0.069 

94.04 

Critical 


0811000501438100 

0.15 

0.06 

- 

0.06 

- 

0.06 

0.06 

0.60 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.068 

0.007 

0.061 

0.275 

447.06 

Over Exploited 

Rampurawas Deogaon 

0812001201619000 

0.12 

0.11 

109.67 

0.14 

0.01 

0.15 

0.06 

0.60 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.165 

0.008 

0.157 

0.466 

296.36 

Over Exploited 

Ramrakhpura 

0812001201619100 

0.12 

0.11 

105.79 

0.13 

0.00 

0.13 

0.06 

0.58 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.156 

0.008 

0.148 

0.228 

154.01 

Over Exploited 

Ramsar 

0811000501421700 

0.15 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.22 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.027 

0.003 

0.024 

0.069 

282.23 

Over Exploited 



0.06 

0.02 

- 

0.02 

- 

0.02 

0.03 

0.35 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.028 

0.003 

0.025 

0.071 

281.54 

Over Exploited 


0812001201627200 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.04 

- 

0.04 

0.00 

0.04 

0.06 

0.61 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.041 

0.004 

0.037 

0.104 

280.11 

Over Exploited 

Ramsinghpura 

0811000401402200 

0.20 

0.00 

10,137.68 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 


0811000401409200 

0.20 

0.27 

- 

0.27 

- 

0.27 

0.05 

0.51 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.280 

0.028 

0.252 

0.271 

107.23 

Over Exploited 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.023 

1,541.94 

Over Exploited 


0811000401411900 

0.20 

0.09 

(81.01) 

0.07 

0.00 

0.07 

0.05 

0.56 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.075 

0.004 

0.071 

0.040 

55.82 

Safe 


0811000501420700 

0.15 

0.16 

- 

0.16 

0.01 

0.17 

0.03 

0.34 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.187 

0.019 

0.168 

0.175 

103.93 

Over Exploited 



0.06 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.030 

0.003 

0.027 

0.080 

298.55 

Over Exploited 


0811000501428600 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.029 

929.95 

Over Exploited 



0.15 

0.13 

- 

0.13 

- 

0.13 

0.04 

0.47 

- 

- 

- 

- 

- 

- 

- 

0.131 

0.013 

0.118 

0.110 

93.28 

Critical 



0.20 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.001 

0.006 

0.030 

532.24 

Over Exploited 


0812001201619900 

0.12 

0.19 

- 

0.19 

0.01 

0.20 

0.05 

0.50 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.238 

0.024 

0.214 

1.146 

536.08 

Over Exploited 



0.08 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.002 

0.014 

0.147 

1,059.38 

Over Exploited 

Ramthala 

0811000401409700 

0.20 

0.33 

- 

0.33 

0.02 

0.35 

0.05 

0.57 

- 

0.0200 

- 

- 

0.015 

0.035 

0.035 

0.388 

0.039 

0.349 

0.186 

53.16 

Safe 

Ramzanipura 

0812001301633700 

0.12 

0.00 

1,912.21 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.034 

732.71 

Over Exploited 

Raniwas 

0811000401400800 

0.20 

0.09 

100.78 

0.11 

0.00 

0.11 

0.04 

0.40 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.121 

0.006 

0.115 

0.061 

52.75 

Safe 


0811000401410400 

0.20 

0.36 

- 

0.36 

0.00 

0.37 

0.05 

0.57 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.379 

0.038 

0.341 

0.400 

117.33 

Over Exploited 

Ranoli 

0811000501416600 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.40 

- 

0.40 

0.03 

0.43 

0.05 

0.58 

- 

0.1000 

- 

- 

0.001 

0.101 

0.101 

0.527 

0.053 

0.474 

0.912 

192.19 

Over Exploited 

Ratanpura 

0811000501429000 

0.15 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.22 

- 

- 

- 

- 

- 

- 

- 

0.022 

0.002 

0.019 

0.005 

23.30 

Safe 



0.20 

0.11 

- 

0.11 

- 

0.11 

0.04 

0.43 

- 

- 

- 

- 

- 

- 

- 

0.108 

0.011 

0.097 

0.025 

25.49 

Safe 


0812001201627600 

0.12 

0.10 

- 

0.10 

- 

0.10 

0.05 

0.56 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.112 

0.011 

0.101 

0.327 

323.95 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.013 

4,683.34 

Over Exploited 

Rojwari 

0812001201626700 

0.12 

0.01 

- 

0.01 

- 

0.01 

0.03 

0.26 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.012 

0.106 

917.62 

Over Exploited 



0.08 

0.01 

- 

0.01 

- 

0.01 

0.03 

0.34 

- 

- 

- 

- 

- 

- 

- 

0.015 

0.001 

0.013 

0.093 

704.97 

Over Exploited 

Roongti 

0810000401295400 

0.16 

0.51 

35.06 

0.61 

0.05 

0.65 

0.04 

0.44 

- 

0.0500 

- 

- 

0.041 

0.091 

0.091 

0.746 

0.037 

0.708 

0.445 

62.77 

Safe 



0.08 

0.03 

120.03 

0.04 

0.00 

0.04 

0.02 

0.16 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.053 

0.003 

0.051 

0.101 

200.26 

Over Exploited 

Roopaheri Kalan 

0812001301634000 

0.12 

0.37 

109.10 

0.44 

0.04 

0.48 

0.06 

0.60 

- 

0.1100 

- 

- 

0.004 

0.114 

0.114 

0.597 

0.030 

0.567 

1.039 

183.07 

Over Exploited 

Roopnagar 

0812001301655000 

0.12 

0.06 

(82.54) 

0.05 

- 

0.05 

0.06 

0.60 

- 

- 

- 

- 

- 

- 

- 

0.047 

0.002 

0.044 

0.036 

80.54 

Semi Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Rooppura 

081100050143070C 

2.018 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.018 

0.10 

0.100 

0.10 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.37 

0.013 

0.56 

0.87 



081200120162000C 

4.059 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.989 

-0.28 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.020 

0.40 

0.62 







Non-command 

Quartzite 

1.070 

-0.28 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.007 

0.14 

0.22 


Rughanathpura @ God Ka 

0812001301654500 

3.771 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.771 

-0.22 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.016 

0.56 

0.93 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

-0.22 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sahaspur 

0811000401411700 

1.124 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.124 

0.33 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.09 

0.007 

0.52 

0.90 


Sahaspura 

0811000501417300 

1.429 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.429 

-0.57 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.009 

0.50 

0.98 


Salagrampura Chak No 1 

0811000501435400 

0.340 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.340 

-0.70 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.002 

0.61 

1.03 


Salagrampura Chak No 2 

0811000501436100 

0.046 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.046 

-0.64 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.000 

0.61 

1.03 


Salagrampura Chak No 3 

0811000501436200 

0.234 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.234 

-0.72 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.001 

0.61 

1.03 


Salagrampura Chak No 4 

0811000501435600 

0.141 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.141 

-0.62 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.001 

0.61 

1.03 


Salagrampura Chak No 5 

0811000501435700 

0.225 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.225 

-0.69 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.001 

0.61 

1.03 


Salagrampura Chak No 6 

0811000501436400 

0.416 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.416 

-0.76 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.003 

0.61 

1.03 


Salagrampura Chak No 7 

0811000501436900 

0.191 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.191 

-0.79 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.001 

0.61 

1.03 


Salemabad 

0811000501438800 

1.030 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.030 

-0.92 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.007 

0.61 

1.03 


Salempura 

0811000501423300 

4.266 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.266 

-0.59 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.027 

0.54 

0.99 


Samel 

0811000501430300 

3.162 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.162 

0.17 

0.100 

0.22 

0.01 

0.00 

0.00 

0.00 

0.26 

0.17 

0.84 

0.020 

0.56 

0.85 


Sankya 

0811000501436500 

0.472 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.472 

-0.77 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.003 

0.61 

1.03 


Sanwasa 

0811000501431900 

2.055 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.831 

-0.89 

0.100 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.70 

0.005 

0.24 

0.41 







Non-command 

Younger Alluvium 

1.104 

-0.89 

0.120 

0.23 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.93 

0.007 

0.32 

0.54 


Sar 

0811000401413200 

12.520 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.145 

-0.28 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Sawai Jaisinghpura 

0812001201618000 

2.032 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.032 

1.08 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.25 

0.17 

0.31 

0.014 

0.55 

0.84 


Sawai Madhopura 

0811000501427500 

0.588 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.226 

-0.72 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.001 

0.21 

0.37 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.114 

-0.72 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.001 

0.11 

0.19 







Non-command 

Younger Alluvium 

0.248 

-0.72 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.002 

0.24 

0.41 


Sawaipura 

0811000401411000 

0.291 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.291 

0.36 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.20 

0.002 

0.51 

0.96 


Sawalyawala 

0812001201629300 

1.982 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.982 

-0.84 

0.080 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.60 

0.013 

0.53 

0.90 


Seengpura 

0811000401411600 

1.028 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.028 

0.32 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.31 

0.007 

0.51 

0.92 



0811000501417200 

2.881 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.881 

-0.58 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.018 

0.50 

0.98 


Seepura 

0822000302626500 

6.294 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.005 

1.25 

0.100 

0.07 

0.01 

0.00 

0.00 

0.00 

0.81 

0.74 

0.27 

0.021 

0.53 

0.57 







Non-command 

Phyllite & Schist 

0.173 

1.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.02 


Shahjahanpura 

0811000501422100 

2.456 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.080 

-0.10 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.013 

0.42 

0.83 







Non-command 

Younger Alluvium 

0.377 

-0.10 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.08 

0.15 


Shankarpura 

0812001201618500 

2.107 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.819 

2.44 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.38 

0.25 

0.12 

0.012 

0.47 

0.71 


Shekhpura 

0811000401409500 

2.263 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.263 

-0.23 

0.100 

0.04 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.15 

0.014 

0.51 

0.93 


Shishodiya 

0811000501415700 

4.342 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.106 

-0.65 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.013 

0.25 

0.47 







Non-command 

Younger Alluvium 

2.236 

-0.65 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.014 

0.27 

0.49 


Shivsinghpura 

0811000501431600 

5.560 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.479 

-0.67 

0.100 

0.23 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.88 

0.029 

0.47 

0.78 







Non-command 

Younger Alluvium 

1.081 

-0.67 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.007 

0.11 

0.19 


Shreema 

0811000501433100 

6.438 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.438 

0.79 

0.100 

0.34 

0.05 

0.00 

0.00 

0.00 

0.80 

0.52 

1.32 

0.041 

0.54 

0.84 


Shri Govindpura 

0811000501434200 

1.532 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.532 

-0.46 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.010 

0.57 

0.98 


Shri Jagdishpura 

0812001201612800 

2.846 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.027 

2.12 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Shri Kishanpura 

0812001301635400 

1.038 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.960 

1.43 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.09 

0.13 

0.004 

0.50 

0.79 


Shri Raghunathpura 

0812001301657900 

1.087 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.334 

0.31 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.001 

0.17 

0.25 


Shri Rajdhanpura 

0822000302627900 

1.046 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.046 

1.15 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.09 

0.004 

0.55 

0.66 


Shri Rajdhirajpura 

0822000302627100 

2.238 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.712 

0.84 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.03 

0.02 

0.04 

0.006 

0.41 

0.54 


Shri Ramchandrapura 

0811000501418700 

1.678 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.861 

-0.05 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.005 

0.26 

0.51 







Non-command 

Younger Alluvium 

0.818 

-0.05 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.005 

0.24 

0.48 


Shri Ramnagar 

0812001201620200 

0.498 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.498 

-0.44 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.003 

0.55 

0.84 


Shri Rampura 

0811000501433600 

3.555 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.555 

-0.08 

0.100 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.48 

0.023 

0.53 

0.96 


Shri Rooppura 

0822000302628100 

0.973 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.952 

0.87 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.003 

0.54 

0.71 


Shri Sukhchainpura 

0811000501438400 

2.249 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.249 

-0.54 

0.100 

0.06 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.22 

0.014 

0.58 

1.02 


Shriganeshpura 

0811000501425500 

0.771 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.771 

-0.84 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.005 

0.56 

0.99 


Shrinagar 

0812001201625500 

2.183 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.049 

-1.44 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.014 

0.52 

0.78 







Non-command 

Quartzite 

0.133 

-1.44 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.03 

0.05 


Shripura 

0812001301658200 

0.709 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.152 

0.33 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.001 

0.12 

0.18 


Shriya 

0811000501426200 

3.201 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.811 

-0.79 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.005 

0.15 

0.26 







Non-command 

Younger Alluvium 

2.390 

-0.79 

0.120 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.57 

0.015 

0.45 

0.76 


Shyalawas 

0811000401402700 

10.118 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.313 

-0.22 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.008 

0.07 

0.09 


Shyampura 

0812001201614900 

3.271 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.031 

-0.77 

0.080 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.53 

0.021 

0.51 

0.79 


Shyampura @ Habeebpura 

0811000501423000 

1.178 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.073 

-0.40 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.37 

0.007 

0.46 

0.90 







Non-command 

Younger Alluvium 

0.105 

-0.40 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.001 

0.05 

0.09 


Shyampura Kacholiya 

0812001201613700 

3.543 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.188 

-0.38 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.001 

0.03 

0.04 


Shyampura Kalan 

0811000501429500 

3.832 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.229 

-0.84 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.014 

0.34 

0.56 







Non-command 

Younger Alluvium 

1.533 

-0.84 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.010 

0.23 

0.39 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.031 

-0.84 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 







Non-command 

Younger Alluvium 

0.039 

-0.84 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Shyonanda 

0811000501441100 

2.052 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.087 

-1.41 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.03 

0.04 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Rooppura 

0811000501430700 

0.15 

0.17 

(54.44) 

0.14 

- 

0.14 

0.06 

0.62 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.147 

0.007 

0.139 

0.385 

276.28 

Over Exploited 


0812001201620000 

0.12 

0.14 

- 

0.14 

- 

0.14 

0.04 

0.45 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.155 

0.015 

0.139 

0.303 

217.65 

Over Exploited 



0.08 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.011 

0.064 

576.69 

Over Exploited 

Rughanathpura @ God Ka 

0812001301654500 

0.12 

0.25 

- 

0.25 

- 

0.25 

0.05 

0.61 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.263 

0.026 

0.237 

0.243 

102.57 

Over Exploited 



0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sahaspur 

0811000401411700 

0.20 

0.12 

(67.11) 

0.09 

- 

0.09 

0.05 

0.57 

- 

- 

- 

- 

- 

- 

- 

0.093 

0.005 

0.088 

0.099 

112.66 

Over Exploited 

Sahaspura 

0811000501417300 

0.20 

0.14 

- 

0.14 

- 

0.14 

0.05 

0.55 

- 

- 

- 

- 

- 

- 

- 

0.143 

0.014 

0.129 

0.009 

7.04 

Safe 

Salagrampura Chak No 1 

0811000501435400 

0.15 

0.03 

- 

0.03 

0.00 

0.03 

0.05 

0.67 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.043 

0.004 

0.039 

0.246 

637.23 

Over Exploited 

Salagrampura Chak No 2 

0811000501436100 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.05 

0.67 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.122 

3,209.49 

Over Exploited 

Salagrampura Chak No 3 

0811000501436200 

0.15 

0.02 

- 

0.02 

- 

0.02 

0.05 

0.67 

- 

- 

- 

- 

- 

- 

- 

0.022 

0.002 

0.019 

0.063 

327.96 

Over Exploited 

Salagrampura Chak No 4 

0811000501435600 

0.15 

0.01 

- 

0.01 

- 

0.01 

0.05 

0.67 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.012 

0.049 

418.29 

Over Exploited 

Salagrampura Chak No 5 

0811000501435700 

0.15 

0.02 

- 

0.02 

- 

0.02 

0.05 

0.67 

- 

- 

- 

- 

- 

- 

- 

0.021 

0.002 

0.019 

0.049 

264.47 

Over Exploited 

Salagrampura Chak No 6 

0811000501436400 

0.15 

0.04 

- 

0.04 

- 

0.04 

0.05 

0.66 

- 

- 

- 

- 

- 

- 

- 

0.038 

0.004 

0.034 

0.078 

226.43 

Over Exploited 

Salagrampura Chak No 7 

0811000501436900 

0.15 

0.02 

- 

0.02 

0.00 

0.02 

0.05 

0.67 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.020 

0.002 

0.018 

0.038 

216.98 

Over Exploited 

Salemabad 

0811000501438800 

0.15 

0.09 

- 

0.09 

0.00 

0.10 

0.05 

0.67 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.097 

0.010 

0.087 

0.050 

57.04 

Safe 

Salempura 

0811000501423300 

0.15 

0.34 

- 

0.34 

- 

0.34 

0.05 

0.59 

- 

- 

- 

- 

- 

- 

- 

0.343 

0.034 

0.309 

0.027 

8.79 

Safe 

Samel 

0811000501430300 

0.15 

0.27 

(35.11) 

0.21 

0.01 

0.22 

0.06 

0.62 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.253 

0.013 

0.240 

0.856 

355.99 

Over Exploited 

Sankya 

0811000501436500 

0.15 

0.04 

- 

0.04 

- 

0.04 

0.05 

0.66 

- 

- 

- 

- 

- 

- 

- 

0.043 

0.004 

0.039 

0.078 

200.34 

Over Exploited 

Sanwasa 

0811000501431900 

0.15 

0.03 

- 

0.03 

0.01 

0.04 

0.02 

0.26 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.070 

0.007 

0.063 

0.707 

1,121.13 

Over Exploited 



0.20 

0.07 

- 

0.07 

0.01 

0.08 

0.03 

0.35 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.111 

0.011 

0.100 

0.936 

937.82 

Over Exploited 

Sar 

0811000401413200 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Sawai Jaisinghpura 

0812001201618000 

0.12 

0.13 

23.95 

0.16 

0.00 

0.16 

0.06 

0.61 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.174 

0.009 

0.165 

0.319 

193.26 

Over Exploited 

Sawai Madhopura 

0811000501427500 

0.20 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.23 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.001 

0.009 

0.106 

1,220.50 

Over Exploited 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.035 

2,097.89 

Over Exploited 



0.20 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.26 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.011 

0.090 

850.37 

Over Exploited 

Sawaipura 

0811000401411000 

0.20 

0.03 

8.23 

0.03 

- 

0.03 

0.05 

0.56 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.042 

0.002 

0.040 

0.204 

513.36 

Over Exploited 

Sawalyawala 

0812001201629300 

0.12 

0.13 

- 

0.13 

0.01 

0.14 

0.05 

0.59 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.157 

0.016 

0.141 

0.615 

436.18 

Over Exploited 

Seengpura 

0811000401411600 

0.20 

0.10 

(40.52) 

0.08 

- 

0.08 

0.05 

0.56 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.094 

0.005 

0.089 

0.318 

355.91 

Over Exploited 


0811000501417200 

0.20 

0.29 

- 

0.29 

0.00 

0.29 

0.05 

0.55 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.292 

0.029 

0.263 

0.018 

6.98 

Safe 

Seepura 

0822000302626500 

0.20 

0.63 

17.38 

0.74 

0.01 

0.75 

0.05 

0.58 

- 

0.0300 

- 

- 

0.005 

0.036 

0.036 

0.790 

0.040 

0.751 

0.291 

38.78 

Safe 



0.12 

0.00 

1,168.27 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

2,116.91 

Over Exploited 

Shahjahanpura 

0811000501422100 

0.15 

0.13 

- 

0.13 

- 

0.13 

0.04 

0.47 

- 

- 

- 

- 

- 

- 

- 

0.132 

0.013 

0.119 

0.013 

11.11 

Safe 



0.20 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.001 

0.005 

0.002 

46.02 

Safe 

Shankarpura 

0812001201618500 

0.12 

0.10 

146.44 

0.12 

0.00 

0.12 

0.05 

0.52 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.134 

0.007 

0.127 

0.128 

100.96 

Over Exploited 

Shekhpura 

0811000401409500 

0.20 

0.23 

- 

0.23 

0.01 

0.24 

0.05 

0.57 

- 

0.0100 

- 

- 

0.018 

0.028 

0.028 

0.272 

0.027 

0.245 

0.165 

67.48 

Safe 

Shishodiya 

0811000501415700 

0.15 

0.08 

- 

0.08 

0.01 

0.09 

0.02 

0.28 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.113 

0.011 

0.101 

0.219 

216.36 

Over Exploited 



0.20 

0.12 

- 

0.12 

0.01 

0.13 

0.03 

0.29 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.150 

0.015 

0.135 

0.232 

172.03 

Over Exploited 

Shivsinghpura 

0811000501431600 

0.15 

0.31 

- 

0.31 

0.01 

0.32 

0.04 

0.51 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.354 

0.035 

0.319 

0.911 

285.62 

Over Exploited 



0.20 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.034 

0.003 

0.031 

0.228 

738.11 

Over Exploited 

Shreema 

0811000501433100 

0.15 

0.52 

(1.41) 

0.52 

0.05 

0.57 

0.06 

0.60 

- 

0.1500 

- 

- 

0.003 

0.153 

0.153 

0.721 

0.036 

0.685 

1.363 

198.91 

Over Exploited 

Shri Govindpura 

0811000501434200 

0.15 

0.13 

- 

0.13 

0.00 

0.13 

0.06 

0.63 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.143 

0.014 

0.128 

0.336 

261.45 

Over Exploited 

Shri Jagdishpura 

0812001201612800 

0.12 

0.00 

12,670.38 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

5.74 

Safe 

Shri Kishanpura 

0812001301635400 

0.12 

0.06 

52.37 

0.07 

0.00 

0.07 

0.05 

0.55 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.080 

0.004 

0.076 

0.134 

175.84 

Over Exploited 

Shri Raghunathpura 

0812001301657900 

0.12 

0.01 

81.08 

0.01 

- 

0.01 

0.02 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.023 

302.21 

Over Exploited 

Shri Rajdhanpura 

0822000302627900 

0.12 

0.07 

(49.26) 

0.06 

0.00 

0.06 

0.06 

0.61 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.070 

0.004 

0.067 

0.090 

134.57 

Over Exploited 

Shri Rajdhirajpura 

0822000302627100 

0.12 

0.08 

(71.25) 

0.07 

0.01 

0.07 

0.04 

0.46 

- 

- 

- 

- 

0.010 

0.010 

0.010 

0.085 

0.004 

0.081 

0.049 

60.68 

Safe 

Shri Ramchandrapura 

0811000501418700 

0.15 

0.03 

- 

0.03 

- 

0.03 

0.03 

0.28 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.043 

0.004 

0.039 

0.164 

423.50 

Over Exploited 



0.20 

0.04 

- 

0.04 

- 

0.04 

0.02 

0.27 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.050 

0.005 

0.045 

0.160 

356.82 

Over Exploited 

Shri Ramnagar 

0812001201620200 

0.12 

0.03 

- 

0.03 

- 

0.03 

0.06 

0.61 

- 

- 

- 

- 

- 

- 

- 

0.033 

0.003 

0.029 

0.130 

442.92 

Over Exploited 

Shri Rampura 

0811000501433600 

0.15 

0.28 

- 

0.28 

0.01 

0.30 

0.06 

0.59 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.320 

0.032 

0.288 

0.500 

173.37 

Over Exploited 

Shri Rooppura 

0822000302628100 

0.12 

0.06 

(82.36) 

0.05 

0.00 

0.05 

0.06 

0.59 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.055 

0.003 

0.052 

0.003 

6.47 

Safe 

Shri Sukhchainpura 

0811000501438400 

0.15 

0.20 

- 

0.20 

0.01 

0.20 

0.06 

0.63 

- 

0.0100 

- 

- 

0.009 

0.020 

0.020 

0.221 

0.022 

0.199 

0.230 

115.74 

Over Exploited 

Shriganeshpura 

0811000501425500 

0.20 

0.09 

- 

0.09 

- 

0.09 

0.05 

0.61 

- 

- 

- 

- 

- 

- 

- 

0.086 

0.009 

0.077 

0.112 

145.29 

Over Exploited 

Shrinagar 

0812001201625500 

0.12 

0.13 

- 

0.13 

- 

0.13 

0.06 

0.57 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.137 

0.014 

0.124 

0.297 

240.17 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

2,438.37 

Over Exploited 

Shripura 

0812001301658200 

0.12 

0.00 

306.95 

0.00 

0.00 

0.00 

0.01 

0.13 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.005 

0.000 

0.005 

0.033 

696.00 

Over Exploited 

Shriya 

0811000501426200 

0.15 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.16 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.028 

0.003 

0.026 

0.196 

766.87 

Over Exploited 



0.20 

0.21 

- 

0.21 

0.01 

0.22 

0.04 

0.49 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.243 

0.024 

0.219 

0.588 

268.67 

Over Exploited 

Shyalawas 

0811000401402700 

0.20 

0.02 

- 

0.02 

0.00 

0.02 

0.01 

0.08 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.021 

0.002 

0.018 

0.058 

315.83 

Over Exploited 

Shyampura 

0812001201614900 

0.12 

0.19 

- 

0.19 

0.01 

0.20 

0.06 

0.57 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.224 

0.022 

0.201 

0.548 

271.76 

Over Exploited 

Shyampura @ Habeebpura 

0811000501423000 

0.15 

0.07 

- 

0.07 

- 

0.07 

0.05 

0.51 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.084 

0.008 

0.076 

0.374 

491.74 

Over Exploited 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.033 

3,787.12 

Over Exploited 

Shyampura Kacholiya 

0812001201613700 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.032 

5,449.11 

Over Exploited 

Shyampura Kalan 

0811000501429500 

0.15 

0.11 

- 

0.11 

- 

0.11 

0.03 

0.37 

- 

- 

- 

- 

- 

- 

- 

0.113 

0.011 

0.101 

0.027 

26.80 

Safe 



0.20 

0.07 

- 

0.07 

- 

0.07 

0.02 

0.25 

- 

- 

- 

- 

- 

- 

- 

0.071 

0.007 

0.064 

0.026 

40.26 

Safe 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Shyonanda 

0811000501441100 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.023 

10,070.39 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Sindoli 

0811000501415500 

2.872 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.872 

-0.77 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.018 

0.53 

0.94 


Singwara 

0811000401399300 

5.503 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.781 

0.42 

0.100 

0.08 

0.01 

0.00 

0.00 

0.01 

0.22 

0.19 

0.30 

0.024 

0.40 

0.46 


Sitapura 

0811000501414600 

1.112 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.112 

-0.58 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.007 

0.54 

0.92 


Sitarampura Chak No 1 

0811000501434700 

0.922 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.922 

-0.79 

0.100 

0.01 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.02 

0.006 

0.60 

1.02 


Sitarampura Chak No 2 

0811000501434800 

0.649 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.649 

-0.79 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.004 

0.60 

1.02 


Sitarampura Chak No 3 

0811000501434900 

0.391 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.391 

-0.79 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.002 

0.60 

1.02 


Siya Ka Was 

0812001201628800 

0.817 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.817 

-0.74 

0.080 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.64 

0.006 

0.54 

0.86 


Somawas 

0810000401298000 

1.654 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.234 

1.26 

0.090 

0.04 

0.01 

0.00 

0.00 

0.00 

0.17 

0.20 

0.13 

0.005 

0.42 

0.36 


Sonar 

0811000501415300 

2.877 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.877 

-0.67 

0.100 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.51 

0.018 

0.53 

0.92 


Soyla 

0810000401295100 

0.838 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.838 

1.23 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.05 

0.003 

0.55 

0.61 


Sujanpura 

0812001201615500 

2.027 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.030 

-0.77 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Sultanpura 

0811000501424600 

1.605 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.605 

-0.77 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.010 

0.52 

0.98 


Sundarpur 

0811000501444200 

8.573 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.357 

-0.01 

0.100 

0.14 

0.01 

0.00 

0.00 

0.14 

0.00 

0.00 

0.49 

0.053 

0.49 

0.93 


Sundarpura 

0812001101605800 

1.944 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.001 

0.23 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sundarpura Ka Barh 

0822000302627500 

2.631 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.614 

0.92 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.05 

0.04 

0.04 

0.009 

0.54 

0.70 


Surajpura 

0811000501428100 

1.342 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.211 

-0.67 

0.100 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.008 

0.50 

0.86 







Non-command 

Younger Alluvium 

0.131 

-0.67 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.001 

0.05 

0.09 


Swarooppura 

0811000501413800 

1.137 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.137 

-0.73 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.007 

0.54 

0.89 


Tahatra 

0812001201623700 

11.151 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.765 

0.07 

0.080 

0.20 

0.03 

0.00 

0.00 

0.01 

0.21 

0.16 

0.72 

0.066 

0.50 

0.65 


Tajkhan Ka Bas 

0812001301634700 

3.292 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.033 

1.52 

0.080 

0.13 

0.01 

0.00 

0.00 

0.00 

0.48 

0.31 

0.50 

0.013 

0.50 

0.79 


Talab Gaon 

0811000501432400 

1.997 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.997 

0.04 

0.100 

0.17 

0.01 

0.00 

0.00 

0.00 

0.17 

0.10 

0.65 

0.013 

0.56 

0.92 


Tallukpur Doongri 

0812001301655100 

0.519 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.519 

0.07 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.11 

0.002 

0.54 

0.84 


Teentoli 

0811000401410200 

2.343 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.343 

-0.61 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.015 

0.51 

0.94 


Teetoli @ Bara Gaon 

0822000302630400 

4.766 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.928 

1.41 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.28 

0.30 

0.03 

0.007 

0.23 

0.21 


Tekchandpura 

0812001201625700 

1.822 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.036 

-1.91 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 







Non-command 

Quartzite 

1.703 

-1.91 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.012 

0.51 

0.79 


Thaloj 

0811000501435300 

3.208 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.953 

-0.67 

0.100 

0.45 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.79 

0.019 

0.56 

0.95 


Thanera 

0810000401296100 

4.590 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.590 

1.23 

0.090 

0.14 

0.02 

0.00 

0.00 

0.00 

0.63 

0.68 

0.53 

0.018 

0.56 

0.52 







Non-command 

Phyllite & Schist 

0.000 

1.23 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Thikariya 

0811000401404400 

7.048 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.048 

0.44 

0.100 

0.14 

0.02 

0.00 

0.00 

0.01 

0.42 

0.31 

0.50 

0.045 

0.55 

0.75 


Thoomri 

0811000401412200 

10.927 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.674 

0.04 

0.100 

0.14 

0.01 

0.00 

0.00 

0.00 

0.16 

0.10 

0.53 

0.043 

0.32 

0.48 







Non-command 

Quartzite 

1.047 

0.04 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.07 

0.007 

0.05 

0.08 


Thooni Dhirajpura 

0811000501431700 

7.983 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.878 

-0.87 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.006 

0.06 

0.11 







Non-command 

Younger Alluvium 

7.105 

-0.87 

0.120 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.67 

0.045 

0.52 

0.88 


Tiddiwala 

0812001201629700 

1.580 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.580 

-0.84 

0.080 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.011 

0.53 

0.92 


Tilpatti 

0812001201626300 

1.575 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.462 

-1.66 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.010 

0.51 

0.78 







Non-command 

Quartzite 

0.112 

-1.66 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.04 

0.06 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

-1.66 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Toda Dhama @ Gopalpura 

0811000501439200 

1.816 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.725 

-0.36 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.011 

0.57 

0.97 


Toda Dhama Chak NO 2 

0811000501438000 

1.463 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.353 

-0.34 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.009 

0.52 

0.94 


Toda Dhama Chak No 1 

0811000501439300 

0.195 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.195 

-0.28 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.60 

1.03 


Toda Meena 

0811000501419300 

1.832 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.832 

-0.84 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.012 

0.50 

0.99 


Todabhata 

0812001201616100 

4.342 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.419 

-0.89 

0.080 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.53 

0.023 

0.44 

0.67 







Non-command 

Quartzite 

0.343 

-0.89 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.002 

0.04 

0.07 


Todarwas 

0811000401408900 

1.770 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.612 

-0.64 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.004 

0.17 

0.34 







Non-command 

Younger Alluvium 

1.158 

-0.64 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.007 

0.33 

0.64 


Toonga 

0812001201628300 

3.749 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.988 

-1.02 

0.080 

0.49 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.93 

0.020 

0.43 

0.68 







Non-command 

Quartzite 

0.693 

-1.02 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.005 

0.10 

0.16 


Toongi 

0812001201620600 

1.069 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.069 

-0.27 

0.080 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.52 

0.007 

0.54 

0.85 


Tootiyawas 

0811000501417600 

1.820 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.820 

-0.56 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.012 

0.50 

0.98 


Torda 

0811000501424000 

8.613 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.564 

-0.87 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.023 

0.25 

0.42 







Non-command 

Quartzite 

0.259 

-0.87 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.02 

0.03 


Trilokinathpura 

0812001301657700 

3.894 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.438 

0.16 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.35 

0.014 

0.49 

0.75 


Udaipura 

0811000401411100 

4.917 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.917 

-0.51 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.031 

0.50 

0.98 



0811000501428900 

1.844 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.844 

-0.89 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.012 

0.59 

1.00 


Udgaon 

0810000401296300 

7.794 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.896 

1.22 

0.090 

0.23 

0.03 

0.00 

0.00 

0.00 

0.84 

0.87 

0.89 

0.024 

0.41 

0.40 







Non-command 

Quartzite 

1.898 

1.22 

0.010 

0.07 

0.01 

0.00 

0.00 

0.00 

0.08 

0.08 

0.25 

0.008 

0.13 

0.13 


Ugariyawas 

0811000501436600 

1.494 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.494 

-0.78 

0.100 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.010 

0.61 

1.03 


Ugarpura 

0811000501426600 

0.727 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.727 

-0.83 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.005 

0.58 

1.00 


Ugawas 

0812001201625400 

2.144 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.144 

-1.40 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.015 

0.55 

0.82 


Vijaipura 

0811000501433000 

3.595 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.595 

0.96 

0.100 

0.09 

0.01 

0.00 

0.00 

0.00 

0.42 

0.29 

0.32 

0.023 

0.55 

0.81 


Vimalpura 

0812001301655400 

2.547 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.698 

0.13 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.16 

0.007 

0.37 

0.57 


Vinodilalpura 

0812001301654800 

0.629 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.629 

0.21 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.11 

0.003 

0.55 

0.87 

Sub Basin: Sodra | 

07010069 

Bapdunda 

0822000102591900 

7.314 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.878 

4.32 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.02 

0.002 

0.05 

0.07 


Barh Govindpura @ Keriya 

0822000102591400 

2.252 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.252 

3.15 

0.018 

0.00 

0.00 

0.00 

0.00 

0.01 

0.12 

0.09 

0.00 

0.005 

0.49 

0.67 


Barol 

0822000102589600 

17.745 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.280 

3.55 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.04 

0.003 

0.03 

0.04 


Beed Ganwar 

0822000102591700 

4.766 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.766 

3.81 

0.018 

0.03 

0.00 

0.00 

0.00 

0.02 

0.33 

0.25 

0.09 

0.011 

0.47 

0.62 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Sindoli 

0811000501415500 

0.15 

0.23 

- 

0.23 

- 

0.23 

0.05 

0.58 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.236 

0.024 

0.213 

0.204 

96.08 

Critical 

Singwara 

0811000401399300 

0.20 

0.30 

(35.82) 

0.24 

0.02 

0.26 

0.04 

0.44 

- 

0.0300 

- 

- 

0.009 

0.039 

0.039 

0.295 

0.015 

0.280 

0.323 

115.37 

Over Exploited 

Sitapura 

0811000501414600 

0.15 

0.09 

- 

0.09 

- 

0.09 

0.05 

0.60 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.101 

0.010 

0.090 

0.259 

286.34 

Over Exploited 

Sitarampura Chak No 1 

0811000501434700 

0.15 

0.08 

- 

0.08 

0.01 

0.10 

0.05 

0.66 

- 

- 

- 

- 

0.020 

0.020 

0.020 

0.116 

0.012 

0.105 

0.028 

26.58 

Safe 

Sitarampura Chak No 2 

0811000501434800 

0.15 

0.06 

- 

0.06 

0.00 

0.06 

0.05 

0.65 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.069 

0.007 

0.062 

0.026 

42.07 

Safe 

Sitarampura Chak No 3 

0811000501434900 

0.15 

0.03 

- 

0.03 

0.00 

0.04 

0.05 

0.65 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.042 

0.004 

0.038 

0.024 

65.17 

Safe 

Siya Ka Was 

0812001201628800 

0.12 

0.05 

- 

0.05 

0.01 

0.06 

0.06 

0.60 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.083 

0.008 

0.075 

0.643 

858.56 

Over Exploited 

Somawas 

0810000401298000 

0.16 

0.08 

139.18 

0.10 

0.01 

0.11 

0.04 

0.46 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.129 

0.006 

0.122 

0.139 

113.70 

Over Exploited 

Sonar 

0811000501415300 

0.15 

0.23 

- 

0.23 

0.01 

0.24 

0.05 

0.59 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.262 

0.026 

0.236 

0.531 

225.40 

Over Exploited 

Soyla 

0810000401295100 

0.08 

0.04 

(26.27) 

0.03 

0.00 

0.03 

0.06 

0.61 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.041 

0.002 

0.039 

0.057 

147.40 

Over Exploited 

Sujanpura 

0812001201615500 

0.12 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

18.91 

Safe 

Sultanpura 

0811000501424600 

0.20 

0.17 

- 

0.17 

- 

0.17 

0.05 

0.57 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.176 

0.018 

0.159 

0.390 

245.90 

Over Exploited 

Sundarpur 

0811000501444200 

0.15 

0.62 

- 

0.62 

0.15 

0.77 

0.06 

0.55 

0.07 

0.0200 

- 

- 

0.212 

0.232 

0.304 

1.071 

0.107 

0.964 

0.540 

56.04 

Safe 

Sundarpura 

0812001101605800 

0.20 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sundarpura Ka Barh 

0822000302627500 

0.12 

0.17 

(76.03) 

0.14 

0.01 

0.14 

0.06 

0.60 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.149 

0.007 

0.142 

0.052 

36.81 

Safe 

Surajpura 

0811000501428100 

0.15 

0.09 

- 

0.09 

- 

0.09 

0.05 

0.55 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.102 

0.010 

0.091 

0.384 

419.60 

Over Exploited 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.048 

3,734.02 

Over Exploited 

Swarooppura 

0811000501413800 

0.15 

0.09 

- 

0.09 

- 

0.09 

0.06 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.102 

0.010 

0.092 

0.346 

377.77 

Over Exploited 

Tahatra 

0812001201623700 

0.12 

0.58 

(72.03) 

0.47 

0.04 

0.51 

0.06 

0.55 

- 

0.0800 

- 

- 

0.018 

0.098 

0.098 

0.605 

0.030 

0.575 

0.781 

135.85 

Over Exploited 

Tajkhan Ka Bas 

0812001301634700 

0.12 

0.18 

68.23 

0.22 

0.01 

0.23 

0.05 

0.55 

- 

0.0600 

- 

- 

0.007 

0.067 

0.067 

0.299 

0.015 

0.284 

0.510 

179.53 

Over Exploited 

Talab Gaon 

0811000501432400 

0.15 

0.17 

(38.92) 

0.13 

0.01 

0.15 

0.06 

0.62 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.167 

0.008 

0.158 

0.663 

418.78 

Over Exploited 

Tallukpur Doongri 

0812001301655100 

0.12 

0.03 

(36.74) 

0.03 

- 

0.03 

0.06 

0.60 

- 

- 

- 

- 

- 

- 

- 

0.027 

0.001 

0.026 

0.110 

428.58 

Over Exploited 

Teentoli 

0811000401410200 

0.20 

0.24 

- 

0.24 

0.00 

0.24 

0.05 

0.56 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.250 

0.025 

0.225 

0.343 

152.51 

Over Exploited 

Teetoli @ Bara Gaon 

0822000302630400 

0.20 

0.09 

########## 

0.10 

- 

0.10 

0.02 

0.25 

- 

- 

- 

- 

- 

- 

- 

0.104 

0.005 

0.099 

0.039 

39.16 

Safe 

Tekchandpura 

0812001201625700 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.04 

- 

0.04 

- 

0.04 

0.06 

0.57 

- 

- 

- 

- 

- 

- 

- 

0.045 

0.004 

0.040 

0.092 

227.72 

Over Exploited 

Thaloj 

0811000501435300 

0.15 

0.25 

- 

0.25 

0.02 

0.27 

0.05 

0.61 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.340 

0.034 

0.306 

1.809 

591.70 

Over Exploited 

Thanera 

0810000401296100 

0.16 

0.41 

65.46 

0.49 

0.02 

0.52 

0.06 

0.62 

- 

0.0600 

- 

- 

0.005 

0.065 

0.065 

0.583 

0.029 

0.554 

0.546 

98.64 

Critical 



0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Thikariya 

0811000401404400 

0.20 

0.78 

(60.21) 

0.63 

0.03 

0.65 

0.06 

0.61 

- 

0.0600 

- 

- 

0.014 

0.074 

0.074 

0.728 

0.036 

0.692 

0.543 

78.49 

Semi Critical 

Thoomri 

0811000401412200 

0.20 

0.41 

31.16 

0.33 

0.01 

0.34 

0.03 

0.34 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.355 

0.018 

0.337 

0.572 

169.47 

Over Exploited 



0.06 

0.00 

340.40 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.075 

2,105.99 

Over Exploited 

Thooni Dhirajpura 

0811000501431700 

0.15 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.001 

0.008 

0.095 

1,233.42 

Over Exploited 



0.20 

0.74 

- 

0.74 

0.01 

0.75 

0.05 

0.57 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.784 

0.078 

0.706 

0.717 

101.61 

Over Exploited 

Tiddiwala 

0812001201629700 

0.12 

0.10 

- 

0.10 

- 

0.10 

0.05 

0.58 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.110 

0.011 

0.099 

0.407 

409.60 

Over Exploited 

Til patti 

0812001201626300 

0.12 

0.09 

- 

0.09 

- 

0.09 

0.05 

0.56 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.099 

0.010 

0.089 

0.370 

415.01 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.015 

4,686.08 

Over Exploited 



0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Toda Dhama @ Gopalpura 

0811000501439200 

0.15 

0.15 

- 

0.15 

0.00 

0.15 

0.05 

0.62 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.157 

0.016 

0.142 

0.313 

221.16 

Over Exploited 

Toda Dhama Chak NO 2 

0811000501438000 

0.15 

0.10 

- 

0.10 

- 

0.10 

0.05 

0.57 

- 

- 

- 

- 

- 

- 

- 

0.105 

0.010 

0.094 

0.041 

43.02 

Safe 

Toda Dhama Chak No 1 

0811000501439300 

0.15 

0.02 

- 

0.02 

- 

0.02 

0.05 

0.65 

- 

- 

- 

- 

- 

- 

- 

0.018 

0.002 

0.016 

0.012 

77.59 

Semi Critical 

Toda Meena 

0811000501419300 

0.15 

0.14 

- 

0.14 

- 

0.14 

0.05 

0.55 

- 

- 

- 

- 

- 

- 

- 

0.138 

0.014 

0.124 

0.012 

9.41 

Safe 

Todabhata 

0812001201616100 

0.12 

0.18 

- 

0.18 

0.01 

0.19 

0.05 

0.48 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.208 

0.021 

0.188 

0.552 

294.29 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.034 

3,186.12 

Over Exploited 

Todarwas 

0811000401408900 

0.20 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.021 

0.002 

0.019 

0.038 

197.74 

Over Exploited 



0.20 

0.08 

- 

0.08 

- 

0.08 

0.03 

0.36 

- 

- 

- 

- 

- 

- 

- 

0.076 

0.008 

0.069 

0.093 

135.95 

Over Exploited 

Toonga 

0812001201628300 

0.12 

0.16 

- 

0.16 

0.02 

0.18 

0.05 

0.48 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.246 

0.025 

0.221 

1.948 

881.72 

Over Exploited 



0.08 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.002 

0.014 

0.279 

1,988.19 

Over Exploited 

Toongi 

0812001201620600 

0.12 

0.07 

- 

0.07 

0.01 

0.08 

0.06 

0.60 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.100 

0.010 

0.090 

0.522 

581.65 

Over Exploited 

Tootiyawas 

0811000501417600 

0.20 

0.18 

- 

0.18 

0.01 

0.19 

0.05 

0.55 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.215 

0.022 

0.194 

0.422 

217.57 

Over Exploited 

Torda 

0811000501424000 

0.15 

0.13 

- 

0.13 

- 

0.13 

0.02 

0.27 

- 

- 

- 

- 

- 

- 

- 

0.132 

0.013 

0.119 

0.023 

19.12 

Safe 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.002 

1,642.20 

Over Exploited 

Trilokinathpura 

0812001301657700 

0.12 

0.20 

(56.80) 

0.16 

0.00 

0.16 

0.05 

0.54 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.173 

0.009 

0.164 

0.360 

219.45 

Over Exploited 

Udaipura 

0811000401411100 

0.20 

0.49 

- 

0.49 

- 

0.49 

0.05 

0.55 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.503 

0.050 

0.453 

0.325 

71.84 

Semi Critical 


0811000501428900 

0.20 

0.22 

- 

0.22 

0.00 

0.22 

0.05 

0.64 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.223 

0.022 

0.201 

0.028 

13.82 

Safe 

Udgaon 

0810000401296300 

0.16 

0.39 

124.41 

0.46 

0.03 

0.49 

0.05 

0.45 

- 

0.1000 

- 

- 

0.002 

0.102 

0.102 

0.597 

0.030 

0.567 

0.917 

161.71 

Over Exploited 



0.06 

0.01 

461.93 

0.02 

0.01 

0.03 

0.01 

0.15 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.060 

0.003 

0.057 

0.260 

453.15 

Over Exploited 

Ugariyawas 

0811000501436600 

0.15 

0.14 

- 

0.14 

0.01 

0.15 

0.05 

0.66 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.166 

0.017 

0.150 

0.442 

294.68 

Over Exploited 

Ugarpura 

0811000501426600 

0.20 

0.08 

- 

0.08 

- 

0.08 

0.05 

0.64 

- 

- 

- 

- 

- 

- 

- 

0.085 

0.008 

0.076 

0.122 

159.52 

Over Exploited 

Ugawas 

0812001201625400 

0.12 

0.14 

- 

0.14 

0.00 

0.14 

0.06 

0.61 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.155 

0.016 

0.140 

0.318 

227.05 

Over Exploited 

Vijaipura 

0811000501433000 

0.15 

0.30 

(2.94) 

0.29 

0.01 

0.30 

0.06 

0.61 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.340 

0.017 

0.323 

0.338 

104.68 

Over Exploited 

Vimalpura 

0812001301655400 

0.12 

0.07 

(51.66) 

0.06 

0.00 

0.06 

0.04 

0.40 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.073 

0.004 

0.069 

0.169 

244.14 

Over Exploited 

Vinodilalpura 

0812001301654800 

0.12 

0.04 

(38.34) 

0.03 

- 

0.03 

0.06 

0.60 

- 

- 

- 

- 

- 

- 

- 

0.033 

0.002 

0.031 

0.111 

351.99 

Over Exploited 


Sub Basin: Sodra | 

Bapdunda 

0822000102591900 

0.12 

0.01 

972.49 

0.01 

0.00 

0.01 

0.00 

0.06 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.010 

0.000 

0.009 

0.021 

227.75 

Over Exploited 

Barh Govindpura @ Keriya 

0822000102591400 

0.12 

0.13 

(34.58) 

0.11 

0.01 

0.11 

0.05 

0.53 

- 

- 

- 

- 

0.008 

0.009 

0.009 

0.120 

0.006 

0.114 

0.005 

4.75 

Safe 

Barol 

0822000102589600 

0.12 

0.01 

1,238.61 

0.01 

- 

0.01 

0.00 

0.04 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.015 

0.041 

268.26 

Over Exploited 

Beed Ganwar 

0822000102591700 

0.12 

0.27 

(7.03) 

0.25 

0.02 

0.27 

0.04 

0.52 

- 

0.0100 

- 

- 

0.029 

0.039 

0.039 

0.309 

0.015 

0.293 

0.097 

33.22 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Brijlal Nagar 

082200010259620C 

9.142 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.604 

1.12 

0.018 

0.11 

0.03 

0.00 

0.00 

0.02 

0.19 

0.13 

0.43 

0.016 

0.36 

0.52 







Non-command 

Gneisses(B.G.C) 

1.861 

1.12 

0.018 

0.03 

0.01 

0.00 

0.00 

0.01 

0.04 

0.03 

0.10 

0.004 

0.10 

0.15 


Chand Sen 

082200010259610C 

38.353 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

18.982 

1.27 

0.018 

0.32 

0.05 

0.00 

0.00 

0.00 

0.69 

0.50 

1.21 

0.045 

0.25 

0.34 






Chandsen Bheru Sagar 

Command 

Phyllite & Schist 

0.003 

1.27 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dadawat 

082200010259360C 

4.961 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.359 

3.61 

0.018 

0.02 

0.00 

0.00 

0.00 

0.02 

0.08 

0.07 

0.07 

0.003 

0.12 

0.14 


Deshma 

0822000102591100 

13.078 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.601 

3.09 

0.018 

0.03 

0.00 

0.00 

0.00 

0.01 

0.16 

0.12 

0.11 

0.006 

0.10 

0.14 







Non-command 

Gneisses(B.G.C) 

6.073 

3.09 

0.018 

0.06 

0.01 

0.00 

0.00 

0.03 

0.35 

0.25 

0.20 

0.015 

0.23 

0.32 


Deshmi 

0822000102594100 

8.402 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.453 

2.53 

0.018 

0.02 

0.00 

0.00 

0.00 

0.01 

0.17 

0.12 

0.08 

0.008 

0.20 

0.29 







Non-command 

Gneisses(B.G.C) 

4.949 

2.53 

0.018 

0.03 

0.00 

0.00 

0.00 

0.03 

0.22 

0.15 

0.10 

0.012 

0.29 

0.41 


Diggi 

0822000102594300 

51.160 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

30.469 

1.83 

0.018 

0.30 

0.04 

0.00 

0.00 

0.17 

1.07 

0.77 

1.12 

0.073 

0.29 

0.41 


Ganwar 

0822000102591300 

18.991 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

18.811 

2.98 

0.018 

0.10 

0.01 

0.00 

0.00 

0.00 

1.07 

0.77 

0.35 

0.045 

0.49 

0.67 


Ghati 

0822000102599100 

20.894 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.465 

0.27 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.006 

0.06 

0.07 


Govindpura @ Keriya 

0822000102591200 

6.041 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.156 

3.14 

0.018 

0.02 

0.00 

0.00 

0.00 

0.01 

0.24 

0.17 

0.06 

0.010 

0.34 

0.46 


Hathgi 

0822000102596400 

15.723 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

13.363 

1.74 

0.018 

0.09 

0.01 

0.00 

0.00 

0.10 

0.39 

0.28 

0.30 

0.032 

0.43 

0.60 


Kacholiya 

0822000102591800 

13.300 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.151 

3.89 

0.018 

0.09 

0.01 

0.00 

0.00 

0.04 

0.60 

0.51 

0.33 

0.020 

0.27 

0.32 


Khera Kumbholao 

0822000102591600 

7.058 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.893 

3.81 

0.018 

0.01 

0.00 

0.00 

0.00 

0.05 

0.42 

0.32 

0.03 

0.017 

0.46 

0.60 


Kurthal 

0822000102591000 

8.633 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.288 

3.01 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.001 

0.02 

0.02 


Malpura Urban 

0822000142201000 

36.363 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.780 

0.77 

0.018 

0.30 

0.01 

0.00 

0.00 

0.08 

0.34 

0.24 

0.38 

0.627 

0.13 

0.19 


Peenani 

0822000102594200 

9.567 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.557 

1.58 

0.018 

0.10 

0.01 

0.00 

0.00 

0.04 

0.29 

0.20 

0.37 

0.020 

0.45 

0.63 







Non-command 

Gneisses(B.G.C) 

1.009 

1.58 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.04 

0.002 

0.05 

0.07 


Rajpura 

0822000102593800 

12.931 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

12.930 

2.82 

0.018 

0.10 

0.01 

0.00 

0.00 

0.04 

0.69 

0.50 

0.35 

0.031 

0.49 

0.67 


Rampura Bas Ganwar 

0822000102593900 

5.362 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.362 

2.08 

0.018 

0.03 

0.00 

0.00 

0.00 

0.03 

0.19 

0.14 

0.11 

0.013 

0.50 

0.70 


Roopaheli 

0822000102596800 

12.455 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.817 

2.33 

0.018 

0.01 

0.00 

0.00 

0.00 

0.07 

0.02 

0.01 

0.05 

0.004 

0.07 

0.10 


Sadarpura 

0822000102596300 

10.718 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.745 

1.33 

0.018 

0.01 

0.00 

0.00 

0.00 

0.01 

0.04 

0.03 

0.05 

0.004 

0.08 

0.12 







Non-command 

Gneisses(B.G.C) 

8.973 

1.33 

0.018 

0.06 

0.01 

0.00 

0.00 

0.04 

0.22 

0.15 

0.20 

0.021 

0.42 

0.60 


Sans 

0822000102592000 

11.657 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.411 

4.50 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.001 

0.02 

0.02 


Sawai Ramsingh @ Bibli Khe 

0822000102591500 

2.309 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.204 

3.16 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.04 

0.06 


Shyopur 

0822000102594000 

7.094 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.094 

2.05 

0.018 

0.01 

0.00 

0.00 

0.00 

0.03 

0.24 

0.17 

0.02 

0.017 

0.50 

0.71 


Sindoliya 

0822000102593700 

12.978 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.126 

2.57 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.04 

0.005 

0.08 

0.09 

07010070 

Aliyari 

0822000502650200 

7.957 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.234 

2.16 

0.015 

0.01 

0.00 

0.00 

0.00 

0.04 

0.04 

0.04 

0.05 

0.005 

0.14 

0.15 






Tordi Sagar 

Command 

Phyllite & Schist 

5.723 

2.16 

0.015 

0.04 

0.01 

0.00 

0.00 

0.04 

0.18 

0.16 

0.13 

0.013 

0.35 

0.39 


Amba Pura 

0822000102598900 

12.283 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.354 

-0.42 

0.018 

0.12 

0.01 

0.00 

0.00 

0.11 

0.00 

0.00 

0.46 

0.006 

0.09 

0.11 






Tordi Sagar 

Command 

Phyllite & Schist 

0.042 

-0.42 

0.018 

0.00 

0.00 

0.00 

0.00 

0.11 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 


Amli Purohitan 

0822000102600600 

4.760 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.525 

2.30 

0.018 

0.03 

0.00 

0.00 

0.00 

0.01 

0.08 

0.05 

0.12 

0.004 

0.16 

0.27 






Tordi Sagar 

Command 

Phyllite & Schist 

3.235 

2.30 

0.018 

0.06 

0.01 

0.00 

0.00 

0.01 

0.17 

0.10 

0.24 

0.008 

0.34 

0.58 


Amli Sookh 

0822000102595900 

3.850 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.430 

1.81 

0.018 

0.02 

0.00 

0.00 

0.00 

0.01 

0.06 

0.04 

0.08 

0.003 

0.18 

0.25 






Chandsen Bheru Sagar 

Command 

Phyllite & Schist 

2.420 

1.81 

0.018 

0.03 

0.00 

0.00 

0.00 

0.01 

0.10 

0.07 

0.13 

0.006 

0.31 

0.42 


Ataleekpura 

0822000202612900 

2.482 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.871 

2.49 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.10 

0.005 

0.40 

0.65 


Azizpura (Sainpura) 

0822000202610700 

0.860 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.032 

2.40 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.03 






Tordi Sagar 

Command 

Phyllite & Schist 

0.828 

2.40 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.08 

0.002 

0.49 

0.87 


Bahera 

0822000502650400 

4.030 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.053 

2.45 

0.015 

0.02 

0.00 

0.00 

0.00 

0.08 

-0.02 

-0.01 

0.08 

0.002 

0.13 

0.16 






Tordi Sagar 

Command 

Phyllite & Schist 

2.977 

2.45 

0.015 

0.06 

0.01 

0.00 

0.00 

0.08 

0.08 

0.07 

0.22 

0.007 

0.36 

0.45 


Banka Khera 

0822000502647600 

9.295 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.047 

0.57 

0.015 

0.18 

0.03 

0.00 

0.00 

0.06 

0.16 

0.14 

0.68 

0.020 

0.45 

0.52 






Tordi Sagar 

Command 

Phyllite & Schist 

0.249 

0.57 

0.015 

0.00 

0.00 

0.00 

0.00 

0.06 

-0.06 

-0.05 

0.02 

0.001 

0.01 

0.01 


Baori 

0822000502651900 

23.190 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.115 

1.75 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bas Jagroop 

0822000502647900 

2.090 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.090 

-0.15 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.02 

0.005 

0.50 

0.49 


Bas Udda 

0822000502650800 

2.288 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.288 

2.49 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.09 

0.07 

0.05 

0.005 

0.51 

0.69 


Beejwar 

0822000202610600 

5.370 

Fresh 

Tordi Sagar 

Command 

Phyllite & Schist 

5.370 

2.36 

0.020 

0.06 

0.01 

0.00 

0.00 

0.01 

0.29 

0.16 

0.24 

0.015 

0.51 

0.90 


Bhagwan Pura 

0822000102596000 

4.793 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.654 

1.85 

0.018 

0.01 

0.00 

0.00 

0.00 

0.01 

0.09 

0.06 

0.02 

0.006 

0.27 

0.37 






Chandsen Bheru Sagar 

Command 

Phyllite & Schist 

2.139 

1.85 

0.018 

0.01 

0.00 

0.00 

0.00 

0.01 

0.07 

0.05 

0.02 

0.005 

0.22 

0.29 


Bhanwata 

0822000502649300 

10.969 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.004 

-0.01 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhawalpur 

0822000102599500 

4.726 

Fresh 

Tordi Sagar 

Command 

Phyllite & Schist 

4.726 

0.97 

0.018 

0.02 

0.00 

0.00 

0.00 

0.03 

0.07 

0.06 

0.07 

0.011 

0.46 

0.54 


Bheepur 

0822000102595700 

5.864 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.702 

1.70 

0.018 

0.12 

0.02 

0.00 

0.00 

0.01 

0.23 

0.16 

0.46 

0.011 

0.40 

0.54 






Chandsen Bheru Sagar 

Command 

Phyllite & Schist 

0.626 

1.70 

0.018 

0.02 

0.00 

0.00 

0.00 

0.01 

0.03 

0.02 

0.06 

0.001 

0.05 

0.07 


Chabrana 

0822000102600300 

20.515 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.228 

2.07 

0.018 

0.02 

0.00 

0.00 

0.00 

0.05 

0.20 

0.14 

0.05 

0.015 

0.15 

0.21 






Chandsen Bheru Sagar 

Command 

Phyllite & Schist 

10.987 

2.07 

0.018 

0.03 

0.00 

0.00 

0.00 

0.05 

0.38 

0.27 

0.08 

0.026 

0.26 

0.38 






Tordi Sagar 

Command 

Phyllite & Schist 

0.378 

2.07 

0.018 

0.00 

0.00 

0.00 

0.00 

0.05 

-0.03 

-0.02 

0.00 

0.001 

0.01 

0.01 


Chak Rahmanpura 

0822000202611100 

3.727 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.690 

2.37 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.18 

0.10 

0.03 

0.010 

0.51 

0.94 






Tordi Sagar 

Command 

Phyllite & Schist 

0.037 

2.37 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

0.00 

0.00 

0.000 

0.01 

0.01 


Chand Sen 

0822000102596100 

38.353 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

11.008 

1.27 

0.018 

0.18 

0.03 

0.00 

0.00 

0.00 

0.39 

0.29 

0.70 

0.026 

0.14 

0.20 






Chandsen Bheru Sagar 

Command 

Phyllite & Schist 

7.128 

1.27 

0.018 

0.12 

0.02 

0.00 

0.00 

0.00 

0.26 

0.19 

0.46 

0.017 

0.09 

0.13 






Tordi Sagar 

Command 

Phyllite & Schist 

0.057 

1.27 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Deori 

0822000202611800 

3.972 

Fresh 

Mashi 

Command 

Older Alluvium 

0.000 

3.36 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dewalya Patti Goojran 

0822000102599600 

3.813 

Fresh 

Tordi Sagar 

Command 

Phyllite & Schist 

3.813 

1.00 

0.018 

0.05 

0.01 

0.00 

0.00 

0.00 

0.10 

0.09 

0.17 

0.009 

0.46 

0.53 


Dewalya Patti Jatan 

0822000102599700 

1.657 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.210 

1.13 

0.018 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

-0.01 

0.00 

0.001 

0.06 

0.07 






Tordi Sagar 

Command 

Phyllite & Schist 

1.448 

1.13 

0.018 

0.01 

0.00 

0.00 

0.00 

0.01 

0.03 

0.02 

0.04 

0.003 

0.41 

0.46 


Dhola Ka Khera 

0822000102595800 

8.674 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.007 

1.92 

0.018 

0.06 

0.01 

0.00 

0.00 

0.01 

0.21 

0.15 

0.23 

0.012 

0.28 

0.39 






Chandsen Bheru Sagar 

Command 

Phyllite & Schist 

0.594 

1.92 

0.018 

0.01 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.02 

0.001 

0.03 

0.05 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Brijlal Nagar 

0822000102596200 

0.13 

0.31 

(58.16) 

0.25 

0.05 

0.30 

0.04 

0.40 

- 

0.0800 

- 

- 

0.036 

0.116 

0.116 

0.419 

0.021 

0.398 

0.448 

112.40 

Over Exploited 



0.12 

0.02 

28.58 

0.03 

0.02 

0.05 

0.01 

0.11 

- 

0.0200 

- 

- 

0.022 

0.042 

0.042 

0.094 

0.005 

0.089 

0.100 

112.56 

Over Exploited 

Chand Sen 

0822000102596100 

0.13 

0.60 

69,195.16 

0.50 

0.05 

0.55 

0.02 

0.27 

- 

0.1400 

- 

- 

- 

0.140 

0.140 

0.690 

0.035 

0.656 

1.257 

191.72 

Over Exploited 



0.13 

0.00 

531,319.24 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dadawat 

0822000102593600 

0.12 

0.02 

257.17 

0.02 

0.02 

0.05 

0.01 

0.13 

- 

0.0100 

- 

- 

0.034 

0.044 

0.044 

0.091 

0.005 

0.086 

0.070 

81.30 

Semi Critical 

Deshma 

0822000102591100 

0.13 

0.03 

257.19 

0.04 

0.01 

0.05 

0.01 

0.11 

- 

0.0200 

- 

- 

0.010 

0.030 

0.030 

0.076 

0.004 

0.072 

0.114 

158.21 

Over Exploited 



0.12 

0.17 

52.48 

0.20 

0.04 

0.24 

0.02 

0.25 

- 

0.0400 

- 

- 

0.039 

0.079 

0.079 

0.314 

0.016 

0.299 

0.217 

72.50 

Semi Critical 

Deshmi 

0822000102594100 

0.13 

0.09 

30.21 

0.11 

0.01 

0.12 

0.02 

0.22 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.133 

0.007 

0.127 

0.092 

72.94 

Semi Critical 



0.12 

0.17 

(11.67) 

0.15 

0.03 

0.19 

0.03 

0.32 

- 

0.0100 

- 

- 

0.050 

0.060 

0.060 

0.247 

0.012 

0.235 

0.108 

45.93 

Safe 

Diggi 

0822000102594300 

0.13 

1.16 

(33.85) 

0.93 

0.21 

1.14 

0.03 

0.32 

- 

0.1300 

- 

- 

0.256 

0.386 

0.386 

1.527 

0.076 

1.450 

1.189 

81.98 

Semi Critical 

Ganwar 

0822000102591300 

0.12 

1.10 

41,030.12 

0.88 

0.01 

0.89 

0.05 

0.53 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.928 

0.046 

0.881 

0.391 

44.38 

Safe 

Ghati 

0822000102599100 

0.13 

0.02 

15,546.98 

0.02 

- 

0.02 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.017 

0.001 

0.016 

0.030 

185.15 

Over Exploited 

Govindpura @ Keriya 

0822000102591200 

0.12 

0.17 

3.45 

0.17 

0.01 

0.18 

0.03 

0.37 

- 

0.0100 

- 

- 

0.014 

0.024 

0.024 

0.207 

0.010 

0.196 

0.068 

34.62 

Safe 

Hathgi 

0822000102596400 

0.12 

0.68 

(59.66) 

0.55 

0.11 

0.65 

0.04 

0.47 

- 

0.0600 

- 

- 

0.143 

0.203 

0.203 

0.856 

0.043 

0.813 

0.334 

41.09 

Safe 

Kacholiya 

0822000102591800 

0.12 

0.26 

92.90 

0.32 

0.05 

0.36 

0.02 

0.29 

- 

0.0400 

- 

- 

0.054 

0.094 

0.094 

0.458 

0.023 

0.435 

0.346 

79.45 

Semi Critical 

Khera Kumbholao 

0822000102591600 

0.12 

0.38 

(15.41) 

0.32 

0.05 

0.37 

0.04 

0.50 

- 

- 

- 

- 

0.072 

0.072 

0.072 

0.441 

0.022 

0.419 

0.046 

10.86 

Safe 

Kurthal 

0822000102591000 

0.13 

0.00 

2,894.38 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.025 

3,563.29 

Over Exploited 

Malpura Urban 

0822000142201000 

0.13 

0.17 

42.67 

0.21 

0.09 

0.29 

0.01 

0.15 

- 

0.0700 

- 

- 

0.116 

0.186 

0.186 

0.480 

0.024 

0.456 

1.011 

221.87 

Over Exploited 

Peenani 

0822000102594200 

0.13 

0.50 

(59.07) 

0.40 

0.05 

0.45 

0.04 

0.49 

- 

0.0400 

- 

- 

0.058 

0.098 

0.098 

0.545 

0.027 

0.518 

0.392 

75.78 

Semi Critical 



0.12 

0.01 

312.69 

0.01 

0.00 

0.01 

0.01 

0.06 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.009 

0.000 

0.009 

0.040 

456.62 

Over Exploited 

Rajpura 

0822000102593800 

0.12 

0.76 

(33.69) 

0.61 

0.05 

0.66 

0.05 

0.53 

- 

0.0400 

- 

- 

0.062 

0.102 

0.102 

0.760 

0.038 

0.722 

0.377 

52.23 

Safe 

Rampura Bas Ganwar 

0822000102593900 

0.12 

0.32 

(57.02) 

0.26 

0.03 

0.29 

0.05 

0.55 

- 

0.0100 

- 

- 

0.046 

0.056 

0.056 

0.344 

0.017 

0.327 

0.119 

36.37 

Safe 

Roopaheli 

0822000102596800 

0.12 

0.02 

(21.23) 

0.01 

0.07 

0.08 

0.01 

0.08 

- 

0.0100 

- 

- 

0.100 

0.110 

0.110 

0.190 

0.009 

0.180 

0.052 

29.07 

Safe 

Sadarpura 

0822000102596300 

0.13 

0.02 

48.23 

0.02 

0.01 

0.03 

0.01 

0.09 

- 

0.0100 

- 

- 

0.017 

0.027 

0.027 

0.061 

0.003 

0.058 

0.052 

89.64 

Semi Critical 



0.12 

0.45 

(66.34) 

0.36 

0.05 

0.41 

0.04 

0.46 

- 

0.0400 

- 

- 

0.064 

0.104 

0.104 

0.519 

0.026 

0.493 

0.223 

45.37 

Safe 

Sans 

0822000102592000 

0.12 

0.00 

3,553.76 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.011 

1,289.68 

Over Exploited 

Sawai Ramsingh @ Bibli Khe 

0822000102591500 

0.12 

0.00 

697.92 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.000 

41.28 

Safe 

Shyopur 

0822000102594000 

0.12 

0.43 

(60.57) 

0.34 

0.03 

0.37 

0.05 

0.55 

- 

- 

- 

- 

0.041 

0.041 

0.041 

0.410 

0.020 

0.389 

0.036 

9.25 

Safe 

Sindoliya 

0822000102593700 

0.12 

0.02 

338.12 

0.02 

- 

0.02 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.023 

0.001 

0.022 

0.043 

195.76 

Over Exploited 

Aliyari 

0822000502650200 

0.08 

0.02 

58.24 

0.03 

0.04 

0.07 

0.01 

0.15 

- 

0.0100 

- 

- 

0.059 

0.069 

0.069 

0.137 

0.007 

0.130 

0.055 

42.35 

Safe 



0.08 

0.16 

(2.15) 

0.16 

0.05 

0.20 

0.03 

0.37 

- 

0.0200 

- 

- 

0.059 

0.079 

0.079 

0.283 

0.014 

0.269 

0.147 

54.64 

Safe 

Amba Pura 

0822000102598900 

0.13 

0.03 

- 

0.03 

0.12 

0.15 

0.01 

0.10 

- 

0.0200 

- 

- 

0.164 

0.184 

0.184 

0.331 

0.033 

0.298 

0.464 

155.58 

Over Exploited 



0.13 

0.00 

- 

0.00 

0.11 

0.11 

0.00 

0.00 

- 

- 

- 

- 

0.164 

0.164 

0.164 

0.274 

0.027 

0.246 

0.012 

4.91 

Safe 

Amli Purohitan 

0822000102600600 

0.13 

0.03 

52.22 

0.04 

0.01 

0.05 

0.02 

0.18 

- 

0.0100 

- 

- 

0.014 

0.024 

0.024 

0.071 

0.004 

0.068 

0.124 

182.97 

Over Exploited 



0.13 

0.14 

(29.54) 

0.11 

0.02 

0.13 

0.04 

0.38 

- 

0.0300 

- 

- 

0.014 

0.044 

0.044 

0.178 

0.009 

0.169 

0.248 

146.73 

Over Exploited 

Amli Sookh 

0822000102595900 

0.13 

0.03 

26.07 

0.04 

0.01 

0.05 

0.02 

0.20 

- 

0.0100 

- 

- 

0.011 

0.021 

0.021 

0.069 

0.003 

0.066 

0.087 

132.60 

Over Exploited 



0.13 

0.10 

(24.40) 

0.08 

0.01 

0.09 

0.03 

0.34 

- 

0.0100 

0.0006 

0.0006 

0.011 

0.023 

0.023 

0.108 

0.005 

0.102 

0.138 

134.91 

Over Exploited 

Ataleekpura 

0822000202612900 

0.14 

0.10 

(27.81) 

0.08 

- 

0.08 

0.04 

0.44 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.103 

0.005 

0.098 

0.102 

104.01 

Over Exploited 

Azizpura (Sainpura) 

0822000202610700 

0.14 

0.00 

717.17 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

0.005 

495.05 

Over Exploited 



0.14 

0.06 

(40.84) 

0.05 

0.00 

0.05 

0.05 

0.54 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.056 

0.003 

0.054 

0.078 

146.02 

Over Exploited 

Bahera 

0822000502650400 

0.08 

0.01 

(231.51) 

0.01 

0.08 

0.08 

0.01 

0.14 

- 

0.0100 

- 

- 

0.114 

0.124 

0.124 

0.209 

0.010 

0.198 

0.078 

39.49 

Safe 



0.08 

0.09 

(21.87) 

0.07 

0.09 

0.15 

0.03 

0.39 

- 

0.0400 

- 

- 

0.114 

0.154 

0.154 

0.308 

0.015 

0.293 

0.225 

76.66 

Semi Critical 

Banka Khera 

0822000502647600 

0.08 

0.33 

(56.07) 

0.26 

0.09 

0.35 

0.03 

0.48 

- 

0.0800 

- 

- 

0.096 

0.176 

0.176 

0.530 

0.027 

0.504 

0.700 

138.92 

Over Exploited 



0.08 

0.00 

(22,031.40) 

0.00 

0.06 

0.06 

0.00 

0.01 

- 

- 

- 

- 

0.096 

0.096 

0.096 

0.160 

0.008 

0.152 

0.018 

11.56 

Safe 

Baori 

0822000502651900 

0.08 

0.00 

13,575.51 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bas Jagroop 

0822000502647900 

0.08 

0.08 

- 

0.08 

0.01 

0.09 

0.04 

0.54 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.097 

0.010 

0.087 

0.022 

24.76 

Safe 

Bas Udda 

0822000502650800 

0.08 

0.09 

(29.77) 

0.07 

0.01 

0.08 

0.05 

0.56 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.102 

0.005 

0.096 

0.055 

57.09 

Safe 

Beejwar 

0822000202610600 

0.14 

0.38 

(56.77) 

0.31 

0.02 

0.33 

0.05 

0.56 

- 

0.0300 

- 

- 

0.016 

0.046 

0.046 

0.372 

0.019 

0.354 

0.253 

71.47 

Semi Critical 

Bhagwan Pura 

0822000102596000 

0.13 

0.09 

(30.59) 

0.07 

0.01 

0.08 

0.02 

0.29 

- 

- 

- 

- 

0.013 

0.013 

0.013 

0.096 

0.005 

0.091 

0.030 

33.27 

Safe 



0.13 

0.06 

(13.45) 

0.05 

0.01 

0.06 

0.02 

0.24 

- 

- 

0.0005 

0.0005 

0.013 

0.014 

0.014 

0.075 

0.004 

0.071 

0.029 

40.95 

Safe 

Bhanwata 

0822000502649300 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhawalpur 

0822000102599500 

0.13 

0.29 

(79.39) 

0.23 

0.03 

0.26 

0.03 

0.50 

- 

0.0100 

- 

- 

0.048 

0.058 

0.058 

0.319 

0.016 

0.303 

0.083 

27.52 

Safe 

Bheepur 

0822000102595700 

0.13 

0.24 

(31.82) 

0.19 

0.03 

0.23 

0.04 

0.43 

- 

0.0500 

- 

- 

0.019 

0.069 

0.069 

0.295 

0.015 

0.280 

0.467 

166.69 

Over Exploited 



0.13 

0.00 

339.05 

0.01 

0.01 

0.02 

0.00 

0.06 

- 

0.0100 

0.0002 

0.0002 

0.019 

0.029 

0.029 

0.047 

0.002 

0.045 

0.061 

137.01 

Over Exploited 

Chabrana 

0822000102600300 

0.13 

0.12 

15.50 

0.14 

0.05 

0.18 

0.01 

0.16 

- 

0.0100 

- 

- 

0.068 

0.078 

0.078 

0.263 

0.013 

0.250 

0.063 

25.20 

Safe 



0.13 

0.37 

(29.04) 

0.30 

0.05 

0.35 

0.02 

0.29 

- 

0.0100 

0.0027 

0.0026 

0.068 

0.084 

0.084 

0.429 

0.021 

0.407 

0.110 

27.08 

Safe 



0.13 

0.00 

(5,116.89) 

0.00 

0.05 

0.05 

0.00 

0.01 

- 

- 

- 

- 

0.068 

0.068 

0.068 

0.114 

0.006 

0.108 

0.001 

0.83 

Safe 

Chak Rahmanpura 

0822000202611100 

0.14 

0.26 

(63.55) 

0.21 

0.01 

0.22 

0.06 

0.56 

- 

0.0100 

- 

- 

0.012 

0.022 

0.022 

0.240 

0.012 

0.228 

0.037 

16.28 

Safe 



0.14 

0.00 

(12,709.87) 

0.00 

0.01 

0.01 

0.00 

0.01 

- 

- 

- 

- 

0.012 

0.012 

0.012 

0.020 

0.001 

0.019 

0.000 

0.53 

Safe 

Chand Sen 

0822000102596100 

0.13 

0.20 

194,252.40 

0.24 

0.03 

0.27 

0.01 

0.16 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.353 

0.018 

0.335 

0.722 

215.44 

Over Exploited 



0.13 

0.09 

118.88 

0.10 

0.02 

0.12 

0.01 

0.10 

- 

0.0500 

0.0018 

0.0017 

- 

0.054 

0.054 

0.176 

0.009 

0.167 

0.473 

282.99 

Over Exploited 



0.13 

0.00 

16,151.90 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Deori 

0822000202611800 

0.22 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dewalya Patti Goojran 

0822000102599600 

0.13 

0.23 

(61.40) 

0.18 

0.01 

0.20 

0.03 

0.50 

- 

0.0200 

- 

- 

0.007 

0.027 

0.027 

0.225 

0.011 

0.214 

0.177 

82.74 

Semi Critical 

Dewalya Patti Jatan 

0822000102599700 

0.13 

0.00 

(562.78) 

0.00 

0.01 

0.01 

0.00 

0.06 

- 

- 

- 

- 

0.019 

0.019 

0.019 

0.033 

0.002 

0.031 

0.001 

1.61 

Safe 



0.13 

0.08 

(70.23) 

0.06 

0.01 

0.07 

0.03 

0.43 

- 

- 

- 

- 

0.019 

0.019 

0.019 

0.093 

0.005 

0.088 

0.039 

44.91 

Safe 

Dhola Ka Khera 

0822000102595800 

0.13 

0.18 

(19.33) 

0.15 

0.02 

0.17 

0.03 

0.31 

- 

0.0300 

- 

- 

0.019 

0.049 

0.049 

0.220 

0.011 

0.209 

0.240 

114.91 

Over Exploited 



0.13 

0.00 

385.56 

0.00 

0.01 

0.02 

0.00 

0.04 

- 

- 

0.0001 

0.0001 

0.019 

0.019 

0.019 

0.035 

0.002 

0.033 

0.025 

77.42 

Semi Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Dholi 

082200010259560C 

17.851 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.450 

1.82 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.02 


Dhoondiya 

0822000202610300 

9.467 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.636 

2.07 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.43 

0.20 

0.08 

0.004 

0.09 

0.19 







Non-command 

Phyllite & Schist 

0.031 

2.07 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Mashi 

Command 

Older Alluvium 

4.911 

2.07 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

1.27 

0.61 

0.24 

0.013 

0.27 

0.56 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.001 

2.07 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Mashi 

Command 

Older Alluvium 

0.075 

2.07 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.00 

0.01 


Diggi 

0822000102594300 

51.160 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.898 

1.83 

0.018 

0.03 

0.00 

0.00 

0.00 

0.17 

-0.05 

-0.03 

0.11 

0.007 

0.03 

0.04 






Chandsen Bheru Sagar 

Command 

Phyllite & Schist 

0.086 

1.83 

0.018 

0.00 

0.00 

0.00 

0.00 

0.17 

-0.17 

-0.12 

0.00 

0.000 

0.00 

0.00 


Dodwari 

0822000202612600 

13.634 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.399 

2.57 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.46 

0.28 

0.12 

0.004 

0.06 

0.09 







Non-command 

Phyllite & Schist 

0.407 

2.57 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.001 

0.02 

0.03 


Doongri Kalan 

0822000102599300 

15.404 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.004 

1.17 

0.018 

0.00 

0.00 

0.00 

0.00 

0.02 

-0.02 

-0.02 

0.00 

0.000 

0.00 

0.00 






Chandsen Bheru Sagar 

Command 

Phyllite & Schist 

0.003 

1.17 

0.018 

0.00 

0.00 

0.00 

0.00 

0.02 

-0.02 

-0.02 

0.00 

0.000 

0.00 

0.00 






Tordi Sagar 

Command 

Older Alluvium 

9.282 

1.17 

0.100 

0.10 

0.01 

0.00 

0.00 

0.02 

1.15 

0.95 

0.36 

0.022 

0.28 

0.34 







Command 

Phyllite & Schist 

6.115 

1.17 

0.018 

0.06 

0.01 

0.00 

0.00 

0.02 

0.15 

0.13 

0.24 

0.015 

0.19 

0.23 


Doongri Khurd 

0822000102599400 

5.523 

Fresh 

Tordi Sagar 

Command 

Older Alluvium 

1.536 

0.70 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.12 

0.10 

0.004 

0.13 

0.15 







Command 

Phyllite & Schist 

3.987 

0.70 

0.018 

0.06 

0.01 

0.00 

0.00 

0.00 

0.09 

0.08 

0.23 

0.010 

0.34 

0.39 


Ghareda 

0822000502650000 

11.824 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.750 

0.76 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.03 

0.03 


Ghasipura 

0822000102600500 

2.450 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.199 

2.24 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.02 

0.003 

0.24 

0.39 






Chandsen Bheru Sagar 

Command 

Phyllite & Schist 

0.465 

2.24 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.09 

0.15 






Tordi Sagar 

Command 

Phyllite & Schist 

0.786 

2.24 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.02 

0.002 

0.16 

0.26 


Ghati 

0822000102599100 

20.894 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.820 

0.27 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.05 

0.009 

0.09 

0.11 






Tordi Sagar 

Command 

Phyllite & Schist 

8.561 

0.27 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.10 

0.021 

0.20 

0.25 


Gurudayalpura 

0822000102600100 

5.826 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.036 

2.07 

0.018 

0.00 

0.00 

0.00 

0.00 

0.08 

-0.07 

-0.05 

0.00 

0.000 

0.00 

0.00 






Chandsen Bheru Sagar 

Command 

Phyllite & Schist 

0.388 

2.07 

0.018 

0.00 

0.00 

0.00 

0.00 

0.08 

-0.06 

-0.05 

0.00 

0.001 

0.03 

0.04 






Tordi Sagar 

Command 

Phyllite & Schist 

5.402 

2.07 

0.018 

0.01 

0.00 

0.00 

0.00 

0.08 

0.13 

0.10 

0.01 

0.013 

0.45 

0.61 


Hameerpur 

0822000502650700 

26.789 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.310 

2.27 

0.015 

0.04 

0.01 

0.00 

0.00 

0.11 

0.10 

0.09 

0.15 

0.012 

0.10 

0.11 






Tordi Sagar 

Command 

Phyllite & Schist 

16.331 

2.27 

0.015 

0.13 

0.02 

0.00 

0.00 

0.11 

0.55 

0.48 

0.46 

0.036 

0.31 

0.35 


Hanotiya 

0822000202612800 

9.708 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.708 

2.47 

0.020 

0.08 

0.01 

0.00 

0.00 

0.03 

0.52 

0.33 

0.27 

0.027 

0.52 

0.80 


Hundeela 

0822000502650600 

6.382 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.237 

2.50 

0.015 

0.03 

0.00 

0.00 

0.00 

0.12 

0.11 

0.08 

0.10 

0.012 

0.41 

0.54 






Tordi Sagar 

Command 

Phyllite & Schist 

1.145 

2.50 

0.015 

0.01 

0.00 

0.00 

0.00 

0.12 

-0.07 

-0.05 

0.03 

0.003 

0.09 

0.12 


Ibrahimpura Thatha 

0822000202611200 

5.121 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.111 

2.40 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.000 

0.01 

0.02 







Non-command 

Phyllite & Schist 

4.937 

2.40 

0.020 

0.09 

0.01 

0.00 

0.00 

0.01 

0.30 

0.16 

0.35 

0.013 

0.50 

0.92 






Mashi 

Command 

Older Alluvium 

0.073 

2.40 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.000 

0.01 

0.01 


Indokiya 

0822000502651100 

4.921 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.812 

2.43 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.06 

0.002 

0.09 

0.12 


Ishakpura 

0822000202611300 

3.321 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.093 

2.33 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.00 

0.000 

0.01 

0.03 







Non-command 

Phyllite & Schist 

2.757 

2.33 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.13 

0.06 

0.04 

0.008 

0.43 

0.85 






Mashi 

Command 

Older Alluvium 

0.470 

2.33 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.07 

0.01 

0.001 

0.07 

0.14 


Islampura Gata 

0822000202612400 

4.201 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.242 

2.91 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.01 

0.001 

0.03 

0.05 


Jankipura 

0822000102600000 

5.483 

Fresh 

Tordi Sagar 

Command 

Older Alluvium 

0.503 

1.88 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.02 

0.001 

0.04 

0.05 







Command 

Phyllite & Schist 

4.980 

1.88 

0.018 

0.08 

0.01 

0.00 

0.00 

0.02 

0.21 

0.17 

0.30 

0.012 

0.43 

0.54 


Janwali 

0822000202612700 

7.525 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.349 

2.46 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.75 

0.43 

0.26 

0.006 

0.16 

0.28 







Non-command 

Phyllite & Schist 

5.176 

2.46 

0.020 

0.09 

0.01 

0.00 

0.00 

0.02 

0.32 

0.18 

0.33 

0.014 

0.36 

0.63 


Jhirana 

0822000202608100 

31.193 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.604 

2.26 

0.020 

0.08 

0.01 

0.00 

0.00 

0.01 

0.45 

0.22 

0.28 

0.023 

0.14 

0.29 






Tordi Sagar 

Command 

Phyllite & Schist 

3.273 

2.26 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.17 

0.08 

0.11 

0.009 

0.05 

0.11 


Kadeela 

0822000102600200 

18.033 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.172 

1.58 

0.018 

0.01 

0.00 

0.00 

0.00 

0.04 

0.00 

0.00 

0.04 

0.003 

0.03 

0.04 






Chandsen Bheru Sagar 

Command 

Phyllite & Schist 

13.399 

1.58 

0.018 

0.13 

0.02 

0.00 

0.00 

0.04 

0.44 

0.34 

0.47 

0.032 

0.36 

0.47 






Tordi Sagar 

Command 

Phyllite & Schist 

3.462 

1.58 

0.018 

0.03 

0.00 

0.00 

0.00 

0.04 

0.09 

0.07 

0.12 

0.008 

0.09 

0.12 


Kalmanda 

0822000102600700 

13.465 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.045 

2.25 

0.018 

0.00 

0.00 

0.00 

0.00 

0.04 

-0.04 

-0.03 

0.00 

0.000 

0.00 

0.00 






Chandsen Bheru Sagar 

Command 

Phyllite & Schist 

0.610 

2.25 

0.018 

0.01 

0.00 

0.00 

0.00 

0.04 

-0.01 

0.00 

0.04 

0.001 

0.02 

0.03 






Tordi Sagar 

Command 

Phyllite & Schist 

12.810 

2.25 

0.018 

0.21 

0.03 

0.00 

0.00 

0.04 

0.65 

0.48 

0.80 

0.031 

0.46 

0.62 


Karim Nagar 

0822000202610900 

1.755 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.755 

2.50 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.10 

0.07 

0.05 

0.005 

0.51 

0.73 


Kashipura 

0822000202608300 

7.013 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.851 

2.16 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.03 

0.002 

0.06 

0.13 


Kerwaliya 

0822000102599900 

6.307 

Fresh 

Tordi Sagar 

Command 

Older Alluvium 

0.079 

1.95 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 







Command 

Phyllite & Schist 

6.228 

1.95 

0.018 

0.09 

0.01 

0.00 

0.00 

0.02 

0.27 

0.23 

0.32 

0.015 

0.46 

0.55 


Khera Malooka Nagar 

0822000102598800 

25.979 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.783 

0.08 

0.018 

0.04 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.12 

0.021 

0.16 

0.18 






Tordi Sagar 

Command 

Phyllite & Schist 

5.999 

0.08 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.08 

0.014 

0.11 

0.12 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.116 

0.08 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Tordi Sagar 

Command 

Phyllite & Schist 

5.462 

0.08 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.013 

0.10 

0.11 


Kookar 

0822000502649900 

15.374 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.823 

-0.13 

0.015 

0.13 

0.02 

0.00 

0.00 

0.01 

0.00 

0.00 

0.51 

0.011 

0.16 

0.15 


Kuhara Khurd 

0822000502650900 

8.504 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.351 

2.43 

0.015 

0.02 

0.00 

0.00 

0.00 

0.02 

0.09 

0.07 

0.08 

0.005 

0.14 

0.18 






Tordi Sagar 

Command 

Phyllite & Schist 

4.606 

2.43 

0.015 

0.04 

0.01 

0.00 

0.00 

0.02 

0.18 

0.14 

0.15 

0.010 

0.28 

0.35 


Kureda 

0822000202611700 

5.356 

Fresh 

Mashi 

Command 

Older Alluvium 

1.438 

3.04 

0.120 

0.07 

0.02 

0.00 

0.00 

0.00 

0.57 

0.31 

0.26 

0.004 

0.14 

0.27 


Kuredi 

0822000202611600 

6.001 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.300 

2.59 

0.120 

0.01 

0.00 

0.00 

0.00 

0.01 

0.09 

0.05 

0.04 

0.001 

0.03 

0.05 






Mashi 

Command 

Older Alluvium 

3.999 

2.59 

0.120 

0.12 

0.02 

0.00 

0.00 

0.01 

1.33 

0.68 

0.47 

0.011 

0.35 

0.68 


Kutka 

0822000102600400 

6.349 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.716 

2.15 

0.018 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.01 

0.002 

0.06 

0.08 






Chandsen Bheru Sagar 

Command 

Phyllite & Schist 

4.941 

2.15 

0.018 

0.02 

0.00 

0.00 

0.00 

0.02 

0.19 

0.13 

0.06 

0.012 

0.38 

0.58 






Tordi Sagar 

Command 

Phyllite & Schist 

0.675 

2.15 

0.018 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.01 

0.002 

0.05 

0.08 


Lamba Kalan 

0822000502651800 

12.073 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.006 

1.83 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Dholi 

0822000102595600 

0.13 

0.00 

1,307.45 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.013 

1,583.04 

Over Exploited 

Dhoondiya 

0822000202610300 

0.22 

0.03 

536.40 

0.04 

- 

0.04 

0.01 

0.10 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.052 

0.003 

0.049 

0.081 

164.72 

Over Exploited 



0.14 

0.00 

8,071.80 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.29 

110.32 

0.35 

0.01 

0.36 

0.03 

0.30 

0.03 

0.0500 

- 

- 

- 

0.050 

0.083 

0.439 

0.022 

0.417 

0.253 

60.75 

Safe 



0.22 

0.00 

838,584.07 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.00 

13,017.68 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Diggi 

0822000102594300 

0.13 

0.01 

(427.18) 

0.01 

0.17 

0.18 

0.00 

0.03 

- 

0.0100 

- 

- 

0.256 

0.266 

0.266 

0.445 

0.022 

0.423 

0.115 

27.18 

Safe 



0.13 

0.00 

########## 

0.00 

0.17 

0.17 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

0.256 

0.256 

0.256 

0.427 

0.021 

0.405 

0.000 

0.05 

Safe 

Dodwari 

0822000202612600 

0.22 

0.02 

1,523.47 

0.02 

0.00 

0.02 

0.01 

0.06 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.047 

0.002 

0.045 

0.119 

264.55 

Over Exploited 



0.14 

0.00 

1,272.59 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.017 

1,635.22 

Over Exploited 

Doongri Kalan 

0822000102599300 

0.13 

0.00 

########## 

0.00 

0.02 

0.02 

0.00 

0.00 

- 

- 

- 

- 

0.035 

0.035 

0.035 

0.058 

0.003 

0.055 

0.000 

0.02 

Safe 



0.13 

0.00 

########## 

0.00 

0.02 

0.02 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

0.035 

0.035 

0.035 

0.058 

0.003 

0.055 

0.000 

0.01 

Safe 



0.15 

0.40 

141.10 

0.47 

0.03 

0.51 

0.02 

0.31 

- 

0.0400 

- 

- 

0.035 

0.075 

0.075 

0.583 

0.029 

0.554 

0.382 

69.02 

Safe 



0.13 

0.15 

(15.45) 

0.13 

0.03 

0.16 

0.01 

0.20 

- 

0.0300 

- 

- 

0.035 

0.065 

0.065 

0.224 

0.011 

0.213 

0.255 

119.78 

Over Exploited 

Doongri Khurd 

0822000102599400 

0.15 

0.03 

294.42 

0.04 

0.00 

0.04 

0.01 

0.14 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.046 

0.002 

0.044 

0.100 

228.45 

Over Exploited 



0.13 

0.17 

(53.49) 

0.14 

0.01 

0.15 

0.02 

0.36 

- 

0.0300 

- 

- 

0.006 

0.036 

0.036 

0.190 

0.009 

0.180 

0.238 

131.73 

Over Exploited 

Ghareda 

0822000502650000 

0.08 

0.00 

389.68 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.010 

423.70 

Over Exploited 

Ghasipura 

0822000102600500 

0.13 

0.04 

(8.78) 

0.03 

0.00 

0.04 

0.02 

0.27 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.038 

0.002 

0.036 

0.027 

75.33 

Semi Critical 



0.13 

0.01 

85.56 

0.01 

0.00 

0.01 

0.01 

0.10 

- 

- 

0.0001 

0.0001 

0.002 

0.002 

0.002 

0.010 

0.001 

0.010 

0.013 

137.92 

Over Exploited 



0.13 

0.02 

51.24 

0.02 

0.00 

0.02 

0.02 

0.18 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.022 

0.001 

0.021 

0.026 

121.35 

Over Exploited 

Ghati 

0822000102599100 

0.13 

0.04 

(1,048.57) 

0.03 

- 

0.03 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.044 

0.002 

0.042 

0.057 

135.57 

Over Exploited 



0.13 

0.22 

(74.57) 

0.18 

- 

0.18 

0.02 

0.21 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.185 

0.009 

0.176 

0.117 

66.21 

Safe 

Gurudayalpura 

0822000102600100 

0.13 

0.00 

(386,512.91) 

0.00 

0.08 

0.08 

0.00 

0.00 

- 

- 

- 

- 

0.113 

0.113 

0.113 

0.188 

0.009 

0.179 

0.000 

0.05 

Safe 



0.13 

0.00 

(2,890.39) 

0.00 

0.08 

0.08 

0.00 

0.04 

- 

- 

0.0001 

0.0001 

0.113 

0.113 

0.113 

0.190 

0.009 

0.180 

0.001 

0.52 

Safe 



0.13 

0.32 

(69.24) 

0.25 

0.08 

0.33 

0.04 

0.49 

- 

- 

- 

- 

0.113 

0.113 

0.113 

0.440 

0.022 

0.418 

0.025 

5.96 

Safe 

Hameerpur 

0822000502650700 

0.08 

0.04 

107.39 

0.05 

0.12 

0.17 

0.01 

0.11 

- 

0.0200 

- 

- 

0.166 

0.186 

0.186 

0.357 

0.018 

0.339 

0.163 

48.01 

Safe 



0.08 

0.40 

21.64 

0.48 

0.13 

0.61 

0.03 

0.33 

- 

0.0500 

- 

- 

0.166 

0.216 

0.216 

0.825 

0.041 

0.783 

0.498 

63.60 

Safe 

Hanotiya 

0822000202612800 

0.14 

0.70 

(52.62) 

0.56 

0.04 

0.60 

0.05 

0.57 

- 

0.0500 

- 

- 

0.049 

0.099 

0.099 

0.702 

0.035 

0.667 

0.297 

44.43 

Safe 

Hundeela 

0822000502650600 

0.08 

0.17 

(52.15) 

0.14 

0.12 

0.26 

0.04 

0.44 

- 

0.0200 

- 

- 

0.178 

0.198 

0.198 

0.453 

0.023 

0.431 

0.113 

26.15 

Safe 



0.08 

0.01 

(714.39) 

0.01 

0.12 

0.13 

0.01 

0.10 

- 

- 

- 

- 

0.178 

0.178 

0.178 

0.304 

0.015 

0.288 

0.028 

9.55 

Safe 

Ibrahimpura Thatha 

0822000202611200 

0.22 

0.00 

6,248.87 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

3,316.57 

Over Exploited 



0.14 

0.34 

(52.09) 

0.28 

0.02 

0.30 

0.05 

0.55 

- 

0.0700 

- 

- 

0.020 

0.090 

0.090 

0.388 

0.019 

0.369 

0.364 

98.83 

Critical 



0.22 

0.00 

9,495.11 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

7,530.62 

Over Exploited 

Indokiya 

0822000502651100 

0.08 

0.01 

524.76 

0.01 

- 

0.01 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.061 

382.74 

Over Exploited 

Ishakpura 

0822000202611300 

0.22 

0.00 

4,185.53 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

0.001 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

9.37 

Safe 



0.14 

0.16 

(61.39) 

0.13 

0.01 

0.14 

0.05 

0.48 

0.02 

0.0100 

- 

- 

0.019 

0.029 

0.047 

0.192 

0.010 

0.182 

0.046 

24.99 

Safe 



0.22 

0.01 

776.07 

0.01 

0.00 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

0.001 

0.002 

0.002 

0.012 

0.001 

0.012 

0.011 

96.07 

Critical 

Islampura Gata 

0822000202612400 

0.22 

0.00 

2,818.15 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.011 

569.67 

Over Exploited 

Jankipura 

0822000102600000 

0.15 

0.00 

2,329.30 

0.00 

0.00 

0.01 

0.00 

0.05 

- 

- 

- 

- 

0.006 

0.007 

0.007 

0.015 

0.001 

0.014 

0.025 

179.46 

Over Exploited 



0.13 

0.28 

(39.91) 

0.22 

0.03 

0.26 

0.03 

0.47 

- 

0.0300 

- 

- 

0.035 

0.065 

0.065 

0.322 

0.016 

0.306 

0.312 

101.89 

Over Exploited 

Janwali 

0822000202612700 

0.22 

0.08 

413.24 

0.10 

0.01 

0.11 

0.02 

0.18 

- 

0.0500 

- 

- 

0.002 

0.052 

0.052 

0.164 

0.008 

0.156 

0.265 

169.95 

Over Exploited 



0.14 

0.26 

(30.38) 

0.21 

0.03 

0.24 

0.04 

0.40 

- 

0.0600 

- 

- 

0.029 

0.089 

0.089 

0.327 

0.016 

0.311 

0.343 

110.43 

Over Exploited 

Jhirana 

0822000202608100 

0.14 

0.17 

30.14 

0.20 

0.02 

0.23 

0.02 

0.16 

0.02 

0.0300 

- 

- 

0.018 

0.048 

0.067 

0.292 

0.015 

0.278 

0.304 

109.68 

Over Exploited 



0.14 

0.02 

234.50 

0.03 

0.01 

0.04 

0.01 

0.06 

0.00 

0.0100 

- 

- 

0.018 

0.028 

0.030 

0.071 

0.004 

0.068 

0.117 

172.26 

Over Exploited 

Kadeela 

0822000102600200 

0.13 

0.00 

(49.75) 

0.00 

0.04 

0.04 

0.00 

0.03 

- 

- 

- 

- 

0.059 

0.059 

0.059 

0.102 

0.005 

0.097 

0.039 

39.99 

Safe 



0.13 

0.62 

(45.63) 

0.50 

0.06 

0.56 

0.03 

0.39 

- 

0.0500 

0.0033 

0.0032 

0.059 

0.116 

0.116 

0.674 

0.034 

0.640 

0.500 

78.09 

Semi Critical 



0.13 

0.04 

59.60 

0.05 

0.04 

0.09 

0.01 

0.10 

- 

0.0100 

- 

- 

0.059 

0.069 

0.069 

0.158 

0.008 

0.150 

0.128 

85.30 

Semi Critical 

Kalmanda 

0822000102600700 

0.13 

0.00 

(303,429.95) 

0.00 

0.04 

0.04 

0.00 

0.00 

- 

- 

- 

- 

0.060 

0.060 

0.060 

0.100 

0.005 

0.095 

0.000 

0.11 

Safe 



0.13 

0.00 

(352.22) 

0.00 

0.04 

0.04 

0.00 

0.02 

- 

- 

0.0002 

0.0001 

0.060 

0.060 

0.060 

0.102 

0.005 

0.097 

0.037 

38.79 

Safe 



0.13 

0.77 

(37.94) 

0.62 

0.07 

0.68 

0.04 

0.50 

- 

0.0900 

- 

- 

0.060 

0.150 

0.150 

0.835 

0.042 

0.793 

0.835 

105.23 

Over Exploited 

Karim Nagar 

0822000202610900 

0.14 

0.12 

(46.03) 

0.10 

0.01 

0.11 

0.05 

0.55 

- 

0.0100 

- 

- 

0.017 

0.027 

0.027 

0.138 

0.007 

0.131 

0.059 

44.76 

Safe 

Kashipura 

0822000202608300 

0.14 

0.01 

196.23 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.020 

0.001 

0.019 

0.029 

156.37 

Over Exploited 

Kerwaliya 

0822000102599900 

0.15 

0.00 

17,424.87 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

9.73 

Safe 



0.13 

0.38 

(39.67) 

0.30 

0.03 

0.33 

0.03 

0.50 

- 

0.0400 

- 

- 

0.035 

0.075 

0.075 

0.409 

0.020 

0.389 

0.339 

87.13 

Semi Critical 

Khera Malooka Nagar 

0822000102598800 

0.13 

0.18 

(74.76) 

0.14 

- 

0.14 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.143 

0.007 

0.136 

0.141 

104.07 

Over Exploited 



0.13 

0.08 

(60.33) 

0.07 

- 

0.07 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.067 

0.003 

0.063 

0.098 

155.60 

Over Exploited 



0.13 

0.00 

539.97 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.13 

0.07 

(78.25) 

0.06 

- 

0.06 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.055 

0.003 

0.052 

0.047 

89.84 

Semi Critical 

Kookar 

0822000502649900 

0.08 

0.06 

- 

0.06 

0.03 

0.09 

0.01 

0.18 

- 

0.0600 

- 

- 

0.013 

0.073 

0.073 

0.165 

0.017 

0.149 

0.523 

351.67 

Over Exploited 

Kuhara Khurd 

0822000502650900 

0.08 

0.03 

164.47 

0.03 

0.02 

0.05 

0.01 

0.15 

- 

0.0100 

- 

- 

0.027 

0.037 

0.037 

0.086 

0.004 

0.082 

0.081 

99.08 

Critical 



0.08 

0.10 

41.21 

0.12 

0.03 

0.15 

0.02 

0.30 

- 

0.0300 

- 

- 

0.027 

0.057 

0.057 

0.207 

0.010 

0.197 

0.161 

81.95 

Semi Critical 

Kureda 

0822000202611700 

0.22 

0.05 

580.95 

0.05 

0.02 

0.07 

0.02 

0.16 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.124 

0.006 

0.118 

0.263 

222.98 

Over Exploited 

Kuredi 

0822000202611600 

0.22 

0.00 

2,592.78 

0.00 

0.01 

0.01 

0.00 

0.03 

- 

0.0100 

- 

- 

0.019 

0.029 

0.029 

0.044 

0.002 

0.042 

0.039 

92.76 

Critical 



0.22 

0.31 

122.54 

0.37 

0.03 

0.40 

0.04 

0.39 

- 

0.0900 

- 

- 

0.019 

0.109 

0.109 

0.509 

0.025 

0.484 

0.481 

99.37 

Critical 

Kutka 

0822000102600400 

0.13 

0.01 

43.01 

0.01 

0.02 

0.02 

0.01 

0.06 

- 

- 

- 

- 

0.024 

0.024 

0.024 

0.046 

0.002 

0.043 

0.014 

31.72 

Safe 



0.13 

0.25 

(48.75) 

0.20 

0.02 

0.21 

0.04 

0.42 

- 

0.0100 

0.0010 

0.0012 

0.024 

0.036 

0.036 

0.249 

0.012 

0.236 

0.072 

30.42 

Safe 



0.13 

0.00 

38.99 

0.01 

0.02 

0.02 

0.01 

0.06 

- 

- 

- 

- 

0.024 

0.024 

0.024 

0.045 

0.002 

0.043 

0.014 

31.97 

Safe 

Lamba Kalan 

0822000502651800 

0.08 

0.00 

161,651.12 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Lank 

082200020261300C 

10.522 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.030 

2.56 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.03 

0.003 

0.05 

0.08 


Madaripura 

082200020260800C 

3.703 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.787 

2.23 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.03 

0.008 

0.38 

0.66 


Maharajpura 

082200010260080C 

4.061 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.095 

2.44 

0.018 

0.00 

0.00 

0.00 

0.00 

0.01 

0.04 

0.03 

0.01 

0.003 

0.13 

0.18 






Tordi Sagar 

Command 

Phyllite & Schist 

2.966 

2.44 

0.018 

0.01 

0.00 

0.00 

0.00 

0.01 

0.13 

0.09 

0.04 

0.007 

0.36 

0.49 


Malipura 

082200020261140C 

4.413 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.689 

2.44 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.84 

0.45 

0.21 

0.007 

0.32 

0.60 







Non-command 

Phyllite & Schist 

0.499 

2.44 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.001 

0.06 

0.11 






Mashi 

Command 

Older Alluvium 

1.225 

2.44 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.39 

0.21 

0.10 

0.003 

0.14 

0.27 


Malooni 

0822000102601000 

2.058 

Fresh 

Tordi Sagar 

Command 

Phyllite & Schist 

2.058 

2.40 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.07 

0.16 

0.005 

0.50 

0.80 


Manda 

0822000502650300 

4.801 

Fresh 

Tordi Sagar 

Command 

Phyllite & Schist 

4.801 

2.35 

0.015 

0.09 

0.01 

0.00 

0.00 

0.01 

0.24 

0.20 

0.34 

0.011 

0.48 

0.58 


Mawasipura 

0822000202607900 

2.793 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.347 

2.19 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.02 

0.004 

0.24 

0.40 


Mohammad Nagar 

0822000202608400 

5.537 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.103 

2.14 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Mor 

0822000502647800 

21.598 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

21.356 

0.57 

0.015 

0.41 

0.06 

0.00 

0.00 

0.00 

0.53 

0.48 

1.58 

0.047 

0.47 

0.52 


Motipura 

0822000502650500 

3.148 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.812 

2.48 

0.015 

0.01 

0.00 

0.00 

0.00 

0.07 

-0.03 

-0.02 

0.05 

0.002 

0.13 

0.16 






Tordi Sagar 

Command 

Phyllite & Schist 

2.337 

2.48 

0.015 

0.04 

0.01 

0.00 

0.00 

0.07 

0.05 

0.04 

0.16 

0.005 

0.36 

0.46 


Mumana 

0822000202610400 

11.333 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.001 

2.21 

0.120 

0.01 

0.00 

0.00 

0.00 

0.02 

0.26 

0.12 

0.03 

0.003 

0.05 

0.09 







Non-command 

Phyllite & Schist 

6.613 

2.21 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.32 

0.15 

0.10 

0.018 

0.30 

0.62 






Mashi 

Command 

Older Alluvium 

3.719 

2.21 

0.120 

0.03 

0.00 

0.00 

0.00 

0.02 

1.00 

0.48 

0.11 

0.010 

0.17 

0.35 


Namookiya 

0822000102599200 

3.440 

Fresh 

Tordi Sagar 

Command 

Phyllite & Schist 

3.440 

0.19 

0.018 

0.08 

0.01 

0.00 

0.00 

0.00 

0.08 

0.07 

0.31 

0.008 

0.47 

0.55 


Naner 

0822000202611000 

9.991 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.589 

2.45 

0.020 

0.20 

0.03 

0.00 

0.00 

0.01 

0.53 

0.32 

0.76 

0.021 

0.39 

0.65 






Tordi Sagar 

Command 

Phyllite & Schist 

2.402 

2.45 

0.020 

0.06 

0.01 

0.00 

0.00 

0.01 

0.16 

0.09 

0.24 

0.007 

0.12 

0.21 


Naya Teela 

0822000202607800 

9.205 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.671 

2.23 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.002 

0.04 

0.07 


Nayabas 

0822000502651000 

2.357 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.588 

2.40 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.001 

0.13 

0.17 






Tordi Sagar 

Command 

Phyllite & Schist 

0.297 

2.40 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.07 

0.09 


Nimahera 

0822000202610500 

7.706 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.412 

2.32 

0.020 

0.06 

0.01 

0.00 

0.00 

0.04 

0.35 

0.18 

0.22 

0.020 

0.49 

0.97 






Tordi Sagar 

Command 

Phyllite & Schist 

0.295 

2.32 

0.020 

0.00 

0.00 

0.00 

0.00 

0.04 

-0.03 

-0.01 

0.01 

0.001 

0.02 

0.04 


Pandrahera 

0822000502650100 

12.042 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.794 

1.69 

0.015 

0.22 

0.03 

0.00 

0.00 

0.04 

0.40 

0.38 

0.85 

0.022 

0.40 

0.42 


Panwaliya 

0822000502647500 

29.997 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.421 

0.55 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.07 

0.005 

0.04 

0.04 


Pasrotiya 

0822000202611500 

5.781 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.198 

2.51 

0.120 

0.09 

0.01 

0.00 

0.00 

0.01 

1.03 

0.54 

0.35 

0.009 

0.29 

0.55 






Mashi 

Command 

Older Alluvium 

2.495 

2.51 

0.120 

0.07 

0.01 

0.00 

0.00 

0.01 

0.80 

0.42 

0.27 

0.007 

0.23 

0.43 


Pathraj Kalan 

0822000502648100 

11.979 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.090 

0.22 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.08 

0.005 

0.08 

0.09 







Non-command 

Gneisses(B.G.C) 

0.003 

0.22 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.737 

0.22 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.004 

0.07 

0.07 


Pathraj Khurd 

0822000502649500 

7.163 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.550 

-0.27 

0.015 

0.05 

0.01 

0.00 

0.00 

0.03 

0.00 

0.00 

0.19 

0.012 

0.40 

0.37 


Peeploo 

0822000202607000 

26.597 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.236 

2.20 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.001 

0.00 

0.01 


Rahimpura Naya Gaon 

0822000202610800 

9.010 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.666 

2.48 

0.020 

0.06 

0.01 

0.00 

0.00 

0.02 

0.26 

0.17 

0.21 

0.013 

0.26 

0.39 






Tordi Sagar 

Command 

Phyllite & Schist 

4.344 

2.48 

0.020 

0.05 

0.01 

0.00 

0.00 

0.02 

0.24 

0.16 

0.19 

0.012 

0.24 

0.36 


Ramchandrapura 

0822000502648000 

1.925 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.907 

0.09 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.004 

0.48 

0.51 


Rameshwarpura 

0822000502647300 

4.540 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.001 

0.17 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rindalya Rampura 

0822000502647700 

6.240 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.204 

1.38 

0.015 

0.06 

0.01 

0.00 

0.00 

0.03 

0.15 

0.14 

0.23 

0.014 

0.47 

0.53 






Tordi Sagar 

Command 

Phyllite & Schist 

0.036 

1.38 

0.015 

0.00 

0.00 

0.00 

0.00 

0.03 

-0.02 

-0.02 

0.00 

0.000 

0.00 

0.00 


Shri Gopalpura 

0822000102600900 

2.787 

Fresh 

Tordi Sagar 

Command 

Phyllite & Schist 

2.787 

2.41 

0.018 

0.04 

0.00 

0.00 

0.00 

0.00 

0.16 

0.10 

0.13 

0.007 

0.50 

0.74 


Sitarampura 

0822000502649400 

5.076 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

-0.33 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Teelanju 

0822000102599800 

14.509 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.493 

1.78 

0.018 

0.08 

0.01 

0.00 

0.00 

0.07 

0.20 

0.17 

0.31 

0.016 

0.21 

0.24 






Tordi Sagar 

Command 

Phyllite & Schist 

8.016 

1.78 

0.018 

0.11 

0.01 

0.00 

0.00 

0.07 

0.28 

0.24 

0.40 

0.019 

0.26 

0.30 


Tordi 

0822000102599000 

17.395 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.612 

-0.28 

0.018 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.52 

0.009 

0.10 

0.11 






Tordi Sagar 

Command 

Phyllite & Schist 

6.980 

-0.28 

0.018 

0.26 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.01 

0.017 

0.19 

0.22 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.156 

-0.28 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 






Tordi Sagar 

Command 

Phyllite & Schist 

1.364 

-0.28 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.003 

0.04 

0.04 


Vilayati Pura 

0822000202610200 

1.843 

Fresh 

Mashi 

Command 

Older Alluvium 

0.604 

2.26 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.09 

0.02 

0.002 

0.17 

0.34 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.008 

2.26 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Mashi 

Command 

Older Alluvium 

0.041 

2.26 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.02 

07010071 

Adoosya 

0822000102592500 

8.843 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.330 

2.29 

0.018 

0.11 

0.01 

0.00 

0.00 

0.00 

0.43 

0.47 

0.39 

0.020 

0.38 

0.35 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.513 

2.29 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.02 

0.02 


Amba Pura 

0822000102598900 

12.283 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.887 

-0.42 

0.018 

0.49 

0.02 

0.00 

0.00 

0.11 

0.00 

0.00 

1.92 

0.024 

0.38 

0.45 






Tordi Sagar 

Command 

Phyllite & Schist 

0.000 

-0.42 

0.018 

0.00 

0.00 

0.00 

0.00 

0.11 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Amli Charnan 

0822000102592600 

9.847 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

9.847 

2.54 

0.018 

0.12 

0.02 

0.00 

0.00 

0.08 

0.46 

0.50 

0.46 

0.024 

0.40 

0.37 


Ankauriya 

0821000102499200 

24.870 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

18.313 

1.31 

0.015 

0.11 

0.01 

0.00 

0.00 

0.06 

0.40 

0.26 

0.40 

0.044 

0.29 

0.44 


Antoli 

0822000102589100 

24.066 

Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

21.690 

2.04 

0.018 

0.10 

0.01 

0.00 

0.00 

0.16 

0.70 

0.62 

0.32 

0.052 

0.36 

0.41 


Asan Jogiyan 

0822000102592800 

4.448 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.448 

2.56 

0.018 

0.01 

0.00 

0.00 

0.00 

0.01 

0.20 

0.21 

0.03 

0.011 

0.40 

0.37 


Badgaon @ Jarkhiya 

0822000102593100 

4.418 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.531 

2.96 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.03 

0.001 

0.05 

0.04 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.886 

2.96 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.23 

0.25 

0.14 

0.009 

0.35 

0.33 


Bagri 

0822000102593400 

14.111 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.509 

2.62 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.14 

0.06 

0.006 

0.07 

0.07 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

11.602 

2.62 

0.018 

0.05 

0.01 

0.00 

0.00 

0.00 

0.57 

0.59 

0.15 

0.028 

0.34 

0.33 


Balapura 

0821000102499000 

4.777 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.777 

0.91 

0.015 

0.09 

0.01 

0.00 

0.00 

0.03 

0.12 

0.09 

0.35 

0.011 

0.40 

0.54 


Banthali 

0821000802568300 

7.954 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.954 

0.89 

0.015 

0.01 

0.00 

0.00 

0.00 

0.03 

0.09 

0.09 

0.00 

0.019 

0.40 

0.38 


Barh Dorai 

0822000102596700 

1.637 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.637 

2.04 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.01 

0.004 

0.50 

0.70 


Bheeleda 

0822000102592900 

5.451 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.451 

2.82 

0.018 

0.05 

0.01 

0.00 

0.00 

0.01 

0.30 

0.33 

0.20 

0.013 

0.40 

0.37 


Borada 

0821000802569300 

32.092 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.821 

1.52 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.07 

0.06 

0.01 

0.007 

0.03 

0.04 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Lank 

0822000202613000 

0.14 

0.01 

440.90 

0.01 

0.00 

0.01 

0.01 

0.06 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.021 

0.001 

0.020 

0.030 

150.72 

Over Exploited 

Madaripura 

0822000202608000 

0.14 

0.15 

(48.52) 

0.12 

0.00 

0.12 

0.04 

0.42 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.121 

0.006 

0.115 

0.035 

30.21 

Safe 

Maharajpura 

0822000102600800 

0.13 

0.02 

43.55 

0.02 

0.01 

0.03 

0.01 

0.14 

- 

- 

- 

- 

0.015 

0.015 

0.015 

0.047 

0.002 

0.045 

0.015 

32.49 

Safe 



0.13 

0.14 

(32.70) 

0.11 

0.01 

0.12 

0.03 

0.39 

- 

0.0100 

- 

- 

0.015 

0.025 

0.025 

0.145 

0.007 

0.138 

0.043 

31.24 

Safe 

Malipura 

0822000202611400 

0.22 

0.19 

137.24 

0.23 

0.01 

0.24 

0.03 

0.35 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.276 

0.014 

0.262 

0.218 

83.19 

Semi Critical 



0.14 

0.00 

345.78 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.023 

499.19 

Over Exploited 



0.22 

0.04 

430.45 

0.05 

0.00 

0.05 

0.02 

0.16 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.068 

0.003 

0.064 

0.099 

154.39 

Over Exploited 

Malooni 

0822000102601000 

0.13 

0.13 

(46.86) 

0.11 

0.01 

0.12 

0.05 

0.55 

- 

0.0200 

- 

- 

0.003 

0.024 

0.024 

0.143 

0.007 

0.136 

0.161 

118.33 

Over Exploited 

Manda 

0822000502650300 

0.08 

0.18 

8.00 

0.20 

0.02 

0.22 

0.04 

0.52 

- 

0.0400 

- 

- 

0.014 

0.054 

0.054 

0.271 

0.014 

0.258 

0.347 

134.42 

Over Exploited 

Mawasipura 

0822000202607900 

0.14 

0.05 

(7.78) 

0.04 

- 

0.04 

0.02 

0.27 

- 

- 

- 

- 

- 

- 

- 

0.042 

0.002 

0.040 

0.020 

49.44 

Safe 

Mohammad Nagar 

0822000202608400 

0.14 

0.00 

1,345.86 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mor 

0822000502647800 

0.08 

0.80 

(39.47) 

0.64 

0.06 

0.70 

0.03 

0.50 

- 

0.1800 

- 

- 

- 

0.180 

0.180 

0.880 

0.044 

0.836 

1.629 

194.87 

Over Exploited 

Motipura 

0822000502650500 

0.08 

0.01 

(373.12) 

0.01 

0.07 

0.07 

0.01 

0.14 

- 

0.0100 

- 

- 

0.102 

0.112 

0.112 

0.187 

0.009 

0.178 

0.052 

29.13 

Safe 



0.08 

0.07 

(43.10) 

0.05 

0.08 

0.13 

0.03 

0.39 

- 

0.0300 

- 

- 

0.102 

0.132 

0.132 

0.265 

0.013 

0.252 

0.165 

65.67 

Safe 

Mumana 

0822000202610400 

0.22 

0.01 

1,140.94 

0.01 

0.02 

0.03 

0.01 

0.05 

0.00 

0.0100 

- 

- 

0.027 

0.037 

0.038 

0.068 

0.003 

0.064 

0.032 

49.27 

Safe 



0.14 

0.28 

(44.36) 

0.22 

0.00 

0.22 

0.03 

0.33 

0.03 

0.0200 

- 

- 

0.002 

0.022 

0.054 

0.278 

0.014 

0.264 

0.121 

45.86 

Safe 



0.22 

0.14 

248.55 

0.17 

0.02 

0.18 

0.02 

0.19 

0.02 

0.0200 

- 

- 

0.027 

0.047 

0.063 

0.246 

0.012 

0.234 

0.116 

49.70 

Safe 

Namookiya 

0822000102599200 

0.13 

0.21 

(66.93) 

0.17 

0.01 

0.18 

0.03 

0.50 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.218 

0.011 

0.207 

0.320 

154.74 

Over Exploited 

Naner 

0822000202611000 

0.14 

0.41 

(23.25) 

0.33 

0.04 

0.37 

0.04 

0.43 

- 

0.1400 

- 

- 

0.019 

0.159 

0.159 

0.531 

0.027 

0.504 

0.782 

154.97 

Over Exploited 



0.14 

0.04 

124.79 

0.05 

0.02 

0.07 

0.01 

0.14 

- 

0.0400 

- 

- 

0.019 

0.059 

0.059 

0.131 

0.007 

0.124 

0.245 

197.13 

Over Exploited 

Naya Teela 

0822000202607800 

0.14 

0.00 

373.32 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.018 

451.47 

Over Exploited 

Nayabas 

0822000502651000 

0.08 

0.01 

266.40 

0.01 

0.00 

0.01 

0.01 

0.14 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.021 

0.001 

0.020 

0.035 

172.92 

Over Exploited 



0.08 

0.00 

339.73 

0.00 

0.00 

0.00 

0.01 

0.07 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.006 

0.000 

0.006 

0.018 

307.50 

Over Exploited 

Nimahera 

0822000202610500 

0.14 

0.51 

(65.17) 

0.41 

0.05 

0.46 

0.06 

0.55 

0.06 

0.0400 

- 

- 

0.065 

0.105 

0.162 

0.624 

0.031 

0.593 

0.236 

39.83 

Safe 



0.14 

0.00 

(1,944.94) 

0.00 

0.04 

0.04 

0.00 

0.02 

0.00 

- 

- 

- 

0.065 

0.065 

0.065 

0.108 

0.005 

0.103 

0.012 

11.46 

Safe 

Pandrahera 

0822000502650100 

0.08 

0.31 

21.44 

0.37 

0.07 

0.44 

0.03 

0.43 

- 

0.1000 

- 

- 

0.060 

0.160 

0.160 

0.605 

0.030 

0.575 

0.870 

151.33 

Over Exploited 

Panwaliya 

0822000502647500 

0.08 

0.01 

379.94 

0.01 

- 

0.01 

0.00 

0.04 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.019 

0.001 

0.018 

0.072 

405.78 

Over Exploited 

Pasrotiya 

0822000202611500 

0.22 

0.20 

167.26 

0.24 

0.02 

0.26 

0.03 

0.32 

- 

0.0600 

- 

- 

0.014 

0.074 

0.074 

0.337 

0.017 

0.320 

0.355 

110.86 

Over Exploited 



0.22 

0.12 

240.68 

0.15 

0.02 

0.17 

0.02 

0.25 

- 

0.0500 

- 

- 

0.014 

0.064 

0.064 

0.231 

0.012 

0.220 

0.276 

125.52 

Over Exploited 

Pathraj Kalan 

0822000502648100 

0.08 

0.01 

81.26 

0.02 

- 

0.02 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.027 

0.001 

0.026 

0.089 

345.41 

Over Exploited 



0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.01 

52.15 

0.01 

- 

0.01 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.011 

0.042 

374.95 

Over Exploited 

Pathraj Khurd 

0822000502649500 

0.08 

0.18 

- 

0.18 

0.04 

0.21 

0.03 

0.43 

- 

0.0200 

- 

- 

0.038 

0.058 

0.058 

0.270 

0.027 

0.243 

0.197 

81.12 

Semi Critical 

Peeploo 

0822000202607000 

0.14 

0.00 

3,091.55 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.012 

6,185.65 

Over Exploited 

Rahimpura Naya Gaon 

0822000202610800 

0.14 

0.17 

2.70 

0.17 

0.03 

0.20 

0.02 

0.28 

- 

0.0400 

- 

- 

0.028 

0.068 

0.068 

0.270 

0.014 

0.257 

0.218 

84.80 

Semi Critical 



0.14 

0.15 

6.76 

0.16 

0.03 

0.19 

0.02 

0.26 

- 

0.0400 

- 

- 

0.028 

0.068 

0.068 

0.253 

0.013 

0.240 

0.206 

85.65 

Semi Critical 

Ramchandrapura 

0822000502648000 

0.08 

0.07 

(89.29) 

0.06 

0.00 

0.06 

0.04 

0.51 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.069 

0.003 

0.065 

0.029 

44.76 

Safe 

Rameshwarpura 

0822000502647300 

0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rindalya Rampura 

0822000502647700 

0.08 

0.23 

(41.25) 

0.19 

0.04 

0.22 

0.03 

0.50 

- 

0.0300 

- 

- 

0.038 

0.068 

0.068 

0.288 

0.014 

0.273 

0.241 

88.10 

Semi Critical 



0.08 

0.00 

(280,463.39) 

0.00 

0.03 

0.03 

0.00 

0.00 

- 

- 

- 

- 

0.038 

0.038 

0.038 

0.063 

0.003 

0.060 

0.000 

0.13 

Safe 

Shri Gopalpura 

0822000102600900 

0.13 

0.18 

(41.97) 

0.14 

0.00 

0.15 

0.05 

0.54 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.157 

0.008 

0.149 

0.139 

93.13 

Critical 

Sitarampura 

0822000502649400 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Teelanju 

0822000102599800 

0.13 

0.18 

(2.22) 

0.17 

0.08 

0.26 

0.02 

0.23 

- 

0.0400 

- 

- 

0.109 

0.149 

0.149 

0.405 

0.020 

0.385 

0.328 

85.08 

Semi Critical 



0.13 

0.27 

(10.94) 

0.24 

0.08 

0.32 

0.02 

0.28 

- 

0.0400 

- 

- 

0.109 

0.149 

0.149 

0.473 

0.024 

0.449 

0.415 

92.49 

Critical 

Tordi 

0822000102599000 

0.13 

0.04 

- 

0.04 

0.01 

0.05 

0.01 

0.10 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.074 

0.007 

0.066 

0.525 

790.15 

Over Exploited 



0.13 

0.17 

- 

0.17 

0.01 

0.18 

0.01 

0.20 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.219 

0.022 

0.197 

1.025 

520.06 

Over Exploited 



0.13 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

13,621.28 

Over Exploited 



0.13 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.001 

0.006 

0.080 

1,381.48 

Over Exploited 

Vilayati Pura 

0822000202610200 

0.22 

0.02 

284.15 

0.03 

- 

0.03 

0.02 

0.19 

0.00 

- 

- 

- 

- 

- 

0.003 

0.030 

0.001 

0.028 

0.021 

73.12 

Semi Critical 



0.22 

0.00 

28,678.11 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.00 

5,162.14 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Adoosya 

0822000102592500 

0.12 

0.38 

24.94 

0.45 

0.01 

0.46 

0.03 

0.41 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.504 

0.025 

0.479 

0.414 

86.46 

Semi Critical 



0.12 

0.00 

1,463.05 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.019 

1,176.94 

Over Exploited 

Amba Pura 

0822000102598900 

0.13 

0.48 

- 

0.48 

0.13 

0.61 

0.03 

0.40 

- 

0.0700 

- 

- 

0.164 

0.234 

0.234 

0.848 

0.085 

0.763 

1.942 

254.41 

Over Exploited 



0.13 

0.00 

- 

0.00 

0.11 

0.11 

0.00 

0.00 

- 

- 

- 

- 

0.164 

0.164 

0.164 

0.274 

0.027 

0.246 

0.000 

0.00 

Safe 

Amli Charnan 

0822000102592600 

0.12 

0.47 

5.22 

0.50 

0.10 

0.60 

0.03 

0.43 

- 

0.0500 

- 

- 

0.122 

0.172 

0.172 

0.773 

0.039 

0.735 

0.485 

65.95 

Safe 

Ankauriya 

0821000102499200 

0.06 

0.33 

(21.52) 

0.27 

0.07 

0.34 

0.03 

0.32 

- 

0.0400 

- 

- 

0.091 

0.131 

0.131 

0.469 

0.023 

0.445 

0.442 

99.20 

Critical 

Antoli 

0822000102589100 

0.12 

0.94 

(34.12) 

0.75 

0.17 

0.92 

0.03 

0.39 

- 

0.0400 

- 

- 

0.243 

0.284 

0.284 

1.208 

0.060 

1.148 

0.370 

32.23 

Safe 

Asan Jogiyan 

0822000102592800 

0.12 

0.21 

(0.33) 

0.21 

0.01 

0.23 

0.03 

0.43 

- 

0.0100 

- 

- 

0.020 

0.030 

0.030 

0.258 

0.013 

0.245 

0.040 

16.20 

Safe 

Badgaon @ Jarkhiya 

0822000102593100 

0.12 

0.00 

1,222.94 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.030 

861.05 

Over Exploited 



0.12 

0.17 

52.71 

0.20 

0.01 

0.21 

0.03 

0.38 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.228 

0.011 

0.217 

0.147 

68.00 

Safe 

Bagri 

0822000102593400 

0.12 

0.02 

531.40 

0.03 

- 

0.03 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.036 

0.002 

0.035 

0.064 

185.21 

Over Exploited 



0.12 

0.47 

25.14 

0.56 

0.01 

0.57 

0.03 

0.36 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.594 

0.030 

0.564 

0.178 

31.51 

Safe 

Balapura 

0821000102499000 

0.06 

0.12 

(25.76) 

0.10 

0.04 

0.13 

0.04 

0.43 

- 

0.0400 

- 

- 

0.038 

0.078 

0.078 

0.209 

0.010 

0.198 

0.359 

181.37 

Over Exploited 

Banthali 

0821000802568300 

0.06 

0.20 

(54.34) 

0.16 

0.03 

0.19 

0.03 

0.43 

- 

- 

- 

- 

0.043 

0.043 

0.043 

0.232 

0.012 

0.221 

0.019 

8.63 

Safe 

Barh Dorai 

0822000102596700 

0.12 

0.10 

(58.15) 

0.08 

0.00 

0.08 

0.05 

0.55 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.080 

0.004 

0.076 

0.014 

18.23 

Safe 

Bheeleda 

0822000102592900 

0.12 

0.26 

25.73 

0.32 

0.02 

0.33 

0.03 

0.43 

- 

0.0400 

- 

- 

0.010 

0.050 

0.050 

0.382 

0.019 

0.363 

0.215 

59.24 

Safe 

Borada 

0821000802569300 

0.06 

0.01 

860.13 

0.01 

0.01 

0.01 

0.00 

0.04 

- 

- 

- 

- 

0.011 

0.011 

0.011 

0.026 

0.001 

0.025 

0.019 

76.08 

Semi Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Brijlal Nagar 

082200010259620C 

9.142 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.643 

1.12 

0.018 

0.01 

0.00 

0.00 

0.00 

0.02 

0.00 

0.00 

0.05 

0.002 

0.04 

0.05 







Non-command 

Gneisses(B.G.C) 

0.033 

1.12 

0.018 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

-0.01 

0.00 

0.000 

0.00 

0.00 


Budha Dewal 

082200010259710C 

42.817 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

41.750 

2.43 

0.018 

0.39 

0.09 

0.00 

0.00 

0.00 

2.08 

2.22 

1.44 

0.100 

0.39 

0.37 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.068 

2.43 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.02 

0.003 

0.01 

0.01 


Dadawat 

082200010259360C 

4.961 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.602 

3.61 

0.018 

0.04 

0.01 

0.00 

0.00 

0.02 

0.23 

0.20 

0.16 

0.009 

0.32 

0.38 


Dang 

0821000102498200 

11.467 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.623 

0.91 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.001 

0.02 

0.04 


Dangra 

0821000102498100 

2.142 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.058 

1.10 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.047 

1.10 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Dantri 

0821000802569200 

5.215 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.378 

1.83 

0.015 

0.04 

0.00 

0.00 

0.00 

0.02 

0.14 

0.13 

0.13 

0.010 

0.34 

0.36 


Datob 

0822000502647000 

25.682 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

9.512 

1.61 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.26 

0.22 

0.14 

0.021 

0.17 

0.20 


Deogaon 

0821000902578600 

31.140 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.000 

0.75 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.898 

0.75 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.05 

0.008 

0.04 

0.05 


Deoriya 

0821000802569100 

8.924 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.849 

1.95 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.21 

0.20 

0.07 

0.016 

0.31 

0.33 


Dhanota 

0822000102598500 

3.996 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.996 

-0.13 

0.018 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.78 

0.010 

0.49 

0.66 


Dhasook 

0821000102499600 

12.510 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

12.510 

1.48 

0.015 

0.28 

0.04 

0.00 

0.00 

0.04 

0.48 

0.45 

1.07 

0.030 

0.40 

0.43 


Dheebru 

0822000102597800 

8.113 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.955 

1.71 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.09 

0.005 

0.10 

0.11 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.158 

1.71 

0.018 

0.05 

0.01 

0.00 

0.00 

0.00 

0.22 

0.21 

0.18 

0.015 

0.33 

0.35 


Dhos 

0821000802568800 

6.301 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.738 

2.09 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.06 

0.05 

0.02 

0.004 

0.12 

0.13 


Dorai 

0822000102596500 

11.612 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.529 

1.25 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.001 

0.02 

0.03 







Non-command 

Gneisses(B.G.C) 

11.083 

1.25 

0.018 

0.18 

0.04 

0.00 

0.00 

0.04 

0.34 

0.24 

0.67 

0.027 

0.48 

0.68 


Dothli 

0821000102499900 

9.617 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

9.617 

0.32 

0.015 

0.12 

0.02 

0.00 

0.00 

0.05 

0.09 

0.10 

0.47 

0.023 

0.40 

0.39 


Ganeshpura 

0822000102593200 

3.561 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.012 

3.04 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.549 

3.04 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.21 

0.23 

0.05 

0.009 

0.40 

0.37 


Ghati 

0822000102599100 

20.894 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.861 

0.27 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.05 

0.009 

0.09 

0.11 


Golipura 

0822000102598700 

9.390 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.390 

-0.38 

0.018 

0.09 

0.00 

0.00 

0.00 

0.11 

0.00 

0.00 

0.34 

0.022 

0.47 

0.55 


Goojarwara 

0821000102500000 

5.682 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.682 

0.69 

0.015 

0.08 

0.01 

0.00 

0.00 

0.01 

0.12 

0.13 

0.29 

0.014 

0.40 

0.37 



0821000802572000 

7.458 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.790 

1.37 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.002 

0.05 

0.05 


Goondli 

0821000102498600 

7.708 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.689 

0.88 

0.015 

0.10 

0.01 

0.00 

0.00 

0.00 

0.18 

0.12 

0.40 

0.016 

0.34 

0.53 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.768 

0.88 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.002 

0.04 

0.06 


Gothiyana 

0821000102499300 

32.283 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.195 

1.61 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.19 

0.15 

0.17 

0.015 

0.08 

0.10 


Gulgaon 

0822000102592700 

16.179 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

16.179 

1.46 

0.018 

0.10 

0.01 

0.00 

0.00 

0.05 

0.45 

0.49 

0.37 

0.039 

0.40 

0.37 


Hathgi 

0822000102596400 

15.723 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.360 

1.74 

0.018 

0.01 

0.00 

0.00 

0.00 

0.10 

-0.01 

-0.01 

0.05 

0.006 

0.08 

0.11 


Hindola 

0822000102597900 

12.488 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

11.597 

0.86 

0.018 

0.20 

0.03 

0.00 

0.00 

0.00 

0.35 

0.28 

0.77 

0.028 

0.43 

0.53 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.891 

0.86 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.002 

0.03 

0.04 


Indoli 

0822000102598000 

11.949 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

11.949 

0.45 

0.018 

0.23 

0.03 

0.00 

0.00 

0.05 

0.25 

0.19 

0.90 

0.029 

0.49 

0.65 


Jhaloosi 

0821000802568100 

5.263 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.279 

1.81 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.02 


Jharli 

0822000102597600 

15.546 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

14.437 

-1.26 

0.018 

0.22 

0.03 

0.00 

0.00 

0.05 

0.00 

0.00 

0.82 

0.035 

0.39 

0.41 


Jheerota 

0821000102499500 

18.531 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

18.531 

0.88 

0.015 

0.26 

0.04 

0.00 

0.00 

0.10 

0.36 

0.34 

0.96 

0.044 

0.40 

0.43 


Jorawarpura 

0821000102499400 

7.052 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.052 

0.89 

0.015 

0.07 

0.01 

0.00 

0.00 

0.03 

0.13 

0.10 

0.24 

0.017 

0.40 

0.48 


Kacholiya 

0822000102591800 

13.300 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.887 

3.89 

0.018 

0.05 

0.01 

0.00 

0.00 

0.04 

0.34 

0.29 

0.20 

0.012 

0.16 

0.19 


Kakalwara 

0821000102498500 

7.802 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.802 

0.83 

0.015 

0.12 

0.02 

0.00 

0.00 

0.03 

0.17 

0.10 

0.47 

0.019 

0.39 

0.64 


Kalyanpura Peegoon 

0822000102598600 

8.217 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.217 

-0.08 

0.018 

0.08 

0.00 

0.00 

0.00 

0.02 

0.00 

0.00 

0.31 

0.020 

0.47 

0.59 


Kantoli 

0822000102596900 

32.938 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

29.176 

1.76 

0.018 

0.33 

0.05 

0.00 

0.00 

0.00 

1.18 

0.95 

1.24 

0.070 

0.41 

0.51 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.762 

1.76 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.12 

0.10 

0.009 

0.05 

0.07 


Kasheer 

0821000802567900 

23.654 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

18.261 

1.35 

0.015 

0.06 

0.01 

0.00 

0.00 

0.08 

0.34 

0.32 

0.18 

0.044 

0.31 

0.33 


Keriya 

0821000102496900 

5.336 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.421 

1.97 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.04 

0.003 

0.10 

0.16 


Kharwar 

0821000802568400 

14.702 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

14.702 

1.92 

0.015 

0.05 

0.01 

0.00 

0.00 

0.05 

0.41 

0.42 

0.17 

0.035 

0.40 

0.40 


Khejron Ka Bas 

0822000502647100 

4.965 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.788 

1.17 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.10 

0.011 

0.45 

0.53 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.006 

1.17 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khera Malooka Nagar 

0822000102598800 

25.979 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.619 

0.08 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.08 

0.013 

0.10 

0.11 


Kishanpura 

0821000102499700 

1.415 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.415 

1.28 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.04 

0.04 

0.06 

0.003 

0.40 

0.37 



0822000102597400 

3.338 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.329 

-0.35 

0.018 

0.04 

0.01 

0.00 

0.00 

0.02 

0.00 

0.00 

0.14 

0.008 

0.42 

0.44 


Kuhara 

0822000102592400 

9.817 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.807 

1.74 

0.018 

0.06 

0.01 

0.00 

0.00 

0.00 

0.23 

0.24 

0.21 

0.014 

0.24 

0.22 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.011 

1.74 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.16 

0.09 

0.010 

0.16 

0.15 


Lamba Hari Singh 

0822000102593000 

15.493 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

14.528 

3.05 

0.018 

0.29 

0.04 

0.00 

0.00 

0.00 

1.02 

1.12 

1.11 

0.035 

0.38 

0.34 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.964 

3.05 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.05 

0.002 

0.03 

0.02 


Lamya Joonardar 

0822000102597700 

12.116 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

11.469 

1.46 

0.018 

0.22 

0.03 

0.00 

0.00 

0.00 

0.48 

0.47 

0.84 

0.027 

0.40 

0.41 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.647 

1.46 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.002 

0.02 

0.02 


Lari 

0822000102589200 

6.068 

Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.255 

3.37 

0.018 

0.01 

0.00 

0.00 

0.00 

0.01 

0.14 

0.12 

0.02 

0.005 

0.15 

0.18 


Laxmipura 

0821000802568600 

5.192 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.192 

2.30 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.17 

0.18 

0.00 

0.012 

0.41 

0.40 


Mahadeo Pura 

0822000102597000 

4.300 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.601 

2.28 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.03 

0.004 

0.16 

0.16 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.700 

2.28 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.03 

0.006 

0.26 

0.27 


Maharajpura @ Teetriya 

0822000102596600 

7.301 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.301 

1.20 

0.018 

0.06 

0.01 

0.00 

0.00 

0.06 

0.14 

0.10 

0.22 

0.017 

0.50 

0.70 


Malpura (Rural) 

0822000102598400 

2.869 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.869 

-0.35 

0.018 

1.24 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

4.97 

0.007 

0.49 

0.66 


Malpura Urban 

0822000142201000 

36.363 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

26.406 

0.77 

0.018 

0.82 

0.04 

0.00 

0.00 

0.08 

1.06 

0.75 

1.04 

1.692 

0.36 

0.51 







Non-command 

Gneisses(B.G.C) 

0.177 

0.77 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.011 

0.00 

0.00 


Mandiyawad Kalan 

0821000102498900 

4.240 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.240 

1.31 

0.015 

0.05 

0.01 

0.00 

0.00 

0.01 

0.11 

0.10 

0.19 

0.010 

0.40 

0.45 


Mandiyawad Khurd 

0821000102498800 

4.146 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.404 

1.35 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.10 

0.006 

0.23 

0.24 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Brijlal Nagar 

0822000102596200 

0.13 

0.00 

(130.40) 

0.00 

0.02 

0.03 

0.00 

0.04 

- 

0.0100 

- 

- 

0.036 

0.046 

0.046 

0.072 

0.004 

0.069 

0.050 

72.21 

Semi Critical 



0.12 

0.00 

(134,759.73) 

0.00 

0.01 

0.01 

0.00 

0.00 

- 

- 

- 

- 

0.022 

0.022 

0.022 

0.037 

0.002 

0.035 

0.000 

0.23 

Safe 

Budha Dewal 

0822000102597100 

0.12 

1.98 

12.14 

2.22 

0.09 

2.31 

0.03 

0.42 

- 

0.2700 

- 

- 

- 

0.270 

0.270 

2.578 

0.129 

2.449 

1.540 

62.89 

Safe 



0.12 

0.00 

4,476.63 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

0.027 

1,800.99 

Over Exploited 

Dadawat 

0822000102593600 

0.12 

0.14 

43.63 

0.17 

0.03 

0.20 

0.03 

0.35 

- 

0.0200 

- 

- 

0.034 

0.054 

0.054 

0.254 

0.013 

0.242 

0.172 

70.99 

Semi Critical 

Dang 

0821000102498200 

0.06 

0.00 

478.40 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

0.000 

- 

0.000 

0.001 

0.000 

0.001 

0.013 

1,291.96 

Over Exploited 

Dangra 

0821000102498100 

0.06 

0.00 

1,452.54 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

1,914.46 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dantri 

0821000802569200 

0.06 

0.09 

41.46 

0.11 

0.02 

0.13 

0.03 

0.37 

- 

0.0100 

- 

- 

0.030 

0.040 

0.040 

0.171 

0.009 

0.163 

0.142 

87.56 

Semi Critical 

Datob 

0822000502647000 

0.08 

0.13 

70.15 

0.16 

0.01 

0.17 

0.01 

0.19 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.187 

0.009 

0.177 

0.164 

92.57 

Critical 

Deogaon 

0821000902578600 

0.07 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.01 

529.13 

0.01 

- 

0.01 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.019 

0.001 

0.018 

0.062 

343.58 

Over Exploited 

Deoriya 

0821000802569100 

0.06 

0.13 

45.83 

0.16 

0.01 

0.17 

0.03 

0.34 

- 

0.0100 

- 

- 

0.017 

0.027 

0.027 

0.200 

0.010 

0.190 

0.088 

46.62 

Safe 

Dhanota 

0822000102598500 

0.13 

0.26 

- 

0.26 

0.01 

0.27 

0.04 

0.54 

- 

0.0300 

- 

- 

0.007 

0.037 

0.037 

0.306 

0.031 

0.276 

0.790 

286.24 

Over Exploited 

Dhasook 

0821000102499600 

0.06 

0.31 

43.71 

0.38 

0.08 

0.45 

0.03 

0.43 

- 

0.1200 

- 

- 

0.054 

0.174 

0.174 

0.627 

0.031 

0.595 

1.100 

184.77 

Over Exploited 

Dheebru 

0822000102597800 

0.12 

0.02 

200.82 

0.03 

- 

0.03 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.039 

0.002 

0.037 

0.091 

244.01 

Over Exploited 



0.12 

0.24 

(13.49) 

0.21 

0.01 

0.22 

0.03 

0.35 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.238 

0.012 

0.226 

0.195 

86.03 

Semi Critical 

Dhos 

0821000802568800 

0.06 

0.01 

302.14 

0.02 

0.01 

0.02 

0.01 

0.13 

- 

- 

- 

- 

0.013 

0.013 

0.013 

0.036 

0.002 

0.034 

0.028 

82.41 

Semi Critical 

Dorai 

0822000102596500 

0.13 

0.00 

867.57 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.037 

330.06 

Over Exploited 



0.12 

0.64 

(61.99) 

0.51 

0.08 

0.59 

0.05 

0.53 

- 

0.1300 

- 

- 

0.059 

0.189 

0.189 

0.779 

0.039 

0.740 

0.699 

94.41 

Critical 

Dothli 

0821000102499900 

0.06 

0.24 

(59.66) 

0.19 

0.07 

0.27 

0.03 

0.43 

- 

0.0500 

- 

- 

0.077 

0.127 

0.127 

0.392 

0.020 

0.372 

0.491 

131.87 

Over Exploited 

Ganeshpura 

0822000102593200 

0.12 

0.00 

30,391.33 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.17 

31.63 

0.21 

- 

0.21 

0.03 

0.43 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.215 

0.011 

0.205 

0.063 

30.54 

Safe 

Ghati 

0822000102599100 

0.13 

0.04 

(531.69) 

0.04 

- 

0.04 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.045 

0.002 

0.043 

0.057 

132.82 

Over Exploited 

Golipura 

0822000102598700 

0.13 

0.57 

- 

0.57 

0.11 

0.67 

0.03 

0.50 

- 

0.0100 

- 

- 

0.158 

0.168 

0.168 

0.841 

0.084 

0.757 

0.358 

47.37 

Safe 

Goojarwara 

0821000102500000 

0.06 

0.14 

(10.29) 

0.13 

0.02 

0.15 

0.03 

0.43 

- 

0.0300 

- 

- 

0.014 

0.044 

0.044 

0.192 

0.010 

0.182 

0.302 

165.31 

Over Exploited 


0821000802572000 

0.06 

0.00 

552.51 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.014 

544.66 

Over Exploited 

Goondli 

0821000102498600 

0.06 

0.14 

(19.75) 

0.12 

0.01 

0.13 

0.04 

0.38 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.165 

0.008 

0.157 

0.412 

262.38 

Over Exploited 



0.06 

0.00 

618.69 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.021 

1,010.66 

Over Exploited 

Gothiyana 

0821000102499300 

0.06 

0.03 

397.97 

0.04 

0.01 

0.05 

0.01 

0.08 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.074 

0.004 

0.070 

0.183 

261.07 

Over Exploited 

Gulgaon 

0822000102592700 

0.12 

0.78 

(37.05) 

0.62 

0.06 

0.69 

0.03 

0.43 

- 

0.0400 

- 

- 

0.080 

0.120 

0.120 

0.807 

0.040 

0.767 

0.404 

52.64 

Safe 

Hathgi 

0822000102596400 

0.12 

0.02 

(145.50) 

0.02 

0.10 

0.11 

0.01 

0.08 

- 

0.0100 

- 

- 

0.143 

0.153 

0.153 

0.266 

0.013 

0.252 

0.054 

21.25 

Safe 

Hindola 

0822000102597900 

0.12 

0.60 

(53.42) 

0.48 

0.03 

0.51 

0.04 

0.47 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.600 

0.030 

0.570 

0.796 

139.51 

Over Exploited 



0.12 

0.00 

438.22 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.038 

942.65 

Over Exploited 

Indoli 

0822000102598000 

0.12 

0.70 

(73.42) 

0.56 

0.08 

0.64 

0.04 

0.53 

- 

0.1000 

- 

- 

0.068 

0.168 

0.168 

0.803 

0.040 

0.763 

0.931 

122.04 

Over Exploited 

Jhaloosi 

0821000802568100 

0.06 

0.00 

1,800.41 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.013 

3,060.62 

Over Exploited 

Jharli 

0822000102597600 

0.12 

0.68 

- 

0.68 

0.08 

0.76 

0.03 

0.42 

- 

0.0900 

- 

- 

0.072 

0.162 

0.162 

0.918 

0.092 

0.826 

0.851 

103.00 

Over Exploited 

Jheerota 

0821000102499500 

0.06 

0.47 

(27.12) 

0.37 

0.14 

0.51 

0.03 

0.43 

- 

0.1100 

- 

- 

0.151 

0.261 

0.261 

0.774 

0.039 

0.735 

1.006 

136.86 

Over Exploited 

Jorawarpura 

0821000102499400 

0.06 

0.18 

(40.58) 

0.14 

0.04 

0.18 

0.04 

0.43 

- 

0.0300 

- 

- 

0.043 

0.073 

0.073 

0.253 

0.013 

0.240 

0.257 

106.90 

Over Exploited 

Kacholiya 

0822000102591800 

0.12 

0.10 

201.57 

0.11 

0.05 

0.16 

0.01 

0.18 

- 

0.0200 

- 

- 

0.054 

0.074 

0.074 

0.235 

0.012 

0.223 

0.214 

95.91 

Critical 

Kakalwara 

0821000102498500 

0.06 

0.19 

(46.05) 

0.15 

0.05 

0.20 

0.04 

0.43 

- 

0.0500 

- 

- 

0.042 

0.092 

0.092 

0.294 

0.015 

0.280 

0.487 

174.00 

Over Exploited 

Kalyanpura Peegoon 

0822000102598600 

0.13 

0.51 

- 

0.51 

0.02 

0.52 

0.04 

0.51 

- 

0.0100 

- 

- 

0.026 

0.036 

0.036 

0.561 

0.056 

0.504 

0.332 

65.75 

Safe 

Kantoli 

0822000102596900 

0.12 

1.44 

(34.22) 

1.15 

0.05 

1.20 

0.04 

0.45 

- 

0.1400 

- 

- 

- 

0.140 

0.140 

1.339 

0.067 

1.272 

1.308 

102.79 

Over Exploited 



0.12 

0.02 

389.29 

0.03 

- 

0.03 

0.00 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.039 

0.002 

0.037 

0.111 

302.19 

Over Exploited 

Kasheer 

0821000802567900 

0.06 

0.35 

(9.27) 

0.32 

0.09 

0.41 

0.03 

0.33 

- 

0.0200 

- 

- 

0.116 

0.136 

0.136 

0.542 

0.027 

0.515 

0.224 

43.43 

Safe 

Keriya 

0821000102496900 

0.06 

0.01 

259.22 

0.01 

- 

0.01 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.011 

0.039 

370.66 

Over Exploited 

Kharwar 

0821000802568400 

0.06 

0.37 

11.79 

0.42 

0.06 

0.48 

0.03 

0.44 

- 

0.0200 

- 

- 

0.076 

0.096 

0.096 

0.572 

0.029 

0.544 

0.203 

37.39 

Safe 

Khejron Ka Bas 

0822000502647100 

0.08 

0.17 

(43.24) 

0.14 

- 

0.14 

0.03 

0.49 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.149 

0.007 

0.141 

0.112 

79.10 

Semi Critical 



0.08 

0.00 

37,690.09 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khera Malooka Nagar 

0822000102598800 

0.13 

0.07 

(55.33) 

0.06 

- 

0.06 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.058 

0.003 

0.055 

0.097 

175.73 

Over Exploited 

Kishanpura 

0821000102499700 

0.06 

0.04 

6.74 

0.04 

0.01 

0.05 

0.03 

0.43 

- 

0.0100 

- 

- 

0.017 

0.027 

0.027 

0.077 

0.004 

0.073 

0.063 

86.52 

Semi Critical 


0822000102597400 

0.12 

0.17 

- 

0.17 

0.03 

0.20 

0.03 

0.45 

- 

0.0200 

- 

- 

0.035 

0.055 

0.055 

0.255 

0.026 

0.230 

0.152 

66.18 

Safe 

Kuhara 

0822000102592400 

0.12 

0.17 

45.63 

0.20 

0.01 

0.21 

0.02 

0.26 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.229 

0.011 

0.217 

0.225 

103.50 

Over Exploited 



0.12 

0.08 

104.68 

0.09 

- 

0.09 

0.01 

0.18 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.105 

0.005 

0.100 

0.100 

100.04 

Over Exploited 

Lamba Hari Singh 

0822000102593000 

0.12 

0.66 

70.58 

0.79 

0.04 

0.83 

0.03 

0.40 

- 

0.1300 

- 

- 

- 

0.130 

0.130 

0.958 

0.048 

0.910 

1.149 

126.19 

Over Exploited 



0.12 

0.00 

2,217.98 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.013 

0.050 

393.05 

Over Exploited 

Lamya Joonardar 

0822000102597700 

0.12 

0.55 

(14.30) 

0.47 

0.03 

0.50 

0.03 

0.43 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.590 

0.029 

0.560 

0.862 

154.01 

Over Exploited 



0.12 

0.00 

1,378.26 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.032 

1,585.75 

Over Exploited 

Lari 

0822000102589200 

0.12 

0.04 

188.67 

0.05 

0.01 

0.05 

0.01 

0.16 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.064 

0.003 

0.061 

0.029 

48.32 

Safe 

Laxmipura 

0821000802568600 

0.06 

0.13 

32.23 

0.16 

0.01 

0.17 

0.03 

0.44 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.174 

0.009 

0.165 

0.012 

7.53 

Safe 

Mahadeo Pura 

0822000102597000 

0.12 

0.03 

136.72 

0.04 

- 

0.04 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.036 

0.002 

0.034 

0.033 

95.62 

Critical 



0.12 

0.09 

32.55 

0.10 

- 

0.10 

0.02 

0.29 

- 

- 

- 

- 

- 

- 

- 

0.103 

0.005 

0.098 

0.036 

37.33 

Safe 

Maharajpura @ Teetriya 

0822000102596600 

0.12 

0.44 

(76.95) 

0.35 

0.07 

0.42 

0.05 

0.55 

- 

0.0200 

- 

- 

0.093 

0.113 

0.113 

0.534 

0.027 

0.508 

0.233 

45.99 

Safe 

Malpura (Rural) 

0822000102598400 

0.13 

0.18 

- 

0.18 

0.06 

0.24 

0.04 

0.54 

- 

0.1900 

- 

- 

- 

0.190 

0.190 

0.433 

0.043 

0.390 

4.973 

1,275.17 

Over Exploited 

Malpura Urban 

0822000142201000 

0.13 

1.25 

(39.83) 

1.00 

0.12 

1.12 

0.04 

0.40 

- 

0.2000 

- 

- 

0.116 

0.316 

0.316 

1.433 

0.072 

1.362 

2.736 

200.94 

Over Exploited 



0.12 

0.00 

14,978.76 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.003 

0.000 

0.003 

0.021 

655.25 

Over Exploited 

Mandiyawad Kalan 

0821000102498900 

0.06 

0.11 

(7.29) 

0.10 

0.02 

0.12 

0.03 

0.43 

- 

0.0200 

- 

- 

0.020 

0.040 

0.040 

0.161 

0.008 

0.153 

0.202 

131.88 

Over Exploited 

Mandiyawad Khurd 

0821000102498800 

0.06 

0.04 

113.42 

0.04 

- 

0.04 

0.02 

0.25 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.052 

0.003 

0.050 

0.102 

205.55 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.742 

1.35 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.03 

0.004 

0.17 

0.18 


Mandolai 

0822000502647200 

17.533 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.727 

1.07 

0.015 

0.05 

0.01 

0.00 

0.00 

0.04 

0.09 

0.07 

0.18 

0.013 

0.15 

0.18 







Non-command 

Gneisses(B.G.C) 

11.806 

1.07 

0.015 

0.10 

0.01 

0.00 

0.00 

0.07 

0.21 

0.17 

0.37 

0.026 

0.32 

0.37 


Manoharpura 

0821000802568700 

10.150 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.520 

2.30 

0.015 

0.04 

0.00 

0.00 

0.00 

0.05 

0.29 

0.28 

0.13 

0.020 

0.35 

0.36 


Mehroo 

0822000502647400 

24.318 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.110 

0.26 

0.015 

0.06 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.21 

0.014 

0.12 

0.14 







Non-command 

Gneisses(B.G.C) 

0.413 

0.26 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

17.795 

0.26 

0.015 

0.10 

0.00 

0.00 

0.00 

0.00 

0.17 

0.15 

0.35 

0.040 

0.34 

0.40 


Moondoti 

0821000102499100 

10.362 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

9.952 

1.19 

0.015 

0.27 

0.04 

0.00 

0.00 

0.02 

0.38 

0.27 

1.03 

0.024 

0.38 

0.55 



0821000802568500 

2.398 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.398 

2.02 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.08 

0.08 

0.06 

0.006 

0.41 

0.42 


Mor 

0822000502647800 

21.598 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.198 

0.57 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.044 

0.57 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Morla 

0822000102592200 

27.146 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.080 

3.45 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.40 

0.41 

0.14 

0.015 

0.09 

0.09 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

21.066 

3.45 

0.018 

0.09 

0.01 

0.00 

0.00 

0.00 

1.35 

1.40 

0.31 

0.050 

0.31 

0.30 


Mothi 

0821000102498700 

3.728 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.881 

0.95 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.08 

0.06 

0.18 

0.007 

0.31 

0.41 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.847 

0.95 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.002 

0.09 

0.12 


Neemera 

0822000502648200 

11.384 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.311 

0.60 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.09 

0.003 

0.06 

0.06 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.387 

0.60 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.02 







Non-command 

Gneisses(B.G.C) 

0.676 

0.60 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.002 

0.03 

0.03 


Pandarwara 

0821000102499800 

17.661 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

17.661 

-0.20 

0.015 

0.09 

0.01 

0.00 

0.00 

0.06 

0.00 

0.00 

0.29 

0.042 

0.40 

0.37 


Panwaliya 

0822000502647500 

29.997 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.710 

0.55 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.08 

0.006 

0.04 

0.05 







Non-command 

Gneisses(B.G.C) 

7.223 

0.55 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.11 

0.10 

0.20 

0.016 

0.11 

0.13 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

16.036 

0.55 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.20 

0.18 

0.26 

0.036 

0.25 

0.29 







Non-command 

Gneisses(B.G.C) 

1.607 

0.55 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.004 

0.03 

0.03 


Pathraj Kalan 

0822000502648100 

11.979 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.024 

0.22 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

3.374 

0.22 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.07 

0.007 

0.14 

0.14 


Phool Maliya 

0822000102597200 

6.416 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.416 

2.27 

0.018 

0.04 

0.01 

0.00 

0.00 

0.01 

0.27 

0.28 

0.13 

0.015 

0.41 

0.39 


Rajpura 

0822000102593800 

12.931 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.001 

2.82 

0.018 

0.00 

0.00 

0.00 

0.00 

0.04 

-0.04 

-0.03 

0.00 

0.000 

0.00 

0.00 


Ramchandrapura 

0822000502648000 

1.925 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.018 

0.09 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rameshwarpura 

0822000502647300 

4.540 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.923 

0.17 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.002 

0.09 

0.11 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

3.616 

0.17 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.08 

0.008 

0.37 

0.42 


Ramgarh 

0821000802568900 

2.630 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.001 

1.76 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rampura Bas Bagri 

0822000102593500 

8.389 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.387 

3.39 

0.018 

0.05 

0.01 

0.00 

0.00 

0.00 

0.48 

0.47 

0.17 

0.018 

0.37 

0.37 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.002 

3.39 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.02 

0.002 

0.05 

0.05 


Reedlya Bujurg 

0822000102598300 

11.953 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.804 

0.43 

0.018 

0.08 

0.01 

0.00 

0.00 

0.01 

0.08 

0.06 

0.30 

0.007 

0.11 

0.15 







Non-command 

Gneisses(B.G.C) 

9.150 

0.43 

0.018 

0.21 

0.03 

0.00 

0.00 

0.03 

0.22 

0.16 

0.80 

0.022 

0.37 

0.50 


Roopaheli 

0822000102596800 

12.455 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

10.638 

2.33 

0.018 

0.08 

0.01 

0.00 

0.00 

0.07 

0.44 

0.31 

0.27 

0.025 

0.42 

0.59 


Sadapur 

0821000802569000 

10.134 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.687 

1.77 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.05 

0.04 

0.05 

0.004 

0.07 

0.08 


Sali Lakhapura 

0822000102598200 

3.950 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.858 

0.43 

0.018 

0.02 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.06 

0.004 

0.22 

0.27 







Non-command 

Gneisses(B.G.C) 

2.092 

0.43 

0.018 

0.01 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.05 

0.005 

0.25 

0.31 


Sandoliya 

0821000102498400 

12.150 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.943 

1.54 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.04 

0.14 

0.005 

0.06 

0.11 


Sanodiya 

0822000102597500 

5.675 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.976 

-0.40 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.002 

0.07 

0.08 


Sarwar 

0821000102500100 

9.369 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

9.369 

2.03 

0.015 

0.09 

0.01 

0.00 

0.00 

0.02 

0.34 

0.36 

0.32 

0.022 

0.40 

0.38 


Sawai Ram Singhpura @ Arni 

0822000102597300 

9.248 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

9.248 

1.01 

0.018 

0.06 

0.01 

0.00 

0.00 

0.04 

0.17 

0.17 

0.19 

0.022 

0.41 

0.41 


Sawariya 

0822000502646500 

27.922 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

20.951 

1.51 

0.015 

0.03 

0.00 

0.00 

0.00 

0.13 

0.38 

0.33 

0.07 

0.047 

0.34 

0.39 


Seel 

0821000102498300 

6.954 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.419 

1.65 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.001 

0.02 

0.04 


Shambhoopura 

0821000902578500 

3.119 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.000 

1.05 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.508 

1.05 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.08 

0.09 


Shankarpura 

0822000102593300 

0.688 

Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.688 

2.74 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.03 

0.002 

0.40 

0.37 


Sindoliya 

0822000102593700 

12.978 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

10.613 

2.57 

0.018 

0.06 

0.01 

0.00 

0.00 

0.00 

0.53 

0.42 

0.19 

0.025 

0.38 

0.47 


Sotwara 

0822000102592100 

12.594 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.347 

4.22 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.65 

0.61 

0.10 

0.020 

0.28 

0.29 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.095 

4.22 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Srirampura 

0821000802568200 

10.705 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

10.347 

1.50 

0.015 

0.03 

0.00 

0.00 

0.00 

0.06 

0.20 

0.20 

0.07 

0.025 

0.39 

0.39 


Suwadiyari 

0822000102592300 

1.467 

Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.467 

2.51 

0.018 

0.01 

0.00 

0.00 

0.00 

0.01 

0.06 

0.06 

0.04 

0.004 

0.40 

0.37 


Tantiya 

0822000102598100 

13.096 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

13.096 

0.71 

0.018 

0.05 

0.01 

0.00 

0.00 

0.08 

0.13 

0.10 

0.17 

0.031 

0.47 

0.59 


Thari 

0822000102589300 

8.669 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.373 

4.03 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.001 

0.02 

0.02 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.503 

4.03 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.27 

0.24 

0.06 

0.008 

0.17 

0.18 


Tordi 

0822000102599000 

17.395 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.044 

-0.28 

0.018 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.007 

0.08 

0.09 

River Basin: Banganga 

Sub Basin: Banganga 

03001001 

Agar 

0806000900886600 

12.505 

Fresh 

Non-command 

Non-command 

Quartzite 

6.339 

1.22 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.24 

0.18 

0.33 

0.031 

0.32 

0.41 







Non-command 

Slate 

1.923 

1.22 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.10 

0.009 

0.10 

0.12 


Amka 

0806000900886800 

5.551 

Fresh 

Non-command 

Non-command 

Quartzite 

2.461 

1.37 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.13 

0.012 

0.27 

0.35 


Angari 

0806000900885000 

11.120 

Fresh 

Non-command 

Non-command 

Quartzite 

0.000 

1.11 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bassi 

0812001101592700 

5.352 

Fresh 

Non-command 

Non-command 

Quartzite 

4.209 

0.55 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.05 

0.021 

0.46 

0.63 


Beer Kanarwas 

0812001101592500 

8.132 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.200 

0.13 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.021 

0.30 

0.44 







Non-command 

Quartzite 

2.596 

0.13 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.013 

0.18 

0.27 


Bhadach 

0806000900886700 

5.031 

Fresh 

Non-command 

Non-command 

Quartzite 

3.888 

1.47 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.16 

0.13 

0.23 

0.019 

0.48 

0.62 







Non-command 

Slate 

0.064 

1.47 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrigation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.06 

0.02 

145.48 

0.02 

- 

0.02 

0.01 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.021 

0.001 

0.020 

0.033 

165.37 

Over Exploited 

Mandolai 

082200050264720C 

0.08 

0.07 

4.19 

0.07 

0.05 

0.13 

0.01 

0.16 

- 

0.0200 

- 

- 

0.067 

0.087 

0.087 

0.215 

0.011 

0.205 

0.189 

92.20 

Critical 



0.08 

0.30 

(41.48) 

0.24 

0.08 

0.32 

0.02 

0.34 

- 

0.0400 

- 

- 

0.108 

0.148 

0.148 

0.468 

0.023 

0.445 

0.396 

89.08 

Semi Critical 

Manoharpura 

0821000802568700 

0.06 

0.19 

47.89 

0.22 

0.05 

0.27 

0.03 

0.38 

- 

0.0200 

- 

- 

0.070 

0.090 

0.090 

0.359 

0.018 

0.341 

0.152 

44.67 

Safe 

Mehroo 

0822000502647400 

0.08 

0.06 

26.19 

0.07 

- 

0.07 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.078 

0.004 

0.075 

0.224 

299.92 

Over Exploited 



0.08 

0.00 

435.70 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.018 

6,014.43 

Over Exploited 



0.08 

0.48 

(69.92) 

0.39 

- 

0.39 

0.02 

0.36 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.397 

0.020 

0.377 

0.390 

103.22 

Over Exploited 

Moondoti 

0821000102499100 

0.06 

0.24 

12.08 

0.27 

0.06 

0.33 

0.04 

0.42 

- 

0.1200 

- 

- 

0.036 

0.156 

0.156 

0.486 

0.024 

0.461 

1.056 

228.86 

Over Exploited 


0821000802568500 

0.06 

0.06 

32.68 

0.07 

0.01 

0.08 

0.03 

0.44 

- 

0.0100 

- 

- 

0.013 

0.024 

0.024 

0.106 

0.005 

0.101 

0.066 

65.11 

Safe 

Mor 

0822000502647800 

0.08 

0.00 

2,088.87 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.017 

22,322.76 

Over Exploited 



0.08 

0.00 

11,873.82 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Morla 

0822000102592200 

0.12 

0.07 

520.20 

0.08 

0.01 

0.09 

0.01 

0.10 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.110 

0.005 

0.104 

0.159 

152.32 

Over Exploited 



0.12 

0.80 

75.90 

0.96 

0.01 

0.97 

0.02 

0.34 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

1.005 

0.050 

0.955 

0.362 

37.96 

Safe 

Mothi 

0821000102498700 

0.06 

0.06 

10.31 

0.06 

0.01 

0.07 

0.03 

0.34 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.091 

0.005 

0.087 

0.187 

215.49 

Over Exploited 



0.06 

0.00 

262.06 

0.01 

- 

0.01 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.005 

0.026 

498.01 

Over Exploited 

Neemera 

0822000502648200 

0.08 

0.01 

411.43 

0.01 

- 

0.01 

0.00 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.095 

590.41 

Over Exploited 



0.08 

0.00 

534.82 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.015 

2,586.09 

Over Exploited 



0.08 

0.00 

870.41 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.024 

1,342.69 

Over Exploited 

Pandarwara 

0821000102499800 

0.06 

0.45 

- 

0.45 

0.07 

0.52 

0.03 

0.43 

- 

0.0300 

- 

- 

0.090 

0.120 

0.120 

0.635 

0.063 

0.571 

0.330 

57.81 

Safe 

Panwaliya 

0822000502647500 

0.08 

0.01 

306.02 

0.01 

- 

0.01 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.021 

0.001 

0.020 

0.082 

411.24 

Over Exploited 



0.08 

0.07 

48.11 

0.08 

0.01 

0.09 

0.01 

0.12 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.108 

0.005 

0.103 

0.218 

212.32 

Over Exploited 



0.08 

0.32 

(44.49) 

0.26 

0.01 

0.27 

0.02 

0.27 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.297 

0.015 

0.282 

0.295 

104.54 

Over Exploited 



0.08 

0.00 

533.07 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.022 

587.20 

Over Exploited 

Pathraj Kalan 

0822000502648100 

0.08 

0.00 

5,197.06 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.04 

(19.87) 

0.03 

- 

0.03 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.040 

0.002 

0.038 

0.079 

211.31 

Over Exploited 

Phool Maliya 

0822000102597200 

0.12 

0.31 

(9.80) 

0.28 

0.02 

0.31 

0.03 

0.44 

- 

0.0200 

- 

- 

0.022 

0.042 

0.042 

0.350 

0.017 

0.332 

0.140 

42.27 

Safe 

Rajpura 

0822000102593800 

0.12 

0.00 

########## 

0.00 

0.04 

0.04 

0.00 

0.00 

- 

- 

- 

- 

0.062 

0.062 

0.062 

0.103 

0.005 

0.098 

0.000 

0.00 

Safe 

Ramchandrapura 

0822000502648000 

0.08 

0.00 

(58,763.80) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.010 

0.001 

0.010 

0.000 

0.41 

Safe 

Rameshwarpura 

0822000502647300 

0.08 

0.01 

54.14 

0.01 

- 

0.01 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.036 

455.54 

Over Exploited 



0.08 

0.11 

(76.25) 

0.09 

- 

0.09 

0.03 

0.39 

- 

- 

- 

- 

- 

- 

- 

0.085 

0.004 

0.081 

0.085 

105.05 

Over Exploited 

Ramgarh 

0821000802568900 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rampura Bas Bagri 

0822000102593500 

0.12 

0.32 

45.27 

0.39 

0.01 

0.40 

0.03 

0.40 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.420 

0.021 

0.399 

0.191 

47.82 

Safe 



0.12 

0.01 

1,046.50 

0.01 

- 

0.01 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.020 

299.51 

Over Exploited 

Reedlya Bujurg 

0822000102598300 

0.13 

0.04 

52.05 

0.05 

0.02 

0.07 

0.01 

0.12 

- 

0.0300 

- 

- 

0.011 

0.041 

0.041 

0.108 

0.005 

0.103 

0.307 

298.87 

Over Exploited 



0.12 

0.41 

(60.16) 

0.33 

0.06 

0.39 

0.03 

0.41 

- 

0.0900 

- 

- 

0.049 

0.139 

0.139 

0.530 

0.027 

0.504 

0.819 

162.61 

Over Exploited 

Roopaheli 

0822000102596800 

0.12 

0.54 

(41.74) 

0.43 

0.08 

0.51 

0.04 

0.46 

- 

0.0300 

- 

- 

0.100 

0.130 

0.130 

0.639 

0.032 

0.607 

0.294 

48.52 

Safe 

Sadapur 

0821000802569000 

0.06 

0.01 

439.74 

0.01 

0.01 

0.02 

0.01 

0.08 

- 

0.0100 

- 

- 

0.014 

0.024 

0.024 

0.043 

0.002 

0.041 

0.052 

128.07 

Over Exploited 

Sali Lakhapura 

0822000102598200 

0.13 

0.05 

(61.99) 

0.04 

0.01 

0.05 

0.02 

0.24 

- 

0.0100 

- 

- 

0.014 

0.024 

0.024 

0.076 

0.004 

0.072 

0.064 

89.53 

Semi Critical 



0.12 

0.06 

(77.41) 

0.05 

0.01 

0.06 

0.02 

0.27 

- 

0.0100 

- 

- 

0.013 

0.023 

0.023 

0.081 

0.004 

0.077 

0.053 

68.65 

Safe 

Sandoliya 

0821000102498400 

0.06 

0.01 

467.75 

0.01 

0.01 

0.02 

0.01 

0.07 

0.00 

0.0200 

- 

- 

- 

0.020 

0.021 

0.040 

0.002 

0.038 

0.149 

391.18 

Over Exploited 

Sanodiya 

0822000102597500 

0.12 

0.01 

- 

0.01 

0.00 

0.01 

0.01 

0.08 

- 

- 

- 

- 

0.000 

- 

- 

0.009 

0.001 

0.008 

0.031 

404.22 

Over Exploited 

Sarwar 

0821000102500100 

0.06 

0.24 

52.01 

0.29 

0.03 

0.32 

0.03 

0.43 

- 

0.0400 

- 

- 

0.035 

0.075 

0.075 

0.394 

0.020 

0.374 

0.346 

92.67 

Critical 

Sawai Ram Singhpura @ Arni 

0822000102597300 

0.12 

0.46 

(62.53) 

0.37 

0.05 

0.42 

0.03 

0.44 

- 

0.0200 

- 

- 

0.063 

0.083 

0.083 

0.500 

0.025 

0.475 

0.214 

45.07 

Safe 

Sawariya 

0822000502646500 

0.08 

0.56 

(42.06) 

0.45 

0.13 

0.58 

0.03 

0.36 

- 

0.0100 

- 

- 

0.189 

0.199 

0.199 

0.777 

0.039 

0.738 

0.114 

15.39 

Safe 

Seel 

0821000102498300 

0.06 

0.00 

1,769.91 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.025 

3,232.28 

Over Exploited 

Shambhoopura 

0821000902578500 

0.07 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

153.28 

0.00 

0.00 

0.00 

0.01 

0.08 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.006 

0.000 

0.006 

0.005 

96.47 

Critical 

Shankarpura 

0822000102593300 

0.12 

0.03 

25.91 

0.04 

0.00 

0.04 

0.03 

0.43 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.051 

0.003 

0.048 

0.032 

65.80 

Safe 

Sindoliya 

0822000102593700 

0.12 

0.48 

79,569.34 

0.42 

0.01 

0.43 

0.03 

0.41 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.452 

0.023 

0.430 

0.217 

50.60 

Safe 

Sotwara 

0822000102592100 

0.12 

0.28 

119.78 

0.33 

- 

0.33 

0.02 

0.30 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.351 

0.018 

0.333 

0.116 

34.79 

Safe 



0.12 

0.00 

18,221.97 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Srirampura 

0821000802568200 

0.06 

0.25 

(20.70) 

0.20 

0.06 

0.26 

0.03 

0.42 

- 

0.0100 

- 

- 

0.094 

0.104 

0.104 

0.368 

0.018 

0.350 

0.097 

27.69 

Safe 

Suwadiyari 

0822000102592300 

0.12 

0.07 

(8.70) 

0.06 

0.01 

0.08 

0.03 

0.43 

- 

- 

- 

- 

0.022 

0.022 

0.022 

0.102 

0.005 

0.097 

0.040 

40.93 

Safe 

Tantiya 

0822000102598100 

0.12 

0.74 

(86.40) 

0.60 

0.09 

0.68 

0.04 

0.51 

- 

0.0200 

- 

- 

0.114 

0.134 

0.134 

0.816 

0.041 

0.775 

0.204 

26.36 

Safe 

Thari 

0822000102589300 

0.12 

0.00 

2,946.29 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.011 

1,217.84 

Over Exploited 



0.12 

0.07 

249.86 

0.08 

- 

0.08 

0.01 

0.18 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.093 

0.005 

0.089 

0.068 

77.21 

Semi Critical 

Tordi 

0822000102599000 

0.13 

0.03 

- 

0.03 

0.01 

0.04 

0.01 

0.09 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.062 

0.006 

0.055 

0.439 

793.24 

Over Exploited 


River Basin: Banganga 


Sub Basin: Banganga 

Agar 

0806000900886600 

0.10 

0.20 

94,329.33 

0.18 

0.01 

0.19 

0.04 

0.36 

0.03 

0.0400 

- 

- 

- 

0.040 

0.065 

0.256 

0.013 

0.243 

0.363 

148.93 

Over Exploited 



0.08 

0.01 

301.88 

0.02 

- 

0.02 

0.01 

0.11 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.030 

0.001 

0.028 

0.105 

370.99 

Over Exploited 

Amka 

0806000900886800 

0.10 

0.06 

59,647.32 

0.07 

- 

0.07 

0.03 

0.31 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.084 

0.004 

0.079 

0.137 

172.31 

Over Exploited 

Angari 

0806000900885000 

0.10 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bassi 

0812001101592700 

0.08 

0.15 

76,615.37 

0.12 

- 

0.12 

0.05 

0.51 

0.02 

0.0100 

- 

- 

- 

0.010 

0.028 

0.150 

0.007 

0.142 

0.069 

48.45 

Safe 

Beer Kanarwas 

0812001101592500 

0.09 

0.11 

1,278.74 

0.09 

- 

0.09 

0.03 

0.33 

0.01 

- 

- 

- 

- 

- 

0.013 

0.101 

0.005 

0.096 

0.029 

30.13 

Safe 



0.08 

0.04 

6.13 

0.03 

- 

0.03 

0.02 

0.20 

0.00 

- 

- 

- 

- 

- 

0.004 

0.033 

0.002 

0.031 

0.013 

41.51 

Safe 

Bhadach 

0806000900886700 

0.10 

0.18 

89,937.47 

0.14 

0.01 

0.15 

0.06 

0.55 

0.02 

0.0300 

- 

- 

- 

0.030 

0.053 

0.205 

0.010 

0.195 

0.252 

129.18 

Over Exploited 



0.08 

0.00 

3,592.52 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.006 

12,303.59 

Over Exploited 



Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Bhanwata 

080600090088740C 

1.472 

Fresh 

Non-command 

Non-command 

Quartzite 

0.437 

1.85 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.07 

0.002 

0.19 

0.24 







Non-command 

Slate 

0.590 

1.85 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.10 

0.003 

0.25 

0.32 


Bhojera 

081200020146580C 

4.424 

Fresh 

Non-command 

Non-command 

Quartzite 

0.310 

0.08 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.002 

0.04 

0.06 


Bhooriyawas 

0806000900887300 

7.085 

Fresh 

Non-command 

Non-command 

Quartzite 

1.423 

2.44 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.07 

0.007 

0.12 

0.16 







Non-command 

Slate 

2.932 

2.44 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.17 

0.13 

0.14 

0.014 

0.26 

0.33 


Chaha Ka Bas 

0806000900889800 

3.783 

Fresh 

Non-command 

Non-command 

Quartzite 

1.858 

1.31 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.06 

0.15 

0.009 

0.29 

0.41 


Chainpura 

0812001101588800 

4.911 

Fresh 

Non-command 

Non-command 

Quartzite 

0.048 

0.17 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Chak Dagota 

0812001101592800 

0.397 

Fresh 

Non-command 

Non-command 

Quartzite 

0.092 

0.94 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.14 

0.18 


Chandpura 

0806000900889000 

1.927 

Fresh 

Non-command 

Non-command 

Quartzite 

0.597 

2.56 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.07 

0.003 

0.19 

0.25 







Non-command 

Slate 

0.775 

2.56 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.08 

0.004 

0.24 

0.32 


Chatarpura 

0812001101599100 

2.028 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.288 

0.73 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.02 

0.001 

0.08 

0.12 


Chilpali 

0812001101585400 

3.730 

Fresh 

Non-command 

Non-command 

Quartzite 

0.008 

0.18 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chosla 

0806000900887100 

3.488 

Fresh 

Non-command 

Non-command 

Quartzite 

0.862 

2.31 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.11 

0.004 

0.15 

0.20 







Non-command 

Slate 

0.562 

2.31 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.08 

0.003 

0.10 

0.13 


Dagarwara 

0812001101599200 

14.075 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.066 

0.65 

0.020 

0.00 

0.00 

0.00 

0.00 

0.24 

-0.24 

-0.17 

0.00 

0.000 

0.00 

0.00 


Dagota 

0812001101592900 

30.736 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

11.883 

0.48 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.15 

0.11 

0.08 

0.059 

0.22 

0.31 







Non-command 

Quartzite 

8.344 

0.48 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.04 

0.042 

0.16 

0.22 


Darolai 

0812001101588900 

4.049 

Fresh 

Non-command 

Non-command 

Quartzite 

0.597 

0.61 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.003 

0.09 

0.13 


Galawas 

0812000201466200 

6.960 

Fresh 

Non-command 

Non-command 

Quartzite 

2.142 

0.91 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.12 

0.013 

0.19 

0.24 


Goojron Ka Guwara 

0806000900889200 

1.245 

Fresh 

Non-command 

Non-command 

Quartzite 

0.537 

2.09 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.09 

0.003 

0.26 

0.35 


Guwara 

0812001101598600 

1.833 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.884 

0.72 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.07 

0.004 

0.28 

0.41 







Non-command 

Quartzite 

0.336 

0.72 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.002 

0.10 

0.16 


Guwara Dulawa 

0806000900893900 

2.677 

Fresh 

Non-command 

Non-command 

Quartzite 

0.439 

1.05 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.10 

0.12 


Hameerpur 

0806000900890400 

12.408 

Fresh 

Non-command 

Non-command 

Quartzite 

5.435 

1.62 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.23 

0.16 

0.22 

0.026 

0.26 

0.36 







Non-command 

Slate 

6.596 

1.62 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.27 

0.20 

0.26 

0.032 

0.31 

0.44 


Heengawala 

0812001101593200 

2.359 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.351 

0.68 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.11 

0.012 

0.57 

0.82 







Non-command 

Quartzite 

0.008 

0.68 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jagannathpura 

0806000900890900 

6.261 

Fresh 

Non-command 

Non-command 

Quartzite 

3.698 

2.22 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.19 

0.14 

0.10 

0.018 

0.35 

0.47 







Non-command 

Slate 

1.239 

2.22 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.03 

0.006 

0.12 

0.16 


Jaitpur Goojran 

0806000900890500 

5.420 

Fresh 

Non-command 

Non-command 

Quartzite 

5.018 

0.03 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.024 

0.53 

0.80 


Jhiri 

0806000900888900 

17.392 

Fresh 

Non-command 

Non-command 

Quartzite 

8.856 

2.59 

0.020 

0.13 

0.02 

0.00 

0.00 

0.00 

0.57 

0.44 

0.49 

0.043 

0.31 

0.41 







Non-command 

Slate 

0.804 

2.59 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.04 

0.004 

0.03 

0.04 


Jodhoola 

0812000201466000 

1.750 

Fresh 

Non-command 

Non-command 

Quartzite 

0.338 

0.23 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.09 

0.002 

0.12 

0.15 


Jodhoola Upala 

0812000201466100 

1.799 

Fresh 

Non-command 

Non-command 

Quartzite 

0.885 

0.50 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.07 

0.05 

0.28 

0.005 

0.31 

0.39 


Kaler 

0806000900890700 

14.178 

Fresh 

Non-command 

Non-command 

Quartzite 

12.999 

0.21 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.11 

0.08 

0.20 

0.063 

0.53 

0.77 


Kali Barkhari 

0812001101592600 

1.584 

Fresh 

Non-command 

Non-command 

Quartzite 

1.584 

0.21 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.008 

0.58 

0.82 


Kanikhor 

0812001101592300 

11.328 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.142 

-0.26 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.006 

0.06 

0.09 


Kela Ka Bas 

0812001101585300 

3.837 

Fresh 

Non-command 

Non-command 

Quartzite 

0.024 

0.38 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Kilatpuri 

0812001101593300 

2.842 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.540 

0.22 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.13 

0.013 

0.51 

0.75 







Non-command 

Quartzite 

0.140 

0.22 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.03 

0.04 


Kooda 

0812001101589200 

12.813 

Fresh 

Non-command 

Non-command 

Quartzite 

0.153 

0.14 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Lalpura 

0806000900889300 

3.834 

Fresh 

Non-command 

Non-command 

Quartzite 

3.006 

2.02 

0.020 

0.11 

0.02 

0.00 

0.00 

0.00 

0.21 

0.16 

0.43 

0.015 

0.47 

0.64 


Lothawas 

0806000900890000 

8.994 

Fresh 

Non-command 

Non-command 

Quartzite 

1.026 

0.85 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.005 

0.07 

0.10 


Madhogarh 

0806000900889600 

7.762 

Fresh 

Non-command 

Non-command 

Quartzite 

5.703 

0.97 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.17 

0.12 

0.27 

0.028 

0.43 

0.60 


Manhagi 

0812001101589100 

4.128 

Fresh 

Non-command 

Non-command 

Quartzite 

0.054 

-0.09 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Nabhawala 

0812001101598900 

4.546 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.908 

0.60 

0.020 

0.01 

0.00 

0.00 

0.00 

0.05 

-0.03 

-0.02 

0.05 

0.005 

0.11 

0.15 







Non-command 

Quartzite 

0.000 

0.60 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nagel 

0806000900889700 

3.609 

Fresh 

Non-command 

Non-command 

Quartzite 

1.345 

0.48 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.006 

0.22 

0.32 


Nangal Bani 

0806000900884900 

9.569 

Fresh 

Non-command 

Non-command 

Quartzite 

0.016 

1.24 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Narhat 

0806000900886900 

9.005 

Fresh 

Non-command 

Non-command 

Quartzite 

6.361 

1.68 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.27 

0.21 

0.27 

0.031 

0.43 

0.56 


Neemla 

0812001101593100 

2.187 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.187 

0.59 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.13 

0.011 

0.57 

0.79 


Nitata 

0806000900890600 

11.094 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.824 

-0.05 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.009 

0.09 

0.14 







Non-command 

Quartzite 

7.345 

-0.05 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.035 

0.38 

0.58 


Pachpadi 

0806000900889500 

2.461 

Fresh 

Non-command 

Non-command 

Quartzite 

1.601 

1.45 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.13 

0.008 

0.38 

0.53 


Padak Chhapli 

0806000900887000 

3.987 

Fresh 

Non-command 

Non-command 

Quartzite 

2.999 

2.03 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.17 

0.13 

0.21 

0.014 

0.46 

0.60 


Piplai 

0806000900891000 

13.542 

Fresh 

Non-command 

Non-command 

Quartzite 

0.130 

1.91 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Pratapgarh 

0806000900889100 

4.849 

Fresh 

Non-command 

Non-command 

Quartzite 

3.787 

2.28 

0.020 

0.16 

0.02 

0.00 

0.00 

0.00 

0.31 

0.23 

0.61 

0.018 

0.47 

0.63 







Non-command 

Slate 

0.162 

2.28 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.001 

0.02 

0.03 


Ramyanwala 

0812001101598800 

9.340 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.233 

0.56 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.13 

0.10 

0.26 

0.031 

0.38 

0.51 







Non-command 

Quartzite 

0.066 

0.56 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Rasawala 

0812001101592400 

3.288 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.321 

-0.41 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.012 

0.40 

0.63 


Rayanwala 

0812001101593500 

8.898 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.169 

0.01 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.016 

0.20 

0.31 







Non-command 

Quartzite 

0.464 

0.01 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.03 

0.05 


Rundh Agar 

0806000900886500 

1.838 

Fresh 

Non-command 

Non-command 

Quartzite 

0.189 

1.60 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.001 

0.07 

0.08 


Rundh Ajabgarh 

0806000900893800 

2.559 

Fresh 

Non-command 

Non-command 

Quartzite 

0.098 

1.00 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 


Rundh Hameerpur 

0806000900890300 

2.554 

Fresh 

Non-command 

Non-command 

Quartzite 

2.036 

1.60 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.02 

0.010 

0.47 

0.66 







Non-command 

Slate 

0.518 

1.60 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.002 

0.12 

0.17 


Rundh Jhiri 

0806000900887500 

4.390 

Fresh 

Non-command 

Non-command 

Quartzite 

1.337 

1.95 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.03 

0.006 

0.19 

0.25 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Bhanwata 

0806000900887400 

0.10 

0.01 

245.04 

0.01 

- 

0.01 

0.02 

0.21 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.021 

0.001 

0.020 

0.068 

343.76 

Over Exploited 



0.08 

0.01 

174.13 

0.01 

- 

0.01 

0.03 

0.28 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.026 

0.001 

0.025 

0.099 

403.33 

Over Exploited 

Bhojera 

0812000201465800 

0.05 

0.00 

1,109.24 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.024 

2,757.12 

Over Exploited 

Bhooriyawas 

0806000900887300 

0.10 

0.02 

289.90 

0.02 

- 

0.02 

0.02 

0.14 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.034 

0.002 

0.032 

0.079 

247.67 

Over Exploited 



0.08 

0.05 

49,275.37 

0.06 

0.01 

0.07 

0.03 

0.29 

0.01 

0.0200 

- 

- 

- 

0.020 

0.027 

0.099 

0.005 

0.094 

0.158 

168.77 

Over Exploited 

Chaha Ka Bas 

0806000900889800 

0.10 

0.05 

96,253.70 

0.05 

0.01 

0.06 

0.03 

0.32 

0.01 

0.0200 

- 

- 

- 

0.020 

0.026 

0.089 

0.004 

0.085 

0.159 

187.26 

Over Exploited 

Chainpura 

0812001101588800 

0.08 

0.00 

361.18 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.005 

19,332.79 

Over Exploited 

Chak Dagota 

0812001101592800 

0.08 

0.00 

1,493.71 

0.00 

- 

0.00 

0.02 

0.15 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.005 

548.01 

Over Exploited 

Chandpura 

0806000900889000 

0.10 

0.01 

239.27 

0.01 

- 

0.01 

0.02 

0.21 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.025 

0.001 

0.024 

0.069 

292.02 

Over Exploited 



0.08 

0.01 

19,129.46 

0.01 

- 

0.01 

0.03 

0.27 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.024 

0.001 

0.023 

0.088 

386.69 

Over Exploited 

Chatarpura 

0812001101599100 

0.09 

0.00 

(52.58) 

0.00 

0.01 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

0.019 

0.019 

0.019 

0.034 

0.002 

0.032 

0.021 

66.79 

Safe 

Chilpali 

0812001101585400 

0.08 

0.00 

(200.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chosla 

0806000900887100 

0.10 

0.01 

66,074.77 

0.01 

- 

0.01 

0.02 

0.17 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.020 

0.001 

0.019 

0.118 

634.71 

Over Exploited 



0.08 

0.00 

695.28 

0.01 

- 

0.01 

0.01 

0.11 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.016 

0.001 

0.015 

0.081 

532.96 

Over Exploited 

Dagarwara 

0812001101599200 

0.09 

0.00 

########## 

0.00 

0.24 

0.24 

0.00 

0.00 

0.00 

- 

- 

- 

0.364 

0.364 

0.364 

0.606 

0.030 

0.576 

0.000 

0.06 

Safe 

Dagota 

0812001101592900 

0.09 

0.22 

201,628.24 

0.17 

- 

0.17 

0.03 

0.25 

0.03 

0.0100 

- 

- 

- 

0.010 

0.035 

0.210 

0.010 

0.199 

0.137 

68.89 

Safe 



0.08 

0.09 

435,086.87 

0.07 

- 

0.07 

0.02 

0.18 

0.01 

- 

- 

- 

- 

- 

0.010 

0.084 

0.004 

0.079 

0.085 

106.55 

Over Exploited 

Darolai 

0812001101588900 

0.08 

0.00 

187.54 

0.00 

- 

0.00 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.005 

0.039 

765.20 

Over Exploited 

Galawas 

0812000201466200 

0.05 

0.01 

64,154.87 

0.01 

- 

0.01 

0.02 

0.21 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.025 

0.001 

0.024 

0.135 

566.46 

Over Exploited 

Goojron Ka Guwara 

0806000900889200 

0.10 

0.01 

16,355.83 

0.01 

- 

0.01 

0.03 

0.29 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.022 

0.001 

0.021 

0.095 

460.66 

Over Exploited 

Guwara 

0812001101598600 

0.09 

0.02 

(0.53) 

0.02 

- 

0.02 

0.03 

0.31 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.034 

0.002 

0.033 

0.078 

240.70 

Over Exploited 



0.08 

0.00 

251.52 

0.00 

- 

0.00 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.021 

588.27 

Over Exploited 

Guwara Dulawa 

0806000900893900 

0.10 

0.00 

6,741.10 

0.00 

- 

0.00 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.005 

0.008 

162.42 

Over Exploited 

Hameerpur 

0806000900890400 

0.10 

0.14 

15.45 

0.16 

0.01 

0.17 

0.03 

0.29 

0.02 

0.0200 

- 

- 

- 

0.020 

0.037 

0.209 

0.010 

0.198 

0.242 

122.10 

Over Exploited 



0.08 

0.17 

584,008.79 

0.20 

0.01 

0.21 

0.04 

0.35 

0.02 

0.0300 

- 

- 

- 

0.030 

0.050 

0.256 

0.013 

0.243 

0.290 

119.21 

Over Exploited 

Heengawala 

0812001101593200 

0.09 

0.12 

(64.93) 

0.10 

0.00 

0.10 

0.06 

0.64 

0.01 

0.0100 

- 

- 

0.001 

0.012 

0.025 

0.123 

0.006 

0.117 

0.122 

104.22 

Over Exploited 



0.08 

0.00 

8,826.90 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jagannathpura 

0806000900890900 

0.10 

0.13 

103,737.60 

0.14 

- 

0.14 

0.04 

0.40 

0.02 

0.0100 

- 

- 

- 

0.010 

0.026 

0.169 

0.008 

0.161 

0.116 

71.96 

Semi Critical 



0.08 

0.01 

312.77 

0.01 

- 

0.01 

0.01 

0.13 

0.00 

- 

- 

- 

- 

- 

0.001 

0.016 

0.001 

0.015 

0.036 

244.35 

Over Exploited 

Jaitpur Goojran 

0806000900890500 

0.10 

0.27 

(94.28) 

0.21 

- 

0.21 

0.06 

0.59 

0.03 

0.0100 

- 

- 

- 

0.010 

0.041 

0.255 

0.013 

0.242 

0.078 

32.30 

Safe 

Jhiri 

0806000900888900 

0.10 

0.24 

267,769.13 

0.29 

0.02 

0.31 

0.04 

0.35 

0.03 

0.0500 

- 

- 

- 

0.050 

0.081 

0.393 

0.020 

0.373 

0.531 

142.27 

Over Exploited 



0.08 

0.00 

2,071.11 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.046 

1,997.88 

Over Exploited 

Jodhoola 

0812000201466000 

0.05 

0.00 

532.97 

0.00 

- 

0.00 

0.02 

0.14 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.012 

0.088 

744.44 

Over Exploited 

Jodhoola Upala 

0812000201466100 

0.05 

0.01 

5,485.35 

0.01 

0.01 

0.02 

0.04 

0.35 

0.00 

0.0400 

- 

- 

- 

0.040 

0.041 

0.062 

0.003 

0.059 

0.285 

483.12 

Over Exploited 

Kaler 

0806000900890700 

0.10 

0.69 

(488.58) 

0.55 

0.01 

0.56 

0.06 

0.59 

0.08 

0.0200 

- 

- 

- 

0.020 

0.100 

0.662 

0.033 

0.629 

0.261 

41.44 

Safe 

Kali Barkhari 

0812001101592600 

0.08 

0.07 

(84.46) 

0.06 

0.00 

0.06 

0.07 

0.65 

0.01 

- 

- 

- 

0.001 

0.001 

0.009 

0.068 

0.003 

0.065 

0.032 

49.09 

Safe 

Kanikhor 

0812001101592300 

0.09 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.001 

0.006 

0.014 

230.76 

Over Exploited 

Kela Ka Bas 

0812001101585300 

0.08 

0.00 

18,425.61 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kilatpuri 

0812001101593300 

0.09 

0.12 

(69.96) 

0.09 

- 

0.09 

0.06 

0.57 

0.01 

0.0100 

- 

- 

- 

0.010 

0.023 

0.117 

0.006 

0.111 

0.145 

130.03 

Over Exploited 



0.08 

0.00 

25.94 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.006 

1,437.29 

Over Exploited 

Kooda 

0812001101589200 

0.08 

0.00 

258.61 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Lalpura 

0806000900889300 

0.10 

0.14 

51,467.42 

0.15 

0.02 

0.17 

0.06 

0.53 

0.02 

0.0500 

- 

- 

- 

0.050 

0.067 

0.241 

0.012 

0.229 

0.441 

192.68 

Over Exploited 

Lothawas 

0806000900890000 

0.10 

0.00 

13,350.80 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.004 

0.039 

884.72 

Over Exploited 

Madhogarh 

0806000900889600 

0.10 

0.22 

24,401.40 

0.18 

0.01 

0.19 

0.05 

0.48 

0.03 

0.0300 

- 

- 

- 

0.030 

0.057 

0.242 

0.012 

0.230 

0.298 

129.21 

Over Exploited 

Manhagi 

0812001101589100 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.005 

56,156.42 

Over Exploited 

Nabhawala 

0812001101598900 

0.09 

0.01 

(334.09) 

0.01 

0.05 

0.06 

0.01 

0.13 

0.00 

0.0100 

- 

- 

0.074 

0.084 

0.085 

0.142 

0.007 

0.135 

0.055 

40.49 

Safe 



0.08 

0.00 

########## 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

0.005 

0.005 

0.005 

0.008 

0.000 

0.007 

0.000 

0.02 

Safe 

Nagel 

0806000900889700 

0.10 

0.03 

(69.96) 

0.02 

- 

0.02 

0.03 

0.24 

0.00 

- 

- 

- 

- 

- 

0.003 

0.027 

0.001 

0.025 

0.014 

57.41 

Safe 

Nangal Bani 

0806000900884900 

0.10 

0.00 

20,688.84 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Narhat 

0806000900886900 

0.10 

0.24 

41,874.85 

0.20 

0.01 

0.21 

0.05 

0.48 

0.03 

0.0300 

- 

- 

- 

0.030 

0.060 

0.270 

0.013 

0.256 

0.300 

116.90 

Over Exploited 

Neemla 

0812001101593100 

0.09 

0.11 

(58.08) 

0.09 

0.00 

0.09 

0.07 

0.64 

0.01 

0.0100 

- 

- 

0.000 

0.010 

0.023 

0.114 

0.006 

0.108 

0.139 

128.71 

Over Exploited 

Nitata 

0806000900890600 

0.08 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.002 

0.015 

0.002 

0.014 

0.043 

310.16 

Over Exploited 



0.10 

0.28 

- 

0.28 

- 

0.28 

0.04 

0.42 

0.03 

0.0100 

- 

- 

- 

0.010 

0.042 

0.317 

0.032 

0.286 

0.119 

41.82 

Safe 

Pachpadi 

0806000900889500 

0.10 

0.06 

58,477.39 

0.05 

- 

0.05 

0.05 

0.43 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.071 

0.004 

0.068 

0.134 

198.09 

Over Exploited 

Padak Chhapli 

0806000900887000 

0.10 

0.13 

135,139.55 

0.13 

0.01 

0.14 

0.06 

0.52 

0.02 

0.0200 

- 

- 

- 

0.020 

0.037 

0.179 

0.009 

0.170 

0.222 

131.04 

Over Exploited 

Piplai 

0806000900891000 

0.10 

0.00 

34,692.65 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Pratapgarh 

0806000900889100 

0.10 

0.17 

8,311.14 

0.21 

0.02 

0.23 

0.06 

0.53 

0.02 

0.0700 

- 

- 

- 

0.070 

0.091 

0.321 

0.016 

0.305 

0.628 

206.28 

Over Exploited 



0.08 

0.00 

4,854.03 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.027 

8,182.81 

Over Exploited 

Ramyanwala 

0812001101598800 

0.09 

0.21 

113,739.35 

0.17 

0.01 

0.18 

0.04 

0.43 

0.02 

0.0300 

- 

- 

- 

0.030 

0.054 

0.230 

0.012 

0.219 

0.290 

132.60 

Over Exploited 



0.08 

0.00 

30,221.27 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rasawala 

0812001101592400 

0.09 

0.08 

- 

0.08 

- 

0.08 

0.05 

0.45 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.100 

0.010 

0.090 

0.085 

93.59 

Critical 

Rayanwala 

0812001101593500 

0.09 

0.06 

(88.46) 

0.05 

- 

0.05 

0.02 

0.23 

0.01 

- 

- 

- 

- 

- 

0.007 

0.053 

0.003 

0.050 

0.052 

102.76 

Over Exploited 



0.08 

0.00 

(90.97) 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.007 

760.79 

Over Exploited 

Rundh Agar 

0806000900886500 

0.10 

0.00 

3,631.87 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.013 

1,028.02 

Over Exploited 

Rundh Ajabgarh 

0806000900893800 

0.10 

0.00 

622.13 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rundh Hameerpur 

0806000900890300 

0.10 

0.10 

(46.35) 

0.08 

0.00 

0.08 

0.06 

0.52 

0.01 

- 

- 

- 

0.004 

0.004 

0.016 

0.095 

0.005 

0.090 

0.034 

37.43 

Safe 



0.08 

0.00 

137.15 

0.01 

0.00 

0.01 

0.01 

0.13 

0.00 

- 

- 

- 

0.000 

- 

0.001 

0.007 

0.000 

0.006 

0.008 

136.77 

Over Exploited 

Rundh Jhiri 

0806000900887500 

0.10 

0.02 

240,654.27 

0.03 

- 

0.03 

0.02 

0.22 

0.00 

- 

- 

- 

- 

- 

0.003 

0.033 

0.002 

0.031 

0.036 

115.85 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Rundh Lalpura 

080600090088990C 

1.374 

Fresh 

Non-command 

Non-command 

Quartzite 

1.025 

1.48 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.005 

0.44 

0.62 


Rundh Lothawas 

0806000900890100 

0.633 

Fresh 

Non-command 

Non-command 

Quartzite 

0.407 

1.13 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.002 

0.38 

0.54 


Rundh Pachpadi 

0806000900889400 

0.570 

Fresh 

Non-command 

Non-command 

Quartzite 

0.485 

1.38 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.002 

0.50 

0.70 


Rundh Pratapgarh 

0806000900890200 

0.863 

Fresh 

Non-command 

Non-command 

Quartzite 

0.560 

2.22 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.003 

0.39 

0.53 







Non-command 

Slate 

0.078 

2.22 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.05 

0.07 


Samra 

0806000900890800 

16.370 

Fresh 

Non-command 

Non-command 

Quartzite 

12.898 

1.00 

0.020 

0.12 

0.01 

0.00 

0.00 

0.00 

0.37 

0.27 

0.40 

0.062 

0.46 

0.63 


Satana 

0812000201465900 

9.049 

Fresh 

Non-command 

Non-command 

Quartzite 

0.285 

-0.10 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.02 

0.02 


Shekhawala 

0812001101599000 

4.916 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.334 

0.66 

0.020 

0.02 

0.00 

0.00 

0.00 

0.10 

-0.05 

-0.04 

0.05 

0.012 

0.27 

0.37 


Shri Ramgopalpura 

0812001101593000 

4.573 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.355 

0.42 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.12 

0.022 

0.55 

0.76 


Singhpuri 

0812001101593400 

2.251 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.730 

0.37 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.004 

0.19 

0.28 







Non-command 

Quartzite 

1.489 

0.37 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.007 

0.38 

0.56 


Srinagar 

0812001101598700 

2.916 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.913 

0.72 

0.020 

0.07 

0.01 

0.00 

0.00 

0.02 

0.09 

0.06 

0.25 

0.014 

0.57 

0.81 


Talva 

0812000201468400 

17.524 

Fresh 

Non-command 

Non-command 

Quartzite 

0.128 

1.04 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 


Thali 

0812001101598500 

11.334 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.400 

0.71 

0.020 

0.01 

0.00 

0.00 

0.00 

0.02 

-0.01 

0.00 

0.02 

0.002 

0.02 

0.03 


Toda 

0806000900887200 

4.072 

Fresh 

Non-command 

Non-command 

Quartzite 

1.004 

2.51 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.09 

0.005 

0.15 

0.20 







Non-command 

Slate 

1.919 

2.51 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.13 

0.10 

0.16 

0.009 

0.29 

0.38 


Todalari 

0812001101585200 

7.297 

Fresh 

Non-command 

Non-command 

Quartzite 

0.052 

0.51 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 

03001002 

Anantpura 

0812001101589300 

1.470 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.714 

-0.11 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.28 

0.44 







Non-command 

Quartzite 

0.756 

-0.11 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.004 

0.29 

0.47 


Andhi 

0812001101598100 

15.350 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.575 

0.56 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.02 

0.003 

0.02 

0.03 






Kharad 

Command 

Phyllite & Schist 

4.520 

0.56 

0.020 

0.05 

0.01 

0.00 

0.00 

0.01 

0.08 

0.05 

0.17 

0.023 

0.17 

0.27 


Bahlor 

0812001101587100 

8.922 

Fresh 

Non-command 

Non-command 

Quartzite 

8.390 

0.00 

0.020 

0.24 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.91 

0.042 

0.54 

0.83 


Bamanwati 

0812001101594200 

6.719 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.588 

0.19 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.06 

0.04 

0.18 

0.028 

0.47 

0.78 







Non-command 

Quartzite 

0.012 

0.19 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhagwan Pura 

0812001101597900 

4.562 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.349 

0.65 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.04 

0.07 


Bhatt Ka Was 

0812001101588400 

1.971 

Fresh 

Non-command 

Non-command 

Quartzite 

1.945 

-0.02 

0.020 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.010 

0.56 

0.90 


Bhawni 

0812001101594000 

3.292 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.941 

0.13 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.07 

0.005 

0.16 

0.27 






Kharad 

Command 

Phyllite & Schist 

2.173 

0.13 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.04 

0.02 

0.15 

0.011 

0.38 

0.62 


Bhawni Khurd 

0812001101593900 

0.747 

Fresh 

Kharad 

Command 

Phyllite & Schist 

0.747 

0.30 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.09 

0.06 

0.40 

0.004 

0.57 

0.94 


Bhimawas 

0812001101594500 

4.362 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.195 

0.45 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.001 

0.03 

0.04 







Non-command 

Quartzite 

0.293 

0.45 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.001 

0.04 

0.06 


Boroda 

0811000401390100 

4.219 

Fresh 

Non-command 

Non-command 

Quartzite 

0.162 

0.54 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

-0.01 

0.01 

0.001 

0.02 

0.03 






Sainthal Sagar 

Command 

Quartzite 

0.001 

0.54 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

-0.01 

0.00 

0.000 

0.00 

0.00 


Chaha Ka Bas 

0806000900889800 

3.783 

Fresh 

Non-command 

Non-command 

Quartzite 

0.033 

1.31 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Chainpura 

0812001101588800 

4.911 

Fresh 

Non-command 

Non-command 

Quartzite 

2.205 

0.17 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.07 

0.04 

0.25 

0.011 

0.26 

0.40 


Chainpurabas Dedwari 

0812001101589900 

3.315 

Fresh 

Non-command 

Non-command 

Quartzite 

0.197 

0.12 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.03 

0.06 


Chak Dantli 

0812001101593800 

1.215 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.001 

0.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Kharad 

Command 

Phyllite & Schist 

1.215 

0.25 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.006 

0.57 

0.93 


Chatarpura 

0812001101599100 

2.028 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.740 

0.73 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.04 

0.03 

0.10 

0.009 

0.49 

0.71 


Chilpali 

0812001101585400 

3.730 

Fresh 

Non-command 

Non-command 

Quartzite 

3.441 

0.18 

0.020 

0.19 

0.03 

0.00 

0.00 

0.00 

0.17 

0.12 

0.75 

0.017 

0.53 

0.79 


Dagarwara 

0812001101599200 

14.075 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.898 

0.65 

0.020 

0.16 

0.02 

0.00 

0.00 

0.24 

0.04 

0.03 

0.56 

0.054 

0.44 

0.62 







Non-command 

Quartzite 

0.050 

0.65 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Kharad 

Command 

Phyllite & Schist 

2.828 

0.65 

0.020 

0.04 

0.01 

0.00 

0.00 

0.24 

-0.18 

-0.13 

0.15 

0.014 

0.11 

0.16 


Dantala Gujran 

0812001101587300 

6.078 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.003 

-0.06 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dantala Meena 

0812001101588000 

2.973 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.123 

-0.05 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.02 

0.04 







Non-command 

Quartzite 

0.287 

-0.05 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.001 

0.05 

0.09 


Dantli 

0812001101592100 

3.759 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.874 

-0.11 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.014 

0.44 

0.71 







Non-command 

Quartzite 

0.125 

-0.11 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.03 


Darolai 

0812001101588900 

4.049 

Fresh 

Non-command 

Non-command 

Quartzite 

1.836 

0.61 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.12 

0.009 

0.26 

0.39 


Devitala 

0812001101588700 

2.181 

Fresh 

Non-command 

Non-command 

Quartzite 

1.801 

0.06 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.05 

0.03 

0.24 

0.009 

0.47 

0.75 


Dheerawas 

0812001101586900 

4.112 

Fresh 

Non-command 

Non-command 

Quartzite 

0.133 

0.06 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.03 


Dhekla 

0812001101587200 

3.000 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.266 

-0.08 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.001 

0.05 

0.08 







Non-command 

Quartzite 

0.302 

-0.08 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.002 

0.06 

0.09 


Dhoret @ Harrampura 

0812001101594400 

9.623 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.242 

0.59 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.05 

0.011 

0.13 

0.22 


Doonga Ka Bas 

0812001101585500 

3.290 

Fresh 

Non-command 

Non-command 

Quartzite 

1.016 

0.23 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.10 

0.005 

0.18 

0.26 


Gopinathpura 

0812001101589400 

1.837 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.759 

-0.05 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.004 

0.24 

0.37 







Non-command 

Quartzite 

0.822 

-0.05 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.004 

0.26 

0.40 


Gurha Harooka 

0812001101589500 

2.780 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.566 

-0.06 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.013 

0.53 

0.85 







Non-command 

Quartzite 

0.002 

-0.06 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Guwara 

0812001101598600 

1.833 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.613 

0.72 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.06 

0.003 

0.19 

0.29 







Non-command 

Quartzite 

0.001 

0.72 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jagatsar @ Riksha 

0812001101598400 

1.266 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.207 

0.71 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.13 

0.006 

0.54 

0.83 






Kharad 

Command 

Phyllite & Schist 

0.059 

0.71 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.03 

0.04 


Jaisinghpura Was Bahlo 

0812001101587000 

1.860 

Fresh 

Non-command 

Non-command 

Quartzite 

1.502 

0.15 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.11 

0.007 

0.46 

0.70 


Jodhrala 

0812001101588500 

1.894 

Fresh 

Non-command 

Non-command 

Quartzite 

1.839 

0.05 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.04 

0.03 

0.19 

0.009 

0.55 

0.89 


Kanikhor 

0812001101592300 

11.328 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.168 

-0.26 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.041 

0.41 

0.66 


Kela Ka Bas 

0812001101585300 

3.837 

Fresh 

Non-command 

Non-command 

Quartzite 

3.401 

0.38 

0.020 

0.15 

0.02 

0.00 

0.00 

0.00 

0.16 

0.11 

0.57 

0.017 

0.51 

0.75 


Kharad 

0812001101594100 

1.470 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.434 

0.10 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.07 

0.002 

0.17 

0.28 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Rundh Lalpura 

0806000900889900 

0.10 

0.04 

58,622.66 

0.04 

- 

0.04 

0.05 

0.49 

0.01 

- 

- 

- 

- 

- 

0.005 

0.041 

0.002 

0.039 

0.011 

28.10 

Safe 

Rundh Lothawas 

0806000900890100 

0.10 

0.02 

(13.08) 

0.01 

- 

0.01 

0.04 

0.42 

0.00 

- 

- 

- 

- 

- 

0.002 

0.015 

0.001 

0.014 

0.026 

180.83 

Over Exploited 

Rundh Pachpadi 

0806000900889400 

0.10 

0.02 

(31.19) 

0.02 

- 

0.02 

0.06 

0.56 

0.00 

- 

- 

- 

- 

- 

0.003 

0.022 

0.001 

0.021 

0.020 

95.80 

Critical 

Rundh Pratapgarh 

0806000900890200 

0.10 

0.02 

17.59 

0.03 

- 

0.03 

0.05 

0.43 

0.00 

- 

- 

- 

- 

- 

0.003 

0.028 

0.001 

0.027 

0.027 

100.29 

Over Exploited 



0.08 

0.00 

638.33 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Samra 

0806000900890800 

0.10 

0.56 

168,221.43 

0.44 

0.01 

0.45 

0.06 

0.52 

0.07 

0.0400 

- 

- 

- 

0.040 

0.106 

0.560 

0.028 

0.532 

0.460 

86.45 

Semi Critical 

Satana 

0812000201465900 

0.05 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.009 

3,055.63 

Over Exploited 

Shekhawala 

0812001101599000 

0.09 

0.06 

(165.70) 

0.05 

0.10 

0.15 

0.03 

0.30 

0.01 

0.0100 

- 

- 

0.152 

0.163 

0.169 

0.316 

0.016 

0.301 

0.065 

21.50 

Safe 

Shri Ramgopalpura 

0812001101593000 

0.09 

0.21 

(74.52) 

0.17 

- 

0.17 

0.06 

0.61 

0.02 

0.0100 

- 

- 

- 

0.010 

0.034 

0.206 

0.010 

0.196 

0.142 

72.34 

Semi Critical 

Singhpuri 

0812001101593400 

0.09 

0.01 

(70.51) 

0.01 

- 

0.01 

0.02 

0.21 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.011 

0.016 

147.54 

Over Exploited 



0.08 

0.05 

(68.54) 

0.04 

- 

0.04 

0.04 

0.42 

0.01 

- 

- 

- 

- 

- 

0.005 

0.041 

0.002 

0.039 

0.026 

67.41 

Safe 

Srinagar 

0812001101598700 

0.09 

0.15 

(60.13) 

0.12 

0.03 

0.15 

0.06 

0.64 

0.02 

0.0300 

- 

- 

0.026 

0.056 

0.073 

0.220 

0.011 

0.209 

0.267 

128.23 

Over Exploited 

Talva 

0812000201468400 

0.05 

0.00 

147,717.68 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Thali 

0812001101598500 

0.09 

0.00 

(678.64) 

0.00 

0.02 

0.02 

0.00 

0.02 

0.00 

- 

- 

- 

0.033 

0.033 

0.033 

0.056 

0.003 

0.053 

0.020 

37.68 

Safe 

Toda 

0806000900887200 

0.10 

0.01 

422,959.63 

0.02 

- 

0.02 

0.02 

0.17 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.029 

0.001 

0.028 

0.094 

337.96 

Over Exploited 



0.08 

0.04 

39,261.35 

0.05 

0.01 

0.06 

0.04 

0.32 

0.01 

0.0200 

- 

- 

- 

0.020 

0.026 

0.088 

0.004 

0.084 

0.172 

205.91 

Over Exploited 

Todalari 

0812001101585200 

0.08 

0.00 

8,725.46 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Anantpura 

0812001101589300 

0.09 

0.02 

- 

0.02 

0.00 

0.02 

0.03 

0.31 

0.00 

- 

- 

- 

0.005 

0.005 

0.007 

0.028 

0.003 

0.025 

0.004 

14.01 

Safe 



0.08 

0.02 

- 

0.02 

- 

0.02 

0.03 

0.33 

0.00 

- 

- 

- 

- 

- 

0.002 

0.020 

0.002 

0.018 

0.016 

88.50 

Semi Critical 

Andhi 

0812001101598100 

0.09 

0.00 

225.31 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

0.016 

0.016 

0.016 

0.028 

0.001 

0.027 

0.023 

86.17 

Semi Critical 



0.09 

0.07 

(28.02) 

0.05 

0.02 

0.08 

0.02 

0.19 

0.01 

0.0200 

0.0008 

0.0013 

0.016 

0.038 

0.046 

0.121 

0.006 

0.115 

0.197 

170.93 

Over Exploited 

Bahlor 

0812001101587100 

0.08 

0.36 

- 

0.36 

0.01 

0.37 

0.06 

0.60 

0.04 

0.0300 

- 

- 

- 

0.030 

0.072 

0.443 

0.044 

0.398 

0.956 

239.99 

Over Exploited 

Bamanwati 

0812001101594200 

0.09 

0.24 

1,150.02 

0.19 

0.01 

0.20 

0.05 

0.53 

0.03 

0.0200 

- 

- 

- 

0.020 

0.047 

0.246 

0.012 

0.233 

0.207 

88.63 

Semi Critical 



0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhagwan Pura 

0812001101597900 

0.09 

0.00 

96.89 

0.00 

- 

0.00 

0.00 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.010 

569.00 

Over Exploited 

Bhatt Ka Was 

0812001101588400 

0.08 

0.09 

- 

0.09 

- 

0.09 

0.06 

0.63 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.108 

0.011 

0.097 

0.307 

316.60 

Over Exploited 

Bhawni 

0812001101594000 

0.09 

0.01 

(101.17) 

0.01 

- 

0.01 

0.02 

0.18 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.025 

0.001 

0.024 

0.072 

299.87 

Over Exploited 



0.09 

0.07 

(70.57) 

0.06 

0.01 

0.07 

0.04 

0.42 

0.01 

0.0200 

0.0004 

0.0006 

- 

0.021 

0.029 

0.098 

0.005 

0.093 

0.162 

173.19 

Over Exploited 

Bhawni Khurd 

0812001101593900 

0.09 

0.04 

49.81 

0.05 

0.01 

0.06 

0.06 

0.64 

0.00 

0.0400 

0.0001 

0.0002 

- 

0.040 

0.045 

0.101 

0.005 

0.096 

0.399 

416.72 

Over Exploited 

Bhimawas 

0812001101594500 

0.09 

0.00 

1,478.32 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.036 

6,408.78 

Over Exploited 



0.08 

0.00 

743.19 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.042 

3,775.38 

Over Exploited 

Boroda 

0811000401390100 

0.06 

0.00 

(3,133.64) 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

0.015 

0.015 

0.015 

0.025 

0.001 

0.023 

0.008 

34.24 

Safe 



0.06 

0.00 

########## 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

0.015 

0.015 

0.015 

0.024 

0.001 

0.023 

0.000 

0.03 

Safe 

Chaha Ka Bas 

0806000900889800 

0.10 

0.00 

3,394.17 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chainpura 

0812001101588800 

0.08 

0.03 

10,308.23 

0.04 

0.01 

0.05 

0.03 

0.29 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.069 

0.003 

0.065 

0.258 

394.46 

Over Exploited 

Chainpurabas Dedwari 

0812001101589900 

0.08 

0.00 

(44.05) 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.008 

1,714.90 

Over Exploited 

Chak Dantli 

0812001101593800 

0.09 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.09 

0.06 

(84.13) 

0.05 

- 

0.05 

0.06 

0.64 

0.01 

- 

0.0002 

0.0003 

- 

0.001 

0.008 

0.058 

0.003 

0.055 

0.031 

56.76 

Safe 

Chatarpura 

0812001101599100 

0.09 

0.08 

(61.84) 

0.06 

0.01 

0.07 

0.06 

0.55 

0.01 

0.0100 

- 

- 

0.019 

0.029 

0.038 

0.112 

0.006 

0.106 

0.111 

104.05 

Over Exploited 

Chilpali 

0812001101585400 

0.08 

0.14 

(320.34) 

0.12 

0.03 

0.15 

0.06 

0.59 

0.02 

0.0800 

- 

- 

- 

0.080 

0.097 

0.243 

0.012 

0.231 

0.766 

332.34 

Over Exploited 

Dagarwara 

0812001101599200 

0.09 

0.43 

(93.62) 

0.35 

0.26 

0.61 

0.05 

0.49 

0.05 

0.0600 

- 

- 

0.364 

0.424 

0.473 

1.083 

0.054 

1.029 

0.617 

60.00 

Safe 



0.08 

0.00 

(16,135.98) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

0.004 

0.004 

0.004 

0.006 

0.000 

0.006 

0.000 

4.23 

Safe 



0.09 

0.03 

(527.28) 

0.02 

0.25 

0.28 

0.01 

0.13 

0.00 

0.0200 

0.0005 

0.0008 

0.364 

0.385 

0.388 

0.664 

0.033 

0.631 

0.159 

25.21 

Safe 

Dantala Gujran 

0812001101587300 

0.09 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dantala Meena 

0812001101588000 

0.09 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.021 

7,866.20 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.052 

4,145.54 

Over Exploited 

Dantli 

0812001101592100 

0.09 

0.11 

- 

0.11 

0.01 

0.12 

0.05 

0.49 

0.01 

0.0300 

- 

- 

- 

0.030 

0.042 

0.159 

0.016 

0.143 

0.266 

185.66 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.008 

3,979.58 

Over Exploited 

Darolai 

0812001101588900 

0.08 

0.04 

4,422.55 

0.04 

- 

0.04 

0.03 

0.29 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.049 

0.002 

0.047 

0.129 

275.10 

Over Exploited 

Devitala 

0812001101588700 

0.08 

0.07 

(151.30) 

0.05 

0.01 

0.06 

0.05 

0.53 

0.01 

0.0300 

- 

- 

- 

0.030 

0.038 

0.102 

0.005 

0.097 

0.246 

253.89 

Over Exploited 

Dheerawas 

0812001101586900 

0.08 

0.00 

(385.86) 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.008 

6,905.77 

Over Exploited 

Dhekla 

0812001101587200 

0.09 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.035 

3,039.08 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.031 

2,362.26 

Over Exploited 

Dhoret @ Harrampura 

0812001101594400 

0.09 

0.03 

3.83 

0.03 

- 

0.03 

0.02 

0.15 

0.00 

- 

- 

- 

- 

- 

0.003 

0.031 

0.002 

0.029 

0.061 

208.02 

Over Exploited 

Doonga Ka Bas 

0812001101585500 

0.08 

0.01 

(1.67) 

0.01 

0.01 

0.03 

0.02 

0.20 

0.00 

0.0100 

- 

- 

0.021 

0.031 

0.033 

0.061 

0.003 

0.058 

0.101 

174.73 

Over Exploited 

Gopinathpura 

0812001101589400 

0.09 

0.02 

- 

0.02 

- 

0.02 

0.03 

0.26 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.028 

0.003 

0.025 

0.090 

356.47 

Over Exploited 



0.08 

0.02 

- 

0.02 

- 

0.02 

0.03 

0.28 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.029 

0.003 

0.026 

0.085 

329.06 

Over Exploited 

Gurha Harooka 

0812001101589500 

0.09 

0.12 

- 

0.12 

- 

0.12 

0.06 

0.59 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.145 

0.015 

0.131 

0.137 

104.57 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Guwara 

0812001101598600 

0.09 

0.01 

82.20 

0.01 

- 

0.01 

0.02 

0.21 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.024 

0.001 

0.023 

0.059 

260.72 

Over Exploited 



0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jagatsar @ Riksha 

0812001101598400 

0.09 

0.06 

(49.19) 

0.05 

0.00 

0.05 

0.06 

0.61 

0.01 

0.0100 

- 

- 

0.002 

0.012 

0.019 

0.068 

0.003 

0.064 

0.131 

203.50 

Over Exploited 



0.09 

0.00 

(449.22) 

0.00 

0.00 

0.00 

0.00 

0.03 

0.00 

- 

0.0000 

0.0000 

0.002 

0.002 

0.002 

0.004 

0.000 

0.004 

0.006 

166.68 

Over Exploited 

Jaisinghpura Was Bahlo 

0812001101587000 

0.08 

0.05 

(556.81) 

0.04 

- 

0.04 

0.05 

0.52 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.058 

0.003 

0.055 

0.120 

217.92 

Over Exploited 

Jodhrala 

0812001101588500 

0.08 

0.08 

(67.98) 

0.07 

0.01 

0.08 

0.06 

0.62 

0.01 

0.0200 

- 

- 

- 

0.020 

0.029 

0.105 

0.005 

0.099 

0.201 

202.58 

Over Exploited 

Kanikhor 

0812001101592300 

0.09 

0.29 

- 

0.29 

- 

0.29 

0.05 

0.46 

0.03 

0.0100 

- 

- 

- 

0.010 

0.043 

0.336 

0.034 

0.302 

0.108 

35.64 

Safe 

Kela Ka Bas 

0812001101585300 

0.08 

0.14 

5,759.17 

0.11 

0.02 

0.13 

0.06 

0.57 

0.02 

0.0600 

- 

- 

- 

0.060 

0.076 

0.207 

0.010 

0.196 

0.584 

297.45 

Over Exploited 

Kharad 

0812001101594100 

0.09 

0.01 

93.22 

0.01 

- 

0.01 

0.02 

0.19 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.019 

0.001 

0.018 

0.069 

390.68 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 






Kharad 

Command 

Phyllite & Schist 

0.871 

0.10 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.13 

0.004 

0.34 

0.56 


Kooda 

0812001101589200 

12.813 

Fresh 

Non-command 

Non-command 

Quartzite 

8.507 

0.14 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.13 

0.042 

0.38 

0.59 


Kushalpura 

0812001101589000 

4.447 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.141 

0.02 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.03 

0.02 

0.15 

0.006 

0.15 

0.23 







Non-command 

Quartzite 

1.647 

0.02 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.03 

0.02 

0.17 

0.008 

0.21 

0.34 


Lothawas 

0806000900890000 

8.994 

Fresh 

Non-command 

Non-command 

Quartzite 

4.652 

0.85 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.13 

0.022 

0.30 

0.44 


Lunetha 

0812001101588300 

4.031 

Fresh 

Non-command 

Non-command 

Quartzite 

2.881 

0.02 

0.020 

0.12 

0.01 

0.00 

0.00 

0.00 

0.11 

0.07 

0.45 

0.014 

0.41 

0.64 


Madhogarh 

0806000900889600 

7.762 

Fresh 

Non-command 

Non-command 

Quartzite 

1.235 

0.97 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.06 

0.006 

0.09 

0.13 


Maliwas 

0812001101588100 

1.378 

Fresh 

Non-command 

Non-command 

Quartzite 

0.009 

-0.03 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Manhagi 

0812001101589100 

4.128 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.001 

-0.09 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

2.109 

-0.09 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.010 

0.29 

0.46 


Manhagor 

0812001101592000 

1.432 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.309 

0.08 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.09 

0.007 

0.52 

0.86 







Non-command 

Quartzite 

0.080 

0.08 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.03 

0.05 


Mathasoola 

0812001101588200 

12.130 

Fresh 

Non-command 

Non-command 

Quartzite 

9.047 

0.02 

0.020 

0.25 

0.01 

0.00 

0.00 

0.00 

0.24 

0.15 

0.94 

0.045 

0.43 

0.69 


Nagel 

0806000900889700 

3.609 

Fresh 

Non-command 

Non-command 

Quartzite 

0.532 

0.48 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.003 

0.09 

0.13 


Nangal Tejsingh 

0812001101589600 

2.149 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.423 

0.05 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.03 

0.02 

0.17 

0.007 

0.38 

0.62 







Non-command 

Quartzite 

0.726 

0.05 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.07 

0.004 

0.19 

0.32 


Nitata 

0806000900890600 

11.094 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.918 

-0.05 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.004 

0.05 

0.07 







Non-command 

Quartzite 

0.165 

-0.05 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Pachpadi 

0806000900889500 

2.461 

Fresh 

Non-command 

Non-command 

Quartzite 

0.002 

1.45 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Patalwas 

0812001101593700 

4.133 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.592 

0.10 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.07 

0.008 

0.22 

0.36 






Kharad 

Command 

Phyllite & Schist 

2.298 

0.10 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.12 

0.011 

0.32 

0.52 


Pawta 

0812001101592200 

1.751 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.515 

-0.04 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.008 

0.49 

0.81 






Kharad 

Command 

Phyllite & Schist 

0.014 

-0.04 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Phootolao 

0812001101598200 

4.780 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.060 

0.61 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Kharad 

Command 

Phyllite & Schist 

2.882 

0.61 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.07 

0.05 

0.17 

0.014 

0.34 

0.54 


Raisar 

0812001101588600 

9.954 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.080 

0.07 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.01 







Non-command 

Quartzite 

7.159 

0.07 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.10 

0.06 

0.37 

0.036 

0.41 

0.66 


Ramjipura 

0812001101599300 

1.524 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.184 

0.55 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.07 

0.09 


Rampura @ Maharajpura 

0811000401390000 

6.889 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.855 

0.53 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.005 

0.07 

0.09 







Non-command 

Quartzite 

0.412 

0.53 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.003 

0.03 

0.04 


Rampura Bas Samred 

0812001101589700 

2.115 

Fresh 

Non-command 

Non-command 

Quartzite 

0.237 

0.13 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.06 

0.11 


Rampurawas Thali 

0812001101598300 

2.012 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.659 

0.68 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.08 

0.008 

0.47 

0.74 






Kharad 

Command 

Phyllite & Schist 

0.353 

0.68 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.10 

0.16 


Rasawala 

0812001101592400 

3.288 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.372 

-0.41 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.06 

0.10 


Rayanwala 

0812001101593500 

8.898 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.666 

0.01 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.008 

0.11 

0.16 







Non-command 

Quartzite 

3.186 

0.01 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.016 

0.20 

0.32 


Saipur 

0812001101598000 

5.237 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.160 

0.52 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.006 

0.13 

0.21 






Kharad 

Command 

Phyllite & Schist 

2.165 

0.52 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.08 

0.011 

0.24 

0.39 


Samor 

0812001101599400 

3.643 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.904 

0.57 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.10 

0.004 

0.14 

0.21 


Samred Kalan 

0812001101591900 

9.146 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.494 

0.27 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.07 

0.002 

0.03 

0.05 







Non-command 

Quartzite 

0.596 

0.27 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.07 

0.003 

0.04 

0.06 


Sankotra 

0812001101593600 

9.626 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.757 

0.37 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.14 

0.09 

0.32 

0.044 

0.52 

0.83 







Non-command 

Quartzite 

0.093 

0.37 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Kharad 

Command 

Phyllite & Schist 

0.631 

0.37 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.003 

0.04 

0.06 


Shekhawala 

0812001101599000 

4.916 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.383 

0.66 

0.020 

0.01 

0.00 

0.00 

0.00 

0.10 

-0.07 

-0.05 

0.03 

0.007 

0.16 

0.22 







Non-command 

Quartzite 

0.135 

0.66 

0.020 

0.00 

0.00 

0.00 

0.00 

0.02 

-0.02 

-0.01 

0.00 

0.001 

0.02 

0.02 






Sainthal Sagar 

Command 

Phyllite & Schist 

0.000 

0.66 

0.020 

0.00 

0.00 

0.00 

0.00 

0.10 

-0.10 

-0.08 

0.00 

0.000 

0.00 

0.00 


Shri Ramjipura 

0812001101594300 

6.824 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.229 

0.41 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.026 

0.44 

0.72 






Kharad 

Command 

Phyllite & Schist 

0.720 

0.41 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.004 

0.06 

0.10 


Srinagar 

0812001101598700 

2.916 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.004 

0.72 

0.020 

0.00 

0.00 

0.00 

0.00 

0.02 

-0.02 

-0.01 

0.00 

0.000 

0.00 

0.00 


Thali 

0812001101598500 

11.334 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.923 

0.71 

0.020 

0.17 

0.02 

0.00 

0.00 

0.02 

0.28 

0.19 

0.61 

0.054 

0.55 

0.84 







Non-command 

Quartzite 

0.011 

0.71 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Todalari 

0812001101585200 

7.297 

Fresh 

Non-command 

Non-command 

Quartzite 

1.168 

0.51 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.13 

0.006 

0.09 

0.13 

03001003 

Akbarpur Faujdar 

0807000300992300 

0.907 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.198 

0.28 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.002 

0.12 

0.16 






Sikri bund 

Command 

Older Alluvium 

0.297 

0.28 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.002 

0.18 

0.23 


Ankholi 

0807000401007500 

2.074 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.731 

1.89 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.25 

0.18 

0.21 

0.005 

0.19 

0.26 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.081 

1.89 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.001 

0.02 

0.03 


Araji Ishnaka 

0807000300991900 

1.030 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.030 

0.53 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.02 

0.008 

0.55 

0.69 


Arroowa 

0806001200946800 

8.085 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.186 

0.19 

0.070 

0.19 

0.03 

0.00 

0.00 

0.00 

0.20 

0.14 

0.73 

0.024 

0.21 

0.30 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.850 

0.19 

0.070 

0.05 

0.01 

0.00 

0.00 

0.00 

0.06 

0.04 

0.19 

0.014 

0.12 

0.17 


Arsi 

0807000300992200 

1.980 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.549 

0.34 

0.150 

0.03 

0.01 

0.00 

0.00 

0.00 

0.10 

0.08 

0.11 

0.012 

0.43 

0.55 






Sikri bund 

Command 

Older Alluvium 

0.431 

0.34 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.003 

0.12 

0.15 


Badesara 

0807000401006300 

4.024 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.024 

1.11 

0.150 

0.06 

0.01 

0.00 

0.00 

0.00 

0.72 

0.51 

0.19 

0.026 

0.55 

0.77 


Badika 

0806001200943800 

2.319 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.091 

0.69 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.02 

0.03 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.498 

0.69 

0.070 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.07 

0.15 

0.011 

0.34 

0.50 


Badka 

0806001200942600 

3.408 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.334 

1.14 

0.070 

0.09 

0.01 

0.00 

0.00 

0.00 

0.34 

0.25 

0.35 

0.025 

0.54 

0.73 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

1.14 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bajahera 

0807000300982400 

3.871 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.871 

0.67 

0.150 

0.07 

0.01 

0.00 

0.00 

0.00 

0.45 

0.33 

0.22 

0.030 

0.54 

0.74 





Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.09 

0.03 

(27.16) 

0.02 

- 

0.02 

0.04 

0.38 

0.00 

0.0100 

0.0002 

0.0003 

- 

0.010 

0.013 

0.035 

0.002 

0.033 

0.130 

396.46 

Over Exploited 

Kooda 

0812001101589200 

0.08 

0.25 

1,007.83 

0.20 

- 

0.20 

0.04 

0.42 

0.03 

0.0100 

- 

- 

- 

0.010 

0.039 

0.237 

0.012 

0.225 

0.172 

76.54 

Semi Critical 

Kushalpura 

0812001101589000 

0.09 

0.01 

(171.57) 

0.02 

0.01 

0.03 

0.02 

0.16 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.050 

0.002 

0.047 

0.151 

320.12 

Over Exploited 



0.08 

0.03 

(329.37) 

0.02 

0.01 

0.03 

0.02 

0.24 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.055 

0.003 

0.052 

0.173 

331.56 

Over Exploited 

Lothawas 

0806000900890000 

0.10 

0.12 

52,663.19 

0.10 

- 

0.10 

0.04 

0.34 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.121 

0.006 

0.115 

0.150 

130.51 

Over Exploited 

Lunetha 

0812001101588300 

0.08 

0.09 

(422.60) 

0.07 

0.01 

0.08 

0.05 

0.46 

0.01 

0.0200 

- 

- 

- 

0.020 

0.030 

0.113 

0.006 

0.108 

0.467 

433.57 

Over Exploited 

Madhogarh 

0806000900889600 

0.10 

0.01 

248,125.75 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.025 

0.001 

0.024 

0.061 

258.58 

Over Exploited 

Maliwas 

0812001101588100 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Manhagi 

0812001101589100 

0.09 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.05 

- 

0.05 

0.01 

0.06 

0.03 

0.33 

0.01 

0.0400 

- 

- 

- 

0.040 

0.045 

0.103 

0.010 

0.092 

0.329 

357.10 

Over Exploited 

Manhagor 

0812001101592000 

0.09 

0.06 

(78.19) 

0.05 

- 

0.05 

0.06 

0.58 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.066 

0.003 

0.063 

0.096 

152.00 

Over Exploited 



0.08 

0.00 

(51.02) 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.005 

3,046.50 

Over Exploited 

Mathasoola 

0812001101588200 

0.08 

0.31 

(51.23) 

0.25 

0.01 

0.26 

0.05 

0.47 

0.04 

0.0400 

- 

- 

- 

0.040 

0.075 

0.331 

0.017 

0.315 

0.988 

313.74 

Over Exploited 

Nagel 

0806000900889700 

0.10 

0.00 

(24.88) 

0.00 

- 

0.00 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.003 

65.06 

Safe 

Nangal Tejsingh 

0812001101589600 

0.09 

0.05 

(60.32) 

0.04 

0.01 

0.05 

0.04 

0.42 

0.01 

0.0200 

- 

- 

0.000 

0.020 

0.026 

0.075 

0.004 

0.071 

0.174 

244.66 

Over Exploited 



0.08 

0.01 

10.61 

0.01 

0.00 

0.01 

0.02 

0.21 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.012 

0.025 

0.001 

0.024 

0.073 

303.64 

Over Exploited 

Nitata 

0806000900890600 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.003 

0.021 

613.44 

Over Exploited 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Pachpadi 

0806000900889500 

0.10 

0.00 

106,774.00 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Patalwas 

0812001101593700 

0.09 

0.03 

(154.54) 

0.03 

- 

0.03 

0.02 

0.24 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.039 

0.002 

0.037 

0.080 

217.19 

Over Exploited 



0.09 

0.07 

(67.55) 

0.05 

- 

0.05 

0.04 

0.35 

0.01 

0.0100 

0.0004 

0.0007 

- 

0.011 

0.019 

0.071 

0.004 

0.068 

0.126 

187.28 

Over Exploited 

Pawta 

0812001101592200 

0.09 

0.07 

- 

0.07 

0.01 

0.08 

0.06 

0.55 

0.01 

0.0200 

- 

- 

- 

0.020 

0.028 

0.105 

0.010 

0.094 

0.151 

159.32 

Over Exploited 



0.09 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Phootolao 

0812001101598200 

0.09 

0.00 

(362.52) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

13.31 

Safe 



0.09 

0.09 

(46.68) 

0.07 

0.01 

0.08 

0.04 

0.38 

0.01 

0.0200 

0.0005 

0.0008 

0.001 

0.023 

0.033 

0.115 

0.006 

0.109 

0.181 

166.02 

Over Exploited 

Raisar 

0812001101588600 

0.09 

0.00 

199.08 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.006 

15,333.88 

Over Exploited 



0.08 

0.22 

551.67 

0.18 

0.01 

0.19 

0.05 

0.46 

0.03 

0.0400 

- 

- 

- 

0.040 

0.066 

0.255 

0.013 

0.242 

0.405 

167.28 

Over Exploited 

Ramjipura 

0812001101599300 

0.09 

0.00 

678.84 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.021 

1,468.00 

Over Exploited 

Rampura @ Maharajpura 

0811000401390000 

0.04 

0.00 

440.43 

0.00 

0.00 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.004 

0.000 

0.004 

0.027 

682.22 

Over Exploited 



0.06 

0.00 

158.32 

0.00 

0.00 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

0.003 

0.003 

0.003 

0.005 

0.000 

0.005 

0.010 

191.48 

Over Exploited 

Rampura Bas Samred 

0812001101589700 

0.08 

0.00 

(229.14) 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.015 

2,741.05 

Over Exploited 

Rampurawas Thali 

0812001101598300 

0.09 

0.07 

(61.23) 

0.06 

0.00 

0.06 

0.05 

0.52 

0.01 

0.0100 

- 

- 

0.000 

0.010 

0.018 

0.074 

0.004 

0.071 

0.084 

119.16 

Over Exploited 



0.09 

0.00 

(5.82) 

0.00 

0.00 

0.00 

0.01 

0.11 

0.00 

- 

0.0001 

0.0001 

0.000 

0.000 

0.001 

0.004 

0.000 

0.004 

0.016 

423.50 

Over Exploited 

Rasawala 

0812001101592400 

0.09 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.008 

362.26 

Over Exploited 

Rayanwala 

0812001101593500 

0.09 

0.02 

(58.88) 

0.01 

- 

0.01 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.002 

0.015 

0.001 

0.014 

0.026 

188.72 

Over Exploited 



0.08 

0.05 

(87.15) 

0.04 

- 

0.04 

0.02 

0.23 

0.01 

- 

- 

- 

- 

- 

0.006 

0.048 

0.002 

0.045 

0.045 

99.08 

Critical 

Saipur 

0812001101598000 

0.09 

0.01 

(3.90) 

0.01 

0.00 

0.01 

0.01 

0.14 

0.00 

- 

- 

- 

0.002 

0.002 

0.003 

0.017 

0.001 

0.016 

0.048 

289.70 

Over Exploited 



0.09 

0.05 

(45.44) 

0.04 

0.00 

0.04 

0.03 

0.26 

0.01 

- 

0.0003 

0.0003 

0.002 

0.003 

0.008 

0.046 

0.002 

0.043 

0.095 

217.92 

Over Exploited 

Samor 

0812001101599400 

0.09 

0.01 

135.36 

0.01 

0.00 

0.01 

0.02 

0.16 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.013 

0.027 

0.001 

0.026 

0.104 

403.50 

Over Exploited 

Samred Kalan 

0812001101591900 

0.09 

0.00 

897.48 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.076 

4,461.37 

Over Exploited 



0.08 

0.00 

36,197.59 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.072 

3,823.86 

Over Exploited 

Sankotra 

0812001101593600 

0.09 

0.41 

(77.82) 

0.33 

0.01 

0.34 

0.06 

0.58 

0.05 

0.0400 

- 

- 

- 

0.040 

0.086 

0.424 

0.021 

0.402 

0.364 

90.34 

Critical 



0.08 

0.00 

881.79 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.09 

0.00 

333.43 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

0.0001 

0.0002 

- 

0.000 

0.001 

0.003 

0.000 

0.003 

0.032 

1,095.56 

Over Exploited 

Shekhawala 

0812001101599000 

0.09 

0.02 

(370.91) 

0.02 

0.10 

0.12 

0.02 

0.18 

0.00 

- 

- 

- 

0.152 

0.153 

0.155 

0.272 

0.014 

0.259 

0.033 

12.70 

Safe 



0.08 

0.00 

(7,676.87) 

0.00 

0.02 

0.02 

0.00 

0.02 

0.00 

- 

- 

- 

0.029 

0.029 

0.029 

0.048 

0.002 

0.046 

0.001 

1.47 

Safe 



0.09 

0.00 

########## 

0.00 

0.10 

0.10 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

0.152 

0.153 

0.153 

0.254 

0.013 

0.241 

0.000 

0.00 

Safe 

Shri Ramjipura 

0812001101594300 

0.09 

0.21 

17,373.88 

0.16 

- 

0.16 

0.05 

0.49 

0.02 

- 

- 

- 

- 

- 

0.023 

0.188 

0.009 

0.178 

0.026 

14.60 

Safe 



0.09 

0.00 

(7.92) 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.001 

0.004 

0.000 

0.004 

0.004 

88.93 

Semi Critical 

Srinagar 

0812001101598700 

0.09 

0.00 

########## 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

- 

- 

- 

0.026 

0.026 

0.026 

0.043 

0.002 

0.041 

0.000 

0.04 

Safe 

Thali 

0812001101598500 

0.09 

0.54 

(65.79) 

0.43 

0.04 

0.47 

0.06 

0.61 

0.06 

0.0700 

- 

- 

0.033 

0.103 

0.164 

0.639 

0.032 

0.607 

0.668 

110.08 

Over Exploited 



0.08 

0.00 

19,696.85 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Todalari 

0812001101585200 

0.08 

0.01 

3,828.01 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.021 

0.001 

0.020 

0.135 

678.61 

Over Exploited 

Akbarpur Faujdar 

0807000300992300 

0.20 

0.00 

196.50 

0.01 

- 

0.01 

0.02 

0.14 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.016 

0.001 

0.016 

0.032 

203.28 

Over Exploited 



0.20 

0.01 

57.04 

0.01 

0.00 

0.01 

0.02 

0.20 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.012 

0.026 

0.001 

0.024 

0.053 

218.01 

Over Exploited 

Ankholi 

0807000401007500 

0.25 

0.04 

421.10 

0.04 

0.01 

0.05 

0.02 

0.21 

0.00 

0.0200 

- 

- 

- 

0.020 

0.024 

0.076 

0.004 

0.072 

0.211 

290.67 

Over Exploited 



0.20 

0.00 

7,031.52 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.023 

5,271.10 

Over Exploited 

Araji Ishnaka 

0807000300991900 

0.20 

0.11 

(35.27) 

0.09 

- 

0.09 

0.07 

0.62 

0.02 

- 

- 

- 

- 

- 

0.015 

0.106 

0.005 

0.100 

0.027 

26.98 

Safe 

Arroowa 

0806001200946800 

0.12 

0.08 

75.67 

0.10 

0.03 

0.13 

0.03 

0.24 

0.01 

0.0800 

- 

- 

- 

0.080 

0.090 

0.216 

0.011 

0.205 

0.758 

369.42 

Over Exploited 



0.12 

0.03 

65.63 

0.03 

0.01 

0.04 

0.02 

0.14 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.066 

0.003 

0.062 

0.206 

329.68 

Over Exploited 

Arsi 

0807000300992200 

0.20 

0.13 

(42.31) 

0.11 

0.01 

0.12 

0.06 

0.49 

0.02 

0.0200 

- 

- 

0.001 

0.021 

0.039 

0.157 

0.008 

0.149 

0.122 

82.04 

Semi Critical 



0.20 

0.01 

142.27 

0.01 

0.00 

0.01 

0.02 

0.14 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.012 

0.024 

0.001 

0.023 

0.033 

145.97 

Over Exploited 

Badesara 

0807000401006300 

0.25 

0.55 

(7.14) 

0.51 

0.01 

0.52 

0.07 

0.61 

0.07 

0.0200 

- 

- 

0.004 

0.024 

0.090 

0.614 

0.031 

0.584 

0.218 

37.38 

Safe 

Badika 

0806001200943800 

0.12 

0.00 

4,311.46 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.023 

8,006.71 

Over Exploited 



0.12 

0.06 

14.78 

0.07 

0.01 

0.08 

0.04 

0.38 

0.01 

0.0200 

- 

- 

- 

0.020 

0.028 

0.108 

0.005 

0.103 

0.165 

160.99 

Over Exploited 

Badka 

0806001200942600 

0.12 

0.21 

18.28 

0.25 

0.01 

0.27 

0.07 

0.60 

0.03 

0.0400 

- 

- 

0.004 

0.044 

0.071 

0.337 

0.017 

0.320 

0.371 

116.10 

Over Exploited 



0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bajahera 

0807000300982400 

0.20 

0.42 

(21.65) 

0.34 

0.01 

0.35 

0.07 

0.61 

0.06 

0.0200 

- 

- 

0.001 

0.021 

0.076 

0.423 

0.021 

0.402 

0.250 

62.35 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Bajheri 

080600110092290C 

1.035 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.659 

0.84 

0.090 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.04 

0.17 

0.005 

0.37 

0.79 


Baldeopura 

0806001200939600 

2.185 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

2.70 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Balraka 

0807000300990100 

0.992 

Saline 

Sikri bund 

Command 

Older Alluvium 

0.246 

0.22 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.002 

0.14 

0.18 


Bamanpura 

0806001200939500 

3.067 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.723 

3.29 

0.070 

0.04 

0.01 

0.00 

0.00 

0.00 

0.43 

0.27 

0.15 

0.013 

0.31 

0.48 


Bandheri 

0806001100923100 

0.724 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.724 

0.63 

0.090 

0.06 

0.01 

0.00 

0.00 

0.00 

0.09 

0.04 

0.24 

0.005 

0.57 

1.23 


Bandka 

0806001100926200 

2.948 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.831 

-0.97 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.014 

0.35 

0.72 


Baorika 

0806001100924900 

1.737 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.009 

0.03 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.206 

0.03 

0.090 

0.05 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.19 

0.009 

0.39 

0.80 


Barada 

0806001200941500 

3.079 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.079 

1.69 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.37 

0.28 

0.02 

0.023 

0.54 

0.73 


Barkhera Faujdar 

0807000300982200 

2.010 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.010 

2.84 

0.150 

0.04 

0.00 

0.00 

0.00 

0.00 

0.90 

0.61 

0.13 

0.016 

0.55 

0.80 


Barkhera Sad 

0807000300989700 

1.888 

Saline 

Sikri bund 

Command 

Older Alluvium 

0.024 

0.21 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Baroda Meo 

0806001100924500 

11.163 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.246 

0.23 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.06 

0.002 

0.01 

0.03 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.840 

0.23 

0.090 

0.05 

0.00 

0.00 

0.00 

0.00 

0.07 

0.03 

0.17 

0.006 

0.04 

0.09 


Barsana 

0807000300991800 

0.656 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.656 

0.70 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.05 

0.005 

0.55 

0.69 


Bas Dongri 

0806001100922300 

2.255 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.123 

0.98 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.06 

0.08 

0.009 

0.28 

0.55 


Bedham 

0807000401002500 

5.250 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.953 

1.01 

0.150 

0.08 

0.02 

0.00 

0.00 

0.01 

0.49 

0.34 

0.31 

0.019 

0.31 

0.45 


Beedooka 

0806001100923700 

1.941 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.526 

0.35 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.09 

0.004 

0.16 

0.33 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.35 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Berka 

0806001200943600 

2.655 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.360 

0.49 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.003 

0.07 

0.10 


Bhadeera 

0806001200941800 

3.832 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.359 

1.77 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.43 

0.33 

0.02 

0.025 

0.49 

0.63 


Bhainsrawat 

0806001100923000 

3.009 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.009 

0.83 

0.090 

0.13 

0.02 

0.00 

0.00 

0.00 

0.33 

0.16 

0.49 

0.023 

0.57 

1.22 


Bhanpur 

0807000300991600 

0.950 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.950 

0.86 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.11 

0.06 

0.007 

0.55 

0.69 


Bhavli 

0807000300983700 

2.339 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.460 

0.54 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.08 

0.06 

0.011 

0.35 

0.60 






Sikri bund 

Command 

Older Alluvium 

0.077 

0.54 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.02 

0.03 


Bhootka 

0807000300992100 

1.563 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.538 

0.55 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.11 

0.03 

0.012 

0.54 

0.68 






Sikri bund 

Command 

Older Alluvium 

0.025 

0.55 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Bhuraka 

0807000300980700 

2.210 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.210 

-0.14 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.017 

0.57 

1.21 


Birgawan 

0807000300990900 

2.298 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.048 

0.90 

0.150 

0.06 

0.01 

0.00 

0.00 

0.00 

0.33 

0.26 

0.22 

0.016 

0.49 

0.62 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.250 

0.90 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.002 

0.06 

0.08 


Boochaka 

0807000300981400 

1.537 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.537 

1.25 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.32 

0.16 

0.10 

0.012 

0.57 

1.10 


Boolaheri 

0806001100922800 

1.221 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.208 

0.90 

0.090 

0.05 

0.01 

0.00 

0.00 

0.00 

0.14 

0.06 

0.20 

0.009 

0.57 

1.22 


Chahori Ka Nangla 

0806001200943000 

2.019 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.522 

-0.69 

0.070 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.004 

0.14 

0.19 


Chak Cheluwa 

0807000300990800 

1.137 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.757 

0.83 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.07 

0.006 

0.37 

0.46 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.381 

0.83 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.03 

0.003 

0.18 

0.23 


Chak Semli 

0807000300980300 

0.818 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.724 

-0.28 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.006 

0.50 

1.03 


Chak Sundrawali 

0807000300996000 

6.472 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.719 

1.31 

0.150 

0.07 

0.01 

0.00 

0.00 

0.00 

1.19 

0.94 

0.22 

0.045 

0.49 

0.61 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.752 

1.31 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.12 

0.02 

0.006 

0.06 

0.08 


ChakTapsi 

0806001200942500 

1.186 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.144 

1.75 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.07 

0.09 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.042 

1.75 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.10 

0.02 

0.008 

0.48 

0.65 


Cheetaheri Kashi 

0807000501012500 

1.197 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.550 

1.80 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.10 

0.12 

0.004 

0.26 

0.33 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.020 

1.80 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Chimanpura 

0806001100924800 

0.833 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.279 

-0.48 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.002 

0.19 

0.39 


Chirawal Goojar 

0807000300982900 

1.113 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.113 

1.09 

0.150 

0.04 

0.01 

0.00 

0.00 

0.00 

0.21 

0.17 

0.14 

0.009 

0.55 

0.70 


Chirawal Mali 

0807000300990400 

2.887 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.278 

0.45 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.002 

0.05 

0.07 






Sikri bund 

Command 

Older Alluvium 

2.608 

0.45 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.21 

0.16 

0.10 

0.021 

0.50 

0.63 


Dabhawali 

0807000300995000 

1.592 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.057 

0.40 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 


Damara 

0807000401006100 

2.837 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.102 

0.91 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.30 

0.21 

0.04 

0.014 

0.41 

0.57 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.735 

0.91 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.01 

0.005 

0.14 

0.20 


Dantlothi 

0807000401006800 

4.709 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.709 

1.72 

0.150 

0.23 

0.03 

0.00 

0.00 

0.00 

1.42 

1.06 

0.88 

0.031 

0.55 

0.73 


Daroda 

0806001200947100 

3.170 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.718 

1.23 

0.070 

0.14 

0.02 

0.00 

0.00 

0.00 

0.18 

0.13 

0.56 

0.005 

0.12 

0.17 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.004 

1.23 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dayalpura 

0806001200944100 

1.581 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.445 

0.81 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.04 

0.003 

0.15 

0.22 


Dhandaka 

0807000300982800 

0.932 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.932 

1.11 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.18 

0.15 

0.10 

0.007 

0.55 

0.69 


Dhandholi 

0807000300981600 

1.453 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.453 

1.37 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.32 

0.18 

0.06 

0.011 

0.56 

0.96 


Dhankroli 

0806001200942100 

2.449 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.449 

0.71 

0.070 

0.12 

0.02 

0.00 

0.00 

0.00 

0.22 

0.15 

0.48 

0.018 

0.53 

0.77 


Dhanmatpura 

0807000300991000 

1.227 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.227 

0.93 

0.150 

0.10 

0.01 

0.00 

0.00 

0.00 

0.26 

0.20 

0.38 

0.010 

0.55 

0.70 


Dongri 

0806001100922200 

3.083 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.524 

1.17 

0.090 

0.05 

0.01 

0.00 

0.00 

0.00 

0.20 

0.10 

0.20 

0.012 

0.28 

0.59 


Doodheri 

0806001200942700 

5.452 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.425 

-0.07 

0.070 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.018 

0.25 

0.33 


Dunawal 

0807000300995200 

4.013 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.432 

0.74 

0.150 

0.04 

0.01 

0.00 

0.00 

0.00 

0.41 

0.32 

0.14 

0.027 

0.47 

0.60 


Dusrahera 

0806001100926000 

3.727 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.001 

-0.20 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Enchera 

0807000501009800 

7.035 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.040 

1.26 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.364 

1.26 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.22 

0.18 

0.23 

0.010 

0.11 

0.14 


Fatehpur Kalan 

0807000300990700 

2.178 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.014 

0.83 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.164 

0.83 

0.150 

0.06 

0.01 

0.00 

0.00 

0.00 

0.32 

0.25 

0.22 

0.017 

0.55 

0.69 


Fatehpur Khurd 

0807000300980000 

2.244 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.20 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.097 

0.20 

0.150 

0.06 

0.01 

0.00 

0.00 

0.00 

0.11 

0.05 

0.22 

0.016 

0.53 

1.14 


Gahankar 

0807000300979900 

1.779 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.480 

0.19 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.06 

0.004 

0.15 

0.33 


Gangawak 

0807000300995900 

6.289 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.289 

1.30 

0.150 

0.18 

0.03 

0.00 

0.00 

0.00 

1.37 

1.06 

0.67 

0.049 

0.55 

0.71 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Bajheri 

0806001100922900 

0.18 

0.04 

(15.12) 

0.04 

0.01 

0.05 

0.05 

0.41 

0.01 

0.0200 

- 

- 

0.001 

0.021 

0.026 

0.073 

0.004 

0.069 

0.177 

255.14 

Over Exploited 

Baldeopura 

0806001200939600 

0.12 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Balraka 

0807000300990100 

0.20 

0.01 

97.74 

0.01 

0.00 

0.01 

0.02 

0.15 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.020 

0.001 

0.019 

0.042 

220.87 

Over Exploited 

Bamanpura 

0806001200939500 

0.12 

0.06 

327.81 

0.08 

0.01 

0.09 

0.04 

0.35 

0.01 

0.0200 

- 

- 

0.001 

0.021 

0.029 

0.116 

0.006 

0.110 

0.167 

152.17 

Over Exploited 

Bandheri 

0806001100923100 

0.18 

0.07 

(43.26) 

0.06 

0.01 

0.07 

0.07 

0.64 

0.01 

0.0300 

- 

- 

0.000 

0.030 

0.039 

0.109 

0.005 

0.104 

0.243 

234.36 

Over Exploited 

Bandka 

0806001100926200 

0.18 

0.12 

- 

0.12 

0.00 

0.12 

0.04 

0.40 

0.01 

- 

- 

- 

0.002 

0.002 

0.016 

0.134 

0.013 

0.120 

0.106 

88.13 

Semi Critical 

Baorika 

0806001100924900 

0.18 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.18 

0.08 

(69.52) 

0.07 

- 

0.07 

0.05 

0.44 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.089 

0.004 

0.084 

0.194 

230.14 

Over Exploited 

Barada 

0806001200941500 

0.12 

0.20 

37.66 

0.24 

0.00 

0.24 

0.07 

0.61 

0.03 

- 

- 

- 

0.003 

0.003 

0.028 

0.272 

0.014 

0.258 

0.042 

16.37 

Safe 

Barkhera Faujdar 

0807000300982200 

0.20 

0.22 

180.17 

0.26 

0.00 

0.26 

0.07 

0.62 

0.03 

0.0100 

- 

- 

0.001 

0.012 

0.040 

0.304 

0.015 

0.289 

0.148 

51.16 

Safe 

Barkhera Sad 

0807000300989700 

0.20 

0.00 

1,725.97 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Baroda Meo 

0806001100924500 

0.18 

0.00 

2,108.74 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.060 

8,652.12 

Over Exploited 



0.18 

0.01 

411.20 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.018 

0.001 

0.018 

0.178 

1,017.49 

Over Exploited 

Barsana 

0807000300991800 

0.20 

0.07 

(13.32) 

0.06 

- 

0.06 

0.07 

0.62 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.082 

0.004 

0.078 

0.054 

69.39 

Safe 

Bas Dongri 

0806001100922300 

0.18 

0.06 

6.13 

0.06 

0.00 

0.06 

0.04 

0.32 

0.01 

0.0100 

- 

- 

0.001 

0.011 

0.018 

0.079 

0.004 

0.075 

0.088 

116.76 

Over Exploited 

Bedham 

0807000401002500 

0.20 

0.18 

85.26 

0.22 

0.03 

0.25 

0.04 

0.34 

0.02 

0.0600 

- 

- 

0.022 

0.082 

0.104 

0.357 

0.018 

0.339 

0.327 

96.56 

Critical 

Beedooka 

0806001100923700 

0.18 

0.01 

15.46 

0.02 

- 

0.02 

0.02 

0.17 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.029 

0.001 

0.027 

0.090 

328.61 

Over Exploited 



0.18 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Berka 

0806001200943600 

0.12 

0.00 

387.50 

0.00 

0.00 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.005 

0.000 

0.005 

0.041 

860.93 

Over Exploited 

Bhadeera 

0806001200941800 

0.12 

0.20 

66.33 

0.24 

0.00 

0.24 

0.06 

0.55 

0.02 

- 

- 

- 

0.000 

0.000 

0.025 

0.260 

0.013 

0.247 

0.044 

17.94 

Safe 

Bhainsrawat 

0806001100923000 

0.18 

0.31 

(49.59) 

0.25 

0.02 

0.27 

0.07 

0.64 

0.04 

0.0500 

- 

- 

0.001 

0.051 

0.089 

0.358 

0.018 

0.340 

0.511 

150.18 

Over Exploited 

Bhanpur 

0807000300991600 

0.20 

0.10 

8.81 

0.11 

0.00 

0.11 

0.07 

0.62 

0.01 

0.0100 

- 

- 

0.000 

0.010 

0.024 

0.138 

0.007 

0.131 

0.066 

50.67 

Safe 

Bhavli 

0807000300983700 

0.20 

0.10 

(21.81) 

0.08 

0.00 

0.08 

0.05 

0.40 

0.01 

0.0100 

- 

- 

0.001 

0.011 

0.024 

0.106 

0.005 

0.101 

0.071 

70.76 

Semi Critical 



0.20 

0.00 

1,151.05 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Bhootka 

0807000300992100 

0.20 

0.17 

(34.89) 

0.13 

0.00 

0.13 

0.07 

0.61 

0.02 

0.0100 

- 

- 

0.001 

0.011 

0.033 

0.167 

0.008 

0.158 

0.041 

25.94 

Safe 



0.20 

0.00 

3,790.60 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhuraka 

0807000300980700 

0.20 

0.25 

- 

0.25 

0.01 

0.26 

0.07 

0.64 

0.03 

0.0200 

- 

- 

- 

0.020 

0.051 

0.314 

0.031 

0.283 

0.183 

64.84 

Safe 

Birgawan 

0807000300990900 

0.25 

0.25 

3.13 

0.26 

0.01 

0.27 

0.07 

0.55 

0.03 

0.0200 

- 

- 

- 

0.020 

0.054 

0.322 

0.016 

0.306 

0.231 

75.59 

Semi Critical 



0.20 

0.00 

793.60 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.013 

342.48 

Over Exploited 

Boochaka 

0807000300981400 

0.20 

0.17 

(5.91) 

0.16 

0.00 

0.16 

0.07 

0.64 

0.02 

0.0100 

- 

- 

0.000 

0.010 

0.032 

0.196 

0.010 

0.186 

0.114 

61.32 

Safe 

Boolaheri 

0806001100922800 

0.18 

0.12 

(47.74) 

0.10 

0.01 

0.11 

0.07 

0.64 

0.02 

0.0200 

- 

- 

- 

0.020 

0.035 

0.144 

0.007 

0.137 

0.207 

151.58 

Over Exploited 

Chahori Ka Nangla 

0806001200943000 

0.12 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.16 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.009 

0.134 

1,490.16 

Over Exploited 

Chak Cheluwa 

0807000300990800 

0.25 

0.07 

30.92 

0.08 

- 

0.08 

0.05 

0.41 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.102 

0.005 

0.097 

0.077 

79.25 

Semi Critical 



0.20 

0.01 

224.99 

0.02 

- 

0.02 

0.02 

0.21 

0.00 

- 

- 

- 

- 

- 

0.002 

0.019 

0.001 

0.018 

0.033 

185.98 

Over Exploited 

Chak Semli 

0807000300980300 

0.20 

0.07 

- 

0.07 

0.00 

0.07 

0.06 

0.56 

0.01 

- 

- 

- 

0.001 

0.001 

0.010 

0.083 

0.008 

0.074 

0.109 

146.23 

Over Exploited 

Chak Sundrawali 

0807000300996000 

0.25 

0.69 

35.04 

0.83 

0.01 

0.84 

0.06 

0.55 

0.09 

0.0400 

- 

- 

- 

0.040 

0.132 

0.975 

0.049 

0.926 

0.267 

28.82 

Safe 



0.20 

0.01 

1,199.97 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.013 

0.001 

0.012 

0.027 

221.21 

Over Exploited 

ChakTapsi 

0806001200942500 

0.12 

0.00 

1,026.36 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.001 

75.35 

Semi Critical 



0.12 

0.06 

68.15 

0.07 

- 

0.07 

0.06 

0.54 

0.01 

- 

- 

- 

- 

- 

0.008 

0.080 

0.004 

0.076 

0.027 

35.55 

Safe 

Cheetaheri Kashi 

0807000501012500 

0.20 

0.03 

252.06 

0.03 

- 

0.03 

0.03 

0.29 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.048 

0.002 

0.046 

0.119 

261.35 

Over Exploited 



0.20 

0.00 

7,284.66 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chimanpura 

0806001100924800 

0.18 

0.01 

- 

0.01 

0.00 

0.01 

0.02 

0.21 

0.00 

- 

- 

- 

0.000 

0.000 

0.001 

0.011 

0.001 

0.010 

0.042 

427.93 

Over Exploited 

Chirawal Goojar 

0807000300982900 

0.20 

0.12 

36.05 

0.15 

0.01 

0.16 

0.07 

0.62 

0.02 

0.0200 

- 

- 

0.001 

0.021 

0.037 

0.195 

0.010 

0.185 

0.144 

77.64 

Semi Critical 

Chirawal Mali 

0807000300990400 

0.20 

0.00 

408.92 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.012 

326.31 

Over Exploited 



0.20 

0.26 

(36.94) 

0.21 

0.00 

0.21 

0.07 

0.56 

0.03 

0.0100 

- 

- 

0.001 

0.011 

0.046 

0.254 

0.013 

0.241 

0.120 

49.57 

Safe 

Dabhawali 

0807000300995000 

0.20 

0.00 

1,060.33 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Damara 

0807000401006100 

0.25 

0.21 

(1.27) 

0.21 

- 

0.21 

0.05 

0.46 

0.03 

0.0100 

- 

- 

- 

0.010 

0.036 

0.247 

0.012 

0.234 

0.050 

21.19 

Safe 



0.20 

0.02 

241.42 

0.02 

- 

0.02 

0.02 

0.16 

0.00 

- 

- 

- 

- 

- 

0.003 

0.028 

0.001 

0.026 

0.016 

60.26 

Safe 

Dantlothi 

0807000401006800 

0.25 

0.65 

64.40 

0.78 

0.03 

0.81 

0.07 

0.62 

0.08 

0.1700 

- 

- 

0.004 

0.174 

0.254 

1.063 

0.053 

1.010 

0.912 

90.25 

Critical 

Daroda 

0806001200947100 

0.12 

0.01 

1,140.87 

0.01 

0.02 

0.03 

0.02 

0.14 

0.00 

0.0600 

- 

- 

- 

0.060 

0.061 

0.094 

0.005 

0.089 

0.567 

636.03 

Over Exploited 



0.12 

0.00 

78,146.69 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dayalpura 

0806001200944100 

0.12 

0.01 

205.67 

0.01 

- 

0.01 

0.02 

0.17 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.010 

0.046 

463.80 

Over Exploited 

Dhandaka 

0807000300982800 

0.20 

0.10 

43.06 

0.12 

0.00 

0.12 

0.07 

0.62 

0.01 

0.0100 

- 

- 

0.001 

0.011 

0.025 

0.148 

0.007 

0.141 

0.108 

77.03 

Semi Critical 

Dhandholi 

0807000300981600 

0.20 

0.16 

13.34 

0.18 

0.00 

0.18 

0.07 

0.63 

0.02 

0.0100 

- 

- 

0.000 

0.010 

0.031 

0.216 

0.011 

0.205 

0.072 

35.36 

Safe 

Dhankroli 

0806001200942100 

0.12 

0.16 

(1.36) 

0.15 

0.02 

0.17 

0.07 

0.60 

0.02 

0.0500 

- 

- 

0.001 

0.051 

0.071 

0.244 

0.012 

0.232 

0.493 

212.82 

Over Exploited 

Dhanmatpura 

0807000300991000 

0.25 

0.17 

21.79 

0.20 

0.01 

0.21 

0.07 

0.62 

0.02 

0.0400 

- 

- 

- 

0.040 

0.062 

0.274 

0.014 

0.260 

0.389 

149.31 

Over Exploited 

Dongri 

0806001100922200 

0.18 

0.08 

23.39 

0.09 

0.01 

0.10 

0.04 

0.32 

0.01 

0.0200 

- 

- 

0.000 

0.021 

0.030 

0.134 

0.007 

0.127 

0.210 

165.19 

Over Exploited 

Doodheri 

0806001200942700 

0.12 

0.07 

- 

0.07 

0.00 

0.07 

0.03 

0.28 

0.01 

0.0100 

- 

- 

0.002 

0.012 

0.021 

0.093 

0.009 

0.084 

0.342 

407.77 

Over Exploited 

Dunawal 

0807000300995200 

0.20 

0.32 

(0.61) 

0.32 

0.01 

0.33 

0.06 

0.53 

0.04 

0.0300 

- 

- 

0.003 

0.033 

0.076 

0.408 

0.020 

0.388 

0.167 

43.08 

Safe 

Dusrahera 

0806001100926000 

0.18 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Enchera 

0807000501009800 

0.20 

0.00 

16,232.32 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.014 

45,522.45 

Over Exploited 



0.20 

0.03 

502.77 

0.04 

0.01 

0.05 

0.01 

0.12 

0.00 

0.0300 

- 

- 

- 

0.030 

0.033 

0.079 

0.004 

0.075 

0.237 

314.84 

Over Exploited 

Fatehpur Kalan 

0807000300990700 

0.25 

0.00 

11,964.71 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.24 

7.20 

0.25 

0.01 

0.26 

0.07 

0.62 

0.03 

0.0200 

- 

- 

- 

0.020 

0.052 

0.315 

0.016 

0.299 

0.233 

77.89 

Semi Critical 

Fatehpur Khurd 

0807000300980000 

0.25 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.22 

(76.69) 

0.18 

0.01 

0.19 

0.07 

0.60 

0.03 

0.0200 

- 

- 

- 

0.020 

0.048 

0.237 

0.012 

0.225 

0.236 

104.89 

Over Exploited 

Gahankar 

0807000300979900 

0.20 

0.01 

6.74 

0.02 

- 

0.02 

0.02 

0.17 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.028 

0.001 

0.026 

0.066 

250.47 

Over Exploited 

Gangawak 

0807000300995900 

0.25 

0.86 

22.65 

1.04 

0.03 

1.07 

0.07 

0.62 

0.11 

0.1300 

- 

- 

0.002 

0.132 

0.245 

1.312 

0.066 

1.247 

0.716 

57.48 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Garoli 

0807000401007400 

1.455 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.483 

1.77 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.17 

0.13 

0.19 

0.003 

0.18 

0.24 


Haneepur 

0806001200942200 

2.295 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.295 

0.12 

0.070 

0.15 

0.02 

0.00 

0.00 

0.00 

0.15 

0.10 

0.56 

0.017 

0.53 

0.77 


Hanumanta 

0806001200940300 

2.419 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.369 

3.22 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.00 

0.003 

0.08 

0.12 


Hulyana 

0806001200941300 

6.037 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.833 

1.36 

0.070 

0.09 

0.01 

0.00 

0.00 

0.00 

0.54 

0.38 

0.32 

0.036 

0.43 

0.60 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.204 

1.36 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.09 

0.04 

0.009 

0.11 

0.15 


Imlali 

0806001100924700 

2.383 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.318 

0.08 

0.090 

0.09 

0.00 

0.00 

0.00 

0.00 

0.11 

0.05 

0.34 

0.018 

0.55 

1.14 


Indrawali 

0806001200940700 

3.036 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.735 

0.66 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.04 

0.006 

0.13 

0.18 


Ishnaka 

0807000300992000 

1.312 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.312 

0.77 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.13 

0.03 

0.010 

0.55 

0.69 


Ishroti 

0806001200944900 

1.984 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.109 

0.71 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.001 

0.03 

0.04 


Itera 

0806001100926400 

8.489 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.395 

-0.86 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.003 

0.03 

0.05 


Jagarka 

0807000300983200 

2.195 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.195 

1.08 

0.150 

0.04 

0.00 

0.00 

0.00 

0.00 

0.39 

0.31 

0.12 

0.017 

0.55 

0.70 


Jalooki 

0807000300981000 

4.616 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.616 

0.10 

0.150 

0.10 

0.01 

0.00 

0.00 

0.00 

0.16 

0.07 

0.34 

0.036 

0.57 

1.21 


Janoothar 

0807000401007300 

10.475 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.766 

2.32 

0.150 

0.41 

0.06 

0.00 

0.00 

0.00 

3.05 

2.22 

1.56 

0.050 

0.41 

0.56 


Jatoli Thoon 

0807000401006500 

6.968 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.968 

1.63 

0.150 

0.28 

0.04 

0.00 

0.00 

0.00 

1.94 

1.48 

1.05 

0.045 

0.55 

0.72 


Jhareda 

0806001100922700 

1.645 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.927 

1.01 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.05 

0.09 

0.007 

0.32 

0.69 


Jheetredi 

0807000300981700 

2.157 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.157 

1.09 

0.150 

0.04 

0.01 

0.00 

0.00 

0.00 

0.38 

0.21 

0.14 

0.017 

0.56 

1.02 


Jhoolka 

0807000401006200 

1.119 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.119 

1.24 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.23 

0.17 

0.06 

0.007 

0.55 

0.74 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

1.24 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kailoori 

0807000501009900 

4.627 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.076 

1.61 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.01 


Kainchki 

0807000300980800 

1.621 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.621 

-0.58 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.013 

0.57 

1.19 


Kakra 

0807000401002400 

5.655 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.200 

0.89 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.001 

0.02 

0.03 


Kaldaheri 

0807000300981900 

0.894 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.894 

1.06 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.11 

0.08 

0.007 

0.56 

0.84 


Kasoda 

0807000300980900 

3.968 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

-0.31 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.684 

-0.31 

0.150 

0.08 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.029 

0.53 

1.07 


Kathoomar 

0806001200943300 

9.162 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.794 

0.29 

0.070 

0.40 

0.06 

0.00 

0.00 

0.00 

0.44 

0.30 

1.56 

0.036 

0.28 

0.40 





Saline 

Non-command 

Non-command 

Older Alluvium 

4.368 

0.29 

0.070 

0.17 

0.02 

0.00 

0.00 

0.00 

0.24 

0.16 

0.63 

0.033 

0.25 

0.37 


Khakhawali 

0807000300982000 

6.863 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.863 

1.24 

0.150 

0.19 

0.03 

0.00 

0.00 

0.00 

1.43 

1.01 

0.70 

0.054 

0.55 

0.78 


Kharsanki 

0806001100923600 

1.617 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.70 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kherli 

0807000300982100 

2.676 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.676 

2.72 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

1.13 

0.74 

0.16 

0.021 

0.55 

0.84 


Kherli Tarf Rela 

0806001200943500 

1.809 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.148 

0.52 

0.070 

0.07 

0.01 

0.00 

0.00 

0.00 

0.10 

0.07 

0.29 

0.009 

0.33 

0.49 


Kumharedi 

0807000300990300 

2.270 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.129 

0.64 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.03 

0.04 






Sikri bund 

Command 

Older Alluvium 

2.141 

0.64 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.23 

0.18 

0.10 

0.017 

0.52 

0.66 


Kurbara 

0807000601021500 

3.266 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.002 

1.47 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kutakpur 

0807000300990200 

1.721 

Saline 

Sikri bund 

Command 

Older Alluvium 

1.648 

0.23 

0.150 

0.03 

0.01 

0.00 

0.00 

0.00 

0.08 

0.06 

0.09 

0.013 

0.53 

0.68 


Lodhaheri 

0807000300980100 

1.737 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.737 

0.07 

0.150 

0.06 

0.01 

0.00 

0.00 

0.00 

0.07 

0.03 

0.22 

0.014 

0.57 

1.20 


Maithna 

0806001200942000 

3.924 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.535 

1.29 

0.070 

0.11 

0.02 

0.00 

0.00 

0.00 

0.32 

0.22 

0.43 

0.019 

0.34 

0.49 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.389 

1.29 

0.070 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.11 

0.11 

0.010 

0.19 

0.27 


Mankhera 

0806001200944000 

3.081 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.234 

0.83 

0.070 

0.11 

0.02 

0.00 

0.00 

0.00 

0.22 

0.15 

0.43 

0.017 

0.38 

0.56 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.374 

0.83 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.003 

0.06 

0.09 


Manota Kalan 

0807000300981100 

5.409 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.409 

0.51 

0.150 

0.10 

0.01 

0.00 

0.00 

0.00 

0.50 

0.24 

0.34 

0.043 

0.57 

1.18 


Manota Khurd 

0807000300981200 

4.145 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.04 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

4.145 

0.04 

0.150 

0.11 

0.02 

0.00 

0.00 

0.00 

0.12 

0.06 

0.41 

0.033 

0.57 

1.11 


Manpur 

0806001200941000 

1.354 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.168 

0.82 

0.070 

0.18 

0.03 

0.00 

0.00 

0.00 

0.22 

0.15 

0.69 

0.009 

0.45 

0.66 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.186 

0.82 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.05 

0.001 

0.07 

0.11 


Masari 

0806001200943100 

8.472 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.929 

-0.54 

0.070 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.50 

0.015 

0.12 

0.17 


Mathura Hera 

0806001200940600 

2.994 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.767 

1.28 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.01 

0.006 

0.14 

0.20 


Mawai 

0807000401006400 

4.962 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.962 

1.45 

0.150 

0.27 

0.04 

0.00 

0.00 

0.00 

1.31 

0.97 

1.04 

0.032 

0.55 

0.74 


Moliya 

0806001100926300 

4.842 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.293 

-1.08 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.010 

0.15 

0.31 


Moondoti 

0807000300982500 

4.593 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.025 

0.56 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

4.568 

0.56 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.43 

0.33 

0.15 

0.036 

0.54 

0.71 


Moraka 

0807000300981500 

4.370 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.370 

2.05 

0.150 

0.06 

0.01 

0.00 

0.00 

0.00 

1.39 

0.79 

0.19 

0.034 

0.56 

0.98 


Moroli 

0807000401006900 

3.441 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.413 

1.34 

0.150 

0.16 

0.02 

0.00 

0.00 

0.00 

0.83 

0.58 

0.62 

0.022 

0.54 

0.77 


Mudhera 

0807000300996500 

9.623 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.840 

1.64 

0.150 

0.17 

0.02 

0.00 

0.00 

0.00 

2.33 

1.77 

0.57 

0.070 

0.50 

0.66 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.783 

1.64 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.15 

0.02 

0.006 

0.04 

0.06 


Mundpuri Khurd 

0806001100923500 

2.826 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.339 

0.79 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.08 

0.003 

0.07 

0.15 


Muriya 

0807000300995100 

4.369 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.266 

0.42 

0.150 

0.08 

0.02 

0.00 

0.00 

0.00 

0.26 

0.21 

0.28 

0.026 

0.41 

0.53 


Nagar (M) 

0807000340702000 

11.440 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.011 

1.07 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

10.534 

1.07 

0.150 

0.84 

0.04 

0.00 

0.00 

0.00 

2.49 

1.99 

1.09 

1.740 

0.51 

0.63 






Sikri bund 

Command 

Older Alluvium 

0.894 

1.07 

0.150 

0.07 

0.00 

0.00 

0.00 

0.00 

0.21 

0.17 

0.09 

0.148 

0.04 

0.05 


Nagla Bhogra 

0807000300992400 

1.439 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.061 

0.31 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.03 


Nagla Deshwar 

0807000401006600 

1.122 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.122 

1.65 

0.150 

0.07 

0.01 

0.00 

0.00 

0.00 

0.34 

0.26 

0.26 

0.007 

0.55 

0.72 


Nagla Janoothar 

0807000401006700 

1.485 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.485 

2.06 

0.150 

0.15 

0.02 

0.00 

0.00 

0.00 

0.59 

0.44 

0.57 

0.010 

0.55 

0.73 


Nagla Lakhmi 

0807000401002900 

0.725 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.467 

1.68 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.09 

0.07 

0.003 

0.35 

0.55 


Nagla Matwa 

0806001200940800 

1.737 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.310 

0.58 

0.070 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.11 

0.010 

0.41 

0.54 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.411 

0.58 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.003 

0.13 

0.17 


Nagla Ram Ratan 

0807000300991400 

1.633 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.633 

1.03 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.28 

0.23 

0.11 

0.013 

0.55 

0.69 


Nagla Shyam 

0807000300983300 

0.913 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.861 

1.01 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.12 

0.06 

0.007 

0.52 

0.65 






Sikri bund 

Command 

Older Alluvium 

0.052 

1.01 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.03 

0.04 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Garoli 

0807000401007400 

0.25 

0.02 

483.02 

0.03 

0.01 

0.04 

0.02 

0.20 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.059 

0.003 

0.056 

0.190 

338.11 

Over Exploited 

Haneepur 

0806001200942200 

0.12 

0.15 

(29.83) 

0.12 

0.02 

0.14 

0.07 

0.60 

0.02 

0.0600 

- 

- 

0.002 

0.062 

0.081 

0.219 

0.011 

0.208 

0.579 

278.43 

Over Exploited 

Hanumanta 

0806001200940300 

0.12 

0.00 

1,443.17 

0.00 

- 

0.00 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.005 

0.003 

60.40 

Safe 

Hulyana 

0806001200941300 

0.12 

0.25 

54.56 

0.30 

0.01 

0.31 

0.06 

0.48 

0.03 

0.0400 

- 

- 

- 

0.040 

0.072 

0.379 

0.019 

0.360 

0.360 

100.18 

Over Exploited 



0.12 

0.02 

474.99 

0.02 

- 

0.02 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.002 

0.020 

0.001 

0.019 

0.047 

242.83 

Over Exploited 

Imlali 

0806001100924700 

0.18 

0.23 

(77.94) 

0.18 

0.00 

0.18 

0.07 

0.62 

0.03 

0.0100 

- 

- 

0.001 

0.011 

0.040 

0.225 

0.011 

0.213 

0.361 

169.00 

Over Exploited 

Indrawali 

0806001200940700 

0.12 

0.01 

174.17 

0.01 

- 

0.01 

0.02 

0.15 

0.00 

- 

- 

- 

- 

- 

0.001 

0.015 

0.001 

0.014 

0.044 

302.88 

Over Exploited 

Ishnaka 

0807000300992000 

0.20 

0.14 

(10.38) 

0.13 

0.00 

0.13 

0.07 

0.62 

0.02 

0.0100 

- 

- 

0.001 

0.011 

0.030 

0.160 

0.008 

0.152 

0.040 

26.53 

Safe 

Ishroti 

0806001200944900 

0.12 

0.00 

868.75 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.011 

2,245.26 

Over Exploited 

Itera 

0806001100926400 

0.18 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.043 

2,277.24 

Over Exploited 

Jagarka 

0807000300983200 

0.20 

0.24 

29.12 

0.29 

0.00 

0.29 

0.07 

0.62 

0.03 

0.0100 

- 

- 

0.001 

0.011 

0.043 

0.334 

0.017 

0.317 

0.137 

43.29 

Safe 

Jalooki 

0807000300981000 

0.20 

0.53 

(85.85) 

0.42 

0.01 

0.43 

0.07 

0.64 

0.07 

0.0400 

- 

- 

0.001 

0.041 

0.106 

0.539 

0.027 

0.512 

0.380 

74.29 

Semi Critical 

Janoothar 

0807000401007300 

0.25 

0.79 

181.71 

0.95 

0.06 

1.01 

0.05 

0.45 

0.09 

0.1700 

- 

- 

0.003 

0.173 

0.265 

1.273 

0.064 

1.210 

1.605 

132.72 

Over Exploited 

Jatoli Thoon 

0807000401006500 

0.25 

0.96 

54.86 

1.15 

0.04 

1.19 

0.07 

0.62 

0.12 

0.2000 

- 

- 

0.004 

0.204 

0.326 

1.517 

0.076 

1.441 

1.091 

75.73 

Semi Critical 

Jhareda 

0806001100922700 

0.18 

0.05 

(1.59) 

0.05 

- 

0.05 

0.04 

0.36 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.070 

0.003 

0.066 

0.099 

149.37 

Over Exploited 

Jheetredi 

0807000300981700 

0.20 

0.24 

(12.64) 

0.21 

0.01 

0.22 

0.07 

0.63 

0.03 

0.0200 

- 

- 

0.001 

0.021 

0.052 

0.275 

0.014 

0.261 

0.161 

61.68 

Safe 

Jhoolka 

0807000401006200 

0.25 

0.15 

9.83 

0.17 

0.00 

0.17 

0.07 

0.62 

0.02 

0.0100 

- 

- 

0.001 

0.011 

0.030 

0.199 

0.010 

0.189 

0.067 

35.50 

Safe 



0.20 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kailoori 

0807000501009900 

0.20 

0.00 

6,834.86 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.012 

6,399.95 

Over Exploited 

Kainchki 

0807000300980800 

0.20 

0.18 

- 

0.18 

0.01 

0.20 

0.07 

0.64 

0.02 

0.0100 

- 

- 

0.000 

0.011 

0.034 

0.229 

0.023 

0.206 

0.201 

97.51 

Critical 

Kakra 

0807000401002400 

0.20 

0.00 

2,299.25 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.012 

1,262.33 

Over Exploited 

Kaldaheri 

0807000300981900 

0.20 

0.10 

7.98 

0.11 

0.00 

0.11 

0.07 

0.63 

0.01 

0.0100 

- 

- 

0.000 

0.010 

0.023 

0.130 

0.007 

0.124 

0.087 

70.30 

Semi Critical 

Kasoda 

0807000300980900 

0.25 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.39 

- 

0.39 

0.01 

0.40 

0.07 

0.59 

0.05 

0.0300 

- 

- 

- 

0.030 

0.079 

0.477 

0.048 

0.429 

0.301 

70.08 

Semi Critical 

Kathoomar 

0806001200943300 

0.12 

0.16 

89.45 

0.19 

0.06 

0.25 

0.04 

0.31 

0.02 

0.1700 

- 

- 

- 

0.170 

0.190 

0.441 

0.022 

0.419 

1.591 

379.93 

Over Exploited 



0.12 

0.13 

24.55 

0.16 

0.02 

0.18 

0.03 

0.28 

0.02 

0.0700 

- 

- 

- 

0.070 

0.087 

0.265 

0.013 

0.252 

0.667 

264.86 

Over Exploited 

Khakhawali 

0807000300982000 

0.20 

0.76 

33.81 

0.91 

0.03 

0.94 

0.07 

0.62 

0.10 

0.0800 

- 

- 

0.003 

0.083 

0.182 

1.123 

0.056 

1.066 

0.751 

70.42 

Semi Critical 

Kharsanki 

0806001100923600 

0.18 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kherli 

0807000300982100 

0.20 

0.29 

152.74 

0.35 

0.01 

0.36 

0.07 

0.62 

0.04 

0.0200 

- 

- 

0.001 

0.021 

0.059 

0.423 

0.021 

0.402 

0.184 

45.81 

Safe 

Kherli Tarf Rela 

0806001200943500 

0.12 

0.05 

51.90 

0.06 

0.01 

0.07 

0.04 

0.38 

0.01 

0.0300 

- 

- 

0.000 

0.030 

0.036 

0.102 

0.005 

0.097 

0.297 

307.13 

Over Exploited 

Kumharedi 

0807000300990300 

0.20 

0.00 

1,099.47 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.011 

1,075.04 

Over Exploited 



0.20 

0.22 

(17.02) 

0.18 

0.00 

0.18 

0.07 

0.59 

0.03 

0.0100 

- 

- 

0.001 

0.011 

0.041 

0.226 

0.011 

0.214 

0.114 

53.09 

Safe 

Kurbara 

0807000601021500 

0.20 

0.00 

218,065.11 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kutakpur 

0807000300990200 

0.20 

0.17 

(66.61) 

0.14 

0.01 

0.15 

0.07 

0.60 

0.02 

0.0200 

- 

- 

0.001 

0.021 

0.044 

0.194 

0.010 

0.184 

0.105 

56.97 

Safe 

Lodhaheri 

0807000300980100 

0.20 

0.20 

(84.09) 

0.16 

0.01 

0.17 

0.07 

0.64 

0.02 

0.0200 

- 

- 

0.001 

0.021 

0.046 

0.215 

0.011 

0.204 

0.231 

113.04 

Over Exploited 

Maithna 

0806001200942000 

0.12 

0.10 

113.39 

0.13 

0.02 

0.15 

0.04 

0.39 

0.01 

0.0500 

- 

- 

- 

0.050 

0.063 

0.209 

0.010 

0.198 

0.451 

227.47 

Over Exploited 



0.12 

0.03 

246.61 

0.04 

- 

0.04 

0.02 

0.21 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.052 

0.003 

0.049 

0.116 

237.35 

Over Exploited 

Mankhera 

0806001200944000 

0.12 

0.10 

47.13 

0.12 

0.02 

0.14 

0.05 

0.43 

0.01 

0.0500 

- 

- 

- 

0.050 

0.063 

0.206 

0.010 

0.196 

0.449 

229.33 

Over Exploited 



0.12 

0.00 

655.50 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.032 

877.61 

Over Exploited 

Manota Kalan 

0807000300981100 

0.20 

0.62 

(60.46) 

0.49 

0.01 

0.51 

0.07 

0.64 

0.08 

0.0400 

- 

- 

0.003 

0.043 

0.120 

0.625 

0.031 

0.594 

0.379 

63.72 

Safe 

Manota Khurd 

0807000300981200 

0.25 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.47 

(87.42) 

0.38 

0.02 

0.40 

0.07 

0.64 

0.06 

0.0500 

- 

- 

0.001 

0.051 

0.110 

0.506 

0.025 

0.481 

0.445 

92.52 

Critical 

Manpur 

0806001200941000 

0.12 

0.06 

133.47 

0.08 

0.03 

0.11 

0.06 

0.51 

0.01 

0.0800 

- 

- 

- 

0.080 

0.088 

0.195 

0.010 

0.185 

0.700 

378.47 

Over Exploited 



0.12 

0.00 

772.43 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.012 

0.049 

428.10 

Over Exploited 

Masari 

0806001200943100 

0.12 

0.03 

- 

0.03 

0.01 

0.04 

0.02 

0.14 

0.00 

0.0200 

- 

- 

0.002 

0.022 

0.025 

0.065 

0.007 

0.059 

0.512 

874.11 

Over Exploited 

Mathura Hera 

0806001200940600 

0.12 

0.01 

282.38 

0.02 

- 

0.02 

0.02 

0.16 

0.00 

- 

- 

- 

- 

- 

0.002 

0.017 

0.001 

0.016 

0.016 

98.95 

Critical 

Mawai 

0807000401006400 

0.25 

0.68 

43.07 

0.82 

0.04 

0.86 

0.07 

0.62 

0.09 

0.1200 

- 

- 

0.002 

0.122 

0.207 

1.065 

0.053 

1.012 

1.069 

105.70 

Over Exploited 

Moliya 

0806001100926300 

0.18 

0.04 

- 

0.04 

- 

0.04 

0.02 

0.17 

0.00 

- 

- 

- 

- 

- 

0.004 

0.040 

0.004 

0.036 

0.116 

324.55 

Over Exploited 

Moondoti 

0807000300982500 

0.25 

0.00 

8,809.91 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.50 

(34.23) 

0.40 

0.01 

0.41 

0.07 

0.61 

0.07 

0.0200 

- 

- 

- 

0.020 

0.086 

0.492 

0.025 

0.468 

0.186 

39.75 

Safe 

Moraka 

0807000300981500 

0.20 

0.49 

62.31 

0.59 

0.01 

0.60 

0.07 

0.63 

0.06 

0.0200 

- 

- 

0.001 

0.021 

0.084 

0.682 

0.034 

0.647 

0.219 

33.88 

Safe 

Moroli 

0807000401006900 

0.25 

0.46 

25.22 

0.56 

0.02 

0.58 

0.06 

0.61 

0.05 

0.0700 

- 

- 

0.001 

0.071 

0.126 

0.702 

0.035 

0.667 

0.644 

96.57 

Critical 

Mudhera 

0807000300996500 

0.25 

1.11 

59.76 

1.33 

0.02 

1.35 

0.07 

0.57 

0.14 

0.1100 

- 

- 

- 

0.110 

0.254 

1.607 

0.080 

1.527 

0.640 

41.89 

Safe 



0.20 

0.01 

2,117.25 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.009 

0.027 

308.21 

Over Exploited 

Mundpuri Khurd 

0806001100923500 

0.18 

0.00 

385.53 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.016 

0.001 

0.015 

0.082 

551.75 

Over Exploited 

Muriya 

0807000300995100 

0.20 

0.27 

(23.20) 

0.21 

0.02 

0.24 

0.05 

0.47 

0.04 

0.0500 

- 

- 

0.001 

0.051 

0.087 

0.322 

0.016 

0.306 

0.310 

101.26 

Over Exploited 

Nagar (M) 

0807000340702000 

0.25 

0.00 

92,754.44 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

96,856.32 

Over Exploited 



0.20 

1.07 

86.89 

1.28 

0.04 

1.32 

0.07 

0.57 

0.14 

0.1200 

- 

- 

- 

0.120 

0.263 

1.583 

0.079 

1.504 

2.831 

188.28 

Over Exploited 



0.20 

0.01 

2,123.17 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.020 

0.001 

0.019 

0.242 

1,256.34 

Over Exploited 

Nagla Bhogra 

0807000300992400 

0.20 

0.00 

681.55 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.010 

2,939.27 

Over Exploited 

Nagla Deshwar 

0807000401006600 

0.25 

0.15 

66.57 

0.19 

0.01 

0.20 

0.07 

0.62 

0.02 

0.0500 

- 

- 

- 

0.050 

0.069 

0.265 

0.013 

0.251 

0.269 

107.10 

Over Exploited 

Nagla Janoothar 

0807000401006700 

0.25 

0.20 

117.14 

0.25 

0.02 

0.27 

0.07 

0.62 

0.02 

0.0600 

- 

- 

0.000 

0.060 

0.085 

0.351 

0.018 

0.333 

0.579 

173.70 

Over Exploited 

Nagla Lakhmi 

0807000401002900 

0.25 

0.04 

113.34 

0.05 

- 

0.05 

0.04 

0.39 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.059 

0.003 

0.056 

0.075 

133.49 

Over Exploited 

Nagla Matwa 

0806001200940800 

0.12 

0.06 

(2.48) 

0.06 

- 

0.06 

0.05 

0.46 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.081 

0.004 

0.077 

0.118 

152.83 

Over Exploited 



0.12 

0.01 

98.66 

0.01 

- 

0.01 

0.02 

0.15 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.008 

0.013 

163.27 

Over Exploited 

Nagla Ram Ratan 

0807000300991400 

0.20 

0.18 

25.44 

0.22 

0.00 

0.22 

0.07 

0.62 

0.02 

0.0200 

- 

- 

0.002 

0.022 

0.046 

0.262 

0.013 

0.249 

0.118 

47.30 

Safe 

Nagla Shyam 

0807000300983300 

0.20 

0.09 

33.45 

0.11 

0.00 

0.11 

0.07 

0.59 

0.01 

0.0100 

- 

- 

0.001 

0.011 

0.023 

0.130 

0.007 

0.124 

0.067 

54.01 

Safe 



0.20 

0.00 

1,818.36 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Nahroli Deshwar 

0807000401007100 

3.377 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.131 

1.63 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.03 

0.001 

0.02 

0.03 


Nahroli Thakur 

0807000401007000 

1.158 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.038 

0.71 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.02 

0.03 


Nangla Keshariya 

0806001200947000 

1.498 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.854 

0.87 

0.070 

0.19 

0.03 

0.00 

0.00 

0.00 

0.21 

0.15 

0.73 

0.006 

0.30 

0.43 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.096 

0.87 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.001 

0.03 

0.05 


Nangla Khooba 

0806001200947200 

2.019 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.355 

1.30 

0.070 

0.05 

0.01 

0.00 

0.00 

0.00 

0.07 

0.05 

0.19 

0.003 

0.09 

0.13 


Nangla Sitaram 

0806001200947400 

1.610 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.003 

0.79 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.087 

0.79 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.03 

0.04 


Nauganwa 

0807000300991700 

0.866 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.866 

0.75 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.09 

0.07 

0.007 

0.55 

0.69 


Neemki 

0807000300990600 

0.686 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.686 

1.09 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.10 

0.03 

0.005 

0.55 

0.69 


Nibhera 

0806001100926100 

4.587 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.921 

-0.93 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.007 

0.11 

0.23 


Padalwas 

0807000300992500 

3.079 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.013 

0.32 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Paltoo 

0807000300996300 

2.819 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.819 

1.44 

0.150 

0.08 

0.01 

0.00 

0.00 

0.00 

0.68 

0.51 

0.30 

0.022 

0.54 

0.73 


Panhori 

0807000401002800 

13.534 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.361 

1.72 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.37 

0.24 

0.08 

0.009 

0.05 

0.09 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.160 

1.72 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.85 

0.55 

0.17 

0.020 

0.13 

0.20 


Pathroda 

0806001100923200 

1.838 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.830 

0.76 

0.090 

0.05 

0.01 

0.00 

0.00 

0.00 

0.16 

0.08 

0.19 

0.014 

0.57 

1.23 



0807000300996400 

2.810 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.713 

1.59 

0.150 

0.09 

0.01 

0.00 

0.00 

0.00 

0.73 

0.55 

0.34 

0.021 

0.53 

0.69 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.097 

1.59 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.02 

0.02 


Peelooki 

0807000300991500 

0.882 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.882 

0.91 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.10 

0.04 

0.007 

0.55 

0.69 


Peepal Khera 

0806001100924600 

4.132 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.457 

0.17 

0.090 

0.09 

0.01 

0.00 

0.00 

0.00 

0.10 

0.05 

0.36 

0.011 

0.20 

0.42 


Peeploo 

0807000300980600 

2.353 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.35 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.322 

0.35 

0.150 

0.07 

0.01 

0.00 

0.00 

0.00 

0.18 

0.08 

0.27 

0.018 

0.57 

1.21 


Peeraka 

0807000300983000 

2.000 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.000 

1.01 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.33 

0.25 

0.10 

0.016 

0.55 

0.73 


Pendka 

0807000300983400 

2.608 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.401 

0.58 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.11 

0.07 

0.011 

0.30 

0.40 






Sikri bund 

Command 

Older Alluvium 

1.207 

0.58 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.07 

0.009 

0.26 

0.35 


Pharaska 

0807000300990500 

0.826 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.826 

1.12 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.13 

0.07 

0.006 

0.55 

0.69 


Pisai 

0806001200941900 

3.170 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.170 

1.86 

0.070 

0.07 

0.01 

0.00 

0.00 

0.00 

0.47 

0.35 

0.26 

0.024 

0.55 

0.74 


Poonchhri 

0807000300995500 

4.006 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.046 

0.78 

0.150 

0.03 

0.01 

0.00 

0.00 

0.00 

0.26 

0.19 

0.09 

0.016 

0.28 

0.38 


Pootli 

0807000300996200 

1.399 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.399 

1.50 

0.150 

0.29 

0.04 

0.00 

0.00 

0.00 

0.56 

0.43 

1.13 

0.011 

0.55 

0.71 


Raipur Khurd 

0807000300979700 

2.277 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.395 

0.17 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.05 

0.003 

0.10 

0.21 


Ram Nagar 

0806001200939400 

5.661 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.661 

2.22 

0.070 

0.05 

0.01 

0.00 

0.00 

0.00 

0.92 

0.53 

0.14 

0.043 

0.56 

0.96 


Ramwas 

0806001100921900 

6.616 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.035 

0.80 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Ranota 

0806001200943700 

1.490 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.490 

0.57 

0.070 

0.08 

0.01 

0.00 

0.00 

0.00 

0.13 

0.09 

0.29 

0.011 

0.53 

0.77 



0807000300981300 

2.388 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.388 

1.16 

0.150 

0.04 

0.01 

0.00 

0.00 

0.00 

0.45 

0.22 

0.14 

0.019 

0.57 

1.13 


Rasiya 

0807000300995700 

5.622 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.410 

0.87 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.20 

0.16 

0.06 

0.011 

0.14 

0.18 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.696 

0.87 

0.150 

0.03 

0.01 

0.00 

0.00 

0.00 

0.50 

0.39 

0.08 

0.029 

0.36 

0.47 


Ratha 

0807000300991200 

1.475 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.165 

1.07 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.06 

0.08 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.310 

1.07 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.23 

0.18 

0.07 

0.010 

0.49 

0.61 


Ratnaki 

0806001100922400 

2.246 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.246 

0.74 

0.090 

0.05 

0.01 

0.00 

0.00 

0.00 

0.19 

0.12 

0.19 

0.017 

0.56 

0.86 


Ravidaspura 

0807000300995600 

3.608 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.784 

0.86 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.02 

0.006 

0.12 

0.16 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.824 

0.86 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.38 

0.28 

0.05 

0.022 

0.43 

0.58 


Rela 

0806001200943400 

2.988 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.988 

0.32 

0.070 

0.09 

0.01 

0.00 

0.00 

0.00 

0.15 

0.10 

0.35 

0.023 

0.53 

0.77 


Reta 

0806001200943200 

2.344 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.344 

-0.36 

0.070 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.54 

0.018 

0.53 

0.76 


Reti 

0806001200942300 

1.654 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.654 

0.37 

0.070 

0.09 

0.01 

0.00 

0.00 

0.00 

0.12 

0.09 

0.32 

0.012 

0.53 

0.76 


Rojki 

0807000300983100 

1.311 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.311 

0.92 

0.150 

0.04 

0.00 

0.00 

0.00 

0.00 

0.22 

0.16 

0.13 

0.010 

0.55 

0.73 


Roneeja 

0807000501010000 

5.291 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.129 

1.90 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.001 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.373 

1.90 

0.100 

0.12 

0.02 

0.00 

0.00 

0.00 

0.55 

0.44 

0.44 

0.018 

0.26 

0.32 


Rundh Maithana 

0806001200942400 

2.376 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.570 

1.33 

0.070 

0.03 

0.00 

0.00 

0.00 

0.00 

0.18 

0.13 

0.09 

0.012 

0.35 

0.50 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.805 

1.33 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.02 

0.006 

0.18 

0.26 


Salarpur 

0806001100922500 

1.355 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.355 

0.94 

0.090 

0.05 

0.01 

0.00 

0.00 

0.00 

0.15 

0.10 

0.19 

0.010 

0.56 

0.86 


Samoli 

0806001200941100 

3.323 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.306 

0.83 

0.070 

0.16 

0.02 

0.00 

0.00 

0.00 

0.33 

0.23 

0.61 

0.025 

0.52 

0.76 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.017 

0.83 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sarangpur 

0807000300991300 

2.602 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.066 

1.07 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.536 

1.07 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.43 

0.34 

0.06 

0.020 

0.54 

0.67 


Semla Kalan 

0807000300981800 

2.534 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.534 

0.93 

0.150 

0.08 

0.01 

0.00 

0.00 

0.00 

0.42 

0.23 

0.27 

0.020 

0.56 

1.05 


Semla Khurd 

0806001100922600 

3.938 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.938 

0.99 

0.090 

0.10 

0.01 

0.00 

0.00 

0.00 

0.44 

0.21 

0.36 

0.030 

0.57 

1.18 



0807000300980500 

1.590 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.590 

-0.08 

0.150 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.013 

0.57 

1.21 


Semli 

0807000300980400 

3.517 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.517 

-0.39 

0.150 

0.15 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.57 

0.028 

0.57 

1.20 


Semli Dilawar 

0806001100923300 

1.277 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.277 

0.51 

0.090 

0.07 

0.01 

0.00 

0.00 

0.00 

0.12 

0.06 

0.26 

0.010 

0.57 

1.23 


Shekhpur 

0807000300982300 

1.875 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.875 

1.01 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.32 

0.24 

0.16 

0.015 

0.55 

0.75 


Sirthala 

0807000300983500 

2.730 

Saline 

Sikri bund 

Command 

Older Alluvium 

1.761 

0.23 

0.150 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.07 

0.16 

0.014 

0.36 

0.48 


Sirthali 

0807000300983600 

2.220 

Saline 

Sikri bund 

Command 

Older Alluvium 

1.171 

0.27 

0.150 

0.03 

0.01 

0.00 

0.00 

0.00 

0.07 

0.04 

0.09 

0.009 

0.29 

0.44 


Siswara 

0807000401006000 

10.515 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.595 

0.50 

0.150 

0.27 

0.04 

0.00 

0.00 

0.00 

0.73 

0.48 

1.01 

0.043 

0.34 

0.52 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.388 

0.50 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.05 

0.003 

0.02 

0.03 


Sitahara 

0806001200940400 

6.002 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.216 

2.54 

0.070 

0.03 

0.00 

0.00 

0.00 

0.00 

0.25 

0.17 

0.10 

0.009 

0.11 

0.16 


Somsi 

0807000300982700 

1.174 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.174 

1.00 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.21 

0.16 

0.10 

0.009 

0.55 

0.70 


Sonkh 

0806001200941600 

12.704 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.889 

1.47 

0.070 

0.13 

0.02 

0.00 

0.00 

0.00 

0.41 

0.32 

0.50 

0.022 

0.13 

0.16 





Saline 

Non-command 

Non-command 

Older Alluvium 

7.520 

1.47 

0.070 

0.16 

0.02 

0.00 

0.00 

0.00 

0.92 

0.71 

0.57 

0.057 

0.33 

0.42 


Sundana 

0807000501012600 

1.871 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.042 

0.88 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.02 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Nahroli Deshwar 

0807000401007100 

0.25 

0.00 

4,019.72 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.035 

4,037.16 

Over Exploited 

Nahroli Thakur 

0807000401007000 

0.25 

0.00 

5,444.41 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.022 

10,405.92 

Over Exploited 

Nangla Keshariya 

0806001200947000 

0.12 

0.03 

378.71 

0.04 

0.03 

0.07 

0.04 

0.34 

0.00 

0.0800 

- 

- 

- 

0.080 

0.084 

0.151 

0.008 

0.144 

0.740 

515.21 

Over Exploited 



0.12 

0.00 

2,746.89 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.039 

7,876.66 

Over Exploited 

Nangla Khooba 

0806001200947200 

0.12 

0.00 

1,190.03 

0.00 

0.01 

0.01 

0.01 

0.11 

0.00 

0.0200 

- 

- 

- 

0.020 

0.021 

0.035 

0.002 

0.034 

0.197 

585.49 

Over Exploited 

Nangla Sitaram 

0806001200947400 

0.12 

0.00 

26,898.11 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.00 

1,039.04 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.020 

5,221.72 

Over Exploited 

Nauganwa 

0807000300991700 

0.20 

0.10 

(1.91) 

0.09 

0.00 

0.09 

0.07 

0.62 

0.01 

0.0100 

- 

- 

0.000 

0.010 

0.023 

0.117 

0.006 

0.111 

0.076 

68.32 

Safe 

Neemki 

0807000300990600 

0.20 

0.08 

28.40 

0.09 

0.00 

0.09 

0.07 

0.62 

0.01 

- 

- 

- 

0.001 

0.001 

0.011 

0.102 

0.005 

0.097 

0.035 

36.39 

Safe 

Nibhera 

0806001100926100 

0.18 

0.02 

- 

0.02 

0.00 

0.02 

0.01 

0.13 

0.00 

- 

- 

- 

0.000 

0.000 

0.002 

0.021 

0.002 

0.019 

0.086 

447.54 

Over Exploited 

Padalwas 

0807000300992500 

0.20 

0.00 

8,067.70 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Paltoo 

0807000300996300 

0.25 

0.38 

32.49 

0.46 

0.01 

0.47 

0.07 

0.61 

0.05 

0.0300 

- 

- 

0.001 

0.031 

0.080 

0.549 

0.027 

0.521 

0.323 

62.01 

Safe 

Panhori 

0807000401002800 

0.25 

0.02 

1,173.18 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.044 

0.002 

0.042 

0.091 

214.93 

Over Exploited 



0.20 

0.08 

580.57 

0.10 

0.01 

0.11 

0.01 

0.14 

0.01 

0.0300 

- 

- 

- 

0.030 

0.039 

0.146 

0.007 

0.138 

0.190 

137.74 

Over Exploited 

Pathroda 

0806001100923200 

0.18 

0.19 

(59.27) 

0.15 

0.01 

0.16 

0.07 

0.64 

0.02 

0.0200 

- 

- 

0.000 

0.020 

0.044 

0.204 

0.010 

0.194 

0.199 

102.49 

Over Exploited 


0807000300996400 

0.25 

0.36 

54.50 

0.43 

0.01 

0.44 

0.07 

0.59 

0.05 

0.0400 

- 

- 

- 

0.040 

0.087 

0.524 

0.026 

0.498 

0.359 

72.13 

Semi Critical 



0.20 

0.00 

4,724.80 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.011 

2,333.73 

Over Exploited 

Peelooki 

0807000300991500 

0.20 

0.10 

6.78 

0.10 

0.00 

0.10 

0.07 

0.62 

0.01 

0.0100 

- 

- 

0.001 

0.011 

0.024 

0.128 

0.006 

0.122 

0.045 

36.98 

Safe 

Peepal Khera 

0806001100924600 

0.18 

0.05 

(7.55) 

0.05 

0.01 

0.06 

0.03 

0.23 

0.01 

0.0400 

- 

- 

- 

0.040 

0.047 

0.105 

0.005 

0.100 

0.367 

367.58 

Over Exploited 

Peeploo 

0807000300980600 

0.25 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.26 

(67.91) 

0.21 

0.01 

0.22 

0.07 

0.64 

0.03 

0.0300 

- 

- 

0.001 

0.031 

0.064 

0.285 

0.014 

0.271 

0.286 

105.78 

Over Exploited 

Peeraka 

0807000300983000 

0.20 

0.22 

14.21 

0.25 

0.00 

0.25 

0.07 

0.62 

0.03 

0.0100 

- 

- 

0.001 

0.011 

0.040 

0.292 

0.015 

0.277 

0.117 

42.10 

Safe 

Pendka 

0807000300983400 

0.20 

0.08 

26.46 

0.10 

0.00 

0.10 

0.04 

0.34 

0.01 

0.0100 

- 

- 

0.000 

0.010 

0.021 

0.121 

0.006 

0.115 

0.081 

70.22 

Semi Critical 



0.20 

0.06 

50.56 

0.07 

- 

0.07 

0.03 

0.29 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.092 

0.005 

0.088 

0.079 

90.81 

Critical 

Pharaska 

0807000300990500 

0.20 

0.09 

38.90 

0.11 

0.00 

0.11 

0.07 

0.62 

0.01 

0.0100 

- 

- 

0.001 

0.011 

0.023 

0.132 

0.007 

0.126 

0.076 

60.89 

Safe 

Pisai 

0806001200941900 

0.12 

0.21 

66.67 

0.25 

0.01 

0.26 

0.07 

0.62 

0.03 

0.0300 

- 

- 

0.005 

0.035 

0.061 

0.324 

0.016 

0.308 

0.283 

91.92 

Critical 

Poonchhri 

0807000300995500 

0.20 

0.11 

65.47 

0.14 

0.01 

0.15 

0.04 

0.32 

0.01 

0.0200 

- 

- 

0.001 

0.021 

0.036 

0.184 

0.009 

0.175 

0.110 

62.87 

Safe 

Pootli 

0807000300996200 

0.25 

0.19 

127.52 

0.23 

0.04 

0.27 

0.07 

0.62 

0.03 

0.2100 

- 

- 

0.001 

0.211 

0.236 

0.505 

0.025 

0.480 

1.140 

237.43 

Over Exploited 

Raipur Khurd 

0807000300979700 

0.20 

0.01 

21.89 

0.01 

- 

0.01 

0.01 

0.11 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.020 

0.001 

0.019 

0.056 

290.50 

Over Exploited 

Ram Nagar 

0806001200939400 

0.12 

0.38 

40.46 

0.45 

0.01 

0.46 

0.07 

0.63 

0.05 

0.0200 

- 

- 

0.002 

0.022 

0.070 

0.535 

0.027 

0.508 

0.187 

36.77 

Safe 

Ramwas 

0806001100921900 

0.18 

0.00 

6,256.49 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ranota 

0806001200943700 

0.12 

0.09 

(6.10) 

0.09 

0.01 

0.10 

0.07 

0.59 

0.01 

0.0300 

- 

- 

0.000 

0.031 

0.043 

0.141 

0.007 

0.134 

0.299 

222.68 

Over Exploited 


0807000300981300 

0.20 

0.27 

(17.73) 

0.22 

0.01 

0.23 

0.07 

0.64 

0.03 

0.0200 

- 

- 

0.000 

0.020 

0.054 

0.288 

0.014 

0.274 

0.163 

59.51 

Safe 

Rasiya 

0807000300995700 

0.25 

0.05 

222.73 

0.06 

- 

0.06 

0.02 

0.16 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.075 

0.004 

0.071 

0.066 

93.25 

Critical 



0.20 

0.27 

125,501.58 

0.32 

0.01 

0.33 

0.05 

0.41 

0.03 

0.0200 

- 

- 

- 

0.020 

0.055 

0.384 

0.019 

0.365 

0.109 

29.86 

Safe 

Ratha 

0807000300991200 

0.25 

0.00 

730.25 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.001 

40.33 

Safe 



0.20 

0.13 

43.20 

0.15 

- 

0.15 

0.07 

0.55 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.181 

0.009 

0.172 

0.080 

46.81 

Safe 

Ratnaki 

0806001100922400 

0.18 

0.23 

(45.79) 

0.18 

0.01 

0.19 

0.07 

0.63 

0.03 

0.0300 

- 

- 

0.001 

0.031 

0.060 

0.251 

0.013 

0.239 

0.202 

84.71 

Semi Critical 

Ravidaspura 

0807000300995600 

0.25 

0.02 

250.38 

0.03 

- 

0.03 

0.02 

0.13 

0.00 

- 

- 

- 

- 

- 

0.003 

0.031 

0.002 

0.029 

0.022 

75.30 

Semi Critical 



0.20 

0.24 

16.57 

0.28 

- 

0.28 

0.05 

0.48 

0.03 

0.0100 

- 

- 

- 

0.010 

0.041 

0.324 

0.016 

0.307 

0.071 

23.17 

Safe 

Rela 

0806001200943400 

0.12 

0.19 

(46.98) 

0.15 

0.01 

0.16 

0.07 

0.59 

0.02 

0.0400 

- 

- 

0.001 

0.041 

0.065 

0.227 

0.011 

0.215 

0.369 

171.26 

Over Exploited 

Reta 

0806001200943200 

0.12 

0.15 

- 

0.15 

0.01 

0.16 

0.07 

0.60 

0.02 

0.0200 

- 

- 

0.001 

0.021 

0.040 

0.200 

0.020 

0.180 

0.558 

310.41 

Over Exploited 

Reti 

0806001200942300 

0.12 

0.11 

(19.28) 

0.09 

0.01 

0.10 

0.07 

0.60 

0.01 

0.0400 

- 

- 

0.001 

0.041 

0.055 

0.151 

0.008 

0.143 

0.336 

234.73 

Over Exploited 

Rojki 

0807000300983100 

0.20 

0.14 

14.10 

0.16 

0.00 

0.17 

0.07 

0.62 

0.02 

0.0100 

- 

- 

0.001 

0.011 

0.030 

0.196 

0.010 

0.186 

0.141 

75.98 

Semi Critical 

Roneeja 

0807000501010000 

0.20 

0.00 

7,562.13 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.030 

6,671.99 

Over Exploited 



0.20 

0.12 

261.16 

0.15 

0.02 

0.17 

0.03 

0.29 

0.01 

0.0500 

- 

- 

- 

0.050 

0.065 

0.230 

0.012 

0.219 

0.461 

210.53 

Over Exploited 

Rundh Maithana 

0806001200942400 

0.12 

0.07 

87.60 

0.08 

- 

0.08 

0.05 

0.40 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.099 

0.005 

0.094 

0.098 

104.54 

Over Exploited 



0.12 

0.02 

243.91 

0.02 

- 

0.02 

0.02 

0.20 

0.00 

- 

- 

- 

- 

- 

0.002 

0.023 

0.001 

0.022 

0.025 

113.40 

Over Exploited 

Salarpur 

0806001100922500 

0.18 

0.14 

(26.59) 

0.11 

0.01 

0.12 

0.07 

0.63 

0.02 

0.0200 

- 

- 

0.000 

0.021 

0.038 

0.157 

0.008 

0.149 

0.195 

130.88 

Over Exploited 

Samoli 

0806001200941100 

0.12 

0.21 

9.44 

0.23 

0.02 

0.25 

0.07 

0.59 

0.03 

0.0700 

- 

- 

- 

0.070 

0.097 

0.344 

0.017 

0.327 

0.630 

192.53 

Over Exploited 



0.12 

0.00 

12,182.23 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sarangpur 

0807000300991300 

0.25 

0.00 

3,582.04 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.20 

0.27 

25.30 

0.33 

- 

0.33 

0.07 

0.61 

0.04 

0.0100 

- 

- 

- 

0.010 

0.046 

0.373 

0.019 

0.354 

0.081 

22.87 

Safe 

Semla Kalan 

0807000300981800 

0.20 

0.29 

(20.87) 

0.23 

0.01 

0.24 

0.07 

0.64 

0.04 

0.0300 

- 

- 

0.001 

0.031 

0.068 

0.308 

0.015 

0.292 

0.294 

100.55 

Over Exploited 

Semla Khurd 

0806001100922600 

0.18 

0.40 

(47.32) 

0.32 

0.01 

0.33 

0.07 

0.64 

0.05 

0.0400 

- 

- 

0.000 

0.041 

0.091 

0.425 

0.021 

0.404 

0.386 

95.56 

Critical 


0807000300980500 

0.20 

0.18 

- 

0.18 

0.01 

0.19 

0.07 

0.64 

0.02 

0.0200 

- 

- 

- 

0.020 

0.043 

0.234 

0.023 

0.211 

0.158 

74.65 

Semi Critical 

Semli 

0807000300980400 

0.20 

0.40 

- 

0.40 

0.02 

0.42 

0.07 

0.64 

0.05 

0.0600 

- 

- 

0.001 

0.061 

0.111 

0.533 

0.053 

0.480 

0.600 

124.98 

Over Exploited 

Semli Dilawar 

0806001100923300 

0.18 

0.13 

(58.02) 

0.11 

0.01 

0.12 

0.07 

0.64 

0.02 

0.0300 

- 

- 

0.000 

0.030 

0.047 

0.162 

0.008 

0.154 

0.274 

177.76 

Over Exploited 

Shekhpur 

0807000300982300 

0.20 

0.21 

15.92 

0.24 

0.01 

0.25 

0.07 

0.62 

0.03 

0.0200 

- 

- 

0.000 

0.020 

0.047 

0.296 

0.015 

0.281 

0.178 

63.25 

Safe 

Sirthala 

0807000300983500 

0.20 

0.13 

(46.80) 

0.10 

0.01 

0.11 

0.05 

0.40 

0.02 

0.0300 

- 

- 

0.001 

0.031 

0.048 

0.159 

0.008 

0.151 

0.174 

115.24 

Over Exploited 

Sirthali 

0807000300983600 

0.20 

0.07 

(34.84) 

0.05 

0.01 

0.07 

0.04 

0.33 

0.01 

0.0200 

- 

- 

0.001 

0.021 

0.030 

0.095 

0.005 

0.090 

0.097 

107.49 

Over Exploited 

Siswara 

0807000401006000 

0.25 

0.56 

(14.78) 

0.48 

0.04 

0.52 

0.04 

0.38 

0.06 

0.1100 

- 

- 

- 

0.110 

0.174 

0.695 

0.035 

0.660 

1.049 

158.88 

Over Exploited 



0.20 

0.00 

1,562.95 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.056 

484.80 

Over Exploited 

Sitahara 

0806001200940400 

0.12 

0.02 

968.09 

0.02 

- 

0.02 

0.01 

0.12 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.031 

0.002 

0.030 

0.105 

355.57 

Over Exploited 

Somsi 

0807000300982700 

0.20 

0.13 

25.86 

0.15 

0.00 

0.16 

0.07 

0.62 

0.02 

0.0100 

- 

- 

0.000 

0.010 

0.028 

0.183 

0.009 

0.173 

0.110 

63.55 

Safe 

Sonkh 

0806001200941600 

0.12 

0.04 

622.10 

0.05 

0.02 

0.07 

0.02 

0.14 

0.01 

0.0600 

- 

- 

- 

0.060 

0.065 

0.138 

0.007 

0.131 

0.519 

395.99 

Over Exploited 



0.12 

0.30 

139.13 

0.36 

0.02 

0.38 

0.04 

0.37 

0.04 

0.0600 

- 

- 

- 

0.060 

0.096 

0.473 

0.024 

0.449 

0.623 

138.73 

Over Exploited 

Sundana 

0807000501012600 

0.20 

0.00 

2,603.80 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.014 

10,622.22 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Sundrawali 

080700030099580C 

9.083 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.906 

0.92 

0.150 

0.11 

0.03 

0.00 

0.00 

0.00 

0.48 

0.38 

0.41 

0.023 

0.18 

0.22 





Saline 

Non-command 

Non-command 

Older Alluvium 

6.177 

0.92 

0.150 

0.12 

0.03 

0.00 

0.00 

0.00 

0.95 

0.75 

0.43 

0.049 

0.37 

0.47 


Tajipur 

080700030098020C 

0.963 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.963 

-0.10 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.008 

0.57 

1.19 


Taira 

0806001100923400 

2.443 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.428 

0.63 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.06 

0.003 

0.10 

0.22 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.700 

0.63 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.09 

0.005 

0.16 

0.35 


Taraudar 

0807000300996100 

6.653 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.653 

1.45 

0.150 

0.23 

0.05 

0.00 

0.00 

0.00 

1.63 

1.28 

0.86 

0.052 

0.55 

0.70 


Tasai 

0806001200940900 

20.581 

Fresh 

Non-command 

Non-command 

Older Alluvium 

17.737 

0.75 

0.070 

0.51 

0.07 

0.00 

0.00 

0.00 

1.37 

0.97 

1.88 

0.134 

0.46 

0.65 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.181 

0.75 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.00 

0.01 


Teekri 

0806001200941400 

4.519 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.102 

1.62 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Older Alluvium 

4.417 

1.62 

0.070 

0.05 

0.01 

0.00 

0.00 

0.00 

0.54 

0.39 

0.16 

0.033 

0.53 

0.73 


Thoon 

0807000300991100 

6.219 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.090 

1.15 

0.150 

0.23 

0.03 

0.00 

0.00 

0.00 

1.25 

0.97 

0.88 

0.048 

0.53 

0.69 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.129 

1.15 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.01 

0.01 


Tigariya 

0806001200939200 

4.803 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.213 

0.44 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.002 

0.02 

0.04 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.599 

0.44 

0.070 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.06 

0.14 

0.020 

0.30 

0.53 


Tusari 

0806001200941200 

6.678 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.678 

1.06 

0.070 

0.20 

0.03 

0.00 

0.00 

0.00 

0.67 

0.46 

0.73 

0.050 

0.53 

0.76 


Veerthala 

0807000300982600 

1.364 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.364 

0.65 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.17 

0.13 

0.19 

0.011 

0.55 

0.71 

03001004 

Ahmadabas 

0806001100929100 

0.609 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.609 

0.43 

0.090 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.03 

0.16 

0.005 

0.56 

1.00 


Bader 

0806000700862300 

9.430 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.130 

0.18 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.04 

0.15 

0.006 

0.07 

0.10 







Non-command 

Quartzite 

6.134 

0.18 

0.020 

0.14 

0.02 

0.00 

0.00 

0.00 

0.14 

0.10 

0.54 

0.032 

0.37 

0.52 


Badh Goojar Khohra 

0806001100928900 

1.024 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.024 

0.53 

0.090 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.05 

0.17 

0.008 

0.56 

0.96 


Bai Ka Bas 

0806001100928600 

2.854 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.350 

-0.02 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.010 

0.26 

0.47 







Non-command 

Quartzite 

1.115 

-0.02 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.008 

0.22 

0.39 


Barawas 

0806001100928200 

5.182 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.159 

-0.13 

0.090 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.50 

0.039 

0.55 

1.00 







Non-command 

Quartzite 

0.015 

-0.13 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bas Dhekda 

0806001100932900 

3.996 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.247 

0.35 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.03 

0.05 


Berla 

0806001100932400 

7.652 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.933 

0.32 

0.090 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.08 

0.14 

0.022 

0.22 

0.32 







Non-command 

Quartzite 

3.792 

0.32 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.09 

0.029 

0.28 

0.41 


Bharkol 

0806000700864800 

5.943 

Fresh 

Non-command 

Non-command 

Quartzite 

0.155 

0.17 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.001 

0.01 

0.02 


Boontoli 

0806001100928700 

6.298 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.722 

0.15 

0.090 

0.09 

0.01 

0.00 

0.00 

0.00 

0.10 

0.06 

0.35 

0.013 

0.15 

0.26 







Non-command 

Quartzite 

3.025 

0.15 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.08 

0.05 

0.29 

0.023 

0.27 

0.45 


Chhila Chhoh 

0806001100932600 

3.147 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.552 

0.36 

0.090 

0.13 

0.02 

0.00 

0.00 

0.00 

0.19 

0.13 

0.48 

0.019 

0.46 

0.67 







Non-command 

Quartzite 

0.055 

0.36 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Chimrawali Gorh 

0806001100932800 

6.955 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.573 

0.28 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.11 

0.004 

0.05 

0.06 







Non-command 

Quartzite 

0.374 

0.28 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.003 

0.03 

0.04 


Chimrawali Sikh 

0806001100932700 

3.137 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.939 

0.35 

0.090 

0.11 

0.02 

0.00 

0.00 

0.00 

0.15 

0.11 

0.40 

0.015 

0.35 

0.50 







Non-command 

Quartzite 

0.378 

0.35 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.003 

0.07 

0.10 


Daulatpura 

0806001100929600 

1.064 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.064 

1.34 

0.090 

0.04 

0.01 

0.00 

0.00 

0.00 

0.16 

0.09 

0.14 

0.008 

0.56 

0.96 


Deenar 

0806001100928100 

5.784 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.820 

-0.31 

0.090 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.66 

0.037 

0.46 

0.87 


Dwarkpur 

0806001100932100 

2.310 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.175 

0.03 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.001 

0.04 

0.07 







Non-command 

Quartzite 

2.114 

0.03 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.12 

0.016 

0.51 

0.81 


Gandoora 

0806001100929400 

6.508 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.868 

-0.19 

0.090 

0.16 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.61 

0.022 

0.25 

0.46 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.231 

-0.19 

0.090 

0.06 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.009 

0.11 

0.20 


Ghat 

0806001100928500 

9.234 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.500 

-0.08 

0.090 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.56 

0.042 

0.33 

0.64 







Non-command 

Quartzite 

0.066 

-0.08 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Goojar Khohra 

0806001100931900 

2.178 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.042 

0.43 

0.090 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.04 

0.15 

0.008 

0.27 

0.43 







Non-command 

Quartzite 

0.771 

0.43 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.06 

0.006 

0.20 

0.32 


Gor Pahari 

0806001100931500 

3.835 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.054 

0.95 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.910 

0.95 

0.090 

0.04 

0.01 

0.00 

0.00 

0.00 

0.19 

0.12 

0.15 

0.014 

0.28 

0.45 


Gothri Guru 

0806001100932300 

1.798 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.471 

0.26 

0.090 

0.10 

0.02 

0.00 

0.00 

0.00 

0.11 

0.07 

0.40 

0.011 

0.46 

0.71 







Non-command 

Quartzite 

0.226 

0.26 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.002 

0.07 

0.11 


Gothri Purohitan 

0806001100932000 

1.618 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.145 

0.17 

0.090 

0.09 

0.01 

0.00 

0.00 

0.00 

0.10 

0.06 

0.36 

0.009 

0.39 

0.63 







Non-command 

Quartzite 

0.247 

0.17 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.002 

0.09 

0.14 


Hadarhera 

0806001100928300 

1.900 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.648 

-0.36 

0.090 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.013 

0.48 

0.93 


Hingota 

0806001100929500 

2.646 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.011 

0.79 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.17 

0.10 

0.12 

0.015 

0.42 

0.76 


Jamalpur 

0806001100929000 

2.885 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.885 

0.53 

0.090 

0.08 

0.01 

0.00 

0.00 

0.00 

0.21 

0.12 

0.27 

0.022 

0.56 

0.98 


Kafanwara 

0806001100929700 

2.112 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.862 

1.58 

0.090 

0.04 

0.01 

0.00 

0.00 

0.00 

0.29 

0.17 

0.15 

0.014 

0.49 

0.84 


Kanwara 

0806001100930200 

4.891 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.823 

1.58 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.08 

0.06 

0.006 

0.09 

0.16 


Kharkhara 

0806000700862200 

3.727 

Fresh 

Non-command 

Non-command 

Quartzite 

0.036 

0.06 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Kharsanki 

0806001100929800 

0.945 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.038 

1.24 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.04 


Kherli Mahlak 

0806001100931700 

1.332 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.332 

0.67 

0.090 

0.07 

0.01 

0.00 

0.00 

0.00 

0.14 

0.08 

0.28 

0.010 

0.56 

0.93 


Kherli Veeran 

0806001100925700 

1.018 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.051 

-0.36 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.03 

0.05 


Khunteta Kalan 

0806000600841900 

6.669 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.382 

0.01 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.003 

0.03 

0.05 







Non-command 

Quartzite 

0.180 

0.01 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.01 

0.03 


Khunteta Khurd 

0806000600842000 

1.617 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.345 

0.00 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.08 

0.002 

0.12 

0.20 







Non-command 

Quartzite 

1.033 

0.00 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.04 

0.02 

0.17 

0.007 

0.36 

0.60 


Lachhmangarh 

0806001100931300 

9.364 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.107 

1.40 

0.090 

0.07 

0.02 

0.00 

0.00 

0.03 

0.28 

0.18 

0.25 

0.016 

0.13 

0.20 


Maharajpura 

0806000700864700 

6.851 

Fresh 

Non-command 

Non-command 

Quartzite 

3.714 

0.24 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.09 

0.06 

0.28 

0.020 

0.31 

0.42 


Mojpur 

0806001100933000 

22.450 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.064 

0.52 

0.090 

0.20 

0.03 

0.00 

0.00 

0.00 

0.45 

0.30 

0.72 

0.046 

0.15 

0.23 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Sundrawali 

0807000300995800 

0.25 

0.13 

200.03 

0.15 

0.03 

0.18 

0.02 

0.20 

0.02 

0.0800 

- 

- 

- 

0.080 

0.097 

0.280 

0.014 

0.266 

0.429 

161.03 

Over Exploited 



0.20 

0.46 

62.64 

0.55 

0.03 

0.58 

0.05 

0.42 

0.06 

0.0800 

- 

- 

- 

0.080 

0.142 

0.726 

0.036 

0.690 

0.475 

68.82 

Safe 

Tajipur 

0807000300980200 

0.20 

0.11 

- 

0.11 

0.00 

0.11 

0.07 

0.64 

0.01 

0.0100 

- 

- 

0.000 

0.010 

0.024 

0.134 

0.013 

0.121 

0.091 

75.11 

Semi Critical 

Taira 

0806001100923400 

0.18 

0.01 

166.05 

0.01 

- 

0.01 

0.01 

0.11 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.020 

0.001 

0.019 

0.061 

318.36 

Over Exploited 



0.18 

0.02 

34.38 

0.02 

- 

0.02 

0.02 

0.18 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.037 

0.002 

0.036 

0.097 

273.95 

Over Exploited 

Taraudar 

0807000300996100 

0.25 

0.91 

40.38 

1.09 

0.05 

1.15 

0.07 

0.62 

0.12 

0.1600 

- 

- 

0.002 

0.162 

0.283 

1.430 

0.071 

1.358 

0.909 

66.96 

Safe 

Tasai 

0806001200940900 

0.12 

0.98 

(0.73) 

0.97 

0.07 

1.04 

0.06 

0.52 

0.13 

0.2100 

- 

- 

- 

0.210 

0.337 

1.376 

0.069 

1.307 

2.013 

153.99 

Over Exploited 



0.12 

0.00 

6,484.95 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.011 

8,841.45 

Over Exploited 

Teekri 

0806001200941400 

0.12 

0.00 

5,480.61 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.12 

0.28 

40.38 

0.34 

0.01 

0.35 

0.07 

0.59 

0.04 

0.0200 

- 

- 

- 

0.020 

0.056 

0.401 

0.020 

0.381 

0.196 

51.54 

Safe 

Thoon 

0807000300991100 

0.25 

0.81 

19.08 

0.97 

0.03 

1.00 

0.07 

0.61 

0.11 

0.1000 

- 

- 

- 

0.100 

0.208 

1.206 

0.060 

1.146 

0.925 

80.70 

Semi Critical 



0.20 

0.00 

5,806.11 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.011 

2,986.83 

Over Exploited 

Tigariya 

0806001200939200 

0.12 

0.00 

1,388.82 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.024 

2,965.53 

Over Exploited 



0.12 

0.09 

(33.19) 

0.08 

0.01 

0.09 

0.04 

0.34 

0.01 

0.0200 

- 

- 

- 

0.020 

0.032 

0.117 

0.006 

0.111 

0.164 

147.18 

Over Exploited 

Tusari 

0806001200941200 

0.12 

0.42 

9.24 

0.46 

0.03 

0.49 

0.07 

0.60 

0.05 

0.0800 

- 

- 

0.001 

0.081 

0.136 

0.631 

0.032 

0.599 

0.784 

130.92 

Over Exploited 

Veerthala 

0807000300982600 

0.20 

0.15 

(10.64) 

0.13 

0.01 

0.14 

0.07 

0.62 

0.02 

0.0200 

- 

- 

0.001 

0.021 

0.041 

0.185 

0.009 

0.176 

0.205 

116.20 

Over Exploited 

Ahmadabas 

0806001100929100 

0.18 

0.06 

(50.80) 

0.05 

0.01 

0.06 

0.07 

0.63 

0.01 

0.0200 

- 

- 

- 

0.020 

0.028 

0.087 

0.004 

0.083 

0.163 

196.84 

Over Exploited 

Bader 

0806000700862300 

0.25 

0.02 

99.06 

0.02 

0.01 

0.03 

0.01 

0.08 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.056 

0.003 

0.053 

0.156 

295.20 

Over Exploited 



0.12 

0.26 

1,102.58 

0.21 

0.02 

0.23 

0.05 

0.42 

0.04 

0.0600 

- 

- 

- 

0.060 

0.097 

0.323 

0.016 

0.307 

0.570 

185.86 

Over Exploited 

Badh Goojar Khohra 

0806001100928900 

0.18 

0.10 

(55.17) 

0.08 

0.01 

0.09 

0.07 

0.63 

0.01 

0.0200 

- 

- 

- 

0.020 

0.034 

0.126 

0.006 

0.120 

0.174 

144.99 

Over Exploited 

Bai Ka Bas 

0806001100928600 

0.18 

0.06 

- 

0.06 

- 

0.06 

0.04 

0.30 

0.01 

- 

- 

- 

- 

- 

0.009 

0.072 

0.007 

0.065 

0.053 

81.77 

Semi Critical 



0.06 

0.01 

- 

0.01 

- 

0.01 

0.03 

0.25 

0.00 

- 

- 

- 

- 

- 

0.002 

0.016 

0.002 

0.015 

0.022 

151.76 

Over Exploited 

Barawas 

0806001100928200 

0.18 

0.51 

- 

0.51 

0.01 

0.52 

0.07 

0.63 

0.07 

0.0200 

- 

- 

- 

0.020 

0.089 

0.613 

0.061 

0.551 

0.543 

98.51 

Critical 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bas Dhekda 

0806001100932900 

0.18 

0.00 

244.56 

0.00 

0.00 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

0.000 

- 

0.000 

0.002 

0.000 

0.002 

0.016 

802.32 

Over Exploited 

Berla 

0806001100932400 

0.18 

0.11 

(30.82) 

0.09 

0.01 

0.10 

0.03 

0.25 

0.02 

0.0200 

- 

- 

- 

0.020 

0.036 

0.137 

0.007 

0.130 

0.166 

127.81 

Over Exploited 



0.06 

0.06 

22,049.34 

0.05 

- 

0.05 

0.04 

0.32 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.069 

0.003 

0.066 

0.123 

186.62 

Over Exploited 

Bharkol 

0806000700864800 

0.12 

0.00 

2,698.78 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.027 

7,616.62 

Over Exploited 

Boontoli 

0806001100928700 

0.18 

0.05 

30.06 

0.06 

0.01 

0.07 

0.02 

0.17 

0.01 

0.0400 

- 

- 

- 

0.040 

0.046 

0.113 

0.006 

0.107 

0.359 

334.28 

Over Exploited 



0.06 

0.04 

2,160.79 

0.05 

0.01 

0.06 

0.04 

0.30 

0.01 

0.0300 

- 

- 

- 

0.030 

0.036 

0.093 

0.005 

0.088 

0.311 

353.66 

Over Exploited 

Chhila Chhoh 

0806001100932600 

0.18 

0.21 

(37.81) 

0.17 

0.02 

0.19 

0.06 

0.52 

0.03 

0.0500 

- 

- 

- 

0.050 

0.079 

0.266 

0.013 

0.253 

0.501 

198.29 

Over Exploited 



0.06 

0.00 

11,205.45 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chimrawali Gorh 

0806001100932800 

0.18 

0.00 

566.52 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.016 

0.001 

0.016 

0.112 

720.27 

Over Exploited 



0.06 

0.00 

1,181.15 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.035 

4,026.25 

Over Exploited 

Chimrawali Sikh 

0806001100932700 

0.18 

0.12 

(13.04) 

0.11 

0.02 

0.13 

0.05 

0.40 

0.02 

0.0500 

- 

- 

- 

0.050 

0.067 

0.192 

0.010 

0.183 

0.416 

227.65 

Over Exploited 



0.06 

0.00 

472.94 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.035 

1,784.99 

Over Exploited 

Daulatpura 

0806001100929600 

0.18 

0.11 

(13.63) 

0.09 

0.01 

0.10 

0.07 

0.63 

0.01 

0.0300 

- 

- 

- 

0.030 

0.044 

0.146 

0.007 

0.139 

0.144 

103.62 

Over Exploited 

Deenar 

0806001100928100 

0.18 

0.40 

- 

0.40 

0.01 

0.41 

0.06 

0.53 

0.05 

0.0200 

- 

- 

0.001 

0.021 

0.074 

0.488 

0.049 

0.439 

0.699 

159.15 

Over Exploited 

Dwarkpur 

0806001100932100 

0.18 

0.00 

401.47 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.027 

1,606.66 

Over Exploited 



0.06 

0.06 

(69.41) 

0.05 

- 

0.05 

0.07 

0.58 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.071 

0.004 

0.067 

0.131 

194.64 

Over Exploited 

Gandoora 

0806001100929400 

0.18 

0.13 

- 

0.13 

0.02 

0.15 

0.03 

0.28 

0.02 

0.0700 

- 

- 

- 

0.070 

0.086 

0.234 

0.023 

0.210 

0.627 

298.13 

Over Exploited 



0.18 

0.02 

- 

0.02 

0.01 

0.03 

0.01 

0.12 

0.00 

0.0300 

- 

- 

- 

0.030 

0.033 

0.066 

0.007 

0.060 

0.247 

413.45 

Over Exploited 

Ghat 

0806001100928500 

0.18 

0.33 

- 

0.33 

0.01 

0.34 

0.04 

0.37 

0.04 

0.0200 

- 

- 

- 

0.020 

0.064 

0.400 

0.040 

0.360 

0.604 

167.72 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Goojar Khohra 

0806001100931900 

0.18 

0.05 

(14.02) 

0.04 

0.01 

0.05 

0.04 

0.30 

0.01 

0.0200 

- 

- 

- 

0.020 

0.027 

0.080 

0.004 

0.076 

0.154 

202.47 

Over Exploited 



0.06 

0.01 

131.85 

0.01 

- 

0.01 

0.03 

0.22 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.008 

0.061 

722.40 

Over Exploited 

Gor Pahari 

0806001100931500 

0.18 

0.00 

3,697.58 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.18 

0.10 

25.00 

0.11 

0.01 

0.12 

0.04 

0.32 

0.01 

0.0300 

- 

- 

- 

0.030 

0.043 

0.168 

0.008 

0.159 

0.160 

100.81 

Over Exploited 

Gothri Guru 

0806001100932300 

0.18 

0.12 

(38.57) 

0.10 

0.02 

0.12 

0.06 

0.52 

0.02 

0.0500 

- 

- 

- 

0.050 

0.067 

0.184 

0.009 

0.175 

0.412 

235.88 

Over Exploited 



0.06 

0.00 

665.45 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.034 

2,778.09 

Over Exploited 

Gothri Purohitan 

0806001100932000 

0.18 

0.08 

(25.63) 

0.07 

0.01 

0.08 

0.05 

0.45 

0.01 

0.0400 

- 

- 

- 

0.040 

0.051 

0.126 

0.006 

0.120 

0.371 

308.87 

Over Exploited 



0.06 

0.00 

907.97 

0.00 

- 

0.00 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.034 

2,789.73 

Over Exploited 

Hadarhera 

0806001100928300 

0.18 

0.14 

- 

0.14 

0.00 

0.14 

0.06 

0.55 

0.02 

0.0100 

- 

- 

0.000 

0.010 

0.029 

0.172 

0.017 

0.155 

0.359 

231.72 

Over Exploited 

Hingota 

0806001100929500 

0.18 

0.15 

(37.48) 

0.12 

0.00 

0.12 

0.05 

0.48 

0.02 

0.0100 

- 

- 

0.001 

0.011 

0.031 

0.154 

0.008 

0.146 

0.132 

90.36 

Critical 

Jamalpur 

0806001100929000 

0.18 

0.29 

(59.05) 

0.23 

0.01 

0.24 

0.07 

0.63 

0.04 

0.0300 

- 

- 

- 

0.030 

0.068 

0.310 

0.016 

0.295 

0.296 

100.35 

Over Exploited 

Kafanwara 

0806001100929700 

0.18 

0.16 

4.86 

0.17 

0.01 

0.18 

0.06 

0.56 

0.02 

0.0300 

- 

- 

0.001 

0.031 

0.052 

0.236 

0.012 

0.224 

0.160 

71.48 

Semi Critical 

Kanwara 

0806001100930200 

0.18 

0.01 

493.33 

0.02 

- 

0.02 

0.01 

0.11 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.028 

0.001 

0.027 

0.070 

260.30 

Over Exploited 

Kharkhara 

0806000700862200 

0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kharsanki 

0806001100929800 

0.18 

0.00 

1,494.04 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kherli Mahlak 

0806001100931700 

0.18 

0.13 

(36.68) 

0.11 

0.01 

0.12 

0.07 

0.63 

0.02 

0.0300 

- 

- 

- 

0.030 

0.048 

0.165 

0.008 

0.157 

0.293 

186.83 

Over Exploited 

Kherli Veeran 

0806001100925700 

0.18 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.014 

5,631.44 

Over Exploited 

Khunteta Kalan 

0806000600841900 

0.24 

0.00 

102.31 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.046 

1,231.84 

Over Exploited 



0.06 

0.00 

3,500.16 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.020 

9,889.99 

Over Exploited 

Khunteta Khurd 

0806000600842000 

0.24 

0.01 

21.41 

0.01 

- 

0.01 

0.02 

0.13 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.023 

0.001 

0.022 

0.085 

388.91 

Over Exploited 



0.06 

0.02 

7.58 

0.02 

0.01 

0.03 

0.05 

0.40 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.057 

0.003 

0.054 

0.180 

334.31 

Over Exploited 

Lachhmangarh 

0806001100931300 

0.18 

0.05 

274.22 

0.06 

0.05 

0.11 

0.02 

0.14 

0.01 

0.0500 

- 

- 

0.046 

0.096 

0.102 

0.209 

0.010 

0.199 

0.261 

131.38 

Over Exploited 

Maharajpura 

0806000700864700 

0.12 

0.14 

(53.46) 

0.11 

0.01 

0.12 

0.04 

0.35 

0.02 

0.0300 

- 

- 

- 

0.030 

0.050 

0.169 

0.008 

0.160 

0.303 

188.99 

Over Exploited 

Mojpur 

0806001100933000 

0.18 

0.17 

80.45 

0.20 

0.03 

0.23 

0.02 

0.17 

0.02 

0.0800 

- 

- 

- 

0.080 

0.102 

0.330 

0.017 

0.314 

0.768 

244.86 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.119 

0.52 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.001 

0.00 

0.00 


Nangal Tappa 

0806000600842100 

4.672 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.652 

0.06 

0.120 

0.19 

0.03 

0.00 

0.00 

0.00 

0.18 

0.11 

0.74 

0.025 

0.43 

0.72 







Non-command 

Quartzite 

0.655 

0.06 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.09 

0.005 

0.08 

0.13 


Nangal Todiyar 

0806000700864600 

4.788 

Fresh 

Non-command 

Non-command 

Quartzite 

0.407 

0.12 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.07 

0.002 

0.05 

0.07 


Nenapur 

0806001100928400 

2.132 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.948 

-0.19 

0.090 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.015 

0.51 

0.95 







Non-command 

Quartzite 

0.156 

-0.19 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.04 

0.08 


Pali 

0806000600842200 

3.074 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.727 

0.01 

0.120 

0.17 

0.02 

0.00 

0.00 

0.00 

0.15 

0.09 

0.65 

0.019 

0.49 

0.86 







Non-command 

Quartzite 

0.003 

0.01 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Pathroda 

0806000700862100 

2.076 

Fresh 

Non-command 

Non-command 

Quartzite 

0.085 

0.03 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.03 


Raghunath Bas 

0806001100929300 

1.163 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.518 

0.53 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.09 

0.004 

0.25 

0.45 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.645 

0.53 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.09 

0.005 

0.31 

0.56 


Roneeja Pahar 

0806001100931800 

1.493 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.996 

0.44 

0.090 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.04 

0.15 

0.008 

0.37 

0.62 







Non-command 

Quartzite 

0.368 

0.44 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.003 

0.14 

0.23 


Roneejajat 

0806001100931600 

1.687 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.471 

0.97 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.10 

0.004 

0.16 

0.26 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.216 

0.97 

0.090 

0.05 

0.01 

0.00 

0.00 

0.00 

0.15 

0.09 

0.20 

0.009 

0.40 

0.67 


Ronpur 

0806001100925600 

3.997 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.603 

-0.20 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.005 

0.08 

0.17 


Rundh Maujpur 

0806001100932500 

4.799 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.907 

0.39 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.00 

0.022 

0.34 

0.53 







Non-command 

Quartzite 

0.881 

0.39 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.007 

0.10 

0.16 


Sahadka 

0806001100928800 

3.107 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.543 

0.20 

0.090 

0.17 

0.02 

0.00 

0.00 

0.00 

0.20 

0.11 

0.65 

0.019 

0.46 

0.79 







Non-command 

Quartzite 

0.487 

0.20 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.06 

0.004 

0.09 

0.15 


Soorajgarh 

0806001100931400 

1.225 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.225 

1.44 

0.090 

0.04 

0.01 

0.00 

0.00 

0.01 

0.18 

0.11 

0.15 

0.009 

0.56 

0.93 


Sorai 

0806001100929200 

3.446 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.797 

1.09 

0.090 

0.02 

0.01 

0.00 

0.00 

0.00 

0.09 

0.05 

0.09 

0.006 

0.13 

0.22 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.649 

1.09 

0.090 

0.07 

0.02 

0.00 

0.00 

0.00 

0.31 

0.18 

0.26 

0.020 

0.43 

0.74 


Thumrela 

0806001100932200 

3.747 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.395 

0.10 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.05 

0.003 

0.06 

0.09 







Non-command 

Quartzite 

3.347 

0.10 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.06 

0.04 

0.22 

0.025 

0.50 

0.76 

03001005 

Adoli 

0806001100936300 

3.944 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.094 

-0.85 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 


Adooka 

0806001000900700 

1.627 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.626 

0.17 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.19 

0.008 

0.57 

0.67 


Andwari 

0806001000912200 

2.636 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.636 

0.39 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.15 

0.13 

0.26 

0.013 

0.57 

0.65 


Antapara 

0806001100937800 

2.563 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.206 

-0.44 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.05 

0.05 







Non-command 

Phyllite & Schist 

0.317 

-0.44 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.07 

0.08 







Non-command 

Slate 

1.753 

-0.44 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.013 

0.39 

0.43 


Bahadkho Kalan 

0806001000918300 

6.557 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.598 

-0.59 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.003 

0.05 

0.06 







Non-command 

Slate 

0.213 

-0.59 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.02 

0.02 


Bahadkho Khurd 

0806001000918400 

2.378 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.195 

-0.46 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.05 

0.05 







Non-command 

Slate 

0.140 

-0.46 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.03 

0.04 


Baharpuri 

0806001100931100 

2.294 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.219 

1.11 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.002 

0.05 

0.08 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.580 

1.11 

0.090 

0.02 

0.01 

0.00 

0.00 

0.00 

0.17 

0.11 

0.08 

0.012 

0.38 

0.58 


Bairer 

0806001000913500 

5.075 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.625 

-0.21 

0.080 

0.23 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.88 

0.022 

0.52 

0.58 







Non-command 

Slate 

0.163 

-0.21 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.001 

0.02 

0.02 


Barh Bileta 

0806001000901100 

1.319 

Fresh 

Non-command 

Non-command 

Slate 

0.061 

0.28 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.03 

0.03 


Barh Doroli 

0806001000912500 

0.302 

Fresh 

Non-command 

Non-command 

Slate 

0.302 

-0.05 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.001 

0.57 

0.65 


Barh Makroda 

0806001000914200 

1.374 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.195 

-0.88 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.006 

0.50 

0.54 


Bas Dhekda 

0806001100932900 

3.996 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.749 

0.35 

0.090 

0.11 

0.02 

0.00 

0.00 

0.00 

0.21 

0.14 

0.41 

0.028 

0.53 

0.75 


Baseri 

0806001100937100 

3.097 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.989 

-1.64 

0.090 

0.11 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.023 

0.54 

0.69 


Berawanda 

0806001000913300 

0.994 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.814 

-0.16 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.004 

0.47 

0.53 







Non-command 

Slate 

0.180 

-0.16 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.001 

0.10 

0.12 


Bhagwatpura 

0806001100937500 

1.436 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.436 

-0.60 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.011 

0.56 

0.70 


Bharkol 

0806000700864800 

5.943 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.619 

0.17 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.04 

0.03 

0.14 

0.003 

0.06 

0.08 







Non-command 

Quartzite 

3.828 

0.17 

0.020 

0.15 

0.02 

0.00 

0.00 

0.00 

0.14 

0.10 

0.55 

0.020 

0.36 

0.50 


Bhedoli 

0806001000913000 

2.498 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.632 

-0.22 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.003 

0.14 

0.16 







Non-command 

Slate 

1.592 

-0.22 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.008 

0.36 

0.41 


Bhoor Pahari 

0806001100937300 

1.572 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.572 

-1.31 

0.090 

0.06 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.012 

0.56 

0.70 


Bichgaon 

0806001100936100 

6.924 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.613 

-1.65 

0.090 

0.32 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

1.23 

0.050 

0.54 

0.70 







Non-command 

Phyllite & Schist 

0.311 

-1.65 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.002 

0.03 

0.03 


Bidarka 

0806001100938300 

4.605 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.280 

-0.49 

0.090 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.017 

0.28 

0.31 


Bileta 

0806001000901000 

6.087 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.351 

0.12 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.12 

0.09 

0.35 

0.016 

0.31 

0.40 







Non-command 

Quartzite 

0.352 

0.12 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.002 

0.03 

0.04 







Non-command 

Slate 

0.012 

0.12 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Binjari 

0806001000900100 

6.438 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.985 

-0.13 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.014 

0.26 

0.33 







Non-command 

Slate 

2.373 

-0.13 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.011 

0.21 

0.26 


Boore Kalan 

0806001000899400 

1.309 

Fresh 

Non-command 

Non-command 

Quartzite 

1.104 

0.02 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.13 

0.005 

0.48 

0.63 


Boore Khurd 

0806001000899500 

1.566 

Fresh 

Non-command 

Non-command 

Quartzite 

0.589 

0.07 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.10 

0.003 

0.21 

0.28 


Buchpuri 

0806001000914400 

5.810 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.095 

0.25 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Chandpura 

0806001000918600 

3.335 

Fresh 

Non-command 

Non-command 

Slate 

0.061 

-0.79 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Chhila Chhoh 

0806001100932600 

3.147 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.037 

0.36 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Chhilodi 

0806001000899600 

5.783 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.689 

0.12 

0.080 

0.08 

0.01 

0.00 

0.00 

0.00 

0.10 

0.07 

0.30 

0.013 

0.26 

0.35 







Non-command 

Quartzite 

2.647 

0.12 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.06 

0.04 

0.24 

0.013 

0.26 

0.35 


Chimrawali Gorh 

0806001100932800 

6.955 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.642 

0.28 

0.090 

0.12 

0.02 

0.00 

0.00 

0.00 

0.17 

0.12 

0.47 

0.020 

0.21 

0.30 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.18 

0.00 

5,544.19 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.014 

17,212.34 

Over Exploited 

Nangal Tappa 

080600060084210C 

0.24 

0.38 

(70.85) 

0.30 

0.03 

0.33 

0.06 

0.49 

0.05 

0.0800 

- 

- 

- 

0.080 

0.132 

0.467 

0.023 

0.444 

0.761 

171.49 

Over Exploited 



0.06 

0.00 

307.29 

0.00 

- 

0.00 

0.01 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.098 

728.17 

Over Exploited 

Nangal Todiyar 

0806000700864600 

0.12 

0.00 

1,733.97 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.072 

2,711.13 

Over Exploited 

Nenapur 

0806001100928400 

0.18 

0.18 

- 

0.18 

- 

0.18 

0.07 

0.57 

0.02 

0.0100 

- 

- 

- 

0.010 

0.034 

0.211 

0.021 

0.190 

0.317 

166.49 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.015 

3,910.35 

Over Exploited 

Pali 

0806000600842200 

0.24 

0.32 

(72.87) 

0.26 

0.02 

0.28 

0.07 

0.56 

0.04 

0.0700 

- 

- 

- 

0.070 

0.114 

0.392 

0.020 

0.372 

0.671 

180.27 

Over Exploited 



0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pathroda 

0806000700862100 

0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.014 

6,840.07 

Over Exploited 

Raghunath Bas 

0806001100929300 

0.18 

0.02 

6.78 

0.02 

- 

0.02 

0.03 

0.28 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.038 

0.002 

0.036 

0.090 

250.24 

Over Exploited 



0.18 

0.04 

(21.83) 

0.03 

- 

0.03 

0.04 

0.35 

0.00 

0.0100 

- 

- 

- 

0.010 

0.015 

0.043 

0.002 

0.041 

0.097 

234.74 

Over Exploited 

Roneeja Pahar 

0806001100931800 

0.18 

0.07 

(37.98) 

0.05 

0.01 

0.06 

0.05 

0.42 

0.01 

0.0200 

- 

- 

- 

0.020 

0.029 

0.093 

0.005 

0.088 

0.159 

180.35 

Over Exploited 



0.06 

0.00 

160.37 

0.00 

- 

0.00 

0.02 

0.16 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.024 

618.31 

Over Exploited 

Roneejajat 

0806001100931600 

0.18 

0.01 

224.13 

0.02 

- 

0.02 

0.02 

0.18 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.038 

0.002 

0.036 

0.102 

284.11 

Over Exploited 



0.18 

0.09 

(0.27) 

0.09 

0.01 

0.10 

0.05 

0.46 

0.01 

0.0400 

- 

- 

- 

0.040 

0.052 

0.150 

0.007 

0.142 

0.208 

146.44 

Over Exploited 

Ronpur 

0806001100925600 

0.18 

0.01 

- 

0.01 

0.00 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

0.000 

0.000 

0.001 

0.011 

0.001 

0.010 

0.135 

1,414.49 

Over Exploited 

Rundh Maujpur 

0806001100932500 

0.18 

0.18 

(59.45) 

0.14 

- 

0.14 

0.05 

0.39 

0.02 

- 

- 

- 

- 

- 

0.024 

0.166 

0.008 

0.158 

0.022 

13.95 

Safe 



0.06 

0.00 

38,353.02 

0.00 

- 

0.00 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.007 

174.74 

Over Exploited 

Sahadka 

0806001100928800 

0.18 

0.21 

(45.89) 

0.17 

0.02 

0.19 

0.06 

0.52 

0.03 

0.0700 

- 

- 

- 

0.070 

0.098 

0.285 

0.014 

0.271 

0.665 

245.74 

Over Exploited 



0.06 

0.00 

393.53 

0.00 

- 

0.00 

0.01 

0.10 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.013 

0.062 

484.47 

Over Exploited 

Soorajgarh 

0806001100931400 

0.18 

0.12 

(12.78) 

0.11 

0.02 

0.13 

0.07 

0.63 

0.02 

0.0300 

- 

- 

0.015 

0.045 

0.061 

0.189 

0.009 

0.180 

0.155 

86.50 

Semi Critical 

Sorai 

0806001100929200 

0.18 

0.02 

175.91 

0.02 

0.01 

0.03 

0.02 

0.15 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.055 

0.003 

0.052 

0.092 

177.13 

Over Exploited 



0.18 

0.20 

(12.27) 

0.18 

0.02 

0.20 

0.06 

0.49 

0.03 

0.0500 

- 

- 

- 

0.050 

0.077 

0.277 

0.014 

0.263 

0.275 

104.71 

Over Exploited 

Thumrela 

0806001100932200 

0.18 

0.00 

114.47 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.016 

0.001 

0.015 

0.056 

377.14 

Over Exploited 



0.06 

0.10 

(62.74) 

0.08 

0.01 

0.09 

0.07 

0.57 

0.01 

0.0200 

- 

- 

- 

0.020 

0.034 

0.124 

0.006 

0.118 

0.241 

204.10 

Over Exploited 

Adoli 

0806001100936300 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Adooka 

0806001000900700 

0.15 

0.14 

(56.94) 

0.11 

0.00 

0.11 

0.07 

0.64 

0.02 

0.0100 

- 

- 

0.002 

0.012 

0.030 

0.142 

0.007 

0.135 

0.200 

148.22 

Over Exploited 

Andwari 

0806001000912200 

0.15 

0.22 

(41.38) 

0.18 

0.00 

0.18 

0.07 

0.64 

0.03 

0.0100 

- 

- 

0.002 

0.012 

0.038 

0.220 

0.011 

0.209 

0.272 

130.32 

Over Exploited 

Antapara 

0806001100937800 

0.18 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.016 

913.23 

Over Exploited 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.010 

1,157.90 

Over Exploited 



0.04 

0.03 

- 

0.03 

- 

0.03 

0.05 

0.44 

0.00 

- 

- 

- 

- 

- 

0.003 

0.031 

0.003 

0.027 

0.080 

292.15 

Over Exploited 

Bahadkho Kalan 

0806001000918300 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.001 

0.005 

0.063 

1,338.63 

Over Exploited 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.020 

12,545.94 

Over Exploited 

Bahadkho Khurd 

0806001000918400 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.025 

1,816.71 

Over Exploited 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.011 

5,604.90 

Over Exploited 

Baharpuri 

0806001100931100 

0.18 

0.00 

590.28 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.014 

515.59 

Over Exploited 



0.18 

0.11 

2.15 

0.11 

0.01 

0.12 

0.05 

0.43 

0.01 

0.0200 

- 

- 

- 

0.020 

0.034 

0.155 

0.008 

0.147 

0.096 

65.12 

Safe 

Bairer 

0806001000913500 

0.15 

0.36 

- 

0.36 

0.01 

0.37 

0.06 

0.58 

0.04 

0.0300 

- 

- 

- 

0.030 

0.072 

0.442 

0.044 

0.398 

0.900 

226.24 

Over Exploited 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.032 

26,604.47 

Over Exploited 

Barh Bileta 

0806001000901100 

0.04 

0.00 

212.91 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.010 

12,626.91 

Over Exploited 

Barh Doroli 

0806001000912500 

0.04 

0.01 

- 

0.01 

0.01 

0.02 

0.07 

0.64 

0.00 

0.0200 

- 

- 

- 

0.020 

0.021 

0.038 

0.004 

0.034 

0.411 

1,212.88 

Over Exploited 

Barh Makroda 

0806001000914200 

0.15 

0.09 

- 

0.09 

- 

0.09 

0.06 

0.55 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.109 

0.011 

0.098 

0.085 

86.25 

Semi Critical 

Bas Dhekda 

0806001100932900 

0.18 

0.36 

(59.35) 

0.28 

0.02 

0.30 

0.07 

0.60 

0.05 

0.0500 

- 

- 

0.000 

0.050 

0.098 

0.402 

0.020 

0.382 

0.441 

115.49 

Over Exploited 

Baseri 

0806001100937100 

0.18 

0.29 

- 

0.29 

0.02 

0.31 

0.07 

0.61 

0.04 

0.0500 

- 

- 

- 

0.050 

0.086 

0.398 

0.040 

0.358 

0.426 

118.95 

Over Exploited 

Berawanda 

0806001000913300 

0.15 

0.06 

- 

0.06 

- 

0.06 

0.05 

0.52 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.074 

0.007 

0.066 

0.146 

219.90 

Over Exploited 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.032 

4,267.92 

Over Exploited 

Bhagwatpura 

0806001100937500 

0.18 

0.15 

- 

0.15 

0.00 

0.15 

0.07 

0.63 

0.02 

- 

- 

- 

0.000 

0.000 

0.018 

0.164 

0.016 

0.148 

0.133 

89.84 

Semi Critical 

Bharkol 

0806000700864800 

0.25 

0.01 

243.16 

0.01 

0.01 

0.02 

0.01 

0.07 

0.00 

0.0200 

- 

- 

- 

0.020 

0.021 

0.042 

0.002 

0.040 

0.147 

366.90 

Over Exploited 



0.12 

0.16 

100.99 

0.13 

0.02 

0.15 

0.05 

0.42 

0.02 

0.0600 

- 

- 

- 

0.060 

0.084 

0.233 

0.012 

0.221 

0.574 

259.40 

Over Exploited 

Bhedoli 

0806001000913000 

0.15 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.16 

0.00 

- 

- 

- 

- 

- 

0.002 

0.015 

0.002 

0.014 

0.080 

581.24 

Over Exploited 



0.04 

0.02 

- 

0.02 

- 

0.02 

0.04 

0.41 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.036 

0.004 

0.032 

0.162 

500.75 

Over Exploited 

Bhoor Pahari 

0806001100937300 

0.18 

0.16 

- 

0.16 

0.01 

0.17 

0.07 

0.63 

0.02 

0.0300 

- 

- 

- 

0.030 

0.050 

0.219 

0.022 

0.198 

0.250 

126.52 

Over Exploited 

Bichgaon 

0806001100936100 

0.18 

0.64 

- 

0.64 

0.05 

0.69 

0.07 

0.60 

0.08 

0.1400 

- 

- 

0.003 

0.143 

0.223 

0.913 

0.091 

0.822 

1.276 

155.31 

Over Exploited 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.033 

10,523.99 

Over Exploited 

Bidarka 

0806001100938300 

0.18 

0.11 

- 

0.11 

- 

0.11 

0.03 

0.31 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.138 

0.014 

0.124 

0.372 

299.04 

Over Exploited 

Bileta 

0806001000901000 

0.15 

0.16 

(39.87) 

0.13 

- 

0.13 

0.04 

0.35 

0.02 

0.0100 

- 

- 

- 

0.010 

0.032 

0.157 

0.008 

0.149 

0.364 

244.20 

Over Exploited 



0.06 

0.00 

1,114.04 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.031 

3,488.01 

Over Exploited 



0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Binjari 

0806001000900100 

0.15 

0.12 

- 

0.12 

- 

0.12 

0.03 

0.30 

0.02 

0.0100 

- 

- 

- 

0.010 

0.025 

0.143 

0.014 

0.129 

0.170 

132.58 

Over Exploited 



0.04 

0.02 

- 

0.02 

- 

0.02 

0.03 

0.24 

0.00 

- 

- 

- 

- 

- 

0.002 

0.019 

0.002 

0.017 

0.107 

618.90 

Over Exploited 

Boore Kalan 

0806001000899400 

0.06 

0.03 

(2.96) 

0.03 

- 

0.03 

0.07 

0.54 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.045 

0.002 

0.043 

0.139 

325.51 

Over Exploited 

Boore Khurd 

0806001000899500 

0.06 

0.01 

12.45 

0.01 

- 

0.01 

0.03 

0.24 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.000 

0.009 

0.099 

1,054.24 

Over Exploited 

Buchpuri 

0806001000914400 

0.15 

0.00 

1,188.87 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.012 

7,570.46 

Over Exploited 

Chandpura 

0806001000918600 

0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.010 

40,386.95 

Over Exploited 

Chhila Chhoh 

0806001100932600 

0.18 

0.00 

1,714.61 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chhilodi 

0806001000899600 

0.15 

0.11 

(33.09) 

0.08 

0.01 

0.09 

0.04 

0.30 

0.02 

0.0300 

- 

- 

- 

0.030 

0.045 

0.140 

0.007 

0.133 

0.313 

235.87 

Over Exploited 



0.06 

0.04 

(196.49) 

0.04 

0.01 

0.05 

0.04 

0.29 

0.01 

0.0300 

- 

- 

- 

0.030 

0.036 

0.087 

0.004 

0.083 

0.253 

304.38 

Over Exploited 

Chimrawali Gorh 

0806001100932800 

0.18 

0.10 

17.32 

0.12 

0.02 

0.14 

0.03 

0.24 

0.01 

0.0500 

- 

- 

- 

0.050 

0.064 

0.204 

0.010 

0.193 

0.493 

254.83 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 







Non-command 

Quartzite 

2.132 

0.28 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.05 

0.04 

0.18 

0.016 

0.17 

0.24 


Chimrawali Sikh 

0806001100932700 

3.137 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.291 

0.35 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.07 

0.002 

0.05 

0.07 


Dabla Meena 

0806001000901900 

1.729 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.036 

0.89 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Dabla Meo 

0806001000901800 

0.904 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.247 

0.76 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.001 

0.16 

0.17 


Dalalpura 

0806001000912000 

2.907 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.907 

0.58 

0.080 

0.17 

0.01 

0.00 

0.00 

0.00 

0.30 

0.26 

0.68 

0.014 

0.57 

0.64 


Deewli 

0806001100934800 

5.680 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.181 

-0.49 

0.090 

0.29 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

1.12 

0.039 

0.51 

0.70 







Non-command 

Phyllite & Schist 

0.082 

-0.49 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 


Deorajpura 

0806001100936000 

0.999 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.882 

-1.72 

0.090 

0.11 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.007 

0.50 

0.65 







Non-command 

Phyllite & Schist 

0.117 

-1.72 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.001 

0.07 

0.09 


Doroli 

0806001000912400 

5.519 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.340 

-0.03 

0.080 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.58 

0.011 

0.24 

0.28 







Non-command 

Slate 

3.176 

-0.03 

0.020 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.64 

0.015 

0.33 

0.38 


Fatehpur Tarf Malawali 

0806001100935300 

1.694 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.248 

-0.34 

0.090 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.009 

0.42 

0.53 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.407 

-0.34 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.003 

0.14 

0.17 


Gaonri 

0806001000900600 

1.933 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.219 

-0.01 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.006 

0.36 

0.45 







Non-command 

Quartzite 

0.354 

-0.01 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.002 

0.10 

0.13 







Non-command 

Slate 

0.353 

-0.01 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.002 

0.10 

0.13 


Garh 

0806001000899700 

1.088 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.948 

-0.02 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.005 

0.49 

0.65 







Non-command 

Quartzite 

0.139 

-0.02 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.07 

0.10 


Garhi Sawairam 

0806001000918500 

8.269 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.231 

-0.47 

0.080 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.69 

0.025 

0.36 

0.39 







Non-command 

Slate 

1.763 

-0.47 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.009 

0.12 

0.13 


Ghatwari 

0806001000912700 

1.166 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.153 

-0.13 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.006 

0.56 

0.66 


Googrod 

0806001000901200 

1.831 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.261 

0.39 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.001 

0.08 

0.10 







Non-command 

Slate 

0.562 

0.39 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.06 

0.003 

0.17 

0.22 


Gor Pahari 

0806001100931500 

3.835 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.871 

0.95 

0.090 

0.04 

0.01 

0.00 

0.00 

0.00 

0.19 

0.12 

0.15 

0.014 

0.27 

0.44 


Gothra 

0806001100938200 

5.277 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.825 

-0.48 

0.090 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.021 

0.30 

0.35 


Guriya 

0806001000913400 

2.092 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.092 

-0.17 

0.080 

0.40 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.57 

0.010 

0.57 

0.64 


Harsana 

0806001100934500 

13.859 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.886 

-0.05 

0.090 

0.35 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

1.27 

0.098 

0.52 

0.72 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.587 

-0.05 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.004 

0.02 

0.03 


Hasanpur 

0806001100933400 

8.242 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.093 

0.39 

0.090 

0.09 

0.01 

0.00 

0.00 

0.00 

0.19 

0.13 

0.31 

0.023 

0.21 

0.30 


Hirnoti 

0806001000913700 

2.347 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.270 

-0.12 

0.080 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.011 

0.55 

0.63 







Non-command 

Slate 

0.072 

-0.12 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.02 


Ishwana 

0806001000911800 

7.648 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.466 

0.58 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.24 

0.22 

0.30 

0.017 

0.26 

0.29 







Non-command 

Quartzite 

0.899 

0.58 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.06 

0.004 

0.07 

0.07 


Jhalatala 

0806001100938000 

8.226 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.416 

-0.45 

0.090 

0.24 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.92 

0.041 

0.37 

0.44 







Non-command 

Phyllite & Schist 

2.684 

-0.45 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.020 

0.18 

0.22 







Non-command 

Slate 

0.059 

-0.45 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 


Jhankra 

0806001000912900 

4.851 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.754 

-0.35 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.013 

0.32 

0.37 







Non-command 

Slate 

1.957 

-0.35 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.009 

0.23 

0.26 


Jodhpura 

0806001100935500 

1.870 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.544 

-0.18 

0.090 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.012 

0.47 

0.58 







Non-command 

Slate 

0.130 

-0.18 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.04 

0.05 


Jona Khera Bhai 

0806001100934700 

2.268 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.750 

0.21 

0.090 

0.04 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.13 

0.013 

0.43 

0.62 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.518 

0.21 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.004 

0.13 

0.18 


Jona Khera Pahar 

0806001100934600 

3.971 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.139 

-0.51 

0.090 

0.10 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.37 

0.016 

0.30 

0.42 







Non-command 

Phyllite & Schist 

1.805 

-0.51 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.014 

0.25 

0.35 


Kachawa 

0806001100935400 

3.827 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.083 

-0.30 

0.090 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.79 

0.023 

0.45 

0.58 







Non-command 

Slate 

0.192 

-0.30 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.03 

0.04 


Kajota 

0806001100935100 

4.731 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.708 

0.06 

0.090 

0.12 

0.02 

0.00 

0.00 

0.00 

0.12 

0.09 

0.46 

0.021 

0.32 

0.43 







Non-command 

Slate 

1.152 

0.06 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.11 

0.009 

0.14 

0.18 


Kali Pahari 

0806000700864900 

4.020 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.455 

0.11 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.002 

0.06 

0.09 







Non-command 

Quartzite 

0.515 

0.11 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.003 

0.07 

0.10 



0806001100937600 

2.896 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.896 

-0.31 

0.090 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.37 

0.022 

0.57 

0.68 


Kaneti 

0806001000913100 

2.049 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.071 

-0.35 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 







Non-command 

Slate 

1.931 

-0.35 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.009 

0.54 

0.60 


Kanwara 

0806001100930200 

4.891 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.463 

1.58 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.03 

0.004 

0.05 

0.09 


Kharkhara 

0806001000901700 

2.494 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.149 

0.68 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.06 

0.006 

0.26 

0.30 


Kharkhari Chawandsingh 

0806001000899200 

2.953 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.209 

0.14 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.001 

0.04 

0.05 


Khera Mangal Singh 

0806001100938400 

8.842 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.850 

-0.65 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.006 

0.05 

0.06 







Non-command 

Slate 

0.018 

-0.65 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kherli Lodha 

0806001100933100 

1.840 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.840 

0.81 

0.090 

0.08 

0.01 

0.00 

0.00 

0.00 

0.20 

0.14 

0.30 

0.014 

0.56 

0.83 


Khirni Khohra 

0806001000900400 

1.251 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.343 

-0.10 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.002 

0.16 

0.19 







Non-command 

Slate 

0.858 

-0.10 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.004 

0.39 

0.47 


Khoh 

0806001100934000 

3.168 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.003 

-0.03 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khohra 

0806001100935200 

13.831 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.252 

-0.12 

0.090 

0.30 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

1.13 

0.070 

0.38 

0.50 







Non-command 

Slate 

0.728 

-0.12 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.006 

0.03 

0.04 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.759 

-0.12 

0.090 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.013 

0.07 

0.10 


Khohra Chauhan 

0806001000918000 

3.383 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.470 

-0.70 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.012 

0.42 

0.46 







Non-command 

Slate 

0.606 

-0.70 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.003 

0.10 

0.11 


Lachhmangarh 

0806001100931300 

9.364 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.698 

1.40 

0.090 

0.21 

0.05 

0.00 

0.00 

0.08 

0.92 

0.57 

0.79 

0.051 

0.40 

0.64 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.06 

0.02 

481.24 

0.02 

0.01 

0.03 

0.02 

0.20 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.056 

0.003 

0.054 

0.198 

369.55 

Over Exploited 

Chimrawali Sikh 

0806001100932700 

0.18 

0.00 

647.39 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.069 

533.54 

Over Exploited 

Dabla Meena 

0806001000901900 

0.24 

0.00 

3,294.47 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dabla Meo 

0806001000901800 

0.24 

0.01 

215.96 

0.01 

- 

0.01 

0.02 

0.17 

0.00 

- 

- 

- 

- 

- 

0.001 

0.012 

0.001 

0.012 

0.041 

358.08 

Over Exploited 

Dalalpura 

0806001000912000 

0.15 

0.25 

5.28 

0.26 

0.01 

0.27 

0.07 

0.63 

0.03 

0.0300 

- 

- 

- 

0.030 

0.059 

0.330 

0.016 

0.313 

0.691 

220.66 

Over Exploited 

Deewli 

0806001100934800 

0.18 

0.47 

- 

0.47 

0.04 

0.51 

0.07 

0.58 

0.06 

0.1300 

- 

- 

- 

0.130 

0.191 

0.700 

0.070 

0.630 

1.157 

183.80 

Over Exploited 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.009 

31,931.06 

Over Exploited 

Deorajpura 

0806001100936000 

0.18 

0.08 

- 

0.08 

0.02 

0.10 

0.06 

0.56 

0.01 

0.0500 

- 

- 

0.001 

0.051 

0.061 

0.160 

0.016 

0.144 

0.441 

305.90 

Over Exploited 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.027 

8,662.73 

Over Exploited 

Doroli 

0806001000912400 

0.15 

0.08 

- 

0.08 

0.01 

0.09 

0.03 

0.27 

0.01 

0.0200 

- 

- 

- 

0.020 

0.030 

0.125 

0.012 

0.112 

0.594 

529.04 

Over Exploited 



0.04 

0.04 

- 

0.04 

0.01 

0.05 

0.04 

0.37 

0.01 

0.0200 

- 

- 

0.001 

0.022 

0.027 

0.079 

0.008 

0.071 

0.653 

918.47 

Over Exploited 

Fatehpur Tarf Malawali 

0806001100935300 

0.18 

0.09 

- 

0.09 

0.01 

0.10 

0.05 

0.47 

0.01 

0.0200 

- 

- 

- 

0.020 

0.032 

0.135 

0.014 

0.122 

0.417 

342.46 

Over Exploited 



0.18 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.15 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.010 

0.111 

1,097.87 

Over Exploited 

Gaonri 

0806001000900600 

0.15 

0.07 

- 

0.07 

- 

0.07 

0.05 

0.40 

0.01 

- 

- 

- 

- 

- 

0.009 

0.074 

0.007 

0.067 

0.126 

189.27 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.031 

1,370.51 

Over Exploited 



0.04 

0.00 

- 

0.00 

0.00 

0.00 

0.01 

0.12 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.003 

0.000 

0.002 

0.031 

1,287.41 

Over Exploited 

Garh 

0806001000899700 

0.15 

0.07 

- 

0.07 

0.00 

0.07 

0.07 

0.56 

0.01 

- 

- 

- 

0.001 

0.001 

0.011 

0.082 

0.008 

0.073 

0.089 

120.76 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.011 

1,724.41 

Over Exploited 

Garhi Sawairam 

0806001000918500 

0.15 

0.28 

- 

0.28 

0.01 

0.29 

0.04 

0.40 

0.03 

0.0300 

- 

- 

- 

0.030 

0.063 

0.355 

0.036 

0.320 

0.714 

223.30 

Over Exploited 



0.04 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.14 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.020 

0.002 

0.018 

0.196 

1,111.06 

Over Exploited 

Ghatwari 

0806001000912700 

0.15 

0.10 

- 

0.10 

- 

0.10 

0.07 

0.63 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.119 

0.012 

0.107 

0.198 

184.28 

Over Exploited 

Googrod 

0806001000901200 

0.15 

0.00 

346.39 

0.00 

- 

0.00 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.037 

928.15 

Over Exploited 



0.04 

0.00 

385.98 

0.00 

- 

0.00 

0.02 

0.20 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.061 

1,221.92 

Over Exploited 

Gor Pahari 

0806001100931500 

0.18 

0.09 

28.08 

0.11 

0.01 

0.12 

0.04 

0.31 

0.01 

0.0300 

- 

- 

- 

0.030 

0.042 

0.162 

0.008 

0.154 

0.160 

103.82 

Over Exploited 

Gothra 

0806001100938200 

0.18 

0.15 

- 

0.15 

0.01 

0.16 

0.04 

0.34 

0.02 

0.0200 

- 

- 

- 

0.020 

0.038 

0.201 

0.020 

0.181 

0.424 

234.64 

Over Exploited 

Guriya 

0806001000913400 

0.15 

0.18 

- 

0.18 

0.02 

0.20 

0.07 

0.64 

0.02 

0.0600 

- 

- 

0.000 

0.060 

0.081 

0.280 

0.028 

0.252 

1.584 

627.72 

Over Exploited 

Harsana 

0806001100934500 

0.18 

1.19 

- 

1.19 

0.05 

1.24 

0.07 

0.59 

0.15 

0.1400 

- 

- 

- 

0.140 

0.291 

1.535 

0.153 

1.381 

1.365 

98.81 

Critical 



0.18 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.054 

472.10 

Over Exploited 

Hasanpur 

0806001100933400 

0.18 

0.10 

1,577.40 

0.12 

0.01 

0.13 

0.03 

0.23 

0.01 

0.0300 

- 

- 

- 

0.030 

0.042 

0.170 

0.008 

0.161 

0.330 

205.05 

Over Exploited 

Hirnoti 

0806001000913700 

0.15 

0.19 

- 

0.19 

0.01 

0.20 

0.06 

0.62 

0.02 

0.0200 

- 

- 

- 

0.020 

0.042 

0.240 

0.024 

0.216 

0.469 

217.41 

Over Exploited 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.010 

20,200.20 

Over Exploited 

Ishwana 

0806001000911800 

0.15 

0.13 

62.40 

0.16 

- 

0.16 

0.03 

0.29 

0.02 

0.0100 

- 

- 

- 

0.010 

0.025 

0.186 

0.009 

0.176 

0.312 

176.66 

Over Exploited 



0.06 

0.00 

660.45 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.004 

0.066 

1,475.59 

Over Exploited 

Jhalatala 

0806001100938000 

0.18 

0.36 

- 

0.36 

0.01 

0.37 

0.05 

0.42 

0.04 

0.0300 

- 

- 

- 

0.030 

0.074 

0.447 

0.045 

0.402 

0.958 

238.28 

Over Exploited 



0.04 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.21 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.032 

0.003 

0.029 

0.280 

967.44 

Over Exploited 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.008 

87,375.64 

Over Exploited 

Jhankra 

0806001000912900 

0.15 

0.13 

- 

0.13 

- 

0.13 

0.04 

0.36 

0.02 

0.0100 

- 

- 

- 

0.010 

0.026 

0.159 

0.016 

0.144 

0.210 

146.54 

Over Exploited 



0.04 

0.02 

- 

0.02 

- 

0.02 

0.03 

0.26 

0.00 

- 

- 

- 

- 

- 

0.002 

0.020 

0.002 

0.018 

0.129 

715.56 

Over Exploited 

Jodhpura 

0806001100935500 

0.18 

0.13 

- 

0.13 

- 

0.13 

0.06 

0.53 

0.02 

0.0100 

- 

- 

- 

0.010 

0.026 

0.156 

0.016 

0.141 

0.355 

252.12 

Over Exploited 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.015 

7,268.74 

Over Exploited 

Jona Khera Bhai 

0806001100934700 

0.18 

0.14 

(62.90) 

0.11 

- 

0.11 

0.06 

0.49 

0.02 

0.0100 

- 

- 

- 

0.010 

0.028 

0.136 

0.007 

0.129 

0.143 

110.81 

Over Exploited 



0.18 

0.01 

14.41 

0.01 

- 

0.01 

0.02 

0.14 

0.00 

- 

- 

- 

- 

- 

0.002 

0.015 

0.001 

0.014 

0.036 

249.72 

Over Exploited 

Jona Khera Pahar 

0806001100934600 

0.18 

0.12 

- 

0.12 

0.01 

0.13 

0.04 

0.34 

0.01 

0.0400 

- 

- 

- 

0.040 

0.055 

0.181 

0.018 

0.163 

0.383 

235.39 

Over Exploited 



0.04 

0.02 

- 

0.02 

0.01 

0.03 

0.03 

0.29 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.051 

0.005 

0.046 

0.190 

415.74 

Over Exploited 

Kachawa 

0806001100935400 

0.18 

0.25 

- 

0.25 

0.01 

0.26 

0.06 

0.51 

0.03 

0.0300 

- 

- 

- 

0.030 

0.062 

0.322 

0.032 

0.290 

0.808 

279.07 

Over Exploited 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.024 

12,993.98 

Over Exploited 

Kajota 

0806001100935100 

0.18 

0.16 

(45.20) 

0.13 

0.02 

0.15 

0.04 

0.37 

0.02 

0.0500 

- 

- 

- 

0.050 

0.072 

0.218 

0.011 

0.207 

0.477 

230.59 

Over Exploited 



0.04 

0.01 

271.19 

0.01 

- 

0.01 

0.02 

0.16 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.018 

0.001 

0.018 

0.116 

659.64 

Over Exploited 

Kali Pahari 

0806000700864900 

0.25 

0.01 

64.06 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.000 

0.009 

0.044 

478.00 

Over Exploited 



0.12 

0.00 

(375.11) 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.029 

613.56 

Over Exploited 


0806001100937600 

0.18 

0.29 

- 

0.29 

0.00 

0.30 

0.07 

0.63 

0.04 

0.0100 

- 

- 

0.001 

0.011 

0.047 

0.342 

0.034 

0.308 

0.389 

126.26 

Over Exploited 

Kaneti 

0806001000913100 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.04 

- 

0.04 

- 

0.04 

0.06 

0.60 

0.00 

0.0100 

- 

- 

- 

0.010 

0.015 

0.056 

0.006 

0.051 

0.182 

358.98 

Over Exploited 

Kanwara 

0806001100930200 

0.18 

0.00 

937.28 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.016 

0.001 

0.015 

0.036 

236.34 

Over Exploited 

Kharkhara 

0806001000901700 

0.15 

0.05 

58.62 

0.05 

- 

0.05 

0.03 

0.29 

0.01 

- 

- 

- 

- 

- 

0.005 

0.059 

0.003 

0.057 

0.066 

116.02 

Over Exploited 

Kharkhari Chawandsingh 

0806001000899200 

0.15 

0.00 

636.66 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.037 

2,316.53 

Over Exploited 

Khera Mangal Singh 

0806001100938400 

0.18 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.001 

0.008 

0.102 

1,218.99 

Over Exploited 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kherli Lodha 

0806001100933100 

0.18 

0.19 

(25.98) 

0.15 

0.01 

0.16 

0.07 

0.63 

0.02 

0.0300 

- 

- 

- 

0.030 

0.054 

0.212 

0.011 

0.202 

0.315 

156.25 

Over Exploited 

Khirni Khohra 

0806001000900400 

0.15 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.18 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.001 

0.008 

0.028 

340.97 

Over Exploited 



0.04 

0.01 

- 

0.01 

- 

0.01 

0.05 

0.44 

0.00 

- 

- 

- 

- 

- 

0.002 

0.015 

0.002 

0.014 

0.045 

333.85 

Over Exploited 

Khoh 

0806001100934000 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khohra 

0806001100935200 

0.18 

0.62 

- 

0.62 

0.04 

0.66 

0.05 

0.43 

0.08 

0.1300 

- 

- 

- 

0.130 

0.212 

0.874 

0.087 

0.786 

1.196 

152.10 

Over Exploited 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.058 

583.20 

Over Exploited 



0.18 

0.02 

- 

0.02 

0.01 

0.03 

0.01 

0.08 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.056 

0.006 

0.050 

0.199 

397.79 

Over Exploited 

Khohra Chauhan 

0806001000918000 

0.15 

0.15 

- 

0.15 

- 

0.15 

0.05 

0.47 

0.02 

0.0100 

- 

- 

- 

0.010 

0.028 

0.182 

0.018 

0.164 

0.175 

106.58 

Over Exploited 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.044 

1,762.98 

Over Exploited 

Lachhmangarh 

0806001100931300 

0.18 

0.48 

19.47 

0.57 

0.13 

0.71 

0.05 

0.45 

0.06 

0.1500 

- 

- 

0.127 

0.277 

0.339 

1.047 

0.052 

0.995 

0.837 

84.10 

Semi Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Lalka 

080600100090020C 

1.581 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.825 

-0.14 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.004 

0.30 

0.37 







Non-command 

Slate 

0.484 

-0.14 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.002 

0.17 

0.21 


Lapala 

080600100091380C 

2.835 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.454 

0.07 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.21 

0.007 

0.29 

0.33 







Non-command 

Slate 

1.370 

0.07 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.16 

0.007 

0.27 

0.31 


Lilee 

080600110093030C 

2.995 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.285 

1.54 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.05 

0.002 

0.05 

0.08 


Machari 

080600100091190C 

18.385 

Fresh 

Non-command 

Non-command 

Older Alluvium 

16.495 

0.58 

0.080 

0.51 

0.02 

0.00 

0.00 

0.00 

1.25 

1.12 

1.92 

0.080 

0.51 

0.57 







Non-command 

Quartzite 

0.220 

0.58 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.01 

0.01 


Madhogarh 

0806001000901500 

2.791 

Fresh 

Non-command 

Non-command 

Slate 

0.070 

0.71 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Maharajpura 

0806000700864700 

6.851 

Fresh 

Non-command 

Non-command 

Quartzite 

2.510 

0.24 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.05 

0.04 

0.20 

0.013 

0.21 

0.29 


Makroda 

0806001000914100 

1.504 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.056 

-1.29 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.000 

0.02 

0.02 







Non-command 

Slate 

0.817 

-1.29 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.004 

0.31 

0.34 


Malawali 

0806001100935000 

4.572 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.465 

0.28 

0.090 

0.34 

0.05 

0.00 

0.00 

0.00 

0.40 

0.29 

1.33 

0.034 

0.55 

0.76 


Manaka 

0806001000912300 

1.208 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.886 

0.08 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.07 

0.004 

0.42 

0.49 







Non-command 

Slate 

0.299 

0.08 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.14 

0.17 


Manakpur 

0806001100936900 

4.288 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.031 

-0.69 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Manjapta 

0806001100933300 

1.960 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.342 

0.64 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.10 

0.010 

0.38 

0.56 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.050 

0.64 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Manpura 

0806001000900900 

1.217 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.885 

0.41 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.10 

0.004 

0.41 

0.51 







Non-command 

Slate 

0.308 

0.41 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.001 

0.14 

0.18 


Mojpur 

0806001100933000 

22.450 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.071 

0.52 

0.090 

0.26 

0.04 

0.00 

0.00 

0.00 

0.59 

0.39 

0.98 

0.061 

0.20 

0.30 





Saline 

Non-command 

Non-command 

Older Alluvium 

8.195 

0.52 

0.090 

0.23 

0.03 

0.00 

0.00 

0.00 

0.58 

0.38 

0.85 

0.062 

0.20 

0.31 


Moondiya Khera 

0806001100934900 

1.640 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.640 

0.09 

0.090 

0.09 

0.01 

0.00 

0.00 

0.00 

0.09 

0.07 

0.34 

0.012 

0.56 

0.78 


Mukundpura 

0806001100937900 

1.649 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.401 

-0.56 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.003 

0.14 

0.17 







Non-command 

Phyllite & Schist 

1.248 

-0.56 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.009 

0.43 

0.51 


Mundjori 

0806001100934400 

1.595 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.221 

-0.09 

0.090 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.009 

0.43 

0.59 


Nangal Dhanna 

0806001000899800 

1.682 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.887 

-0.03 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.004 

0.30 

0.39 







Non-command 

Quartzite 

0.737 

-0.03 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.004 

0.25 

0.32 


Nangal Gangaguroo 

0806001000912600 

1.553 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.174 

-0.13 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.006 

0.43 

0.51 







Non-command 

Slate 

0.375 

-0.13 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.002 

0.14 

0.16 


Nangal Sanna 

0806001000899900 

0.605 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.279 

-0.03 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.001 

0.26 

0.33 







Non-command 

Quartzite 

0.325 

-0.03 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.002 

0.30 

0.39 


Nangal Sohan 

0806001000913200 

2.899 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.146 

-0.32 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.010 

0.42 

0.47 







Non-command 

Slate 

0.639 

-0.32 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.003 

0.13 

0.14 


Nangal Todiyar 

0806000700864600 

4.788 

Fresh 

Non-command 

Non-command 

Quartzite 

0.832 

0.12 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.15 

0.004 

0.10 

0.13 


Narnol Kalan 

0806001100938100 

3.274 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.007 

-1.02 

0.090 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.023 

0.52 

0.64 


Narnol Khurd 

0806001100937000 

1.391 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.211 

-0.56 

0.090 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.009 

0.49 

0.59 


Naya Gaon Machari 

0806001000912100 

1.299 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.299 

0.39 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.37 

0.006 

0.57 

0.64 


Odpur 

0806001000901600 

3.302 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.899 

0.46 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.19 

0.16 

0.29 

0.014 

0.50 

0.59 







Non-command 

Slate 

0.035 

0.46 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Pada 

0806001000913900 

4.195 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.999 

0.14 

0.080 

0.12 

0.01 

0.00 

0.00 

0.00 

0.13 

0.12 

0.47 

0.010 

0.27 

0.30 







Non-command 

Slate 

2.031 

0.14 

0.020 

0.10 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.40 

0.010 

0.28 

0.31 


Padli 

0806001000917900 

2.869 

Fresh 

Non-command 

Non-command 

Slate 

0.091 

-1.64 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Pande Roopbas 

0806001000918100 

2.676 

Fresh 

Non-command 

Non-command 

Slate 

1.462 

-0.84 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.007 

0.31 

0.34 


Patan 

0806001000900800 

3.184 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.840 

0.17 

0.080 

0.11 

0.01 

0.00 

0.00 

0.00 

0.14 

0.11 

0.41 

0.014 

0.51 

0.62 







Non-command 

Quartzite 

0.334 

0.17 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.002 

0.06 

0.07 


Pinan 

0806001000912800 

14.746 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.745 

-0.13 

0.080 

0.40 

0.02 

0.00 

0.00 

0.05 

0.00 

0.00 

1.52 

0.071 

0.57 

0.66 







Non-command 

Slate 

0.001 

-0.13 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Pundaraka 

0806001000900500 

1.203 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.201 

-0.02 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.001 

0.09 

0.11 







Non-command 

Slate 

0.620 

-0.02 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.003 

0.29 

0.35 


Rajpur Chhota 

0806001000900000 

4.381 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.334 

-0.08 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.006 

0.17 

0.22 







Non-command 

Slate 

2.712 

-0.08 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.013 

0.35 

0.44 


Rasoolpur 

0806001100935700 

1.984 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.263 

-1.05 

0.090 

0.12 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.010 

0.36 

0.47 







Non-command 

Phyllite & Schist 

0.633 

-1.05 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.005 

0.18 

0.23 


Reni 

0806001000917800 

28.905 

Fresh 

Non-command 

Non-command 

Slate 

0.179 

-1.76 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.00 

0.00 


Sahibabad 

0806001000913600 

0.799 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.799 

-0.13 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.004 

0.57 

0.65 


Sajanpuri 

0806001100931200 

1.103 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.103 

1.06 

0.090 

0.05 

0.01 

0.00 

0.00 

0.00 

0.14 

0.10 

0.18 

0.008 

0.56 

0.85 


Salimpur 

0806001100935900 

1.341 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.055 

-1.68 

0.090 

0.08 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.008 

0.44 

0.57 







Non-command 

Phyllite & Schist 

0.257 

-1.68 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.002 

0.11 

0.14 


Sehra 

0806001100937400 

3.381 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.287 

-0.92 

0.090 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.017 

0.38 

0.47 







Non-command 

Phyllite & Schist 

1.093 

-0.92 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.008 

0.18 

0.22 


Semla 

0806001100933200 

0.678 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.052 

0.56 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.04 

0.06 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.626 

0.56 

0.090 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.04 

0.16 

0.005 

0.51 

0.76 


Shekhpur 

0806001100935800 

3.441 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.187 

-1.11 

0.090 

0.09 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.024 

0.52 

0.66 







Non-command 

Phyllite & Schist 

0.254 

-1.11 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.04 

0.05 


Sunari 

0806001100937700 

4.963 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.415 

-0.37 

0.090 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.026 

0.39 

0.46 







Non-command 

Phyllite & Schist 

0.528 

-0.37 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.004 

0.06 

0.07 







Non-command 

Slate 

0.701 

-0.37 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.005 

0.08 

0.09 


Tahtara 

0806001000914300 

5.461 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.150 

-1.46 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.001 

0.02 

0.02 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Lalka 

0806001000900200 

0.15 

0.04 

- 

0.04 

- 

0.04 

0.04 

0.33 

0.00 

0.0100 

- 

- 

- 

0.010 

0.015 

0.051 

0.005 

0.046 

0.148 

320.36 

Over Exploited 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.02 

0.20 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.003 

0.067 

2,050.54 

Over Exploited 

Lapala 

0806001000913800 

0.15 

0.06 

(19.80) 

0.05 

- 

0.05 

0.03 

0.33 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.068 

0.003 

0.065 

0.216 

332.25 

Over Exploited 



0.04 

0.02 

145.14 

0.02 

- 

0.02 

0.03 

0.31 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.030 

0.001 

0.028 

0.165 

581.03 

Over Exploited 

Lilee 

0806001100930300 

0.18 

0.00 

1,063.62 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.053 

411.64 

Over Exploited 

Machari 

0806001000911900 

0.15 

1.26 

(10.96) 

1.12 

0.02 

1.14 

0.06 

0.57 

0.14 

0.0700 

- 

- 

- 

0.070 

0.214 

1.356 

0.068 

1.288 

1.998 

155.07 

Over Exploited 



0.06 

0.00 

12,357.93 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.023 

20,549.88 

Over Exploited 

Madhogarh 

0806001000901500 

0.06 

0.00 

1,256.34 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Maharajpura 

0806000700864700 

0.12 

0.06 

(39.65) 

0.05 

0.01 

0.06 

0.03 

0.24 

0.01 

0.0200 

- 

- 

- 

0.020 

0.029 

0.089 

0.004 

0.084 

0.210 

249.43 

Over Exploited 

Makroda 

0806001000914100 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.026 

14,526.86 

Over Exploited 



0.04 

0.01 

- 

0.01 

0.01 

0.02 

0.04 

0.35 

0.00 

0.0200 

- 

- 

- 

0.020 

0.021 

0.041 

0.004 

0.037 

0.189 

508.17 

Over Exploited 

Malawali 

0806001100935000 

0.18 

0.44 

(34.39) 

0.35 

0.05 

0.40 

0.07 

0.62 

0.06 

0.1500 

- 

- 

- 

0.150 

0.210 

0.613 

0.031 

0.582 

1.364 

234.34 

Over Exploited 

Manaka 

0806001000912300 

0.15 

0.06 

(60.27) 

0.04 

- 

0.04 

0.05 

0.47 

0.01 

- 

- 

- 

- 

- 

0.007 

0.051 

0.003 

0.049 

0.076 

157.18 

Over Exploited 



0.04 

0.00 

428.07 

0.00 

- 

0.00 

0.02 

0.16 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.020 

965.65 

Over Exploited 

Manakpur 

0806001100936900 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Manjapta 

0806001100933300 

0.18 

0.09 

(20.95) 

0.07 

- 

0.07 

0.05 

0.43 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.095 

0.005 

0.091 

0.113 

125.05 

Over Exploited 



0.18 

0.00 

1,474.99 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Manpura 

0806001000900900 

0.15 

0.05 

(13.13) 

0.05 

- 

0.05 

0.05 

0.47 

0.01 

- 

- 

- 

- 

- 

0.007 

0.055 

0.003 

0.052 

0.100 

193.01 

Over Exploited 



0.04 

0.00 

472.04 

0.00 

- 

0.00 

0.02 

0.16 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.030 

1,365.15 

Over Exploited 

Mojpur 

0806001100933000 

0.18 

0.29 

34.20 

0.35 

0.04 

0.39 

0.03 

0.23 

0.04 

0.1100 

- 

- 

- 

0.110 

0.149 

0.540 

0.027 

0.513 

1.038 

202.42 

Over Exploited 



0.18 

0.30 

27.03 

0.36 

0.03 

0.39 

0.03 

0.23 

0.04 

0.1000 

- 

- 

- 

0.100 

0.140 

0.532 

0.027 

0.505 

0.914 

180.87 

Over Exploited 

Moondiya Khera 

0806001100934900 

0.18 

0.17 

(59.33) 

0.13 

0.01 

0.14 

0.07 

0.63 

0.02 

0.0400 

- 

- 

- 

0.040 

0.062 

0.204 

0.010 

0.194 

0.355 

183.28 

Over Exploited 

Mukundpura 

0806001100937900 

0.18 

0.01 

- 

0.01 

0.00 

0.01 

0.02 

0.15 

0.00 

- 

- 

- 

0.002 

0.002 

0.003 

0.014 

0.001 

0.012 

0.073 

594.29 

Over Exploited 



0.04 

0.02 

- 

0.02 

0.00 

0.02 

0.05 

0.48 

0.00 

- 

- 

- 

0.000 

0.000 

0.003 

0.024 

0.002 

0.022 

0.119 

544.97 

Over Exploited 

Mundjori 

0806001100934400 

0.18 

0.08 

- 

0.08 

0.01 

0.09 

0.05 

0.48 

0.01 

0.0200 

- 

- 

- 

0.020 

0.030 

0.121 

0.012 

0.109 

0.160 

147.64 

Over Exploited 

Nangal Dhanna 

0806001000899800 

0.15 

0.04 

- 

0.04 

- 

0.04 

0.04 

0.34 

0.01 

- 

- 

- 

- 

- 

0.005 

0.045 

0.005 

0.041 

0.040 

99.09 

Critical 



0.06 

0.01 

- 

0.01 

- 

0.01 

0.03 

0.28 

0.00 

- 

- 

- 

- 

- 

0.002 

0.012 

0.001 

0.011 

0.033 

290.42 

Over Exploited 

Nangal Gangaguroo 

0806001000912600 

0.15 

0.08 

- 

0.08 

- 

0.08 

0.05 

0.48 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.095 

0.010 

0.086 

0.268 

313.04 

Over Exploited 



0.04 

0.00 

- 

0.00 

0.00 

0.00 

0.02 

0.15 

0.00 

- 

- 

- 

0.000 

0.000 

0.001 

0.003 

0.000 

0.003 

0.062 

2,428.55 

Over Exploited 

Nangal Sanna 

0806001000899900 

0.15 

0.01 

- 

0.01 

- 

0.01 

0.04 

0.30 

0.00 

- 

- 

- 

- 

- 

0.001 

0.012 

0.001 

0.011 

0.061 

547.76 

Over Exploited 



0.06 

0.01 

- 

0.01 

- 

0.01 

0.04 

0.35 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.001 

0.006 

0.060 

984.31 

Over Exploited 

Nangal Sohan 

0806001000913200 

0.15 

0.14 

- 

0.14 

- 

0.14 

0.05 

0.47 

0.02 

0.0100 

- 

- 

- 

0.010 

0.026 

0.162 

0.016 

0.146 

0.279 

191.67 

Over Exploited 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.14 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.003 

0.065 

2,016.09 

Over Exploited 

Nangal Todiyar 

0806000700864600 

0.12 

0.01 

2,558.23 

0.01 

- 

0.01 

0.01 

0.11 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.020 

0.001 

0.019 

0.157 

839.70 

Over Exploited 

Narnol Kalan 

0806001100938100 

0.18 

0.27 

- 

0.27 

- 

0.27 

0.06 

0.58 

0.03 

0.0100 

- 

- 

- 

0.010 

0.043 

0.312 

0.031 

0.281 

0.412 

146.56 

Over Exploited 

Narnol Khurd 

0806001100937000 

0.18 

0.10 

- 

0.10 

- 

0.10 

0.06 

0.55 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.124 

0.012 

0.111 

0.369 

332.07 

Over Exploited 

Naya Gaon Machari 

0806001000912100 

0.15 

0.11 

4.69 

0.12 

0.00 

0.12 

0.07 

0.63 

0.01 

0.0100 

- 

- 

0.000 

0.010 

0.023 

0.139 

0.007 

0.132 

0.373 

282.27 

Over Exploited 

Odpur 

0806001000901600 

0.15 

0.22 

(27.80) 

0.17 

0.00 

0.18 

0.06 

0.56 

0.03 

0.0100 

- 

- 

0.004 

0.014 

0.041 

0.216 

0.011 

0.206 

0.302 

146.86 

Over Exploited 



0.04 

0.00 

3,413.20 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pada 

0806001000913900 

0.15 

0.08 

45.58 

0.10 

0.01 

0.11 

0.03 

0.30 

0.01 

0.0200 

- 

- 

- 

0.020 

0.029 

0.137 

0.007 

0.130 

0.483 

370.95 

Over Exploited 



0.04 

0.02 

322.69 

0.03 

- 

0.03 

0.03 

0.31 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.039 

0.002 

0.037 

0.406 

1,083.24 

Over Exploited 

Padli 

0806001000917900 

0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pande Roopbas 

0806001000918100 

0.04 

0.02 

- 

0.02 

- 

0.02 

0.04 

0.35 

0.00 

- 

- 

- 

- 

- 

0.002 

0.020 

0.002 

0.018 

0.108 

589.19 

Over Exploited 

Patan 

0806001000900800 

0.15 

0.22 

(47.43) 

0.17 

0.01 

0.18 

0.07 

0.57 

0.03 

0.0200 

- 

- 

- 

0.020 

0.048 

0.230 

0.012 

0.219 

0.422 

192.76 

Over Exploited 



0.06 

0.00 

661.71 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.040 

2,624.35 

Over Exploited 

Pinan 

0806001000912800 

0.15 

1.26 

- 

1.26 

0.07 

1.33 

0.07 

0.64 

0.15 

0.0600 

- 

- 

0.075 

0.135 

0.287 

1.615 

0.161 

1.453 

1.595 

109.78 

Over Exploited 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pundaraka 

0806001000900500 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.037 

1,273.03 

Over Exploited 



0.04 

0.01 

- 

0.01 

- 

0.01 

0.04 

0.33 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.001 

0.007 

0.099 

1,344.17 

Over Exploited 

Rajpur Chhota 

0806001000900000 

0.15 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.20 

0.00 

0.0100 

- 

- 

- 

0.010 

0.015 

0.049 

0.005 

0.044 

0.174 

394.83 

Over Exploited 



0.04 

0.04 

- 

0.04 

- 

0.04 

0.05 

0.40 

0.01 

0.0100 

- 

- 

- 

0.010 

0.015 

0.053 

0.005 

0.048 

0.282 

590.60 

Over Exploited 

Rasoolpur 

0806001100935700 

0.18 

0.08 

- 

0.08 

0.02 

0.10 

0.05 

0.40 

0.01 

0.0500 

- 

- 

- 

0.050 

0.060 

0.162 

0.016 

0.146 

0.459 

315.08 

Over Exploited 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.02 

0.20 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.015 

0.002 

0.014 

0.133 

975.70 

Over Exploited 

Reni 

0806001000917800 

0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.011 

42,528.81 

Over Exploited 

Sahibabad 

0806001000913600 

0.15 

0.07 

- 

0.07 

0.00 

0.07 

0.07 

0.64 

0.01 

- 

- 

- 

0.000 

- 

0.008 

0.076 

0.008 

0.069 

0.095 

137.95 

Over Exploited 

Sajanpuri 

0806001100931200 

0.18 

0.11 

(13.86) 

0.10 

0.01 

0.11 

0.07 

0.63 

0.01 

0.0300 

- 

- 

0.000 

0.030 

0.045 

0.150 

0.008 

0.143 

0.186 

130.41 

Over Exploited 

Salimpur 

0806001100935900 

0.18 

0.08 

- 

0.08 

0.01 

0.09 

0.06 

0.50 

0.01 

0.0300 

- 

- 

- 

0.030 

0.041 

0.135 

0.013 

0.121 

0.301 

248.26 

Over Exploited 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.042 

3,735.31 

Over Exploited 

Sehra 

0806001100937400 

0.18 

0.16 

- 

0.16 

0.00 

0.16 

0.05 

0.43 

0.02 

0.0100 

- 

- 

0.002 

0.012 

0.031 

0.189 

0.019 

0.170 

0.377 

221.66 

Over Exploited 



0.04 

0.01 

- 

0.01 

0.00 

0.01 

0.02 

0.21 

0.00 

- 

- 

- 

0.001 

0.001 

0.002 

0.010 

0.001 

0.009 

0.110 

1,169.52 

Over Exploited 

Semla 

0806001100933200 

0.18 

0.00 

343.75 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.012 

2,420.80 

Over Exploited 



0.18 

0.06 

(28.09) 

0.05 

0.01 

0.06 

0.07 

0.58 

0.01 

0.0200 

- 

- 

- 

0.020 

0.027 

0.084 

0.004 

0.080 

0.164 

205.52 

Over Exploited 

Shekhpur 

0806001100935800 

0.18 

0.30 

- 

0.30 

0.01 

0.31 

0.07 

0.59 

0.04 

0.0400 

- 

- 

0.001 

0.041 

0.078 

0.388 

0.039 

0.349 

0.348 

99.66 

Critical 



0.04 

0.00 

- 

0.00 

0.00 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.003 

0.000 

0.002 

0.016 

670.47 

Over Exploited 

Sunari 

0806001100937700 

0.18 

0.24 

- 

0.24 

- 

0.24 

0.05 

0.44 

0.03 

0.0100 

- 

- 

- 

0.010 

0.039 

0.279 

0.028 

0.251 

0.333 

132.52 

Over Exploited 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.035 

2,724.41 

Over Exploited 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.045 

1,996.36 

Over Exploited 

Tahtara 

0806001000914300 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.039 

10,930.34 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Slate 

0.004 

-1.46 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Tilakpur 

0806001100936200 

2.383 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.144 

-1.20 

0.090 

0.06 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.016 

0.50 

0.66 


Toda Gyan Singh 

0806001000900300 

2.315 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.021 

-0.13 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.005 

0.25 

0.30 







Non-command 

Slate 

1.195 

-0.13 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.006 

0.29 

0.35 


Toda Nagar 

0806001100935600 

5.537 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.007 

-0.13 

0.090 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.63 

0.038 

0.51 

0.62 







Non-command 

Slate 

0.286 

-0.13 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.002 

0.03 

0.04 


Uchhar 

0806001100937200 

2.713 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.713 

-1.26 

0.090 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.49 

0.021 

0.56 

0.70 


Vabeli 

0806001000914000 

4.445 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.635 

-0.13 

0.080 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.64 

0.018 

0.47 

0.51 







Non-command 

Slate 

0.741 

-0.13 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.004 

0.10 

0.10 

03001006 

Ajeetpura 

0806001200944400 

1.382 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.382 

1.34 

0.070 

0.03 

0.00 

0.00 

0.00 

0.02 

0.14 

0.09 

0.11 

0.010 

0.53 

0.77 


Badka 

0806001100927700 

1.190 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.190 

-0.71 

0.090 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.50 

0.009 

0.56 

1.12 


Baharpuri 

0806001100931100 

2.294 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.037 

1.11 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.458 

1.11 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.03 

0.003 

0.11 

0.17 


Baldeopura 

0806001200939600 

2.185 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.814 

2.70 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.10 

0.02 

0.006 

0.20 

0.32 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.371 

2.70 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.27 

0.17 

0.02 

0.010 

0.34 

0.55 


Bamanpura 

0806001200939500 

3.067 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.344 

3.29 

0.070 

0.03 

0.00 

0.00 

0.00 

0.00 

0.34 

0.22 

0.12 

0.010 

0.24 

0.38 


Bandka 

0806001100926200 

2.948 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.118 

-0.97 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.008 

0.22 

0.44 


Baorika 

0806001100924900 

1.737 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.081 

0.03 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.03 

0.05 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.441 

0.03 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.07 

0.003 

0.14 

0.29 


Barkhera Faujdar 

0807000300982200 

2.010 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

2.84 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Baroda Meo 

0806001100924500 

11.163 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.168 

0.23 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.001 

0.01 

0.02 


Barodakan 

0806001200939800 

7.877 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.441 

1.31 

0.070 

0.05 

0.01 

0.00 

0.00 

0.00 

0.45 

0.29 

0.17 

0.034 

0.31 

0.46 


Baroli 

0806001100930000 

3.138 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.080 

0.84 

0.090 

0.09 

0.01 

0.00 

0.00 

0.00 

0.31 

0.19 

0.34 

0.023 

0.54 

0.92 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.058 

0.84 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Bayra 

0806001200939100 

1.984 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.984 

-0.02 

0.070 

0.07 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.015 

0.55 

0.96 


Beejla 

0806001200940200 

1.011 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.011 

3.25 

0.070 

0.04 

0.01 

0.00 

0.00 

0.00 

0.26 

0.17 

0.16 

0.008 

0.54 

0.82 


Bisli 

0806001200940500 

2.673 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.294 

2.20 

0.070 

0.04 

0.00 

0.00 

0.00 

0.00 

0.39 

0.27 

0.13 

0.017 

0.46 

0.66 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.379 

2.20 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.01 

0.003 

0.08 

0.11 


Butyana 

0806001100925100 

4.177 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.383 

-0.13 

0.090 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.37 

0.010 

0.18 

0.37 


Chak Semli 

0807000300980300 

0.818 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.094 

-0.28 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.07 

0.13 


Chhangalki 

0806001100925900 

1.265 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.190 

-0.24 

0.090 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.009 

0.53 

1.05 


Chimanpura 

0806001100924800 

0.833 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.553 

-0.48 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.004 

0.38 

0.77 


Deenar 

0806001100928100 

5.784 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.964 

-0.31 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.007 

0.09 

0.17 


Dhand 

0806001100925800 

3.758 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.758 

-0.38 

0.090 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.61 

0.029 

0.56 

1.10 


Dusrahera 

0806001100926000 

3.727 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.005 

-0.20 

0.090 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.015 

0.30 

0.61 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.721 

-0.20 

0.090 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.013 

0.26 

0.52 


Fatehpur @ Khudiyana 

0806001100926700 

1.325 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.325 

0.85 

0.090 

0.12 

0.02 

0.00 

0.00 

0.00 

0.20 

0.13 

0.48 

0.010 

0.55 

0.87 


Gandoora 

0806001100929400 

6.508 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.901 

-0.19 

0.090 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.007 

0.08 

0.14 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.508 

-0.19 

0.090 

0.08 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.011 

0.13 

0.24 


Gaonri 

0806001100927100 

1.172 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.172 

-0.04 

0.090 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.009 

0.55 

0.92 


Gopalpura 

0806001100930400 

1.853 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.772 

1.34 

0.090 

0.10 

0.02 

0.00 

0.00 

0.00 

0.29 

0.19 

0.37 

0.013 

0.53 

0.83 


Hadarhera 

0806001100928300 

1.900 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.251 

-0.36 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.002 

0.07 

0.14 


Hajipur 

0806001100926600 

2.368 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.368 

0.89 

0.090 

0.09 

0.01 

0.00 

0.00 

0.00 

0.27 

0.17 

0.35 

0.018 

0.55 

0.89 


Hanumanta 

0806001200940300 

2.419 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.050 

3.22 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.47 

0.32 

0.03 

0.015 

0.46 

0.68 


Hasanpur 

0806001100933400 

8.242 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.575 

0.39 

0.090 

0.07 

0.01 

0.00 

0.00 

0.00 

0.15 

0.10 

0.26 

0.020 

0.17 

0.25 


Hingota 

0806001100929500 

2.646 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.636 

0.79 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.04 

0.005 

0.13 

0.24 


Indrawali 

0806001200940700 

3.036 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.948 

0.66 

0.070 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.11 

0.007 

0.17 

0.24 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.353 

0.66 

0.070 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.07 

0.010 

0.24 

0.34 


Irniya 

0806001100926500 

4.858 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.858 

-0.30 

0.090 

0.13 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.037 

0.56 

1.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

-0.30 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Itera 

0806001100926400 

8.489 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.440 

-0.86 

0.090 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.63 

0.049 

0.43 

0.81 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.654 

-0.86 

0.090 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.013 

0.11 

0.21 


Itola 

0806001200939900 

1.460 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.600 

2.05 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.04 

0.005 

0.22 

0.32 


Jawli 

0806001100927200 

11.141 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.013 

-0.12 

0.090 

0.31 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

1.12 

0.084 

0.55 

0.94 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.128 

-0.12 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 


Jodhpura 

0806001200939700 

2.551 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.478 

2.32 

0.070 

0.03 

0.00 

0.00 

0.00 

0.00 

0.43 

0.28 

0.09 

0.019 

0.53 

0.81 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.073 

2.32 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.02 


Kafanwara 

0806001100929700 

2.112 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.250 

1.58 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.02 

0.002 

0.07 

0.11 


Kankroli 

0806001200944200 

4.206 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.751 

0.99 

0.070 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.06 

0.19 

0.006 

0.09 

0.14 


Kanwara 

0806001100930200 

4.891 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.099 

1.58 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.507 

1.58 

0.090 

0.06 

0.01 

0.00 

0.00 

0.00 

0.55 

0.33 

0.22 

0.027 

0.40 

0.67 


Kareeriya 

0806001100927400 

2.477 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.138 

-1.27 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.009 

0.26 

0.50 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.339 

-1.27 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.010 

0.30 

0.59 


Kasoda 

0807000300980900 

3.968 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

-0.31 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.284 

-0.31 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.002 

0.04 

0.08 


Kharsanki 

0806001100929800 

0.945 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.908 

1.24 

0.090 

0.04 

0.01 

0.00 

0.00 

0.00 

0.13 

0.08 

0.16 

0.007 

0.54 

0.94 


Kherla 

0806001100925000 

1.470 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.100 

0.13 

0.090 

0.05 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.19 

0.008 

0.42 

0.85 


Kherli Chandrawat 

0806001100927600 

4.067 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.096 

-1.03 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.03 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Tilakpur 

0806001100936200 

0.18 

0.19 

- 

0.19 

0.01 

0.20 

0.06 

0.56 

0.02 

0.0200 

- 

- 

- 

0.020 

0.044 

0.247 

0.025 

0.222 

0.230 

103.66 

Over Exploited 

Toda Gyan Singh 

0806001000900300 

0.15 

0.04 

- 

0.04 

- 

0.04 

0.03 

0.28 

0.00 

0.0100 

- 

- 

- 

0.010 

0.015 

0.053 

0.005 

0.048 

0.207 

432.70 

Over Exploited 



0.04 

0.01 

- 

0.01 

- 

0.01 

0.04 

0.33 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.026 

0.003 

0.023 

0.191 

826.09 

Over Exploited 

Toda Nagar 

0806001100935600 

0.18 

0.46 

- 

0.46 

0.01 

0.47 

0.06 

0.58 

0.06 

0.0200 

- 

- 

- 

0.020 

0.078 

0.550 

0.055 

0.495 

0.672 

135.82 

Over Exploited 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.025 

7,688.93 

Over Exploited 

Uchhar 

0806001100937200 

0.18 

0.27 

- 

0.27 

0.01 

0.29 

0.07 

0.63 

0.03 

0.0200 

- 

- 

0.000 

0.020 

0.054 

0.339 

0.034 

0.306 

0.511 

167.13 

Over Exploited 

Vabeli 

0806001000914000 

0.15 

0.25 

- 

0.25 

0.01 

0.26 

0.05 

0.52 

0.03 

0.0200 

- 

- 

- 

0.020 

0.049 

0.313 

0.031 

0.282 

0.659 

233.61 

Over Exploited 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.117 

4,126.85 

Over Exploited 

Ajeetpura 

0806001200944400 

0.12 

0.09 

6.89 

0.09 

0.02 

0.12 

0.07 

0.60 

0.01 

0.0100 

- 

- 

0.036 

0.046 

0.058 

0.176 

0.009 

0.167 

0.118 

70.99 

Semi Critical 

Badka 

0806001100927700 

0.18 

0.12 

- 

0.12 

0.01 

0.13 

0.07 

0.63 

0.02 

0.0200 

- 

- 

0.000 

0.020 

0.036 

0.167 

0.017 

0.150 

0.504 

336.32 

Over Exploited 

Baharpuri 

0806001100931100 

0.18 

0.00 

3,988.71 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.18 

0.01 

303.91 

0.01 

- 

0.01 

0.01 

0.13 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.022 

0.001 

0.021 

0.035 

168.70 

Over Exploited 

Baldeopura 

0806001200939600 

0.12 

0.02 

417.47 

0.02 

- 

0.02 

0.03 

0.23 

0.00 

- 

- 

- 

- 

- 

0.003 

0.026 

0.001 

0.025 

0.028 

112.14 

Over Exploited 



0.12 

0.06 

199.46 

0.07 

- 

0.07 

0.04 

0.39 

0.01 

- 

- 

- 

- 

- 

0.007 

0.075 

0.004 

0.071 

0.029 

41.21 

Safe 

Bamanpura 

0806001200939500 

0.12 

0.04 

459.67 

0.05 

0.00 

0.05 

0.03 

0.27 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.015 

0.062 

0.003 

0.059 

0.125 

212.75 

Over Exploited 

Bandka 

0806001100926200 

0.18 

0.04 

- 

0.04 

0.00 

0.04 

0.03 

0.24 

0.01 

- 

- 

- 

0.000 

0.000 

0.006 

0.049 

0.005 

0.044 

0.061 

139.25 

Over Exploited 

Baorika 

0806001100924900 

0.18 

0.00 

(73.64) 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.015 

4,372.11 

Over Exploited 



0.18 

0.01 

(9.56) 

0.01 

- 

0.01 

0.02 

0.16 

0.00 

- 

- 

- 

- 

- 

0.001 

0.012 

0.001 

0.011 

0.069 

621.27 

Over Exploited 

Barkhera Faujdar 

0807000300982200 

0.20 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Baroda Meo 

0806001100924500 

0.18 

0.00 

2,455.90 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.044 

13,782.74 

Over Exploited 

Barodakan 

0806001200939800 

0.12 

0.16 

80.32 

0.20 

0.01 

0.21 

0.04 

0.34 

0.02 

0.0200 

- 

- 

0.001 

0.021 

0.042 

0.248 

0.012 

0.235 

0.207 

87.73 

Semi Critical 

Baroli 

0806001100930000 

0.18 

0.30 

(38.26) 

0.24 

0.01 

0.25 

0.07 

0.61 

0.04 

0.0400 

- 

- 

- 

0.040 

0.079 

0.330 

0.017 

0.314 

0.359 

114.54 

Over Exploited 



0.18 

0.00 

2,326.05 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bayra 

0806001200939100 

0.12 

0.13 

- 

0.13 

0.01 

0.14 

0.07 

0.62 

0.02 

0.0300 

- 

- 

0.001 

0.031 

0.048 

0.190 

0.019 

0.171 

0.274 

159.85 

Over Exploited 

Beejla 

0806001200940200 

0.12 

0.07 

160.85 

0.08 

0.01 

0.09 

0.07 

0.61 

0.01 

0.0200 

- 

- 

- 

0.020 

0.028 

0.117 

0.006 

0.112 

0.171 

153.02 

Over Exploited 

Bisli 

0806001200940500 

0.12 

0.13 

115.80 

0.15 

- 

0.15 

0.06 

0.52 

0.02 

0.0100 

- 

- 

- 

0.010 

0.026 

0.177 

0.009 

0.168 

0.147 

87.52 

Semi Critical 



0.12 

0.00 

1,073.82 

0.00 

- 

0.00 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.004 

0.013 

296.63 

Over Exploited 

Butyana 

0806001100925100 

0.18 

0.05 

- 

0.05 

0.00 

0.05 

0.02 

0.21 

0.01 

0.0100 

- 

- 

0.000 

0.010 

0.016 

0.062 

0.006 

0.056 

0.384 

688.25 

Over Exploited 

Chak Semli 

0807000300980300 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.012 

941.26 

Over Exploited 

Chhangalki 

0806001100925900 

0.18 

0.11 

- 

0.11 

0.00 

0.11 

0.07 

0.59 

0.01 

0.0100 

- 

- 

0.001 

0.011 

0.025 

0.138 

0.014 

0.124 

0.268 

215.53 

Over Exploited 

Chimanpura 

0806001100924800 

0.18 

0.04 

- 

0.04 

- 

0.04 

0.05 

0.42 

0.00 

- 

- 

- 

- 

- 

0.005 

0.042 

0.004 

0.038 

0.096 

253.46 

Over Exploited 

Deenar 

0806001100928100 

0.18 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.002 

0.018 

0.002 

0.016 

0.137 

836.80 

Over Exploited 

Dhand 

0806001100925800 

0.18 

0.38 

- 

0.38 

0.01 

0.39 

0.07 

0.63 

0.05 

0.0200 

- 

- 

0.001 

0.021 

0.071 

0.458 

0.046 

0.412 

0.634 

153.60 

Over Exploited 

Dusrahera 

0806001100926000 

0.18 

0.11 

- 

0.11 

- 

0.11 

0.04 

0.34 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.133 

0.013 

0.120 

0.289 

241.47 

Over Exploited 



0.18 

0.08 

- 

0.08 

- 

0.08 

0.03 

0.29 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.101 

0.010 

0.091 

0.224 

247.33 

Over Exploited 

Fatehpur @ Khudiyana 

0806001100926700 

0.18 

0.13 

(2.77) 

0.13 

0.02 

0.15 

0.07 

0.62 

0.02 

0.0500 

- 

- 

- 

0.050 

0.067 

0.213 

0.011 

0.203 

0.485 

239.30 

Over Exploited 

Gandoora 

0806001100929400 

0.18 

0.01 

- 

0.01 

0.01 

0.02 

0.01 

0.09 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.044 

0.004 

0.040 

0.194 

487.60 

Over Exploited 



0.18 

0.04 

- 

0.04 

0.01 

0.05 

0.02 

0.15 

0.00 

0.0300 

- 

- 

- 

0.030 

0.035 

0.080 

0.008 

0.072 

0.301 

420.30 

Over Exploited 

Gaonri 

0806001100927100 

0.18 

0.12 

- 

0.12 

0.01 

0.13 

0.07 

0.62 

0.01 

0.0200 

- 

- 

0.000 

0.020 

0.035 

0.161 

0.016 

0.145 

0.187 

128.62 

Over Exploited 

Gopalpura 

0806001100930400 

0.18 

0.17 

10.25 

0.19 

0.02 

0.21 

0.07 

0.59 

0.02 

0.0700 

- 

- 

0.000 

0.070 

0.092 

0.298 

0.015 

0.283 

0.380 

134.58 

Over Exploited 

Fladarhera 

0806001100928300 

0.18 

0.00 

- 

0.00 

0.00 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

0.000 

0.000 

0.001 

0.004 

0.000 

0.004 

0.060 

1,566.51 

Over Exploited 

Hajipur 

0806001100926600 

0.18 

0.23 

(29.14) 

0.19 

0.01 

0.20 

0.07 

0.62 

0.03 

0.0400 

- 

- 

0.001 

0.041 

0.071 

0.268 

0.013 

0.255 

0.368 

144.32 

Over Exploited 

Flanumanta 

0806001200940300 

0.12 

0.11 

182.93 

0.14 

0.00 

0.14 

0.06 

0.52 

0.01 

- 

- 

- 

0.002 

0.002 

0.016 

0.153 

0.008 

0.145 

0.044 

30.61 

Safe 

Flasanpur 

0806001100933400 

0.18 

0.07 

139,534.12 

0.09 

0.01 

0.10 

0.02 

0.19 

0.01 

0.0300 

- 

- 

- 

0.030 

0.039 

0.138 

0.007 

0.131 

0.279 

212.30 

Over Exploited 

Flingota 

0806001100929500 

0.18 

0.02 

99.94 

0.02 

- 

0.02 

0.02 

0.15 

0.00 

- 

- 

- 

- 

- 

0.002 

0.020 

0.001 

0.019 

0.047 

241.44 

Over Exploited 

Indrawali 

0806001200940700 

0.12 

0.02 

176.22 

0.02 

- 

0.02 

0.02 

0.19 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.035 

0.002 

0.033 

0.115 

344.55 

Over Exploited 



0.12 

0.04 

51.74 

0.05 

- 

0.05 

0.03 

0.27 

0.01 

0.0100 

- 

- 

- 

0.010 

0.015 

0.061 

0.003 

0.058 

0.077 

132.65 

Over Exploited 

Irniya 

0806001100926500 

0.18 

0.49 

- 

0.49 

0.02 

0.51 

0.07 

0.63 

0.06 

0.0500 

- 

- 

0.002 

0.052 

0.113 

0.621 

0.062 

0.559 

0.498 

89.03 

Semi Critical 



0.18 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Itera 

0806001100926400 

0.18 

0.49 

- 

0.49 

0.01 

0.50 

0.05 

0.48 

0.06 

0.0200 

- 

- 

- 

0.020 

0.082 

0.587 

0.059 

0.528 

0.683 

129.30 

Over Exploited 



0.18 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.12 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.047 

0.005 

0.042 

0.158 

374.60 

Over Exploited 

Itola 

0806001200939900 

0.12 

0.02 

311.50 

0.02 

0.00 

0.02 

0.03 

0.25 

0.00 

- 

- 

- 

0.000 

0.000 

0.002 

0.022 

0.001 

0.020 

0.048 

232.43 

Over Exploited 

Jawli 

0806001100927200 

0.18 

1.09 

- 

1.09 

0.04 

1.13 

0.07 

0.62 

0.14 

0.1300 

- 

- 

- 

0.130 

0.269 

1.397 

0.140 

1.257 

1.202 

95.58 

Critical 



0.18 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.014 

9,310.44 

Over Exploited 

Jodhpura 

0806001200939700 

0.12 

0.16 

79.05 

0.19 

- 

0.19 

0.07 

0.59 

0.02 

0.0100 

- 

- 

- 

0.010 

0.030 

0.218 

0.011 

0.207 

0.105 

50.49 

Safe 



0.12 

0.00 

5,507.51 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Kafanwara 

0806001100929700 

0.18 

0.00 

801.58 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.021 

558.47 

Over Exploited 

Kankroli 

0806001200944200 

0.12 

0.01 

641.04 

0.01 

0.01 

0.02 

0.01 

0.11 

0.00 

0.0200 

- 

- 

0.001 

0.021 

0.022 

0.043 

0.002 

0.041 

0.200 

484.30 

Over Exploited 

Kanwara 

0806001100930200 

0.18 

0.00 

4,100.50 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.18 

0.25 

30.82 

0.30 

0.01 

0.31 

0.05 

0.45 

0.03 

0.0400 

- 

- 

- 

0.040 

0.072 

0.384 

0.019 

0.365 

0.250 

68.37 

Safe 

Kareeriya 

0806001100927400 

0.18 

0.05 

- 

0.05 

- 

0.05 

0.03 

0.29 

0.01 

- 

- 

- 

- 

- 

0.007 

0.060 

0.006 

0.054 

0.124 

230.17 

Over Exploited 



0.18 

0.07 

- 

0.07 

- 

0.07 

0.04 

0.34 

0.01 

- 

- 

- 

- 

- 

0.009 

0.083 

0.008 

0.074 

0.129 

173.66 

Over Exploited 

Kasoda 

0807000300980900 

0.25 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.034 

1,468.80 

Over Exploited 

Kharsanki 

0806001100929800 

0.18 

0.09 

(14.21) 

0.08 

0.01 

0.09 

0.07 

0.60 

0.01 

0.0300 

- 

- 

- 

0.030 

0.041 

0.126 

0.006 

0.120 

0.169 

140.65 

Over Exploited 

Kherla 

0806001100925000 

0.18 

0.08 

(62.85) 

0.07 

0.00 

0.07 

0.05 

0.47 

0.01 

0.0100 

- 

- 

0.000 

0.010 

0.021 

0.087 

0.004 

0.083 

0.195 

235.30 

Over Exploited 

Kherli Chandrawat 

0806001100927600 

0.18 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.971 

-1.03 

0.090 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.030 

0.55 

1.05 


Kherli Veeran 

0806001100925700 

1.018 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.968 

-0.36 

0.090 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.007 

0.53 

1.04 


Khudiyana 

0806001100926900 

5.846 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.423 

0.37 

0.090 

0.23 

0.03 

0.00 

0.00 

0.00 

0.35 

0.22 

0.87 

0.034 

0.41 

0.67 


Lachhmangarh 

0806001100931300 

9.364 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.559 

1.40 

0.090 

0.02 

0.00 

0.00 

0.00 

0.01 

0.08 

0.05 

0.06 

0.004 

0.03 

0.05 


Lilee 

0806001100930300 

2.995 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.395 

1.54 

0.090 

0.08 

0.02 

0.00 

0.00 

0.00 

0.25 

0.16 

0.30 

0.011 

0.26 

0.41 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.315 

1.54 

0.090 

0.06 

0.01 

0.00 

0.00 

0.00 

0.23 

0.15 

0.23 

0.010 

0.24 

0.38 


Mahrana 

0806001100927300 

1.888 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.716 

-1.24 

0.090 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.013 

0.51 

0.95 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.172 

-1.24 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.05 

0.10 


Malla Ka Bas 

0806001100927000 

0.859 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.859 

0.60 

0.090 

0.08 

0.01 

0.00 

0.00 

0.00 

0.12 

0.07 

0.31 

0.007 

0.55 

0.89 


Manjapta 

0806001100933300 

1.960 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.568 

0.64 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.04 

0.004 

0.16 

0.24 


Manota Khurd 

0807000300981200 

4.145 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.04 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mathura Hera 

0806001200940600 

2.994 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.055 

1.28 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.171 

1.28 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.14 

0.03 

0.016 

0.39 

0.55 


Melkheri 

0806001100927900 

3.627 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.032 

-0.43 

0.090 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.015 

0.31 

0.61 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.595 

-0.43 

0.090 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.012 

0.25 

0.48 


Mokalheri 

0806001100927800 

1.317 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.919 

-0.37 

0.090 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.007 

0.39 

0.77 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.397 

-0.37 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.003 

0.17 

0.33 


Moliya 

0806001100926300 

4.842 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.317 

-1.08 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.002 

0.04 

0.07 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.233 

-1.08 

0.090 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.025 

0.38 

0.76 


Nagla Matwa 

0806001200940800 

1.737 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.015 

0.58 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Nangal Khanjadi 

0806001100929900 

4.856 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.267 

-0.21 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.002 

0.03 

0.06 





Saline 

Non-command 

Non-command 

Older Alluvium 

4.589 

-0.21 

0.090 

0.17 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.65 

0.035 

0.53 

0.96 


Nangli Tarf Bayra 

0806001100926800 

1.528 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.528 

0.08 

0.090 

0.04 

0.01 

0.00 

0.00 

0.00 

0.04 

0.02 

0.16 

0.012 

0.55 

0.92 


Nibhera 

0806001100926100 

4.587 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.665 

-0.93 

0.090 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.028 

0.45 

0.91 


Pahari 

0806001200944300 

1.689 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.582 

0.87 

0.070 

0.17 

0.03 

0.00 

0.00 

0.02 

0.22 

0.15 

0.67 

0.012 

0.50 

0.72 


Raipur 

0806001100931000 

1.984 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.682 

1.14 

0.090 

0.08 

0.02 

0.00 

0.00 

0.00 

0.23 

0.15 

0.29 

0.013 

0.47 

0.71 


Rajpur 

0806001200940000 

1.439 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.439 

2.64 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.28 

0.19 

0.04 

0.011 

0.54 

0.80 


Ranoli 

0806001200944600 

2.275 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.773 

1.60 

0.070 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.11 

0.006 

0.18 

0.26 


Ratawali 

0806001100927500 

1.104 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.104 

-1.25 

0.090 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.008 

0.56 

1.10 


Resti 

0806001100928000 

1.040 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.040 

-0.38 

0.090 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.008 

0.56 

1.09 


Ronpur 

0806001100925600 

3.997 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.752 

-0.20 

0.090 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.006 

0.10 

0.21 


Sedooka Nangla 

0806001200940100 

0.668 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.434 

3.03 

0.070 

0.09 

0.01 

0.00 

0.00 

0.00 

0.17 

0.11 

0.35 

0.003 

0.35 

0.53 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.233 

3.03 

0.070 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.08 

0.002 

0.19 

0.28 


Sitahara 

0806001200940400 

6.002 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.257 

2.54 

0.070 

0.10 

0.01 

0.00 

0.00 

0.00 

0.49 

0.34 

0.39 

0.017 

0.20 

0.29 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.529 

2.54 

0.070 

0.05 

0.01 

0.00 

0.00 

0.00 

0.49 

0.34 

0.19 

0.019 

0.23 

0.33 


Tasai 

0806001200940900 

20.581 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.854 

0.75 

0.070 

0.05 

0.01 

0.00 

0.00 

0.00 

0.14 

0.10 

0.19 

0.014 

0.05 

0.07 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.458 

0.75 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.003 

0.01 

0.02 


Tigariya 

0806001200939200 

4.803 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.395 

0.44 

0.070 

0.05 

0.01 

0.00 

0.00 

0.00 

0.08 

0.05 

0.17 

0.011 

0.16 

0.29 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.596 

0.44 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.004 

0.07 

0.12 


Titpuri 

0806001200944500 

4.899 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.969 

1.62 

0.070 

0.33 

0.05 

0.00 

0.00 

0.00 

0.62 

0.43 

1.27 

0.022 

0.32 

0.47 


Toda 

0806001100930600 

6.396 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.171 

1.07 

0.070 

0.16 

0.02 

0.00 

0.00 

0.00 

0.30 

0.20 

0.61 

0.016 

0.19 

0.29 


Todarbas 

0806001100930100 

1.116 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.116 

1.14 

0.090 

0.06 

0.01 

0.00 

0.00 

0.00 

0.16 

0.09 

0.22 

0.008 

0.56 

0.97 

03001007 

Ankholi 

0807000401007500 

2.074 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.294 

1.89 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.09 

0.002 

0.08 

0.10 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.070 

1.89 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.000 

0.02 

0.02 


Badangarh 

0807000401008500 

5.050 

Saline 

Gurgaon Canal 

Command 

Older Alluvium 

5.050 

0.85 

0.150 

0.19 

0.04 

0.01 

0.01 

0.00 

0.77 

0.50 

0.72 

0.033 

0.54 

0.84 


Barawali 

0807000401007900 

2.855 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.605 

1.00 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.07 

0.004 

0.12 

0.18 





Saline 

Gurgaon Canal 

Command 

Older Alluvium 

2.250 

1.00 

0.150 

0.06 

0.01 

0.00 

0.00 

0.00 

0.38 

0.24 

0.22 

0.015 

0.43 

0.67 


Baroli Chauth 

0807000401004200 

4.597 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.382 

1.28 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.04 

0.002 

0.05 

0.07 


Chak Gharwari 

0807000401009100 

1.487 

Saline 

Gurgaon Canal 

Command 

Older Alluvium 

1.487 

0.91 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.22 

0.14 

0.08 

0.010 

0.54 

0.83 


Chak Keshopura 

0807000401008400 

2.398 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.349 

0.87 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.002 

0.08 

0.13 





Saline 

Gurgaon Canal 

Command 

Older Alluvium 

1.176 

0.87 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.00 

0.008 

0.27 

0.42 


Chak Sitara 

0807000601022800 

1.353 

Saline 

Gurgaon Canal 

Command 

Older Alluvium 

1.353 

0.87 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.11 

0.06 

0.010 

0.53 

0.78 


Chak Umra 

0807000401005100 

0.689 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.441 

0.99 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.04 

0.003 

0.35 

0.55 





Saline 

Gurgaon Canal 

Command 

Older Alluvium 

0.230 

0.99 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.001 

0.18 

0.29 


Didwari 

0807000601023400 

4.330 

Saline 

Gurgaon Canal 

Command 

Older Alluvium 

0.688 

1.61 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.10 

0.04 

0.005 

0.08 

0.12 


Gahnawali 

0807000401008300 

1.790 

Saline 

Gurgaon Canal 

Command 

Older Alluvium 

1.790 

0.87 

0.150 

0.07 

0.02 

0.00 

0.00 

0.00 

0.28 

0.18 

0.28 

0.012 

0.54 

0.85 


Gangar Soli 

0807000601023100 

3.344 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.967 

1.09 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.28 

0.20 

0.06 

0.014 

0.30 

0.42 


Garhi Lodha 

0807000401005300 

1.480 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.317 

0.97 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.02 

0.002 

0.12 

0.19 


Ghanagirse 

0807000401005800 

1.015 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.722 

1.10 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.00 

0.005 

0.39 

0.61 






Gurgaon Canal 

Command 

Older Alluvium 

0.293 

1.10 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.002 

0.16 

0.25 


Gharwari 

0807000401009200 

1.727 

Saline 

Gurgaon Canal 

Command 

Older Alluvium 

1.727 

0.95 

0.150 

0.09 

0.02 

0.00 

0.00 

0.00 

0.31 

0.20 

0.33 

0.011 

0.54 

0.85 


Girse 

0807000401005700 

5.083 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.257 

1.32 

0.150 

0.07 

0.01 

0.00 

0.00 

0.00 

0.31 

0.19 

0.28 

0.008 

0.13 

0.21 






Gurgaon Canal 

Command 

Older Alluvium 

3.826 

1.32 

0.150 

0.22 

0.03 

0.01 

0.01 

0.00 

0.93 

0.59 

0.86 

0.025 

0.41 

0.65 


Gulena 

0807000401007600 

1.191 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.177 

1.64 

0.150 

0.08 

0.01 

0.00 

0.00 

0.00 

0.36 

0.25 

0.31 

0.008 

0.54 

0.77 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.014 

1.64 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Janoothar 

0807000401007300 

10.475 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.508 

2.32 

0.150 

0.13 

0.02 

0.00 

0.00 

0.00 

0.98 

0.71 

0.50 

0.016 

0.13 

0.18 


Jatoli Kadeem 

0807000401009400 

2.751 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.001 

1.43 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Gurgaon Canal 

Command 

Older Alluvium 

2.750 

1.43 

0.150 

0.07 

0.02 

0.01 

0.01 

0.00 

0.63 

0.42 

0.28 

0.018 

0.54 

0.80 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.18 

0.39 

- 

0.39 

- 

0.39 

0.07 

0.62 

0.05 

0.0100 

- 

- 

- 

0.010 

0.060 

0.452 

0.045 

0.407 

0.359 

88.34 

Semi Critical 

Kherli Veeran 

0806001100925700 

0.18 

0.09 

- 

0.09 

0.00 

0.09 

0.07 

0.60 

0.01 

0.0100 

- 

- 

0.000 

0.010 

0.022 

0.114 

0.011 

0.103 

0.309 

301.45 

Over Exploited 

Khudiyana 

0806001100926900 

0.18 

0.33 

(34.56) 

0.26 

0.03 

0.29 

0.05 

0.47 

0.04 

0.1000 

- 

- 

0.000 

0.100 

0.143 

0.437 

0.022 

0.415 

0.900 

216.67 

Over Exploited 

Lachhmangarh 

0806001100931300 

0.18 

0.00 

1,400.51 

0.00 

0.01 

0.01 

0.00 

0.04 

0.00 

0.0100 

- 

- 

0.015 

0.025 

0.025 

0.039 

0.002 

0.037 

0.065 

174.08 

Over Exploited 

Lilee 

0806001100930300 

0.18 

0.06 

149.05 

0.08 

0.02 

0.10 

0.03 

0.29 

0.01 

0.0600 

- 

- 

- 

0.060 

0.068 

0.166 

0.008 

0.158 

0.313 

198.26 

Over Exploited 



0.18 

0.06 

156.69 

0.07 

0.01 

0.08 

0.03 

0.27 

0.01 

0.0400 

- 

- 

- 

0.040 

0.047 

0.126 

0.006 

0.120 

0.239 

198.91 

Over Exploited 

Mahrana 

0806001100927300 

0.18 

0.16 

- 

0.16 

- 

0.16 

0.06 

0.57 

0.02 

0.0100 

- 

- 

- 

0.010 

0.030 

0.187 

0.019 

0.169 

0.200 

118.57 

Over Exploited 



0.18 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.014 

896.27 

Over Exploited 

Malla Ka Bas 

0806001100927000 

0.18 

0.09 

(15.48) 

0.07 

0.01 

0.08 

0.07 

0.62 

0.01 

0.0300 

- 

- 

- 

0.030 

0.041 

0.123 

0.006 

0.117 

0.314 

268.58 

Over Exploited 

Manjapta 

0806001100933300 

0.18 

0.02 

75.67 

0.02 

- 

0.02 

0.02 

0.18 

0.00 

- 

- 

- 

- 

- 

0.002 

0.022 

0.001 

0.021 

0.042 

203.97 

Over Exploited 

Manota Khurd 

0807000300981200 

0.20 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mathura Hera 

0806001200940600 

0.12 

0.00 

5,223.74 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.10 

42.10 

0.12 

- 

0.12 

0.05 

0.44 

0.01 

- 

- 

- 

- 

- 

0.013 

0.134 

0.007 

0.128 

0.045 

35.52 

Safe 

Melkheri 

0806001100927900 

0.18 

0.11 

- 

0.11 

- 

0.11 

0.04 

0.35 

0.01 

0.0100 

- 

- 

- 

0.010 

0.025 

0.140 

0.014 

0.126 

0.317 

252.60 

Over Exploited 



0.18 

0.07 

- 

0.07 

- 

0.07 

0.03 

0.28 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.090 

0.009 

0.081 

0.223 

276.01 

Over Exploited 

Mokalheri 

0806001100927800 

0.18 

0.06 

- 

0.06 

- 

0.06 

0.05 

0.44 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.083 

0.008 

0.075 

0.180 

240.49 

Over Exploited 



0.18 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.19 

0.00 

- 

- 

- 

- 

- 

0.002 

0.014 

0.001 

0.012 

0.069 

561.33 

Over Exploited 

Moliya 

0806001100926300 

0.18 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.031 

1,464.97 

Over Exploited 



0.18 

0.22 

- 

0.22 

- 

0.22 

0.05 

0.43 

0.03 

0.0100 

- 

- 

- 

0.010 

0.038 

0.258 

0.026 

0.232 

0.289 

124.26 

Over Exploited 

Nagla Matwa 

0806001200940800 

0.12 

0.00 

5,601.41 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nangal Khanjadi 

0806001100929900 

0.18 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.040 

2,663.18 

Over Exploited 



0.18 

0.44 

- 

0.44 

0.02 

0.46 

0.07 

0.60 

0.06 

0.0700 

- 

- 

- 

0.070 

0.126 

0.582 

0.058 

0.524 

0.683 

130.42 

Over Exploited 

Nangli Tarf Bayra 

0806001100926800 

0.18 

0.15 

(83.65) 

0.12 

0.01 

0.13 

0.07 

0.62 

0.02 

0.0200 

- 

- 

0.000 

0.020 

0.040 

0.171 

0.009 

0.163 

0.170 

104.30 

Over Exploited 

Nibhera 

0806001100926100 

0.18 

0.30 

- 

0.30 

0.00 

0.30 

0.06 

0.51 

0.04 

0.0100 

- 

- 

0.001 

0.011 

0.048 

0.347 

0.035 

0.312 

0.358 

114.61 

Over Exploited 

Pahari 

0806001200944300 

0.12 

0.09 

60.91 

0.11 

0.05 

0.16 

0.06 

0.56 

0.01 

0.0800 

- 

- 

0.027 

0.107 

0.119 

0.279 

0.014 

0.265 

0.682 

257.08 

Over Exploited 

Raipur 

0806001100931000 

0.18 

0.14 

5,766.26 

0.15 

0.02 

0.17 

0.06 

0.53 

0.02 

0.0500 

- 

- 

- 

0.050 

0.068 

0.240 

0.012 

0.228 

0.301 

131.84 

Over Exploited 

Raj pur 

0806001200940000 

0.12 

0.09 

99.91 

0.11 

- 

0.11 

0.07 

0.61 

0.01 

- 

- 

- 

- 

- 

0.012 

0.123 

0.006 

0.117 

0.054 

45.95 

Safe 

Ranoli 

0806001200944600 

0.12 

0.02 

377.55 

0.02 

- 

0.02 

0.02 

0.20 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.032 

0.002 

0.031 

0.114 

371.12 

Over Exploited 

Ratawali 

0806001100927500 

0.18 

0.11 

- 

0.11 

0.00 

0.11 

0.07 

0.64 

0.01 

0.0100 

- 

- 

0.000 

0.010 

0.024 

0.136 

0.014 

0.123 

0.195 

159.42 

Over Exploited 

Resti 

0806001100928000 

0.18 

0.10 

- 

0.10 

0.00 

0.10 

0.07 

0.63 

0.01 

0.0100 

- 

- 

0.000 

0.010 

0.024 

0.129 

0.013 

0.116 

0.354 

305.58 

Over Exploited 

Ronpur 

0806001100925600 

0.18 

0.01 

- 

0.01 

0.00 

0.01 

0.01 

0.12 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.012 

0.026 

0.003 

0.024 

0.179 

749.63 

Over Exploited 

Sedooka Nangla 

0806001200940100 

0.12 

0.02 

525.76 

0.02 

0.01 

0.03 

0.05 

0.40 

0.00 

0.0400 

- 

- 

- 

0.040 

0.042 

0.074 

0.004 

0.071 

0.349 

494.59 

Over Exploited 



0.12 

0.01 

775.74 

0.01 

- 

0.01 

0.02 

0.21 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.017 

0.001 

0.016 

0.079 

486.95 

Over Exploited 

Sitahara 

0806001200940400 

0.12 

0.05 

519.27 

0.07 

0.01 

0.08 

0.03 

0.23 

0.01 

0.0400 

- 

- 

- 

0.040 

0.047 

0.123 

0.006 

0.117 

0.406 

348.15 

Over Exploited 



0.12 

0.07 

391.52 

0.08 

0.01 

0.09 

0.03 

0.26 

0.01 

0.0200 

- 

- 

- 

0.020 

0.029 

0.121 

0.006 

0.115 

0.211 

183.06 

Over Exploited 

Tasai 

0806001200940900 

0.12 

0.01 

809.88 

0.01 

0.01 

0.02 

0.01 

0.05 

0.00 

0.0200 

- 

- 

- 

0.020 

0.021 

0.044 

0.002 

0.042 

0.208 

495.56 

Over Exploited 



0.12 

0.00 

3,584.55 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.022 

2,728.70 

Over Exploited 

Tigariya 

0806001200939200 

0.12 

0.03 

74.43 

0.03 

0.01 

0.04 

0.02 

0.18 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.066 

0.003 

0.063 

0.184 

293.09 

Over Exploited 



0.12 

0.00 

226.04 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.006 

0.033 

538.01 

Over Exploited 

Titpuri 

0806001200944500 

0.12 

0.11 

271.95 

0.14 

0.05 

0.19 

0.04 

0.36 

0.01 

0.1400 

- 

- 

- 

0.140 

0.155 

0.342 

0.017 

0.325 

1.296 

399.02 

Over Exploited 

Toda 

0806001100930600 

0.12 

0.05 

302.02 

0.06 

0.02 

0.08 

0.02 

0.21 

0.01 

0.1100 

- 

- 

- 

0.110 

0.116 

0.195 

0.010 

0.185 

0.628 

339.94 

Over Exploited 

Todarbas 

0806001100930100 

0.18 

0.11 

(15.37) 

0.09 

0.01 

0.10 

0.07 

0.63 

0.01 

0.0400 

- 

- 

- 

0.040 

0.054 

0.159 

0.008 

0.151 

0.229 

151.84 

Over Exploited 

Ankholi 

0807000401007500 

0.25 

0.01 

1,247.11 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.017 

0.001 

0.017 

0.093 

559.32 

Over Exploited 



0.20 

0.00 

5,634.84 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.011 

3,577.50 

Over Exploited 

Badangarh 

0807000401008500 

0.20 

0.55 

(8.41) 

0.50 

0.06 

0.56 

0.06 

0.60 

- 

0.1300 

0.0116 

0.0165 

0.002 

0.160 

0.160 

0.723 

0.036 

0.687 

0.752 

109.46 

Over Exploited 

Barawali 

0807000401007900 

0.25 

0.02 

298.71 

0.02 

0.00 

0.02 

0.01 

0.13 

- 

0.0100 

0.0012 

0.0013 

- 

0.013 

0.013 

0.035 

0.002 

0.034 

0.074 

220.23 

Over Exploited 



0.20 

0.19 

25.78 

0.23 

0.02 

0.25 

0.05 

0.48 

- 

0.0400 

0.0043 

0.0049 

- 

0.049 

0.049 

0.298 

0.015 

0.283 

0.239 

84.28 

Semi Critical 

Baroli Chauth 

0807000401004200 

0.25 

0.00 

1,112.98 

0.01 

0.00 

0.01 

0.00 

0.05 

- 

0.0100 

0.0010 

0.0012 

- 

0.012 

0.012 

0.019 

0.001 

0.018 

0.038 

210.07 

Over Exploited 

Chak Gharwari 

0807000401009100 

0.20 

0.16 

(12.36) 

0.14 

0.01 

0.15 

0.06 

0.60 

- 

0.0100 

0.0034 

0.0048 

- 

0.018 

0.018 

0.166 

0.008 

0.157 

0.085 

53.77 

Safe 

Chak Keshopura 

0807000401008400 

0.25 

0.01 

301.90 

0.01 

0.00 

0.01 

0.01 

0.09 

- 

- 

0.0008 

0.0011 

- 

0.002 

0.002 

0.012 

0.001 

0.011 

0.002 

20.34 

Safe 



0.20 

0.06 

48.94 

0.08 

0.01 

0.08 

0.03 

0.30 

- 

- 

0.0027 

0.0038 

- 

0.007 

0.007 

0.087 

0.004 

0.083 

0.008 

9.23 

Safe 

Chak Sitara 

0807000601022800 

0.20 

0.14 

(26.89) 

0.12 

0.01 

0.12 

0.06 

0.59 

0.02 

0.0100 

0.0031 

0.0044 

0.001 

0.018 

0.034 

0.156 

0.008 

0.148 

0.074 

49.68 

Safe 

Chak Umra 

0807000401005100 

0.25 

0.04 

20.59 

0.05 

0.00 

0.05 

0.04 

0.39 

- 

0.0100 

0.0010 

0.0014 

- 

0.013 

0.013 

0.061 

0.003 

0.058 

0.039 

67.50 

Safe 



0.20 

0.01 

224.33 

0.01 

0.00 

0.01 

0.02 

0.20 

- 

- 

0.0005 

0.0008 

- 

0.001 

0.001 

0.012 

0.001 

0.012 

0.023 

199.90 

Over Exploited 

Didwari 

0807000601023400 

0.20 

0.01 

767.60 

0.01 

0.00 

0.02 

0.01 

0.09 

- 

0.0100 

0.0016 

0.0022 

- 

0.014 

0.014 

0.031 

0.002 

0.029 

0.047 

160.43 

Over Exploited 

Gahnawali 

0807000401008300 

0.20 

0.19 

(9.82) 

0.18 

0.03 

0.20 

0.06 

0.60 

- 

0.0500 

0.0041 

0.0058 

0.001 

0.061 

0.061 

0.264 

0.013 

0.251 

0.295 

117.42 

Over Exploited 

Gangar Soli 

0807000601023100 

0.20 

0.12 

65.27 

0.14 

0.00 

0.15 

0.03 

0.34 

0.01 

0.0100 

- 

- 

0.002 

0.012 

0.026 

0.171 

0.009 

0.162 

0.076 

46.74 

Safe 

Garhi Lodha 

0807000401005300 

0.25 

0.01 

271.75 

0.01 

0.00 

0.01 

0.01 

0.13 

- 

- 

0.0007 

0.0010 

- 

0.002 

0.002 

0.014 

0.001 

0.014 

0.026 

192.36 

Over Exploited 

Ghanagirse 

0807000401005800 

0.25 

0.07 

7.57 

0.08 

- 

0.08 

0.04 

0.43 

- 

- 

- 

- 

- 

- 

- 

0.075 

0.004 

0.072 

0.005 

6.54 

Safe 



0.25 

0.01 

160.25 

0.01 

0.00 

0.01 

0.02 

0.17 

- 

- 

0.0006 

0.0006 

- 

0.001 

0.001 

0.016 

0.001 

0.015 

0.002 

12.53 

Safe 

Gharwari 

0807000401009200 

0.20 

0.19 

4.50 

0.20 

0.03 

0.22 

0.06 

0.60 

- 

0.0600 

0.0040 

0.0056 

0.001 

0.071 

0.071 

0.295 

0.015 

0.281 

0.341 

121.56 

Over Exploited 

Girse 

0807000401005700 

0.25 

0.04 

358.86 

0.05 

0.01 

0.06 

0.01 

0.15 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.091 

0.005 

0.087 

0.284 

326.99 

Over Exploited 



0.25 

0.39 

49.75 

0.47 

0.04 

0.52 

0.05 

0.46 

- 

0.1000 

0.0074 

0.0083 

0.003 

0.119 

0.119 

0.634 

0.032 

0.602 

0.887 

147.26 

Over Exploited 

Gulena 

0807000401007600 

0.25 

0.16 

58.66 

0.19 

0.01 

0.20 

0.06 

0.60 

0.02 

0.0300 

- 

- 

- 

0.030 

0.048 

0.248 

0.012 

0.235 

0.315 

133.70 

Over Exploited 



0.20 

0.00 

13,460.04 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Janoothar 

0807000401007300 

0.25 

0.08 

769.34 

0.10 

0.02 

0.12 

0.02 

0.15 

0.01 

0.0600 

- 

- 

0.002 

0.062 

0.071 

0.191 

0.010 

0.182 

0.520 

286.54 

Over Exploited 

Jatoli Kadeem 

0807000401009400 

0.25 

0.00 

174,625.67 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.30 

42.09 

0.36 

0.03 

0.39 

0.06 

0.60 

- 

0.0500 

0.0074 

0.0090 

0.000 

0.067 

0.067 

0.455 

0.023 

0.433 

0.294 

67.91 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Karua 

0807000601023300 

3.875 

Saline 

Gurgaon Canal 

Command 

Older Alluvium 

3.875 

1.29 

0.120 

0.05 

0.01 

0.01 

0.01 

0.00 

0.62 

0.44 

0.17 

0.027 

0.53 

0.75 


Kasot 

0807000401009600 

10.732 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.589 

1.57 

0.150 

0.08 

0.02 

0.00 

0.00 

0.00 

0.67 

0.49 

0.29 

0.017 

0.13 

0.17 






Gurgaon Canal 

Command 

Older Alluvium 

1.204 

1.57 

0.150 

0.04 

0.01 

0.00 

0.00 

0.00 

0.31 

0.22 

0.14 

0.008 

0.06 

0.08 


Kathaira Chauth 

0807000401009300 

3.204 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.252 

1.29 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.04 

0.002 

0.04 

0.07 





Saline 

Gurgaon Canal 

Command 

Older Alluvium 

2.951 

1.29 

0.150 

0.11 

0.03 

0.01 

0.01 

0.00 

0.64 

0.41 

0.41 

0.019 

0.50 

0.77 


Khera Brahman 

0807000401004600 

5.842 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

4.990 

1.44 

0.150 

0.07 

0.02 

0.01 

0.01 

0.00 

1.10 

0.72 

0.25 

0.032 

0.46 

0.71 





Saline 

Gurgaon Canal 

Command 

Older Alluvium 

0.765 

1.44 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.11 

0.03 

0.005 

0.07 

0.11 


Kheriya Purohitan 

0807000401005500 

2.596 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

2.337 

1.03 

0.150 

0.08 

0.02 

0.00 

0.01 

0.00 

0.41 

0.26 

0.29 

0.015 

0.49 

0.78 


Khohri 

0807000401005600 

3.648 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.699 

1.27 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.10 

0.11 

0.005 

0.10 

0.17 


Koomha 

0807000601024600 

7.216 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.723 

1.45 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.11 

0.05 

0.005 

0.05 

0.07 


Korer 

0807000401009500 

14.975 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.000 

1.35 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Gurgaon Canal 

Command 

Older Alluvium 

13.743 

1.35 

0.150 

0.24 

0.05 

0.02 

0.04 

0.01 

2.90 

1.99 

0.84 

0.089 

0.49 

0.71 


Kuchawati 

0807000401003400 

4.393 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.617 

1.01 

0.150 

0.03 

0.01 

0.00 

0.00 

0.00 

0.11 

0.07 

0.11 

0.004 

0.08 

0.12 


Madhera 

0807000401008700 

2.886 

Saline 

Gurgaon Canal 

Command 

Older Alluvium 

2.886 

0.82 

0.150 

0.12 

0.03 

0.01 

0.01 

0.00 

0.43 

0.29 

0.44 

0.019 

0.53 

0.80 


Madhuwana 

0807000401008800 

1.067 

Saline 

Gurgaon Canal 

Command 

Older Alluvium 

1.067 

0.81 

0.150 

0.03 

0.01 

0.00 

0.00 

0.00 

0.14 

0.10 

0.12 

0.007 

0.53 

0.78 


Matoli 

0807000401007200 

1.735 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.735 

1.18 

0.150 

0.04 

0.01 

0.00 

0.00 

0.00 

0.33 

0.22 

0.14 

0.011 

0.54 

0.82 


Moroli 

0807000401006900 

3.441 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.028 

1.34 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.01 


Mukandpura 

0807000601022500 

0.406 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.183 

1.01 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.24 

0.33 






Gurgaon Canal 

Command 

Older Alluvium 

0.053 

1.01 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.07 

0.10 


Nagala Bhawani Singh 

0807000401008100 

1.611 

Saline 

Gurgaon Canal 

Command 

Older Alluvium 

1.611 

0.94 

0.150 

0.03 

0.01 

0.00 

0.00 

0.00 

0.24 

0.16 

0.11 

0.010 

0.54 

0.84 


Nagala Warawali 

0807000401008000 

1.584 

Saline 

Gurgaon Canal 

Command 

Older Alluvium 

1.584 

1.07 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.29 

0.19 

0.18 

0.010 

0.54 

0.84 


Nagla Chewa 

0807000401008600 

0.251 

Saline 

Gurgaon Canal 

Command 

Older Alluvium 

0.251 

0.85 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.09 

0.002 

0.54 

0.83 


Nagla Gangi 

0807000401009700 

0.887 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.438 

1.45 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.00 

0.003 

0.26 

0.36 






Gurgaon Canal 

Command 

Older Alluvium 

0.449 

1.45 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.00 

0.003 

0.26 

0.37 


Nagla Lakhmi 

0807000401002900 

0.725 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.258 

1.68 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.05 

0.002 

0.19 

0.30 


Nagla Radhey 

0807000401005200 

1.647 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.205 

0.94 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.02 

0.001 

0.07 

0.11 





Saline 

Gurgaon Canal 

Command 

Older Alluvium 

0.137 

0.94 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.05 

0.07 


Nahroli Deshwar 

0807000401007100 

3.377 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.246 

1.63 

0.150 

0.20 

0.03 

0.00 

0.00 

0.00 

0.96 

0.65 

0.77 

0.021 

0.52 

0.77 


Nahroli Thakur 

0807000401007000 

1.158 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.120 

0.71 

0.150 

0.14 

0.02 

0.00 

0.00 

0.00 

0.24 

0.16 

0.56 

0.007 

0.53 

0.79 


Narena Katta 

0807000401003000 

5.012 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.770 

1.57 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.20 

0.12 

0.06 

0.005 

0.08 

0.13 





Saline 

Gurgaon Canal 

Command 

Older Alluvium 

0.011 

1.57 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Naswara 

0807000401005900 

4.462 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.393 

0.86 

0.150 

0.15 

0.02 

0.00 

0.00 

0.00 

0.70 

0.45 

0.57 

0.028 

0.54 

0.84 






Gurgaon Canal 

Command 

Older Alluvium 

0.069 

0.86 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Pahartal 

0807000401003100 

3.385 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.026 

1.23 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Pala 

0807000601022400 

2.903 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.348 

1.05 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.04 

0.002 

0.06 

0.09 


Panhori 

0807000401002800 

13.534 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.824 

1.72 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.23 

0.15 

0.06 

0.005 

0.03 

0.05 






Gurgaon Canal 

Command 

Older Alluvium 

0.135 

1.72 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.001 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.249 

1.72 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.01 

0.002 

0.01 

0.02 






Gurgaon Canal 

Command 

Older Alluvium 

0.051 

1.72 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Randheerpura 

0807000601023000 

2.802 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.935 

1.03 

0.120 

0.03 

0.01 

0.00 

0.00 

0.00 

0.14 

0.10 

0.10 

0.007 

0.17 

0.24 


Rundh Gharwari 

0807000401008900 

3.387 

Saline 

Gurgaon Canal 

Command 

Older Alluvium 

3.387 

0.84 

0.150 

0.01 

0.00 

0.01 

0.01 

0.00 

0.42 

0.28 

0.00 

0.022 

0.54 

0.81 


Rundh Narayanpur 

0807000401009000 

2.424 

Saline 

Gurgaon Canal 

Command 

Older Alluvium 

2.234 

0.86 

0.150 

0.00 

0.00 

0.00 

0.01 

0.00 

0.28 

0.18 

0.00 

0.014 

0.50 

0.79 


Saharai 

0807000401007800 

3.282 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.139 

1.13 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.22 

0.14 

0.11 

0.007 

0.19 

0.29 






Gurgaon Canal 

Command 

Older Alluvium 

1.288 

1.13 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.24 

0.16 

0.12 

0.008 

0.21 

0.33 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.379 

1.13 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.03 

0.002 

0.06 

0.10 






Gurgaon Canal 

Command 

Older Alluvium 

0.476 

1.13 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.04 

0.003 

0.08 

0.12 


Samai 

0807000401004500 

6.850 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

3.636 

1.42 

0.150 

0.10 

0.02 

0.01 

0.01 

0.00 

0.83 

0.54 

0.37 

0.024 

0.29 

0.45 


Senhti 

0807000601022600 

2.024 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.117 

0.95 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.03 

0.04 






Gurgaon Canal 

Command 

Older Alluvium 

1.862 

0.95 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.23 

0.16 

0.16 

0.013 

0.49 

0.71 


Sent 

0807000601022900 

3.332 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.671 

0.98 

0.120 

0.03 

0.01 

0.00 

0.00 

0.00 

0.22 

0.15 

0.11 

0.012 

0.26 

0.37 






Gurgaon Canal 

Command 

Older Alluvium 

1.661 

0.98 

0.120 

0.03 

0.01 

0.00 

0.00 

0.00 

0.21 

0.15 

0.10 

0.012 

0.26 

0.37 


Shyorawali 

0807000401007700 

3.632 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.408 

1.17 

0.150 

0.13 

0.02 

0.00 

0.00 

0.00 

0.53 

0.36 

0.49 

0.016 

0.36 

0.54 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.224 

1.17 

0.150 

0.06 

0.01 

0.00 

0.00 

0.00 

0.26 

0.18 

0.22 

0.008 

0.18 

0.27 


Sinsini 

0807000401008200 

22.623 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.486 

1.21 

0.150 

0.10 

0.02 

0.00 

0.00 

0.00 

1.07 

0.75 

0.36 

0.036 

0.13 

0.19 






Gurgaon Canal 

Command 

Older Alluvium 

5.599 

1.21 

0.150 

0.10 

0.02 

0.01 

0.01 

0.00 

1.07 

0.75 

0.37 

0.036 

0.13 

0.19 


Siswara 

0807000401006000 

10.515 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.532 

0.50 

0.150 

0.14 

0.02 

0.00 

0.00 

0.00 

0.39 

0.26 

0.54 

0.023 

0.18 

0.28 


Sitara 

0807000601022700 

2.785 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.843 

0.96 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.05 

0.006 

0.16 

0.23 






Gurgaon Canal 

Command 

Older Alluvium 

1.941 

0.96 

0.120 

0.03 

0.01 

0.00 

0.00 

0.00 

0.23 

0.16 

0.11 

0.014 

0.37 

0.52 


Songaon 

0807000401005400 

6.710 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

5.549 

0.99 

0.150 

0.22 

0.05 

0.01 

0.01 

0.00 

0.97 

0.61 

0.84 

0.036 

0.45 

0.72 





Saline 

Gurgaon Canal 

Command 

Older Alluvium 

1.052 

0.99 

0.150 

0.04 

0.01 

0.00 

0.00 

0.00 

0.18 

0.11 

0.15 

0.007 

0.09 

0.14 


Tamrer 

0807000601023200 

5.263 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.449 

1.04 

0.120 

0.09 

0.02 

0.00 

0.00 

0.00 

0.38 

0.27 

0.32 

0.017 

0.24 

0.34 






Gurgaon Canal 

Command 

Older Alluvium 

2.813 

1.04 

0.120 

0.10 

0.02 

0.01 

0.01 

0.00 

0.42 

0.30 

0.38 

0.020 

0.28 

0.39 


Therawar 

0807000601021700 

7.206 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.134 

1.14 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.126 

1.14 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.33 

0.24 

0.12 

0.015 

0.16 

0.22 


Umra 

0807000401004700 

3.531 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

1.418 

1.18 

0.150 

0.03 

0.01 

0.00 

0.00 

0.00 

0.26 

0.17 

0.09 

0.009 

0.22 

0.35 





Saline 

Gurgaon Canal 

Command 

Older Alluvium 

0.221 

1.18 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.01 

0.001 

0.03 

0.05 

03001008 

Aganpura 

0807000501011500 

3.175 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.169 

1.02 

0.100 

0.08 

0.01 

0.00 

0.00 

0.00 

0.39 

0.36 

0.29 

0.024 

0.63 

0.69 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.005 

1.02 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Karua 

0807000601023300 

0.20 

0.41 

7.65 

0.44 

0.03 

0.47 

0.06 

0.59 

0.05 

0.0300 

0.0089 

0.0126 

0.000 

0.052 

0.098 

0.565 

0.028 

0.536 

0.196 

36.62 

Safe 

Kasot 

0807000401009600 

0.20 

0.07 

641.41 

0.08 

0.02 

0.10 

0.01 

0.14 

0.01 

0.0500 

- 

- 

0.003 

0.053 

0.060 

0.161 

0.008 

0.153 

0.308 

201.13 

Over Exploited 



0.20 

0.01 

1,483.05 

0.02 

0.02 

0.03 

0.01 

0.07 

0.00 

0.0300 

0.0028 

0.0039 

- 

0.037 

0.038 

0.071 

0.004 

0.067 

0.148 

220.57 

Over Exploited 

Kathaira Chauth 

0807000401009300 

0.25 

0.00 

1,279.77 

0.00 

0.00 

0.00 

0.00 

0.05 

- 

0.0100 

0.0007 

0.0008 

- 

0.012 

0.012 

0.016 

0.001 

0.015 

0.038 

248.93 

Over Exploited 



0.20 

0.29 

39.36 

0.35 

0.04 

0.40 

0.05 

0.55 

- 

0.0800 

0.0079 

0.0096 

- 

0.098 

0.098 

0.495 

0.025 

0.470 

0.429 

91.25 

Critical 

Khera Brahman 

0807000401004600 

0.25 

0.58 

24.86 

0.69 

0.04 

0.74 

0.05 

0.51 

- 

0.0500 

0.0134 

0.0163 

- 

0.080 

0.080 

0.815 

0.041 

0.775 

0.284 

36.70 

Safe 



0.20 

0.01 

932.96 

0.01 

0.00 

0.02 

0.01 

0.08 

- 

0.0100 

0.0021 

0.0025 

- 

0.015 

0.015 

0.031 

0.002 

0.030 

0.037 

125.15 

Over Exploited 

Kheriya Purohitan 

0807000401005500 

0.25 

0.29 

(10.29) 

0.26 

0.03 

0.29 

0.05 

0.54 

- 

0.0500 

0.0054 

0.0076 

0.001 

0.064 

0.064 

0.352 

0.018 

0.334 

0.303 

90.68 

Critical 

Khohri 

0807000401005600 

0.25 

0.02 

452.94 

0.02 

0.00 

0.02 

0.01 

0.12 

- 

0.0200 

0.0013 

0.0015 

- 

0.023 

0.023 

0.047 

0.002 

0.045 

0.111 

247.31 

Over Exploited 

Koomha 

0807000601024600 

0.20 

0.01 

1,298.03 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.020 

0.001 

0.019 

0.059 

313.24 

Over Exploited 

Korer 

0807000401009500 

0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

1.35 

47.48 

1.62 

0.12 

1.74 

0.05 

0.54 

- 

0.1600 

0.0317 

0.0448 

0.022 

0.258 

0.258 

2.001 

0.100 

1.901 

0.925 

48.67 

Safe 

Kuchawati 

0807000401003400 

0.25 

0.01 

485.95 

0.01 

0.01 

0.03 

0.01 

0.08 

- 

0.0200 

0.0014 

0.0020 

0.001 

0.024 

0.024 

0.052 

0.003 

0.049 

0.110 

223.19 

Over Exploited 

Madhera 

0807000401008700 

0.20 

0.31 

(5.79) 

0.29 

0.04 

0.33 

0.06 

0.59 

- 

0.0800 

0.0067 

0.0094 

0.002 

0.098 

0.098 

0.433 

0.022 

0.411 

0.457 

111.00 

Over Exploited 

Madhuwana 

0807000401008800 

0.20 

0.11 

(13.24) 

0.10 

0.01 

0.11 

0.06 

0.59 

0.01 

0.0200 

0.0025 

0.0035 

- 

0.026 

0.039 

0.152 

0.008 

0.144 

0.125 

86.69 

Semi Critical 

Matoli 

0807000401007200 

0.25 

0.24 

(6.18) 

0.22 

0.01 

0.23 

0.06 

0.60 

0.03 

0.0200 

- 

- 

0.002 

0.022 

0.049 

0.282 

0.014 

0.268 

0.148 

55.39 

Safe 

Moroli 

0807000401006900 

0.25 

0.00 

11,826.20 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Mukandpura 

0807000601022500 

0.20 

0.01 

82.86 

0.01 

- 

0.01 

0.03 

0.26 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.011 

0.011 

104.85 

Over Exploited 



0.20 

0.00 

507.19 

0.00 

0.00 

0.00 

0.01 

0.08 

0.00 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

26.55 

Safe 

Nagala Bhawani Singh 

0807000401008100 

0.20 

0.17 

(10.66) 

0.16 

0.02 

0.17 

0.06 

0.60 

- 

0.0200 

0.0037 

0.0052 

- 

0.029 

0.029 

0.202 

0.010 

0.192 

0.122 

63.82 

Safe 

Nagala Warawali 

0807000401008000 

0.20 

0.17 

8.10 

0.19 

0.02 

0.20 

0.06 

0.60 

- 

0.0300 

0.0030 

0.0034 

0.001 

0.038 

0.038 

0.240 

0.012 

0.228 

0.193 

84.86 

Semi Critical 

Nagla Chewa 

0807000401008600 

0.20 

0.03 

23.05 

0.03 

0.00 

0.03 

0.06 

0.60 

- 

0.0200 

0.0005 

0.0005 

- 

0.021 

0.021 

0.054 

0.003 

0.052 

0.096 

185.10 

Over Exploited 

Nagla Gangi 

0807000401009700 

0.20 

0.02 

202.03 

0.03 

- 

0.03 

0.03 

0.29 

0.00 

- 

- 

- 

- 

- 

0.003 

0.030 

0.001 

0.028 

0.003 

10.08 

Safe 



0.20 

0.02 

188.87 

0.03 

0.00 

0.03 

0.03 

0.29 

0.00 

- 

0.0010 

0.0015 

- 

0.003 

0.005 

0.036 

0.002 

0.034 

0.003 

8.60 

Safe 

Nagla Lakhmi 

0807000401002900 

0.25 

0.01 

280.65 

0.02 

- 

0.02 

0.02 

0.22 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.025 

0.001 

0.024 

0.050 

209.10 

Over Exploited 

Nagla Radhey 

0807000401005200 

0.25 

0.00 

585.98 

0.00 

0.00 

0.01 

0.01 

0.08 

- 

- 

0.0005 

0.0007 

- 

0.001 

0.001 

0.006 

0.000 

0.006 

0.025 

431.58 

Over Exploited 



0.20 

0.00 

850.35 

0.00 

0.00 

0.00 

0.00 

0.05 

- 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.003 

0.000 

0.003 

0.012 

433.17 

Over Exploited 

Nahroli Deshwar 

0807000401007100 

0.25 

0.43 

53.98 

0.51 

0.03 

0.54 

0.06 

0.58 

0.05 

0.0900 

- 

- 

0.001 

0.091 

0.139 

0.680 

0.034 

0.646 

0.787 

121.84 

Over Exploited 

Nahroli Thakur 

0807000401007000 

0.25 

0.15 

8.24 

0.16 

0.02 

0.18 

0.06 

0.59 

0.02 

0.0600 

- 

- 

0.002 

0.062 

0.078 

0.259 

0.013 

0.246 

0.571 

232.10 

Over Exploited 

Narena Katta 

0807000401003000 

0.25 

0.02 

675.33 

0.02 

0.00 

0.02 

0.01 

0.09 

- 

0.0100 

0.0015 

0.0017 

- 

0.013 

0.013 

0.035 

0.002 

0.033 

0.065 

195.42 

Over Exploited 



0.20 

0.00 

57,379.99 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Naswara 

0807000401005900 

0.25 

0.59 

(24.06) 

0.47 

0.02 

0.49 

0.06 

0.60 

- 

0.0600 

- 

- 

0.002 

0.062 

0.062 

0.554 

0.028 

0.527 

0.594 

112.89 

Over Exploited 



0.25 

0.00 

3,659.79 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0001 

0.0002 

0.000 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Pahartal 

0807000401003100 

0.25 

0.00 

10,433.12 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pala 

0807000601022400 

0.20 

0.00 

791.27 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.015 

0.045 

305.05 

Over Exploited 

Panhori 

0807000401002800 

0.25 

0.01 

2,077.79 

0.01 

- 

0.01 

0.00 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.019 

0.001 

0.018 

0.063 

351.39 

Over Exploited 



0.25 

0.00 

11,918.72 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0003 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.013 

1,063.98 

Over Exploited 



0.20 

0.00 

8,115.67 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.013 

2,018.89 

Over Exploited 



0.20 

0.00 

40,138.83 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Randheerpura 

0807000601023000 

0.20 

0.03 

201.22 

0.04 

0.01 

0.05 

0.02 

0.19 

0.00 

0.0200 

- 

- 

- 

0.020 

0.024 

0.072 

0.004 

0.069 

0.103 

149.04 

Over Exploited 

Rundh Gharwari 

0807000401008900 

0.20 

0.36 

(23.39) 

0.29 

0.01 

0.31 

0.06 

0.60 

- 

- 

0.0078 

0.0110 

0.000 

0.019 

0.019 

0.325 

0.016 

0.309 

0.022 

7.11 

Safe 

Rundh Narayanpur 

0807000401009000 

0.20 

0.22 

(20.79) 

0.18 

0.01 

0.19 

0.05 

0.56 

- 

- 

0.0052 

0.0073 

- 

0.012 

0.012 

0.201 

0.010 

0.191 

0.014 

7.58 

Safe 

Saharai 

0807000401007800 

0.25 

0.05 

165.57 

0.06 

- 

0.06 

0.02 

0.21 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.075 

0.004 

0.071 

0.120 

170.04 

Over Exploited 



0.25 

0.07 

127.17 

0.08 

0.00 

0.09 

0.02 

0.24 

- 

0.0100 

0.0025 

0.0028 

- 

0.015 

0.015 

0.102 

0.005 

0.097 

0.130 

134.58 

Over Exploited 



0.20 

0.00 

899.99 

0.01 

- 

0.01 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.005 

0.034 

636.27 

Over Exploited 



0.20 

0.01 

660.41 

0.01 

0.00 

0.01 

0.01 

0.09 

- 

- 

0.0009 

0.0010 

- 

0.002 

0.002 

0.012 

0.001 

0.012 

0.045 

381.94 

Over Exploited 

Samai 

0807000401004500 

0.25 

0.26 

105.16 

0.31 

0.04 

0.35 

0.03 

0.32 

- 

0.0700 

0.0098 

0.0118 

0.005 

0.096 

0.096 

0.451 

0.023 

0.428 

0.394 

91.85 

Critical 

Senhti 

0807000601022600 

0.20 

0.00 

1,191.23 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.012 

1,332.19 

Over Exploited 



0.20 

0.18 

(11.80) 

0.16 

0.02 

0.18 

0.05 

0.54 

0.02 

0.0300 

0.0043 

0.0061 

0.001 

0.042 

0.062 

0.241 

0.012 

0.229 

0.172 

75.05 

Semi Critical 

Sent 

0807000601022900 

0.20 

0.09 

76.37 

0.11 

0.01 

0.12 

0.03 

0.29 

0.01 

0.0200 

- 

- 

- 

0.020 

0.030 

0.145 

0.007 

0.138 

0.117 

84.81 

Semi Critical 



0.20 

0.09 

70.49 

0.10 

0.02 

0.12 

0.03 

0.29 

0.01 

0.0200 

0.0038 

0.0054 

0.002 

0.031 

0.041 

0.163 

0.008 

0.155 

0.107 

68.85 

Safe 

Shyorawali 

0807000401007700 

0.25 

0.22 

64.17 

0.26 

0.02 

0.28 

0.04 

0.40 

0.02 

0.0500 

- 

- 

- 

0.050 

0.074 

0.354 

0.018 

0.336 

0.501 

148.83 

Over Exploited 



0.20 

0.04 

294.85 

0.05 

0.01 

0.06 

0.02 

0.20 

0.00 

0.0200 

- 

- 

- 

0.020 

0.025 

0.089 

0.004 

0.084 

0.228 

270.47 

Over Exploited 

Sinsini 

0807000401008200 

0.20 

0.14 

426.70 

0.17 

0.02 

0.19 

0.01 

0.14 

- 

0.0700 

- 

- 

0.007 

0.077 

0.077 

0.271 

0.014 

0.258 

0.396 

153.59 

Over Exploited 



0.20 

0.15 

405.87 

0.18 

0.04 

0.22 

0.01 

0.15 

- 

0.0700 

0.0129 

0.0182 

- 

0.101 

0.101 

0.323 

0.016 

0.307 

0.407 

132.85 

Over Exploited 

Siswara 

0807000401006000 

0.25 

0.16 

57.81 

0.19 

0.02 

0.21 

0.02 

0.20 

0.02 

0.0600 

- 

- 

- 

0.060 

0.078 

0.293 

0.015 

0.278 

0.561 

201.77 

Over Exploited 

Sitara 

0807000601022700 

0.20 

0.03 

206.59 

0.03 

- 

0.03 

0.02 

0.18 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.045 

0.002 

0.043 

0.059 

137.37 

Over Exploited 



0.20 

0.14 

15.34 

0.16 

0.02 

0.18 

0.04 

0.41 

0.02 

0.0200 

0.0045 

0.0063 

0.002 

0.033 

0.049 

0.233 

0.012 

0.221 

0.119 

53.71 

Safe 

Songaon 

0807000401005400 

0.25 

0.62 

(2.39) 

0.61 

0.07 

0.68 

0.05 

0.50 

- 

0.1600 

0.0128 

0.0181 

- 

0.191 

0.191 

0.875 

0.044 

0.831 

0.876 

105.37 

Over Exploited 



0.20 

0.02 

535.07 

0.02 

0.01 

0.04 

0.01 

0.09 

- 

0.0300 

0.0024 

0.0034 

- 

0.036 

0.036 

0.072 

0.004 

0.068 

0.157 

229.02 

Over Exploited 

Tamrer 

0807000601023200 

0.20 

0.12 

124.10 

0.14 

0.02 

0.16 

0.03 

0.27 

0.01 

0.0600 

- 

- 

0.000 

0.060 

0.074 

0.237 

0.012 

0.225 

0.338 

150.42 

Over Exploited 



0.20 

0.16 

88.83 

0.19 

0.03 

0.22 

0.03 

0.31 

0.02 

0.0700 

0.0065 

0.0092 

0.002 

0.088 

0.105 

0.328 

0.016 

0.311 

0.395 

126.89 

Over Exploited 

Therawar 

0807000601021700 

0.22 

0.00 

5,533.51 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.20 

0.07 

255.88 

0.08 

- 

0.08 

0.02 

0.18 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.099 

0.005 

0.094 

0.138 

146.09 

Over Exploited 

Umra 

0807000401004700 

0.25 

0.08 

115.92 

0.09 

0.02 

0.11 

0.02 

0.24 

- 

0.0200 

0.0033 

0.0046 

- 

0.028 

0.028 

0.137 

0.007 

0.130 

0.103 

79.24 

Semi Critical 



0.20 

0.00 

1,501.40 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

0.0005 

0.0007 

- 

0.001 

0.001 

0.004 

0.000 

0.004 

0.012 

329.49 

Over Exploited 

Aganpura 

0807000501011500 

0.20 

0.40 

(10.23) 

0.36 

0.01 

0.37 

0.08 

0.71 

0.05 

0.0300 

- 

- 

- 

0.030 

0.078 

0.448 

0.022 

0.426 

0.312 

73.24 

Semi Critical 



0.20 

0.00 

48,309.41 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Akhaigarh 

080700050101310C 

2.836 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.788 

1.72 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.18 

0.14 

0.17 

0.006 

0.16 

0.19 


Ankholi 

0807000401007500 

2.074 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.215 

1.89 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.06 

0.001 

0.06 

0.08 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.684 

1.89 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.23 

0.17 

0.18 

0.004 

0.18 

0.24 


Arroowa 

0806001200946800 

8.085 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.355 

0.19 

0.070 

0.08 

0.01 

0.00 

0.00 

0.00 

0.09 

0.06 

0.32 

0.010 

0.09 

0.13 


Astavan Jadid 

0807000601026700 

5.174 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.174 

0.99 

0.120 

0.16 

0.04 

0.00 

0.00 

0.00 

0.73 

0.63 

0.58 

0.037 

0.53 

0.62 


Astavan Kadim 

0807000601026600 

3.816 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.143 

0.67 

0.150 

0.11 

0.03 

0.00 

0.00 

0.00 

0.40 

0.38 

0.42 

0.022 

0.44 

0.46 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.672 

0.67 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.08 

0.005 

0.09 

0.10 


Badka 

0806001200942600 

3.408 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.074 

1.14 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.01 

0.02 


Bahramda 

0807000501010300 

5.045 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.318 

1.37 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.07 

0.002 

0.04 

0.04 





Saline 

Non-command 

Non-command 

Older Alluvium 

4.727 

1.37 

0.100 

0.23 

0.03 

0.00 

0.00 

0.00 

0.85 

0.76 

0.86 

0.036 

0.57 

0.63 


Bansroli 

0807000601030800 

2.755 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.095 

1.26 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.02 

0.02 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.660 

1.26 

0.120 

0.12 

0.02 

0.00 

0.00 

0.00 

0.50 

0.50 

0.44 

0.019 

0.52 

0.52 


Barauli Chhar 

0807000501013500 

11.043 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.982 

3.62 

0.100 

0.56 

0.08 

0.00 

0.00 

0.00 

4.09 

3.54 

2.13 

0.075 

0.53 

0.61 


Bartai 

0807000601021900 

6.164 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.164 

1.54 

0.120 

0.13 

0.02 

0.00 

0.00 

0.00 

1.25 

0.96 

0.47 

0.044 

0.53 

0.69 


Barwara 

0807000501011600 

1.060 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.060 

0.81 

0.100 

0.24 

0.04 

0.00 

0.00 

0.00 

0.29 

0.26 

0.95 

0.008 

0.64 

0.70 


Beekroo 

0807000501013200 

4.890 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.590 

2.26 

0.100 

0.15 

0.02 

0.00 

0.00 

0.00 

1.17 

0.98 

0.56 

0.035 

0.53 

0.64 


Bhadeera 

0806001200941800 

3.832 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.473 

1.77 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.004 

0.07 

0.09 



0807000501010100 

12.540 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.875 

1.38 

0.100 

0.45 

0.07 

0.00 

0.00 

0.00 

1.19 

1.05 

1.76 

0.044 

0.28 

0.32 





Saline 

Non-command 

Non-command 

Older Alluvium 

6.665 

1.38 

0.100 

0.39 

0.06 

0.00 

0.00 

0.00 

1.25 

1.10 

1.49 

0.050 

0.32 

0.37 


Bharithal 

0806001200942900 

4.013 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.013 

-0.32 

0.070 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.56 

0.030 

0.58 

0.71 


Bhatawali 

0807000601031500 

11.510 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.724 

1.55 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.43 

0.43 

0.12 

0.012 

0.08 

0.08 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.947 

1.55 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.59 

0.59 

0.17 

0.021 

0.14 

0.14 


Bhatpura 

0807000601025700 

1.263 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.263 

1.62 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.33 

0.28 

0.05 

0.009 

0.55 

0.64 


Bilawati 

0807000601025200 

2.323 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.802 

1.23 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.29 

0.20 

0.08 

0.013 

0.40 

0.56 


Birharu 

0807000601026300 

3.482 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.482 

1.31 

0.150 

0.14 

0.02 

0.00 

0.00 

0.00 

0.80 

0.72 

0.51 

0.025 

0.56 

0.63 


Chahori Ka Nangla 

0806001200943000 

2.019 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.497 

-0.69 

0.070 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.011 

0.41 

0.55 


Chak Bani 

0807000601031200 

1.476 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.001 

1.53 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Cheetaheri Kashi 

0807000501012500 

1.197 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.627 

1.80 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.11 

0.13 

0.005 

0.30 

0.38 


Chhatarpur 

0807000501012800 

4.070 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.070 

0.53 

0.100 

0.24 

0.04 

0.00 

0.00 

0.00 

0.41 

0.37 

0.94 

0.031 

0.62 

0.69 


Chidarua 

0807000501014100 

2.028 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.058 

1.55 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.02 

0.02 


Chimni 

0807000601031100 

0.971 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.052 

1.34 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.03 

0.03 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.186 

1.34 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.001 

0.10 

0.10 


Dahwa 

0807000601026000 

2.343 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.341 

1.18 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.08 

0.002 

0.08 

0.10 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.002 

1.18 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.37 

0.32 

0.38 

0.014 

0.49 

0.57 


Darapur 

0807000601025900 

1.059 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.059 

1.21 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.18 

0.03 

0.007 

0.56 

0.64 


Daroda 

0806001200947100 

3.170 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.748 

1.23 

0.070 

0.34 

0.05 

0.00 

0.00 

0.00 

0.44 

0.32 

1.34 

0.013 

0.30 

0.41 


Dhanipura 

0807000501013600 

0.927 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.552 

3.73 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.24 

0.21 

0.14 

0.004 

0.36 

0.40 


Dhansoti 

0807000601022200 

1.991 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.991 

1.90 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.49 

0.36 

0.19 

0.014 

0.52 

0.71 


Dhanwara 

0807000601027100 

6.708 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.028 

1.23 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.760 

1.23 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.10 

0.04 

0.005 

0.06 

0.07 


Dheewri 

0806001200941700 

3.743 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.894 

1.39 

0.070 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.11 

0.007 

0.14 

0.16 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.849 

1.39 

0.070 

0.04 

0.01 

0.00 

0.00 

0.00 

0.31 

0.28 

0.13 

0.022 

0.46 

0.50 


Doodheri 

0806001200942700 

5.452 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.027 

-0.07 

0.070 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.023 

0.31 

0.41 


Doroli 

0806001200952200 

9.624 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.428 

2.35 

0.070 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.13 

0.003 

0.02 

0.03 


Enchera 

0807000501009800 

7.035 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.096 

1.26 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

5.536 

1.26 

0.100 

0.24 

0.03 

0.00 

0.00 

0.00 

0.91 

0.74 

0.91 

0.042 

0.44 

0.55 


Gangar Soli 

0807000601023100 

3.344 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.329 

1.09 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.14 

0.05 

0.009 

0.21 

0.29 


Gangroli 

0807000501011000 

4.102 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.012 

1.56 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.784 

1.56 

0.100 

0.19 

0.03 

0.00 

0.00 

0.00 

0.75 

0.71 

0.73 

0.028 

0.53 

0.56 


Garoli 

0807000401007400 

1.455 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.814 

1.77 

0.150 

0.08 

0.01 

0.00 

0.00 

0.00 

0.29 

0.22 

0.33 

0.005 

0.31 

0.40 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.158 

1.77 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.06 

0.001 

0.06 

0.08 


Garoo 

0806001200949800 

11.461 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.565 

1.47 

0.070 

0.55 

0.08 

0.00 

0.00 

0.00 

1.14 

0.89 

2.14 

0.050 

0.32 

0.41 


Gazipur 

0807000501014000 

1.572 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.967 

1.77 

0.100 

0.08 

0.01 

0.00 

0.00 

0.00 

0.24 

0.22 

0.33 

0.007 

0.39 

0.42 


Gudawali 

0807000601030700 

2.802 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.304 

0.79 

0.150 

0.06 

0.02 

0.00 

0.00 

0.00 

0.19 

0.19 

0.25 

0.009 

0.25 

0.25 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.498 

0.79 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.19 

0.19 

0.22 

0.011 

0.28 

0.29 


Guhawali 

0807000601030600 

2.942 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.388 

0.80 

0.150 

0.14 

0.03 

0.00 

0.00 

0.00 

0.40 

0.40 

0.52 

0.017 

0.43 

0.42 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.554 

0.80 

0.120 

0.03 

0.01 

0.00 

0.00 

0.00 

0.07 

0.07 

0.10 

0.004 

0.10 

0.10 


Guwarua 

0807000501012000 

1.275 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.275 

0.51 

0.100 

0.11 

0.02 

0.00 

0.00 

0.00 

0.15 

0.14 

0.43 

0.010 

0.64 

0.70 


Harnera 

0807000501010700 

3.170 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.903 

1.43 

0.100 

0.11 

0.02 

0.00 

0.00 

0.00 

0.51 

0.46 

0.42 

0.022 

0.53 

0.57 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.267 

1.43 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.03 

0.002 

0.05 

0.05 


Hingoli 

0807000601026400 

1.694 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.694 

0.96 

0.150 

0.09 

0.01 

0.00 

0.00 

0.00 

0.32 

0.30 

0.34 

0.012 

0.54 

0.58 


Isapur 

0807000501012100 

2.048 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.048 

0.67 

0.100 

0.14 

0.02 

0.00 

0.00 

0.00 

0.26 

0.23 

0.53 

0.015 

0.64 

0.70 


Jahangeerpur 

0807000601022100 

3.929 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.929 

1.90 

0.120 

0.08 

0.02 

0.00 

0.00 

0.00 

0.95 

0.72 

0.28 

0.028 

0.52 

0.69 


Janoothar 

0807000401007300 

10.475 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.202 

2.32 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.04 

0.001 

0.01 

0.01 


Jaya 

0807000601022000 

2.415 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.415 

1.78 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.55 

0.41 

0.19 

0.017 

0.53 

0.71 


Jhaurol 

0807000501014200 

2.691 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.668 

0.52 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.06 

0.16 

0.005 

0.16 

0.17 


Jodhela 

0807000601026500 

1.130 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.130 

1.05 

0.150 

0.04 

0.01 

0.00 

0.00 

0.00 

0.21 

0.19 

0.14 

0.008 

0.54 

0.60 


Kailoori 

0807000501009900 

4.627 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.551 

1.61 

0.100 

0.18 

0.03 

0.00 

0.00 

0.00 

0.88 

0.72 

0.68 

0.034 

0.57 

0.69 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Akhaigarh 

0807000501013100 

0.20 

0.02 

477.51 

0.03 

0.01 

0.04 

0.02 

0.17 

0.00 

0.0200 

- 

- 

0.000 

0.020 

0.023 

0.063 

0.003 

0.060 

0.179 

298.84 

Over Exploited 

Ankholi 

0807000401007500 

0.25 

0.00 

1,628.23 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.059 

446.53 

Over Exploited 



0.20 

0.02 

603.22 

0.03 

0.01 

0.04 

0.02 

0.20 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.062 

0.003 

0.059 

0.182 

307.32 

Over Exploited 

Arroowa 

0806001200946800 

0.12 

0.01 

322.70 

0.02 

0.01 

0.03 

0.01 

0.10 

0.00 

0.0400 

- 

- 

- 

0.040 

0.042 

0.069 

0.003 

0.066 

0.334 

508.65 

Over Exploited 

Astavan Jadid 

0807000601026700 

0.20 

0.55 

14.82 

0.63 

0.04 

0.67 

0.06 

0.58 

- 

0.1100 

- 

- 

0.003 

0.113 

0.113 

0.781 

0.039 

0.742 

0.620 

83.56 

Semi Critical 

Astavan Kadim 

0807000601026600 

0.22 

0.30 

24.53 

0.36 

0.03 

0.39 

0.04 

0.48 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.472 

0.024 

0.449 

0.441 

98.34 

Critical 



0.20 

0.01 

460.02 

0.02 

- 

0.02 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.025 

0.001 

0.024 

0.080 

334.95 

Over Exploited 

Badka 

0806001200942600 

0.12 

0.00 

4,001.97 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Bahramda 

0807000501010300 

0.20 

0.00 

2,264.84 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.013 

0.074 

593.94 

Over Exploited 



0.20 

0.54 

42.42 

0.64 

0.03 

0.67 

0.07 

0.63 

0.06 

0.1000 

- 

- 

- 

0.100 

0.162 

0.836 

0.042 

0.794 

0.900 

113.32 

Over Exploited 

Bansroli 

0807000601030800 

0.22 

0.00 

4,479.70 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.014 

3,103.11 

Over Exploited 



0.20 

0.28 

80.40 

0.33 

0.02 

0.35 

0.05 

0.57 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.430 

0.022 

0.409 

0.463 

113.26 

Over Exploited 

Barauli Chhar 

0807000501013500 

0.20 

1.06 

233.78 

1.27 

0.08 

1.35 

0.06 

0.59 

0.12 

0.2400 

- 

- 

0.002 

0.242 

0.361 

1.714 

0.086 

1.629 

2.203 

135.27 

Over Exploited 

Bartai 

0807000601021900 

0.20 

0.66 

46.23 

0.79 

0.02 

0.81 

0.06 

0.59 

- 

0.0900 

- 

- 

0.002 

0.093 

0.093 

0.903 

0.045 

0.858 

0.517 

60.19 

Safe 

Barwara 

0807000501011600 

0.20 

0.14 

93.35 

0.16 

0.04 

0.20 

0.08 

0.72 

0.02 

0.1100 

- 

- 

0.000 

0.110 

0.127 

0.329 

0.016 

0.313 

0.958 

306.31 

Over Exploited 

Beekroo 

0807000501013200 

0.20 

0.49 

99.05 

0.59 

0.02 

0.61 

0.06 

0.59 

- 

0.0600 

- 

- 

0.002 

0.062 

0.062 

0.673 

0.034 

0.639 

0.593 

92.72 

Critical 

Bhadeera 

0806001200941800 

0.12 

0.00 

1,037.17 

0.00 

0.00 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

0.001 

0.001 

0.002 

0.007 

0.000 

0.007 

0.004 

53.74 

Safe 


0807000501010100 

0.20 

0.33 

213.49 

0.40 

0.07 

0.47 

0.03 

0.32 

0.04 

0.2000 

- 

- 

- 

0.200 

0.240 

0.710 

0.036 

0.675 

1.801 

266.87 

Over Exploited 



0.20 

0.43 

155.64 

0.52 

0.06 

0.58 

0.04 

0.36 

0.05 

0.1700 

- 

- 

- 

0.170 

0.221 

0.797 

0.040 

0.757 

1.540 

203.46 

Over Exploited 

Bharithal 

0806001200942900 

0.12 

0.28 

- 

0.28 

0.01 

0.29 

0.07 

0.65 

0.03 

0.0200 

- 

- 

0.003 

0.024 

0.057 

0.349 

0.035 

0.314 

0.592 

188.34 

Over Exploited 

Bhatawali 

0807000601031500 

0.22 

0.03 

1,293.03 

0.04 

- 

0.04 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.047 

0.002 

0.045 

0.131 

293.44 

Over Exploited 



0.20 

0.08 

615.71 

0.10 

0.01 

0.11 

0.01 

0.15 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.128 

0.006 

0.122 

0.193 

158.00 

Over Exploited 

Bhatpura 

0807000601025700 

0.22 

0.15 

84.00 

0.18 

0.00 

0.18 

0.06 

0.61 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.194 

0.010 

0.185 

0.060 

32.44 

Safe 

Bilawati 

0807000601025200 

0.20 

0.14 

41.37 

0.17 

0.00 

0.17 

0.05 

0.45 

0.02 

0.0100 

- 

- 

0.002 

0.012 

0.028 

0.203 

0.010 

0.193 

0.089 

46.05 

Safe 

Birharu 

0807000601026300 

0.22 

0.43 

67.79 

0.51 

0.02 

0.54 

0.06 

0.62 

- 

0.0600 

- 

- 

0.002 

0.062 

0.062 

0.598 

0.030 

0.568 

0.533 

93.74 

Critical 

Chahori Ka Nangla 

0806001200943000 

0.12 

0.07 

- 

0.07 

0.00 

0.07 

0.05 

0.46 

0.01 

0.0100 

- 

- 

0.000 

0.011 

0.020 

0.093 

0.009 

0.084 

0.400 

478.44 

Over Exploited 

Chak Bani 

0807000601031200 

0.22 

0.00 

190,719.47 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Cheetaheri Kashi 

0807000501012500 

0.20 

0.04 

200.34 

0.04 

- 

0.04 

0.04 

0.33 

0.00 

0.0100 

- 

- 

- 

0.010 

0.015 

0.059 

0.003 

0.056 

0.135 

239.02 

Over Exploited 

Chhatarpur 

0807000501012800 

0.20 

0.50 

(26.73) 

0.40 

0.04 

0.44 

0.07 

0.69 

0.06 

0.1100 

- 

- 

0.001 

0.111 

0.171 

0.613 

0.031 

0.582 

0.967 

165.96 

Over Exploited 

Chidarua 

0807000501014100 

0.20 

0.00 

3,905.72 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.014 

5,570.10 

Over Exploited 

Chimni 

0807000601031100 

0.22 

0.00 

3,320.00 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.00 

1,012.90 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.004 

0.023 

544.53 

Over Exploited 

Dahwa 

0807000601026000 

0.22 

0.01 

1,011.74 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.018 

0.001 

0.017 

0.077 

447.60 

Over Exploited 



0.20 

0.20 

65.07 

0.23 

0.01 

0.24 

0.05 

0.54 

0.02 

0.0400 

- 

- 

- 

0.040 

0.062 

0.307 

0.015 

0.291 

0.391 

134.26 

Over Exploited 

Darapur 

0807000601025900 

0.22 

0.13 

34.54 

0.16 

- 

0.16 

0.06 

0.63 

- 

- 

- 

- 

- 

- 

- 

0.158 

0.008 

0.150 

0.039 

26.36 

Safe 

Daroda 

0806001200947100 

0.12 

0.06 

407.97 

0.07 

0.05 

0.12 

0.04 

0.33 

0.01 

0.1500 

- 

- 

- 

0.150 

0.158 

0.282 

0.014 

0.268 

1.352 

504.19 

Over Exploited 

Dhanipura 

0807000501013600 

0.20 

0.04 

434.94 

0.05 

0.01 

0.06 

0.04 

0.40 

0.00 

0.0200 

- 

- 

0.001 

0.021 

0.025 

0.083 

0.004 

0.079 

0.148 

187.37 

Over Exploited 

Dhansoti 

0807000601022200 

0.20 

0.21 

74.42 

0.25 

0.01 

0.26 

0.06 

0.58 

0.02 

0.0300 

- 

- 

0.001 

0.031 

0.055 

0.314 

0.016 

0.298 

0.199 

66.70 

Safe 

Dhanwara 

0807000601027100 

0.22 

0.00 

31,529.45 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.01 

1,021.21 

0.01 

- 

0.01 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.021 

0.001 

0.020 

0.047 

240.01 

Over Exploited 

Dheewri 

0806001200941700 

0.12 

0.02 

590.82 

0.02 

- 

0.02 

0.02 

0.16 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.030 

0.002 

0.029 

0.115 

399.36 

Over Exploited 



0.12 

0.16 

78.68 

0.19 

0.01 

0.20 

0.05 

0.51 

0.02 

0.0200 

- 

- 

- 

0.020 

0.038 

0.235 

0.012 

0.224 

0.156 

69.54 

Safe 

Doodheri 

0806001200942700 

0.12 

0.11 

- 

0.11 

0.01 

0.12 

0.04 

0.34 

0.01 

0.0200 

- 

- 

0.001 

0.021 

0.035 

0.157 

0.016 

0.141 

0.433 

306.78 

Over Exploited 

Doroli 

0806001200952200 

0.12 

0.00 

6,563.62 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.133 

1,215.50 

Over Exploited 

Enchera 

0807000501009800 

0.20 

0.00 

6,566.97 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.015 

8,004.13 

Over Exploited 



0.20 

0.49 

49.70 

0.59 

0.03 

0.62 

0.05 

0.50 

0.06 

0.1000 

- 

- 

- 

0.100 

0.158 

0.778 

0.039 

0.739 

0.948 

128.26 

Over Exploited 

Gangar Soli 

0807000601023100 

0.20 

0.05 

153.82 

0.07 

0.00 

0.07 

0.02 

0.23 

0.01 

0.0100 

- 

- 

0.001 

0.011 

0.017 

0.083 

0.004 

0.079 

0.060 

76.62 

Semi Critical 

Gangroli 

0807000501011000 

0.20 

0.00 

45,565.80 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.40 

77.96 

0.48 

0.03 

0.51 

0.06 

0.58 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.590 

0.029 

0.560 

0.762 

136.13 

Over Exploited 

Garoli 

0807000401007400 

0.25 

0.06 

249.60 

0.08 

0.01 

0.09 

0.04 

0.35 

0.01 

0.0400 

- 

- 

- 

0.040 

0.047 

0.133 

0.007 

0.126 

0.331 

262.68 

Over Exploited 



0.20 

0.00 

2,401.63 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.065 

547.08 

Over Exploited 

Garoo 

0806001200949800 

0.12 

0.25 

252.47 

0.30 

0.08 

0.38 

0.04 

0.36 

0.03 

0.2400 

- 

- 

0.004 

0.244 

0.274 

0.659 

0.033 

0.626 

2.188 

349.44 

Over Exploited 

Gazipur 

0807000501014000 

0.20 

0.07 

196.78 

0.09 

0.01 

0.10 

0.05 

0.43 

0.01 

0.0400 

- 

- 

- 

0.040 

0.049 

0.148 

0.007 

0.141 

0.335 

237.80 

Over Exploited 

Gudawali 

0807000601030700 

0.22 

0.07 

172.20 

0.08 

0.02 

0.10 

0.02 

0.27 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.155 

0.008 

0.147 

0.255 

173.33 

Over Exploited 



0.20 

0.08 

123.84 

0.10 

0.01 

0.11 

0.03 

0.31 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.152 

0.008 

0.144 

0.235 

162.50 

Over Exploited 

Guhawali 

0807000601030600 

0.22 

0.22 

78.91 

0.27 

0.03 

0.30 

0.04 

0.47 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.400 

0.020 

0.380 

0.535 

140.93 

Over Exploited 



0.20 

0.01 

573.78 

0.01 

0.01 

0.02 

0.01 

0.11 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.043 

0.002 

0.041 

0.100 

243.48 

Over Exploited 

Guwarua 

0807000501012000 

0.20 

0.16 

(13.43) 

0.14 

0.02 

0.16 

0.08 

0.72 

0.02 

0.0500 

- 

- 

0.001 

0.051 

0.071 

0.233 

0.012 

0.222 

0.442 

199.28 

Over Exploited 

Harnera 

0807000501010700 

0.20 

0.31 

52.30 

0.37 

0.02 

0.39 

0.06 

0.58 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.436 

0.022 

0.414 

0.440 

106.12 

Over Exploited 



0.20 

0.00 

1,614.74 

0.00 

- 

0.00 

0.01 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.034 

1,154.76 

Over Exploited 

Hingoli 

0807000601026400 

0.22 

0.20 

49.26 

0.24 

0.01 

0.25 

0.06 

0.60 

- 

0.0600 

- 

- 

0.002 

0.062 

0.062 

0.315 

0.016 

0.299 

0.352 

117.56 

Over Exploited 

Isapur 

0807000501012100 

0.20 

0.26 

(10.22) 

0.23 

0.02 

0.25 

0.08 

0.71 

0.03 

0.0600 

- 

- 

0.000 

0.060 

0.092 

0.346 

0.017 

0.329 

0.548 

166.69 

Over Exploited 

Jahangeerpur 

0807000601022100 

0.20 

0.41 

75.06 

0.49 

0.02 

0.52 

0.06 

0.58 

- 

0.0500 

- 

- 

0.002 

0.053 

0.053 

0.569 

0.028 

0.540 

0.307 

56.80 

Safe 

Janoothar 

0807000401007300 

0.25 

0.00 

10,881.75 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.044 

6,670.26 

Over Exploited 

Jaya 

0807000601022000 

0.20 

0.25 

61.68 

0.30 

0.01 

0.32 

0.06 

0.58 

- 

0.0300 

- 

- 

0.001 

0.032 

0.032 

0.347 

0.017 

0.330 

0.203 

61.61 

Safe 

Jhaurol 

0807000501014200 

0.20 

0.02 

177.76 

0.03 

0.01 

0.04 

0.02 

0.18 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.058 

0.003 

0.055 

0.160 

289.26 

Over Exploited 

Jodhela 

0807000601026500 

0.22 

0.13 

39.10 

0.16 

0.01 

0.17 

0.06 

0.60 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.203 

0.010 

0.193 

0.151 

78.42 

Semi Critical 

Kailoori 

0807000501009900 

0.20 

0.52 

39.97 

0.62 

0.03 

0.65 

0.07 

0.63 

0.06 

0.0800 

- 

- 

0.001 

0.081 

0.143 

0.792 

0.040 

0.753 

0.714 

94.91 

Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Kareeli 

080700050101170C 

8.420 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.420 

0.59 

0.100 

0.43 

0.06 

0.00 

0.00 

0.00 

0.86 

0.79 

1.65 

0.063 

0.64 

0.70 


Katara 

080700050101390C 

7.914 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.911 

1.12 

0.100 

0.44 

0.06 

0.00 

0.00 

0.00 

1.26 

1.15 

1.67 

0.060 

0.63 

0.69 


Kehripura 

080700050101380C 

0.903 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.810 

2.89 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.27 

0.25 

0.17 

0.006 

0.55 

0.61 


Khera Karauli 

0807000601030500 

2.453 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.765 

0.77 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.24 

0.23 

0.19 

0.012 

0.38 

0.40 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.688 

0.77 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.07 

0.005 

0.15 

0.15 


Kheriya Jaga 

0807000501010600 

2.136 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.025 

1.55 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.112 

1.55 

0.100 

0.10 

0.01 

0.00 

0.00 

0.00 

0.42 

0.39 

0.37 

0.016 

0.59 

0.64 


Kolupura 

0807000501011800 

0.601 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.601 

0.23 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.09 

0.005 

0.65 

0.71 


Koomha 

0807000601024600 

7.216 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.084 

1.45 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.01 


Kumher (M) 

0807000640705000 

12.893 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.220 

1.18 

0.120 

0.13 

0.01 

0.00 

0.00 

0.00 

0.43 

0.31 

0.12 

0.300 

0.09 

0.12 


Kurbara 

0807000601021500 

3.266 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.003 

1.47 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.261 

1.47 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.67 

0.53 

0.36 

0.023 

0.55 

0.70 


Lalpur 

0807000501012700 

2.657 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.657 

0.37 

0.100 

0.36 

0.05 

0.00 

0.00 

0.00 

0.41 

0.34 

1.41 

0.020 

0.59 

0.71 


Lanki 

0807000601021600 

1.870 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.870 

1.57 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.41 

0.33 

0.28 

0.013 

0.55 

0.69 


Luhasa 

0807000501011400 

7.891 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.979 

0.54 

0.100 

0.13 

0.02 

0.00 

0.00 

0.00 

0.27 

0.25 

0.50 

0.022 

0.24 

0.26 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.056 

0.54 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 


Maharawar 

0807000601025600 

6.713 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.902 

1.32 

0.150 

0.08 

0.01 

0.00 

0.00 

0.00 

0.84 

0.72 

0.30 

0.028 

0.31 

0.36 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.811 

1.32 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.49 

0.42 

0.19 

0.020 

0.22 

0.26 


Manjhi 

0807000501010400 

5.217 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.112 

1.24 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.19 

0.17 

0.25 

0.008 

0.13 

0.15 





Saline 

Non-command 

Non-command 

Older Alluvium 

4.010 

1.24 

0.100 

0.18 

0.03 

0.00 

0.00 

0.00 

0.65 

0.59 

0.68 

0.030 

0.48 

0.52 


Manoharpur Khawaspur 

0807000501013700 

2.549 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.053 

3.27 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.39 

0.36 

0.25 

0.008 

0.25 

0.28 


Masari 

0806001200943100 

8.472 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.543 

-0.54 

0.070 

0.43 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.66 

0.049 

0.42 

0.57 


Meda Choli 

0807000501010800 

2.167 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.142 

1.37 

0.100 

0.13 

0.02 

0.00 

0.00 

0.00 

0.40 

0.37 

0.52 

0.016 

0.55 

0.59 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.025 

1.37 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Moondiya 

0806001200942800 

3.335 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.335 

-0.41 

0.070 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.50 

0.025 

0.58 

0.72 


Mukandpura 

0807000601022500 

0.406 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.127 

1.01 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.17 

0.23 






Gurgaon Canal 

Command 

Older Alluvium 

0.043 

1.01 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.06 

0.08 


Nadbai (M) 

0807000540704000 

15.296 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.735 

0.39 

0.100 

0.22 

0.02 

0.00 

0.00 

0.00 

0.31 

0.28 

0.42 

0.349 

0.11 

0.12 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.091 

0.39 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.012 

0.00 

0.00 


Nagla Bakhta 

0807000501014300 

1.211 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.175 

0.23 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.06 

0.001 

0.09 

0.10 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.006 

0.23 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nagla Birharu 

0807000601026200 

1.082 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.082 

1.31 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.25 

0.23 

0.19 

0.008 

0.58 

0.65 


Nagla Gopal 

0807000501012300 

0.652 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.652 

0.36 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.06 

0.005 

0.62 

0.69 


Nagla Indarman 

0807000501011900 

0.322 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.322 

0.33 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.07 

0.002 

0.65 

0.70 


Nagla Karoli 

0807000601026800 

2.165 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.006 

0.89 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.159 

0.89 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.27 

0.24 

0.19 

0.015 

0.52 

0.60 


Nagla Kurwariya 

0807000501012200 

1.080 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.080 

0.40 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.09 

0.08 

0.25 

0.008 

0.62 

0.69 


Nagla Mana 

0807000601030300 

0.590 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.116 

1.09 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.10 

0.11 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

1.09 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nagla Moti 

0807000601032400 

0.959 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

1.19 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nangla Keshariya 

0806001200947000 

1.498 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.538 

0.87 

0.070 

0.12 

0.02 

0.00 

0.00 

0.00 

0.13 

0.09 

0.48 

0.004 

0.19 

0.27 


Nangla Khooba 

0806001200947200 

2.019 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.132 

1.30 

0.070 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.07 

0.001 

0.04 

0.05 


Nangla Rampura 

0806001200946900 

4.081 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.087 

0.59 

0.070 

0.14 

0.02 

0.00 

0.00 

0.00 

0.25 

0.18 

0.52 

0.023 

0.41 

0.57 


Nayabas 

0807000501012900 

4.851 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.851 

2.10 

0.100 

0.28 

0.04 

0.00 

0.00 

0.00 

1.26 

1.11 

1.06 

0.037 

0.61 

0.69 


Pachora 

0807000601026100 

1.812 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.154 

1.37 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.04 

0.001 

0.05 

0.06 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.658 

1.37 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.35 

0.31 

0.36 

0.012 

0.53 

0.61 


Padola 

0807000601030900 

2.539 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.533 

1.11 

0.120 

0.06 

0.01 

0.00 

0.00 

0.01 

0.38 

0.39 

0.23 

0.018 

0.53 

0.51 


Pala 

0807000601022400 

2.903 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.556 

1.05 

0.120 

0.08 

0.02 

0.00 

0.00 

0.00 

0.38 

0.27 

0.31 

0.018 

0.46 

0.64 


Peedhi 

0807000601026900 

3.574 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.574 

1.50 

0.120 

0.14 

0.03 

0.00 

0.00 

0.00 

0.75 

0.59 

0.53 

0.025 

0.52 

0.66 


Pichoomar 

0807000601025500 

4.965 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.965 

1.87 

0.120 

0.12 

0.03 

0.00 

0.00 

0.00 

1.20 

0.94 

0.41 

0.035 

0.53 

0.67 


Pooth 

0807000601031000 

3.305 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.470 

1.07 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.26 

0.27 

0.08 

0.010 

0.23 

0.23 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.833 

1.07 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.12 

0.04 

0.006 

0.13 

0.13 


Raisees 

0807000501011200 

6.304 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.007 

1.35 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ram Nagar 

0807000601025400 

1.343 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.343 

1.95 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.36 

0.27 

0.21 

0.009 

0.52 

0.70 


Randheerpura 

0807000601023000 

2.802 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.867 

1.03 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.27 

0.19 

0.17 

0.013 

0.35 

0.48 


Reethauthi 

0807000601022300 

2.019 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.019 

1.66 

0.120 

0.07 

0.02 

0.00 

0.00 

0.00 

0.45 

0.33 

0.27 

0.014 

0.52 

0.72 


Roneeja 

0807000501010000 

5.291 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.337 

1.90 

0.100 

0.09 

0.01 

0.00 

0.00 

0.00 

0.33 

0.27 

0.33 

0.010 

0.14 

0.18 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.452 

1.90 

0.100 

0.07 

0.01 

0.00 

0.00 

0.00 

0.34 

0.27 

0.27 

0.011 

0.16 

0.20 


Rundh Bhatawali 

0807000601031400 

1.078 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.033 

1.41 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.02 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.783 

1.41 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.15 

0.04 

0.006 

0.38 

0.37 


Sabora 

0807000601025800 

10.827 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.144 

1.55 

0.150 

0.07 

0.01 

0.00 

0.00 

0.00 

0.79 

0.66 

0.26 

0.022 

0.16 

0.19 





Saline 

Non-command 

Non-command 

Older Alluvium 

7.683 

1.55 

0.120 

0.16 

0.02 

0.00 

0.00 

0.00 

1.57 

1.31 

0.57 

0.054 

0.39 

0.47 


Salimpur 

0807000501013300 

1.852 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.545 

3.39 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.23 

0.20 

0.23 

0.004 

0.17 

0.20 


Samantpura 

0807000501011100 

0.837 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.245 

1.57 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.01 

0.002 

0.17 

0.18 


Sarsai 

0807000601027400 

1.326 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.127 

1.19 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.05 

0.07 


Senhti 

0807000601022600 

2.024 

Saline 

Gurgaon Canal 

Command 

Older Alluvium 

0.045 

0.95 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Sikrora 

0807000601027000 

4.438 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.438 

1.59 

0.120 

0.22 

0.05 

0.00 

0.00 

0.00 

1.02 

0.75 

0.83 

0.031 

0.52 

0.70 


Sikrori 

0807000601025300 

8.407 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.009 

1.45 

0.120 

0.11 

0.02 

0.00 

0.00 

0.00 

1.48 

1.07 

0.35 

0.057 

0.49 

0.68 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Kareeli 

0807000501011700 

0.20 

1.07 

(26.54) 

0.86 

0.06 

0.92 

0.08 

0.71 

0.13 

0.1900 

- 

- 

0.003 

0.193 

0.323 

1.242 

0.062 

1.180 

1.716 

145.42 

Over Exploited 

Katara 

0807000501013900 

0.20 

1.00 

15.20 

1.15 

0.06 

1.21 

0.08 

0.71 

0.12 

0.1900 

- 

- 

0.001 

0.191 

0.311 

1.525 

0.076 

1.448 

1.730 

119.41 

Over Exploited 

Kehripura 

0807000501013800 

0.20 

0.09 

177.53 

0.11 

0.01 

0.12 

0.06 

0.62 

0.01 

0.0200 

- 

- 

0.001 

0.021 

0.031 

0.149 

0.007 

0.142 

0.179 

126.39 

Over Exploited 

Khera Karauli 

0807000601030500 

0.22 

0.15 

58.25 

0.18 

0.01 

0.19 

0.04 

0.42 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.226 

0.011 

0.215 

0.201 

93.75 

Critical 



0.20 

0.02 

292.41 

0.02 

- 

0.02 

0.01 

0.16 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.034 

0.002 

0.033 

0.075 

229.27 

Over Exploited 

Kheriya Jaga 

0807000501010600 

0.20 

0.00 

10,252.10 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.25 

54.83 

0.30 

0.01 

0.31 

0.07 

0.66 

0.03 

0.0400 

- 

- 

- 

0.040 

0.068 

0.377 

0.019 

0.358 

0.383 

106.87 

Over Exploited 

Kolupura 

0807000501011800 

0.20 

0.08 

(60.31) 

0.06 

- 

0.06 

0.08 

0.73 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.082 

0.004 

0.078 

0.091 

116.27 

Over Exploited 

Koomha 

0807000601024600 

0.20 

0.00 

10,070.40 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.012 

1,549.14 

Over Exploited 

Kumher (M) 

0807000640705000 

0.20 

0.04 

689.09 

0.05 

0.01 

0.06 

0.01 

0.10 

0.00 

0.0200 

- 

- 

- 

0.020 

0.024 

0.082 

0.004 

0.078 

0.419 

537.60 

Over Exploited 

Kurbara 

0807000601021500 

0.22 

0.00 

178,342.88 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.36 

46.28 

0.43 

0.01 

0.44 

0.06 

0.61 

0.04 

0.0400 

- 

- 

- 

0.040 

0.081 

0.523 

0.026 

0.497 

0.383 

77.09 

Semi Critical 

Lalpur 

0807000501012700 

0.20 

0.32 

8.45 

0.34 

0.05 

0.39 

0.07 

0.67 

0.04 

0.1600 

- 

- 

0.001 

0.162 

0.200 

0.593 

0.030 

0.563 

1.428 

253.52 

Over Exploited 

Lanki 

0807000601021600 

0.20 

0.20 

59.62 

0.25 

0.01 

0.26 

0.06 

0.61 

0.02 

0.0300 

- 

- 

0.001 

0.031 

0.054 

0.310 

0.015 

0.294 

0.292 

99.33 

Critical 

Luhasa 

0807000501011400 

0.20 

0.14 

72.73 

0.17 

0.02 

0.19 

0.03 

0.27 

0.02 

0.0600 

- 

- 

- 

0.060 

0.078 

0.270 

0.014 

0.257 

0.526 

204.99 

Over Exploited 



0.20 

0.00 

5,428.15 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.011 

17,956.21 

Over Exploited 

Maharawar 

0807000601025600 

0.22 

0.27 

169.71 

0.32 

0.01 

0.33 

0.03 

0.34 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.391 

0.020 

0.371 

0.325 

87.39 

Semi Critical 



0.20 

0.13 

229.22 

0.15 

0.01 

0.16 

0.02 

0.25 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.201 

0.010 

0.191 

0.208 

108.62 

Over Exploited 

Manjhi 

0807000501010400 

0.20 

0.03 

481.46 

0.04 

0.01 

0.05 

0.02 

0.15 

0.00 

0.0300 

- 

- 

- 

0.030 

0.034 

0.079 

0.004 

0.075 

0.253 

337.26 

Over Exploited 



0.20 

0.39 

54.09 

0.46 

0.03 

0.49 

0.06 

0.54 

0.05 

0.0800 

- 

- 

- 

0.080 

0.126 

0.618 

0.031 

0.587 

0.710 

120.97 

Over Exploited 

Manoharpur Khawaspur 

0807000501013700 

0.20 

0.05 

574.85 

0.06 

0.01 

0.07 

0.03 

0.28 

0.01 

0.0300 

- 

- 

0.001 

0.031 

0.036 

0.110 

0.006 

0.105 

0.253 

241.06 

Over Exploited 

Masari 

0806001200943100 

0.12 

0.33 

- 

0.33 

0.02 

0.35 

0.05 

0.47 

0.04 

0.0600 

- 

- 

0.001 

0.061 

0.102 

0.454 

0.045 

0.408 

1.712 

419.54 

Over Exploited 

Meda Choli 

0807000501010800 

0.20 

0.23 

59.44 

0.28 

0.02 

0.30 

0.06 

0.61 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.362 

0.018 

0.344 

0.534 

155.34 

Over Exploited 



0.20 

0.00 

9,974.15 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Moondiya 

0806001200942800 

0.12 

0.23 

- 

0.23 

0.01 

0.24 

0.07 

0.65 

0.03 

0.0200 

- 

- 

0.001 

0.021 

0.049 

0.291 

0.029 

0.261 

0.522 

199.71 

Over Exploited 

Mukandpura 

0807000601022500 

0.20 

0.00 

156.40 

0.01 

0.00 

0.01 

0.02 

0.18 

0.00 

- 

- 

- 

0.000 

0.000 

0.001 

0.006 

0.000 

0.006 

0.011 

184.34 

Over Exploited 



0.20 

0.00 

642.78 

0.00 

0.00 

0.00 

0.01 

0.06 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Nadbai (M) 

0807000540704000 

0.20 

0.06 

349.00 

0.08 

0.02 

0.10 

0.01 

0.13 

0.01 

0.0500 

- 

- 

- 

0.050 

0.058 

0.153 

0.008 

0.145 

0.767 

527.60 

Over Exploited 



0.20 

0.00 

17,805.08 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.023 

25,966.17 

Over Exploited 

Nagla Bakhta 

0807000501014300 

0.20 

0.00 

294.22 

0.00 

- 

0.00 

0.01 

0.11 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.014 

0.059 

435.61 

Over Exploited 



0.20 

0.00 

2,422.21 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nagla Birharu 

0807000601026200 

0.22 

0.14 

64.16 

0.17 

0.01 

0.18 

0.06 

0.64 

0.02 

0.0200 

- 

- 

- 

0.020 

0.035 

0.211 

0.011 

0.200 

0.198 

98.61 

Critical 

Nagla Gopal 

0807000501012300 

0.20 

0.08 

(51.90) 

0.06 

- 

0.06 

0.07 

0.70 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.084 

0.004 

0.080 

0.063 

78.45 

Semi Critical 

Nagla Indarman 

0807000501011900 

0.20 

0.04 

(32.86) 

0.03 

- 

0.03 

0.08 

0.73 

0.01 

0.0100 

- 

- 

- 

0.010 

0.015 

0.049 

0.002 

0.046 

0.074 

161.46 

Over Exploited 

Nagla Karoli 

0807000601026800 

0.22 

0.00 

35,773.65 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.23 

4.28 

0.24 

0.01 

0.25 

0.05 

0.58 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.286 

0.014 

0.272 

0.205 

75.45 

Semi Critical 

Nagla Kurwariya 

0807000501012200 

0.20 

0.13 

(38.04) 

0.11 

0.01 

0.12 

0.07 

0.70 

0.02 

0.0300 

- 

- 

0.000 

0.031 

0.047 

0.165 

0.008 

0.156 

0.253 

161.96 

Over Exploited 

Nagla Mana 

0807000601030300 

0.22 

0.00 

593.18 

0.00 

0.00 

0.00 

0.01 

0.11 

- 

- 

- 

- 

0.000 

- 

- 

0.003 

0.000 

0.003 

0.014 

453.99 

Over Exploited 



0.20 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nagla Moti 

0807000601032400 

0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nangla Keshariya 

0806001200947000 

0.12 

0.01 

653.39 

0.01 

0.02 

0.03 

0.02 

0.22 

0.00 

0.0500 

- 

- 

- 

0.050 

0.052 

0.086 

0.004 

0.082 

0.479 

583.53 

Over Exploited 

Nangla Khooba 

0806001200947200 

0.12 

0.00 

4,012.07 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.066 

646.61 

Over Exploited 

Nangla Rampura 

0806001200946900 

0.12 

0.15 

18.10 

0.18 

0.02 

0.20 

0.05 

0.46 

0.02 

0.0600 

- 

- 

0.000 

0.060 

0.079 

0.278 

0.014 

0.264 

0.541 

204.98 

Over Exploited 

Nayabas 

0807000501012900 

0.20 

0.59 

89.00 

0.71 

0.04 

0.75 

0.07 

0.68 

0.07 

0.1200 

- 

- 

0.001 

0.121 

0.190 

0.938 

0.047 

0.892 

1.096 

122.87 

Over Exploited 

Pachora 

0807000601026100 

0.22 

0.00 

2,072.06 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.038 

1,820.90 

Over Exploited 



0.20 

0.18 

74.13 

0.21 

0.01 

0.22 

0.06 

0.59 

0.02 

0.0400 

- 

- 

- 

0.040 

0.060 

0.282 

0.014 

0.268 

0.372 

138.74 

Over Exploited 

Padola 

0807000601030900 

0.20 

0.27 

47.12 

0.32 

0.02 

0.34 

0.05 

0.58 

- 

0.0400 

- 

- 

0.011 

0.051 

0.051 

0.389 

0.019 

0.369 

0.250 

67.69 

Safe 

Pala 

0807000601022400 

0.20 

0.23 

16.76 

0.27 

0.02 

0.29 

0.05 

0.51 

0.03 

0.0600 

- 

- 

0.002 

0.062 

0.089 

0.383 

0.019 

0.364 

0.328 

90.08 

Critical 

Peedhi 

0807000601026900 

0.20 

0.37 

58.44 

0.45 

0.03 

0.48 

0.06 

0.58 

- 

0.1000 

- 

- 

0.006 

0.106 

0.106 

0.586 

0.029 

0.557 

0.558 

100.25 

Over Exploited 

Pichoomar 

0807000601025500 

0.20 

0.52 

80.63 

0.63 

0.03 

0.66 

0.06 

0.58 

- 

0.0800 

- 

- 

0.002 

0.082 

0.082 

0.740 

0.037 

0.703 

0.449 

63.91 

Safe 

Pooth 

0807000601031000 

0.22 

0.08 

250.87 

0.09 

- 

0.09 

0.02 

0.26 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.101 

0.005 

0.096 

0.087 

91.17 

Critical 



0.20 

0.02 

449.70 

0.03 

- 

0.03 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.037 

0.002 

0.035 

0.048 

138.10 

Over Exploited 

Raisees 

0807000501011200 

0.20 

0.00 

90,036.04 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ram Nagar 

0807000601025400 

0.20 

0.14 

93.94 

0.17 

0.01 

0.18 

0.06 

0.58 

0.02 

0.0400 

- 

- 

- 

0.040 

0.056 

0.233 

0.012 

0.222 

0.223 

100.87 

Over Exploited 

Randheerpura 

0807000601023000 

0.20 

0.13 

50.16 

0.15 

0.01 

0.17 

0.04 

0.38 

0.01 

0.0300 

- 

- 

0.002 

0.032 

0.046 

0.212 

0.011 

0.202 

0.185 

91.77 

Critical 

Reethauthi 

0807000601022300 

0.20 

0.21 

55.73 

0.25 

0.02 

0.27 

0.06 

0.58 

0.02 

0.0500 

- 

- 

0.002 

0.052 

0.075 

0.348 

0.017 

0.330 

0.283 

85.75 

Semi Critical 

Roneeja 

0807000501010000 

0.20 

0.04 

589.94 

0.05 

0.01 

0.06 

0.02 

0.16 

0.00 

0.0400 

- 

- 

- 

0.040 

0.045 

0.101 

0.005 

0.096 

0.341 

355.81 

Over Exploited 



0.20 

0.05 

488.08 

0.05 

0.01 

0.06 

0.02 

0.18 

0.01 

0.0300 

- 

- 

- 

0.030 

0.036 

0.100 

0.005 

0.095 

0.281 

295.56 

Over Exploited 

Rundh Bhatawali 

0807000601031400 

0.22 

0.00 

6,046.41 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.06 

144.28 

0.07 

- 

0.07 

0.04 

0.42 

- 

- 

- 

- 

- 

- 

- 

0.072 

0.004 

0.069 

0.049 

70.80 

Semi Critical 

Sabora 

0807000601025800 

0.22 

0.11 

493.09 

0.13 

0.01 

0.14 

0.02 

0.18 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.173 

0.009 

0.165 

0.284 

172.65 

Over Exploited 



0.20 

0.60 

116.69 

0.72 

0.02 

0.74 

0.04 

0.44 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.804 

0.040 

0.764 

0.622 

81.51 

Semi Critical 

Salimpur 

0807000501013300 

0.20 

0.02 

999.45 

0.02 

0.01 

0.03 

0.02 

0.19 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.063 

0.003 

0.060 

0.231 

385.44 

Over Exploited 

Samantpura 

0807000501011100 

0.20 

0.01 

346.39 

0.01 

- 

0.01 

0.02 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.000 

0.009 

0.013 

137.07 

Over Exploited 

Sarsai 

0807000601027400 

0.20 

0.00 

928.89 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.012 

754.60 

Over Exploited 

Senhti 

0807000601022600 

0.20 

0.00 

3,065.59 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Sikrora 

0807000601027000 

0.20 

0.46 

63.36 

0.55 

0.05 

0.60 

0.06 

0.58 

0.05 

0.1500 

- 

- 

0.003 

0.153 

0.205 

0.809 

0.040 

0.769 

0.856 

111.41 

Over Exploited 

Sikrori 

0807000601025300 

0.20 

0.79 

35.46 

0.95 

0.02 

0.97 

0.06 

0.55 

0.09 

0.0700 

- 

- 

0.004 

0.074 

0.163 

1.133 

0.057 

1.076 

0.410 

38.06 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Sinsini 

080700040100820C 

22.623 

Saline 

Non-command 

Non-command 

Older Alluvium 

10.389 

1.21 

0.150 

0.19 

0.04 

0.00 

0.00 

0.00 

2.03 

1.42 

0.69 

0.067 

0.24 

0.35 






Gurgaon Canal 

Command 

Older Alluvium 

1.149 

1.21 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.22 

0.16 

0.08 

0.007 

0.03 

0.04 


Sirsai 

080700050101050C 

2.069 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.666 

1.43 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.28 

0.26 

0.19 

0.013 

0.50 

0.54 


Sitara 

0807000601022700 

2.785 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.001 

0.96 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sonkh 

0806001200941600 

12.704 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.295 

1.47 

0.070 

0.05 

0.01 

0.00 

0.00 

0.00 

0.28 

0.21 

0.17 

0.017 

0.10 

0.13 


Sundana 

0807000501012600 

1.871 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.829 

0.88 

0.100 

0.08 

0.01 

0.00 

0.00 

0.00 

0.23 

0.18 

0.32 

0.014 

0.56 

0.71 


Supawas 

0807000601025100 

3.672 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.672 

1.21 

0.120 

0.08 

0.02 

0.00 

0.00 

0.00 

0.59 

0.43 

0.29 

0.026 

0.52 

0.72 


Therawar 

0807000601021700 

7.206 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.946 

1.14 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.75 

0.55 

0.28 

0.035 

0.37 

0.51 


Unch 

0807000501012400 

7.608 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.608 

0.46 

0.100 

0.44 

0.06 

0.00 

0.00 

0.00 

0.72 

0.62 

1.69 

0.057 

0.60 

0.70 


User 

0807000501010200 

3.888 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.888 

1.31 

0.100 

0.18 

0.03 

0.00 

0.00 

0.00 

0.66 

0.56 

0.69 

0.029 

0.58 

0.68 


Usrani 

0807000601021800 

5.384 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.384 

1.15 

0.120 

0.14 

0.02 

0.00 

0.00 

0.00 

0.86 

0.65 

0.52 

0.038 

0.54 

0.72 


Usrara 

0807000601030400 

0.783 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.656 

0.99 

0.150 

0.04 

0.01 

0.00 

0.00 

0.00 

0.13 

0.13 

0.14 

0.005 

0.44 

0.44 


Wasaiya Jat 

0807000501010900 

1.589 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.724 

1.36 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.09 

0.005 

0.25 

0.26 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.865 

1.36 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.13 

0.09 

0.007 

0.30 

0.31 

03001009 

Adoli 

0806001100936300 

3.944 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.730 

-0.85 

0.070 

0.19 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.71 

0.021 

0.39 

0.50 


Agraya 

0806001200949300 

5.396 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.396 

0.14 

0.070 

0.18 

0.03 

0.00 

0.00 

0.00 

0.20 

0.15 

0.67 

0.041 

0.55 

0.73 


Arroowa 

0806001200946800 

8.085 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.003 

0.19 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.692 

0.19 

0.070 

0.05 

0.01 

0.00 

0.00 

0.00 

0.06 

0.04 

0.17 

0.013 

0.11 

0.16 


Badika 

0806001200943800 

2.319 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.139 

0.69 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.001 

0.03 

0.05 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.592 

0.69 

0.070 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.06 

0.004 

0.13 

0.20 


Badla 

0806001200945700 

2.463 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.463 

0.67 

0.070 

0.05 

0.01 

0.00 

0.00 

0.00 

0.15 

0.10 

0.19 

0.019 

0.54 

0.83 


Badsu 

0806001200948700 

2.362 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.362 

-0.24 

0.070 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.018 

0.56 

0.66 


Bahtoo Kalan 

0806001200946300 

4.458 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.458 

0.10 

0.070 

0.19 

0.03 

0.00 

0.00 

0.00 

0.19 

0.13 

0.71 

0.034 

0.54 

0.78 


Bahtoo Khurd 

0806001200946200 

2.072 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.072 

0.02 

0.070 

0.09 

0.01 

0.00 

0.00 

0.00 

0.08 

0.06 

0.32 

0.016 

0.54 

0.78 


Ballupura Ramgarh 

0806001200945300 

2.026 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.756 

0.25 

0.070 

0.07 

0.01 

0.00 

0.00 

0.00 

0.09 

0.06 

0.28 

0.013 

0.46 

0.67 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.270 

0.25 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.002 

0.07 

0.10 


Banawar 

0811000201360900 

5.578 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.102 

-0.68 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.009 

0.11 

0.11 


Barodakan 

0806001200939800 

7.877 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.435 

1.31 

0.070 

0.05 

0.01 

0.00 

0.00 

0.00 

0.35 

0.23 

0.15 

0.026 

0.24 

0.36 


Baseth 

0806001200947800 

8.656 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.994 

-0.09 

0.070 

0.61 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

2.35 

0.060 

0.50 

0.70 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.662 

-0.09 

0.070 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.005 

0.04 

0.06 


Berka 

0806001200943600 

2.655 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.295 

0.49 

0.070 

0.06 

0.01 

0.00 

0.00 

0.00 

0.13 

0.09 

0.21 

0.017 

0.46 

0.66 


Bhanokhar 

0806001200948300 

11.262 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.262 

0.08 

0.070 

1.26 

0.18 

0.00 

0.00 

0.00 

1.14 

0.87 

4.93 

0.085 

0.55 

0.72 


Bhattwas 

0806001200948100 

0.940 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.940 

-0.02 

0.070 

0.33 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

1.30 

0.007 

0.55 

0.75 


Bhojpura 

0806001200945000 

3.775 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.775 

0.30 

0.070 

0.05 

0.01 

0.00 

0.00 

0.00 

0.12 

0.08 

0.14 

0.028 

0.53 

0.77 


Bidarka 

0806001100938300 

4.605 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.918 

-0.49 

0.090 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.015 

0.24 

0.26 


Chandpur 

0806001200946000 

2.836 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.836 

0.28 

0.070 

0.10 

0.01 

0.00 

0.00 

0.00 

0.14 

0.10 

0.39 

0.021 

0.54 

0.79 


Chokuti 

0806001200945900 

1.564 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.564 

0.50 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.00 

0.012 

0.54 

0.81 


Daroda 

0806001200947100 

3.170 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.052 

1.23 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.000 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.109 

1.23 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.001 

0.02 

0.03 


Daulat Pura 

0811000201361300 

1.654 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.654 

0.04 

0.100 

0.11 

0.02 

0.00 

0.00 

0.00 

0.10 

0.08 

0.44 

0.013 

0.56 

0.66 


Dayalpura 

0806001200944100 

1.581 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.136 

0.81 

0.070 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.09 

0.009 

0.38 

0.55 


Dayothana 

0806001200947900 

6.419 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.419 

-0.07 

0.070 

0.16 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.58 

0.048 

0.54 

0.75 


Ganjpur 

0806001200945100 

2.061 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.750 

0.51 

0.070 

0.06 

0.01 

0.00 

0.00 

0.00 

0.08 

0.05 

0.22 

0.006 

0.19 

0.28 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.311 

0.51 

0.070 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.06 

0.17 

0.010 

0.34 

0.49 


Ghosrana 

0806001200949100 

4.337 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.557 

0.54 

0.070 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.11 

0.004 

0.07 

0.08 


Gopalpura 

0806001100930400 

1.853 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.081 

1.34 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.001 

0.02 

0.04 


Gothra 

0806001100938200 

5.277 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.521 

-0.48 

0.090 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.012 

0.16 

0.19 


Gundabas 

0806001200948000 

2.413 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.413 

-0.07 

0.070 

0.09 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.018 

0.54 

0.76 


Hadoli 

0811000201361000 

2.806 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.731 

-0.62 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.022 

0.55 

0.59 


Haripura 

0806001100930500 

0.424 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.424 

0.80 

0.070 

0.27 

0.04 

0.00 

0.00 

0.01 

0.24 

0.16 

1.07 

0.003 

0.55 

0.85 


Harsana 

0806001100934500 

13.859 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.113 

-0.05 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.00 

0.01 


Hasanpur 

0806001100933400 

8.242 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.952 

0.39 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.09 

0.007 

0.06 

0.09 


Imarti Ka Was 

0806001200945600 

0.692 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.692 

0.62 

0.070 

0.11 

0.02 

0.00 

0.00 

0.00 

0.12 

0.08 

0.43 

0.005 

0.54 

0.81 


Isarpura 

0811000201361100 

1.878 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.776 

-0.59 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.014 

0.53 

0.59 


Ishrota 

0806001200943900 

2.808 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.958 

0.73 

0.070 

0.07 

0.01 

0.00 

0.00 

0.00 

0.11 

0.08 

0.26 

0.007 

0.18 

0.26 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.851 

0.73 

0.070 

0.06 

0.01 

0.00 

0.00 

0.00 

0.15 

0.10 

0.21 

0.014 

0.35 

0.51 


Ishroti 

0806001200944900 

1.984 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.578 

0.71 

0.070 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.11 

0.004 

0.15 

0.22 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.297 

0.71 

0.070 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.11 

0.010 

0.34 

0.50 


Itola 

0806001200939900 

1.460 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.860 

2.05 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.04 

0.006 

0.32 

0.46 


Jadla 

0806001200945400 

5.300 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.300 

0.67 

0.070 

0.26 

0.04 

0.00 

0.00 

0.00 

0.47 

0.32 

0.97 

0.040 

0.54 

0.80 


Jagru 

0806001100934300 

2.968 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.335 

-0.40 

0.070 

0.08 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.018 

0.44 

0.59 


Jahadoo 

0806001200948400 

4.172 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.172 

0.04 

0.070 

0.23 

0.03 

0.00 

0.00 

0.00 

0.21 

0.17 

0.86 

0.031 

0.55 

0.69 


Jatwara 

0806001100936600 

1.453 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.449 

-0.59 

0.070 

0.16 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.62 

0.011 

0.55 

0.71 


Kalwari 

0806001200949200 

6.850 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.795 

0.51 

0.070 

0.83 

0.12 

0.00 

0.00 

0.00 

0.95 

0.76 

3.26 

0.051 

0.55 

0.69 


Kankroli 

0806001200944200 

4.206 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.455 

0.99 

0.070 

0.22 

0.03 

0.00 

0.00 

0.00 

0.43 

0.30 

0.86 

0.026 

0.43 

0.63 


Kantwari 

0806001200948200 

2.683 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.683 

-0.11 

0.070 

0.10 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.020 

0.55 

0.74 


Kemla 

0806001100933500 

1.729 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.487 

0.50 

0.070 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.09 

0.011 

0.47 

0.69 


Khera Laganpur 

0806001100936500 

2.776 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.570 

-0.47 

0.070 

0.10 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.019 

0.51 

0.66 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Sinsini 

0807000401008200 

0.20 

0.51 

178.60 

0.61 

0.04 

0.65 

0.03 

0.27 

- 

0.1300 

- 

- 

0.005 

0.135 

0.135 

0.789 

0.039 

0.749 

0.754 

100.67 

Over Exploited 



0.20 

0.01 

2,403.57 

0.01 

0.01 

0.01 

0.00 

0.03 

- 

0.0100 

0.0027 

0.0037 

- 

0.016 

0.016 

0.029 

0.001 

0.027 

0.082 

300.39 

Over Exploited 

Sirsai 

0807000501010500 

0.20 

0.17 

54.01 

0.20 

0.01 

0.21 

0.06 

0.56 

0.02 

0.0200 

- 

- 

- 

0.020 

0.039 

0.249 

0.012 

0.236 

0.207 

87.37 

Semi Critical 

Sitara 

0807000601022700 

0.20 

0.00 

135,273.27 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sonkh 

0806001200941600 

0.12 

0.03 

675.69 

0.03 

0.01 

0.04 

0.01 

0.11 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.067 

0.003 

0.063 

0.190 

301.02 

Over Exploited 

Sundana 

0807000501012600 

0.20 

0.20 

(11.45) 

0.18 

0.01 

0.19 

0.07 

0.63 

0.03 

0.0400 

- 

- 

0.002 

0.042 

0.067 

0.259 

0.013 

0.246 

0.331 

134.62 

Over Exploited 

Supawas 

0807000601025100 

0.20 

0.38 

12.19 

0.43 

0.02 

0.45 

0.06 

0.58 

0.04 

0.0500 

- 

- 

0.003 

0.053 

0.096 

0.544 

0.027 

0.517 

0.315 

60.94 

Safe 

Therawar 

0807000601021700 

0.20 

0.37 

48.41 

0.44 

0.01 

0.45 

0.04 

0.41 

0.04 

0.0300 

- 

- 

- 

0.030 

0.071 

0.524 

0.026 

0.498 

0.311 

62.47 

Safe 

Unch 

0807000501012400 

0.20 

0.91 

(32.17) 

0.73 

0.06 

0.79 

0.07 

0.67 

0.11 

0.1900 

- 

- 

0.004 

0.194 

0.304 

1.099 

0.055 

1.044 

1.742 

166.91 

Over Exploited 

User 

0807000501010200 

0.20 

0.45 

24.42 

0.54 

0.03 

0.58 

0.07 

0.65 

0.05 

0.1300 

- 

- 

0.003 

0.133 

0.186 

0.761 

0.038 

0.723 

0.720 

99.59 

Critical 

Usrani 

0807000601021800 

0.20 

0.58 

11.71 

0.65 

0.02 

0.67 

0.06 

0.60 

- 

0.0600 

- 

- 

0.002 

0.062 

0.062 

0.732 

0.037 

0.695 

0.558 

80.29 

Semi Critical 

Usrara 

0807000601030400 

0.22 

0.06 

99.26 

0.08 

0.01 

0.09 

0.04 

0.48 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.116 

0.006 

0.111 

0.143 

129.03 

Over Exploited 

Wasaiya Jat 

0807000501010900 

0.20 

0.04 

216.25 

0.04 

- 

0.04 

0.03 

0.27 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.053 

0.003 

0.050 

0.091 

181.26 

Over Exploited 



0.20 

0.05 

157.02 

0.06 

- 

0.06 

0.03 

0.33 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.072 

0.004 

0.068 

0.093 

135.95 

Over Exploited 

Adoli 

0806001100936300 

0.12 

0.12 

- 

0.12 

0.03 

0.15 

0.05 

0.43 

0.01 

0.0800 

- 

- 

- 

0.080 

0.094 

0.241 

0.024 

0.217 

0.734 

338.54 

Over Exploited 

Agraya 

0806001200949300 

0.12 

0.35 

(56.94) 

0.28 

0.03 

0.31 

0.07 

0.61 

0.04 

0.0800 

- 

- 

0.001 

0.081 

0.124 

0.438 

0.022 

0.416 

0.711 

170.84 

Over Exploited 

Arroowa 

0806001200946800 

0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.02 

91.85 

0.03 

0.01 

0.04 

0.01 

0.13 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.060 

0.003 

0.057 

0.186 

326.42 

Over Exploited 

Badika 

0806001200943800 

0.12 

0.00 

2,087.29 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.023 

3,472.31 

Over Exploited 



0.12 

0.01 

249.10 

0.01 

- 

0.01 

0.02 

0.15 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.023 

0.001 

0.022 

0.062 

289.96 

Over Exploited 

Badla 

0806001200945700 

0.12 

0.16 

(37.17) 

0.13 

0.01 

0.14 

0.07 

0.61 

0.02 

0.0200 

- 

- 

0.002 

0.022 

0.042 

0.182 

0.009 

0.173 

0.213 

122.90 

Over Exploited 

Badsu 

0806001200948700 

0.12 

0.16 

- 

0.16 

0.00 

0.16 

0.07 

0.63 

0.02 

0.0100 

- 

- 

0.002 

0.013 

0.032 

0.192 

0.019 

0.172 

0.342 

198.33 

Over Exploited 

Bahtoo Kalan 

0806001200946300 

0.12 

0.29 

(54.21) 

0.23 

0.03 

0.26 

0.07 

0.61 

0.04 

0.0800 

- 

- 

0.001 

0.081 

0.118 

0.379 

0.019 

0.360 

0.747 

207.18 

Over Exploited 

Bahtoo Khurd 

0806001200946200 

0.12 

0.13 

(56.99) 

0.11 

0.01 

0.12 

0.07 

0.61 

0.02 

0.0400 

- 

- 

0.001 

0.041 

0.058 

0.175 

0.009 

0.167 

0.340 

203.83 

Over Exploited 

Ballupura Ramgarh 

0806001200945300 

0.12 

0.10 

(36.04) 

0.08 

0.01 

0.09 

0.06 

0.52 

0.01 

0.0300 

- 

- 

- 

0.030 

0.043 

0.131 

0.007 

0.124 

0.294 

237.02 

Over Exploited 



0.12 

0.00 

336.94 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.021 

721.42 

Over Exploited 

Banawar 

0811000201360900 

0.15 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.13 

0.00 

- 

- 

- 

- 

- 

0.002 

0.021 

0.002 

0.019 

0.076 

407.57 

Over Exploited 

Barodakan 

0806001200939800 

0.12 

0.10 

139.50 

0.12 

0.01 

0.13 

0.03 

0.27 

0.01 

0.0200 

- 

- 

0.000 

0.020 

0.033 

0.160 

0.008 

0.152 

0.177 

116.47 

Over Exploited 

Baseth 

0806001200947800 

0.12 

0.47 

- 

0.47 

0.09 

0.56 

0.06 

0.56 

0.06 

0.2600 

- 

- 

- 

0.260 

0.320 

0.885 

0.089 

0.797 

2.414 

303.06 

Over Exploited 



0.12 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.012 

0.091 

739.65 

Over Exploited 

Berka 

0806001200943600 

0.12 

0.13 

(29.40) 

0.10 

0.01 

0.11 

0.06 

0.51 

0.02 

0.0200 

- 

- 

- 

0.020 

0.036 

0.147 

0.007 

0.139 

0.228 

163.85 

Over Exploited 

Bhanokhar 

0806001200948300 

0.12 

0.74 

17.19 

0.87 

0.18 

1.05 

0.07 

0.62 

0.09 

0.5500 

- 

- 

0.004 

0.554 

0.646 

1.699 

0.085 

1.615 

5.010 

310.31 

Over Exploited 

Bhattwas 

0806001200948100 

0.12 

0.06 

- 

0.06 

0.05 

0.11 

0.07 

0.62 

0.01 

0.1500 

- 

- 

- 

0.150 

0.158 

0.269 

0.027 

0.242 

1.303 

537.41 

Over Exploited 

Bhojpura 

0806001200945000 

0.12 

0.24 

(66.40) 

0.19 

0.01 

0.20 

0.07 

0.60 

0.03 

0.0200 

- 

- 

0.003 

0.023 

0.054 

0.258 

0.013 

0.245 

0.172 

70.32 

Semi Critical 

Bidarka 

0806001100938300 

0.18 

0.08 

- 

0.08 

- 

0.08 

0.03 

0.26 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.097 

0.010 

0.088 

0.303 

344.81 

Over Exploited 

Chandpur 

0806001200946000 

0.12 

0.19 

(46.04) 

0.15 

0.01 

0.16 

0.07 

0.61 

0.02 

0.0400 

- 

- 

0.001 

0.041 

0.064 

0.223 

0.011 

0.212 

0.410 

193.85 

Over Exploited 

Chokuti 

0806001200945900 

0.12 

0.10 

(64.12) 

0.08 

0.00 

0.08 

0.07 

0.61 

0.01 

- 

- 

- 

0.000 

0.000 

0.013 

0.095 

0.005 

0.090 

0.012 

13.05 

Safe 

Daroda 

0806001200947100 

0.12 

0.00 

18,588.77 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.043 

61,922.20 

Over Exploited 



0.12 

0.00 

5,613.72 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.039 

12,673.12 

Over Exploited 

Daulat Pura 

0811000201361300 

0.15 

0.14 

(40.89) 

0.11 

0.02 

0.13 

0.07 

0.62 

0.02 

0.0500 

- 

- 

0.001 

0.051 

0.068 

0.199 

0.010 

0.189 

0.455 

240.32 

Over Exploited 

Dayalpura 

0806001200944100 

0.12 

0.05 

12.21 

0.06 

- 

0.06 

0.05 

0.43 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.075 

0.004 

0.071 

0.095 

133.53 

Over Exploited 

Dayothana 

0806001200947900 

0.12 

0.42 

- 

0.42 

0.02 

0.44 

0.07 

0.61 

0.05 

0.0700 

- 

- 

0.005 

0.075 

0.127 

0.568 

0.057 

0.511 

0.631 

123.54 

Over Exploited 

Ganjpur 

0806001200945100 

0.12 

0.02 

204.44 

0.02 

0.01 

0.03 

0.02 

0.22 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.053 

0.003 

0.050 

0.222 

439.18 

Over Exploited 



0.12 

0.05 

12.81 

0.06 

0.01 

0.07 

0.04 

0.38 

0.01 

0.0200 

- 

- 

- 

0.020 

0.027 

0.097 

0.005 

0.092 

0.183 

198.81 

Over Exploited 

Ghosrana 

0806001200949100 

0.12 

0.00 

818.82 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.016 

0.001 

0.016 

0.112 

723.64 

Over Exploited 

Gopalpura 

0806001100930400 

0.18 

0.00 

3,413.47 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.027 

5,931.77 

Over Exploited 

Gothra 

0806001100938200 

0.18 

0.04 

- 

0.04 

- 

0.04 

0.02 

0.18 

0.01 

0.0100 

- 

- 

- 

0.010 

0.015 

0.057 

0.006 

0.051 

0.221 

431.49 

Over Exploited 

Gundabas 

0806001200948000 

0.12 

0.16 

- 

0.16 

0.01 

0.17 

0.07 

0.61 

0.02 

0.0400 

- 

- 

0.000 

0.040 

0.060 

0.227 

0.023 

0.204 

0.342 

167.79 

Over Exploited 

Hadoli 

0811000201361000 

0.15 

0.22 

- 

0.22 

- 

0.22 

0.07 

0.61 

0.03 

- 

- 

- 

- 

- 

0.027 

0.251 

0.025 

0.226 

0.080 

35.23 

Safe 

Haripura 

0806001100930500 

0.12 

0.03 

465.70 

0.03 

0.05 

0.08 

0.07 

0.62 

0.00 

0.1200 

- 

- 

0.014 

0.134 

0.137 

0.220 

0.011 

0.209 

1.068 

511.11 

Over Exploited 

Harsana 

0806001100934500 

0.18 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.015 

15,696.74 

Over Exploited 

Hasanpur 

0806001100933400 

0.18 

0.01 

176,560.52 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.018 

0.001 

0.017 

0.093 

551.07 

Over Exploited 

Imarti Ka Was 

0806001200945600 

0.12 

0.05 

77.55 

0.05 

0.02 

0.07 

0.07 

0.61 

0.01 

0.0500 

- 

- 

0.000 

0.050 

0.056 

0.130 

0.006 

0.123 

0.437 

354.27 

Over Exploited 

Isarpura 

0811000201361100 

0.15 

0.14 

- 

0.14 

- 

0.14 

0.06 

0.60 

0.02 

- 

- 

- 

- 

- 

0.017 

0.159 

0.016 

0.143 

0.062 

43.50 

Safe 

Ishrota 

0806001200943900 

0.12 

0.02 

262.89 

0.02 

0.01 

0.03 

0.02 

0.20 

0.00 

0.0300 

- 

- 

- 

0.030 

0.033 

0.067 

0.003 

0.064 

0.266 

415.39 

Over Exploited 



0.12 

0.08 

29.04 

0.09 

0.01 

0.10 

0.04 

0.39 

0.01 

0.0200 

- 

- 

- 

0.020 

0.030 

0.133 

0.007 

0.126 

0.225 

178.63 

Over Exploited 

Ishroti 

0806001200944900 

0.12 

0.01 

278.60 

0.01 

- 

0.01 

0.02 

0.17 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.024 

0.001 

0.023 

0.112 

489.84 

Over Exploited 



0.12 

0.05 

20.85 

0.06 

- 

0.06 

0.04 

0.39 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.081 

0.004 

0.077 

0.116 

150.00 

Over Exploited 

Itola 

0806001200939900 

0.12 

0.03 

178.91 

0.04 

- 

0.04 

0.04 

0.36 

0.00 

- 

- 

- 

- 

- 

0.004 

0.043 

0.002 

0.041 

0.049 

120.57 

Over Exploited 

Jadla 

0806001200945400 

0.12 

0.34 

(8.00) 

0.32 

0.04 

0.36 

0.07 

0.61 

0.04 

0.1100 

- 

- 

0.002 

0.112 

0.156 

0.513 

0.026 

0.487 

1.012 

207.77 

Over Exploited 

Jagru 

0806001100934300 

0.12 

0.11 

- 

0.11 

0.01 

0.12 

0.05 

0.49 

0.01 

0.0300 

- 

- 

- 

0.030 

0.044 

0.169 

0.017 

0.152 

0.306 

201.01 

Over Exploited 

Jahadoo 

0806001200948400 

0.12 

0.28 

(39.10) 

0.22 

0.03 

0.25 

0.07 

0.62 

0.03 

0.1000 

- 

- 

0.001 

0.101 

0.135 

0.388 

0.019 

0.369 

0.895 

242.85 

Over Exploited 

Jatwara 

0806001100936600 

0.12 

0.10 

- 

0.10 

0.02 

0.11 

0.07 

0.62 

0.01 

0.0200 

- 

- 

0.011 

0.031 

0.043 

0.156 

0.016 

0.141 

0.631 

448.03 

Over Exploited 

Kalwari 

0806001200949200 

0.12 

0.45 

69.25 

0.54 

0.12 

0.66 

0.07 

0.61 

0.05 

0.3700 

- 

- 

0.004 

0.374 

0.428 

1.086 

0.054 

1.032 

3.313 

321.15 

Over Exploited 

Kankroli 

0806001200944200 

0.12 

0.18 

64.45 

0.22 

0.03 

0.25 

0.06 

0.49 

0.02 

0.1000 

- 

- 

0.001 

0.101 

0.124 

0.371 

0.019 

0.352 

0.890 

252.78 

Over Exploited 

Kantwari 

0806001200948200 

0.12 

0.18 

- 

0.18 

0.01 

0.19 

0.07 

0.62 

0.02 

0.0400 

- 

- 

0.004 

0.044 

0.066 

0.256 

0.026 

0.231 

0.409 

177.46 

Over Exploited 

Kemla 

0806001100933500 

0.12 

0.07 

526.26 

0.06 

- 

0.06 

0.06 

0.53 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.079 

0.004 

0.075 

0.097 

129.93 

Over Exploited 

Khera Laganpur 

0806001100936500 

0.12 

0.16 

- 

0.16 

0.01 

0.17 

0.06 

0.58 

0.02 

0.0100 

- 

- 

- 

0.010 

0.029 

0.198 

0.020 

0.178 

0.408 

229.29 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Khera Mangal Singh 

080600110093840C 

8.842 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.853 

-0.65 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.006 

0.05 

0.06 


Khera Meda 

0806001200946600 

4.625 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.625 

0.15 

0.070 

0.12 

0.02 

0.00 

0.00 

0.00 

0.14 

0.10 

0.42 

0.035 

0.53 

0.77 


Khera Sarangpuri 

0806001100934200 

3.751 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.053 

-0.18 

0.070 

0.07 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.023 

0.45 

0.62 


Khera Tarf Bahtoo 

0806001200946400 

1.847 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.806 

-0.01 

0.070 

0.10 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.014 

0.52 

0.76 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.041 

-0.01 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Kherli Tarf Nooniya 

0806001200947700 

3.099 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.099 

-0.06 

0.070 

0.48 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

1.90 

0.023 

0.54 

0.75 


Kherli Tarf Rela 

0806001200943500 

1.809 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.660 

0.52 

0.070 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.04 

0.17 

0.005 

0.19 

0.28 


Khoh 

0806001100934000 

3.168 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.513 

-0.03 

0.070 

0.09 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.019 

0.44 

0.61 


Khudiyana 

0806001100926900 

5.846 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.423 

0.37 

0.090 

0.07 

0.01 

0.00 

0.00 

0.00 

0.11 

0.07 

0.27 

0.011 

0.13 

0.21 


Kot 

0811000201361500 

9.338 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.742 

-0.58 

0.100 

0.07 

0.00 

0.00 

0.00 

0.04 

0.00 

0.00 

0.28 

0.014 

0.10 

0.11 


Lathki 

0806001200947500 

4.469 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.482 

0.23 

0.070 

0.04 

0.01 

0.00 

0.00 

0.00 

0.04 

0.03 

0.15 

0.004 

0.06 

0.08 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.987 

0.23 

0.070 

0.16 

0.02 

0.00 

0.00 

0.00 

0.20 

0.14 

0.60 

0.030 

0.47 

0.68 


Lidpuri 

0806001200948800 

1.878 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.846 

-0.27 

0.070 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.014 

0.55 

0.63 


Makkhan Ka Nagla 

0806001200949600 

3.029 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.678 

1.09 

0.070 

0.19 

0.03 

0.00 

0.00 

0.00 

0.29 

0.23 

0.73 

0.013 

0.31 

0.39 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.377 

1.09 

0.070 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.08 

0.003 

0.07 

0.09 


Makreta 

0806001100930900 

2.635 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.025 

0.70 

0.070 

0.10 

0.01 

0.00 

0.00 

0.00 

0.19 

0.13 

0.40 

0.015 

0.42 

0.62 


Manakpur 

0806001100936900 

4.288 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.368 

-0.69 

0.070 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.025 

0.44 

0.53 


Mangolaki 

0806001200947300 

2.525 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.752 

0.77 

0.070 

0.28 

0.04 

0.00 

0.00 

0.00 

0.33 

0.24 

1.10 

0.013 

0.37 

0.52 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.710 

0.77 

0.070 

0.05 

0.01 

0.00 

0.00 

0.00 

0.08 

0.06 

0.20 

0.005 

0.15 

0.21 


Mankhera 

0806001200944000 

3.081 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.473 

0.83 

0.070 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.09 

0.004 

0.08 

0.12 


Manya Ka Bas 

0806001200949000 

2.153 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.620 

0.14 

0.070 

0.05 

0.01 

0.00 

0.00 

0.00 

0.05 

0.04 

0.19 

0.005 

0.16 

0.19 


Mundjori 

0806001100934400 

1.595 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.102 

-0.09 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.04 

0.05 


Nahar Khohra 

0806001100933700 

3.354 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.852 

0.17 

0.070 

0.20 

0.03 

0.00 

0.00 

0.00 

0.20 

0.14 

0.74 

0.022 

0.47 

0.66 


Nangal Meo 

0811000201361200 

2.624 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.492 

-0.50 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.020 

0.53 

0.60 


Nangal Roopa 

0806001100933800 

3.766 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.766 

0.03 

0.070 

0.14 

0.02 

0.00 

0.00 

0.00 

0.13 

0.09 

0.54 

0.028 

0.55 

0.76 


Nangla Bas Guman 

0806001100934100 

1.223 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.223 

-0.03 

0.070 

0.06 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.009 

0.55 

0.74 


Nangla Jadoo 

0806001200949500 

1.149 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.149 

0.50 

0.070 

0.31 

0.05 

0.00 

0.00 

0.00 

0.30 

0.23 

1.21 

0.009 

0.55 

0.72 


Nangla Keshariya 

0806001200947000 

1.498 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.010 

0.87 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Nangla Khooba 

0806001200947200 

2.019 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.345 

1.30 

0.070 

0.19 

0.03 

0.00 

0.00 

0.00 

0.28 

0.20 

0.76 

0.010 

0.36 

0.50 


Nangla Sitaram 

0806001200947400 

1.610 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.007 

0.79 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.513 

0.79 

0.070 

0.10 

0.01 

0.00 

0.00 

0.00 

0.17 

0.12 

0.37 

0.011 

0.50 

0.71 


Nangli Bhawana 

0806001200945500 

1.112 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.112 

0.35 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.008 

0.54 

0.80 


Nangli Tarf Toda 

0806001200945800 

0.747 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.747 

0.73 

0.070 

0.11 

0.02 

0.00 

0.00 

0.00 

0.13 

0.08 

0.43 

0.006 

0.55 

0.83 


Napapara 

0806001100933900 

1.041 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.882 

0.04 

0.070 

0.07 

0.01 

0.00 

0.00 

0.00 

0.06 

0.04 

0.25 

0.007 

0.47 

0.65 


Narnol Kalan 

0806001100938100 

3.274 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.004 

-1.02 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Narnol Khurd 

0806001100937000 

1.391 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.014 

-0.56 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Natoj 

0806001200949400 

3.847 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.456 

0.33 

0.070 

0.48 

0.07 

0.00 

0.00 

0.00 

0.49 

0.36 

1.90 

0.026 

0.48 

0.67 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.017 

0.33 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nithari 

0806001100936700 

3.047 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.888 

-0.54 

0.070 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.37 

0.022 

0.53 

0.66 


Nooniya 

0806001200947600 

3.804 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.748 

-0.06 

0.070 

0.27 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

1.06 

0.028 

0.53 

0.75 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.055 

-0.06 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Noorpur 

0806001200945200 

3.334 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.882 

0.68 

0.070 

0.14 

0.02 

0.00 

0.00 

0.00 

0.26 

0.18 

0.54 

0.022 

0.46 

0.67 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.452 

0.68 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.003 

0.07 

0.11 


Pahari 

0806001200944300 

1.689 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.107 

0.87 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.001 

0.03 

0.05 


Paota 

0806001200944800 

2.986 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.502 

1.01 

0.070 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.09 

0.004 

0.09 

0.13 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.484 

1.01 

0.070 

0.05 

0.01 

0.00 

0.00 

0.00 

0.22 

0.15 

0.19 

0.019 

0.44 

0.64 


Patakpur 

0806001100930800 

1.374 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.202 

0.75 

0.070 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.12 

0.009 

0.48 

0.72 


Raipur 

0806001100931000 

1.984 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.165 

1.14 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.001 

0.05 

0.07 


Ranoli 

0806001200944600 

2.275 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.502 

1.60 

0.070 

0.05 

0.01 

0.00 

0.00 

0.00 

0.21 

0.14 

0.19 

0.011 

0.35 

0.51 


Reenjhwas 

0806001200948600 

5.621 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.871 

-0.52 

0.070 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.56 

0.037 

0.49 

0.57 


Roneeja Than 

0806001200948900 

5.504 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.067 

-0.10 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.01 

0.01 


Roopbas Thekri 

0806001100930700 

1.523 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.513 

0.83 

0.070 

0.10 

0.02 

0.00 

0.00 

0.00 

0.17 

0.11 

0.40 

0.011 

0.54 

0.82 


Sahari 

0806001200946100 

2.874 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.846 

-0.01 

0.070 

0.12 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.021 

0.54 

0.76 


Sajanpara 

0806001200948500 

2.825 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.825 

-0.14 

0.070 

0.12 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.021 

0.56 

0.67 


Salempur 

0806001200944700 

2.293 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.138 

0.78 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.001 

0.03 

0.05 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.155 

0.78 

0.070 

0.05 

0.01 

0.00 

0.00 

0.00 

0.16 

0.11 

0.17 

0.016 

0.50 

0.72 


Salwari 

0806001200950400 

6.292 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.879 

0.96 

0.070 

0.11 

0.02 

0.00 

0.00 

0.00 

0.15 

0.12 

0.43 

0.007 

0.08 

0.09 


Santokpur 

0806001100936800 

1.770 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.583 

-0.54 

0.070 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.012 

0.50 

0.61 


Shekhpura 

0806001200946700 

2.014 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.014 

0.54 

0.070 

0.12 

0.02 

0.00 

0.00 

0.00 

0.18 

0.12 

0.44 

0.015 

0.53 

0.76 


Sonkhari 

0806001200949700 

9.868 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.735 

1.19 

0.070 

0.34 

0.05 

0.00 

0.00 

0.00 

0.52 

0.39 

1.32 

0.021 

0.15 

0.20 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.004 

1.19 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sundana 

0806001200946500 

6.327 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.075 

-0.03 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

6.251 

-0.03 

0.070 

0.15 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.52 

0.047 

0.53 

0.76 


Tasai 

0806001200940900 

20.581 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.351 

0.75 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.003 

0.01 

0.01 


Teentpur 

0806001100933600 

1.761 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.390 

0.37 

0.070 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.07 

0.010 

0.43 

0.63 


Tilakpur 

0806001100936200 

2.383 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.003 

-1.20 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Titpuri 

0806001200944500 

4.899 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.770 

1.62 

0.070 

0.19 

0.03 

0.00 

0.00 

0.00 

0.36 

0.25 

0.76 

0.013 

0.19 

0.28 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.160 

1.62 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.001 

0.02 

0.03 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Khera Mangal Singh 

0806001100938400 

0.18 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.001 

0.008 

0.102 

1,259.50 

Over Exploited 

Khera Meda 

0806001200946600 

0.12 

0.29 

(65.94) 

0.24 

0.02 

0.26 

0.07 

0.60 

0.04 

0.0500 

- 

- 

0.003 

0.053 

0.091 

0.348 

0.017 

0.331 

0.457 

138.01 

Over Exploited 

Khera Sarangpuri 

0806001100934200 

0.12 

0.15 

- 

0.15 

0.01 

0.16 

0.06 

0.51 

0.02 

0.0300 

- 

- 

- 

0.030 

0.049 

0.211 

0.021 

0.190 

0.268 

140.90 

Over Exploited 

Khera Tarf Bahtoo 

0806001200946400 

0.12 

0.11 

- 

0.11 

0.01 

0.12 

0.07 

0.59 

0.01 

0.0400 

- 

- 

- 

0.040 

0.054 

0.178 

0.018 

0.160 

0.403 

251.03 

Over Exploited 



0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kherli Tarf Nooniya 

0806001200947700 

0.12 

0.20 

- 

0.20 

0.07 

0.27 

0.07 

0.61 

0.03 

0.2100 

- 

- 

0.002 

0.212 

0.238 

0.510 

0.051 

0.459 

1.924 

419.30 

Over Exploited 

Kherli Tarf Rela 

0806001200943500 

0.12 

0.02 

144.27 

0.02 

0.01 

0.03 

0.02 

0.22 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.050 

0.003 

0.048 

0.178 

372.55 

Over Exploited 

Khoh 

0806001100934000 

0.12 

0.11 

- 

0.11 

0.01 

0.12 

0.05 

0.49 

0.01 

0.0300 

- 

- 

- 

0.030 

0.044 

0.166 

0.017 

0.150 

0.351 

234.53 

Over Exploited 

Khudiyana 

0806001100926900 

0.18 

0.03 

94.16 

0.04 

0.01 

0.05 

0.02 

0.15 

0.00 

0.0300 

- 

- 

0.001 

0.031 

0.035 

0.087 

0.004 

0.083 

0.282 

340.09 

Over Exploited 

Kot 

0811000201361500 

0.15 

0.03 

- 

0.03 

0.04 

0.07 

0.01 

0.12 

0.00 

0.0100 

- 

- 

0.057 

0.067 

0.071 

0.136 

0.014 

0.123 

0.292 

237.74 

Over Exploited 

Lathki 

0806001200947500 

0.12 

0.00 

693.93 

0.00 

0.01 

0.01 

0.01 

0.06 

0.00 

0.0200 

- 

- 

- 

0.020 

0.020 

0.034 

0.002 

0.033 

0.155 

473.01 

Over Exploited 



0.12 

0.23 

(37.14) 

0.18 

0.02 

0.20 

0.06 

0.54 

0.03 

0.0700 

- 

- 

- 

0.070 

0.099 

0.301 

0.015 

0.286 

0.625 

218.84 

Over Exploited 

Lidpuri 

0806001200948800 

0.12 

0.12 

- 

0.12 

0.00 

0.12 

0.07 

0.62 

0.01 

0.0100 

- 

- 

0.000 

0.010 

0.025 

0.147 

0.015 

0.132 

0.338 

256.06 

Over Exploited 

Makkhan Ka Nagla 

0806001200949600 

0.12 

0.06 

268.67 

0.07 

0.03 

0.10 

0.04 

0.34 

0.01 

0.0800 

- 

- 

- 

0.080 

0.087 

0.191 

0.010 

0.182 

0.747 

411.22 

Over Exploited 



0.12 

0.00 

1,135.61 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.080 

596.44 

Over Exploited 

Makreta 

0806001100930900 

0.12 

0.10 

81,142.17 

0.12 

0.01 

0.13 

0.05 

0.47 

0.01 

0.0400 

- 

- 

- 

0.040 

0.052 

0.179 

0.009 

0.170 

0.411 

242.13 

Over Exploited 

Manakpur 

0806001100936900 

0.12 

0.17 

- 

0.17 

0.01 

0.18 

0.05 

0.49 

0.02 

0.0200 

- 

- 

- 

0.020 

0.041 

0.221 

0.022 

0.199 

0.457 

230.26 

Over Exploited 

Mangolaki 

0806001200947300 

0.12 

0.08 

205.29 

0.09 

0.04 

0.13 

0.05 

0.42 

0.01 

0.1200 

- 

- 

- 

0.120 

0.130 

0.264 

0.013 

0.251 

1.115 

444.97 

Over Exploited 



0.12 

0.01 

334.90 

0.02 

0.01 

0.03 

0.02 

0.17 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.047 

0.002 

0.045 

0.207 

464.02 

Over Exploited 

Mankhera 

0806001200944000 

0.12 

0.00 

610.00 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.016 

0.001 

0.015 

0.090 

585.55 

Over Exploited 

Manya Ka Bas 

0806001200949000 

0.12 

0.01 

231.96 

0.01 

0.01 

0.02 

0.02 

0.18 

0.00 

0.0200 

- 

- 

0.000 

0.020 

0.022 

0.046 

0.002 

0.044 

0.199 

452.77 

Over Exploited 

Mundjori 

0806001100934400 

0.18 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.015 

2,239.23 

Over Exploited 

Nahar Khohra 

0806001100933700 

0.12 

0.15 

27,104.05 

0.14 

0.03 

0.17 

0.06 

0.53 

0.02 

0.0800 

- 

- 

- 

0.080 

0.099 

0.265 

0.013 

0.252 

0.757 

300.24 

Over Exploited 

Nangal Meo 

0811000201361200 

0.15 

0.20 

- 

0.20 

- 

0.20 

0.06 

0.60 

0.02 

0.0100 

- 

- 

- 

0.010 

0.034 

0.233 

0.023 

0.210 

0.366 

174.44 

Over Exploited 

Nangal Roopa 

0806001100933800 

0.12 

0.25 

(63.28) 

0.20 

0.02 

0.22 

0.07 

0.61 

0.03 

0.0600 

- 

- 

0.001 

0.061 

0.092 

0.310 

0.015 

0.294 

0.568 

193.26 

Over Exploited 

Nangla Bas Guman 

0806001100934100 

0.12 

0.08 

- 

0.08 

0.01 

0.09 

0.07 

0.62 

0.01 

0.0300 

- 

- 

- 

0.030 

0.040 

0.131 

0.013 

0.117 

0.232 

197.68 

Over Exploited 

Nangla Jadoo 

0806001200949500 

0.12 

0.08 

200.70 

0.09 

0.05 

0.14 

0.07 

0.61 

0.01 

0.1400 

- 

- 

0.000 

0.140 

0.149 

0.290 

0.014 

0.275 

1.219 

442.41 

Over Exploited 

Nangla Keshariya 

0806001200947000 

0.12 

0.00 

8,804.07 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nangla Khooba 

0806001200947200 

0.12 

0.06 

251.45 

0.07 

0.03 

0.10 

0.04 

0.40 

0.01 

0.0900 

- 

- 

0.001 

0.091 

0.098 

0.198 

0.010 

0.188 

0.766 

407.24 

Over Exploited 

Nangla Sitaram 

0806001200947400 

0.12 

0.00 

15,683.04 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.09 

34.09 

0.11 

0.01 

0.12 

0.06 

0.56 

0.01 

0.0400 

- 

- 

- 

0.040 

0.052 

0.171 

0.009 

0.162 

0.385 

237.85 

Over Exploited 

Nangli Bhawana 

0806001200945500 

0.12 

0.07 

(74.90) 

0.06 

0.00 

0.06 

0.07 

0.61 

0.01 

- 

- 

- 

0.001 

0.001 

0.010 

0.068 

0.003 

0.065 

0.008 

12.95 

Safe 

Nangli Tarf Toda 

0806001200945800 

0.12 

0.05 

71.79 

0.06 

0.02 

0.08 

0.07 

0.62 

0.01 

0.0500 

- 

- 

0.001 

0.051 

0.057 

0.136 

0.007 

0.129 

0.438 

338.60 

Over Exploited 

Napapara 

0806001100933900 

0.12 

0.05 

(109.09) 

0.04 

0.01 

0.05 

0.06 

0.52 

0.01 

0.0300 

- 

- 

- 

0.030 

0.036 

0.091 

0.005 

0.086 

0.259 

300.04 

Over Exploited 

Narnol Kalan 

0806001100938100 

0.18 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Narnol Khurd 

0806001100937000 

0.18 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Natoj 

0806001200949400 

0.12 

0.20 

76.75 

0.24 

0.07 

0.31 

0.06 

0.54 

0.03 

0.2100 

- 

- 

- 

0.210 

0.235 

0.546 

0.027 

0.519 

1.927 

371.38 

Over Exploited 



0.12 

0.00 

5,735.87 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nithari 

0806001100936700 

0.12 

0.18 

- 

0.18 

- 

0.18 

0.06 

0.59 

0.02 

0.0100 

- 

- 

- 

0.010 

0.032 

0.211 

0.021 

0.190 

0.389 

204.94 

Over Exploited 

Nooniya 

0806001200947600 

0.12 

0.24 

- 

0.24 

0.04 

0.28 

0.07 

0.59 

0.03 

0.1200 

- 

- 

- 

0.120 

0.150 

0.427 

0.043 

0.385 

1.086 

282.47 

Over Exploited 



0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.010 

19,872.89 

Over Exploited 

Noorpur 

0806001200945200 

0.12 

0.16 

10.84 

0.18 

0.02 

0.20 

0.06 

0.52 

0.02 

0.0600 

- 

- 

- 

0.060 

0.080 

0.277 

0.014 

0.263 

0.562 

213.26 

Over Exploited 



0.12 

0.00 

452.67 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.041 

835.80 

Over Exploited 

Pahari 

0806001200944300 

0.12 

0.00 

2,570.05 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.044 

8,055.28 

Over Exploited 

Paota 

0806001200944800 

0.12 

0.01 

612.41 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.017 

0.001 

0.016 

0.090 

552.49 

Over Exploited 



0.12 

0.13 

13.00 

0.15 

0.01 

0.16 

0.06 

0.50 

0.02 

0.0200 

- 

- 

- 

0.020 

0.037 

0.195 

0.010 

0.185 

0.211 

113.84 

Over Exploited 

Patakpur 

0806001100930800 

0.12 

0.07 

21,724.79 

0.06 

- 

0.06 

0.06 

0.54 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.080 

0.004 

0.076 

0.132 

173.41 

Over Exploited 

Raipur 

0806001100931000 

0.18 

0.00 

5,791.92 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.027 

2,275.48 

Over Exploited 

Ranoli 

0806001200944600 

0.12 

0.06 

125.64 

0.08 

0.01 

0.09 

0.05 

0.40 

0.01 

0.0200 

- 

- 

0.000 

0.020 

0.028 

0.115 

0.006 

0.109 

0.205 

188.48 

Over Exploited 

Reenjhwas 

0806001200948600 

0.12 

0.28 

- 

0.28 

0.01 

0.29 

0.06 

0.54 

0.03 

0.0200 

- 

- 

- 

0.020 

0.053 

0.340 

0.034 

0.306 

0.599 

195.81 

Over Exploited 

Roneeja Than 

0806001200948900 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.023 

40,873.01 

Over Exploited 

Roopbas Thekri 

0806001100930700 

0.12 

0.10 

12.26 

0.11 

0.02 

0.13 

0.07 

0.61 

0.01 

0.0500 

- 

- 

- 

0.050 

0.063 

0.193 

0.010 

0.184 

0.414 

225.75 

Over Exploited 

Sahari 

0806001200946100 

0.12 

0.18 

- 

0.18 

0.02 

0.20 

0.07 

0.61 

0.02 

0.0500 

- 

- 

- 

0.050 

0.073 

0.277 

0.028 

0.249 

0.453 

182.06 

Over Exploited 

Sajanpara 

0806001200948500 

0.12 

0.19 

- 

0.19 

0.02 

0.21 

0.07 

0.62 

0.02 

0.0500 

- 

- 

0.000 

0.050 

0.073 

0.282 

0.028 

0.254 

0.453 

178.74 

Over Exploited 

Salempur 

0806001200944700 

0.12 

0.00 

2,186.42 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.023 

3,449.48 

Over Exploited 



0.12 

0.13 

(15.92) 

0.11 

0.01 

0.12 

0.06 

0.56 

0.02 

0.0200 

- 

- 

- 

0.020 

0.037 

0.155 

0.008 

0.147 

0.189 

128.73 

Over Exploited 

Salwari 

0806001200950400 

0.12 

0.01 

1,408.81 

0.01 

0.02 

0.03 

0.01 

0.09 

0.00 

0.0500 

- 

- 

- 

0.050 

0.051 

0.081 

0.004 

0.077 

0.439 

571.37 

Over Exploited 

Santokpur 

0806001100936800 

0.12 

0.09 

- 

0.09 

0.01 

0.10 

0.06 

0.56 

0.01 

0.0200 

- 

- 

- 

0.020 

0.031 

0.133 

0.013 

0.119 

0.444 

371.66 

Over Exploited 

Shekhpura 

0806001200946700 

0.12 

0.13 

(5.24) 

0.12 

0.02 

0.14 

0.07 

0.60 

0.02 

0.0500 

- 

- 

0.001 

0.051 

0.067 

0.209 

0.010 

0.198 

0.457 

230.50 

Over Exploited 

Sonkhari 

0806001200949700 

0.12 

0.05 

688.16 

0.06 

0.05 

0.11 

0.02 

0.17 

0.01 

0.1500 

- 

- 

- 

0.150 

0.156 

0.266 

0.013 

0.252 

1.339 

530.38 

Over Exploited 



0.12 

0.00 

210,896.67 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sundana 

0806001200946500 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.023 

38,896.14 

Over Exploited 



0.12 

0.39 

- 

0.39 

0.02 

0.41 

0.07 

0.59 

0.05 

0.0600 

- 

- 

- 

0.060 

0.110 

0.525 

0.052 

0.472 

0.565 

119.65 

Over Exploited 

Tasai 

0806001200940900 

0.12 

0.00 

5,151.05 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.046 

9,438.63 

Over Exploited 

Teentpur 

0806001100933600 

0.12 

0.06 

130.32 

0.05 

- 

0.05 

0.05 

0.49 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.063 

0.003 

0.060 

0.082 

138.30 

Over Exploited 

Tilakpur 

0806001100936200 

0.18 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Titpuri 

0806001200944500 

0.12 

0.04 

512.22 

0.05 

0.03 

0.08 

0.02 

0.22 

0.01 

0.0900 

- 

- 

- 

0.090 

0.095 

0.174 

0.009 

0.165 

0.769 

465.41 

Over Exploited 



0.12 

0.00 

5,736.42 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.030 

7,198.33 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Toda 

080600110093060C 

6.396 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.105 

1.07 

0.070 

0.30 

0.04 

0.00 

0.00 

0.00 

0.57 

0.37 

1.14 

0.031 

0.35 

0.55 


Uksi 

0806001100936400 

4.417 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.173 

-0.37 

0.070 

0.12 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.44 

0.031 

0.52 

0.69 

03001010 

Ahmadpur 

0806001000916200 

1.375 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.237 

-1.39 

0.080 

0.06 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.006 

0.53 

0.53 







Non-command 

Slate 

0.102 

-1.39 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.04 

0.04 


Akhaigarh 

0807000501013100 

2.836 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.047 

1.72 

0.100 

0.12 

0.02 

0.00 

0.00 

0.00 

0.45 

0.36 

0.45 

0.015 

0.41 

0.50 


Akoda 

0806001000919300 

4.073 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.324 

-0.97 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.002 

0.05 

0.04 







Non-command 

Slate 

0.428 

-0.97 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.002 

0.06 

0.05 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.118 

-0.97 

0.080 

0.09 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.015 

0.44 

0.40 


Amarpur 

0806001100938500 

4.695 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.164 

-0.97 

0.090 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.024 

0.38 

0.37 


Amarpura 

0806001000917000 

0.631 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.597 

-1.49 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.003 

0.55 

0.55 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.034 

-1.49 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.03 


Antapara 

0806001100937800 

2.563 

Fresh 

Non-command 

Non-command 

Slate 

0.006 

-0.44 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Babekhar 

0807000801052700 

4.422 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.003 

0.90 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Badangarhi 

0806001200949900 

3.305 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.293 

1.48 

0.070 

0.21 

0.03 

0.00 

0.00 

0.00 

0.52 

0.41 

0.80 

0.025 

0.55 

0.70 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.003 

1.48 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bahadkho Kalan 

0806001000918300 

6.557 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.489 

-0.59 

0.080 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.64 

0.027 

0.48 

0.52 







Non-command 

Slate 

0.010 

-0.59 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bahadkho Khurd 

0806001000918400 

2.378 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.998 

-0.46 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.010 

0.48 

0.53 







Non-command 

Slate 

0.000 

-0.46 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bahadurpur 

0806001000919000 

3.937 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.142 

-1.23 

0.080 

0.19 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.73 

0.015 

0.46 

0.44 







Non-command 

Slate 

0.541 

-1.23 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.003 

0.08 

0.08 


Bahar Khoh 

0811000201367000 

5.292 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.461 

0.11 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.004 

0.05 

0.05 


Bajoli 

0806001000916900 

2.589 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.589 

-1.69 

0.080 

0.06 

0.01 

0.00 

0.00 

0.03 

0.00 

0.00 

0.22 

0.013 

0.58 

0.58 


Banawar 

0811000201360900 

5.578 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.773 

-0.68 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.030 

0.38 

0.39 


Bandanpura 

0811000201364500 

0.829 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.829 

-1.52 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.007 

0.56 

0.44 


Baori Khera 

0811000101359800 

4.146 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.323 

-0.93 

0.100 

0.08 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.026 

0.46 

0.40 







Non-command 

Younger Alluvium 

0.823 

-0.93 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.006 

0.11 

0.10 


Barh Makroda 

0806001000914200 

1.374 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.179 

-0.88 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.07 

0.08 


Baswa 

0811000101342800 

18.706 

Fresh 

Non-command 

Non-command 

Quartzite 

0.049 

1.92 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 


Beekroo 

0807000501013200 

4.890 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.146 

2.26 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.001 

0.02 

0.02 


Beerasna 

0811000201364200 

1.672 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.989 

-2.99 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.008 

0.33 

0.26 


Bhajera 

0806001000917100 

1.884 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.129 

-1.06 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.04 

0.04 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.755 

-1.06 

0.080 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.008 

0.54 

0.53 


Bhandpura 

0811000201362200 

0.617 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.617 

-1.07 

0.100 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.69 

0.005 

0.57 

0.50 


Bhedoli 

0806001000913000 

2.498 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.007 

-0.22 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bheekhaheri 

0806001100938700 

4.006 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.353 

-1.10 

0.090 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.010 

0.19 

0.18 







Non-command 

Slate 

2.652 

-1.10 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.020 

0.38 

0.35 


Bheetoli 

0806001000917500 

1.198 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.198 

-0.90 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.006 

0.58 

0.55 


Bhooda 

0806001000919400 

6.239 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.911 

-1.11 

0.080 

0.21 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.84 

0.019 

0.36 

0.31 







Non-command 

Younger Alluvium 

0.031 

-1.11 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Slate 

0.784 

-1.11 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.004 

0.07 

0.06 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.233 

-1.11 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.006 

0.11 

0.10 


Bhuleri 

0806001000915400 

4.088 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.815 

0.08 

0.080 

0.16 

0.01 

0.00 

0.00 

0.00 

0.16 

0.15 

0.63 

0.009 

0.26 

0.27 







Non-command 

Quartzite 

0.281 

0.08 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.08 

0.001 

0.04 

0.04 







Non-command 

Slate 

1.149 

0.08 

0.020 

0.09 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.33 

0.006 

0.16 

0.17 


Biwai 

0811000101354400 

4.399 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.052 

-0.37 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.008 

0.14 

0.14 


Buchpuri 

0806001000914400 

5.810 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.708 

0.25 

0.080 

0.19 

0.01 

0.00 

0.00 

0.00 

0.28 

0.25 

0.72 

0.023 

0.46 

0.51 







Non-command 

Quartzite 

0.309 

0.25 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.001 

0.03 

0.03 


Chak Biwai 

0811000101354600 

2.630 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.205 

-0.53 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.017 

0.50 

0.48 


Chamaron Ka Bas 

0811000101360000 

2.641 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.641 

-0.93 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.005 

0.14 

0.12 


Chandpura 

0806001000918600 

3.335 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.422 

-0.79 

0.080 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.012 

0.41 

0.43 







Non-command 

Slate 

0.452 

-0.79 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.002 

0.08 

0.08 


Chanpawas 

0811000101357800 

1.496 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.332 

-0.99 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.003 

0.13 

0.12 


Cheemapura 

0806001000916800 

1.751 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.432 

-1.27 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.002 

0.14 

0.14 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.319 

-1.27 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.006 

0.44 

0.43 


Dagdaga 

0806001000915900 

9.932 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.406 

-0.47 

0.080 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.37 

0.021 

0.26 

0.26 







Non-command 

Slate 

1.285 

-0.47 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.006 

0.08 

0.07 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.934 

-0.47 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.019 

0.23 

0.23 


Dahari Dantwara 

0806001200950600 

2.091 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.774 

0.97 

0.070 

0.14 

0.02 

0.00 

0.00 

0.00 

0.17 

0.15 

0.54 

0.006 

0.21 

0.23 


Dallapura 

0811000201364000 

1.413 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.413 

-0.81 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.011 

0.56 

0.44 


Danpur 

0806001000918900 

5.000 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.221 

-1.46 

0.080 

0.15 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.58 

0.020 

0.48 

0.48 







Non-command 

Slate 

0.468 

-1.46 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.002 

0.05 

0.05 


Dantiya 

0806001200950500 

5.241 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.115 

1.39 

0.070 

0.30 

0.04 

0.00 

0.00 

0.00 

0.47 

0.40 

1.17 

0.016 

0.23 

0.26 


Daroda 

0806001200947100 

3.170 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.538 

1.23 

0.070 

0.10 

0.02 

0.00 

0.00 

0.00 

0.13 

0.09 

0.41 

0.004 

0.09 

0.13 


Daulat Pura 

0811000201361300 

1.654 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.001 

0.04 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Deeppura Ghati 

0811000101342600 

2.641 

Fresh 

Non-command 

Non-command 

Quartzite 

0.011 

2.05 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dera 

0806001000915200 

5.447 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.404 

-1.71 

0.080 

0.18 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.70 

0.021 

0.47 

0.49 







Non-command 

Slate 

1.043 

-1.71 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.005 

0.11 

0.12 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Toda 

0806001100930600 

0.12 

0.17 

110.85 

0.21 

0.04 

0.25 

0.04 

0.40 

0.02 

0.2100 

- 

- 

- 

0.210 

0.232 

0.481 

0.024 

0.457 

1.175 

257.22 

Over Exploited 

Uksi 

0806001100936400 

0.12 

0.26 

- 

0.26 

0.02 

0.28 

0.06 

0.59 

0.03 

0.0500 

- 

- 

- 

0.050 

0.082 

0.364 

0.036 

0.328 

0.470 

143.55 

Over Exploited 

Ahmadpur 

0806001000916200 

0.15 

0.10 

- 

0.10 

0.01 

0.11 

0.06 

0.58 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.138 

0.014 

0.124 

0.258 

208.39 

Over Exploited 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.019 

12,161.53 

Over Exploited 

Akhaigarh 

0807000501013100 

0.20 

0.17 

119.59 

0.20 

0.02 

0.22 

0.05 

0.45 

0.02 

0.0500 

- 

- 

0.004 

0.054 

0.073 

0.294 

0.015 

0.280 

0.461 

164.94 

Over Exploited 

Akoda 

0806001000919300 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.050 

2,236.52 

Over Exploited 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.050 

5,360.31 

Over Exploited 



0.15 

0.20 

- 

0.20 

0.01 

0.21 

0.05 

0.49 

0.02 

0.0100 

- 

- 

- 

0.010 

0.034 

0.248 

0.025 

0.223 

0.365 

163.46 

Over Exploited 

Amarpur 

0806001100938500 

0.18 

0.20 

- 

0.20 

- 

0.20 

0.04 

0.43 

0.02 

0.0100 

- 

- 

- 

0.010 

0.034 

0.239 

0.024 

0.215 

0.300 

139.70 

Over Exploited 

Amarpura 

0806001000917000 

0.15 

0.05 

- 

0.05 

- 

0.05 

0.06 

0.61 

0.01 

- 

- 

- 

- 

- 

0.005 

0.055 

0.005 

0.049 

0.027 

54.47 

Safe 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Antapara 

0806001100937800 

0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Babekhar 

0807000801052700 

0.24 

0.00 

115,703.19 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Badangarhi 

0806001200949900 

0.12 

0.22 

89.14 

0.26 

0.03 

0.29 

0.06 

0.62 

0.03 

0.0900 

- 

- 

- 

0.090 

0.115 

0.408 

0.020 

0.388 

0.824 

212.41 

Over Exploited 



0.12 

0.00 

125,247.13 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bahadkho Kalan 

0806001000918300 

0.15 

0.39 

- 

0.39 

0.01 

0.40 

0.06 

0.53 

0.05 

0.0200 

- 

- 

- 

0.020 

0.066 

0.470 

0.047 

0.423 

0.670 

158.22 

Over Exploited 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bahadkho Khurd 

0806001000918400 

0.15 

0.14 

- 

0.14 

- 

0.14 

0.06 

0.54 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.171 

0.017 

0.154 

0.231 

150.12 

Over Exploited 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bahadurpur 

0806001000919000 

0.15 

0.22 

- 

0.22 

0.03 

0.25 

0.05 

0.51 

0.02 

0.0800 

- 

- 

- 

0.080 

0.105 

0.350 

0.035 

0.315 

0.747 

237.01 

Over Exploited 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.111 

1,033.01 

Over Exploited 

Bahar Khoh 

0811000201367000 

0.15 

0.00 

2,026.43 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.014 

366.59 

Over Exploited 

Bajoli 

0806001000916900 

0.15 

0.23 

- 

0.23 

0.04 

0.27 

0.06 

0.65 

0.03 

0.0200 

- 

- 

0.049 

0.069 

0.094 

0.362 

0.036 

0.326 

0.229 

70.07 

Semi Critical 

Banawar 

0811000201360900 

0.15 

0.22 

- 

0.22 

- 

0.22 

0.05 

0.43 

0.03 

0.0100 

- 

- 

- 

0.010 

0.035 

0.251 

0.025 

0.225 

0.270 

119.70 

Over Exploited 

Bandanpura 

0811000201364500 

0.15 

0.07 

- 

0.07 

0.00 

0.07 

0.07 

0.63 

0.01 

0.0100 

- 

- 

0.001 

0.011 

0.019 

0.090 

0.009 

0.081 

0.141 

174.19 

Over Exploited 

Baori Khera 

0811000101359800 

0.20 

0.30 

- 

0.30 

0.01 

0.31 

0.05 

0.51 

0.04 

0.0100 

- 

- 

0.000 

0.010 

0.045 

0.360 

0.036 

0.324 

0.312 

96.34 

Critical 



0.22 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.13 

0.00 

- 

- 

- 

- 

- 

0.002 

0.023 

0.002 

0.021 

0.072 

351.45 

Over Exploited 

Barh Makroda 

0806001000914200 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.013 

639.95 

Over Exploited 

Baswa 

0811000101342800 

0.08 

0.00 

364,435.70 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

######### 

Over Exploited 

Beekroo 

0807000501013200 

0.20 

0.00 

5,456.18 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.015 

2,657.03 

Over Exploited 

Beerasna 

0811000201364200 

0.15 

0.05 

- 

0.05 

0.00 

0.05 

0.04 

0.37 

0.01 

0.0100 

- 

- 

0.000 

0.010 

0.016 

0.065 

0.007 

0.059 

0.152 

257.82 

Over Exploited 

Bhajera 

0806001000917100 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.025 

3,197.84 

Over Exploited 



0.15 

0.14 

- 

0.14 

0.01 

0.15 

0.06 

0.60 

0.02 

0.0100 

- 

- 

- 

0.010 

0.026 

0.179 

0.018 

0.161 

0.184 

114.60 

Over Exploited 

Bhandpura 

0811000201362200 

0.15 

0.05 

- 

0.05 

0.01 

0.06 

0.07 

0.63 

0.01 

0.0300 

- 

- 

0.000 

0.030 

0.037 

0.099 

0.010 

0.089 

0.696 

781.03 

Over Exploited 

Bhedoli 

0806001000913000 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bheekhaheri 

0806001100938700 

0.18 

0.05 

- 

0.05 

- 

0.05 

0.02 

0.21 

0.01 

- 

- 

- 

- 

- 

0.005 

0.052 

0.005 

0.047 

0.137 

291.81 

Over Exploited 



0.04 

0.04 

- 

0.04 

- 

0.04 

0.04 

0.42 

0.00 

0.0100 

- 

- 

- 

0.010 

0.015 

0.055 

0.005 

0.049 

0.169 

343.95 

Over Exploited 

Bheetoli 

0806001000917500 

0.15 

0.10 

- 

0.10 

- 

0.10 

0.07 

0.64 

0.01 

- 

- 

- 

- 

- 

0.012 

0.115 

0.012 

0.104 

0.062 

59.51 

Safe 

Bhooda 

0806001000919400 

0.15 

0.21 

- 

0.21 

0.01 

0.22 

0.04 

0.40 

0.02 

0.0300 

- 

- 

- 

0.030 

0.054 

0.270 

0.027 

0.243 

0.854 

351.45 

Over Exploited 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.011 

0.143 

1,268.90 

Over Exploited 



0.15 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.13 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.033 

0.003 

0.030 

0.188 

629.39 

Over Exploited 

Bhuleri 

0806001000915400 

0.15 

0.07 

120.16 

0.08 

0.01 

0.09 

0.03 

0.29 

0.01 

0.0200 

- 

- 

- 

0.020 

0.028 

0.122 

0.006 

0.116 

0.643 

555.62 

Over Exploited 



0.06 

0.00 

2,811.45 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.080 

9,631.88 

Over Exploited 



0.04 

0.01 

1,072.35 

0.01 

- 

0.01 

0.02 

0.18 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.020 

0.001 

0.019 

0.340 

1,804.42 

Over Exploited 

Biwai 

0811000101354400 

0.20 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.030 

0.003 

0.027 

0.048 

179.49 

Over Exploited 

Buchpuri 

0806001000914400 

0.15 

0.33 

(23.08) 

0.26 

0.01 

0.27 

0.05 

0.51 

0.04 

0.0300 

- 

- 

- 

0.030 

0.067 

0.338 

0.017 

0.321 

0.738 

229.92 

Over Exploited 



0.06 

0.00 

1,771.99 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.042 

6,072.26 

Over Exploited 

Chak Biwai 

0811000101354600 

0.20 

0.22 

- 

0.22 

- 

0.22 

0.05 

0.55 

- 

- 

- 

- 

- 

- 

- 

0.219 

0.022 

0.197 

0.053 

27.04 

Safe 

Chamaron Ka Bas 

0811000101360000 

0.22 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.16 

0.00 

- 

- 

- 

- 

- 

0.002 

0.022 

0.002 

0.020 

0.035 

178.11 

Over Exploited 

Chandpura 

0806001000918600 

0.15 

0.15 

- 

0.15 

0.01 

0.16 

0.05 

0.46 

0.02 

0.0200 

- 

- 

- 

0.020 

0.038 

0.198 

0.020 

0.178 

0.461 

258.12 

Over Exploited 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.060 

4,632.13 

Over Exploited 

Chanpawas 

0811000101357800 

0.20 

0.01 

- 

0.01 

0.00 

0.01 

0.01 

0.14 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.009 

0.001 

0.008 

0.026 

323.98 

Over Exploited 

Cheemapura 

0806001000916800 

0.15 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.16 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.009 

0.038 

408.38 

Over Exploited 



0.15 

0.09 

- 

0.09 

- 

0.09 

0.05 

0.49 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.107 

0.011 

0.096 

0.098 

102.45 

Over Exploited 

Dagdaga 

0806001000915900 

0.15 

0.17 

- 

0.17 

- 

0.17 

0.03 

0.29 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.183 

0.018 

0.165 

0.393 

238.47 

Over Exploited 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.092 

2,606.01 

Over Exploited 



0.15 

0.14 

- 

0.14 

- 

0.14 

0.03 

0.26 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.148 

0.015 

0.133 

0.254 

190.55 

Over Exploited 

Dahari Dantwara 

0806001200950600 

0.12 

0.02 

697.63 

0.02 

0.02 

0.04 

0.02 

0.23 

0.00 

0.0600 

- 

- 

- 

0.060 

0.062 

0.105 

0.005 

0.100 

0.546 

544.85 

Over Exploited 

Dallapura 

0811000201364000 

0.15 

0.12 

- 

0.12 

- 

0.12 

0.07 

0.63 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.144 

0.014 

0.129 

0.126 

97.60 

Critical 

Danpur 

0806001000918900 

0.15 

0.31 

- 

0.31 

0.02 

0.33 

0.06 

0.54 

0.04 

0.0700 

- 

- 

- 

0.070 

0.105 

0.432 

0.043 

0.389 

0.598 

153.92 

Over Exploited 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.052 

531.60 

Over Exploited 

Dantiya 

0806001200950500 

0.12 

0.06 

605.51 

0.07 

0.04 

0.11 

0.03 

0.25 

0.01 

0.1300 

- 

- 

0.000 

0.130 

0.137 

0.246 

0.012 

0.234 

1.182 

506.16 

Over Exploited 

Daroda 

0806001200947100 

0.12 

0.01 

1,436.17 

0.01 

0.02 

0.03 

0.01 

0.10 

0.00 

0.0500 

- 

- 

- 

0.050 

0.051 

0.078 

0.004 

0.074 

0.414 

560.16 

Over Exploited 

Daulat Pura 

0811000201361300 

0.15 

0.00 

########## 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

0.25 

Safe 

Deeppura Ghati 

0811000101342600 

0.08 

0.00 

78,184.26 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dera 

0806001000915200 

0.15 

0.31 

- 

0.31 

0.03 

0.34 

0.05 

0.52 

0.03 

0.0800 

- 

- 

0.007 

0.087 

0.122 

0.466 

0.047 

0.420 

0.717 

170.94 

Over Exploited 



0.04 

0.00 

- 

0.00 

0.01 

0.02 

0.01 

0.12 

0.00 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.038 

0.004 

0.034 

0.139 

408.98 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Dhol Khera 

081100020136430C 

3.310 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.045 

-2.45 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.008 

0.18 

0.14 







Non-command 

Younger Alluvium 

0.351 

-2.45 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.003 

0.06 

0.05 


Dholera 

080600100091480C 

2.722 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.157 

-1.70 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.006 

0.24 

0.26 







Non-command 

Slate 

1.558 

-1.70 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.008 

0.33 

0.35 


Dubbi 

081100010135470C 

2.575 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.285 

-0.98 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.010 

0.29 

0.28 


Dughati 

0806001200951300 

2.859 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.402 

0.49 

0.070 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.07 

0.018 

0.47 

0.50 


Edalpur 

0811000201361800 

2.259 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.036 

-0.95 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.016 

0.51 

0.49 


Gadhmadya Ki Dhani 

0811000101359700 

1.149 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.149 

-0.91 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.009 

0.57 

0.52 


Gala Khera 

0806001200950300 

2.828 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.300 

1.55 

0.070 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.13 

0.002 

0.06 

0.07 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.528 

1.55 

0.070 

0.12 

0.02 

0.00 

0.00 

0.00 

0.38 

0.31 

0.45 

0.019 

0.50 

0.61 


Garh Himmat Singh 

0811000201362100 

2.530 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.530 

-0.90 

0.100 

0.17 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.67 

0.020 

0.56 

0.51 


Garhi Sawairam 

0806001000918500 

8.269 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.507 

-0.47 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.002 

0.03 

0.04 







Non-command 

Slate 

0.542 

-0.47 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.003 

0.04 

0.04 


Garoo 

0806001200949800 

11.461 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.896 

1.47 

0.070 

0.41 

0.06 

0.00 

0.00 

0.00 

0.85 

0.66 

1.58 

0.037 

0.24 

0.31 


Ghosrana 

0806001200949100 

4.337 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.781 

0.54 

0.070 

0.20 

0.03 

0.00 

0.00 

0.00 

0.31 

0.27 

0.76 

0.029 

0.49 

0.57 


Gopal Garh 

0811000201362900 

2.777 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.777 

-0.51 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.022 

0.56 

0.47 


Hadoli 

0811000201361000 

2.806 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.004 

-0.62 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Haldena 

0811000201361600 

4.701 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.701 

-0.73 

0.100 

0.22 

0.01 

0.00 

0.00 

0.05 

0.00 

0.00 

0.82 

0.037 

0.56 

0.55 


Haripura 

0811000201363300 

3.024 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.024 

0.36 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.16 

0.18 

0.21 

0.024 

0.56 

0.49 


Hatoj 

0806001000916300 

3.106 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.874 

-1.60 

0.080 

0.06 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.014 

0.54 

0.55 







Non-command 

Slate 

0.201 

-1.60 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.04 

0.04 


Hingota 

0811000101359900 

3.127 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.072 

-0.91 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.01 

0.01 







Non-command 

Younger Alluvium 

1.858 

-0.91 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.42 

0.015 

0.34 

0.30 


Isarpura 

0811000201361100 

1.878 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.005 

-0.59 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ishwana 

0806001000911800 

7.648 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.433 

0.58 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.12 

0.007 

0.11 

0.12 







Non-command 

Quartzite 

0.276 

0.58 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.02 

0.02 


Itoli 

0806001000917700 

4.155 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.315 

-1.03 

0.080 

0.17 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.66 

0.011 

0.32 

0.31 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.840 

-1.03 

0.080 

0.09 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.37 

0.009 

0.25 

0.25 


Jagmalpura 

0806001000915300 

0.893 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.487 

-1.26 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.002 

0.32 

0.33 







Non-command 

Slate 

0.406 

-1.26 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.002 

0.26 

0.27 


Jaisinghpura 

0806001000917300 

1.871 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.871 

-0.91 

0.080 

0.06 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.009 

0.58 

0.55 


Jamdoli 

0806001000915500 

17.615 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.759 

1.03 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.51 

0.53 

0.14 

0.028 

0.19 

0.19 







Non-command 

Quartzite 

1.828 

1.03 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.04 

0.009 

0.06 

0.06 







Non-command 

Slate 

6.073 

1.03 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.17 

0.17 

0.12 

0.029 

0.20 

0.20 


Jaswar 

0807000801051800 

9.619 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.584 

1.25 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.29 

0.26 

0.22 

0.011 

0.09 

0.10 


Jatwara 

0811000201364700 

4.185 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.063 

-1.25 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.032 

0.55 

0.44 







Non-command 

Younger Alluvium 

0.086 

-1.25 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Jhajhi Rampura 

0811000101342700 

5.053 

Fresh 

Non-command 

Non-command 

Quartzite 

0.030 

2.12 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jhankra 

0806001000912900 

4.851 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

-0.35 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kalwari 

0806001200949200 

6.850 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.054 

0.51 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.00 

0.01 


Kalyanpura 

0806001000917200 

2.673 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.673 

-0.95 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.013 

0.58 

0.56 



0806001200951100 

3.143 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.143 

-0.09 

0.070 

0.20 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.76 

0.024 

0.56 

0.56 


Kaneti 

0806001000913100 

2.049 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.014 

-0.35 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Slate 

0.009 

-0.35 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 



0806001200950200 

2.826 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.350 

1.52 

0.070 

0.19 

0.03 

0.00 

0.00 

0.00 

0.30 

0.24 

0.76 

0.010 

0.26 

0.34 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.475 

1.52 

0.070 

0.10 

0.01 

0.00 

0.00 

0.00 

0.25 

0.19 

0.37 

0.011 

0.29 

0.37 



0811000101359500 

1.943 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.256 

-0.94 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.002 

0.08 

0.07 







Non-command 

Younger Alluvium 

0.589 

-0.94 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.005 

0.18 

0.16 


Karanpura 

0806001000917400 

1.244 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.008 

-0.90 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.236 

-0.90 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.006 

0.57 

0.54 


Katahada 

0806001200950900 

2.393 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.393 

-0.56 

0.070 

0.34 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

1.34 

0.018 

0.56 

0.54 


Keelpur 

0806001000916100 

1.680 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.410 

-1.22 

0.080 

0.18 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.70 

0.007 

0.49 

0.49 







Non-command 

Slate 

0.235 

-1.22 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.001 

0.08 

0.08 


Kesra 

0811000201366400 

2.919 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.884 

0.39 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.06 

0.007 

0.17 

0.14 


Kharagpur 

0806001000916400 

2.013 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.013 

-1.67 

0.080 

0.02 

0.00 

0.00 

0.00 

0.02 

0.00 

0.00 

0.07 

0.010 

0.58 

0.58 


Khari Ki Jhonpari 

0811000101360200 

3.102 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.008 

-0.90 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kharkhari Rana 

0806001000914600 

1.507 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.297 

0.02 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.30 

0.006 

0.49 

0.53 







Non-command 

Quartzite 

0.097 

0.02 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.04 

0.04 







Non-command 

Slate 

0.037 

0.02 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.02 


Khera Mangal Singh 

0806001100938400 

8.842 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.280 

-0.65 

0.090 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.61 

0.040 

0.34 

0.35 







Non-command 

Slate 

1.377 

-0.65 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.010 

0.09 

0.09 


Khera Mirzapur 

0806001000916000 

5.457 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.296 

-1.19 

0.080 

0.12 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.44 

0.021 

0.46 

0.46 







Non-command 

Slate 

0.328 

-1.19 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.002 

0.04 

0.04 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.752 

-1.19 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.004 

0.08 

0.08 


Khera Tarf Kalyanpura 

0806001200951000 

2.432 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.432 

-0.18 

0.070 

0.25 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.97 

0.018 

0.56 

0.56 


Kherli (M) 

0806001240609000 

2.823 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.718 

1.88 

0.070 

0.10 

0.00 

0.00 

0.00 

0.00 

0.19 

0.16 

0.07 

0.247 

0.14 

0.17 


Kherli Kalan 

0811000201363200 

1.817 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.817 

-0.04 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.014 

0.56 

0.51 


Kherli Khurd 

0811000201363100 

0.924 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.924 

-0.34 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.007 

0.56 

0.51 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Dhol Khera 

0811000201364300 

0.15 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.20 

0.00 

- 

- 

- 

- 

- 

0.003 

0.031 

0.003 

0.028 

0.114 

406.80 

Over Exploited 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.004 

0.046 

1,085.52 

Over Exploited 

Dholera 

0806001000914800 

0.15 

0.04 

- 

0.04 

- 

0.04 

0.03 

0.27 

0.00 

0.0100 

- 

- 

- 

0.010 

0.015 

0.057 

0.006 

0.051 

0.109 

210.93 

Over Exploited 



0.04 

0.02 

- 

0.02 

- 

0.02 

0.04 

0.37 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.033 

0.003 

0.030 

0.102 

343.74 

Over Exploited 

Dubbi 

0811000101354700 

0.20 

0.08 

- 

0.08 

0.00 

0.08 

0.03 

0.33 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.076 

0.008 

0.068 

0.088 

129.23 

Over Exploited 

Dughati 

0806001200951300 

0.12 

0.14 

(28.07) 

0.11 

- 

0.11 

0.06 

0.53 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.136 

0.007 

0.130 

0.083 

64.17 

Safe 

Edalpur 

0811000201361800 

0.15 

0.16 

- 

0.16 

- 

0.16 

0.06 

0.57 

0.02 

- 

- 

- 

- 

- 

0.018 

0.174 

0.017 

0.157 

0.122 

77.88 

Semi Critical 

Gadhmadya Ki Dhani 

0811000101359700 

0.20 

0.13 

- 

0.13 

0.01 

0.14 

0.07 

0.64 

0.02 

0.0100 

- 

- 

- 

0.010 

0.025 

0.167 

0.017 

0.150 

0.165 

109.95 

Over Exploited 

Gala Khera 

0806001200950300 

0.12 

0.00 

2,308.16 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.132 

1,088.47 

Over Exploited 



0.12 

0.15 

102.85 

0.18 

0.02 

0.20 

0.06 

0.55 

0.02 

0.0500 

- 

- 

- 

0.050 

0.068 

0.268 

0.013 

0.255 

0.470 

184.32 

Over Exploited 

Garh Himmat Singh 

0811000201362100 

0.15 

0.21 

- 

0.21 

0.03 

0.24 

0.07 

0.63 

0.03 

0.0300 

- 

- 

- 

0.030 

0.056 

0.300 

0.030 

0.270 

0.692 

256.38 

Over Exploited 

Garhi Sawairam 

0806001000918500 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.076 

2,867.36 

Over Exploited 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.063 

7,957.58 

Over Exploited 

Garoo 

0806001200949800 

0.12 

0.14 

372.50 

0.17 

0.06 

0.23 

0.03 

0.27 

0.02 

0.1800 

- 

- 

0.003 

0.183 

0.199 

0.429 

0.021 

0.408 

1.614 

395.93 

Over Exploited 

Ghosrana 

0806001200949100 

0.12 

0.22 

22.14 

0.27 

0.03 

0.30 

0.06 

0.55 

0.03 

0.0900 

- 

- 

0.001 

0.091 

0.117 

0.413 

0.021 

0.392 

0.785 

200.16 

Over Exploited 

Gopal Garh 

0811000201362900 

0.15 

0.24 

- 

0.24 

0.01 

0.25 

0.07 

0.63 

0.03 

0.0200 

- 

- 

0.001 

0.021 

0.049 

0.294 

0.029 

0.265 

0.195 

73.61 

Semi Critical 

Hadoli 

0811000201361000 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Haldena 

0811000201361600 

0.15 

0.40 

- 

0.40 

0.06 

0.45 

0.07 

0.63 

0.05 

0.0300 

- 

- 

0.070 

0.100 

0.148 

0.603 

0.060 

0.542 

0.853 

157.32 

Over Exploited 

Haripura 

0811000201363300 

0.15 

0.26 

(28.72) 

0.20 

0.01 

0.22 

0.07 

0.63 

0.03 

0.0200 

- 

- 

0.000 

0.020 

0.051 

0.266 

0.013 

0.253 

0.235 

92.95 

Critical 

Hatoj 

0806001000916300 

0.15 

0.23 

- 

0.23 

0.01 

0.24 

0.06 

0.60 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.263 

0.026 

0.236 

0.218 

92.18 

Critical 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

4,020.29 

Over Exploited 

Hingota 

0811000101359900 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.019 

9,748.20 

Over Exploited 



0.22 

0.14 

- 

0.14 

0.01 

0.15 

0.04 

0.38 

0.02 

0.0200 

- 

- 

0.000 

0.020 

0.036 

0.186 

0.019 

0.167 

0.439 

262.11 

Over Exploited 

Isarpura 

0811000201361100 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ishwana 

0806001000911800 

0.15 

0.02 

280.41 

0.03 

- 

0.03 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.003 

0.030 

0.002 

0.029 

0.122 

427.21 

Over Exploited 



0.06 

0.00 

3,404.66 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.023 

5,506.99 

Over Exploited 

Itoli 

0806001000917700 

0.15 

0.11 

- 

0.11 

0.02 

0.13 

0.04 

0.36 

0.01 

0.0700 

- 

- 

- 

0.070 

0.083 

0.214 

0.021 

0.193 

0.669 

347.22 

Over Exploited 



0.15 

0.07 

- 

0.07 

0.01 

0.08 

0.03 

0.28 

0.01 

0.0400 

- 

- 

- 

0.040 

0.048 

0.128 

0.013 

0.116 

0.377 

326.17 

Over Exploited 

Jagmalpura 

0806001000915300 

0.15 

0.02 

- 

0.02 

0.00 

0.02 

0.04 

0.35 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.033 

0.003 

0.030 

0.079 

263.32 

Over Exploited 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.03 

0.29 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.052 

403.85 

Over Exploited 

Jaisinghpura 

0806001000917300 

0.15 

0.16 

- 

0.16 

0.01 

0.17 

0.07 

0.64 

0.02 

0.0100 

- 

- 

0.001 

0.011 

0.029 

0.203 

0.020 

0.182 

0.227 

124.48 

Over Exploited 

Jamdoli 

0806001000915500 

0.15 

0.16 

748,656.81 

0.19 

- 

0.19 

0.02 

0.22 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.204 

0.010 

0.194 

0.165 

85.09 

Semi Critical 



0.06 

0.01 

717,346.97 

0.01 

- 

0.01 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.050 

664.36 

Over Exploited 



0.04 

0.05 

341,091.31 

0.06 

- 

0.06 

0.02 

0.23 

- 

- 

- 

- 

- 

- 

- 

0.058 

0.003 

0.055 

0.149 

269.70 

Over Exploited 

Jaswar 

0807000801051800 

0.24 

0.03 

33,636.13 

0.04 

0.01 

0.05 

0.01 

0.10 

0.00 

0.0200 

- 

- 

- 

0.020 

0.024 

0.070 

0.004 

0.067 

0.226 

338.24 

Over Exploited 

Jatwara 

0811000201364700 

0.15 

0.33 

- 

0.33 

- 

0.33 

0.06 

0.61 

0.04 

0.0100 

- 

- 

- 

0.010 

0.049 

0.384 

0.038 

0.346 

0.253 

73.28 

Semi Critical 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Jhajhi Rampura 

0811000101342700 

0.08 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jhankra 

0806001000912900 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kalwari 

0806001200949200 

0.12 

0.00 

33,268.71 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.022 

62,729.79 

Over Exploited 

Kalyanpura 

0806001000917200 

0.15 

0.23 

- 

0.23 

0.00 

0.23 

0.07 

0.65 

0.03 

- 

- 

- 

0.000 

0.001 

0.027 

0.260 

0.026 

0.234 

0.063 

26.89 

Safe 


0806001200951100 

0.12 

0.21 

- 

0.21 

0.03 

0.24 

0.07 

0.63 

0.03 

0.0900 

- 

- 

0.001 

0.091 

0.117 

0.361 

0.036 

0.325 

0.780 

240.22 

Over Exploited 

Kaneti 

0806001000913100 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 


0806001200950200 

0.12 

0.04 

456.90 

0.05 

0.03 

0.08 

0.03 

0.29 

0.01 

0.0900 

- 

- 

- 

0.090 

0.095 

0.176 

0.009 

0.167 

0.766 

457.64 

Over Exploited 



0.12 

0.05 

279.29 

0.06 

0.01 

0.07 

0.03 

0.32 

0.01 

0.0400 

- 

- 

- 

0.040 

0.046 

0.117 

0.006 

0.111 

0.385 

346.04 

Over Exploited 


0811000101359500 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.026 

661.87 

Over Exploited 



0.22 

0.02 

- 

0.02 

0.00 

0.02 

0.02 

0.20 

0.00 

- 

- 

- 

0.000 

0.000 

0.003 

0.026 

0.003 

0.023 

0.053 

224.75 

Over Exploited 

Karanpura 

0806001000917400 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.11 

- 

0.11 

0.00 

0.11 

0.07 

0.64 

0.01 

- 

- 

- 

0.001 

0.001 

0.013 

0.120 

0.012 

0.108 

0.120 

111.04 

Over Exploited 

Katahada 

0806001200950900 

0.12 

0.16 

- 

0.16 

0.05 

0.21 

0.07 

0.63 

0.02 

0.1500 

- 

- 

0.001 

0.151 

0.170 

0.383 

0.038 

0.344 

1.357 

393.95 

Over Exploited 

Keelpur 

0806001000916100 

0.15 

0.10 

- 

0.10 

0.03 

0.13 

0.05 

0.55 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.164 

0.016 

0.148 

0.703 

476.29 

Over Exploited 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.097 

14,044.94 

Over Exploited 

Kesra 

0811000201366400 

0.15 

0.02 

184.19 

0.03 

0.00 

0.03 

0.02 

0.19 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.014 

0.041 

0.002 

0.039 

0.065 

165.89 

Over Exploited 

Kharagpur 

0806001000916400 

0.15 

0.18 

- 

0.18 

0.02 

0.19 

0.06 

0.65 

- 

0.0100 

- 

- 

0.026 

0.036 

0.036 

0.230 

0.023 

0.207 

0.082 

39.56 

Safe 

Khari Ki Jhonpari 

0811000101360200 

0.22 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

0.000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kharkhari Rana 

0806001000914600 

0.15 

0.10 

(20.54) 

0.08 

- 

0.08 

0.06 

0.55 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.098 

0.005 

0.093 

0.306 

330.61 

Over Exploited 



0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.010 

5,579.46 

Over Exploited 



0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.010 

56,458.33 

Over Exploited 

Khera Mangal Singh 

0806001100938400 

0.18 

0.32 

- 

0.32 

0.01 

0.33 

0.04 

0.38 

0.04 

0.0200 

- 

- 

- 

0.020 

0.058 

0.390 

0.039 

0.351 

0.652 

185.90 

Over Exploited 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.001 

0.005 

0.101 

2,070.88 

Over Exploited 

Khera Mirzapur 

0806001000916000 

0.15 

0.30 

- 

0.30 

0.02 

0.32 

0.05 

0.51 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.338 

0.034 

0.304 

0.465 

152.88 

Over Exploited 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.031 

7,326.68 

Over Exploited 



0.15 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.001 

0.008 

0.054 

653.80 

Over Exploited 

Khera Tarf Kalyanpura 

0806001200951000 

0.12 

0.16 

- 

0.16 

0.04 

0.21 

0.07 

0.63 

0.02 

0.1100 

- 

- 

0.003 

0.114 

0.133 

0.340 

0.034 

0.306 

0.990 

323.43 

Over Exploited 

Kherli (M) 

0806001240609000 

0.12 

0.01 

1,227.20 

0.01 

0.00 

0.01 

0.02 

0.16 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.025 

0.001 

0.024 

0.312 

1,302.96 

Over Exploited 

Kherli Kalan 

0811000201363200 

0.15 

0.15 

- 

0.15 

0.01 

0.17 

0.07 

0.63 

0.02 

0.0200 

- 

- 

0.004 

0.024 

0.042 

0.209 

0.021 

0.188 

0.225 

120.12 

Over Exploited 

Kherli Khurd 

0811000201363100 

0.15 

0.08 

- 

0.08 

0.01 

0.09 

0.07 

0.63 

0.01 

0.0200 

- 

- 

- 

0.020 

0.029 

0.118 

0.012 

0.106 

0.199 

188.37 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Kherli Narayan Singh 

081100020136650C 

2.332 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.961 

0.21 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.008 

0.23 

0.21 


Khonkhar 

0806001200951200 

5.878 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.878 

0.11 

0.070 

0.06 

0.01 

0.00 

0.00 

0.00 

0.09 

0.10 

0.17 

0.044 

0.56 

0.54 


Khurd 

0806001000914700 

1.420 

Fresh 

Non-command 

Non-command 

Slate 

1.418 

-1.35 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.007 

0.57 

0.61 


Kishorpura 

0811000201363400 

1.508 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.508 

0.45 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.11 

0.12 

0.19 

0.012 

0.56 

0.50 


Kodiya 

0806001000919100 

2.487 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.487 

-1.33 

0.080 

0.11 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.012 

0.58 

0.57 


Kot 

0811000201361500 

9.338 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.597 

-0.58 

0.100 

0.32 

0.02 

0.00 

0.00 

0.04 

0.00 

0.00 

1.22 

0.060 

0.46 

0.48 


Ladanpur 

0811000201366800 

2.162 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.162 

0.27 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.12 

0.017 

0.57 

0.58 


Ladiya 

0806001000915600 

6.991 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.049 

0.76 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.06 

0.005 

0.09 

0.08 







Non-command 

Slate 

1.675 

0.76 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.09 

0.008 

0.14 

0.13 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.226 

0.76 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.02 


Lidpuri 

0806001200948800 

1.878 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.032 

-0.27 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Magarakha 

0811000201366900 

0.946 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.811 

0.36 

0.100 

0.09 

0.01 

0.00 

0.00 

0.00 

0.11 

0.11 

0.35 

0.006 

0.48 

0.50 


Makkhan Ka Nagla 

0806001200949600 

3.029 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.378 

1.09 

0.070 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.05 

0.17 

0.003 

0.07 

0.09 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.597 

1.09 

0.070 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.12 

0.005 

0.11 

0.14 


Makroda 

0806001000914100 

1.504 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.029 

-1.29 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Slate 

0.375 

-1.29 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.002 

0.14 

0.16 


Maliwas 

0811000101357700 

1.336 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.183 

-1.00 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.08 

0.08 


Mandawar (CT) 

0811000241102000 

5.791 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.434 

-1.09 

0.100 

0.84 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.11 

1.697 

0.53 

0.49 


Mangolaki 

0806001200947300 

2.525 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.063 

0.77 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.000 

0.01 

0.02 


Manya Ka Bas 

0806001200949000 

2.153 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.533 

0.14 

0.070 

0.12 

0.02 

0.00 

0.00 

0.00 

0.11 

0.10 

0.45 

0.012 

0.40 

0.46 


Manyapura 

0811000201364400 

1.751 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.222 

-1.98 

0.100 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.78 

0.010 

0.39 

0.31 







Non-command 

Younger Alluvium 

0.528 

-1.98 

0.150 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.004 

0.17 

0.13 


Mau Kalan 

0811000101359400 

2.628 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.754 

-0.96 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.006 

0.17 

0.16 







Non-command 

Younger Alluvium 

0.013 

-0.96 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Medpura 

0806001200951800 

1.312 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.222 

1.79 

0.070 

0.03 

0.00 

0.00 

0.00 

0.00 

0.18 

0.15 

0.11 

0.009 

0.52 

0.62 


Moondiya 

0806001000916700 

0.870 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.870 

-1.17 

0.080 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.004 

0.58 

0.57 


Mukundpura 

0806001000914900 

1.791 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.928 

-1.77 

0.080 

0.03 

0.00 

0.00 

0.00 

0.02 

0.00 

0.00 

0.11 

0.004 

0.30 

0.32 







Non-command 

Slate 

0.858 

-1.77 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.08 

0.004 

0.28 

0.29 


Nangal Charan 

0811000201361900 

1.072 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.072 

-0.91 

0.100 

0.04 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.15 

0.009 

0.57 

0.54 


Nangal Kolra 

0811000201361700 

2.500 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.500 

-0.89 

0.100 

0.04 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.13 

0.020 

0.57 

0.55 


Nangal Meena 

0811000201362600 

2.340 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.340 

-1.20 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.019 

0.57 

0.47 


Nangal Sumer Singh 

0811000201362400 

6.123 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.279 

-1.16 

0.100 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.042 

0.49 

0.44 


Nangla Khooba 

0806001200947200 

2.019 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.186 

1.30 

0.070 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.11 

0.001 

0.05 

0.07 


Nangla Madhopur 

0806001200950000 

2.865 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.774 

1.49 

0.070 

0.44 

0.07 

0.00 

0.00 

0.00 

0.66 

0.51 

1.75 

0.021 

0.53 

0.69 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.058 

1.49 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.02 

0.000 

0.01 

0.01 


Nangla Rampura 

0806001200946900 

4.081 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.995 

0.59 

0.070 

0.05 

0.01 

0.00 

0.00 

0.00 

0.08 

0.06 

0.17 

0.008 

0.13 

0.18 


Natoj 

0806001200949400 

3.847 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.374 

0.33 

0.070 

0.05 

0.01 

0.00 

0.00 

0.00 

0.05 

0.04 

0.22 

0.003 

0.05 

0.07 


Nibola 

0806001000916500 

0.861 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.574 

-1.44 

0.080 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.003 

0.39 

0.39 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.287 

-1.44 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.001 

0.20 

0.19 


Norangpura 

0811000201364600 

1.336 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.336 

-1.34 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.011 

0.56 

0.45 


Padli 

0806001000917900 

2.869 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.922 

-1.64 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.009 

0.38 

0.41 







Non-command 

Slate 

0.677 

-1.64 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.003 

0.14 

0.14 


Pahrawati 

0806001100938600 

3.290 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.252 

-0.99 

0.090 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.017 

0.39 

0.38 







Non-command 

Slate 

0.902 

-0.99 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.007 

0.16 

0.15 


Pakhar 

0811000201363500 

7.245 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.537 

0.08 

0.100 

0.19 

0.03 

0.00 

0.00 

0.00 

0.20 

0.25 

0.70 

0.044 

0.43 

0.34 


Pali 

0806001000918200 

6.271 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.470 

-1.20 

0.080 

0.15 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.55 

0.026 

0.50 

0.54 







Non-command 

Slate 

0.801 

-1.20 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.004 

0.07 

0.08 


Paloda 

0811000201363900 

1.989 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.199 

-3.29 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.010 

0.34 

0.26 


Pande Roopbas 

0806001000918100 

2.676 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.025 

-0.84 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Slate 

0.801 

-0.84 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.004 

0.17 

0.19 


Parbaini 

0806001000918800 

8.701 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.592 

-1.38 

0.080 

0.49 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

1.92 

0.037 

0.50 

0.51 







Non-command 

Slate 

0.683 

-1.38 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.003 

0.05 

0.05 


Parla 

0811000201364800 

1.805 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.251 

-1.44 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.002 

0.08 

0.06 







Non-command 

Younger Alluvium 

1.369 

-1.44 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.011 

0.43 

0.34 


Patar Khera 

0811000101360100 

3.517 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.203 

-0.92 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.03 

0.03 


Peelwa 

0811000201364100 

2.935 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.935 

-1.25 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.023 

0.56 

0.45 


Peepal Hera 

0806001000916600 

2.899 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.899 

-1.18 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.014 

0.59 

0.57 


Peepal Khera 

0806001200951700 

3.345 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.481 

1.55 

0.070 

0.10 

0.01 

0.00 

0.00 

0.00 

0.25 

0.21 

0.39 

0.011 

0.25 

0.30 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.864 

1.55 

0.070 

0.06 

0.01 

0.00 

0.00 

0.00 

0.25 

0.21 

0.21 

0.014 

0.31 

0.37 


Pragpura 

0806001000915700 

2.028 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.254 

0.24 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.04 

0.001 

0.07 

0.07 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.520 

0.24 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.13 

0.007 

0.45 

0.42 


Preetampura 

0806001200951900 

0.870 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.440 

1.83 

0.070 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.08 

0.19 

0.003 

0.28 

0.34 


Rahcholi 

0806001000915000 

1.267 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.062 

-0.03 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.005 

0.48 

0.52 







Non-command 

Quartzite 

0.064 

-0.03 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.03 

0.03 







Non-command 

Slate 

0.081 

-0.03 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.04 

0.04 


Raipur 

0811000201362300 

4.583 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.583 

-1.13 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.036 

0.57 

0.49 


Rajgarh 

0811000201363800 

3.110 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.574 

-3.45 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.005 

0.10 

0.08 


Rajpur 

0811000201366700 

3.449 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.449 

0.19 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.10 

0.14 

0.027 

0.57 

0.55 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Kherli Narayan Singh 

0811000201366500 

0.15 

0.03 

(1.65) 

0.03 

- 

0.03 

0.03 

0.26 

0.00 

- 

- 

- 

- 

- 

0.004 

0.037 

0.002 

0.035 

0.037 

103.91 

Over Exploited 

Khonkhar 

0806001200951200 

0.12 

0.40 

(75.47) 

0.32 

0.01 

0.33 

0.07 

0.63 

0.05 

0.0200 

- 

- 

0.002 

0.022 

0.070 

0.400 

0.020 

0.380 

0.217 

57.23 

Safe 

Khurd 

0806001000914700 

0.04 

0.03 

- 

0.03 

0.01 

0.04 

0.06 

0.64 

0.00 

0.0300 

- 

- 

- 

0.030 

0.034 

0.076 

0.008 

0.069 

0.252 

366.87 

Over Exploited 

Kishorpura 

0811000201363400 

0.15 

0.13 

(5.66) 

0.12 

0.01 

0.13 

0.07 

0.63 

0.02 

0.0200 

- 

- 

0.001 

0.021 

0.036 

0.167 

0.008 

0.159 

0.204 

128.60 

Over Exploited 

Kodiya 

0806001000919100 

0.15 

0.21 

- 

0.21 

0.02 

0.24 

0.07 

0.64 

0.02 

0.0500 

- 

- 

0.004 

0.054 

0.078 

0.315 

0.032 

0.284 

0.439 

154.74 

Over Exploited 

Kot 

0811000201361500 

0.15 

0.52 

- 

0.52 

0.06 

0.58 

0.05 

0.51 

0.06 

0.0500 

- 

- 

0.057 

0.107 

0.170 

0.750 

0.075 

0.675 

1.279 

189.62 

Over Exploited 

Ladanpur 

0811000201366800 

0.15 

0.18 

(53.10) 

0.15 

0.00 

0.15 

0.07 

0.64 

0.02 

0.0100 

- 

- 

0.000 

0.010 

0.033 

0.180 

0.009 

0.171 

0.132 

77.16 

Semi Critical 

Ladiya 

0806001000915600 

0.15 

0.01 

533.41 

0.02 

- 

0.02 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.017 

0.001 

0.016 

0.065 

403.54 

Over Exploited 



0.04 

0.01 

208.07 

0.01 

- 

0.01 

0.02 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.011 

0.094 

861.21 

Over Exploited 



0.15 

0.00 

2,128.92 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.009 

1,209.78 

Over Exploited 

Lidpuri 

0806001200948800 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Magarakha 

0811000201366900 

0.15 

0.06 

78.63 

0.07 

0.01 

0.08 

0.06 

0.54 

0.01 

0.0400 

- 

- 

- 

0.040 

0.047 

0.128 

0.006 

0.121 

0.352 

290.15 

Over Exploited 

Makkhan Ka Nagla 

0806001200949600 

0.12 

0.00 

1,383.44 

0.00 

0.01 

0.01 

0.01 

0.08 

0.00 

0.0200 

- 

- 

- 

0.020 

0.020 

0.034 

0.002 

0.032 

0.176 

542.53 

Over Exploited 



0.12 

0.01 

664.02 

0.01 

- 

0.01 

0.01 

0.12 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.020 

0.001 

0.019 

0.120 

620.84 

Over Exploited 

Makroda 

0806001000914100 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.02 

0.16 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.088 

787.85 

Over Exploited 

Maliwas 

0811000101357700 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.007 

279.63 

Over Exploited 

Mandawar (CT) 

0811000241102000 

0.15 

0.43 

- 

0.43 

0.01 

0.44 

0.06 

0.59 

0.05 

0.0400 

- 

- 

- 

0.040 

0.091 

0.534 

0.053 

0.481 

2.811 

584.74 

Over Exploited 

Mangolaki 

0806001200947300 

0.12 

0.00 

9,306.53 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.043 

33,828.84 

Over Exploited 

Manya Ka Bas 

0806001200949000 

0.12 

0.07 

35.91 

0.09 

0.02 

0.11 

0.05 

0.45 

0.01 

0.0500 

- 

- 

- 

0.050 

0.059 

0.167 

0.008 

0.158 

0.466 

294.09 

Over Exploited 

Manyapura 

0811000201364400 

0.15 

0.07 

- 

0.07 

0.01 

0.08 

0.05 

0.44 

0.01 

0.0300 

- 

- 

0.000 

0.030 

0.039 

0.121 

0.012 

0.109 

0.788 

723.02 

Over Exploited 



0.20 

0.02 

- 

0.02 

0.00 

0.02 

0.02 

0.19 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.012 

0.030 

0.003 

0.027 

0.382 

1,404.52 

Over Exploited 

Mau Kalan 

0811000101359400 

0.20 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.19 

0.00 

- 

- 

- 

- 

- 

0.003 

0.028 

0.003 

0.025 

0.053 

209.55 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Medpura 

0806001200951800 

0.12 

0.08 

95.82 

0.09 

0.00 

0.10 

0.06 

0.58 

0.01 

0.0100 

- 

- 

0.006 

0.016 

0.025 

0.120 

0.006 

0.114 

0.115 

101.36 

Over Exploited 

Moondiya 

0806001000916700 

0.15 

0.08 

- 

0.08 

0.01 

0.09 

0.06 

0.65 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.096 

0.010 

0.087 

0.189 

218.30 

Over Exploited 

Mukundpura 

0806001000914900 

0.15 

0.04 

- 

0.04 

0.02 

0.06 

0.03 

0.33 

0.00 

0.0100 

- 

- 

0.024 

0.034 

0.039 

0.096 

0.010 

0.087 

0.114 

131.96 

Over Exploited 



0.04 

0.01 

- 

0.01 

0.01 

0.02 

0.03 

0.31 

0.00 

0.0100 

- 

- 

0.012 

0.022 

0.023 

0.040 

0.004 

0.036 

0.083 

228.95 

Over Exploited 

Nangal Charan 

0811000201361900 

0.15 

0.09 

- 

0.09 

0.01 

0.10 

0.07 

0.63 

0.01 

0.0100 

- 

- 

0.015 

0.025 

0.036 

0.137 

0.014 

0.124 

0.163 

131.47 

Over Exploited 

Nangal Kolra 

0811000201361700 

0.15 

0.21 

- 

0.21 

0.01 

0.22 

0.07 

0.63 

0.03 

0.0100 

- 

- 

0.009 

0.019 

0.044 

0.262 

0.026 

0.235 

0.154 

65.34 

Safe 

Nangal Meena 

0811000201362600 

0.15 

0.20 

- 

0.20 

0.00 

0.20 

0.07 

0.63 

0.02 

0.0100 

- 

- 

0.000 

0.010 

0.034 

0.232 

0.023 

0.209 

0.240 

114.69 

Over Exploited 

Nangal Sumer Singh 

0811000201362400 

0.15 

0.37 

- 

0.37 

- 

0.37 

0.06 

0.55 

0.04 

0.0100 

- 

- 

- 

0.010 

0.054 

0.426 

0.043 

0.384 

0.436 

113.60 

Over Exploited 

Nangla Khooba 

0806001200947200 

0.12 

0.00 

2,950.52 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.011 

0.109 

1,003.85 

Over Exploited 

Nangla Madhopur 

0806001200950000 

0.12 

0.18 

186.21 

0.21 

0.07 

0.28 

0.06 

0.60 

0.02 

0.2000 

- 

- 

- 

0.200 

0.221 

0.504 

0.025 

0.479 

1.771 

369.88 

Over Exploited 



0.12 

0.00 

5,937.00 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.019 

19,916.96 

Over Exploited 

Nangla Rampura 

0806001200946900 

0.12 

0.02 

272.22 

0.02 

0.01 

0.03 

0.02 

0.15 

0.00 

0.0200 

- 

- 

0.000 

0.020 

0.022 

0.051 

0.003 

0.049 

0.181 

370.64 

Over Exploited 

Natoj 

0806001200949400 

0.12 

0.00 

1,398.61 

0.00 

0.01 

0.01 

0.01 

0.06 

0.00 

0.0200 

- 

- 

- 

0.020 

0.020 

0.033 

0.002 

0.031 

0.219 

695.47 

Over Exploited 

Nibola 

0806001000916500 

0.15 

0.03 

- 

0.03 

0.01 

0.04 

0.04 

0.43 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.064 

0.006 

0.057 

0.147 

256.54 

Over Exploited 



0.15 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.22 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.002 

0.017 

0.051 

310.27 

Over Exploited 

Norangpura 

0811000201364600 

0.15 

0.11 

- 

0.11 

0.00 

0.11 

0.07 

0.63 

0.01 

0.0100 

- 

- 

0.000 

0.010 

0.023 

0.136 

0.014 

0.123 

0.203 

164.94 

Over Exploited 

Padli 

0806001000917900 

0.15 

0.11 

- 

0.11 

- 

0.11 

0.04 

0.43 

0.01 

0.0100 

- 

- 

- 

0.010 

0.023 

0.134 

0.013 

0.120 

0.124 

103.44 

Over Exploited 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.02 

0.15 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.034 

931.26 

Over Exploited 

Pahrawati 

0806001100938600 

0.18 

0.16 

- 

0.16 

- 

0.16 

0.05 

0.44 

0.02 

0.0100 

- 

- 

- 

0.010 

0.028 

0.186 

0.019 

0.168 

0.310 

184.83 

Over Exploited 



0.04 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.17 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.006 

0.072 

1,269.42 

Over Exploited 

Pakhar 

0811000201363500 

0.15 

0.36 

(28.99) 

0.29 

0.03 

0.32 

0.05 

0.48 

0.04 

0.0800 

- 

- 

0.003 

0.083 

0.126 

0.444 

0.022 

0.422 

0.745 

176.50 

Over Exploited 

Pali 

0806001000918200 

0.15 

0.41 

- 

0.41 

0.02 

0.43 

0.06 

0.56 

0.05 

0.0600 

- 

- 

0.003 

0.063 

0.110 

0.542 

0.054 

0.488 

0.573 

117.53 

Over Exploited 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.011 

0.064 

562.53 

Over Exploited 

Paloda 

0811000201363900 

0.15 

0.06 

- 

0.06 

- 

0.06 

0.04 

0.38 

0.01 

- 

- 

- 

- 

- 

0.007 

0.068 

0.007 

0.061 

0.125 

202.52 

Over Exploited 

Pande Roopbas 

0806001000918100 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.19 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.006 

0.054 

977.41 

Over Exploited 

Parbaini 

0806001000918800 

0.15 

0.57 

- 

0.57 

0.07 

0.64 

0.06 

0.56 

0.07 

0.2200 

- 

- 

- 

0.220 

0.286 

0.925 

0.093 

0.833 

1.955 

234.73 

Over Exploited 



0.04 

0.00 

- 

0.00 

0.01 

0.01 

0.01 

0.05 

0.00 

0.0200 

- 

- 

- 

0.020 

0.020 

0.031 

0.003 

0.028 

0.140 

497.82 

Over Exploited 

Parla 

0811000201364800 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.021 

707.96 

Over Exploited 



0.20 

0.12 

- 

0.12 

- 

0.12 

0.05 

0.48 

0.01 

- 

- 

- 

- 

- 

0.014 

0.131 

0.013 

0.118 

0.130 

110.06 

Over Exploited 

Patar Khera 

0811000101360100 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.008 

507.91 

Over Exploited 

Peelwa 

0811000201364100 

0.15 

0.25 

- 

0.25 

0.00 

0.25 

0.07 

0.63 

0.03 

- 

- 

- 

0.001 

0.001 

0.030 

0.279 

0.028 

0.251 

0.100 

39.88 

Safe 

Peepal Hera 

0806001000916600 

0.15 

0.25 

- 

0.25 

0.00 

0.26 

0.06 

0.65 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.257 

0.026 

0.231 

0.115 

49.77 

Safe 

Peepal Khera 

0806001200951700 

0.12 

0.04 

375.79 

0.05 

0.01 

0.06 

0.03 

0.28 

0.01 

0.0400 

- 

- 

- 

0.040 

0.045 

0.108 

0.005 

0.102 

0.400 

390.86 

Over Exploited 



0.12 

0.07 

202.22 

0.08 

0.01 

0.09 

0.04 

0.35 

0.01 

0.0200 

- 

- 

- 

0.020 

0.028 

0.121 

0.006 

0.115 

0.225 

195.03 

Over Exploited 

Pragpura 

0806001000915700 

0.15 

0.00 

451.06 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.037 

1,146.27 

Over Exploited 



0.15 

0.10 

(28.03) 

0.08 

- 

0.08 

0.05 

0.49 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.091 

0.005 

0.087 

0.141 

162.65 

Over Exploited 

Preetampura 

0806001200951900 

0.12 

0.01 

416.25 

0.02 

0.01 

0.03 

0.03 

0.32 

0.00 

0.0200 

- 

- 

0.006 

0.026 

0.028 

0.059 

0.003 

0.056 

0.195 

345.74 

Over Exploited 

Rahcholi 

0806001000915000 

0.15 

0.08 

- 

0.08 

- 

0.08 

0.05 

0.54 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.095 

0.010 

0.086 

0.168 

196.18 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.010 

9,146.96 

Over Exploited 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.010 

8,738.76 

Over Exploited 

Raipur 

0811000201362300 

0.15 

0.39 

- 

0.39 

- 

0.39 

0.07 

0.63 

0.05 

0.0100 

- 

- 

- 

0.010 

0.056 

0.444 

0.044 

0.400 

0.334 

83.58 

Semi Critical 

Rajgarh 

0811000201363800 

0.15 

0.01 

- 

0.01 

0.00 

0.01 

0.01 

0.12 

0.00 

- 

- 

- 

0.001 

0.001 

0.002 

0.011 

0.001 

0.010 

0.053 

514.87 

Over Exploited 

Raj pur 

0811000201366700 

0.15 

0.29 

(66.09) 

0.23 

0.01 

0.24 

0.07 

0.64 

0.04 

0.0200 

- 

- 

- 

0.020 

0.056 

0.300 

0.015 

0.285 

0.171 

60.09 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Rampura 

080600100091760C 

3.748 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.748 

-0.90 

0.080 

0.14 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.55 

0.018 

0.58 

0.53 


Rampura Patan 

0806001200950700 

3.678 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.102 

0.16 

0.070 

0.14 

0.02 

0.00 

0.00 

0.00 

0.16 

0.15 

0.52 

0.023 

0.47 

0.50 


Ramsinghpura 

0806001000918700 

2.635 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.785 

-1.01 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.009 

0.39 

0.39 







Non-command 

Slate 

0.680 

-1.01 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.003 

0.15 

0.15 


Reendli 

0811000201362000 

2.352 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.352 

-0.91 

0.100 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.73 

0.019 

0.56 

0.52 


Reengas Pura 

0811000201361400 

3.187 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.900 

0.46 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.14 

0.05 

0.023 

0.51 

0.56 


Reni 

0806001000917800 

28.905 

Fresh 

Non-command 

Non-command 

Older Alluvium 

25.425 

-1.76 

0.080 

0.44 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

1.58 

0.123 

0.51 

0.52 







Non-command 

Slate 

1.707 

-1.76 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.008 

0.03 

0.04 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.224 

-1.76 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.006 

0.02 

0.03 


Roneeja Than 

0806001200948900 

5.504 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.437 

-0.10 

0.070 

0.28 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

1.06 

0.041 

0.55 

0.61 


Rundh Sonkhari 

0806001200950100 

0.395 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.395 

1.51 

0.070 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.13 

0.003 

0.55 

0.71 


Sabrawali 

0811000101348700 

8.147 

Fresh 

Non-command 

Non-command 

Quartzite 

0.501 

1.09 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.004 

0.04 

0.03 







Non-command 

Gneisses(B.G.C) 

0.037 

1.09 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Slate 

0.139 

1.09 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 


Sahajpura ( Rural) 

0806001200952100 

2.650 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.286 

1.84 

0.070 

0.09 

0.01 

0.00 

0.00 

0.00 

0.25 

0.20 

0.35 

0.010 

0.27 

0.33 


Sainthal 

0806001000915800 

4.832 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.989 

0.55 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.17 

0.18 

0.30 

0.010 

0.25 

0.23 







Non-command 

Slate 

2.003 

0.55 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.24 

0.010 

0.25 

0.23 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.661 

0.55 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.07 

0.003 

0.08 

0.08 


Saloli 

0806001000914500 

4.097 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.634 

-0.25 

0.080 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.66 

0.018 

0.51 

0.55 







Non-command 

Quartzite 

0.093 

-0.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 







Non-command 

Slate 

0.129 

-0.25 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.02 

0.02 


Salwari 

0806001200950400 

6.292 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.413 

0.96 

0.070 

0.66 

0.10 

0.00 

0.00 

0.00 

0.92 

0.77 

2.59 

0.041 

0.48 

0.58 


Samoochi 

0806001200951600 

10.401 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.245 

1.89 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.04 

0.002 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.737 

1.89 

0.070 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.10 

0.07 

0.006 

0.04 

0.05 


Sarangpur 

0811000201366600 

1.447 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.141 

0.13 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.04 

0.05 

0.15 

0.009 

0.45 

0.42 


Sarawali 

0811000201362500 

3.607 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.211 

-1.19 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.025 

0.50 

0.43 


Seemla 

0811000101357600 

2.352 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.253 

-1.00 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.06 

0.06 


Sonkhar ( Rural) 

0806001200952000 

7.600 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.876 

1.72 

0.070 

0.60 

0.09 

0.00 

0.00 

0.00 

1.22 

1.00 

2.33 

0.044 

0.43 

0.53 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.060 

1.72 

0.070 

0.05 

0.01 

0.00 

0.00 

0.00 

0.17 

0.14 

0.18 

0.008 

0.08 

0.09 


Sonkhari 

0806001200949700 

9.868 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.007 

1.19 

0.070 

0.74 

0.11 

0.00 

0.00 

0.00 

1.13 

0.86 

2.89 

0.045 

0.33 

0.44 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.122 

1.19 

0.070 

0.06 

0.01 

0.00 

0.00 

0.00 

0.14 

0.11 

0.24 

0.008 

0.06 

0.08 


Tahaldi 

0811000201362700 

3.885 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.722 

-1.19 

0.100 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.74 

0.030 

0.54 

0.46 


Tahtara 

0806001000914300 

5.461 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.502 

-1.46 

0.080 

0.10 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.37 

0.007 

0.16 

0.17 







Non-command 

Slate 

3.613 

-1.46 

0.020 

0.19 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.74 

0.017 

0.38 

0.41 


Teekri Kilanot 

0811000201363000 

1.741 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.741 

-0.67 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.014 

0.56 

0.50 


Thonsri 

0806001000915100 

2.486 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.200 

-0.39 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.006 

0.28 

0.30 







Non-command 

Quartzite 

0.074 

-0.39 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.02 







Non-command 

Slate 

1.114 

-0.39 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.005 

0.26 

0.27 


Thoomra 

0806001000919200 

3.906 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.624 

-1.04 

0.080 

0.16 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.61 

0.013 

0.38 

0.36 







Non-command 

Slate 

0.679 

-1.04 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.003 

0.10 

0.09 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.187 

-1.04 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.001 

0.03 

0.03 


Tigariya 

0811000101359600 

2.980 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.149 

-0.91 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.009 

0.22 

0.20 







Non-command 

Younger Alluvium 

1.734 

-0.91 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.014 

0.34 

0.31 


Udaipura 

0806001200950800 

1.318 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.318 

-0.29 

0.070 

0.10 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.010 

0.56 

0.58 


Ukeri 

0806001000919500 

9.452 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.044 

-1.02 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

1.771 

-1.02 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.009 

0.11 

0.09 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.067 

-1.02 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

2.414 

-1.02 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.012 

0.15 

0.12 


Ukroond 

0811000201362800 

4.468 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.468 

-1.21 

0.100 

0.24 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.90 

0.035 

0.56 

0.46 


Uprera 

0811000101342900 

5.148 

Fresh 

Non-command 

Non-command 

Quartzite 

0.057 

1.34 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Vabeli 

0806001000914000 

4.445 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.062 

-0.13 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Veergaon 

0811000201364900 

2.170 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.377 

-1.55 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.003 

0.10 

0.08 

03001011 

Agar 

0806000900886600 

12.505 

Fresh 

Non-command 

Non-command 

Quartzite 

0.011 

1.22 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ajabpura 

0812001101585700 

2.781 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.972 

0.46 

0.200 

0.07 

0.01 

0.00 

0.00 

0.00 

0.24 

0.17 

0.28 

0.010 

0.40 

0.58 







Non-command 

Quartzite 

0.809 

0.46 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.06 

0.004 

0.17 

0.24 


Amka 

0806000900886800 

5.551 

Fresh 

Non-command 

Non-command 

Quartzite 

0.004 

1.37 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Amloda 

0812000201467400 

11.617 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

8.330 

0.96 

0.150 

0.11 

0.01 

0.00 

0.00 

0.00 

1.30 

1.04 

0.36 

0.051 

0.42 

0.53 







Non-command 

Quartzite 

1.021 

0.96 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.006 

0.05 

0.06 


Badodiya 

0812000201467300 

13.942 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.422 

0.91 

0.150 

0.16 

0.02 

0.00 

0.00 

0.00 

0.88 

0.77 

0.59 

0.033 

0.23 

0.26 







Non-command 

Quartzite 

2.878 

0.91 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.10 

0.09 

0.21 

0.018 

0.12 

0.14 


Badshah Pur 

0812000201468100 

2.173 

Fresh 

Non-command 

Non-command 

Quartzite 

1.850 

0.84 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.11 

0.011 

0.50 

0.66 


Bamanwas 

0812001101584800 

3.069 

Fresh 

Non-command 

Non-command 

Quartzite 

3.023 

0.67 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.10 

0.07 

0.28 

0.015 

0.57 

0.77 


Bara Dehra 

0812001101586500 

3.812 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.124 

0.48 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.03 







Non-command 

Younger Alluvium 

2.458 

0.48 

0.200 

0.07 

0.01 

0.00 

0.00 

0.00 

0.30 

0.20 

0.28 

0.012 

0.37 

0.54 







Non-command 

Quartzite 

0.106 

0.48 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.02 


Barwara 

0812000201467000 

2.742 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.033 

0.86 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Quartzite 

2.039 

0.86 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.02 

0.013 

0.45 

0.49 


Beerki 

0812000201468300 

5.313 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.519 

0.94 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.38 

0.29 

0.07 

0.015 

0.28 

0.37 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Rampura 

0806001000917600 

0.15 

0.32 

- 

0.32 

0.02 

0.34 

0.07 

0.64 

0.04 

0.0200 

- 

- 

0.001 

0.021 

0.058 

0.402 

0.040 

0.362 

0.565 

156.06 

Over Exploited 

Rampura Patan 

0806001200950700 

0.12 

0.17 

9,185.83 

0.15 

0.02 

0.17 

0.06 

0.53 

0.02 

0.0600 

- 

- 

- 

0.060 

0.081 

0.248 

0.012 

0.236 

0.541 

229.57 

Over Exploited 

Ramsinghpura 

0806001000918700 

0.15 

0.10 

- 

0.10 

- 

0.10 

0.05 

0.43 

0.01 

- 

- 

- 

- 

- 

0.012 

0.116 

0.012 

0.104 

0.141 

135.04 

Over Exploited 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.02 

0.16 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.041 

1,025.60 

Over Exploited 

Reendli 

0811000201362000 

0.15 

0.20 

- 

0.20 

0.01 

0.21 

0.07 

0.63 

0.02 

0.0300 

- 

- 

- 

0.030 

0.054 

0.263 

0.026 

0.237 

0.749 

316.21 

Over Exploited 

Reengas Pura 

0811000201361400 

0.15 

0.22 

60,151.69 

0.18 

- 

0.18 

0.06 

0.57 

0.03 

0.0100 

- 

- 

- 

0.010 

0.036 

0.212 

0.011 

0.202 

0.071 

35.20 

Safe 

Reni 

0806001000917800 

0.15 

1.94 

- 

1.94 

0.06 

2.00 

0.06 

0.57 

0.22 

0.1800 

- 

- 

- 

0.180 

0.399 

2.396 

0.240 

2.156 

1.702 

78.93 

Semi Critical 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.011 

0.094 

831.77 

Over Exploited 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.015 

0.001 

0.013 

0.056 

414.27 

Over Exploited 

Roneeja Than 

0806001200948900 

0.12 

0.36 

- 

0.36 

0.04 

0.40 

0.07 

0.62 

0.04 

0.1200 

- 

- 

0.001 

0.121 

0.164 

0.567 

0.057 

0.510 

1.099 

215.41 

Over Exploited 

Rundh Sonkhari 

0806001200950100 

0.12 

0.03 

110.12 

0.03 

0.00 

0.03 

0.07 

0.62 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.014 

0.046 

0.002 

0.044 

0.133 

303.80 

Over Exploited 

Sabrawali 

0811000101348700 

0.08 

0.00 

73,358.49 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.026 

1,558.37 

Over Exploited 



0.10 

0.00 

6,879.92 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

2,800.25 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.009 

7,005.47 

Over Exploited 

Sahajpura ( Rural) 

0806001200952100 

0.12 

0.04 

386.51 

0.05 

0.01 

0.06 

0.03 

0.30 

- 

0.0400 

- 

- 

0.000 

0.040 

0.040 

0.101 

0.005 

0.096 

0.356 

370.96 

Over Exploited 

Sainthal 

0806001000915800 

0.15 

0.07 

141.66 

0.09 

- 

0.09 

0.03 

0.27 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.098 

0.005 

0.093 

0.310 

332.94 

Over Exploited 



0.04 

0.02 

337.54 

0.02 

- 

0.02 

0.03 

0.27 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.034 

0.002 

0.032 

0.250 

778.11 

Over Exploited 



0.15 

0.01 

541.03 

0.01 

- 

0.01 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.000 

0.009 

0.070 

762.00 

Over Exploited 

Saloli 

0806001000914500 

0.15 

0.28 

- 

0.28 

0.01 

0.29 

0.06 

0.56 

0.03 

0.0200 

- 

- 

- 

0.020 

0.051 

0.338 

0.034 

0.304 

0.680 

223.49 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.010 

14,298.95 

Over Exploited 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.023 

24,350.65 

Over Exploited 

Salwari 

0806001200950400 

0.12 

0.31 

146.26 

0.37 

0.10 

0.47 

0.06 

0.54 

0.04 

0.2900 

- 

- 

0.001 

0.291 

0.328 

0.802 

0.040 

0.762 

2.633 

345.53 

Over Exploited 

Samoochi 

0806001200951600 

0.12 

0.00 

9,293.31 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.045 

9,235.25 

Over Exploited 



0.12 

0.00 

2,781.41 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.014 

0.073 

522.28 

Over Exploited 

Sarangpur 

0811000201366600 

0.15 

0.08 

(38.38) 

0.06 

0.01 

0.07 

0.06 

0.50 

0.01 

0.0200 

- 

- 

- 

0.020 

0.029 

0.100 

0.005 

0.095 

0.163 

170.85 

Over Exploited 

Sarawali 

0811000201362500 

0.15 

0.23 

- 

0.23 

- 

0.23 

0.06 

0.56 

0.03 

0.0100 

- 

- 

- 

0.010 

0.037 

0.268 

0.027 

0.241 

0.207 

86.15 

Semi Critical 

Seemla 

0811000101357600 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.01 

0.07 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

0.000 

0.003 

0.002 

65.51 

Safe 

Sonkhar ( Rural) 

0806001200952000 

0.12 

0.30 

228.89 

0.36 

0.09 

0.45 

0.05 

0.48 

0.03 

0.2600 

- 

- 

- 

0.260 

0.295 

0.750 

0.037 

0.712 

2.377 

333.84 

Over Exploited 



0.12 

0.01 

1,292.61 

0.01 

0.01 

0.02 

0.01 

0.09 

0.00 

0.0200 

- 

- 

- 

0.020 

0.021 

0.043 

0.002 

0.041 

0.190 

465.12 

Over Exploited 

Sonkhari 

0806001200949700 

0.12 

0.24 

256.70 

0.29 

0.11 

0.40 

0.04 

0.37 

0.03 

0.3300 

- 

- 

- 

0.330 

0.359 

0.757 

0.038 

0.719 

2.939 

408.85 

Over Exploited 



0.12 

0.01 

1,198.34 

0.01 

0.01 

0.02 

0.01 

0.07 

0.00 

0.0300 

- 

- 

- 

0.030 

0.031 

0.051 

0.003 

0.048 

0.248 

512.39 

Over Exploited 

Tahaldi 

0811000201362700 

0.15 

0.30 

- 

0.30 

0.01 

0.31 

0.06 

0.61 

0.04 

0.0300 

- 

- 

- 

0.030 

0.066 

0.378 

0.038 

0.340 

0.769 

225.76 

Over Exploited 

Tahtara 

0806001000914300 

0.15 

0.04 

- 

0.04 

0.01 

0.05 

0.02 

0.18 

0.00 

0.0400 

- 

- 

- 

0.040 

0.044 

0.090 

0.009 

0.081 

0.381 

473.17 

Over Exploited 



0.04 

0.05 

- 

0.05 

0.03 

0.08 

0.04 

0.42 

0.01 

0.0800 

- 

- 

- 

0.080 

0.086 

0.171 

0.017 

0.154 

0.754 

490.12 

Over Exploited 

Teekri Kilanot 

0811000201363000 

0.15 

0.15 

- 

0.15 

0.01 

0.16 

0.07 

0.63 

0.02 

0.0200 

- 

- 

- 

0.020 

0.038 

0.195 

0.020 

0.176 

0.187 

106.41 

Over Exploited 

Thonsri 

0806001000915100 

0.15 

0.05 

- 

0.05 

- 

0.05 

0.03 

0.31 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.066 

0.007 

0.059 

0.299 

505.37 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.010 

13,503.99 

Over Exploited 



0.04 

0.01 

- 

0.01 

- 

0.01 

0.03 

0.29 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.023 

0.002 

0.021 

0.221 

1,078.76 

Over Exploited 

Thoomra 

0806001000919200 

0.15 

0.15 

- 

0.15 

0.02 

0.17 

0.04 

0.43 

0.02 

0.0200 

- 

- 

- 

0.020 

0.037 

0.209 

0.021 

0.188 

0.618 

328.72 

Over Exploited 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.140 

6,612.69 

Over Exploited 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.026 

3,345.70 

Over Exploited 

Tigariya 

0811000101359600 

0.20 

0.05 

- 

0.05 

- 

0.05 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.006 

0.057 

0.006 

0.051 

0.033 

64.32 

Safe 



0.22 

0.13 

- 

0.13 

- 

0.13 

0.04 

0.37 

0.01 

- 

- 

- 

- 

- 

0.015 

0.143 

0.014 

0.129 

0.050 

38.59 

Safe 

Udaipura 

0806001200950800 

0.12 

0.09 

- 

0.09 

0.01 

0.10 

0.07 

0.63 

0.01 

0.0400 

- 

- 

0.000 

0.040 

0.051 

0.150 

0.015 

0.135 

0.399 

295.66 

Over Exploited 

Ukeri 

0806001000919500 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.04 

- 

0.04 

- 

0.04 

0.01 

0.12 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.052 

0.005 

0.047 

0.225 

479.27 

Over Exploited 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.008 

20,483.54 

Over Exploited 



0.20 

0.07 

- 

0.07 

- 

0.07 

0.02 

0.16 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.088 

0.009 

0.079 

0.220 

276.84 

Over Exploited 

Ukroond 

0811000201362800 

0.15 

0.38 

- 

0.38 

0.01 

0.39 

0.07 

0.63 

0.04 

0.0300 

- 

- 

0.001 

0.031 

0.076 

0.465 

0.046 

0.418 

0.937 

224.21 

Over Exploited 

Uprera 

0811000101342900 

0.08 

0.00 

5,422.33 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Vabeli 

0806001000914000 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.012 

16,769.01 

Over Exploited 

Veergaon 

0811000201364900 

0.20 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.001 

0.007 

0.046 

618.09 

Over Exploited 

Agar 

0806000900886600 

0.10 

0.00 

30,811.28 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ajabpura 

0812001101585700 

0.22 

0.18 

(4.73) 

0.17 

0.01 

0.18 

0.05 

0.45 

0.02 

0.0300 

- 

- 

- 

0.030 

0.051 

0.228 

0.011 

0.217 

0.285 

131.41 

Over Exploited 



0.08 

0.01 

76.73 

0.01 

- 

0.01 

0.02 

0.19 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.024 

0.001 

0.023 

0.067 

291.83 

Over Exploited 

Amka 

0806000900886800 

0.10 

0.00 

52,815.99 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Amloda 

0812000201467400 

0.20 

0.69 

########## 

0.83 

0.01 

0.84 

0.05 

0.47 

0.09 

0.0400 

- 

- 

- 

0.040 

0.128 

0.964 

0.048 

0.915 

0.407 

44.48 

Safe 



0.05 

0.00 

99,668.38 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.035 

1,080.11 

Over Exploited 

Badodiya 

0812000201467300 

0.20 

0.25 

########## 

0.30 

0.02 

0.32 

0.03 

0.26 

0.03 

0.0700 

- 

- 

- 

0.070 

0.103 

0.419 

0.021 

0.398 

0.627 

157.51 

Over Exploited 



0.05 

0.02 

126,130.87 

0.02 

0.01 

0.03 

0.02 

0.14 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.053 

0.003 

0.050 

0.227 

449.71 

Over Exploited 

Badshah Pur 

0812000201468100 

0.05 

0.05 

10,899.42 

0.05 

- 

0.05 

0.06 

0.56 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.062 

0.003 

0.059 

0.119 

203.66 

Over Exploited 

Bamanwas 

0812001101584800 

0.08 

0.14 

(45.87) 

0.11 

0.01 

0.12 

0.07 

0.64 

0.02 

0.0300 

- 

- 

- 

0.030 

0.047 

0.167 

0.008 

0.159 

0.293 

184.21 

Over Exploited 

Bara Dehra 

0812001101586500 

0.09 

0.00 

288.77 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.009 

3,345.43 

Over Exploited 



0.22 

0.20 

0.75 

0.20 

0.01 

0.21 

0.04 

0.41 

0.02 

0.0300 

- 

- 

0.000 

0.030 

0.053 

0.264 

0.013 

0.251 

0.295 

117.85 

Over Exploited 



0.08 

0.00 

420.77 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.008 

4,474.79 

Over Exploited 

Barwara 

0812000201467000 

0.20 

0.00 

164,815.48 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.04 

12,989.68 

0.04 

- 

0.04 

0.06 

0.51 

0.01 

- 

- 

- 

- 

- 

0.006 

0.047 

0.002 

0.045 

0.035 

77.28 

Semi Critical 

Beerki 

0812000201468300 

0.20 

0.14 

102.84 

0.17 

- 

0.17 

0.04 

0.32 

0.02 

0.0100 

- 

- 

- 

0.010 

0.028 

0.197 

0.010 

0.187 

0.080 

42.96 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Quartzite 

2.531 

0.94 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.05 

0.016 

0.28 

0.37 


Bhairunpura 

0812000201465200 

2.088 

Fresh 

Non-command 

Non-command 

Quartzite 

0.550 

0.09 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.07 

0.003 

0.16 

0.17 


Bhamod 

0812000201466800 

3.414 

Fresh 

Non-command 

Non-command 

Quartzite 

2.920 

0.40 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.05 

0.14 

0.018 

0.52 

0.58 


Bhikhawala 

0812000301477500 

2.776 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.158 

0.48 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.001 

0.03 

0.04 


Bhindor 

0812000201467900 

3.043 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.147 

1.04 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.001 

0.03 

0.04 







Non-command 

Quartzite 

2.792 

1.04 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.13 

0.10 

0.31 

0.017 

0.55 

0.69 


Bhojera 

0812000201465800 

4.424 

Fresh 

Non-command 

Non-command 

Quartzite 

2.688 

0.08 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.05 

0.04 

0.21 

0.017 

0.38 

0.49 


Bhojpura 

0812001101585800 

3.925 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.503 

0.51 

0.200 

0.10 

0.01 

0.00 

0.00 

0.00 

0.45 

0.31 

0.38 

0.017 

0.51 

0.73 


Bhuranpura @nestiwas 

0812001001576800 

4.826 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.034 

0.46 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Bihajar 

0812000201467800 

12.669 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.169 

0.99 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.01 

0.01 







Non-command 

Quartzite 

8.097 

0.99 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.20 

0.16 

0.10 

0.050 

0.39 

0.48 


Bobari 

0812001101584700 

4.925 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.750 

0.51 

0.200 

0.10 

0.01 

0.00 

0.00 

0.00 

0.37 

0.27 

0.37 

0.014 

0.32 

0.44 







Non-command 

Quartzite 

2.153 

0.51 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.04 

0.15 

0.011 

0.25 

0.35 


Brijpura 

0812001101584900 

3.051 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.139 

0.47 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.03 

0.04 







Non-command 

Quartzite 

2.912 

0.47 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.07 

0.05 

0.19 

0.014 

0.55 

0.77 


Chak Bai Ka Bas 

0812000201465700 

0.911 

Fresh 

Non-command 

Non-command 

Quartzite 

0.462 

0.18 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.32 

0.41 


Cheend 

0812000201466300 

1.763 

Fresh 

Non-command 

Non-command 

Quartzite 

1.081 

0.48 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.07 

0.06 

0.27 

0.007 

0.38 

0.47 


Chharsa 

0812000301477700 

7.505 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.567 

0.57 

0.150 

0.33 

0.05 

0.00 

0.00 

0.00 

0.75 

0.57 

1.26 

0.042 

0.42 

0.56 


Chilpali 

0812001101585400 

3.730 

Fresh 

Non-command 

Non-command 

Quartzite 

0.090 

0.18 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.02 


Daulaj 

0812000201465600 

3.481 

Fresh 

Non-command 

Non-command 

Quartzite 

2.983 

-0.11 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.018 

0.54 

0.68 


Devan 

0812000301476500 

12.196 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.693 

-0.03 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.005 

0.03 

0.03 


Dhaler 

0812001101586000 

3.124 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.066 

0.55 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.02 


Dhaula 

0812001101586800 

8.673 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.475 

0.26 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.26 

0.012 

0.16 

0.24 







Non-command 

Younger Alluvium 

0.861 

0.26 

0.200 

0.04 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.14 

0.004 

0.06 

0.09 







Non-command 

Quartzite 

0.566 

0.26 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.05 

0.003 

0.04 

0.06 


Dheerawas 

0812001101586900 

4.112 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.678 

0.06 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.15 

0.008 

0.23 

0.35 







Non-command 

Quartzite 

1.534 

0.06 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.12 

0.008 

0.21 

0.32 


Dhekla 

0812001101587200 

3.000 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.013 

-0.08 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

0.002 

-0.08 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Doonga Ka Bas 

0812001101585500 

3.290 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.548 

0.23 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.07 

0.003 

0.10 

0.14 







Non-command 

Younger Alluvium 

0.216 

0.23 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.001 

0.04 

0.06 







Non-command 

Quartzite 

1.510 

0.23 

0.020 

0.04 

0.01 

0.00 

0.00 

0.01 

0.02 

0.02 

0.14 

0.008 

0.26 

0.39 


Galawas 

0812000201466200 

6.960 

Fresh 

Non-command 

Non-command 

Quartzite 

0.735 

0.91 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.005 

0.07 

0.08 


Gathwari 

0812001101584600 

2.452 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.452 

0.50 

0.200 

0.13 

0.02 

0.00 

0.00 

0.00 

0.36 

0.26 

0.52 

0.012 

0.57 

0.79 


Gathwari Meena 

0812001101584500 

0.914 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.914 

0.50 

0.200 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.10 

0.005 

0.57 

0.81 


Gheota 

0812000201467700 

3.856 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.249 

1.09 

0.150 

0.07 

0.01 

0.00 

0.00 

0.00 

0.26 

0.22 

0.27 

0.008 

0.20 

0.24 







Non-command 

Quartzite 

2.417 

1.09 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.13 

0.11 

0.35 

0.015 

0.38 

0.46 


Gokalyawala 

0812001101585000 

2.724 

Fresh 

Non-command 

Non-command 

Quartzite 

2.573 

0.61 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.04 

0.14 

0.013 

0.55 

0.75 


Gol 

0812001101585100 

3.786 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.696 

0.57 

0.200 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.10 

0.003 

0.11 

0.15 







Non-command 

Quartzite 

3.090 

0.57 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.09 

0.06 

0.21 

0.015 

0.47 

0.66 


Gudha Baijnathpura 

0812000201468200 

3.736 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.868 

0.75 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.16 

0.02 

0.011 

0.29 

0.40 







Non-command 

Quartzite 

1.868 

0.75 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.011 

0.29 

0.40 


Gyanpura 

0812000201465500 

3.730 

Fresh 

Non-command 

Non-command 

Quartzite 

2.879 

-0.43 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.018 

0.48 

0.60 


Hanutpura 

0812000301478100 

6.538 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.620 

0.70 

0.150 

0.22 

0.03 

0.00 

0.00 

0.00 

0.78 

0.59 

0.82 

0.042 

0.50 

0.66 







Non-command 

Quartzite 

0.547 

0.70 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.08 

0.004 

0.05 

0.06 


Hari Kishan Pura 

0812000201467600 

2.476 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.060 

1.10 

0.150 

0.20 

0.03 

0.00 

0.00 

0.00 

0.51 

0.42 

0.79 

0.013 

0.50 

0.60 







Non-command 

Quartzite 

0.220 

1.10 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.06 

0.001 

0.05 

0.06 


Haripura Brahmanan 

0812001101584200 

3.646 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.642 

0.51 

0.200 

0.08 

0.01 

0.00 

0.00 

0.00 

0.44 

0.32 

0.28 

0.018 

0.57 

0.78 


Jodhoola 

0812000201466000 

1.750 

Fresh 

Non-command 

Non-command 

Quartzite 

0.833 

0.23 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.04 

0.03 

0.21 

0.005 

0.30 

0.37 


Jodhoola Upala 

0812000201466100 

1.799 

Fresh 

Non-command 

Non-command 

Quartzite 

0.070 

0.50 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.02 

0.03 


Kalyanpura 

0812000201467500 

5.333 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.343 

1.07 

0.150 

0.09 

0.01 

0.00 

0.00 

0.00 

0.77 

0.64 

0.32 

0.027 

0.48 

0.59 







Non-command 

Quartzite 

0.803 

1.07 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.005 

0.09 

0.11 


Kanwarpura 

0812001001577000 

2.729 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.440 

0.50 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.07 

0.003 

0.09 

0.13 


Kela Ka Bas 

0812001101585300 

3.837 

Fresh 

Non-command 

Non-command 

Quartzite 

0.040 

0.38 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Khera 

0812000201465000 

0.850 

Fresh 

Non-command 

Non-command 

Quartzite 

0.850 

-0.38 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.005 

0.61 

0.71 


Khora Larkhani 

0812000301478000 

4.978 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.845 

0.79 

0.150 

0.33 

0.05 

0.00 

0.00 

0.00 

0.74 

0.58 

1.29 

0.029 

0.45 

0.57 


Kukdela 

0812000201464900 

2.943 

Fresh 

Non-command 

Non-command 

Quartzite 

0.940 

0.15 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.06 

0.006 

0.19 

0.21 


Kumbhawas 

0812000301476600 

9.553 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.130 

0.57 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.11 

0.11 

0.008 

0.07 

0.08 


Ladipura 

0812001101586600 

2.425 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.007 

0.59 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Lobrawas 

0812000301476400 

6.084 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.000 

0.25 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Madhogarh 

0806000900889600 

7.762 

Fresh 

Non-command 

Non-command 

Quartzite 

0.091 

0.97 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Maliwara 

0812000201466400 

0.575 

Fresh 

Non-command 

Non-command 

Quartzite 

0.560 

0.67 

0.020 

0.12 

0.02 

0.00 

0.00 

0.00 

0.11 

0.09 

0.49 

0.003 

0.60 

0.74 


Med 

0812000201466600 

13.154 

Fresh 

Non-command 

Non-command 

Quartzite 

12.789 

-0.31 

0.020 

0.58 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

2.21 

0.079 

0.60 

0.74 


Nangal Bani 

0806000900884900 

9.569 

Fresh 

Non-command 

Non-command 

Quartzite 

0.008 

1.24 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Narhat 

0806000900886900 

9.005 

Fresh 

Non-command 

Non-command 

Quartzite 

0.560 

1.68 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.003 

0.04 

0.05 


Nekawala 

0812001101585600 

4.321 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.256 

0.39 

0.200 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.06 

0.001 

0.03 

0.05 







Non-command 

Quartzite 

4.065 

0.39 

0.020 

0.15 

0.02 

0.00 

0.00 

0.00 

0.16 

0.11 

0.56 

0.020 

0.54 

0.77 


Noorpur 

0812001101585900 

2.655 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.397 

0.53 

0.200 

0.05 

0.01 

0.00 

0.00 

0.00 

0.19 

0.13 

0.19 

0.007 

0.30 

0.43 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.05 

0.04 

44.76 

0.04 

- 

0.04 

0.04 

0.32 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.057 

0.003 

0.054 

0.066 

120.52 

Over Exploited 

Bhairunpura 

0812000201465200 

0.05 

0.00 

176.17 

0.00 

- 

0.00 

0.02 

0.18 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.015 

0.001 

0.015 

0.068 

465.77 

Over Exploited 

Bhamod 

0812000201466800 

0.05 

0.08 

(37.29) 

0.06 

0.01 

0.07 

0.07 

0.59 

0.01 

0.0200 

- 

- 

- 

0.020 

0.030 

0.101 

0.005 

0.096 

0.155 

161.67 

Over Exploited 

Bhikhawala 

0812000301477500 

0.15 

0.00 

1,978.97 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.038 

3,999.20 

Over Exploited 

Bhindor 

0812000201467900 

0.20 

0.00 

2,961.79 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.023 

2,138.46 

Over Exploited 



0.05 

0.08 

32.52 

0.09 

0.01 

0.10 

0.07 

0.62 

0.01 

0.0300 

- 

- 

- 

0.030 

0.040 

0.141 

0.007 

0.134 

0.327 

243.56 

Over Exploited 

Bhojera 

0812000201465800 

0.05 

0.05 

(17.58) 

0.04 

0.01 

0.05 

0.05 

0.43 

0.01 

0.0200 

- 

- 

- 

0.020 

0.027 

0.079 

0.004 

0.075 

0.226 

299.36 

Over Exploited 

Bhojpura 

0812001101585800 

0.22 

0.38 

58,189.24 

0.30 

0.01 

0.31 

0.06 

0.57 

0.04 

0.0400 

- 

- 

- 

0.040 

0.085 

0.400 

0.020 

0.380 

0.398 

104.96 

Over Exploited 

Bhuranpura @nestiwas 

0812001001576800 

0.24 

0.00 

4,364.17 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Bihajar 

0812000201467800 

0.20 

0.00 

915,549.11 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

417.52 

Over Exploited 



0.05 

0.15 

########## 

0.16 

- 

0.16 

0.05 

0.44 

0.02 

0.0100 

- 

- 

- 

0.010 

0.029 

0.188 

0.009 

0.179 

0.151 

84.41 

Semi Critical 

Bobari 

0812001101584700 

0.22 

0.19 

38.18 

0.23 

0.01 

0.24 

0.04 

0.36 

0.02 

0.0400 

- 

- 

- 

0.040 

0.063 

0.306 

0.015 

0.291 

0.386 

132.73 

Over Exploited 



0.08 

0.04 

(12.91) 

0.04 

0.01 

0.05 

0.03 

0.28 

0.01 

0.0200 

- 

- 

- 

0.020 

0.025 

0.073 

0.004 

0.069 

0.157 

226.48 

Over Exploited 

Brijpura 

0812001101584900 

0.22 

0.00 

1,049.20 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.014 

1,363.40 

Over Exploited 



0.08 

0.13 

(62.74) 

0.10 

0.01 

0.11 

0.07 

0.61 

0.02 

0.0200 

- 

- 

0.000 

0.020 

0.036 

0.148 

0.007 

0.141 

0.199 

141.98 

Over Exploited 

Chak Bai Ka Bas 

0812000201465700 

0.05 

0.01 

(182.46) 

0.01 

- 

0.01 

0.04 

0.36 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.003 

43.32 

Safe 

Cheend 

0812000201466300 

0.05 

0.02 

1,523.00 

0.02 

0.01 

0.03 

0.05 

0.43 

0.00 

0.0300 

- 

- 

- 

0.030 

0.033 

0.066 

0.003 

0.063 

0.273 

435.41 

Over Exploited 

Chharsa 

0812000301477700 

0.15 

0.35 

60.49 

0.42 

0.05 

0.47 

0.05 

0.48 

0.04 

0.1400 

- 

- 

- 

0.140 

0.184 

0.657 

0.033 

0.625 

1.301 

208.27 

Over Exploited 

Chilpali 

0812001101585400 

0.08 

0.00 

100.39 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.014 

11,568.10 

Over Exploited 

Daulaj 

0812000201465600 

0.05 

0.08 

- 

0.08 

- 

0.08 

0.07 

0.61 

0.01 

- 

- 

- 

- 

- 

0.011 

0.091 

0.009 

0.082 

0.032 

39.32 

Safe 

Devan 

0812000301476500 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.012 

0.079 

633.71 

Over Exploited 

Dhaler 

0812001101586000 

0.22 

0.00 

2,778.75 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dhaula 

0812001101586800 

0.09 

0.04 

51.80 

0.04 

- 

0.04 

0.02 

0.18 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.058 

0.003 

0.055 

0.268 

488.66 

Over Exploited 



0.22 

0.01 

422.71 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.024 

0.001 

0.023 

0.147 

642.41 

Over Exploited 



0.08 

0.00 

1,230.64 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.053 

3,384.62 

Over Exploited 

Dheerawas 

0812001101586900 

0.09 

0.04 

(21.39) 

0.03 

- 

0.03 

0.03 

0.26 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.042 

0.002 

0.040 

0.154 

384.17 

Over Exploited 



0.08 

0.03 

(516.62) 

0.02 

- 

0.02 

0.02 

0.24 

0.00 

- 

- 

- 

- 

- 

0.003 

0.024 

0.001 

0.023 

0.126 

552.52 

Over Exploited 

Dhekla 

0812001101587200 

0.09 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Doonga Ka Bas 

0812001101585500 

0.09 

0.00 

226.06 

0.01 

- 

0.01 

0.01 

0.11 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.016 

0.001 

0.015 

0.068 

439.39 

Over Exploited 



0.22 

0.00 

660.44 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.041 

1,820.95 

Over Exploited 



0.08 

0.03 

(50.74) 

0.03 

0.02 

0.05 

0.03 

0.30 

0.00 

0.0200 

- 

- 

0.021 

0.041 

0.045 

0.094 

0.005 

0.090 

0.148 

164.77 

Over Exploited 

Galawas 

0812000201466200 

0.05 

0.00 

22,677.92 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.048 

4,732.11 

Over Exploited 

Gathwari 

0812001101584600 

0.22 

0.31 

(16.22) 

0.26 

0.02 

0.28 

0.07 

0.64 

0.04 

0.0600 

- 

- 

- 

0.060 

0.097 

0.374 

0.019 

0.356 

0.534 

150.17 

Over Exploited 

Gathwari Meena 

0812001101584500 

0.22 

0.11 

(25.48) 

0.09 

0.00 

0.09 

0.07 

0.63 

0.01 

0.0100 

- 

- 

0.000 

0.010 

0.024 

0.115 

0.006 

0.109 

0.103 

93.93 

Critical 

Gheota 

0812000201467700 

0.20 

0.05 

341.18 

0.06 

0.01 

0.07 

0.03 

0.22 

0.01 

0.0300 

- 

- 

- 

0.030 

0.036 

0.105 

0.005 

0.100 

0.278 

278.82 

Over Exploited 



0.05 

0.05 

137.18 

0.05 

0.01 

0.06 

0.05 

0.43 

0.01 

0.0400 

- 

- 

- 

0.040 

0.046 

0.111 

0.006 

0.105 

0.361 

343.24 

Over Exploited 

Gokalyawala 

0812001101585000 

0.08 

0.11 

(60.34) 

0.09 

0.01 

0.10 

0.07 

0.61 

0.01 

0.0200 

- 

- 

- 

0.020 

0.034 

0.134 

0.007 

0.127 

0.155 

121.66 

Over Exploited 

Gol 

0812001101585100 

0.22 

0.02 

386.05 

0.02 

- 

0.02 

0.01 

0.12 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.032 

0.002 

0.030 

0.104 

347.79 

Over Exploited 



0.08 

0.12 

(47.25) 

0.09 

0.01 

0.10 

0.06 

0.53 

0.01 

0.0200 

- 

- 

- 

0.020 

0.034 

0.138 

0.007 

0.131 

0.226 

172.71 

Over Exploited 

Gudha Baijnathpura 

0812000201468200 

0.20 

0.11 

47.33 

0.13 

0.00 

0.13 

0.04 

0.33 

0.01 

- 

- 

- 

0.000 

- 

0.013 

0.145 

0.007 

0.137 

0.033 

24.37 

Safe 



0.05 

0.03 

1.71 

0.03 

- 

0.03 

0.04 

0.33 

0.00 

- 

- 

- 

- 

- 

0.003 

0.031 

0.002 

0.030 

0.033 

113.09 

Over Exploited 

Gyanpura 

0812000201465500 

0.05 

0.07 

- 

0.07 

- 

0.07 

0.06 

0.55 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.089 

0.009 

0.080 

0.068 

84.68 

Semi Critical 

Hanutpura 

0812000301478100 

0.15 

0.42 

41.23 

0.50 

0.03 

0.53 

0.06 

0.56 

0.05 

0.0900 

- 

- 

- 

0.090 

0.142 

0.674 

0.034 

0.640 

0.857 

133.91 

Over Exploited 



0.06 

0.00 

1,217.57 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.081 

705.47 

Over Exploited 

Hari Kishan Pura 

0812000201467600 

0.20 

0.21 

104.39 

0.25 

0.03 

0.28 

0.07 

0.57 

0.03 

0.0900 

- 

- 

- 

0.090 

0.117 

0.395 

0.020 

0.375 

0.801 

213.31 

Over Exploited 



0.05 

0.00 

1,992.54 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.059 

579.39 

Over Exploited 

Haripura Brahmanan 

0812001101584200 

0.22 

0.45 

(29.09) 

0.36 

0.01 

0.37 

0.07 

0.64 

0.06 

0.0300 

- 

- 

0.000 

0.030 

0.085 

0.458 

0.023 

0.436 

0.302 

69.37 

Safe 

Jodhoola 

0812000201466000 

0.05 

0.01 

(108.18) 

0.01 

0.01 

0.02 

0.04 

0.34 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.046 

0.002 

0.044 

0.214 

490.96 

Over Exploited 

Jodhoola Upala 

0812000201466100 

0.05 

0.00 

3,977.98 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.021 

31,188.44 

Over Exploited 

Kalyanpura 

0812000201467500 

0.20 

0.41 

16,183.19 

0.50 

0.01 

0.51 

0.06 

0.55 

0.05 

0.0400 

- 

- 

- 

0.040 

0.094 

0.600 

0.030 

0.570 

0.351 

61.48 

Safe 



0.05 

0.00 

520.68 

0.00 

- 

0.00 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.005 

0.048 

1,055.55 

Over Exploited 

Kanwarpura 

0812001001577000 

0.24 

0.01 

285.84 

0.01 

0.00 

0.01 

0.01 

0.10 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.011 

0.023 

0.001 

0.022 

0.069 

314.94 

Over Exploited 

Kela Ka Bas 

0812001101585300 

0.08 

0.00 

925.73 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.007 

29,483.71 

Over Exploited 

Khera 

0812000201465000 

0.05 

0.03 

- 

0.03 

0.01 

0.04 

0.08 

0.70 

0.00 

0.0200 

- 

- 

0.001 

0.021 

0.024 

0.061 

0.006 

0.055 

0.178 

324.77 

Over Exploited 

Khora Larkhani 

0812000301478000 

0.15 

0.25 

14,915.79 

0.30 

0.05 

0.35 

0.06 

0.50 

0.03 

0.1400 

- 

- 

- 

0.140 

0.172 

0.526 

0.026 

0.500 

1.315 

263.18 

Over Exploited 

Kukdela 

0812000201464900 

0.05 

0.01 

132.30 

0.01 

- 

0.01 

0.03 

0.22 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.022 

0.001 

0.021 

0.064 

303.13 

Over Exploited 

Kumbhawas 

0812000301476600 

0.15 

0.01 

########## 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.025 

0.001 

0.024 

0.120 

501.96 

Over Exploited 

Ladipura 

0812001101586600 

0.22 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

1.84 

Safe 

Lobrawas 

0812000301476400 

0.15 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Madhogarh 

0806000900889600 

0.10 

0.00 

37,435.57 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Maliwara 

0812000201466400 

0.05 

0.02 

420.62 

0.02 

0.02 

0.04 

0.08 

0.68 

0.00 

0.0600 

- 

- 

- 

0.060 

0.062 

0.102 

0.005 

0.097 

0.493 

507.02 

Over Exploited 

Med 

0812000201466600 

0.05 

0.39 

- 

0.39 

0.08 

0.47 

0.08 

0.68 

0.05 

0.2500 

- 

- 

- 

0.250 

0.301 

0.766 

0.077 

0.689 

2.289 

331.98 

Over Exploited 

Nangal Bani 

0806000900884900 

0.10 

0.00 

42,434.86 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Narhat 

0806000900886900 

0.10 

0.00 

106,261.40 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.021 

1,138.12 

Over Exploited 

Nekawala 

0812001101585600 

0.22 

0.00 

1,354.80 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.065 

548.32 

Over Exploited 



0.08 

0.18 

(35.86) 

0.14 

0.02 

0.16 

0.06 

0.61 

0.02 

0.0600 

- 

- 

- 

0.060 

0.081 

0.242 

0.012 

0.230 

0.577 

251.09 

Over Exploited 

Noorpur 

0812001101585900 

0.22 

0.09 

41.54 

0.11 

0.01 

0.12 

0.04 

0.33 

0.01 

0.0200 

- 

- 

- 

0.020 

0.031 

0.151 

0.008 

0.143 

0.197 

137.68 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Norang Pura 

081200020146510C 

7.207 

Fresh 

Non-command 

Non-command 

Quartzite 

5.031 

-0.17 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.031 

0.43 

0.47 


Palri 

0812000201467100 

7.822 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.773 

1.09 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.81 

0.69 

0.10 

0.029 

0.37 

0.43 







Non-command 

Quartzite 

1.605 

1.09 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.010 

0.12 

0.15 


Pando 

0812000201466900 

5.595 

Fresh 

Non-command 

Non-command 

Quartzite 

1.799 

0.56 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.08 

0.08 

0.28 

0.011 

0.19 

0.21 


Poorawala 

0812000201466500 

0.545 

Fresh 

Non-command 

Non-command 

Quartzite 

0.545 

0.80 

0.020 

0.11 

0.02 

0.00 

0.00 

0.00 

0.10 

0.08 

0.42 

0.003 

0.62 

0.75 


Ramsinghpura 

0812000201467200 

2.910 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.817 

1.09 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.32 

0.27 

0.08 

0.011 

0.37 

0.44 







Non-command 

Quartzite 

0.895 

1.09 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.005 

0.18 

0.22 


Ratanpura Haripura 

0812001101584300 

4.227 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.080 

0.49 

0.200 

0.09 

0.01 

0.00 

0.00 

0.00 

0.38 

0.27 

0.34 

0.015 

0.41 

0.57 


Ratanpura Jatan 

0812001101584400 

1.580 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.414 

0.50 

0.200 

0.08 

0.01 

0.00 

0.00 

0.00 

0.21 

0.15 

0.32 

0.007 

0.51 

0.72 


Satana 

0812000201465900 

9.049 

Fresh 

Non-command 

Non-command 

Quartzite 

7.548 

-0.10 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.046 

0.52 

0.66 


Sewara 

0812000201465300 

2.288 

Fresh 

Non-command 

Non-command 

Quartzite 

1.563 

-0.44 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.010 

0.42 

0.49 


Shakatpura 

0812000301477900 

3.673 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.833 

0.86 

0.150 

0.10 

0.01 

0.00 

0.00 

0.00 

0.45 

0.37 

0.37 

0.021 

0.45 

0.55 


Shyampura 

0812000201466700 

6.863 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.802 

0.62 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.10 

0.005 

0.07 

0.08 







Non-command 

Quartzite 

5.760 

0.62 

0.020 

0.13 

0.02 

0.00 

0.00 

0.00 

0.18 

0.15 

0.46 

0.035 

0.51 

0.61 


Sundarpura 

0812000201468000 

1.682 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.051 

0.97 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.000 

0.02 

0.02 







Non-command 

Quartzite 

1.497 

0.97 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.10 

0.08 

0.32 

0.009 

0.52 

0.68 


Surana 

0812000301477800 

5.735 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.927 

0.62 

0.150 

0.24 

0.03 

0.00 

0.00 

0.00 

0.58 

0.46 

0.91 

0.029 

0.39 

0.50 


Talva 

0812000201468400 

17.524 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.463 

1.04 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.01 

0.003 

0.02 

0.02 







Non-command 

Quartzite 

11.620 

1.04 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.29 

0.22 

0.13 

0.071 

0.40 

0.52 


Teori 

0812000201465400 

3.329 

Fresh 

Non-command 

Non-command 

Quartzite 

2.705 

-0.50 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.017 

0.51 

0.61 


Todalari 

0812001101585200 

7.297 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.920 

0.51 

0.200 

0.11 

0.02 

0.00 

0.00 

0.00 

0.29 

0.20 

0.42 

0.010 

0.15 

0.22 







Non-command 

Quartzite 

3.435 

0.51 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.13 

0.09 

0.39 

0.017 

0.27 

0.39 


Viratnagar (m) 

0812000241202000 

34.434 

Fresh 

Non-command 

Non-command 

Quartzite 

1.064 

0.35 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.08 

0.067 

0.02 

0.02 

03001012 

Bachhamadi 

0807000501019700 

7.321 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.314 

0.40 

0.100 

0.15 

0.02 

0.00 

0.00 

0.00 

0.26 

0.26 

0.58 

0.025 

0.25 

0.24 


Bagdhari 

0807000701037500 

3.233 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.233 

1.42 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.60 

0.74 

0.23 

0.023 

0.54 

0.44 


Bajhera 

0807000501019100 

1.687 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.687 

0.50 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.12 

0.12 

0.19 

0.013 

0.55 

0.55 


Bansi Kalan 

0807000701036800 

1.566 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.501 

0.99 

0.080 

0.05 

0.01 

0.00 

0.00 

0.00 

0.16 

0.16 

0.19 

0.011 

0.52 

0.51 


Bansi Khurd 

0807000701034400 

3.716 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.093 

0.73 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.01 

0.008 

0.16 

0.16 


Basairi 

0807001001086000 

2.258 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.651 

0.12 

0.080 

0.04 

0.01 

0.00 

0.00 

0.00 

0.04 

0.04 

0.14 

0.005 

0.16 

0.15 


Basaiya Abhai 

0807000501020700 

1.143 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.138 

0.78 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.001 

0.07 

0.07 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.019 

0.78 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Basaiya Kalan 

0807000501019200 

2.716 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.716 

0.50 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.18 

0.17 

0.13 

0.020 

0.55 

0.57 


Basua 

0807000701036700 

3.507 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.284 

1.25 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.002 

0.04 

0.04 


Beelauth 

0807000501018700 

3.855 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.731 

0.55 

0.100 

0.11 

0.02 

0.00 

0.00 

0.00 

0.29 

0.27 

0.40 

0.028 

0.55 

0.58 


Bharkau 

0807000501018500 

1.862 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.248 

0.77 

0.100 

0.21 

0.03 

0.00 

0.00 

0.00 

0.28 

0.25 

0.82 

0.009 

0.38 

0.41 


Bhot 

0807001001085100 

4.325 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.918 

1.00 

0.120 

0.08 

0.02 

0.00 

0.00 

0.01 

0.28 

0.38 

0.32 

0.015 

0.24 

0.18 


Chainpura 

0807000501019600 

3.874 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.874 

0.63 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.28 

0.29 

0.12 

0.029 

0.55 

0.53 


Chak Shahna 

0807001001084600 

1.662 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.028 

0.11 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Dahra 

0807000501018600 

6.266 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.604 

0.63 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.09 

0.005 

0.06 

0.06 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.214 

0.63 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.13 

0.009 

0.11 

0.12 


Dayawali 

0807000501020800 

3.033 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.207 

0.64 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.002 

0.04 

0.04 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.669 

0.64 

0.100 

0.12 

0.02 

0.00 

0.00 

0.00 

0.27 

0.25 

0.44 

0.020 

0.50 

0.53 


Dhadholi 

0807000701037200 

0.681 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.005 

1.22 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.676 

1.22 

0.080 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.11 

0.17 

0.005 

0.54 

0.47 


Dhaur 

0807000701037000 

3.987 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.987 

1.10 

0.080 

0.04 

0.01 

0.00 

0.00 

0.00 

0.38 

0.41 

0.14 

0.028 

0.54 

0.51 


Fatehpur 

0807001001085000 

4.698 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.956 

0.74 

0.120 

0.09 

0.02 

0.00 

0.00 

0.00 

0.24 

0.32 

0.33 

0.015 

0.22 

0.17 


Gagwana 

0807000501019500 

2.691 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.691 

0.55 

0.100 

0.09 

0.01 

0.00 

0.00 

0.00 

0.23 

0.23 

0.35 

0.020 

0.55 

0.55 


Habeebpur 

0807000701037300 

5.278 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.884 

1.43 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.54 

0.63 

0.20 

0.021 

0.29 

0.25 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.394 

1.43 

0.080 

0.03 

0.01 

0.00 

0.00 

0.00 

0.29 

0.34 

0.10 

0.017 

0.24 

0.21 


Hateejar 

0807000801059300 

7.279 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.896 

0.90 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.14 

0.12 

0.19 

0.006 

0.07 

0.08 


Jaichauli 

0807001001084800 

3.471 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.764 

0.76 

0.120 

0.13 

0.02 

0.00 

0.00 

0.00 

0.36 

0.44 

0.49 

0.022 

0.43 

0.35 


Jhamri 

0807000901066700 

4.288 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.601 

0.91 

0.150 

0.21 

0.05 

0.00 

0.00 

0.00 

0.38 

0.35 

0.82 

0.008 

0.21 

0.23 


Kothen Kalan 

0807000501019300 

1.293 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.870 

0.53 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.09 

0.007 

0.37 

0.38 


Kothen Khurd 

0807000501019400 

0.893 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.769 

0.54 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.11 

0.006 

0.47 

0.48 


Lakhanpur 

0807000501020600 

5.942 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.217 

0.62 

0.100 

0.11 

0.02 

0.00 

0.00 

0.00 

0.29 

0.28 

0.41 

0.024 

0.30 

0.32 


Ludhabai 

0807000701036300 

3.441 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.755 

1.48 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.17 

0.19 

0.18 

0.005 

0.12 

0.11 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.238 

1.48 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.03 

0.002 

0.04 

0.03 


Lulhara 

0807000501018900 

1.966 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.541 

0.48 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.10 

0.15 

0.012 

0.43 

0.44 


Mahua 

0807000701037100 

5.972 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.043 

1.45 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

4.666 

1.45 

0.080 

0.06 

0.01 

0.00 

0.00 

0.00 

0.59 

0.63 

0.22 

0.033 

0.42 

0.40 


Mai 

0807000501021100 

5.762 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.027 

0.90 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mamtoli 

0807001001084400 

1.444 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.443 

0.63 

0.080 

0.12 

0.02 

0.00 

0.00 

0.00 

0.17 

0.19 

0.48 

0.011 

0.54 

0.50 


Nagla Bhaua 

0807000501019000 

1.481 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.795 

0.49 

0.100 

0.03 

0.00 

0.00 

0.00 

0.02 

0.05 

0.05 

0.11 

0.006 

0.29 

0.30 


Nagla Churaman 

0807000701036400 

1.406 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.006 

1.49 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Paharsar 

0807000501015700 

5.280 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.304 

0.52 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.11 

0.10 

0.17 

0.010 

0.14 

0.15 


Par 

0807000701037400 

1.644 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.644 

1.25 

0.120 

0.07 

0.02 

0.00 

0.00 

0.00 

0.29 

0.37 

0.27 

0.012 

0.53 

0.43 


Paraswara 

0807000501020900 

4.089 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.731 

0.78 

0.100 

0.10 

0.01 

0.00 

0.00 

0.00 

0.30 

0.28 

0.37 

0.021 

0.38 

0.41 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.669 

0.78 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.07 

0.005 

0.09 

0.10 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Norang Pura 

0812000201465100 

0.05 

0.11 

- 

0.11 

0.01 

0.12 

0.06 

0.48 

0.01 

0.0200 

- 

- 

- 

0.020 

0.035 

0.152 

0.015 

0.137 

0.211 

154.32 

Over Exploited 

Palri 

0812000201467100 

0.20 

0.34 

########## 

0.41 

- 

0.41 

0.05 

0.42 

0.04 

0.0100 

- 

- 

- 

0.010 

0.055 

0.462 

0.023 

0.439 

0.126 

28.80 

Safe 



0.05 

0.01 

130,469.11 

0.01 

- 

0.01 

0.02 

0.14 

0.00 

- 

- 

- 

- 

- 

0.001 

0.013 

0.001 

0.013 

0.032 

253.54 

Over Exploited 

Pando 

0812000201466900 

0.05 

0.02 

62,250.85 

0.02 

0.01 

0.03 

0.03 

0.22 

0.00 

0.0300 

- 

- 

- 

0.030 

0.032 

0.063 

0.003 

0.060 

0.292 

487.41 

Over Exploited 

Poorawala 

0812000201466500 

0.05 

0.02 

382.91 

0.02 

0.02 

0.04 

0.08 

0.70 

0.00 

0.0500 

- 

- 

- 

0.050 

0.052 

0.092 

0.005 

0.088 

0.421 

480.23 

Over Exploited 

Ramsinghpura 

0812000201467200 

0.20 

0.13 

15,885.88 

0.16 

- 

0.16 

0.05 

0.42 

0.02 

0.0100 

- 

- 

- 

0.010 

0.028 

0.187 

0.009 

0.178 

0.087 

49.01 

Safe 



0.05 

0.01 

204.49 

0.01 

- 

0.01 

0.02 

0.21 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.010 

0.027 

263.32 

Over Exploited 

Ratanpura Haripura 

0812001101584300 

0.22 

0.28 

(1.47) 

0.27 

0.01 

0.28 

0.05 

0.46 

0.03 

0.0400 

- 

- 

- 

0.040 

0.074 

0.358 

0.018 

0.340 

0.350 

102.94 

Over Exploited 

Ratanpura Jatan 

0812001101584400 

0.22 

0.16 

(5.94) 

0.15 

0.01 

0.16 

0.06 

0.57 

0.02 

0.0400 

- 

- 

0.002 

0.042 

0.060 

0.219 

0.011 

0.208 

0.331 

158.86 

Over Exploited 

Satana 

0812000201465900 

0.05 

0.20 

- 

0.20 

0.01 

0.21 

0.07 

0.59 

0.03 

0.0200 

- 

- 

- 

0.020 

0.046 

0.254 

0.025 

0.228 

0.219 

96.05 

Critical 

Sewara 

0812000201465300 

0.05 

0.03 

- 

0.03 

0.01 

0.04 

0.06 

0.48 

0.00 

0.0200 

- 

- 

- 

0.020 

0.024 

0.066 

0.007 

0.059 

0.154 

258.48 

Over Exploited 

Shakatpura 

0812000301477900 

0.15 

0.19 

95.07 

0.23 

0.01 

0.24 

0.06 

0.51 

0.02 

0.0400 

- 

- 

- 

0.040 

0.065 

0.304 

0.015 

0.289 

0.386 

133.85 

Over Exploited 

Shyampura 

0812000201466700 

0.20 

0.01 

94,933.52 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.024 

0.001 

0.023 

0.102 

440.57 

Over Exploited 



0.05 

0.15 

3.71 

0.15 

0.02 

0.17 

0.07 

0.58 

0.02 

0.0500 

- 

- 

- 

0.050 

0.070 

0.243 

0.012 

0.231 

0.496 

214.78 

Over Exploited 

Sundarpura 

0812000201468000 

0.20 

0.00 

7,322.29 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.022 

9,733.63 

Over Exploited 



0.05 

0.04 

94.98 

0.05 

0.01 

0.06 

0.07 

0.59 

0.00 

0.0400 

- 

- 

- 

0.040 

0.045 

0.102 

0.005 

0.097 

0.333 

343.67 

Over Exploited 

Surana 

0812000301477800 

0.15 

0.23 

97.65 

0.28 

0.03 

0.31 

0.05 

0.44 

0.03 

0.1000 

- 

- 

- 

0.100 

0.130 

0.437 

0.022 

0.415 

0.939 

226.24 

Over Exploited 

Talva 

0812000201468400 

0.20 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.014 

780.58 

Over Exploited 



0.05 

0.21 

861,746.11 

0.22 

- 

0.22 

0.05 

0.45 

0.03 

0.0100 

- 

- 

- 

0.010 

0.037 

0.252 

0.013 

0.239 

0.201 

84.24 

Semi Critical 

Teori 

0812000201465400 

0.05 

0.07 

- 

0.07 

0.01 

0.08 

0.07 

0.57 

0.01 

0.0200 

- 

- 

- 

0.020 

0.029 

0.107 

0.011 

0.096 

0.190 

196.61 

Over Exploited 

Todalari 

0812001101585200 

0.22 

0.06 

214.40 

0.08 

0.02 

0.10 

0.02 

0.17 

0.01 

0.0500 

- 

- 

- 

0.050 

0.058 

0.155 

0.008 

0.148 

0.431 

291.87 

Over Exploited 



0.08 

0.07 

4,740.15 

0.09 

0.01 

0.10 

0.03 

0.31 

0.01 

0.0400 

- 

- 

- 

0.040 

0.049 

0.145 

0.007 

0.138 

0.410 

298.11 

Over Exploited 

Viratnagar (m) 

0812000241202000 

0.05 

0.00 

285,051.07 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.146 

12,485.44 

Over Exploited 

Bachhamadi 

0807000501019700 

0.20 

0.16 

60.15 

0.20 

0.02 

0.22 

0.02 

0.27 

- 

0.0700 

- 

- 

0.006 

0.076 

0.076 

0.297 

0.015 

0.282 

0.608 

215.75 

Over Exploited 

Bagdhari 

0807000701037500 

0.20 

0.35 

112.29 

0.42 

0.01 

0.43 

0.04 

0.58 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.466 

0.023 

0.442 

0.252 

56.96 

Safe 

Bajhera 

0807000501019100 

0.20 

0.18 

(35.59) 

0.15 

0.01 

0.16 

0.05 

0.60 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.188 

0.009 

0.178 

0.204 

114.26 

Over Exploited 

Bansi Kalan 

0807000701036800 

0.15 

0.12 

37.02 

0.14 

0.01 

0.15 

0.05 

0.57 

- 

0.0200 

- 

- 

0.002 

0.023 

0.023 

0.174 

0.009 

0.166 

0.205 

123.58 

Over Exploited 

Bansi Khurd 

0807000701034400 

0.15 

0.03 

184.49 

0.03 

- 

0.03 

0.02 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.031 

0.002 

0.030 

0.019 

63.29 

Safe 

Basairi 

0807001001086000 

0.15 

0.02 

147.49 

0.02 

0.01 

0.03 

0.01 

0.17 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.048 

0.002 

0.046 

0.145 

315.36 

Over Exploited 

Basaiya Abhai 

0807000501020700 

0.20 

0.00 

945.61 

0.00 

- 

0.00 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.012 

0.044 

378.78 

Over Exploited 



0.20 

0.00 

3,840.90 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Basaiya Kalan 

0807000501019200 

0.20 

0.30 

(42.92) 

0.24 

0.00 

0.24 

0.05 

0.61 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.252 

0.013 

0.240 

0.150 

62.74 

Safe 

Basua 

0807000701036700 

0.15 

0.00 

1,445.71 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.002 

95.56 

Critical 

Beelauth 

0807000501018700 

0.20 

0.41 

(33.06) 

0.33 

0.02 

0.35 

0.05 

0.60 

- 

0.0500 

- 

- 

0.004 

0.054 

0.054 

0.404 

0.020 

0.384 

0.428 

111.62 

Over Exploited 

Bharkau 

0807000501018500 

0.20 

0.10 

167.46 

0.11 

0.03 

0.14 

0.04 

0.42 

- 

0.0900 

- 

- 

0.001 

0.091 

0.091 

0.236 

0.012 

0.224 

0.830 

370.18 

Over Exploited 

Bhot 

0807001001085100 

0.22 

0.10 

279.33 

0.12 

0.03 

0.15 

0.02 

0.25 

- 

0.0600 

- 

- 

0.009 

0.069 

0.069 

0.214 

0.011 

0.203 

0.332 

163.33 

Over Exploited 

Chainpura 

0807000501019600 

0.20 

0.42 

(31.01) 

0.34 

0.00 

0.34 

0.05 

0.60 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.348 

0.017 

0.331 

0.148 

44.78 

Safe 

Chak Shahna 

0807001001084600 

0.15 

0.00 

422.22 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

25,695.39 

Over Exploited 

Dahra 

0807000501018600 

0.20 

0.01 

714.86 

0.01 

- 

0.01 

0.01 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.091 

529.61 

Over Exploited 



0.20 

0.03 

305.08 

0.03 

- 

0.03 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.042 

0.002 

0.040 

0.139 

346.31 

Over Exploited 

Dayawali 

0807000501020800 

0.20 

0.00 

1,266.22 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.045 

2,449.65 

Over Exploited 



0.20 

0.26 

(4.20) 

0.25 

0.02 

0.27 

0.05 

0.54 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.323 

0.016 

0.307 

0.463 

150.73 

Over Exploited 

Dhadholi 

0807000701037200 

0.20 

0.00 

21,179.51 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.05 

98.70 

0.07 

0.01 

0.08 

0.05 

0.58 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.106 

0.005 

0.101 

0.178 

175.91 

Over Exploited 

Dhaur 

0807000701037000 

0.15 

0.32 

25.81 

0.39 

0.01 

0.40 

0.05 

0.59 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.429 

0.021 

0.407 

0.168 

41.34 

Safe 

Fatehpur 

0807001001085000 

0.22 

0.10 

231.51 

0.11 

0.02 

0.13 

0.02 

0.24 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.194 

0.010 

0.185 

0.345 

186.97 

Over Exploited 

Gagwana 

0807000501019500 

0.20 

0.29 

(23.37) 

0.24 

0.01 

0.25 

0.05 

0.60 

- 

0.0400 

- 

- 

0.003 

0.043 

0.043 

0.291 

0.015 

0.277 

0.365 

132.06 

Over Exploited 

Habeebpur 

0807000701037300 

0.20 

0.17 

272.67 

0.20 

0.01 

0.21 

0.02 

0.32 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.254 

0.013 

0.241 

0.219 

90.70 

Critical 



0.15 

0.09 

289.09 

0.11 

0.01 

0.12 

0.02 

0.26 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.135 

0.007 

0.128 

0.114 

88.81 

Semi Critical 

Hateejar 

0807000801059300 

0.24 

0.01 

728.93 

0.02 

0.01 

0.03 

0.01 

0.08 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.058 

0.003 

0.055 

0.191 

348.02 

Over Exploited 

Jaichauli 

0807001001084800 

0.22 

0.26 

71.02 

0.31 

0.02 

0.33 

0.03 

0.46 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.381 

0.019 

0.362 

0.510 

140.76 

Over Exploited 

Jhamri 

0807000901066700 

0.25 

0.08 

310.39 

0.10 

0.05 

0.15 

0.02 

0.23 

- 

0.1500 

- 

- 

- 

0.150 

0.150 

0.301 

0.015 

0.286 

0.829 

289.61 

Over Exploited 

Kothen Kalan 

0807000501019300 

0.20 

0.06 

0.66 

0.07 

- 

0.07 

0.04 

0.41 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.075 

0.004 

0.071 

0.093 

129.89 

Over Exploited 

Kothen Khurd 

0807000501019400 

0.20 

0.07 

(3.50) 

0.07 

0.00 

0.07 

0.05 

0.52 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.083 

0.004 

0.079 

0.114 

144.90 

Over Exploited 

Lakhanpur 

0807000501020600 

0.20 

0.19 

41.55 

0.23 

0.02 

0.25 

0.03 

0.33 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.304 

0.015 

0.288 

0.434 

150.53 

Over Exploited 

Ludhabai 

0807000701036300 

0.20 

0.02 

971.59 

0.02 

0.01 

0.03 

0.01 

0.13 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.062 

0.003 

0.058 

0.180 

308.40 

Over Exploited 



0.15 

0.00 

3,059.99 

0.00 

- 

0.00 

0.00 

0.04 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.034 

305.68 

Over Exploited 

Lulhara 

0807000501018900 

0.20 

0.13 

(24.16) 

0.11 

0.01 

0.12 

0.04 

0.47 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.139 

0.007 

0.132 

0.163 

122.77 

Over Exploited 

Mahua 

0807000701037100 

0.20 

0.00 

23,276.02 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.30 

113.30 

0.36 

0.01 

0.37 

0.04 

0.46 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.405 

0.020 

0.385 

0.249 

64.74 

Safe 

Mai 

0807000501021100 

0.20 

0.00 

15,293.57 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mamtoli 

0807001001084400 

0.15 

0.12 

60.08 

0.14 

0.02 

0.16 

0.05 

0.59 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.212 

0.011 

0.201 

0.486 

241.51 

Over Exploited 

Nagla Bhaua 

0807000501019000 

0.20 

0.05 

2.64 

0.05 

0.02 

0.07 

0.03 

0.32 

- 

0.0100 

- 

- 

0.031 

0.041 

0.041 

0.110 

0.006 

0.105 

0.113 

107.97 

Over Exploited 

Nagla Churaman 

0807000701036400 

0.15 

0.00 

30,986.85 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Paharsar 

0807000501015700 

0.20 

0.04 

182.39 

0.04 

0.01 

0.05 

0.01 

0.15 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.074 

0.004 

0.070 

0.183 

261.77 

Over Exploited 

Par 

0807000701037400 

0.20 

0.18 

110.13 

0.21 

0.02 

0.23 

0.04 

0.58 

- 

0.0500 

- 

- 

0.002 

0.052 

0.052 

0.283 

0.014 

0.269 

0.277 

102.81 

Over Exploited 

Paraswara 

0807000501020900 

0.20 

0.21 

36.03 

0.25 

0.01 

0.26 

0.04 

0.42 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.298 

0.015 

0.283 

0.395 

139.46 

Over Exploited 



0.20 

0.01 

440.08 

0.01 

- 

0.01 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.025 

0.001 

0.024 

0.070 

296.49 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Raina 

080700050101580C 

1.897 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.016 

0.60 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Sewar 

0807000707900001 

7.338 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.679 

1.14 

0.120 

0.00 

0.00 

0.00 

0.00 

0.04 

0.20 

0.22 

0.00 

0.012 

0.12 

0.11 






Ajan Lower Bund 

Command 

Older Alluvium 

0.359 

1.14 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.00 

0.003 

0.03 

0.02 


Sewar Khurd 

0807000701037700 

0.777 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.559 

1.16 

0.120 

0.08 

0.02 

0.00 

0.00 

0.00 

0.14 

0.18 

0.30 

0.004 

0.38 

0.29 


Shahna 

0807001001084500 

3.103 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.664 

0.15 

0.080 

0.16 

0.02 

0.00 

0.00 

0.00 

0.16 

0.17 

0.64 

0.013 

0.29 

0.27 


Shahpur 

0807000501018800 

4.011 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.011 

0.49 

0.100 

0.19 

0.03 

0.00 

0.00 

0.01 

0.35 

0.33 

0.71 

0.030 

0.56 

0.58 


Shyorana 

0807000701037800 

2.518 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.146 

1.14 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.04 

0.001 

0.03 

0.02 


Sukhawali 

0807000701037600 

2.299 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.311 

1.22 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.23 

0.30 

0.18 

0.009 

0.30 

0.23 


Tanda 

0807000701036900 

3.370 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.370 

0.86 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.26 

0.27 

0.09 

0.024 

0.54 

0.53 


Tehra Brahman 

0807001001084700 

4.532 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.336 

0.50 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.13 

0.15 

0.22 

0.010 

0.16 

0.14 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.440 

0.50 

0.080 

0.05 

0.01 

0.00 

0.00 

0.00 

0.10 

0.11 

0.19 

0.011 

0.17 

0.15 


Tohila 

0807000501020500 

2.605 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.804 

0.56 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.11 

0.006 

0.17 

0.18 


Vamanpura 

0807000701036100 

3.380 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.097 

1.21 

0.120 

0.02 

0.00 

0.00 

0.00 

0.01 

0.17 

0.20 

0.05 

0.008 

0.18 

0.15 






Ajan Lower Bund 

Command 

Older Alluvium 

0.000 

1.21 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 

03001013 

Achalpura 

0807000701038100 

0.614 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.028 

1.15 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.03 






Ajan Lower Bund 

Command 

Older Alluvium 

0.587 

1.15 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.00 

0.004 

0.55 

0.63 


Adda 

0807000701035800 

1.860 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.458 

1.14 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.19 

0.04 

0.010 

0.45 

0.49 






Ajan Lower Bund 

Command 

Older Alluvium 

0.402 

1.14 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.02 

0.003 

0.12 

0.14 


Addi 

0807000701039300 

0.378 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.061 

1.10 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.09 

0.11 






Ajan Lower Bund 

Command 

Older Alluvium 

0.317 

1.10 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.07 

0.002 

0.49 

0.57 


Adhaiya Kalan 

0807000601029600 

1.540 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.048 

1.42 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.02 

0.02 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.122 

1.42 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.04 

0.06 


Adhaiya Khurd 

0807000601029700 

1.567 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.401 

1.39 

0.150 

0.02 

0.01 

0.00 

0.00 

0.00 

0.09 

0.07 

0.09 

0.003 

0.13 

0.18 


Aghapur 

0807000701049000 

7.960 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.320 

0.46 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.07 

0.002 

0.02 

0.02 


Ajan 

0807000601023900 

13.087 

Saline 

Bharatpur Canal 

Command 

Older Alluvium 

0.596 

0.61 

0.120 

0.02 

0.01 

0.02 

0.03 

0.00 

0.01 

0.00 

0.09 

0.004 

0.03 

0.03 


Anipur 

0807000701038300 

1.522 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.520 

1.01 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.17 

0.04 

0.011 

0.58 

0.68 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.001 

1.01 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Araji Saiga 

0807000701045400 

0.373 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.373 

0.80 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.05 

0.003 

0.54 

0.45 


Awar 

0807000601027800 

11.902 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.276 

1.04 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.50 

0.40 

0.37 

0.023 

0.15 

0.19 






Bharatpur Canal 

Command 

Older Alluvium 

1.142 

1.04 

0.120 

0.03 

0.00 

0.03 

0.04 

0.00 

0.10 

0.09 

0.13 

0.008 

0.05 

0.07 


Baben 

0807000601033500 

5.081 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.440 

1.01 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.01 

0.003 

0.05 

0.06 





Saline 

Non-command 

Non-command 

Older Alluvium 

4.241 

1.01 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.54 

0.47 

0.13 

0.030 

0.47 

0.53 


Bachhamandi 

0807000701045000 

9.059 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.321 

0.86 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.25 

0.26 

0.04 

0.017 

0.14 

0.13 





Saline 

Non-command 

Non-command 

Older Alluvium 

4.058 

0.86 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.30 

0.32 

0.04 

0.029 

0.25 

0.23 






Ajan Lower Bund 

Command 

Older Alluvium 

2.680 

0.86 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.20 

0.03 

0.019 

0.16 

0.15 


Bahnera 

0807000701047200 

4.997 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.132 

0.37 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.10 

0.20 

0.008 

0.12 

0.11 






Ajan Lower Bund 

Command 

Older Alluvium 

0.229 

0.37 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.002 

0.02 

0.02 


Bajhera 

0807000701044800 

2.163 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.005 

0.73 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Ajan Lower Bund 

Command 

Older Alluvium 

2.157 

0.73 

0.080 

0.06 

0.01 

0.00 

0.00 

0.00 

0.18 

0.18 

0.24 

0.015 

0.55 

0.54 


Bansi Birahna 

0807000701046200 

2.642 

Fresh 

Ajan Lower Bund 

Command 

Older Alluvium 

1.417 

0.18 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.08 

0.08 

0.22 

0.010 

0.29 

0.29 





Saline 

Ajan Lower Bund 

Command 

Older Alluvium 

1.224 

0.18 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.12 

0.009 

0.25 

0.25 


Bansi Kalan 

0807000701036800 

1.566 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.044 

0.99 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.01 


Barakhur 

0807000701042400 

2.507 

Saline 

Ajan Lower Bund 

Command 

Older Alluvium 

2.507 

0.56 

0.080 

0.03 

0.01 

0.00 

0.00 

0.00 

0.13 

0.12 

0.11 

0.018 

0.57 

0.62 


Barso ( Rural) 

0807000701045300 

2.321 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.321 

0.83 

0.120 

0.24 

0.06 

0.00 

0.00 

0.00 

0.41 

0.48 

0.95 

0.017 

0.54 

0.47 


Basua 

0807000701036700 

3.507 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.327 

1.25 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.25 

0.03 

0.017 

0.36 

0.35 


Belara Kalan 

0807000601029800 

6.173 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.781 

1.46 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

1.07 

0.80 

0.04 

0.034 

0.41 

0.54 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.703 

1.46 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.09 

0.00 

0.005 

0.06 

0.08 


Bhandor 

0807000701039500 

4.960 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.907 

0.19 

0.120 

0.11 

0.03 

0.00 

0.00 

0.00 

0.12 

0.10 

0.43 

0.014 

0.22 

0.26 






Ajan Lower Bund 

Command 

Older Alluvium 

2.030 

0.19 

0.120 

0.12 

0.03 

0.00 

0.00 

0.00 

0.14 

0.12 

0.45 

0.014 

0.24 

0.28 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.814 

0.19 

0.080 

0.03 

0.01 

0.00 

0.00 

0.00 

0.03 

0.03 

0.11 

0.006 

0.10 

0.11 






Ajan Lower Bund 

Command 

Older Alluvium 

0.209 

0.19 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.001 

0.02 

0.03 


Bharangarpur 

0807000701043700 

3.045 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.335 

0.00 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.05 

0.002 

0.06 

0.06 






Ajan Lower Bund 

Command 

Older Alluvium 

2.023 

0.00 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.07 

0.07 

0.31 

0.014 

0.37 

0.37 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.00 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Ajan Lower Bund 

Command 

Older Alluvium 

0.462 

0.00 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.003 

0.08 

0.09 


Bharatpur (M Cl) 

0807000740706000 

28.252 

Fresh 

Non-command 

Non-command 

Older Alluvium 

24.800 

1.01 

0.120 

5.36 

0.24 

0.00 

0.00 

0.00 

8.12 

7.37 

3.83 

13.404 

0.50 

0.55 






Ajan Lower Bund 

Command 

Older Alluvium 

0.794 

1.01 

0.120 

0.17 

0.01 

0.00 

0.00 

0.00 

0.26 

0.23 

0.13 

0.429 

0.02 

0.02 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.013 

1.01 

0.080 

0.20 

0.01 

0.00 

0.00 

0.00 

0.27 

0.25 

0.10 

0.548 

0.02 

0.02 






Ajan Lower Bund 

Command 

Older Alluvium 

1.645 

1.01 

0.080 

0.33 

0.01 

0.00 

0.00 

0.00 

0.45 

0.41 

0.15 

0.889 

0.03 

0.04 


Bhot 

0807001001085100 

4.325 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.720 

1.00 

0.120 

0.03 

0.01 

0.00 

0.00 

0.00 

0.10 

0.14 

0.12 

0.006 

0.09 

0.07 


Bilawati 

0807000601025200 

2.323 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.522 

1.23 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.02 

0.004 

0.12 

0.16 


Birawai 

0807000701046300 

1.343 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.232 

0.08 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.08 

0.08 

0.31 

0.009 

0.50 

0.49 






Ajan Lower Bund 

Command 

Older Alluvium 

0.111 

0.08 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.05 

0.04 


Borai 

0807000601033200 

2.922 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.922 

0.83 

0.150 

0.04 

0.01 

0.00 

0.00 

0.00 

0.39 

0.33 

0.14 

0.021 

0.57 

0.68 


Chak Bahnera 

0807000701047100 

1.202 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.087 

0.43 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.001 

0.04 

0.03 






Ajan Lower Bund 

Command 

Older Alluvium 

0.838 

0.43 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.11 

0.006 

0.38 

0.34 


Chak Baltikari 

0807000701043900 

2.036 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.781 

0.24 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.09 

0.18 

0.013 

0.48 

0.51 


Chak Bhandor 

0807000701039600 

2.335 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.335 

0.70 

0.120 

0.15 

0.04 

0.00 

0.00 

0.00 

0.31 

0.26 

0.58 

0.017 

0.58 

0.68 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Raina 

080700050101580C 

0.20 

0.00 

5,537.53 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sewar 

0807000707900001 

0.20 

0.04 

418.14 

0.05 

0.04 

0.09 

0.01 

0.14 

- 

- 

- 

- 

0.053 

0.053 

0.053 

0.138 

0.007 

0.131 

0.012 

9.13 

Safe 



0.20 

0.00 

2,755.06 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.003 

117.02 

Over Exploited 

Sewar Khurd 

0807000701037700 

0.20 

0.04 

321.55 

0.05 

0.02 

0.07 

0.03 

0.41 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.131 

0.007 

0.125 

0.305 

244.46 

Over Exploited 

Shahna 

0807001001084500 

0.15 

0.07 

140.42 

0.09 

0.02 

0.11 

0.03 

0.32 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.177 

0.009 

0.168 

0.650 

386.23 

Over Exploited 

Shahpur 

0807000501018800 

0.20 

0.45 

(25.72) 

0.36 

0.04 

0.40 

0.06 

0.61 

- 

0.0800 

- 

- 

0.017 

0.097 

0.097 

0.495 

0.025 

0.471 

0.743 

157.93 

Over Exploited 

Shyorana 

0807000701037800 

0.20 

0.00 

4,366.03 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.011 

0.037 

352.05 

Over Exploited 

Sukhawali 

0807000701037600 

0.20 

0.08 

274.55 

0.10 

0.01 

0.11 

0.02 

0.33 

- 

0.0300 

- 

- 

0.004 

0.034 

0.034 

0.143 

0.007 

0.136 

0.189 

139.71 

Over Exploited 

Tanda 

0807000701036900 

0.15 

0.27 

(2.15) 

0.27 

0.00 

0.27 

0.05 

0.59 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.280 

0.014 

0.266 

0.110 

41.41 

Safe 

Tehra Brahman 

0807001001084700 

0.22 

0.05 

220.79 

0.06 

0.01 

0.07 

0.01 

0.17 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.096 

0.005 

0.091 

0.234 

257.04 

Over Exploited 



0.15 

0.04 

203.65 

0.04 

0.01 

0.05 

0.01 

0.19 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.074 

0.004 

0.071 

0.205 

290.45 

Over Exploited 

Tohila 

0807000501020500 

0.20 

0.03 

163.03 

0.03 

- 

0.03 

0.02 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.043 

0.002 

0.041 

0.114 

278.70 

Over Exploited 

Vamanpura 

0807000701036100 

0.20 

0.04 

417.65 

0.05 

0.01 

0.05 

0.01 

0.19 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.072 

0.004 

0.068 

0.062 

90.26 

Critical 



0.20 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Achalpura 

0807000701038100 

0.20 

0.00 

2,231.46 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.06 

10.40 

0.07 

- 

0.07 

0.06 

0.61 

- 

- 

- 

- 

- 

- 

- 

0.071 

0.004 

0.068 

0.004 

6.18 

Safe 

Adda 

0807000701035800 

0.20 

0.13 

46.48 

0.16 

- 

0.16 

0.05 

0.49 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.166 

0.008 

0.158 

0.046 

29.35 

Safe 



0.20 

0.01 

498.16 

0.01 

- 

0.01 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.011 

0.021 

184.93 

Over Exploited 

Addi 

0807000701039300 

0.20 

0.00 

497.67 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.018 

1,400.86 

Over Exploited 



0.20 

0.03 

70.04 

0.04 

- 

0.04 

0.05 

0.54 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.047 

0.002 

0.045 

0.074 

166.38 

Over Exploited 

Adhaiya Kalan 

0807000601029600 

0.22 

0.00 

4,304.50 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.013 

6,200.86 

Over Exploited 



0.20 

0.00 

1,423.49 

0.00 

- 

0.00 

0.00 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.012 

947.23 

Over Exploited 

Adhaiya Khurd 

0807000601029700 

0.22 

0.01 

483.42 

0.01 

0.01 

0.02 

0.02 

0.15 

0.00 

0.0200 

- 

- 

- 

0.020 

0.021 

0.045 

0.002 

0.043 

0.093 

214.88 

Over Exploited 

Aghapur 

0807000701049000 

0.20 

0.00 

3,495.24 

0.00 

- 

0.00 

0.00 

0.02 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.074 

671.62 

Over Exploited 

Ajan 

0807000601023900 

0.20 

0.00 

46.61 

0.00 

0.06 

0.06 

0.00 

0.03 

- 

0.0200 

0.0030 

0.0042 

- 

0.027 

0.027 

0.089 

0.004 

0.084 

0.090 

106.93 

Over Exploited 

Anipur 

0807000701038300 

0.20 

0.18 

(5.91) 

0.17 

0.00 

0.17 

0.06 

0.64 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.176 

0.009 

0.167 

0.047 

27.97 

Safe 



0.15 

0.00 

152,390.21 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Araji Saiga 

0807000701045400 

0.20 

0.04 

35.97 

0.05 

0.00 

0.05 

0.04 

0.58 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.059 

0.003 

0.056 

0.057 

100.47 

Over Exploited 

Awar 

0807000601027800 

0.20 

0.10 

307.41 

0.12 

0.01 

0.13 

0.02 

0.17 

- 

0.0700 

- 

- 

0.000 

0.070 

0.070 

0.200 

0.010 

0.190 

0.388 

204.56 

Over Exploited 



0.20 

0.01 

604.07 

0.01 

0.07 

0.08 

0.01 

0.06 

- 

0.0200 

0.0047 

0.0054 

- 

0.030 

0.030 

0.112 

0.006 

0.107 

0.137 

128.47 

Over Exploited 

Baben 

0807000601033500 

0.22 

0.00 

1,140.33 

0.01 

- 

0.01 

0.01 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.005 

0.016 

302.69 

Over Exploited 



0.20 

0.39 

19.82 

0.47 

0.01 

0.48 

0.05 

0.51 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.503 

0.025 

0.478 

0.156 

32.63 

Safe 

Bachhamandi 

0807000701045000 

0.20 

0.07 

302.04 

0.08 

- 

0.08 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.088 

0.004 

0.084 

0.053 

62.56 

Safe 



0.15 

0.15 

110.25 

0.18 

- 

0.18 

0.02 

0.27 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.190 

0.009 

0.180 

0.072 

39.90 

Safe 



0.15 

0.07 

213.24 

0.08 

- 

0.08 

0.01 

0.18 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.088 

0.004 

0.084 

0.051 

60.86 

Safe 

Bahnera 

0807000701047200 

0.20 

0.03 

276.07 

0.03 

0.01 

0.04 

0.01 

0.13 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.063 

0.003 

0.060 

0.206 

342.96 

Over Exploited 



0.20 

0.00 

1,950.98 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.038 

2,918.16 

Over Exploited 

Bajhera 

0807000701044800 

0.15 

0.00 

26,282.99 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.18 

0.71 

0.18 

0.01 

0.19 

0.05 

0.60 

- 

0.0400 

- 

- 

0.000 

0.041 

0.041 

0.230 

0.012 

0.219 

0.253 

115.75 

Over Exploited 

Bansi Birahna 

0807000701046200 

0.20 

0.08 

(1.37) 

0.08 

0.01 

0.09 

0.03 

0.32 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.112 

0.006 

0.107 

0.226 

211.75 

Over Exploited 



0.15 

0.05 

4.18 

0.05 

- 

0.05 

0.02 

0.28 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.059 

0.003 

0.056 

0.128 

229.04 

Over Exploited 

Bansi Kalan 

0807000701036800 

0.15 

0.00 

3,505.28 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

9,938.06 

Over Exploited 

Barakhur 

0807000701042400 

0.15 

0.21 

(43.29) 

0.17 

0.01 

0.18 

0.06 

0.62 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.202 

0.010 

0.192 

0.126 

65.62 

Safe 

Barso ( Rural) 

0807000701045300 

0.20 

0.25 

90.31 

0.30 

0.06 

0.36 

0.05 

0.59 

- 

0.1800 

- 

- 

0.001 

0.181 

0.181 

0.542 

0.027 

0.515 

0.971 

188.41 

Over Exploited 

Basua 

0807000701036700 

0.15 

0.12 

96.76 

0.15 

- 

0.15 

0.03 

0.39 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.160 

0.008 

0.152 

0.049 

31.99 

Safe 

Belara Kalan 

0807000601029800 

0.22 

0.43 

87.61 

0.51 

- 

0.51 

0.05 

0.45 

0.05 

- 

- 

- 

- 

- 

0.048 

0.562 

0.028 

0.534 

0.069 

12.88 

Safe 



0.20 

0.01 

1,002.15 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.010 

0.005 

47.37 

Safe 

Bhandor 

0807000701039500 

0.20 

0.09 

22.66 

0.10 

0.03 

0.13 

0.02 

0.25 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.212 

0.011 

0.201 

0.446 

221.21 

Over Exploited 



0.20 

0.10 

19.41 

0.12 

0.03 

0.15 

0.03 

0.26 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.225 

0.011 

0.214 

0.464 

217.20 

Over Exploited 



0.15 

0.01 

134.93 

0.01 

0.01 

0.02 

0.01 

0.11 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.044 

0.002 

0.042 

0.114 

272.60 

Over Exploited 



0.15 

0.00 

1,344.73 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.033 

322.79 

Over Exploited 

Bharangarpur 

0807000701043700 

0.20 

0.00 

143.91 

0.00 

- 

0.00 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.014 

0.056 

399.13 

Over Exploited 



0.20 

0.15 

(53.19) 

0.12 

0.01 

0.13 

0.03 

0.40 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.159 

0.008 

0.151 

0.320 

212.65 

Over Exploited 



0.15 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.01 

70.94 

0.01 

- 

0.01 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.046 

701.14 

Over Exploited 

Bharatpur (M Cl) 

0807000740706000 

0.20 

2.48 

196.68 

2.98 

0.24 

3.22 

0.05 

0.55 

- 

0.7200 

- 

- 

- 

0.720 

0.720 

3.941 

0.197 

3.744 

17.233 

460.25 

Over Exploited 



0.20 

0.00 

9,016.16 

0.00 

0.01 

0.01 

0.00 

0.02 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.033 

0.002 

0.031 

0.555 

1,768.34 

Over Exploited 



0.15 

0.00 

7,826.28 

0.00 

0.01 

0.01 

0.00 

0.02 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.034 

0.002 

0.032 

0.645 

2,011.78 

Over Exploited 



0.15 

0.01 

4,912.13 

0.01 

0.01 

0.02 

0.00 

0.04 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.050 

0.002 

0.047 

1.040 

2,196.79 

Over Exploited 

Bhot 

0807001001085100 

0.22 

0.01 

869.94 

0.02 

0.01 

0.03 

0.01 

0.10 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.057 

0.003 

0.054 

0.125 

231.58 

Over Exploited 

Bilawati 

0807000601025200 

0.20 

0.01 

412.84 

0.01 

0.00 

0.02 

0.01 

0.13 

0.00 

- 

- 

- 

0.001 

0.001 

0.002 

0.017 

0.001 

0.016 

0.026 

156.97 

Over Exploited 

Birawai 

0807000701046300 

0.20 

0.12 

(32.81) 

0.10 

0.01 

0.11 

0.05 

0.55 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.140 

0.007 

0.133 

0.315 

236.94 

Over Exploited 



0.20 

0.00 

9.70 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.019 

1,798.08 

Over Exploited 

Borai 

0807000601033200 

0.22 

0.37 

(10.33) 

0.33 

0.01 

0.35 

0.06 

0.64 

- 

0.0300 

- 

- 

0.006 

0.036 

0.036 

0.381 

0.019 

0.362 

0.159 

43.83 

Safe 

Chak Bahnera 

0807000701047100 

0.20 

0.00 

645.18 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.019 

2,386.64 

Over Exploited 



0.20 

0.06 

30.29 

0.08 

- 

0.08 

0.03 

0.41 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.086 

0.004 

0.082 

0.114 

139.38 

Over Exploited 

Chak Baltikari 

0807000701043900 

0.20 

0.17 

(50.24) 

0.14 

0.01 

0.15 

0.05 

0.53 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.168 

0.008 

0.159 

0.193 

120.90 

Over Exploited 

Chak Bhandor 

0807000701039600 

0.20 

0.27 

(3.66) 

0.26 

0.04 

0.30 

0.06 

0.64 

- 

0.1100 

- 

- 

0.000 

0.110 

0.110 

0.412 

0.021 

0.391 

0.593 

151.51 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Chak Borai 

0807000601033300 

0.874 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.874 

0.83 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.00 

0.006 

0.58 

0.68 


Chak Daulatpur 

0807000701043800 

3.838 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.524 

0.37 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.09 

0.14 

0.011 

0.22 

0.23 






Ajan Lower Bund 

Command 

Older Alluvium 

1.253 

0.37 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.13 

0.009 

0.18 

0.19 


Chak Ghana Bhandor 

0807000701040000 

0.506 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.506 

-0.83 

0.080 

0.03 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.004 

0.58 

0.68 


Chak Hathkauli 

0807000701044100 

2.568 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.568 

-0.20 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.018 

0.55 

0.57 


Chak Hindola No. 2 

0807000701034900 

0.330 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.034 

1.26 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.05 

0.05 


Chak Luchpuri 

0807000601029400 

0.649 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.001 

1.37 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chak Mahroli Mafi 

0807000701046500 

0.447 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.324 

0.43 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.06 

0.06 

0.22 

0.002 

0.40 

0.37 






Ajan Lower Bund 

Command 

Older Alluvium 

0.123 

0.43 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.09 

0.001 

0.15 

0.14 


Chak Murwara 

0807000701039200 

0.644 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.560 

1.10 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.07 

0.004 

0.51 

0.59 






Ajan Lower Bund 

Command 

Older Alluvium 

0.083 

1.10 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.08 

0.09 


Chak Nagla Karansingh 

0807000701039700 

0.675 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.675 

0.75 

0.120 

0.00 

0.00 

0.00 

0.00 

0.01 

0.05 

0.04 

0.00 

0.005 

0.58 

0.68 


Chak Ramnagar 

0807000701047700 

1.182 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.182 

1.07 

0.120 

0.10 

0.02 

0.00 

0.00 

0.00 

0.23 

0.31 

0.40 

0.008 

0.53 

0.40 


Chak Sakeetra 

0807000601030100 

2.526 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.859 

1.44 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.30 

0.00 

0.013 

0.38 

0.51 


Chak Seh 

0807000601033100 

1.309 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.926 

1.11 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.14 

0.04 

0.007 

0.39 

0.47 


Chak Sendroli 

0807000701038600 

1.965 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.259 

0.97 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.002 

0.08 

0.09 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.706 

0.97 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.11 

0.00 

0.012 

0.50 

0.58 


Chak Shyorawali 

0807000701050100 

0.463 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.077 

0.26 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.09 

0.07 


Chak Undra 

0807000701044300 

1.499 

Fresh 

Ajan Lower Bund 

Command 

Older Alluvium 

0.904 

-0.01 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.006 

0.33 

0.33 





Saline 

Ajan Lower Bund 

Command 

Older Alluvium 

0.595 

-0.01 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.004 

0.22 

0.22 


Charliganj 

0807000701044500 

3.285 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.052 

0.00 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Ajan Lower Bund 

Command 

Older Alluvium 

2.730 

0.00 

0.080 

0.07 

0.01 

0.00 

0.00 

0.00 

0.06 

0.06 

0.25 

0.019 

0.46 

0.46 


Chichana 

0807000701051300 

3.236 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.411 

0.25 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.11 

0.003 

0.07 

0.07 


Chiksana 

0807000701044000 

4.316 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.499 

-0.19 

0.120 

0.39 

0.06 

0.00 

0.00 

0.01 

0.00 

0.00 

1.51 

0.025 

0.45 

0.46 






Ajan Lower Bund 

Command 

Older Alluvium 

0.817 

-0.19 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.006 

0.10 

0.11 


Dahra 

0807000601028800 

6.861 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.080 

1.06 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.30 

0.25 

0.17 

0.015 

0.17 

0.21 






Bharatpur Canal 

Command 

Older Alluvium 

1.030 

1.06 

0.120 

0.02 

0.00 

0.03 

0.03 

0.00 

0.09 

0.07 

0.09 

0.007 

0.08 

0.10 


Dandoo 

0807000601024400 

1.574 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.074 

1.54 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.03 


Dayopura 

0807000701047900 

3.924 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.476 

0.88 

0.120 

0.08 

0.02 

0.00 

0.00 

0.00 

0.21 

0.29 

0.29 

0.011 

0.20 

0.15 


Dhanwara 

0807000601027100 

6.708 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.106 

1.23 

0.150 

0.06 

0.01 

0.00 

0.00 

0.00 

0.62 

0.51 

0.21 

0.022 

0.24 

0.29 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.804 

1.23 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.11 

0.05 

0.006 

0.06 

0.08 


Dharmpura 

0807000701036200 

1.437 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.511 

1.43 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.02 

0.004 

0.20 

0.19 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.926 

1.43 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.12 

0.02 

0.007 

0.35 

0.34 


Dhokas 

0807000601025000 

0.714 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.714 

1.43 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.10 

0.05 

0.005 

0.52 

0.72 


Gadhaira 

0807000601024900 

1.411 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.411 

1.21 

0.120 

0.03 

0.01 

0.00 

0.00 

0.00 

0.22 

0.16 

0.10 

0.010 

0.52 

0.72 


Gangar Soli 

0807000601023100 

3.344 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.047 

1.09 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.01 


Gaonri 

0807000701042800 

5.615 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.359 

0.19 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.003 

0.04 

0.04 






Ajan Lower Bund 

Command 

Older Alluvium 

2.310 

0.19 

0.080 

0.08 

0.01 

0.00 

0.00 

0.00 

0.10 

0.10 

0.30 

0.016 

0.23 

0.24 


Garhi Zalimsingh 

0807000701035200 

1.784 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.784 

1.26 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.19 

0.02 

0.013 

0.54 

0.54 


Ghana Bhandor 

0807000701039900 

0.573 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.573 

-0.64 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.004 

0.58 

0.68 


Ghasaula 

0807000701045500 

3.534 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.481 

0.74 

0.120 

0.11 

0.03 

0.00 

0.00 

0.00 

0.39 

0.46 

0.41 

0.025 

0.53 

0.45 


Ghusyari 

0807000701043600 

2.401 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.049 

0.01 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.000 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.760 

0.01 

0.080 

0.09 

0.01 

0.00 

0.00 

0.00 

0.08 

0.08 

0.35 

0.005 

0.17 

0.18 






Ajan Lower Bund 

Command 

Older Alluvium 

0.315 

0.01 

0.080 

0.04 

0.01 

0.00 

0.00 

0.00 

0.03 

0.03 

0.14 

0.002 

0.07 

0.07 


Girdharpur 

0807000701039000 

2.357 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.356 

0.85 

0.120 

0.13 

0.03 

0.00 

0.00 

0.00 

0.34 

0.29 

0.49 

0.017 

0.58 

0.68 






Ajan Lower Bund 

Command 

Older Alluvium 

0.000 

0.85 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gundwa 

0807000701039400 

2.611 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.627 

0.99 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.07 

0.004 

0.14 

0.16 






Ajan Lower Bund 

Command 

Older Alluvium 

1.984 

0.99 

0.120 

0.07 

0.02 

0.00 

0.00 

0.00 

0.28 

0.24 

0.25 

0.014 

0.44 

0.52 


Helak 

0807000601033700 

4.407 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.336 

1.25 

0.120 

0.15 

0.02 

0.00 

0.00 

0.00 

0.78 

0.76 

0.57 

0.031 

0.53 

0.53 


Hindola 

0807000701035000 

2.605 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.033 

1.26 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.22 

0.03 

0.014 

0.42 

0.41 


Ikaran 

0807000701044600 

5.464 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.773 

-0.16 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.006 

0.08 

0.08 






Ajan Lower Bund 

Command 

Older Alluvium 

1.679 

-0.16 

0.080 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.012 

0.17 

0.17 


Indoo 

0807000601024500 

4.262 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.918 

1.58 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.13 

0.02 

0.006 

0.11 

0.15 


Indrapura 

0807000601027300 

0.733 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.641 

1.23 

0.150 

0.06 

0.02 

0.00 

0.00 

0.00 

0.16 

0.12 

0.25 

0.005 

0.45 

0.62 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.092 

1.23 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.001 

0.07 

0.09 


Jagheena ( Rural) 

0807000701040300 

23.303 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.283 

0.44 

0.080 

0.15 

0.03 

0.00 

0.00 

0.00 

0.27 

0.24 

0.54 

0.031 

0.10 

0.12 






Bharatpur Canal 

Command 

Older Alluvium 

0.011 

0.44 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Ajan Lower Bund 

Command 

Older Alluvium 

9.389 

0.44 

0.080 

0.32 

0.07 

0.00 

0.00 

0.01 

0.57 

0.51 

1.19 

0.067 

0.23 

0.26 


Jarhara 

0807000601030200 

1.828 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.814 

1.34 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.14 

0.02 

0.006 

0.23 

0.30 


Jatoli Ghana ( Rural) 

0807000701045200 

3.379 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.379 

0.64 

0.120 

0.17 

0.04 

0.00 

0.00 

0.00 

0.39 

0.44 

0.63 

0.024 

0.54 

0.48 


Jharoli 

0807000701034600 

1.694 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.549 

1.27 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.02 

0.004 

0.17 

0.17 


Jheelara ( Rural) 

0807000701038000 

2.203 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.203 

1.23 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.36 

0.46 

0.18 

0.016 

0.53 

0.43 


Jiroli 

0807000701042300 

2.087 

Saline 

Ajan Lower Bund 

Command 

Older Alluvium 

1.788 

0.25 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.01 

0.013 

0.48 

0.52 


Kakalpura 

0807000701035400 

1.036 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.036 

1.32 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.12 

0.01 

0.007 

0.55 

0.56 


Kanjoli 

0807000701039100 

2.353 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.288 

1.02 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.32 

0.27 

0.18 

0.016 

0.56 

0.67 






Ajan Lower Bund 

Command 

Older Alluvium 

0.065 

1.02 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.02 


Kasoda 

0807000701038700 

3.375 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.198 

0.89 

0.120 

0.03 

0.01 

0.00 

0.00 

0.00 

0.36 

0.31 

0.11 

0.023 

0.55 

0.65 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.177 

0.89 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.03 

0.04 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Chak Borai 

0807000601033300 

0.22 

0.11 

(16.81) 

0.09 

- 

0.09 

0.06 

0.64 

- 

- 

- 

- 

- 

- 

- 

0.093 

0.005 

0.088 

0.006 

7.03 

Safe 

Chak Daulatpur 

0807000701043800 

0.20 

0.07 

39.77 

0.08 

0.01 

0.09 

0.02 

0.24 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.111 

0.006 

0.105 

0.155 

146.93 

Over Exploited 



0.20 

0.05 

81.82 

0.05 

- 

0.05 

0.02 

0.20 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.064 

0.003 

0.061 

0.135 

221.06 

Over Exploited 

Chak Ghana Bhandor 

0807000701040000 

0.15 

0.04 

- 

0.04 

0.01 

0.05 

0.06 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.064 

0.006 

0.057 

0.123 

213.61 

Over Exploited 

Chak Hathkauli 

0807000701044100 

0.20 

0.28 

- 

0.28 

0.01 

0.29 

0.05 

0.60 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.313 

0.031 

0.282 

0.162 

57.60 

Safe 

Chak Hindola No. 2 

0807000701034900 

0.15 

0.00 

1,156.29 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chak Luchpuri 

0807000601029400 

0.20 

0.00 

77,816.98 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chak Mahroli Mafi 

0807000701046500 

0.20 

0.03 

135.80 

0.03 

0.01 

0.04 

0.04 

0.43 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.061 

0.003 

0.058 

0.218 

378.34 

Over Exploited 



0.20 

0.00 

660.32 

0.00 

- 

0.00 

0.01 

0.16 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.014 

0.091 

662.69 

Over Exploited 

Chak Murwara 

0807000701039200 

0.20 

0.06 

40.87 

0.07 

- 

0.07 

0.05 

0.56 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.078 

0.004 

0.074 

0.076 

102.59 

Over Exploited 



0.20 

0.00 

651.66 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

0.019 

1,304.21 

Over Exploited 

Chak Nagla Karansingh 

0807000701039700 

0.20 

0.08 

(47.40) 

0.06 

0.01 

0.08 

0.06 

0.64 

- 

- 

- 

- 

0.019 

0.019 

0.019 

0.094 

0.005 

0.089 

0.005 

5.38 

Safe 

Chak Ramnagar 

0807000701047700 

0.20 

0.13 

148.67 

0.15 

0.02 

0.17 

0.04 

0.57 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.240 

0.012 

0.228 

0.404 

177.18 

Over Exploited 

Chak Sakeetra 

0807000601030100 

0.22 

0.16 

93.09 

0.19 

0.00 

0.19 

0.04 

0.43 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.190 

0.010 

0.181 

0.013 

7.27 

Safe 

Chak Seh 

0807000601033100 

0.22 

0.08 

71.39 

0.09 

0.00 

0.10 

0.04 

0.43 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.096 

0.005 

0.092 

0.047 

50.79 

Safe 

Chak Sendroli 

0807000701038600 

0.20 

0.00 

566.09 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.004 

0.002 

41.42 

Safe 



0.15 

0.13 

(10.26) 

0.11 

- 

0.11 

0.05 

0.55 

- 

- 

- 

- 

- 

- 

- 

0.114 

0.006 

0.109 

0.012 

11.19 

Safe 

Chak Shyorawali 

0807000701050100 

0.20 

0.00 

120.89 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.001 

35.33 

Safe 

Chak Undra 

0807000701044300 

0.20 

0.06 

- 

0.06 

0.01 

0.07 

0.03 

0.36 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.100 

0.010 

0.090 

0.258 

287.17 

Over Exploited 



0.15 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.24 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.030 

0.003 

0.027 

0.101 

381.03 

Over Exploited 

Charliganj 

0807000701044500 

0.15 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.19 

(67.99) 

0.15 

0.01 

0.16 

0.04 

0.50 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.192 

0.010 

0.182 

0.267 

146.60 

Over Exploited 

Chichana 

0807000701051300 

0.20 

0.01 

684.32 

0.01 

- 

0.01 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.111 

694.68 

Over Exploited 

Chiksana 

0807000701044000 

0.20 

0.31 

- 

0.31 

0.07 

0.38 

0.04 

0.49 

- 

0.1700 

- 

- 

0.013 

0.184 

0.184 

0.566 

0.057 

0.509 

1.537 

301.90 

Over Exploited 



0.20 

0.02 

- 

0.02 

0.01 

0.03 

0.01 

0.11 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.068 

0.007 

0.062 

0.348 

564.90 

Over Exploited 

Dahra 

0807000601028800 

0.20 

0.07 

253.98 

0.08 

0.01 

0.09 

0.02 

0.19 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.124 

0.006 

0.117 

0.185 

157.35 

Over Exploited 



0.20 

0.02 

315.16 

0.02 

0.06 

0.08 

0.01 

0.09 

- 

0.0200 

0.0043 

0.0048 

0.003 

0.033 

0.033 

0.116 

0.006 

0.111 

0.093 

84.31 

Semi Critical 

Dandoo 

0807000601024400 

0.20 

0.00 

2,662.65 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.012 

2,553.22 

Over Exploited 

Dayopura 

0807000701047900 

0.20 

0.06 

388.33 

0.07 

0.02 

0.09 

0.01 

0.21 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.142 

0.007 

0.135 

0.299 

221.91 

Over Exploited 

Dhanwara 

0807000601027100 

0.22 

0.16 

211.49 

0.20 

0.01 

0.21 

0.03 

0.27 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.248 

0.012 

0.236 

0.229 

97.21 

Critical 



0.20 

0.01 

1,037.78 

0.01 

- 

0.01 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.022 

0.001 

0.021 

0.059 

280.08 

Over Exploited 

Dharmpura 

0807000701036200 

0.20 

0.02 

409.52 

0.02 

- 

0.02 

0.02 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.024 

0.001 

0.023 

0.022 

95.21 

Critical 



0.15 

0.05 

145.73 

0.06 

- 

0.06 

0.03 

0.39 

- 

- 

- 

- 

- 

- 

- 

0.059 

0.003 

0.056 

0.028 

49.33 

Safe 

Dhokas 

0807000601025000 

0.20 

0.07 

28.76 

0.09 

0.00 

0.09 

0.06 

0.58 

0.01 

0.0100 

- 

- 

0.001 

0.011 

0.019 

0.109 

0.005 

0.103 

0.058 

56.13 

Safe 

Gadhaira 

0807000601024900 

0.20 

0.15 

10.26 

0.16 

0.01 

0.17 

0.06 

0.58 

0.02 

0.0200 

- 

- 

0.001 

0.021 

0.038 

0.209 

0.010 

0.199 

0.106 

53.28 

Safe 

Gangar Soli 

0807000601023100 

0.20 

0.00 

6,372.04 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gaonri 

0807000701042800 

0.15 

0.00 

676.27 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.046 

2,082.11 

Over Exploited 



0.15 

0.08 

26.87 

0.10 

0.01 

0.11 

0.02 

0.25 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.138 

0.007 

0.131 

0.318 

242.57 

Over Exploited 

Garhi Zalimsingh 

0807000701035200 

0.15 

0.14 

31.13 

0.17 

0.00 

0.17 

0.05 

0.59 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.174 

0.009 

0.165 

0.035 

21.00 

Safe 

Ghana Bhandor 

0807000701039900 

0.15 

0.05 

- 

0.05 

0.00 

0.05 

0.06 

0.64 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.054 

0.005 

0.048 

0.036 

74.89 

Semi Critical 

Ghasaula 

0807000701045500 

0.20 

0.37 

23.60 

0.44 

0.03 

0.47 

0.04 

0.58 

- 

0.0800 

- 

- 

0.000 

0.080 

0.080 

0.555 

0.028 

0.527 

0.439 

83.29 

Semi Critical 

Ghusyari 

0807000701043600 

0.20 

0.00 

8,704.14 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.036 

28,940.01 

Over Exploited 



0.15 

0.02 

292.78 

0.02 

0.01 

0.03 

0.02 

0.19 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.074 

0.004 

0.070 

0.351 

500.41 

Over Exploited 



0.15 

0.00 

759.14 

0.00 

0.01 

0.01 

0.01 

0.08 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.034 

0.002 

0.032 

0.142 

439.01 

Over Exploited 

Girdharpur 

0807000701039000 

0.20 

0.27 

5.25 

0.29 

0.03 

0.32 

0.06 

0.64 

- 

0.0900 

- 

- 

0.001 

0.091 

0.091 

0.410 

0.020 

0.389 

0.503 

129.22 

Over Exploited 



0.20 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gundwa 

0807000701039400 

0.20 

0.02 

357.30 

0.02 

- 

0.02 

0.02 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.031 

0.002 

0.029 

0.076 

259.72 

Over Exploited 



0.20 

0.18 

38.15 

0.21 

0.02 

0.23 

0.05 

0.49 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.280 

0.014 

0.266 

0.266 

100.01 

Over Exploited 

Helak 

0807000601033700 

0.20 

0.46 

67.82 

0.55 

0.02 

0.57 

0.05 

0.58 

- 

0.1100 

- 

- 

0.000 

0.110 

0.110 

0.677 

0.034 

0.644 

0.599 

93.02 

Critical 

Hindola 

0807000701035000 

0.15 

0.13 

70.10 

0.15 

0.00 

0.15 

0.04 

0.46 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.165 

0.008 

0.157 

0.046 

29.59 

Safe 

Ikaran 

0807000701044600 

0.15 

0.01 

- 

0.01 

0.00 

0.01 

0.01 

0.09 

- 

0.0100 

- 

- 

0.000 

0.011 

0.011 

0.020 

0.002 

0.018 

0.082 

455.37 

Over Exploited 



0.15 

0.04 

- 

0.04 

0.01 

0.05 

0.02 

0.19 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.073 

0.007 

0.066 

0.163 

246.43 

Over Exploited 

Indoo 

0807000601024500 

0.20 

0.02 

544.54 

0.02 

0.00 

0.03 

0.01 

0.13 

0.00 

- 

- 

- 

0.004 

0.004 

0.006 

0.033 

0.002 

0.031 

0.028 

91.00 

Critical 

Indrapura 

0807000601027300 

0.22 

0.06 

80.35 

0.08 

0.02 

0.10 

0.05 

0.50 

0.01 

0.0500 

- 

- 

- 

0.050 

0.057 

0.154 

0.008 

0.146 

0.256 

174.89 

Over Exploited 



0.20 

0.00 

1,322.66 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.033 

296.86 

Over Exploited 

Jagheena ( Rural) 

0807000701040300 

0.15 

0.07 

254.11 

0.08 

0.03 

0.11 

0.01 

0.12 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.211 

0.011 

0.200 

0.571 

284.96 

Over Exploited 



0.15 

0.00 

(82,763.13) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.15 

0.32 

56.17 

0.39 

0.08 

0.46 

0.02 

0.25 

- 

0.2200 

- 

- 

0.009 

0.230 

0.230 

0.694 

0.035 

0.659 

1.255 

190.37 

Over Exploited 

Jarhara 

0807000601030200 

0.22 

0.04 

224.77 

0.05 

0.00 

0.05 

0.03 

0.26 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.051 

0.003 

0.048 

0.030 

61.50 

Safe 

Jatoli Ghana ( Rural) 

0807000701045200 

0.20 

0.37 

19.63 

0.44 

0.04 

0.48 

0.05 

0.59 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

0.600 

0.030 

0.570 

0.654 

114.77 

Over Exploited 

Jharoli 

0807000701034600 

0.15 

0.01 

366.01 

0.02 

- 

0.02 

0.02 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.017 

0.001 

0.016 

0.026 

159.31 

Over Exploited 

Jheelara ( Rural) 

0807000701038000 

0.20 

0.24 

94.62 

0.28 

0.01 

0.29 

0.04 

0.58 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.324 

0.016 

0.308 

0.196 

63.52 

Safe 

Jiroli 

0807000701042300 

0.15 

0.13 

(67.89) 

0.10 

0.00 

0.10 

0.05 

0.53 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.106 

0.005 

0.100 

0.024 

23.66 

Safe 

Kakalpura 

0807000701035400 

0.15 

0.08 

36.82 

0.10 

0.00 

0.10 

0.05 

0.60 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.105 

0.005 

0.100 

0.018 

18.38 

Safe 

Kanjoli 

0807000701039100 

0.20 

0.26 

4.93 

0.27 

0.01 

0.28 

0.06 

0.63 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.311 

0.016 

0.296 

0.196 

66.40 

Safe 



0.20 

0.00 

3,146.31 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kasoda 

0807000701038700 

0.20 

0.35 

(12.11) 

0.31 

0.01 

0.32 

0.06 

0.61 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.339 

0.017 

0.322 

0.131 

40.65 

Safe 



0.15 

0.00 

1,232.38 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

136.84 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Kasot 

080700040100960C 

10.732 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.781 

1.57 

0.150 

0.02 

0.01 

0.00 

0.00 

0.00 

0.19 

0.14 

0.09 

0.005 

0.04 

0.05 


Khadera 

0807000701047500 

2.269 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.232 

1.05 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.33 

0.44 

0.23 

0.016 

0.52 

0.39 


Khan 

0807000601024300 

1.361 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.027 

1.50 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Khemra 

0807000701046100 

3.886 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.202 

0.52 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.001 

0.03 

0.03 






Ajan Lower Bund 

Command 

Older Alluvium 

2.372 

0.52 

0.120 

0.18 

0.03 

0.00 

0.00 

0.00 

0.30 

0.31 

0.68 

0.017 

0.33 

0.32 





Saline 

Ajan Lower Bund 

Command 

Older Alluvium 

1.312 

0.52 

0.080 

0.06 

0.01 

0.00 

0.00 

0.00 

0.10 

0.11 

0.23 

0.009 

0.18 

0.18 


Khokhar 

0807000701047800 

1.844 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.686 

0.86 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.11 

0.04 

0.005 

0.20 

0.15 


Koomha 

0807000601024600 

7.216 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.133 

1.45 

0.120 

0.13 

0.03 

0.00 

0.00 

0.00 

1.16 

0.84 

0.45 

0.043 

0.44 

0.61 



0807000701047400 

5.537 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.537 

1.11 

0.120 

0.17 

0.04 

0.00 

0.00 

0.08 

0.79 

1.05 

0.65 

0.039 

0.53 

0.39 


Kumher (M) 

0807000640705000 

12.893 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.878 

1.18 

0.150 

0.11 

0.01 

0.00 

0.00 

0.00 

0.43 

0.31 

0.12 

0.253 

0.08 

0.11 





Saline 

Non-command 

Non-command 

Older Alluvium 

8.795 

1.18 

0.120 

0.51 

0.03 

0.00 

0.00 

0.00 

1.73 

1.24 

0.47 

1.187 

0.35 

0.49 


Kwardiya 

0807000601030000 

2.634 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.583 

1.26 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.53 

0.39 

0.17 

0.018 

0.51 

0.70 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.051 

1.26 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Lakhan 

0807000601027500 

3.372 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.274 

1.45 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.07 

0.002 

0.04 

0.06 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.744 

1.45 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.16 

0.12 

0.15 

0.005 

0.12 

0.16 


Ludhabai 

0807000701036300 

3.441 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1,119 

1.48 

0.120 

0.06 

0.02 

0.00 

0.00 

0.00 

0.24 

0.26 

0.25 

0.008 

0.18 

0.16 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.330 

1.48 

0.080 

0.05 

0.01 

0.00 

0.00 

0.00 

0.20 

0.22 

0.18 

0.009 

0.21 

0.19 


Madarpur 

0807000701042500 

1.516 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.058 

0.66 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 






Ajan Lower Bund 

Command 

Older Alluvium 

1.458 

0.66 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.00 

0.010 

0.55 

0.59 


Madhoni 

0807000701035700 

3.876 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.496 

1.15 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.38 

0.33 

0.13 

0.018 

0.37 

0.42 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.380 

1.15 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.12 

0.04 

0.010 

0.20 

0.23 


Madoli 

0807000701037900 

2.510 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.095 

1.14 

0.120 

0.03 

0.01 

0.00 

0.00 

0.00 

0.31 

0.39 

0.09 

0.015 

0.45 

0.36 






Ajan Lower Bund 

Command 

Older Alluvium 

0.415 

1.14 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.02 

0.003 

0.09 

0.07 


Maharath 

0807000601024800 

1.321 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.321 

1.46 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.17 

0.02 

0.009 

0.52 

0.72 


Mahganwa 

0807000701040500 

6.405 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.642 

0.13 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.07 

0.005 

0.06 

0.07 






Bharatpur Canal 

Command 

Older Alluvium 

4.999 

0.13 

0.080 

0.13 

0.03 

0.17 

0.24 

0.00 

-0.25 

-0.21 

0.46 

0.036 

0.44 

0.52 


Mahua 

0807000701037100 

5.972 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.263 

1.45 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.18 

0.05 

0.009 

0.11 

0.11 


Maigoojar 

0807000701051200 

0.561 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.008 

0.26 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Malah 

0807000701047300 

6.094 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.094 

1.24 

0.120 

0.21 

0.05 

0.00 

0.00 

0.01 

1.05 

1.38 

0.79 

0.043 

0.53 

0.41 


Maloni 

0807000701045800 

1.647 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.051 

0.80 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.04 

0.000 

0.02 

0.02 






Ajan Lower Bund 

Command 

Older Alluvium 

0.199 

0.80 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.13 

0.001 

0.07 

0.06 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.401 

0.80 

0.080 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.06 

0.15 

0.003 

0.13 

0.13 






Ajan Lower Bund 

Command 

Older Alluvium 

0.996 

0.80 

0.080 

0.10 

0.01 

0.00 

0.00 

0.00 

0.15 

0.16 

0.38 

0.007 

0.33 

0.31 


Mehtoli 

0807000701046700 

1.221 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.221 

0.31 

0.120 

0.16 

0.02 

0.00 

0.00 

0.00 

0.19 

0.20 

0.63 

0.009 

0.55 

0.52 


Moondota 

0807000701035500 

3.249 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.249 

1.36 

0.080 

0.05 

0.01 

0.00 

0.00 

0.00 

0.39 

0.38 

0.17 

0.023 

0.55 

0.57 


Moroli Kalan 

0807000701040700 

4.382 

Saline 

Bharatpur Canal 

Command 

Older Alluvium 

0.062 

0.33 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Moroli Khurd 

0807000701040600 

2.465 

Saline 

Bharatpur Canal 

Command 

Older Alluvium 

0.018 

0.31 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Murwara 

0807000701038200 

3.390 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.577 

1.12 

0.120 

0.17 

0.04 

0.00 

0.00 

0.00 

0.47 

0.41 

0.67 

0.018 

0.44 

0.51 






Ajan Lower Bund 

Command 

Older Alluvium 

0.814 

1.12 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.16 

0.14 

0.22 

0.006 

0.14 

0.16 


Nagla Baghera 

0807000601029300 

0.887 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.247 

1.43 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.03 

0.002 

0.15 

0.19 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.456 

1.43 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.05 

0.003 

0.28 

0.35 


Nagla Bandh 

0807000701036000 

0.830 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.829 

1.16 

0.120 

0.16 

0.04 

0.00 

0.00 

0.00 

0.24 

0.23 

0.62 

0.006 

0.56 

0.56 






Ajan Lower Bund 

Command 

Older Alluvium 

0.000 

1.16 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nagla Budhsingh 

0807000601028600 

0.611 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.190 

1.12 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.001 

0.17 

0.21 


Nagla Churaman 

0807000701036400 

1.406 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.400 

1.49 

0.080 

0.04 

0.01 

0.00 

0.00 

0.00 

0.20 

0.21 

0.13 

0.010 

0.54 

0.52 


Nagla Dulheram 

0807000701046900 

1.236 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.002 

0.31 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.10 

0.11 

0.29 

0.007 

0.44 

0.41 


Nagla Ganga 

0807000601029200 

1.023 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.507 

1.25 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.10 

0.12 

0.004 

0.27 

0.34 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.449 

1.25 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.09 

0.003 

0.24 

0.30 






Bharatpur Canal 

Command 

Older Alluvium 

0.014 

1.25 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Nagla Gopal ( Rural) 

0807000701045100 

2.038 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.814 

0.84 

0.120 

0.18 

0.04 

0.00 

0.00 

0.00 

0.32 

0.35 

0.68 

0.013 

0.49 

0.44 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.224 

0.84 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.05 

0.002 

0.06 

0.06 


Nagla Harchand 

0807000701040400 

0.916 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.180 

-0.42 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.11 

0.13 






Bharatpur Canal 

Command 

Older Alluvium 

0.736 

-0.42 

0.080 

0.02 

0.01 

0.02 

0.03 

0.00 

0.00 

0.00 

0.09 

0.005 

0.46 

0.54 


Nagla Hargovind 

0807000701035100 

4.515 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.411 

1.29 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.00 

0.003 

0.05 

0.05 


Nagla Jeewana 

0807000601028400 

2.211 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.211 

-0.90 

0.120 

0.12 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.016 

0.58 

0.68 


Nagla Jodhsingh 

0807000601028900 

3.173 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.996 

0.40 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.12 

0.06 

0.014 

0.36 

0.43 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.177 

0.40 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.03 

0.008 

0.21 

0.25 


Nagla Karansingh 

0807000701039800 

0.438 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.438 

0.43 

0.120 

0.03 

0.01 

0.00 

0.00 

0.02 

0.03 

0.02 

0.13 

0.003 

0.58 

0.68 


Nagla Kesariya 

0807000701044900 

0.984 

Saline 

Ajan Lower Bund 

Command 

Older Alluvium 

0.984 

0.87 

0.080 

0.03 

0.01 

0.00 

0.00 

0.00 

0.09 

0.09 

0.13 

0.007 

0.55 

0.54 


Nagla Khoontela 

0807000601033800 

4.563 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.563 

1.22 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.71 

0.65 

0.13 

0.032 

0.55 

0.60 


Nagla Lodha 

0807000701042600 

1.478 

Saline 

Ajan Lower Bund 

Command 

Older Alluvium 

1.478 

0.55 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.07 

0.011 

0.56 

0.59 


Nagla Mainthna 

0807000601029900 

2.088 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.900 

1.34 

0.150 

0.03 

0.01 

0.00 

0.00 

0.00 

0.40 

0.29 

0.11 

0.013 

0.47 

0.65 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.188 

1.34 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.001 

0.05 

0.06 


Nagla Mana 

0807000601030300 

0.590 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.370 

1.09 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.06 

0.003 

0.33 

0.34 


Nagla Manjhi 

0807000601029100 

2.123 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.947 

0.99 

0.150 

0.13 

0.03 

0.00 

0.00 

0.00 

0.39 

0.32 

0.48 

0.014 

0.51 

0.62 






Bharatpur Canal 

Command 

Older Alluvium 

0.002 

0.99 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.056 

0.99 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.02 






Bharatpur Canal 

Command 

Older Alluvium 

0.118 

0.99 

0.120 

0.01 

0.00 

0.00 

0.01 

0.00 

0.01 

0.01 

0.02 

0.001 

0.03 

0.04 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Kasot 

0807000401009600 

0.20 

0.01 

2,266.04 

0.01 

0.01 

0.02 

0.00 

0.04 

0.00 

0.0200 

- 

- 

- 

0.020 

0.021 

0.038 

0.002 

0.036 

0.091 

253.49 

Over Exploited 

Khadera 

0807000701047500 

0.20 

0.23 

90.75 

0.28 

0.01 

0.29 

0.04 

0.56 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.330 

0.017 

0.314 

0.250 

79.70 

Semi Critical 

Khan 

0807000601024300 

0.20 

0.00 

6,011.40 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Khemra 

0807000701046100 

0.20 

0.00 

1,960.88 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.011 

0.055 

512.81 

Over Exploited 



0.20 

0.16 

97.33 

0.19 

0.03 

0.22 

0.03 

0.36 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.300 

0.015 

0.285 

0.701 

245.66 

Over Exploited 



0.15 

0.04 

201.99 

0.04 

0.01 

0.05 

0.02 

0.20 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.084 

0.004 

0.079 

0.236 

297.48 

Over Exploited 

Khokhar 

0807000701047800 

0.20 

0.03 

299.66 

0.03 

- 

0.03 

0.01 

0.21 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.042 

0.002 

0.040 

0.041 

101.44 

Over Exploited 

Koomha 

0807000601024600 

0.20 

0.54 

55.27 

0.65 

0.03 

0.68 

0.05 

0.49 

0.06 

0.0800 

- 

- 

0.002 

0.082 

0.143 

0.823 

0.041 

0.782 

0.493 

63.10 

Safe 


0807000701047400 

0.20 

0.59 

79.87 

0.70 

0.12 

0.82 

0.04 

0.57 

- 

0.1200 

- 

- 

0.120 

0.240 

0.240 

1.063 

0.053 

1.010 

0.687 

68.07 

Safe 

Kumher (M) 

0807000640705000 

0.22 

0.03 

897.55 

0.04 

0.01 

0.05 

0.01 

0.08 

0.00 

0.0200 

- 

- 

- 

0.020 

0.024 

0.071 

0.004 

0.067 

0.372 

552.88 

Over Exploited 



0.20 

0.62 

99.69 

0.74 

0.03 

0.77 

0.04 

0.39 

0.07 

0.0900 

- 

- 

- 

0.090 

0.161 

0.936 

0.047 

0.889 

1.661 

186.88 

Over Exploited 

Kwardiya 

0807000601030000 

0.22 

0.29 

33.63 

0.35 

0.01 

0.36 

0.06 

0.57 

0.03 

0.0300 

- 

- 

- 

0.030 

0.063 

0.419 

0.021 

0.398 

0.185 

46.55 

Safe 



0.20 

0.00 

5,371.90 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Lakhan 

0807000601027500 

0.22 

0.00 

2,178.55 

0.00 

- 

0.00 

0.00 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.013 

0.068 

535.13 

Over Exploited 



0.20 

0.02 

582.27 

0.02 

0.01 

0.03 

0.01 

0.13 

0.00 

0.0300 

- 

- 

- 

0.030 

0.032 

0.062 

0.003 

0.059 

0.155 

261.54 

Over Exploited 

Ludhabai 

0807000701036300 

0.20 

0.04 

568.56 

0.05 

0.02 

0.07 

0.02 

0.19 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.117 

0.006 

0.112 

0.255 

228.64 

Over Exploited 



0.15 

0.04 

421.81 

0.05 

0.01 

0.06 

0.02 

0.23 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.090 

0.005 

0.086 

0.192 

224.51 

Over Exploited 

Madarpur 

0807000701042500 

0.15 

0.00 

922.67 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

15.85 

Safe 



0.15 

0.12 

(40.80) 

0.10 

0.00 

0.10 

0.05 

0.60 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.097 

0.005 

0.092 

0.010 

11.26 

Safe 

Madhoni 

0807000701035700 

0.20 

0.18 

80.67 

0.22 

0.01 

0.23 

0.04 

0.41 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.251 

0.013 

0.238 

0.144 

60.37 

Safe 



0.15 

0.04 

188.35 

0.05 

- 

0.05 

0.02 

0.22 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.061 

0.003 

0.058 

0.053 

91.83 

Critical 

Madoli 

0807000701037900 

0.20 

0.19 

105.80 

0.22 

0.01 

0.24 

0.04 

0.48 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.256 

0.013 

0.243 

0.105 

43.18 

Safe 



0.20 

0.01 

1,039.04 

0.01 

0.00 

0.01 

0.01 

0.10 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.010 

0.000 

0.009 

0.021 

225.60 

Over Exploited 

Maharath 

0807000601024800 

0.20 

0.14 

26.87 

0.16 

0.00 

0.16 

0.06 

0.58 

0.02 

- 

- 

- 

0.000 

0.000 

0.016 

0.180 

0.009 

0.171 

0.028 

16.55 

Safe 

Mahganwa 

0807000701040500 

0.15 

0.01 

309.95 

0.01 

0.00 

0.01 

0.01 

0.06 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.017 

0.001 

0.016 

0.070 

429.06 

Over Exploited 



0.15 

0.33 

(164.82) 

0.26 

0.43 

0.70 

0.05 

0.49 

- 

0.0900 

0.0249 

0.0352 

0.001 

0.151 

0.151 

0.848 

0.042 

0.806 

0.500 

61.99 

Safe 

Mahua 

0807000701037100 

0.15 

0.02 

720.13 

0.03 

- 

0.03 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.036 

0.002 

0.034 

0.063 

184.13 

Over Exploited 

Maigoojar 

0807000701051200 

0.20 

0.00 

2,213.42 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Malah 

0807000701047300 

0.20 

0.65 

112.82 

0.78 

0.06 

0.84 

0.04 

0.57 

- 

0.1500 

- 

- 

0.021 

0.171 

0.171 

1.012 

0.051 

0.962 

0.835 

86.89 

Semi Critical 

Maloni 

0807000701045800 

0.20 

0.00 

9,122.54 

0.00 

- 

0.00 

0.00 

0.02 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.010 

0.001 

0.010 

0.036 

375.08 

Over Exploited 



0.20 

0.00 

1,868.33 

0.00 

- 

0.00 

0.01 

0.07 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.023 

0.001 

0.022 

0.127 

578.88 

Over Exploited 



0.15 

0.01 

633.82 

0.01 

0.01 

0.02 

0.01 

0.15 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.050 

0.002 

0.047 

0.154 

326.32 

Over Exploited 



0.15 

0.05 

229.06 

0.06 

0.01 

0.07 

0.03 

0.36 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.139 

0.007 

0.132 

0.385 

290.78 

Over Exploited 

Mehtoli 

0807000701046700 

0.20 

0.13 

46.77 

0.16 

0.02 

0.18 

0.05 

0.59 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.250 

0.012 

0.237 

0.639 

269.01 

Over Exploited 

Moondota 

0807000701035500 

0.15 

0.27 

41.49 

0.32 

0.01 

0.33 

0.05 

0.61 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.364 

0.018 

0.346 

0.196 

56.77 

Safe 

Moroli Kalan 

0807000701040700 

0.15 

0.00 

(3,895.82) 

0.00 

0.00 

0.01 

0.00 

0.01 

- 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.006 

0.000 

0.005 

0.011 

209.72 

Over Exploited 

Moroli Khurd 

0807000701040600 

0.15 

0.00 

(8,310.15) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.002 

0.000 

0.002 

0.000 

8.13 

Safe 

Murwara 

0807000701038200 

0.20 

0.23 

79.14 

0.27 

0.04 

0.31 

0.05 

0.49 

- 

0.1200 

- 

- 

0.002 

0.122 

0.122 

0.435 

0.022 

0.413 

0.684 

165.67 

Over Exploited 



0.20 

0.02 

502.16 

0.03 

0.01 

0.04 

0.01 

0.15 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.077 

0.004 

0.073 

0.222 

302.65 

Over Exploited 

Nagla Baghera 

0807000601029300 

0.22 

0.01 

507.56 

0.01 

- 

0.01 

0.02 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.000 

0.009 

0.028 

300.53 

Over Exploited 



0.20 

0.03 

173.59 

0.03 

- 

0.03 

0.03 

0.31 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.040 

0.002 

0.038 

0.056 

147.00 

Over Exploited 

Nagla Bandh 

0807000701036000 

0.20 

0.09 

151.61 

0.11 

0.04 

0.15 

0.05 

0.61 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

0.271 

0.014 

0.257 

0.630 

244.65 

Over Exploited 



0.20 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nagla Budhsingh 

0807000601028600 

0.20 

0.01 

219.92 

0.01 

- 

0.01 

0.02 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.007 

0.012 

164.91 

Over Exploited 

Nagla Churaman 

0807000701036400 

0.15 

0.11 

80.79 

0.14 

0.01 

0.15 

0.05 

0.59 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.169 

0.008 

0.160 

0.140 

87.44 

Semi Critical 

Nagla Dulheram 

0807000701046900 

0.20 

0.09 

19.61 

0.11 

0.01 

0.12 

0.04 

0.48 

- 

0.0300 

- 

- 

0.000 

0.031 

0.031 

0.147 

0.007 

0.139 

0.295 

212.07 

Over Exploited 

Nagla Ganga 

0807000601029200 

0.22 

0.03 

233.94 

0.04 

- 

0.04 

0.03 

0.30 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.046 

0.002 

0.044 

0.121 

274.40 

Over Exploited 



0.20 

0.02 

227.04 

0.03 

- 

0.03 

0.03 

0.27 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.036 

0.002 

0.034 

0.089 

261.70 

Over Exploited 



0.20 

0.00 

4,402.81 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Nagla Gopal ( Rural) 

0807000701045100 

0.20 

0.18 

99.96 

0.21 

0.04 

0.25 

0.04 

0.53 

- 

0.1300 

- 

- 

- 

0.130 

0.130 

0.382 

0.019 

0.363 

0.697 

192.10 

Over Exploited 



0.15 

0.00 

1,257.25 

0.00 

- 

0.00 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.012 

0.056 

470.79 

Over Exploited 

Nagla Harchand 

0807000701040400 

0.15 

0.00 

- 

0.00 

0.00 

0.00 

0.01 

0.12 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

0.000 

0.003 

0.023 

813.92 

Over Exploited 



0.15 

0.05 

- 

0.05 

0.07 

0.12 

0.05 

0.51 

- 

0.0200 

0.0037 

0.0052 

- 

0.029 

0.029 

0.149 

0.015 

0.134 

0.091 

68.18 

Safe 

Nagla Hargovind 

0807000701035100 

0.15 

0.00 

1,382.40 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.003 

0.003 

86.92 

Semi Critical 

Nagla Jeewana 

0807000601028400 

0.20 

0.26 

- 

0.26 

0.03 

0.29 

0.06 

0.64 

- 

0.0500 

- 

- 

0.002 

0.052 

0.052 

0.338 

0.034 

0.304 

0.474 

155.61 

Over Exploited 

Nagla Jodhsingh 

0807000601028900 

0.22 

0.16 

(25.74) 

0.13 

- 

0.13 

0.04 

0.40 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.137 

0.007 

0.130 

0.078 

59.92 

Safe 



0.20 

0.05 

11.85 

0.06 

- 

0.06 

0.02 

0.24 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.066 

0.003 

0.063 

0.040 

64.11 

Safe 

Nagla Karansingh 

0807000701039800 

0.20 

0.05 

(53.56) 

0.04 

0.03 

0.07 

0.06 

0.64 

- 

0.0200 

- 

- 

0.023 

0.043 

0.043 

0.108 

0.005 

0.103 

0.129 

125.48 

Over Exploited 

Nagla Kesariya 

0807000701044900 

0.15 

0.08 

9.85 

0.09 

0.01 

0.10 

0.05 

0.60 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.121 

0.006 

0.115 

0.137 

119.27 

Over Exploited 

Nagla Khoontela 

0807000601033800 

0.20 

0.50 

29.56 

0.60 

0.00 

0.60 

0.06 

0.61 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.625 

0.031 

0.594 

0.159 

26.82 

Safe 

Nagla Lodha 

0807000701042600 

0.15 

0.12 

(35.58) 

0.10 

0.00 

0.10 

0.06 

0.62 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.112 

0.006 

0.106 

0.076 

71.06 

Semi Critical 

Nagla Mainthna 

0807000601029900 

0.22 

0.20 

47.38 

0.24 

0.01 

0.25 

0.05 

0.53 

0.02 

0.0200 

- 

- 

- 

0.020 

0.042 

0.289 

0.014 

0.274 

0.127 

46.43 

Safe 



0.20 

0.00 

1,145.19 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.012 

564.44 

Over Exploited 

Nagla Mana 

0807000601030300 

0.22 

0.03 

190.89 

0.03 

- 

0.03 

0.03 

0.36 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.042 

0.002 

0.040 

0.067 

166.42 

Over Exploited 

Nagla Manjhi 

0807000601029100 

0.22 

0.22 

46.95 

0.26 

0.03 

0.29 

0.06 

0.57 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.382 

0.019 

0.363 

0.498 

137.12 

Over Exploited 



0.22 

0.00 

44,731.21 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.00 

3,195.90 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

5,992.00 

Over Exploited 



0.20 

0.00 

1,533.37 

0.00 

0.01 

0.01 

0.00 

0.03 

- 

- 

0.0006 

0.0008 

- 

0.001 

0.001 

0.012 

0.001 

0.011 

0.023 

203.39 

Over Exploited 





Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Nagla Pema 

080700070104640C 

0.995 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.839 

0.21 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.07 

0.006 

0.46 

0.44 






Ajan Lower Bund 

Command 

Older Alluvium 

0.156 

0.21 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.09 

0.08 


Nagla Raoji 

080700070103530C 

1.972 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.972 

1.26 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.20 

0.01 

0.014 

0.54 

0.56 


Nagla Sawairam 

0807000601029000 

3.474 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.612 

0.84 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.37 

0.31 

0.16 

0.018 

0.43 

0.51 






Bharatpur Canal 

Command 

Older Alluvium 

0.096 

0.84 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.02 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.594 

0.84 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.03 

0.004 

0.10 

0.12 






Bharatpur Canal 

Command 

Older Alluvium 

0.172 

0.84 

0.120 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.01 

0.001 

0.03 

0.03 


Nagla Seekham 

0807000701047000 

0.841 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.837 

0.40 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.13 

0.14 

0.38 

0.006 

0.54 

0.50 






Ajan Lower Bund 

Command 

Older Alluvium 

0.005 

0.40 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nagla Taroda 

0807000701046600 

1.283 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.891 

0.49 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.07 

0.006 

0.38 

0.35 






Ajan Lower Bund 

Command 

Older Alluvium 

0.392 

0.49 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.04 

0.003 

0.17 

0.15 


Nagla Tuhiram 

0807000601028500 

3.237 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.237 

-0.12 

0.120 

0.03 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.023 

0.57 

0.67 


Nauganwa 

0807000701042200 

4.721 

Saline 

Ajan Lower Bund 

Command 

Older Alluvium 

0.246 

0.19 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.03 

0.03 


Noh (Rural) 

0807000707900002 

6.868 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.184 

0.72 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.13 

0.13 

0.16 

0.008 

0.10 

0.10 






Ajan Lower Bund 

Command 

Older Alluvium 

0.038 

0.72 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.537 

0.72 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.04 

0.004 

0.04 

0.04 






Ajan Lower Bund 

Command 

Older Alluvium 

5.109 

0.72 

0.080 

0.11 

0.03 

0.00 

0.00 

0.00 

0.38 

0.38 

0.41 

0.036 

0.41 

0.41 


Peernagar 

0807000701042700 

2.012 

Saline 

Ajan Lower Bund 

Command 

Older Alluvium 

2.012 

0.41 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.11 

0.014 

0.56 

0.58 


Pichgai 

0807000601033600 

3.283 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.686 

1.23 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.01 

0.005 

0.11 

0.12 


Pilua 

0807000701035600 

2.130 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.130 

1.24 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.23 

0.21 

0.08 

0.015 

0.56 

0.61 


Piryani 

0807000701046000 

0.881 

Saline 

Ajan Lower Bund 

Command 

Older Alluvium 

0.881 

0.41 

0.080 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.06 

0.16 

0.006 

0.55 

0.54 


Ramnagar 

0807000701047600 

2.660 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.520 

1.01 

0.120 

0.07 

0.02 

0.00 

0.00 

0.00 

0.35 

0.47 

0.27 

0.018 

0.50 

0.37 


Rudh Sakeetra 

0807000607900004 

1.110 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.023 

1.40 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Rund Helak Bari 

0807000601032700 

8.052 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.377 

1.27 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.03 

0.003 

0.02 

0.02 


Rundh Bansi Khurd 

0807000701034500 

1.939 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.058 

1.15 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.02 


Rundh Helak Chhoti 

0807000601032100 

0.577 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.037 

1.25 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.03 

0.03 


Rundh Ikaran 

0807000701044700 

2.211 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.512 

0.22 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.05 

0.011 

0.38 

0.38 






Ajan Lower Bund 

Command 

Older Alluvium 

0.690 

0.22 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.005 

0.17 

0.17 


Rundh Kasoda 

0807000701038900 

0.815 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.790 

0.85 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.00 

0.006 

0.56 

0.66 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.025 

0.85 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Rundh Seh 

0807000701038800 

0.822 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.822 

0.84 

0.120 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.04 

0.00 

0.006 

0.58 

0.68 


Sadpura 

0807000701038500 

1.370 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.370 

1.17 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.11 

0.00 

0.010 

0.56 

0.63 


Samaspur Khurd 

0807000701045900 

1.831 

Saline 

Ajan Lower Bund 

Command 

Older Alluvium 

1.831 

0.60 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.12 

0.09 

0.013 

0.55 

0.53 


Sarsai 

0807000601027400 

1.326 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.040 

1.19 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.02 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.159 

1.19 

0.120 

0.03 

0.01 

0.00 

0.00 

0.00 

0.19 

0.13 

0.12 

0.008 

0.45 

0.63 


Seh 

0807000601033400 

2.625 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.155 

0.97 

0.150 

0.03 

0.01 

0.00 

0.00 

0.00 

0.19 

0.16 

0.10 

0.008 

0.24 

0.29 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.236 

0.97 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.002 

0.05 

0.06 


Sendroli 

0807000701038400 

1.813 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.516 

1.08 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.00 

0.004 

0.16 

0.19 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.297 

1.08 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.00 

0.009 

0.41 

0.47 


Senthari 

0807000601024700 

1.100 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.100 

1.31 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.20 

0.14 

0.16 

0.008 

0.52 

0.72 


Sewar 

0807000707900001 

7.338 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.650 

1.14 

0.120 

0.01 

0.00 

0.00 

0.00 

0.01 

0.50 

0.55 

0.00 

0.026 

0.27 

0.24 






Ajan Lower Bund 

Command 

Older Alluvium 

1.651 

1.14 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.25 

0.00 

0.012 

0.12 

0.11 


Sewar Khurd 

0807000701037700 

0.777 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.218 

1.16 

0.120 

0.03 

0.01 

0.00 

0.00 

0.00 

0.05 

0.07 

0.12 

0.002 

0.15 

0.11 


Shreenagar ( Rural) 

0807000701045600 

31.146 

Fresh 

Non-command 

Non-command 

Older Alluvium 

24.712 

0.72 

0.120 

0.13 

0.02 

0.00 

0.00 

0.50 

1.75 

2.16 

0.31 

0.176 

0.43 

0.35 


Shyorana 

0807000701037800 

2.518 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.357 

1.14 

0.120 

0.12 

0.03 

0.00 

0.00 

0.07 

0.34 

0.45 

0.47 

0.017 

0.50 

0.37 






Ajan Lower Bund 

Command 

Older Alluvium 

0.015 

1.14 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sikrori 

0807000601025300 

8.407 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.398 

1.45 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.01 

0.003 

0.02 

0.03 


Sinpini 

0807000701036500 

3.585 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.585 

1.46 

0.080 

0.06 

0.01 

0.00 

0.00 

0.01 

0.46 

0.47 

0.22 

0.026 

0.54 

0.53 


Sogar 

0807000601028300 

5.035 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.771 

-0.83 

0.120 

0.13 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.48 

0.020 

0.32 

0.37 






Bharatpur Canal 

Command 

Older Alluvium 

2.143 

-0.83 

0.120 

0.10 

0.02 

0.07 

0.10 

0.00 

0.00 

0.00 

0.38 

0.015 

0.24 

0.29 


Sukhawali 

0807000701037600 

2.299 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.988 

1.22 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.17 

0.23 

0.14 

0.007 

0.23 

0.18 


Sunari 

0807000701045700 

3.192 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.847 

0.72 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.23 

0.25 

0.31 

0.013 

0.31 

0.28 






Ajan Lower Bund 

Command 

Older Alluvium 

1.345 

0.72 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.17 

0.18 

0.22 

0.010 

0.23 

0.21 


Taharki 

0807000701036600 

2.256 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.938 

1.35 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.23 

0.23 

0.04 

0.014 

0.46 

0.46 


Tatamar 

0807000701035900 

1.617 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.514 

1.28 

0.120 

0.02 

0.01 

0.00 

0.00 

0.00 

0.09 

0.09 

0.09 

0.004 

0.18 

0.18 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.103 

1.28 

0.080 

0.04 

0.01 

0.00 

0.00 

0.00 

0.14 

0.14 

0.13 

0.008 

0.38 

0.39 


Tehra Lodha 

0807000701046800 

2.660 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.129 

0.22 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.11 

0.11 

0.34 

0.008 

0.23 

0.23 


Thei 

0807000701044200 

2.272 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.781 

-0.06 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.013 

0.43 

0.43 






Ajan Lower Bund 

Command 

Older Alluvium 

0.491 

-0.06 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.004 

0.12 

0.12 


Tonga (Rural) 

0807000707900003 

1.328 

Fresh 

Ajan Lower Bund 

Command 

Older Alluvium 

0.185 

0.68 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.05 

0.001 

0.08 

0.09 





Saline 

Ajan Lower Bund 

Command 

Older Alluvium 

1.143 

0.68 

0.080 

0.06 

0.01 

0.00 

0.00 

0.00 

0.11 

0.10 

0.23 

0.008 

0.50 

0.57 


Tontpur ( Rural) 

0807000701040200 

1.643 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.691 

0.76 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.11 

0.10 

0.23 

0.005 

0.24 

0.29 






Ajan Lower Bund 

Command 

Older Alluvium 

0.952 

0.76 

0.120 

0.09 

0.02 

0.00 

0.00 

0.00 

0.16 

0.13 

0.34 

0.007 

0.34 

0.39 


Tuhiya 

0807000701040100 

5.358 

Fresh 

Ajan Lower Bund 

Command 

Older Alluvium 

1.862 

0.37 

0.120 

0.19 

0.05 

0.00 

0.00 

0.00 

0.22 

0.19 

0.76 

0.013 

0.20 

0.24 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.832 

0.37 

0.080 

0.05 

0.01 

0.00 

0.00 

0.00 

0.06 

0.06 

0.21 

0.006 

0.09 

0.11 






Bharatpur Canal 

Command 

Older Alluvium 

0.022 

0.37 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Ajan Lower Bund 

Command 

Older Alluvium 

2.642 

0.37 

0.080 

0.17 

0.04 

0.00 

0.00 

0.00 

0.21 

0.18 

0.65 

0.019 

0.29 

0.33 


Ubar 

0807000601028200 

7.240 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.713 

-0.23 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.012 

0.14 

0.16 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Nagla Pema 

0807000701046400 

0.20 

0.08 

(45.40) 

0.06 

0.00 

0.06 

0.04 

0.50 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.073 

0.004 

0.069 

0.078 

112.71 

Over Exploited 



0.20 

0.00 

49.81 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.019 

627.84 

Over Exploited 

Nagla Raoji 

0807000701035300 

0.15 

0.16 

24.77 

0.19 

0.00 

0.19 

0.05 

0.60 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.194 

0.010 

0.185 

0.025 

13.57 

Safe 

Nagla Sawairam 

0807000601029000 

0.22 

0.25 

26.43 

0.30 

0.01 

0.31 

0.05 

0.47 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.335 

0.017 

0.319 

0.174 

54.77 

Safe 



0.22 

0.00 

1,004.38 

0.00 

0.01 

0.01 

0.00 

0.02 

- 

- 

0.0005 

0.0007 

- 

0.001 

0.001 

0.009 

0.000 

0.009 

0.001 

7.66 

Safe 



0.20 

0.01 

409.75 

0.01 

- 

0.01 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.024 

0.001 

0.023 

0.036 

159.66 

Over Exploited 



0.20 

0.00 

200.69 

0.00 

0.01 

0.01 

0.00 

0.03 

- 

- 

0.0009 

0.0012 

- 

0.002 

0.002 

0.017 

0.001 

0.016 

0.012 

75.29 

Semi Critical 

Nagla Seekham 

0807000701047000 

0.20 

0.09 

55.87 

0.11 

0.01 

0.12 

0.05 

0.59 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.160 

0.008 

0.152 

0.384 

252.45 

Over Exploited 



0.20 

0.00 

7,182.95 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nagla Taroda 

0807000701046600 

0.20 

0.07 

16.54 

0.08 

- 

0.08 

0.03 

0.41 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.089 

0.004 

0.084 

0.078 

93.09 

Critical 



0.20 

0.01 

174.53 

0.02 

- 

0.02 

0.01 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.016 

0.001 

0.015 

0.039 

260.95 

Over Exploited 

Nagla Tuhiram 

0807000601028500 

0.20 

0.37 

- 

0.37 

0.01 

0.38 

0.06 

0.63 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.399 

0.040 

0.359 

0.120 

33.36 

Safe 

Nauganwa 

0807000701042200 

0.15 

0.00 

223.58 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.013 

1,034.45 

Over Exploited 

Noh (Rural) 

0807000707900002 

0.20 

0.02 

484.01 

0.03 

0.01 

0.04 

0.01 

0.11 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.067 

0.003 

0.064 

0.170 

266.64 

Over Exploited 



0.20 

0.00 

13,731.89 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.00 

1,071.01 

0.00 

- 

0.00 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.047 

347.07 

Over Exploited 



0.15 

0.32 

18.32 

0.38 

0.03 

0.41 

0.04 

0.45 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.486 

0.024 

0.461 

0.446 

96.77 

Critical 

Peernagar 

0807000701042700 

0.15 

0.17 

(45.49) 

0.14 

0.00 

0.14 

0.05 

0.61 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.157 

0.008 

0.149 

0.122 

82.02 

Semi Critical 

Pichgai 

0807000601033600 

0.20 

0.02 

531.81 

0.02 

- 

0.02 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.018 

0.001 

0.017 

0.016 

91.30 

Critical 

Pilua 

0807000701035600 

0.15 

0.18 

17.73 

0.21 

- 

0.21 

0.06 

0.62 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.222 

0.011 

0.210 

0.091 

43.33 

Safe 

Piryani 

0807000701046000 

0.15 

0.07 

(18.48) 

0.06 

0.01 

0.07 

0.05 

0.60 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.090 

0.005 

0.086 

0.168 

196.60 

Over Exploited 

Ramnagar 

0807000701047600 

0.20 

0.25 

87.49 

0.30 

0.02 

0.32 

0.04 

0.54 

- 

0.0500 

- 

- 

0.000 

0.050 

0.050 

0.374 

0.019 

0.355 

0.288 

81.01 

Semi Critical 

Rudh Sakeetra 

0807000607900004 

0.22 

0.00 

6,719.25 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rund Helak Bari 

0807000601032700 

0.20 

0.00 

3,608.26 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.012 

0.035 

298.43 

Over Exploited 

Rundh Bansi Khurd 

0807000701034500 

0.15 

0.00 

3,826.34 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rundh Helak Chhoti 

0807000601032100 

0.20 

0.00 

2,188.49 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

4,035.83 

Over Exploited 

Rundh Ikaran 

0807000701044700 

0.15 

0.09 

(46.23) 

0.07 

- 

0.07 

0.04 

0.41 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.079 

0.004 

0.075 

0.065 

86.60 

Semi Critical 



0.15 

0.02 

22.50 

0.02 

- 

0.02 

0.02 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.021 

0.001 

0.020 

0.027 

132.07 

Over Exploited 

Rundh Kasoda 

0807000701038900 

0.20 

0.09 

(22.36) 

0.07 

- 

0.07 

0.06 

0.62 

- 

- 

- 

- 

- 

- 

- 

0.071 

0.004 

0.067 

0.006 

8.37 

Safe 



0.15 

0.00 

2,119.16 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rundh Seh 

0807000701038800 

0.20 

0.09 

(53.78) 

0.08 

0.03 

0.11 

0.06 

0.64 

- 

- 

- 

- 

0.047 

0.047 

0.047 

0.154 

0.008 

0.146 

0.006 

4.01 

Safe 

Sadpura 

0807000701038500 

0.15 

0.12 

(1.92) 

0.11 

- 

0.11 

0.06 

0.62 

- 

- 

- 

- 

- 

- 

- 

0.114 

0.006 

0.108 

0.010 

9.03 

Safe 

Samaspur Khurd 

0807000701045900 

0.15 

0.15 

(20.48) 

0.12 

0.00 

0.12 

0.05 

0.60 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.133 

0.007 

0.126 

0.099 

78.35 

Semi Critical 

Sarsai 

0807000601027400 

0.22 

0.00 

3,679.95 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.10 

26.95 

0.13 

0.01 

0.14 

0.05 

0.50 

0.01 

0.0200 

- 

- 

- 

0.020 

0.032 

0.168 

0.008 

0.159 

0.127 

79.87 

Semi Critical 

Seh 

0807000601033400 

0.22 

0.06 

155.88 

0.07 

0.01 

0.08 

0.03 

0.27 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.105 

0.005 

0.099 

0.109 

109.94 

Over Exploited 



0.20 

0.00 

883.14 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.013 

470.95 

Over Exploited 

Sendroli 

0807000701038400 

0.20 

0.02 

242.50 

0.02 

- 

0.02 

0.02 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.020 

0.001 

0.019 

0.004 

19.12 

Safe 



0.15 

0.08 

21.18 

0.10 

- 

0.10 

0.04 

0.45 

- 

- 

- 

- 

- 

- 

- 

0.096 

0.005 

0.091 

0.009 

10.14 

Safe 

Senthari 

0807000601024700 

0.20 

0.11 

26.61 

0.14 

0.01 

0.15 

0.06 

0.58 

0.01 

0.0300 

- 

- 

0.002 

0.032 

0.045 

0.194 

0.010 

0.184 

0.169 

91.81 

Critical 

Sewar 

0807000707900001 

0.20 

0.20 

179.36 

0.24 

0.01 

0.25 

0.02 

0.29 

- 

- 

- 

- 

0.020 

0.020 

0.020 

0.271 

0.014 

0.257 

0.026 

10.11 

Safe 



0.20 

0.04 

521.78 

0.05 

- 

0.05 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.049 

0.002 

0.046 

0.012 

25.47 

Safe 

Sewar Khurd 

0807000701037700 

0.20 

0.01 

915.81 

0.01 

0.01 

0.02 

0.01 

0.16 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.038 

0.002 

0.036 

0.123 

341.52 

Over Exploited 

Shreenagar ( Rural) 

0807000701045600 

0.20 

2.10 

2.59 

2.16 

0.52 

2.68 

0.03 

0.46 

- 

0.0600 

- 

- 

0.749 

0.809 

0.809 

3.485 

0.174 

3.310 

0.482 

14.57 

Safe 

Shyorana 

0807000701037800 

0.20 

0.23 

94.51 

0.28 

0.10 

0.38 

0.04 

0.53 

- 

0.0900 

- 

- 

0.109 

0.199 

0.199 

0.582 

0.029 

0.553 

0.485 

87.67 

Semi Critical 



0.20 

0.00 

24,770.24 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.000 

0.000 

- 

Safe 

Sikrori 

0807000601025300 

0.20 

0.00 

2,458.26 

0.00 

0.00 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

0.000 

- 

0.000 

0.003 

0.000 

0.002 

0.014 

564.98 

Over Exploited 

Sinpini 

0807000701036500 

0.15 

0.29 

60.69 

0.35 

0.02 

0.37 

0.05 

0.59 

- 

0.0400 

- 

- 

0.015 

0.055 

0.055 

0.425 

0.021 

0.404 

0.242 

59.80 

Safe 

Sogar 

0807000601028300 

0.20 

0.17 

- 

0.17 

0.03 

0.21 

0.03 

0.35 

- 

0.0500 

- 

- 

0.002 

0.052 

0.052 

0.258 

0.026 

0.233 

0.501 

215.17 

Over Exploited 



0.20 

0.10 

- 

0.10 

0.19 

0.30 

0.03 

0.27 

- 

0.0400 

0.0107 

0.0151 

0.001 

0.067 

0.067 

0.365 

0.036 

0.328 

0.390 

118.87 

Over Exploited 

Sukhawali 

0807000701037600 

0.20 

0.05 

402.75 

0.05 

0.01 

0.06 

0.02 

0.25 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.094 

0.005 

0.089 

0.151 

168.81 

Over Exploited 

Sunari 

0807000701045700 

0.20 

0.12 

118.71 

0.14 

0.01 

0.15 

0.03 

0.34 

- 

0.0600 

- 

- 

0.000 

0.060 

0.060 

0.210 

0.011 

0.200 

0.319 

159.87 

Over Exploited 



0.20 

0.06 

197.03 

0.07 

0.01 

0.09 

0.02 

0.25 

- 

0.0400 

- 

- 

0.002 

0.042 

0.042 

0.127 

0.006 

0.120 

0.226 

187.53 

Over Exploited 

Taharki 

0807000701036600 

0.15 

0.13 

69.56 

0.16 

0.00 

0.16 

0.04 

0.51 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.174 

0.009 

0.166 

0.057 

34.32 

Safe 

Tatamar 

0807000701035900 

0.20 

0.02 

378.65 

0.02 

0.01 

0.03 

0.02 

0.19 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.052 

0.003 

0.049 

0.094 

190.29 

Over Exploited 



0.15 

0.06 

122.37 

0.08 

0.01 

0.09 

0.04 

0.42 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.105 

0.005 

0.100 

0.138 

137.56 

Over Exploited 

Tehra Lodha 

0807000701046800 

0.20 

0.05 

116.98 

0.06 

0.01 

0.07 

0.02 

0.25 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.113 

0.006 

0.107 

0.350 

326.43 

Over Exploited 

Thei 

0807000701044200 

0.20 

0.15 

- 

0.15 

0.01 

0.16 

0.04 

0.47 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.195 

0.019 

0.175 

0.301 

171.59 

Over Exploited 



0.20 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.022 

0.002 

0.020 

0.076 

387.04 

Over Exploited 

Tonga (Rural) 

0807000707900003 

0.20 

0.00 

628.04 

0.00 

- 

0.00 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.055 

428.91 

Over Exploited 



0.15 

0.09 

14.07 

0.10 

0.01 

0.11 

0.05 

0.55 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.147 

0.007 

0.140 

0.235 

168.27 

Over Exploited 

Tontpur ( Rural) 

0807000701040200 

0.20 

0.03 

186.30 

0.04 

0.01 

0.05 

0.03 

0.27 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.090 

0.005 

0.086 

0.239 

278.19 

Over Exploited 



0.20 

0.06 

108.59 

0.08 

0.02 

0.10 

0.04 

0.37 

- 

0.0600 

- 

- 

0.001 

0.061 

0.061 

0.158 

0.008 

0.150 

0.349 

232.73 

Over Exploited 

Tuhiya 

0807000701040100 

0.20 

0.07 

155.33 

0.09 

0.05 

0.14 

0.02 

0.22 

- 

0.1400 

- 

- 

- 

0.140 

0.140 

0.280 

0.014 

0.266 

0.769 

289.30 

Over Exploited 



0.15 

0.01 

394.69 

0.01 

0.01 

0.02 

0.01 

0.10 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.063 

0.003 

0.060 

0.211 

349.86 

Over Exploited 



0.15 

0.00 

(11,827.05) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.002 

0.000 

0.002 

0.000 

7.93 

Safe 



0.15 

0.11 

58.09 

0.14 

0.04 

0.18 

0.03 

0.32 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

0.296 

0.015 

0.281 

0.667 

237.30 

Over Exploited 

Ubar 

0807000601028200 

0.20 

0.05 

- 

0.05 

0.01 

0.06 

0.01 

0.15 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.077 

0.008 

0.069 

0.139 

201.89 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 






Bharatpur Canal 

Command 

Older Alluvium 

3.341 

-0.23 

0.120 

0.07 

0.01 

0.11 

0.16 

0.00 

0.00 

0.00 

0.23 

0.024 

0.27 

0.31 






Ajan Lower Bund 

Command 

Older Alluvium 

0.272 

-0.23 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.002 

0.02 

0.03 


Undra 

080700070104440C 

1.345 

Fresh 

Ajan Lower Bund 

Command 

Older Alluvium 

0.022 

0.01 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 





Saline 

Ajan Lower Bund 

Command 

Older Alluvium 

1.322 

0.01 

0.080 

0.06 

0.01 

0.00 

0.00 

0.00 

0.05 

0.05 

0.22 

0.009 

0.54 

0.55 


Usrara 

0807000601030400 

0.783 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.126 

0.99 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.08 

0.09 


Vamanpura 

0807000701036100 

3.380 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.890 

1.21 

0.120 

0.03 

0.01 

0.00 

0.00 

0.00 

0.29 

0.34 

0.09 

0.013 

0.30 

0.26 






Ajan Lower Bund 

Command 

Older Alluvium 

0.394 

1.21 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.02 

0.003 

0.06 

0.05 


Vijay Nagar 

0807000601032800 

2.797 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.009 

1.30 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 

03001014 

Aghapur 

0807000701049000 

7.960 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.640 

0.46 

0.120 

0.45 

0.06 

0.00 

0.00 

0.08 

0.74 

0.96 

1.73 

0.054 

0.51 

0.39 


Ajan 

0807000701048400 

3.059 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.059 

0.54 

0.120 

0.01 

0.00 

0.00 

0.00 

0.01 

0.20 

0.24 

0.00 

0.022 

0.53 

0.44 


Alipur 

0807000501020400 

2.711 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.853 

0.69 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.13 

0.006 

0.18 

0.18 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.858 

0.69 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.18 

0.17 

0.23 

0.014 

0.38 

0.40 


Andhiyari 

0807001001085900 

5.286 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.759 

-0.01 

0.120 

0.16 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.58 

0.037 

0.49 

0.45 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.527 

-0.01 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.004 

0.05 

0.05 


Atari 

0807000501020300 

3.233 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.233 

0.55 

0.100 

0.19 

0.03 

0.00 

0.00 

0.00 

0.34 

0.33 

0.71 

0.024 

0.55 

0.56 


Bachhamadi 

0807000501019700 

7.321 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.008 

0.40 

0.100 

0.19 

0.03 

0.00 

0.00 

0.01 

0.31 

0.32 

0.71 

0.030 

0.30 

0.30 


Bahnera 

0807000701047200 

4.997 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.390 

0.37 

0.120 

0.16 

0.02 

0.00 

0.00 

0.00 

0.29 

0.33 

0.59 

0.024 

0.37 

0.32 






Ajan Lower Bund 

Command 

Older Alluvium 

0.246 

0.37 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.002 

0.03 

0.02 


Bahra Rekhpura 

0807001001086100 

2.583 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.583 

0.04 

0.120 

0.13 

0.02 

0.00 

0.00 

0.00 

0.12 

0.13 

0.48 

0.020 

0.55 

0.53 


Bahrawali 

0807001001087400 

3.228 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.228 

0.92 

0.120 

0.35 

0.09 

0.00 

0.00 

0.00 

0.62 

0.59 

1.36 

0.025 

0.55 

0.57 


Banji 

0807000701048000 

2.854 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.854 

0.59 

0.120 

0.07 

0.02 

0.00 

0.00 

0.00 

0.25 

0.33 

0.27 

0.020 

0.53 

0.40 


Barah Mafi 

0807001001086900 

6.859 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.859 

0.69 

0.120 

0.12 

0.03 

0.00 

0.00 

0.06 

0.60 

0.66 

0.42 

0.054 

0.54 

0.49 


Barha Patti 

0807001001085500 

2.850 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.850 

-0.07 

0.120 

0.10 

0.01 

0.00 

0.00 

0.02 

0.00 

0.00 

0.38 

0.022 

0.54 

0.46 


Barigha 

0807001001089500 

3.468 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.387 

1.10 

0.120 

0.17 

0.04 

0.00 

0.00 

0.00 

0.45 

0.33 

0.67 

0.019 

0.39 

0.53 


Barkhera 

0807000901066800 

5.982 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.96 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Barkoli 

0807001001085400 

1.663 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.663 

0.00 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.37 

0.013 

0.53 

0.43 


Basairi 

0807001001086000 

2.258 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.110 

0.12 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.001 

0.03 

0.03 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.497 

0.12 

0.080 

0.08 

0.01 

0.00 

0.00 

0.00 

0.08 

0.09 

0.31 

0.012 

0.36 

0.34 


Basaiya Abhai 

0807000501020700 

1.143 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.792 

0.78 

0.100 

0.07 

0.01 

0.00 

0.00 

0.00 

0.12 

0.11 

0.27 

0.006 

0.39 

0.41 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.194 

0.78 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.05 

0.001 

0.10 

0.10 


Bhaisa 

0807001001089200 

5.375 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.667 

0.99 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.24 

0.20 

0.20 

0.013 

0.17 

0.20 


Bhot 

0807001001085100 

4.325 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.687 

1.00 

0.120 

0.07 

0.02 

0.00 

0.00 

0.01 

0.25 

0.32 

0.28 

0.013 

0.21 

0.16 


Bilan Chatpura 

0807001001087500 

2.551 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.551 

0.94 

0.120 

0.03 

0.01 

0.00 

0.00 

0.00 

0.31 

0.32 

0.11 

0.020 

0.54 

0.53 


Burana 

0807001001090100 

2.549 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.549 

1.02 

0.120 

0.12 

0.03 

0.00 

0.00 

0.00 

0.40 

0.30 

0.46 

0.020 

0.56 

0.75 


Chak Ajan 

0807000701048500 

1.273 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.273 

0.53 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.00 

0.009 

0.53 

0.42 


Chak Bahnera 

0807000701047100 

1.202 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.047 

0.43 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 






Ajan Lower Bund 

Command 

Older Alluvium 

0.229 

0.43 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.002 

0.10 

0.09 


Chak Bhikki 

0807000501019800 

1.808 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.365 

0.13 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.03 

0.003 

0.11 

0.11 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.442 

0.13 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.07 

0.011 

0.44 

0.42 


Chak Chhatar 

0807000501020200 

0.644 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.241 

0.63 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.07 

0.002 

0.21 

0.21 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.403 

0.63 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.10 

0.003 

0.35 

0.36 


Chak Choba 

0807000701049800 

0.375 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.375 

0.27 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.05 

0.06 

0.22 

0.003 

0.53 

0.43 


Chak Darapur No. 1 

0807000701050900 

2.432 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.432 

0.20 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.07 

0.017 

0.54 

0.51 


Chak Darapur No. 2 

0807000701051000 

0.980 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.980 

0.20 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.09 

0.007 

0.54 

0.49 


Chak Dhobi 

0807000701050000 

0.597 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.597 

0.23 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.004 

0.53 

0.43 


Chak Ekta 

0807000701048100 

1.930 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.930 

0.51 

0.120 

0.10 

0.02 

0.00 

0.00 

0.00 

0.20 

0.26 

0.40 

0.014 

0.53 

0.40 


Chak Kaprola 

0807000701048600 

0.675 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.675 

0.55 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.00 

0.005 

0.53 

0.41 


Chak Kazi 

0807000701050200 

1.190 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.190 

0.23 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.02 

0.008 

0.53 

0.44 


Chak Kharka 

0807001001085200 

1.071 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.071 

0.21 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.13 

0.008 

0.53 

0.42 


Chak Kurka 

0807000701049200 

1.252 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.252 

0.42 

0.120 

0.02 

0.00 

0.00 

0.00 

0.03 

0.05 

0.07 

0.05 

0.009 

0.53 

0.42 


Chak Nagla Phatiyar 

0807000701050700 

1.002 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.002 

0.20 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.007 

0.54 

0.46 


Chak Nagla Teeketa 

0807000701050400 

1.801 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.801 

0.22 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.07 

0.013 

0.54 

0.47 


Chak Nashwariya 

0807000701050300 

0.940 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.940 

0.21 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.07 

0.007 

0.54 

0.44 


Chak Nihal 

0807000501020000 

0.698 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.644 

0.54 

0.100 

0.07 

0.02 

0.00 

0.00 

0.00 

0.08 

0.08 

0.26 

0.005 

0.51 

0.52 


Chak Pichoona 

0807001001087700 

1.120 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.761 

0.92 

0.120 

0.03 

0.01 

0.00 

0.00 

0.00 

0.10 

0.10 

0.11 

0.006 

0.37 

0.38 


Chak Shahna 

0807001001084600 

1.662 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.951 

0.11 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.07 

0.08 

0.28 

0.007 

0.31 

0.27 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.683 

0.11 

0.080 

0.04 

0.01 

0.00 

0.00 

0.00 

0.04 

0.04 

0.16 

0.005 

0.22 

0.20 


Chak Shyorawali 

0807000701050100 

0.463 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.386 

0.26 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.04 

0.003 

0.44 

0.35 


Chak Shyosingh 

0807000701049900 

0.819 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.819 

0.30 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.07 

0.006 

0.53 

0.42 


Chak Unchagaon 

0807000701048900 

0.526 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.526 

0.69 

0.120 

0.03 

0.01 

0.00 

0.00 

0.00 

0.06 

0.08 

0.13 

0.004 

0.53 

0.40 


Chandanpura 

0807001001090800 

2.286 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.555 

1.10 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.00 

0.004 

0.14 

0.20 


Chandoli 

0807001001090900 

3.462 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.080 

1.14 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.001 

0.01 

0.02 


Chichana 

0807000701051300 

3.236 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.825 

0.25 

0.120 

0.18 

0.03 

0.00 

0.00 

0.00 

0.23 

0.25 

0.70 

0.020 

0.48 

0.45 


Chokipura 

0807000701049700 

1.573 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.573 

0.26 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.09 

0.011 

0.54 

0.48 


Churari Goojar 

0807001001086600 

2.392 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.392 

0.27 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.00 

0.019 

0.54 

0.47 


Darapur 

0807000701050800 

1.419 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.419 

0.20 

0.120 

0.12 

0.02 

0.00 

0.00 

0.00 

0.13 

0.15 

0.45 

0.010 

0.54 

0.47 


Daulatgarh 

0807001001087000 

2.851 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.851 

0.66 

0.120 

0.16 

0.04 

0.00 

0.00 

0.00 

0.35 

0.35 

0.59 

0.022 

0.54 

0.53 


Dayawali 

0807000501020800 

3.033 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.157 

0.64 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.03 

0.03 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.20 

0.18 

- 

0.18 

0.28 

0.46 

0.03 

0.29 

- 

0.0400 

0.0167 

0.0235 

0.002 

0.083 

0.083 

0.540 

0.054 

0.486 

0.258 

52.97 

Safe 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.024 

2,264.91 

Over Exploited 

Undra 

0807000701044400 

0.20 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.11 

(52.88) 

0.09 

0.01 

0.10 

0.05 

0.59 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.116 

0.006 

0.110 

0.225 

204.42 

Over Exploited 

Usrara 

0807000601030400 

0.22 

0.00 

691.56 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.014 

515.90 

Over Exploited 

Vamanpura 

0807000701036100 

0.20 

0.11 

193.75 

0.14 

0.01 

0.15 

0.03 

0.33 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.175 

0.009 

0.166 

0.098 

59.20 

Safe 



0.20 

0.00 

1,444.37 

0.01 

0.00 

0.01 

0.01 

0.07 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.008 

0.000 

0.007 

0.021 

281.23 

Over Exploited 

Vijay Nagar 

0807000601032800 

0.22 

0.00 

44,644.60 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Aghapur 

0807000701049000 

0.20 

0.78 

23.04 

0.94 

0.14 

1.07 

0.04 

0.55 

- 

0.3200 

- 

- 

0.116 

0.436 

0.436 

1.508 

0.075 

1.432 

1.782 

124.43 

Over Exploited 

Ajan 

0807000701048400 

0.20 

0.33 

(26.63) 

0.26 

0.01 

0.27 

0.04 

0.58 

- 

- 

- 

- 

0.018 

0.018 

0.018 

0.291 

0.015 

0.277 

0.022 

7.88 

Safe 

Alipur 

0807000501020400 

0.20 

0.03 

186.06 

0.04 

- 

0.04 

0.02 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.046 

0.002 

0.044 

0.136 

313.09 

Over Exploited 



0.20 

0.14 

20.98 

0.17 

0.01 

0.18 

0.04 

0.42 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.210 

0.011 

0.200 

0.241 

120.79 

Over Exploited 

Andhiyari 

0807001001085900 

0.22 

0.51 

- 

0.51 

0.02 

0.53 

0.04 

0.53 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.602 

0.060 

0.542 

0.618 

114.11 

Over Exploited 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.058 

452.04 

Over Exploited 

Atari 

0807000501020300 

0.20 

0.36 

(7.47) 

0.33 

0.03 

0.36 

0.05 

0.61 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.441 

0.022 

0.419 

0.737 

176.08 

Over Exploited 

Bachhamadi 

0807000501019700 

0.20 

0.24 

32.90 

0.29 

0.04 

0.32 

0.03 

0.33 

- 

0.0800 

- 

- 

0.009 

0.089 

0.089 

0.414 

0.021 

0.393 

0.743 

188.91 

Over Exploited 

Bahnera 

0807000701047200 

0.20 

0.25 

34.30 

0.30 

0.02 

0.32 

0.03 

0.40 

- 

0.0700 

- 

- 

0.002 

0.072 

0.072 

0.391 

0.020 

0.372 

0.618 

166.36 

Over Exploited 



0.20 

0.00 

1,745.63 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

0.038 

2,536.08 

Over Exploited 

Bahra Rekhpura 

0807001001086100 

0.22 

0.31 

(59.18) 

0.25 

0.02 

0.27 

0.05 

0.60 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.319 

0.016 

0.303 

0.495 

163.45 

Over Exploited 

Bahrawali 

0807001001087400 

0.22 

0.39 

51.97 

0.47 

0.09 

0.56 

0.05 

0.60 

- 

0.2600 

- 

- 

- 

0.260 

0.260 

0.817 

0.041 

0.776 

1.385 

178.49 

Over Exploited 

Banji 

0807000701048000 

0.20 

0.30 

7.87 

0.33 

0.02 

0.35 

0.04 

0.57 

- 

0.0500 

- 

- 

0.006 

0.056 

0.056 

0.406 

0.020 

0.386 

0.290 

75.21 

Semi Critical 

Barah Mafi 

0807001001086900 

0.22 

0.81 

(19.19) 

0.66 

0.09 

0.75 

0.05 

0.59 

- 

0.0800 

- 

- 

0.095 

0.175 

0.175 

0.926 

0.046 

0.879 

0.476 

54.08 

Safe 

Barha Patti 

0807001001085500 

0.22 

0.34 

- 

0.34 

0.03 

0.36 

0.04 

0.58 

- 

0.0400 

- 

- 

0.025 

0.065 

0.065 

0.428 

0.043 

0.385 

0.405 

105.23 

Over Exploited 

Barigha 

0807001001089500 

0.22 

0.20 

61.66 

0.24 

0.04 

0.28 

0.04 

0.43 

- 

0.1300 

- 

- 

0.000 

0.130 

0.130 

0.414 

0.021 

0.394 

0.692 

175.70 

Over Exploited 

Barkhera 

0807000901066800 

0.25 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Barkoli 

0807001001085400 

0.22 

0.20 

- 

0.20 

0.01 

0.21 

0.04 

0.58 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.247 

0.025 

0.223 

0.384 

172.42 

Over Exploited 

Basairi 

0807001001086000 

0.22 

0.00 

1,788.19 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.027 

3,646.61 

Over Exploited 



0.15 

0.08 

8.97 

0.09 

0.01 

0.10 

0.03 

0.39 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.139 

0.007 

0.132 

0.325 

246.76 

Over Exploited 

Basaiya Abhai 

0807000501020700 

0.20 

0.06 

85.79 

0.07 

0.01 

0.08 

0.04 

0.43 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.134 

0.007 

0.127 

0.280 

219.89 

Over Exploited 



0.20 

0.00 

540.23 

0.00 

- 

0.00 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.014 

0.055 

404.23 

Over Exploited 

Bhaisa 

0807001001089200 

0.22 

0.06 

223.33 

0.08 

0.01 

0.09 

0.02 

0.19 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.126 

0.006 

0.119 

0.211 

176.68 

Over Exploited 

Bhot 

0807001001085100 

0.22 

0.08 

322.16 

0.09 

0.03 

0.12 

0.02 

0.22 

- 

0.0500 

- 

- 

0.012 

0.062 

0.062 

0.181 

0.009 

0.172 

0.290 

168.32 

Over Exploited 

Bilan Chatpura 

0807001001087500 

0.22 

0.31 

3.38 

0.32 

0.01 

0.33 

0.05 

0.59 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.347 

0.017 

0.330 

0.126 

38.16 

Safe 

Burana 

0807001001090100 

0.22 

0.31 

(3.73) 

0.30 

0.03 

0.33 

0.06 

0.62 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.423 

0.021 

0.402 

0.482 

119.86 

Over Exploited 

Chak Ajan 

0807000701048500 

0.20 

0.14 

(27.46) 

0.11 

0.00 

0.11 

0.04 

0.57 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.118 

0.006 

0.112 

0.009 

8.07 

Safe 

Chak Bahnera 

0807000701047100 

0.20 

0.00 

1,259.64 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.00 

418.76 

0.01 

- 

0.01 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.005 

0.038 

696.17 

Over Exploited 

Chak Bhikki 

0807000501019800 

0.20 

0.01 

85.33 

0.01 

- 

0.01 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.000 

0.009 

0.032 

344.11 

Over Exploited 



0.20 

0.13 

(68.74) 

0.10 

- 

0.10 

0.04 

0.48 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.111 

0.006 

0.105 

0.076 

72.04 

Semi Critical 

Chak Chhatar 

0807000501020200 

0.20 

0.01 

240.06 

0.01 

- 

0.01 

0.02 

0.23 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.022 

0.001 

0.021 

0.074 

352.65 

Over Exploited 



0.20 

0.03 

92.12 

0.03 

- 

0.03 

0.03 

0.38 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.054 

0.003 

0.051 

0.100 

196.66 

Over Exploited 

Chak Choba 

0807000701049800 

0.20 

0.04 

61.08 

0.05 

0.01 

0.06 

0.04 

0.58 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.078 

0.004 

0.074 

0.219 

294.63 

Over Exploited 

Chak Darapur No. 1 

0807000701050900 

0.20 

0.26 

(68.17) 

0.21 

- 

0.21 

0.05 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.221 

0.011 

0.210 

0.089 

42.53 

Safe 

Chak Darapur No. 2 

0807000701051000 

0.20 

0.11 

(53.95) 

0.08 

- 

0.08 

0.05 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.095 

0.005 

0.090 

0.097 

107.71 

Over Exploited 

Chak Dhobi 

0807000701050000 

0.20 

0.06 

(48.76) 

0.05 

- 

0.05 

0.04 

0.58 

- 

- 

- 

- 

- 

- 

- 

0.051 

0.003 

0.048 

0.022 

45.90 

Safe 

Chak Ekta 

0807000701048100 

0.20 

0.20 

26.83 

0.25 

0.02 

0.27 

0.04 

0.57 

- 

0.0700 

- 

- 

0.001 

0.071 

0.071 

0.337 

0.017 

0.320 

0.410 

127.97 

Over Exploited 

Chak Kaprola 

0807000701048600 

0.20 

0.07 

(19.61) 

0.06 

- 

0.06 

0.04 

0.57 

- 

- 

- 

- 

- 

- 

- 

0.058 

0.003 

0.055 

0.005 

8.78 

Safe 

Chak Kazi 

0807000701050200 

0.20 

0.13 

(58.98) 

0.10 

0.00 

0.10 

0.04 

0.58 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.103 

0.005 

0.098 

0.026 

26.95 

Safe 

Chak Kharka 

0807001001085200 

0.22 

0.13 

(31.93) 

0.10 

- 

0.10 

0.04 

0.57 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.110 

0.006 

0.105 

0.140 

133.87 

Over Exploited 

Chak Kurka 

0807000701049200 

0.20 

0.13 

(49.42) 

0.11 

0.03 

0.14 

0.04 

0.57 

- 

0.0100 

- 

- 

0.045 

0.055 

0.055 

0.191 

0.010 

0.182 

0.063 

34.60 

Safe 

Chak Nagla Phatiyar 

0807000701050700 

0.20 

0.11 

(63.16) 

0.09 

- 

0.09 

0.04 

0.58 

- 

- 

- 

- 

- 

- 

- 

0.086 

0.004 

0.082 

0.025 

30.70 

Safe 

Chak Nagla Teeketa 

0807000701050400 

0.20 

0.19 

(59.78) 

0.15 

- 

0.15 

0.04 

0.58 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.165 

0.008 

0.157 

0.085 

54.15 

Safe 

Chak Nashwariya 

0807000701050300 

0.20 

0.10 

(47.83) 

0.08 

- 

0.08 

0.04 

0.58 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.091 

0.005 

0.086 

0.079 

91.53 

Critical 

Chak Nihal 

0807000501020000 

0.20 

0.07 

26.10 

0.08 

0.02 

0.10 

0.05 

0.56 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.149 

0.007 

0.142 

0.264 

186.42 

Over Exploited 

Chak Pichoona 

0807001001087700 

0.22 

0.06 

65.74 

0.07 

0.01 

0.08 

0.03 

0.41 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.105 

0.005 

0.100 

0.112 

112.44 

Over Exploited 

Chak Shahna 

0807001001084600 

0.22 

0.06 

25.54 

0.08 

0.01 

0.09 

0.03 

0.34 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.118 

0.006 

0.112 

0.284 

254.55 

Over Exploited 



0.15 

0.02 

77.28 

0.03 

0.01 

0.04 

0.02 

0.24 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.057 

0.003 

0.054 

0.167 

307.50 

Over Exploited 

Chak Shyorawali 

0807000701050100 

0.20 

0.03 

(19.30) 

0.03 

0.00 

0.03 

0.03 

0.48 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.028 

0.001 

0.027 

0.039 

144.53 

Over Exploited 

Chak Shyosingh 

0807000701049900 

0.20 

0.09 

(28.15) 

0.07 

- 

0.07 

0.04 

0.57 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.080 

0.004 

0.076 

0.078 

102.65 

Over Exploited 

Chak Unchagaon 

0807000701048900 

0.20 

0.06 

51.35 

0.07 

0.01 

0.08 

0.04 

0.57 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.097 

0.005 

0.092 

0.130 

140.92 

Over Exploited 

Chandanpura 

0807001001090800 

0.22 

0.02 

197.95 

0.02 

- 

0.02 

0.02 

0.15 

0.00 

- 

- 

- 

- 

- 

0.002 

0.022 

0.001 

0.021 

0.004 

20.59 

Safe 

Chandoli 

0807001001090900 

0.22 

0.00 

6,234.69 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.027 

9,315.98 

Over Exploited 

Chichana 

0807000701051300 

0.20 

0.27 

(8.31) 

0.25 

0.03 

0.28 

0.04 

0.52 

- 

0.0800 

- 

- 

0.000 

0.080 

0.080 

0.357 

0.018 

0.339 

0.722 

213.05 

Over Exploited 

Chokipura 

0807000701049700 

0.20 

0.17 

(47.10) 

0.14 

- 

0.14 

0.05 

0.58 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.146 

0.007 

0.138 

0.101 

73.15 

Semi Critical 

Churari Goojar 

0807001001086600 

0.22 

0.28 

(64.56) 

0.23 

0.00 

0.23 

0.04 

0.58 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.229 

0.011 

0.217 

0.019 

8.60 

Safe 

Darapur 

0807000701050800 

0.20 

0.15 

(0.46) 

0.15 

0.02 

0.17 

0.05 

0.58 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.222 

0.011 

0.211 

0.460 

217.78 

Over Exploited 

Daulatgarh 

0807001001087000 

0.22 

0.34 

3.53 

0.35 

0.04 

0.39 

0.05 

0.59 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

0.503 

0.025 

0.478 

0.616 

128.99 

Over Exploited 

Dayawali 

0807000501020800 

0.20 

0.00 

1,956.72 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.023 

2,224.53 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Dayopura 

080700070104790C 

3.924 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.448 

0.88 

0.120 

0.12 

0.03 

0.00 

0.00 

0.00 

0.35 

0.46 

0.47 

0.017 

0.33 

0.25 


Dhanagarh 

0807000701051400 

2.762 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.762 

0.21 

0.120 

0.16 

0.02 

0.00 

0.00 

0.00 

0.21 

0.22 

0.63 

0.020 

0.54 

0.52 


Ekta 

0807000701048200 

2.975 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.975 

0.48 

0.120 

0.16 

0.04 

0.00 

0.00 

0.00 

0.29 

0.38 

0.63 

0.021 

0.53 

0.41 


Fatehpur 

0807001001085000 

4.698 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.742 

0.74 

0.120 

0.13 

0.03 

0.00 

0.00 

0.02 

0.33 

0.43 

0.48 

0.021 

0.31 

0.24 


Gahlau 

0807001001086700 

3.961 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.961 

0.53 

0.120 

0.10 

0.02 

0.00 

0.00 

0.03 

0.30 

0.35 

0.34 

0.031 

0.54 

0.47 


Gahnoli 

0807001001089900 

3.781 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.781 

1.00 

0.120 

0.18 

0.04 

0.00 

0.00 

0.00 

0.59 

0.48 

0.70 

0.029 

0.56 

0.69 


Garhi 

0807001001090200 

2.061 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.061 

1.03 

0.120 

0.08 

0.02 

0.00 

0.00 

0.00 

0.32 

0.23 

0.32 

0.016 

0.56 

0.77 


Ghasaula 

0807000701045500 

3.534 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.053 

0.74 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.000 

0.01 

0.01 


Ghehari 

0807000701049600 

1.902 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.902 

0.82 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.17 

0.00 

0.014 

0.55 

0.58 


Gilgiliya Patti 

0807001001086500 

1.709 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.709 

0.00 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.013 

0.54 

0.49 


Haroli 

0807001001087800 

3.492 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.086 

0.61 

0.120 

0.16 

0.04 

0.00 

0.00 

0.00 

0.35 

0.34 

0.61 

0.024 

0.49 

0.49 


Hateejar 

0807000801059300 

7.279 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.224 

0.90 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.18 

0.16 

0.24 

0.009 

0.09 

0.10 


Jahangeerpur 

0807000501021200 

5.934 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.642 

0.90 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.20 

0.19 

0.23 

0.012 

0.15 

0.16 


Jaichauli 

0807001001084800 

3.471 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.707 

0.76 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.12 

0.13 

0.006 

0.11 

0.09 


Jhamri 

0807000901066700 

4.288 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.203 

0.91 

0.150 

0.29 

0.07 

0.00 

0.00 

0.00 

0.52 

0.48 

1.13 

0.011 

0.29 

0.32 


Jindpura 

0807001001089800 

3.490 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.849 

1.09 

0.120 

0.12 

0.03 

0.00 

0.00 

0.02 

0.45 

0.32 

0.44 

0.022 

0.46 

0.64 


Jugla Patti 

0807001001085600 

2.557 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.557 

-0.14 

0.120 

0.19 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.73 

0.020 

0.54 

0.46 


Kaimasi 

0807001001086200 

2.156 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.156 

-0.01 

0.120 

0.12 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.017 

0.55 

0.51 


Kalyanpur 

0807000701049400 

2.341 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.341 

0.37 

0.120 

0.19 

0.03 

0.00 

0.00 

0.00 

0.26 

0.31 

0.74 

0.017 

0.54 

0.45 


Kaprola 

0807000701048700 

1.416 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.416 

0.58 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.14 

0.18 

0.18 

0.010 

0.53 

0.41 


Kaproli 

0807000701049100 

1.184 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.184 

0.58 

0.120 

0.08 

0.02 

0.00 

0.00 

0.05 

0.10 

0.13 

0.31 

0.008 

0.53 

0.40 


Khadera 

0807000701047500 

2.269 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.037 

1.05 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.000 

0.01 

0.01 


Kharera 

0807000701048300 

1.868 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.868 

0.41 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.12 

0.00 

0.013 

0.53 

0.42 



0807001001084900 

6.890 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.890 

0.09 

0.120 

0.18 

0.02 

0.00 

0.00 

0.04 

0.20 

0.25 

0.63 

0.054 

0.53 

0.43 


Kharka 

0807001001085300 

2.525 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.525 

0.12 

0.120 

0.12 

0.02 

0.00 

0.00 

0.00 

0.13 

0.16 

0.45 

0.020 

0.53 

0.43 


Khijoori 

0807001001090000 

2.392 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.392 

1.08 

0.120 

0.15 

0.04 

0.00 

0.00 

0.00 

0.42 

0.31 

0.59 

0.019 

0.56 

0.76 


Khokhar 

0807000701047800 

1.844 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.158 

0.86 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.19 

0.07 

0.008 

0.33 

0.25 


Khudasa 

0807001001089400 

5.359 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.025 

1.12 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 


Kothen Kalan 

0807000501019300 

1.293 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.422 

0.53 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.003 

0.18 

0.18 


Kothen Khurd 

0807000501019400 

0.893 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.124 

0.54 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.08 

0.08 


Kunder 

0807001001088800 

5.194 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.946 

0.61 

0.120 

0.16 

0.04 

0.00 

0.00 

0.01 

0.47 

0.47 

0.61 

0.039 

0.53 

0.54 


Kurka 

0807001001088900 

10.374 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.694 

0.88 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.04 

0.005 

0.04 

0.04 


Lakhanpur 

0807000501020600 

5.942 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.865 

0.62 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.08 

0.14 

0.007 

0.08 

0.09 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.860 

0.62 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.17 

0.16 

0.24 

0.014 

0.18 

0.18 


Madariyapura 

0807001001087300 

1.763 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.752 

0.96 

0.120 

0.13 

0.03 

0.00 

0.00 

0.00 

0.30 

0.26 

0.52 

0.014 

0.55 

0.65 


Mahal 

0807001001089600 

0.422 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.422 

1.05 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.07 

0.20 

0.003 

0.56 

0.72 


Mai 

0807000501021100 

5.762 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.923 

0.90 

0.100 

0.30 

0.07 

0.00 

0.00 

0.00 

0.67 

0.62 

1.14 

0.037 

0.48 

0.51 


Maigoojar 

0807000701051200 

0.561 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.553 

0.26 

0.120 

0.11 

0.02 

0.00 

0.00 

0.00 

0.11 

0.12 

0.43 

0.004 

0.53 

0.49 


Mamtoli 

0807001001084400 

1.444 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.001 

0.63 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Milakpur 

0807000901070700 

6.048 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.717 

0.82 

0.150 

0.03 

0.01 

0.00 

0.00 

0.00 

0.11 

0.11 

0.10 

0.004 

0.07 

0.07 


Mudhera 

0807001001086300 

2.542 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.542 

0.15 

0.120 

0.32 

0.08 

0.00 

0.00 

0.02 

0.27 

0.28 

1.27 

0.020 

0.55 

0.52 


Nagla Abhairam 

0807000701051100 

1.117 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.117 

0.23 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.10 

0.11 

0.31 

0.008 

0.54 

0.49 


Nagla Beeja 

0807001001088300 

2.708 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.708 

0.35 

0.120 

0.14 

0.02 

0.00 

0.00 

0.00 

0.23 

0.23 

0.53 

0.021 

0.55 

0.56 


Nagla Dulheram 

0807000701046900 

1.236 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.224 

0.31 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.07 

0.002 

0.10 

0.09 






Ajan Lower Bund 

Command 

Older Alluvium 

0.010 

0.31 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nagla Kalyan 

0807001001088700 

3.058 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.773 

0.83 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.23 

0.22 

0.22 

0.014 

0.32 

0.33 


Nagla Kalyanpur 

0807000701049300 

4.111 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.111 

0.48 

0.120 

0.05 

0.01 

0.00 

0.00 

0.14 

0.13 

0.16 

0.14 

0.029 

0.53 

0.44 


Nagla Mai 

0807000501021000 

4.441 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.279 

0.94 

0.100 

0.20 

0.05 

0.00 

0.00 

0.00 

0.46 

0.42 

0.78 

0.025 

0.42 

0.45 


Nagla Phatiyar 

0807000701050600 

1.445 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.445 

0.20 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.00 

0.010 

0.54 

0.49 


Nagla Radhey 

0807001001089300 

3.802 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.194 

1.02 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.002 

0.03 

0.03 


Nagla Sewa Kurwariya 

0807000901067900 

0.989 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.097 

0.87 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.05 

0.06 


Nagla Teeketa 

0807000701050500 

1.147 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.147 

0.20 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.07 

0.008 

0.54 

0.47 


Nagla Tehriyan Khalsa 

0807001001088500 

1.897 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.297 

0.61 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.00 

0.010 

0.38 

0.39 


Nagla Tehriyan Mafi 

0807001001088400 

0.533 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.533 

0.45 

0.120 

0.07 

0.02 

0.00 

0.00 

0.00 

0.08 

0.08 

0.29 

0.004 

0.55 

0.56 


Nagla Tiketa 

0807001001086400 

1.027 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.027 

-0.03 

0.120 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.008 

0.54 

0.50 


Nekpur 

0807001001087900 

7.857 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.857 

0.10 

0.120 

0.27 

0.04 

0.00 

0.00 

0.04 

0.29 

0.30 

1.02 

0.061 

0.55 

0.54 


Odel Gaddi 

0807001001090500 

12.266 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.707 

1.10 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.80 

0.56 

0.19 

0.045 

0.26 

0.38 


Pana 

0807001001088600 

4.590 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.429 

0.67 

0.120 

0.13 

0.03 

0.00 

0.00 

0.00 

0.29 

0.29 

0.49 

0.019 

0.29 

0.30 


Paraswara 

0807000501020900 

4.089 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.689 

0.78 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.10 

0.005 

0.10 

0.10 


Pasaunra 

0807001001090300 

0.882 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.819 

1.09 

0.120 

0.06 

0.02 

0.00 

0.00 

0.00 

0.15 

0.10 

0.25 

0.006 

0.53 

0.75 


Peepli 

0807000901070600 

1.883 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.001 

0.92 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Pichoona 

0807001001087600 

9.964 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.865 

0.88 

0.120 

0.40 

0.09 

0.00 

0.00 

0.02 

1.12 

1.14 

1.51 

0.061 

0.43 

0.43 


Pingora 

0807000501020100 

8.825 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.019 

0.53 

0.100 

0.14 

0.02 

0.00 

0.00 

0.00 

0.39 

0.38 

0.50 

0.038 

0.32 

0.32 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.889 

0.53 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.13 

0.13 

0.14 

0.014 

0.12 

0.12 


Raheempur 

0807001001088000 

1.463 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.463 

0.24 

0.120 

0.07 

0.02 

0.00 

0.00 

0.01 

0.08 

0.08 

0.26 

0.011 

0.55 

0.55 


Ramnagar 

0807000701047600 

2.660 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.140 

1.01 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.03 

0.02 


Rundh Kharka 

0807001001086800 

2.042 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.042 

0.35 

0.120 

0.04 

0.00 

0.00 

0.00 

0.04 

0.09 

0.11 

0.13 

0.016 

0.53 

0.44 


Sanhooli 

0807000701051500 

2.123 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.123 

0.24 

0.120 

0.13 

0.02 

0.00 

0.00 

0.00 

0.17 

0.17 

0.50 

0.015 

0.55 

0.55 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Dayopura 

0807000701047900 

0.20 

0.16 

186.04 

0.19 

0.03 

0.23 

0.02 

0.36 

- 

0.0900 

- 

- 

0.002 

0.092 

0.092 

0.317 

0.016 

0.301 

0.485 

161.04 

Over Exploited 

Dhanagarh 

0807000701051400 

0.20 

0.30 

(27.59) 

0.24 

0.02 

0.26 

0.05 

0.59 

- 

0.0700 

- 

- 

0.001 

0.071 

0.071 

0.332 

0.017 

0.316 

0.650 

205.80 

Over Exploited 

Ekta 

0807000701048200 

0.20 

0.32 

18.91 

0.38 

0.04 

0.42 

0.04 

0.57 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

0.536 

0.027 

0.509 

0.651 

127.86 

Over Exploited 

Fatehpur 

0807001001085000 

0.22 

0.19 

127.27 

0.22 

0.05 

0.27 

0.02 

0.33 

- 

0.0900 

- 

- 

0.023 

0.113 

0.113 

0.383 

0.019 

0.364 

0.496 

136.44 

Over Exploited 

Gahlau 

0807001001086700 

0.22 

0.47 

(25.34) 

0.38 

0.05 

0.42 

0.04 

0.58 

- 

0.0600 

- 

- 

0.042 

0.102 

0.102 

0.526 

0.026 

0.499 

0.374 

74.86 

Semi Critical 

Gahnoli 

0807001001089900 

0.22 

0.46 

4.13 

0.48 

0.04 

0.52 

0.06 

0.61 

- 

0.1300 

- 

- 

- 

0.130 

0.130 

0.652 

0.033 

0.619 

0.729 

117.76 

Over Exploited 

Garhi 

0807001001090200 

0.22 

0.26 

(9.94) 

0.23 

0.02 

0.25 

0.06 

0.63 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.310 

0.016 

0.295 

0.333 

113.03 

Over Exploited 

Ghasaula 

0807000701045500 

0.20 

0.00 

6,263.28 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ghehari 

0807000701049600 

0.20 

0.21 

(16.39) 

0.17 

- 

0.17 

0.05 

0.60 

- 

- 

- 

- 

- 

- 

- 

0.174 

0.009 

0.166 

0.014 

8.19 

Safe 

Gilgiliya Patti 

0807001001086500 

0.22 

0.20 

- 

0.20 

0.01 

0.21 

0.05 

0.59 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.233 

0.023 

0.210 

0.185 

88.22 

Semi Critical 

Haroli 

0807001001087800 

0.22 

0.33 

4.13 

0.34 

0.04 

0.38 

0.05 

0.53 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

0.494 

0.025 

0.469 

0.631 

134.61 

Over Exploited 

Hateejar 

0807000801059300 

0.24 

0.03 

492.00 

0.03 

0.01 

0.04 

0.01 

0.10 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.083 

0.004 

0.079 

0.245 

308.97 

Over Exploited 

Jahangeerpur 

0807000501021200 

0.20 

0.05 

267.70 

0.06 

0.01 

0.07 

0.02 

0.17 

- 

0.0400 

- 

- 

0.002 

0.042 

0.042 

0.114 

0.006 

0.108 

0.242 

223.92 

Over Exploited 

Jaichauli 

0807001001084800 

0.22 

0.02 

581.63 

0.02 

0.00 

0.02 

0.01 

0.12 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.030 

0.002 

0.029 

0.138 

476.64 

Over Exploited 

Jhamri 

0807000901066700 

0.25 

0.16 

198.29 

0.19 

0.07 

0.26 

0.03 

0.32 

- 

0.2100 

- 

- 

- 

0.210 

0.210 

0.472 

0.024 

0.448 

1.141 

254.63 

Over Exploited 

Jindpura 

0807001001089800 

0.22 

0.29 

12.05 

0.32 

0.05 

0.37 

0.05 

0.51 

- 

0.0800 

- 

- 

0.025 

0.105 

0.105 

0.475 

0.024 

0.451 

0.458 

101.58 

Over Exploited 

Jugla Patti 

0807001001085600 

0.22 

0.30 

- 

0.30 

0.03 

0.33 

0.04 

0.58 

- 

0.0800 

- 

- 

0.001 

0.081 

0.081 

0.414 

0.041 

0.372 

0.746 

200.26 

Over Exploited 

Kaimasi 

0807001001086200 

0.22 

0.26 

- 

0.26 

0.02 

0.28 

0.05 

0.59 

- 

0.0500 

- 

- 

0.001 

0.052 

0.052 

0.331 

0.033 

0.298 

0.479 

160.64 

Over Exploited 

Kalyanpur 

0807000701049400 

0.20 

0.25 

24.69 

0.30 

0.03 

0.33 

0.04 

0.58 

- 

0.0800 

- 

- 

0.000 

0.080 

0.080 

0.412 

0.021 

0.391 

0.755 

192.85 

Over Exploited 

Kaprola 

0807000701048700 

0.20 

0.15 

19.84 

0.18 

0.01 

0.19 

0.04 

0.57 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.222 

0.011 

0.211 

0.190 

89.94 

Semi Critical 

Kaproli 

0807000701049100 

0.20 

0.13 

0.60 

0.13 

0.07 

0.19 

0.04 

0.57 

- 

0.0600 

- 

- 

0.069 

0.129 

0.129 

0.322 

0.016 

0.306 

0.314 

102.83 

Over Exploited 

Khadera 

0807000701047500 

0.20 

0.00 

9,801.57 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kharera 

0807000701048300 

0.20 

0.20 

(42.01) 

0.16 

0.00 

0.16 

0.04 

0.57 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.161 

0.008 

0.153 

0.013 

8.71 

Safe 


0807001001084900 

0.22 

0.81 

(68.89) 

0.65 

0.06 

0.70 

0.04 

0.58 

- 

0.0700 

- 

- 

0.053 

0.123 

0.123 

0.826 

0.041 

0.784 

0.688 

87.69 

Semi Critical 

Kharka 

0807001001085300 

0.22 

0.30 

(44.99) 

0.24 

0.02 

0.26 

0.04 

0.58 

- 

0.0500 

- 

- 

0.007 

0.057 

0.057 

0.320 

0.016 

0.304 

0.469 

154.42 

Over Exploited 

Khijoori 

0807001001090000 

0.22 

0.30 

4.70 

0.31 

0.04 

0.35 

0.06 

0.62 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

0.460 

0.023 

0.437 

0.613 

140.20 

Over Exploited 

Khokhar 

0807000701047800 

0.20 

0.08 

142.22 

0.09 

- 

0.09 

0.02 

0.36 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.102 

0.005 

0.097 

0.080 

82.43 

Semi Critical 

Khudasa 

0807001001089400 

0.22 

0.00 

16,777.26 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.013 

81,384.98 

Over Exploited 

Kothen Kalan 

0807000501019300 

0.20 

0.02 

109.17 

0.02 

- 

0.02 

0.02 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.018 

0.001 

0.017 

0.046 

266.45 

Over Exploited 

Kothen Khurd 

0807000501019400 

0.20 

0.00 

783.91 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.023 

1,071.01 

Over Exploited 

Kunder 

0807001001088800 

0.22 

0.57 

(18.77) 

0.47 

0.05 

0.51 

0.05 

0.58 

- 

0.1100 

- 

- 

0.012 

0.122 

0.122 

0.635 

0.032 

0.604 

0.646 

106.96 

Over Exploited 

Kurka 

0807001001088900 

0.22 

0.01 

1,265.38 

0.01 

- 

0.01 

0.00 

0.04 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.045 

284.66 

Over Exploited 

Lakhanpur 

0807000501020600 

0.20 

0.01 

465.94 

0.02 

0.01 

0.03 

0.01 

0.09 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.047 

0.002 

0.045 

0.151 

337.81 

Over Exploited 



0.20 

0.07 

141.70 

0.08 

0.01 

0.09 

0.02 

0.19 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.118 

0.006 

0.112 

0.252 

224.52 

Over Exploited 

Madariyapura 

0807001001087300 

0.22 

0.21 

21.74 

0.25 

0.03 

0.28 

0.06 

0.61 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.385 

0.019 

0.366 

0.529 

144.62 

Over Exploited 

Mahal 

0807001001089600 

0.22 

0.05 

33.38 

0.06 

0.01 

0.08 

0.06 

0.62 

- 

0.0400 

- 

- 

0.006 

0.046 

0.046 

0.122 

0.006 

0.116 

0.201 

173.88 

Over Exploited 

Mai 

0807000501021100 

0.20 

0.47 

32.31 

0.57 

0.07 

0.64 

0.05 

0.53 

- 

0.2100 

- 

- 

0.005 

0.215 

0.215 

0.854 

0.043 

0.812 

1.175 

144.77 

Over Exploited 

Maigoojar 

0807000701051200 

0.20 

0.06 

97.31 

0.07 

0.02 

0.09 

0.05 

0.58 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.142 

0.007 

0.135 

0.436 

323.25 

Over Exploited 

Mamtoli 

0807001001084400 

0.15 

0.00 

132,080.06 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Milakpur 

0807000901070700 

0.25 

0.01 

796.92 

0.01 

0.01 

0.02 

0.01 

0.07 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.044 

0.002 

0.042 

0.101 

239.71 

Over Exploited 

Mudhera 

0807001001086300 

0.22 

0.31 

(7.69) 

0.28 

0.10 

0.38 

0.05 

0.59 

- 

0.2400 

- 

- 

0.025 

0.265 

0.265 

0.644 

0.032 

0.611 

1.287 

210.47 

Over Exploited 

Nagla Abhairam 

0807000701051100 

0.20 

0.12 

(7.28) 

0.11 

0.01 

0.12 

0.05 

0.59 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.152 

0.008 

0.145 

0.314 

217.14 

Over Exploited 

Nagla Beeja 

0807001001088300 

0.22 

0.33 

(29.80) 

0.26 

0.02 

0.28 

0.05 

0.61 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.383 

0.019 

0.364 

0.549 

150.74 

Over Exploited 

Nagla Dulheram 

0807000701046900 

0.20 

0.00 

601.18 

0.01 

- 

0.01 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.015 

0.074 

506.73 

Over Exploited 



0.20 

0.00 

4,787.15 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nagla Kalyan 

0807001001088700 

0.22 

0.13 

76.25 

0.15 

0.01 

0.16 

0.03 

0.35 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.201 

0.010 

0.191 

0.238 

124.59 

Over Exploited 

Nagla Kalyanpur 

0807000701049300 

0.20 

0.44 

(63.07) 

0.35 

0.15 

0.50 

0.04 

0.58 

- 

0.0300 

- 

- 

0.213 

0.243 

0.243 

0.747 

0.037 

0.710 

0.173 

24.41 

Safe 

Nagla Mai 

0807000501021000 

0.20 

0.27 

54.76 

0.33 

0.05 

0.38 

0.04 

0.46 

- 

0.1500 

- 

- 

0.001 

0.151 

0.151 

0.528 

0.026 

0.502 

0.803 

159.95 

Over Exploited 

Nagla Phatiyar 

0807000701050600 

0.20 

0.16 

(75.33) 

0.12 

0.00 

0.13 

0.05 

0.59 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.125 

0.006 

0.119 

0.010 

8.65 

Safe 

Nagla Radhey 

0807001001089300 

0.22 

0.00 

1,492.91 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.002 

109.41 

Over Exploited 

Nagla Sewa Kurwariya 

0807000901067900 

0.25 

0.00 

836.68 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.014 

951.69 

Over Exploited 

Nagla Teeketa 

0807000701050500 

0.20 

0.12 

(55.46) 

0.10 

- 

0.10 

0.04 

0.58 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.109 

0.005 

0.103 

0.080 

77.58 

Semi Critical 

Nagla Tehriyan Khalsa 

0807001001088500 

0.22 

0.11 

(14.78) 

0.09 

0.00 

0.09 

0.04 

0.42 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.093 

0.005 

0.088 

0.010 

11.50 

Safe 

Nagla Tehriyan Mafi 

0807001001088400 

0.22 

0.06 

19.91 

0.08 

0.02 

0.10 

0.05 

0.61 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.148 

0.007 

0.140 

0.294 

209.50 

Over Exploited 

Nagla Tiketa 

0807001001086400 

0.22 

0.12 

- 

0.12 

0.01 

0.13 

0.05 

0.59 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.137 

0.014 

0.123 

0.008 

6.51 

Safe 

Nekpur 

0807001001087900 

0.22 

0.95 

(68.76) 

0.76 

0.08 

0.84 

0.05 

0.60 

- 

0.1100 

- 

- 

0.057 

0.167 

0.167 

1.004 

0.050 

0.953 

1.077 

113.00 

Over Exploited 

Odel Gaddi 

0807001001090500 

0.22 

0.33 

67.69 

0.40 

0.01 

0.41 

0.03 

0.29 

0.04 

0.0400 

- 

- 

- 

0.040 

0.078 

0.485 

0.024 

0.461 

0.236 

51.08 

Safe 

Pana 

0807001001088600 

0.22 

0.16 

82.62 

0.19 

0.03 

0.22 

0.03 

0.32 

- 

0.0900 

- 

- 

0.005 

0.095 

0.095 

0.316 

0.016 

0.301 

0.507 

168.63 

Over Exploited 

Paraswara 

0807000501020900 

0.20 

0.01 

490.59 

0.02 

- 

0.02 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.026 

0.001 

0.024 

0.106 

433.45 

Over Exploited 

Pasaunra 

0807001001090300 

0.22 

0.09 

8.78 

0.10 

0.02 

0.12 

0.06 

0.59 

0.01 

0.0500 

- 

- 

- 

0.050 

0.061 

0.184 

0.009 

0.175 

0.257 

147.39 

Over Exploited 

Peepli 

0807000901070600 

0.25 

0.00 

146,199.46 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pichoona 

0807001001087600 

0.22 

0.75 

52.48 

0.90 

0.11 

1.00 

0.04 

0.47 

- 

0.2800 

- 

- 

0.023 

0.303 

0.303 

1.304 

0.065 

1.239 

1.566 

126.44 

Over Exploited 

Pingora 

0807000501020100 

0.20 

0.32 

20.05 

0.38 

0.02 

0.40 

0.03 

0.35 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.489 

0.024 

0.465 

0.542 

116.52 

Over Exploited 



0.20 

0.04 

185.65 

0.05 

0.01 

0.06 

0.01 

0.13 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.094 

0.005 

0.089 

0.154 

173.12 

Over Exploited 

Raheempur 

0807001001088000 

0.22 

0.18 

(53.86) 

0.14 

0.03 

0.17 

0.05 

0.60 

- 

0.0500 

- 

- 

0.015 

0.065 

0.065 

0.236 

0.012 

0.225 

0.275 

122.68 

Over Exploited 

Ramnagar 

0807000701047600 

0.20 

0.00 

2,796.03 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.019 

2,144.72 

Over Exploited 

Rundh Kharka 

0807001001086800 

0.22 

0.24 

(54.42) 

0.19 

0.04 

0.23 

0.04 

0.58 

- 

0.0100 

- 

- 

0.054 

0.064 

0.064 

0.292 

0.015 

0.277 

0.148 

53.36 

Safe 

Sanhooli 

0807000701051500 

0.20 

0.23 

(27.70) 

0.19 

0.02 

0.21 

0.05 

0.60 

- 

0.0600 

- 

- 

0.001 

0.061 

0.061 

0.268 

0.013 

0.254 

0.519 

204.28 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Sedpura 

080700100108970C 

2.403 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.403 

1.05 

0.120 

0.22 

0.05 

0.00 

0.00 

0.01 

0.47 

0.36 

0.87 

0.019 

0.56 

0.72 


Shahna 

0807001001084500 

3.103 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.670 

0.15 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.08 

0.09 

0.32 

0.005 

0.12 

0.11 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.769 

0.15 

0.080 

0.07 

0.01 

0.00 

0.00 

0.00 

0.07 

0.08 

0.29 

0.006 

0.13 

0.12 


Shekhpur 

0807000901067000 

3.331 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.299 

0.94 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.07 

0.001 

0.05 

0.05 


Sheri Kalan 

0807001001088100 

1.419 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.419 

0.37 

0.120 

0.11 

0.03 

0.00 

0.00 

0.00 

0.14 

0.14 

0.44 

0.011 

0.55 

0.56 


Sheri Khurd 

0807001001088200 

1.227 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.227 

0.32 

0.120 

0.08 

0.02 

0.00 

0.00 

0.00 

0.11 

0.11 

0.30 

0.010 

0.55 

0.55 


Shreenagar ( Rural) 

0807000701045600 

31.146 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.433 

0.72 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.59 

0.72 

0.07 

0.046 

0.11 

0.09 


Sikroda 

0807001001087100 

4.695 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.695 

0.88 

0.120 

0.13 

0.03 

0.00 

0.00 

0.00 

0.59 

0.55 

0.46 

0.037 

0.55 

0.59 


Sonothi 

0807001001089000 

4.622 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.056 

0.97 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 


Tehra Brahman 

0807001001084700 

4.532 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.382 

0.50 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.13 

0.15 

0.24 

0.011 

0.16 

0.14 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.374 

0.50 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.05 

0.003 

0.04 

0.04 


Tehra Ghori Banjara 

0807000701049500 

1.106 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.106 

0.74 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.00 

0.008 

0.54 

0.52 


Tehra Lodha 

0807000701046800 

2.660 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.531 

0.22 

0.120 

0.12 

0.02 

0.00 

0.00 

0.00 

0.14 

0.15 

0.45 

0.011 

0.31 

0.31 


Tihiya Patti 

0807001001085800 

3.415 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.415 

-0.06 

0.120 

0.39 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

1.52 

0.027 

0.54 

0.47 


Tohila 

0807000501020500 

2.605 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.801 

0.56 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.15 

0.15 

0.24 

0.014 

0.38 

0.40 


Uchchain 

0807001001085700 

2.771 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.771 

-0.03 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.022 

0.54 

0.49 


Unchagaon 

0807000701048800 

2.010 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.010 

0.72 

0.120 

0.08 

0.02 

0.00 

0.00 

0.00 

0.23 

0.31 

0.29 

0.014 

0.53 

0.40 


Wanshibagri 

0807001001087200 

3.049 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.049 

0.95 

0.120 

0.19 

0.04 

0.00 

0.00 

0.00 

0.50 

0.43 

0.71 

0.024 

0.55 

0.64 

03001015 

Akbarpur 

0811000201365600 

1.063 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.598 

-1.26 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.005 

0.32 

0.24 


Alipur 

0807000801051700 

3.300 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.857 

1.97 

0.120 

0.14 

0.02 

0.00 

0.00 

0.00 

0.56 

0.49 

0.53 

0.013 

0.32 

0.36 



0811000101360400 

5.531 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.402 

-0.85 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.003 

0.04 

0.04 


Araji Babekhar 

0807000801052600 

1.529 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.518 

1.15 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.30 

0.26 

0.38 

0.011 

0.57 

0.66 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.011 

1.15 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Babekhar 

0807000801052700 

4.422 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.540 

0.90 

0.120 

0.27 

0.04 

0.00 

0.00 

0.00 

0.61 

0.54 

1.04 

0.025 

0.46 

0.52 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.257 

0.90 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.04 

0.002 

0.03 

0.04 


Bachhren 

0807000801055600 

9.264 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.789 

0.86 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.13 

0.11 

0.17 

0.006 

0.05 

0.06 







Non-command 

Younger Alluvium 

2.936 

0.86 

0.150 

0.12 

0.01 

0.00 

0.00 

0.00 

0.49 

0.42 

0.44 

0.021 

0.18 

0.21 


Badabas 

0811000101360600 

1.928 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.321 

-0.79 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.003 

0.10 

0.09 





Saline 

Non-command 

Non-command 

Younger Alluvium 

1.091 

-0.79 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.009 

0.33 

0.29 


Bahar Khoh 

0811000201367000 

5.292 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.714 

0.11 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.09 

0.029 

0.40 

0.43 


Balahera 

0811000101360500 

9.921 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.079 

-0.66 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.00 

0.00 







Non-command 

Younger Alluvium 

7.000 

-0.66 

0.120 

0.22 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.80 

0.055 

0.40 

0.34 





Saline 

Non-command 

Non-command 

Younger Alluvium 

2.497 

-0.66 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.020 

0.14 

0.12 


Balaheri 

0811000201368400 

4.799 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.484 

-0.66 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.004 

0.06 

0.04 







Non-command 

Younger Alluvium 

0.572 

-0.66 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.005 

0.07 

0.05 


Bangan Ka Nangla 

0806001200952400 

3.971 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.152 

1.99 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.001 

0.02 

0.03 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.413 

1.99 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.04 

0.003 

0.06 

0.07 


Beerasna 

0811000201364200 

1.672 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.255 

-2.99 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.002 

0.09 

0.07 







Non-command 

Younger Alluvium 

0.429 

-2.99 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.003 

0.14 

0.11 


Berkhera 

0811000201365200 

4.744 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.744 

-1.64 

0.150 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.69 

0.038 

0.56 

0.43 


Bhapur 

0811000201366100 

1.057 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.469 

-0.52 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.004 

0.25 

0.20 


Bhopur Tappa 

0811000201366200 

4.064 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.872 

-1.22 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.007 

0.12 

0.09 







Non-command 

Younger Alluvium 

3.191 

-1.22 

0.150 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.025 

0.44 

0.35 


Dhigariya Kapoor 

0811000101359100 

2.932 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.147 

-0.81 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.001 

0.03 

0.03 





Saline 

Non-command 

Non-command 

Younger Alluvium 

0.103 

-0.81 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.02 

0.02 


Dhol Khera 

0811000201364300 

3.310 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.046 

-2.45 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Younger Alluvium 

1.869 

-2.45 

0.150 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.015 

0.32 

0.24 


Doolhapura 

0811000201365300 

2.755 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.755 

-1.92 

0.150 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.022 

0.56 

0.43 


Gagwana 

0811000201369400 

6.563 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.047 

-0.66 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 


Ghalawata 

0806001200952600 

3.942 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.257 

1.98 

0.070 

0.07 

0.01 

0.00 

0.00 

0.00 

0.23 

0.20 

0.26 

0.009 

0.18 

0.21 


Guwarki 

0811000201368300 

5.024 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.700 

-0.74 

0.100 

0.03 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.12 

0.006 

0.08 

0.06 







Non-command 

Younger Alluvium 

0.177 

-0.74 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.001 

0.02 

0.02 


Hingota 

0807000801053000 

1.437 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.036 

0.98 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.01 

0.02 







Non-command 

Younger Alluvium 

0.043 

0.98 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.02 

0.02 


Hurla 

0811000201368200 

4.640 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.975 

-1.39 

0.100 

0.04 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.13 

0.008 

0.12 

0.09 







Non-command 

Younger Alluvium 

1.998 

-1.39 

0.150 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.016 

0.24 

0.18 


Jaswar 

0807000801051800 

9.619 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.119 

1.25 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.001 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.419 

1.25 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.02 

0.003 

0.02 

0.03 


Jharonti 

0807000801052800 

5.246 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.775 

0.49 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.19 

0.16 

0.31 

0.013 

0.19 

0.22 







Non-command 

Younger Alluvium 

3.471 

0.49 

0.150 

0.11 

0.01 

0.00 

0.00 

0.00 

0.36 

0.31 

0.42 

0.025 

0.38 

0.43 


Jhoonthahera Kalan 

0811000101360700 

2.538 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.889 

-0.74 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.007 

0.20 

0.18 





Saline 

Non-command 

Non-command 

Younger Alluvium 

0.027 

-0.74 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Jhoonthahera Khurd 

0811000101360800 

4.550 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.033 

-0.67 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

4.095 

-0.67 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.032 

0.52 

0.45 


Kamalpur 

0811000201365500 

1.755 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.095 

-1.35 

0.150 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.009 

0.35 

0.26 


Kamalpura 

0807000801055800 

5.683 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.084 

0.54 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.001 

0.01 

0.01 







Non-command 

Younger Alluvium 

1.929 

0.54 

0.150 

0.09 

0.00 

0.00 

0.00 

0.00 

0.25 

0.23 

0.33 

0.014 

0.19 

0.21 


Kankarwas 

0811000101360300 

3.229 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.777 

-0.73 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.006 

0.14 

0.11 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Sedpura 

0807001001089700 

0.22 

0.30 

22.03 

0.36 

0.06 

0.41 

0.06 

0.62 

- 

0.1600 

- 

- 

0.013 

0.173 

0.173 

0.586 

0.029 

0.557 

0.890 

159.83 

Over Exploited 

Shahna 

0807001001084500 

0.22 

0.02 

419.18 

0.02 

0.01 

0.03 

0.01 

0.13 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.071 

0.004 

0.067 

0.322 

479.69 

Over Exploited 



0.15 

0.02 

386.15 

0.02 

0.01 

0.03 

0.01 

0.15 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.059 

0.003 

0.056 

0.298 

534.97 

Over Exploited 

Shekhpur 

0807000901067000 

0.25 

0.00 

1,448.73 

0.00 

- 

0.00 

0.00 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.014 

0.069 

503.98 

Over Exploited 

Sheri Kalan 

0807001001088100 

0.22 

0.17 

(17.51) 

0.14 

0.03 

0.17 

0.05 

0.61 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.252 

0.013 

0.240 

0.447 

186.60 

Over Exploited 

Sheri Khurd 

0807001001088200 

0.22 

0.15 

(28.11) 

0.12 

0.02 

0.14 

0.05 

0.61 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.199 

0.010 

0.189 

0.314 

165.62 

Over Exploited 

Shreenagar ( Rural) 

0807000701045600 

0.20 

0.14 

407.56 

0.17 

- 

0.17 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.181 

0.009 

0.172 

0.118 

68.55 

Safe 

Sikroda 

0807001001087100 

0.22 

0.57 

(2.88) 

0.55 

0.03 

0.58 

0.05 

0.60 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.671 

0.034 

0.637 

0.499 

78.27 

Semi Critical 

Sonothi 

0807001001089000 

0.22 

0.00 

7,259.18 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.013 

14,221.16 

Over Exploited 

Tehra Brahman 

0807001001084700 

0.22 

0.05 

206.35 

0.06 

0.01 

0.07 

0.01 

0.18 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.100 

0.005 

0.095 

0.249 

262.05 

Over Exploited 



0.15 

0.00 

1,054.89 

0.00 

- 

0.00 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.057 

461.14 

Over Exploited 

Tehra Ghori Banjara 

0807000701049500 

0.20 

0.12 

(15.10) 

0.10 

- 

0.10 

0.05 

0.59 

- 

- 

- 

- 

- 

- 

- 

0.102 

0.005 

0.097 

0.008 

8.15 

Safe 

Tehra Lodha 

0807000701046800 

0.20 

0.10 

51.03 

0.12 

0.02 

0.14 

0.03 

0.34 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.186 

0.009 

0.176 

0.461 

261.40 

Over Exploited 

Tihiya Patti 

0807001001085800 

0.22 

0.40 

- 

0.40 

0.06 

0.46 

0.05 

0.58 

- 

0.1700 

- 

- 

0.000 

0.170 

0.170 

0.635 

0.064 

0.572 

1.545 

270.12 

Over Exploited 

Tohila 

0807000501020500 

0.20 

0.14 

5.48 

0.15 

0.01 

0.16 

0.04 

0.42 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.186 

0.009 

0.177 

0.252 

142.51 

Over Exploited 

Uchchain 

0807001001085700 

0.22 

0.33 

- 

0.33 

0.00 

0.33 

0.05 

0.59 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.330 

0.033 

0.297 

0.022 

7.27 

Safe 

Unchagaon 

0807000701048800 

0.20 

0.21 

45.22 

0.26 

0.02 

0.28 

0.04 

0.57 

- 

0.0500 

- 

- 

0.001 

0.052 

0.052 

0.328 

0.016 

0.312 

0.302 

96.95 

Critical 

Wanshibagri 

0807001001087200 

0.22 

0.37 

15.21 

0.43 

0.04 

0.47 

0.06 

0.61 

- 

0.1300 

- 

- 

0.001 

0.131 

0.131 

0.599 

0.030 

0.569 

0.737 

129.48 

Over Exploited 

Akbarpur 

0811000201365600 

0.20 

0.04 

- 

0.04 

- 

0.04 

0.04 

0.35 

0.00 

- 

- 

- 

- 

- 

0.004 

0.042 

0.004 

0.038 

0.113 

295.72 

Over Exploited 

Alipur 

0807000801051700 

0.20 

0.12 

313.45 

0.14 

0.02 

0.16 

0.04 

0.36 

0.01 

0.0600 

- 

- 

- 

0.060 

0.074 

0.235 

0.012 

0.224 

0.539 

241.09 

Over Exploited 


0811000101360400 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.044 

1,188.07 

Over Exploited 

Araji Babekhar 

0807000801052600 

0.24 

0.21 

24.14 

0.25 

0.01 

0.26 

0.08 

0.64 

0.03 

0.0400 

- 

- 

- 

0.040 

0.068 

0.326 

0.016 

0.309 

0.389 

125.71 

Over Exploited 



0.20 

0.00 

15,336.65 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Babekhar 

0807000801052700 

0.24 

0.38 

11,685.92 

0.46 

0.04 

0.50 

0.06 

0.52 

0.05 

0.1200 

- 

- 

- 

0.120 

0.171 

0.668 

0.033 

0.635 

1.069 

168.47 

Over Exploited 



0.20 

0.00 

1,843.12 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.045 

2,078.42 

Over Exploited 

Bachhren 

0807000801055600 

0.24 

0.01 

1,109.51 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.022 

0.001 

0.021 

0.180 

846.55 

Over Exploited 



0.25 

0.13 

212.08 

0.16 

0.01 

0.17 

0.03 

0.21 

0.02 

0.0200 

- 

- 

- 

0.020 

0.038 

0.208 

0.010 

0.198 

0.461 

233.33 

Over Exploited 

Badabas 

0811000101360600 

0.22 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.001 

0.007 

0.046 

668.31 

Over Exploited 



0.22 

0.08 

- 

0.08 

- 

0.08 

0.04 

0.37 

0.01 

- 

- 

- 

- 

- 

0.009 

0.088 

0.009 

0.079 

0.093 

117.35 

Over Exploited 

Bahar Khoh 

0811000201367000 

0.15 

0.21 

12,976.31 

0.17 

- 

0.17 

0.05 

0.45 

0.03 

- 

- 

- 

- 

- 

0.028 

0.196 

0.010 

0.186 

0.115 

62.05 

Safe 

Balahera 

0811000101360500 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.012 

16,280.49 

Over Exploited 



0.22 

0.62 

- 

0.62 

0.01 

0.63 

0.05 

0.45 

0.07 

0.0300 

- 

- 

- 

0.030 

0.101 

0.732 

0.073 

0.659 

0.855 

129.70 

Over Exploited 



0.22 

0.08 

- 

0.08 

- 

0.08 

0.02 

0.16 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.098 

0.010 

0.088 

0.204 

230.58 

Over Exploited 

Balaheri 

0811000201368400 

0.15 

0.00 

- 

0.00 

0.00 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

0.001 

0.001 

0.002 

0.007 

0.001 

0.006 

0.042 

701.71 

Over Exploited 



0.20 

0.01 

- 

0.01 

0.00 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

0.000 

0.000 

0.001 

0.009 

0.001 

0.008 

0.059 

698.51 

Over Exploited 

Bangan Ka Nangla 

0806001200952400 

0.12 

0.00 

6,661.03 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.023 

4,737.31 

Over Exploited 



0.12 

0.00 

1,885.00 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.041 

1,138.35 

Over Exploited 

Beerasna 

0811000201364200 

0.15 

0.00 

- 

0.00 

0.00 

0.00 

0.01 

0.10 

0.00 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

0.000 

0.003 

0.040 

1,156.69 

Over Exploited 



0.20 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.16 

0.00 

- 

- 

- 

- 

- 

0.001 

0.014 

0.001 

0.012 

0.068 

548.23 

Over Exploited 

Berkhera 

0811000201365200 

0.20 

0.54 

- 

0.54 

0.01 

0.55 

0.07 

0.63 

0.06 

0.0300 

- 

- 

- 

0.030 

0.093 

0.638 

0.064 

0.574 

0.729 

126.85 

Over Exploited 

Bhapur 

0811000201366100 

0.20 

0.02 

- 

0.02 

0.00 

0.02 

0.03 

0.28 

0.00 

- 

- 

- 

0.000 

0.000 

0.003 

0.027 

0.003 

0.024 

0.090 

372.22 

Over Exploited 

Bhopur Tappa 

0811000201366200 

0.15 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.14 

0.00 

- 

- 

- 

- 

- 

0.002 

0.018 

0.002 

0.016 

0.045 

281.76 

Over Exploited 



0.20 

0.28 

- 

0.28 

- 

0.28 

0.05 

0.50 

0.03 

0.0100 

- 

- 

- 

0.010 

0.044 

0.326 

0.033 

0.294 

0.198 

67.55 

Safe 

Dhigariya Kapoor 

0811000101359100 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.055 

6,474.68 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.019 

4,446.94 

Over Exploited 

Dhol Khera 

0811000201364300 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.12 

- 

0.12 

- 

0.12 

0.04 

0.36 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.143 

0.014 

0.129 

0.231 

179.37 

Over Exploited 

Doolhapura 

0811000201365300 

0.20 

0.31 

- 

0.31 

- 

0.31 

0.07 

0.63 

0.04 

0.0100 

- 

- 

- 

0.010 

0.047 

0.357 

0.036 

0.321 

0.400 

124.41 

Over Exploited 

Gagwana 

0811000201369400 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.010 

36,392.90 

Over Exploited 

Ghalawata 

0806001200952600 

0.12 

0.03 

640.41 

0.03 

0.01 

0.04 

0.02 

0.20 

0.00 

0.0300 

- 

- 

- 

0.030 

0.033 

0.075 

0.004 

0.071 

0.268 

376.90 

Over Exploited 

Guwarki 

0811000201368300 

0.15 

0.01 

- 

0.01 

0.01 

0.02 

0.01 

0.09 

0.00 

- 

- 

- 

0.021 

0.021 

0.022 

0.045 

0.004 

0.040 

0.121 

300.62 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.033 

3,252.24 

Over Exploited 

Hingota 

0807000801053000 

0.24 

0.00 

9,505.48 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.020 

12,648.34 

Over Exploited 



0.25 

0.00 

2,775.93 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.014 

6,105.77 

Over Exploited 

Hurla 

0811000201368200 

0.15 

0.02 

- 

0.02 

0.01 

0.03 

0.01 

0.13 

0.00 

0.0100 

- 

- 

0.019 

0.029 

0.031 

0.061 

0.006 

0.055 

0.142 

259.42 

Over Exploited 



0.20 

0.10 

- 

0.10 

- 

0.10 

0.03 

0.27 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.118 

0.012 

0.107 

0.329 

308.49 

Over Exploited 

Jaswar 

0807000801051800 

0.24 

0.00 

525,960.85 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.021 

13,435.14 

Over Exploited 



0.20 

0.00 

291,446.22 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.025 

1,351.89 

Over Exploited 

Jharonti 

0807000801052800 

0.24 

0.08 

95.46 

0.10 

- 

0.10 

0.03 

0.22 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.120 

0.006 

0.114 

0.321 

281.55 

Over Exploited 



0.25 

0.33 

(5.65) 

0.31 

0.01 

0.32 

0.05 

0.43 

0.04 

0.0200 

- 

- 

0.002 

0.022 

0.066 

0.387 

0.019 

0.367 

0.442 

120.28 

Over Exploited 

Jhoonthahera Kalan 

0811000101360700 

0.22 

0.04 

- 

0.04 

- 

0.04 

0.02 

0.23 

0.00 

- 

- 

- 

- 

- 

0.004 

0.044 

0.004 

0.040 

0.098 

245.36 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jhoonthahera Khurd 

0811000101360800 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.47 

- 

0.47 

- 

0.47 

0.06 

0.58 

0.05 

0.0100 

- 

- 

- 

0.010 

0.063 

0.530 

0.053 

0.477 

0.238 

49.92 

Safe 

Kamalpur 

0811000201365500 

0.20 

0.08 

- 

0.08 

0.00 

0.08 

0.04 

0.39 

0.01 

0.0100 

- 

- 

0.000 

0.010 

0.019 

0.097 

0.010 

0.087 

0.193 

221.76 

Over Exploited 

Kamalpura 

0807000801055800 

0.24 

0.00 

8,384.26 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.021 

9,658.30 

Over Exploited 



0.25 

0.09 

146.39 

0.11 

- 

0.11 

0.03 

0.22 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.134 

0.007 

0.127 

0.342 

268.36 

Over Exploited 

Kankarwas 

0811000101360300 

0.22 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.15 

0.00 

- 

- 

- 

- 

- 

0.003 

0.026 

0.003 

0.024 

0.084 

357.49 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 





Saline 

Non-command 

Non-command 

Younger Alluvium 

1.335 

-0.73 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.010 

0.24 

0.19 


Kesra 

0811000201366400 

2.919 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.035 

0.39 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.13 

0.13 

0.016 

0.39 

0.33 


Kesri 

0811000201366300 

4.228 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.219 

-0.56 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.033 

0.56 

0.44 







Non-command 

Younger Alluvium 

0.009 

-0.56 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khanpur 

0807000801052900 

5.188 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.346 

0.78 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.04 

0.002 

0.04 

0.04 







Non-command 

Younger Alluvium 

4.177 

0.78 

0.150 

0.11 

0.01 

0.00 

0.00 

0.00 

0.59 

0.50 

0.41 

0.030 

0.46 

0.54 


Kherli Narayan Singh 

0811000201366500 

2.332 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.371 

0.21 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.04 

0.011 

0.33 

0.30 


Khoh Kalan 

0811000201367100 

3.825 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.309 

-0.27 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.026 

0.49 

0.48 







Non-command 

Younger Alluvium 

0.000 

-0.27 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khohra 

0807000801051900 

1.750 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.749 

1.96 

0.120 

0.13 

0.02 

0.00 

0.00 

0.00 

0.52 

0.45 

0.51 

0.013 

0.56 

0.65 


Kuti Sawdas 

0806001200952500 

1.546 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.128 

1.99 

0.070 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.07 

0.001 

0.05 

0.05 


Maharajpura 

0807000801052100 

2.617 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.037 

1.95 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.000 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.580 

1.95 

0.120 

0.12 

0.02 

0.00 

0.00 

0.00 

0.71 

0.60 

0.45 

0.018 

0.56 

0.65 


Mahmadpur 

0807000801052000 

3.518 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

1.79 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.033 

1.79 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.74 

0.64 

0.38 

0.022 

0.49 

0.57 


Malahera 

0807000801053100 

0.919 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.079 

0.99 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.001 

0.05 

0.06 


Manyapura 

0811000201364400 

1.751 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.000 

-1.98 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Moondphori 

0811000201368700 

5.638 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.130 

-0.60 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 







Non-command 

Younger Alluvium 

1.480 

-0.60 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.012 

0.15 

0.14 


Motooka 

0811000201365900 

0.953 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.184 

-0.88 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.001 

0.11 

0.08 


Nadna 

0811000201365000 

2.033 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.033 

-1.21 

0.150 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.016 

0.57 

0.44 


Nagla Bhawla 

0807000801052200 

3.351 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.274 

2.00 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.35 

0.29 

0.19 

0.009 

0.21 

0.25 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.077 

2.00 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.54 

0.46 

0.18 

0.015 

0.35 

0.41 


Naroli 

0807000801052300 

3.458 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.498 

1.98 

0.120 

0.16 

0.02 

0.00 

0.00 

0.00 

0.50 

0.42 

0.63 

0.011 

0.24 

0.29 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.018 

1.98 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nawalpura 

0807000801052400 

1.691 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.232 

1.90 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.09 

0.002 

0.08 

0.09 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.492 

1.90 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.12 

0.10 

0.004 

0.16 

0.19 


Norangwara 

0811000201368800 

3.898 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.456 

-0.62 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.004 

0.07 

0.06 







Non-command 

Younger Alluvium 

1.401 

-0.62 

0.150 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.011 

0.21 

0.19 


Pakhar 

0811000201363500 

7.245 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.707 

0.08 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.06 

0.08 

0.22 

0.014 

0.13 

0.11 


Pali 

0811000201366000 

3.811 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.933 

-0.46 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.007 

0.14 

0.11 


Paloda 

0811000201363900 

1.989 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.209 

-3.29 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.002 

0.06 

0.05 







Non-command 

Younger Alluvium 

0.581 

-3.29 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.005 

0.16 

0.13 


Parla 

0811000201364800 

1.805 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.186 

-1.44 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.06 

0.05 


Pathena 

0807000801052500 

13.530 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.801 

1.39 

0.120 

0.36 

0.05 

0.00 

0.00 

0.00 

0.95 

0.80 

1.41 

0.027 

0.16 

0.19 







Non-command 

Younger Alluvium 

0.069 

1.39 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.534 

1.39 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.10 

0.11 

0.004 

0.02 

0.03 


Patti Kayampur 

0811000201369000 

2.999 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.025 

-0.55 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Peeplipara 

0811000201368600 

4.144 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.090 

-0.66 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 







Non-command 

Younger Alluvium 

3.142 

-0.66 

0.150 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.025 

0.44 

0.38 


Rajgarh 

0811000201363800 

3.110 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.830 

-3.45 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.015 

0.33 

0.25 







Non-command 

Younger Alluvium 

0.705 

-3.45 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.006 

0.13 

0.10 


Ramgarh 

0811000201365700 

3.415 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.230 

-0.74 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.002 

0.04 

0.03 


Raseedpur 

0811000201363700 

6.214 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.700 

-2.50 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.029 

0.34 

0.25 







Non-command 

Younger Alluvium 

2.514 

-2.50 

0.150 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.020 

0.23 

0.17 


Salimpur 

0811000201367400 

3.555 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.176 

-0.09 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.001 

0.03 

0.03 







Non-command 

Younger Alluvium 

3.379 

-0.09 

0.150 

0.25 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.97 

0.027 

0.54 

0.56 


Samoochi 

0806001200951600 

10.401 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

1.89 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sarangpur 

0811000201366600 

1.447 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.306 

0.13 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.002 

0.12 

0.11 


Seet 

0811000201363600 

4.367 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.573 

-2.36 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.020 

0.33 

0.25 







Non-command 

Younger Alluvium 

1.793 

-2.36 

0.150 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.014 

0.23 

0.18 


Shahadpur 

0811000201365800 

2.848 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.195 

-0.55 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.04 

0.03 


Sinduki 

0811000201367300 

3.240 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.917 

-0.76 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.015 

0.33 

0.28 







Non-command 

Younger Alluvium 

1.323 

-0.76 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.010 

0.23 

0.19 


Teekri Jafaran 

0811000201367500 

3.219 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.480 

0.02 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.004 

0.08 

0.08 


Todra 

0811000201367200 

1.575 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.561 

-0.49 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.012 

0.56 

0.49 







Non-command 

Younger Alluvium 

0.015 

-0.49 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 


Tudiyana 

0811000201365100 

4.391 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.053 

-0.78 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 







Non-command 

Younger Alluvium 

4.307 

-0.78 

0.150 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.51 

0.034 

0.55 

0.43 


Ukeri 

0806001000919500 

9.452 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.377 

-1.02 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.012 

0.14 

0.12 





Saline 

Non-command 

Non-command 

Younger Alluvium 

0.685 

-1.02 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.003 

0.04 

0.03 


Uloo 

0807000801055700 

4.596 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.061 

0.80 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.000 

0.01 

0.01 







Non-command 

Younger Alluvium 

1.140 

0.80 

0.150 

0.05 

0.00 

0.00 

0.00 

0.00 

0.19 

0.16 

0.20 

0.008 

0.14 

0.17 


Valeen 

0811000201365400 

1.914 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.543 

-1.54 

0.150 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.012 

0.45 

0.34 


Veergaon 

0811000201364900 

2.170 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.793 

-1.55 

0.150 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.014 

0.47 

0.37 


Vishala 

0811000201368900 

2.178 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.240 

-0.60 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.002 

0.06 

0.06 







Non-command 

Younger Alluvium 

0.205 

-0.60 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.002 

0.05 

0.05 

03001016 

Aipur 

0807000801061400 

3.514 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.890 

0.22 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.07 

0.006 

0.14 

0.15 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.22 

0.07 

- 

0.07 

- 

0.07 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.008 

0.077 

0.008 

0.069 

0.102 

147.56 

Over Exploited 

Kesra 

0811000201366400 

0.15 

0.12 

8.45 

0.13 

0.01 

0.14 

0.05 

0.44 

0.01 

0.0200 

- 

- 

0.001 

0.021 

0.035 

0.176 

0.009 

0.167 

0.150 

89.76 

Semi Critical 

Kesri 

0811000201366300 

0.15 

0.36 

- 

0.36 

0.00 

0.36 

0.07 

0.63 

0.04 

0.0100 

- 

- 

0.001 

0.011 

0.053 

0.410 

0.041 

0.369 

0.158 

42.97 

Safe 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khanpur 

0807000801052900 

0.24 

0.00 

1,040.90 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.043 

1,080.80 

Over Exploited 



0.25 

0.48 

4.25 

0.50 

0.01 

0.51 

0.06 

0.52 

0.07 

0.0200 

- 

- 

- 

0.020 

0.086 

0.597 

0.030 

0.568 

0.441 

77.67 

Semi Critical 

Kherli Narayan Singh 

0811000201366500 

0.15 

0.07 

(38.11) 

0.05 

- 

0.05 

0.04 

0.37 

0.01 

- 

- 

- 

- 

- 

0.008 

0.063 

0.003 

0.060 

0.049 

81.64 

Semi Critical 

Khoh Kalan 

0811000201367100 

0.15 

0.24 

- 

0.24 

- 

0.24 

0.06 

0.55 

0.03 

0.0100 

- 

- 

- 

0.010 

0.040 

0.279 

0.028 

0.251 

0.218 

87.03 

Semi Critical 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khohra 

0807000801051900 

0.20 

0.20 

128.35 

0.24 

0.02 

0.26 

0.07 

0.64 

0.03 

0.0600 

- 

- 

0.000 

0.060 

0.086 

0.343 

0.017 

0.326 

0.520 

159.56 

Over Exploited 

Kuti Sawdas 

0806001200952500 

0.12 

0.00 

4,399.24 

0.00 

0.00 

0.00 

0.01 

0.05 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.011 

0.001 

0.011 

0.066 

615.39 

Over Exploited 

Maharajpura 

0807000801052100 

0.24 

0.00 

22,805.04 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.020 

23,132.97 

Over Exploited 



0.20 

0.29 

109.62 

0.34 

0.02 

0.36 

0.07 

0.63 

0.04 

0.0500 

- 

- 

- 

0.050 

0.087 

0.452 

0.023 

0.429 

0.466 

108.70 

Over Exploited 

Mahmadpur 

0807000801052000 

0.24 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.30 

115.84 

0.36 

0.01 

0.37 

0.06 

0.55 

0.04 

0.0400 

- 

- 

- 

0.040 

0.079 

0.444 

0.022 

0.422 

0.401 

94.94 

Critical 

Malahera 

0807000801053100 

0.24 

0.00 

1,658.91 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.042 

3,505.73 

Over Exploited 

Manyapura 

0811000201364400 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Moondphori 

0811000201368700 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

4,613.13 

Over Exploited 



0.20 

0.05 

- 

0.05 

- 

0.05 

0.02 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.046 

0.005 

0.041 

0.120 

291.49 

Over Exploited 

Motooka 

0811000201365900 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.033 

834.13 

Over Exploited 

Nadna 

0811000201365000 

0.20 

0.23 

- 

0.23 

- 

0.23 

0.07 

0.63 

0.03 

- 

- 

- 

- 

- 

0.027 

0.257 

0.026 

0.231 

0.146 

63.24 

Safe 

Nagla Bhawla 

0807000801052200 

0.24 

0.07 

352.45 

0.08 

0.01 

0.09 

0.03 

0.24 

0.01 

0.0200 

- 

- 

- 

0.020 

0.028 

0.116 

0.006 

0.110 

0.194 

176.01 

Over Exploited 



0.20 

0.14 

218.05 

0.17 

0.01 

0.18 

0.04 

0.39 

0.02 

0.0200 

- 

- 

- 

0.020 

0.038 

0.221 

0.011 

0.210 

0.195 

92.91 

Critical 

Naroli 

0807000801052300 

0.24 

0.09 

381.54 

0.10 

0.02 

0.12 

0.03 

0.27 

0.01 

0.0700 

- 

- 

- 

0.070 

0.081 

0.205 

0.010 

0.195 

0.645 

330.51 

Over Exploited 



0.20 

0.00 

34,280.71 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nawalpura 

0807000801052400 

0.24 

0.00 

1,328.76 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.016 

0.001 

0.015 

0.095 

631.59 

Over Exploited 



0.20 

0.02 

644.84 

0.02 

- 

0.02 

0.02 

0.19 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.032 

0.002 

0.030 

0.100 

331.61 

Over Exploited 

Norangwara 

0811000201368800 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.004 

0.052 

1,226.96 

Over Exploited 



0.20 

0.06 

- 

0.06 

- 

0.06 

0.02 

0.23 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.069 

0.007 

0.062 

0.162 

262.01 

Over Exploited 

Pakhar 

0811000201363500 

0.15 

0.03 

127.32 

0.04 

0.01 

0.05 

0.02 

0.15 

0.00 

0.0200 

- 

- 

0.003 

0.023 

0.027 

0.080 

0.004 

0.076 

0.235 

307.77 

Over Exploited 

Pali 

0811000201366000 

0.20 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.15 

0.00 

- 

- 

- 

- 

- 

0.003 

0.029 

0.003 

0.026 

0.050 

194.38 

Over Exploited 

Paloda 

0811000201363900 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.021 

1,106.92 

Over Exploited 



0.20 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.18 

0.00 

- 

- 

- 

- 

- 

0.002 

0.021 

0.002 

0.019 

0.070 

361.52 

Over Exploited 

Parla 

0811000201364800 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.023 

1,077.48 

Over Exploited 

Pathena 

0807000801052500 

0.24 

0.15 

448.71 

0.18 

0.05 

0.23 

0.02 

0.18 

0.02 

0.1600 

- 

- 

- 

0.160 

0.180 

0.405 

0.020 

0.385 

1.441 

374.41 

Over Exploited 



0.25 

0.00 

24,327.83 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.014 

22,862.40 

Over Exploited 



0.20 

0.00 

4,108.80 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.013 

0.111 

882.89 

Over Exploited 

Patti Kayampur 

0811000201369000 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Peeplipara 

0811000201368600 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.011 

6,319.17 

Over Exploited 



0.20 

0.28 

- 

0.28 

- 

0.28 

0.05 

0.49 

0.03 

0.0100 

- 

- 

- 

0.010 

0.041 

0.316 

0.032 

0.285 

0.360 

126.38 

Over Exploited 

Rajgarh 

0811000201363800 

0.15 

0.09 

- 

0.09 

0.00 

0.09 

0.04 

0.37 

0.01 

0.0100 

- 

- 

0.001 

0.011 

0.022 

0.113 

0.011 

0.102 

0.159 

155.69 

Over Exploited 



0.20 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.14 

0.00 

- 

- 

- 

- 

- 

0.002 

0.020 

0.002 

0.018 

0.071 

389.25 

Over Exploited 

Ramgarh 

0811000201365700 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.024 

1,355.74 

Over Exploited 

Raseedpur 

0811000201363700 

0.15 

0.19 

- 

0.19 

0.00 

0.19 

0.04 

0.38 

0.02 

0.0100 

- 

- 

0.001 

0.011 

0.032 

0.219 

0.022 

0.197 

0.250 

127.03 

Over Exploited 



0.20 

0.11 

- 

0.11 

- 

0.11 

0.03 

0.25 

0.01 

0.0100 

- 

- 

- 

0.010 

0.023 

0.138 

0.014 

0.124 

0.193 

155.13 

Over Exploited 

Salimpur 

0811000201367400 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.049 

6,531.94 

Over Exploited 



0.20 

0.36 

- 

0.36 

0.01 

0.37 

0.07 

0.61 

0.05 

0.0400 

- 

- 

0.000 

0.040 

0.087 

0.462 

0.046 

0.416 

0.999 

240.07 

Over Exploited 

Samoochi 

0806001200951600 

0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sarangpur 

0811000201366600 

0.15 

0.01 

167.17 

0.01 

- 

0.01 

0.01 

0.13 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.040 

584.33 

Over Exploited 

Seet 

0811000201363600 

0.15 

0.13 

- 

0.13 

- 

0.13 

0.04 

0.37 

0.02 

0.0100 

- 

- 

- 

0.010 

0.025 

0.153 

0.015 

0.138 

0.222 

161.19 

Over Exploited 



0.20 

0.08 

- 

0.08 

- 

0.08 

0.03 

0.26 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.103 

0.010 

0.093 

0.165 

178.58 

Over Exploited 

Shahadpur 

0811000201365800 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.013 

832.10 

Over Exploited 

Sinduki 

0811000201367300 

0.15 

0.10 

- 

0.10 

- 

0.10 

0.04 

0.37 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.118 

0.012 

0.106 

0.159 

150.34 

Over Exploited 



0.20 

0.06 

- 

0.06 

- 

0.06 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.007 

0.068 

0.007 

0.062 

0.118 

192.64 

Over Exploited 

Teekri Jafaran 

0811000201367500 

0.20 

0.01 

46.66 

0.01 

0.00 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

0.000 

0.001 

0.002 

0.012 

0.001 

0.011 

0.047 

426.06 

Over Exploited 

Todra 

0811000201367200 

0.15 

0.13 

- 

0.13 

- 

0.13 

0.07 

0.63 

0.02 

0.0100 

- 

- 

- 

0.010 

0.026 

0.157 

0.016 

0.141 

0.156 

110.65 

Over Exploited 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Tudiyana 

0811000201365100 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.010 

19,174.43 

Over Exploited 



0.20 

0.48 

- 

0.48 

0.01 

0.49 

0.06 

0.62 

0.06 

0.0200 

- 

- 

0.000 

0.020 

0.076 

0.564 

0.056 

0.508 

0.542 

106.82 

Over Exploited 

Ukeri 

0806001000919500 

0.20 

0.07 

- 

0.07 

- 

0.07 

0.02 

0.16 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.086 

0.009 

0.077 

0.318 

411.12 

Over Exploited 



0.20 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.006 

0.064 

1,136.21 

Over Exploited 

Uloo 

0807000801055700 

0.24 

0.00 

12,117.28 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.020 

14,453.11 

Over Exploited 



0.25 

0.04 

297.27 

0.05 

- 

0.05 

0.02 

0.16 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.064 

0.003 

0.061 

0.206 

339.14 

Over Exploited 

Valeen 

0811000201365400 

0.20 

0.14 

- 

0.14 

0.00 

0.14 

0.05 

0.51 

0.02 

0.0100 

- 

- 

0.000 

0.010 

0.027 

0.167 

0.017 

0.150 

0.390 

259.89 

Over Exploited 

Veergaon 

0811000201364900 

0.20 

0.17 

- 

0.17 

- 

0.17 

0.05 

0.52 

0.02 

0.0100 

- 

- 

- 

0.010 

0.030 

0.197 

0.020 

0.177 

0.219 

123.59 

Over Exploited 

Vishala 

0811000201368900 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.040 

1,909.34 

Over Exploited 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.045 

2,213.14 

Over Exploited 

Aipur 

0807000801061400 

0.24 

0.03 

34.41 

0.04 

- 

0.04 

0.02 

0.16 

0.00 

- 

- 

- 

- 

- 

0.004 

0.040 

0.002 

0.038 

0.078 

205.47 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Quartzite 

2.297 

0.22 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.08 

0.016 

0.37 

0.39 


Akbarpur 

0811000201365600 

1.063 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.003 

-1.26 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Allapur 

0811000201367700 

0.749 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.719 

-0.19 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.006 

0.54 

0.41 


Amarpur 

0811000201371100 

4.379 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.526 

0.83 

0.100 

0.07 

0.01 

0.00 

0.00 

0.00 

0.35 

0.43 

0.23 

0.028 

0.46 

0.37 


Anatpura 

0809000101180600 

5.426 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.554 

0.17 

0.120 

0.33 

0.05 

0.00 

0.00 

0.00 

0.37 

0.42 

1.29 

0.033 

0.48 

0.43 







Non-command 

Quartzite 

0.871 

0.17 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.03 

0.04 

0.15 

0.006 

0.09 

0.08 


Antarhera 

0809000101180400 

4.153 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.789 

0.23 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.11 

0.013 

0.25 

0.24 


Ataripura 

0807000801057700 

1.466 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.466 

0.50 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.13 

0.11 

0.22 

0.010 

0.53 

0.66 


Aund Brahman 

0811000201373500 

3.146 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.490 

0.64 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.04 

0.004 

0.09 

0.09 


Aund Goojar 

0811000201373300 

3.857 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.132 

0.42 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.11 

0.009 

0.17 

0.16 


Aund Meena 

0811000201373400 

3.985 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.190 

0.43 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.13 

0.13 

0.32 

0.009 

0.17 

0.17 


Bachhren 

0807000801055600 

9.264 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.115 

0.86 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.01 

0.01 


Bajhera Khurd 

0807000801060800 

3.384 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.430 

0.34 

0.120 

0.11 

0.02 

0.00 

0.00 

0.00 

0.19 

0.16 

0.42 

0.017 

0.39 

0.47 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.945 

0.34 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.10 

0.007 

0.15 

0.18 


Balahera 

0811000101360500 

9.921 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.172 

-0.66 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 







Non-command 

Younger Alluvium 

0.139 

-0.66 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 


Balaheri 

0811000201368400 

4.799 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.006 

-0.66 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.024 

0.35 

0.28 







Non-command 

Younger Alluvium 

0.737 

-0.66 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.006 

0.09 

0.07 


Ballabhgarh 

0807000801062600 

9.042 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.470 

0.38 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.08 

0.003 

0.03 

0.03 







Non-command 

Quartzite 

0.809 

0.38 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.07 

0.006 

0.05 

0.06 


Balloopura 

0811000201372200 

3.921 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.921 

-0.18 

0.100 

0.14 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.53 

0.031 

0.56 

0.43 


Bara Khurd 

0807000801059900 

2.198 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.016 

0.87 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Barauli 

0807000801057500 

6.440 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.571 

0.48 

0.120 

0.17 

0.02 

0.00 

0.00 

0.00 

0.36 

0.30 

0.64 

0.026 

0.30 

0.37 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.680 

0.48 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.21 

0.18 

0.26 

0.019 

0.23 

0.27 


Bareetki 

0811000201370400 

0.958 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.958 

-0.21 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.008 

0.56 

0.43 


Bhagwanpur 

0807000801055500 

2.569 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.569 

1.02 

0.120 

0.15 

0.01 

0.00 

0.00 

0.00 

0.45 

0.39 

0.56 

0.018 

0.57 

0.67 


Bhaisapatti Kalan 

0809000101182500 

3.039 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.290 

0.96 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.05 

0.002 

0.05 

0.05 


Bhaisapatti Khurd 

0809000101182400 

4.183 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.165 

0.96 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.001 

0.02 

0.02 


Bhaiseena 

0809000101180800 

4.035 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.996 

0.70 

0.120 

0.13 

0.02 

0.00 

0.00 

0.00 

0.28 

0.31 

0.51 

0.015 

0.28 

0.25 


Bhajera 

0809000101181100 

2.202 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.815 

0.41 

0.120 

0.31 

0.02 

0.00 

0.00 

0.00 

0.38 

0.40 

1.22 

0.013 

0.48 

0.45 







Non-command 

Quartzite 

0.371 

0.41 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.14 

0.003 

0.10 

0.09 


Bhanakpura 

0809000101180700 

1.166 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.166 

0.48 

0.120 

0.20 

0.03 

0.00 

0.00 

0.00 

0.24 

0.28 

0.80 

0.009 

0.57 

0.49 


Bhopur Shahpur 

0811000201372000 

5.263 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.263 

0.05 

0.100 

0.19 

0.03 

0.00 

0.00 

0.00 

0.18 

0.23 

0.69 

0.042 

0.56 

0.45 


Bhusawar (M) 

0807000840707000 

19.826 

Fresh 

Non-command 

Non-command 

Older Alluvium 

19.818 

1.68 

0.120 

1.29 

0.13 

0.00 

0.00 

0.00 

5.15 

4.46 

3.58 

1.194 

0.57 

0.65 







Non-command 

Quartzite 

0.007 

1.68 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Birana 

0811000201370300 

2.167 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.162 

-0.39 

0.100 

0.08 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.017 

0.56 

0.42 


Birunda 

0811000201369700 

1.667 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.661 

-0.06 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.013 

0.56 

0.45 


Boraj 

0807000801056200 

0.742 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.742 

0.86 

0.120 

0.15 

0.01 

0.00 

0.00 

0.00 

0.22 

0.19 

0.59 

0.005 

0.57 

0.64 


Chaintoli 

0807000801055200 

2.123 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.002 

1.22 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.204 

1.22 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.05 

0.001 

0.05 

0.06 


Choorpura 

0809000101182600 

1.715 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.984 

0.94 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.18 

0.20 

0.30 

0.007 

0.33 

0.30 


Churkhera 

0811000201371000 

1.490 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.452 

0.52 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.13 

0.12 

0.012 

0.55 

0.44 


Dantli 

0809000101181200 

2.606 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.291 

0.51 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.11 

0.002 

0.06 

0.06 







Non-command 

Quartzite 

0.308 

0.51 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.07 

0.002 

0.07 

0.07 


Dayapur 

0807000801056800 

2.390 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.180 

0.64 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.22 

0.20 

0.20 

0.016 

0.51 

0.55 







Non-command 

Quartzite 

0.210 

0.64 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.05 

0.05 


Deewali 

0807000801055900 

2.927 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.011 

0.84 

0.120 

0.18 

0.01 

0.00 

0.00 

0.00 

0.37 

0.32 

0.70 

0.014 

0.39 

0.45 


Dhanturi 

0811000201367900 

2.691 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.691 

-0.25 

0.100 

0.07 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.021 

0.56 

0.42 


Dorawali 

0809000101185900 

5.329 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.930 

0.61 

0.120 

0.12 

0.02 

0.00 

0.00 

0.00 

0.31 

0.34 

0.44 

0.021 

0.32 

0.29 


Faujipura 

0807000801056000 

1.001 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.991 

0.83 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.18 

0.16 

0.33 

0.007 

0.56 

0.63 


Gagwana 

0811000201369400 

6.563 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.344 

-0.66 

0.100 

0.26 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.99 

0.050 

0.55 

0.45 







Non-command 

Younger Alluvium 

0.007 

-0.66 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gahnoli 

0811000201372100 

5.209 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.182 

-0.03 

0.100 

0.18 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.65 

0.041 

0.56 

0.46 


Gangroli 

0807000801060100 

2.934 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.169 

0.77 

0.120 

0.13 

0.02 

0.00 

0.00 

0.00 

0.31 

0.25 

0.52 

0.016 

0.39 

0.48 


Garhi Patti 

0811000201369800 

1.881 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.843 

-0.32 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.015 

0.55 

0.43 


Garhi Sadh 

0807000801056300 

1.883 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.883 

0.86 

0.120 

0.23 

0.01 

0.00 

0.00 

0.00 

0.41 

0.38 

0.89 

0.013 

0.57 

0.62 


Gazipur 

0811000201371900 

8.030 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.008 

0.76 

0.100 

0.14 

0.02 

0.00 

0.00 

0.00 

0.73 

0.89 

0.48 

0.064 

0.56 

0.46 


Ghatri 

0807000801061200 

6.006 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.232 

0.50 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.002 

0.02 

0.02 







Non-command 

Quartzite 

5.040 

0.50 

0.020 

0.10 

0.00 

0.00 

0.00 

0.00 

0.15 

0.14 

0.35 

0.036 

0.47 

0.52 


Gohandi Meena 

0811000201373700 

3.073 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.052 

0.55 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Goojar Kheriya 

0811000201371200 

3.316 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.183 

0.94 

0.100 

0.14 

0.02 

0.00 

0.00 

0.00 

0.42 

0.49 

0.53 

0.025 

0.55 

0.46 


Guwarki 

0811000201368300 

5.024 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.142 

-0.74 

0.100 

0.18 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.68 

0.033 

0.47 

0.37 







Non-command 

Younger Alluvium 

0.005 

-0.74 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Handiya 

0811000201367600 

5.248 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.388 

-0.20 

0.100 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.61 

0.027 

0.36 

0.29 


Hasilpur 

0811000201368500 

1.055 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.055 

-0.64 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.008 

0.57 

0.46 


Hatauri 

0807000801061100 

6.998 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.750 

0.52 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.03 

0.005 

0.06 

0.07 







Non-command 

Quartzite 

1.831 

0.52 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.05 

0.013 

0.14 

0.17 


Hisamada 

0807000801060200 

3.486 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.252 

0.85 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.05 

0.002 

0.04 

0.05 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.08 

0.07 

(44.76) 

0.05 

0.00 

0.05 

0.04 

0.41 

0.01 

- 

- 

- 

0.000 

0.000 

0.008 

0.063 

0.003 

0.060 

0.099 

166.73 

Over Exploited 

Akbarpur 

0811000201365600 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Allapur 

0811000201367700 

0.15 

0.06 

- 

0.06 

0.01 

0.07 

0.06 

0.60 

0.01 

0.0300 

- 

- 

- 

0.030 

0.037 

0.105 

0.011 

0.095 

0.256 

269.96 

Over Exploited 

Amarpur 

0811000201371100 

0.15 

0.24 

78.13 

0.29 

0.01 

0.30 

0.05 

0.51 

0.03 

0.0300 

- 

- 

0.002 

0.032 

0.060 

0.361 

0.018 

0.343 

0.258 

75.14 

Semi Critical 

Anatpura 

0809000101180600 

0.18 

0.40 

5.04 

0.42 

0.05 

0.47 

0.05 

0.54 

- 

0.1500 

- 

- 

- 

0.150 

0.150 

0.616 

0.031 

0.586 

1.323 

225.99 

Over Exploited 



0.08 

0.01 

469.26 

0.01 

0.01 

0.02 

0.01 

0.10 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.038 

0.002 

0.036 

0.157 

439.01 

Over Exploited 

Antarhera 

0809000101180400 

0.18 

0.08 

86,571.91 

0.08 

- 

0.08 

0.03 

0.28 

- 

- 

- 

- 

- 

- 

- 

0.083 

0.004 

0.079 

0.121 

153.04 

Over Exploited 

Ataripura 

0807000801057700 

0.20 

0.16 

(30.14) 

0.12 

0.01 

0.14 

0.05 

0.58 

- 

0.0300 

- 

- 

0.006 

0.036 

0.036 

0.175 

0.009 

0.166 

0.233 

140.82 

Over Exploited 

Aund Brahman 

0811000201373500 

0.15 

0.01 

553.61 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.008 

0.042 

519.39 

Over Exploited 

Aund Goojar 

0811000201373300 

0.15 

0.03 

189.86 

0.03 

- 

0.03 

0.02 

0.18 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.047 

0.002 

0.045 

0.115 

257.50 

Over Exploited 

Aund Meena 

0811000201373400 

0.15 

0.03 

342.63 

0.04 

- 

0.04 

0.02 

0.19 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.050 

0.002 

0.047 

0.326 

693.66 

Over Exploited 

Bachhren 

0807000801055600 

0.24 

0.00 

9,430.35 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.021 

8,391.11 

Over Exploited 

Bajhera Khurd 

0807000801060800 

0.24 

0.23 

(31.20) 

0.18 

0.02 

0.20 

0.04 

0.43 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.251 

0.013 

0.238 

0.438 

184.05 

Over Exploited 



0.20 

0.03 

97.82 

0.03 

- 

0.03 

0.01 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.044 

0.002 

0.042 

0.102 

242.59 

Over Exploited 

Balahera 

0811000101360500 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.012 

3,614.33 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.012 

4,887.05 

Over Exploited 

Balaheri 

0811000201368400 

0.15 

0.16 

- 

0.16 

0.00 

0.16 

0.04 

0.40 

0.02 

0.0100 

- 

- 

0.001 

0.011 

0.030 

0.191 

0.019 

0.172 

0.293 

170.75 

Over Exploited 



0.20 

0.01 

- 

0.01 

0.00 

0.01 

0.01 

0.10 

0.00 

- 

- 

- 

0.000 

0.000 

0.002 

0.015 

0.002 

0.014 

0.082 

606.13 

Over Exploited 

Ballabhgarh 

0807000801062600 

0.24 

0.00 

1,049.19 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.086 

2,115.52 

Over Exploited 



0.08 

0.00 

635.14 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.078 

1,925.73 

Over Exploited 

Balloopura 

0811000201372200 

0.15 

0.33 

- 

0.33 

0.02 

0.35 

0.07 

0.63 

0.04 

0.0600 

- 

- 

- 

0.060 

0.099 

0.451 

0.045 

0.406 

0.559 

137.81 

Over Exploited 

Bara Khurd 

0807000801059900 

0.20 

0.00 

11,170.51 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Barauli 

0807000801057500 

0.24 

0.26 

13.30 

0.30 

0.02 

0.32 

0.03 

0.34 

0.03 

0.0700 

- 

- 

- 

0.070 

0.099 

0.415 

0.021 

0.394 

0.670 

169.89 

Over Exploited 



0.20 

0.12 

45.46 

0.15 

0.01 

0.16 

0.03 

0.25 

0.01 

0.0300 

- 

- 

- 

0.030 

0.044 

0.201 

0.010 

0.191 

0.276 

144.84 

Over Exploited 

Bareetki 

0811000201370400 

0.15 

0.08 

- 

0.08 

0.01 

0.09 

0.07 

0.63 

0.01 

0.0300 

- 

- 

- 

0.030 

0.040 

0.131 

0.013 

0.117 

0.248 

210.73 

Over Exploited 

Bhagwanpur 

0807000801055500 

0.24 

0.35 

10.57 

0.39 

0.01 

0.40 

0.08 

0.65 

0.05 

0.0200 

- 

- 

0.000 

0.020 

0.068 

0.467 

0.023 

0.443 

0.580 

130.92 

Over Exploited 

Bhaisapatti Kalan 

0809000101182500 

0.18 

0.00 

1,620.63 

0.00 

0.00 

0.00 

0.01 

0.06 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.014 

0.001 

0.013 

0.056 

435.38 

Over Exploited 

Bhaisapatti Khurd 

0809000101182400 

0.18 

0.00 

4,565.95 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.003 

0.000 

0.003 

0.031 

1,175.61 

Over Exploited 

Bhaiseena 

0809000101180800 

0.18 

0.10 

203.54 

0.12 

0.02 

0.14 

0.03 

0.32 

- 

0.0600 

- 

- 

0.000 

0.060 

0.060 

0.203 

0.010 

0.193 

0.525 

271.95 

Over Exploited 

Bhajera 

0809000101181100 

0.18 

0.16 

157.43 

0.19 

0.02 

0.21 

0.05 

0.53 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.258 

0.013 

0.245 

1.237 

504.59 

Over Exploited 



0.08 

0.00 

1,476.28 

0.00 

- 

0.00 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.013 

0.143 

1,115.15 

Over Exploited 

Bhanakpura 

0809000101180700 

0.18 

0.12 

130.40 

0.14 

0.03 

0.17 

0.06 

0.64 

0.01 

0.0900 

- 

- 

- 

0.090 

0.103 

0.277 

0.014 

0.264 

0.813 

308.33 

Over Exploited 

Bhopur Shahpur 

0811000201372000 

0.15 

0.45 

(48.24) 

0.36 

0.03 

0.39 

0.07 

0.63 

0.05 

0.0800 

- 

- 

0.005 

0.085 

0.137 

0.527 

0.026 

0.501 

0.733 

146.30 

Over Exploited 

Bhusawar (M) 

0807000840707000 

0.24 

2.69 

65.94 

3.23 

0.13 

3.36 

0.07 

0.64 

0.35 

0.4000 

- 

- 

- 

0.400 

0.748 

4.105 

0.205 

3.899 

4.778 

122.55 

Over Exploited 



0.08 

0.00 

185,555.71 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Birana 

0811000201370300 

0.15 

0.18 

- 

0.18 

0.01 

0.19 

0.07 

0.63 

0.02 

0.0300 

- 

- 

- 

0.030 

0.051 

0.244 

0.024 

0.219 

0.295 

134.56 

Over Exploited 

Birunda 

0811000201369700 

0.15 

0.14 

- 

0.14 

- 

0.14 

0.07 

0.63 

0.02 

0.0100 

- 

- 

- 

0.010 

0.026 

0.167 

0.017 

0.150 

0.119 

79.34 

Semi Critical 

Bo raj 

0807000801056200 

0.24 

0.10 

89.14 

0.12 

0.01 

0.13 

0.08 

0.64 

0.01 

0.0200 

- 

- 

0.000 

0.020 

0.034 

0.166 

0.008 

0.157 

0.599 

380.92 

Over Exploited 

Chaintoli 

0807000801055200 

0.24 

0.00 

118,891.72 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.00 

1,410.76 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.054 

442.04 

Over Exploited 

Choorpura 

0809000101182600 

0.18 

0.06 

245.30 

0.07 

0.01 

0.08 

0.04 

0.36 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.111 

0.006 

0.105 

0.307 

292.23 

Over Exploited 

Churkhera 

0811000201371000 

0.15 

0.12 

10.40 

0.13 

- 

0.13 

0.06 

0.62 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.157 

0.008 

0.149 

0.127 

85.00 

Semi Critical 

Dantli 

0809000101181200 

0.18 

0.00 

1,377.45 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.116 

2,998.20 

Over Exploited 



0.08 

0.00 

1,339.31 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.070 

3,650.25 

Over Exploited 

Dayapur 

0807000801056800 

0.24 

0.27 

(25.21) 

0.22 

- 

0.22 

0.06 

0.58 

0.03 

0.0100 

- 

- 

- 

0.010 

0.044 

0.259 

0.013 

0.246 

0.211 

85.56 

Semi Critical 



0.08 

0.00 

200.54 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.011 

1,098.74 

Over Exploited 

Deewali 

0807000801055900 

0.24 

0.19 

69.97 

0.23 

0.01 

0.24 

0.05 

0.45 

0.03 

0.0300 

- 

- 

0.000 

0.030 

0.056 

0.293 

0.015 

0.279 

0.710 

254.85 

Over Exploited 

Dhanturi 

0811000201367900 

0.15 

0.23 

- 

0.23 

0.01 

0.24 

0.07 

0.63 

0.03 

0.0300 

- 

- 

- 

0.030 

0.057 

0.294 

0.029 

0.265 

0.261 

98.68 

Critical 

Dorawali 

0809000101185900 

0.18 

0.15 

7,318.13 

0.18 

0.02 

0.20 

0.03 

0.35 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.254 

0.013 

0.241 

0.459 

190.54 

Over Exploited 

Faujipura 

0807000801056000 

0.24 

0.13 

20.07 

0.16 

- 

0.16 

0.07 

0.64 

0.02 

0.0100 

- 

- 

- 

0.010 

0.028 

0.189 

0.009 

0.179 

0.336 

187.45 

Over Exploited 

Gagwana 

0811000201369400 

0.15 

0.52 

- 

0.52 

0.01 

0.53 

0.06 

0.61 

0.06 

0.0400 

- 

- 

- 

0.040 

0.100 

0.634 

0.063 

0.571 

1.039 

182.17 

Over Exploited 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gahnoli 

0811000201372100 

0.15 

0.44 

- 

0.44 

0.02 

0.46 

0.07 

0.63 

0.05 

0.0700 

- 

- 

- 

0.070 

0.121 

0.578 

0.058 

0.520 

0.694 

133.49 

Over Exploited 

Gangroli 

0807000801060100 

0.20 

0.17 

49.04 

0.20 

0.02 

0.22 

0.03 

0.42 

- 

0.0600 

- 

- 

0.000 

0.061 

0.061 

0.281 

0.014 

0.267 

0.533 

199.16 

Over Exploited 

Garhi Patti 

0811000201369800 

0.15 

0.15 

- 

0.15 

- 

0.15 

0.06 

0.62 

0.02 

0.0100 

- 

- 

- 

0.010 

0.028 

0.181 

0.018 

0.163 

0.121 

74.08 

Semi Critical 

Garhi Sadh 

0807000801056300 

0.24 

0.26 

47.74 

0.31 

0.01 

0.32 

0.07 

0.64 

0.03 

0.0300 

- 

- 

0.000 

0.030 

0.063 

0.381 

0.019 

0.362 

0.907 

250.75 

Over Exploited 

Gazipur 

0811000201371900 

0.15 

0.68 

31.45 

0.81 

0.02 

0.83 

0.07 

0.63 

0.08 

0.0500 

- 

- 

- 

0.050 

0.129 

0.962 

0.048 

0.914 

0.544 

59.49 

Safe 

Ghatri 

0807000801061200 

0.24 

0.00 

1,681.06 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.022 

1,432.48 

Over Exploited 



0.08 

0.19 

(28.68) 

0.15 

- 

0.15 

0.06 

0.53 

0.02 

0.0100 

- 

- 

- 

0.010 

0.032 

0.184 

0.009 

0.175 

0.388 

221.69 

Over Exploited 

Gohandi Meena 

0811000201373700 

0.15 

0.00 

3,994.97 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Goojar Kheriya 

0811000201371200 

0.15 

0.26 

89.21 

0.31 

0.02 

0.33 

0.06 

0.61 

0.03 

0.0600 

- 

- 

0.002 

0.062 

0.091 

0.426 

0.021 

0.404 

0.553 

136.85 

Over Exploited 

Guwarki 

0811000201368300 

0.15 

0.29 

- 

0.29 

0.02 

0.31 

0.05 

0.52 

0.03 

0.0300 

- 

- 

0.021 

0.051 

0.085 

0.399 

0.040 

0.359 

0.715 

199.04 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Handiya 

0811000201367600 

0.15 

0.19 

- 

0.19 

0.01 

0.20 

0.04 

0.41 

0.02 

0.0200 

- 

- 

0.002 

0.022 

0.044 

0.240 

0.024 

0.216 

0.632 

292.55 

Over Exploited 

Hasilpur 

0811000201368500 

0.15 

0.09 

- 

0.09 

- 

0.09 

0.07 

0.63 

0.01 

- 

- 

- 

- 

- 

0.010 

0.100 

0.010 

0.090 

0.066 

73.41 

Semi Critical 

Hatauri 

0807000801061100 

0.24 

0.01 

359.56 

0.01 

- 

0.01 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.012 

0.036 

299.77 

Over Exploited 



0.08 

0.02 

58.61 

0.03 

- 

0.03 

0.02 

0.16 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.035 

0.002 

0.034 

0.060 

178.95 

Over Exploited 

Hisamada 

0807000801060200 

0.20 

0.00 

1,411.40 

0.00 

- 

0.00 

0.00 

0.04 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.012 

0.055 

469.78 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Hurla 

081100020136820C 

4.640 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.505 

-1.39 

0.100 

0.06 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.21 

0.012 

0.18 

0.14 







Non-command 

Younger Alluvium 

0.162 

-1.39 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.02 

0.01 


Itamada 

0807000801057400 

5.086 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.093 

1.47 

0.120 

0.19 

0.03 

0.00 

0.00 

0.00 

0.71 

0.60 

0.73 

0.022 

0.34 

0.41 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.978 

1.47 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.41 

0.34 

0.26 

0.014 

0.22 

0.26 


Jagjiwanpur 

0807000801060600 

2.701 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.315 

0.62 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.002 

0.06 

0.08 


Jagrampur 

0811000201370500 

1.968 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.968 

-0.07 

0.100 

0.02 

0.00 

0.00 

0.00 

0.07 

0.00 

0.00 

0.05 

0.016 

0.56 

0.43 


Jhareesa 

0809000101182300 

3.864 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.060 

0.94 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Jhoonthahera Khurd 

0811000101360800 

4.550 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.237 

-0.67 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.03 

0.03 







Non-command 

Younger Alluvium 

0.015 

-0.67 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jodhpura 

0809000101183000 

1.548 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.031 

0.80 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Kalohar 

0807000801057000 

3.282 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.538 

1.04 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.04 

0.004 

0.09 

0.10 







Non-command 

Quartzite 

2.742 

1.04 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.09 

0.020 

0.47 

0.53 


Kamalpur 

0811000201365500 

1.755 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.660 

-1.35 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.005 

0.21 

0.16 


Kamalpura 

0807000801055800 

5.683 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.069 

0.54 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.01 

0.01 


Kamalpuriya Ka Pura 

0809000101186000 

3.209 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.008 

0.38 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Karanpur 

0809000101180500 

2.477 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.979 

-0.19 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.014 

0.46 

0.42 


Kayampur 

0811000201369200 

2.305 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.132 

-0.41 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.03 

0.03 


Khanpur 

0811000201373600 

3.269 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.154 

0.57 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.001 

0.03 

0.03 


Khawda 

0811000201371800 

5.206 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.098 

0.87 

0.100 

0.10 

0.01 

0.00 

0.00 

0.00 

0.53 

0.65 

0.34 

0.040 

0.55 

0.46 


Kheriya 

0809000101185800 

3.177 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.418 

0.72 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.07 

0.003 

0.08 

0.07 


Kherla Gadali 

0811000201372400 

2.702 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.659 

0.56 

0.100 

0.14 

0.01 

0.00 

0.00 

0.00 

0.22 

0.22 

0.56 

0.013 

0.35 

0.35 


Khirkhiri 

0809000101183100 

0.251 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.164 

0.81 

0.120 

0.20 

0.03 

0.00 

0.00 

0.00 

0.19 

0.20 

0.79 

0.001 

0.38 

0.35 


Khirni 

0807000801056600 

1.186 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.186 

0.08 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.12 

0.12 

0.48 

0.008 

0.56 

0.58 


Khohra 

0811000201373200 

2.381 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.322 

-0.21 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.018 

0.55 

0.49 


Khohra Nandsingh 

0811000201370000 

2.295 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.295 

-1.00 

0.100 

0.04 

0.00 

0.00 

0.00 

0.09 

0.00 

0.00 

0.14 

0.018 

0.56 

0.43 


Khohri 

0811000201370700 

3.373 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.348 

0.06 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.13 

0.027 

0.56 

0.43 


Khonch Puri 

0811000201370900 

2.652 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.609 

0.30 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.14 

0.14 

0.021 

0.56 

0.43 


Kirti Nagla 

0811000201369900 

3.431 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.350 

-0.65 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.027 

0.55 

0.42 


Kondla 

0811000201373900 

1.961 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.205 

0.63 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.09 

0.002 

0.06 

0.05 


Kotki 

0807000801057100 

1.321 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.321 

1.49 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.30 

0.26 

0.27 

0.009 

0.56 

0.64 


Kutakpur 

0811000201371600 

3.780 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.886 

0.94 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.31 

0.35 

0.16 

0.023 

0.43 

0.38 


Lalpur 

0811000201372600 

1.462 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.462 

0.69 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.16 

0.15 

0.21 

0.012 

0.57 

0.59 


Langripura 

0811000201371400 

3.157 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.157 

0.85 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.30 

0.34 

0.18 

0.025 

0.57 

0.51 


Machan Ka Pura 

0811000201372800 

1.255 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.255 

-0.48 

0.100 

0.10 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.010 

0.57 

0.53 


Madhopura 

0809000101182700 

1.105 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.105 

0.88 

0.120 

0.11 

0.02 

0.00 

0.00 

0.00 

0.21 

0.23 

0.41 

0.008 

0.57 

0.52 


Mahtoli 

0807000801055100 

2.184 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.180 

1.01 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.001 

0.05 

0.05 


Mahwa (CT) 

0811000241103000 

2.692 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.687 

-0.19 

0.100 

0.44 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.65 

0.839 

0.56 

0.42 


Maidpur 

0807000801061600 

3.643 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.941 

0.21 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.16 

0.007 

0.15 

0.15 


Malpur 

0807000801056500 

2.602 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.589 

-0.03 

0.120 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.57 

0.019 

0.56 

0.56 


Matasoola 

0809000101182800 

3.435 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.321 

0.90 

0.120 

0.15 

0.02 

0.00 

0.00 

0.00 

0.38 

0.41 

0.59 

0.017 

0.39 

0.36 







Non-command 

Quartzite 

0.100 

0.90 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.02 


Maujpur 

0811000201369500 

2.787 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.787 

-0.67 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.022 

0.57 

0.44 


Mausampur Patti 

0811000201370600 

2.593 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.593 

-0.17 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.021 

0.56 

0.43 


Meena Kheriya 

0811000201371700 

0.573 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.573 

1.10 

0.100 

0.09 

0.01 

0.00 

0.00 

0.00 

0.14 

0.17 

0.34 

0.005 

0.57 

0.48 


Mohanpur 

0811000201373000 

2.406 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.212 

-0.39 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.018 

0.52 

0.48 


Moodiya Sad 

0807000801055000 

4.024 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.201 

0.76 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.001 

0.03 

0.03 


Moondphori 

0811000201368700 

5.638 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.026 

-0.60 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Moosepur 

0807000801057300 

2.180 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.180 

1.08 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.34 

0.29 

0.26 

0.016 

0.56 

0.66 


Nagla Bandh 

0807000801058200 

0.796 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.234 

0.78 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.002 

0.15 

0.19 


Nagla Nathuram 

0807000801056100 

1.155 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.155 

0.87 

0.120 

0.09 

0.00 

0.00 

0.00 

0.01 

0.20 

0.17 

0.37 

0.008 

0.57 

0.66 


Narharpur 

0807000801060900 

1.515 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.515 

0.25 

0.120 

0.11 

0.02 

0.00 

0.00 

0.00 

0.14 

0.11 

0.43 

0.011 

0.55 

0.66 


Naugaon 

0811000201371500 

1.714 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.704 

0.93 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.20 

0.23 

0.17 

0.014 

0.57 

0.50 


Nawar 

0807000801060300 

2.823 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.444 

0.83 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.05 

0.003 

0.08 

0.10 


Naya Gaon 

0811000201367800 

2.148 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.148 

-0.19 

0.100 

0.08 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.017 

0.56 

0.43 


Naya Gaon Khalsa 

0807000801056900 

3.359 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.953 

0.96 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.43 

0.39 

0.31 

0.021 

0.50 

0.55 







Non-command 

Quartzite 

0.407 

0.96 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.003 

0.07 

0.08 


Neemli 

0807000801061000 

2.557 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.425 

0.33 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.15 

0.13 

0.27 

0.017 

0.52 

0.62 







Non-command 

Quartzite 

0.132 

0.33 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.03 

0.03 


Nithar 

0807000801061500 

7.746 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.002 

0.18 

0.120 

0.15 

0.01 

0.00 

0.00 

0.00 

0.21 

0.20 

0.58 

0.021 

0.22 

0.23 







Non-command 

Quartzite 

0.000 

0.18 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Norangwara 

0811000201368800 

3.898 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.067 

-0.62 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 


Padli 

0811000201370100 

2.282 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.282 

-0.81 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.018 

0.56 

0.43 


Pahari 

0811000201372900 

3.955 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.955 

-0.38 

0.100 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.031 

0.56 

0.54 


Palan Hera 

0811000201372700 

5.266 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.266 

-0.39 

0.100 

0.16 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.61 

0.042 

0.56 

0.50 


Paota 

0811000201371300 

6.271 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.271 

0.94 

0.100 

0.26 

0.04 

0.00 

0.00 

0.02 

0.78 

0.93 

0.97 

0.050 

0.57 

0.48 


Pariya Ka Nangla 

0811000201370800 

1.304 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.304 

0.46 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.12 

0.11 

0.010 

0.56 

0.44 


Parla Khalsa 

0809000101181700 

2.870 

Fresh 

Non-command 

Non-command 

Quartzite 

0.000 

0.61 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Parli Khurd 

0809000101182900 

4.501 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.666 

0.90 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.11 

0.14 

0.005 

0.09 

0.08 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Hurla 

0811000201368200 

0.15 

0.04 

- 

0.04 

0.01 

0.05 

0.02 

0.20 

0.00 

0.0100 

- 

- 

0.019 

0.029 

0.034 

0.087 

0.009 

0.079 

0.223 

283.16 

Over Exploited 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.023 

3,642.63 

Over Exploited 

Itamada 

0807000801057400 

0.24 

0.25 

133.89 

0.31 

0.03 

0.34 

0.04 

0.39 

0.03 

0.0800 

- 

- 

- 

0.080 

0.113 

0.448 

0.022 

0.426 

0.748 

175.77 

Over Exploited 



0.20 

0.09 

297.71 

0.10 

0.01 

0.11 

0.03 

0.25 

0.01 

0.0300 

- 

- 

- 

0.030 

0.041 

0.155 

0.008 

0.147 

0.271 

183.94 

Over Exploited 

Jagjiwanpur 

0807000801060600 

0.24 

0.00 

486.33 

0.01 

- 

0.01 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.005 

0.022 

410.16 

Over Exploited 

Jagrampur 

0811000201370500 

0.15 

0.17 

- 

0.17 

0.07 

0.23 

0.07 

0.63 

0.02 

0.0100 

- 

- 

0.102 

0.112 

0.132 

0.366 

0.037 

0.329 

0.064 

19.31 

Safe 

Jhareesa 

0809000101182300 

0.18 

0.00 

6,476.40 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

18.94 

Safe 

Jhoonthahera Khurd 

0811000101360800 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.013 

902.18 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jodhpura 

0809000101183000 

0.18 

0.00 

2,795.17 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

7.46 

Safe 

Kalohar 

0807000801057000 

0.24 

0.01 

466.57 

0.01 

0.00 

0.02 

0.01 

0.10 

0.00 

- 

- 

- 

0.002 

0.002 

0.003 

0.018 

0.001 

0.017 

0.045 

257.60 

Over Exploited 



0.08 

0.10 

(25.16) 

0.08 

- 

0.08 

0.06 

0.52 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.104 

0.005 

0.099 

0.112 

112.54 

Over Exploited 

Kamalpur 

0811000201365500 

0.20 

0.03 

- 

0.03 

0.00 

0.03 

0.02 

0.24 

0.00 

- 

- 

- 

0.000 

0.000 

0.004 

0.032 

0.003 

0.029 

0.113 

396.11 

Over Exploited 

Kamalpura 

0807000801055800 

0.24 

0.00 

11,769.53 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.020 

14,238.45 

Over Exploited 

Kamalpuriya Ka Pura 

0809000101186000 

0.18 

0.00 

18,708.14 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Karanpur 

0809000101180500 

0.18 

0.16 

- 

0.16 

- 

0.16 

0.05 

0.51 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.175 

0.017 

0.157 

0.182 

116.02 

Over Exploited 

Kayampur 

0811000201369200 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.020 

3,361.52 

Over Exploited 

Khanpur 

0811000201373600 

0.15 

0.00 

3,139.75 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.030 

3,959.80 

Over Exploited 

Khawda 

0811000201371800 

0.15 

0.42 

53.14 

0.51 

0.01 

0.52 

0.06 

0.62 

0.05 

0.0400 

- 

- 

- 

0.040 

0.089 

0.608 

0.030 

0.577 

0.376 

65.20 

Safe 

Kheriya 

0809000101185800 

0.18 

0.00 

8,477.85 

0.01 

- 

0.01 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.015 

0.075 

502.19 

Over Exploited 

Kherla Gadali 

0811000201372400 

0.15 

0.09 

158.82 

0.10 

0.01 

0.11 

0.04 

0.39 

0.01 

0.0200 

- 

- 

- 

0.020 

0.031 

0.145 

0.007 

0.138 

0.570 

413.62 

Over Exploited 

Khirkhiri 

0809000101183100 

0.18 

0.01 

1,695.01 

0.01 

0.03 

0.04 

0.04 

0.42 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.133 

0.007 

0.127 

0.793 

626.54 

Over Exploited 

Khirni 

0807000801056600 

0.24 

0.16 

(26.07) 

0.13 

0.01 

0.14 

0.07 

0.63 

0.02 

0.0200 

- 

- 

- 

0.020 

0.040 

0.178 

0.009 

0.169 

0.483 

285.50 

Over Exploited 

Khohra 

0811000201373200 

0.15 

0.19 

- 

0.19 

- 

0.19 

0.06 

0.62 

0.02 

0.0100 

- 

- 

- 

0.010 

0.033 

0.225 

0.022 

0.202 

0.133 

66.02 

Safe 

Khohra Nandsingh 

0811000201370000 

0.15 

0.19 

- 

0.19 

0.09 

0.28 

0.07 

0.63 

0.02 

0.0100 

- 

- 

0.136 

0.146 

0.169 

0.454 

0.045 

0.408 

0.162 

39.71 

Safe 

Khohri 

0811000201370700 

0.15 

0.28 

(72.13) 

0.23 

- 

0.23 

0.07 

0.63 

0.03 

0.0100 

- 

- 

- 

0.010 

0.043 

0.268 

0.013 

0.255 

0.152 

59.52 

Safe 

Khonch Puri 

0811000201370900 

0.15 

0.22 

(35.91) 

0.17 

0.01 

0.18 

0.06 

0.62 

0.03 

0.0200 

- 

- 

- 

0.020 

0.045 

0.229 

0.011 

0.218 

0.165 

75.58 

Semi Critical 

Kirti Nagla 

0811000201369900 

0.15 

0.28 

- 

0.28 

- 

0.28 

0.06 

0.62 

0.03 

0.0100 

- 

- 

- 

0.010 

0.042 

0.319 

0.032 

0.287 

0.123 

42.66 

Safe 

Kondla 

0811000201373900 

0.15 

0.00 

1,888.20 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.012 

0.088 

744.39 

Over Exploited 

Kotki 

0807000801057100 

0.24 

0.18 

45.39 

0.21 

0.01 

0.22 

0.07 

0.63 

0.02 

0.0300 

- 

- 

- 

0.030 

0.052 

0.275 

0.014 

0.261 

0.276 

105.79 

Over Exploited 

Kutakpur 

0811000201371600 

0.15 

0.19 

89.09 

0.22 

0.01 

0.23 

0.05 

0.48 

0.02 

0.0200 

- 

- 

- 

0.020 

0.042 

0.276 

0.014 

0.262 

0.186 

70.85 

Semi Critical 

Lalpur 

0811000201372600 

0.15 

0.12 

24.27 

0.15 

- 

0.15 

0.07 

0.64 

0.02 

0.0100 

- 

- 

- 

0.010 

0.026 

0.175 

0.009 

0.167 

0.223 

133.64 

Over Exploited 

Langripura 

0811000201371400 

0.15 

0.27 

26.36 

0.32 

0.01 

0.34 

0.06 

0.63 

0.03 

0.0200 

- 

- 

0.007 

0.027 

0.058 

0.397 

0.020 

0.377 

0.207 

54.95 

Safe 

Machan Ka Pura 

0811000201372800 

0.15 

0.11 

- 

0.11 

0.01 

0.12 

0.07 

0.63 

0.01 

0.0400 

- 

- 

- 

0.040 

0.053 

0.169 

0.017 

0.152 

0.394 

258.50 

Over Exploited 

Madhopura 

0809000101182700 

0.18 

0.11 

99.11 

0.14 

0.02 

0.16 

0.06 

0.64 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.207 

0.010 

0.196 

0.422 

214.84 

Over Exploited 

Mahtoli 

0807000801055100 

0.20 

0.00 

1,513.74 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.044 

2,138.01 

Over Exploited 

Mahwa (CT) 

0811000241103000 

0.15 

0.23 

- 

0.23 

0.02 

0.25 

0.07 

0.63 

0.03 

0.0700 

- 

- 

0.005 

0.075 

0.102 

0.352 

0.035 

0.317 

1.492 

470.59 

Over Exploited 

Maidpur 

0807000801061600 

0.24 

0.03 

90.54 

0.04 

- 

0.04 

0.02 

0.16 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.053 

0.003 

0.051 

0.163 

321.66 

Over Exploited 

Malpur 

0807000801056500 

0.24 

0.35 

- 

0.35 

0.01 

0.36 

0.07 

0.63 

0.04 

0.0200 

- 

- 

- 

0.020 

0.062 

0.421 

0.042 

0.379 

0.587 

154.71 

Over Exploited 

Matasoola 

0809000101182800 

0.18 

0.16 

152.13 

0.19 

0.02 

0.22 

0.04 

0.43 

- 

0.0700 

- 

- 

0.000 

0.070 

0.070 

0.286 

0.014 

0.271 

0.605 

222.93 

Over Exploited 



0.08 

0.00 

1,306.71 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.015 

9,569.98 

Over Exploited 

Maujpur 

0811000201369500 

0.15 

0.24 

- 

0.24 

0.00 

0.24 

0.07 

0.63 

0.03 

0.0100 

- 

- 

0.003 

0.013 

0.040 

0.279 

0.028 

0.251 

0.166 

66.19 

Safe 

Mausampur Patti 

0811000201370600 

0.15 

0.22 

- 

0.22 

0.01 

0.23 

0.07 

0.63 

0.03 

0.0200 

- 

- 

- 

0.020 

0.046 

0.275 

0.028 

0.248 

0.155 

62.45 

Safe 

Meena Kheriya 

0811000201371700 

0.15 

0.05 

243.70 

0.06 

0.01 

0.07 

0.07 

0.63 

0.01 

0.0400 

- 

- 

- 

0.040 

0.046 

0.114 

0.006 

0.108 

0.341 

314.12 

Over Exploited 

Mohanpur 

0811000201373000 

0.15 

0.17 

- 

0.17 

0.01 

0.18 

0.06 

0.58 

0.02 

0.0200 

- 

- 

- 

0.020 

0.040 

0.223 

0.022 

0.200 

0.210 

104.52 

Over Exploited 

Moodiya Sad 

0807000801055000 

0.20 

0.00 

2,047.19 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.043 

3,557.09 

Over Exploited 

Moondphori 

0811000201368700 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Moosepur 

0807000801057300 

0.24 

0.29 

(0.91) 

0.29 

0.01 

0.30 

0.07 

0.62 

0.04 

0.0300 

- 

- 

- 

0.030 

0.065 

0.364 

0.018 

0.346 

0.272 

78.51 

Semi Critical 

Nagla Bandh 

0807000801058200 

0.20 

0.01 

256.12 

0.01 

- 

0.01 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.008 

0.045 

551.58 

Over Exploited 

Nagla Nathuram 

0807000801056100 

0.24 

0.16 

8.61 

0.17 

0.01 

0.18 

0.08 

0.65 

0.02 

0.0100 

- 

- 

0.020 

0.030 

0.051 

0.236 

0.012 

0.224 

0.377 

168.58 

Over Exploited 

Narharpur 

0807000801060900 

0.24 

0.20 

(43.13) 

0.16 

0.02 

0.18 

0.06 

0.61 

- 

0.0500 

- 

- 

0.000 

0.050 

0.050 

0.230 

0.011 

0.218 

0.443 

202.85 

Over Exploited 

Naugaon 

0811000201371500 

0.15 

0.14 

56.90 

0.17 

0.01 

0.18 

0.06 

0.63 

0.02 

0.0200 

- 

- 

- 

0.020 

0.036 

0.220 

0.011 

0.209 

0.187 

89.37 

Semi Critical 

Nawar 

0807000801060300 

0.20 

0.01 

499.84 

0.01 

- 

0.01 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.019 

0.001 

0.018 

0.056 

313.80 

Over Exploited 

Naya Gaon 

0811000201367800 

0.15 

0.18 

- 

0.18 

0.01 

0.19 

0.07 

0.63 

0.02 

0.0300 

- 

- 

- 

0.030 

0.051 

0.243 

0.024 

0.219 

0.295 

134.93 

Over Exploited 

Naya Gaon Khalsa 

0807000801056900 

0.24 

0.35 

11.07 

0.39 

- 

0.39 

0.06 

0.56 

0.04 

0.0100 

- 

- 

- 

0.010 

0.054 

0.444 

0.022 

0.421 

0.335 

79.51 

Semi Critical 



0.08 

0.00 

629.22 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.025 

891.24 

Over Exploited 

Neemli 

0807000801061000 

0.24 

0.30 

(57.08) 

0.24 

0.01 

0.25 

0.06 

0.58 

0.03 

0.0300 

- 

- 

0.000 

0.030 

0.064 

0.318 

0.016 

0.302 

0.284 

94.22 

Critical 



0.08 

0.00 

165.90 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.011 

2,918.61 

Over Exploited 

Nithar 

0807000801061500 

0.24 

0.16 

25.36 

0.19 

0.01 

0.20 

0.03 

0.24 

0.02 

0.0200 

- 

- 

- 

0.020 

0.038 

0.237 

0.012 

0.225 

0.600 

266.87 

Over Exploited 



0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Norangwara 

0811000201368800 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

11,470.15 

Over Exploited 

Padli 

0811000201370100 

0.15 

0.19 

- 

0.19 

0.01 

0.20 

0.07 

0.63 

0.02 

0.0100 

- 

- 

- 

0.010 

0.033 

0.236 

0.024 

0.212 

0.162 

76.44 

Semi Critical 

Pahari 

0811000201372900 

0.15 

0.34 

- 

0.34 

0.01 

0.35 

0.07 

0.63 

0.04 

0.0400 

- 

- 

0.002 

0.042 

0.083 

0.429 

0.043 

0.386 

0.415 

107.52 

Over Exploited 

Palan Hera 

0811000201372700 

0.15 

0.45 

- 

0.45 

0.02 

0.47 

0.07 

0.63 

0.05 

0.0700 

- 

- 

0.001 

0.071 

0.125 

0.591 

0.059 

0.532 

0.647 

121.56 

Over Exploited 

Paota 

0811000201371300 

0.15 

0.53 

74.82 

0.64 

0.06 

0.71 

0.06 

0.63 

0.06 

0.1100 

- 

- 

0.037 

0.147 

0.208 

0.914 

0.046 

0.868 

1.020 

117.46 

Over Exploited 

Pariya Ka Nangla 

0811000201370800 

0.15 

0.11 

5.06 

0.12 

- 

0.12 

0.07 

0.63 

0.01 

0.0100 

- 

- 

- 

0.010 

0.023 

0.139 

0.007 

0.132 

0.116 

88.10 

Semi Critical 

Parla Khalsa 

0809000101181700 

0.08 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.000 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Parli Khurd 

0809000101182900 

0.18 

0.01 

957.41 

0.01 

0.01 

0.02 

0.01 

0.09 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.043 

0.002 

0.041 

0.143 

347.32 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 







Non-command 

Quartzite 

0.238 

0.90 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.03 

0.002 

0.03 

0.03 


Patoli 

0809000101181000 

0.909 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.909 

0.13 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.23 

0.007 

0.58 

0.54 


Patti Kayampur 

0811000201369000 

2.999 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.144 

-0.55 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.03 

0.03 


Peepal Khera 

0811000201369300 

9.561 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.243 

-0.47 

0.100 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.59 

0.073 

0.55 

0.47 


Peeplipara 

0811000201368600 

4.144 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.006 

-0.66 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

0.012 

-0.66 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Raheemgarh 

0807000801060000 

2.687 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.101 

0.78 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.28 

0.22 

0.32 

0.015 

0.41 

0.51 


Ramgarh 

0811000201365700 

3.415 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.337 

-0.74 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.003 

0.06 

0.04 







Non-command 

Younger Alluvium 

1.516 

-0.74 

0.150 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.012 

0.25 

0.19 


Randheergarh 

0807000801056400 

7.312 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.312 

0.21 

0.120 

0.35 

0.02 

0.00 

0.00 

0.00 

0.51 

0.51 

1.34 

0.052 

0.57 

0.56 


Rasoolpur 

0811000201372500 

1.434 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.434 

0.77 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.16 

0.15 

0.17 

0.011 

0.57 

0.60 


Ront 

0811000201372300 

6.178 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.025 

-0.04 

0.100 

0.14 

0.01 

0.00 

0.00 

0.02 

0.00 

0.00 

0.51 

0.048 

0.55 

0.46 


Salempur Khurd 

0807000801055400 

7.871 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.552 

1.22 

0.120 

0.14 

0.01 

0.00 

0.00 

0.00 

0.50 

0.43 

0.55 

0.018 

0.19 

0.22 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.018 

1.22 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Samaspur 

0811000201370200 

1.298 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.292 

-0.31 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.010 

0.56 

0.42 


Samleti 

0811000201368100 

4.858 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.197 

-1.00 

0.100 

0.39 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.54 

0.033 

0.49 

0.37 







Non-command 

Younger Alluvium 

0.661 

-1.00 

0.150 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.005 

0.08 

0.06 


Santha 

0811000201373100 

8.234 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.234 

-0.44 

0.100 

0.27 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

1.01 

0.065 

0.56 

0.47 


Sarsena Chak No.l 

0809000101182100 

0.903 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.002 

0.75 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Saypur 

0811000201369600 

3.100 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.980 

0.39 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.16 

0.19 

0.12 

0.024 

0.55 

0.45 


Sendhli 

0807000801056700 

2.904 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.761 

0.51 

0.120 

0.30 

0.01 

0.00 

0.00 

0.00 

0.46 

0.43 

1.16 

0.020 

0.54 

0.57 







Non-command 

Quartzite 

0.143 

0.51 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.001 

0.03 

0.03 


Shahadpur 

0811000201365800 

2.848 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.275 

-0.55 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.002 

0.05 

0.04 







Non-command 

Younger Alluvium 

0.038 

-0.55 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Shahpur 

0807000801057600 

1.402 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.166 

0.61 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.09 

0.008 

0.45 

0.55 


Singarwali 

0807000801057800 

2.364 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.363 

0.62 

0.120 

0.20 

0.03 

0.00 

0.00 

0.05 

0.30 

0.24 

0.79 

0.017 

0.52 

0.65 


Siras 

0807000801060700 

6.120 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.851 

0.59 

0.120 

0.25 

0.04 

0.00 

0.00 

0.00 

0.48 

0.40 

0.97 

0.028 

0.34 

0.41 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.810 

0.59 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.19 

0.15 

0.26 

0.013 

0.16 

0.19 


Suhari 

0807000801057200 

8.677 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.374 

0.86 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.28 

0.25 

0.13 

0.017 

0.15 

0.18 







Non-command 

Quartzite 

4.897 

0.86 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.12 

0.035 

0.31 

0.36 


Tajpur 

0807000801057900 

2.014 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.748 

0.70 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.08 

0.005 

0.19 

0.24 


Targawan 

0807000801061300 

1.291 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.003 

0.19 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

0.341 

0.19 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.002 

0.15 

0.16 


Teekri Jafaran 

0811000201367500 

3.219 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.015 

0.02 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Tekra 

0811000201368000 

0.821 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.821 

-0.32 

0.100 

0.07 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.007 

0.56 

0.42 


Tudawali 

0809000101180900 

2.670 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.175 

0.54 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.17 

0.18 

0.37 

0.009 

0.25 

0.24 







Non-command 

Quartzite 

0.839 

0.54 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.04 

0.04 

0.16 

0.006 

0.18 

0.17 


Tudiyana 

0811000201365100 

4.391 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.032 

-0.78 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Tundpura 

0807000801060500 

1.529 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.498 

0.78 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.09 

0.004 

0.17 

0.21 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.104 

0.78 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.04 

0.04 


Valeen 

0811000201365400 

1.914 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.004 

-1.54 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

0.367 

-1.54 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.003 

0.11 

0.08 


Vishala 

0811000201368900 

2.178 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.041 

-0.60 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Wara Bujurg 

0811000201374100 

4.745 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.978 

0.40 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.09 

0.10 

0.22 

0.008 

0.12 

0.11 

03001017 

Ajroda 

0807000801064200 

4.053 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.994 

1.03 

0.120 

0.03 

0.01 

0.00 

0.00 

0.00 

0.14 

0.13 

0.12 

0.007 

0.14 

0.15 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.059 

1.03 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.43 

0.39 

0.20 

0.022 

0.42 

0.46 


Akbarpur 

0811000201365600 

1.063 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.463 

-1.26 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.004 

0.25 

0.18 


Allapur 

0811000201367700 

0.749 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.030 

-0.19 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.02 


Amoli 

0807000801054900 

5.214 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.491 

0.81 

0.120 

0.19 

0.03 

0.00 

0.00 

0.00 

0.50 

0.40 

0.72 

0.025 

0.35 

0.44 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.723 

0.81 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.22 

0.17 

0.21 

0.012 

0.17 

0.22 


Araji Zalim 

0807000901068800 

0.258 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.258 

1.12 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.04 

0.001 

0.57 

0.59 


Astal 

0807000501019900 

0.665 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.665 

0.78 

0.100 

0.12 

0.03 

0.00 

0.00 

0.00 

0.14 

0.14 

0.49 

0.005 

0.56 

0.58 


Atrampura 

0807000801055300 

1.256 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.169 

1.05 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.06 

0.001 

0.08 

0.09 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.087 

1.05 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.20 

0.17 

0.28 

0.008 

0.49 

0.58 


Bachhaina 

0807000901069000 

1.420 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.006 

1.12 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.337 

1.12 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.22 

0.21 

0.18 

0.007 

0.54 

0.56 


Bachhren 

0807000801055600 

9.264 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.247 

0.86 

0.120 

0.29 

0.01 

0.00 

0.00 

0.00 

0.82 

0.70 

1.09 

0.038 

0.32 

0.38 







Non-command 

Younger Alluvium 

0.178 

0.86 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.001 

0.01 

0.01 


Bajhera Kalan 

0807000801065400 

5.346 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.346 

0.80 

0.120 

0.11 

0.03 

0.00 

0.00 

0.00 

0.59 

0.52 

0.40 

0.038 

0.55 

0.63 


Bamoori 

0807000901067400 

1.209 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.209 

1.03 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.20 

0.19 

0.22 

0.006 

0.56 

0.59 


Bansi 

0807000801064100 

4.338 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.629 

1.00 

0.120 

0.02 

0.01 

0.00 

0.00 

0.00 

0.09 

0.08 

0.08 

0.004 

0.08 

0.09 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.709 

1.00 

0.120 

0.07 

0.02 

0.00 

0.00 

0.00 

0.49 

0.44 

0.25 

0.027 

0.48 

0.53 


Bara Khurd 

0807000801059900 

2.198 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.182 

0.87 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.26 

0.20 

0.14 

0.016 

0.51 

0.65 


Barauli 

0807000801057500 

6.440 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.189 

0.48 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.02 

0.02 


Barkhera 

0807000901066800 

5.982 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.554 

0.96 

0.150 

0.13 

0.03 

0.00 

0.00 

0.00 

0.47 

0.42 

0.51 

0.013 

0.24 

0.27 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.428 

0.96 

0.120 

0.11 

0.03 

0.00 

0.00 

0.00 

0.47 

0.43 

0.42 

0.017 

0.32 

0.36 


Beerampura 

0807000901068100 

1.924 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.019 

1.03 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.01 

0.01 


Bhagora 

0807000801066300 

7.608 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.474 

0.42 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.003 

0.04 

0.04 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.08 

0.00 

2,509.01 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.034 

5,080.93 

Over Exploited 

Patoli 

0809000101181000 

0.18 

0.09 

(16.12) 

0.08 

- 

0.08 

0.06 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.090 

0.004 

0.085 

0.235 

275.68 

Over Exploited 

Patti Kayampur 

0811000201369000 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

209.94 

Over Exploited 

Peepal Khera 

0811000201369300 

0.15 

0.77 

- 

0.77 

0.01 

0.78 

0.06 

0.62 

0.09 

0.0200 

- 

- 

- 

0.020 

0.106 

0.884 

0.088 

0.795 

0.659 

82.90 

Semi Critical 

Peeplipara 

0811000201368600 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Raheemgarh 

0807000801060000 

0.20 

0.17 

28.65 

0.20 

0.01 

0.21 

0.03 

0.44 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.255 

0.013 

0.243 

0.336 

138.56 

Over Exploited 

Ramgarh 

0811000201365700 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.032 

1,121.17 

Over Exploited 



0.20 

0.08 

- 

0.08 

0.01 

0.09 

0.03 

0.28 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.105 

0.010 

0.094 

0.152 

161.17 

Over Exploited 

Randheergarh 

0807000801056400 

0.24 

0.99 

(48.17) 

0.79 

0.02 

0.81 

0.07 

0.64 

0.12 

0.0500 

- 

- 

0.000 

0.050 

0.175 

0.990 

0.050 

0.941 

1.387 

147.49 

Over Exploited 

Rasoolpur 

0811000201372500 

0.15 

0.12 

23.66 

0.15 

- 

0.15 

0.07 

0.64 

0.02 

0.0100 

- 

- 

- 

0.010 

0.026 

0.173 

0.009 

0.164 

0.184 

112.48 

Over Exploited 

Ront 

0811000201372300 

0.15 

0.50 

- 

0.50 

0.03 

0.53 

0.07 

0.62 

0.06 

0.0200 

- 

- 

0.030 

0.050 

0.110 

0.638 

0.064 

0.574 

0.557 

97.03 

Critical 

Salempur Khurd 

0807000801055400 

0.24 

0.11 

275.39 

0.14 

0.01 

0.15 

0.03 

0.21 

0.02 

0.0600 

- 

- 

- 

0.060 

0.076 

0.222 

0.011 

0.211 

0.571 

271.22 

Over Exploited 



0.20 

0.00 

46,809.03 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Samaspur 

0811000201370200 

0.15 

0.11 

- 

0.11 

0.01 

0.12 

0.07 

0.63 

0.01 

0.0200 

- 

- 

- 

0.020 

0.033 

0.152 

0.015 

0.136 

0.154 

113.10 

Over Exploited 

Samleti 

0811000201368100 

0.15 

0.31 

- 

0.31 

0.02 

0.33 

0.06 

0.54 

0.04 

0.0600 

- 

- 

- 

0.060 

0.096 

0.423 

0.042 

0.380 

1.569 

412.65 

Over Exploited 



0.20 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.021 

0.002 

0.019 

0.275 

1,433.11 

Over Exploited 

Santha 

0811000201373100 

0.15 

0.70 

- 

0.70 

0.04 

0.74 

0.07 

0.63 

0.08 

0.1100 

- 

- 

- 

0.110 

0.193 

0.930 

0.093 

0.837 

1.073 

128.23 

Over Exploited 

Sarsena Chak No.l 

0809000101182100 

0.18 

0.00 

44,299.52 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Saypur 

0811000201369600 

0.15 

0.24 

(22.73) 

0.20 

- 

0.20 

0.06 

0.61 

0.03 

0.0100 

- 

- 

- 

0.010 

0.038 

0.233 

0.012 

0.222 

0.139 

62.52 

Safe 

Sendhli 

0807000801056700 

0.24 

0.36 

21.38 

0.43 

0.01 

0.44 

0.07 

0.60 

0.04 

0.0400 

- 

- 

0.000 

0.040 

0.085 

0.523 

0.026 

0.497 

1.178 

237.19 

Over Exploited 



0.08 

0.00 

3,305.27 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.026 

6,516.04 

Over Exploited 

Shahadpur 

0811000201365800 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.021 

940.73 

Over Exploited 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Shahpur 

0807000801057600 

0.20 

0.10 

(17.77) 

0.09 

- 

0.09 

0.05 

0.49 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.096 

0.005 

0.091 

0.094 

103.44 

Over Exploited 

Singarwali 

0807000801057800 

0.20 

0.25 

(2.93) 

0.24 

0.08 

0.32 

0.04 

0.57 

- 

0.0900 

- 

- 

0.071 

0.161 

0.161 

0.478 

0.024 

0.454 

0.802 

176.55 

Over Exploited 

Siras 

0807000801060700 

0.24 

0.31 

27.18 

0.37 

0.04 

0.41 

0.03 

0.37 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

0.524 

0.026 

0.498 

0.993 

199.34 

Over Exploited 



0.20 

0.06 

169.29 

0.07 

0.01 

0.08 

0.01 

0.17 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.109 

0.005 

0.103 

0.277 

267.82 

Over Exploited 

Suhari 

0807000801057200 

0.24 

0.09 

183.66 

0.10 

- 

0.10 

0.02 

0.17 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.124 

0.006 

0.118 

0.150 

127.18 

Over Exploited 



0.08 

0.12 

(12.79) 

0.11 

- 

0.11 

0.04 

0.35 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.132 

0.007 

0.125 

0.153 

122.42 

Over Exploited 

Tajpur 

0807000801057900 

0.20 

0.03 

124.16 

0.03 

0.00 

0.04 

0.01 

0.21 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.048 

0.002 

0.046 

0.080 

174.51 

Over Exploited 

Targawan 

0807000801061300 

0.24 

0.00 

9,644.82 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

156.99 

0.00 

- 

0.00 

0.02 

0.17 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.005 

0.037 

739.60 

Over Exploited 

Teekri Jafaran 

0811000201367500 

0.15 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Tekra 

0811000201368000 

0.15 

0.07 

- 

0.07 

0.01 

0.08 

0.07 

0.63 

0.01 

0.0300 

- 

- 

- 

0.030 

0.038 

0.118 

0.012 

0.106 

0.266 

250.95 

Over Exploited 

Tudawali 

0809000101180900 

0.18 

0.05 

226.22 

0.06 

0.01 

0.07 

0.03 

0.28 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.115 

0.006 

0.109 

0.381 

349.28 

Over Exploited 



0.08 

0.01 

239.22 

0.01 

0.01 

0.02 

0.02 

0.20 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.045 

0.002 

0.042 

0.161 

379.94 

Over Exploited 

Tudiyana 

0811000201365100 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.000 

0.000 

- 

Safe 

Tundpura 

0807000801060500 

0.24 

0.02 

164.31 

0.02 

- 

0.02 

0.02 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.035 

0.002 

0.033 

0.097 

291.41 

Over Exploited 



0.20 

0.00 

967.84 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.012 

1,374.81 

Over Exploited 

Valeen 

0811000201365400 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.01 

- 

0.01 

0.00 

0.01 

0.01 

0.12 

0.00 

- 

- 

- 

0.000 

0.000 

0.001 

0.009 

0.001 

0.008 

0.089 

1,094.62 

Over Exploited 

Vishala 

0811000201368900 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

16,794.29 

Over Exploited 

Wara Bujurg 

0811000201374100 

0.15 

0.02 

460.55 

0.02 

0.01 

0.03 

0.01 

0.13 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.051 

0.003 

0.048 

0.229 

475.33 

Over Exploited 

Ajroda 

0807000801064200 

0.24 

0.03 

298.52 

0.04 

0.01 

0.05 

0.01 

0.15 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.069 

0.003 

0.066 

0.129 

195.78 

Over Exploited 



0.20 

0.26 

51.38 

0.31 

0.01 

0.32 

0.04 

0.47 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.361 

0.018 

0.343 

0.225 

65.59 

Safe 

Akbarpur 

0811000201365600 

0.20 

0.02 

- 

0.02 

- 

0.02 

0.03 

0.27 

0.00 

- 

- 

- 

- 

- 

0.003 

0.025 

0.003 

0.023 

0.090 

392.94 

Over Exploited 

Allapur 

0811000201367700 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.010 

9,979.85 

Over Exploited 

Amoli 

0807000801054900 

0.24 

0.29 

36.32 

0.35 

0.03 

0.38 

0.03 

0.38 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.463 

0.023 

0.440 

0.747 

169.79 

Over Exploited 



0.20 

0.06 

192.52 

0.07 

0.01 

0.08 

0.01 

0.19 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.102 

0.005 

0.097 

0.221 

229.14 

Over Exploited 

Araji Zalim 

0807000901068800 

0.20 

0.03 

45.74 

0.03 

- 

0.03 

0.06 

0.62 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.045 

0.002 

0.043 

0.044 

103.56 

Over Exploited 

Astal 

0807000501019900 

0.20 

0.07 

84.97 

0.09 

0.03 

0.12 

0.05 

0.61 

- 

0.0900 

- 

- 

0.000 

0.090 

0.090 

0.209 

0.010 

0.199 

0.495 

249.30 

Over Exploited 

Atrampura 

0807000801055300 

0.24 

0.00 

1,026.62 

0.00 

- 

0.00 

0.01 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.062 

463.85 

Over Exploited 



0.20 

0.11 

55.82 

0.13 

0.01 

0.14 

0.07 

0.56 

0.01 

0.0300 

- 

- 

- 

0.030 

0.044 

0.182 

0.009 

0.173 

0.285 

164.56 

Over Exploited 

Bachhaina 

0807000901069000 

0.25 

0.00 

23,849.29 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.14 

45.99 

0.17 

0.01 

0.18 

0.05 

0.59 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.212 

0.011 

0.201 

0.183 

90.77 

Critical 

Bachhren 

0807000801055600 

0.24 

0.41 

70.95 

0.49 

0.01 

0.50 

0.04 

0.37 

0.06 

0.0400 

- 

- 

0.000 

0.041 

0.097 

0.597 

0.030 

0.567 

1.131 

199.43 

Over Exploited 



0.25 

0.00 

5,632.75 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.030 

4,892.12 

Over Exploited 

Bajhera Kalan 

0807000801065400 

0.24 

0.71 

(26.63) 

0.57 

0.03 

0.60 

0.05 

0.60 

- 

0.0800 

- 

- 

0.000 

0.080 

0.080 

0.676 

0.034 

0.642 

0.439 

68.38 

Safe 

Bamoori 

0807000901067400 

0.20 

0.14 

40.02 

0.16 

0.01 

0.17 

0.06 

0.62 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.213 

0.011 

0.203 

0.222 

109.54 

Over Exploited 

Bansi 

0807000801064100 

0.24 

0.01 

527.53 

0.01 

0.01 

0.02 

0.01 

0.09 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.045 

0.002 

0.042 

0.086 

204.02 

Over Exploited 



0.20 

0.35 

25.51 

0.42 

0.02 

0.44 

0.05 

0.52 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.493 

0.025 

0.469 

0.275 

58.57 

Safe 

Bara Khurd 

0807000801059900 

0.20 

0.22 

(8.92) 

0.20 

0.01 

0.21 

0.04 

0.55 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.234 

0.012 

0.222 

0.156 

70.11 

Semi Critical 

Barauli 

0807000801057500 

0.20 

0.00 

2,748.78 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.023 

3,068.33 

Over Exploited 

Barkhera 

0807000901066800 

0.25 

0.15 

175.42 

0.18 

0.03 

0.21 

0.02 

0.26 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.313 

0.016 

0.297 

0.524 

176.27 

Over Exploited 



0.20 

0.22 

93.99 

0.26 

0.03 

0.29 

0.03 

0.35 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.373 

0.019 

0.355 

0.435 

122.65 

Over Exploited 

Beerampura 

0807000901068100 

0.25 

0.00 

11,141.13 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.018 

61,518.90 

Over Exploited 

Bhagora 

0807000801066300 

0.24 

0.00 

678.36 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.023 

505.33 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Quartzite 

3.469 

0.42 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.05 

0.025 

0.26 

0.28 


Bhaiseena 

0807000801053500 

4.171 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.507 

1.50 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.10 

0.15 

0.004 

0.07 

0.08 


Bhapur 

0811000201366100 

1.057 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.588 

-0.52 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.005 

0.31 

0.25 


Bhodagaon 

0807000801063100 

4.377 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.192 

0.60 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.19 

0.16 

0.09 

0.016 

0.27 

0.32 







Non-command 

Quartzite 

2.146 

0.60 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.05 

0.015 

0.27 

0.31 


Bholapura 

0807000801063800 

2.450 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.450 

0.97 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.33 

0.29 

0.23 

0.018 

0.55 

0.63 


Bhopar 

0807000801063200 

2.507 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.507 

0.79 

0.120 

0.12 

0.02 

0.00 

0.00 

0.00 

0.34 

0.28 

0.45 

0.018 

0.54 

0.65 


Bijwari 

0807000801054000 

4.147 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.104 

0.99 

0.120 

0.15 

0.02 

0.00 

0.00 

0.00 

0.38 

0.31 

0.56 

0.015 

0.27 

0.33 


Chaintoli 

0807000801055200 

2.123 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.089 

1.22 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.001 

0.02 

0.03 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.828 

1.22 

0.120 

0.11 

0.02 

0.00 

0.00 

0.00 

0.36 

0.30 

0.42 

0.013 

0.49 

0.58 


Chak Bansi 

0807000801064000 

1.040 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.040 

0.96 

0.120 

0.03 

0.01 

0.00 

0.00 

0.00 

0.14 

0.13 

0.11 

0.007 

0.56 

0.62 


Chak Beechhi 

0807000901068500 

0.600 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.009 

1.20 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Chak Beerampura 

0807000901067800 

2.164 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.535 

1.02 

0.150 

0.02 

0.01 

0.00 

0.00 

0.00 

0.09 

0.09 

0.09 

0.003 

0.14 

0.14 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.629 

1.02 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.24 

0.23 

0.17 

0.008 

0.42 

0.43 


Chak Dharsoni 

0807000801063700 

5.951 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.697 

0.99 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.37 

0.31 

0.20 

0.019 

0.24 

0.29 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.254 

0.99 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.42 

0.35 

0.13 

0.023 

0.30 

0.35 


Chak Kherli Goojar 

0807000801059700 

2.058 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.074 

0.83 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.15 

0.12 

0.21 

0.008 

0.28 

0.34 


Chak Khohri 

0807000801064700 

1.512 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.164 

1.11 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.16 

0.06 

0.008 

0.43 

0.47 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.348 

1.11 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.01 

0.002 

0.13 

0.14 


Chak Nihal 

0807000501020000 

0.698 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.054 

0.54 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.04 

0.04 


Chak Pola 

0807000901067700 

0.560 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.560 

1.09 

0.120 

0.07 

0.02 

0.00 

0.00 

0.00 

0.12 

0.12 

0.28 

0.003 

0.56 

0.58 


Chhokarwara Kalan 

0807000801053300 

5.682 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.251 

0.99 

0.120 

0.42 

0.06 

0.00 

0.00 

0.00 

0.86 

0.72 

1.62 

0.030 

0.42 

0.50 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.430 

0.99 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.24 

0.20 

0.29 

0.010 

0.14 

0.17 


Chhokarwara Khurd 

0807000801053200 

2.906 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.906 

1.05 

0.120 

0.24 

0.04 

0.00 

0.00 

0.00 

0.57 

0.48 

0.94 

0.021 

0.57 

0.67 


Dabhaina 

0807000901069100 

1.048 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.025 

1.10 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.21 

0.20 

0.19 

0.005 

0.55 

0.59 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.023 

1.10 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Deewali 

0807000801055900 

2.927 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.916 

0.84 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.17 

0.15 

0.33 

0.007 

0.18 

0.21 


Dharsoni 

0807000801059400 

5.788 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.783 

0.90 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.14 

0.12 

0.26 

0.006 

0.07 

0.09 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.838 

0.90 

0.120 

0.14 

0.02 

0.00 

0.00 

0.00 

0.42 

0.37 

0.52 

0.020 

0.27 

0.31 


Farso 

0807000901067500 

6.835 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.073 

1.13 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

6.762 

1.13 

0.120 

0.26 

0.06 

0.00 

0.00 

0.00 

1.11 

1.07 

1.01 

0.033 

0.56 

0.58 


Faujipura 

0807000801056000 

1.001 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.010 

0.83 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Gangroli 

0807000801060100 

2.934 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.765 

0.77 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.11 

0.09 

0.18 

0.005 

0.14 

0.17 


Gazipur 

0807000801053400 

3.131 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.630 

1.22 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.10 

0.12 

0.005 

0.11 

0.13 


Gobra 

0807000501021300 

3.151 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.839 

0.95 

0.100 

0.07 

0.02 

0.00 

0.00 

0.00 

0.22 

0.21 

0.27 

0.014 

0.33 

0.34 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.312 

0.95 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.15 

0.15 

0.14 

0.010 

0.23 

0.24 


Gothra 

0807000801066000 

2.750 

Fresh 

Non-command 

Non-command 

Quartzite 

2.750 

0.54 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.05 

0.15 

0.020 

0.56 

0.62 


Govindpura 

0807000801063400 

2.087 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.061 

1.04 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.02 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.027 

1.04 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.28 

0.23 

0.12 

0.014 

0.51 

0.63 


Gudhakar 

0807000801064500 

4.956 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.485 

1.10 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.02 

0.003 

0.06 

0.06 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

1.10 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gurdha Nadi 

0807000901067300 

6.606 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.278 

1.03 

0.150 

0.11 

0.03 

0.00 

0.00 

0.00 

0.43 

0.41 

0.43 

0.011 

0.19 

0.21 





Saline 

Non-command 

Non-command 

Older Alluvium 

4.328 

1.03 

0.120 

0.13 

0.03 

0.00 

0.00 

0.00 

0.64 

0.60 

0.51 

0.021 

0.37 

0.39 


Halena 

0807000801058400 

6.178 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.631 

0.91 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.08 

0.005 

0.05 

0.07 


Handiya 

0811000201367600 

5.248 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.849 

-0.20 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.015 

0.20 

0.16 







Non-command 

Younger Alluvium 

0.011 

-0.20 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Hatauri 

0807000801061100 

6.998 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.259 

0.52 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.002 

0.02 

0.02 







Non-command 

Quartzite 

3.871 

0.52 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.11 

0.028 

0.30 

0.36 


Hateejar 

0807000801059300 

7.279 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.317 

0.90 

0.120 

0.12 

0.03 

0.00 

0.00 

0.00 

0.34 

0.31 

0.44 

0.017 

0.18 

0.20 


Hingota 

0807000801053000 

1.437 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.164 

0.98 

0.120 

0.13 

0.01 

0.00 

0.00 

0.00 

0.26 

0.22 

0.49 

0.008 

0.46 

0.55 







Non-command 

Younger Alluvium 

0.193 

0.98 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.06 

0.001 

0.08 

0.09 



0807000901067100 

2.545 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.337 

0.95 

0.150 

0.14 

0.03 

0.00 

0.00 

0.00 

0.44 

0.41 

0.55 

0.011 

0.52 

0.56 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.209 

0.95 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.001 

0.05 

0.05 


Hisamada 

0807000801060200 

3.486 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.235 

0.85 

0.120 

0.16 

0.02 

0.00 

0.00 

0.00 

0.47 

0.38 

0.63 

0.023 

0.49 

0.60 


Honta 

0807000501021400 

2.227 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.797 

0.96 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.10 

0.14 

0.006 

0.20 

0.21 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.431 

0.96 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.18 

0.17 

0.19 

0.011 

0.36 

0.38 


Irniya 

0807000801054600 

1.408 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.014 

0.79 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Itamada 

0807000801057400 

5.086 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.016 

1.47 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jagjiwanpur 

0807000801060600 

2.701 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.307 

0.62 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.21 

0.18 

0.20 

0.016 

0.46 

0.55 







Non-command 

Quartzite 

0.080 

0.62 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.02 


Jahaj 

0807000801062800 

18.077 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.025 

0.41 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

5.822 

0.41 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.08 

0.16 

0.042 

0.18 

0.20 


Jahangeerpur 

0807000501021200 

5.934 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.292 

0.90 

0.100 

0.16 

0.04 

0.00 

0.00 

0.01 

0.49 

0.47 

0.61 

0.032 

0.40 

0.42 


Jahanpur 

0807000801054700 

3.389 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.052 

0.61 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.108 

0.61 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.02 


Jat Balai 

0807000801063300 

2.083 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.573 

1.05 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.25 

0.21 

0.24 

0.011 

0.40 

0.49 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.510 

1.05 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.04 

0.004 

0.13 

0.16 


Jatpura 

0807000801064900 

2.324 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.275 

1.12 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.34 

0.30 

0.13 

0.016 

0.54 

0.61 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.08 

0.07 

(36.69) 

0.06 

- 

0.06 

0.03 

0.29 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.068 

0.003 

0.065 

0.079 

121.97 

Over Exploited 

Bhaiseena 

0807000801053500 

0.24 

0.01 

1,122.17 

0.01 

0.01 

0.02 

0.01 

0.08 

0.00 

0.0200 

- 

- 

- 

0.020 

0.021 

0.041 

0.002 

0.039 

0.158 

403.96 

Over Exploited 

Bhapur 

0811000201366100 

0.20 

0.04 

- 

0.04 

0.00 

0.04 

0.04 

0.35 

0.00 

- 

- 

- 

0.000 

0.000 

0.005 

0.042 

0.004 

0.038 

0.102 

269.60 

Over Exploited 

Bhodagaon 

0807000801063100 

0.24 

0.14 

11.08 

0.16 

- 

0.16 

0.03 

0.30 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.170 

0.008 

0.161 

0.101 

62.41 

Safe 



0.08 

0.05 

(15.31) 

0.04 

- 

0.04 

0.03 

0.29 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.049 

0.002 

0.046 

0.061 

132.04 

Over Exploited 

Bholapura 

0807000801063800 

0.24 

0.32 

(9.97) 

0.29 

0.01 

0.30 

0.05 

0.60 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.341 

0.017 

0.323 

0.244 

75.28 

Semi Critical 

Bhopar 

0807000801063200 

0.24 

0.32 

(12.98) 

0.28 

0.02 

0.30 

0.05 

0.58 

- 

0.0500 

- 

- 

0.000 

0.050 

0.050 

0.351 

0.018 

0.334 

0.471 

141.11 

Over Exploited 

Bijwari 

0807000801054000 

0.24 

0.14 

126.43 

0.16 

0.02 

0.18 

0.02 

0.29 

- 

0.0600 

- 

- 

0.000 

0.060 

0.060 

0.243 

0.012 

0.231 

0.577 

249.63 

Over Exploited 

Chaintoli 

0807000801055200 

0.24 

0.00 

3,689.85 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.042 

6,416.31 

Over Exploited 



0.20 

0.18 

68.71 

0.21 

0.02 

0.23 

0.07 

0.56 

0.02 

0.0500 

- 

- 

- 

0.050 

0.074 

0.309 

0.015 

0.293 

0.428 

145.92 

Over Exploited 

Chak Bansi 

0807000801064000 

0.20 

0.12 

8.06 

0.13 

0.01 

0.14 

0.05 

0.61 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.155 

0.008 

0.147 

0.115 

78.39 

Semi Critical 

Chak Beechhi 

0807000901068500 

0.20 

0.00 

8,313.59 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

58,232.17 

Over Exploited 

Chak Beerampura 

0807000901067800 

0.25 

0.02 

382.55 

0.02 

0.01 

0.03 

0.01 

0.15 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.052 

0.003 

0.050 

0.093 

186.76 

Over Exploited 



0.20 

0.14 

69.70 

0.16 

0.01 

0.17 

0.04 

0.46 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.205 

0.010 

0.194 

0.181 

93.14 

Critical 

Chak Dharsoni 

0807000801063700 

0.24 

0.16 

98.11 

0.19 

0.01 

0.20 

0.02 

0.27 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.240 

0.012 

0.228 

0.214 

93.93 

Critical 



0.20 

0.19 

83.69 

0.23 

0.01 

0.24 

0.03 

0.32 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.261 

0.013 

0.248 

0.152 

61.49 

Safe 

Chak Kherli Goojar 

0807000801059700 

0.20 

0.06 

104.33 

0.07 

0.01 

0.08 

0.02 

0.30 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.101 

0.005 

0.096 

0.213 

220.88 

Over Exploited 

Chak Khohri 

0807000801064700 

0.24 

0.12 

32.50 

0.14 

- 

0.14 

0.04 

0.48 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.155 

0.008 

0.147 

0.071 

48.44 

Safe 



0.20 

0.01 

370.78 

0.01 

- 

0.01 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.010 

0.013 

131.37 

Over Exploited 

Chak Nihal 

0807000501020000 

0.20 

0.00 

500.77 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.014 

2,711.69 

Over Exploited 

Chak Pola 

0807000901067700 

0.20 

0.06 

89.10 

0.08 

0.02 

0.10 

0.06 

0.62 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.145 

0.007 

0.138 

0.284 

205.35 

Over Exploited 

Chhokarwara Kalan 

0807000801053300 

0.24 

0.43 

68.78 

0.51 

0.06 

0.57 

0.05 

0.47 

0.05 

0.1800 

- 

- 

- 

0.180 

0.235 

0.809 

0.040 

0.769 

1.653 

215.02 

Over Exploited 



0.20 

0.04 

395.93 

0.05 

0.01 

0.06 

0.02 

0.16 

0.01 

0.0300 

- 

- 

- 

0.030 

0.035 

0.094 

0.005 

0.089 

0.301 

338.32 

Over Exploited 

Chhokarwara Khurd 

0807000801053200 

0.24 

0.40 

20.43 

0.48 

0.04 

0.52 

0.08 

0.65 

0.05 

0.1100 

- 

- 

0.000 

0.110 

0.165 

0.683 

0.034 

0.649 

0.962 

148.13 

Over Exploited 

Dabhaina 

0807000901069100 

0.25 

0.14 

38.17 

0.17 

0.01 

0.18 

0.06 

0.61 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.221 

0.011 

0.210 

0.199 

94.95 

Critical 



0.20 

0.00 

4,990.60 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Deewali 

0807000801055900 

0.24 

0.04 

279.31 

0.05 

- 

0.05 

0.02 

0.20 

0.01 

0.0100 

- 

- 

- 

0.010 

0.015 

0.062 

0.003 

0.059 

0.335 

564.25 

Over Exploited 

Dharsoni 

0807000801059400 

0.24 

0.01 

792.51 

0.02 

0.01 

0.03 

0.01 

0.08 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.057 

0.003 

0.054 

0.262 

486.01 

Over Exploited 



0.20 

0.15 

140.60 

0.18 

0.02 

0.20 

0.02 

0.29 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.262 

0.013 

0.249 

0.538 

216.02 

Over Exploited 

Farso 

0807000901067500 

0.25 

0.00 

10,722.24 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.018 

14,645.68 

Over Exploited 



0.20 

0.75 

42.36 

0.90 

0.06 

0.96 

0.06 

0.61 

- 

0.1900 

- 

- 

- 

0.190 

0.190 

1.154 

0.058 

1.097 

1.039 

94.76 

Critical 

Faujipura 

0807000801056000 

0.24 

0.00 

7,053.30 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gangroli 

0807000801060100 

0.20 

0.02 

327.75 

0.02 

0.01 

0.03 

0.01 

0.15 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.055 

0.003 

0.052 

0.185 

355.35 

Over Exploited 

Gazipur 

0807000801053400 

0.24 

0.02 

504.04 

0.02 

- 

0.02 

0.01 

0.12 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.032 

0.002 

0.030 

0.127 

416.41 

Over Exploited 

Gobra 

0807000501021300 

0.20 

0.12 

78.91 

0.14 

0.02 

0.16 

0.03 

0.36 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.214 

0.011 

0.203 

0.288 

141.54 

Over Exploited 



0.20 

0.06 

141.84 

0.07 

0.01 

0.08 

0.02 

0.26 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.113 

0.006 

0.108 

0.150 

139.14 

Over Exploited 

Gothra 

0807000801066000 

0.08 

0.12 

(58.44) 

0.10 

0.01 

0.11 

0.06 

0.61 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.135 

0.007 

0.128 

0.166 

129.55 

Over Exploited 

Govindpura 

0807000801063400 

0.24 

0.00 

2,677.32 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.21 

11.13 

0.23 

- 

0.23 

0.04 

0.56 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.252 

0.013 

0.239 

0.129 

54.11 

Safe 

Gudhakar 

0807000801064500 

0.24 

0.01 

969.96 

0.01 

- 

0.01 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.007 

0.023 

315.52 

Over Exploited 



0.20 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gurdha Nadi 

0807000901067300 

0.25 

0.11 

267.02 

0.13 

0.03 

0.16 

0.02 

0.21 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.243 

0.012 

0.231 

0.443 

192.03 

Over Exploited 



0.20 

0.32 

86.79 

0.38 

0.03 

0.41 

0.04 

0.41 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.504 

0.025 

0.479 

0.527 

110.11 

Over Exploited 

Flalena 

0807000801058400 

0.20 

0.01 

962.22 

0.01 

- 

0.01 

0.00 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.088 

512.12 

Over Exploited 

Flandiya 

0811000201367600 

0.15 

0.06 

- 

0.06 

0.00 

0.06 

0.02 

0.22 

0.01 

0.0100 

- 

- 

0.002 

0.012 

0.018 

0.075 

0.007 

0.067 

0.351 

522.23 

Over Exploited 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Hatauri 

0807000801061100 

0.24 

0.00 

997.19 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

0.002 

128.14 

Over Exploited 



0.08 

0.09 

(27.04) 

0.08 

- 

0.08 

0.03 

0.34 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.086 

0.004 

0.081 

0.137 

168.18 

Over Exploited 

Flateejar 

0807000801059300 

0.24 

0.10 

208.53 

0.12 

0.03 

0.15 

0.02 

0.20 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.230 

0.011 

0.218 

0.459 

210.24 

Over Exploited 

Flingota 

0807000801053000 

0.24 

0.13 

68.39 

0.16 

0.01 

0.17 

0.06 

0.53 

0.02 

0.0200 

- 

- 

- 

0.020 

0.038 

0.203 

0.010 

0.193 

0.499 

258.56 

Over Exploited 



0.25 

0.00 

775.14 

0.00 

- 

0.00 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.059 

1,253.70 

Over Exploited 


0807000901067100 

0.25 

0.30 

36.57 

0.36 

0.03 

0.39 

0.05 

0.57 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.491 

0.025 

0.467 

0.558 

119.70 

Over Exploited 



0.20 

0.00 

1,532.19 

0.00 

- 

0.00 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.012 

0.033 

282.59 

Over Exploited 

Flisamada 

0807000801060200 

0.20 

0.31 

20.43 

0.38 

0.02 

0.40 

0.04 

0.52 

- 

0.0700 

- 

- 

0.000 

0.070 

0.070 

0.467 

0.023 

0.444 

0.648 

146.08 

Over Exploited 

Flonta 

0807000501021400 

0.20 

0.03 

213.26 

0.04 

0.01 

0.05 

0.02 

0.22 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.078 

0.004 

0.074 

0.150 

201.53 

Over Exploited 



0.20 

0.10 

61.82 

0.12 

0.01 

0.13 

0.04 

0.40 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.174 

0.009 

0.165 

0.205 

124.15 

Over Exploited 

Irniya 

0807000801054600 

0.20 

0.00 

7,089.79 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Itamada 

0807000801057400 

0.20 

0.00 

44,290.85 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jagjiwanpur 

0807000801060600 

0.24 

0.26 

(30.95) 

0.20 

0.01 

0.21 

0.04 

0.51 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.235 

0.012 

0.223 

0.211 

94.89 

Critical 



0.08 

0.00 

684.61 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Jahaj 

0807000801062800 

0.24 

0.00 

25,122.97 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.08 

(105.06) 

0.08 

0.01 

0.09 

0.02 

0.20 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.110 

0.005 

0.104 

0.205 

195.99 

Over Exploited 

Jahangeerpur 

0807000501021200 

0.20 

0.35 

34.90 

0.42 

0.05 

0.47 

0.04 

0.44 

- 

0.1100 

- 

- 

0.020 

0.130 

0.130 

0.600 

0.030 

0.570 

0.637 

111.86 

Over Exploited 

Jahanpur 

0807000801054700 

0.24 

0.00 

10,960.69 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.020 

18,133.70 

Over Exploited 



0.20 

0.00 

1,674.15 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

2,908.43 

Over Exploited 

Jat Balai 

0807000801063300 

0.24 

0.15 

35.28 

0.18 

0.01 

0.19 

0.03 

0.44 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.232 

0.012 

0.221 

0.246 

111.54 

Over Exploited 



0.20 

0.01 

361.09 

0.02 

- 

0.02 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.026 

0.001 

0.025 

0.047 

188.82 

Over Exploited 

Jatpura 

0807000801064900 

0.24 

0.30 

1.04 

0.30 

0.01 

0.31 

0.05 

0.60 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.330 

0.016 

0.313 

0.149 

47.64 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.049 

1.12 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Jeewad 

0807000801065300 

4.082 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.082 

1.03 

0.120 

0.18 

0.04 

0.00 

0.00 

0.02 

0.62 

0.54 

0.70 

0.029 

0.55 

0.63 


Jhalatala 

0807000801054800 

5.671 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.655 

0.76 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.20 

0.16 

0.24 

0.012 

0.15 

0.19 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.406 

0.76 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.38 

0.30 

0.28 

0.024 

0.31 

0.39 


Jhamri 

0807000901066700 

4.288 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.478 

0.91 

0.150 

0.06 

0.02 

0.00 

0.00 

0.00 

0.11 

0.10 

0.26 

0.002 

0.06 

0.07 


Kamalpura 

0807000801055800 

5.683 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.337 

0.54 

0.120 

0.21 

0.01 

0.00 

0.00 

0.00 

0.42 

0.39 

0.80 

0.024 

0.33 

0.36 







Non-command 

Younger Alluvium 

0.265 

0.54 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.002 

0.03 

0.03 


Kamra Morooda 

0807000801065800 

1.250 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.021 

0.73 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.01 

0.007 

0.46 

0.50 







Non-command 

Quartzite 

0.137 

0.73 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.06 

0.07 


Khairora 

0807000801066100 

7.157 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.311 

0.49 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.002 

0.02 

0.03 







Non-command 

Quartzite 

6.109 

0.49 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.10 

0.09 

0.14 

0.044 

0.48 

0.53 


Khanpur 

0807000801052900 

5.188 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.073 

0.78 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 







Non-command 

Younger Alluvium 

0.592 

0.78 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.06 

0.004 

0.07 

0.08 


Kharbera 

0807000801063600 

2.466 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.184 

1.05 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.001 

0.04 

0.05 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.283 

1.05 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.32 

0.26 

0.15 

0.016 

0.49 

0.59 


Khareri 

0807000901075500 

20.621 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.018 

-0.20 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khaspur 

0807000801063500 

3.115 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.115 

0.93 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.38 

0.31 

0.11 

0.022 

0.53 

0.65 


Khatnawali 

0807000901069200 

9.097 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.446 

1.19 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.09 

0.002 

0.03 

0.03 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.289 

1.19 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.03 

0.001 

0.02 

0.02 


Kherla Gadali 

0811000201372400 

2.702 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.043 

0.56 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.15 

0.15 

0.35 

0.008 

0.22 

0.22 


Kherli Gadasiya 

0807000901066900 

8.682 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.173 

0.96 

0.150 

0.16 

0.04 

0.00 

0.00 

0.00 

0.86 

0.79 

0.62 

0.025 

0.33 

0.36 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.508 

0.96 

0.120 

0.07 

0.02 

0.00 

0.00 

0.00 

0.45 

0.41 

0.25 

0.017 

0.23 

0.25 


Kherli Goojar 

0807000801059800 

4.791 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.750 

0.80 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.30 

0.24 

0.13 

0.020 

0.30 

0.37 


Khohra 

0807000901068900 

2.315 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.211 

1.18 

0.120 

0.09 

0.02 

0.00 

0.00 

0.00 

0.38 

0.37 

0.33 

0.011 

0.54 

0.57 


Khohri 

0807000801064600 

2.202 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.871 

1.04 

0.120 

0.03 

0.01 

0.00 

0.00 

0.00 

0.25 

0.23 

0.09 

0.013 

0.48 

0.52 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.297 

1.04 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.002 

0.08 

0.08 


Lakhanpur 

0807000801066200 

4.440 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.373 

0.43 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.003 

0.05 

0.05 







Non-command 

Quartzite 

3.617 

0.43 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.07 

0.07 

0.18 

0.026 

0.46 

0.50 


Lalpur 

0807000801065100 

1.233 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.233 

1.09 

0.120 

0.05 

0.01 

0.00 

0.00 

0.02 

0.18 

0.16 

0.17 

0.009 

0.54 

0.64 


Luhasa 

0807000801064800 

1.953 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.324 

1.14 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.07 

0.002 

0.09 

0.10 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.629 

1.14 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.26 

0.24 

0.19 

0.012 

0.47 

0.52 


Mahtoli 

0807000801055100 

2.184 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.005 

1.01 

0.120 

0.13 

0.02 

0.00 

0.00 

0.00 

0.35 

0.29 

0.50 

0.014 

0.51 

0.61 


Mahwa (CT) 

0811000241103000 

2.692 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.005 

-0.19 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.00 

0.00 


Mai 

0807000501021100 

5.762 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.813 

0.90 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.11 

0.11 

0.19 

0.006 

0.08 

0.08 


Malahera 

0807000801053100 

0.919 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.840 

0.99 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.19 

0.16 

0.35 

0.006 

0.52 

0.62 


Mokhroli 

0807000801060400 

2.472 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.368 

0.79 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.31 

0.26 

0.36 

0.017 

0.51 

0.62 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.105 

0.79 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.03 


Moloni 

0807000801058100 

3.954 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.954 

0.81 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.47 

0.37 

0.34 

0.028 

0.51 

0.65 


Moodiya 

0807000901067200 

4.137 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.047 

0.97 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

4.090 

0.97 

0.120 

0.09 

0.02 

0.00 

0.00 

0.00 

0.55 

0.52 

0.32 

0.020 

0.56 

0.59 


Moodiya Jat 

0807000801054100 

2.194 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.182 

0.73 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.07 

0.001 

0.04 

0.05 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.032 

0.73 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Moodiya Sad 

0807000801055000 

4.024 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.823 

0.76 

0.120 

0.18 

0.03 

0.00 

0.00 

0.00 

0.50 

0.41 

0.67 

0.027 

0.51 

0.62 


Morooda 

0807000801065700 

0.539 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.539 

0.85 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.11 

0.11 

0.26 

0.004 

0.57 

0.61 


Motooka 

0811000201365900 

0.953 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.769 

-0.88 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.006 

0.45 

0.34 


Muhari 

0807000801065200 

2.525 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.403 

1.09 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.36 

0.30 

0.18 

0.017 

0.51 

0.61 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.122 

1.09 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.03 

0.03 


Nagla Bahaduriya 

0807000901068000 

2.258 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.856 

0.95 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.13 

0.03 

0.004 

0.21 

0.22 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.393 

0.95 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.17 

0.04 

0.007 

0.34 

0.35 


Nagla Balloo 

0807000801065600 

0.968 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.742 

0.92 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.04 

0.005 

0.43 

0.47 


Nagla Bandh 

0807000801058200 

0.796 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.562 

0.78 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.10 

0.004 

0.36 

0.46 


Nagla Jodha 

0807000801065500 

0.426 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.426 

0.56 

0.120 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.00 

0.003 

0.56 

0.62 


Nagla Kalyan 

0807001001088700 

3.058 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.064 

0.83 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.01 


Nagla Kharagsingh 

0807000901068200 

3.678 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.004 

1.16 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.603 

1.16 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.37 

0.36 

0.02 

0.013 

0.40 

0.41 


Nagla Kothari 

0807000801058000 

0.403 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.403 

0.75 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.09 

0.003 

0.52 

0.65 


Nagla Mai 

0807000501021000 

4.441 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.162 

0.94 

0.100 

0.07 

0.02 

0.00 

0.00 

0.00 

0.16 

0.15 

0.27 

0.009 

0.15 

0.16 


Nagla Nabariya 

0807000901067600 

0.994 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.850 

0.98 

0.150 

0.08 

0.02 

0.00 

0.00 

0.00 

0.18 

0.18 

0.31 

0.004 

0.48 

0.49 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.144 

0.98 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.001 

0.08 

0.08 


Nagla Sewa Kurwariya 

0807000901067900 

0.989 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.720 

0.87 

0.150 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.12 

0.14 

0.004 

0.41 

0.41 


Nagla Tehriyan Khalsa 

0807001001088500 

1.897 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.600 

0.61 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.00 

0.005 

0.18 

0.18 


Nawar 

0807000801060300 

2.823 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.345 

0.83 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.07 

0.002 

0.06 

0.08 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.034 

0.83 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.25 

0.21 

0.22 

0.015 

0.38 

0.47 


Naya Barkhera 

0807000801063900 

3.668 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.368 

0.97 

0.120 

0.10 

0.02 

0.00 

0.00 

0.00 

0.47 

0.41 

0.36 

0.024 

0.51 

0.58 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.299 

0.97 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.002 

0.04 

0.05 


Nyamatpur 

0807000801059200 

6.168 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.027 

0.90 

0.120 

0.12 

0.03 

0.00 

0.00 

0.00 

0.42 

0.37 

0.43 

0.022 

0.27 

0.31 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.722 

0.90 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.06 

0.005 

0.07 

0.07 


Pali 

0811000201366000 

3.811 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.764 

-0.46 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.006 

0.11 

0.09 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.20 

0.00 

5,075.09 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jeewad 

0807000801065300 

0.24 

0.54 

0.76 

0.54 

0.06 

0.61 

0.05 

0.60 

- 

0.1300 

- 

- 

0.037 

0.167 

0.167 

0.775 

0.039 

0.736 

0.725 

98.54 

Critical 

Jhalatala 

0807000801054800 

0.24 

0.06 

165.67 

0.07 

0.01 

0.08 

0.01 

0.16 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.112 

0.006 

0.106 

0.247 

232.83 

Over Exploited 



0.20 

0.21 

42.47 

0.25 

0.01 

0.26 

0.02 

0.33 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.293 

0.015 

0.278 

0.301 

108.32 

Over Exploited 

Jhamri 

0807000901066700 

0.25 

0.01 

1,182.35 

0.01 

0.02 

0.03 

0.01 

0.07 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.079 

0.004 

0.075 

0.258 

344.18 

Over Exploited 

Kamalpura 

0807000801055800 

0.24 

0.27 

44.56 

0.32 

0.01 

0.33 

0.04 

0.38 

0.04 

0.0300 

- 

- 

0.002 

0.032 

0.067 

0.399 

0.020 

0.379 

0.821 

216.57 

Over Exploited 



0.25 

0.00 

1,568.72 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.045 

2,020.61 

Over Exploited 

Kamra Morooda 

0807000801065800 

0.24 

0.11 

(19.28) 

0.09 

- 

0.09 

0.05 

0.51 

- 

- 

- 

- 

- 

- 

- 

0.091 

0.005 

0.087 

0.018 

21.10 

Safe 



0.08 

0.00 

166.30 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Khairora 

0807000801066100 

0.24 

0.00 

1,309.74 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.022 

1,069.41 

Over Exploited 



0.08 

0.23 

(61.26) 

0.19 

0.01 

0.20 

0.05 

0.53 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.217 

0.011 

0.206 

0.187 

90.43 

Critical 

Khanpur 

0807000801052900 

0.24 

0.00 

4,029.49 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.25 

0.01 

687.05 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.013 

0.001 

0.012 

0.062 

506.99 

Over Exploited 

Kharbera 

0807000801063600 

0.24 

0.00 

1,472.48 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.021 

1,065.19 

Over Exploited 



0.20 

0.23 

17.19 

0.26 

0.01 

0.27 

0.04 

0.54 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.305 

0.015 

0.289 

0.165 

57.15 

Safe 

Khareri 

0807000901075500 

0.25 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khaspur 

0807000801063500 

0.20 

0.33 

(6.46) 

0.31 

- 

0.31 

0.04 

0.57 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.317 

0.016 

0.301 

0.129 

42.88 

Safe 

Khatnawali 

0807000901069200 

0.25 

0.00 

2,957.52 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.024 

0.001 

0.023 

0.092 

408.49 

Over Exploited 



0.20 

0.00 

4,574.85 

0.00 

- 

0.00 

0.00 

0.02 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.011 

0.030 

284.19 

Over Exploited 

Kherla Gadali 

0811000201372400 

0.15 

0.03 

336.47 

0.04 

- 

0.04 

0.03 

0.25 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.055 

0.003 

0.053 

0.354 

672.62 

Over Exploited 

Kherli Gadasiya 

0807000901066900 

0.25 

0.43 

82.57 

0.52 

0.04 

0.56 

0.03 

0.37 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

0.678 

0.034 

0.645 

0.644 

99.98 

Critical 



0.20 

0.16 

160.57 

0.19 

0.02 

0.21 

0.02 

0.25 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.261 

0.013 

0.248 

0.270 

109.11 

Over Exploited 

Kherli Goojar 

0807000801059800 

0.20 

0.16 

44.24 

0.20 

0.01 

0.21 

0.02 

0.32 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.227 

0.011 

0.216 

0.154 

71.15 

Semi Critical 

Khohra 

0807000901068900 

0.20 

0.24 

52.43 

0.29 

0.02 

0.31 

0.06 

0.60 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.368 

0.018 

0.350 

0.337 

96.30 

Critical 

Khohri 

0807000801064600 

0.24 

0.22 

7.98 

0.23 

0.01 

0.24 

0.05 

0.53 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.263 

0.013 

0.249 

0.106 

42.64 

Safe 



0.20 

0.00 

653.31 

0.01 

- 

0.01 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.013 

255.00 

Over Exploited 

Lakhanpur 

0807000801066200 

0.24 

0.00 

531.69 

0.01 

- 

0.01 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.044 

896.22 

Over Exploited 



0.08 

0.13 

(150.93) 

0.11 

0.01 

0.12 

0.05 

0.51 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.137 

0.007 

0.130 

0.207 

158.99 

Over Exploited 

Lalpur 

0807000801065100 

0.24 

0.16 

(3.09) 

0.16 

0.03 

0.18 

0.05 

0.59 

- 

0.0300 

- 

- 

0.028 

0.058 

0.058 

0.241 

0.012 

0.229 

0.183 

79.77 

Semi Critical 

Luhasa 

0807000801064800 

0.24 

0.01 

705.36 

0.01 

- 

0.01 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.019 

0.001 

0.018 

0.074 

418.97 

Over Exploited 



0.20 

0.15 

56.32 

0.18 

0.01 

0.19 

0.05 

0.51 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.232 

0.012 

0.221 

0.203 

91.82 

Critical 

Mahtoli 

0807000801055100 

0.20 

0.21 

43.51 

0.25 

0.02 

0.27 

0.06 

0.57 

0.03 

0.0600 

- 

- 

0.001 

0.061 

0.086 

0.354 

0.018 

0.336 

0.516 

153.66 

Over Exploited 

Mahwa (CT) 

0811000241103000 

0.15 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

0.005 

0.005 

0.005 

0.009 

0.001 

0.008 

0.002 

20.17 

Safe 

Mai 

0807000501021100 

0.20 

0.01 

720.15 

0.02 

0.01 

0.03 

0.01 

0.09 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.065 

0.003 

0.062 

0.193 

310.65 

Over Exploited 

Malahera 

0807000801053100 

0.24 

0.11 

52.95 

0.13 

- 

0.13 

0.07 

0.60 

0.01 

0.0100 

- 

- 

- 

0.010 

0.025 

0.151 

0.008 

0.144 

0.354 

246.66 

Over Exploited 

Mokhroli 

0807000801060400 

0.24 

0.29 

(11.05) 

0.26 

0.01 

0.27 

0.05 

0.56 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.309 

0.015 

0.294 

0.379 

129.08 

Over Exploited 



0.20 

0.00 

1,628.65 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.012 

2,172.52 

Over Exploited 

Moloni 

0807000801058100 

0.20 

0.41 

(9.57) 

0.37 

0.01 

0.38 

0.04 

0.55 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.419 

0.021 

0.398 

0.367 

92.25 

Critical 

Moodiya 

0807000901067200 

0.25 

0.00 

8,467.92 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.45 

13.40 

0.52 

0.02 

0.54 

0.06 

0.61 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.596 

0.030 

0.566 

0.344 

60.82 

Safe 

Moodiya Jat 

0807000801054100 

0.24 

0.00 

1,423.73 

0.00 

- 

0.00 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.012 

0.073 

630.16 

Over Exploited 



0.20 

0.00 

4,599.69 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Moodiya Sad 

0807000801055000 

0.20 

0.39 

4.51 

0.41 

0.03 

0.44 

0.05 

0.55 

- 

0.0800 

- 

- 

0.000 

0.080 

0.080 

0.515 

0.026 

0.490 

0.699 

142.81 

Over Exploited 

Morooda 

0807000801065700 

0.24 

0.07 

44.49 

0.09 

0.01 

0.10 

0.06 

0.62 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.128 

0.006 

0.121 

0.260 

213.92 

Over Exploited 

Motooka 

0811000201365900 

0.20 

0.07 

- 

0.07 

- 

0.07 

0.05 

0.51 

0.01 

- 

- 

- 

- 

- 

0.008 

0.078 

0.008 

0.070 

0.114 

162.11 

Over Exploited 

Muhari 

0807000801065200 

0.24 

0.30 

0.96 

0.30 

0.01 

0.31 

0.05 

0.56 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.338 

0.017 

0.321 

0.193 

60.16 

Safe 



0.20 

0.00 

2,015.56 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Nagla Bahaduriya 

0807000901068000 

0.25 

0.05 

185.27 

0.05 

- 

0.05 

0.02 

0.23 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.064 

0.003 

0.061 

0.036 

59.19 

Safe 



0.20 

0.10 

72.25 

0.12 

- 

0.12 

0.03 

0.38 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.125 

0.006 

0.119 

0.048 

40.26 

Safe 

Nagla Balloo 

0807000801065600 

0.24 

0.08 

10.14 

0.09 

- 

0.09 

0.04 

0.48 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.095 

0.005 

0.090 

0.046 

51.25 

Safe 

Nagla Bandh 

0807000801058200 

0.20 

0.04 

59.96 

0.05 

- 

0.05 

0.03 

0.39 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.059 

0.003 

0.056 

0.100 

178.02 

Over Exploited 

Nagla Jodha 

0807000801065500 

0.24 

0.06 

(70.16) 

0.05 

0.01 

0.06 

0.06 

0.61 

- 

- 

- 

- 

0.014 

0.015 

0.015 

0.070 

0.003 

0.066 

0.003 

4.59 

Safe 

Nagla Kalyan 

0807001001088700 

0.22 

0.00 

3,713.53 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.014 

7,169.04 

Over Exploited 

Nagla Kharagsingh 

0807000901068200 

0.25 

0.00 

106,966.05 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.21 

76.23 

0.25 

- 

0.25 

0.04 

0.44 

- 

- 

- 

- 

- 

- 

- 

0.248 

0.012 

0.236 

0.034 

14.32 

Safe 

Nagla Kothari 

0807000801058000 

0.20 

0.04 

6.83 

0.04 

- 

0.04 

0.04 

0.56 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.055 

0.003 

0.052 

0.089 

170.73 

Over Exploited 

Nagla Mai 

0807000501021000 

0.20 

0.03 

328.61 

0.04 

0.02 

0.06 

0.01 

0.16 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.111 

0.006 

0.106 

0.283 

267.96 

Over Exploited 

Nagla Nabariya 

0807000901067600 

0.25 

0.10 

75.50 

0.12 

0.02 

0.14 

0.05 

0.53 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.202 

0.010 

0.192 

0.310 

161.70 

Over Exploited 



0.20 

0.00 

1,014.35 

0.00 

- 

0.00 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.033 

268.98 

Over Exploited 

Nagla Sewa Kurwariya 

0807000901067900 

0.25 

0.07 

66.70 

0.09 

0.01 

0.10 

0.04 

0.45 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.128 

0.006 

0.121 

0.144 

118.41 

Over Exploited 

Nagla Tehriyan Khalsa 

0807001001088500 

0.22 

0.02 

84.60 

0.03 

- 

0.03 

0.02 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.028 

0.001 

0.026 

0.005 

17.71 

Safe 

Nawar 

0807000801060300 

0.24 

0.01 

728.55 

0.01 

- 

0.01 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.016 

0.074 

477.09 

Over Exploited 



0.20 

0.15 

33.09 

0.19 

0.01 

0.20 

0.03 

0.41 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.216 

0.011 

0.205 

0.237 

115.41 

Over Exploited 

Naya Barkhera 

0807000801063900 

0.24 

0.41 

0.99 

0.41 

0.02 

0.43 

0.05 

0.55 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.503 

0.025 

0.478 

0.382 

79.89 

Semi Critical 



0.20 

0.00 

1,033.84 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.013 

428.44 

Over Exploited 

Nyamatpur 

0807000801059200 

0.24 

0.20 

85.78 

0.24 

0.03 

0.27 

0.03 

0.30 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.348 

0.017 

0.331 

0.455 

137.36 

Over Exploited 



0.20 

0.01 

820.55 

0.01 

- 

0.01 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.021 

0.001 

0.020 

0.067 

331.69 

Over Exploited 

Pali 

0811000201366000 

0.15 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.13 

0.00 

- 

- 

- 

- 

- 

0.002 

0.014 

0.001 

0.013 

0.035 

268.79 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Younger Alluvium 

2.113 

-0.46 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.017 

0.31 

0.24 


Pana 

0807001001088600 

4.590 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.161 

0.67 

0.120 

0.11 

0.03 

0.00 

0.00 

0.00 

0.25 

0.25 

0.44 

0.017 

0.26 

0.27 


Pathena 

0807000801052500 

13.530 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.904 

1.39 

0.120 

0.47 

0.07 

0.00 

0.00 

0.00 

1.22 

1.03 

1.83 

0.035 

0.21 

0.24 







Non-command 

Younger Alluvium 

0.009 

1.39 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Pidawali 

0807000901068700 

4.126 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.522 

1.22 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.42 

0.41 

0.22 

0.012 

0.35 

0.36 


Pingora 

0807000501020100 

8.825 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.916 

0.53 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.14 

0.14 

0.19 

0.014 

0.12 

0.12 


Raheemgarh 

0807000801060000 

2.687 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.586 

0.78 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.09 

0.004 

0.11 

0.14 


Raipur 

0807000801063000 

4.227 

Fresh 

Non-command 

Non-command 

Quartzite 

4.027 

0.59 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.13 

0.029 

0.53 

0.60 


Rajgarh 

0807000801064400 

2.439 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.023 

1.13 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.123 

1.13 

0.120 

0.03 

0.01 

0.00 

0.00 

0.00 

0.31 

0.29 

0.11 

0.015 

0.49 

0.53 


Ramgarh 

0811000201365700 

3.415 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.332 

-0.74 

0.150 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.011 

0.22 

0.17 


Ront 

0811000201372300 

6.178 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.153 

-0.04 

0.100 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 


Salempur Khurd 

0807000801055400 

7.871 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.876 

1.22 

0.120 

0.28 

0.01 

0.00 

0.00 

0.00 

0.98 

0.83 

1.06 

0.035 

0.35 

0.42 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.425 

1.22 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.05 

0.003 

0.03 

0.04 


Samraya 

0807000801066400 

4.644 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.126 

0.98 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.02 


Shahadpur 

0811000201365800 

2.848 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.547 

-0.55 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.004 

0.11 

0.08 







Non-command 

Younger Alluvium 

1.794 

-0.55 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.014 

0.35 

0.27 


Shahpur 

0807000801057600 

1.402 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.236 

0.61 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.002 

0.09 

0.11 


Shekhpur 

0807000901067000 

3.331 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.032 

0.94 

0.150 

0.19 

0.05 

0.00 

0.00 

0.00 

0.57 

0.53 

0.72 

0.015 

0.51 

0.55 


Shyosinghpura 

0807000801065900 

2.709 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.341 

0.59 

0.120 

0.00 

0.00 

0.00 

0.00 

0.01 

0.09 

0.08 

0.00 

0.010 

0.28 

0.31 







Non-command 

Quartzite 

1.368 

0.59 

0.020 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

0.00 

0.01 

0.010 

0.28 

0.31 


Singarwali 

0807000801057800 

2.364 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.001 

0.62 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Siras 

0807000801060700 

6.120 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.432 

0.59 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.11 

0.003 

0.04 

0.05 


Sita 

0807000801062900 

8.654 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.002 

0.59 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

7.564 

0.59 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.15 

0.13 

0.21 

0.054 

0.48 

0.56 


Suhans 

0807000801064300 

3.741 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.244 

1.12 

0.120 

0.07 

0.02 

0.00 

0.00 

0.00 

0.35 

0.33 

0.26 

0.016 

0.34 

0.36 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.452 

1.12 

0.120 

0.03 

0.01 

0.00 

0.00 

0.00 

0.22 

0.20 

0.10 

0.010 

0.22 

0.24 


Suhari 

0807000801057200 

8.677 

Fresh 

Non-command 

Non-command 

Quartzite 

1.152 

0.86 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.008 

0.07 

0.09 


Tajpur 

0807000801057900 

2.014 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.266 

0.70 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.11 

0.13 

0.009 

0.33 

0.41 


Teekri Jafaran 

0811000201367500 

3.219 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.984 

0.02 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.15 

0.016 

0.35 

0.32 







Non-command 

Younger Alluvium 

0.739 

0.02 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.07 

0.006 

0.13 

0.12 


Tilchivi 

0807000801058300 

2.450 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.019 

0.89 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.30 

0.23 

0.36 

0.014 

0.42 

0.54 


Tundpura 

0807000801060500 

1.529 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.779 

0.78 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.08 

0.14 

0.006 

0.27 

0.33 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.149 

0.78 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.05 

0.06 


Uloo 

0807000801055700 

4.596 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.277 

0.80 

0.120 

0.20 

0.01 

0.00 

0.00 

0.00 

0.50 

0.43 

0.78 

0.023 

0.41 

0.48 







Non-command 

Younger Alluvium 

0.117 

0.80 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.02 


Umrend 

0807000801066500 

11.038 

Fresh 

Non-command 

Non-command 

Quartzite 

0.016 

0.74 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Unapur 

0807000801065000 

4.518 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.518 

1.04 

0.120 

0.30 

0.07 

0.00 

0.00 

0.06 

0.73 

0.63 

1.15 

0.032 

0.55 

0.63 


Weir (M) 

0807000840708000 

15.846 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.642 

0.58 

0.120 

0.73 

0.07 

0.00 

0.00 

0.04 

1.57 

1.36 

1.82 

0.822 

0.47 

0.55 







Non-command 

Quartzite 

2.204 

0.58 

0.020 

0.08 

0.01 

0.00 

0.00 

0.02 

0.08 

0.07 

0.14 

0.133 

0.08 

0.09 

03001018 

Abhaneri 

0811000101352600 

6.037 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.628 

-0.85 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.005 

0.06 

0.06 







Non-command 

Younger Alluvium 

2.140 

-0.85 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.017 

0.21 

0.20 


Achalpura 

0811000301384100 

3.261 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.066 

-0.19 

0.150 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.027 

0.58 

0.52 


Aliyapara 

0811000101358200 

1.701 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.374 

-0.47 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.011 

0.49 

0.44 


Anantwara 

0811000101353200 

12.653 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

11.649 

-0.43 

0.120 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.62 

0.091 

0.57 

0.51 






Kala Kho 

Command 

Younger Alluvium 

1.004 

-0.43 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.008 

0.05 

0.04 


Asatwara 

0811000301377300 

1.087 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.087 

-0.32 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.009 

0.62 

0.55 


Badiyal Kalan 

0811000101356400 

3.710 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.710 

-0.37 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.029 

0.61 

0.55 


Baijupara 

0811000101358900 

3.095 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.000 

-0.66 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bainsala Ka Bas 

0811000101354000 

0.938 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.938 

-0.40 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.007 

0.61 

0.55 


Barli 

0811000301384400 

2.037 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.037 

-0.64 

0.150 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.018 

0.62 

0.55 


Bas Gurhaliya 

0811000101345900 

2.042 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.109 

-0.28 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.009 

0.32 

0.32 


Basra 

0811000101353400 

1.849 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.849 

-0.53 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.014 

0.61 

0.55 



0811000301380900 

2.717 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.315 

-0.98 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.003 

0.07 

0.06 






Kala Kho 

Command 

Younger Alluvium 

1.601 

-0.98 

0.150 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.014 

0.36 

0.33 


Bawanpara 

0811000301376600 

6.918 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.513 

-1.08 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.004 

0.05 

0.04 






Kala Kho 

Command 

Younger Alluvium 

6.406 

-1.08 

0.150 

0.22 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.81 

0.056 

0.57 

0.51 


Bedhadi Meenan 

0811000101358300 

2.995 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.669 

-0.48 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.013 

0.34 

0.30 


Beendarwara 

0811000301380500 

3.449 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.034 

-0.88 

0.150 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.026 

0.54 

0.48 






Kala Kho 

Command 

Younger Alluvium 

0.416 

-0.88 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.004 

0.07 

0.07 


Brahman Bairada 

0811000301380600 

2.386 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.324 

-0.86 

0.150 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.50 

0.020 

0.60 

0.54 






Kala Kho 

Command 

Younger Alluvium 

0.062 

-0.86 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.02 

0.01 


Chak Sarundla 

0811000301384200 

1.136 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.136 

-0.45 

0.150 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.010 

0.62 

0.55 


Chandanwas 

0811000101344800 

8.932 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.527 

-0.36 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.020 

0.17 

0.17 


Chandera 

0811000301378000 

5.213 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.673 

-0.22 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.006 

0.08 

0.07 


Chandpur 

0811000301386300 

1.432 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.152 

-0.55 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.001 

0.07 

0.06 


Chorwara 

0811000101353800 

1.993 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.005 

-0.42 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

0.973 

-0.42 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.008 

0.30 

0.27 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.20 

0.13 

- 

0.13 

- 

0.13 

0.04 

0.35 

0.02 

- 

- 

- 

- 

- 

0.016 

0.148 

0.015 

0.133 

0.103 

77.32 

Semi Critical 

Pana 

0807001001088600 

0.22 

0.12 

100.45 

0.15 

0.03 

0.18 

0.03 

0.29 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.259 

0.013 

0.246 

0.453 

183.92 

Over Exploited 

Pathena 

0807000801052500 

0.24 

0.24 

325.30 

0.29 

0.07 

0.36 

0.03 

0.23 

0.03 

0.2100 

- 

- 

- 

0.210 

0.243 

0.605 

0.030 

0.575 

1.868 

325.07 

Over Exploited 



0.25 

0.00 

188,452.97 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pidawali 

0807000901068700 

0.20 

0.18 

132.62 

0.21 

0.01 

0.22 

0.04 

0.38 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.260 

0.013 

0.247 

0.232 

94.08 

Critical 

Pingora 

0807000501020100 

0.20 

0.05 

201.94 

0.06 

0.01 

0.07 

0.01 

0.13 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.105 

0.005 

0.100 

0.201 

201.31 

Over Exploited 

Raheemgarh 

0807000801060000 

0.20 

0.01 

348.04 

0.02 

- 

0.02 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.026 

0.001 

0.025 

0.090 

366.79 

Over Exploited 

Raipur 

0807000801063000 

0.08 

0.17 

(54.69) 

0.14 

- 

0.14 

0.05 

0.58 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.146 

0.007 

0.138 

0.160 

115.39 

Over Exploited 

Rajgarh 

0807000801064400 

0.24 

0.00 

9,821.78 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.21 

36.71 

0.25 

0.01 

0.26 

0.05 

0.54 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.281 

0.014 

0.267 

0.120 

45.08 

Safe 

Ramgarh 

0811000201365700 

0.20 

0.06 

- 

0.06 

- 

0.06 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.007 

0.065 

0.007 

0.059 

0.141 

238.74 

Over Exploited 

Ront 

0811000201372300 

0.15 

0.00 

- 

0.00 

0.02 

0.02 

0.00 

0.02 

0.00 

- 

- 

- 

0.030 

0.030 

0.030 

0.050 

0.005 

0.045 

0.011 

24.74 

Safe 

Salempur Khurd 

0807000801055400 

0.24 

0.41 

100.90 

0.50 

0.01 

0.51 

0.05 

0.40 

0.06 

0.1200 

- 

- 

- 

0.120 

0.177 

0.684 

0.034 

0.649 

1.090 

167.80 

Over Exploited 



0.20 

0.00 

2,228.58 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.013 

0.056 

436.99 

Over Exploited 

Samraya 

0807000801066400 

0.24 

0.00 

2,891.68 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Shahadpur 

0811000201365800 

0.15 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.009 

0.033 

373.31 

Over Exploited 



0.20 

0.13 

- 

0.13 

- 

0.13 

0.04 

0.40 

0.01 

0.0100 

- 

- 

- 

0.010 

0.025 

0.152 

0.015 

0.137 

0.122 

89.15 

Semi Critical 

Shahpur 

0807000801057600 

0.20 

0.00 

421.99 

0.01 

- 

0.01 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.024 

486.32 

Over Exploited 

Shekhpur 

0807000901067000 

0.25 

0.39 

37.35 

0.46 

0.05 

0.51 

0.05 

0.56 

- 

0.1400 

- 

- 

0.000 

0.140 

0.140 

0.655 

0.033 

0.622 

0.739 

118.83 

Over Exploited 

Shyosinghpura 

0807000801065900 

0.24 

0.09 

(9.81) 

0.08 

0.01 

0.09 

0.03 

0.31 

- 

- 

- 

- 

0.009 

0.010 

0.010 

0.096 

0.005 

0.092 

0.010 

10.46 

Safe 



0.08 

0.03 

(110.63) 

0.02 

0.02 

0.04 

0.03 

0.31 

- 

- 

- 

- 

0.030 

0.030 

0.030 

0.074 

0.004 

0.070 

0.016 

22.40 

Safe 

Singarwali 

0807000801057800 

0.20 

0.00 

310,065.73 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Siras 

0807000801060700 

0.24 

0.00 

1,169.36 

0.00 

- 

0.00 

0.00 

0.04 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.014 

0.116 

831.35 

Over Exploited 

Sita 

0807000801062900 

0.24 

0.00 

160,152.76 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.29 

(55.77) 

0.23 

0.01 

0.24 

0.05 

0.53 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.264 

0.013 

0.251 

0.263 

105.02 

Over Exploited 

Suhans 

0807000801064300 

0.24 

0.18 

79.28 

0.22 

0.02 

0.24 

0.03 

0.37 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.289 

0.014 

0.275 

0.272 

99.08 

Critical 



0.20 

0.06 

214.41 

0.08 

0.01 

0.09 

0.02 

0.24 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.106 

0.005 

0.101 

0.106 

105.23 

Over Exploited 

Suhari 

0807000801057200 

0.08 

0.01 

277.33 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.009 

0.043 

507.77 

Over Exploited 

Tajpur 

0807000801057900 

0.20 

0.08 

30.54 

0.10 

0.00 

0.10 

0.02 

0.35 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.111 

0.006 

0.106 

0.135 

127.63 

Over Exploited 

Teekri Jafaran 

0811000201367500 

0.15 

0.10 

(54.24) 

0.08 

- 

0.08 

0.04 

0.39 

0.01 

0.0100 

- 

- 

- 

0.010 

0.023 

0.106 

0.005 

0.101 

0.170 

168.70 

Over Exploited 



0.20 

0.02 

22.74 

0.02 

0.00 

0.02 

0.02 

0.15 

0.00 

- 

- 

- 

0.000 

0.001 

0.003 

0.026 

0.001 

0.025 

0.071 

283.86 

Over Exploited 

Tilchivi 

0807000801058300 

0.20 

0.17 

36.16 

0.21 

0.01 

0.22 

0.03 

0.45 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.255 

0.013 

0.243 

0.373 

153.99 

Over Exploited 

Tundpura 

0807000801060500 

0.24 

0.05 

67.06 

0.06 

0.01 

0.07 

0.02 

0.30 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.091 

0.005 

0.086 

0.150 

173.45 

Over Exploited 



0.20 

0.00 

647.69 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.012 

687.96 

Over Exploited 

Uloo 

0807000801055700 

0.24 

0.32 

34.86 

0.38 

0.01 

0.40 

0.06 

0.46 

0.04 

0.0300 

- 

- 

0.002 

0.032 

0.076 

0.471 

0.024 

0.448 

0.800 

178.74 

Over Exploited 



0.25 

0.00 

2,739.60 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.015 

2,741.18 

Over Exploited 

Umrend 

0807000801066500 

0.08 

0.00 

19,519.57 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Unapur 

0807000801065000 

0.24 

0.59 

6.24 

0.63 

0.13 

0.76 

0.05 

0.60 

- 

0.2200 

- 

- 

0.097 

0.317 

0.317 

1.081 

0.054 

1.027 

1.186 

115.54 

Over Exploited 

Weir (M) 

0807000840708000 

0.24 

1.54 

(11.95) 

1.36 

0.11 

1.47 

0.04 

0.52 

- 

0.2000 

- 

- 

0.060 

0.260 

0.260 

1.727 

0.086 

1.641 

2.642 

161.05 

Over Exploited 



0.08 

0.01 

400.38 

0.02 

0.03 

0.04 

0.01 

0.08 

- 

0.0200 

- 

- 

0.027 

0.047 

0.047 

0.090 

0.005 

0.086 

0.272 

316.41 

Over Exploited 

Abhaneri 

0811000101352600 

0.20 

0.01 

- 

0.01 

0.00 

0.01 

0.01 

0.07 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.010 

0.001 

0.009 

0.070 

798.15 

Over Exploited 



0.22 

0.10 

- 

0.10 

0.00 

0.10 

0.02 

0.24 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.112 

0.011 

0.101 

0.255 

252.93 

Over Exploited 

Achalpura 

0811000301384100 

0.25 

0.44 

- 

0.44 

0.01 

0.45 

0.06 

0.64 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.472 

0.047 

0.424 

0.472 

111.11 

Over Exploited 

Aliyapara 

0811000101358200 

0.22 

0.15 

- 

0.15 

- 

0.15 

0.05 

0.54 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.157 

0.016 

0.141 

0.205 

144.81 

Over Exploited 

Anantwara 

0811000101353200 

0.22 

1.45 

- 

1.45 

0.01 

1.46 

0.06 

0.63 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

1.482 

0.148 

1.334 

0.707 

53.03 

Safe 



0.22 

0.01 

- 

0.01 

0.00 

0.01 

0.01 

0.05 

- 

- 

0.0009 

0.0011 

0.000 

0.002 

0.002 

0.013 

0.001 

0.012 

0.062 

532.15 

Over Exploited 

Asatwara 

0811000301377300 

0.25 

0.17 

- 

0.17 

- 

0.17 

0.07 

0.69 

- 

- 

- 

- 

- 

- 

- 

0.169 

0.017 

0.152 

0.089 

58.91 

Safe 

Badiyal Kalan 

0811000101356400 

0.22 

0.50 

- 

0.50 

0.00 

0.50 

0.07 

0.68 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.510 

0.051 

0.459 

0.277 

60.32 

Safe 

Baijupara 

0811000101358900 

0.22 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.004 

0.000 

0.004 

0.000 

0.04 

Safe 

Bainsala Ka Bas 

0811000101354000 

0.22 

0.13 

- 

0.13 

- 

0.13 

0.07 

0.68 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.136 

0.014 

0.122 

0.299 

244.84 

Over Exploited 

Barli 

0811000301384400 

0.25 

0.31 

- 

0.31 

0.00 

0.31 

0.07 

0.68 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.324 

0.032 

0.292 

0.378 

129.51 

Over Exploited 

Bas Gurhaliya 

0811000101345900 

0.20 

0.07 

- 

0.07 

- 

0.07 

0.03 

0.35 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.081 

0.008 

0.073 

0.257 

352.13 

Over Exploited 

Basra 

0811000101353400 

0.22 

0.25 

- 

0.25 

- 

0.25 

0.07 

0.68 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.258 

0.026 

0.232 

0.370 

159.37 

Over Exploited 


0811000301380900 

0.25 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.001 

0.005 

0.034 

669.60 

Over Exploited 



0.25 

0.14 

- 

0.14 

- 

0.14 

0.04 

0.40 

- 

0.0100 

0.0015 

0.0018 

- 

0.013 

0.013 

0.158 

0.016 

0.142 

0.194 

136.27 

Over Exploited 

Bawanpara 

0811000301376600 

0.25 

0.01 

- 

0.01 

0.00 

0.01 

0.00 

0.05 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

0.001 

0.005 

0.072 

1,345.38 

Over Exploited 



0.25 

0.91 

- 

0.91 

0.01 

0.92 

0.06 

0.63 

- 

0.0300 

0.0059 

0.0070 

0.000 

0.043 

0.043 

0.966 

0.097 

0.869 

0.865 

99.48 

Critical 

Bedhadi Meenan 

0811000101358300 

0.22 

0.12 

- 

0.12 

- 

0.12 

0.04 

0.37 

- 

- 

- 

- 

- 

- 

- 

0.123 

0.012 

0.111 

0.067 

60.49 

Safe 

Beendarwara 

0811000301380500 

0.25 

0.41 

- 

0.41 

- 

0.41 

0.06 

0.60 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.423 

0.042 

0.380 

0.330 

86.84 

Semi Critical 



0.25 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.08 

- 

- 

0.0004 

0.0005 

- 

0.001 

0.001 

0.009 

0.001 

0.008 

0.043 

553.38 

Over Exploited 

Brahman Bairada 

0811000301380600 

0.25 

0.35 

- 

0.35 

0.01 

0.36 

0.06 

0.67 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.380 

0.038 

0.342 

0.520 

151.92 

Over Exploited 



0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

0.0001 

0.0001 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.016 

875.17 

Over Exploited 

Chak Sarundla 

0811000301384200 

0.25 

0.18 

- 

0.18 

- 

0.18 

0.07 

0.68 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.185 

0.019 

0.167 

0.212 

127.17 

Over Exploited 

Chandanwas 

0811000101344800 

0.20 

0.08 

- 

0.08 

- 

0.08 

0.02 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.085 

0.008 

0.076 

0.052 

67.79 

Safe 

Chandera 

0811000301378000 

0.25 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.012 

0.071 

614.67 

Over Exploited 

Chandpur 

0811000301386300 

0.25 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.038 

1,711.78 

Over Exploited 

Chorwara 

0811000101353800 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.06 

- 

0.06 

- 

0.06 

0.03 

0.33 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.073 

0.007 

0.066 

0.181 

274.06 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Delari 

081100010135140C 

3.736 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.038 

-0.26 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Dhand 

0811000101356300 

0.507 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.507 

-0.39 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.004 

0.61 

0.55 


Dhandholai 

0811000101356100 

1.474 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.096 

-0.41 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.009 

0.45 

0.41 


Dhani Harijan 

0811000101352700 

1.277 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.270 

-1.05 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.010 

0.61 

0.55 






Kala Kho 

Command 

Younger Alluvium 

0.007 

-1.05 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dhulkot 

0811000301380100 

1.648 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.002 

-0.36 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dwarapura 

0811000101351300 

2.024 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.005 

-0.45 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gaonri 

0811000301376900 

3.008 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.417 

-0.44 

0.150 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.021 

0.50 

0.44 






Kala Kho 

Command 

Younger Alluvium 

0.592 

-0.44 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.005 

0.12 

0.11 


Girdharpura 

0811000301381000 

2.807 

Fresh 

Kala Kho 

Command 

Younger Alluvium 

0.000 

-0.93 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Goliya 

0811000301380700 

0.795 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.529 

-0.96 

0.150 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.005 

0.41 

0.37 






Kala Kho 

Command 

Younger Alluvium 

0.266 

-0.96 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.002 

0.21 

0.19 


Goojarwas 

0811000101352100 

2.205 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.532 

-1.16 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.004 

0.15 

0.14 







Non-command 

Younger Alluvium 

0.302 

-1.16 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.002 

0.08 

0.08 






Kala Kho 

Command 

Younger Alluvium 

0.244 

-1.16 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.002 

0.07 

0.06 


Gurhaliya 

0811000101345000 

1.715 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.456 

-0.24 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.004 

0.16 

0.16 


Handli 

0811000101358600 

1.756 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.193 

-0.53 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.009 

0.41 

0.37 


Heengi 

0811000301379500 

4.540 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.005 

-0.33 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Itka 

0811000301380800 

1.941 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.908 

-0.90 

0.150 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.008 

0.29 

0.26 


Jahangiriya 

0811000301386600 

1.045 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.003 

0.23 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jahangirpura 

0811000301386500 

3.175 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.799 

-0.12 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.007 

0.15 

0.14 


Jalalpura 

0811000101356800 

3.240 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.240 

-0.35 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.025 

0.62 

0.55 


Jassapara 

0811000101352800 

2.040 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.040 

-0.93 

0.120 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.56 

0.016 

0.61 

0.55 


Jhajha Ka Bas 

0811000101353100 

0.377 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.377 

-0.72 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.003 

0.61 

0.55 


Jharna 

0811000301384000 

3.114 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.041 

0.14 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Jheejhan 

0811000301384300 

3.856 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.542 

-0.44 

0.150 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.49 

0.031 

0.56 

0.51 


Jhoonpdi 

0811000101353500 

1.000 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.000 

-0.62 

0.120 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.55 

0.008 

0.61 

0.56 


Jhoonthahera Kalan 

0811000101360700 

2.538 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.220 

-0.74 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.002 

0.05 

0.04 


Jodhpura 

0811000301377500 

0.857 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.857 

-0.33 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.007 

0.62 

0.55 


Jopara 

0811000301377600 

0.784 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.784 

-0.33 

0.150 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.007 

0.62 

0.55 


Kalwan 

0811000301384800 

9.200 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.356 

-0.59 

0.150 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.60 

0.029 

0.23 

0.20 






Madho Sagar 

Command 

Younger Alluvium 

0.033 

-0.59 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kanchanpura 

0811000101358800 

0.964 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.043 

-0.69 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.03 

0.02 


Karori 

0811000301377800 

1.654 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.354 

-0.28 

0.150 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.63 

0.012 

0.50 

0.45 


Kathnadi 

0811000101355800 

1.897 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.694 

-0.42 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.005 

0.22 

0.20 


Keeratpura 

0811000101346300 

6.045 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.652 

-0.50 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.013 

0.16 

0.16 


Khadarpur 

0811000301377700 

1.451 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.451 

-0.31 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.013 

0.61 

0.55 


Khairpur 

0811000101356700 

1.661 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.661 

-0.37 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.013 

0.62 

0.55 


Khala Ramsinghpura 

0811000101357000 

3.412 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.412 

-0.37 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.027 

0.61 

0.55 


Khera 

0811000101356000 

0.736 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.418 

-0.41 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.003 

0.34 

0.31 


Khera Paharpur 

0811000301378500 

1.398 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.399 

-0.24 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.003 

0.17 

0.16 


Kheri 

0811000101356200 

1.917 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.917 

-0.38 

0.120 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.56 

0.015 

0.61 

0.55 


Kheri Ramla 

0811000301379600 

1.871 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.108 

-0.32 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.010 

0.37 

0.33 


Kherla 

0811000301379800 

3.959 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.772 

-0.32 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.024 

0.44 

0.39 


Leekhli 

0811000301376800 

4.367 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.086 

-0.78 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 






Kala Kho 

Command 

Younger Alluvium 

4.281 

-0.78 

0.150 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.037 

0.60 

0.54 


Lotwara 

0811000101358400 

8.504 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

8.504 

-0.34 

0.120 

0.34 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.28 

0.067 

0.61 

0.55 


Manota 

0811000101346000 

1.759 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.440 

-0.33 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.011 

0.48 

0.49 


Manpur 

0811000301377100 

6.169 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.089 

-0.35 

0.150 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.72 

0.053 

0.61 

0.54 


Mariyada 

0811000301376700 

3.413 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.227 

-0.74 

0.150 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.011 

0.22 

0.20 






Kala Kho 

Command 

Younger Alluvium 

2.186 

-0.74 

0.150 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.019 

0.40 

0.35 


Meenapara 

0811000101356600 

2.346 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.346 

-0.36 

0.120 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.78 

0.018 

0.62 

0.55 


Meetarwari 

0811000101346100 

1.972 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.067 

-0.39 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.008 

0.32 

0.32 


Mendi 

0811000101355400 

3.660 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.052 

-0.36 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Monawas 

0811000101350400 

1.022 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.367 

-1.10 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.003 

0.22 

0.20 


Moondphori 

0811000201368700 

5.638 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.127 

-0.60 

0.150 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.025 

0.33 

0.29 


Moradi 

0811000101350600 

1.629 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.569 

-0.94 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.012 

0.58 

0.55 


Motipura 

0811000101351900 

3.158 

Fresh 

Kala Kho 

Command 

Younger Alluvium 

0.070 

-0.97 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 


Motooka 

0811000101357100 

3.142 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.938 

-0.43 

0.120 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.55 

0.015 

0.37 

0.34 


Mund Ghisya 

0811000101353900 

1.972 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.968 

-0.40 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.008 

0.30 

0.27 


Murlipur 

0811000301380000 

2.030 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.524 

-0.34 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.005 

0.16 

0.14 


Nanagwada Goojran 

0811000101353700 

1.641 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

-0.48 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

0.796 

-0.48 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.006 

0.29 

0.27 


Nangal 

0811000101358500 

7.722 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.790 

-0.44 

0.120 

0.26 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.98 

0.045 

0.45 

0.41 


Narayanpura 

0811000101350500 

1.886 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.289 

-1.00 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.002 

0.09 

0.09 







Non-command 

Younger Alluvium 

0.029 

-1.00 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Nihalpura 

0811000301381300 

3.795 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.712 

-0.60 

0.150 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.006 

0.11 

0.11 


Nikatpuri 

0811000301377200 

0.948 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.948 

-0.32 

0.150 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.008 

0.62 

0.55 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Delari 

0811000101351400 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.000 

0.011 

2,336.99 

Over Exploited 

Dhand 

0811000101356300 

0.22 

0.07 

- 

0.07 

0.00 

0.07 

0.07 

0.67 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.078 

0.008 

0.070 

0.220 

313.15 

Over Exploited 

Dhandholai 

0811000101356100 

0.22 

0.11 

- 

0.11 

0.00 

0.11 

0.05 

0.50 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.119 

0.012 

0.107 

0.387 

360.46 

Over Exploited 

Dhani Harijan 

0811000101352700 

0.22 

0.17 

- 

0.17 

0.00 

0.17 

0.07 

0.67 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.185 

0.019 

0.167 

0.161 

96.62 

Critical 



0.22 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

0.003 

0.003 

0.003 

0.005 

0.001 

0.005 

0.000 

1.19 

Safe 

Dhulkot 

0811000301380100 

0.25 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dwarapura 

0811000101351300 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gaonri 

0811000301376900 

0.25 

0.30 

- 

0.30 

- 

0.30 

0.05 

0.55 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.311 

0.031 

0.280 

0.233 

83.14 

Semi Critical 



0.25 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.14 

- 

- 

0.0005 

0.0007 

- 

0.001 

0.001 

0.019 

0.002 

0.017 

0.061 

352.48 

Over Exploited 

Girdharpura 

0811000301381000 

0.25 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Goliya 

0811000301380700 

0.25 

0.05 

- 

0.05 

0.00 

0.05 

0.04 

0.45 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.064 

0.006 

0.058 

0.189 

324.92 

Over Exploited 



0.25 

0.01 

- 

0.01 

0.00 

0.01 

0.02 

0.23 

- 

- 

0.0002 

0.0003 

0.000 

0.001 

0.001 

0.015 

0.001 

0.013 

0.098 

753.25 

Over Exploited 

Goojarwas 

0811000101352100 

0.20 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.016 

0.002 

0.014 

0.123 

878.12 

Over Exploited 



0.22 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.001 

0.005 

0.067 

1,355.54 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

0.0002 

0.0003 

- 

0.001 

0.001 

0.004 

0.000 

0.004 

0.056 

1,518.47 

Over Exploited 

Gurhaliya 

0811000101345000 

0.20 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.013 

0.101 

782.13 

Over Exploited 

Handli 

0811000101358600 

0.22 

0.11 

- 

0.11 

- 

0.11 

0.04 

0.45 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.117 

0.012 

0.105 

0.236 

224.67 

Over Exploited 

Heengi 

0811000301379500 

0.25 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Itka 

0811000301380800 

0.25 

0.07 

- 

0.07 

- 

0.07 

0.03 

0.32 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.075 

0.008 

0.068 

0.384 

568.44 

Over Exploited 

Jahangiriya 

0811000301386600 

0.25 

0.00 

8,576.91 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jahangirpura 

0811000301386500 

0.25 

0.03 

- 

0.03 

0.00 

0.03 

0.02 

0.17 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.031 

0.003 

0.028 

0.029 

103.91 

Over Exploited 

Jalalpura 

0811000101356800 

0.22 

0.44 

- 

0.44 

- 

0.44 

0.07 

0.68 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.450 

0.045 

0.405 

0.176 

43.56 

Safe 

Jassapara 

0811000101352800 

0.22 

0.27 

- 

0.27 

0.01 

0.28 

0.07 

0.68 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.305 

0.030 

0.274 

0.578 

210.61 

Over Exploited 

Jhajha Ka Bas 

0811000101353100 

0.22 

0.05 

- 

0.05 

- 

0.05 

0.07 

0.68 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.061 

0.006 

0.055 

0.143 

262.11 

Over Exploited 

Jharna 

0811000301384000 

0.25 

0.00 

1,004.31 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.008 

3,727.25 

Over Exploited 

Jheejhan 

0811000301384300 

0.25 

0.50 

- 

0.50 

0.01 

0.51 

0.06 

0.63 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.530 

0.053 

0.477 

0.524 

109.71 

Over Exploited 

Jhoonpdi 

0811000101353500 

0.22 

0.13 

- 

0.13 

0.01 

0.14 

0.07 

0.67 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.164 

0.016 

0.147 

0.559 

379.42 

Over Exploited 

Jhoonthahera Kalan 

0811000101360700 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.037 

1,507.75 

Over Exploited 

Jodhpura 

0811000301377500 

0.25 

0.13 

- 

0.13 

- 

0.13 

0.07 

0.68 

- 

- 

- 

- 

- 

- 

- 

0.132 

0.013 

0.119 

0.115 

96.90 

Critical 

Jopara 

0811000301377600 

0.25 

0.12 

- 

0.12 

- 

0.12 

0.07 

0.68 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.131 

0.013 

0.118 

0.150 

127.45 

Over Exploited 

Kalwan 

0811000301384800 

0.25 

0.19 

- 

0.19 

0.01 

0.20 

0.02 

0.25 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.221 

0.022 

0.199 

0.624 

314.42 

Over Exploited 



0.25 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kanchanpura 

0811000101358800 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

5,072.94 

Over Exploited 

Karori 

0811000301377800 

0.25 

0.17 

- 

0.17 

0.01 

0.18 

0.05 

0.55 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.198 

0.020 

0.179 

0.644 

360.46 

Over Exploited 

Kathnadi 

0811000101355800 

0.22 

0.03 

- 

0.03 

0.00 

0.03 

0.02 

0.24 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.034 

0.003 

0.031 

0.027 

89.54 

Semi Critical 

Keeratpura 

0811000101346300 

0.20 

0.05 

- 

0.05 

- 

0.05 

0.02 

0.18 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.064 

0.006 

0.058 

0.164 

285.10 

Over Exploited 

Khadarpur 

0811000301377700 

0.25 

0.22 

- 

0.22 

0.00 

0.22 

0.07 

0.68 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.223 

0.022 

0.201 

0.078 

38.65 

Safe 

Khairpur 

0811000101356700 

0.22 

0.23 

- 

0.23 

- 

0.23 

0.07 

0.69 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.236 

0.024 

0.212 

0.186 

87.55 

Semi Critical 

Khala Ramsinghpura 

0811000101357000 

0.22 

0.46 

- 

0.46 

- 

0.46 

0.07 

0.68 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.469 

0.047 

0.422 

0.178 

42.14 

Safe 

Khera 

0811000101356000 

0.22 

0.03 

- 

0.03 

- 

0.03 

0.04 

0.38 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.042 

0.004 

0.038 

0.305 

813.06 

Over Exploited 

Khera Paharpur 

0811000301378500 

0.25 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.017 

0.002 

0.016 

0.089 

569.72 

Over Exploited 

Kheri 

0811000101356200 

0.22 

0.26 

- 

0.26 

0.01 

0.27 

0.07 

0.68 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.288 

0.029 

0.259 

0.577 

222.87 

Over Exploited 

Kheri Ramla 

0811000301379600 

0.25 

0.10 

- 

0.10 

0.00 

0.10 

0.04 

0.41 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.102 

0.010 

0.092 

0.068 

73.67 

Semi Critical 

Kherla 

0811000301379800 

0.25 

0.30 

- 

0.30 

0.00 

0.30 

0.05 

0.48 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.303 

0.030 

0.272 

0.061 

22.41 

Safe 

Leekhli 

0811000301376800 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.008 

1,128.50 

Over Exploited 



0.25 

0.65 

- 

0.65 

0.00 

0.65 

0.07 

0.67 

- 

0.0100 

0.0039 

0.0047 

0.000 

0.019 

0.019 

0.666 

0.067 

0.599 

0.433 

72.26 

Semi Critical 

Lotwara 

0811000101358400 

0.22 

1.14 

- 

1.14 

0.02 

1.16 

0.07 

0.67 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

1.207 

0.121 

1.086 

1.345 

123.80 

Over Exploited 

Manota 

0811000101346000 

0.20 

0.14 

- 

0.14 

0.00 

0.14 

0.05 

0.54 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.150 

0.015 

0.135 

0.249 

184.97 

Over Exploited 

Manpur 

0811000301377100 

0.25 

0.93 

- 

0.93 

0.01 

0.94 

0.07 

0.68 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.975 

0.097 

0.877 

0.777 

88.55 

Semi Critical 

Mariyada 

0811000301376700 

0.25 

0.07 

- 

0.07 

- 

0.07 

0.02 

0.25 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.078 

0.008 

0.070 

0.181 

256.45 

Over Exploited 



0.25 

0.22 

- 

0.22 

- 

0.22 

0.04 

0.44 

- 

0.0100 

0.0020 

0.0024 

- 

0.014 

0.014 

0.231 

0.023 

0.208 

0.306 

147.11 

Over Exploited 

Meenapara 

0811000101356600 

0.22 

0.32 

- 

0.32 

0.01 

0.33 

0.07 

0.69 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.359 

0.036 

0.323 

0.796 

246.44 

Over Exploited 

Meetarwari 

0811000101346100 

0.20 

0.07 

- 

0.07 

0.00 

0.07 

0.03 

0.36 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.080 

0.008 

0.072 

0.202 

281.57 

Over Exploited 

Mendi 

0811000101355400 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

12,775.89 

Over Exploited 

Monawas 

0811000101350400 

0.20 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.24 

- 

- 

- 

- 

- 

- 

- 

0.016 

0.002 

0.014 

0.100 

695.34 

Over Exploited 

Moondphori 

0811000201368700 

0.20 

0.20 

- 

0.20 

- 

0.20 

0.04 

0.36 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.214 

0.021 

0.192 

0.263 

136.56 

Over Exploited 

Moradi 

0811000101350600 

0.20 

0.18 

- 

0.18 

- 

0.18 

0.06 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.191 

0.019 

0.172 

0.368 

213.75 

Over Exploited 

Motipura 

0811000101351900 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.012 

4,221.27 

Over Exploited 

Motooka 

0811000101357100 

0.22 

0.16 

- 

0.16 

0.01 

0.17 

0.04 

0.41 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.189 

0.019 

0.170 

0.566 

332.91 

Over Exploited 

Mund Ghisya 

0811000101353900 

0.22 

0.06 

- 

0.06 

- 

0.06 

0.03 

0.33 

- 

- 

- 

- 

- 

- 

- 

0.063 

0.006 

0.057 

0.138 

241.43 

Over Exploited 

Murlipur 

0811000301380000 

0.25 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.021 

0.002 

0.019 

0.063 

329.94 

Over Exploited 

Nanagwada Goojran 

0811000101353700 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.05 

- 

0.05 

- 

0.05 

0.03 

0.33 

- 

- 

- 

- 

- 

- 

- 

0.051 

0.005 

0.046 

0.125 

270.59 

Over Exploited 

Nangal 

0811000101358500 

0.22 

0.57 

- 

0.57 

0.01 

0.58 

0.05 

0.49 

- 

0.0400 

- 

- 

0.000 

0.040 

0.040 

0.618 

0.062 

0.556 

1.023 

183.94 

Over Exploited 

Narayanpura 

0811000101350500 

0.20 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.001 

0.005 

0.045 

946.95 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nihalpura 

0811000301381300 

0.25 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.030 

0.003 

0.027 

0.144 

528.98 

Over Exploited 

Nikatpuri 

0811000301377200 

0.25 

0.15 

- 

0.15 

0.01 

0.16 

0.07 

0.69 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.177 

0.018 

0.160 

0.418 

262.08 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Norangwara 

081100020136880C 

3.898 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.785 

-0.62 

0.150 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.014 

0.27 

0.24 


Pamadi 

0811000101350100 

3.857 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.253 

-1.01 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.010 

0.20 

0.18 


Pancholi 

0811000301379900 

3.113 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.376 

-0.32 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.003 

0.08 

0.07 


Parli 

0811000301378200 

6.496 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.713 

0.08 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.09 

0.006 

0.06 

0.06 


Parli Barh 

0811000301384600 

2.377 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.333 

-0.58 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.003 

0.09 

0.08 


Patti Salesingh 

0811000301378900 

0.622 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.366 

-0.27 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.003 

0.36 

0.32 


Peechupara Kalan 

0811000101352200 

2.140 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.907 

-1.21 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.007 

0.26 

0.24 







Non-command 

Younger Alluvium 

0.840 

-1.21 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.007 

0.24 

0.22 






Kala Kho 

Command 

Younger Alluvium 

0.394 

-1.21 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.003 

0.11 

0.10 


Peechupara Khurd 

0811000101350200 

4.149 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.048 

-1.01 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.016 

0.30 

0.28 


Peelori 

0811000301379700 

1.148 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.009 

-0.33 

0.150 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.48 

0.009 

0.55 

0.48 


Peepalki 

0811000301377000 

2.487 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.197 

-0.38 

0.150 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.44 

0.019 

0.55 

0.49 






Kala Kho 

Command 

Younger Alluvium 

0.272 

-0.38 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.002 

0.07 

0.06 


Peeplipara 

0811000201368600 

4.144 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.832 

-0.66 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.007 

0.12 

0.10 


Pratappura 

0811000101351100 

3.777 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.234 

-0.76 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.010 

0.20 

0.19 


Pundarpara 

0811000101356900 

3.930 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.930 

-0.34 

0.120 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.65 

0.031 

0.62 

0.55 


Raipura Brahman 

0811000301380400 

2.368 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.296 

-0.92 

0.150 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.020 

0.60 

0.53 






Kala Kho 

Command 

Younger Alluvium 

0.072 

-0.92 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.02 

0.02 


Raipura Goojar 

0811000301377400 

1.217 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.217 

-0.33 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.011 

0.62 

0.55 


Ralawata 

0811000101355700 

4.722 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.957 

-0.39 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.008 

0.12 

0.11 


Ramgarh 

0811000301384500 

3.016 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.943 

-0.60 

0.150 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.017 

0.40 

0.35 


Rampura 

0811000101353600 

1.672 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.031 

-0.61 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 







Non-command 

Younger Alluvium 

0.505 

-0.61 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.004 

0.18 

0.17 


Ranapara 

0811000101356500 

2.977 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.977 

-0.39 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.023 

0.62 

0.55 


Rani Ka Was 

0811000101352400 

2.292 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.414 

-1.13 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.003 

0.11 

0.10 







Non-command 

Younger Alluvium 

1.698 

-1.13 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.013 

0.45 

0.41 






Kala Kho 

Command 

Younger Alluvium 

0.179 

-1.13 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.001 

0.05 

0.04 


Roopbas 

0811000101355900 

1.865 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.568 

-0.40 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.004 

0.18 

0.17 


Sanwas 

0811000301380300 

2.548 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.548 

-0.70 

0.150 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.022 

0.62 

0.55 


Sarundla 

0811000301386400 

7.375 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.298 

-0.53 

0.150 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.011 

0.11 

0.10 


Seekri 

0811000301380200 

8.674 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.831 

-0.45 

0.150 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.025 

0.20 

0.18 


Shekhpura 

0811000101353000 

2.028 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.973 

-0.77 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.015 

0.60 

0.54 






Kala Kho 

Command 

Younger Alluvium 

0.055 

-0.77 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.01 


Shyamsinghpura 

0811000101351200 

1.632 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.172 

-0.63 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.001 

0.06 

0.06 


Sikandara 

0811000301376500 

5.800 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.035 

-1.03 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.00 

0.00 






Kala Kho 

Command 

Younger Alluvium 

3.541 

-1.03 

0.150 

0.42 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.64 

0.031 

0.37 

0.34 


Sodala 

0811000101353300 

1.309 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.309 

-0.57 

0.120 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.77 

0.010 

0.61 

0.55 


Somara 

0811000101350300 

1.566 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.182 

-1.01 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.009 

0.45 

0.43 


Sumel 

0811000101358700 

1.939 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.311 

-0.61 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.010 

0.40 

0.36 


Sungari 

0811000101352300 

1.807 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.716 

-1.19 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.006 

0.24 

0.22 







Non-command 

Younger Alluvium 

0.737 

-1.19 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.006 

0.25 

0.23 






Kala Kho 

Command 

Younger Alluvium 

0.355 

-1.19 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.003 

0.12 

0.11 


Surer 

0811000301377900 

1.684 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.806 

-0.20 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.007 

0.29 

0.26 


Theekariya 

0811000301379200 

1.205 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.086 

-0.27 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.001 

0.04 

0.04 


Toorwara 

0811000101352900 

0.971 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.421 

-0.73 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.003 

0.26 

0.24 


Un Baragaon 

0811000101352500 

4.374 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.444 

-0.98 

0.100 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.011 

0.20 

0.18 







Non-command 

Younger Alluvium 

0.570 

-0.98 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.004 

0.08 

0.07 


Vishala 

0811000201368900 

2.178 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.528 

-0.60 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.004 

0.14 

0.13 

03001019 

Achrol 

0812001001578500 

25.367 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.425 

0.55 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.05 

0.003 

0.01 

0.01 


Ani 

0812001001578600 

3.653 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.039 

0.54 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Anoppura 

0812001101594600 

3.910 

Fresh 

Non-command 

Non-command 

Quartzite 

3.506 

0.41 

0.020 

0.13 

0.01 

0.00 

0.00 

0.00 

0.15 

0.09 

0.49 

0.017 

0.51 

0.85 


Arjunpura 

0812001101586700 

2.088 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.745 

0.53 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.18 

0.009 

0.48 

0.72 







Non-command 

Younger Alluvium 

0.320 

0.53 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.05 

0.002 

0.09 

0.13 







Non-command 

Quartzite 

0.023 

0.53 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Arniya 

0812001001576900 

9.725 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.097 

0.46 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.01 

0.01 


Bara Dehra 

0812001101586500 

3.812 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.347 

0.48 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.002 

0.05 

0.08 







Non-command 

Younger Alluvium 

0.772 

0.48 

0.200 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.09 

0.004 

0.12 

0.17 


Basna 

0812001101590300 

3.995 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.530 

0.55 

0.200 

0.03 

0.00 

0.00 

0.00 

0.00 

0.20 

0.12 

0.10 

0.008 

0.22 

0.35 


Beelpur 

0812001001576000 

3.771 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.180 

0.33 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.001 

0.03 

0.04 







Non-command 

Quartzite 

2.832 

0.33 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.25 

0.017 

0.40 

0.56 


Bhaogarh 

0812001101591700 

2.593 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.008 

0.47 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

0.058 

0.47 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.02 







Non-command 

Quartzite 

2.213 

0.47 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.06 

0.011 

0.49 

0.81 


Bhattawala 

0812001101591000 

2.559 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.533 

0.86 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.04 

0.003 

0.12 

0.19 


Bhimawas 

0812001101594500 

4.362 

Fresh 

Non-command 

Non-command 

Quartzite 

1.918 

0.45 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.26 

0.010 

0.25 

0.42 


Bhojpura 

0812001101585800 

3.925 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.036 

0.51 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Bhuranpura 

0812001101586300 

3.378 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.966 

0.55 

0.200 

0.04 

0.01 

0.00 

0.00 

0.00 

0.25 

0.17 

0.14 

0.010 

0.33 

0.49 


Bhuranpura @nestiwas 

0812001001576800 

4.826 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.613 

0.46 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.07 

0.004 

0.07 

0.10 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Norangwara 

081100020136880C 

0.20 

0.10 

- 

0.10 

- 

0.10 

0.03 

0.30 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.105 

0.011 

0.095 

0.208 

219.50 

Over Exploited 

Pamadi 

0811000101350100 

0.20 

0.05 

- 

0.05 

- 

0.05 

0.02 

0.22 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.059 

0.006 

0.053 

0.161 

302.31 

Over Exploited 

Pancholi 

0811000301379900 

0.25 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.001 

0.006 

0.068 

1,069.39 

Over Exploited 

Parli 

0811000301378200 

0.25 

0.01 

163.90 

0.01 

0.00 

0.01 

0.01 

0.07 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.014 

0.001 

0.013 

0.092 

692.60 

Over Exploited 

Parli Barh 

0811000301384600 

0.25 

0.01 

- 

0.01 

0.00 

0.01 

0.01 

0.10 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

0.001 

0.007 

0.050 

748.83 

Over Exploited 

Patti Salesingh 

0811000301378900 

0.25 

0.03 

- 

0.03 

- 

0.03 

0.04 

0.40 

- 

- 

- 

- 

- 

- 

- 

0.033 

0.003 

0.030 

0.082 

276.31 

Over Exploited 

Peechupara Kalan 

0811000101352200 

0.20 

0.05 

- 

0.05 

- 

0.05 

0.03 

0.29 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.057 

0.006 

0.051 

0.277 

543.11 

Over Exploited 



0.22 

0.04 

- 

0.04 

- 

0.04 

0.03 

0.26 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.054 

0.005 

0.049 

0.255 

523.12 

Over Exploited 



0.22 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.12 

- 

- 

0.0004 

0.0004 

- 

0.001 

0.001 

0.010 

0.001 

0.009 

0.122 

1,293.95 

Over Exploited 

Peechupara Khurd 

0811000101350200 

0.20 

0.12 

- 

0.12 

- 

0.12 

0.03 

0.33 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.132 

0.013 

0.119 

0.362 

305.52 

Over Exploited 

Peelori 

0811000301379700 

0.25 

0.14 

- 

0.14 

0.01 

0.15 

0.06 

0.61 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.168 

0.017 

0.151 

0.485 

320.88 

Over Exploited 

Peepalki 

0811000301377000 

0.25 

0.30 

- 

0.30 

0.01 

0.31 

0.06 

0.61 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.332 

0.033 

0.298 

0.458 

153.49 

Over Exploited 



0.25 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

0.0002 

0.0003 

- 

0.001 

0.001 

0.005 

0.001 

0.005 

0.058 

1,267.28 

Over Exploited 

Peeplipara 

0811000201368600 

0.20 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.13 

0.00 

- 

- 

- 

- 

- 

0.002 

0.021 

0.002 

0.019 

0.093 

479.10 

Over Exploited 

Pratappura 

0811000101351100 

0.20 

0.05 

- 

0.05 

0.00 

0.05 

0.02 

0.22 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.058 

0.006 

0.053 

0.183 

347.49 

Over Exploited 

Pundarpara 

0811000101356900 

0.22 

0.53 

- 

0.53 

0.01 

0.54 

0.07 

0.68 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.562 

0.056 

0.506 

0.679 

134.16 

Over Exploited 

Raipura Brahman 

0811000301380400 

0.25 

0.34 

- 

0.34 

- 

0.34 

0.06 

0.67 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.355 

0.035 

0.319 

0.293 

91.73 

Critical 



0.25 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.016 

3,955.85 

Over Exploited 

Raipura Goojar 

0811000301377400 

0.25 

0.19 

- 

0.19 

- 

0.19 

0.07 

0.69 

- 

- 

- 

- 

- 

- 

- 

0.189 

0.019 

0.170 

0.119 

69.88 

Safe 

Ralawata 

0811000101355700 

0.22 

0.03 

- 

0.03 

0.00 

0.03 

0.01 

0.14 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.038 

0.004 

0.034 

0.170 

499.33 

Over Exploited 

Ramgarh 

0811000301384500 

0.25 

0.19 

- 

0.19 

- 

0.19 

0.04 

0.44 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.204 

0.020 

0.183 

0.265 

144.48 

Over Exploited 

Rampura 

0811000101353600 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.000 

0.001 

0.001 

0.001 

0.000 

0.001 

0.011 

1,426.28 

Over Exploited 



0.22 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.020 

0.002 

0.018 

0.112 

613.70 

Over Exploited 

Ranapara 

0811000101356500 

0.22 

0.41 

- 

0.41 

0.01 

0.42 

0.07 

0.69 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.436 

0.044 

0.392 

0.455 

116.08 

Over Exploited 

Rani Ka Was 

0811000101352400 

0.20 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.001 

0.008 

0.079 

962.99 

Over Exploited 



0.22 

0.17 

- 

0.17 

- 

0.17 

0.05 

0.50 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.179 

0.018 

0.161 

0.305 

189.57 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

- 

- 

0.0002 

0.0002 

- 

0.000 

0.000 

0.002 

0.000 

0.002 

0.033 

1,630.11 

Over Exploited 

Roopbas 

0811000101355900 

0.22 

0.02 

- 

0.02 

0.00 

0.02 

0.02 

0.20 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.023 

0.002 

0.021 

0.080 

380.72 

Over Exploited 

Sanwas 

0811000301380300 

0.25 

0.40 

- 

0.40 

- 

0.40 

0.07 

0.69 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.405 

0.041 

0.365 

0.379 

103.94 

Over Exploited 

Sarundla 

0811000301386400 

0.25 

0.04 

- 

0.04 

- 

0.04 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.035 

0.004 

0.032 

0.139 

438.83 

Over Exploited 

Seekri 

0811000301380200 

0.25 

0.14 

- 

0.14 

- 

0.14 

0.02 

0.23 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.154 

0.015 

0.138 

0.234 

168.64 

Over Exploited 

Shekhpura 

0811000101353000 

0.22 

0.26 

- 

0.26 

- 

0.26 

0.06 

0.66 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.269 

0.027 

0.242 

0.296 

122.56 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.011 

4,248.11 

Over Exploited 

Shyamsinghpura 

0811000101351200 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.044 

2,282.37 

Over Exploited 

Sikandara 

0811000301376500 

0.25 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.015 

53,121.80 

Over Exploited 



0.25 

0.33 

- 

0.33 

0.02 

0.35 

0.04 

0.41 

- 

0.0600 

0.0032 

0.0039 

- 

0.067 

0.067 

0.418 

0.042 

0.376 

1.672 

444.59 

Over Exploited 

Sodala 

0811000101353300 

0.22 

0.18 

- 

0.18 

0.01 

0.19 

0.07 

0.67 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.215 

0.022 

0.194 

0.777 

401.05 

Over Exploited 

Somara 

0811000101350300 

0.20 

0.11 

- 

0.11 

- 

0.11 

0.05 

0.50 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.117 

0.012 

0.106 

0.333 

315.82 

Over Exploited 

Sumel 

0811000101358700 

0.22 

0.12 

- 

0.12 

- 

0.12 

0.04 

0.45 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.126 

0.013 

0.114 

0.269 

237.24 

Over Exploited 

Sungari 

0811000101352300 

0.20 

0.03 

- 

0.03 

- 

0.03 

0.03 

0.27 

- 

- 

- 

- 

- 

- 

- 

0.035 

0.003 

0.031 

0.114 

365.15 

Over Exploited 



0.22 

0.04 

- 

0.04 

- 

0.04 

0.03 

0.28 

- 

- 

- 

- 

- 

- 

- 

0.040 

0.004 

0.036 

0.125 

344.61 

Over Exploited 



0.22 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.13 

- 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.010 

0.001 

0.009 

0.057 

629.13 

Over Exploited 

Surer 

0811000301377900 

0.25 

0.06 

- 

0.06 

- 

0.06 

0.03 

0.32 

- 

- 

- 

- 

- 

- 

- 

0.057 

0.006 

0.052 

0.116 

224.20 

Over Exploited 

Theekariya 

0811000301379200 

0.25 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.067 

7,803.40 

Over Exploited 

Toorwara 

0811000101352900 

0.22 

0.02 

- 

0.02 

- 

0.02 

0.03 

0.29 

- 

- 

- 

- 

- 

- 

- 

0.024 

0.002 

0.022 

0.079 

361.33 

Over Exploited 

Un Baragaon 

0811000101352500 

0.20 

0.06 

- 

0.06 

0.00 

0.06 

0.02 

0.22 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.068 

0.007 

0.061 

0.400 

657.00 

Over Exploited 



0.22 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.020 

0.002 

0.018 

0.155 

868.53 

Over Exploited 

Vishala 

0811000201368900 

0.20 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.015 

0.001 

0.013 

0.101 

752.54 

Over Exploited 

Achrol 

0812001001578500 

0.24 

0.00 

77,929.17 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.057 

5,028.56 

Over Exploited 

Ani 

0812001001578600 

0.24 

0.00 

228,279.43 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.011 

16,501.98 

Over Exploited 

Anoppura 

0812001101594600 

0.08 

0.14 

8,039.46 

0.11 

0.01 

0.12 

0.06 

0.57 

0.02 

0.0200 

- 

- 

- 

0.020 

0.036 

0.161 

0.008 

0.153 

0.502 

329.46 

Over Exploited 

Arjunpura 

0812001101586700 

0.09 

0.07 

(39.84) 

0.06 

0.00 

0.06 

0.06 

0.53 

0.01 

0.0200 

- 

- 

0.000 

0.020 

0.029 

0.089 

0.004 

0.084 

0.187 

221.10 

Over Exploited 



0.22 

0.01 

370.64 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.018 

0.001 

0.017 

0.055 

317.81 

Over Exploited 



0.08 

0.00 

753.36 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Arniya 

0812001001576900 

0.24 

0.00 

3,537.96 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Bara Dehra 

0812001101586500 

0.09 

0.00 

455.49 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.027 

1,318.10 

Over Exploited 



0.22 

0.02 

224.70 

0.02 

0.00 

0.02 

0.01 

0.13 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.012 

0.036 

0.002 

0.034 

0.094 

274.32 

Over Exploited 

Basna 

0812001101590300 

0.22 

0.07 

15,029.72 

0.09 

- 

0.09 

0.02 

0.24 

0.01 

- 

- 

- 

- 

- 

0.008 

0.095 

0.005 

0.090 

0.110 

121.79 

Over Exploited 

Beelpur 

0812001001576000 

0.24 

0.00 

1,119.56 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.023 

1,668.26 

Over Exploited 



0.01 

0.01 

453.82 

0.01 

- 

0.01 

0.05 

0.45 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.025 

0.001 

0.024 

0.265 

1,113.20 

Over Exploited 

Bhaogarh 

0812001101591700 

0.09 

0.00 

8,087.03 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.00 

1,932.07 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.09 

(71.26) 

0.07 

- 

0.07 

0.06 

0.54 

0.01 

- 

- 

- 

- 

- 

0.010 

0.079 

0.004 

0.075 

0.074 

98.82 

Critical 

Bhattawala 

0812001101591000 

0.22 

0.01 

209,904.62 

0.02 

- 

0.02 

0.01 

0.13 

0.00 

- 

- 

- 

- 

- 

0.001 

0.017 

0.001 

0.016 

0.040 

252.91 

Over Exploited 

Bhimawas 

0812001101594500 

0.08 

0.04 

36.45 

0.05 

- 

0.05 

0.03 

0.28 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.061 

0.003 

0.058 

0.274 

474.92 

Over Exploited 

Bhojpura 

0812001101585800 

0.22 

0.00 

34,529.77 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhuranpura 

0812001101586300 

0.22 

0.14 

16.49 

0.17 

0.01 

0.18 

0.04 

0.37 

0.02 

0.0200 

- 

- 

0.003 

0.023 

0.040 

0.218 

0.011 

0.207 

0.154 

74.41 

Semi Critical 

Bhuranpura @nestiwas 

0812001001576800 

0.24 

0.01 

329.30 

0.01 

0.00 

0.01 

0.01 

0.08 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.012 

0.025 

0.001 

0.024 

0.076 

322.11 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Bilod 

081200110158790C 

14.992 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.689 

0.25 

0.020 

0.08 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.27 

0.028 

0.22 

0.35 







Non-command 

Younger Alluvium 

1.143 

0.25 

0.200 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.08 

0.006 

0.04 

0.07 







Non-command 

Quartzite 

5.293 

0.25 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.22 

0.026 

0.20 

0.33 


Bisori 

0812001101591100 

4.267 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.319 

0.87 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.01 

0.002 

0.04 

0.07 







Non-command 

Quartzite 

0.198 

0.87 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.03 

0.04 


Bitthalpur 

0812001101594800 

3.018 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.714 

0.25 

0.200 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.10 

0.08 

0.014 

0.51 

0.85 







Non-command 

Quartzite 

0.304 

0.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.06 

0.10 


Chainpurabas Dedwari 

0812001101589900 

3.315 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.833 

0.12 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.11 

0.009 

0.32 

0.52 







Non-command 

Quartzite 

0.879 

0.12 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.05 

0.004 

0.15 

0.25 


Chak Charanwas 

0812001101587700 

1.427 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.205 

0.50 

0.200 

0.04 

0.01 

0.00 

0.00 

0.00 

0.15 

0.10 

0.15 

0.006 

0.47 

0.72 


Chak Jaisinghnagar 

0812001001578100 

0.811 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.295 

0.48 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.002 

0.20 

0.29 







Non-command 

Quartzite 

0.516 

0.48 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.003 

0.35 

0.51 


Chandawas 

0812001001577700 

3.624 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.851 

0.50 

0.150 

0.07 

0.01 

0.00 

0.00 

0.00 

0.28 

0.19 

0.25 

0.018 

0.44 

0.65 


Chandwaji 

0812001001577400 

1.858 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.708 

0.46 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.07 

0.004 

0.21 

0.30 







Non-command 

Quartzite 

0.530 

0.46 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.003 

0.16 

0.23 


Charanwas @ Kali Pahar 

0812001101587800 

9.169 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.446 

0.45 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.02 

0.002 

0.03 

0.04 







Non-command 

Quartzite 

1.198 

0.45 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.006 

0.07 

0.12 


Charanwas Gajaji 

0812001101586100 

0.914 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.912 

0.59 

0.200 

0.09 

0.01 

0.00 

0.00 

0.00 

0.19 

0.12 

0.37 

0.005 

0.56 

0.84 


Chaumukha 

0812001101597200 

0.944 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.065 

0.13 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.000 

0.04 

0.06 


Chitanukalan 

0812001001576100 

4.386 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.568 

0.43 

0.150 

0.10 

0.00 

0.00 

0.00 

0.00 

0.20 

0.14 

0.39 

0.010 

0.20 

0.28 







Non-command 

Quartzite 

1.331 

0.43 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.22 

0.008 

0.17 

0.24 


Chugalpura 

0812001101595100 

2.826 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.005 

0.26 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dantala Gujran 

0812001101587300 

6.078 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.301 

-0.06 

0.020 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.021 

0.40 

0.64 







Non-command 

Quartzite 

0.755 

-0.06 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.004 

0.07 

0.11 


Dantala Meena 

0812001101588000 

2.973 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.592 

-0.05 

0.020 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.008 

0.31 

0.49 







Non-command 

Quartzite 

0.001 

-0.05 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dedwari 

0812001101590000 

3.256 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.790 

0.21 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.10 

0.009 

0.31 

0.52 







Non-command 

Quartzite 

1.189 

0.21 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.06 

0.006 

0.21 

0.34 


Dhaler 

0812001101586000 

3.124 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.057 

0.55 

0.200 

0.08 

0.01 

0.00 

0.00 

0.00 

0.41 

0.28 

0.31 

0.015 

0.55 

0.81 


Dhaula 

0812001101586800 

8.673 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.729 

0.26 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.17 

0.009 

0.11 

0.17 







Non-command 

Quartzite 

2.854 

0.26 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.26 

0.014 

0.19 

0.28 


Dheerawas 

0812001101586900 

4.112 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.204 

0.06 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.03 

0.04 







Non-command 

Quartzite 

0.071 

0.06 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.02 


Dhekla 

0812001101587200 

3.000 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.152 

-0.08 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.006 

0.22 

0.34 







Non-command 

Quartzite 

0.837 

-0.08 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.004 

0.16 

0.25 


Ghata Jaldhari 

0812001101591300 

4.395 

Fresh 

Non-command 

Non-command 

Quartzite 

1.165 

0.63 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.006 

0.15 

0.25 


Ghati Ghan Shyampura 

0812001101594700 

4.138 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.172 

0.43 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.02 

0.04 







Non-command 

Quartzite 

3.727 

0.43 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.18 

0.019 

0.51 

0.85 


Godiyana 

0812001101591800 

8.241 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.426 

0.35 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.03 

0.05 







Non-command 

Quartzite 

6.006 

0.35 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.09 

0.030 

0.42 

0.69 


Gopalgarh 

0812001101597600 

11.895 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.510 

0.42 

0.200 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.09 

0.10 

0.008 

0.07 

0.12 







Non-command 

Quartzite 

6.276 

0.42 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.23 

0.031 

0.30 

0.50 


Harchandpura @kankarwa 

0812001001577100 

3.379 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.859 

0.52 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.12 

0.005 

0.14 

0.21 


Haripura Brahmanan 

0812001101584200 

3.646 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.004 

0.51 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jaichand Pura 

0812001101586400 

2.972 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.204 

0.61 

0.200 

0.15 

0.02 

0.00 

0.00 

0.00 

0.40 

0.26 

0.60 

0.011 

0.42 

0.64 







Non-command 

Quartzite 

0.767 

0.61 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.11 

0.004 

0.15 

0.22 


Jaisingh Nagar 

0812001001577500 

1.988 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.822 

0.47 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.07 

0.005 

0.23 

0.33 







Non-command 

Quartzite 

1.166 

0.47 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.06 

0.007 

0.32 

0.46 


Jamwa Ramgarh 

0812001101597300 

9.523 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.631 

0.15 

0.200 

0.24 

0.01 

0.00 

0.00 

0.00 

0.37 

0.22 

0.49 

0.350 

0.28 

0.46 


Jhol 

0812001101603500 

12.073 

Fresh 

Non-command 

Non-command 

Quartzite 

0.244 

-0.19 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.02 


Jindon Ki Dhani 

0812001101590200 

0.743 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.738 

0.59 

0.200 

0.05 

0.00 

0.00 

0.00 

0.00 

0.14 

0.08 

0.20 

0.004 

0.57 

0.93 







Non-command 

Quartzite 

0.005 

0.59 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Jugalpura 

0812001001578000 

4.371 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.491 

0.49 

0.150 

0.09 

0.00 

0.00 

0.00 

0.00 

0.27 

0.19 

0.36 

0.015 

0.32 

0.46 







Non-command 

Quartzite 

0.568 

0.49 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.05 

0.004 

0.07 

0.11 


Kalwad Kalan & Khurd 

0812001001578400 

5.760 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.086 

0.54 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.01 

0.01 


Kanwarpura 

0812001001577000 

2.729 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.365 

0.50 

0.150 

0.06 

0.01 

0.00 

0.00 

0.00 

0.15 

0.11 

0.21 

0.008 

0.28 

0.40 


Kelanwas 

0812001101591500 

2.261 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.727 

0.44 

0.200 

0.10 

0.00 

0.00 

0.00 

0.00 

0.25 

0.15 

0.39 

0.009 

0.44 

0.72 







Non-command 

Quartzite 

0.035 

0.44 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Kolyana 

0812001101595000 

6.211 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.369 

0.75 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.04 

0.002 

0.03 

0.05 


Kushalpura 

0812001001577900 

4.061 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.746 

0.50 

0.150 

0.09 

0.01 

0.00 

0.00 

0.00 

0.36 

0.24 

0.32 

0.023 

0.51 

0.76 







Non-command 

Quartzite 

0.050 

0.50 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Ladipura 

0812001101586600 

2.425 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.181 

0.59 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.04 

0.06 







Non-command 

Younger Alluvium 

2.236 

0.59 

0.200 

0.15 

0.02 

0.00 

0.00 

0.00 

0.39 

0.26 

0.57 

0.011 

0.52 

0.79 


Lamya Mewal 

0812001001576300 

1.778 

Fresh 

Non-command 

Non-command 

Quartzite 

0.003 

0.41 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Maid Rajsinghpura 

0812001101597400 

2.973 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.920 

0.16 

0.200 

0.28 

0.01 

0.00 

0.00 

0.00 

0.36 

0.22 

1.09 

0.015 

0.56 

0.93 


Majipura 

0812001101587500 

6.305 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.889 

0.58 

0.200 

0.08 

0.01 

0.00 

0.00 

0.00 

0.76 

0.50 

0.29 

0.029 

0.53 

0.80 







Non-command 

Quartzite 

0.216 

0.58 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.03 


Maliwas 

0812001101588100 

1.378 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.308 

-0.03 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.002 

0.13 

0.21 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Bilod 

0812001101587900 

0.09 

0.10 

1,558.57 

0.08 

- 

0.08 

0.02 

0.24 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.105 

0.005 

0.100 

0.294 

295.27 

Over Exploited 



0.22 

0.01 

56,496.16 

0.01 

- 

0.01 

0.00 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.014 

0.001 

0.013 

0.089 

658.33 

Over Exploited 



0.08 

0.08 

14,504.75 

0.07 

- 

0.07 

0.02 

0.22 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.087 

0.004 

0.083 

0.242 

291.93 

Over Exploited 

Bisori 

0812001101591100 

0.22 

0.00 

73,960.05 

0.00 

- 

0.00 

0.00 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.015 

445.51 

Over Exploited 



0.08 

0.00 

401.67 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Bitthalpur 

0812001101594800 

0.22 

0.31 

(69.02) 

0.25 

0.00 

0.25 

0.06 

0.57 

0.03 

- 

- 

- 

0.000 

- 

0.035 

0.280 

0.014 

0.266 

0.094 

35.10 

Safe 



0.08 

0.00 

(42.87) 

0.00 

0.00 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

0.000 

0.000 

0.000 

0.002 

0.000 

0.002 

0.007 

428.88 

Over Exploited 

Chainpurabas Dedwari 

0812001101589900 

0.09 

0.05 

(259.09) 

0.04 

- 

0.04 

0.04 

0.35 

0.01 

- 

- 

- 

- 

- 

0.006 

0.047 

0.002 

0.045 

0.122 

274.03 

Over Exploited 



0.08 

0.01 

(229.68) 

0.01 

- 

0.01 

0.02 

0.17 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.000 

0.009 

0.052 

573.34 

Over Exploited 

Chak Charanwas 

0812001101587700 

0.22 

0.13 

(21.12) 

0.10 

0.01 

0.11 

0.05 

0.53 

0.01 

0.0200 

- 

- 

- 

0.020 

0.035 

0.145 

0.007 

0.138 

0.156 

113.04 

Over Exploited 

Chak Jaisinghnagar 

0812001001578100 

0.24 

0.01 

3.74 

0.01 

- 

0.01 

0.02 

0.22 

0.00 

- 

- 

- 

- 

- 

0.002 

0.016 

0.001 

0.016 

0.015 

94.74 

Critical 



0.01 

0.00 

472.72 

0.00 

- 

0.00 

0.04 

0.39 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.028 

1,240.59 

Over Exploited 

Chandawas 

0812001001577700 

0.24 

0.30 

16,913.35 

0.24 

0.01 

0.25 

0.05 

0.49 

0.03 

0.0300 

- 

- 

- 

0.030 

0.065 

0.315 

0.016 

0.299 

0.267 

89.22 

Semi Critical 

Chandwaji 

0812001001577400 

0.24 

0.04 

34.19 

0.04 

- 

0.04 

0.02 

0.23 

0.00 

- 

- 

- 

- 

- 

0.004 

0.047 

0.002 

0.045 

0.073 

164.24 

Over Exploited 



0.01 

0.00 

31,275.37 

0.00 

- 

0.00 

0.02 

0.18 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.031 

3,121.36 

Over Exploited 

Charanwas @ Kali Pahar 

0812001101587800 

0.22 

0.00 

223,029.52 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.026 

869.99 

Over Exploited 



0.08 

0.01 

86.01 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.009 

0.038 

428.34 

Over Exploited 

Charanwas Gajaji 

0812001101586100 

0.22 

0.11 

10.19 

0.12 

0.01 

0.13 

0.07 

0.63 

0.01 

0.0400 

- 

- 

- 

0.040 

0.053 

0.188 

0.009 

0.178 

0.376 

210.39 

Over Exploited 

Chaumukha 

0812001101597200 

0.22 

0.00 

1,165.60 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.037 

5,329.51 

Over Exploited 

Chitanukalan 

0812001001576100 

0.24 

0.07 

33,918.50 

0.08 

- 

0.08 

0.02 

0.22 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.099 

0.005 

0.094 

0.402 

428.89 

Over Exploited 



0.01 

0.00 

143,689.25 

0.00 

- 

0.00 

0.02 

0.19 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.223 

1,839.10 

Over Exploited 

Chugalpura 

0812001101595100 

0.22 

0.00 

15,992.64 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dantala Gujran 

0812001101587300 

0.09 

0.13 

- 

0.13 

- 

0.13 

0.05 

0.45 

0.01 

0.0100 

- 

- 

- 

0.010 

0.025 

0.153 

0.015 

0.138 

0.330 

239.87 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.004 

0.052 

1,208.23 

Over Exploited 

Dantala Meena 

0812001101588000 

0.09 

0.04 

- 

0.04 

- 

0.04 

0.03 

0.34 

0.00 

0.0100 

- 

- 

- 

0.010 

0.015 

0.055 

0.005 

0.049 

0.328 

664.83 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dedwari 

0812001101590000 

0.09 

0.05 

(54.72) 

0.04 

- 

0.04 

0.04 

0.35 

0.01 

- 

- 

- 

- 

- 

0.006 

0.046 

0.002 

0.044 

0.107 

243.58 

Over Exploited 



0.08 

0.02 

(123.16) 

0.02 

- 

0.02 

0.02 

0.23 

0.00 

- 

- 

- 

- 

- 

0.002 

0.018 

0.001 

0.017 

0.069 

401.40 

Over Exploited 

Dhaler 

0812001101586000 

0.22 

0.37 

(25.63) 

0.30 

0.01 

0.31 

0.06 

0.62 

0.04 

0.0300 

- 

- 

- 

0.030 

0.074 

0.381 

0.019 

0.362 

0.324 

89.53 

Semi Critical 

Dhaula 

0812001101586800 

0.09 

0.02 

121.28 

0.02 

- 

0.02 

0.01 

0.13 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.033 

0.002 

0.032 

0.183 

576.74 

Over Exploited 



0.08 

0.04 

31.47 

0.05 

- 

0.05 

0.02 

0.21 

0.01 

0.0100 

- 

- 

- 

0.010 

0.015 

0.066 

0.003 

0.063 

0.269 

426.16 

Over Exploited 

Dheerawas 

0812001101586900 

0.09 

0.00 

(80.88) 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.018 

3,956.73 

Over Exploited 



0.08 

0.00 

77.14 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.007 

10,417.28 

Over Exploited 

Dhekla 

0812001101587200 

0.09 

0.02 

- 

0.02 

- 

0.02 

0.03 

0.24 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.035 

0.003 

0.031 

0.155 

493.07 

Over Exploited 



0.08 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.18 

0.00 

- 

- 

- 

- 

- 

0.001 

0.012 

0.001 

0.011 

0.103 

964.77 

Over Exploited 

Ghata Jaldhari 

0812001101591300 

0.08 

0.01 

(93.47) 

0.02 

- 

0.02 

0.02 

0.17 

0.00 

- 

- 

- 

- 

- 

0.002 

0.017 

0.001 

0.016 

0.042 

265.03 

Over Exploited 

Ghati Ghan Shyampura 

0812001101594700 

0.22 

0.00 

1,561.77 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.025 

2,207.06 

Over Exploited 



0.08 

0.15 

(367.59) 

0.12 

- 

0.12 

0.06 

0.57 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.150 

0.007 

0.142 

0.196 

137.41 

Over Exploited 

Godiyana 

0812001101591800 

0.09 

0.00 

58.62 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.008 

573.62 

Over Exploited 



0.08 

0.19 

35,116.75 

0.15 

- 

0.15 

0.05 

0.46 

0.02 

- 

- 

- 

- 

- 

0.021 

0.170 

0.008 

0.161 

0.117 

72.41 

Semi Critical 

Gopalgarh 

0812001101597600 

0.22 

0.02 

290.09 

0.03 

- 

0.03 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.003 

0.032 

0.002 

0.030 

0.109 

360.54 

Over Exploited 



0.08 

0.15 

(51.34) 

0.12 

- 

0.12 

0.03 

0.34 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.148 

0.007 

0.141 

0.256 

181.82 

Over Exploited 

Harchandpura @kankarwa 

0812001001577100 

0.24 

0.03 

124.99 

0.04 

- 

0.04 

0.02 

0.16 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.049 

0.002 

0.046 

0.121 

261.81 

Over Exploited 

Haripura Brahmanan 

0812001101584200 

0.22 

0.00 

57,424.72 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

0.000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jaichand Pura 

0812001101586400 

0.22 

0.20 

28.43 

0.24 

0.02 

0.26 

0.05 

0.47 

0.02 

0.0700 

- 

- 

0.000 

0.070 

0.094 

0.359 

0.018 

0.341 

0.606 

177.83 

Over Exploited 



0.08 

0.01 

189.45 

0.01 

- 

0.01 

0.02 

0.16 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.022 

0.001 

0.021 

0.115 

553.83 

Over Exploited 

Jaisingh Nagar 

0812001001577500 

0.24 

0.04 

21.50 

0.05 

- 

0.05 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.005 

0.059 

0.003 

0.056 

0.074 

131.74 

Over Exploited 



0.01 

0.00 

464.53 

0.00 

0.00 

0.01 

0.04 

0.36 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.006 

0.000 

0.006 

0.062 

1,064.31 

Over Exploited 

Jamwa Ramgarh 

0812001101597300 

0.22 

0.28 

(20.93) 

0.23 

0.01 

0.24 

0.03 

0.31 

0.03 

0.0200 

- 

- 

- 

0.020 

0.052 

0.288 

0.014 

0.274 

0.838 

306.16 

Over Exploited 

Jhol 

0812001101603500 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.008 

3,775.28 

Over Exploited 

Jindon Ki Dhani 

0812001101590200 

0.22 

0.09 

(9.43) 

0.08 

- 

0.08 

0.06 

0.63 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.104 

0.005 

0.099 

0.208 

210.46 

Over Exploited 



0.08 

0.00 

6,800.06 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jugalpura 

0812001001578000 

0.24 

0.18 

242,481.41 

0.18 

- 

0.18 

0.04 

0.35 

0.02 

0.0100 

- 

- 

- 

0.010 

0.031 

0.215 

0.011 

0.204 

0.375 

183.76 

Over Exploited 



0.01 

0.00 

68,337.11 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.051 

10,265.75 

Over Exploited 

Kalwad Kalan & Khurd 

0812001001578400 

0.24 

0.00 

10,881.68 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Kanwarpura 

0812001001577000 

0.24 

0.09 

15.16 

0.11 

0.01 

0.12 

0.03 

0.31 

0.01 

0.0200 

- 

- 

0.000 

0.020 

0.031 

0.147 

0.007 

0.140 

0.219 

156.68 

Over Exploited 

Kelanwas 

0812001101591500 

0.22 

0.16 

5,201.90 

0.15 

- 

0.15 

0.05 

0.49 

0.02 

0.0100 

- 

- 

- 

0.010 

0.028 

0.180 

0.009 

0.171 

0.400 

234.00 

Over Exploited 



0.08 

0.00 

701.94 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kolyana 

0812001101595000 

0.22 

0.00 

118,604.32 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.039 

1,260.72 

Over Exploited 

Kushalpura 

0812001001577900 

0.24 

0.46 

(47.15) 

0.37 

0.01 

0.38 

0.06 

0.57 

0.05 

0.0400 

- 

- 

- 

0.040 

0.094 

0.474 

0.024 

0.450 

0.341 

75.82 

Semi Critical 



0.01 

0.00 

8,814.40 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ladipura 

0812001101586600 

0.09 

0.00 

1,051.75 

0.00 

- 

0.00 

0.00 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.024 

2,751.91 

Over Exploited 



0.22 

0.26 

0.99 

0.26 

0.02 

0.28 

0.06 

0.58 

0.03 

0.0600 

- 

- 

0.001 

0.061 

0.091 

0.372 

0.019 

0.354 

0.578 

163.47 

Over Exploited 

Lamya Mewal 

0812001001576300 

0.01 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Maid Rajsinghpura 

0812001101597400 

0.22 

0.36 

(39.00) 

0.29 

0.01 

0.30 

0.06 

0.62 

0.04 

0.0400 

- 

- 

- 

0.040 

0.081 

0.379 

0.019 

0.360 

1.105 

306.51 

Over Exploited 

Majipura 

0812001101587500 

0.22 

0.68 

(27.28) 

0.55 

0.01 

0.56 

0.06 

0.59 

0.08 

0.0300 

- 

- 

0.000 

0.030 

0.109 

0.667 

0.033 

0.633 

0.320 

50.57 

Safe 



0.08 

0.00 

376.20 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

256.50 

Over Exploited 

Maliwas 

0812001101588100 

0.09 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.14 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.019 

523.24 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Quartzite 

0.547 

-0.03 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.003 

0.23 

0.37 


Manpura Mancheri 

0812001001575600 

13.180 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.296 

0.27 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.10 

0.002 

0.01 

0.02 







Non-command 

Quartzite 

0.322 

0.27 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.06 

0.002 

0.01 

0.02 


Mathasoola 

0812001101588200 

12.130 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.756 

0.02 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.10 

0.004 

0.04 

0.06 







Non-command 

Quartzite 

1.346 

0.02 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.14 

0.007 

0.06 

0.10 


Nangal Tulsidas 

0812001101591200 

3.716 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.001 

0.69 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

1.033 

0.69 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.005 

0.16 

0.26 


Narpatyawas 

0812001101594900 

4.249 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.337 

0.11 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.002 

0.05 

0.07 


Nimbhi 

0812001101591400 

10.692 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.799 

0.33 

0.200 

0.06 

0.00 

0.00 

0.00 

0.00 

0.45 

0.27 

0.21 

0.029 

0.31 

0.51 







Non-command 

Quartzite 

1.588 

0.33 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.008 

0.08 

0.14 


Noorpur 

0812001101585900 

2.655 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.112 

0.53 

0.200 

0.04 

0.01 

0.00 

0.00 

0.00 

0.15 

0.10 

0.15 

0.006 

0.24 

0.35 


Paleeton Ki Dhani 

0812001101590500 

3.100 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.189 

0.59 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.03 

0.06 







Non-command 

Quartzite 

1.044 

0.59 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.005 

0.19 

0.32 


Pali 

0812001101590900 

4.067 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.334 

0.99 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.05 

0.002 

0.05 

0.08 


Papar 

0812001101602700 

13.854 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.504 

0.09 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.003 

0.02 

0.03 







Non-command 

Quartzite 

1.566 

0.09 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.008 

0.06 

0.10 


Peelwa 

0812001001577200 

2.830 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.108 

0.45 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.001 

0.02 

0.03 







Non-command 

Quartzite 

0.436 

0.45 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.003 

0.09 

0.12 


Puth Ka Bas @ Chawa Ka 

0812001001575500 

6.637 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.249 

0.45 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.002 

0.02 

0.03 







Non-command 

Quartzite 

0.204 

0.45 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.02 

0.02 


Raisar 

0812001101588600 

9.954 

Fresh 

Non-command 

Non-command 

Quartzite 

0.088 

0.07 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Rajpurwas Chandwaji 

0812001001577600 

1.810 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.708 

0.49 

0.150 

0.08 

0.01 

0.00 

0.00 

0.00 

0.20 

0.13 

0.32 

0.011 

0.52 

0.77 







Non-command 

Quartzite 

0.101 

0.49 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.03 

0.05 


Rajpurwas Tala 

0812001101587600 

7.156 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.993 

0.51 

0.200 

0.04 

0.01 

0.00 

0.00 

0.00 

0.34 

0.22 

0.15 

0.015 

0.24 

0.36 







Non-command 

Quartzite 

2.254 

0.51 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.06 

0.011 

0.18 

0.27 


Rampura @ Baniyawala 

0812001001578200 

3.997 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.280 

0.51 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.002 

0.04 

0.06 


Rampura Bas Samred 

0812001101589700 

2.115 

Fresh 

Non-command 

Non-command 

Quartzite 

1.202 

0.13 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.09 

0.006 

0.32 

0.53 


Rampurawas Ramgarh 

0812001101601000 

6.217 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.278 

0.10 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.001 

0.02 

0.04 


Raopura 

0812001101586200 

1.352 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.235 

0.54 

0.200 

0.08 

0.01 

0.00 

0.00 

0.00 

0.20 

0.14 

0.33 

0.006 

0.51 

0.76 


Ratanpura Haripura 

0812001101584300 

4.227 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.690 

0.49 

0.200 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.08 

0.003 

0.09 

0.13 


Ratanpura Jatan 

0812001101584400 

1.580 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.166 

0.50 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.001 

0.06 

0.08 


Roondal 

0812001001575700 

14.033 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.039 

0.10 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Salarwas 

0812001001577300 

3.350 

Fresh 

Non-command 

Non-command 

Quartzite 

0.033 

0.43 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Samred Kalan 

0812001101591900 

9.146 

Fresh 

Non-command 

Non-command 

Quartzite 

5.827 

0.27 

0.020 

0.19 

0.01 

0.00 

0.00 

0.00 

0.21 

0.13 

0.72 

0.029 

0.36 

0.60 


Samred Khurd 

0812001101589800 

4.891 

Fresh 

Non-command 

Non-command 

Quartzite 

4.886 

0.18 

0.020 

0.11 

0.01 

0.00 

0.00 

0.00 

0.12 

0.07 

0.43 

0.024 

0.57 

0.94 


Sau 

0812001101600800 

12.107 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.979 

0.24 

0.200 

0.08 

0.00 

0.00 

0.00 

0.00 

0.36 

0.22 

0.26 

0.030 

0.28 

0.47 







Non-command 

Quartzite 

0.453 

0.24 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.02 

0.04 


Sau Sareen 

0812001101600900 

4.267 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.213 

0.23 

0.200 

0.04 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.17 

0.006 

0.16 

0.26 







Non-command 

Quartzite 

0.670 

0.23 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.05 

0.003 

0.09 

0.15 


Shyampura 

0812001001577800 

4.011 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.902 

0.52 

0.150 

0.12 

0.02 

0.00 

0.00 

0.00 

0.40 

0.27 

0.45 

0.024 

0.55 

0.82 


Sirohi 

0812001001575900 

7.036 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.915 

0.25 

0.150 

0.06 

0.00 

0.00 

0.00 

0.00 

0.13 

0.10 

0.23 

0.012 

0.15 

0.20 







Non-command 

Quartzite 

0.281 

0.25 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.002 

0.02 

0.03 


Sundarpura 

0812001001576200 

2.076 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.095 

0.41 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.001 

0.02 

0.04 







Non-command 

Quartzite 

1.536 

0.41 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.22 

0.009 

0.40 

0.57 


Sunder Ka Bas 

0812001001576400 

3.604 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.250 

0.35 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.002 

0.04 

0.05 







Non-command 

Quartzite 

0.609 

0.35 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.06 

0.004 

0.09 

0.13 


Surethi 

0812001101591600 

2.823 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.393 

0.50 

0.200 

0.09 

0.00 

0.00 

0.00 

0.00 

0.23 

0.14 

0.35 

0.007 

0.28 

0.47 







Non-command 

Quartzite 

1.305 

0.50 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.17 

0.006 

0.26 

0.44 


Tala 

0812001101587400 

14.145 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.751 

0.47 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.13 

0.08 

0.26 

0.034 

0.27 

0.43 







Non-command 

Younger Alluvium 

1.193 

0.47 

0.200 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.08 

0.006 

0.05 

0.08 







Non-command 

Quartzite 

5.487 

0.47 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.06 

0.18 

0.027 

0.22 

0.35 


Toda Meena 

0812001101590100 

15.483 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.475 

0.48 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.05 

0.002 

0.02 

0.03 







Non-command 

Younger Alluvium 

4.486 

0.48 

0.200 

0.19 

0.01 

0.00 

0.00 

0.00 

0.61 

0.37 

0.76 

0.022 

0.17 

0.27 







Non-command 

Quartzite 

6.193 

0.48 

0.020 

0.13 

0.01 

0.00 

0.00 

0.00 

0.18 

0.11 

0.48 

0.031 

0.23 

0.37 


Vishanpura 

0812001101597500 

14.811 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

7.362 

0.27 

0.200 

0.04 

0.00 

0.00 

0.00 

0.00 

0.44 

0.27 

0.12 

0.037 

0.28 

0.47 







Non-command 

Quartzite 

0.400 

0.27 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.02 

0.03 

03001020 

Ambari 

0811000301387500 

3.717 

Fresh 

Non-command 

Non-command 

Quartzite 

3.214 

0.15 

0.020 

0.12 

0.02 

0.00 

0.00 

0.00 

0.11 

0.12 

0.44 

0.028 

0.50 

0.45 


Bairawanda 

0811000301387100 

16.053 

Fresh 

Non-command 

Non-command 

Quartzite 

9.635 

-0.01 

0.020 

0.32 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

1.14 

0.084 

0.34 

0.32 


Banepura 

0811000301389400 

1.884 

Fresh 

Non-command 

Non-command 

Quartzite 

0.282 

-0.62 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.002 

0.09 

0.08 






Madho Sagar 

Command 

Younger Alluvium 

1.368 

-0.62 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.012 

0.45 

0.40 







Command 

Quartzite 

0.234 

-0.62 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.08 

0.07 


Barh Bairawanda 

0811000301387700 

0.834 

Fresh 

Non-command 

Non-command 

Quartzite 

0.834 

0.33 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.05 

0.05 

0.19 

0.007 

0.58 

0.53 


Baseri 

0811000301389600 

3.630 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.000 

-1.45 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

0.005 

-1.45 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhalpur 

0811000301378800 

8.530 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.372 

0.14 

0.150 

0.16 

0.01 

0.00 

0.00 

0.00 

0.27 

0.29 

0.57 

0.047 

0.37 

0.35 







Non-command 

Quartzite 

0.603 

0.14 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.06 

0.005 

0.04 

0.04 


Bhanwarwara 

0809000201197500 

3.237 

Fresh 

Non-command 

Non-command 

Quartzite 

0.016 

0.50 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhaogarh 

0811000301389500 

1.973 

Fresh 

Non-command 

Non-command 

Quartzite 

0.065 

-1.21 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.02 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.08 

0.01 

- 

0.01 

- 

0.01 

0.03 

0.25 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.009 

0.032 

346.97 

Over Exploited 

Manpura Mancheri 

081200100157560C 

0.24 

0.00 

2,620.76 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.098 

9,170.64 

Over Exploited 



0.01 

0.00 

37,394.39 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.064 

######### 

Over Exploited 

Mathasoola 

0812001101588200 

0.09 

0.00 

673.34 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.101 

3,338.07 

Over Exploited 



0.08 

0.01 

266.69 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.019 

0.001 

0.018 

0.151 

836.72 

Over Exploited 

Nangal Tulsidas 

0812001101591200 

0.22 

0.00 

155,726.42 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.01 

12.07 

0.01 

- 

0.01 

0.02 

0.18 

0.00 

- 

- 

- 

- 

- 

0.001 

0.016 

0.001 

0.015 

0.031 

202.47 

Over Exploited 

Narpatyawas 

0812001101594900 

0.22 

0.00 

231.86 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.039 

925.90 

Over Exploited 

Nimbhi 

0812001101591400 

0.22 

0.38 

473,613.06 

0.31 

- 

0.31 

0.04 

0.35 

0.04 

0.0100 

- 

- 

- 

0.010 

0.054 

0.361 

0.018 

0.343 

0.238 

69.40 

Safe 



0.08 

0.01 

15.03 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.001 

0.014 

0.001 

0.013 

0.036 

277.42 

Over Exploited 

Noorpur 

0812001101585900 

0.22 

0.06 

75.89 

0.07 

0.01 

0.08 

0.03 

0.26 

0.01 

0.0200 

- 

- 

- 

0.020 

0.027 

0.106 

0.005 

0.101 

0.160 

157.90 

Over Exploited 

Paleeton Ki Dhani 

0812001101590500 

0.22 

0.00 

843.72 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.012 

659.20 

Over Exploited 



0.08 

0.01 

370.59 

0.01 

- 

0.01 

0.02 

0.21 

0.00 

- 

- 

- 

- 

- 

0.002 

0.015 

0.001 

0.014 

0.024 

174.63 

Over Exploited 

Pali 

0812001101590900 

0.22 

0.00 

110,331.97 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.053 

1,441.94 

Over Exploited 

Papar 

0812001101602700 

0.22 

0.00 

418.59 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.029 

1,019.49 

Over Exploited 



0.08 

0.01 

0.63 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.008 

0.051 

606.88 

Over Exploited 

Peelwa 

0812001001577200 

0.24 

0.00 

2,085.04 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.025 

3,618.45 

Over Exploited 



0.01 

0.00 

2,476.19 

0.00 

- 

0.00 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.034 

7,223.28 

Over Exploited 

Puth Ka Bas @ Chawa Ka 

0812001001575500 

0.24 

0.00 

53,620.59 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.037 

2,463.72 

Over Exploited 



0.01 

0.00 

24,256.77 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.017 

60,362.48 

Over Exploited 

Raisar 

0812001101588600 

0.08 

0.00 

61.49 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.005 

15,612.01 

Over Exploited 

Rajpurwas Chandwaji 

0812001001577600 

0.24 

0.22 

(37.63) 

0.17 

0.01 

0.18 

0.06 

0.59 

0.03 

0.0400 

- 

- 

- 

0.040 

0.065 

0.247 

0.012 

0.235 

0.329 

139.95 

Over Exploited 



0.01 

0.00 

2,139.25 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.017 

42,508.54 

Over Exploited 

Rajpurwas Tala 

0812001101587600 

0.22 

0.16 

40.71 

0.19 

0.01 

0.20 

0.03 

0.26 

0.02 

0.0200 

- 

- 

0.000 

0.020 

0.038 

0.235 

0.012 

0.223 

0.164 

73.44 

Semi Critical 



0.08 

0.03 

(12.77) 

0.03 

- 

0.03 

0.02 

0.20 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.042 

0.002 

0.040 

0.068 

172.22 

Over Exploited 

Rampura @ Baniyawala 

0812001001578200 

0.24 

0.00 

685.27 

0.00 

0.00 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

0.000 

0.003 

0.026 

742.05 

Over Exploited 

Rampura Bas Samred 

0812001101589700 

0.08 

0.03 

196.29 

0.02 

- 

0.02 

0.04 

0.36 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.037 

0.002 

0.035 

0.095 

271.36 

Over Exploited 

Rampurawas Ramgarh 

0812001101601000 

0.22 

0.00 

135.71 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.014 

753.34 

Over Exploited 

Raopura 

0812001101586200 

0.22 

0.14 

(2.26) 

0.14 

0.01 

0.15 

0.06 

0.57 

0.02 

0.0400 

- 

- 

0.000 

0.040 

0.056 

0.203 

0.010 

0.193 

0.334 

173.54 

Over Exploited 

Ratanpura Haripura 

0812001101584300 

0.22 

0.01 

350.38 

0.02 

- 

0.02 

0.01 

0.10 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.028 

0.001 

0.027 

0.078 

290.24 

Over Exploited 

Ratanpura Jatan 

0812001101584400 

0.22 

0.00 

724.28 

0.00 

0.00 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

0.002 

0.002 

0.002 

0.006 

0.000 

0.005 

0.038 

699.02 

Over Exploited 

Roondal 

0812001001575700 

0.24 

0.00 

129,083.83 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Salarwas 

0812001001577300 

0.01 

0.00 

11,392.94 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Samred Kalan 

0812001101591900 

0.08 

0.17 

19,878.48 

0.13 

0.01 

0.14 

0.04 

0.41 

0.02 

0.0300 

- 

- 

- 

0.030 

0.049 

0.193 

0.010 

0.183 

0.749 

408.43 

Over Exploited 

Samred Khurd 

0812001101589800 

0.08 

0.22 

(68.29) 

0.18 

0.01 

0.19 

0.06 

0.64 

0.03 

0.0200 

- 

- 

0.001 

0.021 

0.047 

0.236 

0.012 

0.224 

0.449 

200.57 

Over Exploited 

Sau 

0812001101600800 

0.22 

0.37 

653,746.58 

0.30 

- 

0.30 

0.03 

0.31 

0.04 

0.0100 

- 

- 

- 

0.010 

0.052 

0.348 

0.017 

0.331 

0.294 

88.78 

Semi Critical 



0.08 

0.00 

67.98 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.016 

1,683.14 

Over Exploited 

Sau Sareen 

0812001101600900 

0.22 

0.04 

11,087.23 

0.04 

- 

0.04 

0.02 

0.18 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.057 

0.003 

0.054 

0.177 

328.66 

Over Exploited 



0.08 

0.00 

7,677.95 

0.00 

- 

0.00 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.054 

1,856.72 

Over Exploited 

Shyampura 

0812001001577800 

0.24 

0.51 

(47.50) 

0.41 

0.02 

0.43 

0.06 

0.61 

0.06 

0.0500 

- 

- 

- 

0.050 

0.109 

0.539 

0.027 

0.512 

0.478 

93.40 

Critical 

Sirohi 

0812001001575900 

0.24 

0.07 

111,654.31 

0.08 

- 

0.08 

0.02 

0.16 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.097 

0.005 

0.092 

0.243 

264.47 

Over Exploited 



0.01 

0.00 

13,737.05 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.020 

26,283.57 

Over Exploited 

Sundarpura 

0812001001576200 

0.24 

0.00 

1,893.49 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.023 

3,183.77 

Over Exploited 



0.01 

0.01 

730.96 

0.01 

0.00 

0.01 

0.05 

0.45 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.011 

0.018 

0.001 

0.017 

0.224 

1,288.65 

Over Exploited 

Sunder Ka Bas 

0812001001576400 

0.24 

0.00 

637.12 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.045 

1,589.43 

Over Exploited 



0.01 

0.00 

3,032.92 

0.00 

- 

0.00 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.068 

9,745.29 

Over Exploited 

Surethi 

0812001101591600 

0.22 

0.09 

59.09 

0.10 

- 

0.10 

0.03 

0.31 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.124 

0.006 

0.117 

0.354 

301.43 

Over Exploited 



0.08 

0.03 

15.65 

0.03 

- 

0.03 

0.03 

0.29 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.045 

0.002 

0.043 

0.172 

403.24 

Over Exploited 

Tala 

0812001101587400 

0.09 

0.16 

63,396.61 

0.13 

0.01 

0.14 

0.03 

0.30 

0.02 

0.0300 

- 

- 

- 

0.030 

0.049 

0.190 

0.010 

0.181 

0.294 

162.33 

Over Exploited 



0.22 

0.01 

181,423.20 

0.02 

- 

0.02 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.026 

0.001 

0.025 

0.083 

329.81 

Over Exploited 



0.08 

0.10 

(39.91) 

0.08 

0.01 

0.09 

0.03 

0.25 

0.01 

0.0200 

- 

- 

- 

0.020 

0.031 

0.118 

0.006 

0.113 

0.207 

184.20 

Over Exploited 

Toda Meena 

0812001101590100 

0.09 

0.00 

1,091.85 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.052 

5,618.37 

Over Exploited 



0.22 

0.15 

########## 

0.18 

0.01 

0.19 

0.02 

0.18 

0.02 

0.0300 

- 

- 

- 

0.030 

0.047 

0.233 

0.012 

0.221 

0.780 

352.89 

Over Exploited 



0.08 

0.09 

145,938.50 

0.09 

0.01 

0.10 

0.03 

0.25 

0.01 

0.0200 

- 

- 

- 

0.020 

0.030 

0.135 

0.007 

0.128 

0.514 

402.06 

Over Exploited 

Vishanpura 

0812001101597500 

0.22 

0.46 

(42.16) 

0.37 

- 

0.37 

0.03 

0.32 

0.05 

- 

- 

- 

- 

- 

0.052 

0.420 

0.021 

0.399 

0.161 

40.22 

Safe 



0.08 

0.00 

163.42 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

323.16 

Over Exploited 

Ambari 

0811000301387500 

0.10 

0.16 

533.72 

0.13 

0.02 

0.15 

0.05 

0.55 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.195 

0.010 

0.186 

0.467 

251.56 

Over Exploited 

Bairawanda 

0811000301387100 

0.10 

0.32 

- 

0.32 

0.04 

0.36 

0.03 

0.37 

- 

0.1300 

- 

- 

- 

0.130 

0.130 

0.489 

0.049 

0.440 

1.227 

278.66 

Over Exploited 

Banepura 

0811000301389400 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.002 

0.024 

1,033.64 

Over Exploited 



0.25 

0.15 

- 

0.15 

- 

0.15 

0.05 

0.50 

- 

- 

0.0003 

0.0003 

- 

0.001 

0.001 

0.155 

0.016 

0.140 

0.129 

92.23 

Critical 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

0.0000 

0.0001 

- 

0.000 

0.000 

0.002 

0.000 

0.002 

0.015 

870.95 

Over Exploited 

Barh Bairawanda 

0811000301387700 

0.10 

0.05 

2.31 

0.05 

0.01 

0.06 

0.06 

0.64 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.080 

0.004 

0.076 

0.200 

264.79 

Over Exploited 

Baseri 

0811000301389600 

0.25 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhalpur 

0811000301378800 

0.25 

0.50 

(43.12) 

0.40 

0.01 

0.41 

0.04 

0.41 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.431 

0.022 

0.410 

0.613 

149.59 

Over Exploited 



0.10 

0.00 

822.15 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.061 

2,125.78 

Over Exploited 

Bhanwarwara 

0809000201197500 

0.06 

0.00 

7,667.56 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhaogarh 

0811000301389500 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.014 

13,924.05 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Boojot 

081100030138850C 

4.425 

Fresh 

Non-command 

Non-command 

Quartzite 

0.068 

-0.23 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 






Madho Sagar 

Command 

Younger Alluvium 

1.706 

-0.23 

0.150 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.015 

0.23 

0.21 







Command 

Quartzite 

1.470 

-0.23 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.013 

0.20 

0.18 


Brahmbad 

0811000301378100 

2.455 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.767 

0.03 

0.150 

0.04 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.15 

0.015 

0.42 

0.39 


Chainpura 

0811000301388700 

1.387 

Fresh 

Madho Sagar 

Command 

Younger Alluvium 

0.962 

-0.55 

0.150 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.008 

0.43 

0.38 


Chak Ganipur 

0811000301385100 

0.894 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.068 

-0.37 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.05 

0.04 






Madho Sagar 

Command 

Younger Alluvium 

0.826 

-0.37 

0.150 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.007 

0.58 

0.51 


Chak Kalakho 

0811000301388200 

0.943 

Fresh 

Non-command 

Non-command 

Quartzite 

0.943 

0.03 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.13 

0.008 

0.58 

0.53 


Chak Vishala 

0811000201369100 

0.934 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.934 

-0.37 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.007 

0.59 

0.54 


Chandera 

0811000301378000 

5.213 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.226 

-0.22 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.002 

0.03 

0.02 







Non-command 

Younger Alluvium 

3.952 

-0.22 

0.150 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.034 

0.45 

0.41 


Chandoosa 

0811000301379400 

6.856 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.189 

-0.40 

0.150 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.054 

0.56 

0.50 







Non-command 

Quartzite 

0.635 

-0.40 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.006 

0.06 

0.05 


Chandpur 

0811000301386300 

1.432 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.886 

-0.55 

0.150 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.008 

0.38 

0.34 






Madho Sagar 

Command 

Younger Alluvium 

0.358 

-0.55 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.003 

0.15 

0.14 


Chirawanda 

0809000201202600 

30.113 

Fresh 

Non-command 

Non-command 

Quartzite 

4.839 

-0.35 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.020 

0.08 

0.07 


Darjapur 

0811000301379100 

0.562 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.562 

-0.21 

0.150 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.005 

0.61 

0.55 


Dawakhar 

0811000301387300 

4.058 

Fresh 

Non-command 

Non-command 

Quartzite 

1.634 

0.06 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.07 

0.08 

0.31 

0.014 

0.22 

0.20 


Dhulkot 

0811000301380100 

1.648 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.647 

-0.36 

0.150 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.55 

0.014 

0.62 

0.55 


Farraspura 

0811000301387900 

10.173 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.861 

0.21 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.06 

0.007 

0.05 

0.05 







Non-command 

Quartzite 

5.993 

0.21 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.12 

0.13 

0.33 

0.052 

0.35 

0.32 






Madho Sagar 

Command 

Younger Alluvium 

0.268 

0.21 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.002 

0.02 

0.01 







Command 

Quartzite 

0.172 

0.21 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 


Gadhora 

0811000301387400 

4.923 

Fresh 

Non-command 

Non-command 

Quartzite 

3.380 

0.17 

0.020 

0.15 

0.02 

0.00 

0.00 

0.00 

0.14 

0.16 

0.57 

0.029 

0.39 

0.35 


Gadoli 

0811000301389000 

10.097 

Fresh 

Non-command 

Non-command 

Quartzite 

6.852 

-0.48 

0.020 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.059 

0.41 

0.37 


Ganipur 

0811000301385300 

2.290 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.201 

-0.41 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.002 

0.05 

0.05 






Madho Sagar 

Command 

Younger Alluvium 

2.088 

-0.41 

0.150 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.018 

0.57 

0.50 


Garhi 

0811000301389200 

2.076 

Fresh 

Non-command 

Non-command 

Quartzite 

0.557 

-0.60 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.005 

0.17 

0.15 






Madho Sagar 

Command 

Younger Alluvium 

0.821 

-0.60 

0.150 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.007 

0.25 

0.22 







Command 

Quartzite 

0.698 

-0.60 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.006 

0.21 

0.18 


Geejgarh 

0811000301386200 

11.351 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.428 

-0.55 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.004 

0.02 

0.02 






Madho Sagar 

Command 

Younger Alluvium 

10.537 

-0.55 

0.150 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.55 

0.091 

0.58 

0.51 


Geroji 

0811000301388400 

1.156 

Fresh 

Non-command 

Non-command 

Quartzite 

0.566 

-0.22 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.005 

0.29 

0.26 






Madho Sagar 

Command 

Quartzite 

0.089 

-0.22 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.05 

0.04 


Gerota 

0811000301389100 

4.563 

Fresh 

Non-command 

Non-command 

Quartzite 

0.712 

-0.94 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.006 

0.10 

0.09 


Ghoomana 

0811000301388900 

5.721 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.050 

-0.54 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 







Non-command 

Quartzite 

0.870 

-0.54 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.008 

0.09 

0.08 






Madho Sagar 

Command 

Younger Alluvium 

3.860 

-0.54 

0.150 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.033 

0.42 

0.37 







Command 

Quartzite 

0.831 

-0.54 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.007 

0.09 

0.08 


Gilari 

0811000301384700 

2.458 

Fresh 

Madho Sagar 

Command 

Younger Alluvium 

2.458 

-0.55 

0.150 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.021 

0.62 

0.55 


Girdharipura 

0811000301385500 

1.542 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.267 

-0.71 

0.150 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.011 

0.51 

0.45 







Non-command 

Quartzite 

0.216 

-0.71 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.002 

0.09 

0.08 






Madho Sagar 

Command 

Younger Alluvium 

0.060 

-0.71 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.02 


Goojar Seemla 

0811000301378400 

2.528 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.528 

-0.13 

0.150 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.022 

0.60 

0.55 


Guna 

0809000201197400 

5.162 

Fresh 

Non-command 

Non-command 

Quartzite 

0.001 

0.56 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Heengi 

0811000301379500 

4.540 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.535 

-0.33 

0.150 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.039 

0.62 

0.55 


Heengwa 

0811000301385400 

3.485 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.132 

-0.42 

0.150 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.018 

0.38 

0.34 






Madho Sagar 

Command 

Younger Alluvium 

1.352 

-0.42 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.012 

0.24 

0.21 


Jagrampura Patti 

0811000301388100 

0.898 

Fresh 

Non-command 

Non-command 

Quartzite 

0.898 

0.09 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.25 

0.008 

0.58 

0.53 


Jagsahaipura 

0811000301389300 

1.449 

Fresh 

Madho Sagar 

Command 

Younger Alluvium 

1.449 

-0.56 

0.150 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.013 

0.62 

0.55 


Jaisinghpura 

0811000301388800 

2.223 

Fresh 

Madho Sagar 

Command 

Younger Alluvium 

2.223 

-0.56 

0.150 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.52 

0.019 

0.62 

0.55 


Jheejhan 

0811000301384300 

3.856 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.041 

-0.44 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Jodhya 

0811000301387600 

1.749 

Fresh 

Non-command 

Non-command 

Quartzite 

1.749 

0.21 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.07 

0.07 

0.27 

0.015 

0.58 

0.53 


Kailai 

0811000301384900 

2.639 

Fresh 

Madho Sagar 

Command 

Younger Alluvium 

2.639 

-0.48 

0.150 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.023 

0.62 

0.55 


Kalakho 

0811000301388300 

5.293 

Fresh 

Non-command 

Non-command 

Quartzite 

4.422 

-0.09 

0.020 

0.30 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.15 

0.038 

0.49 

0.44 


Kalwan 

0811000301384800 

9.200 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.441 

-0.59 

0.150 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.013 

0.10 

0.09 






Madho Sagar 

Command 

Younger Alluvium 

4.222 

-0.59 

0.150 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.74 

0.037 

0.29 

0.25 


Kaneti 

0809000101184100 

2.376 

Fresh 

Non-command 

Non-command 

Quartzite 

0.001 

-0.08 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Karori 

0811000301377800 

1.654 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.300 

-0.28 

0.150 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.003 

0.11 

0.10 


Kayampur 

0811000201369200 

2.305 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.769 

-0.41 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.006 

0.19 

0.18 







Non-command 

Younger Alluvium 

1.204 

-0.41 

0.150 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.010 

0.30 

0.28 


Khera Paharpur 

0811000301378500 

1.398 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.998 

-0.24 

0.150 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.009 

0.44 

0.39 


Kheri Ramla 

0811000301379600 

1.871 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.763 

-0.32 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.007 

0.25 

0.22 


Kherla 

0811000301379800 

3.959 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.187 

-0.32 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.010 

0.19 

0.16 


Kundera Doongar 

0811000301385700 

5.693 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.222 

-0.78 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.002 

0.02 

0.02 







Non-command 

Quartzite 

0.183 

-0.78 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.002 

0.02 

0.02 






Madho Sagar 

Command 

Younger Alluvium 

3.908 

-0.78 

0.150 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.72 

0.034 

0.43 

0.38 


Kundera Khurd 

0811000301385200 

0.839 

Fresh 

Madho Sagar 

Command 

Younger Alluvium 

0.839 

-0.40 

0.150 

0.22 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.88 

0.007 

0.62 

0.55 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Boojot 

0811000301388500 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.25 

0.10 

- 

0.10 

- 

0.10 

0.02 

0.26 

- 

0.0100 

0.0003 

0.0004 

- 

0.011 

0.011 

0.110 

0.011 

0.099 

0.164 

165.13 

Over Exploited 



0.10 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.22 

- 

- 

0.0003 

0.0003 

- 

0.001 

0.001 

0.024 

0.002 

0.021 

0.131 

611.05 

Over Exploited 

Brahmbad 

0811000301378100 

0.25 

0.19 

(72.88) 

0.15 

- 

0.15 

0.04 

0.47 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.159 

0.008 

0.151 

0.160 

106.16 

Over Exploited 

Chainpura 

0811000301388700 

0.25 

0.09 

- 

0.09 

- 

0.09 

0.05 

0.47 

- 

0.0100 

0.0002 

0.0002 

- 

0.010 

0.010 

0.099 

0.010 

0.089 

0.265 

297.67 

Over Exploited 

Chak Ganipur 

0811000301385100 

0.25 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.015 

2,024.36 

Over Exploited 



0.25 

0.12 

- 

0.12 

- 

0.12 

0.06 

0.64 

- 

0.0100 

0.0002 

0.0002 

- 

0.010 

0.010 

0.129 

0.013 

0.117 

0.228 

195.84 

Over Exploited 

Chak Kalakho 

0811000301388200 

0.10 

0.06 

(38.29) 

0.04 

- 

0.04 

0.06 

0.64 

- 

- 

- 

- 

- 

- 

- 

0.044 

0.002 

0.042 

0.133 

318.05 

Over Exploited 

Chak Vishala 

0811000201369100 

0.20 

0.11 

- 

0.11 

- 

0.11 

0.06 

0.65 

- 

- 

- 

- 

- 

- 

- 

0.109 

0.011 

0.099 

0.137 

139.43 

Over Exploited 

Chandera 

0811000301378000 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.018 

1,822.56 

Over Exploited 



0.25 

0.44 

- 

0.44 

- 

0.44 

0.05 

0.49 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.451 

0.045 

0.406 

0.425 

104.79 

Over Exploited 

Chandoosa 

0811000301379400 

0.25 

0.87 

- 

0.87 

- 

0.87 

0.06 

0.62 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.878 

0.088 

0.790 

0.371 

46.90 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.003 

0.036 

1,078.52 

Over Exploited 

Chandpur 

0811000301386300 

0.25 

0.09 

- 

0.09 

- 

0.09 

0.04 

0.43 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.095 

0.010 

0.086 

0.224 

261.46 

Over Exploited 



0.25 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.17 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.014 

0.001 

0.013 

0.093 

735.87 

Over Exploited 

Chirawanda 

0809000201202600 

0.06 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.035 

0.003 

0.031 

0.272 

873.26 

Over Exploited 

Darjapur 

0811000301379100 

0.25 

0.09 

- 

0.09 

- 

0.09 

0.07 

0.68 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.096 

0.010 

0.086 

0.143 

165.31 

Over Exploited 

Dawakhar 

0811000301387300 

0.10 

0.04 

(79.96) 

0.04 

0.01 

0.05 

0.02 

0.25 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.083 

0.004 

0.079 

0.323 

408.38 

Over Exploited 

Dhulkot 

0811000301380100 

0.25 

0.26 

- 

0.26 

0.01 

0.27 

0.07 

0.69 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.286 

0.029 

0.258 

0.563 

218.52 

Over Exploited 

Farraspura 

0811000301387900 

0.25 

0.01 

380.87 

0.01 

- 

0.01 

0.01 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.022 

0.067 

307.43 

Over Exploited 



0.10 

0.21 

(139.61) 

0.17 

0.01 

0.18 

0.04 

0.39 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.219 

0.011 

0.208 

0.380 

182.83 

Over Exploited 



0.25 

0.00 

1,838.95 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.024 

1,743.33 

Over Exploited 



0.10 

0.00 

263.19 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0000 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.006 

2,223.67 

Over Exploited 

Gadhora 

0811000301387400 

0.10 

0.13 

1,159.87 

0.15 

0.02 

0.17 

0.04 

0.42 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.235 

0.012 

0.223 

0.598 

268.46 

Over Exploited 

Gadoli 

0811000301389000 

0.10 

0.27 

- 

0.27 

- 

0.27 

0.04 

0.46 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.278 

0.028 

0.250 

0.294 

117.66 

Over Exploited 

Ganipur 

0811000301385300 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.01 

0.06 

- 

- 

- 

- 

0.000 

- 

- 

0.003 

0.000 

0.003 

0.024 

946.74 

Over Exploited 



0.25 

0.30 

- 

0.30 

0.00 

0.30 

0.06 

0.63 

- 

0.0100 

0.0004 

0.0005 

0.000 

0.011 

0.011 

0.308 

0.031 

0.277 

0.265 

95.58 

Critical 

Garhi 

0811000301389200 

0.10 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.001 

0.008 

0.098 

1,170.40 

Over Exploited 



0.25 

0.05 

- 

0.05 

- 

0.05 

0.03 

0.27 

- 

0.0100 

0.0002 

0.0002 

- 

0.010 

0.010 

0.061 

0.006 

0.055 

0.162 

296.54 

Over Exploited 



0.10 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.23 

- 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.015 

0.001 

0.013 

0.122 

910.68 

Over Exploited 

Geejgarh 

0811000301386200 

0.25 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.002 

0.028 

1,228.91 

Over Exploited 



0.25 

1.52 

- 

1.52 

0.01 

1.53 

0.06 

0.64 

- 

0.0200 

0.0020 

0.0024 

- 

0.024 

0.024 

1.550 

0.155 

1.395 

0.636 

45.63 

Safe 

Geroji 

0811000301388400 

0.10 

0.02 

- 

0.02 

- 

0.02 

0.03 

0.33 

- 

- 

- 

- 

- 

- 

- 

0.016 

0.002 

0.014 

0.116 

818.37 

Over Exploited 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.020 

5,844.89 

Over Exploited 

Gerota 

0811000301389100 

0.10 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.001 

0.006 

0.056 

967.58 

Over Exploited 

Ghoomana 

0811000301388900 

0.25 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.001 

0.007 

0.058 

783.30 

Over Exploited 



0.25 

0.40 

- 

0.40 

- 

0.40 

0.04 

0.46 

- 

0.0100 

0.0007 

0.0009 

- 

0.012 

0.012 

0.414 

0.041 

0.372 

0.279 

75.10 

Semi Critical 



0.10 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.10 

- 

- 

0.0002 

0.0002 

- 

0.000 

0.000 

0.008 

0.001 

0.007 

0.057 

809.71 

Over Exploited 

Gilari 

0811000301384700 

0.25 

0.38 

- 

0.38 

- 

0.38 

0.07 

0.69 

- 

- 

0.0005 

0.0006 

- 

0.001 

0.001 

0.384 

0.038 

0.346 

0.146 

42.34 

Safe 

Girdharipura 

0811000301385500 

0.25 

0.16 

- 

0.16 

- 

0.16 

0.06 

0.57 

- 

- 

- 

- 

- 

- 

- 

0.162 

0.016 

0.146 

0.144 

98.69 

Critical 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.026 

1,530.61 

Over Exploited 



0.25 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

2,283.65 

Over Exploited 

Goojar Seemla 

0811000301378400 

0.25 

0.38 

- 

0.38 

- 

0.38 

0.06 

0.67 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.391 

0.039 

0.352 

0.370 

105.20 

Over Exploited 

Guna 

0809000201197400 

0.06 

0.00 

(200.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Heengi 

0811000301379500 

0.25 

0.71 

- 

0.71 

- 

0.71 

0.07 

0.69 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.716 

0.072 

0.645 

0.271 

42.08 

Safe 

Heengwa 

0811000301385400 

0.25 

0.20 

- 

0.20 

- 

0.20 

0.04 

0.42 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.214 

0.021 

0.192 

0.207 

107.96 

Over Exploited 



0.25 

0.08 

- 

0.08 

- 

0.08 

0.03 

0.27 

- 

- 

0.0003 

0.0003 

- 

0.001 

0.001 

0.082 

0.008 

0.074 

0.132 

177.43 

Over Exploited 

Jagrampura Patti 

0811000301388100 

0.10 

0.05 

30.43 

0.06 

- 

0.06 

0.06 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.073 

0.004 

0.069 

0.256 

369.66 

Over Exploited 

Jagsahaipura 

0811000301389300 

0.25 

0.23 

- 

0.23 

- 

0.23 

0.07 

0.69 

- 

0.0100 

0.0003 

0.0003 

- 

0.011 

0.011 

0.236 

0.024 

0.213 

0.373 

175.15 

Over Exploited 

Jaisinghpura 

0811000301388800 

0.25 

0.35 

- 

0.35 

0.01 

0.36 

0.07 

0.69 

- 

0.0200 

0.0004 

0.0005 

- 

0.021 

0.021 

0.376 

0.038 

0.339 

0.535 

158.12 

Over Exploited 

Jheejhan 

0811000301384300 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.007 

3,828.66 

Over Exploited 

Jodhya 

0811000301387600 

0.10 

0.10 

(27.50) 

0.08 

0.01 

0.09 

0.06 

0.64 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.122 

0.006 

0.116 

0.281 

243.32 

Over Exploited 

Kailai 

0811000301384900 

0.25 

0.41 

- 

0.41 

- 

0.41 

0.07 

0.69 

- 

0.0100 

0.0005 

0.0006 

- 

0.011 

0.011 

0.423 

0.042 

0.381 

0.400 

105.07 

Over Exploited 

Kalakho 

0811000301388300 

0.10 

0.22 

- 

0.22 

0.01 

0.23 

0.05 

0.54 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.268 

0.027 

0.241 

1.187 

492.13 

Over Exploited 

Kalwan 

0811000301384800 

0.25 

0.04 

- 

0.04 

- 

0.04 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.045 

0.005 

0.041 

0.264 

648.81 

Over Exploited 



0.25 

0.30 

- 

0.30 

0.01 

0.31 

0.03 

0.32 

- 

0.0300 

0.0008 

0.0010 

- 

0.032 

0.032 

0.343 

0.034 

0.309 

0.781 

252.68 

Over Exploited 

Kaneti 

0809000101184100 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Karori 

0811000301377800 

0.25 

0.01 

- 

0.01 

0.00 

0.01 

0.01 

0.12 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.018 

0.002 

0.016 

0.148 

896.94 

Over Exploited 

Kayampur 

0811000201369200 

0.15 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.22 

- 

- 

- 

- 

- 

- 

- 

0.022 

0.002 

0.020 

0.121 

615.23 

Over Exploited 



0.20 

0.07 

- 

0.07 

- 

0.07 

0.03 

0.34 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.083 

0.008 

0.075 

0.226 

300.86 

Over Exploited 

Khera Paharpur 

0811000301378500 

0.25 

0.11 

- 

0.11 

- 

0.11 

0.05 

0.48 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.119 

0.012 

0.107 

0.225 

209.87 

Over Exploited 

Kheri Ramla 

0811000301379600 

0.25 

0.05 

- 

0.05 

0.00 

0.05 

0.03 

0.28 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.048 

0.005 

0.044 

0.050 

113.72 

Over Exploited 

Kherla 

0811000301379800 

0.25 

0.06 

- 

0.06 

0.00 

0.06 

0.02 

0.21 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.056 

0.006 

0.050 

0.024 

48.43 

Safe 

Kundera Doongar 

0811000301385700 

0.25 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.046 

3,764.74 

Over Exploited 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.024 

14,337.89 

Over Exploited 



0.25 

0.42 

- 

0.42 

0.01 

0.43 

0.05 

0.47 

- 

0.0300 

0.0007 

0.0009 

- 

0.032 

0.032 

0.460 

0.046 

0.414 

0.755 

182.22 

Over Exploited 

Kundera Khurd 

0811000301385200 

0.25 

0.13 

- 

0.13 

0.01 

0.14 

0.07 

0.69 

- 

0.0300 

0.0002 

0.0002 

- 

0.030 

0.030 

0.171 

0.017 

0.154 

0.891 

578.09 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Laka 

0811000301387200 

12.180 

Fresh 

Non-command 

Non-command 

Quartzite 

3.881 

-0.75 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.034 

0.18 

0.17 


Lakhanpur 

0811000301389800 

3.526 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.131 

-1.07 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.02 







Non-command 

Quartzite 

0.732 

-1.07 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.006 

0.13 

0.11 


Manpur 

0811000301377100 

6.169 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.080 

-0.35 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 


Maulai 

0811000301388000 

2.957 

Fresh 

Non-command 

Non-command 

Quartzite 

2.237 

0.07 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.19 

0.019 

0.45 

0.40 






Madho Sagar 

Command 

Quartzite 

0.025 

0.07 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 


Meena Seemla 

0811000301378300 

4.744 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.298 

0.29 

0.150 

0.09 

0.00 

0.00 

0.00 

0.00 

0.19 

0.20 

0.34 

0.020 

0.28 

0.27 


Morer 

0811000301386100 

1.870 

Fresh 

Madho Sagar 

Command 

Younger Alluvium 

1.870 

-0.55 

0.150 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.016 

0.62 

0.55 


Moroli 

0811000301382500 

10.368 

Fresh 

Non-command 

Non-command 

Quartzite 

2.768 

-1.05 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.024 

0.14 

0.14 


Mudiya Khera 

0811000301385900 

3.386 

Fresh 

Madho Sagar 

Command 

Younger Alluvium 

3.386 

-0.55 

0.150 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.029 

0.62 

0.55 


Muhana 

0809000201197300 

4.013 

Fresh 

Non-command 

Non-command 

Quartzite 

0.002 

0.43 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Murlipur 

0811000301380000 

2.030 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.506 

-0.34 

0.150 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.013 

0.46 

0.41 


Nahar Khora 

0811000301389900 

8.410 

Fresh 

Non-command 

Non-command 

Quartzite 

0.000 

-1.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Namner 

0811000301386000 

2.982 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.129 

-0.66 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.03 

0.02 







Non-command 

Quartzite 

0.198 

-0.66 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.002 

0.04 

0.04 






Madho Sagar 

Command 

Younger Alluvium 

2.647 

-0.66 

0.150 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.37 

0.023 

0.55 

0.49 







Command 

Quartzite 

0.005 

-0.66 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nandri 

0811000301379000 

3.716 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.891 

-0.10 

0.150 

0.41 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.60 

0.025 

0.47 

0.43 







Non-command 

Quartzite 

0.654 

-0.10 

0.020 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.006 

0.11 

0.10 


Nangal 

0811000101358500 

7.722 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.932 

-0.44 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.015 

0.15 

0.14 


Naya Gaon 

0811000301379300 

5.042 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.927 

-0.32 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.025 

0.35 

0.32 







Non-command 

Quartzite 

1.150 

-0.32 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.010 

0.14 

0.13 


Norangwara 

0811000201368800 

3.898 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.040 

-0.62 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Pancholi 

0811000301379900 

3.113 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.737 

-0.32 

0.150 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.52 

0.024 

0.55 

0.48 


Parli 

0811000301378200 

6.496 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.962 

0.08 

0.150 

0.13 

0.01 

0.00 

0.00 

0.00 

0.17 

0.18 

0.48 

0.034 

0.36 

0.34 


Parli Barh 

0811000301384600 

2.377 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.272 

-0.58 

0.150 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.011 

0.33 

0.29 






Madho Sagar 

Command 

Younger Alluvium 

0.772 

-0.58 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.007 

0.20 

0.18 


Patan 

0811000301388600 

2.766 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.008 

-0.43 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

0.003 

-0.43 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Madho Sagar 

Command 

Younger Alluvium 

2.065 

-0.43 

0.150 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.018 

0.46 

0.41 







Command 

Quartzite 

0.000 

-0.43 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Patti Kayampur 

0811000201369000 

2.999 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.906 

-0.55 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.007 

0.18 

0.16 







Non-command 

Younger Alluvium 

1.815 

-0.55 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.014 

0.35 

0.32 


Patti Salesingh 

0811000301378900 

0.622 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.256 

-0.27 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.002 

0.25 

0.23 


Peelori 

0811000301379700 

1.148 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.139 

-0.33 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.001 

0.08 

0.07 


Peepalki 

0811000301377000 

2.487 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.018 

-0.38 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rajahera 

0809000201197200 

2.724 

Fresh 

Non-command 

Non-command 

Quartzite 

0.000 

0.17 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ramera 

0811000301385600 

2.175 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.387 

-0.66 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.003 

0.11 

0.10 







Non-command 

Quartzite 

0.067 

-0.66 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.02 

0.02 






Madho Sagar 

Command 

Younger Alluvium 

1.719 

-0.66 

0.150 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.53 

0.015 

0.49 

0.43 


Ramgarh 

0811000301384500 

3.016 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.073 

-0.60 

0.150 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.009 

0.22 

0.20 


Ranoli 

0811000301382600 

11.260 

Fresh 

Non-command 

Non-command 

Quartzite 

2.259 

-1.31 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.020 

0.11 

0.11 


Sandera 

0809000201195600 

3.911 

Fresh 

Non-command 

Non-command 

Quartzite 

0.000 

-0.68 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sarundla 

0811000301386400 

7.375 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.471 

-0.53 

0.150 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.021 

0.21 

0.18 






Madho Sagar 

Command 

Younger Alluvium 

2.024 

-0.53 

0.150 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.018 

0.17 

0.15 


Seekri 

0811000301380200 

8.674 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.422 

-0.45 

0.150 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.047 

0.39 

0.34 






Madho Sagar 

Command 

Younger Alluvium 

0.324 

-0.45 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.003 

0.02 

0.02 


Sikrai 

0811000301385000 

8.559 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.148 

-0.40 

0.150 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.010 

0.08 

0.07 






Madho Sagar 

Command 

Younger Alluvium 

7.411 

-0.40 

0.150 

0.37 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.38 

0.064 

0.54 

0.48 


Sikrai Doongar 

0811000301385800 

5.250 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.252 

-0.76 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.002 

0.03 

0.03 







Non-command 

Quartzite 

0.023 

-0.76 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Madho Sagar 

Command 

Younger Alluvium 

4.033 

-0.76 

0.150 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.56 

0.035 

0.48 

0.42 


Sultanpura 

0811000301378600 

0.622 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.622 

-0.11 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.005 

0.61 

0.55 


Surer 

0811000301377900 

1.684 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.878 

-0.20 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.008 

0.31 

0.29 


Theekariya 

0811000301379200 

1.205 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.119 

-0.27 

0.150 

0.21 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.83 

0.010 

0.57 

0.51 


Torda 

0811000301387800 

8.817 

Fresh 

Non-command 

Non-command 

Quartzite 

1.427 

0.45 

0.020 

0.12 

0.02 

0.00 

0.00 

0.00 

0.11 

0.12 

0.45 

0.012 

0.10 

0.09 


Udaipura 

0811000301378700 

8.397 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.888 

0.30 

0.150 

0.21 

0.01 

0.00 

0.00 

0.00 

0.38 

0.40 

0.80 

0.034 

0.27 

0.26 


Udalwara 

0811000301387000 

3.533 

Fresh 

Non-command 

Non-command 

Quartzite 

0.078 

0.41 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 


Vishala 

0811000201368900 

2.178 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.006 

-0.60 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

1.106 

-0.60 

0.150 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.009 

0.30 

0.26 

03001021 

Andhi 

0812001101598100 

15.350 

Fresh 

Kharad 

Command 

Older Alluvium 

0.798 

0.56 

0.120 

0.01 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.05 

0.004 

0.03 

0.05 







Command 

Phyllite & Schist 

9.457 

0.56 

0.020 

0.11 

0.01 

0.00 

0.00 

0.01 

0.20 

0.12 

0.37 

0.047 

0.35 

0.57 


Asthal 

0812001101600300 

1.642 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.468 

0.66 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.05 

0.002 

0.16 

0.27 







Non-command 

Phyllite & Schist 

0.416 

0.66 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.002 

0.14 

0.24 







Non-command 

Quartzite 

0.712 

0.66 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.06 

0.004 

0.25 

0.41 






Kharad 

Command 

Phyllite & Schist 

0.034 

0.66 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Barh Booj 

0812001101607000 

0.565 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.058 

-0.17 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.06 

0.09 


Barh Khemawas 

0812001101606000 

0.317 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.317 

0.43 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.002 

0.57 

0.91 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Laka 

0811000301387200 

0.10 

0.07 

- 

0.07 

- 

0.07 

0.02 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.068 

0.007 

0.061 

0.111 

181.90 

Over Exploited 

Lakhanpur 

0811000301389800 

0.25 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

317.30 

Over Exploited 



0.10 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.001 

0.007 

0.047 

722.99 

Over Exploited 

Manpur 

0811000301377100 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.000 

- 

- 

0.000 

0.000 

0.000 

0.008 

4,453.26 

Over Exploited 

Maulai 

0811000301388000 

0.10 

0.10 

(339.69) 

0.08 

- 

0.08 

0.05 

0.49 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.088 

0.004 

0.083 

0.204 

244.86 

Over Exploited 



0.10 

0.00 

(500.00) 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Meena Seemla 

0811000301378300 

0.25 

0.16 

22.79 

0.20 

- 

0.20 

0.03 

0.31 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.206 

0.010 

0.196 

0.359 

183.47 

Over Exploited 

Morer 

0811000301386100 

0.25 

0.29 

- 

0.29 

0.00 

0.29 

0.07 

0.69 

- 

0.0100 

0.0004 

0.0004 

0.000 

0.011 

0.011 

0.303 

0.030 

0.272 

0.287 

105.41 

Over Exploited 

Moroli 

0811000301382500 

0.10 

0.04 

- 

0.04 

- 

0.04 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.038 

0.004 

0.035 

0.057 

164.92 

Over Exploited 

Mudiya Khera 

0811000301385900 

0.25 

0.53 

- 

0.53 

- 

0.53 

0.07 

0.69 

- 

0.0100 

0.0006 

0.0008 

- 

0.011 

0.011 

0.540 

0.054 

0.486 

0.319 

65.74 

Safe 

Muhana 

0809000201197300 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Murlipur 

0811000301380000 

0.25 

0.17 

- 

0.17 

- 

0.17 

0.05 

0.51 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.184 

0.018 

0.166 

0.187 

112.79 

Over Exploited 

Nahar Khora 

0811000301389900 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Namner 

0811000301386000 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.016 

1,774.90 

Over Exploited 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.030 

4,010.52 

Over Exploited 



0.25 

0.37 

- 

0.37 

0.00 

0.37 

0.06 

0.61 

- 

0.0100 

0.0005 

0.0006 

0.000 

0.011 

0.011 

0.378 

0.038 

0.340 

0.393 

115.59 

Over Exploited 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nandri 

0811000301379000 

0.25 

0.34 

- 

0.34 

0.02 

0.36 

0.05 

0.52 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.420 

0.042 

0.378 

1.621 

429.06 

Over Exploited 



0.10 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.002 

0.015 

0.324 

2,145.24 

Over Exploited 

Nangal 

0811000101358500 

0.22 

0.06 

- 

0.06 

0.00 

0.06 

0.02 

0.16 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.073 

0.007 

0.066 

0.357 

540.68 

Over Exploited 

Naya Gaon 

0811000301379300 

0.25 

0.26 

- 

0.26 

- 

0.26 

0.04 

0.39 

- 

- 

- 

- 

- 

- 

- 

0.257 

0.026 

0.231 

0.120 

52.08 

Safe 



0.10 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.015 

0.002 

0.014 

0.046 

336.23 

Over Exploited 

Norangwara 

0811000201368800 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pancholi 

0811000301379900 

0.25 

0.38 

- 

0.38 

0.01 

0.39 

0.06 

0.61 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.405 

0.041 

0.365 

0.548 

150.19 

Over Exploited 

Parli 

0811000301378200 

0.25 

0.36 

(49.70) 

0.29 

0.01 

0.30 

0.04 

0.40 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.316 

0.016 

0.300 

0.512 

170.86 

Over Exploited 

Parli Barh 

0811000301384600 

0.25 

0.11 

- 

0.11 

0.00 

0.11 

0.04 

0.37 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.116 

0.012 

0.104 

0.167 

160.14 

Over Exploited 



0.25 

0.04 

- 

0.04 

0.00 

0.04 

0.02 

0.22 

- 

- 

0.0001 

0.0002 

0.000 

0.000 

0.000 

0.039 

0.004 

0.035 

0.100 

281.02 

Over Exploited 

Patan 

0811000301388600 

0.25 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.25 

0.24 

- 

0.24 

- 

0.24 

0.05 

0.51 

- 

0.0100 

0.0004 

0.0005 

- 

0.011 

0.011 

0.246 

0.025 

0.221 

0.378 

170.68 

Over Exploited 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Patti Kayampur 

0811000201369000 

0.15 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.024 

0.002 

0.021 

0.036 

168.46 

Over Exploited 



0.20 

0.13 

- 

0.13 

- 

0.13 

0.04 

0.39 

- 

- 

- 

- 

- 

- 

- 

0.128 

0.013 

0.115 

0.079 

69.03 

Safe 

Patti Salesingh 

0811000301378900 

0.25 

0.02 

- 

0.02 

- 

0.02 

0.03 

0.28 

- 

- 

- 

- 

- 

- 

- 

0.016 

0.002 

0.015 

0.052 

357.19 

Over Exploited 

Peelori 

0811000301379700 

0.25 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.002 

0.066 

2,825.97 

Over Exploited 

Peepalki 

0811000301377000 

0.25 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rajah era 

0809000201197200 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ramera 

0811000301385600 

0.25 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.010 

0.119 

1,233.69 

Over Exploited 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.017 

14,211.42 

Over Exploited 



0.25 

0.21 

- 

0.21 

0.01 

0.22 

0.05 

0.55 

- 

0.0200 

0.0003 

0.0004 

- 

0.021 

0.021 

0.243 

0.024 

0.218 

0.540 

247.32 

Over Exploited 

Ramgarh 

0811000301384500 

0.25 

0.06 

- 

0.06 

- 

0.06 

0.02 

0.24 

- 

- 

- 

- 

- 

- 

- 

0.059 

0.006 

0.053 

0.137 

257.98 

Over Exploited 

Ranoli 

0811000301382600 

0.10 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.025 

0.002 

0.022 

0.055 

245.73 

Over Exploited 

Sandera 

0809000201195600 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sarundla 

0811000301386400 

0.25 

0.13 

- 

0.13 

- 

0.13 

0.02 

0.23 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.138 

0.014 

0.124 

0.271 

218.93 

Over Exploited 



0.25 

0.07 

- 

0.07 

- 

0.07 

0.02 

0.19 

- 

0.0100 

0.0004 

0.0005 

- 

0.011 

0.011 

0.081 

0.008 

0.073 

0.229 

311.83 

Over Exploited 

Seekri 

0811000301380200 

0.25 

0.53 

- 

0.53 

0.01 

0.54 

0.04 

0.43 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.558 

0.056 

0.502 

0.449 

89.43 

Semi Critical 



0.25 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.002 

0.000 

0.002 

0.025 

1,385.77 

Over Exploited 

Sikrai 

0811000301385000 

0.25 

0.02 

- 

0.02 

0.00 

0.02 

0.01 

0.09 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.034 

0.003 

0.031 

0.226 

737.17 

Over Exploited 



0.25 

1.00 

- 

1.00 

0.02 

1.02 

0.06 

0.60 

- 

0.0500 

0.0014 

0.0017 

0.000 

0.053 

0.053 

1.075 

0.107 

0.967 

1.448 

149.71 

Over Exploited 

Sikrai Doongar 

0811000301385800 

0.25 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.039 

2,534.32 

Over Exploited 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.25 

0.48 

- 

0.48 

0.01 

0.49 

0.05 

0.53 

- 

0.0200 

0.0008 

0.0009 

- 

0.022 

0.022 

0.515 

0.052 

0.464 

0.595 

128.34 

Over Exploited 

Sultanpura 

0811000301378600 

0.25 

0.09 

- 

0.09 

- 

0.09 

0.07 

0.67 

- 

- 

- 

- 

- 

- 

- 

0.094 

0.009 

0.085 

0.034 

40.54 

Safe 

Surer 

0811000301377900 

0.25 

0.07 

- 

0.07 

- 

0.07 

0.03 

0.34 

- 

- 

- 

- 

- 

- 

- 

0.068 

0.007 

0.061 

0.131 

212.89 

Over Exploited 

Theekariya 

0811000301379200 

0.25 

0.16 

- 

0.16 

0.01 

0.17 

0.06 

0.64 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.200 

0.020 

0.180 

0.836 

463.37 

Over Exploited 

Torda 

0811000301387800 

0.10 

0.01 

695.96 

0.02 

0.02 

0.04 

0.01 

0.11 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.086 

0.004 

0.082 

0.465 

567.29 

Over Exploited 

Udaipura 

0811000301378700 

0.25 

0.26 

50.60 

0.32 

0.01 

0.33 

0.03 

0.30 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.358 

0.018 

0.340 

0.832 

244.71 

Over Exploited 

Udalwara 

0811000301387000 

0.10 

0.00 

(497.82) 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.003 

0.000 

0.002 

0.014 

556.14 

Over Exploited 

Vishala 

0811000201368900 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.07 

- 

0.07 

- 

0.07 

0.03 

0.33 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.075 

0.008 

0.068 

0.225 

330.99 

Over Exploited 

Andhi 

0812001101598100 

0.20 

0.00 

342.05 

0.01 

0.03 

0.04 

0.00 

0.03 

0.00 

0.0100 

0.0001 

0.0002 

0.044 

0.055 

0.055 

0.090 

0.005 

0.086 

0.051 

59.31 

Safe 



0.09 

0.30 

(59.85) 

0.24 

0.02 

0.26 

0.04 

0.39 

0.03 

0.0400 

0.0017 

0.0027 

0.016 

0.060 

0.094 

0.354 

0.018 

0.336 

0.418 

124.27 

Over Exploited 

Asthal 

0812001101600300 

0.20 

0.02 

85.26 

0.02 

- 

0.02 

0.02 

0.18 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.030 

0.002 

0.029 

0.056 

197.23 

Over Exploited 



0.09 

0.01 

71.38 

0.01 

- 

0.01 

0.02 

0.16 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.044 

650.87 

Over Exploited 



0.08 

0.01 

25.44 

0.02 

- 

0.02 

0.03 

0.28 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.029 

0.001 

0.027 

0.062 

227.04 

Over Exploited 



0.09 

0.00 

458.79 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Barh Booj 

0812001101607000 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.019 

2,972.03 

Over Exploited 

Barh Khemawas 

0812001101606000 

0.20 

0.04 

(71.87) 

0.03 

- 

0.03 

0.06 

0.63 

0.00 

- 

- 

- 

- 

- 

0.004 

0.033 

0.002 

0.031 

0.002 

5.07 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Barh Rasoolpura 

081200110160540C 

2.167 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.992 

0.30 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.16 

0.005 

0.26 

0.37 







Non-command 

Quartzite 

0.864 

0.30 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.09 

0.004 

0.23 

0.32 


Barh Thaulai 

081200110160040C 

1.262 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.964 

0.66 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.03 

0.005 

0.44 

0.72 






Kharad 

Command 

Older Alluvium 

0.239 

0.66 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.11 

0.18 







Command 

Phyllite & Schist 

0.058 

0.66 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.04 


Bhagwan Pura 

081200110159790C 

4.562 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.590 

0.65 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.008 

0.20 

0.33 






Kharad 

Command 

Phyllite & Schist 

2.623 

0.65 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.03 

0.013 

0.33 

0.54 


Bhanpura Khurd 

0812001101605700 

2.288 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.288 

0.34 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

0.19 

0.12 

0.43 

0.011 

0.57 

0.89 


Bhimawas 

0812001101594500 

4.362 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.138 

0.45 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.02 

0.03 







Non-command 

Quartzite 

0.216 

0.45 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.001 

0.03 

0.05 


Bhonda Khera 

0812001101599600 

2.052 

Fresh 

Kharad 

Command 

Older Alluvium 

2.035 

0.57 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.17 

0.11 

0.14 

0.010 

0.56 

0.90 







Command 

Phyllite & Schist 

0.017 

0.57 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Biharipura 

0811000401394500 

5.087 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.025 

0.45 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Phyllite & Schist 

0.101 

0.45 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 


Birasana 

0812001101604600 

2.961 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.812 

0.65 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.12 

0.004 

0.16 

0.26 






Kharad 

Command 

Older Alluvium 

2.149 

0.65 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.26 

0.16 

0.35 

0.011 

0.41 

0.68 


Booj 

0812001101606400 

9.299 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.428 

-0.08 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.002 

0.03 

0.04 







Non-command 

Quartzite 

6.798 

-0.08 

0.020 

0.12 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.034 

0.41 

0.64 


Borai 

0812001201623300 

5.370 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.855 

0.32 

0.080 

0.11 

0.00 

0.00 

0.00 

0.00 

0.23 

0.17 

0.39 

0.033 

0.52 

0.69 







Non-command 

Quartzite 

0.166 

0.32 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.02 


Chak Kanwarpura 

0812001101599800 

1.112 

Fresh 

Kharad 

Command 

Older Alluvium 

1.112 

0.62 

0.120 

0.07 

0.00 

0.00 

0.00 

0.03 

0.12 

0.07 

0.29 

0.006 

0.57 

0.93 


Chak Koochawas 

0812001101604900 

1.398 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.093 

0.54 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.04 

0.06 






Kharad 

Command 

Older Alluvium 

1.305 

0.54 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.04 

0.006 

0.53 

0.84 


Chak Palri 

0812001101604200 

0.490 

Fresh 

Non-command 

Non-command 

Quartzite 

0.490 

0.57 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.09 

0.002 

0.57 

0.93 


Chandrana 

0811000401394600 

11.293 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.656 

0.39 

0.100 

0.04 

0.01 

0.00 

0.00 

0.06 

0.04 

0.03 

0.16 

0.011 

0.08 

0.10 







Non-command 

Quartzite 

0.004 

0.39 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

-0.01 

0.00 

0.000 

0.00 

0.00 


Dagarwara 

0812001101599200 

14.075 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.226 

0.65 

0.020 

0.00 

0.00 

0.00 

0.00 

0.24 

-0.24 

-0.17 

0.01 

0.001 

0.01 

0.01 


Dhoola Raoji 

0812001101607200 

12.626 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.045 

0.16 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.24 

0.005 

0.05 

0.07 


Dhoret @ Harrampura 

0812001101594400 

9.623 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.940 

0.59 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.09 

0.020 

0.23 

0.39 







Non-command 

Quartzite 

1.276 

0.59 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.006 

0.08 

0.13 


Gaonli 

0812001101604500 

4.222 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.584 

0.51 

0.120 

0.16 

0.01 

0.00 

0.00 

0.00 

0.37 

0.23 

0.60 

0.018 

0.48 

0.78 







Non-command 

Quartzite 

0.638 

0.51 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.07 

0.003 

0.09 

0.14 


Gopalgarh 

0812001101597600 

11.895 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.102 

0.42 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 







Non-command 

Younger Alluvium 

0.386 

0.42 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.03 

0.002 

0.02 

0.03 







Non-command 

Quartzite 

1.427 

0.42 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.05 

0.007 

0.07 

0.11 


Gopalyawas 

0812001101599900 

2.343 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.020 

0.66 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 






Kharad 

Command 

Older Alluvium 

1.029 

0.66 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.07 

0.005 

0.25 

0.41 







Command 

Phyllite & Schist 

1.294 

0.66 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.06 

0.006 

0.32 

0.52 


Goth Ki Patti 

0812001101603700 

1.332 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.248 

0.40 

0.200 

0.04 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.15 

0.001 

0.11 

0.17 







Non-command 

Quartzite 

0.724 

0.40 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.21 

0.004 

0.31 

0.51 


Gudhawas Nevar 

0812001101604400 

2.454 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.391 

0.32 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.05 

0.002 

0.09 

0.14 







Non-command 

Quartzite 

2.063 

0.32 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.18 

0.010 

0.47 

0.76 


Ishwarsingh Pura 

0812001101599500 

1.253 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.083 

0.53 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.07 

0.15 

0.005 

0.49 

0.74 







Non-command 

Phyllite & Schist 

0.170 

0.53 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.08 

0.12 


Jagmalpura 

0812001101607100 

3.825 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.513 

-0.04 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.003 

0.07 

0.11 


Jaisinghpura 

0812001101605900 

2.844 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.844 

0.33 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.21 

0.13 

0.39 

0.014 

0.56 

0.89 


Jamwa Ghat 

0812001101597700 

5.549 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.019 

0.60 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

3.276 

0.60 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.07 

0.016 

0.34 

0.56 


Jarunda 

0812001101600500 

4.115 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.440 

0.61 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.002 

0.06 

0.10 







Non-command 

Quartzite 

2.990 

0.61 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.07 

0.015 

0.42 

0.69 


Jhol 

0812001101603500 

12.073 

Fresh 

Non-command 

Non-command 

Quartzite 

4.319 

-0.19 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.021 

0.20 

0.31 


Kanwarpura 

0812001101599700 

3.361 

Fresh 

Kharad 

Command 

Older Alluvium 

3.361 

0.63 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.29 

0.18 

0.14 

0.017 

0.57 

0.92 


Kharana 

0812001101604100 

3.261 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.045 

0.63 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.14 

0.08 

0.26 

0.005 

0.18 

0.30 







Non-command 

Quartzite 

2.216 

0.63 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.11 

0.07 

0.36 

0.011 

0.39 

0.63 


Kharkara 

0812001101603900 

1.784 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.016 

0.53 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Quartzite 

1.512 

0.53 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.08 

0.05 

0.26 

0.008 

0.48 

0.79 


Khawa Raniji 

0812001101600700 

7.870 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.188 

0.63 

0.120 

0.18 

0.03 

0.00 

0.00 

0.00 

0.47 

0.28 

0.69 

0.021 

0.30 

0.50 







Non-command 

Quartzite 

3.079 

0.63 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.11 

0.07 

0.32 

0.015 

0.22 

0.37 






Kharad 

Command 

Older Alluvium 

0.037 

0.63 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khemawas 

0812001101604300 

1.834 

Fresh 

Non-command 

Non-command 

Quartzite 

1.834 

0.43 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.23 

0.009 

0.57 

0.92 


Kherawas Newar 

0812001101606100 

3.313 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.313 

0.27 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.22 

0.14 

0.46 

0.016 

0.56 

0.89 


Koliwara 

0812001101605200 

3.635 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.063 

0.45 

0.120 

0.05 

0.01 

0.00 

0.00 

0.03 

0.17 

0.13 

0.19 

0.015 

0.48 

0.64 







Non-command 

Phyllite & Schist 

0.544 

0.45 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.003 

0.09 

0.11 


Koochawas 

0812001101604700 

6.331 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.508 

0.58 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.38 

0.24 

0.24 

0.022 

0.40 

0.65 







Non-command 

Quartzite 

0.015 

0.58 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Kharad 

Command 

Older Alluvium 

1.163 

0.58 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.06 

0.006 

0.10 

0.17 







Command 

Quartzite 

0.645 

0.58 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.003 

0.06 

0.09 


Lalwas 

0812001101605600 

7.170 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.058 

0.34 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.18 

0.12 

0.22 

0.015 

0.24 

0.37 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Barh Rasoolpura 

0812001101605400 

0.20 

0.05 

2.50 

0.05 

- 

0.05 

0.03 

0.29 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.069 

0.003 

0.065 

0.165 

252.73 

Over Exploited 



0.08 

0.02 

12.47 

0.02 

- 

0.02 

0.03 

0.25 

0.00 

- 

- 

- 

- 

- 

0.002 

0.019 

0.001 

0.018 

0.090 

491.02 

Over Exploited 

Barh Thaulai 

0812001101600400 

0.20 

0.08 

(38.15) 

0.07 

- 

0.07 

0.05 

0.49 

0.01 

- 

- 

- 

- 

- 

0.010 

0.077 

0.004 

0.073 

0.037 

50.35 

Safe 



0.20 

0.01 

120.30 

0.01 

- 

0.01 

0.01 

0.12 

0.00 

- 

0.0000 

0.0001 

- 

0.000 

0.001 

0.007 

0.000 

0.007 

0.012 

186.05 

Over Exploited 



0.09 

0.00 

261.47 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhagwan Pura 

0812001101597900 

0.09 

0.03 

(35.38) 

0.02 

- 

0.02 

0.02 

0.22 

0.00 

- 

- 

- 

- 

- 

0.003 

0.026 

0.001 

0.025 

0.025 

100.81 

Over Exploited 



0.09 

0.08 

(65.83) 

0.06 

- 

0.06 

0.04 

0.37 

0.01 

- 

0.0003 

0.0004 

- 

0.001 

0.009 

0.072 

0.004 

0.068 

0.047 

69.24 

Safe 

Bhanpura Khurd 

0812001101605700 

0.20 

0.26 

(53.41) 

0.21 

0.01 

0.22 

0.06 

0.63 

0.03 

0.0200 

- 

- 

0.007 

0.027 

0.056 

0.278 

0.014 

0.264 

0.437 

165.81 

Over Exploited 

Bhimawas 

0812001101594500 

0.09 

0.00 

2,888.41 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.021 

7,394.68 

Over Exploited 



0.08 

0.00 

1,373.62 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.029 

4,769.12 

Over Exploited 

Bhonda Khera 

0812001101599600 

0.20 

0.23 

(53.74) 

0.18 

0.01 

0.19 

0.06 

0.63 

0.03 

0.0200 

0.0004 

0.0006 

0.001 

0.022 

0.048 

0.243 

0.012 

0.230 

0.153 

66.45 

Safe 



0.09 

0.00 

(1,475.56) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0000 

0.0000 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Biharipura 

0811000401394500 

0.20 

0.00 

6,037.16 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

1,192.18 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.008 

13,214.97 

Over Exploited 

Birasana 

0812001101604600 

0.20 

0.03 

123.86 

0.03 

0.00 

0.03 

0.02 

0.17 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.014 

0.045 

0.002 

0.042 

0.125 

294.54 

Over Exploited 



0.20 

0.18 

(11.64) 

0.16 

0.00 

0.16 

0.05 

0.46 

0.02 

0.0400 

0.0003 

0.0003 

0.001 

0.041 

0.062 

0.219 

0.011 

0.208 

0.358 

171.66 

Over Exploited 

Booj 

0812001101606400 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.051 

2,336.27 

Over Exploited 



0.08 

0.18 

- 

0.18 

- 

0.18 

0.05 

0.45 

0.02 

0.0100 

- 

- 

- 

0.010 

0.030 

0.210 

0.021 

0.189 

0.468 

247.96 

Over Exploited 

Borai 

0812001201623300 

0.12 

0.30 

(42.11) 

0.24 

0.00 

0.24 

0.06 

0.57 

0.03 

0.0100 

- 

- 

0.002 

0.012 

0.046 

0.288 

0.014 

0.274 

0.421 

153.87 

Over Exploited 



0.08 

0.00 

242.78 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.006 

2,104.79 

Over Exploited 

Chak Kanwarpura 

0812001101599800 

0.20 

0.13 

(41.39) 

0.10 

0.03 

0.13 

0.06 

0.63 

0.01 

0.0300 

0.0001 

0.0002 

0.048 

0.079 

0.093 

0.227 

0.011 

0.215 

0.294 

136.24 

Over Exploited 

Chak Koochawas 

0812001101604900 

0.20 

0.00 

443.61 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.20 

0.14 

(56.66) 

0.11 

- 

0.11 

0.06 

0.59 

0.02 

- 

0.0002 

0.0004 

- 

0.001 

0.016 

0.127 

0.006 

0.121 

0.045 

37.64 

Safe 

Chak Palri 

0812001101604200 

0.08 

0.02 

(33.96) 

0.02 

0.00 

0.02 

0.06 

0.63 

0.00 

0.0100 

- 

- 

0.002 

0.012 

0.015 

0.034 

0.002 

0.032 

0.091 

283.34 

Over Exploited 

Chandrana 

0811000401394600 

0.20 

0.03 

8.97 

0.03 

0.07 

0.10 

0.01 

0.09 

0.00 

0.0200 

- 

- 

0.086 

0.106 

0.109 

0.207 

0.010 

0.196 

0.171 

86.83 

Semi Critical 



0.06 

0.00 

########## 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

- 

- 

- 

0.019 

0.019 

0.019 

0.032 

0.002 

0.030 

0.000 

0.09 

Safe 

Dagarwara 

0812001101599200 

0.09 

0.00 

(91,572.78) 

0.00 

0.24 

0.24 

0.00 

0.01 

0.00 

- 

- 

- 

0.364 

0.364 

0.364 

0.607 

0.030 

0.576 

0.013 

2.28 

Safe 

Dhoola Raoji 

0812001101607200 

0.20 

0.01 

450.48 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.023 

0.001 

0.022 

0.241 

1,119.68 

Over Exploited 

Dhoret @ Harrampura 

0812001101594400 

0.09 

0.08 

(44.68) 

0.07 

- 

0.07 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.009 

0.076 

0.004 

0.072 

0.112 

155.01 

Over Exploited 



0.08 

0.01 

95.14 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.010 

0.035 

366.14 

Over Exploited 

Gaonli 

0812001101604500 

0.20 

0.35 

(34.02) 

0.28 

0.01 

0.29 

0.05 

0.54 

0.04 

0.0700 

- 

- 

0.004 

0.074 

0.113 

0.402 

0.020 

0.382 

0.619 

161.95 

Over Exploited 



0.08 

0.00 

274.67 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.015 

0.070 

469.05 

Over Exploited 

Gopalgarh 

0812001101597600 

0.09 

0.00 

1,013.90 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.22 

0.00 

1,521.12 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.028 

1,422.54 

Over Exploited 



0.08 

0.01 

47.12 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.010 

0.060 

619.95 

Over Exploited 

Gopalyawas 

0812001101599900 

0.20 

0.00 

5,125.54 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.05 

19.18 

0.06 

- 

0.06 

0.03 

0.28 

0.01 

- 

0.0001 

0.0001 

- 

0.000 

0.006 

0.068 

0.003 

0.064 

0.071 

110.66 

Over Exploited 



0.09 

0.04 

(38.69) 

0.03 

- 

0.03 

0.04 

0.35 

0.00 

- 

0.0002 

0.0002 

- 

0.000 

0.004 

0.034 

0.002 

0.032 

0.064 

200.55 

Over Exploited 

Goth Ki Patti 

0812001101603700 

0.22 

0.01 

531.46 

0.01 

- 

0.01 

0.01 

0.12 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.018 

0.001 

0.017 

0.152 

910.84 

Over Exploited 



0.08 

0.02 

539.38 

0.02 

- 

0.02 

0.04 

0.34 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.032 

0.002 

0.030 

0.218 

719.63 

Over Exploited 

Gudhawas Nevar 

0812001101604400 

0.20 

0.01 

123.49 

0.01 

0.00 

0.01 

0.01 

0.10 

0.00 

- 

- 

- 

0.000 

0.000 

0.001 

0.009 

0.000 

0.009 

0.051 

572.39 

Over Exploited 



0.08 

0.08 

(49.48) 

0.06 

- 

0.06 

0.05 

0.53 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.081 

0.004 

0.077 

0.193 

249.89 

Over Exploited 

Ishwarsingh Pura 

0812001101599500 

0.20 

0.11 

(38.79) 

0.09 

0.01 

0.10 

0.06 

0.55 

0.01 

0.0200 

- 

- 

0.001 

0.021 

0.033 

0.128 

0.006 

0.122 

0.159 

130.63 

Over Exploited 



0.09 

0.00 

1.91 

0.00 

- 

0.00 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.019 

1,487.90 

Over Exploited 

Jagmalpura 

0812001101607100 

0.20 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.001 

0.007 

0.114 

1,655.72 

Over Exploited 

Jaisinghpura 

0812001101605900 

0.20 

0.32 

(58.30) 

0.26 

0.00 

0.26 

0.06 

0.63 

0.04 

0.0100 

- 

- 

0.001 

0.011 

0.048 

0.306 

0.015 

0.290 

0.400 

137.77 

Over Exploited 

Jamwa Ghat 

0812001101597700 

0.20 

0.00 

10,380.01 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.09 

(59.53) 

0.07 

- 

0.07 

0.04 

0.38 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.091 

0.005 

0.086 

0.081 

94.25 

Critical 

Jarunda 

0812001101600500 

0.20 

0.01 

259.68 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.013 

196.97 

Over Exploited 



0.08 

0.10 

46,560.76 

0.08 

- 

0.08 

0.05 

0.46 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.100 

0.005 

0.095 

0.080 

83.70 

Semi Critical 

Jhol 

0812001101603500 

0.08 

0.06 

- 

0.06 

- 

0.06 

0.02 

0.22 

0.01 

- 

- 

- 

- 

- 

0.007 

0.068 

0.007 

0.062 

0.120 

195.80 

Over Exploited 

Kanwarpura 

0812001101599700 

0.20 

0.38 

(53.36) 

0.31 

0.00 

0.31 

0.06 

0.63 

0.04 

0.0200 

0.0004 

0.0005 

0.004 

0.025 

0.069 

0.378 

0.019 

0.359 

0.153 

42.54 

Safe 

Kharana 

0812001101604100 

0.20 

0.04 

121.30 

0.05 

0.01 

0.06 

0.02 

0.20 

0.00 

0.0300 

- 

- 

- 

0.030 

0.034 

0.090 

0.005 

0.086 

0.263 

307.52 

Over Exploited 



0.08 

0.07 

(4.20) 

0.07 

0.01 

0.08 

0.04 

0.43 

0.01 

0.0400 

- 

- 

- 

0.040 

0.048 

0.123 

0.006 

0.117 

0.371 

316.28 

Over Exploited 

Kharkara 

0812001101603900 

0.22 

0.00 

5,362.78 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.06 

(220.97) 

0.05 

0.01 

0.06 

0.05 

0.54 

0.01 

0.0300 

- 

- 

- 

0.030 

0.037 

0.093 

0.005 

0.089 

0.263 

296.22 

Over Exploited 

Khawa Raniji 

0812001101600700 

0.20 

0.25 

10.94 

0.28 

0.03 

0.31 

0.03 

0.34 

0.03 

0.0800 

- 

- 

- 

0.080 

0.109 

0.421 

0.021 

0.400 

0.710 

177.41 

Over Exploited 



0.08 

0.05 

12,089.61 

0.06 

0.01 

0.07 

0.03 

0.25 

0.01 

0.0400 

- 

- 

- 

0.040 

0.046 

0.116 

0.006 

0.110 

0.336 

304.46 

Over Exploited 



0.20 

0.00 

8,383.82 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khemawas 

0812001101604300 

0.08 

0.08 

(43.85) 

0.07 

0.00 

0.07 

0.06 

0.63 

0.01 

0.0100 

- 

- 

0.000 

0.010 

0.020 

0.086 

0.004 

0.082 

0.234 

285.48 

Over Exploited 

Kherawas Newar 

0812001101606100 

0.20 

0.37 

(63.53) 

0.30 

0.01 

0.31 

0.06 

0.63 

0.04 

0.0200 

- 

- 

0.001 

0.021 

0.063 

0.372 

0.019 

0.354 

0.475 

134.42 

Over Exploited 

Koliwara 

0812001101605200 

0.20 

0.30 

(55.79) 

0.24 

0.04 

0.28 

0.05 

0.54 

0.03 

0.0200 

- 

- 

0.044 

0.064 

0.097 

0.372 

0.019 

0.353 

0.207 

58.65 

Safe 



0.09 

0.00 

150.30 

0.01 

0.00 

0.01 

0.01 

0.10 

0.00 

- 

- 

- 

0.001 

0.001 

0.002 

0.007 

0.000 

0.007 

0.029 

403.72 

Over Exploited 

Koochawas 

0812001101604700 

0.20 

0.37 

(34.86) 

0.29 

0.00 

0.29 

0.05 

0.45 

0.04 

0.0300 

- 

- 

0.002 

0.032 

0.074 

0.367 

0.018 

0.349 

0.263 

75.47 

Semi Critical 



0.08 

0.00 

6,257.48 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.02 

154.15 

0.03 

0.00 

0.03 

0.01 

0.12 

0.00 

0.0100 

0.0001 

0.0002 

0.002 

0.013 

0.015 

0.046 

0.002 

0.044 

0.063 

142.91 

Over Exploited 



0.08 

0.00 

261.34 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.001 

0.004 

0.000 

0.004 

0.027 

694.27 

Over Exploited 

Lalwas 

0812001101605600 

0.20 

0.15 

(19.86) 

0.12 

0.00 

0.12 

0.03 

0.27 

0.02 

0.0100 

- 

- 

0.005 

0.015 

0.031 

0.153 

0.008 

0.145 

0.231 

158.99 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Quartzite 

2.921 

0.34 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.13 

0.015 

0.23 

0.35 






Kharad 

Command 

Older Alluvium 

0.181 

0.34 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.02 







Command 

Quartzite 

0.440 

0.34 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.002 

0.03 

0.05 


Maksoodan Pura 

0812001101606300 

2.342 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.089 

0.00 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.18 

0.010 

0.50 

0.78 







Non-command 

Quartzite 

0.253 

0.00 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.06 

0.09 


Manota 

0812001101606500 

8.468 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.072 

-0.45 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.005 

0.07 

0.11 







Non-command 

Quartzite 

2.787 

-0.45 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.014 

0.18 

0.28 


Nangal Bela 

0812001101605000 

1.539 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.374 

0.42 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.13 

0.09 

0.27 

0.007 

0.51 

0.75 







Non-command 

Quartzite 

0.164 

0.42 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.06 

0.09 


Nangal Gogoriyan 

0812001101605500 

6.661 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.889 

0.38 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.10 

0.11 

0.014 

0.25 

0.37 







Non-command 

Quartzite 

2.816 

0.38 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.04 

0.02 

0.07 

0.014 

0.24 

0.36 






Kharad 

Command 

Older Alluvium 

0.682 

0.38 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.03 

0.003 

0.06 

0.09 


Newar 

0812001101606200 

4.995 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.487 

0.11 

0.120 

0.20 

0.01 

0.00 

0.00 

0.00 

0.24 

0.15 

0.78 

0.017 

0.39 

0.61 







Non-command 

Quartzite 

0.095 

0.11 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.02 


Palri Kalan 

0812001101603800 

4.119 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.044 

0.45 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Quartzite 

3.946 

0.45 

0.020 

0.09 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.31 

0.020 

0.54 

0.89 


Palri Khurd 

0812001101604000 

3.452 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.55 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

0.002 

0.55 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

2.691 

0.55 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.07 

0.04 

0.21 

0.013 

0.44 

0.73 


Papar 

0812001101602700 

13.854 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.492 

0.09 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.002 

0.02 

0.03 







Non-command 

Quartzite 

1.759 

0.09 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.009 

0.07 

0.11 


Parasoli 

0812001201623200 

7.772 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.835 

0.25 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.05 

0.006 

0.06 

0.08 







Non-command 

Quartzite 

0.084 

0.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Peipura 

0812001201623400 

1.640 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.640 

0.36 

0.080 

0.02 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.08 

0.011 

0.57 

0.75 


Phootolao 

0812001101598200 

4.780 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.472 

0.61 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.04 

0.002 

0.06 

0.09 







Non-command 

Phyllite & Schist 

0.254 

0.61 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.03 

0.05 






Kharad 

Command 

Older Alluvium 

0.145 

0.61 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.03 







Command 

Phyllite & Schist 

0.968 

0.61 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.05 

0.005 

0.12 

0.18 


Radha Govindpura 

0812001101605300 

1.693 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.393 

0.37 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.12 

0.09 

0.22 

0.007 

0.47 

0.66 







Non-command 

Quartzite 

0.300 

0.37 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.001 

0.10 

0.14 


Raipur 

0812001101597800 

4.550 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.748 

0.65 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.09 

0.009 

0.22 

0.36 







Non-command 

Quartzite 

2.307 

0.65 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.10 

0.011 

0.29 

0.48 






Kharad 

Command 

Phyllite & Schist 

0.268 

0.65 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.03 

0.06 


Ramjipura 

0812001101599300 

1.524 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.683 

0.55 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.09 

0.003 

0.26 

0.35 


Saipur 

0812001101598000 

5.237 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.836 

0.52 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.004 

0.09 

0.15 






Kharad 

Command 

Phyllite & Schist 

1.076 

0.52 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.005 

0.12 

0.19 


Samor 

0812001101599400 

3.643 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.570 

0.57 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.09 

0.003 

0.09 

0.13 







Non-command 

Phyllite & Schist 

2.169 

0.57 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.08 

0.06 

0.25 

0.011 

0.34 

0.49 


Sarjoli 

0812001101603600 

8.437 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.020 

0.22 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

7.107 

0.22 

0.020 

0.15 

0.00 

0.00 

0.00 

0.00 

0.18 

0.11 

0.55 

0.035 

0.47 

0.77 


Sarpura 

0812001101605100 

3.961 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.961 

0.44 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.28 

0.19 

0.28 

0.020 

0.57 

0.81 


Sau 

0812001101600800 

12.107 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.055 

0.24 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

0.429 

0.24 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.02 

0.03 


Sau Sareen 

0812001101600900 

4.267 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.051 

0.23 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Quartzite 

0.450 

0.23 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.002 

0.06 

0.10 


Shankarpura 

0812001101604800 

2.516 

Fresh 

Kharad 

Command 

Older Alluvium 

1.950 

0.56 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.17 

0.11 

0.15 

0.010 

0.44 

0.70 







Command 

Quartzite 

0.566 

0.56 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.003 

0.13 

0.20 


Shivpura 

0812001101600600 

1.262 

Fresh 

Non-command 

Non-command 

Quartzite 

0.921 

0.55 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.04 

0.02 

0.14 

0.005 

0.42 

0.69 


Sri Ramnagar 

0812001101600000 

1.210 

Fresh 

Kharad 

Command 

Older Alluvium 

0.553 

0.64 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.07 

0.003 

0.26 

0.43 







Command 

Phyllite & Schist 

0.658 

0.64 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.06 

0.003 

0.31 

0.51 


Sundarpura 

0812001101605800 

1.944 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.943 

0.23 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.31 

0.010 

0.56 

0.88 


Thaulai 

0812001101600200 

3.872 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.147 

0.66 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.001 

0.02 

0.04 







Non-command 

Phyllite & Schist 

0.521 

0.66 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.08 

0.003 

0.08 

0.13 






Kharad 

Command 

Older Alluvium 

0.026 

0.66 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 







Command 

Phyllite & Schist 

3.178 

0.66 

0.020 

0.12 

0.01 

0.00 

0.00 

0.00 

0.15 

0.09 

0.48 

0.016 

0.47 

0.78 


Toloopura 

0812001101600100 

1.563 

Fresh 

Kharad 

Command 

Phyllite & Schist 

1.563 

0.66 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.27 

0.008 

0.57 

0.94 


Vishanpura 

0812001101597500 

14.811 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.500 

0.27 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.002 

0.02 

0.03 







Non-command 

Quartzite 

2.205 

0.27 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.011 

0.09 

0.14 

03001022 

Achhiwas 

0811000401393100 

2.400 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.942 

0.32 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.06 

0.14 

0.006 

0.23 

0.25 


Akhepura 

0811000401392000 

0.331 

Fresh 

Non-command 

Non-command 

Quartzite 

0.110 

0.39 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.19 

0.22 


Bane Ka Barkhera 

0811000401396100 

5.283 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.455 

0.13 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.10 

0.09 

0.35 

0.009 

0.16 

0.18 


Banetha 

0811000401395200 

4.676 

Fresh 

Non-command 

Non-command 

Quartzite 

4.657 

0.89 

0.020 

0.06 

0.01 

0.00 

0.00 

0.02 

0.12 

0.11 

0.21 

0.030 

0.58 

0.64 


Bapi 

0811000401394100 

9.850 

Fresh 

Non-command 

Non-command 

Quartzite 

5.685 

0.55 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.11 

0.10 

0.21 

0.036 

0.33 

0.38 






Sainthal Sagar 

Command 

Quartzite 

4.165 

0.55 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.08 

0.07 

0.15 

0.027 

0.25 

0.28 


Barh Chandrana 

0811000401398300 

2.384 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.991 

0.38 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.006 

0.24 

0.27 







Non-command 

Quartzite 

1.148 

0.38 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.007 

0.28 

0.31 


Barh Chhangala 

0811000401393900 

0.956 

Fresh 

Non-command 

Non-command 

Quartzite 

0.955 

0.35 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.07 

0.006 

0.58 

0.65 






Sainthal Sagar 

Command 

Quartzite 

0.001 

0.35 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.08 

0.05 

(29.91) 

0.04 

0.00 

0.04 

0.03 

0.26 

0.01 

- 

- 

- 

0.003 

0.003 

0.009 

0.054 

0.003 

0.051 

0.144 

280.41 

Over Exploited 



0.20 

0.00 

420.39 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0000 

0.0000 

0.005 

0.005 

0.005 

0.009 

0.000 

0.008 

0.009 

106.56 

Over Exploited 



0.08 

0.00 

488.74 

0.00 

0.00 

0.00 

0.00 

0.04 

0.00 

- 

0.0001 

0.0001 

0.003 

0.003 

0.003 

0.006 

0.000 

0.006 

0.023 

384.06 

Over Exploited 

Maksoodan Pura 

0812001101606300 

0.20 

0.21 

(84.28) 

0.17 

- 

0.17 

0.06 

0.55 

0.02 

0.0100 

- 

- 

- 

0.010 

0.033 

0.199 

0.010 

0.189 

0.188 

99.57 

Critical 



0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.013 

1,255.59 

Over Exploited 

Manota 

0812001101606500 

0.20 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.002 

0.017 

0.002 

0.015 

0.098 

660.30 

Over Exploited 



0.08 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.20 

0.00 

- 

- 

- 

- 

- 

0.002 

0.022 

0.002 

0.020 

0.170 

852.55 

Over Exploited 

Nangal Bela 

0812001101605000 

0.20 

0.14 

(37.63) 

0.11 

0.01 

0.12 

0.06 

0.57 

0.02 

0.0300 

- 

- 

0.000 

0.030 

0.046 

0.168 

0.008 

0.160 

0.272 

170.14 

Over Exploited 



0.08 

0.00 

12.48 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.018 

1,893.98 

Over Exploited 

Nangal Gogoriyan 

0812001101605500 

0.20 

0.14 

(26.93) 

0.11 

0.00 

0.12 

0.03 

0.27 

0.02 

- 

- 

- 

0.006 

0.006 

0.022 

0.141 

0.007 

0.134 

0.127 

95.37 

Critical 



0.08 

0.05 

(56.17) 

0.04 

0.01 

0.05 

0.03 

0.27 

0.01 

- 

- 

- 

0.008 

0.008 

0.014 

0.063 

0.003 

0.060 

0.079 

131.62 

Over Exploited 



0.20 

0.01 

206.14 

0.01 

0.00 

0.01 

0.01 

0.06 

0.00 

- 

0.0001 

0.0001 

0.006 

0.007 

0.007 

0.021 

0.001 

0.020 

0.031 

155.13 

Over Exploited 

Newar 

0812001101606200 

0.20 

0.26 

2,922.48 

0.20 

0.01 

0.21 

0.04 

0.43 

0.03 

0.0300 

- 

- 

- 

0.030 

0.059 

0.274 

0.014 

0.260 

0.800 

307.83 

Over Exploited 



0.08 

0.00 

23.73 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.012 

12,378.47 

Over Exploited 

Palri Kalan 

0812001101603800 

0.22 

0.00 

4,001.79 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.15 

12,192.78 

0.12 

- 

0.12 

0.06 

0.61 

0.02 

0.0100 

- 

- 

- 

0.010 

0.028 

0.151 

0.008 

0.144 

0.332 

230.95 

Over Exploited 

Palri Khurd 

0812001101604000 

0.20 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.00 

76,837.15 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.08 

125.13 

0.07 

0.01 

0.08 

0.05 

0.50 

0.01 

0.0200 

- 

- 

- 

0.020 

0.029 

0.106 

0.005 

0.101 

0.219 

217.44 

Over Exploited 

Papar 

0812001101602700 

0.22 

0.00 

440.39 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.028 

1,069.25 

Over Exploited 



0.08 

0.01 

(118.19) 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.009 

0.052 

589.09 

Over Exploited 

Parasoli 

0812001201623200 

0.12 

0.01 

204.08 

0.01 

0.00 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

0.001 

0.001 

0.002 

0.010 

0.001 

0.010 

0.057 

576.78 

Over Exploited 



0.08 

0.00 

623.54 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Peipura 

0812001201623400 

0.12 

0.11 

(77.26) 

0.09 

0.03 

0.12 

0.06 

0.64 

0.01 

0.0100 

- 

- 

0.052 

0.062 

0.074 

0.198 

0.010 

0.189 

0.090 

47.78 

Safe 

Phootolao 

0812001101598200 

0.20 

0.01 

437.54 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.038 

579.70 

Over Exploited 



0.09 

0.00 

1,027.79 

0.00 

0.00 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.003 

0.000 

0.003 

0.021 

695.14 

Over Exploited 



0.20 

0.00 

1,258.30 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.009 

1,211.94 

Over Exploited 



0.09 

0.01 

32.28 

0.01 

0.00 

0.01 

0.01 

0.13 

0.00 

0.0100 

0.0002 

0.0003 

0.001 

0.012 

0.013 

0.026 

0.001 

0.025 

0.058 

234.83 

Over Exploited 

Radha Govindpura 

0812001101605300 

0.20 

0.13 

(34.16) 

0.10 

- 

0.10 

0.05 

0.52 

0.01 

0.0100 

- 

- 

- 

0.010 

0.025 

0.129 

0.006 

0.123 

0.227 

184.92 

Over Exploited 



0.08 

0.00 

259.59 

0.00 

- 

0.00 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.034 

1,143.46 

Over Exploited 

Raipur 

0812001101597800 

0.09 

0.03 

(7.91) 

0.03 

- 

0.03 

0.02 

0.24 

0.00 

- 

- 

- 

- 

- 

0.004 

0.036 

0.002 

0.034 

0.101 

296.78 

Over Exploited 



0.08 

0.05 

(32.33) 

0.04 

- 

0.04 

0.03 

0.32 

0.01 

- 

- 

- 

- 

- 

0.006 

0.049 

0.002 

0.046 

0.112 

242.32 

Over Exploited 



0.09 

0.00 

159.23 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.018 

1,657.85 

Over Exploited 

Ramjipura 

0812001101599300 

0.09 

0.02 

28.52 

0.02 

- 

0.02 

0.03 

0.29 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.031 

0.002 

0.029 

0.091 

313.09 

Over Exploited 

Saipur 

0812001101598000 

0.09 

0.01 

54.47 

0.01 

0.00 

0.01 

0.01 

0.10 

0.00 

- 

- 

- 

0.002 

0.002 

0.003 

0.012 

0.001 

0.012 

0.038 

330.00 

Over Exploited 



0.09 

0.01 

6.53 

0.01 

0.00 

0.01 

0.01 

0.13 

0.00 

- 

0.0001 

0.0002 

0.002 

0.002 

0.003 

0.017 

0.001 

0.016 

0.047 

295.85 

Over Exploited 

Samor 

0812001101599400 

0.20 

0.01 

298.36 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.023 

0.001 

0.022 

0.094 

423.05 

Over Exploited 



0.09 

0.07 

(13.14) 

0.06 

0.01 

0.07 

0.04 

0.38 

0.01 

0.0300 

- 

- 

0.001 

0.031 

0.039 

0.107 

0.005 

0.102 

0.257 

252.08 

Over Exploited 

Sarjoli 

0812001101603600 

0.22 

0.00 

10,872.54 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.14 

7,367.17 

0.12 

- 

0.12 

0.05 

0.53 

0.02 

0.0200 

- 

- 

- 

0.020 

0.036 

0.159 

0.008 

0.151 

0.583 

386.77 

Over Exploited 

Sarpura 

0812001101605100 

0.20 

0.45 

(56.92) 

0.36 

0.01 

0.37 

0.06 

0.63 

0.05 

0.0300 

- 

- 

0.000 

0.030 

0.081 

0.453 

0.023 

0.430 

0.304 

70.58 

Semi Critical 

Sau 

0812001101600800 

0.22 

0.00 

66,944.76 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

6,905.41 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.009 

1,161.98 

Over Exploited 

Sau Sareen 

0812001101600900 

0.22 

0.00 

10,825.05 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

465.34 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.038 

2,245.80 

Over Exploited 

Shankarpura 

0812001101604800 

0.20 

0.17 

(38.11) 

0.14 

0.00 

0.14 

0.05 

0.49 

0.02 

0.0200 

0.0002 

0.0003 

0.001 

0.021 

0.041 

0.179 

0.009 

0.170 

0.163 

95.68 

Critical 



0.08 

0.01 

75.97 

0.01 

- 

0.01 

0.01 

0.14 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.001 

0.008 

0.000 

0.007 

0.027 

366.02 

Over Exploited 

Shivpura 

0812001101600600 

0.08 

0.03 

(21.18) 

0.02 

0.01 

0.03 

0.05 

0.46 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.058 

0.003 

0.055 

0.146 

264.00 

Over Exploited 

Sri Ramnagar 

0812001101600000 

0.20 

0.03 

33.01 

0.03 

- 

0.03 

0.03 

0.29 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.003 

0.038 

0.002 

0.036 

0.071 

196.40 

Over Exploited 



0.09 

0.02 

(5.17) 

0.02 

- 

0.02 

0.04 

0.35 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.002 

0.020 

0.001 

0.019 

0.063 

338.40 

Over Exploited 

Sundarpura 

0812001101605800 

0.20 

0.22 

(60.83) 

0.17 

- 

0.17 

0.06 

0.63 

0.02 

0.0100 

- 

- 

- 

0.010 

0.035 

0.209 

0.010 

0.199 

0.324 

162.65 

Over Exploited 

Thaulai 

0812001101600200 

0.20 

0.00 

1,961.13 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.033 

4,127.15 

Over Exploited 



0.09 

0.00 

282.75 

0.00 

0.00 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

0.006 

0.006 

0.006 

0.015 

0.001 

0.014 

0.079 

567.91 

Over Exploited 



0.20 

0.00 

6,247.68 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.09 

0.13 

(33.32) 

0.11 

0.01 

0.12 

0.05 

0.52 

0.02 

0.0200 

0.0004 

0.0005 

0.006 

0.027 

0.042 

0.163 

0.008 

0.155 

0.495 

319.35 

Over Exploited 

Toloopura 

0812001101600100 

0.09 

0.08 

(31.66) 

0.06 

- 

0.06 

0.06 

0.64 

0.01 

0.0100 

0.0002 

0.0002 

- 

0.010 

0.020 

0.084 

0.004 

0.080 

0.277 

347.74 

Over Exploited 

Vishanpura 

0812001101597500 

0.22 

0.00 

473.86 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.002 

94.13 

Critical 



0.08 

0.01 

(411.00) 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.002 

0.015 

0.001 

0.014 

0.030 

212.01 

Over Exploited 

Achhiwas 

0811000401393100 

0.20 

0.04 

40.01 

0.05 

0.01 

0.06 

0.03 

0.25 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.082 

0.004 

0.078 

0.146 

188.37 

Over Exploited 

Akhepura 

0811000401392000 

0.06 

0.00 

(37.30) 

0.00 

- 

0.00 

0.02 

0.21 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.008 

697.39 

Over Exploited 

Bane Ka Barkhera 

0811000401396100 

0.20 

0.05 

101.29 

0.06 

0.01 

0.07 

0.02 

0.18 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.106 

0.005 

0.101 

0.355 

353.29 

Over Exploited 

Banetha 

0811000401395200 

0.06 

0.16 

(34.08) 

0.13 

0.03 

0.15 

0.06 

0.64 

0.02 

0.0200 

- 

- 

0.023 

0.043 

0.061 

0.216 

0.011 

0.205 

0.236 

115.04 

Over Exploited 

Bapi 

0811000401394100 

0.06 

0.11 

(14.63) 

0.10 

0.01 

0.11 

0.04 

0.37 

0.01 

0.0200 

- 

- 

0.003 

0.023 

0.036 

0.145 

0.007 

0.138 

0.245 

177.60 

Over Exploited 



0.06 

0.06 

20.56 

0.07 

0.01 

0.09 

0.03 

0.27 

0.01 

0.0200 

0.0020 

0.0032 

0.003 

0.028 

0.035 

0.121 

0.006 

0.115 

0.178 

154.95 

Over Exploited 

Barh Chandrana 

0811000401398300 

0.20 

0.05 

(30.73) 

0.04 

- 

0.04 

0.03 

0.27 

0.01 

- 

- 

- 

- 

- 

0.005 

0.044 

0.002 

0.041 

0.006 

15.30 

Safe 



0.06 

0.02 

(60.02) 

0.02 

- 

0.02 

0.03 

0.31 

0.00 

- 

- 

- 

- 

- 

0.002 

0.018 

0.001 

0.017 

0.007 

43.99 

Safe 

Barh Chhangala 

0811000401393900 

0.06 

0.03 

(28.07) 

0.03 

- 

0.03 

0.06 

0.64 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.040 

0.002 

0.038 

0.071 

185.78 

Over Exploited 



0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Barkhera 

081100040139820C 

4.936 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.053 

0.60 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Baroli 

0811000401392300 

11.724 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.052 

0.16 

0.100 

0.12 

0.02 

0.00 

0.00 

0.00 

0.18 

0.16 

0.43 

0.032 

0.25 

0.28 







Non-command 

Quartzite 

5.336 

0.16 

0.020 

0.11 

0.01 

0.00 

0.00 

0.00 

0.12 

0.11 

0.39 

0.034 

0.26 

0.29 


Barwa 

0812001201623600 

12.930 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.319 

0.25 

0.080 

0.02 

0.00 

0.00 

0.00 

0.01 

0.03 

0.03 

0.06 

0.009 

0.06 

0.08 


Bas Gurhaliya 

0811000101345900 

2.042 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.241 

-0.28 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.002 

0.07 

0.07 


Bhandari 

0811000301381400 

4.260 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.015 

-0.33 

0.150 

0.05 

0.00 

0.00 

0.00 

0.02 

0.00 

0.00 

0.20 

0.009 

0.14 

0.13 


Bhanwati 

0811000101340900 

3.154 

Fresh 

Non-command 

Non-command 

Quartzite 

0.623 

0.09 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.08 

0.005 

0.12 

0.12 


Bhedoli 

0811000401392700 

1.993 

Fresh 

Non-command 

Non-command 

Quartzite 

0.932 

0.25 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.03 

0.03 

0.16 

0.006 

0.27 

0.30 






Sainthal Sagar 

Command 

Quartzite 

0.216 

0.25 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.001 

0.06 

0.07 


Bhojpura 

0811000301376400 

1.675 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.239 

-0.77 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.002 

0.09 

0.08 






Kala Kho 

Command 

Younger Alluvium 

0.671 

-0.77 

0.150 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.006 

0.24 

0.23 


Bhojwara 

0811000101345600 

1.885 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.070 

-0.17 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.008 

0.33 

0.35 







Non-command 

Younger Alluvium 

0.584 

-0.17 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.005 

0.18 

0.19 






Sainthal Sagar 

Command 

Older Alluvium 

0.231 

-0.17 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.002 

0.07 

0.08 


Biharipura 

0811000401394500 

5.087 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.042 

0.45 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 







Non-command 

Phyllite & Schist 

0.726 

0.45 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.06 

0.005 

0.08 

0.10 







Non-command 

Quartzite 

4.192 

0.45 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.13 

0.10 

0.35 

0.027 

0.47 

0.59 


Binawala 

0811000401390300 

2.895 

Fresh 

Non-command 

Non-command 

Quartzite 

0.334 

0.54 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.07 

0.08 






Sainthal Sagar 

Command 

Quartzite 

0.339 

0.54 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.07 

0.08 


Bishanpura 

0811000401392100 

6.463 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.595 

0.34 

0.100 

0.08 

0.01 

0.00 

0.00 

0.00 

0.16 

0.14 

0.30 

0.017 

0.23 

0.26 







Non-command 

Quartzite 

1.292 

0.34 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.04 

0.03 

0.13 

0.008 

0.12 

0.13 






Sainthal Sagar 

Command 

Quartzite 

0.088 

0.34 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 


Borai 

0812001201623300 

5.370 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.192 

0.32 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.02 

0.03 


Boroda 

0811000401390100 

4.219 

Fresh 

Non-command 

Non-command 

Quartzite 

0.446 

0.54 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.02 

0.003 

0.06 

0.07 






Sainthal Sagar 

Command 

Quartzite 

1.084 

0.54 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.04 

0.007 

0.15 

0.18 


Chainpura 

0811000401394000 

3.583 

Fresh 

Non-command 

Non-command 

Quartzite 

2.569 

0.45 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.07 

0.016 

0.42 

0.47 






Sainthal Sagar 

Command 

Quartzite 

1.013 

0.45 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.006 

0.16 

0.18 


Chak Jasota 

0811000401397400 

0.309 

Fresh 

Non-command 

Non-command 

Quartzite 

0.031 

1.21 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.06 

0.06 


Chandanwas 

0811000101344800 

8.932 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.098 

-0.36 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Chandrana 

0811000401394600 

11.293 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.246 

0.39 

0.100 

0.09 

0.01 

0.00 

0.00 

0.06 

0.15 

0.12 

0.33 

0.021 

0.17 

0.20 







Non-command 

Phyllite & Schist 

0.001 

0.39 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

6.386 

0.39 

0.020 

0.15 

0.02 

0.00 

0.00 

0.01 

0.17 

0.14 

0.54 

0.041 

0.33 

0.40 


Chawand Hera 

0811000401397800 

7.074 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.068 

0.81 

0.100 

0.04 

0.00 

0.00 

0.00 

0.01 

0.20 

0.18 

0.13 

0.013 

0.17 

0.19 







Non-command 

Quartzite 

0.403 

0.81 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.003 

0.03 

0.04 


Chhokarwara 

0811000301381200 

2.674 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.494 

-0.72 

0.150 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.004 

0.11 

0.10 


Chordi 

0811000401391800 

2.234 

Fresh 

Non-command 

Non-command 

Quartzite 

2.207 

0.49 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.10 

0.09 

0.35 

0.014 

0.57 

0.66 






Sainthal Sagar 

Command 

Quartzite 

0.004 

0.49 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dadanka 

0811000401391900 

1.750 

Fresh 

Non-command 

Non-command 

Quartzite 

0.913 

0.43 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.006 

0.30 

0.35 


Dagarwara 

0812001101599200 

14.075 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.008 

0.65 

0.020 

0.00 

0.00 

0.00 

0.00 

0.24 

-0.24 

-0.17 

0.00 

0.000 

0.00 

0.00 


Dantli 

0811000401393500 

2.097 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.213 

0.41 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.06 

0.07 







Non-command 

Quartzite 

1.634 

0.41 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.07 

0.010 

0.45 

0.50 






Sainthal Sagar 

Command 

Quartzite 

0.250 

0.41 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.07 

0.08 


Delari 

0811000101351400 

3.736 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.697 

-0.26 

0.100 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.63 

0.029 

0.59 

0.59 


Dhai 

0811000401394300 

0.674 

Fresh 

Non-command 

Non-command 

Quartzite 

0.674 

0.46 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.11 

0.004 

0.58 

0.67 


Dhanawar 

0811000101345700 

4.317 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.382 

-0.21 

0.100 

0.12 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.48 

0.011 

0.19 

0.20 







Non-command 

Younger Alluvium 

2.840 

-0.21 

0.120 

0.25 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.98 

0.022 

0.38 

0.41 


Dharampura 

0811000401392200 

3.297 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.297 

0.20 

0.100 

0.17 

0.02 

0.00 

0.00 

0.00 

0.22 

0.19 

0.65 

0.021 

0.58 

0.65 


Dhigariya Tappa Koleshwar 

0811000101351500 

4.849 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.277 

-0.21 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.018 

0.28 

0.28 







Non-command 

Younger Alluvium 

2.294 

-0.21 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.018 

0.28 

0.28 


Dubbi 

0811000301376200 

5.313 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.609 

-0.25 

0.150 

0.20 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.78 

0.023 

0.29 

0.29 






Kala Kho 

Command 

Younger Alluvium 

0.003 

-0.25 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dwarapura 

0811000101351300 

2.024 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.837 

-0.45 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.014 

0.54 

0.53 







Non-command 

Younger Alluvium 

0.182 

-0.45 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.05 

0.05 


Gadarwara Brahmanan 

0811000101345800 

3.134 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.134 

-0.22 

0.100 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.025 

0.59 

0.61 


Goojarwas 

0811000101352100 

2.205 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.101 

-1.16 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.03 

0.03 







Non-command 

Younger Alluvium 

0.949 

-1.16 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.007 

0.26 

0.24 






Kala Kho 

Command 

Younger Alluvium 

0.077 

-1.16 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.02 

0.02 


Gurhaliya 

0811000101345000 

1.715 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.811 

-0.24 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.006 

0.28 

0.29 


Hodayli 

0811000401393800 

2.756 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.869 

0.25 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.08 

0.19 

0.012 

0.39 

0.44 







Non-command 

Quartzite 

0.887 

0.25 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.08 

0.006 

0.19 

0.21 


Jaitpura 

0811000401396000 

1.685 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.023 

0.47 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Jasota 

0811000401395100 

6.954 

Fresh 

Non-command 

Non-command 

Quartzite 

6.954 

0.54 

0.020 

0.15 

0.02 

0.00 

0.00 

0.01 

0.20 

0.18 

0.52 

0.044 

0.58 

0.65 


Jhera 

0811000401394400 

4.058 

Fresh 

Non-command 

Non-command 

Quartzite 

4.058 

0.46 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.10 

0.08 

0.26 

0.026 

0.58 

0.68 


Jopara 

0811000401393200 

3.838 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.414 

0.45 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.003 

0.06 

0.07 







Non-command 

Younger Alluvium 

0.640 

0.45 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.04 

0.004 

0.10 

0.11 


Kableshwar 

0811000401391700 

4.279 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.446 

0.38 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.10 

0.08 

0.17 

0.009 

0.20 

0.22 


Kailai 

0811000301376300 

3.688 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.286 

-0.40 

0.150 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.020 

0.37 

0.36 






Kala Kho 

Command 

Younger Alluvium 

1.248 

-0.40 

0.150 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.011 

0.20 

0.19 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Barkhera 

0811000401398200 

0.20 

0.00 

(1,774.88) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

0.007 

0.007 

0.007 

0.011 

0.001 

0.010 

0.000 

3.26 

Safe 

Baroli 

0811000401392300 

0.20 

0.25 

(35.47) 

0.20 

0.02 

0.22 

0.03 

0.28 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.272 

0.014 

0.259 

0.457 

176.68 

Over Exploited 



0.06 

0.07 

1,330.08 

0.08 

0.01 

0.09 

0.03 

0.29 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.134 

0.007 

0.128 

0.420 

329.16 

Over Exploited 

Barwa 

0812001201623600 

0.12 

0.01 

182.26 

0.01 

0.01 

0.02 

0.01 

0.06 

0.00 

- 

- 

- 

0.018 

0.018 

0.019 

0.042 

0.002 

0.040 

0.072 

180.11 

Over Exploited 

Bas Gurhaliya 

0811000101345900 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.056 

1,844.67 

Over Exploited 

Bhandari 

0811000301381400 

0.25 

0.04 

- 

0.04 

0.02 

0.06 

0.02 

0.16 

- 

0.0100 

- 

- 

0.033 

0.043 

0.043 

0.102 

0.010 

0.091 

0.209 

228.55 

Over Exploited 

Bhanwati 

0811000101340900 

0.08 

0.01 

247.53 

0.01 

0.00 

0.01 

0.01 

0.13 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.017 

0.001 

0.016 

0.084 

518.13 

Over Exploited 

Bhedoli 

0811000401392700 

0.06 

0.02 

107.64 

0.02 

0.01 

0.03 

0.03 

0.30 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.048 

0.002 

0.046 

0.164 

357.59 

Over Exploited 



0.06 

0.00 

1,138.32 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.037 

3,076.89 

Over Exploited 

Bhojpura 

0811000301376400 

0.25 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.001 

0.005 

0.063 

1,364.69 

Over Exploited 



0.25 

0.04 

- 

0.04 

- 

0.04 

0.03 

0.27 

- 

0.0100 

0.0006 

0.0007 

- 

0.011 

0.011 

0.052 

0.005 

0.047 

0.191 

407.82 

Over Exploited 

Bhojwara 

0811000101345600 

0.20 

0.07 

- 

0.07 

0.01 

0.08 

0.04 

0.37 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.101 

0.010 

0.091 

0.224 

247.21 

Over Exploited 



0.22 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.20 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.033 

0.003 

0.030 

0.124 

413.27 

Over Exploited 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.004 

0.000 

0.003 

0.045 

1,380.35 

Over Exploited 

Biharipura 

0811000401394500 

0.20 

0.00 

3,740.57 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

745.90 

0.00 

- 

0.00 

0.01 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.063 

502.07 

Over Exploited 



0.06 

0.12 

(13.56) 

0.10 

0.01 

0.11 

0.05 

0.53 

0.01 

0.0400 

- 

- 

0.001 

0.041 

0.054 

0.168 

0.008 

0.159 

0.373 

233.75 

Over Exploited 

Binawala 

0811000401390300 

0.06 

0.00 

125.06 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.016 

971.22 

Over Exploited 



0.06 

0.00 

125.68 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

- 

0.0002 

0.0003 

- 

0.000 

0.001 

0.002 

0.000 

0.002 

0.016 

772.80 

Over Exploited 

Bishanpura 

0811000401392100 

0.20 

0.12 

15.99 

0.14 

0.01 

0.15 

0.03 

0.26 

0.01 

0.0300 

- 

- 

- 

0.030 

0.043 

0.194 

0.010 

0.184 

0.318 

172.52 

Over Exploited 



0.06 

0.01 

281.28 

0.01 

0.01 

0.02 

0.01 

0.13 

0.00 

0.0200 

- 

- 

- 

0.020 

0.021 

0.042 

0.002 

0.040 

0.142 

358.26 

Over Exploited 



0.06 

0.00 

1,101.89 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

0.0000 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.008 

5,149.80 

Over Exploited 

Borai 

0812001201623300 

0.12 

0.00 

432.48 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

0.002 

0.002 

0.002 

0.004 

0.000 

0.004 

0.017 

410.03 

Over Exploited 

Boroda 

0811000401390100 

0.06 

0.00 

157.16 

0.00 

0.01 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

0.015 

0.015 

0.015 

0.027 

0.001 

0.025 

0.025 

98.19 

Critical 



0.06 

0.01 

1.62 

0.01 

0.01 

0.02 

0.02 

0.16 

0.00 

- 

0.0005 

0.0008 

0.015 

0.016 

0.017 

0.037 

0.002 

0.035 

0.050 

143.29 

Over Exploited 

Chainpura 

0811000401394000 

0.06 

0.06 

(39.88) 

0.05 

- 

0.05 

0.05 

0.46 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.069 

0.003 

0.065 

0.088 

135.81 

Over Exploited 



0.06 

0.01 

71.18 

0.01 

- 

0.01 

0.02 

0.18 

0.00 

- 

0.0005 

0.0008 

- 

0.001 

0.002 

0.014 

0.001 

0.014 

0.035 

261.10 

Over Exploited 

Chak Jasota 

0811000401397400 

0.06 

0.00 

464.01 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chandanwas 

0811000101344800 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Chandrana 

0811000401394600 

0.20 

0.11 

13.93 

0.12 

0.07 

0.19 

0.02 

0.18 

0.01 

0.0400 

- 

- 

0.086 

0.126 

0.138 

0.328 

0.016 

0.311 

0.351 

112.67 

Over Exploited 



0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.12 

10.14 

0.14 

0.03 

0.17 

0.04 

0.36 

0.01 

0.0600 

- 

- 

0.019 

0.079 

0.093 

0.263 

0.013 

0.250 

0.584 

233.44 

Over Exploited 

Chawand Hera 

0811000401397800 

0.20 

0.07 

160.18 

0.08 

0.01 

0.09 

0.02 

0.19 

0.01 

0.0100 

- 

- 

0.009 

0.019 

0.027 

0.117 

0.006 

0.111 

0.139 

125.31 

Over Exploited 



0.06 

0.00 

1,763.36 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.025 

2,466.11 

Over Exploited 

Chhokarwara 

0811000301381200 

0.25 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.024 

0.002 

0.021 

0.289 

1,346.77 

Over Exploited 

Chordi 

0811000401391800 

0.06 

0.08 

17.05 

0.09 

0.01 

0.10 

0.06 

0.64 

0.01 

0.0400 

- 

- 

- 

0.040 

0.048 

0.147 

0.007 

0.140 

0.367 

262.42 

Over Exploited 



0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dadanka 

0811000401391900 

0.06 

0.02 

(5.21) 

0.02 

- 

0.02 

0.03 

0.34 

0.00 

- 

- 

- 

- 

- 

0.002 

0.018 

0.001 

0.017 

0.042 

250.97 

Over Exploited 

Dagarwara 

0812001101599200 

0.09 

0.00 

########## 

0.00 

0.24 

0.24 

0.00 

0.00 

0.00 

- 

- 

- 

0.364 

0.364 

0.364 

0.606 

0.030 

0.576 

0.000 

0.01 

Safe 

Dantli 

0811000401393500 

0.20 

0.00 

218.03 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.009 

298.72 

Over Exploited 



0.06 

0.04 

(33.08) 

0.04 

0.00 

0.04 

0.05 

0.50 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.016 

0.052 

0.003 

0.050 

0.075 

152.33 

Over Exploited 



0.06 

0.00 

24.62 

0.00 

0.00 

0.00 

0.01 

0.08 

0.00 

- 

0.0001 

0.0002 

0.001 

0.001 

0.001 

0.003 

0.000 

0.003 

0.009 

270.50 

Over Exploited 

Delari 

0811000101351400 

0.20 

0.43 

- 

0.43 

0.01 

0.44 

0.06 

0.65 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.464 

0.046 

0.417 

0.655 

156.97 

Over Exploited 

Dhai 

0811000401394300 

0.06 

0.02 

34.40 

0.03 

- 

0.03 

0.06 

0.64 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.041 

0.002 

0.039 

0.112 

290.19 

Over Exploited 

Dhanawar 

0811000101345700 

0.20 

0.05 

- 

0.05 

0.02 

0.07 

0.02 

0.21 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.093 

0.009 

0.084 

0.486 

580.94 

Over Exploited 



0.22 

0.24 

- 

0.24 

0.04 

0.28 

0.04 

0.43 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.321 

0.032 

0.288 

1.005 

348.47 

Over Exploited 

Dharampura 

0811000401392200 

0.20 

0.38 

(49.73) 

0.31 

0.02 

0.33 

0.06 

0.65 

0.04 

0.0700 

- 

- 

0.002 

0.072 

0.114 

0.442 

0.022 

0.420 

0.673 

160.29 

Over Exploited 

Dhigariya Tappa Koleshwar 

0811000101351500 

0.20 

0.13 

- 

0.13 

0.00 

0.13 

0.03 

0.31 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.141 

0.014 

0.126 

0.342 

270.32 

Over Exploited 



0.22 

0.14 

- 

0.14 

- 

0.14 

0.03 

0.31 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.151 

0.015 

0.136 

0.342 

251.87 

Over Exploited 

Dubbi 

0811000301376200 

0.25 

0.19 

- 

0.19 

0.03 

0.22 

0.03 

0.32 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.252 

0.025 

0.227 

0.800 

352.10 

Over Exploited 



0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

1.33 

Safe 

Dwarapura 

0811000101351300 

0.20 

0.20 

- 

0.20 

- 

0.20 

0.06 

0.60 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.209 

0.021 

0.188 

0.219 

116.77 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.023 

1,219.12 

Over Exploited 

Gadarwara Brahmanan 

0811000101345800 

0.20 

0.37 

- 

0.37 

0.01 

0.38 

0.06 

0.65 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.398 

0.040 

0.359 

0.425 

118.41 

Over Exploited 

Goojarwas 

0811000101352100 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.023 

4,553.68 

Over Exploited 



0.22 

0.05 

- 

0.05 

- 

0.05 

0.03 

0.29 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.064 

0.006 

0.058 

0.223 

385.05 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.023 

4,459.93 

Over Exploited 

Gurhaliya 

0811000101345000 

0.20 

0.05 

- 

0.05 

- 

0.05 

0.03 

0.31 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.055 

0.006 

0.050 

0.190 

383.83 

Over Exploited 

Hodayli 

0811000401393800 

0.20 

0.15 

(46.74) 

0.12 

0.01 

0.13 

0.04 

0.44 

0.02 

0.0200 

- 

- 

- 

0.020 

0.036 

0.164 

0.008 

0.156 

0.206 

132.05 

Over Exploited 



0.06 

0.01 

120.07 

0.01 

- 

0.01 

0.02 

0.21 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.023 

0.001 

0.022 

0.085 

386.64 

Over Exploited 

Jaitpura 

0811000401396000 

0.20 

0.00 

3,098.35 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jasota 

0811000401395100 

0.06 

0.24 

(26.02) 

0.19 

0.03 

0.22 

0.06 

0.65 

0.03 

0.0600 

- 

- 

0.009 

0.070 

0.097 

0.317 

0.016 

0.301 

0.567 

188.48 

Over Exploited 

Jhera 

0811000401394400 

0.06 

0.14 

(41.33) 

0.11 

0.01 

0.12 

0.06 

0.64 

0.02 

0.0300 

- 

- 

- 

0.030 

0.046 

0.168 

0.008 

0.160 

0.285 

178.16 

Over Exploited 

Jopara 

0811000401393200 

0.20 

0.01 

401.85 

0.01 

- 

0.01 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.028 

468.03 

Over Exploited 



0.20 

0.01 

226.39 

0.01 

- 

0.01 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.015 

0.001 

0.014 

0.047 

332.89 

Over Exploited 

Kableshwar 

0811000401391700 

0.20 

0.06 

46.36 

0.07 

0.01 

0.08 

0.02 

0.22 

0.01 

0.0200 

- 

- 

- 

0.020 

0.026 

0.104 

0.005 

0.099 

0.177 

178.91 

Over Exploited 

Kailai 

0811000301376300 

0.25 

0.21 

- 

0.21 

0.00 

0.21 

0.04 

0.41 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.222 

0.022 

0.200 

0.353 

176.24 

Over Exploited 



0.25 

0.06 

- 

0.06 

0.00 

0.06 

0.02 

0.22 

- 

0.0100 

0.0011 

0.0014 

0.000 

0.013 

0.013 

0.076 

0.008 

0.068 

0.189 

276.37 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Kalera 

081100030138110C 

2.070 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.143 

-0.84 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.04 

0.04 


Kali Pahari 

0811000401393600 

11.490 

Fresh 

Non-command 

Non-command 

Quartzite 

11.481 

0.34 

0.020 

0.30 

0.04 

0.00 

0.00 

0.00 

0.34 

0.31 

1.12 

0.073 

0.58 

0.64 






Sainthal Sagar 

Command 

Quartzite 

0.010 

0.34 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kalota 

0811000401392900 

7.771 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.754 

0.29 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.07 

0.005 

0.06 

0.06 







Non-command 

Younger Alluvium 

0.153 

0.29 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.001 

0.01 

0.01 







Non-command 

Quartzite 

2.090 

0.29 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.05 

0.05 

0.17 

0.013 

0.16 

0.17 






Sainthal Sagar 

Command 

Older Alluvium 

3.022 

0.29 

0.100 

0.08 

0.01 

0.00 

0.00 

0.00 

0.16 

0.14 

0.29 

0.019 

0.23 

0.25 







Command 

Quartzite 

1.451 

0.29 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.12 

0.009 

0.11 

0.12 


Khairya Ki Dhani 

0811000101345500 

1.290 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.861 

-0.20 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.007 

0.39 

0.41 






Sainthal Sagar 

Command 

Older Alluvium 

0.429 

-0.20 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.003 

0.19 

0.20 


Kheenchawas 

0811000401396200 

1.134 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.421 

-0.08 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.003 

0.22 

0.24 


Khohra Kalan 

0811000401393400 

4.097 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.318 

0.37 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.09 

0.008 

0.19 

0.21 







Non-command 

Quartzite 

0.151 

0.37 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.02 






Sainthal Sagar 

Command 

Older Alluvium 

0.245 

0.37 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.002 

0.03 

0.04 







Command 

Quartzite 

2.383 

0.37 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.04 

0.14 

0.015 

0.34 

0.37 


Khohra Khurd 

0811000401392400 

4.408 

Fresh 

Non-command 

Non-command 

Quartzite 

0.156 

0.27 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.02 

0.02 


Khoontla 

0811000101351800 

4.402 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.931 

-0.68 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.023 

0.40 

0.38 






Kala Kho 

Command 

Younger Alluvium 

1.471 

-0.68 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.012 

0.20 

0.19 


Khuri Kalan 

0811000401394900 

6.148 

Fresh 

Non-command 

Non-command 

Quartzite 

6.148 

0.56 

0.020 

0.15 

0.02 

0.00 

0.00 

0.02 

0.18 

0.16 

0.56 

0.039 

0.58 

0.65 


Khuri Khurd 

0811000401395000 

7.306 

Fresh 

Non-command 

Non-command 

Quartzite 

7.306 

0.75 

0.020 

0.10 

0.01 

0.00 

0.00 

0.01 

0.19 

0.17 

0.34 

0.047 

0.58 

0.65 


Koliwara 

0812001101605200 

3.635 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.028 

0.45 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Kolwa 

0811000101345200 

6.878 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.026 

-0.04 

0.100 

0.09 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.032 

0.34 

0.36 







Non-command 

Quartzite 

0.937 

-0.04 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.007 

0.08 

0.08 






Sainthal Sagar 

Command 

Older Alluvium 

0.085 

-0.04 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 







Command 

Quartzite 

0.008 

-0.04 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kundal 

0811000401392500 

12.136 

Fresh 

Non-command 

Non-command 

Quartzite 

0.973 

0.22 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.13 

0.006 

0.05 

0.05 






Sainthal Sagar 

Command 

Quartzite 

1.016 

0.22 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.03 

0.03 

0.14 

0.006 

0.05 

0.05 


Lohsari 

0811000401393000 

2.113 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.350 

0.20 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.002 

0.10 

0.11 







Non-command 

Younger Alluvium 

0.757 

0.20 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.07 

0.005 

0.21 

0.23 






Sainthal Sagar 

Command 

Older Alluvium 

1.006 

0.20 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.07 

0.006 

0.28 

0.30 


Lotwara 

0811000401393300 

1.870 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.339 

0.36 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.08 

0.009 

0.42 

0.46 







Non-command 

Younger Alluvium 

0.000 

0.36 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Sainthal Sagar 

Command 

Older Alluvium 

0.401 

0.36 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.003 

0.12 

0.14 







Command 

Quartzite 

0.130 

0.36 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.04 

0.04 


Mahsara Kalan 

0811000401395300 

12.803 

Fresh 

Non-command 

Non-command 

Quartzite 

6.970 

0.63 

0.020 

0.12 

0.02 

0.00 

0.00 

0.05 

0.13 

0.12 

0.41 

0.045 

0.32 

0.35 


Malagwas 

0811000401397700 

3.392 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.243 

1.05 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.002 

0.04 

0.05 







Non-command 

Quartzite 

2.161 

1.05 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.07 

0.06 

0.11 

0.014 

0.37 

0.41 


Malpura 

0811000401394700 

4.160 

Fresh 

Non-command 

Non-command 

Quartzite 

4.160 

0.39 

0.020 

0.12 

0.02 

0.00 

0.00 

0.00 

0.13 

0.11 

0.44 

0.027 

0.58 

0.66 


Manga Bhata 

0811000401395600 

3.459 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.452 

0.56 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.03 

0.003 

0.08 

0.08 


Manota 

0811000101346000 

1.759 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.030 

-0.33 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Meenawara 

0811000301383600 

1.905 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.005 

0.50 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Meetarwari 

0811000101346100 

1.972 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.712 

-0.39 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.006 

0.21 

0.21 


Monawas 

0811000101350400 

1.022 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.230 

-1.10 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.002 

0.14 

0.13 







Non-command 

Younger Alluvium 

0.424 

-1.10 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.003 

0.25 

0.23 


Mora Patti 

0811000401397900 

3.921 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.033 

1.18 

0.100 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Moradi 

0811000101350600 

1.629 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.014 

-0.94 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Younger Alluvium 

0.012 

-0.94 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Motipura 

0811000101351900 

3.158 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.982 

-0.97 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.008 

0.19 

0.17 






Kala Kho 

Command 

Younger Alluvium 

1.079 

-0.97 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.008 

0.21 

0.19 


Naharna 

0811000301383700 

0.822 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.208 

0.33 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.002 

0.15 

0.15 


Nangal Bersi 

0811000401398400 

2.626 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.756 

0.37 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.06 

0.005 

0.17 

0.19 







Non-command 

Quartzite 

0.668 

0.37 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.05 

0.004 

0.15 

0.17 


Nangal Bohra 

0812001201623500 

6.846 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.694 

0.35 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.06 

0.011 

0.14 

0.17 







Non-command 

Quartzite 

0.704 

0.35 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.005 

0.06 

0.07 


Narayanpura 

0811000101350500 

1.886 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.156 

-1.00 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.05 

0.05 







Non-command 

Younger Alluvium 

1.413 

-1.00 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.011 

0.45 

0.43 


Nayagaon 

0811000101345400 

2.908 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.355 

-0.06 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.003 

0.07 

0.08 







Non-command 

Younger Alluvium 

0.298 

-0.06 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.002 

0.06 

0.06 






Sainthal Sagar 

Command 

Older Alluvium 

2.255 

-0.06 

0.100 

0.08 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.018 

0.45 

0.49 


Neemali 

0811000401392800 

4.776 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.522 

0.19 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.08 

0.07 

0.22 

0.010 

0.19 

0.20 







Non-command 

Quartzite 

0.819 

0.19 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.10 

0.005 

0.10 

0.11 






Sainthal Sagar 

Command 

Older Alluvium 

0.415 

0.19 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.06 

0.003 

0.05 

0.05 







Command 

Quartzite 

2.020 

0.19 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.07 

0.06 

0.25 

0.013 

0.25 

0.27 


Nihalpura 

0811000301381300 

3.795 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.987 

-0.60 

0.150 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.009 

0.16 

0.15 


Parasoli 

0812001201623200 

7.772 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.446 

0.25 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.003 

0.03 

0.04 


Peelwa 

0811000401391300 

6.577 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.100 

0.42 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 







Non-command 

Quartzite 

0.590 

0.42 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.03 

0.004 

0.05 

0.06 


Peelwa Kalan 

0811000301381600 

1.576 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.315 

-0.13 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.003 

0.12 

0.12 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Kalera 

0811000301381100 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.05 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.002 

0.000 

0.002 

0.016 

1,072.88 

Over Exploited 

Kali Pahari 

0811000401393600 

0.06 

0.40 

(23.73) 

0.32 

0.04 

0.36 

0.06 

0.65 

0.04 

0.1300 

- 

- 

0.000 

0.130 

0.175 

0.535 

0.027 

0.508 

1.194 

235.10 

Over Exploited 



0.06 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kalota 

0811000401392900 

0.20 

0.01 

344.48 

0.01 

- 

0.01 

0.01 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.020 

0.001 

0.019 

0.072 

374.13 

Over Exploited 



0.20 

0.00 

3,852.01 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.023 

5,731.03 

Over Exploited 



0.06 

0.02 

8,265.46 

0.02 

0.01 

0.03 

0.02 

0.17 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.053 

0.003 

0.051 

0.181 

358.98 

Over Exploited 



0.20 

0.14 

4.09 

0.14 

0.01 

0.15 

0.02 

0.25 

- 

0.0300 

0.0014 

0.0023 

- 

0.034 

0.034 

0.186 

0.009 

0.177 

0.307 

173.91 

Over Exploited 



0.06 

0.01 

268.15 

0.01 

- 

0.01 

0.01 

0.12 

- 

0.0100 

0.0007 

0.0011 

- 

0.012 

0.012 

0.023 

0.001 

0.022 

0.124 

565.21 

Over Exploited 

Khairya Ki Dhani 

0811000101345500 

0.20 

0.07 

- 

0.07 

0.00 

0.07 

0.04 

0.43 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.080 

0.008 

0.072 

0.115 

159.99 

Over Exploited 



0.20 

0.02 

- 

0.02 

0.00 

0.02 

0.02 

0.22 

- 

0.0100 

0.0002 

0.0003 

0.001 

0.012 

0.012 

0.030 

0.003 

0.027 

0.057 

215.81 

Over Exploited 

Kheenchawas 

0811000401396200 

0.20 

0.02 

- 

0.02 

0.00 

0.02 

0.02 

0.24 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.028 

0.003 

0.025 

0.111 

434.29 

Over Exploited 

Khohra Kalan 

0811000401393400 

0.20 

0.05 

44.36 

0.06 

- 

0.06 

0.02 

0.21 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.069 

0.003 

0.066 

0.100 

152.79 

Over Exploited 



0.06 

0.00 

261.99 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.000 

0.001 

0.001 

0.001 

0.000 

0.001 

0.008 

811.81 

Over Exploited 



0.20 

0.00 

381.46 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.002 

0.000 

0.002 

0.019 

833.79 

Over Exploited 



0.06 

0.05 

(11.45) 

0.04 

0.01 

0.05 

0.04 

0.38 

- 

0.0200 

0.0011 

0.0018 

0.000 

0.023 

0.023 

0.077 

0.004 

0.073 

0.159 

219.09 

Over Exploited 

Khohra Khurd 

0811000401392400 

0.06 

0.00 

4,963.80 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.023 

10,423.62 

Over Exploited 

Khoontla 

0811000101351800 

0.22 

0.26 

- 

0.26 

- 

0.26 

0.04 

0.44 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.268 

0.027 

0.241 

0.315 

130.57 

Over Exploited 



0.22 

0.06 

- 

0.06 

- 

0.06 

0.02 

0.22 

- 

0.0100 

0.0013 

0.0016 

- 

0.013 

0.013 

0.078 

0.008 

0.070 

0.152 

215.94 

Over Exploited 

Khuri Kalan 

0811000401394900 

0.06 

0.21 

(23.90) 

0.17 

0.04 

0.21 

0.06 

0.65 

0.02 

0.0600 

- 

- 

0.026 

0.087 

0.110 

0.320 

0.016 

0.304 

0.595 

196.09 

Over Exploited 

Khuri Khurd 

0811000401395000 

0.06 

0.25 

(33.55) 

0.20 

0.02 

0.22 

0.06 

0.65 

0.03 

0.0400 

- 

- 

0.017 

0.057 

0.085 

0.310 

0.015 

0.294 

0.390 

132.36 

Over Exploited 

Koliwara 

0812001101605200 

0.09 

0.00 

(3,811.68) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

7.26 

Safe 

Kolwa 

0811000101345200 

0.20 

0.28 

- 

0.28 

0.01 

0.29 

0.04 

0.38 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.317 

0.032 

0.285 

0.334 

116.88 

Over Exploited 



0.08 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.002 

0.014 

0.057 

398.93 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0000 

0.0001 

0.001 

0.001 

0.001 

0.002 

0.000 

0.001 

0.012 

834.65 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kundal 

0811000401392500 

0.06 

0.00 

8,377.86 

0.00 

- 

0.00 

0.01 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.136 

1,185.54 

Over Exploited 



0.06 

0.00 

965.81 

0.00 

0.01 

0.01 

0.01 

0.05 

- 

0.0200 

0.0005 

0.0008 

- 

0.021 

0.021 

0.035 

0.002 

0.033 

0.150 

455.60 

Over Exploited 

Lohsari 

0811000401393000 

0.20 

0.01 

127.32 

0.01 

- 

0.01 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.027 

354.94 

Over Exploited 



0.20 

0.03 

9.13 

0.03 

- 

0.03 

0.02 

0.23 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.044 

0.002 

0.042 

0.070 

165.56 

Over Exploited 



0.20 

0.06 

(35.26) 

0.04 

- 

0.04 

0.03 

0.31 

- 

0.0100 

0.0005 

0.0008 

- 

0.011 

0.011 

0.056 

0.003 

0.053 

0.073 

138.50 

Over Exploited 

Lotwara 

0811000401393300 

0.20 

0.11 

(46.03) 

0.09 

0.00 

0.09 

0.05 

0.46 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.103 

0.005 

0.097 

0.087 

88.83 

Semi Critical 



0.20 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.01 

108.50 

0.01 

0.00 

0.01 

0.01 

0.14 

- 

- 

0.0002 

0.0003 

0.002 

0.003 

0.003 

0.016 

0.001 

0.015 

0.020 

130.25 

Over Exploited 



0.06 

0.00 

154.34 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.008 

1,427.26 

Over Exploited 

Mahsara Kalan 

0811000401395300 

0.06 

0.13 

(7.88) 

0.12 

0.07 

0.19 

0.04 

0.35 

0.01 

0.0500 

- 

- 

0.079 

0.129 

0.144 

0.339 

0.017 

0.322 

0.451 

139.92 

Over Exploited 

Malagwas 

0811000401397700 

0.20 

0.00 

1,036.59 

0.00 

- 

0.00 

0.00 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.019 

732.67 

Over Exploited 



0.06 

0.05 

23.58 

0.06 

0.01 

0.07 

0.04 

0.41 

0.01 

0.0100 

- 

- 

0.015 

0.025 

0.030 

0.097 

0.005 

0.093 

0.122 

131.67 

Over Exploited 

Malpura 

0811000401394700 

0.06 

0.14 

(21.68) 

0.12 

0.02 

0.14 

0.06 

0.64 

0.02 

0.0500 

- 

- 

0.005 

0.055 

0.071 

0.210 

0.010 

0.199 

0.462 

231.71 

Over Exploited 

Manga Bhata 

0811000401395600 

0.20 

0.01 

366.74 

0.01 

0.00 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

0.000 

0.000 

0.001 

0.009 

0.000 

0.009 

0.037 

424.62 

Over Exploited 

Manota 

0811000101346000 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Meenawara 

0811000301383600 

0.25 

0.00 

16,633.26 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Meetarwari 

0811000101346100 

0.20 

0.03 

- 

0.03 

0.00 

0.03 

0.02 

0.24 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.032 

0.003 

0.029 

0.136 

473.70 

Over Exploited 

Monawas 

0811000101350400 

0.20 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.001 

0.006 

0.067 

1,190.90 

Over Exploited 



0.22 

0.02 

- 

0.02 

- 

0.02 

0.03 

0.28 

- 

- 

- 

- 

- 

- 

- 

0.023 

0.002 

0.021 

0.111 

528.19 

Over Exploited 

Mora Patti 

0811000401397900 

0.20 

0.00 

(4,756.62) 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

- 

- 

0.008 

0.008 

0.008 

0.014 

0.001 

0.013 

0.000 

1.60 

Safe 

Moradi 

0811000101350600 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Motipura 

0811000101351900 

0.22 

0.04 

- 

0.04 

- 

0.04 

0.02 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.041 

0.004 

0.037 

0.094 

256.08 

Over Exploited 



0.22 

0.05 

- 

0.05 

- 

0.05 

0.02 

0.23 

- 

- 

0.0010 

0.0012 

- 

0.002 

0.002 

0.051 

0.005 

0.046 

0.105 

228.29 

Over Exploited 

Naharna 

0811000301383700 

0.25 

0.01 

165.72 

0.01 

- 

0.01 

0.02 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.009 

0.041 

461.68 

Over Exploited 

Nangal Bersi 

0811000401398400 

0.20 

0.03 

58.09 

0.03 

0.00 

0.03 

0.02 

0.19 

0.00 

0.0100 

- 

- 

0.003 

0.013 

0.016 

0.049 

0.002 

0.046 

0.064 

138.42 

Over Exploited 



0.06 

0.01 

113.96 

0.01 

0.00 

0.01 

0.02 

0.16 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.019 

0.001 

0.018 

0.054 

304.96 

Over Exploited 

Nangal Bohra 

0812001201623500 

0.12 

0.03 

91.26 

0.03 

0.00 

0.04 

0.02 

0.16 

0.00 

0.0100 

- 

- 

0.002 

0.012 

0.016 

0.052 

0.003 

0.049 

0.070 

142.62 

Over Exploited 



0.08 

0.00 

1.90 

0.00 

0.00 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

0.001 

0.001 

0.002 

0.006 

0.000 

0.006 

0.015 

261.54 

Over Exploited 

Narayanpura 

0811000101350500 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

0.023 

1,667.82 

Over Exploited 



0.22 

0.14 

- 

0.14 

- 

0.14 

0.05 

0.50 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.150 

0.015 

0.135 

0.216 

159.87 

Over Exploited 

Nayagaon 

0811000101345400 

0.20 

0.01 

- 

0.01 

0.00 

0.01 

0.01 

0.08 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.006 

0.001 

0.005 

0.046 

837.69 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.034 

976.29 

Over Exploited 



0.20 

0.20 

- 

0.20 

0.01 

0.21 

0.05 

0.50 

- 

0.0300 

0.0011 

0.0017 

0.001 

0.033 

0.033 

0.248 

0.025 

0.223 

0.299 

134.04 

Over Exploited 

Neemali 

0811000401392800 

0.20 

0.06 

28.18 

0.07 

0.01 

0.08 

0.02 

0.21 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.098 

0.005 

0.093 

0.228 

244.91 

Over Exploited 



0.06 

0.00 

511.21 

0.01 

0.00 

0.01 

0.01 

0.11 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.017 

0.001 

0.017 

0.106 

643.47 

Over Exploited 



0.20 

0.00 

512.85 

0.01 

- 

0.01 

0.01 

0.06 

- 

0.0100 

0.0002 

0.0003 

- 

0.011 

0.011 

0.016 

0.001 

0.015 

0.062 

417.79 

Over Exploited 



0.06 

0.03 

107.12 

0.04 

0.01 

0.05 

0.03 

0.27 

- 

0.0300 

0.0010 

0.0015 

0.001 

0.033 

0.033 

0.080 

0.004 

0.076 

0.265 

349.21 

Over Exploited 

Nihalpura 

0811000301381300 

0.25 

0.04 

- 

0.04 

- 

0.04 

0.02 

0.18 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.049 

0.005 

0.044 

0.193 

436.41 

Over Exploited 

Parasoli 

0812001201623200 

0.12 

0.00 

231.92 

0.00 

0.00 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

0.001 

0.001 

0.002 

0.005 

0.000 

0.004 

0.019 

434.57 

Over Exploited 

Peelwa 

0811000401391300 

0.20 

0.00 

1,945.86 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.009 

3,939.99 

Over Exploited 



0.06 

0.00 

351.18 

0.00 

0.01 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

0.008 

0.008 

0.008 

0.016 

0.001 

0.015 

0.033 

221.44 

Over Exploited 

Peelwa Kalan 

0811000301381600 

0.25 

0.01 

- 

0.01 

0.00 

0.01 

0.01 

0.13 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

0.001 

0.009 

0.010 

112.08 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Peelwa Khurd 

081100030138170C 

1.632 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.054 

0.12 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Pratappura 

0811000101351100 

3.777 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.383 

-0.76 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.003 

0.06 

0.06 







Non-command 

Younger Alluvium 

0.629 

-0.76 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.005 

0.10 

0.10 


Prempura 

0811000401395500 

4.163 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.228 

0.78 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.03 

0.04 







Non-command 

Quartzite 

0.180 

0.78 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.03 

0.03 


Rajwas 

0811000301383800 

3.788 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.801 

-0.01 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.024 

0.44 

0.43 


Ramjipura 

0812001101599300 

1.524 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.657 

0.55 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.08 

0.003 

0.25 

0.33 


Rampura @ Maharajpura 

0811000401390000 

6.889 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.595 

0.53 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.004 

0.05 

0.06 







Non-command 

Quartzite 

4.796 

0.53 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.11 

0.031 

0.40 

0.50 






Sainthal Sagar 

Command 

Quartzite 

0.002 

0.53 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Reta 

0811000301376100 

15.481 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.043 

-0.15 

0.150 

0.01 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.04 

0.009 

0.04 

0.04 


Rohara 

0811000401397500 

3.533 

Fresh 

Non-command 

Non-command 

Quartzite 

1.184 

1.25 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.04 

0.04 

0.07 

0.008 

0.19 

0.21 


Sahupara 

0811000101352000 

1.506 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.506 

-1.00 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.012 

0.60 

0.57 


Sainthal 

0811000401390800 

9.297 

Fresh 

Non-command 

Non-command 

Quartzite 

0.922 

0.51 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.04 

0.006 

0.06 

0.07 


Seengpura 

0811000401393700 

4.468 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.366 

0.20 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.002 

0.05 

0.05 







Non-command 

Quartzite 

4.101 

0.20 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.07 

0.06 

0.22 

0.026 

0.53 

0.59 


Shyamsinghpura 

0811000101351200 

1.632 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.972 

-0.63 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.008 

0.36 

0.34 







Non-command 

Younger Alluvium 

0.488 

-0.63 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.004 

0.18 

0.17 


Sindoli 

0811000401392600 

9.837 

Fresh 

Non-command 

Non-command 

Quartzite 

6.144 

0.20 

0.020 

0.23 

0.03 

0.00 

0.00 

0.00 

0.23 

0.20 

0.87 

0.039 

0.36 

0.40 






Sainthal Sagar 

Command 

Quartzite 

0.318 

0.20 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.002 

0.02 

0.02 


Sitapura 

0811000401394800 

2.295 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.020 

0.39 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Quartzite 

2.275 

0.39 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.05 

0.05 

0.17 

0.015 

0.58 

0.64 


Sudarshanpura 

0811000401394200 

1.685 

Fresh 

Non-command 

Non-command 

Quartzite 

1.685 

0.49 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.07 

0.011 

0.58 

0.67 


Sumel Kalan 

0811000101351700 

4.289 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.321 

-0.31 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.003 

0.04 

0.04 







Non-command 

Younger Alluvium 

3.810 

-0.31 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.030 

0.53 

0.52 






Kala Kho 

Command 

Younger Alluvium 

0.158 

-0.31 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.02 


Sumel Khurd 

0811000101351600 

2.363 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.011 

-0.21 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

2.152 

-0.21 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.017 

0.54 

0.54 


Tigadda 

0811000101345100 

1.428 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.730 

-0.20 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.006 

0.30 

0.31 


Titarwara Kalan 

0811000401391600 

8.784 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.632 

0.29 

0.100 

0.08 

0.01 

0.00 

0.00 

0.00 

0.15 

0.13 

0.29 

0.017 

0.17 

0.20 







Non-command 

Quartzite 

4.834 

0.29 

0.020 

0.13 

0.02 

0.00 

0.00 

0.00 

0.14 

0.12 

0.47 

0.031 

0.32 

0.36 


Titarwara Khurd 

0811000401391400 

4.689 

Fresh 

Non-command 

Non-command 

Quartzite 

1.723 

0.40 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.11 

0.011 

0.21 

0.24 


Udawala 

0811000401390200 

2.213 

Fresh 

Non-command 

Non-command 

Quartzite 

0.686 

0.54 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.07 

0.004 

0.18 

0.21 






Sainthal Sagar 

Command 

Quartzite 

1.527 

0.54 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.04 

0.16 

0.010 

0.40 

0.46 


Vijaipura 

0811000101345300 

2.824 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.574 

0.00 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.005 

0.12 

0.13 






Sainthal Sagar 

Command 

Older Alluvium 

2.249 

0.00 

0.100 

0.08 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.018 

0.46 

0.50 

03001023 

Amarpur 

0811000201371100 

4.379 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.853 

0.83 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.11 

0.06 

0.007 

0.11 

0.09 


Antarhera 

0809000101180400 

4.153 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.775 

0.23 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.08 

0.013 

0.25 

0.23 







Non-command 

Younger Alluvium 

0.000 

0.23 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Asro 

0809000101183900 

1.938 

Fresh 

Non-command 

Non-command 

Quartzite 

1.901 

0.70 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.08 

0.08 

0.21 

0.014 

0.57 

0.54 


Azizpur 

0809000101183400 

4.016 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.016 

0.72 

0.120 

0.31 

0.04 

0.00 

0.00 

0.00 

0.62 

0.65 

1.19 

0.029 

0.58 

0.55 


Bairoj 

0809000101188600 

5.419 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.677 

-1.96 

0.120 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.52 

0.020 

0.29 

0.27 







Non-command 

Quartzite 

1.849 

-1.96 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.014 

0.20 

0.18 


Balawas 

0809000101186900 

2.125 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.008 

0.73 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Baseri 

0811000301389600 

3.630 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.002 

-1.45 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

2.851 

-1.45 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.025 

0.49 

0.43 


Beejalwara 

0809000101187600 

3.757 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.003 

1.30 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.38 

0.40 

0.29 

0.015 

0.31 

0.29 







Non-command 

Quartzite 

0.942 

1.30 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.09 

0.007 

0.15 

0.14 


Bhaisapatti Kalan 

0809000101182500 

3.039 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.749 

0.96 

0.120 

0.13 

0.02 

0.00 

0.00 

0.00 

0.43 

0.48 

0.51 

0.020 

0.52 

0.46 







Non-command 

Quartzite 

0.000 

0.96 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhaisapatti Khurd 

0809000101182400 

4.183 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.018 

0.96 

0.120 

0.18 

0.03 

0.00 

0.00 

0.00 

0.61 

0.68 

0.68 

0.029 

0.55 

0.49 


Bhaiseena 

0809000101180800 

4.035 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.040 

0.70 

0.120 

0.13 

0.02 

0.00 

0.00 

0.00 

0.28 

0.31 

0.51 

0.015 

0.29 

0.26 


Bhajera 

0809000101181100 

2.202 

Fresh 

Non-command 

Non-command 

Quartzite 

0.017 

0.41 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhalpur 

0811000301378800 

8.530 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.242 

0.14 

0.150 

0.04 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.13 

0.011 

0.09 

0.08 







Non-command 

Quartzite 

0.767 

0.14 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.07 

0.007 

0.05 

0.05 


Bhandari Androoni 

0809000101187900 

2.187 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.890 

0.82 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.16 

0.17 

0.28 

0.007 

0.23 

0.22 


Bhandari Berooni 

0809000101189500 

5.375 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.464 

0.70 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.03 

0.003 

0.05 

0.05 


Bhaogarh 

0811000301389500 

1.973 

Fresh 

Non-command 

Non-command 

Quartzite 

1.217 

-1.21 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.011 

0.38 

0.34 


Bheempur 

0809000101184200 

2.828 

Fresh 

Non-command 

Non-command 

Quartzite 

2.376 

-0.34 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.017 

0.49 

0.47 


Bhoora 

0809000101181600 

4.480 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.727 

0.68 

0.120 

0.16 

0.02 

0.00 

0.00 

0.00 

0.36 

0.38 

0.60 

0.020 

0.35 

0.34 







Non-command 

Quartzite 

1.494 

0.68 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.06 

0.06 

0.21 

0.011 

0.19 

0.18 


Brahmbad 

0811000301378100 

2.455 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.03 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

0.687 

0.03 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.07 

0.006 

0.16 

0.15 


Chak Gazipur 

0809000101185700 

1.016 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.016 

0.76 

0.120 

0.21 

0.03 

0.00 

0.00 

0.00 

0.27 

0.29 

0.85 

0.007 

0.58 

0.55 


Chak Mahendwara 

0809000101183700 

1.232 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.232 

0.69 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.13 

0.08 

0.009 

0.58 

0.55 


Chandera 

0811000301378000 

5.213 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.025 

-0.22 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

0.028 

-0.22 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Choorpura 

0809000101182600 

1.715 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.731 

0.94 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.12 

0.14 

0.19 

0.005 

0.24 

0.22 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Peelwa Khurd 

0811000301381700 

0.25 

0.00 

239.39 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pratappura 

0811000101351100 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.01 

0.07 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

0.000 

0.004 

0.057 

1,314.56 

Over Exploited 



0.22 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.012 

0.091 

733.63 

Over Exploited 

Prempura 

0811000401395500 

0.20 

0.00 

999.49 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.009 

521.61 

Over Exploited 



0.06 

0.00 

822.54 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.008 

2,413.28 

Over Exploited 

Rajwas 

0811000301383800 

0.25 

0.31 

- 

0.31 

0.01 

0.32 

0.05 

0.49 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.339 

0.034 

0.305 

0.183 

60.15 

Safe 

Ramjipura 

0812001101599300 

0.09 

0.01 

37.74 

0.02 

- 

0.02 

0.03 

0.27 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.029 

0.001 

0.028 

0.082 

297.07 

Over Exploited 

Rampura @ Maharajpura 

0811000401390000 

0.04 

0.00 

195.95 

0.00 

0.00 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.003 

0.000 

0.002 

0.018 

725.06 

Over Exploited 



0.06 

0.12 

(37.70) 

0.09 

0.00 

0.09 

0.04 

0.45 

0.01 

0.0100 

- 

- 

0.003 

0.013 

0.025 

0.119 

0.006 

0.113 

0.139 

122.21 

Over Exploited 



0.06 

0.00 

########## 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

0.003 

0.003 

0.003 

0.004 

0.000 

0.004 

0.000 

0.26 

Safe 

Reta 

0811000301376100 

0.25 

0.01 

- 

0.01 

0.01 

0.02 

0.00 

0.04 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.024 

0.002 

0.022 

0.048 

219.85 

Over Exploited 

Rohara 

0811000401397500 

0.06 

0.01 

174.33 

0.02 

0.01 

0.02 

0.02 

0.22 

0.00 

0.0100 

- 

- 

0.012 

0.022 

0.023 

0.048 

0.002 

0.045 

0.073 

159.67 

Over Exploited 

Sahupara 

0811000101352000 

0.22 

0.20 

- 

0.20 

0.00 

0.20 

0.06 

0.67 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.210 

0.021 

0.189 

0.174 

92.04 

Critical 

Sainthal 

0811000401390800 

0.06 

0.00 

227.90 

0.00 

0.01 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

0.010 

0.011 

0.011 

0.022 

0.001 

0.021 

0.049 

237.94 

Over Exploited 

Seengpura 

0811000401393700 

0.20 

0.00 

346.47 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.004 

0.030 

697.03 

Over Exploited 



0.06 

0.13 

(54.44) 

0.11 

0.01 

0.12 

0.06 

0.59 

0.01 

0.0200 

- 

- 

- 

0.020 

0.035 

0.150 

0.007 

0.142 

0.242 

170.38 

Over Exploited 

Shyamsinghpura 

0811000101351200 

0.20 

0.07 

- 

0.07 

- 

0.07 

0.04 

0.39 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.079 

0.008 

0.071 

0.246 

344.92 

Over Exploited 



0.22 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.019 

0.002 

0.017 

0.123 

710.18 

Over Exploited 

Sindoli 

0811000401392600 

0.06 

0.13 

(48.05) 

0.16 

0.03 

0.19 

0.04 

0.40 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.291 

0.015 

0.276 

0.908 

329.04 

Over Exploited 



0.06 

0.00 

2,746.96 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.045 

5,711.38 

Over Exploited 

Sitapura 

0811000401394800 

0.20 

0.00 

3,363.20 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.08 

(39.40) 

0.06 

0.01 

0.08 

0.06 

0.64 

0.01 

0.0200 

- 

- 

0.007 

0.027 

0.035 

0.113 

0.006 

0.107 

0.181 

168.79 

Over Exploited 

Sudarshanpura 

0811000401394200 

0.06 

0.06 

(46.91) 

0.05 

0.00 

0.05 

0.06 

0.64 

0.01 

0.0100 

- 

- 

0.001 

0.011 

0.018 

0.065 

0.003 

0.062 

0.083 

133.18 

Over Exploited 

Sumel Kalan 

0811000101351700 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.025 

950.60 

Over Exploited 



0.22 

0.44 

- 

0.44 

- 

0.44 

0.06 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.454 

0.045 

0.409 

0.332 

81.19 

Semi Critical 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.012 

1,276.88 

Over Exploited 

Sumel Khurd 

0811000101351600 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.26 

- 

0.26 

- 

0.26 

0.06 

0.60 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.266 

0.027 

0.240 

0.265 

110.57 

Over Exploited 

Tigadda 

0811000101345100 

0.20 

0.04 

- 

0.04 

0.01 

0.05 

0.03 

0.33 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.074 

0.007 

0.066 

0.157 

235.83 

Over Exploited 

Titarwara Kalan 

0811000401391600 

0.20 

0.09 

41.73 

0.11 

0.01 

0.12 

0.02 

0.19 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.150 

0.008 

0.143 

0.311 

218.01 

Over Exploited 



0.06 

0.08 

8,057.34 

0.09 

0.02 

0.11 

0.04 

0.36 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.164 

0.008 

0.156 

0.499 

320.46 

Over Exploited 

Titarwara Khurd 

0811000401391400 

0.06 

0.02 

26,657.67 

0.03 

- 

0.03 

0.02 

0.24 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.036 

0.002 

0.034 

0.119 

344.98 

Over Exploited 

Udawala 

0811000401390200 

0.06 

0.01 

216.97 

0.01 

0.00 

0.01 

0.02 

0.20 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.011 

0.020 

0.001 

0.019 

0.076 

402.30 

Over Exploited 



0.06 

0.04 

8.70 

0.04 

0.01 

0.05 

0.04 

0.44 

0.00 

0.0200 

0.0007 

0.0012 

0.000 

0.022 

0.026 

0.076 

0.004 

0.072 

0.168 

232.39 

Over Exploited 

Vijaipura 

0811000101345300 

0.20 

0.01 

- 

0.01 

0.00 

0.01 

0.01 

0.13 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.025 

0.003 

0.023 

0.081 

353.23 

Over Exploited 



0.20 

0.21 

- 

0.21 

0.01 

0.22 

0.05 

0.52 

- 

0.0300 

0.0011 

0.0017 

0.001 

0.034 

0.034 

0.253 

0.025 

0.228 

0.310 

135.72 

Over Exploited 

Amarpur 

0811000201371100 

0.15 

0.01 

674.69 

0.02 

0.00 

0.02 

0.01 

0.12 

0.00 

0.0100 

- 

- 

0.002 

0.012 

0.014 

0.032 

0.002 

0.030 

0.065 

212.51 

Over Exploited 

Antarhera 

0809000101180400 

0.18 

0.08 

(195.37) 

0.08 

- 

0.08 

0.03 

0.27 

- 

- 

- 

- 

- 

- 

- 

0.083 

0.004 

0.079 

0.097 

123.17 

Over Exploited 



0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Asro 

0809000101183900 

0.08 

0.09 

(7.43) 

0.08 

0.01 

0.09 

0.06 

0.63 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.110 

0.006 

0.105 

0.223 

213.33 

Over Exploited 

Azizpur 

0809000101183400 

0.18 

0.42 

54.27 

0.50 

0.04 

0.54 

0.06 

0.64 

- 

0.1300 

- 

- 

0.000 

0.130 

0.130 

0.673 

0.034 

0.639 

1.223 

191.35 

Over Exploited 

Bairoj 

0809000101188600 

0.18 

0.14 

- 

0.14 

0.01 

0.15 

0.03 

0.32 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.170 

0.017 

0.153 

0.536 

349.31 

Over Exploited 



0.08 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.22 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.040 

0.004 

0.036 

0.205 

571.62 

Over Exploited 

Balawas 

0809000101186900 

0.18 

0.00 

91,631.00 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Baseri 

0811000301389600 

0.25 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.14 

- 

0.14 

- 

0.14 

0.05 

0.54 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.147 

0.015 

0.132 

0.177 

133.96 

Over Exploited 

Beejalwara 

0809000101187600 

0.18 

0.11 

########## 

0.13 

0.01 

0.14 

0.03 

0.34 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.169 

0.008 

0.161 

0.303 

188.56 

Over Exploited 



0.08 

0.01 

421.07 

0.01 

- 

0.01 

0.02 

0.16 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.022 

0.101 

458.81 

Over Exploited 

Bhaisapatti Kalan 

0809000101182500 

0.18 

0.26 

88.12 

0.31 

0.02 

0.33 

0.06 

0.58 

- 

0.0600 

- 

- 

0.000 

0.060 

0.060 

0.388 

0.019 

0.368 

0.530 

143.93 

Over Exploited 



0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhaisapatti Khurd 

0809000101182400 

0.18 

0.40 

71.04 

0.48 

0.03 

0.51 

0.06 

0.61 

- 

0.0800 

- 

- 

0.001 

0.081 

0.081 

0.591 

0.030 

0.561 

0.707 

126.10 

Over Exploited 

Bhaiseena 

0809000101180800 

0.18 

0.11 

194.43 

0.13 

0.02 

0.15 

0.03 

0.32 

- 

0.0600 

- 

- 

0.000 

0.060 

0.060 

0.209 

0.010 

0.198 

0.525 

264.99 

Over Exploited 

Bhajera 

0809000101181100 

0.08 

0.00 

1,556.61 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhalpur 

0811000301378800 

0.25 

0.03 

167.40 

0.03 

- 

0.03 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.032 

0.002 

0.031 

0.137 

447.46 

Over Exploited 



0.10 

0.00 

387.86 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.079 

1,704.11 

Over Exploited 

Bhandari Androoni 

0809000101187900 

0.18 

0.04 

244,155.37 

0.04 

- 

0.04 

0.02 

0.26 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.055 

0.003 

0.052 

0.289 

556.25 

Over Exploited 

Bhandari Berooni 

0809000101189500 

0.18 

0.00 

1,164.42 

0.00 

- 

0.00 

0.01 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.033 

708.32 

Over Exploited 

Bhaogarh 

0811000301389500 

0.10 

0.05 

- 

0.05 

- 

0.05 

0.04 

0.42 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.055 

0.006 

0.050 

0.231 

463.88 

Over Exploited 

Bheempur 

0809000101184200 

0.08 

0.09 

- 

0.09 

- 

0.09 

0.05 

0.54 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.103 

0.010 

0.093 

0.258 

278.33 

Over Exploited 

Bhoora 

0809000101181600 

0.18 

0.17 

118.70 

0.21 

0.02 

0.23 

0.04 

0.39 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.298 

0.015 

0.283 

0.620 

219.23 

Over Exploited 



0.08 

0.02 

173.23 

0.03 

0.01 

0.04 

0.02 

0.21 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.058 

0.003 

0.055 

0.216 

393.87 

Over Exploited 

Brahmbad 

0811000301378100 

0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.25 

0.03 

(13.25) 

0.02 

- 

0.02 

0.02 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.024 

0.001 

0.023 

0.072 

310.43 

Over Exploited 

Chak Gazipur 

0809000101185700 

0.18 

0.11 

171.42 

0.13 

0.03 

0.16 

0.06 

0.64 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.257 

0.013 

0.244 

0.853 

349.71 

Over Exploited 

Chak Mahendwara 

0809000101183700 

0.18 

0.13 

(1.07) 

0.13 

- 

0.13 

0.06 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.137 

0.007 

0.130 

0.093 

71.43 

Semi Critical 

Chandera 

0811000301378000 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.25 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Choorpura 

0809000101182600 

0.18 

0.03 

322.67 

0.04 

0.01 

0.05 

0.03 

0.27 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.069 

0.003 

0.066 

0.197 

299.36 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Quartzite 

0.001 

0.94 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dadanpur 

0809000101184500 

2.880 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.346 

-0.28 

0.120 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.62 

0.017 

0.47 

0.45 







Non-command 

Quartzite 

0.534 

-0.28 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.004 

0.11 

0.10 


Dainda 

0811000301389700 

2.001 

Fresh 

Non-command 

Non-command 

Quartzite 

1.548 

-1.67 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.013 

0.48 

0.43 


Dantli 

0809000101181200 

2.606 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.582 

0.51 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.23 

0.004 

0.13 

0.12 







Non-command 

Younger Alluvium 

0.000 

0.51 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

1.425 

0.51 

0.020 

0.08 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.31 

0.010 

0.32 

0.30 


Edalpur 

0809000101187800 

3.788 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.687 

1.12 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.41 

0.43 

0.22 

0.020 

0.41 

0.39 







Non-command 

Quartzite 

0.141 

1.12 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.02 


Fatehpur 

0809000101186600 

2.634 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.069 

0.72 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.01 


Gadoli 

0811000301389000 

10.097 

Fresh 

Non-command 

Non-command 

Quartzite 

0.009 

-0.48 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gahroli 

0809000101181400 

3.097 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.000 

0.63 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

2.531 

0.63 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.08 

0.09 

0.21 

0.019 

0.47 

0.45 


Gajjupura 

0809000101188500 

5.893 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.193 

-1.83 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.023 

0.32 

0.30 







Non-command 

Quartzite 

2.028 

-1.83 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.015 

0.20 

0.19 


Garhi Barh 

0809000101185500 

0.827 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.827 

0.77 

0.120 

0.14 

0.02 

0.00 

0.00 

0.00 

0.20 

0.21 

0.55 

0.006 

0.58 

0.55 


Gazipur 

0809000101185600 

1.302 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.027 

0.75 

0.120 

0.15 

0.02 

0.00 

0.00 

0.00 

0.22 

0.23 

0.61 

0.008 

0.46 

0.43 


Gerota 

0811000301389100 

4.563 

Fresh 

Non-command 

Non-command 

Quartzite 

2.921 

-0.94 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.025 

0.40 

0.35 


Goojar Kheriya 

0811000201371200 

3.316 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.133 

0.94 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.001 

0.02 

0.02 


Gopalpura 

0809000101183600 

1.629 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.629 

0.73 

0.120 

0.18 

0.03 

0.00 

0.00 

0.02 

0.27 

0.28 

0.69 

0.012 

0.58 

0.55 


Gorda 

0809000101188700 

8.868 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.532 

-1.77 

0.120 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.62 

0.033 

0.30 

0.27 







Non-command 

Quartzite 

2.139 

-1.77 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.016 

0.14 

0.13 


Jaisni 

0809000101185000 

4.412 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.196 

1.27 

0.120 

0.35 

0.05 

0.00 

0.00 

0.00 

0.79 

0.83 

1.39 

0.023 

0.42 

0.40 







Non-command 

Quartzite 

0.591 

1.27 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.05 

0.15 

0.004 

0.08 

0.07 


Jhareesa 

0809000101182300 

3.864 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.804 

0.94 

0.120 

0.22 

0.03 

0.00 

0.00 

0.00 

0.62 

0.68 

0.85 

0.028 

0.57 

0.51 


Jhunki 

0809000101184900 

2.867 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.632 

1.00 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.38 

0.40 

0.30 

0.019 

0.53 

0.51 







Non-command 

Quartzite 

0.235 

1.00 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.002 

0.05 

0.05 


Jodhpura 

0809000101183000 

1.548 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.517 

0.80 

0.120 

0.13 

0.02 

0.00 

0.00 

0.00 

0.25 

0.27 

0.52 

0.011 

0.57 

0.53 


Kaneti 

0809000101184100 

2.376 

Fresh 

Non-command 

Non-command 

Quartzite 

1.804 

-0.08 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.013 

0.44 

0.42 


Karanpur 

0809000101180500 

2.477 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.450 

-0.19 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.003 

0.11 

0.10 


Kariri 

0809000101186400 

1.704 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.026 

0.72 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.000 

0.01 

0.01 


Kayampur 

0811000201369200 

2.305 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.056 

-0.41 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Khanpur 

0809000101186500 

3.581 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.325 

0.72 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.08 

0.002 

0.05 

0.05 


Kheri 

0809000101185100 

6.467 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.225 

0.85 

0.120 

0.31 

0.05 

0.00 

0.00 

0.00 

0.79 

0.83 

1.20 

0.038 

0.47 

0.45 







Non-command 

Quartzite 

1.196 

0.85 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.05 

0.17 

0.009 

0.11 

0.10 


Kheriya 

0809000101185800 

3.177 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.106 

0.72 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.13 

0.13 

0.17 

0.008 

0.20 

0.19 


Khirkhiri 

0809000101183100 

0.251 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.088 

0.81 

0.120 

0.11 

0.02 

0.00 

0.00 

0.00 

0.10 

0.11 

0.44 

0.001 

0.20 

0.19 


Khohra 

0809000101188300 

20.294 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.172 

-0.91 

0.120 

0.32 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.21 

0.067 

0.26 

0.25 







Non-command 

Quartzite 

6.182 

-0.91 

0.020 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.47 

0.045 

0.18 

0.17 


Kundera Doongar 

0811000301385700 

5.693 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.029 

-0.78 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

0.336 

-0.78 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.003 

0.04 

0.03 


Ladpur 

0809000101187700 

2.946 

Fresh 

Non-command 

Non-command 

Quartzite 

2.946 

0.72 

0.020 

0.07 

0.00 

0.00 

0.00 

0.01 

0.10 

0.10 

0.25 

0.022 

0.58 

0.55 


Lakhanpur 

0811000301389800 

3.526 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.049 

-1.07 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Quartzite 

0.789 

-1.07 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.007 

0.14 

0.12 


Machri 

0809000101187500 

3.249 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.181 

1.32 

0.120 

0.31 

0.05 

0.00 

0.00 

0.00 

0.61 

0.63 

1.21 

0.016 

0.39 

0.37 







Non-command 

Quartzite 

0.518 

1.32 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.04 

0.05 

0.17 

0.004 

0.09 

0.09 


Mahendwara 

0809000101183800 

2.291 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.278 

0.66 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.23 

0.24 

0.22 

0.017 

0.58 

0.55 







Non-command 

Quartzite 

0.013 

0.66 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Makbara 

0809000101184000 

4.743 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.066 

0.37 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Quartzite 

3.349 

0.37 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.01 

0.025 

0.41 

0.39 


Makhthot 

0809000101188100 

0.684 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.374 

-0.58 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.003 

0.32 

0.30 







Non-command 

Quartzite 

0.015 

-0.58 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Manderoo 

0809000101185400 

3.092 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.344 

0.80 

0.120 

0.15 

0.02 

0.00 

0.00 

0.00 

0.35 

0.37 

0.58 

0.017 

0.44 

0.42 







Non-command 

Quartzite 

0.748 

0.80 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.10 

0.005 

0.14 

0.13 


Mannauj 

0809000101184600 

4.431 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.070 

-0.01 

0.120 

0.29 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.12 

0.022 

0.40 

0.38 







Non-command 

Quartzite 

1.361 

-0.01 

0.020 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.010 

0.18 

0.17 


Matasoola 

0809000101182800 

3.435 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.731 

0.90 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.12 

0.13 

0.19 

0.005 

0.12 

0.11 







Non-command 

Quartzite 

0.283 

0.90 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.002 

0.05 

0.04 


Meena Seemla 

0811000301378300 

4.744 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.759 

0.29 

0.150 

0.07 

0.00 

0.00 

0.00 

0.00 

0.15 

0.15 

0.26 

0.015 

0.22 

0.20 







Non-command 

Quartzite 

0.477 

0.29 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.05 

0.004 

0.06 

0.06 


Meenapatti 

0809000201195400 

2.870 

Fresh 

Non-command 

Non-command 

Quartzite 

0.012 

-1.97 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 




7.138 

Fresh 

Non-command 

Non-command 

Quartzite 

0.613 

-1.97 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.003 

0.05 

0.05 


Mehandipur 

0809000101181300 

1.156 

Fresh 

Non-command 

Non-command 

Quartzite 

1.148 

0.57 

0.020 

0.11 

0.01 

0.00 

0.00 

0.00 

0.11 

0.12 

0.44 

0.008 

0.58 

0.55 


Mereda 

0809000101185200 

2.519 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.034 

0.76 

0.120 

0.16 

0.02 

0.00 

0.00 

0.00 

0.32 

0.34 

0.64 

0.015 

0.47 

0.45 







Non-command 

Quartzite 

0.485 

0.76 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.09 

0.004 

0.11 

0.11 


Mirzapur 

0809000101183500 

3.542 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.527 

0.72 

0.120 

0.12 

0.02 

0.00 

0.00 

0.00 

0.40 

0.42 

0.43 

0.026 

0.58 

0.55 







Non-command 

Quartzite 

0.015 

0.72 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mohanpur 

0809000101186700 

3.154 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.170 

0.73 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.05 

0.001 

0.03 

0.03 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dadanpur 

0809000101184500 

0.18 

0.20 

- 

0.20 

0.01 

0.21 

0.05 

0.52 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.230 

0.023 

0.207 

0.635 

307.40 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.004 

0.087 

2,104.38 

Over Exploited 

Dainda 

0811000301389700 

0.10 

0.07 

- 

0.07 

- 

0.07 

0.05 

0.53 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.083 

0.008 

0.074 

0.240 

323.51 

Over Exploited 

Dantli 

0809000101181200 

0.18 

0.01 

639.34 

0.02 

- 

0.02 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.026 

0.001 

0.025 

0.232 

929.77 

Over Exploited 



0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.04 

174.33 

0.04 

- 

0.04 

0.03 

0.35 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.053 

0.003 

0.051 

0.320 

631.73 

Over Exploited 

Edalpur 

0809000101187800 

0.18 

0.19 

523,985.13 

0.23 

0.01 

0.24 

0.04 

0.45 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.261 

0.013 

0.248 

0.236 

95.14 

Critical 



0.08 

0.00 

1,294.24 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

372.07 

Over Exploited 

Fatehpur 

0809000101186600 

0.18 

0.00 

22,717.40 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Gadoli 

0811000301389000 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gahroli 

0809000101181400 

0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.09 

17,044.82 

0.08 

0.01 

0.09 

0.05 

0.52 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.114 

0.006 

0.109 

0.228 

209.44 

Over Exploited 

Gajjupura 

0809000101188500 

0.18 

0.18 

- 

0.18 

- 

0.18 

0.03 

0.35 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.193 

0.019 

0.173 

0.257 

148.36 

Over Exploited 



0.08 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.22 

- 

- 

- 

- 

- 

- 

- 

0.033 

0.003 

0.030 

0.101 

341.73 

Over Exploited 

Garhi Barh 

0809000101185500 

0.18 

0.09 

141.44 

0.10 

0.02 

0.12 

0.06 

0.64 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.183 

0.009 

0.174 

0.558 

320.51 

Over Exploited 

Gazipur 

0809000101185600 

0.18 

0.08 

39,627.78 

0.10 

0.02 

0.12 

0.05 

0.50 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.188 

0.009 

0.179 

0.614 

343.18 

Over Exploited 

Gerota 

0811000301389100 

0.10 

0.12 

- 

0.12 

- 

0.12 

0.04 

0.44 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.126 

0.013 

0.113 

0.216 

191.37 

Over Exploited 

Goojar Kheriya 

0811000201371200 

0.15 

0.00 

5,436.55 

0.00 

0.00 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

0.002 

0.002 

0.002 

0.003 

0.000 

0.003 

0.020 

611.40 

Over Exploited 

Gopalpura 

0809000101183600 

0.18 

0.17 

64.77 

0.20 

0.05 

0.26 

0.06 

0.64 

- 

0.1300 

- 

- 

0.037 

0.167 

0.167 

0.425 

0.021 

0.404 

0.702 

173.89 

Over Exploited 

Gorda 

0809000101188700 

0.18 

0.24 

- 

0.24 

0.01 

0.25 

0.03 

0.33 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.274 

0.027 

0.246 

0.657 

266.68 

Over Exploited 



0.08 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.16 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.034 

0.003 

0.031 

0.185 

600.98 

Over Exploited 

Jaisni 

0809000101185000 

0.18 

0.24 

229,214.54 

0.28 

0.05 

0.33 

0.04 

0.46 

- 

0.1600 

- 

- 

- 

0.160 

0.160 

0.494 

0.025 

0.470 

1.409 

300.16 

Over Exploited 



0.08 

0.00 

1,184.77 

0.00 

0.01 

0.01 

0.01 

0.09 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.034 

0.002 

0.033 

0.155 

475.20 

Over Exploited 

Jhareesa 

0809000101182300 

0.18 

0.39 

75.30 

0.47 

0.03 

0.50 

0.06 

0.63 

- 

0.1000 

- 

- 

0.001 

0.101 

0.101 

0.598 

0.030 

0.568 

0.880 

154.98 

Over Exploited 

Jhunki 

0809000101184900 

0.18 

0.25 

57.75 

0.30 

0.01 

0.32 

0.06 

0.59 

- 

0.0300 

- 

- 

0.006 

0.036 

0.036 

0.352 

0.018 

0.335 

0.319 

95.44 

Critical 



0.08 

0.00 

1,618.65 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.020 

1,930.97 

Over Exploited 

Jodhpura 

0809000101183000 

0.18 

0.15 

74.81 

0.19 

0.02 

0.21 

0.06 

0.63 

- 

0.0600 

- 

- 

0.002 

0.062 

0.062 

0.268 

0.013 

0.255 

0.527 

206.65 

Over Exploited 

Kaneti 

0809000101184100 

0.08 

0.06 

- 

0.06 

- 

0.06 

0.05 

0.49 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.074 

0.007 

0.066 

0.182 

274.75 

Over Exploited 

Karanpur 

0809000101180500 

0.18 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.001 

0.008 

0.033 

434.84 

Over Exploited 

Kariri 

0809000101186400 

0.18 

0.00 

258,584.78 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.030 

68,891.44 

Over Exploited 

Kayampur 

0811000201369200 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

19,539.07 

Over Exploited 

Khanpur 

0809000101186500 

0.18 

0.00 

7,155.19 

0.00 

- 

0.00 

0.01 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.086 

760.85 

Over Exploited 

Kheri 

0809000101185100 

0.18 

0.44 

88.08 

0.53 

0.05 

0.58 

0.05 

0.52 

- 

0.1400 

- 

- 

- 

0.140 

0.140 

0.718 

0.036 

0.682 

1.238 

181.52 

Over Exploited 



0.08 

0.01 

413.36 

0.01 

0.01 

0.02 

0.01 

0.12 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.042 

0.002 

0.040 

0.175 

434.94 

Over Exploited 

Kheriya 

0809000101185800 

0.18 

0.04 

5,844.15 

0.04 

0.01 

0.05 

0.02 

0.22 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.074 

0.004 

0.070 

0.176 

250.87 

Over Exploited 

Khirkhiri 

0809000101183100 

0.18 

0.00 

3,216.31 

0.00 

0.02 

0.02 

0.02 

0.22 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.074 

0.004 

0.070 

0.439 

625.59 

Over Exploited 

Khohra 

0809000101188300 

0.18 

0.43 

- 

0.43 

0.02 

0.45 

0.03 

0.29 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.504 

0.050 

0.454 

1.273 

280.42 

Over Exploited 



0.08 

0.09 

- 

0.09 

0.01 

0.10 

0.02 

0.20 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.118 

0.012 

0.106 

0.517 

487.39 

Over Exploited 

Kundera Doongar 

0811000301385700 

0.25 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.049 

8,523.22 

Over Exploited 

Ladpur 

0809000101187700 

0.08 

0.14 

(24.66) 

0.11 

0.01 

0.12 

0.06 

0.64 

- 

0.0100 

- 

- 

0.022 

0.032 

0.032 

0.155 

0.008 

0.148 

0.267 

180.62 

Over Exploited 

Lakhanpur 

0811000301389800 

0.25 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.001 

0.009 

0.054 

586.25 

Over Exploited 

Machri 

0809000101187500 

0.18 

0.15 

223,148.89 

0.18 

0.05 

0.23 

0.04 

0.43 

- 

0.1400 

- 

- 

- 

0.140 

0.140 

0.365 

0.018 

0.347 

1.222 

352.03 

Over Exploited 



0.08 

0.00 

1,095.61 

0.00 

0.01 

0.01 

0.01 

0.10 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.035 

0.002 

0.033 

0.173 

525.75 

Over Exploited 

Mahendwara 

0809000101183800 

0.18 

0.24 

1.98 

0.24 

0.01 

0.25 

0.06 

0.64 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.271 

0.014 

0.258 

0.233 

90.36 

Critical 



0.08 

0.00 

(3,219.20) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Makbara 

0809000101184000 

0.18 

0.00 

3,121.58 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.11 

2,668.16 

0.09 

- 

0.09 

0.04 

0.45 

- 

- 

- 

- 

- 

- 

- 

0.086 

0.004 

0.082 

0.039 

47.06 

Safe 

Makhthot 

0809000101188100 

0.18 

0.02 

- 

0.02 

- 

0.02 

0.03 

0.35 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.031 

0.003 

0.028 

0.291 

1,026.31 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Manderoo 

0809000101185400 

0.18 

0.19 

101.00 

0.22 

0.02 

0.24 

0.05 

0.48 

- 

0.0600 

- 

- 

0.001 

0.061 

0.061 

0.304 

0.015 

0.288 

0.593 

205.61 

Over Exploited 



0.08 

0.01 

422.50 

0.01 

0.00 

0.01 

0.01 

0.15 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.021 

0.001 

0.020 

0.109 

551.56 

Over Exploited 

Mannauj 

0809000101184600 

0.18 

0.22 

- 

0.22 

0.01 

0.23 

0.04 

0.44 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.272 

0.027 

0.245 

1.138 

465.23 

Over Exploited 



0.08 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.20 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.029 

0.003 

0.026 

0.312 

1,180.22 

Over Exploited 

Matasoola 

0809000101182800 

0.18 

0.02 

693.56 

0.02 

0.01 

0.03 

0.01 

0.14 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.050 

0.003 

0.048 

0.191 

402.74 

Over Exploited 



0.08 

0.00 

1,423.30 

0.00 

- 

0.00 

0.01 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.034 

2,792.98 

Over Exploited 

Meena Seemla 

0811000301378300 

0.25 

0.10 

61.66 

0.11 

- 

0.11 

0.02 

0.24 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.125 

0.006 

0.119 

0.275 

232.24 

Over Exploited 



0.10 

0.00 

6,933.06 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.053 

1,735.67 

Over Exploited 

Meenapatti 

0809000201195400 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.020 

1,132.84 

Over Exploited 

Mehandipur 

0809000101181300 

0.08 

0.05 

123.77 

0.06 

0.01 

0.07 

0.06 

0.64 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.093 

0.005 

0.089 

0.447 

503.73 

Over Exploited 

Mereda 

0809000101185200 

0.18 

0.17 

98.60 

0.21 

0.02 

0.23 

0.05 

0.52 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.295 

0.015 

0.281 

0.651 

231.91 

Over Exploited 



0.08 

0.00 

548.05 

0.01 

0.00 

0.01 

0.01 

0.12 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.017 

0.001 

0.016 

0.090 

564.33 

Over Exploited 

Mirzapur 

0809000101183500 

0.18 

0.37 

15.45 

0.42 

0.02 

0.44 

0.06 

0.64 

- 

0.0800 

- 

- 

0.001 

0.081 

0.081 

0.525 

0.026 

0.498 

0.458 

91.85 

Critical 



0.08 

0.00 

6,694.41 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mohanpur 

0809000101186700 

0.18 

0.00 

29,546.85 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.055 

545.57 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Monapura 

080900010118820C 

0.704 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.650 

-0.97 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.005 

0.54 

0.51 







Non-command 

Quartzite 

0.001 

-0.97 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Muthepur 

080900010118220C 

3.347 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.347 

0.90 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.42 

0.46 

0.23 

0.025 

0.58 

0.53 


Nahar Khora 

081100030138990C 

8.410 

Fresh 

Non-command 

Non-command 

Quartzite 

6.224 

-1.25 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.054 

0.45 

0.41 


Nand 

080900010118900C 

6.599 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.477 

-1.23 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.011 

0.13 

0.12 







Non-command 

Quartzite 

0.158 

-1.23 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.01 

0.01 


Nandipur 

080900010118470C 

1.706 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.705 

0.01 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.20 

0.012 

0.58 

0.55 







Non-command 

Quartzite 

0.001 

0.01 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nandri 

081100030137900C 

3.716 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.004 

-0.10 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

0.014 

-0.10 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nangal Mandal 

080900010118320C 

3.996 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.996 

0.81 

0.120 

0.45 

0.07 

0.00 

0.00 

0.00 

0.77 

0.81 

1.77 

0.029 

0.58 

0.55 


Naya Gaon 

0811000301379300 

5.042 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.021 

-0.32 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

0.025 

-0.32 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Padampura 

0809000101188400 

9.985 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.406 

-0.19 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.018 

0.14 

0.13 


Parla Jageer 

0809000101181800 

0.455 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.455 

0.69 

0.120 

0.13 

0.02 

0.00 

0.00 

0.00 

0.15 

0.16 

0.53 

0.003 

0.58 

0.55 


Parla Khalsa 

0809000101181700 

2.870 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.006 

0.61 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.15 

0.16 

0.34 

0.007 

0.20 

0.19 







Non-command 

Quartzite 

1.863 

0.61 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.11 

0.12 

0.39 

0.014 

0.38 

0.36 


Parli 

0811000301378200 

6.496 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.08 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

1.821 

0.08 

0.150 

0.06 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.22 

0.016 

0.17 

0.15 



0809000101190000 

4.852 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.007 

1.03 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Parli Khurd 

0809000101182900 

4.501 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.111 

0.90 

0.120 

0.16 

0.02 

0.00 

0.00 

0.00 

0.48 

0.51 

0.60 

0.023 

0.40 

0.38 







Non-command 

Quartzite 

0.485 

0.90 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.07 

0.004 

0.06 

0.06 


Rajor 

0809000101188000 

2.532 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.036 

0.68 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.27 

0.28 

0.38 

0.015 

0.47 

0.44 







Non-command 

Quartzite 

0.445 

0.68 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.003 

0.10 

0.10 


Rajpur 

0809000201195700 

5.196 

Fresh 

Non-command 

Non-command 

Quartzite 

0.057 

-1.38 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Rampura 

0809000201195500 

4.974 

Fresh 

Non-command 

Non-command 

Quartzite 

0.122 

-1.88 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 


Sandera 

0809000201195600 

3.911 

Fresh 

Non-command 

Non-command 

Quartzite 

0.048 

-0.68 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Sankarwara 

0809000101181500 

3.393 

Fresh 

Non-command 

Non-command 

Quartzite 

3.384 

0.63 

0.020 

0.29 

0.04 

0.00 

0.00 

0.00 

0.29 

0.31 

1.12 

0.025 

0.58 

0.55 


Sarsena Chak No.l 

0809000101182100 

0.903 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.901 

0.75 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.12 

0.10 

0.007 

0.58 

0.54 


Sarsena Chak No.2 

0809000101182000 

0.306 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.306 

0.82 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.08 

0.09 

0.23 

0.002 

0.58 

0.54 


Saypur 

0811000201369600 

3.100 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.120 

0.39 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.001 

0.02 

0.02 


Sehrakhar 

0809000101184400 

4.825 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.196 

-0.04 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.009 

0.14 

0.14 







Non-command 

Quartzite 

3.629 

-0.04 

0.020 

0.15 

0.01 

0.00 

0.00 

0.02 

0.00 

0.00 

0.58 

0.027 

0.44 

0.42 


Shankarpur Dorka 

0809000101181900 

1.446 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.446 

0.74 

0.120 

0.13 

0.02 

0.00 

0.00 

0.00 

0.24 

0.25 

0.52 

0.011 

0.58 

0.55 


Sikrai Doongar 

0811000301385800 

5.250 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.195 

-0.76 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.002 

0.02 

0.02 







Non-command 

Quartzite 

0.104 

-0.76 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 


Sujanpura 

0809000101184300 

2.559 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.584 

-0.50 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.004 

0.13 

0.13 







Non-command 

Quartzite 

1.975 

-0.50 

0.020 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.014 

0.45 

0.43 


Talchida 

0809000201195800 

3.089 

Fresh 

Non-command 

Non-command 

Quartzite 

0.001 

-1.51 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Todabhim (M) 

0809000140901000 

12.342 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.381 

0.70 

0.120 

1.73 

0.18 

0.00 

0.00 

0.00 

2.51 

2.62 

4.88 

1.558 

0.53 

0.51 







Non-command 

Quartzite 

0.961 

0.70 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.10 

0.11 

0.24 

0.132 

0.05 

0.04 


Trishool 

0809000101184800 

6.029 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.907 

0.23 

0.120 

0.17 

0.01 

0.00 

0.00 

0.00 

0.32 

0.33 

0.61 

0.043 

0.57 

0.54 


Tudawali 

0809000101180900 

2.670 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.597 

0.54 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.08 

0.08 

0.20 

0.004 

0.13 

0.12 







Non-command 

Quartzite 

0.059 

0.54 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.01 

0.01 


Turakpur 

0809000101185300 

1.310 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.065 

0.75 

0.120 

0.14 

0.02 

0.00 

0.00 

0.00 

0.22 

0.23 

0.55 

0.008 

0.47 

0.45 







Non-command 

Quartzite 

0.245 

0.75 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.07 

0.002 

0.11 

0.10 


Udaipura 

0811000301378700 

8.397 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.410 

0.30 

0.150 

0.19 

0.01 

0.00 

0.00 

0.00 

0.33 

0.35 

0.70 

0.030 

0.24 

0.22 







Non-command 

Quartzite 

0.706 

0.30 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.14 

0.006 

0.05 

0.05 


Vishanpura Charan 

0809000101183300 

1.222 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.222 

0.77 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.16 

0.17 

0.23 

0.009 

0.58 

0.55 

03001024 

Achalpura 

0811000301384100 

3.261 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.195 

-0.19 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.002 

0.04 

0.03 


Agawali 

0811000301386900 

9.361 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

8.802 

0.45 

0.150 

0.28 

0.04 

0.00 

0.00 

0.00 

0.84 

0.86 

1.03 

0.076 

0.55 

0.54 







Non-command 

Quartzite 

0.483 

0.45 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.05 

0.004 

0.03 

0.03 


Amawara 

0810000201272600 

25.915 

Fresh 

Non-command 

Non-command 

Quartzite 

0.035 

0.50 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bairada Khurd 

0811000301383400 

2.261 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.038 

0.93 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Bairawanda 

0811000301387100 

16.053 

Fresh 

Non-command 

Non-command 

Quartzite 

2.608 

-0.01 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.023 

0.09 

0.09 


Basna 

0811000401404000 

6.721 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.064 

-0.53 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Basra 

0811000301380900 

2.717 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.506 

-0.98 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.004 

0.11 

0.10 






Kala Kho 

Command 

Younger Alluvium 

0.294 

-0.98 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.003 

0.07 

0.06 


Bhadangyawas 

0811000301383900 

3.047 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.047 

0.37 

0.150 

0.11 

0.02 

0.00 

0.00 

0.00 

0.26 

0.27 

0.40 

0.026 

0.60 

0.57 


Bhandari 

0811000301381400 

4.260 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.245 

-0.33 

0.150 

0.17 

0.01 

0.00 

0.00 

0.02 

0.00 

0.00 

0.64 

0.028 

0.46 

0.43 


Bhojpura 

0811000301376400 

1.675 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.332 

-0.77 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.003 

0.12 

0.11 






Kala Kho 

Command 

Younger Alluvium 

0.433 

-0.77 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.004 

0.16 

0.15 


Chhokarwara 

0811000301381200 

2.674 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.179 

-0.72 

0.150 

0.32 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.25 

0.019 

0.50 

0.46 


Chirawanda 

0809000201202600 

30.113 

Fresh 

Non-command 

Non-command 

Quartzite 

2.138 

-0.35 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.009 

0.04 

0.03 


Dhaun 

0811000501421100 

6.292 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.620 

-0.12 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.010 

0.13 

0.15 







Non-command 

Quartzite 

2.073 

-0.12 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.013 

0.17 

0.19 


Dhiradi 

0811000301383200 

0.876 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.194 

0.98 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.03 

0.002 

0.13 

0.13 


Dhola Danta 

0809000201202700 

4.182 

Fresh 

Non-command 

Non-command 

Quartzite 

3.878 

-0.33 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.016 

0.49 

0.43 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Monapura 

0809000101188200 

0.18 

0.06 

- 

0.06 

- 

0.06 

0.06 

0.60 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.073 

0.007 

0.066 

0.203 

308.51 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Muthepur 

0809000101182200 

0.18 

0.35 

31.94 

0.42 

0.01 

0.43 

0.06 

0.64 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.458 

0.023 

0.435 

0.253 

58.10 

Safe 

Nahar Khora 

0811000301389900 

0.10 

0.28 

- 

0.28 

- 

0.28 

0.05 

0.50 

- 

- 

- 

- 

- 

- 

- 

0.277 

0.028 

0.249 

0.156 

62.63 

Safe 

Nand 

0809000101189000 

0.18 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.044 

0.004 

0.040 

0.269 

675.37 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.019 

12,259.35 

Over Exploited 

Nandipur 

0809000101184700 

0.18 

0.18 

(69.21) 

0.14 

- 

0.14 

0.06 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.152 

0.008 

0.145 

0.210 

145.66 

Over Exploited 



0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nandri 

0811000301379000 

0.25 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nangal Mandal 

0809000101183200 

0.18 

0.42 

94.37 

0.50 

0.07 

0.57 

0.06 

0.64 

- 

0.2000 

- 

- 

0.001 

0.201 

0.201 

0.771 

0.039 

0.732 

1.799 

245.71 

Over Exploited 

Naya Gaon 

0811000301379300 

0.25 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Padampura 

0809000101188400 

0.18 

0.06 

- 

0.06 

0.01 

0.07 

0.01 

0.15 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.088 

0.009 

0.079 

0.426 

537.63 

Over Exploited 

Parla Jageer 

0809000101181800 

0.18 

0.05 

228.45 

0.06 

0.02 

0.08 

0.06 

0.64 

- 

0.0600 

- 

- 

0.001 

0.061 

0.061 

0.138 

0.007 

0.131 

0.531 

404.62 

Over Exploited 

Parla Khalsa 

0809000101181700 

0.18 

0.04 

338.18 

0.04 

0.01 

0.05 

0.02 

0.22 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.094 

0.005 

0.089 

0.343 

383.81 

Over Exploited 



0.08 

0.06 

110.76 

0.07 

0.01 

0.08 

0.04 

0.42 

- 

0.0400 

- 

- 

0.000 

0.040 

0.040 

0.117 

0.006 

0.111 

0.403 

361.27 

Over Exploited 

Parli 

0811000301378200 

0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.25 

0.08 

16.34 

0.09 

0.00 

0.09 

0.02 

0.18 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.098 

0.005 

0.093 

0.233 

250.45 

Over Exploited 


0809000101190000 

0.18 

0.00 

85,929.79 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Parli Khurd 

0809000101182900 

0.18 

0.22 

126.99 

0.27 

0.02 

0.29 

0.04 

0.44 

- 

0.0700 

- 

- 

0.001 

0.071 

0.071 

0.359 

0.018 

0.341 

0.623 

182.46 

Over Exploited 



0.08 

0.00 

1,169.90 

0.00 

- 

0.00 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.069 

559.36 

Over Exploited 

Rajor 

0809000101188000 

0.18 

0.17 

64.18 

0.21 

- 

0.21 

0.05 

0.52 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.215 

0.011 

0.204 

0.393 

192.16 

Over Exploited 



0.08 

0.00 

367.35 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.035 

850.37 

Over Exploited 

Raj pur 

0809000201195700 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rampura 

0809000201195500 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.009 

8,715.40 

Over Exploited 

Sandera 

0809000201195600 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sankarwara 

0809000101181500 

0.08 

0.16 

95.34 

0.19 

0.04 

0.23 

0.06 

0.64 

- 

0.1300 

- 

- 

- 

0.130 

0.130 

0.358 

0.018 

0.340 

1.141 

335.62 

Over Exploited 

Sarsena Chak No.l 

0809000101182100 

0.18 

0.09 

27.39 

0.11 

- 

0.11 

0.06 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.122 

0.006 

0.116 

0.103 

88.38 

Semi Critical 

Sarsena Chak No.2 

0809000101182000 

0.18 

0.03 

167.95 

0.04 

0.01 

0.05 

0.06 

0.64 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.078 

0.004 

0.074 

0.230 

309.92 

Over Exploited 

Saypur 

0811000201369600 

0.15 

0.00 

1,337.79 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.011 

2,213.30 

Over Exploited 

Sehrakhar 

0809000101184400 

0.18 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.16 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.041 

0.004 

0.037 

0.321 

868.92 

Over Exploited 



0.08 

0.13 

- 

0.13 

0.03 

0.15 

0.05 

0.48 

- 

0.0200 

- 

- 

0.023 

0.043 

0.043 

0.195 

0.020 

0.176 

0.607 

345.62 

Over Exploited 

Shankarpur Dorka 

0809000101181900 

0.18 

0.15 

66.38 

0.18 

0.02 

0.20 

0.06 

0.64 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.261 

0.013 

0.248 

0.533 

214.95 

Over Exploited 

Sikrai Doongar 

0811000301385800 

0.25 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.024 

2,659.60 

Over Exploited 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

7,233.56 

Over Exploited 

Sujanpura 

0809000101184300 

0.18 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.024 

0.002 

0.022 

0.172 

798.66 

Over Exploited 



0.08 

0.07 

- 

0.07 

- 

0.07 

0.05 

0.50 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.081 

0.008 

0.073 

0.316 

434.31 

Over Exploited 

Talchida 

0809000201195800 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Todabhim (M) 

0809000140901000 

0.18 

1.09 

139.13 

1.31 

0.18 

1.49 

0.06 

0.59 

- 

0.5500 

- 

- 

- 

0.550 

0.550 

2.043 

0.102 

1.941 

6.436 

331.63 

Over Exploited 



0.08 

0.00 

3,014.43 

0.00 

0.01 

0.01 

0.00 

0.05 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.044 

0.002 

0.042 

0.373 

888.13 

Over Exploited 

Trishool 

0809000101184800 

0.18 

0.60 

(44.53) 

0.48 

0.01 

0.49 

0.06 

0.63 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.513 

0.026 

0.487 

0.655 

134.52 

Over Exploited 

Tudawali 

0809000101180900 

0.18 

0.01 

498.19 

0.02 

0.01 

0.03 

0.01 

0.14 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.047 

0.002 

0.044 

0.202 

456.06 

Over Exploited 



0.08 

0.00 

904.23 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.018 

27,058.38 

Over Exploited 

Turakpur 

0809000101185300 

0.18 

0.09 

151.77 

0.11 

0.02 

0.13 

0.05 

0.52 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.188 

0.009 

0.179 

0.554 

309.83 

Over Exploited 



0.08 

0.00 

1,070.11 

0.00 

- 

0.00 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.070 

585.26 

Over Exploited 

Udaipura 

0811000301378700 

0.25 

0.20 

101,874.10 

0.24 

0.01 

0.25 

0.03 

0.26 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.284 

0.014 

0.270 

0.733 

271.47 

Over Exploited 



0.10 

0.00 

2,659.08 

0.00 

- 

0.00 

0.01 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.003 

0.141 

4,188.63 

Over Exploited 

Vishanpura Charan 

0809000101183300 

0.18 

0.13 

33.84 

0.15 

0.01 

0.16 

0.06 

0.64 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.193 

0.010 

0.183 

0.243 

132.60 

Over Exploited 

Achalpura 

0811000301384100 

0.25 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.024 

1,473.29 

Over Exploited 

Agawali 

0811000301386900 

0.25 

1.21 

(28.78) 

0.96 

0.04 

1.00 

0.06 

0.60 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

1.124 

0.056 

1.068 

1.109 

103.89 

Over Exploited 



0.10 

0.00 

914.49 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.054 

485.90 

Over Exploited 

Amawara 

0810000201272600 

0.06 

0.00 

13,753.80 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bairada Khurd 

0811000301383400 

0.25 

0.00 

5,408.11 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bairawanda 

0811000301387100 

0.10 

0.02 

- 

0.02 

0.01 

0.03 

0.01 

0.10 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.064 

0.006 

0.058 

0.331 

574.27 

Over Exploited 

Basna 

0811000401404000 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Basra 

0811000301380900 

0.25 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.013 

0.060 

463.15 

Over Exploited 



0.25 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

0.0003 

0.0003 

- 

0.001 

0.001 

0.005 

0.001 

0.005 

0.034 

679.06 

Over Exploited 

Bhadangyawas 

0811000301383900 

0.25 

0.45 

(39.65) 

0.36 

0.02 

0.38 

0.06 

0.66 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.433 

0.022 

0.412 

0.430 

104.58 

Over Exploited 

Bhandari 

0811000301381400 

0.25 

0.37 

- 

0.37 

0.03 

0.41 

0.05 

0.51 

- 

0.0200 

- 

- 

0.033 

0.053 

0.053 

0.458 

0.046 

0.412 

0.670 

162.52 

Over Exploited 

Bhojpura 

0811000301376400 

0.25 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.001 

0.009 

0.095 

1,060.99 

Over Exploited 



0.25 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.17 

- 

- 

0.0004 

0.0005 

- 

0.001 

0.001 

0.018 

0.002 

0.016 

0.119 

741.24 

Over Exploited 

Chhokarwara 

0811000301381200 

0.25 

0.27 

- 

0.27 

0.02 

0.29 

0.05 

0.55 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.340 

0.034 

0.306 

1.269 

414.92 

Over Exploited 

Chirawanda 

0809000201202600 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.004 

0.118 

2,722.21 

Over Exploited 

Dhaun 

0811000501421100 

0.15 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.043 

0.004 

0.038 

0.058 

151.80 

Over Exploited 



0.06 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.021 

0.002 

0.019 

0.046 

239.80 

Over Exploited 

Dhiradi 

0811000301383200 

0.25 

0.01 

511.36 

0.01 

- 

0.01 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.033 

466.12 

Over Exploited 

Dhola Danta 

0809000201202700 

0.06 

0.11 

- 

0.11 

- 

0.11 

0.04 

0.52 

- 

- 

- 

- 

- 

- 

- 

0.113 

0.011 

0.102 

0.016 

15.88 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Dolika 

081100030138150C 

2.967 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.967 

0.10 

0.150 

0.19 

0.03 

0.00 

0.00 

0.02 

0.18 

0.19 

0.72 

0.026 

0.60 

0.56 


Doongarpatti Amawara 

0810000201272700 

8.714 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.550 

0.05 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.006 

0.09 

0.08 







Non-command 

Quartzite 

1.264 

0.05 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.08 

0.07 


Farraspura 

0811000301387900 

10.173 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.486 

0.21 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.12 

0.13 

0.17 

0.022 

0.15 

0.13 







Non-command 

Quartzite 

0.281 

0.21 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.002 

0.02 

0.02 






Madho Sagar 

Command 

Younger Alluvium 

0.012 

0.21 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gandrawa 

0811000301386800 

3.181 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.598 

0.48 

0.150 

0.19 

0.03 

0.00 

0.00 

0.00 

0.35 

0.37 

0.75 

0.023 

0.48 

0.45 







Non-command 

Quartzite 

0.583 

0.48 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.04 

0.04 

0.14 

0.005 

0.11 

0.10 


Gangadwari 

0811000301386700 

3.783 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.783 

0.44 

0.150 

0.35 

0.05 

0.00 

0.00 

0.00 

0.54 

0.59 

1.36 

0.033 

0.60 

0.56 


Garhmora 

0809000201202800 

19.927 

Fresh 

Non-command 

Non-command 

Quartzite 

3.364 

0.10 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.18 

0.014 

0.09 

0.07 


Ghata 

0811000501421000 

14.052 

Fresh 

Non-command 

Non-command 

Quartzite 

0.093 

-0.09 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 


Girdharpura 

0811000301381000 

2.807 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.093 

-0.93 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.02 

0.02 






Kala Kho 

Command 

Younger Alluvium 

2.714 

-0.93 

0.150 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.024 

0.59 

0.54 


Goojarwara 

0811000301383500 

1.953 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.096 

0.60 

0.150 

0.04 

0.01 

0.00 

0.00 

0.00 

0.13 

0.13 

0.14 

0.010 

0.33 

0.33 


Gumanpura 

0811000301382900 

2.321 

Fresh 

Non-command 

Non-command 

Quartzite 

1.404 

-0.88 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.012 

0.34 

0.35 


Itka 

0811000301380800 

1.941 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.921 

-0.90 

0.150 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.008 

0.29 

0.26 






Kala Kho 

Command 

Younger Alluvium 

0.112 

-0.90 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.001 

0.04 

0.03 


Jahangiriya 

0811000301386600 

1.045 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.043 

0.23 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.08 

0.08 

0.21 

0.009 

0.61 

0.55 


Jahangirpura 

0811000301386500 

3.175 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.376 

-0.12 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.021 

0.46 

0.41 


Jaun 

0811000401412300 

6.397 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.711 

0.02 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.005 

0.06 

0.08 


Jharna 

0811000301384000 

3.114 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.073 

0.14 

0.150 

0.17 

0.02 

0.00 

0.00 

0.00 

0.21 

0.23 

0.63 

0.027 

0.60 

0.55 


Jheejhan 

0811000301384300 

3.856 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.273 

-0.44 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.002 

0.04 

0.04 


Kalera 

0811000301381100 

2.070 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.513 

-0.84 

0.150 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.013 

0.44 

0.41 






Kala Kho 

Command 

Younger Alluvium 

0.413 

-0.84 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.004 

0.12 

0.11 


Kaleri 

0811000401413000 

4.707 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.273 

-0.25 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.03 

0.04 


Karoli 

0811000301382300 

3.577 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.595 

-1.36 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.014 

0.24 

0.26 







Non-command 

Younger Alluvium 

0.275 

-1.36 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.002 

0.04 

0.04 


Khawa Raoji 

0811000401403900 

14.096 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.154 

-0.84 

0.100 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.56 

0.027 

0.16 

0.18 







Non-command 

Quartzite 

0.047 

-0.84 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 


Kherawas 

0811000301382800 

4.490 

Fresh 

Non-command 

Non-command 

Quartzite 

0.913 

-0.37 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.008 

0.11 

0.12 


Korda Kalan 

0811000301383100 

1.305 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.359 

0.63 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.04 

0.003 

0.16 

0.16 


Korda Khurd 

0811000301383000 

2.606 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.034 

0.14 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Quartzite 

0.761 

0.14 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.007 

0.17 

0.17 


Kutkya 

0811000501421200 

10.602 

Fresh 

Non-command 

Non-command 

Quartzite 

1.123 

-0.08 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.007 

0.06 

0.07 


Laka 

0811000301387200 

12.180 

Fresh 

Non-command 

Non-command 

Quartzite 

3.292 

-0.75 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.029 

0.15 

0.14 


Meenawara 

0811000301383600 

1.905 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.660 

0.50 

0.150 

0.08 

0.01 

0.00 

0.00 

0.00 

0.12 

0.12 

0.31 

0.006 

0.20 

0.20 


Mohchingpura 

0811000301382400 

4.276 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.017 

-1.13 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.018 

0.26 

0.28 


Moroli 

0811000301382500 

10.368 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.144 

-1.05 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.027 

0.16 

0.16 







Non-command 

Quartzite 

2.272 

-1.05 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.020 

0.12 

0.12 


Motipura 

0811000101351900 

3.158 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.013 

-0.97 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Kala Kho 

Command 

Younger Alluvium 

1.015 

-0.97 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.008 

0.19 

0.18 


Naharna 

0811000301383700 

0.822 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.133 

0.33 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.10 

0.09 


Nihalpura 

0811000301381300 

3.795 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.096 

-0.60 

0.150 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.018 

0.34 

0.31 


Rajwas 

0811000301383800 

3.788 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.888 

-0.01 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.008 

0.14 

0.13 


Ranoli 

0811000301382600 

11.260 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.382 

-1.31 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.02 

0.02 







Non-command 

Younger Alluvium 

2.869 

-1.31 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.025 

0.14 

0.14 







Non-command 

Quartzite 

3.820 

-1.31 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.033 

0.19 

0.18 


Rewasa 

0809000201202900 

4.804 

Fresh 

Non-command 

Non-command 

Quartzite 

0.208 

0.30 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.001 

0.02 

0.02 


Sar 

0811000401413200 

12.520 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.071 

-0.28 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.045 

0.30 

0.31 







Non-command 

Quartzite 

2.057 

-0.28 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.013 

0.09 

0.09 


Sarundla 

0811000301386400 

7.375 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.350 

-0.53 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.003 

0.03 

0.03 






Madho Sagar 

Command 

Younger Alluvium 

0.000 

-0.53 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Shekhpura 

0811000301383300 

1.150 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.125 

1.07 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.05 

0.001 

0.06 

0.06 


Sikandara 

0811000301376500 

5.800 

Fresh 

Kala Kho 

Command 

Younger Alluvium 

2.224 

-1.03 

0.150 

0.26 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.03 

0.019 

0.23 

0.21 


Sikroli 

0810000201272400 

19.198 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.829 

0.27 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.003 

0.02 

0.02 







Non-command 

Quartzite 

1.452 

0.27 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.04 

0.03 


Thoomri 

0811000401412200 

10.927 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.185 

0.04 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.10 

0.008 

0.06 

0.09 


Torda 

0811000301387800 

8.817 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.269 

0.45 

0.150 

0.30 

0.04 

0.00 

0.00 

0.00 

0.48 

0.52 

1.16 

0.028 

0.22 

0.20 







Non-command 

Quartzite 

3.978 

0.45 

0.020 

0.32 

0.05 

0.00 

0.00 

0.00 

0.31 

0.33 

1.25 

0.035 

0.27 

0.25 


Udalwara 

0811000301387000 

3.533 

Fresh 

Non-command 

Non-command 

Quartzite 

3.455 

0.41 

0.020 

0.14 

0.02 

0.00 

0.00 

0.00 

0.15 

0.15 

0.51 

0.030 

0.57 

0.54 

03001025 

Ajau 

0807000601032300 

3.320 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.320 

1.34 

0.150 

0.19 

0.03 

0.00 

0.00 

0.00 

0.82 

0.86 

0.74 

0.023 

0.53 

0.50 


Alipur 

0807000801051700 

3.300 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.621 

1.97 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.22 

0.19 

0.32 

0.004 

0.11 

0.12 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.754 

1.97 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.23 

0.20 

0.22 

0.005 

0.13 

0.15 


Arauda 

0807000501018300 

6.937 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.205 

0.51 

0.100 

0.43 

0.06 

0.00 

0.00 

0.00 

0.69 

0.64 

1.66 

0.047 

0.51 

0.55 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.732 

0.51 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.06 

0.14 

0.006 

0.06 

0.06 


Baben 

0807000601033500 

5.081 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.401 

1.01 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.01 

0.003 

0.04 

0.05 


Badha 

0807000501017700 

3.568 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.411 

0.31 

0.100 

0.49 

0.07 

0.00 

0.00 

0.00 

0.53 

0.44 

1.91 

0.026 

0.51 

0.61 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.158 

0.31 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.07 

0.001 

0.02 

0.03 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Dolika 

0811000301381500 

0.25 

0.45 

(56.46) 

0.36 

0.05 

0.41 

0.06 

0.67 

- 

0.0800 

- 

- 

0.036 

0.116 

0.116 

0.527 

0.026 

0.501 

0.745 

148.74 

Over Exploited 

Doongarpatti Amawara 

0810000201272700 

0.15 

0.02 

(60.11) 

0.02 

- 

0.02 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.017 

0.001 

0.016 

0.006 

35.99 

Safe 



0.06 

0.01 

(86.06) 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.004 

0.005 

110.31 

Over Exploited 

Farraspura 

0811000301387900 

0.25 

0.09 

44.86 

0.11 

0.01 

0.12 

0.02 

0.16 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.139 

0.007 

0.132 

0.194 

146.31 

Over Exploited 



0.10 

0.00 

2,537.99 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.021 

4,033.72 

Over Exploited 



0.25 

0.00 

18,332.45 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gandrawa 

0811000301386800 

0.25 

0.31 

17.03 

0.37 

0.03 

0.40 

0.05 

0.53 

- 

0.0800 

- 

- 

0.001 

0.081 

0.081 

0.479 

0.024 

0.455 

0.768 

168.66 

Over Exploited 



0.10 

0.01 

497.41 

0.01 

0.01 

0.02 

0.01 

0.12 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.038 

0.002 

0.036 

0.140 

392.18 

Over Exploited 

Gangadwari 

0811000301386700 

0.25 

0.57 

3.26 

0.59 

0.05 

0.64 

0.06 

0.66 

- 

0.1500 

- 

- 

0.007 

0.157 

0.157 

0.799 

0.040 

0.759 

1.394 

183.69 

Over Exploited 

Garhmora 

0809000201202800 

0.06 

0.02 

290.42 

0.02 

- 

0.02 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.031 

0.002 

0.030 

0.190 

638.95 

Over Exploited 

Ghata 

0811000501421000 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Girdharpura 

0811000301381000 

0.25 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.016 

3,782.16 

Over Exploited 



0.25 

0.40 

- 

0.40 

- 

0.40 

0.06 

0.65 

- 

0.0100 

0.0025 

0.0030 

- 

0.016 

0.016 

0.415 

0.041 

0.373 

0.329 

87.99 

Semi Critical 

Goojarwara 

0811000301383500 

0.25 

0.09 

44.04 

0.11 

0.01 

0.12 

0.03 

0.36 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.138 

0.007 

0.131 

0.149 

113.01 

Over Exploited 

Gumanpura 

0811000301382900 

0.10 

0.05 

- 

0.05 

0.00 

0.05 

0.03 

0.37 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.058 

0.006 

0.052 

0.181 

346.88 

Over Exploited 

Itka 

0811000301380800 

0.25 

0.07 

- 

0.07 

- 

0.07 

0.03 

0.32 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.077 

0.008 

0.069 

0.384 

554.69 

Over Exploited 



0.25 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.048 

4,512.56 

Over Exploited 

Jahangiriya 

0811000301386600 

0.25 

0.16 

(47.14) 

0.13 

0.01 

0.14 

0.06 

0.67 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.157 

0.008 

0.149 

0.215 

144.62 

Over Exploited 

Jahangirpura 

0811000301386500 

0.25 

0.27 

- 

0.27 

0.00 

0.27 

0.05 

0.51 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.272 

0.027 

0.245 

0.074 

30.07 

Safe 

Jaun 

0811000401412300 

0.20 

0.01 

(0.37) 

0.01 

- 

0.01 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.030 

379.26 

Over Exploited 

Jharna 

0811000301384000 

0.25 

0.46 

(49.07) 

0.37 

0.02 

0.39 

0.06 

0.66 

- 

0.0700 

- 

- 

0.000 

0.070 

0.070 

0.458 

0.023 

0.435 

0.657 

150.88 

Over Exploited 

Jheejhan 

0811000301384300 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.05 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

0.000 

0.003 

0.039 

1,404.16 

Over Exploited 

Kalera 

0811000301381100 

0.25 

0.17 

- 

0.17 

0.00 

0.17 

0.05 

0.49 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.178 

0.018 

0.160 

0.222 

138.65 

Over Exploited 



0.25 

0.01 

- 

0.01 

0.00 

0.01 

0.01 

0.13 

- 

- 

0.0004 

0.0005 

0.000 

0.001 

0.001 

0.014 

0.001 

0.012 

0.058 

473.56 

Over Exploited 

Kaleri 

0811000401413000 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

0.010 

649.90 

Over Exploited 

Karoli 

0811000301382300 

0.22 

0.09 

- 

0.09 

- 

0.09 

0.02 

0.27 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.095 

0.010 

0.086 

0.217 

252.34 

Over Exploited 



0.25 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.045 

1,745.32 

Over Exploited 

Khawa Raoji 

0811000401403900 

0.20 

0.13 

- 

0.13 

0.01 

0.14 

0.01 

0.17 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.161 

0.016 

0.145 

0.587 

403.72 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

######### 

Over Exploited 

Kherawas 

0811000301382800 

0.10 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.001 

0.009 

0.038 

404.57 

Over Exploited 

Korda Kalan 

0811000301383100 

0.25 

0.01 

203.72 

0.02 

- 

0.02 

0.02 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.017 

0.001 

0.016 

0.040 

249.69 

Over Exploited 

Korda Khurd 

0811000301383000 

0.25 

0.00 

996.33 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.01 

(5.76) 

0.01 

- 

0.01 

0.02 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.011 

0.037 

323.79 

Over Exploited 

Kutkya 

0811000501421200 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.012 

0.055 

445.11 

Over Exploited 

Laka 

0811000301387200 

0.10 

0.05 

- 

0.05 

- 

0.05 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.049 

0.005 

0.044 

0.101 

227.56 

Over Exploited 

Meenawara 

0811000301383600 

0.25 

0.03 

260.17 

0.04 

0.01 

0.05 

0.02 

0.23 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.081 

0.004 

0.077 

0.311 

405.77 

Over Exploited 

Mohchingpura 

0811000301382400 

0.22 

0.11 

- 

0.11 

0.00 

0.11 

0.02 

0.28 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.114 

0.011 

0.103 

0.081 

78.28 

Semi Critical 

Moroli 

0811000301382500 

0.22 

0.11 

- 

0.11 

- 

0.11 

0.01 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.111 

0.011 

0.100 

0.074 

74.33 

Semi Critical 



0.10 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.026 

0.003 

0.024 

0.053 

221.98 

Over Exploited 

Motipura 

0811000101351900 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.04 

- 

0.04 

- 

0.04 

0.02 

0.22 

- 

- 

0.0009 

0.0011 

- 

0.002 

0.002 

0.046 

0.005 

0.041 

0.094 

229.44 

Over Exploited 

Naharna 

0811000301383700 

0.25 

0.00 

429.69 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.023 

640.34 

Over Exploited 

Nihalpura 

0811000301381300 

0.25 

0.18 

- 

0.18 

- 

0.18 

0.04 

0.37 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.186 

0.019 

0.167 

0.401 

239.82 

Over Exploited 

Rajwas 

0811000301383800 

0.25 

0.03 

- 

0.03 

0.00 

0.03 

0.01 

0.15 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.041 

0.004 

0.037 

0.064 

172.11 

Over Exploited 

Ranoli 

0811000301382600 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.003 

456.10 

Over Exploited 



0.25 

0.10 

- 

0.10 

- 

0.10 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.100 

0.010 

0.090 

0.076 

84.34 

Semi Critical 



0.10 

0.07 

- 

0.07 

- 

0.07 

0.02 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.069 

0.007 

0.062 

0.093 

150.95 

Over Exploited 

Rewasa 

0809000201202900 

0.06 

0.00 

4,876.85 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.035 

10,872.54 

Over Exploited 

Sar 

0811000401413200 

0.20 

0.42 

- 

0.42 

- 

0.42 

0.02 

0.32 

- 

- 

- 

- 

- 

- 

- 

0.419 

0.042 

0.377 

0.092 

24.46 

Safe 



0.06 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.010 

0.020 

210.52 

Over Exploited 

Sarundla 

0811000301386400 

0.25 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.002 

0.033 

1,433.07 

Over Exploited 



0.25 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Shekhpura 

0811000301383300 

0.25 

0.00 

1,393.51 

0.00 

- 

0.00 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.012 

0.048 

409.70 

Over Exploited 

Sikandara 

0811000301376500 

0.25 

0.13 

- 

0.13 

0.01 

0.14 

0.03 

0.26 

- 

0.0400 

0.0020 

0.0024 

- 

0.045 

0.045 

0.185 

0.018 

0.166 

1.050 

631.11 

Over Exploited 

Sikroli 

0810000201272400 

0.15 

0.00 

795.80 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.003 

99.17 

Critical 



0.06 

0.00 

43.13 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.006 

141.58 

Over Exploited 

Thoomri 

0811000401412200 

0.20 

0.01 

72.28 

0.02 

- 

0.02 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.016 

0.001 

0.015 

0.103 

676.88 

Over Exploited 

Torda 

0811000301387800 

0.25 

0.18 

189.62 

0.22 

0.04 

0.26 

0.02 

0.24 

- 

0.1300 

- 

- 

- 

0.130 

0.130 

0.386 

0.019 

0.366 

1.186 

323.77 

Over Exploited 



0.10 

0.11 

42,832.26 

0.13 

0.05 

0.18 

0.03 

0.30 

- 

0.1400 

- 

- 

- 

0.140 

0.140 

0.317 

0.016 

0.302 

1.289 

427.27 

Over Exploited 

Udalwara 

0811000301387000 

0.10 

0.20 

(21.22) 

0.16 

0.02 

0.18 

0.06 

0.62 

- 

0.0600 

- 

- 

0.002 

0.062 

0.062 

0.239 

0.012 

0.227 

0.540 

237.94 

Over Exploited 

Ajau 

0807000601032300 

0.22 

0.38 

124.57 

0.46 

0.03 

0.49 

0.05 

0.58 

- 

0.0800 

- 

- 

0.005 

0.085 

0.085 

0.579 

0.029 

0.550 

0.763 

138.73 

Over Exploited 

Alipur 

0807000801051700 

0.24 

0.02 

1,094.43 

0.02 

0.01 

0.03 

0.01 

0.12 

0.00 

0.0400 

- 

- 

- 

0.040 

0.042 

0.071 

0.004 

0.067 

0.321 

477.37 

Over Exploited 



0.20 

0.02 

924.63 

0.02 

0.01 

0.03 

0.02 

0.14 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.056 

0.003 

0.053 

0.220 

417.11 

Over Exploited 

Arauda 

0807000501018300 

0.20 

0.63 

0.95 

0.64 

0.06 

0.70 

0.05 

0.56 

- 

0.1900 

- 

- 

- 

0.190 

0.190 

0.888 

0.044 

0.843 

1.711 

202.90 

Over Exploited 



0.20 

0.01 

612.32 

0.01 

0.01 

0.02 

0.01 

0.07 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.041 

0.002 

0.039 

0.146 

377.76 

Over Exploited 

Baben 

0807000601033500 

0.20 

0.00 

1,099.29 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.014 

344.05 

Over Exploited 

Badha 

0807000501017700 

0.20 

0.35 

26.25 

0.42 

0.07 

0.49 

0.04 

0.55 

- 

0.2100 

- 

- 

- 

0.210 

0.210 

0.699 

0.035 

0.664 

1.934 

291.29 

Over Exploited 



0.20 

0.00 

2,696.99 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.066 

639.38 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Bahrampura 

080600120095280C 

3.627 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.627 

1.91 

0.070 

0.41 

0.06 

0.00 

0.00 

0.00 

0.83 

0.69 

1.60 

0.027 

0.55 

0.66 


Bai 

0807000801059500 

2.010 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.010 

0.79 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.25 

0.21 

0.25 

0.014 

0.54 

0.64 


Bailara 

0807000501015000 

3.593 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.593 

0.94 

0.100 

0.29 

0.04 

0.00 

0.00 

0.00 

0.59 

0.55 

1.11 

0.027 

0.61 

0.66 


Bangan Ka Nangla 

0806001200952400 

3.971 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.966 

1.99 

0.070 

0.05 

0.01 

0.00 

0.00 

0.00 

0.17 

0.15 

0.19 

0.007 

0.14 

0.16 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.440 

1.99 

0.070 

0.06 

0.01 

0.00 

0.00 

0.00 

0.39 

0.33 

0.22 

0.018 

0.34 

0.40 


Bani 

0807000601031300 

1.515 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.483 

1.61 

0.150 

0.10 

0.01 

0.00 

0.00 

0.00 

0.45 

0.47 

0.40 

0.010 

0.52 

0.50 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.032 

1.61 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 


Bansi Kalan 

0807000701036800 

1.566 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.021 

0.99 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Bansi Khurd 

0807000701034400 

3.716 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.623 

0.73 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.17 

0.04 

0.019 

0.38 

0.38 


Barauli Chhar 

0807000501013500 

11.043 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.061 

3.62 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.43 

0.38 

0.23 

0.008 

0.06 

0.07 


Barauli Ran 

0807000501017200 

5.634 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.634 

1.30 

0.100 

0.63 

0.09 

0.00 

0.00 

0.00 

1.27 

1.17 

2.46 

0.042 

0.59 

0.64 


Basua 

0807000701036700 

3.507 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.896 

1.25 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.01 

0.006 

0.14 

0.14 


Beekroo 

0807000501013200 

4.890 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.154 

2.26 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.001 

0.02 

0.02 


Beelauth 

0807000501018700 

3.855 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.124 

0.55 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.02 


Belara Kalan 

0807000601029800 

6.173 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.131 

1.46 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.01 

0.01 


Beri 

0807000801058900 

4.706 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.783 

0.66 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.06 

0.006 

0.09 

0.10 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.923 

0.66 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.35 

0.31 

0.16 

0.028 

0.46 

0.52 


Bewar 

0807000801059600 

2.871 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.871 

0.76 

0.120 

0.13 

0.02 

0.00 

0.00 

0.00 

0.37 

0.31 

0.51 

0.021 

0.53 

0.64 


Bhaiseena 

0807000801053500 

4.171 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.664 

1.50 

0.120 

0.27 

0.04 

0.00 

0.00 

0.00 

0.89 

0.75 

1.04 

0.026 

0.49 

0.59 


Bhanwar 

0806001200951400 

3.507 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.501 

0.96 

0.070 

0.24 

0.03 

0.00 

0.00 

0.00 

0.45 

0.41 

0.91 

0.026 

0.56 

0.61 


Bharkau 

0807000501018500 

1.862 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.615 

0.77 

0.100 

0.10 

0.02 

0.00 

0.00 

0.00 

0.13 

0.12 

0.40 

0.005 

0.19 

0.20 


Bhatawali 

0807000601031500 

11.510 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.422 

1.55 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.60 

0.60 

0.18 

0.017 

0.11 

0.11 





Saline 

Non-command 

Non-command 

Older Alluvium 

4.418 

1.55 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.88 

0.88 

0.26 

0.031 

0.21 

0.21 


Bhausinga 

0807000501016600 

3.044 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.044 

0.26 

0.100 

0.31 

0.05 

0.00 

0.00 

0.00 

0.34 

0.32 

1.22 

0.023 

0.56 

0.60 


Bhootauli 

0807000801054300 

4.301 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.525 

0.42 

0.120 

0.12 

0.02 

0.00 

0.00 

0.00 

0.23 

0.18 

0.46 

0.018 

0.30 

0.38 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.776 

0.42 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.14 

0.11 

0.21 

0.013 

0.21 

0.27 


Bijwari 

0807000801054000 

4.147 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.043 

0.99 

0.120 

0.15 

0.02 

0.00 

0.00 

0.00 

0.37 

0.30 

0.56 

0.015 

0.26 

0.32 


Binua 

0807000501015400 

3.037 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.037 

0.52 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.21 

0.21 

0.19 

0.023 

0.54 

0.55 


Bisda 

0807000701034000 

2.100 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.100 

1.30 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.24 

0.24 

0.07 

0.015 

0.53 

0.51 


Budhwari Kalan 

0807000501016200 

3.797 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.655 

0.60 

0.100 

0.15 

0.02 

0.00 

0.00 

0.00 

0.35 

0.33 

0.55 

0.028 

0.55 

0.59 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.143 

0.60 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.02 


Budhwari Khurd 

0807000501016100 

3.699 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.753 

0.66 

0.100 

0.09 

0.01 

0.00 

0.00 

0.00 

0.26 

0.25 

0.34 

0.021 

0.43 

0.46 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.946 

0.66 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.09 

0.007 

0.15 

0.16 


Chainpura 

0806001200951500 

2.447 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.430 

1.35 

0.070 

0.17 

0.02 

0.00 

0.00 

0.00 

0.38 

0.34 

0.65 

0.018 

0.56 

0.62 


Chak Bani 

0807000601031200 

1.476 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.336 

1.53 

0.150 

0.04 

0.00 

0.00 

0.00 

0.00 

0.35 

0.36 

0.13 

0.009 

0.48 

0.46 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.139 

1.53 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.001 

0.05 

0.05 


Chak Bisda 

0807000701033900 

1.291 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.062 

1.42 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.03 

0.02 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.229 

1.42 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.15 

0.00 

0.009 

0.50 

0.48 


Chak Hindola No. 1 

0807000701034800 

0.737 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.737 

1.26 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.07 

0.005 

0.53 

0.51 


Chak Hindola No. 2 

0807000701034900 

0.330 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.296 

1.26 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.002 

0.48 

0.47 


Chak Kherli Goojar 

0807000801059700 

2.058 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.984 

0.83 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.14 

0.11 

0.18 

0.007 

0.25 

0.31 


Chak Paprera 

0807000601031600 

1.817 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.692 

1.68 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.47 

0.49 

0.20 

0.012 

0.49 

0.47 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.125 

1.68 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.001 

0.04 

0.03 


Chak Sakeetra 

0807000601030100 

2.526 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.667 

1.44 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.11 

0.00 

0.005 

0.14 

0.18 


Chak Seh 

0807000601033100 

1.309 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.383 

1.11 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.01 

0.003 

0.16 

0.19 


Chaukipura 

0807000601033000 

1.527 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.392 

1.31 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.01 

0.003 

0.14 

0.16 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.135 

1.31 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.16 

0.02 

0.008 

0.40 

0.48 


Chidarua 

0807000501014100 

2.028 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.970 

1.55 

0.100 

0.08 

0.01 

0.00 

0.00 

0.00 

0.37 

0.34 

0.31 

0.015 

0.61 

0.66 


Chimni 

0807000601031100 

0.971 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.614 

1.34 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.15 

0.09 

0.004 

0.33 

0.32 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.119 

1.34 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.06 

0.06 


Chitari Bhootpura 

0807000501016900 

0.764 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.411 

0.43 

0.100 

0.08 

0.01 

0.00 

0.00 

0.00 

0.09 

0.08 

0.32 

0.003 

0.32 

0.35 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.353 

0.43 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.07 

0.06 

0.22 

0.003 

0.28 

0.30 


Chitokhari 

0807000701034200 

2.617 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.541 

1.22 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.27 

0.27 

0.18 

0.011 

0.31 

0.31 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.077 

1.22 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.13 

0.08 

0.008 

0.22 

0.21 


Dahari Dantwara 

0806001200950600 

2.091 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.237 

0.97 

0.070 

0.21 

0.03 

0.00 

0.00 

0.00 

0.26 

0.24 

0.84 

0.009 

0.33 

0.37 


Dahra 

0807000501018600 

6.266 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.808 

0.63 

0.100 

0.10 

0.01 

0.00 

0.00 

0.00 

0.27 

0.25 

0.39 

0.021 

0.26 

0.28 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.641 

0.63 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.14 

0.13 

0.17 

0.012 

0.15 

0.16 


Dantiya 

0806001200950500 

5.241 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.125 

1.39 

0.070 

0.43 

0.06 

0.00 

0.00 

0.00 

0.67 

0.58 

1.71 

0.024 

0.33 

0.38 


Dhanipura 

0807000501013600 

0.927 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.374 

3.73 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.17 

0.15 

0.10 

0.003 

0.24 

0.27 


Dhanota 

0807000701034300 

5.744 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.169 

0.91 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.28 

0.28 

0.13 

0.015 

0.20 

0.20 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.575 

0.91 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.30 

0.30 

0.12 

0.025 

0.33 

0.33 


Dhanwara 

0807000601027100 

6.708 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.010 

1.23 

0.150 

0.04 

0.01 

0.00 

0.00 

0.00 

0.40 

0.33 

0.13 

0.014 

0.16 

0.19 


Dharsoni 

0807000801059400 

5.788 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.167 

0.90 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.32 

0.28 

0.39 

0.015 

0.20 

0.24 


Doroli 

0806001200952200 

9.624 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.196 

2.35 

0.070 

0.74 

0.11 

0.00 

0.00 

0.00 

2.14 

1.82 

2.87 

0.069 

0.54 

0.63 


Dughati 

0806001200951300 

2.859 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.386 

0.49 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.003 

0.08 

0.08 


Gadauli 

0807000501015600 

5.983 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.983 

0.62 

0.100 

0.26 

0.04 

0.00 

0.00 

0.00 

0.59 

0.57 

0.96 

0.045 

0.56 

0.58 


Gangroli 

0807000501011000 

4.102 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.307 

1.56 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.07 

0.002 

0.04 

0.05 


Gazipur 

0807000501014000 

1.572 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.606 

1.77 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.15 

0.13 

0.20 

0.005 

0.24 

0.26 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Bahrampura 

080600120095280C 

0.12 

0.24 

191.43 

0.29 

0.06 

0.35 

0.06 

0.60 

- 

0.1800 

- 

- 

0.003 

0.183 

0.183 

0.530 

0.026 

0.503 

1.625 

323.00 

Over Exploited 

Bai 

0807000801059500 

0.20 

0.22 

(2.97) 

0.21 

0.01 

0.22 

0.04 

0.58 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.251 

0.013 

0.238 

0.262 

110.03 

Over Exploited 

Bailara 

0807000501015000 

0.20 

0.44 

24.52 

0.53 

0.04 

0.57 

0.07 

0.68 

0.05 

0.1200 

- 

- 

0.001 

0.121 

0.169 

0.735 

0.037 

0.699 

1.136 

162.61 

Over Exploited 

Bangan Ka Nangla 

0806001200952400 

0.12 

0.02 

838.62 

0.02 

0.01 

0.03 

0.02 

0.15 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.051 

0.003 

0.048 

0.201 

417.35 

Over Exploited 



0.12 

0.10 

228.51 

0.12 

0.01 

0.13 

0.04 

0.38 

0.01 

0.0200 

- 

- 

- 

0.020 

0.032 

0.162 

0.008 

0.154 

0.239 

155.11 

Over Exploited 

Bani 

0807000601031300 

0.22 

0.17 

176.93 

0.20 

0.01 

0.21 

0.05 

0.56 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.252 

0.013 

0.239 

0.409 

171.10 

Over Exploited 



0.20 

0.00 

8,860.58 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

13,577.86 

Over Exploited 

Bansi Kalan 

0807000701036800 

0.15 

0.00 

7,244.30 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bansi Khurd 

0807000701034400 

0.15 

0.15 

15.55 

0.17 

0.00 

0.17 

0.04 

0.42 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.175 

0.009 

0.166 

0.062 

37.21 

Safe 

Barauli Chhar 

0807000501013500 

0.20 

0.01 

3,034.25 

0.01 

0.01 

0.02 

0.01 

0.06 

0.00 

0.0300 

- 

- 

- 

0.030 

0.031 

0.056 

0.003 

0.053 

0.238 

449.70 

Over Exploited 

Barauli Ran 

0807000501017200 

0.20 

0.67 

75.28 

0.80 

0.09 

0.89 

0.06 

0.66 

- 

0.2800 

- 

- 

0.002 

0.282 

0.282 

1.176 

0.059 

1.117 

2.501 

223.92 

Over Exploited 

Basua 

0807000701036700 

0.15 

0.02 

386.01 

0.02 

0.00 

0.02 

0.01 

0.15 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.024 

0.001 

0.023 

0.017 

75.63 

Semi Critical 

Beekroo 

0807000501013200 

0.20 

0.00 

5,171.13 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.015 

2,408.59 

Over Exploited 

Beelauth 

0807000501018700 

0.20 

0.00 

1,197.23 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.012 

740.76 

Over Exploited 

Belara Kalan 

0807000601029800 

0.22 

0.00 

6,625.88 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Beri 

0807000801058900 

0.24 

0.02 

321.93 

0.02 

- 

0.02 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.031 

0.002 

0.029 

0.067 

227.05 

Over Exploited 



0.20 

0.36 

(13.72) 

0.31 

0.01 

0.32 

0.04 

0.51 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.344 

0.017 

0.327 

0.190 

58.17 

Safe 

Bewar 

0807000801059600 

0.20 

0.30 

0.72 

0.31 

0.02 

0.33 

0.04 

0.57 

- 

0.0600 

- 

- 

0.001 

0.061 

0.061 

0.388 

0.019 

0.369 

0.531 

143.83 

Over Exploited 

Bhaiseena 

0807000801053500 

0.24 

0.43 

71.83 

0.52 

0.04 

0.56 

0.06 

0.56 

0.06 

0.1200 

- 

- 

0.000 

0.120 

0.176 

0.738 

0.037 

0.701 

1.061 

151.38 

Over Exploited 

Bhanwar 

0806001200951400 

0.12 

0.24 

73.74 

0.28 

0.03 

0.31 

0.07 

0.63 

0.03 

0.1000 

- 

- 

- 

0.100 

0.129 

0.442 

0.022 

0.420 

0.933 

222.31 

Over Exploited 

Bharkau 

0807000501018500 

0.20 

0.02 

404.62 

0.03 

0.02 

0.05 

0.02 

0.21 

- 

0.0500 

- 

- 

0.002 

0.052 

0.052 

0.101 

0.005 

0.096 

0.408 

424.69 

Over Exploited 

Bhatawali 

0807000601031500 

0.22 

0.06 

887.80 

0.07 

0.01 

0.08 

0.01 

0.13 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.103 

0.005 

0.098 

0.200 

204.16 

Over Exploited 



0.20 

0.18 

377.40 

0.22 

0.01 

0.23 

0.02 

0.23 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.261 

0.013 

0.248 

0.289 

116.50 

Over Exploited 

Bhausinga 

0807000501016600 

0.20 

0.34 

(7.78) 

0.32 

0.05 

0.37 

0.05 

0.62 

- 

0.1400 

- 

- 

0.002 

0.142 

0.142 

0.510 

0.026 

0.485 

1.247 

257.11 

Over Exploited 

Bhootauli 

0807000801054300 

0.24 

0.18 

(1.84) 

0.18 

0.02 

0.20 

0.02 

0.33 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.251 

0.013 

0.238 

0.482 

202.48 

Over Exploited 



0.20 

0.08 

46.27 

0.09 

0.01 

0.10 

0.02 

0.23 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.121 

0.006 

0.115 

0.220 

191.15 

Over Exploited 

Bijwari 

0807000801054000 

0.24 

0.13 

135.44 

0.15 

0.02 

0.17 

0.02 

0.28 

- 

0.0600 

- 

- 

0.001 

0.061 

0.061 

0.235 

0.012 

0.223 

0.577 

258.70 

Over Exploited 

Binua 

0807000501015400 

0.20 

0.33 

(37.59) 

0.26 

0.01 

0.27 

0.05 

0.60 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.295 

0.015 

0.281 

0.217 

77.27 

Semi Critical 

Bisda 

0807000701034000 

0.15 

0.17 

47.04 

0.20 

0.00 

0.20 

0.05 

0.58 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.215 

0.011 

0.204 

0.080 

39.12 

Safe 

Budhwari Kalan 

0807000501016200 

0.20 

0.41 

(19.86) 

0.33 

0.02 

0.35 

0.05 

0.61 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.405 

0.020 

0.385 

0.575 

149.28 

Over Exploited 



0.20 

0.00 

1,178.68 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.012 

1,714.18 

Over Exploited 

Budhwari Khurd 

0807000501016100 

0.20 

0.24 

3.39 

0.25 

0.01 

0.26 

0.04 

0.48 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.296 

0.015 

0.281 

0.360 

127.97 

Over Exploited 



0.20 

0.03 

175.80 

0.03 

- 

0.03 

0.01 

0.16 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.044 

0.002 

0.042 

0.093 

224.20 

Over Exploited 

Chainpura 

0806001200951500 

0.12 

0.16 

111.31 

0.20 

0.02 

0.22 

0.07 

0.63 

0.02 

0.0700 

- 

- 

- 

0.070 

0.090 

0.305 

0.015 

0.290 

0.666 

229.71 

Over Exploited 

Chak Bani 

0807000601031200 

0.22 

0.14 

159.33 

0.17 

- 

0.17 

0.05 

0.52 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.178 

0.009 

0.169 

0.139 

82.39 

Semi Critical 



0.20 

0.00 

1,849.64 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.012 

767.34 

Over Exploited 

Chak Bisda 

0807000701033900 

0.20 

0.00 

3,390.14 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.09 

57.15 

0.11 

- 

0.11 

0.05 

0.55 

- 

- 

- 

- 

- 

- 

- 

0.111 

0.006 

0.105 

0.009 

8.31 

Safe 

Chak Hindola No. 1 

0807000701034800 

0.15 

0.06 

65.15 

0.07 

0.00 

0.07 

0.05 

0.58 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.081 

0.004 

0.077 

0.070 

90.96 

Critical 

Chak Hindola No. 2 

0807000701034900 

0.15 

0.02 

43.16 

0.03 

- 

0.03 

0.05 

0.52 

- 

- 

- 

- 

- 

- 

- 

0.025 

0.001 

0.024 

0.013 

54.33 

Safe 

Chak Kherli Goojar 

0807000801059700 

0.20 

0.05 

128.47 

0.06 

0.01 

0.07 

0.02 

0.27 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.090 

0.004 

0.085 

0.191 

223.61 

Over Exploited 

Chak Paprera 

0807000601031600 

0.22 

0.18 

165.54 

0.22 

0.01 

0.23 

0.05 

0.54 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.249 

0.012 

0.237 

0.210 

88.62 

Semi Critical 



0.20 

0.00 

2,806.42 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.012 

1,156.14 

Over Exploited 

Chak Sakeetra 

0807000601030100 

0.22 

0.02 

439.07 

0.02 

- 

0.02 

0.02 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.024 

0.001 

0.023 

0.005 

20.44 

Safe 

Chak Seh 

0807000601033100 

0.22 

0.01 

290.48 

0.02 

- 

0.02 

0.02 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.016 

0.001 

0.015 

0.016 

101.90 

Over Exploited 

Chaukipura 

0807000601033000 

0.22 

0.01 

442.31 

0.01 

- 

0.01 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.013 

0.016 

117.24 

Over Exploited 



0.20 

0.09 

74.23 

0.11 

- 

0.11 

0.04 

0.44 

- 

- 

- 

- 

- 

- 

- 

0.108 

0.005 

0.102 

0.029 

28.36 

Safe 

Chidarua 

0807000501014100 

0.20 

0.24 

44.07 

0.29 

0.01 

0.30 

0.07 

0.68 

0.03 

0.0400 

- 

- 

0.000 

0.040 

0.068 

0.366 

0.018 

0.347 

0.328 

94.38 

Critical 

Chimni 

0807000601031100 

0.22 

0.04 

234.14 

0.05 

- 

0.05 

0.03 

0.36 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.064 

0.003 

0.061 

0.094 

155.39 

Over Exploited 



0.20 

0.00 

1,201.48 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.012 

672.71 

Over Exploited 

Chitari Bhootpura 

0807000501016900 

0.20 

0.03 

207.64 

0.03 

0.01 

0.04 

0.03 

0.36 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.082 

0.004 

0.078 

0.323 

415.02 

Over Exploited 



0.20 

0.02 

210.56 

0.02 

0.01 

0.03 

0.03 

0.31 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.064 

0.003 

0.060 

0.226 

373.88 

Over Exploited 

Chitokhari 

0807000701034200 

0.20 

0.10 

180.75 

0.12 

0.01 

0.13 

0.03 

0.34 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.146 

0.007 

0.138 

0.191 

138.02 

Over Exploited 



0.15 

0.04 

261.19 

0.04 

- 

0.04 

0.02 

0.24 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.052 

0.003 

0.050 

0.084 

168.22 

Over Exploited 

Dahari Dantwara 

0806001200950600 

0.12 

0.05 

377.81 

0.06 

0.03 

0.09 

0.04 

0.37 

0.01 

0.0900 

- 

- 

- 

0.090 

0.096 

0.185 

0.009 

0.176 

0.851 

484.38 

Over Exploited 

Dahra 

0807000501018600 

0.20 

0.14 

73.32 

0.17 

0.01 

0.18 

0.03 

0.28 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.223 

0.011 

0.212 

0.410 

193.69 

Over Exploited 



0.20 

0.05 

172.72 

0.06 

0.01 

0.07 

0.01 

0.16 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.089 

0.004 

0.085 

0.185 

219.20 

Over Exploited 

Dantiya 

0806001200950500 

0.12 

0.13 

367.21 

0.15 

0.06 

0.21 

0.04 

0.37 

0.01 

0.1900 

- 

- 

0.001 

0.191 

0.206 

0.417 

0.021 

0.396 

1.730 

436.40 

Over Exploited 

Dhanipura 

0807000501013600 

0.20 

0.02 

739.71 

0.02 

- 

0.02 

0.03 

0.27 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.034 

0.002 

0.032 

0.104 

322.55 

Over Exploited 

Dhanota 

0807000701034300 

0.20 

0.09 

220.55 

0.11 

- 

0.11 

0.02 

0.22 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.115 

0.006 

0.109 

0.141 

129.22 

Over Exploited 



0.15 

0.18 

70.60 

0.21 

- 

0.21 

0.03 

0.37 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.224 

0.011 

0.213 

0.144 

67.76 

Safe 

Dhanwara 

0807000601027100 

0.22 

0.07 

378.53 

0.08 

0.01 

0.09 

0.02 

0.17 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.113 

0.006 

0.107 

0.144 

134.45 

Over Exploited 

Dharsoni 

0807000801059400 

0.20 

0.09 

213.41 

0.11 

0.01 

0.12 

0.02 

0.22 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.156 

0.008 

0.148 

0.406 

273.78 

Over Exploited 

Doroli 

0806001200952200 

0.12 

0.59 

207.58 

0.71 

0.11 

0.82 

0.06 

0.59 

- 

0.3200 

- 

- 

0.003 

0.323 

0.323 

1.145 

0.057 

1.088 

2.942 

270.42 

Over Exploited 

Dughati 

0806001200951300 

0.12 

0.00 

259.56 

0.00 

- 

0.00 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.004 

0.003 

65.60 

Safe 

Gadauli 

0807000501015600 

0.20 

0.67 

(15.69) 

0.57 

0.04 

0.61 

0.06 

0.62 

- 

0.1100 

- 

- 

0.001 

0.111 

0.111 

0.717 

0.036 

0.681 

1.006 

147.74 

Over Exploited 

Gangroli 

0807000501011000 

0.20 

0.00 

2,343.20 

0.00 

- 

0.00 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.013 

0.067 

538.29 

Over Exploited 

Gazipur 

0807000501014000 

0.20 

0.03 

359.82 

0.04 

0.01 

0.05 

0.03 

0.27 

0.00 

0.0200 

- 

- 

0.001 

0.021 

0.024 

0.070 

0.003 

0.066 

0.207 

310.84 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 



080700080105340C 

3.131 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.501 

1.22 

0.120 

0.14 

0.02 

0.00 

0.00 

0.00 

0.49 

0.40 

0.55 

0.018 

0.44 

0.53 


Ghalawata 

0806001200952600 

3.942 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.686 

1.98 

0.070 

0.15 

0.02 

0.00 

0.00 

0.00 

0.50 

0.42 

0.58 

0.020 

0.38 

0.45 


Gudawali 

0807000501016500 

4.260 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.260 

0.32 

0.100 

0.46 

0.07 

0.00 

0.00 

0.00 

0.53 

0.50 

1.80 

0.032 

0.57 

0.60 


Halena 

0807000801058400 

6.178 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.547 

0.91 

0.120 

0.19 

0.03 

0.00 

0.00 

0.00 

0.77 

0.61 

0.73 

0.040 

0.46 

0.58 


Hantra 

0807000501018400 

8.633 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.633 

0.67 

0.100 

0.42 

0.06 

0.00 

0.00 

0.00 

0.93 

0.86 

1.61 

0.065 

0.57 

0.62 


Hasanpur 

0807000501015200 

5.329 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.496 

1.06 

0.100 

0.16 

0.02 

0.00 

0.00 

0.00 

0.40 

0.39 

0.63 

0.019 

0.27 

0.28 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.833 

1.06 

0.100 

0.14 

0.02 

0.00 

0.00 

0.00 

0.42 

0.40 

0.53 

0.021 

0.30 

0.31 


Hateejar 

0807000801059300 

7.279 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.841 

0.90 

0.120 

0.15 

0.04 

0.00 

0.00 

0.00 

0.42 

0.38 

0.57 

0.020 

0.22 

0.24 


Helak 

0807000601033700 

4.407 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.071 

1.25 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.01 


Hindola 

0807000701035000 

2.605 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.572 

1.26 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.01 

0.004 

0.12 

0.12 


Irniya 

0807000801054600 

1.408 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.394 

0.79 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.19 

0.15 

0.25 

0.010 

0.51 

0.64 


Jahanpur 

0807000801054700 

3.389 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.023 

0.61 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.206 

0.61 

0.120 

0.13 

0.02 

0.00 

0.00 

0.00 

0.35 

0.27 

0.49 

0.023 

0.49 

0.62 


Jarhara 

0807000601030200 

1.828 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.014 

1.34 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.17 

0.04 

0.007 

0.29 

0.37 


Jaswar 

0807000801051800 

9.619 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.712 

1.25 

0.120 

0.18 

0.02 

0.00 

0.00 

0.00 

0.87 

0.78 

0.70 

0.034 

0.28 

0.31 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.494 

1.25 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.04 

0.004 

0.03 

0.03 


Jhalatala 

0807000801054800 

5.671 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.103 

0.76 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.507 

0.76 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.03 

0.004 

0.05 

0.06 


Jhamri 

0807000901066700 

4.288 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.006 

0.91 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jharkai 

0807000501018200 

4.781 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.781 

0.37 

0.100 

0.11 

0.01 

0.00 

0.00 

0.00 

0.27 

0.25 

0.37 

0.036 

0.57 

0.61 


Jharoli 

0807000701034600 

1.694 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.144 

1.27 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.14 

0.05 

0.008 

0.36 

0.36 


Jhaurol 

0807000501014200 

2.691 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.847 

0.52 

0.100 

0.11 

0.02 

0.00 

0.00 

0.00 

0.19 

0.17 

0.44 

0.014 

0.44 

0.48 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.176 

0.52 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.001 

0.04 

0.05 


Jogeepura 

0807000501017100 

2.027 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.027 

0.48 

0.100 

0.22 

0.03 

0.00 

0.00 

0.00 

0.29 

0.27 

0.88 

0.015 

0.58 

0.62 


Kanchanpura 

0807000601032900 

1.150 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.150 

1.25 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.16 

0.03 

0.008 

0.53 

0.61 


Karhi 

0807000501015300 

6.275 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.215 

1.15 

0.100 

0.22 

0.03 

0.00 

0.00 

0.00 

0.67 

0.67 

0.83 

0.032 

0.36 

0.36 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.061 

1.15 

0.100 

0.08 

0.01 

0.00 

0.00 

0.00 

0.31 

0.31 

0.31 

0.016 

0.18 

0.18 


Karomeo 

0807000501014500 

0.879 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.879 

0.37 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.08 

0.08 

0.22 

0.007 

0.64 

0.69 


Kasganj 

0807000501014700 

1.567 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.567 

0.53 

0.100 

0.13 

0.02 

0.00 

0.00 

0.00 

0.19 

0.18 

0.51 

0.012 

0.60 

0.64 


Katara 

0807000501013900 

7.914 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.003 

1.12 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kawai 

0807000501015100 

20.870 

Fresh 

Non-command 

Non-command 

Older Alluvium 

20.797 

1.15 

0.100 

0.32 

0.04 

0.00 

0.00 

0.00 

2.67 

2.52 

1.07 

0.157 

0.58 

0.62 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.073 

1.15 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.00 

0.00 


Kehripura 

0807000501013800 

0.903 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.093 

2.89 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.001 

0.06 

0.07 


Kesra 

0807000501017400 

4.316 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.316 

2.08 

0.100 

0.37 

0.05 

0.00 

0.00 

0.00 

1.22 

1.04 

1.43 

0.032 

0.56 

0.65 


Khadraya 

0807000801053600 

4.969 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.969 

1.89 

0.120 

0.27 

0.04 

0.00 

0.00 

0.00 

1.35 

1.14 

1.02 

0.036 

0.56 

0.66 


Khangri 

0807000501016700 

7.528 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.845 

0.43 

0.100 

0.57 

0.08 

0.00 

0.00 

0.00 

0.74 

0.70 

2.22 

0.044 

0.44 

0.46 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.684 

0.43 

0.100 

0.12 

0.02 

0.00 

0.00 

0.00 

0.17 

0.16 

0.48 

0.013 

0.13 

0.13 


Khanswara 

0807000601032000 

5.501 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.184 

1.63 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.31 

0.32 

0.08 

0.008 

0.11 

0.11 





Saline 

Non-command 

Non-command 

Older Alluvium 

4.317 

1.63 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.91 

0.95 

0.28 

0.031 

0.41 

0.40 


Khatauti 

0807000501015900 

3.367 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.473 

0.76 

0.100 

0.11 

0.02 

0.00 

0.00 

0.00 

0.20 

0.19 

0.43 

0.011 

0.25 

0.27 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.894 

0.76 

0.100 

0.11 

0.02 

0.00 

0.00 

0.00 

0.23 

0.22 

0.42 

0.014 

0.33 

0.35 


Khera 

0807000501016300 

1.881 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.881 

0.66 

0.100 

0.14 

0.02 

0.00 

0.00 

0.00 

0.24 

0.23 

0.53 

0.014 

0.58 

0.62 


Kheri Devisingh 

0807000501014900 

6.527 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.363 

0.65 

0.100 

0.40 

0.06 

0.00 

0.00 

0.00 

0.75 

0.71 

1.52 

0.048 

0.56 

0.60 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.165 

0.65 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.001 

0.01 

0.02 


Kheriya Brahman 

0807000501018100 

1.764 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.764 

0.32 

0.100 

0.09 

0.01 

0.00 

0.00 

0.00 

0.14 

0.13 

0.32 

0.013 

0.56 

0.61 


Kherli (M) 

0806001240609000 

2.823 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.105 

1.88 

0.070 

0.28 

0.01 

0.00 

0.00 

0.00 

0.54 

0.46 

0.15 

0.723 

0.42 

0.50 


Kherli Goojar 

0807000801059800 

4.791 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.041 

0.80 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.23 

0.18 

0.11 

0.015 

0.22 

0.28 


Kherli Rel ( Rural) 

0806001200952300 

2.755 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.755 

1.96 

0.070 

0.73 

0.11 

0.00 

0.00 

0.00 

1.00 

0.84 

2.87 

0.021 

0.56 

0.66 


Khurrampur 

0807000501017500 

3.253 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.253 

0.71 

0.100 

0.10 

0.01 

0.00 

0.00 

0.00 

0.32 

0.27 

0.37 

0.024 

0.54 

0.64 


Kishanpura 

0807000601027200 

1.751 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.643 

1.26 

0.150 

0.03 

0.01 

0.00 

0.00 

0.00 

0.33 

0.31 

0.12 

0.012 

0.49 

0.52 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.107 

1.26 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.03 

0.03 


Kuti Sawdas 

0806001200952500 

1.546 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.418 

1.99 

0.070 

0.21 

0.03 

0.00 

0.00 

0.00 

0.38 

0.32 

0.84 

0.011 

0.51 

0.60 


Lalchah 

0807000501014800 

1.127 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.084 

0.91 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.04 

0.05 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.043 

0.91 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.13 

0.13 

0.19 

0.008 

0.56 

0.60 


Luhasa 

0807000501011400 

7.891 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.729 

0.54 

0.100 

0.22 

0.03 

0.00 

0.00 

0.00 

0.45 

0.41 

0.82 

0.036 

0.38 

0.42 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.126 

0.54 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.01 


Lulhara 

0807000501018900 

1.966 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.425 

0.48 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.003 

0.12 

0.12 


Magarakha 

0811000201366900 

0.946 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.099 

0.36 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.001 

0.06 

0.06 


Mahrampur 

0807000501011300 

1.522 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.522 

0.77 

0.100 

0.11 

0.02 

0.00 

0.00 

0.00 

0.21 

0.19 

0.42 

0.011 

0.63 

0.68 


Manjhi 

0807000501010400 

5.217 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.083 

1.24 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.013 

1.24 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Manoharpur Khawaspur 

0807000501013700 

2.549 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.497 

3.27 

0.100 

0.09 

0.01 

0.00 

0.00 

0.00 

0.57 

0.52 

0.35 

0.011 

0.36 

0.39 


Medpura 

0806001200951800 

1.312 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.089 

1.79 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.04 

0.05 


Milkipura 

0807000501016800 

2.048 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.568 

0.42 

0.100 

0.14 

0.02 

0.00 

0.00 

0.00 

0.19 

0.18 

0.56 

0.012 

0.44 

0.46 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.480 

0.42 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.13 

0.004 

0.13 

0.14 


Moodiya Gandhar 

0807000801059000 

1.071 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.071 

0.67 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.14 

0.12 

0.24 

0.008 

0.56 

0.62 


Moodiya Jat 

0807000801054100 

2.194 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.401 

0.73 

0.120 

0.13 

0.02 

0.00 

0.00 

0.00 

0.23 

0.18 

0.49 

0.010 

0.33 

0.42 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.579 

0.73 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.13 

0.004 

0.14 

0.17 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 


0807000801053400 

0.24 

0.26 

52.45 

0.32 

0.02 

0.34 

0.05 

0.49 

0.03 

0.0600 

- 

- 

0.000 

0.060 

0.090 

0.427 

0.021 

0.405 

0.570 

140.55 

Over Exploited 

Ghalawata 

0806001200952600 

0.12 

0.12 

247.22 

0.15 

0.02 

0.17 

0.04 

0.42 

0.01 

0.0700 

- 

- 

0.001 

0.071 

0.084 

0.251 

0.013 

0.238 

0.603 

253.00 

Over Exploited 

Gudawali 

0807000501016500 

0.20 

0.48 

2.81 

0.50 

0.07 

0.57 

0.05 

0.62 

- 

0.2000 

- 

- 

0.001 

0.201 

0.201 

0.767 

0.038 

0.729 

1.832 

251.28 

Over Exploited 

Halena 

0807000801058400 

0.20 

0.51 

18.26 

0.61 

0.03 

0.64 

0.03 

0.50 

- 

0.0800 

- 

- 

0.001 

0.081 

0.081 

0.720 

0.036 

0.684 

0.767 

112.08 

Over Exploited 

Hantra 

0807000501018400 

0.20 

0.99 

(12.66) 

0.86 

0.06 

0.92 

0.06 

0.63 

- 

0.1800 

- 

- 

0.002 

0.182 

0.182 

1.104 

0.055 

1.049 

1.677 

159.82 

Over Exploited 

Hasanpur 

0807000501015200 

0.20 

0.13 

192.52 

0.16 

0.02 

0.18 

0.03 

0.29 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.249 

0.012 

0.236 

0.653 

276.23 

Over Exploited 



0.20 

0.17 

135.72 

0.20 

0.02 

0.22 

0.03 

0.33 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.285 

0.014 

0.270 

0.550 

203.51 

Over Exploited 

Hateejar 

0807000801059300 

0.24 

0.15 

151.35 

0.18 

0.04 

0.22 

0.02 

0.24 

- 

0.1100 

- 

- 

0.000 

0.110 

0.110 

0.330 

0.017 

0.314 

0.586 

186.94 

Over Exploited 

Helak 

0807000601033700 

0.20 

0.00 

8,382.03 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

8,152.73 

Over Exploited 

Hindola 

0807000701035000 

0.15 

0.01 

479.94 

0.01 

0.00 

0.01 

0.01 

0.13 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

0.001 

0.012 

0.015 

130.16 

Over Exploited 

Irniya 

0807000801054600 

0.20 

0.14 

6.83 

0.15 

0.01 

0.16 

0.04 

0.54 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.192 

0.010 

0.183 

0.258 

141.33 

Over Exploited 

Jahanpur 

0807000801054700 

0.24 

0.00 

6,816.02 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.31 

(12.25) 

0.27 

0.02 

0.29 

0.03 

0.52 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.343 

0.017 

0.326 

0.509 

156.00 

Over Exploited 

Jarhara 

0807000601030200 

0.22 

0.06 

158.26 

0.08 

0.00 

0.08 

0.03 

0.32 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.088 

0.004 

0.084 

0.044 

52.82 

Safe 

Jaswar 

0807000801051800 

0.24 

0.27 

########## 

0.33 

0.02 

0.35 

0.04 

0.31 

0.03 

0.0700 

- 

- 

- 

0.070 

0.105 

0.452 

0.023 

0.429 

0.729 

169.68 

Over Exploited 



0.20 

0.00 

78,694.26 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.047 

2,121.04 

Over Exploited 

Jhalatala 

0807000801054800 

0.24 

0.00 

6,581.59 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.021 

7,942.23 

Over Exploited 



0.20 

0.00 

847.87 

0.01 

- 

0.01 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.005 

0.036 

668.67 

Over Exploited 

Jhamri 

0807000901066700 

0.25 

0.00 

59,083.00 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jharkai 

0807000501018200 

0.20 

0.54 

(52.90) 

0.43 

0.01 

0.44 

0.05 

0.62 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.483 

0.024 

0.459 

0.410 

89.27 

Semi Critical 

Jharoli 

0807000701034600 

0.15 

0.06 

120.06 

0.07 

0.00 

0.08 

0.03 

0.40 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.088 

0.004 

0.083 

0.062 

74.48 

Semi Critical 

Jhaurol 

0807000501014200 

0.20 

0.16 

4.34 

0.17 

0.02 

0.19 

0.05 

0.50 

0.02 

0.0500 

- 

- 

- 

0.050 

0.070 

0.260 

0.013 

0.247 

0.449 

181.53 

Over Exploited 



0.20 

0.00 

1,093.24 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.033 

1,798.05 

Over Exploited 

Jogeepura 

0807000501017100 

0.20 

0.23 

15.09 

0.27 

0.03 

0.30 

0.06 

0.63 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.399 

0.020 

0.379 

0.893 

235.42 

Over Exploited 

Kanchanpura 

0807000601032900 

0.20 

0.12 

29.89 

0.15 

0.00 

0.15 

0.05 

0.59 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.158 

0.008 

0.150 

0.040 

26.70 

Safe 

Karhi 

0807000501015300 

0.20 

0.31 

119.29 

0.37 

0.03 

0.40 

0.04 

0.40 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.488 

0.024 

0.463 

0.857 

184.87 

Over Exploited 



0.20 

0.07 

317.27 

0.09 

0.01 

0.10 

0.02 

0.20 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.128 

0.006 

0.122 

0.324 

266.22 

Over Exploited 

Karomeo 

0807000501014500 

0.20 

0.11 

(32.65) 

0.09 

0.01 

0.10 

0.08 

0.71 

0.01 

0.0200 

- 

- 

0.000 

0.020 

0.034 

0.134 

0.007 

0.127 

0.223 

175.25 

Over Exploited 

Kasganj 

0807000501014700 

0.20 

0.19 

(3.59) 

0.18 

0.02 

0.20 

0.06 

0.66 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.260 

0.013 

0.247 

0.520 

210.52 

Over Exploited 

Katara 

0807000501013900 

0.20 

0.00 

220,067.00 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kawai 

0807000501015100 

0.20 

2.42 

4.07 

2.52 

0.04 

2.56 

0.06 

0.65 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

2.683 

0.134 

2.549 

1.223 

47.96 

Safe 



0.20 

0.00 

26,272.10 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Kehripura 

0807000501013800 

0.20 

0.00 

1,970.98 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.015 

1,002.29 

Over Exploited 

Kesra 

0807000501017400 

0.20 

0.48 

117.20 

0.58 

0.05 

0.63 

0.05 

0.61 

- 

0.1600 

- 

- 

0.001 

0.161 

0.161 

0.787 

0.039 

0.748 

1.458 

194.97 

Over Exploited 

Khadraya 

0807000801053600 

0.24 

0.67 

70.87 

0.80 

0.04 

0.84 

0.07 

0.62 

0.08 

0.1100 

- 

- 

0.000 

0.110 

0.190 

1.029 

0.051 

0.977 

1.058 

108.21 

Over Exploited 

Khangri 

0807000501016700 

0.20 

0.51 

36.46 

0.62 

0.08 

0.70 

0.04 

0.48 

- 

0.2500 

- 

- 

- 

0.250 

0.250 

0.946 

0.047 

0.899 

2.262 

251.67 

Over Exploited 



0.20 

0.04 

282.42 

0.05 

0.02 

0.07 

0.01 

0.14 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.121 

0.006 

0.115 

0.488 

423.84 

Over Exploited 

Khanswara 

0807000601032000 

0.22 

0.03 

990.08 

0.04 

- 

0.04 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.045 

0.002 

0.043 

0.087 

202.22 

Over Exploited 



0.20 

0.36 

166.56 

0.43 

0.01 

0.44 

0.04 

0.45 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.469 

0.023 

0.445 

0.309 

69.29 

Safe 

Khatauti 

0807000501015900 

0.20 

0.08 

152.50 

0.09 

0.02 

0.11 

0.03 

0.28 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.160 

0.008 

0.152 

0.443 

291.31 

Over Exploited 



0.20 

0.12 

77.14 

0.15 

0.02 

0.17 

0.03 

0.36 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.219 

0.011 

0.208 

0.434 

208.82 

Over Exploited 

Khera 

0807000501016300 

0.20 

0.22 

4.30 

0.23 

0.02 

0.25 

0.06 

0.64 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.308 

0.015 

0.293 

0.547 

186.94 

Over Exploited 

Kheri Devisingh 

0807000501014900 

0.20 

0.72 

(1.73) 

0.71 

0.06 

0.77 

0.06 

0.62 

- 

0.1700 

- 

- 

- 

0.170 

0.170 

0.937 

0.047 

0.890 

1.568 

176.23 

Over Exploited 



0.20 

0.00 

3,932.92 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.033 

6,061.16 

Over Exploited 

Kheriya Brahman 

0807000501018100 

0.20 

0.20 

(36.44) 

0.16 

0.01 

0.17 

0.05 

0.61 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.209 

0.010 

0.198 

0.337 

170.00 

Over Exploited 

Kherli (M) 

0806001240609000 

0.12 

0.11 

332.53 

0.13 

0.01 

0.14 

0.05 

0.46 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.164 

0.008 

0.156 

0.874 

560.75 

Over Exploited 

Kherli Goojar 

0807000801059800 

0.20 

0.09 

100.98 

0.11 

0.00 

0.11 

0.02 

0.24 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.119 

0.006 

0.113 

0.128 

112.68 

Over Exploited 

Kherli Rel ( Rural) 

0806001200952300 

0.12 

0.18 

355.53 

0.22 

0.11 

0.33 

0.06 

0.62 

0.02 

0.3200 

- 

- 

0.002 

0.322 

0.343 

0.675 

0.034 

0.642 

2.894 

451.09 

Over Exploited 

Khurrampur 

0807000501017500 

0.20 

0.35 

(23.67) 

0.28 

0.01 

0.29 

0.05 

0.59 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.333 

0.017 

0.317 

0.398 

125.85 

Over Exploited 

Kishanpura 

0807000601027200 

0.22 

0.18 

74.84 

0.21 

0.01 

0.22 

0.05 

0.54 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.244 

0.012 

0.231 

0.129 

55.57 

Safe 



0.20 

0.00 

2,116.24 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Kuti Sawdas 

0806001200952500 

0.12 

0.09 

267.22 

0.10 

0.03 

0.13 

0.06 

0.57 

0.01 

0.0900 

- 

- 

0.000 

0.090 

0.100 

0.235 

0.012 

0.223 

0.853 

382.57 

Over Exploited 

Lalchah 

0807000501014800 

0.20 

0.00 

845.15 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.015 

1,708.53 

Over Exploited 



0.20 

0.12 

8.17 

0.13 

0.01 

0.14 

0.06 

0.62 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.156 

0.008 

0.148 

0.202 

136.55 

Over Exploited 

Luhasa 

0807000501011400 

0.20 

0.36 

12.73 

0.41 

0.03 

0.44 

0.05 

0.43 

0.04 

0.0900 

- 

- 

- 

0.090 

0.134 

0.573 

0.029 

0.545 

0.853 

156.57 

Over Exploited 



0.20 

0.00 

2,291.94 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.012 

3,671.81 

Over Exploited 

Lulhara 

0807000501018900 

0.20 

0.01 

195.00 

0.01 

- 

0.01 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.012 

0.046 

399.85 

Over Exploited 

Magarakha 

0811000201366900 

0.15 

0.00 

1,393.81 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.039 

3,548.15 

Over Exploited 

Mahrampur 

0807000501011300 

0.20 

0.19 

(0.42) 

0.19 

0.02 

0.21 

0.07 

0.71 

0.02 

0.0500 

- 

- 

0.001 

0.051 

0.074 

0.285 

0.014 

0.271 

0.429 

158.52 

Over Exploited 

Manjhi 

0807000501010400 

0.20 

0.00 

5,623.40 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.015 

7,106.54 

Over Exploited 



0.20 

0.00 

39,303.79 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Manoharpur Khawaspur 

0807000501013700 

0.20 

0.11 

382.38 

0.13 

0.01 

0.14 

0.04 

0.40 

0.01 

0.0400 

- 

- 

0.001 

0.041 

0.053 

0.192 

0.010 

0.183 

0.357 

195.75 

Over Exploited 

Medpura 

0806001200951800 

0.12 

0.00 

2,188.32 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.011 

2,099.16 

Over Exploited 

Milkipura 

0807000501016800 

0.20 

0.14 

28.42 

0.16 

0.02 

0.18 

0.04 

0.48 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.244 

0.012 

0.232 

0.574 

247.36 

Over Exploited 



0.20 

0.01 

269.63 

0.02 

- 

0.02 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.025 

0.001 

0.024 

0.134 

553.98 

Over Exploited 

Moodiya Gandhar 

0807000801059000 

0.20 

0.12 

2.10 

0.12 

0.01 

0.13 

0.05 

0.61 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.164 

0.008 

0.156 

0.244 

156.39 

Over Exploited 

Moodiya Jat 

0807000801054100 

0.24 

0.11 

66.48 

0.13 

0.02 

0.15 

0.02 

0.35 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.213 

0.011 

0.202 

0.503 

248.60 

Over Exploited 



0.20 

0.02 

305.85 

0.02 

- 

0.02 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.029 

0.001 

0.028 

0.130 

473.16 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Moodiya Laleeta 

080700080105910C 

5.739 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.934 

0.76 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.11 

0.007 

0.09 

0.10 





Saline 

Non-command 

Non-command 

Older Alluvium 

4.805 

0.76 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.53 

0.47 

0.36 

0.034 

0.47 

0.52 


Moroda 

080700060103180C 

2.396 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.027 

1.65 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.54 

0.55 

0.18 

0.014 

0.45 

0.45 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.370 

1.65 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.02 

0.003 

0.08 

0.08 


Mukhena 

080700080105420C 

3.989 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.713 

0.84 

0.120 

0.27 

0.04 

0.00 

0.00 

0.00 

0.61 

0.49 

1.04 

0.027 

0.49 

0.61 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.276 

0.84 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.04 

0.002 

0.04 

0.05 


Nadbai (M) 

080700054070400C 

15.296 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.437 

0.39 

0.100 

0.51 

0.04 

0.00 

0.00 

0.00 

0.72 

0.66 

0.98 

0.821 

0.27 

0.29 





Saline 

Non-command 

Non-command 

Older Alluvium 

6.033 

0.39 

0.100 

0.42 

0.03 

0.00 

0.00 

0.00 

0.62 

0.57 

0.68 

0.769 

0.25 

0.28 


Nagla Ajau 

080700060103260C 

0.460 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.460 

1.28 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.13 

0.13 

0.21 

0.003 

0.53 

0.50 


Nagla Bakhta 

0807000501014300 

1.211 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.179 

0.23 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.06 

0.001 

0.10 

0.10 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.851 

0.23 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.07 

0.06 

0.22 

0.006 

0.46 

0.50 


Nagla Bhat 

0807000701034100 

0.616 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.243 

1.35 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.00 

0.002 

0.21 

0.20 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.373 

1.35 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.00 

0.003 

0.32 

0.31 


Nagla Bhaua 

0807000501019000 

1.481 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.686 

0.49 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.09 

0.005 

0.25 

0.25 


Nagla Dharm Singh 

0807000701034700 

0.887 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.887 

1.26 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.11 

0.09 

0.006 

0.53 

0.52 


Nagla Hargovind 

0807000701035100 

4.515 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.118 

1.29 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.987 

1.29 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.42 

0.44 

0.00 

0.028 

0.47 

0.45 


Nagla Hetram 

0807000801054400 

1.907 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.907 

0.60 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.18 

0.14 

0.18 

0.014 

0.53 

0.65 


Nagla Khatauti 

0807000501016000 

1.049 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.425 

0.73 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.11 

0.003 

0.24 

0.25 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.625 

0.73 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.12 

0.005 

0.35 

0.37 


Nagla Mana 

0807000601030300 

0.590 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.104 

1.09 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.09 

0.10 


Nagla Moti 

0807000601032400 

0.959 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.959 

1.19 

0.150 

0.03 

0.01 

0.00 

0.00 

0.00 

0.19 

0.20 

0.11 

0.007 

0.53 

0.50 


Nagla Paharkhan 

0807000501014400 

1.593 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.593 

0.18 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.07 

0.06 

0.18 

0.012 

0.65 

0.71 


Naiwara 

0807000801053900 

4.295 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.295 

1.09 

0.120 

0.54 

0.08 

0.00 

0.00 

0.00 

1.02 

0.82 

2.14 

0.031 

0.53 

0.65 


Naiwari 

0807000801053700 

2.614 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.614 

1.70 

0.120 

0.32 

0.05 

0.00 

0.00 

0.00 

0.80 

0.66 

1.26 

0.019 

0.55 

0.66 


Nam 

0807000501016400 

4.515 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.515 

0.48 

0.100 

0.45 

0.07 

0.00 

0.00 

0.00 

0.60 

0.56 

1.76 

0.034 

0.57 

0.61 


Naroli 

0807000801052300 

3.458 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.942 

1.98 

0.120 

0.21 

0.03 

0.00 

0.00 

0.00 

0.64 

0.54 

0.82 

0.014 

0.31 

0.37 


Naswara 

0807000801058700 

1.575 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.575 

0.75 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.21 

0.18 

0.31 

0.011 

0.53 

0.64 


Nawalpura 

0807000801052400 

1.691 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.879 

1.90 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.27 

0.23 

0.33 

0.006 

0.29 

0.35 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.087 

1.90 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.03 

0.03 


Nayagaon Mafi 

0807000801058600 

3.935 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.207 

0.73 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.001 

0.03 

0.03 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.728 

0.73 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.42 

0.36 

0.35 

0.027 

0.51 

0.60 


Noorpur 

0807000501017800 

1.832 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.832 

0.36 

0.100 

0.17 

0.02 

0.00 

0.00 

0.00 

0.22 

0.20 

0.66 

0.014 

0.57 

0.61 


Nyamatpur 

0807000801059200 

6.168 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.008 

0.90 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.14 

0.12 

0.15 

0.007 

0.09 

0.10 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.411 

0.90 

0.120 

0.03 

0.01 

0.00 

0.00 

0.00 

0.17 

0.15 

0.12 

0.010 

0.13 

0.14 


Nyotha 

0807000501017900 

6.871 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.731 

0.30 

0.100 

0.21 

0.03 

0.00 

0.00 

0.00 

0.38 

0.36 

0.79 

0.051 

0.55 

0.59 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.140 

0.30 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 


Padola 

0807000601030900 

2.539 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.007 

1.11 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Paharsar 

0807000501015700 

5.280 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.976 

0.52 

0.100 

0.14 

0.02 

0.00 

0.00 

0.00 

0.32 

0.31 

0.54 

0.030 

0.42 

0.44 


Pahua 

0807000601032500 

4.014 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.748 

1.27 

0.150 

0.12 

0.03 

0.00 

0.00 

0.00 

0.80 

0.83 

0.44 

0.027 

0.49 

0.48 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.266 

1.27 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.02 

0.002 

0.03 

0.03 


Pali 

0807000801058500 

2.778 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.778 

0.80 

0.120 

0.22 

0.03 

0.00 

0.00 

0.00 

0.46 

0.37 

0.84 

0.020 

0.52 

0.64 


Paprera 

0807000601031700 

7.440 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.504 

1.68 

0.150 

0.06 

0.01 

0.00 

0.00 

0.00 

0.68 

0.70 

0.23 

0.018 

0.18 

0.17 





Saline 

Non-command 

Non-command 

Older Alluvium 

4.936 

1.68 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

1.09 

1.12 

0.38 

0.035 

0.35 

0.34 


Pathena 

0807000801052500 

13.530 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.213 

1.39 

0.120 

0.40 

0.06 

0.00 

0.00 

0.00 

1.04 

0.89 

1.57 

0.030 

0.18 

0.21 


Peeli 

0807000501018000 

2.085 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.897 

0.40 

0.100 

0.09 

0.01 

0.00 

0.00 

0.00 

0.12 

0.10 

0.36 

0.007 

0.24 

0.27 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.188 

0.40 

0.100 

0.09 

0.01 

0.00 

0.00 

0.00 

0.13 

0.11 

0.36 

0.009 

0.31 

0.36 


Pichgai 

0807000601033600 

3.283 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.598 

1.23 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.39 

0.37 

0.03 

0.018 

0.42 

0.44 


Piprau 

0807000501017000 

6.775 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.575 

0.63 

0.100 

0.64 

0.09 

0.00 

0.00 

0.00 

0.97 

0.90 

2.49 

0.049 

0.59 

0.64 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.201 

0.63 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.002 

0.02 

0.02 


Pooth 

0807000601031000 

3.305 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.667 

1.07 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.12 

0.03 

0.005 

0.11 

0.10 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.335 

1.07 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.01 

0.002 

0.05 

0.05 


Preetampura 

0806001200951900 

0.870 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.429 

1.83 

0.070 

0.05 

0.01 

0.00 

0.00 

0.00 

0.10 

0.08 

0.18 

0.003 

0.28 

0.33 


Raina 

0807000501015800 

1.897 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.880 

0.60 

0.100 

0.08 

0.01 

0.00 

0.00 

0.01 

0.17 

0.16 

0.30 

0.014 

0.57 

0.61 


Raisees 

0807000501011200 

6.304 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.192 

1.35 

0.100 

0.26 

0.04 

0.00 

0.00 

0.00 

0.65 

0.60 

1.01 

0.024 

0.31 

0.33 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.105 

1.35 

0.100 

0.19 

0.03 

0.00 

0.00 

0.00 

0.58 

0.54 

0.73 

0.023 

0.30 

0.32 


Ramnagar 

0807000801058800 

1.990 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.990 

0.75 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.24 

0.21 

0.28 

0.014 

0.55 

0.63 


Rampura 

0806001200952700 

4.408 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.408 

1.99 

0.070 

0.18 

0.03 

0.00 

0.00 

0.00 

0.76 

0.64 

0.69 

0.033 

0.55 

0.66 


Rampura Patan 

0806001200950700 

3.678 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.306 

0.16 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.002 

0.05 

0.05 


Reengas Pura 

0811000201361400 

3.187 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.132 

0.46 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.03 


Rudh Sakeetra 

0807000607900004 

1.110 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.087 

1.40 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.18 

0.00 

0.008 

0.52 

0.65 


Rund Helak Bari 

0807000601032700 

8.052 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.858 

1.27 

0.150 

0.13 

0.02 

0.00 

0.00 

0.00 

1.04 

1.06 

0.49 

0.034 

0.32 

0.31 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.818 

1.27 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.48 

0.49 

0.23 

0.020 

0.18 

0.18 


Rundh Bansi Khurd 

0807000701034500 

1.939 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.882 

1.15 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.19 

0.02 

0.013 

0.52 

0.51 


Rundh Bhatawali 

0807000601031400 

1.078 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.035 

1.41 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.02 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.227 

1.41 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.01 

0.002 

0.11 

0.11 


Rundh Helak Chhoti 

0807000601032100 

0.577 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.541 

1.25 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.11 

0.11 

0.004 

0.50 

0.48 


Rundh Naiwara 

0807000801053800 

2.701 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.701 

1.40 

0.120 

0.12 

0.02 

0.00 

0.00 

0.00 

0.55 

0.45 

0.46 

0.019 

0.53 

0.65 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Moodiya Laleeta 

0807000801059100 

0.24 

0.02 

403.27 

0.02 

- 

0.02 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.034 

0.002 

0.033 

0.121 

369.08 

Over Exploited 



0.20 

0.45 

4.61 

0.47 

0.01 

0.48 

0.04 

0.51 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.520 

0.026 

0.494 

0.394 

79.84 

Semi Critical 

Moroda 

0807000601031800 

0.22 

0.20 

172.40 

0.24 

0.01 

0.25 

0.04 

0.50 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.273 

0.014 

0.259 

0.194 

75.04 

Semi Critical 



0.20 

0.01 

1,283.54 

0.01 

- 

0.01 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.025 

353.10 

Over Exploited 

Mukhena 

0807000801054200 

0.24 

0.43 

12.22 

0.49 

0.04 

0.53 

0.04 

0.52 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

0.646 

0.032 

0.614 

1.070 

174.17 

Over Exploited 



0.20 

0.00 

1,427.32 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.045 

1,975.53 

Over Exploited 

Nadbai (M) 

0807000540704000 

0.20 

0.35 

90.61 

0.42 

0.04 

0.46 

0.03 

0.30 

0.04 

0.1100 

- 

- 

- 

0.110 

0.152 

0.610 

0.030 

0.579 

1.800 

310.79 

Over Exploited 



0.20 

0.31 

88.20 

0.37 

0.03 

0.40 

0.03 

0.28 

0.04 

0.0800 

- 

- 

- 

0.080 

0.117 

0.514 

0.026 

0.488 

1.449 

296.99 

Over Exploited 

Nagla Ajau 

0807000601032600 

0.22 

0.05 

151.13 

0.06 

0.01 

0.07 

0.05 

0.58 

- 

0.0400 

- 

- 

0.000 

0.040 

0.040 

0.114 

0.006 

0.109 

0.215 

198.23 

Over Exploited 

Nagla Bakhta 

0807000501014300 

0.20 

0.00 

275.45 

0.00 

- 

0.00 

0.01 

0.11 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.014 

0.059 

429.36 

Over Exploited 



0.20 

0.08 

(17.84) 

0.06 

0.01 

0.07 

0.06 

0.51 

0.01 

0.0200 

- 

- 

- 

0.020 

0.030 

0.103 

0.005 

0.098 

0.221 

225.29 

Over Exploited 

Nagla Bhat 

0807000701034100 

0.20 

0.01 

300.16 

0.01 

- 

0.01 

0.02 

0.23 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.012 

0.002 

14.97 

Safe 



0.15 

0.02 

131.73 

0.02 

- 

0.02 

0.03 

0.35 

- 

- 

- 

- 

- 

- 

- 

0.021 

0.001 

0.020 

0.003 

13.02 

Safe 

Nagla Bhaua 

0807000501019000 

0.20 

0.03 

51.34 

0.04 

0.00 

0.04 

0.02 

0.28 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.054 

0.003 

0.051 

0.091 

178.09 

Over Exploited 

Nagla Dharm Singh 

0807000701034700 

0.15 

0.07 

58.65 

0.08 

0.00 

0.08 

0.05 

0.58 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.095 

0.005 

0.090 

0.092 

102.23 

Over Exploited 

Nagla Hargovind 

0807000701035100 

0.20 

0.00 

5,727.03 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.15 

0.28 

56.36 

0.33 

- 

0.33 

0.04 

0.51 

- 

- 

- 

- 

- 

- 

- 

0.334 

0.017 

0.317 

0.028 

8.95 

Safe 

Nagla Hetram 

0807000801054400 

0.24 

0.24 

(40.21) 

0.19 

0.01 

0.20 

0.04 

0.57 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.223 

0.011 

0.212 

0.190 

89.43 

Semi Critical 

Nagla Khatauti 

0807000501016000 

0.20 

0.02 

184.78 

0.02 

- 

0.02 

0.02 

0.26 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.034 

0.002 

0.032 

0.115 

356.45 

Over Exploited 



0.20 

0.04 

63.20 

0.05 

- 

0.05 

0.04 

0.38 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.062 

0.003 

0.059 

0.123 

208.37 

Over Exploited 

Nagla Mana 

0807000601030300 

0.22 

0.00 

679.18 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.002 

0.014 

572.35 

Over Exploited 

Nagla Moti 

0807000601032400 

0.22 

0.11 

80.07 

0.13 

0.01 

0.14 

0.05 

0.58 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.164 

0.008 

0.155 

0.113 

72.60 

Semi Critical 

Nagla Paharkhan 

0807000501014400 

0.20 

0.21 

(69.68) 

0.17 

0.01 

0.18 

0.08 

0.73 

0.03 

0.0200 

- 

- 

- 

0.020 

0.046 

0.221 

0.011 

0.210 

0.196 

93.30 

Critical 

Naiwara 

0807000801053900 

0.24 

0.54 

51.23 

0.65 

0.08 

0.73 

0.04 

0.57 

- 

0.2400 

- 

- 

0.000 

0.241 

0.241 

0.972 

0.049 

0.923 

2.167 

234.64 

Over Exploited 

Naiwari 

0807000801053700 

0.24 

0.34 

93.74 

0.41 

0.05 

0.46 

0.06 

0.60 

- 

0.1400 

- 

- 

0.001 

0.141 

0.141 

0.603 

0.030 

0.573 

1.274 

222.25 

Over Exploited 

Nam 

0807000501016400 

0.20 

0.52 

8.52 

0.56 

0.07 

0.63 

0.06 

0.63 

- 

0.2000 

- 

- 

0.000 

0.201 

0.201 

0.832 

0.042 

0.791 

1.791 

226.56 

Over Exploited 

Naroli 

0807000801052300 

0.24 

0.15 

270.35 

0.18 

0.03 

0.21 

0.04 

0.35 

0.02 

0.0900 

- 

- 

- 

0.090 

0.108 

0.314 

0.016 

0.298 

0.832 

278.89 

Over Exploited 

Naswara 

0807000801058700 

0.20 

0.17 

5.01 

0.18 

0.01 

0.19 

0.04 

0.57 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.216 

0.011 

0.205 

0.316 

154.34 

Over Exploited 

Nawalpura 

0807000801052400 

0.24 

0.06 

269.70 

0.07 

0.01 

0.08 

0.04 

0.33 

0.01 

0.0400 

- 

- 

- 

0.040 

0.048 

0.133 

0.007 

0.126 

0.334 

265.08 

Over Exploited 



0.20 

0.00 

3,201.76 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.012 

1,795.89 

Over Exploited 

Nayagaon Mafi 

0807000801058600 

0.24 

0.00 

1,606.58 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.042 

2,627.86 

Over Exploited 



0.20 

0.38 

(6.59) 

0.36 

0.01 

0.37 

0.04 

0.56 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.407 

0.020 

0.387 

0.377 

97.34 

Critical 

Noorpur 

0807000501017800 

0.20 

0.21 

(4.23) 

0.20 

0.02 

0.22 

0.05 

0.62 

- 

0.0700 

- 

- 

0.001 

0.071 

0.071 

0.291 

0.015 

0.277 

0.673 

243.14 

Over Exploited 

Nyamatpur 

0807000801059200 

0.24 

0.02 

458.33 

0.03 

0.01 

0.04 

0.01 

0.10 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.066 

0.003 

0.063 

0.161 

255.42 

Over Exploited 



0.20 

0.04 

324.10 

0.04 

0.01 

0.05 

0.01 

0.14 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.073 

0.004 

0.069 

0.134 

192.95 

Over Exploited 

Nyotha 

0807000501017900 

0.20 

0.75 

(52.09) 

0.60 

0.03 

0.63 

0.05 

0.60 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.716 

0.036 

0.680 

0.840 

123.42 

Over Exploited 



0.20 

0.00 

1,103.77 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

3,264.25 

Over Exploited 

Padola 

0807000601030900 

0.20 

0.00 

50,632.07 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Paharsar 

0807000501015700 

0.20 

0.34 

(8.22) 

0.31 

0.02 

0.33 

0.04 

0.47 

- 

0.0600 

- 

- 

0.001 

0.061 

0.061 

0.392 

0.020 

0.372 

0.570 

153.21 

Over Exploited 

Pahua 

0807000601032500 

0.22 

0.41 

104.53 

0.49 

0.03 

0.52 

0.05 

0.54 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.596 

0.030 

0.566 

0.462 

81.48 

Semi Critical 



0.20 

0.00 

2,702.64 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.024 

1,126.96 

Over Exploited 

Pali 

0807000801058500 

0.20 

0.29 

27.39 

0.35 

0.03 

0.38 

0.04 

0.56 

- 

0.0900 

- 

- 

0.001 

0.091 

0.091 

0.472 

0.024 

0.449 

0.859 

191.41 

Over Exploited 

Paprera 

0807000601031700 

0.22 

0.10 

609.29 

0.12 

0.01 

0.13 

0.02 

0.20 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.158 

0.008 

0.150 

0.251 

166.73 

Over Exploited 



0.20 

0.35 

222.79 

0.42 

0.01 

0.43 

0.03 

0.39 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.468 

0.023 

0.445 

0.419 

94.22 

Critical 

Pathena 

0807000801052500 

0.24 

0.18 

393.42 

0.22 

0.06 

0.28 

0.02 

0.20 

0.02 

0.1800 

- 

- 

- 

0.180 

0.204 

0.480 

0.024 

0.456 

1.597 

350.44 

Over Exploited 

Peeli 

0807000501018000 

0.20 

0.04 

139.84 

0.05 

0.01 

0.06 

0.02 

0.26 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.101 

0.005 

0.096 

0.367 

382.67 

Over Exploited 



0.20 

0.07 

50.55 

0.09 

0.01 

0.10 

0.03 

0.34 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.139 

0.007 

0.132 

0.365 

275.98 

Over Exploited 

Pichgai 

0807000601033600 

0.20 

0.22 

70.95 

0.26 

0.00 

0.26 

0.04 

0.46 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.273 

0.014 

0.260 

0.050 

19.39 

Safe 

Piprau 

0807000501017000 

0.20 

0.78 

15.53 

0.90 

0.09 

0.99 

0.06 

0.66 

- 

0.2800 

- 

- 

- 

0.280 

0.280 

1.266 

0.063 

1.203 

2.537 

210.92 

Over Exploited 



0.20 

0.00 

2,820.75 

0.00 

- 

0.00 

0.00 

0.02 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.056 

537.70 

Over Exploited 

Pooth 

0807000601031000 

0.22 

0.02 

680.48 

0.02 

- 

0.02 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.019 

0.001 

0.018 

0.031 

173.06 

Over Exploited 



0.20 

0.00 

1,149.80 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.013 

327.23 

Over Exploited 

Preetampura 

0806001200951900 

0.12 

0.01 

457.41 

0.02 

0.01 

0.03 

0.03 

0.31 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.049 

0.002 

0.046 

0.185 

400.61 

Over Exploited 

Raina 

0807000501015800 

0.20 

0.21 

(25.38) 

0.17 

0.02 

0.19 

0.06 

0.63 

- 

0.0300 

- 

- 

0.020 

0.050 

0.050 

0.245 

0.012 

0.232 

0.316 

136.04 

Over Exploited 

Raisees 

0807000501011200 

0.20 

0.20 

207.45 

0.24 

0.04 

0.28 

0.04 

0.34 

0.02 

0.1100 

- 

- 

- 

0.110 

0.132 

0.408 

0.020 

0.388 

1.032 

266.01 

Over Exploited 



0.20 

0.19 

188.99 

0.22 

0.03 

0.25 

0.03 

0.33 

0.02 

0.0800 

- 

- 

- 

0.080 

0.101 

0.355 

0.018 

0.337 

0.757 

224.85 

Over Exploited 

Ramnagar 

0807000801058800 

0.20 

0.22 

(4.49) 

0.21 

0.01 

0.22 

0.05 

0.59 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.248 

0.012 

0.235 

0.289 

122.91 

Over Exploited 

Rampura 

0806001200952700 

0.12 

0.29 

118.83 

0.35 

0.03 

0.38 

0.06 

0.61 

- 

0.0800 

- 

- 

0.001 

0.081 

0.081 

0.464 

0.023 

0.441 

0.724 

164.42 

Over Exploited 

Rampura Patan 

0806001200950700 

0.12 

0.00 

6,875.82 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.045 

2,860.44 

Over Exploited 

Reengas Pura 

0811000201361400 

0.15 

0.00 

205,166.69 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

269.00 

Over Exploited 

Rudh Sakeetra 

0807000607900004 

0.22 

0.12 

46.40 

0.15 

- 

0.15 

0.06 

0.58 

- 

- 

- 

- 

- 

- 

- 

0.150 

0.007 

0.142 

0.008 

5.40 

Safe 

Rund Helak Bari 

0807000601032700 

0.22 

0.34 

211.57 

0.41 

0.02 

0.43 

0.03 

0.35 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.518 

0.026 

0.492 

0.519 

105.63 

Over Exploited 



0.20 

0.10 

371.57 

0.12 

0.01 

0.13 

0.02 

0.20 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.175 

0.009 

0.166 

0.252 

151.80 

Over Exploited 

Rundh Bansi Khurd 

0807000701034500 

0.15 

0.15 

26.98 

0.18 

0.00 

0.18 

0.05 

0.57 

- 

- 

- 

- 

0.000 

- 

- 

0.176 

0.009 

0.167 

0.035 

21.20 

Safe 

Rundh Bhatawali 

0807000601031400 

0.22 

0.00 

5,702.70 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.01 

682.92 

0.01 

- 

0.01 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.013 

218.62 

Over Exploited 

Rundh Helak Chhoti 

0807000601032100 

0.20 

0.05 

112.78 

0.06 

0.00 

0.06 

0.05 

0.54 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.084 

0.004 

0.080 

0.109 

135.88 

Over Exploited 

Rundh Naiwara 

0807000801053800 

0.24 

0.35 

30.64 

0.41 

0.02 

0.43 

0.05 

0.58 

- 

0.0500 

- 

- 

0.000 

0.050 

0.050 

0.485 

0.024 

0.461 

0.479 

104.05 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Sahajpura ( Rural) 

080600120095210C 

2.650 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.364 

1.84 

0.070 

0.09 

0.01 

0.00 

0.00 

0.00 

0.25 

0.21 

0.35 

0.010 

0.29 

0.35 


Saindoli 

0807000501013400 

2.484 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.484 

3.40 

0.100 

0.24 

0.04 

0.00 

0.00 

0.00 

1.04 

0.92 

0.95 

0.019 

0.58 

0.66 


Salimpur 

0807000501013300 

1.852 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.307 

3.39 

0.100 

0.14 

0.02 

0.00 

0.00 

0.00 

0.56 

0.49 

0.53 

0.010 

0.41 

0.47 


Samantpura 

0807000501011100 

0.837 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.592 

1.57 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.04 

0.004 

0.40 

0.42 



0807000801051600 

4.241 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.184 

1.54 

0.120 

0.17 

0.02 

0.00 

0.00 

0.00 

0.93 

0.83 

0.63 

0.030 

0.56 

0.62 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.057 

1.54 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Samoochi 

0806001200951600 

10.401 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.181 

1.89 

0.070 

0.18 

0.03 

0.00 

0.00 

0.00 

0.57 

0.49 

0.69 

0.024 

0.17 

0.20 





Saline 

Non-command 

Non-command 

Older Alluvium 

6.238 

1.89 

0.070 

0.17 

0.02 

0.00 

0.00 

0.00 

0.98 

0.84 

0.61 

0.047 

0.34 

0.39 


Sarsaina 

0807000801054500 

11.310 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.990 

0.38 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.06 

0.15 

0.007 

0.05 

0.06 





Saline 

Non-command 

Non-command 

Older Alluvium 

10.320 

0.38 

0.120 

0.24 

0.03 

0.00 

0.00 

0.00 

0.69 

0.56 

0.86 

0.074 

0.48 

0.59 


Saypura 

0806001200952900 

4.252 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.252 

1.73 

0.070 

0.18 

0.03 

0.00 

0.00 

0.00 

0.67 

0.55 

0.67 

0.032 

0.54 

0.65 


Seehi 

0807000601032200 

4.323 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.323 

1.52 

0.150 

0.22 

0.03 

0.00 

0.00 

0.00 

1.18 

1.23 

0.84 

0.031 

0.53 

0.50 


Seh 

0807000601033400 

2.625 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.119 

0.97 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.03 

0.03 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.115 

0.97 

0.120 

0.02 

0.01 

0.00 

0.00 

0.00 

0.14 

0.12 

0.08 

0.008 

0.24 

0.28 


Sewla 

0807000501015500 

0.889 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.889 

0.48 

0.100 

0.08 

0.01 

0.00 

0.00 

0.00 

0.11 

0.11 

0.32 

0.007 

0.55 

0.56 


Sirsai 

0807000501010500 

2.069 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.050 

1.43 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.02 

0.02 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.353 

1.43 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.04 

0.003 

0.11 

0.11 


Sonera 

0807000601031900 

2.503 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.326 

1.52 

0.150 

0.07 

0.01 

0.00 

0.00 

0.00 

0.59 

0.61 

0.27 

0.016 

0.49 

0.48 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.176 

1.52 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.001 

0.04 

0.04 


Sonkhar ( Rural) 

0806001200952000 

7.600 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.499 

1.72 

0.070 

0.05 

0.01 

0.00 

0.00 

0.00 

0.10 

0.08 

0.19 

0.004 

0.04 

0.04 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.091 

1.72 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.01 

0.01 


Taharki 

0807000701036600 

2.256 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.318 

1.35 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.002 

0.08 

0.08 


Talchhera 

0807000501017300 

6.854 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.854 

2.71 

0.100 

0.32 

0.05 

0.00 

0.00 

0.00 

2.13 

1.91 

1.21 

0.052 

0.59 

0.65 


Tilchivi 

0807000801058300 

2.450 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.431 

0.89 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.08 

0.003 

0.09 

0.11 


Utarda 

0807000501017600 

4.446 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.446 

0.67 

0.100 

0.58 

0.09 

0.00 

0.00 

0.00 

0.79 

0.70 

2.28 

0.033 

0.56 

0.63 


Vijay Nagar 

0807000601032800 

2.797 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.679 

1.30 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.01 

0.005 

0.13 

0.15 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.109 

1.30 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.35 

0.31 

0.04 

0.015 

0.40 

0.45 


Wajidpura 

0807000501014600 

1.245 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.245 

0.41 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.10 

0.09 

0.24 

0.009 

0.63 

0.68 

03001026 

Abhaurra 

0807000601024000 

5.747 

Saline 

Bharatpur Canal 

Command 

Older Alluvium 

5.747 

1.42 

0.120 

0.11 

0.02 

0.19 

0.27 

0.00 

0.61 

0.47 

0.39 

0.041 

0.54 

0.69 


Adhaiya Kalan 

0807000601029600 

1.540 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.094 

1.42 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.03 

0.04 






Bharatpur Canal 

Command 

Older Alluvium 

0.010 

1.42 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.523 

1.42 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.08 

0.004 

0.18 

0.24 






Bharatpur Canal 

Command 

Older Alluvium 

0.743 

1.42 

0.120 

0.03 

0.01 

0.02 

0.04 

0.00 

0.09 

0.06 

0.11 

0.005 

0.25 

0.34 


Adhaiya Khurd 

0807000601029700 

1.567 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.570 

1.39 

0.150 

0.03 

0.01 

0.00 

0.00 

0.00 

0.14 

0.10 

0.12 

0.004 

0.19 

0.26 






Bharatpur Canal 

Command 

Older Alluvium 

0.385 

1.39 

0.150 

0.02 

0.00 

0.01 

0.02 

0.00 

0.07 

0.05 

0.08 

0.003 

0.13 

0.17 





Saline 

Bharatpur Canal 

Command 

Older Alluvium 

0.211 

1.39 

0.120 

0.01 

0.00 

0.01 

0.01 

0.00 

0.03 

0.02 

0.03 

0.001 

0.07 

0.10 


Ajan 

0807000601023900 

13.087 

Saline 

Bharatpur Canal 

Command 

Older Alluvium 

12.491 

0.61 

0.120 

0.47 

0.11 

0.42 

0.59 

0.00 

0.26 

0.22 

1.76 

0.088 

0.53 

0.64 


Athaira 

0807000701041400 

1.306 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.306 

0.08 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.04 

0.04 

0.14 

0.009 

0.56 

0.63 


Awar 

0807000601027800 

11.902 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.912 

1.04 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.12 

0.10 

0.006 

0.04 

0.05 






Bharatpur Canal 

Command 

Older Alluvium 

6.572 

1.04 

0.120 

0.19 

0.03 

0.18 

0.21 

0.00 

0.59 

0.48 

0.71 

0.046 

0.30 

0.37 


Baghai 

0807000701041700 

1.776 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.776 

0.02 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.06 

0.06 

0.27 

0.013 

0.56 

0.61 


Belara Kalan 

0807000601029800 

6.173 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.523 

1.46 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.00 

0.004 

0.04 

0.06 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.036 

1.46 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 


Belara Khurd 

0807000601029500 

0.825 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.039 

1.32 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.02 

0.03 






Bharatpur Canal 

Command 

Older Alluvium 

0.186 

1.32 

0.150 

0.01 

0.00 

0.01 

0.01 

0.00 

0.04 

0.03 

0.03 

0.001 

0.12 

0.16 





Saline 

Bharatpur Canal 

Command 

Older Alluvium 

0.600 

1.32 

0.120 

0.03 

0.00 

0.02 

0.02 

0.00 

0.09 

0.07 

0.10 

0.004 

0.39 

0.51 


Bharangarpur 

0807000701043700 

3.045 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.193 

0.00 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.001 

0.03 

0.04 






Ajan Lower Bund 

Command 

Older Alluvium 

0.033 

0.00 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Bilauthi 

0807000701041300 

4.914 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.858 

0.13 

0.120 

0.14 

0.02 

0.00 

0.00 

0.00 

0.19 

0.17 

0.50 

0.035 

0.55 

0.62 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.056 

0.13 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Burawai 

0807000601028100 

3.494 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.494 

0.44 

0.150 

0.15 

0.02 

0.00 

0.00 

0.00 

0.36 

0.32 

0.55 

0.025 

0.56 

0.64 


Chak Baltikari 

0807000701043900 

2.036 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.256 

0.24 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.002 

0.07 

0.07 


Chak Daulatpur 

0807000701043800 

3.838 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.006 

0.37 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.09 

0.007 

0.14 

0.15 






Ajan Lower Bund 

Command 

Older Alluvium 

0.055 

0.37 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Chak Luchpuri 

0807000601029400 

0.649 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.107 

1.37 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.09 

0.11 






Bharatpur Canal 

Command 

Older Alluvium 

0.026 

1.37 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.270 

1.37 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.03 

0.002 

0.22 

0.29 






Bharatpur Canal 

Command 

Older Alluvium 

0.245 

1.37 

0.120 

0.01 

0.00 

0.01 

0.01 

0.00 

0.04 

0.03 

0.03 

0.002 

0.20 

0.26 


Chak Peepla 

0807000701042000 

0.977 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.974 

0.17 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.08 

0.007 

0.56 

0.60 






Ajan Lower Bund 

Command 

Older Alluvium 

0.003 

0.17 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Charliganj 

0807000701044500 

3.285 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.446 

0.00 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.003 

0.07 

0.08 






Ajan Lower Bund 

Command 

Older Alluvium 

0.056 

0.00 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Dahra 

0807000601028800 

6.861 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.652 

1.06 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.05 

0.005 

0.05 

0.06 






Bharatpur Canal 

Command 

Older Alluvium 

3.099 

1.06 

0.120 

0.07 

0.01 

0.09 

0.10 

0.00 

0.27 

0.22 

0.25 

0.022 

0.25 

0.31 


Dandoo 

0807000601024400 

1.574 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.469 

1.54 

0.120 

0.06 

0.02 

0.00 

0.00 

0.00 

0.31 

0.23 

0.25 

0.010 

0.49 

0.66 






Bharatpur Canal 

Command 

Older Alluvium 

0.032 

1.54 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Dhormui 

0807000701041000 

2.634 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.345 

0.67 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.05 

0.002 

0.07 

0.08 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.290 

0.67 

0.080 

0.06 

0.01 

0.00 

0.00 

0.00 

0.17 

0.15 

0.21 

0.016 

0.49 

0.56 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Sahajpura ( Rural) 

0806001200952100 

0.12 

0.05 

347.87 

0.06 

0.01 

0.07 

0.03 

0.32 

- 

0.0400 

- 

- 

0.002 

0.042 

0.042 

0.110 

0.006 

0.105 

0.356 

339.75 

Over Exploited 

Saindoli 

0807000501013400 

0.20 

0.29 

220.00 

0.34 

0.04 

0.38 

0.06 

0.64 

- 

0.1100 

- 

- 

0.001 

0.111 

0.111 

0.495 

0.025 

0.471 

0.969 

205.84 

Over Exploited 

Salimpur 

0807000501013300 

0.20 

0.11 

358.50 

0.13 

0.02 

0.15 

0.04 

0.45 

- 

0.0600 

- 

- 

0.001 

0.061 

0.061 

0.209 

0.010 

0.198 

0.539 

272.01 

Over Exploited 

Samantpura 

0807000501011100 

0.20 

0.05 

104.29 

0.06 

0.00 

0.06 

0.04 

0.45 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.058 

0.003 

0.055 

0.047 

85.52 

Semi Critical 


0807000801051600 

0.24 

0.56 

49.42 

0.67 

0.02 

0.69 

0.07 

0.62 

0.07 

0.0700 

- 

- 

- 

0.070 

0.139 

0.829 

0.041 

0.787 

0.655 

83.20 

Semi Critical 



0.20 

0.00 

11,024.28 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Samoochi 

0806001200951600 

0.12 

0.07 

650.63 

0.08 

0.03 

0.11 

0.02 

0.19 

0.01 

0.0800 

- 

- 

- 

0.080 

0.088 

0.196 

0.010 

0.186 

0.715 

383.57 

Over Exploited 



0.12 

0.25 

233.52 

0.30 

0.02 

0.32 

0.04 

0.38 

0.03 

0.0700 

- 

- 

- 

0.070 

0.100 

0.422 

0.021 

0.401 

0.652 

162.79 

Over Exploited 

Sarsaina 

0807000801054500 

0.24 

0.01 

465.64 

0.01 

0.01 

0.02 

0.00 

0.05 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.043 

0.002 

0.041 

0.161 

393.30 

Over Exploited 



0.20 

0.99 

(43.32) 

0.79 

0.03 

0.82 

0.04 

0.52 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.922 

0.046 

0.876 

0.929 

106.07 

Over Exploited 

Saypura 

0806001200952900 

0.12 

0.28 

99.92 

0.33 

0.03 

0.36 

0.05 

0.59 

- 

0.0800 

- 

- 

0.002 

0.082 

0.082 

0.445 

0.022 

0.423 

0.702 

166.07 

Over Exploited 

Seehi 

0807000601032200 

0.22 

0.50 

146.24 

0.60 

0.03 

0.63 

0.05 

0.58 

- 

0.0900 

- 

- 

0.001 

0.091 

0.091 

0.723 

0.036 

0.687 

0.874 

127.17 

Over Exploited 

Seh 

0807000601033400 

0.22 

0.00 

2,111.56 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.014 

1,827.08 

Over Exploited 



0.20 

0.05 

124.49 

0.06 

0.01 

0.07 

0.03 

0.26 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.093 

0.005 

0.088 

0.092 

103.85 

Over Exploited 

Sewla 

0807000501015500 

0.20 

0.10 

13.89 

0.11 

0.01 

0.12 

0.05 

0.60 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.161 

0.008 

0.153 

0.330 

215.56 

Over Exploited 

Sirsai 

0807000501010500 

0.20 

0.00 

4,273.72 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.014 

7,614.97 

Over Exploited 



0.20 

0.01 

645.78 

0.01 

- 

0.01 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.000 

0.009 

0.046 

489.44 

Over Exploited 

Sonera 

0807000601031900 

0.22 

0.25 

142.16 

0.30 

0.01 

0.31 

0.05 

0.54 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.342 

0.017 

0.325 

0.289 

89.03 

Semi Critical 



0.20 

0.00 

2,423.55 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

0.012 

816.58 

Over Exploited 

Sonkhar ( Rural) 

0806001200952000 

0.12 

0.00 

3,649.86 

0.00 

0.01 

0.01 

0.00 

0.04 

0.00 

0.0200 

- 

- 

- 

0.020 

0.020 

0.033 

0.002 

0.031 

0.198 

633.16 

Over Exploited 



0.12 

0.00 

12,218.62 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.020 

21,813.98 

Over Exploited 

Taharki 

0807000701036600 

0.15 

0.00 

846.66 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.013 

321.18 

Over Exploited 

Talchhera 

0807000501017300 

0.20 

0.80 

137.82 

0.97 

0.05 

1.02 

0.06 

0.65 

- 

0.1400 

- 

- 

0.002 

0.142 

0.142 

1.158 

0.058 

1.101 

1.262 

114.63 

Over Exploited 

Tilchivi 

0807000801058300 

0.20 

0.01 

568.67 

0.01 

- 

0.01 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.019 

0.001 

0.018 

0.087 

474.14 

Over Exploited 

Utarda 

0807000501017600 

0.20 

0.50 

39.64 

0.60 

0.09 

0.69 

0.05 

0.62 

- 

0.2600 

- 

- 

0.001 

0.261 

0.261 

0.953 

0.048 

0.906 

2.316 

255.77 

Over Exploited 

Vijay Nagar 

0807000601032800 

0.22 

0.02 

510.51 

0.02 

- 

0.02 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.023 

0.001 

0.022 

0.018 

82.03 

Semi Critical 



0.20 

0.17 

83.52 

0.20 

- 

0.20 

0.04 

0.44 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.210 

0.011 

0.200 

0.058 

28.97 

Safe 

Wajidpura 

0807000501014600 

0.20 

0.16 

(40.15) 

0.12 

0.01 

0.13 

0.07 

0.70 

0.02 

0.0300 

- 

- 

- 

0.030 

0.048 

0.183 

0.009 

0.174 

0.247 

142.40 

Over Exploited 

Abhaurra 

0807000601024000 

0.20 

0.62 

(23.61) 

0.50 

0.49 

0.98 

0.06 

0.60 

- 

0.0700 

0.0287 

0.0405 

0.004 

0.143 

0.143 

1.124 

0.056 

1.068 

0.431 

40.33 

Safe 

Adhaiya Kalan 

0807000601029600 

0.22 

0.00 

2,144.59 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.014 

1,673.24 

Over Exploited 



0.22 

0.00 

12,417.41 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.20 

0.02 

333.07 

0.02 

- 

0.02 

0.02 

0.20 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.034 

0.002 

0.033 

0.079 

241.06 

Over Exploited 



0.20 

0.04 

70.77 

0.04 

0.07 

0.11 

0.03 

0.28 

0.00 

0.0200 

0.0037 

0.0052 

- 

0.029 

0.033 

0.148 

0.007 

0.141 

0.112 

79.86 

Semi Critical 

Adhaiya Khurd 

0807000601029700 

0.22 

0.02 

327.89 

0.03 

0.01 

0.04 

0.02 

0.21 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.061 

0.003 

0.058 

0.121 

207.78 

Over Exploited 



0.22 

0.01 

367.37 

0.01 

0.03 

0.04 

0.01 

0.14 

0.00 

0.0100 

0.0019 

0.0027 

- 

0.015 

0.016 

0.060 

0.003 

0.057 

0.082 

143.68 

Over Exploited 



0.20 

0.00 

599.29 

0.00 

0.02 

0.02 

0.01 

0.08 

0.00 

0.0100 

0.0011 

0.0015 

- 

0.013 

0.013 

0.033 

0.002 

0.032 

0.033 

105.68 

Over Exploited 

Ajan 

0807000601023900 

0.20 

1.32 

(83.68) 

1.05 

1.12 

2.17 

0.06 

0.58 

- 

0.3300 

0.0623 

0.0880 

0.005 

0.485 

0.485 

2.659 

0.133 

2.526 

1.843 

72.97 

Semi Critical 

Athaira 

0807000701041400 

0.20 

0.15 

(73.77) 

0.12 

0.01 

0.13 

0.06 

0.62 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.147 

0.007 

0.139 

0.153 

109.91 

Over Exploited 

Awar 

0807000601027800 

0.20 

0.01 

1,416.76 

0.01 

- 

0.01 

0.00 

0.05 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.029 

0.001 

0.028 

0.103 

372.40 

Over Exploited 



0.20 

0.40 

19.20 

0.48 

0.42 

0.90 

0.03 

0.34 

- 

0.1300 

0.0273 

0.0309 

0.005 

0.193 

0.193 

1.093 

0.055 

1.038 

0.755 

72.77 

Semi Critical 

Baghai 

0807000701041700 

0.20 

0.20 

(70.47) 

0.16 

0.01 

0.17 

0.06 

0.61 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.201 

0.010 

0.191 

0.283 

148.10 

Over Exploited 

Belara Kalan 

0807000601029800 

0.22 

0.01 

1,583.16 

0.01 

- 

0.01 

0.00 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.006 

0.004 

57.88 

Safe 



0.20 

0.00 

21,472.57 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Belara Khurd 

0807000601029500 

0.22 

0.00 

2,618.35 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.013 

5,457.52 

Over Exploited 



0.22 

0.00 

456.17 

0.01 

0.01 

0.02 

0.01 

0.13 

- 

- 

0.0008 

0.0009 

- 

0.002 

0.002 

0.019 

0.001 

0.018 

0.027 

155.16 

Over Exploited 



0.20 

0.05 

47.33 

0.06 

0.04 

0.09 

0.04 

0.43 

- 

0.0200 

0.0025 

0.0028 

- 

0.025 

0.025 

0.116 

0.006 

0.110 

0.100 

90.72 

Critical 

Bharangarpur 

0807000701043700 

0.20 

0.00 

636.24 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.037 

2,438.05 

Over Exploited 



0.20 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bilauthi 

0807000701041300 

0.20 

0.54 

(67.96) 

0.43 

0.02 

0.45 

0.06 

0.61 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.511 

0.026 

0.486 

0.539 

110.90 

Over Exploited 



0.15 

0.00 

826.71 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Burawai 

0807000601028100 

0.22 

0.43 

(26.64) 

0.35 

0.02 

0.37 

0.06 

0.62 

- 

0.0600 

- 

- 

0.001 

0.061 

0.061 

0.428 

0.021 

0.406 

0.575 

141.41 

Over Exploited 

Chak Baltikari 

0807000701043900 

0.20 

0.00 

362.33 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.020 

490.17 

Over Exploited 

Chak Daulatpur 

0807000701043800 

0.20 

0.03 

112.83 

0.04 

- 

0.04 

0.01 

0.16 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.045 

0.002 

0.043 

0.097 

227.24 

Over Exploited 



0.20 

0.00 

2,572.79 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chak Luchpuri 

0807000601029400 

0.22 

0.00 

713.22 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.014 

580.76 

Over Exploited 



0.22 

0.00 

2,261.78 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.002 

0.000 

0.002 

0.000 

10.25 

Safe 



0.20 

0.01 

249.39 

0.01 

- 

0.01 

0.02 

0.25 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.014 

0.034 

249.21 

Over Exploited 



0.20 

0.01 

178.45 

0.01 

0.01 

0.03 

0.02 

0.22 

- 

- 

0.0010 

0.0012 

- 

0.002 

0.002 

0.029 

0.001 

0.027 

0.034 

124.47 

Over Exploited 

Chak Peepla 

0807000701042000 

0.15 

0.08 

(62.40) 

0.07 

0.00 

0.07 

0.06 

0.61 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.077 

0.004 

0.073 

0.083 

113.66 

Over Exploited 



0.15 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Charliganj 

0807000701044500 

0.15 

0.01 

97.18 

0.01 

0.00 

0.01 

0.01 

0.08 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

0.000 

0.006 

0.046 

742.67 

Over Exploited 



0.15 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.000 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dahra 

0807000601028800 

0.20 

0.01 

1,000.37 

0.01 

- 

0.01 

0.01 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.058 

333.17 

Over Exploited 



0.20 

0.15 

41.51 

0.19 

0.19 

0.38 

0.03 

0.28 

- 

0.0500 

0.0129 

0.0146 

- 

0.077 

0.077 

0.457 

0.023 

0.434 

0.276 

63.62 

Safe 

Dandoo 

0807000601024400 

0.20 

0.14 

58.96 

0.17 

0.02 

0.19 

0.05 

0.54 

0.02 

0.0500 

- 

- 

0.001 

0.051 

0.067 

0.260 

0.013 

0.247 

0.256 

103.83 

Over Exploited 



0.20 

0.00 

3,534.70 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0002 

0.0002 

- 

0.000 

0.000 

0.003 

0.000 

0.003 

0.000 

7.75 

Safe 

Dhormui 

0807000701041000 

0.20 

0.01 

553.96 

0.01 

- 

0.01 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.015 

0.056 

368.47 

Over Exploited 



0.15 

0.17 

(9.37) 

0.15 

0.01 

0.16 

0.05 

0.54 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.203 

0.010 

0.193 

0.221 

114.71 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Didwari 

080700060102340C 

4.330 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

1.61 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Gurgaon Canal 

Command 

Older Alluvium 

0.002 

1.61 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.016 

1.61 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Gurgaon Canal 

Command 

Older Alluvium 

2.945 

1.61 

0.120 

0.05 

0.01 

0.01 

0.01 

0.00 

0.60 

0.43 

0.19 

0.021 

0.36 

0.50 






Bharatpur Canal 

Command 

Older Alluvium 

0.678 

1.61 

0.120 

0.01 

0.00 

0.02 

0.03 

0.00 

0.09 

0.06 

0.04 

0.005 

0.08 

0.12 


Gaonri 

0807000701042800 

5.615 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.267 

0.19 

0.080 

0.08 

0.01 

0.00 

0.00 

0.00 

0.10 

0.10 

0.29 

0.016 

0.22 

0.23 






Ajan Lower Bund 

Command 

Older Alluvium 

0.679 

0.19 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.09 

0.005 

0.07 

0.07 


Ghusyari 

0807000701043600 

2.401 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.287 

0.01 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.04 

0.04 

0.22 

0.002 

0.07 

0.07 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.990 

0.01 

0.080 

0.12 

0.02 

0.00 

0.00 

0.00 

0.10 

0.10 

0.45 

0.007 

0.23 

0.23 


Gunsara 

0807000601023700 

11.673 

Fresh 

Bharatpur Canal 

Command 

Older Alluvium 

2.562 

0.64 

0.150 

0.11 

0.03 

0.09 

0.12 

0.00 

0.12 

0.09 

0.43 

0.018 

0.12 

0.15 





Saline 

Bharatpur Canal 

Command 

Older Alluvium 

9.112 

0.64 

0.120 

0.33 

0.08 

0.30 

0.43 

0.00 

0.22 

0.17 

1.24 

0.064 

0.42 

0.54 


Hathaini 

0807000701042100 

2.866 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.866 

0.19 

0.080 

0.14 

0.02 

0.00 

0.00 

0.00 

0.16 

0.15 

0.53 

0.020 

0.56 

0.62 


Ikaran 

0807000701044600 

5.464 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.012 

-0.16 

0.080 

0.07 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.021 

0.30 

0.31 






Ajan Lower Bund 

Command 

Older Alluvium 

0.000 

-0.16 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Indoo 

0807000601024500 

4.262 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.078 

1.58 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.60 

0.44 

0.06 

0.022 

0.38 

0.51 






Bharatpur Canal 

Command 

Older Alluvium 

0.266 

1.58 

0.120 

0.00 

0.00 

0.01 

0.01 

0.00 

0.03 

0.02 

0.00 

0.002 

0.03 

0.04 


Jagheena ( Rural) 

0807000701040300 

23.303 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.760 

0.44 

0.080 

0.23 

0.05 

0.00 

0.00 

0.00 

0.41 

0.37 

0.85 

0.048 

0.17 

0.19 






Bharatpur Canal 

Command 

Older Alluvium 

2.202 

0.44 

0.080 

0.08 

0.02 

0.07 

0.10 

0.00 

-0.04 

-0.04 

0.28 

0.016 

0.05 

0.06 






Ajan Lower Bund 

Command 

Older Alluvium 

0.658 

0.44 

0.080 

0.02 

0.01 

0.00 

0.00 

0.00 

0.03 

0.03 

0.09 

0.005 

0.02 

0.02 


Jatoli Rathman 

0807000701041600 

6.568 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.247 

0.04 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.10 

0.09 

0.31 

0.030 

0.36 

0.40 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.321 

0.04 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.10 

0.017 

0.20 

0.22 


Jiroli 

0807000701042300 

2.087 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.25 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Ajan Lower Bund 

Command 

Older Alluvium 

0.298 

0.25 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.08 

0.09 


Karoth 

0807000701041500 

2.225 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.225 

0.02 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.07 

0.06 

0.25 

0.016 

0.56 

0.62 


Kasot 

0807000401009600 

10.732 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.381 

1.57 

0.150 

0.10 

0.02 

0.00 

0.00 

0.00 

0.87 

0.64 

0.39 

0.022 

0.17 

0.23 






Gurgaon Canal 

Command 

Older Alluvium 

0.353 

1.57 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.04 

0.002 

0.02 

0.02 






Bharatpur Canal 

Command 

Older Alluvium 

2.426 

1.57 

0.150 

0.07 

0.02 

0.08 

0.11 

0.00 

0.43 

0.31 

0.27 

0.016 

0.12 

0.16 


Khan 

0807000601024300 

1.361 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.287 

1.50 

0.120 

0.03 

0.01 

0.00 

0.00 

0.00 

0.25 

0.19 

0.11 

0.009 

0.49 

0.67 






Bharatpur Canal 

Command 

Older Alluvium 

0.048 

1.50 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Kolipura 

0807000701041800 

1.326 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.326 

-0.02 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.009 

0.56 

0.60 


Koomha 

0807000601024600 

7.216 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.277 

1.45 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.02 

0.002 

0.02 

0.03 


Korer 

0807000401009500 

14.975 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.003 

1.35 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Gurgaon Canal 

Command 

Older Alluvium 

1.228 

1.35 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.26 

0.18 

0.07 

0.008 

0.04 

0.06 


Lakhan 

0807000601027500 

3.372 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.503 

1.45 

0.120 

0.08 

0.02 

0.00 

0.00 

0.00 

0.32 

0.24 

0.30 

0.011 

0.23 

0.32 






Bharatpur Canal 

Command 

Older Alluvium 

0.850 

1.45 

0.120 

0.04 

0.01 

0.03 

0.04 

0.00 

0.11 

0.08 

0.17 

0.006 

0.13 

0.18 


Mahchauli 

0807000701043300 

2.525 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.248 

-0.33 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.016 

0.50 

0.53 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.277 

-0.33 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.002 

0.06 

0.06 


Mahganwa 

0807000701040500 

6.405 

Saline 

Bharatpur Canal 

Command 

Older Alluvium 

0.764 

0.13 

0.080 

0.02 

0.00 

0.03 

0.04 

0.00 

-0.03 

-0.03 

0.08 

0.005 

0.07 

0.08 


Moroli Kalan 

0807000701040700 

4.382 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.33 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Bharatpur Canal 

Command 

Older Alluvium 

0.554 

0.33 

0.120 

0.02 

0.01 

0.02 

0.03 

0.00 

-0.01 

-0.01 

0.09 

0.004 

0.07 

0.08 





Saline 

Bharatpur Canal 

Command 

Older Alluvium 

3.766 

0.33 

0.080 

0.10 

0.02 

0.13 

0.18 

0.00 

-0.12 

-0.11 

0.35 

0.027 

0.48 

0.56 


Moroli Khurd 

0807000701040600 

2.465 

Saline 

Bharatpur Canal 

Command 

Older Alluvium 

2.448 

0.31 

0.080 

0.05 

0.01 

0.08 

0.12 

0.00 

-0.10 

-0.08 

0.16 

0.017 

0.56 

0.65 


Nagla Bagha 

0807000601023500 

0.818 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

1.93 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Bharatpur Canal 

Command 

Older Alluvium 

0.000 

1.93 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.022 

1.93 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.02 






Bharatpur Canal 

Command 

Older Alluvium 

0.796 

1.93 

0.120 

0.04 

0.01 

0.03 

0.04 

0.00 

0.15 

0.11 

0.14 

0.006 

0.52 

0.71 


Nagla Baghera 

0807000601029300 

0.887 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.184 

1.43 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.001 

0.11 

0.14 


Nagla Budhsingh 

0807000601028600 

0.611 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.422 

1.12 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.01 

0.003 

0.39 

0.47 


Nagla Ganga 

0807000601029200 

1.023 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.053 

1.25 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.03 

0.03 


Nagla Gulabi 

0807000701042900 

1.693 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.650 

-0.08 

0.080 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.012 

0.54 

0.57 






Ajan Lower Bund 

Command 

Older Alluvium 

0.043 

-0.08 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Nagla Hathaini 

0807000701041200 

1.242 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.001 

0.11 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.241 

0.11 

0.080 

0.06 

0.01 

0.00 

0.00 

0.00 

0.06 

0.05 

0.22 

0.009 

0.56 

0.62 


Nagla Hatheepura 

0807000701043000 

0.689 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.689 

-0.34 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.005 

0.56 

0.58 


Nagla Maloo 

0807000601028700 

0.591 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.513 

1.18 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.12 

0.004 

0.48 

0.59 






Bharatpur Canal 

Command 

Older Alluvium 

0.078 

1.18 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.001 

0.07 

0.09 


Nagla Parsuram 

0807000701043100 

1.485 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.485 

-0.33 

0.080 

0.08 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.011 

0.55 

0.57 


Nauganwa 

0807000701042200 

4.721 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.597 

0.19 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.05 

0.011 

0.19 

0.20 






Ajan Lower Bund 

Command 

Older Alluvium 

2.878 

0.19 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.10 

0.021 

0.34 

0.37 


Noorpur 

0807000701043500 

1.325 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.008 

-0.17 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.317 

-0.17 

0.080 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.009 

0.55 

0.57 


Peepla 

0807000701041900 

5.330 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.610 

-0.12 

0.120 

0.13 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.52 

0.011 

0.17 

0.18 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.632 

-0.12 

0.080 

0.18 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.70 

0.026 

0.38 

0.40 






Ajan Lower Bund 

Command 

Older Alluvium 

0.088 

-0.12 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.01 

0.01 


Phulwara 

0807000701043200 

3.326 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.326 

-0.36 

0.080 

0.08 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.024 

0.56 

0.58 


Rarah 

0807000601027900 

7.954 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.434 

0.39 

0.150 

0.49 

0.07 

0.00 

0.00 

0.00 

0.85 

0.74 

1.88 

0.053 

0.52 

0.60 






Bharatpur Canal 

Command 

Older Alluvium 

0.520 

0.39 

0.150 

0.03 

0.00 

0.01 

0.02 

0.00 

0.03 

0.03 

0.13 

0.004 

0.04 

0.04 


Rundh Ikaran 

0807000701044700 

2.211 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.009 

0.22 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Didwari 

0807000601023400 

0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.00 

348,552.79 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.00 

34,298.44 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.21 

101.20 

0.26 

0.03 

0.28 

0.04 

0.40 

- 

0.0400 

0.0068 

0.0096 

0.003 

0.060 

0.060 

0.340 

0.017 

0.323 

0.210 

65.02 

Safe 



0.20 

0.01 

452.45 

0.01 

0.05 

0.07 

0.01 

0.09 

- 

0.0100 

0.0034 

0.0048 

- 

0.018 

0.018 

0.086 

0.004 

0.082 

0.047 

57.03 

Safe 

Gaonri 

0807000701042800 

0.15 

0.08 

31.90 

0.09 

0.01 

0.10 

0.02 

0.25 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.133 

0.007 

0.126 

0.308 

244.52 

Over Exploited 



0.15 

0.01 

328.92 

0.01 

- 

0.01 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.091 

524.65 

Over Exploited 

Ghusyari 

0807000701043600 

0.20 

0.00 

927.28 

0.00 

0.01 

0.01 

0.01 

0.07 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.035 

0.002 

0.033 

0.218 

663.99 

Over Exploited 



0.15 

0.03 

188.97 

0.04 

0.02 

0.06 

0.02 

0.25 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.111 

0.006 

0.105 

0.461 

438.75 

Over Exploited 

Gunsara 

0807000601023700 

0.22 

0.07 

40.50 

0.08 

0.24 

0.32 

0.01 

0.13 

- 

0.0800 

0.0128 

0.0181 

- 

0.111 

0.111 

0.428 

0.021 

0.406 

0.451 

110.98 

Over Exploited 



0.20 

0.77 

(77.99) 

0.62 

0.81 

1.43 

0.05 

0.47 

- 

0.2300 

0.0455 

0.0642 

- 

0.340 

0.340 

1.773 

0.089 

1.684 

1.303 

77.40 

Semi Critical 

Hathaini 

0807000701042100 

0.15 

0.24 

(39.26) 

0.19 

0.02 

0.22 

0.06 

0.62 

- 

0.0600 

- 

- 

0.002 

0.062 

0.062 

0.277 

0.014 

0.263 

0.549 

208.89 

Over Exploited 

Ikaran 

0807000701044600 

0.15 

0.14 

- 

0.14 

0.01 

0.15 

0.03 

0.33 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.181 

0.018 

0.163 

0.291 

178.86 

Over Exploited 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Indoo 

0807000601024500 

0.20 

0.23 

90.32 

0.28 

0.00 

0.28 

0.04 

0.42 

0.03 

0.0100 

- 

- 

0.001 

0.011 

0.037 

0.316 

0.016 

0.300 

0.086 

28.55 

Safe 



0.20 

0.00 

1,125.78 

0.00 

0.02 

0.02 

0.00 

0.04 

0.00 

- 

0.0013 

0.0019 

- 

0.003 

0.003 

0.027 

0.001 

0.026 

0.002 

7.36 

Safe 

Jagheena ( Rural) 

0807000701040300 

0.15 

0.17 

117.81 

0.20 

0.05 

0.25 

0.02 

0.18 

- 

0.1600 

- 

- 

0.004 

0.164 

0.164 

0.418 

0.021 

0.397 

0.901 

226.75 

Over Exploited 



0.15 

0.02 

(304.12) 

0.01 

0.20 

0.21 

0.01 

0.06 

- 

0.0500 

0.0110 

0.0155 

0.000 

0.077 

0.077 

0.289 

0.014 

0.274 

0.297 

108.10 

Over Exploited 



0.15 

0.00 

1,732.28 

0.00 

0.01 

0.01 

0.00 

0.02 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.032 

0.002 

0.030 

0.091 

299.20 

Over Exploited 

Jatoli Rathman 

0807000701041600 

0.20 

0.31 

(70.03) 

0.25 

0.01 

0.26 

0.04 

0.40 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.286 

0.014 

0.272 

0.336 

123.59 

Over Exploited 



0.15 

0.07 

(50.14) 

0.06 

- 

0.06 

0.02 

0.22 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.065 

0.003 

0.062 

0.114 

183.33 

Over Exploited 

Jiroli 

0807000701042300 

0.15 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.00 

52.63 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.002 

51.76 

Safe 

Karoth 

0807000701041500 

0.20 

0.25 

(76.23) 

0.20 

0.01 

0.21 

0.06 

0.62 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.241 

0.012 

0.229 

0.268 

116.96 

Over Exploited 

Kasot 

0807000401009600 

0.20 

0.11 

468.82 

0.13 

0.02 

0.16 

0.02 

0.18 

0.01 

0.0700 

- 

- 

0.004 

0.074 

0.087 

0.243 

0.012 

0.231 

0.408 

176.48 

Over Exploited 



0.20 

0.00 

5,362.96 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

0.0100 

0.0008 

0.0011 

0.000 

0.012 

0.012 

0.016 

0.001 

0.015 

0.045 

307.14 

Over Exploited 



0.20 

0.06 

438.55 

0.07 

0.22 

0.28 

0.01 

0.13 

0.01 

0.0500 

0.0121 

0.0171 

- 

0.079 

0.086 

0.370 

0.018 

0.351 

0.285 

81.00 

Semi Critical 

Khan 

0807000601024300 

0.20 

0.13 

46.07 

0.15 

0.01 

0.16 

0.06 

0.55 

0.01 

0.0200 

- 

- 

0.000 

0.020 

0.034 

0.197 

0.010 

0.187 

0.114 

60.89 

Safe 



0.20 

0.00 

1,907.81 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0002 

0.0003 

- 

0.001 

0.001 

0.005 

0.000 

0.004 

0.000 

7.60 

Safe 

Kolipura 

0807000701041800 

0.20 

0.15 

- 

0.15 

0.01 

0.16 

0.06 

0.61 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.198 

0.020 

0.178 

0.351 

197.07 

Over Exploited 

Koomha 

0807000601024600 

0.20 

0.00 

3,699.46 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.024 

1,745.28 

Over Exploited 

Korer 

0807000401009500 

0.25 

0.00 

516,518.96 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.01 

1,577.70 

0.01 

0.01 

0.02 

0.00 

0.05 

- 

0.0100 

0.0028 

0.0040 

- 

0.017 

0.017 

0.035 

0.002 

0.033 

0.073 

218.85 

Over Exploited 

Lakhan 

0807000601027500 

0.20 

0.07 

237.47 

0.08 

0.02 

0.10 

0.03 

0.26 

0.01 

0.0600 

- 

- 

- 

0.060 

0.068 

0.172 

0.009 

0.163 

0.311 

190.42 

Over Exploited 



0.20 

0.02 

258.89 

0.03 

0.08 

0.11 

0.01 

0.15 

0.00 

0.0300 

0.0042 

0.0060 

- 

0.040 

0.043 

0.148 

0.007 

0.141 

0.178 

126.55 

Over Exploited 

Mahchauli 

0807000701043300 

0.20 

0.22 

- 

0.22 

0.01 

0.23 

0.05 

0.54 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.263 

0.026 

0.236 

0.250 

105.76 

Over Exploited 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.002 

0.024 

1,050.58 

Over Exploited 

Mahganwa 

0807000701040500 

0.15 

0.01 

(471.28) 

0.01 

0.06 

0.07 

0.01 

0.07 

- 

0.0100 

0.0038 

0.0054 

- 

0.019 

0.019 

0.087 

0.004 

0.083 

0.081 

98.62 

Critical 

Moroli Kalan 

0807000701040700 

0.20 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.01 

(235.43) 

0.01 

0.05 

0.06 

0.01 

0.08 

- 

0.0200 

0.0028 

0.0039 

- 

0.027 

0.027 

0.088 

0.004 

0.083 

0.094 

112.79 

Over Exploited 



0.15 

0.27 

(138.71) 

0.22 

0.32 

0.54 

0.05 

0.53 

- 

0.0600 

0.0188 

0.0265 

- 

0.105 

0.105 

0.647 

0.032 

0.615 

0.373 

60.63 

Safe 

Moroli Khurd 

0807000701040600 

0.15 

0.21 

(140.35) 

0.17 

0.21 

0.37 

0.06 

0.62 

- 

0.0300 

0.0122 

0.0173 

0.001 

0.061 

0.061 

0.433 

0.022 

0.412 

0.179 

43.57 

Safe 

Nagla Bagha 

0807000601023500 

0.22 

0.00 

930,528.19 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.00 

5,729.33 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.08 

33.28 

0.10 

0.07 

0.17 

0.06 

0.57 

- 

0.0300 

0.0040 

0.0056 

0.001 

0.040 

0.040 

0.214 

0.011 

0.203 

0.143 

70.30 

Semi Critical 

Nagla Baghera 

0807000601029300 

0.20 

0.00 

501.76 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.012 

263.92 

Over Exploited 

Nagla Budhsingh 

0807000601028600 

0.20 

0.03 

44.11 

0.04 

- 

0.04 

0.04 

0.43 

- 

- 

- 

- 

- 

- 

- 

0.039 

0.002 

0.037 

0.014 

37.77 

Safe 

Nagla Ganga 

0807000601029200 

0.20 

0.00 

2,059.56 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

3,366.09 

Over Exploited 

Nagla Gulabi 

0807000701042900 

0.15 

0.13 

- 

0.13 

0.01 

0.15 

0.05 

0.60 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.166 

0.017 

0.149 

0.152 

101.63 

Over Exploited 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nagla Hathaini 

0807000701041200 

0.20 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.10 

(47.82) 

0.08 

0.01 

0.09 

0.06 

0.62 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.115 

0.006 

0.109 

0.225 

206.09 

Over Exploited 

Nagla Hatheepura 

0807000701043000 

0.15 

0.06 

- 

0.06 

- 

0.06 

0.05 

0.61 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.068 

0.007 

0.061 

0.113 

185.82 

Over Exploited 

Nagla Maloo 

0807000601028700 

0.20 

0.05 

69.19 

0.06 

- 

0.06 

0.05 

0.53 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.079 

0.004 

0.075 

0.122 

161.75 

Over Exploited 



0.20 

0.00 

1,083.20 

0.00 

0.00 

0.01 

0.01 

0.08 

- 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.007 

0.000 

0.006 

0.023 

355.89 

Over Exploited 

Nagla Parsuram 

0807000701043100 

0.15 

0.12 

- 

0.12 

0.01 

0.13 

0.05 

0.61 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.175 

0.017 

0.157 

0.335 

212.77 

Over Exploited 

Nauganwa 

0807000701042200 

0.15 

0.05 

(8.98) 

0.04 

- 

0.04 

0.02 

0.21 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.051 

0.003 

0.049 

0.065 

133.90 

Over Exploited 



0.15 

0.15 

(53.75) 

0.12 

0.00 

0.12 

0.03 

0.38 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.130 

0.006 

0.123 

0.118 

95.40 

Critical 

Noorpur 

0807000701043500 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.11 

- 

0.11 

0.01 

0.12 

0.05 

0.60 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.141 

0.014 

0.127 

0.214 

168.87 

Over Exploited 

Peepla 

0807000701041900 

0.20 

0.05 

- 

0.05 

0.02 

0.07 

0.02 

0.19 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.134 

0.013 

0.121 

0.533 

441.32 

Over Exploited 



0.15 

0.21 

- 

0.21 

0.03 

0.24 

0.04 

0.42 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.317 

0.032 

0.285 

0.728 

254.99 

Over Exploited 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.023 

20,765.59 

Over Exploited 

Phulwara 

0807000701043200 

0.15 

0.28 

- 

0.28 

0.01 

0.29 

0.05 

0.61 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.320 

0.032 

0.288 

0.326 

112.97 

Over Exploited 

Rarah 

0807000601027900 

0.22 

0.86 

(13.51) 

0.74 

0.07 

0.81 

0.05 

0.58 

- 

0.2100 

- 

- 

0.002 

0.212 

0.212 

1.023 

0.051 

0.972 

1.933 

198.83 

Over Exploited 



0.22 

0.00 

509.89 

0.01 

0.03 

0.04 

0.00 

0.04 

- 

0.0100 

0.0022 

0.0024 

- 

0.015 

0.015 

0.050 

0.003 

0.048 

0.136 

283.23 

Over Exploited 

Rundh Ikaran 

0807000701044700 

0.15 

0.00 

6,202.70 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Rundh Rarah 

080700070104080C 

1.242 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.265 

0.42 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.002 

0.12 

0.14 






Bharatpur Canal 

Command 

Older Alluvium 

0.977 

0.42 

0.120 

0.03 

0.00 

0.03 

0.03 

0.00 

0.02 

0.02 

0.11 

0.007 

0.44 

0.51 


Sahnawali 

080700070104090C 

2.881 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.859 

0.64 

0.120 

0.03 

0.01 

0.00 

0.00 

0.00 

0.09 

0.07 

0.13 

0.006 

0.17 

0.19 






Bharatpur Canal 

Command 

Older Alluvium 

0.049 

0.64 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.493 

0.64 

0.080 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.09 

0.13 

0.011 

0.29 

0.34 






Bharatpur Canal 

Command 

Older Alluvium 

0.480 

0.64 

0.080 

0.01 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.04 

0.003 

0.09 

0.11 


Sajaula 

080700060102410C 

2.462 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.052 

1.93 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 






Bharatpur Canal 

Command 

Older Alluvium 

2.409 

1.93 

0.120 

0.03 

0.01 

0.08 

0.11 

0.00 

0.38 

0.29 

0.11 

0.017 

0.52 

0.69 


Saman 

080700060102420C 

1.357 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.615 

1.51 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.09 

0.05 

0.004 

0.24 

0.32 






Bharatpur Canal 

Command 

Older Alluvium 

0.743 

1.51 

0.120 

0.02 

0.00 

0.02 

0.04 

0.00 

0.09 

0.07 

0.06 

0.005 

0.29 

0.39 


Santrook 

080700060102800C 

8.369 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.369 

0.22 

0.150 

0.57 

0.08 

0.00 

0.00 

0.01 

0.75 

0.67 

2.22 

0.059 

0.56 

0.63 


Senthra 

0807000701041100 

2.623 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.571 

0.47 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.05 

0.004 

0.12 

0.14 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.052 

0.47 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.11 

0.015 

0.44 

0.50 


Sogar 

0807000601028300 

5.035 

Saline 

Bharatpur Canal 

Command 

Older Alluvium 

0.121 

-0.83 

0.120 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.02 

0.001 

0.01 

0.02 


Sooti 

0807000701043400 

4.833 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.876 

-0.32 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.006 

0.10 

0.11 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.958 

-0.32 

0.080 

0.12 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.44 

0.028 

0.45 

0.47 


Sunari 

0807000601027700 

2.714 

Saline 

Bharatpur Canal 

Command 

Older Alluvium 

2.714 

1.38 

0.120 

0.05 

0.01 

0.09 

0.13 

0.00 

0.27 

0.21 

0.18 

0.019 

0.53 

0.70 


Surauta 

0807000601027600 

4.122 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

1.24 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Bharatpur Canal 

Command 

Older Alluvium 

4.122 

1.24 

0.120 

0.11 

0.03 

0.14 

0.19 

0.00 

0.36 

0.28 

0.42 

0.029 

0.53 

0.69 


Takha 

0807000601023800 

10.475 

Fresh 

Bharatpur Canal 

Command 

Older Alluvium 

2.727 

0.41 

0.150 

0.11 

0.02 

0.08 

0.09 

0.00 

0.10 

0.08 

0.42 

0.019 

0.14 

0.17 





Saline 

Bharatpur Canal 

Command 

Older Alluvium 

7.748 

0.41 

0.120 

0.26 

0.04 

0.22 

0.24 

0.00 

0.14 

0.12 

0.96 

0.055 

0.41 

0.49 


Talphara 

0807000601023600 

9.544 

Fresh 

Bharatpur Canal 

Command 

Older Alluvium 

0.801 

2.01 

0.150 

0.02 

0.00 

0.03 

0.04 

0.00 

0.20 

0.15 

0.05 

0.006 

0.04 

0.06 





Saline 

Bharatpur Canal 

Command 

Older Alluvium 

8.743 

2.01 

0.120 

0.16 

0.03 

0.29 

0.41 

0.00 

1.53 

1.15 

0.55 

0.062 

0.49 

0.65 


Ubar 

0807000601028200 

7.240 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.058 

-0.23 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 






Bharatpur Canal 

Command 

Older Alluvium 

1.857 

-0.23 

0.120 

0.04 

0.01 

0.06 

0.09 

0.00 

0.00 

0.00 

0.14 

0.013 

0.15 

0.17 

03001027 

Achrol 

0812001001578500 

25.367 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.873 

0.55 

0.150 

0.17 

0.01 

0.00 

0.00 

0.00 

0.56 

0.37 

0.63 

0.030 

0.11 

0.17 







Non-command 

Quartzite 

7.256 

0.55 

0.020 

0.14 

0.01 

0.00 

0.00 

0.00 

0.21 

0.14 

0.52 

0.045 

0.16 

0.25 


Bagwada 

0812001001579500 

10.848 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.266 

1.49 

0.150 

0.12 

0.01 

0.00 

0.00 

0.00 

0.62 

0.51 

0.48 

0.014 

0.12 

0.14 







Non-command 

Quartzite 

4.047 

1.49 

0.020 

0.12 

0.01 

0.00 

0.00 

0.00 

0.23 

0.19 

0.46 

0.025 

0.21 

0.25 


Beer Talera 

0812001001583500 

2.389 

Fresh 

Non-command 

Non-command 

Quartzite 

0.007 

1.08 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bheempura 

0812001001579400 

2.903 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.064 

1.06 

0.150 

0.07 

0.00 

0.00 

0.00 

0.00 

0.40 

0.32 

0.25 

0.013 

0.39 

0.50 


Bilochi 

0812001001574500 

6.380 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.363 

0.51 

0.150 

0.12 

0.01 

0.00 

0.00 

0.00 

0.22 

0.16 

0.46 

0.008 

0.12 

0.15 







Non-command 

Quartzite 

1.457 

0.51 

0.020 

0.08 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.32 

0.009 

0.12 

0.16 


Chak Charanwas 

0812001101587700 

1.427 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.170 

0.50 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.07 

0.10 


Chak Pokharawala 

0812001001579300 

0.740 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.004 

1.02 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Charanwas @ Kali Pahar 

0812001101587800 

9.169 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.531 

0.45 

0.200 

0.05 

0.01 

0.00 

0.00 

0.00 

0.36 

0.23 

0.17 

0.018 

0.22 

0.34 







Non-command 

Quartzite 

2.352 

0.45 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.06 

0.012 

0.15 

0.23 


Chhaprari 

0812001001579000 

9.889 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.734 

0.72 

0.150 

0.07 

0.00 

0.00 

0.00 

0.00 

0.58 

0.44 

0.25 

0.029 

0.27 

0.35 







Non-command 

Quartzite 

2.636 

0.72 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.09 

0.016 

0.15 

0.20 


Chitanukalan 

0812001001576100 

4.386 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.024 

0.43 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

0.049 

0.43 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Ghatwada 

0812001001574700 

5.622 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.152 

0.34 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.05 

0.001 

0.01 

0.02 







Non-command 

Quartzite 

0.019 

0.34 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jaitpura Kheenchee 

0812001001575000 

11.850 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.971 

0.64 

0.150 

0.15 

0.01 

0.00 

0.00 

0.00 

0.71 

0.51 

0.56 

0.037 

0.28 

0.39 







Non-command 

Quartzite 

5.661 

0.64 

0.020 

0.09 

0.00 

0.00 

0.00 

0.00 

0.16 

0.12 

0.33 

0.035 

0.27 

0.37 


Jugalpura 

0812001001578000 

4.371 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.274 

0.49 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.05 

0.002 

0.03 

0.05 


Kalighati 

0812001001574900 

5.302 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.826 

0.68 

0.150 

0.08 

0.00 

0.00 

0.00 

0.00 

0.57 

0.44 

0.29 

0.030 

0.50 

0.66 







Non-command 

Quartzite 

0.374 

0.68 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.02 

0.002 

0.04 

0.05 


Kalwad Kalan & Khurd 

0812001001578400 

5.760 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.362 

0.54 

0.150 

0.10 

0.00 

0.00 

0.00 

0.00 

0.29 

0.20 

0.36 

0.015 

0.23 

0.33 







Non-command 

Quartzite 

2.490 

0.54 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.24 

0.015 

0.24 

0.35 


Kant 

0812001001575400 

6.070 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.067 

0.51 

0.150 

0.14 

0.01 

0.00 

0.00 

0.00 

0.44 

0.31 

0.51 

0.025 

0.37 

0.52 







Non-command 

Quartzite 

1.571 

0.51 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.12 

0.010 

0.14 

0.20 


Kiratpura 

0812001001575300 

4.798 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.719 

0.53 

0.150 

0.05 

0.00 

0.00 

0.00 

0.00 

0.34 

0.25 

0.16 

0.023 

0.43 

0.59 







Non-command 

Quartzite 

0.550 

0.53 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.003 

0.06 

0.09 


Kotra 

0812001001580500 

6.869 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.093 

1.62 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.01 

0.01 







Non-command 

Quartzite 

1.511 

1.62 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.04 

0.009 

0.12 

0.15 


Kushalpura 

0812001001577900 

4.061 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.066 

0.50 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Labana 

0812001001578800 

10.000 

Fresh 

Non-command 

Non-command 

Quartzite 

0.050 

0.51 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ladana 

0812001001575200 

1.865 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.388 

0.54 

0.150 

0.05 

0.00 

0.00 

0.00 

0.00 

0.16 

0.12 

0.20 

0.009 

0.41 

0.55 







Non-command 

Quartzite 

0.141 

0.54 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.04 

0.06 


Manpura Mancheri 

0812001001575600 

13.180 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.751 

0.27 

0.150 

0.06 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.22 

0.005 

0.03 

0.04 







Non-command 

Quartzite 

1.560 

0.27 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.31 

0.010 

0.06 

0.09 


Pokharawala @ Anandpur 

0812001001579200 

1.982 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.613 

0.85 

0.150 

0.07 

0.00 

0.00 

0.00 

0.00 

0.15 

0.12 

0.30 

0.004 

0.17 

0.22 


Puth Ka Bas @ Chawa Ka 

0812001001575500 

6.637 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.607 

0.45 

0.150 

0.09 

0.00 

0.00 

0.00 

0.00 

0.27 

0.19 

0.35 

0.016 

0.22 

0.31 







Non-command 

Quartzite 

2.387 

0.45 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.21 

0.015 

0.20 

0.28 


Rajpurwas Tala 

0812001101587600 

7.156 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.312 

0.51 

0.200 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.08 

0.007 

0.10 

0.16 







Non-command 

Quartzite 

0.598 

0.51 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.003 

0.05 

0.07 


Rampura @ Baniyawala 

0812001001578200 

3.997 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.223 

0.51 

0.150 

0.06 

0.00 

0.00 

0.00 

0.00 

0.23 

0.15 

0.23 

0.014 

0.31 

0.47 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Rundh Rarah 

080700070104080C 

0.20 

0.01 

169.82 

0.01 

0.00 

0.01 

0.01 

0.13 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.016 

0.001 

0.015 

0.038 

244.99 

Over Exploited 



0.20 

0.09 

(79.38) 

0.07 

0.06 

0.13 

0.05 

0.49 

- 

0.0100 

0.0041 

0.0046 

0.001 

0.019 

0.019 

0.147 

0.007 

0.139 

0.115 

82.48 

Semi Critical 

Sahnawali 

080700070104090C 

0.20 

0.03 

158.41 

0.03 

0.01 

0.04 

0.02 

0.19 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.065 

0.003 

0.061 

0.132 

214.84 

Over Exploited 



0.20 

0.00 

(313.36) 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0002 

0.0003 

- 

0.001 

0.001 

0.005 

0.000 

0.004 

0.000 

7.95 

Safe 



0.15 

0.07 

41.09 

0.08 

0.01 

0.09 

0.03 

0.32 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.109 

0.005 

0.103 

0.141 

136.12 

Over Exploited 



0.15 

0.01 

(154.45) 

0.01 

0.04 

0.04 

0.01 

0.10 

- 

0.0100 

0.0024 

0.0034 

- 

0.016 

0.016 

0.060 

0.003 

0.057 

0.046 

81.53 

Semi Critical 

Sajaula 

0807000601024100 

0.20 

0.00 

7,689.98 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.25 

15.41 

0.29 

0.20 

0.49 

0.06 

0.58 

- 

0.0200 

0.0120 

0.0170 

0.001 

0.050 

0.050 

0.544 

0.027 

0.517 

0.124 

24.01 

Safe 

Saman 

0807000601024200 

0.20 

0.03 

209.29 

0.04 

- 

0.04 

0.03 

0.27 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.048 

0.002 

0.046 

0.057 

124.57 

Over Exploited 



0.20 

0.04 

65.25 

0.05 

0.06 

0.11 

0.03 

0.32 

0.00 

0.0100 

0.0037 

0.0052 

0.000 

0.019 

0.024 

0.135 

0.007 

0.128 

0.067 

52.50 

Safe 

Santrook 

0807000601028000 

0.22 

1.03 

(35.08) 

0.82 

0.09 

0.91 

0.06 

0.61 

- 

0.2500 

- 

- 

0.008 

0.258 

0.258 

1.164 

0.058 

1.106 

2.280 

206.18 

Over Exploited 

Senthra 

0807000701041100 

0.20 

0.01 

168.00 

0.02 

- 

0.02 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.027 

0.001 

0.025 

0.058 

227.78 

Over Exploited 



0.15 

0.14 

(29.70) 

0.11 

- 

0.11 

0.05 

0.49 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.129 

0.006 

0.122 

0.123 

100.22 

Over Exploited 

Sogar 

0807000601028300 

0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.02 

- 

- 

0.0006 

0.0009 

- 

0.002 

0.002 

0.012 

0.001 

0.010 

0.023 

219.08 

Over Exploited 

Sooti 

0807000701043400 

0.20 

0.02 

- 

0.02 

0.01 

0.03 

0.01 

0.11 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.048 

0.005 

0.043 

0.168 

392.75 

Over Exploited 



0.15 

0.27 

- 

0.27 

0.02 

0.29 

0.04 

0.50 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.340 

0.034 

0.306 

0.471 

154.17 

Over Exploited 

Sunari 

0807000601027700 

0.20 

0.29 

(28.49) 

0.23 

0.23 

0.46 

0.06 

0.59 

- 

0.0300 

0.0135 

0.0191 

0.001 

0.064 

0.064 

0.524 

0.026 

0.497 

0.200 

40.25 

Safe 

Surauta 

0807000601027600 

0.20 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.44 

(37.06) 

0.35 

0.36 

0.72 

0.06 

0.59 

- 

0.0800 

0.0206 

0.0291 

0.003 

0.132 

0.132 

0.848 

0.042 

0.806 

0.445 

55.23 

Safe 

Takha 

0807000601023800 

0.22 

0.09 

(5.69) 

0.08 

0.18 

0.26 

0.02 

0.16 

- 

0.0500 

0.0113 

0.0128 

- 

0.074 

0.074 

0.338 

0.017 

0.321 

0.439 

136.88 

Over Exploited 



0.20 

0.64 

(80.88) 

0.51 

0.50 

1.01 

0.04 

0.46 

- 

0.1100 

0.0322 

0.0364 

- 

0.179 

0.179 

1.188 

0.059 

1.129 

1.014 

89.80 

Semi Critical 

Talphara 

0807000601023600 

0.22 

0.01 

1,774.45 

0.01 

0.06 

0.07 

0.00 

0.05 

- 

0.0100 

0.0040 

0.0056 

- 

0.020 

0.020 

0.094 

0.005 

0.089 

0.059 

66.00 

Safe 



0.20 

0.85 

34.71 

1.03 

0.73 

1.76 

0.05 

0.54 

- 

0.1000 

0.0436 

0.0616 

- 

0.205 

0.205 

1.965 

0.098 

1.866 

0.607 

32.51 

Safe 

Ubar 

0807000601028200 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.05 

- 

0.05 

0.16 

0.21 

0.02 

0.16 

- 

0.0300 

0.0093 

0.0131 

- 

0.052 

0.052 

0.267 

0.027 

0.240 

0.151 

62.96 

Safe 

Achrol 

0812001001578500 

0.24 

0.13 

189.56 

0.15 

0.01 

0.16 

0.01 

0.12 

0.01 

0.0200 

- 

- 

- 

0.020 

0.035 

0.197 

0.010 

0.187 

0.656 

350.97 

Over Exploited 



0.01 

0.01 

470,486.70 

0.01 

0.01 

0.02 

0.02 

0.18 

0.00 

0.0200 

- 

- 

- 

0.020 

0.021 

0.044 

0.002 

0.042 

0.561 

1,328.96 

Over Exploited 

Bagwada 

0812001001579500 

0.24 

0.06 

698.03 

0.08 

0.01 

0.09 

0.01 

0.13 

0.01 

0.0200 

- 

- 

- 

0.020 

0.027 

0.114 

0.006 

0.108 

0.489 

453.39 

Over Exploited 



0.01 

0.01 

########## 

0.01 

0.01 

0.02 

0.02 

0.23 

0.00 

0.0200 

- 

- 

- 

0.020 

0.021 

0.041 

0.002 

0.039 

0.487 

1,253.30 

Over Exploited 

Beer Talera 

0812001001583500 

0.01 

0.00 

94,537.01 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bheempura 

0812001001579400 

0.24 

0.19 

62.70 

0.23 

0.00 

0.23 

0.05 

0.44 

0.02 

0.0100 

- 

- 

0.000 

0.010 

0.033 

0.267 

0.013 

0.254 

0.261 

102.71 

Over Exploited 

Bilochi 

0812001001574500 

0.24 

0.04 

335.88 

0.05 

0.01 

0.06 

0.01 

0.13 

0.00 

0.0200 

- 

- 

- 

0.020 

0.024 

0.080 

0.004 

0.076 

0.470 

620.58 

Over Exploited 



0.01 

0.00 

3,944.42 

0.00 

- 

0.00 

0.01 

0.14 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.012 

0.326 

2,773.87 

Over Exploited 

Chak Charanwas 

0812001101587700 

0.22 

0.00 

347.88 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.012 

379.01 

Over Exploited 

Chak Pokharawala 

0812001001579300 

0.24 

0.00 

16,885.37 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Charanwas @ Kali Pahar 

0812001101587800 

0.22 

0.17 

149,973.27 

0.20 

0.01 

0.21 

0.03 

0.24 

0.02 

0.0200 

- 

- 

- 

0.020 

0.039 

0.252 

0.013 

0.240 

0.191 

79.45 

Semi Critical 



0.08 

0.03 

(4.54) 

0.03 

- 

0.03 

0.02 

0.16 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.039 

0.002 

0.037 

0.069 

184.33 

Over Exploited 

Chhaprari 

0812001001579000 

0.24 

0.30 

43.35 

0.36 

- 

0.36 

0.03 

0.30 

0.04 

0.0100 

- 

- 

- 

0.010 

0.046 

0.410 

0.021 

0.390 

0.282 

72.41 

Semi Critical 



0.01 

0.00 

176,103.42 

0.00 

- 

0.00 

0.02 

0.17 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.005 

0.110 

2,269.41 

Over Exploited 

Chitanukalan 

0812001001576100 

0.24 

0.00 

182,219.98 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.01 

0.00 

53,395.76 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ghatwada 

0812001001574700 

0.24 

0.00 

2,382.78 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.049 

7,414.31 

Over Exploited 



0.01 

0.00 

28,320.11 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jaitpura Kheenchee 

0812001001575000 

0.24 

0.40 

27.56 

0.48 

0.01 

0.49 

0.03 

0.31 

0.05 

0.0200 

- 

- 

- 

0.020 

0.067 

0.559 

0.028 

0.531 

0.594 

111.80 

Over Exploited 



0.01 

0.02 

677.74 

0.02 

- 

0.02 

0.03 

0.30 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.030 

0.001 

0.028 

0.369 

1,302.23 

Over Exploited 

Jugalpura 

0812001001578000 

0.24 

0.00 

800.40 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.050 

1,736.84 

Over Exploited 

Kalighati 

0812001001574900 

0.24 

0.58 

(24.38) 

0.46 

- 

0.46 

0.06 

0.56 

0.07 

0.0100 

- 

- 

- 

0.010 

0.078 

0.541 

0.027 

0.514 

0.318 

61.87 

Safe 



0.01 

0.00 

12,336.51 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.018 

17,676.23 

Over Exploited 

Kalwad Kalan & Khurd 

0812001001578400 

0.24 

0.12 

6,800.07 

0.14 

- 

0.14 

0.03 

0.26 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.169 

0.008 

0.160 

0.375 

233.58 

Over Exploited 



0.01 

0.01 

1,002.78 

0.01 

- 

0.01 

0.03 

0.27 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.018 

0.001 

0.017 

0.255 

1,501.69 

Over Exploited 

Kant 

0812001001575400 

0.24 

0.36 

(13.68) 

0.31 

0.01 

0.32 

0.04 

0.41 

0.04 

0.0200 

- 

- 

- 

0.020 

0.062 

0.383 

0.019 

0.364 

0.534 

146.77 

Over Exploited 



0.01 

0.00 

1,351.30 

0.00 

- 

0.00 

0.02 

0.16 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.134 

4,773.72 

Over Exploited 

Kiratpura 

0812001001575300 

0.24 

0.38 

(34.60) 

0.30 

- 

0.30 

0.05 

0.47 

0.04 

0.0100 

- 

- 

- 

0.010 

0.054 

0.358 

0.018 

0.340 

0.184 

54.09 

Safe 



0.01 

0.00 

5,328.92 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.015 

6,358.78 

Over Exploited 

Kotra 

0812001001580500 

0.24 

0.00 

11,029.58 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.01 

0.00 

2,557.13 

0.00 

- 

0.00 

0.01 

0.14 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.051 

2,182.86 

Over Exploited 

Kushalpura 

0812001001577900 

0.24 

0.00 

2,232.55 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Labana 

0812001001578800 

0.01 

0.00 

282,211.54 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ladana 

0812001001575200 

0.24 

0.14 

(11.49) 

0.12 

- 

0.12 

0.05 

0.45 

0.02 

0.0100 

- 

- 

- 

0.010 

0.026 

0.146 

0.007 

0.139 

0.204 

146.94 

Over Exploited 



0.01 

0.00 

1,774.81 

0.00 

- 

0.00 

0.00 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.017 

22,989.63 

Over Exploited 

Manpura Mancheri 

0812001001575600 

0.24 

0.01 

1,090.91 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.017 

0.001 

0.016 

0.221 

1,346.94 

Over Exploited 



0.01 

0.00 

33,675.92 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.011 

0.323 

3,054.14 

Over Exploited 

Pokharawala @ Anandpur 

0812001001579200 

0.24 

0.02 

365.59 

0.03 

0.00 

0.03 

0.02 

0.19 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.014 

0.044 

0.002 

0.042 

0.299 

712.69 

Over Exploited 

Puth Ka Bas @ Chawa Ka 

0812001001575500 

0.24 

0.13 

36,346.02 

0.16 

- 

0.16 

0.03 

0.24 

0.02 

0.0100 

- 

- 

- 

0.010 

0.026 

0.187 

0.009 

0.177 

0.361 

203.75 

Over Exploited 



0.01 

0.00 

24,998.11 

0.01 

- 

0.01 

0.02 

0.22 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.016 

0.001 

0.015 

0.220 

1,443.43 

Over Exploited 

Rajpurwas Tala 

0812001101587600 

0.22 

0.03 

235.83 

0.04 

0.00 

0.04 

0.01 

0.12 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.014 

0.050 

0.002 

0.047 

0.082 

172.93 

Over Exploited 



0.08 

0.00 

360.95 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.022 

779.52 

Over Exploited 

Rampura @ Baniyawala 

0812001001578200 

0.24 

0.17 

(8.38) 

0.15 

0.00 

0.15 

0.04 

0.35 

0.02 

0.0100 

- 

- 

0.000 

0.010 

0.029 

0.182 

0.009 

0.173 

0.239 

138.05 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Quartzite 

1.494 

0.51 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.10 

0.009 

0.21 

0.32 


Sangawala 

0812001001575100 

2.685 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.488 

0.60 

0.150 

0.05 

0.00 

0.00 

0.00 

0.00 

0.18 

0.13 

0.18 

0.009 

0.31 

0.43 







Non-command 

Quartzite 

1.197 

0.60 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.09 

0.007 

0.25 

0.34 


Sar 

0812001001574800 

2.062 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.506 

0.55 

0.150 

0.11 

0.01 

0.00 

0.00 

0.00 

0.23 

0.17 

0.42 

0.009 

0.40 

0.54 







Non-command 

Quartzite 

0.003 

0.55 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Seengwana 

0812001001579100 

10.040 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.121 

0.87 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.13 

0.08 

0.007 

0.06 

0.08 







Non-command 

Quartzite 

2.951 

0.87 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.12 

0.018 

0.16 

0.21 


Syari 

0812001001578300 

3.247 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.185 

0.53 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.001 

0.03 

0.05 







Non-command 

Quartzite 

3.061 

0.53 

0.020 

0.14 

0.01 

0.00 

0.00 

0.00 

0.16 

0.11 

0.52 

0.019 

0.53 

0.80 

03001028 

Amarsar 

0812000301471200 

12.801 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.629 

0.42 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.13 

0.005 

0.03 

0.03 







Non-command 

Younger Alluvium 

5.217 

0.42 

0.150 

0.24 

0.01 

0.00 

0.00 

0.00 

0.56 

0.42 

0.90 

0.039 

0.21 

0.28 


Arniya 

0812001001576900 

9.725 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

9.616 

0.46 

0.150 

0.21 

0.03 

0.00 

0.00 

0.00 

0.85 

0.59 

0.78 

0.059 

0.55 

0.79 


Bhikhawala 

0812000301477500 

2.776 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.564 

0.48 

0.150 

0.14 

0.02 

0.00 

0.00 

0.00 

0.30 

0.22 

0.52 

0.019 

0.52 

0.70 


Bhuranpura 

0812001101586300 

3.378 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.411 

0.55 

0.200 

0.03 

0.00 

0.00 

0.00 

0.00 

0.18 

0.12 

0.10 

0.007 

0.24 

0.35 


Bhuranpura (©nestiwas 

0812001001576800 

4.826 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.180 

0.46 

0.150 

0.11 

0.02 

0.00 

0.00 

0.00 

0.38 

0.27 

0.41 

0.026 

0.48 

0.67 


Chak Manoharpur 

0812001001576500 

4.155 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.355 

0.24 

0.150 

0.07 

0.00 

0.00 

0.00 

0.00 

0.12 

0.09 

0.27 

0.008 

0.18 

0.24 







Non-command 

Quartzite 

2.801 

0.24 

0.020 

0.10 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.38 

0.017 

0.37 

0.50 


Chandawas 

0812001001577700 

3.624 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.306 

0.50 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.002 

0.05 

0.07 


Chandwaji 

0812001001577400 

1.858 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.116 

0.46 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.03 

0.05 







Non-command 

Quartzite 

0.389 

0.46 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.002 

0.12 

0.17 


Charanwas Gajaji 

0812001101586100 

0.914 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.002 

0.59 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chharsa 

0812000301477700 

7.505 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.188 

0.57 

0.150 

0.07 

0.01 

0.00 

0.00 

0.00 

0.16 

0.12 

0.27 

0.009 

0.09 

0.12 


Deo Ka Harmara 

0812001001576600 

6.211 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.297 

0.36 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.12 

0.008 

0.11 

0.16 







Non-command 

Quartzite 

4.163 

0.36 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.22 

0.026 

0.36 

0.51 


Gailadera 

0812000301474300 

3.667 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.014 

0.00 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gonakasar 

0812000301474400 

5.191 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.647 

0.06 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.07 

0.005 

0.07 

0.09 


Gonpur @ Dangawali 

0812000301474700 

4.260 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.201 

0.02 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.002 

0.02 

0.03 


Hanutiya 

0812000301473000 

2.579 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.216 

0.11 

0.150 

0.16 

0.01 

0.00 

0.00 

0.00 

0.19 

0.14 

0.63 

0.017 

0.44 

0.60 


Harchandpura (©kankarwa 

0812001001577100 

3.379 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.519 

0.52 

0.150 

0.09 

0.01 

0.00 

0.00 

0.00 

0.28 

0.19 

0.34 

0.016 

0.42 

0.61 


Kalwaniyon Ka Bas 

0812000301471400 

7.500 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.339 

0.25 

0.150 

0.09 

0.00 

0.00 

0.00 

0.00 

0.18 

0.13 

0.33 

0.018 

0.16 

0.21 


Kalyanpura 

0812000301472800 

4.695 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.034 

0.11 

0.150 

0.04 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.14 

0.008 

0.11 

0.15 



0812000301477000 

3.779 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.787 

0.42 

0.150 

0.07 

0.01 

0.00 

0.00 

0.00 

0.17 

0.14 

0.25 

0.013 

0.27 

0.34 


Kanwarpura 

0812001001577000 

2.729 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.923 

0.50 

0.150 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.07 

0.15 

0.006 

0.19 

0.27 


Kumbhawas 

0812000301476600 

9.553 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.568 

0.57 

0.150 

0.07 

0.01 

0.00 

0.00 

0.00 

0.28 

0.24 

0.25 

0.019 

0.16 

0.18 


Kushalpura 

0812001001577900 

4.061 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.186 

0.50 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.03 

0.04 


Lakher 

0812001001576700 

8.188 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.315 

0.34 

0.150 

0.23 

0.03 

0.00 

0.00 

0.00 

0.52 

0.38 

0.86 

0.039 

0.42 

0.59 







Non-command 

Quartzite 

1.659 

0.34 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.04 

0.03 

0.14 

0.010 

0.11 

0.15 


Lakhni 

0812000301476100 

4.820 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.066 

0.11 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Lamya Mewal 

0812001001576300 

1.778 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.109 

0.41 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.001 

0.03 

0.05 







Non-command 

Quartzite 

1.405 

0.41 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.05 

0.009 

0.43 

0.61 


Majipura 

0812001101587500 

6.305 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.199 

0.58 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.02 

0.03 


Mamtori Kalan 

0812000301474600 

8.758 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.345 

0.08 

0.150 

0.13 

0.01 

0.00 

0.00 

0.00 

0.15 

0.11 

0.50 

0.018 

0.14 

0.19 







Non-command 

Quartzite 

1.933 

0.08 

0.020 

0.11 

0.01 

0.00 

0.00 

0.00 

0.10 

0.08 

0.44 

0.014 

0.12 

0.16 


Mamtori Khurd 

0812000301474500 

6.968 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.289 

0.17 

0.150 

0.05 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.20 

0.010 

0.10 

0.14 







Non-command 

Quartzite 

4.090 

0.17 

0.020 

0.17 

0.01 

0.00 

0.00 

0.00 

0.17 

0.13 

0.63 

0.031 

0.32 

0.43 


Mangarh 

0813000501742400 

10.001 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.212 

0.41 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.002 

0.01 

0.01 


Manoharpur 

0812000301477200 

20.692 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

10.711 

0.34 

0.150 

0.60 

0.03 

0.00 

0.00 

0.00 

1.11 

0.86 

0.87 

1.159 

0.29 

0.37 







Non-command 

Quartzite 

2.262 

0.34 

0.020 

0.13 

0.01 

0.00 

0.00 

0.00 

0.14 

0.11 

0.20 

0.245 

0.06 

0.08 


Markhi 

0812000301472900 

5.593 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.124 

0.17 

0.150 

0.21 

0.01 

0.00 

0.00 

0.00 

0.31 

0.23 

0.79 

0.031 

0.38 

0.51 


Nakawala 

0812001001575800 

2.678 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.814 

0.16 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.08 

0.011 

0.36 

0.49 







Non-command 

Quartzite 

0.098 

0.16 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.03 


Nawalpura 

0812000301477300 

7.464 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.845 

0.32 

0.150 

0.31 

0.04 

0.00 

0.00 

0.00 

0.60 

0.44 

1.19 

0.051 

0.50 

0.68 







Non-command 

Quartzite 

0.016 

0.32 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nayan 

0812000301471300 

11.141 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.340 

0.35 

0.150 

0.30 

0.01 

0.00 

0.00 

0.00 

0.52 

0.40 

1.14 

0.033 

0.20 

0.27 


Nithara 

0812000301476700 

6.513 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.040 

0.24 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Pathano Ka Bas 

0812000301471100 

3.719 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.637 

0.46 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

0.14 

0.11 

0.42 

0.005 

0.09 

0.12 







Non-command 

Younger Alluvium 

0.406 

0.46 

0.150 

0.06 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.22 

0.003 

0.06 

0.07 


Peelwa 

0812001001577200 

2.830 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.051 

0.45 

0.150 

0.07 

0.01 

0.00 

0.00 

0.00 

0.20 

0.14 

0.25 

0.013 

0.40 

0.58 







Non-command 

Quartzite 

0.163 

0.45 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.03 

0.05 


Peeplod Narain 

0812000301475000 

2.121 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.027 

0.50 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.01 

0.01 


Peeplod Nathu 

0812000301474900 

6.214 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.066 

0.44 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Pratappura 

0812000301477100 

4.170 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.888 

0.21 

0.150 

0.06 

0.01 

0.00 

0.00 

0.00 

0.08 

0.06 

0.25 

0.007 

0.12 

0.15 







Non-command 

Quartzite 

1.176 

0.21 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.08 

0.06 

0.35 

0.009 

0.15 

0.20 


Radawas 

0812000301473200 

17.851 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.502 

0.07 

0.150 

0.24 

0.01 

0.00 

0.00 

0.00 

0.27 

0.20 

0.90 

0.034 

0.13 

0.18 


Rajpurwas Chandwaji 

0812001001577600 

1.810 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.000 

0.49 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Raopura 

0812001101586200 

1.352 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.117 

0.54 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.05 

0.07 


Ratanpura Haripura 

0812001101584300 

4.227 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.458 

0.49 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.05 

0.002 

0.06 

0.09 


Roondal 

0812001001575700 

14.033 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.117 

0.10 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.00 

0.01 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.01 

0.00 

860.76 

0.00 

- 

0.00 

0.02 

0.23 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.109 

2,789.18 

Over Exploited 

Sangawala 

081200100157510C 

0.24 

0.11 

20.92 

0.13 

- 

0.13 

0.04 

0.34 

0.01 

0.0100 

- 

- 

- 

0.010 

0.023 

0.154 

0.008 

0.146 

0.189 

129.18 

Over Exploited 



0.01 

0.00 

667.89 

0.00 

0.00 

0.01 

0.03 

0.28 

0.00 

- 

- 

- 

0.004 

0.004 

0.005 

0.011 

0.001 

0.011 

0.092 

879.20 

Over Exploited 

Sar 

0812001001574800 

0.24 

0.14 

43,521.82 

0.17 

0.01 

0.18 

0.05 

0.45 

0.02 

0.0200 

- 

- 

- 

0.020 

0.036 

0.213 

0.011 

0.202 

0.424 

209.72 

Over Exploited 



0.01 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Seengwana 

0812001001579100 

0.24 

0.02 

677.13 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.002 

0.022 

0.001 

0.021 

0.082 

388.90 

Over Exploited 



0.01 

0.00 

1,378.80 

0.01 

- 

0.01 

0.02 

0.18 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.138 

2,271.38 

Over Exploited 

Syari 

0812001001578300 

0.24 

0.00 

1,047.35 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.049 

2,751.31 

Over Exploited 



0.01 

0.02 

564.61 

0.02 

0.01 

0.03 

0.06 

0.59 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.051 

0.003 

0.049 

0.540 

1,107.01 

Over Exploited 

Amarsar 

0812000301471200 

0.15 

0.00 

1,834.57 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.135 

4,402.73 

Over Exploited 



0.15 

0.17 

389,309.57 

0.20 

0.01 

0.21 

0.03 

0.24 

0.02 

0.0300 

- 

- 

- 

0.030 

0.051 

0.261 

0.013 

0.248 

0.935 

377.44 

Over Exploited 

Arniya 

0812001001576900 

0.24 

1.27 

(53.28) 

1.02 

0.03 

1.05 

0.07 

0.62 

0.15 

0.0900 

- 

- 

- 

0.090 

0.241 

1.288 

0.064 

1.223 

0.834 

68.20 

Safe 

Bhikhawala 

0812000301477500 

0.15 

0.20 

12.61 

0.22 

0.02 

0.24 

0.06 

0.58 

0.02 

0.0600 

- 

- 

- 

0.060 

0.084 

0.329 

0.016 

0.312 

0.539 

172.62 

Over Exploited 

Bhuranpura 

0812001101586300 

0.22 

0.07 

69.44 

0.09 

0.00 

0.09 

0.03 

0.26 

0.01 

0.0100 

- 

- 

0.003 

0.013 

0.022 

0.112 

0.006 

0.106 

0.103 

96.87 

Critical 

Bhuranpura @nestiwas 

0812001001576800 

0.24 

0.49 

(43.64) 

0.39 

0.02 

0.41 

0.06 

0.54 

0.06 

0.0500 

- 

- 

0.001 

0.051 

0.109 

0.518 

0.026 

0.492 

0.434 

88.19 

Semi Critical 

Chak Manoharpur 

0812001001576500 

0.24 

0.06 

49.61 

0.07 

- 

0.07 

0.02 

0.20 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.086 

0.004 

0.081 

0.274 

336.79 

Over Exploited 



0.01 

0.01 

705.73 

0.01 

- 

0.01 

0.04 

0.41 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.023 

0.001 

0.022 

0.393 

1,762.18 

Over Exploited 

Chandawas 

0812001001577700 

0.24 

0.00 

544.72 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.004 

0.026 

595.75 

Over Exploited 

Chandwaji 

0812001001577400 

0.24 

0.00 

481.49 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.012 

972.24 

Over Exploited 



0.01 

0.00 

1,934.95 

0.00 

- 

0.00 

0.01 

0.13 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.024 

4,427.94 

Over Exploited 

Charanwas Gajaji 

0812001101586100 

0.22 

0.00 

26,413.61 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chharsa 

0812000301477700 

0.15 

0.02 

652.50 

0.02 

0.01 

0.03 

0.01 

0.10 

0.00 

0.0300 

- 

- 

- 

0.030 

0.032 

0.061 

0.003 

0.058 

0.277 

475.50 

Over Exploited 

Deo Ka Harmara 

0812001001576600 

0.24 

0.04 

102.18 

0.04 

- 

0.04 

0.01 

0.13 

0.00 

- 

- 

- 

- 

- 

0.004 

0.047 

0.002 

0.044 

0.129 

291.24 

Over Exploited 



0.01 

0.01 

11,136.62 

0.02 

- 

0.02 

0.04 

0.41 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.030 

0.001 

0.028 

0.247 

879.35 

Over Exploited 

Gailadera 

0812000301474300 

0.15 

0.00 

(300.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gonakasar 

0812000301474400 

0.15 

0.01 

1.59 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.008 

0.076 

966.19 

Over Exploited 

Gonpur @ Dangawali 

0812000301474700 

0.15 

0.00 

(140.80) 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.018 

2,959.17 

Over Exploited 

Hanutiya 

0812000301473000 

0.15 

0.15 

(5.28) 

0.14 

0.01 

0.15 

0.05 

0.50 

0.02 

0.0200 

- 

- 

- 

0.020 

0.038 

0.187 

0.009 

0.178 

0.646 

362.90 

Over Exploited 

Harchandpura @kankarwa 

0812001001577100 

0.24 

0.25 

(25.40) 

0.20 

0.01 

0.21 

0.05 

0.47 

0.03 

0.0400 

- 

- 

- 

0.040 

0.070 

0.282 

0.014 

0.268 

0.353 

131.54 

Over Exploited 

Kalwaniyon Ka Bas 

0812000301471400 

0.15 

0.06 

134.00 

0.07 

- 

0.07 

0.02 

0.18 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.084 

0.004 

0.080 

0.344 

430.66 

Over Exploited 

Kalyanpura 

0812000301472800 

0.15 

0.02 

145.31 

0.02 

- 

0.02 

0.01 

0.13 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.033 

0.002 

0.031 

0.144 

460.06 

Over Exploited 


0812000301477000 

0.15 

0.07 

102,310.42 

0.09 

0.01 

0.10 

0.03 

0.30 

0.01 

0.0300 

- 

- 

- 

0.030 

0.039 

0.135 

0.007 

0.129 

0.267 

208.04 

Over Exploited 

Kanwarpura 

0812001001577000 

0.24 

0.04 

63.79 

0.05 

0.01 

0.06 

0.02 

0.21 

0.01 

0.0200 

- 

- 

0.000 

0.020 

0.025 

0.086 

0.004 

0.082 

0.151 

184.63 

Over Exploited 

Kumbhawas 

0812000301476600 

0.15 

0.06 

########## 

0.07 

0.01 

0.08 

0.02 

0.18 

0.01 

0.0300 

- 

- 

- 

0.030 

0.038 

0.120 

0.006 

0.114 

0.273 

240.35 

Over Exploited 

Kushalpura 

0812001001577900 

0.24 

0.00 

1,326.41 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.025 

1,759.84 

Over Exploited 

Lakher 

0812001001576700 

0.24 

0.64 

(41.27) 

0.51 

0.03 

0.54 

0.05 

0.47 

0.08 

0.1000 

- 

- 

- 

0.100 

0.177 

0.721 

0.036 

0.685 

0.897 

130.94 

Over Exploited 



0.01 

0.00 

1,512.82 

0.00 

0.01 

0.01 

0.01 

0.12 

0.00 

0.0200 

- 

- 

- 

0.020 

0.020 

0.032 

0.002 

0.031 

0.149 

484.26 

Over Exploited 

Lakhni 

0812000301476100 

0.15 

0.00 

1,199.95 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.006 

6,651.27 

Over Exploited 

Lamya Mewal 

0812001001576300 

0.24 

0.00 

447.34 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.012 

1,063.33 

Over Exploited 



0.01 

0.01 

269.44 

0.01 

- 

0.01 

0.05 

0.48 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.008 

0.061 

799.32 

Over Exploited 

Majipura 

0812001101587500 

0.22 

0.00 

1,849.75 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.001 

87.22 

Semi Critical 

Mamtori Kalan 

0812000301474600 

0.15 

0.05 

41,635.68 

0.06 

0.01 

0.07 

0.02 

0.16 

0.01 

0.0200 

- 

- 

- 

0.020 

0.026 

0.095 

0.005 

0.090 

0.515 

569.36 

Over Exploited 



0.06 

0.01 

1,268.84 

0.02 

0.01 

0.03 

0.01 

0.13 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.047 

0.002 

0.044 

0.455 

1,025.12 

Over Exploited 

Mamtori Khurd 

0812000301474500 

0.15 

0.02 

16.26 

0.02 

- 

0.02 

0.01 

0.11 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.035 

0.002 

0.034 

0.206 

612.66 

Over Exploited 



0.06 

0.08 

2,384.37 

0.09 

0.01 

0.10 

0.04 

0.35 

0.01 

0.0200 

- 

- 

- 

0.020 

0.029 

0.131 

0.007 

0.124 

0.663 

533.33 

Over Exploited 

Mangarh 

0813000501742400 

0.15 

0.00 

3,987.63 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.024 

5,437.72 

Over Exploited 

Manoharpur 

0812000301477200 

0.15 

0.46 

87.23 

0.55 

0.03 

0.58 

0.04 

0.32 

0.06 

0.1000 

- 

- 

- 

0.100 

0.158 

0.740 

0.037 

0.703 

2.024 

287.79 

Over Exploited 



0.06 

0.01 

39,768.05 

0.01 

0.01 

0.02 

0.01 

0.07 

0.00 

0.0200 

- 

- 

- 

0.020 

0.021 

0.040 

0.002 

0.038 

0.442 

1,148.87 

Over Exploited 

Markhi 

0812000301472900 

0.15 

0.24 

(2.45) 

0.23 

0.01 

0.24 

0.05 

0.43 

0.03 

0.0300 

- 

- 

- 

0.030 

0.059 

0.299 

0.015 

0.284 

0.817 

287.62 

Over Exploited 

Nakawala 

0812001001575800 

0.24 

0.16 

(170.66) 

0.13 

- 

0.13 

0.04 

0.40 

0.02 

- 

- 

- 

- 

- 

0.019 

0.144 

0.007 

0.136 

0.091 

66.82 

Safe 



0.01 

0.00 

958.71 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Nawalpura 

0812000301477300 

0.15 

0.52 

(114.02) 

0.44 

0.04 

0.48 

0.06 

0.56 

0.06 

0.1300 

- 

- 

- 

0.130 

0.193 

0.677 

0.034 

0.643 

1.238 

192.51 

Over Exploited 



0.06 

0.00 

8,961.15 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nayan 

0812000301471300 

0.15 

0.13 

261,233.80 

0.16 

0.01 

0.17 

0.03 

0.23 

0.02 

0.0400 

- 

- 

- 

0.040 

0.057 

0.227 

0.011 

0.215 

1.174 

545.16 

Over Exploited 

Nithara 

0812000301476700 

0.15 

0.00 

49,041.17 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pathano Ka Bas 

0812000301471100 

0.15 

0.01 

1,131.17 

0.01 

0.01 

0.02 

0.01 

0.10 

0.00 

0.0200 

- 

- 

- 

0.020 

0.021 

0.042 

0.002 

0.040 

0.426 

1,077.27 

Over Exploited 



0.15 

0.00 

160,693.39 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.014 

0.220 

1,581.36 

Over Exploited 

Peelwa 

0812001001577200 

0.24 

0.20 

(30.63) 

0.16 

0.01 

0.17 

0.05 

0.45 

0.02 

0.0300 

- 

- 

- 

0.030 

0.053 

0.222 

0.011 

0.211 

0.266 

126.06 

Over Exploited 



0.01 

0.00 

1,821.20 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.017 

26,103.23 

Over Exploited 

Peeplod Narain 

0812000301475000 

0.15 

0.00 

35,041.24 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.016 

73,871.86 

Over Exploited 

Peeplod Nathu 

0812000301474900 

0.15 

0.00 

222,625.04 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pratappura 

0812000301477100 

0.15 

0.02 

210,644.16 

0.02 

0.01 

0.03 

0.01 

0.13 

0.00 

0.0300 

- 

- 

- 

0.030 

0.032 

0.060 

0.003 

0.057 

0.254 

444.49 

Over Exploited 



0.06 

0.01 

2,111.45 

0.01 

0.01 

0.02 

0.02 

0.17 

0.00 

0.0400 

- 

- 

- 

0.040 

0.041 

0.063 

0.003 

0.060 

0.359 

596.74 

Over Exploited 

Radawas 

0812000301473200 

0.15 

0.09 

32.07 

0.11 

0.01 

0.12 

0.02 

0.15 

0.01 

0.0300 

- 

- 

- 

0.030 

0.041 

0.156 

0.008 

0.148 

0.938 

634.13 

Over Exploited 

Rajpurwas Chandwaji 

0812001001577600 

0.24 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Raopura 

0812001101586200 

0.22 

0.00 

1,108.43 

0.00 

0.00 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

0.000 

0.000 

0.000 

0.002 

0.000 

0.002 

0.025 

1,439.47 

Over Exploited 

Ratanpura Haripura 

0812001101584300 

0.22 

0.01 

541.82 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.018 

0.001 

0.017 

0.053 

309.36 

Over Exploited 

Roondal 

0812001001575700 

0.24 

0.00 

6,862.73 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.025 

16,449.64 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Salarwas 

0812001001577300 

3.350 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.783 

0.43 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.12 

0.005 

0.13 

0.18 







Non-command 

Quartzite 

2.495 

0.43 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.26 

0.015 

0.41 

0.58 


Seepur 

0813000501742500 

5.948 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.075 

0.50 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 







Non-command 

Younger Alluvium 

0.029 

0.50 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Shivpuri 

0812000301477400 

4.992 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.565 

0.40 

0.150 

0.24 

0.03 

0.00 

0.00 

0.00 

0.49 

0.36 

0.91 

0.034 

0.51 

0.69 


Shyosinghpura 

0812000301473900 

3.273 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.002 

0.00 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sirohi 

0812001001575900 

7.036 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.497 

0.25 

0.150 

0.05 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.19 

0.009 

0.11 

0.16 







Non-command 

Quartzite 

1.002 

0.25 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.07 

0.006 

0.08 

0.10 


Sundarpura 

0812001001576200 

2.076 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.017 

0.41 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 







Non-command 

Quartzite 

0.428 

0.41 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.06 

0.003 

0.11 

0.16 


Sunder Ka Bas 

0812001001576400 

3.604 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.875 

0.35 

0.150 

0.04 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.16 

0.005 

0.13 

0.18 







Non-command 

Quartzite 

1.283 

0.35 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.14 

0.008 

0.19 

0.27 


Surana 

0812000301477800 

5.735 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.390 

0.62 

0.150 

0.09 

0.01 

0.00 

0.00 

0.00 

0.21 

0.17 

0.33 

0.010 

0.14 

0.18 


Tejpura 

0812000301473100 

4.746 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.177 

0.05 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.02 

0.03 


Tori 

0812000301477600 

4.273 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.090 

0.47 

0.150 

0.16 

0.02 

0.00 

0.00 

0.00 

0.43 

0.32 

0.58 

0.031 

0.54 

0.71 


Trilok Pura 

0812000301471700 

5.566 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.400 

0.36 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.05 

0.003 

0.04 

0.05 


Udawala 

0812000301476900 

6.044 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.216 

0.34 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.06 

0.002 

0.02 

0.02 


Vishan Garh 

0812000301474800 

26.888 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.198 

0.27 

0.150 

0.13 

0.01 

0.00 

0.00 

0.00 

0.33 

0.25 

0.48 

0.039 

0.10 

0.13 







Non-command 

Quartzite 

9.244 

0.27 

0.020 

0.24 

0.01 

0.00 

0.00 

0.00 

0.28 

0.21 

0.88 

0.069 

0.18 

0.24 

03001029 

Agawali 

0811000101342100 

3.570 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.706 

1.18 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.04 

0.006 

0.12 

0.11 







Non-command 

Quartzite 

0.285 

1.18 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.05 

0.04 







Non-command 

Gneisses(B.G.C) 

2.578 

1.18 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.12 

0.020 

0.44 

0.40 


Al Ka Was 

0811000101343600 

0.361 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.361 

-0.09 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.003 

0.60 

0.55 


Alipur 

0811000101360400 

5.531 

Saline 

Non-command 

Non-command 

Younger Alluvium 

5.129 

-0.85 

0.120 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.52 

0.040 

0.54 

0.47 


Anandpura 

0811000101348200 

0.540 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.540 

0.34 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.12 

0.004 

0.60 

0.55 


Arniya 

0811000101346200 

4.511 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.002 

-0.26 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

0.000 

-0.26 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ashapura 

0811000101346800 

0.887 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.887 

-0.10 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.007 

0.60 

0.56 


Badabas 

0811000101360600 

1.928 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.516 

-0.79 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.004 

0.16 

0.14 


Badiyal Khurd 

0811000101347200 

2.997 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.145 

-0.04 

0.100 

0.06 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.22 

0.017 

0.43 

0.40 







Non-command 

Quartzite 

0.492 

-0.04 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.004 

0.10 

0.09 


Balloopura 

0806001000911500 

0.940 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.080 

0.68 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.000 

0.05 

0.05 


Banapura 

0811000101348900 

1.729 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.004 

0.61 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

0.683 

0.61 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.005 

0.24 

0.22 







Non-command 

Slate 

0.432 

0.61 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.003 

0.15 

0.14 


Bandh Ramsagar 

0806001000908900 

1.003 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.353 

1.64 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.00 

0.002 

0.21 

0.20 







Non-command 

Limestone 

0.451 

1.64 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.002 

0.27 

0.25 


Bandikui (M) 

0811000141101000 

3.013 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.316 

-0.20 

0.100 

0.12 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.360 

0.06 

0.06 


Bandikui Jageer(Rural) 

0811000101347800 

1.126 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.750 

-0.05 

0.100 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.006 

0.40 

0.37 


Barh Bishanpura 

0811000101347600 

0.599 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.599 

0.04 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.18 

0.005 

0.60 

0.56 


Bas Biwai 

0811000101354500 

2.150 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.150 

-0.53 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.017 

0.59 

0.57 


Basra Brahman 

0811000101348300 

0.626 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.522 

0.24 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.10 

0.004 

0.50 

0.46 







Non-command 

Gneisses(B.G.C) 

0.104 

0.24 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.10 

0.09 


Baswa 

0811000101342800 

18.706 

Fresh 

Non-command 

Non-command 

Quartzite 

0.131 

1.92 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.001 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

17.901 

1.92 

0.015 

1.08 

0.05 

0.00 

0.00 

0.00 

1.55 

1.71 

4.13 

0.140 

0.58 

0.52 


Bedari Goojran 

0811000101354200 

4.204 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.283 

-0.04 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.002 

0.04 

0.04 







Non-command 

Gneisses(B.G.C) 

0.156 

-0.04 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.02 


Beeghota 

0806001000908500 

10.304 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.046 

0.81 

0.120 

0.22 

0.01 

0.00 

0.00 

0.00 

1.00 

1.03 

0.85 

0.039 

0.47 

0.45 







Non-command 

Quartzite 

1.784 

0.81 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.12 

0.009 

0.10 

0.10 


Bhatpura 

0811000101349200 

1.377 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.859 

0.17 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.12 

0.007 

0.37 

0.35 







Non-command 

Gneisses(B.G.C) 

0.140 

0.17 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.06 

0.06 


Bishanpura 

0811000101343500 

1.815 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.815 

-0.02 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.014 

0.60 

0.55 


Biwai 

0811000101354400 

4.399 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.347 

-0.37 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.026 

0.45 

0.43 


Chainpura 

0811000101344100 

0.438 

Fresh 

Non-command 

Non-command 

Quartzite 

0.405 

-0.03 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.003 

0.56 

0.52 


Chak Anandpura 

0811000101348100 

1.572 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.784 

0.25 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.006 

0.30 

0.28 







Non-command 

Gneisses(B.G.C) 

0.788 

0.25 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.30 

0.28 


Chak Biwai 

0811000101354600 

2.630 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.425 

-0.53 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.003 

0.10 

0.09 


Chak Rewasa 

0811000101347400 

0.980 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.980 

-0.04 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.008 

0.60 

0.56 


Chamaron Ka Bas 

0811000101360000 

2.641 

Saline 

Non-command 

Non-command 

Younger Alluvium 

2.000 

-0.93 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.016 

0.43 

0.38 


Chandera 

0811000101339800 

8.594 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.280 

0.47 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.02 

0.02 


Chanpawas 

0811000101357800 

1.496 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.164 

-0.99 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.009 

0.46 

0.43 


Cheemapura 

0811000101343700 

1.581 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.208 

-0.06 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.009 

0.46 

0.42 







Non-command 

Quartzite 

0.373 

-0.06 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.003 

0.14 

0.13 


Deeppura Ghati 

0811000101342600 

2.641 

Fresh 

Non-command 

Non-command 

Quartzite 

0.906 

2.05 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.06 

0.007 

0.20 

0.20 







Non-command 

Gneisses(B.G.C) 

0.251 

2.05 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.002 

0.06 

0.05 


Deoti 

0806001000908800 

2.451 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.292 

2.10 

0.120 

0.03 

0.00 

0.00 

0.00 

0.04 

0.56 

0.59 

0.11 

0.011 

0.56 

0.54 







Non-command 

Limestone 

0.155 

2.10 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

-0.01 

0.01 

0.001 

0.04 

0.04 


Dewara 

0811000101348400 

1.374 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.374 

0.49 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.15 

0.011 

0.60 

0.55 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Salarwas 

0812001001577300 

0.24 

0.02 

132.09 

0.03 

- 

0.03 

0.02 

0.14 

0.00 

- 

- 

- 

- 

- 

0.003 

0.032 

0.002 

0.030 

0.128 

421.65 

Over Exploited 



0.01 

0.01 

426.12 

0.01 

- 

0.01 

0.05 

0.46 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.023 

0.001 

0.022 

0.272 

1,220.50 

Over Exploited 

Seepur 

0813000501742500 

0.15 

0.00 

176,417.01 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.22 

0.00 

182,497.19 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Shivpuri 

0812000301477400 

0.15 

0.35 

3.33 

0.36 

0.03 

0.39 

0.06 

0.57 

0.04 

0.1000 

- 

- 

- 

0.100 

0.142 

0.532 

0.027 

0.505 

0.945 

187.14 

Over Exploited 

Shyosinghpura 

0812000301473900 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sirohi 

0812001001575900 

0.24 

0.04 

88.69 

0.05 

- 

0.05 

0.01 

0.13 

0.00 

0.0100 

- 

- 

- 

0.010 

0.015 

0.064 

0.003 

0.061 

0.197 

325.92 

Over Exploited 



0.01 

0.00 

2,276.71 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.076 

7,991.58 

Over Exploited 

Sundarpura 

0812001001576200 

0.24 

0.00 

3,880.21 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.01 

0.00 

3,364.57 

0.00 

0.00 

0.00 

0.01 

0.13 

0.00 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.067 

8,693.71 

Over Exploited 

Sunder Ka Bas 

0812001001576400 

0.24 

0.03 

123.59 

0.03 

- 

0.03 

0.02 

0.15 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.046 

0.002 

0.044 

0.161 

367.37 

Over Exploited 



0.01 

0.00 

1,328.22 

0.00 

- 

0.00 

0.02 

0.21 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.013 

0.145 

1,151.45 

Over Exploited 

Surana 

0812000301477800 

0.15 

0.03 

473.91 

0.03 

0.01 

0.04 

0.02 

0.16 

0.00 

0.0400 

- 

- 

- 

0.040 

0.044 

0.088 

0.004 

0.084 

0.340 

405.08 

Over Exploited 

Tejpura 

0812000301473100 

0.15 

0.00 

101.29 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.017 

2,782.65 

Over Exploited 

Tori 

0812000301477600 

0.15 

0.33 

(2.03) 

0.32 

0.02 

0.34 

0.07 

0.61 

0.04 

0.0700 

- 

- 

- 

0.070 

0.112 

0.456 

0.023 

0.433 

0.615 

141.83 

Over Exploited 

Trilok Pura 

0812000301471700 

0.15 

0.00 

965.03 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.056 

2,043.33 

Over Exploited 

Udawala 

0812000301476900 

0.15 

0.00 

2,539.67 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.057 

548.44 

Over Exploited 

Vishan Garh 

0812000301474800 

0.15 

0.08 

371,075.12 

0.10 

0.01 

0.11 

0.01 

0.12 

0.01 

0.0200 

- 

- 

- 

0.020 

0.030 

0.135 

0.007 

0.128 

0.519 

404.57 

Over Exploited 



0.06 

0.10 

(189.58) 

0.12 

0.01 

0.13 

0.02 

0.21 

0.01 

0.0300 

- 

- 

- 

0.030 

0.043 

0.175 

0.009 

0.166 

0.950 

572.88 

Over Exploited 

Agawali 

0811000101342100 

0.20 

0.02 

485.27 

0.02 

0.00 

0.02 

0.01 

0.13 

- 

- 

- 

- 

0.005 

0.006 

0.006 

0.029 

0.001 

0.028 

0.049 

173.63 

Over Exploited 



0.08 

0.00 

571.61 

0.00 

- 

0.00 

0.01 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.016 

1,292.61 

Over Exploited 



0.10 

0.11 

(19.60) 

0.09 

0.00 

0.09 

0.05 

0.48 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.099 

0.005 

0.094 

0.135 

143.30 

Over Exploited 

Al Ka Was 

0811000101343600 

0.20 

0.04 

- 

0.04 

0.00 

0.05 

0.06 

0.67 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.048 

0.005 

0.043 

0.117 

269.70 

Over Exploited 

Alipur 

0811000101360400 

0.22 

0.60 

- 

0.60 

0.01 

0.61 

0.06 

0.60 

0.07 

0.0200 

- 

- 

- 

0.020 

0.088 

0.702 

0.070 

0.632 

0.561 

88.79 

Semi Critical 

Anandpura 

0811000101348200 

0.10 

0.03 

9.82 

0.04 

0.00 

0.04 

0.06 

0.67 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.036 

0.002 

0.034 

0.123 

361.72 

Over Exploited 

Arniya 

0811000101346200 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ashapura 

0811000101346800 

0.20 

0.11 

- 

0.11 

- 

0.11 

0.06 

0.66 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.116 

0.012 

0.105 

0.169 

161.20 

Over Exploited 

Badabas 

0811000101360600 

0.22 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.17 

0.00 

- 

- 

- 

- 

- 

0.002 

0.020 

0.002 

0.018 

0.046 

261.19 

Over Exploited 

Badiyal Khurd 

0811000101347200 

0.20 

0.18 

- 

0.18 

0.01 

0.19 

0.05 

0.48 

- 

0.0100 

- 

- 

0.013 

0.024 

0.024 

0.217 

0.022 

0.195 

0.233 

119.40 

Over Exploited 



0.08 

0.00 

- 

0.00 

0.00 

0.01 

0.01 

0.11 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.011 

0.001 

0.010 

0.040 

407.66 

Over Exploited 

Balloopura 

0806001000911500 

0.24 

0.00 

1,473.74 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.040 

3,464.41 

Over Exploited 

Banapura 

0811000101348900 

0.20 

0.00 

21,394.77 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.02 

9.12 

0.02 

- 

0.02 

0.03 

0.26 

- 

- 

- 

- 

- 

- 

- 

0.018 

0.001 

0.017 

0.045 

269.72 

Over Exploited 



0.08 

0.00 

25,436.33 

0.00 

- 

0.00 

0.02 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.020 

440.58 

Over Exploited 

Bandh Ramsagar 

0806001000908900 

0.24 

0.02 

310.68 

0.02 

- 

0.02 

0.02 

0.23 

- 

- 

- 

- 

- 

- 

- 

0.021 

0.001 

0.020 

0.002 

8.45 

Safe 



0.10 

0.01 

14,447.97 

0.01 

- 

0.01 

0.03 

0.30 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.014 

0.002 

16.24 

Safe 

Bandikui (M) 

0811000141101000 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.01 

0.07 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

0.000 

0.004 

0.360 

9,280.24 

Over Exploited 

Bandikui Jageer(Rural) 

0811000101347800 

0.20 

0.06 

- 

0.06 

0.01 

0.07 

0.04 

0.44 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.090 

0.009 

0.081 

0.470 

579.95 

Over Exploited 

Barh Bishanpura 

0811000101347600 

0.20 

0.07 

(21.41) 

0.06 

- 

0.06 

0.06 

0.67 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.068 

0.003 

0.064 

0.187 

290.65 

Over Exploited 

Bas Biwai 

0811000101354500 

0.20 

0.26 

- 

0.26 

0.00 

0.26 

0.06 

0.66 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.265 

0.027 

0.239 

0.252 

105.47 

Over Exploited 

Basra Brahman 

0811000101348300 

0.20 

0.05 

(12.53) 

0.05 

- 

0.05 

0.05 

0.56 

- 

- 

- 

- 

- 

- 

- 

0.046 

0.002 

0.044 

0.106 

243.83 

Over Exploited 



0.10 

0.00 

(61.29) 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.008 

994.77 

Over Exploited 

Baswa 

0811000101342800 

0.08 

0.00 

37,545.05 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.030 

60,054.15 

Over Exploited 



0.10 

1.04 

64.92 

1.24 

0.05 

1.29 

0.06 

0.64 

- 

0.1500 

- 

- 

- 

0.150 

0.150 

1.443 

0.072 

1.371 

4.273 

311.78 

Over Exploited 

Bedari Goojran 

0811000101354200 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.003 

0.000 

0.003 

0.037 

1,261.09 

Over Exploited 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

2,633.86 

Over Exploited 

Beeghota 

0806001000908500 

0.24 

0.90 

14.92 

1.03 

0.01 

1.04 

0.05 

0.52 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

1.144 

0.057 

1.087 

0.884 

81.34 

Semi Critical 



0.10 

0.02 

232.36 

0.02 

- 

0.02 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.032 

0.002 

0.031 

0.127 

415.03 

Over Exploited 

Bhatpura 

0811000101349200 

0.20 

0.06 

(25.49) 

0.05 

- 

0.05 

0.04 

0.41 

- 

- 

- 

- 

- 

- 

- 

0.052 

0.003 

0.049 

0.128 

260.89 

Over Exploited 



0.10 

0.00 

(53.49) 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.015 

2,310.16 

Over Exploited 

Bishanpura 

0811000101343500 

0.20 

0.22 

- 

0.22 

- 

0.22 

0.06 

0.67 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.229 

0.023 

0.206 

0.152 

74.02 

Semi Critical 

Biwai 

0811000101354400 

0.20 

0.30 

- 

0.30 

- 

0.30 

0.05 

0.50 

- 

- 

- 

- 

- 

- 

- 

0.302 

0.030 

0.272 

0.146 

53.72 

Safe 

Chainpura 

0811000101344100 

0.08 

0.02 

- 

0.02 

- 

0.02 

0.06 

0.61 

- 

- 

- 

- 

- 

- 

- 

0.018 

0.002 

0.016 

0.025 

155.32 

Over Exploited 

Chak Anandpura 

0811000101348100 

0.20 

0.05 

(53.86) 

0.04 

- 

0.04 

0.03 

0.33 

- 

- 

- 

- 

- 

- 

- 

0.038 

0.002 

0.036 

0.006 

17.19 

Safe 



0.10 

0.02 

(86.14) 

0.02 

- 

0.02 

0.03 

0.33 

- 

- 

- 

- 

- 

- 

- 

0.019 

0.001 

0.018 

0.006 

34.18 

Safe 

Chak Biwai 

0811000101354600 

0.20 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.001 

0.007 

0.009 

127.31 

Over Exploited 

Chak Rewasa 

0811000101347400 

0.20 

0.12 

- 

0.12 

- 

0.12 

0.06 

0.66 

- 

- 

- 

- 

- 

- 

- 

0.118 

0.012 

0.106 

0.073 

68.53 

Safe 

Chamaron Ka Bas 

0811000101360000 

0.22 

0.19 

- 

0.19 

- 

0.19 

0.05 

0.48 

0.02 

- 

- 

- 

- 

- 

0.022 

0.213 

0.021 

0.192 

0.100 

52.01 

Safe 

Chandera 

0811000101339800 

0.20 

0.00 

1,081.78 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.013 

1,076.98 

Over Exploited 

Chanpawas 

0811000101357800 

0.20 

0.11 

- 

0.11 

0.00 

0.11 

0.05 

0.51 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.106 

0.011 

0.096 

0.082 

85.88 

Semi Critical 

Cheemapura 

0811000101343700 

0.20 

0.11 

- 

0.11 

0.00 

0.11 

0.05 

0.51 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.115 

0.011 

0.103 

0.063 

61.46 

Safe 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.02 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.017 

444.37 

Over Exploited 

Deeppura Ghati 

0811000101342600 

0.08 

0.01 

646,811.53 

0.01 

- 

0.01 

0.02 

0.23 

- 

- 

- 

- 

- 

- 

- 

0.015 

0.001 

0.014 

0.065 

470.66 

Over Exploited 



0.10 

0.00 

1,189.97 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.024 

1,490.07 

Over Exploited 

Deoti 

0806001000908800 

0.24 

0.31 

91.49 

0.37 

0.04 

0.41 

0.06 

0.62 

- 

0.0100 

- 

- 

0.067 

0.077 

0.077 

0.489 

0.024 

0.465 

0.117 

25.20 

Safe 



0.10 

0.00 

(1,243.53) 

0.00 

0.01 

0.01 

0.00 

0.04 

- 

- 

- 

- 

0.019 

0.019 

0.019 

0.033 

0.002 

0.031 

0.009 

28.09 

Safe 

Dewara 

0811000101348400 

0.10 

0.08 

(33.83) 

0.07 

- 

0.07 

0.06 

0.67 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.076 

0.004 

0.072 

0.162 

223.33 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Dhapawan Kalan 

081100010134380C 

1.551 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.273 

-0.09 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.002 

0.11 

0.10 







Non-command 

Quartzite 

1.278 

-0.09 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.010 

0.50 

0.46 


Dhapawan Khurd 

081100010134400C 

3.076 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.006 

-0.04 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

3.024 

-0.04 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.024 

0.59 

0.55 


Dhigariya Bhim 

081100010135920C 

6.988 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.234 

-0.81 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.010 

0.10 

0.09 


Dhigariya Kapoor 

0811000101359100 

2.932 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.940 

-0.81 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.007 

0.19 

0.17 


Dilawarpura 

0811000101341600 

3.999 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.416 

0.27 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.11 

0.12 

0.18 

0.019 

0.36 

0.34 







Non-command 

Quartzite 

0.204 

0.27 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.03 

0.03 


Dubbi 

0811000101354700 

2.575 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.290 

-0.98 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.010 

0.30 

0.28 


Echeri 

0811000101341700 

8.863 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.925 

0.05 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.22 

0.015 

0.13 

0.12 







Non-command 

Quartzite 

3.326 

0.05 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.25 

0.026 

0.23 

0.21 


Girdharpura 

0811000101348600 

1.779 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.398 

0.22 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.003 

0.13 

0.12 







Non-command 

Gneisses(B.G.C) 

1.381 

0.22 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.09 

0.011 

0.47 

0.43 


Golara 

0811000101357300 

4.450 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.118 

-0.60 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.001 

0.02 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.071 

-0.60 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.008 

0.14 

0.13 







Non-command 

Younger Alluvium 

0.019 

-0.60 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Goth 

0806001000910800 

2.789 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.887 

1.11 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.16 

0.14 

0.17 

0.004 

0.18 

0.20 







Non-command 

Quartzite 

0.035 

1.11 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Gullana 

0811000101343200 

8.059 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.271 

0.12 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.13 

0.010 

0.10 

0.09 







Non-command 

Quartzite 

1.133 

0.12 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.08 

0.009 

0.08 

0.08 







Non-command 

Gneisses(B.G.C) 

4.780 

0.12 

0.015 

0.09 

0.00 

0.00 

0.00 

0.00 

0.10 

0.11 

0.32 

0.037 

0.36 

0.33 


Gurha Ashikpura 

0811000101354900 

1.797 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.684 

-0.38 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.013 

0.56 

0.53 


Gurha Katla 

0811000101341400 

4.730 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.132 

0.08 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.001 

0.02 

0.02 







Non-command 

Quartzite 

0.898 

0.08 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.15 

0.007 

0.11 

0.11 


Guwara Ghesli 

0806001000910200 

0.443 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.443 

2.16 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.16 

0.18 

0.19 

0.002 

0.60 

0.55 


Harnathpura 

0811000101348000 

1.117 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.117 

0.16 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.16 

0.009 

0.60 

0.55 


Hingota 

0811000101359900 

3.127 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.197 

-0.91 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.009 

0.22 

0.20 


Jaipura 

0811000101343000 

1.908 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.484 

0.13 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.11 

0.004 

0.15 

0.14 







Non-command 

Gneisses(B.G.C) 

1.395 

0.13 

0.015 

0.05 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.19 

0.011 

0.44 

0.40 


Jaisinghpura 

0811000101342400 

2.927 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.322 

2.81 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.42 

0.46 

0.17 

0.010 

0.27 

0.25 







Non-command 

Quartzite 

0.000 

2.81 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

1.506 

2.81 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.10 

0.11 

0.14 

0.012 

0.31 

0.28 


Jaitpura 

0811000101344300 

1.572 

Fresh 

Non-command 

Non-command 

Quartzite 

1.572 

0.07 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.03 

0.03 

0.10 

0.012 

0.60 

0.57 


Jamdoli 

0806001000915500 

17.615 

Fresh 

Non-command 

Non-command 

Slate 

0.036 

1.03 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jhajhi Rampura 

0811000101342700 

5.053 

Fresh 

Non-command 

Non-command 

Quartzite 

1.135 

2.12 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.07 

0.009 

0.13 

0.13 







Non-command 

Gneisses(B.G.C) 

2.175 

2.12 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.11 

0.12 

0.15 

0.017 

0.26 

0.24 


Jhoonpri Pesarana 

0811000101349100 

0.874 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.874 

0.37 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.08 

0.007 

0.60 

0.56 


Joneta 

0806001000909300 

2.024 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.021 

-0.02 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.42 

0.010 

0.60 

0.55 


Kaler 

0811000101342500 

3.309 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.295 

2.70 

0.015 

0.09 

0.00 

0.00 

0.00 

0.00 

0.22 

0.24 

0.33 

0.026 

0.60 

0.55 


Kaneti 

0811000101359500 

1.943 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.099 

-0.94 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.009 

0.33 

0.30 


Kankarwas 

0811000101360300 

3.229 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.008 

-0.73 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Younger Alluvium 

1.074 

-0.73 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.008 

0.19 

0.16 


Kanwarpura 

0811000101347100 

0.844 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.844 

-0.05 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.007 

0.60 

0.56 


Kareeriya 

0811000101357500 

1.600 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.600 

-0.89 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.013 

0.59 

0.55 


Karnawar 

0811000101342000 

7.244 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.226 

-0.11 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.010 

0.10 

0.09 







Non-command 

Quartzite 

5.894 

-0.11 

0.020 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.69 

0.046 

0.49 

0.45 


Katarwada 

0811000101344600 

2.254 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.590 

-0.04 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.005 

0.16 

0.15 







Non-command 

Quartzite 

1.248 

-0.04 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.010 

0.33 

0.31 


Keshopura 

0811000101349000 

2.642 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.641 

0.53 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.13 

0.14 

0.13 

0.013 

0.37 

0.35 







Non-command 

Gneisses(B.G.C) 

0.805 

0.53 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.05 

0.006 

0.18 

0.17 







Non-command 

Slate 

0.021 

0.53 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Keshrisinghpura 

0811000101343100 

2.705 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.700 

0.05 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.10 

0.11 

0.32 

0.021 

0.60 

0.55 







Non-command 

Gneisses(B.G.C) 

0.005 

0.05 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khari Ki Jhonpari 

0811000101360200 

3.102 

Saline 

Non-command 

Non-command 

Younger Alluvium 

3.093 

-0.90 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.024 

0.57 

0.49 


Kherli 

0806001000908700 

2.050 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.929 

1.63 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.42 

0.43 

0.20 

0.009 

0.56 

0.54 







Non-command 

Quartzite 

0.113 

1.63 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.03 

0.03 


Khohra 

0811000101341900 

1.691 

Fresh 

Non-command 

Non-command 

Quartzite 

0.989 

-0.07 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.008 

0.35 

0.32 


Khoont Jatoli 

0811000101340400 

9.115 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.165 

0.26 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.05 

0.009 

0.08 

0.08 







Non-command 

Quartzite 

0.000 

0.26 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kishanpura 

0811000101349300 

2.890 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.402 

0.10 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.003 

0.08 

0.08 


Kolana 

0811000101347500 

2.485 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.485 

-0.04 

0.100 

0.29 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.13 

0.019 

0.60 

0.56 


Koondla 

0806001000904600 

6.444 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.978 

3.22 

0.120 

0.12 

0.02 

0.00 

0.00 

0.00 

1.25 

1.25 

0.46 

0.015 

0.27 

0.27 







Non-command 

Quartzite 

1.349 

3.22 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.12 

0.13 

0.007 

0.12 

0.12 







Non-command 

Limestone 

0.339 

3.22 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.002 

0.03 

0.03 


Kotwal Ka Bas 

0811000101355000 

2.834 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.242 

-0.42 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.05 

0.05 


Kukarwari 

0811000101348800 

0.942 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.942 

0.60 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.007 

0.60 

0.55 


Ladiya 

0806001000915600 

6.991 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.636 

0.76 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.04 

0.003 

0.05 

0.05 







Non-command 

Gneisses(B.G.C) 

0.000 

0.76 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Dhapawan Kalan 

0811000101343800 

0.20 

0.01 

- 

0.01 

0.00 

0.01 

0.01 

0.12 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.007 

0.001 

0.007 

0.047 

722.97 

Over Exploited 



0.08 

0.05 

- 

0.05 

0.00 

0.05 

0.05 

0.55 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.061 

0.006 

0.055 

0.187 

340.33 

Over Exploited 

Dhapawan Khurd 

0811000101344000 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.14 

- 

0.14 

- 

0.14 

0.06 

0.65 

- 

- 

- 

- 

- 

- 

- 

0.143 

0.014 

0.129 

0.096 

74.41 

Semi Critical 

Dhigariya Bhim 

0811000101359200 

0.22 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.028 

0.003 

0.025 

0.088 

344.79 

Over Exploited 

Dhigariya Kapoor 

0811000101359100 

0.22 

0.04 

- 

0.04 

- 

0.04 

0.02 

0.21 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.049 

0.005 

0.044 

0.193 

440.52 

Over Exploited 

Dilawarpura 

0811000101341600 

0.20 

0.17 

(31.04) 

0.14 

- 

0.14 

0.04 

0.40 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.150 

0.007 

0.142 

0.203 

142.72 

Over Exploited 



0.08 

0.00 

140.71 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.009 

1,513.34 

Over Exploited 

Dubbi 

0811000101354700 

0.20 

0.08 

- 

0.08 

0.00 

0.08 

0.03 

0.33 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.076 

0.008 

0.069 

0.094 

137.03 

Over Exploited 

Echeri 

0811000101341700 

0.20 

0.05 

1,193.85 

0.06 

- 

0.06 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.068 

0.003 

0.064 

0.231 

359.52 

Over Exploited 



0.08 

0.06 

(663.05) 

0.07 

- 

0.07 

0.02 

0.25 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.079 

0.004 

0.075 

0.278 

372.34 

Over Exploited 

Girdharpura 

0811000101348600 

0.20 

0.01 

93.20 

0.01 

- 

0.01 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.012 

0.046 

377.57 

Over Exploited 



0.10 

0.06 

(42.80) 

0.05 

0.00 

0.05 

0.05 

0.52 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.054 

0.003 

0.051 

0.097 

189.01 

Over Exploited 

Golara 

0811000101357300 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.033 

9,871.35 

Over Exploited 



0.20 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.16 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.041 

0.004 

0.037 

0.198 

541.96 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Goth 

0806001000910800 

0.24 

0.04 

267.40 

0.05 

- 

0.05 

0.02 

0.20 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.060 

0.003 

0.057 

0.176 

307.35 

Over Exploited 



0.10 

0.00 

2,751.28 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.008 

26,660.02 

Over Exploited 

Gullana 

0811000101343200 

0.20 

0.02 

148.41 

0.03 

- 

0.03 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.029 

0.001 

0.028 

0.140 

506.64 

Over Exploited 



0.08 

0.01 

223.34 

0.01 

- 

0.01 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.009 

0.088 

1,001.11 

Over Exploited 



0.10 

0.17 

308.69 

0.13 

- 

0.13 

0.04 

0.40 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.144 

0.007 

0.137 

0.354 

259.45 

Over Exploited 

Gurha Ashikpura 

0811000101354900 

0.20 

0.19 

- 

0.19 

0.00 

0.19 

0.06 

0.62 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.188 

0.019 

0.169 

0.109 

64.57 

Safe 

Gurha Katla 

0811000101341400 

0.20 

0.00 

2,549.12 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.000 

0.033 

6,617.37 

Over Exploited 



0.08 

0.01 

403.38 

0.01 

0.00 

0.01 

0.01 

0.13 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.025 

0.001 

0.024 

0.158 

662.18 

Over Exploited 

Guwara Ghesli 

0806001000910200 

0.24 

0.06 

180.71 

0.08 

- 

0.08 

0.06 

0.67 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.087 

0.004 

0.083 

0.187 

226.58 

Over Exploited 

Harnathpura 

0811000101348000 

0.20 

0.13 

(52.96) 

0.11 

- 

0.11 

0.06 

0.67 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.117 

0.006 

0.112 

0.168 

150.32 

Over Exploited 

Hingota 

0811000101359900 

0.22 

0.06 

- 

0.06 

0.00 

0.06 

0.03 

0.25 

0.01 

0.0100 

- 

- 

0.000 

0.010 

0.017 

0.075 

0.007 

0.067 

0.278 

412.75 

Over Exploited 

Jaipura 

0811000101343000 

0.20 

0.01 

168.05 

0.02 

- 

0.02 

0.02 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.018 

0.001 

0.017 

0.112 

662.12 

Over Exploited 



0.10 

0.06 

(6.18) 

0.06 

- 

0.06 

0.05 

0.49 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.068 

0.003 

0.064 

0.205 

318.18 

Over Exploited 

Jaisinghpura 

0811000101342400 

0.20 

0.07 

537.66 

0.09 

- 

0.09 

0.03 

0.30 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.096 

0.005 

0.091 

0.183 

200.50 

Over Exploited 



0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.05 

141.46 

0.06 

- 

0.06 

0.03 

0.34 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.066 

0.003 

0.063 

0.149 

237.30 

Over Exploited 

Jaitpura 

0811000101344300 

0.08 

0.08 

(63.60) 

0.06 

0.01 

0.07 

0.06 

0.66 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.076 

0.004 

0.072 

0.113 

157.55 

Over Exploited 

Jamdoli 

0806001000915500 

0.04 

0.00 

39,561.55 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jhajhi Rampura 

0811000101342700 

0.08 

0.01 

########## 

0.01 

- 

0.01 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.012 

0.081 

701.30 

Over Exploited 



0.10 

0.06 

109.61 

0.07 

- 

0.07 

0.03 

0.29 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.077 

0.004 

0.074 

0.168 

228.44 

Over Exploited 

Jhoonpri Pesarana 

0811000101349100 

0.10 

0.05 

(48.79) 

0.04 

- 

0.04 

0.06 

0.66 

- 

- 

- 

- 

- 

- 

- 

0.042 

0.002 

0.040 

0.082 

205.05 

Over Exploited 

Joneta 

0806001000909300 

0.24 

0.29 

- 

0.29 

0.01 

0.30 

0.06 

0.67 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.322 

0.032 

0.290 

0.432 

149.08 

Over Exploited 

Kaler 

0811000101342500 

0.10 

0.20 

23.65 

0.24 

- 

0.24 

0.06 

0.66 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.247 

0.012 

0.235 

0.357 

151.78 

Over Exploited 

Kaneti 

0811000101359500 

0.22 

0.08 

- 

0.08 

0.00 

0.08 

0.04 

0.37 

0.01 

- 

- 

- 

0.000 

0.000 

0.009 

0.089 

0.009 

0.080 

0.116 

144.26 

Over Exploited 

Kankarwas 

0811000101360300 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.04 

- 

0.04 

- 

0.04 

0.02 

0.21 

0.01 

- 

- 

- 

- 

- 

0.005 

0.050 

0.005 

0.045 

0.078 

174.57 

Over Exploited 

Kanwarpura 

0811000101347100 

0.20 

0.10 

- 

0.10 

- 

0.10 

0.06 

0.66 

- 

- 

- 

- 

- 

- 

- 

0.101 

0.010 

0.091 

0.083 

90.55 

Critical 

Kareeriya 

0811000101357500 

0.20 

0.19 

- 

0.19 

- 

0.19 

0.06 

0.65 

- 

- 

- 

- 

- 

- 

- 

0.189 

0.019 

0.170 

0.087 

50.96 

Safe 

Karnawar 

0811000101342000 

0.20 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.035 

0.004 

0.032 

0.226 

715.28 

Over Exploited 



0.08 

0.23 

- 

0.23 

0.01 

0.24 

0.05 

0.54 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.271 

0.027 

0.244 

0.737 

301.83 

Over Exploited 

Katarwada 

0811000101344600 

0.20 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.018 

0.002 

0.017 

0.102 

611.02 

Over Exploited 



0.08 

0.03 

- 

0.03 

- 

0.03 

0.04 

0.37 

- 

- 

- 

- 

- 

- 

- 

0.033 

0.003 

0.030 

0.140 

469.04 

Over Exploited 

Keshopura 

0811000101349000 

0.20 

0.12 

11.75 

0.14 

- 

0.14 

0.04 

0.41 

- 

- 

- 

- 

- 

- 

- 

0.137 

0.007 

0.130 

0.145 

111.55 

Over Exploited 



0.10 

0.01 

93.69 

0.02 

- 

0.02 

0.02 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.018 

0.001 

0.017 

0.060 

359.55 

Over Exploited 



0.08 

0.00 

2,369.49 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Keshrisinghpura 

0811000101343100 

0.20 

0.32 

(65.88) 

0.26 

0.00 

0.26 

0.06 

0.67 

- 

0.0100 

- 

- 

0.004 

0.015 

0.015 

0.277 

0.014 

0.263 

0.339 

128.74 

Over Exploited 



0.10 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khari Ki Jhonpari 

0811000101360200 

0.22 

0.39 

- 

0.39 

0.00 

0.39 

0.07 

0.64 

0.04 

- 

- 

- 

0.000 

- 

0.045 

0.433 

0.043 

0.390 

0.144 

37.01 

Safe 

Kherli 

0806001000908700 

0.24 

0.26 

65.57 

0.31 

0.01 

0.32 

0.06 

0.62 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.341 

0.017 

0.324 

0.207 

63.99 

Safe 



0.10 

0.00 

921.47 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.009 

2,016.35 

Over Exploited 

Khohra 

0811000101341900 

0.08 

0.02 

- 

0.02 

- 

0.02 

0.04 

0.39 

- 

- 

- 

- 

- 

- 

- 

0.024 

0.002 

0.021 

0.123 

577.80 

Over Exploited 

Khoont Jatoli 

0811000101340400 

0.20 

0.02 

44,817.13 

0.02 

- 

0.02 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.021 

0.001 

0.020 

0.063 

316.43 

Over Exploited 



0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kishanpura 

0811000101349300 

0.10 

0.00 

239.50 

0.00 

0.00 

0.00 

0.01 

0.09 

- 

- 

- 

- 

0.000 

- 

- 

0.004 

0.000 

0.004 

0.043 

1,121.31 

Over Exploited 

Kolana 

0811000101347500 

0.20 

0.30 

- 

0.30 

0.01 

0.31 

0.06 

0.67 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.349 

0.035 

0.314 

1.144 

364.41 

Over Exploited 

Koondla 

0806001000904600 

0.24 

0.19 

268,072.24 

0.23 

0.02 

0.25 

0.03 

0.30 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.300 

0.015 

0.285 

0.477 

167.36 

Over Exploited 



0.10 

0.02 

603.18 

0.02 

0.01 

0.03 

0.01 

0.14 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.050 

0.003 

0.048 

0.141 

295.94 

Over Exploited 



0.10 

0.00 

592,706.73 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.035 

4,898.86 

Over Exploited 

Kotwal Ka Bas 

0811000101355000 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.014 

627.32 

Over Exploited 

Kukarwari 

0811000101348800 

0.10 

0.06 

(64.57) 

0.05 

- 

0.05 

0.06 

0.67 

- 

- 

- 

- 

- 

- 

- 

0.045 

0.002 

0.043 

0.057 

133.10 

Over Exploited 

Ladiya 

0806001000915600 

0.15 

0.01 

899.14 

0.01 

- 

0.01 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.039 

658.64 

Over Exploited 



0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Slate 

1.733 

0.76 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.09 

0.008 

0.15 

0.14 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.012 

0.76 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.04 

0.005 

0.09 

0.08 


Lanki 

080600100090900C 

1.726 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.196 

1.37 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.25 

0.26 

0.21 

0.006 

0.41 

0.39 


Liloj 

081100010134940C 

2.460 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.101 

0.33 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.02 







Non-command 

Gneisses(B.G.C) 

2.357 

0.33 

0.015 

0.05 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.17 

0.018 

0.57 

0.53 


Liloj Ka Gola 

0811000101349500 

1.547 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.170 

0.32 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.001 

0.07 

0.06 







Non-command 

Gneisses(B.G.C) 

1.247 

0.32 

0.015 

0.05 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.19 

0.010 

0.48 

0.45 


Mahtani 

0811000101342300 

2.719 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.657 

2.18 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.37 

0.41 

0.01 

0.013 

0.37 

0.33 







Non-command 

Gneisses(B.G.C) 

1.062 

2.18 

0.015 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.00 

0.008 

0.24 

0.21 


Maihlooni 

0811000101344500 

0.688 

Fresh 

Non-command 

Non-command 

Quartzite 

0.688 

0.01 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.12 

0.005 

0.60 

0.56 


Maliwas 

0811000101357700 

1.336 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.153 

-1.00 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.009 

0.51 

0.48 


Mandawari 

0806001000909700 

2.711 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.880 

1.20 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.31 

0.33 

0.13 

0.009 

0.42 

0.39 







Non-command 

Limestone 

0.192 

1.20 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.04 

0.04 


Mau Kalan 

0811000101359400 

2.628 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.358 

-0.96 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.011 

0.30 

0.28 







Non-command 

Younger Alluvium 

0.503 

-0.96 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.004 

0.11 

0.11 


Mau Khera 

0811000101359300 

3.009 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.386 

-0.93 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.003 

0.08 

0.07 







Non-command 

Younger Alluvium 

2.623 

-0.93 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.021 

0.51 

0.47 


Mau Khurd 

0811000101357900 

1.414 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.956 

-0.92 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.007 

0.40 

0.37 







Non-command 

Younger Alluvium 

0.459 

-0.92 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.004 

0.19 

0.18 


Motiwara 

0806001000910300 

3.424 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.041 

2.45 

0.120 

0.19 

0.01 

0.00 

0.00 

0.00 

0.78 

0.83 

0.75 

0.010 

0.36 

0.33 







Non-command 

Limestone 

1.381 

2.45 

0.020 

0.08 

0.00 

0.00 

0.00 

0.01 

0.14 

0.15 

0.32 

0.007 

0.24 

0.23 


Muhi 

0811000101341500 

5.893 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.875 

0.23 

0.100 

0.23 

0.01 

0.00 

0.00 

0.00 

0.31 

0.32 

0.89 

0.030 

0.39 

0.38 







Non-command 

Quartzite 

1.373 

0.23 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.21 

0.011 

0.14 

0.13 


Mukarpura 

0811000101346900 

1.671 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.190 

-0.13 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.009 

0.43 

0.40 


Murrata 

0806001000909900 

0.702 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.009 

2.29 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Limestone 

0.668 

2.29 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.09 

0.003 

0.57 

0.54 


Nandera 

0811000101349600 

11.585 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.250 

-0.27 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.002 

0.01 

0.01 


Nangal Dharmoo 

0806001000911400 

1.568 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.041 

0.78 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.02 







Non-command 

Quartzite 

0.406 

0.78 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.07 

0.002 

0.15 

0.16 


Nangal Jhamarwara 

0811000101354800 

4.754 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.088 

-0.67 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.024 

0.39 

0.36 


Nangwas 

0811000101347000 

3.303 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.010 

-0.16 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.008 

0.18 

0.17 


Narayanpur 

0806001000909200 

2.486 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.484 

0.10 

0.120 

0.19 

0.01 

0.00 

0.00 

0.00 

0.21 

0.23 

0.74 

0.012 

0.60 

0.55 


Narayanpura 

0811000101347700 

1.718 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.718 

-0.02 

0.100 

0.21 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.82 

0.013 

0.60 

0.56 


Narwas 

0806001000909800 

0.768 

Fresh 

Non-command 

Non-command 

Limestone 

0.754 

1.96 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.07 

0.004 

0.59 

0.56 


Nathalwara 

0806001000909100 

4.219 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.168 

0.42 

0.120 

0.18 

0.01 

0.00 

0.00 

0.00 

0.38 

0.40 

0.71 

0.020 

0.59 

0.55 


Neemla 

0806001000911000 

5.605 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.576 

2.70 

0.120 

0.16 

0.01 

0.00 

0.00 

0.00 

0.98 

1.00 

0.63 

0.013 

0.27 

0.27 







Non-command 

Limestone 

2.948 

2.70 

0.020 

0.12 

0.01 

0.00 

0.00 

0.00 

0.27 

0.27 

0.46 

0.014 

0.31 

0.30 


Nihalpura 

0811000101358000 

2.626 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.009 

-0.78 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

0.631 

-0.78 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.005 

0.14 

0.13 


Noorpur Basda 

0811000101355200 

3.936 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.298 

-0.19 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.05 

0.04 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.066 

-0.19 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.008 

0.16 

0.15 


Panditpura 

0811000101347900 

5.453 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.585 

0.04 

0.100 

0.19 

0.01 

0.00 

0.00 

0.00 

0.19 

0.21 

0.71 

0.028 

0.40 

0.37 


Papraki 

0811000101354300 

3.545 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.206 

0.22 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.09 

0.017 

0.37 

0.35 







Non-command 

Gneisses(B.G.C) 

0.023 

0.22 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.317 

0.22 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.04 

0.010 

0.22 

0.21 


Parla 

0811000101348500 

1.616 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.610 

0.44 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.09 

0.013 

0.60 

0.55 


Patar Khera 

0811000101360100 

3.517 

Saline 

Non-command 

Non-command 

Younger Alluvium 

3.314 

-0.92 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.026 

0.55 

0.49 


Peepli Ka Bas 

0811000101343900 

0.976 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.020 

-0.07 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Quartzite 

0.956 

-0.07 

0.020 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.007 

0.59 

0.54 


Phulela 

0811000101343300 

3.843 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.689 

-0.11 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.005 

0.11 

0.10 







Non-command 

Quartzite 

3.145 

-0.11 

0.020 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.025 

0.49 

0.45 







Non-command 

Gneisses(B.G.C) 

0.008 

-0.11 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Pragpura 

0806001000915700 

2.028 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.254 

0.24 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.03 

0.001 

0.07 

0.07 


Prempura 

0806001000911100 

2.468 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.261 

2.45 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.72 

0.68 

0.20 

0.011 

0.53 

0.56 







Non-command 

Limestone 

0.040 

2.45 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Rajahera 

0811000101355300 

3.568 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.283 

-0.14 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.002 

0.05 

0.04 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.067 

-0.14 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Rajpur Bara 

0806001000910000 

7.670 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.806 

1.93 

0.120 

0.26 

0.01 

0.00 

0.00 

0.00 

1.36 

1.44 

1.02 

0.023 

0.37 

0.35 







Non-command 

Limestone 

2.549 

1.93 

0.020 

0.09 

0.00 

0.00 

0.00 

0.00 

0.19 

0.20 

0.35 

0.012 

0.20 

0.19 


Rambas 

0811000101344400 

1.949 

Fresh 

Non-command 

Non-command 

Quartzite 

1.767 

0.03 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.09 

0.014 

0.54 

0.51 


Rampuriya Ka Bas 

0811000101342200 

1.690 

Fresh 

Non-command 

Non-command 

Quartzite 

0.336 

0.43 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.003 

0.12 

0.11 







Non-command 

Gneisses(B.G.C) 

1.354 

0.43 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.07 

0.011 

0.48 

0.44 


Ramsinghpura 

0806001000904700 

2.751 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.558 

2.40 

0.120 

0.10 

0.02 

0.00 

0.00 

0.00 

0.82 

0.84 

0.40 

0.012 

0.55 

0.54 







Non-command 

Quartzite 

0.077 

2.40 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.02 


Ratanpura 

0806001000910900 

1.098 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.408 

2.04 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.10 

0.002 

0.21 

0.23 







Non-command 

Limestone 

0.625 

2.04 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.09 

0.003 

0.32 

0.36 


Rehariya 

0811000101339600 

12.624 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.357 

0.88 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.003 

0.02 

0.02 







Non-command 

Quartzite 

0.661 

0.88 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.005 

0.03 

0.03 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.04 

0.01 

83.58 

0.01 

- 

0.01 

0.02 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.012 

0.094 

808.84 

Over Exploited 



0.15 

0.01 

480.22 

0.02 

- 

0.02 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.016 

0.001 

0.015 

0.047 

312.41 

Over Exploited 

Lanki 

080600100090900C 

0.24 

0.10 

61,714.26 

0.12 

- 

0.12 

0.04 

0.46 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.138 

0.007 

0.131 

0.217 

165.89 

Over Exploited 

Liloj 

0811000101349400 

0.20 

0.00 

598.54 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.012 

2,064.98 

Over Exploited 



0.10 

0.14 

(51.20) 

0.11 

- 

0.11 

0.06 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.118 

0.006 

0.112 

0.184 

164.07 

Over Exploited 

Liloj Ka Gola 

0811000101349500 

0.20 

0.00 

640.53 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.033 

1,296.67 

Over Exploited 



0.10 

0.06 

0.06 

0.06 

- 

0.06 

0.05 

0.54 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.071 

0.004 

0.067 

0.200 

298.29 

Over Exploited 

Mahtani 

0811000101342300 

0.20 

0.12 

234.17 

0.15 

0.00 

0.15 

0.04 

0.41 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.152 

0.008 

0.144 

0.024 

16.65 

Safe 



0.10 

0.03 

(40.12) 

0.02 

0.02 

0.04 

0.02 

0.26 

- 

- 

- 

- 

0.032 

0.032 

0.032 

0.073 

0.004 

0.069 

0.008 

12.00 

Safe 

Maihlooni 

0811000101344500 

0.08 

0.03 

(4.88) 

0.03 

0.00 

0.03 

0.06 

0.66 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.033 

0.002 

0.031 

0.127 

405.43 

Over Exploited 

Maliwas 

0811000101357700 

0.20 

0.12 

- 

0.12 

- 

0.12 

0.06 

0.56 

- 

- 

- 

- 

- 

- 

- 

0.117 

0.012 

0.105 

0.050 

47.64 

Safe 

Mandawari 

0806001000909700 

0.24 

0.19 

76.80 

0.22 

- 

0.22 

0.04 

0.46 

- 

- 

- 

- 

- 

- 

- 

0.225 

0.011 

0.214 

0.141 

66.10 

Safe 



0.10 

0.00 

78,120.40 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.009 

1,046.53 

Over Exploited 

Mau Kalan 

0811000101359400 

0.20 

0.08 

- 

0.08 

- 

0.08 

0.03 

0.34 

0.01 

- 

- 

- 

- 

- 

0.009 

0.091 

0.009 

0.082 

0.093 

113.09 

Over Exploited 



0.22 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.001 

0.014 

0.001 

0.012 

0.039 

314.52 

Over Exploited 

Mau Khera 

0811000101359300 

0.20 

0.01 

- 

0.01 

0.00 

0.01 

0.01 

0.08 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

0.001 

0.005 

0.057 

1,065.44 

Over Exploited 



0.22 

0.29 

- 

0.29 

- 

0.29 

0.06 

0.57 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.304 

0.030 

0.274 

0.409 

149.12 

Over Exploited 

Mau Khurd 

0811000101357900 

0.20 

0.08 

- 

0.08 

- 

0.08 

0.04 

0.44 

- 

- 

- 

- 

- 

- 

- 

0.076 

0.008 

0.068 

0.139 

204.17 

Over Exploited 



0.22 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.019 

0.002 

0.017 

0.064 

367.18 

Over Exploited 

Motiwara 

0806001000910300 

0.24 

0.17 

375.90 

0.21 

0.01 

0.22 

0.04 

0.40 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.250 

0.012 

0.237 

0.762 

321.02 

Over Exploited 



0.10 

0.03 

340.14 

0.04 

0.01 

0.05 

0.03 

0.27 

- 

0.0100 

- 

- 

0.015 

0.025 

0.025 

0.075 

0.004 

0.072 

0.326 

454.87 

Over Exploited 

Muhi 

0811000101341500 

0.20 

0.30 

5,823.06 

0.32 

0.01 

0.33 

0.04 

0.43 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.362 

0.018 

0.344 

0.916 

266.46 

Over Exploited 



0.08 

0.02 

352.70 

0.02 

- 

0.02 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.028 

0.001 

0.027 

0.220 

816.19 

Over Exploited 

Mukarpura 

0811000101346900 

0.20 

0.10 

- 

0.10 

- 

0.10 

0.05 

0.47 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.112 

0.011 

0.101 

0.182 

181.26 

Over Exploited 

Murrata 

0806001000909900 

0.24 

0.00 

14,711.57 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.04 

39.29 

0.05 

- 

0.05 

0.06 

0.63 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.055 

0.003 

0.053 

0.095 

180.98 

Over Exploited 

Nandera 

0811000101349600 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.024 

1,134.14 

Over Exploited 

Nangal Dharmoo 

0806001000911400 

0.24 

0.00 

2,280.81 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.013 

7,195.83 

Over Exploited 



0.10 

0.01 

199.13 

0.01 

- 

0.01 

0.02 

0.16 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.007 

0.069 

930.93 

Over Exploited 

Nangal Jhamarwara 

0811000101354800 

0.20 

0.24 

- 

0.24 

- 

0.24 

0.04 

0.43 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.248 

0.025 

0.223 

0.192 

86.18 

Semi Critical 

Nangwas 

0811000101347000 

0.20 

0.04 

- 

0.04 

- 

0.04 

0.02 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.037 

0.004 

0.033 

0.094 

281.71 

Over Exploited 

Narayanpur 

0806001000909200 

0.24 

0.36 

(36.44) 

0.29 

0.01 

0.30 

0.06 

0.67 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.327 

0.016 

0.311 

0.751 

241.82 

Over Exploited 

Narayanpura 

0811000101347700 

0.20 

0.21 

- 

0.21 

0.01 

0.22 

0.06 

0.67 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.247 

0.025 

0.222 

0.835 

376.28 

Over Exploited 

Narwas 

0806001000909800 

0.10 

0.04 

17.66 

0.05 

- 

0.05 

0.06 

0.65 

- 

- 

- 

- 

- 

- 

- 

0.052 

0.003 

0.049 

0.071 

143.06 

Over Exploited 

Nathalwara 

0806001000909100 

0.24 

0.59 

(31.72) 

0.47 

0.01 

0.48 

0.06 

0.66 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.514 

0.026 

0.489 

0.733 

150.06 

Over Exploited 

Neemla 

0806001000911000 

0.24 

0.17 

498.00 

0.20 

0.01 

0.21 

0.03 

0.30 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.231 

0.012 

0.220 

0.638 

290.08 

Over Exploited 



0.10 

0.09 

199.60 

0.11 

0.01 

0.12 

0.03 

0.34 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.140 

0.007 

0.133 

0.473 

356.25 

Over Exploited 

Nihalpura 

0811000101358000 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.020 

0.002 

0.018 

0.137 

770.13 

Over Exploited 

Noorpur Basda 

0811000101355200 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.002 

0.013 

548.57 

Over Exploited 



0.20 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.034 

0.003 

0.031 

0.038 

123.58 

Over Exploited 

Panditpura 

0811000101347900 

0.20 

0.28 

(25.99) 

0.23 

0.01 

0.24 

0.04 

0.44 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.267 

0.013 

0.253 

0.741 

292.43 

Over Exploited 

Papraki 

0811000101354300 

0.20 

0.16 

(48.61) 

0.13 

- 

0.13 

0.04 

0.41 

- 

- 

- 

- 

- 

- 

- 

0.131 

0.007 

0.125 

0.106 

85.26 

Semi Critical 



0.10 

0.00 

1,034.15 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.06 

(28.33) 

0.05 

- 

0.05 

0.02 

0.25 

- 

- 

- 

- 

- 

- 

- 

0.047 

0.002 

0.044 

0.045 

102.01 

Over Exploited 

Parla 

0811000101348500 

0.10 

0.10 

(53.90) 

0.08 

- 

0.08 

0.06 

0.66 

- 

- 

- 

- 

- 

- 

- 

0.077 

0.004 

0.074 

0.099 

134.13 

Over Exploited 

Patar Khera 

0811000101360100 

0.22 

0.40 

- 

0.40 

- 

0.40 

0.06 

0.61 

0.04 

- 

- 

- 

- 

- 

0.045 

0.443 

0.044 

0.399 

0.151 

37.86 

Safe 

Peepli Ka Bas 

0811000101343900 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.05 

- 

0.05 

- 

0.05 

0.06 

0.65 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.055 

0.006 

0.050 

0.323 

652.62 

Over Exploited 

Phulela 

0811000101343300 

0.20 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.015 

0.001 

0.013 

0.102 

763.43 

Over Exploited 



0.08 

0.12 

- 

0.12 

0.00 

0.12 

0.05 

0.55 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.135 

0.014 

0.122 

0.306 

251.23 

Over Exploited 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pragpura 

0806001000915700 

0.15 

0.00 

452.62 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.026 

809.82 

Over Exploited 

Prempura 

0806001000911100 

0.24 

0.29 

219,780.14 

0.34 

- 

0.34 

0.06 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.354 

0.018 

0.337 

0.209 

62.11 

Safe 



0.10 

0.00 

4,887.25 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rajah era 

0811000101355300 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.002 

0.026 

1,086.85 

Over Exploited 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Rajpur Bara 

0806001000910000 

0.24 

0.43 

233.46 

0.52 

0.01 

0.53 

0.04 

0.41 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.568 

0.028 

0.540 

1.047 

194.05 

Over Exploited 



0.10 

0.05 

423,647.55 

0.06 

- 

0.06 

0.02 

0.22 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.070 

0.004 

0.067 

0.362 

544.92 

Over Exploited 

Rambas 

0811000101344400 

0.08 

0.08 

(156.49) 

0.06 

- 

0.06 

0.06 

0.60 

- 

- 

- 

- 

- 

- 

- 

0.060 

0.003 

0.057 

0.108 

188.23 

Over Exploited 

Rampuriya Ka Bas 

0811000101342200 

0.08 

0.00 

339.11 

0.00 

- 

0.00 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.025 

668.27 

Over Exploited 



0.10 

0.07 

(51.48) 

0.05 

- 

0.05 

0.05 

0.54 

- 

- 

- 

- 

- 

- 

- 

0.052 

0.003 

0.050 

0.083 

165.85 

Over Exploited 

Ramsinghpura 

0806001000904700 

0.24 

0.34 

146.36 

0.41 

0.02 

0.43 

0.06 

0.61 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.477 

0.024 

0.453 

0.415 

91.70 

Critical 



0.10 

0.00 

2,867.67 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

5,737.38 

Over Exploited 

Ratanpura 

0806001000910900 

0.24 

0.02 

421.85 

0.02 

- 

0.02 

0.02 

0.24 

0.00 

- 

- 

- 

- 

- 

0.002 

0.027 

0.001 

0.026 

0.097 

375.58 

Over Exploited 



0.10 

0.02 

102.58 

0.02 

- 

0.02 

0.04 

0.36 

0.00 

- 

- 

- 

- 

- 

0.002 

0.027 

0.001 

0.025 

0.090 

357.41 

Over Exploited 

Rehariya 

0811000101339600 

0.20 

0.00 

3,251.27 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.025 

1,822.52 

Over Exploited 



0.08 

0.00 

1,178.07 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.027 

1,457.95 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Rewasa 

081100010134180C 

0.360 

Fresh 

Non-command 

Non-command 

Quartzite 

0.360 

-0.04 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.003 

0.60 

0.56 


Rundh Beegota 

0806001000908400 

0.311 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.022 

1.16 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.04 

0.04 







Non-command 

Quartzite 

0.057 

1.16 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.000 

0.11 

0.11 


Rundh Daulatpura 

0806001000910400 

0.066 

Fresh 

Non-command 

Non-command 

Limestone 

0.001 

2.05 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Sabrawali 

0811000101348700 

8.147 

Fresh 

Non-command 

Non-command 

Quartzite 

0.086 

1.09 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

6.045 

1.09 

0.015 

0.07 

0.00 

0.00 

0.00 

0.00 

0.17 

0.18 

0.22 

0.047 

0.45 

0.41 







Non-command 

Slate 

0.381 

1.09 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.003 

0.03 

0.03 


Sahajpura 

0811000101343400 

3.091 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.088 

-0.06 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.024 

0.60 

0.55 







Non-command 

Gneisses(B.G.C) 

0.003 

-0.06 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sakat 

0806001000909600 

7.570 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.416 

0.60 

0.120 

0.80 

0.04 

0.00 

0.00 

0.00 

1.29 

1.40 

3.14 

0.036 

0.59 

0.54 







Non-command 

Limestone 

0.051 

0.60 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.00 

0.00 


Seemla 

0811000101357600 

2.352 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.099 

-1.00 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.016 

0.52 

0.50 


Shobhapura 

0806001000909500 

1.610 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.610 

1.36 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.35 

0.39 

0.36 

0.008 

0.60 

0.55 


Shyampura 

0811000101344700 

3.592 

Fresh 

Non-command 

Non-command 

Quartzite 

0.767 

-0.10 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.006 

0.13 

0.12 


Sonari 

0811000101355100 

1.844 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.032 

-0.30 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Sudharanpara 

0811000101357400 

2.914 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.286 

-0.66 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.010 

0.26 

0.25 


Surer 

0806001000911300 

6.456 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.215 

1.64 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.31 

0.29 

0.28 

0.006 

0.11 

0.11 







Non-command 

Quartzite 

4.430 

1.64 

0.020 

0.17 

0.01 

0.00 

0.00 

0.00 

0.31 

0.29 

0.65 

0.022 

0.40 

0.42 


Syalawas Kalan 

0811000101346600 

2.628 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.032 

-0.37 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Syalawas Khurd(Rural) 

0811000101346700 

4.021 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.416 

-0.57 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.003 

0.06 

0.06 


Talab 

0806001000897300 

9.968 

Fresh 

Non-command 

Non-command 

Quartzite 

0.022 

3.61 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Thala Ki Dhani 

0811000101347300 

0.978 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.978 

-0.04 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.008 

0.60 

0.56 


Thamawali 

0806001000909400 

3.222 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.461 

0.39 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.21 

0.23 

0.33 

0.012 

0.46 

0.42 







Non-command 

Quartzite 

0.618 

0.39 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.05 

0.003 

0.12 

0.11 







Non-command 

Gneisses(B.G.C) 

0.143 

0.39 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.03 

0.02 


Thikariya 

0811000101357200 

1.863 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.158 

-0.71 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.05 

0.05 







Non-command 

Younger Alluvium 

0.213 

-0.71 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.002 

0.07 

0.06 


Tigariya 

0811000101359600 

2.980 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

-0.91 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

0.097 

-0.91 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.02 


Tihara 

0811000101344200 

1.836 

Fresh 

Non-command 

Non-command 

Quartzite 

1.759 

0.02 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.07 

0.014 

0.57 

0.54 


Todi 

0806001000910100 

1.416 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.239 

2.07 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.38 

0.41 

0.26 

0.006 

0.53 

0.49 







Non-command 

Limestone 

0.177 

2.07 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.001 

0.07 

0.07 


Ukeri 

0806001000919500 

9.452 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.166 

-1.02 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Younger Alluvium 

1.804 

-1.02 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.009 

0.11 

0.09 


Uprera 

0811000101342900 

5.148 

Fresh 

Non-command 

Non-command 

Quartzite 

0.068 

1.34 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

4.486 

1.34 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.11 

0.01 

0.035 

0.53 

0.48 


Urwari 

0811000101339700 

7.370 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.252 

0.67 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.002 

0.02 

0.02 


Veerpur 

0806001000908600 

3.930 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.240 

1.27 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.53 

0.55 

0.20 

0.016 

0.49 

0.48 







Non-command 

Quartzite 

0.304 

1.27 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.05 

0.04 


Vijainagar 

0806001000911200 

0.724 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.698 

2.66 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.26 

0.27 

0.15 

0.003 

0.57 

0.56 

03001030 

Agar 

0806000900886600 

12.505 

Fresh 

Non-command 

Non-command 

Quartzite 

0.004 

1.22 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ajabgarh 

0806000900893700 

3.639 

Fresh 

Non-command 

Non-command 

Quartzite 

2.028 

1.01 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.13 

0.010 

0.33 

0.42 


Akhepura 

0811000401392000 

0.331 

Fresh 

Non-command 

Non-command 

Quartzite 

0.221 

0.39 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.001 

0.39 

0.44 


Angari 

0806000900885000 

11.120 

Fresh 

Non-command 

Non-command 

Quartzite 

2.447 

1.11 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.10 

0.012 

0.14 

0.18 







Non-command 

Slate 

3.395 

1.11 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.12 

0.09 

0.13 

0.016 

0.19 

0.25 


Baldeogarh 

0806001000908200 

8.707 

Fresh 

Non-command 

Non-command 

Quartzite 

5.326 

0.78 

0.020 

0.15 

0.02 

0.00 

0.00 

0.00 

0.21 

0.20 

0.56 

0.026 

0.36 

0.39 







Non-command 

Slate 

3.135 

0.78 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.13 

0.12 

0.34 

0.015 

0.21 

0.23 


Balloowas 

0806000900891100 

3.879 

Fresh 

Non-command 

Non-command 

Quartzite 

3.879 

2.04 

0.020 

0.05 

0.01 

0.00 

0.00 

0.03 

0.17 

0.13 

0.18 

0.019 

0.61 

0.79 


Bamanwas Chaugan 

0806000900888000 

3.160 

Fresh 

Non-command 

Non-command 

Quartzite 

2.146 

1.59 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.15 

0.11 

0.34 

0.010 

0.43 

0.55 







Non-command 

Slate 

1.014 

1.59 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.05 

0.16 

0.005 

0.20 

0.26 


Banchhri 

0806000900888200 

1.381 

Fresh 

Non-command 

Non-command 

Quartzite 

1.381 

1.61 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.06 

0.05 

0.11 

0.007 

0.63 

0.81 


Barh Rajdhar 

0811000401391000 

0.686 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.548 

0.49 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.004 

0.46 

0.55 







Non-command 

Quartzite 

0.006 

0.49 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Sainthal Sagar 

Command 

Older Alluvium 

0.132 

0.49 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.11 

0.13 


Barwa Doongri 

0806001000907900 

0.637 

Fresh 

Non-command 

Non-command 

Quartzite 

0.637 

0.38 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.05 

0.05 

0.24 

0.003 

0.59 

0.67 


Bassi 

0812001101592700 

5.352 

Fresh 

Non-command 

Non-command 

Quartzite 

0.021 

0.55 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Berli 

0806001000904900 

0.907 

Fresh 

Non-command 

Non-command 

Limestone 

0.758 

1.13 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.004 

0.49 

0.51 


Bhaiyapura 

0811000401390700 

1.438 

Fresh 

Non-command 

Non-command 

Quartzite 

1.210 

0.52 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.008 

0.49 

0.61 






Sainthal Sagar 

Command 

Quartzite 

0.228 

0.52 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.09 

0.11 


Bhangarh 

0806001000906000 

8.936 

Fresh 

Non-command 

Non-command 

Quartzite 

8.652 

0.68 

0.020 

0.11 

0.01 

0.00 

0.00 

0.00 

0.22 

0.17 

0.37 

0.042 

0.56 

0.70 


Bheekampura 

0806000900888500 

2.125 

Fresh 

Non-command 

Non-command 

Quartzite 

2.125 

1.76 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.12 

0.10 

0.22 

0.010 

0.62 

0.79 


Binawala 

0811000401390300 

2.895 

Fresh 

Non-command 

Non-command 

Quartzite 

1.251 

0.54 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.06 

0.008 

0.25 

0.30 






Sainthal Sagar 

Command 

Quartzite 

0.972 

0.54 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.006 

0.19 

0.23 


Birkari 

0806001000906800 

12.862 

Fresh 

Non-command 

Non-command 

Quartzite 

12.862 

0.54 

0.020 

0.20 

0.03 

0.00 

0.00 

0.07 

0.24 

0.21 

0.71 

0.063 

0.58 

0.68 


Bishanpura 

0811000401392100 

6.463 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.996 

0.34 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.12 

0.10 

0.22 

0.013 

0.18 

0.20 







Non-command 

Quartzite 

0.492 

0.34 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.05 

0.003 

0.04 

0.05 


Boroda 

0811000401390100 

4.219 

Fresh 

Non-command 

Non-command 

Quartzite 

0.751 

0.54 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.03 

0.005 

0.10 

0.13 






Sainthal Sagar 

Command 

Quartzite 

1.775 

0.54 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.03 

0.02 

0.07 

0.011 

0.24 

0.30 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Rewasa 

081100010134180C 

0.08 

0.02 

- 

0.02 

0.00 

0.02 

0.06 

0.66 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.024 

0.002 

0.022 

0.082 

371.36 

Over Exploited 

Rundh Beegota 

080600100090840C 

0.24 

0.00 

64,847.53 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.013 

5,525.95 

Over Exploited 



0.10 

0.00 

1,722.01 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.025 

3,544.06 

Over Exploited 

Rundh Daulatpura 

0806001000910400 

0.10 

0.00 

6,811.88 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sabrawali 

0811000101348700 

0.08 

0.00 

4,741.16 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.10 

0.27 

4,461.48 

0.21 

- 

0.21 

0.05 

0.49 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.223 

0.011 

0.211 

0.270 

127.90 

Over Exploited 



0.08 

0.00 

51,723.44 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.020 

2,122.18 

Over Exploited 

Sahajpura 

0811000101343400 

0.20 

0.37 

- 

0.37 

0.00 

0.37 

0.06 

0.67 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.374 

0.037 

0.336 

0.024 

7.20 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sakat 

0806001000909600 

0.24 

1.05 

33.66 

1.26 

0.04 

1.30 

0.06 

0.65 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

1.419 

0.071 

1.348 

3.178 

235.71 

Over Exploited 



0.10 

0.00 

3,341.73 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.017 

74,382.48 

Over Exploited 

Seemla 

0811000101357600 

0.20 

0.22 

- 

0.22 

0.00 

0.22 

0.06 

0.58 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.220 

0.022 

0.198 

0.040 

20.39 

Safe 

Shobhapura 

0806001000909500 

0.24 

0.23 

65.12 

0.28 

0.00 

0.28 

0.06 

0.67 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.293 

0.015 

0.278 

0.364 

130.77 

Over Exploited 

Shyampura 

0811000101344700 

0.08 

0.01 

- 

0.01 

0.00 

0.01 

0.01 

0.14 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.009 

0.001 

0.008 

0.028 

347.80 

Over Exploited 

Sonari 

0811000101355100 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sudharanpara 

0811000101357400 

0.20 

0.07 

- 

0.07 

- 

0.07 

0.03 

0.29 

- 

- 

- 

- 

- 

- 

- 

0.067 

0.007 

0.061 

0.130 

214.71 

Over Exploited 

Surer 

0806001000911300 

0.24 

0.03 

823.84 

0.04 

- 

0.04 

0.01 

0.12 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.052 

0.003 

0.049 

0.283 

578.01 

Over Exploited 



0.10 

0.17 

160,844.80 

0.21 

0.01 

0.22 

0.04 

0.44 

0.02 

0.0200 

- 

- 

- 

0.020 

0.039 

0.256 

0.013 

0.243 

0.669 

274.91 

Over Exploited 

Syalawas Kalan 

0811000101346600 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Syalawas Khurd(Rural) 

0811000101346700 

0.20 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.001 

0.005 

0.057 

1,231.57 

Over Exploited 

Talab 

0806001000897300 

0.10 

0.00 

53,165.65 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Thala Ki Dhani 

0811000101347300 

0.20 

0.12 

- 

0.12 

- 

0.12 

0.06 

0.66 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.127 

0.013 

0.115 

0.159 

138.31 

Over Exploited 

Thamawali 

0806001000909400 

0.24 

0.27 

(16.77) 

0.23 

0.00 

0.23 

0.05 

0.51 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.237 

0.012 

0.225 

0.342 

151.79 

Over Exploited 



0.10 

0.01 

123.53 

0.01 

0.00 

0.01 

0.01 

0.13 

- 

- 

- 

- 

0.000 

0.001 

0.001 

0.009 

0.000 

0.009 

0.053 

592.92 

Over Exploited 



0.06 

0.00 

292.20 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

2,941.78 

Over Exploited 

Thikariya 

0811000101357200 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

0.013 

928.13 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.020 

683.55 

Over Exploited 

Tigariya 

0811000101359600 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Tihara 

0811000101344200 

0.08 

0.08 

(72.79) 

0.06 

- 

0.06 

0.06 

0.64 

- 

- 

- 

- 

- 

- 

- 

0.065 

0.003 

0.061 

0.079 

128.20 

Over Exploited 

Todi 

0806001000910100 

0.24 

0.16 

159.41 

0.19 

- 

0.19 

0.06 

0.58 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.197 

0.010 

0.188 

0.270 

143.96 

Over Exploited 



0.10 

0.00 

1,308.44 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.026 

1,717.70 

Over Exploited 

Ukeri 

0806001000919500 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.013 

3,828.04 

Over Exploited 



0.20 

0.04 

- 

0.04 

- 

0.04 

0.01 

0.12 

0.00 

0.0100 

- 

- 

- 

0.010 

0.015 

0.054 

0.005 

0.048 

0.175 

361.87 

Over Exploited 

Uprera 

0811000101342900 

0.08 

0.00 

4,553.57 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.10 

0.24 

16,998.80 

0.19 

- 

0.19 

0.06 

0.58 

- 

- 

- 

- 

- 

- 

- 

0.188 

0.009 

0.179 

0.042 

23.57 

Safe 

Urwari 

0811000101339700 

0.20 

0.00 

1,495.08 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.002 

170.60 

Over Exploited 

Veerpur 

0806001000908600 

0.24 

0.38 

18,466.88 

0.45 

0.01 

0.46 

0.05 

0.54 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.482 

0.024 

0.458 

0.214 

46.69 

Safe 



0.10 

0.00 

464.95 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.009 

594.62 

Over Exploited 

Vijainagar 

0806001000911200 

0.24 

0.10 

180.16 

0.11 

- 

0.11 

0.06 

0.63 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.124 

0.006 

0.118 

0.148 

125.52 

Over Exploited 

Agar 

0806000900886600 

0.10 

0.00 

143,791.60 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ajabgarh 

0806000900893700 

0.10 

0.04 

4,716.45 

0.04 

- 

0.04 

0.04 

0.37 

0.00 

0.0100 

- 

- 

- 

0.010 

0.015 

0.059 

0.003 

0.056 

0.136 

241.10 

Over Exploited 

Akhepura 

0811000401392000 

0.06 

0.01 

100.67 

0.01 

- 

0.01 

0.04 

0.43 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.006 

0.033 

522.51 

Over Exploited 

Angari 

0806000900885000 

0.10 

0.03 

89.99 

0.04 

- 

0.04 

0.02 

0.16 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.056 

0.003 

0.053 

0.108 

204.12 

Over Exploited 



0.08 

0.05 

68.88 

0.06 

- 

0.06 

0.03 

0.22 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.080 

0.004 

0.076 

0.148 

194.63 

Over Exploited 

Baldeogarh 

0806001000908200 

0.10 

0.19 

1.47 

0.20 

0.02 

0.22 

0.04 

0.40 

0.02 

0.0600 

- 

- 

- 

0.060 

0.082 

0.297 

0.015 

0.282 

0.589 

208.97 

Over Exploited 



0.06 

0.04 

(104.63) 

0.05 

0.01 

0.06 

0.02 

0.24 

0.00 

0.0400 

- 

- 

- 

0.040 

0.044 

0.102 

0.005 

0.097 

0.351 

361.03 

Over Exploited 

Balloowas 

0806000900891100 

0.10 

0.24 

(43.76) 

0.19 

0.04 

0.23 

0.08 

0.69 

0.03 

0.0200 

- 

- 

0.039 

0.059 

0.089 

0.316 

0.016 

0.300 

0.199 

66.13 

Safe 

Bamanwas Chaugan 

0806000900888000 

0.10 

0.09 

25.13 

0.11 

0.01 

0.12 

0.05 

0.48 

0.01 

0.0400 

- 

- 

- 

0.040 

0.052 

0.172 

0.009 

0.163 

0.346 

212.18 

Over Exploited 



0.08 

0.02 

193.84 

0.02 

0.01 

0.03 

0.03 

0.23 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.052 

0.003 

0.049 

0.167 

339.27 

Over Exploited 

Banchhri 

0806000900888200 

0.10 

0.09 

(43.12) 

0.07 

0.01 

0.08 

0.08 

0.71 

0.01 

0.0200 

- 

- 

0.016 

0.036 

0.047 

0.128 

0.006 

0.121 

0.121 

99.44 

Critical 

Barh Rajdhar 

0811000401391000 

0.20 

0.05 

(38.21) 

0.04 

- 

0.04 

0.05 

0.51 

0.01 

- 

- 

- 

- 

- 

0.006 

0.046 

0.002 

0.044 

0.021 

46.73 

Safe 



0.06 

0.00 

5,397.20 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.00 

86.14 

0.00 

- 

0.00 

0.01 

0.12 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.001 

0.004 

0.000 

0.004 

0.001 

21.83 

Safe 

Barwa Doongri 

0806001000907900 

0.10 

0.04 

27.40 

0.04 

0.01 

0.06 

0.07 

0.65 

0.00 

0.0300 

- 

- 

0.001 

0.031 

0.035 

0.091 

0.005 

0.086 

0.247 

285.97 

Over Exploited 

Bassi 

0812001101592700 

0.08 

0.00 

29,153.91 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Berli 

0806001000904900 

0.10 

0.04 

(29.90) 

0.03 

- 

0.03 

0.05 

0.55 

- 

- 

- 

- 

- 

- 

- 

0.030 

0.002 

0.029 

0.046 

160.24 

Over Exploited 

Bhaiyapura 

0811000401390700 

0.06 

0.04 

(78.73) 

0.03 

0.00 

0.03 

0.05 

0.54 

0.00 

- 

- 

- 

0.005 

0.005 

0.009 

0.040 

0.002 

0.038 

0.008 

20.24 

Safe 



0.06 

0.00 

(148.04) 

0.00 

0.00 

0.00 

0.01 

0.10 

0.00 

- 

0.0001 

0.0002 

0.005 

0.005 

0.005 

0.010 

0.000 

0.009 

0.001 

16.00 

Safe 

Bhangarh 

0806001000906000 

0.10 

0.49 

(64.02) 

0.39 

0.01 

0.40 

0.06 

0.62 

0.05 

0.0400 

- 

- 

- 

0.040 

0.095 

0.493 

0.025 

0.469 

0.412 

87.97 

Semi Critical 

Bheekampura 

0806000900888500 

0.10 

0.13 

(26.22) 

0.11 

0.01 

0.12 

0.08 

0.70 

0.02 

0.0200 

- 

- 

0.000 

0.020 

0.037 

0.153 

0.008 

0.145 

0.226 

155.77 

Over Exploited 

Binawala 

0811000401390300 

0.06 

0.02 

49.43 

0.02 

- 

0.02 

0.03 

0.28 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.035 

0.002 

0.033 

0.066 

200.89 

Over Exploited 



0.06 

0.01 

51.09 

0.01 

- 

0.01 

0.02 

0.22 

0.00 

- 

0.0005 

0.0007 

- 

0.001 

0.002 

0.016 

0.001 

0.015 

0.049 

322.86 

Over Exploited 

Birkari 

0806001000906800 

0.10 

0.75 

(72.42) 

0.60 

0.10 

0.70 

0.06 

0.65 

0.08 

0.0800 

- 

- 

0.101 

0.181 

0.265 

0.960 

0.048 

0.912 

0.777 

85.17 

Semi Critical 

Bishanpura 

0811000401392100 

0.20 

0.07 

46.07 

0.09 

0.01 

0.10 

0.02 

0.20 

0.01 

0.0300 

- 

- 

- 

0.030 

0.038 

0.134 

0.007 

0.127 

0.237 

186.23 

Over Exploited 



0.06 

0.00 

813.30 

0.00 

- 

0.00 

0.00 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.056 

504.72 

Over Exploited 

Boroda 

0811000401390100 

0.06 

0.00 

49.15 

0.01 

0.01 

0.02 

0.01 

0.11 

0.00 

- 

- 

- 

0.015 

0.015 

0.015 

0.031 

0.002 

0.029 

0.034 

116.39 

Over Exploited 



0.06 

0.03 

(6.39) 

0.02 

0.01 

0.03 

0.03 

0.27 

0.00 

0.0100 

0.0008 

0.0013 

0.015 

0.027 

0.030 

0.064 

0.003 

0.061 

0.083 

137.53 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Chak Dagota 

081200110159280C 

0.397 

Fresh 

Non-command 

Non-command 

Quartzite 

0.052 

0.94 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.08 

0.10 


Chak Habibwala 

081100040139090C 

0.247 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.240 

0.48 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.06 

0.002 

0.56 

0.66 







Non-command 

Quartzite 

0.007 

0.48 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Chawa Ka Bas 

0806001000895800 

1.936 

Saline 

Non-command 

Non-command 

Quartzite 

0.441 

3.50 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.002 

0.13 

0.15 







Non-command 

Limestone 

1.495 

3.50 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.04 

0.007 

0.45 

0.51 


Chordi 

0811000401391800 

2.234 

Fresh 

Non-command 

Non-command 

Quartzite 

0.023 

0.49 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Dabkan 

0806001000896300 

0.739 

Fresh 

Non-command 

Non-command 

Quartzite 

0.729 

2.97 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.03 

0.004 

0.59 

0.72 





Saline 

Non-command 

Non-command 

Quartzite 

0.010 

2.97 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Dadanka 

0811000401391900 

1.750 

Fresh 

Non-command 

Non-command 

Quartzite 

0.837 

0.43 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.005 

0.28 

0.32 


Dagota 

0812001101592900 

30.736 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.558 

0.48 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.003 

0.01 

0.01 







Non-command 

Quartzite 

0.386 

0.48 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.01 


Damodar Ka Bas 

0806001000906600 

0.622 

Fresh 

Non-command 

Non-command 

Quartzite 

0.622 

0.57 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.04 

0.04 

0.19 

0.003 

0.58 

0.69 


Daulatpura 

0806000900888600 

2.917 

Fresh 

Non-command 

Non-command 

Quartzite 

2.805 

1.99 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.15 

0.12 

0.17 

0.014 

0.60 

0.76 


Dera 

0806000900887800 

1.024 

Fresh 

Non-command 

Non-command 

Quartzite 

0.122 

1.57 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.08 

0.10 







Non-command 

Slate 

0.902 

1.57 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.04 

0.17 

0.004 

0.56 

0.72 


Dheeroda 

0806001000905500 

0.061 

Fresh 

Non-command 

Non-command 

Quartzite 

0.061 

1.05 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.07 

0.06 

0.34 

0.000 

0.58 

0.72 


Doomeda 

0806000900886400 

4.028 

Fresh 

Non-command 

Non-command 

Quartzite 

1.529 

1.67 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.07 

0.007 

0.24 

0.31 







Non-command 

Slate 

2.499 

1.67 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.11 

0.012 

0.39 

0.51 


Doondpuri 

0806001000905200 

2.674 

Fresh 

Non-command 

Non-command 

Slate 

2.268 

1.17 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.09 

0.19 

0.011 

0.50 

0.54 







Non-command 

Limestone 

0.352 

1.17 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.002 

0.08 

0.08 


Ganeshpura With Rundh Kali Gha 

0806000900884000 

21.118 

Fresh 

Non-command 

Non-command 

Quartzite 

2.331 

2.96 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.11 

0.00 

0.011 

0.07 

0.09 


Garh 

0806001000896400 

1.306 

Fresh 

Non-command 

Non-command 

Quartzite 

1.305 

1.39 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.05 

0.16 

0.006 

0.60 

0.73 


Ghatra 

0806001000908300 

4.449 

Fresh 

Non-command 

Non-command 

Quartzite 

0.373 

1.09 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.002 

0.05 

0.05 







Non-command 

Slate 

1.596 

1.09 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.08 

0.08 

0.21 

0.008 

0.21 

0.22 







Non-command 

Limestone 

2.021 

1.09 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.10 

0.10 

0.26 

0.010 

0.27 

0.28 


Ghewar 

0806001000895900 

5.633 

Saline 

Non-command 

Non-command 

Quartzite 

2.215 

3.41 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.14 

0.01 

0.011 

0.23 

0.26 







Non-command 

Limestone 

3.418 

3.41 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.21 

0.02 

0.017 

0.36 

0.41 


Gola Ka Bas 

0806001000906100 

1.402 

Fresh 

Non-command 

Non-command 

Quartzite 

1.402 

0.68 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.09 

0.07 

0.31 

0.007 

0.58 

0.72 


Gopalpura 

0806000900888400 

2.988 

Fresh 

Non-command 

Non-command 

Quartzite 

2.689 

1.76 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.10 

0.15 

0.013 

0.56 

0.72 


Gordhanpura 

0806001000897200 

5.776 

Fresh 

Non-command 

Non-command 

Quartzite 

1.876 

2.87 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.13 

0.10 

0.009 

0.19 

0.20 







Non-command 

Slate 

0.559 

2.87 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.03 

0.003 

0.06 

0.06 







Non-command 

Limestone 

3.052 

2.87 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.22 

0.21 

0.17 

0.015 

0.31 

0.32 


Govindpura 

0806000900891200 

2.086 

Fresh 

Non-command 

Non-command 

Quartzite 

2.017 

1.82 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.11 

0.09 

0.17 

0.010 

0.60 

0.76 


Gur Ka Khera 

0806001000907200 

2.212 

Fresh 

Non-command 

Non-command 

Quartzite 

2.212 

0.53 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.04 

0.13 

0.011 

0.58 

0.65 


Gurha Kishordas 

0806000900885400 

3.310 

Fresh 

Non-command 

Non-command 

Quartzite 

0.339 

0.85 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.002 

0.07 

0.08 







Non-command 

Slate 

0.364 

0.85 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.002 

0.07 

0.09 


Gurki 

0811000401391200 

2.662 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.530 

0.45 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.10 

0.02 

0.016 

0.55 

0.64 







Non-command 

Quartzite 

0.132 

0.45 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.03 

0.03 


Guwara Bandipul 

0806000900894000 

1.506 

Fresh 

Non-command 

Non-command 

Quartzite 

0.912 

1.06 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.004 

0.36 

0.44 


Guwara Bhagwan 

0806000900893000 

0.600 

Fresh 

Non-command 

Non-command 

Quartzite 

0.600 

0.86 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.02 

0.003 

0.59 

0.74 


Guwara Bhooriyawali 

0806000900892200 

2.522 

Fresh 

Non-command 

Non-command 

Quartzite 

2.291 

1.06 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.12 

0.011 

0.54 

0.69 


Guwara Birkari 

0806000900893600 

0.629 

Fresh 

Non-command 

Non-command 

Quartzite 

0.615 

0.99 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.08 

0.003 

0.58 

0.73 


Guwara Dabar 

0806000900892300 

0.588 

Fresh 

Non-command 

Non-command 

Quartzite 

0.588 

0.95 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.003 

0.60 

0.75 


Guwara Dhasi 

0806000900892500 

0.292 

Fresh 

Non-command 

Non-command 

Quartzite 

0.273 

0.82 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.09 

0.001 

0.56 

0.69 


Guwara Dulawa 

0806000900893900 

2.677 

Fresh 

Non-command 

Non-command 

Quartzite 

0.749 

1.05 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.004 

0.16 

0.21 


Guwara Gugli 

0806000900894100 

2.525 

Fresh 

Non-command 

Non-command 

Quartzite 

2.279 

1.06 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.06 

0.14 

0.011 

0.53 

0.65 







Non-command 

Slate 

0.019 

1.06 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Guwara Hanuman 

0806000900892700 

0.408 

Fresh 

Non-command 

Non-command 

Quartzite 

0.369 

0.77 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.05 

0.002 

0.54 

0.66 


Guwara Har 

0806000900893200 

0.507 

Fresh 

Non-command 

Non-command 

Quartzite 

0.507 

0.94 

0.020 

0.04 

0.01 

0.00 

0.00 

0.04 

0.00 

0.00 

0.14 

0.002 

0.59 

0.74 


Guwara Jamadar 

0806000900893400 

0.205 

Fresh 

Non-command 

Non-command 

Quartzite 

0.205 

0.96 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.05 

0.001 

0.59 

0.74 


Guwara Janawat 

0806000900893100 

0.394 

Fresh 

Non-command 

Non-command 

Quartzite 

0.390 

0.92 

0.020 

0.01 

0.00 

0.00 

0.00 

0.02 

0.00 

0.00 

0.05 

0.002 

0.59 

0.74 


Guwara Kalot 

0806000900892900 

0.225 

Fresh 

Non-command 

Non-command 

Quartzite 

0.182 

0.74 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.05 

0.001 

0.48 

0.59 


Guwara Kalyan 

0806000900891700 

2.561 

Fresh 

Non-command 

Non-command 

Quartzite 

2.561 

1.39 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.13 

0.012 

0.60 

0.76 


Guwara Kundal 

0806000900892100 

1.033 

Fresh 

Non-command 

Non-command 

Quartzite 

1.004 

1.19 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.08 

0.005 

0.58 

0.74 


Guwara Lala Bhaiya 

0806000900892600 

0.547 

Fresh 

Non-command 

Non-command 

Quartzite 

0.547 

0.89 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.003 

0.60 

0.74 


Guwara Leswa 

0806000900894300 

0.887 

Fresh 

Non-command 

Non-command 

Quartzite 

0.886 

0.95 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.004 

0.59 

0.73 


Guwara Naidoli 

0806000900891600 

1.501 

Fresh 

Non-command 

Non-command 

Quartzite 

1.490 

1.55 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.09 

0.007 

0.60 

0.77 


Guwara Nirbha 

0806000900894400 

0.593 

Fresh 

Non-command 

Non-command 

Quartzite 

0.490 

0.82 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.002 

0.49 

0.59 


Guwara Pakhal 

0806000900891800 

0.394 

Fresh 

Non-command 

Non-command 

Quartzite 

0.394 

1.11 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.002 

0.60 

0.75 


Guwara Radi 

0806000900894200 

1.163 

Fresh 

Non-command 

Non-command 

Quartzite 

1.123 

0.99 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.10 

0.005 

0.57 

0.69 


Guwara Ramji 

0806000900894500 

1.061 

Fresh 

Non-command 

Non-command 

Quartzite 

1.048 

0.79 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.12 

0.005 

0.59 

0.71 


Guwara Sadaram 

0806000900891500 

1.844 

Fresh 

Non-command 

Non-command 

Quartzite 

1.797 

1.69 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.08 

0.009 

0.59 

0.76 


Guwara Sahiba 

0806000900892800 

0.523 

Fresh 

Non-command 

Non-command 

Quartzite 

0.457 

0.89 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.002 

0.52 

0.65 


Guwara Seeli Baori 

0806000900892000 

0.262 

Fresh 

Non-command 

Non-command 

Quartzite 

0.262 

1.03 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.001 

0.60 

0.75 


Guwara Seera 

0806000900892400 

0.381 

Fresh 

Non-command 

Non-command 

Quartzite 

0.290 

0.87 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.07 

0.001 

0.46 

0.56 


Guwara Soti 

0806000900893500 

0.266 

Fresh 

Non-command 

Non-command 

Quartzite 

0.266 

0.97 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.02 

0.001 

0.59 

0.75 


Guwara Vyas 

0806000900893300 

0.235 

Fresh 

Non-command 

Non-command 

Quartzite 

0.235 

0.92 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.04 

0.001 

0.59 

0.74 


Habibwala 

0811000401391100 

1.747 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.963 

0.47 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.01 

0.006 

0.32 

0.38 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Chak Dagota 

081200110159280C 

0.08 

0.00 

1,554.46 

0.00 

- 

0.00 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.005 

1,910.41 

Over Exploited 

Chak Habibwala 

081100040139090C 

0.20 

0.03 

(0.18) 

0.03 

- 

0.03 

0.06 

0.63 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.040 

0.002 

0.038 

0.061 

159.65 

Over Exploited 



0.06 

0.00 

1,295.72 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chawa Ka Bas 

0806001000895800 

0.10 

0.01 

368.77 

0.01 

0.00 

0.01 

0.02 

0.15 

0.00 

- 

- 

- 

0.000 

0.000 

0.001 

0.008 

0.000 

0.008 

0.012 

161.53 

Over Exploited 



0.10 

0.07 

48.65 

0.08 

0.00 

0.08 

0.05 

0.50 

0.01 

0.0100 

- 

- 

0.003 

0.014 

0.021 

0.105 

0.005 

0.099 

0.045 

45.53 

Safe 

Chordi 

0811000401391800 

0.06 

0.00 

2,351.17 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.007 

70,299.21 

Over Exploited 

Dabkan 

0806001000896300 

0.10 

0.04 

1.05 

0.04 

- 

0.04 

0.07 

0.67 

0.01 

0.0100 

- 

- 

- 

0.010 

0.015 

0.059 

0.003 

0.056 

0.038 

66.88 

Safe 



0.10 

0.00 

5,975.95 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dadanka 

0811000401391900 

0.06 

0.01 

8.33 

0.02 

- 

0.02 

0.03 

0.31 

0.00 

- 

- 

- 

- 

- 

0.002 

0.017 

0.001 

0.016 

0.041 

261.37 

Over Exploited 

Dagota 

0812001101592900 

0.09 

0.00 

411,282.41 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.009 

1,827.56 

Over Exploited 



0.08 

0.00 

36,054.19 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

1,133.02 

Over Exploited 

Damodar Ka Bas 

0806001000906600 

0.10 

0.04 

3.01 

0.04 

0.01 

0.05 

0.07 

0.65 

0.00 

0.0200 

- 

- 

0.004 

0.024 

0.028 

0.078 

0.004 

0.074 

0.196 

264.46 

Over Exploited 

Daulatpura 

0806000900888600 

0.10 

0.17 

(29.37) 

0.13 

0.01 

0.14 

0.08 

0.67 

0.02 

0.0200 

- 

- 

- 

0.020 

0.041 

0.185 

0.009 

0.176 

0.182 

103.42 

Over Exploited 

Dera 

0806000900887800 

0.10 

0.00 

1,064.71 

0.00 

- 

0.00 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.025 

2,121.11 

Over Exploited 



0.08 

0.04 

10.32 

0.04 

0.01 

0.06 

0.07 

0.63 

0.01 

0.0200 

- 

- 

0.001 

0.021 

0.026 

0.082 

0.004 

0.078 

0.178 

229.64 

Over Exploited 

Dheeroda 

0806001000905500 

0.10 

0.00 

1,521.36 

0.00 

0.01 

0.01 

0.07 

0.65 

0.00 

0.0400 

- 

- 

- 

0.040 

0.040 

0.055 

0.003 

0.052 

0.336 

647.62 

Over Exploited 

Doomeda 

0806000900886400 

0.10 

0.04 

46.80 

0.04 

0.00 

0.05 

0.03 

0.27 

0.00 

0.0100 

- 

- 

0.002 

0.012 

0.017 

0.062 

0.003 

0.059 

0.073 

123.85 

Over Exploited 



0.08 

0.08 

11.38 

0.09 

0.00 

0.09 

0.05 

0.44 

0.01 

0.0100 

- 

- 

0.001 

0.011 

0.021 

0.109 

0.005 

0.103 

0.126 

121.86 

Over Exploited 

Doondpuri 

0806001000905200 

0.06 

0.07 

26.11 

0.08 

0.01 

0.09 

0.06 

0.56 

0.01 

0.0200 

- 

- 

- 

0.020 

0.028 

0.120 

0.006 

0.114 

0.204 

179.49 

Over Exploited 



0.10 

0.00 

514.90 

0.00 

- 

0.00 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.003 

0.027 

779.11 

Over Exploited 

Ganeshpura With Rundh Kali Gha 

0806000900884000 

0.10 

0.02 

546.02 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.002 

0.022 

0.001 

0.021 

0.011 

54.33 

Safe 

Garh 

0806001000896400 

0.10 

0.08 

(30.14) 

0.06 

0.01 

0.07 

0.07 

0.67 

0.01 

0.0200 

- 

- 

- 

0.020 

0.029 

0.102 

0.005 

0.097 

0.166 

171.25 

Over Exploited 

Ghatra 

0806001000908300 

0.10 

0.00 

21,122.98 

0.00 

- 

0.00 

0.01 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.012 

0.052 

448.88 

Over Exploited 



0.06 

0.02 

303.87 

0.02 

0.01 

0.03 

0.02 

0.24 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.054 

0.003 

0.052 

0.218 

421.43 

Over Exploited 



0.10 

0.05 

85.35 

0.07 

0.01 

0.08 

0.03 

0.30 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.105 

0.005 

0.100 

0.270 

269.85 

Over Exploited 

Ghewar 

0806001000895900 

0.10 

0.05 

172.79 

0.06 

0.00 

0.06 

0.03 

0.26 

0.01 

- 

- 

- 

0.002 

0.002 

0.008 

0.070 

0.004 

0.067 

0.025 

37.24 

Safe 



0.10 

0.12 

70.53 

0.15 

0.00 

0.15 

0.04 

0.40 

0.01 

- 

- 

- 

0.007 

0.007 

0.022 

0.173 

0.009 

0.164 

0.041 

24.76 

Safe 

Gola Ka Bas 

0806001000906100 

0.10 

0.08 

(11.69) 

0.07 

0.01 

0.08 

0.07 

0.65 

0.01 

0.0300 

- 

- 

0.000 

0.031 

0.040 

0.122 

0.006 

0.116 

0.318 

274.74 

Over Exploited 

Gopalpura 

0806000900888400 

0.10 

0.15 

(35.44) 

0.12 

0.01 

0.13 

0.07 

0.63 

0.02 

0.0300 

- 

- 

- 

0.030 

0.049 

0.180 

0.009 

0.171 

0.163 

95.48 

Critical 

Gordhanpura 

0806001000897200 

0.10 

0.04 

270.45 

0.04 

- 

0.04 

0.02 

0.21 

0.00 

0.0200 

- 

- 

- 

0.020 

0.024 

0.067 

0.003 

0.064 

0.110 

172.45 

Over Exploited 



0.06 

0.00 

2,029.47 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.037 

308.92 

Over Exploited 



0.10 

0.10 

118.84 

0.11 

0.01 

0.12 

0.03 

0.35 

0.01 

0.0300 

- 

- 

- 

0.030 

0.041 

0.165 

0.008 

0.157 

0.183 

116.69 

Over Exploited 

Govindpura 

0806000900891200 

0.10 

0.12 

(26.20) 

0.10 

0.01 

0.11 

0.08 

0.67 

0.02 

0.0200 

- 

- 

- 

0.020 

0.035 

0.141 

0.007 

0.134 

0.178 

132.29 

Over Exploited 

Gur Ka Khera 

0806001000907200 

0.10 

0.13 

(65.46) 

0.10 

0.01 

0.12 

0.06 

0.65 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.143 

0.007 

0.136 

0.145 

106.53 

Over Exploited 

Gurha Kishordas 

0806000900885400 

0.10 

0.00 

98.61 

0.00 

0.00 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

0.000 

0.003 

0.014 

459.29 

Over Exploited 



0.08 

0.00 

125.18 

0.00 

0.00 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

0.000 

0.000 

0.001 

0.003 

0.000 

0.003 

0.014 

454.80 

Over Exploited 

Gurki 

0811000401391200 

0.20 

0.28 

(62.36) 

0.22 

0.00 

0.22 

0.06 

0.61 

0.03 

- 

- 

- 

0.001 

0.001 

0.033 

0.256 

0.013 

0.244 

0.033 

13.61 

Safe 



0.06 

0.00 

342.26 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Guwara Bandipul 

0806000900894000 

0.10 

0.03 

(52.00) 

0.03 

- 

0.03 

0.04 

0.40 

0.00 

- 

- 

- 

- 

- 

0.004 

0.030 

0.001 

0.028 

0.016 

57.97 

Safe 

Guwara Bhagwan 

0806000900893000 

0.10 

0.04 

(65.22) 

0.03 

0.01 

0.03 

0.07 

0.67 

0.00 

- 

- 

- 

0.008 

0.008 

0.012 

0.045 

0.002 

0.043 

0.021 

48.58 

Safe 

Guwara Bhooriyawali 

0806000900892200 

0.10 

0.12 

(50.11) 

0.10 

- 

0.10 

0.07 

0.61 

0.01 

0.0100 

- 

- 

- 

0.010 

0.025 

0.124 

0.006 

0.118 

0.131 

110.89 

Over Exploited 

Guwara Birkari 

0806000900893600 

0.10 

0.04 

(28.27) 

0.03 

- 

0.03 

0.07 

0.65 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.043 

0.002 

0.041 

0.081 

199.88 

Over Exploited 

Guwara Dabar 

0806000900892300 

0.10 

0.04 

(51.74) 

0.03 

- 

0.03 

0.07 

0.67 

0.00 

- 

- 

- 

- 

- 

0.004 

0.032 

0.002 

0.031 

0.039 

126.09 

Over Exploited 

Guwara Dhasi 

0806000900892500 

0.10 

0.02 

(69.41) 

0.02 

- 

0.02 

0.07 

0.63 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.030 

0.002 

0.029 

0.091 

319.15 

Over Exploited 

Guwara Dulawa 

0806000900893900 

0.10 

0.01 

61.26 

0.01 

- 

0.01 

0.02 

0.18 

0.00 

- 

- 

- 

- 

- 

0.001 

0.016 

0.001 

0.015 

0.022 

140.84 

Over Exploited 

Guwara Gugli 

0806000900894100 

0.10 

0.12 

(47.46) 

0.10 

0.01 

0.11 

0.06 

0.59 

0.01 

0.0200 

- 

- 

- 

0.020 

0.034 

0.141 

0.007 

0.134 

0.149 

111.35 

Over Exploited 



0.08 

0.00 

4,162.27 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Guwara Hanuman 

0806000900892700 

0.10 

0.02 

(35.92) 

0.02 

- 

0.02 

0.06 

0.61 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.028 

0.001 

0.027 

0.050 

184.69 

Over Exploited 

Guwara Har 

0806000900893200 

0.10 

0.03 

(90.35) 

0.02 

0.05 

0.07 

0.07 

0.66 

0.00 

0.0200 

- 

- 

0.054 

0.074 

0.077 

0.147 

0.007 

0.140 

0.140 

100.48 

Over Exploited 

Guwara Jamadar 

0806000900893400 

0.10 

0.01 

(100.00) 

0.01 

0.01 

0.02 

0.07 

0.66 

0.00 

0.0100 

- 

- 

0.021 

0.031 

0.032 

0.056 

0.003 

0.053 

0.055 

103.36 

Over Exploited 

Guwara Janawat 

0806000900893100 

0.10 

0.02 

(93.91) 

0.02 

0.02 

0.03 

0.07 

0.66 

0.00 

0.0100 

- 

- 

0.023 

0.033 

0.036 

0.070 

0.003 

0.066 

0.056 

84.46 

Semi Critical 

Guwara Kalot 

0806000900892900 

0.10 

0.01 

18.85 

0.01 

- 

0.01 

0.06 

0.54 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.021 

0.001 

0.020 

0.049 

239.91 

Over Exploited 

Guwara Kalyan 

0806000900891700 

0.10 

0.15 

(43.26) 

0.12 

- 

0.12 

0.07 

0.68 

0.02 

0.0100 

- 

- 

- 

0.010 

0.029 

0.153 

0.008 

0.145 

0.143 

98.79 

Critical 

Guwara Kundal 

0806000900892100 

0.10 

0.06 

(41.30) 

0.05 

- 

0.05 

0.07 

0.65 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.064 

0.003 

0.060 

0.083 

136.98 

Over Exploited 

Guwara Lala Bhaiya 

0806000900892600 

0.10 

0.03 

(51.34) 

0.03 

- 

0.03 

0.07 

0.67 

0.00 

- 

- 

- 

- 

- 

0.004 

0.030 

0.002 

0.029 

0.045 

156.32 

Over Exploited 

Guwara Leswa 

0806000900894300 

0.10 

0.05 

(61.96) 

0.04 

0.00 

0.04 

0.07 

0.66 

0.01 

- 

- 

- 

0.003 

0.003 

0.009 

0.054 

0.003 

0.051 

0.022 

43.81 

Safe 

Guwara Naidoli 

0806000900891600 

0.10 

0.09 

(42.04) 

0.07 

- 

0.07 

0.07 

0.67 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.092 

0.005 

0.088 

0.097 

110.85 

Over Exploited 

Guwara Nirbha 

0806000900894400 

0.10 

0.02 

(37.89) 

0.02 

- 

0.02 

0.06 

0.55 

0.00 

- 

- 

- 

- 

- 

0.003 

0.022 

0.001 

0.021 

0.026 

126.13 

Over Exploited 

Guwara Pakhal 

0806000900891800 

0.10 

0.02 

(36.72) 

0.02 

- 

0.02 

0.07 

0.67 

0.00 

- 

- 

- 

- 

- 

0.003 

0.022 

0.001 

0.021 

0.026 

124.84 

Over Exploited 

Guwara Radi 

0806000900894200 

0.10 

0.06 

(32.75) 

0.05 

- 

0.05 

0.07 

0.64 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.069 

0.003 

0.065 

0.107 

164.83 

Over Exploited 

Guwara Ramji 

0806000900894500 

0.10 

0.06 

(37.85) 

0.05 

- 

0.05 

0.07 

0.66 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.066 

0.003 

0.063 

0.125 

198.19 

Over Exploited 

Guwara Sadaram 

0806000900891500 

0.10 

0.11 

(40.75) 

0.08 

- 

0.08 

0.07 

0.66 

0.01 

0.0100 

- 

- 

- 

0.010 

0.023 

0.107 

0.005 

0.102 

0.089 

86.84 

Semi Critical 

Guwara Sahiba 

0806000900892800 

0.10 

0.02 

(38.73) 

0.02 

- 

0.02 

0.06 

0.58 

0.00 

- 

- 

- 

- 

- 

0.003 

0.022 

0.001 

0.021 

0.038 

183.60 

Over Exploited 

Guwara Seeli Baori 

0806000900892000 

0.10 

0.02 

(72.70) 

0.01 

- 

0.01 

0.07 

0.67 

0.00 

- 

- 

- 

- 

- 

0.002 

0.015 

0.001 

0.014 

0.013 

96.28 

Critical 

Guwara Seera 

0806000900892400 

0.10 

0.01 

53.10 

0.02 

- 

0.02 

0.06 

0.51 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.028 

0.001 

0.026 

0.073 

280.86 

Over Exploited 

Guwara Soti 

0806000900893500 

0.10 

0.02 

(64.52) 

0.01 

0.01 

0.02 

0.07 

0.66 

0.00 

- 

- 

- 

0.012 

0.012 

0.014 

0.035 

0.002 

0.033 

0.025 

76.75 

Semi Critical 

Guwara Vyas 

0806000900893300 

0.10 

0.01 

(49.76) 

0.01 

0.01 

0.02 

0.07 

0.66 

0.00 

- 

- 

- 

0.008 

0.009 

0.010 

0.027 

0.001 

0.026 

0.037 

145.09 

Over Exploited 

Habibwala 

0811000401391100 

0.20 

0.06 

(39.77) 

0.05 

0.00 

0.05 

0.04 

0.35 

0.01 

- 

- 

- 

0.003 

0.003 

0.010 

0.060 

0.003 

0.057 

0.014 

24.63 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Quartzite 

0.602 

0.47 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.004 

0.20 

0.24 






Sainthal Sagar 

Command 

Older Alluvium 

0.174 

0.47 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.06 

0.07 







Command 

Quartzite 

0.008 

0.47 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Hodayli 

0806000900888100 

1.070 

Fresh 

Non-command 

Non-command 

Quartzite 

1.070 

1.58 

0.020 

0.03 

0.00 

0.00 

0.00 

0.02 

0.05 

0.04 

0.10 

0.005 

0.63 

0.81 


Jagannathpura 

0806000900890900 

6.261 

Fresh 

Non-command 

Non-command 

Quartzite 

0.591 

2.22 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.003 

0.06 

0.08 


Jaisinghpura 

0806000900886300 

3.199 

Fresh 

Non-command 

Non-command 

Quartzite 

0.548 

1.59 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.003 

0.11 

0.14 







Non-command 

Slate 

2.641 

1.59 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.07 

0.013 

0.52 

0.68 


Jaitpur Brahmnan 

0806000900891300 

3.948 

Fresh 

Non-command 

Non-command 

Quartzite 

3.585 

1.77 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.17 

0.13 

0.13 

0.017 

0.56 

0.71 


Jhajhrawala 

0811000401390600 

1.743 

Fresh 

Non-command 

Non-command 

Quartzite 

0.090 

0.52 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.03 

0.04 






Sainthal Sagar 

Command 

Quartzite 

1.653 

0.52 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.06 

0.05 

0.20 

0.011 

0.55 

0.68 


Jhiri 

0806000900888900 

17.392 

Fresh 

Non-command 

Non-command 

Quartzite 

3.118 

2.59 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.21 

0.16 

0.17 

0.015 

0.11 

0.14 


Kableshwar 

0811000401391700 

4.279 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.924 

0.38 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.12 

0.11 

0.23 

0.012 

0.26 

0.30 







Non-command 

Quartzite 

0.910 

0.38 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.09 

0.006 

0.12 

0.14 


Kabli Garh 

0806000900887700 

5.793 

Fresh 

Non-command 

Non-command 

Quartzite 

5.026 

1.74 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.22 

0.17 

0.23 

0.024 

0.55 

0.70 







Non-command 

Slate 

0.683 

1.74 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.003 

0.07 

0.10 


Kakrali Rampura 

0806001000904800 

4.505 

Fresh 

Non-command 

Non-command 

Quartzite 

0.005 

1.53 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Limestone 

3.938 

1.53 

0.020 

0.13 

0.02 

0.00 

0.00 

0.00 

0.23 

0.22 

0.50 

0.019 

0.52 

0.53 


Kala Deewala 

0806001000907600 

1.172 

Fresh 

Non-command 

Non-command 

Quartzite 

1.172 

0.48 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.006 

0.58 

0.69 


Kalalanka 

0806000900887900 

2.383 

Fresh 

Non-command 

Non-command 

Quartzite 

2.346 

1.54 

0.020 

0.07 

0.01 

0.00 

0.00 

0.03 

0.10 

0.08 

0.25 

0.011 

0.62 

0.81 







Non-command 

Slate 

0.037 

1.54 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Kalwar 

0806001000896500 

4.392 

Fresh 

Non-command 

Non-command 

Quartzite 

0.199 

0.70 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.03 

0.03 







Non-command 

Slate 

4.099 

0.70 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.08 

0.15 

0.020 

0.55 

0.63 


Kaniyawas 

0806001000894900 

0.974 

Fresh 

Non-command 

Non-command 

Quartzite 

0.947 

2.70 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.11 

0.005 

0.61 

0.78 



0806001000906900 

1.306 

Fresh 

Non-command 

Non-command 

Quartzite 

1.306 

0.55 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.006 

0.58 

0.67 


Kankwari 

0806001000894800 

1.029 

Fresh 

Non-command 

Non-command 

Quartzite 

0.986 

2.84 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.01 

0.005 

0.60 

0.78 


Kama Ka Bas 

0806000900883900 

4.241 

Fresh 

Non-command 

Non-command 

Quartzite 

0.137 

2.97 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.03 


Keetla 

0806001000906500 

0.974 

Fresh 

Non-command 

Non-command 

Quartzite 

0.974 

0.52 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.04 

0.03 

0.13 

0.005 

0.58 

0.68 


Khariyawas 

0806001000897400 

4.120 

Fresh 

Non-command 

Non-command 

Quartzite 

1.129 

3.45 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.00 

0.006 

0.16 

0.17 







Non-command 

Limestone 

0.126 

3.45 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.02 





Saline 

Non-command 

Non-command 

Quartzite 

0.017 

3.45 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Limestone 

1.748 

3.45 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.01 

0.009 

0.25 

0.27 


Khartala 

0811000401390500 

2.017 

Fresh 

Non-command 

Non-command 

Quartzite 

1.157 

0.53 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.04 

0.007 

0.33 

0.41 






Sainthal Sagar 

Command 

Quartzite 

0.860 

0.53 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.03 

0.005 

0.25 

0.30 


Khirat Ka Bas 

0806001000905700 

0.844 

Fresh 

Non-command 

Non-command 

Quartzite 

0.789 

1.06 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.09 

0.004 

0.54 

0.69 


Khoh 

0806001000905300 

3.517 

Fresh 

Non-command 

Non-command 

Slate 

3.427 

0.61 

0.020 

0.23 

0.03 

0.00 

0.00 

0.00 

0.24 

0.21 

0.90 

0.017 

0.58 

0.66 


Kishori 

0806000900888300 

3.174 

Fresh 

Non-command 

Non-command 

Quartzite 

3.158 

1.66 

0.020 

0.16 

0.02 

0.00 

0.00 

0.00 

0.25 

0.19 

0.60 

0.015 

0.62 

0.80 


Koleshwar Kalan 

0811000401391500 

3.321 

Fresh 

Non-command 

Non-command 

Quartzite 

2.802 

0.45 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.10 

0.018 

0.49 

0.55 


Koleshwar Khurd 

0811000101339900 

5.224 

Fresh 

Non-command 

Non-command 

Quartzite 

2.447 

0.51 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.04 

0.019 

0.27 

0.30 


Kootooki 

0806001000907100 

1.656 

Fresh 

Non-command 

Non-command 

Quartzite 

1.656 

0.53 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.06 

0.05 

0.19 

0.008 

0.58 

0.67 


Kotri Rampura 

0806001000896800 

1.550 

Fresh 

Non-command 

Non-command 

Quartzite 

0.008 

3.29 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Quartzite 

1.298 

3.29 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.02 

0.006 

0.50 

0.57 







Non-command 

Limestone 

0.011 

3.29 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kundla 

0806000900891400 

3.049 

Fresh 

Non-command 

Non-command 

Quartzite 

3.049 

1.83 

0.020 

0.03 

0.00 

0.00 

0.00 

0.07 

0.07 

0.06 

0.12 

0.015 

0.61 

0.78 


Kyara 

0806000900888700 

5.925 

Fresh 

Non-command 

Non-command 

Quartzite 

5.365 

1.92 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.28 

0.21 

0.30 

0.026 

0.56 

0.73 


Lakhawas 

0806001000907500 

0.415 

Fresh 

Non-command 

Non-command 

Quartzite 

0.415 

0.43 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.06 

0.002 

0.58 

0.67 


Losal 

0806001000897700 

6.481 

Fresh 

Non-command 

Non-command 

Limestone 

4.867 

3.61 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.41 

0.38 

0.24 

0.024 

0.44 

0.47 





Saline 

Non-command 

Non-command 

Limestone 

1.608 

3.61 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.04 

0.008 

0.14 

0.16 


Mallana 

0806001000896900 

3.449 

Fresh 

Non-command 

Non-command 

Quartzite 

1.395 

3.15 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.11 

0.13 

0.007 

0.24 

0.26 







Non-command 

Slate 

1.163 

3.15 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.11 

0.006 

0.20 

0.22 







Non-command 

Limestone 

0.001 

3.15 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Quartzite 

0.072 

3.15 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 







Non-command 

Limestone 

0.020 

3.15 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mejod 

0806000900886200 

4.810 

Fresh 

Non-command 

Non-command 

Quartzite 

1.470 

1.24 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.08 

0.007 

0.19 

0.25 







Non-command 

Slate 

0.550 

1.24 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.003 

0.07 

0.09 


Mitrawat 

0806001000895000 

0.747 

Fresh 

Non-command 

Non-command 

Quartzite 

0.706 

2.65 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.06 

0.003 

0.59 

0.75 


Murlipura 

0806001000895700 

3.446 

Saline 

Non-command 

Non-command 

Quartzite 

1.086 

3.47 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.02 

0.005 

0.18 

0.21 







Non-command 

Limestone 

2.360 

3.47 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.16 

0.05 

0.011 

0.40 

0.45 


Nabhawala 

0812001101598900 

4.546 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.408 

0.60 

0.020 

0.01 

0.00 

0.00 

0.00 

0.05 

-0.03 

-0.03 

0.02 

0.002 

0.05 

0.07 







Non-command 

Quartzite 

1.407 

0.60 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.07 

0.007 

0.18 

0.23 






Sainthal Sagar 

Command 

Phyllite & Schist 

0.080 

0.60 

0.020 

0.00 

0.00 

0.00 

0.00 

0.05 

-0.05 

-0.04 

0.01 

0.000 

0.01 

0.01 







Command 

Quartzite 

1.742 

0.60 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.08 

0.009 

0.22 

0.28 


Nadoo 

0806001000895600 

6.020 

Fresh 

Non-command 

Non-command 

Quartzite 

3.142 

3.32 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.23 

0.20 

0.06 

0.015 

0.30 

0.34 







Non-command 

Limestone 

0.548 

3.32 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.003 

0.05 

0.06 





Saline 

Non-command 

Non-command 

Quartzite 

1.007 

3.32 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.01 

0.005 

0.10 

0.11 







Non-command 

Limestone 

1.311 

3.32 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.01 

0.006 

0.13 

0.14 


Naidoli 

0806001000896100 

2.562 

Saline 

Non-command 

Non-command 

Quartzite 

0.127 

3.37 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.03 

0.03 







Non-command 

Limestone 

2.435 

3.37 

0.020 

0.02 

0.00 

0.00 

0.00 

0.04 

0.14 

0.12 

0.05 

0.012 

0.57 

0.67 


Namdarpura 

0806001000906400 

0.383 

Fresh 

Non-command 

Non-command 

Quartzite 

0.383 

0.55 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.05 

0.002 

0.58 

0.70 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.06 

0.01 

(69.49) 

0.01 

0.00 

0.01 

0.02 

0.22 

0.00 

- 

- 

- 

0.005 

0.005 

0.006 

0.014 

0.001 

0.014 

0.011 

79.20 

Semi Critical 



0.20 

0.00 

173.04 

0.00 

0.00 

0.00 

0.01 

0.06 

0.00 

- 

0.0001 

0.0001 

0.003 

0.003 

0.003 

0.007 

0.000 

0.007 

0.001 

16.02 

Safe 



0.06 

0.00 

(192,780.81) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

0.005 

0.005 

0.005 

0.008 

0.000 

0.007 

0.000 

0.71 

Safe 

Hodayli 

0806000900888100 

0.10 

0.07 

(44.48) 

0.05 

0.02 

0.07 

0.08 

0.71 

0.01 

0.0200 

- 

- 

0.023 

0.043 

0.052 

0.121 

0.006 

0.115 

0.101 

87.86 

Semi Critical 

Jagannathpura 

0806000900890900 

0.10 

0.00 

372,955.49 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.015 

382.58 

Over Exploited 

Jaisinghpura 

0806000900886300 

0.10 

0.01 

124.29 

0.01 

- 

0.01 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.008 

0.015 

194.26 

Over Exploited 



0.08 

0.11 

(27.54) 

0.09 

- 

0.09 

0.07 

0.59 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.113 

0.006 

0.107 

0.085 

79.02 

Semi Critical 

Jaitpur Brahmnan 

0806000900891300 

0.10 

0.20 

(33.99) 

0.16 

- 

0.16 

0.07 

0.63 

0.02 

0.0100 

- 

- 

- 

0.010 

0.035 

0.194 

0.010 

0.185 

0.149 

80.86 

Semi Critical 

Jhajhrawala 

0811000401390600 

0.06 

0.00 

338.20 

0.00 

0.00 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.008 

2,244.49 

Over Exploited 



0.06 

0.05 

(14.75) 

0.05 

0.01 

0.06 

0.06 

0.61 

0.01 

0.0200 

0.0010 

0.0013 

0.000 

0.022 

0.028 

0.085 

0.004 

0.081 

0.213 

263.76 

Over Exploited 

Jhiri 

0806000900888900 

0.10 

0.02 

307,056.62 

0.03 

- 

0.03 

0.01 

0.12 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.038 

0.002 

0.036 

0.183 

501.98 

Over Exploited 

Kableshwar 

0811000401391700 

0.20 

0.10 

7.15 

0.11 

0.01 

0.12 

0.03 

0.29 

0.01 

0.0300 

- 

- 

- 

0.030 

0.041 

0.159 

0.008 

0.151 

0.239 

158.75 

Over Exploited 



0.06 

0.01 

378.75 

0.01 

- 

0.01 

0.01 

0.14 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.019 

0.001 

0.018 

0.100 

558.25 

Over Exploited 

Kabli Garh 

0806000900887700 

0.10 

0.27 

(36.51) 

0.22 

0.01 

0.23 

0.07 

0.62 

0.04 

0.0300 

- 

- 

- 

0.030 

0.065 

0.295 

0.015 

0.280 

0.252 

90.09 

Critical 



0.08 

0.00 

543.01 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.033 

650.26 

Over Exploited 

Kakrali Rampura 

0806001000904800 

0.10 

0.00 

34,215.08 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.20 

10.12 

0.22 

0.02 

0.24 

0.06 

0.57 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.304 

0.015 

0.289 

0.515 

178.15 

Over Exploited 

Kala Deewala 

0806001000907600 

0.10 

0.07 

(74.00) 

0.05 

0.00 

0.06 

0.07 

0.65 

0.01 

- 

- 

- 

0.000 

0.001 

0.008 

0.063 

0.003 

0.060 

0.023 

37.78 

Safe 

Kalalanka 

0806000900887900 

0.10 

0.15 

(45.55) 

0.12 

0.04 

0.16 

0.08 

0.70 

0.02 

0.0300 

- 

- 

0.044 

0.074 

0.093 

0.249 

0.012 

0.237 

0.263 

111.15 

Over Exploited 



0.08 

0.00 

3,035.47 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.006 

17,055.23 

Over Exploited 

Kalwar 

0806001000896500 

0.10 

0.00 

368.82 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.009 

1,344.27 

Over Exploited 



0.06 

0.14 

(44.03) 

0.11 

0.01 

0.12 

0.06 

0.62 

0.02 

0.0200 

- 

- 

- 

0.020 

0.036 

0.155 

0.008 

0.147 

0.171 

116.11 

Over Exploited 

Kaniyawas 

0806001000894900 

0.10 

0.06 

9.23 

0.06 

- 

0.06 

0.08 

0.68 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.080 

0.004 

0.076 

0.114 

149.24 

Over Exploited 


0806001000906900 

0.10 

0.08 

(72.40) 

0.06 

- 

0.06 

0.07 

0.65 

0.01 

- 

- 

- 

- 

- 

0.008 

0.069 

0.003 

0.066 

0.023 

35.45 

Safe 

Kankwari 

0806001000894800 

0.10 

0.06 

(27.12) 

0.05 

- 

0.05 

0.08 

0.68 

0.01 

- 

- 

- 

- 

- 

0.008 

0.055 

0.003 

0.052 

0.013 

24.56 

Safe 

Kama Ka Bas 

0806000900883900 

0.10 

0.00 

2,198.33 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Keetla 

0806001000906500 

0.10 

0.06 

(39.79) 

0.05 

0.01 

0.06 

0.07 

0.65 

0.01 

0.0200 

- 

- 

- 

0.020 

0.026 

0.082 

0.004 

0.078 

0.139 

178.50 

Over Exploited 

Khariyawas 

0806001000897400 

0.10 

0.02 

########## 

0.02 

- 

0.02 

0.02 

0.18 

0.00 

- 

- 

- 

- 

- 

0.002 

0.022 

0.001 

0.021 

0.006 

26.61 

Safe 



0.10 

0.00 

3,493.17 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.10 

0.00 

27,342.38 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.04 

77,732.12 

0.05 

- 

0.05 

0.03 

0.28 

0.00 

- 

- 

- 

- 

- 

0.005 

0.057 

0.003 

0.054 

0.014 

24.96 

Safe 

Khartala 

0811000401390500 

0.06 

0.02 

(67.32) 

0.02 

0.01 

0.03 

0.04 

0.37 

0.00 

- 

- 

- 

0.019 

0.020 

0.022 

0.053 

0.003 

0.051 

0.050 

99.30 

Critical 



0.06 

0.01 

(60.61) 

0.01 

0.01 

0.02 

0.03 

0.27 

0.00 

- 

0.0004 

0.0007 

0.019 

0.021 

0.022 

0.045 

0.002 

0.043 

0.034 

80.58 

Semi Critical 

Khirat Ka Bas 

0806001000905700 

0.10 

0.04 

(33.01) 

0.03 

- 

0.03 

0.06 

0.61 

0.00 

0.0100 

- 

- 

- 

0.010 

0.015 

0.049 

0.002 

0.047 

0.096 

204.60 

Over Exploited 

Khoh 

0806001000905300 

0.06 

0.12 

77.59 

0.14 

0.03 

0.17 

0.07 

0.64 

0.01 

0.1000 

- 

- 

- 

0.100 

0.114 

0.286 

0.014 

0.272 

0.916 

337.01 

Over Exploited 

Kishori 

0806000900888300 

0.10 

0.20 

(2.92) 

0.19 

0.02 

0.21 

0.08 

0.70 

0.02 

0.1100 

- 

- 

- 

0.110 

0.135 

0.346 

0.017 

0.328 

0.615 

187.40 

Over Exploited 

Koleshwar Kalan 

0811000401391500 

0.06 

0.07 

93.12 

0.05 

- 

0.05 

0.05 

0.55 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.063 

0.003 

0.059 

0.118 

198.48 

Over Exploited 

Koleshwar Khurd 

0811000101339900 

0.08 

0.05 

1,636.94 

0.04 

- 

0.04 

0.03 

0.30 

- 

- 

- 

- 

- 

- 

- 

0.041 

0.002 

0.039 

0.062 

159.56 

Over Exploited 

Kootooki 

0806001000907100 

0.10 

0.10 

(47.90) 

0.08 

0.01 

0.09 

0.07 

0.65 

0.01 

0.0200 

- 

- 

- 

0.020 

0.031 

0.118 

0.006 

0.112 

0.201 

179.09 

Over Exploited 

Kotri Rampura 

0806001000896800 

0.10 

0.00 

15,849.90 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.06 

29.58 

0.08 

- 

0.08 

0.06 

0.56 

0.01 

- 

- 

- 

- 

- 

0.008 

0.085 

0.004 

0.081 

0.025 

31.35 

Safe 



0.10 

0.00 

221,397.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kundla 

0806000900891400 

0.10 

0.19 

(69.68) 

0.15 

0.07 

0.22 

0.08 

0.69 

0.02 

0.0100 

- 

- 

0.104 

0.114 

0.137 

0.356 

0.018 

0.338 

0.135 

39.88 

Safe 

Kyara 

0806000900888700 

0.10 

0.30 

(29.22) 

0.24 

0.01 

0.25 

0.07 

0.64 

0.04 

0.0300 

- 

- 

- 

0.030 

0.068 

0.321 

0.016 

0.305 

0.326 

107.02 

Over Exploited 

Lakhawas 

0806001000907500 

0.10 

0.02 

(15.49) 

0.02 

- 

0.02 

0.07 

0.65 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.033 

0.002 

0.032 

0.061 

193.35 

Over Exploited 

Losal 

0806001000897700 

0.10 

0.21 

(20.32) 

0.26 

0.01 

0.27 

0.05 

0.49 

0.02 

0.0400 

- 

- 

- 

0.040 

0.064 

0.331 

0.017 

0.314 

0.259 

82.37 

Semi Critical 



0.10 

0.02 

404.44 

0.03 

- 

0.03 

0.02 

0.16 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.041 

0.002 

0.039 

0.051 

131.69 

Over Exploited 

Mallana 

0806001000896900 

0.10 

0.03 

243,778.73 

0.04 

0.01 

0.05 

0.03 

0.27 

0.00 

0.0300 

- 

- 

- 

0.030 

0.034 

0.083 

0.004 

0.079 

0.141 

179.01 

Over Exploited 



0.06 

0.01 

586.72 

0.02 

- 

0.02 

0.02 

0.22 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.038 

0.002 

0.036 

0.115 

315.48 

Over Exploited 



0.10 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.00 

4,629.31 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.005 

4,825.54 

Over Exploited 



0.10 

0.00 

320,708.47 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mejod 

0806000900886200 

0.10 

0.03 

51.80 

0.03 

- 

0.03 

0.03 

0.22 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.048 

0.002 

0.046 

0.085 

186.34 

Over Exploited 



0.08 

0.00 

2,115.87 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.033 

1,221.37 

Over Exploited 

Mitrawat 

0806001000895000 

0.10 

0.04 

7.97 

0.04 

- 

0.04 

0.07 

0.66 

0.01 

0.0100 

- 

- 

- 

0.010 

0.015 

0.060 

0.003 

0.057 

0.062 

109.43 

Over Exploited 

Murlipura 

0806001000895700 

0.10 

0.02 

273.81 

0.02 

0.00 

0.02 

0.02 

0.21 

0.00 

- 

- 

- 

0.001 

0.002 

0.004 

0.029 

0.001 

0.027 

0.029 

107.25 

Over Exploited 



0.10 

0.09 

71.38 

0.11 

0.00 

0.11 

0.05 

0.45 

0.01 

0.0100 

- 

- 

0.002 

0.012 

0.023 

0.137 

0.007 

0.130 

0.064 

49.52 

Safe 

Nabhawala 

0812001101598900 

0.09 

0.00 

(1,504.17) 

0.00 

0.05 

0.05 

0.01 

0.06 

0.00 

- 

- 

- 

0.074 

0.074 

0.074 

0.125 

0.006 

0.119 

0.020 

16.88 

Safe 



0.08 

0.02 

29.67 

0.02 

0.00 

0.03 

0.02 

0.20 

0.00 

0.0100 

- 

- 

0.005 

0.015 

0.017 

0.044 

0.002 

0.042 

0.074 

176.53 

Over Exploited 



0.09 

0.00 

(51,030.96) 

0.00 

0.05 

0.05 

0.00 

0.01 

0.00 

- 

0.0000 

0.0001 

0.074 

0.074 

0.074 

0.123 

0.006 

0.117 

0.006 

5.46 

Safe 



0.08 

0.03 

(5.30) 

0.03 

0.00 

0.03 

0.02 

0.25 

0.00 

0.0100 

0.0008 

0.0013 

0.005 

0.017 

0.020 

0.052 

0.003 

0.050 

0.085 

169.88 

Over Exploited 

Nadoo 

0806001000895600 

0.10 

0.09 

113.69 

0.11 

- 

0.11 

0.04 

0.34 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.135 

0.007 

0.128 

0.074 

57.86 

Safe 



0.10 

0.00 

1,018.06 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.011 

295.04 

Over Exploited 



0.10 

0.01 

507.71 

0.01 

- 

0.01 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.001 

0.013 

0.001 

0.012 

0.015 

122.03 

Over Exploited 



0.10 

0.02 

420.95 

0.02 

- 

0.02 

0.01 

0.14 

0.00 

- 

- 

- 

- 

- 

0.002 

0.022 

0.001 

0.021 

0.020 

98.53 

Critical 

Naidoli 

0806001000896100 

0.10 

0.00 

1,831.00 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.10 

0.14 

(12.55) 

0.12 

0.04 

0.16 

0.07 

0.63 

0.02 

0.0100 

- 

- 

0.062 

0.072 

0.088 

0.250 

0.013 

0.238 

0.060 

25.20 

Safe 

Namdarpura 

0806001000906400 

0.10 

0.02 

(46.74) 

0.02 

- 

0.02 

0.07 

0.65 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.030 

0.002 

0.029 

0.052 

179.62 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Nangal Chandel 

080600100090770C 

3.782 

Fresh 

Non-command 

Non-command 

Quartzite 

3.776 

0.44 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.09 

0.08 

0.24 

0.018 

0.58 

0.69 







Non-command 

Slate 

0.001 

0.44 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nangal Dasa 

0806001000907300 

1.964 

Fresh 

Non-command 

Non-command 

Quartzite 

1.948 

0.61 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.10 

0.009 

0.58 

0.63 


Nangal Kama 

0806001000908000 

1.607 

Fresh 

Non-command 

Non-command 

Quartzite 

1.607 

0.43 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.05 

0.05 

0.19 

0.008 

0.59 

0.65 


Palpur 

0806001000897100 

1.286 

Fresh 

Non-command 

Non-command 

Slate 

1.245 

1.51 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.06 

0.17 

0.006 

0.57 

0.63 


Paota 

0806001000907800 

1.784 

Fresh 

Non-command 

Non-command 

Quartzite 

1.591 

0.38 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.13 

0.008 

0.52 

0.60 







Non-command 

Slate 

0.193 

0.38 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.06 

0.07 


Patti Beena 

0806001000906200 

0.485 

Fresh 

Non-command 

Non-command 

Quartzite 

0.485 

0.66 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.06 

0.002 

0.58 

0.71 


Peelwa 

0811000401391300 

6.577 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.161 

0.42 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.10 

0.11 

0.014 

0.19 

0.22 







Non-command 

Quartzite 

3.726 

0.42 

0.020 

0.05 

0.01 

0.00 

0.00 

0.01 

0.07 

0.06 

0.17 

0.024 

0.33 

0.38 


Pemawala 

0806001000906700 

0.848 

Fresh 

Non-command 

Non-command 

Quartzite 

0.848 

0.55 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.10 

0.004 

0.58 

0.68 


Piplai 

0806000900891000 

13.542 

Fresh 

Non-command 

Non-command 

Quartzite 

9.691 

1.91 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.41 

0.31 

0.08 

0.047 

0.43 

0.56 


Prempura 

0806001000907000 

1.556 

Fresh 

Non-command 

Non-command 

Quartzite 

1.556 

0.51 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.08 

0.07 

0.26 

0.008 

0.58 

0.66 


Raipura 

0806000900886000 

4.241 

Fresh 

Non-command 

Non-command 

Quartzite 

2.182 

1.65 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.01 

0.011 

0.32 

0.42 







Non-command 

Slate 

0.045 

1.65 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Rajdoli 

0806001000897500 

1.565 

Saline 

Non-command 

Non-command 

Limestone 

1.565 

3.36 

0.020 

0.02 

0.00 

0.00 

0.00 

0.02 

0.11 

0.10 

0.05 

0.008 

0.59 

0.66 


Rajor 

0806001000895300 

3.891 

Fresh 

Non-command 

Non-command 

Quartzite 

3.865 

2.73 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.25 

0.20 

0.16 

0.019 

0.61 

0.77 







Non-command 

Slate 

0.001 

2.73 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rampura @ Maharajpura 

0811000401390000 

6.889 

Fresh 

Non-command 

Non-command 

Quartzite 

0.230 

0.53 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.02 


Ramyanwala 

0812001101598800 

9.340 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.175 

0.56 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 







Non-command 

Quartzite 

1.530 

0.56 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.05 

0.008 

0.09 

0.13 


Ratna Ka Bas 

0806001000905900 

0.553 

Fresh 

Non-command 

Non-command 

Quartzite 

0.483 

0.82 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.09 

0.002 

0.51 

0.65 


Rehariya 

0811000101339600 

12.624 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.231 

0.88 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.002 

0.01 

0.01 







Non-command 

Quartzite 

6.572 

0.88 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.19 

0.18 

0.25 

0.052 

0.31 

0.32 







Non-command 

Slate 

1.123 

0.88 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.05 

0.009 

0.05 

0.05 


Roopbas 

0806001000897600 

1.560 

Saline 

Non-command 

Non-command 

Limestone 

1.560 

3.51 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.13 

0.11 

0.008 

0.59 

0.65 


Rundh Agar 

0806000900886500 

1.838 

Fresh 

Non-command 

Non-command 

Quartzite 

0.607 

1.60 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.003 

0.21 

0.27 


Rundh Ajabgarh 

0806000900893800 

2.559 

Fresh 

Non-command 

Non-command 

Quartzite 

1.078 

1.00 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.005 

0.25 

0.32 


Rundh Beegota 

0806001000908400 

0.311 

Fresh 

Non-command 

Non-command 

Limestone 

0.103 

1.16 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.001 

0.20 

0.20 


Rundh Bhangarh 

0806001000905800 

0.238 

Fresh 

Non-command 

Non-command 

Quartzite 

0.193 

0.71 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.07 

0.001 

0.47 

0.61 


Rundh Dabkan 

0806001000896200 

2.183 

Fresh 

Non-command 

Non-command 

Quartzite 

0.402 

2.87 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.002 

0.11 

0.13 







Non-command 

Slate 

0.006 

2.87 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Quartzite 

0.683 

2.87 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.003 

0.19 

0.23 







Non-command 

Limestone 

1.093 

2.87 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.01 

0.005 

0.30 

0.36 


Rundh Jhiri 

0806000900887500 

4.390 

Fresh 

Non-command 

Non-command 

Quartzite 

1.284 

1.95 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.03 

0.006 

0.18 

0.24 


Rundh Kankwari 

0806001000894700 

0.083 

Fresh 

Non-command 

Non-command 

Quartzite 

0.083 

2.48 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.63 

0.82 


Rundh Nadoo 

0806001000895500 

0.216 

Saline 

Non-command 

Non-command 

Quartzite 

0.210 

3.29 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.001 

0.57 

0.70 


Rundh Narayani 

0806001000905400 

0.243 

Fresh 

Non-command 

Non-command 

Quartzite 

0.207 

0.82 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.05 

0.001 

0.50 

0.61 


Rundh Rajor 

0806001000895100 

0.003 

Fresh 

Non-command 

Non-command 

Quartzite 

0.003 

1.93 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.000 

0.62 

0.80 


Rundh Seeli Baori 

0806000900894600 

17.013 

Fresh 

Non-command 

Non-command 

Quartzite 

4.320 

0.86 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.01 

0.021 

0.15 

0.18 







Non-command 

Slate 

7.353 

0.86 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.12 

0.02 

0.035 

0.26 

0.31 


Rundh Tahla 

0806001000895400 

0.745 

Fresh 

Non-command 

Non-command 

Quartzite 

0.003 

3.30 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Quartzite 

0.738 

3.30 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.02 

0.004 

0.60 

0.75 


Rundh Umri Deori 

0806001000897900 

0.633 

Fresh 

Non-command 

Non-command 

Quartzite 

0.330 

2.58 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.002 

0.30 

0.35 







Non-command 

Limestone 

0.023 

2.58 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Sainthal 

0811000401390800 

9.297 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.020 

0.51 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

5.729 

0.51 

0.020 

0.08 

0.01 

0.00 

0.00 

0.01 

0.12 

0.10 

0.27 

0.037 

0.36 

0.43 






Sainthal Sagar 

Command 

Older Alluvium 

0.049 

0.51 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Quartzite 

2.578 

0.51 

0.020 

0.04 

0.00 

0.00 

0.00 

0.01 

0.06 

0.05 

0.12 

0.016 

0.16 

0.19 


Samra 

0806000900890800 

16.370 

Fresh 

Non-command 

Non-command 

Quartzite 

0.421 

1.00 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.02 

0.02 


Sanwatsar 

0806000900887600 

2.178 

Fresh 

Non-command 

Non-command 

Quartzite 

2.146 

1.91 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.09 

0.010 

0.62 

0.80 


Seeli Baori 

0806000900891900 

3.858 

Fresh 

Non-command 

Non-command 

Quartzite 

3.182 

1.26 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.11 

0.015 

0.50 

0.62 


Shekhawala 

0812001101599000 

4.916 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.158 

0.66 

0.020 

0.00 

0.00 

0.00 

0.00 

0.10 

-0.10 

-0.07 

0.00 

0.001 

0.02 

0.02 







Non-command 

Quartzite 

0.432 

0.66 

0.020 

0.00 

0.00 

0.00 

0.00 

0.02 

-0.01 

-0.01 

0.01 

0.002 

0.05 

0.07 






Sainthal Sagar 

Command 

Phyllite & Schist 

0.039 

0.66 

0.020 

0.00 

0.00 

0.00 

0.00 

0.10 

-0.10 

-0.08 

0.00 

0.000 

0.00 

0.01 







Command 

Quartzite 

0.435 

0.66 

0.020 

0.00 

0.00 

0.00 

0.00 

0.02 

-0.01 

-0.01 

0.01 

0.002 

0.05 

0.07 


Shivnagri 

0806001000908100 

0.104 

Fresh 

Non-command 

Non-command 

Quartzite 

0.104 

0.42 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.001 

0.59 

0.66 


Shri Madhogovindpura 

0811000401390400 

0.803 

Fresh 

Non-command 

Non-command 

Quartzite 

0.803 

0.53 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.10 

0.005 

0.58 

0.69 


Shyampura 

0806000900886100 

3.413 

Fresh 

Non-command 

Non-command 

Quartzite 

3.064 

1.56 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.09 

0.04 

0.015 

0.57 

0.74 


Siraska 

0806000900883700 

12.648 

Fresh 

Non-command 

Non-command 

Quartzite 

1.372 

3.21 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.00 

0.007 

0.07 

0.09 


Sitapura 

0806001000906300 

2.951 

Fresh 

Non-command 

Non-command 

Quartzite 

2.951 

0.66 

0.020 

0.04 

0.01 

0.00 

0.00 

0.01 

0.06 

0.05 

0.13 

0.014 

0.58 

0.71 


Sitawat 

0806001000896700 

1.206 

Fresh 

Non-command 

Non-command 

Quartzite 

0.547 

2.90 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.03 

0.003 

0.27 

0.31 







Non-command 

Slate 

0.193 

2.90 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.10 

0.11 





Saline 

Non-command 

Non-command 

Quartzite 

0.450 

2.90 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.002 

0.22 

0.25 


Suratgarh 

0806000900888800 

5.849 

Fresh 

Non-command 

Non-command 

Quartzite 

3.751 

2.48 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.23 

0.18 

0.17 

0.018 

0.40 

0.51 


Syaluta 

0806001000907400 

6.642 

Fresh 

Non-command 

Non-command 

Quartzite 

6.620 

0.51 

0.020 

0.39 

0.06 

0.00 

0.00 

0.00 

0.40 

0.36 

1.51 

0.032 

0.58 

0.65 







Non-command 

Slate 

0.000 

0.51 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Tahla 

0806001000896000 

9.756 

Fresh 

Non-command 

Non-command 

Quartzite 

0.087 

3.35 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Nangal Chandel 

0806001000907700 

0.10 

0.22 

(64.31) 

0.18 

0.01 

0.19 

0.07 

0.65 

0.02 

0.0300 

- 

- 

0.002 

0.032 

0.056 

0.244 

0.012 

0.232 

0.262 

113.21 

Over Exploited 



0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nangal Dasa 

0806001000907300 

0.10 

0.11 

(56.21) 

0.09 

- 

0.09 

0.06 

0.65 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.101 

0.005 

0.096 

0.110 

115.37 

Over Exploited 

Nangal Kama 

0806001000908000 

0.10 

0.09 

(49.56) 

0.08 

0.01 

0.09 

0.07 

0.65 

0.01 

0.0200 

- 

- 

0.001 

0.021 

0.032 

0.118 

0.006 

0.112 

0.201 

179.06 

Over Exploited 

Palpur 

0806001000897100 

0.06 

0.04 

26,955.66 

0.05 

0.01 

0.06 

0.07 

0.64 

0.00 

0.0200 

- 

- 

- 

0.020 

0.025 

0.086 

0.004 

0.082 

0.174 

213.31 

Over Exploited 

Paota 

0806001000907800 

0.10 

0.08 

(56.14) 

0.07 

0.00 

0.07 

0.06 

0.58 

0.01 

0.0100 

- 

- 

0.000 

0.010 

0.019 

0.086 

0.004 

0.082 

0.134 

163.55 

Over Exploited 



0.06 

0.00 

50.34 

0.00 

0.00 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.018 

1,303.47 

Over Exploited 

Patti Beena 

0806001000906200 

0.10 

0.03 

(23.39) 

0.02 

- 

0.02 

0.07 

0.65 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.036 

0.002 

0.034 

0.061 

180.77 

Over Exploited 

Peelwa 

0811000401391300 

0.20 

0.08 

25.84 

0.10 

- 

0.10 

0.02 

0.21 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.118 

0.006 

0.112 

0.123 

109.48 

Over Exploited 



0.06 

0.07 

(22.59) 

0.06 

0.02 

0.07 

0.04 

0.37 

0.01 

0.0200 

- 

- 

0.008 

0.028 

0.036 

0.110 

0.006 

0.105 

0.190 

181.36 

Over Exploited 

Pemawala 

0806001000906700 

0.10 

0.05 

(31.68) 

0.04 

- 

0.04 

0.07 

0.65 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.055 

0.003 

0.052 

0.105 

200.76 

Over Exploited 

Piplai 

0806000900891000 

0.10 

0.38 

197,274.06 

0.31 

- 

0.31 

0.05 

0.48 

0.05 

0.0100 

- 

- 

- 

0.010 

0.057 

0.365 

0.018 

0.346 

0.130 

37.45 

Safe 

Prempura 

0806001000907000 

0.10 

0.09 

(26.83) 

0.07 

0.01 

0.08 

0.06 

0.65 

0.01 

0.0300 

- 

- 

0.001 

0.031 

0.041 

0.124 

0.006 

0.118 

0.267 

226.23 

Over Exploited 

Raipura 

0806000900886000 

0.10 

0.07 

(21.60) 

0.06 

- 

0.06 

0.04 

0.37 

0.01 

- 

- 

- 

- 

- 

0.009 

0.066 

0.003 

0.063 

0.017 

26.45 

Safe 



0.08 

0.00 

4,941.40 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rajdoli 

0806001000897500 

0.10 

0.09 

5.29 

0.10 

0.02 

0.11 

0.07 

0.66 

0.01 

0.0100 

- 

- 

0.026 

0.036 

0.047 

0.161 

0.008 

0.153 

0.061 

39.65 

Safe 

Rajor 

0806001000895300 

0.10 

0.24 

(15.97) 

0.20 

0.01 

0.21 

0.08 

0.69 

0.03 

0.0300 

- 

- 

- 

0.030 

0.060 

0.268 

0.013 

0.255 

0.179 

70.13 

Semi Critical 



0.06 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rampura @ Maharajpura 

0811000401390000 

0.06 

0.00 

125.57 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

0.003 

0.003 

0.003 

0.005 

0.000 

0.004 

0.008 

196.98 

Over Exploited 

Ramyanwala 

0812001101598800 

0.09 

0.00 

3,394.79 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.007 

6,489.00 

Over Exploited 



0.08 

0.01 

106,021.55 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.022 

0.001 

0.021 

0.058 

278.32 

Over Exploited 

Ratna Ka Bas 

0806001000905900 

0.10 

0.02 

(10.38) 

0.02 

- 

0.02 

0.06 

0.56 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.035 

0.002 

0.033 

0.094 

286.45 

Over Exploited 

Rehariya 

0811000101339600 

0.20 

0.00 

3,830.79 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.013 

2,253.36 

Over Exploited 



0.08 

0.16 

10.84 

0.18 

0.01 

0.19 

0.03 

0.34 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.219 

0.011 

0.208 

0.304 

145.63 

Over Exploited 



0.08 

0.00 

18,792.82 

0.01 

- 

0.01 

0.01 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.015 

0.059 

401.97 

Over Exploited 

Roopbas 

0806001000897600 

0.10 

0.09 

38.63 

0.11 

- 

0.11 

0.07 

0.65 

0.01 

0.0200 

- 

- 

- 

0.020 

0.031 

0.141 

0.007 

0.133 

0.114 

85.10 

Semi Critical 

Rundh Agar 

0806000900886500 

0.10 

0.01 

760.27 

0.01 

- 

0.01 

0.03 

0.24 

0.00 

- 

- 

- 

- 

- 

0.001 

0.012 

0.001 

0.012 

0.045 

385.59 

Over Exploited 

Rundh Ajabgarh 

0806000900893800 

0.10 

0.03 

3,092.46 

0.02 

- 

0.02 

0.03 

0.28 

0.00 

- 

- 

- 

- 

- 

0.003 

0.027 

0.001 

0.026 

0.029 

112.78 

Over Exploited 

Rundh Beegota 

0806001000908400 

0.10 

0.00 

519.09 

0.00 

- 

0.00 

0.02 

0.22 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.043 

1,846.47 

Over Exploited 

Rundh Bhangarh 

0806001000905800 

0.10 

0.01 

1,576.67 

0.01 

- 

0.01 

0.05 

0.52 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.021 

0.001 

0.020 

0.068 

336.22 

Over Exploited 

Rundh Dabkan 

0806001000896200 

0.10 

0.00 

332.06 

0.01 

- 

0.01 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.010 

178.53 

Over Exploited 



0.06 

0.00 

34,779.40 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.01 

155.19 

0.02 

- 

0.02 

0.02 

0.21 

0.00 

- 

- 

- 

- 

- 

0.002 

0.017 

0.001 

0.016 

0.008 

51.76 

Safe 



0.10 

0.03 

59.11 

0.04 

- 

0.04 

0.04 

0.34 

0.00 

- 

- 

- 

- 

- 

0.004 

0.043 

0.002 

0.041 

0.015 

37.20 

Safe 

Rundh Jhiri 

0806000900887500 

0.10 

0.02 

98,169.61 

0.03 

- 

0.03 

0.02 

0.21 

0.00 

- 

- 

- 

- 

- 

0.003 

0.030 

0.002 

0.029 

0.036 

125.40 

Over Exploited 

Rundh Kankwari 

0806001000894700 

0.10 

0.01 

(52.26) 

0.00 

0.00 

0.01 

0.08 

0.71 

0.00 

- 

- 

- 

0.001 

0.001 

0.002 

0.007 

0.000 

0.007 

0.008 

122.73 

Over Exploited 

Rundh Nadoo 

0806001000895500 

0.10 

0.01 

61.28 

0.01 

- 

0.01 

0.07 

0.64 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.026 

0.001 

0.025 

0.035 

142.22 

Over Exploited 

Rundh Narayani 

0806001000905400 

0.10 

0.01 

6.78 

0.01 

- 

0.01 

0.06 

0.56 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.022 

0.001 

0.021 

0.051 

240.88 

Over Exploited 

Rundh Rajor 

0806001000895100 

0.10 

0.00 

3,580.84 

0.00 

- 

0.00 

0.08 

0.70 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.010 

0.001 

0.010 

0.042 

430.03 

Over Exploited 

Rundh Seeli Baori 

0806000900894600 

0.10 

0.07 

6.35 

0.07 

- 

0.07 

0.02 

0.17 

0.01 

- 

- 

- 

- 

- 

0.008 

0.077 

0.004 

0.073 

0.033 

44.71 

Safe 



0.08 

0.15 

344,713.20 

0.12 

- 

0.12 

0.03 

0.29 

0.02 

- 

- 

- 

- 

- 

0.017 

0.136 

0.007 

0.130 

0.053 

41.30 

Safe 

Rundh Tahla 

0806001000895400 

0.10 

0.00 

37,048.53 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.04 

5.91 

0.05 

- 

0.05 

0.07 

0.67 

0.01 

- 

- 

- 

- 

- 

0.006 

0.052 

0.003 

0.050 

0.028 

55.41 

Safe 

Rundh Umri Deori 

0806001000897900 

0.10 

0.01 

48.24 

0.01 

- 

0.01 

0.04 

0.34 

0.00 

- 

- 

- 

- 

- 

0.001 

0.013 

0.001 

0.012 

0.019 

149.56 

Over Exploited 



0.10 

0.00 

2,013.43 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sainthal 

0811000401390800 

0.20 

0.00 

15,937.93 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.12 

(17.15) 

0.10 

0.02 

0.12 

0.04 

0.40 

0.01 

0.0300 

- 

- 

0.010 

0.041 

0.054 

0.173 

0.009 

0.164 

0.311 

189.36 

Over Exploited 



0.20 

0.00 

7,070.24 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.02 

99.84 

0.03 

0.01 

0.04 

0.02 

0.18 

0.00 

0.0100 

0.0016 

0.0020 

0.010 

0.024 

0.027 

0.064 

0.003 

0.060 

0.138 

229.45 

Over Exploited 

Samra 

0806000900890800 

0.10 

0.00 

186,200.00 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.014 

3,999.38 

Over Exploited 

Sanwatsar 

0806000900887600 

0.10 

0.13 

(40.47) 

0.11 

- 

0.11 

0.08 

0.70 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.133 

0.007 

0.126 

0.096 

76.18 

Semi Critical 

Seeli Baori 

0806000900891900 

0.10 

0.16 

(144.54) 

0.13 

- 

0.13 

0.06 

0.56 

0.02 

0.0100 

- 

- 

- 

0.010 

0.029 

0.156 

0.008 

0.149 

0.129 

87.09 

Semi Critical 

Shekhawala 

0812001101599000 

0.09 

0.00 

(28,312.12) 

0.00 

0.10 

0.10 

0.00 

0.02 

0.00 

- 

- 

- 

0.152 

0.153 

0.153 

0.254 

0.013 

0.242 

0.001 

0.33 

Safe 



0.08 

0.00 

(674.66) 

0.00 

0.02 

0.02 

0.01 

0.06 

0.00 

- 

- 

- 

0.029 

0.029 

0.029 

0.050 

0.002 

0.047 

0.007 

15.17 

Safe 



0.09 

0.00 

(458,122.18) 

0.00 

0.10 

0.10 

0.00 

0.01 

0.00 

- 

0.0000 

0.0000 

0.152 

0.153 

0.153 

0.254 

0.013 

0.241 

0.000 

0.08 

Safe 



0.08 

0.00 

(659.80) 

0.00 

0.02 

0.02 

0.01 

0.06 

0.00 

- 

0.0002 

0.0003 

0.029 

0.029 

0.030 

0.050 

0.003 

0.048 

0.007 

15.02 

Safe 

Shivnagri 

0806001000908100 

0.10 

0.01 

60.63 

0.01 

- 

0.01 

0.07 

0.65 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.008 

0.043 

559.16 

Over Exploited 

Shri Madhogovindpura 

0811000401390400 

0.06 

0.03 

15.23 

0.03 

- 

0.03 

0.06 

0.64 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.045 

0.002 

0.043 

0.106 

247.10 

Over Exploited 

Shyampura 

0806000900886100 

0.10 

0.17 

(48.89) 

0.14 

- 

0.14 

0.07 

0.64 

0.02 

- 

- 

- 

- 

- 

0.022 

0.162 

0.008 

0.154 

0.057 

36.90 

Safe 

Siraska 

0806000900883700 

0.10 

0.01 

########## 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.012 

0.001 

0.012 

0.007 

57.33 

Safe 

Sitapura 

0806001000906300 

0.10 

0.17 

(69.63) 

0.14 

0.02 

0.15 

0.07 

0.65 

0.02 

0.0200 

- 

- 

0.009 

0.029 

0.048 

0.201 

0.010 

0.191 

0.148 

77.55 

Semi Critical 

Sitawat 

0806001000896700 

0.10 

0.01 

148.63 

0.02 

- 

0.02 

0.03 

0.30 

0.00 

- 

- 

- 

- 

- 

0.002 

0.019 

0.001 

0.018 

0.028 

150.12 

Over Exploited 



0.06 

0.00 

787.75 

0.00 

- 

0.00 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.009 

647.06 

Over Exploited 



0.10 

0.01 

129.17 

0.01 

- 

0.01 

0.03 

0.25 

0.00 

- 

- 

- 

- 

- 

0.001 

0.013 

0.001 

0.013 

0.012 

97.49 

Critical 

Suratgarh 

0806000900888800 

0.10 

0.11 

43,298.01 

0.13 

0.01 

0.14 

0.05 

0.45 

0.01 

0.0200 

- 

- 

- 

0.020 

0.034 

0.176 

0.009 

0.167 

0.186 

111.57 

Over Exploited 

Syaluta 

0806001000907400 

0.10 

0.39 

(7.90) 

0.36 

0.06 

0.42 

0.07 

0.65 

0.04 

0.1700 

- 

- 

- 

0.170 

0.213 

0.630 

0.031 

0.598 

1.544 

258.18 

Over Exploited 



0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Tahla 

0806001000896000 

0.10 

0.00 

10,902.05 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.008 

14,791.40 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Limestone 

0.008 

3.35 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Quartzite 

2.376 

3.35 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.16 

0.08 

0.012 

0.14 

0.17 







Non-command 

Limestone 

7.113 

3.35 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.54 

0.47 

0.24 

0.035 

0.43 

0.50 


Talab 

0806001000897300 

9.968 

Fresh 

Non-command 

Non-command 

Quartzite 

2.709 

3.61 

0.020 

0.13 

0.02 

0.00 

0.00 

0.00 

0.31 

0.29 

0.50 

0.013 

0.16 

0.17 







Non-command 

Limestone 

5.834 

3.61 

0.020 

0.28 

0.04 

0.00 

0.00 

0.00 

0.66 

0.64 

1.08 

0.028 

0.34 

0.36 





Saline 

Non-command 

Non-command 

Limestone 

1.003 

3.61 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.11 

0.005 

0.06 

0.06 


Thana 

0806001000905100 

2.276 

Fresh 

Non-command 

Non-command 

Slate 

0.340 

1.14 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.09 

0.09 







Non-command 

Limestone 

1.936 

1.14 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.00 

0.009 

0.50 

0.53 


Til war 

0806001000897000 

2.091 

Fresh 

Non-command 

Non-command 

Slate 

1.924 

2.51 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.16 

0.14 

0.29 

0.009 

0.54 

0.59 


Tilwari 

0806001000896600 

1.884 

Fresh 

Non-command 

Non-command 

Quartzite 

0.815 

1.57 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.03 

0.004 

0.26 

0.29 







Non-command 

Slate 

0.708 

1.57 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.003 

0.22 

0.25 


Titarwara Kalan 

0811000401391600 

8.784 

Fresh 

Non-command 

Non-command 

Quartzite 

0.050 

0.29 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 


Titarwara Khurd 

0811000401391400 

4.689 

Fresh 

Non-command 

Non-command 

Quartzite 

2.636 

0.40 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.05 

0.17 

0.017 

0.33 

0.37 


Toda Jaisinghpura 

0806001000905000 

4.638 

Fresh 

Non-command 

Non-command 

Slate 

1.553 

1.11 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.12 

0.008 

0.20 

0.21 







Non-command 

Limestone 

3.073 

1.11 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.12 

0.11 

0.24 

0.015 

0.39 

0.41 


Todi Ka Bas 

0806001000905600 

0.451 

Fresh 

Non-command 

Non-command 

Quartzite 

0.451 

0.89 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.06 

0.002 

0.58 

0.72 


Umri Deori 

0806001000897800 

1.147 

Fresh 

Non-command 

Non-command 

Quartzite 

0.418 

2.71 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.002 

0.21 

0.25 


Urwari 

0811000101339700 

7.370 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.096 

0.67 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 







Non-command 

Quartzite 

1.316 

0.67 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.010 

0.11 

0.11 

03001031 

Abhaneri 

0811000101352600 

6.037 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.234 

-0.85 

0.100 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.025 

0.32 

0.30 







Non-command 

Younger Alluvium 

0.035 

-0.85 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Aliyapara 

0811000101358200 

1.701 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.327 

-0.47 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.003 

0.12 

0.10 


Arniya 

0811000101346200 

4.511 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.277 

-0.26 

0.100 

0.24 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.91 

0.034 

0.57 

0.54 







Non-command 

Quartzite 

0.233 

-0.26 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.002 

0.03 

0.03 


Badiyal Khurd 

0811000101347200 

2.997 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.361 

-0.04 

0.100 

0.01 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.03 

0.003 

0.07 

0.07 


Bagdera 

0811000101340200 

4.392 

Fresh 

Non-command 

Non-command 

Quartzite 

4.392 

0.21 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.10 

0.09 

0.33 

0.034 

0.59 

0.62 


Baijupara 

0811000101358900 

3.095 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.095 

-0.66 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.47 

0.024 

0.59 

0.53 


Bandikui (M) 

0811000141101000 

3.013 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.697 

-0.20 

0.100 

1.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

3.080 

0.54 

0.50 


Bandikui Jageer(Rural) 

0811000101347800 

1.126 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.376 

-0.05 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.003 

0.20 

0.19 


Bara Bas 

0811000101349800 

0.835 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.835 

-0.67 

0.100 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.76 

0.007 

0.60 

0.56 


Barh Bageechi 

0811000101346500 

0.408 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.408 

-0.76 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.003 

0.60 

0.57 


Barh Bichchhi 

0811000101350000 

0.773 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.773 

-0.70 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.006 

0.60 

0.56 


Baroli 

0811000401392300 

11.724 

Fresh 

Non-command 

Non-command 

Quartzite 

0.224 

0.16 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 


Bas Gurhaliya 

0811000101345900 

2.042 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.692 

-0.28 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.005 

0.20 

0.20 


Bedari Goojran 

0811000101354200 

4.204 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.693 

-0.04 

0.100 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.029 

0.53 

0.49 







Non-command 

Gneisses(B.G.C) 

0.072 

-0.04 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Bedhadi Meenan 

0811000101358300 

2.995 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.326 

-0.48 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.010 

0.27 

0.24 


Bhandeda 

0811000101349900 

3.629 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.629 

-0.46 

0.100 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.44 

0.028 

0.60 

0.56 


Bhanwara 

0811000101340600 

2.609 

Fresh 

Non-command 

Non-command 

Quartzite 

2.609 

0.13 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.020 

0.59 

0.60 


Bhanwata 

0811000101340800 

6.456 

Fresh 

Non-command 

Non-command 

Quartzite 

5.799 

0.14 

0.020 

0.17 

0.02 

0.00 

0.00 

0.00 

0.17 

0.16 

0.63 

0.045 

0.53 

0.55 


Bhanwati 

0811000101340900 

3.154 

Fresh 

Non-command 

Non-command 

Quartzite 

2.532 

0.09 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.08 

0.08 

0.32 

0.020 

0.47 

0.50 


Bhatpura 

0811000101349200 

1.377 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.373 

0.17 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.06 

0.003 

0.16 

0.15 







Non-command 

Gneisses(B.G.C) 

0.004 

0.17 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhedoli 

0811000401392700 

1.993 

Fresh 

Non-command 

Non-command 

Quartzite 

0.844 

0.25 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.03 

0.03 

0.14 

0.005 

0.25 

0.27 


Chak Somara 

0811000101350700 

0.673 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.673 

-0.78 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.005 

0.60 

0.57 


Chandanwas 

0811000101344800 

8.932 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.045 

-0.36 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.032 

0.27 

0.26 







Non-command 

Quartzite 

2.261 

-0.36 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.018 

0.15 

0.15 


Chandera 

0811000101339800 

8.594 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.887 

0.47 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.03 

0.007 

0.06 

0.06 







Non-command 

Quartzite 

6.440 

0.47 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.11 

0.11 

0.17 

0.050 

0.44 

0.46 


Chaubariwala 

0811000101340000 

6.571 

Fresh 

Non-command 

Non-command 

Quartzite 

6.147 

0.36 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.09 

0.09 

0.17 

0.048 

0.55 

0.59 


Chorwara 

0811000101353800 

1.993 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.780 

-0.42 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.006 

0.24 

0.22 







Non-command 

Younger Alluvium 

0.235 

-0.42 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.002 

0.07 

0.07 


Dhandholai 

0811000101356100 

1.474 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.378 

-0.41 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.003 

0.16 

0.14 


Dhigariya Bhim 

0811000101359200 

6.988 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.521 

-0.81 

0.120 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.53 

0.035 

0.38 

0.35 





Saline 

Non-command 

Non-command 

Younger Alluvium 

1.234 

-0.81 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.010 

0.10 

0.09 


Dhigariya Kapoor 

0811000101359100 

2.932 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.695 

-0.81 

0.120 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.59 

0.013 

0.34 

0.30 





Saline 

Non-command 

Non-command 

Younger Alluvium 

0.047 

-0.81 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Dholka 

0811000101344900 

1.747 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.129 

-0.24 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.009 

0.38 

0.38 







Non-command 

Quartzite 

0.618 

-0.24 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.005 

0.21 

0.21 


Durki 

0811000101340100 

2.145 

Fresh 

Non-command 

Non-command 

Quartzite 

2.145 

0.24 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.12 

0.017 

0.59 

0.63 


Gadandi 

0811000101341300 

4.895 

Fresh 

Non-command 

Non-command 

Quartzite 

4.895 

-0.02 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.038 

0.59 

0.58 


Gadarwara Goojaran 

0811000101341200 

1.805 

Fresh 

Non-command 

Non-command 

Quartzite 

1.805 

-0.10 

0.020 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.014 

0.59 

0.60 


Garh Dubbi 

0811000101355500 

0.730 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.669 

-0.34 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.005 

0.55 

0.51 







Non-command 

Younger Alluvium 

0.062 

-0.34 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.05 

0.05 


Golara 

0811000101357300 

4.450 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.538 

-0.60 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.004 

0.07 

0.07 







Non-command 

Younger Alluvium 

2.654 

-0.60 

0.120 

0.21 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.81 

0.021 

0.35 

0.33 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.027 

-0.60 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

0.024 

-0.60 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.10 

0.00 

103,036.06 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.03 

354.57 

0.04 

- 

0.04 

0.02 

0.16 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.055 

0.003 

0.052 

0.089 

169.08 

Over Exploited 



0.10 

0.31 

########## 

0.37 

0.01 

0.38 

0.05 

0.48 

0.04 

0.0400 

- 

- 

- 

0.040 

0.076 

0.453 

0.023 

0.430 

0.270 

62.73 

Safe 

Talab 

0806001000897300 

0.10 

0.04 

630,507.88 

0.05 

0.02 

0.07 

0.02 

0.18 

0.00 

0.0900 

- 

- 

- 

0.090 

0.095 

0.166 

0.008 

0.158 

0.509 

322.77 

Over Exploited 



0.10 

0.20 

216.96 

0.24 

0.04 

0.28 

0.04 

0.38 

0.02 

0.2000 

- 

- 

- 

0.200 

0.222 

0.503 

0.025 

0.478 

1.112 

232.62 

Over Exploited 



0.10 

0.01 

1,561.53 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

0.0200 

- 

- 

- 

0.020 

0.021 

0.028 

0.001 

0.026 

0.111 

420.08 

Over Exploited 

Thana 

0806001000905100 

0.06 

0.00 

305.94 

0.00 

- 

0.00 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.002 

73.79 

Semi Critical 



0.10 

0.10 

(57.61) 

0.08 

0.00 

0.08 

0.06 

0.56 

0.01 

- 

- 

- 

0.001 

0.001 

0.011 

0.090 

0.004 

0.085 

0.009 

11.07 

Safe 

Til war 

0806001000897000 

0.06 

0.06 

183,084.96 

0.07 

0.01 

0.08 

0.06 

0.61 

0.01 

0.0500 

- 

- 

- 

0.050 

0.057 

0.142 

0.007 

0.134 

0.295 

219.63 

Over Exploited 

Tilwari 

0806001000896600 

0.10 

0.02 

49.61 

0.03 

- 

0.03 

0.03 

0.29 

0.00 

- 

- 

- 

- 

- 

0.002 

0.028 

0.001 

0.026 

0.038 

145.08 

Over Exploited 



0.06 

0.01 

103,094.25 

0.01 

- 

0.01 

0.03 

0.25 

0.00 

- 

- 

- 

- 

- 

0.001 

0.012 

0.001 

0.011 

0.037 

332.35 

Over Exploited 

Titarwara Kalan 

0811000401391600 

0.06 

0.00 

2,887.36 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

63,950.53 

Over Exploited 

Titarwara Khurd 

0811000401391400 

0.06 

0.05 

927.34 

0.04 

0.01 

0.05 

0.04 

0.36 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.075 

0.004 

0.071 

0.182 

256.72 

Over Exploited 

Toda Jaisinghpura 

0806001000905000 

0.06 

0.02 

234.17 

0.02 

- 

0.02 

0.02 

0.22 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.032 

0.002 

0.031 

0.126 

411.03 

Over Exploited 



0.10 

0.12 

(6.13) 

0.11 

0.01 

0.12 

0.04 

0.44 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.153 

0.008 

0.145 

0.250 

171.86 

Over Exploited 

Todi Ka Bas 

0806001000905600 

0.10 

0.03 

(13.68) 

0.02 

- 

0.02 

0.07 

0.65 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.036 

0.002 

0.034 

0.061 

180.51 

Over Exploited 

Umri Deori 

0806001000897800 

0.10 

0.01 

214.86 

0.01 

- 

0.01 

0.03 

0.23 

0.00 

- 

- 

- 

- 

- 

0.001 

0.012 

0.001 

0.011 

0.044 

401.28 

Over Exploited 

Urwari 

0811000101339700 

0.20 

0.00 

4,041.10 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.08 

0.01 

138.95 

0.01 

- 

0.01 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.013 

0.024 

192.36 

Over Exploited 

Abhaneri 

0811000101352600 

0.20 

0.21 

- 

0.21 

0.00 

0.21 

0.03 

0.36 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.222 

0.022 

0.199 

0.381 

191.28 

Over Exploited 



0.22 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Aliyapara 

0811000101358200 

0.22 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.001 

0.007 

0.046 

608.78 

Over Exploited 

Arniya 

0811000101346200 

0.20 

0.48 

- 

0.48 

0.01 

0.49 

0.06 

0.63 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.525 

0.052 

0.472 

0.941 

199.23 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.038 

7,331.14 

Over Exploited 

Badiyal Khurd 

0811000101347200 

0.20 

0.01 

- 

0.01 

0.01 

0.01 

0.01 

0.08 

- 

- 

- 

- 

0.013 

0.014 

0.014 

0.028 

0.003 

0.025 

0.035 

139.65 

Over Exploited 

Bagdera 

0811000101340200 

0.08 

0.21 

(54.88) 

0.17 

0.01 

0.18 

0.06 

0.65 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.217 

0.011 

0.206 

0.365 

177.62 

Over Exploited 

Baijupara 

0811000101358900 

0.22 

0.40 

- 

0.40 

0.01 

0.41 

0.06 

0.66 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.436 

0.044 

0.393 

0.490 

124.87 

Over Exploited 

Bandikui (M) 

0811000141101000 

0.20 

0.29 

- 

0.29 

0.00 

0.29 

0.06 

0.60 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.290 

0.029 

0.261 

3.080 

1,178.37 

Over Exploited 

Bandikui Jageer(Rural) 

0811000101347800 

0.20 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.22 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.025 

0.003 

0.023 

0.241 

1,067.38 

Over Exploited 

Bara Bas 

0811000101349800 

0.20 

0.10 

- 

0.10 

0.01 

0.11 

0.06 

0.67 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.140 

0.014 

0.126 

0.763 

603.05 

Over Exploited 

Barh Bageechi 

0811000101346500 

0.20 

0.05 

- 

0.05 

- 

0.05 

0.06 

0.66 

- 

- 

- 

- 

- 

- 

- 

0.049 

0.005 

0.044 

0.111 

252.49 

Over Exploited 

Barh Bichchhi 

0811000101350000 

0.20 

0.09 

- 

0.09 

- 

0.09 

0.06 

0.67 

- 

- 

- 

- 

- 

- 

- 

0.093 

0.009 

0.084 

0.092 

110.11 

Over Exploited 

Baroli 

0811000401392300 

0.06 

0.00 

250.14 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.015 

10,132.01 

Over Exploited 

Bas Gurhaliya 

0811000101345900 

0.20 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.22 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.038 

0.004 

0.034 

0.156 

461.25 

Over Exploited 

Bedari Goojran 

0811000101354200 

0.20 

0.39 

- 

0.39 

0.00 

0.39 

0.06 

0.58 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.400 

0.040 

0.360 

0.409 

113.67 

Over Exploited 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Bedhadi Meenan 

0811000101358300 

0.22 

0.08 

- 

0.08 

- 

0.08 

0.03 

0.30 

- 

- 

- 

- 

- 

- 

- 

0.078 

0.008 

0.070 

0.053 

76.25 

Semi Critical 

Bhandeda 

0811000101349900 

0.20 

0.44 

- 

0.44 

0.01 

0.45 

0.06 

0.67 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.467 

0.047 

0.421 

0.471 

112.06 

Over Exploited 

Bhanwara 

0811000101340600 

0.08 

0.12 

(78.43) 

0.10 

- 

0.10 

0.06 

0.66 

- 

- 

- 

- 

- 

- 

- 

0.099 

0.005 

0.094 

0.056 

60.24 

Safe 

Bhanwata 

0811000101340800 

0.08 

0.24 

(135.21) 

0.20 

0.02 

0.22 

0.06 

0.58 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.286 

0.014 

0.271 

0.671 

247.38 

Over Exploited 

Bhanwati 

0811000101340900 

0.08 

0.10 

(15.51) 

0.08 

0.01 

0.09 

0.05 

0.52 

- 

0.0400 

- 

- 

0.000 

0.040 

0.040 

0.131 

0.007 

0.124 

0.344 

277.28 

Over Exploited 

Bhatpura 

0811000101349200 

0.20 

0.01 

45.01 

0.01 

- 

0.01 

0.02 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.015 

0.001 

0.014 

0.059 

425.87 

Over Exploited 



0.10 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhedoli 

0811000401392700 

0.06 

0.01 

149.26 

0.01 

0.01 

0.02 

0.03 

0.27 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.045 

0.002 

0.043 

0.149 

349.67 

Over Exploited 

Chak Somara 

0811000101350700 

0.20 

0.08 

- 

0.08 

- 

0.08 

0.06 

0.66 

- 

- 

- 

- 

- 

- 

- 

0.081 

0.008 

0.073 

0.081 

112.00 

Over Exploited 

Chandanwas 

0811000101344800 

0.20 

0.22 

- 

0.22 

- 

0.22 

0.03 

0.30 

- 

- 

- 

- 

- 

- 

- 

0.218 

0.022 

0.196 

0.075 

38.14 

Safe 



0.08 

0.03 

- 

0.03 

0.00 

0.03 

0.02 

0.17 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.028 

0.003 

0.025 

0.032 

126.49 

Over Exploited 

Chandera 

0811000101339800 

0.20 

0.01 

362.49 

0.01 

- 

0.01 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.012 

0.039 

316.11 

Over Exploited 



0.08 

0.23 

(53.10) 

0.18 

0.01 

0.19 

0.05 

0.49 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.212 

0.011 

0.202 

0.223 

110.89 

Over Exploited 

Chaubariwala 

0811000101340000 

0.08 

0.27 

(167.59) 

0.22 

0.01 

0.23 

0.06 

0.61 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.246 

0.012 

0.233 

0.214 

91.84 

Critical 

Chorwara 

0811000101353800 

0.20 

0.04 

- 

0.04 

- 

0.04 

0.03 

0.26 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.047 

0.005 

0.042 

0.146 

345.31 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.003 

0.045 

1,348.48 

Over Exploited 

Dhandholai 

0811000101356100 

0.22 

0.01 

- 

0.01 

0.00 

0.01 

0.02 

0.17 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.013 

0.001 

0.012 

0.133 

1,124.44 

Over Exploited 

Dhigariya Bhim 

0811000101359200 

0.22 

0.38 

- 

0.38 

0.01 

0.39 

0.04 

0.42 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.409 

0.041 

0.368 

0.564 

153.22 

Over Exploited 



0.22 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.028 

0.003 

0.025 

0.088 

344.94 

Over Exploited 

Dhigariya Kapoor 

0811000101359100 

0.22 

0.13 

- 

0.13 

0.01 

0.14 

0.04 

0.38 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.156 

0.016 

0.141 

0.607 

432.15 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

13,967.00 

Over Exploited 

Dholka 

0811000101344900 

0.20 

0.09 

- 

0.09 

0.00 

0.09 

0.04 

0.42 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.086 

0.009 

0.078 

0.074 

95.14 

Critical 



0.08 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.23 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.001 

0.009 

0.034 

363.68 

Over Exploited 

Durki 

0811000101340100 

0.08 

0.10 

(53.62) 

0.08 

0.00 

0.08 

0.06 

0.65 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.091 

0.005 

0.086 

0.139 

160.53 

Over Exploited 

Gadandi 

0811000101341300 

0.08 

0.23 

- 

0.23 

0.00 

0.23 

0.06 

0.66 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.234 

0.023 

0.211 

0.081 

38.62 

Safe 

Gadarwara Goojaran 

0811000101341200 

0.08 

0.09 

- 

0.09 

- 

0.09 

0.06 

0.65 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.095 

0.010 

0.086 

0.331 

386.06 

Over Exploited 

Garh Dubbi 

0811000101355500 

0.20 

0.07 

- 

0.07 

- 

0.07 

0.06 

0.61 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.084 

0.008 

0.075 

0.221 

294.19 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.022 

3,648.04 

Over Exploited 

Golara 

0811000101357300 

0.20 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.002 

0.016 

0.168 

1,053.37 

Over Exploited 



0.22 

0.21 

- 

0.21 

0.01 

0.22 

0.04 

0.39 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.247 

0.025 

0.222 

0.830 

372.95 

Over Exploited 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

35,098.04 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

39,040.59 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Gurha Ashikpura 

081100010135490C 

1.797 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.113 

-0.38 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.04 

0.04 


Gurha Katla 

0811000101341400 

4.730 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.166 

0.08 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.001 

0.02 

0.02 







Non-command 

Quartzite 

3.533 

0.08 

0.020 

0.15 

0.01 

0.00 

0.00 

0.00 

0.14 

0.15 

0.58 

0.028 

0.45 

0.43 


Gurhaliya 

0811000101345000 

1.715 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.448 

-0.24 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.004 

0.15 

0.16 


Handli 

0811000101358600 

1.756 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.563 

-0.53 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.004 

0.19 

0.17 


Haripura 

0811000101349700 

3.181 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.181 

-0.41 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.025 

0.60 

0.56 


Jagsoli 

0811000101340300 

4.288 

Fresh 

Non-command 

Non-command 

Quartzite 

4.007 

0.29 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.07 

0.031 

0.55 

0.57 


Jaitalwari 

0811000101358100 

1.374 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.374 

-0.73 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.011 

0.59 

0.54 


Jhoonthahera Kalan 

0811000101360700 

2.538 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.402 

-0.74 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.011 

0.32 

0.29 


Jhoonthahera Khurd 

0811000101360800 

4.550 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.120 

-0.67 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.01 


Kanchanpura 

0811000101358800 

0.964 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.921 

-0.69 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.007 

0.56 

0.50 


Katarwada 

0811000101344600 

2.254 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.412 

-0.04 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.003 

0.11 

0.10 







Non-command 

Quartzite 

0.004 

-0.04 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kathnadi 

0811000101355800 

1.897 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.203 

-0.42 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.009 

0.38 

0.35 


Keeratpura 

0811000101346300 

6.045 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.393 

-0.50 

0.100 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.034 

0.43 

0.42 


Khera 

0811000101356000 

0.736 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.318 

-0.41 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.002 

0.26 

0.24 


Khohra Khurd 

0811000401392400 

4.408 

Fresh 

Non-command 

Non-command 

Quartzite 

3.179 

0.27 

0.020 

0.12 

0.02 

0.00 

0.00 

0.00 

0.12 

0.11 

0.43 

0.020 

0.42 

0.46 


Khoont Jatoli 

0811000101340400 

9.115 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.486 

0.26 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.08 

0.012 

0.10 

0.10 







Non-command 

Quartzite 

5.150 

0.26 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.17 

0.040 

0.34 

0.33 


Kishanpura 

0811000101349300 

2.890 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.775 

0.10 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.26 

0.014 

0.37 

0.34 







Non-command 

Gneisses(B.G.C) 

0.713 

0.10 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.08 

0.006 

0.15 

0.14 


Koleshwar Kalan 

0811000401391500 

3.321 

Fresh 

Non-command 

Non-command 

Quartzite 

0.044 

0.45 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Koleshwar Khurd 

0811000101339900 

5.224 

Fresh 

Non-command 

Non-command 

Quartzite 

1.647 

0.51 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.013 

0.18 

0.20 


Kolwa 

0811000101345200 

6.878 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.126 

-0.04 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.009 

0.10 

0.10 







Non-command 

Quartzite 

0.696 

-0.04 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.005 

0.06 

0.06 


Kothin 

0811000101359000 

1.155 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.155 

-0.68 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.009 

0.59 

0.53 


Kotwal Ka Bas 

0811000101355000 

2.834 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.817 

-0.42 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.014 

0.38 

0.36 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.776 

-0.42 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.006 

0.16 

0.15 


Kundal 

0811000401392500 

12.136 

Fresh 

Non-command 

Non-command 

Quartzite 

8.010 

0.22 

0.020 

0.30 

0.04 

0.00 

0.00 

0.00 

0.30 

0.27 

1.13 

0.051 

0.38 

0.42 


Kuti 

0811000101346400 

1.841 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.841 

-0.60 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.014 

0.60 

0.56 


Liloj 

0811000101349400 

2.460 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.001 

0.33 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Liloj Ka Gola 

0811000101349500 

1.547 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.038 

0.32 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

0.092 

0.32 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.04 

0.03 


Manota 

0811000101346000 

1.759 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.289 

-0.33 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.002 

0.10 

0.10 


Meetarwari 

0811000101346100 

1.972 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.193 

-0.39 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.002 

0.06 

0.06 


Mendi 

0811000101355400 

3.660 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.592 

-0.36 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.012 

0.26 

0.24 







Non-command 

Younger Alluvium 

2.016 

-0.36 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.016 

0.33 

0.31 


Moondphori 

0811000201368700 

5.638 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.855 

-0.60 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.007 

0.09 

0.08 


Moradi 

0811000101350600 

1.629 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.033 

-0.94 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Moradi Chak No.l 

0811000101351000 

0.596 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.596 

-0.62 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.005 

0.60 

0.57 


Moradi Chak No.2 

0811000101350900 

0.337 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.337 

-0.88 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.003 

0.60 

0.57 


Moradi Chak No.3 

0811000101350800 

0.484 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.484 

-0.84 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.004 

0.60 

0.57 


Motooka 

0811000101357100 

3.142 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.204 

-0.43 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.009 

0.23 

0.21 


Muhi 

0811000101341500 

5.893 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.043 

0.23 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 


Mukarpura 

0811000101346900 

1.671 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.480 

-0.13 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.004 

0.17 

0.16 


Mund Ghisya 

0811000101353900 

1.972 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.492 

-0.40 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.004 

0.15 

0.14 







Non-command 

Younger Alluvium 

0.512 

-0.40 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.004 

0.16 

0.14 


Nanagwada Brahmnan 

0811000101341100 

1.293 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.255 

-0.22 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.010 

0.57 

0.58 







Non-command 

Quartzite 

0.038 

-0.22 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Nanagwada Goojran 

0811000101353700 

1.641 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.683 

-0.48 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.005 

0.25 

0.23 







Non-command 

Younger Alluvium 

0.161 

-0.48 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.06 

0.05 


Nandera 

0811000101349600 

11.585 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.334 

-0.27 

0.100 

0.28 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.01 

0.089 

0.59 

0.55 


Nangal Jhamarwara 

0811000101354800 

4.754 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.843 

-0.67 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.007 

0.11 

0.10 







Non-command 

Younger Alluvium 

0.000 

-0.67 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.823 

-0.67 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.006 

0.10 

0.10 


Nangwas 

0811000101347000 

3.303 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.292 

-0.16 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.018 

0.42 

0.39 


Nihalpura 

0811000101358000 

2.626 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.503 

-0.78 

0.120 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.56 

0.012 

0.34 

0.31 





Saline 

Non-command 

Non-command 

Younger Alluvium 

0.483 

-0.78 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.004 

0.11 

0.10 


Noorpur Basda 

0811000101355200 

3.936 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.561 

-0.19 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.020 

0.39 

0.36 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.011 

-0.19 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Norangwara 

0811000201368800 

3.898 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.141 

-0.62 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.02 


Pamadi 

0811000101350100 

3.857 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.605 

-1.01 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.020 

0.41 

0.38 


Panditpura 

0811000101347900 

5.453 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.868 

0.04 

0.100 

0.10 

0.00 

0.00 

0.00 

0.00 

0.11 

0.12 

0.37 

0.015 

0.21 

0.19 


Peechupara Khurd 

0811000101350200 

4.149 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.101 

-1.01 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.016 

0.30 

0.29 


Peeplipara 

0811000201368600 

4.144 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.061 

-0.66 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Pratappura 

0811000101351100 

3.777 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.531 

-0.76 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.012 

0.24 

0.23 


Rajahera 

0811000101355300 

3.568 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.218 

-0.14 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.025 

0.54 

0.50 


Rajwas 

0811000101340500 

1.789 

Fresh 

Non-command 

Non-command 

Quartzite 

1.789 

0.07 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.014 

0.59 

0.59 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Gurha Ashikpura 

0811000101354900 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.007 

758.72 

Over Exploited 

Gurha Katla 

0811000101341400 

0.20 

0.00 

1,601.32 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.044 

5,556.36 

Over Exploited 



0.08 

0.13 

18.73 

0.15 

0.01 

0.16 

0.05 

0.49 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.185 

0.009 

0.176 

0.611 

347.58 

Over Exploited 

Gurhaliya 

0811000101345000 

0.20 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.012 

0.101 

811.51 

Over Exploited 

Handli 

0811000101358600 

0.22 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.024 

0.002 

0.021 

0.112 

524.28 

Over Exploited 

Haripura 

0811000101349700 

0.20 

0.38 

- 

0.38 

0.00 

0.38 

0.06 

0.67 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.395 

0.039 

0.355 

0.327 

92.05 

Critical 

Jagsoli 

0811000101340300 

0.08 

0.18 

(70.72) 

0.14 

- 

0.14 

0.06 

0.61 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.152 

0.008 

0.144 

0.103 

71.83 

Semi Critical 

Jaitalwari 

0811000101358100 

0.22 

0.18 

- 

0.18 

- 

0.18 

0.07 

0.66 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.190 

0.019 

0.171 

0.227 

132.86 

Over Exploited 

Jhoonthahera Kalan 

0811000101360700 

0.22 

0.10 

- 

0.10 

- 

0.10 

0.04 

0.36 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.120 

0.012 

0.108 

0.159 

146.86 

Over Exploited 

Jhoonthahera Khurd 

0811000101360800 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Kanchanpura 

0811000101358800 

0.22 

0.11 

- 

0.11 

- 

0.11 

0.06 

0.62 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.123 

0.012 

0.111 

0.187 

168.53 

Over Exploited 

Katarwada 

0811000101344600 

0.20 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.001 

0.008 

0.068 

838.96 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kathnadi 

0811000101355800 

0.22 

0.10 

- 

0.10 

0.00 

0.10 

0.04 

0.42 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.102 

0.010 

0.092 

0.052 

57.27 

Safe 

Keeratpura 

0811000101346300 

0.20 

0.38 

- 

0.38 

- 

0.38 

0.05 

0.48 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.391 

0.039 

0.352 

0.423 

120.20 

Over Exploited 

Khera 

0811000101356000 

0.22 

0.02 

- 

0.02 

- 

0.02 

0.03 

0.29 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.028 

0.003 

0.025 

0.240 

944.15 

Over Exploited 

Khohra Khurd 

0811000401392400 

0.06 

0.07 

11,295.09 

0.09 

0.02 

0.11 

0.05 

0.47 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.155 

0.008 

0.147 

0.448 

304.44 

Over Exploited 

Khoont Jatoli 

0811000101340400 

0.20 

0.03 

106.72 

0.03 

- 

0.03 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.035 

0.002 

0.033 

0.088 

267.14 

Over Exploited 



0.08 

0.14 

(36.41) 

0.11 

- 

0.11 

0.04 

0.37 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.121 

0.006 

0.115 

0.213 

186.28 

Over Exploited 

Kishanpura 

0811000101349300 

0.20 

0.13 

(27.24) 

0.10 

- 

0.10 

0.04 

0.41 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.115 

0.006 

0.109 

0.272 

249.60 

Over Exploited 



0.10 

0.01 

115.39 

0.01 

0.00 

0.01 

0.02 

0.16 

- 

- 

- 

- 

0.000 

- 

- 

0.013 

0.001 

0.012 

0.086 

711.14 

Over Exploited 

Koleshwar Kalan 

0811000401391500 

0.06 

0.00 

1,900.26 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Koleshwar Khurd 

0811000101339900 

0.08 

0.02 

964.56 

0.02 

- 

0.02 

0.02 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.024 

0.001 

0.023 

0.042 

185.37 

Over Exploited 

Kolwa 

0811000101345200 

0.20 

0.02 

- 

0.02 

0.00 

0.02 

0.01 

0.11 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.033 

0.003 

0.030 

0.095 

320.12 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.041 

1,398.72 

Over Exploited 

Kothin 

0811000101359000 

0.22 

0.15 

- 

0.15 

0.00 

0.15 

0.06 

0.65 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.160 

0.016 

0.144 

0.243 

168.61 

Over Exploited 

Kotwal Ka Bas 

0811000101355000 

0.20 

0.14 

- 

0.14 

- 

0.14 

0.04 

0.42 

- 

- 

- 

- 

- 

- 

- 

0.139 

0.014 

0.125 

0.144 

115.46 

Over Exploited 



0.20 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.025 

0.003 

0.023 

0.036 

158.44 

Over Exploited 

Kundal 

0811000401392500 

0.06 

0.17 

4,764.69 

0.21 

0.04 

0.25 

0.04 

0.43 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

0.367 

0.018 

0.349 

1.182 

339.05 

Over Exploited 

Kuti 

0811000101346400 

0.20 

0.22 

- 

0.22 

- 

0.22 

0.06 

0.66 

- 

- 

- 

- 

- 

- 

- 

0.221 

0.022 

0.199 

0.079 

40.01 

Safe 

Liloj 

0811000101349400 

0.10 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Liloj Ka Gola 

0811000101349500 

0.20 

0.00 

1,077.48 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

8,974.51 

Over Exploited 



0.10 

0.00 

22.92 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.015 

3,967.16 

Over Exploited 

Manota 

0811000101346000 

0.20 

0.01 

- 

0.01 

0.00 

0.01 

0.01 

0.11 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

0.001 

0.005 

0.045 

849.05 

Over Exploited 

Meetarwari 

0811000101346100 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.01 

0.06 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.004 

0.000 

0.003 

0.034 

1,053.16 

Over Exploited 

Mendi 

0811000101355400 

0.20 

0.08 

- 

0.08 

0.00 

0.08 

0.03 

0.29 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.094 

0.009 

0.084 

0.196 

232.74 

Over Exploited 



0.22 

0.15 

- 

0.15 

- 

0.15 

0.04 

0.37 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.157 

0.016 

0.142 

0.243 

171.48 

Over Exploited 

Moondphori 

0811000201368700 

0.20 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.015 

0.002 

0.014 

0.072 

523.93 

Over Exploited 

Moradi 

0811000101350600 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

15,534.81 

Over Exploited 

Moradi Chak No.l 

0811000101351000 

0.20 

0.07 

- 

0.07 

- 

0.07 

0.06 

0.66 

- 

- 

- 

- 

- 

- 

- 

0.071 

0.007 

0.064 

0.081 

125.77 

Over Exploited 

Moradi Chak No.2 

0811000101350900 

0.20 

0.04 

- 

0.04 

- 

0.04 

0.06 

0.66 

- 

- 

- 

- 

- 

- 

- 

0.040 

0.004 

0.036 

0.035 

95.39 

Critical 

Moradi Chak No.3 

0811000101350800 

0.20 

0.06 

- 

0.06 

- 

0.06 

0.06 

0.66 

- 

- 

- 

- 

- 

- 

- 

0.058 

0.006 

0.052 

0.069 

131.87 

Over Exploited 

Motooka 

0811000101357100 

0.22 

0.06 

- 

0.06 

- 

0.06 

0.03 

0.26 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.071 

0.007 

0.064 

0.355 

553.92 

Over Exploited 

Muhi 

0811000101341500 

0.20 

0.00 

2,519.97 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

26,062.50 

Over Exploited 

Mukarpura 

0811000101346900 

0.20 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.017 

0.002 

0.015 

0.080 

534.74 

Over Exploited 

Mund Ghisya 

0811000101353900 

0.20 

0.01 

- 

0.01 

0.00 

0.02 

0.02 

0.17 

- 

- 

- 

- 

0.000 

0.001 

0.001 

0.016 

0.002 

0.014 

0.069 

487.71 

Over Exploited 



0.22 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.018 

0.002 

0.016 

0.069 

432.97 

Over Exploited 

Nanagwada Brahmnan 

0811000101341100 

0.20 

0.14 

- 

0.14 

- 

0.14 

0.06 

0.63 

- 

- 

- 

- 

- 

- 

- 

0.143 

0.014 

0.129 

0.107 

82.78 

Semi Critical 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nanagwada Goojran 

0811000101353700 

0.20 

0.03 

- 

0.03 

- 

0.03 

0.03 

0.28 

- 

- 

- 

- 

- 

- 

- 

0.034 

0.003 

0.031 

0.113 

366.13 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.023 

1,225.08 

Over Exploited 

Nandera 

0811000101349600 

0.20 

1.33 

- 

1.33 

0.01 

1.34 

0.06 

0.65 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

1.385 

0.139 

1.247 

1.101 

88.30 

Semi Critical 

Nangal Jhamarwara 

0811000101354800 

0.20 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.018 

0.002 

0.016 

0.093 

580.62 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.017 

0.002 

0.015 

0.048 

318.55 

Over Exploited 

Nangwas 

0811000101347000 

0.20 

0.19 

- 

0.19 

- 

0.19 

0.04 

0.46 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.201 

0.020 

0.181 

0.202 

111.82 

Over Exploited 

Nihalpura 

0811000101358000 

0.22 

0.11 

- 

0.11 

0.01 

0.12 

0.04 

0.38 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.142 

0.014 

0.128 

0.574 

448.62 

Over Exploited 



0.22 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.010 

0.106 

1,015.52 

Over Exploited 

Noorpur Basda 

0811000101355200 

0.20 

0.20 

- 

0.20 

- 

0.20 

0.04 

0.43 

- 

- 

- 

- 

- 

- 

- 

0.199 

0.020 

0.179 

0.150 

83.75 

Semi Critical 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Norangwara 

0811000201368800 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.012 

2,270.17 

Over Exploited 

Pamadi 

0811000101350100 

0.20 

0.21 

- 

0.21 

- 

0.21 

0.04 

0.45 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.222 

0.022 

0.200 

0.322 

161.15 

Over Exploited 

Panditpura 

0811000101347900 

0.20 

0.08 

50.89 

0.09 

- 

0.09 

0.02 

0.23 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.102 

0.005 

0.097 

0.381 

391.55 

Over Exploited 

Peechupara Khurd 

0811000101350200 

0.20 

0.13 

- 

0.13 

- 

0.13 

0.03 

0.34 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.138 

0.014 

0.124 

0.362 

291.57 

Over Exploited 

Peeplipara 

0811000201368600 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.011 

10,935.58 

Over Exploited 

Pratappura 

0811000101351100 

0.20 

0.07 

- 

0.07 

0.00 

0.07 

0.03 

0.27 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.084 

0.008 

0.076 

0.217 

285.46 

Over Exploited 

Rajah era 

0811000101355300 

0.20 

0.35 

- 

0.35 

- 

0.35 

0.06 

0.60 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.358 

0.036 

0.322 

0.295 

91.71 

Critical 

Rajwas 

0811000101340500 

0.08 

0.08 

(73.22) 

0.07 

- 

0.07 

0.06 

0.66 

- 

- 

- 

- 

- 

- 

- 

0.068 

0.003 

0.064 

0.057 

88.50 

Semi Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Ralawata 

0811000101355700 

4.722 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.735 

-0.39 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.006 

0.09 

0.09 







Non-command 

Younger Alluvium 

3.030 

-0.39 

0.120 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.53 

0.024 

0.39 

0.35 


Rambas 

0811000101344400 

1.949 

Fresh 

Non-command 

Non-command 

Quartzite 

0.044 

0.03 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Rampura 

0811000101341000 

1.587 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.398 

-0.11 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.003 

0.15 

0.15 







Non-command 

Quartzite 

1.190 

-0.11 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.009 

0.44 

0.45 



0811000101353600 

1.672 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.655 

-0.61 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.005 

0.24 

0.22 







Non-command 

Younger Alluvium 

0.482 

-0.61 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.004 

0.17 

0.16 


Rehariya 

0811000101339600 

12.624 

Fresh 

Non-command 

Non-command 

Quartzite 

0.000 

0.88 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Roopbas 

0811000101355900 

1.865 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.297 

-0.40 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.010 

0.42 

0.38 


Shyampura 

0811000101344700 

3.592 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.011 

-0.10 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

2.815 

-0.10 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.022 

0.47 

0.45 


Sindoli 

0811000401392600 

9.837 

Fresh 

Non-command 

Non-command 

Quartzite 

3.249 

0.20 

0.020 

0.12 

0.02 

0.00 

0.00 

0.00 

0.11 

0.10 

0.46 

0.021 

0.19 

0.21 


Somara 

0811000101350300 

1.566 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.384 

-1.01 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.003 

0.15 

0.14 


Sonari 

0811000101355100 

1.844 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.658 

-0.30 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.013 

0.54 

0.50 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.154 

-0.30 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.05 

0.05 


Sudharanpara 

0811000101357400 

2.914 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.076 

-0.66 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.008 

0.22 

0.21 







Non-command 

Younger Alluvium 

0.013 

-0.66 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.539 

-0.66 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.004 

0.11 

0.10 


Sumel 

0811000101358700 

1.939 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.629 

-0.61 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.005 

0.19 

0.17 


Syalawas Kalan 

0811000101346600 

2.628 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.596 

-0.37 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.020 

0.59 

0.56 


Syalawas Khurd(Rural) 

0811000101346700 

4.021 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.605 

-0.57 

0.100 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.028 

0.54 

0.50 


Tantiya Thailawas 

0811000101340700 

1.500 

Fresh 

Non-command 

Non-command 

Quartzite 

1.500 

-0.01 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.012 

0.59 

0.60 


Thikariya 

0811000101357200 

1.863 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.403 

-0.71 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.011 

0.45 

0.41 





Saline 

Non-command 

Non-command 

Younger Alluvium 

0.089 

-0.71 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.03 

0.03 


Tigadda 

0811000101345100 

1.428 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.698 

-0.20 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.005 

0.29 

0.30 


Titarwara Kalan 

0811000401391600 

8.784 

Fresh 

Non-command 

Non-command 

Quartzite 

0.137 

0.29 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 


Titarwara Khurd 

0811000401391400 

4.689 

Fresh 

Non-command 

Non-command 

Quartzite 

0.041 

0.40 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Toorwara 

0811000101352900 

0.971 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.306 

-0.73 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.002 

0.19 

0.18 







Non-command 

Younger Alluvium 

0.243 

-0.73 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.002 

0.15 

0.14 


Tugar Ka Bas 

0811000101355600 

1.576 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.523 

-0.37 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.004 

0.20 

0.18 







Non-command 

Younger Alluvium 

1.052 

-0.37 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.008 

0.40 

0.37 


Uderwara 

0811000101354100 

1.042 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.894 

-0.36 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.007 

0.52 

0.48 







Non-command 

Younger Alluvium 

0.148 

-0.36 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.001 

0.09 

0.08 


Un Baragaon 

0811000101352500 

4.374 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.360 

-0.98 

0.100 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.63 

0.019 

0.33 

0.30 


Urwari 

0811000101339700 

7.370 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.302 

0.67 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.002 

0.02 

0.03 







Non-command 

Quartzite 

4.716 

0.67 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.06 

0.037 

0.38 

0.39 

03001032 

Achhiwas 

0811000401393100 

2.400 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.457 

0.32 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.10 

0.09 

0.21 

0.009 

0.35 

0.39 


Agawali 

0811000301386900 

9.361 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.076 

0.45 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.00 

0.00 


Alooda 

0811000401404300 

24.491 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.916 

0.34 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.15 

0.012 

0.04 

0.06 


Amtera 

0811000401403400 

4.206 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.206 

1.09 

0.120 

0.06 

0.01 

0.00 

0.00 

0.01 

0.59 

0.55 

0.19 

0.027 

0.58 

0.62 


Bairada Khurd 

0811000301383400 

2.261 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.223 

0.93 

0.150 

0.07 

0.01 

0.00 

0.00 

0.00 

0.37 

0.36 

0.26 

0.019 

0.57 

0.58 


Bairawas 

0811000401396300 

1.752 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.752 

0.08 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.13 

0.011 

0.58 

0.64 



0811000401403700 

1.378 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.070 

-0.70 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.007 

0.43 

0.50 







Non-command 

Younger Alluvium 

0.308 

-0.70 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.002 

0.12 

0.14 


Balawas 

0811000401412900 

1.498 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.826 

-0.08 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.005 

0.29 

0.41 


Bane Ka Barkhera 

0811000401396100 

5.283 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.828 

0.13 

0.120 

0.23 

0.03 

0.00 

0.00 

0.00 

0.26 

0.24 

0.90 

0.024 

0.42 

0.46 


Banetha 

0811000401395200 

4.676 

Fresh 

Non-command 

Non-command 

Quartzite 

0.019 

0.89 

0.020 

0.00 

0.00 

0.00 

0.00 

0.02 

-0.01 

-0.01 

0.00 

0.000 

0.00 

0.00 


Banri 

0811000401412800 

0.663 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.663 

-0.23 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.004 

0.53 

0.74 


Barh Chandrana 

0811000401398300 

2.384 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.245 

0.38 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.06 

0.07 


Barh Dausa 

0811000401397300 

0.669 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.371 

1.43 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.00 

0.002 

0.32 

0.36 







Non-command 

Quartzite 

0.297 

1.43 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.26 

0.28 


Barkhera 

0811000401398200 

4.936 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.883 

0.60 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.32 

0.29 

0.09 

0.031 

0.57 

0.64 


Barwa 

0812001201623600 

12.930 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.576 

0.25 

0.080 

0.06 

0.00 

0.00 

0.00 

0.01 

0.14 

0.11 

0.21 

0.031 

0.20 

0.27 


Basna 

0811000401404000 

6.721 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.883 

-0.53 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.038 

0.47 

0.58 


Bhaglai 

0811000401402000 

4.094 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.055 

1.19 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.29 

0.26 

0.24 

0.013 

0.29 

0.33 







Non-command 

Phyllite & Schist 

2.039 

1.19 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.08 

0.07 

0.20 

0.013 

0.29 

0.33 


Bhaglao 

0811000401402500 

3.303 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.685 

0.63 

0.100 

0.05 

0.01 

0.00 

0.00 

0.01 

0.20 

0.18 

0.19 

0.017 

0.47 

0.54 







Non-command 

Phyllite & Schist 

0.618 

0.63 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.004 

0.11 

0.12 


Bhandana 

0811000401398600 

8.715 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.710 

0.43 

0.100 

0.16 

0.02 

0.00 

0.00 

0.01 

0.51 

0.45 

0.59 

0.056 

0.58 

0.65 


Bhandarej 

0811000401401800 

33.489 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.715 

0.96 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.21 

0.19 

0.21 

0.011 

0.03 

0.03 







Non-command 

Phyllite & Schist 

16.309 

0.96 

0.015 

0.46 

0.06 

0.00 

0.00 

0.10 

0.53 

0.48 

1.70 

0.104 

0.28 

0.32 







Non-command 

Younger Alluvium 

15.464 

0.96 

0.120 

0.63 

0.09 

0.00 

0.00 

0.05 

2.27 

2.02 

2.40 

0.099 

0.27 

0.30 


Bhankhrota 

0811000401396700 

1.520 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.520 

1.65 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.24 

0.04 

0.010 

0.58 

0.64 


Bhankri 

0811000401396800 

3.875 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.603 

1.32 

0.100 

0.09 

0.01 

0.00 

0.00 

0.00 

0.56 

0.50 

0.32 

0.023 

0.54 

0.60 


Bichalwas(Rural) 

0811000401396900 

2.140 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.875 

2.22 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.18 

0.03 

0.006 

0.24 

0.26 







Non-command 

Phyllite & Schist 

1.265 

2.22 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.04 

0.008 

0.34 

0.38 


Birasna 

0811000401403000 

4.059 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.059 

0.76 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.41 

0.36 

0.17 

0.026 

0.57 

0.65 


Borai 

0812001201623300 

5.370 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.013 

0.32 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Ralawata 

0811000101355700 

0.20 

0.01 

- 

0.01 

0.00 

0.01 

0.01 

0.10 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.014 

0.001 

0.013 

0.136 

1,080.72 

Over Exploited 



0.22 

0.26 

- 

0.26 

0.01 

0.27 

0.04 

0.43 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.290 

0.029 

0.261 

0.553 

211.80 

Over Exploited 

Rambas 

0811000101344400 

0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rampura 

0811000101341000 

0.20 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.011 

0.025 

238.06 

Over Exploited 



0.08 

0.04 

- 

0.04 

0.00 

0.04 

0.05 

0.49 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.042 

0.004 

0.038 

0.059 

156.63 

Over Exploited 


0811000101353600 

0.20 

0.03 

- 

0.03 

0.00 

0.03 

0.03 

0.26 

- 

0.0100 

- 

- 

0.000 

0.011 

0.011 

0.042 

0.004 

0.038 

0.145 

385.27 

Over Exploited 



0.22 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.018 

0.002 

0.017 

0.101 

606.22 

Over Exploited 

Rehariya 

0811000101339600 

0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Roopbas 

0811000101355900 

0.22 

0.12 

- 

0.12 

0.00 

0.12 

0.05 

0.47 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.130 

0.013 

0.117 

0.183 

156.19 

Over Exploited 

Shyampura 

0811000101344700 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.11 

- 

0.11 

0.00 

0.11 

0.05 

0.52 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.106 

0.011 

0.096 

0.108 

112.84 

Over Exploited 

Sindoli 

0811000401392600 

0.06 

0.04 

73.39 

0.04 

0.02 

0.06 

0.02 

0.21 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.115 

0.006 

0.109 

0.485 

444.25 

Over Exploited 

Somara 

0811000101350300 

0.20 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.010 

0.111 

1,087.09 

Over Exploited 

Sonari 

0811000101355100 

0.20 

0.18 

- 

0.18 

- 

0.18 

0.06 

0.60 

- 

- 

- 

- 

- 

- 

- 

0.178 

0.018 

0.160 

0.110 

68.61 

Safe 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

0.007 

523.53 

Over Exploited 

Sudharanpara 

0811000101357400 

0.20 

0.05 

- 

0.05 

- 

0.05 

0.02 

0.24 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.057 

0.006 

0.051 

0.192 

373.97 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.011 

0.052 

490.69 

Over Exploited 

Sumel 

0811000101358700 

0.22 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.027 

0.003 

0.024 

0.124 

515.82 

Over Exploited 

Syalawas Kalan 

0811000101346600 

0.20 

0.31 

- 

0.31 

- 

0.31 

0.06 

0.66 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.317 

0.032 

0.286 

0.312 

109.36 

Over Exploited 

Syalawas Khurd(Rural) 

0811000101346700 

0.20 

0.39 

- 

0.39 

0.01 

0.40 

0.06 

0.60 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.418 

0.042 

0.376 

0.482 

128.23 

Over Exploited 

Tantiya Thailawas 

0811000101340700 

0.08 

0.07 

- 

0.07 

- 

0.07 

0.06 

0.65 

- 

- 

- 

- 

- 

- 

- 

0.071 

0.007 

0.064 

0.055 

86.08 

Semi Critical 

Thikariya 

0811000101357200 

0.22 

0.14 

- 

0.14 

- 

0.14 

0.05 

0.50 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.148 

0.015 

0.133 

0.195 

146.20 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.000 

0.007 

1,349.62 

Over Exploited 

Tigadda 

0811000101345100 

0.20 

0.04 

- 

0.04 

0.01 

0.05 

0.03 

0.32 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.070 

0.007 

0.063 

0.156 

248.40 

Over Exploited 

Titarwara Kalan 

0811000401391600 

0.06 

0.00 

9,657.40 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.015 

22,319.96 

Over Exploited 

Titarwara Khurd 

0811000401391400 

0.06 

0.00 

2,254.59 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Toorwara 

0811000101352900 

0.20 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.011 

0.056 

536.39 

Over Exploited 



0.22 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.001 

0.007 

0.045 

613.24 

Over Exploited 

Tugar Ka Bas 

0811000101355600 

0.20 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.22 

- 

- 

- 

- 

- 

- 

- 

0.021 

0.002 

0.019 

0.101 

537.48 

Over Exploited 



0.22 

0.09 

- 

0.09 

- 

0.09 

0.04 

0.45 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.103 

0.010 

0.093 

0.213 

229.96 

Over Exploited 

Uderwara 

0811000101354100 

0.20 

0.09 

- 

0.09 

- 

0.09 

0.06 

0.57 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.102 

0.010 

0.092 

0.255 

276.68 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.044 

1,752.76 

Over Exploited 

Un Baragaon 

0811000101352500 

0.20 

0.15 

- 

0.15 

0.01 

0.16 

0.04 

0.36 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.184 

0.018 

0.166 

0.645 

389.29 

Over Exploited 

Urwari 

0811000101339700 

0.20 

0.00 

1,227.28 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.013 

802.37 

Over Exploited 



0.08 

0.14 

(37.27) 

0.11 

- 

0.11 

0.04 

0.42 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.124 

0.006 

0.118 

0.095 

80.70 

Semi Critical 

Achhiwas 

0811000401393100 

0.20 

0.10 

(15.00) 

0.09 

0.01 

0.10 

0.04 

0.39 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.117 

0.006 

0.112 

0.214 

192.15 

Over Exploited 

Agawali 

0811000301386900 

0.25 

0.00 

5,772.60 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.009 

8,418.05 

Over Exploited 

Alooda 

0811000401404300 

0.20 

0.02 

363.06 

0.02 

- 

0.02 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.030 

0.001 

0.028 

0.157 

554.96 

Over Exploited 

Amtera 

0811000401403400 

0.20 

0.49 

13.81 

0.55 

0.02 

0.57 

0.06 

0.64 

- 

0.0200 

- 

- 

0.010 

0.030 

0.030 

0.599 

0.030 

0.569 

0.221 

38.84 

Safe 

Bairada Khurd 

0811000301383400 

0.25 

0.32 

14.52 

0.36 

0.01 

0.37 

0.06 

0.63 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.404 

0.020 

0.383 

0.283 

73.88 

Semi Critical 

Bairawas 

0811000401396300 

0.20 

0.20 

(74.49) 

0.16 

- 

0.16 

0.06 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.173 

0.009 

0.164 

0.141 

86.02 

Semi Critical 


0811000401403700 

0.20 

0.09 

- 

0.09 

- 

0.09 

0.04 

0.47 

- 

- 

- 

- 

- 

- 

- 

0.092 

0.009 

0.082 

0.074 

89.57 

Semi Critical 



0.20 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.001 

0.007 

0.024 

351.80 

Over Exploited 

Balawas 

0811000401412900 

0.20 

0.05 

- 

0.05 

- 

0.05 

0.03 

0.32 

- 

- 

- 

- 

- 

- 

- 

0.048 

0.005 

0.043 

0.136 

315.88 

Over Exploited 

Bane Ka Barkhera 

0811000401396100 

0.20 

0.32 

(26.47) 

0.26 

0.03 

0.29 

0.05 

0.47 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.388 

0.019 

0.368 

0.920 

249.80 

Over Exploited 

Banetha 

0811000401395200 

0.06 

0.00 

(510,386.30) 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

- 

- 

- 

0.023 

0.023 

0.023 

0.038 

0.002 

0.036 

0.000 

0.33 

Safe 

Banri 

0811000401412800 

0.20 

0.07 

- 

0.07 

- 

0.07 

0.05 

0.58 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.080 

0.008 

0.072 

0.253 

350.44 

Over Exploited 

Barh Chandrana 

0811000401398300 

0.20 

0.00 

181.53 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.002 

43.06 

Safe 

Barh Dausa 

0811000401397300 

0.20 

0.02 

97.15 

0.03 

0.00 

0.03 

0.04 

0.36 

0.00 

- 

- 

- 

0.002 

0.002 

0.004 

0.034 

0.002 

0.033 

0.002 

7.27 

Safe 



0.06 

0.00 

66.70 

0.01 

- 

0.01 

0.03 

0.29 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.002 

33.01 

Safe 

Barkhera 

0811000401398200 

0.20 

0.56 

(49.21) 

0.45 

0.00 

0.45 

0.06 

0.64 

0.06 

0.0100 

- 

- 

0.007 

0.017 

0.079 

0.533 

0.027 

0.506 

0.120 

23.76 

Safe 

Barwa 

0812001201623600 

0.12 

0.11 

(4.81) 

0.11 

0.01 

0.12 

0.02 

0.22 

0.01 

0.0100 

- 

- 

0.018 

0.028 

0.040 

0.157 

0.008 

0.150 

0.240 

160.49 

Over Exploited 

Basna 

0811000401404000 

0.20 

0.55 

- 

0.55 

- 

0.55 

0.04 

0.51 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.557 

0.056 

0.502 

0.297 

59.12 

Safe 

Bhaglai 

0811000401402000 

0.20 

0.12 

118.42 

0.14 

0.01 

0.15 

0.03 

0.32 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.183 

0.009 

0.174 

0.251 

144.44 

Over Exploited 



0.04 

0.02 

218.62 

0.03 

0.01 

0.04 

0.03 

0.32 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.063 

0.003 

0.060 

0.217 

364.65 

Over Exploited 

Bhaglao 

0811000401402500 

0.20 

0.25 

(30.10) 

0.20 

0.02 

0.22 

0.05 

0.52 

- 

0.0200 

- 

- 

0.011 

0.031 

0.031 

0.248 

0.012 

0.236 

0.204 

86.53 

Semi Critical 



0.04 

0.00 

367.68 

0.00 

0.00 

0.00 

0.01 

0.12 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.007 

0.000 

0.007 

0.040 

597.32 

Over Exploited 

Bhandana 

0811000401398600 

0.20 

1.01 

(55.49) 

0.81 

0.03 

0.84 

0.06 

0.64 

0.11 

0.0700 

- 

- 

0.012 

0.082 

0.194 

1.029 

0.051 

0.977 

0.641 

65.54 

Safe 

Bhandarej 

0811000401401800 

0.20 

0.01 

1,778.89 

0.01 

0.01 

0.02 

0.00 

0.03 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.042 

0.002 

0.040 

0.224 

558.91 

Over Exploited 



0.04 

0.18 

158.91 

0.22 

0.16 

0.38 

0.03 

0.31 

- 

0.1900 

- 

- 

0.151 

0.341 

0.341 

0.722 

0.036 

0.686 

1.801 

262.64 

Over Exploited 



0.20 

0.82 

144.58 

0.99 

0.14 

1.13 

0.03 

0.30 

- 

0.2700 

- 

- 

0.075 

0.346 

0.346 

1.476 

0.074 

1.402 

2.503 

178.52 

Over Exploited 

Bhankhrota 

0811000401396700 

0.20 

0.18 

33.51 

0.21 

0.00 

0.21 

0.06 

0.65 

0.02 

- 

- 

- 

0.000 

0.000 

0.020 

0.232 

0.012 

0.221 

0.052 

23.45 

Safe 

Bhankri 

0811000401396800 

0.20 

0.39 

58,275.72 

0.47 

0.01 

0.48 

0.06 

0.60 

0.04 

0.0400 

- 

- 

- 

0.040 

0.083 

0.559 

0.028 

0.531 

0.339 

63.79 

Safe 

Bichalwas(Rural) 

0811000401396900 

0.20 

0.04 

336.06 

0.05 

0.00 

0.05 

0.03 

0.26 

0.00 

- 

- 

- 

0.007 

0.007 

0.011 

0.066 

0.003 

0.062 

0.031 

49.05 

Safe 



0.04 

0.02 

152.36 

0.02 

0.00 

0.02 

0.04 

0.38 

0.00 

- 

- 

- 

0.006 

0.006 

0.008 

0.032 

0.002 

0.031 

0.044 

142.91 

Over Exploited 

Birasna 

0811000401403000 

0.20 

0.46 

(21.72) 

0.37 

0.01 

0.38 

0.06 

0.63 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.399 

0.020 

0.379 

0.199 

52.47 

Safe 

Borai 

0812001201623300 

0.12 

0.00 

(41,831.77) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

0.002 

0.002 

0.002 

0.004 

0.000 

0.004 

0.000 

2.42 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Chak Bhaglai 

0811000401402300 

0.372 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.372 

0.69 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.08 

0.06 

0.22 

0.002 

0.57 

0.68 


Chak Dausa(Rural) 

0811000401401600 

0.851 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.851 

2.59 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.005 

0.58 

0.64 


Chak Dayalpura 

0812001201624000 

0.246 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.056 

0.07 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.13 

0.15 


Chak Jasota 

0811000401397400 

0.309 

Fresh 

Non-command 

Non-command 

Quartzite 

0.278 

1.21 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.52 

0.58 


Chak Rampura 

0811000401399100 

0.585 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.585 

0.58 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.004 

0.58 

0.65 


Chawand 

0811000401400600 

2.694 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.179 

1.42 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.001 

0.04 

0.04 


Chawand Hera 

0811000401397800 

7.074 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.603 

0.81 

0.100 

0.08 

0.01 

0.00 

0.00 

0.01 

0.44 

0.40 

0.30 

0.029 

0.38 

0.42 


Chuchariya Ka Was 

0811000401402100 

0.330 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.330 

0.79 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.002 

0.57 

0.67 


Daglao 

0811000401401000 

1.572 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.060 

2.00 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.23 

0.21 

0.07 

0.007 

0.39 

0.43 







Non-command 

Phyllite & Schist 

0.513 

2.00 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.003 

0.19 

0.21 


Dalelpura 

0811000401398900 

2.940 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.940 

1.17 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.38 

0.35 

0.16 

0.019 

0.58 

0.64 


Dausa (M) 

0811000441104000 

25.304 

Fresh 

Non-command 

Non-command 

Older Alluvium 

16.090 

1.70 

0.100 

1.41 

0.00 

0.00 

0.00 

0.00 

4.15 

3.77 

0.00 

4.286 

0.37 

0.41 







Non-command 

Phyllite & Schist 

7.118 

1.70 

0.015 

0.61 

0.00 

0.00 

0.00 

0.00 

0.79 

0.72 

0.00 

1.896 

0.16 

0.18 


Dausa Khurd (Rural) 

0811000401397000 

4.057 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.674 

2.32 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.42 

0.38 

0.10 

0.011 

0.24 

0.26 







Non-command 

Phyllite & Schist 

2.381 

2.32 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.13 

0.015 

0.34 

0.38 


Dausa(Rural) 

0811000401397100 

3.640 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.883 

1.53 

0.100 

0.13 

0.02 

0.00 

0.00 

0.00 

0.40 

0.36 

0.49 

0.012 

0.30 

0.33 







Non-command 

Phyllite & Schist 

1.757 

1.53 

0.015 

0.10 

0.01 

0.00 

0.00 

0.00 

0.13 

0.12 

0.39 

0.011 

0.28 

0.31 


Dayal Pura 

0812001201624200 

3.997 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.662 

0.23 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.09 

0.018 

0.38 

0.45 


Deori 

0811000301382000 

4.512 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.512 

1.22 

0.150 

0.27 

0.04 

0.00 

0.00 

0.00 

1.05 

0.98 

1.02 

0.039 

0.57 

0.61 


Dewanwara 

0811000401403500 

1.945 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.945 

1.25 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.32 

0.29 

0.14 

0.012 

0.57 

0.62 


Dhanawar 

0811000101345700 

4.317 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.095 

-0.21 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.001 

0.01 

0.01 


Dharanwas 

0811000401399400 

0.500 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.500 

0.86 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.09 

0.08 

0.24 

0.003 

0.58 

0.64 


Dhigariya Tappa Koleshwar 

0811000101351500 

4.849 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.279 

-0.21 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.002 

0.03 

0.03 


Dhiradi 

0811000301383200 

0.876 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.683 

0.98 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.13 

0.11 

0.006 

0.45 

0.46 


Dubbi 

0811000301376200 

5.313 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.333 

-0.25 

0.150 

0.10 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.012 

0.15 

0.15 






Kala Kho 

Command 

Younger Alluvium 

1.368 

-0.25 

0.150 

0.11 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.012 

0.15 

0.15 


Ganeshpura 

0811000401401500 

4.424 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.424 

2.55 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.20 

0.18 

0.14 

0.028 

0.58 

0.64 


Ganglyawas 

0811000401400700 

3.457 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.116 

1.46 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.19 

0.17 

0.10 

0.007 

0.19 

0.21 


Garh 

0811000301382700 

2.736 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.620 

-0.39 

0.150 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.023 

0.53 

0.59 







Non-command 

Quartzite 

0.116 

-0.39 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.03 


Goojar Bairada 

0811000301381800 

3.097 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.097 

0.68 

0.150 

0.26 

0.04 

0.00 

0.00 

0.00 

0.54 

0.53 

0.99 

0.027 

0.58 

0.60 


Goojarwara 

0811000301383500 

1.953 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.857 

0.60 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.11 

0.12 

0.007 

0.26 

0.25 


Gothra 

0811000401403100 

10.053 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

10.053 

0.88 

0.120 

0.34 

0.05 

0.00 

0.00 

0.00 

1.35 

1.21 

1.27 

0.064 

0.58 

0.64 


Gumanpura 

0811000301382900 

2.321 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.167 

-0.88 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.001 

0.04 

0.04 







Non-command 

Quartzite 

0.751 

-0.88 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.007 

0.18 

0.19 


Hajya Ka Bas 

0811000401395400 

1.863 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.863 

1.05 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.22 

0.20 

0.15 

0.012 

0.58 

0.64 


Hapawas 

0811000401412700 

2.309 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.727 

0.01 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.15 

0.005 

0.17 

0.25 


Haripura 

0811000401397600 

2.872 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.689 

1.38 

0.100 

0.05 

0.01 

0.00 

0.00 

0.02 

0.39 

0.36 

0.18 

0.017 

0.54 

0.60 







Non-command 

Quartzite 

0.182 

1.38 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.001 

0.04 

0.04 


Jaisinghpura 

0811000401402400 

2.297 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.297 

0.43 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.15 

0.12 

0.23 

0.015 

0.57 

0.68 


Jaitpura 

0811000401396000 

1.685 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.662 

0.47 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.04 

0.011 

0.57 

0.63 


Jhaparawas 

0811000301382200 

3.557 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.557 

-0.59 

0.150 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.031 

0.55 

0.62 


Jirota Kalan 

0811000401398800 

4.007 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.007 

0.98 

0.100 

0.06 

0.01 

0.00 

0.00 

0.01 

0.44 

0.39 

0.19 

0.026 

0.58 

0.64 


Jirota Khurd 

0811000401398700 

3.786 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.786 

1.00 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.42 

0.38 

0.20 

0.024 

0.58 

0.64 


Jopara 

0811000401393200 

3.838 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.468 

0.45 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.003 

0.07 

0.08 







Non-command 

Younger Alluvium 

2.316 

0.45 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.17 

0.15 

0.17 

0.015 

0.35 

0.39 


Kailai 

0811000301376300 

3.688 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.035 

-0.40 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Kala Kho 

Command 

Younger Alluvium 

0.120 

-0.40 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.02 

0.02 


Kalakho 

0811000401403200 

6.470 

Fresh 

Kala Kho 

Command 

Younger Alluvium 

6.470 

0.32 

0.120 

0.44 

0.06 

0.00 

0.00 

0.05 

0.58 

0.55 

1.69 

0.041 

0.58 

0.62 


Kaleri 

0811000401413000 

4.707 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.302 

-0.25 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.015 

0.26 

0.33 


Kandoli 

0811000401396400 

2.205 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.205 

0.30 

0.120 

0.12 

0.02 

0.00 

0.00 

0.04 

0.14 

0.13 

0.46 

0.014 

0.58 

0.64 


Karoli 

0811000301382300 

3.577 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.658 

-1.36 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.006 

0.10 

0.11 







Non-command 

Younger Alluvium 

0.830 

-1.36 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.007 

0.13 

0.14 


Khairwal 

0811000401398500 

11.108 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.099 

0.30 

0.100 

0.12 

0.01 

0.00 

0.00 

0.01 

0.44 

0.38 

0.38 

0.071 

0.58 

0.66 


Kharandi 

0811000401402900 

2.138 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.022 

-0.24 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 







Non-command 

Younger Alluvium 

2.116 

-0.24 

0.120 

0.20 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.79 

0.014 

0.55 

0.65 


Khawa Raoji 

0811000401403900 

14.096 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.790 

-0.84 

0.100 

0.31 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.18 

0.056 

0.33 

0.39 


Kheenchawas 

0811000401396200 

1.134 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.713 

-0.08 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.005 

0.37 

0.40 


Kherawas 

0811000301382800 

4.490 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.957 

-0.37 

0.150 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.026 

0.37 

0.39 







Non-command 

Quartzite 

0.621 

-0.37 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.005 

0.08 

0.08 


Kherla Khurd 

0811000401400400 

4.102 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.975 

1.42 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.14 

0.09 

0.006 

0.14 

0.15 


Kherlawas 

0812001201624300 

3.032 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.695 

0.25 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.005 

0.13 

0.16 


Kherli 

0811000401401700 

4.800 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.378 

1.89 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.29 

0.26 

0.10 

0.009 

0.17 

0.18 







Non-command 

Phyllite & Schist 

3.423 

1.89 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.15 

0.13 

0.22 

0.022 

0.41 

0.46 


Korda Kalan 

0811000301383100 

1.305 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.946 

0.63 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.12 

0.10 

0.008 

0.41 

0.42 


Korda Khurd 

0811000301383000 

2.606 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.728 

0.14 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.09 

0.015 

0.38 

0.39 







Non-command 

Quartzite 

0.083 

0.14 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.02 


Lad pura Atta 

0811000301382100 

1.660 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.660 

-0.03 

0.150 

0.08 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.014 

0.56 

0.64 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Chak Bhaglai 

0811000401402300 

0.20 

0.04 

50.92 

0.05 

0.01 

0.06 

0.06 

0.63 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.081 

0.004 

0.077 

0.223 

290.40 

Over Exploited 

Chak Dausa(Rural) 

0811000401401600 

0.04 

0.02 

51.45 

0.02 

- 

0.02 

0.06 

0.65 

0.00 

- 

- 

- 

- 

- 

0.002 

0.026 

0.001 

0.025 

0.005 

22.02 

Safe 

Chak Dayalpura 

0812001201624000 

0.12 

0.00 

(65.57) 

0.00 

- 

0.00 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Chak Jasota 

0811000401397400 

0.06 

0.01 

(30.23) 

0.01 

- 

0.01 

0.06 

0.58 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.008 

0.002 

23.46 

Safe 

Chak Rampura 

0811000401399100 

0.20 

0.07 

(55.38) 

0.05 

- 

0.05 

0.06 

0.65 

0.01 

- 

- 

- 

- 

- 

0.008 

0.062 

0.003 

0.059 

0.004 

6.35 

Safe 

Chawand 

0811000401400600 

0.20 

0.00 

1,534.64 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.018 

1,161.27 

Over Exploited 

Chawand Hera 

0811000401397800 

0.20 

0.35 

13.86 

0.40 

0.02 

0.41 

0.04 

0.42 

0.04 

0.0300 

- 

- 

0.009 

0.039 

0.078 

0.490 

0.025 

0.466 

0.326 

70.08 

Semi Critical 

Chuchariya Ka Was 

0811000401402100 

0.20 

0.04 

(23.96) 

0.03 

0.00 

0.03 

0.06 

0.64 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.037 

0.002 

0.035 

0.021 

60.70 

Safe 

Daglao 

0811000401401000 

0.20 

0.08 

152.38 

0.10 

- 

0.10 

0.04 

0.44 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.119 

0.006 

0.113 

0.074 

65.36 

Safe 



0.04 

0.00 

489.07 

0.00 

- 

0.00 

0.02 

0.21 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.005 

0.032 

666.39 

Over Exploited 

Dalelpura 

0811000401398900 

0.20 

0.34 

0.86 

0.35 

0.01 

0.36 

0.06 

0.65 

0.04 

0.0200 

- 

- 

0.006 

0.026 

0.065 

0.424 

0.021 

0.403 

0.179 

44.38 

Safe 

Dausa (M) 

0811000441104000 

0.20 

1.19 

216.63 

1.43 

- 

1.43 

0.04 

0.41 

0.13 

- 

- 

- 

- 

- 

0.133 

1.561 

0.078 

1.483 

4.286 

288.96 

Over Exploited 



0.04 

0.05 

########## 

0.05 

- 

0.05 

0.02 

0.18 

0.01 

- 

- 

- 

- 

- 

0.005 

0.059 

0.003 

0.056 

1.896 

3,358.28 

Over Exploited 

Dausa Khurd (Rural) 

0811000401397000 

0.20 

0.08 

370.29 

0.10 

0.00 

0.10 

0.03 

0.27 

0.01 

0.0100 

- 

- 

0.004 

0.014 

0.023 

0.122 

0.006 

0.116 

0.112 

96.27 

Critical 



0.04 

0.03 

243.50 

0.04 

- 

0.04 

0.04 

0.38 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.053 

0.003 

0.050 

0.145 

290.29 

Over Exploited 

Dausa(Rural) 

0811000401397100 

0.20 

0.11 

219.04 

0.14 

0.02 

0.16 

0.03 

0.33 

0.01 

0.0600 

- 

- 

0.001 

0.061 

0.074 

0.230 

0.012 

0.219 

0.504 

230.46 

Over Exploited 



0.04 

0.02 

500.96 

0.02 

0.01 

0.03 

0.03 

0.31 

0.00 

0.0400 

- 

- 

- 

0.040 

0.042 

0.076 

0.004 

0.072 

0.403 

559.31 

Over Exploited 

Dayal Pura 

0812001201624200 

0.12 

0.12 

(45.69) 

0.10 

0.00 

0.10 

0.04 

0.43 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.110 

0.005 

0.104 

0.109 

104.54 

Over Exploited 

Deori 

0811000301382000 

0.25 

0.64 

52.74 

0.77 

0.04 

0.81 

0.06 

0.63 

- 

0.1100 

- 

- 

0.003 

0.113 

0.113 

0.928 

0.046 

0.881 

1.056 

119.83 

Over Exploited 

Dewanwara 

0811000401403500 

0.20 

0.22 

32.11 

0.27 

0.01 

0.28 

0.06 

0.63 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.297 

0.015 

0.282 

0.152 

54.10 

Safe 

Dhanawar 

0811000101345700 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.033 

13,503.39 

Over Exploited 

Dharanwas 

0811000401399400 

0.20 

0.06 

44.55 

0.07 

0.01 

0.08 

0.06 

0.65 

0.01 

0.0300 

- 

- 

- 

0.030 

0.036 

0.116 

0.006 

0.110 

0.247 

224.08 

Over Exploited 

Dhigariya Tappa Koleshwar 

0811000101351500 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.045 

2,417.76 

Over Exploited 

Dhiradi 

0811000301383200 

0.25 

0.08 

66.86 

0.09 

- 

0.09 

0.05 

0.49 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.102 

0.005 

0.097 

0.116 

120.08 

Over Exploited 

Dubbi 

0811000301376200 

0.25 

0.05 

- 

0.05 

0.02 

0.07 

0.02 

0.17 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.092 

0.009 

0.082 

0.412 

499.47 

Over Exploited 



0.25 

0.05 

- 

0.05 

0.02 

0.07 

0.02 

0.17 

- 

0.0200 

0.0019 

0.0030 

0.001 

0.026 

0.026 

0.099 

0.010 

0.089 

0.419 

469.68 

Over Exploited 

Ganeshpura 

0811000401401500 

0.04 

0.10 

72.75 

0.12 

0.01 

0.14 

0.06 

0.65 

0.01 

0.0200 

- 

- 

0.005 

0.025 

0.037 

0.174 

0.009 

0.165 

0.165 

100.03 

Over Exploited 

Ganglyawas 

0811000401400700 

0.20 

0.04 

306.92 

0.05 

- 

0.05 

0.02 

0.21 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.060 

0.003 

0.057 

0.110 

193.17 

Over Exploited 

Garh 

0811000301382700 

0.25 

0.35 

- 

0.35 

0.00 

0.35 

0.05 

0.59 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.362 

0.036 

0.325 

0.166 

50.93 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

2,418.61 

Over Exploited 

Goojar Bairada 

0811000301381800 

0.25 

0.45 

16.35 

0.53 

0.04 

0.57 

0.06 

0.65 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

0.676 

0.034 

0.642 

1.020 

158.74 

Over Exploited 

Goojarwara 

0811000301383500 

0.25 

0.06 

96.28 

0.07 

0.00 

0.07 

0.03 

0.28 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.076 

0.004 

0.072 

0.124 

171.80 

Over Exploited 

Gothra 

0811000401403100 

0.20 

1.16 

4.65 

1.21 

0.05 

1.26 

0.06 

0.64 

- 

0.1400 

- 

- 

0.002 

0.142 

0.142 

1.403 

0.070 

1.333 

1.330 

99.81 

Critical 

Gumanpura 

0811000301382900 

0.25 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.031 

2,059.34 

Over Exploited 



0.10 

0.01 

- 

0.01 

0.00 

0.01 

0.02 

0.20 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.014 

0.001 

0.013 

0.097 

767.87 

Over Exploited 

Hajya Ka Bas 

0811000401395400 

0.20 

0.22 

(6.38) 

0.20 

0.01 

0.22 

0.06 

0.65 

0.02 

0.0200 

- 

- 

0.003 

0.023 

0.048 

0.263 

0.013 

0.250 

0.163 

65.26 

Safe 

Hapawas 

0811000401412700 

0.20 

0.02 

14.11 

0.03 

- 

0.03 

0.02 

0.18 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.038 

0.002 

0.036 

0.153 

428.47 

Over Exploited 

Haripura 

0811000401397600 

0.20 

0.29 

22.30 

0.35 

0.03 

0.38 

0.06 

0.61 

0.03 

0.0200 

- 

- 

0.024 

0.044 

0.077 

0.455 

0.023 

0.432 

0.196 

45.41 

Safe 



0.06 

0.00 

1,013.45 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.008 

1,621.21 

Over Exploited 

Jaisinghpura 

0811000401402400 

0.20 

0.26 

(52.61) 

0.21 

0.01 

0.22 

0.06 

0.63 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.252 

0.013 

0.240 

0.244 

101.66 

Over Exploited 

Jaitpura 

0811000401396000 

0.20 

0.19 

(50.72) 

0.15 

- 

0.15 

0.06 

0.64 

- 

- 

- 

- 

- 

- 

- 

0.152 

0.008 

0.145 

0.054 

37.06 

Safe 

Jhaparawas 

0811000301382200 

0.25 

0.49 

- 

0.49 

0.00 

0.50 

0.05 

0.61 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.510 

0.051 

0.459 

0.251 

54.62 

Safe 

Jirota Kalan 

0811000401398800 

0.20 

0.47 

(15.27) 

0.39 

0.02 

0.41 

0.06 

0.65 

0.05 

0.0200 

- 

- 

0.009 

0.029 

0.081 

0.493 

0.025 

0.468 

0.213 

45.43 

Safe 

Jirota Khurd 

0811000401398700 

0.20 

0.44 

(12.99) 

0.38 

0.01 

0.40 

0.06 

0.65 

0.05 

0.0200 

- 

- 

0.006 

0.026 

0.075 

0.472 

0.024 

0.448 

0.228 

50.90 

Safe 

Jopara 

0811000401393200 

0.20 

0.01 

325.05 

0.01 

- 

0.01 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.028 

370.08 

Over Exploited 



0.20 

0.16 

(7.66) 

0.15 

0.01 

0.16 

0.04 

0.39 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.180 

0.009 

0.171 

0.189 

110.41 

Over Exploited 

Kailai 

0811000301376300 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

0.0001 

0.0001 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.016 

1,897.17 

Over Exploited 

Kalakho 

0811000401403200 

0.20 

0.75 

(27.50) 

0.60 

0.11 

0.71 

0.06 

0.64 

- 

0.1900 

0.0089 

0.0142 

0.068 

0.282 

0.282 

0.989 

0.049 

0.940 

1.733 

184.41 

Over Exploited 

Kaleri 

0811000401413000 

0.20 

0.12 

- 

0.12 

- 

0.12 

0.02 

0.28 

- 

- 

- 

- 

- 

- 

- 

0.118 

0.012 

0.107 

0.104 

97.35 

Critical 

Kandoli 

0811000401396400 

0.20 

0.26 

(50.60) 

0.20 

0.06 

0.26 

0.06 

0.64 

- 

0.0500 

- 

- 

0.058 

0.108 

0.108 

0.371 

0.019 

0.353 

0.470 

133.30 

Over Exploited 

Karoli 

0811000301382300 

0.22 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.015 

0.001 

0.013 

0.090 

684.69 

Over Exploited 



0.25 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.026 

0.003 

0.024 

0.137 

580.20 

Over Exploited 

Khairwal 

0811000401398500 

0.20 

1.28 

(70.12) 

1.03 

0.02 

1.04 

0.06 

0.64 

0.14 

0.0400 

- 

- 

0.008 

0.048 

0.191 

1.232 

0.062 

1.170 

0.455 

38.87 

Safe 

Kharandi 

0811000401402900 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

35,593.42 

Over Exploited 



0.20 

0.23 

- 

0.23 

0.03 

0.26 

0.06 

0.61 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.354 

0.035 

0.319 

0.802 

251.65 

Over Exploited 

Khawa Raoji 

0811000401403900 

0.20 

0.59 

- 

0.59 

0.01 

0.60 

0.03 

0.36 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.638 

0.064 

0.575 

1.233 

214.60 

Over Exploited 

Kheenchawas 

0811000401396200 

0.20 

0.05 

- 

0.05 

0.01 

0.06 

0.04 

0.41 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.082 

0.008 

0.074 

0.178 

239.64 

Over Exploited 

Kherawas 

0811000301382800 

0.25 

0.27 

- 

0.27 

0.00 

0.27 

0.04 

0.41 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.274 

0.027 

0.246 

0.145 

58.70 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.004 

0.029 

677.80 

Over Exploited 

Kherla Khurd 

0811000401400400 

0.20 

0.03 

419.13 

0.03 

0.00 

0.03 

0.02 

0.15 

0.00 

0.0100 

- 

- 

0.002 

0.012 

0.015 

0.049 

0.002 

0.047 

0.093 

200.21 

Over Exploited 

Kherlawas 

0812001201624300 

0.12 

0.01 

65.12 

0.01 

0.00 

0.02 

0.01 

0.15 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.028 

0.001 

0.026 

0.052 

195.50 

Over Exploited 

Kherli 

0811000401401700 

0.20 

0.05 

467.55 

0.06 

0.00 

0.06 

0.02 

0.19 

0.01 

0.0100 

- 

- 

0.003 

0.013 

0.018 

0.076 

0.004 

0.072 

0.110 

152.89 

Over Exploited 



0.04 

0.06 

133.40 

0.07 

0.01 

0.08 

0.05 

0.46 

0.01 

0.0200 

- 

- 

0.001 

0.021 

0.027 

0.106 

0.005 

0.101 

0.238 

235.57 

Over Exploited 

Korda Kalan 

0811000301383100 

0.25 

0.10 

18.80 

0.12 

- 

0.12 

0.04 

0.46 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.126 

0.006 

0.120 

0.105 

87.61 

Semi Critical 

Korda Khurd 

0811000301383000 

0.25 

0.16 

(59.61) 

0.13 

- 

0.13 

0.04 

0.41 

- 

- 

- 

- 

- 

- 

- 

0.130 

0.007 

0.124 

0.105 

84.93 

Semi Critical 



0.10 

0.00 

33.25 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Lad pura Atta 

0811000301382100 

0.25 

0.23 

- 

0.23 

0.01 

0.24 

0.06 

0.62 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.273 

0.027 

0.246 

0.297 

121.13 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Laxmipura 

081200120162390C 

2.638 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.797 

0.01 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.005 

0.17 

0.21 


Mahansara Khurd (Rural) 

0811000401397200 

8.657 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.177 

1.84 

0.100 

0.09 

0.01 

0.00 

0.00 

0.07 

1.33 

1.21 

0.32 

0.046 

0.48 

0.53 







Non-command 

Phyllite & Schist 

0.894 

1.84 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.006 

0.06 

0.07 







Non-command 

Quartzite 

0.586 

1.84 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.004 

0.04 

0.04 


Maharajpura 

0811000401402600 

3.275 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.852 

0.45 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.10 

0.15 

0.012 

0.32 

0.37 







Non-command 

Phyllite & Schist 

0.812 

0.45 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.05 

0.005 

0.14 

0.16 







Non-command 

Younger Alluvium 

0.611 

0.45 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.07 

0.004 

0.11 

0.12 


Mahsara Kalan 

0811000401395300 

12.803 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.769 

0.63 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.05 

0.005 

0.03 

0.04 







Non-command 

Quartzite 

5.063 

0.63 

0.020 

0.09 

0.01 

0.00 

0.00 

0.05 

0.09 

0.08 

0.30 

0.032 

0.23 

0.25 


Malagwas 

0811000401397700 

3.392 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.742 

1.05 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.04 

0.005 

0.13 

0.14 







Non-command 

Quartzite 

0.245 

1.05 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.01 

0.002 

0.04 

0.05 


Malarna 

0811000401399200 

10.251 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.883 

0.31 

0.100 

0.04 

0.01 

0.00 

0.00 

0.01 

0.14 

0.12 

0.13 

0.025 

0.22 

0.25 


Malawas 

0811000301381900 

1.508 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.508 

1.19 

0.150 

0.20 

0.03 

0.00 

0.00 

0.00 

0.44 

0.42 

0.78 

0.013 

0.58 

0.61 


Manga Bhata 

0811000401395600 

3.459 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.007 

0.56 

0.100 

0.07 

0.01 

0.00 

0.00 

0.00 

0.23 

0.21 

0.24 

0.019 

0.51 

0.56 


Meenawara 

0811000301383600 

1.905 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.240 

0.50 

0.150 

0.15 

0.02 

0.00 

0.00 

0.00 

0.22 

0.23 

0.57 

0.011 

0.38 

0.38 


Mitrapura 

0811000401396600 

2.410 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.299 

1.29 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.34 

0.30 

0.19 

0.015 

0.55 

0.61 







Non-command 

Younger Alluvium 

0.110 

1.29 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.03 

0.03 


Mohchingpura 

0811000301382400 

4.276 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.259 

-1.13 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.020 

0.29 

0.32 


Moond Bisya 

0811000401403800 

2.382 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.274 

-0.51 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.015 

0.53 

0.64 







Non-command 

Younger Alluvium 

0.108 

-0.51 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.03 

0.03 


Mora Patti 

0811000401397900 

3.921 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.888 

1.18 

0.100 

0.04 

0.00 

0.00 

0.00 

0.01 

0.49 

0.45 

0.11 

0.025 

0.58 

0.63 


Morasani 

0811000401395800 

0.812 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.193 

0.67 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.001 

0.14 

0.15 







Non-command 

Younger Alluvium 

0.620 

0.67 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.12 

0.004 

0.44 

0.49 


Moroli 

0811000301382500 

10.368 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.152 

-1.05 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Motalwas 

0811000401401300 

3.224 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.224 

2.15 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.13 

0.12 

0.14 

0.021 

0.58 

0.64 


Na 

0811000411900001 

6.319 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.319 

0.54 

0.120 

0.01 

0.00 

0.00 

0.00 

0.27 

0.15 

0.14 

0.00 

0.040 

0.58 

0.64 


Naharna 

0811000301383700 

0.822 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.481 

0.33 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.08 

0.004 

0.35 

0.34 


Nangal Bersi 

0811000401398400 

2.626 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.203 

0.37 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.10 

0.008 

0.26 

0.31 


Nangal Bohra 

0812001201623500 

6.846 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.448 

0.35 

0.080 

0.05 

0.01 

0.00 

0.00 

0.00 

0.16 

0.14 

0.15 

0.030 

0.37 

0.45 


Nangal Chapa 

0811000401402800 

5.868 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.964 

-0.08 

0.100 

0.16 

0.02 

0.00 

0.00 

0.01 

0.00 

0.00 

0.58 

0.032 

0.47 

0.57 







Non-command 

Younger Alluvium 

0.904 

-0.08 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.006 

0.09 

0.10 


Nangal Govind 

0811000401399600 

5.022 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.127 

0.95 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.25 

0.22 

0.22 

0.014 

0.25 

0.28 


Palawas 

0811000401395900 

1.514 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.647 

0.81 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.07 

0.004 

0.25 

0.27 







Non-command 

Younger Alluvium 

0.867 

0.81 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.12 

0.006 

0.33 

0.37 


Paparda 

0811000401404100 

11.667 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.895 

-0.05 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.018 

0.13 

0.19 


Parasoli 

0812001201623200 

7.772 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.853 

0.25 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.09 

0.013 

0.14 

0.19 







Non-command 

Quartzite 

0.013 

0.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Parli 

0811000401396500 

3.835 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.414 

0.75 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.03 

0.003 

0.06 

0.07 







Non-command 

Younger Alluvium 

3.421 

0.75 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.38 

0.34 

0.30 

0.022 

0.52 

0.57 


Peelwa Kalan 

0811000301381600 

1.576 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.261 

-0.13 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.011 

0.47 

0.47 


Peelwa Khurd 

0811000301381700 

1.632 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.578 

0.12 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.09 

0.014 

0.57 

0.57 


Prempura 

0811000401395500 

4.163 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.695 

0.78 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.34 

0.31 

0.19 

0.024 

0.52 

0.57 







Non-command 

Quartzite 

0.040 

0.78 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Raghunathpura 

0811000401401200 

0.795 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.795 

2.05 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.005 

0.58 

0.64 


Rajpura 

0811000401395700 

0.861 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.514 

0.62 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.06 

0.14 

0.003 

0.35 

0.38 







Non-command 

Younger Alluvium 

0.347 

0.62 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.12 

0.002 

0.23 

0.26 


Rajwas 

0811000401400900 

2.866 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.112 

1.38 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.18 

0.16 

0.12 

0.007 

0.22 

0.26 



0811000301383800 

3.788 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.100 

-0.01 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.02 


Ralawata 

0811000401401100 

2.757 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.572 

1.75 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.30 

0.27 

0.15 

0.010 

0.33 

0.37 







Non-command 

Phyllite & Schist 

1.154 

1.75 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.09 

0.007 

0.24 

0.27 


Ramjipura 

0811000401400200 

0.591 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.423 

1.42 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.08 

0.15 

0.003 

0.42 

0.46 


Rampura 

0811000401398000 

2.435 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.435 

1.10 

0.100 

0.04 

0.01 

0.00 

0.00 

0.01 

0.29 

0.27 

0.13 

0.016 

0.58 

0.64 


Rampura Kalan 

0811000401401900 

2.549 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.708 

1.53 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.30 

0.27 

0.18 

0.011 

0.39 

0.44 







Non-command 

Phyllite & Schist 

0.841 

1.53 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.08 

0.005 

0.19 

0.21 


Rampura Khurd 

0811000401399500 

0.997 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.237 

0.62 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.002 

0.14 

0.15 


Ramsinghpura 

0811000401402200 

2.302 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.285 

0.99 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.20 

0.03 

0.015 

0.57 

0.66 


Raniwas 

0811000401400800 

1.988 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.760 

1.48 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.03 

0.005 

0.22 

0.25 







Non-command 

Phyllite & Schist 

0.000 

1.48 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ranoli 

0811000301382600 

11.260 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.210 

-1.31 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.01 







Non-command 

Quartzite 

0.445 

-1.31 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.004 

0.02 

0.02 


Reta 

0811000301376100 

15.481 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

10.210 

-0.15 

0.150 

0.13 

0.02 

0.00 

0.00 

0.01 

0.00 

0.00 

0.42 

0.089 

0.39 

0.40 






Kala Kho 

Command 

Younger Alluvium 

4.228 

-0.15 

0.150 

0.06 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.18 

0.037 

0.16 

0.17 


Rohara 

0811000401397500 

3.533 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.570 

1.25 

0.100 

0.01 

0.00 

0.00 

0.00 

0.01 

0.07 

0.06 

0.04 

0.004 

0.09 

0.10 







Non-command 

Quartzite 

1.779 

1.25 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.07 

0.06 

0.10 

0.011 

0.29 

0.32 


Roogali 

0811000401398100 

1.507 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.507 

1.07 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.19 

0.17 

0.11 

0.010 

0.58 

0.64 


Rudmal Ka Bas 

0811000401403300 

3.186 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.186 

0.74 

0.120 

0.24 

0.04 

0.00 

0.00 

0.02 

0.47 

0.44 

0.94 

0.020 

0.58 

0.62 


Sabalpura 

0811000401399000 

2.733 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.733 

1.03 

0.100 

0.09 

0.01 

0.00 

0.00 

0.01 

0.35 

0.32 

0.33 

0.017 

0.58 

0.64 


Sarai 

0811000401403600 

2.363 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.363 

0.98 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.30 

0.26 

0.07 

0.015 

0.57 

0.64 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Laxmipura 

0812001201623900 

0.12 

0.02 

(52.33) 

0.01 

0.00 

0.01 

0.02 

0.19 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.015 

0.001 

0.014 

0.021 

147.77 

Over Exploited 

Mahansara Khurd (Rural) 

0811000401397200 

0.20 

0.69 

74.24 

0.83 

0.08 

0.92 

0.05 

0.54 

0.08 

0.0400 

- 

- 

0.111 

0.151 

0.229 

1.144 

0.057 

1.087 

0.364 

33.48 

Safe 



0.04 

0.00 

1,327.64 

0.00 

0.00 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

0.001 

0.001 

0.002 

0.005 

0.000 

0.005 

0.035 

712.78 

Over Exploited 



0.06 

0.00 

1,908.29 

0.00 

0.00 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

0.001 

0.001 

0.002 

0.004 

0.000 

0.004 

0.026 

652.25 

Over Exploited 

Maharajpura 

0811000401402600 

0.20 

0.12 

(18.05) 

0.10 

0.01 

0.11 

0.03 

0.36 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.128 

0.006 

0.122 

0.166 

136.16 

Over Exploited 



0.04 

0.00 

151.74 

0.01 

0.00 

0.01 

0.02 

0.16 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.021 

0.001 

0.020 

0.055 

278.31 

Over Exploited 



0.20 

0.01 

251.89 

0.02 

- 

0.02 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.026 

0.001 

0.024 

0.069 

282.73 

Over Exploited 

Mahsara Kalan 

0811000401395300 

0.20 

0.01 

881.82 

0.01 

- 

0.01 

0.00 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.017 

0.001 

0.016 

0.055 

338.96 

Over Exploited 



0.06 

0.07 

17.63 

0.08 

0.06 

0.15 

0.03 

0.26 

0.01 

0.0300 

- 

- 

0.079 

0.109 

0.117 

0.262 

0.013 

0.249 

0.330 

132.64 

Over Exploited 

Malagwas 

0811000401397700 

0.20 

0.02 

320.79 

0.02 

- 

0.02 

0.01 

0.14 

0.00 

- 

- 

- 

- 

- 

0.002 

0.025 

0.001 

0.024 

0.047 

198.54 

Over Exploited 



0.06 

0.00 

(778.37) 

0.00 

0.01 

0.01 

0.00 

0.05 

0.00 

- 

- 

- 

0.015 

0.015 

0.015 

0.025 

0.001 

0.024 

0.016 

65.81 

Safe 

Malarna 

0811000401399200 

0.20 

0.17 

(29.53) 

0.14 

0.02 

0.16 

0.02 

0.24 

- 

0.0200 

- 

- 

0.015 

0.035 

0.035 

0.190 

0.010 

0.181 

0.159 

87.93 

Semi Critical 

Malawas 

0811000301381900 

0.25 

0.22 

91.29 

0.26 

0.03 

0.29 

0.06 

0.64 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.381 

0.019 

0.362 

0.796 

220.07 

Over Exploited 

Manga Bhata 

0811000401395600 

0.20 

0.30 

(31.95) 

0.24 

0.01 

0.25 

0.06 

0.56 

0.03 

0.0300 

- 

- 

0.000 

0.030 

0.064 

0.317 

0.016 

0.301 

0.254 

84.35 

Semi Critical 

Meenawara 

0811000301383600 

0.25 

0.12 

90.25 

0.14 

0.02 

0.16 

0.04 

0.42 

- 

0.0600 

- 

- 

0.000 

0.060 

0.060 

0.223 

0.011 

0.212 

0.582 

274.65 

Over Exploited 

Mitrapura 

0811000401396600 

0.20 

0.26 

19.43 

0.30 

0.01 

0.31 

0.06 

0.62 

0.03 

0.0200 

- 

- 

0.000 

0.020 

0.049 

0.363 

0.018 

0.345 

0.208 

60.17 

Safe 



0.20 

0.00 

2,537.55 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.012 

1,598.84 

Over Exploited 

Mohchingpura 

0811000301382400 

0.22 

0.14 

- 

0.14 

0.00 

0.14 

0.03 

0.31 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.143 

0.014 

0.129 

0.097 

74.98 

Semi Critical 

Moond Bisya 

0811000401403800 

0.20 

0.24 

- 

0.24 

- 

0.24 

0.05 

0.58 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.250 

0.025 

0.225 

0.244 

108.14 

Over Exploited 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.000 

0.012 

2,412.03 

Over Exploited 

Mora Patti 

0811000401397900 

0.20 

0.45 

(0.42) 

0.45 

0.01 

0.45 

0.06 

0.64 

0.05 

0.0100 

- 

- 

0.008 

0.018 

0.068 

0.521 

0.026 

0.495 

0.137 

27.66 

Safe 

Morasani 

0811000401395800 

0.20 

0.01 

291.97 

0.01 

- 

0.01 

0.02 

0.15 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.035 

532.99 

Over Exploited 



0.20 

0.05 

31.80 

0.07 

- 

0.07 

0.05 

0.49 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.082 

0.004 

0.078 

0.123 

157.79 

Over Exploited 

Moroli 

0811000301382500 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

560.28 

Over Exploited 

Motalwas 

0811000401401300 

0.04 

0.07 

61.64 

0.09 

0.01 

0.10 

0.06 

0.65 

0.01 

0.0200 

- 

- 

0.000 

0.020 

0.029 

0.129 

0.006 

0.122 

0.165 

134.48 

Over Exploited 

Na 

0811000411900001 

0.20 

0.73 

(81.11) 

0.59 

0.27 

0.85 

0.06 

0.64 

- 

- 

- 

- 

0.399 

0.399 

0.399 

1.250 

0.062 

1.187 

0.040 

3.40 

Safe 

Naharna 

0811000301383700 

0.25 

0.04 

6.73 

0.04 

- 

0.04 

0.04 

0.38 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.054 

0.003 

0.052 

0.081 

157.07 

Over Exploited 

Nangal Bersi 

0811000401398400 

0.20 

0.06 

(1.47) 

0.06 

0.00 

0.07 

0.03 

0.29 

0.01 

0.0100 

- 

- 

0.003 

0.013 

0.020 

0.085 

0.004 

0.081 

0.109 

133.92 

Over Exploited 

Nangal Bohra 

0812001201623500 

0.12 

0.20 

(31.27) 

0.16 

0.01 

0.17 

0.04 

0.42 

0.02 

0.0200 

- 

- 

0.002 

0.022 

0.045 

0.216 

0.011 

0.205 

0.183 

89.20 

Semi Critical 

Nangal Chapa 

0811000401402800 

0.20 

0.47 

- 

0.47 

0.03 

0.50 

0.05 

0.52 

- 

0.0700 

- 

- 

0.019 

0.089 

0.089 

0.592 

0.059 

0.533 

0.612 

114.78 

Over Exploited 



0.20 

0.02 

- 

0.02 

0.00 

0.02 

0.01 

0.10 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.036 

0.004 

0.032 

0.136 

421.85 

Over Exploited 

Nangal Govind 

0811000401399600 

0.20 

0.10 

113.11 

0.13 

0.01 

0.14 

0.03 

0.27 

0.01 

0.0200 

- 

- 

0.001 

0.021 

0.033 

0.169 

0.008 

0.161 

0.235 

146.08 

Over Exploited 

Palawas 

0811000401395900 

0.20 

0.03 

103.43 

0.04 

- 

0.04 

0.03 

0.28 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.052 

0.003 

0.049 

0.071 

143.74 

Over Exploited 



0.20 

0.06 

78.53 

0.07 

- 

0.07 

0.04 

0.37 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.086 

0.004 

0.081 

0.125 

152.93 

Over Exploited 

Paparda 

0811000401404100 

0.20 

0.08 

- 

0.08 

0.00 

0.08 

0.01 

0.15 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.087 

0.009 

0.079 

0.300 

382.42 

Over Exploited 

Parasoli 

0812001201623200 

0.12 

0.03 

59.08 

0.04 

0.00 

0.04 

0.02 

0.15 

0.00 

- 

- 

- 

0.001 

0.001 

0.005 

0.042 

0.002 

0.040 

0.103 

258.15 

Over Exploited 



0.08 

0.00 

9,911.55 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Parli 

0811000401396500 

0.20 

0.01 

613.73 

0.01 

- 

0.01 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.028 

466.55 

Over Exploited 



0.20 

0.35 

(3.78) 

0.34 

0.01 

0.35 

0.06 

0.58 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.381 

0.019 

0.362 

0.324 

89.47 

Semi Critical 

Peelwa Kalan 

0811000301381600 

0.25 

0.15 

- 

0.15 

0.00 

0.15 

0.05 

0.52 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.150 

0.015 

0.135 

0.057 

42.27 

Safe 

Peelwa Khurd 

0811000301381700 

0.25 

0.22 

(74.41) 

0.18 

- 

0.18 

0.06 

0.63 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.190 

0.009 

0.180 

0.103 

56.95 

Safe 

Prempura 

0811000401395500 

0.20 

0.38 

(19.85) 

0.31 

0.01 

0.32 

0.06 

0.57 

0.04 

0.0200 

- 

- 

- 

0.020 

0.063 

0.378 

0.019 

0.359 

0.217 

60.28 

Safe 



0.06 

0.00 

3,691.97 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Raghunathpura 

0811000401401200 

0.04 

0.02 

57.56 

0.02 

0.00 

0.02 

0.06 

0.65 

0.00 

- 

- 

- 

0.003 

0.004 

0.006 

0.030 

0.002 

0.029 

0.048 

168.56 

Over Exploited 

Rajpura 

0811000401395700 

0.20 

0.04 

54.51 

0.04 

0.01 

0.05 

0.04 

0.39 

0.00 

0.0200 

- 

- 

0.002 

0.022 

0.025 

0.079 

0.004 

0.075 

0.146 

194.22 

Over Exploited 



0.20 

0.02 

210.72 

0.02 

- 

0.02 

0.03 

0.26 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.031 

0.002 

0.030 

0.121 

407.51 

Over Exploited 

Rajwas 

0811000401400900 

0.20 

0.05 

223.35 

0.06 

0.00 

0.06 

0.02 

0.25 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.070 

0.003 

0.066 

0.127 

191.28 

Over Exploited 


0811000301383800 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.000 

0.001 

- 

Safe 

Ralawata 

0811000401401100 

0.20 

0.10 

162.35 

0.12 

0.01 

0.13 

0.04 

0.37 

0.01 

0.0200 

- 

- 

- 

0.020 

0.032 

0.166 

0.008 

0.158 

0.164 

103.87 

Over Exploited 



0.04 

0.01 

354.40 

0.01 

0.00 

0.02 

0.03 

0.27 

0.00 

0.0100 

- 

- 

0.005 

0.015 

0.016 

0.033 

0.002 

0.031 

0.101 

321.84 

Over Exploited 

Ramjipura 

0811000401400200 

0.20 

0.04 

130.47 

0.04 

0.01 

0.05 

0.05 

0.46 

0.00 

0.0200 

- 

- 

- 

0.020 

0.024 

0.076 

0.004 

0.072 

0.148 

204.02 

Over Exploited 

Rampura 

0811000401398000 

0.20 

0.28 

(6.22) 

0.27 

0.02 

0.28 

0.06 

0.65 

0.03 

0.0200 

- 

- 

0.009 

0.030 

0.061 

0.343 

0.017 

0.326 

0.150 

45.87 

Safe 

Rampura Kalan 

0811000401401900 

0.20 

0.13 

101.90 

0.16 

0.01 

0.17 

0.04 

0.43 

- 

0.0200 

- 

- 

0.000 

0.021 

0.021 

0.190 

0.009 

0.180 

0.193 

106.98 

Over Exploited 



0.04 

0.01 

404.05 

0.01 

0.00 

0.01 

0.02 

0.21 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.025 

0.001 

0.024 

0.080 

339.97 

Over Exploited 

Rampura Khurd 

0811000401399500 

0.20 

0.01 

100.75 

0.01 

- 

0.01 

0.02 

0.15 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.008 

0.019 

227.75 

Over Exploited 

Ramsinghpura 

0811000401402200 

0.20 

0.26 

(23.28) 

0.21 

0.00 

0.21 

0.06 

0.63 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.220 

0.011 

0.209 

0.049 

23.22 

Safe 

Raniwas 

0811000401400800 

0.20 

0.03 

222.47 

0.04 

- 

0.04 

0.02 

0.25 

- 

- 

- 

- 

- 

- 

- 

0.040 

0.002 

0.038 

0.030 

78.04 

Semi Critical 



0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ranoli 

0811000301382600 

0.25 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.000 

0.002 

378.31 

Over Exploited 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.009 

1,021.63 

Over Exploited 

Reta 

0811000301376100 

0.25 

0.99 

- 

0.99 

0.03 

1.01 

0.04 

0.43 

- 

0.0500 

- 

- 

0.008 

0.058 

0.058 

1.070 

0.107 

0.963 

0.507 

52.60 

Safe 



0.25 

0.17 

- 

0.17 

0.02 

0.18 

0.02 

0.18 

- 

0.0200 

0.0058 

0.0093 

0.008 

0.044 

0.044 

0.228 

0.023 

0.205 

0.218 

105.98 

Over Exploited 

Rohara 

0811000401397500 

0.20 

0.01 

505.91 

0.01 

0.01 

0.02 

0.01 

0.10 

0.00 

- 

- 

- 

0.015 

0.015 

0.016 

0.039 

0.002 

0.037 

0.046 

122.55 

Over Exploited 



0.06 

0.03 

93.74 

0.04 

0.01 

0.05 

0.03 

0.33 

0.00 

0.0100 

- 

- 

0.012 

0.022 

0.025 

0.071 

0.004 

0.067 

0.112 

167.31 

Over Exploited 

Roogali 

0811000401398100 

0.20 

0.18 

(1.30) 

0.17 

0.00 

0.17 

0.06 

0.65 

0.02 

0.0100 

- 

- 

0.001 

0.011 

0.030 

0.204 

0.010 

0.193 

0.119 

61.35 

Safe 

Rudmal Ka Bas 

0811000401403300 

0.20 

0.37 

17.94 

0.44 

0.06 

0.49 

0.06 

0.64 

- 

0.1100 

- 

- 

0.024 

0.134 

0.134 

0.626 

0.031 

0.595 

0.960 

161.42 

Over Exploited 

Sabalpura 

0811000401399000 

0.20 

0.32 

0.80 

0.32 

0.02 

0.34 

0.06 

0.65 

0.04 

0.0400 

- 

- 

0.010 

0.050 

0.085 

0.422 

0.021 

0.401 

0.350 

87.38 

Semi Critical 

Sarai 

0811000401403600 

0.20 

0.27 

(1.01) 

0.26 

0.00 

0.26 

0.06 

0.62 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.275 

0.014 

0.261 

0.080 

30.64 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Shekhpura 

0811000301383300 

1.150 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.025 

1.07 

0.150 

0.10 

0.01 

0.00 

0.00 

0.00 

0.26 

0.25 

0.38 

0.009 

0.51 

0.53 


Shyalawas 

0811000401402700 

10.118 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.805 

-0.22 

0.100 

0.11 

0.00 

0.00 

0.00 

0.02 

0.00 

0.00 

0.38 

0.056 

0.48 

0.61 


Singwara 

0811000401399300 

5.503 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.722 

0.42 

0.100 

0.04 

0.01 

0.00 

0.00 

0.01 

0.10 

0.08 

0.14 

0.011 

0.18 

0.21 


Sumel Kalan 

0811000101351700 

4.289 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.000 

-0.31 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sumel Khurd 

0811000101351600 

2.363 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.164 

-0.21 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.04 

0.04 






Kala Kho 

Command 

Younger Alluvium 

0.036 

-0.21 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Surajpura 

0811000401401400 

4.215 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.215 

2.40 

0.015 

0.11 

0.02 

0.00 

0.00 

0.02 

0.22 

0.20 

0.42 

0.027 

0.58 

0.64 


Tahatra 

0812001201623700 

11.151 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.387 

0.07 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.09 

0.009 

0.07 

0.09 

River Basin: Chambal 

Sub Basin: Chakan 

08001001 

Ahmad Nagar 

0822000702694300 

5.156 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.690 

1.95 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.09 

0.17 

0.005 

0.16 

0.17 


Alipura Bhagwanpura 

0822000702691000 

3.198 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.198 

2.43 

0.080 

0.15 

0.02 

0.00 

0.00 

0.00 

0.75 

0.69 

0.61 

0.009 

0.49 

0.53 


Allapura 

0822000702688600 

5.858 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.789 

2.86 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.002 

0.07 

0.07 


Ateekpura 

0822000702690600 

4.536 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.284 

0.31 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.03 

0.03 


Choru 

0822000702689100 

19.979 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.256 

1.29 

0.080 

0.12 

0.02 

0.00 

0.00 

0.00 

0.43 

0.39 

0.49 

0.009 

0.08 

0.09 


Deoli 

0822000702691200 

22.812 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.929 

2.53 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.21 

0.19 

0.06 

0.002 

0.02 

0.02 







Non-command 

Phyllite & Schist 

0.757 

2.53 

0.020 

0.01 

0.00 

0.00 

0.00 

0.04 

0.01 

0.01 

0.04 

0.002 

0.02 

0.02 







Non-command 

Gneisses(B.G.C) 

4.503 

2.53 

0.015 

0.04 

0.01 

0.00 

0.00 

0.01 

0.19 

0.17 

0.15 

0.012 

0.10 

0.10 


Firozpura 

0822000702690800 

4.915 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.458 

1.09 

0.080 

0.15 

0.02 

0.00 

0.00 

0.03 

0.49 

0.45 

0.59 

0.012 

0.44 

0.48 







Non-command 

Phyllite & Schist 

0.312 

1.09 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.001 

0.03 

0.03 


Galwaniya 

0822000702694500 

5.171 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.483 

1.75 

0.020 

0.02 

0.00 

0.00 

0.00 

0.23 

-0.12 

-0.11 

0.06 

0.007 

0.23 

0.25 






Galwania 

Command 

Phyllite & Schist 

0.020 

1.75 

0.020 

0.00 

0.00 

0.00 

0.00 

0.23 

-0.23 

-0.21 

0.00 

0.000 

0.00 

0.00 


Govindpura 

0822000702694100 

3.621 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.398 

2.16 

0.020 

0.01 

0.00 

0.00 

0.00 

0.03 

0.00 

0.00 

0.05 

0.001 

0.05 

0.06 


Mahuwa 

0822000702694200 

8.890 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.963 

2.26 

0.080 

0.20 

0.03 

0.00 

0.00 

0.00 

1.06 

0.98 

0.79 

0.013 

0.27 

0.30 







Non-command 

Phyllite & Schist 

3.710 

2.26 

0.020 

0.11 

0.02 

0.00 

0.00 

0.00 

0.26 

0.24 

0.42 

0.010 

0.20 

0.22 


Mandawara 

0822000702690900 

5.731 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.731 

1.81 

0.080 

0.17 

0.02 

0.00 

0.00 

0.03 

0.95 

0.87 

0.66 

0.015 

0.49 

0.53 


Manoharpura 

0822000702694400 

5.905 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.980 

1.66 

0.020 

0.01 

0.00 

0.00 

0.00 

0.04 

0.03 

0.03 

0.05 

0.005 

0.16 

0.18 






Galwania 

Command 

Phyllite & Schist 

0.001 

1.66 

0.020 

0.00 

0.00 

0.00 

0.00 

0.04 

-0.04 

-0.04 

0.00 

0.000 

0.00 

0.00 


Nahri 

0822000702691100 

3.810 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.559 

2.62 

0.080 

0.22 

0.03 

0.00 

0.00 

0.00 

0.93 

0.86 

0.86 

0.009 

0.46 

0.50 







Non-command 

Phyllite & Schist 

0.159 

2.62 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.000 

0.02 

0.02 







Non-command 

Gneisses(B.G.C) 

0.092 

2.62 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Pachali 

0822000702690200 

5.160 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.015 

-0.20 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Patoli 

0822000702688700 

11.143 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.294 

2.61 

0.080 

0.16 

0.02 

0.00 

0.00 

0.01 

1.24 

1.13 

0.62 

0.014 

0.23 

0.26 







Non-command 

Gneisses(B.G.C) 

0.636 

2.61 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.06 

0.002 

0.03 

0.03 


Saddik Nagar 

0822000702690700 

2.646 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.646 

1.16 

0.080 

0.08 

0.01 

0.00 

0.00 

0.01 

0.31 

0.28 

0.32 

0.007 

0.49 

0.54 


Shop 

0822000702690500 

21.993 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.136 

1.30 

0.080 

0.11 

0.02 

0.00 

0.00 

0.00 

0.42 

0.38 

0.42 

0.008 

0.07 

0.08 







Non-command 

Phyllite & Schist 

9.590 

1.30 

0.020 

0.24 

0.03 

0.00 

0.00 

0.01 

0.45 

0.42 

0.93 

0.026 

0.21 

0.23 


Solatpura 

0822000702688800 

4.189 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.960 

2.07 

0.080 

0.11 

0.02 

0.00 

0.00 

0.02 

0.72 

0.66 

0.42 

0.011 

0.47 

0.51 

08001002 

Abhaipur 

0823000302734000 

2.051 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.395 

0.51 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.000 

0.11 

0.11 







Non-command 

Shale 

1.655 

0.51 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.04 

0.04 

0.18 

0.000 

0.44 

0.44 


Ahmad Nagar 

0822000702694300 

5.156 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.412 

1.95 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.21 

0.19 

0.34 

0.009 

0.32 

0.35 






Galwania 

Command 

Phyllite & Schist 

0.054 

1.95 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


AN 

0822000702693200 

1.866 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.321 

1.97 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.001 

0.08 

0.09 







Non-command 

Limestone 

1.545 

1.97 

0.040 

0.04 

0.01 

0.00 

0.00 

0.00 

0.15 

0.14 

0.14 

0.004 

0.41 

0.44 


Allapura 

0822000702688600 

5.858 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.294 

2.86 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.01 

0.003 

0.11 

0.12 


Amarpura 

0823000302737400 

1.841 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.216 

0.77 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.07 

0.06 







Non-command 

Shale 

1.584 

0.77 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.09 

0.000 

0.48 

0.46 


Ameerganj 

0822000702695700 

2.727 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.470 

1.04 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.08 

0.09 






Galwania 

Command 

Phyllite & Schist 

2.258 

1.04 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.07 

0.006 

0.40 

0.44 


Amli 

0822000702696300 

6.085 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.941 

0.65 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.07 

0.008 

0.25 

0.27 







Non-command 

Bhander Sandstone 

1.659 

0.65 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.05 

0.004 

0.14 

0.15 







Non-command 

Shale 

0.500 

0.65 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.04 

0.05 


Amli Khera 

0823000302736800 

1.808 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.537 

2.17 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.10 

0.000 

0.48 

0.45 







Non-command 

Shale 

0.257 

2.17 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.08 

0.07 


Anghora 

0823000302736300 

3.578 

Fresh 

Non-command 

Non-command 

Shale 

0.000 

3.57 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Antarda 

0823000202728500 

17.486 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.325 

3.48 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.08 

0.002 

0.04 

0.04 







Non-command 

Limestone 

0.888 

3.48 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.04 

0.002 

0.03 

0.03 







Non-command 

Bhander Sandstone 

0.137 

3.48 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.00 

0.00 


Anwar Nagar 

0822000702693500 

1.712 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.712 

1.96 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.10 

0.005 

0.49 

0.53 


Ariyali 

0823000202728300 

10.049 

Fresh 

Non-command 

Non-command 

Limestone 

5.050 

3.72 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.45 

0.44 

0.28 

0.009 

0.27 

0.27 







Non-command 

Bhander Sandstone 

1.835 

3.72 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.15 

0.07 

0.003 

0.10 

0.10 


Arnetha 

0823000202728400 

6.701 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.001 

3.62 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Limestone 

2.988 

3.62 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.29 

0.29 

0.31 

0.005 

0.24 

0.24 







Non-command 

Bhander Sandstone 

0.564 

3.62 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.05 

0.001 

0.05 

0.04 


Arnya 

0823000302737500 

1.074 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.417 

0.74 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.09 

0.000 

0.22 

0.21 







Non-command 

Shale 

0.575 

0.74 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.12 

0.000 

0.30 

0.29 


Babai 

0823000302732700 

13.692 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.436 

1.57 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.06 

0.15 

0.000 

0.05 

0.06 







Non-command 

Limestone 

3.830 

1.57 

0.020 

0.11 

0.02 

0.00 

0.00 

0.00 

0.21 

0.19 

0.42 

0.000 

0.14 

0.15 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Shekhpura 

0811000301383300 

0.25 

0.13 

88.75 

0.16 

0.01 

0.17 

0.05 

0.57 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.208 

0.010 

0.198 

0.385 

194.74 

Over Exploited 

Shyalawas 

0811000401402700 

0.20 

0.85 

- 

0.85 

0.02 

0.87 

0.05 

0.53 

- 

0.0100 

- 

- 

0.032 

0.042 

0.042 

0.912 

0.091 

0.821 

0.432 

52.68 

Safe 

Singwara 

0811000401399300 

0.20 

0.06 

33.48 

0.07 

0.02 

0.09 

0.02 

0.20 

- 

0.0200 

- 

- 

0.009 

0.029 

0.029 

0.120 

0.006 

0.114 

0.148 

129.69 

Over Exploited 

Sumel Kalan 

0811000101351700 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sumel Khurd 

0811000101351600 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.023 

1,741.75 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Surajpura 

0811000401401400 

0.04 

0.10 

105.83 

0.12 

0.04 

0.16 

0.06 

0.65 

0.01 

0.0500 

- 

- 

0.029 

0.079 

0.089 

0.246 

0.012 

0.234 

0.445 

190.24 

Over Exploited 

Tahatra 

0812001201623700 

0.12 

0.01 

145.48 

0.01 

- 

0.01 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.024 

0.001 

0.023 

0.103 

451.99 

Over Exploited 


River Basin: Chambal 


Sub Basin: Chakan 

Ahmad Nagar 

0822000702694300 

0.10 

0.03 

222.70 

0.03 

0.01 

0.04 

0.03 

0.19 

0.01 

0.0200 

- 

- 

0.002 

0.022 

0.027 

0.071 

0.004 

0.067 

0.174 

257.65 

Over Exploited 

Alipura Bhagwanpura 

0822000702691000 

0.15 

0.23 

193.82 

0.28 

0.02 

0.30 

0.09 

0.58 

0.04 

0.0700 

- 

- 

0.001 

0.071 

0.116 

0.418 

0.021 

0.398 

0.616 

154.85 

Over Exploited 

Allapura 

0822000702688600 

0.08 

0.00 

644.53 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.012 

220.00 

Over Exploited 

Ateekpura 

0822000702690600 

0.15 

0.00 

380.37 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.001 

43.22 

Safe 

Choru 

0822000702689100 

0.15 

0.04 

885.16 

0.05 

0.02 

0.07 

0.01 

0.10 

0.01 

0.0500 

- 

- 

0.001 

0.051 

0.058 

0.127 

0.006 

0.121 

0.494 

408.21 

Over Exploited 

Deoli 

0822000702691200 

0.15 

0.00 

6,760.14 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

0.0100 

- 

- 

0.002 

0.013 

0.013 

0.018 

0.001 

0.017 

0.064 

376.92 

Over Exploited 



0.10 

0.00 

682.50 

0.00 

0.04 

0.04 

0.00 

0.02 

0.00 

- 

- 

- 

0.057 

0.057 

0.057 

0.097 

0.005 

0.092 

0.038 

41.45 

Safe 



0.08 

0.03 

397.37 

0.04 

0.02 

0.07 

0.02 

0.11 

0.01 

0.0200 

- 

- 

0.020 

0.040 

0.047 

0.112 

0.006 

0.106 

0.159 

149.80 

Over Exploited 

Firozpura 

0822000702690800 

0.15 

0.30 

51.37 

0.36 

0.05 

0.41 

0.08 

0.53 

0.06 

0.0700 

- 

- 

0.047 

0.117 

0.173 

0.580 

0.029 

0.551 

0.602 

109.28 

Over Exploited 



0.10 

0.00 

1,494.09 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.029 

2,258.28 

Over Exploited 

Galwaniya 

0822000702694500 

0.10 

0.06 

(288.22) 

0.05 

0.23 

0.27 

0.05 

0.28 

0.01 

0.0100 

- 

- 

0.339 

0.349 

0.360 

0.632 

0.032 

0.601 

0.066 

10.92 

Safe 



0.10 

0.00 

########## 

0.00 

0.23 

0.23 

0.00 

0.00 

0.00 

- 

0.0001 

0.0002 

0.339 

0.339 

0.339 

0.565 

0.028 

0.537 

0.000 

0.01 

Safe 

Govindpura 

0822000702694100 

0.10 

0.00 

(52.95) 

0.00 

0.03 

0.03 

0.01 

0.06 

0.00 

0.0100 

- 

- 

0.039 

0.049 

0.050 

0.077 

0.004 

0.073 

0.046 

62.76 

Safe 

Mahuwa 

0822000702694200 

0.15 

0.20 

383.30 

0.24 

0.03 

0.28 

0.05 

0.32 

0.04 

0.0900 

- 

- 

0.005 

0.095 

0.134 

0.410 

0.020 

0.389 

0.798 

204.98 

Over Exploited 



0.10 

0.08 

212.96 

0.09 

0.02 

0.11 

0.04 

0.24 

0.01 

0.0500 

- 

- 

0.002 

0.052 

0.066 

0.177 

0.009 

0.169 

0.427 

253.20 

Over Exploited 

Mandawara 

0822000702690900 

0.15 

0.42 

107.07 

0.50 

0.05 

0.56 

0.09 

0.58 

0.08 

0.0700 

- 

- 

0.050 

0.120 

0.200 

0.757 

0.038 

0.719 

0.673 

93.64 

Critical 

Manoharpura 

0822000702694400 

0.10 

0.03 

(3.05) 

0.03 

0.04 

0.07 

0.03 

0.19 

0.01 

0.0100 

- 

- 

0.063 

0.073 

0.079 

0.152 

0.008 

0.144 

0.055 

38.31 

Safe 



0.10 

0.00 

########## 

0.00 

0.04 

0.04 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

0.063 

0.063 

0.063 

0.104 

0.005 

0.099 

0.000 

0.00 

Safe 

Nahri 

0822000702691100 

0.15 

0.24 

253.02 

0.29 

0.03 

0.32 

0.09 

0.54 

0.05 

0.1000 

- 

- 

0.002 

0.103 

0.149 

0.473 

0.024 

0.449 

0.873 

194.49 

Over Exploited 



0.10 

0.00 

4,894.90 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.028 

1,234.35 

Over Exploited 



0.08 

0.00 

3,743.56 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.005 

4,621.02 

Over Exploited 

Pachali 

0822000702690200 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

o 

03 

OL 

0822000702688700 

0.15 

0.19 

509.28 

0.22 

0.03 

0.25 

0.04 

0.28 

0.03 

0.0700 

- 

- 

0.013 

0.083 

0.118 

0.370 

0.018 

0.351 

0.638 

181.71 

Over Exploited 



0.08 

0.00 

2,686.31 

0.00 

0.00 

0.00 

0.01 

0.03 

0.00 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.015 

0.001 

0.015 

0.061 

413.23 

Over Exploited 

Saddik Nagar 

0822000702690700 

0.15 

0.20 

44.92 

0.23 

0.02 

0.25 

0.09 

0.59 

0.04 

0.0400 

- 

- 

0.009 

0.049 

0.086 

0.336 

0.017 

0.319 

0.326 

102.10 

Over Exploited 

Shop 

0822000702690500 

0.15 

0.03 

1,073.13 

0.04 

0.02 

0.06 

0.01 

0.08 

0.01 

0.0500 

- 

- 

0.001 

0.051 

0.057 

0.116 

0.006 

0.111 

0.430 

388.99 

Over Exploited 



0.10 

0.20 

103.80 

0.24 

0.04 

0.28 

0.04 

0.25 

0.04 

0.1000 

- 

- 

0.013 

0.113 

0.152 

0.435 

0.022 

0.413 

0.953 

230.40 

Over Exploited 

Solatpura 

0822000702688800 

0.15 

0.28 

139.83 

0.33 

0.04 

0.37 

0.09 

0.55 

0.05 

0.0500 

- 

- 

0.034 

0.084 

0.136 

0.510 

0.025 

0.484 

0.431 

88.94 

Semi Critical 

Abhaipur 

0823000302734000 

0.06 

0.00 

460.01 

0.00 

- 

0.00 

0.02 

0.12 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.036 

1,116.38 

Over Exploited 



0.03 

0.02 

97.68 

0.03 

0.01 

0.04 

0.07 

0.51 

0.00 

0.0200 

- 

- 

0.002 

0.022 

0.026 

0.064 

0.003 

0.060 

0.177 

293.03 

Over Exploited 

Ahmad Nagar 

0822000702694300 

0.10 

0.11 

77.27 

0.13 

0.01 

0.14 

0.06 

0.38 

0.02 

0.0400 

- 

- 

0.002 

0.042 

0.063 

0.206 

0.010 

0.196 

0.347 

177.11 

Over Exploited 



0.10 

0.00 

2,461.25 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0004 

0.0004 

0.002 

0.003 

0.003 

0.004 

0.000 

0.004 

0.000 

3.61 

Safe 

Ali 

0822000702693200 

0.10 

0.00 

670.77 

0.00 

- 

0.00 

0.02 

0.10 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.026 

725.69 

Over Exploited 



0.08 

0.05 

178.93 

0.06 

0.01 

0.07 

0.08 

0.48 

0.01 

0.0200 

- 

- 

- 

0.020 

0.030 

0.100 

0.005 

0.095 

0.147 

155.48 

Over Exploited 

Allapura 

0822000702688600 

0.08 

0.01 

353.71 

0.01 

- 

0.01 

0.02 

0.13 

0.00 

- 

- 

- 

- 

- 

0.002 

0.016 

0.001 

0.015 

0.017 

117.87 

Over Exploited 

Amarpura 

0823000302737400 

0.06 

0.00 

311.53 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.007 

646.15 

Over Exploited 



0.03 

0.02 

88.74 

0.03 

- 

0.03 

0.07 

0.55 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.041 

0.002 

0.039 

0.087 

224.68 

Over Exploited 

Ameerganj 

0822000702695700 

0.10 

0.00 

350.16 

0.00 

0.00 

0.01 

0.02 

0.10 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.006 

0.000 

0.006 

0.020 

335.42 

Over Exploited 



0.10 

0.09 

(32.93) 

0.07 

0.00 

0.07 

0.08 

0.48 

0.02 

0.0100 

0.0153 

0.0184 

0.001 

0.044 

0.062 

0.135 

0.007 

0.128 

0.074 

57.63 

Safe 

Amli 

0822000702696300 

0.08 

0.06 

(24.41) 

0.05 

- 

0.05 

0.04 

0.29 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.067 

0.003 

0.064 

0.075 

116.87 

Over Exploited 



0.10 

0.02 

65.38 

0.03 

- 

0.03 

0.02 

0.17 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.042 

0.002 

0.040 

0.052 

130.54 

Over Exploited 



0.04 

0.00 

424.35 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.011 

1,015.75 

Over Exploited 

Amli Khera 

0823000302736800 

0.06 

0.04 

133.89 

0.05 

- 

0.05 

0.07 

0.55 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.069 

0.003 

0.066 

0.104 

157.71 

Over Exploited 



0.03 

0.00 

1,575.07 

0.00 

- 

0.00 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.014 

1,776.32 

Over Exploited 

Anghora 

0823000302736300 

0.03 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Antarda 

0823000202728500 

0.08 

0.00 

2,287.08 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.016 

0.001 

0.015 

0.078 

523.14 

Over Exploited 



0.06 

0.00 

180,421.74 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.044 

2,473.38 

Over Exploited 



0.10 

0.00 

16,933.84 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.005 

7,206.26 

Over Exploited 

Anwar Nagar 

0822000702693500 

0.10 

0.08 

6.81 

0.09 

0.00 

0.09 

0.09 

0.58 

0.02 

0.0100 

- 

- 

0.000 

0.010 

0.026 

0.115 

0.006 

0.110 

0.106 

96.22 

Critical 

Ariyali 

0823000202728300 

0.06 

0.04 

########## 

0.05 

0.01 

0.06 

0.04 

0.31 

0.01 

0.0500 

- 

- 

- 

0.050 

0.056 

0.116 

0.006 

0.110 

0.289 

263.11 

Over Exploited 



0.10 

0.01 

875,163.20 

0.02 

- 

0.02 

0.01 

0.11 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.028 

0.001 

0.027 

0.075 

283.87 

Over Exploited 

Arnetha 

0823000202728400 

0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.03 

3,144.31 

0.03 

0.01 

0.04 

0.03 

0.27 

0.00 

0.0600 

- 

- 

- 

0.060 

0.064 

0.104 

0.005 

0.099 

0.314 

317.61 

Over Exploited 



0.10 

0.00 

1,920.89 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.013 

0.051 

400.47 

Over Exploited 

Arnya 

0823000302737500 

0.06 

0.01 

404.28 

0.01 

- 

0.01 

0.03 

0.25 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.017 

0.001 

0.016 

0.090 

546.07 

Over Exploited 



0.03 

0.01 

658.82 

0.01 

- 

0.01 

0.04 

0.35 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.017 

0.001 

0.016 

0.122 

755.44 

Over Exploited 

Babai 

0823000302732700 

0.03 

0.00 

2,795.61 

0.00 

0.01 

0.01 

0.01 

0.06 

0.00 

0.0200 

- 

- 

- 

0.020 

0.020 

0.033 

0.002 

0.031 

0.151 

480.60 

Over Exploited 



0.04 

0.02 

824.34 

0.03 

0.02 

0.05 

0.03 

0.16 

0.00 

0.0500 

- 

- 

- 

0.050 

0.054 

0.099 

0.005 

0.094 

0.420 

445.84 

Over Exploited 



Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Bhander Sandstone 

3.962 

1.57 

0.020 

0.11 

0.02 

0.00 

0.00 

0.00 

0.21 

0.20 

0.43 

0.000 

0.14 

0.15 






Galwania 

Command 

Phyllite & Schist 

3.169 

1.57 

0.018 

0.09 

0.01 

0.00 

0.00 

0.00 

0.17 

0.15 

0.35 

0.000 

0.11 

0.12 







Command 

Limestone 

0.080 

1.57 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 







Command 

Bhander Sandstone 

0.050 

1.57 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 


Bagawda 

081000060132160C 

8.397 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.19 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Phyllite & Schist 

8.397 

0.19 

0.020 

0.13 

0.02 

0.00 

0.00 

0.00 

0.14 

0.13 

0.49 

0.021 

0.49 

0.53 


Balapura 

082300020272140C 

6.020 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.462 

2.35 

0.018 

0.06 

0.01 

0.00 

0.00 

0.00 

0.19 

0.19 

0.22 

0.006 

0.30 

0.29 



0823000302732800 

1.573 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.573 

0.80 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.09 

0.08 

0.28 

0.000 

0.50 

0.54 


Balwan 

0823000302737600 

17.873 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.901 

1.58 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.16 

0.08 

0.000 

0.13 

0.12 







Non-command 

Shale 

4.559 

1.58 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.16 

0.08 

0.000 

0.15 

0.13 


Balwan Khurd 

0810000601326200 

11.161 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.501 

0.76 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.03 

0.03 







Non-command 

Shale 

1.142 

0.76 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.003 

0.06 

0.06 


Bansi 

0823000202728200 

4.620 

Fresh 

Non-command 

Non-command 

Limestone 

0.100 

3.89 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 







Non-command 

Bhander Sandstone 

2.406 

3.89 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.21 

0.21 

0.08 

0.004 

0.28 

0.28 


Bansla 

0822000702693100 

1.482 

Fresh 

Non-command 

Non-command 

Limestone 

1.482 

2.10 

0.040 

0.01 

0.00 

0.00 

0.00 

0.01 

0.13 

0.12 

0.03 

0.004 

0.49 

0.53 


Banthali 

082300020273170C 

2.675 

Fresh 

Non-command 

Non-command 

Limestone 

0.138 

3.01 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.03 

0.03 







Non-command 

Bhander Sandstone 

0.053 

3.01 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Batawadi 

082300020272150C 

13.760 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

13.760 

2.10 

0.018 

0.29 

0.04 

0.00 

0.00 

0.11 

0.64 

0.62 

1.14 

0.024 

0.51 

0.52 


Belanganj 

082300030273260C 

5.198 

Fresh 

Galwania 

Command 

Phyllite & Schist 

5.198 

1.70 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.16 

0.06 

0.000 

0.49 

0.53 


Bhatpura 

081000060132440C 

8.145 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.324 

0.95 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.02 







Non-command 

Gneisses(B.G.C) 

1.020 

0.95 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.003 

0.07 

0.07 







Non-command 

Bhander Sandstone 

2.655 

0.95 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.02 

0.007 

0.18 

0.19 


Bishanpura 

082300020272200C 

2.690 

Fresh 

Non-command 

Non-command 

Limestone 

2.690 

2.00 

0.020 

0.03 

0.00 

0.00 

0.00 

0.08 

0.05 

0.05 

0.12 

0.005 

0.49 

0.53 


Bishnpura 

082200070269590C 

1.669 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.367 

0.78 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.08 

0.004 

0.41 

0.44 







Non-command 

Gneisses(B.G.C) 

0.241 

0.78 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.07 

0.08 






Galwania 

Command 

Phyllite & Schist 

0.061 

0.78 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Bohariya Gaon 

082300030273230C 

2.100 

Fresh 

Non-command 

Non-command 

Limestone 

2.100 

1.98 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.10 

0.16 

0.000 

0.49 

0.53 


Boodhkarwar 

082300020272780C 

1.520 

Fresh 

Non-command 

Non-command 

Limestone 

0.055 

3.63 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.02 







Non-command 

Bhander Sandstone 

1.191 

3.63 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.11 

0.18 

0.002 

0.40 

0.42 


Borda 

082300020272060C 

5.065 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.364 

2.53 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.001 

0.04 

0.04 


Chak Karwadiya 1 

082200070269580C 

0.545 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.477 

0.89 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.43 

0.47 






Galwania 

Command 

Phyllite & Schist 

0.067 

0.89 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.06 

0.07 


Chak Karwadiya li 

082200070269550C 

0.994 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.087 

1.15 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.04 

0.05 






Galwania 

Command 

Phyllite & Schist 

0.907 

1.15 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.002 

0.45 

0.49 


Chakkherli 

082300030273600C 

1.215 

Fresh 

Non-command 

Non-command 

Shale 

1.215 

0.52 

0.018 

0.12 

0.02 

0.00 

0.00 

0.00 

0.11 

0.11 

0.49 

0.000 

0.52 

0.54 


Chanda Kalan 

082300030273780C 

5.650 

Fresh 

Non-command 

Non-command 

Shale 

2.260 

0.90 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.01 

0.000 

0.24 

0.22 


Chandra Ganj 

082300030273250C 

1.846 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.382 

1.91 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.03 

0.000 

0.36 

0.40 






Galwania 

Command 

Phyllite & Schist 

0.464 

1.91 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.12 

0.13 


Chawandpura 

0823000202714400 

5.557 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.466 

2.55 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.001 

0.04 

0.04 


Chhan 

0822000702693400 

2.134 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.134 

1.95 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.13 

0.12 

0.24 

0.006 

0.49 

0.53 


Chhatrapura 

0823000302735500 

2.855 

Fresh 

Non-command 

Non-command 

Limestone 

0.155 

3.66 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.03 

0.03 







Non-command 

Bhander Sandstone 

2.038 

3.66 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.19 

0.18 

0.20 

0.000 

0.37 

0.38 







Non-command 

Shale 

0.332 

3.66 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.000 

0.06 

0.06 


Daramataji 

0823000302735400 

1.361 

Fresh 

Non-command 

Non-command 

Limestone 

0.256 

3.07 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.000 

0.09 

0.10 







Non-command 

Bhander Sandstone 

0.704 

3.07 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.06 

0.000 

0.26 

0.28 


Daulatpura 

0823000302737200 

2.823 

Fresh 

Non-command 

Non-command 

Shale 

2.823 

0.53 

0.018 

0.10 

0.02 

0.00 

0.00 

0.00 

0.11 

0.10 

0.40 

0.000 

0.53 

0.54 



0822000702691400 

3.519 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.498 

2.67 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.15 

0.14 

0.22 

0.007 

0.35 

0.38 


Deoli 

0822000702691200 

22.812 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.461 

2.53 

0.020 

0.03 

0.00 

0.00 

0.00 

0.04 

0.12 

0.11 

0.11 

0.007 

0.05 

0.06 







Non-command 

Gneisses(B.G.C) 

14.162 

2.53 

0.015 

0.13 

0.02 

0.00 

0.00 

0.01 

0.63 

0.58 

0.47 

0.038 

0.30 

0.33 


Deopura 

0823000302736600 

4.820 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.056 

3.16 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Shale 

0.784 

3.16 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.03 

0.000 

0.09 

0.09 


Dhakar Kheri 

0823000302737000 

2.605 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.016 

2.13 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Shale 

2.572 

2.13 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.13 

0.13 

0.14 

0.000 

0.54 

0.53 


Fatehganj 

0823000202722500 

9.641 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.639 

2.45 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.02 

0.003 

0.09 

0.09 


Firozpura 

0822000702690800 

4.915 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.048 

1.09 

0.080 

0.00 

0.00 

0.00 

0.00 

0.03 

-0.03 

-0.02 

0.00 

0.000 

0.00 

0.01 


Gafoor Pura 

0822000702690300 

1.687 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.019 

-0.41 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Phyllite & Schist 

0.254 

-0.41 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.08 

0.09 


Galwaniya 

0822000702694500 

5.171 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.661 

1.75 

0.020 

0.00 

0.00 

0.00 

0.00 

0.23 

-0.20 

-0.19 

0.02 

0.002 

0.06 

0.07 






Galwania 

Command 

Phyllite & Schist 

2.007 

1.75 

0.020 

0.01 

0.00 

0.00 

0.00 

0.23 

-0.15 

-0.13 

0.05 

0.005 

0.19 

0.21 


Gangli 

0822000702691600 

6.445 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.092 

2.35 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.29 

0.27 

0.00 

0.016 

0.47 

0.50 


Gendapura 

0823000302733800 

1.360 

Fresh 

Non-command 

Non-command 

Shale 

1.360 

0.46 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.12 

0.000 

0.54 

0.55 


Gopali 

0822000702693000 

1.020 

Fresh 

Non-command 

Non-command 

Limestone 

1.020 

2.00 

0.040 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.10 

0.18 

0.003 

0.49 

0.53 


Gopalpura 

0822000702692900 

1.196 

Fresh 

Non-command 

Non-command 

Limestone 

1.196 

1.96 

0.040 

0.03 

0.01 

0.00 

0.00 

0.00 

0.11 

0.10 

0.13 

0.003 

0.49 

0.53 


Govindpura 

0822000702694100 

3.621 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.125 

2.16 

0.020 

0.08 

0.01 

0.00 

0.00 

0.03 

0.18 

0.16 

0.31 

0.008 

0.42 

0.46 







Non-command 

Gneisses(B.G.C) 

0.098 

2.16 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Gudha 

0823000302733000 

4.360 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

0.85 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Bhander Sandstone 

3.485 

0.85 

0.020 

0.16 

0.02 

0.00 

0.00 

0.04 

0.16 

0.14 

0.62 

0.000 

0.39 

0.43 







Non-command 

Shale 

0.874 

0.85 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.04 

0.04 

0.15 

0.000 

0.10 

0.11 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.06 

0.03 

17,367.24 

0.04 

0.02 

0.06 

0.03 

0.17 

0.01 

0.0500 

- 

- 

- 

0.050 

0.056 

0.115 

0.006 

0.109 

0.428 

391.79 

Over Exploited 



0.03 

0.01 

1,331.29 

0.01 

0.01 

0.02 

0.02 

0.13 

0.00 

0.0400 

0.0215 

0.0258 

- 

0.087 

0.089 

0.112 

0.006 

0.107 

0.348 

326.29 

Over Exploited 



0.04 

0.00 

24,952.83 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0005 

0.0007 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.007 

607.57 

Over Exploited 



0.06 

0.00 

28,263.89 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.007 

1,041.69 

Over Exploited 

Bagawda 

0810000601321600 

0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.25 

(47.34) 

0.20 

0.02 

0.22 

0.09 

0.58 

0.05 

0.0600 

- 

- 

0.000 

0.060 

0.107 

0.325 

0.016 

0.309 

0.514 

166.47 

Over Exploited 

Balapura 

0823000202721400 

0.08 

0.08 

134.05 

0.10 

0.01 

0.11 

0.04 

0.33 

0.01 

0.0200 

- 

- 

0.001 

0.021 

0.031 

0.141 

0.007 

0.134 

0.222 

165.72 

Over Exploited 


0823000302732800 

0.06 

0.05 

67.93 

0.06 

0.01 

0.07 

0.09 

0.59 

0.01 

0.0300 

- 

- 

- 

0.030 

0.039 

0.105 

0.005 

0.100 

0.281 

281.55 

Over Exploited 

Balwan 

0823000302737600 

0.06 

0.03 

433.57 

0.04 

- 

0.04 

0.02 

0.14 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.049 

0.002 

0.047 

0.076 

161.68 

Over Exploited 



0.03 

0.02 

696.47 

0.02 

- 

0.02 

0.02 

0.17 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.037 

0.002 

0.035 

0.083 

236.34 

Over Exploited 

Balwan Khurd 

0810000601326200 

0.08 

0.00 

616.44 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.013 

1,032.18 

Over Exploited 



0.04 

0.00 

66,450.78 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.041 

1,243.69 

Over Exploited 

Bansi 

0823000202728200 

0.06 

0.00 

11,073.82 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.006 

6,781.82 

Over Exploited 



0.10 

0.06 

635,563.20 

0.08 

- 

0.08 

0.04 

0.32 

0.01 

0.0200 

- 

- 

- 

0.020 

0.029 

0.105 

0.005 

0.099 

0.086 

86.84 

Semi Critical 

Bansla 

0822000702693100 

0.08 

0.06 

104.62 

0.07 

0.01 

0.08 

0.09 

0.59 

0.01 

- 

- 

- 

0.008 

0.008 

0.019 

0.094 

0.005 

0.090 

0.029 

32.32 

Safe 

Banthali 

0823000202731700 

0.06 

0.00 

3,609.32 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.006 

2,040.10 

Over Exploited 



0.10 

0.00 

5,645.25 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Batawadi 

0823000202721500 

0.08 

0.56 

11.14 

0.62 

0.15 

0.77 

0.08 

0.58 

0.08 

0.1300 

- 

- 

0.169 

0.299 

0.383 

1.156 

0.058 

1.098 

1.164 

106.03 

Over Exploited 

Belanganj 

0823000302732600 

0.03 

0.08 

109.45 

0.09 

0.00 

0.09 

0.09 

0.58 

0.01 

0.0100 

0.0352 

0.0424 

0.003 

0.090 

0.105 

0.198 

0.010 

0.188 

0.062 

32.99 

Safe 

Bhatpura 

0810000601324400 

0.06 

0.00 

1,230.02 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.007 

1,257.13 

Over Exploited 



0.08 

0.01 

31,741.07 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.015 

206.63 

Over Exploited 



0.08 

0.03 

1,976.26 

0.04 

- 

0.04 

0.03 

0.21 

0.01 

- 

- 

- 

- 

- 

0.005 

0.045 

0.002 

0.043 

0.031 

71.38 

Semi Critical 

Bishanpura 

0823000202722000 

0.06 

0.08 

(38.21) 

0.06 

0.08 

0.15 

0.09 

0.58 

0.01 

0.0100 

- 

- 

0.126 

0.136 

0.151 

0.299 

0.015 

0.284 

0.123 

43.21 

Safe 

Bishnpura 

0822000702695900 

0.10 

0.06 

(31.18) 

0.04 

- 

0.04 

0.08 

0.48 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.065 

0.003 

0.061 

0.085 

137.86 

Over Exploited 



0.08 

0.00 

52.44 

0.00 

0.00 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.003 

0.000 

0.003 

0.006 

175.17 

Over Exploited 



0.10 

0.00 

634.89 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

0.0004 

0.0005 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Bohariya Gaon 

0823000302732300 

0.04 

0.04 

153.32 

0.05 

0.01 

0.06 

0.09 

0.58 

0.01 

0.0200 

- 

- 

- 

0.020 

0.028 

0.087 

0.004 

0.083 

0.159 

192.11 

Over Exploited 

Boodhkarwar 

0823000202727800 

0.06 

0.00 

636,442.35 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.006 

9,834.78 

Over Exploited 



0.10 

0.05 

272,458.50 

0.06 

0.01 

0.07 

0.07 

0.47 

0.01 

0.0300 

- 

- 

- 

0.030 

0.038 

0.103 

0.005 

0.098 

0.177 

180.38 

Over Exploited 

Borda 

0823000202720600 

0.08 

0.00 

2,373.07 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.023 

1,819.49 

Over Exploited 

Chak Karwadiya 1 

0822000702695800 

0.10 

0.02 

(62.05) 

0.02 

- 

0.02 

0.08 

0.51 

0.00 

- 

- 

- 

- 

- 

0.004 

0.020 

0.001 

0.019 

0.001 

6.59 

Safe 



0.10 

0.00 

169.23 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

0.0005 

0.0005 

- 

0.001 

0.001 

0.002 

0.000 

0.001 

0.000 

12.05 

Safe 

Chak Karwadiya li 

0822000702695500 

0.10 

0.00 

360.21 

0.00 

0.00 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.10 

0.04 

(52.78) 

0.03 

0.00 

0.03 

0.09 

0.53 

0.01 

- 

0.0061 

0.0074 

0.000 

0.014 

0.022 

0.054 

0.003 

0.051 

0.002 

4.71 

Safe 

Chakkherli 

0823000302736000 

0.03 

0.02 

461.67 

0.02 

0.02 

0.04 

0.09 

0.61 

0.00 

0.0500 

- 

- 

- 

0.050 

0.053 

0.096 

0.005 

0.091 

0.486 

533.11 

Over Exploited 

Chanda Kalan 

0823000302737800 

0.03 

0.02 

132.17 

0.02 

0.00 

0.02 

0.03 

0.27 

0.00 

- 

- 

- 

0.003 

0.003 

0.005 

0.026 

0.001 

0.025 

0.007 

28.41 

Safe 

Chandra Ganj 

0823000302732500 

0.03 

0.02 

237.26 

0.02 

0.00 

0.02 

0.07 

0.43 

0.00 

- 

- 

- 

0.001 

0.001 

0.004 

0.023 

0.001 

0.022 

0.032 

147.03 

Over Exploited 



0.03 

0.00 

692.11 

0.00 

0.00 

0.00 

0.02 

0.15 

0.00 

- 

0.0031 

0.0038 

0.001 

0.008 

0.008 

0.011 

0.001 

0.011 

0.017 

159.32 

Over Exploited 

Chawandpura 

0823000202714400 

0.08 

0.00 

1,728.19 

0.00 

0.00 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.004 

0.000 

0.004 

0.038 

1,050.63 

Over Exploited 

Chhan 

0822000702693400 

0.10 

0.10 

17.61 

0.12 

0.01 

0.13 

0.09 

0.58 

0.02 

0.0300 

- 

- 

- 

0.030 

0.050 

0.182 

0.009 

0.173 

0.245 

141.17 

Over Exploited 

Chhatrapura 

0823000302735500 

0.04 

0.00 

6,227.93 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.014 

6,203.55 

Over Exploited 



0.06 

0.04 

169,367.44 

0.05 

0.01 

0.06 

0.06 

0.43 

0.01 

0.0400 

- 

- 

- 

0.040 

0.047 

0.110 

0.005 

0.104 

0.202 

193.83 

Over Exploited 



0.03 

0.00 

4,937.88 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.036 

350.34 

Over Exploited 

Daramataji 

0823000302735400 

0.04 

0.00 

2,389.44 

0.00 

- 

0.00 

0.02 

0.11 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.022 

1,730.67 

Over Exploited 



0.06 

0.01 

420,284.51 

0.01 

- 

0.01 

0.05 

0.31 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.025 

0.001 

0.024 

0.061 

258.75 

Over Exploited 

Daulatpura 

0823000302737200 

0.03 

0.05 

129.99 

0.05 

0.02 

0.07 

0.08 

0.62 

0.01 

0.0500 

- 

- 

0.001 

0.051 

0.058 

0.133 

0.007 

0.127 

0.403 

318.55 

Over Exploited 


0822000702691400 

0.08 

0.07 

98.64 

0.08 

0.01 

0.09 

0.07 

0.41 

0.01 

0.0300 

- 

- 

- 

0.030 

0.043 

0.137 

0.007 

0.130 

0.230 

177.04 

Over Exploited 

Deoli 

0822000702691200 

0.10 

0.01 

727.85 

0.02 

0.04 

0.05 

0.01 

0.06 

0.00 

0.0100 

- 

- 

0.057 

0.067 

0.069 

0.123 

0.006 

0.117 

0.115 

98.14 

Critical 



0.08 

0.34 

70.02 

0.41 

0.03 

0.45 

0.06 

0.36 

0.07 

0.0500 

- 

- 

0.020 

0.070 

0.136 

0.581 

0.029 

0.552 

0.508 

92.01 

Critical 

Deopura 

0823000302736600 

0.06 

0.00 

16,835.12 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.03 

0.00 

2,511.96 

0.00 

0.00 

0.00 

0.01 

0.10 

0.00 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

0.000 

0.003 

0.029 

1,019.59 

Over Exploited 

Dhakar Kheri 

0823000302737000 

0.06 

0.00 

21,223.91 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.03 

0.04 

208.13 

0.05 

0.01 

0.06 

0.08 

0.62 

0.01 

0.0200 

- 

- 

- 

0.020 

0.026 

0.086 

0.004 

0.082 

0.144 

176.46 

Over Exploited 

Fatehganj 

0823000202722500 

0.08 

0.01 

599.46 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.001 

0.015 

0.001 

0.015 

0.027 

185.15 

Over Exploited 

Firozpura 

0822000702690800 

0.15 

0.00 

(71,755.21) 

0.00 

0.03 

0.03 

0.00 

0.01 

0.00 

- 

- 

- 

0.047 

0.047 

0.047 

0.078 

0.004 

0.074 

0.000 

0.17 

Safe 

Gafoor Pura 

0822000702690300 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.018 

839.72 

Over Exploited 

Galwaniya 

0822000702694500 

0.10 

0.00 

(4,640.92) 

0.00 

0.23 

0.23 

0.01 

0.07 

0.00 

- 

- 

- 

0.339 

0.339 

0.340 

0.569 

0.028 

0.540 

0.019 

3.47 

Safe 



0.10 

0.04 

(453.05) 

0.03 

0.23 

0.26 

0.04 

0.23 

0.01 

0.0100 

0.0136 

0.0164 

0.339 

0.379 

0.386 

0.642 

0.032 

0.610 

0.055 

9.07 

Safe 

Gangli 

0822000702691600 

0.10 

0.29 

(5.49) 

0.27 

0.01 

0.28 

0.08 

0.55 

0.05 

- 

- 

- 

0.011 

0.011 

0.061 

0.339 

0.017 

0.322 

0.016 

5.05 

Safe 

Gendapura 

0823000302733800 

0.03 

0.02 

82.22 

0.03 

- 

0.03 

0.08 

0.62 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.040 

0.002 

0.038 

0.115 

303.92 

Over Exploited 

Gopali 

0822000702693000 

0.08 

0.04 

155.28 

0.05 

0.01 

0.06 

0.09 

0.58 

0.01 

0.0200 

- 

- 

0.001 

0.021 

0.028 

0.087 

0.004 

0.083 

0.179 

215.87 

Over Exploited 

Gopalpura 

0822000702692900 

0.08 

0.05 

119.72 

0.06 

0.01 

0.07 

0.09 

0.58 

0.01 

0.0200 

- 

- 

0.003 

0.023 

0.032 

0.101 

0.005 

0.096 

0.137 

143.43 

Over Exploited 

Govindpura 

0822000702694100 

0.10 

0.13 

25.29 

0.16 

0.04 

0.19 

0.08 

0.50 

0.03 

0.0400 

- 

- 

0.039 

0.079 

0.104 

0.298 

0.015 

0.283 

0.320 

113.20 

Over Exploited 



0.08 

0.00 

2,692.23 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.005 

3,829.90 

Over Exploited 

Gudha 

0823000302733000 

0.03 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.06 

0.08 

74.86 

0.10 

0.06 

0.16 

0.07 

0.47 

0.02 

0.0700 

- 

- 

0.064 

0.134 

0.150 

0.312 

0.016 

0.296 

0.620 

209.27 

Over Exploited 



0.03 

0.00 

1,432.12 

0.00 

0.01 

0.01 

0.02 

0.12 

0.00 

0.0200 

- 

- 

- 

0.020 

0.020 

0.034 

0.002 

0.032 

0.151 

473.02 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Hameerpura 

082200070269610C 

1.292 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.574 

0.62 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.002 

0.22 

0.24 







Non-command 

Shale 

0.717 

0.62 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.002 

0.28 

0.30 


Hanotiya 

082200070269270C 

3.302 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.768 

1.94 

0.020 

0.03 

0.00 

0.00 

0.00 

0.04 

0.10 

0.09 

0.09 

0.007 

0.41 

0.45 







Non-command 

Limestone 

0.534 

1.94 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.001 

0.08 

0.09 


Hardo Ganj 

082300030273710C 

2.286 

Fresh 

Non-command 

Non-command 

Shale 

2.286 

1.11 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.07 

0.18 

0.000 

0.54 

0.54 


Heerapur 

0823000202727600 

3.054 

Fresh 

Non-command 

Non-command 

Limestone 

3.054 

2.81 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.21 

0.20 

0.18 

0.005 

0.51 

0.54 



0823000302735800 

2.411 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.364 

0.89 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.05 

0.000 

0.29 

0.31 







Non-command 

Shale 

1.047 

0.89 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.000 

0.22 

0.23 


Hindwar 

0810000601324200 

8.603 

Fresh 

Non-command 

Non-command 

Quartzite 

0.326 

1.55 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.03 


Hirapur 

0823000202732000 

4.273 

Fresh 

Non-command 

Non-command 

Limestone 

0.668 

3.83 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.02 

0.001 

0.09 

0.08 







Non-command 

Bhander Sandstone 

2.280 

3.83 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.19 

0.04 

0.004 

0.30 

0.28 


Ibrahim Ganj 

0822000702694800 

1.390 

Fresh 

Galwania 

Command 

Phyllite & Schist 

1.390 

1.42 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.12 

0.004 

0.49 

0.53 


Ibrahim Nagar 

0822000702692400 

2.780 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.780 

1.95 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.14 

0.13 

0.14 

0.007 

0.49 

0.53 


Indragarh (M) 

0823000342302000 

12.021 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.692 

3.32 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.25 

0.24 

0.18 

0.127 

0.12 

0.12 







Non-command 

Shale 

2.035 

3.32 

0.018 

0.06 

0.00 

0.00 

0.00 

0.00 

0.18 

0.17 

0.13 

0.096 

0.09 

0.09 


Islamnagar 

0822000702693600 

2.542 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.542 

1.95 

0.020 

0.10 

0.02 

0.00 

0.00 

0.00 

0.18 

0.17 

0.40 

0.007 

0.49 

0.53 


Jainagar 

0823000302734900 

3.634 

Fresh 

Non-command 

Non-command 

Limestone 

3.112 

1.94 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.06 

0.000 

0.42 

0.46 







Non-command 

Bhander Sandstone 

0.494 

1.94 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.000 

0.07 

0.07 


Jainiwas 

0823000302735100 

3.179 

Fresh 

Non-command 

Non-command 

Limestone 

3.126 

2.26 

0.020 

0.09 

0.01 

0.00 

0.00 

0.01 

0.21 

0.20 

0.34 

0.000 

0.49 

0.52 







Non-command 

Bhander Sandstone 

0.053 

2.26 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Jarkhoda 

0823000202722600 

12.285 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.807 

2.56 

0.018 

0.08 

0.01 

0.00 

0.00 

0.00 

0.20 

0.19 

0.30 

0.005 

0.12 

0.12 


Jheera 

0823000302735300 

5.098 

Fresh 

Non-command 

Non-command 

Limestone 

3.453 

3.13 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.27 

0.25 

0.24 

0.000 

0.34 

0.36 







Non-command 

Bhander Sandstone 

0.745 

3.13 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.04 

0.000 

0.07 

0.08 


Jhoondwa 

0822000702691900 

7.542 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.039 

2.15 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 







Non-command 

Phyllite & Schist 

6.995 

2.15 

0.020 

0.09 

0.01 

0.00 

0.00 

0.02 

0.36 

0.33 

0.32 

0.019 

0.46 

0.49 







Non-command 

Gneisses(B.G.C) 

0.508 

2.15 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.001 

0.03 

0.04 


Juwar 

0810000601321300 

11.987 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

11.303 

-0.32 

0.025 

0.34 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

1.32 

0.038 

0.57 

0.67 


Kailashpuri 

0823000302732400 

2.387 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.019 

1.96 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.04 

0.000 

0.41 

0.45 







Non-command 

Limestone 

0.368 

1.96 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.08 

0.08 


Kalmiya 

0823000202727300 

5.868 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.788 

2.53 

0.018 

0.06 

0.01 

0.00 

0.00 

0.00 

0.17 

0.17 

0.25 

0.005 

0.24 

0.25 


Kalyani Khera 

0823000202727700 

2.115 

Fresh 

Non-command 

Non-command 

Limestone 

2.112 

3.42 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.17 

0.17 

0.14 

0.004 

0.51 

0.53 







Non-command 

Bhander Sandstone 

0.003 

3.42 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kanakpura 

0823000202727900 

1.634 

Fresh 

Non-command 

Non-command 

Limestone 

0.800 

3.76 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.10 

0.001 

0.25 

0.26 







Non-command 

Bhander Sandstone 

0.117 

3.76 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.04 

0.04 


Kankariya 

0823000202727400 

3.164 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.846 

2.28 

0.018 

0.05 

0.01 

0.00 

0.00 

0.00 

0.15 

0.15 

0.19 

0.005 

0.46 

0.48 







Non-command 

Limestone 

0.319 

2.28 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.001 

0.05 

0.05 


Kanpur 

0823000302737300 

1.474 

Fresh 

Non-command 

Non-command 

Shale 

1.474 

0.67 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.06 

0.000 

0.55 

0.54 


Kanwarpura 

0823000302736700 

3.177 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.298 

3.23 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.000 

0.05 

0.05 


Karmapur 

0810000601326500 

6.000 

Fresh 

Non-command 

Non-command 

Shale 

2.677 

0.92 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.03 

0.007 

0.27 

0.25 






Kota Barrage 

Command 

Shale 

0.014 

0.92 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Karwadiya Khas 

0822000702695400 

6.537 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.111 

0.83 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.02 

0.014 

0.39 

0.42 







Non-command 

Bhander Sandstone 

0.000 

0.83 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Shale 

0.913 

0.83 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.07 

0.07 






Galwania 

Command 

Phyllite & Schist 

0.512 

0.83 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.04 

0.04 


Karwar 

0823000202727500 

19.508 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.605 

2.92 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.11 

0.14 

0.003 

0.04 

0.04 







Non-command 

Limestone 

17.902 

2.92 

0.020 

0.41 

0.06 

0.00 

0.00 

0.01 

1.38 

1.33 

1.59 

0.032 

0.47 

0.49 


Kashipura 

0823000202721900 

4.111 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.006 

1.96 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Limestone 

4.105 

1.96 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.20 

0.18 

0.19 

0.007 

0.49 

0.53 


Kemalaya 

0823000302733300 

1.980 

Fresh 

Non-command 

Non-command 

Shale 

1.928 

0.52 

0.018 

0.08 

0.01 

0.00 

0.00 

0.00 

0.09 

0.08 

0.32 

0.000 

0.49 

0.53 


Kemla 

0823000202728100 

3.208 

Fresh 

Non-command 

Non-command 

Limestone 

0.723 

3.84 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.02 

0.001 

0.12 

0.12 







Non-command 

Bhander Sandstone 

1.423 

3.84 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.12 

0.02 

0.003 

0.24 

0.24 


Keshopura 

0823000302734200 

0.576 

Fresh 

Non-command 

Non-command 

Shale 

0.576 

0.46 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.12 

0.000 

0.54 

0.55 


Kethooda 

0823000202722300 

8.567 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.287 

2.06 

0.018 

0.06 

0.01 

0.00 

0.00 

0.00 

0.24 

0.23 

0.24 

0.009 

0.31 

0.33 







Non-command 

Limestone 

3.280 

2.06 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.16 

0.16 

0.15 

0.006 

0.19 

0.20 


Khajoora 

0823000202727200 

5.081 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.472 

2.90 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.001 

0.05 

0.05 


Khanpur 

0810000601326100 

2.196 

Fresh 

Non-command 

Non-command 

Shale 

0.106 

0.95 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.03 

0.03 


Khatoli 

0822000702691500 

9.447 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.117 

2.75 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.000 

0.01 

0.01 







Non-command 

Phyllite & Schist 

0.034 

2.75 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

0.139 

2.75 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 


Kherla 

0810000601321900 

2.056 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.792 

0.95 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.06 

0.002 

0.19 

0.21 






Galwania 

Command 

Phyllite & Schist 

1.263 

0.95 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.09 

0.003 

0.30 

0.33 


Kherli Mafi 

0823000302735600 

2.068 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.100 

1.63 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.05 

0.000 

0.27 

0.29 







Non-command 

Shale 

0.968 

1.63 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.05 

0.000 

0.24 

0.25 


Khijoori 

0810000601321800 

7.319 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.391 

0.94 

0.020 

0.12 

0.02 

0.00 

0.00 

0.00 

0.18 

0.17 

0.47 

0.011 

0.29 

0.32 






Galwania 

Command 

Phyllite & Schist 

2.928 

0.94 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.12 

0.11 

0.31 

0.007 

0.19 

0.21 


Kishanganj 

0823000302737700 

0.743 

Fresh 

Non-command 

Non-command 

Shale 

0.743 

0.83 

0.018 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.000 

0.58 

0.55 


Kolaspura 

0823000302733600 

2.521 

Fresh 

Non-command 

Non-command 

Shale 

2.521 

0.47 

0.018 

0.07 

0.01 

0.00 

0.00 

0.00 

0.08 

0.08 

0.26 

0.000 

0.52 

0.55 


Kotri 

0823000202728000 

1.935 

Fresh 

Non-command 

Non-command 

Limestone 

0.313 

3.86 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.09 

0.09 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Hameerpura 

0822000702696100 

0.08 

0.01 

37.44 

0.01 

- 

0.01 

0.04 

0.26 

0.00 

- 

- 

- 

- 

- 

0.002 

0.014 

0.001 

0.013 

0.038 

278.78 

Over Exploited 



0.04 

0.01 

91.38 

0.01 

- 

0.01 

0.05 

0.33 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.010 

0.038 

361.37 

Over Exploited 

Hanotiya 

0822000702692700 

0.10 

0.11 

(17.00) 

0.09 

0.04 

0.13 

0.08 

0.49 

0.02 

0.0100 

- 

- 

0.053 

0.063 

0.084 

0.214 

0.011 

0.203 

0.099 

48.85 

Safe 



0.08 

0.00 

1,031.14 

0.00 

0.00 

0.00 

0.01 

0.09 

0.00 

- 

- 

- 

0.000 

0.000 

0.001 

0.005 

0.000 

0.005 

0.018 

396.72 

Over Exploited 

Hardo Ganj 

0823000302737100 

0.03 

0.04 

100.32 

0.04 

0.01 

0.05 

0.08 

0.62 

0.01 

0.0200 

- 

- 

0.001 

0.021 

0.026 

0.081 

0.004 

0.077 

0.176 

229.08 

Over Exploited 

Heerapur 

0823000202727600 

0.06 

0.09 

114.56 

0.11 

0.01 

0.12 

0.09 

0.59 

0.02 

0.0200 

- 

- 

0.002 

0.022 

0.038 

0.160 

0.008 

0.152 

0.186 

122.60 

Over Exploited 


0823000302735800 

0.06 

0.02 

36.99 

0.03 

- 

0.03 

0.05 

0.34 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.042 

0.002 

0.040 

0.047 

116.86 

Over Exploited 



0.03 

0.01 

257.80 

0.01 

- 

0.01 

0.04 

0.26 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.000 

0.009 

0.033 

364.28 

Over Exploited 

Hindwar 

0810000601324200 

0.06 

0.00 

1,653.48 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.009 

1,504.45 

Over Exploited 

Hirapur 

0823000202732000 

0.06 

0.00 

1,452.38 

0.00 

- 

0.00 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.004 

0.019 

436.46 

Over Exploited 



0.10 

0.07 

188.93 

0.08 

- 

0.08 

0.04 

0.33 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.100 

0.005 

0.095 

0.047 

49.66 

Safe 

Ibrahim Ganj 

0822000702694800 

0.10 

0.07 

(6.14) 

0.06 

0.00 

0.06 

0.09 

0.58 

0.01 

0.0100 

0.0094 

0.0113 

0.000 

0.031 

0.044 

0.108 

0.005 

0.103 

0.122 

118.63 

Over Exploited 

Ibrahim Nagar 

0822000702692400 

0.10 

0.14 

(5.89) 

0.13 

0.01 

0.14 

0.09 

0.58 

0.03 

0.0200 

- 

- 

- 

0.020 

0.046 

0.183 

0.009 

0.174 

0.148 

85.15 

Semi Critical 

Indragarh (M) 

0823000342302000 

0.06 

0.02 

34,392.53 

0.02 

0.01 

0.03 

0.02 

0.14 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.054 

0.003 

0.052 

0.303 

586.78 

Over Exploited 



0.03 

0.01 

3,112.48 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.017 

0.001 

0.016 

0.226 

1,370.85 

Over Exploited 

Islamnagar 

0822000702693600 

0.10 

0.12 

33.22 

0.15 

0.02 

0.17 

0.09 

0.58 

0.02 

0.0500 

- 

- 

- 

0.050 

0.074 

0.242 

0.012 

0.230 

0.408 

177.08 

Over Exploited 

Jainagar 

0823000302734900 

0.04 

0.05 

130.45 

0.06 

- 

0.06 

0.08 

0.50 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.083 

0.004 

0.078 

0.055 

70.07 

Semi Critical 



0.06 

0.00 

793.72 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.007 

267.87 

Over Exploited 

Jainiwas 

0823000302735100 

0.04 

0.06 

222.22 

0.07 

0.02 

0.09 

0.09 

0.58 

0.01 

0.0400 

- 

- 

0.015 

0.055 

0.066 

0.159 

0.008 

0.151 

0.343 

226.79 

Over Exploited 



0.06 

0.00 

8,279.11 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.007 

20,267.70 

Over Exploited 

Jarkhoda 

0823000202722600 

0.08 

0.03 

634.04 

0.03 

0.01 

0.04 

0.02 

0.13 

0.00 

0.0300 

- 

- 

- 

0.030 

0.034 

0.075 

0.004 

0.072 

0.305 

426.10 

Over Exploited 

Jheera 

0823000302735300 

0.04 

0.05 

157,171.52 

0.06 

0.01 

0.07 

0.06 

0.40 

0.01 

0.0300 

- 

- 

- 

0.030 

0.038 

0.105 

0.005 

0.099 

0.240 

241.38 

Over Exploited 



0.06 

0.00 

########## 

0.00 

- 

0.00 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.043 

1,135.47 

Over Exploited 

Jhoondwa 

0822000702691900 

0.15 

0.00 

41,743.65 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.32 

3.83 

0.33 

0.03 

0.36 

0.08 

0.54 

0.06 

0.0400 

- 

- 

0.034 

0.074 

0.133 

0.497 

0.025 

0.472 

0.339 

71.76 

Semi Critical 



0.08 

0.00 

1,711.20 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.022 

1,260.98 

Over Exploited 

Juwar 

0810000601321300 

0.10 

0.64 

- 

0.64 

0.05 

0.69 

0.07 

0.64 

0.08 

0.1500 

- 

- 

- 

0.150 

0.234 

0.927 

0.093 

0.835 

1.355 

162.35 

Over Exploited 

Kailashpuri 

0823000302732400 

0.03 

0.02 

191.69 

0.03 

- 

0.03 

0.08 

0.49 

0.00 

- 

- 

- 

- 

- 

0.005 

0.035 

0.002 

0.033 

0.039 

118.05 

Over Exploited 



0.04 

0.00 

1,093.28 

0.00 

- 

0.00 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.007 

478.71 

Over Exploited 

Kalmiya 

0823000202727300 

0.08 

0.05 

210.30 

0.07 

0.01 

0.08 

0.04 

0.28 

0.01 

0.0300 

- 

- 

0.000 

0.030 

0.038 

0.113 

0.006 

0.108 

0.252 

233.98 

Over Exploited 

Kalyani Khera 

0823000202727700 

0.06 

0.06 

156.55 

0.08 

0.01 

0.09 

0.09 

0.60 

0.01 

0.0300 

- 

- 

0.001 

0.031 

0.041 

0.129 

0.006 

0.123 

0.140 

113.63 

Over Exploited 



0.10 

0.00 

113,337.43 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kanakpura 

0823000202727900 

0.06 

0.01 

18,441.14 

0.01 

- 

0.01 

0.04 

0.30 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.033 

0.002 

0.032 

0.103 

325.59 

Over Exploited 



0.10 

0.00 

1,877.63 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.010 

1,814.35 

Over Exploited 

Kankariya 

0823000202727400 

0.08 

0.10 

40.96 

0.12 

0.01 

0.14 

0.07 

0.53 

0.02 

0.0200 

- 

- 

0.001 

0.021 

0.037 

0.172 

0.009 

0.164 

0.195 

119.15 

Over Exploited 



0.06 

0.00 

2,294.95 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.027 

2,104.49 

Over Exploited 

Kanpur 

0823000302737300 

0.03 

0.02 

55.49 

0.03 

0.00 

0.03 

0.08 

0.63 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.014 

0.043 

0.002 

0.041 

0.061 

149.64 

Over Exploited 

Kanwarpura 

0823000302736700 

0.06 

0.00 

2,087.93 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.014 

1,160.17 

Over Exploited 

Karmapur 

0810000601326500 

0.04 

0.03 

121.97 

0.03 

- 

0.03 

0.03 

0.30 

0.00 

- 

- 

- 

- 

- 

0.003 

0.038 

0.002 

0.036 

0.036 

98.05 

Critical 



0.04 

0.00 

39,499.86 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.000 

0.000 

- 

Safe 

Karwadiya Khas 

0822000702695400 

0.10 

0.20 

(56.14) 

0.16 

0.00 

0.16 

0.07 

0.46 

0.04 

- 

- 

- 

0.002 

0.002 

0.038 

0.197 

0.010 

0.187 

0.031 

16.36 

Safe 



0.10 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

318.04 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.002 

73.48 

Semi Critical 



0.10 

0.00 

249.76 

0.00 

0.00 

0.00 

0.01 

0.05 

0.00 

- 

0.0035 

0.0042 

0.002 

0.009 

0.010 

0.013 

0.001 

0.012 

0.001 

11.09 

Safe 

Karwar 

0823000202727500 

0.08 

0.01 

1,862.87 

0.01 

0.01 

0.02 

0.01 

0.05 

0.00 

0.0200 

- 

- 

0.002 

0.022 

0.023 

0.041 

0.002 

0.039 

0.146 

378.68 

Over Exploited 



0.06 

0.50 

162.87 

0.61 

0.07 

0.68 

0.08 

0.55 

0.08 

0.1800 

- 

- 

0.018 

0.198 

0.280 

0.957 

0.048 

0.909 

1.622 

178.37 

Over Exploited 

Kashipura 

0823000202721900 

0.08 

0.00 

63,032.30 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.12 

50.62 

0.15 

0.01 

0.16 

0.09 

0.58 

0.02 

0.0200 

- 

- 

0.005 

0.025 

0.048 

0.207 

0.010 

0.196 

0.195 

99.45 

Critical 

Kemalaya 

0823000302733300 

0.03 

0.03 

186.11 

0.03 

0.01 

0.04 

0.09 

0.58 

0.01 

0.0400 

- 

- 

- 

0.040 

0.045 

0.089 

0.004 

0.085 

0.320 

377.67 

Over Exploited 

Kemla 

0823000202728100 

0.06 

0.01 

966.62 

0.01 

- 

0.01 

0.02 

0.14 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.019 

286.97 

Over Exploited 



0.10 

0.03 

53,402.81 

0.04 

- 

0.04 

0.04 

0.27 

0.00 

- 

- 

- 

- 

- 

0.005 

0.041 

0.002 

0.039 

0.027 

68.41 

Safe 

Keshopura 

0823000302734200 

0.03 

0.01 

265.20 

0.01 

- 

0.01 

0.08 

0.62 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.023 

0.001 

0.021 

0.119 

554.46 

Over Exploited 

Kethooda 

0823000202722300 

0.08 

0.13 

71.79 

0.16 

0.01 

0.17 

0.05 

0.36 

0.02 

0.0300 

- 

- 

0.003 

0.033 

0.055 

0.224 

0.011 

0.213 

0.248 

116.51 

Over Exploited 



0.06 

0.04 

311.27 

0.05 

0.01 

0.06 

0.03 

0.22 

0.01 

0.0200 

- 

- 

0.000 

0.020 

0.027 

0.082 

0.004 

0.078 

0.155 

198.45 

Over Exploited 

Khajoora 

0823000202727200 

0.08 

0.00 

1,744.09 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.038 

1,631.32 

Over Exploited 

Khanpur 

0810000601326100 

0.04 

0.00 

1,500.77 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.010 

6,834.34 

Over Exploited 

Khatoli 

0822000702691500 

0.15 

0.00 

22,127.69 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.012 

8,747.51 

Over Exploited 



0.10 

0.00 

28,890.77 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

6,433.14 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.005 

5,057.66 

Over Exploited 

Kherla 

0810000601321900 

0.06 

0.01 

258.14 

0.01 

- 

0.01 

0.04 

0.22 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.022 

0.001 

0.021 

0.063 

294.82 

Over Exploited 



0.06 

0.02 

76.24 

0.03 

- 

0.03 

0.06 

0.36 

0.00 

0.0100 

0.0086 

0.0103 

- 

0.029 

0.033 

0.061 

0.003 

0.058 

0.094 

163.41 

Over Exploited 

Kherli Mafi 

0823000302735600 

0.06 

0.02 

142.98 

0.02 

- 

0.02 

0.05 

0.32 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.035 

0.002 

0.033 

0.054 

164.14 

Over Exploited 



0.03 

0.01 

408.73 

0.01 

0.00 

0.01 

0.04 

0.28 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.012 

0.021 

0.001 

0.019 

0.054 

277.00 

Over Exploited 

Khijoori 

0810000601321800 

0.06 

0.08 

115.66 

0.09 

0.02 

0.11 

0.06 

0.35 

0.01 

0.0500 

- 

- 

0.002 

0.052 

0.067 

0.181 

0.009 

0.172 

0.484 

281.24 

Over Exploited 



0.06 

0.03 

231.07 

0.04 

0.01 

0.05 

0.04 

0.23 

0.01 

0.0300 

0.0198 

0.0239 

0.002 

0.076 

0.083 

0.135 

0.007 

0.129 

0.312 

242.92 

Over Exploited 

Kishanganj 

0823000302737700 

0.03 

0.01 

(72.30) 

0.01 

0.01 

0.02 

0.08 

0.66 

0.00 

- 

- 

- 

0.011 

0.011 

0.013 

0.030 

0.002 

0.029 

- 

- 

Safe 

Kolaspura 

0823000302733600 

0.03 

0.04 

93.71 

0.05 

0.01 

0.06 

0.09 

0.61 

0.01 

0.0300 

- 

- 

- 

0.030 

0.037 

0.094 

0.005 

0.089 

0.262 

293.79 

Over Exploited 

Kotri 

0823000202728000 

0.06 

0.00 

1,397.04 

0.00 

- 

0.00 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.007 

317.34 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Bhander Sandstone 

0.995 

3.86 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.01 

0.002 

0.27 

0.27 



0822000702694700 

2.482 

Fresh 

Galwania 

Command 

Phyllite & Schist 

2.482 

1.33 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.11 

0.11 

0.23 

0.007 

0.49 

0.53 


Kumhariya 

0823000202722100 

2.103 

Fresh 

Non-command 

Non-command 

Limestone 

2.103 

2.12 

0.020 

0.05 

0.01 

0.00 

0.00 

0.07 

0.06 

0.06 

0.18 

0.004 

0.50 

0.53 



0822000702693700 

6.488 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.488 

2.00 

0.020 

0.08 

0.01 

0.00 

0.00 

0.04 

0.29 

0.26 

0.28 

0.017 

0.49 

0.53 


Kushalipura 

0823000202721800 

1.606 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.194 

1.95 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.06 

0.06 







Non-command 

Limestone 

1.412 

1.95 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.11 

0.003 

0.44 

0.47 


Kushtala 

0810000601320900 

24.055 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.029 

-0.47 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Phyllite & Schist 

0.036 

-0.47 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Lalpura 

0823000302734700 

0.930 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.285 

0.60 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.09 

0.000 

0.15 

0.17 







Non-command 

Shale 

0.645 

0.60 

0.018 

0.05 

0.01 

0.00 

0.00 

0.00 

0.05 

0.04 

0.20 

0.000 

0.35 

0.37 


Laxmipura 

0823000302734100 

1.412 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.473 

0.51 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.04 

0.000 

0.19 

0.18 







Non-command 

Shale 

0.939 

0.51 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.07 

0.000 

0.37 

0.36 



0810000601322100 

10.498 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.556 

0.76 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.17 

0.15 

0.16 

0.022 

0.43 

0.48 







Non-command 

Quartzite 

0.000 

0.76 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

0.754 

0.76 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.04 

0.04 







Non-command 

Bhander Sandstone 

0.094 

0.76 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Mahapura 

0823000302735900 

1.238 

Fresh 

Non-command 

Non-command 

Shale 

1.238 

1.10 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.07 

0.000 

0.52 

0.54 


Mahmood Nagar 

0822000702691300 

1.073 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.073 

2.42 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.08 

0.07 

0.20 

0.003 

0.49 

0.53 


Mahuwa 

0822000702694200 

8.890 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.216 

2.26 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.001 

0.01 

0.01 


Mallapura 

0822000702696500 

1.873 

Fresh 

Non-command 

Non-command 

Shale 

1.873 

0.51 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.005 

0.51 

0.55 


Mani 

0823000202722200 

5.917 

Fresh 

Non-command 

Non-command 

Limestone 

5.917 

2.05 

0.020 

0.18 

0.03 

0.00 

0.00 

0.00 

0.39 

0.36 

0.69 

0.011 

0.50 

0.53 


Manoharpura 

0822000702694400 

5.905 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.061 

1.66 

0.020 

0.00 

0.00 

0.00 

0.00 

0.04 

-0.04 

-0.04 

0.00 

0.000 

0.01 

0.01 






Galwania 

Command 

Phyllite & Schist 

3.863 

1.66 

0.020 

0.03 

0.00 

0.00 

0.00 

0.04 

0.12 

0.11 

0.09 

0.010 

0.32 

0.35 


Manrajpura 

0810000601321700 

7.352 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.352 

0.55 

0.020 

0.09 

0.01 

0.00 

0.00 

0.04 

0.12 

0.11 

0.34 

0.019 

0.49 

0.54 


Mohammad Pura 

0822000702696000 

1.702 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.189 

0.80 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.05 

0.18 

0.003 

0.34 

0.37 







Non-command 

Gneisses(B.G.C) 

0.169 

0.80 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.05 

0.05 







Non-command 

Shale 

0.144 

0.80 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.04 

0.05 






Galwania 

Command 

Phyllite & Schist 

0.201 

0.80 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.001 

0.06 

0.06 


Mohanpura 

0823000302734800 

14.741 

Fresh 

Non-command 

Non-command 

Limestone 

1.822 

2.06 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.03 

0.000 

0.06 

0.07 







Non-command 

Bhander Sandstone 

9.861 

2.06 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.45 

0.42 

0.20 

0.000 

0.33 

0.36 


Mooi 

0823000302735700 

1.098 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.098 

1.65 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.12 

0.11 

0.35 

0.000 

0.50 

0.54 


Motipura 

0822000702692500 

1.812 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.812 

1.94 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.11 

0.005 

0.49 

0.53 


Mubarak Nagar 

0822000702694000 

2.674 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.674 

2.00 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.17 

0.15 

0.27 

0.007 

0.49 

0.53 


Mui 

0810000601321400 

9.901 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.473 

-0.46 

0.025 

0.20 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.80 

0.012 

0.20 

0.23 


Murjad Pura 

0823000302737900 

1.284 

Fresh 

Non-command 

Non-command 

Shale 

0.530 

0.90 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.24 

0.22 


Naharganj 

0823000202721300 

9.974 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.716 

2.49 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.11 

0.10 

0.003 

0.09 

0.09 


Nanta 

0823000302733500 

4.711 

Fresh 

Non-command 

Non-command 

Shale 

4.711 

0.47 

0.018 

0.08 

0.01 

0.00 

0.00 

0.00 

0.11 

0.10 

0.30 

0.000 

0.52 

0.55 


Nawabganj 

0822000702695200 

1.668 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.499 

1.21 

0.020 

0.01 

0.00 

0.00 

0.00 

0.02 

0.00 

0.00 

0.04 

0.001 

0.15 

0.16 







Non-command 

Limestone 

0.000 

1.21 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Bhander Sandstone 

0.367 

1.21 

0.030 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

0.00 

0.01 

0.001 

0.11 

0.12 






Galwania 

Command 

Phyllite & Schist 

0.703 

1.21 

0.020 

0.01 

0.00 

0.00 

0.00 

0.02 

0.00 

0.00 

0.05 

0.002 

0.21 

0.22 







Command 

Bhander Sandstone 

0.098 

1.21 

0.030 

0.00 

0.00 

0.00 

0.00 

0.02 

-0.01 

-0.01 

0.01 

0.000 

0.03 

0.03 


Nawalpura 

0823000302734300 

3.149 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.727 

0.56 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.08 

0.000 

0.13 

0.13 







Non-command 

Shale 

2.421 

0.56 

0.018 

0.07 

0.01 

0.00 

0.00 

0.00 

0.08 

0.09 

0.27 

0.000 

0.43 

0.42 


Nayagaon 

0823000302734500 

2.622 

Fresh 

Non-command 

Non-command 

Shale 

2.622 

0.49 

0.018 

0.05 

0.01 

0.00 

0.00 

0.00 

0.06 

0.06 

0.22 

0.000 

0.52 

0.54 


Nazeerpura 

0822000702695100 

1.261 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.173 

1.37 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.07 

0.07 






Galwania 

Command 

Phyllite & Schist 

1.089 

1.37 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.05 

0.003 

0.42 

0.46 


Nimli Kalan 

0810000601321200 

7.026 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.989 

-0.15 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.007 

0.19 

0.23 







Non-command 

Phyllite & Schist 

4.179 

-0.15 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.014 

0.40 

0.49 


Nimli Khurd 

0810000601321000 

3.738 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.072 

-0.06 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.02 


Pachali 

0822000702690200 

5.160 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.470 

-0.20 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.05 

0.05 


Pancholas 

0810000601322000 

26.144 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

20.575 

0.85 

0.020 

0.23 

0.03 

0.00 

0.00 

0.00 

0.55 

0.50 

0.87 

0.052 

0.39 

0.43 







Non-command 

Gneisses(B.G.C) 

3.507 

0.85 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.07 

0.15 

0.009 

0.07 

0.07 






Galwania 

Command 

Phyllite & Schist 

1.446 

0.85 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.06 

0.004 

0.03 

0.03 


Pandlya Charan 

0822000702692800 

1.610 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.989 

1.95 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.06 

0.003 

0.30 

0.33 







Non-command 

Limestone 

0.620 

1.95 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.04 

0.002 

0.19 

0.20 


Papra 

0823000302733700 

13.396 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.132 

0.53 

0.013 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Bhander Sandstone 

2.629 

0.53 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.08 

0.000 

0.11 

0.11 







Non-command 

Shale 

9.296 

0.53 

0.018 

0.08 

0.01 

0.00 

0.00 

0.00 

0.16 

0.15 

0.31 

0.000 

0.37 

0.39 


Payga 

0822000702693800 

8.033 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.751 

1.94 

0.020 

0.08 

0.01 

0.00 

0.00 

0.01 

0.29 

0.26 

0.32 

0.015 

0.35 

0.38 






Galwania 

Command 

Phyllite & Schist 

2.282 

1.94 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.11 

0.10 

0.13 

0.006 

0.14 

0.15 


Peechoopura 

0823000302733400 

0.896 

Fresh 

Non-command 

Non-command 

Shale 

0.896 

0.48 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.000 

0.51 

0.55 


Peepalwara 

0810000601321500 

8.943 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.863 

-0.07 

0.025 

0.33 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

1.29 

0.030 

0.50 

0.55 


Peeparwala 

0823000202727100 

3.957 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.266 

3.10 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.04 

0.04 


Phalaudi 

0810000601324300 

11.917 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.244 

1.27 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.11 

0.003 

0.06 

0.07 







Non-command 

Quartzite 

3.271 

1.27 

0.020 

0.11 

0.02 

0.00 

0.00 

0.00 

0.17 

0.15 

0.42 

0.008 

0.16 

0.18 







Non-command 

Limestone 

1.290 

1.27 

0.030 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.07 

0.14 

0.003 

0.06 

0.07 







Non-command 

Bhander Sandstone 

0.216 

1.27 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.02 

0.001 

0.01 

0.01 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.10 

0.02 

16,383.03 

0.03 

- 

0.03 

0.04 

0.31 

0.00 

- 

- 

- 

- 

- 

0.004 

0.032 

0.002 

0.030 

0.016 

52.13 

Safe 


0822000702694700 

0.10 

0.12 

(13.10) 

0.11 

0.01 

0.12 

0.09 

0.58 

0.02 

0.0300 

0.0168 

0.0202 

0.003 

0.070 

0.093 

0.210 

0.011 

0.200 

0.239 

119.39 

Over Exploited 

Kumhariya 

0823000202722100 

0.06 

0.06 

(6.43) 

0.06 

0.08 

0.13 

0.09 

0.59 

0.01 

0.0200 

- 

- 

0.099 

0.119 

0.131 

0.265 

0.013 

0.252 

0.182 

72.10 

Semi Critical 


0822000702693700 

0.10 

0.32 

(16.64) 

0.26 

0.05 

0.32 

0.09 

0.58 

0.06 

0.0300 

- 

- 

0.065 

0.095 

0.155 

0.472 

0.024 

0.448 

0.295 

65.87 

Safe 

Kushalipura 

0823000202721800 

0.08 

0.00 

560.32 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.016 

1,348.84 

Over Exploited 



0.06 

0.04 

114.73 

0.04 

- 

0.04 

0.08 

0.51 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.061 

0.003 

0.058 

0.111 

190.93 

Over Exploited 

Kushtala 

0810000601320900 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Lalpura 

0823000302734700 

0.06 

0.00 

728.65 

0.00 

- 

0.00 

0.03 

0.18 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.087 

671.84 

Over Exploited 



0.03 

0.01 

546.41 

0.01 

0.01 

0.02 

0.06 

0.41 

0.00 

0.0200 

- 

- 

- 

0.020 

0.021 

0.039 

0.002 

0.037 

0.201 

538.24 

Over Exploited 

Laxmipura 

0823000302734100 

0.06 

0.01 

185.05 

0.01 

- 

0.01 

0.03 

0.21 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.036 

535.05 

Over Exploited 



0.03 

0.01 

168.38 

0.01 

0.00 

0.01 

0.05 

0.42 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.013 

0.026 

0.001 

0.025 

0.065 

263.46 

Over Exploited 


0810000601322100 

0.06 

0.22 

56,695.40 

0.18 

0.01 

0.19 

0.07 

0.51 

0.04 

0.0200 

- 

- 

- 

0.020 

0.056 

0.243 

0.012 

0.231 

0.184 

79.47 

Semi Critical 



0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

36,752.03 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.014 

501.95 

Over Exploited 



0.08 

0.00 

3,505.96 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mahapura 

0823000302735900 

0.03 

0.02 

119.17 

0.02 

- 

0.02 

0.09 

0.60 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.036 

0.002 

0.034 

0.072 

209.10 

Over Exploited 

Mahmood Nagar 

0822000702691300 

0.08 

0.04 

71.11 

0.05 

0.01 

0.06 

0.09 

0.58 

0.01 

0.0200 

- 

- 

0.001 

0.021 

0.029 

0.091 

0.005 

0.086 

0.199 

230.83 

Over Exploited 

Mahuwa 

0822000702694200 

0.10 

0.00 

6,618.72 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

0.002 

0.002 

0.002 

0.003 

0.000 

0.003 

0.029 

1,045.04 

Over Exploited 

Mallapura 

0822000702696500 

0.04 

0.04 

(41.41) 

0.03 

- 

0.03 

0.09 

0.60 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.048 

0.002 

0.045 

0.058 

128.51 

Over Exploited 

Mani 

0823000202722200 

0.06 

0.18 

105.47 

0.21 

0.03 

0.25 

0.09 

0.59 

0.03 

0.0800 

- 

- 

0.006 

0.086 

0.117 

0.364 

0.018 

0.345 

0.703 

203.39 

Over Exploited 

Manoharpura 

0822000702694400 

0.10 

0.00 

(117,480.89) 

0.00 

0.04 

0.04 

0.00 

0.01 

0.00 

- 

- 

- 

0.063 

0.063 

0.063 

0.104 

0.005 

0.099 

0.000 

0.17 

Safe 



0.10 

0.12 

(12.80) 

0.11 

0.04 

0.15 

0.06 

0.38 

0.02 

0.0100 

0.0262 

0.0315 

0.063 

0.130 

0.154 

0.303 

0.015 

0.288 

0.102 

35.55 

Safe 

Manrajpura 

0810000601321700 

0.06 

0.22 

(47.65) 

0.17 

0.05 

0.22 

0.09 

0.58 

0.04 

0.0400 

- 

- 

0.057 

0.097 

0.138 

0.359 

0.018 

0.341 

0.355 

103.96 

Over Exploited 

Mohammad Pura 

0822000702696000 

0.10 

0.04 

10.07 

0.05 

0.01 

0.06 

0.06 

0.41 

0.01 

0.0200 

- 

- 

- 

0.020 

0.028 

0.083 

0.004 

0.079 

0.178 

226.59 

Over Exploited 



0.08 

0.00 

96.65 

0.00 

0.00 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.010 

459.86 

Over Exploited 



0.04 

0.00 

563.04 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.010 

3,265.42 

Over Exploited 



0.10 

0.00 

935.60 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

0.0014 

0.0016 

- 

0.003 

0.003 

0.005 

0.000 

0.004 

0.037 

832.28 

Over Exploited 

Mohanpura 

0823000302734800 

0.04 

0.00 

1,658.86 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.032 

542.56 

Over Exploited 



0.06 

0.19 

########## 

0.23 

0.01 

0.24 

0.06 

0.39 

0.03 

0.0200 

- 

- 

- 

0.020 

0.055 

0.295 

0.015 

0.281 

0.195 

69.51 

Safe 

Mooi 

0823000302735700 

0.06 

0.03 

227.92 

0.04 

0.01 

0.05 

0.09 

0.59 

0.01 

0.0400 

- 

- 

- 

0.040 

0.046 

0.096 

0.005 

0.091 

0.352 

386.65 

Over Exploited 

Motipura 

0822000702692500 

0.10 

0.09 

4.60 

0.09 

- 

0.09 

0.09 

0.58 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.119 

0.006 

0.113 

0.114 

100.33 

Over Exploited 

Mubarak Nagar 

0822000702694000 

0.10 

0.13 

17.85 

0.15 

0.01 

0.16 

0.09 

0.58 

0.03 

0.0300 

- 

- 

- 

0.030 

0.055 

0.218 

0.011 

0.207 

0.273 

131.67 

Over Exploited 

Mui 

0810000601321400 

0.10 

0.07 

- 

0.07 

0.03 

0.10 

0.03 

0.23 

0.01 

0.0900 

- 

- 

0.002 

0.092 

0.102 

0.202 

0.020 

0.182 

0.816 

449.11 

Over Exploited 

Murjad Pura 

0823000302737900 

0.03 

0.00 

138.01 

0.00 

- 

0.00 

0.03 

0.27 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.005 

- 

- 

Safe 

Naharganj 

0823000202721300 

0.08 

0.01 

775.81 

0.01 

- 

0.01 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.025 

0.001 

0.024 

0.106 

450.15 

Over Exploited 

Nanta 

0823000302733500 

0.03 

0.07 

38.23 

0.09 

0.01 

0.10 

0.09 

0.60 

0.01 

0.0300 

- 

- 

0.003 

0.033 

0.046 

0.146 

0.007 

0.138 

0.303 

219.17 

Over Exploited 

Nawabganj 

0822000702695200 

0.10 

0.01 

(101.37) 

0.01 

0.02 

0.03 

0.03 

0.17 

0.00 

- 

- 

- 

0.033 

0.033 

0.035 

0.063 

0.003 

0.060 

0.037 

62.62 

Safe 



0.08 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

0.000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.00 

(203.51) 

0.00 

0.02 

0.02 

0.02 

0.13 

0.00 

- 

- 

- 

0.027 

0.027 

0.028 

0.049 

0.002 

0.046 

0.013 

28.12 

Safe 



0.10 

0.01 

(69.63) 

0.01 

0.02 

0.03 

0.04 

0.25 

0.00 

0.0100 

0.0048 

0.0057 

0.033 

0.054 

0.057 

0.090 

0.005 

0.086 

0.055 

63.93 

Safe 



0.10 

0.00 

(4,801.19) 

0.00 

0.02 

0.02 

0.01 

0.03 

0.00 

- 

0.0007 

0.0008 

0.027 

0.028 

0.028 

0.046 

0.002 

0.044 

0.006 

14.19 

Safe 

Nawalpura 

0823000302734300 

0.06 

0.01 

413.47 

0.01 

0.00 

0.01 

0.02 

0.15 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.011 

0.018 

0.001 

0.017 

0.083 

484.36 

Over Exploited 



0.03 

0.03 

176.20 

0.04 

0.01 

0.05 

0.06 

0.49 

0.00 

0.0300 

- 

- 

0.000 

0.030 

0.035 

0.082 

0.004 

0.078 

0.273 

349.07 

Over Exploited 

Nayagaon 

0823000302734500 

0.03 

0.04 

42.59 

0.05 

0.01 

0.06 

0.09 

0.61 

0.01 

0.0200 

- 

- 

0.002 

0.022 

0.029 

0.090 

0.004 

0.085 

0.216 

252.66 

Over Exploited 

Nazeerpura 

0822000702695100 

0.10 

0.00 

263.98 

0.00 

0.00 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

0.000 

0.000 

0.000 

0.002 

0.000 

0.002 

0.008 

463.45 

Over Exploited 



0.10 

0.05 

(20.10) 

0.04 

0.00 

0.04 

0.08 

0.50 

0.01 

0.0100 

0.0074 

0.0089 

0.000 

0.026 

0.035 

0.072 

0.004 

0.068 

0.050 

73.01 

Semi Critical 

Nimli Kalan 

0810000601321200 

0.24 

0.09 

- 

0.09 

- 

0.09 

0.02 

0.21 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.101 

0.010 

0.091 

0.072 

79.06 

Semi Critical 



0.10 

0.17 

- 

0.17 

- 

0.17 

0.04 

0.44 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.177 

0.018 

0.159 

0.122 

76.65 

Semi Critical 

Nimli Khurd 

0810000601321000 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

4,818.54 

Over Exploited 

Pachali 

0822000702690200 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.003 

0.013 

378.89 

Over Exploited 

Pancholas 

0810000601322000 

0.06 

0.49 

3.53 

0.50 

0.03 

0.53 

0.07 

0.47 

0.09 

0.1000 

- 

- 

- 

0.100 

0.189 

0.722 

0.036 

0.686 

0.922 

134.34 

Over Exploited 



0.08 

0.02 

180,535.20 

0.02 

0.01 

0.03 

0.01 

0.08 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.056 

0.003 

0.053 

0.157 

295.01 

Over Exploited 



0.06 

0.00 

1,598.95 

0.00 

- 

0.00 

0.01 

0.03 

0.00 

0.0100 

0.0098 

0.0118 

- 

0.032 

0.032 

0.035 

0.002 

0.033 

0.062 

185.81 

Over Exploited 

Pandlya Charan 

0822000702692800 

0.10 

0.03 

70.84 

0.04 

0.00 

0.04 

0.06 

0.36 

0.01 

0.0100 

- 

- 

0.005 

0.015 

0.021 

0.060 

0.003 

0.057 

0.062 

108.68 

Over Exploited 



0.08 

0.01 

457.95 

0.01 

0.00 

0.01 

0.04 

0.22 

0.00 

- 

- 

- 

0.003 

0.003 

0.004 

0.017 

0.001 

0.016 

0.044 

265.27 

Over Exploited 

Papra 

0823000302733700 

0.03 

0.00 

4,169.76 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.06 

0.02 

11,740.20 

0.02 

- 

0.02 

0.02 

0.12 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.032 

0.002 

0.030 

0.083 

272.87 

Over Exploited 



0.03 

0.10 

42.97 

0.13 

0.01 

0.14 

0.06 

0.43 

0.02 

0.0300 

- 

- 

- 

0.030 

0.046 

0.182 

0.009 

0.173 

0.306 

177.36 

Over Exploited 

Payga 

0822000702693800 

0.10 

0.20 

31.38 

0.24 

0.02 

0.26 

0.07 

0.42 

0.04 

0.0400 

- 

- 

0.010 

0.050 

0.089 

0.346 

0.017 

0.329 

0.333 

101.45 

Over Exploited 



0.10 

0.03 

225.70 

0.04 

0.01 

0.04 

0.03 

0.16 

0.01 

0.0100 

0.0155 

0.0186 

0.010 

0.054 

0.060 

0.105 

0.005 

0.100 

0.133 

133.59 

Over Exploited 

Peechoopura 

0823000302733400 

0.03 

0.01 

19.35 

0.02 

- 

0.02 

0.09 

0.60 

0.00 

- 

- 

- 

- 

- 

0.002 

0.019 

0.001 

0.018 

0.029 

162.39 

Over Exploited 

Peepalwara 

0810000601321500 

0.10 

0.44 

- 

0.44 

0.05 

0.49 

0.09 

0.59 

0.08 

0.1500 

- 

- 

- 

0.150 

0.230 

0.722 

0.072 

0.650 

1.321 

203.26 

Over Exploited 

Peeparwala 

0823000202727100 

0.08 

0.00 

1,810.38 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.016 

1,727.33 

Over Exploited 

Phalaudi 

0810000601324300 

0.06 

0.00 

1,111.87 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.016 

0.001 

0.015 

0.115 

753.90 

Over Exploited 



0.06 

0.03 

393.19 

0.04 

0.02 

0.06 

0.02 

0.18 

0.00 

0.0500 

- 

- 

- 

0.050 

0.054 

0.112 

0.006 

0.106 

0.426 

400.71 

Over Exploited 



0.06 

0.00 

1,251.49 

0.01 

0.01 

0.02 

0.01 

0.07 

0.00 

0.0200 

- 

- 

- 

0.020 

0.021 

0.037 

0.002 

0.035 

0.143 

412.82 

Over Exploited 



0.08 

0.00 

2,577.19 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.019 

7,981.41 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Qila Ranthambor 

081000060131990C 

137.499 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.758 

1.38 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.11 

0.00 

0.003 

0.00 

0.00 







Non-command 

Phyllite & Schist 

0.028 

1.38 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Raghunath Pura 

0822000702695300 

1.291 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.825 

1.17 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.05 

0.002 

0.31 

0.34 






Galwania 

Command 

Phyllite & Schist 

0.467 

1.17 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.001 

0.18 

0.19 


Raheem Nagar 

082200070269460C 

0.555 

Fresh 

Galwania 

Command 

Phyllite & Schist 

0.555 

1.46 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.07 

0.06 

0.24 

0.001 

0.49 

0.53 


Rahmanpura 

0822000702692100 

3.919 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.919 

1.95 

0.020 

0.04 

0.01 

0.00 

0.00 

0.08 

0.10 

0.10 

0.13 

0.010 

0.49 

0.53 


Rakaspura 

0823000302736900 

2.020 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.293 

1.53 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.000 

0.08 

0.08 







Non-command 

Shale 

1.727 

1.53 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.08 

0.15 

0.000 

0.48 

0.45 


Ramajpura 

0823000302735000 

2.859 

Fresh 

Non-command 

Non-command 

Limestone 

2.859 

2.03 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.19 

0.17 

0.32 

0.000 

0.49 

0.53 


Ramnagar 

0823000302733100 

0.623 

Fresh 

Non-command 

Non-command 

Shale 

0.623 

0.60 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.07 

0.000 

0.50 

0.54 



0810000601326300 

3.919 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.274 

0.69 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.003 

0.18 

0.19 







Non-command 

Shale 

2.070 

0.69 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.005 

0.30 

0.30 


Ramngar 

0822000702693300 

1.649 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.649 

1.95 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.08 

0.004 

0.49 

0.53 


Rampuriya 

0823000302733200 

1.013 

Fresh 

Non-command 

Non-command 

Shale 

1.013 

0.57 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.04 

0.04 

0.16 

0.000 

0.50 

0.54 


Rasoolpura 

0822000702692600 

2.356 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.356 

1.94 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.13 

0.12 

0.18 

0.006 

0.49 

0.53 


Rawanjna Chaur 

0810000601322300 

11.882 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

11.806 

-0.08 

0.025 

0.65 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

2.56 

0.040 

0.54 

0.61 


Rawanjna Doongar 

0810000601322500 

10.069 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.658 

0.83 

0.025 

0.13 

0.02 

0.00 

0.00 

0.00 

0.17 

0.14 

0.51 

0.009 

0.15 

0.18 







Non-command 

Quartzite 

1.889 

0.83 

0.010 

0.08 

0.01 

0.00 

0.00 

0.00 

0.09 

0.07 

0.30 

0.006 

0.11 

0.13 


Rinjoda 

0822000702690400 

6.496 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.298 

-0.19 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.003 

0.10 

0.11 







Non-command 

Phyllite & Schist 

5.171 

-0.19 

0.020 

0.06 

0.01 

0.00 

0.00 

0.02 

0.00 

0.00 

0.21 

0.014 

0.40 

0.44 


Rohit 

0822000702691800 

9.449 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.449 

2.02 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.47 

0.44 

0.36 

0.025 

0.50 

0.53 


Rooppura 

0823000302734600 

1.002 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.843 

0.76 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.11 

0.000 

0.42 

0.45 







Non-command 

Shale 

0.159 

0.76 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.08 

0.09 


Roshanpura 

0822000702695600 

1.353 

Fresh 

Galwania 

Command 

Phyllite & Schist 

1.353 

1.21 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.03 

0.004 

0.49 

0.53 


Sagatpura 

0823000202722400 

4.559 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.559 

2.08 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.20 

0.19 

0.17 

0.008 

0.51 

0.53 


Sameedhi 

0823000202714500 

13.303 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.894 

2.30 

0.018 

0.17 

0.02 

0.00 

0.00 

0.00 

0.43 

0.42 

0.65 

0.012 

0.26 

0.27 


Sangramganj 

0823000302732200 

1.067 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.131 

1.97 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.000 

0.06 

0.06 







Non-command 

Limestone 

0.936 

1.97 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.10 

0.09 

0.27 

0.000 

0.43 

0.47 


Sankli 

0810000601322200 

2.504 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.504 

0.36 

0.020 

0.04 

0.01 

0.00 

0.00 

0.10 

-0.05 

-0.05 

0.15 

0.006 

0.51 

0.56 


Sedri Gujran 

0822000702694900 

1.051 

Fresh 

Galwania 

Command 

Phyllite & Schist 

1.051 

1.58 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.08 

0.08 

0.23 

0.003 

0.49 

0.53 


Sedri Maliyan 

0822000702695000 

1.509 

Fresh 

Galwania 

Command 

Phyllite & Schist 

1.509 

1.39 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.10 

0.09 

0.26 

0.004 

0.49 

0.53 


Shah Alampura 

0822000702693900 

0.958 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.958 

1.96 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.09 

0.08 

0.24 

0.003 

0.49 

0.53 


Shahpura Khurd 

0822000702696200 

4.921 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.010 

0.70 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

4.625 

0.70 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.04 

0.012 

0.48 

0.52 







Non-command 

Bhander Sandstone 

0.265 

0.70 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.03 

0.03 


Shapura Kalan 

0822000702696400 

1.152 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.032 

0.56 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.01 

0.02 







Non-command 

Shale 

1.120 

0.56 

0.015 

0.20 

0.03 

0.00 

0.00 

0.00 

0.18 

0.17 

0.80 

0.003 

0.49 

0.53 


Sherganj 

0823000302732900 

3.764 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.520 

0.64 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.04 

0.04 

0.11 

0.000 

0.20 

0.22 







Non-command 

Shale 

2.244 

0.64 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.05 

0.16 

0.000 

0.30 

0.32 


Sheriya 

0823000202731900 

4.024 

Fresh 

Non-command 

Non-command 

Limestone 

0.881 

3.39 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.01 

0.002 

0.12 

0.11 







Non-command 

Bhander Sandstone 

1.614 

3.39 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.12 

0.01 

0.003 

0.23 

0.21 


Shivganj 

0823000302733900 

0.773 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.334 

0.52 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.000 

0.24 

0.24 







Non-command 

Shale 

0.440 

0.52 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.05 

0.000 

0.32 

0.31 


Shop 

0822000702690500 

21.993 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.754 

1.30 

0.080 

0.10 

0.01 

0.00 

0.00 

0.00 

0.38 

0.35 

0.39 

0.007 

0.06 

0.07 







Non-command 

Phyllite & Schist 

5.931 

1.30 

0.020 

0.15 

0.02 

0.00 

0.00 

0.01 

0.28 

0.25 

0.58 

0.016 

0.13 

0.14 






Galwania 

Command 

Phyllite & Schist 

0.583 

1.30 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.05 

0.002 

0.01 

0.01 


Shreepura 

0823000202721700 

1.310 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.310 

1.94 

0.018 

0.06 

0.01 

0.00 

0.00 

0.00 

0.09 

0.09 

0.23 

0.002 

0.49 

0.53 


Shyodanpura 

0823000302735200 

4.080 

Fresh 

Non-command 

Non-command 

Limestone 

4.063 

2.41 

0.020 

0.05 

0.01 

0.00 

0.00 

0.04 

0.19 

0.18 

0.20 

0.000 

0.50 

0.53 







Non-command 

Bhander Sandstone 

0.017 

2.41 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Shyopura 

0810000601322400 

3.801 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.493 

0.72 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.11 

0.002 

0.08 

0.10 







Non-command 

Quartzite 

0.031 

0.72 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 



0810000601326400 

9.080 

Fresh 

Non-command 

Non-command 

Shale 

6.190 

0.87 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.12 

0.02 

0.016 

0.40 

0.39 


Sindoli 

0822000702692000 

7.322 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.391 

2.06 

0.020 

0.05 

0.01 

0.00 

0.00 

0.03 

0.28 

0.26 

0.16 

0.017 

0.43 

0.46 







Non-command 

Gneisses(B.G.C) 

0.932 

2.06 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.002 

0.06 

0.07 


Soonsa 

0823000202721600 

9.829 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.829 

1.96 

0.018 

0.31 

0.05 

0.00 

0.00 

0.00 

0.60 

0.56 

1.22 

0.017 

0.50 

0.53 


Subhnpura 

0822000702692200 

2.113 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.113 

1.94 

0.020 

0.04 

0.01 

0.00 

0.00 

0.03 

0.08 

0.07 

0.17 

0.006 

0.49 

0.53 


Sumerganj Mandi 

0823000302736200 

1.935 

Fresh 

Non-command 

Non-command 

Shale 

1.935 

1.43 

0.018 

0.12 

0.01 

0.00 

0.00 

0.00 

0.16 

0.15 

0.36 

0.091 

0.52 

0.54 


Sumerpura 

0823000302732100 

0.700 

Fresh 

Non-command 

Non-command 

Limestone 

0.700 

1.98 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.06 

0.000 

0.49 

0.53 


Sunari 

0823000302736100 

1.900 

Fresh 

Non-command 

Non-command 

Shale 

1.900 

0.71 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.13 

0.000 

0.52 

0.54 


Talwas 

0823000202731800 

26.314 

Fresh 

Non-command 

Non-command 

Limestone 

3.158 

3.70 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.26 

0.04 

0.006 

0.07 

0.06 







Non-command 

Bhander Sandstone 

0.171 

3.70 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Tetra 

0810000601324500 

1.756 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.704 

0.78 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.002 

0.21 

0.23 







Non-command 

Bhander Sandstone 

1.030 

0.78 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.003 

0.31 

0.33 


Thikariya 

0822000702692300 

3.386 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.386 

1.95 

0.020 

0.04 

0.01 

0.00 

0.00 

0.01 

0.15 

0.14 

0.16 

0.009 

0.49 

0.53 


Tokaspura 

0823000302734400 

1.273 

Fresh 

Non-command 

Non-command 

Shale 

1.273 

0.53 

0.018 

0.08 

0.01 

0.00 

0.00 

0.00 

0.08 

0.08 

0.31 

0.000 

0.51 

0.54 


Usmanpura 

0822000702691700 

3.002 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.002 

2.06 

0.020 

0.10 

0.02 

0.00 

0.00 

0.01 

0.19 

0.18 

0.41 

0.008 

0.50 

0.53 


Vijaipura 

0810000601321100 

1.844 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.357 

-0.33 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.13 

0.17 







Non-command 

Phyllite & Schist 

0.000 

-0.33 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Qila Ranthambor 

0810000601319900 

0.24 

0.00 

15,623.78 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.003 

325.52 

Over Exploited 



0.10 

0.00 

222,158.11 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Raghunath Pura 

0822000702695300 

0.10 

0.03 

1.81 

0.03 

0.00 

0.03 

0.06 

0.37 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.016 

0.043 

0.002 

0.041 

0.055 

134.25 

Over Exploited 



0.10 

0.01 

124.15 

0.01 

0.00 

0.01 

0.03 

0.21 

0.00 

- 

0.0032 

0.0038 

0.001 

0.008 

0.010 

0.021 

0.001 

0.020 

0.037 

189.87 

Over Exploited 

Raheem Nagar 

0822000702694600 

0.10 

0.03 

125.58 

0.03 

0.01 

0.04 

0.09 

0.58 

0.01 

0.0300 

0.0038 

0.0045 

- 

0.038 

0.043 

0.086 

0.004 

0.082 

0.236 

289.80 

Over Exploited 

Rahmanpura 

0822000702692100 

0.10 

0.19 

(50.52) 

0.15 

0.09 

0.24 

0.09 

0.58 

0.04 

0.0200 

- 

- 

0.120 

0.140 

0.175 

0.419 

0.021 

0.398 

0.144 

36.30 

Safe 

Rakaspura 

0823000302736900 

0.06 

0.00 

1,084.72 

0.00 

0.00 

0.00 

0.01 

0.09 

0.00 

- 

- 

- 

0.004 

0.004 

0.005 

0.009 

0.000 

0.009 

0.022 

255.06 

Over Exploited 



0.03 

0.02 

224.07 

0.03 

0.01 

0.04 

0.07 

0.55 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.063 

0.003 

0.060 

0.154 

256.11 

Over Exploited 

Ramajpura 

0823000302735000 

0.04 

0.06 

205.39 

0.07 

0.01 

0.08 

0.09 

0.58 

0.01 

0.0400 

- 

- 

0.001 

0.041 

0.051 

0.129 

0.006 

0.123 

0.317 

257.80 

Over Exploited 

Ramnagar 

0823000302733100 

0.03 

0.01 

163.29 

0.01 

- 

0.01 

0.09 

0.59 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.023 

0.001 

0.022 

0.065 

298.53 

Over Exploited 


0810000601326300 

0.08 

0.02 

(8.51) 

0.02 

- 

0.02 

0.03 

0.21 

0.00 

- 

- 

- 

- 

- 

0.003 

0.020 

0.001 

0.019 

0.015 

80.72 

Semi Critical 



0.04 

0.02 

52.82 

0.03 

- 

0.03 

0.04 

0.34 

0.00 

- 

- 

- 

- 

- 

0.003 

0.033 

0.002 

0.032 

0.024 

76.69 

Semi Critical 

Ramngar 

0822000702693300 

0.10 

0.08 

(3.51) 

0.08 

- 

0.08 

0.09 

0.58 

0.02 

0.0100 

- 

- 

- 

0.010 

0.025 

0.103 

0.005 

0.098 

0.088 

90.30 

Critical 

Rampuriya 

0823000302733200 

0.03 

0.02 

144.09 

0.02 

0.01 

0.03 

0.09 

0.59 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.051 

0.003 

0.048 

0.162 

334.29 

Over Exploited 

Rasoolpura 

0822000702692600 

0.10 

0.12 

4.26 

0.12 

0.01 

0.13 

0.09 

0.58 

0.02 

0.0200 

- 

- 

0.002 

0.022 

0.043 

0.175 

0.009 

0.166 

0.188 

113.23 

Over Exploited 

Rawanjna Chaur 

0810000601322300 

0.10 

0.64 

- 

0.64 

0.10 

0.74 

0.09 

0.63 

0.10 

0.2900 

- 

- 

- 

0.290 

0.391 

1.130 

0.113 

1.017 

2.598 

255.50 

Over Exploited 

Rawanjna Doongar 

0810000601322500 

0.10 

0.04 

250.77 

0.05 

0.02 

0.07 

0.02 

0.18 

0.01 

0.0600 

- 

- 

- 

0.060 

0.066 

0.135 

0.007 

0.128 

0.521 

406.59 

Over Exploited 



0.08 

0.02 

349.97 

0.02 

0.01 

0.03 

0.02 

0.12 

0.00 

0.0300 

- 

- 

- 

0.030 

0.032 

0.062 

0.003 

0.059 

0.310 

525.34 

Over Exploited 

Rinjoda 

0822000702690400 

0.15 

0.02 

- 

0.02 

0.00 

0.02 

0.02 

0.12 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.014 

0.034 

0.003 

0.030 

0.075 

248.79 

Over Exploited 



0.10 

0.21 

- 

0.21 

0.03 

0.23 

0.07 

0.47 

0.04 

0.0200 

- 

- 

0.026 

0.047 

0.084 

0.318 

0.032 

0.286 

0.224 

78.31 

Semi Critical 

Rohit 

0822000702691800 

0.10 

0.47 

(6.74) 

0.44 

0.01 

0.45 

0.09 

0.58 

0.08 

0.0400 

- 

- 

0.007 

0.047 

0.129 

0.581 

0.029 

0.552 

0.388 

70.35 

Semi Critical 

Rooppura 

0823000302734600 

0.06 

0.02 

87.16 

0.03 

- 

0.03 

0.08 

0.50 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.040 

0.002 

0.038 

0.108 

287.46 

Over Exploited 



0.03 

0.00 

425.18 

0.00 

- 

0.00 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.014 

2,806.09 

Over Exploited 

Roshanpura 

0822000702695600 

0.10 

0.07 

(40.47) 

0.05 

- 

0.05 

0.09 

0.58 

0.01 

- 

0.0092 

0.0110 

- 

0.020 

0.033 

0.086 

0.004 

0.081 

0.036 

43.76 

Safe 

Sagatpura 

0823000202722400 

0.08 

0.18 

1.47 

0.19 

0.01 

0.20 

0.08 

0.59 

0.03 

0.0200 

- 

- 

0.001 

0.021 

0.050 

0.247 

0.012 

0.235 

0.177 

75.38 

Semi Critical 

Sameedhi 

0823000202714500 

0.08 

0.15 

185.59 

0.17 

0.02 

0.20 

0.04 

0.30 

0.02 

0.0700 

- 

- 

0.001 

0.071 

0.092 

0.288 

0.014 

0.273 

0.665 

243.47 

Over Exploited 

Sangramganj 

0823000302732200 

0.03 

0.00 

5,572.06 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.039 

12,590.14 

Over Exploited 



0.04 

0.02 

455.99 

0.02 

0.01 

0.03 

0.08 

0.51 

0.00 

0.0300 

- 

- 

- 

0.030 

0.033 

0.062 

0.003 

0.059 

0.273 

461.01 

Over Exploited 

Sankli 

0810000601322200 

0.06 

0.08 

(161.46) 

0.06 

0.11 

0.17 

0.09 

0.60 

0.01 

0.0200 

- 

- 

0.150 

0.170 

0.184 

0.355 

0.018 

0.337 

0.155 

46.04 

Safe 

Sedri Gujran 

0822000702694900 

0.10 

0.05 

49.70 

0.06 

0.01 

0.07 

0.09 

0.58 

0.01 

0.0300 

0.0071 

0.0086 

- 

0.046 

0.056 

0.127 

0.006 

0.121 

0.232 

192.20 

Over Exploited 

Sedri Maliyan 

0822000702695000 

0.10 

0.07 

27.32 

0.09 

0.01 

0.10 

0.09 

0.58 

0.01 

0.0300 

0.0102 

0.0123 

- 

0.053 

0.067 

0.165 

0.008 

0.157 

0.260 

166.05 

Over Exploited 

Shah Alampura 

0822000702693900 

0.10 

0.05 

72.71 

0.06 

0.01 

0.07 

0.09 

0.58 

0.01 

0.0300 

- 

- 

0.000 

0.030 

0.039 

0.105 

0.005 

0.100 

0.245 

244.95 

Over Exploited 

Shahpura Khurd 

0822000702696200 

0.10 

0.00 

8,837.17 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.18 

(69.35) 

0.14 

- 

0.14 

0.09 

0.56 

0.03 

- 

- 

- 

- 

- 

0.031 

0.172 

0.009 

0.164 

0.050 

30.78 

Safe 



0.10 

0.00 

607.28 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Shapura Kalan 

0822000702696400 

0.08 

0.00 

26,240.38 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.024 

51,048.86 

Over Exploited 



0.04 

0.02 

650.05 

0.03 

0.03 

0.06 

0.09 

0.58 

0.00 

0.0900 

- 

- 

- 

0.090 

0.094 

0.150 

0.008 

0.143 

0.803 

561.72 

Over Exploited 

Sherganj 

0823000302732900 

0.06 

0.02 

112.30 

0.02 

0.01 

0.03 

0.04 

0.24 

0.00 

0.0100 

- 

- 

0.011 

0.021 

0.025 

0.054 

0.003 

0.051 

0.105 

204.26 

Over Exploited 



0.03 

0.02 

155.38 

0.02 

0.01 

0.03 

0.05 

0.35 

0.00 

0.0200 

- 

- 

- 

0.020 

0.024 

0.058 

0.003 

0.055 

0.155 

282.48 

Over Exploited 

Sheriya 

0823000202731900 

0.06 

0.01 

885.62 

0.01 

- 

0.01 

0.02 

0.14 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.008 

0.008 

92.46 

Critical 



0.10 

0.04 

223.20 

0.04 

- 

0.04 

0.03 

0.25 

0.00 

- 

- 

- 

- 

- 

0.004 

0.048 

0.002 

0.046 

0.013 

28.15 

Safe 

Shivganj 

0823000302733900 

0.06 

0.00 

182.71 

0.01 

- 

0.01 

0.03 

0.27 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.043 

699.58 

Over Exploited 



0.03 

0.00 

238.13 

0.01 

- 

0.01 

0.05 

0.36 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.016 

0.001 

0.015 

0.050 

337.19 

Over Exploited 

Shop 

0822000702690500 

0.15 

0.03 

1,275.99 

0.03 

0.01 

0.04 

0.01 

0.07 

0.00 

0.0400 

- 

- 

0.001 

0.041 

0.045 

0.086 

0.004 

0.082 

0.393 

481.16 

Over Exploited 



0.10 

0.08 

225.79 

0.09 

0.03 

0.12 

0.03 

0.16 

0.01 

0.0600 

- 

- 

0.013 

0.073 

0.088 

0.210 

0.011 

0.200 

0.591 

295.94 

Over Exploited 



0.10 

0.00 

1,922.19 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

0.0100 

0.0039 

0.0048 

0.013 

0.032 

0.032 

0.041 

0.002 

0.039 

0.055 

138.57 

Over Exploited 

Shreepura 

0823000202721700 

0.08 

0.05 

69.62 

0.06 

0.01 

0.07 

0.09 

0.58 

0.01 

0.0300 

- 

- 

0.000 

0.030 

0.040 

0.112 

0.006 

0.106 

0.230 

216.62 

Over Exploited 

Shyodanpura 

0823000302735200 

0.04 

0.08 

124.64 

0.10 

0.05 

0.15 

0.09 

0.59 

0.01 

0.0200 

- 

- 

0.062 

0.082 

0.097 

0.245 

0.012 

0.232 

0.199 

85.62 

Semi Critical 



0.06 

0.00 

34,283.69 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Shyopura 

0810000601322400 

0.10 

0.00 

714.87 

0.00 

- 

0.00 

0.01 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.015 

0.108 

739.74 

Over Exploited 



0.08 

0.00 

1,511.03 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 


0810000601326400 

0.04 

0.10 

20.45 

0.12 

- 

0.12 

0.05 

0.45 

0.01 

- 

- 

- 

- 

- 

0.013 

0.132 

0.007 

0.126 

0.035 

27.52 

Safe 

Sindoli 

0822000702692000 

0.10 

0.27 

(6.08) 

0.26 

0.04 

0.29 

0.08 

0.51 

0.05 

0.0200 

- 

- 

0.038 

0.059 

0.110 

0.402 

0.020 

0.382 

0.177 

46.38 

Safe 



0.08 

0.00 

471.75 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.016 

269.40 

Over Exploited 

Soonsa 

0823000202721600 

0.08 

0.39 

42.94 

0.47 

0.05 

0.52 

0.09 

0.58 

0.07 

0.1400 

- 

- 

0.000 

0.140 

0.209 

0.728 

0.036 

0.691 

1.241 

179.59 

Over Exploited 

Subhnpura 

0822000702692200 

0.10 

0.10 

(27.84) 

0.08 

0.04 

0.12 

0.09 

0.58 

0.02 

0.0200 

- 

- 

0.047 

0.067 

0.086 

0.210 

0.011 

0.200 

0.171 

85.43 

Semi Critical 

Sumerganj Mandi 

0823000302736200 

0.03 

0.03 

406.44 

0.04 

0.01 

0.05 

0.09 

0.61 

0.00 

0.0400 

- 

- 

0.000 

0.040 

0.045 

0.092 

0.005 

0.087 

0.455 

522.61 

Over Exploited 

Sumerpura 

0823000302732100 

0.04 

0.01 

154.07 

0.02 

- 

0.02 

0.09 

0.58 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.029 

0.001 

0.028 

0.055 

199.38 

Over Exploited 

Sunari 

0823000302736100 

0.03 

0.03 

73.71 

0.04 

- 

0.04 

0.09 

0.61 

0.00 

0.0100 

- 

- 

- 

0.010 

0.015 

0.051 

0.003 

0.048 

0.133 

276.77 

Over Exploited 

Talwas 

0823000202731800 

0.06 

0.01 

1,968.33 

0.02 

- 

0.02 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.015 

0.001 

0.015 

0.042 

286.58 

Over Exploited 



0.10 

0.00 

21,898.30 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Tetra 

0810000601324500 

0.08 

0.01 

(57.04) 

0.01 

- 

0.01 

0.04 

0.24 

0.00 

- 

- 

- 

- 

- 

0.002 

0.016 

0.001 

0.015 

0.026 

168.63 

Over Exploited 



0.08 

0.03 

(5.24) 

0.02 

- 

0.02 

0.05 

0.36 

0.00 

- 

- 

- 

- 

- 

0.004 

0.028 

0.001 

0.027 

0.033 

121.83 

Over Exploited 

Thikariya 

0822000702692300 

0.10 

0.17 

(15.55) 

0.14 

0.02 

0.16 

0.09 

0.58 

0.03 

0.0200 

- 

- 

0.016 

0.036 

0.067 

0.227 

0.011 

0.216 

0.169 

78.35 

Semi Critical 

Tokaspura 

0823000302734400 

0.03 

0.02 

295.55 

0.02 

0.01 

0.03 

0.09 

0.60 

0.00 

0.0400 

- 

- 

0.000 

0.040 

0.044 

0.077 

0.004 

0.073 

0.313 

427.55 

Over Exploited 

Usmanpura 

0822000702691700 

0.10 

0.15 

21.26 

0.18 

0.03 

0.21 

0.08 

0.58 

0.02 

0.0500 

- 

- 

0.017 

0.067 

0.092 

0.304 

0.015 

0.289 

0.413 

142.97 

Over Exploited 

Vijaipura 

0810000601321100 

0.24 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.010 

0.023 

224.81 

Over Exploited 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 

Sub Basin: Chambal Downstream | 

08002003 

Abhaipur 

0830000303804800 

4.572 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.576 

4.19 

0.080 

0.09 

0.01 

0.00 

0.00 

0.00 

0.94 

1.30 

0.35 

0.004 

0.38 

0.28 






Kota Barrage 

Command 

Bhander Sandstone 

0.055 

4.19 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.000 

0.01 

0.01 






Alnia 

Command 

Bhander Sandstone 

1.941 

4.19 

0.080 

0.07 

0.01 

0.00 

0.00 

0.00 

0.71 

0.97 

0.27 

0.003 

0.29 

0.21 


Akhawa 

0830000303811300 

47.337 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

37.651 

1.57 

0.080 

0.04 

0.00 

0.00 

0.00 

0.01 

4.76 

6.09 

0.08 

0.054 

0.53 

0.42 


Alniya 

0830000303808100 

13.800 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

13.800 

3.79 

0.080 

0.05 

0.01 

0.00 

0.00 

0.01 

4.22 

6.07 

0.16 

0.020 

0.65 

0.45 


Anandpura @ Phoota Tala 

0830000303806700 

13.484 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

8.030 

0.74 

0.080 

0.01 

0.00 

0.00 

0.00 

0.03 

0.46 

0.75 

0.01 

0.012 

0.38 

0.23 


Anwali 

0830000303806900 

13.936 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.975 

1.35 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.15 

0.01 

0.001 

0.05 

0.03 


Arampura 

0830000303803700 

0.922 

Fresh 

Kota Barrage 

Command 

Bhander Sandstone 

0.922 

1.69 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.21 

0.03 

0.001 

0.64 

0.41 


Aranya 

0830000303802700 

1.655 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.977 

1.81 

0.080 

0.13 

0.02 

0.00 

0.00 

0.00 

0.25 

0.33 

0.53 

0.001 

0.40 

0.30 






Kota Barrage 

Command 

Bhander Sandstone 

0.678 

1.81 

0.080 

0.09 

0.01 

0.00 

0.00 

0.00 

0.18 

0.24 

0.37 

0.001 

0.28 

0.21 


Arjunpura 

0830000303801300 

3.613 

Fresh 

Kota Barrage 

Command 

Bhander Sandstone 

3.613 

0.40 

0.080 

0.32 

0.08 

0.00 

0.00 

0.00 

0.36 

0.58 

1.29 

0.005 

0.64 

0.39 


Arlya Jageer 

0830000303809200 

8.736 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.779 

5.71 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.83 

1.15 

0.09 

0.003 

0.14 

0.10 






Alnia 

Command 

Bhander Sandstone 

4.162 

5.71 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

1.95 

2.69 

0.21 

0.006 

0.32 

0.24 


Balapura 

0830000303805500 

4.373 

Fresh 

Non-command 

Non-command 

Limestone 

0.339 

6.35 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.02 

0.000 

0.05 

0.04 







Non-command 

Bhander Sandstone 

0.778 

6.35 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.40 

0.55 

0.02 

0.001 

0.12 

0.09 


Banda 

0830000303807300 

23.875 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

14.101 

1.57 

0.080 

0.05 

0.01 

0.00 

0.00 

0.01 

1.81 

2.42 

0.16 

0.020 

0.39 

0.29 


Baori Khera 

0830000303808300 

6.466 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.462 

4.11 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.23 

0.02 

0.001 

0.05 

0.03 


Bargu 

0830000203796000 

3.656 

Fresh 

Non-command 

Non-command 

Limestone 

3.034 

2.19 

0.020 

0.17 

0.01 

0.00 

0.00 

0.02 

0.28 

0.36 

0.68 

0.010 

0.60 

0.46 


Barodiya 

0830000303809100 

14.228 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.233 

4.54 

0.080 

0.04 

0.01 

0.00 

0.00 

0.00 

1.57 

2.21 

0.14 

0.006 

0.20 

0.14 






Alnia 

Command 

Bhander Sandstone 

9.895 

4.54 

0.080 

0.09 

0.01 

0.00 

0.00 

0.00 

3.67 

5.17 

0.34 

0.014 

0.46 

0.33 


Bhagwanpura 

0830000303805600 

2.134 

Fresh 

Non-command 

Non-command 

Limestone 

0.001 

6.30 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Bhander Sandstone 

1.301 

6.30 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.70 

0.94 

0.16 

0.002 

0.42 

0.31 






Alnia 

Command 

Bhander Sandstone 

0.832 

6.30 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.44 

0.60 

0.10 

0.001 

0.27 

0.20 


Bhanda Hera 

0830000203797700 

15.082 

Fresh 

Non-command 

Non-command 

Limestone 

1.183 

3.51 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.15 

0.11 

0.004 

0.06 

0.04 


Bhimpura 

0830000203794200 

0.683 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.017 

0.70 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.000 

0.02 

0.01 







Command 

Limestone 

0.483 

0.70 

0.020 

0.18 

0.05 

0.00 

0.00 

0.00 

0.14 

0.18 

0.72 

0.002 

0.51 

0.39 



0830000303804000 

4.326 

Fresh 

Kota Barrage 

Command 

Bhander Sandstone 

4.326 

1.70 

0.080 

0.07 

0.01 

0.00 

0.00 

0.00 

0.65 

0.97 

0.26 

0.006 

0.65 

0.44 



0830000303806200 

2.668 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.668 

2.71 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.58 

0.88 

0.00 

0.004 

0.64 

0.42 


Bhojpura 

0830000303803100 

1.911 

Fresh 

Kota Barrage 

Command 

Bhander Sandstone 

1.911 

1.67 

0.080 

0.05 

0.01 

0.00 

0.00 

0.00 

0.30 

0.45 

0.22 

0.003 

0.65 

0.42 


Borawas 

0830000303811400 

41.614 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.901 

0.59 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.19 

0.02 

0.004 

0.05 

0.04 


Boriyakheri 

0830000303804700 

1.781 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.355 

2.81 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.13 

0.03 

0.001 

0.13 

0.09 






Kota Barrage 

Command 

Bhander Sandstone 

0.079 

2.81 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.000 

0.03 

0.02 






Alnia 

Command 

Bhander Sandstone 

1.347 

2.81 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.33 

0.47 

0.12 

0.002 

0.50 

0.35 


Borkhandi 

0830000303801500 

2.844 

Fresh 

Kota Barrage 

Command 

Bhander Sandstone 

2.844 

0.49 

0.080 

0.05 

0.01 

0.00 

0.00 

0.00 

0.15 

0.25 

0.20 

0.004 

0.64 

0.39 


Brajeshpura 

0830000303802100 

1.726 

Fresh 

Kota Barrage 

Command 

Limestone 

0.049 

1.11 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.02 

0.01 







Command 

Bhander Sandstone 

1.676 

1.11 

0.080 

0.07 

0.02 

0.00 

0.00 

0.00 

0.20 

0.27 

0.26 

0.002 

0.65 

0.48 


Chainpura 

0830000303803900 

1.168 

Fresh 

Kota Barrage 

Command 

Bhander Sandstone 

1.168 

1.72 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.19 

0.27 

0.11 

0.002 

0.66 

0.47 


Chand Baori 

0830000303813100 

10.999 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.046 

2.79 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.57 

0.01 

0.003 

0.13 

0.10 


Chandresal 

0830000303801100 

8.241 

Fresh 

Kota Barrage 

Command 

Limestone 

4.917 

1.04 

0.030 

0.45 

0.11 

0.00 

0.00 

0.00 

0.49 

0.73 

1.80 

0.007 

0.39 

0.26 







Command 

Bhander Sandstone 

3.324 

1.04 

0.080 

0.18 

0.05 

0.00 

0.00 

0.00 

0.41 

0.61 

0.73 

0.005 

0.26 

0.17 


Char 

0830000203794500 

4.637 

Fresh 

Non-command 

Non-command 

Limestone 

3.374 

0.96 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.00 

0.011 

0.53 

0.40 






Kota Barrage 

Command 

Limestone 

1.263 

0.96 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.004 

0.20 

0.15 


Chareenda 

0830000303803200 

3.364 

Fresh 

Kota Barrage 

Command 

Bhander Sandstone 

3.364 

1.61 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.46 

0.72 

0.13 

0.005 

0.64 

0.41 


Charheri 

0830000203795600 

0.722 

Fresh 

Non-command 

Non-command 

Limestone 

0.637 

0.66 

0.020 

0.15 

0.02 

0.00 

0.00 

0.00 

0.14 

0.18 

0.61 

0.002 

0.64 

0.49 






Kota Barrage 

Command 

Limestone 

0.085 

0.66 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.07 

0.000 

0.08 

0.06 


Chhatrapura 

0830000303804100 

2.145 

Fresh 

Kota Barrage 

Command 

Bhander Sandstone 

2.145 

1.69 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.30 

0.46 

0.03 

0.003 

0.64 

0.42 


Chhipan Heri 

0830000303809400 

1.972 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.142 

4.86 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.45 

0.64 

0.05 

0.002 

0.39 

0.28 






Alnia 

Command 

Bhander Sandstone 

0.306 

4.86 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.17 

0.01 

0.000 

0.10 

0.07 


Chorda 

0830000303808800 

3.259 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.259 

4.19 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

1.09 

1.55 

0.00 

0.005 

0.66 

0.47 


Dagariya 

0830000203794600 

2.716 

Fresh 

Kota Barrage 

Command 

Limestone 

1.118 

0.63 

0.020 

0.12 

0.02 

0.00 

0.00 

0.00 

0.11 

0.15 

0.47 

0.004 

0.30 

0.23 


Dahra 

0830000303802400 

4.870 

Fresh 

Non-command 

Non-command 

Limestone 

4.854 

1.59 

0.030 

0.17 

0.03 

0.00 

0.00 

0.01 

0.36 

0.48 

0.68 

0.007 

0.72 

0.55 






Kota Barrage 

Command 

Limestone 

0.016 

1.59 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Daslana 

0830000303802000 

3.933 

Fresh 

Kota Barrage 

Command 

Bhander Sandstone 

3.933 

0.88 

0.080 

0.12 

0.03 

0.00 

0.00 

0.00 

0.36 

0.54 

0.46 

0.006 

0.65 

0.44 


Deolimachhiyan 

0830000303800300 

4.443 

Fresh 

Kota Barrage 

Command 

Limestone 

1.606 

1.36 

0.030 

0.12 

0.03 

0.00 

0.00 

0.00 

0.16 

0.21 

0.47 

0.002 

0.24 

0.18 


Dhakarkheri 

0830000303803600 

3.242 

Fresh 

Kota Barrage 

Command 

Bhander Sandstone 

3.242 

1.68 

0.080 

0.04 

0.01 

0.00 

0.00 

0.00 

0.47 

0.76 

0.17 

0.005 

0.64 

0.39 


Dhani 

0830000303809000 

10.198 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

8.244 

3.56 

0.080 

0.02 

0.00 

0.00 

0.00 

0.01 

2.36 

3.40 

0.07 

0.012 

0.53 

0.37 






Alnia 

Command 

Bhander Sandstone 

1.954 

3.56 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.56 

0.80 

0.01 

0.003 

0.13 

0.09 


Dharmpura 

0830000303807400 

12.807 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

12.807 

2.85 

0.080 

0.07 

0.01 

0.00 

0.00 

0.01 

2.97 

4.10 

0.24 

0.018 

0.65 

0.47 


Dolya 

0830000303811200 

21.974 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.254 

3.93 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.51 

0.01 

0.002 

0.04 

0.03 


Galana 

0830000303805400 

14.327 

Fresh 

Non-command 

Non-command 

Limestone 

3.755 

6.39 

0.030 

0.03 

0.00 

0.00 

0.00 

0.00 

0.75 

1.00 

0.11 

0.005 

0.18 

0.14 







Non-command 

Bhander Sandstone 

3.505 

6.39 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

1.81 

2.43 

0.05 

0.005 

0.17 

0.13 






Alnia 

Command 

Bhander Sandstone 

2.528 

6.39 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.30 

1.75 

0.04 

0.004 

0.12 

0.09 


Gandi Phali 

0830000303805700 

3.495 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.674 

5.79 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.35 

0.48 

0.16 

0.001 

0.13 

0.10 






Alnia 

Command 

Bhander Sandstone 

2.821 

5.79 

0.080 

0.17 

0.01 

0.00 

0.00 

0.00 

1.46 

2.00 

0.67 

0.004 

0.55 

0.40 


Gangaycha 

0830000303799900 

3.292 

Fresh 

Kota Barrage 

Command 

Limestone 

1.047 

0.82 

0.030 

0.07 

0.01 

0.00 

0.00 

0.00 

0.09 

0.13 

0.29 

0.002 

0.20 

0.13 


Godalyaheri 

0830000303802500 

8.327 

Fresh 

Non-command 

Non-command 

Limestone 

3.235 

3.18 

0.030 

0.11 

0.02 

0.00 

0.00 

0.00 

0.40 

0.52 

0.43 

0.005 

0.28 

0.21 







Non-command 

Bhander Sandstone 

5.092 

3.18 

0.080 

0.11 

0.02 

0.00 

0.00 

0.01 

1.38 

1.81 

0.42 

0.007 

0.43 

0.33 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 


Sub Basin: Chambal Downstream | 

Abhaipur 

083000030380480C 

0.13 

0.12 

964.35 

0.15 

0.01 

0.16 

0.03 

0.41 

- 

0.0400 

- 

- 

0.000 

0.040 

0.040 

0.197 

0.010 

0.187 

0.357 

190.75 

Over Exploited 



0.13 

0.00 

45,357.47 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0009 

0.0013 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.000 

3.85 

Safe 



0.13 

0.07 

1,304.82 

0.08 

0.01 

0.10 

0.02 

0.31 

- 

0.0300 

0.0217 

0.0261 

0.005 

0.083 

0.083 

0.180 

0.009 

0.171 

0.268 

156.60 

Over Exploited 

Akhawa 

0830000303811300 

0.13 

2.51 

142.46 

3.01 

0.01 

3.02 

0.04 

0.58 

- 

0.0100 

- 

- 

0.008 

0.019 

0.019 

3.038 

0.152 

2.886 

0.131 

4.54 

Safe 

Alniya 

0830000303808100 

0.13 

1.13 

437.66 

1.36 

0.02 

1.37 

0.05 

0.71 

- 

0.0200 

- 

- 

0.012 

0.032 

0.032 

1.406 

0.070 

1.336 

0.178 

13.31 

Safe 

Anandpura @ Phoota Tala 

0830000303806700 

0.13 

0.38 

96.58 

0.46 

0.03 

0.49 

0.03 

0.41 

- 

- 

- 

- 

0.044 

0.044 

0.044 

0.531 

0.027 

0.504 

0.023 

4.47 

Safe 

Anwali 

0830000303806900 

0.13 

0.01 

2,618.66 

0.01 

0.00 

0.01 

0.00 

0.05 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.008 

0.000 

0.007 

0.012 

167.95 

Over Exploited 

Arampura 

0830000303803700 

0.13 

0.07 

186.20 

0.09 

- 

0.09 

0.05 

0.69 

- 

0.0100 

0.0222 

0.0314 

- 

0.064 

0.064 

0.152 

0.008 

0.145 

0.033 

23.01 

Safe 

Aranya 

0830000303802700 

0.13 

0.05 

577.35 

0.06 

0.02 

0.08 

0.03 

0.44 

- 

0.0600 

- 

- 

0.001 

0.061 

0.061 

0.141 

0.007 

0.134 

0.530 

394.65 

Over Exploited 



0.13 

0.02 

899.86 

0.03 

0.01 

0.04 

0.02 

0.30 

- 

0.0400 

0.0109 

0.0154 

- 

0.066 

0.066 

0.105 

0.005 

0.100 

0.368 

369.42 

Over Exploited 

Arjunpura 

0830000303801300 

0.13 

0.29 

99.74 

0.35 

0.08 

0.43 

0.05 

0.69 

- 

0.2400 

0.0872 

0.1232 

- 

0.450 

0.450 

0.876 

0.044 

0.832 

1.293 

155.34 

Over Exploited 

Arlya Jageer 

0830000303809200 

0.13 

0.03 

3,623.57 

0.04 

- 

0.04 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.037 

0.002 

0.035 

0.089 

251.95 

Over Exploited 



0.13 

0.17 

1,492.80 

0.20 

0.00 

0.20 

0.02 

0.35 

- 

0.0100 

0.0233 

0.0280 

0.002 

0.063 

0.063 

0.267 

0.013 

0.254 

0.211 

83.12 

Semi Critical 

Balapura 

0830000303805500 

0.08 

0.00 

5,922.50 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.018 

1,112.31 

Over Exploited 



0.13 

0.01 

4,486.71 

0.01 

- 

0.01 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.014 

0.023 

168.77 

Over Exploited 

Banda 

0830000303807300 

0.13 

0.68 

253.20 

0.82 

0.02 

0.84 

0.03 

0.42 

- 

0.0300 

- 

- 

0.009 

0.039 

0.039 

0.875 

0.044 

0.832 

0.179 

21.55 

Safe 

Baori Khera 

0830000303808300 

0.13 

0.00 

8,429.06 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.023 

738.51 

Over Exploited 

Bargu 

0830000203796000 

0.09 

0.16 

121.29 

0.20 

0.03 

0.22 

0.05 

0.65 

- 

0.0300 

- 

- 

0.024 

0.054 

0.054 

0.276 

0.014 

0.262 

0.694 

264.63 

Over Exploited 

Barodiya 

0830000303809100 

0.13 

0.11 

1,997.56 

0.13 

0.01 

0.14 

0.02 

0.21 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.156 

0.008 

0.148 

0.146 

98.47 

Critical 



0.13 

0.57 

799.61 

0.69 

0.01 

0.70 

0.04 

0.50 

- 

0.0400 

0.0830 

0.1332 

0.000 

0.256 

0.256 

0.956 

0.048 

0.908 

0.349 

38.45 

Safe 

Bhagwanpura 

0830000303805600 

0.08 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.13 

0.07 

1,279.81 

0.08 

- 

0.08 

0.03 

0.45 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.092 

0.005 

0.087 

0.164 

187.52 

Over Exploited 



0.13 

0.03 

2,031.47 

0.03 

- 

0.03 

0.02 

0.29 

- 

- 

0.0047 

0.0056 

- 

0.010 

0.010 

0.044 

0.002 

0.042 

0.098 

236.54 

Over Exploited 

Bhanda Hera 

0830000203797700 

0.09 

0.01 

2,365.19 

0.01 

- 

0.01 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.112 

1,631.38 

Over Exploited 

Bhimpura 

0830000203794200 

0.12 

0.00 

41,779.28 

0.00 

- 

0.00 

0.00 

0.02 

- 

0.0100 

0.0004 

0.0006 

- 

0.011 

0.011 

0.011 

0.001 

0.010 

0.042 

400.89 

Over Exploited 



0.09 

0.02 

705.20 

0.03 

0.05 

0.08 

0.04 

0.55 

- 

0.1400 

0.0116 

0.0164 

- 

0.168 

0.168 

0.245 

0.012 

0.232 

0.722 

310.34 

Over Exploited 


0830000303804000 

0.13 

0.35 

175.32 

0.42 

0.01 

0.43 

0.05 

0.70 

- 

0.0300 

0.0696 

0.0983 

0.001 

0.199 

0.199 

0.630 

0.032 

0.599 

0.265 

44.28 

Safe 


0830000303806200 

0.13 

0.21 

308.80 

0.26 

0.00 

0.26 

0.05 

0.69 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.258 

0.013 

0.245 

0.004 

1.56 

Safe 

Bhojpura 

0830000303803100 

0.13 

0.15 

192.91 

0.18 

0.01 

0.19 

0.05 

0.69 

- 

0.0400 

0.0384 

0.0434 

- 

0.122 

0.122 

0.317 

0.016 

0.301 

0.219 

72.69 

Semi Critical 

Borawas 

0830000303811400 

0.13 

0.02 

985.53 

0.02 

- 

0.02 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.020 

0.001 

0.019 

0.026 

134.38 

Over Exploited 

Boriyakheri 

0830000303804700 

0.13 

0.01 

2,087.04 

0.01 

0.00 

0.01 

0.01 

0.14 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

0.000 

0.007 

0.033 

465.31 

Over Exploited 



0.13 

0.00 

8,678.12 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0013 

0.0018 

- 

0.003 

0.003 

0.003 

0.000 

0.003 

0.011 

339.61 

Over Exploited 



0.13 

0.08 

464.32 

0.10 

- 

0.10 

0.04 

0.54 

- 

0.0100 

0.0151 

0.0181 

- 

0.043 

0.043 

0.144 

0.007 

0.137 

0.121 

88.34 

Semi Critical 

Borkhandi 

0830000303801500 

0.13 

0.23 

10.34 

0.25 

0.01 

0.26 

0.05 

0.68 

- 

0.0400 

0.0686 

0.0969 

- 

0.206 

0.206 

0.466 

0.023 

0.442 

0.208 

47.05 

Safe 

Brajeshpura 

0830000303802100 

0.08 

0.00 

2,791.60 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0012 

0.0017 

- 

0.003 

0.003 

0.003 

0.000 

0.003 

0.018 

635.91 

Over Exploited 



0.13 

0.14 

97.64 

0.16 

0.02 

0.18 

0.05 

0.70 

- 

0.0500 

0.0404 

0.0571 

- 

0.148 

0.148 

0.332 

0.017 

0.316 

0.261 

82.83 

Semi Critical 

Chainpura 

0830000303803900 

0.13 

0.10 

176.50 

0.12 

0.00 

0.12 

0.05 

0.71 

- 

0.0100 

0.0188 

0.0265 

0.002 

0.058 

0.058 

0.175 

0.009 

0.166 

0.110 

65.95 

Safe 

Chand Baori 

0830000303813100 

0.13 

0.03 

1,657.89 

0.04 

- 

0.04 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.039 

0.002 

0.037 

0.011 

29.50 

Safe 

Chandresal 

0830000303801100 

0.08 

0.15 

382.91 

0.18 

0.11 

0.29 

0.03 

0.42 

- 

0.3400 

0.1186 

0.1676 

0.003 

0.629 

0.629 

0.923 

0.046 

0.877 

1.811 

206.46 

Over Exploited 



0.13 

0.11 

459.36 

0.13 

0.05 

0.18 

0.02 

0.28 

- 

0.1400 

0.0802 

0.1133 

- 

0.334 

0.334 

0.514 

0.026 

0.488 

0.735 

150.53 

Over Exploited 

Char 

0830000203794500 

0.09 

0.16 

(48.82) 

0.13 

0.00 

0.13 

0.04 

0.57 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.133 

0.007 

0.127 

0.011 

8.41 

Safe 



0.09 

0.02 

41.17 

0.03 

- 

0.03 

0.02 

0.21 

- 

- 

0.0203 

0.0287 

- 

0.049 

0.049 

0.076 

0.004 

0.072 

0.004 

5.52 

Safe 

Chareenda 

0830000303803200 

0.13 

0.27 

166.40 

0.32 

0.00 

0.33 

0.05 

0.69 

- 

0.0200 

0.0676 

0.0764 

0.002 

0.166 

0.166 

0.491 

0.025 

0.467 

0.135 

28.90 

Safe 

Charheri 

0830000203795600 

0.09 

0.04 

392.95 

0.04 

0.02 

0.06 

0.05 

0.69 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.134 

0.007 

0.127 

0.614 

482.37 

Over Exploited 



0.09 

0.00 

4,171.09 

0.00 

- 

0.00 

0.01 

0.09 

- 

0.0100 

0.0014 

0.0019 

- 

0.013 

0.013 

0.014 

0.001 

0.013 

0.072 

540.45 

Over Exploited 

Chhatrapura 

0830000303804100 

0.13 

0.17 

167.61 

0.21 

- 

0.21 

0.05 

0.69 

- 

0.0100 

0.0431 

0.0487 

- 

0.102 

0.102 

0.309 

0.015 

0.294 

0.035 

11.94 

Safe 

Chhipan Heri 

0830000303809400 

0.13 

0.06 

1,041.26 

0.07 

- 

0.07 

0.03 

0.42 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.077 

0.004 

0.073 

0.056 

76.10 

Semi Critical 



0.13 

0.00 

4,064.88 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

0.0017 

0.0021 

- 

0.004 

0.004 

0.009 

0.000 

0.008 

0.011 

139.83 

Over Exploited 

Chorda 

0830000303808800 

0.13 

0.27 

476.04 

0.32 

- 

0.32 

0.05 

0.71 

- 

- 

- 

- 

- 

- 

- 

0.323 

0.016 

0.307 

0.005 

1.52 

Safe 

Dagariya 

0830000203794600 

0.09 

0.03 

386.37 

0.04 

0.02 

0.06 

0.02 

0.32 

- 

0.0900 

0.0225 

0.0254 

0.004 

0.142 

0.142 

0.200 

0.010 

0.190 

0.472 

248.33 

Over Exploited 

Dahra 

0830000303802400 

0.08 

0.28 

70.71 

0.33 

0.04 

0.37 

0.06 

0.77 

- 

0.0800 

- 

- 

0.012 

0.092 

0.092 

0.464 

0.023 

0.441 

0.691 

156.72 

Over Exploited 



0.08 

0.00 

32,374.82 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0002 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Daslana 

0830000303802000 

0.13 

0.32 

70.56 

0.38 

0.03 

0.41 

0.05 

0.70 

- 

0.0900 

0.0949 

0.1340 

0.001 

0.320 

0.320 

0.733 

0.037 

0.697 

0.470 

67.40 

Safe 

Deolimachhiyan 

0830000303800300 

0.08 

0.03 

582.88 

0.04 

0.03 

0.07 

0.02 

0.26 

- 

0.0900 

0.0387 

0.0547 

- 

0.184 

0.184 

0.251 

0.013 

0.238 

0.470 

197.33 

Over Exploited 

Dhakarkheri 

0830000303803600 

0.13 

0.26 

194.92 

0.31 

0.01 

0.32 

0.05 

0.69 

- 

0.0300 

0.0782 

0.1105 

- 

0.219 

0.219 

0.539 

0.027 

0.512 

0.178 

34.70 

Safe 

Dhani 

0830000303809000 

0.13 

0.55 

519.17 

0.66 

0.01 

0.67 

0.04 

0.57 

- 

0.0100 

- 

- 

0.011 

0.021 

0.021 

0.686 

0.034 

0.652 

0.077 

11.79 

Safe 



0.13 

0.03 

2,498.11 

0.04 

- 

0.04 

0.01 

0.14 

- 

- 

0.0218 

0.0263 

- 

0.048 

0.048 

0.085 

0.004 

0.081 

0.014 

17.08 

Safe 

Dharmpura 

0830000303807400 

0.13 

1.04 

293.17 

1.25 

0.02 

1.28 

0.05 

0.70 

- 

0.0400 

- 

- 

0.020 

0.060 

0.060 

1.336 

0.067 

1.269 

0.256 

20.20 

Safe 

Dolya 

0830000303811200 

0.13 

0.01 

8,352.28 

0.01 

- 

0.01 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.013 

186.26 

Over Exploited 

Galana 

0830000303805400 

0.08 

0.05 

1,728.99 

0.07 

0.00 

0.07 

0.01 

0.20 

- 

- 

- 

- 

0.001 

0.002 

0.002 

0.068 

0.003 

0.065 

0.113 

174.49 

Over Exploited 



0.13 

0.07 

3,151.04 

0.09 

- 

0.09 

0.01 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.090 

0.004 

0.085 

0.059 

69.27 

Safe 



0.13 

0.04 

4,390.28 

0.05 

0.00 

0.05 

0.01 

0.13 

- 

- 

0.0141 

0.0170 

0.001 

0.032 

0.032 

0.079 

0.004 

0.075 

0.047 

61.92 

Safe 

Gandi Phali 

0830000303805700 

0.13 

0.01 

4,238.08 

0.01 

- 

0.01 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.022 

0.163 

736.60 

Over Exploited 



0.13 

0.19 

929.63 

0.23 

0.01 

0.25 

0.04 

0.59 

- 

0.0300 

0.0158 

0.0190 

0.005 

0.069 

0.069 

0.315 

0.016 

0.299 

0.674 

225.30 

Over Exploited 

Gangaycha 

0830000303799900 

0.08 

0.02 

667.70 

0.02 

0.01 

0.03 

0.02 

0.22 

- 

0.0500 

0.0210 

0.0238 

- 

0.095 

0.095 

0.125 

0.006 

0.119 

0.290 

243.16 

Over Exploited 

Godalyaheri 

0830000303802500 

0.08 

0.07 

630.67 

0.09 

0.02 

0.11 

0.02 

0.30 

- 

0.0500 

- 

- 

0.003 

0.053 

0.053 

0.161 

0.008 

0.153 

0.437 

285.87 

Over Exploited 



0.13 

0.28 

555.08 

0.33 

0.03 

0.36 

0.03 

0.47 

- 

0.0500 

- 

- 

0.014 

0.064 

0.064 

0.425 

0.021 

0.404 

0.428 

105.99 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Hanotya 

083000030381060C 

4.283 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.075 

4.51 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.76 

1.02 

0.05 

0.003 

0.33 

0.25 


Hanuwant Khera 

0830000303801700 

0.726 

Fresh 

Kota Barrage 

Command 

Bhander Sandstone 

0.726 

0.90 

0.080 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.13 

0.16 

0.001 

0.64 

0.39 


Hathi Khera 

0830000303801800 

1.906 

Fresh 

Kota Barrage 

Command 

Bhander Sandstone 

1.906 

1.23 

0.080 

0.06 

0.02 

0.00 

0.00 

0.00 

0.23 

0.36 

0.25 

0.003 

0.64 

0.40 


Hirapur 

0830000303810800 

8.228 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.772 

4.46 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.36 

0.01 

0.001 

0.06 

0.05 


Jakhora 

0830000303805000 

6.065 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.065 

4.92 

0.080 

0.41 

0.06 

0.00 

0.00 

0.00 

2.73 

3.65 

1.64 

0.009 

0.69 

0.52 


Jalkhera 

0830000303803800 

1.039 

Fresh 

Kota Barrage 

Command 

Bhander Sandstone 

1.039 

1.70 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.23 

0.08 

0.001 

0.65 

0.45 


Jampura 

0830000303804600 

2.263 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.114 

2.26 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.000 

0.03 

0.02 






Alnia 

Command 

Bhander Sandstone 

2.149 

2.26 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.41 

0.60 

0.08 

0.003 

0.62 

0.43 


Jhalipura 

0830000303802900 

5.745 

Fresh 

Kota Barrage 

Command 

Bhander Sandstone 

5.745 

1.31 

0.080 

0.04 

0.01 

0.00 

0.00 

0.00 

0.63 

0.91 

0.16 

0.008 

0.66 

0.46 


Kadi Hera 

0830000303805300 

7.907 

Fresh 

Non-command 

Non-command 

Limestone 

4.387 

6.34 

0.030 

0.29 

0.01 

0.00 

0.00 

0.00 

1.11 

1.47 

1.17 

0.006 

0.39 

0.30 







Non-command 

Bhander Sandstone 

2.597 

6.34 

0.080 

0.10 

0.01 

0.00 

0.00 

0.00 

1.41 

1.86 

0.41 

0.004 

0.23 

0.17 


Kaithoon (M) 

0830000343003000 

14.134 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.464 

2.16 

0.080 

0.62 

0.03 

0.00 

0.00 

0.00 

1.53 

2.10 

0.90 

1.211 

0.26 

0.19 






Kota Barrage 

Command 

Bhander Sandstone 

8.670 

2.16 

0.080 

0.99 

0.05 

0.00 

0.00 

0.00 

2.43 

3.34 

1.43 

1.921 

0.41 

0.30 


Kanwarpura 

0830000303803300 

4.562 

Fresh 

Kota Barrage 

Command 

Bhander Sandstone 

4.562 

1.58 

0.080 

0.03 

0.01 

0.00 

0.00 

0.00 

0.60 

0.98 

0.11 

0.007 

0.64 

0.39 


Kasampura 

0830000203794100 

2.279 

Fresh 

Kota Barrage 

Command 

Limestone 

0.036 

0.62 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Kasar 

0830000303808700 

22.591 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

18.653 

4.42 

0.080 

0.20 

0.05 

0.00 

0.00 

0.02 

6.73 

9.36 

0.78 

0.027 

0.55 

0.40 


Kethori 

0830000303802300 

4.992 

Fresh 

Non-command 

Non-command 

Limestone 

3.592 

1.43 

0.030 

0.10 

0.01 

0.00 

0.00 

0.00 

0.24 

0.32 

0.40 

0.005 

0.51 

0.39 






Kota Barrage 

Command 

Limestone 

1.400 

1.43 

0.030 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.12 

0.14 

0.002 

0.20 

0.15 


Kewal Nagar 

0830000303808000 

3.500 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.500 

3.27 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.92 

1.35 

0.00 

0.005 

0.65 

0.44 


Khanpuriya 

0830000303809500 

11.206 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

8.414 

4.57 

0.080 

0.00 

0.00 

0.00 

0.00 

0.01 

3.07 

4.31 

0.00 

0.012 

0.50 

0.36 


Khera 

0830000303803000 

5.705 

Fresh 

Kota Barrage 

Command 

Bhander Sandstone 

5.705 

1.60 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.76 

1.10 

0.10 

0.008 

0.65 

0.45 


Kherajagpura 

0830000303806400 

16.826 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

16.826 

1.79 

0.080 

0.02 

0.00 

0.00 

0.00 

0.01 

2.42 

3.83 

0.07 

0.024 

0.64 

0.40 


Kherli Pande 

0830000303801000 

1.292 

Fresh 

Kota Barrage 

Command 

Bhander Sandstone 

1.292 

0.99 

0.080 

0.17 

0.04 

0.00 

0.00 

0.00 

0.23 

0.34 

0.68 

0.002 

0.65 

0.45 


Kishanpura Kaithoon 

0830000303805100 

3.519 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.519 

4.51 

0.080 

0.22 

0.03 

0.00 

0.00 

0.00 

1.46 

1.93 

0.89 

0.005 

0.70 

0.53 


Kishanpura Takiya 

0830000303800200 

3.625 

Fresh 

Kota Barrage 

Command 

Limestone 

2.243 

1.44 

0.030 

0.19 

0.05 

0.00 

0.00 

0.00 

0.24 

0.34 

0.74 

0.003 

0.40 

0.28 


Kota (M Corp.) 

0830000343001000 

27.258 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.869 

0.62 

0.080 

0.44 

0.00 

0.00 

0.00 

0.00 

0.73 

1.21 

0.05 

1.300 

0.14 

0.08 






Kota Barrage 

Command 

Bhander Sandstone 

0.344 

0.62 

0.080 

0.03 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.00 

0.076 

0.01 

0.00 




60.329 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

33.284 

0.62 

0.080 

2.49 

0.02 

0.00 

0.00 

0.09 

4.04 

6.71 

0.25 

7.375 

0.35 

0.21 






Kota Barrage 

Command 

Bhander Sandstone 

27.044 

0.62 

0.080 

2.02 

0.01 

0.00 

0.00 

0.17 

3.19 

5.30 

0.21 

5.993 

0.29 

0.17 




109.423 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.000 

0.62 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Limestone 

4.789 

0.62 

0.030 

0.37 

0.00 

0.00 

0.00 

0.00 

0.46 

0.76 

0.07 

1.061 

0.03 

0.02 







Command 

Bhander Sandstone 

15.150 

0.62 

0.080 

1.13 

0.01 

0.00 

0.00 

0.00 

1.87 

3.11 

0.11 

3.357 

0.09 

0.05 


Koyla Talai 

0830000303807700 

2.618 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.618 

3.63 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.76 

1.12 

0.00 

0.004 

0.65 

0.44 


Kurari 

0830000203795900 

2.261 

Fresh 

Non-command 

Non-command 

Limestone 

2.261 

4.76 

0.020 

0.21 

0.01 

0.00 

0.00 

0.01 

0.40 

0.53 

0.83 

0.007 

0.72 

0.55 


Ladpura Kaithoon 

0830000303804900 

4.410 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.179 

2.98 

0.080 

0.06 

0.01 

0.00 

0.00 

0.00 

0.57 

0.79 

0.22 

0.003 

0.33 

0.24 






Kota Barrage 

Command 

Bhander Sandstone 

1.968 

2.98 

0.080 

0.05 

0.01 

0.00 

0.00 

0.00 

0.51 

0.71 

0.21 

0.003 

0.30 

0.21 






Alnia 

Command 

Bhander Sandstone 

0.264 

2.98 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.10 

0.03 

0.000 

0.04 

0.03 


Lakhawa 

0830000303806500 

11.414 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

11.414 

1.36 

0.080 

0.02 

0.00 

0.00 

0.00 

0.03 

1.23 

1.97 

0.05 

0.016 

0.64 

0.40 


Manasgaon 

0830000303800600 

9.595 

Fresh 

Kota Barrage 

Command 

Limestone 

5.746 

0.73 

0.030 

0.14 

0.03 

0.00 

0.00 

0.00 

0.23 

0.30 

0.54 

0.008 

0.43 

0.33 


Mandana 

0830000303810400 

47.888 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.341 

4.81 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.53 

0.71 

0.03 

0.002 

0.02 

0.01 


Mandaniya 

0830000303801900 

3.029 

Fresh 

Kota Barrage 

Command 

Limestone 

0.002 

1.10 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Bhander Sandstone 

3.027 

1.10 

0.080 

0.08 

0.02 

0.00 

0.00 

0.00 

0.32 

0.46 

0.32 

0.004 

0.66 

0.46 


Manpura 

0830000303801400 

2.370 

Fresh 

Kota Barrage 

Command 

Bhander Sandstone 

2.370 

-0.04 

0.080 

0.03 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.003 

0.63 

0.37 


Mawasa 

0830000303805900 

4.469 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.381 

3.01 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.36 

0.52 

0.11 

0.002 

0.20 

0.14 






Alnia 

Command 

Bhander Sandstone 

3.088 

3.01 

0.080 

0.06 

0.01 

0.00 

0.00 

0.00 

0.79 

1.14 

0.25 

0.004 

0.45 

0.32 


Moondla 

0830000203794300 

1.839 

Fresh 

Kota Barrage 

Command 

Limestone 

1.715 

0.75 

0.020 

0.20 

0.05 

0.00 

0.00 

0.00 

0.18 

0.23 

0.79 

0.005 

0.67 

0.52 


Morpa 

0830000303802600 

5.117 

Fresh 

Non-command 

Non-command 

Limestone 

1.435 

2.13 

0.030 

0.06 

0.01 

0.00 

0.00 

0.00 

0.14 

0.19 

0.25 

0.002 

0.20 

0.15 







Non-command 

Bhander Sandstone 

3.682 

2.13 

0.080 

0.10 

0.01 

0.00 

0.00 

0.01 

0.71 

0.93 

0.39 

0.005 

0.51 

0.39 


Motipura 

0830000303804200 

2.935 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.132 

1.70 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.000 

0.03 

0.02 






Kota Barrage 

Command 

Bhander Sandstone 

2.803 

1.70 

0.080 

0.03 

0.00 

0.00 

0.00 

0.01 

0.40 

0.62 

0.10 

0.004 

0.62 

0.40 


Mukundpura 

0830000303810500 

2.437 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.484 

4.74 

0.080 

0.02 

0.01 

0.00 

0.00 

0.00 

0.57 

0.77 

0.08 

0.002 

0.42 

0.31 


Nagpura 

0830000303804300 

2.085 

Fresh 

Kota Barrage 

Command 

Bhander Sandstone 

2.085 

1.82 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.33 

0.49 

0.10 

0.003 

0.65 

0.45 


Naya Nohra 

0830000303801600 

2.654 

Fresh 

Kota Barrage 

Command 

Bhander Sandstone 

2.654 

0.63 

0.080 

0.04 

0.01 

0.00 

0.00 

0.00 

0.16 

0.27 

0.16 

0.004 

0.64 

0.38 


Nayagaon Ahiran 

0830000203792000 

3.653 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.199 

0.66 

0.100 

0.02 

0.01 

0.00 

0.00 

0.00 

0.02 

0.03 

0.08 

0.001 

0.04 

0.03 







Command 

Limestone 

0.285 

0.66 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.07 

0.001 

0.06 

0.04 


Nechalpura 

0830000303807900 

2.436 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.436 

3.62 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.70 

1.03 

0.00 

0.003 

0.65 

0.44 


Nohati 

0830000203795800 

2.554 

Fresh 

Non-command 

Non-command 

Limestone 

2.554 

2.45 

0.020 

0.16 

0.01 

0.00 

0.00 

0.01 

0.27 

0.35 

0.61 

0.008 

0.72 

0.55 


Notana 

0830000303800400 

6.020 

Fresh 

Kota Barrage 

Command 

Limestone 

5.444 

1.17 

0.030 

0.52 

0.13 

0.00 

0.00 

0.00 

0.58 

0.79 

2.09 

0.008 

0.61 

0.45 







Command 

Bhander Sandstone 

0.116 

1.17 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.000 

0.01 

0.01 


Pachankui 

0830000303807500 

5.649 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.989 

3.89 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.25 

1.69 

0.04 

0.006 

0.46 

0.34 


Pachpahar 

0830000303808500 

20.616 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.448 

4.17 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

1.84 

2.54 

0.05 

0.008 

0.17 

0.13 


Padliya 

0830000203794400 

8.188 

Fresh 

Non-command 

Non-command 

Limestone 

1.175 

0.94 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.11 

0.004 

0.10 

0.08 






Kota Barrage 

Command 

Limestone 

7.013 

0.94 

0.020 

0.18 

0.03 

0.00 

0.00 

0.00 

0.28 

0.37 

0.68 

0.022 

0.62 

0.47 


Peepal Heri 

0830000303809300 

2.162 

Fresh 

Alnia 

Command 

Bhander Sandstone 

0.032 

5.42 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.000 

0.01 

0.01 


Pipalda Shekhan 

0830000303800800 

1.828 

Fresh 

Kota Barrage 

Command 

Limestone 

1.067 

1.06 

0.030 

0.10 

0.03 

0.00 

0.00 

0.00 

0.10 

0.14 

0.41 

0.002 

0.40 

0.29 







Command 

Bhander Sandstone 

0.761 

1.06 

0.080 

0.05 

0.01 

0.00 

0.00 

0.00 

0.10 

0.14 

0.18 

0.001 

0.28 

0.21 


Polai Kalan 

0830000203795700 

8.287 

Fresh 

Non-command 

Non-command 

Limestone 

7.180 

0.86 

0.020 

0.24 

0.01 

0.00 

0.00 

0.03 

0.33 

0.43 

0.94 

0.023 

0.63 

0.48 


Polai Khurd 

0830000203795500 

5.019 

Fresh 

Non-command 

Non-command 

Limestone 

2.322 

0.24 

0.020 

0.09 

0.01 

0.00 

0.00 

0.02 

0.07 

0.09 

0.36 

0.007 

0.33 

0.26 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Hanotya 

0830000303810600 

0.13 

0.09 

1,091.70 

0.10 

- 

0.10 

0.03 

0.35 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.112 

0.006 

0.107 

0.052 

48.66 

Safe 

Hanuwant Khera 

0830000303801700 

0.13 

0.06 

133.01 

0.07 

0.01 

0.08 

0.05 

0.69 

- 

0.0300 

0.0175 

0.0247 

- 

0.072 

0.072 

0.152 

0.008 

0.144 

0.158 

109.72 

Over Exploited 

Hathi Khera 

0830000303801800 

0.13 

0.15 

137.63 

0.18 

0.02 

0.20 

0.05 

0.69 

- 

0.0500 

0.0460 

0.0650 

0.000 

0.161 

0.161 

0.364 

0.018 

0.346 

0.251 

72.42 

Semi Critical 

Hirapur 

0830000303810800 

0.13 

0.01 

5,780.05 

0.01 

- 

0.01 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.012 

171.85 

Over Exploited 

Jakhora 

0830000303805000 

0.13 

0.52 

598.77 

0.63 

0.06 

0.69 

0.05 

0.74 

- 

0.1800 

- 

- 

0.005 

0.185 

0.185 

0.875 

0.044 

0.832 

1.644 

197.65 

Over Exploited 

Jalkhera 

0830000303803800 

0.13 

0.08 

176.07 

0.10 

- 

0.10 

0.05 

0.70 

- 

0.0100 

0.0167 

0.0236 

- 

0.050 

0.050 

0.152 

0.008 

0.145 

0.077 

53.60 

Safe 

Jampura 

0830000303804600 

0.13 

0.00 

6,322.92 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.13 

0.17 

258.57 

0.20 

- 

0.20 

0.05 

0.67 

- 

0.0100 

0.0240 

0.0289 

- 

0.063 

0.063 

0.263 

0.013 

0.250 

0.079 

31.63 

Safe 

Jhalipura 

0830000303802900 

0.13 

0.47 

92.70 

0.57 

0.01 

0.58 

0.05 

0.71 

- 

0.0300 

0.1155 

0.1305 

0.000 

0.276 

0.276 

0.852 

0.043 

0.809 

0.170 

21.03 

Safe 

Kadi Hera 

0830000303805300 

0.08 

0.14 

970.69 

0.16 

0.01 

0.18 

0.03 

0.42 

- 

0.0400 

- 

- 

0.006 

0.046 

0.046 

0.225 

0.011 

0.213 

1.172 

549.55 

Over Exploited 



0.13 

0.08 

2,377.94 

0.09 

0.01 

0.10 

0.02 

0.25 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.120 

0.006 

0.114 

0.415 

363.22 

Over Exploited 

Kaithoon (M) 

0830000343003000 

0.13 

0.18 

1,080.77 

0.21 

0.03 

0.24 

0.02 

0.28 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.344 

0.017 

0.326 

2.107 

645.39 

Over Exploited 



0.13 

0.45 

644.14 

0.54 

0.05 

0.59 

0.03 

0.44 

- 

0.1600 

0.1394 

0.1970 

0.006 

0.502 

0.502 

1.094 

0.055 

1.039 

3.347 

322.10 

Over Exploited 

Kanwarpura 

0830000303803300 

0.13 

0.36 

168.21 

0.44 

0.01 

0.45 

0.05 

0.69 

- 

0.0200 

0.1100 

0.1555 

0.000 

0.286 

0.286 

0.732 

0.037 

0.695 

0.115 

16.47 

Safe 

Kasampura 

0830000203794100 

0.09 

0.00 

1,753.04 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0010 

0.0012 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.000 

5.14 

Safe 

Kasar 

0830000303808700 

0.13 

1.29 

625.71 

1.55 

0.07 

1.61 

0.04 

0.60 

- 

0.1500 

- 

- 

0.025 

0.175 

0.175 

1.788 

0.089 

1.699 

0.807 

47.49 

Safe 

Kethori 

0830000303802300 

0.08 

0.15 

114.40 

0.18 

0.01 

0.19 

0.04 

0.55 

- 

0.0400 

- 

- 

0.004 

0.044 

0.044 

0.233 

0.012 

0.222 

0.401 

180.98 

Over Exploited 



0.08 

0.02 

425.63 

0.03 

0.01 

0.04 

0.02 

0.22 

- 

0.0200 

0.0225 

0.0318 

- 

0.074 

0.074 

0.111 

0.006 

0.106 

0.146 

138.17 

Over Exploited 

Kewal Nagar 

0830000303808000 

0.13 

0.28 

376.27 

0.34 

- 

0.34 

0.05 

0.70 

- 

- 

- 

- 

- 

- 

- 

0.340 

0.017 

0.323 

0.005 

1.55 

Safe 

Khanpuriya 

0830000303809500 

0.13 

0.53 

710.84 

0.64 

0.01 

0.64 

0.04 

0.54 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.651 

0.033 

0.619 

0.012 

1.95 

Safe 

Khera 

0830000303803000 

0.13 

0.47 

136.17 

0.56 

0.00 

0.56 

0.05 

0.70 

- 

0.0100 

0.1147 

0.1296 

0.001 

0.255 

0.255 

0.816 

0.041 

0.775 

0.105 

13.57 

Safe 

Kherajagpura 

0830000303806400 

0.13 

1.35 

184.60 

1.62 

0.01 

1.63 

0.05 

0.69 

- 

0.0100 

- 

- 

0.016 

0.026 

0.026 

1.653 

0.083 

1.570 

0.090 

5.74 

Safe 

Kherli Pande 

0830000303801000 

0.13 

0.11 

217.31 

0.13 

0.04 

0.17 

0.05 

0.70 

- 

0.1300 

0.0312 

0.0440 

- 

0.205 

0.205 

0.372 

0.019 

0.353 

0.677 

191.52 

Over Exploited 

Kishanpura Kaithoon 

0830000303805100 

0.13 

0.31 

527.10 

0.37 

0.03 

0.40 

0.05 

0.75 

- 

0.1000 

- 

- 

0.003 

0.103 

0.103 

0.504 

0.025 

0.479 

0.894 

186.61 

Over Exploited 

Kishanpura Takiya 

0830000303800200 

0.08 

0.07 

377.59 

0.09 

0.05 

0.14 

0.03 

0.43 

- 

0.1400 

0.0541 

0.0764 

0.001 

0.272 

0.272 

0.409 

0.020 

0.389 

0.741 

190.72 

Over Exploited 

Kota (M Corp.) 

0830000343001000 

0.13 

0.10 

1,101.71 

0.12 

0.00 

0.12 

0.01 

0.15 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.140 

0.007 

0.133 

1.351 

1,017.51 

Over Exploited 



0.13 

0.00 

8,915.13 

0.00 

0.03 

0.03 

0.00 

0.01 

- 

- 

0.0083 

0.0117 

0.042 

0.063 

0.063 

0.091 

0.005 

0.087 

0.076 

87.96 

Semi Critical 



0.13 

1.46 

358.29 

1.76 

0.11 

1.87 

0.03 

0.38 

- 

0.0500 

- 

- 

0.134 

0.184 

0.184 

2.049 

0.102 

1.946 

7.625 

391.82 

Over Exploited 



0.13 

0.97 

448.15 

1.16 

0.18 

1.34 

0.02 

0.31 

- 

0.0400 

0.6524 

0.9218 

0.252 

1.866 

1.866 

3.203 

0.160 

3.043 

6.202 

203.82 

Over Exploited 



0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.01 

7,038.25 

0.01 

- 

0.01 

0.00 

0.03 

- 

0.0100 

0.1155 

0.1633 

- 

0.289 

0.289 

0.302 

0.015 

0.287 

1.129 

394.10 

Over Exploited 



0.13 

0.17 

1,762.35 

0.20 

0.01 

0.21 

0.01 

0.09 

- 

0.0200 

0.3654 

0.5164 

- 

0.902 

0.902 

1.112 

0.056 

1.057 

3.471 

328.45 

Over Exploited 

Koyla Talai 

0830000303807700 

0.13 

0.21 

430.07 

0.25 

- 

0.25 

0.05 

0.70 

- 

- 

- 

- 

- 

- 

- 

0.254 

0.013 

0.241 

0.004 

1.56 

Safe 

Kurari 

0830000203795900 

0.09 

0.15 

260.71 

0.18 

0.02 

0.20 

0.06 

0.77 

- 

0.0300 

- 

- 

0.018 

0.049 

0.049 

0.246 

0.012 

0.234 

0.835 

356.87 

Over Exploited 

Ladpura Kaithoon 

0830000303804900 

0.13 

0.09 

779.40 

0.11 

0.01 

0.12 

0.03 

0.36 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.148 

0.007 

0.141 

0.227 

161.19 

Over Exploited 



0.13 

0.07 

863.07 

0.09 

0.01 

0.10 

0.02 

0.32 

- 

0.0200 

0.0316 

0.0447 

0.001 

0.097 

0.097 

0.196 

0.010 

0.186 

0.209 

112.23 

Over Exploited 



0.13 

0.00 

7,586.53 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

0.0029 

0.0035 

0.000 

0.007 

0.007 

0.008 

0.000 

0.008 

0.030 

394.41 

Over Exploited 

Lakhawa 

0830000303806500 

0.13 

0.91 

116.55 

1.09 

0.03 

1.12 

0.05 

0.69 

- 

0.0100 

- 

- 

0.038 

0.048 

0.048 

1.167 

0.058 

1.109 

0.065 

5.90 

Safe 

Manasgaon 

0830000303800600 

0.08 

0.20 

53.90 

0.24 

0.03 

0.27 

0.03 

0.46 

- 

0.1000 

0.1386 

0.1959 

0.005 

0.440 

0.440 

0.711 

0.036 

0.675 

0.544 

80.62 

Semi Critical 

Mandana 

0830000303810400 

0.13 

0.00 

21,694.94 

0.00 

- 

0.00 

0.00 

0.02 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.032 

241.39 

Over Exploited 

Mandaniya 

0830000303801900 

0.08 

0.00 

132,759.85 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.13 

0.25 

85.43 

0.30 

0.02 

0.32 

0.05 

0.71 

- 

0.0600 

0.0730 

0.1032 

0.002 

0.238 

0.238 

0.559 

0.028 

0.531 

0.320 

60.30 

Safe 

Manpura 

0830000303801400 

0.13 

0.19 

- 

0.19 

0.01 

0.20 

0.05 

0.68 

- 

0.0200 

0.0667 

0.0808 

- 

0.168 

0.168 

0.365 

0.037 

0.329 

0.133 

40.56 

Safe 

Mawasa 

0830000303805900 

0.13 

0.04 

1,381.35 

0.04 

0.00 

0.04 

0.02 

0.22 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.057 

0.003 

0.054 

0.110 

204.37 

Over Exploited 



0.13 

0.18 

550.50 

0.21 

0.01 

0.22 

0.03 

0.49 

- 

0.0300 

0.0345 

0.0416 

0.002 

0.109 

0.109 

0.331 

0.017 

0.314 

0.252 

80.34 

Semi Critical 

Moondla 

0830000203794300 

0.09 

0.10 

120.05 

0.13 

0.05 

0.18 

0.05 

0.73 

- 

0.1500 

0.0414 

0.0585 

- 

0.250 

0.250 

0.425 

0.021 

0.404 

0.797 

197.53 

Over Exploited 

Morpa 

0830000303802600 

0.08 

0.02 

716.10 

0.03 

0.01 

0.04 

0.02 

0.21 

- 

0.0300 

- 

- 

0.000 

0.031 

0.031 

0.068 

0.003 

0.065 

0.254 

392.46 

Over Exploited 



0.13 

0.23 

298.84 

0.28 

0.02 

0.30 

0.04 

0.55 

- 

0.0400 

- 

- 

0.010 

0.050 

0.050 

0.348 

0.017 

0.331 

0.394 

119.22 

Over Exploited 

Motipura 

0830000303804200 

0.13 

0.00 

4,810.45 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.007 

0.000 

0.007 

0.000 

2.75 

Safe 



0.13 

0.22 

185.76 

0.26 

0.01 

0.27 

0.05 

0.66 

- 

0.0200 

0.0563 

0.0637 

0.015 

0.155 

0.155 

0.424 

0.021 

0.403 

0.101 

25.08 

Safe 

Mukundpura 

0830000303810500 

0.13 

0.08 

898.70 

0.09 

0.01 

0.10 

0.03 

0.45 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.123 

0.006 

0.117 

0.086 

73.79 

Semi Critical 

Nagpura 

0830000303804300 

0.13 

0.17 

187.40 

0.20 

- 

0.20 

0.05 

0.70 

- 

0.0100 

0.0335 

0.0474 

- 

0.091 

0.091 

0.295 

0.015 

0.280 

0.100 

35.67 

Safe 

Naya Nohra 

0830000303801600 

0.13 

0.21 

30.10 

0.25 

0.01 

0.26 

0.05 

0.68 

- 

0.0300 

0.0640 

0.0905 

- 

0.185 

0.185 

0.448 

0.022 

0.425 

0.166 

38.99 

Safe 

Nayagaon Ahiran 

0830000203792000 

0.12 

0.00 

3,115.45 

0.00 

0.01 

0.01 

0.00 

0.04 

- 

0.0200 

0.0048 

0.0068 

0.000 

0.032 

0.032 

0.043 

0.002 

0.041 

0.085 

207.65 

Over Exploited 



0.09 

0.00 

2,049.04 

0.00 

0.00 

0.00 

0.00 

0.06 

- 

0.0100 

0.0069 

0.0097 

0.000 

0.027 

0.027 

0.029 

0.001 

0.027 

0.073 

269.21 

Over Exploited 

Nechalpura 

0830000303807900 

0.13 

0.20 

422.19 

0.24 

0.00 

0.24 

0.05 

0.70 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.242 

0.012 

0.230 

0.003 

1.52 

Safe 

Nohati 

0830000203795800 

0.09 

0.17 

109.73 

0.20 

0.02 

0.22 

0.06 

0.78 

- 

0.0200 

- 

- 

0.014 

0.034 

0.034 

0.252 

0.013 

0.239 

0.620 

259.16 

Over Exploited 

Notana 

0830000303800400 

0.08 

0.27 

195.15 

0.32 

0.13 

0.45 

0.05 

0.66 

- 

0.3900 

0.1313 

0.1856 

- 

0.707 

0.707 

1.157 

0.058 

1.099 

2.096 

190.68 

Over Exploited 



0.13 

0.00 

14,789.15 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0028 

0.0040 

- 

0.007 

0.007 

0.007 

0.000 

0.007 

0.022 

332.00 

Over Exploited 

Pachankui 

0830000303807500 

0.13 

0.23 

632.26 

0.28 

- 

0.28 

0.04 

0.50 

- 

- 

- 

- 

- 

- 

- 

0.278 

0.014 

0.264 

0.049 

18.48 

Safe 

Pachpahar 

0830000303808500 

0.13 

0.12 

2,040.89 

0.14 

- 

0.14 

0.01 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.153 

0.008 

0.145 

0.059 

40.59 

Safe 

Padliya 

0830000203794400 

0.09 

0.01 

521.69 

0.01 

- 

0.01 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.022 

0.112 

508.03 

Over Exploited 



0.09 

0.39 

(6.37) 

0.37 

0.03 

0.40 

0.05 

0.67 

- 

0.0800 

0.1410 

0.1594 

0.003 

0.383 

0.383 

0.780 

0.039 

0.741 

0.706 

95.26 

Critical 

Peepal Heri 

0830000303809300 

0.13 

0.00 

47,477.64 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0002 

0.0002 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pipalda Shekhan 

0830000303800800 

0.08 

0.03 

316.15 

0.04 

0.03 

0.07 

0.03 

0.43 

- 

0.0800 

0.0257 

0.0364 

- 

0.142 

0.142 

0.213 

0.011 

0.202 

0.416 

205.75 

Over Exploited 



0.13 

0.03 

425.89 

0.03 

0.01 

0.04 

0.02 

0.30 

- 

0.0300 

0.0184 

0.0260 

- 

0.074 

0.074 

0.117 

0.006 

0.111 

0.185 

167.21 

Over Exploited 

Polai Kalan 

0830000203795700 

0.09 

0.40 

5.24 

0.43 

0.04 

0.46 

0.05 

0.67 

- 

0.0400 

- 

- 

0.041 

0.081 

0.081 

0.544 

0.027 

0.517 

0.959 

185.47 

Over Exploited 

Polai Khurd 

0830000203795500 

0.09 

0.07 

30.96 

0.08 

0.03 

0.11 

0.03 

0.36 

- 

0.0400 

- 

- 

0.031 

0.071 

0.071 

0.186 

0.009 

0.177 

0.367 

207.88 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 






Kota Barrage 

Command 

Limestone 

0.200 

0.24 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.001 

0.03 

0.02 


Prahladpura 

0830000303804500 

2.710 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.601 

1.84 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.27 

0.40 

0.12 

0.002 

0.38 

0.25 






Kota Barrage 

Command 

Bhander Sandstone 

0.386 

1.84 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.10 

0.03 

0.001 

0.09 

0.06 






Alnia 

Command 

Bhander Sandstone 

0.723 

1.84 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.18 

0.05 

0.001 

0.17 

0.11 


Rajnagar 

0830000303803400 

2.299 

Fresh 

Kota Barrage 

Command 

Bhander Sandstone 

2.299 

1.31 

0.080 

0.05 

0.01 

0.00 

0.00 

0.00 

0.28 

0.47 

0.18 

0.003 

0.64 

0.38 


Rajpura 

0830000303805200 

12.391 

Fresh 

Non-command 

Non-command 

Limestone 

11.099 

5.44 

0.030 

0.19 

0.01 

0.00 

0.00 

0.05 

1.94 

2.55 

0.72 

0.016 

0.64 

0.49 







Non-command 

Bhander Sandstone 

0.790 

5.44 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.35 

0.46 

0.03 

0.001 

0.05 

0.03 


Ram Kherli 

0830000303800900 

1.498 

Fresh 

Kota Barrage 

Command 

Limestone 

0.032 

1.06 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.01 

0.01 







Command 

Bhander Sandstone 

1.465 

1.06 

0.080 

0.16 

0.04 

0.00 

0.00 

0.00 

0.24 

0.33 

0.64 

0.002 

0.65 

0.47 


Ramnagar 

0830000303804400 

1.794 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.176 

1.97 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.01 

0.000 

0.06 

0.04 






Kota Barrage 

Command 

Bhander Sandstone 

1.044 

1.97 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.26 

0.05 

0.001 

0.38 

0.26 






Alnia 

Command 

Bhander Sandstone 

0.574 

1.97 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.15 

0.03 

0.001 

0.21 

0.14 


Ramrajpura 

0830000303800700 

9.435 

Fresh 

Kota Barrage 

Command 

Limestone 

9.309 

1.03 

0.030 

0.09 

0.02 

0.00 

0.00 

0.01 

0.35 

0.46 

0.32 

0.013 

0.69 

0.53 







Command 

Bhander Sandstone 

0.025 

1.03 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rangbari 

0830000303806600 

6.930 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.377 

0.22 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.16 

0.00 

0.008 

0.49 

0.29 


Ranipura 

0830000303805800 

2.963 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.131 

4.98 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.01 

0.000 

0.03 

0.02 






Alnia 

Command 

Bhander Sandstone 

2.832 

4.98 

0.080 

0.06 

0.01 

0.00 

0.00 

0.00 

1.18 

1.63 

0.24 

0.004 

0.64 

0.47 


Ranpur 

0830000303807600 

36.352 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

28.518 

3.27 

0.080 

0.06 

0.01 

0.00 

0.00 

0.08 

7.42 

10.73 

0.18 

0.041 

0.51 

0.35 


Rasoolpur 

0830000303802800 

8.578 

Fresh 

Non-command 

Non-command 

Limestone 

0.218 

1.62 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.01 







Non-command 

Bhander Sandstone 

1.481 

1.62 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.27 

0.02 

0.002 

0.12 

0.09 






Kota Barrage 

Command 

Limestone 

0.006 

1.62 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Bhander Sandstone 

6.874 

1.62 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.92 

1.25 

0.11 

0.010 

0.54 

0.40 


Rath Kankra 

0830000303807100 

13.637 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.156 

0.99 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.000 

0.01 

0.01 


Renkyakheri 

0830000303808600 

7.780 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.084 

4.24 

0.080 

0.17 

0.02 

0.00 

0.00 

0.00 

1.20 

1.64 

0.66 

0.004 

0.26 

0.19 


Rooparel 

0830000303806000 

22.503 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

22.369 

2.36 

0.080 

0.07 

0.01 

0.00 

0.00 

0.02 

4.26 

6.41 

0.23 

0.032 

0.64 

0.43 






Alnia 

Command 

Bhander Sandstone 

0.135 

2.36 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.00 

0.000 

0.00 

0.00 


Rooppura 

0830000303807800 

2.532 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.532 

3.44 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.71 

1.05 

0.04 

0.004 

0.65 

0.44 


Roteda 

0830000303801200 

3.767 

Fresh 

Kota Barrage 

Command 

Limestone 

1.756 

0.62 

0.030 

0.02 

0.01 

0.00 

0.00 

0.00 

0.04 

0.07 

0.09 

0.003 

0.30 

0.19 







Command 

Bhander Sandstone 

2.011 

0.62 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.19 

0.06 

0.003 

0.34 

0.21 


Shankarpura 

0830000303809600 

5.900 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.840 

4.94 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.46 

0.01 

0.001 

0.10 

0.07 


Shyampura 

0830000303808200 

8.940 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.480 

4.10 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.15 

1.64 

0.05 

0.005 

0.25 

0.18 


Sogariya 

0830000343002000 

2.837 

Fresh 

Kota Barrage 

Command 

Limestone 

2.252 

-0.04 

0.030 

0.10 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.003 

0.51 

0.30 







Command 

Bhander Sandstone 

0.562 

-0.04 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.001 

0.13 

0.08 


Soonagar 

0823000402749200 

10.474 

Fresh 

Kota Barrage 

Command 

Limestone 

0.071 

0.68 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sukhpura 

0830000303803500 

0.898 

Fresh 

Kota Barrage 

Command 

Bhander Sandstone 

0.898 

1.63 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.21 

0.04 

0.001 

0.64 

0.38 


Tather 

0830000303802200 

6.669 

Fresh 

Non-command 

Non-command 

Limestone 

0.442 

1.23 

0.030 

0.06 

0.01 

0.00 

0.00 

0.00 

0.07 

0.09 

0.23 

0.001 

0.05 

0.04 






Kota Barrage 

Command 

Limestone 

5.476 

1.23 

0.030 

0.70 

0.10 

0.00 

0.00 

0.00 

0.80 

1.05 

2.79 

0.008 

0.58 

0.44 







Command 

Bhander Sandstone 

0.751 

1.23 

0.080 

0.06 

0.01 

0.00 

0.00 

0.00 

0.12 

0.16 

0.23 

0.001 

0.08 

0.06 


Toomra 

0830000503833600 

3.753 

Fresh 

Non-command 

Non-command 

Limestone 

0.616 

6.49 

0.050 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.28 

0.04 

0.002 

0.12 

0.09 


Ummedpura 

0830000303806300 

2.036 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.036 

2.21 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.55 

0.00 

0.003 

0.64 

0.42 


Vijaipura 

0830000303806100 

1.797 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.797 

2.66 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.58 

0.00 

0.003 

0.65 

0.43 

08002004 

Akhawa 

0830000303811300 

47.337 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.076 

1.57 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Bakshpura 

0830000303815600 

7.047 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.037 

4.90 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.81 

1.02 

0.03 

0.003 

0.21 

0.16 


Baori Khera 

0830000303808300 

6.466 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.003 

4.11 

0.080 

0.07 

0.01 

0.00 

0.00 

0.00 

2.03 

2.88 

0.28 

0.009 

0.60 

0.43 


Chand Baori 

0830000303813100 

10.999 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.558 

2.79 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.25 

1.57 

0.05 

0.008 

0.35 

0.28 


Daulatpura 

0830000303815500 

2.171 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.148 

4.78 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.83 

1.04 

0.03 

0.003 

0.70 

0.56 


Dohnya 

0830000303814000 

3.919 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.126 

4.76 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.00 

0.000 

0.02 

0.02 


Dolya 

0830000303811200 

21.974 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

20.578 

3.93 

0.080 

0.08 

0.01 

0.00 

0.00 

0.03 

6.51 

8.41 

0.26 

0.030 

0.63 

0.49 


Hanotya 

0830000303810600 

4.283 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.208 

4.51 

0.080 

0.02 

0.00 

0.00 

0.00 

0.03 

0.79 

1.06 

0.06 

0.003 

0.35 

0.26 


Haripura 

0830000303813000 

8.340 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.036 

2.36 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Hirapur 

0830000303810800 

8.228 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

7.456 

4.46 

0.080 

0.02 

0.01 

0.00 

0.00 

0.00 

2.67 

3.53 

0.08 

0.011 

0.62 

0.47 


Indrapura 

0830000303814100 

1.860 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.442 

4.69 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.20 

0.00 

0.001 

0.17 

0.14 


Jaspura 

0830000303814200 

4.432 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.270 

4.29 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

1.48 

1.84 

0.07 

0.006 

0.67 

0.54 


Jodhpura 

0830000303810900 

2.187 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.187 

4.78 

0.080 

0.04 

0.01 

0.00 

0.00 

0.00 

0.87 

1.11 

0.15 

0.003 

0.70 

0.54 


Keshopura 

0830000303814700 

5.977 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.498 

4.23 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.53 

1.88 

0.03 

0.006 

0.53 

0.43 


Kishanpura 

0830000303813300 

8.380 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.337 

3.89 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.05 

1.31 

0.03 

0.005 

0.28 

0.22 


Kolana @ Laxmipura 

0830000303808400 

13.803 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

13.803 

4.22 

0.080 

0.03 

0.00 

0.00 

0.00 

0.01 

4.68 

6.33 

0.10 

0.020 

0.66 

0.49 


Mandalya 

0830000303811000 

9.395 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

9.395 

4.52 

0.080 

0.05 

0.01 

0.00 

0.00 

0.01 

3.43 

4.43 

0.19 

0.013 

0.69 

0.54 


Mandana 

0830000303810400 

47.888 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.333 

4.81 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.17 

0.01 

0.000 

0.00 

0.00 


Mandirgarh 

0830000303814900 

16.691 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.312 

4.37 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.87 

2.29 

0.02 

0.008 

0.23 

0.18 


Manpura 

0830000303815400 

3.127 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.594 

4.73 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.60 

0.75 

0.00 

0.002 

0.36 

0.29 


Narayanpura 

0830000303814300 

5.299 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.677 

4.48 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.60 

0.73 

0.00 

0.002 

0.22 

0.19 


Pachankui 

0830000303807500 

5.649 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.660 

3.89 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.53 

0.71 

0.02 

0.002 

0.19 

0.14 


Pachpahar 

0830000303808500 

20.616 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

15.168 

4.17 

0.080 

0.05 

0.01 

0.00 

0.00 

0.36 

4.74 

6.56 

0.16 

0.022 

0.49 

0.35 


Ranpur 

0830000303807600 

36.352 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

7.834 

3.27 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

2.07 

2.99 

0.05 

0.011 

0.14 

0.10 


Rel 

0830000303811100 

39.549 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

39.549 

4.23 

0.080 

0.02 

0.00 

0.00 

0.00 

0.02 

13.38 

17.30 

0.00 

0.057 

0.68 

0.53 


Renkyakheri 

0830000303808600 

7.780 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.696 

4.24 

0.080 

0.26 

0.04 

0.00 

0.00 

0.31 

1.50 

2.05 

1.01 

0.007 

0.40 

0.29 


Rojhala 

0830000303814800 

2.291 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.291 

4.26 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.79 

0.99 

0.02 

0.003 

0.69 

0.55 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.09 

0.00 

2,637.15 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0024 

0.0045 

- 

0.007 

0.007 

0.008 

0.000 

0.007 

0.037 

505.84 

Over Exploited 

Prahladpura 

0830000303804500 

0.13 

0.08 

420.24 

0.09 

0.00 

0.09 

0.03 

0.41 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.105 

0.005 

0.100 

0.121 

121.47 

Over Exploited 



0.13 

0.00 

2,164.59 

0.01 

- 

0.01 

0.01 

0.10 

- 

- 

0.0078 

0.0088 

- 

0.017 

0.017 

0.022 

0.001 

0.021 

0.033 

156.89 

Over Exploited 



0.13 

0.02 

1,021.64 

0.02 

0.00 

0.02 

0.01 

0.19 

- 

0.0100 

0.0101 

0.0097 

0.000 

0.030 

0.030 

0.049 

0.002 

0.047 

0.055 

117.87 

Over Exploited 

Rajnagar 

0830000303803400 

0.13 

0.18 

157.56 

0.22 

0.01 

0.23 

0.05 

0.68 

- 

0.0300 

0.0555 

0.0784 

0.002 

0.166 

0.166 

0.397 

0.020 

0.377 

0.180 

47.79 

Safe 

Rajpura 

0830000303805200 

0.08 

0.57 

349.47 

0.68 

0.06 

0.74 

0.05 

0.69 

- 

0.0300 

- 

- 

0.073 

0.103 

0.103 

0.843 

0.042 

0.801 

0.736 

91.88 

Critical 



0.13 

0.00 

10,241.68 

0.01 

0.00 

0.01 

0.00 

0.05 

- 

- 

- 

- 

0.000 

- 

- 

0.005 

0.000 

0.005 

0.033 

646.13 

Over Exploited 

Ram Kherli 

0830000303800900 

0.08 

0.00 

3,646.05 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0008 

0.0011 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.018 

976.75 

Over Exploited 



0.13 

0.12 

179.96 

0.14 

0.04 

0.19 

0.05 

0.70 

- 

0.1200 

0.0353 

0.0500 

0.006 

0.212 

0.212 

0.399 

0.020 

0.379 

0.639 

168.77 

Over Exploited 

Ramnagar 

0830000303804400 

0.13 

0.00 

2,766.47 

0.00 

0.00 

0.00 

0.00 

0.07 

- 

- 

- 

- 

0.000 

- 

- 

0.002 

0.000 

0.002 

0.011 

692.25 

Over Exploited 



0.13 

0.05 

413.75 

0.06 

- 

0.06 

0.03 

0.41 

- 

0.0100 

0.0168 

0.0237 

- 

0.051 

0.051 

0.110 

0.006 

0.105 

0.055 

53.07 

Safe 



0.13 

0.01 

879.59 

0.02 

- 

0.02 

0.02 

0.22 

- 

- 

0.0064 

0.0077 

- 

0.014 

0.014 

0.032 

0.002 

0.030 

0.033 

107.73 

Over Exploited 

Ram rajpura 

0830000303800700 

0.08 

0.52 

(11.33) 

0.46 

0.03 

0.49 

0.05 

0.75 

- 

0.0600 

0.2246 

0.3173 

0.012 

0.614 

0.614 

1.101 

0.055 

1.045 

0.337 

32.27 

Safe 



0.13 

0.00 

46,918.72 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0006 

0.0009 

- 

0.002 

0.002 

0.002 

0.000 

0.001 

0.000 

2.54 

Safe 

Rangbari 

0830000303806600 

0.13 

0.33 

(53.20) 

0.27 

0.00 

0.27 

0.04 

0.53 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.273 

0.014 

0.260 

0.008 

2.97 

Safe 

Ranipura 

0830000303805800 

0.13 

0.00 

14,531.80 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.011 

917.06 

Over Exploited 



0.13 

0.23 

613.46 

0.27 

0.01 

0.28 

0.05 

0.69 

- 

0.0300 

0.0237 

0.0381 

0.000 

0.092 

0.092 

0.375 

0.019 

0.357 

0.242 

67.87 

Safe 

Ranpur 

0830000303807600 

0.13 

1.81 

492.01 

2.17 

0.09 

2.27 

0.04 

0.55 

- 

0.0300 

- 

- 

0.122 

0.152 

0.152 

2.417 

0.121 

2.296 

0.217 

9.45 

Safe 

Rasoolpur 

0830000303802800 

0.08 

0.00 

4,744.45 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.13 

0.02 

1,172.56 

0.03 

- 

0.03 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.026 

0.001 

0.025 

0.024 

97.97 

Critical 



0.08 

0.00 

189,971.71 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.13 

0.47 

168.22 

0.56 

0.00 

0.56 

0.04 

0.58 

- 

0.0100 

0.1105 

0.1562 

0.006 

0.282 

0.282 

0.845 

0.042 

0.803 

0.118 

14.69 

Safe 

Rath Kankra 

0830000303807100 

0.13 

0.00 

10,833.64 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Renkyakheri 

0830000303808600 

0.13 

0.10 

1,506.44 

0.12 

0.02 

0.14 

0.02 

0.29 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

0.262 

0.013 

0.249 

0.667 

267.78 

Over Exploited 

Rooparel 

0830000303806000 

0.13 

1.80 

256.32 

2.16 

0.03 

2.19 

0.05 

0.69 

- 

0.0300 

- 

- 

0.028 

0.058 

0.058 

2.246 

0.112 

2.134 

0.259 

12.14 

Safe 



0.13 

0.00 

58,444.04 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0019 

0.0018 

- 

0.004 

0.004 

0.004 

0.000 

0.004 

0.000 

5.39 

Safe 

Rooppura 

0830000303807800 

0.13 

0.20 

411.96 

0.25 

- 

0.25 

0.05 

0.70 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.256 

0.013 

0.243 

0.043 

17.56 

Safe 

Roteda 

0830000303801200 

0.08 

0.04 

60.34 

0.05 

0.01 

0.06 

0.02 

0.32 

- 

0.0200 

0.0424 

0.0598 

0.001 

0.123 

0.123 

0.184 

0.009 

0.175 

0.089 

50.67 

Safe 



0.13 

0.09 

122.57 

0.10 

- 

0.10 

0.03 

0.37 

- 

0.0100 

0.0485 

0.0686 

- 

0.127 

0.127 

0.230 

0.012 

0.219 

0.063 

28.77 

Safe 

Shankarpura 

0830000303809600 

0.13 

0.01 

4,463.78 

0.01 

0.00 

0.01 

0.01 

0.10 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.013 

0.001 

0.013 

0.012 

97.19 

Critical 

Shyampura 

0830000303808200 

0.13 

0.11 

1,379.74 

0.13 

0.00 

0.13 

0.02 

0.27 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.145 

0.007 

0.137 

0.056 

40.77 

Safe 

Sogariya 

0830000343002000 

0.08 

0.09 

- 

0.09 

0.02 

0.11 

0.04 

0.54 

- 

0.0700 

0.0634 

0.0768 

0.006 

0.216 

0.216 

0.331 

0.033 

0.298 

0.385 

129.35 

Over Exploited 



0.13 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.14 

- 

0.0100 

0.0158 

0.0191 

- 

0.045 

0.045 

0.054 

0.005 

0.048 

0.063 

129.61 

Over Exploited 

Soonagar 

0823000402749200 

0.04 

0.00 

9,695.25 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0017 

0.0024 

- 

0.004 

0.004 

0.004 

0.000 

0.004 

- 

- 

Safe 

Sukhpura 

0830000303803500 

0.13 

0.07 

198.23 

0.09 

- 

0.09 

0.05 

0.68 

- 

0.0100 

0.0217 

0.0306 

- 

0.062 

0.062 

0.148 

0.007 

0.141 

0.044 

31.51 

Safe 

Tather 

0830000303802200 

0.08 

0.00 

5,188.07 

0.00 

0.01 

0.01 

0.00 

0.05 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.042 

0.002 

0.040 

0.235 

588.35 

Over Exploited 



0.08 

0.25 

315.49 

0.30 

0.10 

0.40 

0.04 

0.62 

- 

0.3100 

0.1101 

0.1244 

0.001 

0.546 

0.546 

0.950 

0.048 

0.903 

2.798 

309.88 

Over Exploited 



0.13 

0.01 

2,080.82 

0.01 

0.01 

0.02 

0.01 

0.09 

- 

0.0300 

0.0151 

0.0171 

- 

0.062 

0.062 

0.081 

0.004 

0.077 

0.228 

295.86 

Over Exploited 

Toomra 

0830000503833600 

0.07 

0.01 

5,475.01 

0.01 

- 

0.01 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.045 

782.14 

Over Exploited 

Ummedpura 

0830000303806300 

0.13 

0.16 

238.92 

0.20 

0.00 

0.20 

0.05 

0.69 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.197 

0.010 

0.187 

0.003 

1.56 

Safe 

Vijaipura 

0830000303806100 

0.13 

0.14 

297.85 

0.17 

0.00 

0.18 

0.05 

0.69 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.177 

0.009 

0.168 

0.003 

1.54 

Safe 

Akhawa 

0830000303811300 

0.13 

0.00 

119,672.61 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bakshpura 

0830000303815600 

0.13 

0.05 

1,848.50 

0.06 

- 

0.06 

0.02 

0.22 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.073 

0.004 

0.069 

0.033 

47.43 

Safe 

Baori Khera 

0830000303808300 

0.13 

0.45 

534.77 

0.54 

0.01 

0.56 

0.05 

0.65 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.586 

0.029 

0.557 

0.286 

51.31 

Safe 

Chand Baori 

0830000303813100 

0.13 

0.24 

552.50 

0.29 

- 

0.29 

0.03 

0.37 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.298 

0.015 

0.283 

0.053 

18.72 

Safe 

Daulatpura 

0830000303815500 

0.13 

0.19 

455.59 

0.23 

0.00 

0.23 

0.06 

0.76 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.237 

0.012 

0.225 

0.035 

15.56 

Safe 

Dohnya 

0830000303814000 

0.13 

0.00 

16,186.70 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dolya 

0830000303811200 

0.13 

1.62 

417.80 

1.95 

0.04 

1.99 

0.05 

0.68 

- 

0.0300 

- 

- 

0.051 

0.081 

0.081 

2.075 

0.104 

1.971 

0.294 

14.89 

Safe 

Hanotya 

0830000303810600 

0.13 

0.10 

996.33 

0.12 

0.03 

0.14 

0.03 

0.38 

- 

0.0100 

- 

- 

0.040 

0.050 

0.050 

0.192 

0.010 

0.182 

0.063 

34.66 

Safe 

Haripura 

0830000303813000 

0.13 

0.00 

62,346.67 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Hirapur 

0830000303810800 

0.13 

0.58 

510.78 

0.69 

0.01 

0.70 

0.05 

0.67 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.723 

0.036 

0.687 

0.093 

13.50 

Safe 

Indrapura 

0830000303814100 

0.13 

0.01 

2,065.34 

0.01 

- 

0.01 

0.01 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.011 

0.001 

5.99 

Safe 

Jaspura 

0830000303814200 

0.13 

0.36 

414.15 

0.43 

0.00 

0.43 

0.05 

0.72 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.444 

0.022 

0.422 

0.072 

17.11 

Safe 

Jodhpura 

0830000303810900 

0.13 

0.19 

481.75 

0.23 

0.01 

0.24 

0.06 

0.76 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.270 

0.013 

0.256 

0.150 

58.60 

Safe 

Keshopura 

0830000303814700 

0.13 

0.30 

532.01 

0.36 

- 

0.36 

0.04 

0.57 

- 

- 

- 

- 

- 

- 

- 

0.358 

0.018 

0.340 

0.036 

10.73 

Safe 

Kishanpura 

0830000303813300 

0.13 

0.11 

1,038.44 

0.14 

- 

0.14 

0.02 

0.30 

- 

- 

- 

- 

- 

- 

- 

0.138 

0.007 

0.131 

0.037 

28.07 

Safe 

Kolana @ Laxmipura 

0830000303808400 

0.13 

1.14 

454.99 

1.37 

0.01 

1.38 

0.05 

0.71 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

1.395 

0.070 

1.326 

0.117 

8.81 

Safe 

Mandalya 

0830000303811000 

0.13 

0.81 

445.04 

0.97 

0.02 

0.99 

0.05 

0.75 

- 

0.0400 

- 

- 

0.014 

0.054 

0.054 

1.047 

0.052 

0.995 

0.205 

20.65 

Safe 

Mandana 

0830000303810400 

0.13 

0.00 

85,980.42 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

4,989.75 

Over Exploited 

Mandirgarh 

0830000303814900 

0.13 

0.15 

1,425.03 

0.18 

- 

0.18 

0.02 

0.24 

- 

- 

- 

- 

- 

- 

- 

0.180 

0.009 

0.171 

0.027 

15.53 

Safe 

Manpura 

0830000303815400 

0.13 

0.07 

939.87 

0.09 

- 

0.09 

0.03 

0.39 

- 

- 

- 

- 

- 

- 

- 

0.087 

0.004 

0.082 

0.002 

2.78 

Safe 

Narayanpura 

0830000303814300 

0.13 

0.05 

1,450.38 

0.06 

- 

0.06 

0.02 

0.24 

- 

- 

- 

- 

- 

- 

- 

0.056 

0.003 

0.054 

0.002 

4.49 

Safe 

Pachankui 

0830000303807500 

0.13 

0.04 

1,679.41 

0.05 

- 

0.05 

0.02 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.048 

0.002 

0.046 

0.024 

53.39 

Safe 

Pachpahar 

0830000303808500 

0.13 

0.92 

612.59 

1.10 

0.37 

1.47 

0.04 

0.52 

- 

0.0200 

- 

- 

0.540 

0.560 

0.560 

2.034 

0.102 

1.933 

0.177 

9.15 

Safe 

Ranpur 

0830000303807600 

0.13 

0.14 

2,085.24 

0.16 

- 

0.16 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.174 

0.009 

0.165 

0.062 

37.64 

Safe 

Rel 

0830000303811100 

0.13 

3.36 

414.12 

4.04 

0.02 

4.05 

0.05 

0.73 

- 

- 

- 

- 

0.026 

0.026 

0.026 

4.081 

0.204 

3.877 

0.057 

1.46 

Safe 

Renkyakheri 

0830000303808600 

0.13 

0.24 

768.43 

0.28 

0.35 

0.64 

0.03 

0.43 

- 

0.1900 

- 

- 

0.471 

0.661 

0.661 

1.299 

0.065 

1.234 

1.019 

82.57 

Semi Critical 

Rojhala 

0830000303814800 

0.13 

0.20 

400.03 

0.24 

- 

0.24 

0.05 

0.75 

- 

- 

- 

- 

- 

- 

- 

0.239 

0.012 

0.227 

0.020 

8.95 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Sabalpura 

083000030381320C 

5.574 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.574 

4.09 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.83 

2.34 

0.04 

0.008 

0.68 

0.53 


Sarangpur 

0830000303810700 

4.237 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.237 

4.28 

0.080 

0.03 

0.01 

0.00 

0.00 

0.14 

1.33 

1.78 

0.12 

0.006 

0.67 

0.50 


Shyampura 

0830000303808200 

8.940 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.461 

4.10 

0.080 

0.02 

0.00 

0.00 

0.00 

0.07 

1.74 

2.48 

0.06 

0.008 

0.40 

0.28 


Sohan Pura 

0830000303815300 

1.995 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.009 

5.09 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 

08002005 

Akhegarh 

0810000701332900 

5.007 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.742 

2.62 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.50 

0.51 

0.21 

0.004 

0.22 

0.22 


Akoda 

0810000701339200 

14.010 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.842 

2.24 

0.100 

0.12 

0.02 

0.00 

0.00 

0.00 

1.85 

1.92 

0.46 

0.020 

0.36 

0.35 


Akoriya 

0809000601257200 

5.493 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.003 

1.86 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Bhander Sandstone 

5.453 

1.86 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.46 

0.00 

0.013 

0.59 

0.53 


Alwat Ki Guwari 

0809000601258500 

15.725 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.004 

3.12 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Amarapur 

0809000601256600 

11.088 

Saline 

Non-command 

Non-command 

Bhander Sandstone 

9.891 

2.47 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

1.00 

1.13 

0.06 

0.024 

0.53 

0.47 


Amre Ki Guwari 

0809000601259200 

14.288 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.922 

2.64 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.02 

0.002 

0.04 

0.05 


Arora 

0809000601259700 

15.955 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

14.408 

1.66 

0.040 

0.22 

0.03 

0.00 

0.00 

0.00 

1.15 

1.01 

0.83 

0.035 

0.55 

0.62 


Asha Ki Guwari 

0809000601256700 

5.733 

Saline 

Non-command 

Non-command 

Bhander Sandstone 

4.956 

2.76 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.55 

0.61 

0.00 

0.012 

0.51 

0.46 


Bagora 

0810000701332300 

8.502 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.502 

1.52 

0.100 

0.07 

0.01 

0.00 

0.00 

0.00 

1.35 

1.42 

0.25 

0.021 

0.63 

0.60 


Baharda 

0809000601255300 

6.894 

Saline 

Non-command 

Non-command 

Bhander Sandstone 

4.210 

1.84 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.38 

0.01 

0.010 

0.36 

0.30 


Bahrawada Kalan 

0810000701331600 

7.709 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.678 

1.99 

0.100 

0.41 

0.06 

0.00 

0.00 

0.00 

1.28 

1.33 

1.63 

0.012 

0.39 

0.38 


Bajoli 

0810000701328400 

8.862 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.751 

1.50 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.31 

0.33 

0.22 

0.004 

0.13 

0.12 


Baler 

0810000701328100 

20.503 

Fresh 

Non-command 

Non-command 

Older Alluvium 

19.483 

1.49 

0.100 

0.24 

0.03 

0.00 

0.00 

0.00 

3.11 

3.36 

0.90 

0.049 

0.60 

0.55 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.003 

1.49 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bangarda Kalan 

0810000701331000 

4.996 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.108 

1.46 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.19 

0.20 

0.10 

0.003 

0.14 

0.14 


Bangarda Khurd 

0810000701330900 

1.870 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.196 

1.41 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.05 

0.000 

0.07 

0.06 


Bari Ka Chhahara 

0810000701339100 

2.811 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.811 

1.97 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.59 

0.62 

0.18 

0.007 

0.64 

0.62 


Barred 

0809000501243300 

5.989 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.075 

0.62 

0.120 

0.13 

0.01 

0.00 

0.00 

0.00 

0.35 

0.32 

0.50 

0.007 

0.29 

0.33 


Beerpur 

0810000701328200 

5.775 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.775 

1.49 

0.100 

0.36 

0.05 

0.00 

0.00 

0.00 

1.17 

1.23 

1.43 

0.015 

0.64 

0.61 


Berai 

0810000701327500 

25.460 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.201 

1.48 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.38 

0.00 

0.006 

0.05 

0.04 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.065 

1.48 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Bhaironpur 

0809000601256900 

5.245 

Saline 

Non-command 

Non-command 

Bhander Sandstone 

5.245 

2.39 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.52 

0.58 

0.06 

0.013 

0.59 

0.54 


Bharrpura 

0809000601256500 

2.044 

Saline 

Non-command 

Non-command 

Bhander Sandstone 

1.640 

2.31 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.20 

0.07 

0.004 

0.47 

0.40 


Bhattpura 

0809000501240400 

7.668 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.879 

0.64 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.02 

0.002 

0.07 

0.08 







Non-command 

Bhander Sandstone 

0.028 

0.64 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bichpuri Gooj'ran 

0810000701330700 

6.800 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.705 

1.44 

0.100 

0.07 

0.01 

0.00 

0.00 

0.00 

0.30 

0.32 

0.28 

0.004 

0.16 

0.15 


Bichpuri Mishran 

0810000701328000 

4.619 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.619 

1.49 

0.100 

0.09 

0.01 

0.00 

0.00 

0.00 

0.77 

0.81 

0.35 

0.012 

0.63 

0.60 


Bijaude Ki Guwari 

0809000601258900 

7.006 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.041 

1.61 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bilwas 

0809000601255900 

21.016 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.017 

1.57 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

20.999 

1.57 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

3.98 

4.41 

0.00 

0.051 

0.61 

0.55 


Chacheri 

0809000601256000 

0.649 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.649 

1.58 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.15 

0.03 

0.002 

0.60 

0.53 


Chak Mandrail 

0809000501240000 

3.699 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.699 

0.63 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.29 

0.26 

0.05 

0.009 

0.58 

0.65 


Chandeli 

0809000501239200 

5.258 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.241 

1.34 

0.040 

0.19 

0.03 

0.00 

0.00 

0.00 

0.39 

0.33 

0.74 

0.010 

0.50 

0.59 


Chaurghan 

0809000601256400 

15.662 

Saline 

Non-command 

Non-command 

Bhander Sandstone 

11.903 

2.13 

0.040 

0.06 

0.01 

0.00 

0.00 

0.00 

1.06 

1.24 

0.20 

0.029 

0.45 

0.38 


Chaurka Kalan 

0809000601255600 

12.849 

Saline 

Non-command 

Non-command 

Bhander Sandstone 

0.699 

1.56 

0.040 

0.00 

0.00 

0.00 

0.00 

0.01 

0.04 

0.05 

0.00 

0.002 

0.03 

0.03 


Chhawripura 

0809000501239100 

5.682 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.675 

1.46 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.23 

0.00 

0.011 

0.51 

0.62 


Chirchiri 

0809000601257100 

4.855 

Saline 

Non-command 

Non-command 

Bhander Sandstone 

4.855 

2.06 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.41 

0.46 

0.04 

0.012 

0.59 

0.52 


Chirmil 

0809000601259500 

13.626 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

11.498 

1.65 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.79 

0.67 

0.07 

0.028 

0.52 

0.62 


Chiroji Khera 

0810000701327700 

3.694 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.412 

1.50 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.01 

0.001 

0.07 

0.06 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.282 

1.50 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.51 

0.57 

0.07 

0.008 

0.55 

0.50 


Choriya Khata 

0809000601255400 

17.727 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.785 

1.69 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.97 

1.16 

0.00 

0.012 

0.16 

0.13 







Non-command 

Bhander Sandstone 

11.047 

1.69 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.76 

0.91 

0.01 

0.027 

0.37 

0.31 


Chorka Khurd 

0809000601255500 

4.529 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.512 

1.57 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.47 

0.58 

0.00 

0.006 

0.33 

0.26 







Non-command 

Bhander Sandstone 

0.635 

1.57 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.00 

0.002 

0.08 

0.07 


Dang Bajoli 

0810000701327400 

22.936 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.993 

1.47 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.17 

0.00 

0.003 

0.03 

0.02 


Dangariya 

0809000601257700 

11.816 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.009 

2.17 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Bhander Sandstone 

11.807 

2.17 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

1.04 

1.13 

0.05 

0.028 

0.60 

0.55 


Davar Khargamanshah 

0809000601259600 

4.282 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.282 

1.89 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.28 

0.00 

0.010 

0.62 

0.71 


Dhusai 

0809000601258100 

3.566 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.004 

2.23 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Bhander Sandstone 

3.561 

2.23 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.33 

0.34 

0.02 

0.009 

0.60 

0.57 


Dongri 

0809000601257600 

4.072 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.002 

2.14 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Bhander Sandstone 

4.070 

2.14 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.36 

0.39 

0.04 

0.010 

0.60 

0.54 


Doylepura 

0809000501238900 

8.972 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.699 

1.54 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.002 

0.05 

0.06 


Garhi Ka Gaon 

0809000601258200 

17.709 

Saline 

Non-command 

Non-command 

Bhander Sandstone 

15.362 

2.60 

0.040 

0.09 

0.01 

0.00 

0.00 

0.00 

1.68 

1.77 

0.31 

0.037 

0.52 

0.49 


Garhwar 

0809000501240100 

3.734 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.462 

0.61 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.23 

0.05 

0.008 

0.54 

0.61 


Ghata 

0809000601257300 

4.836 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.001 

1.95 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Bhander Sandstone 

4.835 

1.95 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.42 

0.00 

0.012 

0.60 

0.53 


Gota 

0809000601256300 

23.038 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.006 

1.75 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Bhander Sandstone 

0.003 

1.75 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

6.355 

1.75 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

1.35 

1.54 

0.01 

0.015 

0.16 

0.14 







Non-command 

Bhander Sandstone 

15.083 

1.75 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

1.08 

1.23 

0.02 

0.036 

0.39 

0.34 


Hasanpura 

0809000601256200 

1.820 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.820 

1.61 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.36 

0.41 

0.04 

0.004 

0.60 

0.53 


Isarda 

0810000701327600 

11.803 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.756 

1.49 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.29 

0.33 

0.12 

0.004 

0.09 

0.08 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Sabalpura 

0830000303813200 

0.13 

0.47 

392.13 

0.57 

- 

0.57 

0.05 

0.74 

- 

- 

- 

- 

- 

- 

- 

0.570 

0.028 

0.541 

0.048 

8.87 

Safe 

Sarangpur 

0830000303810700 

0.13 

0.36 

398.70 

0.43 

0.15 

0.58 

0.05 

0.73 

- 

0.0200 

- 

- 

0.215 

0.235 

0.235 

0.816 

0.041 

0.775 

0.124 

16.01 

Safe 

Shyampura 

0830000303808200 

0.13 

0.27 

809.63 

0.33 

0.07 

0.40 

0.03 

0.43 

- 

0.0100 

- 

- 

0.104 

0.114 

0.114 

0.510 

0.025 

0.484 

0.070 

14.42 

Safe 

Sohan Pura 

0830000303815300 

0.13 

0.00 

127,072.87 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Akhegarh 

0810000701332900 

0.22 

0.09 

499.92 

0.10 

0.01 

0.11 

0.02 

0.24 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.133 

0.007 

0.126 

0.216 

171.40 

Over Exploited 

Akoda 

0810000701339200 

0.22 

0.62 

209.11 

0.74 

0.02 

0.77 

0.03 

0.39 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.817 

0.041 

0.776 

0.484 

62.36 

Safe 

Akoriya 

0809000601257200 

0.12 

0.00 

161,974.85 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.39 

17.56 

0.46 

- 

0.46 

0.05 

0.64 

- 

- 

- 

- 

- 

- 

- 

0.457 

0.023 

0.434 

0.013 

3.03 

Safe 

Alwat Ki Guwari 

0809000601258500 

0.12 

0.00 

693,750.48 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Amarapur 

0809000601256600 

0.12 

0.63 

80.16 

0.75 

- 

0.75 

0.04 

0.57 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.762 

0.038 

0.724 

0.088 

12.13 

Safe 

Amre Ki Guwari 

0809000601259200 

0.12 

0.00 

2,004.87 

0.01 

- 

0.01 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.020 

400.64 

Over Exploited 

Arora 

0809000601259700 

0.12 

0.95 

6.40 

1.01 

0.03 

1.04 

0.05 

0.60 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

1.135 

0.057 

1.078 

0.863 

80.02 

Semi Critical 

Asha Ki Guwari 

0809000601256700 

0.12 

0.30 

325,036.75 

0.36 

- 

0.36 

0.04 

0.55 

- 

- 

- 

- 

- 

- 

- 

0.365 

0.018 

0.347 

0.012 

3.45 

Safe 

Bagora 

0810000701332300 

0.22 

1.18 

19.85 

1.42 

0.01 

1.43 

0.06 

0.69 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

1.464 

0.073 

1.391 

0.266 

19.16 

Safe 

Baharda 

0809000601255300 

0.12 

0.18 

40,976.08 

0.22 

- 

0.22 

0.03 

0.38 

- 

- 

- 

- 

- 

- 

- 

0.216 

0.011 

0.205 

0.016 

7.88 

Safe 

Bahrawada Kalan 

0810000701331600 

0.22 

0.40 

231.38 

0.48 

0.06 

0.54 

0.04 

0.43 

- 

0.1800 

- 

- 

0.001 

0.181 

0.181 

0.723 

0.036 

0.687 

1.643 

239.07 

Over Exploited 

Bajoli 

0810000701328400 

0.22 

0.05 

588.19 

0.06 

0.01 

0.07 

0.01 

0.14 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.088 

0.004 

0.083 

0.224 

268.77 

Over Exploited 

Baler 

0810000701328100 

0.22 

2.55 

31.60 

3.06 

0.03 

3.09 

0.05 

0.65 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

3.192 

0.160 

3.032 

0.949 

31.30 

Safe 



0.22 

0.00 

844,542.43 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bangarda Kalan 

0810000701331000 

0.22 

0.03 

477.65 

0.04 

- 

0.04 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.052 

0.003 

0.049 

0.104 

211.95 

Over Exploited 

Bangarda Khurd 

0810000701330900 

0.22 

0.00 

1,264.92 

0.00 

- 

0.00 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.013 

0.050 

395.02 

Over Exploited 

Bari Ka Chhahara 

0810000701339100 

0.22 

0.40 

55.15 

0.48 

0.01 

0.49 

0.06 

0.70 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.507 

0.025 

0.481 

0.187 

38.87 

Safe 

Barred 

0809000501243300 

0.22 

0.20 

57.90 

0.24 

0.01 

0.25 

0.03 

0.32 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.269 

0.013 

0.256 

0.511 

199.83 

Over Exploited 

Beerpur 

0810000701328200 

0.22 

0.81 

51.35 

0.97 

0.05 

1.02 

0.06 

0.69 

- 

0.1600 

- 

- 

0.001 

0.161 

0.161 

1.185 

0.059 

1.126 

1.448 

128.58 

Over Exploited 

Berai 

0810000701327500 

0.22 

0.03 

1,411.89 

0.03 

- 

0.03 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.030 

0.002 

0.029 

0.006 

19.20 

Safe 



0.22 

0.00 

51,413.27 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhaironpur 

0809000601256900 

0.12 

0.37 

54.03 

0.45 

- 

0.45 

0.05 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.459 

0.023 

0.436 

0.069 

15.74 

Safe 

Bharrpura 

0809000601256500 

0.12 

0.09 

117.23 

0.11 

- 

0.11 

0.03 

0.51 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.122 

0.006 

0.116 

0.076 

65.75 

Safe 

Bhattpura 

0809000501240400 

0.22 

0.01 

409.27 

0.02 

- 

0.02 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.016 

0.001 

0.015 

0.026 

174.93 

Over Exploited 



0.12 

0.00 

7,914.08 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bichpuri Goojran 

0810000701330700 

0.22 

0.06 

431.96 

0.07 

0.01 

0.08 

0.01 

0.17 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.116 

0.006 

0.110 

0.281 

255.43 

Over Exploited 

Bichpuri Mishran 

0810000701328000 

0.22 

0.64 

25.83 

0.77 

0.01 

0.78 

0.06 

0.69 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.824 

0.041 

0.783 

0.361 

46.05 

Safe 

Bijaude Ki Guwari 

0809000601258900 

0.12 

0.00 

10,924.35 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bilwas 

0809000601255900 

0.22 

0.00 

191,143.05 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

2.82 

56.12 

3.39 

- 

3.39 

0.05 

0.66 

- 

- 

- 

- 

- 

- 

- 

3.388 

0.169 

3.219 

0.051 

1.57 

Safe 

Chacheri 

0809000601256000 

0.22 

0.09 

74.81 

0.10 

- 

0.10 

0.05 

0.65 

- 

- 

- 

- 

- 

- 

- 

0.104 

0.005 

0.098 

0.027 

26.98 

Safe 

Chak Mandrail 

0809000501240000 

0.22 

0.47 

(45.34) 

0.38 

- 

0.38 

0.06 

0.64 

- 

- 

- 

- 

- 

- 

- 

0.378 

0.019 

0.359 

0.057 

15.86 

Safe 

Chandeli 

0809000501239200 

0.12 

0.25 

29.01 

0.30 

0.03 

0.33 

0.05 

0.54 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.412 

0.021 

0.392 

0.752 

192.05 

Over Exploited 

Chaurghan 

0809000601256400 

0.12 

0.64 

93.57 

0.77 

0.01 

0.78 

0.03 

0.48 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.800 

0.040 

0.760 

0.227 

29.83 

Safe 

Chaurka Kalan 

0809000601255600 

0.12 

0.00 

1,674.46 

0.00 

0.01 

0.01 

0.00 

0.03 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.017 

0.001 

0.016 

0.002 

10.71 

Safe 

Chhawripura 

0809000501239100 

0.12 

0.29 

(20.89) 

0.23 

- 

0.23 

0.05 

0.56 

- 

- 

- 

- 

- 

- 

- 

0.229 

0.011 

0.217 

0.011 

5.19 

Safe 

Chirchiri 

0809000601257100 

0.12 

0.35 

34.02 

0.42 

0.00 

0.42 

0.04 

0.64 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.426 

0.021 

0.405 

0.049 

12.03 

Safe 

Chirmil 

0809000601259500 

0.12 

0.72 

(7.31) 

0.67 

- 

0.67 

0.05 

0.57 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.678 

0.034 

0.644 

0.100 

15.49 

Safe 

Chiroji Khera 

0810000701327700 

0.22 

0.01 

998.34 

0.01 

- 

0.01 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.015 

212.12 

Over Exploited 



0.22 

0.40 

43.22 

0.47 

- 

0.47 

0.04 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.485 

0.024 

0.460 

0.075 

16.35 

Safe 

Choriya Khata 

0809000601255400 

0.22 

0.17 

592.83 

0.20 

- 

0.20 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.202 

0.010 

0.192 

0.012 

6.02 

Safe 



0.12 

0.48 

764,607.04 

0.57 

- 

0.57 

0.03 

0.40 

- 

- 

- 

- 

- 

- 

- 

0.572 

0.029 

0.543 

0.033 

6.00 

Safe 

Chorka Khurd 

0809000601255500 

0.22 

0.18 

222.50 

0.22 

0.00 

0.22 

0.02 

0.35 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.224 

0.011 

0.213 

0.006 

2.85 

Safe 



0.12 

0.01 

685.11 

0.01 

- 

0.01 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.007 

0.002 

21.33 

Safe 

Dang Bajoli 

0810000701327400 

0.22 

0.01 

2,744.15 

0.01 

- 

0.01 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.003 

37.72 

Safe 

Dangariya 

0809000601257700 

0.12 

0.00 

178,906.77 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.85 

33.95 

1.02 

- 

1.02 

0.05 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

1.026 

0.051 

0.975 

0.075 

7.74 

Safe 

Davar Khargamanshah 

0809000601259600 

0.12 

0.32 

(10.72) 

0.28 

- 

0.28 

0.06 

0.67 

- 

- 

- 

- 

- 

- 

- 

0.283 

0.014 

0.268 

0.010 

3.85 

Safe 

Dhusai 

0809000601258100 

0.12 

0.00 

112,828.69 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.26 

33.69 

0.31 

- 

0.31 

0.05 

0.65 

- 

- 

- 

- 

- 

- 

- 

0.306 

0.015 

0.291 

0.033 

11.20 

Safe 

Dongri 

0809000601257600 

0.12 

0.00 

192,818.92 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.29 

35.33 

0.35 

0.00 

0.35 

0.05 

0.64 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.350 

0.018 

0.333 

0.048 

14.36 

Safe 

Doylepura 

0809000501238900 

0.12 

0.00 

738.95 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.002 

36.17 

Safe 

Garhi Ka Gaon 

0809000601258200 

0.12 

0.95 

85.88 

1.14 

0.01 

1.15 

0.04 

0.56 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

1.184 

0.059 

1.125 

0.343 

30.49 

Safe 

Garhwar 

0809000501240100 

0.22 

0.41 

(42.92) 

0.33 

- 

0.33 

0.05 

0.59 

- 

- 

- 

- 

- 

- 

- 

0.329 

0.016 

0.312 

0.056 

18.04 

Safe 

Ghata 

0809000601257300 

0.12 

0.00 

397,595.56 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.35 

21.38 

0.42 

0.00 

0.42 

0.05 

0.64 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.417 

0.021 

0.396 

0.012 

2.94 

Safe 

Gota 

0809000601256300 

0.22 

0.00 

720,948.01 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.00 

825,049.17 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.23 

########## 

0.28 

- 

0.28 

0.01 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.276 

0.014 

0.262 

0.023 

8.89 

Safe 



0.12 

0.71 

842,915.22 

0.85 

- 

0.85 

0.03 

0.42 

- 

- 

- 

- 

- 

- 

- 

0.848 

0.042 

0.805 

0.054 

6.75 

Safe 

Hasanpura 

0809000601256200 

0.22 

0.24 

70.97 

0.29 

- 

0.29 

0.05 

0.65 

- 

- 

- 

- 

- 

- 

- 

0.289 

0.014 

0.275 

0.046 

16.88 

Safe 

Isarda 

0810000701327600 

0.22 

0.04 

837.70 

0.04 

- 

0.04 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.052 

0.003 

0.050 

0.123 

248.86 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 





Saline 

Non-command 

Non-command 

Older Alluvium 

8.398 

1.49 

0.100 

0.09 

0.01 

0.00 

0.00 

0.00 

1.34 

1.51 

0.35 

0.021 

0.44 

0.39 


Jakhoda 

0810000701332400 

6.157 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.157 

1.53 

0.100 

0.16 

0.02 

0.00 

0.00 

0.00 

1.08 

1.13 

0.61 

0.016 

0.64 

0.61 


Jamooni 

0809000601255700 

5.330 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.447 

1.56 

0.120 

0.00 

0.00 

0.00 

0.00 

0.01 

0.64 

0.77 

0.00 

0.008 

0.38 

0.32 


Jargarhpura 

0809000501239700 

7.951 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.740 

0.78 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.48 

0.42 

0.16 

0.011 

0.36 

0.41 







Non-command 

Bhander Sandstone 

2.555 

0.78 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.07 

0.006 

0.19 

0.22 


Kabeerpur 

0810000701332000 

2.736 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.736 

1.62 

0.100 

0.07 

0.01 

0.00 

0.00 

0.00 

0.50 

0.52 

0.25 

0.007 

0.64 

0.62 


Kachnari 

0810000701332600 

9.366 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.366 

1.68 

0.100 

0.17 

0.02 

0.00 

0.00 

0.01 

1.71 

1.78 

0.66 

0.024 

0.64 

0.62 


Kailadevi 

0809000401236200 

42.526 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.471 

3.09 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.01 

0.002 

0.01 

0.01 


Kalakhet 

0809000501239000 

4.264 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.838 

1.55 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.19 

0.00 

0.009 

0.56 

0.69 


Kamokhari 

0809000601257500 

4.995 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.003 

2.09 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Bhander Sandstone 

4.993 

2.09 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.43 

0.47 

0.04 

0.012 

0.60 

0.54 


Kanarda 

0809000601255800 

22.122 

Saline 

Non-command 

Non-command 

Older Alluvium 

18.266 

1.56 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

3.44 

3.99 

0.03 

0.044 

0.50 

0.43 







Non-command 

Bhander Sandstone 

0.026 

1.56 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kaneti 

0810000701330800 

2.074 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.132 

1.40 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.000 

0.04 

0.04 


Kankra 

0809000601257800 

3.697 

Saline 

Non-command 

Non-command 

Bhander Sandstone 

3.697 

2.32 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.35 

0.38 

0.02 

0.009 

0.60 

0.55 


Kapoor Khera 

0809000601258000 

5.292 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.008 

2.18 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Bhander Sandstone 

5.284 

2.18 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.49 

0.00 

0.013 

0.60 

0.56 


Karai 

0809000601258300 

21.174 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.004 

2.40 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Bhander Sandstone 

18.311 

2.40 

0.040 

0.06 

0.01 

0.00 

0.00 

0.00 

1.81 

1.83 

0.18 

0.044 

0.52 

0.51 


Karanpur 

0809000601257900 

8.255 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.000 

2.36 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Bhander Sandstone 

8.131 

2.36 

0.040 

0.05 

0.01 

0.00 

0.00 

0.00 

0.81 

0.86 

0.19 

0.020 

0.59 

0.55 


Karauli Ghata 

0810000701331800 

2.332 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.586 

2.69 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.19 

0.19 

0.13 

0.001 

0.16 

0.16 


Karauli Tarachand 

0810000701331200 

6.323 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.051 

1.56 

0.100 

0.07 

0.01 

0.00 

0.00 

0.00 

0.38 

0.40 

0.29 

0.005 

0.21 

0.20 


Kareera Kalan 

0810000701332800 

3.791 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.791 

1.87 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.72 

0.75 

0.03 

0.010 

0.64 

0.62 


Kareera Khurd 

0810000701332700 

2.359 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.359 

1.75 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.43 

0.45 

0.07 

0.006 

0.64 

0.62 


Kased 

0809000601260100 

33.293 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

15.769 

1.83 

0.040 

0.12 

0.02 

0.00 

0.00 

0.00 

1.26 

1.16 

0.43 

0.038 

0.29 

0.31 





Saline 

Non-command 

Non-command 

Bhander Sandstone 

12.244 

1.83 

0.040 

0.04 

0.00 

0.00 

0.00 

0.00 

0.94 

0.87 

0.11 

0.030 

0.22 

0.24 


Khidarpur Jatan 

0810000701327900 

7.651 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.651 

1.49 

0.100 

0.10 

0.01 

0.00 

0.00 

0.00 

1.23 

1.31 

0.38 

0.019 

0.63 

0.59 


Khijoora 

0809000601254800 

6.948 

Saline 

Non-command 

Non-command 

Bhander Sandstone 

6.883 

3.01 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.84 

0.92 

0.01 

0.017 

0.59 

0.53 


Khirkan 

0809000501239800 

9.665 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.437 

0.72 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.85 

0.75 

0.13 

0.023 

0.58 

0.65 







Non-command 

Bhander Sandstone 

0.067 

0.72 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kishangarh Chhahara 

0810000701331900 

1.793 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.793 

1.83 

0.100 

0.11 

0.02 

0.00 

0.00 

0.00 

0.42 

0.43 

0.43 

0.005 

0.64 

0.62 


Koorat Ki Guwari 

0809000601259300 

16.656 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.908 

1.91 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.38 

0.00 

0.014 

0.22 

0.27 


Kosra With Chhareta Tod 

0810000701332200 

15.138 

Fresh 

Non-command 

Non-command 

Older Alluvium 

15.138 

1.50 

0.100 

0.53 

0.08 

0.00 

0.00 

0.01 

2.71 

2.84 

2.07 

0.038 

0.64 

0.61 


Kudana 

0810000701331400 

6.548 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.075 

2.10 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.26 

0.27 

0.12 

0.003 

0.11 

0.10 


Kuredi 

0810000701327800 

22.117 

Fresh 

Non-command 

Non-command 

Older Alluvium 

16.832 

1.51 

0.100 

0.12 

0.02 

0.00 

0.00 

0.00 

2.64 

2.85 

0.41 

0.042 

0.47 

0.44 





Saline 

Non-command 

Non-command 

Older Alluvium 

5.286 

1.51 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.82 

0.88 

0.08 

0.013 

0.15 

0.14 


Kutalpur 

0810000701331700 

4.098 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

2.89 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kyarda Kalan 

0810000701331100 

3.087 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.536 

1.51 

0.100 

0.03 

0.01 

0.00 

0.00 

0.00 

0.10 

0.11 

0.14 

0.001 

0.11 

0.11 


Madhpuri 

0810000701332100 

1.111 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.111 

1.52 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.20 

0.09 

0.003 

0.64 

0.61 


Mahal Dhankri 

0809000601256800 

6.711 

Saline 

Non-command 

Non-command 

Bhander Sandstone 

4.935 

2.62 

0.040 

0.05 

0.01 

0.00 

0.00 

0.00 

0.56 

0.61 

0.19 

0.012 

0.44 

0.40 


Maharajpura 

0809000601256100 

1.080 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.080 

1.63 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.25 

0.02 

0.003 

0.60 

0.53 


Makanpur 

0809000501240300 

1.086 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.132 

0.61 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.05 

0.000 

0.07 

0.08 


Mamrot 

0810000701339000 

2.851 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.256 

2.31 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.31 

0.32 

0.07 

0.003 

0.28 

0.27 


Manikpura 

0809000601259800 

7.827 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

7.743 

2.20 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.69 

0.62 

0.02 

0.019 

0.61 

0.67 





Saline 

Non-command 

Non-command 

Bhander Sandstone 

0.017 

2.20 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Manki 

0809000601257400 

4.785 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.004 

2.00 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Bhander Sandstone 

4.781 

2.00 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.42 

0.00 

0.012 

0.60 

0.54 


Marmada 

0809000601254600 

34.204 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.053 

3.06 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Bhander Sandstone 

1.258 

3.06 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.17 

0.00 

0.003 

0.02 

0.02 


Matoriya Ki Guwari 

0809000601254000 

44.107 

Saline 

Non-command 

Non-command 

Older Alluvium 

18.125 

1.49 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

3.25 

3.90 

0.00 

0.044 

0.25 

0.20 


Mogepura 

0809000501239900 

10.299 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.095 

0.64 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.85 

0.75 

0.23 

0.024 

0.58 

0.65 


Moraichi 

0809000601255100 

10.540 

Saline 

Non-command 

Non-command 

Bhander Sandstone 

0.348 

2.29 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.00 

0.001 

0.02 

0.02 


Moroj 

0810000701328300 

10.966 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.949 

1.48 

0.100 

0.24 

0.03 

0.00 

0.00 

0.00 

1.83 

1.96 

0.92 

0.028 

0.63 

0.59 


Nanpur 

0809000601257000 

3.268 

Saline 

Non-command 

Non-command 

Bhander Sandstone 

3.268 

2.22 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.30 

0.34 

0.02 

0.008 

0.59 

0.52 


Nayagaon 

0809000501240200 

2.512 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.036 

0.61 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.14 

0.05 

0.005 

0.48 

0.54 


Needar 

0809000501239600 

20.341 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.019 

0.98 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nibhaira 

0809000601255000 

37.856 

Saline 

Non-command 

Non-command 

Bhander Sandstone 

22.527 

2.54 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

2.31 

2.71 

0.00 

0.054 

0.35 

0.30 


Peepal Guwari 

0809000601259400 

4.228 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.974 

1.62 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.21 

0.00 

0.010 

0.59 

0.72 


Rahir 

0809000601258400 

46.013 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

27.487 

2.82 

0.040 

0.22 

0.03 

0.00 

0.00 

0.00 

3.29 

3.18 

0.77 

0.066 

0.36 

0.37 





Saline 

Non-command 

Non-command 

Bhander Sandstone 

4.439 

2.82 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.51 

0.49 

0.04 

0.011 

0.06 

0.06 


Raibeli Jagman 

0809000601254700 

8.213 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.497 

3.05 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.46 

0.00 

0.008 

0.25 

0.24 





Saline 

Non-command 

Non-command 

Bhander Sandstone 

2.821 

3.05 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.37 

0.00 

0.007 

0.20 

0.19 


Ranipura 

0809000501243200 

2.360 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.379 

0.61 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.16 

0.14 

0.25 

0.003 

0.34 

0.38 


Rawatpura 

0809000601255200 

6.490 

Saline 

Non-command 

Non-command 

Bhander Sandstone 

1.948 

1.77 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.17 

0.00 

0.005 

0.18 

0.14 


Rodawad 

0810000701332500 

14.370 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.370 

1.59 

0.100 

0.34 

0.05 

0.00 

0.00 

0.00 

2.57 

2.68 

1.33 

0.036 

0.64 

0.61 


Rodhai 

0809000501239300 

46.937 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.068 

1.12 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 







Non-command 

Bhander Sandstone 

40.603 

1.12 

0.040 

0.30 

0.04 

0.00 

0.00 

0.00 

2.07 

1.79 

1.07 

0.098 

0.52 

0.61 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.22 

0.80 

87.19 

0.97 

0.01 

0.98 

0.03 

0.47 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

1.016 

0.051 

0.965 

0.371 

38.47 

Safe 

Jakhoda 

0810000701332400 

0.22 

0.86 

30.58 

1.04 

0.02 

1.06 

0.06 

0.69 

- 

0.0700 

- 

- 

0.001 

0.071 

0.071 

1.128 

0.056 

1.072 

0.628 

58.55 

Safe 

Jamooni 

0809000601255700 

0.22 

0.29 

164.69 

0.35 

0.01 

0.36 

0.03 

0.41 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.364 

0.018 

0.346 

0.008 

2.40 

Safe 

Jargarhpura 

0809000501239700 

0.22 

0.37 

14.26 

0.42 

- 

0.42 

0.03 

0.39 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.434 

0.022 

0.412 

0.167 

40.65 

Safe 



0.12 

0.06 

48.56 

0.07 

- 

0.07 

0.02 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.071 

0.004 

0.067 

0.071 

106.22 

Over Exploited 

Kabeerpur 

0810000701332000 

0.22 

0.39 

35.36 

0.46 

0.01 

0.47 

0.06 

0.70 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.505 

0.025 

0.480 

0.259 

53.98 

Safe 

Kachnari 

0810000701332600 

0.22 

1.32 

35.18 

1.58 

0.03 

1.61 

0.06 

0.70 

- 

0.0700 

- 

- 

0.012 

0.082 

0.082 

1.691 

0.085 

1.607 

0.686 

42.67 

Safe 

Kailadevi 

0809000401236200 

0.12 

0.00 

16,065.99 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.014 

3,238.96 

Over Exploited 

Kalakhet 

0809000501239000 

0.12 

0.26 

(25.23) 

0.21 

- 

0.21 

0.05 

0.61 

- 

- 

- 

- 

- 

- 

- 

0.207 

0.010 

0.197 

0.009 

4.70 

Safe 

Kamokhari 

0809000601257500 

0.12 

0.00 

177,196.26 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.36 

32.40 

0.43 

- 

0.43 

0.05 

0.64 

- 

- 

- 

- 

- 

- 

- 

0.429 

0.021 

0.408 

0.047 

11.53 

Safe 

Kanarda 

0809000601255800 

0.22 

1.99 

352,046.05 

2.39 

- 

2.39 

0.04 

0.53 

- 

- 

- 

- 

- 

- 

- 

2.390 

0.119 

2.270 

0.078 

3.44 

Safe 



0.12 

0.00 

85,374.23 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kaneti 

0810000701330800 

0.22 

0.00 

2,435.30 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.032 

2,412.89 

Over Exploited 

Kankra 

0809000601257800 

0.12 

0.26 

45.51 

0.32 

0.00 

0.32 

0.05 

0.64 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.318 

0.016 

0.302 

0.026 

8.57 

Safe 

Kapoor Khera 

0809000601258000 

0.12 

0.00 

82,886.75 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.38 

28.94 

0.46 

- 

0.46 

0.05 

0.65 

- 

- 

- 

- 

- 

- 

- 

0.455 

0.023 

0.432 

0.013 

2.95 

Safe 

Karai 

0809000601258300 

0.12 

0.00 

601,787.03 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

1.14 

60.63 

1.37 

0.01 

1.38 

0.04 

0.56 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

1.398 

0.070 

1.328 

0.224 

16.88 

Safe 

Karanpur 

0809000601257900 

0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.57 

50.33 

0.69 

0.01 

0.70 

0.05 

0.63 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.719 

0.036 

0.683 

0.206 

30.11 

Safe 

Karauli Ghata 

0810000701331800 

0.22 

0.02 

835.37 

0.02 

0.00 

0.03 

0.01 

0.18 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.035 

0.002 

0.034 

0.127 

378.51 

Over Exploited 

Karauli Tarachand 

0810000701331200 

0.22 

0.09 

321.47 

0.11 

0.01 

0.12 

0.02 

0.23 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.153 

0.008 

0.146 

0.293 

201.15 

Over Exploited 

Kareera Kalan 

0810000701332800 

0.22 

0.54 

39.23 

0.64 

0.00 

0.64 

0.06 

0.70 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.645 

0.032 

0.613 

0.039 

6.29 

Safe 

Kareera Khurd 

0810000701332700 

0.22 

0.33 

34.78 

0.40 

- 

0.40 

0.06 

0.70 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.410 

0.020 

0.389 

0.078 

20.03 

Safe 

Kased 

0809000601260100 

0.12 

0.54 

113.58 

0.65 

0.02 

0.67 

0.02 

0.31 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.722 

0.036 

0.686 

0.470 

68.51 

Safe 



0.12 

0.33 

164.47 

0.39 

- 

0.39 

0.02 

0.24 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.403 

0.020 

0.383 

0.144 

37.47 

Safe 

Khidarpur Jatan 

0810000701327900 

0.22 

1.06 

24.33 

1.27 

0.01 

1.28 

0.05 

0.68 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

1.320 

0.066 

1.254 

0.401 

31.99 

Safe 

Khijoora 

0809000601254800 

0.12 

0.48 

90.85 

0.58 

- 

0.58 

0.04 

0.63 

- 

- 

- 

- 

- 

- 

- 

0.580 

0.029 

0.551 

0.025 

4.46 

Safe 

Khirkan 

0809000501239800 

0.22 

1.20 

(37.45) 

0.96 

- 

0.96 

0.05 

0.63 

- 

- 

- 

- 

- 

- 

- 

0.961 

0.048 

0.913 

0.150 

16.41 

Safe 



0.12 

0.00 

5,031.72 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kishangarh Chhahara 

0810000701331900 

0.22 

0.25 

71.42 

0.30 

0.02 

0.32 

0.06 

0.70 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.374 

0.019 

0.355 

0.437 

122.83 

Over Exploited 

Koorat Ki Guwari 

0809000601259300 

0.12 

0.16 

138.77 

0.19 

- 

0.19 

0.02 

0.24 

- 

- 

- 

- 

- 

- 

- 

0.189 

0.009 

0.179 

0.014 

7.95 

Safe 

Kosra With Chhareta Tod 

0810000701332200 

0.22 

2.12 

34.01 

2.55 

0.09 

2.63 

0.06 

0.69 

- 

0.2300 

- 

- 

0.008 

0.238 

0.238 

2.870 

0.144 

2.727 

2.108 

77.31 

Semi Critical 

Kudana 

0810000701331400 

0.22 

0.02 

962.66 

0.03 

- 

0.03 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.040 

0.002 

0.038 

0.118 

309.91 

Over Exploited 

Kuredi 

0810000701327800 

0.22 

1.76 

61.92 

2.11 

0.02 

2.13 

0.04 

0.51 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

2.179 

0.109 

2.070 

0.456 

22.05 

Safe 



0.22 

0.17 

408.47 

0.21 

- 

0.21 

0.01 

0.16 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.218 

0.011 

0.207 

0.095 

46.04 

Safe 

Kutalpur 

0810000701331700 

0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kyarda Kalan 

0810000701331100 

0.22 

0.01 

700.05 

0.02 

0.01 

0.03 

0.01 

0.12 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.046 

0.002 

0.043 

0.138 

318.12 

Over Exploited 

Madhpuri 

0810000701332100 

0.22 

0.16 

25.74 

0.19 

- 

0.19 

0.06 

0.70 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.198 

0.010 

0.188 

0.093 

49.41 

Safe 

Mahal Dhankri 

0809000601256800 

0.12 

0.26 

135.73 

0.31 

0.01 

0.32 

0.03 

0.47 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.341 

0.017 

0.324 

0.198 

61.17 

Safe 

Maharajpura 

0809000601256100 

0.22 

0.14 

74.52 

0.17 

- 

0.17 

0.05 

0.65 

- 

- 

- 

- 

- 

- 

- 

0.172 

0.009 

0.163 

0.020 

11.99 

Safe 

Makanpur 

0809000501240300 

0.22 

0.00 

4,855.73 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.048 

4,078.61 

Over Exploited 

Mamrot 

0810000701339000 

0.22 

0.08 

310.13 

0.09 

- 

0.09 

0.03 

0.31 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.104 

0.005 

0.099 

0.075 

76.14 

Semi Critical 

Manikpura 

0809000601259800 

0.12 

0.56 

10.91 

0.62 

- 

0.62 

0.05 

0.66 

- 

- 

- 

- 

- 

- 

- 

0.624 

0.031 

0.593 

0.037 

6.18 

Safe 



0.12 

0.00 

49,872.43 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Manki 

0809000601257400 

0.12 

0.00 

136,165.54 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.34 

23.70 

0.41 

- 

0.41 

0.05 

0.64 

- 

- 

- 

- 

- 

- 

- 

0.412 

0.021 

0.391 

0.012 

2.95 

Safe 

Marmada 

0809000601254600 

0.12 

0.00 

127,366.05 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.00 

5,249.76 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.003 

81.68 

Semi Critical 

Matoriya Ki Guwari 

0809000601254000 

0.22 

0.98 

298.07 

1.18 

- 

1.18 

0.02 

0.26 

- 

- 

- 

- 

- 

- 

- 

1.177 

0.059 

1.118 

0.044 

3.91 

Safe 

Mogepura 

0809000501239900 

0.22 

1.28 

(41.34) 

1.02 

- 

1.02 

0.06 

0.63 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

1.034 

0.052 

0.983 

0.252 

25.68 

Safe 

Moraichi 

0809000601255100 

0.12 

0.00 

4,687.71 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Moroj 

0810000701328300 

0.22 

1.52 

28.67 

1.82 

0.03 

1.85 

0.05 

0.69 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

1.953 

0.098 

1.856 

0.946 

50.95 

Safe 

Nanpur 

0809000601257000 

0.12 

0.23 

45.59 

0.28 

0.00 

0.28 

0.04 

0.64 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.281 

0.014 

0.267 

0.026 

9.69 

Safe 

Nayagaon 

0809000501240200 

0.22 

0.21 

(33.92) 

0.17 

- 

0.17 

0.05 

0.52 

- 

- 

- 

- 

- 

- 

- 

0.170 

0.009 

0.162 

0.053 

32.67 

Safe 

Needar 

0809000501239600 

0.12 

0.00 

52,019.11 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nibhaira 

0809000601255000 

0.12 

0.94 

########## 

1.13 

- 

1.13 

0.03 

0.38 

- 

- 

- 

- 

- 

- 

- 

1.131 

0.057 

1.075 

0.054 

5.05 

Safe 

Peepal Guwari 

0809000601259400 

0.12 

0.28 

(25.35) 

0.22 

- 

0.22 

0.05 

0.64 

- 

- 

- 

- 

- 

- 

- 

0.224 

0.011 

0.213 

0.010 

4.49 

Safe 

Rahir 

0809000601258400 

0.12 

1.19 

166.59 

1.43 

0.03 

1.46 

0.03 

0.39 

- 

0.1500 

- 

- 

- 

0.150 

0.150 

1.610 

0.081 

1.530 

0.840 

54.93 

Safe 



0.12 

0.03 

748,699.95 

0.04 

- 

0.04 

0.00 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.047 

0.002 

0.045 

0.053 

117.65 

Over Exploited 

Raibeli Jagman 

0809000601254700 

0.12 

0.11 

233,978.37 

0.13 

- 

0.13 

0.02 

0.27 

- 

- 

- 

- 

- 

- 

- 

0.127 

0.006 

0.120 

0.008 

7.00 

Safe 



0.12 

0.07 

665,761.66 

0.08 

- 

0.08 

0.02 

0.22 

- 

- 

- 

- 

- 

- 

- 

0.081 

0.004 

0.077 

0.007 

8.82 

Safe 

Ranipura 

0809000501243200 

0.22 

0.10 

39.35 

0.12 

0.00 

0.12 

0.03 

0.37 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.134 

0.007 

0.127 

0.253 

199.26 

Over Exploited 

Rawatpura 

0809000601255200 

0.12 

0.04 

316.59 

0.05 

- 

0.05 

0.01 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.049 

0.002 

0.047 

0.005 

10.02 

Safe 

Rodawad 

0810000701332500 

0.22 

2.02 

32.66 

2.42 

0.05 

2.48 

0.06 

0.70 

- 

0.1500 

- 

- 

0.006 

0.156 

0.156 

2.632 

0.132 

2.500 

1.361 

54.44 

Safe 

Rodhai 

0809000501239300 

0.22 

0.00 

60,310.65 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

2.55 

418,387.72 

2.04 

0.04 

2.08 

0.05 

0.57 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

2.202 

0.110 

2.092 

1.171 

55.98 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Seegor Kalan 

081000070133300C 

3.522 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.437 

2.35 

0.100 

0.11 

0.02 

0.00 

0.00 

0.00 

0.43 

0.44 

0.42 

0.004 

0.26 

0.25 


Sewti Kalan 

081000070133940C 

6.608 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.410 

2.14 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.98 

1.02 

0.19 

0.011 

0.43 

0.41 


Simara 

080900060126000C 

15.182 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.013 

1.77 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Bhander Sandstone 

14.902 

1.77 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

1.09 

1.03 

0.07 

0.036 

0.59 

0.62 


Singan Kachh 

081000070133950C 

11.513 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.513 

1.82 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

2.10 

2.18 

0.00 

0.029 

0.64 

0.62 


Toda 

080900060125990C 

17.358 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.634 

2.17 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.15 

0.02 

0.004 

0.06 

0.06 





Saline 

Non-command 

Non-command 

Bhander Sandstone 

13.894 

2.17 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

1.24 

1.21 

0.06 

0.033 

0.48 

0.49 


Tursampur 

0809000501243100 

2.646 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.246 

0.61 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.05 

0.001 

0.05 

0.06 


Veeram Ki Guwar 

0809000601254900 

6.908 

Saline 

Non-command 

Non-command 

Bhander Sandstone 

5.736 

2.91 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.67 

0.72 

0.00 

0.014 

0.49 

0.46 

08002006 

Ajabpura 

0810000601323000 

2.632 

Fresh 

Non-command 

Non-command 

Quartzite 

0.231 

2.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.06 

0.07 


Bodal 

0810000601323600 

4.201 

Fresh 

Non-command 

Non-command 

Quartzite 

0.942 

2.34 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.04 

0.002 

0.15 

0.17 







Non-command 

Shale 

0.605 

2.34 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.03 

0.002 

0.10 

0.11 


Chhandal Chhandali 

0810000701335200 

7.366 

Fresh 

Non-command 

Non-command 

Quartzite 

5.347 

1.47 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.17 

0.04 

0.013 

0.47 

0.48 


Gopalpura 

0810000701335300 

3.628 

Fresh 

Non-command 

Non-command 

Shale 

0.215 

2.78 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.001 

0.04 

0.04 


Gurha 

0810000601323400 

3.703 

Fresh 

Non-command 

Non-command 

Quartzite 

2.676 

2.27 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.14 

0.08 

0.007 

0.48 

0.49 


Indala 

0810000701335400 

16.347 

Fresh 

Non-command 

Non-command 

Quartzite 

0.204 

2.93 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 







Non-command 

Shale 

7.586 

2.93 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.45 

0.45 

0.00 

0.019 

0.30 

0.31 


Khalwara 

0810000601323200 

2.207 

Fresh 

Non-command 

Non-command 

Quartzite 

1.554 

2.36 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.06 

0.004 

0.48 

0.55 


Lahpur 

0810000701335100 

4.717 

Fresh 

Non-command 

Non-command 

Quartzite 

3.672 

1.24 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.11 

0.05 

0.009 

0.51 

0.51 


Mei Khurd 

0810000701334900 

48.460 

Fresh 

Non-command 

Non-command 

Quartzite 

0.901 

2.72 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.03 

0.002 

0.01 

0.01 







Non-command 

Shale 

2.097 

2.72 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.13 

0.07 

0.005 

0.03 

0.03 


Miyapur 

0810000701335500 

11.164 

Fresh 

Non-command 

Non-command 

Shale 

2.229 

1.81 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.01 

0.006 

0.13 

0.14 






Mansarovar 

Command 

Shale 

0.019 

1.81 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mor Doongri 

0810000601323300 

8.798 

Fresh 

Non-command 

Non-command 

Quartzite 

5.259 

2.44 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.29 

0.27 

0.10 

0.013 

0.40 

0.42 







Non-command 

Shale 

2.010 

2.44 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.04 

0.005 

0.15 

0.16 


Nakdi Rahmanpura 

0810000601323500 

12.486 

Fresh 

Non-command 

Non-command 

Quartzite 

5.346 

2.47 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.28 

0.28 

0.07 

0.013 

0.28 

0.28 







Non-command 

Shale 

2.861 

2.47 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.15 

0.04 

0.007 

0.15 

0.15 


Prempura 

0810000701330000 

10.048 

Fresh 

Non-command 

Non-command 

Quartzite 

3.506 

1.35 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.02 

0.009 

0.23 

0.23 


Qila Ranthambor 

0810000601319900 

137.499 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.082 

1.38 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

1.020 

1.38 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.003 

0.01 

0.01 


Shahrpura 

0810000601323100 

1.149 

Fresh 

Non-command 

Non-command 

Quartzite 

0.797 

2.39 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.11 

0.002 

0.47 

0.53 


Umri Firozpur 

0810000701335000 

13.295 

Fresh 

Non-command 

Non-command 

Quartzite 

7.067 

1.81 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.27 

0.26 

0.03 

0.018 

0.35 

0.35 







Non-command 

Shale 

0.002 

1.81 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 

08002007 

Ajabpura 

0810000601323000 

2.632 

Fresh 

Non-command 

Non-command 

Quartzite 

2.010 

2.25 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.09 

0.005 

0.52 

0.60 


Ajeetpura 

0810000601325300 

4.121 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

2.14 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Shale 

4.113 

2.14 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.21 

0.20 

0.11 

0.010 

0.65 

0.67 






Kota Barrage 

Command 

Older Alluvium 

0.000 

2.14 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Shale 

0.008 

2.14 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Akodiya 

0810000601326700 

3.935 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

1.29 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Shale 

3.934 

1.29 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.14 

0.13 

0.010 

0.63 

0.60 






Kota Barrage 

Command 

Older Alluvium 

0.000 

1.29 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Shale 

0.001 

1.29 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Allapur 

0810000701336200 

1.817 

Fresh 

Non-command 

Non-command 

Shale 

0.146 

2.87 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.000 

0.05 

0.05 






Mansarovar 

Command 

Shale 

1.671 

2.87 

0.020 

0.12 

0.02 

0.00 

0.00 

0.00 

0.20 

0.19 

0.48 

0.004 

0.60 

0.61 


Amalda 

0830000103774300 

9.580 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

7.836 

0.43 

0.100 

0.29 

0.04 

0.00 

0.00 

0.00 

0.59 

0.92 

1.12 

0.027 

0.56 

0.36 


Amli 

0822000702696300 

6.085 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.073 

0.65 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Bhander Sandstone 

0.026 

0.65 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Anchher 

0810000601324800 

3.411 

Fresh 

Non-command 

Non-command 

Shale 

3.401 

1.64 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.08 

0.009 

0.62 

0.66 


Aniyala 

0810000701338600 

11.583 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.459 

2.62 

0.100 

0.20 

0.03 

0.00 

0.00 

0.00 

1.34 

1.38 

0.77 

0.011 

0.25 

0.24 







Non-command 

Limestone 

0.726 

2.62 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.07 

0.002 

0.04 

0.04 


Asida 

0830000103768800 

4.824 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.191 

1.97 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.26 

0.28 

0.14 

0.004 

0.16 

0.15 


Awand 

0810000601323700 

5.140 

Fresh 

Non-command 

Non-command 

Shale 

5.140 

1.72 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.27 

0.25 

0.39 

0.013 

0.66 

0.70 


Badhpur 

0810000701336000 

5.610 

Fresh 

Non-command 

Non-command 

Shale 

3.693 

2.24 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.23 

0.23 

0.33 

0.009 

0.43 

0.45 






Mansarovar 

Command 

Shale 

1.917 

2.24 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.11 

0.17 

0.005 

0.22 

0.23 


Bagawada 

0830000103768700 

5.705 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.143 

1.99 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.25 

0.25 

0.06 

0.004 

0.13 

0.13 


Bagli 

0823000302740600 

5.245 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.316 

0.53 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.000 

0.04 

0.03 



0830000103767600 

9.725 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.197 

1.41 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.001 

0.01 

0.01 







Non-command 

Shale 

0.000 

1.41 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Kota Barrage 

Command 

Older Alluvium 

9.527 

1.41 

0.100 

0.10 

0.01 

0.00 

0.00 

0.00 

1.43 

1.67 

0.37 

0.033 

0.64 

0.55 


Bahrawali 

0823000302740500 

7.968 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

5.360 

0.52 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.27 

0.40 

0.10 

0.000 

0.45 

0.31 


Bahrawanda Khurd 

0810000701337300 

6.287 

Fresh 

Mansarovar 

Command 

Shale 

6.287 

2.87 

0.020 

0.34 

0.05 

0.00 

0.00 

0.00 

0.65 

0.64 

1.35 

0.016 

0.65 

0.66 


Baijpur 

0830000103767000 

5.449 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

5.449 

0.94 

0.100 

0.27 

0.04 

0.00 

0.00 

0.00 

0.74 

0.90 

1.04 

0.019 

0.63 

0.52 







Command 

Shale 

0.000 

0.94 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Balupa 

0830000103769200 

9.946 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.693 

1.43 

0.100 

0.10 

0.01 

0.00 

0.00 

0.00 

0.33 

0.43 

0.39 

0.006 

0.11 

0.09 


Balwan 

0823000302737600 

17.873 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.490 

1.58 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.05 

0.000 

0.08 

0.07 







Non-command 

Shale 

0.168 

1.58 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.000 

0.01 

0.00 






Kota Barrage 

Command 

Bhander Sandstone 

0.209 

1.58 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Balwan Khurd 

0810000601326200 

11.161 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.017 

0.76 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.04 

0.005 

0.10 

0.11 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Seegor Kalan 

0810000701333000 

0.22 

0.08 

435.49 

0.10 

0.02 

0.12 

0.02 

0.29 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.169 

0.008 

0.161 

0.422 

261.84 

Over Exploited 

Sewti Kalan 

0810000701339400 

0.22 

0.42 

144.45 

0.50 

0.01 

0.51 

0.04 

0.47 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.531 

0.027 

0.504 

0.205 

40.67 

Safe 

Simara 

0809000601260000 

0.12 

0.00 

110,108.67 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

1.06 

(2.18) 

1.03 

- 

1.03 

0.05 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

1.045 

0.052 

0.993 

0.108 

10.87 

Safe 

Singan Kachh 

0810000701339500 

0.22 

1.62 

34.56 

1.95 

- 

1.95 

0.06 

0.70 

- 

- 

- 

- 

- 

- 

- 

1.947 

0.097 

1.849 

0.029 

1.57 

Safe 

Toda 

0809000601259900 

0.12 

0.01 

1,239.39 

0.01 

- 

0.01 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.013 

0.022 

173.11 

Over Exploited 



0.12 

0.80 

50.76 

0.96 

- 

0.96 

0.04 

0.52 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.975 

0.049 

0.926 

0.093 

10.10 

Safe 

Tursampur 

0809000501243100 

0.22 

0.00 

765.25 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.049 

1,469.40 

Over Exploited 

Veeram Ki Guwar 

0809000601254900 

0.12 

0.34 

111.91 

0.41 

- 

0.41 

0.04 

0.53 

- 

- 

- 

- 

- 

- 

- 

0.407 

0.020 

0.387 

0.014 

3.57 

Safe 

Ajabpura 

0810000601323000 

0.06 

0.00 

979.60 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.009 

903.16 

Over Exploited 

Bodal 

0810000601323600 

0.06 

0.00 

2,123.01 

0.01 

- 

0.01 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.005 

0.044 

840.24 

Over Exploited 



0.04 

0.00 

14,976.60 

0.00 

- 

0.00 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.012 

0.031 

259.62 

Over Exploited 

Chhandal Chhandali 

0810000701335200 

0.06 

0.15 

282,242.33 

0.16 

- 

0.16 

0.05 

0.52 

- 

- 

- 

- 

- 

- 

- 

0.165 

0.008 

0.157 

0.055 

35.43 

Safe 

Gopalpura 

0810000701335300 

0.04 

0.00 

6,447.35 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.032 

8,309.93 

Over Exploited 

Gurha 

0810000601323400 

0.06 

0.08 

79.56 

0.09 

- 

0.09 

0.05 

0.52 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.112 

0.006 

0.106 

0.091 

85.62 

Semi Critical 

Indala 

0810000701335400 

0.06 

0.00 

694,939.95 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.04 

0.09 

750,633.73 

0.11 

- 

0.11 

0.03 

0.33 

- 

- 

- 

- 

- 

- 

- 

0.110 

0.005 

0.104 

0.019 

18.34 

Safe 

Khalwara 

0810000601323200 

0.06 

0.04 

81.74 

0.05 

- 

0.05 

0.05 

0.53 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.064 

0.003 

0.061 

0.063 

103.79 

Over Exploited 

Lahpur 

0810000701335100 

0.06 

0.11 

(1.58) 

0.11 

- 

0.11 

0.05 

0.56 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.120 

0.006 

0.114 

0.059 

51.93 

Safe 

Mei Khurd 

0810000701334900 

0.06 

0.00 

803,471.93 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.032 

5,133.10 

Over Exploited 



0.04 

0.00 

569,427.98 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.072 

631.28 

Over Exploited 

Miyapur 

0810000701335500 

0.04 

0.01 

76,411.76 

0.01 

- 

0.01 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.013 

0.016 

118.73 

Over Exploited 



0.04 

0.00 

85,121.94 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mor Doongri 

0810000601323300 

0.06 

0.12 

117.95 

0.15 

- 

0.15 

0.04 

0.43 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.170 

0.008 

0.161 

0.114 

70.85 

Semi Critical 



0.04 

0.01 

255,843.12 

0.01 

- 

0.01 

0.02 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.024 

0.001 

0.023 

0.043 

187.46 

Over Exploited 

Nakdi Rahmanpura 

0810000601323500 

0.06 

0.09 

80,137.65 

0.11 

- 

0.11 

0.03 

0.31 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.117 

0.006 

0.111 

0.080 

72.46 

Semi Critical 



0.04 

0.02 

767.81 

0.02 

- 

0.02 

0.02 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.021 

0.001 

0.020 

0.045 

231.44 

Over Exploited 

Prempura 

0810000701330000 

0.06 

0.05 

116.86 

0.06 

- 

0.06 

0.02 

0.25 

- 

- 

- 

- 

- 

- 

- 

0.057 

0.003 

0.055 

0.026 

47.35 

Safe 

Qila Ranthambor 

0810000601319900 

0.24 

0.00 

146,120.35 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

2,725.57 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

730.46 

Over Exploited 

Shahrpura 

0810000601323100 

0.06 

0.02 

17,242.76 

0.03 

- 

0.03 

0.05 

0.52 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.046 

0.002 

0.044 

0.108 

244.73 

Over Exploited 

Umri Firozpur 

0810000701335000 

0.06 

0.14 

4,547.01 

0.16 

- 

0.16 

0.04 

0.38 

- 

- 

- 

- 

- 

- 

- 

0.164 

0.008 

0.155 

0.052 

33.33 

Safe 



0.04 

0.00 

(200.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ajabpura 

0810000601323000 

0.06 

0.06 

32,930.34 

0.07 

- 

0.07 

0.05 

0.57 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.093 

0.005 

0.088 

0.097 

109.97 

Over Exploited 

Ajeetpura 

0810000601325300 

0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.11 

86.21 

0.13 

- 

0.13 

0.07 

0.72 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.138 

0.007 

0.131 

0.118 

90.09 

Critical 



0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

90,559.44 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Akodiya 

0810000601326700 

0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.10 

36.07 

0.12 

0.00 

0.12 

0.07 

0.70 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.135 

0.007 

0.128 

0.135 

105.25 

Over Exploited 



0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

########## 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

0.004 

0.004 

0.004 

0.006 

0.000 

0.006 

0.000 

0.04 

Safe 

Allapur 

0810000701336200 

0.04 

0.00 

5,770.20 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.038 

10,976.00 

Over Exploited 



0.04 

0.04 

377.88 

0.05 

0.02 

0.07 

0.06 

0.66 

- 

0.0500 

0.0065 

0.0079 

- 

0.064 

0.064 

0.133 

0.007 

0.126 

0.479 

380.38 

Over Exploited 

Amalda 

0830000103774300 

0.14 

0.61 

50.00 

0.73 

0.04 

0.77 

0.05 

0.60 

- 

0.1300 

0.0945 

0.1781 

- 

0.403 

0.403 

1.176 

0.059 

1.117 

1.149 

102.84 

Over Exploited 

Amli 

0822000702696300 

0.08 

0.00 

1,554.31 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.00 

8,305.14 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Anchher 

0810000601324800 

0.04 

0.08 

47.16 

0.10 

- 

0.10 

0.07 

0.69 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.121 

0.006 

0.115 

0.088 

76.01 

Semi Critical 

Aniyala 

0810000701338600 

0.22 

0.24 

467.42 

0.29 

0.03 

0.32 

0.02 

0.27 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.412 

0.021 

0.391 

0.778 

198.90 

Over Exploited 



0.06 

0.00 

4,422.68 

0.00 

- 

0.00 

0.00 

0.04 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.012 

0.067 

580.93 

Over Exploited 

Asida 

0830000103768800 

0.14 

0.03 

945.19 

0.03 

0.01 

0.04 

0.02 

0.18 

- 

0.0200 

0.0144 

0.0271 

- 

0.061 

0.061 

0.104 

0.005 

0.098 

0.147 

149.42 

Over Exploited 

Awand 

0810000601323700 

0.04 

0.13 

85.96 

0.16 

0.01 

0.17 

0.07 

0.72 

- 

0.0400 

- 

- 

0.000 

0.040 

0.040 

0.212 

0.011 

0.201 

0.407 

202.09 

Over Exploited 

Badhpur 

0810000701336000 

0.04 

0.06 

256.41 

0.08 

0.01 

0.09 

0.04 

0.47 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.128 

0.006 

0.122 

0.335 

275.65 

Over Exploited 



0.04 

0.02 

548.82 

0.02 

0.01 

0.03 

0.02 

0.25 

- 

0.0200 

0.0075 

0.0090 

0.001 

0.038 

0.038 

0.069 

0.003 

0.065 

0.178 

272.27 

Over Exploited 

Bagawada 

0830000103768700 

0.14 

0.02 

1,112.89 

0.03 

- 

0.03 

0.01 

0.14 

- 

0.0100 

0.0092 

0.0130 

- 

0.032 

0.032 

0.057 

0.003 

0.054 

0.065 

119.29 

Over Exploited 

Bagli 

0823000302740600 

0.12 

0.00 

1,318.04 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

0.0038 

0.0072 

0.001 

0.012 

0.012 

0.014 

0.001 

0.013 

- 

- 

Safe 


0830000103767600 

0.14 

0.00 

8,789.60 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.14 

0.85 

96.47 

1.02 

0.01 

1.03 

0.06 

0.70 

- 

0.0400 

0.1532 

0.2165 

- 

0.410 

0.410 

1.442 

0.072 

1.370 

0.400 

29.17 

Safe 

Bahrawali 

0823000302740500 

0.12 

0.29 

36.32 

0.35 

0.00 

0.35 

0.04 

0.49 

- 

0.0100 

0.0646 

0.1218 

0.000 

0.197 

0.197 

0.546 

0.027 

0.519 

0.096 

18.51 

Safe 

Bahrawanda Khurd 

0810000701337300 

0.04 

0.16 

289.73 

0.20 

0.05 

0.25 

0.07 

0.72 

- 

0.1500 

0.0246 

0.0296 

0.000 

0.205 

0.205 

0.452 

0.023 

0.429 

1.365 

317.89 

Over Exploited 

Baijpur 

0830000103767000 

0.14 

0.48 

86.35 

0.58 

0.04 

0.62 

0.07 

0.70 

- 

0.1200 

0.0657 

0.1238 

0.002 

0.311 

0.311 

0.932 

0.047 

0.885 

1.059 

119.60 

Over Exploited 



0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Balupa 

0830000103769200 

0.14 

0.03 

1,487.28 

0.03 

0.01 

0.04 

0.01 

0.12 

- 

0.0400 

0.0272 

0.0385 

- 

0.106 

0.106 

0.148 

0.007 

0.140 

0.394 

280.31 

Over Exploited 

Balwan 

0823000302737600 

0.06 

0.01 

710.17 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.026 

0.001 

0.025 

0.054 

217.84 

Over Exploited 



0.03 

0.00 

18,756.07 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.06 

0.00 

8,500.60 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

0.0025 

0.0047 

- 

0.007 

0.007 

0.007 

0.000 

0.007 

- 

- 

Safe 

Balwan Khurd 

0810000601326200 

0.08 

0.01 

934.16 

0.01 

- 

0.01 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.002 

0.015 

0.001 

0.014 

0.041 

286.09 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Shale 

4.618 

0.76 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.09 

0.14 

0.012 

0.23 

0.24 


Bambooliya Kalan 

0830000103771200 

11.240 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

8.187 

0.64 

0.100 

0.25 

0.04 

0.00 

0.00 

0.00 

0.73 

1.15 

0.95 

0.028 

0.50 

0.32 


Bambooliya Khurd 

0830000103771300 

4.201 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.311 

0.91 

0.100 

0.17 

0.03 

0.00 

0.00 

0.00 

0.35 

0.56 

0.69 

0.008 

0.38 

0.24 


Bangrod 

0830000103770200 

3.078 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.078 

0.97 

0.100 

0.06 

0.01 

0.00 

0.00 

0.01 

0.34 

0.52 

0.25 

0.011 

0.68 

0.44 


Banjari 

0830000103772100 

3.071 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.051 

0.68 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.000 

0.01 

0.01 


Barod 

0810000701338400 

10.301 

Fresh 

Non-command 

Non-command 

Limestone 

3.820 

3.51 

0.030 

0.10 

0.01 

0.00 

0.00 

0.00 

0.49 

0.51 

0.39 

0.010 

0.24 

0.23 


Barwas 

0810000701339300 

11.482 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.445 

2.36 

0.100 

0.20 

0.03 

0.00 

0.00 

0.00 

1.46 

1.50 

0.78 

0.014 

0.31 

0.30 


Baswara 

0823000302738600 

13.191 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

9.627 

1.65 

0.090 

0.06 

0.00 

0.00 

0.00 

0.00 

1.49 

2.07 

0.24 

0.000 

0.48 

0.34 


Berna 

0810000701336300 

6.301 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

2.40 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Shale 

4.574 

2.40 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.26 

0.25 

0.20 

0.012 

0.47 

0.49 






Kota Barrage 

Command 

Older Alluvium 

0.000 

2.40 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Shale 

0.039 

2.40 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Mansarovar 

Command 

Shale 

1.688 

2.40 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.08 

0.004 

0.17 

0.18 


Bhainroopura 

0830000103766100 

3.466 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.002 

1.02 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Shale 

0.000 

1.02 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Kota Barrage 

Command 

Older Alluvium 

3.355 

1.02 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.38 

0.52 

0.14 

0.011 

0.63 

0.46 







Command 

Shale 

0.109 

1.02 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.01 


Bhairoonpura 

0810000601323800 

23.052 

Fresh 

Non-command 

Non-command 

Quartzite 

2.511 

1.82 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.02 

0.006 

0.07 

0.08 







Non-command 

Shale 

12.362 

1.82 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.48 

0.43 

0.10 

0.031 

0.35 

0.39 


Bhatpura 

0810000601324400 

8.145 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.996 

0.95 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.003 

0.07 

0.07 


Binjari 

0810000701338100 

1.952 

Fresh 

Non-command 

Non-command 

Limestone 

1.952 

2.11 

0.030 

0.06 

0.00 

0.00 

0.00 

0.00 

0.18 

0.19 

0.25 

0.005 

0.65 

0.64 


Bodal 

0810000601323600 

4.201 

Fresh 

Non-command 

Non-command 

Quartzite 

0.525 

2.34 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.001 

0.08 

0.09 







Non-command 

Shale 

0.512 

2.34 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.001 

0.08 

0.09 


Bohna 

0810000701338000 

9.339 

Fresh 

Non-command 

Non-command 

Limestone 

9.339 

2.18 

0.030 

0.12 

0.01 

0.00 

0.00 

0.00 

0.72 

0.73 

0.44 

0.024 

0.65 

0.64 


Borda 

0830000103771800 

5.967 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

5.592 

0.80 

0.100 

0.13 

0.02 

0.00 

0.00 

0.00 

0.56 

0.88 

0.51 

0.019 

0.64 

0.41 


Chak Dharmpuri 

0810000701336500 

0.304 

Fresh 

Mansarovar 

Command 

Shale 

0.304 

2.66 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.001 

0.65 

0.66 


Chak Guwari 

0830000103769500 

3.338 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.608 

0.91 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.02 

0.002 

0.12 

0.09 


Chak Ishapura 

0810000701334400 

1.055 

Fresh 

Non-command 

Non-command 

Shale 

1.055 

3.50 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.11 

0.11 

0.003 

0.64 

0.62 


Chak Kakawata 

0830000103770500 

2.483 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.483 

1.47 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.38 

0.58 

0.06 

0.008 

0.67 

0.45 


Chak Kherli Pema 

0830000103766500 

1.439 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.439 

0.96 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.21 

0.04 

0.005 

0.67 

0.46 


Chak Tori 

0830000103766400 

0.922 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.922 

0.98 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.14 

0.20 

0.25 

0.003 

0.66 

0.47 


Chanda Kalan 

0823000302737800 

5.650 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.562 

0.90 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.00 

0.000 

0.06 

0.05 







Non-command 

Shale 

2.676 

0.90 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.01 

0.000 

0.28 

0.25 






Kota Barrage 

Command 

Older Alluvium 

0.011 

0.90 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Shale 

0.140 

0.90 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Chanda Khurd 

0823000302738000 

2.737 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.155 

0.93 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.14 

0.07 

0.000 

0.26 

0.22 







Non-command 

Shale 

1.582 

0.93 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.04 

0.000 

0.36 

0.30 


Chhan 

0810000701335800 

5.347 

Fresh 

Non-command 

Non-command 

Shale 

0.988 

3.12 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.15 

0.15 

0.39 

0.002 

0.12 

0.12 






Mansarovar 

Command 

Shale 

4.069 

3.12 

0.020 

0.39 

0.06 

0.00 

0.00 

0.00 

0.58 

0.57 

1.55 

0.010 

0.50 

0.51 


Chhapol 

0830000103768900 

6.993 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.937 

1.83 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.21 

0.24 

0.20 

0.003 

0.09 

0.08 


Chita ra 

0810000601325900 

10.054 

Fresh 

Non-command 

Non-command 

Shale 

10.054 

1.19 

0.020 

0.04 

0.01 

0.00 

0.00 

0.01 

0.26 

0.26 

0.13 

0.025 

0.61 

0.61 


Dangarwara 

0810000601324900 

6.975 

Fresh 

Non-command 

Non-command 

Shale 

6.975 

1.77 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.24 

0.03 

0.018 

0.63 

0.66 


Daulatpura 

0810000701337200 

6.085 

Fresh 

Non-command 

Non-command 

Shale 

0.058 

2.68 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 






Mansarovar 

Command 

Shale 

6.027 

2.68 

0.020 

0.21 

0.03 

0.00 

0.00 

0.00 

0.50 

0.49 

0.83 

0.015 

0.65 

0.65 


Delod 

0830000103768200 

5.691 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.147 

2.16 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.001 

0.02 

0.02 







Non-command 

Shale 

0.000 

2.16 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Kota Barrage 

Command 

Older Alluvium 

5.545 

2.16 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

1.23 

1.22 

0.10 

0.019 

0.63 

0.64 







Command 

Shale 

0.000 

2.16 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dhanwan 

0830000103768100 

8.551 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

8.551 

2.04 

0.100 

0.49 

0.07 

0.00 

0.00 

0.00 

2.16 

2.21 

1.94 

0.029 

0.65 

0.63 







Command 

Shale 

0.000 

2.04 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dharmpuri 

0810000701336600 

1.213 

Fresh 

Non-command 

Non-command 

Limestone 

0.019 

2.07 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Shale 

0.203 

2.07 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.06 

0.001 

0.11 

0.11 






Mansarovar 

Command 

Limestone 

0.002 

2.07 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Shale 

0.990 

2.07 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.11 

0.11 

0.28 

0.002 

0.53 

0.54 


Dheepri (Chambal) 

0830000103766200 

11.681 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.121 

0.89 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.000 

0.01 

0.00 






Kota Barrage 

Command 

Older Alluvium 

11.173 

0.89 

0.100 

0.09 

0.01 

0.00 

0.00 

0.00 

1.07 

1.58 

0.33 

0.038 

0.64 

0.43 


Dheeroli 

0810000601325700 

6.321 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

1.46 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Shale 

6.288 

1.46 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.21 

0.23 

0.16 

0.016 

0.64 

0.60 






Kota Barrage 

Command 

Older Alluvium 

0.000 

1.46 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Shale 

0.032 

1.46 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dobarli 

0823000302738400 

3.300 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.629 

0.94 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.00 

0.000 

0.30 

0.26 







Non-command 

Shale 

1.482 

0.94 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.000 

0.27 

0.23 






Kota Barrage 

Command 

Bhander Sandstone 

0.189 

0.94 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.03 


Dolada 

0810000601324700 

21.725 

Fresh 

Non-command 

Non-command 

Limestone 

1.122 

1.43 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.03 

0.003 

0.03 

0.03 







Non-command 

Bhander Sandstone 

1.694 

1.43 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.03 

0.004 

0.05 

0.05 







Non-command 

Shale 

15.287 

1.43 

0.020 

0.13 

0.02 

0.00 

0.00 

0.00 

0.55 

0.51 

0.46 

0.039 

0.43 

0.46 


Dumoda 

0810000601324000 

3.839 

Fresh 

Non-command 

Non-command 

Quartzite 

3.323 

1.77 

0.020 

0.11 

0.02 

0.00 

0.00 

0.00 

0.21 

0.18 

0.42 

0.008 

0.55 

0.63 


Gandawar 

0810000701338200 

10.740 

Fresh 

Non-command 

Non-command 

Limestone 

10.740 

2.53 

0.030 

0.26 

0.04 

0.00 

0.00 

0.00 

1.04 

1.06 

1.00 

0.027 

0.65 

0.63 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.04 

0.04 

313,936.17 

0.05 

0.01 

0.06 

0.03 

0.27 

0.01 

0.0200 

- 

- 

- 

0.020 

0.026 

0.087 

0.004 

0.083 

0.156 

187.82 

Over Exploited 

Bambooliya Kalan 

0830000103771200 

0.14 

0.57 

102.73 

0.68 

0.04 

0.72 

0.04 

0.54 

- 

0.1100 

0.0987 

0.1860 

0.002 

0.397 

0.397 

1.120 

0.056 

1.064 

0.973 

91.46 

Critical 

Bambooliya Khurd 

0830000103771300 

0.14 

0.12 

357.60 

0.15 

0.03 

0.18 

0.03 

0.41 

- 

0.0800 

0.0465 

0.0525 

- 

0.179 

0.179 

0.355 

0.018 

0.337 

0.697 

206.74 

Over Exploited 

Bangrod 

0830000103770200 

0.14 

0.29 

79.31 

0.35 

0.02 

0.37 

0.06 

0.73 

- 

0.0300 

0.0371 

0.0699 

0.009 

0.147 

0.147 

0.513 

0.026 

0.487 

0.256 

52.45 

Safe 

Banjari 

0830000103772100 

0.14 

0.00 

6,843.32 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0010 

0.0011 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.000 

7.92 

Safe 

Barod 

0810000701338400 

0.06 

0.05 

830.47 

0.07 

0.01 

0.08 

0.02 

0.26 

- 

0.0400 

- 

- 

0.002 

0.042 

0.042 

0.119 

0.006 

0.113 

0.401 

353.97 

Over Exploited 

Barwas 

0810000701339300 

0.22 

0.37 

310.79 

0.44 

0.03 

0.47 

0.03 

0.33 

- 

0.0900 

- 

- 

0.000 

0.090 

0.090 

0.559 

0.028 

0.531 

0.795 

149.61 

Over Exploited 

Baswara 

0823000302738600 

0.12 

0.55 

277.10 

0.66 

0.00 

0.66 

0.04 

0.52 

- 

0.0100 

0.0774 

0.1094 

0.001 

0.198 

0.198 

0.857 

0.043 

0.814 

0.237 

29.10 

Safe 

Berna 

0810000701336300 

0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.09 

190.77 

0.10 

0.01 

0.11 

0.05 

0.52 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.134 

0.007 

0.127 

0.216 

169.25 

Over Exploited 



0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

28,096.21 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0006 

0.0009 

- 

0.002 

0.002 

0.002 

0.000 

0.001 

0.000 

6.90 

Safe 



0.04 

0.01 

730.62 

0.01 

- 

0.01 

0.02 

0.19 

- 

0.0100 

0.0066 

0.0079 

- 

0.025 

0.025 

0.039 

0.002 

0.037 

0.081 

221.17 

Over Exploited 

Bhainroopura 

0830000103766100 

0.14 

0.00 

215,587.96 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.14 

0.30 

76.26 

0.35 

- 

0.35 

0.06 

0.69 

- 

0.0100 

0.0270 

0.0381 

- 

0.075 

0.075 

0.430 

0.021 

0.408 

0.154 

37.84 

Safe 



0.04 

0.00 

2,487.30 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0009 

0.0012 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.000 

17.74 

Safe 

Bhairoonpura 

0810000601323800 

0.06 

0.01 

########## 

0.01 

- 

0.01 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.001 

0.010 

0.023 

238.31 

Over Exploited 



0.04 

0.17 

########## 

0.20 

- 

0.20 

0.04 

0.39 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.209 

0.010 

0.198 

0.127 

64.16 

Safe 

Bhatpura 

0810000601324400 

0.08 

0.01 

226.15 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.015 

212.42 

Over Exploited 

Binjari 

0810000701338100 

0.06 

0.08 

146.03 

0.09 

- 

0.09 

0.06 

0.71 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.121 

0.006 

0.115 

0.250 

217.48 

Over Exploited 

Bodal 

0810000601323600 

0.06 

0.00 

690,118.58 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.026 

1,514.15 

Over Exploited 



0.04 

0.00 

250,611.53 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.030 

2,910.94 

Over Exploited 

Bohna 

0810000701338000 

0.06 

0.36 

100.44 

0.44 

0.01 

0.45 

0.06 

0.71 

- 

0.0500 

- 

- 

0.004 

0.054 

0.054 

0.502 

0.025 

0.476 

0.461 

96.66 

Critical 

Borda 

0830000103771800 

0.14 

0.50 

75.43 

0.60 

0.02 

0.62 

0.05 

0.69 

- 

0.0600 

0.0899 

0.1271 

0.001 

0.278 

0.278 

0.898 

0.045 

0.853 

0.529 

62.02 

Safe 

Chak Dharmpuri 

0810000701336500 

0.04 

0.01 

225.40 

0.01 

- 

0.01 

0.07 

0.72 

- 

- 

0.0012 

0.0014 

- 

0.003 

0.003 

0.012 

0.001 

0.012 

0.039 

336.83 

Over Exploited 

Chak Guwari 

0830000103769500 

0.14 

0.01 

770.59 

0.01 

- 

0.01 

0.01 

0.13 

- 

- 

0.0098 

0.0138 

- 

0.024 

0.024 

0.036 

0.002 

0.034 

0.022 

64.54 

Safe 

Chak Ishapura 

0810000701334400 

0.04 

0.03 

294.65 

0.03 

- 

0.03 

0.06 

0.70 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.043 

0.002 

0.040 

0.116 

285.61 

Over Exploited 

Chak Kakawata 

0830000103770500 

0.14 

0.23 

148.05 

0.28 

- 

0.28 

0.06 

0.73 

- 

- 

0.0200 

0.0282 

- 

0.048 

0.048 

0.329 

0.016 

0.312 

0.069 

22.24 

Safe 

Chak Kherli Pema 

0830000103766500 

0.14 

0.13 

58.75 

0.16 

- 

0.16 

0.06 

0.73 

- 

- 

0.0174 

0.0327 

- 

0.050 

0.050 

0.211 

0.011 

0.201 

0.046 

22.88 

Safe 

Chak Tori 

0830000103766400 

0.14 

0.09 

129.55 

0.10 

0.01 

0.11 

0.06 

0.72 

- 

0.0300 

0.0111 

0.0209 

- 

0.062 

0.062 

0.174 

0.009 

0.165 

0.248 

149.95 

Over Exploited 

Chanda Kalan 

0823000302737800 

0.12 

0.00 

1,166.12 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.005 

- 

- 

Safe 



0.03 

0.02 

105.54 

0.03 

0.00 

0.03 

0.03 

0.32 

0.00 

- 

- 

- 

0.000 

0.000 

0.003 

0.031 

0.002 

0.029 

0.007 

23.95 

Safe 



0.12 

0.00 

60,214.81 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0003 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.03 

0.00 

3,274.03 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0017 

0.0032 

0.000 

0.005 

0.005 

0.006 

0.000 

0.005 

- 

- 

Safe 

Chanda Khurd 

0823000302738000 

0.12 

0.04 

286.86 

0.04 

- 

0.04 

0.03 

0.29 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.057 

0.003 

0.054 

0.067 

123.00 

Over Exploited 



0.03 

0.02 

146.54 

0.02 

0.00 

0.02 

0.04 

0.40 

0.00 

- 

- 

- 

0.001 

0.001 

0.003 

0.024 

0.001 

0.023 

0.043 

185.83 

Over Exploited 

Chhan 

0810000701335800 

0.04 

0.00 

2,995.79 

0.01 

0.01 

0.02 

0.01 

0.13 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.056 

0.003 

0.053 

0.388 

733.74 

Over Exploited 



0.04 

0.08 

602.22 

0.10 

0.06 

0.16 

0.05 

0.55 

- 

0.1700 

0.0159 

0.0192 

- 

0.205 

0.205 

0.362 

0.018 

0.344 

1.560 

453.21 

Over Exploited 

Chhapol 

0830000103768900 

0.14 

0.01 

1,984.35 

0.01 

0.01 

0.02 

0.01 

0.10 

- 

0.0200 

0.0113 

0.0213 

- 

0.053 

0.053 

0.076 

0.004 

0.073 

0.207 

285.35 

Over Exploited 

Chita ra 

0810000601325900 

0.04 

0.25 

6.39 

0.26 

0.02 

0.28 

0.07 

0.69 

0.03 

0.0200 

- 

- 

0.009 

0.029 

0.058 

0.337 

0.017 

0.320 

0.159 

49.80 

Safe 

Dangarwara 

0810000601324900 

0.04 

0.18 

38.42 

0.21 

0.00 

0.21 

0.07 

0.70 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.214 

0.011 

0.204 

0.047 

22.86 

Safe 

Daulatpura 

0810000701337200 

0.04 

0.00 

(11,739.41) 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.012 

0.001 

0.011 

0.010 

88.93 

Semi Critical 



0.04 

0.16 

215.96 

0.19 

0.03 

0.22 

0.06 

0.71 

- 

0.0900 

0.0236 

0.0284 

0.007 

0.149 

0.149 

0.371 

0.019 

0.352 

0.841 

238.83 

Over Exploited 

Delod 

0830000103768200 

0.14 

0.00 

9,034.25 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.14 

0.49 

147.37 

0.59 

0.00 

0.59 

0.06 

0.70 

- 

0.0100 

0.0669 

0.1260 

0.000 

0.203 

0.203 

0.794 

0.040 

0.754 

0.121 

16.03 

Safe 



0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dhanwan 

0830000103768100 

0.14 

0.78 

184.30 

0.93 

0.07 

1.00 

0.06 

0.71 

- 

0.2200 

0.1031 

0.1943 

0.001 

0.519 

0.519 

1.523 

0.076 

1.447 

1.967 

135.95 

Over Exploited 



0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dharmpuri 

0810000701336600 

0.06 

0.00 

10,485.80 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

1,959.29 

0.00 

- 

0.00 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.011 

0.056 

528.30 

Over Exploited 



0.06 

0.00 

104,985.13 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.02 

420.17 

0.03 

- 

0.03 

0.05 

0.58 

- 

0.0300 

0.0019 

0.0023 

- 

0.034 

0.034 

0.060 

0.003 

0.057 

0.278 

492.00 

Over Exploited 

Dheepri (Chambal) 

0830000103766200 

0.14 

0.00 

13,376.19 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.14 

1.00 

57.72 

1.20 

0.01 

1.21 

0.06 

0.70 

- 

0.0400 

0.1348 

0.2539 

0.000 

0.429 

0.429 

1.641 

0.082 

1.559 

0.364 

23.36 

Safe 

Dheeroli 

0810000601325700 

0.22 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.16 

41.39 

0.19 

0.01 

0.20 

0.07 

0.70 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.223 

0.011 

0.212 

0.172 

80.98 

Semi Critical 



0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

6,999.94 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0005 

0.0007 

0.001 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

3.00 

Safe 

Dobarli 

0823000302738400 

0.06 

0.03 

22.78 

0.03 

- 

0.03 

0.04 

0.33 

0.00 

- 

- 

- 

- 

- 

0.003 

0.038 

0.002 

0.036 

- 

- 

Safe 



0.03 

0.01 

129.24 

0.01 

0.00 

0.02 

0.03 

0.30 

0.00 

- 

- 

- 

0.001 

0.001 

0.002 

0.018 

0.001 

0.017 

- 

- 

Safe 



0.06 

0.00 

972.81 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

0.0015 

0.0022 

- 

0.004 

0.004 

0.004 

0.000 

0.004 

- 

- 

Safe 

Dolada 

0810000601324700 

0.06 

0.00 

2,469.94 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.032 

1,199.17 

Over Exploited 



0.08 

0.01 

751.42 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.008 

0.034 

424.64 

Over Exploited 



0.04 

0.26 

95.69 

0.31 

0.02 

0.33 

0.05 

0.48 

0.03 

0.0500 

- 

- 

- 

0.050 

0.082 

0.416 

0.021 

0.395 

0.500 

126.45 

Over Exploited 

Dumoda 

0810000601324000 

0.06 

0.11 

199,214.06 

0.13 

0.02 

0.15 

0.06 

0.62 

0.01 

0.0500 

- 

- 

- 

0.050 

0.062 

0.214 

0.011 

0.203 

0.428 

210.62 

Over Exploited 

Gandawar 

0810000701338200 

0.06 

0.42 

153.61 

0.50 

0.04 

0.54 

0.06 

0.71 

- 

0.1100 

- 

- 

0.001 

0.111 

0.111 

0.652 

0.033 

0.619 

1.026 

165.74 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Gandayata 

0810000701335900 

4.155 

Fresh 

Non-command 

Non-command 

Shale 

3.166 

1.87 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.16 

0.15 

0.17 

0.008 

0.50 

0.52 






Mansarovar 

Command 

Shale 

0.988 

1.87 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.06 

0.002 

0.16 

0.16 


Ganeshkhera 

0830000103771900 

3.252 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.010 

0.55 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Garhi 

0810000601326600 

6.450 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.99 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Shale 

6.293 

0.99 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.16 

0.06 

0.016 

0.60 

0.56 






Kota Barrage 

Command 

Older Alluvium 

0.000 

0.99 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Shale 

0.157 

0.99 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.01 


Genta 

0830000103771100 

19.216 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

12.120 

0.49 

0.100 

0.65 

0.10 

0.00 

0.00 

0.00 

1.14 

1.79 

2.56 

0.041 

0.43 

0.27 


Ghatod 

0830000103767500 

3.879 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.031 

1.23 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 






Kota Barrage 

Command 

Older Alluvium 

3.847 

1.23 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.49 

0.56 

0.06 

0.013 

0.64 

0.56 







Command 

Shale 

0.000 

1.23 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gopalpura 

0830000103769400 

4.663 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.119 

1.05 

0.100 

0.09 

0.01 

0.00 

0.00 

0.00 

0.41 

0.54 

0.35 

0.011 

0.44 

0.33 



0810000701335300 

3.628 

Fresh 

Non-command 

Non-command 

Shale 

2.344 

2.78 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.20 

0.20 

0.28 

0.006 

0.42 

0.43 


Gothra 

0810000701334700 

6.563 

Fresh 

Non-command 

Non-command 

Limestone 

6.563 

3.26 

0.030 

0.55 

0.08 

0.00 

0.00 

0.00 

1.11 

1.15 

2.18 

0.017 

0.64 

0.62 


Gothra Kalan 

0830000103766800 

4.645 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

4.645 

0.93 

0.100 

0.21 

0.03 

0.00 

0.00 

0.00 

0.61 

0.83 

0.84 

0.016 

0.66 

0.48 


Gothra Khurd 

0830000103767800 

2.836 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.002 

1.79 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Shale 

0.000 

1.79 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Kota Barrage 

Command 

Older Alluvium 

2.834 

1.79 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.54 

0.59 

0.14 

0.010 

0.65 

0.60 







Command 

Shale 

0.000 

1.79 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gurala 

0830000103768600 

3.058 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.091 

1.90 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.000 

0.02 

0.02 







Non-command 

Limestone 

0.001 

1.90 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Kota Barrage 

Command 

Older Alluvium 

1.257 

1.90 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.27 

0.27 

0.12 

0.004 

0.27 

0.27 







Command 

Limestone 

0.000 

1.90 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Guwadi 

0830000103767400 

2.759 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.759 

1.09 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.32 

0.40 

0.08 

0.009 

0.66 

0.52 


Hajjam Kheri 

0810000601322700 

2.394 

Fresh 

Non-command 

Non-command 

Quartzite 

2.336 

1.85 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.16 

0.13 

0.31 

0.006 

0.65 

0.77 


Halonda 

0810000601322900 

6.082 

Fresh 

Non-command 

Non-command 

Quartzite 

5.306 

2.06 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.25 

0.21 

0.09 

0.013 

0.59 

0.69 


Hatholi 

0830000103771600 

4.949 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

4.948 

0.59 

0.100 

0.13 

0.03 

0.00 

0.00 

0.00 

0.39 

0.62 

0.51 

0.017 

0.68 

0.43 


Hawa Kherli 

0830000103771000 

3.509 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.509 

0.53 

0.100 

0.22 

0.01 

0.00 

0.00 

0.00 

0.40 

0.60 

0.88 

0.012 

0.67 

0.44 


Hindwar 

0810000601324200 

8.603 

Fresh 

Non-command 

Non-command 

Quartzite 

7.038 

1.55 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.27 

0.23 

0.20 

0.018 

0.52 

0.60 


Indala 

0810000701335400 

16.347 

Fresh 

Non-command 

Non-command 

Shale 

4.803 

2.93 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.28 

0.00 

0.012 

0.19 

0.19 






Mansarovar 

Command 

Shale 

0.992 

2.93 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.00 

0.002 

0.04 

0.04 


Ishapura 

0810000701334300 

2.272 

Fresh 

Non-command 

Non-command 

Shale 

2.272 

3.52 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.20 

0.21 

0.20 

0.006 

0.64 

0.62 


Jailalpura 

0810000701336900 

4.128 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

1.95 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Limestone 

2.097 

1.95 

0.030 

0.05 

0.00 

0.00 

0.00 

0.00 

0.17 

0.17 

0.19 

0.005 

0.33 

0.33 







Non-command 

Shale 

1.975 

1.95 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.14 

0.14 

0.22 

0.005 

0.31 

0.31 






Kota Barrage 

Command 

Older Alluvium 

0.001 

1.95 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Limestone 

0.056 

1.95 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Jaisinghpura 

0810000701334200 

3.912 

Fresh 

Non-command 

Non-command 

Shale 

3.912 

3.66 

0.020 

0.15 

0.02 

0.00 

0.00 

0.05 

0.37 

0.38 

0.60 

0.010 

0.64 

0.62 


Jalpa Kheri 

0810000601323900 

4.328 

Fresh 

Non-command 

Non-command 

Quartzite 

1.490 

1.76 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.08 

0.004 

0.22 

0.24 







Non-command 

Limestone 

0.011 

1.76 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Shale 

2.792 

1.76 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.13 

0.12 

0.16 

0.007 

0.41 

0.45 


Jetpur 

0810000701335700 

5.755 

Fresh 

Non-command 

Non-command 

Shale 

1.130 

1.55 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.12 

0.003 

0.13 

0.13 






Mansarovar 

Command 

Shale 

4.313 

1.55 

0.020 

0.11 

0.02 

0.00 

0.00 

0.00 

0.22 

0.22 

0.42 

0.011 

0.49 

0.51 


Kailashpuri 

0810000601324100 

2.668 

Fresh 

Non-command 

Non-command 

Quartzite 

2.180 

1.86 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.13 

0.11 

0.24 

0.005 

0.54 

0.61 


Kakawata 

0830000103765600 

3.808 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.386 

1.50 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.04 

0.001 

0.06 

0.05 







Command 

Bhander Sandstone 

0.251 

1.50 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.04 

0.03 







Command 

Shale 

3.171 

1.50 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.11 

0.14 

0.15 

0.011 

0.52 

0.41 


Kakrawada 

0830000103765900 

8.740 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

8.740 

1.59 

0.100 

0.36 

0.02 

0.00 

0.00 

0.00 

1.73 

2.54 

1.39 

0.030 

0.67 

0.45 


Kali Bhati 

0810000601322600 

4.030 

Fresh 

Non-command 

Non-command 

Quartzite 

0.075 

1.60 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.10 

0.000 

0.01 

0.02 


Kamokhari 

0810000701334600 

2.536 

Fresh 

Non-command 

Non-command 

Limestone 

2.407 

3.36 

0.030 

0.05 

0.01 

0.00 

0.00 

0.00 

0.28 

0.29 

0.18 

0.006 

0.61 

0.59 







Non-command 

Shale 

0.129 

3.36 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.03 

0.03 


Kankra Mej 

0823000302738700 

4.010 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.111 

2.04 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.000 

0.02 

0.01 


Karmapur 

0810000601326500 

6.000 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.92 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Shale 

2.879 

0.92 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.03 

0.007 

0.29 

0.27 






Kota Barrage 

Command 

Older Alluvium 

0.000 

0.92 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Shale 

0.430 

0.92 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.04 

0.04 


Kasba Khandar 

0810000701334100 

11.253 

Fresh 

Non-command 

Non-command 

Limestone 

0.564 

3.73 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.06 

0.001 

0.03 

0.03 







Non-command 

Shale 

4.932 

3.73 

0.020 

0.15 

0.02 

0.00 

0.00 

0.01 

0.49 

0.50 

0.60 

0.012 

0.28 

0.27 


Katar 

0810000701337100 

6.184 

Fresh 

Non-command 

Non-command 

Shale 

4.122 

2.74 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.31 

0.30 

0.35 

0.010 

0.43 

0.44 






Mansarovar 

Command 

Shale 

2.062 

2.74 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.15 

0.15 

0.18 

0.005 

0.22 

0.22 


Keerpura 

0830000103770700 

2.058 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.058 

1.56 

0.100 

0.11 

0.01 

0.00 

0.00 

0.00 

0.42 

0.63 

0.42 

0.007 

0.67 

0.45 


Keshopura 

0830000103773700 

5.488 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.141 

0.54 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.000 

0.02 

0.01 


Kethoda 

0830000103768500 

6.611 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.778 

1.93 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.57 

0.57 

0.12 

0.009 

0.27 

0.27 







Command 

Limestone 

0.000 

1.93 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khakata 

0823000302740400 

5.925 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.742 

0.72 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.25 

0.37 

0.06 

0.000 

0.42 

0.29 


Khalwara 

0810000601323200 

2.207 

Fresh 

Non-command 

Non-command 

Quartzite 

0.160 

2.36 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.05 

0.06 


Khandeolan 

0810000701337500 

8.094 

Fresh 

Non-command 

Non-command 

Limestone 

3.363 

2.59 

0.030 

0.05 

0.01 

0.00 

0.00 

0.00 

0.30 

0.30 

0.20 

0.008 

0.27 

0.27 







Non-command 

Shale 

4.732 

2.59 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.32 

0.32 

0.36 

0.012 

0.38 

0.38 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Gandayata 

0810000701335900 

0.04 

0.06 

140.14 

0.08 

0.01 

0.09 

0.05 

0.55 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.107 

0.005 

0.101 

0.181 

178.79 

Over Exploited 



0.04 

0.01 

782.77 

0.01 

0.00 

0.01 

0.02 

0.17 

- 

0.0100 

0.0039 

0.0047 

0.000 

0.019 

0.019 

0.027 

0.001 

0.025 

0.060 

239.88 

Over Exploited 

Ganeshkhera 

0830000103771900 

0.14 

0.00 

30,928.31 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0002 

0.0002 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Garhi 

0810000601326600 

0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.15 

2.02 

0.16 

0.00 

0.16 

0.07 

0.67 

0.02 

0.0100 

- 

- 

0.001 

0.011 

0.028 

0.183 

0.009 

0.174 

0.074 

42.37 

Safe 



0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

2,958.72 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0025 

0.0036 

0.001 

0.007 

0.007 

0.007 

0.000 

0.007 

0.000 

5.75 

Safe 

Genta 

0830000103771100 

0.14 

0.73 

145.40 

0.87 

0.10 

0.98 

0.04 

0.46 

- 

0.2900 

0.1462 

0.2754 

0.003 

0.715 

0.715 

1.692 

0.085 

1.607 

2.602 

161.90 

Over Exploited 

Ghatod 

0830000103767500 

0.14 

0.00 

19,221.88 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.14 

0.34 

63.77 

0.41 

- 

0.41 

0.06 

0.70 

- 

0.0100 

0.0619 

0.0874 

- 

0.159 

0.159 

0.572 

0.029 

0.544 

0.074 

13.64 

Safe 



0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gopalpura 

0830000103769400 

0.14 

0.19 

178.69 

0.23 

0.01 

0.24 

0.04 

0.48 

- 

0.0400 

0.0502 

0.0709 

- 

0.161 

0.161 

0.404 

0.020 

0.384 

0.358 

93.18 

Critical 


0810000701335300 

0.04 

0.03 

3,293.09 

0.03 

0.01 

0.04 

0.04 

0.46 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.072 

0.004 

0.069 

0.287 

418.10 

Over Exploited 

Gothra 

0810000701334700 

0.06 

0.25 

351.78 

0.30 

0.08 

0.39 

0.06 

0.70 

- 

0.2500 

- 

- 

0.003 

0.253 

0.253 

0.639 

0.032 

0.607 

2.199 

362.32 

Over Exploited 

Gothra Kalan 

0830000103766800 

0.14 

0.43 

95.50 

0.51 

0.03 

0.54 

0.06 

0.72 

- 

0.0900 

0.0560 

0.1055 

- 

0.252 

0.252 

0.793 

0.040 

0.753 

0.852 

113.10 

Over Exploited 

Gothra Khurd 

0830000103767800 

0.14 

0.00 

201,402.52 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.14 

0.26 

127.52 

0.31 

0.01 

0.32 

0.06 

0.71 

- 

0.0200 

0.0456 

0.0644 

0.000 

0.130 

0.130 

0.450 

0.022 

0.427 

0.153 

35.74 

Safe 



0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gurala 

0830000103768600 

0.14 

0.00 

6,921.92 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.14 

0.05 

472.30 

0.06 

- 

0.06 

0.03 

0.29 

- 

- 

0.0101 

0.0143 

- 

0.024 

0.024 

0.081 

0.004 

0.077 

0.126 

164.43 

Over Exploited 



0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Guwadi 

0830000103767400 

0.14 

0.25 

59.46 

0.30 

- 

0.30 

0.06 

0.72 

- 

0.0100 

0.0444 

0.0627 

- 

0.117 

0.117 

0.421 

0.021 

0.400 

0.091 

22.84 

Safe 

Hajjam Kheri 

0810000601322700 

0.06 

0.09 

45.84 

0.11 

0.01 

0.12 

0.07 

0.72 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.150 

0.007 

0.142 

0.317 

222.73 

Over Exploited 

Halonda 

0810000601322900 

0.06 

0.18 

741,615.25 

0.21 

- 

0.21 

0.06 

0.65 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.221 

0.011 

0.210 

0.105 

50.09 

Safe 

Hatholi 

0830000103771600 

0.14 

0.47 

31.89 

0.57 

0.03 

0.60 

0.06 

0.74 

- 

0.1000 

0.1193 

0.1686 

0.003 

0.391 

0.391 

0.991 

0.050 

0.941 

0.527 

55.99 

Safe 

Hawa Kherli 

0830000103771000 

0.14 

0.33 

81.23 

0.40 

0.01 

0.41 

0.06 

0.73 

- 

0.0300 

0.0282 

0.0399 

- 

0.098 

0.098 

0.506 

0.025 

0.481 

0.890 

185.17 

Over Exploited 

Hindwar 

0810000601324200 

0.06 

0.22 

184,957.63 

0.23 

0.01 

0.24 

0.06 

0.58 

0.03 

0.0200 

- 

- 

- 

0.020 

0.045 

0.286 

0.014 

0.272 

0.220 

80.78 

Semi Critical 

Indala 

0810000701335400 

0.04 

0.04 

654.09 

0.04 

- 

0.04 

0.02 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.044 

0.002 

0.042 

0.012 

28.82 

Safe 



0.04 

0.00 

3,549.02 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

0.0039 

0.0047 

- 

0.009 

0.009 

0.010 

0.001 

0.010 

0.002 

25.33 

Safe 

Ishapura 

0810000701334300 

0.04 

0.06 

253.31 

0.07 

0.01 

0.08 

0.06 

0.70 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.100 

0.005 

0.095 

0.203 

212.82 

Over Exploited 

Jailalpura 

0810000701336900 

0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.04 

315.15 

0.05 

- 

0.05 

0.03 

0.36 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.060 

0.003 

0.057 

0.192 

338.12 

Over Exploited 



0.04 

0.02 

457.08 

0.03 

- 

0.03 

0.03 

0.34 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.040 

0.002 

0.038 

0.221 

588.71 

Over Exploited 



0.22 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

11,108.37 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0004 

0.0006 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

13.04 

Safe 

Jaisinghpura 

0810000701334200 

0.04 

0.10 

280.92 

0.12 

0.07 

0.19 

0.06 

0.70 

- 

0.0700 

- 

- 

0.070 

0.140 

0.140 

0.328 

0.016 

0.312 

0.612 

196.22 

Over Exploited 

Jalpa Kheri 

0810000601323900 

0.06 

0.02 

234.69 

0.02 

- 

0.02 

0.02 

0.24 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.036 

0.002 

0.034 

0.080 

235.93 

Over Exploited 



0.06 

0.00 

45,349.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.05 

153.26 

0.05 

0.01 

0.06 

0.05 

0.45 

0.01 

0.0200 

- 

- 

- 

0.020 

0.025 

0.090 

0.004 

0.085 

0.170 

199.11 

Over Exploited 

Jetpur 

0810000701335700 

0.04 

0.01 

882.52 

0.01 

- 

0.01 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.118 

730.88 

Over Exploited 



0.04 

0.08 

155.02 

0.10 

0.02 

0.12 

0.05 

0.54 

- 

0.0500 

0.0169 

0.0203 

- 

0.087 

0.087 

0.209 

0.010 

0.199 

0.433 

217.99 

Over Exploited 

Kailashpuri 

0810000601324100 

0.06 

0.07 

257,834.72 

0.08 

0.01 

0.09 

0.06 

0.59 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.123 

0.006 

0.117 

0.249 

213.94 

Over Exploited 

Kakawata 

0830000103765600 

0.14 

0.00 

2,427.16 

0.00 

0.00 

0.00 

0.01 

0.07 

- 

- 

0.0031 

0.0044 

0.000 

0.008 

0.008 

0.012 

0.001 

0.011 

0.042 

382.72 

Over Exploited 



0.08 

0.00 

1,052.31 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

0.0020 

0.0029 

- 

0.005 

0.005 

0.006 

0.000 

0.006 

0.015 

265.09 

Over Exploited 



0.04 

0.07 

113.64 

0.08 

0.00 

0.08 

0.05 

0.58 

- 

0.0100 

0.0255 

0.0360 

0.001 

0.072 

0.072 

0.153 

0.008 

0.145 

0.162 

111.52 

Over Exploited 

Kakrawada 

0830000103765900 

0.14 

0.81 

211.74 

0.98 

0.02 

1.00 

0.06 

0.72 

- 

0.0500 

0.0703 

0.0993 

0.001 

0.220 

0.220 

1.218 

0.061 

1.157 

1.417 

122.41 

Over Exploited 

Kali Bhati 

0810000601322600 

0.08 

0.00 

34,172.68 

0.00 

- 

0.00 

0.00 

0.01 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.010 

0.001 

0.010 

0.104 

1,087.51 

Over Exploited 

Kamokhari 

0810000701334600 

0.06 

0.09 

230.03 

0.11 

0.01 

0.12 

0.06 

0.67 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.137 

0.007 

0.130 

0.184 

141.77 

Over Exploited 



0.04 

0.00 

5,190.53 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

5,324.56 

Over Exploited 

Kankra Mej 

0823000302738700 

0.12 

0.00 

11,288.80 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0013 

0.0025 

- 

0.004 

0.004 

0.004 

0.000 

0.004 

- 

- 

Safe 

Karmapur 

0810000601326500 

0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.03 

102.65 

0.04 

0.00 

0.04 

0.03 

0.33 

0.00 

- 

- 

- 

0.000 

0.001 

0.004 

0.045 

0.002 

0.043 

0.036 

84.42 

Semi Critical 



0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

1,001.92 

0.00 

0.00 

0.00 

0.01 

0.05 

0.00 

- 

0.0069 

0.0098 

0.000 

0.017 

0.017 

0.019 

0.001 

0.018 

0.011 

62.99 

Safe 

Kasha Khandar 

0810000701334100 

0.06 

0.00 

6,861.87 

0.00 

- 

0.00 

0.00 

0.04 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.011 

0.059 

552.97 

Over Exploited 



0.04 

0.06 

807.51 

0.07 

0.03 

0.10 

0.03 

0.31 

- 

0.0700 

- 

- 

0.019 

0.089 

0.089 

0.188 

0.009 

0.179 

0.612 

342.98 

Over Exploited 

Katar 

0810000701337100 

0.04 

0.07 

322.73 

0.09 

0.01 

0.10 

0.04 

0.48 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.137 

0.007 

0.131 

0.363 

278.24 

Over Exploited 



0.04 

0.02 

743.45 

0.02 

0.01 

0.03 

0.02 

0.24 

- 

0.0200 

0.0081 

0.0097 

0.001 

0.039 

0.039 

0.071 

0.004 

0.067 

0.183 

272.30 

Over Exploited 

Keerpura 

0830000103770700 

0.14 

0.19 

227.44 

0.23 

0.01 

0.24 

0.06 

0.73 

- 

0.0200 

0.0166 

0.0234 

0.002 

0.062 

0.062 

0.305 

0.015 

0.290 

0.431 

148.84 

Over Exploited 

Keshopura 

0830000103773700 

0.14 

0.00 

8,074.39 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0034 

0.0048 

- 

0.008 

0.008 

0.009 

0.000 

0.008 

0.020 

250.17 

Over Exploited 

Kethoda 

0830000103768500 

0.14 

0.11 

434.41 

0.13 

- 

0.13 

0.03 

0.30 

- 

- 

0.0223 

0.0316 

- 

0.054 

0.054 

0.182 

0.009 

0.173 

0.131 

76.22 

Semi Critical 



0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khakata 

0823000302740400 

0.12 

0.19 

93.47 

0.23 

0.00 

0.23 

0.04 

0.46 

- 

0.0100 

0.0451 

0.0850 

0.001 

0.141 

0.141 

0.370 

0.018 

0.351 

0.058 

16.52 

Safe 

Khalwara 

0810000601323200 

0.06 

0.00 

1,273.42 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.008 

1,557.35 

Over Exploited 

Khandeolan 

0810000701337500 

0.06 

0.05 

449.85 

0.07 

0.01 

0.08 

0.03 

0.30 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.095 

0.005 

0.091 

0.205 

226.60 

Over Exploited 



0.04 

0.07 

349.63 

0.09 

0.01 

0.10 

0.04 

0.42 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.136 

0.007 

0.130 

0.374 

288.59 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Khanpur 

081000060132610C 

2.196 

Fresh 

Non-command 

Non-command 

Shale 

2.091 

0.95 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.07 

0.13 

0.005 

0.56 

0.58 


Kharwan 

083000010377440C 

3.906 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.123 

0.52 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.01 


Kherli Kalan 

0823000302738300 

1.192 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.354 

0.94 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.18 

0.15 







Non-command 

Shale 

0.708 

0.94 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.37 

0.30 






Kota Barrage 

Command 

Bhander Sandstone 

0.110 

0.94 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.06 

0.05 







Command 

Shale 

0.020 

0.94 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Kherli Khurd 

0823000302738100 

0.870 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.041 

0.93 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.02 







Non-command 

Shale 

0.829 

0.93 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.000 

0.59 

0.49 


Kherli Pema 

0830000103766300 

1.953 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.102 

0.94 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.000 

0.03 

0.03 






Kota Barrage 

Command 

Older Alluvium 

1.851 

0.94 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.25 

0.34 

0.33 

0.006 

0.61 

0.46 


Khirkhari 

0810000601325400 

8.257 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

2.11 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Shale 

7.819 

2.11 

0.020 

0.19 

0.03 

0.00 

0.00 

0.00 

0.49 

0.48 

0.74 

0.020 

0.61 

0.62 






Kota Barrage 

Command 

Older Alluvium 

0.000 

2.11 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Shale 

0.437 

2.11 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.001 

0.03 

0.03 


Kishanpura 

0823000302738200 

1.423 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.589 

0.93 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.03 

0.000 

0.26 

0.21 







Non-command 

Shale 

0.810 

0.93 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.000 

0.36 

0.28 






Kota Barrage 

Command 

Older Alluvium 

0.011 

0.93 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Shale 

0.013 

0.93 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 



0810000601326000 

1.685 

Fresh 

Non-command 

Non-command 

Shale 

1.685 

1.04 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.08 

0.004 

0.60 

0.61 


Kishanpura @ Khawaspura 

0830000103769700 

2.883 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.283 

0.84 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.04 

0.001 

0.07 

0.05 


Kushalipura 

0810000601322800 

1.177 

Fresh 

Non-command 

Non-command 

Quartzite 

0.172 

1.98 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.15 

0.000 

0.10 

0.12 


Kushalpur 

0810000701333900 

2.821 

Fresh 

Non-command 

Non-command 

Quartzite 

0.034 

3.65 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Shale 

0.114 

3.65 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.03 

0.03 


Kyarda Khurd 

0810000701336400 

9.198 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

2.51 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Limestone 

0.245 

2.51 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.02 

0.02 







Non-command 

Shale 

4.759 

2.51 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.33 

0.32 

0.37 

0.012 

0.34 

0.35 






Kota Barrage 

Command 

Older Alluvium 

0.000 

2.51 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Limestone 

0.072 

2.51 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 







Command 

Shale 

0.000 

2.51 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Mansarovar 

Command 

Shale 

4.121 

2.51 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.28 

0.27 

0.32 

0.010 

0.29 

0.30 


Lahsoda 

0810000601325100 

19.545 

Fresh 

Non-command 

Non-command 

Shale 

19.545 

1.94 

0.020 

0.15 

0.02 

0.00 

0.00 

0.00 

0.89 

0.85 

0.55 

0.049 

0.65 

0.67 


Laxmipura 

0810000601325000 

4.236 

Fresh 

Non-command 

Non-command 

Shale 

3.778 

1.84 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.18 

0.17 

0.20 

0.010 

0.57 

0.62 


Makheeda 

0823000302740300 

11.392 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

7.529 

0.79 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.56 

0.82 

0.07 

0.000 

0.44 

0.30 


Meena Kheri 

0810000701337900 

6.185 

Fresh 

Non-command 

Non-command 

Limestone 

5.472 

2.10 

0.030 

0.12 

0.01 

0.00 

0.00 

0.00 

0.45 

0.46 

0.47 

0.014 

0.57 

0.57 







Non-command 

Shale 

0.713 

2.10 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.08 

0.002 

0.07 

0.07 


Mei Kalan 

0810000701334800 

8.164 

Fresh 

Non-command 

Non-command 

Limestone 

1.623 

2.70 

0.030 

0.06 

0.01 

0.00 

0.00 

0.00 

0.18 

0.18 

0.24 

0.004 

0.13 

0.13 







Non-command 

Shale 

5.356 

2.70 

0.020 

0.26 

0.04 

0.00 

0.00 

0.00 

0.51 

0.51 

1.01 

0.013 

0.43 

0.43 


Mei Khurd 

0810000701334900 

48.460 

Fresh 

Non-command 

Non-command 

Quartzite 

1.932 

2.72 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.13 

0.06 

0.005 

0.03 

0.03 







Non-command 

Limestone 

2.823 

2.72 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.25 

0.25 

0.07 

0.007 

0.04 

0.04 







Non-command 

Shale 

14.206 

2.72 

0.020 

0.13 

0.02 

0.00 

0.00 

0.00 

0.88 

0.89 

0.48 

0.036 

0.19 

0.19 


Miyana 

0830000103767200 

14.334 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.169 

0.96 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.001 

0.01 

0.01 







Non-command 

Shale 

0.000 

0.96 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Kota Barrage 

Command 

Older Alluvium 

14.143 

0.96 

0.100 

0.38 

0.05 

0.00 

0.00 

0.00 

1.69 

2.09 

1.45 

0.048 

0.64 

0.52 







Command 

Shale 

0.000 

0.96 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Miyapur 

0810000701335500 

11.164 

Fresh 

Non-command 

Non-command 

Shale 

6.135 

1.81 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.22 

0.04 

0.015 

0.36 

0.38 






Mansarovar 

Command 

Shale 

0.849 

1.81 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.002 

0.05 

0.05 


Mukandpura 

0810000701334500 

1.687 

Fresh 

Non-command 

Non-command 

Limestone 

0.578 

3.57 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.02 

0.001 

0.22 

0.21 







Non-command 

Shale 

1.110 

3.57 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.04 

0.003 

0.42 

0.41 


Mundraheri 

0810000601324600 

3.161 

Fresh 

Non-command 

Non-command 

Limestone 

0.266 

1.07 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.05 

0.05 







Non-command 

Bhander Sandstone 

2.759 

1.07 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.08 

0.16 

0.007 

0.50 

0.54 


Murjad Pura 

0823000302737900 

1.284 

Fresh 

Non-command 

Non-command 

Shale 

0.753 

0.90 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.35 

0.31 


Nachhai 

0810000701335600 

5.869 

Fresh 

Non-command 

Non-command 

Shale 

5.510 

1.30 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.19 

0.18 

0.24 

0.014 

0.62 

0.65 






Mansarovar 

Command 

Shale 

0.165 

1.30 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.02 


Nakdi Rahmanpura 

0810000601323500 

12.486 

Fresh 

Non-command 

Non-command 

Shale 

0.757 

2.47 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.01 

0.002 

0.04 

0.04 


Narwalan 

0810000701337000 

4.109 

Fresh 

Non-command 

Non-command 

Limestone 

1.970 

2.06 

0.030 

0.05 

0.00 

0.00 

0.00 

0.00 

0.17 

0.17 

0.21 

0.005 

0.31 

0.31 







Non-command 

Shale 

2.139 

2.06 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.16 

0.16 

0.29 

0.005 

0.34 

0.34 


Naya Gaon 

0830000103768400 

2.671 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.529 

2.02 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.54 

0.54 

0.10 

0.009 

0.62 

0.62 







Command 

Limestone 

0.000 

2.02 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Neemola 

0830000103767100 

11.669 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.062 

0.91 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.000 

0.00 

0.00 







Non-command 

Shale 

0.000 

0.91 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Kota Barrage 

Command 

Older Alluvium 

11.405 

0.91 

0.100 

0.77 

0.11 

0.00 

0.00 

0.00 

1.69 

2.18 

3.02 

0.039 

0.63 

0.49 







Command 

Shale 

0.000 

0.91 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Neemsara 

0830000103770600 

9.880 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

9.880 

1.28 

0.100 

0.28 

0.01 

0.00 

0.00 

0.00 

1.53 

2.37 

1.06 

0.034 

0.68 

0.44 


On Kalal 

0810000701333300 

3.197 

Fresh 

Non-command 

Non-command 

Limestone 

0.053 

3.26 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


On Meena 

0810000701338500 

7.501 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.635 

2.85 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.21 

0.22 

0.10 

0.002 

0.05 

0.05 







Non-command 

Limestone 

5.749 

2.85 

0.030 

0.11 

0.02 

0.00 

0.00 

0.00 

0.58 

0.60 

0.44 

0.014 

0.49 

0.48 


Padra Bardar 

0810000701338700 

7.845 

Fresh 

Non-command 

Non-command 

Limestone 

0.002 

2.83 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Pali 

0810000701336800 

9.845 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

1.96 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Khanpur 

0810000601326100 

0.04 

0.05 

43.56 

0.06 

0.01 

0.07 

0.07 

0.63 

0.01 

0.0200 

- 

- 

0.001 

0.021 

0.027 

0.093 

0.005 

0.088 

0.139 

157.42 

Over Exploited 

Kharwan 

0830000103774400 

0.14 

0.00 

2,552.89 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0015 

0.0028 

- 

0.004 

0.004 

0.005 

0.000 

0.005 

0.000 

9.33 

Safe 

Kherli Kalan 

0823000302738300 

0.06 

0.00 

105.31 

0.00 

- 

0.00 

0.02 

0.20 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.005 

- 

- 

Safe 



0.03 

0.01 

81.10 

0.01 

- 

0.01 

0.04 

0.41 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.010 

- 

- 

Safe 



0.06 

0.00 

594.06 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

0.0009 

0.0012 

- 

0.002 

0.002 

0.003 

0.000 

0.002 

- 

- 

Safe 



0.03 

0.00 

6,437.98 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

0.0002 

0.0002 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Kherli Khurd 

0823000302738100 

0.12 

0.00 

2,789.82 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.03 

0.01 

94.28 

0.02 

- 

0.02 

0.07 

0.65 

0.00 

- 

- 

- 

- 

- 

0.002 

0.019 

0.001 

0.018 

0.022 

120.78 

Over Exploited 

Kherli Pema 

0830000103766300 

0.14 

0.00 

5,264.69 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.020 

3,697.25 

Over Exploited 



0.14 

0.16 

112.26 

0.19 

- 

0.19 

0.06 

0.67 

- 

0.0400 

0.0149 

0.0210 

- 

0.076 

0.076 

0.266 

0.013 

0.253 

0.332 

131.41 

Over Exploited 

Khirkhari 

0810000601325400 

0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.19 

149.79 

0.23 

0.03 

0.27 

0.06 

0.68 

- 

0.0800 

- 

- 

0.007 

0.087 

0.087 

0.352 

0.018 

0.334 

0.762 

227.80 

Over Exploited 



0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

3,816.25 

0.00 

0.00 

0.01 

0.00 

0.04 

- 

- 

0.0070 

0.0099 

0.007 

0.024 

0.024 

0.029 

0.001 

0.028 

0.039 

140.77 

Over Exploited 

Kishanpura 

0823000302738200 

0.12 

0.02 

305.95 

0.02 

- 

0.02 

0.03 

0.29 

- 

- 

- 

- 

- 

- 

- 

0.022 

0.001 

0.021 

0.034 

162.08 

Over Exploited 



0.03 

0.01 

90.43 

0.01 

- 

0.01 

0.04 

0.40 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.001 

0.010 

0.014 

140.88 

Over Exploited 



0.12 

0.00 

18,488.10 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.03 

0.00 

12,863.99 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 


0810000601326000 

0.04 

0.04 

33.07 

0.05 

0.00 

0.05 

0.08 

0.67 

0.01 

0.0100 

- 

- 

0.000 

0.010 

0.015 

0.063 

0.003 

0.060 

0.081 

134.68 

Over Exploited 

Kishanpura @ Khawaspura 

0830000103769700 

0.14 

0.00 

1,725.26 

0.00 

0.00 

0.00 

0.01 

0.07 

- 

- 

0.0046 

0.0064 

0.000 

0.011 

0.011 

0.015 

0.001 

0.014 

0.042 

298.86 

Over Exploited 

Kushalipura 

0810000601322800 

0.06 

0.00 

27,188.30 

0.00 

- 

0.00 

0.01 

0.11 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.020 

0.001 

0.019 

0.151 

780.68 

Over Exploited 

Kushalpur 

0810000701333900 

0.06 

0.00 

16,572.21 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

7,202.80 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.019 

14,202.06 

Over Exploited 

Kyarda Khurd 

0810000701336400 

0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

6,967.75 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.015 

5,007.10 

Over Exploited 



0.04 

0.06 

400.28 

0.08 

0.01 

0.09 

0.03 

0.37 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.127 

0.006 

0.121 

0.382 

316.20 

Over Exploited 



0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

23,983.03 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0012 

0.0016 

- 

0.003 

0.003 

0.003 

0.000 

0.003 

0.000 

6.75 

Safe 



0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.05 

461.66 

0.06 

0.01 

0.07 

0.03 

0.32 

- 

0.0400 

0.0161 

0.0194 

- 

0.076 

0.076 

0.143 

0.007 

0.136 

0.329 

241.86 

Over Exploited 

Lahsoda 

0810000601325100 

0.04 

0.50 

68.57 

0.61 

0.02 

0.63 

0.07 

0.71 

- 

0.0600 

- 

- 

0.002 

0.062 

0.062 

0.689 

0.034 

0.655 

0.596 

91.09 

Critical 

Laxmipura 

0810000601325000 

0.04 

0.09 

90.35 

0.10 

0.01 

0.11 

0.06 

0.64 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.134 

0.007 

0.127 

0.212 

166.05 

Over Exploited 

Makheeda 

0823000302740300 

0.12 

0.40 

105.41 

0.48 

- 

0.48 

0.04 

0.48 

- 

0.0100 

0.0908 

0.1711 

- 

0.272 

0.272 

0.751 

0.038 

0.713 

0.067 

9.39 

Safe 

Meena Kheri 

0810000701337900 

0.06 

0.19 

141.21 

0.23 

0.01 

0.24 

0.06 

0.63 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.257 

0.013 

0.245 

0.484 

197.85 

Over Exploited 



0.04 

0.00 

2,248.68 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.002 

0.081 

3,322.54 

Over Exploited 

Mei Kalan 

0810000701334800 

0.06 

0.01 

1,329.63 

0.02 

0.01 

0.03 

0.01 

0.14 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.055 

0.003 

0.052 

0.246 

469.84 

Over Exploited 



0.04 

0.09 

544,931.46 

0.11 

0.04 

0.15 

0.04 

0.47 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

0.259 

0.013 

0.246 

1.023 

415.60 

Over Exploited 

Mei Khurd 

0810000701334900 

0.06 

0.00 

4,086.03 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.065 

501.96 

Over Exploited 



0.06 

0.01 

3,823.25 

0.01 

- 

0.01 

0.00 

0.04 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.077 

458.87 

Over Exploited 



0.04 

0.11 

########## 

0.13 

0.02 

0.15 

0.02 

0.21 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.199 

0.010 

0.189 

0.511 

269.90 

Over Exploited 

Miyana 

0830000103767200 

0.14 

0.00 

17,859.81 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.021 

9,974.80 

Over Exploited 



0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.14 

1.27 

65.05 

1.52 

0.05 

1.57 

0.06 

0.70 

- 

0.1600 

0.2275 

0.3214 

0.001 

0.710 

0.710 

2.280 

0.114 

2.166 

1.496 

69.08 

Safe 



0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Miyapur 

0810000701335500 

0.04 

0.09 

895,806.52 

0.11 

- 

0.11 

0.04 

0.40 

- 

- 

- 

- 

- 

- 

- 

0.106 

0.005 

0.100 

0.053 

53.20 

Safe 



0.04 

0.00 

1,608.32 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

0.0041 

0.0040 

- 

0.008 

0.008 

0.010 

0.001 

0.010 

0.012 

125.96 

Over Exploited 

Mukandpura 

0810000701334500 

0.06 

0.01 

732.56 

0.01 

0.00 

0.01 

0.02 

0.24 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.010 

0.001 

0.010 

0.018 

188.08 

Over Exploited 



0.04 

0.02 

391.99 

0.02 

0.00 

0.02 

0.04 

0.46 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.023 

0.001 

0.022 

0.044 

202.81 

Over Exploited 

Mundraheri 

0810000601324600 

0.06 

0.00 

2,125.95 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.023 

2,327.12 

Over Exploited 



0.08 

0.11 

(25.18) 

0.09 

0.01 

0.10 

0.07 

0.57 

0.02 

0.0200 

- 

- 

- 

0.020 

0.036 

0.133 

0.007 

0.126 

0.163 

128.90 

Over Exploited 

Murjad Pura 

0823000302737900 

0.03 

0.01 

67.91 

0.01 

- 

0.01 

0.04 

0.39 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.010 

- 

- 

Safe 

Nachhai 

0810000701335600 

0.04 

0.14 

34.01 

0.16 

0.01 

0.17 

0.06 

0.68 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.203 

0.010 

0.193 

0.254 

131.37 

Over Exploited 



0.04 

0.00 

3,241.21 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0006 

0.0008 

- 

0.001 

0.001 

0.002 

0.000 

0.001 

0.010 

708.68 

Over Exploited 

Nakdi Rahmanpura 

0810000601323500 

0.04 

0.00 

146,441.61 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.012 

909.57 

Over Exploited 

Narwalan 

0810000701337000 

0.06 

0.04 

363.00 

0.04 

0.00 

0.04 

0.03 

0.34 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.056 

0.003 

0.053 

0.211 

396.13 

Over Exploited 



0.04 

0.03 

443.67 

0.03 

0.00 

0.04 

0.03 

0.37 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.045 

0.002 

0.043 

0.291 

675.24 

Over Exploited 

Naya Gaon 

0830000103768400 

0.14 

0.22 

146.66 

0.26 

- 

0.26 

0.06 

0.68 

- 

0.0100 

0.0203 

0.0287 

- 

0.059 

0.059 

0.321 

0.016 

0.305 

0.111 

36.26 

Safe 



0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Neemola 

0830000103767100 

0.14 

0.00 

68,025.61 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.020 

60,087.18 

Over Exploited 



0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.14 

1.01 

115.42 

1.22 

0.11 

1.33 

0.06 

0.70 

- 

0.3400 

0.1376 

0.2592 

0.002 

0.738 

0.738 

2.065 

0.103 

1.961 

3.058 

155.90 

Over Exploited 



0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Neemsara 

0830000103770600 

0.14 

0.94 

152.89 

1.12 

0.01 

1.14 

0.06 

0.73 

- 

0.1200 

0.0794 

0.1123 

0.003 

0.314 

0.314 

1.451 

0.073 

1.378 

1.095 

79.44 

Semi Critical 

On Kalal 

0810000701333300 

0.06 

0.00 

15,525.02 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

On Meena 

0810000701338500 

0.22 

0.01 

2,748.02 

0.01 

- 

0.01 

0.00 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.019 

0.001 

0.018 

0.103 

563.80 

Over Exploited 



0.06 

0.17 

250.87 

0.20 

0.02 

0.23 

0.05 

0.54 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.276 

0.014 

0.262 

0.451 

172.11 

Over Exploited 

Padra Bardar 

0810000701338700 

0.06 

0.00 

856,874.67 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pali 

0810000701336800 

0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Limestone 

4.638 

1.96 

0.030 

0.04 

0.00 

0.00 

0.00 

0.00 

0.31 

0.31 

0.16 

0.012 

0.31 

0.31 







Non-command 

Shale 

4.413 

1.96 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.22 

0.22 

0.19 

0.011 

0.29 

0.29 






Kota Barrage 

Command 

Older Alluvium 

0.000 

1.96 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Limestone 

0.393 

1.96 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.03 

0.03 






Mansarovar 

Command 

Shale 

0.402 

1.96 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.001 

0.03 

0.03 


Papra 

0823000302733700 

13.396 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.010 

0.53 

0.013 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Bhander Sandstone 

0.027 

0.53 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Shale 

0.125 

0.53 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Para 

0830000103765800 

0.602 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.602 

1.63 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.14 

0.00 

0.002 

0.65 

0.47 


Pawandi 

0810000701337600 

4.082 

Fresh 

Non-command 

Non-command 

Limestone 

4.027 

2.62 

0.030 

0.09 

0.01 

0.00 

0.00 

0.00 

0.40 

0.40 

0.34 

0.010 

0.64 

0.64 







Non-command 

Shale 

0.055 

2.62 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Peepalda 

0810000701338300 

9.214 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.185 

2.86 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.03 

0.000 

0.01 

0.01 







Non-command 

Limestone 

8.985 

2.86 

0.030 

0.23 

0.03 

0.00 

0.00 

0.00 

0.97 

1.00 

0.87 

0.023 

0.63 

0.61 


Peepalda (Thag) 

0823000302740200 

8.360 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

5.829 

1.20 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.63 

0.90 

0.02 

0.000 

0.46 

0.32 


Phalaudi 

0810000601324300 

11.917 

Fresh 

Non-command 

Non-command 

Quartzite 

2.489 

1.27 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.13 

0.12 

0.33 

0.006 

0.12 

0.14 







Non-command 

Limestone 

2.129 

1.27 

0.030 

0.06 

0.01 

0.00 

0.00 

0.00 

0.13 

0.12 

0.24 

0.005 

0.10 

0.12 







Non-command 

Bhander Sandstone 

0.030 

1.27 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Phariya 

0810000701337400 

8.995 

Fresh 

Non-command 

Non-command 

Shale 

6.013 

2.87 

0.020 

0.16 

0.02 

0.00 

0.00 

0.00 

0.49 

0.48 

0.62 

0.015 

0.44 

0.44 






Mansarovar 

Command 

Shale 

2.418 

2.87 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.19 

0.19 

0.24 

0.006 

0.18 

0.18 


Qila Khandar 

0810000701333800 

2.329 

Fresh 

Non-command 

Non-command 

Shale 

0.169 

3.75 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.05 

0.04 


Qila Ranthambor 

0810000601319900 

137.499 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.261 

1.38 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.00 

0.001 

0.00 

0.00 







Non-command 

Quartzite 

0.388 

1.38 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.00 

0.00 


Raghunathpura 

0830000103770900 

2.267 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.267 

0.93 

0.100 

0.16 

0.01 

0.00 

0.00 

0.00 

0.36 

0.54 

0.64 

0.008 

0.67 

0.45 


Rajpura 

0830000103770800 

5.896 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

5.896 

1.29 

0.100 

0.24 

0.01 

0.00 

0.00 

0.00 

0.99 

1.49 

0.95 

0.020 

0.67 

0.45 


Ramganj 

0830000103765700 

1.643 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.517 

1.62 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.35 

0.04 

0.005 

0.59 

0.44 







Command 

Shale 

0.126 

1.62 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.05 

0.04 


Ramnagar 

0810000601326300 

3.919 

Fresh 

Non-command 

Non-command 

Shale 

0.004 

0.69 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rampura 

0830000103773800 

7.571 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.214 

1.17 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.06 

0.02 

0.001 

0.02 

0.01 



0810000601325800 

2.289 

Fresh 

Non-command 

Non-command 

Shale 

2.289 

1.53 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.14 

0.14 

0.30 

0.006 

0.63 

0.63 


Rampuriya 

0830000103769100 

4.353 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

4.353 

1.50 

0.100 

0.51 

0.08 

0.00 

0.00 

0.00 

1.08 

1.31 

2.04 

0.015 

0.66 

0.54 


Rawanjna Doongar 

0810000601322500 

10.069 

Fresh 

Non-command 

Non-command 

Quartzite 

0.008 

0.83 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rawara 

0810000701334000 

1.789 

Fresh 

Non-command 

Non-command 

Shale 

1.789 

3.67 

0.020 

0.13 

0.02 

0.00 

0.00 

0.00 

0.24 

0.25 

0.53 

0.005 

0.64 

0.62 


Rodganj @ Haripura 

0830000103765500 

3.100 

Fresh 

Kota Barrage 

Command 

Bhander Sandstone 

1.820 

1.14 

0.020 

0.14 

0.01 

0.00 

0.00 

0.00 

0.17 

0.21 

0.55 

0.006 

0.36 

0.29 







Command 

Shale 

1.280 

1.14 

0.015 

0.07 

0.00 

0.00 

0.00 

0.00 

0.09 

0.11 

0.29 

0.004 

0.26 

0.21 


Sabzipura 

0830000103772000 

2.068 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.000 

0.63 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sangrampura 

0830000103769000 

3.702 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.690 

1.66 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.17 

0.10 

0.002 

0.12 

0.10 


Sanmanpura 

0830000103771700 

7.903 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

6.179 

0.53 

0.100 

0.11 

0.03 

0.00 

0.00 

0.00 

0.40 

0.65 

0.41 

0.021 

0.53 

0.33 


Sanwalpur 

0810000701337700 

10.338 

Fresh 

Non-command 

Non-command 

Limestone 

10.338 

2.74 

0.030 

0.15 

0.02 

0.00 

0.00 

0.00 

0.98 

0.99 

0.57 

0.026 

0.65 

0.64 


Sawaiganj 

0810000601325200 

1.538 

Fresh 

Non-command 

Non-command 

Shale 

1.538 

2.11 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.11 

0.11 

0.23 

0.004 

0.65 

0.68 


Seenota 

0830000103766000 

8.667 

Fresh 

Non-command 

Non-command 

Shale 

0.044 

1.31 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Kota Barrage 

Command 

Older Alluvium 

5.819 

1.31 

0.100 

0.24 

0.01 

0.00 

0.00 

0.00 

0.99 

1.36 

0.94 

0.020 

0.44 

0.32 







Command 

Bhander Sandstone 

0.061 

1.31 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Shale 

2.743 

1.31 

0.015 

0.06 

0.00 

0.00 

0.00 

0.00 

0.11 

0.16 

0.24 

0.009 

0.21 

0.15 


Sewti Kalan 

0810000701339400 

6.608 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.372 

2.14 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.30 

0.31 

0.05 

0.003 

0.13 

0.13 



0810000601325600 

4.319 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

1.70 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Shale 

4.319 

1.70 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.20 

0.20 

0.22 

0.011 

0.64 

0.62 


Sewti Khurd 

0810000601325500 

6.010 

Fresh 

Non-command 

Non-command 

Shale 

5.899 

1.92 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.25 

0.25 

0.07 

0.015 

0.63 

0.62 






Kota Barrage 

Command 

Older Alluvium 

0.000 

1.92 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Shale 

0.112 

1.92 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 



0810000701336700 

10.038 

Fresh 

Non-command 

Non-command 

Limestone 

3.652 

2.08 

0.030 

0.06 

0.00 

0.00 

0.00 

0.00 

0.29 

0.28 

0.21 

0.009 

0.24 

0.24 







Non-command 

Shale 

2.368 

2.08 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.15 

0.15 

0.17 

0.006 

0.15 

0.16 






Kota Barrage 

Command 

Older Alluvium 

0.001 

2.08 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Limestone 

0.665 

2.08 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.03 

0.002 

0.04 

0.04 






Mansarovar 

Command 

Limestone 

0.130 

2.08 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 







Command 

Shale 

3.222 

2.08 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.19 

0.19 

0.23 

0.008 

0.21 

0.21 


Shahanpur 

0823000302738500 

5.819 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.492 

1.81 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.000 

0.05 

0.04 







Non-command 

Shale 

1.244 

1.81 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.01 

0.000 

0.13 

0.11 






Kota Barrage 

Command 

Older Alluvium 

0.135 

1.81 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.000 

0.01 

0.01 







Command 

Bhander Sandstone 

0.160 

1.81 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.01 







Command 

Shale 

0.397 

1.81 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.000 

0.04 

0.03 


Sherganj 

0830000103770400 

3.608 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.608 

1.27 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.54 

0.81 

0.29 

0.012 

0.67 

0.45 


Shergarh 

0830000103766900 

3.488 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.170 

0.94 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.001 

0.03 

0.02 






Kota Barrage 

Command 

Older Alluvium 

3.318 

0.94 

0.100 

0.13 

0.02 

0.00 

0.00 

0.00 

0.42 

0.54 

0.51 

0.011 

0.61 

0.48 


Sherpur 

0830000103770300 

3.852 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.852 

1.10 

0.100 

0.11 

0.01 

0.00 

0.00 

0.00 

0.52 

0.77 

0.43 

0.013 

0.67 

0.46 


Shivdanpura 

0830000103768300 

2.547 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.006 

2.16 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Kota Barrage 

Command 

Older Alluvium 

2.542 

2.16 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.55 

0.54 

0.00 

0.009 

0.65 

0.66 







Command 

Limestone 

0.000 

2.16 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Shripura 

0830000103770100 

3.385 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.138 

0.81 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.20 

0.30 

0.12 

0.007 

0.43 

0.28 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.06 

0.09 

263.97 

0.10 

- 

0.10 

0.03 

0.34 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.112 

0.006 

0.107 

0.173 

161.72 

Over Exploited 



0.04 

0.05 

329.71 

0.06 

0.00 

0.06 

0.03 

0.32 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.072 

0.004 

0.069 

0.205 

298.57 

Over Exploited 



0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

3,641.57 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0032 

0.0045 

- 

0.008 

0.008 

0.008 

0.000 

0.008 

0.018 

227.21 

Over Exploited 



0.04 

0.00 

5,855.84 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

0.0008 

0.0009 

0.000 

0.002 

0.002 

0.003 

0.000 

0.003 

0.023 

856.02 

Over Exploited 

Papra 

0823000302733700 

0.03 

0.00 

84,063.74 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.06 

0.00 

17,378.22 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.03 

0.00 

5,771.98 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Para 

0830000103765800 

0.14 

0.05 

148.20 

0.07 

- 

0.07 

0.06 

0.71 

- 

- 

0.0048 

0.0068 

- 

0.012 

0.012 

0.078 

0.004 

0.074 

0.002 

2.79 

Safe 

Pawandi 

0810000701337600 

0.06 

0.15 

155.87 

0.19 

0.01 

0.20 

0.06 

0.70 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.236 

0.012 

0.224 

0.353 

157.58 

Over Exploited 



0.04 

0.00 

14,816.07 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Peepalda 

0810000701338300 

0.22 

0.00 

12,179.71 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.032 

5,396.88 

Over Exploited 



0.06 

0.34 

194.35 

0.41 

0.03 

0.44 

0.06 

0.69 

- 

0.1000 

- 

- 

0.002 

0.102 

0.102 

0.540 

0.027 

0.513 

0.897 

174.74 

Over Exploited 

Peepalda (Thag) 

0823000302740200 

0.12 

0.32 

180.83 

0.39 

- 

0.39 

0.04 

0.50 

- 

- 

0.0703 

0.1325 

- 

0.203 

0.203 

0.589 

0.029 

0.560 

0.019 

3.39 

Safe 

Phalaudi 

0810000601324300 

0.06 

0.02 

555.10 

0.02 

0.01 

0.03 

0.02 

0.14 

0.00 

0.0400 

- 

- 

- 

0.040 

0.042 

0.074 

0.004 

0.071 

0.332 

470.65 

Over Exploited 



0.06 

0.01 

364,010.16 

0.02 

0.01 

0.03 

0.01 

0.12 

0.00 

0.0300 

- 

- 

- 

0.030 

0.032 

0.058 

0.003 

0.055 

0.240 

438.37 

Over Exploited 



0.08 

0.00 

20,149.54 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Phariya 

0810000701337400 

0.04 

0.10 

357.26 

0.13 

0.02 

0.15 

0.04 

0.48 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.216 

0.011 

0.205 

0.632 

308.30 

Over Exploited 



0.04 

0.02 

1,000.65 

0.02 

0.01 

0.03 

0.02 

0.19 

- 

0.0300 

0.0095 

0.0114 

- 

0.051 

0.051 

0.081 

0.004 

0.077 

0.248 

321.83 

Over Exploited 

Qila Khandar 

0810000701333800 

0.04 

0.00 

4,079.45 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

2,895.73 

Over Exploited 

Qila Ranthambor 

0810000601319900 

0.24 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.08 

0.00 

7,448.39 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

1,938.35 

Over Exploited 

Raghunathpura 

0830000103770900 

0.14 

0.21 

153.69 

0.26 

0.01 

0.27 

0.06 

0.73 

- 

0.0700 

0.0182 

0.0258 

- 

0.114 

0.114 

0.380 

0.019 

0.361 

0.651 

180.49 

Over Exploited 

Rajpura 

0830000103770800 

0.14 

0.55 

168.72 

0.66 

0.01 

0.68 

0.06 

0.73 

- 

0.0400 

0.0474 

0.0670 

0.001 

0.155 

0.155 

0.830 

0.042 

0.789 

0.969 

122.86 

Over Exploited 

Ramganj 

0830000103765700 

0.14 

0.13 

173.90 

0.15 

- 

0.15 

0.06 

0.65 

- 

- 

0.0122 

0.0172 

- 

0.029 

0.029 

0.181 

0.009 

0.172 

0.046 

26.88 

Safe 



0.04 

0.00 

1,592.62 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

0.0010 

0.0014 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

16.77 

Safe 

Ramnagar 

0810000601326300 

0.04 

0.00 

88,268.19 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rampura 

0830000103773800 

0.14 

0.00 

9,595.03 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0052 

0.0073 

- 

0.012 

0.012 

0.013 

0.001 

0.012 

0.021 

166.66 

Over Exploited 


0810000601325800 

0.04 

0.06 

139.51 

0.07 

0.01 

0.08 

0.07 

0.70 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.114 

0.006 

0.108 

0.306 

282.43 

Over Exploited 

Rampuriya 

0830000103769100 

0.14 

0.40 

225.63 

0.48 

0.08 

0.56 

0.06 

0.72 

- 

0.2300 

0.0700 

0.0989 

0.001 

0.400 

0.400 

0.962 

0.048 

0.913 

2.055 

224.95 

Over Exploited 

Rawanjna Doongar 

0810000601322500 

0.08 

0.00 

52,100.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rawara 

0810000701334000 

0.04 

0.05 

440.38 

0.06 

0.02 

0.08 

0.06 

0.70 

- 

0.0600 

- 

- 

0.002 

0.062 

0.062 

0.139 

0.007 

0.132 

0.533 

402.56 

Over Exploited 

Rodganj @ Haripura 

0830000103765500 

0.08 

0.05 

301.05 

0.06 

0.01 

0.07 

0.04 

0.40 

- 

0.0200 

0.0146 

0.0207 

- 

0.055 

0.055 

0.129 

0.006 

0.122 

0.553 

452.14 

Over Exploited 



0.04 

0.01 

767.85 

0.02 

- 

0.02 

0.03 

0.28 

- 

0.0100 

0.0103 

0.0145 

- 

0.035 

0.035 

0.051 

0.003 

0.048 

0.296 

617.50 

Over Exploited 

Sabzipura 

0830000103772000 

0.14 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sangrampura 

0830000103769000 

0.14 

0.01 

1,370.63 

0.01 

- 

0.01 

0.01 

0.13 

- 

0.0100 

0.0111 

0.0157 

- 

0.037 

0.037 

0.051 

0.003 

0.049 

0.104 

215.09 

Over Exploited 

Sanmanpura 

0830000103771700 

0.14 

0.46 

39.69 

0.55 

0.03 

0.59 

0.04 

0.58 

- 

0.0800 

0.1491 

0.2106 

0.001 

0.441 

0.441 

1.026 

0.051 

0.975 

0.429 

44.00 

Safe 

Sanwalpur 

0810000701337700 

0.06 

0.40 

146.73 

0.48 

0.02 

0.50 

0.06 

0.71 

- 

0.0600 

- 

- 

0.001 

0.061 

0.061 

0.564 

0.028 

0.536 

0.600 

111.96 

Over Exploited 

Sawaiganj 

0810000601325200 

0.04 

0.04 

174.59 

0.05 

0.01 

0.06 

0.07 

0.72 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.088 

0.004 

0.084 

0.237 

282.69 

Over Exploited 

Seenota 

0830000103766000 

0.04 

0.00 

20,139.44 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.14 

0.36 

283.08 

0.43 

0.01 

0.44 

0.04 

0.48 

- 

0.0400 

0.0468 

0.0661 

0.000 

0.153 

0.153 

0.590 

0.029 

0.560 

0.958 

171.01 

Over Exploited 



0.08 

0.00 

9,871.33 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0005 

0.0007 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

17.79 

Safe 



0.04 

0.02 

590.13 

0.03 

0.00 

0.03 

0.02 

0.23 

- 

0.0100 

0.0221 

0.0312 

0.001 

0.064 

0.064 

0.091 

0.005 

0.087 

0.247 

285.83 

Over Exploited 

Sewti Kalan 

0810000701339400 

0.22 

0.04 

678.61 

0.05 

0.00 

0.05 

0.01 

0.15 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.060 

0.003 

0.057 

0.057 

101.13 

Over Exploited 


0810000601325600 

0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.11 

82.91 

0.13 

0.01 

0.14 

0.07 

0.71 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.167 

0.008 

0.159 

0.227 

142.98 

Over Exploited 

Sewti Khurd 

0810000601325500 

0.04 

0.15 

67.23 

0.18 

- 

0.18 

0.06 

0.70 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.189 

0.009 

0.180 

0.085 

47.24 

Safe 



0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

8,136.49 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0018 

0.0025 

- 

0.004 

0.004 

0.004 

0.000 

0.004 

0.000 

6.78 

Safe 


0810000701336700 

0.06 

0.05 

448.02 

0.06 

- 

0.06 

0.02 

0.26 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.082 

0.004 

0.078 

0.220 

281.43 

Over Exploited 



0.04 

0.01 

900.68 

0.02 

0.00 

0.02 

0.02 

0.17 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.040 

0.002 

0.038 

0.179 

465.75 

Over Exploited 



0.22 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

2,851.73 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

0.0053 

0.0076 

- 

0.013 

0.013 

0.015 

0.001 

0.014 

0.035 

243.84 

Over Exploited 



0.06 

0.00 

12,076.40 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0003 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.04 

0.03 

607.62 

0.03 

0.00 

0.03 

0.02 

0.23 

- 

0.0300 

0.0063 

0.0076 

0.002 

0.046 

0.046 

0.079 

0.004 

0.075 

0.236 

314.09 

Over Exploited 

Shahanpur 

0823000302738500 

0.06 

0.00 

1,324.83 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

- 

- 

Safe 



0.03 

0.00 

887.67 

0.01 

- 

0.01 

0.01 

0.15 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.007 

114.62 

Over Exploited 



0.12 

0.00 

11,577.15 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

0.0011 

0.0015 

- 

0.003 

0.003 

0.003 

0.000 

0.003 

- 

- 

Safe 



0.06 

0.00 

4,283.36 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

0.0013 

0.0018 

- 

0.003 

0.003 

0.003 

0.000 

0.003 

- 

- 

Safe 



0.03 

0.00 

3,005.42 

0.00 

- 

0.00 

0.00 

0.05 

0.00 

- 

0.0032 

0.0045 

- 

0.008 

0.008 

0.008 

0.000 

0.008 

- 

- 

Safe 

Sherganj 

0830000103770400 

0.14 

0.34 

137.34 

0.41 

- 

0.41 

0.06 

0.73 

- 

0.0100 

0.0290 

0.0410 

- 

0.080 

0.080 

0.487 

0.024 

0.463 

0.298 

64.47 

Safe 

Shergarh 

0830000103766900 

0.14 

0.00 

4,354.31 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.021 

2,422.20 

Over Exploited 



0.14 

0.28 

89.66 

0.34 

0.02 

0.36 

0.06 

0.67 

- 

0.0600 

0.0400 

0.0754 

0.001 

0.176 

0.176 

0.537 

0.027 

0.510 

0.521 

102.28 

Over Exploited 

Sherpur 

0830000103770300 

0.14 

0.36 

112.69 

0.43 

0.01 

0.44 

0.06 

0.73 

- 

0.0500 

0.0310 

0.0438 

- 

0.125 

0.125 

0.567 

0.028 

0.539 

0.441 

81.89 

Semi Critical 

Shivdanpura 

0830000103768300 

0.14 

0.00 

106,415.96 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.14 

0.23 

134.87 

0.28 

0.00 

0.28 

0.06 

0.71 

- 

- 

0.0307 

0.0578 

0.000 

0.089 

0.089 

0.367 

0.018 

0.348 

0.009 

2.49 

Safe 



0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Shripura 

0830000103770100 

0.14 

0.13 

138.85 

0.15 

0.00 

0.15 

0.04 

0.46 

- 

0.0100 

0.0344 

0.0486 

0.000 

0.093 

0.093 

0.247 

0.012 

0.234 

0.129 

55.16 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Shyopura 

083000010377150C 

5.522 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

5.522 

1.00 

0.100 

0.37 

0.05 

0.00 

0.00 

0.00 

0.87 

1.37 

1.44 

0.019 

0.68 

0.43 



0810000601326400 

9.080 

Fresh 

Non-command 

Non-command 

Shale 

2.890 

0.87 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.01 

0.007 

0.19 

0.18 


Sonkachh 

0810000701337800 

6.097 

Fresh 

Non-command 

Non-command 

Limestone 

6.097 

2.29 

0.030 

0.14 

0.02 

0.00 

0.00 

0.00 

0.54 

0.54 

0.54 

0.015 

0.65 

0.64 


Sukhwas 

0810000701336100 

3.697 

Fresh 

Non-command 

Non-command 

Shale 

0.657 

3.05 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.06 

0.002 

0.12 

0.12 






Mansarovar 

Command 

Shale 

2.606 

3.05 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.21 

0.20 

0.24 

0.007 

0.46 

0.47 


Sumerpura 

0830000103770000 

4.462 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.005 

0.75 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sumerpura @ Barmahali 

0830000103766600 

4.072 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.064 

0.92 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 






Kota Barrage 

Command 

Older Alluvium 

4.008 

0.92 

0.100 

0.08 

0.01 

0.00 

0.00 

0.00 

0.44 

0.62 

0.31 

0.014 

0.65 

0.46 


Theekarda 

0830000103767700 

4.256 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.064 

1.66 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 







Non-command 

Shale 

0.000 

1.66 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Kota Barrage 

Command 

Older Alluvium 

4.192 

1.66 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.74 

0.83 

0.18 

0.014 

0.64 

0.57 


Todra (CT) 

0810000641004000 

4.248 

Fresh 

Non-command 

Non-command 

Quartzite 

0.622 

1.46 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.002 

0.09 

0.10 







Non-command 

Limestone 

3.464 

1.46 

0.030 

0.04 

0.01 

0.00 

0.00 

0.00 

0.18 

0.16 

0.15 

0.009 

0.49 

0.54 







Non-command 

Shale 

0.162 

1.46 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.03 


Tori 

0830000103766700 

0.876 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.232 

0.93 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.001 

0.17 

0.14 






Kota Barrage 

Command 

Older Alluvium 

0.644 

0.93 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.02 

0.002 

0.46 

0.37 


Udai Bhanpura 

0830000103768000 

2.334 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.334 

1.91 

0.100 

0.16 

0.02 

0.00 

0.00 

0.00 

0.59 

0.62 

0.61 

0.008 

0.65 

0.62 







Command 

Shale 

0.000 

1.91 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Udaipura 

0830000103767300 

3.996 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.453 

1.00 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.40 

0.50 

0.22 

0.012 

0.57 

0.45 


Ummedpura 

0830000103771400 

4.818 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

4.745 

0.88 

0.100 

0.21 

0.03 

0.00 

0.00 

0.00 

0.60 

0.95 

0.82 

0.016 

0.67 

0.42 


Vishanpura 

0830000103767900 

2.844 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.811 

1.89 

0.100 

0.21 

0.03 

0.00 

0.00 

0.00 

0.71 

0.77 

0.82 

0.010 

0.64 

0.59 

08002008 

Ajanda 

0823000402753500 

10.529 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

7.345 

1.12 

0.090 

0.12 

0.03 

0.00 

0.00 

0.00 

0.83 

1.08 

0.46 

0.000 

0.47 

0.36 


Amalda 

0830000103774300 

9.580 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.139 

0.43 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.000 

0.01 

0.01 


Amarpura 

0830000203791000 

7.072 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

5.380 

2.02 

0.100 

0.23 

0.06 

0.00 

0.00 

0.01 

1.25 

1.64 

0.88 

0.017 

0.55 

0.42 







Command 

Limestone 

1.068 

2.02 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.10 

0.14 

0.003 

0.11 

0.08 


Aton 

0830000203790800 

3.041 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.423 

2.07 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.12 

0.00 

0.001 

0.10 

0.08 







Command 

Limestone 

1.298 

2.07 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.10 

0.07 

0.004 

0.31 

0.23 


Bagawada 

0830000203786600 

5.425 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.971 

1.60 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.33 

0.43 

0.04 

0.006 

0.26 

0.20 


Bagli 

0823000302740600 

5.245 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

4.887 

0.53 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.36 

0.04 

0.000 

0.63 

0.43 


Bahrawali 

0823000302740500 

7.968 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.616 

0.52 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.000 

0.05 

0.04 


Bakyan 

0830000203790600 

6.438 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.171 

1.12 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.001 

0.02 

0.01 







Command 

Limestone 

0.164 

1.12 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.01 


Baldeopura 

0823000302743500 

7.479 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

6.796 

1.28 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.79 

1.04 

0.06 

0.000 

0.61 

0.46 


Balod 

0823000402754500 

6.711 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.735 

-0.86 

0.090 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.000 

0.29 

0.22 


Bambuliya Rawtan 

0830000203788200 

3.549 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.397 

1.39 

0.100 

0.03 

0.01 

0.00 

0.00 

0.00 

0.35 

0.46 

0.13 

0.008 

0.48 

0.37 


Bamoolya Ranmal 

0830000203783700 

1.944 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.477 

1.37 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.23 

0.33 

0.17 

0.005 

0.52 

0.36 


Banethiya 

0830000203786800 

4.379 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

4.379 

1.74 

0.100 

0.12 

0.03 

0.00 

0.00 

0.01 

0.84 

1.11 

0.46 

0.014 

0.71 

0.54 


Barana 

0830000203788500 

4.066 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.106 

1.17 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.18 

0.04 

0.003 

0.20 

0.15 


Barod 

0830000203786300 

18.917 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.974 

1.38 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.46 

0.62 

0.21 

0.009 

0.11 

0.08 


Bhaopura 

0823000402750500 

3.803 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.378 

-0.30 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.000 

0.43 

0.33 


Bhooden 

0830000203788100 

5.892 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.829 

1.59 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.46 

0.60 

0.04 

0.009 

0.34 

0.26 


Bislai 

0830000203788400 

5.675 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.401 

1.18 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.31 

0.41 

0.17 

0.008 

0.30 

0.23 


Borkhera 

0830000203788800 

4.272 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

4.272 

1.87 

0.100 

0.12 

0.03 

0.00 

0.00 

0.00 

0.89 

1.16 

0.46 

0.013 

0.71 

0.54 


Boya Khera 

0823000402753800 

3.687 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.386 

0.35 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.16 

0.08 

0.000 

0.62 

0.48 


Budhadeet 

0830000203785900 

8.937 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

8.937 

1.05 

0.100 

0.11 

0.03 

0.00 

0.00 

0.04 

0.98 

1.31 

0.42 

0.028 

0.70 

0.53 


Chaheencha 

0823000302743000 

6.870 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

6.049 

0.36 

0.090 

0.08 

0.01 

0.00 

0.00 

0.00 

0.26 

0.35 

0.32 

0.000 

0.59 

0.44 


Chak Hadiya Khera 

0823000402754400 

0.788 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.788 

-1.01 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.70 

0.54 


Champa Khera 

0830000203788600 

1.778 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.778 

1.08 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.25 

0.00 

0.006 

0.72 

0.55 


Chopar Kheri 

0830000203785500 

1.909 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.909 

1.09 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.24 

0.32 

0.17 

0.006 

0.69 

0.52 


Dabar 

0830000203793400 

7.026 

Fresh 

Kota Barrage 

Command 

Limestone 

0.711 

2.96 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.06 

0.08 

0.11 

0.002 

0.07 

0.06 







Command 

Bhander Sandstone 

0.054 

2.96 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 


Dediyaheri 

0830000203785700 

1.403 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.403 

1.13 

0.100 

0.03 

0.01 

0.00 

0.00 

0.00 

0.18 

0.24 

0.13 

0.004 

0.70 

0.52 


Deewaniyan 

0830000203783200 

3.237 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.749 

1.52 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.29 

0.42 

0.08 

0.006 

0.37 

0.25 


Dei Khera 

0823000302742800 

12.608 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.082 

0.30 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Deoli 

0823000402754100 

2.962 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.962 

0.18 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.00 

0.000 

0.69 

0.53 


Deopura 

0823000402753900 

1.412 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.412 

0.29 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.00 

0.000 

0.69 

0.53 


Dhansuri 

0830000203788300 

5.780 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.446 

1.26 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.32 

0.41 

0.04 

0.008 

0.30 

0.23 


Dhanwa 

0830000203787700 

5.325 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

5.325 

2.40 

0.100 

0.07 

0.02 

0.00 

0.00 

0.00 

1.33 

1.75 

0.25 

0.017 

0.71 

0.54 


Dheekoli 

0823000402754000 

5.011 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

5.011 

0.63 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.29 

0.38 

0.06 

0.000 

0.69 

0.53 


Dobarli 

0830000203787000 

2.226 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.226 

1.75 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.42 

0.56 

0.17 

0.007 

0.71 

0.53 


Dolar 

0823000402754700 

11.148 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.490 

0.73 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.000 

0.03 

0.02 


Durjanpura 

0830000203784000 

1.544 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.544 

0.62 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.13 

0.00 

0.005 

0.68 

0.49 


Fatahpur Khushk 

0830000203782400 

5.687 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

5.687 

0.51 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.32 

0.43 

0.08 

0.018 

0.67 

0.50 


Ghat Ka Barana 

0823000302743200 

6.457 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.039 

0.34 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.13 

0.04 

0.000 

0.31 

0.24 


Guhatha 

0823000302740700 

13.466 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

12.937 

0.46 

0.090 

0.10 

0.01 

0.00 

0.00 

0.00 

0.62 

0.89 

0.38 

0.000 

0.65 

0.45 


Hanotiya 

0830000203786900 

3.147 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.147 

1.82 

0.100 

0.29 

0.07 

0.00 

0.00 

0.00 

0.79 

1.05 

1.13 

0.010 

0.71 

0.53 


Haripura @ Nayagaon 

0830000203784600 

3.729 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.729 

1.13 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.46 

0.64 

0.17 

0.012 

0.69 

0.49 


Idalgarh 

0830000203786500 

2.470 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.317 

1.45 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.00 

0.001 

0.09 

0.07 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Shyopura 

0830000103771500 

0.14 

0.53 

160.63 

0.63 

0.05 

0.68 

0.06 

0.74 

- 

0.1600 

0.0888 

0.1255 

0.002 

0.377 

0.377 

1.059 

0.053 

1.006 

1.463 

145.35 

Over Exploited 


0810000601326400 

0.04 

0.02 

136.05 

0.03 

- 

0.03 

0.02 

0.21 

0.00 

- 

- 

- 

- 

- 

0.003 

0.029 

0.001 

0.027 

0.017 

63.06 

Safe 

Sonkachh 

0810000701337800 

0.06 

0.24 

128.79 

0.28 

0.02 

0.30 

0.06 

0.71 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.365 

0.018 

0.346 

0.550 

158.85 

Over Exploited 

Sukhwas 

0810000701336100 

0.04 

0.00 

1,827.81 

0.00 

- 

0.00 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.060 

459.49 

Over Exploited 



0.04 

0.05 

326.22 

0.06 

0.01 

0.07 

0.05 

0.51 

- 

0.0300 

0.0102 

0.0123 

- 

0.053 

0.053 

0.120 

0.006 

0.114 

0.242 

211.67 

Over Exploited 

Sumerpura 

0830000103770000 

0.14 

0.00 

95,424.13 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sumerpura @ Barmahali 

0830000103766600 

0.14 

0.00 

8,857.03 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.14 

0.37 

68.53 

0.44 

0.01 

0.45 

0.06 

0.71 

- 

0.0300 

0.0483 

0.0911 

0.001 

0.170 

0.170 

0.619 

0.031 

0.588 

0.320 

54.37 

Safe 

Theekarda 

0830000103767700 

0.14 

0.00 

13,487.14 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.14 

0.38 

119.58 

0.45 

0.01 

0.46 

0.06 

0.70 

- 

0.0200 

0.0674 

0.0953 

- 

0.183 

0.183 

0.644 

0.032 

0.612 

0.198 

32.40 

Safe 

Todra (CT) 

0810000641004000 

0.06 

0.00 

676.88 

0.00 

- 

0.00 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.036 

859.60 

Over Exploited 



0.06 

0.10 

61.46 

0.12 

0.01 

0.13 

0.06 

0.55 

0.01 

0.0200 

- 

- 

- 

0.020 

0.033 

0.165 

0.008 

0.157 

0.163 

103.65 

Over Exploited 



0.04 

0.00 

2,806.25 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.010 

5,580.18 

Over Exploited 

Tori 

0830000103766700 

0.14 

0.01 

619.02 

0.01 

- 

0.01 

0.02 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.006 

0.021 

335.42 

Over Exploited 



0.14 

0.04 

107.50 

0.05 

- 

0.05 

0.05 

0.51 

- 

- 

0.0052 

0.0073 

- 

0.013 

0.013 

0.063 

0.003 

0.060 

0.022 

37.31 

Safe 

Udai Bhanpura 

0830000103768000 

0.14 

0.21 

191.01 

0.25 

0.02 

0.28 

0.06 

0.71 

- 

0.0700 

0.0375 

0.0530 

0.001 

0.162 

0.162 

0.437 

0.022 

0.415 

0.620 

149.45 

Over Exploited 



0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Udaipura 

0830000103767300 

0.14 

0.27 

83.35 

0.33 

0.01 

0.34 

0.05 

0.62 

- 

0.0300 

0.0555 

0.0785 

0.000 

0.164 

0.164 

0.503 

0.025 

0.478 

0.236 

49.34 

Safe 

Ummedpura 

0830000103771400 

0.14 

0.45 

111.86 

0.54 

0.03 

0.57 

0.05 

0.73 

- 

0.0900 

0.0954 

0.1078 

0.001 

0.295 

0.295 

0.861 

0.043 

0.818 

0.838 

102.50 

Over Exploited 

Vishanpura 

0830000103767900 

0.14 

0.25 

204.46 

0.30 

0.03 

0.33 

0.06 

0.71 

- 

0.0900 

0.0339 

0.0639 

- 

0.188 

0.188 

0.522 

0.026 

0.496 

0.826 

166.45 

Over Exploited 

Ajanda 

0823000402753500 

0.12 

0.41 

161.87 

0.49 

0.03 

0.53 

0.04 

0.51 

- 

0.0900 

0.1772 

0.2504 

0.006 

0.524 

0.524 

1.052 

0.053 

0.999 

0.461 

46.13 

Safe 

Amalda 

0830000103774300 

0.14 

0.00 

12,813.34 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0017 

0.0032 

- 

0.005 

0.005 

0.005 

0.000 

0.005 

0.020 

428.37 

Over Exploited 

Amarpura 

0830000203791000 

0.12 

0.35 

362.36 

0.42 

0.07 

0.49 

0.04 

0.59 

- 

0.1700 

0.1298 

0.1834 

0.013 

0.496 

0.496 

0.990 

0.049 

0.940 

0.899 

95.62 

Critical 



0.09 

0.01 

816.16 

0.01 

0.01 

0.02 

0.01 

0.12 

- 

0.0300 

0.0258 

0.0364 

- 

0.092 

0.092 

0.115 

0.006 

0.109 

0.147 

135.17 

Over Exploited 

Aton 

0830000203790800 

0.12 

0.01 

2,157.24 

0.01 

- 

0.01 

0.01 

0.11 

- 

- 

0.0102 

0.0144 

- 

0.025 

0.025 

0.031 

0.002 

0.029 

0.001 

4.58 

Safe 



0.09 

0.04 

169.39 

0.04 

- 

0.04 

0.02 

0.33 

- 

0.0100 

0.0313 

0.0443 

- 

0.086 

0.086 

0.129 

0.006 

0.122 

0.076 

62.23 

Safe 

Bagawada 

0830000203786600 

0.12 

0.06 

603.63 

0.07 

- 

0.07 

0.02 

0.28 

- 

0.0100 

0.0475 

0.0672 

- 

0.125 

0.125 

0.197 

0.010 

0.188 

0.048 

25.70 

Safe 

Bagli 

0823000302740600 

0.12 

0.37 

(2.26) 

0.36 

0.00 

0.36 

0.05 

0.68 

- 

- 

0.0589 

0.1111 

0.001 

0.171 

0.171 

0.531 

0.027 

0.505 

0.038 

7.53 

Safe 

Bahrawali 

0823000302740500 

0.12 

0.00 

992.71 

0.00 

0.00 

0.00 

0.00 

0.06 

- 

- 

0.0074 

0.0140 

0.000 

0.022 

0.022 

0.027 

0.001 

0.025 

0.019 

75.04 

Semi Critical 

Bakyan 

0830000203790600 

0.12 

0.00 

6,311.87 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0041 

0.0058 

- 

0.010 

0.010 

0.010 

0.001 

0.010 

0.001 

5.46 

Safe 



0.09 

0.00 

1,665.45 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0040 

0.0056 

- 

0.010 

0.010 

0.010 

0.000 

0.009 

0.001 

5.50 

Safe 

Baldeopura 

0823000302743500 

0.12 

0.50 

108.79 

0.60 

0.00 

0.60 

0.05 

0.66 

- 

0.0100 

0.1639 

0.2316 

0.001 

0.406 

0.406 

1.005 

0.050 

0.954 

0.055 

5.76 

Safe 

Balod 

0823000402754500 

0.12 

0.09 

- 

0.09 

0.01 

0.11 

0.02 

0.31 

- 

0.0300 

0.0770 

0.0932 

0.002 

0.202 

0.202 

0.308 

0.031 

0.277 

0.173 

62.43 

Safe 

Bambuliya Rawtan 

0830000203788200 

0.12 

0.14 

232.09 

0.17 

0.01 

0.18 

0.04 

0.52 

- 

0.0200 

0.0578 

0.0817 

0.001 

0.161 

0.161 

0.338 

0.017 

0.321 

0.134 

41.65 

Safe 

Bamoolya Ranmal 

0830000203783700 

0.12 

0.09 

260.41 

0.11 

0.01 

0.12 

0.04 

0.56 

- 

0.0200 

0.0297 

0.0336 

- 

0.083 

0.083 

0.204 

0.010 

0.194 

0.173 

89.07 

Semi Critical 

Banethiya 

0830000203786800 

0.12 

0.37 

198.50 

0.45 

0.04 

0.49 

0.06 

0.76 

- 

0.0900 

0.1232 

0.1493 

0.021 

0.383 

0.383 

0.873 

0.044 

0.829 

0.476 

57.39 

Safe 

Barana 

0830000203788500 

0.12 

0.03 

599.67 

0.03 

- 

0.03 

0.02 

0.21 

- 

0.0100 

0.0267 

0.0377 

- 

0.074 

0.074 

0.105 

0.005 

0.100 

0.045 

45.39 

Safe 

Barod 

0830000203786300 

0.12 

0.04 

1,475.05 

0.05 

0.01 

0.06 

0.01 

0.12 

- 

0.0200 

0.0478 

0.0676 

- 

0.135 

0.135 

0.192 

0.010 

0.183 

0.219 

120.03 

Over Exploited 

Bhaopura 

0823000402750500 

0.12 

0.12 

- 

0.12 

- 

0.12 

0.03 

0.46 

- 

0.0100 

0.0669 

0.0810 

- 

0.158 

0.158 

0.280 

0.028 

0.252 

0.058 

23.00 

Safe 

Bhooden 

0830000203788100 

0.12 

0.12 

415.06 

0.14 

- 

0.14 

0.03 

0.37 

- 

0.0100 

0.0682 

0.0964 

- 

0.175 

0.175 

0.314 

0.016 

0.298 

0.051 

17.08 

Safe 

Bislai 

0830000203788400 

0.12 

0.09 

368.08 

0.10 

0.01 

0.11 

0.02 

0.33 

- 

0.0300 

0.0579 

0.0818 

- 

0.170 

0.170 

0.284 

0.014 

0.270 

0.176 

64.98 

Safe 

Borkhera 

0830000203788800 

0.12 

0.37 

218.29 

0.44 

0.03 

0.47 

0.06 

0.77 

- 

0.0900 

0.1031 

0.1456 

0.005 

0.343 

0.343 

0.815 

0.041 

0.774 

0.475 

61.41 

Safe 

Boya Khera 

0823000402753800 

0.12 

0.25 

(35.99) 

0.20 

0.00 

0.20 

0.05 

0.68 

- 

0.0100 

0.0817 

0.1154 

0.001 

0.208 

0.208 

0.412 

0.021 

0.391 

0.077 

19.67 

Safe 

Budhadeet 

0830000203785900 

0.12 

0.75 

74.39 

0.90 

0.07 

0.97 

0.06 

0.76 

- 

0.0800 

0.2156 

0.3046 

0.054 

0.654 

0.654 

1.622 

0.081 

1.541 

0.448 

29.09 

Safe 

Chaheencha 

0823000302743000 

0.12 

0.43 

(16.71) 

0.35 

0.01 

0.37 

0.05 

0.64 

- 

0.0400 

0.0973 

0.1375 

0.000 

0.275 

0.275 

0.640 

0.032 

0.608 

0.317 

52.12 

Safe 

Chak Hadiya Khera 

0823000402754400 

0.12 

0.07 

- 

0.07 

- 

0.07 

0.05 

0.75 

- 

- 

0.0222 

0.0269 

- 

0.049 

0.049 

0.115 

0.011 

0.103 

- 

- 

Safe 

Champa Khera 

0830000203788600 

0.12 

0.15 

63.24 

0.18 

0.00 

0.18 

0.06 

0.77 

- 

- 

0.0500 

0.0606 

0.001 

0.112 

0.112 

0.296 

0.015 

0.281 

0.006 

1.99 

Safe 

Chopar Kheri 

0830000203785500 

0.12 

0.16 

102.06 

0.19 

0.01 

0.20 

0.06 

0.75 

- 

0.0300 

0.0460 

0.0651 

- 

0.141 

0.141 

0.342 

0.017 

0.325 

0.174 

53.58 

Safe 

Dabar 

0830000203793400 

0.09 

0.00 

1,636.38 

0.01 

0.01 

0.02 

0.01 

0.08 

- 

0.0200 

0.0172 

0.0242 

- 

0.061 

0.061 

0.077 

0.004 

0.073 

0.110 

150.67 

Over Exploited 



0.07 

0.00 

20,104.13 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0013 

0.0018 

- 

0.003 

0.003 

0.003 

0.000 

0.003 

0.000 

5.71 

Safe 

Dediyaheri 

0830000203785700 

0.12 

0.12 

102.53 

0.14 

0.01 

0.15 

0.06 

0.75 

- 

0.0200 

0.0338 

0.0478 

- 

0.102 

0.102 

0.253 

0.013 

0.240 

0.130 

54.35 

Safe 

Deewaniyan 

0830000203783200 

0.12 

0.08 

439.30 

0.09 

- 

0.09 

0.03 

0.40 

- 

0.0100 

0.0281 

0.0398 

- 

0.078 

0.078 

0.171 

0.009 

0.162 

0.090 

55.18 

Safe 

Dei Khera 

0823000302742800 

0.12 

0.00 

6,908.27 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0013 

0.0019 

- 

0.003 

0.003 

0.003 

0.000 

0.003 

- 

- 

Safe 

Deoli 

0823000402754100 

0.12 

0.25 

(74.77) 

0.20 

0.00 

0.20 

0.05 

0.75 

- 

- 

0.0714 

0.1010 

0.001 

0.173 

0.173 

0.370 

0.018 

0.351 

- 

- 

Safe 

Deopura 

0823000402753900 

0.12 

0.12 

(58.69) 

0.09 

0.00 

0.09 

0.05 

0.74 

- 

- 

0.0341 

0.0481 

0.000 

0.083 

0.083 

0.176 

0.009 

0.167 

- 

- 

Safe 

Dhansuri 

0830000203788300 

0.12 

0.09 

366.17 

0.11 

- 

0.11 

0.02 

0.33 

- 

0.0100 

0.0590 

0.0834 

- 

0.152 

0.152 

0.259 

0.013 

0.246 

0.050 

20.21 

Safe 

Dhanwa 

0830000203787700 

0.12 

0.45 

284.25 

0.55 

0.02 

0.57 

0.06 

0.77 

- 

0.0500 

0.1285 

0.1815 

0.001 

0.361 

0.361 

0.927 

0.046 

0.881 

0.269 

30.52 

Safe 

Dheekoli 

0823000402754000 

0.12 

0.41 

(7.92) 

0.38 

0.00 

0.39 

0.06 

0.74 

- 

0.0100 

0.1209 

0.1708 

0.007 

0.309 

0.309 

0.694 

0.035 

0.660 

0.058 

8.79 

Safe 

Dobarli 

0830000203787000 

0.12 

0.19 

194.68 

0.23 

0.01 

0.24 

0.06 

0.76 

- 

0.0300 

0.0537 

0.0759 

- 

0.160 

0.160 

0.396 

0.020 

0.376 

0.175 

46.55 

Safe 

Dolar 

0823000402754700 

0.12 

0.00 

2,050.38 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

0.0118 

0.0167 

0.003 

0.032 

0.032 

0.036 

0.002 

0.034 

0.019 

56.01 

Safe 

Durjanpura 

0830000203784000 

0.12 

0.13 

4.14 

0.13 

- 

0.13 

0.06 

0.74 

- 

- 

0.0310 

0.0351 

- 

0.066 

0.066 

0.197 

0.010 

0.187 

0.005 

2.60 

Safe 

Fatahpur Khushk 

0830000203782400 

0.12 

0.46 

(5.75) 

0.43 

0.00 

0.43 

0.06 

0.73 

- 

0.0100 

0.0914 

0.1292 

0.001 

0.231 

0.231 

0.663 

0.033 

0.630 

0.102 

16.17 

Safe 

Ghat Ka Barana 

0823000302743200 

0.12 

0.11 

17.90 

0.13 

0.00 

0.13 

0.03 

0.34 

- 

- 

0.0489 

0.0690 

0.001 

0.119 

0.119 

0.253 

0.013 

0.240 

0.038 

15.84 

Safe 

Guhatha 

0823000302740700 

0.12 

1.00 

(11.42) 

0.89 

0.01 

0.90 

0.06 

0.70 

- 

0.0400 

0.2081 

0.2940 

0.004 

0.546 

0.546 

1.447 

0.072 

1.375 

0.384 

27.93 

Safe 

Hanotiya 

0830000203786900 

0.12 

0.27 

292.28 

0.32 

0.07 

0.39 

0.06 

0.76 

- 

0.2100 

0.0886 

0.1073 

- 

0.406 

0.406 

0.796 

0.040 

0.756 

1.144 

151.26 

Over Exploited 

Haripura @ Nayagaon 

0830000203784600 

0.12 

0.31 

109.17 

0.37 

0.01 

0.38 

0.06 

0.75 

- 

0.0300 

0.0750 

0.0847 

- 

0.190 

0.190 

0.569 

0.028 

0.541 

0.180 

33.23 

Safe 

Idalgarh 

0830000203786500 

0.12 

0.00 

1,643.73 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

0.0064 

0.0072 

- 

0.014 

0.014 

0.018 

0.001 

0.017 

0.001 

5.93 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 
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Water Level 
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Census Code 

Area 
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Rc 
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Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 
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MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 
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( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Jahangeerpura 

083000020378760C 

4.842 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

4.842 

2.03 

0.100 

0.08 

0.02 

0.00 

0.00 

0.00 

1.04 

1.37 

0.29 

0.015 

0.71 

0.54 


Jakhrond 

0830000203790700 

11.505 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.524 

1.43 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.54 

0.70 

0.13 

0.011 

0.22 

0.17 







Command 

Limestone 

0.970 

1.43 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.04 

0.003 

0.06 

0.05 


Jhapayta 

0823000302743100 

6.163 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.980 

0.31 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.16 

0.06 

0.000 

0.43 

0.32 


Jharanya 

0823000402754200 

3.396 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.396 

0.05 

0.090 

0.04 

0.01 

0.00 

0.00 

0.00 

0.04 

0.06 

0.15 

0.000 

0.69 

0.53 


Jhargaon 

0830000203785400 

3.818 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.818 

1.17 

0.100 

0.08 

0.02 

0.00 

0.00 

0.00 

0.51 

0.67 

0.29 

0.012 

0.69 

0.52 


Jharol 

0830000203784400 

2.419 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.419 

1.02 

0.100 

0.03 

0.01 

0.00 

0.00 

0.00 

0.27 

0.37 

0.13 

0.008 

0.69 

0.50 


Jhonpariya 

0830000203785300 

3.269 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.269 

1.11 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.40 

0.53 

0.17 

0.010 

0.70 

0.53 


Jiyaheri 

0830000203787100 

3.524 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.524 

1.52 

0.100 

0.19 

0.05 

0.00 

0.00 

0.00 

0.67 

0.89 

0.76 

0.011 

0.70 

0.53 



0830000203792800 

0.654 

Fresh 

Kota Barrage 

Command 

Limestone 

0.321 

2.68 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.04 

0.001 

0.35 

0.27 


Kaprain (M) 

0823000442304000 

40.787 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

25.384 

-0.32 

0.090 

0.63 

0.06 

0.00 

0.00 

0.01 

0.00 

0.00 

0.96 

1.194 

0.43 

0.33 


Khairoola 

0830000203788000 

6.074 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

4.205 

1.77 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.78 

1.02 

0.17 

0.013 

0.49 

0.38 


Khand Gaon 

0830000203789000 

1.983 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.183 

2.02 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.00 

0.001 

0.07 

0.05 


Kharwan 

0830000103774400 

3.906 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.071 

0.52 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.20 

0.31 

0.20 

0.010 

0.54 

0.35 


Khera Bhopal 

0830000203785600 

3.546 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.546 

1.18 

0.100 

0.06 

0.01 

0.00 

0.00 

0.01 

0.46 

0.62 

0.21 

0.011 

0.70 

0.52 


Kheri Ghata 

0830000203793000 

4.070 

Fresh 

Kota Barrage 

Command 

Limestone 

0.321 

2.16 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.04 

0.001 

0.06 

0.04 


Kherli Bandha 

0823000402753600 

6.501 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

6.501 

1.02 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.59 

0.78 

0.00 

0.000 

0.69 

0.52 


Kherli Khushk 

0830000203782500 

2.421 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.421 

0.52 

0.100 

0.02 

0.00 

0.00 

0.00 

0.01 

0.14 

0.19 

0.08 

0.008 

0.68 

0.50 


Kherli Naunera 

0830000103774500 

4.314 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.006 

0.86 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kherli Parasram 

0830000203787900 

3.995 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.492 

1.67 

0.100 

0.02 

0.01 

0.00 

0.00 

0.00 

0.26 

0.34 

0.08 

0.005 

0.26 

0.20 


Kherli Shahran 

0830000203783800 

2.567 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.567 

1.08 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.30 

0.42 

0.08 

0.008 

0.68 

0.49 


Kherli Tawran 

0830000203787400 

6.494 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.935 

1.40 

0.100 

0.03 

0.01 

0.00 

0.00 

0.00 

0.29 

0.38 

0.13 

0.006 

0.21 

0.16 


Kherli Vyasan 

0823000402750400 

4.106 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.372 

-0.89 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.000 

0.40 

0.31 


Khyawada 

0830000203786400 

3.668 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.935 

1.54 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.20 

0.04 

0.003 

0.18 

0.14 


Kishan Ganj 

0830000203786000 

4.816 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

4.573 

0.47 

0.100 

0.08 

0.02 

0.00 

0.00 

0.00 

0.27 

0.37 

0.29 

0.014 

0.66 

0.49 


Kishorpura 

0830000203790500 

5.588 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

5.456 

1.28 

0.100 

0.12 

0.03 

0.00 

0.00 

0.00 

0.78 

1.03 

0.46 

0.017 

0.70 

0.54 


Kodkya 

0823000402753700 

12.339 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

8.499 

0.85 

0.090 

0.07 

0.02 

0.00 

0.00 

0.00 

0.70 

0.90 

0.27 

0.000 

0.46 

0.36 


Koomla 

0830000203784500 

1.625 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.625 

1.07 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.20 

0.28 

0.13 

0.005 

0.69 

0.50 


Kota Khurd 

0823000302742900 

13.382 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

10.445 

0.37 

0.090 

0.12 

0.02 

0.00 

0.00 

0.00 

0.44 

0.61 

0.48 

0.000 

0.52 

0.38 


Kotra Deepsingh 

0830000203784700 

18.259 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.292 

1.64 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.58 

0.82 

0.17 

0.010 

0.12 

0.09 


Kotrapura 

0830000203782600 

5.344 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

5.344 

0.54 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.33 

0.45 

0.13 

0.017 

0.68 

0.49 


Kotri 

0823000302743400 

5.760 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

5.546 

1.03 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.54 

0.71 

0.08 

0.000 

0.64 

0.49 


Kunethiya 

0830000203784200 

6.085 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

6.085 

0.95 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.61 

0.82 

0.08 

0.019 

0.68 

0.50 


Labaan 

0823000302740800 

13.310 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.178 

0.64 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.01 

0.01 


Lakh Saneeja 

0830000203784100 

6.405 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

6.405 

0.81 

0.100 

0.08 

0.01 

0.00 

0.00 

0.00 

0.58 

0.80 

0.29 

0.020 

0.68 

0.50 


Madanpura 

0830000203783500 

5.179 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.702 

1.59 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.46 

0.67 

0.17 

0.009 

0.36 

0.25 


Maharana 

0830000203787300 

6.908 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

4.113 

1.33 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.59 

0.78 

0.21 

0.013 

0.42 

0.32 


Mandariya 

0830000203785100 

4.821 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

4.821 

0.98 

0.100 

0.07 

0.02 

0.00 

0.00 

0.00 

0.52 

0.69 

0.25 

0.015 

0.69 

0.52 


Mandawara 

0830000203787200 

19.754 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

10.891 

1.04 

0.100 

0.10 

0.02 

0.00 

0.00 

0.00 

1.21 

1.58 

0.34 

0.034 

0.39 

0.30 


Morana 

0830000203785000 

9.360 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

9.360 

1.07 

0.100 

0.08 

0.02 

0.00 

0.00 

0.00 

1.06 

1.41 

0.29 

0.030 

0.69 

0.52 


Morpa 

0830000203788700 

7.084 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

7.084 

1.24 

0.100 

0.26 

0.06 

0.00 

0.00 

0.00 

1.07 

1.41 

1.01 

0.022 

0.72 

0.55 


Napahera 

0830000203790400 

2.441 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.441 

1.28 

0.100 

0.11 

0.03 

0.00 

0.00 

0.00 

0.39 

0.51 

0.42 

0.008 

0.72 

0.55 


Narpatkheri 

0830000203784900 

3.758 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.758 

1.07 

0.100 

0.07 

0.02 

0.00 

0.00 

0.00 

0.45 

0.61 

0.25 

0.012 

0.69 

0.51 


Narsinghpura 

0830000203783600 

3.805 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.805 

0.98 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.39 

0.56 

0.08 

0.012 

0.68 

0.48 


Neemli 

0830000203787500 

2.067 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.790 

1.90 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.21 

0.04 

0.002 

0.27 

0.21 


Neemoda Ujar 

0830000203782700 

10.250 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

10.250 

0.54 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.60 

0.85 

0.21 

0.032 

0.68 

0.48 


Notara 

0830000203789100 

12.227 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

6.309 

2.28 

0.100 

0.09 

0.02 

0.00 

0.00 

0.00 

1.51 

1.98 

0.34 

0.020 

0.37 

0.28 


Pali 

0830000203785800 

2.085 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.085 

1.26 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.29 

0.39 

0.17 

0.007 

0.70 

0.53 


Peepalda Beeram 

0830000203786100 

5.028 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.338 

1.47 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.04 

0.001 

0.05 

0.03 


Peepalda Sand 

0830000203785200 

8.073 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

8.073 

0.81 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.69 

0.90 

0.13 

0.025 

0.70 

0.53 


Peeplda Samel 

0830000203782900 

9.083 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.406 

1.10 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.40 

0.00 

0.008 

0.18 

0.12 


Pipaldda Hariji 

0823000402750300 

12.343 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.187 

-0.26 

0.090 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.000 

0.18 

0.14 


Ramnagar 

0830000203784300 

3.379 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.379 

1.00 

0.100 

0.09 

0.02 

0.00 

0.00 

0.00 

0.41 

0.55 

0.34 

0.011 

0.69 

0.51 


Rampura 

0830000203783900 

2.486 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.486 

0.86 

0.100 

0.07 

0.01 

0.00 

0.00 

0.00 

0.27 

0.38 

0.25 

0.008 

0.68 

0.49 


Rampura @ Nayagaon 

0830000203790300 

3.927 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.811 

0.92 

0.100 

0.15 

0.04 

0.00 

0.00 

0.00 

0.46 

0.60 

0.59 

0.012 

0.70 

0.53 


Reechhaheri 

0830000203792900 

1.330 

Fresh 

Kota Barrage 

Command 

Limestone 

1.308 

2.69 

0.020 

0.19 

0.03 

0.00 

0.00 

0.00 

0.23 

0.30 

0.76 

0.004 

0.71 

0.54 


Roteda 

0823000402754300 

16.004 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

13.720 

0.09 

0.090 

0.05 

0.01 

0.00 

0.00 

0.01 

0.14 

0.18 

0.19 

0.000 

0.60 

0.46 


Saneeja Baori 

0830000203787800 

2.459 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.459 

1.77 

0.100 

0.09 

0.02 

0.00 

0.00 

0.00 

0.50 

0.66 

0.34 

0.008 

0.71 

0.54 


Sangaheri 

0830000203782800 

4.512 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

4.512 

0.77 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.38 

0.55 

0.08 

0.014 

0.68 

0.46 


Sarola 

0830000203793300 

9.326 

Fresh 

Kota Barrage 

Command 

Limestone 

2.527 

2.13 

0.020 

0.07 

0.02 

0.00 

0.00 

0.00 

0.16 

0.21 

0.29 

0.008 

0.20 

0.15 







Command 

Bhander Sandstone 

0.128 

2.13 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Sarsala 

0823000402750900 

8.568 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.627 

0.20 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.05 

0.04 


Shahpura 

0830000203788900 

0.792 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.586 

2.07 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.16 

0.00 

0.002 

0.53 

0.40 


Sultanpur 

0830000203790200 

17.088 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.931 

1.07 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.14 

0.04 

0.003 

0.04 

0.03 


Surela 

0830000203792700 

3.702 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.176 

2.69 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.04 

0.001 

0.03 

0.03 







Command 

Limestone 

1.778 

2.69 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.16 

0.22 

0.32 

0.006 

0.35 

0.27 


Takarwara 

0830000203784800 

8.965 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

8.943 

0.82 

0.100 

0.12 

0.03 

0.00 

0.00 

0.00 

0.82 

1.12 

0.46 

0.028 

0.69 

0.51 


Ummedpura 

0830000203786700 

4.508 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

4.508 

1.28 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.61 

0.80 

0.13 

0.014 

0.70 

0.53 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Jahangeerpura 

0830000203787600 

0.12 

0.41 

232.21 

0.49 

0.02 

0.52 

0.06 

0.77 

- 

0.0600 

0.1168 

0.1650 

0.002 

0.344 

0.344 

0.860 

0.043 

0.817 

0.309 

37.86 

Safe 

Jakhrond 

0830000203790700 

0.12 

0.09 

650.72 

0.11 

0.01 

0.12 

0.02 

0.24 

- 

0.0200 

0.0850 

0.1201 

- 

0.225 

0.225 

0.347 

0.017 

0.330 

0.137 

41.60 

Safe 



0.09 

0.01 

832.30 

0.01 

- 

0.01 

0.00 

0.07 

- 

0.0100 

0.0234 

0.0331 

- 

0.067 

0.067 

0.073 

0.004 

0.069 

0.039 

56.43 

Safe 

Jhapayta 

0823000302743100 

0.12 

0.20 

(21.07) 

0.16 

- 

0.16 

0.04 

0.46 

- 

0.0100 

0.0640 

0.0904 

- 

0.165 

0.165 

0.328 

0.016 

0.311 

0.055 

17.67 

Safe 

Jharanya 

0823000402754200 

0.12 

0.28 

(79.61) 

0.23 

0.01 

0.24 

0.05 

0.75 

- 

0.0300 

0.0956 

0.1157 

- 

0.241 

0.241 

0.477 

0.024 

0.453 

0.154 

33.96 

Safe 

Jhargaon 

0830000203785400 

0.12 

0.32 

112.07 

0.38 

0.02 

0.40 

0.06 

0.75 

- 

0.0600 

0.0921 

0.1301 

0.002 

0.284 

0.284 

0.687 

0.034 

0.652 

0.306 

46.91 

Safe 

Jharol 

0830000203784400 

0.12 

0.20 

83.79 

0.24 

0.01 

0.25 

0.06 

0.75 

- 

0.0200 

0.0584 

0.0825 

- 

0.161 

0.161 

0.411 

0.021 

0.390 

0.134 

34.25 

Safe 

Jhonpariya 

0830000203785300 

0.12 

0.27 

94.51 

0.33 

0.01 

0.34 

0.06 

0.75 

- 

0.0300 

0.0789 

0.1114 

0.000 

0.221 

0.221 

0.559 

0.028 

0.531 

0.178 

33.60 

Safe 

Jiyaheri 

0830000203787100 

0.12 

0.30 

201.15 

0.36 

0.05 

0.41 

0.06 

0.76 

- 

0.1400 

0.0850 

0.1201 

- 

0.345 

0.345 

0.751 

0.038 

0.714 

0.767 

107.50 

Over Exploited 


0830000203792800 

0.09 

0.01 

247.04 

0.01 

- 

0.01 

0.03 

0.38 

- 

0.0100 

0.0065 

0.0073 

- 

0.024 

0.024 

0.036 

0.002 

0.034 

0.037 

107.90 

Over Exploited 

Kaprain (M) 

0823000442304000 

0.12 

1.30 

- 

1.30 

0.07 

1.38 

0.03 

0.46 

- 

0.1800 

0.7144 

0.8653 

0.021 

1.781 

1.781 

3.159 

0.316 

2.843 

2.154 

75.78 

Semi Critical 

Khairoola 

0830000203788000 

0.12 

0.25 

313.44 

0.30 

0.01 

0.31 

0.04 

0.53 

- 

0.0300 

0.1014 

0.1433 

- 

0.275 

0.275 

0.582 

0.029 

0.553 

0.181 

32.77 

Safe 

Khand Gaon 

0830000203789000 

0.12 

0.00 

3,246.21 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

0.0044 

0.0062 

- 

0.011 

0.011 

0.012 

0.001 

0.012 

0.001 

4.91 

Safe 

Kharwan 

0830000103774400 

0.14 

0.23 

33.66 

0.28 

0.01 

0.29 

0.04 

0.58 

- 

0.0200 

0.0370 

0.0698 

0.000 

0.127 

0.127 

0.413 

0.021 

0.393 

0.214 

54.60 

Safe 

Khera Bhopal 

0830000203785600 

0.12 

0.30 

107.59 

0.36 

0.02 

0.37 

0.06 

0.75 

- 

0.0400 

0.0855 

0.1209 

0.009 

0.256 

0.256 

0.627 

0.031 

0.596 

0.221 

37.10 

Safe 

Kheri Ghata 

0830000203793000 

0.09 

0.00 

1,805.32 

0.00 

- 

0.00 

0.00 

0.06 

- 

0.0100 

0.0077 

0.0109 

- 

0.029 

0.029 

0.031 

0.002 

0.029 

0.037 

127.05 

Over Exploited 

Kherli Bandha 

0823000402753600 

0.12 

0.54 

45.65 

0.64 

0.00 

0.65 

0.06 

0.74 

- 

- 

0.1568 

0.2216 

0.006 

0.384 

0.384 

1.030 

0.052 

0.979 

- 

- 

Safe 

Kherli Khushk 

0830000203782500 

0.12 

0.20 

(4.72) 

0.19 

0.01 

0.20 

0.06 

0.73 

- 

0.0100 

0.0389 

0.0550 

0.012 

0.116 

0.116 

0.312 

0.016 

0.296 

0.092 

30.94 

Safe 

Kherli Naunera 

0830000103774500 

0.14 

0.00 

91,243.76 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kherli Parasram 

0830000203787900 

0.12 

0.05 

616.52 

0.06 

0.01 

0.07 

0.02 

0.29 

- 

0.0200 

0.0360 

0.0508 

- 

0.107 

0.107 

0.174 

0.009 

0.165 

0.089 

53.80 

Safe 

Kherli Shahran 

0830000203783800 

0.12 

0.21 

98.42 

0.25 

- 

0.25 

0.06 

0.74 

- 

0.0100 

0.0516 

0.0583 

- 

0.120 

0.120 

0.373 

0.019 

0.354 

0.092 

25.99 

Safe 

Kherli Tawran 

0830000203787400 

0.12 

0.05 

675.38 

0.06 

0.01 

0.07 

0.02 

0.23 

- 

0.0200 

0.0467 

0.0660 

- 

0.133 

0.133 

0.202 

0.010 

0.192 

0.132 

68.97 

Safe 

Kherli Vyasan 

0823000402750400 

0.12 

0.12 

- 

0.12 

0.00 

0.12 

0.03 

0.44 

- 

0.0100 

0.0667 

0.0808 

0.001 

0.158 

0.158 

0.274 

0.027 

0.247 

0.058 

23.52 

Safe 

Khyawada 

0830000203786400 

0.12 

0.02 

910.97 

0.02 

- 

0.02 

0.01 

0.19 

- 

- 

0.0150 

0.0212 

- 

0.036 

0.036 

0.060 

0.003 

0.057 

0.045 

78.34 

Semi Critical 

Kishan Ganj 

0830000203786000 

0.12 

0.36 

0.63 

0.37 

0.02 

0.39 

0.05 

0.72 

- 

0.0600 

0.1103 

0.1559 

0.005 

0.331 

0.331 

0.720 

0.036 

0.684 

0.308 

45.06 

Safe 

Kishorpura 

0830000203790500 

0.12 

0.46 

123.38 

0.55 

0.03 

0.58 

0.05 

0.76 

- 

0.0900 

0.1536 

0.1860 

0.005 

0.435 

0.435 

1.020 

0.051 

0.969 

0.479 

49.46 

Safe 

Kodkya 

0823000402753700 

0.12 

0.47 

90.84 

0.57 

0.02 

0.59 

0.04 

0.50 

- 

0.0500 

0.2050 

0.2897 

0.002 

0.547 

0.547 

1.137 

0.057 

1.080 

0.269 

24.91 

Safe 

Koomla 

0830000203784500 

0.12 

0.13 

110.03 

0.16 

0.00 

0.16 

0.06 

0.74 

- 

0.0200 

0.0327 

0.0369 

0.001 

0.090 

0.090 

0.252 

0.013 

0.239 

0.131 

54.86 

Safe 

Kota Khurd 

0823000302742900 

0.12 

0.65 

(6.76) 

0.61 

0.02 

0.63 

0.05 

0.57 

- 

0.0500 

0.1680 

0.2373 

0.006 

0.462 

0.462 

1.094 

0.055 

1.039 

0.480 

46.18 

Safe 

Kotra Deepsingh 

0830000203784700 

0.12 

0.05 

1,570.44 

0.06 

0.01 

0.07 

0.01 

0.13 

- 

0.0200 

0.0529 

0.0748 

- 

0.148 

0.148 

0.217 

0.011 

0.206 

0.178 

86.69 

Semi Critical 

Kotrapura 

0830000203782600 

0.12 

0.44 

4.21 

0.45 

0.00 

0.45 

0.06 

0.74 

- 

0.0100 

0.0859 

0.1214 

0.001 

0.219 

0.219 

0.673 

0.034 

0.639 

0.143 

22.35 

Safe 

Kotri 

0823000302743400 

0.12 

0.43 

64.74 

0.51 

0.00 

0.51 

0.05 

0.70 

- 

0.0100 

0.1115 

0.1260 

0.000 

0.248 

0.248 

0.762 

0.038 

0.724 

0.075 

10.36 

Safe 

Kunethiya 

0830000203784200 

0.12 

0.50 

64.80 

0.60 

0.00 

0.60 

0.06 

0.74 

- 

0.0200 

0.1223 

0.1383 

0.006 

0.286 

0.286 

0.886 

0.044 

0.842 

0.103 

12.26 

Safe 

Labaan 

0823000302740800 

0.12 

0.00 

7,386.96 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0029 

0.0041 

- 

0.007 

0.007 

0.007 

0.000 

0.007 

0.019 

280.66 

Over Exploited 

Lakh Saneeja 

0830000203784100 

0.12 

0.52 

52.12 

0.63 

0.01 

0.64 

0.06 

0.74 

- 

0.0300 

0.1287 

0.1455 

0.004 

0.308 

0.308 

0.950 

0.047 

0.902 

0.314 

34.83 

Safe 

Madanpura 

0830000203783500 

0.12 

0.12 

474.97 

0.14 

0.01 

0.15 

0.03 

0.39 

- 

0.0200 

0.0435 

0.0614 

0.000 

0.125 

0.125 

0.274 

0.014 

0.260 

0.177 

67.79 

Safe 

Maharana 

0830000203787300 

0.12 

0.21 

275.10 

0.25 

0.01 

0.26 

0.03 

0.45 

- 

0.0400 

0.0992 

0.1402 

0.003 

0.282 

0.282 

0.544 

0.027 

0.517 

0.223 

43.16 

Safe 

Mandariya 

0830000203785100 

0.12 

0.40 

71.96 

0.48 

0.02 

0.50 

0.06 

0.75 

- 

0.0500 

0.1163 

0.1643 

0.001 

0.332 

0.332 

0.832 

0.042 

0.790 

0.267 

33.81 

Safe 

Mandawara 

0830000203787200 

0.12 

0.51 

212.34 

0.61 

0.02 

0.63 

0.03 

0.42 

- 

0.0600 

0.2627 

0.3712 

0.007 

0.701 

0.701 

1.334 

0.067 

1.267 

0.370 

29.23 

Safe 

Morana 

0830000203785000 

0.12 

0.77 

83.20 

0.93 

0.02 

0.95 

0.06 

0.74 

- 

0.0600 

0.2258 

0.3191 

0.002 

0.607 

0.607 

1.553 

0.078 

1.475 

0.324 

21.93 

Safe 

Morpa 

0830000203788700 

0.12 

0.61 

131.08 

0.73 

0.06 

0.79 

0.06 

0.77 

- 

0.1900 

0.1994 

0.2415 

0.006 

0.637 

0.637 

1.431 

0.072 

1.359 

1.030 

75.80 

Semi Critical 

Napahera 

0830000203790400 

0.12 

0.21 

143.61 

0.25 

0.03 

0.28 

0.06 

0.77 

- 

0.0800 

0.0589 

0.0832 

0.001 

0.224 

0.224 

0.507 

0.025 

0.482 

0.428 

88.77 

Semi Critical 

Narpatkheri 

0830000203784900 

0.12 

0.31 

96.78 

0.37 

0.02 

0.39 

0.06 

0.75 

- 

0.0500 

0.0906 

0.1281 

0.000 

0.269 

0.269 

0.664 

0.033 

0.630 

0.264 

41.86 

Safe 

Narsinghpura 

0830000203783600 

0.12 

0.31 

78.81 

0.37 

0.00 

0.37 

0.06 

0.74 

- 

0.0100 

0.0612 

0.0865 

0.001 

0.159 

0.159 

0.533 

0.027 

0.507 

0.096 

18.94 

Safe 

Neemli 

0830000203787500 

0.12 

0.03 

712.31 

0.03 

- 

0.03 

0.02 

0.29 

- 

0.0100 

0.0191 

0.0269 

- 

0.056 

0.056 

0.087 

0.004 

0.083 

0.044 

53.84 

Safe 

Neemoda Ujar 

0830000203782700 

0.12 

0.83 

2.40 

0.85 

0.01 

0.86 

0.06 

0.73 

- 

0.0200 

0.1648 

0.2329 

0.001 

0.418 

0.418 

1.282 

0.064 

1.218 

0.242 

19.90 

Safe 

Notara 

0830000203789100 

0.12 

0.28 

608.00 

0.34 

0.02 

0.36 

0.03 

0.40 

- 

0.0600 

0.1522 

0.2150 

- 

0.427 

0.427 

0.782 

0.039 

0.743 

0.356 

47.89 

Safe 

Pali 

0830000203785800 

0.12 

0.17 

122.52 

0.21 

0.01 

0.22 

0.06 

0.76 

- 

0.0300 

0.0503 

0.0711 

0.001 

0.152 

0.152 

0.373 

0.019 

0.354 

0.175 

49.27 

Safe 

Peepalda Beeram 

0830000203786100 

0.12 

0.00 

4,258.78 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

0.0054 

0.0077 

- 

0.013 

0.013 

0.015 

0.001 

0.015 

0.043 

295.07 

Over Exploited 

Peepalda Sand 

0830000203785200 

0.12 

0.67 

33.77 

0.81 

0.01 

0.82 

0.06 

0.75 

- 

0.0200 

0.1947 

0.2752 

0.001 

0.491 

0.491 

1.310 

0.066 

1.245 

0.151 

12.17 

Safe 

Peeplda Samel 

0830000203782900 

0.12 

0.05 

665.04 

0.06 

- 

0.06 

0.01 

0.20 

- 

- 

0.0387 

0.0547 

- 

0.093 

0.093 

0.156 

0.008 

0.148 

0.008 

5.12 

Safe 

Pipaldda Hariji 

0823000402750300 

0.12 

0.07 

- 

0.07 

0.01 

0.08 

0.01 

0.20 

- 

0.0300 

0.0897 

0.1086 

0.002 

0.230 

0.230 

0.311 

0.031 

0.280 

0.173 

61.79 

Safe 

Ramnagar 

0830000203784300 

0.12 

0.28 

98.25 

0.33 

0.02 

0.35 

0.06 

0.74 

- 

0.0600 

0.0815 

0.1152 

- 

0.257 

0.257 

0.611 

0.031 

0.580 

0.347 

59.75 

Safe 

Rampura 

0830000203783900 

0.12 

0.20 

85.37 

0.24 

0.01 

0.26 

0.06 

0.74 

- 

0.0300 

0.0500 

0.0565 

0.001 

0.138 

0.138 

0.393 

0.020 

0.373 

0.260 

69.58 

Safe 

Rampura @ Nayagaon 

0830000203790300 

0.12 

0.32 

87.49 

0.38 

0.04 

0.42 

0.05 

0.75 

- 

0.1100 

0.1072 

0.1299 

0.003 

0.350 

0.350 

0.775 

0.039 

0.736 

0.600 

81.53 

Semi Critical 

Reechhaheri 

0830000203792900 

0.09 

0.08 

260.54 

0.10 

0.03 

0.13 

0.05 

0.76 

- 

0.1400 

0.0263 

0.0297 

- 

0.196 

0.196 

0.326 

0.016 

0.310 

0.760 

245.23 

Over Exploited 

Roteda 

0823000402754300 

0.12 

0.99 

(81.82) 

0.79 

0.02 

0.81 

0.05 

0.65 

- 

0.0400 

0.3310 

0.4677 

0.011 

0.850 

0.850 

1.658 

0.083 

1.575 

0.192 

12.19 

Safe 

Saneeja Baori 

0830000203787800 

0.12 

0.21 

215.84 

0.25 

0.02 

0.27 

0.06 

0.76 

- 

0.0600 

0.0593 

0.0838 

0.007 

0.210 

0.210 

0.484 

0.024 

0.460 

0.344 

74.69 

Semi Critical 

Sangaheri 

0830000203782800 

0.12 

0.37 

50.42 

0.44 

- 

0.44 

0.06 

0.74 

- 

0.0100 

0.0726 

0.1025 

- 

0.185 

0.185 

0.627 

0.031 

0.595 

0.098 

16.50 

Safe 

Sarola 

0830000203793300 

0.09 

0.04 

365.14 

0.05 

0.02 

0.07 

0.02 

0.21 

- 

0.0500 

0.0609 

0.0861 

- 

0.197 

0.197 

0.270 

0.014 

0.257 

0.296 

115.19 

Over Exploited 



0.07 

0.00 

7,985.38 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0031 

0.0044 

- 

0.008 

0.008 

0.008 

0.000 

0.007 

0.000 

5.59 

Safe 

Sarsala 

0823000402750900 

0.12 

0.00 

231.00 

0.00 

0.00 

0.01 

0.00 

0.05 

- 

- 

0.0151 

0.0214 

0.002 

0.039 

0.039 

0.045 

0.002 

0.043 

0.019 

44.37 

Safe 

Shahpura 

0830000203788900 

0.12 

0.04 

326.67 

0.04 

- 

0.04 

0.04 

0.57 

- 

- 

0.0141 

0.0200 

- 

0.034 

0.034 

0.079 

0.004 

0.075 

0.002 

2.47 

Safe 

Sultanpur 

0830000203790200 

0.12 

0.00 

3,173.85 

0.01 

- 

0.01 

0.00 

0.04 

- 

0.0100 

0.0225 

0.0317 

- 

0.064 

0.064 

0.069 

0.003 

0.066 

0.045 

68.10 

Safe 

Surela 

0830000203792700 

0.12 

0.00 

10,257.10 

0.00 

- 

0.00 

0.00 

0.04 

- 

0.0100 

0.0035 

0.0040 

- 

0.018 

0.018 

0.018 

0.001 

0.017 

0.043 

243.87 

Over Exploited 



0.09 

0.06 

287.55 

0.07 

0.01 

0.08 

0.03 

0.37 

- 

0.0600 

0.0357 

0.0404 

0.002 

0.138 

0.138 

0.216 

0.011 

0.205 

0.330 

160.64 

Over Exploited 

Takarwara 

0830000203784800 

0.12 

0.74 

51.38 

0.89 

0.03 

0.92 

0.06 

0.75 

- 

0.0900 

0.2157 

0.3048 

0.003 

0.614 

0.614 

1.536 

0.077 

1.459 

0.490 

33.60 

Safe 

Ummedpura 

0830000203786700 

0.12 

0.38 

110.46 

0.46 

0.01 

0.47 

0.06 

0.76 

- 

0.0200 

0.1087 

0.1537 

0.002 

0.285 

0.285 

0.752 

0.038 

0.715 

0.140 

19.62 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 

08002009 

Aam Ka Pura 

080800050117290C 

1.783 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.147 

-0.20 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.007 

0.38 

0.50 


Anandapura 

0808000501173400 

4.926 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.069 

0.31 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Andwa Puraini 

0808000501177900 

4.105 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.105 

0.74 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.39 

0.28 

0.09 

0.027 

0.59 

0.82 


Atroli 

0808000501178700 

0.620 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.601 

0.15 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.05 

0.04 

0.18 

0.004 

0.58 

0.82 


Bag 

0808000401168500 

1.990 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.990 

2.67 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.64 

0.44 

0.00 

0.013 

0.60 

0.88 


Bahadurpur 

0808000401162200 

1.409 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.981 

-0.46 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.006 

0.42 

0.61 


Bahari Ka Pura 

0808000501177000 

2.194 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.194 

0.07 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.06 

0.014 

0.59 

0.81 


Bahwalpur 

0808000401160700 

0.889 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.354 

0.14 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.05 

0.03 

0.18 

0.002 

0.24 

0.35 


Bakspura 

0808000501178300 

4.128 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.128 

1.25 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.65 

0.46 

0.07 

0.027 

0.59 

0.83 


Bamroli 

0808000401168400 

2.061 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.061 

3.72 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.93 

0.64 

0.01 

0.013 

0.61 

0.89 


Bareh Mori 

0808000401161300 

3.121 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.173 

-0.47 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.001 

0.03 

0.05 


Barsala 

0808000501176100 

6.904 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.904 

0.77 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.67 

0.50 

0.08 

0.045 

0.59 

0.77 


Basai Gheeyaram 

0808000501175700 

0.759 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.759 

0.53 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.12 

0.09 

0.26 

0.005 

0.58 

0.77 


Basai Kare 

0808000501176500 

2.535 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.535 

0.07 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.09 

0.07 

0.30 

0.016 

0.59 

0.80 


Basai Kavilal 

0808000501175800 

0.388 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.388 

0.79 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.08 

0.06 

0.22 

0.003 

0.58 

0.76 


Basai Neem 

0808000401168100 

4.515 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.928 

-0.06 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.009 

0.12 

0.18 







Non-command 

Bhander Sandstone 

0.852 

-0.06 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.008 

0.11 

0.16 


Beechhiya 

0808000401168000 

11.943 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.000 

-0.55 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Berkhera 

0808000501180000 

2.226 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.226 

1.48 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.41 

0.30 

0.07 

0.014 

0.59 

0.81 


Bhagwanpur 

0808000501174700 

1.542 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.542 

0.39 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.10 

0.010 

0.58 

0.76 


Bhaisakh 

0808000401162900 

6.425 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.380 

0.77 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.68 

0.46 

0.34 

0.041 

0.60 

0.89 


Bhaisena 

0808000401162600 

1.958 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.958 

2.48 

0.120 

0.24 

0.04 

0.00 

0.00 

0.00 

0.78 

0.53 

0.93 

0.013 

0.61 

0.89 


Bhaisena Ka Pura 

0808000401162700 

1.925 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.925 

1.13 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.18 

0.00 

0.012 

0.61 

0.89 


Bhaupura 

0808000501172100 

1.648 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.906 

0.76 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.02 

0.006 

0.32 

0.41 


Bhooda 

0808000501179700 

1.563 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.563 

1.45 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.28 

0.20 

0.01 

0.010 

0.59 

0.81 


Bichola 

0808000501171800 

1.649 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.206 

0.59 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.07 

0.09 


Bichpuri 

0808000501176700 

2.404 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.404 

-0.18 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.016 

0.59 

0.81 


Chadiyan Ka Pura 

0808000501178000 

1.034 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.034 

0.81 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.05 

0.007 

0.59 

0.80 


Chak Jalalpur 

0808000401161800 

0.955 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.955 

-0.24 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.006 

0.60 

0.87 


Changora 

0808000501179200 

2.799 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.799 

1.42 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.53 

0.37 

0.20 

0.018 

0.60 

0.86 


Chauhanpura 

0808000501177400 

3.834 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.834 

-0.18 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.025 

0.59 

0.81 


Cheelpura 

0808000501178200 

4.296 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.296 

1.34 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.73 

0.53 

0.14 

0.028 

0.59 

0.82 


Dabhera 

0808000501177100 

0.761 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.761 

-0.05 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.005 

0.59 

0.83 


Dagarpur 

0808000401162300 

1.832 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.228 

-0.22 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.001 

0.08 

0.11 


Dagra 

0808000501176000 

3.268 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.268 

0.82 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.35 

0.27 

0.08 

0.021 

0.58 

0.77 


Dalel Ka Pura 

0808000501174300 

0.553 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.553 

0.66 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.11 

0.004 

0.59 

0.78 


Dani 

0808000501177300 

3.172 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.166 

-0.29 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.021 

0.59 

0.82 


Dharapura 

0808000501176200 

0.995 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.995 

0.34 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.09 

0.006 

0.59 

0.78 


Dhaulpur (M) 

0808000440802000 

26.278 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.872 

1.09 

0.120 

1.77 

0.07 

0.00 

0.00 

0.00 

3.52 

2.40 

1.74 

4.061 

0.32 

0.47 







Non-command 

Bhander Sandstone 

2.592 

1.09 

0.020 

0.31 

0.01 

0.00 

0.00 

0.00 

0.36 

0.24 

0.24 

0.759 

0.06 

0.09 


Dhodi Ka Pura 

0808000501173200 

2.456 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.456 

0.41 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.17 

0.12 

0.21 

0.016 

0.59 

0.81 


Dighi 

0808000501172000 

2.138 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.849 

0.78 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.20 

0.16 

0.10 

0.012 

0.50 

0.65 


Dihauli 

0808000501177600 

4.678 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.841 

-0.14 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.012 

0.23 

0.33 


Diwan Ka Pura 

0808000401162400 

0.926 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.926 

2.38 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.18 

0.00 

0.006 

0.61 

0.88 


Doon Ka Pura 

0808000401163300 

0.551 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.528 

-0.06 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.58 

0.86 


Farashpura 

0808000501176900 

0.898 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.898 

-0.20 

0.120 

0.11 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.006 

0.59 

0.82 


Gadrai 

0808000501179900 

1.468 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.468 

1.46 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.30 

0.21 

0.19 

0.010 

0.59 

0.82 


Garhi Jafar 

0808000501175900 

1.472 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.472 

0.80 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.17 

0.13 

0.10 

0.010 

0.58 

0.77 


Garhi Kareelpur 

0808000501175000 

1.718 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.718 

0.41 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.18 

0.14 

0.40 

0.011 

0.58 

0.76 


Garhi Tadabali 

0808000501175400 

4.549 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.937 

0.35 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.20 

0.16 

0.13 

0.026 

0.50 

0.65 


Gawan 

0808000401168300 

5.271 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.271 

0.91 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.60 

0.41 

0.03 

0.049 

0.61 

0.89 


Gher 

0808000401168900 

3.482 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.482 

3.55 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

1.49 

1.03 

0.00 

0.023 

0.60 

0.88 


Ghuraiya Khera 

0808000501179300 

0.462 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.462 

1.58 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.06 

0.003 

0.60 

0.85 


Gohdupura 

0808000501172400 

0.519 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.016 

0.58 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Golipura 

0808000501177200 

0.178 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.178 

-0.22 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.001 

0.59 

0.82 


Gopalpura 

0808000501179500 

2.896 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.896 

1.46 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.55 

0.39 

0.12 

0.019 

0.59 

0.83 


Gunpur 

0808000501179400 

0.730 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.730 

1.37 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.15 

0.11 

0.14 

0.005 

0.60 

0.85 


Hanuman Ka Pura 

0808000501176600 

1.479 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.479 

-0.06 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.010 

0.59 

0.80 


Indrawali 

0808000501177500 

2.777 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.698 

-0.29 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.011 

0.36 

0.51 


Jaitpur 

0808000501176300 

2.536 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.536 

0.22 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.13 

0.016 

0.59 

0.79 


Jarah 

0808000501174400 

2.579 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.579 

-0.17 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.017 

0.59 

0.78 


Jarga 

0808000501175200 

2.375 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.016 

0.35 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.03 

0.007 

0.25 

0.32 


Jatoli 

0808000401160800 

2.310 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.579 

0.16 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.11 

0.004 

0.15 

0.22 


Jugaipura 

0808000501176800 

0.680 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.680 

-0.02 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.004 

0.59 

0.82 


Kamariyan Ka Pura 

0808000501178100 

3.089 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.089 

0.97 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.38 

0.28 

0.06 

0.020 

0.59 

0.80 


Kanchanpura 

0808000501172500 

1.454 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.014 

0.00 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Karka Kherli 

0808000501177700 

1.842 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.829 

-0.16 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.012 

0.59 

0.83 


Kasimpur 

0808000401162500 

3.199 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.199 

0.11 

0.120 

0.21 

0.03 

0.00 

0.00 

0.00 

0.22 

0.15 

0.80 

0.021 

0.61 

0.88 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Aam Ka Pura 

0808000501172900 

0.22 

0.10 

- 

0.10 

- 

0.10 

0.04 

0.41 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.105 

0.011 

0.095 

0.091 

96.65 

Critical 

Anandapura 

0808000501173400 

0.22 

0.00 

1,393.87 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Andwa Puraini 

0808000501177900 

0.22 

0.53 

(46.84) 

0.43 

0.00 

0.43 

0.06 

0.65 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.439 

0.022 

0.417 

0.113 

27.02 

Safe 

Atroli 

0808000501178700 

0.22 

0.08 

(53.59) 

0.06 

0.01 

0.07 

0.06 

0.64 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.092 

0.005 

0.087 

0.179 

204.60 

Over Exploited 

Bag 

0808000401168500 

0.22 

0.26 

65.77 

0.32 

- 

0.32 

0.06 

0.66 

- 

- 

- 

- 

- 

- 

- 

0.318 

0.016 

0.302 

0.013 

4.28 

Safe 

Bahadurpur 

0808000401162200 

0.22 

0.09 

- 

0.09 

0.01 

0.10 

0.04 

0.46 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.121 

0.012 

0.109 

0.203 

186.98 

Over Exploited 

Bahari Ka Pura 

0808000501177000 

0.22 

0.29 

(90.33) 

0.23 

0.00 

0.23 

0.06 

0.65 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.239 

0.012 

0.227 

0.076 

33.53 

Safe 

Bahwalpur 

0808000401160700 

0.22 

0.02 

67.20 

0.02 

0.01 

0.03 

0.02 

0.27 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.053 

0.003 

0.050 

0.180 

360.75 

Over Exploited 

Bakspura 

0808000501178300 

0.22 

0.54 

(13.97) 

0.46 

0.00 

0.47 

0.06 

0.65 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.480 

0.024 

0.456 

0.099 

21.64 

Safe 

Bamroli 

0808000401168400 

0.22 

0.28 

131.41 

0.33 

- 

0.33 

0.06 

0.67 

- 

- 

- 

- 

- 

- 

- 

0.330 

0.017 

0.314 

0.025 

8.09 

Safe 

Bareh Mori 

0808000401161300 

0.22 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.002 

0.000 

0.002 

0.035 

1,985.74 

Over Exploited 

Barsala 

0808000501176100 

0.22 

0.89 

(43.42) 

0.71 

0.00 

0.71 

0.06 

0.64 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.722 

0.036 

0.686 

0.124 

18.05 

Safe 

Basai Gheeyaram 

0808000501175700 

0.22 

0.10 

(7.71) 

0.09 

- 

0.09 

0.06 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.100 

0.005 

0.095 

0.267 

280.97 

Over Exploited 

Basai Kare 

0808000501176500 

0.22 

0.33 

(79.38) 

0.26 

0.01 

0.27 

0.06 

0.65 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.303 

0.015 

0.288 

0.311 

108.17 

Over Exploited 

Basai Kavilal 

0808000501175800 

0.22 

0.05 

17.85 

0.06 

0.01 

0.07 

0.06 

0.64 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.089 

0.004 

0.084 

0.219 

259.03 

Over Exploited 

Basai Neem 

0808000401168100 

0.22 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.025 

0.003 

0.023 

0.033 

145.04 

Over Exploited 



0.15 

0.01 

- 

0.01 

0.00 

0.01 

0.01 

0.12 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.015 

0.001 

0.013 

0.026 

195.88 

Over Exploited 

Beechhiya 

0808000401168000 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Berkhera 

0808000501180000 

0.22 

0.29 

4.25 

0.30 

- 

0.30 

0.06 

0.65 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.311 

0.016 

0.295 

0.088 

29.95 

Safe 

Bhagwanpur 

0808000501174700 

0.22 

0.20 

(60.76) 

0.16 

0.00 

0.16 

0.06 

0.64 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.159 

0.008 

0.151 

0.106 

70.13 

Semi Critical 

Bhaisakh 

0808000401162900 

0.22 

0.85 

(45.70) 

0.68 

0.01 

0.69 

0.06 

0.67 

- 

0.0400 

- 

- 

0.003 

0.043 

0.043 

0.734 

0.037 

0.697 

0.384 

55.11 

Safe 

Bhaisena 

0808000401162600 

0.22 

0.26 

104.06 

0.31 

0.04 

0.36 

0.06 

0.67 

- 

0.1100 

- 

- 

0.002 

0.112 

0.112 

0.467 

0.023 

0.443 

0.947 

213.54 

Over Exploited 

Bhaisena Ka Pura 

0808000401162700 

0.22 

0.26 

(30.89) 

0.21 

- 

0.21 

0.06 

0.67 

- 

- 

- 

- 

- 

- 

- 

0.206 

0.010 

0.196 

0.012 

6.39 

Safe 

Bhaupura 

0808000501172100 

0.22 

0.06 

12.26 

0.07 

0.00 

0.07 

0.03 

0.35 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.072 

0.004 

0.068 

0.025 

36.34 

Safe 

Bhooda 

0808000501179700 

0.22 

0.20 

0.93 

0.20 

- 

0.20 

0.06 

0.65 

- 

- 

- 

- 

- 

- 

- 

0.205 

0.010 

0.195 

0.022 

11.38 

Safe 

Bichola 

0808000501171800 

0.22 

0.00 

243.84 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.011 

302.55 

Over Exploited 

Bichpuri 

0808000501176700 

0.22 

0.31 

- 

0.31 

0.01 

0.32 

0.06 

0.65 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.354 

0.035 

0.318 

0.266 

83.47 

Semi Critical 

Chadiyan Ka Pura 

0808000501178000 

0.22 

0.13 

(39.53) 

0.11 

- 

0.11 

0.06 

0.65 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.117 

0.006 

0.111 

0.057 

50.89 

Safe 

Chak Jalalpur 

0808000401161800 

0.22 

0.13 

- 

0.13 

- 

0.13 

0.06 

0.66 

- 

- 

- 

- 

- 

- 

- 

0.127 

0.013 

0.114 

0.030 

26.48 

Safe 

Changora 

0808000501179200 

0.22 

0.37 

(0.52) 

0.37 

0.01 

0.38 

0.06 

0.66 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.399 

0.020 

0.379 

0.217 

57.33 

Safe 

Chauhanpura 

0808000501177400 

0.22 

0.50 

- 

0.50 

0.01 

0.51 

0.06 

0.65 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.531 

0.053 

0.478 

0.171 

35.74 

Safe 

Cheelpura 

0808000501178200 

0.22 

0.56 

(5.56) 

0.53 

0.01 

0.54 

0.06 

0.65 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.559 

0.028 

0.531 

0.172 

32.38 

Safe 

Dabhera 

0808000501177100 

0.22 

0.10 

- 

0.10 

0.01 

0.11 

0.06 

0.65 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.130 

0.013 

0.117 

0.154 

132.07 

Over Exploited 

Dagarpur 

0808000401162300 

0.22 

0.00 

- 

0.00 

0.00 

0.00 

0.01 

0.08 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.005 

0.000 

0.004 

0.042 

956.79 

Over Exploited 

Dagra 

0808000501176000 

0.22 

0.42 

(36.51) 

0.34 

- 

0.34 

0.06 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.346 

0.017 

0.329 

0.098 

29.85 

Safe 

Dalel Ka Pura 

0808000501174300 

0.22 

0.07 

(22.83) 

0.06 

- 

0.06 

0.06 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.067 

0.003 

0.064 

0.110 

171.86 

Over Exploited 

Dani 

0808000501177300 

0.22 

0.41 

- 

0.41 

0.01 

0.43 

0.06 

0.65 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.449 

0.045 

0.404 

0.189 

46.66 

Safe 

Dharapura 

0808000501176200 

0.22 

0.13 

(67.56) 

0.10 

0.00 

0.11 

0.06 

0.64 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.125 

0.006 

0.119 

0.095 

80.43 

Semi Critical 

Dhaulpur (M) 

0808000440802000 

0.22 

0.98 

144.81 

1.18 

0.07 

1.25 

0.03 

0.35 

- 

0.2000 

- 

- 

- 

0.200 

0.200 

1.446 

0.072 

1.374 

5.801 

422.13 

Over Exploited 



0.15 

0.02 

942.15 

0.03 

0.01 

0.04 

0.01 

0.07 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.068 

0.003 

0.065 

1.000 

1,547.49 

Over Exploited 

Dhodi Ka Pura 

0808000501173200 

0.22 

0.32 

(61.01) 

0.26 

0.01 

0.27 

0.06 

0.65 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.285 

0.014 

0.271 

0.222 

81.91 

Semi Critical 

Dighi 

0808000501172000 

0.22 

0.20 

(22.79) 

0.16 

- 

0.16 

0.05 

0.55 

- 

- 

- 

- 

- 

- 

- 

0.164 

0.008 

0.156 

0.115 

73.84 

Semi Critical 

Dihauli 

0808000501177600 

0.22 

0.10 

- 

0.10 

0.01 

0.11 

0.02 

0.26 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.126 

0.013 

0.113 

0.168 

148.50 

Over Exploited 

Diwan Ka Pura 

0808000401162400 

0.22 

0.12 

46.52 

0.15 

0.00 

0.15 

0.06 

0.67 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.149 

0.007 

0.141 

0.006 

4.25 

Safe 

Doon Ka Pura 

0808000401163300 

0.22 

0.07 

- 

0.07 

- 

0.07 

0.06 

0.64 

- 

- 

- 

- 

- 

- 

- 

0.068 

0.007 

0.061 

0.003 

5.62 

Safe 

Farashpura 

0808000501176900 

0.22 

0.12 

- 

0.12 

0.02 

0.14 

0.06 

0.65 

- 

0.0500 

- 

- 

0.000 

0.050 

0.050 

0.188 

0.019 

0.169 

0.419 

248.14 

Over Exploited 

Gadrai 

0808000501179900 

0.22 

0.19 

11.58 

0.21 

0.01 

0.22 

0.06 

0.65 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.245 

0.012 

0.233 

0.202 

86.67 

Semi Critical 

Garhi Jafar 

0808000501175900 

0.22 

0.19 

(31.22) 

0.15 

- 

0.15 

0.06 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.162 

0.008 

0.153 

0.106 

68.78 

Safe 

Garhi Kareelpur 

0808000501175000 

0.22 

0.22 

(35.87) 

0.18 

- 

0.18 

0.06 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.186 

0.009 

0.177 

0.409 

231.05 

Over Exploited 

Garhi Tadabali 

0808000501175400 

0.22 

0.44 

(63.69) 

0.35 

- 

0.35 

0.05 

0.55 

- 

- 

- 

- 

- 

- 

- 

0.349 

0.017 

0.331 

0.158 

47.55 

Safe 

Gawan 

0808000401168300 

0.22 

0.70 

(41.72) 

0.56 

0.00 

0.56 

0.06 

0.67 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.563 

0.028 

0.535 

0.077 

14.41 

Safe 

Gher 

0808000401168900 

0.22 

0.46 

121.77 

0.56 

- 

0.56 

0.06 

0.66 

- 

- 

- 

- 

- 

- 

- 

0.555 

0.028 

0.528 

0.023 

4.28 

Safe 

Ghuraiya Khera 

0808000501179300 

0.22 

0.06 

24.44 

0.07 

- 

0.07 

0.06 

0.66 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.083 

0.004 

0.079 

0.063 

79.99 

Semi Critical 

Gohdupura 

0808000501172400 

0.22 

0.00 

1,111.08 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Golipura 

0808000501177200 

0.22 

0.02 

- 

0.02 

0.00 

0.02 

0.06 

0.65 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.034 

0.003 

0.031 

0.109 

357.72 

Over Exploited 

Gopalpura 

0808000501179500 

0.22 

0.38 

3.27 

0.39 

- 

0.39 

0.06 

0.65 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.401 

0.020 

0.381 

0.137 

35.92 

Safe 

Gunpur 

0808000501179400 

0.22 

0.10 

10.77 

0.11 

0.01 

0.12 

0.06 

0.66 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.136 

0.007 

0.129 

0.147 

113.41 

Over Exploited 

Hanuman Ka Pura 

0808000501176600 

0.22 

0.19 

- 

0.19 

0.01 

0.20 

0.06 

0.65 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.222 

0.022 

0.200 

0.197 

98.28 

Critical 

Indrawali 

0808000501177500 

0.22 

0.14 

- 

0.14 

0.00 

0.14 

0.04 

0.40 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.146 

0.015 

0.132 

0.133 

101.02 

Over Exploited 

Jaitpur 

0808000501176300 

0.22 

0.33 

(75.99) 

0.26 

- 

0.26 

0.06 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.272 

0.014 

0.259 

0.143 

55.46 

Safe 

Jarah 

0808000501174400 

0.22 

0.33 

- 

0.33 

0.01 

0.34 

0.06 

0.64 

- 

0.0400 

- 

- 

0.000 

0.040 

0.040 

0.383 

0.038 

0.345 

0.341 

98.81 

Critical 

Jarga 

0808000501175200 

0.22 

0.06 

(27.28) 

0.04 

0.00 

0.05 

0.02 

0.27 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.046 

0.002 

0.043 

0.036 

81.90 

Semi Critical 

Jatoli 

0808000401160800 

0.22 

0.02 

46.68 

0.02 

- 

0.02 

0.02 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.033 

0.002 

0.032 

0.114 

360.31 

Over Exploited 

Jugaipura 

0808000501176800 

0.22 

0.09 

- 

0.09 

0.00 

0.09 

0.06 

0.65 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.100 

0.010 

0.090 

0.119 

133.06 

Over Exploited 

Kamariyan Ka Pura 

0808000501178100 

0.22 

0.40 

(30.40) 

0.32 

- 

0.32 

0.06 

0.65 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.330 

0.017 

0.314 

0.082 

26.13 

Safe 

Kanchanpura 

0808000501172500 

0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Karka Kherli 

0808000501177700 

0.22 

0.24 

- 

0.24 

0.01 

0.25 

0.06 

0.65 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.278 

0.028 

0.250 

0.259 

103.48 

Over Exploited 

Kasimpur 

0808000401162500 

0.22 

0.43 

(64.02) 

0.34 

0.03 

0.37 

0.06 

0.67 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.461 

0.023 

0.438 

0.823 

187.84 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Kathoomra 

080800050117980C 

1.393 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.393 

1.46 

0.120 

0.10 

0.02 

0.00 

0.00 

0.00 

0.32 

0.23 

0.41 

0.009 

0.59 

0.81 


Kathoomri 

0808000501180300 

2.039 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.039 

1.51 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.40 

0.28 

0.14 

0.013 

0.60 

0.84 


Khanpura 

0808000501172600 

2.438 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.296 

0.35 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.002 

0.07 

0.09 


Kharagpura 

0808000401163100 

0.613 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.565 

0.33 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.08 

0.06 

0.29 

0.004 

0.56 

0.82 


Khurd 

0808000401162000 

3.102 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.102 

0.77 

0.120 

0.13 

0.02 

0.00 

0.00 

0.01 

0.39 

0.27 

0.50 

0.020 

0.60 

0.87 


Khurila 

0808000501174500 

2.726 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.673 

-0.13 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.017 

0.57 

0.76 


Khurila Ka Pura 

0808000501174900 

1.970 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.970 

0.33 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.10 

0.013 

0.58 

0.76 


Khurili 

0808000501174600 

1.139 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.853 

0.03 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.006 

0.44 

0.58 


Kumharpura 

0808000501171900 

1.344 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.960 

0.70 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.05 

0.006 

0.42 

0.53 


Lalpur 

0808000501178500 

0.894 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.894 

0.97 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.19 

0.14 

0.40 

0.006 

0.60 

0.84 


Luhari 

0808000401160400 

3.379 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.224 

-0.15 

0.120 

0.02 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.001 

0.04 

0.06 


Machhariya 

0808000501174100 

4.165 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.582 

-0.07 

0.120 

0.15 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.55 

0.023 

0.51 

0.68 


Madhai 

0808000501178900 

1.133 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.133 

1.16 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.23 

0.16 

0.30 

0.007 

0.60 

0.85 


Madho Ka Pura 

0808000501174000 

2.124 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.124 

-0.20 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.014 

0.59 

0.79 


Mahadpura 

0808000501179600 

6.656 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.656 

1.45 

0.120 

0.13 

0.02 

0.00 

0.00 

0.00 

1.27 

0.92 

0.45 

0.043 

0.59 

0.82 


Malikpur 

0808000401161700 

1.456 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.456 

-0.36 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.009 

0.60 

0.87 


Marena 

0808000501173700 

4.861 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.083 

-0.29 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.014 

0.25 

0.35 


Masoodpur 

0808000401163400 

2.573 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.433 

-0.14 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.003 

0.10 

0.15 


Nadauli 

0808000501173100 

9.124 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.019 

0.02 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nahila 

0808000501174800 

4.820 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.806 

0.54 

0.120 

0.19 

0.01 

0.00 

0.00 

0.00 

0.49 

0.38 

0.73 

0.031 

0.58 

0.75 


Naseelpur 

0808000501179100 

2.384 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.384 

0.85 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.28 

0.20 

0.20 

0.015 

0.60 

0.86 


Pahari 

0808000501173900 

3.255 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.791 

-0.11 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.012 

0.33 

0.44 


Papripura 

0808000501180200 

1.602 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.602 

1.48 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.29 

0.21 

0.01 

0.010 

0.59 

0.83 


Pathrora Kalan 

0808000401161500 

1.379 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.188 

0.05 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.09 

0.008 

0.52 

0.74 


Pathrora Khurd 

0808000401161600 

1.485 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.684 

-0.33 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.004 

0.28 

0.40 


Pharakpur 

0808000401162100 

1.601 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.601 

-0.45 

0.120 

0.13 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.52 

0.010 

0.60 

0.87 


Purapatiram 

0808000501177800 

1.196 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.196 

0.35 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.06 

0.15 

0.008 

0.60 

0.83 


Rahsena 

0808000501178800 

2.683 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.683 

0.71 

0.120 

0.09 

0.01 

0.00 

0.00 

0.01 

0.29 

0.21 

0.34 

0.017 

0.60 

0.85 


Rajakhera (M) 

0808000540803000 

22.443 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.637 

0.75 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.12 

0.09 

0.11 

0.092 

0.02 

0.02 


Ranchhorpura 

0808000501175300 

1.015 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.032 

0.36 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Sadapur 

0808000501174200 

1.380 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.380 

-0.08 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.009 

0.59 

0.78 


Salempur 

0808000401163000 

1.637 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.637 

0.60 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.16 

0.11 

0.17 

0.011 

0.61 

0.89 


Samaliyapura 

0808000501173000 

2.138 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.100 

-0.22 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.007 

0.30 

0.40 


Samauna 

0808000501175500 

2.098 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.098 

0.38 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.10 

0.10 

0.014 

0.58 

0.76 


Samola 

0808000401162800 

0.390 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.390 

1.57 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.13 

0.09 

0.29 

0.003 

0.61 

0.89 


Samor 

0808000501179000 

2.907 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.907 

1.19 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.49 

0.34 

0.30 

0.019 

0.60 

0.85 


Sanda 

0808000401163200 

3.558 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.111 

-0.12 

0.120 

0.16 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.60 

0.020 

0.53 

0.78 


Saumli 

0808000501172200 

3.009 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.740 

0.67 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.08 

0.005 

0.14 

0.19 


Shahanpur 

0808000401168800 

2.947 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.947 

4.43 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

1.58 

1.09 

0.00 

0.019 

0.60 

0.87 


Shankarpura 

0808000501180100 

1.662 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.662 

1.47 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.33 

0.24 

0.19 

0.011 

0.59 

0.82 


Shekhpur Goojar 

0808000501178600 

3.383 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.383 

0.43 

0.120 

0.09 

0.01 

0.00 

0.00 

0.01 

0.25 

0.18 

0.31 

0.022 

0.60 

0.84 


Siholi 

0808000501176400 

3.078 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.078 

0.00 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.020 

0.59 

0.79 


Sikandarpur 

0808000501175600 

2.134 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.134 

0.48 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.11 

0.08 

0.014 

0.58 

0.76 


Singhawali 

0808000401161400 

1.459 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.090 

-0.50 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.007 

0.45 

0.65 


Subedar Ka Pura 

0808000401161900 

1.005 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.005 

0.81 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.00 

0.007 

0.60 

0.86 


Sultanpur 

0808000501175100 

3.943 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.495 

0.41 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.20 

0.15 

0.08 

0.023 

0.52 

0.67 


Sundarpur 

0808000401168600 

2.519 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.519 

0.68 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.29 

0.20 

0.35 

0.016 

0.60 

0.88 


Teeketpura 

0808000501178400 

2.731 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.731 

1.38 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.50 

0.36 

0.22 

0.018 

0.60 

0.84 


Tighara 

0808000401168700 

1.500 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.500 

3.41 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.62 

0.43 

0.01 

0.010 

0.60 

0.87 

08002010 

Ond 

0809000501242000 

34.495 

Fresh 

Non-command 

Non-command 

Older Alluvium 

32.506 

2.73 

0.120 

0.26 

0.03 

0.00 

0.00 

0.00 

10.90 

10.12 

0.92 

0.078 

0.52 

0.56 







Non-command 

Bhander Sandstone 

0.778 

2.73 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.02 

0.002 

0.01 

0.01 


Amolpura 

0808000201135100 

4.017 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.950 

3.43 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.14 

0.00 

0.008 

0.27 

0.27 


Bagpur 

0809000501242300 

6.037 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.676 

1.14 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.67 

0.60 

0.12 

0.011 

0.44 

0.49 


Baguriyapura 

0809000501241500 

2.055 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.185 

1.40 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.17 

0.00 

0.003 

0.33 

0.38 


Baharda 

0809000501238500 

47.140 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.123 

1.63 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.000 

0.00 

0.00 







Non-command 

Bhander Sandstone 

0.968 

1.63 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.00 

0.002 

0.01 

0.01 


Barapura 

0808000401167700 

4.392 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.392 

0.06 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.06 

0.041 

0.53 

0.66 


Barela Pura 

0808000401167900 

3.081 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.041 

-0.12 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.028 

0.54 

0.69 







Non-command 

Bhander Sandstone 

0.040 

-0.12 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Baripura 

0808000201135700 

11.868 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.975 

1.43 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.12 

0.00 

0.016 

0.18 

0.19 


Barpura 

0808000201134400 

4.637 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.637 

2.76 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

1.54 

1.53 

0.01 

0.018 

0.57 

0.58 


Barred 

0809000501243300 

5.989 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.915 

0.62 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.33 

0.30 

0.46 

0.007 

0.28 

0.31 


Basai Dang 

0808000201135500 

17.026 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.126 

0.43 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.21 

0.01 

0.016 

0.13 

0.14 







Non-command 

Bhander Sandstone 

12.699 

0.43 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.01 

0.050 

0.41 

0.44 


Basai Neem 

0808000401168100 

4.515 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.032 

-0.06 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.010 

0.14 

0.20 







Non-command 

Bhander Sandstone 

1.703 

-0.06 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.016 

0.22 

0.32 


Beechhiya 

0808000401168000 

11.943 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

-0.55 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Bhander Sandstone 

11.542 

-0.55 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.107 

0.53 

0.68 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Kathoomra 

0808000501179800 

0.22 

0.18 

29.93 

0.22 

0.02 

0.24 

0.06 

0.65 

- 

0.0500 

- 

- 

0.000 

0.050 

0.050 

0.287 

0.014 

0.273 

0.415 

152.07 

Over Exploited 

Kathoomri 

0808000501180300 

0.22 

0.27 

5.99 

0.28 

0.01 

0.29 

0.06 

0.65 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.313 

0.016 

0.298 

0.150 

50.47 

Safe 

Khanpura 

0808000501172600 

0.22 

0.00 

275.31 

0.01 

- 

0.01 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.005 

0.024 

455.16 

Over Exploited 

Kharagpura 

0808000401163100 

0.22 

0.07 

(18.94) 

0.06 

0.01 

0.07 

0.06 

0.62 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.097 

0.005 

0.092 

0.292 

318.15 

Over Exploited 

Khurd 

0808000401162000 

0.22 

0.41 

(34.90) 

0.33 

0.03 

0.36 

0.06 

0.66 

- 

0.0600 

- 

- 

0.018 

0.078 

0.078 

0.439 

0.022 

0.417 

0.519 

124.49 

Over Exploited 

Khurila 

0808000501174500 

0.22 

0.34 

- 

0.34 

0.01 

0.35 

0.05 

0.63 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.365 

0.036 

0.328 

0.286 

87.20 

Semi Critical 

Khurila Ka Pura 

0808000501174900 

0.22 

0.25 

(67.08) 

0.20 

- 

0.20 

0.06 

0.64 

- 

- 

- 

- 

- 

- 

- 

0.203 

0.010 

0.193 

0.109 

56.50 

Safe 

Khurili 

0808000501174600 

0.22 

0.08 

(88.33) 

0.07 

0.00 

0.07 

0.04 

0.48 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.066 

0.003 

0.063 

0.028 

43.81 

Safe 

Kumharpura 

0808000501171900 

0.22 

0.09 

(20.55) 

0.07 

0.00 

0.07 

0.04 

0.46 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.071 

0.004 

0.068 

0.056 

83.02 

Semi Critical 

Lalpur 

0808000501178500 

0.22 

0.12 

16.37 

0.14 

0.01 

0.15 

0.06 

0.66 

- 

0.0400 

- 

- 

0.002 

0.042 

0.042 

0.190 

0.010 

0.181 

0.402 

222.51 

Over Exploited 

Luhari 

0808000401160400 

0.22 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.04 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.032 

0.003 

0.029 

0.099 

345.40 

Over Exploited 

Machhariya 

0808000501174100 

0.22 

0.40 

- 

0.40 

0.02 

0.42 

0.05 

0.56 

- 

0.0600 

- 

- 

0.001 

0.061 

0.061 

0.480 

0.048 

0.432 

0.577 

133.61 

Over Exploited 

Madhai 

0808000501178900 

0.22 

0.15 

7.91 

0.16 

0.01 

0.17 

0.06 

0.66 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.201 

0.010 

0.191 

0.307 

161.20 

Over Exploited 

Madho Ka Pura 

0808000501174000 

0.22 

0.27 

- 

0.27 

0.01 

0.29 

0.06 

0.64 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.305 

0.031 

0.275 

0.206 

74.89 

Semi Critical 

Mahadpura 

0808000501179600 

0.22 

0.87 

5.83 

0.92 

0.02 

0.94 

0.06 

0.65 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.987 

0.049 

0.937 

0.497 

53.05 

Safe 

Malikpur 

0808000401161700 

0.22 

0.19 

- 

0.19 

0.01 

0.20 

0.06 

0.66 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.234 

0.023 

0.211 

0.261 

124.16 

Over Exploited 

Marena 

0808000501173700 

0.22 

0.12 

- 

0.12 

0.01 

0.13 

0.02 

0.28 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.158 

0.016 

0.142 

0.304 

213.33 

Over Exploited 

Masoodpur 

0808000401163400 

0.22 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.001 

0.009 

0.022 

248.52 

Over Exploited 

Nadauli 

0808000501173100 

0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nahila 

0808000501174800 

0.22 

0.62 

(38.40) 

0.49 

0.01 

0.50 

0.06 

0.64 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.537 

0.027 

0.510 

0.761 

149.30 

Over Exploited 

Naseelpur 

0808000501179100 

0.22 

0.31 

(36.95) 

0.25 

0.01 

0.26 

0.06 

0.66 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.282 

0.014 

0.268 

0.212 

79.32 

Semi Critical 

Pahari 

0808000501173900 

0.22 

0.13 

- 

0.13 

0.01 

0.14 

0.03 

0.36 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.159 

0.016 

0.143 

0.216 

150.87 

Over Exploited 

Papripura 

0808000501180200 

0.22 

0.21 

0.93 

0.21 

- 

0.21 

0.06 

0.65 

- 

- 

- 

- 

- 

- 

- 

0.211 

0.011 

0.200 

0.022 

11.19 

Safe 

Pathrora Kalan 

0808000401161500 

0.22 

0.14 

(86.30) 

0.11 

0.00 

0.11 

0.05 

0.57 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.118 

0.006 

0.112 

0.094 

83.46 

Semi Critical 

Pathrora Khurd 

0808000401161600 

0.22 

0.04 

- 

0.04 

- 

0.04 

0.03 

0.30 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.052 

0.005 

0.046 

0.086 

186.16 

Over Exploited 

Pharakpur 

0808000401162100 

0.22 

0.21 

- 

0.21 

0.02 

0.23 

0.06 

0.66 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.293 

0.029 

0.263 

0.526 

199.83 

Over Exploited 

Purapatiram 

0808000501177800 

0.22 

0.16 

(63.60) 

0.13 

0.01 

0.14 

0.06 

0.65 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.155 

0.008 

0.148 

0.157 

106.27 

Over Exploited 

Rahsena 

0808000501178800 

0.22 

0.35 

(41.22) 

0.28 

0.02 

0.31 

0.06 

0.66 

- 

0.0400 

- 

- 

0.022 

0.062 

0.062 

0.369 

0.018 

0.351 

0.353 

100.81 

Over Exploited 

Rajakhera (M) 

0808000540803000 

0.22 

0.00 

3,884.71 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.000 

- 

- 

0.003 

0.000 

0.003 

0.202 

7,650.58 

Over Exploited 

Ranchhorpura 

0808000501175300 

0.22 

0.00 

761.07 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sadapur 

0808000501174200 

0.22 

0.18 

- 

0.18 

0.01 

0.19 

0.06 

0.64 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.218 

0.022 

0.197 

0.247 

125.63 

Over Exploited 

Salempur 

0808000401163000 

0.22 

0.22 

(50.54) 

0.18 

0.01 

0.19 

0.06 

0.67 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.206 

0.010 

0.195 

0.184 

94.04 

Critical 

Samaliyapura 

0808000501173000 

0.22 

0.07 

- 

0.07 

- 

0.07 

0.03 

0.33 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.083 

0.008 

0.075 

0.072 

96.36 

Critical 

Samauna 

0808000501175500 

0.22 

0.27 

(63.71) 

0.22 

0.00 

0.22 

0.06 

0.64 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.215 

0.011 

0.205 

0.115 

56.04 

Safe 

Samola 

0808000401162800 

0.22 

0.05 

73.62 

0.06 

0.01 

0.07 

0.06 

0.67 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.103 

0.005 

0.098 

0.289 

294.17 

Over Exploited 

Samor 

0808000501179000 

0.22 

0.38 

(10.69) 

0.34 

0.01 

0.35 

0.06 

0.66 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.383 

0.019 

0.364 

0.317 

87.13 

Semi Critical 

Sanda 

0808000401163200 

0.22 

0.36 

- 

0.36 

0.04 

0.40 

0.05 

0.59 

- 

0.1100 

- 

- 

0.000 

0.110 

0.110 

0.514 

0.051 

0.463 

0.618 

133.54 

Over Exploited 

Saumli 

0808000501172200 

0.22 

0.02 

163.85 

0.03 

- 

0.03 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.028 

0.001 

0.027 

0.082 

307.34 

Over Exploited 

Shahanpur 

0808000401168800 

0.22 

0.39 

179.03 

0.47 

0.00 

0.47 

0.06 

0.66 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.469 

0.023 

0.446 

0.019 

4.29 

Safe 

Shankarpura 

0808000501180100 

0.22 

0.22 

11.17 

0.24 

0.01 

0.25 

0.06 

0.65 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.270 

0.014 

0.257 

0.196 

76.30 

Semi Critical 

Shekhpur Goojar 

0808000501178600 

0.22 

0.44 

(60.25) 

0.36 

0.02 

0.37 

0.06 

0.66 

- 

0.0400 

- 

- 

0.009 

0.049 

0.049 

0.420 

0.021 

0.399 

0.334 

83.70 

Semi Critical 

Siholi 

0808000501176400 

0.22 

0.40 

- 

0.40 

0.00 

0.40 

0.06 

0.65 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.411 

0.041 

0.370 

0.104 

28.12 

Safe 

Sikandarpur 

0808000501175600 

0.22 

0.27 

(59.93) 

0.22 

0.00 

0.22 

0.06 

0.64 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.219 

0.011 

0.208 

0.091 

43.60 

Safe 

Singhawali 

0808000401161400 

0.22 

0.11 

- 

0.11 

0.01 

0.12 

0.04 

0.49 

- 

0.0200 

- 

- 

0.000 

0.021 

0.021 

0.139 

0.014 

0.125 

0.151 

121.05 

Over Exploited 

Subedar Ka Pura 

0808000401161900 

0.22 

0.13 

(48.69) 

0.11 

- 

0.11 

0.06 

0.66 

- 

- 

- 

- 

- 

- 

- 

0.106 

0.005 

0.101 

0.007 

6.45 

Safe 

Sultanpur 

0808000501175100 

0.22 

0.40 

(61.01) 

0.32 

0.00 

0.32 

0.05 

0.57 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.319 

0.016 

0.303 

0.105 

34.54 

Safe 

Sundarpur 

0808000401168600 

0.22 

0.33 

(41.00) 

0.27 

0.01 

0.28 

0.06 

0.66 

- 

0.0400 

- 

- 

0.000 

0.040 

0.040 

0.318 

0.016 

0.302 

0.364 

120.62 

Over Exploited 

Teeketpura 

0808000501178400 

0.22 

0.36 

(0.37) 

0.36 

0.01 

0.37 

0.06 

0.65 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.387 

0.019 

0.368 

0.234 

63.57 

Safe 

Tighara 

0808000401168700 

0.22 

0.20 

117.45 

0.24 

- 

0.24 

0.06 

0.66 

- 

- 

- 

- 

- 

- 

- 

0.239 

0.012 

0.227 

0.022 

9.59 

Safe 

Ond 

0809000501242000 

0.22 

3.74 

170.45 

4.49 

0.03 

4.52 

0.05 

0.58 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

4.622 

0.231 

4.390 

0.995 

22.67 

Safe 



0.12 

0.00 

7,450.21 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.020 

1,490.76 

Over Exploited 

Amolpura 

0808000201135100 

0.12 

0.06 

112.53 

0.08 

- 

0.08 

0.02 

0.30 

- 

- 

- 

- 

- 

- 

- 

0.077 

0.004 

0.073 

0.008 

10.55 

Safe 

Bagpur 

0809000501242300 

0.22 

0.44 

857,518.98 

0.53 

- 

0.53 

0.04 

0.49 

- 

- 

- 

- 

- 

- 

- 

0.532 

0.027 

0.505 

0.131 

25.97 

Safe 

Baguriyapura 

0809000501241500 

0.22 

0.09 

102.09 

0.10 

- 

0.10 

0.03 

0.36 

- 

- 

- 

- 

- 

- 

- 

0.104 

0.005 

0.098 

0.003 

2.90 

Safe 

Baharda 

0809000501238500 

0.22 

0.00 

47,740.93 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.00 

3,574.73 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.004 

0.000 

0.003 

0.002 

67.04 

Safe 

Barapura 

0808000401167700 

0.22 

0.52 

(90.52) 

0.41 

0.00 

0.41 

0.04 

0.58 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.424 

0.021 

0.403 

0.103 

25.56 

Safe 

Barela Pura 

0808000401167900 

0.22 

0.36 

- 

0.36 

0.00 

0.36 

0.05 

0.58 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.371 

0.037 

0.334 

0.137 

41.10 

Safe 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Baripura 

0808000201135700 

0.12 

0.09 

34.67 

0.11 

- 

0.11 

0.01 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.105 

0.005 

0.100 

0.016 

15.64 

Safe 

Barpura 

0808000201134400 

0.22 

0.58 

162.50 

0.70 

0.00 

0.70 

0.05 

0.62 

- 

- 

- 

- 

0.000 

- 

- 

0.701 

0.035 

0.666 

0.029 

4.40 

Safe 

Barred 

0809000501243300 

0.22 

0.18 

64.69 

0.22 

0.01 

0.23 

0.03 

0.31 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.245 

0.012 

0.233 

0.463 

198.86 

Over Exploited 

Basai Dang 

0808000201135500 

0.22 

0.12 

70.87 

0.14 

- 

0.14 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.145 

0.007 

0.138 

0.027 

19.81 

Safe 



0.12 

0.62 

(80.82) 

0.50 

- 

0.50 

0.03 

0.44 

- 

- 

- 

- 

- 

- 

- 

0.499 

0.025 

0.474 

0.064 

13.51 

Safe 

Basai Neem 

0808000401168100 

0.22 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.031 

0.003 

0.028 

0.034 

120.71 

Over Exploited 



0.15 

0.06 

- 

0.06 

0.00 

0.06 

0.02 

0.25 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.058 

0.006 

0.052 

0.054 

103.22 

Over Exploited 

Beechhiya 

0808000401168000 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.92 

- 

0.92 

0.01 

0.93 

0.04 

0.58 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.949 

0.095 

0.854 

0.246 

28.84 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Beerpur 

080800020113640C 

7.504 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.088 

1.49 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.17 

0.01 

0.024 

0.43 

0.50 


Bhampura 

0808000101118400 

4.290 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.244 

3.51 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.97 

0.91 

0.07 

0.008 

0.29 

0.30 







Non-command 

Bhander Sandstone 

2.046 

3.51 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.14 

0.03 

0.007 

0.26 

0.28 


Bhattpura 

0809000501240400 

7.668 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.026 

0.64 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.33 

0.28 

0.07 

0.010 

0.31 

0.36 







Non-command 

Bhander Sandstone 

0.941 

0.64 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.002 

0.07 

0.08 


Bhauhari 

0808000101119700 

9.098 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.098 

3.46 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

3.78 

3.67 

0.00 

0.033 

0.56 

0.57 


Bheret 

0809000501242100 

6.055 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.265 

2.10 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

1.40 

1.28 

0.36 

0.013 

0.49 

0.54 







Non-command 

Bhander Sandstone 

0.002 

2.10 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhindipura 

0808000101113700 

1.464 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.331 

2.66 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.12 

0.13 


Bhojpur 

0809000501240500 

3.308 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.280 

0.65 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.16 

0.05 

0.005 

0.41 

0.48 







Non-command 

Bhander Sandstone 

1.028 

0.65 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.002 

0.18 

0.21 


Bijaude Ki Guwari 

0809000601258900 

7.006 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.611 

1.61 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.001 

0.06 

0.07 


Bishnoda 

0808000401166600 

9.020 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.042 

2.82 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Budhpura 

0808000201135600 

4.175 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.555 

-0.31 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.07 

0.08 







Non-command 

Bhander Sandstone 

3.621 

-0.31 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.014 

0.46 

0.53 


Bugdar 

0809000501238800 

28.815 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.678 

1.61 

0.040 

0.07 

0.01 

0.00 

0.00 

0.00 

0.49 

0.37 

0.25 

0.016 

0.15 

0.19 


Chainapura 

0809000501241000 

4.853 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.705 

1.05 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.13 

0.00 

0.009 

0.46 

0.54 


Chandelipura 

0809000501241700 

15.283 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.979 

3.21 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.77 

0.72 

0.05 

0.005 

0.07 

0.08 







Non-command 

Bhander Sandstone 

10.491 

3.21 

0.040 

0.05 

0.01 

0.00 

0.00 

0.00 

1.39 

1.29 

0.16 

0.025 

0.38 

0.41 


Chandelpura 

0808000201135300 

5.946 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.111 

1.91 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.72 

0.70 

0.01 

0.012 

0.29 

0.30 







Non-command 

Bhander Sandstone 

2.820 

1.91 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.00 

0.011 

0.26 

0.27 


Dadroni 

0808000101117600 

18.652 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.285 

3.74 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.24 

0.03 

0.012 

0.10 

0.10 


Dargawan 

0809000501242700 

6.194 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.194 

0.67 

0.120 

0.15 

0.01 

0.00 

0.00 

0.00 

0.63 

0.57 

0.57 

0.015 

0.57 

0.63 


Darura 

0809000501241800 

5.895 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.009 

3.48 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.70 

0.65 

0.00 

0.012 

0.47 

0.50 


Dhanawali 

0808000201134500 

1.423 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.423 

2.48 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.42 

0.41 

0.00 

0.006 

0.57 

0.58 


Dhaulpur (M) 

0808000440802000 

26.278 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.612 

1.09 

0.020 

0.19 

0.01 

0.00 

0.00 

0.00 

0.22 

0.15 

0.15 

0.472 

0.04 

0.05 


Dhoreta 

0809000501242400 

8.222 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.008 

0.75 

0.120 

0.22 

0.01 

0.00 

0.00 

0.00 

0.84 

0.75 

0.84 

0.017 

0.49 

0.55 


Doylepura 

0809000501238900 

8.972 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

8.228 

1.54 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.52 

0.41 

0.00 

0.020 

0.57 

0.72 


Durgasi 

0808000101118200 

6.435 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.374 

3.41 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

2.62 

2.47 

0.00 

0.023 

0.55 

0.58 







Non-command 

Bhander Sandstone 

0.060 

3.41 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Firojpur 

0809000501240700 

1.766 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.766 

0.62 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.24 

0.21 

0.46 

0.004 

0.59 

0.67 


Gangoli 

0808000201134600 

4.101 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.101 

2.44 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

1.21 

1.18 

0.00 

0.016 

0.56 

0.58 


Garha Khoh 

0808000101114500 

0.813 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.813 

3.62 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.09 

0.003 

0.55 

0.58 


Garhwar 

0809000501240100 

3.734 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.272 

0.61 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.04 

0.05 


Garwapura 

0808000401167500 

7.529 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

7.198 

0.19 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.05 

0.067 

0.50 

0.59 


Ghari 

0808000101117500 

7.203 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.000 

3.76 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ghatooli 

0809000501240900 

4.255 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.499 

0.66 

0.120 

0.13 

0.01 

0.00 

0.00 

0.00 

0.40 

0.34 

0.50 

0.008 

0.48 

0.56 







Non-command 

Bhander Sandstone 

0.240 

0.66 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.03 

0.04 


Gironiya 

0808000101118000 

16.071 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

14.755 

3.50 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

1.05 

0.99 

0.00 

0.054 

0.50 

0.54 


Golari 

0808000101118700 

23.421 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.377 

3.79 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.63 

0.60 

0.00 

0.005 

0.03 

0.03 







Non-command 

Bhander Sandstone 

20.704 

3.79 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

1.61 

1.54 

0.05 

0.075 

0.49 

0.51 


Golipura 

0808000101118800 

1.260 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.260 

3.64 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.00 

0.005 

0.55 

0.58 


Gopalpur 

0808000101118900 

3.080 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.920 

4.18 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.17 

0.02 

0.007 

0.34 

0.35 



0809000501242600 

1.155 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.155 

0.62 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.18 

0.15 

0.41 

0.003 

0.58 

0.66 


Gopalpura 

0808000101119300 

2.252 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.462 

2.53 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.00 

0.005 

0.37 

0.37 


Gulawali 

0808000101118600 

6.790 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.790 

3.67 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

3.01 

2.88 

0.04 

0.025 

0.55 

0.58 


Gunna Ka Pura 

0808000401166800 

5.324 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.866 

1.05 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.008 

0.09 

0.11 


Gunraich 

0808000101119600 

1.511 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.389 

3.43 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.57 

0.56 

0.00 

0.005 

0.51 

0.52 







Non-command 

Bhander Sandstone 

0.122 

3.43 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.04 

0.05 


Gurha 

0808000101113600 

4.393 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.677 

3.30 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.03 

0.002 

0.08 

0.09 


Gurha Mutawali 

0808000201134300 

11.709 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.713 

2.94 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

3.08 

3.10 

0.01 

0.034 

0.43 

0.42 







Non-command 

Bhander Sandstone 

2.996 

2.94 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.18 

0.00 

0.012 

0.15 

0.15 


Gurja 

0808000201133500 

6.447 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.495 

2.44 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.28 

0.28 

0.00 

0.022 

0.49 

0.48 



0809000501239400 

8.565 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.672 

1.43 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.39 

0.32 

0.00 

0.016 

0.48 

0.59 


Hirnauda 

0808000401164600 

5.674 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.512 

0.43 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.005 

0.05 

0.07 


Indora 

0808000101119200 

9.715 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.000 

3.17 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jakha 

0808000101117800 

5.307 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.730 

3.77 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.40 

0.37 

0.13 

0.017 

0.49 

0.52 


Jakhauda 

0809000501241100 

2.985 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.296 

0.87 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

0.24 

0.20 

0.43 

0.003 

0.26 

0.30 







Non-command 

Bhander Sandstone 

0.533 

0.87 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.13 

0.001 

0.11 

0.12 


Jargarhpura 

0809000501239700 

7.951 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.323 

0.78 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.03 


Jhareela 

0809000501240800 

1.193 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.634 

0.69 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.10 

0.002 

0.31 

0.37 







Non-command 

Bhander Sandstone 

0.403 

0.69 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.001 

0.20 

0.23 


Jhiri 

0808000101118500 

32.618 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.216 

3.62 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

5.79 

5.48 

0.11 

0.048 

0.22 

0.24 







Non-command 

Bhander Sandstone 

19.113 

3.62 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

1.43 

1.35 

0.08 

0.069 

0.32 

0.34 


Jogiyapura 

0808000201136700 

3.514 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.514 

-1.19 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.014 

0.53 

0.62 


Kalakhet 

0809000501239000 

4.264 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.378 

1.55 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.06 

0.07 


Kamare Ka Pura 

0808000401168200 

3.624 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.962 

-0.25 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.018 

0.30 

0.40 







Non-command 

Bhander Sandstone 

1.662 

-0.25 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.015 

0.26 

0.34 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Beerpur 

0808000201136400 

0.12 

0.31 

(47.07) 

0.25 

- 

0.25 

0.03 

0.46 

- 

- 

- 

- 

- 

- 

- 

0.251 

0.013 

0.239 

0.031 

12.97 

Safe 

Bhampura 

0808000101118400 

0.22 

0.14 

541.49 

0.17 

- 

0.17 

0.03 

0.32 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.181 

0.009 

0.172 

0.080 

46.63 

Safe 



0.12 

0.06 

123.50 

0.08 

0.00 

0.08 

0.03 

0.29 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.091 

0.005 

0.086 

0.038 

44.68 

Safe 

Bhattpura 

0809000501240400 

0.22 

0.27 

3.14 

0.28 

- 

0.28 

0.03 

0.34 

- 

- 

- 

- 

- 

- 

- 

0.284 

0.014 

0.269 

0.082 

30.34 

Safe 



0.12 

0.01 

258.79 

0.01 

- 

0.01 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.000 

0.009 

0.020 

216.98 

Over Exploited 

Bhauhari 

0808000101119700 

0.22 

1.11 

229.59 

1.34 

0.00 

1.34 

0.06 

0.61 

- 

- 

- 

- 

0.001 

0.001 

0.001 

1.339 

0.067 

1.272 

0.033 

2.60 

Safe 

Bheret 

0809000501242100 

0.22 

0.57 

126.56 

0.68 

0.01 

0.69 

0.05 

0.54 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.728 

0.036 

0.692 

0.373 

53.88 

Safe 



0.12 

0.00 

328,493.40 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhindipura 

0808000101113700 

0.12 

0.00 

241.41 

0.01 

- 

0.01 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.001 

21.52 

Safe 

Bhojpur 

0809000501240500 

0.22 

0.20 

(21.05) 

0.16 

- 

0.16 

0.04 

0.45 

- 

- 

- 

- 

- 

- 

- 

0.164 

0.008 

0.156 

0.055 

35.67 

Safe 



0.12 

0.02 

1.45 

0.02 

- 

0.02 

0.02 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.023 

0.001 

0.022 

0.002 

11.34 

Safe 

Bijaude Ki Guwari 

0809000601258900 

0.12 

0.00 

652.66 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.019 

418.80 

Over Exploited 

Bishnoda 

0808000401166600 

0.15 

0.00 

12,936.04 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Budhpura 

0808000201135600 

0.22 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.001 

0.008 

0.002 

28.19 

Safe 



0.12 

0.20 

- 

0.20 

- 

0.20 

0.04 

0.50 

- 

- 

- 

- 

- 

- 

- 

0.200 

0.020 

0.180 

0.021 

11.80 

Safe 

Bugdar 

0809000501238800 

0.12 

0.12 

215.82 

0.14 

0.01 

0.15 

0.01 

0.16 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.186 

0.009 

0.177 

0.268 

151.44 

Over Exploited 

Chainapura 

0809000501241000 

0.12 

0.20 

222,544.81 

0.16 

- 

0.16 

0.04 

0.50 

- 

- 

- 

- 

- 

- 

- 

0.162 

0.008 

0.154 

0.009 

5.81 

Safe 

Chandelipura 

0809000501241700 

0.22 

0.03 

2,196.15 

0.04 

- 

0.04 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.047 

0.002 

0.045 

0.053 

117.23 

Over Exploited 



0.12 

0.48 

########## 

0.57 

0.01 

0.58 

0.04 

0.42 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.603 

0.030 

0.573 

0.187 

32.70 

Safe 

Chandelpura 

0808000201135300 

0.22 

0.20 

248.75 

0.24 

- 

0.24 

0.02 

0.32 

- 

- 

- 

- 

- 

- 

- 

0.240 

0.012 

0.228 

0.023 

10.20 

Safe 



0.12 

0.09 

15.91 

0.10 

- 

0.10 

0.02 

0.29 

- 

- 

- 

- 

- 

- 

- 

0.104 

0.005 

0.099 

0.011 

11.25 

Safe 

Dadroni 

0808000101117600 

0.12 

0.04 

530.17 

0.05 

- 

0.05 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.056 

0.003 

0.053 

0.043 

81.31 

Semi Critical 

Dargawan 

0809000501242700 

0.22 

0.78 

(26.24) 

0.62 

0.01 

0.63 

0.06 

0.63 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.656 

0.033 

0.623 

0.584 

93.68 

Critical 

Darura 

0809000501241800 

0.12 

0.27 

17,607.27 

0.33 

- 

0.33 

0.05 

0.52 

- 

- 

- 

- 

- 

- 

- 

0.328 

0.016 

0.311 

0.012 

3.88 

Safe 

Dhanawali 

0808000201134500 

0.22 

0.18 

132.16 

0.21 

- 

0.21 

0.05 

0.62 

- 

- 

- 

- 

- 

- 

- 

0.213 

0.011 

0.202 

0.006 

2.77 

Safe 

Dhaulpur (M) 

0808000440802000 

0.15 

0.01 

1,526.12 

0.01 

0.01 

0.02 

0.00 

0.04 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.041 

0.002 

0.039 

0.620 

1,598.05 

Over Exploited 

Dhoreta 

0809000501242400 

0.22 

0.74 

157,379.16 

0.74 

0.01 

0.75 

0.05 

0.54 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.784 

0.039 

0.744 

0.857 

115.10 

Over Exploited 

Doylepura 

0809000501238900 

0.12 

0.57 

(27.16) 

0.45 

- 

0.45 

0.05 

0.63 

- 

- 

- 

- 

- 

- 

- 

0.453 

0.023 

0.430 

0.020 

4.61 

Safe 

Durgasi 

0808000101118200 

0.22 

0.77 

221.86 

0.92 

0.00 

0.92 

0.06 

0.60 

- 

- 

- 

- 

0.000 

0.001 

0.001 

0.922 

0.046 

0.876 

0.023 

2.64 

Safe 



0.12 

0.00 

10,311.73 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Firojpur 

0809000501240700 

0.22 

0.23 

(8.19) 

0.21 

0.01 

0.22 

0.06 

0.64 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.239 

0.012 

0.227 

0.460 

202.80 

Over Exploited 

Gangoli 

0808000201134600 

0.22 

0.51 

130.86 

0.61 

- 

0.61 

0.05 

0.61 

- 

- 

- 

- 

- 

- 

- 

0.611 

0.031 

0.581 

0.016 

2.78 

Safe 

Garha Khoh 

0808000101114500 

0.12 

0.05 

37.61 

0.06 

0.00 

0.07 

0.06 

0.60 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.087 

0.004 

0.082 

0.097 

117.53 

Over Exploited 

Garhwar 

0809000501240100 

0.22 

0.00 

600.03 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.001 

22.64 

Safe 

Garwapura 

0808000401167500 

0.15 

0.54 

(91.05) 

0.43 

- 

0.43 

0.04 

0.54 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.441 

0.022 

0.419 

0.117 

27.94 

Safe 

Ghari 

0808000101117500 

0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ghatooli 

0809000501240900 

0.22 

0.37 

(7.48) 

0.34 

0.01 

0.35 

0.05 

0.53 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.374 

0.019 

0.355 

0.512 

144.38 

Over Exploited 



0.12 

0.00 

478.51 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.019 

1,714.11 

Over Exploited 

Gironiya 

0808000101118000 

0.12 

0.89 

59,700.61 

0.99 

- 

0.99 

0.05 

0.56 

- 

- 

- 

- 

- 

- 

- 

0.989 

0.049 

0.939 

0.054 

5.70 

Safe 

Golari 

0808000101118700 

0.22 

0.01 

6,034.82 

0.01 

- 

0.01 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.011 

0.005 

44.82 

Safe 



0.12 

1.21 

27.83 

1.45 

- 

1.45 

0.05 

0.53 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

1.458 

0.073 

1.385 

0.122 

8.82 

Safe 

Golipura 

0808000101118800 

0.12 

0.08 

4.06 

0.09 

0.00 

0.09 

0.06 

0.60 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.089 

0.004 

0.084 

0.005 

5.43 

Safe 

Gopalpur 

0808000101118900 

0.12 

0.08 

82,051.31 

0.09 

- 

0.09 

0.03 

0.38 

- 

- 

- 

- 

- 

- 

- 

0.095 

0.005 

0.090 

0.023 

25.54 

Safe 


0809000501242600 

0.22 

0.15 

5.36 

0.15 

0.01 

0.16 

0.06 

0.64 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.185 

0.009 

0.176 

0.411 

233.86 

Over Exploited 

Gopalpura 

0808000101119300 

0.12 

0.06 

15.33 

0.07 

- 

0.07 

0.04 

0.40 

- 

- 

- 

- 

- 

- 

- 

0.074 

0.004 

0.071 

0.005 

7.51 

Safe 

Gulawali 

0808000101118600 

0.22 

0.82 

248.99 

0.99 

- 

0.99 

0.06 

0.61 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.999 

0.050 

0.949 

0.061 

6.39 

Safe 

Gunna Ka Pura 

0808000401166800 

0.15 

0.01 

105.92 

0.01 

- 

0.01 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.013 

0.026 

203.79 

Over Exploited 

Gunraich 

0808000101119600 

0.22 

0.16 

256.08 

0.19 

0.00 

0.19 

0.05 

0.56 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.190 

0.010 

0.181 

0.005 

2.79 

Safe 



0.12 

0.00 

1,148.76 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Gurha 

0808000101113600 

0.12 

0.01 

685.18 

0.01 

- 

0.01 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.033 

193.92 

Over Exploited 

Gurha Mutawali 

0808000201134300 

0.22 

0.82 

278.48 

0.98 

0.00 

0.98 

0.04 

0.46 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.983 

0.049 

0.933 

0.045 

4.86 

Safe 



0.12 

0.05 

235.36 

0.06 

- 

0.06 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.063 

0.003 

0.060 

0.012 

19.63 

Safe 

Gurja 

0808000201133500 

0.12 

0.33 

(12.87) 

0.28 

- 

0.28 

0.05 

0.54 

- 

- 

- 

- 

- 

- 

- 

0.284 

0.014 

0.270 

0.022 

8.02 

Safe 


0809000501239400 

0.12 

0.38 

82,169.59 

0.32 

- 

0.32 

0.05 

0.53 

- 

- 

- 

- 

- 

- 

- 

0.316 

0.016 

0.301 

0.016 

5.35 

Safe 

Hirnauda 

0808000401164600 

0.15 

0.00 

(42.52) 

0.00 

0.00 

0.00 

0.00 

0.06 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.007 

0.000 

0.006 

0.014 

216.59 

Over Exploited 

Indora 

0808000101119200 

0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jakha 

0808000101117800 

0.12 

0.28 

34.77 

0.33 

- 

0.33 

0.05 

0.54 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.352 

0.018 

0.334 

0.142 

42.52 

Safe 

Jakhauda 

0809000501241100 

0.22 

0.07 

177.08 

0.09 

0.01 

0.10 

0.03 

0.28 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.117 

0.006 

0.111 

0.435 

390.58 

Over Exploited 



0.12 

0.01 

4,678.56 

0.01 

- 

0.01 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.127 

1,866.88 

Over Exploited 

Jargarhpura 

0809000501239700 

0.12 

0.00 

847.80 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

72.74 

Semi Critical 

Jhareela 

0809000501240800 

0.22 

0.04 

60.10 

0.05 

- 

0.05 

0.03 

0.35 

- 

- 

- 

- 

- 

- 

- 

0.053 

0.003 

0.050 

0.103 

205.12 

Over Exploited 



0.12 

0.01 

86.30 

0.01 

- 

0.01 

0.02 

0.22 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.011 

0.041 

371.98 

Over Exploited 

Jhiri 

0808000101118500 

0.22 

0.65 

745.30 

0.78 

- 

0.78 

0.02 

0.25 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.798 

0.040 

0.758 

0.156 

20.58 

Safe 



0.12 

0.74 

82.48 

0.89 

- 

0.89 

0.03 

0.36 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.897 

0.045 

0.852 

0.147 

17.29 

Safe 

Jogiyapura 

0808000201136700 

0.22 

0.41 

- 

0.41 

- 

0.41 

0.04 

0.58 

- 

- 

- 

- 

- 

- 

- 

0.413 

0.041 

0.371 

0.036 

9.65 

Safe 

Kalakhet 

0809000501239000 

0.12 

0.00 

657.65 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.001 

31.85 

Safe 

Kamare Ka Pura 

0808000401168200 

0.22 

0.13 

- 

0.13 

- 

0.13 

0.03 

0.33 

- 

- 

- 

- 

- 

- 

- 

0.130 

0.013 

0.117 

0.046 

39.46 

Safe 



0.15 

0.06 

- 

0.06 

0.00 

0.06 

0.02 

0.28 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.067 

0.007 

0.060 

0.024 

40.84 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Karua 

080800020113390C 

7.566 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.335 

2.75 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

2.43 

2.48 

0.01 

0.029 

0.56 

0.55 







Non-command 

Bhander Sandstone 

0.231 

2.75 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.02 


Kasba Nagar 

080800020113680C 

8.919 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.919 

0.28 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.32 

0.28 

0.02 

0.035 

0.53 

0.62 


Khanpura 

080800040116690C 

2.159 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.062 

3.09 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.02 


Kharaiti 

080800020113380C 

3.671 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.856 

2.65 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.91 

0.93 

0.00 

0.011 

0.45 

0.45 







Non-command 

Bhander Sandstone 

0.815 

2.65 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.00 

0.003 

0.13 

0.13 


Khirkan 

080900050123980C 

9.665 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.003 

0.72 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khushiyalpur 

0808000101118100 

12.549 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.272 

3.47 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.95 

0.89 

0.00 

0.008 

0.10 

0.11 







Non-command 

Bhander Sandstone 

9.230 

3.47 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.65 

0.61 

0.00 

0.033 

0.40 

0.43 


Kookpur 

0808000401167100 

5.637 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.939 

2.62 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.28 

0.24 

0.04 

0.046 

0.46 

0.54 


Kotra 

0808000401167400 

1.696 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.434 

2.44 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.06 

0.013 

0.44 

0.52 


Kudinna 

0808000201133700 

28.589 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.459 

2.64 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.48 

0.00 

0.006 

0.03 

0.03 







Non-command 

Bhander Sandstone 

6.503 

2.64 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.35 

0.37 

0.00 

0.026 

0.13 

0.13 


Kumarpura 

0808000101112300 

1.065 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.036 

2.11 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Langra 

0809000501238700 

17.605 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.799 

1.71 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.05 

0.002 

0.03 

0.04 


Madanpur 

0808000101119500 

24.655 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.951 

3.34 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

6.03 

5.88 

0.04 

0.054 

0.34 

0.35 







Non-command 

Bhander Sandstone 

8.734 

3.34 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.59 

0.58 

0.00 

0.032 

0.20 

0.20 


Mahadpura 

0808000201135400 

5.719 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.940 

2.53 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.21 

0.01 

0.016 

0.38 

0.39 


Maikna 

0809000501242500 

2.920 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.337 

0.68 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.25 

0.22 

0.22 

0.006 

0.47 

0.54 







Non-command 

Bhander Sandstone 

0.012 

0.68 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Makanpur 

0809000501240300 

1.086 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.596 

0.61 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.22 

0.001 

0.32 

0.36 


Mallapura 

0808000101117900 

11.800 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

10.280 

3.63 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.76 

0.71 

0.00 

0.037 

0.48 

0.51 


Manakhur 

0809000501241600 

18.735 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.861 

2.46 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.55 

0.50 

0.00 

0.004 

0.06 

0.06 







Non-command 

Bhander Sandstone 

4.687 

2.46 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.47 

0.43 

0.02 

0.011 

0.14 

0.15 


Mandi Bhat 

0809000601258800 

15.020 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.087 

1.53 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 


Mandrail 

0809000501240600 

7.930 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.705 

0.61 

0.120 

0.35 

0.02 

0.00 

0.00 

0.00 

0.89 

0.78 

1.37 

0.019 

0.57 

0.64 


Manpura 

0808000101113800 

3.769 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.335 

3.54 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.16 

0.00 

0.008 

0.34 

0.36 


Mar Ka Kua 

0809000501242200 

8.869 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.097 

1.41 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

1.47 

1.34 

0.41 

0.020 

0.51 

0.56 


Mathara 

0808000101119000 

9.944 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.287 

4.47 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.12 

0.02 

0.005 

0.07 

0.07 


Milkan 

0808000401166500 

1.581 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.015 

0.32 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Moroli 

0808000401167800 

10.631 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.714 

-0.76 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.053 

0.28 

0.34 







Non-command 

Bhander Sandstone 

4.917 

-0.76 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.046 

0.24 

0.29 


Mugalpura 

0808000201134800 

6.261 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.031 

3.03 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 







Non-command 

Bhander Sandstone 

4.945 

3.03 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.31 

0.31 

0.00 

0.019 

0.45 

0.45 


Mureela 

0809000501241900 

8.591 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.856 

3.45 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

1.60 

1.50 

0.02 

0.009 

0.25 

0.26 







Non-command 

Bhander Sandstone 

3.745 

3.45 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.53 

0.49 

0.02 

0.009 

0.24 

0.26 


Nagla Moroli 

0808000401167600 

7.171 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.115 

1.22 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.47 

0.39 

0.02 

0.029 

0.23 

0.27 







Non-command 

Bhander Sandstone 

4.056 

1.22 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.10 

0.01 

0.038 

0.29 

0.35 


Narsinghpur 

0808000201134200 

0.820 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.398 

3.04 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.002 

0.28 

0.27 


Nayagaon 

0809000501240200 

2.512 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.449 

0.61 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.001 

0.10 

0.12 


Nayapura 

0808000201134100 

1.531 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.805 

3.01 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.01 

0.003 

0.30 

0.30 


Needar 

0809000501239600 

20.341 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

16.617 

0.98 

0.040 

0.22 

0.01 

0.00 

0.00 

0.00 

0.86 

0.72 

0.84 

0.040 

0.49 

0.59 


Nibhi 

0808000401167000 

3.446 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.151 

3.22 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.03 


Nihalpur 

0809000501243000 

1.255 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.255 

0.63 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.14 

0.003 

0.57 

0.63 


Niyayati 

0808000201134700 

4.442 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.050 

2.50 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

1.22 

1.19 

0.01 

0.016 

0.51 

0.53 







Non-command 

Bhander Sandstone 

0.392 

2.50 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.002 

0.05 

0.05 


Padampura 

0808000101114300 

3.237 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.931 

3.79 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.23 

0.22 

0.08 

0.011 

0.49 

0.53 


Pali 

0808000201133300 

15.829 

Fresh 

Non-command 

Non-command 

Older Alluvium 

15.429 

2.87 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

5.33 

5.27 

0.00 

0.061 

0.55 

0.56 







Non-command 

Bhander Sandstone 

0.279 

2.87 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.01 

0.01 


Pancholi 

0809000501242900 

12.543 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.543 

0.65 

0.120 

0.48 

0.02 

0.00 

0.00 

0.00 

1.44 

1.30 

1.90 

0.030 

0.57 

0.63 


Pasela 

0809000501241300 

1.206 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.099 

1.09 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.05 

0.06 







Non-command 

Bhander Sandstone 

0.747 

1.09 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.002 

0.36 

0.43 


Paseliya 

0809000501241400 

2.699 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.269 

0.99 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.23 

0.00 

0.005 

0.49 

0.56 







Non-command 

Bhander Sandstone 

0.107 

0.99 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 


Patewari 

0808000401167200 

4.413 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.413 

2.42 

0.020 

0.02 

0.00 

0.00 

0.00 

0.03 

0.20 

0.17 

0.02 

0.041 

0.52 

0.62 


Rahe 

0808000201134900 

3.933 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.193 

3.06 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.14 

0.00 

0.009 

0.32 

0.31 


Rajai Kalan 

0808000201136500 

9.465 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.370 

2.03 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.82 

0.69 

0.00 

0.013 

0.19 

0.22 







Non-command 

Bhander Sandstone 

6.095 

2.03 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.22 

0.01 

0.024 

0.34 

0.40 


Rajai Khurd 

0808000201136600 

6.316 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.049 

1.87 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

1.37 

1.15 

0.01 

0.024 

0.50 

0.60 







Non-command 

Bhander Sandstone 

0.267 

1.87 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.03 


Rajpur 

0809000501241200 

1.724 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.360 

1.23 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.00 

0.003 

0.47 

0.56 


Rancholi 

0809000501242800 

9.440 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.132 

0.89 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

1.06 

0.97 

0.34 

0.022 

0.55 

0.60 


Ranipura 

0809000501243200 

2.360 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.981 

0.61 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.20 

0.002 

0.24 

0.27 


Rodhai 

0809000501239300 

46.937 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.695 

1.12 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.12 

0.08 

0.006 

0.03 

0.04 


Rudhera 

0808000201135000 

9.036 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.352 

3.43 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.00 

0.005 

0.08 

0.08 


Sahraun 

0808000401167300 

3.740 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.738 

2.06 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.15 

0.03 

0.035 

0.52 

0.62 


Saipur 

0808000101119400 

1.915 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.915 

2.64 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.00 

0.007 

0.56 

0.56 


Sarmathura 

0808000101114600 

6.068 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.919 

3.90 

0.020 

0.16 

0.02 

0.00 

0.00 

0.01 

0.28 

0.27 

0.31 

0.253 

0.17 

0.18 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Karua 

0808000201133900 

0.22 

0.91 

171.97 

1.09 

0.00 

1.09 

0.05 

0.61 

- 

- 

- 

- 

0.000 

0.000 

0.000 

1.093 

0.055 

1.038 

0.040 

3.84 

Safe 



0.12 

0.00 

2,518.13 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Kasba Nagar 

0808000201136800 

0.22 

1.04 

(73.52) 

0.83 

- 

0.83 

0.04 

0.57 

- 

- 

- 

- 

- 

- 

- 

0.833 

0.042 

0.791 

0.057 

7.22 

Safe 

Khanpura 

0808000401166900 

0.15 

0.00 

2,252.93 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Kharaiti 

0808000201133800 

0.22 

0.29 

225.14 

0.34 

- 

0.34 

0.04 

0.50 

- 

- 

- 

- 

- 

- 

- 

0.343 

0.017 

0.326 

0.011 

3.45 

Safe 



0.12 

0.01 

248.02 

0.02 

- 

0.02 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.015 

0.001 

0.014 

0.003 

22.18 

Safe 

Khirkan 

0809000501239800 

0.12 

0.00 

147,823.15 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khushiyalpur 

0808000101118100 

0.22 

0.05 

1,685.12 

0.06 

- 

0.06 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.060 

0.003 

0.057 

0.008 

14.53 

Safe 



0.12 

0.45 

36.36 

0.54 

- 

0.54 

0.04 

0.45 

- 

- 

- 

- 

- 

- 

- 

0.538 

0.027 

0.511 

0.033 

6.56 

Safe 

Kookpur 

0808000401167100 

0.15 

0.34 

(30.74) 

0.27 

0.01 

0.28 

0.04 

0.50 

- 

0.0100 

- 

- 

0.016 

0.026 

0.026 

0.309 

0.015 

0.293 

0.087 

29.66 

Safe 

Kotra 

0808000401167400 

0.15 

0.09 

(20.31) 

0.08 

- 

0.08 

0.03 

0.47 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.086 

0.004 

0.082 

0.074 

91.12 

Critical 

Kudinna 

0808000201133700 

0.22 

0.01 

4,868.11 

0.01 

- 

0.01 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.011 

0.006 

52.02 

Safe 



0.12 

0.11 

150.59 

0.13 

- 

0.13 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.126 

0.006 

0.120 

0.026 

21.40 

Safe 

Kumarpura 

0808000101112300 

0.12 

0.00 

1,621.39 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Langra 

0809000501238700 

0.12 

0.00 

1,709.66 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.016 

0.001 

0.015 

0.056 

369.11 

Over Exploited 

Madanpur 

0808000101119500 

0.22 

1.11 

429.51 

1.33 

- 

1.33 

0.03 

0.37 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

1.343 

0.067 

1.276 

0.090 

7.07 

Safe 



0.12 

0.20 

51,640.07 

0.25 

- 

0.25 

0.02 

0.22 

- 

- 

- 

- 

- 

- 

- 

0.246 

0.012 

0.233 

0.032 

13.59 

Safe 

Mahadpura 

0808000201135400 

0.12 

0.18 

13.97 

0.21 

- 

0.21 

0.03 

0.42 

- 

- 

- 

- 

- 

- 

- 

0.207 

0.010 

0.197 

0.023 

11.43 

Safe 

Maikna 

0809000501242500 

0.22 

0.22 

1,727.85 

0.21 

- 

0.21 

0.05 

0.51 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.221 

0.011 

0.210 

0.222 

105.61 

Over Exploited 



0.12 

0.00 

8,130.12 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Makanpur 

0809000501240300 

0.22 

0.03 

694.08 

0.03 

- 

0.03 

0.03 

0.35 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.040 

0.002 

0.038 

0.219 

573.63 

Over Exploited 

Mallapura 

0808000101117900 

0.12 

0.59 

86,776.99 

0.70 

- 

0.70 

0.05 

0.53 

- 

- 

- 

- 

- 

- 

- 

0.704 

0.035 

0.669 

0.037 

5.57 

Safe 

Manakhur 

0809000501241600 

0.22 

0.02 

2,093.32 

0.03 

- 

0.03 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.027 

0.001 

0.026 

0.004 

17.28 

Safe 



0.12 

0.08 

443.59 

0.09 

- 

0.09 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.095 

0.005 

0.090 

0.029 

32.60 

Safe 

Mandi Bhat 

0809000601258800 

0.12 

0.00 

10,293.02 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mandrail 

0809000501240600 

0.22 

0.95 

15,776.89 

0.78 

0.02 

0.80 

0.06 

0.62 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.853 

0.043 

0.810 

1.385 

170.90 

Over Exploited 

Manpura 

0808000101113800 

0.12 

0.09 

64.25 

0.11 

- 

0.11 

0.04 

0.37 

- 

- 

- 

- 

- 

- 

- 

0.114 

0.006 

0.108 

0.008 

7.84 

Safe 

Mar Ka Kua 

0809000501242200 

0.22 

0.92 

46.50 

1.10 

0.01 

1.11 

0.05 

0.57 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

1.128 

0.056 

1.072 

0.430 

40.07 

Safe 

Mathara 

0808000101119000 

0.12 

0.01 

1,017.05 

0.01 

- 

0.01 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.013 

0.021 

163.46 

Over Exploited 

Milkan 

0808000401166500 

0.15 

0.00 

738.67 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Moroli 

0808000401167800 

0.22 

0.35 

- 

0.35 

0.00 

0.35 

0.02 

0.30 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.354 

0.035 

0.318 

0.084 

26.46 

Safe 



0.15 

0.18 

- 

0.18 

0.00 

0.18 

0.02 

0.26 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.179 

0.018 

0.161 

0.068 

42.17 

Safe 

Mugalpura 

0808000201134800 

0.22 

0.00 

59,661.81 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.26 

9,440.28 

0.31 

- 

0.31 

0.04 

0.49 

- 

- 

- 

- 

- 

- 

- 

0.308 

0.015 

0.293 

0.019 

6.65 

Safe 

Mureela 

0809000501241900 

0.22 

0.21 

614.50 

0.25 

- 

0.25 

0.03 

0.27 

- 

- 

- 

- 

- 

- 

- 

0.252 

0.013 

0.239 

0.033 

13.92 

Safe 



0.12 

0.11 

355.44 

0.13 

- 

0.13 

0.03 

0.27 

- 

- 

- 

- 

- 

- 

- 

0.130 

0.006 

0.123 

0.027 

21.96 

Safe 

Nagla Moroli 

0808000401167600 

0.22 

0.16 

153.18 

0.19 

- 

0.19 

0.02 

0.24 

- 

- 

- 

- 

- 

- 

- 

0.186 

0.009 

0.177 

0.045 

25.44 

Safe 



0.15 

0.18 

(44.13) 

0.14 

- 

0.14 

0.02 

0.32 

- 

- 

- 

- 

- 

- 

- 

0.143 

0.007 

0.136 

0.049 

35.77 

Safe 

Narsinghpur 

0808000201134200 

0.12 

0.01 

86.52 

0.02 

- 

0.02 

0.02 

0.30 

- 

- 

- 

- 

- 

- 

- 

0.016 

0.001 

0.015 

0.009 

56.30 

Safe 

Nayagaon 

0809000501240200 

0.22 

0.01 

180.78 

0.01 

- 

0.01 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.012 

0.001 

9.16 

Safe 

Nayapura 

0808000201134100 

0.12 

0.03 

69.42 

0.04 

- 

0.04 

0.03 

0.33 

- 

- 

- 

- 

- 

- 

- 

0.035 

0.002 

0.034 

0.010 

30.29 

Safe 

Needar 

0809000501239600 

0.12 

0.96 

307,193.26 

0.77 

0.01 

0.78 

0.05 

0.54 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.870 

0.044 

0.827 

0.875 

105.86 

Over Exploited 

Nibhi 

0808000401167000 

0.15 

0.00 

1,524.99 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

232.37 

Over Exploited 

Nihalpur 

0809000501243000 

0.22 

0.16 

(23.00) 

0.13 

- 

0.13 

0.06 

0.63 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.136 

0.007 

0.129 

0.147 

113.68 

Over Exploited 

Niyayati 

0808000201134700 

0.22 

0.46 

160.60 

0.55 

- 

0.55 

0.04 

0.56 

- 

- 

- 

- 

- 

- 

- 

0.548 

0.027 

0.521 

0.027 

5.17 

Safe 



0.12 

0.00 

716.75 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.002 

57.96 

Safe 

Padampura 

0808000101114300 

0.12 

0.17 

25.30 

0.21 

0.01 

0.22 

0.05 

0.55 

- 

0.0100 

- 

- 

0.014 

0.024 

0.024 

0.243 

0.012 

0.230 

0.089 

38.47 

Safe 

Pali 

0808000201133300 

0.22 

1.87 

182.19 

2.24 

- 

2.24 

0.05 

0.60 

- 

- 

- 

- 

- 

- 

- 

2.240 

0.112 

2.128 

0.061 

2.86 

Safe 



0.12 

0.00 

4,659.75 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

290.02 

Over Exploited 

Pancholi 

0809000501242900 

0.22 

1.57 

(17.15) 

1.30 

0.02 

1.32 

0.06 

0.63 

- 

0.0700 

- 

- 

0.001 

0.071 

0.071 

1.395 

0.070 

1.325 

1.926 

145.34 

Over Exploited 

Pasela 

0809000501241300 

0.22 

0.00 

952.70 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.000 

19.90 

Safe 



0.12 

0.03 

(14.35) 

0.03 

- 

0.03 

0.04 

0.40 

- 

- 

- 

- 

- 

- 

- 

0.028 

0.001 

0.027 

0.002 

6.79 

Safe 

Paseliya 

0809000501241400 

0.22 

0.24 

(4.22) 

0.23 

- 

0.23 

0.05 

0.54 

- 

- 

- 

- 

- 

- 

- 

0.234 

0.012 

0.222 

0.005 

2.47 

Safe 



0.12 

0.00 

1,111.94 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Patewari 

0808000401167200 

0.15 

0.35 

(50.82) 

0.28 

0.03 

0.31 

0.04 

0.56 

- 

- 

- 

- 

0.048 

0.048 

0.048 

0.357 

0.018 

0.339 

0.061 

18.01 

Safe 

Rahe 

0808000201134900 

0.12 

0.08 

63.12 

0.10 

- 

0.10 

0.03 

0.35 

- 

- 

- 

- 

- 

- 

- 

0.101 

0.005 

0.096 

0.009 

8.98 

Safe 

Rajai Kalan 

0808000201136500 

0.22 

0.14 

400.91 

0.17 

- 

0.17 

0.01 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.166 

0.008 

0.157 

0.013 

8.44 

Safe 



0.12 

0.25 

(12.08) 

0.22 

0.00 

0.22 

0.03 

0.36 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.217 

0.011 

0.207 

0.031 

15.01 

Safe 

Rajai Khurd 

0808000201136600 

0.22 

0.67 

72.24 

0.80 

0.00 

0.80 

0.04 

0.54 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.804 

0.040 

0.764 

0.035 

4.56 

Safe 



0.12 

0.00 

1,077.65 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

129.50 

Over Exploited 

Raj pur 

0809000501241200 

0.12 

0.08 

39,394.96 

0.06 

- 

0.06 

0.05 

0.51 

- 

- 

- 

- 

- 

- 

- 

0.060 

0.003 

0.057 

0.003 

5.75 

Safe 

Rancholi 

0809000501242800 

0.22 

1.10 

(11.44) 

0.97 

- 

0.97 

0.05 

0.60 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.981 

0.049 

0.932 

0.358 

38.41 

Safe 

Ranipura 

0809000501243200 

0.22 

0.05 

108.11 

0.06 

0.00 

0.06 

0.02 

0.26 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.073 

0.004 

0.070 

0.201 

289.63 

Over Exploited 

Rodhai 

0809000501239300 

0.12 

0.01 

381,902.37 

0.01 

- 

0.01 

0.00 

0.04 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.021 

0.082 

385.12 

Over Exploited 

Rudhera 

0808000201135000 

0.12 

0.01 

574.88 

0.02 

0.00 

0.02 

0.01 

0.09 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.023 

0.001 

0.022 

0.005 

24.36 

Safe 

Sahraun 

0808000401167300 

0.15 

0.29 

(50.14) 

0.23 

0.00 

0.23 

0.04 

0.56 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.247 

0.012 

0.235 

0.066 

28.04 

Safe 

Saipur 

0808000101119400 

0.12 

0.13 

(21.98) 

0.10 

- 

0.10 

0.05 

0.62 

- 

- 

- 

- 

- 

- 

- 

0.104 

0.005 

0.098 

0.007 

7.06 

Safe 

Sarmathura 

0808000101114600 

0.12 

0.04 

565.81 

0.05 

0.03 

0.07 

0.02 

0.19 

- 

0.0600 

- 

- 

0.009 

0.070 

0.070 

0.144 

0.007 

0.136 

0.561 

411.17 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Sewarpali 

080800020113340C 

28.368 

Fresh 

Non-command 

Non-command 

Older Alluvium 

19.537 

2.49 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

5.87 

5.91 

0.01 

0.077 

0.40 

0.39 







Non-command 

Bhander Sandstone 

7.283 

2.49 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.37 

0.38 

0.01 

0.029 

0.15 

0.15 


Shahpur 

0808000201133600 

27.505 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.735 

2.57 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

2.40 

2.47 

0.00 

0.030 

0.17 

0.16 







Non-command 

Bhander Sandstone 

6.188 

2.57 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.33 

0.34 

0.00 

0.024 

0.13 

0.13 


Shankarpur 

0808000101118300 

2.928 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.928 

3.53 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

1.24 

1.17 

0.00 

0.011 

0.55 

0.58 


Shitalpura 

0808000101117700 

1.354 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.608 

3.49 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.00 

0.002 

0.25 

0.26 


Shyampur 

0809000501239500 

7.615 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.497 

1.53 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.41 

0.33 

0.00 

0.016 

0.52 

0.65 


Soni 

0808000101113300 

5.547 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.220 

4.32 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.02 

0.02 


Teen Pokhar 

0809000501238600 

11.287 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.229 

1.51 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.21 

0.00 

0.010 

0.23 

0.28 


Thoomri 

0808000101113500 

1.880 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.880 

3.70 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

0.13 

0.12 

0.00 

0.007 

0.55 

0.57 


Tor 

0808000201134000 

0.838 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.108 

2.85 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.00 

0.000 

0.07 

0.07 







Non-command 

Bhander Sandstone 

0.730 

2.85 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.00 

0.003 

0.51 

0.50 


Tursampur 

0809000501243100 

2.646 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.400 

0.61 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.27 

0.24 

0.36 

0.006 

0.52 

0.58 


Vateekra 

0808000101113400 

2.509 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.110 

4.11 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.02 

08002011 

Amarpura 

0830000203791000 

7.072 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.240 

2.02 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.04 

0.001 

0.02 

0.02 


Amora 

0830000203795100 

2.566 

Fresh 

Kota Barrage 

Command 

Bhander Sandstone 

2.566 

2.84 

0.020 

0.08 

0.02 

0.00 

0.00 

0.00 

0.20 

0.27 

0.30 

0.008 

0.72 

0.55 


Anatpura 

0823000402750800 

1.941 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.299 

0.30 

0.090 

0.03 

0.01 

0.00 

0.00 

0.00 

0.05 

0.07 

0.13 

0.000 

0.46 

0.36 


Arnetha 

0823000402751200 

14.467 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.038 

0.40 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Atraliya 

0830000203791600 

5.587 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

5.587 

0.52 

0.100 

0.53 

0.13 

0.00 

0.00 

0.00 

0.69 

0.90 

2.10 

0.018 

0.72 

0.55 


Bagtari 

0830000203790100 

4.062 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

4.062 

2.69 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

1.14 

1.49 

0.21 

0.013 

0.72 

0.55 


Balapura 

0830000203789800 

4.734 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

4.734 

0.21 

0.100 

0.49 

0.12 

0.00 

0.00 

0.00 

0.47 

0.61 

1.93 

0.015 

0.71 

0.55 


Baleetha 

0823000402749500 

6.238 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

6.238 

-0.18 

0.090 

0.29 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

1.17 

0.000 

0.71 

0.54 


Ballabhpura 

0830000203797400 

3.683 

Fresh 

Kota Barrage 

Command 

Limestone 

3.274 

1.13 

0.020 

0.24 

0.06 

0.00 

0.00 

0.00 

0.25 

0.33 

0.94 

0.010 

0.64 

0.49 







Command 

Bhander Sandstone 

0.408 

1.13 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.04 

0.001 

0.08 

0.06 


Balod 

0823000402754500 

6.711 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.976 

-0.86 

0.090 

0.06 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.000 

0.42 

0.32 


Bamori 

0830000203796700 

8.411 

Fresh 

Kota Barrage 

Command 

Bhander Sandstone 

6.667 

1.24 

0.020 

0.08 

0.02 

0.00 

0.00 

0.01 

0.22 

0.29 

0.30 

0.021 

0.57 

0.44 


Bargu 

0830000203796000 

3.656 

Fresh 

Non-command 

Non-command 

Limestone 

0.622 

2.19 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.14 

0.002 

0.12 

0.09 


Beeraj 

0823000402750200 

4.493 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

4.493 

0.26 

0.090 

0.24 

0.06 

0.00 

0.00 

0.00 

0.29 

0.37 

0.94 

0.000 

0.71 

0.54 


Bhagwanpura 

0830000203791700 

3.510 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.510 

0.65 

0.100 

0.16 

0.04 

0.00 

0.00 

0.00 

0.35 

0.45 

0.63 

0.011 

0.72 

0.55 


Bhanda Hera 

0830000203797700 

15.082 

Fresh 

Non-command 

Non-command 

Limestone 

1.155 

3.51 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.14 

0.11 

0.004 

0.06 

0.04 


Bhattipura 

0830000203799200 

3.805 

Fresh 

Non-command 

Non-command 

Limestone 

0.092 

1.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.01 






Kota Barrage 

Command 

Limestone 

1.559 

1.25 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.09 

0.12 

0.25 

0.005 

0.30 

0.22 


Bhauran 

0830000203796400 

5.287 

Fresh 

Kota Barrage 

Command 

Limestone 

3.951 

0.68 

0.020 

0.21 

0.05 

0.00 

0.00 

0.00 

0.21 

0.28 

0.83 

0.012 

0.54 

0.41 







Command 

Bhander Sandstone 

1.336 

0.68 

0.020 

0.02 

0.01 

0.00 

0.00 

0.00 

0.03 

0.04 

0.09 

0.004 

0.18 

0.14 


Bheeya 

0823000402749900 

11.846 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

5.709 

0.50 

0.090 

0.10 

0.02 

0.00 

0.00 

0.01 

0.33 

0.43 

0.38 

0.000 

0.33 

0.25 


Bhimpura 

0830000203794200 

0.683 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.111 

0.70 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.04 

0.05 

0.17 

0.000 

0.12 

0.09 







Command 

Limestone 

0.074 

0.70 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.02 

0.03 

0.11 

0.000 

0.08 

0.06 


Brijpura 

0830000203796100 

2.744 

Fresh 

Non-command 

Non-command 

Limestone 

2.744 

0.22 

0.020 

0.18 

0.01 

0.00 

0.00 

0.00 

0.18 

0.23 

0.72 

0.009 

0.72 

0.55 


Chandrawala 

0830000203789900 

7.953 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

7.953 

0.74 

0.100 

0.59 

0.14 

0.00 

0.00 

0.00 

1.03 

1.35 

2.31 

0.025 

0.72 

0.55 


Chawandheri 

0830000203793500 

0.835 

Fresh 

Kota Barrage 

Command 

Limestone 

0.835 

2.88 

0.020 

0.16 

0.02 

0.00 

0.00 

0.00 

0.19 

0.25 

0.65 

0.003 

0.72 

0.55 


Cheensa 

0830000203796900 

4.721 

Fresh 

Kota Barrage 

Command 

Bhander Sandstone 

0.226 

1.73 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.03 

0.03 


Chhiparda 

0830000203789500 

10.236 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

10.236 

1.55 

0.100 

0.90 

0.22 

0.00 

0.00 

0.00 

2.26 

2.96 

3.57 

0.032 

0.72 

0.55 


Dabar 

0830000203793400 

7.026 

Fresh 

Kota Barrage 

Command 

Limestone 

0.767 

2.96 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.07 

0.09 

0.11 

0.002 

0.08 

0.06 







Command 

Bhander Sandstone 

5.440 

2.96 

0.020 

0.07 

0.02 

0.00 

0.00 

0.00 

0.37 

0.49 

0.24 

0.017 

0.56 

0.43 


Dagariya 

0830000203794600 

2.716 

Fresh 

Kota Barrage 

Command 

Limestone 

1.598 

0.63 

0.020 

0.16 

0.02 

0.00 

0.00 

0.00 

0.16 

0.21 

0.65 

0.005 

0.43 

0.33 


Darbiji 

0830000203795000 

2.648 

Fresh 

Kota Barrage 

Command 

Limestone 

1.232 

3.31 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.15 

0.20 

0.32 

0.004 

0.34 

0.26 







Command 

Bhander Sandstone 

1.416 

3.31 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.16 

0.13 

0.004 

0.39 

0.30 


Deolimachhiyan 

0830000303800300 

4.443 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.000 

1.36 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Limestone 

2.837 

1.36 

0.030 

0.21 

0.05 

0.00 

0.00 

0.00 

0.28 

0.38 

0.83 

0.004 

0.43 

0.31 


Deopura 

0830000203794700 

9.725 

Fresh 

Non-command 

Non-command 

Limestone 

3.293 

0.44 

0.020 

0.17 

0.03 

0.00 

0.00 

0.00 

0.16 

0.21 

0.68 

0.010 

0.25 

0.19 






Kota Barrage 

Command 

Older Alluvium 

1.267 

0.44 

0.100 

0.09 

0.01 

0.00 

0.00 

0.00 

0.13 

0.17 

0.34 

0.004 

0.09 

0.07 







Command 

Limestone 

5.165 

0.44 

0.020 

0.28 

0.04 

0.00 

0.00 

0.00 

0.28 

0.37 

1.08 

0.016 

0.38 

0.29 


Dhaba 

0830000203797500 

8.270 

Fresh 

Non-command 

Non-command 

Limestone 

3.774 

0.28 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.012 

0.33 

0.25 






Kota Barrage 

Command 

Limestone 

4.496 

0.28 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.014 

0.39 

0.30 


Dhori 

0830000203799300 

3.781 

Fresh 

Kota Barrage 

Command 

Limestone 

0.115 

1.38 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Digod 

0830000203794000 

16.793 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

14.617 

0.55 

0.100 

0.53 

0.13 

0.00 

0.00 

0.02 

1.19 

1.56 

2.06 

0.046 

0.63 

0.48 







Command 

Limestone 

2.176 

0.55 

0.020 

0.07 

0.02 

0.00 

0.00 

0.04 

0.04 

0.05 

0.29 

0.007 

0.09 

0.07 


Dolar 

0823000402754700 

11.148 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

10.657 

0.73 

0.090 

0.09 

0.02 

0.00 

0.00 

0.00 

0.77 

1.00 

0.37 

0.000 

0.68 

0.52 


Doongarjya 

0830000203792300 

7.401 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

7.401 

2.10 

0.100 

0.63 

0.09 

0.00 

0.00 

0.02 

2.07 

2.70 

2.48 

0.023 

0.72 

0.55 


Fatehpur 

0830000203792200 

3.499 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.499 

0.56 

0.100 

0.21 

0.05 

0.00 

0.00 

0.00 

0.35 

0.46 

0.84 

0.011 

0.72 

0.55 


Gadepan 

0830000203797100 

4.935 

Fresh 

Kota Barrage 

Command 

Limestone 

0.005 

1.01 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Bhander Sandstone 

4.922 

1.01 

0.020 

0.08 

0.02 

0.00 

0.00 

0.00 

0.16 

0.21 

0.30 

0.016 

0.72 

0.55 


Gamach 

0823000502774100 

7.262 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.212 

1.76 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.21 

0.32 

0.07 

0.002 

0.11 

0.07 


Gangaycha 

0830000303799900 

3.292 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.096 

0.82 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.000 

0.02 

0.01 







Command 

Limestone 

2.150 

0.82 

0.030 

0.15 

0.02 

0.00 

0.00 

0.00 

0.18 

0.28 

0.58 

0.003 

0.42 

0.27 


Gaonri 

0830000303800000 

4.729 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.810 

2.67 

0.100 

0.07 

0.02 

0.00 

0.00 

0.00 

0.53 

0.79 

0.28 

0.003 

0.25 

0.17 







Command 

Limestone 

2.919 

2.67 

0.030 

0.09 

0.02 

0.00 

0.00 

0.00 

0.30 

0.45 

0.36 

0.004 

0.40 

0.27 


Ghaghtana 

0830000303800500 

5.700 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

5.461 

0.48 

0.100 

0.07 

0.02 

0.00 

0.00 

0.00 

0.31 

0.41 

0.26 

0.008 

0.69 

0.53 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Sewarpali 

0808000201133400 

0.22 

1.70 

247.79 

2.04 

- 

2.04 

0.04 

0.43 

- 

- 

- 

- 

- 

- 

- 

2.039 

0.102 

1.937 

0.088 

4.54 

Safe 



0.12 

0.13 

191.43 

0.15 

- 

0.15 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.155 

0.008 

0.147 

0.036 

24.31 

Safe 

Shahpur 

0808000201133600 

0.22 

0.28 

777.55 

0.34 

- 

0.34 

0.02 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.338 

0.017 

0.321 

0.030 

9.49 

Safe 



0.12 

0.10 

244.29 

0.12 

- 

0.12 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.118 

0.006 

0.112 

0.024 

21.74 

Safe 

Shankarpur 

0808000101118300 

0.22 

0.36 

229.39 

0.43 

- 

0.43 

0.06 

0.61 

- 

- 

- 

- 

- 

- 

- 

0.428 

0.021 

0.406 

0.011 

2.61 

Safe 

Shitalpura 

0808000101117700 

0.12 

0.02 

121.34 

0.02 

- 

0.02 

0.03 

0.27 

- 

- 

- 

- 

- 

- 

- 

0.022 

0.001 

0.020 

0.002 

10.79 

Safe 

Shyampur 

0809000501239500 

0.12 

0.41 

60,186.74 

0.33 

- 

0.33 

0.05 

0.58 

- 

- 

- 

- 

- 

- 

- 

0.327 

0.016 

0.311 

0.016 

5.04 

Safe 

Soni 

0808000101113300 

0.12 

0.00 

3,173.92 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Teen Pokhar 

0809000501238600 

0.12 

0.11 

82.76 

0.14 

- 

0.14 

0.02 

0.25 

- 

- 

- 

- 

- 

- 

- 

0.138 

0.007 

0.131 

0.010 

7.79 

Safe 

Thoomri 

0808000101113500 

0.12 

0.12 

(2.56) 

0.12 

0.01 

0.13 

0.06 

0.60 

- 

- 

- 

- 

0.021 

0.021 

0.021 

0.155 

0.008 

0.148 

0.007 

4.62 

Safe 

Tor 

0808000201134000 

0.22 

0.00 

2,028.19 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.000 

21.00 

Safe 



0.12 

0.04 

(4.19) 

0.04 

- 

0.04 

0.05 

0.55 

- 

- 

- 

- 

- 

- 

- 

0.043 

0.002 

0.040 

0.003 

7.11 

Safe 

Tursampur 

0809000501243100 

0.22 

0.28 

(13.86) 

0.24 

- 

0.24 

0.05 

0.57 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.247 

0.012 

0.235 

0.366 

155.63 

Over Exploited 

Vateekra 

0808000101113400 

0.12 

0.00 

2,710.51 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Amarpura 

0830000203791000 

0.12 

0.00 

10,763.76 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

0.0058 

0.0082 

- 

0.024 

0.024 

0.025 

0.001 

0.024 

0.043 

181.13 

Over Exploited 

Amora 

0830000203795100 

0.07 

0.13 

105.30 

0.16 

0.02 

0.18 

0.06 

0.78 

- 

0.0600 

0.0619 

0.0875 

0.003 

0.212 

0.212 

0.390 

0.019 

0.370 

0.306 

82.66 

Semi Critical 

Anatpura 

0823000402750800 

0.12 

0.07 

(3.05) 

0.07 

0.01 

0.08 

0.04 

0.50 

- 

0.0200 

0.0313 

0.0443 

0.001 

0.097 

0.097 

0.177 

0.009 

0.168 

0.132 

78.40 

Semi Critical 

Arnetha 

0823000402751200 

0.12 

0.00 

22,787.11 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0009 

0.0013 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

- 

- 

Safe 

Atraliya 

0830000203791600 

0.12 

0.48 

87.23 

0.58 

0.13 

0.71 

0.06 

0.78 

- 

0.3900 

0.1348 

0.1904 

0.000 

0.715 

0.715 

1.425 

0.071 

1.354 

2.118 

156.40 

Over Exploited 

Bagtari 

0830000203790100 

0.12 

0.35 

324.00 

0.42 

0.01 

0.43 

0.06 

0.78 

- 

0.0200 

0.0817 

0.0923 

0.000 

0.194 

0.194 

0.627 

0.031 

0.595 

0.223 

37.43 

Safe 

Balapura 

0830000203789800 

0.12 

0.41 

50.30 

0.49 

0.12 

0.61 

0.05 

0.77 

- 

0.3600 

0.1142 

0.1614 

0.002 

0.638 

0.638 

1.245 

0.062 

1.183 

1.947 

164.58 

Over Exploited 

Baleetha 

0823000402749500 

0.12 

0.53 

- 

0.53 

0.07 

0.60 

0.05 

0.76 

- 

0.2200 

0.1505 

0.2126 

0.006 

0.589 

0.589 

1.193 

0.119 

1.074 

1.169 

108.88 

Over Exploited 

Ballabhpura 

0830000203797400 

0.09 

0.19 

76.18 

0.23 

0.06 

0.29 

0.05 

0.69 

- 

0.1800 

0.0790 

0.1116 

0.000 

0.371 

0.371 

0.658 

0.033 

0.625 

0.946 

151.43 

Over Exploited 



0.07 

0.00 

1,001.69 

0.00 

- 

0.00 

0.01 

0.09 

- 

0.0100 

0.0098 

0.0139 

- 

0.034 

0.034 

0.037 

0.002 

0.035 

0.037 

107.40 

Over Exploited 

Balod 

0823000402754500 

0.12 

0.20 

- 

0.20 

0.01 

0.21 

0.03 

0.45 

- 

0.0400 

0.1119 

0.1355 

0.002 

0.290 

0.290 

0.500 

0.050 

0.450 

0.230 

51.08 

Safe 

Bamori 

0830000203796700 

0.07 

0.27 

6.71 

0.29 

0.03 

0.31 

0.04 

0.62 

- 

0.0600 

0.1876 

0.2272 

0.013 

0.488 

0.488 

0.801 

0.040 

0.761 

0.319 

41.90 

Safe 

Bargu 

0830000203796000 

0.09 

0.01 

1,149.66 

0.01 

0.00 

0.01 

0.01 

0.13 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.022 

0.001 

0.021 

0.146 

696.26 

Over Exploited 

Bee raj 

0823000402750200 

0.12 

0.38 

(2.26) 

0.37 

0.06 

0.43 

0.05 

0.76 

- 

0.1800 

0.1084 

0.1532 

- 

0.442 

0.442 

0.873 

0.044 

0.830 

0.941 

113.41 

Over Exploited 

Bhagwanpura 

0830000203791700 

0.12 

0.30 

48.44 

0.37 

0.04 

0.41 

0.06 

0.78 

- 

0.1200 

0.0988 

0.1196 

0.001 

0.339 

0.339 

0.746 

0.037 

0.708 

0.641 

90.51 

Critical 

Bhanda Hera 

0830000203797700 

0.09 

0.01 

2,420.91 

0.01 

0.00 

0.01 

0.00 

0.06 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.009 

0.000 

0.008 

0.112 

1,326.86 

Over Exploited 

Bhattipura 

0830000203799200 

0.09 

0.00 

2,072.29 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.09 

0.04 

187.04 

0.05 

0.01 

0.06 

0.02 

0.32 

- 

0.0500 

0.0313 

0.0354 

- 

0.117 

0.117 

0.177 

0.009 

0.168 

0.257 

153.22 

Over Exploited 

Bhauran 

0830000203796400 

0.09 

0.19 

43.17 

0.23 

0.05 

0.28 

0.04 

0.58 

- 

0.1600 

0.0953 

0.1347 

0.006 

0.396 

0.396 

0.681 

0.034 

0.647 

0.840 

129.98 

Over Exploited 



0.07 

0.02 

116.53 

0.02 

0.01 

0.03 

0.01 

0.20 

- 

0.0200 

0.0322 

0.0455 

- 

0.098 

0.098 

0.128 

0.006 

0.122 

0.090 

74.01 

Semi Critical 

Bheeya 

0823000402749900 

0.12 

0.23 

91.27 

0.27 

0.03 

0.30 

0.03 

0.35 

- 

0.0700 

0.1377 

0.1946 

0.008 

0.411 

0.411 

0.706 

0.035 

0.671 

0.384 

57.24 

Safe 

Bhimpura 

0830000203794200 

0.12 

0.00 

3,063.66 

0.00 

0.01 

0.01 

0.01 

0.13 

- 

0.0300 

0.0027 

0.0038 

0.000 

0.037 

0.037 

0.048 

0.002 

0.046 

0.168 

365.98 

Over Exploited 



0.09 

0.00 

5,186.82 

0.00 

0.01 

0.01 

0.01 

0.08 

- 

0.0200 

0.0018 

0.0025 

- 

0.024 

0.024 

0.035 

0.002 

0.033 

0.108 

326.24 

Over Exploited 

Brijpura 

0830000203796100 

0.09 

0.18 

30.92 

0.21 

0.01 

0.23 

0.06 

0.78 

- 

0.0300 

- 

- 

0.005 

0.035 

0.035 

0.262 

0.013 

0.249 

0.729 

292.63 

Over Exploited 

Chandrawala 

0830000203789900 

0.12 

0.69 

96.60 

0.82 

0.14 

0.97 

0.06 

0.78 

- 

0.4300 

0.1918 

0.2711 

0.006 

0.899 

0.899 

1.867 

0.093 

1.773 

2.335 

131.67 

Over Exploited 

Chawandheri 

0830000203793500 

0.09 

0.05 

352.44 

0.07 

0.02 

0.09 

0.06 

0.78 

- 

0.1200 

0.0168 

0.0190 

0.000 

0.156 

0.156 

0.242 

0.012 

0.230 

0.651 

283.39 

Over Exploited 

Cheensa 

0830000203796900 

0.07 

0.00 

1,794.38 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

0.0064 

0.0077 

- 

0.014 

0.014 

0.015 

0.001 

0.014 

0.013 

90.68 

Critical 

Chhiparda 

0830000203789500 

0.12 

0.88 

234.77 

1.06 

0.22 

1.28 

0.06 

0.77 

- 

0.6700 

0.2469 

0.3489 

0.002 

1.268 

1.268 

2.548 

0.127 

2.421 

3.602 

148.79 

Over Exploited 

Dabar 

0830000203793400 

0.09 

0.01 

1,469.97 

0.01 

0.01 

0.02 

0.01 

0.09 

- 

0.0200 

0.0185 

0.0262 

0.000 

0.065 

0.065 

0.081 

0.004 

0.077 

0.110 

142.98 

Over Exploited 



0.07 

0.21 

128.43 

0.26 

0.02 

0.28 

0.04 

0.60 

- 

0.0500 

0.1312 

0.1854 

- 

0.367 

0.367 

0.642 

0.032 

0.610 

0.257 

42.14 

Safe 

Dagariya 

0830000203794600 

0.09 

0.06 

237.52 

0.07 

0.02 

0.10 

0.03 

0.46 

- 

0.1200 

0.0321 

0.0363 

0.003 

0.191 

0.191 

0.287 

0.014 

0.272 

0.653 

239.89 

Over Exploited 

Darbiji 

0830000203795000 

0.09 

0.04 

430.74 

0.04 

0.01 

0.05 

0.03 

0.36 

- 

0.0600 

0.0248 

0.0280 

- 

0.113 

0.113 

0.168 

0.008 

0.159 

0.328 

205.97 

Over Exploited 



0.07 

0.04 

320.55 

0.05 

0.00 

0.05 

0.03 

0.42 

- 

0.0200 

0.0285 

0.0322 

0.000 

0.081 

0.081 

0.127 

0.006 

0.121 

0.129 

106.95 

Over Exploited 

Deolimachhiyan 

0830000303800300 

0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.10 

287.63 

0.12 

0.05 

0.17 

0.03 

0.46 

- 

0.1600 

0.0684 

0.0967 

0.000 

0.326 

0.326 

0.492 

0.025 

0.468 

0.832 

177.90 

Over Exploited 

Deopura 

0830000203794700 

0.09 

0.07 

195.03 

0.09 

0.03 

0.12 

0.02 

0.26 

- 

0.0800 

- 

- 

0.007 

0.087 

0.087 

0.209 

0.010 

0.199 

0.694 

349.39 

Over Exploited 



0.12 

0.01 

1,118.51 

0.02 

0.01 

0.03 

0.01 

0.10 

- 

0.0400 

0.0255 

0.0288 

0.003 

0.097 

0.097 

0.126 

0.006 

0.120 

0.340 

283.19 

Over Exploited 



0.09 

0.18 

106.63 

0.21 

0.04 

0.26 

0.03 

0.41 

- 

0.1200 

0.1038 

0.1174 

0.004 

0.345 

0.345 

0.602 

0.030 

0.572 

1.096 

191.62 

Over Exploited 

Dhaba 

0830000203797500 

0.09 

0.11 

(75.53) 

0.09 

0.00 

0.09 

0.03 

0.36 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.090 

0.005 

0.086 

0.012 

13.91 

Safe 



0.09 

0.16 

(79.30) 

0.13 

- 

0.13 

0.03 

0.42 

- 

- 

0.0723 

0.1022 

- 

0.175 

0.175 

0.302 

0.015 

0.287 

0.014 

4.95 

Safe 

Dhori 

0830000203799300 

0.09 

0.00 

1,785.65 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0023 

0.0026 

- 

0.005 

0.005 

0.005 

0.000 

0.005 

0.000 

7.40 

Safe 

Digod 

0830000203794000 

0.12 

1.11 

40.86 

1.33 

0.15 

1.47 

0.05 

0.68 

- 

0.3900 

0.4114 

0.4983 

0.025 

1.325 

1.325 

2.798 

0.140 

2.658 

2.104 

79.16 

Semi Critical 



0.09 

0.02 

170.02 

0.02 

0.06 

0.08 

0.01 

0.10 

- 

0.0500 

0.0612 

0.0742 

0.054 

0.240 

0.240 

0.318 

0.016 

0.302 

0.295 

97.72 

Critical 

Dolar 

0823000402754700 

0.12 

0.87 

15.56 

1.00 

0.02 

1.02 

0.05 

0.73 

- 

0.0700 

0.2571 

0.3633 

0.003 

0.693 

0.693 

1.718 

0.086 

1.632 

0.365 

22.37 

Safe 

Doongarjya 

0830000203792300 

0.12 

0.64 

320.75 

0.77 

0.11 

0.88 

0.06 

0.78 

- 

0.4600 

0.1488 

0.1682 

0.031 

0.808 

0.808 

1.690 

0.084 

1.605 

2.501 

155.84 

Over Exploited 

Fatehpur 

0830000203792200 

0.12 

0.30 

51.96 

0.36 

0.05 

0.42 

0.06 

0.78 

- 

0.1600 

0.0985 

0.1193 

0.004 

0.381 

0.381 

0.798 

0.040 

0.759 

0.851 

112.19 

Over Exploited 

Gadepan 

0830000203797100 

0.09 

0.00 

25,927.05 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0002 

0.0002 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.25 

(15.90) 

0.21 

0.02 

0.23 

0.06 

0.78 

- 

0.0600 

0.1385 

0.1678 

0.001 

0.367 

0.367 

0.596 

0.030 

0.566 

0.314 

55.35 

Safe 

Gamach 

0823000502774100 

0.10 

0.01 

2,364.27 

0.02 

- 

0.02 

0.01 

0.11 

- 

0.0100 

0.0292 

0.0413 

- 

0.081 

0.081 

0.096 

0.005 

0.091 

0.067 

73.80 

Semi Critical 

Gangaycha 

0830000303799900 

0.12 

0.00 

12,723.13 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0019 

0.0022 

- 

0.004 

0.004 

0.004 

0.000 

0.004 

0.022 

534.90 

Over Exploited 



0.08 

0.07 

288.14 

0.09 

0.02 

0.11 

0.03 

0.45 

- 

0.1100 

0.0432 

0.0489 

- 

0.202 

0.202 

0.309 

0.015 

0.293 

0.579 

197.48 

Over Exploited 

Gaonri 

0830000303800000 

0.12 

0.05 

1,371.54 

0.06 

0.02 

0.08 

0.02 

0.27 

- 

0.0500 

0.0437 

0.0617 

- 

0.155 

0.155 

0.240 

0.012 

0.228 

0.284 

124.51 

Over Exploited 



0.08 

0.09 

383.75 

0.11 

0.02 

0.13 

0.03 

0.43 

- 

0.0700 

0.0704 

0.0995 

- 

0.240 

0.240 

0.371 

0.019 

0.353 

0.364 

103.21 

Over Exploited 

Ghaghtana 

0830000303800500 

0.12 

0.45 

(9.82) 

0.41 

0.02 

0.43 

0.05 

0.74 

- 

0.0500 

0.1317 

0.1861 

0.003 

0.371 

0.371 

0.800 

0.040 

0.760 

0.267 

35.11 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Command 

Limestone 

0.239 

0.48 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.03 

0.02 


Gokulpura 

083000020378940C 

4.180 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

4.180 

2.00 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.88 

1.14 

0.13 

0.013 

0.72 

0.55 


Gudla 

0823000402748400 

6.601 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.274 

1.64 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.04 

0.000 

0.03 

0.02 


Gumanpura 

0830000203795300 

4.660 

Fresh 

Non-command 

Non-command 

Limestone 

0.102 

0.37 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.01 






Kota Barrage 

Command 

Limestone 

4.558 

0.37 

0.020 

0.24 

0.04 

0.00 

0.00 

0.01 

0.23 

0.30 

0.94 

0.014 

0.71 

0.54 


Gurli 

0823000402748600 

5.412 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.105 

1.95 

0.090 

0.06 

0.02 

0.00 

0.00 

0.00 

0.23 

0.34 

0.25 

0.000 

0.13 

0.09 


Hanotiya 

0830000203797600 

8.101 

Fresh 

Non-command 

Non-command 

Limestone 

3.964 

0.11 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.012 

0.35 

0.27 


Haripura 

0830000203790000 

4.296 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

4.296 

2.44 

0.100 

0.30 

0.04 

0.00 

0.00 

0.00 

1.31 

1.71 

1.18 

0.014 

0.72 

0.55 


Indrapuriya 

0823000402749800 

3.771 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.139 

1.09 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.17 

0.08 

0.000 

0.20 

0.15 


Jagdari 

0823000402754600 

10.167 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

10.167 

0.32 

0.090 

0.06 

0.01 

0.00 

0.00 

0.00 

0.34 

0.45 

0.23 

0.000 

0.71 

0.55 


Jagnatha 

0823000402749600 

3.553 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.553 

0.03 

0.090 

0.09 

0.02 

0.00 

0.00 

0.00 

0.08 

0.10 

0.36 

0.000 

0.70 

0.54 


Jakhroon 

0823000402750000 

3.200 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.200 

0.38 

0.090 

0.07 

0.02 

0.00 

0.00 

0.00 

0.16 

0.21 

0.27 

0.000 

0.70 

0.54 


Janakpur 

0830000203799400 

2.253 

Fresh 

Kota Barrage 

Command 

Limestone 

0.074 

1.38 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.04 

0.000 

0.02 

0.02 


Jhotoli 

0830000203789200 

8.192 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

8.192 

1.42 

0.100 

0.04 

0.01 

0.00 

0.00 

0.02 

1.17 

1.53 

0.13 

0.026 

0.72 

0.55 


Kacholiya 

0830000203792400 

4.606 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

4.606 

3.21 

0.100 

0.40 

0.06 

0.00 

0.00 

0.00 

1.81 

2.37 

1.60 

0.015 

0.72 

0.55 


Kalarewa 

0830000203795200 

4.280 

Fresh 

Kota Barrage 

Command 

Limestone 

4.052 

2.48 

0.020 

0.19 

0.03 

0.00 

0.00 

0.00 

0.36 

0.47 

0.76 

0.013 

0.68 

0.52 







Command 

Bhander Sandstone 

0.229 

2.48 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.04 

0.03 


Kalyanpura 

0830000203794800 

6.677 

Fresh 

Non-command 

Non-command 

Limestone 

0.308 

0.96 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.001 

0.03 

0.03 






Kota Barrage 

Command 

Older Alluvium 

0.002 

0.96 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Limestone 

6.366 

0.96 

0.020 

0.20 

0.03 

0.00 

0.00 

0.00 

0.29 

0.38 

0.79 

0.020 

0.69 

0.53 


Kanan 

0823000502774200 

2.259 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.237 

1.27 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.24 

0.02 

0.002 

0.35 

0.22 







Command 

Limestone 

0.013 

1.27 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kanwarpura 

0830000203793800 

5.615 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

5.107 

1.86 

0.100 

0.25 

0.06 

0.00 

0.00 

0.00 

1.13 

1.48 

0.97 

0.016 

0.66 

0.50 







Command 

Limestone 

0.508 

1.86 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.07 

0.002 

0.07 

0.05 


Kaprain (M) 

0823000442304000 

40.787 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.037 

-0.32 

0.090 

0.05 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.08 

0.096 

0.03 

0.03 


Karariya 

0830000203796200 

5.780 

Fresh 

Non-command 

Non-command 

Limestone 

5.780 

-0.43 

0.020 

0.18 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.68 

0.018 

0.72 

0.55 


Kareerka Khera 

0830000203796500 

1.714 

Fresh 

Kota Barrage 

Command 

Limestone 

1.714 

0.31 

0.020 

0.19 

0.03 

0.00 

0.00 

0.00 

0.17 

0.22 

0.76 

0.005 

0.72 

0.55 


Kasampura 

0830000203794100 

2.279 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.619 

0.62 

0.100 

0.19 

0.05 

0.00 

0.00 

0.00 

0.24 

0.31 

0.76 

0.005 

0.51 

0.39 







Command 

Limestone 

0.624 

0.62 

0.020 

0.06 

0.02 

0.00 

0.00 

0.01 

0.04 

0.06 

0.25 

0.002 

0.20 

0.15 


Keshonagar 

0823000402749000 

3.119 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.050 

1.17 

0.090 

0.04 

0.01 

0.00 

0.00 

0.00 

0.35 

0.48 

0.17 

0.000 

0.65 

0.48 







Command 

Limestone 

0.069 

1.17 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Keshoraipatan (M) 

0823000442305000 

21.034 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

7.300 

2.06 

0.090 

0.15 

0.01 

0.00 

0.00 

0.00 

1.49 

2.01 

0.15 

0.343 

0.23 

0.17 







Command 

Limestone 

0.000 

2.06 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khand Gaon 

0830000203789000 

1.983 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.800 

2.02 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.37 

0.49 

0.04 

0.006 

0.65 

0.50 


Kherli 

0823000402749400 

5.255 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

5.255 

-0.03 

0.090 

0.18 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.73 

0.000 

0.71 

0.55 


Kherli Kalya 

0830000203791400 

3.693 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.693 

2.77 

0.100 

0.04 

0.00 

0.00 

0.00 

0.02 

1.05 

1.37 

0.13 

0.012 

0.72 

0.55 


Kherli Mahadeet 

0830000203796600 

2.530 

Fresh 

Kota Barrage 

Command 

Limestone 

1.352 

1.38 

0.020 

0.10 

0.02 

0.00 

0.00 

0.00 

0.12 

0.15 

0.40 

0.004 

0.39 

0.30 







Command 

Bhander Sandstone 

1.177 

1.38 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.05 

0.07 

0.11 

0.004 

0.34 

0.26 


Kherli Tawran 

0830000203787400 

6.494 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

4.559 

1.40 

0.100 

0.07 

0.02 

0.00 

0.00 

0.00 

0.69 

0.90 

0.25 

0.014 

0.50 

0.38 


Kherli Vyasan 

0823000402750400 

4.106 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.734 

-0.89 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.000 

0.30 

0.23 


Kishanpura Takiya 

0830000303800200 

3.625 

Fresh 

Kota Barrage 

Command 

Limestone 

1.382 

1.44 

0.030 

0.11 

0.03 

0.00 

0.00 

0.00 

0.14 

0.20 

0.45 

0.002 

0.25 

0.17 


Kota (M Corp.) 

0830000343001000 

27.258 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.096 

0.62 

0.080 

0.08 

0.00 

0.00 

0.00 

0.02 

0.12 

0.20 

0.01 

0.243 

0.03 

0.02 






Kota Barrage 

Command 

Bhander Sandstone 

2.058 

0.62 

0.080 

0.15 

0.00 

0.00 

0.00 

0.01 

0.24 

0.40 

0.01 

0.456 

0.05 

0.03 




109.423 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

21.073 

0.62 

0.080 

1.58 

0.01 

0.00 

0.00 

0.00 

2.62 

4.35 

0.17 

4.669 

0.12 

0.07 






Kota Barrage 

Command 

Older Alluvium 

3.808 

0.62 

0.100 

0.29 

0.00 

0.00 

0.00 

0.00 

0.53 

0.88 

0.04 

0.844 

0.02 

0.01 







Command 

Limestone 

6.437 

0.62 

0.030 

0.49 

0.01 

0.00 

0.00 

0.00 

0.60 

1.00 

0.09 

1.426 

0.04 

0.02 







Command 

Bhander Sandstone 

12.987 

0.62 

0.080 

0.97 

0.01 

0.00 

0.00 

0.00 

1.61 

2.67 

0.10 

2.878 

0.08 

0.05 


Kotsuwan 

0830000203791800 

10.451 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

10.451 

0.50 

0.100 

0.44 

0.11 

0.00 

0.00 

0.00 

0.85 

1.11 

1.72 

0.033 

0.72 

0.55 


Lakheri Khurd 

0823000402749100 

4.771 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.853 

0.83 

0.090 

0.13 

0.03 

0.00 

0.00 

0.00 

0.39 

0.52 

0.54 

0.000 

0.55 

0.41 







Command 

Limestone 

0.918 

0.83 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.07 

0.000 

0.13 

0.10 


Madhorajpura 

0823000402749700 

7.405 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

7.405 

-0.20 

0.090 

0.42 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

1.69 

0.000 

0.69 

0.52 


Maharana 

0830000203787300 

6.908 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.795 

1.33 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.40 

0.53 

0.17 

0.009 

0.29 

0.22 


Mahrana 

0823000502774500 

7.523 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.439 

1.11 

0.090 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.12 

0.15 

0.001 

0.04 

0.02 


Manasgaon 

0830000303800600 

9.595 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.398 

0.73 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.13 

0.17 

0.15 

0.002 

0.10 

0.08 







Command 

Limestone 

2.451 

0.73 

0.030 

0.06 

0.01 

0.00 

0.00 

0.00 

0.10 

0.14 

0.22 

0.004 

0.18 

0.14 


Mandawara 

0830000203787200 

19.754 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

8.862 

1.04 

0.100 

0.07 

0.02 

0.00 

0.00 

0.00 

0.97 

1.27 

0.25 

0.028 

0.32 

0.24 


Mandawari 

0830000203791900 

2.674 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.674 

0.47 

0.100 

0.16 

0.04 

0.00 

0.00 

0.00 

0.24 

0.32 

0.63 

0.008 

0.72 

0.55 


Mandola 

0830000203795400 

6.187 

Fresh 

Non-command 

Non-command 

Limestone 

6.187 

-0.37 

0.020 

0.21 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.83 

0.020 

0.72 

0.55 


Mehandi 

0830000203792500 

4.856 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.261 

2.82 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.97 

1.27 

0.21 

0.010 

0.49 

0.37 







Command 

Limestone 

1.595 

2.82 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.16 

0.11 

0.005 

0.24 

0.18 


Moondla 

0830000203794300 

1.839 

Fresh 

Kota Barrage 

Command 

Limestone 

0.123 

0.75 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.07 

0.000 

0.05 

0.04 


Nathoo Balai Ki Jhopariy 

0830000203793600 

2.177 

Fresh 

Kota Barrage 

Command 

Limestone 

2.177 

3.00 

0.020 

0.18 

0.03 

0.00 

0.00 

0.00 

0.28 

0.37 

0.72 

0.007 

0.72 

0.55 


Nayagaon Ahiran 

0830000203792000 

3.653 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.930 

0.66 

0.100 

0.24 

0.06 

0.00 

0.00 

0.00 

0.37 

0.49 

0.97 

0.009 

0.58 

0.44 







Command 

Limestone 

0.240 

0.66 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.07 

0.001 

0.05 

0.04 


Neemli 

0830000203787500 

2.067 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.277 

1.90 

0.100 

0.02 

0.01 

0.00 

0.00 

0.00 

0.25 

0.33 

0.08 

0.004 

0.44 

0.34 


Neemotha 

0823000402749300 

6.662 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

6.662 

-0.01 

0.090 

0.22 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.86 

0.000 

0.71 

0.54 


Nimoda 

0830000203789600 

17.795 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

17.795 

0.69 

0.100 

0.70 

0.17 

0.00 

0.00 

0.03 

1.73 

2.25 

2.73 

0.056 

0.72 

0.55 


Notana 

0830000303800400 

6.020 

Fresh 

Kota Barrage 

Command 

Limestone 

0.460 

1.17 

0.030 

0.05 

0.01 

0.00 

0.00 

0.00 

0.06 

0.08 

0.18 

0.001 

0.05 

0.04 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.08 

0.00 

628.36 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

0.0058 

0.0081 

0.000 

0.014 

0.014 

0.015 

0.001 

0.015 

0.018 

126.39 

Over Exploited 

Gokulpura 

0830000203789400 

0.12 

0.36 

217.00 

0.43 

0.00 

0.43 

0.06 

0.78 

- 

0.0200 

0.0840 

0.0950 

0.001 

0.201 

0.201 

0.635 

0.032 

0.603 

0.139 

23.08 

Safe 

Gudla 

0823000402748400 

0.12 

0.00 

8,146.62 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

0.0066 

0.0093 

- 

0.026 

0.026 

0.027 

0.001 

0.026 

0.038 

147.91 

Over Exploited 

Gumanpura 

0830000203795300 

0.09 

0.00 

589.44 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.09 

0.29 

2.53 

0.30 

0.05 

0.34 

0.05 

0.76 

- 

0.1100 

0.0733 

0.1036 

0.009 

0.296 

0.296 

0.640 

0.032 

0.608 

0.950 

156.33 

Over Exploited 

Gurli 

0823000402748600 

0.12 

0.02 

1,834.67 

0.02 

0.02 

0.04 

0.01 

0.14 

- 

0.0500 

0.0267 

0.0377 

- 

0.114 

0.114 

0.155 

0.008 

0.147 

0.250 

169.67 

Over Exploited 

Hanotiya 

0830000203797600 

0.09 

0.13 

(80.81) 

0.10 

0.00 

0.10 

0.03 

0.38 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.102 

0.005 

0.097 

0.048 

49.86 

Safe 

Haripura 

0830000203790000 

0.12 

0.37 

358.42 

0.45 

0.04 

0.49 

0.06 

0.78 

- 

0.1300 

0.0864 

0.0976 

0.000 

0.314 

0.314 

0.801 

0.040 

0.761 

1.190 

156.37 

Over Exploited 

Indrapuriya 

0823000402749800 

0.12 

0.03 

527.21 

0.03 

0.00 

0.03 

0.02 

0.22 

- 

0.0100 

0.0275 

0.0388 

0.001 

0.077 

0.077 

0.111 

0.006 

0.105 

0.077 

73.29 

Semi Critical 

Jagdari 

0823000402754600 

0.12 

0.87 

(48.71) 

0.69 

0.01 

0.71 

0.06 

0.77 

- 

0.0400 

0.2453 

0.3465 

0.001 

0.633 

0.633 

1.339 

0.067 

1.272 

0.230 

18.09 

Safe 

Jagnatha 

0823000402749600 

0.12 

0.30 

(66.47) 

0.24 

0.02 

0.26 

0.05 

0.76 

- 

0.0700 

0.0857 

0.1211 

0.002 

0.279 

0.279 

0.540 

0.027 

0.513 

0.363 

70.78 

Semi Critical 

Jakhroon 

0823000402750000 

0.12 

0.27 

(23.54) 

0.22 

0.02 

0.24 

0.05 

0.76 

- 

0.0500 

0.0901 

0.1091 

0.004 

0.253 

0.253 

0.492 

0.025 

0.467 

0.267 

57.14 

Safe 

Janakpur 

0830000203799400 

0.09 

0.00 

10,295.35 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

0.0018 

0.0025 

- 

0.014 

0.014 

0.014 

0.001 

0.014 

0.036 

263.26 

Over Exploited 

Jhotoli 

0830000203789200 

0.12 

0.70 

117.58 

0.84 

0.03 

0.87 

0.06 

0.77 

- 

0.0200 

0.1976 

0.2792 

0.030 

0.527 

0.527 

1.402 

0.070 

1.332 

0.152 

11.40 

Safe 

Kacholiya 

0830000203792400 

0.12 

0.40 

493.21 

0.48 

0.06 

0.54 

0.06 

0.78 

- 

0.1800 

0.0741 

0.1047 

0.007 

0.366 

0.366 

0.910 

0.046 

0.865 

1.611 

186.20 

Over Exploited 

Kalarewa 

0830000203795200 

0.09 

0.25 

88.17 

0.30 

0.03 

0.33 

0.05 

0.74 

- 

0.1400 

0.0815 

0.0921 

0.002 

0.316 

0.316 

0.647 

0.032 

0.615 

0.769 

125.00 

Over Exploited 



0.07 

0.00 

2,311.05 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

0.0046 

0.0052 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.013 

127.02 

Over Exploited 

Kalyanpura 

0830000203794800 

0.09 

0.00 

2,143.51 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.037 

3,498.08 

Over Exploited 



0.12 

0.00 

385,963.09 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.09 

0.40 

(4.31) 

0.38 

0.03 

0.41 

0.05 

0.74 

- 

0.0900 

0.1280 

0.1447 

0.003 

0.366 

0.366 

0.776 

0.039 

0.737 

0.812 

110.12 

Over Exploited 

Kanan 

0823000502774200 

0.10 

0.04 

453.03 

0.05 

- 

0.05 

0.03 

0.37 

- 

- 

0.0249 

0.0281 

- 

0.053 

0.053 

0.105 

0.005 

0.100 

0.024 

24.42 

Safe 



0.06 

0.00 

28,777.34 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0003 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.000 

0.000 

- 

Safe 

Kanwarpura 

0830000203793800 

0.12 

0.40 

266.91 

0.48 

0.06 

0.55 

0.05 

0.71 

- 

0.1800 

0.1232 

0.1741 

0.006 

0.483 

0.483 

1.031 

0.052 

0.980 

0.982 

100.26 

Over Exploited 



0.09 

0.00 

1,586.33 

0.00 

0.00 

0.00 

0.01 

0.07 

- 

0.0100 

0.0122 

0.0173 

0.000 

0.040 

0.040 

0.044 

0.002 

0.042 

0.074 

177.29 

Over Exploited 

Kaprain (M) 

0823000442304000 

0.12 

0.01 

- 

0.01 

0.01 

0.02 

0.00 

0.04 

- 

0.0100 

0.0573 

0.0694 

0.021 

0.158 

0.158 

0.181 

0.018 

0.163 

0.173 

106.34 

Over Exploited 

Karariya 

0830000203796200 

0.09 

0.38 

- 

0.38 

0.02 

0.39 

0.06 

0.78 

- 

0.0300 

- 

- 

0.012 

0.042 

0.042 

0.436 

0.044 

0.392 

0.702 

179.00 

Over Exploited 

Kareerka Khera 

0830000203796500 

0.09 

0.11 

99.28 

0.13 

0.03 

0.16 

0.06 

0.78 

- 

0.0900 

0.0345 

0.0390 

0.001 

0.164 

0.164 

0.329 

0.016 

0.312 

0.761 

243.75 

Over Exploited 

Kasampura 

0830000203794100 

0.12 

0.10 

214.15 

0.12 

0.05 

0.17 

0.04 

0.55 

- 

0.1400 

0.0456 

0.0552 

0.000 

0.241 

0.241 

0.411 

0.021 

0.390 

0.761 

195.06 

Over Exploited 



0.09 

0.01 

395.25 

0.01 

0.03 

0.04 

0.02 

0.21 

- 

0.0500 

0.0176 

0.0213 

0.008 

0.097 

0.097 

0.136 

0.007 

0.129 

0.254 

196.62 

Over Exploited 

Keshonagar 

0823000402749000 

0.12 

0.24 

98.94 

0.29 

0.01 

0.30 

0.05 

0.70 

- 

0.0300 

0.0736 

0.1040 

- 

0.208 

0.208 

0.505 

0.025 

0.480 

0.171 

35.66 

Safe 



0.04 

0.00 

5,211.97 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0017 

0.0024 

- 

0.004 

0.004 

0.004 

0.000 

0.004 

- 

- 

Safe 

Keshoraipatan (M) 

0823000442305000 

0.12 

0.20 

900.03 

0.24 

0.01 

0.25 

0.02 

0.25 

- 

0.0300 

0.1761 

0.2488 

0.001 

0.456 

0.456 

0.708 

0.035 

0.672 

0.497 

74.00 

Semi Critical 



0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khand Gaon 

0830000203789000 

0.12 

0.14 

248.58 

0.17 

- 

0.17 

0.05 

0.70 

- 

0.0100 

0.0434 

0.0614 

- 

0.115 

0.115 

0.284 

0.014 

0.270 

0.048 

17.69 

Safe 

Kherli 

0823000402749400 

0.12 

0.45 

- 

0.45 

0.05 

0.50 

0.05 

0.77 

- 

0.1400 

0.1268 

0.1791 

0.002 

0.448 

0.448 

0.949 

0.095 

0.854 

0.727 

85.14 

Semi Critical 

Kherli Kalya 

0830000203791400 

0.12 

0.32 

326.39 

0.38 

0.02 

0.40 

0.06 

0.78 

- 

0.0100 

0.0742 

0.0839 

0.027 

0.195 

0.195 

0.598 

0.030 

0.568 

0.138 

24.24 

Safe 

Kherli Mahadeet 

0830000203796600 

0.09 

0.05 

221.51 

0.06 

0.02 

0.08 

0.03 

0.42 

- 

0.0700 

0.0326 

0.0461 

0.003 

0.151 

0.151 

0.230 

0.011 

0.218 

0.400 

183.58 

Over Exploited 



0.07 

0.03 

142.74 

0.03 

0.01 

0.04 

0.03 

0.36 

- 

0.0200 

0.0284 

0.0401 

0.002 

0.090 

0.090 

0.134 

0.007 

0.128 

0.114 

89.05 

Semi Critical 

Kherli Tawran 

0830000203787400 

0.12 

0.27 

230.24 

0.33 

0.02 

0.35 

0.04 

0.54 

- 

0.0500 

0.1100 

0.1554 

0.001 

0.316 

0.316 

0.665 

0.033 

0.631 

0.266 

42.19 

Safe 

Kherli Vyasan 

0823000402750400 

0.12 

0.06 

- 

0.06 

0.00 

0.06 

0.02 

0.32 

- 

0.0100 

0.0488 

0.0591 

0.001 

0.119 

0.119 

0.181 

0.018 

0.163 

0.058 

35.65 

Safe 

Kishanpura Takiya 

0830000303800200 

0.08 

0.03 

643.60 

0.03 

0.03 

0.06 

0.02 

0.27 

- 

0.0800 

0.0333 

0.0471 

- 

0.161 

0.161 

0.223 

0.011 

0.212 

0.452 

212.95 

Over Exploited 

Kota (M Corp.) 

0830000343001000 

0.13 

0.00 

5,524.47 

0.00 

0.02 

0.02 

0.00 

0.03 

- 

- 

- 

- 

0.023 

0.024 

0.024 

0.043 

0.002 

0.041 

0.254 

616.12 

Over Exploited 



0.13 

0.01 

3,138.27 

0.01 

0.01 

0.03 

0.00 

0.05 

- 

- 

0.0496 

0.0701 

0.017 

0.136 

0.136 

0.162 

0.008 

0.154 

0.467 

302.76 

Over Exploited 



0.13 

0.32 

1,245.09 

0.39 

0.01 

0.40 

0.01 

0.13 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.428 

0.021 

0.407 

4.834 

1,188.80 

Over Exploited 



0.12 

0.01 

8,534.03 

0.01 

- 

0.01 

0.00 

0.02 

- 

0.0100 

0.0919 

0.1298 

- 

0.232 

0.232 

0.244 

0.012 

0.232 

0.887 

382.92 

Over Exploited 



0.08 

0.02 

5,061.87 

0.02 

0.01 

0.03 

0.00 

0.04 

- 

0.0200 

0.1553 

0.2194 

- 

0.395 

0.395 

0.428 

0.021 

0.406 

1.512 

372.08 

Over Exploited 



0.13 

0.12 

2,072.23 

0.15 

0.01 

0.16 

0.01 

0.08 

- 

0.0200 

0.3133 

0.4427 

- 

0.776 

0.776 

0.933 

0.047 

0.887 

2.981 

336.16 

Over Exploited 

Kotsuwan 

0830000203791800 

0.12 

0.91 

23.00 

1.09 

0.11 

1.20 

0.06 

0.78 

- 

0.3200 

0.2941 

0.3562 

0.005 

0.975 

0.975 

2.175 

0.109 

2.066 

1.755 

84.94 

Semi Critical 

Lakheri Khurd 

0823000402749100 

0.12 

0.25 

105.69 

0.30 

0.03 

0.33 

0.04 

0.59 

- 

0.1000 

0.0929 

0.1313 

- 

0.324 

0.324 

0.658 

0.033 

0.625 

0.535 

85.61 

Semi Critical 



0.04 

0.00 

889.23 

0.01 

- 

0.01 

0.01 

0.14 

- 

0.0100 

0.0221 

0.0313 

- 

0.063 

0.063 

0.069 

0.003 

0.066 

0.067 

102.01 

Over Exploited 

Madhorajpura 

0823000402749700 

0.12 

0.61 

- 

0.61 

0.11 

0.72 

0.05 

0.74 

- 

0.3200 

0.1786 

0.2524 

0.002 

0.753 

0.753 

1.477 

0.148 

1.329 

1.687 

126.94 

Over Exploited 

Maharana 

0830000203787300 

0.12 

0.10 

447.95 

0.12 

0.01 

0.13 

0.02 

0.31 

- 

0.0300 

0.0674 

0.0953 

0.000 

0.193 

0.193 

0.319 

0.016 

0.303 

0.177 

58.39 

Safe 

Mahrana 

0823000502774500 

0.10 

0.00 

7,188.69 

0.00 

0.01 

0.01 

0.00 

0.04 

- 

0.0300 

0.0106 

0.0150 

0.001 

0.056 

0.056 

0.068 

0.003 

0.065 

0.152 

233.64 

Over Exploited 

Manasgaon 

0830000303800600 

0.12 

0.02 

871.68 

0.02 

0.01 

0.03 

0.01 

0.11 

- 

0.0300 

0.0337 

0.0477 

0.003 

0.114 

0.114 

0.147 

0.007 

0.140 

0.153 

109.34 

Over Exploited 



0.08 

0.04 

277.20 

0.04 

0.01 

0.05 

0.01 

0.20 

- 

0.0400 

0.0591 

0.0835 

0.000 

0.183 

0.183 

0.236 

0.012 

0.224 

0.220 

97.95 

Critical 

Mandawara 

0830000203787200 

0.12 

0.34 

278.61 

0.40 

0.02 

0.42 

0.03 

0.34 

- 

0.0500 

0.2138 

0.3021 

0.003 

0.569 

0.569 

0.994 

0.050 

0.944 

0.280 

29.65 

Safe 

Mandawari 

0830000203791900 

0.12 

0.23 

37.99 

0.28 

0.04 

0.32 

0.06 

0.78 

- 

0.1200 

0.0645 

0.0912 

0.003 

0.279 

0.279 

0.598 

0.030 

0.568 

0.638 

112.35 

Over Exploited 

Mandola 

0830000203795400 

0.09 

0.40 

- 

0.40 

0.02 

0.42 

0.06 

0.78 

- 

0.0300 

- 

- 

0.015 

0.045 

0.045 

0.469 

0.047 

0.422 

0.848 

200.85 

Over Exploited 

Mehandi 

0830000203792500 

0.12 

0.19 

567.06 

0.23 

0.01 

0.24 

0.04 

0.52 

- 

0.0200 

0.0656 

0.0741 

0.000 

0.160 

0.160 

0.398 

0.020 

0.378 

0.220 

58.24 

Safe 



0.09 

0.03 

359.82 

0.04 

0.00 

0.04 

0.02 

0.26 

- 

0.0100 

0.0321 

0.0362 

0.000 

0.078 

0.078 

0.119 

0.006 

0.113 

0.113 

99.79 

Critical 

Moondla 

0830000203794300 

0.09 

0.00 

5,209.50 

0.00 

- 

0.00 

0.00 

0.05 

- 

0.0100 

0.0030 

0.0042 

- 

0.017 

0.017 

0.018 

0.001 

0.017 

0.072 

427.02 

Over Exploited 

Nathoo Balai Ki Jhopariy 

0830000203793600 

0.09 

0.14 

158.62 

0.17 

0.03 

0.20 

0.06 

0.78 

- 

0.1400 

0.0438 

0.0495 

0.000 

0.234 

0.234 

0.434 

0.022 

0.412 

0.727 

176.28 

Over Exploited 

Nayagaon Ahiran 

0830000203792000 

0.12 

0.20 

138.55 

0.24 

0.06 

0.31 

0.04 

0.62 

- 

0.1800 

0.0707 

0.0999 

0.001 

0.352 

0.352 

0.658 

0.033 

0.625 

0.975 

156.08 

Over Exploited 



0.09 

0.00 

2,848.02 

0.00 

- 

0.00 

0.00 

0.05 

- 

0.0100 

0.0058 

0.0082 

- 

0.024 

0.024 

0.025 

0.001 

0.024 

0.073 

303.51 

Over Exploited 

Neemli 

0830000203787500 

0.12 

0.07 

390.01 

0.08 

0.01 

0.09 

0.03 

0.47 

- 

0.0200 

0.0308 

0.0435 

0.000 

0.095 

0.095 

0.186 

0.009 

0.176 

0.088 

49.88 

Safe 

Neemotha 

0823000402749300 

0.12 

0.57 

- 

0.57 

0.05 

0.62 

0.05 

0.76 

- 

0.1600 

0.1607 

0.2271 

0.002 

0.549 

0.549 

1.167 

0.117 

1.050 

0.862 

82.10 

Semi Critical 

Nimoda 

0830000203789600 

0.12 

1.53 

46.95 

1.84 

0.20 

2.03 

0.06 

0.77 

- 

0.5100 

0.4293 

0.6066 

0.038 

1.584 

1.584 

3.618 

0.181 

3.438 

2.786 

81.05 

Semi Critical 

Notana 

0830000303800400 

0.08 

0.00 

3,903.51 

0.00 

0.01 

0.01 

0.00 

0.06 

- 

0.0300 

0.0111 

0.0157 

- 

0.057 

0.057 

0.069 

0.003 

0.066 

0.181 

275.28 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Notara 

082300040275010C 

3.988 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.988 

0.41 

0.090 

0.08 

0.02 

0.00 

0.00 

0.00 

0.21 

0.27 

0.32 

0.000 

0.70 

0.54 



0830000203789100 

12.227 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

5.918 

2.28 

0.100 

0.08 

0.02 

0.00 

0.00 

0.00 

1.41 

1.85 

0.29 

0.019 

0.35 

0.26 


Onkarpura 

0830000203789700 

3.558 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.558 

0.23 

0.100 

0.37 

0.09 

0.00 

0.00 

0.00 

0.36 

0.47 

1.47 

0.011 

0.72 

0.55 


Pachara 

0830000203797300 

4.415 

Fresh 

Non-command 

Non-command 

Limestone 

0.004 

1.34 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Kota Barrage 

Command 

Limestone 

2.281 

1.34 

0.020 

0.11 

0.03 

0.00 

0.00 

0.00 

0.14 

0.19 

0.43 

0.007 

0.37 

0.28 







Command 

Bhander Sandstone 

0.001 

1.34 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Pachara Ki Jhonpariyan 

0830000203797200 

5.493 

Fresh 

Kota Barrage 

Command 

Limestone 

1.792 

1.34 

0.020 

0.06 

0.01 

0.00 

0.00 

0.01 

0.09 

0.12 

0.22 

0.006 

0.24 

0.18 







Command 

Bhander Sandstone 

1.634 

1.34 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.06 

0.08 

0.06 

0.005 

0.21 

0.16 


Padasalya 

0830000203793700 

3.876 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.259 

2.95 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.00 

0.001 

0.05 

0.04 







Command 

Limestone 

3.617 

2.95 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.28 

0.37 

0.29 

0.011 

0.68 

0.52 


Patolya 

0823000402748700 

2.783 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.881 

2.01 

0.090 

0.05 

0.01 

0.00 

0.00 

0.00 

0.20 

0.28 

0.21 

0.000 

0.20 

0.14 







Command 

Limestone 

0.000 

2.01 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Pipaldda Hariji 

0823000402750300 

12.343 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

9.156 

-0.26 

0.090 

0.12 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.50 

0.000 

0.52 

0.40 


Polai Kalan 

0830000203795700 

8.287 

Fresh 

Non-command 

Non-command 

Limestone 

1.106 

0.86 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.14 

0.003 

0.10 

0.07 


Polai Khurd 

0830000203795500 

5.019 

Fresh 

Non-command 

Non-command 

Limestone 

2.347 

0.24 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.09 

0.12 

0.36 

0.007 

0.34 

0.26 






Kota Barrage 

Command 

Limestone 

0.150 

0.24 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.000 

0.02 

0.02 


Prempura 

0830000203792600 

2.188 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.946 

2.67 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.27 

0.36 

0.08 

0.003 

0.31 

0.24 







Command 

Limestone 

1.242 

2.67 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.13 

0.11 

0.004 

0.41 

0.31 


Rampura @ Nayagaon 

0830000203790300 

3.927 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.116 

0.92 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.02 


Ramrajpura 

0830000303800700 

9.435 

Fresh 

Kota Barrage 

Command 

Limestone 

0.101 

1.03 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Rangpur 

0830000303800100 

6.041 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.000 

1.97 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Limestone 

6.041 

1.97 

0.030 

0.19 

0.05 

0.00 

0.00 

0.00 

0.50 

0.69 

0.76 

0.009 

0.66 

0.47 


Rangrajpura 

0823000402751100 

3.071 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.003 

0.46 

0.090 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.09 

0.17 

0.000 

0.22 

0.17 


Rel 

0830000203799100 

9.476 

Fresh 

Non-command 

Non-command 

Limestone 

3.022 

1.15 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.13 

0.17 

0.25 

0.010 

0.23 

0.17 






Kota Barrage 

Command 

Limestone 

0.305 

1.15 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.001 

0.02 

0.02 


Roteda 

0823000402754300 

16.004 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.284 

0.09 

0.090 

0.01 

0.00 

0.00 

0.00 

0.01 

0.02 

0.03 

0.04 

0.000 

0.10 

0.08 


Rugghi 

0830000203797000 

5.474 

Fresh 

Kota Barrage 

Command 

Bhander Sandstone 

2.080 

1.43 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.08 

0.11 

0.10 

0.007 

0.27 

0.21 


Samadpuriya 

0823000402751000 

3.661 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.661 

0.47 

0.090 

0.11 

0.03 

0.00 

0.00 

0.00 

0.23 

0.31 

0.44 

0.000 

0.69 

0.53 


Sarola 

0830000203793300 

9.326 

Fresh 

Kota Barrage 

Command 

Bhander Sandstone 

0.009 

2.13 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sarsala 

0823000402750900 

8.568 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

5.143 

0.20 

0.090 

0.06 

0.01 

0.00 

0.00 

0.00 

0.14 

0.18 

0.23 

0.000 

0.41 

0.32 


Seemalya 

0830000203796300 

5.866 

Fresh 

Non-command 

Non-command 

Limestone 

3.602 

-0.51 

0.020 

0.15 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.58 

0.011 

0.44 

0.34 






Kota Barrage 

Command 

Limestone 

2.263 

-0.51 

0.020 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.007 

0.28 

0.21 


Seenta 

0823000502774600 

6.552 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.975 

1.14 

0.090 

0.06 

0.02 

0.00 

0.00 

0.00 

0.35 

0.59 

0.25 

0.006 

0.29 

0.17 







Command 

Limestone 

0.172 

1.14 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.02 

0.01 


Shahpura 

0830000203788900 

0.792 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.207 

2.07 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.00 

0.001 

0.19 

0.14 


Shambhoopura 

0830000303799700 

16.500 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.251 

1.26 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.19 

0.06 

0.002 

0.05 

0.03 


Sholi 

0830000203792100 

2.524 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.524 

0.60 

0.100 

0.16 

0.04 

0.00 

0.00 

0.00 

0.27 

0.35 

0.63 

0.008 

0.72 

0.55 


Shopura @ Baldeopura 

0830000203789300 

2.671 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.671 

1.23 

0.100 

0.02 

0.01 

0.00 

0.00 

0.00 

0.34 

0.44 

0.08 

0.008 

0.72 

0.55 


Sogariya 

0830000343002000 

2.837 

Fresh 

Kota Barrage 

Command 

Limestone 

0.023 

-0.04 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 


Soonagar 

0823000402749200 

10.474 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

8.577 

0.68 

0.090 

0.14 

0.03 

0.00 

0.00 

0.00 

0.63 

0.84 

0.55 

0.000 

0.57 

0.43 







Command 

Limestone 

1.826 

0.68 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.06 

0.000 

0.12 

0.09 


Sultanpur 

0830000203790200 

17.088 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

16.157 

1.07 

0.100 

0.35 

0.08 

0.00 

0.00 

0.01 

1.99 

2.60 

1.34 

0.051 

0.68 

0.52 


Surela 

0830000203792700 

3.702 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.319 

2.69 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.13 

0.04 

0.001 

0.06 

0.05 







Command 

Limestone 

1.430 

2.69 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.14 

0.18 

0.29 

0.005 

0.28 

0.21 


Teerath 

0823000502774300 

14.289 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

5.487 

0.91 

0.090 

0.15 

0.04 

0.00 

0.00 

0.00 

0.56 

0.90 

0.61 

0.010 

0.24 

0.15 







Command 

Limestone 

0.221 

0.91 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.01 

0.01 


Tharla 

0830000203791300 

1.394 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.394 

3.29 

0.100 

0.04 

0.01 

0.00 

0.00 

0.01 

0.48 

0.62 

0.17 

0.004 

0.72 

0.55 


Toran 

0830000203791100 

6.654 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

6.654 

2.32 

0.100 

0.09 

0.01 

0.00 

0.00 

0.00 

1.62 

2.12 

0.34 

0.021 

0.72 

0.55 


Udpuriya 

0830000203791500 

4.118 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

4.118 

0.85 

0.100 

0.19 

0.05 

0.00 

0.00 

0.01 

0.48 

0.63 

0.76 

0.013 

0.72 

0.55 


Ukalda 

0830000203794900 

4.202 

Fresh 

Kota Barrage 

Command 

Limestone 

4.202 

2.90 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.27 

0.36 

0.14 

0.013 

0.72 

0.55 


Ummedpura 

0830000203793900 

2.496 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.496 

0.67 

0.100 

0.08 

0.02 

0.00 

0.00 

0.00 

0.22 

0.29 

0.29 

0.008 

0.72 

0.55 


Zalimpura 

0830000203791200 

4.015 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

4.015 

3.18 

0.100 

0.10 

0.01 

0.00 

0.00 

0.00 

1.36 

1.78 

0.38 

0.013 

0.72 

0.55 

Sub Basin: Chambal Upstream | 

08003012 

Agra 

0829000403582700 

9.407 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.389 

5.43 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.01 

0.001 

0.03 

0.03 


Amba 

0829000403574000 

0.462 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.220 

1.71 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.000 

0.35 

0.30 







Non-command 

Shale 

0.227 

1.71 

0.013 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.03 

0.000 

0.36 

0.31 


Anti 

0824001202955800 

4.180 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.161 

0.79 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.03 

0.03 


Arniya 

0829000403581300 

19.299 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.256 

4.55 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.000 

0.01 

0.01 







Non-command 

Shale 

0.732 

4.55 

0.013 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.001 

0.03 

0.04 


Bakhtpura 

0829000403576200 

7.746 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.574 

1.84 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.21 

0.25 

0.06 

0.003 

0.25 

0.21 







Non-command 

Shale 

4.013 

1.84 

0.013 

0.02 

0.01 

0.00 

0.00 

0.00 

0.10 

0.12 

0.08 

0.005 

0.38 

0.32 


Balechhan 

0829000403578700 

2.399 

Fresh 

Non-command 

Non-command 

Shale 

2.399 

5.34 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.22 

0.11 

0.11 

0.000 

0.73 

1.40 


Bargaon 

0829000403583000 

0.870 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.870 

5.24 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.18 

0.00 

0.001 

0.73 

0.74 


Bassi 

0829000403579400 

6.129 

Fresh 

Non-command 

Non-command 

Shale 

6.129 

4.85 

0.013 

0.17 

0.03 

0.00 

0.00 

0.00 

0.51 

0.32 

0.67 

0.008 

0.72 

1.15 


Beena-Ka-Khera 

0829000403578400 

2.775 

Fresh 

Non-command 

Non-command 

Shale 

2.775 

5.29 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.25 

0.14 

0.10 

0.000 

0.72 

1.29 


Beer Kala Khet 

0829000403575700 

2.435 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.426 

1.57 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.11 

0.01 

0.002 

0.43 

0.36 


Bhainsrorgarh 

0829000403574100 

14.697 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.283 

1.49 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.000 

0.01 

0.01 







Non-command 

Shale 

6.253 

1.49 

0.013 

0.09 

0.02 

0.00 

0.00 

0.00 

0.19 

0.22 

0.37 

0.008 

0.31 

0.27 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Notara 

0823000402750100 

0.12 

0.34 

(19.59) 

0.27 

0.02 

0.29 

0.05 

0.76 

- 

0.0600 

0.0962 

0.1359 

0.001 

0.293 

0.293 

0.584 

0.029 

0.555 

0.324 

58.35 

Safe 


0830000203789100 

0.12 

0.25 

650.98 

0.29 

0.02 

0.32 

0.03 

0.37 

- 

0.0600 

0.1427 

0.2017 

0.002 

0.407 

0.407 

0.723 

0.036 

0.687 

0.313 

45.50 

Safe 

Onkarpura 

0830000203789700 

0.12 

0.31 

53.60 

0.37 

0.09 

0.46 

0.06 

0.77 

- 

0.2800 

0.0858 

0.1213 

0.002 

0.489 

0.489 

0.947 

0.047 

0.900 

1.481 

164.66 

Over Exploited 

Pachara 

0830000203797300 

0.09 

0.00 

54,982.50 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.09 

0.08 

146.83 

0.09 

0.03 

0.12 

0.03 

0.40 

- 

0.0800 

0.0550 

0.0777 

- 

0.213 

0.213 

0.335 

0.017 

0.318 

0.439 

138.19 

Over Exploited 



0.07 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pachara Ki Jhonpariyan 

0830000203797200 

0.09 

0.04 

223.45 

0.05 

0.02 

0.06 

0.02 

0.25 

- 

0.0400 

0.0504 

0.0611 

0.009 

0.160 

0.160 

0.221 

0.011 

0.210 

0.222 

105.48 

Over Exploited 



0.07 

0.02 

211.14 

0.03 

0.01 

0.04 

0.02 

0.23 

- 

0.0100 

0.0460 

0.0557 

0.009 

0.121 

0.121 

0.157 

0.008 

0.149 

0.067 

45.03 

Safe 

Padasalya 

0830000203793700 

0.12 

0.00 

6,552.58 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

0.0052 

0.0059 

- 

0.011 

0.011 

0.013 

0.001 

0.012 

0.001 

6.66 

Safe 



0.09 

0.22 

66.71 

0.26 

0.01 

0.28 

0.05 

0.73 

- 

0.0500 

0.0727 

0.0822 

0.005 

0.210 

0.210 

0.486 

0.024 

0.462 

0.299 

64.80 

Safe 

Patolya 

0823000402748700 

0.12 

0.02 

1,212.14 

0.03 

0.01 

0.04 

0.02 

0.22 

- 

0.0400 

0.0212 

0.0300 

- 

0.091 

0.091 

0.127 

0.006 

0.121 

0.209 

173.06 

Over Exploited 



0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 

Pipaldda Hariji 

0823000402750300 

0.12 

0.57 

- 

0.57 

0.03 

0.60 

0.04 

0.56 

- 

0.0900 

0.2577 

0.3121 

0.002 

0.662 

0.662 

1.266 

0.127 

1.140 

0.499 

43.78 

Safe 

Polai Kalan 

0830000203795700 

0.09 

0.01 

681.44 

0.01 

0.00 

0.01 

0.01 

0.10 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.025 

0.001 

0.024 

0.147 

616.16 

Over Exploited 

Polai Khurd 

0830000203795500 

0.09 

0.07 

66.40 

0.09 

0.01 

0.10 

0.03 

0.36 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.136 

0.007 

0.129 

0.367 

284.74 

Over Exploited 



0.09 

0.00 

4,699.31 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0018 

0.0034 

- 

0.005 

0.005 

0.006 

0.000 

0.005 

0.036 

691.75 

Over Exploited 

Prempura 

0830000203792600 

0.12 

0.04 

905.06 

0.04 

- 

0.04 

0.02 

0.34 

- 

0.0200 

0.0190 

0.0215 

- 

0.061 

0.061 

0.103 

0.005 

0.098 

0.087 

88.83 

Semi Critical 



0.09 

0.05 

174.80 

0.06 

- 

0.06 

0.03 

0.44 

- 

0.0200 

0.0250 

0.0282 

- 

0.073 

0.073 

0.128 

0.006 

0.122 

0.112 

91.88 

Critical 

Rampura @ Nayagaon 

0830000203790300 

0.12 

0.00 

4,612.82 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0033 

0.0039 

- 

0.007 

0.007 

0.008 

0.000 

0.007 

0.000 

5.09 

Safe 

Ramrajpura 

0830000303800700 

0.08 

0.00 

6,647.63 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0024 

0.0034 

- 

0.006 

0.006 

0.006 

0.000 

0.006 

0.000 

2.55 

Safe 

Rangpur 

0830000303800100 

0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.32 

117.94 

0.38 

0.05 

0.43 

0.05 

0.71 

- 

0.1400 

0.1457 

0.2059 

- 

0.492 

0.492 

0.924 

0.046 

0.877 

0.765 

87.14 

Semi Critical 

Rangrajpura 

0823000402751100 

0.12 

0.03 

242.31 

0.03 

0.01 

0.04 

0.02 

0.24 

- 

0.0300 

0.0242 

0.0342 

0.001 

0.090 

0.090 

0.133 

0.007 

0.126 

0.168 

132.96 

Over Exploited 

Rel 

0830000203799100 

0.09 

0.06 

172.95 

0.08 

0.01 

0.09 

0.02 

0.25 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.115 

0.006 

0.109 

0.262 

239.29 

Over Exploited 



0.09 

0.00 

3,414.16 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0049 

0.0069 

- 

0.012 

0.012 

0.013 

0.001 

0.012 

0.037 

309.65 

Over Exploited 

Roteda 

0823000402754300 

0.12 

0.03 

(5.41) 

0.03 

0.01 

0.03 

0.01 

0.11 

- 

0.0100 

0.0551 

0.0778 

0.011 

0.154 

0.154 

0.188 

0.009 

0.178 

0.038 

21.30 

Safe 

Rugghi 

0830000203797000 

0.07 

0.04 

163.92 

0.05 

0.01 

0.06 

0.02 

0.30 

- 

0.0200 

0.0585 

0.0709 

- 

0.150 

0.150 

0.207 

0.010 

0.197 

0.105 

53.06 

Safe 

Samadpuriya 

0823000402751000 

0.12 

0.30 

0.31 

0.31 

0.03 

0.34 

0.05 

0.75 

- 

0.0800 

0.0883 

0.1248 

0.000 

0.294 

0.294 

0.629 

0.031 

0.598 

0.437 

73.10 

Semi Critical 

Sarola 

0830000203793300 

0.07 

0.00 

109,883.57 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0002 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.000 

0.000 

- 

Safe 

Sarsala 

0823000402750900 

0.12 

0.26 

(28.34) 

0.20 

0.01 

0.22 

0.03 

0.45 

- 

0.0400 

0.1241 

0.1753 

0.002 

0.342 

0.342 

0.558 

0.028 

0.530 

0.226 

42.62 

Safe 

Seemalya 

0830000203796300 

0.09 

0.14 

- 

0.14 

0.02 

0.16 

0.03 

0.48 

- 

0.0200 

- 

- 

0.011 

0.031 

0.031 

0.193 

0.019 

0.173 

0.587 

338.86 

Over Exploited 



0.09 

0.06 

- 

0.06 

0.00 

0.06 

0.02 

0.30 

- 

0.0100 

0.0182 

0.0257 

0.000 

0.054 

0.054 

0.111 

0.011 

0.100 

0.367 

367.69 

Over Exploited 

Seenta 

0823000502774600 

0.10 

0.09 

590.26 

0.10 

0.02 

0.12 

0.02 

0.31 

- 

0.0500 

0.0718 

0.1014 

- 

0.223 

0.223 

0.346 

0.017 

0.329 

0.253 

76.81 

Semi Critical 



0.06 

0.00 

5,760.75 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0042 

0.0059 

- 

0.010 

0.010 

0.010 

0.001 

0.010 

0.012 

127.06 

Over Exploited 

Shahpura 

0830000203788900 

0.12 

0.00 

1,108.62 

0.01 

- 

0.01 

0.01 

0.20 

- 

- 

0.0050 

0.0070 

- 

0.012 

0.012 

0.018 

0.001 

0.017 

0.001 

3.90 

Safe 

Shambhoopura 

0830000303799700 

0.13 

0.01 

2,398.74 

0.01 

- 

0.01 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.019 

0.001 

0.018 

0.058 

315.82 

Over Exploited 

Sholi 

0830000203792100 

0.12 

0.22 

60.90 

0.26 

0.04 

0.30 

0.06 

0.78 

- 

0.1200 

0.0710 

0.0860 

0.002 

0.279 

0.279 

0.583 

0.029 

0.554 

0.638 

115.18 

Over Exploited 

Shopura @ Baldeopura 

0830000203789300 

0.12 

0.23 

91.97 

0.28 

0.01 

0.29 

0.06 

0.77 

- 

0.0200 

0.0644 

0.0911 

0.003 

0.178 

0.178 

0.465 

0.023 

0.442 

0.092 

20.91 

Safe 

Sogariya 

0830000343002000 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0006 

0.0008 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

2.59 

Safe 

Soonagar 

0823000402749200 

0.12 

0.59 

42.27 

0.71 

0.03 

0.74 

0.04 

0.61 

- 

0.1000 

0.2069 

0.2924 

0.000 

0.600 

0.600 

1.335 

0.067 

1.268 

0.552 

43.52 

Safe 



0.04 

0.01 

416.48 

0.01 

- 

0.01 

0.01 

0.13 

- 

0.0100 

0.0441 

0.0623 

- 

0.116 

0.116 

0.127 

0.006 

0.121 

0.058 

48.09 

Safe 

Sultanpur 

0830000203790200 

0.12 

1.32 

97.36 

1.58 

0.09 

1.67 

0.05 

0.73 

- 

0.2500 

0.3897 

0.5507 

0.012 

1.203 

1.203 

2.875 

0.144 

2.731 

1.395 

51.08 

Safe 

Surela 

0830000203792700 

0.12 

0.00 

5,159.67 

0.00 

- 

0.00 

0.00 

0.07 

- 

0.0100 

0.0064 

0.0072 

- 

0.024 

0.024 

0.027 

0.001 

0.025 

0.043 

170.45 

Over Exploited 



0.09 

0.04 

399.10 

0.04 

0.01 

0.05 

0.02 

0.30 

- 

0.0500 

0.0287 

0.0325 

- 

0.111 

0.111 

0.164 

0.008 

0.156 

0.293 

187.45 

Over Exploited 

Teerath 

0823000502774300 

0.10 

0.13 

575.49 

0.16 

0.04 

0.20 

0.02 

0.26 

- 

0.1100 

0.1324 

0.1870 

0.000 

0.430 

0.430 

0.631 

0.032 

0.599 

0.615 

102.71 

Over Exploited 



0.06 

0.00 

7,352.57 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0053 

0.0075 

- 

0.013 

0.013 

0.013 

0.001 

0.012 

0.016 

132.32 

Over Exploited 

Tharla 

0830000203791300 

0.12 

0.12 

413.57 

0.15 

0.02 

0.17 

0.06 

0.78 

- 

0.0200 

0.0224 

0.0317 

0.020 

0.094 

0.094 

0.263 

0.013 

0.250 

0.172 

69.03 

Safe 

Toran 

0830000203791100 

0.12 

0.58 

267.99 

0.69 

0.01 

0.70 

0.06 

0.78 

- 

0.0400 

0.1338 

0.1512 

0.004 

0.329 

0.329 

1.034 

0.052 

0.982 

0.357 

36.35 

Safe 

Udpuriya 

0830000203791500 

0.12 

0.36 

77.02 

0.43 

0.06 

0.48 

0.06 

0.78 

- 

0.1400 

0.1159 

0.1404 

0.009 

0.405 

0.405 

0.890 

0.044 

0.845 

0.769 

90.98 

Critical 

Ukalda 

0830000203794900 

0.09 

0.27 

30.14 

0.33 

0.01 

0.34 

0.06 

0.78 

- 

0.0300 

0.0845 

0.0955 

0.002 

0.212 

0.212 

0.552 

0.028 

0.524 

0.157 

30.00 

Safe 

Ummedpura 

0830000203793900 

0.12 

0.22 

35.29 

0.26 

0.02 

0.28 

0.06 

0.78 

- 

0.0600 

0.0702 

0.0851 

0.005 

0.221 

0.221 

0.505 

0.025 

0.479 

0.302 

62.96 

Safe 

Zalimpura 

0830000203791200 

0.12 

0.35 

411.88 

0.42 

0.01 

0.43 

0.06 

0.78 

- 

0.0400 

0.0646 

0.0912 

0.005 

0.201 

0.201 

0.632 

0.032 

0.600 

0.391 

65.06 

Safe 


Sub Basin: Chambal Upstream | 

Agra 

0829000403582700 

0.04 

0.00 

16,011.01 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.009 

1,510.33 

Over Exploited 

Amba 

0829000403574000 

0.04 

0.00 

440.90 

0.00 

- 

0.00 

0.02 

0.38 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.017 

461.10 

Over Exploited 



0.04 

0.00 

437.23 

0.00 

- 

0.00 

0.03 

0.39 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.025 

673.82 

Over Exploited 

Anti 

0824001202955800 

0.08 

0.00 

578.75 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.013 

3,335.52 

Over Exploited 

Arniya 

0829000403581300 

0.04 

0.00 

32,391.40 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

3,668.80 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.009 

991.03 

Over Exploited 

Bakhtpura 

0829000403576200 

0.04 

0.03 

823.57 

0.03 

- 

0.03 

0.02 

0.26 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.042 

0.002 

0.040 

0.062 

155.51 

Over Exploited 



0.04 

0.06 

97.55 

0.07 

0.01 

0.08 

0.03 

0.41 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.104 

0.005 

0.099 

0.089 

90.76 

Critical 

Balechhan 

0829000403578700 

0.04 

0.07 

64.72 

0.08 

0.00 

0.08 

0.06 

0.78 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.106 

0.005 

0.101 

0.108 

107.25 

Over Exploited 

Bargaon 

0829000403583000 

0.04 

0.03 

569.04 

0.03 

- 

0.03 

0.05 

0.78 

- 

- 

- 

- 

- 

- 

- 

0.032 

0.002 

0.031 

0.001 

3.86 

Safe 

Bassi 

0829000403579400 

0.04 

0.18 

81.31 

0.21 

0.03 

0.24 

0.06 

0.77 

- 

0.1300 

- 

- 

0.001 

0.131 

0.131 

0.372 

0.019 

0.353 

0.681 

192.77 

Over Exploited 

Beena-Ka-Khera 

0829000403578400 

0.04 

0.08 

73.54 

0.10 

0.00 

0.10 

0.06 

0.78 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.120 

0.006 

0.114 

0.100 

88.07 

Semi Critical 

Beer Kala Khet 

0829000403575700 

0.04 

0.03 

304.93 

0.03 

- 

0.03 

0.03 

0.46 

- 

- 

- 

- 

- 

- 

- 

0.032 

0.002 

0.030 

0.010 

33.17 

Safe 

Bhainsrorgarh 

0829000403574100 

0.04 

0.00 

11,497.04 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.017 

8,886.83 

Over Exploited 



0.04 

0.08 

180.74 

0.09 

0.02 

0.11 

0.02 

0.34 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.184 

0.009 

0.175 

0.373 

213.27 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Bhanda Kuri 

082900040357950C 

1.803 

Fresh 

Non-command 

Non-command 

Shale 

1.803 

4.65 

0.013 

0.06 

0.01 

0.00 

0.00 

0.00 

0.15 

0.09 

0.24 

0.002 

0.72 

1.21 


Bhawanipura 

082900040357600C 

3.308 

Fresh 

Non-command 

Non-command 

Shale 

1.565 

1.45 

0.013 

0.02 

0.01 

0.00 

0.00 

0.00 

0.04 

0.05 

0.08 

0.002 

0.35 

0.29 


Bhoonjar Kalan 

082900040357320C 

3.130 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.890 

2.42 

0.040 

0.07 

0.02 

0.00 

0.00 

0.00 

0.23 

0.27 

0.29 

0.003 

0.44 

0.38 


Bhoonjar Khurd 

0829000403573700 

11.472 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.030 

1.93 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.21 

0.07 

0.003 

0.13 

0.11 







Non-command 

Shale 

8.215 

1.93 

0.013 

0.07 

0.02 

0.00 

0.00 

0.00 

0.25 

0.29 

0.25 

0.011 

0.53 

0.45 


Borao 

0829000403572100 

9.177 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.380 

4.78 

0.040 

0.06 

0.01 

0.00 

0.00 

0.00 

0.31 

0.30 

0.24 

0.002 

0.11 

0.12 







Non-command 

Shale 

7.797 

4.78 

0.013 

0.35 

0.05 

0.00 

0.00 

0.00 

0.76 

0.72 

1.41 

0.011 

0.61 

0.65 


Borda 

0829000403577500 

3.210 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.191 

5.27 

0.040 

0.05 

0.01 

0.00 

0.00 

0.00 

0.71 

0.51 

0.21 

0.004 

0.72 

0.99 







Non-command 

Shale 

0.019 

5.27 

0.013 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Chhant Ka Khera 

0823000502779600 

3.824 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.007 

3.22 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dhagadmau Kalan 

0829000403572900 

4.689 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.008 

2.90 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Shale 

4.680 

2.90 

0.013 

0.13 

0.02 

0.00 

0.00 

0.00 

0.28 

0.29 

0.52 

0.006 

0.73 

0.68 


Dhamniya 

0829000403578500 

0.863 

Fresh 

Non-command 

Non-command 

Shale 

0.863 

5.34 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.05 

0.000 

0.72 

1.35 


Dhangadmau Khurd 

0829000403576900 

7.776 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

7.423 

2.68 

0.040 

0.13 

0.02 

0.00 

0.00 

0.00 

0.91 

1.01 

0.49 

0.010 

0.70 

0.63 







Non-command 

Shale 

0.353 

2.68 

0.013 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.03 

0.03 


Dhuniya 

0829000403583600 

0.433 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.382 

4.85 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.00 

0.001 

0.64 

0.61 


Forest Block 

0829000408299002 

39.833 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.189 

3.86 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.000 

0.00 

0.00 


Ganeshpura 

0829000403577800 

3.583 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.160 

5.42 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.000 

0.03 

0.04 







Non-command 

Shale 

3.423 

5.42 

0.013 

0.02 

0.00 

0.00 

0.00 

0.00 

0.25 

0.20 

0.06 

0.005 

0.69 

0.87 


Girdiya 

0829000403578300 

2.873 

Fresh 

Non-command 

Non-command 

Shale 

2.873 

5.09 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.25 

0.15 

0.11 

0.000 

0.72 

1.19 


Gopalpura 

0829000403577300 

2.634 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.627 

5.16 

0.040 

0.08 

0.01 

0.00 

0.00 

0.00 

0.61 

0.51 

0.30 

0.004 

0.72 

0.86 







Non-command 

Shale 

0.007 

5.16 

0.013 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gorakiya 

0829000403572700 

4.195 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.872 

3.30 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.41 

0.42 

0.11 

0.004 

0.49 

0.49 







Non-command 

Shale 

0.992 

3.30 

0.013 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.04 

0.001 

0.17 

0.17 


Gudha 

0824001202955900 

7.069 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.063 

1.40 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Haripura 

0829000403578800 

0.151 

Fresh 

Non-command 

Non-command 

Shale 

0.151 

5.03 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.72 

1.28 


Hatholi 

0829000403576500 

2.593 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.783 

2.86 

0.040 

0.02 

0.00 

0.00 

0.00 

0.02 

0.20 

0.24 

0.08 

0.002 

0.51 

0.43 


Jai Nagar 

0829000403577200 

0.304 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.304 

4.92 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.05 

0.000 

0.72 

0.86 


Jalampura 

0829000403578100 

2.148 

Fresh 

Non-command 

Non-command 

Shale 

2.148 

4.89 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.10 

0.00 

0.000 

0.72 

1.13 


Jamboo Kuri 

0829000403578900 

3.466 

Fresh 

Non-command 

Non-command 

Shale 

3.466 

4.91 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.14 

0.01 

0.000 

0.72 

1.33 


Kajoriya 

0829000403578200 

2.369 

Fresh 

Non-command 

Non-command 

Shale 

2.369 

4.92 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.10 

0.00 

0.000 

0.72 

1.21 


Kalyanpura 

0829000403577400 

1.392 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.392 

5.39 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.33 

0.24 

0.11 

0.002 

0.72 

0.99 



0829000403577900 

0.044 

Fresh 

Non-command 

Non-command 

Shale 

0.044 

5.02 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.72 

1.33 


Kasya 

0824001202952400 

3.936 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.025 

2.31 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 







Non-command 

Shale 

0.011 

2.31 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kesharpura 

0829000403571900 

2.894 

Fresh 

Non-command 

Non-command 

Shale 

2.894 

5.46 

0.013 

0.09 

0.01 

0.00 

0.00 

0.00 

0.28 

0.21 

0.36 

0.004 

0.72 

0.95 


Khalgaon 

0829000403573900 

0.965 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.202 

1.86 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.000 

0.15 

0.13 







Non-command 

Shale 

0.763 

1.86 

0.013 

0.02 

0.00 

0.00 

0.00 

0.01 

0.02 

0.03 

0.09 

0.001 

0.58 

0.49 


Kharnai 

0829000403581700 

10.951 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

10.559 

5.06 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

2.15 

1.73 

0.03 

0.014 

0.69 

0.86 







Non-command 

Shale 

0.355 

5.06 

0.013 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.000 

0.02 

0.03 


Khema Ka Khera 

0829000403572200 

2.492 

Fresh 

Non-command 

Non-command 

Shale 

2.492 

5.34 

0.013 

0.10 

0.02 

0.00 

0.00 

0.00 

0.25 

0.22 

0.40 

0.003 

0.72 

0.82 


Khumanganj 

0829000403573300 

4.981 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.807 

1.75 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.06 

0.001 

0.12 

0.10 







Non-command 

Shale 

4.044 

1.75 

0.013 

0.08 

0.01 

0.00 

0.00 

0.00 

0.16 

0.18 

0.32 

0.005 

0.60 

0.52 


Kishanpuriya 

0829000403572400 

3.976 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.136 

5.13 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.000 

0.02 

0.03 







Non-command 

Shale 

2.588 

5.13 

0.013 

0.04 

0.01 

0.00 

0.00 

0.00 

0.20 

0.16 

0.16 

0.004 

0.46 

0.56 


Kolpura 

0829000403583200 

4.792 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.680 

3.87 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.13 

0.04 

0.001 

0.10 

0.09 


Kripapur 

0829000403582800 

2.075 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.206 

5.37 

0.040 

0.03 

0.01 

0.00 

0.00 

0.00 

0.28 

0.28 

0.13 

0.002 

0.42 

0.42 


Lambakhoh 

0823000502779400 

8.275 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.026 

3.21 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Laxmi Khera 

0829000403572800 

3.508 

Fresh 

Non-command 

Non-command 

Shale 

3.431 

4.16 

0.013 

0.09 

0.01 

0.00 

0.00 

0.00 

0.26 

0.26 

0.34 

0.005 

0.71 

0.71 


Lothiyana 

0829000403573400 

5.532 

Fresh 

Non-command 

Non-command 

Shale 

5.532 

1.68 

0.013 

0.08 

0.01 

0.00 

0.00 

0.00 

0.18 

0.21 

0.30 

0.008 

0.74 

0.64 


Luhariya 

0829000403576400 

8.969 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

8.168 

2.48 

0.040 

0.06 

0.01 

0.00 

0.00 

0.02 

0.84 

0.99 

0.23 

0.011 

0.67 

0.57 







Non-command 

Shale 

0.801 

2.48 

0.013 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.001 

0.07 

0.06 


Mandesara 

0829000403576700 

9.336 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.587 

2.91 

0.040 

0.05 

0.01 

0.00 

0.00 

0.00 

0.69 

0.80 

0.19 

0.008 

0.44 

0.38 







Non-command 

Shale 

0.679 

2.91 

0.013 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.03 

0.001 

0.05 

0.05 


Meghniwas 

0829000403578600 

1.474 

Fresh 

Non-command 

Non-command 

Shale 

1.474 

5.32 

0.015 

0.09 

0.01 

0.00 

0.00 

0.00 

0.20 

0.10 

0.34 

0.000 

0.73 

1.39 


Mortooka 

0829000403575800 

1.715 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.624 

2.28 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.19 

0.04 

0.002 

0.70 

0.59 


Nagpura 

0829000403577100 

11.040 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

8.080 

4.21 

0.040 

0.17 

0.02 

0.00 

0.00 

0.01 

1.50 

1.44 

0.66 

0.011 

0.53 

0.55 







Non-command 

Shale 

2.961 

4.21 

0.013 

0.06 

0.01 

0.00 

0.00 

0.00 

0.21 

0.20 

0.25 

0.004 

0.19 

0.20 


Nahargarh 

0829000403572600 

6.939 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.183 

3.61 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.78 

0.72 

0.10 

0.007 

0.53 

0.58 







Non-command 

Shale 

0.517 

3.61 

0.013 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.05 

0.06 


Naroli 

0823000502779700 

4.479 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.071 

2.95 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Nasera 

0829000403573800 

0.449 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.213 

2.08 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.000 

0.35 

0.30 







Non-command 

Shale 

0.061 

2.08 

0.013 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.10 

0.09 


Naya Gaon 

0829000403573100 

1.683 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.230 

1.80 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.00 

0.002 

0.53 

0.48 


Neemri Gawa 

0824001202949400 

4.120 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.271 

3.84 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.05 

0.07 


Pachyanpura 

0824001202949300 

8.407 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.023 

3.70 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Padajhar Khurd 

0829000403585400 

1.774 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.091 

0.85 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.04 

0.03 


Paparbar 

0824001202949500 

4.082 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.075 

3.68 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.02 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Bhanda Kuri 

0829000403579500 

0.04 

0.05 

77.52 

0.06 

0.01 

0.07 

0.06 

0.77 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.122 

0.006 

0.116 

0.246 

212.54 

Over Exploited 

Bhawanipura 

0829000403576000 

0.04 

0.02 

108.04 

0.03 

0.01 

0.04 

0.02 

0.37 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.056 

0.003 

0.053 

0.086 

161.18 

Over Exploited 

Bhoonjar Kalan 

0829000403573200 

0.04 

0.03 

16,097.39 

0.04 

0.02 

0.06 

0.03 

0.47 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.110 

0.005 

0.104 

0.288 

276.14 

Over Exploited 

Bhoonjar Khurd 

0829000403573700 

0.04 

0.01 

1,752.16 

0.01 

- 

0.01 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.024 

0.001 

0.022 

0.070 

311.82 

Over Exploited 



0.04 

0.17 

11,315.01 

0.20 

0.02 

0.22 

0.04 

0.57 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.274 

0.014 

0.260 

0.263 

101.27 

Over Exploited 

Borao 

0829000403572100 

0.04 

0.01 

4,525.57 

0.01 

0.01 

0.02 

0.01 

0.12 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.048 

0.002 

0.045 

0.243 

536.29 

Over Exploited 



0.04 

0.19 

274.87 

0.23 

0.05 

0.28 

0.05 

0.66 

- 

0.1600 

- 

- 

0.004 

0.164 

0.164 

0.447 

0.022 

0.425 

1.416 

333.38 

Over Exploited 

Borda 

0829000403577500 

0.04 

0.10 

429.96 

0.12 

0.01 

0.13 

0.05 

0.77 

- 

0.0400 

- 

- 

0.000 

0.041 

0.041 

0.167 

0.008 

0.159 

0.215 

135.41 

Over Exploited 



0.04 

0.00 

26,909.66 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chhant Ka Khera 

0823000502779600 

0.06 

0.00 

(724,381.57) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.010 

0.001 

0.010 

0.000 

0.14 

Safe 

Dhagadmau Kalan 

0829000403572900 

0.04 

0.00 

239,173.73 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.14 

116.20 

0.16 

0.02 

0.19 

0.05 

0.78 

- 

0.0600 

- 

- 

0.007 

0.067 

0.067 

0.256 

0.013 

0.243 

0.521 

214.53 

Over Exploited 

Dhamniya 

0829000403578500 

0.04 

0.02 

68.45 

0.03 

0.00 

0.03 

0.06 

0.78 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.042 

0.002 

0.039 

0.045 

114.12 

Over Exploited 

Dhangadmau Khurd 

0829000403576900 

0.04 

0.22 

356.87 

0.27 

0.02 

0.29 

0.05 

0.75 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.336 

0.017 

0.319 

0.498 

156.26 

Over Exploited 



0.04 

0.00 

2,706.14 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.017 

3,259.52 

Over Exploited 

Dhuniya 

0829000403583600 

0.04 

0.01 

642.02 

0.01 

- 

0.01 

0.05 

0.69 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.012 

0.001 

4.36 

Safe 

Forest Block 

0829000408299002 

0.04 

0.00 

121,982.48 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ganeshpura 

0829000403577800 

0.04 

0.00 

12,414.83 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.09 

108.37 

0.11 

0.00 

0.12 

0.05 

0.74 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.129 

0.006 

0.123 

0.064 

51.80 

Safe 

Girdiya 

0829000403578300 

0.04 

0.08 

81.60 

0.10 

0.00 

0.10 

0.06 

0.78 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.120 

0.006 

0.114 

0.113 

99.29 

Critical 

Gopalpura 

0829000403577300 

0.04 

0.08 

535.87 

0.10 

0.01 

0.11 

0.05 

0.77 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.137 

0.007 

0.130 

0.306 

235.56 

Over Exploited 



0.04 

0.00 

71,313.47 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gorakiya 

0829000403572700 

0.04 

0.06 

585.86 

0.07 

- 

0.07 

0.04 

0.53 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.093 

0.005 

0.088 

0.116 

131.71 

Over Exploited 



0.04 

0.01 

661.64 

0.01 

- 

0.01 

0.01 

0.18 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.038 

222.45 

Over Exploited 

Gudha 

0824001202955900 

0.08 

0.00 

5,750.44 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Haripura 

0829000403578800 

0.04 

0.00 

46.81 

0.01 

- 

0.01 

0.06 

0.78 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

- 

- 

Safe 

Hatholi 

0829000403576500 

0.04 

0.04 

526.34 

0.05 

0.02 

0.07 

0.04 

0.54 

- 

0.0200 

- 

- 

0.030 

0.050 

0.050 

0.116 

0.006 

0.110 

0.086 

78.26 

Semi Critical 

Jai Nagar 

0829000403577200 

0.04 

0.01 

523.70 

0.01 

- 

0.01 

0.05 

0.78 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.021 

0.001 

0.020 

0.054 

269.96 

Over Exploited 

Jalampura 

0829000403578100 

0.04 

0.06 

62.53 

0.07 

- 

0.07 

0.06 

0.77 

- 

- 

- 

- 

- 

- 

- 

0.074 

0.004 

0.070 

- 

- 

Safe 

Jamboo Kuri 

0829000403578900 

0.04 

0.10 

38.24 

0.12 

- 

0.12 

0.06 

0.78 

- 

- 

- 

- 

- 

- 

- 

0.120 

0.006 

0.114 

0.010 

8.75 

Safe 

Kajoriya 

0829000403578200 

0.04 

0.07 

52.38 

0.08 

- 

0.08 

0.06 

0.78 

- 

- 

- 

- 

- 

- 

- 

0.082 

0.004 

0.078 

- 

- 

Safe 

Kalyanpura 

0829000403577400 

0.04 

0.04 

459.47 

0.05 

0.00 

0.05 

0.06 

0.77 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.071 

0.004 

0.068 

0.114 

168.45 

Over Exploited 


0829000403577900 

0.04 

0.00 

40.18 

0.00 

- 

0.00 

0.06 

0.78 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

- 

- 

Safe 

Kasya 

0824001202952400 

0.08 

0.00 

10,979.58 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

35,584.39 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kesharpura 

0829000403571900 

0.04 

0.08 

150.84 

0.10 

0.01 

0.11 

0.06 

0.77 

- 

0.0700 

- 

- 

0.001 

0.071 

0.071 

0.180 

0.009 

0.171 

0.364 

212.28 

Over Exploited 

Khalgaon 

0829000403573900 

0.04 

0.00 

2,120.79 

0.00 

- 

0.00 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.025 

1,663.40 

Over Exploited 



0.04 

0.02 

62.74 

0.02 

0.01 

0.03 

0.04 

0.62 

- 

0.0200 

- 

- 

0.020 

0.040 

0.040 

0.074 

0.004 

0.071 

0.093 

131.67 

Over Exploited 

Kharnai 

0829000403581700 

0.04 

0.31 

455.03 

0.37 

0.00 

0.38 

0.05 

0.75 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.388 

0.019 

0.368 

0.048 

13.12 

Safe 



0.04 

0.00 

5,382.59 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khema Ka Khera 

0829000403572200 

0.04 

0.07 

201.70 

0.09 

0.02 

0.11 

0.06 

0.77 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.158 

0.008 

0.150 

0.403 

269.21 

Over Exploited 

Khumanganj 

0829000403573300 

0.04 

0.00 

2,049.69 

0.00 

- 

0.00 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.014 

0.063 

445.54 

Over Exploited 



0.04 

0.10 

88.56 

0.12 

0.01 

0.13 

0.04 

0.64 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.186 

0.009 

0.176 

0.321 

182.17 

Over Exploited 

Kishanpuriya 

0829000403572400 

0.04 

0.00 

16,185.52 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

5,127.84 

Over Exploited 



0.04 

0.05 

234.99 

0.06 

0.01 

0.07 

0.04 

0.50 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.087 

0.004 

0.083 

0.166 

199.29 

Over Exploited 

Kolpura 

0829000403583200 

0.04 

0.00 

4,178.73 

0.00 

- 

0.00 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.043 

331.85 

Over Exploited 

Kripapur 

0829000403582800 

0.04 

0.02 

1,179.49 

0.03 

0.01 

0.04 

0.03 

0.45 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.066 

0.003 

0.063 

0.136 

216.33 

Over Exploited 

Lambakhoh 

0823000502779400 

0.06 

0.00 

24,330.87 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Laxmi Khera 

0829000403572800 

0.04 

0.10 

166.84 

0.12 

0.01 

0.13 

0.05 

0.76 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.167 

0.008 

0.158 

0.342 

215.74 

Over Exploited 

Lothiyana 

0829000403573400 

0.04 

0.16 

30.95 

0.20 

0.01 

0.21 

0.05 

0.79 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.239 

0.012 

0.227 

0.310 

136.35 

Over Exploited 

Luhariya 

0829000403576400 

0.04 

0.23 

323.10 

0.28 

0.03 

0.32 

0.05 

0.72 

- 

0.0400 

- 

- 

0.037 

0.077 

0.077 

0.393 

0.020 

0.373 

0.237 

63.55 

Safe 



0.04 

0.00 

1,296.59 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.002 

0.018 

751.12 

Over Exploited 

Mandesara 

0829000403576700 

0.04 

0.10 

664.53 

0.13 

0.01 

0.14 

0.03 

0.47 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.176 

0.009 

0.167 

0.201 

120.09 

Over Exploited 



0.04 

0.00 

2,672.45 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.026 

1,564.26 

Over Exploited 

Meghniwas 

0829000403578600 

0.04 

0.04 

141.12 

0.05 

0.01 

0.06 

0.06 

0.78 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.121 

0.006 

0.115 

0.341 

295.89 

Over Exploited 

Mortooka 

0829000403575800 

0.04 

0.05 

288.22 

0.06 

- 

0.06 

0.05 

0.75 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.068 

0.003 

0.065 

0.044 

68.38 

Safe 

Nagpura 

0829000403577100 

0.04 

0.18 

689.82 

0.22 

0.03 

0.25 

0.04 

0.57 

- 

0.0700 

- 

- 

0.016 

0.086 

0.086 

0.337 

0.017 

0.320 

0.675 

211.05 

Over Exploited 



0.04 

0.02 

759.20 

0.03 

0.01 

0.04 

0.01 

0.21 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.068 

0.003 

0.064 

0.250 

388.85 

Over Exploited 

Nahargarh 

0829000403572600 

0.04 

0.12 

410.53 

0.14 

- 

0.14 

0.04 

0.58 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.161 

0.008 

0.153 

0.108 

70.60 

Semi Critical 



0.04 

0.00 

1,857.46 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.009 

694.94 

Over Exploited 

Naroli 

0823000502779700 

0.06 

0.00 

4,963.50 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nasera 

0829000403573800 

0.04 

0.00 

563.60 

0.00 

- 

0.00 

0.02 

0.37 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.008 

229.75 

Over Exploited 



0.04 

0.00 

667.07 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Naya Gaon 

0829000403573100 

0.04 

0.03 

250.84 

0.03 

- 

0.03 

0.04 

0.57 

- 

- 

- 

- 

- 

- 

- 

0.033 

0.002 

0.032 

0.002 

5.26 

Safe 

Neemri Gawa 

0824001202949400 

0.08 

0.00 

1,292.49 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.006 

505.16 

Over Exploited 

Pachyanpura 

0824001202949300 

0.08 

0.00 

28,506.58 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Padajhar Khurd 

0829000403585400 

0.04 

0.00 

2,404.16 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

4,823.03 

Over Exploited 

Paparbar 

0824001202949500 

0.08 

0.00 

4,922.91 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 
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Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 
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m 
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m 

m 

(V 
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(4) 
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(11) 

(12) 
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(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Parlai Khurd 

0829000403579300 

5.225 

Fresh 

Non-command 

Non-command 

Shale 

3.977 

4.67 

0.013 

0.03 

0.00 

0.00 

0.00 

0.00 

0.26 

0.14 

0.10 

0.005 

0.55 

1.00 


Peepalda 

0829000403571700 

6.481 

Fresh 

Non-command 

Non-command 

Shale 

6.481 

5.39 

0.013 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.30 

0.00 

0.009 

0.71 

1.03 


Peerpura 

0829000403573600 

0.895 

Fresh 

Non-command 

Non-command 

Shale 

0.431 

1.56 

0.013 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.36 

0.30 


Pratappura 

0829000403572300 

3.091 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.232 

5.12 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.02 

0.000 

0.05 

0.06 







Non-command 

Shale 

2.860 

5.12 

0.013 

0.08 

0.01 

0.00 

0.00 

0.00 

0.25 

0.23 

0.33 

0.004 

0.66 

0.74 


Rajpura 

0823000502779800 

5.712 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.242 

2.36 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.03 

0.03 


Ramnagar 

0829000403577700 

0.381 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.381 

4.80 

0.040 

0.05 

0.01 

0.00 

0.00 

0.00 

0.11 

0.09 

0.20 

0.001 

0.72 

0.87 


Ratanpura 

0829000403576600 

1.727 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.196 

2.81 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.05 

0.000 

0.08 

0.07 


Rawatpura 

0829000403582900 

1.487 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.487 

5.35 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.34 

0.31 

0.08 

0.002 

0.72 

0.78 


Sanga Ki Bari 

0829000403578000 

3.465 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.187 

4.93 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.04 

0.06 







Non-command 

Shale 

3.278 

4.93 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.16 

0.01 

0.000 

0.68 

1.04 


Shambhoo Nath Ji Ka Khera 

0829000403572500 

4.373 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.000 

5.08 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Shale 

3.647 

5.08 

0.013 

0.06 

0.01 

0.00 

0.00 

0.00 

0.28 

0.22 

0.25 

0.005 

0.59 

0.76 


Shambhoopura 

0829000403577600 

1.837 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.837 

5.11 

0.040 

0.06 

0.01 

0.00 

0.00 

0.00 

0.43 

0.32 

0.22 

0.002 

0.72 

0.95 


Shripura 

0829000403573500 

15.439 

Fresh 

Non-command 

Non-command 

Shale 

15.439 

1.62 

0.013 

0.21 

0.03 

0.00 

0.00 

0.01 

0.48 

0.57 

0.82 

0.021 

0.74 

0.63 


Sukhpura 

0829000403573000 

10.806 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.638 

2.25 

0.040 

0.06 

0.01 

0.00 

0.00 

0.00 

0.38 

0.40 

0.22 

0.005 

0.24 

0.23 







Non-command 

Shale 

5.263 

2.25 

0.013 

0.08 

0.01 

0.00 

0.00 

0.00 

0.22 

0.23 

0.30 

0.007 

0.35 

0.33 


Suthala 

0829000403576300 

6.288 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.738 

1.75 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.16 

0.03 

0.002 

0.20 

0.17 







Non-command 

Shale 

4.550 

1.75 

0.013 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.14 

0.06 

0.006 

0.53 

0.45 


Suthiyal 

0824001202952300 

1.027 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.127 

3.02 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.09 

0.11 


Takarda 

0829000403571800 

4.995 

Fresh 

Non-command 

Non-command 

Shale 

4.995 

5.45 

0.013 

0.20 

0.03 

0.00 

0.00 

0.00 

0.51 

0.37 

0.80 

0.007 

0.71 

1.00 


Tamboliya 

0829000403572000 

3.120 

Fresh 

Non-command 

Non-command 

Shale 

3.120 

5.43 

0.013 

0.15 

0.02 

0.00 

0.00 

0.00 

0.34 

0.28 

0.59 

0.004 

0.72 

0.87 


Tilaswan 

0824001202952200 

7.255 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.096 

2.73 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Umarcha 

0829000403577000 

7.991 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.500 

4.82 

0.040 

0.01 

0.00 

0.00 

0.00 

0.02 

0.47 

0.36 

0.03 

0.003 

0.23 

0.30 







Non-command 

Shale 

5.491 

4.82 

0.013 

0.01 

0.00 

0.00 

0.00 

0.00 

0.34 

0.26 

0.04 

0.007 

0.50 

0.65 

08003013 

Amalda 

0829000303560300 

5.344 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.433 

4.76 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.05 

0.000 

0.05 

0.05 


Amarpura 

0829000303569300 

1.448 

Fresh 

Non-command 

Non-command 

Shale 

1.448 

4.65 

0.015 

0.09 

0.01 

0.00 

0.00 

0.00 

0.18 

0.08 

0.36 

0.000 

0.74 

1.62 


Amba 

0829000303561100 

1.229 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.321 

5.50 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.000 

0.14 

0.14 



0829000303565900 

0.892 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.001 

4.48 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Shale 

0.891 

4.48 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.05 

0.000 

0.58 

0.73 


Amjhariya 

0829000303552400 

4.315 

Fresh 

Non-command 

Non-command 

Shale 

0.097 

5.55 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Anoppura 

0829000303560500 

5.856 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.194 

4.79 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.46 

0.43 

0.26 

0.000 

0.39 

0.42 







Non-command 

Shale 

0.044 

4.79 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 



0829000303567700 

0.791 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.001 

4.51 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Shale 

0.790 

4.51 

0.015 

0.19 

0.03 

0.00 

0.00 

0.00 

0.21 

0.11 

0.75 

0.000 

0.70 

1.40 


Anwalhera 

0829000303563200 

4.231 

Fresh 

Non-command 

Non-command 

Limestone 

2.832 

6.59 

0.020 

0.12 

0.02 

0.00 

0.00 

0.00 

0.47 

0.22 

0.49 

0.000 

0.49 

1.07 







Non-command 

Shale 

1.399 

6.59 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.17 

0.08 

0.15 

0.000 

0.24 

0.53 


Badanpura 

0829000303568400 

1.391 

Fresh 

Non-command 

Non-command 

Shale 

1.391 

5.40 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.15 

0.07 

0.20 

0.000 

0.74 

1.61 


Bagpachhli Kheri 

0829000303564700 

2.609 

Fresh 

Non-command 

Non-command 

Shale 

2.609 

6.04 

0.015 

0.14 

0.02 

0.00 

0.00 

0.00 

0.36 

0.17 

0.58 

0.000 

0.73 

1.56 


Bagpura 

0829000303566800 

10.589 

Fresh 

Non-command 

Non-command 

Shale 

10.567 

4.55 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.74 

0.48 

0.09 

0.000 

0.65 

1.00 


Bamanhera 

0829000303568700 

1.873 

Fresh 

Non-command 

Non-command 

Limestone 

0.312 

5.26 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.07 

0.000 

0.12 

0.27 







Non-command 

Shale 

1.561 

5.26 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.17 

0.08 

0.24 

0.000 

0.62 

1.35 


Bandan Ka Rajpura 

0829000303567100 

2.184 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.134 

4.44 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.23 

0.13 

0.22 

0.000 

0.65 

1.14 







Non-command 

Shale 

0.050 

4.44 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.03 


Bande Ka Ramnagar 

0829000303565300 

1.208 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.208 

4.46 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.13 

0.07 

0.13 

0.000 

0.66 

1.15 


Begun (M) 

0829000342901000 

11.832 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

8.826 

5.85 

0.020 

0.86 

0.05 

0.00 

0.00 

0.01 

1.83 

0.95 

1.41 

1.542 

0.52 

1.00 







Non-command 

Shale 

3.006 

5.85 

0.015 

0.29 

0.02 

0.00 

0.00 

0.00 

0.53 

0.28 

0.48 

0.525 

0.18 

0.34 


Bhachardi 

0829000303560800 

0.653 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.475 

5.10 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.05 

0.000 

0.39 

0.41 







Non-command 

Shale 

0.178 

5.10 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.15 

0.15 


Bhagwanpura 

0829000303564800 

0.993 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.422 

5.59 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.04 

0.000 

0.31 

0.64 







Non-command 

Shale 

0.571 

5.59 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.06 

0.000 

0.41 

0.87 


Bhanwariya Khurd 

0829000303559000 

3.325 

Fresh 

Non-command 

Non-command 

Shale 

1.270 

7.17 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.08 

0.09 

0.000 

0.27 

0.50 


Bhatkhera Joona 

0829000303570400 

0.404 

Fresh 

Non-command 

Non-command 

Shale 

0.404 

4.83 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.02 

0.000 

0.73 

1.58 


Bhatkhera Naya 

0829000303570000 

0.934 

Fresh 

Non-command 

Non-command 

Shale 

0.934 

5.01 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.06 

0.000 

0.74 

1.61 


Bheelon Ki Baithak 

0829000303561900 

1.472 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.441 

4.50 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.03 

0.000 

0.17 

0.20 


Bor Baori 

0829000303569200 

1.862 

Fresh 

Non-command 

Non-command 

Shale 

1.862 

4.18 

0.015 

0.09 

0.01 

0.00 

0.00 

0.00 

0.20 

0.09 

0.36 

0.000 

0.74 

1.62 


Borakundi 

0829000303570700 

0.489 

Fresh 

Non-command 

Non-command 

Shale 

0.489 

4.59 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.06 

0.000 

0.70 

1.36 


Brijpura 

0829000303567000 

2.303 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.289 

4.44 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.26 

0.16 

0.29 

0.000 

0.64 

1.06 







Non-command 

Shale 

0.014 

4.44 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Chainsingh Ji Ka Rajpura 

0829000303562400 

2.055 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.055 

5.54 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.30 

0.18 

0.34 

0.000 

0.64 

1.03 


Chanchpura 

0829000303560100 

6.374 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.806 

5.65 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.16 

0.03 

0.000 

0.17 

0.22 


Chanda Kheri 

0829000303558500 

7.915 

Fresh 

Non-command 

Non-command 

Limestone 

0.289 

4.63 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.04 

0.000 

0.03 

0.05 


Charchha 

0829000303566000 

7.907 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.081 

4.68 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 







Non-command 

Shale 

7.823 

4.68 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.62 

0.53 

0.32 

0.000 

0.57 

0.67 


Chechi 

0829000303569600 

3.755 

Fresh 

Non-command 

Non-command 

Limestone 

1.012 

5.38 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.16 

0.07 

0.23 

0.000 

0.20 

0.44 







Non-command 

Shale 

2.743 

5.38 

0.015 

0.10 

0.02 

0.00 

0.00 

0.00 

0.30 

0.14 

0.40 

0.000 

0.54 

1.18 


Chekli 

0829000303571300 

0.775 

Fresh 

Non-command 

Non-command 

Shale 

0.775 

4.82 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.03 

0.04 

0.000 

0.73 

1.55 


Chhaliyon Ki Baithak 

0829000303562000 

0.974 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.974 

4.46 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.09 

0.17 

0.000 

0.58 

0.75 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Parlai Khurd 

0829000403579300 

0.04 

0.09 

64.03 

0.10 

0.00 

0.10 

0.04 

0.59 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.125 

0.006 

0.119 

0.109 

91.78 

Critical 

Peepalda 

0829000403571700 

0.04 

0.18 

63.07 

0.22 

0.00 

0.22 

0.06 

0.77 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.227 

0.011 

0.216 

0.009 

4.08 

Safe 

Peerpura 

0829000403573600 

0.04 

0.01 

62.80 

0.01 

- 

0.01 

0.03 

0.38 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.001 

8.36 

Safe 

Pratappura 

0829000403572300 

0.04 

0.00 

7,908.78 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.017 

2,868.81 

Over Exploited 



0.04 

0.08 

198.54 

0.09 

0.01 

0.10 

0.05 

0.71 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.141 

0.007 

0.134 

0.336 

250.75 

Over Exploited 

Rajpura 

0823000502779800 

0.06 

0.00 

1,376.49 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.008 

1,633.80 

Over Exploited 

Ramnagar 

0829000403577700 

0.04 

0.01 

702.95 

0.01 

0.01 

0.02 

0.05 

0.78 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.044 

0.002 

0.042 

0.203 

483.96 

Over Exploited 

Ratanpura 

0829000403576600 

0.04 

0.00 

5,305.40 

0.00 

- 

0.00 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.050 

488.15 

Over Exploited 

Rawatpura 

0829000403582900 

0.04 

0.05 

585.81 

0.05 

0.00 

0.06 

0.05 

0.78 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.077 

0.004 

0.073 

0.086 

117.69 

Over Exploited 

Sanga Ki Bari 

0829000403578000 

0.10 

0.00 

1,554.44 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

- 

- 

Safe 



0.04 

0.09 

77.75 

0.11 

- 

0.11 

0.05 

0.73 

- 

- 

- 

- 

- 

- 

- 

0.107 

0.005 

0.102 

0.010 

9.84 

Safe 

Shambhoo Nath Ji Ka Khera 

0829000403572500 

0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.09 

152.98 

0.10 

0.01 

0.11 

0.05 

0.64 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.143 

0.007 

0.136 

0.255 

187.44 

Over Exploited 

Shambhoopura 

0829000403577600 

0.04 

0.06 

470.47 

0.07 

0.01 

0.08 

0.05 

0.77 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.118 

0.006 

0.112 

0.220 

197.39 

Over Exploited 

Shripura 

0829000403573500 

0.04 

0.46 

25.51 

0.55 

0.04 

0.58 

0.05 

0.79 

- 

0.1500 

- 

- 

0.011 

0.161 

0.161 

0.745 

0.037 

0.708 

0.836 

118.07 

Over Exploited 

Sukhpura 

0829000403573000 

0.04 

0.04 

########## 

0.05 

0.01 

0.06 

0.02 

0.26 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.095 

0.005 

0.091 

0.221 

243.69 

Over Exploited 



0.04 

0.07 

212.01 

0.09 

0.01 

0.10 

0.03 

0.38 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.159 

0.008 

0.151 

0.311 

205.54 

Over Exploited 

Suthala 

0829000403576300 

0.04 

0.02 

934.18 

0.02 

- 

0.02 

0.01 

0.22 

- 

- 

- 

- 

- 

- 

- 

0.018 

0.001 

0.017 

0.027 

158.89 

Over Exploited 



0.04 

0.10 

45.65 

0.12 

- 

0.12 

0.04 

0.57 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.127 

0.006 

0.120 

0.065 

54.13 

Safe 

Suthiyal 

0824001202952300 

0.08 

0.00 

384.14 

0.00 

0.00 

0.00 

0.01 

0.09 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.007 

0.000 

0.006 

0.000 

5.48 

Safe 

Takarda 

0829000403571800 

0.04 

0.14 

156.28 

0.17 

0.03 

0.20 

0.06 

0.77 

- 

0.1500 

- 

- 

0.001 

0.151 

0.151 

0.353 

0.018 

0.336 

0.807 

240.35 

Over Exploited 

Tamboliya 

0829000403572000 

0.04 

0.09 

213.01 

0.11 

0.02 

0.13 

0.06 

0.77 

- 

0.0700 

- 

- 

0.003 

0.073 

0.073 

0.202 

0.010 

0.192 

0.598 

311.26 

Over Exploited 

Tilaswan 

0824001202952200 

0.08 

0.00 

3,753.29 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.005 

0.000 

0.004 

0.005 

120.44 

Over Exploited 

Umarcha 

0829000403577000 

0.04 

0.02 

1,405.18 

0.03 

0.02 

0.05 

0.02 

0.24 

- 

- 

- 

- 

0.028 

0.028 

0.028 

0.076 

0.004 

0.072 

0.028 

39.25 

Safe 



0.04 

0.11 

139.40 

0.13 

- 

0.13 

0.04 

0.53 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.140 

0.007 

0.133 

0.049 

37.06 

Safe 

Amalda 

0829000303560300 

0.10 

0.00 

2,234.09 

0.00 

- 

0.00 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.012 

0.046 

392.42 

Over Exploited 

Amarpura 

0829000303569300 

0.04 

0.04 

91.52 

0.05 

0.01 

0.06 

0.06 

0.79 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.104 

0.005 

0.098 

0.360 

366.09 

Over Exploited 

Amba 

0829000303561100 

0.10 

0.00 

674.01 

0.01 

- 

0.01 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

- 

- 

Safe 


0829000303565900 

0.10 

0.00 

139,708.75 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.04 

0.02 

170.45 

0.02 

- 

0.02 

0.05 

0.63 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.035 

0.002 

0.033 

0.053 

159.69 

Over Exploited 

Amjhariya 

0829000303552400 

0.04 

0.00 

16,918.89 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 

Anoppura 

0829000303560500 

0.10 

0.16 

163.55 

0.20 

0.01 

0.21 

0.04 

0.43 

- 

0.0500 

- 

- 

0.002 

0.052 

0.052 

0.260 

0.013 

0.247 

0.260 

105.12 

Over Exploited 



0.04 

0.00 

40,546.60 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 


0829000303567700 

0.10 

0.00 

70,411.92 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.04 

0.02 

383.15 

0.03 

0.03 

0.06 

0.05 

0.76 

- 

0.1400 

- 

- 

- 

0.140 

0.140 

0.197 

0.010 

0.187 

0.754 

403.60 

Over Exploited 

Anwalhera 

0829000303563200 

0.06 

0.08 

158.23 

0.10 

0.02 

0.12 

0.04 

0.53 

- 

0.0600 

- 

- 

0.005 

0.065 

0.065 

0.188 

0.009 

0.179 

0.489 

273.72 

Over Exploited 



0.04 

0.01 

467.09 

0.02 

0.01 

0.03 

0.02 

0.26 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.047 

0.002 

0.044 

0.146 

328.23 

Over Exploited 

Badanpura 

0829000303568400 

0.04 

0.04 

70.56 

0.05 

0.01 

0.06 

0.06 

0.79 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.079 

0.004 

0.075 

0.197 

261.90 

Over Exploited 

Bagpachhli Kheri 

0829000303564700 

0.04 

0.08 

118.58 

0.09 

0.02 

0.11 

0.06 

0.78 

- 

0.0700 

- 

- 

0.001 

0.071 

0.071 

0.184 

0.009 

0.174 

0.578 

331.38 

Over Exploited 

Bagpura 

0829000303566800 

0.04 

0.27 

75.84 

0.33 

- 

0.33 

0.05 

0.70 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.347 

0.017 

0.330 

0.091 

27.57 

Safe 

Bamanhera 

0829000303568700 

0.06 

0.00 

942.33 

0.00 

- 

0.00 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.071 

585.57 

Over Exploited 



0.04 

0.04 

105.08 

0.05 

0.01 

0.06 

0.05 

0.66 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.086 

0.004 

0.082 

0.242 

295.83 

Over Exploited 

Bandan Ka Rajpura 

0829000303567100 

0.10 

0.14 

(5.80) 

0.13 

0.01 

0.14 

0.05 

0.70 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.180 

0.009 

0.171 

0.216 

126.25 

Over Exploited 



0.04 

0.00 

6,149.88 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

14,427.24 

Over Exploited 

Bande Ka Ramnagar 

0829000303565300 

0.10 

0.08 

(8.15) 

0.07 

0.01 

0.08 

0.05 

0.71 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.113 

0.006 

0.107 

0.134 

124.83 

Over Exploited 

Begun (M) 

0829000342901000 

0.10 

0.46 

107.77 

0.55 

0.06 

0.61 

0.04 

0.56 

- 

0.2600 

- 

- 

0.020 

0.280 

0.280 

0.889 

0.044 

0.845 

2.953 

349.63 

Over Exploited 



0.04 

0.02 

1,204.44 

0.03 

0.02 

0.05 

0.01 

0.19 

- 

0.0900 

- 

- 

0.001 

0.092 

0.092 

0.138 

0.007 

0.131 

1.005 

767.86 

Over Exploited 

Bhachardi 

0829000303560800 

0.10 

0.02 

197.48 

0.02 

0.00 

0.02 

0.04 

0.43 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.034 

0.002 

0.033 

0.045 

137.99 

Over Exploited 



0.04 

0.00 

1,147.93 

0.00 

- 

0.00 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.014 

1,169.88 

Over Exploited 

Bhagwanpura 

0829000303564800 

0.10 

0.01 

111.16 

0.02 

- 

0.02 

0.02 

0.33 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.026 

0.001 

0.024 

0.041 

169.15 

Over Exploited 



0.04 

0.01 

191.43 

0.01 

- 

0.01 

0.03 

0.45 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.021 

0.001 

0.020 

0.058 

285.77 

Over Exploited 

Bhanwariya Khurd 

0829000303559000 

0.04 

0.01 

520.20 

0.02 

- 

0.02 

0.02 

0.29 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.036 

0.002 

0.034 

0.089 

258.56 

Over Exploited 

Bhatkhera Joona 

0829000303570400 

0.04 

0.01 

53.82 

0.01 

- 

0.01 

0.06 

0.79 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.013 

0.024 

177.93 

Over Exploited 

Bhatkhera Naya 

0829000303570000 

0.04 

0.03 

33.27 

0.03 

- 

0.03 

0.06 

0.79 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.043 

0.002 

0.041 

0.055 

134.50 

Over Exploited 

Bheelon Ki Baithak 

0829000303561900 

0.10 

0.01 

467.90 

0.01 

- 

0.01 

0.01 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.008 

0.026 

306.20 

Over Exploited 

Bor Baori 

0829000303569200 

0.04 

0.05 

62.61 

0.07 

0.01 

0.08 

0.06 

0.79 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.116 

0.006 

0.110 

0.360 

326.75 

Over Exploited 

Borakundi 

0829000303570700 

0.04 

0.01 

63.89 

0.02 

- 

0.02 

0.05 

0.76 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.026 

0.001 

0.025 

0.055 

218.68 

Over Exploited 

Brijpura 

0829000303567000 

0.10 

0.15 

7.41 

0.16 

0.01 

0.17 

0.05 

0.69 

- 

0.0500 

- 

- 

0.003 

0.053 

0.053 

0.223 

0.011 

0.212 

0.290 

136.78 

Over Exploited 



0.04 

0.00 

23,076.73 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 

Chainsingh Ji Ka Rajpura 

0829000303562400 

0.10 

0.13 

40.40 

0.16 

0.01 

0.17 

0.05 

0.69 

- 

0.0600 

- 

- 

0.001 

0.061 

0.061 

0.229 

0.011 

0.217 

0.336 

154.51 

Over Exploited 

Chanchpura 

0829000303560100 

0.10 

0.03 

446.71 

0.04 

- 

0.04 

0.01 

0.18 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.046 

0.002 

0.044 

0.027 

61.94 

Safe 

Chanda Kheri 

0829000303558500 

0.06 

0.00 

3,781.85 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.035 

349.10 

Over Exploited 

Charchha 

0829000303566000 

0.10 

0.00 

13,410.88 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.04 

0.18 

194.23 

0.22 

0.01 

0.23 

0.05 

0.62 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.285 

0.014 

0.271 

0.319 

117.76 

Over Exploited 

Chechi 

0829000303569600 

0.06 

0.01 

499.14 

0.01 

0.01 

0.02 

0.02 

0.21 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.054 

0.003 

0.052 

0.226 

436.66 

Over Exploited 



0.04 

0.06 

131.33 

0.07 

0.02 

0.09 

0.04 

0.58 

- 

0.0500 

- 

- 

0.002 

0.052 

0.052 

0.143 

0.007 

0.136 

0.403 

295.66 

Over Exploited 

Chekli 

0829000303571300 

0.04 

0.02 

37.63 

0.03 

- 

0.03 

0.06 

0.78 

- 

- 

- 

- 

- 

- 

- 

0.027 

0.001 

0.026 

0.041 

159.16 

Over Exploited 

Chhaliyon Ki Baithak 

0829000303562000 

0.10 

0.06 

60.59 

0.07 

0.01 

0.08 

0.05 

0.63 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.108 

0.005 

0.103 

0.173 

168.62 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Daulatpur 

082900030356500C 

4.682 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.612 

4.90 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.38 

0.18 

0.15 

0.000 

0.55 

1.15 







Non-command 

Shale 

1.069 

4.90 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.04 

0.04 

0.000 

0.16 

0.34 


Dediya 

082900030357100C 

3.898 

Fresh 

Non-command 

Non-command 

Shale 

3.898 

4.67 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.30 

0.16 

0.11 

0.000 

0.70 

1.32 


Delwalgarh 

0829000303561300 

5.306 

Fresh 

Non-command 

Non-command 

Shale 

1.755 

5.49 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.14 

0.00 

0.000 

0.18 

0.18 


Deoriya 

0829000303564200 

1.263 

Fresh 

Non-command 

Non-command 

Limestone 

0.014 

5.32 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 







Non-command 

Bhander Sandstone 

0.760 

5.32 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.04 

0.03 

0.000 

0.44 

0.97 







Non-command 

Shale 

0.488 

5.32 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.01 

0.000 

0.29 

0.62 


Dhabai Ji Ka Khera 

0829000303567800 

1.062 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.428 

4.60 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.02 

0.000 

0.29 

0.60 







Non-command 

Shale 

0.635 

4.60 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.03 

0.000 

0.43 

0.89 


Dhamancha 

0829000303570500 

4.354 

Fresh 

Non-command 

Non-command 

Shale 

4.354 

4.68 

0.015 

0.20 

0.03 

0.00 

0.00 

0.00 

0.47 

0.22 

0.80 

0.000 

0.72 

1.53 


Dhanora 

0829000303564600 

4.514 

Fresh 

Non-command 

Non-command 

Limestone 

0.933 

6.13 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.14 

0.07 

0.17 

0.000 

0.15 

0.33 







Non-command 

Shale 

3.581 

6.13 

0.015 

0.10 

0.02 

0.00 

0.00 

0.00 

0.41 

0.19 

0.41 

0.000 

0.58 

1.27 


Dharamdas Ji Ka Khera 

0829000303570900 

3.772 

Fresh 

Non-command 

Non-command 

Shale 

3.772 

4.63 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.27 

0.15 

0.02 

0.000 

0.68 

1.20 


Dharla 

0829000303563600 

5.257 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.656 

2.36 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.05 

0.000 

0.09 

0.19 


Dhawrakuri 

0829000303571400 

1.774 

Fresh 

Non-command 

Non-command 

Shale 

1.774 

4.83 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.06 

0.06 

0.000 

0.73 

1.57 


Dobiyan 

0829000303570300 

1.484 

Fresh 

Non-command 

Non-command 

Shale 

1.484 

4.92 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.06 

0.07 

0.000 

0.73 

1.60 


Dorai 

0829000303566700 

4.485 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.200 

4.45 

0.020 

0.10 

0.01 

0.00 

0.00 

0.01 

0.36 

0.24 

0.39 

0.000 

0.45 

0.68 







Non-command 

Shale 

1.284 

4.45 

0.015 

0.04 

0.01 

0.00 

0.00 

0.01 

0.11 

0.07 

0.15 

0.000 

0.18 

0.27 


Fatehpur 

0829000303561600 

1.586 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.227 

4.68 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.06 

0.000 

0.43 

0.47 







Non-command 

Shale 

0.359 

4.68 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.000 

0.13 

0.14 


Fatehpur @ Jhunjala Magr 

0829000303571100 

2.436 

Fresh 

Non-command 

Non-command 

Shale 

2.436 

4.72 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.09 

0.02 

0.000 

0.71 

1.39 


Galyabaori 

0829000303570200 

3.050 

Fresh 

Non-command 

Non-command 

Shale 

3.050 

4.95 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.29 

0.13 

0.31 

0.000 

0.74 

1.61 


Gandeliya 

0829000303567400 

0.788 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.073 

4.45 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.000 

0.06 

0.11 







Non-command 

Shale 

0.715 

4.45 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.05 

0.000 

0.61 

1.09 


Ganeshpura 

0829000303562900 

2.110 

Fresh 

Non-command 

Non-command 

Shale 

2.110 

7.05 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.26 

0.12 

0.21 

0.000 

0.73 

1.53 


Gangapur 

0829000303562600 

1.082 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.237 

6.82 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.03 

0.000 

0.15 

0.26 







Non-command 

Shale 

0.845 

6.82 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.09 

0.000 

0.52 

0.93 


Garhwara 

0829000303567500 

1.943 

Fresh 

Non-command 

Non-command 

Shale 

1.943 

4.46 

0.015 

0.02 

0.00 

0.00 

0.00 

0.02 

0.13 

0.07 

0.08 

0.000 

0.69 

1.29 


Ghatabao 

0829000303554400 

0.926 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.000 

5.08 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ghati 

0829000403579000 

5.648 

Fresh 

Non-command 

Non-command 

Shale 

5.648 

4.71 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.43 

0.22 

0.10 

0.000 

0.73 

1.45 


Gopalpura 

0829000303565100 

1.470 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.470 

4.51 

0.020 

0.15 

0.02 

0.00 

0.00 

0.00 

0.26 

0.14 

0.62 

0.000 

0.68 

1.29 


Govindpura 

0829000303568600 

2.830 

Fresh 

Non-command 

Non-command 

Limestone 

2.329 

5.69 

0.020 

0.20 

0.03 

0.00 

0.00 

0.00 

0.44 

0.20 

0.80 

0.000 

0.61 

1.33 







Non-command 

Shale 

0.501 

5.69 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.03 

0.12 

0.000 

0.13 

0.29 


Guiana 

0829000303564500 

4.084 

Fresh 

Non-command 

Non-command 

Limestone 

2.947 

5.80 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.42 

0.19 

0.34 

0.000 

0.53 

1.17 







Non-command 

Shale 

1.137 

5.80 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.05 

0.08 

0.000 

0.21 

0.45 


Flanutiya 

0829000303569400 

1.611 

Fresh 

Non-command 

Non-command 

Shale 

1.611 

4.90 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.19 

0.09 

0.31 

0.000 

0.74 

1.62 


Haripura 

0829000303565700 

0.575 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.492 

4.45 

0.020 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.00 

0.000 

0.51 

0.68 







Non-command 

Shale 

0.083 

4.45 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.09 

0.11 



0829000303567200 

3.873 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.977 

4.52 

0.020 

0.13 

0.02 

0.00 

0.00 

0.00 

0.38 

0.19 

0.50 

0.000 

0.54 

1.06 







Non-command 

Shale 

0.897 

4.52 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.05 

0.15 

0.000 

0.16 

0.32 


Jaisinghpura 

0829000303568800 

1.372 

Fresh 

Non-command 

Non-command 

Shale 

1.372 

4.74 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.13 

0.06 

0.15 

0.000 

0.74 

1.62 


Jalampura 

0829000303560400 

2.505 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.012 

4.61 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jalsagar 

0829000303566900 

1.666 

Fresh 

Non-command 

Non-command 

Shale 

1.666 

4.45 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.13 

0.08 

0.06 

0.000 

0.64 

1.02 


Jandolya 

0829000303571200 

3.772 

Fresh 

Non-command 

Non-command 

Shale 

3.772 

4.70 

0.015 

0.04 

0.01 

0.00 

0.00 

0.02 

0.27 

0.13 

0.14 

0.000 

0.72 

1.48 


Jawadiya Joona 

0829000303561500 

2.189 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.033 

5.05 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Shale 

2.128 

5.05 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.19 

0.18 

0.11 

0.000 

0.53 

0.56 


Jawadiyanaya 

0829000303560700 

0.963 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.275 

5.08 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.000 

0.16 

0.16 







Non-command 

Shale 

0.631 

5.08 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.06 

0.000 

0.36 

0.37 


Jetpuriya 

0829000303566500 

1.346 

Fresh 

Non-command 

Non-command 

Shale 

1.346 

4.47 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.08 

0.06 

0.01 

0.000 

0.61 

0.83 


Jhonpariya 

0829000303570600 

0.874 

Fresh 

Non-command 

Non-command 

Shale 

0.874 

4.57 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.04 

0.10 

0.000 

0.71 

1.45 


Jodhapatel Ki Kheri 

0829000303562200 

1.290 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.290 

4.46 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.16 

0.10 

0.23 

0.000 

0.63 

1.00 


Kadmali 

0829000303560600 

0.167 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.167 

4.91 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.000 

0.54 

0.57 


Kalabar 

0829000303568500 

0.784 

Fresh 

Non-command 

Non-command 

Shale 

0.784 

5.81 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.04 

0.16 

0.000 

0.74 

1.61 


Kaldan 

0829000303569800 

0.842 

Fresh 

Non-command 

Non-command 

Shale 

0.842 

5.06 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.03 

0.02 

0.000 

0.74 

1.61 


Kalyanpura 

0829000303568300 

2.172 

Fresh 

Non-command 

Non-command 

Shale 

2.172 

5.29 

0.015 

0.10 

0.01 

0.00 

0.00 

0.00 

0.26 

0.12 

0.39 

0.000 

0.73 

1.60 


Kanthariya 

0829000303570100 

3.032 

Fresh 

Non-command 

Non-command 

Shale 

3.032 

5.08 

0.015 

0.10 

0.02 

0.00 

0.00 

0.00 

0.31 

0.14 

0.40 

0.000 

0.74 

1.62 


Karanpuriya 

0829000303563300 

1.445 

Fresh 

Non-command 

Non-command 

Limestone 

1.445 

6.28 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.20 

0.09 

0.07 

0.000 

0.74 

1.61 


Karundiya 

0829000303568200 

1.303 

Fresh 

Non-command 

Non-command 

Shale 

1.303 

4.90 

0.015 

0.02 

0.00 

0.00 

0.00 

0.02 

0.09 

0.04 

0.07 

0.000 

0.73 

1.59 


Katunda 

0829000303557000 

14.319 

Fresh 

Non-command 

Non-command 

Shale 

2.576 

7.16 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.31 

0.19 

0.12 

0.000 

0.12 

0.19 


Khardi 

0829000303567900 

3.143 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.229 

4.66 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.000 

0.05 

0.11 







Non-command 

Shale 

2.914 

4.66 

0.015 

0.14 

0.02 

0.00 

0.00 

0.00 

0.32 

0.15 

0.56 

0.000 

0.67 

1.39 


Kheri Anoppura 

0829000303561000 

0.425 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.425 

5.41 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.01 

0.000 

0.54 

0.55 


Khermaliya 

0829000303559500 

4.154 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.366 

6.97 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.02 

0.000 

0.06 

0.09 







Non-command 

Shale 

1.072 

6.97 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.06 

0.000 

0.16 

0.27 


Khordiya 

0829000403579200 

2.488 

Fresh 

Non-command 

Non-command 

Shale 

2.488 

4.75 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.09 

0.00 

0.000 

0.73 

1.49 


Khumawas 

0829000303565600 

0.271 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.271 

4.44 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.01 

0.000 

0.59 

0.79 


Kishorpura 

0829000303562700 

2.529 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.002 

7.01 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Shale 

2.526 

7.01 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.34 

0.18 

0.33 

0.000 

0.68 

1.29 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Daulatpur 

0829000303565000 

0.10 

0.20 

(7.72) 

0.18 

0.01 

0.19 

0.04 

0.60 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.225 

0.011 

0.214 

0.151 

70.61 

Semi Critical 



0.04 

0.01 

505.98 

0.01 

0.00 

0.01 

0.01 

0.18 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.019 

0.001 

0.018 

0.043 

239.54 

Over Exploited 

Dediya 

0829000303571000 

0.04 

0.11 

47.79 

0.13 

- 

0.13 

0.05 

0.75 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.151 

0.008 

0.143 

0.110 

76.86 

Semi Critical 

Delwalgarh 

0829000303561300 

0.04 

0.01 

1,040.61 

0.01 

- 

0.01 

0.02 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.015 

0.001 

0.014 

- 

- 

Safe 

Deoriya 

0829000303564200 

0.06 

0.00 

9,919.35 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.10 

0.03 

22.75 

0.04 

0.00 

0.04 

0.03 

0.48 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.041 

0.002 

0.039 

0.026 

67.34 

Safe 



0.04 

0.01 

219.33 

0.01 

0.00 

0.01 

0.02 

0.31 

- 

- 

- 

- 

0.000 

- 

- 

0.007 

0.000 

0.006 

0.014 

220.31 

Over Exploited 

Dhabai Ji Ka Khera 

0829000303567800 

0.10 

0.01 

53.60 

0.01 

- 

0.01 

0.02 

0.31 

- 

- 

- 

- 

- 

- 

- 

0.015 

0.001 

0.014 

0.017 

120.56 

Over Exploited 



0.04 

0.01 

138.08 

0.01 

- 

0.01 

0.03 

0.46 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.022 

0.033 

150.67 

Over Exploited 

Dhamancha 

0829000303570500 

0.04 

0.13 

78.05 

0.15 

0.03 

0.18 

0.06 

0.78 

- 

0.0900 

- 

- 

0.004 

0.094 

0.094 

0.277 

0.014 

0.263 

0.797 

302.55 

Over Exploited 

Dhanora 

0829000303564600 

0.06 

0.01 

675.56 

0.01 

0.01 

0.02 

0.01 

0.16 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.042 

0.002 

0.039 

0.168 

425.65 

Over Exploited 



0.04 

0.08 

122.59 

0.10 

0.02 

0.12 

0.04 

0.63 

- 

0.0500 

- 

- 

0.005 

0.055 

0.055 

0.179 

0.009 

0.170 

0.408 

240.20 

Over Exploited 

Dharamdas Ji Ka Khera 

0829000303570900 

0.04 

0.10 

49.97 

0.12 

0.00 

0.12 

0.05 

0.74 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.124 

0.006 

0.118 

0.021 

17.78 

Safe 

Dharla 

0829000303563600 

0.10 

0.01 

227.44 

0.01 

- 

0.01 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.051 

312.43 

Over Exploited 

Dhawrakuri 

0829000303571400 

0.04 

0.05 

24.61 

0.06 

0.00 

0.06 

0.06 

0.79 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.072 

0.004 

0.069 

0.057 

83.09 

Semi Critical 

Dobiyan 

0829000303570300 

0.04 

0.04 

36.60 

0.05 

- 

0.05 

0.06 

0.79 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.062 

0.003 

0.059 

0.067 

113.10 

Over Exploited 

Dorai 

0829000303566700 

0.10 

0.14 

68.08 

0.17 

0.02 

0.19 

0.04 

0.48 

- 

0.0700 

- 

- 

0.016 

0.086 

0.086 

0.278 

0.014 

0.264 

0.389 

147.17 

Over Exploited 



0.04 

0.01 

690.84 

0.01 

0.02 

0.03 

0.01 

0.19 

- 

0.0300 

- 

- 

0.008 

0.038 

0.038 

0.065 

0.003 

0.061 

0.154 

251.08 

Over Exploited 

Fatehpur 

0829000303561600 

0.10 

0.05 

116.01 

0.06 

- 

0.06 

0.04 

0.47 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.073 

0.004 

0.070 

0.055 

79.01 

Semi Critical 



0.04 

0.00 

1,173.18 

0.00 

- 

0.00 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.014 

679.81 

Over Exploited 

Fatehpur @ Jhunjala Magr 

0829000303571100 

0.04 

0.07 

35.11 

0.08 

0.00 

0.08 

0.06 

0.76 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.083 

0.004 

0.079 

0.021 

26.60 

Safe 

Galyabaori 

0829000303570200 

0.04 

0.09 

49.93 

0.11 

0.01 

0.12 

0.06 

0.79 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.153 

0.008 

0.145 

0.305 

209.63 

Over Exploited 

Gandeliya 

0829000303567400 

0.10 

0.00 

692.39 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.005 

965.39 

Over Exploited 



0.04 

0.02 

70.16 

0.02 

0.00 

0.03 

0.05 

0.66 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.042 

0.002 

0.040 

0.053 

131.60 

Over Exploited 

Ganeshpura 

0829000303562900 

0.04 

0.06 

103.18 

0.07 

0.01 

0.08 

0.06 

0.78 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.125 

0.006 

0.119 

0.212 

178.29 

Over Exploited 

Gangapur 

0829000303562600 

0.10 

0.00 

556.91 

0.00 

0.00 

0.01 

0.01 

0.16 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.018 

0.001 

0.017 

0.027 

156.18 

Over Exploited 



0.04 

0.02 

235.37 

0.02 

0.00 

0.02 

0.04 

0.56 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.043 

0.002 

0.041 

0.089 

215.58 

Over Exploited 

Garhwara 

0829000303567500 

0.04 

0.05 

27.16 

0.06 

0.02 

0.09 

0.05 

0.74 

- 

0.0100 

- 

- 

0.034 

0.044 

0.044 

0.131 

0.007 

0.125 

0.077 

61.84 

Safe 

Ghatabao 

0829000303554400 

0.10 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 

Ghati 

0829000403579000 

0.04 

0.16 

31.37 

0.20 

- 

0.20 

0.06 

0.78 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.217 

0.011 

0.206 

0.100 

48.54 

Safe 

Gopalpura 

0829000303565100 

0.10 

0.10 

37.94 

0.12 

0.02 

0.14 

0.05 

0.74 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

0.261 

0.013 

0.248 

0.619 

249.97 

Over Exploited 

Govindpura 

0829000303568600 

0.06 

0.08 

133.56 

0.10 

0.03 

0.13 

0.05 

0.65 

- 

0.0900 

- 

- 

0.000 

0.090 

0.090 

0.222 

0.011 

0.211 

0.800 

379.05 

Over Exploited 



0.04 

0.00 

1,167.60 

0.00 

- 

0.00 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.116 

929.05 

Over Exploited 

Guiana 

0829000303564500 

0.06 

0.09 

104.03 

0.11 

0.01 

0.12 

0.04 

0.57 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.163 

0.008 

0.155 

0.342 

220.88 

Over Exploited 



0.04 

0.01 

479.11 

0.01 

- 

0.01 

0.02 

0.22 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.021 

0.001 

0.020 

0.077 

382.14 

Over Exploited 

Flanutiya 

0829000303569400 

0.04 

0.05 

80.16 

0.06 

0.01 

0.07 

0.06 

0.79 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.107 

0.005 

0.102 

0.312 

306.70 

Over Exploited 

Flaripura 

0829000303565700 

0.10 

0.03 

(45.00) 

0.02 

0.03 

0.05 

0.04 

0.55 

- 

- 

- 

- 

0.038 

0.038 

0.038 

0.083 

0.004 

0.079 

- 

- 

Safe 



0.04 

0.00 

1,095.05 

0.00 

0.00 

0.00 

0.01 

0.09 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.003 

0.000 

0.003 

- 

- 

Safe 


0829000303567200 

0.10 

0.16 

19.89 

0.19 

0.02 

0.21 

0.04 

0.58 

- 

0.0900 

- 

- 

0.001 

0.091 

0.091 

0.303 

0.015 

0.288 

0.502 

174.40 

Over Exploited 



0.04 

0.01 

692.07 

0.01 

0.01 

0.02 

0.01 

0.17 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.047 

0.002 

0.045 

0.154 

345.13 

Over Exploited 

Jaisinghpura 

0829000303568800 

0.04 

0.04 

42.39 

0.05 

0.01 

0.06 

0.06 

0.79 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.080 

0.004 

0.076 

0.153 

201.00 

Over Exploited 

Jalampura 

0829000303560400 

0.10 

0.00 

31,055.05 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 

Jalsagar 

0829000303566900 

0.04 

0.04 

84.34 

0.05 

0.01 

0.06 

0.05 

0.69 

- 

0.0100 

- 

- 

0.009 

0.019 

0.019 

0.075 

0.004 

0.072 

0.060 

83.84 

Semi Critical 

Jandolya 

0829000303571200 

0.04 

0.11 

21.39 

0.13 

0.03 

0.17 

0.06 

0.77 

- 

0.0200 

- 

- 

0.037 

0.057 

0.057 

0.222 

0.011 

0.211 

0.142 

67.20 

Safe 

Jawadiya Joona 

0829000303561500 

0.10 

0.00 

11,440.77 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.04 

0.05 

297.64 

0.05 

- 

0.05 

0.05 

0.58 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.075 

0.004 

0.071 

0.110 

155.29 

Over Exploited 

Jawadiyanaya 

0829000303560700 

0.10 

0.00 

526.07 

0.01 

- 

0.01 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.019 

389.35 

Over Exploited 



0.04 

0.01 

518.77 

0.01 

- 

0.01 

0.03 

0.39 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.021 

0.001 

0.020 

0.055 

278.31 

Over Exploited 

Jetpuriya 

0829000303566500 

0.04 

0.03 

80.12 

0.04 

0.01 

0.05 

0.05 

0.66 

- 

- 

- 

- 

0.015 

0.015 

0.015 

0.063 

0.003 

0.060 

0.014 

23.26 

Safe 

Jhonpariya 

0829000303570600 

0.04 

0.02 

76.99 

0.03 

- 

0.03 

0.06 

0.77 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.050 

0.002 

0.047 

0.101 

213.06 

Over Exploited 

Jodhapatel Ki Kheri 

0829000303562200 

0.10 

0.08 

26.72 

0.10 

0.01 

0.11 

0.05 

0.68 

- 

0.0400 

- 

- 

0.002 

0.042 

0.042 

0.150 

0.008 

0.143 

0.226 

158.11 

Over Exploited 

Kadmali 

0829000303560600 

0.10 

0.01 

72.97 

0.01 

- 

0.01 

0.05 

0.59 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.010 

- 

- 

Safe 

Kalabar 

0829000303568500 

0.04 

0.02 

94.40 

0.03 

0.01 

0.04 

0.06 

0.79 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.058 

0.003 

0.055 

0.156 

281.96 

Over Exploited 

Kaldan 

0829000303569800 

0.04 

0.02 

27.82 

0.03 

0.00 

0.03 

0.06 

0.79 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.042 

0.002 

0.040 

0.024 

60.69 

Safe 

Kalyanpura 

0829000303568300 

0.04 

0.06 

87.48 

0.08 

0.01 

0.09 

0.06 

0.79 

- 

0.0400 

- 

- 

0.003 

0.043 

0.043 

0.131 

0.007 

0.124 

0.389 

313.05 

Over Exploited 

Kanthariya 

0829000303570100 

0.04 

0.09 

58.33 

0.11 

0.02 

0.13 

0.06 

0.79 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.177 

0.009 

0.169 

0.404 

239.73 

Over Exploited 

Karanpuriya 

0829000303563300 

0.06 

0.06 

43.66 

0.08 

0.00 

0.08 

0.06 

0.79 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.087 

0.004 

0.083 

0.069 

83.62 

Semi Critical 

Karundiya 

0829000303568200 

0.04 

0.04 

11.40 

0.04 

0.02 

0.07 

0.06 

0.79 

- 

0.0100 

- 

- 

0.035 

0.045 

0.045 

0.111 

0.006 

0.106 

0.074 

70.12 

Semi Critical 

Katunda 

0829000303557000 

0.04 

0.01 

1,441.81 

0.01 

0.00 

0.01 

0.01 

0.13 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.035 

0.002 

0.033 

0.120 

359.57 

Over Exploited 

Khardi 

0829000303567900 

0.10 

0.00 

1,163.14 

0.00 

- 

0.00 

0.00 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.011 

0.043 

395.85 

Over Exploited 



0.04 

0.08 

98.62 

0.09 

0.02 

0.12 

0.05 

0.72 

- 

0.1000 

- 

- 

0.004 

0.104 

0.104 

0.221 

0.011 

0.210 

0.557 

265.80 

Over Exploited 

Kheri Anoppura 

0829000303561000 

0.10 

0.02 

98.48 

0.03 

- 

0.03 

0.05 

0.58 

- 

- 

- 

- 

- 

- 

- 

0.027 

0.001 

0.026 

0.007 

26.96 

Safe 

Khermaliya 

0829000303559500 

0.10 

0.00 

1,426.20 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.019 

807.51 

Over Exploited 



0.04 

0.01 

965.31 

0.01 

0.00 

0.01 

0.01 

0.18 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.018 

0.001 

0.018 

0.057 

324.57 

Over Exploited 

Khordiya 

0829000403579200 

0.04 

0.07 

19.68 

0.09 

- 

0.09 

0.06 

0.78 

- 

- 

- 

- 

- 

- 

- 

0.087 

0.004 

0.082 

- 

- 

Safe 

Khumawas 

0829000303565600 

0.10 

0.02 

(22.41) 

0.01 

0.01 

0.02 

0.05 

0.64 

- 

- 

- 

- 

0.011 

0.011 

0.011 

0.031 

0.002 

0.030 

0.014 

46.91 

Safe 

Kishorpura 

0829000303562700 

0.10 

0.00 

118,192.47 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.04 

0.07 

157.88 

0.08 

0.01 

0.09 

0.05 

0.74 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.153 

0.008 

0.145 

0.326 

224.40 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Kulatiya Jooni 

082900030356760C 

0.846 

Fresh 

Non-command 

Non-command 

Shale 

0.846 

4.48 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.00 

0.000 

0.68 

1.24 


Kulatiya Nai 

0829000303570800 

2.524 

Fresh 

Non-command 

Non-command 

Shale 

2.524 

4.53 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.23 

0.13 

0.26 

0.000 

0.68 

1.26 


Ladpura 

0829000303566600 

1.600 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.128 

4.46 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.000 

0.05 

0.07 







Non-command 

Shale 

1.472 

4.46 

0.015 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.04 

0.01 

0.000 

0.57 

0.81 


Laxmiganj 

0829000303565200 

0.990 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.990 

4.54 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.11 

0.000 

0.67 

1.22 


Madhopur 

0829000303564900 

1.765 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.765 

4.97 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.21 

0.10 

0.18 

0.000 

0.70 

1.41 


Mahesara 

0829000303552500 

22.860 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.266 

5.81 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.15 

0.02 

0.000 

0.03 

0.03 







Non-command 

Shale 

0.182 

5.81 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.000 

0.00 

0.00 


Mahupura 

0829000303565800 

0.502 

Fresh 

Non-command 

Non-command 

Shale 

0.502 

4.47 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.04 

0.000 

0.59 

0.77 


Mandawari 

0829000303560200 

8.885 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

8.112 

4.65 

0.020 

0.22 

0.03 

0.00 

0.00 

0.01 

0.94 

0.67 

0.90 

0.000 

0.55 

0.77 


Mankeshwar 

0829000303565500 

1.028 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.028 

4.44 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.13 

0.09 

0.18 

0.000 

0.60 

0.85 


Marawada 

0829000303563100 

4.061 

Fresh 

Non-command 

Non-command 

Shale 

4.061 

6.74 

0.015 

0.10 

0.01 

0.00 

0.00 

0.01 

0.50 

0.23 

0.38 

0.000 

0.73 

1.57 


Meghpura 

0829000303565400 

4.821 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.821 

4.45 

0.020 

0.13 

0.02 

0.00 

0.00 

0.01 

0.53 

0.39 

0.52 

0.000 

0.60 

0.81 


Naya Gaon 

0829000303569700 

1.794 

Fresh 

Non-command 

Non-command 

Shale 

1.794 

5.25 

0.015 

0.09 

0.01 

0.00 

0.00 

0.01 

0.22 

0.10 

0.35 

0.000 

0.74 

1.61 


Niliya 

0829000303554300 

1.376 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.962 

5.34 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.14 

0.14 

0.18 

0.000 

0.38 

0.38 


Pachhunda 

0829000303562800 

2.916 

Fresh 

Non-command 

Non-command 

Shale 

2.916 

7.10 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.34 

0.17 

0.18 

0.000 

0.71 

1.43 


Palanpur 

0829000303559300 

2.440 

Fresh 

Non-command 

Non-command 

Shale 

2.440 

7.15 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.31 

0.15 

0.25 

0.000 

0.71 

1.45 


Palka 

0829000303563500 

3.338 

Fresh 

Non-command 

Non-command 

Limestone 

0.735 

4.85 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.04 

0.08 

0.000 

0.16 

0.35 







Non-command 

Bhander Sandstone 

0.821 

4.85 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.04 

0.05 

0.000 

0.18 

0.39 


Pandooriya 

0829000303560900 

3.948 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.203 

5.21 

0.020 

0.00 

0.00 

0.00 

0.00 

0.03 

0.30 

0.29 

0.00 

0.000 

0.44 

0.45 







Non-command 

Shale 

0.745 

5.21 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.00 

0.000 

0.10 

0.10 


Parawas 

0829000303562100 

1.842 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.842 

4.45 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.20 

0.14 

0.19 

0.000 

0.60 

0.85 


Parkhiya Khera 

0829000303564300 

1.455 

Fresh 

Non-command 

Non-command 

Limestone 

0.748 

5.77 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.05 

0.06 

0.000 

0.38 

0.83 







Non-command 

Bhander Sandstone 

0.372 

5.77 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.01 

0.000 

0.19 

0.41 







Non-command 

Shale 

0.335 

5.77 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.01 

0.000 

0.17 

0.37 


Parlai Khurd 

0829000403579300 

5.225 

Fresh 

Non-command 

Non-command 

Shale 

1.248 

4.67 

0.013 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.03 

0.002 

0.17 

0.32 


Peepalda 

0829000303566200 

0.912 

Fresh 

Non-command 

Non-command 

Shale 

0.910 

4.60 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.12 

0.000 

0.60 

0.77 


Peepli Khera 

0829000303559400 

2.951 

Fresh 

Non-command 

Non-command 

Shale 

2.925 

7.15 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.36 

0.19 

0.24 

0.000 

0.68 

1.26 


Phalatol 

0829000303561800 

1.127 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.048 

4.50 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.01 

0.000 

0.53 

0.61 


Pratappura 

0829000303562300 

0.650 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.650 

4.53 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.11 

0.06 

0.24 

0.000 

0.65 

1.12 


Rajgarh 

0829000303567300 

3.543 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.697 

4.46 

0.020 

0.03 

0.00 

0.00 

0.00 

0.02 

0.25 

0.13 

0.11 

0.000 

0.52 

0.99 







Non-command 

Shale 

0.846 

4.46 

0.015 

0.01 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.04 

0.000 

0.16 

0.31 


Ramniwas 

0829000303566100 

2.138 

Fresh 

Non-command 

Non-command 

Shale 

2.138 

4.63 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.12 

0.05 

0.000 

0.61 

0.79 


Rampuriya 

0829000303569500 

5.441 

Fresh 

Non-command 

Non-command 

Limestone 

1.704 

5.17 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.25 

0.11 

0.34 

0.000 

0.23 

0.51 







Non-command 

Shale 

3.737 

5.17 

0.015 

0.13 

0.02 

0.00 

0.00 

0.00 

0.40 

0.18 

0.53 

0.000 

0.51 

1.11 


Randola 

0829000303566300 

0.258 

Fresh 

Non-command 

Non-command 

Shale 

0.258 

4.52 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.000 

0.61 

0.83 


Rawarda 

0829000303563800 

6.413 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.896 

1.80 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.06 

0.000 

0.10 

0.22 


Rayta 

0829000303563900 

6.740 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.826 

4.04 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.21 

0.09 

0.29 

0.000 

0.20 

0.44 







Non-command 

Shale 

3.663 

4.04 

0.015 

0.14 

0.02 

0.00 

0.00 

0.00 

0.34 

0.16 

0.57 

0.000 

0.40 

0.88 


Rayti 

0829000303564400 

2.136 

Fresh 

Non-command 

Non-command 

Limestone 

0.300 

5.59 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.13 

0.000 

0.10 

0.23 







Non-command 

Shale 

1.836 

5.59 

0.015 

0.12 

0.02 

0.00 

0.00 

0.00 

0.25 

0.12 

0.49 

0.000 

0.63 

1.39 


Rooppura 

0829000303563000 

1.532 

Fresh 

Non-command 

Non-command 

Shale 

1.532 

6.61 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.19 

0.09 

0.20 

0.000 

0.72 

1.53 


Samron Ka Lewa 

0829000303571600 

2.577 

Fresh 

Non-command 

Non-command 

Shale 

2.577 

4.88 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.22 

0.10 

0.15 

0.000 

0.73 

1.57 


Sangwa 

0829000403579100 

1.694 

Fresh 

Non-command 

Non-command 

Shale 

1.694 

4.77 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.07 

0.09 

0.000 

0.73 

1.52 


Sarlasya 

0829000303569900 

2.188 

Fresh 

Non-command 

Non-command 

Shale 

2.188 

5.12 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.09 

0.06 

0.000 

0.74 

1.62 


Sarli Ka Khera 

0829000303571500 

2.353 

Fresh 

Non-command 

Non-command 

Shale 

2.353 

4.87 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.09 

0.09 

0.000 

0.73 

1.57 


Saroopji Ki Kheri 

0829000303569100 

2.541 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.133 

2.97 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.07 

0.11 

0.000 

0.62 

1.36 







Non-command 

Shale 

0.408 

2.97 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.03 

0.000 

0.12 

0.26 


Semaliya 

0829000303568000 

1.867 

Fresh 

Non-command 

Non-command 

Shale 

1.867 

4.95 

0.015 

0.10 

0.01 

0.00 

0.00 

0.00 

0.23 

0.11 

0.38 

0.000 

0.73 

1.57 


Semlader 

0829000303561400 

3.323 

Fresh 

Non-command 

Non-command 

Shale 

0.120 

5.46 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.02 


Shadi 

0829000303563400 

3.609 

Fresh 

Non-command 

Non-command 

Limestone 

3.532 

6.31 

0.020 

0.13 

0.02 

0.00 

0.00 

0.00 

0.55 

0.25 

0.52 

0.000 

0.72 

1.57 







Non-command 

Bhander Sandstone 

0.078 

6.31 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.000 

0.02 

0.03 


Shrinagar 

0829000303559100 

4.690 

Fresh 

Non-command 

Non-command 

Limestone 

0.262 

7.12 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.06 

0.000 

0.04 

0.08 







Non-command 

Shale 

2.002 

7.12 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.27 

0.14 

0.28 

0.000 

0.30 

0.60 


Shyodarshanpura 

0829000303568100 

3.773 

Fresh 

Non-command 

Non-command 

Shale 

3.773 

4.99 

0.015 

0.16 

0.02 

0.00 

0.00 

0.00 

0.42 

0.20 

0.62 

0.000 

0.73 

1.57 


Singhpur 

0829000303569000 

5.575 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.899 

3.30 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.03 

0.03 

0.000 

0.12 

0.26 







Non-command 

Shale 

4.239 

3.30 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.24 

0.11 

0.11 

0.000 

0.56 

1.23 


Sonagar 

0829000303560000 

1.422 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.475 

6.22 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.08 

0.06 

0.14 

0.000 

0.20 

0.29 


Soorpur 

0829000303562500 

0.711 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.711 

6.23 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.07 

0.000 

0.65 

1.10 


Taleti 

0829000303561200 

3.578 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.329 

5.44 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.00 

0.000 

0.05 

0.05 







Non-command 

Shale 

1.929 

5.44 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.15 

0.00 

0.000 

0.29 

0.29 


Thukrai 

0829000303559200 

10.619 

Fresh 

Non-command 

Non-command 

Limestone 

4.974 

6.94 

0.020 

0.17 

0.02 

0.00 

0.00 

0.02 

0.83 

0.39 

0.66 

0.000 

0.34 

0.72 







Non-command 

Shale 

3.584 

6.94 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.43 

0.21 

0.30 

0.000 

0.25 

0.52 


Turkari 

0829000303568900 

3.621 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.174 

4.05 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.000 

0.04 

0.08 







Non-command 

Shale 

3.266 

4.05 

0.015 

0.13 

0.02 

0.00 

0.00 

0.00 

0.31 

0.14 

0.52 

0.000 

0.67 

1.46 


Udpuriya 

0829000303566400 

1.454 

Fresh 

Non-command 

Non-command 

Shale 

1.454 

4.51 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.04 

0.000 

0.60 

0.78 


Umar Ka Khal 

0829000303554500 

0.612 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.001 

5.17 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Utthen Kalan 

0829000303564100 

1.886 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.414 

4.84 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.17 

0.08 

0.19 

0.000 

0.55 

1.21 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Kulatiya Jooni 

0829000303567600 

0.04 

0.02 

35.75 

0.03 

- 

0.03 

0.05 

0.73 

- 

- 

- 

- 

- 

- 

- 

0.028 

0.001 

0.026 

- 

- 

Safe 

Kulatiya Nai 

0829000303570800 

0.04 

0.07 

81.94 

0.08 

0.01 

0.09 

0.05 

0.74 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.143 

0.007 

0.136 

0.260 

191.42 

Over Exploited 

Ladpura 

0829000303566600 

0.10 

0.00 

11.35 

0.00 

0.01 

0.01 

0.00 

0.05 

- 

- 

- 

- 

0.016 

0.016 

0.016 

0.027 

0.001 

0.025 

- 

- 

Safe 



0.04 

0.03 

8.74 

0.04 

0.05 

0.08 

0.05 

0.61 

- 

- 

- 

- 

0.070 

0.070 

0.070 

0.153 

0.008 

0.145 

0.010 

6.89 

Safe 

Laxmiganj 

0829000303565200 

0.10 

0.07 

(1.90) 

0.07 

0.00 

0.07 

0.05 

0.72 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.088 

0.004 

0.084 

0.108 

128.59 

Over Exploited 

Madhopur 

0829000303564900 

0.10 

0.12 

(17.79) 

0.10 

0.01 

0.11 

0.05 

0.76 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.143 

0.007 

0.136 

0.177 

130.39 

Over Exploited 

Mahesara 

0829000303552500 

0.10 

0.00 

3,777.68 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.019 

445.10 

Over Exploited 



0.04 

0.00 

50,532.89 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

14,144.85 

Over Exploited 

Mahupura 

0829000303565800 

0.04 

0.01 

174.70 

0.01 

0.00 

0.02 

0.05 

0.64 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.027 

0.001 

0.026 

0.038 

148.27 

Over Exploited 

Mandawari 

0829000303560200 

0.10 

0.44 

49.84 

0.53 

0.04 

0.57 

0.05 

0.59 

- 

0.1700 

- 

- 

0.013 

0.184 

0.184 

0.755 

0.038 

0.717 

0.895 

124.75 

Over Exploited 

Mankeshwar 

0829000303565500 

0.10 

0.06 

49.07 

0.07 

0.01 

0.09 

0.05 

0.65 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.117 

0.006 

0.111 

0.180 

161.72 

Over Exploited 

Marawada 

0829000303563100 

0.04 

0.12 

94.11 

0.14 

0.02 

0.16 

0.06 

0.79 

- 

0.0700 

- 

- 

0.008 

0.078 

0.078 

0.236 

0.012 

0.224 

0.384 

171.10 

Over Exploited 

Meghpura 

0829000303565400 

0.10 

0.29 

36.34 

0.34 

0.03 

0.37 

0.05 

0.65 

- 

0.1000 

- 

- 

0.012 

0.112 

0.112 

0.484 

0.024 

0.460 

0.518 

112.68 

Over Exploited 

Naya Gaon 

0829000303569700 

0.04 

0.05 

86.52 

0.06 

0.02 

0.08 

0.06 

0.79 

- 

0.0400 

- 

- 

0.008 

0.048 

0.048 

0.127 

0.006 

0.121 

0.351 

290.30 

Over Exploited 

Niliya 

0829000303554300 

0.10 

0.04 

286.00 

0.04 

0.01 

0.05 

0.03 

0.41 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.083 

0.004 

0.079 

0.180 

227.36 

Over Exploited 

Pachhunda 

0829000303562800 

0.04 

0.08 

103.58 

0.10 

0.01 

0.11 

0.05 

0.76 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.140 

0.007 

0.133 

0.175 

131.71 

Over Exploited 

Palanpur 

0829000303559300 

0.04 

0.07 

118.44 

0.08 

0.01 

0.10 

0.05 

0.77 

- 

0.0500 

- 

- 

0.003 

0.053 

0.053 

0.148 

0.007 

0.141 

0.245 

174.26 

Over Exploited 

Palka 

0829000303563500 

0.06 

0.01 

497.33 

0.01 

- 

0.01 

0.01 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.019 

0.001 

0.018 

0.078 

442.42 

Over Exploited 



0.10 

0.01 

181.84 

0.02 

- 

0.02 

0.01 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.028 

0.001 

0.026 

0.052 

196.91 

Over Exploited 

Pandooriya 

0829000303560900 

0.10 

0.14 

110.66 

0.17 

0.03 

0.20 

0.04 

0.48 

- 

- 

- 

- 

0.047 

0.047 

0.047 

0.246 

0.012 

0.234 

- 

- 

Safe 



0.04 

0.00 

1,771.34 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.003 

- 

- 

Safe 

Parawas 

0829000303562100 

0.10 

0.11 

30.74 

0.13 

0.01 

0.14 

0.05 

0.65 

- 

0.0400 

- 

- 

0.000 

0.040 

0.040 

0.183 

0.009 

0.174 

0.189 

108.44 

Over Exploited 

Parkhiya Khera 

0829000303564300 

0.06 

0.02 

186.18 

0.02 

- 

0.02 

0.03 

0.41 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.030 

0.002 

0.029 

0.060 

207.61 

Over Exploited 



0.10 

0.01 

170.11 

0.01 

0.00 

0.01 

0.01 

0.20 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.012 

0.001 

0.011 

0.014 

122.19 

Over Exploited 



0.04 

0.00 

484.38 

0.00 

- 

0.00 

0.01 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.014 

539.60 

Over Exploited 

Parlai Khurd 

0829000403579300 

0.04 

0.01 

427.19 

0.01 

- 

0.01 

0.01 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.001 

0.010 

0.027 

272.51 

Over Exploited 

Peepalda 

0829000303566200 

0.04 

0.02 

230.56 

0.03 

- 

0.03 

0.05 

0.65 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.046 

0.002 

0.044 

0.120 

273.14 

Over Exploited 

Peepli Khera 

0829000303559400 

0.04 

0.08 

145.65 

0.10 

0.01 

0.11 

0.05 

0.73 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.157 

0.008 

0.149 

0.244 

163.45 

Over Exploited 

Phalatol 

0829000303561800 

0.10 

0.06 

47.50 

0.07 

0.00 

0.07 

0.05 

0.57 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.067 

0.003 

0.063 

0.014 

22.14 

Safe 

Pratappura 

0829000303562300 

0.10 

0.04 

49.06 

0.05 

0.01 

0.06 

0.05 

0.71 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.111 

0.006 

0.105 

0.242 

229.57 

Over Exploited 

Rajgarh 

0829000303567300 

0.10 

0.14 

(4.88) 

0.13 

0.02 

0.15 

0.04 

0.56 

- 

0.0200 

- 

- 

0.024 

0.044 

0.044 

0.194 

0.010 

0.185 

0.108 

58.49 

Safe 



0.04 

0.01 

248.35 

0.01 

0.03 

0.04 

0.01 

0.18 

- 

0.0100 

- 

- 

0.045 

0.055 

0.055 

0.091 

0.005 

0.087 

0.036 

41.56 

Safe 

Ramniwas 

0829000303566100 

0.04 

0.05 

134.77 

0.06 

0.00 

0.06 

0.05 

0.66 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.073 

0.004 

0.070 

0.045 

64.50 

Safe 

Rampuriya 

0829000303569500 

0.06 

0.02 

373.73 

0.03 

0.01 

0.04 

0.02 

0.25 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.078 

0.004 

0.074 

0.338 

453.98 

Over Exploited 



0.04 

0.08 

138.86 

0.09 

0.02 

0.11 

0.04 

0.55 

- 

0.0600 

- 

- 

0.003 

0.063 

0.063 

0.175 

0.009 

0.167 

0.526 

315.64 

Over Exploited 

Randola 

0829000303566300 

0.04 

0.01 

221.68 

0.01 

- 

0.01 

0.05 

0.66 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.038 

227.62 

Over Exploited 

Rawarda 

0829000303563800 

0.10 

0.01 

167.10 

0.01 

- 

0.01 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.021 

0.001 

0.020 

0.060 

300.65 

Over Exploited 

Rayta 

0829000303563900 

0.10 

0.04 

159.47 

0.04 

0.01 

0.05 

0.02 

0.22 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.084 

0.004 

0.080 

0.293 

368.06 

Over Exploited 



0.04 

0.06 

165.75 

0.07 

0.02 

0.09 

0.03 

0.43 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.150 

0.008 

0.143 

0.573 

400.80 

Over Exploited 

Rayti 

0829000303564400 

0.06 

0.00 

1,456.35 

0.00 

- 

0.00 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.012 

0.130 

1,118.36 

Over Exploited 



0.04 

0.05 

148.07 

0.06 

0.02 

0.08 

0.05 

0.68 

- 

0.0500 

- 

- 

0.000 

0.050 

0.050 

0.126 

0.006 

0.120 

0.487 

405.54 

Over Exploited 

Rooppura 

0829000303563000 

0.04 

0.04 

104.10 

0.05 

0.01 

0.06 

0.06 

0.78 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.105 

0.005 

0.100 

0.204 

205.01 

Over Exploited 

Samron Ka Lewa 

0829000303571600 

0.04 

0.08 

35.11 

0.09 

0.01 

0.10 

0.06 

0.79 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.121 

0.006 

0.115 

0.148 

129.25 

Over Exploited 

Sangwa 

0829000403579100 

0.04 

0.05 

36.60 

0.06 

- 

0.06 

0.06 

0.79 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.079 

0.004 

0.075 

0.089 

118.01 

Over Exploited 

Sarlasya 

0829000303569900 

0.04 

0.06 

32.66 

0.08 

0.00 

0.08 

0.06 

0.79 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.089 

0.004 

0.085 

0.060 

71.00 

Semi Critical 

Sarli Ka Khera 

0829000303571500 

0.04 

0.07 

29.85 

0.08 

0.00 

0.08 

0.06 

0.79 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.093 

0.005 

0.088 

0.093 

105.29 

Over Exploited 

Saroopji Ki Kheri 

0829000303569100 

0.10 

0.13 

(46.03) 

0.11 

0.00 

0.11 

0.05 

0.67 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.116 

0.006 

0.110 

0.108 

97.85 

Critical 



0.04 

0.00 

561.11 

0.00 

- 

0.00 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.026 

1,177.97 

Over Exploited 

Semaliya 

0829000303568000 

0.04 

0.05 

95.24 

0.07 

0.01 

0.08 

0.06 

0.79 

- 

0.0400 

- 

- 

0.000 

0.040 

0.040 

0.116 

0.006 

0.110 

0.384 

349.35 

Over Exploited 

Semlader 

0829000303561400 

0.04 

0.00 

9,994.07 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 

Shadi 

0829000303563400 

0.06 

0.15 

67.10 

0.18 

0.02 

0.20 

0.05 

0.77 

- 

0.1000 

- 

- 

0.002 

0.102 

0.102 

0.306 

0.015 

0.291 

0.518 

177.96 

Over Exploited 



0.10 

0.00 

3,563.37 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

3,570.54 

Over Exploited 

Shrinagar 

0829000303559100 

0.06 

0.00 

4,542.19 

0.00 

- 

0.00 

0.00 

0.04 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.061 

597.33 

Over Exploited 



0.04 

0.02 

469.10 

0.03 

0.01 

0.04 

0.02 

0.33 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.089 

0.004 

0.085 

0.283 

333.79 

Over Exploited 

Shyodarshanpura 

0829000303568100 

0.04 

0.11 

78.79 

0.13 

0.02 

0.15 

0.06 

0.79 

- 

0.0700 

- 

- 

0.000 

0.070 

0.070 

0.222 

0.011 

0.211 

0.624 

295.25 

Over Exploited 

Singhpur 

0829000303569000 

0.10 

0.01 

194.96 

0.01 

- 

0.01 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.012 

0.026 

212.88 

Over Exploited 



0.04 

0.10 

14.73 

0.11 

- 

0.11 

0.04 

0.60 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.119 

0.006 

0.113 

0.108 

95.37 

Critical 

Sonagar 

0829000303560000 

0.10 

0.01 

472.82 

0.01 

0.01 

0.02 

0.02 

0.22 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.052 

0.003 

0.049 

0.137 

279.90 

Over Exploited 

Soorpur 

0829000303562500 

0.10 

0.05 

38.47 

0.06 

- 

0.06 

0.05 

0.70 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.065 

0.003 

0.062 

0.065 

104.52 

Over Exploited 

Taleti 

0829000303561200 

0.10 

0.00 

2,071.19 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

- 

- 

Safe 



0.04 

0.02 

593.01 

0.03 

- 

0.03 

0.03 

0.32 

- 

- 

- 

- 

- 

- 

- 

0.027 

0.001 

0.025 

- 

- 

Safe 

Thukrai 

0829000303559200 

0.06 

0.10 

285.81 

0.12 

0.04 

0.16 

0.03 

0.37 

- 

0.1200 

- 

- 

0.023 

0.143 

0.143 

0.300 

0.015 

0.285 

0.660 

231.69 

Over Exploited 



0.04 

0.04 

482.84 

0.04 

0.01 

0.05 

0.02 

0.26 

- 

0.0600 

- 

- 

0.003 

0.063 

0.063 

0.117 

0.006 

0.111 

0.296 

267.37 

Over Exploited 

Turkari 

0829000303568900 

0.10 

0.00 

1,672.48 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.031 

4,381.72 

Over Exploited 



0.04 

0.09 

61.29 

0.10 

0.02 

0.12 

0.05 

0.72 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.184 

0.009 

0.175 

0.518 

295.72 

Over Exploited 

Udpuriya 

0829000303566400 

0.04 

0.03 

138.39 

0.04 

- 

0.04 

0.05 

0.65 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.052 

0.003 

0.049 

0.038 

77.18 

Semi Critical 

Umar Ka Khal 

0829000303554500 

0.10 

0.00 

171,864.54 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 

Utthen Kalan 

0829000303564100 

0.10 

0.08 

1.59 

0.08 

0.01 

0.09 

0.04 

0.59 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.116 

0.006 

0.110 

0.192 

174.35 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Shale 

0.473 

4.84 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.06 

0.000 

0.18 

0.41 


Utthen Khurd 

082900030356400C 

1.013 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.013 

4.17 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.05 

0.16 

0.000 

0.74 

1.62 

08003014 

Akhawa 

0830000303811300 

47.337 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

8.657 

1.57 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.09 

1.40 

0.02 

0.012 

0.12 

0.10 


Anandpura @ Phoota Tala 

0830000303806700 

13.484 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.454 

0.74 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.53 

0.00 

0.008 

0.26 

0.16 


Anwali 

0830000303806900 

13.936 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

12.961 

1.35 

0.080 

0.03 

0.01 

0.00 

0.00 

0.00 

1.42 

2.03 

0.11 

0.019 

0.60 

0.42 


Banda 

0830000303807300 

23.875 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

9.774 

1.57 

0.080 

0.03 

0.01 

0.00 

0.00 

0.00 

1.25 

1.67 

0.12 

0.014 

0.27 

0.20 


Borawas 

0830000303811400 

41.614 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

30.290 

0.59 

0.080 

0.08 

0.02 

0.00 

0.00 

0.00 

1.49 

1.88 

0.24 

0.043 

0.49 

0.39 


Daulatganj @ Naya Gaon 

0830000303807000 

33.515 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

32.497 

1.08 

0.080 

0.05 

0.01 

0.00 

0.00 

0.00 

2.85 

3.95 

0.13 

0.047 

0.63 

0.46 


Dhaneshwar 

0823000502781100 

17.855 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.665 

2.35 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.13 

0.05 

0.007 

0.14 

0.11 


Haripura 

0830000303813000 

8.340 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.000 

2.36 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jamoonya 

0830000303807200 

3.617 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.625 

0.75 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.21 

0.00 

0.004 

0.48 

0.37 


Jawahar Sagar 

0823000502781300 

11.618 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.271 

1.53 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.12 

0.00 

0.012 

0.36 

0.28 


Karondi 

0823000502781200 

0.233 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.011 

2.21 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.03 


Khadipur 

0823000502781400 

1.588 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.297 

3.04 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.001 

0.12 

0.10 


Kota (M Corp.) 

0830000343001000 

27.258 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

17.757 

0.62 

0.080 

1.33 

0.01 

0.00 

0.00 

0.08 

2.12 

3.52 

0.14 

3.935 

0.42 

0.25 






Kota Barrage 

Command 

Bhander Sandstone 

0.134 

0.62 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.030 

0.00 

0.00 




109.423 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

7.590 

0.62 

0.080 

0.57 

0.00 

0.00 

0.00 

0.00 

0.95 

1.57 

0.06 

1.682 

0.04 

0.03 


Kotbaori 

0830000303811600 

7.959 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.207 

1.22 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.26 

0.00 

0.003 

0.19 

0.16 


Rangbari 

0830000303806600 

6.930 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.553 

0.22 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.00 

0.002 

0.14 

0.08 


Rath Kankra 

0830000303807100 

13.637 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

13.018 

0.99 

0.080 

0.03 

0.01 

0.00 

0.00 

0.00 

1.05 

1.37 

0.11 

0.019 

0.63 

0.48 


Rojhari 

0830000303806800 

6.253 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.253 

0.65 

0.080 

0.03 

0.01 

0.00 

0.00 

0.00 

0.34 

0.55 

0.11 

0.009 

0.64 

0.39 


Tholanpur 

0830000303811500 

13.851 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.185 

1.10 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.000 

0.01 

0.01 

08003015 

Agra 

0829000403582700 

9.407 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.016 

5.43 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.21 

0.01 

0.001 

0.08 

0.08 


Ajpura 

0829000403583100 

0.726 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.726 

4.61 

0.040 

0.04 

0.01 

0.00 

0.00 

0.00 

0.16 

0.18 

0.15 

0.001 

0.73 

0.67 


Akhawa 

0830000303811300 

47.337 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.954 

1.57 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.15 

0.00 

0.001 

0.01 

0.01 


Amarpura 

0829000403588100 

0.587 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.001 

3.68 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 



0830000303813800 

1.814 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.633 

4.92 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.30 

0.00 

0.001 

0.25 

0.20 







Non-command 

Shale 

0.861 

4.92 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.00 

0.001 

0.34 

0.28 


Arena Kalan 

0829000403583400 

2.649 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.928 

4.74 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.40 

0.44 

0.11 

0.003 

0.53 

0.48 


Bachhriya 

0830000303812500 

2.301 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.710 

2.94 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.48 

0.00 

0.002 

0.53 

0.44 


Baheliya 

0829000403586300 

6.947 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.146 

6.39 

0.040 

0.06 

0.01 

0.00 

0.00 

0.00 

1.62 

1.88 

0.23 

0.008 

0.65 

0.56 


Bakchanch 

0823000502779900 

23.453 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.516 

2.05 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.13 

0.00 

0.010 

0.17 

0.14 







Non-command 

Shale 

0.036 

2.05 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bakhtpura 

0829000403576200 

7.746 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.018 

1.84 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Shale 

1.097 

1.84 

0.013 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.03 

0.001 

0.10 

0.09 


Balapura 

0829000403574300 

0.410 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.072 

1.38 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.13 

0.11 







Non-command 

Shale 

0.339 

1.38 

0.013 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.61 

0.51 


Balkoo 

0830000403817700 

8.357 

Fresh 

Non-command 

Non-command 

Shale 

0.001 

3.46 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Baroliya 

0829000403575000 

1.949 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.947 

1.42 

0.040 

0.02 

0.00 

0.00 

0.00 

0.01 

0.13 

0.15 

0.08 

0.003 

0.74 

0.62 







Non-command 

Shale 

0.001 

1.42 

0.013 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Barwan 

0829000403586000 

5.994 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.770 

5.16 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.37 

0.43 

0.00 

0.002 

0.22 

0.19 


Beer Kala Khet 

0829000403575700 

2.435 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.685 

1.57 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.01 

0.001 

0.21 

0.18 







Non-command 

Shale 

0.000 

1.57 

0.013 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhagwanpura 

0830000303813500 

0.615 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.465 

3.46 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.17 

0.02 

0.001 

0.52 

0.42 


Bhagwatpura 

0829000403588600 

1.290 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.000 

4.56 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Shale 

0.003 

4.56 

0.013 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhainsrorgarh 

0829000403574100 

14.697 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.080 

1.49 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.000 

0.00 

0.00 







Non-command 

Shale 

7.969 

1.49 

0.013 

0.12 

0.03 

0.00 

0.00 

0.00 

0.24 

0.28 

0.46 

0.011 

0.40 

0.34 


Bhawanipura 

0829000403576000 

3.308 

Fresh 

Non-command 

Non-command 

Shale 

1.621 

1.45 

0.013 

0.02 

0.01 

0.00 

0.00 

0.00 

0.04 

0.05 

0.08 

0.002 

0.36 

0.31 


Borawas 

0830000303811400 

41.614 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.933 

0.59 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.31 

0.03 

0.007 

0.08 

0.06 


Borkui 

0830000303812400 

3.186 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.640 

2.86 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.60 

0.73 

0.00 

0.004 

0.58 

0.48 


Bugchach Kalan 

0830000303812600 

3.532 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.008 

2.96 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.71 

0.86 

0.00 

0.004 

0.60 

0.50 


Bugchach Khurd 

0830000303812700 

0.580 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.190 

2.98 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.00 

0.000 

0.23 

0.19 


Chand Baori 

0830000303813100 

10.999 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.991 

2.79 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.68 

0.85 

0.02 

0.004 

0.19 

0.15 


Chenpua 

0829000403585300 

1.263 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.263 

1.85 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.15 

0.10 

0.002 

0.74 

0.63 


Deeppura 

0829000403587600 

2.494 

Fresh 

Non-command 

Non-command 

Shale 

0.601 

2.78 

0.013 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.06 

0.001 

0.17 

0.15 


Deopura 

0830000303812000 

1.566 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.086 

2.57 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.27 

0.00 

0.002 

0.50 

0.42 







Non-command 

Shale 

0.463 

2.57 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.21 

0.18 


Deopuriya 

0829000403575500 

2.643 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.534 

0.84 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.11 

0.05 

0.003 

0.71 

0.60 







Non-command 

Shale 

0.025 

0.84 

0.013 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Dhaneshwar 

0823000502781100 

17.855 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.793 

2.35 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.14 

0.05 

0.007 

0.14 

0.12 


Dhuniya 

0829000403583600 

0.433 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.052 

4.85 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.09 

0.08 


Dohnya 

0830000303814000 

3.919 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.264 

4.76 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.86 

1.05 

0.00 

0.003 

0.41 

0.34 







Non-command 

Shale 

0.619 

4.76 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.00 

0.001 

0.11 

0.09 


Dolya 

0830000303811200 

21.974 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.143 

3.93 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.00 

0.000 

0.00 

0.00 


Doodi Talai 

0829000403584600 

3.085 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.366 

4.76 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.01 

0.000 

0.09 

0.08 


Forest Block 

0829000408299002 

39.833 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

32.862 

3.86 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

5.08 

5.98 

0.00 

0.045 

0.61 

0.52 


Ganeshpura 

0830000303814400 

2.762 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.596 

4.13 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.23 

0.00 

0.001 

0.16 

0.13 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.04 

0.00 

609.41 

0.00 

- 

0.00 

0.01 

0.20 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.060 

444.93 

Over Exploited 

Utthen Khurd 

082900030356400C 

0.10 

0.07 

(30.43) 

0.06 

0.01 

0.07 

0.06 

0.79 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.090 

0.005 

0.086 

0.158 

184.53 

Over Exploited 

Akhawa 

0830000303811300 

0.13 

0.13 

953.15 

0.16 

0.00 

0.16 

0.01 

0.13 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.168 

0.008 

0.160 

0.031 

19.67 

Safe 

Anandpura @ Phoota Tala 

0830000303806700 

0.13 

0.18 

200.28 

0.21 

0.00 

0.21 

0.02 

0.28 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.215 

0.011 

0.204 

0.008 

3.83 

Safe 

Anwali 

0830000303806900 

0.13 

0.98 

108.11 

1.17 

0.01 

1.18 

0.05 

0.65 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

1.203 

0.060 

1.143 

0.127 

11.07 

Safe 

Banda 

0830000303807300 

0.13 

0.33 

407.73 

0.39 

0.01 

0.41 

0.02 

0.29 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.427 

0.021 

0.405 

0.130 

32.09 

Safe 

Borawas 

0830000303811400 

0.13 

1.86 

0.94 

1.88 

0.02 

1.90 

0.04 

0.53 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

1.950 

0.097 

1.852 

0.287 

15.52 

Safe 

Daulatganj @ Naya Gaon 

0830000303807000 

0.13 

2.56 

56,426.54 

3.07 

0.01 

3.08 

0.05 

0.69 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

3.100 

0.155 

2.945 

0.177 

6.00 

Safe 

Dhaneshwar 

0823000502781100 

0.06 

0.03 

330.86 

0.04 

- 

0.04 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.047 

0.002 

0.045 

0.060 

134.35 

Over Exploited 

Haripura 

0830000303813000 

0.13 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jamoonya 

0830000303807200 

0.13 

0.15 

601,838.01 

0.18 

- 

0.18 

0.04 

0.52 

- 

- 

- 

- 

- 

- 

- 

0.184 

0.009 

0.175 

0.004 

2.15 

Safe 

Jawahar Sagar 

0823000502781300 

0.06 

0.09 

60,196.60 

0.10 

- 

0.10 

0.03 

0.39 

- 

- 

- 

- 

- 

- 

- 

0.101 

0.005 

0.096 

0.012 

12.21 

Safe 

Karondi 

0823000502781200 

0.06 

0.00 

1,702.63 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khadipur 

0823000502781400 

0.06 

0.00 

1,003.93 

0.00 

- 

0.00 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.029 

237.36 

Over Exploited 

Kota (M Corp.) 

0830000343001000 

0.13 

0.92 

282.05 

1.11 

0.09 

1.20 

0.03 

0.45 

- 

0.0300 

- 

- 

0.125 

0.155 

0.155 

1.355 

0.068 

1.287 

4.071 

316.20 

Over Exploited 



0.13 

0.00 

50,490.63 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0032 

0.0046 

0.001 

0.009 

0.009 

0.009 

0.000 

0.009 

0.030 

340.12 

Over Exploited 



0.13 

0.04 

3,652.02 

0.05 

- 

0.05 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.060 

0.003 

0.057 

1.744 

3,041.78 

Over Exploited 

Kotbaori 

0830000303811600 

0.13 

0.05 

393.68 

0.06 

- 

0.06 

0.01 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.064 

0.003 

0.061 

0.003 

5.23 

Safe 

Rangbari 

0830000303806600 

0.13 

0.03 

65.32 

0.03 

0.00 

0.03 

0.01 

0.15 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.034 

0.002 

0.032 

0.002 

6.86 

Safe 

Rath Kankra 

0830000303807100 

0.13 

1.03 

199,668.87 

1.23 

0.01 

1.24 

0.05 

0.68 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

1.261 

0.063 

1.198 

0.127 

10.58 

Safe 

Rojhari 

0830000303806800 

0.13 

0.50 

10.73 

0.55 

0.01 

0.56 

0.05 

0.69 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.587 

0.029 

0.558 

0.117 

20.97 

Safe 

Tholanpur 

0830000303811500 

0.13 

0.00 

8,737.04 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Agra 

0829000403582700 

0.04 

0.00 

6,069.28 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.009 

243.67 

Over Exploited 

Ajpura 

0829000403583100 

0.04 

0.02 

687.80 

0.03 

0.01 

0.04 

0.05 

0.78 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.067 

0.003 

0.064 

0.152 

238.38 

Over Exploited 

Akhawa 

0830000303811300 

0.13 

0.00 

9,402.80 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.001 

74.51 

Semi Critical 

Amarpura 

0829000403588100 

0.04 

0.00 

296,083.11 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 


0830000303813800 

0.13 

0.02 

1,443.22 

0.02 

- 

0.02 

0.02 

0.27 

- 

- 

- 

- 

- 

- 

- 

0.023 

0.001 

0.022 

0.001 

4.08 

Safe 



0.04 

0.01 

563.86 

0.01 

- 

0.01 

0.03 

0.36 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.013 

0.001 

9.36 

Safe 

Arena Kalan 

0829000403583400 

0.04 

0.04 

912.50 

0.05 

- 

0.05 

0.04 

0.57 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.063 

0.003 

0.059 

0.112 

187.94 

Over Exploited 

Bachhriya 

0830000303812500 

0.13 

0.11 

327.69 

0.14 

- 

0.14 

0.04 

0.57 

- 

- 

- 

- 

- 

- 

- 

0.135 

0.007 

0.128 

0.002 

1.91 

Safe 

Baheliya 

0829000403586300 

0.04 

0.17 

1,005.01 

0.20 

0.01 

0.21 

0.05 

0.70 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.244 

0.012 

0.232 

0.235 

101.55 

Over Exploited 

Bakchanch 

0823000502779900 

0.06 

0.06 

139.31 

0.07 

- 

0.07 

0.01 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.067 

0.003 

0.064 

0.010 

16.03 

Safe 



0.06 

0.00 

55,293.44 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bakhtpura 

0829000403576200 

0.04 

0.00 

118,548.06 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

808.53 

0.01 

- 

0.01 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.005 

0.026 

506.24 

Over Exploited 

Balapura 

0829000403574300 

0.04 

0.00 

1,096.35 

0.00 

- 

0.00 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.01 

(14.85) 

0.01 

- 

0.01 

0.04 

0.65 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.000 

6.91 

Safe 

Balkoo 

0830000403817700 

0.04 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Baroliya 

0829000403575000 

0.04 

0.06 

142.22 

0.07 

0.01 

0.08 

0.05 

0.79 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.097 

0.005 

0.092 

0.082 

88.98 

Semi Critical 



0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Barwan 

0829000403586000 

0.04 

0.02 

2,511.67 

0.02 

- 

0.02 

0.02 

0.23 

- 

- 

- 

- 

- 

- 

- 

0.020 

0.001 

0.019 

0.002 

12.91 

Safe 

Beer Kala Khet 

0829000403575700 

0.04 

0.01 

742.11 

0.01 

- 

0.01 

0.01 

0.22 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.009 

129.09 

Over Exploited 



0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhagwanpura 

0830000303813500 

0.13 

0.03 

463.31 

0.04 

- 

0.04 

0.04 

0.57 

- 

- 

- 

- 

- 

- 

- 

0.037 

0.002 

0.035 

0.023 

65.20 

Safe 

Bhagwatpura 

0829000403588600 

0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

70,834.98 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhainsrorgarh 

0829000403574100 

0.04 

0.00 

40,952.85 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

52,141.49 

Over Exploited 



0.04 

0.13 

121.06 

0.15 

0.03 

0.18 

0.03 

0.43 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.273 

0.014 

0.260 

0.468 

180.22 

Over Exploited 

Bhawanipura 

0829000403576000 

0.04 

0.02 

98.93 

0.03 

0.01 

0.04 

0.03 

0.39 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.058 

0.003 

0.055 

0.086 

155.98 

Over Exploited 

Borawas 

0830000303811400 

0.13 

0.05 

########## 

0.06 

- 

0.06 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.068 

0.003 

0.065 

0.039 

60.23 

Safe 

Borkui 

0830000303812400 

0.13 

0.19 

282.47 

0.23 

- 

0.23 

0.04 

0.62 

- 

- 

- 

- 

- 

- 

- 

0.229 

0.011 

0.218 

0.004 

1.74 

Safe 

Bugchach Kalan 

0830000303812600 

0.13 

0.23 

277.99 

0.27 

- 

0.27 

0.05 

0.65 

- 

- 

- 

- 

- 

- 

- 

0.272 

0.014 

0.258 

0.004 

1.67 

Safe 

Bugchach Khurd 

0830000303812700 

0.13 

0.01 

884.85 

0.01 

- 

0.01 

0.02 

0.25 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.006 

0.000 

4.34 

Safe 

Chand Baori 

0830000303813100 

0.13 

0.07 

1,120.65 

0.08 

- 

0.08 

0.01 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.083 

0.004 

0.079 

0.021 

26.88 

Safe 

Chenpua 

0829000403585300 

0.04 

0.04 

265.75 

0.05 

0.00 

0.05 

0.05 

0.79 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.059 

0.003 

0.056 

0.103 

183.34 

Over Exploited 

Deeppura 

0829000403587600 

0.04 

0.00 

1,062.19 

0.01 

- 

0.01 

0.01 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.014 

0.060 

419.25 

Over Exploited 

Deopura 

0830000303812000 

0.13 

0.07 

296.62 

0.08 

- 

0.08 

0.04 

0.53 

- 

- 

- 

- 

- 

- 

- 

0.081 

0.004 

0.077 

0.002 

2.03 

Safe 



0.04 

0.00 

445.52 

0.00 

- 

0.00 

0.02 

0.23 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.004 

0.001 

14.87 

Safe 

Deopuriya 

0829000403575500 

0.04 

0.08 

47.04 

0.09 

- 

0.09 

0.05 

0.76 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.102 

0.005 

0.097 

0.053 

55.30 

Safe 



0.04 

0.00 

5,600.33 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dhaneshwar 

0823000502781100 

0.06 

0.03 

213.56 

0.04 

- 

0.04 

0.01 

0.16 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.049 

0.002 

0.047 

0.060 

127.83 

Over Exploited 

Dhuniya 

0829000403583600 

0.04 

0.00 

5,408.48 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dohnya 

0830000303814000 

0.13 

0.12 

807.82 

0.14 

- 

0.14 

0.03 

0.44 

- 

- 

- 

- 

- 

- 

- 

0.139 

0.007 

0.132 

0.003 

2.47 

Safe 



0.04 

0.00 

1,845.36 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.001 

28.22 

Safe 

Dolya 

0830000303811200 

0.13 

0.00 

74,175.86 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Doodi Talai 

0829000403584600 

0.04 

0.00 

5,455.63 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.008 

552.83 

Over Exploited 

Forest Block 

0829000408299002 

0.04 

0.85 

########## 

1.02 

- 

1.02 

0.04 

0.65 

- 

- 

- 

- 

- 

- 

- 

1.021 

0.051 

0.970 

0.045 

4.60 

Safe 

Ganeshpura 

0830000303814400 

0.13 

0.01 

1,927.25 

0.01 

- 

0.01 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.013 

0.001 

6.48 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Shale 

1.009 

4.13 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.00 

0.001 

0.26 

0.22 


Ghodon Ka Gaon 

0830000303811700 

5.191 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.993 

1.47 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.42 

0.00 

0.004 

0.41 

0.34 







Non-command 

Shale 

1.336 

1.47 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.00 

0.002 

0.18 

0.15 


Girdharpura 

0830000303812900 

12.249 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

10.516 

3.50 

0.080 

0.09 

0.01 

0.00 

0.00 

0.00 

3.03 

3.68 

0.35 

0.015 

0.60 

0.50 







Non-command 

Shale 

0.221 

3.50 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 


Hajipur 

0829000403574400 

0.762 

Fresh 

Non-command 

Non-command 

Shale 

0.762 

1.39 

0.013 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.03 

0.001 

0.74 

0.62 


Haripura 

0830000303813000 

8.340 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

8.016 

2.36 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

1.55 

1.91 

0.13 

0.012 

0.66 

0.54 


Hatholi 

0829000403576500 

2.593 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.810 

2.86 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.12 

0.04 

0.001 

0.23 

0.20 


Indrapura 

0830000303814100 

1.860 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.508 

4.69 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.23 

0.00 

0.001 

0.19 

0.16 







Non-command 

Shale 

0.306 

4.69 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.000 

0.12 

0.10 


Jagpura 

0829000403574500 

4.860 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.790 

1.51 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.14 

0.05 

0.002 

0.27 

0.23 







Non-command 

Shale 

2.985 

1.51 

0.013 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.08 

0.004 

0.45 

0.38 


Jaora Kalan 

0829000403574600 

3.421 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.005 

1.33 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Shale 

3.386 

1.33 

0.013 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.10 

0.17 

0.005 

0.73 

0.61 


Jaora Khurd 

0829000403574700 

7.196 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.784 

1.32 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.03 

0.001 

0.08 

0.07 







Non-command 

Shale 

6.157 

1.32 

0.013 

0.05 

0.01 

0.00 

0.00 

0.00 

0.14 

0.17 

0.21 

0.008 

0.63 

0.53 


Jaspura 

0830000303814200 

4.432 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.162 

4.29 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.00 

0.000 

0.03 

0.02 


Jawahar Sagar 

0823000502781300 

11.618 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.759 

1.53 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.04 

0.03 


Jhalar Baori 

0829000403574800 

4.770 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.733 

1.45 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.01 

0.001 

0.11 

0.10 







Non-command 

Shale 

0.063 

1.45 

0.013 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Jharjhani 

0829000403587900 

12.730 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.015 

3.17 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Shale 

0.018 

3.17 

0.013 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jhoojhala 

0829000403586200 

0.348 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.348 

6.93 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.13 

0.03 

0.000 

0.74 

0.63 


Kacholiya 

0829000403575200 

0.735 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.696 

1.31 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.00 

0.001 

0.70 

0.59 







Non-command 

Shale 

0.039 

1.31 

0.013 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.04 

0.03 


Khal Gaon 

0829000403576800 

1.870 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.870 

3.09 

0.040 

0.05 

0.01 

0.00 

0.00 

0.00 

0.27 

0.32 

0.19 

0.003 

0.74 

0.63 


Khangarpura 

0830000303813900 

7.686 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.753 

4.79 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

1.82 

2.22 

0.00 

0.007 

0.44 

0.36 







Non-command 

Shale 

2.167 

4.79 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.19 

0.00 

0.003 

0.20 

0.16 


Kharli Baori 

0830000303814600 

2.543 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.346 

4.09 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.14 

0.00 

0.000 

0.10 

0.08 


Khera Veeran 

0829000403585000 

0.281 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.281 

4.81 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.03 

0.000 

0.73 

0.64 


Kishanpura 

0830000303813300 

8.380 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.938 

3.89 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.55 

1.93 

0.04 

0.007 

0.41 

0.33 


Kolipura 

0830000303811800 

2.258 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.676 

1.78 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.26 

0.31 

0.07 

0.002 

0.53 

0.44 







Non-command 

Shale 

0.257 

1.78 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.08 

0.07 


Kolpura 

0829000403583200 

4.792 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.112 

3.87 

0.040 

0.07 

0.01 

0.00 

0.00 

0.02 

0.68 

0.76 

0.27 

0.006 

0.63 

0.56 


Koriya Khal 

0829000403574200 

0.242 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.161 

1.44 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.49 

0.41 







Non-command 

Shale 

0.081 

1.44 

0.013 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.25 

0.21 


Kotbaori 

0830000303811600 

7.959 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.718 

1.22 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.56 

0.68 

0.00 

0.008 

0.50 

0.41 


Kotra 

0829000403588800 

3.203 

Fresh 

Non-command 

Non-command 

Shale 

0.025 

5.87 

0.013 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 


Kripapur 

0829000403582800 

2.075 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.869 

5.37 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.21 

0.21 

0.09 

0.001 

0.30 

0.31 


Kushalgarh 

0829000403585100 

0.496 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.496 

4.69 

0.040 

0.05 

0.01 

0.00 

0.00 

0.00 

0.13 

0.15 

0.19 

0.001 

0.74 

0.63 


Lasana 

0829000403586100 

1.509 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.509 

6.20 

0.040 

0.06 

0.01 

0.00 

0.00 

0.00 

0.42 

0.50 

0.24 

0.002 

0.74 

0.63 


Mahupura 

0829000403575600 

1.823 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.491 

1.04 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.20 

0.17 







Non-command 

Shale 

1.332 

1.04 

0.013 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.002 

0.54 

0.46 


Malpura 

0829000403588700 

0.814 

Fresh 

Non-command 

Non-command 

Shale 

0.012 

5.17 

0.013 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Mandesara 

0829000403576700 

9.336 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.071 

2.91 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.39 

0.45 

0.11 

0.004 

0.24 

0.21 


Manoli 

0829000403586500 

3.120 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.490 

5.56 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.13 

0.00 

0.001 

0.12 

0.10 


Manpura 

0829000403587700 

2.691 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.343 

2.97 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.00 

0.000 

0.09 

0.08 







Non-command 

Shale 

0.149 

2.97 

0.013 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.04 

0.03 


Mortooka 

0829000403575800 

1.715 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.085 

2.28 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.04 

0.03 


Motipura 

0830000303813400 

0.455 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.319 

3.29 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.12 

0.03 

0.000 

0.49 

0.39 


Nali 

0829000403584900 

3.555 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.187 

4.78 

0.040 

0.05 

0.01 

0.00 

0.00 

0.00 

0.65 

0.75 

0.18 

0.004 

0.66 

0.57 


Narayanpura 

0830000303814300 

5.299 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.369 

4.48 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.49 

0.60 

0.00 

0.002 

0.18 

0.15 







Non-command 

Shale 

0.582 

4.48 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.00 

0.001 

0.08 

0.06 


Neem Ka Khera 

0829000403575300 

1.956 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.322 

1.39 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.000 

0.12 

0.10 







Non-command 

Shale 

1.634 

1.39 

0.013 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.002 

0.62 

0.52 


Neemkhera 

0830000303812100 

2.207 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.261 

2.82 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.34 

0.00 

0.002 

0.41 

0.34 







Non-command 

Shale 

0.501 

2.82 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.001 

0.16 

0.14 


Ogadiya 

0829000403583700 

1.041 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.034 

5.34 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.23 

0.00 

0.001 

0.72 

0.70 


Padajhar Khurd 

0829000403585400 

1.774 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.194 

0.85 

0.040 

0.02 

0.01 

0.00 

0.00 

0.00 

0.05 

0.06 

0.09 

0.002 

0.50 

0.42 


Paral Banda 

0829000403585200 

0.371 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.371 

3.38 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.05 

0.001 

0.74 

0.63 


Peerpura 

0829000403573600 

0.895 

Fresh 

Non-command 

Non-command 

Shale 

0.407 

1.56 

0.013 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.34 

0.28 


Phootpal 

0829000403583300 

1.352 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.352 

4.14 

0.040 

0.01 

0.00 

0.00 

0.00 

0.02 

0.21 

0.24 

0.03 

0.002 

0.73 

0.64 


Prithvipura 

0830000303813700 

2.204 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.893 

4.01 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.63 

0.78 

0.09 

0.003 

0.60 

0.49 


Rajpura 

0823000502779800 

5.712 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.207 

2.36 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.000 

0.03 

0.02 



0829000403583500 

1.862 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.857 

4.93 

0.040 

0.04 

0.01 

0.00 

0.00 

0.00 

0.40 

0.42 

0.16 

0.003 

0.73 

0.68 


Ratanpura 

0829000403576600 

1.727 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.531 

2.81 

0.040 

0.10 

0.02 

0.00 

0.00 

0.00 

0.25 

0.30 

0.41 

0.002 

0.65 

0.55 


Ratariya 

0830000303811900 

1.644 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.062 

2.26 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.23 

0.01 

0.002 

0.46 

0.39 







Non-command 

Shale 

0.432 

2.26 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.001 

0.19 

0.16 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.04 

0.01 

601.65 

0.01 

- 

0.01 

0.02 

0.28 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.012 

0.001 

11.96 

Safe 

Ghodon Ka Gaon 

0830000303811700 

0.13 

0.15 

174.18 

0.19 

- 

0.19 

0.03 

0.44 

- 

- 

- 

- 

- 

- 

- 

0.185 

0.009 

0.176 

0.004 

2.44 

Safe 



0.04 

0.01 

259.90 

0.01 

- 

0.01 

0.01 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.011 

0.002 

17.10 

Safe 

Girdharpura 

0830000303812900 

0.13 

0.79 

363.94 

0.95 

0.01 

0.96 

0.05 

0.65 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

1.002 

0.050 

0.952 

0.361 

37.93 

Safe 



0.04 

0.00 

12,434.86 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

4,926.70 

Over Exploited 

Hajipur 

0829000403574400 

0.04 

0.02 

22.86 

0.03 

- 

0.03 

0.05 

0.79 

- 

- 

- 

- 

- 

- 

- 

0.027 

0.001 

0.026 

0.026 

101.66 

Over Exploited 

Haripura 

0830000303813000 

0.13 

0.66 

187.00 

0.80 

- 

0.80 

0.05 

0.71 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.818 

0.041 

0.777 

0.137 

17.58 

Safe 

Hatholi 

0829000403576500 

0.04 

0.01 

1,426.96 

0.01 

- 

0.01 

0.02 

0.25 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.020 

0.001 

0.019 

0.043 

231.99 

Over Exploited 

Indrapura 

0830000303814100 

0.13 

0.01 

1,782.47 

0.01 

- 

0.01 

0.02 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.015 

0.001 

0.014 

0.001 

5.21 

Safe 



0.04 

0.00 

1,734.33 

0.00 

- 

0.00 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.000 

27.05 

Safe 

Jagpura 

0829000403574500 

0.04 

0.02 

579.25 

0.02 

- 

0.02 

0.02 

0.29 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.035 

0.002 

0.033 

0.052 

158.73 

Over Exploited 



0.04 

0.05 

67.98 

0.06 

- 

0.06 

0.03 

0.48 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.075 

0.004 

0.071 

0.080 

112.77 

Over Exploited 

Jaora Kalan 

0829000403574600 

0.04 

0.00 

99,090.82 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.10 

3.89 

0.10 

0.01 

0.11 

0.05 

0.78 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.142 

0.007 

0.135 

0.172 

126.85 

Over Exploited 

Jaora Khurd 

0829000403574700 

0.04 

0.00 

2,188.72 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.026 

857.84 

Over Exploited 



0.04 

0.15 

8.85 

0.17 

0.01 

0.18 

0.04 

0.67 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.218 

0.011 

0.207 

0.213 

103.02 

Over Exploited 

Jaspura 

0830000303814200 

0.13 

0.00 

13,259.55 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Jawahar Sagar 

0823000502781300 

0.06 

0.00 

61,307.82 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.001 

83.33 

Semi Critical 

Jhalar Baori 

0829000403574800 

0.04 

0.00 

1,318.22 

0.00 

0.00 

0.00 

0.01 

0.12 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

0.000 

0.004 

0.009 

206.35 

Over Exploited 



0.04 

0.00 

(8,355.49) 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.007 

0.000 

0.007 

0.000 

1.28 

Safe 

Jharjhani 

0829000403587900 

0.04 

0.00 

420,492.43 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

112,262.49 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jhoojhala 

0829000403586200 

0.04 

0.01 

1,046.86 

0.01 

- 

0.01 

0.05 

0.79 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.012 

0.025 

204.52 

Over Exploited 

Kacholiya 

0829000403575200 

0.04 

0.02 

109.11 

0.02 

- 

0.02 

0.05 

0.75 

- 

- 

- 

- 

- 

- 

- 

0.025 

0.001 

0.024 

0.001 

4.00 

Safe 



0.04 

0.00 

1,017.52 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khal Gaon 

0829000403576800 

0.04 

0.06 

440.17 

0.07 

0.01 

0.08 

0.05 

0.79 

- 

0.0400 

- 

- 

0.002 

0.042 

0.042 

0.124 

0.006 

0.118 

0.196 

166.08 

Over Exploited 

Khangarpura 

0830000303813900 

0.13 

0.26 

757.48 

0.31 

- 

0.31 

0.03 

0.47 

- 

- 

- 

- 

- 

- 

- 

0.311 

0.016 

0.295 

0.007 

2.31 

Safe 



0.04 

0.02 

1,001.72 

0.02 

- 

0.02 

0.02 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.021 

0.001 

0.020 

0.003 

15.83 

Safe 

Kharli Baori 

0830000303814600 

0.13 

0.00 

3,135.60 

0.01 

- 

0.01 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.000 

10.35 

Safe 

Khera Veeran 

0829000403585000 

0.04 

0.01 

742.78 

0.01 

- 

0.01 

0.05 

0.79 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.010 

0.034 

343.48 

Over Exploited 

Kishanpura 

0830000303813300 

0.13 

0.25 

667.11 

0.30 

- 

0.30 

0.03 

0.44 

- 

- 

- 

- 

- 

- 

- 

0.302 

0.015 

0.287 

0.050 

17.46 

Safe 

Kolipura 

0830000303811800 

0.13 

0.11 

181.45 

0.13 

- 

0.13 

0.04 

0.57 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.143 

0.007 

0.136 

0.073 

54.15 

Safe 



0.04 

0.00 

895.83 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.011 

1,196.57 

Over Exploited 

Kolpura 

0829000403583200 

0.04 

0.11 

591.43 

0.13 

0.03 

0.16 

0.05 

0.67 

- 

0.0500 

- 

- 

0.023 

0.073 

0.073 

0.230 

0.011 

0.218 

0.275 

125.77 

Over Exploited 

Koriya Khal 

0829000403574200 

0.04 

0.00 

228.65 

0.00 

- 

0.00 

0.03 

0.52 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.008 

215.39 

Over Exploited 



0.04 

0.00 

123.65 

0.00 

- 

0.00 

0.02 

0.26 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.008 

883.97 

Over Exploited 

Kotbaori 

0830000303811600 

0.13 

0.36 

90.55 

0.43 

- 

0.43 

0.04 

0.54 

- 

- 

- 

- 

- 

- 

- 

0.428 

0.021 

0.407 

0.008 

2.02 

Safe 

Kotra 

0829000403588800 

0.04 

0.00 

38,299.47 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kripapur 

0829000403582800 

0.04 

0.01 

1,724.89 

0.01 

0.00 

0.01 

0.02 

0.33 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.034 

0.002 

0.032 

0.093 

292.75 

Over Exploited 

Kushalgarh 

0829000403585100 

0.04 

0.02 

891.36 

0.02 

0.01 

0.03 

0.05 

0.79 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.050 

0.003 

0.048 

0.194 

406.27 

Over Exploited 

Lasana 

0829000403586100 

0.04 

0.05 

952.48 

0.06 

0.01 

0.07 

0.05 

0.79 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.098 

0.005 

0.093 

0.237 

254.67 

Over Exploited 

Mahupura 

0829000403575600 

0.04 

0.00 

481.92 

0.00 

- 

0.00 

0.01 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.018 

372.64 

Over Exploited 



0.04 

0.03 

12.26 

0.03 

0.00 

0.03 

0.04 

0.58 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.042 

0.002 

0.040 

0.036 

88.71 

Semi Critical 

Malpura 

0829000403588700 

0.04 

0.00 

19,428.65 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mandesara 

0829000403576700 

0.04 

0.03 

1,320.16 

0.04 

- 

0.04 

0.02 

0.26 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.058 

0.003 

0.055 

0.113 

205.36 

Over Exploited 

Manoli 

0829000403586500 

0.04 

0.00 

5,128.83 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.001 

24.29 

Safe 

Manpura 

0829000403587700 

0.04 

0.00 

3,525.21 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.000 

30.60 

Safe 



0.04 

0.00 

2,645.36 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mortooka 

0829000403575800 

0.04 

0.00 

6,816.86 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Motipura 

0830000303813400 

0.13 

0.02 

497.81 

0.02 

- 

0.02 

0.04 

0.52 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.033 

0.002 

0.032 

0.030 

96.32 

Critical 

Nali 

0829000403584900 

0.04 

0.09 

734.49 

0.11 

0.01 

0.12 

0.05 

0.71 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.137 

0.007 

0.130 

0.180 

138.40 

Over Exploited 

Narayanpura 

0830000303814300 

0.13 

0.03 

1,798.93 

0.04 

- 

0.04 

0.01 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.038 

0.002 

0.036 

0.002 

5.50 

Safe 



0.04 

0.00 

2,520.69 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.001 

40.38 

Safe 

Neem Ka Khera 

0829000403575300 

0.04 

0.00 

1,168.81 

0.00 

- 

0.00 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.000 

22.97 

Safe 



0.04 

0.04 

(16.42) 

0.03 

- 

0.03 

0.04 

0.66 

- 

- 

- 

- 

- 

- 

- 

0.034 

0.002 

0.032 

0.002 

6.93 

Safe 

Neemkhera 

0830000303812100 

0.13 

0.06 

427.33 

0.08 

- 

0.08 

0.03 

0.44 

- 

- 

- 

- 

- 

- 

- 

0.077 

0.004 

0.073 

0.002 

2.46 

Safe 



0.04 

0.00 

677.23 

0.00 

- 

0.00 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.001 

19.38 

Safe 

Ogadiya 

0829000403583700 

0.04 

0.03 

608.85 

0.04 

0.00 

0.04 

0.05 

0.78 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.040 

0.002 

0.038 

0.001 

3.70 

Safe 

Padajhar Khurd 

0829000403585400 

0.04 

0.03 

136.62 

0.03 

0.01 

0.04 

0.03 

0.53 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.060 

0.003 

0.057 

0.094 

163.36 

Over Exploited 

Paral Banda 

0829000403585200 

0.04 

0.01 

470.23 

0.01 

0.00 

0.02 

0.05 

0.79 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.032 

0.002 

0.031 

0.051 

163.63 

Over Exploited 

Peerpura 

0829000403573600 

0.04 

0.01 

71.73 

0.01 

- 

0.01 

0.02 

0.36 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.006 

0.001 

8.86 

Safe 

Phootpal 

0829000403583300 

0.04 

0.04 

477.75 

0.05 

0.02 

0.07 

0.05 

0.79 

- 

- 

- 

- 

0.030 

0.030 

0.030 

0.101 

0.005 

0.096 

0.036 

37.45 

Safe 

Prithvipura 

0830000303813700 

0.13 

0.14 

446.03 

0.17 

- 

0.17 

0.05 

0.65 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.180 

0.009 

0.171 

0.089 

51.79 

Safe 

Rajpura 

0823000502779800 

0.06 

0.00 

1,652.54 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

2,222.70 

Over Exploited 


0829000403583500 

0.04 

0.06 

635.24 

0.07 

0.01 

0.08 

0.05 

0.78 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.109 

0.005 

0.104 

0.163 

156.79 

Over Exploited 

Ratanpura 

0829000403576600 

0.04 

0.04 

597.48 

0.05 

0.02 

0.07 

0.05 

0.70 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.151 

0.008 

0.144 

0.416 

289.73 

Over Exploited 

Ratariya 

0830000303811900 

0.13 

0.06 

275.06 

0.07 

- 

0.07 

0.03 

0.50 

- 

- 

- 

- 

- 

- 

- 

0.074 

0.004 

0.070 

0.013 

17.89 

Safe 



0.04 

0.00 

440.52 

0.00 

- 

0.00 

0.01 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.001 

16.72 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Ratoli 

082900040358660C 

2.776 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.172 

5.03 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.00 

0.000 

0.05 

0.04 


Rawatbhata (M) 

0829000442902000 

9.535 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.517 

0.64 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.20 

0.00 

0.000 

0.50 

0.43 


Rooppura 

0830000303812300 

6.118 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.943 

2.45 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.97 

1.17 

0.00 

0.007 

0.57 

0.47 


Saneeta 

0829000403575400 

1.956 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.518 

0.97 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.06 

0.002 

0.57 

0.48 







Non-command 

Shale 

0.439 

0.97 

0.013 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.17 

0.14 


Sankhalon Ka Dhundha 

0829000403574900 

1.689 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.601 

0.69 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.00 

0.002 

0.70 

0.59 







Non-command 

Shale 

0.088 

0.69 

0.013 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.04 

0.03 


Shyampura 

0829000403576100 

1.583 

Fresh 

Non-command 

Non-command 

Shale 

1.583 

1.28 

0.013 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.04 

0.002 

0.74 

0.62 


Shyodanpura 

0830000303812200 

1.466 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.061 

2.92 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.30 

0.00 

0.002 

0.52 

0.43 







Non-command 

Shale 

0.020 

2.92 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Teendwa 

0829000403575100 

0.573 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.573 

0.48 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.74 

0.62 


Tholanpur 

0830000303811500 

13.851 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

9.604 

1.10 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.84 

1.01 

0.00 

0.014 

0.50 

0.41 







Non-command 

Shale 

0.941 

1.10 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.05 

0.04 


Udpura 

0830000303813600 

0.744 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.564 

3.67 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.22 

0.02 

0.001 

0.53 

0.43 


Udpuria 

0829000403575900 

1.076 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.386 

1.36 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.27 

0.22 







Non-command 

Shale 

0.681 

1.36 

0.013 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.47 

0.39 


Udpuriya 

0829000403583900 

2.443 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.282 

5.09 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.01 

0.000 

0.08 

0.08 


Ummedpura 

0830000303812800 

0.343 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.323 

3.03 

0.080 

0.09 

0.01 

0.00 

0.00 

0.00 

0.16 

0.19 

0.37 

0.000 

0.67 

0.55 

08003016 

Agra 

0829000403582700 

9.407 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

7.490 

5.43 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

1.65 

1.55 

0.08 

0.010 

0.58 

0.61 


Amlat 

0829000403584400 

2.859 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.578 

4.68 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.48 

0.53 

0.00 

0.003 

0.66 

0.60 


Anandpura 

0829000403584500 

1.416 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.267 

4.59 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.25 

0.00 

0.002 

0.65 

0.60 


Anwalhera 

0829000403593600 

6.707 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.707 

4.18 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

1.12 

1.02 

0.00 

0.009 

0.72 

0.79 


Arena Kalan 

0829000403583400 

2.649 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.721 

4.74 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.16 

0.04 

0.001 

0.20 

0.18 


Arena Khurd 

0829000403584700 

0.147 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.144 

4.79 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.04 

0.000 

0.72 

0.64 


Arniya 

0829000403581300 

19.299 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

7.845 

4.55 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

1.46 

1.05 

0.10 

0.011 

0.29 

0.40 



0829000403584300 

0.167 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.121 

3.95 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.000 

0.53 

0.49 


Baheliya 

0829000403586300 

6.947 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.725 

6.39 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.23 

0.03 

0.001 

0.08 

0.07 


Bakhari 

0829000403582000 

0.064 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.021 

4.27 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.24 

0.28 


Banda 

0829000403591900 

0.006 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.006 

4.87 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.73 

0.64 


Baori Khera 

0829000403593900 

3.313 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.313 

5.54 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.74 

0.64 

0.05 

0.004 

0.72 

0.84 


Barkhera 

0829000403591700 

5.947 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.947 

4.88 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

1.18 

1.33 

0.05 

0.008 

0.75 

0.67 


Barwan 

0829000403586000 

5.994 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.047 

5.16 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.63 

0.73 

0.00 

0.004 

0.37 

0.32 


Chittauriya 

0829000403593000 

2.308 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.308 

3.20 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.31 

0.00 

0.003 

0.73 

0.69 


Dareeba 

0829000403581900 

0.854 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.605 

4.79 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.12 

0.06 

0.001 

0.51 

0.59 


Deeppura 

0829000403587600 

2.494 

Fresh 

Non-command 

Non-command 

Shale 

0.001 

2.78 

0.013 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Deopura 

0829000403594200 

8.847 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.527 

8.63 

0.040 

0.04 

0.01 

0.00 

0.00 

0.00 

1.25 

0.93 

0.14 

0.005 

0.28 

0.38 


Dholai 

0829000403591300 

4.094 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.210 

6.99 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.01 

0.000 

0.04 

0.03 


Doodi Talai 

0829000403584600 

3.085 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.693 

4.76 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.52 

0.56 

0.04 

0.004 

0.64 

0.59 


Dotara 

0829000403592400 

10.451 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

10.050 

4.07 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

1.64 

1.82 

0.00 

0.014 

0.71 

0.64 


Eklingpura 

0829000403591100 

4.999 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.267 

6.99 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.03 

0.000 

0.04 

0.03 







Non-command 

Shale 

0.053 

6.99 

0.013 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.000 

0.01 

0.01 


Emti 

0829000403585600 

1.081 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.044 

2.34 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.12 

0.00 

0.001 

0.71 

0.60 


Forest Block 

0829000408299002 

39.833 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.546 

3.86 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.70 

0.83 

0.00 

0.006 

0.08 

0.07 


Ganeshpura 

0829000403584800 

0.360 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.360 

4.76 

0.040 

0.11 

0.02 

0.00 

0.00 

0.00 

0.16 

0.18 

0.44 

0.000 

0.73 

0.66 


Ganga Ka Khera 

0829000403585700 

0.099 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.099 

2.39 

0.040 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.000 

0.73 

0.62 


Gopalpura 

0829000403590700 

4.793 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.060 

7.30 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.000 

0.01 

0.01 


Govindpura 

0829000403593300 

1.619 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.619 

2.99 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.19 

0.00 

0.002 

0.72 

0.73 


Jagliya Rundi 

0829000403582100 

1.377 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.311 

5.14 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.24 

0.00 

0.002 

0.68 

0.78 


Jalampura 

0829000403587800 

0.767 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.000 

3.24 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Shale 

0.025 

3.24 

0.013 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Jaora Khurd 

0829000403574700 

7.196 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.084 

1.32 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.000 

0.01 

0.01 







Non-command 

Shale 

0.021 

1.32 

0.013 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jaswantpura 

0829000403582500 

1.464 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.240 

5.05 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.23 

0.00 

0.002 

0.61 

0.67 


Jhalar Baori 

0829000403574800 

4.770 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.972 

1.45 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.28 

0.04 

0.005 

0.61 

0.52 







Non-command 

Shale 

0.001 

1.45 

0.013 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jharjhani 

0829000403587900 

12.730 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.008 

3.17 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Shale 

0.066 

3.17 

0.013 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 


Jheenkra 

0829000403593200 

6.704 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.704 

3.23 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.87 

0.82 

0.00 

0.009 

0.72 

0.76 


Kanti 

0829000403592500 

0.172 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.172 

4.37 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.000 

0.73 

0.66 


Kanwarpura 

0829000403594100 

3.654 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.392 

3.90 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.00 

0.001 

0.08 

0.10 


Kesha Ka Khera 

0829000403586400 

0.559 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.283 

5.70 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.00 

0.000 

0.37 

0.32 


Kethoola 

0829000403592600 

0.194 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.194 

3.98 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.000 

0.73 

0.67 


Khangarpura 

0829000403580800 

3.773 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.689 

5.64 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.83 

0.70 

0.00 

0.005 

0.70 

0.84 


Kharnai 

0829000403581700 

10.951 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.038 

5.06 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Kherat 

0829000403594000 

4.221 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.216 

6.28 

0.040 

0.00 

0.00 

0.00 

0.00 

0.01 

1.05 

0.85 

0.00 

0.006 

0.72 

0.89 


Kherli 

0829000403587400 

6.594 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.594 

3.21 

0.040 

0.00 

0.00 

0.00 

0.00 

0.03 

0.81 

0.95 

0.00 

0.009 

0.73 

0.62 


Kishorpura 

0829000403588400 

1.309 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.000 

3.82 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Shale 

0.014 

3.82 

0.013 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Ratoli 

0829000403586600 

0.04 

0.00 

11,742.40 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rawatbhata (M) 

0829000442902000 

0.04 

0.14 

41.50 

0.17 

- 

0.17 

0.04 

0.54 

- 

- 

- 

- 

- 

- 

- 

0.168 

0.008 

0.159 

- 

- 

Safe 

Rooppura 

0830000303812300 

0.13 

0.35 

233.40 

0.42 

- 

0.42 

0.04 

0.61 

- 

- 

- 

- 

- 

- 

- 

0.421 

0.021 

0.400 

0.007 

1.77 

Safe 

Saneeta 

0829000403575400 

0.04 

0.04 

149.22 

0.04 

0.00 

0.05 

0.04 

0.61 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.057 

0.003 

0.054 

0.061 

113.56 

Over Exploited 



0.04 

0.00 

103.01 

0.00 

0.00 

0.00 

0.01 

0.18 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

0.000 

0.004 

0.018 

446.33 

Over Exploited 

Sankhalon Ka Dhundha 

0829000403574900 

0.04 

0.05 

9.59 

0.05 

- 

0.05 

0.05 

0.75 

- 

- 

- 

- 

- 

- 

- 

0.052 

0.003 

0.050 

0.002 

4.37 

Safe 



0.04 

0.00 

564.16 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Shyampura 

0829000403576100 

0.04 

0.05 

(10.66) 

0.04 

0.00 

0.04 

0.05 

0.79 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.052 

0.003 

0.049 

0.044 

89.41 

Semi Critical 

Shyodanpura 

0830000303812200 

0.13 

0.07 

332.67 

0.08 

- 

0.08 

0.04 

0.55 

- 

- 

- 

- 

- 

- 

- 

0.082 

0.004 

0.078 

0.002 

1.95 

Safe 



0.04 

0.00 

13,999.01 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Teendwa 

0829000403575100 

0.04 

0.02 

(28.36) 

0.01 

- 

0.01 

0.05 

0.79 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.014 

0.001 

5.68 

Safe 

Tholanpur 

0830000303811500 

0.13 

0.59 

942,683.86 

0.71 

- 

0.71 

0.04 

0.53 

- 

- 

- 

- 

- 

- 

- 

0.709 

0.035 

0.674 

0.014 

2.05 

Safe 



0.04 

0.00 

916.12 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.001 

64.73 

Safe 

Udpura 

0830000303813600 

0.13 

0.04 

483.32 

0.04 

- 

0.04 

0.04 

0.57 

- 

- 

- 

- 

- 

- 

- 

0.045 

0.002 

0.042 

0.023 

53.69 

Safe 

Udpuria 

0829000403575900 

0.04 

0.00 

470.08 

0.01 

- 

0.01 

0.02 

0.28 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.001 

10.53 

Safe 



0.04 

0.01 

8.17 

0.01 

- 

0.01 

0.03 

0.50 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.013 

0.009 

68.08 

Safe 

Udpuriya 

0829000403583900 

0.04 

0.00 

5,800.66 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.008 

730.43 

Over Exploited 

Ummedpura 

0830000303812800 

0.13 

0.03 

609.08 

0.03 

0.01 

0.04 

0.05 

0.72 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.112 

0.006 

0.107 

0.367 

344.52 

Over Exploited 

Agra 

0829000403582700 

0.04 

0.18 

747.12 

0.22 

- 

0.22 

0.04 

0.62 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.240 

0.012 

0.228 

0.094 

41.26 

Safe 

Amlat 

0829000403584400 

0.04 

0.07 

636.48 

0.09 

- 

0.09 

0.05 

0.71 

- 

- 

- 

- 

- 

- 

- 

0.087 

0.004 

0.082 

0.003 

4.24 

Safe 

Anandpura 

0829000403584500 

0.04 

0.03 

58,311.66 

0.04 

- 

0.04 

0.05 

0.70 

- 

- 

- 

- 

- 

- 

- 

0.041 

0.002 

0.039 

0.002 

4.39 

Safe 

Anwalhera 

0829000403593600 

0.04 

0.21 

394.36 

0.25 

0.00 

0.25 

0.06 

0.78 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.255 

0.013 

0.242 

0.009 

3.77 

Safe 

Arena Kalan 

0829000403583400 

0.04 

0.01 

2,585.80 

0.01 

- 

0.01 

0.01 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.043 

616.29 

Over Exploited 

Arena Khurd 

0829000403584700 

0.04 

0.00 

862.24 

0.01 

- 

0.01 

0.05 

0.77 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.042 

843.98 

Over Exploited 

Arniya 

0829000403581300 

0.04 

0.10 

980.00 

0.12 

- 

0.12 

0.02 

0.31 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.137 

0.007 

0.130 

0.111 

85.08 

Semi Critical 


0829000403584300 

0.04 

0.00 

659.01 

0.00 

- 

0.00 

0.04 

0.57 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.000 

5.28 

Safe 

Baheliya 

0829000403586300 

0.04 

0.00 

9,470.27 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.026 

964.34 

Over Exploited 

Bakhari 

0829000403582000 

0.04 

0.00 

1,356.72 

0.00 

- 

0.00 

0.02 

0.25 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Banda 

0829000403591900 

0.04 

0.00 

306.43 

0.00 

0.00 

0.00 

0.05 

0.79 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.001 

0.000 

0.58 

Safe 

Baori Khera 

0829000403593900 

0.04 

0.10 

528.80 

0.12 

- 

0.12 

0.06 

0.78 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.132 

0.007 

0.125 

0.054 

43.45 

Safe 

Barkhera 

0829000403591700 

0.04 

0.19 

600.04 

0.23 

0.00 

0.23 

0.06 

0.81 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.239 

0.012 

0.227 

0.058 

25.58 

Safe 

Barwan 

0829000403586000 

0.04 

0.05 

1,416.60 

0.06 

- 

0.06 

0.03 

0.40 

- 

- 

- 

- 

- 

- 

- 

0.058 

0.003 

0.055 

0.004 

7.50 

Safe 

Chittauriya 

0829000403593000 

0.04 

0.07 

336.72 

0.09 

0.00 

0.09 

0.05 

0.79 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.088 

0.004 

0.084 

0.003 

3.75 

Safe 

Dareeba 

0829000403581900 

0.04 

0.01 

787.32 

0.02 

- 

0.02 

0.04 

0.55 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.026 

0.001 

0.024 

0.060 

245.00 

Over Exploited 

Deeppura 

0829000403587600 

0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Deopura 

0829000403594200 

0.04 

0.04 

2,062.83 

0.05 

0.01 

0.06 

0.02 

0.31 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.091 

0.005 

0.087 

0.148 

170.27 

Over Exploited 

Dholai 

0829000403591300 

0.04 

0.00 

19,909.03 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

2,154.36 

Over Exploited 

Doodi Talai 

0829000403584600 

0.04 

0.07 

669.32 

0.09 

- 

0.09 

0.05 

0.68 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.098 

0.005 

0.093 

0.046 

49.22 

Safe 

Dotara 

0829000403592400 

0.04 

0.30 

496.50 

0.37 

- 

0.37 

0.05 

0.77 

- 

- 

- 

- 

- 

- 

- 

0.365 

0.018 

0.347 

0.014 

3.93 

Safe 

Eklingpura 

0829000403591100 

0.04 

0.00 

21,393.14 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.034 

6,720.43 

Over Exploited 



0.04 

0.00 

31,259.86 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

42,700.93 

Over Exploited 

Emti 

0829000403585600 

0.04 

0.03 

264.46 

0.04 

- 

0.04 

0.05 

0.76 

- 

- 

- 

- 

- 

- 

- 

0.038 

0.002 

0.036 

0.001 

3.93 

Safe 

Forest Block 

0829000408299002 

0.04 

0.02 

########## 

0.02 

- 

0.02 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.019 

0.001 

0.019 

0.006 

33.32 

Safe 

Ganeshpura 

0829000403584800 

0.04 

0.01 

1,468.61 

0.01 

0.02 

0.03 

0.05 

0.78 

- 

0.0500 

- 

- 

0.000 

0.051 

0.051 

0.084 

0.004 

0.080 

0.442 

552.65 

Over Exploited 

Ganga Ka Khera 

0829000403585700 

0.04 

0.00 

(54.97) 

0.00 

0.01 

0.01 

0.05 

0.79 

- 

- 

- 

- 

0.012 

0.012 

0.012 

0.023 

0.001 

0.022 

0.000 

0.61 

Safe 

Gopalpura 

0829000403590700 

0.04 

0.00 

57,170.92 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

30,991.83 

Over Exploited 

Govindpura 

0829000403593300 

0.04 

0.05 

286.64 

0.06 

- 

0.06 

0.06 

0.78 

- 

- 

- 

- 

- 

- 

- 

0.060 

0.003 

0.057 

0.002 

3.87 

Safe 

Jagliya Rundi 

0829000403582100 

0.04 

0.04 

519.93 

0.05 

- 

0.05 

0.05 

0.74 

- 

- 

- 

- 

- 

- 

- 

0.046 

0.002 

0.044 

0.002 

4.09 

Safe 

Jalampura 

0829000403587800 

0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

4,928.85 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jaora Khurd 

0829000403574700 

0.04 

0.00 

17,034.74 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

26,878.07 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jaswantpura 

0829000403582500 

0.04 

0.03 

612.83 

0.04 

- 

0.04 

0.05 

0.66 

- 

- 

- 

- 

- 

- 

- 

0.039 

0.002 

0.037 

0.002 

4.59 

Safe 

Jhalar Baori 

0829000403574800 

0.04 

0.10 

74.61 

0.12 

- 

0.12 

0.04 

0.65 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.134 

0.007 

0.127 

0.047 

37.27 

Safe 



0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jharjhani 

0829000403587900 

0.04 

0.00 

879,960.00 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

31,054.29 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

71,319.07 

Over Exploited 

Jheenkra 

0829000403593200 

0.04 

0.21 

297.63 

0.25 

0.00 

0.25 

0.06 

0.78 

- 

- 

- 

- 

0.001 

0.002 

0.002 

0.250 

0.012 

0.237 

0.009 

3.83 

Safe 

Kanti 

0829000403592500 

0.04 

0.01 

521.25 

0.01 

- 

0.01 

0.05 

0.79 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.000 

3.82 

Safe 

Kanwarpura 

0829000403594100 

0.04 

0.00 

3,612.13 

0.00 

0.00 

0.00 

0.01 

0.08 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.002 

0.000 

0.002 

0.001 

27.10 

Safe 

Kesha Ka Khera 

0829000403586400 

0.04 

0.00 

1,572.40 

0.01 

- 

0.01 

0.03 

0.40 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.000 

7.52 

Safe 

Kethoola 

0829000403592600 

0.04 

0.01 

452.17 

0.01 

0.00 

0.01 

0.05 

0.78 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.008 

0.000 

0.008 

0.000 

3.36 

Safe 

Khangarpura 

0829000403580800 

0.04 

0.11 

81,427.88 

0.13 

- 

0.13 

0.05 

0.76 

- 

- 

- 

- 

- 

- 

- 

0.130 

0.007 

0.124 

0.005 

4.04 

Safe 

Kharnai 

0829000403581700 

0.04 

0.00 

154,946.50 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kherat 

0829000403594000 

0.04 

0.13 

559.08 

0.15 

0.01 

0.16 

0.06 

0.77 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.167 

0.008 

0.159 

0.006 

3.60 

Safe 

Kherli 

0829000403587400 

0.04 

0.21 

365.27 

0.25 

0.03 

0.28 

0.05 

0.78 

- 

- 

- 

- 

0.050 

0.050 

0.050 

0.330 

0.016 

0.313 

0.009 

2.86 

Safe 

Kishorpura 

0829000403588400 

0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

18,517.32 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Kua Khera 

0829000403592900 

10.334 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

10.334 

2.96 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

1.22 

1.24 

0.00 

0.014 

0.73 

0.72 


Kundaliya 

0829000403585500 

0.195 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.195 

1.18 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.74 

0.62 


Latoor 

0829000403592800 

1.612 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.249 

3.57 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.18 

0.00 

0.002 

0.56 

0.54 


Manoli 

0829000403586500 

3.120 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.732 

5.56 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.44 

0.00 

0.002 

0.41 

0.35 


Matasara 

0829000403591400 

0.704 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.704 

5.97 

0.040 

0.00 

0.00 

0.00 

0.00 

0.02 

0.15 

0.17 

0.00 

0.001 

0.74 

0.64 


Meghpura 

0829000403593800 

0.253 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.129 

3.98 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.000 

0.37 

0.44 


Menpura 

0829000403580900 

3.103 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.103 

5.03 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.62 

0.55 

0.00 

0.004 

0.72 

0.82 


Mohana 

0829000403591000 

8.563 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.222 

6.82 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.02 

0.000 

0.02 

0.02 







Non-command 

Shale 

0.007 

6.82 

0.013 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mordi 

0829000403586700 

0.268 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.137 

4.69 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.000 

0.37 

0.34 


Muwada 

0829000403593400 

3.796 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.796 

3.02 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.45 

0.00 

0.005 

0.72 

0.74 


Nali 

0829000403584900 

3.555 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.368 

4.78 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.02 

0.000 

0.08 

0.07 


Narayanpura 

0829000403583800 

1.013 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.792 

4.18 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.13 

0.00 

0.001 

0.57 

0.57 


Nayagaon 

0829000403593100 

7.138 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

7.138 

3.00 

0.040 

0.06 

0.01 

0.00 

0.00 

0.00 

0.90 

0.95 

0.21 

0.010 

0.73 

0.70 


Neem Ka Khera 

0829000403584100 

0.229 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.205 

4.21 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.07 

0.000 

0.65 

0.62 


Ogadiya 

0829000403583700 

1.041 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.007 

5.34 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Peepalda 

0829000403592300 

8.564 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

8.442 

4.40 

0.040 

0.16 

0.02 

0.00 

0.00 

0.00 

1.63 

1.82 

0.64 

0.011 

0.73 

0.65 


Prempura 

0829000403582200 

0.732 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.453 

4.88 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.08 

0.001 

0.44 

0.50 


Raipur 

0829000403587300 

0.331 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.331 

5.25 

0.040 

0.00 

0.00 

0.00 

0.00 

0.01 

0.06 

0.07 

0.00 

0.000 

0.73 

0.63 


Rajpura 

0829000403583500 

1.862 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.005 

4.93 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rampuriya 

0829000403592700 

1.968 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.894 

3.42 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.28 

0.00 

0.003 

0.71 

0.65 


Ratoli 

0829000403586600 

2.776 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.810 

5.03 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.41 

0.00 

0.002 

0.48 

0.42 


Rawatbhata (M) 

0829000442902000 

9.535 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.925 

0.64 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.00 

0.000 

0.23 

0.19 


Ren Khera 

0829000403589200 

6.220 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.036 

6.73 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Rodi 

0829000403591500 

5.402 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.402 

5.83 

0.040 

0.00 

0.00 

0.00 

0.00 

0.05 

1.21 

1.36 

0.00 

0.007 

0.75 

0.67 


Rooppura 

0829000403584000 

1.281 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.665 

4.56 

0.040 

0.04 

0.01 

0.00 

0.00 

0.00 

0.15 

0.16 

0.17 

0.001 

0.38 

0.36 


Semaliya 

0829000403589100 

5.727 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.003 

5.48 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Shale 

0.002 

5.48 

0.013 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Thamlao 

0829000403587500 

3.576 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.571 

2.87 

0.040 

0.01 

0.00 

0.00 

0.00 

0.02 

0.40 

0.47 

0.03 

0.005 

0.73 

0.62 







Non-command 

Shale 

0.005 

2.87 

0.013 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Udpuriya 

0829000403583900 

2.443 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.161 

5.09 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.45 

0.47 

0.03 

0.003 

0.64 

0.62 

08003017 

Akya Gehlot 

0832000704116800 

4.847 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.699 

6.63 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.24 

0.08 

0.005 

0.27 

0.15 


Akya Parmar 

0832000704125100 

2.121 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.121 

2.73 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.16 

0.16 

0.006 

0.78 

0.42 


Badiya Lakha 

0832000704126300 

3.503 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.503 

3.56 

0.010 

0.10 

0.01 

0.00 

0.00 

0.00 

0.21 

0.38 

0.40 

0.010 

0.78 

0.43 


Baman Deoriya 

0832000704125500 

4.562 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.121 

2.73 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.10 

0.19 

0.21 

0.006 

0.36 

0.20 


Bankari 

0832000704117000 

1.815 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.815 

5.19 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.22 

0.15 

0.005 

0.78 

0.42 


Bar Khera 

0832000704124600 

1.522 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.522 

3.43 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.15 

0.12 

0.005 

0.78 

0.43 


Bardiya Beerji 

0832000704125000 

8.498 

Fresh 

Non-command 

Non-command 

Deccan Traps 

8.498 

2.81 

0.010 

0.12 

0.02 

0.00 

0.00 

0.00 

0.34 

0.62 

0.46 

0.025 

0.78 

0.42 


Bardiya Heerji 

0832000704127500 

4.721 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.721 

5.17 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.29 

0.51 

0.21 

0.014 

0.78 

0.45 


Beel Kheri 

0832000704127200 

9.797 

Fresh 

Non-command 

Non-command 

Deccan Traps 

9.653 

7.04 

0.010 

0.12 

0.02 

0.00 

0.00 

0.01 

0.77 

1.38 

0.44 

0.029 

0.77 

0.43 


Berla 

0832000704126100 

8.892 

Fresh 

Non-command 

Non-command 

Deccan Traps 

8.892 

3.49 

0.010 

0.14 

0.02 

0.00 

0.00 

0.00 

0.43 

0.78 

0.52 

0.027 

0.78 

0.43 


Beti Kheri 

0832000704123900 

1.424 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.424 

3.83 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.15 

0.13 

0.004 

0.78 

0.45 


Bharka 

0832000704128500 

3.594 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.594 

2.58 

0.010 

0.10 

0.01 

0.00 

0.00 

0.00 

0.18 

0.28 

0.37 

0.011 

0.79 

0.52 


Bhat Kheri 

0832000704121900 

4.020 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.020 

3.40 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.19 

0.34 

0.21 

0.012 

0.78 

0.42 


Bilawali 

0832000704122100 

4.426 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.426 

3.18 

0.010 

0.12 

0.02 

0.00 

0.00 

0.00 

0.24 

0.44 

0.47 

0.013 

0.78 

0.42 


Bishniya 

0832000704119100 

2.710 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.710 

3.84 

0.010 

0.09 

0.01 

0.00 

0.00 

0.00 

0.18 

0.33 

0.35 

0.008 

0.78 

0.42 


Borkheri Anjana 

0832000704124800 

1.780 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.780 

2.96 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.11 

0.03 

0.005 

0.78 

0.43 


Borkheri Kachhnara 

0832000704124000 

1.220 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.220 

3.57 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.13 

0.13 

0.004 

0.78 

0.45 


Borkheri Karamchand 

0832000704117200 

1.332 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.332 

4.39 

0.010 

0.03 

0.00 

0.00 

0.00 

0.01 

0.08 

0.15 

0.13 

0.004 

0.78 

0.42 


Chachurni 

0832000704133100 

5.406 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.406 

4.39 

0.010 

0.17 

0.02 

0.00 

0.00 

0.00 

0.38 

0.59 

0.65 

0.016 

0.79 

0.52 


Chand Kheri 

0832000704125600 

1.880 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.175 

2.75 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.001 

0.07 

0.04 


Chandrapura 

0832000704129400 

2.233 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.169 

6.31 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.001 

0.06 

0.04 


Chara 

0832000704127400 

7.816 

Fresh 

Non-command 

Non-command 

Deccan Traps 

7.816 

4.55 

0.010 

0.08 

0.01 

0.00 

0.00 

0.00 

0.43 

0.76 

0.29 

0.023 

0.78 

0.44 


Chaukari Kalan 

0832000704133500 

3.351 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.351 

5.69 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.22 

0.34 

0.17 

0.010 

0.80 

0.52 


Chaukari Khurd 

0832000704133000 

4.022 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.022 

5.93 

0.010 

0.10 

0.01 

0.00 

0.00 

0.00 

0.33 

0.50 

0.37 

0.012 

0.80 

0.52 


Chhappiyan 

0832000704116500 

3.298 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.149 

6.46 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.17 

0.09 

0.003 

0.27 

0.15 


Chiri 

0832000704126500 

0.823 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.823 

4.13 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.12 

0.11 

0.002 

0.78 

0.43 


Chistipura 

0832000704122200 

1.620 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.620 

1.94 

0.010 

0.04 

0.01 

0.00 

0.00 

0.01 

0.05 

0.10 

0.16 

0.005 

0.78 

0.42 


Chor Bardi 

0832000704124100 

3.688 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.688 

3.67 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.17 

0.29 

0.13 

0.011 

0.78 

0.44 


Dag 

0832000704133900 

17.876 

Fresh 

Non-command 

Non-command 

Deccan Traps 

17.486 

7.59 

0.010 

0.61 

0.09 

0.00 

0.00 

0.00 

1.84 

2.83 

2.37 

0.052 

0.78 

0.51 


Daryaopura 

0832000704134000 

7.665 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.883 

5.17 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.26 

0.09 

0.009 

0.30 

0.19 


Dela Kheri 

0832000704124200 

1.800 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.800 

4.15 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.16 

0.07 

0.005 

0.78 

0.44 


Deogarh 

0832000704123300 

8.728 

Fresh 

Non-command 

Non-command 

Deccan Traps 

8.728 

4.38 

0.010 

0.20 

0.03 

0.00 

0.00 

0.00 

0.55 

0.86 

0.78 

0.026 

0.79 

0.51 


Deoriya Kanwal 

0832000704119600 

3.895 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.328 

5.54 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.18 

0.33 

0.21 

0.007 

0.46 

0.25 


Deoriya Kilol 

0832000704117600 

2.775 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.775 

4.30 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.17 

0.31 

0.24 

0.008 

0.78 

0.42 


Dhabla 

0832000704124500 

3.602 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.602 

3.43 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.15 

0.28 

0.15 

0.011 

0.78 

0.43 


Dhamanda Kalan 

0832000704129500 

2.023 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.086 

5.75 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.14 

0.10 

0.003 

0.43 

0.28 


Dhamanda Khurd 

0832000704129600 

1.982 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.495 

5.21 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.16 

0.13 

0.004 

0.60 

0.39 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Kua Khera 

0829000403592900 

0.04 

0.32 

286.02 

0.39 

0.00 

0.39 

0.06 

0.79 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.387 

0.019 

0.368 

0.014 

3.81 

Safe 

Kundaliya 

0829000403585500 

0.04 

0.01 

78.55 

0.01 

- 

0.01 

0.05 

0.79 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.000 

3.80 

Safe 

Latoor 

0829000403592800 

0.04 

0.03 

514.79 

0.04 

- 

0.04 

0.04 

0.61 

- 

- 

- 

- 

- 

- 

- 

0.036 

0.002 

0.034 

0.002 

4.96 

Safe 

Manoli 

0829000403586500 

0.04 

0.03 

1,379.17 

0.04 

- 

0.04 

0.03 

0.44 

- 

- 

- 

- 

- 

- 

- 

0.036 

0.002 

0.034 

0.002 

6.87 

Safe 

Matasara 

0829000403591400 

0.04 

0.02 

678.70 

0.03 

0.02 

0.04 

0.06 

0.79 

- 

- 

- 

- 

0.026 

0.026 

0.026 

0.071 

0.004 

0.067 

0.001 

1.43 

Safe 

Meghpura 

0829000403593800 

0.04 

0.00 

756.69 

0.00 

- 

0.00 

0.03 

0.39 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.000 

7.66 

Safe 

Menpura 

0829000403580900 

0.04 

0.10 

477.70 

0.11 

0.00 

0.11 

0.06 

0.78 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.115 

0.006 

0.109 

0.004 

3.86 

Safe 

Mohana 

0829000403591000 

0.04 

0.00 

36,505.38 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.017 

8,206.03 

Over Exploited 



0.04 

0.00 

402,006.28 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mordi 

0829000403586700 

0.04 

0.00 

1,210.51 

0.00 

- 

0.00 

0.03 

0.40 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.002 

0.000 

7.48 

Safe 

Muwada 

0829000403593400 

0.04 

0.12 

282.50 

0.14 

0.00 

0.14 

0.06 

0.78 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.142 

0.007 

0.135 

0.005 

3.81 

Safe 

Nali 

0829000403584900 

0.04 

0.00 

6,684.61 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.017 

1,290.52 

Over Exploited 

Narayanpura 

0829000403583800 

0.04 

0.02 

589.68 

0.02 

- 

0.02 

0.04 

0.61 

- 

- 

- 

- 

- 

- 

- 

0.023 

0.001 

0.022 

0.001 

4.94 

Safe 

Nayagaon 

0829000403593100 

0.04 

0.22 

325.72 

0.27 

0.01 

0.28 

0.06 

0.79 

- 

0.0400 

- 

- 

0.002 

0.042 

0.042 

0.321 

0.016 

0.305 

0.218 

71.45 

Semi Critical 

Neem Ka Khera 

0829000403584100 

0.04 

0.01 

915.13 

0.01 

- 

0.01 

0.05 

0.70 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.067 

420.43 

Over Exploited 

Ogadiya 

0829000403583700 

0.04 

0.00 

99,432.27 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Peepalda 

0829000403592300 

0.04 

0.26 

591.10 

0.32 

0.02 

0.34 

0.06 

0.79 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.406 

0.020 

0.386 

0.651 

168.73 

Over Exploited 

Prempura 

0829000403582200 

0.04 

0.01 

63,978.88 

0.01 

- 

0.01 

0.03 

0.48 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.020 

0.001 

0.019 

0.077 

403.38 

Over Exploited 

Raipur 

0829000403587300 

0.04 

0.01 

596.44 

0.01 

0.01 

0.02 

0.05 

0.79 

- 

- 

- 

- 

0.011 

0.011 

0.011 

0.031 

0.002 

0.030 

0.000 

1.51 

Safe 

Rajpura 

0829000403583500 

0.04 

0.00 

277,536.02 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rampuriya 

0829000403592700 

0.04 

0.06 

392.79 

0.07 

- 

0.07 

0.05 

0.76 

- 

- 

- 

- 

- 

- 

- 

0.068 

0.003 

0.065 

0.003 

3.95 

Safe 

Ratoli 

0829000403586600 

0.04 

0.04 

1,023.44 

0.04 

- 

0.04 

0.03 

0.51 

- 

- 

- 

- 

- 

- 

- 

0.044 

0.002 

0.042 

0.002 

5.86 

Safe 

Rawatbhata (M) 

0829000442902000 

0.04 

0.03 

215.36 

0.03 

- 

0.03 

0.02 

0.24 

- 

- 

- 

- 

- 

- 

- 

0.034 

0.002 

0.032 

- 

- 

Safe 

Ren Khera 

0829000403589200 

0.04 

0.00 

175,383.94 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rodi 

0829000403591500 

0.04 

0.17 

685.85 

0.21 

0.05 

0.25 

0.06 

0.81 

- 

- 

- 

- 

0.070 

0.070 

0.070 

0.324 

0.016 

0.308 

0.007 

2.38 

Safe 

Rooppura 

0829000403584000 

0.04 

0.01 

########## 

0.01 

0.01 

0.02 

0.03 

0.41 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.053 

0.003 

0.050 

0.169 

336.53 

Over Exploited 

Semaliya 

0829000403589100 

0.04 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

447,946.35 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Thamlao 

0829000403587500 

0.04 

0.11 

323.10 

0.13 

0.02 

0.16 

0.05 

0.78 

- 

- 

- 

- 

0.034 

0.034 

0.034 

0.190 

0.009 

0.180 

0.030 

16.55 

Safe 



0.04 

0.00 

89,890.06 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Udpuriya 

0829000403583900 

0.04 

0.06 

685.95 

0.07 

- 

0.07 

0.05 

0.69 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.081 

0.004 

0.077 

0.037 

47.97 

Safe 

Akya Gehlot 

0832000704116800 

0.05 

0.02 

922.98 

0.03 

0.00 

0.03 

0.02 

0.30 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.046 

0.002 

0.043 

0.084 

193.54 

Over Exploited 

Akya Parmar 

0832000704125100 

0.05 

0.08 

94.96 

0.10 

0.01 

0.11 

0.07 

0.84 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.139 

0.007 

0.132 

0.164 

124.73 

Over Exploited 

Badiya Lakha 

0832000704126300 

0.05 

0.14 

179.63 

0.16 

0.01 

0.18 

0.07 

0.84 

- 

0.0700 

- 

- 

0.004 

0.074 

0.074 

0.250 

0.012 

0.237 

0.406 

171.33 

Over Exploited 

Baman Deoriya 

0832000704125500 

0.05 

0.04 

394.70 

0.05 

0.01 

0.06 

0.03 

0.39 

- 

0.0400 

- 

- 

0.007 

0.047 

0.047 

0.107 

0.005 

0.101 

0.218 

215.36 

Over Exploited 

Bankari 

0832000704117000 

0.05 

0.07 

218.54 

0.08 

0.01 

0.10 

0.07 

0.84 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.128 

0.006 

0.121 

0.157 

129.68 

Over Exploited 

Bar Khera 

0832000704124600 

0.05 

0.06 

151.63 

0.07 

0.00 

0.07 

0.07 

0.84 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.091 

0.005 

0.087 

0.124 

142.31 

Over Exploited 

Bardiya Beerji 

0832000704125000 

0.05 

0.33 

87.83 

0.40 

0.02 

0.42 

0.07 

0.84 

- 

0.0900 

- 

- 

0.001 

0.091 

0.091 

0.506 

0.025 

0.481 

0.487 

101.32 

Over Exploited 

Bardiya Heerji 

0832000704127500 

0.05 

0.18 

174.72 

0.22 

0.01 

0.24 

0.07 

0.85 

- 

0.0200 

- 

- 

0.007 

0.027 

0.027 

0.262 

0.013 

0.249 

0.219 

88.02 

Semi Critical 

Beel Kheri 

0832000704127200 

0.05 

0.37 

272.30 

0.44 

0.03 

0.47 

0.07 

0.83 

- 

0.0500 

- 

- 

0.009 

0.059 

0.059 

0.529 

0.026 

0.503 

0.471 

93.62 

Critical 

Berla 

0832000704126100 

0.05 

0.34 

125.47 

0.41 

0.02 

0.44 

0.07 

0.84 

- 

0.1000 

- 

- 

0.004 

0.104 

0.104 

0.540 

0.027 

0.513 

0.548 

106.66 

Over Exploited 

Beti Kheri 

0832000704123900 

0.05 

0.06 

162.75 

0.07 

- 

0.07 

0.07 

0.85 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.087 

0.004 

0.082 

0.129 

156.80 

Over Exploited 

Bharka 

0832000704128500 

0.05 

0.14 

96.84 

0.17 

0.01 

0.18 

0.06 

0.85 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.221 

0.011 

0.210 

0.381 

181.00 

Over Exploited 

Bhat Kheri 

0832000704121900 

0.05 

0.16 

119.11 

0.19 

0.01 

0.20 

0.07 

0.84 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.237 

0.012 

0.225 

0.223 

99.06 

Critical 

Bilawali 

0832000704122100 

0.05 

0.17 

156.52 

0.21 

0.02 

0.23 

0.07 

0.84 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.316 

0.016 

0.300 

0.482 

160.70 

Over Exploited 

Bishniya 

0832000704119100 

0.05 

0.11 

213.63 

0.13 

0.01 

0.14 

0.07 

0.84 

- 

0.0700 

- 

- 

0.006 

0.076 

0.076 

0.216 

0.011 

0.205 

0.358 

174.60 

Over Exploited 

Borkheri Anjana 

0832000704124800 

0.05 

0.07 

63.61 

0.08 

0.00 

0.08 

0.07 

0.84 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.084 

0.004 

0.080 

0.031 

39.02 

Safe 

Borkheri Kachhnara 

0832000704124000 

0.05 

0.05 

165.42 

0.06 

0.00 

0.06 

0.06 

0.85 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.067 

0.003 

0.064 

0.129 

200.85 

Over Exploited 

Borkheri Karamchand 

0832000704117200 

0.05 

0.05 

194.22 

0.06 

0.01 

0.07 

0.07 

0.84 

- 

0.0200 

- 

- 

0.008 

0.028 

0.028 

0.095 

0.005 

0.090 

0.129 

142.95 

Over Exploited 

Chachurni 

0832000704133100 

0.05 

0.21 

175.70 

0.26 

0.02 

0.28 

0.06 

0.85 

- 

0.0700 

- 

- 

0.004 

0.074 

0.074 

0.355 

0.018 

0.337 

0.664 

196.96 

Over Exploited 

Chand Kheri 

0832000704125600 

0.05 

0.00 

1,300.09 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.008 

1,049.80 

Over Exploited 

Chandrapura 

0832000704129400 

0.05 

0.00 

3,122.56 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.014 

2,341.89 

Over Exploited 

Chara 

0832000704127400 

0.05 

0.30 

148.80 

0.37 

0.01 

0.38 

0.07 

0.85 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.405 

0.020 

0.385 

0.313 

81.43 

Semi Critical 

Chaukari Kalan 

0832000704133500 

0.05 

0.13 

153.43 

0.16 

0.01 

0.17 

0.06 

0.85 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.203 

0.010 

0.192 

0.175 

90.97 

Critical 

Chaukari Khurd 

0832000704133000 

0.05 

0.16 

215.50 

0.19 

0.01 

0.20 

0.06 

0.85 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.242 

0.012 

0.230 

0.382 

166.25 

Over Exploited 

Chhappiyan 

0832000704116500 

0.05 

0.02 

1,005.14 

0.02 

0.00 

0.02 

0.02 

0.29 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.039 

0.002 

0.037 

0.095 

260.03 

Over Exploited 

Chiri 

0832000704126500 

0.05 

0.03 

260.19 

0.04 

- 

0.04 

0.07 

0.84 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.058 

0.003 

0.055 

0.108 

195.56 

Over Exploited 

Chistipura 

0832000704122200 

0.05 

0.06 

54.97 

0.08 

0.02 

0.09 

0.07 

0.84 

- 

0.0300 

- 

- 

0.012 

0.042 

0.042 

0.136 

0.007 

0.129 

0.163 

126.18 

Over Exploited 

Chor Bardi 

0832000704124100 

0.05 

0.14 

102.92 

0.17 

- 

0.17 

0.07 

0.85 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.192 

0.010 

0.183 

0.136 

74.40 

Semi Critical 

Dag 

0832000704133900 

0.05 

0.68 

316.47 

0.82 

0.09 

0.91 

0.06 

0.83 

- 

0.2700 

- 

- 

0.003 

0.273 

0.273 

1.180 

0.059 

1.121 

2.424 

216.22 

Over Exploited 

Daryaopura 

0832000704134000 

0.05 

0.04 

502.22 

0.05 

- 

0.05 

0.02 

0.32 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.072 

0.004 

0.068 

0.095 

138.82 

Over Exploited 

Dela Kheri 

0832000704124200 

0.05 

0.07 

133.92 

0.08 

0.00 

0.09 

0.07 

0.85 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.097 

0.005 

0.092 

0.078 

84.76 

Semi Critical 

Deogarh 

0832000704123300 

0.05 

0.35 

148.91 

0.42 

0.03 

0.45 

0.06 

0.85 

- 

0.1500 

- 

- 

0.003 

0.154 

0.154 

0.601 

0.030 

0.571 

0.805 

140.98 

Over Exploited 

Deoriya Kanwal 

0832000704119600 

0.05 

0.05 

503.67 

0.06 

0.01 

0.08 

0.04 

0.50 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.117 

0.006 

0.111 

0.218 

196.64 

Over Exploited 

Deoriya Kilol 

0832000704117600 

0.05 

0.11 

187.18 

0.13 

0.01 

0.14 

0.07 

0.84 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.179 

0.009 

0.170 

0.246 

144.74 

Over Exploited 

Dhabla 

0832000704124500 

0.05 

0.14 

97.44 

0.17 

0.01 

0.18 

0.07 

0.84 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.210 

0.010 

0.199 

0.163 

81.65 

Semi Critical 

Dhamanda Kalan 

0832000704129500 

0.05 

0.02 

511.68 

0.03 

0.00 

0.03 

0.03 

0.46 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.038 

0.002 

0.036 

0.102 

283.38 

Over Exploited 

Dhamanda Khurd 

0832000704129600 

0.05 

0.04 

262.99 

0.05 

0.00 

0.06 

0.04 

0.64 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.068 

0.003 

0.065 

0.130 

200.58 

Over Exploited 




Micro-watershed 

Village 

Zone 
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Type of Area 

(Command / Non-command) 
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Name 

Census Code 
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Rgw 

Rc 
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Rt 

Ri 

Ri 

r 

ri 

sq.km 
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m 

MOM 

MOM 

MCM 
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MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 
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( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Dharmpuri 

083200070412680C 

0.660 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.660 

6.35 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.11 

0.07 

0.002 

0.78 

0.43 


Dheengani 

0832000704118100 

1.799 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.799 

4.28 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.19 

0.15 

0.005 

0.78 

0.44 


Dokar Khera 

0832000704127100 

3.583 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.013 

8.19 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Doli Sarna 

0832000704132500 

3.720 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.920 

2.75 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.03 

0.003 

0.20 

0.13 


Dudhaliya 

0832000704133200 

9.805 

Fresh 

Non-command 

Non-command 

Deccan Traps 

9.805 

5.44 

0.010 

0.29 

0.04 

0.00 

0.00 

0.00 

0.78 

1.21 

1.12 

0.029 

0.79 

0.51 


Dudhlai 

0832000704128600 

4.826 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.826 

2.66 

0.010 

0.09 

0.01 

0.00 

0.00 

0.00 

0.21 

0.32 

0.32 

0.014 

0.79 

0.52 


Gangdhar 

0832000704118900 

5.308 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.308 

2.61 

0.010 

0.08 

0.01 

0.00 

0.00 

0.00 

0.21 

0.38 

0.29 

0.016 

0.78 

0.42 


Garda 

0832000704117900 

1.592 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.592 

4.29 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.09 

0.16 

0.11 

0.005 

0.78 

0.43 


Garha 

0832000704133800 

6.671 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.671 

7.31 

0.010 

0.08 

0.01 

0.00 

0.00 

0.00 

0.56 

0.85 

0.31 

0.020 

0.80 

0.52 


Ghata Kheri 

0832000704128100 

1.447 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.447 

4.11 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.14 

0.17 

0.004 

0.79 

0.50 


Ghattiya 

0832000704117100 

1.964 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.964 

5.04 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.24 

0.10 

0.006 

0.78 

0.43 


Girdharpura 

0832000704133700 

2.445 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.445 

8.05 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.24 

0.36 

0.21 

0.007 

0.80 

0.52 


Gol Kheri 

0832000704119000 

3.606 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.606 

2.54 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.13 

0.23 

0.20 

0.011 

0.78 

0.42 


Govindpura 

0832000704132100 

9.012 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.003 

2.51 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Guradiya Isar 

0832000704123600 

6.372 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.372 

4.51 

0.010 

0.14 

0.02 

0.00 

0.00 

0.00 

0.41 

0.67 

0.53 

0.019 

0.79 

0.48 


Guradiya Jhala 

0832000704118000 

4.016 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.016 

4.20 

0.010 

0.19 

0.03 

0.00 

0.00 

0.00 

0.33 

0.59 

0.75 

0.012 

0.78 

0.43 


Guradiya Deora 

0832000704121800 

5.880 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.434 

3.23 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.15 

0.28 

0.17 

0.010 

0.45 

0.25 


Guwalad 

0832000704122900 

2.652 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.652 

4.93 

0.010 

0.08 

0.01 

0.00 

0.00 

0.00 

0.20 

0.34 

0.32 

0.008 

0.78 

0.46 


Harni Khera 

0832000704119400 

4.113 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.113 

3.89 

0.010 

0.07 

0.01 

0.00 

0.00 

0.00 

0.22 

0.40 

0.24 

0.012 

0.78 

0.42 


Hasamadi 

0832000704118400 

1.621 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.621 

4.50 

0.010 

0.08 

0.01 

0.00 

0.00 

0.00 

0.14 

0.25 

0.30 

0.005 

0.78 

0.45 


Hidayat Nagar 

0832000704132900 

3.718 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.718 

7.37 

0.010 

0.08 

0.01 

0.00 

0.00 

0.00 

0.34 

0.53 

0.31 

0.011 

0.80 

0.52 


Jagdishpura 

0832000704133600 

5.863 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.863 

6.95 

0.010 

0.11 

0.02 

0.00 

0.00 

0.00 

0.49 

0.76 

0.42 

0.018 

0.80 

0.52 


Jamuniya 

0832000704123400 

4.753 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.753 

3.77 

0.010 

0.18 

0.03 

0.00 

0.00 

0.00 

0.33 

0.51 

0.70 

0.014 

0.79 

0.51 


Jeta Kheri 

0832000704118700 

8.053 

Fresh 

Non-command 

Non-command 

Deccan Traps 

8.053 

3.37 

0.010 

0.13 

0.02 

0.00 

0.00 

0.04 

0.34 

0.62 

0.50 

0.024 

0.78 

0.43 


Jheekariya 

0832000704116900 

3.223 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.223 

5.01 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.19 

0.35 

0.11 

0.010 

0.78 

0.42 


Kachhnara 

0832000704127800 

12.166 

Fresh 

Non-command 

Non-command 

Deccan Traps 

12.166 

3.45 

0.010 

0.30 

0.04 

0.00 

0.00 

0.00 

0.68 

1.16 

1.14 

0.036 

0.78 

0.46 


Kagariya 

0832000704126700 

2.866 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.866 

5.11 

0.010 

0.17 

0.02 

0.00 

0.00 

0.00 

0.30 

0.54 

0.66 

0.009 

0.78 

0.43 


Kalyanpura 

0832000704132800 

2.164 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.164 

5.93 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.20 

0.00 

0.006 

0.80 

0.52 


Karanpura 

0832000704118800 

2.956 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.956 

3.32 

0.010 

0.11 

0.02 

0.00 

0.00 

0.00 

0.19 

0.34 

0.44 

0.009 

0.78 

0.43 


Kama Kheri 

0832000704117500 

2.508 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.508 

4.01 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.13 

0.24 

0.17 

0.007 

0.78 

0.42 


Karnaliya 

0832000704118300 

1.737 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.737 

4.50 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.19 

0.11 

0.005 

0.78 

0.44 


Keetiya 

0832000704125400 

15.971 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.513 

2.94 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.12 

0.07 

0.005 

0.07 

0.04 


Keloo Khera 

0832000704122800 

2.489 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.489 

5.11 

0.010 

0.07 

0.01 

0.00 

0.00 

0.00 

0.19 

0.32 

0.28 

0.007 

0.78 

0.46 


Khamla 

0832000704129100 

2.440 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.440 

5.31 

0.010 

0.08 

0.01 

0.00 

0.00 

0.00 

0.20 

0.31 

0.31 

0.007 

0.79 

0.51 


Khankhari 

0832000704126600 

1.874 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.874 

4.85 

0.010 

0.08 

0.01 

0.00 

0.00 

0.00 

0.16 

0.29 

0.31 

0.006 

0.78 

0.43 



0832000704128000 

1.565 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.565 

4.15 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.12 

0.04 

0.005 

0.79 

0.50 


Kher Khera 

0832000704125900 

4.873 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.021 

4.94 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khurchaniya 

0832000704123100 

1.847 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.847 

5.09 

0.010 

0.08 

0.01 

0.00 

0.00 

0.00 

0.16 

0.27 

0.32 

0.006 

0.79 

0.48 


Kolva Goojar 

0832000704117400 

2.947 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.947 

4.02 

0.010 

0.05 

0.01 

0.00 

0.00 

0.01 

0.15 

0.28 

0.17 

0.009 

0.78 

0.42 


Kolvi @ Mandi Rajendrapur 

0832000743208000 

1.907 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.907 

3.87 

0.010 

0.13 

0.01 

0.00 

0.00 

0.01 

0.18 

0.34 

0.35 

0.114 

0.78 

0.42 


Kumathiya 

0832000704127300 

6.092 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.080 

6.94 

0.010 

0.17 

0.02 

0.00 

0.00 

0.00 

0.57 

1.03 

0.65 

0.018 

0.78 

0.43 


Kutki 

0832000704122000 

2.602 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.602 

2.90 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.17 

0.07 

0.008 

0.78 

0.42 


Kyasra 

0832000704132400 

6.132 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.126 

3.30 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.000 

0.02 

0.01 


Lakha Kheri Parmar 

0832000704126200 

1.882 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.882 

3.68 

0.010 

0.01 

0.00 

0.00 

0.00 

0.01 

0.07 

0.13 

0.05 

0.006 

0.78 

0.43 


Lasooriya 

0832000704123500 

3.773 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.773 

3.91 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.20 

0.31 

0.22 

0.011 

0.79 

0.50 


Loona Khera 

0832000704122600 

4.576 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.576 

3.92 

0.010 

0.12 

0.02 

0.00 

0.00 

0.00 

0.28 

0.50 

0.47 

0.014 

0.78 

0.43 


Loona Kheri 

0832000704122500 

2.398 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.398 

3.30 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.13 

0.23 

0.22 

0.007 

0.78 

0.43 


Magsi 

0832000704127600 

14.666 

Fresh 

Non-command 

Non-command 

Deccan Traps 

14.666 

4.23 

0.010 

0.12 

0.02 

0.00 

0.00 

0.00 

0.72 

1.23 

0.42 

0.044 

0.78 

0.46 


Mahuri Khera 

0832000704134100 

3.157 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.072 

3.98 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.22 

0.08 

0.009 

0.77 

0.50 


Malhar Ganj 

0832000704122300 

2.321 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.321 

1.83 

0.010 

0.04 

0.01 

0.00 

0.00 

0.01 

0.07 

0.12 

0.15 

0.007 

0.78 

0.42 


Mandirpur 

0832000704128700 

3.870 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.870 

3.08 

0.010 

0.11 

0.02 

0.00 

0.00 

0.00 

0.21 

0.32 

0.43 

0.012 

0.80 

0.52 


Melki 

0832000704122700 

1.563 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.563 

4.80 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.18 

0.14 

0.005 

0.78 

0.44 


Meroo Kheri 

0832000704128900 

2.918 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.918 

3.41 

0.010 

0.05 

0.01 

0.00 

0.00 

0.01 

0.13 

0.21 

0.17 

0.009 

0.79 

0.52 


Mokal Kheri 

0832000704122400 

3.052 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.052 

2.86 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.13 

0.23 

0.18 

0.009 

0.78 

0.42 


Moondla 

0832000704116400 

2.127 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.127 

5.83 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.16 

0.30 

0.18 

0.006 

0.78 

0.43 


Naya Khera 

0832000704123000 

3.557 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.557 

4.98 

0.010 

0.09 

0.01 

0.00 

0.00 

0.00 

0.26 

0.42 

0.36 

0.011 

0.79 

0.48 


Nipaniya 

0832000704129000 

5.647 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.647 

5.60 

0.010 

0.09 

0.01 

0.00 

0.00 

0.00 

0.39 

0.61 

0.33 

0.017 

0.79 

0.51 


Nipaniya Jhala 

0832000704119800 

3.003 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.033 

6.57 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 


Nipanya Kaloo 

0832000704118600 

4.499 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.499 

3.93 

0.010 

0.11 

0.02 

0.00 

0.00 

0.00 

0.27 

0.48 

0.43 

0.013 

0.78 

0.43 


Padma Kheri 

0832000704124900 

3.520 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.520 

3.32 

0.010 

0.04 

0.00 

0.00 

0.00 

0.00 

0.16 

0.28 

0.13 

0.011 

0.78 

0.43 


Para Peepli 

0832000704116300 

3.699 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.066 

6.31 

0.010 

0.04 

0.00 

0.00 

0.00 

0.00 

0.17 

0.31 

0.13 

0.006 

0.43 

0.24 


Paraliya 

0832000704119700 

8.014 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.129 

4.99 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.24 

0.13 

0.006 

0.21 

0.11 


Parthi Garh 

0832000704132700 

3.354 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.354 

5.45 

0.010 

0.14 

0.02 

0.00 

0.00 

0.00 

0.30 

0.46 

0.55 

0.010 

0.80 

0.52 


Patlai 

0832000704128800 

4.370 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.370 

3.98 

0.010 

0.16 

0.02 

0.00 

0.00 

0.00 

0.31 

0.48 

0.64 

0.013 

0.80 

0.52 


Peepa Kheri 

0832000704125200 

2.742 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.742 

2.32 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.15 

0.08 

0.008 

0.78 

0.42 


Peepalda 

0832000704123200 

2.342 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.342 

4.94 

0.010 

0.12 

0.02 

0.00 

0.00 

0.00 

0.22 

0.35 

0.46 

0.007 

0.79 

0.49 


Peeplya Kalan 

0832000704132600 

3.235 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.122 

5.92 

0.010 

0.07 

0.01 

0.00 

0.00 

0.00 

0.24 

0.37 

0.26 

0.009 

0.77 

0.50 


Peeplya Khurd 

0832000704129300 

2.500 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.444 

5.84 

0.010 

0.11 

0.02 

0.00 

0.00 

0.00 

0.23 

0.36 

0.42 

0.007 

0.78 

0.51 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Dharmpuri 

083200070412680C 

0.05 

0.03 

337.79 

0.03 

- 

0.03 

0.07 

0.84 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.041 

0.002 

0.039 

0.075 

193.65 

Over Exploited 

Dheengani 

0832000704118100 

0.05 

0.07 

172.02 

0.08 

0.01 

0.09 

0.07 

0.85 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.124 

0.006 

0.118 

0.150 

127.62 

Over Exploited 

Dokar Khera 

0832000704127100 

0.05 

0.00 

95,565.11 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Doli Sarna 

0832000704132500 

0.05 

0.01 

498.54 

0.01 

- 

0.01 

0.01 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.010 

0.029 

278.52 

Over Exploited 

Dudhaliya 

0832000704133200 

0.05 

0.39 

209.53 

0.47 

0.04 

0.51 

0.06 

0.85 

- 

0.2100 

- 

- 

0.006 

0.216 

0.216 

0.727 

0.036 

0.691 

1.144 

165.71 

Over Exploited 

Dudhlai 

0832000704128600 

0.05 

0.19 

65.17 

0.23 

0.01 

0.24 

0.06 

0.85 

- 

0.0400 

- 

- 

0.004 

0.044 

0.044 

0.286 

0.014 

0.272 

0.337 

124.06 

Over Exploited 

Gangdhar 

0832000704118900 

0.05 

0.21 

84.07 

0.25 

0.01 

0.26 

0.07 

0.84 

- 

0.0500 

- 

- 

0.002 

0.052 

0.052 

0.310 

0.016 

0.295 

0.306 

103.71 

Over Exploited 

Garda 

0832000704117900 

0.05 

0.06 

157.43 

0.07 

0.01 

0.08 

0.07 

0.84 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.104 

0.005 

0.099 

0.111 

111.88 

Over Exploited 

Garha 

0832000704133800 

0.05 

0.27 

221.98 

0.32 

0.01 

0.33 

0.06 

0.85 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.362 

0.018 

0.344 

0.330 

96.05 

Critical 

Ghata Kheri 

0832000704128100 

0.05 

0.06 

145.25 

0.07 

0.01 

0.08 

0.06 

0.85 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.109 

0.005 

0.103 

0.169 

163.83 

Over Exploited 

Ghattiya 

0832000704117100 

0.05 

0.08 

208.55 

0.09 

0.00 

0.09 

0.07 

0.84 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.112 

0.006 

0.106 

0.105 

98.79 

Critical 

Girdharpura 

0832000704133700 

0.05 

0.10 

273.96 

0.12 

0.01 

0.13 

0.06 

0.85 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.147 

0.007 

0.139 

0.212 

152.40 

Over Exploited 

Gol Kheri 

0832000704119000 

0.05 

0.14 

67.55 

0.17 

0.01 

0.18 

0.07 

0.84 

- 

0.0400 

- 

- 

0.005 

0.045 

0.045 

0.226 

0.011 

0.215 

0.209 

97.07 

Critical 

Govindpura 

0832000704132100 

0.05 

0.00 

674,102.01 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Guradiya Isar 

0832000704123600 

0.05 

0.25 

167.82 

0.30 

0.02 

0.32 

0.06 

0.85 

- 

0.1000 

- 

- 

0.002 

0.102 

0.102 

0.424 

0.021 

0.403 

0.547 

135.91 

Over Exploited 

Guradiya Jhala 

0832000704118000 

0.05 

0.16 

278.71 

0.19 

0.03 

0.22 

0.07 

0.84 

- 

0.1400 

- 

- 

- 

0.140 

0.140 

0.357 

0.018 

0.339 

0.764 

225.08 

Over Exploited 

Guradiya Deora 

0832000704121800 

0.05 

0.08 

253.68 

0.09 

0.01 

0.10 

0.04 

0.49 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.125 

0.006 

0.118 

0.182 

153.94 

Over Exploited 

Guwalad 

0832000704122900 

0.05 

0.10 

227.24 

0.12 

0.01 

0.14 

0.06 

0.85 

- 

0.0600 

- 

- 

0.001 

0.061 

0.061 

0.196 

0.010 

0.186 

0.331 

177.74 

Over Exploited 

Harni Khera 

0832000704119400 

0.05 

0.16 

152.39 

0.19 

0.01 

0.20 

0.07 

0.84 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.251 

0.013 

0.239 

0.256 

107.35 

Over Exploited 

Hasamadi 

0832000704118400 

0.05 

0.06 

292.32 

0.08 

0.01 

0.09 

0.07 

0.85 

- 

0.0600 

- 

- 

0.000 

0.060 

0.060 

0.146 

0.007 

0.139 

0.309 

222.20 

Over Exploited 

Hidayat Nagar 

0832000704132900 

0.05 

0.15 

257.37 

0.18 

0.01 

0.19 

0.06 

0.85 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.217 

0.011 

0.206 

0.321 

155.51 

Over Exploited 

Jagdishpura 

0832000704133600 

0.05 

0.23 

225.71 

0.28 

0.02 

0.30 

0.06 

0.85 

- 

0.0500 

- 

- 

0.004 

0.054 

0.054 

0.357 

0.018 

0.339 

0.441 

129.88 

Over Exploited 

Jamuniya 

0832000704123400 

0.05 

0.19 

172.26 

0.23 

0.03 

0.26 

0.06 

0.85 

- 

0.1300 

- 

- 

- 

0.130 

0.130 

0.386 

0.019 

0.367 

0.714 

194.65 

Over Exploited 

Jeta Kheri 

0832000704118700 

0.05 

0.31 

97.04 

0.37 

0.06 

0.44 

0.07 

0.84 

- 

0.0900 

- 

- 

0.066 

0.156 

0.156 

0.594 

0.030 

0.564 

0.526 

93.24 

Critical 

Jheekariya 

0832000704116900 

0.05 

0.12 

179.70 

0.15 

0.00 

0.15 

0.07 

0.84 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.170 

0.009 

0.162 

0.116 

71.49 

Semi Critical 

Kachhnara 

0832000704127800 

0.05 

0.48 

143.48 

0.57 

0.04 

0.61 

0.06 

0.85 

- 

0.1300 

- 

- 

0.001 

0.131 

0.131 

0.743 

0.037 

0.705 

1.175 

166.63 

Over Exploited 

Kagariya 

0832000704126700 

0.05 

0.11 

384.11 

0.13 

0.02 

0.15 

0.07 

0.84 

- 

0.1200 

- 

- 

0.000 

0.120 

0.120 

0.274 

0.014 

0.260 

0.669 

257.21 

Over Exploited 

Kalyanpura 

0832000704132800 

0.05 

0.09 

129.02 

0.10 

- 

0.10 

0.06 

0.85 

- 

- 

- 

- 

- 

- 

- 

0.103 

0.005 

0.098 

0.006 

6.60 

Safe 

Karanpura 

0832000704118800 

0.05 

0.11 

198.33 

0.14 

0.02 

0.16 

0.07 

0.84 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.238 

0.012 

0.226 

0.445 

197.07 

Over Exploited 

Kama Kheri 

0832000704117500 

0.05 

0.10 

145.18 

0.12 

0.01 

0.13 

0.07 

0.84 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.157 

0.008 

0.149 

0.172 

115.89 

Over Exploited 

Karnaliya 

0832000704118300 

0.05 

0.07 

181.81 

0.08 

- 

0.08 

0.07 

0.85 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.101 

0.005 

0.096 

0.111 

115.65 

Over Exploited 

Keetiya 

0832000704125400 

0.05 

0.01 

1,984.58 

0.01 

0.00 

0.01 

0.01 

0.08 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.019 

0.001 

0.018 

0.071 

383.82 

Over Exploited 

Keloo Khera 

0832000704122800 

0.05 

0.10 

226.41 

0.12 

0.01 

0.13 

0.06 

0.85 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.178 

0.009 

0.169 

0.291 

171.95 

Over Exploited 

Khamla 

0832000704129100 

0.05 

0.10 

222.01 

0.12 

0.01 

0.13 

0.06 

0.85 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.186 

0.009 

0.177 

0.317 

179.41 

Over Exploited 

Khankhari 

0832000704126600 

0.05 

0.07 

299.04 

0.09 

0.01 

0.10 

0.07 

0.84 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.157 

0.008 

0.149 

0.316 

211.16 

Over Exploited 


0832000704128000 

0.05 

0.06 

92.60 

0.07 

- 

0.07 

0.06 

0.85 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.084 

0.004 

0.080 

0.045 

55.81 

Safe 

Kher Khera 

0832000704125900 

0.05 

0.00 

14,809.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

3.49 

Safe 

Khurchaniya 

0832000704123100 

0.05 

0.07 

273.45 

0.09 

0.01 

0.10 

0.06 

0.85 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.157 

0.008 

0.149 

0.329 

220.02 

Over Exploited 

Kolva Goojar 

0832000704117400 

0.05 

0.11 

143.57 

0.14 

0.02 

0.15 

0.07 

0.84 

- 

0.0300 

- 

- 

0.009 

0.039 

0.039 

0.192 

0.010 

0.183 

0.181 

98.90 

Critical 

Kolvi @ Mandi Rajendrapur 

0832000743208000 

0.05 

0.07 

353.77 

0.09 

0.02 

0.11 

0.07 

0.84 

- 

0.0700 

- 

- 

0.015 

0.086 

0.086 

0.195 

0.010 

0.185 

0.464 

251.26 

Over Exploited 

Kumathiya 

0832000704127300 

0.05 

0.24 

337.13 

0.28 

0.02 

0.30 

0.07 

0.84 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.373 

0.019 

0.354 

0.671 

189.48 

Over Exploited 

Kutki 

0832000704122000 

0.05 

0.10 

72.71 

0.12 

- 

0.12 

0.07 

0.84 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.131 

0.007 

0.124 

0.081 

64.89 

Safe 

Kyasra 

0832000704132400 

0.05 

0.00 

6,063.13 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

6,329.09 

Over Exploited 

Lakha Kheri Parmar 

0832000704126200 

0.05 

0.07 

73.22 

0.09 

0.01 

0.10 

0.07 

0.84 

- 

0.0100 

- 

- 

0.014 

0.024 

0.024 

0.121 

0.006 

0.115 

0.052 

45.01 

Safe 

Lasooriya 

0832000704123500 

0.05 

0.15 

107.86 

0.18 

0.01 

0.19 

0.06 

0.85 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.229 

0.011 

0.218 

0.235 

107.98 

Over Exploited 

Loona Khera 

0832000704122600 

0.05 

0.18 

182.57 

0.21 

0.02 

0.23 

0.07 

0.84 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.323 

0.016 

0.307 

0.483 

157.13 

Over Exploited 

Loona Kheri 

0832000704122500 

0.05 

0.09 

152.45 

0.11 

0.01 

0.12 

0.07 

0.84 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.162 

0.008 

0.154 

0.231 

150.53 

Over Exploited 

Magsi 

0832000704127600 

0.05 

0.57 

114.41 

0.69 

0.02 

0.71 

0.06 

0.85 

- 

0.0500 

- 

- 

0.006 

0.056 

0.056 

0.769 

0.038 

0.730 

0.466 

63.78 

Safe 

Mahuri Khera 

0832000704134100 

0.05 

0.12 

82.52 

0.14 

0.00 

0.14 

0.06 

0.83 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.155 

0.008 

0.147 

0.088 

60.04 

Safe 

Malhar Ganj 

0832000704122300 

0.05 

0.09 

36.15 

0.11 

0.02 

0.12 

0.07 

0.84 

- 

0.0300 

- 

- 

0.008 

0.038 

0.038 

0.162 

0.008 

0.154 

0.159 

103.28 

Over Exploited 

Mandirpur 

0832000704128700 

0.05 

0.15 

107.22 

0.18 

0.02 

0.21 

0.06 

0.85 

- 

0.0500 

- 

- 

0.003 

0.053 

0.053 

0.259 

0.013 

0.246 

0.441 

178.99 

Over Exploited 

Melki 

0832000704122700 

0.05 

0.06 

202.77 

0.07 

0.01 

0.08 

0.07 

0.85 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.113 

0.006 

0.107 

0.144 

133.69 

Over Exploited 

Meroo Kheri 

0832000704128900 

0.05 

0.12 

76.99 

0.14 

0.02 

0.16 

0.06 

0.85 

- 

0.0200 

- 

- 

0.009 

0.029 

0.029 

0.184 

0.009 

0.175 

0.181 

103.19 

Over Exploited 

Mokal Kheri 

0832000704122400 

0.05 

0.12 

96.30 

0.14 

0.01 

0.15 

0.07 

0.84 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.182 

0.009 

0.173 

0.187 

108.14 

Over Exploited 

Moondla 

0832000704116400 

0.05 

0.08 

262.32 

0.10 

0.01 

0.11 

0.07 

0.84 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.139 

0.007 

0.132 

0.184 

139.65 

Over Exploited 

Naya Khera 

0832000704123000 

0.05 

0.14 

197.63 

0.17 

0.01 

0.18 

0.06 

0.85 

- 

0.0700 

- 

- 

0.003 

0.073 

0.073 

0.253 

0.013 

0.240 

0.374 

155.57 

Over Exploited 

Nipaniya 

0832000704129000 

0.05 

0.22 

171.28 

0.27 

0.01 

0.28 

0.06 

0.85 

- 

0.0400 

- 

- 

0.003 

0.043 

0.043 

0.324 

0.016 

0.307 

0.347 

112.83 

Over Exploited 

Nipaniya Jhala 

0832000704119800 

0.05 

0.00 

14,501.51 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

3.81 

Safe 

Nipanya Kaloo 

0832000704118600 

0.05 

0.17 

175.45 

0.21 

0.02 

0.23 

0.07 

0.84 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.310 

0.015 

0.294 

0.442 

150.39 

Over Exploited 

Padma Kheri 

0832000704124900 

0.05 

0.14 

107.49 

0.16 

0.00 

0.16 

0.07 

0.84 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.186 

0.009 

0.177 

0.143 

80.63 

Semi Critical 

Para Peepli 

0832000704116300 

0.05 

0.04 

590.42 

0.05 

0.00 

0.05 

0.04 

0.47 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.075 

0.004 

0.071 

0.138 

195.04 

Over Exploited 

Paraliya 

0832000704119700 

0.05 

0.02 

1,013.59 

0.03 

0.00 

0.03 

0.02 

0.22 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.043 

0.002 

0.041 

0.131 

323.09 

Over Exploited 

Parthi Garh 

0832000704132700 

0.05 

0.13 

248.60 

0.16 

0.02 

0.18 

0.06 

0.85 

- 

0.0600 

- 

- 

0.000 

0.060 

0.060 

0.240 

0.012 

0.228 

0.558 

244.58 

Over Exploited 

Patlai 

0832000704128800 

0.05 

0.17 

177.75 

0.21 

0.02 

0.23 

0.06 

0.85 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.298 

0.015 

0.284 

0.653 

230.33 

Over Exploited 

Peepa Kheri 

0832000704125200 

0.05 

0.11 

43.19 

0.13 

0.00 

0.13 

0.07 

0.84 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.139 

0.007 

0.132 

0.087 

66.27 

Safe 

Peepalda 

0832000704123200 

0.05 

0.09 

273.97 

0.11 

0.02 

0.13 

0.06 

0.85 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.221 

0.011 

0.210 

0.469 

223.36 

Over Exploited 

Peeplya Kalan 

0832000704132600 

0.05 

0.12 

212.51 

0.14 

0.01 

0.15 

0.06 

0.82 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.186 

0.009 

0.177 

0.266 

150.81 

Over Exploited 

Peeplya Khurd 

0832000704129300 

0.05 

0.09 

275.85 

0.11 

0.02 

0.13 

0.06 

0.83 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.185 

0.009 

0.176 

0.429 

243.84 

Over Exploited 
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( 10 ) 
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( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Piplai 

083200070411920C 

2.500 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.500 

3.84 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.23 

0.11 

0.007 

0.78 

0.42 


Punwar Kheri 

0832000704124700 

2.245 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.245 

3.15 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.18 

0.12 

0.007 

0.78 

0.43 


Rajpura 

0832000704128300 

5.537 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.537 

4.18 

0.010 

0.09 

0.01 

0.00 

0.00 

0.00 

0.31 

0.48 

0.32 

0.017 

0.79 

0.51 


Ralayti 

0832000704117300 

1.993 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.993 

4.10 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.20 

0.13 

0.006 

0.78 

0.42 


Rampura 

0832000704127700 

14.733 

Fresh 

Non-command 

Non-command 

Deccan Traps 

14.733 

3.49 

0.010 

0.16 

0.02 

0.00 

0.00 

0.02 

0.64 

1.07 

0.57 

0.044 

0.78 

0.46 


Ranayra 

0832000704119500 

6.203 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.203 

4.00 

0.010 

0.10 

0.01 

0.00 

0.00 

0.00 

0.34 

0.62 

0.36 

0.019 

0.78 

0.42 


Rapa Khera 

0832000704119300 

2.243 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.243 

3.78 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.21 

0.12 

0.007 

0.78 

0.42 


Ratanpura 

0832000704133400 

3.599 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.599 

5.54 

0.010 

0.06 

0.01 

0.00 

0.00 

0.01 

0.24 

0.37 

0.25 

0.011 

0.80 

0.52 


Rawatpura 

0832000704117700 

5.992 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.992 

3.95 

0.010 

0.07 

0.01 

0.00 

0.00 

0.00 

0.30 

0.54 

0.26 

0.018 

0.78 

0.42 


Rojhana 

0832000704118500 

5.634 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.634 

4.72 

0.010 

0.22 

0.03 

0.00 

0.00 

0.00 

0.45 

0.80 

0.86 

0.017 

0.78 

0.44 


Sakariya 

0832000704117800 

7.922 

Fresh 

Non-command 

Non-command 

Deccan Traps 

7.922 

4.28 

0.010 

0.24 

0.06 

0.00 

0.00 

0.00 

0.52 

0.94 

0.92 

0.024 

0.78 

0.43 


Salariya 

0832000704126000 

4.144 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.955 

3.68 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.18 

0.13 

0.006 

0.37 

0.20 


Saranga Khera 

0832000704132300 

3.683 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.048 

3.48 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.09 

0.14 

0.12 

0.006 

0.44 

0.29 


Sarwar 

0832000704126400 

6.308 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.308 

3.58 

0.010 

0.07 

0.01 

0.00 

0.00 

0.00 

0.29 

0.51 

0.27 

0.019 

0.78 

0.44 


Semli Chharot 

0832000704118200 

3.810 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.810 

4.36 

0.010 

0.09 

0.01 

0.00 

0.00 

0.00 

0.25 

0.44 

0.34 

0.011 

0.78 

0.44 


Semli Gehlot 

0832000704116700 

4.108 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.028 

6.84 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 


Senkala 

0832000704124400 

2.190 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.190 

3.70 

0.010 

0.09 

0.01 

0.00 

0.00 

0.00 

0.16 

0.29 

0.35 

0.007 

0.78 

0.44 


Shivgarh 

0832000704133300 

4.302 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.302 

5.28 

0.010 

0.04 

0.00 

0.00 

0.00 

0.00 

0.27 

0.41 

0.13 

0.013 

0.80 

0.52 


Sikandarpura 

0832000704132200 

2.245 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.897 

2.68 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.04 

0.01 

0.003 

0.32 

0.21 


Suhagara 

0832000704127900 

2.671 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.671 

4.14 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.19 

0.03 

0.008 

0.79 

0.49 


Sujanpur 

0832000704129700 

3.555 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.393 

4.89 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.001 

0.09 

0.06 


Sunari 

0832000704124300 

2.364 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.364 

3.89 

0.010 

0.04 

0.01 

0.00 

0.00 

0.01 

0.11 

0.21 

0.15 

0.007 

0.78 

0.43 


Talawali 

0832000704125300 

7.283 

Fresh 

Non-command 

Non-command 

Deccan Traps 

7.283 

2.65 

0.010 

0.16 

0.02 

0.00 

0.00 

0.00 

0.33 

0.61 

0.60 

0.022 

0.78 

0.42 


Tapli 

0832000704123800 

1.204 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.204 

4.25 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.14 

0.12 

0.004 

0.78 

0.46 


Tigariya 

0832000704123700 

2.981 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.981 

4.61 

0.010 

0.09 

0.01 

0.00 

0.00 

0.00 

0.22 

0.38 

0.34 

0.009 

0.78 

0.45 


Tisai 

0832000704128200 

7.409 

Fresh 

Non-command 

Non-command 

Deccan Traps 

7.409 

3.24 

0.010 

0.11 

0.02 

0.00 

0.00 

0.00 

0.33 

0.51 

0.41 

0.022 

0.79 

0.51 


Tokra 

0832000704135300 

6.974 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.580 

6.36 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.19 

0.29 

0.17 

0.008 

0.29 

0.19 


Udaipur 

0832000704128400 

8.346 

Fresh 

Non-command 

Non-command 

Deccan Traps 

8.346 

2.98 

0.010 

0.11 

0.02 

0.00 

0.00 

0.00 

0.34 

0.52 

0.42 

0.025 

0.80 

0.52 


Umariya 

0832000704129200 

8.958 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.087 

6.38 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.14 

0.07 

0.003 

0.10 

0.06 


Unhel 

0832000704126900 

18.498 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.299 

8.15 

0.010 

0.02 

0.00 

0.00 

0.00 

0.02 

0.10 

0.19 

0.09 

0.004 

0.05 

0.03 

08003018 

Amarniwas 

0824001202952900 

0.744 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.691 

2.18 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.05 

0.002 

0.64 

0.73 


Amba 

0829000403574000 

0.462 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.002 

1.71 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Amritpuriya 

0824001202950000 

1.198 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.190 

3.67 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.06 

0.003 

0.68 

0.81 


Ant 

0824001202955000 

1.464 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.464 

0.04 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.03 

0.03 

0.15 

0.004 

0.69 

0.77 


Anti 

0824001202955800 

4.180 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.019 

0.79 

0.020 

0.06 

0.02 

0.00 

0.00 

0.00 

0.10 

0.10 

0.25 

0.011 

0.68 

0.71 


Aroli 

0824001202948000 

8.958 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

8.099 

2.58 

0.020 

0.11 

0.02 

0.00 

0.00 

0.00 

0.51 

0.26 

0.39 

0.022 

0.65 

1.26 


Bahadur Ji Ka Khera 

0824001202954300 

0.851 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.851 

1.08 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.002 

0.69 

0.80 


Bakchanch 

0823000502779900 

23.453 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

14.960 

2.05 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.32 

0.38 

0.00 

0.028 

0.46 

0.39 


Baniyon Ka Talab 

0824001202954500 

3.332 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.332 

0.96 

0.020 

0.01 

0.00 

0.00 

0.00 

0.02 

0.05 

0.05 

0.01 

0.009 

0.70 

0.80 


Barfoo 

0823000502779100 

5.330 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.330 

2.84 

0.010 

0.02 

0.00 

0.00 

0.00 

0.02 

0.16 

0.16 

0.07 

0.010 

0.71 

0.68 


Barwa 

0824001202951700 

0.456 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.456 

3.29 

0.020 

0.02 

0.01 

0.00 

0.00 

0.00 

0.04 

0.03 

0.10 

0.001 

0.69 

0.81 


Beodiya 

0823000502780300 

3.605 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.605 

3.57 

0.010 

0.00 

0.00 

0.00 

0.00 

0.02 

0.11 

0.12 

0.00 

0.007 

0.71 

0.65 


Berisal 

0824001202948500 

1.759 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.792 

4.38 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.10 

0.002 

0.31 

0.37 


Bhagwanpura 

0824001202952800 

1.027 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.025 

2.56 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.05 

0.003 

0.69 

0.79 


Bhagwanpura @Chainpuriya 

0823000502780800 

3.542 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.955 

2.48 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.04 

0.002 

0.19 

0.15 


Bheroopura 

0824001202955200 

0.788 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.786 

0.17 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.002 

0.69 

0.77 


Bhoonjar Kalan 

0829000403573200 

3.130 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.016 

2.42 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhoonjar Khurd 

0829000403573700 

11.472 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.002 

1.93 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhooti 

0824001202953000 

2.850 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.076 

3.13 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.02 


Bhopi Karet 

0824001202949200 

0.819 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.819 

4.00 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.01 

0.002 

0.70 

1.06 


Bijoliyan Khurd 

0824001202946300 

15.965 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.016 

4.32 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bilona Bari 

0824001202947700 

1.331 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.167 

4.35 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.12 

0.08 

0.11 

0.003 

0.61 

0.97 


Brijpura 

0824001202951800 

2.757 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.757 

2.55 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.16 

0.13 

0.09 

0.008 

0.69 

0.82 


Budhpura 

0823000542307000 

1.372 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.064 

2.86 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.03 

0.03 


Chandji Ki Kheri 

0824001202948900 

4.912 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.904 

3.99 

0.020 

0.11 

0.02 

0.00 

0.00 

0.00 

0.48 

0.38 

0.44 

0.014 

0.69 

0.87 


Cheeta Bara 

0824001202949800 

0.952 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.952 

3.55 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.07 

0.003 

0.69 

0.86 


Chhant Ka Khera 

0823000502779600 

3.824 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.816 

3.22 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.15 

0.17 

0.14 

0.007 

0.73 

0.63 


Choona Ki Bhati 

0824001202949900 

1.644 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.644 

3.48 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.11 

0.07 

0.005 

0.69 

0.83 


Dabi 

0823000502780400 

7.274 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.149 

3.73 

0.010 

0.03 

0.01 

0.00 

0.00 

0.03 

0.18 

0.19 

0.12 

0.010 

0.49 

0.47 


Daboosar 

0823000502780200 

0.188 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.188 

3.39 

0.010 

0.02 

0.01 

0.00 

0.00 

0.00 

0.02 

0.02 

0.08 

0.000 

0.72 

0.63 


Danpura 

0824001202955600 

0.413 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.413 

0.48 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.02 

0.02 

0.11 

0.001 

0.71 

0.70 


Dasalya 

0823000502780100 

5.208 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.208 

2.90 

0.010 

0.01 

0.00 

0.00 

0.00 

0.01 

0.16 

0.18 

0.03 

0.010 

0.72 

0.62 


Debiniwas 

0824001202952600 

1.525 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.525 

1.49 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.05 

0.004 

0.69 

0.81 


Deogarh 

0823000502778600 

2.958 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.000 

1.18 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Deroli 

0824001202951500 

0.913 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.913 

2.96 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.04 

0.003 

0.69 

0.80 


Dhaneshwar 

0823000502781100 

17.855 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.858 

2.35 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.03 

0.003 

0.07 

0.06 


Dobiya 

0824001202951900 

0.689 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.689 

3.15 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.07 

0.002 

0.69 

0.84 


Ganeshpura 

0823000502779500 

2.340 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.340 

3.31 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.10 

0.11 

0.11 

0.004 

0.72 

0.64 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Piplai 

0832000704119200 

0.05 

0.10 

134.82 

0.12 

0.00 

0.12 

0.07 

0.84 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.140 

0.007 

0.133 

0.119 

89.65 

Semi Critical 

Punwar Kheri 

0832000704124700 

0.05 

0.09 

110.15 

0.10 

0.00 

0.10 

0.07 

0.84 

- 

0.0200 

- 

- 

0.000 

0.021 

0.021 

0.125 

0.006 

0.119 

0.126 

105.61 

Over Exploited 

Rajpura 

0832000704128300 

0.05 

0.22 

119.66 

0.26 

0.01 

0.27 

0.06 

0.85 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.314 

0.016 

0.298 

0.340 

113.90 

Over Exploited 

Ralayti 

0832000704117300 

0.05 

0.08 

163.99 

0.09 

0.00 

0.09 

0.07 

0.84 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.113 

0.006 

0.108 

0.138 

128.08 

Over Exploited 

Rampura 

0832000704127700 

0.05 

0.58 

86.00 

0.69 

0.04 

0.73 

0.06 

0.85 

- 

0.0600 

- 

- 

0.026 

0.086 

0.086 

0.817 

0.041 

0.776 

0.618 

79.65 

Semi Critical 

Ranayra 

0832000704119500 

0.05 

0.24 

156.98 

0.29 

0.01 

0.30 

0.07 

0.84 

- 

0.0700 

- 

- 

0.000 

0.070 

0.070 

0.369 

0.018 

0.350 

0.382 

108.88 

Over Exploited 

Rapa Khera 

0832000704119300 

0.05 

0.09 

141.44 

0.10 

- 

0.10 

0.07 

0.84 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.124 

0.006 

0.118 

0.126 

106.43 

Over Exploited 

Ratanpura 

0832000704133400 

0.05 

0.14 

161.22 

0.17 

0.02 

0.19 

0.06 

0.85 

- 

0.0500 

- 

- 

0.010 

0.060 

0.060 

0.248 

0.012 

0.235 

0.256 

108.77 

Over Exploited 

Rawatpura 

0832000704117700 

0.05 

0.23 

133.47 

0.28 

0.01 

0.29 

0.07 

0.84 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.339 

0.017 

0.322 

0.275 

85.43 

Semi Critical 

Rojhana 

0832000704118500 

0.05 

0.22 

264.65 

0.26 

0.03 

0.29 

0.07 

0.85 

- 

0.1600 

- 

- 

0.002 

0.162 

0.162 

0.457 

0.023 

0.434 

0.875 

201.39 

Over Exploited 

Sakariya 

0832000704117800 

0.05 

0.31 

206.76 

0.37 

0.06 

0.43 

0.07 

0.84 

- 

0.1700 

- 

- 

0.001 

0.171 

0.171 

0.601 

0.030 

0.571 

0.941 

164.83 

Over Exploited 

Salariya 

0832000704126000 

0.05 

0.04 

410.93 

0.04 

0.00 

0.04 

0.03 

0.40 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.067 

0.003 

0.064 

0.131 

205.80 

Over Exploited 

Saranga Khera 

0832000704132300 

0.05 

0.05 

209.86 

0.05 

0.01 

0.06 

0.03 

0.47 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.084 

0.004 

0.080 

0.125 

156.17 

Over Exploited 

Sarwar 

0832000704126400 

0.05 

0.25 

106.09 

0.29 

0.01 

0.30 

0.07 

0.85 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.335 

0.017 

0.318 

0.290 

91.13 

Critical 

Semli Chharot 

0832000704118200 

0.05 

0.15 

194.63 

0.18 

0.01 

0.19 

0.07 

0.85 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.248 

0.012 

0.236 

0.354 

150.41 

Over Exploited 

Semli Gehlot 

0832000704116700 

0.05 

0.00 

(6,933.20) 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.006 

0.000 

0.005 

0.000 

1.59 

Safe 

Senkala 

0832000704124400 

0.05 

0.09 

237.83 

0.10 

0.01 

0.11 

0.07 

0.84 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.182 

0.009 

0.173 

0.357 

206.00 

Over Exploited 

Shivgarh 

0832000704133300 

0.05 

0.17 

140.15 

0.21 

- 

0.21 

0.06 

0.85 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.225 

0.011 

0.214 

0.138 

64.43 

Safe 

Sikandarpura 

0832000704132200 

0.05 

0.01 

159.58 

0.02 

- 

0.02 

0.02 

0.34 

- 

- 

- 

- 

- 

- 

- 

0.017 

0.001 

0.016 

0.010 

59.59 

Safe 

Suhagara 

0832000704127900 

0.05 

0.11 

84.08 

0.13 

- 

0.13 

0.06 

0.85 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.137 

0.007 

0.130 

0.041 

31.60 

Safe 

Sujanpur 

0832000704129700 

0.05 

0.00 

2,495.17 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.021 

1,075.97 

Over Exploited 

Sunari 

0832000704124300 

0.05 

0.09 

123.89 

0.11 

0.02 

0.13 

0.07 

0.84 

- 

0.0300 

- 

- 

0.011 

0.041 

0.041 

0.168 

0.008 

0.159 

0.152 

95.40 

Critical 

Talawali 

0832000704125300 

0.05 

0.28 

115.59 

0.34 

0.02 

0.36 

0.07 

0.84 

- 

0.1100 

- 

- 

0.000 

0.110 

0.110 

0.469 

0.023 

0.445 

0.623 

139.85 

Over Exploited 

Tapli 

0832000704123800 

0.05 

0.05 

195.53 

0.06 

0.00 

0.06 

0.06 

0.85 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.077 

0.004 

0.073 

0.123 

167.96 

Over Exploited 

Tigariya 

0832000704123700 

0.05 

0.12 

223.45 

0.14 

0.01 

0.15 

0.07 

0.85 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.210 

0.010 

0.199 

0.346 

173.62 

Over Exploited 

Tisai 

0832000704128200 

0.05 

0.29 

74.20 

0.35 

0.02 

0.37 

0.06 

0.85 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.423 

0.021 

0.402 

0.431 

107.32 

Over Exploited 

Tokra 

0832000704135300 

0.05 

0.04 

674.79 

0.05 

0.01 

0.06 

0.02 

0.32 

- 

0.0300 

- 

- 

0.004 

0.034 

0.034 

0.092 

0.005 

0.087 

0.173 

198.27 

Over Exploited 

Udaipur 

0832000704128400 

0.05 

0.33 

56.88 

0.40 

0.02 

0.42 

0.06 

0.85 

- 

0.0500 

- 

- 

0.000 

0.050 

0.050 

0.468 

0.023 

0.445 

0.441 

99.11 

Critical 

Umariya 

0832000704129200 

0.05 

0.01 

2,528.89 

0.01 

- 

0.01 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.015 

0.069 

447.24 

Over Exploited 

Unhel 

0832000704126900 

0.05 

0.00 

5,172.97 

0.00 

0.02 

0.03 

0.00 

0.06 

- 

0.0100 

- 

- 

0.034 

0.044 

0.044 

0.071 

0.004 

0.068 

0.090 

133.06 

Over Exploited 

Amarniwas 

0824001202952900 

0.08 

0.04 

(1.02) 

0.03 

- 

0.03 

0.07 

0.70 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.045 

0.002 

0.043 

0.051 

119.34 

Over Exploited 

Amba 

0829000403574000 

0.04 

0.00 

33,454.32 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Amritpuriya 

0824001202950000 

0.08 

0.06 

38.09 

0.08 

0.00 

0.08 

0.07 

0.75 

- 

0.0100 

- 

- 

0.000 

0.011 

0.011 

0.089 

0.004 

0.084 

0.059 

70.44 

Semi Critical 

Ant 

0824001202955000 

0.08 

0.08 

(67.32) 

0.06 

0.01 

0.08 

0.07 

0.76 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.108 

0.005 

0.103 

0.149 

144.90 

Over Exploited 

Anti 

0824001202955800 

0.08 

0.22 

(55.18) 

0.18 

0.02 

0.20 

0.06 

0.74 

- 

0.0500 

- 

- 

0.003 

0.053 

0.053 

0.250 

0.012 

0.237 

0.256 

107.98 

Over Exploited 

Aroli 

0824001202948000 

0.08 

0.42 

(37.86) 

0.34 

0.02 

0.36 

0.05 

0.70 

- 

0.0700 

- 

- 

0.001 

0.071 

0.071 

0.429 

0.021 

0.408 

0.416 

102.11 

Over Exploited 

Bahadur Ji Ka Khera 

0824001202954300 

0.08 

0.05 

(47.64) 

0.04 

0.00 

0.04 

0.07 

0.76 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.048 

0.002 

0.045 

0.029 

64.92 

Safe 

Bakchanch 

0823000502779900 

0.06 

0.41 

(8.84) 

0.38 

- 

0.38 

0.03 

0.49 

- 

- 

- 

- 

- 

- 

- 

0.377 

0.019 

0.358 

0.028 

7.78 

Safe 

Baniyon Ka Talab 

0824001202954500 

0.08 

0.19 

(74.62) 

0.15 

0.02 

0.17 

0.06 

0.76 

- 

- 

- 

- 

0.029 

0.029 

0.029 

0.197 

0.010 

0.187 

0.022 

11.85 

Safe 

Barfoo 

0823000502779100 

0.06 

0.23 

(28.09) 

0.18 

0.02 

0.20 

0.06 

0.77 

- 

0.0100 

- 

- 

0.023 

0.033 

0.033 

0.230 

0.011 

0.218 

0.077 

35.26 

Safe 

Barwa 

0824001202951700 

0.08 

0.03 

35.56 

0.03 

0.01 

0.04 

0.07 

0.76 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.060 

0.003 

0.057 

0.098 

171.94 

Over Exploited 

Beodiya 

0823000502780300 

0.06 

0.15 

(22.80) 

0.12 

0.02 

0.14 

0.06 

0.76 

- 

- 

- 

- 

0.031 

0.031 

0.031 

0.174 

0.009 

0.166 

0.007 

4.06 

Safe 

Berisal 

0824001202948500 

0.08 

0.02 

275.00 

0.02 

0.00 

0.02 

0.03 

0.34 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.045 

0.002 

0.043 

0.097 

227.77 

Over Exploited 

Bhagwanpura 

0824001202952800 

0.08 

0.06 

(3.32) 

0.05 

- 

0.05 

0.07 

0.76 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.064 

0.003 

0.061 

0.049 

79.93 

Semi Critical 

Bhagwanpura @Chainpuriya 

0823000502780800 

0.06 

0.01 

273.68 

0.01 

0.00 

0.01 

0.01 

0.20 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.025 

0.001 

0.024 

0.041 

173.27 

Over Exploited 

Bheroopura 

0824001202955200 

0.08 

0.04 

(74.55) 

0.03 

0.00 

0.03 

0.07 

0.76 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.045 

0.002 

0.043 

0.040 

93.84 

Critical 

Bhoonjar Kalan 

0829000403573200 

0.04 

0.00 

67,058.62 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhoonjar Khurd 

0829000403573700 

0.04 

0.00 

970,213.49 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhooti 

0824001202953000 

0.08 

0.00 

3,644.27 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

4,074.60 

Over Exploited 

Bhopi Karet 

0824001202949200 

0.08 

0.05 

(5.86) 

0.04 

- 

0.04 

0.06 

0.76 

- 

- 

- 

- 

- 

- 

- 

0.043 

0.002 

0.041 

0.012 

30.01 

Safe 

Bijoliyan Khurd 

0824001202946300 

0.08 

0.00 

130,642.47 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bilona Bari 

0824001202947700 

0.08 

0.06 

34.13 

0.07 

0.01 

0.08 

0.05 

0.66 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.099 

0.005 

0.094 

0.111 

118.60 

Over Exploited 

Brijpura 

0824001202951800 

0.08 

0.15 

(12.76) 

0.13 

0.01 

0.15 

0.07 

0.76 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.171 

0.009 

0.162 

0.098 

60.12 

Safe 

Budhpura 

0823000542307000 

0.06 

0.00 

1,280.77 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

3,010.01 

Over Exploited 

Chandji Ki Kheri 

0824001202948900 

0.08 

0.27 

41.30 

0.32 

0.02 

0.34 

0.07 

0.75 

- 

0.0800 

- 

- 

0.002 

0.082 

0.082 

0.426 

0.021 

0.404 

0.449 

110.90 

Over Exploited 

Cheeta Bara 

0824001202949800 

0.08 

0.05 

33.67 

0.06 

0.00 

0.06 

0.07 

0.75 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.073 

0.004 

0.070 

0.076 

108.77 

Over Exploited 

Chhant Ka Khera 

0823000502779600 

0.06 

0.17 

3.40 

0.17 

0.01 

0.19 

0.05 

0.78 

- 

0.0300 

- 

- 

0.006 

0.036 

0.036 

0.223 

0.011 

0.212 

0.143 

67.57 

Safe 

Choona Ki Bhati 

0824001202949900 

0.08 

0.09 

21.96 

0.11 

0.00 

0.11 

0.07 

0.75 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.120 

0.006 

0.114 

0.075 

65.40 

Safe 

Dabi 

0823000502780400 

0.06 

0.15 

26.19 

0.18 

0.04 

0.22 

0.04 

0.53 

- 

0.0200 

- 

- 

0.044 

0.064 

0.064 

0.284 

0.014 

0.270 

0.128 

47.29 

Safe 

Daboosar 

0823000502780200 

0.06 

0.01 

131.96 

0.01 

0.01 

0.02 

0.05 

0.77 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.040 

0.002 

0.038 

0.084 

223.51 

Over Exploited 

Danpura 

0824001202955600 

0.08 

0.02 

3.14 

0.02 

0.01 

0.03 

0.06 

0.77 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.054 

0.003 

0.052 

0.109 

211.89 

Over Exploited 

Dasalya 

0823000502780100 

0.06 

0.23 

(19.92) 

0.18 

0.01 

0.19 

0.05 

0.77 

- 

0.0100 

- 

- 

0.009 

0.019 

0.019 

0.205 

0.010 

0.195 

0.044 

22.47 

Safe 

Debiniwas 

0824001202952600 

0.08 

0.08 

(44.51) 

0.07 

0.00 

0.07 

0.07 

0.76 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.078 

0.004 

0.074 

0.058 

78.51 

Semi Critical 

Deogarh 

0823000502778600 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Deroli 

0824001202951500 

0.08 

0.05 

6.12 

0.05 

0.00 

0.06 

0.07 

0.76 

- 

0.0100 

- 

- 

0.003 

0.014 

0.014 

0.069 

0.003 

0.066 

0.041 

61.81 

Safe 

Dhaneshwar 

0823000502781100 

0.06 

0.01 

746.95 

0.01 

- 

0.01 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.019 

0.001 

0.019 

0.031 

170.02 

Over Exploited 

Dobiya 

0824001202951900 

0.08 

0.04 

35.78 

0.05 

0.00 

0.05 

0.07 

0.75 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.057 

0.003 

0.054 

0.075 

138.05 

Over Exploited 

Ganeshpura 

0823000502779500 

0.06 

0.10 

5.79 

0.11 

0.01 

0.12 

0.05 

0.78 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.143 

0.007 

0.136 

0.116 

85.87 

Semi Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Girdharpura 

082400120294910C 

1.632 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.632 

4.28 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.21 

0.15 

0.30 

0.005 

0.69 

0.95 


Gopalniwas 

0824001202948300 

2.297 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.296 

4.86 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.25 

0.19 

0.11 

0.006 

0.69 

0.94 


Gopalpura 

0824001202950100 

2.766 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.324 

3.48 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.16 

0.14 

0.04 

0.006 

0.58 

0.68 


Gopalpura (Barad) 

0823000502778800 

1.680 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.038 

1.95 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Gordhan Niwas 

0824001202948800 

0.675 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.675 

3.77 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.08 

0.002 

0.69 

0.82 


Gordhanpura 

0823000502779000 

1.583 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.007 

2.83 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Govind Niwas 

0824001202951300 

0.798 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.192 

3.47 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.17 

0.19 


Gudha 

0824001202955900 

7.069 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

7.000 

1.40 

0.020 

0.08 

0.02 

0.00 

0.00 

0.00 

0.26 

0.27 

0.29 

0.019 

0.71 

0.67 


Gurha 

0823000502780000 

3.368 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.368 

2.61 

0.010 

0.02 

0.01 

0.00 

0.00 

0.01 

0.09 

0.10 

0.09 

0.006 

0.72 

0.61 


Haripura 

0824001202954900 

2.085 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.085 

-0.03 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.006 

0.70 

0.75 


Harji Pura 

0824001202951400 

0.494 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.494 

3.39 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.05 

0.05 

0.11 

0.001 

0.69 

0.80 


Hemniwas 

0824001202954200 

1.668 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.668 

0.68 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.005 

0.69 

0.79 


Indrapura 

0824001202949600 

2.801 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.801 

3.39 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.22 

0.17 

0.14 

0.008 

0.69 

0.90 


Jaleri 

0824001202947600 

4.717 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.057 

5.36 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.01 


Jhadoli 

0824001202948200 

3.933 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.933 

4.51 

0.020 

0.05 

0.01 

0.00 

0.00 

0.01 

0.38 

0.26 

0.21 

0.011 

0.69 

1.01 


Jhalon Ka Dhoondha 

0824001202955500 

0.702 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.702 

0.04 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.70 

0.72 


Jolas 

0824001202949700 

1.964 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.964 

3.73 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.18 

0.14 

0.14 

0.005 

0.69 

0.86 


Kalighati 

0824001202955400 

0.278 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.254 

0.01 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.001 

0.64 

0.68 


Kalyanpura 

0824001202948600 

1.525 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.507 

3.78 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.04 

0.001 

0.23 

0.27 


Kantwara 

0824001202954600 

3.605 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.605 

0.27 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.03 

0.03 

0.05 

0.010 

0.70 

0.77 


Kanwarpura 

0824001202952100 

0.635 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.635 

3.09 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.04 

0.002 

0.69 

0.89 


Kasya 

0824001202952400 

3.936 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.887 

2.31 

0.020 

0.05 

0.01 

0.00 

0.00 

0.01 

0.21 

0.18 

0.20 

0.011 

0.69 

0.81 







Non-command 

Shale 

0.013 

2.31 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kerkhera 

0824001202954700 

2.445 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.445 

0.30 

0.020 

0.02 

0.01 

0.00 

0.00 

0.00 

0.02 

0.02 

0.09 

0.007 

0.69 

0.79 


Kharipur 

0824001202947400 

4.764 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.460 

5.56 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.02 

0.001 

0.07 

0.09 


Koyala Kundi 

0824001202952000 

0.669 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.669 

2.91 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.05 

0.002 

0.69 

0.85 


Lakshmi Niwas 

0824001202948700 

1.999 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.356 

3.63 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.001 

0.12 

0.14 


Lambakhoh 

0823000502779400 

8.275 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

8.234 

3.21 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.28 

0.33 

0.12 

0.015 

0.73 

0.63 


Mahupura 

0824001202952500 

0.645 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.645 

1.93 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.08 

0.002 

0.69 

0.82 


Makreri 

0824001202954000 

3.477 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.328 

0.94 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.04 

0.009 

0.66 

0.75 


Manji Sahab Ka Khera 

0824001202950200 

3.432 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.550 

3.54 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.03 

0.002 

0.11 

0.13 


Mogarwasa 

0824001202954400 

1.453 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.453 

0.81 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.01 

0.004 

0.69 

0.80 


Motipura 

0824001202954100 

0.910 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.910 

1.38 

0.020 

0.02 

0.01 

0.00 

0.00 

0.00 

0.03 

0.03 

0.08 

0.003 

0.69 

0.79 


Nahargarh 

0829000403572600 

6.939 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.000 

3.61 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Naroli 

0823000502779700 

4.479 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.401 

2.95 

0.010 

0.02 

0.01 

0.00 

0.00 

0.00 

0.14 

0.16 

0.09 

0.008 

0.72 

0.61 


Naya Gaon 

0829000403573100 

1.683 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.005 

1.80 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Neemri Gawa 

0824001202949400 

4.120 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.849 

3.84 

0.020 

0.02 

0.00 

0.00 

0.00 

0.06 

0.25 

0.17 

0.07 

0.011 

0.65 

0.97 


Pachyanpura 

0824001202949300 

8.407 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

8.385 

3.70 

0.020 

0.04 

0.01 

0.00 

0.00 

0.06 

0.59 

0.34 

0.14 

0.023 

0.71 

1.21 


Paparbar 

0824001202949500 

4.082 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.006 

3.68 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.32 

0.23 

0.09 

0.011 

0.68 

0.97 


Parana (Karadonka) 

0823000502778400 

5.580 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.066 

3.13 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Peepalda 

0823000502779200 

2.952 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.952 

3.10 

0.010 

0.02 

0.00 

0.00 

0.00 

0.01 

0.10 

0.11 

0.08 

0.006 

0.72 

0.66 


Rajpura 

0823000502779800 

5.712 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.172 

2.36 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.15 

0.18 

0.15 

0.010 

0.67 

0.56 


Rakholi 

0824001202949000 

2.252 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.252 

4.02 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.21 

0.16 

0.15 

0.006 

0.69 

0.93 


Rampuriya @ Chopra 

0824001202947800 

0.930 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.930 

4.32 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.01 

0.003 

0.70 

1.09 


Rasadpura 

0824001202947900 

3.845 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.358 

2.71 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.004 

0.25 

0.42 


Ratanpura 

0823000502779300 

1.360 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.360 

3.27 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.06 

0.003 

0.72 

0.65 


Rawarda 

0829000303563800 

6.413 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.010 

1.80 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Resunda 

0824001202955300 

3.057 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.002 

0.02 

0.020 

0.02 

0.00 

0.00 

0.00 

0.04 

-0.02 

-0.02 

0.07 

0.008 

0.68 

0.74 


Sadaramji Ka Khera 

0824001202953900 

3.564 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.164 

2.17 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.03 

0.04 


Salawatiya 

0824001202948400 

3.650 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.070 

4.60 

0.020 

0.15 

0.02 

0.00 

0.00 

0.00 

0.41 

0.33 

0.59 

0.008 

0.58 

0.73 


Satkundiya 

0824001202955100 

1.995 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.938 

0.33 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.07 

0.005 

0.67 

0.76 


Shambhoo Nath Ji Ka Khera 

0829000403572500 

4.373 

Fresh 

Non-command 

Non-command 

Shale 

0.098 

5.08 

0.013 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.000 

0.02 

0.02 


Shambhoopura 

0824001202952700 

2.495 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.495 

1.85 

0.020 

0.03 

0.01 

0.00 

0.00 

0.02 

0.09 

0.08 

0.09 

0.007 

0.69 

0.80 


Shikargah 

0824001202951600 

1.018 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.018 

3.00 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.01 

0.003 

0.69 

0.80 


Shopura 

0824001202948100 

1.292 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.292 

3.97 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.08 

0.004 

0.70 

1.10 


Sootra 

0823000502780600 

6.497 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.552 

1.62 

0.010 

0.03 

0.01 

0.00 

0.00 

0.01 

0.08 

0.10 

0.10 

0.008 

0.49 

0.42 


Sukhpura 

0829000403573000 

10.806 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.019 

2.25 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Surajbilas 

0824001202954800 

2.005 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.005 

0.03 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.03 

0.03 

0.15 

0.006 

0.69 

0.77 


Suthiyal 

0824001202952300 

1.027 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.900 

3.02 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.02 

0.002 

0.61 

0.78 


Tilaswan 

0824001202952200 

7.255 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

7.159 

2.73 

0.020 

0.07 

0.01 

0.00 

0.00 

0.03 

0.42 

0.33 

0.27 

0.020 

0.68 

0.86 


Udpuriya 

0824001202951100 

1.658 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.450 

3.21 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.001 

0.19 

0.21 


Umaji Ka Khera 

0824001202951200 

2.059 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.677 

3.38 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.04 

0.002 

0.23 

0.26 


Ummedpura 

0824001202955700 

2.974 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.974 

0.03 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.02 

0.02 

0.12 

0.008 

0.70 

0.74 

08003019 

Akya Gehlot 

0832000704116800 

4.847 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.148 

6.63 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.24 

0.43 

0.14 

0.009 

0.50 

0.28 


Aranya 

0832000704121300 

4.408 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.408 

2.86 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.29 

0.11 

0.013 

0.78 

0.42 


Baman Deoriya 

0832000704125500 

4.562 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.441 

2.73 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.11 

0.21 

0.25 

0.007 

0.41 

0.23 


Beel Kheri 

0832000704127200 

9.797 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.144 

7.04 

0.010 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.01 

0.000 

0.01 

0.01 


Bharka 

0832000704120100 

8.593 

Fresh 

Non-command 

Non-command 

Deccan Traps 

8.593 

6.56 

0.010 

0.16 

0.04 

0.00 

0.00 

0.00 

0.68 

1.24 

0.59 

0.026 

0.78 

0.43 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Girdharpura 

0824001202949100 

0.08 

0.09 

69.57 

0.11 

0.01 

0.12 

0.06 

0.75 

- 

0.0600 

- 

- 

0.000 

0.060 

0.060 

0.178 

0.009 

0.170 

0.301 

177.:27 

Over Exploited 

Gopalniwas 

0824001202948300 

0.08 

0.13 

46.36 

0.15 

0.00 

0.15 

0.06 

0.75 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.174 

0.009 

0.165 

0.118 

71.60 

Semi Critical 

Gopalpura 

0824001202950100 

0.08 

0.11 

26.06 

0.13 

0.01 

0.14 

0.06 

0.63 

- 

0.0100 

- 

- 

0.019 

0.029 

0.029 

0.171 

0.009 

0.162 

0.044 

27.38 

Safe 

Gopalpura (Barad) 

0823000502778800 

0.06 

0.00 

1,853.49 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gordhan Niwas 

0824001202948800 

0.08 

0.04 

59.89 

0.04 

0.00 

0.04 

0.07 

0.75 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.065 

0.003 

0.062 

0.086 

138.19 

Over Exploited 

Gordhanpura 

0823000502779000 

0.06 

0.00 

16,364.52 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Govind Niwas 

0824001202951300 

0.08 

0.00 

353.65 

0.00 

- 

0.00 

0.02 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.020 

675.78 

Over Exploited 

Gudha 

0824001202955900 

0.08 

0.40 

(32.12) 

0.32 

0.02 

0.34 

0.06 

0.77 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.389 

0.019 

0.370 

0.304 

82.31 

Semi Critical 

Gurha 

0823000502780000 

0.06 

0.15 

(30.16) 

0.12 

0.02 

0.14 

0.05 

0.78 

- 

0.0200 

- 

- 

0.017 

0.037 

0.037 

0.176 

0.009 

0.167 

0.091 

54.69 

Safe 

Haripura 

0824001202954900 

0.08 

0.12 

- 

0.12 

0.00 

0.12 

0.06 

0.76 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.122 

0.012 

0.110 

0.020 

17.92 

Safe 

Harji Pura 

0824001202951400 

0.08 

0.03 

70.02 

0.03 

0.01 

0.04 

0.07 

0.76 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.063 

0.003 

0.059 

0.107 

180.72 

Over Exploited 

Hemniwas 

0824001202954200 

0.08 

0.09 

(69.50) 

0.07 

0.00 

0.07 

0.07 

0.76 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.085 

0.004 

0.080 

0.034 

41.79 

Safe 

Indrapura 

0824001202949600 

0.08 

0.15 

9.12 

0.17 

0.01 

0.18 

0.07 

0.76 

- 

0.0300 

- 

- 

0.000 

0.031 

0.031 

0.210 

0.010 

0.199 

0.146 

73.21 

Semi Critical 

Jaleri 

0824001202947600 

0.08 

0.00 

10,316.94 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jhadoli 

0824001202948200 

0.08 

0.22 

20.30 

0.26 

0.02 

0.28 

0.06 

0.76 

- 

0.0400 

- 

- 

0.017 

0.058 

0.058 

0.341 

0.017 

0.324 

0.216 

66.63 

Safe 

Jhalon Ka Dhoondha 

0824001202955500 

0.08 

0.04 

(98.73) 

0.03 

0.00 

0.03 

0.06 

0.76 

- 

- 

- 

- 

0.000 

- 

- 

0.032 

0.002 

0.030 

0.012 

39.78 

Safe 

Jolas 

0824001202949700 

0.08 

0.11 

29.93 

0.13 

0.01 

0.14 

0.07 

0.75 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.170 

0.008 

0.161 

0.141 

87.69 

Semi Critical 

Kalighati 

0824001202955400 

0.08 

0.01 

(27.63) 

0.01 

- 

0.01 

0.06 

0.70 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.020 

0.001 

0.019 

0.035 

179.14 

Over Exploited 

Kalyanpura 

0824001202948600 

0.08 

0.01 

343.70 

0.01 

- 

0.01 

0.02 

0.25 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.021 

0.001 

0.020 

0.039 

196.91 

Over Exploited 

Kantwara 

0824001202954600 

0.08 

0.20 

(85.63) 

0.16 

0.01 

0.17 

0.06 

0.76 

- 

0.0100 

- 

- 

0.011 

0.021 

0.021 

0.190 

0.009 

0.180 

0.059 

32.69 

Safe 

Kanwarpura 

0824001202952100 

0.08 

0.04 

4.93 

0.04 

0.00 

0.04 

0.07 

0.76 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.052 

0.003 

0.049 

0.045 

90.91 

Critical 

Kasya 

0824001202952400 

0.08 

0.21 

(14.74) 

0.18 

0.02 

0.20 

0.06 

0.75 

- 

0.0400 

- 

- 

0.008 

0.048 

0.048 

0.247 

0.012 

0.235 

0.210 

89.37 

Semi Critical 



0.04 

0.00 

32,306.33 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kerkhera 

0824001202954700 

0.08 

0.13 

(85.55) 

0.11 

0.01 

0.12 

0.07 

0.76 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.144 

0.007 

0.137 

0.093 

67.89 

Safe 

Kharipur 

0824001202947400 

0.08 

0.00 

1,759.79 

0.00 

0.00 

0.00 

0.01 

0.07 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.004 

0.000 

0.004 

0.023 

552.43 

Over Exploited 

Koyala Kundi 

0824001202952000 

0.08 

0.04 

6.92 

0.04 

0.00 

0.04 

0.07 

0.76 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.050 

0.002 

0.047 

0.048 

101.54 

Over Exploited 

Lakshmi Niwas 

0824001202948700 

0.08 

0.00 

783.76 

0.00 

- 

0.00 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.020 

504.58 

Over Exploited 

Lambakhoh 

0823000502779400 

0.06 

0.36 

(9.18) 

0.33 

0.01 

0.34 

0.05 

0.78 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.357 

0.018 

0.339 

0.131 

38.77 

Safe 

Mahupura 

0824001202952500 

0.08 

0.04 

(1.48) 

0.04 

0.00 

0.04 

0.07 

0.76 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.052 

0.003 

0.050 

0.079 

158.39 

Over Exploited 

Makreri 

0824001202954000 

0.08 

0.18 

(65.11) 

0.14 

0.00 

0.14 

0.07 

0.72 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.157 

0.008 

0.149 

0.047 

31.57 

Safe 

Manji Sahab Ka Khera 

0824001202950200 

0.08 

0.00 

776.96 

0.01 

- 

0.01 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.015 

0.031 

203.12 

Over Exploited 

Mogarwasa 

0824001202954400 

0.08 

0.08 

(84.66) 

0.06 

0.01 

0.07 

0.07 

0.76 

- 

- 

- 

- 

0.014 

0.014 

0.014 

0.087 

0.004 

0.083 

0.012 

14.50 

Safe 

Motipura 

0824001202954100 

0.08 

0.05 

(46.62) 

0.04 

0.01 

0.05 

0.07 

0.76 

- 

0.0200 

- 

- 

0.007 

0.027 

0.027 

0.081 

0.004 

0.077 

0.085 

109.36 

Over Exploited 

Nahargarh 

0829000403572600 

0.04 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Naroli 

0823000502779700 

0.06 

0.19 

(13.79) 

0.16 

0.01 

0.17 

0.05 

0.77 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.194 

0.010 

0.185 

0.093 

50.49 

Safe 

Naya Gaon 

0829000403573100 

0.04 

0.00 

87,487.87 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Neemri Gawa 

0824001202949400 

0.08 

0.20 

(15.28) 

0.17 

0.06 

0.23 

0.06 

0.71 

- 

0.0100 

- 

- 

0.092 

0.102 

0.102 

0.333 

0.017 

0.317 

0.079 

24.83 

Safe 

Pachyanpura 

0824001202949300 

0.08 

0.47 

(27.26) 

0.38 

0.07 

0.45 

0.06 

0.77 

- 

0.0300 

- 

- 

0.094 

0.124 

0.124 

0.576 

0.029 

0.547 

0.160 

29.27 

Safe 

Paparbar 

0824001202949500 

0.08 

0.22 

4.49 

0.23 

0.00 

0.23 

0.06 

0.75 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.251 

0.013 

0.239 

0.100 

41.92 

Safe 

Parana (Karadonka) 

0823000502778400 

0.06 

0.00 

5,776.06 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Peepalda 

0823000502779200 

0.06 

0.13 

(13.25) 

0.11 

0.01 

0.12 

0.06 

0.78 

- 

0.0100 

- 

- 

0.015 

0.025 

0.025 

0.146 

0.007 

0.139 

0.084 

60.14 

Safe 

Raj pura 

0823000502779800 

0.06 

0.21 

(13.11) 

0.18 

0.01 

0.19 

0.05 

0.71 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.219 

0.011 

0.208 

0.160 

76.59 

Semi Critical 

Rakholi 

0824001202949000 

0.08 

0.12 

24.77 

0.15 

0.01 

0.16 

0.06 

0.75 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.192 

0.010 

0.183 

0.152 

83.37 

Semi Critical 

Rampuriya @ Chopra 

0824001202947800 

0.08 

0.05 

(1.08) 

0.05 

- 

0.05 

0.06 

0.76 

- 

- 

- 

- 

- 

- 

- 

0.051 

0.003 

0.049 

0.017 

33.93 

Safe 

Rasadpura 

0824001202947900 

0.08 

0.03 

59.79 

0.03 

0.00 

0.03 

0.02 

0.27 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.034 

0.002 

0.032 

0.004 

11.65 

Safe 

Ratanpura 

0823000502779300 

0.06 

0.06 

17.67 

0.07 

0.00 

0.07 

0.05 

0.78 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.085 

0.004 

0.081 

0.062 

76.13 

Semi Critical 

Rawarda 

0829000303563800 

0.10 

0.00 

16,580.78 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 

Resunda 

0824001202955300 

0.08 

0.16 

(110.51) 

0.13 

0.04 

0.17 

0.06 

0.75 

- 

0.0100 

- 

- 

0.060 

0.070 

0.070 

0.241 

0.012 

0.229 

0.080 

35.08 

Safe 

Sadaramji Ka Khera 

0824001202953900 

0.08 

0.00 

1,400.43 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

1,157.30 

Over Exploited 

Salawatiya 

0824001202948400 

0.08 

0.14 

130.02 

0.17 

0.02 

0.19 

0.06 

0.63 

- 

0.1100 

- 

- 

0.001 

0.112 

0.112 

0.302 

0.015 

0.287 

0.593 

206.62 

Over Exploited 

Satkundiya 

0824001202955100 

0.08 

0.10 

(73.17) 

0.08 

0.00 

0.08 

0.07 

0.74 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.096 

0.005 

0.091 

0.077 

84.58 

Semi Critical 

Shambhoo Nath Ji Ka Khera 

0829000403572500 

0.04 

0.00 

7,683.16 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

11,567.44 

Over Exploited 

Shambhoopura 

0824001202952700 

0.08 

0.14 

(44.21) 

0.11 

0.03 

0.14 

0.07 

0.76 

- 

0.0200 

- 

- 

0.035 

0.055 

0.055 

0.198 

0.010 

0.188 

0.101 

53.68 

Safe 

Shikargah 

0824001202951600 

0.08 

0.06 

(7.70) 

0.05 

0.00 

0.05 

0.07 

0.76 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.053 

0.003 

0.050 

0.008 

15.47 

Safe 

Shopura 

0824001202948100 

0.08 

0.07 

8.00 

0.08 

- 

0.08 

0.06 

0.76 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.088 

0.004 

0.084 

0.079 

93.87 

Critical 

Sootra 

0823000502780600 

0.06 

0.13 

(27.81) 

0.11 

0.02 

0.13 

0.04 

0.53 

- 

0.0200 

- 

- 

0.016 

0.036 

0.036 

0.163 

0.008 

0.155 

0.107 

69.31 

Safe 

Sukhpura 

0829000403573000 

0.04 

0.00 

173,578.89 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Surajbilas 

0824001202954800 

0.08 

0.11 

(75.40) 

0.09 

0.01 

0.10 

0.07 

0.76 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.131 

0.007 

0.124 

0.158 

126.99 

Over Exploited 

Suthiyal 

0824001202952300 

0.08 

0.04 

14.50 

0.05 

- 

0.05 

0.06 

0.66 

- 

- 

- 

- 

- 

- 

- 

0.050 

0.003 

0.048 

0.024 

51.34 

Safe 

Tilaswan 

0824001202952200 

0.08 

0.39 

(14.45) 

0.33 

0.04 

0.37 

0.06 

0.75 

- 

0.0500 

- 

- 

0.042 

0.092 

0.092 

0.465 

0.023 

0.442 

0.291 

65.81 

Safe 

Udpuriya 

0824001202951100 

0.08 

0.01 

273.41 

0.01 

- 

0.01 

0.02 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.011 

146.71 

Over Exploited 

Umaji Ka Khera 

0824001202951200 

0.08 

0.01 

295.12 

0.01 

- 

0.01 

0.02 

0.25 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.025 

0.001 

0.023 

0.039 

165.65 

Over Exploited 

Ummedpura 

0824001202955700 

0.08 

0.17 

(90.12) 

0.13 

0.01 

0.15 

0.06 

0.76 

- 

0.0200 

- 

- 

0.007 

0.027 

0.027 

0.174 

0.009 

0.166 

0.124 

74.93 

Semi Critical 

Akya Gehlot 

0832000704116800 

0.05 

0.08 

442.06 

0.10 

0.01 

0.11 

0.04 

0.55 

- 

0.0300 

- 

- 

0.005 

0.035 

0.035 

0.143 

0.007 

0.136 

0.148 

109.11 

Over Exploited 

Aranya 

0832000704121300 

0.05 

0.17 

66.77 

0.21 

- 

0.21 

0.07 

0.84 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.215 

0.011 

0.204 

0.119 

58.33 

Safe 

Baman Deoriya 

0832000704125500 

0.05 

0.05 

305.33 

0.06 

0.01 

0.08 

0.04 

0.45 

- 

0.0500 

- 

- 

0.007 

0.057 

0.057 

0.132 

0.007 

0.125 

0.252 

201.80 

Over Exploited 

Beel Kheri 

0832000704127200 

0.05 

0.00 

8,772.31 

0.00 

0.01 

0.01 

0.00 

0.01 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.015 

0.001 

0.015 

0.007 

51.19 

Safe 

Bharka 

0832000704120100 

0.05 

0.33 

273.03 

0.40 

0.04 

0.44 

0.07 

0.84 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

0.550 

0.028 

0.523 

0.613 

117.24 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Chand Kheri 

083200070412560C 

1.880 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.706 

2.75 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.12 

0.09 

0.005 

0.70 

0.39 


Chhappiyan 

0832000704116500 

3.298 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.149 

6.46 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.17 

0.31 

0.17 

0.006 

0.51 

0.28 


Chhayan 

0832000704121500 

3.570 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.570 

2.92 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.13 

0.24 

0.15 

0.011 

0.78 

0.42 


Deoriya Kanwal 

0832000704119600 

3.895 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.567 

5.54 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.21 

0.15 

0.005 

0.31 

0.17 


Dokar Khera 

0832000704127100 

3.583 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.570 

8.19 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.34 

0.62 

0.22 

0.011 

0.77 

0.43 


Dokar Kheri 

0832000704120800 

3.600 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.600 

5.53 

0.010 

0.10 

0.01 

0.00 

0.00 

0.00 

0.29 

0.53 

0.38 

0.011 

0.78 

0.42 


Guradlya Deora 

0832000704121800 

5.880 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.445 

3.23 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.20 

0.12 

0.007 

0.32 

0.18 


Harimatya Meran 

0832000704121000 

2.235 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.235 

4.09 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.22 

0.12 

0.007 

0.78 

0.43 


Harmatya Ratna 

0832000704120900 

3.801 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.801 

5.89 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.25 

0.46 

0.16 

0.011 

0.78 

0.43 


Jakhni 

0832000704120000 

2.161 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.161 

7.36 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.19 

0.35 

0.15 

0.006 

0.78 

0.42 


Karma Kheri 

0832000704125800 

4.619 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.619 

5.94 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.30 

0.55 

0.09 

0.014 

0.78 

0.43 


Keetiya 

0832000704125400 

15.971 

Fresh 

Non-command 

Non-command 

Deccan Traps 

14.458 

2.94 

0.010 

0.17 

0.02 

0.00 

0.00 

0.00 

0.57 

1.05 

0.61 

0.043 

0.70 

0.38 


Khasroo Kheri 

0832000704121600 

2.268 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.268 

3.04 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.18 

0.12 

0.007 

0.78 

0.42 


Khejariya 

0832000704120200 

5.126 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.126 

7.04 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.40 

0.73 

0.17 

0.015 

0.78 

0.43 


Kher Khera 

0832000704125900 

4.873 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.852 

4.94 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.27 

0.49 

0.15 

0.015 

0.77 

0.42 


Koondla 

0832000704119900 

7.642 

Fresh 

Non-command 

Non-command 

Deccan Traps 

7.642 

7.49 

0.010 

0.11 

0.02 

0.00 

0.00 

0.00 

0.66 

1.21 

0.41 

0.023 

0.78 

0.43 


Kumathiya 

0832000704127300 

6.092 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.012 

6.94 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Lakha Kheri Umat 

0832000704121700 

4.800 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.800 

3.40 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.21 

0.38 

0.21 

0.014 

0.78 

0.42 


Majanpur 

0832000704121200 

3.205 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.205 

3.25 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.15 

0.28 

0.21 

0.010 

0.78 

0.42 


Makoriya 

0832000704116600 

5.006 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.006 

6.49 

0.010 

0.10 

0.02 

0.00 

0.00 

0.00 

0.40 

0.74 

0.37 

0.015 

0.78 

0.43 


Nipaniya Jhala 

0832000704119800 

3.003 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.971 

6.57 

0.010 

0.08 

0.01 

0.00 

0.00 

0.00 

0.26 

0.48 

0.30 

0.009 

0.77 

0.42 


Nisal Kheri 

0832000704121400 

2.563 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.563 

2.89 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.15 

0.03 

0.008 

0.78 

0.42 


Para Peepli 

0832000704116300 

3.699 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.633 

6.31 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.24 

0.10 

0.005 

0.34 

0.19 


Paraliya 

0832000704119700 

8.014 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.884 

4.99 

0.010 

0.09 

0.01 

0.00 

0.00 

0.00 

0.37 

0.68 

0.36 

0.018 

0.57 

0.31 


Parasali 

0832000704120400 

3.061 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.061 

6.50 

0.010 

0.06 

0.01 

0.00 

0.00 

0.01 

0.24 

0.44 

0.22 

0.009 

0.78 

0.43 


Raipuriya 

0832000704125700 

1.130 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.130 

2.83 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.11 

0.13 

0.003 

0.78 

0.42 


Rati Kheri 

0832000704120700 

2.485 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.485 

7.14 

0.010 

0.09 

0.01 

0.00 

0.00 

0.00 

0.26 

0.47 

0.36 

0.007 

0.78 

0.42 


Rawan Gurari 

0832000704120600 

2.648 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.648 

7.23 

0.010 

0.12 

0.02 

0.00 

0.00 

0.00 

0.29 

0.53 

0.46 

0.008 

0.78 

0.43 


Salariya 

0832000704126000 

4.144 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.189 

3.68 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.20 

0.14 

0.007 

0.41 

0.22 


Sedara 

0832000704127000 

3.084 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.084 

8.23 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.30 

0.55 

0.22 

0.009 

0.78 

0.43 


Seendhala 

0832000704120300 

7.048 

Fresh 

Non-command 

Non-command 

Deccan Traps 

7.048 

6.84 

0.010 

0.09 

0.01 

0.00 

0.00 

0.00 

0.56 

1.02 

0.33 

0.021 

0.78 

0.43 


Semli Gehlot 

0832000704116700 

4.108 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.080 

6.84 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.32 

0.58 

0.20 

0.012 

0.77 

0.42 


Somchiri 

0832000704120500 

2.594 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.594 

7.46 

0.010 

0.08 

0.01 

0.00 

0.00 

0.00 

0.26 

0.48 

0.32 

0.008 

0.78 

0.43 


Tonkara 

0832000704121100 

3.021 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.021 

2.91 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.14 

0.25 

0.22 

0.009 

0.78 

0.43 


Unhel 

0832000704126900 

18.498 

Fresh 

Non-command 

Non-command 

Deccan Traps 

17.198 

8.15 

0.010 

0.30 

0.04 

0.00 

0.00 

0.02 

1.64 

2.97 

1.13 

0.051 

0.72 

0.40 

08003020 

Ajota 

0829000903680300 

5.342 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.342 

5.37 

0.020 

0.08 

0.02 

0.00 

0.00 

0.03 

0.60 

0.57 

0.29 

0.017 

0.69 

0.73 


Amarpura 

0829000403581400 

1.650 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.367 

6.66 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.38 

0.26 

0.06 

0.002 

0.59 

0.86 







Non-command 

Shale 

0.283 

6.66 

0.013 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.000 

0.12 

0.18 


Arniya 

0829000403581300 

19.299 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.347 

4.55 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.18 

0.02 

0.002 

0.05 

0.07 







Non-command 

Shale 

3.928 

4.55 

0.013 

0.02 

0.00 

0.00 

0.00 

0.00 

0.24 

0.18 

0.05 

0.005 

0.15 

0.20 


Baghpura 

0829000403581500 

0.715 

Fresh 

Non-command 

Non-command 

Shale 

0.715 

4.39 

0.013 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.04 

0.18 

0.001 

0.71 

1.14 


Bakhari 

0829000403582000 

0.064 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.008 

4.27 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.09 

0.11 


Balaganj 

0829000403581800 

1.701 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.231 

5.48 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.29 

0.20 

0.06 

0.002 

0.52 

0.75 







Non-command 

Shale 

0.470 

5.48 

0.013 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.001 

0.20 

0.29 


Balkundi Kalan 

0829000403581100 

5.259 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.195 

8.31 

0.040 

0.04 

0.01 

0.00 

0.00 

0.00 

1.76 

1.23 

0.15 

0.007 

0.70 

1.00 


Balkundi Khurd 

0829000403581200 

3.431 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.410 

7.34 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

1.00 

0.69 

0.00 

0.005 

0.71 

1.03 


Bangera Ghata 

0829000903679300 

7.228 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.207 

6.01 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.03 

0.001 

0.02 

0.02 


Barodia 

0829000403580700 

2.408 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.820 

5.19 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.13 

0.08 

0.001 

0.24 

0.37 







Non-command 

Shale 

1.559 

5.19 

0.013 

0.04 

0.01 

0.00 

0.00 

0.00 

0.13 

0.09 

0.17 

0.002 

0.46 

0.69 


Benipuriya 

0829000903680700 

0.954 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.954 

5.64 

0.020 

0.11 

0.03 

0.00 

0.00 

0.00 

0.19 

0.20 

0.43 

0.003 

0.72 

0.66 


Bhawaliya 

0829000903680000 

1.025 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.025 

5.51 

0.020 

0.01 

0.00 

0.00 

0.00 

0.04 

0.08 

0.09 

0.03 

0.003 

0.70 

0.68 


Bhuwaniya Kheri 

0829000903679400 

1.773 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.773 

6.06 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.24 

0.29 

0.16 

0.006 

0.73 

0.61 


Cholni 

0829000903681200 

2.735 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.735 

5.45 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.32 

0.34 

0.10 

0.009 

0.72 

0.68 


Daulpura 

0829000403579900 

2.087 

Fresh 

Non-command 

Non-command 

Shale 

2.087 

4.23 

0.013 

0.04 

0.01 

0.00 

0.00 

0.00 

0.14 

0.09 

0.15 

0.003 

0.71 

1.14 


Deopura 

0829000403594200 

8.847 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.148 

8.63 

0.040 

0.06 

0.01 

0.00 

0.00 

0.00 

1.83 

1.36 

0.23 

0.007 

0.42 

0.56 


Deopuriya 

0829000903680900 

2.237 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.237 

5.58 

0.020 

0.06 

0.02 

0.00 

0.00 

0.00 

0.29 

0.31 

0.25 

0.007 

0.72 

0.67 


Dhareshwar 

0829000903680400 

5.229 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.222 

5.17 

0.020 

0.07 

0.02 

0.00 

0.00 

0.00 

0.59 

0.50 

0.25 

0.017 

0.69 

0.82 


Eklingpura 

0829000903678200 

6.476 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.558 

6.12 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.69 

0.81 

0.07 

0.018 

0.63 

0.53 


Gopalpura 

0829000403590700 

4.793 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.733 

7.30 

0.040 

0.11 

0.03 

0.00 

0.00 

0.00 

1.46 

1.10 

0.44 

0.006 

0.71 

0.94 


Gujaron Ki Morvan 

0829000403579600 

2.186 

Fresh 

Non-command 

Non-command 

Shale 

2.186 

4.13 

0.013 

0.09 

0.01 

0.00 

0.00 

0.00 

0.19 

0.11 

0.35 

0.003 

0.71 

1.24 


Gurha Khera 

0829000403581600 

1.673 

Fresh 

Non-command 

Non-command 

Shale 

1.673 

4.87 

0.013 

0.06 

0.01 

0.00 

0.00 

0.00 

0.15 

0.10 

0.24 

0.002 

0.71 

1.11 


Hadon Ki Morvan 

0829000403580000 

1.306 

Fresh 

Non-command 

Non-command 

Shale 

1.306 

4.11 

0.013 

0.07 

0.01 

0.00 

0.00 

0.00 

0.12 

0.07 

0.26 

0.002 

0.71 

1.21 


Hamerganj 

0829000403580100 

0.891 

Fresh 

Non-command 

Non-command 

Shale 

0.891 

4.12 

0.013 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.05 

0.19 

0.001 

0.71 

1.23 


Jawada 

0829000403580300 

7.400 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.065 

4.15 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 







Non-command 

Shale 

7.335 

4.15 

0.013 

0.32 

0.05 

0.00 

0.00 

0.00 

0.65 

0.41 

1.27 

0.010 

0.70 

1.13 


Kanera 

0829000903679700 

12.164 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

11.594 

5.77 

0.020 

0.60 

0.15 

0.00 

0.00 

0.02 

1.77 

1.99 

2.35 

0.038 

0.68 

0.61 


Kanwarpura 

0829000403594100 

3.654 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.262 

3.90 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.50 

0.39 

0.00 

0.004 

0.64 

0.82 


Kewaron Ka Luhariya 

0829000403579800 

3.386 

Fresh 

Non-command 

Non-command 

Shale 

3.386 

4.19 

0.013 

0.07 

0.01 

0.00 

0.00 

0.00 

0.24 

0.14 

0.28 

0.005 

0.71 

1.20 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Chand Kheri 

0832000704125600 

0.05 

0.06 

103.84 

0.07 

- 

0.07 

0.06 

0.77 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.092 

0.005 

0.087 

0.091 

104.24 

Over Exploited 

Chhappiyan 

0832000704116500 

0.05 

0.05 

466.16 

0.07 

0.01 

0.08 

0.04 

0.55 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.105 

0.005 

0.100 

0.171 

171.60 

Over Exploited 

Chhayan 

0832000704121500 

0.05 

0.14 

74.06 

0.17 

0.01 

0.18 

0.07 

0.84 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.202 

0.010 

0.192 

0.156 

81.23 

Semi Critical 

Deoriya Kanwal 

0832000704119600 

0.05 

0.02 

767.11 

0.03 

0.01 

0.04 

0.03 

0.34 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.071 

0.004 

0.068 

0.150 

220.96 

Over Exploited 

Dokar Khera 

0832000704127100 

0.05 

0.14 

344.92 

0.17 

0.01 

0.18 

0.07 

0.84 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.206 

0.010 

0.196 

0.235 

119.79 

Over Exploited 

Dokar Kheri 

0832000704120800 

0.05 

0.14 

277.96 

0.17 

0.01 

0.18 

0.07 

0.84 

- 

0.0400 

- 

- 

0.000 

0.040 

0.040 

0.218 

0.011 

0.207 

0.387 

186.79 

Over Exploited 

Guradlya Deora 

0832000704121800 

0.05 

0.04 

402.76 

0.05 

0.00 

0.05 

0.03 

0.35 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.059 

0.003 

0.056 

0.126 

226.76 

Over Exploited 

Harimatya Meran 

0832000704121000 

0.05 

0.09 

155.32 

0.10 

- 

0.10 

0.07 

0.84 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.114 

0.006 

0.108 

0.126 

116.04 

Over Exploited 

Harmatya Ratna 

0832000704120900 

0.05 

0.15 

212.03 

0.18 

0.01 

0.19 

0.07 

0.84 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.210 

0.011 

0.200 

0.169 

84.74 

Semi Critical 

Jakhni 

0832000704120000 

0.05 

0.08 

311.78 

0.10 

0.01 

0.11 

0.07 

0.84 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.141 

0.007 

0.134 

0.158 

118.66 

Over Exploited 

Karma Kheri 

0832000704125800 

0.05 

0.18 

209.73 

0.21 

- 

0.21 

0.07 

0.84 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.235 

0.012 

0.223 

0.100 

44.71 

Safe 

Keetiya 

0832000704125400 

0.05 

0.51 

106.61 

0.61 

0.02 

0.63 

0.06 

0.76 

- 

0.1100 

- 

- 

0.002 

0.112 

0.112 

0.742 

0.037 

0.705 

0.650 

92.30 

Critical 

Khasroo Kheri 

0832000704121600 

0.05 

0.09 

104.13 

0.11 

0.00 

0.11 

0.07 

0.84 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.117 

0.006 

0.112 

0.126 

112.80 

Over Exploited 

Khejariya 

0832000704120200 

0.05 

0.20 

265.48 

0.24 

0.01 

0.25 

0.07 

0.84 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.281 

0.014 

0.267 

0.180 

67.63 

Safe 

Kher Khera 

0832000704125900 

0.05 

0.19 

161.53 

0.22 

0.01 

0.24 

0.07 

0.84 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.267 

0.013 

0.253 

0.167 

65.71 

Safe 

Koondla 

0832000704119900 

0.05 

0.30 

307.45 

0.36 

0.02 

0.38 

0.07 

0.84 

- 

0.0800 

- 

- 

0.000 

0.080 

0.080 

0.456 

0.023 

0.433 

0.432 

99.67 

Critical 

Kumathiya 

0832000704127300 

0.05 

0.00 

147,164.85 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Lakha Kheri Umat 

0832000704121700 

0.05 

0.19 

106.87 

0.22 

0.01 

0.24 

0.07 

0.84 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.259 

0.013 

0.246 

0.219 

88.99 

Semi Critical 

Majanpur 

0832000704121200 

0.05 

0.12 

125.08 

0.15 

0.01 

0.16 

0.07 

0.84 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.181 

0.009 

0.172 

0.221 

127.97 

Over Exploited 

Makoriya 

0832000704116600 

0.05 

0.19 

279.11 

0.23 

0.02 

0.25 

0.07 

0.84 

- 

0.0700 

- 

- 

0.000 

0.070 

0.070 

0.324 

0.016 

0.308 

0.385 

125.18 

Over Exploited 

Nipaniya Jhala 

0832000704119800 

0.05 

0.11 

323.45 

0.14 

0.01 

0.15 

0.07 

0.83 

- 

0.0600 

- 

- 

0.002 

0.062 

0.062 

0.209 

0.010 

0.199 

0.306 

153.78 

Over Exploited 

Nisal Kheri 

0832000704121400 

0.05 

0.10 

54.27 

0.12 

- 

0.12 

0.07 

0.84 

- 

- 

- 

- 

- 

- 

- 

0.119 

0.006 

0.113 

0.041 

35.89 

Safe 

Para Peepli 

0832000704116300 

0.05 

0.03 

762.92 

0.03 

0.00 

0.03 

0.03 

0.37 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.054 

0.003 

0.052 

0.104 

200.98 

Over Exploited 

Paraliya 

0832000704119700 

0.05 

0.17 

304.71 

0.20 

0.01 

0.21 

0.05 

0.62 

- 

0.0400 

- 

- 

0.004 

0.044 

0.044 

0.257 

0.013 

0.245 

0.374 

152.73 

Over Exploited 

Parasali 

0832000704120400 

0.05 

0.12 

270.46 

0.14 

0.02 

0.16 

0.07 

0.84 

- 

0.0400 

- 

- 

0.011 

0.051 

0.051 

0.211 

0.011 

0.200 

0.233 

116.58 

Over Exploited 

Raipuriya 

0832000704125700 

0.05 

0.04 

158.39 

0.05 

- 

0.05 

0.07 

0.84 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.073 

0.004 

0.069 

0.128 

186.21 

Over Exploited 

Rati Kheri 

0832000704120700 

0.05 

0.10 

387.89 

0.12 

0.01 

0.13 

0.07 

0.84 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.196 

0.010 

0.186 

0.370 

199.33 

Over Exploited 

Rawan Gurari 

0832000704120600 

0.05 

0.10 

416.12 

0.12 

0.02 

0.14 

0.07 

0.84 

- 

0.0900 

- 

- 

0.001 

0.092 

0.092 

0.236 

0.012 

0.224 

0.470 

209.85 

Over Exploited 

Salariya 

0832000704126000 

0.05 

0.04 

342.43 

0.05 

0.01 

0.07 

0.04 

0.45 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.098 

0.005 

0.093 

0.146 

156.64 

Over Exploited 

Sedara 

0832000704127000 

0.05 

0.12 

355.31 

0.14 

0.01 

0.15 

0.07 

0.84 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.185 

0.009 

0.176 

0.233 

132.71 

Over Exploited 

Seendhala 

0832000704120300 

0.05 

0.27 

273.01 

0.33 

0.01 

0.34 

0.07 

0.84 

- 

0.0600 

- 

- 

0.001 

0.061 

0.061 

0.399 

0.020 

0.379 

0.351 

92.61 

Critical 

Semli Gehlot 

0832000704116700 

0.05 

0.16 

267.61 

0.19 

0.01 

0.20 

0.07 

0.84 

- 

0.0400 

- 

- 

0.003 

0.043 

0.043 

0.244 

0.012 

0.232 

0.210 

90.65 

Critical 

Somchiri 

0832000704120500 

0.05 

0.10 

377.24 

0.12 

0.01 

0.13 

0.07 

0.84 

- 

0.0600 

- 

- 

0.000 

0.060 

0.060 

0.191 

0.010 

0.181 

0.325 

178.95 

Over Exploited 

Tonkara 

0832000704121100 

0.05 

0.12 

114.83 

0.14 

0.01 

0.15 

0.07 

0.84 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.171 

0.009 

0.162 

0.227 

140.09 

Over Exploited 

Unhel 

0832000704126900 

0.05 

0.62 

378.37 

0.74 

0.06 

0.81 

0.06 

0.78 

- 

0.1300 

- 

- 

0.034 

0.164 

0.164 

0.972 

0.049 

0.923 

1.182 

128.08 

Over Exploited 

Ajota 

0829000903680300 

0.08 

0.30 

90.30 

0.36 

0.05 

0.41 

0.06 

0.75 

- 

0.0500 

- 

- 

0.051 

0.101 

0.101 

0.512 

0.026 

0.486 

0.309 

63.62 

Safe 

Amarpura 

0829000403581400 

0.04 

0.03 

668.97 

0.04 

- 

0.04 

0.05 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.051 

0.003 

0.049 

0.061 

124.85 

Over Exploited 



0.04 

0.00 

1,072.83 

0.00 

- 

0.00 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.017 

1,097.25 

Over Exploited 

Arniya 

0829000403581300 

0.04 

0.00 

6,063.19 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.019 

575.41 

Over Exploited 



0.04 

0.02 

665.87 

0.03 

- 

0.03 

0.01 

0.16 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.038 

0.002 

0.036 

0.059 

166.41 

Over Exploited 

Baghpura 

0829000403581500 

0.04 

0.02 

112.20 

0.02 

0.01 

0.03 

0.06 

0.77 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.064 

0.003 

0.061 

0.177 

288.87 

Over Exploited 

Bakhari 

0829000403582000 

0.04 

0.00 

3,414.91 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Balaganj 

0829000403581800 

0.04 

0.03 

639.66 

0.03 

- 

0.03 

0.04 

0.56 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.043 

0.002 

0.040 

0.061 

150.17 

Over Exploited 



0.04 

0.00 

499.48 

0.00 

- 

0.00 

0.02 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.018 

415.94 

Over Exploited 

Balkundi Kalan 

0829000403581100 

0.04 

0.16 

691.88 

0.19 

0.01 

0.20 

0.06 

0.76 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.227 

0.011 

0.216 

0.161 

74.67 

Semi Critical 

Balkundi Khurd 

0829000403581200 

0.04 

0.10 

572.07 

0.12 

- 

0.12 

0.06 

0.77 

- 

- 

- 

- 

- 

- 

- 

0.124 

0.006 

0.118 

0.005 

3.94 

Safe 

Bangera Ghata 

0829000903679300 

0.08 

0.00 

12,117.45 

0.00 

- 

0.00 

0.00 

0.02 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.010 

0.001 

0.010 

0.032 

320.31 

Over Exploited 

Barodia 

0829000403580700 

0.04 

0.01 

1,391.66 

0.01 

- 

0.01 

0.02 

0.26 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.030 

0.002 

0.029 

0.085 

296.82 

Over Exploited 



0.04 

0.03 

202.78 

0.03 

0.01 

0.04 

0.04 

0.50 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.075 

0.004 

0.071 

0.174 

245.82 

Over Exploited 

Benipuriya 

0829000903680700 

0.08 

0.05 

271.17 

0.07 

0.03 

0.10 

0.06 

0.77 

- 

0.0800 

- 

- 

0.002 

0.082 

0.082 

0.179 

0.009 

0.170 

0.430 

253.13 

Over Exploited 

Bhawaliya 

0829000903680000 

0.08 

0.06 

47.54 

0.07 

0.04 

0.11 

0.06 

0.76 

- 

- 

- 

- 

0.060 

0.061 

0.061 

0.170 

0.009 

0.162 

0.028 

17.52 

Safe 

Bhuwaniya Kheri 

0829000903679400 

0.08 

0.10 

181.75 

0.12 

0.01 

0.13 

0.06 

0.78 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.164 

0.008 

0.156 

0.165 

105.67 

Over Exploited 

Cholni 

0829000903681200 

0.08 

0.16 

111.28 

0.19 

0.01 

0.20 

0.06 

0.78 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.222 

0.011 

0.211 

0.104 

49.19 

Safe 

Daulpura 

0829000403579900 

0.04 

0.06 

47.44 

0.07 

0.01 

0.08 

0.06 

0.77 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.111 

0.006 

0.106 

0.148 

140.03 

Over Exploited 

Deopura 

0829000403594200 

0.04 

0.09 

1,387.19 

0.11 

0.01 

0.12 

0.03 

0.45 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.159 

0.008 

0.151 

0.237 

156.52 

Over Exploited 

Deopuriya 

0829000903680900 

0.08 

0.13 

140.23 

0.15 

0.02 

0.17 

0.06 

0.77 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.224 

0.011 

0.213 

0.255 

119.76 

Over Exploited 

Dhareshwar 

0829000903680400 

0.08 

0.29 

70.58 

0.35 

0.02 

0.37 

0.06 

0.75 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.419 

0.021 

0.398 

0.269 

67.60 

Safe 

Eklingpura 

0829000903678200 

0.08 

0.28 

189.53 

0.34 

0.01 

0.35 

0.05 

0.68 

- 

0.0100 

- 

- 

0.019 

0.029 

0.029 

0.379 

0.019 

0.360 

0.083 

23.07 

Safe 

Gopalpura 

0829000403590700 

0.04 

0.14 

669.59 

0.17 

0.03 

0.20 

0.06 

0.76 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.281 

0.014 

0.267 

0.444 

166.63 

Over Exploited 

Gujaron Ki Morvan 

0829000403579600 

0.04 

0.06 

78.48 

0.07 

0.01 

0.08 

0.06 

0.77 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.155 

0.008 

0.147 

0.351 

238.51 

Over Exploited 

Gurha Khera 

0829000403581600 

0.04 

0.05 

104.45 

0.06 

0.01 

0.07 

0.06 

0.77 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.107 

0.005 

0.102 

0.237 

232.80 

Over Exploited 

Hadon Ki Morvan 

0829000403580000 

0.04 

0.04 

96.17 

0.04 

0.01 

0.06 

0.06 

0.77 

- 

0.0500 

- 

- 

0.005 

0.055 

0.055 

0.113 

0.006 

0.107 

0.260 

242.41 

Over Exploited 

Hamerganj 

0829000403580100 

0.04 

0.03 

96.40 

0.03 

0.01 

0.04 

0.06 

0.77 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.080 

0.004 

0.076 

0.195 

255.30 

Over Exploited 

Jawada 

0829000403580300 

0.04 

0.00 

39,202.54 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

41,616.10 

Over Exploited 



0.04 

0.21 

96.96 

0.25 

0.05 

0.30 

0.06 

0.76 

- 

0.2400 

- 

- 

0.001 

0.241 

0.241 

0.539 

0.027 

0.512 

1.282 

250.20 

Over Exploited 

Kanera 

0829000903679700 

0.08 

0.64 

212.14 

0.76 

0.17 

0.94 

0.06 

0.74 

- 

0.4400 

- 

- 

0.035 

0.475 

0.475 

1.411 

0.071 

1.341 

2.383 

177.71 

Over Exploited 

Kanwarpura 

0829000403594100 

0.04 

0.09 

343.67 

0.11 

0.00 

0.11 

0.05 

0.69 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.116 

0.006 

0.111 

0.004 

4.01 

Safe 

Kewaron Ka Luhariya 

0829000403579800 

0.04 

0.10 

45.75 

0.12 

0.01 

0.13 

0.06 

0.77 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.177 

0.009 

0.169 

0.283 

167.64 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Kharama 

082900040358050C 

3.506 

Fresh 

Non-command 

Non-command 

Shale 

3.502 

4.18 

0.013 

0.02 

0.00 

0.00 

0.00 

0.00 

0.20 

0.13 

0.05 

0.005 

0.71 

1.14 


Kherat 

0829000403594000 

4.221 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.005 

6.28 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kochwa 

0829000903678400 

2.460 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.055 

6.26 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.000 

0.02 

0.01 


Laxmipura 

0829000403580400 

5.983 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.467 

4.19 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.05 

0.001 

0.06 

0.09 







Non-command 

Shale 

5.516 

4.19 

0.013 

0.14 

0.02 

0.00 

0.00 

0.00 

0.41 

0.26 

0.57 

0.007 

0.66 

1.04 



0829000903680200 

0.507 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.507 

5.37 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.07 

0.07 

0.13 

0.002 

0.69 

0.71 


Loonkhanda 

0829000903679500 

1.897 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.897 

6.04 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.27 

0.32 

0.18 

0.006 

0.73 

0.62 


Mailana 

0829000903681100 

20.118 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

20.118 

5.69 

0.020 

0.34 

0.08 

0.00 

0.00 

0.03 

2.52 

2.78 

1.26 

0.065 

0.73 

0.66 


Mai Khera 

0829000403581000 

3.411 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.763 

6.11 

0.040 

0.05 

0.01 

0.00 

0.00 

0.00 

0.72 

0.49 

0.19 

0.004 

0.58 

0.85 







Non-command 

Shale 

0.636 

6.11 

0.013 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.03 

0.001 

0.13 

0.20 


Manohar Kheri 

0829000903679100 

2.398 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.006 

5.58 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mardpura 

0829000903680100 

0.192 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.192 

5.46 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.69 

0.69 


Meghpura 

0829000403593800 

0.253 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.124 

3.98 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.000 

0.35 

0.42 


Neemoda 

0829000403580600 

4.743 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.478 

4.42 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.28 

0.18 

0.08 

0.002 

0.22 

0.34 







Non-command 

Shale 

3.214 

4.42 

0.013 

0.04 

0.01 

0.00 

0.00 

0.00 

0.21 

0.14 

0.17 

0.004 

0.48 

0.74 


Neemri 

0829000403582600 

3.114 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.104 

3.51 

0.040 

0.03 

0.01 

0.00 

0.00 

0.00 

0.46 

0.34 

0.13 

0.004 

0.71 

0.97 


Nimboda 

0829000903681300 

11.932 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

11.930 

5.33 

0.020 

0.09 

0.02 

0.00 

0.00 

0.02 

1.33 

1.29 

0.29 

0.039 

0.71 

0.73 


Peelkheri 

0829000903679600 

1.811 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.811 

5.92 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.30 

0.35 

0.38 

0.006 

0.73 

0.63 


Pratappura 

0829000903679800 

1.078 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.077 

5.68 

0.020 

0.02 

0.01 

0.00 

0.00 

0.00 

0.13 

0.15 

0.08 

0.003 

0.71 

0.65 


Rawaliya 

0829000903680600 

1.218 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.218 

5.52 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.15 

0.16 

0.13 

0.004 

0.71 

0.68 


Sarsi 

0829000903681000 

4.860 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.860 

5.63 

0.020 

0.28 

0.07 

0.00 

0.00 

0.00 

0.76 

0.83 

1.08 

0.016 

0.72 

0.66 


Semaliya 

0829000903679900 

2.115 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.115 

5.65 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.26 

0.28 

0.10 

0.007 

0.71 

0.65 


Semliya 

0829000403580200 

3.489 

Fresh 

Non-command 

Non-command 

Shale 

3.489 

4.14 

0.013 

0.03 

0.00 

0.00 

0.00 

0.00 

0.21 

0.12 

0.13 

0.005 

0.71 

1.20 


Shrinagar 

0829000903680500 

0.681 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.681 

5.40 

0.020 

0.02 

0.01 

0.00 

0.00 

0.00 

0.08 

0.08 

0.08 

0.002 

0.70 

0.73 


Shripura 

0829000903680800 

0.631 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.631 

5.52 

0.020 

0.07 

0.02 

0.00 

0.00 

0.00 

0.12 

0.12 

0.29 

0.002 

0.71 

0.69 


Tolon Ka Luhariya 

0829000403579700 

1.475 

Fresh 

Non-command 

Non-command 

Shale 

1.475 

4.16 

0.013 

0.08 

0.01 

0.00 

0.00 

0.00 

0.14 

0.08 

0.32 

0.002 

0.71 

1.25 

08003021 

Achalpuriya 

0829001203728600 

3.378 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.375 

5.05 

0.010 

0.05 

0.01 

0.00 

0.00 

0.01 

0.20 

0.22 

0.19 

0.007 

0.79 

0.72 


Achari 

0829001003692000 

3.185 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.185 

3.29 

0.015 

0.17 

0.02 

0.00 

0.00 

0.00 

0.31 

0.33 

0.66 

0.008 

0.79 

0.75 


Amba Khera 

0829001203715600 

0.557 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.557 

3.15 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.06 

0.03 

0.001 

0.68 

0.30 


Amlawada 

0829001203728100 

12.604 

Fresh 

Non-command 

Non-command 

Deccan Traps 

11.234 

2.91 

0.010 

0.18 

0.04 

0.00 

0.00 

0.00 

0.46 

0.41 

0.67 

0.025 

0.75 

0.84 


Awleshwar 

0829001203730200 

7.094 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.405 

5.40 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.12 

0.001 

0.05 

0.05 


Bajni 

0829001203727200 

2.003 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.003 

1.99 

0.010 

0.06 

0.01 

0.00 

0.00 

0.01 

0.08 

0.12 

0.23 

0.004 

0.73 

0.49 


Bakhatpura 

0829001203715000 

0.328 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.328 

3.13 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.001 

0.68 

0.31 


Bambori 

0829001203715800 

2.076 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.076 

3.14 

0.010 

0.20 

0.05 

0.00 

0.00 

0.00 

0.22 

0.49 

0.80 

0.005 

0.68 

0.30 


Bamotar 

0829001203726700 

4.837 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.050 

4.20 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Bardeeya 

0829001203716400 

7.950 

Fresh 

Non-command 

Non-command 

Deccan Traps 

7.950 

3.09 

0.010 

0.19 

0.05 

0.00 

0.00 

0.02 

0.37 

0.73 

0.74 

0.018 

0.69 

0.35 


Barkhera @ Rampadka Khera 

0829001203722800 

2.027 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.027 

2.84 

0.010 

0.15 

0.02 

0.00 

0.00 

0.00 

0.19 

0.36 

0.60 

0.004 

0.70 

0.36 


Barmandal 

0829001203728400 

9.779 

Fresh 

Non-command 

Non-command 

Deccan Traps 

9.770 

5.26 

0.010 

0.33 

0.05 

0.00 

0.00 

0.00 

0.79 

0.75 

1.30 

0.022 

0.82 

0.87 


Basad 

0829001203730400 

17.042 

Fresh 

Non-command 

Non-command 

Deccan Traps 

16.539 

4.45 

0.010 

0.34 

0.05 

0.00 

0.00 

0.01 

1.01 

0.92 

1.32 

0.036 

0.81 

0.89 


Baseri Kundal 

0829001003693000 

1.849 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.137 

7.38 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.000 

0.06 

0.06 


Bhameriya 

0829001203716200 

1.079 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.079 

3.10 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.05 

0.11 

0.10 

0.002 

0.69 

0.32 


Bhatkheri 

0829001203722000 

1.512 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.512 

4.20 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.12 

0.09 

0.003 

0.73 

0.50 


Bhunwasiya 

0829001203727800 

5.070 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.070 

2.92 

0.010 

0.07 

0.01 

0.00 

0.00 

0.00 

0.21 

0.21 

0.28 

0.011 

0.81 

0.82 


Bila Khera 

0829001203716900 

2.322 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.322 

3.10 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.22 

0.16 

0.005 

0.68 

0.31 


Bori 

0829001203727000 

7.848 

Fresh 

Non-command 

Non-command 

Deccan Traps 

7.417 

4.16 

0.010 

0.13 

0.02 

0.00 

0.00 

0.01 

0.41 

0.43 

0.48 

0.016 

0.75 

0.71 


Chamalawada 

0829001203717200 

5.392 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.378 

3.00 

0.010 

0.16 

0.04 

0.00 

0.00 

0.00 

0.28 

0.64 

0.61 

0.012 

0.68 

0.29 


Chamanaji Ka Peepaliya 

0829001203722600 

2.144 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.144 

2.14 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.09 

0.16 

0.25 

0.005 

0.71 

0.43 


Cheniya Kheri 

0829001203728300 

4.353 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.353 

4.35 

0.010 

0.11 

0.02 

0.00 

0.00 

0.00 

0.28 

0.25 

0.44 

0.010 

0.83 

0.92 


Chhayan 

0829001203723100 

2.424 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.424 

2.08 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.17 

0.20 

0.005 

0.69 

0.35 


Chowkri 

0829001203724000 

2.637 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.636 

4.55 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.22 

0.08 

0.006 

0.72 

0.46 


Dabra 

0829001203728500 

3.949 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.433 

6.08 

0.010 

0.09 

0.01 

0.00 

0.00 

0.00 

0.29 

0.29 

0.34 

0.008 

0.70 

0.68 


Dalelpura Sangika 

0829001203715400 

0.452 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.452 

3.14 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.03 

0.01 

0.001 

0.68 

0.30 


Dama Kheri 

0829001203727700 

1.060 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.060 

2.70 

0.010 

0.07 

0.01 

0.00 

0.00 

0.00 

0.09 

0.09 

0.29 

0.002 

0.81 

0.84 


Deokhera 

0829001003692100 

5.173 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.173 

3.34 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.31 

0.33 

0.21 

0.013 

0.80 

0.75 


Deri 

0829001203722500 

3.356 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.356 

3.31 

0.010 

0.07 

0.01 

0.00 

0.00 

0.00 

0.17 

0.23 

0.27 

0.007 

0.75 

0.56 


Dhamaniya Road 

0829001003691900 

2.007 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.046 

3.34 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Dhamliya 

0829001203727900 

2.095 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.095 

3.44 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.09 

0.15 

0.005 

0.84 

0.93 


Dhamotar 

0829001203724100 

8.515 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.979 

4.92 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.04 

0.002 

0.09 

0.06 


Gadola 

0829001203727300 

8.824 

Fresh 

Non-command 

Non-command 

Deccan Traps 

8.824 

2.34 

0.010 

0.35 

0.05 

0.00 

0.00 

0.01 

0.50 

0.58 

1.38 

0.019 

0.77 

0.66 


Gardora 

0829001203728700 

4.176 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.176 

5.12 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.26 

0.32 

0.24 

0.009 

0.76 

0.63 


Gardori 

0829001203728800 

3.909 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.001 

6.06 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.20 

0.23 

0.08 

0.007 

0.60 

0.53 


Ghorawad 

0829001203721500 

2.571 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.571 

2.98 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.24 

0.17 

0.006 

0.68 

0.30 


Ghotarsi 

0829001203730000 

6.189 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.090 

7.74 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 


Gopalpura 

0829001203717000 

1.653 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.653 

3.09 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.16 

0.06 

0.004 

0.68 

0.30 


Gordhanpura 

0829001203730300 

2.184 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.343 

5.22 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.06 

0.003 

0.51 

0.54 


Hadiji Ka Peepaliya 

0829001203722100 

1.840 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.840 

4.56 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.12 

0.17 

0.18 

0.004 

0.74 

0.55 


Haripura 

0829001203715200 

0.104 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.104 

3.11 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.000 

0.68 

0.32 



0829001203723000 

0.627 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.627 

2.83 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.05 

0.05 

0.001 

0.69 

0.33 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Kharama 

0829000403580500 

0.04 

0.10 

27.50 

0.12 

- 

0.12 

0.06 

0.76 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.129 

0.006 

0.123 

0.059 

47.85 

Safe 

Kherat 

0829000403594000 

0.04 

0.00 

539,844.51 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kochwa 

0829000903678400 

0.08 

0.00 

29,251.13 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.024 

29,927.14 

Over Exploited 

Laxmipura 

0829000403580400 

0.04 

0.00 

4,954.56 

0.00 

- 

0.00 

0.00 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.011 

0.055 

507.72 

Over Exploited 



0.04 

0.14 

77.85 

0.17 

0.02 

0.20 

0.05 

0.71 

- 

0.1100 

- 

- 

0.002 

0.112 

0.112 

0.308 

0.015 

0.292 

0.575 

196.79 

Over Exploited 


0829000903680200 

0.08 

0.03 

156.72 

0.03 

0.01 

0.04 

0.06 

0.74 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.074 

0.004 

0.070 

0.136 

193.98 

Over Exploited 

Loonkhanda 

0829000903679500 

0.08 

0.11 

185.44 

0.13 

0.01 

0.14 

0.06 

0.79 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.174 

0.009 

0.165 

0.184 

111.68 

Over Exploited 

Mailana 

0829000903681100 

0.08 

1.18 

135.06 

1.42 

0.11 

1.53 

0.06 

0.79 

- 

0.2400 

- 

- 

0.050 

0.290 

0.290 

1.821 

0.091 

1.730 

1.323 

76.49 

Semi Critical 

Mai Khera 

0829000403581000 

0.04 

0.07 

613.42 

0.08 

0.01 

0.09 

0.05 

0.62 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.132 

0.007 

0.125 

0.196 

156.38 

Over Exploited 



0.04 

0.00 

1,074.38 

0.00 

- 

0.00 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.035 

260.88 

Over Exploited 

Manohar Kheri 

0829000903679100 

0.08 

0.00 

82,989.04 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mardpura 

0829000903680100 

0.08 

0.01 

97.50 

0.01 

- 

0.01 

0.06 

0.75 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.012 

0.009 

70.81 

Semi Critical 

Meghpura 

0829000403593800 

0.04 

0.00 

787.15 

0.00 

- 

0.00 

0.03 

0.38 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.000 

7.96 

Safe 

Neemoda 

0829000403580600 

0.04 

0.01 

1,213.09 

0.02 

- 

0.02 

0.02 

0.24 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.037 

0.002 

0.035 

0.085 

243.41 

Over Exploited 



0.04 

0.06 

118.06 

0.07 

0.01 

0.08 

0.04 

0.52 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.115 

0.006 

0.109 

0.170 

156.60 

Over Exploited 

Neemri 

0829000403582600 

0.04 

0.09 

257.20 

0.11 

0.01 

0.12 

0.06 

0.77 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.143 

0.007 

0.136 

0.129 

94.97 

Critical 

Nimboda 

0829000903681300 

0.08 

0.68 

89.61 

0.82 

0.04 

0.85 

0.06 

0.77 

- 

0.0500 

- 

- 

0.024 

0.074 

0.074 

0.927 

0.046 

0.881 

0.332 

37.67 

Safe 

Peelkheri 

0829000903679600 

0.08 

0.11 

228.12 

0.13 

0.01 

0.14 

0.06 

0.79 

- 

0.0700 

- 

- 

0.003 

0.073 

0.073 

0.212 

0.011 

0.202 

0.382 

189.35 

Over Exploited 

Pratappura 

0829000903679800 

0.08 

0.06 

136.24 

0.07 

0.01 

0.08 

0.06 

0.77 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.104 

0.005 

0.099 

0.084 

85.56 

Semi Critical 

Rawaliya 

0829000903680600 

0.08 

0.07 

131.46 

0.08 

0.01 

0.09 

0.06 

0.76 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.113 

0.006 

0.108 

0.132 

122.66 

Over Exploited 

Sarsi 

0829000903681000 

0.08 

0.28 

194.57 

0.34 

0.07 

0.41 

0.06 

0.78 

- 

0.2000 

- 

- 

0.000 

0.200 

0.200 

0.609 

0.030 

0.578 

1.096 

189.47 

Over Exploited 

Semaliya 

0829000903679900 

0.08 

0.12 

133.44 

0.15 

0.01 

0.16 

0.06 

0.77 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.175 

0.009 

0.167 

0.104 

62.37 

Safe 

Semliya 

0829000403580200 

0.04 

0.10 

24.40 

0.12 

0.00 

0.12 

0.06 

0.77 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.146 

0.007 

0.139 

0.131 

94.13 

Critical 

Shrinagar 

0829000903680500 

0.08 

0.04 

109.01 

0.05 

0.01 

0.06 

0.06 

0.76 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.077 

0.004 

0.073 

0.083 

114.44 

Over Exploited 

Shripura 

0829000903680800 

0.08 

0.04 

243.93 

0.04 

0.02 

0.06 

0.06 

0.77 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.113 

0.006 

0.108 

0.287 

266.93 

Over Exploited 

Tolon Ka Luhariya 

0829000403579700 

0.04 

0.04 

94.39 

0.05 

0.01 

0.06 

0.06 

0.77 

- 

0.0600 

- 

- 

0.004 

0.064 

0.064 

0.127 

0.006 

0.121 

0.325 

268.38 

Over Exploited 

Achalpuriya 

0829001203728600 

0.03 

0.07 

222.11 

0.08 

0.02 

0.10 

0.06 

0.84 

- 

0.0200 

- 

- 

0.011 

0.031 

0.031 

0.130 

0.007 

0.124 

0.197 

159.36 

Over Exploited 

Achari 

0829001003692000 

0.04 

0.10 

222.66 

0.12 

0.02 

0.14 

0.06 

0.85 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.211 

0.011 

0.201 

0.669 

333.09 

Over Exploited 

Amba Khera 

0829001203715600 

0.03 

0.01 

531.27 

0.01 

- 

0.01 

0.06 

0.74 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.022 

0.001 

0.021 

0.030 

145.54 

Over Exploited 

Amlawada 

0829001203728100 

0.03 

0.22 

89.38 

0.26 

0.04 

0.31 

0.05 

0.80 

- 

0.1300 

- 

- 

0.005 

0.135 

0.135 

0.441 

0.022 

0.419 

0.695 

165.80 

Over Exploited 

Awleshwar 

0829001203730200 

0.03 

0.00 

9,747.69 

0.00 

- 

0.00 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.119 

1,180.70 

Over Exploited 

Bajni 

0829001203727200 

0.03 

0.04 

225.00 

0.05 

0.02 

0.06 

0.06 

0.79 

- 

0.0400 

- 

- 

0.010 

0.050 

0.050 

0.113 

0.006 

0.107 

0.231 

215.81 

Over Exploited 

Bakhatpura 

0829001203715000 

0.03 

0.01 

288.33 

0.01 

- 

0.01 

0.06 

0.74 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.018 

265.95 

Over Exploited 

Bambori 

0829001203715800 

0.03 

0.04 

1,230.03 

0.04 

0.05 

0.09 

0.06 

0.74 

- 

0.1500 

- 

- 

0.000 

0.150 

0.150 

0.244 

0.012 

0.232 

0.803 

345.99 

Over Exploited 

Bamotar 

0829001203726700 

0.03 

0.00 

16,603.79 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

31,699.77 

Over Exploited 

Bardeeya 

0829001203716400 

0.03 

0.14 

411.70 

0.17 

0.07 

0.24 

0.06 

0.75 

- 

0.1400 

- 

- 

0.025 

0.165 

0.165 

0.404 

0.020 

0.384 

0.754 

196.33 

Over Exploited 

Barkhera @ Rampadka Khera 

0829001203722800 

0.03 

0.04 

888.22 

0.04 

0.02 

0.06 

0.06 

0.76 

- 

0.1100 

- 

- 

0.001 

0.111 

0.111 

0.176 

0.009 

0.167 

0.606 

362.89 

Over Exploited 

Barmandal 

0829001203728400 

0.03 

0.21 

256.00 

0.25 

0.05 

0.30 

0.06 

0.88 

- 

0.1500 

- 

- 

0.004 

0.154 

0.154 

0.459 

0.023 

0.436 

1.321 

303.05 

Over Exploited 

Basad 

0829001203730400 

0.03 

0.35 

163.87 

0.42 

0.06 

0.48 

0.06 

0.87 

- 

0.1500 

- 

- 

0.017 

0.167 

0.167 

0.648 

0.032 

0.615 

1.355 

220.30 

Over Exploited 

Baseri Kundal 

0829001003693000 

0.04 

0.00 

4,720.07 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.017 

4,638.92 

Over Exploited 

Bhameriya 

0829001203716200 

0.03 

0.02 

477.45 

0.02 

0.01 

0.03 

0.06 

0.75 

- 

0.0200 

- 

- 

0.002 

0.023 

0.023 

0.057 

0.003 

0.054 

0.103 

189.93 

Over Exploited 

Bhatkheri 

0829001203722000 

0.03 

0.03 

322.87 

0.03 

- 

0.03 

0.06 

0.79 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.055 

0.003 

0.052 

0.088 

170.31 

Over Exploited 

Bhunwasiya 

0829001203727800 

0.03 

0.11 

92.10 

0.13 

0.01 

0.14 

0.06 

0.87 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.190 

0.009 

0.180 

0.292 

161.97 

Over Exploited 

Bila Khera 

0829001203716900 

0.03 

0.04 

424.31 

0.05 

0.01 

0.06 

0.06 

0.74 

- 

0.0300 

- 

- 

0.004 

0.034 

0.034 

0.097 

0.005 

0.092 

0.166 

180.27 

Over Exploited 

Bori 

0829001203727000 

0.03 

0.14 

200.77 

0.17 

0.03 

0.20 

0.06 

0.80 

- 

0.0900 

- 

- 

0.010 

0.100 

0.100 

0.301 

0.015 

0.286 

0.497 

174.11 

Over Exploited 

Chamalawada 

0829001203717200 

0.03 

0.10 

574.30 

0.11 

0.04 

0.16 

0.06 

0.74 

- 

0.1100 

- 

- 

0.004 

0.114 

0.114 

0.270 

0.014 

0.257 

0.622 

242.28 

Over Exploited 

Chamanaji Ka Peepaliya 

0829001203722600 

0.03 

0.04 

291.18 

0.05 

0.01 

0.06 

0.06 

0.77 

- 

0.0500 

- 

- 

0.002 

0.052 

0.052 

0.112 

0.006 

0.106 

0.253 

238.48 

Over Exploited 

Cheniya Kheri 

0829001203728300 

0.03 

0.09 

168.12 

0.11 

0.02 

0.13 

0.06 

0.89 

- 

0.0500 

- 

- 

0.002 

0.052 

0.052 

0.186 

0.009 

0.177 

0.453 

256.11 

Over Exploited 

Chhayan 

0829001203723100 

0.03 

0.04 

297.90 

0.05 

0.01 

0.06 

0.06 

0.75 

- 

0.0400 

- 

- 

0.003 

0.043 

0.043 

0.107 

0.005 

0.102 

0.206 

202.44 

Over Exploited 

Chowkri 

0829001203724000 

0.03 

0.05 

335.81 

0.06 

0.00 

0.06 

0.06 

0.78 

- 

0.0200 

- 

- 

0.004 

0.025 

0.025 

0.087 

0.004 

0.082 

0.090 

108.87 

Over Exploited 

Dabra 

0829001203728500 

0.03 

0.06 

369.58 

0.07 

0.01 

0.09 

0.05 

0.75 

- 

0.0400 

- 

- 

0.002 

0.042 

0.042 

0.128 

0.006 

0.122 

0.349 

286.32 

Over Exploited 

Dalelpura Sangika 

0829001203715400 

0.03 

0.01 

297.61 

0.01 

- 

0.01 

0.06 

0.74 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.000 

0.009 

0.009 

98.34 

Critical 

Dama Kheri 

0829001203727700 

0.03 

0.02 

281.53 

0.03 

0.01 

0.04 

0.06 

0.87 

- 

0.0500 

- 

- 

0.000 

0.050 

0.050 

0.087 

0.004 

0.083 

0.292 

352.50 

Over Exploited 

Deokhera 

0829001003692100 

0.04 

0.16 

99.38 

0.20 

0.01 

0.21 

0.06 

0.85 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.229 

0.011 

0.217 

0.222 

102.08 

Over Exploited 

Deri 

0829001203722500 

0.03 

0.07 

246.60 

0.08 

0.01 

0.09 

0.06 

0.80 

- 

0.0500 

- 

- 

0.002 

0.052 

0.052 

0.142 

0.007 

0.134 

0.276 

205.52 

Over Exploited 

Dhamaniya Road 

0829001003691900 

0.04 

0.00 

6,997.09 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

8,073.32 

Over Exploited 

Dhamliya 

0829001203727900 

0.03 

0.05 

97.36 

0.05 

0.01 

0.07 

0.06 

0.89 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.100 

0.005 

0.095 

0.158 

166.56 

Over Exploited 

Dhamotar 

0829001203724100 

0.03 

0.00 

3,454.75 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.002 

0.040 

1,613.54 

Over Exploited 

Gadola 

0829001203727300 

0.03 

0.18 

229.50 

0.21 

0.06 

0.27 

0.06 

0.83 

- 

0.2600 

- 

- 

0.015 

0.275 

0.275 

0.547 

0.027 

0.520 

1.401 

269.47 

Over Exploited 

Gardora 

0829001203728700 

0.03 

0.08 

282.17 

0.10 

0.01 

0.11 

0.06 

0.82 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.144 

0.007 

0.137 

0.251 

183.97 

Over Exploited 

Gardori 

0829001203728800 

0.03 

0.05 

384.49 

0.06 

0.00 

0.06 

0.05 

0.64 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.072 

0.004 

0.069 

0.084 

121.97 

Over Exploited 

Ghorawad 

0829001203721500 

0.03 

0.05 

420.31 

0.05 

0.01 

0.07 

0.06 

0.74 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.099 

0.005 

0.094 

0.173 

182.87 

Over Exploited 

Ghotarsi 

0829001203730000 

0.03 

0.00 

24,567.63 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

25,710.15 

Over Exploited 

Gopalpura 

0829001203717000 

0.03 

0.03 

442.80 

0.04 

0.00 

0.04 

0.06 

0.74 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.046 

0.002 

0.044 

0.067 

151.20 

Over Exploited 

Gordhanpura 

0829001203730300 

0.03 

0.02 

372.18 

0.02 

- 

0.02 

0.04 

0.55 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.031 

0.002 

0.030 

0.062 

207.71 

Over Exploited 

Hadiji Ka Peepaliya 

0829001203722100 

0.03 

0.04 

368.37 

0.04 

0.01 

0.05 

0.06 

0.80 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.073 

0.004 

0.069 

0.186 

268.78 

Over Exploited 

Haripura 

0829001203715200 

0.03 

0.00 

271.42 

0.00 

- 

0.00 

0.06 

0.75 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.017 

813.54 

Over Exploited 


0829001203723000 

0.03 

0.01 

356.69 

0.01 

0.00 

0.02 

0.06 

0.75 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.031 

0.002 

0.029 

0.051 

176.31 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Jalodiya Keloo 

082900100369280C 

10.590 

Fresh 

Non-command 

Non-command 

Deccan Traps 

7.129 

6.17 

0.015 

0.14 

0.02 

0.00 

0.00 

0.00 

0.78 

0.82 

0.53 

0.017 

0.54 

0.51 







Non-command 

Shale 

0.653 

6.17 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.05 

0.002 

0.05 

0.05 


Jalodiya Khurd 

082900100369250C 

3.137 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.137 

4.68 

0.015 

0.09 

0.01 

0.00 

0.00 

0.00 

0.30 

0.32 

0.36 

0.008 

0.80 

0.77 


Jamlaoda 

0829001003692300 

3.126 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.077 

3.71 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.09 

0.16 

0.003 

0.28 

0.27 


Jaswant Pura 

0829001203722900 

0.966 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.966 

3.08 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.12 

0.14 

0.002 

0.69 

0.35 


Jhantla 

0829001203714600 

2.968 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.978 

3.09 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.08 

0.17 

0.11 

0.004 

0.46 

0.21 


Kajli 

0829001203716800 

4.072 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.072 

3.09 

0.010 

0.06 

0.02 

0.00 

0.00 

0.00 

0.16 

0.34 

0.24 

0.009 

0.69 

0.33 


Kalyanpura 

0829001203714900 

0.245 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.198 

3.12 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.55 

0.25 



0829001203728900 

7.329 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.030 

6.95 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kamliya 

0829001203728000 

3.223 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.108 

3.77 

0.010 

0.10 

0.01 

0.00 

0.00 

0.00 

0.21 

0.18 

0.40 

0.007 

0.81 

0.90 


Kanakpura 

0829001203716500 

0.962 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.962 

3.09 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.10 

0.08 

0.002 

0.70 

0.36 


Kanora 

0829001203721800 

5.565 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.565 

3.26 

0.010 

0.18 

0.04 

0.00 

0.00 

0.00 

0.32 

0.59 

0.69 

0.012 

0.70 

0.38 


Kariyawad 

0829001203727100 

2.351 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.351 

2.96 

0.010 

0.09 

0.01 

0.00 

0.00 

0.00 

0.15 

0.26 

0.37 

0.005 

0.71 

0.42 


Karyawad 

0829001203734000 

5.162 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.148 

5.17 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.02 

0.03 


Keet Kheri 

0829001203734200 

1.299 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.139 

4.96 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.09 

0.10 


Kesharpura 

0829001203714800 

0.940 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.646 

3.15 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.07 

0.05 

0.001 

0.47 

0.21 


Kesunda 

0829001003683300 

14.445 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.202 

3.40 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.21 

0.22 

0.22 

0.008 

0.18 

0.17 


Khadiya Kheri 

0829001203728200 

2.478 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.478 

3.53 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.11 

0.15 

0.005 

0.84 

0.93 


Khakhri Khera No.l 

0829001203715300 

0.433 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.433 

3.13 

0.010 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.01 

0.001 

0.68 

0.31 


Khakhri Khera No.2 

0829001203717600 

0.711 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.007 

3.31 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 


Khera 

0829001203716600 

2.819 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.819 

3.09 

0.010 

0.12 

0.03 

0.00 

0.00 

0.00 

0.18 

0.34 

0.48 

0.006 

0.70 

0.36 


Khera Kesunda 

0829001003683200 

2.695 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.008 

3.23 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khermaliya 

0829001003692700 

5.067 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.067 

4.26 

0.015 

0.14 

0.02 

0.00 

0.00 

0.01 

0.43 

0.46 

0.54 

0.012 

0.80 

0.75 


Khoriya 

0829001203721100 

3.538 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.270 

3.17 

0.010 

0.14 

0.03 

0.00 

0.00 

0.00 

0.21 

0.49 

0.54 

0.007 

0.63 

0.27 


Kolvi 

0829001203716700 

2.250 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.250 

3.09 

0.010 

0.09 

0.02 

0.00 

0.00 

0.00 

0.14 

0.28 

0.37 

0.005 

0.69 

0.34 


Kolvi Mandir 

0829001203722700 

1.759 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.759 

2.60 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.15 

0.21 

0.004 

0.70 

0.39 


Kushalpura 

0829001203716000 

0.579 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.579 

3.11 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.06 

0.05 

0.001 

0.68 

0.31 


Lalpura Peepal Khera 

0829001203721700 

2.254 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.254 

3.11 

0.010 

0.09 

0.02 

0.00 

0.00 

0.00 

0.14 

0.28 

0.35 

0.005 

0.69 

0.34 


Magroda 

0829001203722300 

5.989 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.989 

4.34 

0.010 

0.19 

0.03 

0.00 

0.00 

0.00 

0.42 

0.52 

0.75 

0.013 

0.76 

0.61 


Nagpura 

0829001203721200 

1.132 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.268 

3.23 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.001 

0.16 

0.07 


Narani 

0829001003692400 

3.797 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.709 

5.35 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.08 

0.002 

0.15 

0.14 


Narayan Khera 

0829001203723600 

4.764 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.832 

4.09 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.24 

0.00 

0.006 

0.41 

0.19 


Nathu Kheri 

0829001203729000 

3.488 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.782 

7.21 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.08 

0.002 

0.18 

0.19 


Padampura 

0829001203717300 

1.380 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.380 

3.20 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.14 

0.06 

0.003 

0.68 

0.30 


Palthan 

0829001203727500 

6.185 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.185 

4.45 

0.010 

0.14 

0.02 

0.00 

0.00 

0.00 

0.39 

0.41 

0.54 

0.014 

0.80 

0.77 


Panmodi 

0829001203723300 

9.692 

Fresh 

Non-command 

Non-command 

Deccan Traps 

9.692 

2.35 

0.010 

0.24 

0.04 

0.00 

0.00 

0.09 

0.34 

0.72 

0.94 

0.021 

0.69 

0.32 


Peeloo 

0829001203721900 

6.375 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.375 

3.68 

0.010 

0.23 

0.03 

0.00 

0.00 

0.00 

0.43 

0.70 

0.92 

0.014 

0.72 

0.44 


Peepli Khera No.l 

0829001203715100 

0.610 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.610 

3.11 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.06 

0.02 

0.001 

0.68 

0.31 


Peepli Khera No.2 

0829001203715900 

0.590 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.590 

3.12 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.04 

0.02 

0.001 

0.68 

0.30 


Pratapgarh (M) 

0829001242908000 

22.822 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.414 

4.64 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.034 

0.02 

0.02 


Rajora 

0829001203734300 

6.675 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.098 

5.22 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.000 

0.01 

0.01 


Ranjal 

0829001203716100 

0.984 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.984 

3.11 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.05 

0.11 

0.10 

0.002 

0.68 

0.31 


Rathajana 

0829001203721400 

6.627 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.627 

2.64 

0.010 

0.20 

0.03 

0.00 

0.00 

0.00 

0.34 

0.76 

0.80 

0.015 

0.68 

0.31 


Rathoron Ka Khera 

0829001203717100 

0.572 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.572 

3.11 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.06 

0.03 

0.001 

0.68 

0.30 


Ratniya Kheri 

0829001203721300 

2.638 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.632 

2.72 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.12 

0.27 

0.22 

0.006 

0.68 

0.29 


Saba Khera No.l 

0829001203717400 

1.443 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.305 

3.20 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.14 

0.08 

0.003 

0.62 

0.27 


Saba Khera No.2 

0829001203717500 

0.916 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.531 

3.28 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.04 

0.00 

0.001 

0.39 

0.17 


Sajanpuriya 

0829001203722200 

1.303 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.303 

4.34 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.12 

0.10 

0.003 

0.74 

0.55 


Sakariya 

0829001203727600 

5.698 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.698 

3.77 

0.010 

0.13 

0.02 

0.00 

0.00 

0.00 

0.32 

0.30 

0.50 

0.013 

0.83 

0.89 


Samantpura 

0829001203716300 

0.296 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.296 

3.10 

0.010 

0.01 

0.00 

0.00 

0.00 

0.02 

0.00 

0.00 

0.04 

0.001 

0.69 

0.33 


Sandi Khera 

0829001003692900 

2.879 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.321 

7.08 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.01 

0.001 

0.09 

0.09 


Sej Kheri 

0829001003692600 

1.543 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.543 

3.61 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.05 

0.004 

0.80 

0.75 


Semalon Ka Khera 

0829001203714700 

1.108 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.041 

3.19 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.01 


Semlop 

0829001203723400 

6.445 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.939 

3.46 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.22 

0.17 

0.004 

0.20 

0.09 


Sidhpura 

0829001203726900 

8.318 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.072 

4.54 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Soobi 

0829001003692200 

6.640 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.630 

3.50 

0.015 

0.23 

0.03 

0.00 

0.00 

0.00 

0.55 

0.58 

0.90 

0.016 

0.80 

0.76 


Teriya Kheri 

0829001203727400 

1.452 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.452 

4.32 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.11 

0.11 

0.003 

0.77 

0.68 


Thara 

0829001203721600 

7.018 

Fresh 

Non-command 

Non-command 

Deccan Traps 

7.018 

3.09 

0.010 

0.30 

0.07 

0.00 

0.00 

0.00 

0.45 

0.96 

1.19 

0.015 

0.69 

0.32 


Tofakhera 

0829001203722400 

1.566 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.566 

3.43 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.10 

0.16 

0.25 

0.003 

0.73 

0.48 


Umarda 

0829001203723200 

1.358 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.358 

1.76 

0.010 

0.03 

0.00 

0.00 

0.00 

0.04 

0.01 

0.02 

0.11 

0.003 

0.71 

0.42 


Ummedpura 

0829001203715500 

0.625 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.572 

3.16 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.04 

0.01 

0.001 

0.62 

0.28 


Umri Khera 

0829001203715700 

0.866 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.866 

3.13 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.06 

0.02 

0.002 

0.68 

0.30 

08003022 

Achalpuriya 

0829001203728600 

3.378 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.004 

5.05 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Achlawada 

0829001303748900 

9.664 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.177 

3.91 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.02 


Achnara 

0829001303755500 

3.661 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.661 

2.96 

0.010 

0.12 

0.02 

0.00 

0.00 

0.01 

0.20 

0.24 

0.45 

0.012 

0.91 

0.76 


Ajanda 

0829001303764900 

1.522 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.522 

5.51 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.16 

0.07 

0.005 

0.96 

0.59 


Akhepur 

0829001203736800 

4.568 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.568 

3.83 

0.010 

0.10 

0.01 

0.00 

0.00 

0.04 

0.23 

0.23 

0.40 

0.010 

0.86 

0.86 


Ambeerama 

0829001303765300 

9.820 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.822 

5.41 

0.010 

0.06 

0.01 

0.00 

0.00 

0.01 

0.19 

0.31 

0.23 

0.010 

0.28 

0.17 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Jalodiya Keloo 

0829001003692800 

0.04 

0.15 

432.23 

0.18 

0.02 

0.21 

0.04 

0.58 

- 

0.0600 

- 

- 

0.004 

0.064 

0.064 

0.272 

0.014 

0.258 

0.548 

212.28 

Over Exploited 



0.06 

0.00 

4,533.04 

0.00 

- 

0.00 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.012 

0.053 

443.77 

Over Exploited 

Jalodiya Khurd 

0829001003692500 

0.04 

0.10 

212.40 

0.12 

0.01 

0.13 

0.06 

0.86 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.171 

0.009 

0.163 

0.368 

226.23 

Over Exploited 

Jamlaoda 

0829001003692300 

0.04 

0.01 

683.88 

0.01 

0.01 

0.02 

0.02 

0.30 

- 

0.0200 

- 

- 

0.000 

0.021 

0.021 

0.045 

0.002 

0.043 

0.163 

378.98 

Over Exploited 

Jaswant Pura 

0829001203722900 

0.03 

0.02 

577.72 

0.02 

0.01 

0.03 

0.06 

0.75 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.061 

0.003 

0.058 

0.142 

245.42 

Over Exploited 

Jhantla 

0829001203714600 

0.03 

0.02 

626.70 

0.03 

0.01 

0.04 

0.04 

0.50 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.062 

0.003 

0.059 

0.117 

200.44 

Over Exploited 

Kajli 

0829001203716800 

0.03 

0.07 

371.87 

0.09 

0.02 

0.11 

0.06 

0.75 

- 

0.0500 

- 

- 

0.002 

0.052 

0.052 

0.161 

0.008 

0.153 

0.251 

164.47 

Over Exploited 

Kalyanpura 

0829001203714900 

0.03 

0.00 

375.45 

0.00 

- 

0.00 

0.05 

0.60 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.008 

258.72 

Over Exploited 


0829001203728900 

0.03 

0.00 

90,128.39 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

######### 

Over Exploited 

Kamliya 

0829001203728000 

0.03 

0.07 

181.42 

0.08 

0.01 

0.09 

0.06 

0.86 

- 

0.0700 

- 

- 

0.003 

0.073 

0.073 

0.164 

0.008 

0.155 

0.404 

259.80 

Over Exploited 

Kanakpura 

0829001203716500 

0.03 

0.02 

451.33 

0.02 

- 

0.02 

0.06 

0.76 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.031 

0.002 

0.029 

0.078 

265.78 

Over Exploited 

Kanora 

0829001203721800 

0.03 

0.10 

480.79 

0.12 

0.04 

0.16 

0.06 

0.76 

- 

0.1300 

- 

- 

0.001 

0.131 

0.131 

0.293 

0.015 

0.279 

0.702 

252.10 

Over Exploited 

Kariyawad 

0829001203727100 

0.03 

0.04 

487.56 

0.05 

0.01 

0.06 

0.06 

0.77 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.132 

0.007 

0.126 

0.373 

297.27 

Over Exploited 

Karyawad 

0829001203734000 

0.03 

0.00 

7,506.00 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

7,824.81 

Over Exploited 

Keet Kheri 

0829001203734200 

0.03 

0.00 

1,871.63 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.017 

4,676.63 

Over Exploited 

Kesharpura 

0829001203714800 

0.03 

0.01 

746.38 

0.01 

0.00 

0.01 

0.04 

0.51 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.021 

0.001 

0.020 

0.051 

262.30 

Over Exploited 

Kesunda 

0829001003683300 

0.04 

0.02 

880.60 

0.03 

0.01 

0.04 

0.01 

0.19 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.057 

0.003 

0.054 

0.226 

414.86 

Over Exploited 

Khadiya Kheri 

0829001203728200 

0.03 

0.05 

94.75 

0.06 

0.01 

0.07 

0.06 

0.89 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.105 

0.005 

0.100 

0.159 

160.03 

Over Exploited 

Khakhri Khera No.l 

0829001203715300 

0.03 

0.01 

32.48 

0.01 

0.01 

0.02 

0.06 

0.74 

- 

- 

- 

- 

0.013 

0.013 

0.013 

0.032 

0.002 

0.030 

0.014 

46.54 

Safe 

Khakhri Khera No.2 

0829001203717600 

0.03 

0.00 

37,018.95 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khera 

0829001203716600 

0.03 

0.05 

561.54 

0.06 

0.03 

0.09 

0.06 

0.76 

- 

0.0900 

- 

- 

0.000 

0.091 

0.091 

0.182 

0.009 

0.173 

0.490 

283.09 

Over Exploited 

Khera Kesunda 

0829001003683200 

0.04 

0.00 

55,992.10 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khermaliya 

0829001003692700 

0.04 

0.16 

182.89 

0.19 

0.03 

0.23 

0.06 

0.86 

- 

0.0600 

- 

- 

0.019 

0.079 

0.079 

0.306 

0.015 

0.290 

0.549 

189.14 

Over Exploited 

Khoriya 

0829001203721100 

0.03 

0.05 

814.93 

0.06 

0.03 

0.10 

0.06 

0.68 

- 

0.1000 

- 

- 

0.002 

0.102 

0.102 

0.198 

0.010 

0.188 

0.550 

292.47 

Over Exploited 

Kolvi 

0829001203716700 

0.03 

0.04 

594.26 

0.05 

0.02 

0.07 

0.06 

0.75 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.139 

0.007 

0.132 

0.376 

285.38 

Over Exploited 

Kolvi Mandir 

0829001203722700 

0.03 

0.03 

380.67 

0.04 

0.01 

0.05 

0.06 

0.76 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.089 

0.004 

0.084 

0.210 

249.14 

Over Exploited 

Kushalpura 

0829001203716000 

0.03 

0.01 

503.93 

0.01 

- 

0.01 

0.06 

0.74 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.022 

0.001 

0.021 

0.047 

222.56 

Over Exploited 

Lalpura Peepal Khera 

0829001203721700 

0.03 

0.04 

590.56 

0.05 

0.02 

0.07 

0.06 

0.75 

- 

0.0700 

- 

- 

0.001 

0.071 

0.071 

0.141 

0.007 

0.134 

0.355 

265.44 

Over Exploited 

Magroda 

0829001203722300 

0.03 

0.12 

337.93 

0.14 

0.03 

0.18 

0.06 

0.82 

- 

0.0800 

- 

- 

0.005 

0.085 

0.085 

0.260 

0.013 

0.247 

0.762 

308.06 

Over Exploited 

Nagpura 

0829001203721200 

0.03 

0.00 

1,682.94 

0.00 

- 

0.00 

0.01 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.009 

668.48 

Over Exploited 

Narani 

0829001003692400 

0.04 

0.00 

1,776.13 

0.01 

- 

0.01 

0.01 

0.16 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.014 

0.080 

554.97 

Over Exploited 

Narayan Khera 

0829001203723600 

0.03 

0.03 

702.84 

0.04 

0.00 

0.04 

0.04 

0.44 

- 

- 

- 

- 

0.002 

0.003 

0.003 

0.040 

0.002 

0.038 

0.006 

16.29 

Safe 

Nathu Kheri 

0829001203729000 

0.03 

0.00 

1,924.73 

0.00 

- 

0.00 

0.01 

0.20 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.024 

0.001 

0.023 

0.082 

351.65 

Over Exploited 

Padampura 

0829001203717300 

0.03 

0.02 

492.36 

0.03 

0.00 

0.03 

0.06 

0.74 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.042 

0.002 

0.040 

0.063 

159.22 

Over Exploited 

Palthan 

0829001203727500 

0.03 

0.13 

217.02 

0.15 

0.02 

0.17 

0.06 

0.86 

- 

0.0600 

- 

- 

0.001 

0.061 

0.061 

0.235 

0.012 

0.224 

0.555 

247.99 

Over Exploited 

Panmodi 

0829001203723300 

0.03 

0.17 

312.81 

0.21 

0.13 

0.34 

0.06 

0.75 

- 

0.1800 

- 

- 

0.138 

0.318 

0.318 

0.658 

0.033 

0.625 

0.963 

154.14 

Over Exploited 

Peeloo 

0829001203721900 

0.03 

0.12 

487.70 

0.14 

0.03 

0.17 

0.06 

0.78 

- 

0.1700 

- 

- 

0.000 

0.170 

0.170 

0.343 

0.017 

0.326 

0.929 

284.78 

Over Exploited 

Peepli Khera No.l 

0829001203715100 

0.03 

0.01 

425.98 

0.01 

0.00 

0.02 

0.06 

0.75 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.020 

0.001 

0.019 

0.022 

120.10 

Over Exploited 

Peepli Khera No.2 

0829001203715900 

0.03 

0.01 

294.17 

0.01 

- 

0.01 

0.06 

0.74 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.012 

0.018 

153.20 

Over Exploited 

Pratapgarh (M) 

0829001242908000 

0.03 

0.00 

21,399.14 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.058 

30,926.33 

Over Exploited 

Rajora 

0829001203734300 

0.03 

0.00 

15,449.08 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

22,870.60 

Over Exploited 

Ranjal 

0829001203716100 

0.03 

0.02 

539.17 

0.02 

0.01 

0.03 

0.06 

0.74 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.051 

0.003 

0.048 

0.103 

212.90 

Over Exploited 

Rathajana 

0829001203721400 

0.03 

0.12 

544.23 

0.14 

0.03 

0.17 

0.06 

0.74 

- 

0.1500 

- 

- 

0.003 

0.153 

0.153 

0.327 

0.016 

0.311 

0.815 

262.12 

Over Exploited 

Rathoron Ka Khera 

0829001203717100 

0.03 

0.01 

516.12 

0.01 

- 

0.01 

0.06 

0.74 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.022 

0.001 

0.021 

0.035 

167.24 

Over Exploited 

Ratniya Kheri 

0829001203721300 

0.03 

0.05 

485.61 

0.06 

0.01 

0.07 

0.06 

0.74 

- 

0.0400 

- 

- 

0.005 

0.045 

0.045 

0.114 

0.006 

0.108 

0.222 

205.46 

Over Exploited 

Saba Khera No.l 

0829001203717400 

0.03 

0.02 

573.28 

0.03 

- 

0.03 

0.05 

0.67 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.035 

0.002 

0.033 

0.079 

236.45 

Over Exploited 

Saba Khera No.2 

0829001203717500 

0.03 

0.01 

625.81 

0.01 

0.00 

0.01 

0.04 

0.43 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

0.000 

0.007 

0.005 

77.02 

Semi Critical 

Sajanpuriya 

0829001203722200 

0.03 

0.03 

365.12 

0.03 

- 

0.03 

0.06 

0.80 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.040 

0.002 

0.038 

0.107 

279.21 

Over Exploited 

Sakariya 

0829001203727600 

0.03 

0.12 

141.16 

0.15 

0.02 

0.17 

0.06 

0.89 

- 

0.0900 

- 

- 

0.006 

0.096 

0.096 

0.268 

0.013 

0.255 

0.510 

200.13 

Over Exploited 

Samantpura 

0829001203716300 

0.03 

0.01 

(64.24) 

0.00 

0.02 

0.02 

0.06 

0.75 

- 

0.0100 

- 

- 

0.027 

0.037 

0.037 

0.060 

0.003 

0.057 

0.039 

67.92 

Safe 

Sandi Khera 

0829001003692900 

0.04 

0.00 

2,997.04 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.012 

896.80 

Over Exploited 

Sej Kheri 

0829001003692600 

0.04 

0.05 

101.67 

0.06 

0.00 

0.06 

0.06 

0.86 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.069 

0.003 

0.066 

0.050 

75.66 

Semi Critical 

Semalon Ka Khera 

0829001203714700 

0.03 

0.00 

10,542.57 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Semlop 

0829001203723400 

0.03 

0.01 

1,987.95 

0.01 

0.01 

0.03 

0.02 

0.22 

- 

0.0300 

- 

- 

0.005 

0.035 

0.035 

0.061 

0.003 

0.058 

0.177 

308.24 

Over Exploited 

Sidhpura 

0829001203726900 

0.03 

0.00 

21,998.01 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

52,718.85 

Over Exploited 

Soobi 

0829001003692200 

0.04 

0.21 

171.82 

0.25 

0.03 

0.29 

0.06 

0.86 

- 

0.1000 

- 

- 

0.005 

0.105 

0.105 

0.392 

0.020 

0.372 

0.914 

245.53 

Over Exploited 

Teriya Kheri 

0829001203727400 

0.03 

0.03 

262.53 

0.04 

- 

0.04 

0.06 

0.83 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.045 

0.002 

0.043 

0.112 

261.56 

Over Exploited 

Thara 

0829001203721600 

0.03 

0.13 

661.33 

0.15 

0.07 

0.22 

0.06 

0.75 

- 

0.2200 

- 

- 

0.000 

0.220 

0.220 

0.441 

0.022 

0.419 

1.205 

287.60 

Over Exploited 

Tofakhera 

0829001203722400 

0.03 

0.03 

426.55 

0.04 

0.01 

0.05 

0.06 

0.79 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.096 

0.005 

0.091 

0.248 

273.63 

Over Exploited 

Umarda 

0829001203723200 

0.03 

0.03 

(8.23) 

0.02 

0.04 

0.06 

0.06 

0.77 

- 

0.0200 

- 

- 

0.060 

0.080 

0.080 

0.143 

0.007 

0.136 

0.116 

85.13 

Semi Critical 

Ummedpura 

0829001203715500 

0.03 

0.01 

335.49 

0.01 

0.00 

0.01 

0.06 

0.68 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

0.001 

0.011 

0.014 

128.89 

Over Exploited 

Umri Khera 

0829001203715700 

0.03 

0.02 

297.31 

0.02 

- 

0.02 

0.06 

0.74 

- 

- 

- 

- 

- 

- 

- 

0.018 

0.001 

0.018 

0.019 

107.85 

Over Exploited 

Achalpuriya 

0829001203728600 

0.03 

0.00 

245,313.10 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Achlawada 

0829001303748900 

0.04 

0.00 

6,160.38 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

7,558.80 

Over Exploited 

Achnara 

0829001303755500 

0.04 

0.13 

80.57 

0.16 

0.03 

0.19 

0.07 

0.98 

- 

0.0800 

- 

- 

0.008 

0.088 

0.088 

0.276 

0.014 

0.262 

0.459 

175.41 

Over Exploited 

Ajanda 

0829001303764900 

0.04 

0.06 

176.99 

0.07 

0.00 

0.07 

0.05 

1.01 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.087 

0.004 

0.083 

0.077 

93.16 

Critical 

Akhepur 

0829001203736800 

0.03 

0.10 

121.17 

0.12 

0.05 

0.17 

0.06 

0.92 

- 

0.0700 

- 

- 

0.058 

0.128 

0.128 

0.299 

0.015 

0.284 

0.405 

142.44 

Over Exploited 

Ambeerama 

0829001303765300 

0.04 

0.03 

882.36 

0.04 

0.02 

0.06 

0.01 

0.29 

- 

0.0400 

- 

- 

0.019 

0.059 

0.059 

0.119 

0.006 

0.113 

0.238 

209.80 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Arniya 

082900120373460C 

2.818 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.818 

6.01 

0.010 

0.12 

0.02 

0.00 

0.00 

0.00 

0.27 

0.27 

0.48 

0.006 

0.83 

0.82 


Arnod 

0829001303751000 

16.495 

Fresh 

Non-command 

Non-command 

Deccan Traps 

14.004 

4.19 

0.010 

0.29 

0.07 

0.00 

0.00 

0.00 

0.80 

0.89 

1.12 

0.047 

0.80 

0.72 


Asawata 

0829001203736500 

6.726 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.726 

5.06 

0.010 

0.15 

0.02 

0.00 

0.00 

0.00 

0.47 

0.48 

0.58 

0.015 

0.85 

0.83 


Athinera 

0829001303750100 

4.265 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.265 

3.11 

0.010 

0.11 

0.03 

0.00 

0.00 

0.00 

0.21 

0.24 

0.44 

0.014 

0.91 

0.82 


Awleshwar 

0829001203730200 

7.094 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.689 

5.40 

0.010 

0.50 

0.07 

0.00 

0.00 

0.01 

0.78 

0.74 

1.99 

0.015 

0.78 

0.82 


Baga Kheri 

0829001303753700 

1.812 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.812 

5.79 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.14 

0.08 

0.006 

0.92 

0.82 


Bagariya 

0829001203735800 

2.928 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.928 

4.81 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.17 

0.18 

0.11 

0.006 

0.83 

0.77 


Bajrang Garh 

0829001203736600 

4.297 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.297 

5.37 

0.010 

0.09 

0.01 

0.00 

0.00 

0.01 

0.30 

0.30 

0.35 

0.009 

0.84 

0.85 


Baneriya Kalan 

0829001303749500 

3.204 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.204 

4.29 

0.010 

0.07 

0.01 

0.00 

0.00 

0.04 

0.15 

0.17 

0.27 

0.011 

0.93 

0.84 


Banslai 

0829001303763100 

6.740 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.740 

4.91 

0.010 

0.15 

0.02 

0.00 

0.00 

0.00 

0.46 

0.72 

0.56 

0.023 

0.95 

0.60 


Bari Sakhthali 

0829001303763000 

10.580 

Fresh 

Non-command 

Non-command 

Deccan Traps 

10.580 

5.01 

0.010 

0.33 

0.05 

0.00 

0.00 

0.00 

0.81 

1.28 

1.26 

0.036 

0.95 

0.60 


Barkheri 

0829001203735700 

1.281 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.281 

4.70 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.08 

0.003 

0.83 

0.77 



0829001203746800 

2.701 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.701 

3.99 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.16 

0.16 

0.23 

0.006 

0.87 

0.85 



0829001303755600 

3.596 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.596 

2.89 

0.010 

0.07 

0.01 

0.00 

0.00 

0.00 

0.16 

0.19 

0.28 

0.012 

0.91 

0.76 


Barmandal 

0829001203728400 

9.779 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.009 

5.26 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Barodiya 

0829001203735500 

1.589 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.589 

4.14 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.10 

0.18 

0.003 

0.82 

0.77 


Barotha 

0829001203735900 

4.980 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.980 

5.53 

0.010 

0.09 

0.01 

0.00 

0.00 

0.00 

0.35 

0.37 

0.34 

0.011 

0.84 

0.79 


Barwas Kalan 

0829001303756700 

8.662 

Fresh 

Non-command 

Non-command 

Deccan Traps 

8.599 

3.56 

0.010 

0.11 

0.02 

0.00 

0.00 

0.00 

0.40 

0.49 

0.41 

0.029 

0.90 

0.72 


Barwas Khurd 

0829001303752900 

3.489 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.489 

6.03 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.25 

0.28 

0.18 

0.012 

0.93 

0.83 


Basad 

0829001203730400 

17.042 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.004 

4.45 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Basera 

0829001203734800 

2.361 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.361 

5.55 

0.010 

0.10 

0.01 

0.00 

0.00 

0.00 

0.22 

0.23 

0.38 

0.005 

0.82 

0.79 


Bedma 

0829001303750700 

7.403 

Fresh 

Non-command 

Non-command 

Deccan Traps 

7.403 

3.18 

0.010 

0.14 

0.03 

0.00 

0.00 

0.03 

0.32 

0.35 

0.54 

0.025 

0.93 

0.84 


Belara 

0829001203747000 

2.103 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.103 

3.79 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.12 

0.12 

0.18 

0.005 

0.88 

0.84 


Belari 

0829001203746900 

1.354 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.354 

4.14 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.10 

0.003 

0.87 

0.84 


Bhachundla 

0829001303758700 

3.806 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.806 

4.53 

0.010 

0.13 

0.02 

0.00 

0.00 

0.00 

0.28 

0.37 

0.49 

0.013 

0.91 

0.69 


Bhanawada 

0829001203736700 

1.918 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.918 

4.41 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.12 

0.16 

0.004 

0.86 

0.84 


Bilesari 

0829001203747400 

5.368 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.368 

3.42 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.22 

0.24 

0.20 

0.012 

0.87 

0.82 


Bordiya 

0829001303762800 

6.621 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.621 

4.31 

0.010 

0.15 

0.02 

0.00 

0.00 

0.01 

0.41 

0.61 

0.58 

0.022 

0.93 

0.62 


Chacha Kheri 

0829001303749600 

3.728 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.728 

3.12 

0.010 

0.10 

0.03 

0.00 

0.00 

0.00 

0.18 

0.20 

0.40 

0.013 

0.93 

0.84 


Chakoonda 

0829001303759100 

2.044 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.044 

3.73 

0.010 

0.15 

0.02 

0.00 

0.00 

0.00 

0.21 

0.27 

0.59 

0.007 

0.91 

0.70 


Chandera 

0829001303759300 

8.466 

Fresh 

Non-command 

Non-command 

Deccan Traps 

8.466 

4.37 

0.010 

0.29 

0.04 

0.00 

0.00 

0.01 

0.61 

0.83 

1.12 

0.029 

0.91 

0.67 


Choopna 

0829001303753900 

11.112 

Fresh 

Non-command 

Non-command 

Deccan Traps 

11.112 

6.33 

0.010 

0.14 

0.02 

0.00 

0.00 

0.00 

0.82 

0.93 

0.51 

0.038 

0.92 

0.82 


Dabra 

0829001203728500 

3.949 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.516 

6.08 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.05 

0.001 

0.11 

0.10 


Dalot 

0829001303759400 

16.331 

Fresh 

Non-command 

Non-command 

Deccan Traps 

16.331 

4.45 

0.010 

0.44 

0.06 

0.00 

0.00 

0.01 

1.10 

1.55 

1.69 

0.055 

0.92 

0.65 


Depur 

0829001303757100 

1.574 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.004 

3.41 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dewad 

0829001203734500 

6.878 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.878 

6.22 

0.010 

0.15 

0.02 

0.00 

0.00 

0.00 

0.56 

0.56 

0.59 

0.015 

0.82 

0.82 


Dewaldi 

0829001303753200 

2.315 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.315 

4.27 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.13 

0.14 

0.16 

0.008 

0.93 

0.83 


Dhanesari 

0829001203735400 

0.606 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.606 

3.62 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.12 

0.001 

0.82 

0.76 


Diwala 

0829001303754100 

7.204 

Fresh 

Non-command 

Non-command 

Deccan Traps 

7.204 

5.29 

0.010 

0.07 

0.01 

0.00 

0.00 

0.00 

0.44 

0.51 

0.26 

0.024 

0.91 

0.80 



0829001303759500 

4.281 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.281 

4.29 

0.010 

0.08 

0.01 

0.00 

0.00 

0.00 

0.25 

0.36 

0.30 

0.015 

0.92 

0.63 


Dorana 

0829001303755700 

10.626 

Fresh 

Non-command 

Non-command 

Deccan Traps 

10.626 

3.66 

0.010 

0.17 

0.02 

0.00 

0.00 

0.01 

0.53 

0.63 

0.63 

0.036 

0.91 

0.77 


Faredi 

0829001303753800 

3.964 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.964 

4.32 

0.010 

0.09 

0.01 

0.00 

0.00 

0.00 

0.25 

0.28 

0.35 

0.013 

0.93 

0.83 


Gandher 

0829001203746300 

11.622 

Fresh 

Non-command 

Non-command 

Deccan Traps 

11.622 

4.77 

0.010 

0.15 

0.02 

0.00 

0.00 

0.02 

0.66 

0.71 

0.58 

0.026 

0.91 

0.85 


Gardori 

0829001203728800 

3.909 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.908 

6.06 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.03 

0.002 

0.18 

0.16 


Gatkar 

0829001303762200 

6.075 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.047 

4.43 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.31 

0.47 

0.18 

0.020 

0.93 

0.61 


Ghas Khera 

0829001203746600 

1.664 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.664 

4.31 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.11 

0.11 

0.004 

0.88 

0.85 


Ghotarsi 

0829001203730000 

6.189 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.099 

7.74 

0.010 

0.15 

0.02 

0.00 

0.00 

0.01 

0.59 

0.58 

0.58 

0.013 

0.81 

0.82 


Gordhanpura 

0829001203730300 

2.184 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.842 

5.22 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.04 

0.002 

0.32 

0.34 


Hamja Kheri 

0829001303750600 

0.738 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.738 

2.79 

0.010 

0.08 

0.02 

0.00 

0.00 

0.04 

0.05 

0.05 

0.30 

0.003 

0.92 

0.83 


Hatuniyan 

0829001203729700 

6.509 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.509 

6.35 

0.010 

0.07 

0.01 

0.00 

0.00 

0.05 

0.43 

0.44 

0.27 

0.014 

0.81 

0.79 


Jahazpur 

0829001203746200 

5.283 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.261 

6.63 

0.010 

0.09 

0.01 

0.00 

0.00 

0.00 

0.36 

0.39 

0.36 

0.009 

0.74 

0.69 


Jajali 

0829001303749800 

6.257 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.257 

2.33 

0.010 

0.12 

0.03 

0.00 

0.00 

0.03 

0.21 

0.23 

0.46 

0.021 

0.91 

0.83 


Jalandhar Khera 

0829001303762900 

5.918 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.918 

4.35 

0.010 

0.04 

0.00 

0.00 

0.00 

0.00 

0.30 

0.44 

0.13 

0.020 

0.93 

0.63 


Jamboo Kudi 

0829001303759900 

14.299 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.763 

3.36 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.25 

0.37 

0.05 

0.023 

0.44 

0.29 


Jaswantpura 

0829001203736300 

1.874 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.874 

5.64 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.13 

0.08 

0.004 

0.84 

0.81 


Jeerawata 

0829001303756300 

4.147 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.147 

3.41 

0.010 

0.10 

0.01 

0.00 

0.00 

0.00 

0.23 

0.28 

0.39 

0.014 

0.91 

0.73 


Jethiya Kheri 

0829001303750500 

1.652 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.652 

3.68 

0.010 

0.05 

0.01 

0.00 

0.00 

0.02 

0.08 

0.09 

0.19 

0.006 

0.92 

0.83 


Jhankar 

0829001303749300 

1.708 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.001 

4.50 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jharmari 

0829001303759800 

1.362 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.362 

3.54 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.11 

0.17 

0.005 

0.92 

0.63 


Jhasri 

0829001203737000 

5.180 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.295 

4.71 

0.010 

0.07 

0.01 

0.00 

0.00 

0.00 

0.26 

0.25 

0.27 

0.009 

0.70 

0.74 


Jhaunda 

0829001203746000 

3.215 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.887 

6.77 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.01 

0.002 

0.26 

0.23 


Kachnara 

0829001203729100 

2.408 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.408 

7.44 

0.010 

0.09 

0.01 

0.00 

0.00 

0.00 

0.26 

0.27 

0.37 

0.005 

0.81 

0.78 



0829001303756500 

5.066 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.066 

3.04 

0.010 

0.07 

0.01 

0.00 

0.00 

0.00 

0.21 

0.26 

0.27 

0.017 

0.91 

0.74 


Kalyanpura 

0829001203728900 

7.329 

Fresh 

Non-command 

Non-command 

Deccan Traps 

7.299 

6.95 

0.010 

0.21 

0.03 

0.00 

0.00 

0.01 

0.68 

0.73 

0.83 

0.016 

0.79 

0.73 


Kanad 

0829001303752100 

4.187 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.009 

4.60 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kanar 

0829001303757000 

2.526 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.457 

3.38 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.002 

0.16 

0.13 


Kangarh 

0829001303764600 

11.198 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.532 

4.02 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.13 

0.06 

0.005 

0.13 

0.08 


Kanthar 

0829001203735200 

1.687 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.687 

3.52 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.11 

0.004 

0.81 

0.73 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Arniya 

0829001203734600 

0.03 

0.06 

347.64 

0.07 

0.02 

0.09 

0.06 

0.89 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.143 

0.007 

0.136 

0.489 

359.04 

Over Exploited 

Arnod 

0829001303751000 

0.04 

0.45 

97.16 

0.54 

0.07 

0.62 

0.06 

0.86 

- 

0.2100 

- 

- 

0.007 

0.217 

0.217 

0.834 

0.042 

0.792 

1.163 

146.87 

Over Exploited 

Asawata 

0829001203736500 

0.03 

0.15 

221.81 

0.18 

0.02 

0.20 

0.06 

0.92 

- 

0.1100 

- 

- 

0.004 

0.114 

0.114 

0.316 

0.016 

0.301 

0.596 

198.21 

Over Exploited 

Athinera 

0829001303750100 

0.04 

0.16 

49.54 

0.19 

0.03 

0.22 

0.07 

0.98 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.299 

0.015 

0.284 

0.451 

159.16 

Over Exploited 

Awleshwar 

0829001203730200 

0.03 

0.14 

440.79 

0.16 

0.08 

0.25 

0.06 

0.84 

- 

0.2200 

- 

- 

0.021 

0.241 

0.241 

0.489 

0.024 

0.464 

2.000 

430.58 

Over Exploited 

Baga Kheri 

0829001303753700 

0.04 

0.07 

106.74 

0.08 

- 

0.08 

0.07 

0.99 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.101 

0.005 

0.096 

0.088 

91.68 

Critical 

Bagariya 

0829001203735800 

0.03 

0.06 

189.52 

0.08 

- 

0.08 

0.06 

0.89 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.086 

0.004 

0.082 

0.112 

137.47 

Over Exploited 

Baj'rang Garh 

0829001203736600 

0.03 

0.09 

213.48 

0.11 

0.02 

0.14 

0.06 

0.91 

- 

0.0700 

- 

- 

0.020 

0.090 

0.090 

0.227 

0.011 

0.216 

0.358 

165.87 

Over Exploited 

Baneriya Kalan 

0829001303749500 

0.04 

0.12 

41.10 

0.14 

0.05 

0.20 

0.07 

1.00 

- 

0.0500 

- 

- 

0.065 

0.115 

0.115 

0.312 

0.016 

0.297 

0.284 

95.67 

Critical 

Banslai 

0829001303763100 

0.04 

0.26 

180.25 

0.31 

0.02 

0.33 

0.05 

1.00 

- 

0.1000 

- 

- 

0.002 

0.102 

0.102 

0.432 

0.022 

0.411 

0.580 

141.13 

Over Exploited 

Bari Sakhthali 

0829001303763000 

0.04 

0.41 

214.63 

0.49 

0.05 

0.54 

0.05 

1.00 

- 

0.2400 

- 

- 

0.005 

0.245 

0.245 

0.786 

0.039 

0.747 

1.296 

173.46 

Over Exploited 

Barkheri 

0829001203735700 

0.03 

0.03 

209.78 

0.03 

- 

0.03 

0.06 

0.89 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.043 

0.002 

0.041 

0.086 

209.51 

Over Exploited 


0829001203746800 

0.03 

0.06 

164.91 

0.07 

0.01 

0.08 

0.06 

0.94 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.124 

0.006 

0.117 

0.237 

201.85 

Over Exploited 


0829001303755600 

0.04 

0.13 

46.74 

0.16 

0.01 

0.17 

0.07 

0.98 

- 

0.0500 

- 

- 

0.003 

0.053 

0.053 

0.224 

0.011 

0.213 

0.295 

138.66 

Over Exploited 

Barmandal 

0829001203728400 

0.03 

0.00 

293,383.57 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Barodiya 

0829001203735500 

0.03 

0.03 

200.82 

0.04 

0.01 

0.05 

0.06 

0.88 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.071 

0.004 

0.067 

0.178 

265.35 

Over Exploited 

Barotha 

0829001203735900 

0.03 

0.11 

242.14 

0.13 

0.01 

0.14 

0.06 

0.90 

- 

0.0400 

- 

- 

0.005 

0.045 

0.045 

0.188 

0.009 

0.178 

0.351 

196.78 

Over Exploited 

Barwas Kalan 

0829001303756700 

0.04 

0.31 

56.76 

0.38 

0.02 

0.40 

0.06 

0.96 

- 

0.0800 

- 

- 

0.002 

0.082 

0.082 

0.479 

0.024 

0.455 

0.442 

97.24 

Critical 

Barwas Khurd 

0829001303752900 

0.04 

0.13 

114.32 

0.16 

0.01 

0.17 

0.07 

1.00 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.198 

0.010 

0.188 

0.190 

101.13 

Over Exploited 

Basad 

0829001203730400 

0.03 

0.00 

990,620.16 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Basera 

0829001203734800 

0.03 

0.05 

354.97 

0.06 

0.01 

0.07 

0.06 

0.88 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.111 

0.006 

0.105 

0.387 

368.57 

Over Exploited 

Bedma 

0829001303750700 

0.04 

0.28 

26.00 

0.33 

0.06 

0.39 

0.07 

1.00 

- 

0.1000 

- 

- 

0.044 

0.144 

0.144 

0.537 

0.027 

0.510 

0.562 

110.27 

Over Exploited 

Belara 

0829001203747000 

0.03 

0.05 

158.82 

0.06 

0.01 

0.07 

0.07 

0.94 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.100 

0.005 

0.095 

0.181 

189.99 

Over Exploited 

Belari 

0829001203746900 

0.03 

0.03 

191.36 

0.04 

- 

0.04 

0.06 

0.93 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.057 

0.003 

0.054 

0.104 

193.05 

Over Exploited 

Bhachundla 

0829001303758700 

0.04 

0.14 

165.33 

0.17 

0.02 

0.19 

0.06 

0.97 

- 

0.0900 

- 

- 

0.002 

0.092 

0.092 

0.282 

0.014 

0.268 

0.498 

186.12 

Over Exploited 

Bhanawada 

0829001203736700 

0.03 

0.04 

169.88 

0.05 

0.01 

0.06 

0.06 

0.92 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.093 

0.005 

0.089 

0.168 

189.62 

Over Exploited 

Bilesari 

0829001203747400 

0.03 

0.12 

95.60 

0.15 

0.01 

0.16 

0.07 

0.94 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.196 

0.010 

0.186 

0.214 

114.72 

Over Exploited 

Bordiya 

0829001303762800 

0.04 

0.25 

145.83 

0.30 

0.03 

0.33 

0.06 

0.99 

- 

0.1100 

- 

- 

0.010 

0.120 

0.120 

0.446 

0.022 

0.424 

0.598 

141.25 

Over Exploited 

Chacha Kheri 

0829001303749600 

0.04 

0.14 

44.29 

0.17 

0.03 

0.20 

0.07 

1.00 

- 

0.0800 

- 

- 

0.004 

0.085 

0.085 

0.285 

0.014 

0.271 

0.414 

152.79 

Over Exploited 

Chakoonda 

0829001303759100 

0.04 

0.07 

256.08 

0.09 

0.02 

0.11 

0.06 

0.97 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

0.220 

0.011 

0.209 

0.595 

284.81 

Over Exploited 

Chandera 

0829001303759300 

0.04 

0.31 

165.91 

0.37 

0.05 

0.42 

0.06 

0.97 

- 

0.2100 

- 

- 

0.009 

0.220 

0.220 

0.640 

0.032 

0.608 

1.147 

188.53 

Over Exploited 

Choopna 

0829001303753900 

0.04 

0.41 

123.81 

0.50 

0.02 

0.52 

0.07 

0.99 

- 

0.0900 

- 

- 

0.000 

0.090 

0.090 

0.608 

0.030 

0.577 

0.544 

94.14 

Critical 

Dabra 

0829001203728500 

0.03 

0.00 

2,890.95 

0.00 

- 

0.00 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.051 

460.19 

Over Exploited 

Dalot 

0829001303759400 

0.04 

0.61 

155.71 

0.73 

0.07 

0.80 

0.06 

0.98 

- 

0.3200 

- 

- 

0.015 

0.335 

0.335 

1.132 

0.057 

1.075 

1.740 

161.86 

Over Exploited 

Depur 

0829001303757100 

0.04 

0.00 

24,478.72 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dewad 

0829001203734500 

0.03 

0.15 

276.90 

0.18 

0.02 

0.20 

0.06 

0.88 

- 

0.0700 

- 

- 

0.001 

0.071 

0.071 

0.269 

0.013 

0.255 

0.600 

235.04 

Over Exploited 

Dewaldi 

0829001303753200 

0.04 

0.09 

65.27 

0.10 

0.01 

0.11 

0.07 

1.00 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.134 

0.007 

0.128 

0.166 

130.02 

Over Exploited 

Dhanesari 

0829001203735400 

0.03 

0.01 

331.81 

0.02 

- 

0.02 

0.06 

0.88 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.025 

0.001 

0.024 

0.120 

497.14 

Over Exploited 

Diwala 

0829001303754100 

0.04 

0.27 

89.56 

0.32 

0.01 

0.33 

0.07 

0.98 

- 

0.0500 

- 

- 

0.002 

0.052 

0.052 

0.384 

0.019 

0.364 

0.285 

78.32 

Semi Critical 


0829001303759500 

0.04 

0.16 

126.55 

0.19 

0.01 

0.21 

0.06 

0.98 

- 

0.0600 

- 

- 

0.007 

0.067 

0.067 

0.273 

0.014 

0.260 

0.310 

119.21 

Over Exploited 

Dorana 

0829001303755700 

0.04 

0.39 

61.13 

0.47 

0.03 

0.49 

0.07 

0.97 

- 

0.1200 

- 

- 

0.009 

0.129 

0.129 

0.624 

0.031 

0.593 

0.670 

112.99 

Over Exploited 

Faredi 

0829001303753800 

0.04 

0.15 

87.01 

0.18 

0.01 

0.19 

0.07 

1.00 

- 

0.0400 

- 

- 

0.002 

0.042 

0.042 

0.232 

0.012 

0.220 

0.361 

164.03 

Over Exploited 

Gandher 

0829001203746300 

0.03 

0.28 

158.22 

0.33 

0.04 

0.37 

0.07 

0.98 

- 

0.1100 

- 

- 

0.033 

0.144 

0.144 

0.516 

0.026 

0.491 

0.606 

123.45 

Over Exploited 

Gardori 

0829001203728800 

0.03 

0.00 

1,623.18 

0.01 

- 

0.01 

0.01 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.030 

613.62 

Over Exploited 

Gatkar 

0829001303762200 

0.04 

0.23 

105.70 

0.27 

0.01 

0.28 

0.06 

0.98 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.312 

0.016 

0.296 

0.195 

65.99 

Safe 

Ghas Khera 

0829001203746600 

0.03 

0.04 

175.92 

0.05 

- 

0.05 

0.07 

0.95 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.066 

0.003 

0.063 

0.109 

173.27 

Over Exploited 

Ghotarsi 

0829001203730000 

0.03 

0.13 

353.00 

0.15 

0.03 

0.19 

0.06 

0.86 

- 

0.1100 

- 

- 

0.018 

0.128 

0.128 

0.314 

0.016 

0.298 

0.596 

200.11 

Over Exploited 

Gordhanpura 

0829001203730300 

0.03 

0.01 

619.24 

0.01 

- 

0.01 

0.02 

0.34 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.040 

498.89 

Over Exploited 

Hamja Kheri 

0829001303750600 

0.04 

0.03 

82.10 

0.03 

0.06 

0.09 

0.07 

0.99 

- 

0.0600 

- 

- 

0.053 

0.113 

0.113 

0.202 

0.010 

0.192 

0.300 

156.39 

Over Exploited 

Hatuniyan 

0829001203729700 

0.03 

0.14 

219.99 

0.17 

0.06 

0.22 

0.06 

0.87 

- 

0.0300 

- 

- 

0.068 

0.098 

0.098 

0.319 

0.016 

0.303 

0.280 

92.58 

Critical 

Jahazpur 

0829001203746200 

0.03 

0.08 

373.07 

0.10 

0.01 

0.11 

0.06 

0.79 

- 

0.0700 

- 

- 

0.002 

0.072 

0.072 

0.182 

0.009 

0.173 

0.366 

212.00 

Over Exploited 

Jajali 

0829001303749800 

0.04 

0.23 

0.18 

0.23 

0.06 

0.29 

0.07 

0.98 

- 

0.0900 

- 

- 

0.038 

0.128 

0.128 

0.415 

0.021 

0.395 

0.477 

120.95 

Over Exploited 

Jalandhar Khera 

0829001303762900 

0.04 

0.22 

97.03 

0.27 

0.00 

0.27 

0.06 

0.98 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.289 

0.014 

0.275 

0.145 

52.80 

Safe 

Jamboo Kudi 

0829001303759900 

0.04 

0.12 

209.91 

0.14 

0.00 

0.15 

0.03 

0.46 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.158 

0.008 

0.150 

0.071 

47.14 

Safe 

Jaswantpura 

0829001203736300 

0.03 

0.04 

207.02 

0.05 

0.00 

0.05 

0.06 

0.91 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.069 

0.003 

0.065 

0.084 

128.68 

Over Exploited 

Jeerawata 

0829001303756300 

0.04 

0.15 

87.02 

0.18 

0.01 

0.20 

0.06 

0.97 

- 

0.0700 

- 

- 

0.005 

0.075 

0.075 

0.270 

0.014 

0.257 

0.403 

157.01 

Over Exploited 

Jethiya Kheri 

0829001303750500 

0.04 

0.06 

47.90 

0.07 

0.03 

0.10 

0.07 

0.99 

- 

0.0400 

- 

- 

0.028 

0.068 

0.068 

0.171 

0.009 

0.162 

0.200 

123.16 

Over Exploited 

Jhankar 

0829001303749300 

0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jharmari 

0829001303759800 

0.04 

0.05 

120.98 

0.06 

0.01 

0.07 

0.06 

0.97 

- 

0.0300 

- 

- 

0.002 

0.033 

0.033 

0.105 

0.005 

0.100 

0.173 

173.34 

Over Exploited 

Jhasri 

0829001203737000 

0.03 

0.08 

217.73 

0.09 

0.01 

0.11 

0.05 

0.75 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.156 

0.008 

0.148 

0.282 

190.72 

Over Exploited 

Jhaunda 

0829001203746000 

0.03 

0.01 

1,010.19 

0.01 

- 

0.01 

0.02 

0.28 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.015 

221.31 

Over Exploited 

Kachnara 

0829001203729100 

0.03 

0.05 

427.96 

0.06 

0.01 

0.07 

0.06 

0.86 

- 

0.0700 

- 

- 

0.002 

0.072 

0.072 

0.144 

0.007 

0.137 

0.377 

276.17 

Over Exploited 


0829001303756500 

0.04 

0.19 

41.78 

0.22 

0.01 

0.23 

0.06 

0.97 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.283 

0.014 

0.269 

0.291 

108.23 

Over Exploited 

Kalyanpura 

0829001203728900 

0.03 

0.15 

385.98 

0.18 

0.04 

0.22 

0.06 

0.85 

- 

0.1600 

- 

- 

0.013 

0.173 

0.173 

0.393 

0.020 

0.373 

0.847 

227.07 

Over Exploited 

Kanad 

0829001303752100 

0.04 

0.00 

49,830.96 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kanar 

0829001303757000 

0.04 

0.00 

949.46 

0.00 

- 

0.00 

0.01 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.033 

251.47 

Over Exploited 

Kangarh 

0829001303764600 

0.04 

0.01 

1,530.19 

0.01 

- 

0.01 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.020 

0.001 

0.019 

0.067 

356.86 

Over Exploited 

Kanthar 

0829001203735200 

0.03 

0.04 

176.99 

0.04 

- 

0.04 

0.06 

0.87 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.053 

0.003 

0.050 

0.109 

217.08 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Karai Khera 

082900130376070C 

1.321 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.185 

2.90 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.13 

0.09 


Karyawad 

0829001203734000 

5.162 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.130 

5.17 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.02 

0.02 


Katkari 

0829001203729400 

1.753 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.753 

3.39 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.10 

0.14 

0.004 

0.80 

0.73 


Keet Kheri 

0829001203734200 

1.299 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.159 

4.96 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.08 

0.15 

0.003 

0.75 

0.80 


Kerwas 

0829001203745900 

3.112 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.394 

5.49 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.03 

0.001 

0.12 

0.11 


Kesharpura 

0829001303762000 

2.783 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.854 

3.65 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.07 

0.02 

0.003 

0.29 

0.18 


Kharkhara 

0829001303752700 

10.306 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.194 

5.03 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.19 

0.21 

0.11 

0.011 

0.29 

0.25 


Kheri 

0829001303758600 

1.411 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.411 

4.54 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.13 

0.13 

0.005 

0.91 

0.68 


Khoontwas 

0829001303762600 

3.918 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.918 

4.44 

0.010 

0.14 

0.02 

0.00 

0.00 

0.00 

0.29 

0.42 

0.54 

0.013 

0.92 

0.64 


Kodinera 

0829001303750200 

2.930 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.930 

4.79 

0.010 

0.13 

0.02 

0.00 

0.00 

0.00 

0.25 

0.28 

0.50 

0.010 

0.92 

0.82 


Kotri 

0829001303756000 

7.920 

Fresh 

Non-command 

Non-command 

Deccan Traps 

7.920 

3.16 

0.010 

0.33 

0.05 

0.00 

0.00 

0.00 

0.53 

0.64 

1.30 

0.027 

0.90 

0.75 


Kulthana 

0829001203747100 

9.640 

Fresh 

Non-command 

Non-command 

Deccan Traps 

9.640 

2.60 

0.010 

0.18 

0.04 

0.00 

0.00 

0.00 

0.39 

0.42 

0.68 

0.021 

0.89 

0.83 


Kuni 

0829001203735000 

2.868 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.868 

3.39 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.15 

0.16 

0.22 

0.006 

0.81 

0.74 


Lakhaniya 

0829001303762500 

2.208 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.208 

4.58 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.15 

0.22 

0.22 

0.007 

0.92 

0.63 


Lala Kheri 

0829001303762300 

4.725 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.725 

5.00 

0.010 

0.07 

0.01 

0.00 

0.00 

0.00 

0.30 

0.45 

0.26 

0.016 

0.94 

0.61 


Langariya 

0829001303758300 

1.263 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.124 

2.96 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.08 

0.17 

0.004 

0.80 

0.59 


Loopri 

0829001303753000 

5.192 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.864 

4.89 

0.010 

0.13 

0.02 

0.00 

0.00 

0.01 

0.34 

0.38 

0.48 

0.016 

0.87 

0.78 


Machlana 

0829001203729600 

2.097 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.097 

3.87 

0.010 

0.06 

0.01 

0.00 

0.00 

0.01 

0.13 

0.13 

0.22 

0.005 

0.81 

0.76 


Machlani 

0829001203729500 

1.000 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.000 

3.40 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.06 

0.002 

0.81 

0.75 


Mahuri Khera 

0829001303752400 

0.925 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.001 

5.18 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mai Chacha Kheri 

0829001303756600 

1.039 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.039 

4.38 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.07 

0.004 

0.91 

0.71 


Malpeeprodi 

0829001303758800 

1.292 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.292 

4.52 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.06 

0.004 

0.91 

0.70 


Mandawara 

0829001303749700 

5.421 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.421 

2.03 

0.010 

0.12 

0.03 

0.00 

0.00 

0.00 

0.20 

0.22 

0.44 

0.018 

0.92 

0.84 


Mandwi 

0829001303756100 

3.808 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.808 

3.27 

0.010 

0.12 

0.02 

0.00 

0.00 

0.00 

0.22 

0.28 

0.45 

0.013 

0.90 

0.73 


Manpura Kalan 

0829001303763500 

3.858 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.419 

4.01 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.14 

0.10 

0.005 

0.35 

0.22 


Manpura Khurd 

0829001303763400 

1.079 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.569 

3.81 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.07 

0.07 

0.002 

0.50 

0.31 


Mata Ji Ka Seegpuriya 

0829001303753100 

4.403 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.725 

4.35 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.14 

0.03 

0.009 

0.58 

0.52 


Meerawata 

0829001303759000 

3.974 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.974 

4.00 

0.010 

0.10 

0.01 

0.00 

0.00 

0.01 

0.24 

0.31 

0.38 

0.013 

0.91 

0.70 


Moba Kheri 

0829001303756400 

2.558 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.558 

3.17 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.13 

0.14 

0.009 

0.91 

0.75 


Moheda 

0829001303754200 

14.966 

Fresh 

Non-command 

Non-command 

Deccan Traps 

14.867 

4.48 

0.010 

0.18 

0.02 

0.00 

0.00 

0.01 

0.82 

0.95 

0.65 

0.050 

0.91 

0.78 


Mokhampura 

0829001203730100 

3.630 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.630 

7.68 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.33 

0.31 

0.22 

0.008 

0.82 

0.85 


Morjhar 

0829001203729300 

1.914 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.914 

4.06 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.12 

0.13 

0.20 

0.004 

0.80 

0.74 


Morundi 

0829001303756900 

1.688 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.329 

3.38 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.18 

0.14 


Mothiya 

0829001303765400 

4.544 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.820 

5.36 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.15 

0.24 

0.22 

0.006 

0.39 

0.24 


Mowai 

0829001303754000 

4.656 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.656 

5.39 

0.010 

0.12 

0.02 

0.00 

0.00 

0.00 

0.35 

0.40 

0.44 

0.016 

0.91 

0.80 


Nagdera 

0829001303750900 

8.165 

Fresh 

Non-command 

Non-command 

Deccan Traps 

8.165 

3.84 

0.010 

0.12 

0.02 

0.00 

0.00 

0.01 

0.41 

0.45 

0.45 

0.028 

0.93 

0.84 


Nagdi 

0829001303755400 

5.632 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.990 

3.47 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.07 

0.003 

0.16 

0.14 


Nanana 

0829001203735300 

2.420 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.420 

3.66 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.12 

0.08 

0.005 

0.82 

0.75 


Nathu Kheri 

0829001203729000 

3.488 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.706 

7.21 

0.010 

0.07 

0.01 

0.00 

0.00 

0.00 

0.25 

0.25 

0.28 

0.006 

0.63 

0.64 



0829001303750000 

1.383 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.383 

2.30 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.05 

0.06 

0.11 

0.005 

0.90 

0.82 


Naya Khera 

0829001303749200 

2.263 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.458 

4.11 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.002 

0.19 

0.17 


Neenor 

0829001303762400 

14.747 

Fresh 

Non-command 

Non-command 

Deccan Traps 

14.747 

4.28 

0.010 

0.66 

0.10 

0.00 

0.00 

0.02 

1.17 

1.77 

2.56 

0.050 

0.93 

0.62 


Nogawan 

0829001303750800 

4.931 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.929 

4.27 

0.010 

0.14 

0.02 

0.00 

0.00 

0.00 

0.33 

0.37 

0.53 

0.017 

0.93 

0.84 


Padooni 

0829001303753300 

7.145 

Fresh 

Non-command 

Non-command 

Deccan Traps 

7.145 

5.14 

0.010 

0.11 

0.01 

0.00 

0.00 

0.00 

0.47 

0.52 

0.39 

0.024 

0.92 

0.82 


Panchewa 

0829001303762700 

1.823 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.823 

4.45 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.12 

0.17 

0.19 

0.006 

0.92 

0.65 


Panriya 

0829001203737800 

1.552 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.076 

6.46 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.04 

0.04 


Parpatiya 

0829001303755800 

0.487 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.487 

3.44 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.10 

0.002 

0.91 

0.77 


Patniya 

0829001203735600 

1.299 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.299 

5.23 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.08 

0.003 

0.83 

0.78 


Peeprodi 

0829001303758900 

4.253 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.253 

4.04 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.24 

0.08 

0.014 

0.91 

0.71 


Pingthali 

0829001303755300 

2.825 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.136 

3.38 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.000 

0.04 

0.04 


Pooniya Kheri 

0829001303763200 

1.595 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.595 

4.72 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.16 

0.17 

0.005 

0.94 

0.60 


Pratappura 

0829001203729800 

1.559 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.559 

6.96 

0.010 

0.06 

0.01 

0.00 

0.00 

0.01 

0.15 

0.15 

0.24 

0.003 

0.81 

0.77 


Raipuriya 

0829001203747200 

1.772 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.772 

2.05 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.08 

0.004 

0.90 

0.83 


Rajora 

0829001203734300 

6.675 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.577 

5.22 

0.010 

0.14 

0.02 

0.00 

0.00 

0.02 

0.45 

0.42 

0.53 

0.014 

0.82 

0.87 


Rajpuriya 

0829001203735100 

1.310 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.310 

3.46 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.06 

0.003 

0.80 

0.72 


Ramgarh 

0829001203736200 

3.681 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.681 

5.08 

0.010 

0.04 

0.00 

0.00 

0.00 

0.00 

0.23 

0.24 

0.13 

0.008 

0.85 

0.81 


Ramnagar 

0829001303752800 

4.550 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.550 

5.91 

0.010 

0.14 

0.02 

0.00 

0.00 

0.00 

0.39 

0.44 

0.54 

0.015 

0.92 

0.81 


Ratangarh 

0829001303753500 

0.329 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.329 

5.43 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.09 

0.001 

0.91 

0.81 


Reechha 

0829001303750400 

2.847 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.847 

4.38 

0.010 

0.07 

0.01 

0.00 

0.00 

0.00 

0.18 

0.21 

0.27 

0.010 

0.92 

0.83 


Richhawara 

0829001203729200 

4.114 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.114 

5.71 

0.010 

0.12 

0.02 

0.00 

0.00 

0.00 

0.33 

0.37 

0.47 

0.009 

0.80 

0.73 


Sakar Kheri 

0829001203734700 

2.991 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.991 

5.80 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.20 

0.21 

0.15 

0.007 

0.83 

0.80 


Sakhthali Khurd 

0829001303752500 

14.766 

Fresh 

Non-command 

Non-command 

Deccan Traps 

9.748 

5.31 

0.010 

0.07 

0.01 

0.00 

0.00 

0.00 

0.57 

0.64 

0.24 

0.033 

0.62 

0.55 


Salamgarh 

0829001303758200 

5.338 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.402 

2.90 

0.010 

0.09 

0.02 

0.00 

0.00 

0.00 

0.14 

0.19 

0.35 

0.008 

0.40 

0.29 


Sanchai 

0829001203736900 

4.736 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.736 

4.30 

0.010 

0.08 

0.01 

0.00 

0.00 

0.03 

0.25 

0.24 

0.32 

0.010 

0.85 

0.87 


Sanoti 

0829001203747300 

6.447 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.447 

2.38 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.19 

0.21 

0.19 

0.014 

0.89 

0.82 


Sardarpura 

0829001303759700 

1.648 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.574 

3.02 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.11 

0.15 

0.005 

0.87 

0.61 


Sarkot 

0829001303764700 

14.660 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.190 

4.52 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.21 

0.34 

0.08 

0.014 

0.28 

0.17 


Sat Mahuri 

0829001303759600 

1.554 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.554 

3.99 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.12 

0.07 

0.005 

0.91 

0.65 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Karai Khera 

0829001303760700 

0.04 

0.00 

728.06 

0.00 

- 

0.00 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.006 

523.91 

Over Exploited 

Karyawad 

0829001203734000 

0.03 

0.00 

8,520.69 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

10,107.35 

Over Exploited 

Katkari 

0829001203729400 

0.03 

0.04 

166.99 

0.04 

0.01 

0.05 

0.06 

0.86 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.074 

0.004 

0.071 

0.144 

203.78 

Over Exploited 

Keet Kheri 

0829001203734200 

0.03 

0.02 

259.38 

0.03 

0.01 

0.04 

0.05 

0.80 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.068 

0.003 

0.064 

0.154 

238.30 

Over Exploited 

Kerwas 

0829001203745900 

0.03 

0.00 

2,776.38 

0.00 

- 

0.00 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.011 

0.030 

274.33 

Over Exploited 

Kesharpura 

0829001303762000 

0.04 

0.01 

552.57 

0.01 

- 

0.01 

0.02 

0.31 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.011 

0.027 

235.76 

Over Exploited 

Kharkhara 

0829001303752700 

0.04 

0.04 

472.23 

0.04 

0.00 

0.05 

0.02 

0.31 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.073 

0.004 

0.069 

0.121 

174.15 

Over Exploited 

Kheri 

0829001303758600 

0.04 

0.05 

141.24 

0.06 

0.00 

0.06 

0.06 

0.97 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.082 

0.004 

0.078 

0.137 

174.97 

Over Exploited 

Khoontwas 

0829001303762600 

0.04 

0.15 

188.91 

0.18 

0.02 

0.20 

0.06 

0.98 

- 

0.1000 

- 

- 

0.002 

0.102 

0.102 

0.299 

0.015 

0.284 

0.556 

195.58 

Over Exploited 

Kodinera 

0829001303750200 

0.04 

0.11 

157.23 

0.13 

0.02 

0.15 

0.07 

0.99 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.240 

0.012 

0.228 

0.512 

224.34 

Over Exploited 

Kotri 

0829001303756000 

0.04 

0.29 

120.71 

0.35 

0.05 

0.40 

0.07 

0.97 

- 

0.2400 

- 

- 

0.003 

0.243 

0.243 

0.643 

0.032 

0.611 

1.328 

217.42 

Over Exploited 

Kulthana 

0829001203747100 

0.03 

0.22 

86.08 

0.27 

0.04 

0.31 

0.07 

0.96 

- 

0.1300 

- 

- 

0.002 

0.132 

0.132 

0.441 

0.022 

0.419 

0.701 

167.38 

Over Exploited 

Kuni 

0829001203735000 

0.03 

0.06 

162.02 

0.07 

0.01 

0.08 

0.06 

0.87 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.108 

0.005 

0.102 

0.222 

217.66 

Over Exploited 

Lakhaniya 

0829001303762500 

0.04 

0.08 

163.07 

0.10 

0.01 

0.11 

0.06 

0.98 

- 

0.0400 

- 

- 

0.003 

0.043 

0.043 

0.155 

0.008 

0.147 

0.228 

155.57 

Over Exploited 

Lala Kheri 

0829001303762300 

0.04 

0.18 

152.18 

0.21 

0.01 

0.23 

0.05 

0.99 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.277 

0.014 

0.263 

0.275 

104.53 

Over Exploited 

Langariya 

0829001303758300 

0.04 

0.04 

123.27 

0.04 

0.01 

0.06 

0.05 

0.86 

- 

0.0300 

- 

- 

0.005 

0.035 

0.035 

0.093 

0.005 

0.088 

0.170 

192.92 

Over Exploited 

Loopri 

0829001303753000 

0.04 

0.17 

121.06 

0.21 

0.03 

0.23 

0.07 

0.94 

- 

0.0900 

- 

- 

0.011 

0.101 

0.101 

0.334 

0.017 

0.317 

0.498 

157.00 

Over Exploited 

Machlana 

0829001203729600 

0.03 

0.04 

202.97 

0.05 

0.02 

0.07 

0.06 

0.87 

- 

0.0200 

- 

- 

0.008 

0.028 

0.028 

0.097 

0.005 

0.092 

0.220 

239.52 

Over Exploited 

Machlani 

0829001203729500 

0.03 

0.02 

124.46 

0.03 

- 

0.03 

0.06 

0.87 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.035 

0.002 

0.034 

0.058 

173.62 

Over Exploited 

Mahuri Khera 

0829001303752400 

0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mai Chacha Kheri 

0829001303756600 

0.04 

0.04 

119.28 

0.05 

- 

0.05 

0.06 

0.97 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.056 

0.003 

0.053 

0.071 

133.15 

Over Exploited 

Malpeeprodi 

0829001303758800 

0.04 

0.05 

104.69 

0.06 

0.00 

0.06 

0.06 

0.97 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.075 

0.004 

0.071 

0.066 

93.69 

Critical 

Mandawara 

0829001303749700 

0.04 

0.20 

8.77 

0.22 

0.03 

0.25 

0.07 

0.99 

- 

0.0800 

- 

- 

0.001 

0.081 

0.081 

0.330 

0.016 

0.313 

0.462 

147.51 

Over Exploited 

Mandwi 

0829001303756100 

0.04 

0.14 

100.80 

0.17 

0.02 

0.19 

0.06 

0.97 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.267 

0.013 

0.254 

0.464 

182.83 

Over Exploited 

Manpura Kalan 

0829001303763500 

0.04 

0.02 

597.68 

0.02 

- 

0.02 

0.02 

0.37 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.044 

0.002 

0.042 

0.106 

251.88 

Over Exploited 

Manpura Khurd 

0829001303763400 

0.04 

0.01 

479.25 

0.01 

- 

0.01 

0.03 

0.53 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.024 

0.001 

0.023 

0.067 

295.28 

Over Exploited 

Mata Ji Ka Seegpuriya 

0829001303753100 

0.04 

0.06 

124.73 

0.08 

- 

0.08 

0.04 

0.62 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.086 

0.004 

0.082 

0.043 

52.63 

Safe 

Meerawata 

0829001303759000 

0.04 

0.15 

115.54 

0.17 

0.02 

0.19 

0.06 

0.97 

- 

0.0700 

- 

- 

0.008 

0.078 

0.078 

0.269 

0.013 

0.255 

0.392 

153.82 

Over Exploited 

Moba Kheri 

0829001303756400 

0.04 

0.09 

42.98 

0.11 

0.01 

0.12 

0.07 

0.97 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.153 

0.008 

0.146 

0.145 

99.32 

Critical 

Moheda 

0829001303754200 

0.04 

0.55 

73.73 

0.66 

0.03 

0.68 

0.07 

0.98 

- 

0.1200 

- 

- 

0.009 

0.129 

0.129 

0.812 

0.041 

0.771 

0.698 

90.56 

Critical 

Mokhampura 

0829001203730100 

0.03 

0.08 

304.28 

0.09 

0.01 

0.11 

0.06 

0.88 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.131 

0.007 

0.125 

0.224 

179.57 

Over Exploited 

Morjhar 

0829001203729300 

0.03 

0.04 

217.91 

0.05 

0.01 

0.06 

0.06 

0.86 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.078 

0.004 

0.074 

0.200 

270.15 

Over Exploited 

Morundi 

0829001303756900 

0.04 

0.00 

507.95 

0.00 

- 

0.00 

0.01 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.006 

229.60 

Over Exploited 

Mothiya 

0829001303765400 

0.04 

0.03 

740.16 

0.03 

0.01 

0.05 

0.02 

0.41 

- 

0.0400 

- 

- 

0.002 

0.042 

0.042 

0.088 

0.004 

0.083 

0.227 

273.24 

Over Exploited 

Mowai 

0829001303754000 

0.04 

0.17 

132.96 

0.21 

0.02 

0.23 

0.07 

0.98 

- 

0.0800 

- 

- 

0.001 

0.081 

0.081 

0.308 

0.015 

0.293 

0.460 

157.07 

Over Exploited 

Nagdera 

0829001303750900 

0.04 

0.31 

46.01 

0.37 

0.03 

0.40 

0.07 

1.01 

- 

0.0800 

- 

- 

0.011 

0.091 

0.091 

0.488 

0.024 

0.464 

0.477 

102.82 

Over Exploited 

Nagdi 

0829001303755400 

0.04 

0.01 

892.43 

0.01 

- 

0.01 

0.01 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.075 

447.78 

Over Exploited 

Nanana 

0829001203735300 

0.03 

0.05 

129.16 

0.06 

- 

0.06 

0.06 

0.88 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.072 

0.004 

0.068 

0.088 

129.51 

Over Exploited 

Nathu Kheri 

0829001203729000 

0.03 

0.04 

459.96 

0.05 

0.01 

0.07 

0.05 

0.68 

- 

0.0500 

- 

- 

0.003 

0.053 

0.053 

0.119 

0.006 

0.113 

0.282 

250.30 

Over Exploited 


0829001303750000 

0.04 

0.05 

12.48 

0.06 

0.01 

0.07 

0.07 

0.97 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.087 

0.004 

0.083 

0.110 

132.87 

Over Exploited 

Naya Khera 

0829001303749200 

0.04 

0.00 

805.66 

0.00 

- 

0.00 

0.01 

0.21 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.014 

0.036 

262.81 

Over Exploited 

Neenor 

0829001303762400 

0.04 

0.56 

217.22 

0.67 

0.12 

0.79 

0.06 

0.99 

- 

0.4800 

- 

- 

0.028 

0.508 

0.508 

1.295 

0.065 

1.230 

2.608 

212.03 

Over Exploited 

Nogawan 

0829001303750800 

0.04 

0.19 

97.06 

0.22 

0.02 

0.24 

0.07 

1.01 

- 

0.1000 

- 

- 

0.001 

0.101 

0.101 

0.345 

0.017 

0.327 

0.543 

165.79 

Over Exploited 

Padooni 

0829001303753300 

0.04 

0.27 

95.68 

0.32 

0.01 

0.33 

0.07 

0.99 

- 

0.0700 

- 

- 

0.001 

0.071 

0.071 

0.402 

0.020 

0.382 

0.418 

109.61 

Over Exploited 

Panchewa 

0829001303762700 

0.04 

0.07 

153.35 

0.08 

0.01 

0.09 

0.06 

0.98 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.131 

0.007 

0.125 

0.198 

159.02 

Over Exploited 

Panriya 

0829001203737800 

0.03 

0.00 

5,593.76 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

4,337.28 

Over Exploited 

Parpatiya 

0829001303755800 

0.04 

0.02 

206.70 

0.02 

- 

0.02 

0.07 

0.97 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.041 

0.002 

0.039 

0.103 

260.50 

Over Exploited 

Patniya 

0829001203735600 

0.03 

0.03 

231.07 

0.03 

- 

0.03 

0.06 

0.89 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.044 

0.002 

0.041 

0.087 

209.70 

Over Exploited 

Peeprodi 

0829001303758900 

0.04 

0.16 

55.96 

0.19 

- 

0.19 

0.06 

0.97 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.197 

0.010 

0.187 

0.090 

48.24 

Safe 

Pingthali 

0829001303755300 

0.04 

0.00 

2,169.99 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

1,977.66 

Over Exploited 

Pooniya Kheri 

0829001303763200 

0.04 

0.06 

170.47 

0.07 

0.01 

0.08 

0.05 

1.00 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.113 

0.006 

0.108 

0.177 

164.69 

Over Exploited 

Pratappura 

0829001203729800 

0.03 

0.03 

366.67 

0.04 

0.02 

0.06 

0.06 

0.86 

- 

0.0500 

- 

- 

0.020 

0.070 

0.070 

0.132 

0.007 

0.125 

0.244 

195.26 

Over Exploited 

Raipuriya 

0829001203747200 

0.03 

0.04 

45.58 

0.05 

0.00 

0.05 

0.07 

0.97 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.062 

0.003 

0.058 

0.080 

136.74 

Over Exploited 

Rajora 

0829001203734300 

0.03 

0.14 

200.16 

0.17 

0.04 

0.21 

0.06 

0.88 

- 

0.0600 

- 

- 

0.027 

0.087 

0.087 

0.294 

0.015 

0.280 

0.539 

192.88 

Over Exploited 

Rajpuriya 

0829001203735100 

0.03 

0.03 

123.86 

0.03 

- 

0.03 

0.06 

0.86 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.043 

0.002 

0.041 

0.058 

141.81 

Over Exploited 

Ramgarh 

0829001203736200 

0.03 

0.08 

190.87 

0.10 

0.00 

0.10 

0.06 

0.91 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.121 

0.006 

0.115 

0.138 

119.82 

Over Exploited 

Ramnagar 

0829001303752800 

0.04 

0.17 

159.21 

0.20 

0.02 

0.22 

0.07 

0.99 

- 

0.1000 

- 

- 

0.000 

0.101 

0.101 

0.325 

0.016 

0.308 

0.555 

180.08 

Over Exploited 

Ratangarh 

0829001303753500 

0.04 

0.01 

228.23 

0.01 

0.00 

0.02 

0.07 

0.98 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.040 

0.002 

0.038 

0.087 

226.77 

Over Exploited 

Reechha 

0829001303750400 

0.04 

0.11 

92.52 

0.13 

0.01 

0.14 

0.07 

1.00 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.188 

0.009 

0.178 

0.279 

156.15 

Over Exploited 

Richhawara 

0829001203729200 

0.03 

0.09 

328.85 

0.10 

0.02 

0.12 

0.06 

0.85 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.172 

0.009 

0.164 

0.478 

292.01 

Over Exploited 

Sakar Kheri 

0829001203734700 

0.03 

0.06 

223.41 

0.08 

0.01 

0.09 

0.06 

0.89 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.114 

0.006 

0.108 

0.161 

148.35 

Over Exploited 

Sakhthali Khurd 

0829001303752500 

0.04 

0.24 

163.94 

0.29 

0.01 

0.31 

0.05 

0.66 

- 

0.0400 

- 

- 

0.006 

0.046 

0.046 

0.351 

0.018 

0.334 

0.271 

81.25 

Semi Critical 

Salamgarh 

0829001303758200 

0.04 

0.04 

391.40 

0.05 

0.02 

0.07 

0.03 

0.43 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.127 

0.006 

0.121 

0.354 

293.11 

Over Exploited 

Sanchai 

0829001203736900 

0.03 

0.10 

128.38 

0.13 

0.04 

0.16 

0.06 

0.91 

- 

0.0600 

- 

- 

0.042 

0.102 

0.102 

0.265 

0.013 

0.252 

0.325 

129.13 

Over Exploited 

Sanoti 

0829001203747300 

0.03 

0.15 

39.66 

0.18 

0.01 

0.19 

0.07 

0.96 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.221 

0.011 

0.210 

0.199 

94.93 

Critical 

Sardarpura 

0829001303759700 

0.04 

0.06 

94.28 

0.07 

0.01 

0.08 

0.06 

0.93 

- 

0.0300 

- 

- 

0.003 

0.034 

0.034 

0.112 

0.006 

0.107 

0.151 

141.87 

Over Exploited 

Sarkot 

0829001303764700 

0.04 

0.05 

623.24 

0.06 

0.00 

0.06 

0.01 

0.29 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.083 

0.004 

0.079 

0.095 

120.90 

Over Exploited 

Sat Mahuri 

0829001303759600 

0.04 

0.06 

101.04 

0.07 

- 

0.07 

0.06 

0.97 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.079 

0.004 

0.075 

0.077 

103.26 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Seedheriya 

082900120374650C 

2.178 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.178 

3.80 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.11 

0.15 

0.005 

0.87 

0.86 


Seengpuriya 

082900120372990C 

1.131 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.131 

7.70 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.12 

0.10 

0.002 

0.81 

0.79 


Seengpuriya Charanon Ka 

082900130375030C 

1.709 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.709 

4.30 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.09 

0.006 

0.92 

0.83 


Sekri 

0829001203736100 

2.013 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.013 

5.25 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.14 

0.10 

0.004 

0.85 

0.80 


Selarpura Kalan 

0829001203734900 

2.203 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.203 

3.82 

0.010 

0.08 

0.01 

0.00 

0.00 

0.00 

0.15 

0.16 

0.30 

0.005 

0.82 

0.77 


Selarpura Khurd 

0829001203746700 

3.618 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.618 

3.81 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.17 

0.18 

0.13 

0.008 

0.89 

0.84 


Semal Kheri 

0829001303756200 

2.390 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.390 

3.44 

0.010 

0.13 

0.02 

0.00 

0.00 

0.00 

0.19 

0.24 

0.49 

0.008 

0.90 

0.72 


Semli 

0829001203734400 

3.775 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.775 

6.02 

0.010 

0.09 

0.01 

0.00 

0.00 

0.00 

0.31 

0.30 

0.35 

0.008 

0.83 

0.84 


Sewana 

0829001303758500 

12.856 

Fresh 

Non-command 

Non-command 

Deccan Traps 

12.706 

3.92 

0.010 

0.28 

0.04 

0.00 

0.00 

0.00 

0.73 

0.99 

1.05 

0.043 

0.90 

0.67 


Sholi 

0829001303755900 

5.178 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.178 

3.56 

0.010 

0.13 

0.02 

0.00 

0.00 

0.01 

0.29 

0.34 

0.48 

0.018 

0.90 

0.77 


Siliya Kheri 

0829001303759200 

3.000 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.000 

4.12 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.16 

0.22 

0.17 

0.010 

0.91 

0.68 


Sodalpuriya 

0829001203746400 

0.613 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.613 

4.50 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.05 

0.001 

0.89 

0.86 


Sohanpur 

0829001203737100 

4.947 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.436 

5.73 

0.010 

0.08 

0.01 

0.00 

0.00 

0.00 

0.32 

0.33 

0.32 

0.010 

0.79 

0.78 


Takrawad 

0829001203736000 

2.193 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.193 

5.18 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.14 

0.09 

0.005 

0.84 

0.79 


Talab Khera 

0829001303762100 

0.589 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.255 

3.93 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.001 

0.41 

0.26 


Tanda 

0829001303753600 

3.032 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.032 

5.56 

0.010 

0.13 

0.02 

0.00 

0.00 

0.00 

0.28 

0.31 

0.49 

0.010 

0.91 

0.81 


Theekariya 

0829001203736400 

2.423 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.423 

5.92 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.17 

0.09 

0.005 

0.84 

0.81 


Uchwaniyan 

0829001303749900 

1.594 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.594 

2.19 

0.010 

0.07 

0.02 

0.00 

0.00 

0.00 

0.08 

0.09 

0.26 

0.005 

0.90 

0.82 


Udiya Kheri 

0829001303756800 

2.281 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.281 

3.96 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.14 

0.07 

0.008 

0.91 

0.71 


Umar Kheri 

0829001203747500 

2.388 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.388 

4.39 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.12 

0.04 

0.005 

0.86 

0.81 


Uthel 

0829001303763300 

4.276 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.222 

4.65 

0.010 

0.10 

0.01 

0.00 

0.00 

0.00 

0.29 

0.46 

0.40 

0.014 

0.94 

0.59 


Vanpura 

0829001303753400 

2.157 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.157 

5.36 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.16 

0.17 

0.20 

0.007 

0.91 

0.81 


Veerawali 

0829001303749400 

8.242 

Fresh 

Non-command 

Non-command 

Deccan Traps 

7.448 

4.49 

0.010 

0.12 

0.02 

0.00 

0.00 

0.00 

0.43 

0.48 

0.44 

0.025 

0.85 

0.76 

Sub Basin: Kali Sindh | 

08004023 

Akiya 

0832000504089900 

3.934 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.934 

4.40 

0.010 

0.08 

0.01 

0.00 

0.00 

0.01 

0.24 

0.38 

0.30 

0.000 

0.77 

0.48 


Akodiya 

0832000604094500 

4.325 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.671 

1.23 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.07 

0.001 

0.12 

0.08 






Gagrain 

Command 

Deccan Traps 

0.736 

1.23 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.07 

0.001 

0.14 

0.09 


Ameenpur 

0832000604110400 

2.454 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.454 

3.61 

0.010 

0.08 

0.01 

0.00 

0.00 

0.01 

0.15 

0.21 

0.33 

0.003 

0.90 

0.65 


Amliya 

0832000504090100 

5.771 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.771 

3.88 

0.010 

0.07 

0.01 

0.00 

0.00 

0.00 

0.28 

0.43 

0.29 

0.000 

0.81 

0.53 


Anandpura 

0832000504086900 

1.426 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.032 

2.32 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.01 


Ank Kheri 

0832000504088000 

7.602 

Fresh 

Non-command 

Non-command 

Deccan Traps 

7.602 

2.85 

0.010 

0.23 

0.03 

0.00 

0.00 

0.00 

0.42 

0.67 

0.90 

0.000 

0.77 

0.48 


Anwali Kalan 

0832000504083300 

5.915 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.602 

1.43 

0.010 

0.02 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.07 

0.000 

0.08 

0.05 






Piplad 

Command 

Deccan Traps 

0.101 

1.43 

0.010 

0.00 

0.00 

0.00 

0.00 

0.02 

-0.01 

-0.02 

0.01 

0.000 

0.01 

0.01 


Anya Kheri 

0832000604110800 

2.650 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.650 

3.74 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.18 

0.13 

0.004 

0.86 

0.60 


Arniya 

0832000504090000 

4.599 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.599 

4.13 

0.010 

0.07 

0.01 

0.00 

0.00 

0.00 

0.25 

0.39 

0.29 

0.000 

0.79 

0.50 



0832000604103200 

2.367 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.002 

3.34 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

-0.01 

0.00 

0.000 

0.00 

0.00 






Gagrain 

Command 

Deccan Traps 

2.365 

3.34 

0.010 

0.07 

0.01 

0.00 

0.00 

0.00 

0.13 

0.21 

0.26 

0.003 

0.77 

0.49 


Aru Kheri 

0832000504091300 

2.032 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.032 

3.42 

0.010 

0.08 

0.01 

0.00 

0.00 

0.00 

0.14 

0.21 

0.32 

0.006 

0.83 

0.55 


Awar 

0832000504092900 

3.647 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.647 

3.03 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.17 

0.02 

0.011 

0.88 

0.62 


Bajpura 

0832000504086800 

4.426 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.439 

3.23 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.000 

0.08 

0.05 


Bambori 

0832000504087100 

5.511 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.610 

0.17 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.22 

0.14 


Bani 

0832000504091600 

4.709 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.709 

3.41 

0.010 

0.17 

0.03 

0.00 

0.00 

0.00 

0.30 

0.44 

0.68 

0.014 

0.83 

0.56 


Bar Kheri 

0832000604111500 

3.181 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.181 

3.61 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.15 

0.21 

0.19 

0.004 

0.90 

0.65 


Bhagwatipura 

0832000504090300 

3.222 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.222 

4.09 

0.010 

0.02 

0.00 

0.00 

0.00 

0.01 

0.14 

0.22 

0.08 

0.000 

0.82 

0.55 


Bhaisajhar 

0832000704129900 

4.122 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.122 

6.25 

0.010 

0.07 

0.01 

0.00 

0.00 

0.00 

0.32 

0.49 

0.25 

0.012 

0.80 

0.52 


Bhaisani 

0832000504089000 

2.628 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.628 

3.76 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.14 

0.22 

0.21 

0.000 

0.77 

0.47 


Bhaisariya 

0832000704132000 

7.036 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.799 

4.96 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.15 

0.04 

0.005 

0.20 

0.13 


Bhawanipura 

0832000504089400 

3.442 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.442 

3.85 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.18 

0.29 

0.23 

0.000 

0.78 

0.49 


Bheemni 

0832000504093300 

3.437 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.437 

2.91 

0.010 

0.11 

0.02 

0.00 

0.00 

0.00 

0.19 

0.28 

0.43 

0.010 

0.84 

0.57 


Bhoor Kheri 

0832000604111400 

2.641 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.641 

3.61 

0.010 

0.07 

0.01 

0.00 

0.00 

0.00 

0.15 

0.21 

0.28 

0.004 

0.90 

0.66 


Binnayaga 

0832000504094200 

19.658 

Fresh 

Non-command 

Non-command 

Deccan Traps 

19.025 

5.04 

0.010 

0.08 

0.01 

0.00 

0.00 

0.03 

1.00 

1.50 

0.23 

0.057 

0.79 

0.53 


Bishaniya 

0832000504084300 

2.081 

Fresh 

Piplad 

Command 

Deccan Traps 

2.081 

2.07 

0.010 

0.08 

0.01 

0.00 

0.00 

0.00 

0.11 

0.18 

0.30 

0.000 

0.77 

0.47 


Boliya Bujurg 

0832000604106600 

12.223 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.746 

3.62 

0.010 

0.11 

0.02 

0.00 

0.00 

0.00 

0.22 

0.32 

0.44 

0.005 

0.26 

0.18 






Gagrain 

Command 

Deccan Traps 

6.908 

3.62 

0.010 

0.21 

0.03 

0.00 

0.00 

0.00 

0.43 

0.61 

0.81 

0.010 

0.48 

0.34 


Bor Kheri 

0832000504093600 

4.428 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.428 

2.67 

0.010 

0.16 

0.02 

0.00 

0.00 

0.00 

0.26 

0.37 

0.63 

0.013 

0.85 

0.58 


Borda 

0832000604107300 

5.978 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.565 

5.52 

0.010 

0.08 

0.01 

0.00 

0.00 

0.00 

0.21 

0.29 

0.32 

0.004 

0.38 

0.28 






Gagrain 

Command 

Deccan Traps 

1.384 

5.52 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.14 

0.17 

0.002 

0.21 

0.15 


Brahmali 

0832000504088300 

2.102 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.102 

3.99 

0.010 

0.13 

0.02 

0.00 

0.00 

0.00 

0.19 

0.32 

0.50 

0.000 

0.76 

0.47 


Chand Kheri 

0832000504092300 

2.839 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.838 

3.49 

0.010 

0.07 

0.01 

0.00 

0.00 

0.02 

0.13 

0.20 

0.26 

0.008 

0.82 

0.54 


Chandra Pura 

0832000604099600 

2.032 

Fresh 

Gagrain 

Command 

Deccan Traps 

0.336 

3.84 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.000 

0.13 

0.09 


Chandrapura 

0832000504089700 

1.733 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.733 

4.12 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.09 

0.14 

0.14 

0.000 

0.79 

0.51 



0832000504092000 

1.145 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.145 

3.36 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.09 

0.13 

0.22 

0.003 

0.84 

0.57 



0832000704129400 

2.233 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.064 

6.31 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.16 

0.25 

0.14 

0.006 

0.74 

0.48 


Chhan Ka Khera 

0832000504091000 

7.102 

Fresh 

Non-command 

Non-command 

Deccan Traps 

7.102 

3.51 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.28 

0.43 

0.19 

0.021 

0.82 

0.54 


Chor Kheri 

0832000504083700 

8.300 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.018 

1.20 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Piplad 

Command 

Deccan Traps 

1.878 

1.20 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.08 

0.11 

0.000 

0.18 

0.12 


Dabla Bhoj 

0832000604114900 

15.801 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.343 

3.39 

0.010 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.01 

0.000 

0.02 

0.01 


Deliya Kheri 

0832000504088900 

1.715 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.715 

4.26 

0.010 

0.03 

0.00 

0.00 

0.00 

0.01 

0.09 

0.14 

0.10 

0.000 

0.77 

0.48 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Seedheriya 

0829001203746500 

0.03 

0.05 

128.80 

0.06 

0.01 

0.07 

0.06 

0.94 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.103 

0.005 

0.098 

0.156 

158.89 

Over Exploited 

Seengpuriya 

0829001203729900 

0.03 

0.02 

402.30 

0.03 

0.00 

0.03 

0.06 

0.87 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.049 

0.002 

0.047 

0.099 

213.82 

Over Exploited 

Seengpuriya Charanon Ka 

0829001303750300 

0.04 

0.06 

59.39 

0.08 

0.00 

0.08 

0.07 

0.99 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.102 

0.005 

0.097 

0.097 

99.84 

Critical 

Sekri 

0829001203736100 

0.03 

0.04 

224.60 

0.05 

- 

0.05 

0.06 

0.91 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.063 

0.003 

0.060 

0.101 

168.85 

Over Exploited 

Selarpura Kalan 

0829001203734900 

0.03 

0.05 

247.82 

0.06 

0.01 

0.07 

0.06 

0.88 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.098 

0.005 

0.093 

0.305 

326.71 

Over Exploited 

Selarpura Khurd 

0829001203746700 

0.03 

0.08 

111.61 

0.10 

0.01 

0.11 

0.07 

0.96 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.141 

0.007 

0.134 

0.142 

105.78 

Over Exploited 

Semal Kheri 

0829001303756200 

0.04 

0.09 

177.82 

0.10 

0.02 

0.12 

0.06 

0.97 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.215 

0.011 

0.204 

0.498 

243.91 

Over Exploited 

Semli 

0829001203734400 

0.03 

0.08 

269.59 

0.10 

0.01 

0.11 

0.06 

0.89 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.149 

0.007 

0.141 

0.357 

253.21 

Over Exploited 

Sewana 

0829001303758500 

0.04 

0.46 

114.09 

0.55 

0.04 

0.60 

0.06 

0.96 

- 

0.2000 

- 

- 

0.006 

0.206 

0.206 

0.803 

0.040 

0.763 

1.092 

143.15 

Over Exploited 

Sholi 

0829001303755900 

0.04 

0.19 

79.03 

0.23 

0.03 

0.25 

0.07 

0.97 

- 

0.0900 

- 

- 

0.009 

0.099 

0.099 

0.352 

0.018 

0.334 

0.502 

149.98 

Over Exploited 

Siliya Kheri 

0829001303759200 

0.04 

0.11 

96.61 

0.13 

0.01 

0.14 

0.06 

0.97 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.177 

0.009 

0.168 

0.178 

106.12 

Over Exploited 

Sodalpuriya 

0829001203746400 

0.03 

0.01 

174.87 

0.02 

- 

0.02 

0.07 

0.95 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.027 

0.001 

0.026 

0.051 

200.33 

Over Exploited 

Sohanpur 

0829001203737100 

0.03 

0.09 

260.57 

0.11 

0.01 

0.12 

0.06 

0.84 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.179 

0.009 

0.170 

0.329 

193.38 

Over Exploited 

Takrawad 

0829001203736000 

0.03 

0.05 

197.43 

0.06 

- 

0.06 

0.06 

0.90 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.068 

0.003 

0.064 

0.097 

150.48 

Over Exploited 

Talab Khera 

0829001303762100 

0.04 

0.00 

274.68 

0.01 

- 

0.01 

0.02 

0.43 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.013 

269.28 

Over Exploited 

Tanda 

0829001303753600 

0.04 

0.11 

177.03 

0.13 

0.02 

0.16 

0.07 

0.98 

- 

0.0900 

- 

- 

0.005 

0.095 

0.095 

0.254 

0.013 

0.241 

0.497 

206.48 

Over Exploited 

Theekariya 

0829001203736400 

0.03 

0.05 

215.15 

0.06 

0.00 

0.06 

0.06 

0.90 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.077 

0.004 

0.073 

0.097 

132.80 

Over Exploited 

Uchwaniyan 

0829001303749900 

0.04 

0.06 

58.97 

0.07 

0.02 

0.09 

0.07 

0.97 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.141 

0.007 

0.134 

0.267 

199.74 

Over Exploited 

Udiya Kheri 

0829001303756800 

0.04 

0.08 

69.43 

0.10 

- 

0.10 

0.06 

0.97 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.110 

0.006 

0.105 

0.080 

76.10 

Semi Critical 

Umar Kheri 

0829001203747500 

0.03 

0.05 

125.66 

0.06 

0.00 

0.06 

0.06 

0.92 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.075 

0.004 

0.071 

0.047 

66.15 

Safe 

Uthel 

0829001303763300 

0.04 

0.16 

184.48 

0.19 

0.01 

0.20 

0.05 

0.99 

- 

0.0700 

- 

- 

0.001 

0.071 

0.071 

0.274 

0.014 

0.260 

0.410 

157.86 

Over Exploited 

Vanpura 

0829001303753400 

0.04 

0.08 

118.87 

0.10 

0.01 

0.11 

0.07 

0.98 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.146 

0.007 

0.138 

0.206 

149.08 

Over Exploited 

Veerawali 

0829001303749400 

0.04 

0.25 

86.79 

0.31 

0.02 

0.33 

0.07 

0.91 

- 

0.0800 

- 

- 

0.006 

0.086 

0.086 

0.416 

0.021 

0.395 

0.464 

117.58 

Over Exploited 


Sub Basin: Kali Sindh | 

Akiya 

0832000504089900 

0.05 

0.15 

148.59 

0.18 

0.02 

0.20 

0.07 

0.85 

- 

0.0600 

- 

- 

0.010 

0.070 

0.070 

0.269 

0.013 

0.255 

0.302 

118.35 

Over Exploited 

Akodiya 

0832000604094500 

0.06 

0.00 

718.02 

0.01 

0.00 

0.01 

0.01 

0.13 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.020 

0.001 

0.019 

0.067 

355.91 

Over Exploited 



0.06 

0.01 

600.00 

0.01 

0.00 

0.01 

0.01 

0.15 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.021 

0.001 

0.020 

0.074 

370.94 

Over Exploited 

Ameenpur 

0832000604110400 

0.06 

0.13 

57.62 

0.16 

0.02 

0.18 

0.08 

0.98 

- 

0.0400 

- 

- 

0.011 

0.051 

0.051 

0.228 

0.011 

0.216 

0.332 

153.65 

Over Exploited 

Amliya 

0832000504090100 

0.05 

0.23 

85.88 

0.28 

0.01 

0.29 

0.07 

0.88 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.341 

0.017 

0.324 

0.291 

89.89 

Semi Critical 

Anandpura 

0832000504086900 

0.05 

0.00 

(2,577.15) 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.003 

0.000 

0.003 

0.005 

175.54 

Over Exploited 

Ank Kheri 

0832000504088000 

0.05 

0.29 

129.38 

0.35 

0.03 

0.38 

0.07 

0.84 

- 

0.1700 

- 

- 

0.002 

0.172 

0.172 

0.554 

0.028 

0.526 

0.902 

171.48 

Over Exploited 

Anwali Kalan 

0832000504083300 

0.05 

0.00 

799.72 

0.00 

0.02 

0.02 

0.01 

0.09 

- 

0.0100 

- 

- 

0.023 

0.033 

0.033 

0.051 

0.003 

0.048 

0.065 

134.70 

Over Exploited 



0.05 

0.00 

(32,885.41) 

0.00 

0.02 

0.02 

0.00 

0.01 

- 

- 

- 

- 

0.023 

0.023 

0.023 

0.038 

0.002 

0.036 

0.011 

30.45 

Safe 

Anya Kheri 

0832000604110800 

0.06 

0.14 

33.35 

0.16 

0.00 

0.17 

0.08 

0.94 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.177 

0.009 

0.168 

0.129 

76.38 

Semi Critical 

Arniya 

0832000504090000 

0.05 

0.18 

115.53 

0.22 

0.01 

0.23 

0.07 

0.86 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.277 

0.014 

0.264 

0.286 

108.52 

Over Exploited 


0832000604103200 

0.06 

0.00 

########## 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.012 

0.001 

0.011 

0.000 

0.02 

Safe 



0.06 

0.11 

93.70 

0.13 

0.01 

0.15 

0.07 

0.85 

- 

0.0500 

- 

- 

0.007 

0.057 

0.057 

0.204 

0.010 

0.194 

0.264 

136.38 

Over Exploited 

Aru Kheri 

0832000504091300 

0.05 

0.08 

147.77 

0.10 

0.01 

0.11 

0.07 

0.90 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.151 

0.008 

0.143 

0.323 

225.25 

Over Exploited 

Awar 

0832000504092900 

0.05 

0.16 

5.79 

0.17 

- 

0.17 

0.07 

0.95 

- 

- 

- 

- 

- 

- 

- 

0.170 

0.008 

0.161 

0.031 

19.19 

Safe 

Bajpura 

0832000504086800 

0.05 

0.00 

1,286.38 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.011 

579.10 

Over Exploited 

Bambori 

0832000504087100 

0.05 

0.02 

(81.07) 

0.01 

0.00 

0.01 

0.02 

0.24 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.016 

0.001 

0.015 

0.016 

107.14 

Over Exploited 

Bani 

0832000504091600 

0.05 

0.20 

126.41 

0.24 

0.03 

0.27 

0.07 

0.90 

- 

0.0800 

- 

- 

0.001 

0.081 

0.081 

0.348 

0.017 

0.330 

0.690 

208.98 

Over Exploited 

Bar Kheri 

0832000604111500 

0.06 

0.17 

25.14 

0.21 

0.01 

0.22 

0.08 

0.97 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.235 

0.012 

0.224 

0.195 

87.41 

Semi Critical 

Bhagwatipura 

0832000504090300 

0.05 

0.13 

63.20 

0.16 

0.01 

0.17 

0.07 

0.89 

- 

0.0200 

- 

- 

0.012 

0.032 

0.032 

0.198 

0.010 

0.188 

0.081 

43.06 

Safe 

Bhaisajhar 

0832000704129900 

0.05 

0.16 

197.91 

0.20 

0.01 

0.21 

0.06 

0.85 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.257 

0.013 

0.244 

0.263 

107.92 

Over Exploited 

Bhaisani 

0832000504089000 

0.05 

0.10 

118.01 

0.12 

0.01 

0.13 

0.07 

0.84 

- 

0.0400 

- 

- 

0.005 

0.045 

0.045 

0.178 

0.009 

0.170 

0.211 

124.44 

Over Exploited 

Bhaisariya 

0832000704132000 

0.05 

0.02 

720.00 

0.02 

0.00 

0.02 

0.01 

0.22 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.035 

0.002 

0.033 

0.045 

138.26 

Over Exploited 

Bhawanipura 

0832000504089400 

0.05 

0.13 

118.17 

0.16 

0.01 

0.17 

0.07 

0.85 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.210 

0.011 

0.200 

0.227 

113.69 

Over Exploited 

Bheemni 

0832000504093300 

0.05 

0.14 

92.00 

0.17 

0.02 

0.19 

0.07 

0.91 

- 

0.0500 

- 

- 

0.002 

0.052 

0.052 

0.246 

0.012 

0.234 

0.442 

189.30 

Over Exploited 

Bhoor Kheri 

0832000604111400 

0.06 

0.14 

48.54 

0.17 

0.01 

0.18 

0.08 

0.98 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.214 

0.011 

0.203 

0.281 

138.21 

Over Exploited 

Binnayaga 

0832000504094200 

0.05 

0.76 

98.17 

0.91 

0.04 

0.94 

0.06 

0.86 

- 

0.0400 

- 

- 

0.039 

0.079 

0.079 

1.022 

0.051 

0.971 

0.288 

29.65 

Safe 

Bishaniya 

0832000504084300 

0.05 

0.08 

121.95 

0.10 

0.01 

0.11 

0.07 

0.84 

- 

0.0300 

- 

- 

0.006 

0.036 

0.036 

0.145 

0.007 

0.138 

0.302 

218.88 

Over Exploited 

Boliya Bujurg 

0832000604106600 

0.06 

0.06 

438.62 

0.07 

0.02 

0.10 

0.02 

0.29 

- 

0.0500 

- 

- 

0.007 

0.057 

0.057 

0.152 

0.008 

0.144 

0.446 

309.71 

Over Exploited 



0.06 

0.20 

204.79 

0.24 

0.03 

0.28 

0.04 

0.53 

- 

0.0900 

- 

- 

0.007 

0.097 

0.097 

0.372 

0.019 

0.353 

0.822 

232.73 

Over Exploited 

Bor Kheri 

0832000504093600 

0.05 

0.19 

98.93 

0.23 

0.02 

0.25 

0.07 

0.92 

- 

0.0700 

- 

- 

0.002 

0.072 

0.072 

0.318 

0.016 

0.302 

0.647 

214.33 

Over Exploited 

Borda 

0832000604107300 

0.06 

0.06 

387.04 

0.07 

0.01 

0.09 

0.03 

0.42 

- 

0.0400 

- 

- 

0.006 

0.046 

0.046 

0.131 

0.007 

0.125 

0.321 

256.92 

Over Exploited 



0.06 

0.02 

724.24 

0.02 

0.01 

0.03 

0.02 

0.22 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.061 

0.003 

0.058 

0.174 

299.51 

Over Exploited 

Brahmali 

0832000504088300 

0.05 

0.08 

293.33 

0.10 

0.02 

0.12 

0.07 

0.84 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.176 

0.009 

0.168 

0.502 

299.60 

Over Exploited 

Chand Kheri 

0832000504092300 

0.05 

0.12 

74.87 

0.14 

0.03 

0.17 

0.07 

0.89 

- 

0.0300 

- 

- 

0.036 

0.067 

0.067 

0.240 

0.012 

0.228 

0.268 

117.56 

Over Exploited 

Chandra Pura 

0832000604099600 

0.06 

0.00 

529.47 

0.00 

0.00 

0.00 

0.01 

0.15 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.007 

0.000 

0.007 

0.000 

6.90 

Safe 

Chandrapura 

0832000504089700 

0.05 

0.07 

106.95 

0.08 

0.01 

0.09 

0.07 

0.87 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.122 

0.006 

0.116 

0.135 

116.10 

Over Exploited 


0832000504092000 

0.05 

0.05 

170.44 

0.06 

0.01 

0.07 

0.07 

0.91 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.088 

0.004 

0.083 

0.222 

266.88 

Over Exploited 


0832000704129400 

0.05 

0.08 

224.69 

0.09 

0.01 

0.10 

0.05 

0.79 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.131 

0.007 

0.125 

0.145 

116.59 

Over Exploited 

Chhan Ka Khera 

0832000504091000 

0.05 

0.29 

47.25 

0.35 

0.01 

0.36 

0.07 

0.89 

- 

0.0200 

- 

- 

0.007 

0.027 

0.027 

0.391 

0.020 

0.371 

0.206 

55.52 

Safe 

Chor Kheri 

0832000504083700 

0.05 

0.00 

(13,856.68) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

- 

- 

Safe 



0.05 

0.02 

380.25 

0.02 

0.00 

0.02 

0.02 

0.19 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.031 

0.002 

0.029 

0.113 

385.20 

Over Exploited 

Dabla Bhoj 

0832000604114900 

0.06 

0.00 

1,536.31 

0.00 

0.01 

0.01 

0.00 

0.02 

- 

- 

- 

- 

0.010 

0.010 

0.010 

0.018 

0.001 

0.017 

0.013 

80.36 

Semi Critical 

Deliya Kheri 

0832000504088900 

0.05 

0.07 

117.81 

0.08 

0.01 

0.09 

0.07 

0.84 

- 

0.0200 

- 

- 

0.021 

0.041 

0.041 

0.134 

0.007 

0.127 

0.103 

81.06 

Semi Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Deogarh 

083200050409390C 

1.339 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.304 

3.06 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.09 

0.12 

0.24 

0.004 

0.87 

0.62 


Deori 

0832000504087300 

1.483 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.391 

0.01 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.05 

0.000 

0.72 

0.44 


Dhabla Kheenchi 

0832000604103800 

10.309 

Fresh 

Gagrain 

Command 

Deccan Traps 

0.244 

2.87 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.01 


Dhamanda Kalan 

0832000704129500 

2.023 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.937 

5.75 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.11 

0.09 

0.003 

0.37 

0.24 


Dhamanda Khurd 

0832000704129600 

1.982 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.487 

5.21 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.04 

0.001 

0.20 

0.13 


Dhatooriya Kalan 

0832000604110700 

5.613 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.613 

3.82 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.26 

0.38 

0.22 

0.008 

0.86 

0.60 


Dhatooriya Khurd 

0832000604110900 

2.772 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.772 

3.68 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.19 

0.10 

0.004 

0.86 

0.60 


Dobra 

0832000504088600 

2.739 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.739 

3.87 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.22 

0.11 

0.000 

0.77 

0.48 


Doli Sarna 

0832000704132500 

3.720 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.799 

2.75 

0.010 

0.02 

0.01 

0.00 

0.00 

0.00 

0.09 

0.13 

0.09 

0.008 

0.60 

0.39 


Fazilpur 

0832000704131400 

5.125 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.020 

5.26 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gangaliya Kheri 

0832000504091800 

3.293 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.293 

3.55 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.19 

0.09 

0.010 

0.84 

0.58 


Gelana 

0832000604106900 

4.278 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.278 

4.00 

0.010 

0.12 

0.02 

0.00 

0.00 

0.00 

0.27 

0.39 

0.47 

0.006 

0.86 

0.60 


Gelani 

0832000604107100 

5.613 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.613 

4.12 

0.010 

0.13 

0.02 

0.00 

0.00 

0.00 

0.34 

0.47 

0.50 

0.008 

0.89 

0.64 


Ghata Kheri 

0832000604111000 

8.188 

Fresh 

Non-command 

Non-command 

Deccan Traps 

8.188 

3.50 

0.010 

0.04 

0.01 

0.00 

0.00 

0.01 

0.31 

0.44 

0.17 

0.011 

0.87 

0.61 


Ghughwa 

0832000504091100 

4.414 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.414 

3.48 

0.010 

0.05 

0.01 

0.00 

0.00 

0.02 

0.18 

0.27 

0.19 

0.013 

0.82 

0.55 


Govindpura 

0832000604111200 

3.025 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.025 

3.60 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.15 

0.21 

0.18 

0.004 

0.89 

0.63 



0832000704132100 

9.012 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.683 

2.51 

0.010 

0.02 

0.00 

0.00 

0.00 

0.01 

0.08 

0.12 

0.05 

0.008 

0.24 

0.15 


Gunai 

0832000704130500 

6.172 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.172 

6.15 

0.010 

0.12 

0.02 

0.00 

0.00 

0.00 

0.48 

0.73 

0.44 

0.018 

0.80 

0.52 


Guradi 

0832000504084400 

1.451 

Fresh 

Piplad 

Command 

Deccan Traps 

1.451 

1.72 

0.010 

0.07 

0.01 

0.00 

0.00 

0.00 

0.08 

0.13 

0.28 

0.000 

0.77 

0.48 


Guradiya Joga 

0832000504087200 

7.003 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.460 

0.91 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.10 

0.16 

0.23 

0.000 

0.60 

0.37 


Guradiya Kalan 

0832000504094300 

19.769 

Fresh 

Non-command 

Non-command 

Deccan Traps 

17.625 

2.76 

0.010 

0.18 

0.03 

0.00 

0.00 

0.03 

0.61 

0.89 

0.67 

0.053 

0.75 

0.51 


Guradiya Khurd 

0832000504092400 

2.627 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.627 

3.26 

0.010 

0.09 

0.01 

0.00 

0.00 

0.00 

0.17 

0.25 

0.36 

0.008 

0.83 

0.56 


Hanotiya Kotri 

0832000604112200 

7.748 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.190 

3.72 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.16 

0.22 

0.21 

0.004 

0.37 

0.27 


Harmatya 

0832000504088100 

4.352 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.352 

2.55 

0.010 

0.09 

0.01 

0.00 

0.00 

0.03 

0.16 

0.26 

0.37 

0.000 

0.77 

0.47 


Harnawada 

0832000704130600 

5.902 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.902 

5.96 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.40 

0.61 

0.23 

0.018 

0.80 

0.52 


Hatuniya 

0832000504087600 

3.576 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.576 

2.66 

0.010 

0.12 

0.02 

0.00 

0.00 

0.03 

0.17 

0.27 

0.47 

0.000 

0.76 

0.47 


Hatya Gaur 

0832000504093700 

2.155 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.155 

2.66 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.12 

0.14 

0.006 

0.86 

0.60 


Jajni 

0832000504093800 

10.129 

Fresh 

Non-command 

Non-command 

Deccan Traps 

7.535 

2.75 

0.010 

0.08 

0.01 

0.00 

0.00 

0.00 

0.28 

0.39 

0.31 

0.023 

0.65 

0.46 


Jalni 

0832000504093400 

2.211 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.211 

3.19 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.11 

0.16 

0.18 

0.007 

0.83 

0.55 


Jaswantpura 

0832000504088700 

2.856 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.854 

3.61 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.15 

0.25 

0.23 

0.000 

0.77 

0.47 



0832000604102900 

3.002 

Fresh 

Gagrain 

Command 

Deccan Traps 

2.474 

7.18 

0.010 

0.05 

0.01 

0.00 

0.00 

0.01 

0.21 

0.32 

0.20 

0.003 

0.67 

0.44 


Jheejhani 

0832000504090200 

3.208 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.208 

4.23 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.18 

0.28 

0.25 

0.000 

0.80 

0.53 


Jheekariya 

0832000504084500 

3.289 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.387 

1.34 

0.010 

0.01 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.03 

0.000 

0.09 

0.06 






Piplad 

Command 

Deccan Traps 

2.861 

1.34 

0.010 

0.06 

0.01 

0.00 

0.00 

0.01 

0.08 

0.12 

0.23 

0.000 

0.67 

0.43 






Gagrain 

Command 

Deccan Traps 

0.040 

1.34 

0.010 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

-0.02 

0.01 

0.000 

0.01 

0.01 



0832000504090500 

2.668 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.668 

3.88 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.14 

0.22 

0.17 

0.008 

0.80 

0.52 


Kabeeri 

0832000704131200 

6.413 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.014 

4.60 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kali Talai 

0832000504087800 

4.004 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.959 

2.76 

0.010 

0.05 

0.01 

0.00 

0.00 

0.02 

0.13 

0.21 

0.20 

0.000 

0.76 

0.47 






Gagrain 

Command 

Deccan Traps 

0.046 

2.76 

0.010 

0.00 

0.00 

0.00 

0.00 

0.02 

-0.02 

-0.03 

0.00 

0.000 

0.01 

0.01 


Karawan 

0832000504091900 

15.563 

Fresh 

Non-command 

Non-command 

Deccan Traps 

15.563 

3.42 

0.010 

0.27 

0.04 

0.00 

0.00 

0.00 

0.76 

1.10 

1.01 

0.047 

0.85 

0.59 


Keetiya 

0832000704130400 

1.740 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.740 

5.50 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.13 

0.19 

0.17 

0.005 

0.80 

0.52 


Khajoori 

0832000604111600 

2.791 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.791 

3.60 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.14 

0.19 

0.20 

0.004 

0.90 

0.65 


Khandal Kheri 

0832000604102800 

4.654 

Fresh 

Gagrain 

Command 

Deccan Traps 

0.007 

6.16 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khandar 

0832000504092500 

3.244 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.244 

3.33 

0.010 

0.09 

0.01 

0.00 

0.00 

0.00 

0.19 

0.27 

0.33 

0.010 

0.85 

0.58 


Khar Khera 

0832000504089200 

2.811 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.811 

3.65 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.21 

0.12 

0.000 

0.77 

0.48 


Kharpa 

0832000504087400 

2.230 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.230 

1.17 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.09 

0.17 

0.000 

0.76 

0.47 


Kharpa Kalan 

0832000604110200 

7.220 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.867 

4.14 

0.010 

0.20 

0.03 

0.00 

0.00 

0.00 

0.37 

0.51 

0.81 

0.007 

0.61 

0.45 


Kharpa Khurd 

0832000604112100 

6.722 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.954 

3.75 

0.010 

0.06 

0.01 

0.00 

0.00 

0.01 

0.27 

0.37 

0.22 

0.008 

0.80 

0.59 


Khera Nipaniya 

0832000604107200 

2.196 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.196 

3.75 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.13 

0.18 

0.22 

0.003 

0.89 

0.65 


Khera Sanoriya 

0832000604103600 

0.983 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.222 

3.24 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.05 

0.000 

0.18 

0.12 






Gagrain 

Command 

Deccan Traps 

0.761 

3.24 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.06 

0.10 

0.19 

0.001 

0.63 

0.41 


Kheta Khera 

0832000504083800 

1.254 

Fresh 

Piplad 

Command 

Deccan Traps 

1.254 

1.36 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.05 

0.08 

0.22 

0.000 

0.77 

0.49 


Khokhariya Kalan 

0832000504090900 

5.633 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.633 

3.54 

0.010 

0.09 

0.01 

0.00 

0.00 

0.00 

0.28 

0.42 

0.35 

0.017 

0.82 

0.55 


Khokhariya Khurd 

0832000504091700 

4.134 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.134 

3.47 

0.010 

0.10 

0.01 

0.00 

0.00 

0.00 

0.23 

0.34 

0.40 

0.012 

0.83 

0.57 


Khol Kheri 

0832000504091200 

2.448 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.448 

3.44 

0.010 

0.00 

0.00 

0.00 

0.00 

0.01 

0.08 

0.12 

0.01 

0.007 

0.83 

0.55 


Kishan Nagar 

0832000704130000 

5.843 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.843 

6.22 

0.010 

0.09 

0.01 

0.00 

0.00 

0.00 

0.44 

0.68 

0.33 

0.017 

0.80 

0.52 


Kochariya Kheri 

0832000504090700 

4.740 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.740 

3.78 

0.010 

0.09 

0.01 

0.00 

0.00 

0.00 

0.26 

0.38 

0.33 

0.014 

0.84 

0.57 


Koli Khera 

0832000604107400 

4.082 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.591 

5.81 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.17 

0.15 

0.002 

0.35 

0.26 






Gagrain 

Command 

Deccan Traps 

0.395 

5.81 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.04 

0.001 

0.09 

0.06 


Kolvi 

0832000604107500 

4.581 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.581 

4.42 

0.010 

0.09 

0.01 

0.00 

0.00 

0.00 

0.28 

0.39 

0.35 

0.006 

0.90 

0.66 



0832000704130200 

10.066 

Fresh 

Non-command 

Non-command 

Deccan Traps 

10.066 

5.83 

0.010 

0.04 

0.00 

0.00 

0.00 

0.00 

0.62 

0.96 

0.12 

0.030 

0.80 

0.52 


Kotra 

0832000504084600 

6.715 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.133 

2.44 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.11 

0.09 

0.000 

0.24 

0.15 






Piplad 

Command 

Deccan Traps 

4.439 

2.44 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.14 

0.23 

0.19 

0.000 

0.51 

0.32 






Gagrain 

Command 

Deccan Traps 

0.143 

2.44 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.01 


Kotra Jetmal 

0832000604103500 

2.060 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.040 

3.50 

0.010 

0.10 

0.02 

0.00 

0.00 

0.01 

0.14 

0.22 

0.41 

0.003 

0.79 

0.51 






Gagrain 

Command 

Deccan Traps 

0.020 

3.50 

0.010 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

-0.01 

0.01 

0.000 

0.01 

0.00 


Kundi Khera 

0832000504084800 

8.170 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.676 

2.31 

0.010 

0.04 

0.01 

0.00 

0.00 

0.01 

0.06 

0.10 

0.15 

0.000 

0.16 

0.10 


Kundiya 

0832000704130700 

6.533 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.014 

6.00 

0.010 

0.02 

0.00 

0.00 

0.00 

0.01 

0.19 

0.29 

0.07 

0.009 

0.37 

0.24 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Deogarh 

0832000504093900 

0.05 

0.06 

109.44 

0.07 

0.01 

0.08 

0.07 

0.94 

- 

0.0300 

- 

- 

0.007 

0.037 

0.037 

0.120 

0.006 

0.114 

0.242 

212.53 

Over Exploited 

Deori 

0832000504087300 

0.05 

0.05 

(66.88) 

0.04 

- 

0.04 

0.07 

0.79 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.050 

0.002 

0.047 

0.054 

114.00 

Over Exploited 

Dhabla Kheenchi 

0832000604103800 

0.06 

0.00 

1,211.16 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.011 

0.001 

0.010 

0.013 

127.37 

Over Exploited 

Dhamanda Kalan 

0832000704129500 

0.05 

0.02 

554.73 

0.02 

0.00 

0.02 

0.03 

0.39 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.032 

0.002 

0.030 

0.089 

295.07 

Over Exploited 

Dhamanda Khurd 

0832000704129600 

0.05 

0.00 

1,030.20 

0.01 

0.00 

0.01 

0.01 

0.21 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.007 

0.000 

0.006 

0.041 

664.72 

Over Exploited 

Dhatooriya Kalan 

0832000604110700 

0.06 

0.29 

29.92 

0.35 

0.01 

0.36 

0.08 

0.94 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.380 

0.019 

0.361 

0.226 

62.49 

Safe 

Dhatooriya Khurd 

0832000604110900 

0.06 

0.14 

29.51 

0.17 

0.00 

0.17 

0.08 

0.94 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.188 

0.009 

0.178 

0.103 

57.69 

Safe 

Dobra 

0832000504088600 

0.05 

0.11 

108.13 

0.13 

0.00 

0.13 

0.07 

0.84 

- 

0.0200 

- 

- 

0.000 

0.021 

0.021 

0.147 

0.007 

0.140 

0.108 

77.29 

Semi Critical 

Doli Sarna 

0832000704132500 

0.05 

0.08 

56.98 

0.10 

0.01 

0.11 

0.04 

0.64 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.134 

0.007 

0.127 

0.094 

74.30 

Semi Critical 

Fazilpur 

0832000704131400 

0.05 

0.00 

(12,316.71) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.004 

0.000 

0.003 

0.000 

1.81 

Safe 

Gangaliya Kheri 

0832000504091800 

0.05 

0.14 

39.55 

0.17 

0.00 

0.17 

0.07 

0.92 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.187 

0.009 

0.178 

0.096 

53.82 

Safe 

Gelana 

0832000604106900 

0.06 

0.22 

74.78 

0.26 

0.02 

0.29 

0.08 

0.93 

- 

0.0500 

- 

- 

0.003 

0.053 

0.053 

0.340 

0.017 

0.323 

0.471 

145.92 

Over Exploited 

Gelani 

0832000604107100 

0.06 

0.30 

58.47 

0.36 

0.02 

0.38 

0.08 

0.97 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.439 

0.022 

0.417 

0.506 

121.15 

Over Exploited 

Ghata Kheri 

0832000604111000 

0.06 

0.43 

2.97 

0.44 

0.02 

0.46 

0.08 

0.94 

- 

0.0200 

- 

- 

0.011 

0.031 

0.031 

0.487 

0.024 

0.463 

0.176 

38.12 

Safe 

Ghughwa 

0832000504091100 

0.05 

0.18 

48.28 

0.22 

0.03 

0.24 

0.07 

0.89 

- 

0.0200 

- 

- 

0.023 

0.043 

0.043 

0.285 

0.014 

0.271 

0.205 

75.75 

Semi Critical 

Govindpura 

0832000604111200 

0.06 

0.16 

29.46 

0.19 

0.01 

0.20 

0.08 

0.96 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.223 

0.011 

0.212 

0.182 

86.04 

Semi Critical 


0832000704132100 

0.05 

0.03 

280.35 

0.04 

0.01 

0.05 

0.02 

0.25 

- 

0.0100 

- 

- 

0.013 

0.023 

0.023 

0.070 

0.003 

0.066 

0.061 

91.98 

Critical 

Gunai 

0832000704130500 

0.05 

0.25 

198.69 

0.30 

0.02 

0.32 

0.06 

0.86 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.395 

0.020 

0.375 

0.454 

121.06 

Over Exploited 

Guradi 

0832000504084400 

0.05 

0.06 

140.59 

0.07 

0.01 

0.08 

0.07 

0.84 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.111 

0.006 

0.105 

0.275 

261.15 

Over Exploited 

Guradiya Joga 

0832000504087200 

0.05 

0.16 

(4.50) 

0.16 

0.01 

0.17 

0.06 

0.65 

- 

0.0300 

- 

- 

0.007 

0.037 

0.037 

0.207 

0.010 

0.197 

0.233 

118.56 

Over Exploited 

Guradiya Kalan 

0832000504094300 

0.05 

0.66 

35.02 

0.79 

0.06 

0.85 

0.06 

0.81 

- 

0.1300 

- 

- 

0.042 

0.172 

0.172 

1.022 

0.051 

0.971 

0.720 

74.12 

Semi Critical 

Guradiya Khurd 

0832000504092400 

0.05 

0.11 

123.68 

0.13 

0.01 

0.14 

0.07 

0.90 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.181 

0.009 

0.172 

0.367 

212.78 

Over Exploited 

Hanotiya Kotri 

0832000604112200 

0.06 

0.07 

201.46 

0.09 

0.01 

0.10 

0.03 

0.41 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.119 

0.006 

0.113 

0.209 

185.68 

Over Exploited 

Harmatya 

0832000504088100 

0.05 

0.17 

55.02 

0.20 

0.04 

0.24 

0.07 

0.84 

- 

0.0700 

- 

- 

0.048 

0.118 

0.118 

0.360 

0.018 

0.342 

0.372 

108.89 

Over Exploited 

Harnawada 

0832000704130600 

0.05 

0.24 

159.76 

0.28 

0.01 

0.29 

0.06 

0.86 

- 

0.0400 

- 

- 

0.000 

0.040 

0.040 

0.334 

0.017 

0.317 

0.249 

78.36 

Semi Critical 

Hatuniya 

0832000504087600 

0.05 

0.14 

96.06 

0.16 

0.05 

0.21 

0.07 

0.84 

- 

0.0900 

- 

- 

0.045 

0.135 

0.135 

0.349 

0.017 

0.332 

0.470 

141.65 

Over Exploited 

Hatya Gaur 

0832000504093700 

0.05 

0.09 

33.40 

0.11 

0.01 

0.12 

0.07 

0.93 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.143 

0.007 

0.136 

0.145 

106.83 

Over Exploited 

Jajni 

0832000504093800 

0.05 

0.25 

58.32 

0.29 

0.01 

0.31 

0.05 

0.71 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.339 

0.017 

0.322 

0.333 

103.33 

Over Exploited 

Jalni 

0832000504093400 

0.05 

0.09 

79.12 

0.11 

0.01 

0.12 

0.07 

0.89 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.142 

0.007 

0.135 

0.185 

136.84 

Over Exploited 

Jaswantpura 

0832000504088700 

0.05 

0.11 

127.04 

0.13 

0.01 

0.14 

0.07 

0.84 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.181 

0.009 

0.172 

0.227 

131.96 

Over Exploited 


0832000604102900 

0.06 

0.10 

223.17 

0.12 

0.02 

0.13 

0.06 

0.73 

- 

0.0200 

- 

- 

0.009 

0.029 

0.029 

0.164 

0.008 

0.156 

0.203 

130.32 

Over Exploited 

Jheejhani 

0832000504090200 

0.05 

0.13 

116.98 

0.15 

0.01 

0.17 

0.07 

0.88 

- 

0.0500 

- 

- 

0.004 

0.054 

0.054 

0.221 

0.011 

0.210 

0.254 

120.73 

Over Exploited 

Jheekariya 

0832000504084500 

0.05 

0.00 

358.23 

0.00 

0.01 

0.01 

0.01 

0.10 

- 

- 

- 

- 

0.015 

0.015 

0.015 

0.027 

0.001 

0.026 

0.032 

123.30 

Over Exploited 



0.05 

0.10 

28.27 

0.12 

0.02 

0.14 

0.06 

0.74 

- 

0.0300 

- 

- 

0.015 

0.045 

0.045 

0.181 

0.009 

0.172 

0.232 

134.91 

Over Exploited 



0.05 

0.00 

(80,730.41) 

0.00 

0.01 

0.01 

0.00 

0.01 

- 

- 

- 

- 

0.015 

0.015 

0.015 

0.025 

0.001 

0.024 

0.005 

20.88 

Safe 


0832000504090500 

0.05 

0.11 

105.31 

0.13 

0.01 

0.14 

0.07 

0.88 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.158 

0.008 

0.150 

0.180 

119.59 

Over Exploited 

Kabeeri 

0832000704131200 

0.05 

0.00 

(29,927.69) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

1.92 

Safe 

Kali Talai 

0832000504087800 

0.05 

0.15 

38.01 

0.18 

0.03 

0.21 

0.07 

0.83 

- 

0.0400 

- 

- 

0.030 

0.070 

0.070 

0.280 

0.014 

0.266 

0.199 

74.76 

Semi Critical 



0.05 

0.00 

(147,187.70) 

0.00 

0.02 

0.02 

0.00 

0.01 

- 

- 

- 

- 

0.030 

0.030 

0.030 

0.049 

0.002 

0.047 

- 

- 

Safe 

Karawan 

0832000504091900 

0.05 

0.66 

66.08 

0.79 

0.04 

0.84 

0.07 

0.92 

- 

0.1100 

- 

- 

0.006 

0.116 

0.116 

0.954 

0.048 

0.906 

1.055 

116.40 

Over Exploited 

Keetiya 

0832000704130400 

0.05 

0.07 

178.54 

0.08 

0.01 

0.09 

0.06 

0.85 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.123 

0.006 

0.117 

0.170 

145.58 

Over Exploited 

Khajoori 

0832000604111600 

0.06 

0.15 

28.38 

0.18 

0.01 

0.19 

0.08 

0.97 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.213 

0.011 

0.202 

0.202 

99.89 

Critical 

Khandal Kheri 

0832000604102800 

0.06 

0.00 

68,391.97 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khandar 

0832000504092500 

0.05 

0.14 

99.84 

0.16 

0.01 

0.17 

0.07 

0.92 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.215 

0.011 

0.204 

0.343 

168.10 

Over Exploited 

Khar Khera 

0832000504089200 

0.05 

0.11 

92.84 

0.13 

0.00 

0.13 

0.07 

0.84 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.159 

0.008 

0.151 

0.119 

78.68 

Semi Critical 

Kharpa 

0832000504087400 

0.05 

0.09 

5.48 

0.09 

0.01 

0.10 

0.07 

0.84 

- 

0.0200 

- 

- 

0.001 

0.022 

0.022 

0.122 

0.006 

0.116 

0.167 

143.75 

Over Exploited 

Kharpa Kalan 

0832000604110200 

0.06 

0.18 

183.53 

0.21 

0.03 

0.25 

0.05 

0.67 

- 

0.0900 

- 

- 

0.003 

0.093 

0.093 

0.339 

0.017 

0.322 

0.817 

253.77 

Over Exploited 

Kharpa Khurd 

0832000604112100 

0.06 

0.29 

27.29 

0.34 

0.02 

0.36 

0.07 

0.87 

- 

0.0300 

- 

- 

0.010 

0.040 

0.040 

0.402 

0.020 

0.382 

0.232 

60.86 

Safe 

Khera Nipaniya 

0832000604107200 

0.06 

0.12 

54.17 

0.14 

0.01 

0.15 

0.08 

0.97 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.184 

0.009 

0.175 

0.227 

129.63 

Over Exploited 

Khera Sanoriya 

0832000604103600 

0.06 

0.00 

973.59 

0.00 

- 

0.00 

0.02 

0.20 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.053 

434.40 

Over Exploited 



0.06 

0.03 

244.57 

0.03 

0.01 

0.04 

0.06 

0.68 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.064 

0.003 

0.061 

0.192 

314.73 

Over Exploited 

Kheta Khera 

0832000504083800 

0.05 

0.05 

74.82 

0.06 

0.01 

0.07 

0.07 

0.84 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.098 

0.005 

0.093 

0.216 

232.67 

Over Exploited 

Khokhariya Kalan 

0832000504090900 

0.05 

0.23 

79.94 

0.28 

0.01 

0.29 

0.07 

0.90 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.328 

0.016 

0.312 

0.368 

117.97 

Over Exploited 

Khokhariya Khurd 

0832000504091700 

0.05 

0.17 

99.93 

0.21 

0.01 

0.22 

0.07 

0.91 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.257 

0.013 

0.244 

0.410 

168.18 

Over Exploited 

Khol Kheri 

0832000504091200 

0.05 

0.10 

16.57 

0.12 

0.01 

0.12 

0.07 

0.90 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.131 

0.007 

0.125 

0.014 

11.48 

Safe 

Kishan Nagar 

0832000704130000 

0.05 

0.23 

192.79 

0.28 

0.01 

0.29 

0.06 

0.86 

- 

0.0600 

- 

- 

0.002 

0.062 

0.062 

0.353 

0.018 

0.336 

0.347 

103.49 

Over Exploited 

Kochariya Kheri 

0832000504090700 

0.05 

0.20 

90.49 

0.24 

0.01 

0.25 

0.07 

0.91 

- 

0.0400 

- 

- 

0.000 

0.040 

0.040 

0.289 

0.014 

0.275 

0.343 

124.87 

Over Exploited 

Koli Khera 

0832000604107400 

0.06 

0.03 

391.37 

0.04 

0.01 

0.05 

0.03 

0.38 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.076 

0.004 

0.072 

0.154 

214.34 

Over Exploited 



0.06 

0.00 

1,942.33 

0.00 

0.00 

0.00 

0.01 

0.10 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.008 

0.000 

0.007 

0.041 

543.90 

Over Exploited 

Kolvi 

0832000604107500 

0.06 

0.25 

56.23 

0.30 

0.01 

0.31 

0.08 

0.98 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.348 

0.017 

0.331 

0.356 

107.78 

Over Exploited 


0832000704130200 

0.05 

0.40 

138.48 

0.48 

0.00 

0.48 

0.06 

0.86 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.510 

0.026 

0.485 

0.149 

30.76 

Safe 

Kotra 

0832000504084600 

0.05 

0.03 

317.54 

0.03 

0.00 

0.04 

0.02 

0.27 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.062 

0.003 

0.059 

0.092 

156.78 

Over Exploited 



0.05 

0.11 

104.94 

0.14 

0.01 

0.15 

0.05 

0.56 

- 

0.0400 

- 

- 

0.006 

0.046 

0.046 

0.196 

0.010 

0.186 

0.194 

104.22 

Over Exploited 



0.05 

0.00 

(1,037.68) 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.011 

0.001 

0.010 

0.005 

49.67 

Safe 

Kotra Jetmal 

0832000604103500 

0.06 

0.10 

129.75 

0.12 

0.03 

0.14 

0.07 

0.86 

- 

0.0500 

- 

- 

0.010 

0.061 

0.061 

0.204 

0.010 

0.193 

0.409 

211.39 

Over Exploited 



0.06 

0.00 

(106,655.35) 

0.00 

0.01 

0.01 

0.00 

0.01 

- 

- 

- 

- 

0.010 

0.011 

0.011 

0.017 

0.001 

0.017 

0.007 

42.33 

Safe 

Kundi Khera 

0832000504084800 

0.05 

0.01 

685.85 

0.02 

0.02 

0.03 

0.02 

0.17 

- 

0.0200 

- 

- 

0.008 

0.028 

0.028 

0.059 

0.003 

0.056 

0.146 

258.69 

Over Exploited 

Kundiya 

0832000704130700 

0.05 

0.06 

415.17 

0.07 

0.01 

0.08 

0.03 

0.40 

- 

0.0100 

- 

- 

0.019 

0.029 

0.029 

0.108 

0.005 

0.103 

0.075 

72.99 

Semi Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Kundla Khemraj 

0832000604110300 

6.885 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.885 

3.68 

0.010 

0.09 

0.01 

0.00 

0.00 

0.00 

0.33 

0.45 

0.36 

0.010 

0.90 

0.65 


Kyasra 

0832000704132400 

6.132 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.006 

3.30 

0.010 

0.11 

0.03 

0.00 

0.00 

0.00 

0.27 

0.42 

0.40 

0.018 

0.78 

0.51 


Lar Khera 

0832000504092800 

8.374 

Fresh 

Non-command 

Non-command 

Deccan Traps 

8.374 

3.44 

0.010 

0.09 

0.01 

0.00 

0.00 

0.00 

0.37 

0.51 

0.31 

0.025 

0.88 

0.63 


Lasooriya 

0832000504084200 

3.949 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.041 

2.60 

0.010 

0.01 

0.00 

0.00 

0.00 

0.09 

-0.05 

-0.08 

0.06 

0.000 

0.20 

0.12 






Piplad 

Command 

Deccan Traps 

1.416 

2.60 

0.010 

0.02 

0.00 

0.00 

0.00 

0.09 

-0.03 

-0.05 

0.08 

0.000 

0.27 

0.17 


Lolra 

0832000504089100 

2.864 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.864 

3.47 

0.010 

0.12 

0.02 

0.00 

0.00 

0.00 

0.20 

0.32 

0.49 

0.000 

0.76 

0.47 


Madhvi 

0832000704129800 

2.587 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.587 

5.79 

0.010 

0.01 

0.00 

0.00 

0.00 

0.02 

0.14 

0.22 

0.01 

0.008 

0.80 

0.52 


Mahuri Khera 

0832000704134100 

3.157 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.023 

3.98 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 


Mahuriya 

0832000504088800 

3.925 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.925 

3.56 

0.010 

0.08 

0.01 

0.00 

0.00 

0.01 

0.20 

0.32 

0.33 

0.000 

0.77 

0.47 


Malpura 

0832000704130300 

4.668 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.668 

5.08 

0.010 

0.02 

0.00 

0.00 

0.00 

0.01 

0.24 

0.37 

0.07 

0.014 

0.80 

0.52 


Mandvi 

0832000504084900 

6.817 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.001 

2.99 

0.010 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

-0.01 

0.00 

0.000 

0.00 

0.00 


Marlawada 

0832000504090800 

9.649 

Fresh 

Non-command 

Non-command 

Deccan Traps 

9.649 

3.70 

0.010 

0.39 

0.06 

0.00 

0.00 

0.00 

0.68 

1.01 

1.51 

0.029 

0.83 

0.56 


Mishroli 

0832000504089800 

22.401 

Fresh 

Non-command 

Non-command 

Deccan Traps 

22.401 

4.42 

0.010 

0.44 

0.07 

0.00 

0.00 

0.01 

1.35 

2.12 

1.77 

0.000 

0.78 

0.50 


Mogra 

0832000504087700 

4.877 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.859 

2.76 

0.010 

0.07 

0.01 

0.00 

0.00 

0.02 

0.18 

0.29 

0.30 

0.000 

0.77 

0.47 






Gagrain 

Command 

Deccan Traps 

0.018 

2.76 

0.010 

0.00 

0.00 

0.00 

0.00 

0.02 

-0.02 

-0.02 

0.00 

0.000 

0.00 

0.00 


Morda 

0832000504088200 

2.904 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.904 

2.86 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.18 

0.11 

0.000 

0.76 

0.47 


Moru Kheri 

0832000504094000 

3.325 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.416 

3.00 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.05 

0.001 

0.11 

0.08 


Moya Khera 

0832000504084700 

8.528 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.225 

2.61 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.13 

0.21 

0.25 

0.000 

0.29 

0.18 






Piplad 

Command 

Deccan Traps 

5.242 

2.61 

0.010 

0.10 

0.02 

0.00 

0.00 

0.00 

0.21 

0.34 

0.41 

0.000 

0.47 

0.29 


Mumana 

0832000604111300 

1.861 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.861 

3.61 

0.010 

0.08 

0.01 

0.00 

0.00 

0.00 

0.14 

0.19 

0.32 

0.003 

0.90 

0.65 


Nagar 

0832000604111800 

2.930 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.870 

3.43 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.16 

0.06 

0.004 

0.88 

0.64 


Nahar Ghatta 

0832000504089600 

3.679 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.679 

3.84 

0.010 

0.10 

0.02 

0.00 

0.00 

0.00 

0.22 

0.34 

0.41 

0.000 

0.80 

0.52 


Nal Khadi 

0832000504087900 

3.502 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.461 

2.90 

0.010 

0.08 

0.01 

0.00 

0.00 

0.01 

0.17 

0.26 

0.31 

0.000 

0.77 

0.48 






Gagrain 

Command 

Deccan Traps 

0.042 

2.90 

0.010 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

0.01 

0.000 

0.01 

0.01 


Nathoo Kheri 

0832000504092600 

3.770 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.770 

3.33 

0.010 

0.08 

0.01 

0.00 

0.00 

0.00 

0.20 

0.28 

0.30 

0.011 

0.86 

0.60 


Naulai 

0832000604111700 

4.086 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.086 

3.57 

0.010 

0.15 

0.02 

0.00 

0.00 

0.00 

0.28 

0.38 

0.59 

0.006 

0.90 

0.65 


Nipaniya Hara 

0832000504089300 

3.235 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.235 

3.38 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.21 

0.09 

0.000 

0.77 

0.48 


Pagariya 

0832000504093100 

2.781 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.781 

2.95 

0.010 

0.30 

0.04 

0.00 

0.00 

0.00 

0.34 

0.49 

1.19 

0.008 

0.87 

0.61 


Parla 

0832000704130100 

10.736 

Fresh 

Non-command 

Non-command 

Deccan Traps 

10.736 

5.76 

0.010 

0.10 

0.01 

0.00 

0.00 

0.01 

0.70 

1.08 

0.37 

0.032 

0.80 

0.52 


Payra 

0832000504093200 

6.141 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.141 

3.16 

0.010 

0.04 

0.00 

0.00 

0.00 

0.00 

0.23 

0.34 

0.12 

0.018 

0.86 

0.60 


Peeplya Kalan 

0832000704132600 

3.235 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.113 

5.92 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.03 

0.02 


Peeplya Khurd 

0832000704129300 

2.500 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.056 

5.84 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.000 

0.02 

0.01 


Pura 

0832000604107000 

1.950 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.950 

3.89 

0.010 

0.13 

0.02 

0.00 

0.00 

0.00 

0.19 

0.26 

0.52 

0.003 

0.88 

0.62 


Puwandla 

0832000704131900 

9.562 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.015 

5.27 

0.010 

0.00 

0.00 

0.00 

0.00 

0.02 

-0.02 

-0.03 

0.00 

0.000 

0.00 

0.00 


Raja Kheri 

0832000604110500 

4.857 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.857 

3.63 

0.010 

0.00 

0.00 

0.00 

0.00 

0.01 

0.17 

0.24 

0.00 

0.007 

0.88 

0.63 


Rajgarh 

0832000504090400 

5.732 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.732 

4.03 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.26 

0.38 

0.16 

0.000 

0.83 

0.56 


Rajpura 

0832000504093500 

4.335 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.335 

2.93 

0.010 

0.07 

0.01 

0.00 

0.00 

0.00 

0.19 

0.28 

0.26 

0.013 

0.83 

0.55 


Ramay Dalpat 

0832000604111900 

6.245 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.402 

3.51 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.20 

0.28 

0.24 

0.006 

0.64 

0.46 


Ramay Mahoo 

0832000604114800 

9.725 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.759 

3.48 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.17 

0.12 

0.004 

0.26 

0.19 


Ranayra 

0832000504088500 

10.040 

Fresh 

Non-command 

Non-command 

Deccan Traps 

10.028 

3.66 

0.010 

0.12 

0.03 

0.00 

0.00 

0.00 

0.46 

0.74 

0.47 

0.000 

0.77 

0.48 


Ratanpura 

0832000504087000 

6.309 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.692 

2.40 

0.010 

0.02 

0.00 

0.00 

0.00 

0.01 

0.15 

0.25 

0.08 

0.000 

0.69 

0.42 


Roopa Kheri 

0832000604112000 

4.941 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.941 

3.61 

0.010 

0.09 

0.01 

0.00 

0.00 

0.00 

0.25 

0.35 

0.34 

0.007 

0.90 

0.66 


Sagriya 

0832000504089500 

4.837 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.837 

3.30 

0.010 

0.07 

0.01 

0.00 

0.00 

0.00 

0.22 

0.34 

0.26 

0.000 

0.78 

0.50 


Salriya 

0832000504094400 

10.937 

Fresh 

Non-command 

Non-command 

Deccan Traps 

10.937 

4.84 

0.010 

0.02 

0.00 

0.00 

0.00 

0.17 

0.38 

0.58 

0.04 

0.033 

0.81 

0.53 


Samariya 

0832000604103000 

8.214 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.000 

5.00 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Gagrain 

Command 

Deccan Traps 

8.214 

5.00 

0.010 

0.29 

0.04 

0.00 

0.00 

0.00 

0.66 

1.03 

1.16 

0.011 

0.79 

0.50 


Sangariya 

0832000604106800 

8.535 

Fresh 

Non-command 

Non-command 

Deccan Traps 

8.324 

4.23 

0.010 

0.32 

0.05 

0.00 

0.00 

0.00 

0.62 

0.88 

1.27 

0.012 

0.84 

0.59 






Gagrain 

Command 

Deccan Traps 

0.210 

4.23 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.000 

0.02 

0.01 


Sanoriya 

0832000604103700 

5.243 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.346 

2.95 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.10 

0.11 

0.002 

0.21 

0.14 






Gagrain 

Command 

Deccan Traps 

3.883 

2.95 

0.010 

0.07 

0.01 

0.00 

0.00 

0.00 

0.17 

0.26 

0.28 

0.005 

0.61 

0.41 


Saranga Khera 

0832000704132300 

3.683 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.632 

3.48 

0.010 

0.02 

0.01 

0.00 

0.00 

0.00 

0.07 

0.10 

0.09 

0.005 

0.35 

0.23 


Sarod 

0832000504088400 

20.448 

Fresh 

Non-command 

Non-command 

Deccan Traps 

16.091 

3.58 

0.010 

0.21 

0.03 

0.00 

0.00 

0.02 

0.74 

1.20 

0.86 

0.000 

0.60 

0.37 


Semla 

0832000604103900 

7.003 

Fresh 

Gagrain 

Command 

Deccan Traps 

0.121 

5.67 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.000 

0.01 

0.01 


Semli 

0832000504092700 

1.893 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.893 

3.36 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.11 

0.16 

0.22 

0.006 

0.86 

0.60 


Semli Jassa 

0832000504087500 

2.789 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.789 

2.00 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.14 

0.17 

0.000 

0.76 

0.47 


Semlibakta 

0832000504083900 

3.197 

Fresh 

Piplad 

Command 

Deccan Traps 

2.017 

1.42 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.08 

0.10 

0.000 

0.49 

0.31 


Shekhpura 

0832000504093000 

2.505 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.505 

3.29 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.16 

0.11 

0.007 

0.89 

0.64 


Silehgarh 

0832000504090600 

6.142 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.142 

3.82 

0.010 

0.24 

0.04 

0.00 

0.00 

0.00 

0.43 

0.64 

0.95 

0.018 

0.83 

0.56 


Silori 

0832000604107700 

7.305 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.251 

4.71 

0.010 

0.04 

0.01 

0.00 

0.00 

0.01 

0.13 

0.17 

0.14 

0.003 

0.28 

0.20 


Singhpur 

0832000504091400 

11.639 

Fresh 

Non-command 

Non-command 

Deccan Traps 

11.639 

3.60 

0.010 

0.22 

0.03 

0.00 

0.00 

0.04 

0.57 

0.87 

0.85 

0.035 

0.82 

0.54 


Sirpoi 

0832000604103400 

10.771 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.660 

4.06 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.08 

0.12 

0.001 

0.05 

0.03 






Gagrain 

Command 

Deccan Traps 

9.268 

4.06 

0.010 

0.40 

0.06 

0.00 

0.00 

0.00 

0.71 

1.09 

1.57 

0.013 

0.69 

0.45 


Sooliya 

0832000504084000 

11.273 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.654 

1.82 

0.010 

0.18 

0.03 

0.00 

0.00 

0.01 

0.25 

0.40 

0.71 

0.000 

0.38 

0.24 






Piplad 

Command 

Deccan Traps 

4.616 

1.82 

0.010 

0.14 

0.02 

0.00 

0.00 

0.01 

0.20 

0.32 

0.58 

0.000 

0.31 

0.19 


Sujanpur 

0832000704129700 

3.555 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.162 

4.89 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.19 

0.30 

0.17 

0.009 

0.71 

0.46 


Sunari 

0832000604106700 

1.989 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.989 

3.74 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.16 

0.15 

0.003 

0.82 

0.55 


Sunel 

0832000604103100 

25.829 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.008 

3.44 

0.010 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

-0.02 

0.00 

0.000 

0.00 

0.00 






Gagrain 

Command 

Deccan Traps 

22.535 

3.44 

0.010 

1.15 

0.17 

0.00 

0.00 

0.01 

1.74 

2.70 

4.57 

0.031 

0.69 

0.45 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Kundla Khemraj 

0832000604110300 

0.06 

0.37 

22.03 

0.45 

0.01 

0.46 

0.08 

0.98 

- 

0.0400 

- 

- 

0.006 

0.046 

0.046 

0.506 

0.025 

0.481 

0.366 

75.99 

Semi Critical 

Kyasra 

0832000704132400 

0.05 

0.23 

79.99 

0.28 

0.03 

0.31 

0.06 

0.84 

- 

0.0800 

- 

- 

0.006 

0.086 

0.086 

0.400 

0.020 

0.380 

0.421 

110.75 

Over Exploited 

Lar Khera 

0832000504092800 

0.05 

0.37 

39.16 

0.44 

0.01 

0.46 

0.08 

0.96 

- 

0.0400 

- 

- 

0.004 

0.044 

0.044 

0.499 

0.025 

0.474 

0.337 

71.11 

Semi Critical 

Lasooriya 

0832000504084200 

0.05 

0.01 

(842.44) 

0.01 

0.09 

0.09 

0.02 

0.22 

- 

0.0100 

- 

- 

0.128 

0.138 

0.138 

0.231 

0.012 

0.219 

0.059 

26.88 

Safe 



0.05 

0.02 

(336.52) 

0.02 

0.09 

0.10 

0.03 

0.30 

- 

0.0100 

- 

- 

0.128 

0.138 

0.138 

0.238 

0.012 

0.226 

0.081 

35.80 

Safe 

Lolra 

0832000504089100 

0.05 

0.11 

189.75 

0.13 

0.02 

0.16 

0.07 

0.84 

- 

0.0500 

- 

- 

0.006 

0.056 

0.056 

0.212 

0.011 

0.201 

0.486 

241.21 

Over Exploited 

Madhvi 

0832000704129800 

0.05 

0.10 

111.40 

0.12 

0.02 

0.14 

0.06 

0.85 

- 

- 

- 

- 

0.027 

0.027 

0.027 

0.169 

0.008 

0.160 

0.021 

12.93 

Safe 

Mahuri Khera 

0832000704134100 

0.05 

0.00 

20,300.54 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mahuriya 

0832000504088800 

0.05 

0.15 

115.02 

0.18 

0.02 

0.20 

0.07 

0.84 

- 

0.0400 

- 

- 

0.016 

0.056 

0.056 

0.257 

0.013 

0.244 

0.329 

134.87 

Over Exploited 

Malpura 

0832000704130300 

0.05 

0.19 

101.73 

0.22 

0.01 

0.24 

0.06 

0.85 

- 

0.0100 

- 

- 

0.020 

0.030 

0.030 

0.266 

0.013 

0.252 

0.087 

34.45 

Safe 

Mandvi 

0832000504084900 

0.05 

0.00 

########## 

0.00 

0.01 

0.01 

0.00 

0.00 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.013 

0.001 

0.012 

- 

- 

Safe 

Marlawada 

0832000504090800 

0.05 

0.40 

154.45 

0.48 

0.06 

0.54 

0.07 

0.90 

- 

0.1700 

- 

- 

0.006 

0.176 

0.176 

0.718 

0.036 

0.682 

1.535 

224.92 

Over Exploited 

Mishroli 

0832000504089800 

0.05 

0.88 

141.61 

1.05 

0.08 

1.14 

0.07 

0.86 

- 

0.3300 

- 

- 

0.022 

0.352 

0.352 

1.489 

0.074 

1.415 

1.771 

125.18 

Over Exploited 

Mogra 

0832000504087700 

0.05 

0.19 

54.37 

0.22 

0.03 

0.25 

0.07 

0.84 

- 

0.0600 

- 

- 

0.024 

0.084 

0.084 

0.333 

0.017 

0.316 

0.297 

93.89 

Critical 



0.05 

0.00 

(991,269.83) 

0.00 

0.02 

0.02 

0.00 

0.00 

- 

- 

- 

- 

0.024 

0.024 

0.024 

0.040 

0.002 

0.038 

- 

- 

Safe 

Morda 

0832000504088200 

0.05 

0.11 

66.01 

0.13 

- 

0.13 

0.07 

0.84 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.143 

0.007 

0.136 

0.108 

79.42 

Semi Critical 

Moru Kheri 

0832000504094000 

0.05 

0.00 

1,251.81 

0.00 

- 

0.00 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.054 

446.83 

Over Exploited 

Moya Khera 

0832000504084700 

0.05 

0.05 

351.30 

0.06 

0.01 

0.07 

0.03 

0.32 

- 

0.0500 

- 

- 

0.006 

0.056 

0.056 

0.126 

0.006 

0.120 

0.254 

211.90 

Over Exploited 



0.05 

0.12 

179.35 

0.15 

0.02 

0.17 

0.05 

0.52 

- 

0.0800 

- 

- 

0.006 

0.086 

0.086 

0.258 

0.013 

0.245 

0.410 

167.19 

Over Exploited 

Mumana 

0832000604111300 

0.06 

0.10 

88.50 

0.12 

0.01 

0.13 

0.08 

0.98 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.171 

0.009 

0.163 

0.320 

196.21 

Over Exploited 

Nagar 

0832000604111800 

0.06 

0.15 

8.08 

0.16 

- 

0.16 

0.08 

0.95 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.174 

0.009 

0.165 

0.063 

38.18 

Safe 

Nahar Ghatta 

0832000504089600 

0.05 

0.15 

132.67 

0.18 

0.02 

0.20 

0.07 

0.87 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.276 

0.014 

0.262 

0.405 

154.50 

Over Exploited 

Nal Khadi 

0832000504087900 

0.05 

0.13 

99.05 

0.16 

0.02 

0.17 

0.07 

0.84 

- 

0.0600 

- 

- 

0.008 

0.068 

0.068 

0.242 

0.012 

0.230 

0.313 

136.24 

Over Exploited 



0.05 

0.00 

(32,432.22) 

0.00 

0.01 

0.01 

0.00 

0.01 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.013 

0.001 

0.012 

0.005 

40.89 

Safe 

Nathoo Kheri 

0832000504092600 

0.05 

0.16 

74.05 

0.19 

0.01 

0.20 

0.07 

0.93 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.234 

0.012 

0.222 

0.315 

141.86 

Over Exploited 

Naulai 

0832000604111700 

0.06 

0.22 

72.79 

0.26 

0.02 

0.28 

0.08 

0.98 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.355 

0.018 

0.337 

0.600 

178.05 

Over Exploited 

Nipaniya Hara 

0832000504089300 

0.05 

0.12 

66.76 

0.15 

0.00 

0.15 

0.07 

0.84 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.170 

0.009 

0.162 

0.092 

56.83 

Safe 

Pagariya 

0832000504093100 

0.05 

0.12 

304.63 

0.14 

0.04 

0.18 

0.07 

0.94 

- 

0.1300 

- 

- 

0.000 

0.130 

0.130 

0.315 

0.016 

0.299 

1.200 

401.47 

Over Exploited 

Parla 

0832000704130100 

0.05 

0.43 

151.38 

0.51 

0.02 

0.53 

0.06 

0.86 

- 

0.0700 

- 

- 

0.008 

0.078 

0.078 

0.608 

0.030 

0.578 

0.402 

69.57 

Safe 

Payra 

0832000504093200 

0.05 

0.26 

27.69 

0.32 

0.00 

0.32 

0.07 

0.93 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.327 

0.016 

0.311 

0.137 

44.18 

Safe 

Peeplya Kalan 

0832000704132600 

0.05 

0.00 

6,478.30 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

4,110.74 

Over Exploited 

Peeplya Khurd 

0832000704129300 

0.05 

0.00 

10,135.97 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

12,618.65 

Over Exploited 

Pura 

0832000604107000 

0.06 

0.10 

155.37 

0.12 

0.02 

0.14 

0.08 

0.95 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.203 

0.010 

0.193 

0.518 

268.42 

Over Exploited 

Puwandla 

0832000704131900 

0.05 

0.00 

########## 

0.00 

0.02 

0.02 

0.00 

0.00 

- 

- 

- 

- 

0.027 

0.027 

0.027 

0.045 

0.002 

0.043 

0.000 

0.10 

Safe 

Raja Kheri 

0832000604110500 

0.06 

0.26 

(7.73) 

0.24 

0.01 

0.24 

0.08 

0.96 

- 

- 

- 

- 

0.010 

0.010 

0.010 

0.254 

0.013 

0.241 

0.007 

2.79 

Safe 

Rajgarh 

0832000504090400 

0.05 

0.24 

62.47 

0.28 

0.01 

0.30 

0.07 

0.90 

- 

0.0300 

- 

- 

0.004 

0.034 

0.034 

0.330 

0.017 

0.314 

0.156 

49.72 

Safe 

Raj pura 

0832000504093500 

0.05 

0.18 

55.17 

0.22 

0.01 

0.23 

0.07 

0.89 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.257 

0.013 

0.244 

0.270 

110.76 

Over Exploited 

Ramay Dalpat 

0832000604111900 

0.06 

0.17 

64.16 

0.20 

0.01 

0.22 

0.06 

0.69 

- 

0.0300 

- 

- 

0.006 

0.036 

0.036 

0.251 

0.013 

0.238 

0.250 

104.88 

Over Exploited 

Ramay Mahoo 

0832000604114800 

0.06 

0.04 

293.06 

0.05 

0.00 

0.06 

0.02 

0.28 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.073 

0.004 

0.069 

0.123 

178.10 

Over Exploited 

Ranayra 

0832000504088500 

0.05 

0.38 

92.00 

0.46 

0.03 

0.49 

0.07 

0.84 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.582 

0.029 

0.552 

0.469 

84.90 

Semi Critical 

Ratanpura 

0832000504087000 

0.05 

0.20 

25.82 

0.24 

0.01 

0.24 

0.07 

0.76 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.258 

0.013 

0.245 

0.075 

30.57 

Safe 

Roopa Kheri 

0832000604112000 

0.06 

0.27 

30.29 

0.32 

0.01 

0.34 

0.08 

0.98 

- 

0.0400 

- 

- 

0.006 

0.046 

0.046 

0.381 

0.019 

0.362 

0.344 

94.90 

Critical 

Sagriya 

0832000504089500 

0.05 

0.19 

81.72 

0.23 

0.01 

0.24 

0.07 

0.86 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.271 

0.014 

0.258 

0.264 

102.49 

Over Exploited 

Salriya 

0832000504094400 

0.05 

0.44 

31.02 

0.53 

0.17 

0.70 

0.06 

0.87 

- 

0.0100 

- 

- 

0.250 

0.260 

0.260 

0.958 

0.048 

0.910 

0.073 

7.99 

Safe 

Samariya 

0832000604103000 

0.06 

0.00 

########## 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.004 

0.005 

0.005 

0.007 

0.000 

0.007 

0.000 

0.00 

Safe 



0.06 

0.39 

166.01 

0.46 

0.04 

0.51 

0.07 

0.86 

- 

0.1300 

- 

- 

0.004 

0.135 

0.135 

0.642 

0.032 

0.610 

1.172 

192.25 

Over Exploited 

Sangariya 

0832000604106800 

0.06 

0.42 

109.50 

0.51 

0.05 

0.56 

0.07 

0.92 

- 

0.1400 

- 

- 

0.003 

0.143 

0.143 

0.701 

0.035 

0.666 

1.285 

192.83 

Over Exploited 



0.06 

0.00 

8,675.00 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.006 

0.000 

0.006 

0.033 

582.71 

Over Exploited 

Sanoriya 

0832000604103700 

0.06 

0.02 

494.88 

0.02 

0.00 

0.02 

0.02 

0.23 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.034 

0.002 

0.032 

0.107 

335.58 

Over Exploited 



0.06 

0.14 

80.96 

0.17 

0.01 

0.18 

0.06 

0.67 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.214 

0.011 

0.203 

0.281 

138.53 

Over Exploited 

Saranga Khera 

0832000704132300 

0.05 

0.03 

255.94 

0.03 

0.01 

0.04 

0.03 

0.38 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.065 

0.003 

0.062 

0.097 

156.87 

Over Exploited 

Sarod 

0832000504088400 

0.05 

0.48 

147.20 

0.58 

0.05 

0.63 

0.06 

0.66 

- 

0.1600 

- 

- 

0.026 

0.186 

0.186 

0.814 

0.041 

0.774 

0.858 

110.91 

Over Exploited 

Semla 

0832000604103900 

0.06 

0.00 

6,793.33 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.005 

0.000 

0.005 

0.013 

279.88 

Over Exploited 

Semli 

0832000504092700 

0.05 

0.08 

98.37 

0.10 

0.01 

0.11 

0.07 

0.94 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.128 

0.006 

0.122 

0.224 

183.76 

Over Exploited 

Semli Jassa 

0832000504087500 

0.05 

0.11 

31.32 

0.13 

0.01 

0.14 

0.07 

0.84 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.158 

0.008 

0.150 

0.167 

111.37 

Over Exploited 

Semlibakta 

0832000504083900 

0.05 

0.05 

57.51 

0.06 

- 

0.06 

0.05 

0.53 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.069 

0.003 

0.065 

0.097 

148.21 

Over Exploited 

Shekhpura 

0832000504093000 

0.05 

0.11 

39.31 

0.13 

0.00 

0.13 

0.08 

0.97 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.146 

0.007 

0.139 

0.119 

86.19 

Semi Critical 

Silehgarh 

0832000504090600 

0.05 

0.25 

152.63 

0.30 

0.04 

0.35 

0.07 

0.90 

- 

0.1100 

- 

- 

0.004 

0.114 

0.114 

0.462 

0.023 

0.439 

0.969 

220.96 

Over Exploited 

Silori 

0832000604107700 

0.06 

0.04 

358.25 

0.05 

0.02 

0.06 

0.02 

0.30 

- 

0.0200 

- 

- 

0.014 

0.034 

0.034 

0.099 

0.005 

0.094 

0.145 

154.26 

Over Exploited 

Singhpur 

0832000504091400 

0.05 

0.48 

83.47 

0.57 

0.07 

0.64 

0.07 

0.88 

- 

0.1000 

- 

- 

0.055 

0.155 

0.155 

0.792 

0.040 

0.753 

0.882 

117.18 

Over Exploited 

Sirpoi 

0832000604103400 

0.06 

0.00 

4,158.10 

0.00 

0.00 

0.00 

0.00 

0.05 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.018 

0.001 

0.017 

0.117 

690.50 

Over Exploited 



0.06 

0.38 

182.91 

0.46 

0.06 

0.52 

0.06 

0.76 

- 

0.1800 

- 

- 

0.003 

0.183 

0.183 

0.707 

0.035 

0.672 

1.584 

235.70 

Over Exploited 

Sooliya 

0832000504084000 

0.05 

0.11 

266.25 

0.13 

0.04 

0.17 

0.04 

0.42 

- 

0.0800 

- 

- 

0.011 

0.091 

0.091 

0.258 

0.013 

0.245 

0.707 

288.40 

Over Exploited 



0.05 

0.07 

340.22 

0.09 

0.03 

0.11 

0.03 

0.34 

- 

0.0700 

- 

- 

0.011 

0.081 

0.081 

0.195 

0.010 

0.185 

0.578 

312.65 

Over Exploited 

Sujanpur 

0832000704129700 

0.05 

0.11 

163.95 

0.13 

0.01 

0.15 

0.05 

0.76 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.180 

0.009 

0.171 

0.181 

106.19 

Over Exploited 

Sunari 

0832000604106700 

0.06 

0.10 

60.39 

0.12 

0.01 

0.13 

0.07 

0.89 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.147 

0.007 

0.140 

0.155 

110.64 

Over Exploited 

Sunel 

0832000604103100 

0.06 

0.00 

########## 

0.00 

0.01 

0.01 

0.00 

0.00 

- 

- 

- 

- 

0.020 

0.021 

0.021 

0.034 

0.002 

0.032 

0.000 

0.04 

Safe 



0.06 

0.93 

189.54 

1.12 

0.18 

1.30 

0.06 

0.75 

- 

0.8600 

- 

- 

0.020 

0.881 

0.881 

2.182 

0.109 

2.073 

4.599 

221.91 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Suwa Sara 

083200060411060C 

2.311 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.311 

3.67 

0.010 

0.02 

0.00 

0.00 

0.00 

0.01 

0.10 

0.13 

0.09 

0.003 

0.89 

0.63 


Theekariya 

0832000504092100 

1.994 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.994 

3.36 

0.010 

0.10 

0.01 

0.00 

0.00 

0.00 

0.16 

0.23 

0.38 

0.006 

0.84 

0.57 


Toongani 

0832000504092200 

2.184 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.184 

3.51 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.16 

0.09 

0.007 

0.82 

0.54 


Tulkya Kheri 

0832000604103300 

1.469 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.018 

3.59 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Gagrain 

Command 

Deccan Traps 

1.451 

3.59 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.15 

0.19 

0.002 

0.77 

0.49 


Udliya Kheri 

0832000604111100 

5.743 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.743 

3.56 

0.010 

0.02 

0.00 

0.00 

0.00 

0.01 

0.22 

0.30 

0.07 

0.008 

0.88 

0.63 


Umariya 

0832000704129200 

8.958 

Fresh 

Non-command 

Non-command 

Deccan Traps 

7.871 

6.38 

0.010 

0.13 

0.02 

0.00 

0.00 

0.00 

0.61 

0.94 

0.48 

0.024 

0.70 

0.45 


Vistuniya 

0832000504091500 

3.408 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.408 

3.40 

0.010 

0.14 

0.02 

0.00 

0.00 

0.00 

0.24 

0.35 

0.53 

0.010 

0.83 

0.56 

08004024 

Anandpura 

0832000504086900 

1.426 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.394 

2.32 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.08 

0.13 

0.23 

0.000 

0.75 

0.46 


Bajpura 

0832000504086800 

4.426 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.987 

3.23 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.26 

0.10 

0.000 

0.69 

0.42 


Bambori 

0832000504087100 

5.511 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.901 

0.17 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.04 

0.000 

0.54 

0.33 


Bhawani Mandi (M) 

0832000543206000 

4.230 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.230 

4.73 

0.010 

0.16 

0.01 

0.00 

0.00 

0.00 

0.35 

0.57 

0.36 

0.208 

0.76 

0.47 


Deori 

0832000504087300 

1.483 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.092 

0.01 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.05 

0.03 


Deoriya 

0832000504085000 

4.212 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.212 

1.58 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.11 

0.17 

0.19 

0.000 

0.76 

0.47 


Era Khera 

0832000504085100 

1.674 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.674 

2.25 

0.010 

0.07 

0.01 

0.00 

0.00 

0.00 

0.10 

0.16 

0.28 

0.000 

0.76 

0.47 


Eri 

0832000504085200 

1.643 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.643 

2.71 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.12 

0.17 

0.000 

0.76 

0.47 


Gangpura 

0832000504084100 

4.659 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.659 

3.81 

0.010 

0.18 

0.03 

0.00 

0.00 

0.03 

0.30 

0.48 

0.71 

0.000 

0.76 

0.47 


Guradiya Bharta 

0832000504085700 

5.096 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.096 

7.68 

0.010 

0.15 

0.02 

0.00 

0.00 

0.00 

0.52 

0.85 

0.61 

0.000 

0.76 

0.47 


Guradiya Joga 

0832000504087200 

7.003 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.543 

0.91 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.07 

0.000 

0.17 

0.10 


Guradiya Mana 

0832000504086200 

5.647 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.647 

6.63 

0.010 

0.15 

0.02 

0.00 

0.00 

0.00 

0.50 

0.82 

0.62 

0.000 

0.76 

0.47 


Gurha 

0832000504086600 

8.125 

Fresh 

Non-command 

Non-command 

Deccan Traps 

8.125 

3.26 

0.010 

0.17 

0.03 

0.00 

0.00 

0.01 

0.40 

0.64 

0.69 

0.000 

0.76 

0.47 


Kanar Kheri 

0832000504086000 

1.873 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.873 

8.00 

0.010 

0.07 

0.01 

0.00 

0.00 

0.00 

0.21 

0.34 

0.27 

0.000 

0.76 

0.47 


Khandar 

0832000504086500 

1.434 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.434 

3.38 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.13 

0.16 

0.000 

0.76 

0.47 


Khoti 

0832000504085500 

1.024 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.024 

5.18 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.10 

0.17 

0.26 

0.000 

0.76 

0.47 


Kothala 

0832000504086400 

4.164 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.164 

3.98 

0.010 

0.07 

0.01 

0.00 

0.00 

0.00 

0.22 

0.36 

0.29 

0.000 

0.76 

0.47 


Kundi Khera 

0832000504084800 

8.170 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.494 

2.31 

0.010 

0.14 

0.02 

0.00 

0.00 

0.01 

0.26 

0.43 

0.57 

0.000 

0.61 

0.37 


Lambi 

0832000509905100 

2.153 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.153 

4.05 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.16 

0.03 

0.000 

0.76 

0.47 


Lasooriya 

0832000504084200 

3.949 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.366 

2.60 

0.010 

0.02 

0.00 

0.00 

0.00 

0.09 

-0.03 

-0.05 

0.08 

0.000 

0.26 

0.16 






Piplad 

Command 

Deccan Traps 

0.125 

2.60 

0.010 

0.00 

0.00 

0.00 

0.00 

0.09 

-0.08 

-0.13 

0.01 

0.000 

0.02 

0.01 


Malakhera 

0832000504086700 

4.320 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.320 

3.42 

0.010 

0.06 

0.01 

0.00 

0.00 

0.04 

0.16 

0.26 

0.23 

0.000 

0.77 

0.47 


Malikhera 

0832000509905200 

1.567 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.567 

6.01 

0.010 

0.09 

0.01 

0.00 

0.00 

0.00 

0.17 

0.28 

0.34 

0.000 

0.76 

0.47 


Mandvi 

0832000504084900 

6.817 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.816 

2.99 

0.010 

0.24 

0.04 

0.00 

0.00 

0.01 

0.40 

0.65 

0.98 

0.000 

0.76 

0.47 


Moya Khera 

0832000504084700 

8.528 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.061 

2.61 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.00 


Muglana 

0832000509905300 

3.771 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.771 

4.96 

0.010 

0.14 

0.02 

0.00 

0.00 

0.00 

0.31 

0.50 

0.58 

0.000 

0.76 

0.47 


Narayan Khera 

0832000504085800 

9.445 

Fresh 

Non-command 

Non-command 

Deccan Traps 

9.445 

8.76 

0.010 

0.51 

0.08 

0.00 

0.00 

0.00 

1.26 

2.04 

2.04 

0.000 

0.76 

0.47 


Nipaniya Uda 

0832000504085600 

1.574 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.574 

5.29 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.13 

0.22 

0.26 

0.000 

0.76 

0.47 


Nirdhari 

0832000504086100 

1.124 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.124 

6.95 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.16 

0.10 

0.000 

0.76 

0.47 


Pachpahar 

0832000509905400 

8.571 

Fresh 

Non-command 

Non-command 

Deccan Traps 

8.571 

3.84 

0.010 

0.14 

0.02 

0.00 

0.00 

0.00 

0.45 

0.73 

0.56 

0.000 

0.76 

0.47 


Padasali 

0832000504085300 

3.166 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.166 

3.29 

0.010 

0.07 

0.01 

0.00 

0.00 

0.00 

0.16 

0.27 

0.28 

0.000 

0.76 

0.47 


Paliya Kheri 

0832000504085900 

1.982 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.982 

8.65 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.21 

0.34 

0.19 

0.000 

0.76 

0.47 


Ratanpura 

0832000504087000 

6.309 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.617 

2.40 

0.010 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.01 

0.000 

0.07 

0.05 


Sangali 

0832000504085400 

1.788 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.788 

4.59 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.12 

0.20 

0.19 

0.000 

0.76 

0.47 


Sarkanya 

0832000504086300 

5.033 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.033 

4.33 

0.010 

0.20 

0.03 

0.00 

0.00 

0.00 

0.39 

0.63 

0.81 

0.000 

0.76 

0.47 


Sarod 

0832000504088400 

20.448 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.355 

3.58 

0.010 

0.06 

0.01 

0.00 

0.00 

0.02 

0.19 

0.31 

0.24 

0.000 

0.16 

0.10 


Sooliya 

0832000504084000 

11.273 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.855 

1.82 

0.010 

0.03 

0.00 

0.00 

0.00 

0.01 

0.04 

0.06 

0.11 

0.000 

0.06 

0.04 






Piplad 

Command 

Deccan Traps 

0.005 

1.82 

0.010 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

-0.01 

0.00 

0.000 

0.00 

0.00 

08004025 

Alipur 

0832000604115900 

4.326 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.353 

3.31 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.12 

0.03 

0.003 

0.49 

0.35 


Bani Kheri 

0832000704134400 

5.024 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.024 

2.44 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.23 

0.09 

0.015 

0.80 

0.52 


Bardiya 

0832000704130800 

11.578 

Fresh 

Non-command 

Non-command 

Deccan Traps 

11.578 

3.91 

0.010 

0.11 

0.01 

0.00 

0.00 

0.01 

0.54 

0.77 

0.38 

0.035 

0.86 

0.60 


Bhaisariya 

0832000704132000 

7.036 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.236 

4.96 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.28 

0.43 

0.12 

0.016 

0.59 

0.39 


Binnayaga 

0832000504094200 

19.658 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.632 

5.04 

0.010 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.01 

0.01 

0.002 

0.03 

0.02 


Birma Kheri 

0832000704134900 

6.735 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.735 

2.58 

0.010 

0.03 

0.00 

0.00 

0.00 

0.01 

0.20 

0.30 

0.11 

0.020 

0.80 

0.52 


Chak Semli 

0832000604115000 

0.790 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.027 

3.06 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.02 


Chhan 

0832000704135100 

9.487 

Fresh 

Non-command 

Non-command 

Deccan Traps 

9.487 

3.39 

0.010 

0.11 

0.02 

0.00 

0.00 

0.00 

0.41 

0.63 

0.40 

0.028 

0.80 

0.52 


Dabla Bhoj 

0832000604114900 

15.801 

Fresh 

Non-command 

Non-command 

Deccan Traps 

10.557 

3.39 

0.010 

0.11 

0.02 

0.00 

0.00 

0.01 

0.44 

0.61 

0.40 

0.015 

0.60 

0.44 


Dag 

0832000704133900 

17.876 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.390 

7.59 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.05 

0.001 

0.02 

0.01 


Daryaopura 

0832000704134000 

7.665 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.781 

5.17 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.28 

0.42 

0.14 

0.014 

0.50 

0.32 


Deogarh 

0832000504093900 

1.339 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.036 

3.06 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

-0.01 

0.01 

0.000 

0.02 

0.02 


Dhabla 

0832000704131000 

4.175 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.175 

3.94 

0.010 

0.11 

0.02 

0.00 

0.00 

0.00 

0.25 

0.35 

0.41 

0.012 

0.88 

0.63 


Dhatooriya 

0832000704131300 

4.367 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.367 

4.75 

0.010 

0.14 

0.02 

0.00 

0.00 

0.00 

0.33 

0.48 

0.53 

0.013 

0.85 

0.58 


Dobra 

0832000704135200 

6.412 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.412 

5.05 

0.010 

0.18 

0.03 

0.00 

0.00 

0.02 

0.45 

0.69 

0.69 

0.019 

0.80 

0.52 


Dori 

0832000704135000 

7.213 

Fresh 

Non-command 

Non-command 

Deccan Traps 

7.213 

2.74 

0.010 

0.19 

0.03 

0.00 

0.00 

0.00 

0.36 

0.55 

0.74 

0.022 

0.80 

0.52 


Fatehpur 

0832000604116200 

2.968 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.968 

3.80 

0.010 

0.02 

0.00 

0.00 

0.00 

0.01 

0.13 

0.18 

0.09 

0.004 

0.86 

0.60 


Fazilpur 

0832000704131400 

5.125 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.105 

5.26 

0.010 

0.07 

0.01 

0.00 

0.00 

0.00 

0.33 

0.49 

0.24 

0.015 

0.82 

0.55 


Gagurni 

0832000704130900 

5.303 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.303 

3.41 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.21 

0.29 

0.15 

0.016 

0.89 

0.64 


Ghati 

0832000704134200 

6.792 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.792 

3.44 

0.010 

0.08 

0.01 

0.00 

0.00 

0.00 

0.30 

0.46 

0.28 

0.020 

0.80 

0.52 


Govindpura 

0832000704132100 

9.012 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.326 

2.51 

0.010 

0.04 

0.01 

0.00 

0.00 

0.01 

0.18 

0.28 

0.13 

0.019 

0.56 

0.36 


Guradiya Kalan 

0832000504094300 

19.769 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.144 

2.76 

0.010 

0.02 

0.00 

0.00 

0.00 

0.03 

0.05 

0.08 

0.08 

0.006 

0.09 

0.06 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Suwa Sara 

0832000604110600 

0.06 

0.12 

9.68 

0.13 

0.01 

0.14 

0.08 

0.96 

- 

0.0100 

- 

- 

0.013 

0.023 

0.023 

0.166 

0.008 

0.157 

0.095 

60.49 

Safe 

Theekariya 

0832000504092100 

0.05 

0.08 

178.47 

0.10 

0.01 

0.11 

0.07 

0.90 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.150 

0.007 

0.142 

0.382 

268.09 

Over Exploited 

Toongani 

0832000504092200 

0.05 

0.09 

78.14 

0.11 

0.00 

0.11 

0.07 

0.89 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.120 

0.006 

0.114 

0.099 

86.69 

Semi Critical 

Tulkya Kheri 

0832000604103300 

0.06 

0.00 

10,141.41 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.07 

115.85 

0.08 

0.01 

0.09 

0.07 

0.84 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.111 

0.006 

0.105 

0.187 

177.87 

Over Exploited 

Udliya Kheri 

0832000604111100 

0.06 

0.30 

(0.49) 

0.30 

0.01 

0.31 

0.08 

0.96 

- 

0.0100 

- 

- 

0.011 

0.021 

0.021 

0.332 

0.017 

0.315 

0.074 

23.45 

Safe 

Umariya 

0832000704129200 

0.05 

0.28 

242.09 

0.33 

0.02 

0.35 

0.05 

0.75 

- 

0.0900 

- 

- 

0.003 

0.094 

0.094 

0.446 

0.022 

0.424 

0.499 

117.70 

Over Exploited 

Vistuniya 

0832000504091500 

0.05 

0.14 

148.05 

0.17 

0.02 

0.19 

0.07 

0.90 

- 

0.0600 

- 

- 

0.000 

0.060 

0.060 

0.250 

0.013 

0.238 

0.541 

227.68 

Over Exploited 

Anandpura 

0832000504086900 

0.05 

0.05 

154.42 

0.06 

0.01 

0.07 

0.07 

0.82 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.105 

0.005 

0.100 

0.227 

226.76 

Over Exploited 

Bajpura 

0832000504086800 

0.05 

0.14 

88.49 

0.16 

- 

0.16 

0.07 

0.75 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.185 

0.009 

0.175 

0.103 

58.72 

Safe 

Bambori 

0832000504087100 

0.05 

0.11 

(75.43) 

0.08 

0.00 

0.08 

0.05 

0.59 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.086 

0.004 

0.081 

0.037 

45.46 

Safe 

Bhawani Mandi (M) 

0832000543206000 

0.05 

0.16 

253.78 

0.19 

0.01 

0.20 

0.07 

0.84 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.274 

0.014 

0.260 

0.564 

217.02 

Over Exploited 

Deori 

0832000504087300 

0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

3,018.43 

Over Exploited 

Deoriya 

0832000504085000 

0.05 

0.16 

6.85 

0.17 

0.01 

0.18 

0.07 

0.84 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.204 

0.010 

0.194 

0.194 

99.89 

Critical 

Era Khera 

0832000504085100 

0.05 

0.06 

148.02 

0.08 

0.01 

0.09 

0.07 

0.84 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.118 

0.006 

0.112 

0.281 

251.37 

Over Exploited 

Eri 

0832000504085200 

0.05 

0.06 

86.67 

0.08 

0.01 

0.09 

0.07 

0.84 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.112 

0.006 

0.107 

0.172 

161.47 

Over Exploited 

Gangpura 

0832000504084100 

0.05 

0.18 

172.28 

0.21 

0.06 

0.27 

0.07 

0.84 

- 

0.0800 

- 

- 

0.045 

0.125 

0.125 

0.399 

0.020 

0.379 

0.707 

186.54 

Over Exploited 

Guradiya Bharta 

0832000504085700 

0.05 

0.19 

336.56 

0.23 

0.02 

0.25 

0.07 

0.84 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.323 

0.016 

0.307 

0.610 

198.52 

Over Exploited 

Guradiya Joga 

0832000504087200 

0.05 

0.01 

268.91 

0.02 

0.00 

0.02 

0.02 

0.18 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.037 

0.002 

0.035 

0.065 

183.66 

Over Exploited 

Guradiya Mana 

0832000504086200 

0.05 

0.22 

280.83 

0.26 

0.02 

0.28 

0.07 

0.84 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.349 

0.017 

0.331 

0.616 

185.90 

Over Exploited 

Gurha 

0832000504086600 

0.05 

0.31 

107.09 

0.37 

0.04 

0.41 

0.07 

0.84 

- 

0.1300 

- 

- 

0.014 

0.144 

0.144 

0.556 

0.028 

0.528 

0.686 

129.89 

Over Exploited 

Kanar Kheri 

0832000504086000 

0.05 

0.07 

375.59 

0.09 

0.01 

0.10 

0.07 

0.84 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.127 

0.006 

0.121 

0.270 

223.75 

Over Exploited 

Khandar 

0832000504086500 

0.05 

0.05 

132.76 

0.07 

0.01 

0.08 

0.07 

0.84 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.106 

0.005 

0.100 

0.162 

161.27 

Over Exploited 

Khoti 

0832000504085500 

0.05 

0.04 

330.51 

0.05 

0.01 

0.06 

0.07 

0.84 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.107 

0.005 

0.102 

0.259 

255.07 

Over Exploited 

Kothala 

0832000504086400 

0.05 

0.16 

127.18 

0.19 

0.01 

0.20 

0.07 

0.84 

- 

0.0300 

- 

- 

0.004 

0.034 

0.034 

0.238 

0.012 

0.226 

0.286 

126.48 

Over Exploited 

Kundi Khera 

0832000504084800 

0.05 

0.20 

119.09 

0.24 

0.03 

0.26 

0.06 

0.67 

- 

0.0600 

- 

- 

0.008 

0.068 

0.068 

0.330 

0.017 

0.314 

0.572 

182.40 

Over Exploited 

Lambi 

0832000509905100 

0.05 

0.08 

92.58 

0.10 

- 

0.10 

0.07 

0.84 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.109 

0.005 

0.103 

0.027 

26.16 

Safe 

Lasooriya 

0832000504084200 

0.05 

0.02 

(365.83) 

0.01 

0.09 

0.10 

0.03 

0.29 

- 

0.0100 

- 

- 

0.128 

0.138 

0.138 

0.237 

0.012 

0.225 

0.076 

33.74 

Safe 



0.05 

0.00 

(87,954.22) 

0.00 

0.09 

0.09 

0.00 

0.03 

- 

- 

- 

- 

0.128 

0.128 

0.128 

0.213 

0.011 

0.202 

0.005 

2.47 

Safe 

Malakhera 

0832000504086700 

0.05 

0.17 

55.09 

0.20 

0.05 

0.25 

0.07 

0.84 

- 

0.0400 

- 

- 

0.059 

0.099 

0.099 

0.347 

0.017 

0.330 

0.233 

70.61 

Semi Critical 

Malikhera 

0832000509905200 

0.05 

0.06 

367.16 

0.07 

0.01 

0.08 

0.07 

0.84 

- 

0.0600 

- 

- 

0.004 

0.064 

0.064 

0.149 

0.007 

0.142 

0.340 

240.01 

Over Exploited 

Mandvi 

0832000504084900 

0.05 

0.26 

149.79 

0.31 

0.05 

0.36 

0.07 

0.84 

- 

0.1800 

- 

- 

0.008 

0.188 

0.188 

0.545 

0.027 

0.518 

0.977 

188.65 

Over Exploited 

Moya Khera 

0832000504084700 

0.05 

0.00 

(24,983.76) 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.010 

0.001 

0.010 

0.005 

51.79 

Safe 

Muglana 

0832000509905300 

0.05 

0.14 

246.83 

0.17 

0.02 

0.19 

0.07 

0.84 

- 

0.1100 

- 

- 

0.001 

0.111 

0.111 

0.305 

0.015 

0.289 

0.578 

199.77 

Over Exploited 

Narayan Khera 

0832000504085800 

0.05 

0.36 

464.93 

0.43 

0.08 

0.51 

0.07 

0.84 

- 

0.2300 

- 

- 

0.001 

0.231 

0.231 

0.745 

0.037 

0.708 

2.041 

288.32 

Over Exploited 

Nipaniya Uda 

0832000504085600 

0.05 

0.06 

261.85 

0.07 

0.01 

0.08 

0.07 

0.84 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.132 

0.007 

0.125 

0.259 

206.39 

Over Exploited 

Nirdhari 

0832000504086100 

0.05 

0.04 

270.70 

0.05 

- 

0.05 

0.07 

0.84 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.062 

0.003 

0.058 

0.097 

165.93 

Over Exploited 

Pachpahar 

0832000509905400 

0.05 

0.33 

122.86 

0.39 

0.02 

0.42 

0.07 

0.84 

- 

0.1000 

- 

- 

0.004 

0.104 

0.104 

0.519 

0.026 

0.493 

0.556 

112.79 

Over Exploited 

Padasali 

0832000504085300 

0.05 

0.12 

121.03 

0.15 

0.01 

0.16 

0.07 

0.84 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.185 

0.009 

0.176 

0.281 

159.83 

Over Exploited 

Paliya Kheri 

0832000504085900 

0.05 

0.08 

351.62 

0.09 

0.01 

0.10 

0.07 

0.84 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.123 

0.006 

0.117 

0.189 

161.51 

Over Exploited 

Ratanpura 

0832000504087000 

0.05 

0.00 

576.65 

0.00 

0.01 

0.01 

0.01 

0.08 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.016 

0.001 

0.015 

0.010 

66.86 

Safe 

Sangali 

0832000504085400 

0.05 

0.07 

191.08 

0.08 

0.01 

0.09 

0.07 

0.84 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.112 

0.006 

0.106 

0.189 

177.77 

Over Exploited 

Sarkanya 

0832000504086300 

0.05 

0.19 

226.99 

0.23 

0.03 

0.26 

0.07 

0.84 

- 

0.0900 

- 

- 

0.002 

0.092 

0.092 

0.354 

0.018 

0.336 

0.805 

239.54 

Over Exploited 

Sarod 

0832000504088400 

0.05 

0.04 

761.68 

0.04 

0.03 

0.07 

0.02 

0.18 

- 

0.0400 

- 

- 

0.026 

0.066 

0.066 

0.135 

0.007 

0.129 

0.238 

184.97 

Over Exploited 

Sooliya 

0832000504084000 

0.05 

0.00 

2,408.01 

0.00 

0.01 

0.01 

0.01 

0.06 

- 

0.0100 

- 

- 

0.011 

0.021 

0.021 

0.031 

0.002 

0.029 

0.108 

369.24 

Over Exploited 



0.05 

0.00 

########## 

0.00 

0.01 

0.01 

0.00 

0.00 

- 

- 

- 

- 

0.011 

0.011 

0.011 

0.018 

0.001 

0.017 

- 

- 

Safe 

Alipur 

0832000604115900 

0.06 

0.07 

75.11 

0.08 

0.00 

0.08 

0.04 

0.53 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.095 

0.005 

0.091 

0.033 

36.73 

Safe 

Bani Kheri 

0832000704134400 

0.05 

0.20 

12.80 

0.23 

0.00 

0.23 

0.06 

0.86 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.248 

0.012 

0.235 

0.107 

45.52 

Safe 

Bardiya 

0832000704130800 

0.05 

0.50 

55.14 

0.60 

0.02 

0.62 

0.07 

0.93 

- 

0.0700 

- 

- 

0.017 

0.087 

0.087 

0.707 

0.035 

0.672 

0.411 

61.13 

Safe 

Bhaisariya 

0832000704132000 

0.05 

0.16 

174.81 

0.19 

0.01 

0.20 

0.04 

0.64 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.219 

0.011 

0.208 

0.135 

64.72 

Safe 

Binnayaga 

0832000504094200 

0.05 

0.00 

955.96 

0.00 

0.03 

0.03 

0.00 

0.03 

- 

- 

- 

- 

0.039 

0.039 

0.039 

0.066 

0.003 

0.063 

0.009 

14.21 

Safe 

Birma Kheri 

0832000704134900 

0.05 

0.27 

12.66 

0.30 

0.01 

0.31 

0.06 

0.86 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.327 

0.016 

0.311 

0.126 

40.60 

Safe 

Chak Semli 

0832000604115000 

0.06 

0.00 

2,019.01 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chhan 

0832000704135100 

0.05 

0.38 

67.23 

0.45 

0.02 

0.47 

0.06 

0.85 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.553 

0.028 

0.526 

0.431 

82.06 

Semi Critical 

Dabla Bhoj 

0832000604114900 

0.06 

0.38 

58.76 

0.46 

0.03 

0.49 

0.05 

0.66 

- 

0.0800 

- 

- 

0.010 

0.090 

0.090 

0.576 

0.029 

0.547 

0.418 

76.35 

Semi Critical 

Dag 

0832000704133900 

0.05 

0.00 

17,851.91 

0.00 

- 

0.00 

0.00 

0.02 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.010 

0.001 

0.010 

0.054 

547.91 

Over Exploited 

Daryaopura 

0832000704134000 

0.05 

0.12 

256.08 

0.14 

0.01 

0.15 

0.04 

0.53 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.188 

0.009 

0.179 

0.153 

85.85 

Semi Critical 

Deogarh 

0832000504093900 

0.05 

0.00 

(12,244.54) 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.012 

0.001 

0.011 

0.007 

62.00 

Safe 

Dhabla 

0832000704131000 

0.05 

0.18 

89.13 

0.22 

0.02 

0.25 

0.07 

0.96 

- 

0.0800 

- 

- 

0.007 

0.087 

0.087 

0.334 

0.017 

0.317 

0.421 

133.01 

Over Exploited 

Dhatooriya 

0832000704131300 

0.05 

0.18 

157.50 

0.22 

0.02 

0.24 

0.07 

0.91 

- 

0.1000 

- 

- 

0.001 

0.101 

0.101 

0.343 

0.017 

0.326 

0.541 

166.16 

Over Exploited 

Dobra 

0832000704135200 

0.05 

0.26 

172.33 

0.31 

0.05 

0.36 

0.06 

0.85 

- 

0.1300 

- 

- 

0.032 

0.162 

0.162 

0.519 

0.026 

0.493 

0.708 

143.58 

Over Exploited 

Dori 

0832000704135000 

0.05 

0.29 

90.13 

0.34 

0.03 

0.38 

0.06 

0.85 

- 

0.0800 

- 

- 

0.002 

0.082 

0.082 

0.458 

0.023 

0.435 

0.762 

175.09 

Over Exploited 

Fatehpur 

0832000604116200 

0.06 

0.15 

19.56 

0.18 

0.01 

0.19 

0.07 

0.93 

- 

0.0200 

- 

- 

0.008 

0.028 

0.028 

0.216 

0.011 

0.205 

0.090 

43.87 

Safe 

Fazilpur 

0832000704131400 

0.05 

0.21 

133.98 

0.25 

0.01 

0.26 

0.06 

0.88 

- 

0.0500 

- 

- 

0.002 

0.052 

0.052 

0.314 

0.016 

0.298 

0.259 

86.96 

Semi Critical 

Gagurni 

0832000704130900 

0.05 

0.24 

24.57 

0.28 

0.01 

0.29 

0.08 

0.96 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.313 

0.016 

0.297 

0.161 

54.11 

Safe 

Ghati 

0832000704134200 

0.05 

0.27 

71.64 

0.32 

0.01 

0.34 

0.06 

0.85 

- 

0.0500 

- 

- 

0.002 

0.052 

0.052 

0.388 

0.019 

0.369 

0.298 

80.89 

Semi Critical 

Govindpura 

0832000704132100 

0.05 

0.18 

56.68 

0.21 

0.02 

0.23 

0.04 

0.60 

- 

0.0200 

- 

- 

0.013 

0.033 

0.033 

0.264 

0.013 

0.251 

0.151 

60.24 

Safe 

Guradiya Kalan 

0832000504094300 

0.05 

0.01 

671.62 

0.01 

0.03 

0.04 

0.01 

0.10 

- 

0.0100 

- 

- 

0.042 

0.052 

0.052 

0.091 

0.005 

0.087 

0.085 

98.57 

Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Harnawada Gaja 

083200060411600C 

10.512 

Fresh 

Non-command 

Non-command 

Deccan Traps 

7.529 

3.60 

0.010 

0.17 

0.03 

0.00 

0.00 

0.00 

0.41 

0.57 

0.68 

0.010 

0.63 

0.45 


Harnawda Peetha 

0832000604116100 

7.708 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.769 

3.51 

0.010 

0.11 

0.02 

0.00 

0.00 

0.00 

0.25 

0.36 

0.43 

0.007 

0.54 

0.38 


Jajni 

0832000504093800 

10.129 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.595 

2.75 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.14 

0.11 

0.008 

0.22 

0.16 


Kabeeri 

0832000704131200 

6.413 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.399 

4.60 

0.010 

0.09 

0.01 

0.00 

0.00 

0.00 

0.37 

0.53 

0.32 

0.019 

0.86 

0.60 


Karanpura 

0832000704131100 

4.786 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.786 

4.78 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.25 

0.36 

0.05 

0.014 

0.85 

0.59 


Keloo Khera 

0832000704134600 

6.353 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.353 

2.46 

0.010 

0.07 

0.01 

0.00 

0.00 

0.01 

0.21 

0.32 

0.25 

0.019 

0.81 

0.54 


Khera 

0832000504094100 

1.294 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.294 

3.12 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.09 

0.13 

0.24 

0.004 

0.89 

0.65 


Kundiya 

0832000704130700 

6.533 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.519 

6.00 

0.010 

0.02 

0.00 

0.00 

0.00 

0.01 

0.22 

0.33 

0.07 

0.011 

0.43 

0.28 


Luhariya 

0832000704131800 

13.492 

Fresh 

Non-command 

Non-command 

Deccan Traps 

13.492 

2.95 

0.010 

0.13 

0.02 

0.00 

0.00 

0.01 

0.50 

0.75 

0.46 

0.040 

0.81 

0.53 


Mahuri Khera 

0832000704134100 

3.157 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.062 

3.98 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.01 


Mangwaliya 

0832000704134300 

5.615 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.615 

2.70 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.19 

0.29 

0.18 

0.017 

0.80 

0.52 


Moru Kheri 

0832000504094000 

3.325 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.909 

3.00 

0.010 

0.09 

0.01 

0.00 

0.00 

0.00 

0.17 

0.23 

0.35 

0.009 

0.78 

0.56 


Nagar 

0832000604111800 

2.930 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.060 

3.43 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.01 


Nahar Ghatti 

0832000704134700 

8.292 

Fresh 

Non-command 

Non-command 

Deccan Traps 

8.292 

2.47 

0.010 

0.03 

0.00 

0.00 

0.00 

0.01 

0.23 

0.34 

0.09 

0.025 

0.81 

0.53 


Nandpur 

0832000704131700 

6.413 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.413 

2.60 

0.010 

0.07 

0.01 

0.00 

0.00 

0.00 

0.23 

0.34 

0.26 

0.019 

0.82 

0.54 


Parasli 

0832000704134500 

5.779 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.779 

2.45 

0.010 

0.08 

0.01 

0.00 

0.00 

0.00 

0.21 

0.32 

0.28 

0.017 

0.80 

0.52 


Peepaliya 

0832000604115100 

5.891 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.002 

2.89 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

-0.01 

0.00 

0.000 

0.00 

0.00 


Puwandla 

0832000704131900 

9.562 

Fresh 

Non-command 

Non-command 

Deccan Traps 

9.547 

5.27 

0.010 

0.04 

0.00 

0.00 

0.00 

0.02 

0.53 

0.80 

0.11 

0.029 

0.81 

0.53 


Ramay Dalpat 

0832000604111900 

6.245 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.179 

3.51 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.07 

0.002 

0.17 

0.12 


Ramay Mahoo 

0832000604114800 

9.725 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.245 

3.48 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.14 

0.19 

0.14 

0.004 

0.30 

0.22 


Sakatpura 

0832000704134800 

4.572 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.572 

2.51 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.20 

0.08 

0.014 

0.80 

0.53 


Salriya 

0832000704131600 

4.947 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.947 

3.78 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.20 

0.30 

0.07 

0.015 

0.83 

0.56 


Saranga Khera 

0832000704132300 

3.683 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.003 

3.48 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Semli Chauhan 

0832000604115800 

9.937 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.205 

3.25 

0.010 

0.09 

0.01 

0.00 

0.00 

0.02 

0.26 

0.36 

0.37 

0.009 

0.56 

0.41 


Shekhpur 

0832000704131500 

3.508 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.508 

4.44 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.20 

0.29 

0.19 

0.010 

0.84 

0.57 


Sikandarpura 

0832000704132200 

2.245 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.347 

2.68 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.01 

0.004 

0.48 

0.31 


Tokra 

0832000704135300 

6.974 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.394 

6.36 

0.010 

0.07 

0.01 

0.00 

0.00 

0.00 

0.34 

0.52 

0.28 

0.013 

0.50 

0.33 

08004026 

Akodiya 

0832000604094500 

4.325 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.017 

1.23 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Gagrain 

Command 

Deccan Traps 

2.902 

1.23 

0.010 

0.07 

0.01 

0.00 

0.00 

0.00 

0.09 

0.14 

0.28 

0.004 

0.53 

0.35 


Alawa 

0832000504083600 

7.463 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.207 

2.44 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.02 

0.02 






Piplad 

Command 

Deccan Traps 

7.175 

2.44 

0.010 

0.12 

0.02 

0.00 

0.00 

0.00 

0.27 

0.40 

0.48 

0.000 

0.78 

0.53 






Gagrain 

Command 

Deccan Traps 

0.081 

2.44 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Amarpura 

0830000403830500 

4.848 

Fresh 

Non-command 

Non-command 

Limestone 

4.848 

4.77 

0.020 

0.41 

0.06 

0.00 

0.00 

0.00 

0.81 

0.80 

1.64 

0.010 

0.81 

0.83 


Amliya Kheri 

0832000504080800 

3.408 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.408 

3.34 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.17 

0.12 

0.000 

0.80 

0.67 


Amrit Kheri 

0830000403832700 

1.308 

Fresh 

Non-command 

Non-command 

Limestone 

1.308 

4.19 

0.020 

0.05 

0.01 

0.00 

0.00 

0.01 

0.14 

0.14 

0.20 

0.003 

0.81 

0.79 


Anandpura 

0832000504083000 

2.849 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.849 

3.77 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.18 

0.09 

0.000 

0.80 

0.55 


Antraliya 

0830000403826600 

3.027 

Fresh 

Non-command 

Non-command 

Limestone 

3.027 

2.77 

0.020 

0.13 

0.02 

0.00 

0.00 

0.00 

0.27 

0.28 

0.51 

0.006 

0.81 

0.79 


Anwali Kalan 

0832000504083300 

5.915 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.650 

1.43 

0.010 

0.12 

0.02 

0.00 

0.00 

0.02 

0.15 

0.24 

0.49 

0.000 

0.61 

0.38 






Piplad 

Command 

Deccan Traps 

0.562 

1.43 

0.010 

0.01 

0.00 

0.00 

0.00 

0.02 

0.00 

0.00 

0.06 

0.000 

0.07 

0.05 


Anwali Khurd 

0832000504083500 

3.567 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.279 

2.31 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.13 

0.000 

0.28 

0.19 






Piplad 

Command 

Deccan Traps 

2.288 

2.31 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.10 

0.15 

0.24 

0.000 

0.50 

0.33 


Aranya Kalan 

0830000403833300 

4.445 

Fresh 

Non-command 

Non-command 

Limestone 

4.445 

5.61 

0.020 

0.10 

0.02 

0.00 

0.00 

0.00 

0.58 

0.85 

0.41 

0.009 

0.85 

0.58 


Aranya Khurd 

0830000403830800 

2.436 

Fresh 

Non-command 

Non-command 

Limestone 

2.436 

3.56 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.24 

0.25 

0.31 

0.005 

0.82 

0.78 


Aroliya 

0832000504081700 

8.985 

Fresh 

Non-command 

Non-command 

Deccan Traps 

8.985 

2.89 

0.010 

0.12 

0.02 

0.00 

0.00 

0.00 

0.36 

0.50 

0.50 

0.000 

0.84 

0.60 


Azampur 

0832000604098500 

5.646 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.047 

2.60 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Badarkhan 

0830000403827300 

0.550 

Fresh 

Non-command 

Non-command 

Limestone 

0.550 

5.51 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.02 

0.001 

0.82 

0.74 


Bakani Khurd 

0832000504083400 

4.117 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.425 

1.51 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.000 

0.08 

0.05 






Piplad 

Command 

Deccan Traps 

3.692 

1.51 

0.010 

0.11 

0.02 

0.00 

0.00 

0.00 

0.14 

0.23 

0.45 

0.000 

0.70 

0.45 


Balgarh 

0832000203998800 

2.252 

Fresh 

Non-command 

Non-command 

Limestone 

1.854 

4.44 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.14 

0.01 

0.000 

0.71 

0.42 


Banda 

0830000403831700 

3.518 

Fresh 

Non-command 

Non-command 

Limestone 

3.518 

7.21 

0.020 

0.19 

0.03 

0.00 

0.00 

0.00 

0.67 

0.65 

0.77 

0.007 

0.81 

0.83 


Bansya Heri 

0830000403831100 

7.117 

Fresh 

Non-command 

Non-command 

Limestone 

7.117 

5.50 

0.020 

0.14 

0.02 

0.00 

0.00 

0.00 

0.90 

1.14 

0.52 

0.014 

0.83 

0.66 


Baori Khera Antri 

0832000203999300 

1.930 

Fresh 

Non-command 

Non-command 

Limestone 

1.296 

5.20 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.11 

0.00 

0.000 

0.58 

0.36 


Baori Khera Kalan 

0832000204010000 

4.526 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.526 

3.61 

0.010 

0.17 

0.02 

0.00 

0.00 

0.00 

0.31 

0.48 

0.66 

0.000 

0.86 

0.55 


Barkheri Jadeed 

0832000604098700 

4.419 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.236 

3.65 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.18 

0.02 

0.004 

0.63 

0.44 


Barodiya Antari 

0830000403827800 

3.402 

Fresh 

Non-command 

Non-command 

Limestone 

2.759 

6.40 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.39 

0.51 

0.20 

0.006 

0.67 

0.52 


Beer Mandi 

0830000403828000 

2.010 

Fresh 

Non-command 

Non-command 

Limestone 

2.010 

4.58 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.25 

0.26 

0.31 

0.004 

0.81 

0.79 


Bhandar 

0832000604101300 

3.539 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.149 

2.32 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.04 

0.03 


Bhanya Kheri 

0832000604096400 

3.120 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.120 

3.96 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.21 

0.07 

0.004 

0.85 

0.58 


Bhaopura 

0830000403831600 

2.895 

Fresh 

Non-command 

Non-command 

Limestone 

2.895 

5.40 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.39 

0.38 

0.34 

0.006 

0.81 

0.83 


Bhatkhera Kalan 

0832000604096000 

3.247 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.247 

1.44 

0.010 

0.07 

0.02 

0.00 

0.00 

0.00 

0.10 

0.14 

0.29 

0.004 

0.83 

0.56 


Bhatkhera Khurd 

0832000604094900 

1.308 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.354 

1.64 

0.010 

0.01 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.03 

0.000 

0.22 

0.15 






Gagrain 

Command 

Deccan Traps 

0.954 

1.64 

0.010 

0.02 

0.00 

0.00 

0.00 

0.01 

0.03 

0.04 

0.08 

0.001 

0.59 

0.40 


Bhilwara 

0832000204002400 

5.494 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.494 

2.07 

0.010 

0.11 

0.02 

0.00 

0.00 

0.01 

0.19 

0.30 

0.43 

0.000 

0.85 

0.55 


Bhilwari 

0832000504081600 

7.557 

Fresh 

Non-command 

Non-command 

Limestone 

2.630 

1.82 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.13 

0.22 

0.000 

0.30 

0.20 







Non-command 

Deccan Traps 

4.926 

1.82 

0.010 

0.08 

0.01 

0.00 

0.00 

0.00 

0.16 

0.23 

0.30 

0.000 

0.55 

0.38 


Biloniya 

0832000203997900 

8.757 

Fresh 

Non-command 

Non-command 

Limestone 

2.733 

4.94 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.20 

0.01 

0.000 

0.27 

0.18 







Non-command 

Bhander Sandstone 

6.025 

4.94 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.31 

0.47 

0.04 

0.000 

0.58 

0.39 


Binolai 

0832000204003200 

2.899 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.899 

3.60 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.15 

0.24 

0.23 

0.000 

0.86 

0.54 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Harnawada Gaja 

0832000604116000 

0.06 

0.29 

97.78 

0.34 

0.03 

0.38 

0.05 

0.69 

- 

0.1300 

- 

- 

0.007 

0.138 

0.138 

0.516 

0.026 

0.491 

0.690 

140.74 

Over Exploited 

Harnawda Peetha 

0832000604116100 

0.06 

0.16 

129.52 

0.19 

0.02 

0.21 

0.05 

0.59 

- 

0.0800 

- 

- 

0.007 

0.087 

0.087 

0.298 

0.015 

0.283 

0.436 

153.79 

Over Exploited 

Jajni 

0832000504093800 

0.05 

0.03 

383.06 

0.03 

0.00 

0.04 

0.02 

0.24 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.049 

0.002 

0.047 

0.114 

243.78 

Over Exploited 

Kabeeri 

0832000704131200 

0.05 

0.28 

93.90 

0.33 

0.01 

0.34 

0.07 

0.93 

- 

0.0600 

- 

- 

0.001 

0.061 

0.061 

0.403 

0.020 

0.383 

0.336 

87.87 

Semi Critical 

Karanpura 

0832000704131100 

0.05 

0.20 

75.62 

0.25 

0.00 

0.25 

0.07 

0.92 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.255 

0.013 

0.242 

0.067 

27.77 

Safe 

Keloo Khera 

0832000704134600 

0.05 

0.26 

22.67 

0.31 

0.02 

0.33 

0.06 

0.87 

- 

0.0300 

- 

- 

0.011 

0.041 

0.041 

0.368 

0.018 

0.349 

0.270 

77.32 

Semi Critical 

Khera 

0832000504094100 

0.05 

0.06 

116.51 

0.07 

0.01 

0.08 

0.08 

0.97 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.109 

0.005 

0.104 

0.242 

232.62 

Over Exploited 

Kundiya 

0832000704130700 

0.05 

0.08 

338.87 

0.09 

0.01 

0.10 

0.03 

0.46 

- 

0.0100 

- 

- 

0.019 

0.029 

0.029 

0.132 

0.007 

0.126 

0.084 

66.36 

Safe 

Luhariya 

0832000704131800 

0.05 

0.54 

38.41 

0.65 

0.03 

0.68 

0.06 

0.87 

- 

0.0900 

- 

- 

0.019 

0.109 

0.109 

0.794 

0.040 

0.754 

0.495 

65.70 

Safe 

Mahuri Khera 

0832000704134100 

0.05 

0.00 

7,740.63 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mangwaliya 

0832000704134300 

0.05 

0.22 

28.57 

0.27 

0.01 

0.28 

0.06 

0.85 

- 

0.0300 

- 

- 

0.007 

0.037 

0.037 

0.319 

0.016 

0.303 

0.196 

64.54 

Safe 

Moru Kheri 

0832000504094000 

0.05 

0.11 

105.75 

0.14 

0.01 

0.15 

0.07 

0.85 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.186 

0.009 

0.177 

0.359 

203.11 

Over Exploited 

Nagar 

0832000604111800 

0.06 

0.00 

4,220.11 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nahar Ghatti 

0832000704134700 

0.05 

0.33 

2.38 

0.34 

0.01 

0.35 

0.06 

0.87 

- 

0.0100 

- 

- 

0.013 

0.023 

0.023 

0.374 

0.019 

0.355 

0.111 

31.20 

Safe 

Nandpur 

0832000704131700 

0.05 

0.26 

29.18 

0.31 

0.01 

0.33 

0.06 

0.88 

- 

0.0300 

- 

- 

0.001 

0.032 

0.032 

0.357 

0.018 

0.339 

0.276 

81.53 

Semi Critical 

Parasli 

0832000704134500 

0.05 

0.23 

38.06 

0.28 

0.01 

0.29 

0.06 

0.86 

- 

0.0300 

- 

- 

0.004 

0.034 

0.034 

0.324 

0.016 

0.308 

0.301 

97.79 

Critical 

Peepaliya 

0832000604115100 

0.06 

0.00 

########## 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.012 

0.001 

0.011 

0.000 

0.02 

Safe 

Puwandla 

0832000704131900 

0.05 

0.38 

106.73 

0.46 

0.02 

0.48 

0.06 

0.87 

- 

0.0200 

- 

- 

0.027 

0.047 

0.047 

0.527 

0.026 

0.501 

0.141 

28.07 

Safe 

Ramay Dalpat 

0832000604111900 

0.06 

0.01 

557.23 

0.01 

0.00 

0.02 

0.01 

0.19 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.034 

0.002 

0.032 

0.068 

211.42 

Over Exploited 

Ramay Mahoo 

0832000604114800 

0.06 

0.06 

223.65 

0.07 

0.01 

0.09 

0.03 

0.33 

- 

0.0200 

- 

- 

0.007 

0.027 

0.027 

0.112 

0.006 

0.107 

0.143 

134.67 

Over Exploited 

Sakatpura 

0832000704134800 

0.05 

0.18 

10.13 

0.20 

0.00 

0.20 

0.06 

0.86 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.216 

0.011 

0.205 

0.093 

45.17 

Safe 

Salriya 

0832000704131600 

0.05 

0.20 

47.46 

0.25 

0.00 

0.25 

0.06 

0.89 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.264 

0.013 

0.251 

0.088 

34.98 

Safe 

Saranga Khera 

0832000704132300 

0.05 

0.00 

(283,793.45) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Semli Chauhan 

0832000604115800 

0.06 

0.21 

71.18 

0.25 

0.03 

0.28 

0.05 

0.61 

- 

0.0700 

- 

- 

0.033 

0.103 

0.103 

0.386 

0.019 

0.367 

0.375 

102.11 

Over Exploited 

Shekhpur 

0832000704131500 

0.05 

0.15 

95.82 

0.18 

0.01 

0.19 

0.07 

0.90 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.227 

0.011 

0.215 

0.201 

93.57 

Critical 

Sikandarpura 

0832000704132200 

0.05 

0.03 

66.95 

0.04 

0.00 

0.04 

0.03 

0.51 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.042 

0.002 

0.040 

0.011 

27.90 

Safe 

Tokra 

0832000704135300 

0.05 

0.11 

369.92 

0.13 

0.01 

0.14 

0.04 

0.54 

- 

0.0500 

- 

- 

0.004 

0.054 

0.054 

0.198 

0.010 

0.188 

0.290 

154.06 

Over Exploited 

Akodiya 

0832000604094500 

0.06 

0.00 

(65,314.22) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.004 

0.000 

0.004 

0.000 

0.63 

Safe 



0.06 

0.09 

53.94 

0.11 

0.01 

0.12 

0.05 

0.58 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.155 

0.008 

0.148 

0.281 

190.46 

Over Exploited 

Alawa 

0832000504083600 

0.05 

0.00 

(56.75) 

0.00 

0.00 

0.01 

0.00 

0.02 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.013 

0.001 

0.012 

0.016 

134.46 

Over Exploited 



0.05 

0.28 

42.67 

0.33 

0.02 

0.36 

0.07 

0.84 

- 

0.0500 

- 

- 

0.007 

0.057 

0.057 

0.416 

0.021 

0.395 

0.475 

120.12 

Over Exploited 



0.05 

0.00 

(12,529.86) 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.012 

0.001 

0.012 

0.005 

42.55 

Safe 

Amarpura 

0830000403830500 

0.08 

0.31 

153.35 

0.38 

0.06 

0.44 

0.07 

0.88 

- 

0.3100 

- 

- 

0.001 

0.311 

0.311 

0.748 

0.037 

0.711 

1.653 

232.53 

Over Exploited 

Amliya Kheri 

0832000504080800 

0.05 

0.14 

25.91 

0.16 

- 

0.16 

0.07 

0.87 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.174 

0.009 

0.165 

0.124 

75.09 

Semi Critical 

Amrit Kheri 

0830000403832700 

0.08 

0.09 

65.35 

0.10 

0.02 

0.12 

0.07 

0.88 

- 

0.0400 

- 

- 

0.019 

0.059 

0.059 

0.183 

0.009 

0.174 

0.207 

118.73 

Over Exploited 

Anandpura 

0832000504083000 

0.05 

0.11 

60.67 

0.14 

0.00 

0.14 

0.07 

0.87 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.149 

0.007 

0.141 

0.087 

61.55 

Safe 

Antraliya 

0830000403826600 

0.08 

0.20 

42.28 

0.24 

0.02 

0.26 

0.07 

0.88 

- 

0.0600 

- 

- 

0.007 

0.067 

0.067 

0.328 

0.016 

0.311 

0.518 

166.35 

Over Exploited 

Anwali Kalan 

0832000504083300 

0.05 

0.14 

70.05 

0.17 

0.04 

0.20 

0.06 

0.66 

- 

0.0500 

- 

- 

0.023 

0.073 

0.073 

0.277 

0.014 

0.263 

0.486 

184.84 

Over Exploited 



0.05 

0.00 

123.48 

0.00 

0.02 

0.02 

0.01 

0.08 

- 

0.0100 

- 

- 

0.023 

0.033 

0.033 

0.050 

0.003 

0.048 

0.059 

123.13 

Over Exploited 

Anwali Khurd 

0832000504083500 

0.05 

0.02 

367.79 

0.02 

0.00 

0.03 

0.03 

0.31 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.041 

0.002 

0.039 

0.130 

334.17 

Over Exploited 



0.05 

0.06 

159.65 

0.07 

0.01 

0.08 

0.05 

0.55 

- 

0.0300 

- 

- 

0.006 

0.036 

0.036 

0.119 

0.006 

0.113 

0.238 

211.35 

Over Exploited 

Aranya Kalan 

0830000403833300 

0.08 

0.30 

180.34 

0.36 

0.02 

0.39 

0.07 

0.92 

- 

0.0800 

- 

- 

0.005 

0.085 

0.085 

0.471 

0.024 

0.448 

0.417 

93.18 

Critical 

Aranya Khurd 

0830000403830800 

0.08 

0.16 

58.53 

0.19 

0.01 

0.20 

0.07 

0.88 

- 

0.0600 

- 

- 

0.003 

0.063 

0.063 

0.266 

0.013 

0.253 

0.311 

122.89 

Over Exploited 

Aroliya 

0832000504081700 

0.05 

0.38 

30.98 

0.45 

0.02 

0.48 

0.07 

0.91 

- 

0.0900 

- 

- 

0.007 

0.097 

0.097 

0.575 

0.029 

0.546 

0.497 

90.97 

Critical 

Azampur 

0832000604098500 

0.06 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.003 

0.000 

0.003 

0.013 

435.03 

Over Exploited 

Badarkhan 

0830000403827300 

0.08 

0.04 

117.68 

0.04 

- 

0.04 

0.07 

0.89 

- 

- 

- 

- 

- 

- 

- 

0.043 

0.002 

0.041 

0.021 

51.30 

Safe 

Bakani Khurd 

0832000504083400 

0.05 

0.00 

1,301.19 

0.00 

0.00 

0.00 

0.01 

0.09 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.015 

0.001 

0.014 

0.054 

386.48 

Over Exploited 



0.05 

0.13 

75.09 

0.15 

0.02 

0.18 

0.07 

0.76 

- 

0.0500 

- 

- 

0.002 

0.052 

0.052 

0.227 

0.011 

0.216 

0.454 

210.65 

Over Exploited 

Balgarh 

0832000203998800 

0.05 

0.07 

108.50 

0.08 

0.00 

0.08 

0.05 

0.76 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.082 

0.004 

0.078 

0.014 

17.98 

Safe 

Banda 

0830000403831700 

0.08 

0.23 

186.39 

0.27 

0.03 

0.30 

0.07 

0.88 

- 

0.1400 

- 

- 

0.000 

0.141 

0.141 

0.444 

0.022 

0.422 

0.772 

183.07 

Over Exploited 

Bansya Heri 

0830000403831100 

0.08 

0.48 

139.41 

0.57 

0.02 

0.59 

0.07 

0.90 

- 

0.1000 

- 

- 

0.003 

0.103 

0.103 

0.696 

0.035 

0.661 

0.538 

81.47 

Semi Critical 

Baori Khera Antri 

0832000203999300 

0.05 

0.04 

190.41 

0.04 

0.00 

0.05 

0.04 

0.62 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.046 

0.002 

0.044 

- 

- 

Safe 

Baori Khera Kalan 

0832000204010000 

0.05 

0.19 

146.48 

0.23 

0.02 

0.26 

0.07 

0.92 

- 

0.0700 

- 

- 

0.007 

0.077 

0.077 

0.334 

0.017 

0.317 

0.664 

209.48 

Over Exploited 

Barkheri Jadeed 

0832000604098700 

0.06 

0.12 

49.39 

0.15 

0.00 

0.15 

0.05 

0.68 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.149 

0.007 

0.142 

0.024 

17.28 

Safe 

Barodiya Antari 

0830000403827800 

0.08 

0.15 

242.27 

0.18 

0.01 

0.19 

0.05 

0.73 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.229 

0.011 

0.217 

0.210 

96.49 

Critical 

Beer Mandi 

0830000403828000 

0.08 

0.13 

98.04 

0.16 

0.01 

0.17 

0.07 

0.88 

- 

0.0600 

- 

- 

0.004 

0.064 

0.064 

0.234 

0.012 

0.222 

0.310 

139.60 

Over Exploited 

Bhandar 

0832000604101300 

0.06 

0.00 

765.73 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.004 

0.000 

0.004 

0.007 

203.67 

Over Exploited 

Bhanya Kheri 

0832000604096400 

0.06 

0.16 

31.56 

0.19 

0.00 

0.19 

0.07 

0.92 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.203 

0.010 

0.192 

0.070 

36.54 

Safe 

Bhaopura 

0830000403831600 

0.08 

0.19 

104.79 

0.22 

0.01 

0.24 

0.07 

0.88 

- 

0.0600 

- 

- 

0.000 

0.060 

0.060 

0.295 

0.015 

0.281 

0.341 

121.45 

Over Exploited 

Bhatkhera Kalan 

0832000604096000 

0.06 

0.16 

(12.13) 

0.14 

0.02 

0.16 

0.07 

0.90 

- 

0.0500 

- 

- 

0.000 

0.050 

0.050 

0.212 

0.011 

0.202 

0.294 

145.91 

Over Exploited 

Bhatkhera Khurd 

0832000604094900 

0.06 

0.00 

113.87 

0.01 

0.01 

0.01 

0.02 

0.24 

- 

- 

- 

- 

0.014 

0.014 

0.014 

0.028 

0.001 

0.027 

0.033 

125.36 

Over Exploited 



0.06 

0.03 

16.08 

0.04 

0.01 

0.05 

0.05 

0.64 

- 

0.0100 

- 

- 

0.014 

0.024 

0.024 

0.072 

0.004 

0.068 

0.080 

117.74 

Over Exploited 

Bhilwara 

0832000204002400 

0.05 

0.23 

27.14 

0.28 

0.03 

0.31 

0.07 

0.92 

- 

0.0500 

- 

- 

0.020 

0.070 

0.070 

0.385 

0.019 

0.365 

0.427 

116.88 

Over Exploited 

Bhilwari 

0832000504081600 

0.05 

0.04 

229.73 

0.05 

0.01 

0.06 

0.02 

0.32 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.097 

0.005 

0.092 

0.216 

235.41 

Over Exploited 



0.05 

0.14 

67.21 

0.16 

0.01 

0.18 

0.04 

0.60 

- 

0.0600 

- 

- 

0.005 

0.065 

0.065 

0.242 

0.012 

0.230 

0.302 

131.52 

Over Exploited 

Biloniya 

0832000203997900 

0.05 

0.04 

463.60 

0.04 

- 

0.04 

0.02 

0.29 

- 

- 

- 

- 

- 

- 

- 

0.043 

0.002 

0.041 

0.014 

33.88 

Safe 



0.05 

0.18 

163.92 

0.21 

0.00 

0.21 

0.05 

0.63 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.223 

0.011 

0.212 

0.036 

17.01 

Safe 

Binolai 

0832000204003200 

0.05 

0.12 

96.87 

0.15 

0.01 

0.16 

0.07 

0.92 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.199 

0.010 

0.189 

0.232 

122.74 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Biriya Kheri Khurd 

083200020400350C 

0.978 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.978 

3.68 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.08 

0.07 

0.000 

0.85 

0.58 


Bishanya Kheri 

0830000403830300 

2.349 

Fresh 

Non-command 

Non-command 

Limestone 

2.349 

5.01 

0.020 

0.69 

0.10 

0.00 

0.00 

0.00 

0.83 

0.81 

2.77 

0.005 

0.81 

0.83 


Boliya Bujurg 

0832000604106600 

12.223 

Fresh 

Gagrain 

Command 

Deccan Traps 

1.568 

3.62 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.13 

0.19 

0.002 

0.11 

0.08 


Boodhan Kheri 

0830000403829400 

4.576 

Fresh 

Non-command 

Non-command 

Limestone 

0.239 

2.56 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.000 

0.04 

0.04 


Bor Kheri 

0832000604104600 

4.776 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.469 

7.08 

0.010 

0.19 

0.03 

0.00 

0.00 

0.00 

0.47 

0.65 

0.75 

0.006 

0.84 

0.61 


Borda 

0832000604107300 

5.978 

Fresh 

Gagrain 

Command 

Deccan Traps 

2.029 

5.52 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.16 

0.22 

0.25 

0.003 

0.30 

0.22 


Borkheri Khurd 

0832000604095300 

2.986 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.986 

3.22 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.18 

0.16 

0.004 

0.84 

0.58 


Brindawan 

0832000203998700 

1.182 

Fresh 

Non-command 

Non-command 

Limestone 

1.182 

3.45 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.06 

0.10 

0.11 

0.000 

0.86 

0.51 


Budhanpur 

0832000504080700 

4.615 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.615 

3.46 

0.010 

0.10 

0.02 

0.00 

0.00 

0.00 

0.24 

0.31 

0.40 

0.000 

0.79 

0.62 


Chachhalai 

0832000604099300 

2.354 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.641 

2.47 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.08 

0.11 

0.20 

0.002 

0.57 

0.39 






Gagrain 

Command 

Deccan Traps 

0.713 

2.47 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.08 

0.001 

0.25 

0.17 


Chachhalao 

0832000604099100 

4.886 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.886 

2.52 

0.010 

0.18 

0.05 

0.00 

0.00 

0.00 

0.25 

0.37 

0.72 

0.007 

0.83 

0.57 


Chandra Pura 

0832000604099600 

2.032 

Fresh 

Gagrain 

Command 

Deccan Traps 

1.696 

3.84 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.11 

0.02 

0.002 

0.68 

0.45 


Chhori 

0832000604107600 

8.428 

Fresh 

Non-command 

Non-command 

Deccan Traps 

7.829 

6.47 

0.010 

0.10 

0.01 

0.00 

0.00 

0.00 

0.59 

0.81 

0.38 

0.011 

0.84 

0.61 






Gagrain 

Command 

Deccan Traps 

0.361 

6.47 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.000 

0.04 

0.03 


Chor Kheri 

0832000504083700 

8.300 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.134 

1.20 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 






Piplad 

Command 

Deccan Traps 

6.210 

1.20 

0.010 

0.09 

0.01 

0.00 

0.00 

0.00 

0.15 

0.24 

0.37 

0.000 

0.59 

0.38 






Gagrain 

Command 

Deccan Traps 

0.062 

1.20 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.00 


Deengasi 

0830000403827200 

2.670 

Fresh 

Non-command 

Non-command 

Limestone 

2.670 

4.68 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.32 

0.34 

0.31 

0.005 

0.82 

0.76 


Deoli Khurd 

0830000403831500 

6.777 

Fresh 

Non-command 

Non-command 

Limestone 

6.777 

5.12 

0.020 

0.64 

0.09 

0.00 

0.00 

0.00 

1.24 

1.22 

2.53 

0.014 

0.81 

0.83 


Devri 

0832000204003100 

5.281 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.247 

2.80 

0.010 

0.04 

0.01 

0.00 

0.00 

0.02 

0.11 

0.17 

0.16 

0.000 

0.53 

0.33 


Dhabla 

0832000604095600 

2.479 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.479 

2.51 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.11 

0.17 

0.23 

0.003 

0.85 

0.57 


Dhabla Kheenchi 

0832000604103800 

10.309 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.014 

2.87 

0.010 

0.09 

0.01 

0.00 

0.00 

0.00 

0.22 

0.31 

0.35 

0.007 

0.42 

0.29 






Gagrain 

Command 

Deccan Traps 

5.051 

2.87 

0.010 

0.09 

0.01 

0.00 

0.00 

0.00 

0.22 

0.32 

0.36 

0.007 

0.42 

0.29 


Dhabli 

0832000604104000 

5.491 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.354 

3.56 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.19 

0.28 

0.20 

0.006 

0.68 

0.48 






Gagrain 

Command 

Deccan Traps 

1.137 

3.56 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.06 

0.002 

0.18 

0.13 


Dhabli Khurd 

0832000204010200 

3.849 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.849 

3.32 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.17 

0.25 

0.21 

0.000 

0.85 

0.56 


Dhamaniya 

0832000604101200 

3.764 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.003 

2.47 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dhanwas 

0832000203997700 

3.542 

Fresh 

Non-command 

Non-command 

Limestone 

0.688 

7.02 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.00 

0.000 

0.16 

0.11 







Non-command 

Bhander Sandstone 

2.853 

7.02 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.30 

0.00 

0.000 

0.68 

0.45 


Dharmachya Kheri 

0832000604104700 

1.794 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.635 

5.41 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.01 

0.001 

0.32 

0.23 


Dharnawad 

0830000403832100 

11.329 

Fresh 

Non-command 

Non-command 

Limestone 

6.544 

4.52 

0.020 

0.17 

0.02 

0.00 

0.00 

0.00 

0.74 

0.74 

0.65 

0.013 

0.47 

0.47 







Non-command 

Deccan Traps 

4.784 

4.52 

0.010 

0.09 

0.01 

0.00 

0.00 

0.01 

0.29 

0.28 

0.34 

0.010 

0.34 

0.34 


Dod Kheri 

0830000403831800 

1.387 

Fresh 

Non-command 

Non-command 

Limestone 

1.387 

7.33 

0.020 

0.14 

0.02 

0.00 

0.00 

0.00 

0.32 

0.32 

0.56 

0.003 

0.81 

0.83 


Dola 

0832000604107800 

7.915 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.392 

4.40 

0.010 

0.01 

0.00 

0.00 

0.00 

0.01 

0.06 

0.09 

0.04 

0.002 

0.16 

0.12 


Dubaliya 

0832000604098900 

4.436 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.436 

4.08 

0.010 

0.31 

0.05 

0.00 

0.00 

0.00 

0.44 

0.64 

1.23 

0.006 

0.85 

0.58 


Duhniya 

0830000403826100 

6.711 

Fresh 

Non-command 

Non-command 

Limestone 

0.000 

3.96 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Durgpura 

0832000203999100 

10.884 

Fresh 

Non-command 

Non-command 

Limestone 

4.987 

6.05 

0.010 

0.09 

0.01 

0.00 

0.00 

0.05 

0.33 

0.53 

0.35 

0.000 

0.39 

0.24 







Non-command 

Bhander Sandstone 

5.027 

6.05 

0.010 

0.09 

0.01 

0.00 

0.00 

0.03 

0.35 

0.58 

0.35 

0.000 

0.40 

0.24 


Durjanpura 

0830000403830600 

2.707 

Fresh 

Non-command 

Non-command 

Limestone 

2.707 

4.46 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.31 

0.31 

0.31 

0.006 

0.81 

0.81 


Fozal Pura 

0832000203999400 

2.713 

Fresh 

Non-command 

Non-command 

Limestone 

1.057 

4.62 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.08 

0.00 

0.000 

0.33 

0.21 


Gadara 

0832000604095700 

2.278 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.278 

2.11 

0.010 

0.06 

0.01 

0.00 

0.00 

0.04 

0.05 

0.08 

0.22 

0.003 

0.85 

0.57 


Gadari 

0832000204010400 

2.756 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.756 

3.33 

0.010 

0.09 

0.01 

0.00 

0.00 

0.01 

0.16 

0.24 

0.37 

0.000 

0.85 

0.57 


Gadiya 

0832000204003300 

3.579 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.579 

3.53 

0.010 

0.09 

0.01 

0.00 

0.00 

0.00 

0.21 

0.32 

0.36 

0.000 

0.85 

0.55 



0832000604096500 

5.880 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.252 

3.73 

0.010 

0.10 

0.02 

0.00 

0.00 

0.01 

0.20 

0.29 

0.41 

0.005 

0.47 

0.32 



0830000403833200 

5.026 

Fresh 

Non-command 

Non-command 

Limestone 

5.026 

3.85 

0.020 

0.29 

0.04 

0.00 

0.00 

0.00 

0.64 

0.83 

1.16 

0.010 

0.84 

0.64 


Gagron 

0832000203996700 

4.047 

Fresh 

Non-command 

Non-command 

Limestone 

0.795 

4.53 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.00 

0.000 

0.17 

0.11 


Ganeshpura 

0832000504082300 

7.818 

Fresh 

Non-command 

Non-command 

Deccan Traps 

7.818 

3.90 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.35 

0.47 

0.23 

0.000 

0.81 

0.60 


Gaonri 

0832000203997000 

8.348 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.557 

6.05 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.14 

0.00 

0.000 

0.16 

0.10 


Garnawad 

0832000504082600 

10.195 

Fresh 

Non-command 

Non-command 

Deccan Traps 

10.195 

3.66 

0.010 

0.10 

0.02 

0.00 

0.00 

0.01 

0.45 

0.61 

0.42 

0.000 

0.82 

0.60 


Gaupura 

0830000403827600 

1.062 

Fresh 

Non-command 

Non-command 

Limestone 

0.277 

4.84 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.001 

0.21 

0.18 


Ghata Kheri 

0832000604099500 

1.450 

Fresh 

Gagrain 

Command 

Deccan Traps 

1.450 

2.87 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.08 

0.002 

0.81 

0.54 


Ghatod 

0832000504082100 

7.172 

Fresh 

Non-command 

Non-command 

Deccan Traps 

7.172 

2.49 

0.010 

0.11 

0.02 

0.00 

0.00 

0.01 

0.26 

0.38 

0.44 

0.000 

0.78 

0.53 


Gokulpura 

0832000203999000 

1.440 

Fresh 

Non-command 

Non-command 

Limestone 

1.120 

5.23 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.10 

0.01 

0.000 

0.67 

0.40 







Non-command 

Bhander Sandstone 

0.179 

5.23 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.000 

0.11 

0.06 


Gola 

0830000403833400 

4.162 

Fresh 

Non-command 

Non-command 

Limestone 

3.659 

3.97 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.32 

0.49 

0.14 

0.007 

0.75 

0.49 







Non-command 

Deccan Traps 

0.503 

3.97 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.001 

0.10 

0.07 


Goondi 

0830000403824200 

1.783 

Fresh 

Non-command 

Non-command 

Limestone 

0.029 

3.85 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Gopalpura 

0832000203998900 

1.585 

Fresh 

Non-command 

Non-command 

Limestone 

0.987 

6.04 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.11 

0.02 

0.000 

0.54 

0.32 



0832000504082400 

1.675 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.675 

3.44 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.05 

0.000 

0.82 

0.65 


Govindpura 

0832000504081200 

5.295 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.295 

3.03 

0.010 

0.11 

0.02 

0.00 

0.00 

0.00 

0.25 

0.26 

0.42 

0.000 

0.81 

0.78 


Gulya Kheri 

0832000504083200 

2.836 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.834 

1.66 

0.010 

0.09 

0.01 

0.00 

0.00 

0.00 

0.12 

0.19 

0.36 

0.000 

0.78 

0.51 






Piplad 

Command 

Deccan Traps 

0.002 

1.66 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

-0.01 

0.00 

0.000 

0.00 

0.00 


Gundi 

0832000604095100 

4.005 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.005 

2.06 

0.010 

0.16 

0.02 

0.00 

0.00 

0.00 

0.22 

0.32 

0.65 

0.006 

0.83 

0.57 


Guradiya 

0832000604096300 

3.673 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.611 

3.82 

0.010 

0.13 

0.02 

0.00 

0.00 

0.00 

0.25 

0.36 

0.52 

0.005 

0.84 

0.57 


Guradiya Jhala 

0832000504081400 

4.203 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.203 

2.90 

0.010 

0.07 

0.02 

0.00 

0.00 

0.00 

0.17 

0.20 

0.29 

0.000 

0.82 

0.72 


Hanotiya Dubaliya 

0832000604098800 

5.522 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.080 

2.66 

0.010 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

0.01 

0.000 

0.01 

0.01 


Hanotiya Hindusingh 

0832000604106500 

1.026 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.687 

7.14 

0.010 

0.07 

0.01 

0.00 

0.00 

0.00 

0.11 

0.15 

0.26 

0.001 

0.60 

0.43 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Biriya Kheri Khurd 

0832000204003500 

0.05 

0.04 

86.53 

0.05 

0.00 

0.05 

0.07 

0.91 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.069 

0.003 

0.065 

0.070 

107.21 

Over Exploited 

Bishanya Kheri 

0830000403830300 

0.08 

0.15 

430.21 

0.18 

0.10 

0.28 

0.07 

0.88 

- 

0.5200 

- 

- 

0.000 

0.520 

0.520 

0.803 

0.040 

0.763 

2.775 

363.84 

Over Exploited 

Boliya Bujurg 

0832000604106600 

0.06 

0.01 

1,183.73 

0.01 

0.01 

0.03 

0.01 

0.12 

- 

0.0200 

- 

- 

0.007 

0.027 

0.027 

0.053 

0.003 

0.051 

0.189 

373.80 

Over Exploited 

Boodhan Kheri 

0830000403829400 

0.08 

0.00 

2,596.56 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.041 

4,522.05 

Over Exploited 

Bor Kheri 

0832000604104600 

0.06 

0.23 

187.07 

0.27 

0.03 

0.30 

0.07 

0.92 

- 

0.1400 

- 

- 

0.005 

0.145 

0.145 

0.450 

0.022 

0.427 

0.759 

177.73 

Over Exploited 

Borda 

0832000604107300 

0.06 

0.04 

492.07 

0.04 

0.01 

0.06 

0.03 

0.33 

- 

0.0300 

- 

- 

0.006 

0.036 

0.036 

0.095 

0.005 

0.090 

0.254 

281.74 

Over Exploited 

Borkheri Khurd 

0832000604095300 

0.06 

0.15 

17.95 

0.18 

0.01 

0.19 

0.07 

0.90 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.217 

0.011 

0.206 

0.162 

78.59 

Semi Critical 

Brindawan 

0832000203998700 

0.05 

0.05 

98.34 

0.06 

0.01 

0.07 

0.07 

0.93 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.092 

0.005 

0.088 

0.112 

127.83 

Over Exploited 

Budhanpur 

0832000504080700 

0.05 

0.18 

67.72 

0.22 

0.02 

0.24 

0.07 

0.86 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.289 

0.014 

0.275 

0.400 

145.47 

Over Exploited 

Chachhalai 

0832000604099300 

0.06 

0.06 

102.86 

0.07 

0.01 

0.08 

0.05 

0.62 

- 

0.0400 

- 

- 

0.005 

0.045 

0.045 

0.126 

0.006 

0.120 

0.203 

169.95 

Over Exploited 



0.06 

0.01 

376.30 

0.01 

0.00 

0.02 

0.02 

0.27 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.031 

0.002 

0.030 

0.080 

270.54 

Over Exploited 

Chachhalao 

0832000604099100 

0.06 

0.24 

50.69 

0.29 

0.05 

0.34 

0.07 

0.90 

- 

0.1400 

- 

- 

0.002 

0.142 

0.142 

0.487 

0.024 

0.462 

0.729 

157.57 

Over Exploited 

Chandra Pura 

0832000604099600 

0.06 

0.07 

61.02 

0.08 

0.00 

0.08 

0.06 

0.73 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.086 

0.004 

0.082 

0.022 

27.26 

Safe 

Chhori 

0832000604107600 

0.06 

0.39 

106.39 

0.47 

0.01 

0.49 

0.07 

0.91 

- 

0.0400 

- 

- 

0.005 

0.045 

0.045 

0.531 

0.027 

0.505 

0.395 

78.22 

Semi Critical 



0.06 

0.00 

3,223.10 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.009 

0.000 

0.008 

0.013 

163.81 

Over Exploited 

Chor Kheri 

0832000504083700 

0.05 

0.00 

2,258.22 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

0.005 

558.96 

Over Exploited 



0.05 

0.18 

29.64 

0.22 

0.01 

0.23 

0.05 

0.64 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.270 

0.014 

0.257 

0.373 

145.40 

Over Exploited 



0.05 

0.00 

3,186.53 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

0.005 

610.77 

Over Exploited 

Deengasi 

0830000403827200 

0.08 

0.17 

97.34 

0.21 

0.01 

0.22 

0.07 

0.88 

- 

0.0600 

- 

- 

0.002 

0.062 

0.062 

0.283 

0.014 

0.268 

0.311 

116.03 

Over Exploited 

Deoli Khurd 

0830000403831500 

0.08 

0.44 

177.28 

0.53 

0.09 

0.62 

0.07 

0.88 

- 

0.2800 

- 

- 

- 

0.280 

0.280 

0.896 

0.045 

0.851 

2.540 

298.29 

Over Exploited 

Devri 

0832000204003100 

0.05 

0.09 

100.00 

0.10 

0.03 

0.13 

0.04 

0.57 

- 

0.0300 

- 

- 

0.023 

0.053 

0.053 

0.181 

0.009 

0.172 

0.162 

94.46 

Critical 

Dhabla 

0832000604095600 

0.06 

0.13 

31.34 

0.15 

0.01 

0.16 

0.07 

0.91 

- 

0.0400 

- 

- 

0.002 

0.042 

0.042 

0.204 

0.010 

0.193 

0.234 

121.25 

Over Exploited 

Dhabla Kheenchi 

0832000604103800 

0.06 

0.13 

150.57 

0.15 

0.01 

0.16 

0.04 

0.45 

- 

0.0400 

- 

- 

0.006 

0.046 

0.046 

0.211 

0.011 

0.201 

0.360 

179.29 

Over Exploited 



0.06 

0.13 

148.08 

0.15 

0.01 

0.17 

0.04 

0.46 

- 

0.0400 

- 

- 

0.006 

0.046 

0.046 

0.214 

0.011 

0.203 

0.367 

180.88 

Over Exploited 

Dhabli 

0832000604104000 

0.06 

0.18 

54.07 

0.21 

0.01 

0.23 

0.06 

0.74 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.249 

0.012 

0.237 

0.207 

87.38 

Semi Critical 



0.06 

0.01 

468.01 

0.01 

0.00 

0.02 

0.02 

0.19 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.030 

0.001 

0.028 

0.058 

203.78 

Over Exploited 

Dhabli Khurd 

0832000204010200 

0.05 

0.16 

54.64 

0.20 

0.01 

0.21 

0.07 

0.92 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.246 

0.012 

0.234 

0.205 

87.60 

Semi Critical 

Dhamaniya 

0832000604101200 

0.06 

0.00 

########## 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.006 

0.000 

0.006 

0.000 

0.07 

Safe 

Dhanwas 

0832000203997700 

0.05 

0.01 

1,190.95 

0.01 

- 

0.01 

0.01 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.006 

- 

- 

Safe 



0.05 

0.10 

211.63 

0.12 

- 

0.12 

0.05 

0.74 

- 

- 

- 

- 

- 

- 

- 

0.117 

0.006 

0.111 

- 

- 

Safe 

Dharmachya Kheri 

0832000604104700 

0.06 

0.01 

289.02 

0.01 

- 

0.01 

0.03 

0.35 

- 

- 

- 

- 

- 

- 

- 

0.015 

0.001 

0.014 

0.011 

78.49 

Semi Critical 

Dharnawad 

0830000403832100 

0.08 

0.24 

202.87 

0.29 

0.02 

0.31 

0.04 

0.51 

- 

0.1200 

- 

- 

0.001 

0.121 

0.121 

0.435 

0.022 

0.413 

0.666 

161.27 

Over Exploited 



0.08 

0.13 

117.91 

0.16 

0.02 

0.18 

0.03 

0.37 

- 

0.0600 

- 

- 

0.017 

0.077 

0.077 

0.255 

0.013 

0.242 

0.348 

143.50 

Over Exploited 

Dod Kheri 

0830000403831800 

0.08 

0.09 

252.32 

0.11 

0.02 

0.13 

0.07 

0.88 

- 

0.1100 

- 

- 

0.000 

0.110 

0.110 

0.238 

0.012 

0.226 

0.564 

249.34 

Over Exploited 

Dola 

0832000604107800 

0.06 

0.01 

562.44 

0.02 

0.01 

0.02 

0.01 

0.17 

- 

- 

- 

- 

0.010 

0.010 

0.010 

0.033 

0.002 

0.031 

0.040 

128.56 

Over Exploited 

Dubaliya 

0832000604098900 

0.06 

0.23 

181.70 

0.27 

0.05 

0.32 

0.07 

0.92 

- 

0.2300 

- 

- 

0.004 

0.234 

0.234 

0.559 

0.028 

0.531 

1.234 

232.57 

Over Exploited 

Duhniya 

0830000403826100 

0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Durgpura 

0832000203999100 

0.05 

0.10 

445.76 

0.12 

0.06 

0.18 

0.03 

0.42 

- 

0.0700 

- 

- 

0.079 

0.149 

0.149 

0.330 

0.016 

0.313 

0.349 

111.48 

Over Exploited 



0.05 

0.10 

479.63 

0.12 

0.04 

0.16 

0.03 

0.43 

- 

0.0700 

- 

- 

0.044 

0.114 

0.114 

0.272 

0.014 

0.259 

0.349 

134.87 

Over Exploited 

Durjanpura 

0830000403830600 

0.08 

0.18 

74.92 

0.21 

0.01 

0.22 

0.07 

0.88 

- 

0.0600 

- 

- 

0.004 

0.064 

0.064 

0.288 

0.014 

0.274 

0.312 

113.88 

Over Exploited 

Fozal Pura 

0832000203999400 

0.05 

0.02 

329.66 

0.02 

0.00 

0.02 

0.03 

0.36 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.026 

0.001 

0.025 

- 

- 

Safe 

Gadara 

0832000604095700 

0.06 

0.12 

(30.45) 

0.09 

0.05 

0.15 

0.07 

0.91 

- 

0.0400 

- 

- 

0.066 

0.106 

0.106 

0.252 

0.013 

0.240 

0.221 

92.20 

Critical 

Gadari 

0832000204010400 

0.05 

0.12 

103.03 

0.14 

0.02 

0.16 

0.07 

0.92 

- 

0.0700 

- 

- 

0.019 

0.089 

0.089 

0.253 

0.013 

0.240 

0.373 

155.40 

Over Exploited 

Gadiya 

0832000204003300 

0.05 

0.15 

108.31 

0.18 

0.01 

0.19 

0.07 

0.92 

- 

0.0400 

- 

- 

0.000 

0.041 

0.041 

0.234 

0.012 

0.222 

0.356 

160.05 

Over Exploited 


0832000604096500 

0.06 

0.09 

211.51 

0.11 

0.03 

0.14 

0.04 

0.51 

- 

0.0800 

- 

- 

0.008 

0.088 

0.088 

0.225 

0.011 

0.214 

0.411 

192.09 

Over Exploited 


0830000403833200 

0.08 

0.34 

146.35 

0.40 

0.04 

0.44 

0.07 

0.90 

- 

0.2200 

- 

- 

0.000 

0.220 

0.220 

0.665 

0.033 

0.632 

1.170 

185.26 

Over Exploited 

Gagron 

0832000203996700 

0.05 

0.01 

755.43 

0.01 

- 

0.01 

0.01 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

- 

- 

Safe 

Ganeshpura 

0832000504082300 

0.05 

0.31 

48.42 

0.38 

0.01 

0.39 

0.07 

0.87 

- 

0.0300 

- 

- 

0.006 

0.036 

0.036 

0.428 

0.021 

0.406 

0.227 

55.87 

Safe 

Gaonri 

0832000203997000 

0.05 

0.01 

1,054.21 

0.01 

- 

0.01 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.015 

0.001 

0.014 

- 

- 

Safe 

Garnawad 

0832000504082600 

0.05 

0.42 

45.67 

0.50 

0.03 

0.53 

0.07 

0.89 

- 

0.0500 

- 

- 

0.008 

0.058 

0.058 

0.585 

0.029 

0.555 

0.416 

74.92 

Semi Critical 

Gaupura 

0830000403827600 

0.08 

0.00 

838.75 

0.01 

- 

0.01 

0.02 

0.23 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.005 

0.021 

378.81 

Over Exploited 

Ghata Kheri 

0832000604099500 

0.06 

0.07 

29.18 

0.08 

0.00 

0.09 

0.07 

0.88 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.097 

0.005 

0.092 

0.081 

88.09 

Semi Critical 

Ghatod 

0832000504082100 

0.05 

0.28 

35.96 

0.34 

0.03 

0.36 

0.07 

0.85 

- 

0.0500 

- 

- 

0.013 

0.063 

0.063 

0.428 

0.021 

0.406 

0.437 

107.57 

Over Exploited 

Gokulpura 

0832000203999000 

0.05 

0.04 

160.60 

0.04 

- 

0.04 

0.05 

0.72 

- 

- 

- 

- 

- 

- 

- 

0.045 

0.002 

0.043 

0.014 

32.79 

Safe 



0.05 

0.00 

1,533.47 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

- 

- 

Safe 

Gola 

0830000403833400 

0.08 

0.22 

121.43 

0.26 

0.01 

0.27 

0.06 

0.81 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.305 

0.015 

0.289 

0.143 

49.57 

Safe 



0.08 

0.00 

591.65 

0.00 

0.00 

0.01 

0.01 

0.11 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.008 

0.000 

0.007 

0.015 

203.02 

Over Exploited 

Goondi 

0830000403824200 

0.08 

0.00 

7,310.87 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gopalpura 

0832000203998900 

0.05 

0.03 

331.42 

0.03 

0.00 

0.03 

0.04 

0.58 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.036 

0.002 

0.034 

0.022 

63.87 

Safe 


0832000504082400 

0.05 

0.07 

24.83 

0.08 

- 

0.08 

0.07 

0.89 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.093 

0.005 

0.088 

0.054 

61.40 

Safe 

Govindpura 

0832000504081200 

0.05 

0.22 

21.74 

0.26 

0.02 

0.28 

0.07 

0.88 

- 

0.0800 

- 

- 

0.001 

0.081 

0.081 

0.359 

0.018 

0.341 

0.421 

123.28 

Over Exploited 

Gulya Kheri 

0832000504083200 

0.05 

0.11 

72.15 

0.13 

0.01 

0.15 

0.07 

0.85 

- 

0.0400 

- 

- 

0.006 

0.046 

0.046 

0.191 

0.010 

0.182 

0.362 

199.06 

Over Exploited 



0.05 

0.00 

########## 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.009 

0.000 

0.009 

- 

- 

Safe 

Gundi 

0832000604095100 

0.06 

0.20 

61.30 

0.24 

0.02 

0.26 

0.07 

0.90 

- 

0.0700 

- 

- 

0.002 

0.072 

0.072 

0.334 

0.017 

0.317 

0.656 

206.67 

Over Exploited 

Guradiya 

0832000604096300 

0.06 

0.18 

99.43 

0.22 

0.02 

0.24 

0.06 

0.90 

- 

0.1000 

- 

- 

0.004 

0.104 

0.104 

0.345 

0.017 

0.328 

0.520 

158.60 

Over Exploited 

Guradiya Jhala 

0832000504081400 

0.05 

0.17 

13.13 

0.20 

0.02 

0.22 

0.07 

0.89 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.265 

0.013 

0.252 

0.292 

115.86 

Over Exploited 

Hanotiya Dubaliya 

0832000604098800 

0.06 

0.00 

(9,901.68) 

0.00 

0.01 

0.01 

0.00 

0.01 

- 

- 

- 

- 

0.009 

0.010 

0.010 

0.016 

0.001 

0.015 

0.007 

47.16 

Safe 

Hanotiya Hindusingh 

0832000604106500 

0.06 

0.02 

511.39 

0.03 

0.01 

0.04 

0.05 

0.65 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.070 

0.003 

0.066 

0.263 

397.47 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 






Gagrain 

Command 

Deccan Traps 

0.339 

7.14 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.08 

0.13 

0.000 

0.30 

0.21 


Hanotiya Raimal 

0832000604106400 

5.210 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.402 

5.51 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.24 

0.33 

0.22 

0.005 

0.58 

0.41 






Gagrain 

Command 

Deccan Traps 

1.808 

5.51 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.18 

0.12 

0.003 

0.31 

0.22 


Hanotya 

0830000403833100 

3.371 

Fresh 

Non-command 

Non-command 

Limestone 

3.371 

1.58 

0.020 

0.18 

0.04 

0.00 

0.00 

0.00 

0.25 

0.32 

0.70 

0.007 

0.84 

0.64 


Haripura 

0830000403832500 

2.813 

Fresh 

Non-command 

Non-command 

Limestone 

2.813 

4.42 

0.020 

0.28 

0.04 

0.00 

0.00 

0.00 

0.49 

0.48 

1.12 

0.006 

0.81 

0.82 


Haripura Khurd 

0832000203996400 

6.309 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.208 

6.90 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.000 

0.03 

0.02 


Hemal Kheri 

0830000403832400 

2.855 

Fresh 

Non-command 

Non-command 

Limestone 

2.855 

4.74 

0.020 

0.10 

0.02 

0.00 

0.00 

0.00 

0.35 

0.34 

0.41 

0.006 

0.81 

0.82 


Hemra 

0832000604106200 

12.723 

Fresh 

Non-command 

Non-command 

Deccan Traps 

12.723 

7.79 

0.010 

0.49 

0.07 

0.00 

0.00 

0.01 

1.40 

1.93 

1.95 

0.018 

0.90 

0.65 


Jagpura 

0830000403832200 

4.739 

Fresh 

Non-command 

Non-command 

Limestone 

2.216 

3.11 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.21 

0.21 

0.31 

0.005 

0.38 

0.37 







Non-command 

Deccan Traps 

2.523 

3.11 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.13 

0.13 

0.25 

0.005 

0.43 

0.43 


Jaswantpura 

0832000604102900 

3.002 

Fresh 

Gagrain 

Command 

Deccan Traps 

0.529 

7.18 

0.010 

0.01 

0.00 

0.00 

0.00 

0.01 

0.04 

0.06 

0.04 

0.001 

0.14 

0.09 


Jhalawar (M) 

0832000243201000 

11.040 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.001 

6.21 

0.010 

0.00 

0.00 

0.00 

0.00 

0.03 

-0.03 

-0.04 

0.00 

0.000 

0.00 

0.00 


Jheejhni 

0832000204003800 

2.704 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.704 

3.99 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.19 

0.07 

0.000 

0.85 

0.56 


Jhilara 

0830000403827700 

1.328 

Fresh 

Non-command 

Non-command 

Limestone 

0.393 

5.12 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.01 

0.001 

0.24 

0.20 


Jhiri 

0830000403827500 

3.099 

Fresh 

Non-command 

Non-command 

Limestone 

0.659 

4.62 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.03 

0.001 

0.17 

0.15 


Jhirniya 

0832000203998500 

9.344 

Fresh 

Non-command 

Non-command 

Limestone 

9.319 

2.32 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.24 

0.38 

0.10 

0.000 

0.85 

0.53 



0832000604096600 

2.897 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.356 

3.13 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.11 

0.07 


Joona Pani 

0832000203998300 

2.027 

Fresh 

Non-command 

Non-command 

Limestone 

2.027 

4.23 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.17 

0.07 

0.000 

0.86 

0.54 


Julmi 

0830000403832600 

23.941 

Fresh 

Non-command 

Non-command 

Limestone 

20.590 

3.82 

0.020 

0.94 

0.14 

0.00 

0.00 

0.02 

2.35 

2.39 

3.70 

0.042 

0.70 

0.69 







Non-command 

Deccan Traps 

3.351 

3.82 

0.010 

0.11 

0.02 

0.00 

0.00 

0.00 

0.22 

0.22 

0.43 

0.007 

0.11 

0.11 


Kadar Nagar 

0832000604102600 

5.475 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.475 

3.86 

0.010 

0.18 

0.03 

0.00 

0.00 

0.00 

0.36 

0.51 

0.71 

0.008 

0.86 

0.60 


Kadodiya 

0832000604099800 

14.387 

Fresh 

Non-command 

Non-command 

Deccan Traps 

14.387 

3.44 

0.010 

0.27 

0.04 

0.00 

0.00 

0.01 

0.72 

1.03 

1.04 

0.020 

0.85 

0.59 


Kaliyakheri 

0832000504081100 

3.619 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.619 

3.03 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.15 

0.12 

0.000 

0.81 

0.74 


Kalmandi Kalan 

0832000203998400 

6.382 

Fresh 

Non-command 

Non-command 

Limestone 

5.346 

4.02 

0.010 

0.14 

0.02 

0.00 

0.00 

0.01 

0.33 

0.54 

0.57 

0.000 

0.72 

0.44 







Non-command 

Deccan Traps 

1.036 

4.02 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.10 

0.08 

0.000 

0.14 

0.08 


Kalmandi Khurd 

0832000204002000 

5.238 

Fresh 

Non-command 

Non-command 

Limestone 

4.596 

4.17 

0.010 

0.09 

0.01 

0.00 

0.00 

0.00 

0.27 

0.45 

0.36 

0.000 

0.75 

0.45 







Non-command 

Deccan Traps 

0.019 

4.17 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kalotiya 

0832000604095900 

3.340 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.340 

1.32 

0.010 

0.15 

0.04 

0.00 

0.00 

0.00 

0.15 

0.23 

0.59 

0.005 

0.83 

0.57 


Kalya Khera 

0832000604094600 

2.703 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.236 

1.58 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.000 

0.07 

0.05 






Gagrain 

Command 

Deccan Traps 

2.467 

1.58 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.10 

0.12 

0.003 

0.74 

0.49 


Kalya Kui 

0830000403826700 

1.192 

Fresh 

Non-command 

Non-command 

Limestone 

1.192 

3.54 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.13 

0.14 

0.25 

0.002 

0.81 

0.77 


Kanwara 

0832000204003900 

5.818 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.818 

3.45 

0.010 

0.14 

0.02 

0.00 

0.00 

0.00 

0.32 

0.47 

0.55 

0.000 

0.85 

0.57 


Kanwari 

0832000604095500 

1.259 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.259 

2.82 

0.010 

0.12 

0.02 

0.00 

0.00 

0.00 

0.14 

0.20 

0.46 

0.002 

0.84 

0.57 


Karanpura 

0832000504080900 

1.940 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.940 

3.08 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.11 

0.12 

0.25 

0.000 

0.81 

0.72 


Karma Kheri 

0832000604104500 

4.600 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.597 

7.02 

0.010 

0.12 

0.02 

0.00 

0.00 

0.00 

0.42 

0.58 

0.47 

0.006 

0.90 

0.65 


Kesarpura 

0832000604102500 

1.831 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.831 

4.60 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.16 

0.17 

0.003 

0.86 

0.61 


Khairabad 

0830000403828300 

2.720 

Fresh 

Non-command 

Non-command 

Limestone 

0.201 

2.98 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.07 

0.07 

0.27 

0.016 

0.06 

0.06 


Khaleel Nagar 

0832000604102200 

5.491 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.014 

4.36 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.16 

0.22 

0.15 

0.004 

0.48 

0.35 


Khamni 

0832000604095000 

2.957 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.945 

1.65 

0.010 

0.08 

0.01 

0.00 

0.00 

0.00 

0.12 

0.17 

0.30 

0.004 

0.82 

0.56 






Gagrain 

Command 

Deccan Traps 

0.012 

1.65 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khandal Kheri 

0832000604102800 

4.654 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.026 

6.16 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 






Gagrain 

Command 

Deccan Traps 

4.621 

6.16 

0.010 

0.18 

0.03 

0.00 

0.00 

0.00 

0.43 

0.65 

0.72 

0.006 

0.81 

0.55 


Khanpuriya 

0832000204002800 

3.015 

Fresh 

Non-command 

Non-command 

Limestone 

0.020 

4.41 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.00 







Non-command 

Deccan Traps 

0.469 

4.41 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.07 

0.09 

0.000 

0.13 

0.08 


Khatkar 

0832000604106000 

5.967 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.013 

5.25 

0.010 

0.00 

0.00 

0.00 

0.00 

0.02 

-0.02 

-0.03 

0.00 

0.000 

0.00 

0.00 


Kheemach 

0830000403826400 

6.325 

Fresh 

Non-command 

Non-command 

Limestone 

3.621 

2.38 

0.020 

0.13 

0.02 

0.00 

0.00 

0.00 

0.28 

0.29 

0.52 

0.007 

0.46 

0.45 


Khejriyakhal 

0832000504080600 

2.231 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.231 

3.78 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.12 

0.15 

0.20 

0.000 

0.79 

0.64 


Khod 

0832000504082000 

7.287 

Fresh 

Non-command 

Non-command 

Deccan Traps 

7.287 

3.43 

0.010 

0.24 

0.04 

0.00 

0.00 

0.00 

0.45 

0.53 

0.97 

0.000 

0.81 

0.68 


Khokhanda 

0832000203997600 

8.081 

Fresh 

Non-command 

Non-command 

Limestone 

2.546 

7.93 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.22 

0.32 

0.07 

0.000 

0.27 

0.19 







Non-command 

Bhander Sandstone 

5.535 

7.93 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.47 

0.67 

0.16 

0.000 

0.58 

0.40 


Khokhandi 

0832000203997400 

3.684 

Fresh 

Non-command 

Non-command 

Limestone 

3.684 

7.39 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.29 

0.39 

0.12 

0.000 

0.84 

0.62 


Khoriya 

0832000504082800 

2.671 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.115 

3.67 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.10 

0.14 

0.000 

0.34 

0.24 






Piplad 

Command 

Deccan Traps 

1.556 

3.67 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.13 

0.19 

0.000 

0.47 

0.33 


Kishanpura 

0832000204004200 

0.851 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.274 

2.20 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.03 

0.000 

0.28 

0.18 



0832000504082200 

1.646 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.646 

3.90 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.12 

0.12 

0.000 

0.80 

0.62 


Kishanpura Antri 

0832000203998600 

3.999 

Fresh 

Non-command 

Non-command 

Limestone 

3.412 

3.05 

0.010 

0.06 

0.02 

0.00 

0.00 

0.02 

0.12 

0.19 

0.25 

0.000 

0.73 

0.45 







Non-command 

Bhander Sandstone 

0.587 

3.05 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.04 

0.000 

0.13 

0.08 


Kishorpura 

0830000403830200 

1.115 

Fresh 

Non-command 

Non-command 

Limestone 

1.115 

5.20 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.21 

0.20 

0.40 

0.002 

0.81 

0.83 


Kola 

0830000403832800 

4.841 

Fresh 

Non-command 

Non-command 

Limestone 

4.841 

4.29 

0.020 

0.14 

0.02 

0.00 

0.00 

0.00 

0.53 

0.59 

0.55 

0.010 

0.82 

0.74 


Koli Khera 

0832000604107400 

4.082 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.679 

5.81 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.13 

0.17 

0.16 

0.002 

0.37 

0.27 






Gagrain 

Command 

Deccan Traps 

0.417 

5.81 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.04 

0.001 

0.09 

0.07 


Kothla Ghati 

0832000203996800 

1.015 

Fresh 

Non-command 

Non-command 

Limestone 

0.774 

4.67 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.01 

0.000 

0.65 

0.41 


Kotra 

0832000203997800 

3.400 

Fresh 

Non-command 

Non-command 

Limestone 

2.779 

6.21 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.27 

0.00 

0.000 

0.70 

0.45 







Non-command 

Bhander Sandstone 

0.622 

6.21 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.00 

0.000 

0.16 

0.10 


Kotra Pratap 

0832000604102700 

5.399 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.265 

6.35 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.17 

0.25 

0.14 

0.003 

0.35 

0.24 






Gagrain 

Command 

Deccan Traps 

3.134 

6.35 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.24 

0.35 

0.20 

0.004 

0.49 

0.33 


Kudayla 

0830000403828200 

4.059 

Fresh 

Non-command 

Non-command 

Limestone 

4.059 

4.52 

0.020 

0.20 

0.03 

0.00 

0.00 

0.00 

0.54 

0.53 

0.79 

0.008 

0.81 

0.83 


Kumbhkot (CT) 

0830000443010000 

5.673 

Fresh 

Non-command 

Non-command 

Limestone 

5.673 

4.70 

0.020 

0.25 

0.01 

0.00 

0.00 

0.02 

0.75 

0.75 

0.40 

0.457 

0.81 

0.81 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.06 

0.01 

1,147.05 

0.01 

- 

0.01 

0.03 

0.32 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.131 

803.79 

Over Exploited 

Hanotiya Raimal 

0832000604106400 

0.06 

0.12 

181.33 

0.14 

0.01 

0.15 

0.05 

0.63 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.172 

0.009 

0.164 

0.225 

137.25 

Over Exploited 



0.06 

0.03 

442.78 

0.04 

0.00 

0.04 

0.03 

0.33 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.051 

0.003 

0.048 

0.121 

249.05 

Over Exploited 

Hanotya 

0830000403833100 

0.08 

0.23 

41.84 

0.27 

0.04 

0.31 

0.07 

0.90 

- 

0.1300 

- 

- 

0.002 

0.132 

0.132 

0.444 

0.022 

0.422 

0.711 

168.60 

Over Exploited 

Haripura 

0830000403832500 

0.08 

0.18 

164.00 

0.22 

0.04 

0.26 

0.07 

0.88 

- 

0.1300 

- 

- 

0.000 

0.130 

0.130 

0.389 

0.019 

0.370 

1.122 

303.36 

Over Exploited 

Haripura Khurd 

0832000203996400 

0.05 

0.00 

7,130.53 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.000 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 

Hemal Kheri 

0830000403832400 

0.08 

0.18 

85.88 

0.22 

0.02 

0.24 

0.07 

0.88 

- 

0.0800 

- 

- 

0.001 

0.081 

0.081 

0.324 

0.016 

0.308 

0.414 

134.54 

Over Exploited 

Hemra 

0832000604106200 

0.06 

0.69 

180.00 

0.83 

0.08 

0.91 

0.08 

0.98 

- 

0.2200 

- 

- 

0.019 

0.239 

0.239 

1.147 

0.057 

1.089 

1.963 

180.16 

Over Exploited 

Jagpura 

0830000403832200 

0.08 

0.07 

211.87 

0.08 

0.01 

0.09 

0.03 

0.41 

- 

0.0600 

- 

- 

0.001 

0.061 

0.061 

0.152 

0.008 

0.145 

0.311 

214.66 

Over Exploited 



0.08 

0.09 

48.03 

0.10 

0.01 

0.12 

0.04 

0.47 

- 

0.0500 

- 

- 

0.002 

0.052 

0.052 

0.167 

0.008 

0.159 

0.257 

161.95 

Over Exploited 

Jaswantpura 

0832000604102900 

0.06 

0.00 

1,297.96 

0.01 

0.01 

0.01 

0.01 

0.16 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.021 

0.001 

0.020 

0.044 

218.23 

Over Exploited 

Jhalawar (M) 

0832000243201000 

0.05 

0.00 

########## 

0.00 

0.03 

0.03 

0.00 

0.00 

- 

- 

- 

- 

0.038 

0.039 

0.039 

0.064 

0.003 

0.061 

0.000 

0.12 

Safe 

Jheejhni 

0832000204003800 

0.05 

0.12 

67.65 

0.14 

0.00 

0.14 

0.07 

0.92 

- 

0.0100 

- 

- 

0.002 

0.013 

0.013 

0.152 

0.008 

0.145 

0.070 

48.34 

Safe 

Jhilara 

0830000403827700 

0.08 

0.01 

532.63 

0.01 

0.00 

0.01 

0.02 

0.26 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.012 

0.001 

0.011 

0.011 

94.36 

Critical 

Jhiri 

0830000403827500 

0.08 

0.01 

797.42 

0.01 

0.00 

0.01 

0.01 

0.19 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.024 

0.001 

0.023 

0.032 

142.45 

Over Exploited 

Jhirniya 

0832000203998500 

0.05 

0.40 

(4.37) 

0.38 

0.01 

0.39 

0.07 

0.92 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.411 

0.021 

0.390 

0.101 

25.89 

Safe 


0832000604096600 

0.06 

0.00 

488.93 

0.00 

0.00 

0.00 

0.01 

0.11 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.008 

0.000 

0.007 

0.013 

180.80 

Over Exploited 

Joona Pani 

0832000203998300 

0.05 

0.09 

90.91 

0.10 

0.00 

0.11 

0.07 

0.92 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.118 

0.006 

0.112 

0.072 

64.30 

Safe 

Julmi 

0830000403832600 

0.08 

1.15 

107.65 

1.38 

0.16 

1.54 

0.06 

0.76 

- 

0.6900 

- 

- 

0.035 

0.725 

0.725 

2.270 

0.113 

2.156 

3.745 

173.66 

Over Exploited 



0.08 

0.03 

627.68 

0.04 

0.02 

0.06 

0.01 

0.12 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.137 

0.007 

0.130 

0.435 

335.12 

Over Exploited 

Kadar Nagar 

0832000604102600 

0.06 

0.28 

82.25 

0.34 

0.03 

0.37 

0.07 

0.93 

- 

0.0800 

- 

- 

0.002 

0.082 

0.082 

0.451 

0.023 

0.429 

0.716 

166.95 

Over Exploited 

Kadodiya 

0832000604099800 

0.06 

0.74 

40.08 

0.88 

0.05 

0.93 

0.07 

0.92 

- 

0.1200 

- 

- 

0.010 

0.130 

0.130 

1.060 

0.053 

1.007 

1.055 

104.72 

Over Exploited 

Kaliyakheri 

0832000504081100 

0.05 

0.15 

4.04 

0.15 

- 

0.15 

0.07 

0.88 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.173 

0.009 

0.164 

0.124 

75.41 

Semi Critical 

Kalmandi Kalan 

0832000203998400 

0.05 

0.19 

181.42 

0.23 

0.03 

0.26 

0.06 

0.77 

- 

0.1100 

- 

- 

0.009 

0.119 

0.119 

0.375 

0.019 

0.356 

0.569 

159.62 

Over Exploited 



0.05 

0.01 

1,303.64 

0.01 

- 

0.01 

0.01 

0.15 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.029 

0.001 

0.027 

0.081 

297.50 

Over Exploited 

Kalmandi Khurd 

0832000204002000 

0.05 

0.17 

162.34 

0.21 

0.01 

0.22 

0.06 

0.81 

- 

0.0700 

- 

- 

0.004 

0.074 

0.074 

0.295 

0.015 

0.280 

0.357 

127.57 

Over Exploited 



0.05 

0.00 

47,062.71 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 

Kalotiya 

0832000604095900 

0.06 

0.17 

35.90 

0.20 

0.04 

0.24 

0.07 

0.90 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

0.350 

0.018 

0.333 

0.592 

177.93 

Over Exploited 

Kalya Khera 

0832000604094600 

0.06 

0.00 

451.13 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.013 

1,171.39 

Over Exploited 



0.06 

0.11 

(5.56) 

0.10 

- 

0.10 

0.06 

0.80 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.123 

0.006 

0.117 

0.122 

104.59 

Over Exploited 

Kalya Kui 

0830000403826700 

0.08 

0.08 

80.54 

0.09 

0.01 

0.10 

0.07 

0.88 

- 

0.0500 

- 

- 

0.002 

0.052 

0.052 

0.157 

0.008 

0.149 

0.251 

168.98 

Over Exploited 

Kanwara 

0832000204003900 

0.05 

0.25 

91.10 

0.30 

0.02 

0.32 

0.07 

0.91 

- 

0.0600 

- 

- 

0.007 

0.067 

0.067 

0.388 

0.019 

0.368 

0.551 

149.63 

Over Exploited 

Kanwari 

0832000604095500 

0.06 

0.06 

214.36 

0.08 

0.02 

0.10 

0.07 

0.91 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.146 

0.007 

0.139 

0.460 

330.43 

Over Exploited 

Karanpura 

0832000504080900 

0.05 

0.08 

57.64 

0.09 

0.01 

0.10 

0.07 

0.87 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.134 

0.007 

0.127 

0.248 

195.13 

Over Exploited 

Karma Kheri 

0832000604104500 

0.06 

0.25 

136.10 

0.30 

0.02 

0.32 

0.08 

0.97 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.407 

0.020 

0.386 

0.472 

122.28 

Over Exploited 

Kesarpura 

0832000604102500 

0.06 

0.09 

70.73 

0.11 

0.01 

0.12 

0.07 

0.94 

- 

0.0200 

- 

- 

0.000 

0.021 

0.021 

0.145 

0.007 

0.137 

0.177 

128.57 

Over Exploited 

Khairabad 

0830000403828300 

0.08 

0.00 

7,271.08 

0.00 

0.01 

0.01 

0.00 

0.06 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.041 

0.002 

0.039 

0.281 

719.27 

Over Exploited 

Khaleel Nagar 

0832000604102200 

0.06 

0.09 

150.56 

0.11 

0.01 

0.12 

0.04 

0.52 

- 

0.0300 

- 

- 

0.006 

0.036 

0.036 

0.155 

0.008 

0.147 

0.149 

101.52 

Over Exploited 

Khamni 

0832000604095000 

0.06 

0.14 

19.31 

0.17 

0.01 

0.18 

0.07 

0.89 

- 

0.0600 

- 

- 

0.001 

0.061 

0.061 

0.244 

0.012 

0.232 

0.308 

132.89 

Over Exploited 



0.06 

0.00 

(12,475.58) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

1.54 

Safe 

Khandal Kheri 

0832000604102800 

0.06 

0.00 

30,883.63 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.007 

2,163.49 

Over Exploited 



0.06 

0.23 

187.38 

0.27 

0.03 

0.30 

0.07 

0.88 

- 

0.0800 

- 

- 

0.000 

0.080 

0.080 

0.381 

0.019 

0.362 

0.722 

199.80 

Over Exploited 

Khanpuriya 

0832000204002800 

0.05 

0.00 

25,818.08 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

######### 

Over Exploited 



0.05 

0.00 

2,109.36 

0.00 

0.00 

0.00 

0.01 

0.14 

- 

0.0200 

- 

- 

0.000 

0.021 

0.021 

0.025 

0.001 

0.023 

0.091 

389.59 

Over Exploited 

Khatkar 

0832000604106000 

0.06 

0.00 

########## 

0.00 

0.02 

0.02 

0.00 

0.00 

- 

- 

- 

- 

0.036 

0.036 

0.036 

0.060 

0.003 

0.057 

0.000 

0.03 

Safe 

Kheemach 

0830000403826400 

0.08 

0.13 

112.26 

0.16 

0.02 

0.18 

0.04 

0.50 

- 

0.0600 

- 

- 

0.004 

0.064 

0.064 

0.248 

0.012 

0.235 

0.530 

225.35 

Over Exploited 

Khejriyakhal 

0832000504080600 

0.05 

0.09 

74.64 

0.11 

0.01 

0.12 

0.07 

0.86 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.136 

0.007 

0.129 

0.200 

154.77 

Over Exploited 

Khod 

0832000504082000 

0.05 

0.29 

81.36 

0.35 

0.04 

0.40 

0.07 

0.88 

- 

0.1100 

- 

- 

0.005 

0.115 

0.115 

0.510 

0.026 

0.485 

0.972 

200.55 

Over Exploited 

Khokhanda 

0832000203997600 

0.05 

0.03 

833.91 

0.04 

0.00 

0.04 

0.02 

0.29 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.054 

0.003 

0.052 

0.065 

126.12 

Over Exploited 



0.05 

0.16 

318.96 

0.19 

0.01 

0.20 

0.05 

0.62 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.236 

0.012 

0.224 

0.162 

72.34 

Semi Critical 

Khokhandi 

0832000203997400 

0.05 

0.15 

155.88 

0.18 

0.01 

0.19 

0.07 

0.90 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.215 

0.011 

0.204 

0.115 

56.30 

Safe 

Khoriya 

0832000504082800 

0.05 

0.02 

411.55 

0.02 

0.01 

0.04 

0.03 

0.37 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.062 

0.003 

0.059 

0.140 

238.24 

Over Exploited 



0.05 

0.04 

264.76 

0.04 

0.01 

0.06 

0.04 

0.51 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.083 

0.004 

0.079 

0.194 

245.38 

Over Exploited 

Kishanpura 

0832000204004200 

0.05 

0.00 

564.94 

0.00 

- 

0.00 

0.02 

0.30 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.004 

0.027 

624.94 

Over Exploited 


0832000504082200 

0.05 

0.07 

84.07 

0.08 

- 

0.08 

0.07 

0.87 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.089 

0.004 

0.085 

0.124 

146.32 

Over Exploited 

Kishanpura Antri 

0832000203998600 

0.05 

0.12 

55.90 

0.15 

0.04 

0.19 

0.06 

0.79 

- 

0.0500 

- 

- 

0.036 

0.086 

0.086 

0.280 

0.014 

0.266 

0.245 

92.17 

Critical 



0.05 

0.00 

1,123.84 

0.00 

- 

0.00 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.014 

0.036 

262.57 

Over Exploited 

Kishorpura 

0830000403830200 

0.08 

0.07 

178.91 

0.09 

0.01 

0.10 

0.07 

0.88 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.167 

0.008 

0.158 

0.400 

252.95 

Over Exploited 

Kola 

0830000403832800 

0.08 

0.32 

85.81 

0.38 

0.02 

0.40 

0.07 

0.89 

- 

0.1000 

- 

- 

0.002 

0.102 

0.102 

0.505 

0.025 

0.480 

0.561 

116.82 

Over Exploited 

Koli Khera 

0832000604107400 

0.06 

0.04 

360.16 

0.04 

0.01 

0.06 

0.03 

0.40 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.080 

0.004 

0.076 

0.160 

210.25 

Over Exploited 



0.06 

0.00 

1,804.90 

0.00 

0.00 

0.00 

0.01 

0.10 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.008 

0.000 

0.008 

0.041 

524.75 

Over Exploited 

Kothla Ghati 

0832000203996800 

0.05 

0.03 

116.10 

0.03 

0.00 

0.03 

0.05 

0.70 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.035 

0.002 

0.034 

0.014 

41.76 

Safe 

Kotra 

0832000203997800 

0.05 

0.10 

176.32 

0.12 

0.00 

0.12 

0.05 

0.75 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.120 

0.006 

0.114 

- 

- 

Safe 



0.05 

0.00 

1,145.74 

0.01 

- 

0.01 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

- 

- 

Safe 

Kotra Pratap 

0832000604102700 

0.06 

0.05 

428.89 

0.06 

0.01 

0.07 

0.03 

0.38 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.089 

0.004 

0.084 

0.145 

172.27 

Over Exploited 



0.06 

0.09 

280.26 

0.11 

0.01 

0.12 

0.04 

0.53 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.141 

0.007 

0.134 

0.201 

150.23 

Over Exploited 

Kudayla 

0830000403828200 

0.08 

0.26 

100.07 

0.32 

0.03 

0.35 

0.07 

0.88 

- 

0.1500 

- 

- 

0.000 

0.150 

0.150 

0.495 

0.025 

0.471 

0.800 

170.02 

Over Exploited 

Kumbhkot (CT) 

0830000443010000 

0.08 

0.37 

104.23 

0.44 

0.03 

0.47 

0.07 

0.88 

- 

0.0700 

- 

- 

0.027 

0.097 

0.097 

0.567 

0.028 

0.539 

0.855 

158.79 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Kundala Pratap 

0832000604102300 

4.112 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.112 

4.21 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.22 

0.31 

0.23 

0.006 

0.87 

0.62 


Kutkya 

0830000403826900 

2.140 

Fresh 

Non-command 

Non-command 

Limestone 

2.140 

4.57 

0.020 

0.12 

0.02 

0.00 

0.00 

0.00 

0.30 

0.30 

0.46 

0.004 

0.81 

0.80 


Lakhariya 

0830000403832900 

4.887 

Fresh 

Non-command 

Non-command 

Limestone 

4.887 

2.79 

0.020 

0.32 

0.08 

0.00 

0.00 

0.01 

0.51 

0.55 

1.28 

0.010 

0.82 

0.75 


Lai Gaon 

0832000604094800 

2.801 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.917 

1.42 

0.010 

0.07 

0.01 

0.00 

0.00 

0.01 

0.08 

0.12 

0.28 

0.003 

0.56 

0.38 






Gagrain 

Command 

Deccan Traps 

0.884 

1.42 

0.010 

0.03 

0.00 

0.00 

0.00 

0.01 

0.04 

0.06 

0.13 

0.001 

0.26 

0.18 


Lasoriya 

0830000403829600 

3.262 

Fresh 

Non-command 

Non-command 

Limestone 

0.054 

3.97 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Laxmipura 

0830000403830700 

2.808 

Fresh 

Non-command 

Non-command 

Limestone 

2.795 

4.26 

0.020 

0.12 

0.02 

0.00 

0.00 

0.00 

0.34 

0.34 

0.48 

0.006 

0.81 

0.81 


Luhariya Deh 

0832000204002200 

1.855 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.855 

4.22 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.13 

0.21 

0.25 

0.000 

0.86 

0.52 


Luhariya Dhani 

0832000203997500 

5.283 

Fresh 

Non-command 

Non-command 

Limestone 

4.709 

5.76 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.35 

0.01 

0.000 

0.75 

0.57 







Non-command 

Bhander Sandstone 

0.574 

5.76 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.00 

0.000 

0.09 

0.07 


Mageespur 

0832000604104400 

8.061 

Fresh 

Non-command 

Non-command 

Deccan Traps 

8.061 

5.93 

0.010 

0.27 

0.04 

0.00 

0.00 

0.01 

0.70 

0.97 

1.07 

0.011 

0.89 

0.64 


Manda 

0832000204010900 

4.336 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.292 

4.34 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.04 

0.000 

0.06 

0.04 



0830000403829900 

6.948 

Fresh 

Non-command 

Non-command 

Limestone 

5.937 

4.65 

0.020 

0.27 

0.04 

0.00 

0.00 

0.01 

0.78 

0.76 

1.08 

0.012 

0.69 

0.71 


Mandali 

0830000403830000 

1.500 

Fresh 

Non-command 

Non-command 

Limestone 

1.500 

4.00 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.21 

0.20 

0.39 

0.003 

0.81 

0.83 


Mandi Nathan 

0830000403830900 

0.985 

Fresh 

Non-command 

Non-command 

Limestone 

0.985 

4.26 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.11 

0.07 

0.002 

0.81 

0.79 


Mandi Veeran 

0830000403833500 

1.404 

Fresh 

Non-command 

Non-command 

Limestone 

0.762 

3.55 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.08 

0.00 

0.002 

0.46 

0.30 







Non-command 

Deccan Traps 

0.642 

3.55 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.001 

0.39 

0.25 


Manpura 

0832000203999600 

1.554 

Fresh 

Non-command 

Non-command 

Limestone 

0.079 

4.45 

0.010 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

0.00 

0.000 

0.04 

0.03 


Maroom Kheri 

0832000604099000 

4.435 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.435 

3.94 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.21 

0.31 

0.18 

0.006 

0.85 

0.58 


Mathaniya 

0832000604101800 

10.202 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.686 

3.33 

0.010 

0.08 

0.01 

0.00 

0.00 

0.03 

0.13 

0.18 

0.32 

0.004 

0.23 

0.17 


Mayla 

0830000403828100 

3.952 

Fresh 

Non-command 

Non-command 

Limestone 

3.917 

4.48 

0.020 

0.10 

0.02 

0.00 

0.00 

0.00 

0.43 

0.42 

0.41 

0.008 

0.80 

0.82 


Menhadiya Kheri 

0832000504082900 

1.600 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.314 

3.29 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.03 

0.000 

0.16 

0.11 






Piplad 

Command 

Deccan Traps 

1.287 

3.29 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.11 

0.11 

0.000 

0.64 

0.43 


Moondiya 

0830000403829700 

5.824 

Fresh 

Non-command 

Non-command 

Limestone 

0.000 

5.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mori 

0832000604102100 

5.876 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.876 

3.17 

0.010 

0.14 

0.02 

0.00 

0.00 

0.00 

0.30 

0.43 

0.56 

0.008 

0.87 

0.62 


Mortuka 

0832000203997200 

1.673 

Fresh 

Non-command 

Non-command 

Limestone 

0.110 

7.12 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.06 

0.04 







Non-command 

Bhander Sandstone 

1.562 

7.12 

0.010 

0.00 

0.00 

0.00 

0.00 

0.03 

0.08 

0.13 

0.01 

0.000 

0.79 

0.53 


Moti Pura 

0832000204002600 

3.419 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.414 

3.74 

0.010 

0.12 

0.02 

0.00 

0.00 

0.00 

0.23 

0.37 

0.46 

0.000 

0.86 

0.52 


Nadiya Kheri 

0832000204003700 

3.435 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.435 

3.68 

0.010 

0.08 

0.01 

0.00 

0.00 

0.04 

0.16 

0.24 

0.31 

0.000 

0.85 

0.57 


Nahar Singhi 

0832000203998200 

3.435 

Fresh 

Non-command 

Non-command 

Limestone 

3.435 

4.53 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.25 

0.04 

0.000 

0.85 

0.56 


Naharawad 

0832000504082500 

6.984 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.984 

3.36 

0.010 

0.12 

0.02 

0.00 

0.00 

0.00 

0.33 

0.46 

0.48 

0.000 

0.84 

0.60 


Naklang 

0832000604102000 

4.328 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.049 

4.01 

0.010 

0.01 

0.00 

0.00 

0.00 

0.01 

0.04 

0.06 

0.03 

0.001 

0.21 

0.15 


Nal Khari 

0832000204010300 

3.371 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.371 

3.28 

0.010 

0.09 

0.01 

0.00 

0.00 

0.10 

0.09 

0.14 

0.35 

0.000 

0.85 

0.57 


Nala 

0832000203999200 

1.888 

Fresh 

Non-command 

Non-command 

Limestone 

1.888 

6.13 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.18 

0.01 

0.000 

0.85 

0.54 


Nalodiya 

0830000403831400 

4.867 

Fresh 

Non-command 

Non-command 

Limestone 

4.867 

5.10 

0.020 

0.32 

0.05 

0.00 

0.00 

0.01 

0.76 

0.75 

1.25 

0.010 

0.81 

0.83 


Narayan Khera 

0832000204004300 

2.807 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.227 

2.26 

0.010 

0.00 

0.00 

0.00 

0.00 

0.03 

-0.02 

-0.04 

0.00 

0.000 

0.07 

0.04 


Narayanpura 

0832000203997300 

11.779 

Fresh 

Non-command 

Non-command 

Limestone 

0.790 

7.78 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.00 

0.000 

0.06 

0.04 







Non-command 

Bhander Sandstone 

3.175 

7.78 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.34 

0.00 

0.000 

0.22 

0.16 


Nimana 

0830000403826200 

6.290 

Fresh 

Non-command 

Non-command 

Limestone 

0.965 

3.76 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.09 

0.002 

0.12 

0.13 


Nipaniya 

0832000604106100 

7.489 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.611 

5.46 

0.010 

0.15 

0.02 

0.00 

0.00 

0.00 

0.43 

0.59 

0.61 

0.008 

0.68 

0.50 


Nolav 

0832000203996900 

4.580 

Fresh 

Non-command 

Non-command 

Limestone 

1.734 

5.64 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.17 

0.04 

0.000 

0.32 

0.21 


Noorpura 

0832000604104100 

2.286 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.997 

5.29 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.12 

0.11 

0.001 

0.37 

0.26 






Gagrain 

Command 

Deccan Traps 

1.288 

5.29 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.14 

0.14 

0.002 

0.48 

0.33 


Nyamat Kheri 

0830000403832000 

3.473 

Fresh 

Non-command 

Non-command 

Limestone 

3.473 

6.77 

0.020 

0.34 

0.05 

0.00 

0.00 

0.00 

0.76 

0.74 

1.37 

0.007 

0.81 

0.83 


Osav 

0832000604104800 

11.784 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.860 

5.31 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.15 

0.03 

0.003 

0.14 

0.10 


Pagariya 

0832000604099900 

8.108 

Fresh 

Non-command 

Non-command 

Deccan Traps 

8.108 

3.16 

0.010 

0.11 

0.02 

0.00 

0.00 

0.00 

0.34 

0.48 

0.44 

0.011 

0.87 

0.61 


Pama Kheri 

0830000403826800 

1.929 

Fresh 

Non-command 

Non-command 

Limestone 

1.929 

4.16 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.25 

0.26 

0.38 

0.004 

0.81 

0.78 


Panchapura 

0832000203999500 

1.241 

Fresh 

Non-command 

Non-command 

Limestone 

0.210 

4.60 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.15 

0.09 


Parolya 

0832000204003400 

1.459 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.459 

3.09 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.11 

0.13 

0.000 

0.85 

0.57 


Pau Kheri 

0832000604099400 

2.399 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.925 

1.91 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.07 

0.15 

0.001 

0.31 

0.21 






Gagrain 

Command 

Deccan Traps 

1.474 

1.91 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.08 

0.12 

0.24 

0.002 

0.50 

0.34 


Payli 

0830000403831000 

2.608 

Fresh 

Non-command 

Non-command 

Limestone 

2.608 

3.91 

0.020 

0.02 

0.01 

0.00 

0.00 

0.01 

0.21 

0.25 

0.09 

0.005 

0.83 

0.68 


Peepa Kheri 

0830000403826500 

4.491 

Fresh 

Non-command 

Non-command 

Limestone 

4.491 

4.12 

0.020 

0.11 

0.02 

0.00 

0.00 

0.01 

0.45 

0.44 

0.41 

0.009 

0.81 

0.81 


Peepliya 

0832000504081800 

6.155 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.155 

3.17 

0.010 

0.19 

0.05 

0.00 

0.00 

0.00 

0.33 

0.42 

0.75 

0.000 

0.83 

0.66 


Peetha Kheri 

0832000604106300 

6.334 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.334 

7.68 

0.010 

0.09 

0.01 

0.00 

0.00 

0.01 

0.56 

0.77 

0.36 

0.009 

0.89 

0.64 


Petbhar 

0832000604095800 

7.316 

Fresh 

Non-command 

Non-command 

Deccan Traps 

7.316 

1.65 

0.010 

0.15 

0.04 

0.00 

0.00 

0.00 

0.23 

0.34 

0.57 

0.010 

0.84 

0.57 


Prempura @ Laxmipura 

0832000203997100 

2.314 

Fresh 

Non-command 

Non-command 

Limestone 

1.283 

6.30 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.14 

0.05 

0.000 

0.47 

0.31 







Non-command 

Bhander Sandstone 

0.418 

6.30 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.01 

0.000 

0.15 

0.10 


Prithya Kheri 

0832000204010500 

3.075 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.075 

4.28 

0.010 

0.10 

0.01 

0.00 

0.00 

0.00 

0.22 

0.34 

0.39 

0.000 

0.85 

0.56 


Raipur 

0832000204001800 

3.015 

Fresh 

Non-command 

Non-command 

Limestone 

0.024 

6.49 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 


Rajpura 

0832000504081300 

2.820 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.820 

3.12 

0.010 

0.09 

0.02 

0.00 

0.00 

0.00 

0.16 

0.18 

0.37 

0.000 

0.82 

0.73 


Rajpura Bujurg 

0832000604094700 

2.026 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.026 

1.42 

0.010 

0.08 

0.02 

0.00 

0.00 

0.00 

0.09 

0.13 

0.32 

0.003 

0.82 

0.55 


Rajpura Khurd 

0832000604098600 

3.355 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.175 

3.05 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.03 

0.002 

0.30 

0.21 


Rakba Pahar 

0830000403825800 

13.841 

Fresh 

Non-command 

Non-command 

Limestone 

8.056 

2.76 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.45 

0.48 

0.00 

0.016 

0.47 

0.44 


Ralayti 

0832000204001900 

3.672 

Fresh 

Non-command 

Non-command 

Limestone 

0.274 

5.44 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.000 

0.06 

0.04 







Non-command 

Deccan Traps 

0.017 

5.44 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ramganj Mandi (M) 

0830000443007000 

29.550 

Fresh 

Non-command 

Non-command 

Limestone 

27.346 

4.14 

0.020 

0.72 

0.00 

0.00 

0.00 

0.02 

2.97 

2.90 

0.00 

2.204 

0.75 

0.77 


Ramniwas 

0832000504083100 

8.642 

Fresh 

Non-command 

Non-command 

Deccan Traps 

8.642 

3.47 

0.010 

0.08 

0.01 

0.00 

0.00 

0.03 

0.34 

0.49 

0.30 

0.000 

0.79 

0.55 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Kundala Pratap 

0832000604102300 

0.06 

0.22 

44.49 

0.26 

0.01 

0.27 

0.07 

0.95 

- 

0.0300 

- 

- 

0.001 

0.032 

0.032 

0.302 

0.015 

0.286 

0.240 

83.68 

Semi Critical 

Kutkya 

0830000403826900 

0.08 

0.14 

116.79 

0.17 

0.02 

0.19 

0.07 

0.88 

- 

0.0900 

- 

- 

0.000 

0.090 

0.090 

0.277 

0.014 

0.263 

0.463 

176.00 

Over Exploited 

Lakhariya 

0830000403832900 

0.08 

0.32 

72.39 

0.38 

0.09 

0.47 

0.07 

0.89 

- 

0.2400 

- 

- 

0.011 

0.251 

0.251 

0.723 

0.036 

0.687 

1.285 

187.07 

Over Exploited 

Lai Gaon 

0832000604094800 

0.06 

0.06 

88.21 

0.08 

0.02 

0.09 

0.05 

0.61 

- 

0.0500 

- 

- 

0.008 

0.058 

0.058 

0.150 

0.008 

0.143 

0.280 

196.05 

Over Exploited 



0.06 

0.01 

304.07 

0.02 

0.01 

0.02 

0.02 

0.28 

- 

0.0200 

- 

- 

0.008 

0.028 

0.028 

0.049 

0.002 

0.047 

0.126 

269.71 

Over Exploited 

Lasoriya 

0830000403829600 

0.08 

0.00 

7,043.95 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

15,085.62 

Over Exploited 

Laxmipura 

0830000403830700 

0.08 

0.18 

87.72 

0.22 

0.02 

0.24 

0.07 

0.87 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.327 

0.016 

0.310 

0.485 

156.13 

Over Exploited 

Luhariya Deh 

0832000204002200 

0.05 

0.08 

164.89 

0.10 

0.01 

0.11 

0.07 

0.92 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.157 

0.008 

0.149 

0.248 

166.38 

Over Exploited 

Luhariya Dhani 

0832000203997500 

0.05 

0.18 

100.24 

0.21 

0.00 

0.22 

0.06 

0.81 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.223 

0.011 

0.211 

0.007 

3.31 

Safe 



0.05 

0.00 

1,545.11 

0.00 

0.00 

0.00 

0.01 

0.10 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.004 

0.000 

0.004 

- 

- 

Safe 

Mageespur 

0832000604104400 

0.06 

0.43 

126.67 

0.52 

0.05 

0.56 

0.08 

0.96 

- 

0.2000 

- 

- 

0.011 

0.212 

0.212 

0.774 

0.039 

0.736 

1.080 

146.85 

Over Exploited 

Manda 

0832000204010900 

0.05 

0.00 

3,178.63 

0.00 

0.00 

0.01 

0.00 

0.06 

- 

0.0100 

- 

- 

0.006 

0.017 

0.017 

0.022 

0.001 

0.021 

0.043 

207.34 

Over Exploited 


0830000403829900 

0.08 

0.33 

131.07 

0.39 

0.05 

0.44 

0.06 

0.75 

- 

0.1200 

- 

- 

0.010 

0.130 

0.130 

0.571 

0.029 

0.542 

1.093 

201.61 

Over Exploited 

Mandali 

0830000403830000 

0.08 

0.10 

108.44 

0.12 

0.01 

0.13 

0.07 

0.88 

- 

0.0400 

- 

- 

0.004 

0.044 

0.044 

0.173 

0.009 

0.165 

0.391 

237.31 

Over Exploited 

Mandi Nathan 

0830000403830900 

0.08 

0.06 

63.74 

0.08 

0.00 

0.08 

0.07 

0.88 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.090 

0.005 

0.086 

0.073 

85.11 

Semi Critical 

Mandi Veeran 

0830000403833500 

0.08 

0.03 

195.51 

0.03 

- 

0.03 

0.04 

0.50 

- 

- 

- 

- 

- 

- 

- 

0.034 

0.002 

0.032 

0.002 

4.81 

Safe 



0.08 

0.02 

56.84 

0.02 

0.00 

0.03 

0.03 

0.42 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.030 

0.002 

0.029 

0.001 

4.55 

Safe 

Manpura 

0832000203999600 

0.05 

0.00 

(4,475.75) 

0.00 

0.01 

0.01 

0.00 

0.05 

- 

- 

- 

- 

0.012 

0.012 

0.012 

0.021 

0.001 

0.020 

- 

- 

Safe 

Maroom Kheri 

0832000604099000 

0.06 

0.23 

37.16 

0.27 

0.01 

0.28 

0.07 

0.92 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.314 

0.016 

0.298 

0.184 

61.74 

Safe 

Mathaniya 

0832000604101800 

0.06 

0.04 

376.81 

0.05 

0.04 

0.09 

0.02 

0.25 

- 

0.0600 

- 

- 

0.045 

0.105 

0.105 

0.191 

0.010 

0.181 

0.321 

177.14 

Over Exploited 

Mayla 

0830000403828100 

0.08 

0.25 

67.16 

0.30 

0.02 

0.32 

0.07 

0.87 

- 

0.0800 

- 

- 

0.005 

0.085 

0.085 

0.409 

0.020 

0.389 

0.414 

106.46 

Over Exploited 

Menhadiya Kheri 

0832000504082900 

0.05 

0.00 

1,122.20 

0.00 

- 

0.00 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.027 

968.12 

Over Exploited 



0.05 

0.04 

159.19 

0.05 

- 

0.05 

0.06 

0.70 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.059 

0.003 

0.056 

0.108 

191.68 

Over Exploited 

Moondiya 

0830000403829700 

0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mori 

0832000604102100 

0.06 

0.31 

38.96 

0.37 

0.02 

0.39 

0.07 

0.94 

- 

0.0600 

- 

- 

0.005 

0.065 

0.065 

0.456 

0.023 

0.434 

0.566 

130.55 

Over Exploited 

Mortuka 

0832000203997200 

0.05 

0.00 

3,723.64 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.05 

0.06 

103.43 

0.07 

0.03 

0.10 

0.06 

0.85 

- 

- 

- 

- 

0.042 

0.042 

0.042 

0.144 

0.007 

0.136 

0.007 

5.13 

Safe 

Moti Pura 

0832000204002600 

0.05 

0.15 

155.36 

0.18 

0.02 

0.20 

0.07 

0.92 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.286 

0.014 

0.271 

0.464 

170.98 

Over Exploited 

Nadiya Kheri 

0832000204003700 

0.05 

0.15 

61.59 

0.17 

0.05 

0.22 

0.07 

0.91 

- 

0.0600 

- 

- 

0.056 

0.116 

0.116 

0.339 

0.017 

0.322 

0.313 

97.33 

Critical 

Nahar Singhi 

0832000203998200 

0.05 

0.15 

69.17 

0.18 

0.00 

0.18 

0.07 

0.92 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.193 

0.010 

0.184 

0.036 

19.61 

Safe 

Naharawad 

0832000504082500 

0.05 

0.29 

57.89 

0.35 

0.02 

0.37 

0.07 

0.90 

- 

0.0500 

- 

- 

0.002 

0.052 

0.052 

0.424 

0.021 

0.402 

0.481 

119.51 

Over Exploited 

Naklang 

0832000604102000 

0.06 

0.01 

360.85 

0.02 

0.01 

0.02 

0.02 

0.23 

- 

0.0100 

- 

- 

0.011 

0.021 

0.021 

0.044 

0.002 

0.042 

0.034 

82.04 

Semi Critical 

Nal Khari 

0832000204010300 

0.05 

0.14 

(1.55) 

0.14 

0.11 

0.25 

0.07 

0.92 

- 

0.0600 

- 

- 

0.145 

0.205 

0.205 

0.453 

0.023 

0.431 

0.346 

80.34 

Semi Critical 

Nala 

0832000203999200 

0.05 

0.08 

126.19 

0.10 

0.00 

0.10 

0.07 

0.92 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.100 

0.005 

0.095 

0.014 

14.74 

Safe 

Nalodiya 

0830000403831400 

0.08 

0.32 

136.57 

0.38 

0.06 

0.43 

0.07 

0.88 

- 

0.1400 

- 

- 

0.008 

0.148 

0.148 

0.582 

0.029 

0.553 

1.258 

227.64 

Over Exploited 

Narayan Khera 

0832000204004300 

0.05 

0.00 

(4,566.77) 

0.00 

0.03 

0.03 

0.01 

0.07 

- 

- 

- 

- 

0.041 

0.041 

0.041 

0.068 

0.003 

0.065 

- 

- 

Safe 

Narayanpura 

0832000203997300 

0.05 

0.00 

3,756.51 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

- 

- 

Safe 



0.05 

0.04 

859.43 

0.04 

- 

0.04 

0.02 

0.24 

- 

- 

- 

- 

- 

- 

- 

0.043 

0.002 

0.041 

- 

- 

Safe 

Nimana 

0830000403826200 

0.08 

0.01 

853.63 

0.01 

- 

0.01 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.022 

0.001 

0.020 

0.094 

459.74 

Over Exploited 

Nipaniya 

0832000604106100 

0.06 

0.23 

158.73 

0.27 

0.02 

0.30 

0.06 

0.74 

- 

0.0700 

- 

- 

0.006 

0.076 

0.076 

0.375 

0.019 

0.356 

0.615 

172.52 

Over Exploited 

Nolav 

0832000203996900 

0.05 

0.03 

505.65 

0.03 

- 

0.03 

0.02 

0.35 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.044 

0.002 

0.041 

0.036 

86.99 

Semi Critical 

Noorpura 

0832000604104100 

0.06 

0.02 

435.73 

0.03 

- 

0.03 

0.03 

0.40 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.037 

0.002 

0.035 

0.112 

322.53 

Over Exploited 



0.06 

0.04 

280.39 

0.04 

0.01 

0.05 

0.04 

0.52 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.075 

0.004 

0.071 

0.143 

201.71 

Over Exploited 

Nyamat Kheri 

0830000403832000 

0.08 

0.22 

230.64 

0.27 

0.05 

0.32 

0.07 

0.88 

- 

0.2600 

- 

- 

0.001 

0.261 

0.261 

0.581 

0.029 

0.552 

1.374 

248.87 

Over Exploited 

Osav 

0832000604104800 

0.06 

0.02 

837.60 

0.02 

0.00 

0.02 

0.01 

0.15 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.032 

0.002 

0.030 

0.032 

104.96 

Over Exploited 

Pagariya 

0832000604099900 

0.06 

0.42 

14.76 

0.48 

0.02 

0.51 

0.07 

0.93 

- 

0.0500 

- 

- 

0.006 

0.056 

0.056 

0.564 

0.028 

0.536 

0.452 

84.40 

Semi Critical 

Pama Kheri 

0830000403826800 

0.08 

0.13 

106.07 

0.15 

0.01 

0.16 

0.07 

0.88 

- 

0.0700 

- 

- 

0.001 

0.072 

0.072 

0.233 

0.012 

0.222 

0.381 

171.91 

Over Exploited 

Panchapura 

0832000203999500 

0.05 

0.00 

825.73 

0.00 

0.00 

0.00 

0.01 

0.16 

- 

- 

- 

- 

0.001 

0.002 

0.002 

0.004 

0.000 

0.004 

- 

- 

Safe 

Parolya 

0832000204003400 

0.05 

0.06 

80.57 

0.07 

- 

0.07 

0.07 

0.92 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.084 

0.004 

0.080 

0.130 

162.20 

Over Exploited 

Pau Kheri 

0832000604099400 

0.06 

0.02 

308.63 

0.02 

0.01 

0.03 

0.03 

0.34 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.061 

0.003 

0.058 

0.153 

265.03 

Over Exploited 



0.06 

0.04 

163.54 

0.05 

0.01 

0.06 

0.04 

0.54 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.103 

0.005 

0.098 

0.240 

245.10 

Over Exploited 

Payli 

0830000403831000 

0.08 

0.17 

46.33 

0.21 

0.02 

0.23 

0.07 

0.90 

- 

0.0200 

- 

- 

0.011 

0.031 

0.031 

0.257 

0.013 

0.244 

0.090 

37.03 

Safe 

Peepa Kheri 

0830000403826500 

0.08 

0.29 

52.52 

0.35 

0.03 

0.38 

0.07 

0.88 

- 

0.0800 

- 

- 

0.022 

0.102 

0.102 

0.486 

0.024 

0.461 

0.417 

90.40 

Critical 

Peepliya 

0832000504081800 

0.05 

0.25 

63.09 

0.31 

0.05 

0.36 

0.07 

0.90 

- 

0.1400 

- 

- 

0.007 

0.148 

0.148 

0.508 

0.025 

0.483 

0.751 

155.50 

Over Exploited 

Peetha Kheri 

0832000604106300 

0.06 

0.34 

129.02 

0.41 

0.02 

0.43 

0.08 

0.96 

- 

0.0400 

- 

- 

0.016 

0.056 

0.056 

0.481 

0.024 

0.457 

0.368 

80.44 

Semi Critical 

Petbhar 

0832000604095800 

0.06 

0.37 

(8.58) 

0.34 

0.04 

0.38 

0.07 

0.91 

- 

0.1100 

- 

- 

0.003 

0.113 

0.113 

0.492 

0.025 

0.468 

0.584 

124.85 

Over Exploited 

Prempura @ Laxmipura 

0832000203997100 

0.05 

0.03 

362.74 

0.04 

- 

0.04 

0.04 

0.51 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.046 

0.002 

0.044 

0.050 

113.85 

Over Exploited 



0.05 

0.00 

1,163.63 

0.00 

- 

0.00 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.014 

383.17 

Over Exploited 

Prithya Kheri 

0832000204010500 

0.05 

0.13 

157.00 

0.16 

0.01 

0.17 

0.07 

0.92 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.238 

0.012 

0.226 

0.388 

171.90 

Over Exploited 

Raipur 

0832000204001800 

0.05 

0.00 

32,854.23 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 

Raj pura 

0832000504081300 

0.05 

0.12 

53.93 

0.14 

0.02 

0.16 

0.07 

0.89 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.228 

0.011 

0.217 

0.373 

171.86 

Over Exploited 

Rajpura Bujurg 

0832000604094700 

0.06 

0.10 

31.73 

0.12 

0.02 

0.14 

0.07 

0.89 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.200 

0.010 

0.190 

0.326 

171.81 

Over Exploited 

Rajpura Khurd 

0832000604098600 

0.06 

0.02 

178.17 

0.03 

0.00 

0.03 

0.02 

0.33 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.038 

0.002 

0.036 

0.028 

76.71 

Semi Critical 

Rakba Pahar 

0830000403825800 

0.08 

0.31 

58.31 

0.37 

0.01 

0.38 

0.04 

0.51 

- 

- 

- 

- 

0.013 

0.013 

0.013 

0.388 

0.019 

0.369 

0.016 

4.44 

Safe 

Ralayti 

0832000204001900 

0.05 

0.00 

2,509.41 

0.00 

0.00 

0.00 

0.00 

0.07 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.005 

0.000 

0.005 

0.014 

290.16 

Over Exploited 



0.05 

0.00 

45,672.35 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 

Ramganj Mandi (M) 

0830000443007000 

0.08 

1.64 

76.98 

1.97 

0.02 

1.99 

0.06 

0.81 

- 

- 

- 

- 

0.032 

0.032 

0.032 

2.018 

0.101 

1.917 

2.204 

114.99 

Over Exploited 

Ramniwas 

0832000504083100 

0.05 

0.34 

44.06 

0.41 

0.04 

0.44 

0.07 

0.86 

- 

0.0300 

- 

- 

0.039 

0.069 

0.069 

0.514 

0.026 

0.488 

0.302 

61.86 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Rampuriya 

083200020400990C 

0.975 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.975 

4.00 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.08 

0.05 

0.000 

0.86 

0.55 



0830000403827000 

1.045 

Fresh 

Non-command 

Non-command 

Limestone 

1.045 

5.15 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.16 

0.17 

0.22 

0.002 

0.82 

0.78 


Rati Talai 

0832000204010100 

2.675 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.675 

3.68 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.20 

0.13 

0.000 

0.85 

0.56 


Rawali 

0830000403830100 

3.758 

Fresh 

Non-command 

Non-command 

Limestone 

3.758 

5.35 

0.020 

0.19 

0.03 

0.00 

0.00 

0.00 

0.56 

0.55 

0.73 

0.008 

0.81 

0.83 


Roonji 

0832000504081500 

6.546 

Fresh 

Non-command 

Non-command 

Limestone 

0.381 

2.29 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.000 

0.05 

0.04 







Non-command 

Deccan Traps 

6.165 

2.29 

0.010 

0.11 

0.03 

0.00 

0.00 

0.00 

0.22 

0.27 

0.43 

0.000 

0.78 

0.63 


Rooppura 

0832000604095400 

2.848 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.848 

3.39 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.17 

0.09 

0.004 

0.84 

0.58 


Roshan Bari 

0832000604099200 

7.458 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.565 

3.76 

0.010 

0.14 

0.02 

0.00 

0.00 

0.01 

0.32 

0.47 

0.53 

0.008 

0.62 

0.42 






Gagrain 

Command 

Deccan Traps 

1.893 

3.76 

0.010 

0.05 

0.01 

0.00 

0.00 

0.01 

0.10 

0.14 

0.18 

0.003 

0.21 

0.14 


Rundlao 

0832000204009700 

3.990 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.969 

2.54 

0.010 

0.21 

0.03 

0.00 

0.00 

0.00 

0.28 

0.43 

0.83 

0.000 

0.85 

0.54 


Sahipur 

0832000203998000 

5.064 

Fresh 

Non-command 

Non-command 

Limestone 

5.064 

4.50 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.24 

0.34 

0.07 

0.000 

0.84 

0.61 


Salawad Kalan 

0830000403827900 

3.207 

Fresh 

Non-command 

Non-command 

Limestone 

3.207 

4.22 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.27 

0.33 

0.02 

0.007 

0.83 

0.68 


Salawad Khurd 

0830000403827400 

5.643 

Fresh 

Non-command 

Non-command 

Limestone 

5.643 

4.44 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.54 

0.62 

0.19 

0.011 

0.82 

0.72 


Salotiya 

0832000604096100 

4.284 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.284 

2.22 

0.010 

0.26 

0.07 

0.00 

0.00 

0.00 

0.28 

0.42 

1.04 

0.006 

0.84 

0.57 


Salotya 

0832000203998100 

5.497 

Fresh 

Non-command 

Non-command 

Limestone 

5.497 

3.73 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.22 

0.32 

0.12 

0.000 

0.85 

0.58 


Samiya 

0832000604096200 

5.344 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.343 

3.36 

0.010 

0.17 

0.04 

0.00 

0.00 

0.01 

0.30 

0.45 

0.67 

0.007 

0.85 

0.57 


Samli Kham 

0832000604100100 

10.544 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.748 

2.81 

0.010 

0.07 

0.01 

0.00 

0.00 

0.01 

0.16 

0.22 

0.27 

0.005 

0.31 

0.22 


Samrai 

0832000204002500 

3.477 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.477 

2.66 

0.010 

0.14 

0.02 

0.00 

0.00 

0.00 

0.21 

0.34 

0.57 

0.000 

0.86 

0.53 


San Khera 

0830000403829800 

3.430 

Fresh 

Non-command 

Non-command 

Limestone 

2.411 

5.95 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.34 

0.34 

0.29 

0.005 

0.57 

0.58 


Sandpur 

0830000403830400 

2.686 

Fresh 

Non-command 

Non-command 

Limestone 

2.686 

4.92 

0.020 

0.18 

0.03 

0.00 

0.00 

0.01 

0.40 

0.39 

0.71 

0.005 

0.81 

0.83 


Sankali Khera 

0832000204003600 

1.036 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.036 

4.00 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.08 

0.04 

0.000 

0.85 

0.56 


Sanoriya 

0832000604103700 

5.243 

Fresh 

Gagrain 

Command 

Deccan Traps 

0.015 

2.95 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sarawan 

0832000204010700 

4.086 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.768 

5.17 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.17 

0.09 

0.000 

0.37 

0.24 


Satalkheri (CT) 

0830000443008000 

4.395 

Fresh 

Non-command 

Non-command 

Limestone 

4.393 

4.49 

0.020 

0.19 

0.01 

0.00 

0.00 

0.01 

0.57 

0.56 

0.31 

0.354 

0.81 

0.82 


Semalheri 

0830000403831200 

2.281 

Fresh 

Non-command 

Non-command 

Limestone 

2.281 

3.62 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.20 

0.21 

0.10 

0.005 

0.82 

0.78 


Semla 

0832000604103900 

7.003 

Fresh 

Gagrain 

Command 

Deccan Traps 

6.882 

5.67 

0.010 

0.19 

0.03 

0.00 

0.00 

0.00 

0.55 

0.81 

0.76 

0.010 

0.81 

0.55 


Semli 

0832000204009500 

3.548 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.197 

2.99 

0.010 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.01 

0.000 

0.05 

0.03 


Semlibakta 

0832000504083900 

3.197 

Fresh 

Piplad 

Command 

Deccan Traps 

1.180 

1.42 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.06 

0.000 

0.28 

0.18 


Set Kheri 

0832000604104200 

1.894 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.894 

5.32 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.18 

0.10 

0.003 

0.87 

0.62 


Shamiyan 

0832000504081900 

5.693 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.693 

3.31 

0.010 

0.11 

0.02 

0.00 

0.00 

0.00 

0.28 

0.33 

0.46 

0.000 

0.82 

0.69 


Shri Chhatrapur 

0832000504081000 

6.996 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.996 

2.98 

0.010 

0.10 

0.01 

0.00 

0.00 

0.00 

0.30 

0.31 

0.38 

0.000 

0.81 

0.77 


Shyampura 

0832000204010600 

4.030 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.473 

4.94 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.12 

0.19 

0.25 

0.000 

0.31 

0.21 



0832000604104300 

0.980 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.980 

5.44 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.12 

0.13 

0.001 

0.88 

0.62 


Silori 

0832000604107700 

7.305 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.962 

4.71 

0.010 

0.02 

0.00 

0.00 

0.00 

0.01 

0.06 

0.08 

0.06 

0.001 

0.12 

0.09 


Singhaniya 

0832000204002100 

2.936 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.843 

4.22 

0.010 

0.09 

0.01 

0.00 

0.00 

0.00 

0.20 

0.34 

0.35 

0.000 

0.83 

0.50 


Sirpoi 

0832000604103400 

10.771 

Fresh 

Gagrain 

Command 

Deccan Traps 

0.843 

4.06 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.09 

0.14 

0.001 

0.06 

0.04 


Sirpoi Khurd 

0832000604101900 

2.174 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.145 

4.57 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.06 

0.04 


Sitaphal 

0832000204004000 

6.816 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.816 

3.72 

0.010 

0.14 

0.02 

0.00 

0.00 

0.00 

0.37 

0.57 

0.55 

0.000 

0.85 

0.55 


Sohan Kheri 

0832000204004100 

2.911 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.911 

2.67 

0.010 

0.08 

0.01 

0.00 

0.00 

0.00 

0.15 

0.23 

0.34 

0.000 

0.86 

0.54 


Sooliya 

0832000504084000 

11.273 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.141 

1.82 

0.010 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

0.02 

0.000 

0.01 

0.01 






Piplad 

Command 

Deccan Traps 

0.001 

1.82 

0.010 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

-0.01 

0.00 

0.000 

0.00 

0.00 


Suket (CT) 

0830000443009000 

9.741 

Fresh 

Non-command 

Non-command 

Limestone 

9.741 

5.92 

0.020 

0.66 

0.06 

0.00 

0.00 

0.01 

1.74 

2.02 

1.63 

0.785 

0.83 

0.71 


Sunel 

0832000604103100 

25.829 

Fresh 

Gagrain 

Command 

Deccan Traps 

3.286 

3.44 

0.010 

0.17 

0.03 

0.00 

0.00 

0.01 

0.24 

0.37 

0.67 

0.005 

0.10 

0.06 


Surera 

0830000403831300 

2.956 

Fresh 

Non-command 

Non-command 

Limestone 

2.956 

3.09 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.22 

0.25 

0.17 

0.006 

0.82 

0.74 


Tal 

0832000504082700 

4.918 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.843 

3.45 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.13 

0.13 

0.000 

0.31 

0.22 






Piplad 

Command 

Deccan Traps 

3.074 

3.45 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.14 

0.21 

0.22 

0.000 

0.51 

0.36 



0832000604095200 

2.248 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.248 

2.85 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.10 

0.15 

0.21 

0.003 

0.83 

0.57 


Teetarwasa 

0832000204009800 

8.183 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.259 

5.07 

0.010 

0.04 

0.01 

0.00 

0.00 

0.01 

0.09 

0.13 

0.15 

0.000 

0.13 

0.09 


Telya Kheri 

0830000403832300 

2.202 

Fresh 

Non-command 

Non-command 

Limestone 

2.031 

3.40 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.21 

0.21 

0.33 

0.004 

0.75 

0.75 







Non-command 

Deccan Traps 

0.171 

3.40 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.000 

0.06 

0.06 


Tomariya Kheri 

0832000604107900 

2.232 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.019 

4.37 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Udpura 

0830000403833000 

4.145 

Fresh 

Non-command 

Non-command 

Limestone 

3.896 

1.43 

0.020 

0.20 

0.05 

0.00 

0.00 

0.01 

0.26 

0.32 

0.78 

0.008 

0.78 

0.63 







Non-command 

Deccan Traps 

0.249 

1.43 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.04 

0.001 

0.05 

0.04 


Ummedpura 

0830000403827100 

1.065 

Fresh 

Non-command 

Non-command 

Limestone 

1.065 

5.55 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.18 

0.19 

0.30 

0.002 

0.82 

0.76 


Undal 

0832000204002700 

4.819 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.847 

3.75 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.02 

0.000 

0.15 

0.09 


Undwa 

0830000403831900 

10.420 

Fresh 

Non-command 

Non-command 

Limestone 

10.420 

8.12 

0.020 

0.59 

0.14 

0.00 

0.00 

0.04 

2.10 

2.06 

2.31 

0.021 

0.81 

0.82 


Unhel 

0832000604099700 

5.897 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.530 

4.41 

0.010 

0.23 

0.03 

0.00 

0.00 

0.00 

0.44 

0.64 

0.91 

0.008 

0.79 

0.54 






Gagrain 

Command 

Deccan Traps 

0.367 

4.41 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.06 

0.001 

0.05 

0.04 


Urmal 

0832000204002300 

2.833 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.833 

3.98 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.14 

0.22 

0.17 

0.000 

0.86 

0.53 


Wazeerpura 

0832000604102400 

2.891 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.891 

5.10 

0.010 

0.10 

0.01 

0.00 

0.00 

0.00 

0.23 

0.33 

0.40 

0.004 

0.87 

0.61 

08004027 

Bheempura 

0830000403828900 

3.990 

Fresh 

Non-command 

Non-command 

Limestone 

3.797 

2.52 

0.020 

0.12 

0.02 

0.00 

0.00 

0.00 

0.29 

0.29 

0.48 

0.008 

0.77 

0.78 







Non-command 

Bhander Sandstone 

0.192 

2.52 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.04 

0.04 


Boodhan Kheri 

0830000403829400 

4.576 

Fresh 

Non-command 

Non-command 

Limestone 

4.338 

2.56 

0.020 

0.19 

0.03 

0.00 

0.00 

0.00 

0.38 

0.37 

0.75 

0.009 

0.77 

0.78 


Budhkhan 

0830000403824100 

6.656 

Fresh 

Non-command 

Non-command 

Limestone 

0.210 

3.59 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.000 

0.03 

0.03 


Chhatrapura 

0830000403828400 

2.691 

Fresh 

Non-command 

Non-command 

Limestone 

2.311 

3.27 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.18 

0.18 

0.12 

0.005 

0.69 

0.71 


Dariya 

0830000403829100 

0.476 

Fresh 

Non-command 

Non-command 

Limestone 

0.064 

2.55 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.11 

0.11 







Non-command 

Bhander Sandstone 

0.413 

2.55 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.09 

0.001 

0.70 

0.71 


Devipura 

0830000403829200 

1.242 

Fresh 

Non-command 

Non-command 

Limestone 

1.206 

2.70 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.08 

0.002 

0.78 

0.80 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Rampuriya 

0832000204009900 

0.05 

0.04 

81.88 

0.05 

0.00 

0.05 

0.07 

0.92 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.060 

0.003 

0.057 

0.054 

94.61 

Critical 


0830000403827000 

0.08 

0.07 

142.04 

0.08 

0.01 

0.09 

0.07 

0.88 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.132 

0.007 

0.125 

0.226 

180.59 

Over Exploited 

Rati Talai 

0832000204010100 

0.05 

0.11 

71.57 

0.14 

- 

0.14 

0.07 

0.92 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.157 

0.008 

0.149 

0.129 

86.56 

Semi Critical 

Rawali 

0830000403830100 

0.08 

0.24 

124.67 

0.29 

0.03 

0.32 

0.07 

0.88 

- 

0.1400 

- 

- 

0.005 

0.145 

0.145 

0.470 

0.023 

0.446 

0.742 

166.23 

Over Exploited 

Roonji 

0832000504081500 

0.05 

0.00 

2,428.09 

0.00 

- 

0.00 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.011 

0.036 

341.21 

Over Exploited 



0.05 

0.24 

13.86 

0.27 

0.03 

0.31 

0.06 

0.85 

- 

0.0800 

- 

- 

0.001 

0.081 

0.081 

0.387 

0.019 

0.367 

0.432 

117.63 

Over Exploited 

Rooppura 

0832000604095400 

0.06 

0.14 

16.84 

0.17 

0.00 

0.17 

0.07 

0.91 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.178 

0.009 

0.169 

0.096 

56.66 

Safe 

Roshan Bari 

0832000604099200 

0.06 

0.21 

125.07 

0.25 

0.03 

0.28 

0.05 

0.67 

- 

0.1000 

- 

- 

0.019 

0.119 

0.119 

0.399 

0.020 

0.379 

0.542 

142.81 

Over Exploited 



0.06 

0.02 

505.35 

0.03 

0.02 

0.05 

0.02 

0.23 

- 

0.0300 

- 

- 

0.019 

0.049 

0.049 

0.100 

0.005 

0.095 

0.185 

194.49 

Over Exploited 

Rundlao 

0832000204009700 

0.05 

0.17 

156.80 

0.20 

0.03 

0.24 

0.07 

0.92 

- 

0.0900 

- 

- 

0.005 

0.095 

0.095 

0.331 

0.017 

0.315 

0.831 

263.90 

Over Exploited 

Sahipur 

0832000203998000 

0.05 

0.21 

57.68 

0.26 

0.00 

0.26 

0.07 

0.91 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.275 

0.014 

0.261 

0.072 

27.59 

Safe 

Salawad Kalan 

0830000403827900 

0.08 

0.21 

56.05 

0.25 

0.01 

0.26 

0.07 

0.89 

- 

- 

- 

- 

0.012 

0.012 

0.012 

0.274 

0.014 

0.261 

0.027 

10.17 

Safe 

Salawad Khurd 

0830000403827400 

0.08 

0.37 

66.53 

0.45 

0.01 

0.46 

0.07 

0.89 

- 

0.0400 

- 

- 

0.002 

0.042 

0.042 

0.499 

0.025 

0.474 

0.205 

43.31 

Safe 

Salotiya 

0832000604096100 

0.06 

0.22 

92.80 

0.26 

0.07 

0.33 

0.07 

0.91 

- 

0.2000 

- 

- 

0.001 

0.201 

0.201 

0.532 

0.027 

0.505 

1.049 

207.62 

Over Exploited 

Salotya 

0832000203998100 

0.05 

0.23 

37.74 

0.28 

0.01 

0.29 

0.07 

0.91 

- 

0.0200 

- 

- 

0.007 

0.027 

0.027 

0.321 

0.016 

0.305 

0.119 

38.99 

Safe 

Samiya 

0832000604096200 

0.06 

0.27 

65.35 

0.33 

0.05 

0.37 

0.07 

0.92 

- 

0.1300 

- 

- 

0.009 

0.139 

0.139 

0.513 

0.026 

0.487 

0.679 

139.50 

Over Exploited 

Samli Kham 

0832000604100100 

0.06 

0.07 

217.72 

0.08 

0.02 

0.10 

0.02 

0.34 

- 

0.0500 

- 

- 

0.008 

0.058 

0.058 

0.158 

0.008 

0.150 

0.272 

181.31 

Over Exploited 

Samrai 

0832000204002500 

0.05 

0.15 

128.13 

0.18 

0.02 

0.20 

0.07 

0.92 

- 

0.0600 

- 

- 

0.002 

0.062 

0.062 

0.263 

0.013 

0.249 

0.567 

227.29 

Over Exploited 

San Khera 

0830000403829800 

0.08 

0.11 

208.10 

0.13 

0.01 

0.14 

0.05 

0.62 

- 

0.0500 

- 

- 

0.003 

0.054 

0.054 

0.197 

0.010 

0.188 

0.291 

155.10 

Over Exploited 

Sandpur 

0830000403830400 

0.08 

0.17 

125.78 

0.21 

0.04 

0.25 

0.07 

0.88 

- 

0.1300 

- 

- 

0.019 

0.149 

0.149 

0.400 

0.020 

0.380 

0.719 

189.47 

Over Exploited 

Sankali Khera 

0832000204003600 

0.05 

0.04 

76.87 

0.05 

- 

0.05 

0.07 

0.92 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.063 

0.003 

0.060 

0.043 

71.94 

Semi Critical 

Sanoriya 

0832000604103700 

0.06 

0.00 

(59,268.99) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

0.72 

Safe 

Sarawan 

0832000204010700 

0.05 

0.03 

413.87 

0.04 

0.00 

0.04 

0.03 

0.40 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.064 

0.003 

0.061 

0.086 

141.87 

Over Exploited 

Satalkheri (CT) 

0830000443008000 

0.08 

0.28 

97.50 

0.34 

0.02 

0.36 

0.07 

0.88 

- 

0.0600 

- 

- 

0.013 

0.073 

0.073 

0.434 

0.022 

0.412 

0.660 

160.13 

Over Exploited 

Semalheri 

0830000403831200 

0.08 

0.15 

37.66 

0.18 

- 

0.18 

0.07 

0.88 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.199 

0.010 

0.189 

0.107 

56.47 

Safe 

Semla 

0832000604103900 

0.06 

0.34 

140.55 

0.40 

0.03 

0.44 

0.07 

0.89 

- 

0.0900 

- 

- 

0.003 

0.093 

0.093 

0.528 

0.026 

0.502 

0.767 

152.72 

Over Exploited 

Semli 

0832000204009500 

0.05 

0.00 

28.05 

0.00 

0.01 

0.01 

0.00 

0.05 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.014 

0.001 

0.013 

0.011 

81.51 

Semi Critical 

Semlibakta 

0832000504083900 

0.05 

0.02 

153.81 

0.02 

- 

0.02 

0.03 

0.31 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.030 

0.002 

0.029 

0.059 

206.05 

Over Exploited 

Set Kheri 

0832000604104200 

0.06 

0.10 

86.01 

0.12 

- 

0.12 

0.07 

0.95 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.129 

0.006 

0.122 

0.102 

82.99 

Semi Critical 

Shamiyan 

0832000504081900 

0.05 

0.23 

42.26 

0.28 

0.02 

0.30 

0.07 

0.88 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.349 

0.017 

0.332 

0.459 

138.43 

Over Exploited 

Shri Chhatrapur 

0832000504081000 

0.05 

0.28 

10.66 

0.31 

0.01 

0.32 

0.07 

0.88 

- 

0.0400 

- 

- 

0.002 

0.042 

0.042 

0.366 

0.018 

0.348 

0.383 

110.21 

Over Exploited 

Shyampura 

0832000204010600 

0.05 

0.02 

709.73 

0.03 

0.01 

0.04 

0.02 

0.34 

- 

0.0500 

- 

- 

0.000 

0.050 

0.050 

0.088 

0.004 

0.084 

0.248 

296.81 

Over Exploited 


0832000604104300 

0.06 

0.05 

126.71 

0.06 

0.00 

0.06 

0.08 

0.95 

- 

0.0100 

- 

- 

0.000 

0.011 

0.011 

0.073 

0.004 

0.069 

0.131 

190.61 

Over Exploited 

Silori 

0832000604107700 

0.06 

0.01 

1,007.53 

0.01 

0.01 

0.02 

0.01 

0.13 

- 

0.0100 

- 

- 

0.014 

0.024 

0.024 

0.042 

0.002 

0.040 

0.060 

151.41 

Over Exploited 

Singhaniya 

0832000204002100 

0.05 

0.12 

183.67 

0.14 

0.01 

0.15 

0.06 

0.90 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.212 

0.011 

0.201 

0.346 

171.79 

Over Exploited 

Sirpoi 

0832000604103400 

0.06 

0.00 

2,872.66 

0.00 

0.01 

0.02 

0.01 

0.07 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.039 

0.002 

0.037 

0.143 

383.46 

Over Exploited 

Sirpoi Khurd 

0832000604101900 

0.06 

0.00 

1,546.40 

0.00 

0.00 

0.00 

0.00 

0.06 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.013 

701.36 

Over Exploited 

Sitaphal 

0832000204004000 

0.05 

0.29 

96.94 

0.35 

0.02 

0.37 

0.07 

0.92 

- 

0.1000 

- 

- 

0.006 

0.106 

0.106 

0.479 

0.024 

0.455 

0.551 

121.15 

Over Exploited 

Sohan Kheri 

0832000204004100 

0.05 

0.12 

87.47 

0.15 

0.01 

0.16 

0.07 

0.92 

- 

0.0400 

- 

- 

0.000 

0.040 

0.040 

0.200 

0.010 

0.190 

0.335 

176.54 

Over Exploited 

Sooliya 

0832000504084000 

0.05 

0.00 

(10,904.02) 

0.00 

0.01 

0.01 

0.00 

0.01 

- 

- 

- 

- 

0.011 

0.011 

0.011 

0.018 

0.001 

0.017 

0.016 

94.29 

Critical 



0.05 

0.00 

########## 

0.00 

0.01 

0.01 

0.00 

0.00 

- 

- 

- 

- 

0.011 

0.011 

0.011 

0.018 

0.001 

0.017 

- 

- 

Safe 

Suket (CT) 

0830000443009000 

0.08 

0.64 

213.51 

0.77 

0.07 

0.84 

0.07 

0.89 

- 

0.3000 

- 

- 

0.017 

0.317 

0.317 

1.161 

0.058 

1.103 

2.411 

218.66 

Over Exploited 

Sunel 

0832000604103100 

0.06 

0.02 

1,771.53 

0.02 

0.04 

0.07 

0.01 

0.11 

- 

0.1300 

- 

- 

0.020 

0.151 

0.151 

0.218 

0.011 

0.207 

0.674 

325.35 

Over Exploited 

Surera 

0830000403831300 

0.08 

0.19 

26.20 

0.23 

0.01 

0.25 

0.07 

0.89 

- 

0.0300 

- 

- 

0.005 

0.035 

0.035 

0.281 

0.014 

0.267 

0.179 

66.99 

Safe 

Tal 

0832000504082700 

0.05 

0.03 

359.25 

0.03 

0.00 

0.04 

0.03 

0.33 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.050 

0.002 

0.047 

0.130 

276.06 

Over Exploited 



0.05 

0.08 

159.91 

0.09 

0.01 

0.11 

0.04 

0.56 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.130 

0.007 

0.124 

0.216 

174.61 

Over Exploited 


0832000604095200 

0.06 

0.11 

30.50 

0.13 

0.01 

0.15 

0.07 

0.90 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.172 

0.009 

0.164 

0.208 

127.24 

Over Exploited 

Teetarwasa 

0832000204009800 

0.05 

0.01 

1,477.66 

0.01 

0.02 

0.03 

0.01 

0.14 

- 

0.0200 

- 

- 

0.013 

0.033 

0.033 

0.062 

0.003 

0.059 

0.151 

257.95 

Over Exploited 

Telya Kheri 

0830000403832300 

0.08 

0.12 

70.32 

0.15 

0.01 

0.16 

0.06 

0.81 

- 

0.0600 

- 

- 

0.001 

0.061 

0.061 

0.217 

0.011 

0.207 

0.330 

159.81 

Over Exploited 



0.08 

0.00 

1,718.35 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.022 

2,270.46 

Over Exploited 

Tomariya Kheri 

0832000604107900 

0.06 

0.00 

11,846.70 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Udpura 

0830000403833000 

0.08 

0.24 

31.27 

0.29 

0.06 

0.35 

0.06 

0.85 

- 

0.1500 

- 

- 

0.008 

0.158 

0.158 

0.506 

0.025 

0.481 

0.783 

162.86 

Over Exploited 



0.08 

0.00 

1,602.94 

0.00 

- 

0.00 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.011 

0.037 

343.17 

Over Exploited 

Ummedpura 

0830000403827100 

0.08 

0.07 

173.44 

0.08 

0.01 

0.09 

0.07 

0.88 

- 

0.0600 

- 

- 

0.001 

0.061 

0.061 

0.155 

0.008 

0.147 

0.298 

202.63 

Over Exploited 

Undal 

0832000204002700 

0.05 

0.01 

911.56 

0.01 

0.00 

0.01 

0.01 

0.16 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.016 

0.001 

0.015 

0.022 

146.07 

Over Exploited 

Undwa 

0830000403831900 

0.08 

0.67 

206.26 

0.81 

0.18 

0.99 

0.07 

0.88 

- 

0.4300 

- 

- 

0.060 

0.490 

0.490 

1.479 

0.074 

1.405 

2.335 

166.16 

Over Exploited 

Unhel 

0832000604099700 

0.06 

0.26 

143.35 

0.31 

0.03 

0.35 

0.07 

0.86 

- 

0.1000 

- 

- 

0.006 

0.106 

0.106 

0.454 

0.023 

0.432 

0.915 

211.86 

Over Exploited 



0.06 

0.00 

2,686.25 

0.00 

0.00 

0.01 

0.00 

0.06 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.021 

0.001 

0.020 

0.060 

292.46 

Over Exploited 

Urmal 

0832000204002300 

0.05 

0.12 

83.85 

0.15 

0.01 

0.16 

0.07 

0.92 

- 

0.0300 

- 

- 

0.006 

0.036 

0.036 

0.195 

0.010 

0.185 

0.172 

92.80 

Critical 

Wazeerpura 

0832000604102400 

0.06 

0.15 

120.43 

0.18 

0.01 

0.19 

0.07 

0.94 

- 

0.0400 

- 

- 

0.004 

0.044 

0.044 

0.237 

0.012 

0.225 

0.403 

178.92 

Over Exploited 

Bheempura 

0830000403828900 

0.08 

0.23 

22.53 

0.28 

0.02 

0.30 

0.06 

0.83 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.351 

0.018 

0.333 

0.487 

146.13 

Over Exploited 



0.06 

0.00 

2,010.45 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.014 

2,804.39 

Over Exploited 

Boodhan Kheri 

0830000403829400 

0.08 

0.27 

39.37 

0.32 

0.03 

0.35 

0.06 

0.83 

- 

0.0800 

- 

- 

0.005 

0.085 

0.085 

0.438 

0.022 

0.416 

0.754 

181.11 

Over Exploited 

Budhkhan 

0830000403824100 

0.08 

0.00 

3,377.85 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.000 

0.010 

2,134.84 

Over Exploited 

Chhatrapura 

0830000403828400 

0.08 

0.13 

38.50 

0.15 

- 

0.15 

0.06 

0.75 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.174 

0.009 

0.165 

0.127 

76.62 

Semi Critical 

Dariya 

0830000403829100 

0.08 

0.00 

2,268.78 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.020 

3,192.91 

Over Exploited 



0.06 

0.02 

133.02 

0.02 

- 

0.02 

0.06 

0.76 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.031 

0.002 

0.029 

0.087 

296.73 

Over Exploited 

Devipura 

0830000403829200 

0.08 

0.08 

10.27 

0.08 

- 

0.08 

0.07 

0.85 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.094 

0.005 

0.089 

0.077 

87.19 

Semi Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Bhander Sandstone 

0.037 

2.70 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Dhakya 

083000040382390C 

3.862 

Fresh 

Non-command 

Non-command 

Limestone 

0.299 

3.09 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.05 

0.001 

0.06 

0.06 







Non-command 

Bhander Sandstone 

0.271 

3.09 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.001 

0.06 

0.06 


Durkali 

0830000403829000 

3.447 

Fresh 

Non-command 

Non-command 

Limestone 

2.935 

2.56 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.16 

0.05 

0.006 

0.69 

0.70 







Non-command 

Bhander Sandstone 

0.512 

2.56 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.001 

0.12 

0.12 


Goyanda 

0830000403829500 

9.811 

Fresh 

Non-command 

Non-command 

Limestone 

9.811 

2.66 

0.020 

0.37 

0.06 

0.00 

0.00 

0.01 

0.83 

0.81 

1.47 

0.020 

0.81 

0.82 


Jodhpura 

0830000403828700 

2.025 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.025 

2.77 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.14 

0.14 

0.14 

0.004 

0.81 

0.82 


Khairabad 

0830000403828300 

2.720 

Fresh 

Non-command 

Non-command 

Limestone 

2.503 

2.98 

0.020 

0.90 

0.13 

0.00 

0.00 

0.00 

0.92 

0.90 

3.35 

0.202 

0.74 

0.76 


Lasoriya 

0830000403829600 

3.262 

Fresh 

Non-command 

Non-command 

Limestone 

3.208 

3.97 

0.020 

0.13 

0.02 

0.00 

0.00 

0.00 

0.36 

0.36 

0.52 

0.007 

0.80 

0.81 


Manda 

0830000403829900 

6.948 

Fresh 

Non-command 

Non-command 

Limestone 

1.011 

4.65 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.13 

0.13 

0.18 

0.002 

0.12 

0.12 


Moondiya 

0830000403829700 

5.824 

Fresh 

Non-command 

Non-command 

Limestone 

5.824 

5.25 

0.020 

0.16 

0.02 

0.00 

0.00 

0.01 

0.75 

0.74 

0.62 

0.012 

0.81 

0.81 


Noorpura 

0830000403828800 

5.870 

Fresh 

Non-command 

Non-command 

Limestone 

0.346 

2.63 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.001 

0.05 

0.05 







Non-command 

Bhander Sandstone 

5.523 

2.63 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.34 

0.34 

0.22 

0.011 

0.76 

0.77 


Raghunathpura 

0830000403823700 

2.173 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.973 

3.08 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.17 

0.17 

0.22 

0.004 

0.73 

0.74 


Ramganj Mandi (M) 

0830000443007000 

29.550 

Fresh 

Non-command 

Non-command 

Limestone 

1.215 

4.14 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.13 

0.00 

0.098 

0.03 

0.03 


Reenchhariya 

0830000403829300 

4.953 

Fresh 

Non-command 

Non-command 

Limestone 

4.953 

2.67 

0.020 

0.33 

0.05 

0.00 

0.00 

0.01 

0.54 

0.53 

1.30 

0.010 

0.81 

0.83 


Rooppura 

0830000403823600 

1.343 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.285 

3.12 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.11 

0.13 

0.003 

0.77 

0.78 


San Khera 

0830000403829800 

3.430 

Fresh 

Non-command 

Non-command 

Limestone 

1.019 

5.95 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.15 

0.12 

0.002 

0.24 

0.24 


Sarang Kheri 

0830000403828600 

4.606 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.606 

2.68 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.30 

0.29 

0.23 

0.009 

0.81 

0.82 


Sohanpuna 

0830000403823800 

3.308 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.019 

3.11 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.04 

0.002 

0.25 

0.25 


Tamoliya 

0830000403828500 

2.414 

Fresh 

Non-command 

Non-command 

Limestone 

1.267 

2.81 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.10 

0.17 

0.003 

0.42 

0.43 







Non-command 

Bhander Sandstone 

1.147 

2.81 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.12 

0.002 

0.38 

0.39 

08004028 

Alod 

0830000403820300 

6.628 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.628 

3.52 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

0.46 

0.49 

0.00 

0.013 

0.78 

0.72 


Ama Ka Pani 

0830000303814500 

0.596 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.078 

3.71 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.000 

0.10 

0.08 







Non-command 

Shale 

0.393 

3.71 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.001 

0.48 

0.41 


Amarpura 

0829000403588100 

0.587 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.069 

3.68 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.000 

0.08 

0.07 







Non-command 

Shale 

0.360 

3.68 

0.013 

0.05 

0.01 

0.00 

0.00 

0.00 

0.06 

0.07 

0.20 

0.000 

0.43 

0.36 



0830000303813800 

1.814 

Fresh 

Non-command 

Non-command 

Shale 

0.012 

4.92 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Amjhar 

0830000403818800 

3.695 

Fresh 

Non-command 

Non-command 

Limestone 

0.007 

5.19 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Bhander Sandstone 

2.240 

5.19 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.25 

0.00 

0.005 

0.48 

0.44 






Takli 

Command 

Bhander Sandstone 

1.448 

5.19 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.16 

0.00 

0.003 

0.31 

0.29 


Amlawad Khera 

0830000403823400 

1.790 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.790 

3.84 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.15 

0.02 

0.004 

0.81 

0.80 


Arlai 

0830000403820000 

6.241 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.111 

2.79 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.19 

0.00 

0.006 

0.38 

0.35 







Non-command 

Shale 

3.130 

2.79 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.12 

0.13 

0.00 

0.006 

0.38 

0.35 


Askali 

0830000403824600 

1.718 

Fresh 

Non-command 

Non-command 

Limestone 

1.718 

2.35 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.08 

0.003 

0.81 

0.80 


Badodiya 

0829000403589000 

2.988 

Fresh 

Non-command 

Non-command 

Shale 

2.988 

5.80 

0.013 

0.15 

0.02 

0.00 

0.00 

0.00 

0.35 

0.41 

0.58 

0.004 

0.72 

0.61 


Bakspura 

0830000403818000 

5.436 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.025 

5.35 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Shale 

4.833 

5.35 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.44 

0.00 

0.010 

0.68 

0.60 


Balkoo 

0830000403817700 

8.357 

Fresh 

Non-command 

Non-command 

Shale 

7.185 

3.46 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.37 

0.43 

0.00 

0.015 

0.63 

0.55 


Bambori Kalan 

0829000403588900 

3.761 

Fresh 

Non-command 

Non-command 

Shale 

3.761 

6.41 

0.013 

0.06 

0.01 

0.00 

0.00 

0.00 

0.35 

0.41 

0.22 

0.005 

0.72 

0.61 


Bambori Khurd 

0829000403589600 

2.800 

Fresh 

Non-command 

Non-command 

Shale 

2.406 

5.87 

0.013 

0.02 

0.00 

0.00 

0.00 

0.00 

0.20 

0.23 

0.08 

0.003 

0.62 

0.52 


Bana Ka Khera 

0829000403588300 

1.257 

Fresh 

Non-command 

Non-command 

Shale 

1.241 

2.98 

0.013 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.03 

0.002 

0.71 

0.60 


Barodiya Antari 

0830000403827800 

3.402 

Fresh 

Non-command 

Non-command 

Limestone 

0.643 

6.40 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.12 

0.05 

0.001 

0.16 

0.12 


Barodiya Kalan 

0830000403822000 

5.594 

Fresh 

Non-command 

Non-command 

Limestone 

2.518 

3.85 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.22 

0.23 

0.10 

0.005 

0.36 

0.36 






Takli 

Command 

Limestone 

3.076 

3.85 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.27 

0.27 

0.11 

0.006 

0.44 

0.44 


Bhagwanpura 

0830000403819100 

1.115 

Fresh 

Takli 

Command 

Limestone 

1.115 

4.79 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.11 

0.00 

0.002 

0.80 

0.77 


Bhagwatpura 

0829000403588600 

1.290 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.001 

4.56 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Shale 

1.085 

4.56 

0.013 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.05 

0.001 

0.60 

0.50 


Bhapra 

0830000403825400 

1.355 

Fresh 

Non-command 

Non-command 

Limestone 

1.355 

2.86 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.03 

0.003 

0.81 

0.72 


Bhatwara 

0830000403818600 

1.533 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.897 

5.23 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.01 

0.002 

0.47 

0.43 






Takli 

Command 

Bhander Sandstone 

0.635 

5.23 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.00 

0.001 

0.33 

0.30 


Bheempura 

0829000403589300 

1.954 

Fresh 

Non-command 

Non-command 

Shale 

1.866 

6.90 

0.013 

0.03 

0.00 

0.00 

0.00 

0.00 

0.19 

0.22 

0.11 

0.003 

0.70 

0.60 


Bholoo 

0830000403821000 

2.882 

Fresh 

Takli 

Command 

Limestone 

2.882 

4.45 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.29 

0.29 

0.16 

0.006 

0.81 

0.79 


Binda Pahar 

0830000403825600 

0.766 

Fresh 

Non-command 

Non-command 

Limestone 

0.766 

3.49 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.03 

0.002 

0.82 

0.71 


Bordi 

0830000403819800 

3.052 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.988 

2.12 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.01 

0.002 

0.25 

0.22 







Non-command 

Shale 

2.064 

2.12 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.01 

0.004 

0.52 

0.47 


Borina 

0830000403823100 

1.452 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.452 

4.05 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.18 

0.18 

0.26 

0.003 

0.80 

0.79 


Budhkhan 

0830000403824100 

6.656 

Fresh 

Non-command 

Non-command 

Limestone 

3.003 

3.59 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.25 

0.25 

0.17 

0.006 

0.36 

0.37 






Takli 

Command 

Limestone 

3.443 

3.59 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.28 

0.28 

0.20 

0.007 

0.42 

0.42 


Bugchach Kalan 

0830000303812600 

3.532 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.016 

2.96 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bugchach Khurd 

0830000303812700 

0.580 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.073 

2.98 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.000 

0.09 

0.07 


Chandrapura 

0830000403822500 

6.805 

Fresh 

Non-command 

Non-command 

Limestone 

4.031 

3.74 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.31 

0.31 

0.01 

0.008 

0.48 

0.47 







Non-command 

Bhander Sandstone 

2.436 

3.74 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.18 

0.00 

0.005 

0.29 

0.28 






Takli 

Command 

Limestone 

0.338 

3.74 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.001 

0.04 

0.04 


Chariya Kheri 

0830000403826300 

1.689 

Fresh 

Non-command 

Non-command 

Limestone 

1.689 

2.59 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.01 

0.003 

0.81 

0.81 


Chechat (CT) 

0830000443004000 

16.113 

Fresh 

Non-command 

Non-command 

Limestone 

0.978 

3.45 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.00 

0.079 

0.05 

0.05 







Non-command 

Bhander Sandstone 

0.140 

3.45 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.011 

0.01 

0.01 






Takli 

Command 

Limestone 

14.677 

3.45 

0.020 

0.41 

0.00 

0.00 

0.00 

0.01 

1.41 

1.43 

0.07 

1.183 

0.73 

0.72 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.06 

0.00 

3,720.71 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dhakya 

083000040382390C 

0.08 

0.00 

1,781.93 

0.00 

- 

0.00 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.046 

407.12 

Over Exploited 



0.06 

0.00 

2,763.12 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.034 

3,191.76 

Over Exploited 

Durkali 

0830000403829000 

0.08 

0.16 

(3.10) 

0.16 

0.00 

0.16 

0.06 

0.75 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.168 

0.008 

0.159 

0.057 

35.75 

Safe 



0.06 

0.00 

596.64 

0.00 

- 

0.00 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.008 

191.19 

Over Exploited 

Goyanda 

0830000403829500 

0.08 

0.63 

27.73 

0.76 

0.07 

0.83 

0.07 

0.88 

- 

0.1700 

- 

- 

0.010 

0.180 

0.180 

1.009 

0.050 

0.958 

1.489 

155.37 

Over Exploited 

Jodhpura 

0830000403828700 

0.06 

0.10 

42.42 

0.12 

0.01 

0.13 

0.07 

0.88 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.150 

0.008 

0.143 

0.148 

103.60 

Over Exploited 

Khairabad 

0830000403828300 

0.08 

0.15 

503.15 

0.18 

0.13 

0.31 

0.06 

0.81 

- 

0.3800 

- 

- 

0.002 

0.382 

0.382 

0.691 

0.035 

0.657 

3.552 

540.68 

Over Exploited 

Lasoriya 

0830000403829600 

0.08 

0.20 

75.16 

0.24 

0.02 

0.27 

0.07 

0.86 

- 

0.0600 

- 

- 

0.002 

0.062 

0.062 

0.329 

0.016 

0.312 

0.527 

168.55 

Over Exploited 

Manda 

0830000403829900 

0.08 

0.01 

1,274.08 

0.01 

0.01 

0.02 

0.01 

0.13 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.042 

0.002 

0.040 

0.186 

465.43 

Over Exploited 

Moondiya 

0830000403829700 

0.08 

0.38 

97.16 

0.45 

0.03 

0.48 

0.07 

0.88 

- 

0.1200 

- 

- 

0.008 

0.128 

0.128 

0.605 

0.030 

0.575 

0.634 

110.25 

Over Exploited 

Noorpura 

0830000403828800 

0.08 

0.00 

2,010.42 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.021 

1,373.78 

Over Exploited 



0.06 

0.25 

33.08 

0.30 

0.01 

0.31 

0.06 

0.82 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.345 

0.017 

0.328 

0.234 

71.42 

Semi Critical 

Raghunathpura 

0830000403823700 

0.06 

0.09 

94.71 

0.10 

0.01 

0.12 

0.06 

0.79 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.137 

0.007 

0.130 

0.220 

169.15 

Over Exploited 

Ramganj Mandi (M) 

0830000443007000 

0.08 

0.00 

3,848.40 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.098 

2,657.03 

Over Exploited 

Reenchhariya 

0830000403829300 

0.08 

0.32 

64.09 

0.38 

0.06 

0.44 

0.07 

0.88 

- 

0.1500 

- 

- 

0.010 

0.160 

0.160 

0.602 

0.030 

0.572 

1.312 

229.45 

Over Exploited 

Rooppura 

0830000403823600 

0.06 

0.06 

84.34 

0.07 

0.00 

0.07 

0.06 

0.84 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.082 

0.004 

0.078 

0.133 

170.79 

Over Exploited 

San Khera 

0830000403829800 

0.08 

0.02 

654.69 

0.02 

0.00 

0.02 

0.02 

0.26 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.045 

0.002 

0.043 

0.124 

290.24 

Over Exploited 

Sarang Kheri 

0830000403828600 

0.06 

0.22 

30.84 

0.27 

0.01 

0.28 

0.07 

0.88 

- 

0.0300 

- 

- 

0.000 

0.031 

0.031 

0.309 

0.015 

0.293 

0.240 

81.91 

Semi Critical 

Sohanpuna 

0830000403823800 

0.06 

0.02 

363.09 

0.02 

0.00 

0.02 

0.02 

0.27 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.024 

0.001 

0.023 

0.045 

198.63 

Over Exploited 

Tamoliya 

0830000403828500 

0.08 

0.04 

130.38 

0.05 

0.01 

0.06 

0.04 

0.46 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.082 

0.004 

0.078 

0.173 

220.26 

Over Exploited 



0.06 

0.03 

250.88 

0.03 

- 

0.03 

0.03 

0.42 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.042 

0.002 

0.040 

0.117 

295.91 

Over Exploited 

Alod 

0830000403820300 

0.06 

0.31 

59.35 

0.37 

0.01 

0.38 

0.06 

0.84 

- 

- 

- 

- 

0.013 

0.013 

0.013 

0.393 

0.020 

0.373 

0.013 

3.61 

Safe 

Ama Ka Pani 

0830000303814500 

0.13 

0.00 

2,846.16 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.000 

10.57 

Safe 



0.04 

0.01 

243.94 

0.01 

- 

0.01 

0.04 

0.52 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.009 

0.001 

6.56 

Safe 

Amarpura 

0829000403588100 

0.04 

0.00 

9,683.40 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.034 

12,191.25 

Over Exploited 



0.04 

0.01 

980.21 

0.01 

0.01 

0.02 

0.03 

0.47 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.038 

0.002 

0.036 

0.200 

562.63 

Over Exploited 


0830000303813800 

0.04 

0.00 

45,319.30 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Amjhar 

0830000403818800 

0.08 

0.00 

104,527.69 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.06 

290.83 

0.08 

- 

0.08 

0.04 

0.52 

- 

- 

- 

- 

- 

- 

- 

0.078 

0.004 

0.074 

0.005 

6.14 

Safe 



0.06 

0.03 

504.08 

0.03 

- 

0.03 

0.03 

0.34 

- 

- 

- 

- 

- 

- 

- 

0.033 

0.002 

0.031 

0.003 

9.50 

Safe 

Amlawad Khera 

0830000403823400 

0.06 

0.09 

70.68 

0.10 

0.00 

0.10 

0.07 

0.87 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.105 

0.005 

0.100 

0.026 

25.75 

Safe 

Arlai 

0830000403820000 

0.06 

0.07 

168.60 

0.09 

0.00 

0.09 

0.03 

0.41 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.087 

0.004 

0.083 

0.006 

7.66 

Safe 



0.04 

0.05 

172.53 

0.06 

0.01 

0.07 

0.03 

0.41 

- 

- 

- 

- 

0.019 

0.019 

0.019 

0.089 

0.004 

0.085 

0.006 

7.51 

Safe 

Askali 

0830000403824600 

0.08 

0.11 

(10.92) 

0.10 

0.00 

0.10 

0.07 

0.88 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.116 

0.006 

0.111 

0.087 

79.16 

Semi Critical 

Badodiya 

0829000403589000 

0.04 

0.09 

374.77 

0.10 

0.02 

0.12 

0.05 

0.77 

- 

0.0600 

- 

- 

0.002 

0.062 

0.062 

0.186 

0.009 

0.177 

0.579 

327.07 

Over Exploited 

Bakspura 

0830000403818000 

0.06 

0.00 

59,224.39 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.13 

235.86 

0.16 

- 

0.16 

0.05 

0.73 

- 

- 

- 

- 

- 

- 

- 

0.157 

0.008 

0.149 

0.010 

6.58 

Safe 

Balkoo 

0830000403817700 

0.04 

0.18 

137.24 

0.22 

- 

0.22 

0.05 

0.68 

- 

- 

- 

- 

- 

- 

- 

0.219 

0.011 

0.208 

0.015 

7.03 

Safe 

Bambori Kalan 

0829000403588900 

0.04 

0.11 

280.94 

0.13 

0.01 

0.14 

0.06 

0.78 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.160 

0.008 

0.152 

0.223 

146.77 

Over Exploited 

Bambori Khurd 

0829000403589600 

0.04 

0.06 

295.49 

0.07 

- 

0.07 

0.05 

0.66 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.081 

0.004 

0.077 

0.079 

102.78 

Over Exploited 

Bana Ka Khera 

0829000403588300 

0.04 

0.04 

89.84 

0.04 

- 

0.04 

0.05 

0.76 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.052 

0.003 

0.050 

0.036 

71.84 

Semi Critical 

Barodiya Antari 

0830000403827800 

0.08 

0.01 

1,379.23 

0.01 

- 

0.01 

0.01 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.020 

0.001 

0.019 

0.052 

279.34 

Over Exploited 

Barodiya Kalan 

0830000403822000 

0.08 

0.07 

207.57 

0.09 

- 

0.09 

0.03 

0.39 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.108 

0.005 

0.102 

0.101 

98.75 

Critical 



0.08 

0.11 

145.35 

0.13 

0.00 

0.13 

0.04 

0.48 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.152 

0.008 

0.144 

0.112 

77.94 

Semi Critical 

Bhagwanpura 

0830000403819100 

0.08 

0.07 

54.40 

0.09 

0.00 

0.09 

0.07 

0.87 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.087 

0.004 

0.083 

0.002 

2.73 

Safe 

Bhagwatpura 

0829000403588600 

0.04 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.03 

229.94 

0.03 

- 

0.03 

0.05 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.041 

0.002 

0.039 

0.051 

131.72 

Over Exploited 

Bhapra 

0830000403825400 

0.08 

0.09 

11.78 

0.10 

0.00 

0.10 

0.07 

0.88 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.099 

0.005 

0.094 

0.032 

33.81 

Safe 

Bhatwara 

0830000403818600 

0.06 

0.03 

309.35 

0.03 

- 

0.03 

0.04 

0.50 

- 

- 

- 

- 

- 

- 

- 

0.030 

0.002 

0.029 

0.009 

30.91 

Safe 



0.06 

0.01 

477.82 

0.02 

- 

0.02 

0.03 

0.36 

- 

- 

- 

- 

- 

- 

- 

0.015 

0.001 

0.014 

0.001 

9.02 

Safe 

Bheempura 

0829000403589300 

0.04 

0.05 

325.34 

0.06 

- 

0.06 

0.05 

0.75 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.072 

0.004 

0.069 

0.112 

161.96 

Over Exploited 

Bholoo 

0830000403821000 

0.08 

0.19 

58.14 

0.22 

0.01 

0.23 

0.07 

0.87 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.264 

0.013 

0.251 

0.161 

64.10 

Safe 

Binda Pahar 

0830000403825600 

0.08 

0.05 

45.50 

0.06 

0.00 

0.06 

0.07 

0.88 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.071 

0.004 

0.067 

0.031 

45.50 

Safe 

Bordi 

0830000403819800 

0.06 

0.01 

210.16 

0.02 

0.00 

0.02 

0.02 

0.27 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.019 

0.001 

0.018 

0.013 

72.00 

Semi Critical 



0.04 

0.04 

68.92 

0.05 

- 

0.05 

0.04 

0.56 

- 

- 

- 

- 

- 

- 

- 

0.051 

0.003 

0.049 

0.015 

31.10 

Safe 

Borina 

0830000403823100 

0.06 

0.07 

155.27 

0.08 

0.01 

0.09 

0.07 

0.87 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.146 

0.007 

0.139 

0.262 

188.37 

Over Exploited 

Budhkhan 

0830000403824100 

0.08 

0.09 

182.30 

0.11 

0.01 

0.12 

0.03 

0.40 

- 

0.0300 

- 

- 

0.007 

0.037 

0.037 

0.157 

0.008 

0.149 

0.178 

119.54 

Over Exploited 



0.08 

0.12 

142.89 

0.14 

0.01 

0.15 

0.03 

0.45 

- 

0.0400 

- 

- 

0.005 

0.045 

0.045 

0.197 

0.010 

0.187 

0.209 

111.90 

Over Exploited 

Bugchach Kalan 

0830000303812600 

0.13 

0.00 

70,875.78 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bugchach Khurd 

0830000303812700 

0.13 

0.00 

2,460.45 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Chandrapura 

0830000403822500 

0.08 

0.15 

105.13 

0.18 

0.00 

0.19 

0.04 

0.52 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.188 

0.009 

0.178 

0.022 

12.44 

Safe 



0.06 

0.04 

339.87 

0.05 

- 

0.05 

0.02 

0.31 

- 

- 

- 

- 

- 

- 

- 

0.050 

0.003 

0.048 

0.005 

10.33 

Safe 



0.08 

0.00 

2,277.22 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

55.78 

Safe 

Chariya Kheri 

0830000403826300 

0.08 

0.11 

(20.43) 

0.09 

0.00 

0.09 

0.07 

0.88 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.088 

0.004 

0.083 

0.013 

16.09 

Safe 

Chechat (CT) 

0830000443004000 

0.08 

0.00 

2,487.34 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.004 

0.079 

1,809.90 

Over Exploited 



0.06 

0.00 

16,518.50 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

16,912.41 

Over Exploited 



0.08 

0.86 

66.38 

1.03 

0.01 

1.04 

0.06 

0.79 

- 

0.0100 

- 

- 

0.017 

0.027 

0.027 

1.070 

0.053 

1.016 

1.255 

123.49 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 







Command 

Bhander Sandstone 

0.318 

3.45 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.026 

0.02 

0.02 


Chhatrapura 

0830000403828400 

2.691 

Fresh 

Non-command 

Non-command 

Limestone 

0.380 

3.27 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.001 

0.11 

0.12 


Chonsala 

0830000403826000 

5.964 

Fresh 

Non-command 

Non-command 

Limestone 

5.964 

3.07 

0.020 

0.01 

0.00 

0.00 

0.00 

0.02 

0.36 

0.35 

0.04 

0.012 

0.81 

0.82 


Damodarpura 

0830000303815100 

7.445 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.378 

3.92 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

1.39 

1.64 

0.06 

0.006 

0.43 

0.36 







Non-command 

Shale 

1.271 

3.92 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.02 

0.002 

0.12 

0.11 


Deeppura 

0829000403587600 

2.494 

Fresh 

Non-command 

Non-command 

Shale 

1.650 

2.78 

0.013 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.10 

0.15 

0.002 

0.48 

0.40 


Deoli Kalan 

0830000403819700 

7.290 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.586 

2.10 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.30 

0.00 

0.013 

0.71 

0.66 







Non-command 

Shale 

0.000 

2.10 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Takli 

Command 

Bhander Sandstone 

0.704 

2.10 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.001 

0.08 

0.07 


Dhaipura 

0830000403821100 

2.891 

Fresh 

Takli 

Command 

Limestone 

2.891 

4.80 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.31 

0.32 

0.11 

0.006 

0.80 

0.77 


Dhakya 

0830000403823900 

3.862 

Fresh 

Non-command 

Non-command 

Limestone 

0.337 

3.09 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.06 

0.001 

0.07 

0.07 







Non-command 

Bhander Sandstone 

1.195 

3.09 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.13 

0.002 

0.25 

0.25 






Takli 

Command 

Limestone 

0.862 

3.09 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.13 

0.002 

0.18 

0.18 







Command 

Bhander Sandstone 

0.900 

3.09 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.10 

0.002 

0.19 

0.19 


Dhardi 

0829000403590000 

4.079 

Fresh 

Non-command 

Non-command 

Shale 

3.793 

5.58 

0.013 

0.08 

0.01 

0.00 

0.00 

0.00 

0.33 

0.40 

0.32 

0.005 

0.67 

0.57 


Dharoopura 

0830000403820900 

3.147 

Fresh 

Takli 

Command 

Limestone 

3.147 

4.20 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.29 

0.30 

0.16 

0.006 

0.80 

0.79 


Dhawad Kalan 

0829000403590300 

9.669 

Fresh 

Non-command 

Non-command 

Shale 

9.669 

4.19 

0.013 

0.12 

0.02 

0.00 

0.00 

0.01 

0.60 

0.68 

0.44 

0.013 

0.74 

0.65 


Dhawad Khurd 

0829000403590200 

2.336 

Fresh 

Non-command 

Non-command 

Shale 

1.968 

4.44 

0.013 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.16 

0.11 

0.003 

0.61 

0.52 


Dholai 

0829000403591300 

4.094 

Fresh 

Non-command 

Non-command 

Shale 

3.767 

6.99 

0.013 

0.05 

0.01 

0.00 

0.00 

0.00 

0.37 

0.42 

0.18 

0.005 

0.68 

0.59 


Dohnya 

0830000303814000 

3.919 

Fresh 

Non-command 

Non-command 

Shale 

0.420 

4.76 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.00 

0.001 

0.08 

0.06 


Dudhiya Heri 

0830000403819900 

3.469 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.291 

2.40 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.06 

0.06 







Non-command 

Shale 

3.178 

2.40 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.12 

0.00 

0.006 

0.70 

0.62 


Duhniya 

0830000403826100 

6.711 

Fresh 

Non-command 

Non-command 

Limestone 

6.711 

3.96 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.54 

0.53 

0.02 

0.014 

0.81 

0.82 


Eklingpura 

0829000403591100 

4.999 

Fresh 

Non-command 

Non-command 

Shale 

4.423 

6.99 

0.013 

0.14 

0.01 

0.00 

0.00 

0.00 

0.52 

0.59 

0.55 

0.006 

0.65 

0.57 


Fatehpur 

0830000403824400 

5.178 

Fresh 

Non-command 

Non-command 

Limestone 

5.178 

3.66 

0.020 

0.01 

0.00 

0.00 

0.00 

0.02 

0.37 

0.36 

0.03 

0.011 

0.81 

0.82 


Gadari 

0830000403825200 

17.141 

Fresh 

Non-command 

Non-command 

Limestone 

8.738 

4.48 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.79 

0.96 

0.01 

0.018 

0.41 

0.34 


Ganeshpura 

0830000303814400 

2.762 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.021 

4.13 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.00 







Non-command 

Shale 

0.328 

4.13 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.000 

0.09 

0.07 


Ganeshpura Kalan 

0830000403821700 

4.450 

Fresh 

Non-command 

Non-command 

Limestone 

0.265 

3.85 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.05 

0.05 






Takli 

Command 

Limestone 

4.185 

3.85 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.33 

0.34 

0.03 

0.009 

0.76 

0.74 


Ganeshpura Khurd 

0830000403824500 

1.197 

Fresh 

Non-command 

Non-command 

Limestone 

0.829 

3.66 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.06 

0.002 

0.56 

0.57 






Takli 

Command 

Limestone 

0.368 

3.66 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.001 

0.25 

0.25 


Gaupura 

0830000403827600 

1.062 

Fresh 

Non-command 

Non-command 

Limestone 

0.785 

4.84 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.04 

0.002 

0.61 

0.50 


Ghati Jageer 

0830000403825100 

35.254 

Fresh 

Non-command 

Non-command 

Limestone 

6.704 

4.55 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.61 

0.75 

0.00 

0.014 

0.15 

0.12 


Ghatoli 

0830000403817800 

12.250 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.348 

3.29 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.001 

0.02 

0.02 







Non-command 

Shale 

10.927 

3.29 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.55 

0.63 

0.02 

0.022 

0.67 

0.59 


Gilota 

0829000403590600 

5.317 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.757 

4.90 

0.040 

0.05 

0.01 

0.00 

0.00 

0.00 

0.58 

0.64 

0.19 

0.004 

0.40 

0.36 







Non-command 

Shale 

2.560 

4.90 

0.013 

0.05 

0.01 

0.00 

0.00 

0.01 

0.19 

0.21 

0.18 

0.003 

0.37 

0.33 


Girdharpura 

0830000303812900 

12.249 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.111 

3.50 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.00 

0.000 

0.01 

0.01 







Non-command 

Shale 

0.054 

3.50 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Goondi 

0830000403824200 

1.783 

Fresh 

Non-command 

Non-command 

Limestone 

1.755 

3.85 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.14 

0.04 

0.004 

0.80 

0.81 


Gudala 

0830000403819300 

6.030 

Fresh 

Takli 

Command 

Limestone 

4.328 

4.46 

0.020 

0.12 

0.02 

0.00 

0.00 

0.00 

0.48 

0.51 

0.48 

0.009 

0.57 

0.55 







Command 

Bhander Sandstone 

1.702 

4.46 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.18 

0.19 

0.14 

0.003 

0.23 

0.22 


Gulabpura 

0830000403823300 

2.807 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.807 

4.12 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.25 

0.02 

0.006 

0.80 

0.79 


Gumanpura 

0830000403821900 

3.029 

Fresh 

Non-command 

Non-command 

Limestone 

0.512 

3.86 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.01 

0.001 

0.14 

0.14 






Takli 

Command 

Limestone 

2.517 

3.86 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.21 

0.22 

0.07 

0.005 

0.67 

0.67 


Halsera 

0829000403589400 

3.359 

Fresh 

Non-command 

Non-command 

Shale 

3.359 

6.99 

0.013 

0.04 

0.00 

0.00 

0.00 

0.00 

0.33 

0.38 

0.15 

0.005 

0.73 

0.63 


Hamaun 

0830000403821200 

2.439 

Fresh 

Non-command 

Non-command 

Limestone 

0.014 

4.54 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Takli 

Command 

Limestone 

2.425 

4.54 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.24 

0.25 

0.07 

0.005 

0.80 

0.77 


Haripura 

0830000303816200 

2.946 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.334 

5.69 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.18 

0.00 

0.000 

0.08 

0.07 


Hathi Khera 

0830000403818100 

2.076 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.460 

4.67 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.06 

0.001 

0.17 

0.16 







Non-command 

Shale 

0.720 

4.67 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.07 

0.001 

0.27 

0.25 






Takli 

Command 

Bhander Sandstone 

0.897 

4.67 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.12 

0.11 

0.002 

0.34 

0.31 


Hathiya Kheri 

0830000403823200 

2.676 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.676 

4.04 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.22 

0.00 

0.005 

0.80 

0.80 


Hatona 

0830000403817900 

3.965 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.108 

3.19 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.02 

0.02 







Non-command 

Shale 

3.857 

3.19 

0.015 

0.10 

0.01 

0.00 

0.00 

0.00 

0.27 

0.30 

0.39 

0.008 

0.75 

0.68 


Hirya Kheri 

0830000403825900 

2.013 

Fresh 

Non-command 

Non-command 

Limestone 

2.013 

2.32 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.02 

0.004 

0.81 

0.80 


Indrapura 

0830000303814100 

1.860 

Fresh 

Non-command 

Non-command 

Shale 

0.260 

4.69 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.000 

0.10 

0.08 


Isarpura 

0830000403818900 

3.404 

Fresh 

Takli 

Command 

Limestone 

1.778 

5.13 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.19 

0.01 

0.004 

0.42 

0.39 







Command 

Bhander Sandstone 

1.625 

5.13 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.18 

0.01 

0.003 

0.38 

0.36 


Jagpura Khurd 

0830000403822600 

3.227 

Fresh 

Non-command 

Non-command 

Limestone 

0.629 

3.78 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.00 

0.001 

0.16 

0.15 







Non-command 

Bhander Sandstone 

2.598 

3.78 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.20 

0.00 

0.005 

0.64 

0.63 


Jal Khera 

0829000403589900 

3.553 

Fresh 

Non-command 

Non-command 

Shale 

3.553 

6.34 

0.013 

0.01 

0.00 

0.00 

0.00 

0.00 

0.29 

0.34 

0.03 

0.005 

0.73 

0.63 


Jalampura 

0829000403587800 

0.767 

Fresh 

Non-command 

Non-command 

Shale 

0.636 

3.24 

0.013 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.03 

0.001 

0.60 

0.51 


Jamunya 

0830000403825700 

1.774 

Fresh 

Non-command 

Non-command 

Limestone 

1.774 

4.19 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.19 

0.04 

0.004 

0.82 

0.70 


Jhamra 

0830000303816500 

5.388 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.612 

5.96 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

1.25 

1.44 

0.00 

0.004 

0.37 

0.32 



0830000403818500 

2.734 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.386 

5.91 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.29 

0.33 

0.01 

0.005 

0.68 

0.61 







Non-command 

Shale 

0.012 

5.91 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.06 

0.00 

10,625.28 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.026 

7,434.08 

Over Exploited 

Chhatrapura 

0830000403828400 

0.08 

0.00 

883.40 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.021 

523.96 

Over Exploited 

Chonsala 

0830000403826000 

0.08 

0.39 

(8.28) 

0.35 

0.02 

0.37 

0.07 

0.88 

- 

- 

- 

- 

0.028 

0.028 

0.028 

0.401 

0.020 

0.381 

0.053 

13.93 

Safe 

Damodarpura 

0830000303815100 

0.13 

0.24 

598.61 

0.28 

- 

0.28 

0.03 

0.46 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.292 

0.015 

0.278 

0.063 

22.78 

Safe 



0.04 

0.01 

1,290.69 

0.01 

- 

0.01 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.007 

0.019 

260.07 

Over Exploited 

Deeppura 

0829000403587600 

0.04 

0.03 

228.90 

0.04 

0.01 

0.05 

0.03 

0.51 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.078 

0.004 

0.074 

0.153 

207.14 

Over Exploited 

Deoli Kalan 

0830000403819700 

0.06 

0.28 

5.85 

0.30 

0.00 

0.30 

0.06 

0.76 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.300 

0.015 

0.285 

0.013 

4.70 

Safe 



0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

823.60 

0.00 

0.00 

0.01 

0.01 

0.08 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.009 

0.000 

0.009 

0.001 

16.39 

Safe 

Dhaipura 

0830000403821100 

0.08 

0.19 

71.88 

0.22 

- 

0.22 

0.07 

0.87 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.243 

0.012 

0.231 

0.119 

51.48 

Safe 

Dhakya 

0830000403823900 

0.08 

0.00 

1,427.34 

0.00 

0.00 

0.00 

0.01 

0.08 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.015 

0.001 

0.015 

0.056 

378.74 

Over Exploited 



0.06 

0.02 

451.66 

0.02 

0.00 

0.03 

0.02 

0.27 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.040 

0.002 

0.038 

0.135 

354.61 

Over Exploited 



0.08 

0.01 

559.62 

0.01 

0.00 

0.01 

0.02 

0.20 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.025 

0.001 

0.024 

0.133 

560.79 

Over Exploited 



0.06 

0.01 

725.90 

0.01 

0.00 

0.01 

0.02 

0.20 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.023 

0.001 

0.022 

0.106 

480.56 

Over Exploited 

Dhardi 

0829000403590000 

0.04 

0.10 

289.40 

0.12 

0.01 

0.13 

0.05 

0.72 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.172 

0.009 

0.164 

0.328 

200.57 

Over Exploited 

Dharoopura 

0830000403820900 

0.08 

0.20 

47.93 

0.24 

0.01 

0.25 

0.07 

0.87 

- 

0.0200 

- 

- 

0.001 

0.022 

0.022 

0.276 

0.014 

0.262 

0.168 

64.31 

Safe 

Dhawad Kalan 

0829000403590300 

0.04 

0.29 

137.65 

0.35 

0.03 

0.37 

0.06 

0.80 

- 

0.0500 

- 

- 

0.009 

0.059 

0.059 

0.431 

0.022 

0.410 

0.457 

111.61 

Over Exploited 

Dhawad Khurd 

0829000403590200 

0.04 

0.05 

241.45 

0.06 

- 

0.06 

0.05 

0.66 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.068 

0.003 

0.064 

0.112 

173.53 

Over Exploited 

Dholai 

0829000403591300 

0.04 

0.10 

316.86 

0.12 

0.01 

0.13 

0.05 

0.73 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.152 

0.008 

0.145 

0.181 

125.21 

Over Exploited 

Dohnya 

0830000303814000 

0.04 

0.00 

2,769.81 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

0.001 

41.58 

Safe 

Dudhiya Heri 

0830000403819900 

0.06 

0.00 

1,205.86 

0.00 

0.00 

0.00 

0.01 

0.07 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.004 

0.000 

0.004 

0.001 

16.87 

Safe 



0.04 

0.09 

40.47 

0.11 

0.00 

0.11 

0.06 

0.75 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.114 

0.006 

0.108 

0.006 

5.96 

Safe 

Duhniya 

0830000403826100 

0.08 

0.43 

21.26 

0.52 

0.01 

0.53 

0.07 

0.88 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.534 

0.027 

0.507 

0.034 

6.63 

Safe 

Eklingpura 

0829000403591100 

0.04 

0.12 

408.33 

0.14 

0.01 

0.15 

0.05 

0.71 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.209 

0.010 

0.199 

0.551 

277.49 

Over Exploited 

Fatehpur 

0830000403824400 

0.08 

0.34 

8.86 

0.36 

0.02 

0.38 

0.07 

0.88 

- 

0.0100 

- 

- 

0.028 

0.038 

0.038 

0.422 

0.021 

0.401 

0.040 

9.86 

Safe 

Gadari 

0830000403825200 

0.08 

0.29 

231.16 

0.35 

- 

0.35 

0.03 

0.45 

- 

- 

- 

- 

- 

- 

- 

0.348 

0.017 

0.331 

0.028 

8.40 

Safe 

Ganeshpura 

0830000303814400 

0.13 

0.00 

58,018.43 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

2,055.20 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.000 

36.79 

Safe 

Ganeshpura Kalan 

0830000403821700 

0.08 

0.00 

1,941.01 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

46.35 

Safe 



0.08 

0.25 

33.56 

0.31 

- 

0.31 

0.06 

0.82 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.315 

0.016 

0.299 

0.043 

14.20 

Safe 

Ganeshpura Khurd 

0830000403824500 

0.08 

0.04 

114.09 

0.04 

- 

0.04 

0.05 

0.61 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.055 

0.003 

0.052 

0.063 

120.82 

Over Exploited 



0.08 

0.01 

398.19 

0.01 

- 

0.01 

0.02 

0.27 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.008 

0.021 

249.08 

Over Exploited 

Gaupura 

0830000403827600 

0.08 

0.04 

173.28 

0.05 

- 

0.05 

0.05 

0.66 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.056 

0.003 

0.053 

0.043 

80.23 

Semi Critical 

Ghati Jageer 

0830000403825100 

0.08 

0.08 

810.71 

0.10 

- 

0.10 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.098 

0.005 

0.093 

0.014 

14.57 

Safe 

Ghatoli 

0830000403817800 

0.06 

0.00 

5,784.99 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

- 

Safe 



0.04 

0.29 

114.85 

0.35 

- 

0.35 

0.05 

0.72 

- 

- 

- 

- 

- 

- 

- 

0.351 

0.018 

0.334 

0.044 

13.25 

Safe 

Gilota 

0829000403590600 

0.04 

0.05 

1,277.79 

0.06 

0.01 

0.07 

0.03 

0.43 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.089 

0.004 

0.085 

0.197 

232.32 

Over Exploited 



0.04 

0.04 

452.15 

0.05 

0.02 

0.06 

0.03 

0.40 

- 

0.0200 

- 

- 

0.013 

0.033 

0.033 

0.097 

0.005 

0.092 

0.179 

194.36 

Over Exploited 

Girdharpura 

0830000303812900 

0.13 

0.00 

42,615.88 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

50,386.76 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Goondi 

0830000403824200 

0.08 

0.11 

27.11 

0.13 

- 

0.13 

0.07 

0.86 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.144 

0.007 

0.137 

0.047 

34.02 

Safe 

Gudala 

0830000403819300 

0.08 

0.20 

154.91 

0.24 

0.02 

0.26 

0.05 

0.62 

- 

0.0500 

- 

- 

0.003 

0.053 

0.053 

0.312 

0.016 

0.297 

0.488 

164.34 

Over Exploited 



0.06 

0.02 

725.40 

0.03 

0.01 

0.04 

0.02 

0.24 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.058 

0.003 

0.055 

0.140 

256.58 

Over Exploited 

Gulabpura 

0830000403823300 

0.06 

0.14 

81.97 

0.16 

- 

0.16 

0.07 

0.87 

- 

- 

- 

- 

- 

- 

- 

0.162 

0.008 

0.154 

0.028 

17.98 

Safe 

Gumanpura 

0830000403821900 

0.08 

0.01 

610.95 

0.01 

- 

0.01 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.006 

0.011 

173.01 

Over Exploited 



0.08 

0.14 

59.66 

0.16 

- 

0.16 

0.06 

0.73 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.172 

0.009 

0.164 

0.075 

45.94 

Safe 

Halsera 

0829000403589400 

0.04 

0.10 

292.71 

0.12 

0.00 

0.12 

0.06 

0.79 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.140 

0.007 

0.133 

0.156 

116.62 

Over Exploited 

Hamaun 

0830000403821200 

0.08 

0.00 

25,898.68 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.16 

60.26 

0.19 

0.00 

0.19 

0.07 

0.87 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.197 

0.010 

0.187 

0.079 

42.18 

Safe 

Haripura 

0830000303816200 

0.13 

0.00 

5,027.61 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.000 

11.94 

Safe 

Hathi Khera 

0830000403818100 

0.06 

0.00 

1,106.63 

0.01 

- 

0.01 

0.01 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.015 

0.059 

394.17 

Over Exploited 



0.04 

0.01 

880.97 

0.01 

- 

0.01 

0.02 

0.29 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.019 

0.001 

0.018 

0.073 

398.72 

Over Exploited 



0.06 

0.02 

580.79 

0.02 

- 

0.02 

0.03 

0.37 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.032 

0.002 

0.030 

0.110 

362.88 

Over Exploited 

Hathiya Kheri 

0830000403823200 

0.06 

0.13 

69.01 

0.15 

- 

0.15 

0.07 

0.87 

- 

- 

- 

- 

- 

- 

- 

0.155 

0.008 

0.147 

0.005 

3.69 

Safe 

Hatona 

0830000403817900 

0.06 

0.00 

5,463.80 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.014 

9,131.63 

Over Exploited 



0.04 

0.12 

162.51 

0.14 

0.01 

0.15 

0.06 

0.81 

- 

0.0400 

- 

- 

0.000 

0.040 

0.040 

0.189 

0.009 

0.180 

0.398 

221.12 

Over Exploited 

Hirya Kheri 

0830000403825900 

0.08 

0.13 

(21.16) 

0.10 

0.00 

0.11 

0.07 

0.88 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.108 

0.005 

0.103 

0.024 

23.39 

Safe 

Indrapura 

0830000303814100 

0.04 

0.00 

2,059.83 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.000 

31.82 

Safe 

Isarpura 

0830000403818900 

0.08 

0.06 

226.19 

0.07 

- 

0.07 

0.03 

0.45 

- 

- 

- 

- 

- 

- 

- 

0.071 

0.004 

0.068 

0.014 

20.07 

Safe 



0.06 

0.04 

376.07 

0.04 

- 

0.04 

0.03 

0.41 

- 

- 

- 

- 

- 

- 

- 

0.045 

0.002 

0.042 

0.010 

24.25 

Safe 

Jagpura Khurd 

0830000403822600 

0.08 

0.01 

518.76 

0.01 

0.00 

0.01 

0.01 

0.17 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

0.000 

0.009 

0.001 

13.55 

Safe 



0.06 

0.10 

100.83 

0.12 

- 

0.12 

0.05 

0.70 

- 

- 

- 

- 

- 

- 

- 

0.120 

0.006 

0.114 

0.005 

4.61 

Safe 

Jal Khera 

0829000403589900 

0.04 

0.10 

227.07 

0.12 

0.00 

0.13 

0.06 

0.79 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.126 

0.006 

0.120 

0.039 

32.32 

Safe 

Jalampura 

0829000403587800 

0.04 

0.02 

177.18 

0.02 

- 

0.02 

0.04 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.028 

0.001 

0.027 

0.035 

129.81 

Over Exploited 

Jamunya 

0830000403825700 

0.08 

0.12 

60.34 

0.14 

- 

0.14 

0.07 

0.88 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.149 

0.007 

0.142 

0.047 

32.83 

Safe 

Jhamra 

0830000303816500 

0.13 

0.12 

1,083.79 

0.15 

- 

0.15 

0.03 

0.40 

- 

- 

- 

- 

- 

- 

- 

0.146 

0.007 

0.139 

0.004 

2.70 

Safe 


0830000403818500 

0.06 

0.10 

234.57 

0.12 

- 

0.12 

0.06 

0.74 

- 

- 

- 

- 

- 

- 

- 

0.118 

0.006 

0.112 

0.019 

16.88 

Safe 



0.04 

0.00 

69,031.93 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Jharjhani 

082900040358790C 

12.730 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.559 

3.17 

0.040 

0.03 

0.01 

0.00 

0.00 

0.00 

0.22 

0.26 

0.13 

0.002 

0.09 

0.07 







Non-command 

Shale 

9.796 

3.17 

0.013 

0.22 

0.03 

0.00 

0.00 

0.00 

0.58 

0.69 

0.88 

0.013 

0.55 

0.47 


Jhilara 

083000040382770C 

1.328 

Fresh 

Non-command 

Non-command 

Limestone 

0.935 

5.12 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.13 

0.04 

0.002 

0.58 

0.47 


Jhiri 

0830000403827500 

3.099 

Fresh 

Non-command 

Non-command 

Limestone 

2.441 

4.62 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.25 

0.30 

0.11 

0.005 

0.65 

0.55 


Kalya Kheri 

0830000403822300 

1.624 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.624 

3.75 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.14 

0.07 

0.003 

0.81 

0.81 


Kamalpura 

0830000403821400 

4.372 

Fresh 

Non-command 

Non-command 

Limestone 

3.492 

4.95 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.37 

0.00 

0.007 

0.64 

0.59 







Non-command 

Bhander Sandstone 

0.873 

4.95 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.00 

0.002 

0.16 

0.15 






Takli 

Command 

Limestone 

0.007 

4.95 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kanwarpura 

0830000303816100 

2.772 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.114 

5.78 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.00 

0.000 

0.03 

0.03 



0830000403819200 

4.707 

Fresh 

Takli 

Command 

Limestone 

1.916 

5.28 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.24 

0.26 

0.20 

0.004 

0.32 

0.31 







Command 

Bhander Sandstone 

2.790 

5.28 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.33 

0.35 

0.20 

0.006 

0.47 

0.45 


Karanpura 

0829000403590100 

1.901 

Fresh 

Non-command 

Non-command 

Shale 

1.642 

5.02 

0.013 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.16 

0.12 

0.002 

0.62 

0.53 


Kelu Kheri 

0829000403588500 

2.073 

Fresh 

Non-command 

Non-command 

Shale 

2.073 

4.06 

0.013 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.16 

0.13 

0.003 

0.72 

0.61 


Keshopura 

0830000303814700 

5.977 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.178 

4.23 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.49 

0.00 

0.002 

0.14 

0.11 


Khairabad 

0830000403828300 

2.720 

Fresh 

Non-command 

Non-command 

Limestone 

0.017 

2.98 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.00 

0.01 


Khajupura 

0829000403588200 

0.973 

Fresh 

Non-command 

Non-command 

Shale 

0.973 

3.56 

0.013 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.04 

0.001 

0.72 

0.60 


Khangarpura 

0830000303813900 

7.686 

Fresh 

Non-command 

Non-command 

Shale 

0.348 

4.79 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.001 

0.03 

0.03 


Khani 

0830000403822900 

6.342 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.342 

3.93 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.49 

0.52 

0.00 

0.013 

0.79 

0.75 


Kharli Baori 

0830000303814600 

2.543 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.980 

4.09 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.66 

0.79 

0.02 

0.003 

0.56 

0.46 


Kharli Bawari 

0830000403825500 

1.080 

Fresh 

Non-command 

Non-command 

Limestone 

1.080 

3.11 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.01 

0.002 

0.81 

0.72 


Khati Khera 

0829000403590400 

10.610 

Fresh 

Non-command 

Non-command 

Shale 

10.610 

5.79 

0.013 

0.18 

0.03 

0.00 

0.00 

0.01 

0.91 

1.03 

0.71 

0.014 

0.75 

0.66 


Kheemach 

0830000403826400 

6.325 

Fresh 

Non-command 

Non-command 

Limestone 

2.704 

2.38 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.22 

0.22 

0.39 

0.005 

0.35 

0.34 


Khera Rudhda 

0830000403820100 

3.603 

Fresh 

Non-command 

Non-command 

Shale 

3.603 

3.52 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.21 

0.00 

0.007 

0.75 

0.66 


Kherli 

0830000403819400 

6.836 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.550 

3.99 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.05 

0.001 

0.06 

0.06 







Non-command 

Shale 

0.325 

3.99 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.001 

0.04 

0.04 






Takli 

Command 

Limestone 

2.839 

3.99 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.31 

0.33 

0.38 

0.006 

0.33 

0.31 







Command 

Bhander Sandstone 

3.122 

3.99 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.31 

0.33 

0.29 

0.006 

0.36 

0.34 


Kishorpura 

0829000403588400 

1.309 

Fresh 

Non-command 

Non-command 

Shale 

1.081 

3.82 

0.013 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.05 

0.001 

0.60 

0.51 


Kookara Kalan 

0830000403825000 

2.200 

Fresh 

Non-command 

Non-command 

Limestone 

2.044 

4.33 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.21 

0.04 

0.004 

0.75 

0.67 


Kookara Khurd 

0830000403821500 

3.435 

Fresh 

Non-command 

Non-command 

Limestone 

3.366 

4.69 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.33 

0.35 

0.04 

0.007 

0.79 

0.72 


Kotra 

0829000403588800 

3.203 

Fresh 

Non-command 

Non-command 

Shale 

2.796 

5.87 

0.013 

0.05 

0.01 

0.00 

0.00 

0.00 

0.25 

0.29 

0.18 

0.004 

0.62 

0.53 


Kotri 

0830000403819500 

7.250 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.989 

2.29 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.03 

0.002 

0.11 

0.10 






Takli 

Command 

Limestone 

1.898 

2.29 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.10 

0.10 

0.07 

0.004 

0.21 

0.20 







Command 

Bhander Sandstone 

4.363 

2.29 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.23 

0.24 

0.12 

0.009 

0.48 

0.45 


Ladpur 

0829000403589700 

7.310 

Fresh 

Non-command 

Non-command 

Shale 

7.310 

6.75 

0.013 

0.11 

0.02 

0.00 

0.00 

0.01 

0.69 

0.81 

0.44 

0.010 

0.73 

0.63 


Laxmipura 

0830000303816400 

3.485 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.046 

5.73 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.95 

1.10 

0.02 

0.003 

0.44 

0.38 







Non-command 

Shale 

0.320 

5.73 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.000 

0.07 

0.06 


Madanpura 

0830000403823500 

0.894 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.894 

3.51 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.04 

0.002 

0.81 

0.81 


Malpura 

0829000403588700 

0.814 

Fresh 

Non-command 

Non-command 

Shale 

0.590 

5.17 

0.013 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.06 

0.001 

0.52 

0.43 


Mandirgarh 

0830000303814900 

16.691 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.197 

4.37 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

1.12 

1.37 

0.00 

0.005 

0.14 

0.11 


Manoharpura 

0830000403818300 

6.168 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.897 

6.01 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.14 

0.09 

0.002 

0.11 

0.10 







Non-command 

Shale 

3.588 

6.01 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.39 

0.44 

0.31 

0.007 

0.45 

0.41 






Takli 

Command 

Bhander Sandstone 

1.081 

6.01 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.18 

0.11 

0.002 

0.14 

0.12 


Manpura 

0829000403587700 

2.691 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.152 

2.97 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.000 

0.04 

0.03 







Non-command 

Shale 

1.428 

2.97 

0.013 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.02 

0.002 

0.38 

0.32 



0830000403824900 

11.688 

Fresh 

Non-command 

Non-command 

Limestone 

11.688 

2.96 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.73 

0.78 

0.12 

0.024 

0.81 

0.75 


Manya Kheri 

0829000403590500 

5.665 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.026 

3.54 

0.040 

0.07 

0.01 

0.00 

0.00 

0.00 

0.77 

0.84 

0.26 

0.007 

0.68 

0.63 







Non-command 

Shale 

0.639 

3.54 

0.013 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.03 

0.001 

0.09 

0.08 


Mashal Pura 

0832000203996300 

10.453 

Fresh 

Non-command 

Non-command 

Limestone 

0.867 

6.82 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.01 

0.000 

0.07 

0.05 







Non-command 

Bhander Sandstone 

2.530 

6.82 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.24 

0.02 

0.000 

0.20 

0.15 


Mawasa 

0830000403820600 

6.179 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.179 

4.00 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.50 

0.53 

0.01 

0.013 

0.79 

0.76 


Mayla 

0830000403828100 

3.952 

Fresh 

Non-command 

Non-command 

Limestone 

0.036 

4.48 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Meenya Kheri 

0830000403819000 

6.569 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.655 

5.36 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.31 

0.00 

0.005 

0.32 

0.29 






Takli 

Command 

Limestone 

0.956 

5.36 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.11 

0.00 

0.002 

0.12 

0.10 







Command 

Bhander Sandstone 

1.949 

5.36 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.23 

0.00 

0.004 

0.23 

0.21 


Menpur 

0829000403589500 

1.440 

Fresh 

Non-command 

Non-command 

Shale 

1.440 

6.65 

0.013 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.16 

0.06 

0.002 

0.72 

0.62 


Mohan Pura 

0830000303815200 

1.963 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.307 

4.69 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.14 

0.00 

0.000 

0.11 

0.09 


Mohana 

0829000403591000 

8.563 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.346 

6.82 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.12 

0.03 

0.000 

0.03 

0.03 







Non-command 

Shale 

7.544 

6.82 

0.013 

0.18 

0.01 

0.00 

0.00 

0.00 

0.81 

0.91 

0.70 

0.010 

0.66 

0.59 


Mohanpura 

0829000403589800 

5.450 

Fresh 

Non-command 

Non-command 

Shale 

5.450 

5.39 

0.013 

0.10 

0.01 

0.00 

0.00 

0.00 

0.46 

0.53 

0.38 

0.007 

0.74 

0.64 


Morak(CT) 

0830000443005000 

8.871 

Fresh 

Non-command 

Non-command 

Limestone 

5.846 

3.37 

0.020 

0.41 

0.04 

0.00 

0.00 

0.02 

0.74 

0.74 

1.00 

0.471 

0.53 

0.53 






Takli 

Command 

Limestone 

3.025 

3.37 

0.020 

0.21 

0.02 

0.00 

0.00 

0.00 

0.39 

0.39 

0.50 

0.244 

0.28 

0.28 


Motipura Kalan 

0830000403822400 

3.074 

Fresh 

Non-command 

Non-command 

Limestone 

0.145 

3.85 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.04 

0.04 







Non-command 

Bhander Sandstone 

2.913 

3.85 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.22 

0.00 

0.006 

0.76 

0.76 






Takli 

Command 

Limestone 

0.016 

3.85 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Motipura Khurd 

0830000403820400 

1.737 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.737 

3.84 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.14 

0.00 

0.004 

0.79 

0.74 


Mukandpura 

0830000403821800 

1.232 

Fresh 

Takli 

Command 

Limestone 

1.232 

3.48 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.01 

0.003 

0.81 

0.80 


Mukundara 

0830000403818700 

21.511 

Fresh 

Non-command 

Non-command 

Limestone 

1.190 

5.15 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.14 

0.00 

0.002 

0.04 

0.04 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Jharjhani 

0829000403587900 

0.04 

0.01 

4,329.96 

0.01 

0.01 

0.02 

0.01 

0.09 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.047 

0.002 

0.045 

0.136 

304.80 

Over Exploited 



0.04 

0.22 

217.05 

0.26 

0.03 

0.29 

0.04 

0.59 

- 

0.1600 

- 

- 

- 

0.160 

0.160 

0.450 

0.022 

0.427 

0.890 

208.26 

Over Exploited 

Jhilara 

0830000403827700 

0.08 

0.04 

200.80 

0.05 

0.00 

0.05 

0.05 

0.63 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.063 

0.003 

0.060 

0.043 

71.74 

Semi Critical 

Jhiri 

0830000403827500 

0.08 

0.13 

138.51 

0.15 

0.00 

0.15 

0.05 

0.70 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.175 

0.009 

0.166 

0.117 

70.34 

Semi Critical 

Kalya Kheri 

0830000403822300 

0.06 

0.08 

80.48 

0.09 

- 

0.09 

0.07 

0.87 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.104 

0.005 

0.099 

0.068 

68.94 

Safe 

Kamalpura 

0830000403821400 

0.08 

0.18 

107.21 

0.21 

0.00 

0.22 

0.05 

0.69 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.220 

0.011 

0.209 

0.007 

3.40 

Safe 



0.06 

0.01 

1,011.40 

0.01 

- 

0.01 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.001 

0.010 

0.002 

18.55 

Safe 



0.08 

0.00 

103,387.78 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kanwarpura 

0830000303816100 

0.13 

0.00 

14,161.42 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.000 

- 

Safe 


0830000403819200 

0.08 

0.05 

416.43 

0.06 

0.01 

0.07 

0.03 

0.35 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.091 

0.005 

0.086 

0.208 

240.99 

Over Exploited 



0.06 

0.08 

347.97 

0.09 

0.01 

0.11 

0.04 

0.51 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.127 

0.006 

0.121 

0.208 

172.07 

Over Exploited 

Karanpura 

0829000403590100 

0.04 

0.04 

284.13 

0.05 

- 

0.05 

0.05 

0.67 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.059 

0.003 

0.056 

0.120 

213.77 

Over Exploited 

Kelu Kheri 

0829000403588500 

0.04 

0.06 

166.75 

0.07 

0.00 

0.07 

0.05 

0.77 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.084 

0.004 

0.079 

0.129 

162.17 

Over Exploited 

Keshopura 

0830000303814700 

0.13 

0.02 

2,297.69 

0.02 

- 

0.02 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.025 

0.001 

0.023 

0.002 

7.26 

Safe 

Khairabad 

0830000403828300 

0.08 

0.00 

165,772.68 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.021 

######### 

Over Exploited 

Khajupura 

0829000403588200 

0.04 

0.03 

126.77 

0.03 

- 

0.03 

0.05 

0.77 

- 

- 

- 

- 

- 

- 

- 

0.033 

0.002 

0.032 

0.043 

136.57 

Over Exploited 

Khangarpura 

0830000303813900 

0.04 

0.00 

6,740.64 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Khani 

0830000403822900 

0.06 

0.30 

72.22 

0.36 

0.00 

0.37 

0.07 

0.86 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.372 

0.019 

0.353 

0.013 

3.65 

Safe 

Kharli Baori 

0830000303814600 

0.13 

0.14 

473.57 

0.17 

- 

0.17 

0.04 

0.60 

- 

- 

- 

- 

- 

- 

- 

0.166 

0.008 

0.157 

0.022 

13.89 

Safe 

Kharli Bawari 

0830000403825500 

0.08 

0.07 

8.68 

0.08 

- 

0.08 

0.07 

0.88 

- 

- 

- 

- 

- 

- 

- 

0.077 

0.004 

0.073 

0.016 

22.28 

Safe 

Khati Khera 

0829000403590400 

0.04 

0.32 

222.39 

0.38 

0.04 

0.42 

0.06 

0.81 

- 

0.0800 

- 

- 

0.015 

0.095 

0.095 

0.518 

0.026 

0.492 

0.723 

147.03 

Over Exploited 

Kheemach 

0830000403826400 

0.08 

0.08 

193.45 

0.09 

0.01 

0.10 

0.03 

0.38 

- 

0.0400 

- 

- 

0.004 

0.044 

0.044 

0.147 

0.007 

0.140 

0.394 

281.75 

Over Exploited 

Khera Rudhda 

0830000403820100 

0.04 

0.11 

97.66 

0.13 

0.00 

0.13 

0.06 

0.81 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.132 

0.007 

0.126 

0.007 

5.83 

Safe 

Kherli 

0830000403819400 

0.06 

0.00 

2,551.88 

0.00 

0.00 

0.00 

0.01 

0.07 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.016 

0.001 

0.015 

0.051 

342.96 

Over Exploited 



0.04 

0.00 

6,283.30 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.025 

4,411.61 

Over Exploited 



0.08 

0.07 

344.02 

0.09 

0.01 

0.10 

0.03 

0.36 

- 

0.0400 

- 

- 

0.005 

0.045 

0.045 

0.148 

0.007 

0.141 

0.382 

271.58 

Over Exploited 



0.06 

0.07 

380.56 

0.08 

0.01 

0.09 

0.03 

0.39 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.126 

0.006 

0.120 

0.294 

246.29 

Over Exploited 

Kishorpura 

0829000403588400 

0.04 

0.03 

181.81 

0.03 

- 

0.03 

0.04 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.041 

0.002 

0.039 

0.051 

132.41 

Over Exploited 

Kookara Kalan 

0830000403825000 

0.08 

0.12 

69.46 

0.15 

- 

0.15 

0.06 

0.81 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.157 

0.008 

0.149 

0.047 

31.67 

Safe 

Kookara Khurd 

0830000403821500 

0.08 

0.21 

66.89 

0.25 

- 

0.25 

0.06 

0.85 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.264 

0.013 

0.251 

0.046 

18.25 

Safe 

Kotra 

0829000403588800 

0.04 

0.07 

315.50 

0.08 

0.01 

0.09 

0.05 

0.67 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.114 

0.006 

0.108 

0.180 

166.29 

Over Exploited 

Kotri 

0830000403819500 

0.06 

0.01 

810.94 

0.01 

0.00 

0.01 

0.01 

0.12 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

0.000 

0.008 

0.031 

388.98 

Over Exploited 



0.08 

0.03 

231.35 

0.04 

0.01 

0.05 

0.02 

0.22 

- 

0.0100 

- 

- 

0.013 

0.023 

0.023 

0.069 

0.003 

0.066 

0.075 

113.51 

Over Exploited 



0.06 

0.12 

91.41 

0.15 

0.01 

0.15 

0.04 

0.52 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.172 

0.009 

0.164 

0.124 

75.66 

Semi Critical 

Ladpur 

0829000403589700 

0.04 

0.21 

278.05 

0.26 

0.03 

0.29 

0.06 

0.79 

- 

0.0500 

- 

- 

0.020 

0.070 

0.070 

0.359 

0.018 

0.341 

0.447 

131.08 

Over Exploited 

Laxmipura 

0830000303816400 

0.13 

0.11 

870.35 

0.14 

- 

0.14 

0.04 

0.48 

- 

- 

- 

- 

- 

- 

- 

0.136 

0.007 

0.129 

0.020 

15.44 

Safe 



0.04 

0.00 

3,491.30 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.000 

45.42 

Safe 

Madanpura 

0830000403823500 

0.06 

0.04 

65.25 

0.05 

0.00 

0.05 

0.07 

0.87 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.055 

0.003 

0.052 

0.045 

85.89 

Semi Critical 

Malpura 

0829000403588700 

0.04 

0.01 

468.90 

0.01 

- 

0.01 

0.04 

0.56 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.025 

0.001 

0.023 

0.060 

255.92 

Over Exploited 

Mandirgarh 

0830000303814900 

0.13 

0.05 

2,420.54 

0.07 

- 

0.07 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.065 

0.003 

0.062 

0.005 

7.39 

Safe 

Manoharpura 

0830000403818300 

0.06 

0.01 

2,231.85 

0.01 

- 

0.01 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.096 

582.27 

Over Exploited 



0.04 

0.07 

572.89 

0.08 

0.01 

0.09 

0.04 

0.49 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.118 

0.006 

0.112 

0.313 

279.17 

Over Exploited 



0.06 

0.01 

1,908.57 

0.01 

- 

0.01 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.021 

0.001 

0.020 

0.110 

561.99 

Over Exploited 

Manpura 

0829000403587700 

0.04 

0.00 

8,057.29 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.02 

190.16 

0.03 

- 

0.03 

0.03 

0.41 

- 

- 

- 

- 

- 

- 

- 

0.026 

0.001 

0.025 

0.019 

76.51 

Semi Critical 


0830000403824900 

0.08 

0.76 

3.70 

0.78 

0.00 

0.79 

0.07 

0.88 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.801 

0.040 

0.761 

0.141 

18.50 

Safe 

Manya Kheri 

0829000403590500 

0.04 

0.15 

477.17 

0.18 

0.01 

0.19 

0.06 

0.74 

- 

0.0500 

- 

- 

0.000 

0.050 

0.050 

0.236 

0.012 

0.224 

0.271 

120.76 

Over Exploited 



0.04 

0.00 

1,783.85 

0.00 

- 

0.00 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.035 

289.71 

Over Exploited 

Mashal Pura 

0832000203996300 

0.05 

0.00 

2,572.34 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.003 

0.007 

206.92 

Over Exploited 



0.05 

0.03 

869.39 

0.03 

- 

0.03 

0.02 

0.22 

- 

- 

- 

- 

- 

- 

- 

0.030 

0.002 

0.029 

0.022 

76.39 

Semi Critical 

Mawasa 

0830000403820600 

0.06 

0.29 

79.32 

0.35 

0.00 

0.35 

0.07 

0.86 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.355 

0.018 

0.337 

0.024 

6.99 

Safe 

Mayla 

0830000403828100 

0.08 

0.00 

14,858.03 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Meenya Kheri 

0830000403819000 

0.06 

0.05 

513.43 

0.06 

- 

0.06 

0.03 

0.35 

- 

- 

- 

- 

- 

- 

- 

0.061 

0.003 

0.058 

0.005 

9.29 

Safe 



0.08 

0.01 

1,177.86 

0.01 

- 

0.01 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.010 

0.002 

19.35 

Safe 



0.06 

0.03 

736.06 

0.03 

- 

0.03 

0.02 

0.25 

- 

- 

- 

- 

- 

- 

- 

0.033 

0.002 

0.031 

0.004 

12.66 

Safe 

Menpur 

0829000403589500 

0.04 

0.04 

293.33 

0.05 

- 

0.05 

0.06 

0.78 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.060 

0.003 

0.057 

0.061 

107.04 

Over Exploited 

Mohan Pura 

0830000303815200 

0.13 

0.00 

3,061.74 

0.01 

- 

0.01 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.000 

8.85 

Safe 

Mohana 

0829000403591000 

0.04 

0.00 

25,862.10 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.034 

6,732.46 

Over Exploited 



0.04 

0.20 

353.27 

0.24 

0.01 

0.25 

0.05 

0.72 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.331 

0.017 

0.314 

0.707 

225.18 

Over Exploited 

Mohanpura 

0829000403589800 

0.04 

0.16 

226.18 

0.19 

0.01 

0.20 

0.06 

0.80 

- 

0.0400 

- 

- 

0.002 

0.042 

0.042 

0.246 

0.012 

0.234 

0.387 

165.59 

Over Exploited 

Morak(CT) 

0830000443005000 

0.08 

0.25 

196.49 

0.30 

0.06 

0.36 

0.04 

0.58 

- 

0.1100 

- 

- 

0.037 

0.147 

0.147 

0.510 

0.025 

0.484 

1.473 

304.09 

Over Exploited 



0.08 

0.07 

489.65 

0.08 

0.02 

0.10 

0.02 

0.30 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.160 

0.008 

0.152 

0.748 

491.75 

Over Exploited 

Motipura Kalan 

0830000403822400 

0.08 

0.00 

2,423.90 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.06 

0.13 

67.69 

0.16 

0.00 

0.16 

0.06 

0.83 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.162 

0.008 

0.154 

0.006 

3.84 

Safe 



0.08 

0.00 

22,096.22 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Motipura Khurd 

0830000403820400 

0.06 

0.08 

71.67 

0.10 

0.00 

0.10 

0.06 

0.85 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.099 

0.005 

0.094 

0.004 

3.75 

Safe 

Mukandpura 

0830000403821800 

0.08 

0.08 

8.74 

0.09 

- 

0.09 

0.07 

0.88 

- 

- 

- 

- 

- 

- 

- 

0.087 

0.004 

0.082 

0.017 

20.06 

Safe 

Mukundara 

0830000403818700 

0.08 

0.00 

3,176.26 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.002 

50.96 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Bhander Sandstone 

8.226 

5.15 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.86 

0.98 

0.00 

0.017 

0.30 

0.26 


Naiyon Ki Talai 

0829000403588000 

0.957 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.284 

3.31 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.03 

0.000 

0.21 

0.18 







Non-command 

Shale 

0.524 

3.31 

0.013 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.04 

0.001 

0.39 

0.33 


Narayanpura 

0832000203997300 

11.779 

Fresh 

Non-command 

Non-command 

Limestone 

5.211 

7.78 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.56 

0.00 

0.000 

0.37 

0.27 







Non-command 

Bhander Sandstone 

0.919 

7.78 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.10 

0.00 

0.000 

0.07 

0.05 



0830000303814300 

5.299 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.440 

4.48 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.19 

0.00 

0.001 

0.06 

0.05 







Non-command 

Shale 

0.132 

4.48 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.01 


Nayagaon Jageer 

0830000403818400 

4.631 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.652 

5.96 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.35 

0.00 

0.005 

0.45 

0.41 







Non-command 

Shale 

0.888 

5.96 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.00 

0.002 

0.15 

0.14 






Takli 

Command 

Bhander Sandstone 

0.881 

5.96 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.12 

0.00 

0.002 

0.15 

0.14 


Nayagaon Khalsa 

0830000403825300 

2.940 

Fresh 

Non-command 

Non-command 

Limestone 

2.940 

2.58 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.18 

0.05 

0.006 

0.81 

0.74 


Neemoda 

0830000403820500 

4.351 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.351 

3.95 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.36 

0.00 

0.009 

0.79 

0.74 


Nimana 

0830000403826200 

6.290 

Fresh 

Non-command 

Non-command 

Limestone 

5.325 

3.76 

0.020 

0.13 

0.02 

0.00 

0.00 

0.00 

0.51 

0.50 

0.52 

0.011 

0.69 

0.69 


Phanda 

0830000403820800 

2.144 

Fresh 

Non-command 

Non-command 

Limestone 

0.032 

2.43 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Bhander Sandstone 

0.907 

2.43 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.01 

0.002 

0.34 

0.32 






Takli 

Command 

Limestone 

0.204 

2.43 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.08 

0.07 







Command 

Bhander Sandstone 

1.001 

2.43 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.01 

0.002 

0.37 

0.35 


Phawa 

0830000403820200 

6.011 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.825 

3.40 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.21 

0.00 

0.006 

0.36 

0.32 







Non-command 

Shale 

3.186 

3.40 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.18 

0.00 

0.006 

0.41 

0.37 


Pipalda 

0830000403821300 

3.427 

Fresh 

Non-command 

Non-command 

Limestone 

0.245 

4.95 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.000 

0.06 

0.05 







Non-command 

Bhander Sandstone 

0.004 

4.95 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Takli 

Command 

Limestone 

3.016 

4.95 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.31 

0.33 

0.02 

0.006 

0.71 

0.67 







Command 

Bhander Sandstone 

0.162 

4.95 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.000 

0.04 

0.04 


Raghunathpura 

0830000403823700 

2.173 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.200 

3.08 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.000 

0.07 

0.07 


Rai Khera 

0830000403822200 

5.711 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.703 

3.51 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.40 

0.00 

0.012 

0.81 

0.81 






Takli 

Command 

Bhander Sandstone 

0.008 

3.51 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rajoo Khera 

0830000403824000 

3.737 

Fresh 

Non-command 

Non-command 

Limestone 

0.256 

3.50 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.06 

0.06 






Takli 

Command 

Limestone 

3.379 

3.50 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.25 

0.24 

0.03 

0.007 

0.73 

0.74 







Command 

Bhander Sandstone 

0.103 

3.50 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.02 


Rajpura Khurd 

0830000403823000 

2.267 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.267 

4.18 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.21 

0.21 

0.05 

0.005 

0.80 

0.78 


Rakba Pahar 

0830000403825800 

13.841 

Fresh 

Non-command 

Non-command 

Limestone 

5.785 

2.76 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.35 

0.00 

0.012 

0.34 

0.31 


Ramganj Mandi (M) 

0830000443007000 

29.550 

Fresh 

Non-command 

Non-command 

Limestone 

0.988 

4.14 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.11 

0.00 

0.080 

0.03 

0.03 


Rampuriya 

0830000403818200 

3.729 

Fresh 

Non-command 

Non-command 

Shale 

3.393 

6.04 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.33 

0.37 

0.08 

0.007 

0.70 

0.63 


Ranwatha 

0830000303816300 

10.493 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.776 

5.24 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.34 

0.41 

0.02 

0.001 

0.05 

0.04 


Reenchhi 

0830000403822800 

3.852 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.852 

4.22 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

0.32 

0.33 

0.00 

0.008 

0.80 

0.76 


Ren Khera 

0829000403589200 

6.220 

Fresh 

Non-command 

Non-command 

Shale 

6.019 

6.73 

0.013 

0.09 

0.01 

0.00 

0.00 

0.00 

0.59 

0.68 

0.35 

0.008 

0.70 

0.60 


Rooppura 

0829000403590900 

5.584 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.533 

5.78 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

1.05 

1.15 

0.00 

0.006 

0.62 

0.57 







Non-command 

Shale 

0.386 

5.78 

0.013 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.001 

0.05 

0.05 



0830000403823600 

1.343 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.059 

3.12 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.04 

0.04 


Sahrawada 

0830000403824800 

2.873 

Fresh 

Non-command 

Non-command 

Limestone 

2.859 

2.97 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.18 

0.19 

0.09 

0.006 

0.80 

0.78 






Takli 

Command 

Limestone 

0.014 

2.97 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Salera Kalan 

0830000403822100 

5.246 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.952 

3.58 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.11 

0.002 

0.15 

0.15 






Takli 

Command 

Limestone 

1.327 

3.58 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.14 

0.14 

0.23 

0.003 

0.20 

0.21 







Command 

Bhander Sandstone 

2.967 

3.58 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.29 

0.29 

0.34 

0.006 

0.46 

0.46 


Salera Khurd 

0830000403822700 

2.645 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.645 

4.19 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.24 

0.02 

0.005 

0.80 

0.78 


Sandya Kheri 

0830000403819600 

4.401 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.587 

2.26 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.13 

0.00 

0.005 

0.46 

0.42 







Non-command 

Shale 

0.998 

2.26 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.00 

0.002 

0.18 

0.16 






Takli 

Command 

Bhander Sandstone 

0.816 

2.26 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.00 

0.002 

0.14 

0.13 


Semaliya 

0829000403589100 

5.727 

Fresh 

Non-command 

Non-command 

Shale 

5.460 

5.48 

0.013 

0.09 

0.01 

0.00 

0.00 

0.00 

0.45 

0.53 

0.34 

0.007 

0.69 

0.59 


Shogarh 

0829000403590800 

4.768 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.249 

3.92 

0.040 

0.04 

0.01 

0.00 

0.00 

0.00 

0.70 

0.75 

0.14 

0.006 

0.70 

0.64 


Sohan Khera 

0830000403824300 

2.042 

Fresh 

Non-command 

Non-command 

Limestone 

2.042 

4.08 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.18 

0.06 

0.004 

0.81 

0.83 


Sohanpuna 

0830000403823800 

3.308 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.290 

3.11 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.17 

0.17 

0.12 

0.005 

0.56 

0.56 


Telya Kheri 

0830000403824700 

4.725 

Fresh 

Non-command 

Non-command 

Limestone 

4.725 

2.50 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.25 

0.03 

0.010 

0.81 

0.79 


Udpura (CT) 

0830000443006000 

2.705 

Fresh 

Non-command 

Non-command 

Limestone 

2.705 

2.64 

0.020 

0.09 

0.00 

0.00 

0.00 

0.00 

0.23 

0.23 

0.07 

0.218 

0.81 

0.80 


Vijaipur 

0829000403591200 

1.897 

Fresh 

Non-command 

Non-command 

Shale 

1.897 

7.07 

0.013 

0.03 

0.00 

0.00 

0.00 

0.01 

0.19 

0.22 

0.13 

0.003 

0.74 

0.65 


Zalimpura 

0830000303815000 

0.802 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.774 

4.02 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.30 

0.00 

0.001 

0.70 

0.58 



0830000403821600 

1.987 

Fresh 

Non-command 

Non-command 

Limestone 

1.616 

3.84 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.13 

0.00 

0.003 

0.66 

0.63 






Takli 

Command 

Limestone 

0.370 

3.84 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.001 

0.15 

0.14 


Zalimpura Khurd 

0830000403820700 

2.745 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.745 

2.93 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.17 

0.00 

0.006 

0.79 

0.75 

08004029 

Amarpura 

0832000304060100 

1.244 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.244 

3.17 

0.010 

0.15 

0.04 

0.00 

0.00 

0.00 

0.15 

0.20 

0.61 

0.002 

0.83 

0.61 


Amarpura Kalan 

0832000204022300 

3.478 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.177 

4.59 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.04 

0.03 


Ambala 

0832000103995300 

4.979 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.051 

7.65 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Ametha 

0832000304038800 

19.925 

Fresh 

Non-command 

Non-command 

Deccan Traps 

17.244 

7.95 

0.010 

0.23 

0.03 

0.00 

0.00 

0.00 

1.57 

2.15 

0.91 

0.009 

0.72 

0.52 






Chappi 

Command 

Deccan Traps 

2.592 

7.95 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.23 

0.31 

0.14 

0.001 

0.11 

0.08 


Amrit Kheri 

0832000304047700 

3.378 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.213 

2.56 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.04 

0.000 

0.05 

0.04 






Chappi 

Command 

Deccan Traps 

2.759 

2.56 

0.010 

0.12 

0.02 

0.00 

0.00 

0.00 

0.17 

0.23 

0.47 

0.004 

0.69 

0.50 


Anandpura 

0832000304058400 

2.799 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.651 

3.62 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.11 

0.09 

0.002 

0.50 

0.36 


Arniya 

0832000304040200 

2.390 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.001 

1.86 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.06 

0.15 

458.98 

0.18 

- 

0.18 

0.02 

0.33 

- 

- 

- 

- 

- 

- 

- 

0.179 

0.009 

0.170 

0.017 

9.83 

Safe 

Naiyon Ki Talai 

082900040358800C 

0.04 

0.00 

2,133.85 

0.00 

- 

0.00 

0.02 

0.23 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.025 

872.70 

Over Exploited 



0.04 

0.01 

364.85 

0.01 

- 

0.01 

0.03 

0.42 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.020 

0.001 

0.019 

0.043 

227.25 

Over Exploited 

Narayanpura 

0832000203997300 

0.05 

0.10 

484.67 

0.12 

- 

0.12 

0.03 

0.40 

- 

- 

- 

- 

- 

- 

- 

0.115 

0.006 

0.110 

- 

- 

Safe 



0.05 

0.00 

29,991.59 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

- 

- 

Safe 


0830000303814300 

0.13 

0.00 

5,806.50 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.001 

17.09 

Safe 



0.04 

0.00 

11,541.12 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nayagaon Jageer 

0830000403818400 

0.06 

0.07 

387.15 

0.09 

- 

0.09 

0.04 

0.49 

- 

- 

- 

- 

- 

- 

- 

0.086 

0.004 

0.082 

0.005 

6.60 

Safe 



0.04 

0.01 

1,536.29 

0.01 

- 

0.01 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.002 

29.55 

Safe 



0.06 

0.01 

1,367.05 

0.01 

- 

0.01 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.009 

0.002 

19.87 

Safe 

Nayagaon Khalsa 

0830000403825300 

0.08 

0.19 

(6.99) 

0.18 

0.00 

0.18 

0.07 

0.88 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.188 

0.009 

0.179 

0.055 

30.71 

Safe 

Neemoda 

0830000403820500 

0.06 

0.21 

77.69 

0.25 

0.00 

0.25 

0.06 

0.85 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.248 

0.012 

0.236 

0.009 

3.75 

Safe 

Nimana 

0830000403826200 

0.08 

0.29 

72.52 

0.35 

0.02 

0.37 

0.06 

0.74 

- 

0.0600 

- 

- 

0.001 

0.061 

0.061 

0.432 

0.022 

0.410 

0.531 

129.45 

Over Exploited 

Phanda 

0830000403820800 

0.08 

0.00 

5,466.79 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.02 

152.34 

0.02 

- 

0.02 

0.03 

0.36 

- 

- 

- 

- 

- 

- 

- 

0.022 

0.001 

0.021 

0.013 

61.54 

Safe 



0.08 

0.00 

743.51 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.000 

29.48 

Safe 



0.06 

0.02 

128.43 

0.03 

- 

0.03 

0.03 

0.40 

- 

- 

- 

- 

- 

- 

- 

0.027 

0.001 

0.025 

0.013 

51.31 

Safe 

Phawa 

0830000403820200 

0.06 

0.06 

249.19 

0.07 

- 

0.07 

0.03 

0.39 

- 

- 

- 

- 

- 

- 

- 

0.073 

0.004 

0.069 

0.006 

8.27 

Safe 



0.04 

0.05 

246.55 

0.06 

0.00 

0.06 

0.03 

0.44 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.064 

0.003 

0.061 

0.006 

10.63 

Safe 

Pipalda 

0830000403821300 

0.08 

0.00 

2,178.59 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.000 

38.77 

Safe 



0.06 

0.00 

226,708.09 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.17 

90.63 

0.20 

0.00 

0.21 

0.06 

0.77 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.207 

0.010 

0.197 

0.026 

13.28 

Safe 



0.06 

0.00 

4,487.85 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Raghunathpura 

0830000403823700 

0.06 

0.00 

2,385.71 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.022 

2,210.62 

Over Exploited 

Rai Khera 

0830000403822200 

0.06 

0.28 

43.99 

0.33 

0.00 

0.33 

0.07 

0.87 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.333 

0.017 

0.317 

0.012 

3.66 

Safe 



0.06 

0.00 

112,904.11 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rajoo Khera 

0830000403824000 

0.08 

0.00 

1,418.22 

0.00 

0.00 

0.00 

0.00 

0.06 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.003 

0.000 

0.003 

0.001 

20.44 

Safe 



0.08 

0.20 

23.14 

0.24 

- 

0.24 

0.06 

0.79 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.247 

0.012 

0.235 

0.036 

15.28 

Safe 



0.06 

0.00 

5,086.33 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rajpura Khurd 

0830000403823000 

0.06 

0.11 

96.98 

0.13 

0.00 

0.13 

0.07 

0.87 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.142 

0.007 

0.135 

0.059 

43.50 

Safe 

Rakba Pahar 

0830000403825800 

0.08 

0.16 

119.18 

0.19 

0.00 

0.19 

0.03 

0.37 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.191 

0.010 

0.182 

0.012 

6.48 

Safe 

Ramganj Mandi (M) 

0830000443007000 

0.08 

0.00 

5,014.37 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.002 

0.080 

3,267.14 

Over Exploited 

Rampuriya 

0830000403818200 

0.04 

0.10 

285.61 

0.11 

- 

0.11 

0.06 

0.76 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.124 

0.006 

0.118 

0.085 

71.84 

Semi Critical 

Ranwatha 

0830000303816300 

0.13 

0.01 

7,632.56 

0.01 

- 

0.01 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.020 

336.12 

Over Exploited 

Reenchhi 

0830000403822800 

0.06 

0.18 

80.37 

0.22 

0.01 

0.23 

0.07 

0.86 

- 

- 

- 

- 

0.011 

0.011 

0.011 

0.238 

0.012 

0.226 

0.008 

3.46 

Safe 

Ren Khera 

0829000403589200 

0.04 

0.17 

302.96 

0.20 

0.01 

0.21 

0.05 

0.76 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.253 

0.013 

0.241 

0.360 

149.62 

Over Exploited 

Rooppura 

0829000403590900 

0.04 

0.12 

858.89 

0.14 

- 

0.14 

0.05 

0.67 

- 

- 

- 

- 

- 

- 

- 

0.144 

0.007 

0.137 

0.006 

4.48 

Safe 



0.04 

0.00 

3,635.86 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

- 

Safe 


0830000403823600 

0.06 

0.00 

2,867.34 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

5,008.54 

Over Exploited 

Sahrawada 

0830000403824800 

0.08 

0.18 

3.71 

0.19 

0.01 

0.20 

0.07 

0.87 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.213 

0.011 

0.203 

0.098 

48.23 

Safe 



0.08 

0.00 

17,522.02 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Salera Kalan 

0830000403822100 

0.06 

0.01 

1,064.81 

0.01 

- 

0.01 

0.01 

0.16 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.020 

0.001 

0.019 

0.110 

577.32 

Over Exploited 



0.08 

0.02 

564.06 

0.03 

0.01 

0.04 

0.02 

0.22 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.066 

0.003 

0.063 

0.231 

367.81 

Over Exploited 



0.06 

0.08 

256.90 

0.10 

0.01 

0.11 

0.04 

0.49 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.148 

0.007 

0.140 

0.348 

248.19 

Over Exploited 

Salera Khurd 

0830000403822700 

0.06 

0.13 

86.67 

0.15 

0.00 

0.15 

0.07 

0.87 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.154 

0.008 

0.146 

0.027 

18.74 

Safe 

Sandya Kheri 

0830000403819600 

0.06 

0.07 

79.65 

0.09 

0.00 

0.09 

0.04 

0.50 

- 

- 

- 

- 

0.000 

- 

- 

0.085 

0.004 

0.081 

0.005 

6.49 

Safe 



0.04 

0.01 

424.77 

0.01 

- 

0.01 

0.01 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.002 

25.24 

Safe 



0.06 

0.01 

461.96 

0.01 

0.00 

0.01 

0.01 

0.16 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.010 

0.000 

0.009 

0.002 

18.07 

Safe 

Semaliya 

0829000403589100 

0.04 

0.15 

153.45 

0.18 

0.01 

0.19 

0.05 

0.74 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.231 

0.012 

0.219 

0.348 

158.84 

Over Exploited 

Shogarh 

0829000403590800 

0.04 

0.13 

496.61 

0.15 

0.01 

0.16 

0.06 

0.75 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.191 

0.010 

0.181 

0.149 

82.02 

Semi Critical 

Sohan Khera 

0830000403824300 

0.08 

0.13 

38.31 

0.16 

- 

0.16 

0.07 

0.88 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.169 

0.008 

0.160 

0.062 

38.80 

Safe 

Sohanpuna 

0830000403823800 

0.06 

0.08 

121.36 

0.09 

0.00 

0.09 

0.05 

0.61 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.104 

0.005 

0.099 

0.124 

125.32 

Over Exploited 

Telya Kheri 

0830000403824700 

0.08 

0.31 

(18.51) 

0.25 

0.00 

0.25 

0.07 

0.88 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.260 

0.013 

0.247 

0.044 

17.68 

Safe 

Udpura (CT) 

0830000443006000 

0.08 

0.18 

32.26 

0.21 

0.00 

0.21 

0.07 

0.88 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.226 

0.011 

0.215 

0.292 

136.09 

Over Exploited 

Vijaipur 

0829000403591200 

0.04 

0.06 

285.99 

0.07 

0.01 

0.07 

0.06 

0.80 

- 

0.0100 

- 

- 

0.011 

0.021 

0.021 

0.095 

0.005 

0.091 

0.129 

141.89 

Over Exploited 

Zalimpura 

0830000303815000 

0.13 

0.07 

343.51 

0.08 

- 

0.08 

0.06 

0.75 

- 

- 

- 

- 

- 

- 

- 

0.081 

0.004 

0.077 

0.001 

1.45 

Safe 


0830000403821600 

0.08 

0.08 

48.04 

0.10 

0.00 

0.11 

0.05 

0.71 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.111 

0.006 

0.106 

0.003 

3.11 

Safe 



0.08 

0.00 

564.45 

0.01 

0.00 

0.01 

0.01 

0.16 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

0.000 

0.005 

0.001 

14.41 

Safe 

Zalimpura Khurd 

0830000403820700 

0.06 

0.13 

30.08 

0.16 

0.00 

0.16 

0.07 

0.86 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.157 

0.008 

0.149 

0.006 

3.74 

Safe 

Amarpura 

0832000304060100 

0.05 

0.05 

292.55 

0.06 

0.04 

0.10 

0.06 

0.90 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

0.212 

0.011 

0.202 

0.614 

304.24 

Over Exploited 

Amarpura Kalan 

0832000204022300 

0.05 

0.00 

2,806.73 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

2,809.31 

Over Exploited 

Ambala 

0832000103995300 

0.11 

0.00 

18,836.17 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.005 

0.000 

0.005 

0.000 

2.71 

Safe 

Ametha 

0832000304038800 

0.07 

0.87 

148.90 

1.04 

0.03 

1.07 

0.05 

0.77 

- 

0.1700 

- 

- 

- 

0.170 

0.170 

1.238 

0.062 

1.176 

0.921 

78.30 

Semi Critical 



0.07 

0.02 

1,485.04 

0.02 

0.01 

0.03 

0.01 

0.12 

- 

0.0300 

0.0369 

0.0356 

- 

0.103 

0.103 

0.136 

0.007 

0.129 

0.139 

107.89 

Over Exploited 

Amrit Kheri 

0832000304047700 

0.05 

0.00 

3,494.84 

0.00 

0.00 

0.00 

0.00 

0.06 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.012 

0.001 

0.012 

0.036 

313.89 

Over Exploited 



0.05 

0.09 

145.02 

0.11 

0.02 

0.13 

0.05 

0.74 

- 

0.0900 

0.0393 

0.0378 

0.001 

0.168 

0.168 

0.302 

0.015 

0.287 

0.472 

164.31 

Over Exploited 

Anandpura 

0832000304058400 

0.05 

0.04 

165.06 

0.05 

0.00 

0.05 

0.04 

0.53 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.070 

0.004 

0.067 

0.092 

138.55 

Over Exploited 

Arniya 

0832000304040200 

0.07 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Bhander Sandstone 

0.127 

1.86 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.04 

0.03 






Chappi 

Command 

Deccan Traps 

1.057 

1.86 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.05 

0.001 

0.37 

0.27 







Command 

Bhander Sandstone 

1.205 

1.86 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.06 

0.001 

0.42 

0.31 


Asalpur 

0832000304053800 

5.427 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.422 

2.26 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.18 

0.02 

0.007 

0.84 

0.61 


Awand 

0832000304038500 

9.415 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.823 

3.74 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.000 

0.07 

0.05 







Non-command 

Bhander Sandstone 

7.022 

3.74 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.29 

0.40 

0.16 

0.004 

0.61 

0.44 


Bairagarh 

0832000304044700 

1.515 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.218 

4.59 

0.010 

0.29 

0.04 

0.00 

0.00 

0.00 

0.31 

0.42 

1.17 

0.002 

0.67 

0.49 


Baldeopura 

0832000304044800 

3.304 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.304 

4.54 

0.010 

0.10 

0.01 

0.00 

0.00 

0.00 

0.24 

0.33 

0.39 

0.004 

0.83 

0.61 


Bandri 

0832000304035200 

5.489 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.310 

4.85 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.28 

0.37 

0.09 

0.003 

0.74 

0.55 


Bankar 

0832000304058500 

4.997 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.405 

3.50 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.02 

0.002 

0.24 

0.17 


Bans Kheri Lodhan 

0832000304058600 

5.343 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.343 

3.22 

0.010 

0.13 

0.03 

0.00 

0.00 

0.00 

0.27 

0.37 

0.53 

0.007 

0.84 

0.61 


Bapawar 

0832000304060600 

1.446 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.446 

3.15 

0.010 

0.09 

0.02 

0.00 

0.00 

0.00 

0.12 

0.16 

0.36 

0.002 

0.83 

0.61 


Bareda 

0832000103995100 

7.195 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.036 

6.93 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.000 

0.00 

0.00 


Bareri Kalan 

0832000304043100 

1.042 

Fresh 

Chappi 

Command 

Deccan Traps 

0.749 

2.07 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.07 

0.09 

0.22 

0.001 

0.60 

0.44 


Bareri Khurd 

0832000304043200 

0.591 

Fresh 

Chappi 

Command 

Deccan Traps 

0.028 

2.75 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.04 

0.03 


Barkheri 

0832000304039200 

2.461 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.461 

4.66 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.16 

0.00 

0.003 

0.83 

0.61 


Baskheri Lodhan 

0832000304039800 

4.656 

Fresh 

Chappi 

Command 

Deccan Traps 

4.656 

2.23 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.12 

0.16 

0.13 

0.002 

0.83 

0.61 


Basodiya 

0832000304043300 

3.586 

Fresh 

Chappi 

Command 

Deccan Traps 

3.498 

2.33 

0.010 

0.12 

0.03 

0.00 

0.00 

0.00 

0.17 

0.23 

0.46 

0.005 

0.82 

0.60 


Belwan 

0832000304036100 

5.233 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.044 

2.69 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.20 

0.04 

0.003 

0.78 

0.58 


Bhanderi 

0832000304044600 

0.598 

Fresh 

Chappi 

Command 

Deccan Traps 

0.598 

2.81 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.06 

0.16 

0.001 

0.84 

0.61 


Bhanpura 

0832000304048100 

3.325 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.104 

2.65 

0.010 

0.01 

0.00 

0.00 

0.00 

0.01 

0.03 

0.05 

0.02 

0.001 

0.28 

0.20 


Bharatpura 

0832000304039600 

2.889 

Fresh 

Chappi 

Command 

Deccan Traps 

2.889 

6.71 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.22 

0.31 

0.14 

0.004 

0.83 

0.61 


Bheemgarh Veeran 

0832000103995800 

11.188 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

9.958 

2.29 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.47 

0.62 

0.00 

0.025 

0.69 

0.52 


Biloniya 

0832000304047600 

0.913 

Fresh 

Chappi 

Command 

Deccan Traps 

0.913 

2.77 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.08 

0.14 

0.001 

0.84 

0.62 


Bindayaka 

0832000304043800 

2.266 

Fresh 

Chappi 

Command 

Deccan Traps 

2.266 

2.64 

0.010 

0.14 

0.02 

0.00 

0.00 

0.00 

0.18 

0.24 

0.57 

0.003 

0.84 

0.62 


Bindayaki 

0832000304043600 

0.886 

Fresh 

Chappi 

Command 

Deccan Traps 

0.886 

2.60 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.07 

0.001 

0.84 

0.62 


Bindli 

0832000304059800 

1.450 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.450 

3.17 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.12 

0.18 

0.002 

0.83 

0.61 


Bokhari 

0832000103995000 

2.738 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.805 

4.05 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.18 

0.21 

0.14 

0.005 

0.37 

0.31 


Bor Kheri Lodhan 

0832000304056600 

2.059 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.059 

3.15 

0.010 

0.10 

0.01 

0.00 

0.00 

0.00 

0.15 

0.21 

0.38 

0.003 

0.84 

0.61 


Borband 

0832000304058800 

11.662 

Fresh 

Non-command 

Non-command 

Deccan Traps 

11.662 

3.34 

0.010 

0.14 

0.03 

0.00 

0.00 

0.00 

0.50 

0.68 

0.53 

0.015 

0.84 

0.61 


Borda 

0832000304037600 

3.928 

Fresh 

Chappi 

Command 

Deccan Traps 

1.091 

2.22 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.04 

0.001 

0.23 

0.17 







Command 

Bhander Sandstone 

2.837 

2.22 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.08 

0.11 

0.11 

0.001 

0.61 

0.45 


Borkheri Maliyan 

0832000304039700 

2.039 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.005 

5.00 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Chappi 

Command 

Deccan Traps 

2.034 

5.00 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.15 

0.20 

0.22 

0.001 

0.83 

0.61 


Chandrapura 

0832000304051100 

1.883 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.935 

2.66 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.05 

0.001 

0.42 

0.30 






Chappi 

Command 

Deccan Traps 

0.948 

2.66 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.05 

0.001 

0.42 

0.31 


Chhabariya 

0832000304039500 

5.037 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.008 

4.71 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.33 

0.05 

0.006 

0.83 

0.61 






Chappi 

Command 

Deccan Traps 

0.029 

4.71 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chhapihera 

0832000103995500 

2.313 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.696 

2.00 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.02 

0.004 

0.46 

0.37 


Chuthya Kheri 

0832000204016900 

1.655 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.200 

3.10 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.10 

0.07 


Dadlai 

0832000304051400 

2.584 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.584 

2.42 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.10 

0.14 

0.18 

0.003 

0.84 

0.61 


Daulara 

0832000103995900 

4.597 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.542 

1.66 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.18 

0.07 

0.009 

0.60 

0.45 


Daulatpura 

0832000103995700 

8.539 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

8.315 

4.83 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.86 

1.14 

0.24 

0.021 

0.72 

0.55 


Dehlanpur 

0832000304046600 

4.840 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.294 

2.93 

0.010 

0.02 

0.00 

0.00 

0.00 

0.02 

0.07 

0.09 

0.07 

0.003 

0.40 

0.29 






Chappi 

Command 

Deccan Traps 

0.765 

2.93 

0.010 

0.01 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.02 

0.001 

0.13 

0.10 


Deoli 

0832000304043900 

4.900 

Fresh 

Chappi 

Command 

Deccan Traps 

4.900 

2.46 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.16 

0.22 

0.20 

0.006 

0.84 

0.61 


Deoli Bar 

0832000304059400 

2.157 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.157 

3.23 

0.010 

0.07 

0.02 

0.00 

0.00 

0.00 

0.12 

0.16 

0.29 

0.003 

0.84 

0.61 


Deopura 

0832000304037300 

4.213 

Fresh 

Chappi 

Command 

Deccan Traps 

0.537 

3.69 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.000 

0.11 

0.08 







Command 

Bhander Sandstone 

0.840 

3.69 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.02 

0.000 

0.17 

0.12 


Deori Khera 

0832000304056800 

3.024 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.024 

3.18 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.16 

0.06 

0.004 

0.84 

0.61 


Deori Mandir 

0832000304059500 

2.059 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.059 

3.20 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.12 

0.16 

0.22 

0.003 

0.83 

0.61 


Dholsara 

0832000304039100 

1.390 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.390 

6.41 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.12 

0.02 

0.001 

0.83 

0.61 


Doongar Gaon 

0832000304056300 

4.924 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.924 

3.04 

0.010 

0.10 

0.01 

0.00 

0.00 

0.00 

0.24 

0.33 

0.40 

0.006 

0.83 

0.61 


Doriya Kheri 

0832000304056400 

2.992 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.992 

3.00 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.16 

0.14 

0.004 

0.83 

0.61 


Dudhiya Kheri 

0832000304051000 

2.592 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.001 

2.67 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.07 

0.001 

0.32 

0.24 






Chappi 

Command 

Deccan Traps 

1.591 

2.67 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.06 

0.08 

0.11 

0.002 

0.51 

0.38 


Durjan Pura Khurd 

0832000304043700 

2.750 

Fresh 

Chappi 

Command 

Deccan Traps 

2.750 

2.79 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.01 

0.004 

0.84 

0.61 


Durjanpura 

0832000304048300 

6.355 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.006 

2.72 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gadiya 

0832000304045500 

1.732 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.580 

4.59 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.14 

0.17 

0.002 

0.77 

0.56 


Gadiya Jaimal 

0832000304043400 

2.206 

Fresh 

Chappi 

Command 

Deccan Traps 

1.746 

2.21 

0.010 

0.11 

0.03 

0.00 

0.00 

0.00 

0.12 

0.16 

0.43 

0.002 

0.67 

0.49 


Gadiya Mahesh 

0832000304038300 

0.748 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.748 

2.98 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.06 

0.000 

0.81 

0.60 


Garda 

0832000304053700 

8.341 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.287 

3.22 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.14 

0.16 

0.003 

0.23 

0.17 


Gehoon Kheri 

0832000304044000 

4.384 

Fresh 

Chappi 

Command 

Deccan Traps 

4.384 

2.97 

0.010 

0.21 

0.03 

0.00 

0.00 

0.00 

0.31 

0.42 

0.83 

0.006 

0.83 

0.61 


Ghatoli 

0832000304050800 

8.814 

Fresh 

Non-command 

Non-command 

Deccan Traps 

7.435 

2.70 

0.010 

0.35 

0.09 

0.00 

0.00 

0.00 

0.46 

0.63 

1.37 

0.010 

0.71 

0.52 






Chappi 

Command 

Deccan Traps 

0.415 

2.70 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.08 

0.001 

0.04 

0.03 


Ghora Khera 

0832000304059700 

3.851 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.851 

3.16 

0.010 

0.08 

0.02 

0.00 

0.00 

0.00 

0.18 

0.25 

0.31 

0.005 

0.83 

0.61 


Goojar Kheri 

0832000304040100 

1.789 

Fresh 

Chappi 

Command 

Deccan Traps 

1.789 

2.00 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.05 

0.001 

0.84 

0.61 


Gordhanpura Near Jheekariya 

0832000304054200 

1.913 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.913 

2.71 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.12 

0.20 

0.002 

0.84 

0.61 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.10 

0.00 

479.75 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.006 

934.87 

Over Exploited 



0.07 

0.03 

47.82 

0.03 

- 

0.03 

0.03 

0.40 

- 

0.0100 

0.0181 

0.0217 

- 

0.050 

0.050 

0.083 

0.004 

0.079 

0.055 

69.45 

Safe 



0.10 

0.05 

13.75 

0.06 

- 

0.06 

0.03 

0.45 

- 

0.0100 

0.0206 

0.0248 

- 

0.055 

0.055 

0.113 

0.006 

0.108 

0.061 

56.38 

Safe 

Asalpur 

0832000304053800 

0.05 

0.23 

(20.09) 

0.18 

- 

0.18 

0.06 

0.90 

- 

- 

- 

- 

- 

- 

- 

0.181 

0.009 

0.172 

0.031 

18.03 

Safe 

Awand 

0832000304038500 

0.07 

0.00 

927.76 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.018 

394.63 

Over Exploited 



0.10 

0.43 

(6.13) 

0.40 

0.01 

0.41 

0.04 

0.65 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.440 

0.022 

0.418 

0.166 

39.62 

Safe 

Bairagarh 

0832000304044700 

0.05 

0.04 

920.03 

0.05 

0.04 

0.09 

0.05 

0.72 

- 

0.1300 

- 

- 

0.000 

0.130 

0.130 

0.219 

0.011 

0.208 

1.172 

562.59 

Over Exploited 

Baldeopura 

0832000304044800 

0.05 

0.14 

136.84 

0.17 

0.01 

0.18 

0.06 

0.90 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.217 

0.011 

0.206 

0.394 

191.03 

Over Exploited 

Bandri 

0832000304035200 

0.10 

0.39 

(5.71) 

0.37 

- 

0.37 

0.05 

0.79 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.391 

0.020 

0.371 

0.093 

24.97 

Safe 

Bankar 

0832000304058500 

0.05 

0.02 

377.36 

0.02 

0.00 

0.02 

0.02 

0.25 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.023 

0.001 

0.022 

0.020 

92.19 

Critical 

Bans Kheri Lodhan 

0832000304058600 

0.05 

0.22 

65.59 

0.27 

0.03 

0.30 

0.06 

0.90 

- 

0.1000 

- 

- 

0.001 

0.101 

0.101 

0.399 

0.020 

0.379 

0.535 

140.97 

Over Exploited 

Bapawar 

0832000304060600 

0.05 

0.06 

160.84 

0.07 

0.02 

0.09 

0.06 

0.89 

- 

0.0700 

- 

- 

0.000 

0.071 

0.071 

0.163 

0.008 

0.155 

0.362 

233.71 

Over Exploited 

Bareda 

0832000103995100 

0.11 

0.00 

53,983.20 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bareri Kalan 

0832000304043100 

0.05 

0.02 

294.45 

0.03 

0.01 

0.04 

0.05 

0.65 

- 

0.0400 

0.0128 

0.0154 

- 

0.068 

0.068 

0.105 

0.005 

0.100 

0.223 

222.69 

Over Exploited 

Bareri Khurd 

0832000304043200 

0.07 

0.00 

413.18 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

0.0004 

0.0004 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

0.80 

Safe 

Barkheri 

0832000304039200 

0.05 

0.10 

52.49 

0.12 

0.00 

0.12 

0.06 

0.90 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.125 

0.006 

0.119 

0.003 

2.69 

Safe 

Baskheri Lodhan 

0832000304039800 

0.07 

0.27 

(39.28) 

0.22 

0.01 

0.23 

0.06 

0.89 

- 

0.0200 

0.0796 

0.0958 

0.004 

0.200 

0.200 

0.430 

0.021 

0.408 

0.134 

32.94 

Safe 

Basodiya 

0832000304043300 

0.05 

0.14 

63.05 

0.17 

0.03 

0.20 

0.06 

0.88 

- 

0.0900 

0.0598 

0.0720 

- 

0.222 

0.222 

0.424 

0.021 

0.403 

0.461 

114.33 

Over Exploited 

Belwan 

0832000304036100 

0.10 

0.39 

(49.91) 

0.31 

- 

0.31 

0.06 

0.83 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.323 

0.016 

0.307 

0.045 

14.53 

Safe 

Bhanderi 

0832000304044600 

0.05 

0.03 

154.71 

0.03 

0.01 

0.04 

0.06 

0.90 

- 

0.0200 

0.0085 

0.0082 

- 

0.037 

0.037 

0.077 

0.004 

0.073 

0.157 

214.99 

Over Exploited 

Bhanpura 

0832000304048100 

0.05 

0.02 

200.15 

0.02 

0.01 

0.02 

0.02 

0.30 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.032 

0.002 

0.030 

0.025 

83.87 

Semi Critical 

Bharatpura 

0832000304039600 

0.05 

0.12 

155.02 

0.14 

0.01 

0.15 

0.06 

0.89 

- 

0.0300 

0.0411 

0.0396 

- 

0.111 

0.111 

0.265 

0.013 

0.251 

0.142 

56.39 

Safe 

Bheemgarh Veeran 

0832000103995800 

0.11 

0.75 

(17.62) 

0.62 

- 

0.62 

0.05 

0.73 

- 

- 

- 

- 

- 

- 

- 

0.618 

0.031 

0.587 

0.025 

4.30 

Safe 

Biloniya 

0832000304047600 

0.05 

0.04 

96.81 

0.05 

0.01 

0.06 

0.06 

0.90 

- 

0.0200 

0.0130 

0.0125 

- 

0.046 

0.046 

0.101 

0.005 

0.096 

0.145 

150.60 

Over Exploited 

Bindayaka 

0832000304043800 

0.05 

0.10 

156.73 

0.11 

0.02 

0.13 

0.06 

0.90 

- 

0.1100 

0.0323 

0.0311 

0.001 

0.174 

0.174 

0.309 

0.015 

0.294 

0.573 

195.14 

Over Exploited 

Bindayaki 

0832000304043600 

0.05 

0.04 

57.44 

0.04 

- 

0.04 

0.06 

0.90 

- 

0.0100 

0.0126 

0.0122 

- 

0.035 

0.035 

0.079 

0.004 

0.075 

0.067 

88.95 

Semi Critical 

Bindli 

0832000304059800 

0.05 

0.06 

94.00 

0.07 

0.01 

0.08 

0.06 

0.89 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.112 

0.006 

0.107 

0.182 

170.19 

Over Exploited 

Bokhari 

0832000103995000 

0.11 

0.07 

186.43 

0.09 

0.01 

0.10 

0.02 

0.39 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.128 

0.006 

0.121 

0.148 

121.50 

Over Exploited 

Bor Kheri Lodhan 

0832000304056600 

0.05 

0.09 

144.97 

0.10 

0.01 

0.11 

0.06 

0.90 

- 

0.0700 

- 

- 

0.000 

0.070 

0.070 

0.184 

0.009 

0.175 

0.387 

221.26 

Over Exploited 

Borband 

0832000304058800 

0.05 

0.49 

39.00 

0.59 

0.03 

0.62 

0.06 

0.90 

- 

0.1000 

- 

- 

0.005 

0.105 

0.105 

0.724 

0.036 

0.688 

0.543 

78.92 

Semi Critical 

Borda 

0832000304037600 

0.07 

0.02 

161.36 

0.02 

- 

0.02 

0.02 

0.25 

- 

0.0100 

0.0186 

0.0224 

- 

0.051 

0.051 

0.072 

0.004 

0.069 

0.043 

61.81 

Safe 



0.10 

0.17 

(34.30) 

0.14 

0.01 

0.15 

0.05 

0.65 

- 

0.0200 

0.0485 

0.0584 

- 

0.127 

0.127 

0.275 

0.014 

0.261 

0.115 

44.28 

Safe 

Borkheri Maliyan 

0832000304039700 

0.07 

0.00 

(317,253.49) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.005 

0.000 

0.005 

0.000 

0.06 

Safe 



0.07 

0.12 

73.23 

0.14 

0.01 

0.15 

0.06 

0.89 

- 

0.0400 

0.0290 

0.0279 

0.003 

0.100 

0.100 

0.254 

0.013 

0.241 

0.223 

92.62 

Critical 

Chandrapura 

0832000304051100 

0.05 

0.02 

144.50 

0.02 

- 

0.02 

0.03 

0.45 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.033 

0.002 

0.032 

0.055 

174.46 

Over Exploited 



0.05 

0.02 

140.74 

0.02 

- 

0.02 

0.03 

0.45 

- 

0.0100 

0.0162 

0.0195 

- 

0.046 

0.046 

0.070 

0.003 

0.066 

0.055 

83.49 

Semi Critical 

Chhabariya 

0832000304039500 

0.05 

0.21 

61.36 

0.25 

0.00 

0.25 

0.06 

0.89 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.261 

0.013 

0.248 

0.054 

21.99 

Safe 



0.05 

0.00 

11,359.97 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0004 

0.0004 

0.001 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

1.43 

Safe 

Chhapihera 

0832000103995500 

0.11 

0.09 

12.35 

0.10 

- 

0.10 

0.03 

0.49 

- 

- 

- 

- 

- 

- 

- 

0.097 

0.005 

0.092 

0.021 

23.16 

Safe 

Chuthya Kheri 

0832000204016900 

0.05 

0.00 

761.74 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.005 

439.48 

Over Exploited 

Dadlai 

0832000304051400 

0.05 

0.11 

29.12 

0.13 

0.01 

0.14 

0.06 

0.90 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.170 

0.009 

0.162 

0.183 

113.37 

Over Exploited 

Daulara 

0832000103995900 

0.11 

0.23 

(21.58) 

0.19 

- 

0.19 

0.04 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.198 

0.010 

0.188 

0.076 

40.49 

Safe 

Daulatpura 

0832000103995700 

0.11 

0.66 

71.63 

0.79 

0.01 

0.80 

0.05 

0.77 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.844 

0.042 

0.802 

0.256 

31.92 

Safe 

Dehlanpur 

0832000304046600 

0.05 

0.05 

95.51 

0.05 

0.02 

0.08 

0.03 

0.43 

- 

0.0100 

- 

- 

0.033 

0.043 

0.043 

0.119 

0.006 

0.113 

0.069 

60.80 

Safe 



0.05 

0.01 

180.67 

0.01 

0.02 

0.03 

0.01 

0.14 

- 

- 

0.0109 

0.0105 

0.033 

0.054 

0.054 

0.082 

0.004 

0.078 

0.025 

31.96 

Safe 

Deoli 

0832000304043900 

0.05 

0.21 

5.99 

0.22 

0.01 

0.23 

0.06 

0.90 

- 

0.0400 

0.0698 

0.0672 

0.001 

0.178 

0.178 

0.407 

0.020 

0.386 

0.210 

54.47 

Safe 

Deoli Bar 

0832000304059400 

0.05 

0.09 

79.91 

0.11 

0.02 

0.13 

0.06 

0.90 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.180 

0.009 

0.171 

0.291 

169.96 

Over Exploited 

Deopura 

0832000304037300 

0.07 

0.00 

570.60 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

0.0076 

0.0074 

- 

0.015 

0.015 

0.020 

0.001 

0.019 

0.018 

97.02 

Critical 



0.10 

0.01 

296.19 

0.02 

- 

0.02 

0.01 

0.18 

- 

- 

0.0120 

0.0115 

- 

0.024 

0.024 

0.040 

0.002 

0.038 

0.024 

63.62 

Safe 

Deori Khera 

0832000304056800 

0.05 

0.13 

22.85 

0.15 

0.00 

0.15 

0.06 

0.90 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.167 

0.008 

0.159 

0.064 

40.23 

Safe 

Deori Mandir 

0832000304059500 

0.05 

0.09 

84.04 

0.10 

0.01 

0.11 

0.06 

0.90 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.153 

0.008 

0.145 

0.225 

154.55 

Over Exploited 

Dholsara 

0832000304039100 

0.07 

0.08 

51.17 

0.10 

- 

0.10 

0.06 

0.89 

- 

- 

- 

- 

- 

- 

- 

0.097 

0.005 

0.092 

0.019 

20.29 

Safe 

Doongar Gaon 

0832000304056300 

0.05 

0.21 

58.36 

0.25 

0.01 

0.26 

0.06 

0.90 

- 

0.0700 

- 

- 

0.002 

0.072 

0.072 

0.329 

0.016 

0.313 

0.402 

128.72 

Over Exploited 

Doriya Kheri 

0832000304056400 

0.05 

0.12 

30.44 

0.15 

0.01 

0.16 

0.06 

0.90 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.190 

0.010 

0.181 

0.148 

81.82 

Semi Critical 

Dudhiya Kheri 

0832000304051000 

0.05 

0.02 

290.03 

0.02 

0.00 

0.02 

0.02 

0.35 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.030 

0.002 

0.029 

0.073 

253.47 

Over Exploited 



0.05 

0.04 

107.15 

0.05 

0.01 

0.06 

0.04 

0.55 

- 

0.0200 

0.0272 

0.0327 

0.001 

0.081 

0.081 

0.140 

0.007 

0.133 

0.110 

82.79 

Semi Critical 

Durjan Pura Khurd 

0832000304043700 

0.05 

0.12 

(9.23) 

0.10 

- 

0.10 

0.06 

0.90 

- 

- 

0.0392 

0.0377 

- 

0.077 

0.077 

0.182 

0.009 

0.172 

0.016 

9.03 

Safe 

Durjanpura 

0832000304048300 

0.05 

0.00 

(560,719.10) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

0.28 

Safe 

Gadiya 

0832000304045500 

0.05 

0.06 

128.09 

0.07 

0.01 

0.08 

0.06 

0.82 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.107 

0.005 

0.101 

0.170 

167.68 

Over Exploited 

Gadiya Jaimal 

0832000304043400 

0.05 

0.06 

178.56 

0.07 

0.03 

0.10 

0.05 

0.71 

- 

0.0800 

0.0298 

0.0359 

- 

0.146 

0.146 

0.245 

0.012 

0.233 

0.434 

186.27 

Over Exploited 

Gadiya Mahesh 

0832000304038300 

0.10 

0.06 

(5.34) 

0.06 

- 

0.06 

0.06 

0.87 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.068 

0.003 

0.064 

0.060 

94.17 

Critical 

Garda 

0832000304053700 

0.05 

0.03 

429.67 

0.03 

0.01 

0.04 

0.02 

0.25 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.075 

0.004 

0.072 

0.159 

222.15 

Over Exploited 

Gehoon Kheri 

0832000304044000 

0.05 

0.18 

129.16 

0.22 

0.03 

0.25 

0.06 

0.90 

- 

0.1600 

0.0624 

0.0601 

0.004 

0.287 

0.287 

0.539 

0.027 

0.512 

0.840 

163.95 

Over Exploited 

Ghatoli 

0832000304050800 

0.05 

0.26 

138.94 

0.31 

0.09 

0.41 

0.05 

0.76 

- 

0.2600 

- 

- 

0.001 

0.261 

0.261 

0.667 

0.033 

0.634 

1.384 

218.34 

Over Exploited 



0.05 

0.00 

4,965.82 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

0.0100 

0.0071 

0.0085 

0.001 

0.027 

0.027 

0.029 

0.001 

0.027 

0.079 

286.10 

Over Exploited 

Ghora Khera 

0832000304059700 

0.05 

0.16 

53.35 

0.19 

0.02 

0.21 

0.06 

0.89 

- 

0.0600 

- 

- 

0.002 

0.062 

0.062 

0.276 

0.014 

0.262 

0.311 

118.60 

Over Exploited 

Goojar Kheri 

0832000304040100 

0.07 

0.10 

(40.51) 

0.08 

- 

0.08 

0.06 

0.90 

- 

0.0100 

0.0306 

0.0368 

- 

0.077 

0.077 

0.161 

0.008 

0.153 

0.049 

31.93 

Safe 

Gordhanpura Near Jheekariya 

0832000304054200 

0.05 

0.08 

54.09 

0.10 

0.01 

0.11 

0.06 

0.90 

- 

0.0400 

- 

- 

0.002 

0.042 

0.042 

0.149 

0.007 

0.142 

0.206 

145.51 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Gordhanpura Near Koli 

083200030405090C 

1.278 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.163 

2.66 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.07 

0.10 

0.21 

0.002 

0.76 

0.56 






Chappi 

Command 

Deccan Traps 

0.076 

2.66 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.05 

0.04 


Gorya Khera 

083200030404790C 

2.269 

Fresh 

Chappi 

Command 

Deccan Traps 

0.045 

2.04 

0.010 

0.00 

0.00 

0.00 

0.00 

0.06 

-0.06 

-0.08 

0.01 

0.000 

0.02 

0.01 


Gujri 

0832000309903100 

1.003 

Fresh 

Chappi 

Command 

Deccan Traps 

0.508 

3.77 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.11 

0.000 

0.43 

0.31 


Gul Kheri 

0832000304047200 

2.576 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.794 

2.65 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.07 

0.16 

0.001 

0.26 

0.19 






Chappi 

Command 

Deccan Traps 

1.032 

2.65 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.07 

0.09 

0.21 

0.001 

0.34 

0.25 


Guradi 

0832000304053900 

3.160 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.160 

2.49 

0.010 

0.11 

0.02 

0.00 

0.00 

0.00 

0.17 

0.23 

0.42 

0.004 

0.84 

0.61 


Gurha 

0832000204015800 

4.753 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.515 

4.87 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.02 

0.000 

0.09 

0.06 


Hanoti 

0832000304035700 

0.590 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.590 

3.06 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.08 

0.000 

0.79 

0.59 


Haripura 

0832000304046500 

0.990 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.061 

3.34 

0.010 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

-0.01 

0.01 

0.000 

0.05 

0.04 


Harnawada Khurd 

0832000304059300 

0.446 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.446 

3.24 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.06 

0.001 

0.84 

0.61 


Islampura 

0832000304058900 

2.224 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.224 

3.27 

0.010 

0.08 

0.02 

0.00 

0.00 

0.00 

0.13 

0.18 

0.31 

0.003 

0.84 

0.61 


Jamunya Kalan 

0832000304036000 

3.216 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.573 

1.81 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.08 

0.001 

0.40 

0.30 






Chappi 

Command 

Bhander Sandstone 

1.644 

1.81 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.08 

0.001 

0.42 

0.31 


Jamunya Khurd 

0832000304036300 

1.758 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.444 

1.98 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.000 

0.21 

0.15 






Chappi 

Command 

Bhander Sandstone 

1.314 

1.98 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.04 

0.06 

0.11 

0.001 

0.62 

0.46 


Jheekariya 

0832000304054100 

4.156 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.156 

2.66 

0.010 

0.15 

0.02 

0.00 

0.00 

0.00 

0.24 

0.33 

0.61 

0.005 

0.83 

0.61 


Kalwa 

0832000304035600 

0.595 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.595 

3.15 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.07 

0.000 

0.78 

0.58 


Kalya Kheri 

0832000304044300 

0.978 

Fresh 

Chappi 

Command 

Deccan Traps 

0.978 

2.81 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.10 

0.001 

0.84 

0.61 


Katphala 

0832000304040000 

3.652 

Fresh 

Chappi 

Command 

Deccan Traps 

3.652 

1.82 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.09 

0.12 

0.13 

0.002 

0.84 

0.61 


Katphali 

0832000304039900 

3.684 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.539 

3.31 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.14 

0.08 

0.001 

0.57 

0.42 






Chappi 

Command 

Deccan Traps 

0.785 

3.31 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.02 

0.000 

0.18 

0.13 


Khajoori 

0832000304056200 

3.058 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.058 

3.10 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.15 

0.08 

0.004 

0.83 

0.61 


Khariya 

0832000304059200 

1.894 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.894 

3.23 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.10 

0.05 

0.002 

0.83 

0.61 


Kharpa 

0832000304040500 

2.893 

Fresh 

Chappi 

Command 

Deccan Traps 

2.893 

2.60 

0.010 

0.11 

0.03 

0.00 

0.00 

0.00 

0.16 

0.21 

0.43 

0.002 

0.84 

0.62 


Kherkhera Near Amrit Kheri 

0832000304051200 

2.453 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.409 

2.63 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.10 

0.05 

0.003 

0.82 

0.60 






Chappi 

Command 

Deccan Traps 

0.044 

2.63 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.01 


Kherkhera Near Kishorpura 

0832000304047300 

2.707 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.250 

2.63 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.09 

0.14 

0.002 

0.39 

0.28 






Chappi 

Command 

Deccan Traps 

0.430 

2.63 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.05 

0.001 

0.13 

0.10 


Khokharya 

0832000304060500 

2.000 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.000 

3.16 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.10 

0.03 

0.003 

0.83 

0.61 


Khokhera Lala 

0832000304035900 

1.835 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.835 

2.51 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.07 

0.09 

0.11 

0.001 

0.81 

0.60 


Khokhera Ramchandra 

0832000304040600 

1.857 

Fresh 

Chappi 

Command 

Deccan Traps 

1.540 

3.20 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.06 

0.001 

0.70 

0.51 


Khuri 

0832000304043000 

1.007 

Fresh 

Chappi 

Command 

Deccan Traps 

0.691 

2.02 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.04 

0.06 

0.15 

0.001 

0.58 

0.42 


Kishorpura 

0832000304051300 

2.009 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.938 

2.57 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.10 

0.08 

0.003 

0.81 

0.59 


Kohri 

0832000304038900 

2.990 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.990 

7.31 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.30 

0.01 

0.002 

0.83 

0.60 


Kohri Jhar 

0832000304054400 

7.664 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.948 

3.04 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.15 

0.07 

0.004 

0.32 

0.24 


Koli 

0832000304047100 

2.542 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.481 

2.66 

0.010 

0.07 

0.02 

0.00 

0.00 

0.00 

0.09 

0.12 

0.29 

0.002 

0.49 

0.36 






Chappi 

Command 

Deccan Traps 

0.995 

2.66 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.07 

0.09 

0.20 

0.001 

0.33 

0.24 


Koloo Khera 

0832000304045000 

5.702 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.195 

3.87 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.01 

0.002 

0.18 

0.13 


Kookal Wara 

0832000304037700 

0.738 

Fresh 

Chappi 

Command 

Bhander Sandstone 

0.738 

1.50 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.06 

0.08 

0.22 

0.000 

0.84 

0.61 


Kookalwari 

0832000304037800 

1.711 

Fresh 

Chappi 

Command 

Bhander Sandstone 

1.711 

1.73 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.08 

0.17 

0.001 

0.84 

0.61 


Kotra Dayal 

0832000304036400 

2.890 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.474 

2.44 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.04 

0.000 

0.14 

0.10 






Chappi 

Command 

Bhander Sandstone 

1.587 

2.44 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.09 

0.15 

0.001 

0.46 

0.34 


Kushalpura 

0832000304051500 

3.477 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.590 

3.34 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.001 

0.14 

0.10 


Lasooriya Gend 

0832000304061000 

3.767 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.420 

3.20 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.07 

0.001 

0.31 

0.23 


Laxmipura 

0832000304045100 

1.789 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.761 

4.29 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.14 

0.11 

0.002 

0.83 

0.61 


Madanpura 

0832000304039000 

3.460 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.417 

7.51 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.28 

0.38 

0.08 

0.002 

0.82 

0.60 


Madanpura @ Churel 

0832000304044200 

1.024 

Fresh 

Chappi 

Command 

Deccan Traps 

1.024 

2.81 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.08 

0.14 

0.001 

0.84 

0.61 


Mala Tota 

0832000204017700 

4.472 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.499 

4.05 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.000 

0.09 

0.07 


Mangalpura 

0832000304057200 

2.336 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.538 

4.18 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.04 

0.001 

0.19 

0.14 


Mankund 

0832000204016800 

10.663 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.024 

3.78 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Bhander Sandstone 

0.238 

3.78 

0.010 

0.00 

0.00 

0.00 

0.00 

0.02 

-0.01 

-0.01 

0.00 

0.000 

0.02 

0.01 


Manpura 

0832000103996000 

3.922 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.633 

2.07 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.01 

0.002 

0.13 

0.10 


Manpura Lodhan 

0832000304056000 

3.511 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.788 

3.14 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.12 

0.00 

0.004 

0.66 

0.49 


Manya Kheri 

0832000304044400 

1.096 

Fresh 

Chappi 

Command 

Deccan Traps 

1.096 

2.80 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.04 

0.001 

0.84 

0.61 


Methoon 

0832000304040300 

6.020 

Fresh 

Chappi 

Command 

Deccan Traps 

6.020 

2.44 

0.010 

0.28 

0.07 

0.00 

0.00 

0.00 

0.36 

0.48 

1.10 

0.003 

0.84 

0.62 


Mirzapur 

0832000304035500 

1.606 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.606 

3.37 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.04 

0.001 

0.77 

0.58 


Mishroli 

0832000304038200 

5.113 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.838 

2.24 

0.010 

0.02 

0.01 

0.00 

0.00 

0.00 

0.03 

0.04 

0.09 

0.000 

0.13 

0.10 







Non-command 

Bhander Sandstone 

4.238 

2.24 

0.010 

0.12 

0.03 

0.00 

0.00 

0.00 

0.19 

0.25 

0.47 

0.002 

0.68 

0.50 


Moi Kalan 

0832000304060700 

3.548 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.548 

3.13 

0.010 

0.12 

0.03 

0.00 

0.00 

0.00 

0.20 

0.27 

0.48 

0.005 

0.83 

0.61 


Moi Khurd 

0832000304060800 

3.202 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.202 

3.13 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.13 

0.18 

0.16 

0.004 

0.83 

0.61 


Moreli 

0832000304036500 

4.710 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.004 

2.89 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mothpuriya 

0832000304056500 

2.573 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.573 

3.17 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.15 

0.13 

0.003 

0.83 

0.61 


Motipura 

0832000304045600 

1.831 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.139 

4.50 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.06 

0.05 



0832000304060200 

1.137 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.137 

3.17 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.06 

0.001 

0.83 

0.61 


Nainkot 

0832000304035800 

0.711 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.711 

3.04 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.04 

0.06 

0.11 

0.000 

0.80 

0.59 


Napanya 

0832000304057100 

1.760 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.055 

4.64 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.03 

0.02 


Narera 

0832000304038400 

0.939 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.939 

3.09 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.04 

0.000 

0.81 

0.60 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Gordhanpura Near Koli 

083200030405090C 

0.05 

0.04 

118.11 

0.05 

0.01 

0.06 

0.06 

0.82 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.103 

0.005 

0.098 

0.212 

215.84 

Over Exploited 



0.05 

0.00 

1,319.92 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

0.0013 

0.0016 

- 

0.003 

0.003 

0.003 

0.000 

0.003 

0.012 

407.12 

Over Exploited 

Gorya Khera 

083200030404790C 

0.05 

0.00 

(205,647.37) 

0.00 

0.06 

0.06 

0.00 

0.02 

- 

- 

0.0008 

0.0009 

0.085 

0.087 

0.087 

0.144 

0.007 

0.136 

0.006 

4.44 

Safe 

Gujri 

0832000309903100 

0.07 

0.02 

318.52 

0.02 

0.00 

0.02 

0.03 

0.46 

- 

0.0200 

0.0072 

0.0070 

0.004 

0.038 

0.038 

0.059 

0.003 

0.056 

0.114 

203.71 

Over Exploited 

Gul Kheri 

0832000304047200 

0.05 

0.01 

578.72 

0.01 

0.01 

0.02 

0.02 

0.28 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.052 

0.003 

0.050 

0.163 

327.98 

Over Exploited 



0.05 

0.02 

430.30 

0.02 

0.01 

0.03 

0.02 

0.36 

- 

0.0400 

0.0176 

0.0212 

- 

0.079 

0.079 

0.110 

0.005 

0.104 

0.211 

202.80 

Over Exploited 

Guradi 

0832000304053900 

0.05 

0.13 

73.73 

0.16 

0.02 

0.18 

0.06 

0.90 

- 

0.0800 

- 

- 

0.001 

0.081 

0.081 

0.260 

0.013 

0.247 

0.424 

171.87 

Over Exploited 

Gurha 

0832000204015800 

0.05 

0.00 

2,016.96 

0.00 

0.00 

0.00 

0.01 

0.09 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

0.000 

0.003 

0.022 

755.32 

Over Exploited 

Hanoti 

0832000304035700 

0.10 

0.05 

9.48 

0.05 

0.00 

0.05 

0.06 

0.84 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.061 

0.003 

0.058 

0.078 

134.28 

Over Exploited 

Haripura 

0832000304046500 

0.05 

0.00 

(6,477.13) 

0.00 

0.01 

0.01 

0.00 

0.06 

- 

- 

- 

- 

0.014 

0.014 

0.014 

0.024 

0.001 

0.023 

0.006 

26.92 

Safe 

Harnawada Khurd 

0832000304059300 

0.05 

0.02 

151.99 

0.02 

- 

0.02 

0.06 

0.90 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.032 

0.002 

0.031 

0.061 

197.21 

Over Exploited 

Islampura 

0832000304058900 

0.05 

0.09 

94.52 

0.11 

0.02 

0.13 

0.06 

0.90 

- 

0.0600 

- 

- 

0.000 

0.060 

0.060 

0.192 

0.010 

0.183 

0.315 

172.49 

Over Exploited 

Jamunya Kalan 

0832000304036000 

0.10 

0.06 

3.68 

0.07 

- 

0.07 

0.03 

0.43 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.076 

0.004 

0.072 

0.079 

109.60 

Over Exploited 



0.10 

0.07 

(2.63) 

0.07 

- 

0.07 

0.03 

0.45 

- 

0.0100 

0.0281 

0.0338 

- 

0.072 

0.072 

0.139 

0.007 

0.132 

0.079 

59.59 

Safe 

Jamunya Khurd 

0832000304036300 

0.10 

0.01 

138.37 

0.01 

0.00 

0.01 

0.02 

0.23 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.027 

0.001 

0.026 

0.042 

163.28 

Over Exploited 



0.10 

0.08 

(27.66) 

0.07 

0.01 

0.08 

0.05 

0.67 

- 

0.0200 

0.0225 

0.0270 

0.004 

0.073 

0.073 

0.151 

0.008 

0.144 

0.115 

79.90 

Semi Critical 

Jheekariya 

0832000304054100 

0.05 

0.17 

88.39 

0.21 

0.02 

0.23 

0.06 

0.90 

- 

0.1100 

- 

- 

0.001 

0.111 

0.111 

0.340 

0.017 

0.323 

0.617 

191.30 

Over Exploited 

Kalwa 

0832000304035600 

0.10 

0.05 

3.76 

0.05 

0.00 

0.05 

0.06 

0.84 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.065 

0.003 

0.062 

0.066 

107.07 

Over Exploited 

Kalya Kheri 

0832000304044300 

0.05 

0.04 

57.94 

0.05 

- 

0.05 

0.06 

0.90 

- 

0.0100 

0.0139 

0.0134 

- 

0.037 

0.037 

0.087 

0.004 

0.082 

0.097 

118.29 

Over Exploited 

Katphala 

0832000304040000 

0.07 

0.21 

(44.75) 

0.17 

0.01 

0.18 

0.06 

0.90 

- 

0.0200 

0.0624 

0.0751 

- 

0.158 

0.158 

0.338 

0.017 

0.321 

0.134 

41.65 

Safe 

Katphali 

0832000304039900 

0.07 

0.10 

40.00 

0.12 

- 

0.12 

0.04 

0.61 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.142 

0.007 

0.135 

0.085 

63.38 

Safe 



0.07 

0.01 

407.07 

0.01 

- 

0.01 

0.01 

0.19 

- 

- 

0.0112 

0.0108 

- 

0.022 

0.022 

0.034 

0.002 

0.032 

0.024 

76.65 

Semi Critical 

Khajoori 

0832000304056200 

0.05 

0.13 

20.76 

0.15 

0.00 

0.15 

0.06 

0.89 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.168 

0.008 

0.159 

0.082 

51.51 

Safe 

Khariya 

0832000304059200 

0.05 

0.08 

22.89 

0.09 

- 

0.09 

0.06 

0.89 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.105 

0.005 

0.099 

0.056 

56.74 

Safe 

Kharpa 

0832000304040500 

0.07 

0.17 

24.09 

0.20 

0.03 

0.23 

0.06 

0.90 

- 

0.0800 

0.0494 

0.0595 

0.000 

0.189 

0.189 

0.424 

0.021 

0.403 

0.428 

106.09 

Over Exploited 

Kherkhera Near Amrit Kheri 

0832000304051200 

0.05 

0.10 

0.55 

0.10 

0.00 

0.10 

0.06 

0.88 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.110 

0.006 

0.105 

0.057 

54.45 

Safe 



0.05 

0.00 

2,875.05 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

0.0006 

0.0006 

0.001 

0.002 

0.002 

0.002 

0.000 

0.002 

0.000 

2.56 

Safe 

Kherkhera Near Kishorpura 

0832000304047300 

0.05 

0.02 

254.08 

0.03 

0.01 

0.04 

0.03 

0.42 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.069 

0.003 

0.066 

0.140 

212.76 

Over Exploited 



0.05 

0.00 

912.88 

0.00 

- 

0.00 

0.01 

0.14 

- 

0.0100 

0.0073 

0.0088 

- 

0.026 

0.026 

0.030 

0.001 

0.028 

0.049 

172.47 

Over Exploited 

Khokharya 

0832000304060500 

0.05 

0.08 

19.91 

0.10 

- 

0.10 

0.06 

0.89 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.110 

0.005 

0.104 

0.033 

31.22 

Safe 

Khokhera Lala 

0832000304035900 

0.10 

0.15 

(39.97) 

0.12 

0.01 

0.13 

0.06 

0.87 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.149 

0.007 

0.142 

0.109 

76.97 

Semi Critical 

Khokhera Ramchandra 

0832000304040600 

0.07 

0.08 

20.30 

0.09 

0.00 

0.09 

0.05 

0.75 

- 

0.0100 

0.0219 

0.0211 

0.005 

0.058 

0.058 

0.151 

0.008 

0.143 

0.061 

42.40 

Safe 

Khuri 

0832000304043000 

0.05 

0.02 

196.14 

0.02 

0.01 

0.03 

0.04 

0.62 

- 

0.0300 

0.0118 

0.0142 

0.001 

0.057 

0.057 

0.092 

0.005 

0.087 

0.151 

173.37 

Over Exploited 

Kishorpura 

0832000304051300 

0.05 

0.08 

21.71 

0.09 

- 

0.09 

0.06 

0.87 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.114 

0.006 

0.108 

0.087 

80.04 

Semi Critical 

Kohri 

0832000304038900 

0.07 

0.17 

73.44 

0.21 

- 

0.21 

0.06 

0.89 

- 

- 

- 

- 

- 

- 

- 

0.208 

0.010 

0.198 

0.014 

6.85 

Safe 

Kohri Jhar 

0832000304054400 

0.05 

0.05 

211.61 

0.06 

0.00 

0.06 

0.02 

0.34 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.070 

0.004 

0.067 

0.076 

113.56 

Over Exploited 

Koli 

0832000304047100 

0.05 

0.04 

236.73 

0.04 

0.02 

0.06 

0.04 

0.52 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.123 

0.006 

0.117 

0.296 

252.49 

Over Exploited 



0.05 

0.02 

454.54 

0.02 

0.01 

0.03 

0.02 

0.35 

- 

0.0400 

0.0170 

0.0205 

- 

0.078 

0.078 

0.107 

0.005 

0.102 

0.199 

195.90 

Over Exploited 

Koloo Khera 

0832000304045000 

0.05 

0.01 

486.64 

0.01 

0.00 

0.01 

0.01 

0.19 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.014 

0.001 

0.013 

0.014 

101.10 

Over Exploited 

Kookal Wara 

0832000304037700 

0.10 

0.06 

34.76 

0.07 

0.01 

0.08 

0.06 

0.90 

- 

0.0400 

0.0126 

0.0152 

- 

0.068 

0.068 

0.152 

0.008 

0.144 

0.222 

154.12 

Over Exploited 

Kookalwari 

0832000304037800 

0.10 

0.14 

(43.36) 

0.11 

0.01 

0.12 

0.06 

0.90 

- 

0.0300 

0.0292 

0.0352 

- 

0.094 

0.094 

0.219 

0.011 

0.208 

0.169 

81.14 

Semi Critical 

Kotra Dayal 

0832000304036400 

0.10 

0.01 

351.24 

0.01 

- 

0.01 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.042 

249.57 

Over Exploited 



0.10 

0.07 

28.06 

0.09 

0.01 

0.10 

0.03 

0.49 

- 

0.0300 

0.0271 

0.0326 

- 

0.090 

0.090 

0.188 

0.009 

0.178 

0.151 

84.67 

Semi Critical 

Kushalpura 

0832000304051500 

0.05 

0.00 

542.02 

0.01 

- 

0.01 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.001 

16.00 

Safe 

Lasooriya Gend 

0832000304061000 

0.07 

0.03 

180.91 

0.04 

0.00 

0.04 

0.02 

0.34 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.050 

0.003 

0.048 

0.067 

139.48 

Over Exploited 

Laxmipura 

0832000304045100 

0.05 

0.07 

97.86 

0.09 

- 

0.09 

0.06 

0.89 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.098 

0.005 

0.093 

0.110 

118.89 

Over Exploited 

Madanpura 

0832000304039000 

0.07 

0.20 

92.98 

0.24 

0.00 

0.24 

0.06 

0.88 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.258 

0.013 

0.245 

0.086 

34.95 

Safe 

Madanpura @ Churel 

0832000304044200 

0.05 

0.04 

83.53 

0.05 

0.01 

0.06 

0.06 

0.90 

- 

0.0200 

0.0146 

0.0140 

0.002 

0.050 

0.050 

0.113 

0.006 

0.107 

0.145 

135.61 

Over Exploited 

Mala Tota 

0832000204017700 

0.05 

0.00 

1,108.51 

0.00 

0.00 

0.00 

0.01 

0.10 

- 

- 

- 

- 

0.000 

- 

- 

0.003 

0.000 

0.003 

0.005 

188.46 

Over Exploited 

Mangalpura 

0832000304057200 

0.05 

0.01 

742.35 

0.01 

0.00 

0.01 

0.01 

0.21 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.017 

0.001 

0.016 

0.043 

263.01 

Over Exploited 

Mankund 

0832000204016800 

0.05 

0.00 

(55,713.58) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.004 

0.000 

0.004 

- 

- 

Safe 



0.05 

0.00 

(5,884.12) 

0.00 

0.02 

0.02 

0.00 

0.02 

- 

- 

- 

- 

0.027 

0.027 

0.027 

0.046 

0.002 

0.043 

- 

- 

Safe 

Manpura 

0832000103996000 

0.11 

0.01 

287.27 

0.01 

- 

0.01 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.010 

0.010 

91.66 

Critical 

Manpura Lodhan 

0832000304056000 

0.05 

0.09 

28.92 

0.11 

0.00 

0.11 

0.05 

0.71 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.111 

0.006 

0.105 

0.004 

3.43 

Safe 

Manya Kheri 

0832000304044400 

0.05 

0.05 

20.85 

0.06 

- 

0.06 

0.06 

0.90 

- 

- 

0.0156 

0.0150 

- 

0.031 

0.031 

0.086 

0.004 

0.081 

0.037 

45.96 

Safe 

Methoon 

0832000304040300 

0.07 

0.35 

36.84 

0.43 

0.07 

0.50 

0.06 

0.90 

- 

0.2100 

0.1029 

0.1239 

0.002 

0.439 

0.439 

0.936 

0.047 

0.889 

1.107 

124.56 

Over Exploited 

Mirzapur 

0832000304035500 

0.10 

0.12 

(31.12) 

0.10 

0.00 

0.10 

0.05 

0.82 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.110 

0.005 

0.104 

0.043 

41.15 

Safe 

Mishroli 

0832000304038200 

0.07 

0.01 

395.36 

0.01 

0.01 

0.02 

0.01 

0.14 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.039 

0.002 

0.038 

0.090 

241.03 

Over Exploited 



0.10 

0.29 

(12.81) 

0.25 

0.03 

0.28 

0.05 

0.73 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.372 

0.019 

0.353 

0.470 

133.12 

Over Exploited 

Moi Kalan 

0832000304060700 

0.05 

0.15 

84.52 

0.18 

0.03 

0.21 

0.06 

0.89 

- 

0.0900 

- 

- 

0.002 

0.092 

0.092 

0.300 

0.015 

0.285 

0.485 

169.95 

Over Exploited 

Moi Khurd 

0832000304060800 

0.05 

0.13 

32.96 

0.16 

0.01 

0.17 

0.06 

0.89 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.200 

0.010 

0.190 

0.166 

87.30 

Semi Critical 

Moreli 

0832000304036500 

0.10 

0.00 

39,738.82 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mothpuriya 

0832000304056500 

0.05 

0.11 

41.26 

0.13 

0.00 

0.13 

0.06 

0.90 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.149 

0.007 

0.142 

0.135 

95.42 

Critical 

Motipura 

0832000304045600 

0.05 

0.00 

1,638.43 

0.00 

0.00 

0.00 

0.00 

0.07 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.012 

621.64 

Over Exploited 


0832000304060200 

0.05 

0.05 

60.99 

0.06 

0.00 

0.06 

0.06 

0.89 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.067 

0.003 

0.064 

0.061 

96.48 

Critical 

Nainkot 

0832000304035800 

0.10 

0.06 

(1.13) 

0.06 

0.01 

0.07 

0.06 

0.85 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.086 

0.004 

0.082 

0.114 

139.99 

Over Exploited 

Napanya 

0832000304057100 

0.05 

0.00 

4,668.80 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

7,469.15 

Over Exploited 

Narera 

0832000304038400 

0.10 

0.08 

(30.25) 

0.06 

- 

0.06 

0.06 

0.87 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.071 

0.004 

0.067 

0.042 

63.08 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Naya Gaon 

083200030403860C 

5.194 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.008 

4.03 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.19 

0.07 

0.002 

0.47 

0.35 







Non-command 

Bhander Sandstone 

2.177 

4.03 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.13 

0.05 

0.001 

0.34 

0.25 



083200030404450C 

6.045 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.199 

3.25 

0.010 

0.02 

0.00 

0.00 

0.00 

0.01 

0.08 

0.11 

0.07 

0.003 

0.30 

0.22 






Chappi 

Command 

Deccan Traps 

2.515 

3.25 

0.010 

0.02 

0.00 

0.00 

0.00 

0.01 

0.09 

0.12 

0.07 

0.003 

0.35 

0.25 



083200030404490C 

4.603 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.383 

3.82 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.19 

0.05 

0.004 

0.62 

0.45 


Naya Khera 

083200030405700C 

2.128 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.128 

3.11 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.04 

0.003 

0.84 

0.61 


Neem Khera 

083200030405430C 

1.201 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.170 

2.83 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.06 

0.002 

0.81 

0.60 


Pachola 

0832000304047800 

2.141 

Fresh 

Chappi 

Command 

Deccan Traps 

0.118 

2.15 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.03 

0.000 

0.05 

0.03 


Padliya 

0832000304038700 

5.482 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.361 

5.58 

0.010 

0.05 

0.01 

0.00 

0.00 

0.01 

0.32 

0.44 

0.19 

0.003 

0.81 

0.59 


Padlya 

0832000304047400 

1.946 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.008 

2.75 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Chappi 

Command 

Deccan Traps 

1.938 

2.75 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.11 

0.15 

0.003 

0.83 

0.61 


Parpati 

0832000304040400 

2.995 

Fresh 

Chappi 

Command 

Deccan Traps 

2.995 

2.53 

0.010 

0.07 

0.02 

0.00 

0.00 

0.00 

0.12 

0.17 

0.28 

0.002 

0.84 

0.62 


Patanuda 

0832000304037900 

1.706 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.698 

1.49 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.03 

0.04 

0.11 

0.000 

0.34 

0.25 






Chappi 

Command 

Bhander Sandstone 

1.008 

1.49 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.04 

0.06 

0.15 

0.001 

0.49 

0.36 


Patri 

0832000304056100 

1.384 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.384 

3.06 

0.010 

0.07 

0.02 

0.00 

0.00 

0.00 

0.09 

0.13 

0.26 

0.002 

0.83 

0.61 


Peepaldi 

0832000304044100 

8.048 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.686 

3.41 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.15 

0.07 

0.003 

0.28 

0.20 






Chappi 

Command 

Deccan Traps 

5.362 

3.41 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.21 

0.28 

0.14 

0.007 

0.56 

0.41 


Peethapura 

0832000304060900 

5.820 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.656 

3.15 

0.010 

0.08 

0.02 

0.00 

0.00 

0.00 

0.24 

0.32 

0.33 

0.007 

0.81 

0.59 


Polao 

0832000304036200 

4.528 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.150 

2.38 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.10 

0.08 

0.001 

0.39 

0.29 


Poli 

0832000304038000 

6.921 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.715 

1.55 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.07 

0.10 

0.10 

0.002 

0.45 

0.33 






Chappi 

Command 

Bhander Sandstone 

3.206 

1.55 

0.010 

0.02 

0.01 

0.00 

0.00 

0.00 

0.06 

0.08 

0.08 

0.002 

0.39 

0.28 


Prithipura 

0832000304060400 

0.954 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.954 

3.16 

0.010 

0.02 

0.01 

0.00 

0.00 

0.00 

0.04 

0.05 

0.08 

0.001 

0.83 

0.61 


Rampuriya Kalan 

0832000304059900 

1.022 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.022 

3.19 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.07 

0.10 

0.20 

0.001 

0.83 

0.61 


Rampuriya Khurd 

0832000304059100 

1.873 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.873 

3.24 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.10 

0.05 

0.002 

0.83 

0.61 


Raredi 

0832000204015900 

6.667 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.546 

3.95 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.000 

0.07 

0.05 


Ratanpura 

0832000304038100 

3.970 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.272 

1.75 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.000 

0.06 

0.04 







Non-command 

Bhander Sandstone 

3.249 

1.75 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.10 

0.13 

0.19 

0.002 

0.68 

0.50 






Chappi 

Command 

Deccan Traps 

0.017 

1.75 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Bhander Sandstone 

0.386 

1.75 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.000 

0.08 

0.06 


Rawans Veeran 

0832000103995600 

2.319 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.308 

1.97 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.08 

0.06 


Reenchhwa 

0832000304037400 

8.918 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.031 

2.79 

0.010 

0.02 

0.01 

0.00 

0.00 

0.00 

0.04 

0.05 

0.08 

0.001 

0.10 

0.07 






Chappi 

Command 

Bhander Sandstone 

5.463 

2.79 

0.010 

0.11 

0.03 

0.00 

0.00 

0.00 

0.23 

0.32 

0.46 

0.003 

0.52 

0.38 


Rooppura 

0832000304039400 

1.318 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.318 

5.19 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.00 

0.002 

0.83 

0.61 


Sagoriya 

0832000304056900 

2.329 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.329 

2.86 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.13 

0.17 

0.003 

0.84 

0.61 


Sankheri 

0832000304043500 

2.123 

Fresh 

Chappi 

Command 

Deccan Traps 

2.123 

2.50 

0.010 

0.06 

0.02 

0.00 

0.00 

0.00 

0.09 

0.13 

0.24 

0.003 

0.84 

0.62 


Sar Bulandpura 

0832000304059000 

1.964 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.964 

3.27 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.10 

0.04 

0.003 

0.83 

0.61 


Sara Kuan 

0832000304035300 

3.450 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.432 

3.69 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.21 

0.11 

0.002 

0.79 

0.58 


Sarda 

0832000304060300 

1.764 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.764 

3.16 

0.010 

0.11 

0.03 

0.00 

0.00 

0.00 

0.14 

0.19 

0.46 

0.002 

0.83 

0.61 


Sawalda 

0832000304046800 

4.120 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.999 

2.88 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.01 

0.001 

0.20 

0.15 


Semal Khera 

0832000204022500 

5.926 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.043 

4.95 

0.010 

0.04 

0.01 

0.00 

0.00 

0.01 

0.22 

0.31 

0.16 

0.005 

0.57 

0.41 


Semli 

0832000304046200 

1.449 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.469 

4.55 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.03 

0.001 

0.27 

0.20 


Semli Kalan 

0832000304048200 

4.006 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.311 

2.55 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.000 

0.07 

0.05 


Sendari 

0832000304047500 

1.679 

Fresh 

Chappi 

Command 

Deccan Traps 

1.679 

2.80 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.07 

0.002 

0.84 

0.61 


Sewanya 

0832000103994900 

1.982 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.042 

4.05 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Sewanya Kalan 

0832000204022600 

0.372 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.364 

3.56 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.000 

0.82 

0.60 


Sewanya Khurd 

0832000304039300 

5.238 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.219 

4.11 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.29 

0.00 

0.007 

0.83 

0.61 


Shyopura 

0832000304059600 

1.627 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.627 

3.20 

0.010 

0.02 

0.01 

0.00 

0.00 

0.00 

0.06 

0.08 

0.10 

0.002 

0.83 

0.61 


Sohan Khera 

0832000304056700 

1.709 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.709 

3.18 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.05 

0.002 

0.83 

0.61 


Talawara 

0832000304058700 

3.065 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.065 

3.29 

0.010 

0.01 

0.00 

0.00 

0.00 

0.01 

0.11 

0.14 

0.03 

0.004 

0.84 

0.61 


Taraj 

0832000103995400 

21.091 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

17.475 

7.18 

0.020 

0.14 

0.02 

0.00 

0.00 

0.00 

2.63 

3.32 

0.49 

0.044 

0.54 

0.43 


Tekla 

0832000204022700 

3.360 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.212 

3.50 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.05 

0.04 


Thanawad 

0832000304035400 

7.214 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

7.214 

2.95 

0.010 

0.21 

0.05 

0.00 

0.00 

0.00 

0.37 

0.50 

0.84 

0.004 

0.80 

0.59 


Tharaul 

0832000304037500 

2.891 

Fresh 

Chappi 

Command 

Deccan Traps 

2.090 

2.55 

0.010 

0.08 

0.02 

0.00 

0.00 

0.00 

0.11 

0.15 

0.33 

0.001 

0.61 

0.45 







Command 

Bhander Sandstone 

0.801 

2.55 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.04 

0.06 

0.13 

0.000 

0.23 

0.17 


Toda 

0832000304054000 

1.038 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.038 

2.60 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.05 

0.001 

0.83 

0.61 


Tol Khera 

0832000304060000 

1.166 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.166 

3.18 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.06 

0.08 

0.13 

0.002 

0.83 

0.61 


Uchawada 

0832000304046900 

4.240 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.175 

2.76 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.12 

0.17 

0.003 

0.43 

0.32 






Chappi 

Command 

Deccan Traps 

1.954 

2.76 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.11 

0.15 

0.003 

0.39 

0.28 


Uchawadi 

0832000304047000 

0.523 

Fresh 

Chappi 

Command 

Deccan Traps 

0.523 

2.66 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.07 

0.001 

0.84 

0.61 

08004030 

Agariya 

0832000204031100 

2.276 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.071 

4.46 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.17 

0.13 

0.003 

0.81 

0.60 


Amarpura 

0832000204034700 

0.959 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.959 

4.29 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.08 

0.001 

0.89 

0.65 


Amlawada 

0832000304057400 

4.567 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.567 

4.81 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.25 

0.34 

0.13 

0.006 

0.85 

0.62 


Anandpura 

0832000204030600 

1.019 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.095 

4.15 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.000 

0.08 

0.06 



0832000304058400 

2.799 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.148 

3.62 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.06 

0.001 

0.34 

0.25 


Ardi Khera 

0832000304046700 

1.454 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.454 

3.24 

0.010 

0.00 

0.00 

0.00 

0.00 

0.01 

0.04 

0.06 

0.00 

0.002 

0.84 

0.61 


Bahari Kalan 

0832000304052700 

2.683 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.683 

3.85 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.15 

0.05 

0.003 

0.86 

0.63 


Bahari Khurd 

0832000304052800 

2.113 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.113 

3.94 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.13 

0.05 

0.003 

0.86 

0.63 


Bairagarh 

0832000304044700 

1.515 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.296 

4.59 

0.010 

0.07 

0.01 

0.00 

0.00 

0.00 

0.07 

0.10 

0.28 

0.000 

0.16 

0.12 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Naya Gaon 

0832000304038600 

0.07 

0.10 

93.52 

0.12 

- 

0.12 

0.03 

0.51 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.130 

0.006 

0.123 

0.068 

54.79 

Safe 



0.10 

0.07 

77.95 

0.09 

0.00 

0.09 

0.03 

0.37 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.101 

0.005 

0.096 

0.049 

51.12 

Safe 


0832000304044500 

0.05 

0.03 

223.99 

0.04 

0.01 

0.05 

0.02 

0.33 

- 

0.0100 

- 

- 

0.018 

0.028 

0.028 

0.081 

0.004 

0.077 

0.069 

89.93 

Semi Critical 



0.05 

0.04 

179.67 

0.05 

0.01 

0.06 

0.03 

0.37 

- 

0.0100 

0.0358 

0.0345 

0.018 

0.099 

0.099 

0.163 

0.008 

0.155 

0.075 

48.54 

Safe 


0832000304044900 

0.05 

0.10 

77.65 

0.13 

0.00 

0.13 

0.05 

0.67 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.144 

0.007 

0.137 

0.058 

42.70 

Safe 

Naya Khera 

0832000304057000 

0.05 

0.09 

15.93 

0.10 

0.00 

0.10 

0.06 

0.90 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.114 

0.006 

0.109 

0.045 

41.16 

Safe 

Neem Khera 

0832000304054300 

0.05 

0.05 

52.08 

0.06 

- 

0.06 

0.06 

0.87 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.067 

0.003 

0.064 

0.062 

96.57 

Critical 

Pachola 

0832000304047800 

0.05 

0.00 

5,765.93 

0.00 

0.00 

0.00 

0.00 

0.05 

- 

0.0100 

0.0020 

0.0024 

0.001 

0.016 

0.016 

0.017 

0.001 

0.016 

0.030 

190.45 

Over Exploited 

Padliya 

0832000304038700 

0.07 

0.30 

46.77 

0.36 

0.02 

0.39 

0.06 

0.87 

- 

0.0300 

- 

- 

0.022 

0.052 

0.052 

0.439 

0.022 

0.417 

0.189 

45.26 

Safe 

Padlya 

0832000304047400 

0.05 

0.00 

7,651.71 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.08 

40.21 

0.10 

0.01 

0.11 

0.06 

0.90 

- 

0.0300 

0.0276 

0.0266 

0.000 

0.084 

0.084 

0.192 

0.010 

0.182 

0.153 

83.80 

Semi Critical 

Parpati 

0832000304040400 

0.07 

0.18 

(3.99) 

0.17 

0.02 

0.19 

0.06 

0.90 

- 

0.0500 

0.0512 

0.0616 

0.002 

0.165 

0.165 

0.356 

0.018 

0.338 

0.284 

83.81 

Semi Critical 

Patanuda 

0832000304037900 

0.10 

0.02 

61.76 

0.03 

0.01 

0.04 

0.03 

0.37 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.064 

0.003 

0.061 

0.108 

177.88 

Over Exploited 



0.10 

0.05 

17.44 

0.06 

0.01 

0.07 

0.04 

0.53 

- 

0.0300 

0.0172 

0.0207 

0.003 

0.071 

0.071 

0.142 

0.007 

0.135 

0.151 

111.79 

Over Exploited 

Patri 

0832000304056100 

0.05 

0.06 

117.96 

0.07 

0.02 

0.09 

0.06 

0.90 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.139 

0.007 

0.132 

0.260 

196.45 

Over Exploited 

Peepaldi 

0832000304044100 

0.05 

0.04 

291.86 

0.04 

0.00 

0.05 

0.02 

0.30 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.065 

0.003 

0.062 

0.069 

112.23 

Over Exploited 



0.05 

0.15 

90.98 

0.18 

0.01 

0.19 

0.04 

0.60 

- 

0.0200 

0.0764 

0.0735 

0.006 

0.176 

0.176 

0.369 

0.018 

0.351 

0.145 

41.34 

Safe 

Peethapura 

0832000304060900 

0.05 

0.23 

41.80 

0.27 

0.02 

0.29 

0.06 

0.87 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.354 

0.018 

0.337 

0.337 

100.23 

Over Exploited 

Polao 

0832000304036200 

0.10 

0.08 

14.08 

0.10 

- 

0.10 

0.03 

0.42 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.107 

0.005 

0.101 

0.079 

77.98 

Semi Critical 

Poli 

0832000304038000 

0.10 

0.17 

(39.82) 

0.13 

0.01 

0.15 

0.03 

0.48 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.173 

0.009 

0.164 

0.104 

63.23 

Safe 



0.10 

0.12 

(38.92) 

0.10 

0.01 

0.11 

0.03 

0.41 

- 

0.0200 

0.0548 

0.0659 

0.006 

0.147 

0.147 

0.260 

0.013 

0.247 

0.086 

34.69 

Safe 

Prithipura 

0832000304060400 

0.05 

0.04 

37.43 

0.05 

0.01 

0.06 

0.06 

0.89 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.078 

0.004 

0.074 

0.085 

115.51 

Over Exploited 

Rampuriya Kalan 

0832000304059900 

0.05 

0.04 

132.25 

0.05 

0.01 

0.06 

0.06 

0.90 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.101 

0.005 

0.096 

0.205 

213.67 

Over Exploited 

Rampuriya Khurd 

0832000304059100 

0.05 

0.08 

23.66 

0.09 

- 

0.09 

0.06 

0.89 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.104 

0.005 

0.098 

0.050 

51.26 

Safe 

Raredi 

0832000204015900 

0.05 

0.00 

1,513.10 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.007 

334.63 

Over Exploited 

Ratanpura 

0832000304038100 

0.07 

0.00 

498.35 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.018 

1,464.91 

Over Exploited 



0.10 

0.22 

(40.27) 

0.18 

0.01 

0.19 

0.05 

0.73 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.217 

0.011 

0.206 

0.188 

91.08 

Critical 



0.07 

0.00 

8,952.28 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.10 

0.00 

633.35 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

0.0066 

0.0079 

- 

0.015 

0.015 

0.018 

0.001 

0.017 

0.024 

139.61 

Over Exploited 

Rawans Veeran 

0832000103995600 

0.11 

0.00 

461.33 

0.00 

- 

0.00 

0.00 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.001 

26.02 

Safe 

Reenchhwa 

0832000304037400 

0.10 

0.01 

428.16 

0.01 

0.01 

0.02 

0.01 

0.10 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.042 

0.002 

0.040 

0.085 

211.77 

Over Exploited 



0.10 

0.28 

12.73 

0.32 

0.03 

0.35 

0.04 

0.55 

- 

0.0900 

0.0934 

0.1124 

- 

0.296 

0.296 

0.643 

0.032 

0.611 

0.459 

75.12 

Semi Critical 

Rooppura 

0832000304039400 

0.05 

0.05 

70.00 

0.07 

0.00 

0.07 

0.06 

0.89 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.067 

0.003 

0.063 

0.002 

2.70 

Safe 

Sagoriya 

0832000304056900 

0.05 

0.10 

34.55 

0.12 

0.01 

0.13 

0.06 

0.90 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.158 

0.008 

0.150 

0.171 

113.71 

Over Exploited 

Sankheri 

0832000304043500 

0.05 

0.09 

42.32 

0.11 

0.02 

0.13 

0.06 

0.90 

- 

0.0500 

0.0363 

0.0437 

- 

0.130 

0.130 

0.257 

0.013 

0.244 

0.243 

99.39 

Critical 

Sar Bulandpura 

0832000304059000 

0.05 

0.08 

21.96 

0.10 

0.00 

0.10 

0.06 

0.90 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.111 

0.006 

0.105 

0.039 

36.56 

Safe 

Sara Kuan 

0832000304035300 

0.10 

0.27 

(21.56) 

0.22 

- 

0.22 

0.06 

0.85 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.236 

0.012 

0.225 

0.116 

51.55 

Safe 

Sarda 

0832000304060300 

0.05 

0.07 

151.62 

0.09 

0.03 

0.12 

0.06 

0.89 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.208 

0.010 

0.198 

0.458 

231.67 

Over Exploited 

Sawalda 

0832000304046800 

0.05 

0.01 

285.04 

0.01 

0.00 

0.01 

0.01 

0.22 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.013 

0.001 

0.012 

0.007 

60.55 

Safe 

Semal Khera 

0832000204022500 

0.05 

0.12 

168.66 

0.14 

0.02 

0.15 

0.04 

0.61 

- 

0.0300 

- 

- 

0.008 

0.038 

0.038 

0.192 

0.010 

0.182 

0.167 

91.91 

Critical 

Semli 

0832000304046200 

0.05 

0.01 

540.97 

0.01 

0.00 

0.01 

0.02 

0.29 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.011 

0.001 

0.011 

0.031 

281.48 

Over Exploited 

Semli Kalan 

0832000304048200 

0.05 

0.00 

2,310.06 

0.00 

- 

0.00 

0.00 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.011 

0.054 

510.62 

Over Exploited 

Sendari 

0832000304047500 

0.05 

0.07 

29.84 

0.08 

- 

0.08 

0.06 

0.90 

- 

0.0100 

0.0239 

0.0230 

- 

0.057 

0.057 

0.141 

0.007 

0.134 

0.074 

55.26 

Safe 

Sewanya 

0832000103994900 

0.11 

0.00 

7,400.54 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

13,333.94 

Over Exploited 

Sewanya Kalan 

0832000204022600 

0.05 

0.01 

19.66 

0.02 

- 

0.02 

0.06 

0.88 

- 

- 

- 

- 

- 

- 

- 

0.018 

0.001 

0.017 

0.000 

2.77 

Safe 

Sewanya Khurd 

0832000304039300 

0.05 

0.22 

34.40 

0.26 

0.00 

0.26 

0.06 

0.90 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.263 

0.013 

0.250 

0.007 

2.70 

Safe 

Shyopura 

0832000304059600 

0.05 

0.07 

23.95 

0.08 

0.01 

0.09 

0.06 

0.89 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.112 

0.006 

0.107 

0.098 

91.93 

Critical 

Sohan Khera 

0832000304056700 

0.05 

0.07 

17.38 

0.08 

0.00 

0.09 

0.06 

0.90 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.101 

0.005 

0.096 

0.050 

52.31 

Safe 

Talawara 

0832000304058700 

0.05 

0.13 

11.77 

0.14 

0.01 

0.15 

0.06 

0.90 

- 

0.0100 

- 

- 

0.009 

0.019 

0.019 

0.168 

0.008 

0.160 

0.034 

21.28 

Safe 

Taraj 

0832000103995400 

0.11 

1.04 

218.15 

1.25 

0.02 

1.27 

0.04 

0.58 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

1.362 

0.068 

1.294 

0.531 

41.05 

Safe 

Tekla 

0832000204022700 

0.05 

0.00 

1,708.13 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.018 

2,841.63 

Over Exploited 

Thanawad 

0832000304035400 

0.10 

0.58 

(13.39) 

0.50 

0.05 

0.55 

0.06 

0.86 

- 

0.1600 

- 

- 

0.003 

0.163 

0.163 

0.717 

0.036 

0.681 

0.844 

123.93 

Over Exploited 

Tharaul 

0832000304037500 

0.07 

0.09 

73.48 

0.11 

0.02 

0.13 

0.05 

0.65 

- 

0.0600 

0.0357 

0.0430 

- 

0.139 

0.139 

0.266 

0.013 

0.252 

0.329 

130.47 

Over Exploited 



0.10 

0.02 

195.03 

0.02 

0.01 

0.03 

0.02 

0.25 

- 

0.0200 

0.0137 

0.0165 

- 

0.050 

0.050 

0.083 

0.004 

0.078 

0.126 

161.08 

Over Exploited 

Toda 

0832000304054000 

0.05 

0.04 

15.63 

0.05 

0.00 

0.05 

0.06 

0.90 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.061 

0.003 

0.058 

0.055 

95.86 

Critical 

Tol Khera 

0832000304060000 

0.05 

0.05 

59.51 

0.06 

0.01 

0.07 

0.06 

0.90 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.089 

0.004 

0.084 

0.134 

158.09 

Over Exploited 

Uchawada 

0832000304046900 

0.05 

0.05 

148.93 

0.06 

0.01 

0.07 

0.03 

0.46 

- 

0.0300 

- 

- 

0.007 

0.037 

0.037 

0.108 

0.005 

0.102 

0.171 

166.67 

Over Exploited 



0.05 

0.04 

186.47 

0.05 

0.01 

0.06 

0.03 

0.41 

- 

0.0300 

0.0278 

0.0268 

0.007 

0.092 

0.092 

0.152 

0.008 

0.144 

0.153 

105.79 

Over Exploited 

Uchawadi 

0832000304047000 

0.05 

0.02 

110.89 

0.03 

- 

0.03 

0.06 

0.90 

- 

0.0100 

0.0089 

0.0108 

- 

0.030 

0.030 

0.056 

0.003 

0.053 

0.067 

125.36 

Over Exploited 

Agariya 

0832000204031100 

0.05 

0.08 

98.09 

0.10 

- 

0.10 

0.06 

0.87 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.121 

0.006 

0.115 

0.135 

117.06 

Over Exploited 

Amarpura 

0832000204034700 

0.05 

0.04 

84.11 

0.05 

0.00 

0.05 

0.06 

0.95 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.080 

0.004 

0.076 

0.085 

112.44 

Over Exploited 

Amlawada 

0832000304057400 

0.05 

0.19 

75.87 

0.23 

- 

0.23 

0.06 

0.91 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.252 

0.013 

0.240 

0.132 

55.03 

Safe 

Anandpura 

0832000204030600 

0.05 

0.00 

1,265.51 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 


0832000304058400 

0.05 

0.02 

322.48 

0.02 

0.00 

0.02 

0.03 

0.37 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.035 

0.002 

0.033 

0.061 

186.57 

Over Exploited 

Ardi Khera 

0832000304046700 

0.05 

0.06 

(7.89) 

0.06 

0.01 

0.06 

0.06 

0.90 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.071 

0.004 

0.067 

0.002 

2.79 

Safe 

Bahari Kalan 

0832000304052700 

0.05 

0.12 

33.54 

0.14 

- 

0.14 

0.06 

0.92 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.149 

0.007 

0.142 

0.051 

36.36 

Safe 

Bahari Khurd 

0832000304052800 

0.05 

0.09 

40.28 

0.11 

- 

0.11 

0.06 

0.92 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.119 

0.006 

0.113 

0.057 

50.16 

Safe 

Bairagarh 

0832000304044700 

0.05 

0.00 

4,051.40 

0.00 

0.01 

0.01 

0.01 

0.18 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.043 

0.002 

0.041 

0.282 

692.62 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Bankar 

083200030405850C 

4.997 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.591 

3.50 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.20 

0.05 

0.005 

0.60 

0.44 


Baori Khera 

0832000204030200 

1.727 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.020 

4.56 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 



0832000304051900 

3.139 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.139 

4.10 

0.010 

0.07 

0.01 

0.00 

0.00 

0.00 

0.19 

0.26 

0.28 

0.004 

0.85 

0.62 


Bhalta 

0832000304052900 

8.397 

Fresh 

Non-command 

Non-command 

Deccan Traps 

8.397 

4.03 

0.010 

0.40 

0.10 

0.00 

0.00 

0.01 

0.63 

0.86 

1.60 

0.011 

0.85 

0.62 


Bheel Bhalti 

0832000304053400 

2.194 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.194 

4.43 

0.010 

0.13 

0.02 

0.00 

0.00 

0.00 

0.21 

0.28 

0.51 

0.003 

0.84 

0.62 


Bheel Khera 

0832000304058000 

3.912 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.912 

4.26 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.20 

0.27 

0.14 

0.005 

0.85 

0.62 


Binda Khera 

0832000304051800 

3.135 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.135 

3.98 

0.010 

0.12 

0.03 

0.00 

0.00 

0.00 

0.21 

0.29 

0.47 

0.004 

0.85 

0.63 


Bor Kheri Goojran 

0832000304057300 

4.901 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.901 

5.07 

0.010 

0.15 

0.02 

0.00 

0.00 

0.00 

0.38 

0.51 

0.60 

0.006 

0.84 

0.62 


Chhuwariya 

0832000304052400 

5.646 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.646 

3.57 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.25 

0.34 

0.22 

0.007 

0.87 

0.64 


Dangal 

0832000204034900 

1.374 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.374 

4.26 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.04 

0.002 

0.89 

0.65 


Daulat Pura 

0832000204034600 

1.979 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.885 

4.50 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.15 

0.14 

0.002 

0.85 

0.62 


Dehlanpur 

0832000304046600 

4.840 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.780 

2.93 

0.010 

0.01 

0.00 

0.00 

0.00 

0.02 

0.04 

0.05 

0.05 

0.002 

0.31 

0.23 


Gadiya 

0832000304045500 

1.732 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.152 

4.59 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.07 

0.05 


Ganesh Pura 

0832000204033600 

0.879 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.171 

4.83 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.000 

0.17 

0.13 


Ganeshpura 

0832000304046300 

1.750 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.750 

3.72 

0.010 

0.00 

0.00 

0.00 

0.00 

0.01 

0.05 

0.07 

0.00 

0.002 

0.84 

0.61 



0832000304058200 

0.942 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.942 

4.56 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.07 

0.001 

0.85 

0.62 


Ganeshpura @ Mangalya 

0832000304052200 

1.654 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.654 

4.03 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.04 

0.002 

0.88 

0.64 


Ganeshpura @ Sooli Puri 

0832000204035100 

2.438 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.438 

4.11 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.15 

0.05 

0.003 

0.89 

0.65 


Garda 

0832000304053700 

8.341 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.054 

3.22 

0.010 

0.11 

0.02 

0.00 

0.00 

0.00 

0.28 

0.39 

0.42 

0.008 

0.61 

0.45 


Govindpura 

0832000204030700 

1.337 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.022 

4.15 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Haripura 

0832000304046500 

0.990 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.929 

3.34 

0.010 

0.03 

0.00 

0.00 

0.00 

0.01 

0.05 

0.07 

0.12 

0.001 

0.78 

0.57 


Haripura @ Leora 

0832000204030800 

5.812 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.759 

4.15 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.28 

0.04 

0.006 

0.72 

0.53 


Jagdishpura 

0832000304045400 

2.453 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.453 

4.32 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.18 

0.13 

0.003 

0.85 

0.62 


Jalimpura 

0832000304046400 

1.176 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.176 

3.90 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.10 

0.13 

0.23 

0.002 

0.84 

0.61 


Kalya Kheri 

0832000204026100 

2.045 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.007 

3.98 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khar Khera 

0832000304057500 

2.681 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.681 

3.81 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.17 

0.07 

0.003 

0.86 

0.63 


Khar Kheri 

0832000304057900 

2.444 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.444 

3.61 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.15 

0.07 

0.003 

0.86 

0.63 


Kher Danta 

0832000304052600 

2.099 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.099 

3.83 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.14 

0.10 

0.003 

0.88 

0.64 


Kherla 

0832000304046000 

1.107 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.107 

4.44 

0.010 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.02 

0.001 

0.84 

0.62 


Kishanpura 

0832000304058100 

0.883 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.883 

4.17 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.03 

0.001 

0.85 

0.62 


Kishorpura 

0832000304051300 

2.009 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.071 

2.57 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.03 

0.02 


Koloo Khera 

0832000304045000 

5.702 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.553 

3.87 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.15 

0.02 

0.003 

0.38 

0.28 


Kotra 

0832000304053500 

1.476 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.476 

4.23 

0.010 

0.00 

0.00 

0.00 

0.00 

0.02 

0.04 

0.06 

0.00 

0.002 

0.84 

0.62 


Kushalpura 

0832000304051500 

3.477 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.859 

3.34 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.13 

0.00 

0.004 

0.69 

0.50 


Lakshmi Pura 

0832000204034400 

1.375 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.062 

4.61 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.04 

0.03 


Lalpura 

0832000204026400 

1.324 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.131 

4.15 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.09 

0.06 


Laxmipura 

0832000304045100 

1.789 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.028 

4.29 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Mahuwa Khera 

0832000304045800 

2.997 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.997 

4.46 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.16 

0.22 

0.16 

0.004 

0.84 

0.62 


Mangalpura 

0832000304057200 

2.336 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.798 

4.18 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.14 

0.14 

0.002 

0.65 

0.47 


Manpura 

0832000304045300 

3.736 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.837 

4.10 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.15 

0.20 

0.16 

0.004 

0.66 

0.48 


Manpura Jageer 

0832000304045900 

1.412 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.412 

4.21 

0.010 

0.03 

0.00 

0.00 

0.00 

0.01 

0.08 

0.12 

0.10 

0.002 

0.84 

0.62 


Motipura 

0832000304045600 

1.831 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.692 

4.50 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.14 

0.13 

0.002 

0.78 

0.57 


Nahardi Kalan 

0832000204030900 

1.290 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.290 

4.23 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.10 

0.09 

0.002 

0.89 

0.65 


Nahardi Khurd 

0832000204031000 

2.407 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.007 

4.21 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.14 

0.08 

0.003 

0.74 

0.54 


Nahargarh 

0832000304053200 

0.214 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.214 

4.01 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.07 

0.000 

0.85 

0.62 


Napanya 

0832000304057100 

1.760 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.705 

4.64 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.15 

0.13 

0.002 

0.81 

0.60 


Narsinghpura 

0832000204031200 

2.180 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.030 

4.57 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Naya Gaon 

0832000304044500 

6.045 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.271 

3.25 

0.010 

0.01 

0.00 

0.00 

0.00 

0.01 

0.04 

0.05 

0.04 

0.002 

0.18 

0.13 






Chappi 

Command 

Deccan Traps 

0.056 

3.25 

0.010 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

-0.01 

0.00 

0.000 

0.01 

0.01 


Pachan Kheri 

0832000304053000 

1.850 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.850 

3.96 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.13 

0.08 

0.002 

0.86 

0.63 


Padlya Lodhan 

0832000304052100 

9.485 

Fresh 

Non-command 

Non-command 

Deccan Traps 

9.479 

4.04 

0.010 

0.07 

0.01 

0.00 

0.00 

0.00 

0.44 

0.61 

0.28 

0.012 

0.87 

0.64 


Parthipura (Veeran) 

0832000204034500 

0.602 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.357 

4.55 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.000 

0.53 

0.39 


Patan Jageer 

0832000304046100 

0.446 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.446 

3.97 

0.010 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

0.00 

0.00 

0.001 

0.84 

0.61 


Patri Khera 

0832000304051700 

2.160 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.160 

4.02 

0.010 

0.06 

0.02 

0.00 

0.00 

0.00 

0.13 

0.17 

0.25 

0.003 

0.85 

0.62 


Prempura 

0832000204034800 

0.484 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.484 

4.20 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.001 

0.89 

0.65 


Prithipura 

0832000304052000 

1.042 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.042 

4.01 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.06 

0.08 

0.11 

0.001 

0.85 

0.62 


Ram Bhalti 

0832000304053300 

0.971 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.971 

4.77 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.10 

0.17 

0.001 

0.85 

0.62 


Rampuriya 

0832000304052500 

7.521 

Fresh 

Non-command 

Non-command 

Deccan Traps 

7.521 

3.58 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.31 

0.42 

0.20 

0.010 

0.88 

0.64 


Rankra 

0832000304057800 

2.072 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.072 

3.47 

0.010 

0.07 

0.01 

0.00 

0.00 

0.00 

0.13 

0.18 

0.26 

0.003 

0.87 

0.63 


Rojya 

0832000304058300 

4.800 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.800 

4.25 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.23 

0.32 

0.16 

0.006 

0.84 

0.62 


Rooppura 

0832000204035000 

0.734 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.734 

4.48 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.03 

0.001 

0.89 

0.66 


Sawalda 

0832000304046800 

4.120 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.121 

2.88 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.14 

0.03 

0.004 

0.63 

0.46 


Semli 

0832000304046200 

1.449 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.980 

4.55 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.05 

0.001 

0.57 

0.41 


Shivpura 

0832000304045700 

1.495 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.495 

4.49 

0.010 

0.03 

0.00 

0.00 

0.00 

0.01 

0.09 

0.12 

0.13 

0.002 

0.84 

0.61 


Soori 

0832000304057700 

2.629 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.629 

3.43 

0.010 

0.07 

0.01 

0.00 

0.00 

0.00 

0.15 

0.21 

0.29 

0.003 

0.87 

0.64 


Talab Bhalti 

0832000304053600 

1.494 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.494 

4.85 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.12 

0.17 

0.22 

0.002 

0.84 

0.62 


Teej Bardi 

0832000304045200 

6.400 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.261 

4.01 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.29 

0.00 

0.007 

0.71 

0.52 


Tol Khera 

0832000304052300 

2.705 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.705 

4.06 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.18 

0.07 

0.004 

0.88 

0.65 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Bankar 

0832000304058500 

0.05 

0.11 

81.92 

0.13 

0.00 

0.13 

0.04 

0.65 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.143 

0.007 

0.136 

0.059 

43.22 

Safe 

Baori Khera 

0832000204030200 

0.05 

0.00 

(10,687.88) 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.002 

0.003 

0.003 

0.004 

0.000 

0.004 

0.000 

0.65 

Safe 


0832000304051900 

0.05 

0.13 

91.00 

0.16 

0.01 

0.17 

0.06 

0.91 

- 

0.0500 

- 

- 

0.003 

0.053 

0.053 

0.225 

0.011 

0.214 

0.280 

130.96 

Over Exploited 

Bhalta 

0832000304052900 

0.05 

0.36 

140.35 

0.43 

0.11 

0.54 

0.06 

0.91 

- 

0.3000 

- 

- 

0.015 

0.315 

0.315 

0.854 

0.043 

0.811 

1.613 

198.86 

Over Exploited 

Bheel Bhalti 

0832000304053400 

0.05 

0.09 

205.46 

0.11 

0.02 

0.13 

0.06 

0.91 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.231 

0.012 

0.220 

0.513 

233.64 

Over Exploited 

Bheel Khera 

0832000304058000 

0.05 

0.17 

61.13 

0.20 

0.01 

0.21 

0.06 

0.91 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.240 

0.012 

0.228 

0.143 

62.80 

Safe 

Binda Khera 

0832000304051800 

0.05 

0.13 

119.24 

0.16 

0.03 

0.19 

0.06 

0.92 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.281 

0.014 

0.267 

0.478 

179.31 

Over Exploited 

Bor Kheri Goojran 

0832000304057300 

0.05 

0.21 

148.23 

0.25 

0.02 

0.27 

0.06 

0.90 

- 

0.1100 

- 

- 

0.004 

0.114 

0.114 

0.384 

0.019 

0.365 

0.606 

166.23 

Over Exploited 

Chhuwariya 

0832000304052400 

0.05 

0.25 

38.62 

0.30 

0.01 

0.31 

0.06 

0.93 

- 

0.0400 

- 

- 

0.003 

0.043 

0.043 

0.350 

0.017 

0.332 

0.223 

67.25 

Safe 

Dangal 

0832000204034900 

0.05 

0.06 

53.03 

0.07 

- 

0.07 

0.06 

0.95 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.083 

0.004 

0.079 

0.044 

55.26 

Safe 

Daulat Pura 

0832000204034600 

0.05 

0.08 

90.99 

0.10 

0.01 

0.11 

0.06 

0.91 

- 

0.0300 

- 

- 

0.004 

0.034 

0.034 

0.142 

0.007 

0.135 

0.140 

103.93 

Over Exploited 

Dehlanpur 

0832000304046600 

0.05 

0.03 

99.78 

0.03 

0.02 

0.05 

0.02 

0.33 

- 

0.0100 

- 

- 

0.033 

0.043 

0.043 

0.098 

0.005 

0.093 

0.056 

60.67 

Safe 

Gadiya 

0832000304045500 

0.05 

0.00 

1,182.18 

0.00 

0.00 

0.00 

0.01 

0.08 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.005 

0.000 

0.005 

0.018 

393.46 

Over Exploited 

Ganesh Pura 

0832000204033600 

0.05 

0.00 

1,572.14 

0.00 

- 

0.00 

0.01 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.036 

323.48 

Over Exploited 

Ganeshpura 

0832000304046300 

0.05 

0.07 

(5.25) 

0.07 

0.01 

0.08 

0.06 

0.90 

- 

- 

- 

- 

0.021 

0.022 

0.022 

0.105 

0.005 

0.100 

0.002 

2.27 

Safe 


0832000304058200 

0.05 

0.04 

115.43 

0.05 

- 

0.05 

0.06 

0.91 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.058 

0.003 

0.055 

0.067 

122.20 

Over Exploited 

Ganeshpura @ Mangalya 

0832000304052200 

0.05 

0.07 

44.35 

0.09 

- 

0.09 

0.06 

0.94 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.097 

0.005 

0.092 

0.044 

47.92 

Safe 

Ganeshpura @ Sooli Puri 

0832000204035100 

0.05 

0.11 

38.12 

0.13 

0.00 

0.13 

0.06 

0.95 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.142 

0.007 

0.135 

0.057 

42.40 

Safe 

Garda 

0832000304053700 

0.05 

0.18 

109.87 

0.22 

0.02 

0.24 

0.04 

0.65 

- 

0.0800 

- 

- 

0.002 

0.082 

0.082 

0.325 

0.016 

0.308 

0.428 

138.70 

Over Exploited 

Govindpura 

0832000204030700 

0.05 

0.00 

7,359.68 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Haripura 

0832000304046500 

0.05 

0.04 

93.09 

0.04 

0.01 

0.05 

0.06 

0.84 

- 

0.0100 

- 

- 

0.014 

0.024 

0.024 

0.077 

0.004 

0.073 

0.121 

164.98 

Over Exploited 

Haripura @ Leora 

0832000204030800 

0.05 

0.17 

64.35 

0.21 

- 

0.21 

0.05 

0.77 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.217 

0.011 

0.206 

0.048 

23.39 

Safe 

Jagdishpura 

0832000304045400 

0.05 

0.10 

77.68 

0.12 

0.00 

0.13 

0.06 

0.91 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.137 

0.007 

0.130 

0.129 

99.44 

Critical 

Jalimpura 

0832000304046400 

0.05 

0.05 

163.89 

0.06 

0.01 

0.07 

0.06 

0.90 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.101 

0.005 

0.096 

0.230 

238.64 

Over Exploited 

Kalya Kheri 

0832000204026100 

0.05 

0.00 

36,791.24 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khar Khera 

0832000304057500 

0.05 

0.11 

45.25 

0.14 

- 

0.14 

0.06 

0.92 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.148 

0.007 

0.140 

0.075 

53.78 

Safe 

Khar Kheri 

0832000304057900 

0.05 

0.10 

41.00 

0.13 

- 

0.13 

0.06 

0.92 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.136 

0.007 

0.129 

0.069 

53.58 

Safe 

Kher Danta 

0832000304052600 

0.05 

0.09 

48.98 

0.11 

- 

0.11 

0.06 

0.94 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.131 

0.007 

0.124 

0.099 

79.62 

Semi Critical 

Kherla 

0832000304046000 

0.05 

0.05 

(34.15) 

0.04 

0.03 

0.06 

0.06 

0.90 

- 

- 

- 

- 

0.040 

0.040 

0.040 

0.104 

0.005 

0.099 

0.019 

19.70 

Safe 

Kishanpura 

0832000304058100 

0.05 

0.04 

70.13 

0.05 

- 

0.05 

0.06 

0.91 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.055 

0.003 

0.052 

0.031 

59.53 

Safe 

Kishorpura 

0832000304051300 

0.05 

0.00 

2,297.96 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

5,125.49 

Over Exploited 

Koloo Khera 

0832000304045000 

0.05 

0.05 

204.42 

0.06 

0.00 

0.06 

0.03 

0.41 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.060 

0.003 

0.057 

0.027 

48.10 

Safe 

Kotra 

0832000304053500 

0.05 

0.06 

(1.83) 

0.06 

0.02 

0.08 

0.06 

0.90 

- 

- 

- 

- 

0.027 

0.027 

0.027 

0.106 

0.005 

0.100 

0.002 

1.91 

Safe 

Kushalpura 

0832000304051500 

0.05 

0.10 

32.50 

0.12 

- 

0.12 

0.05 

0.74 

- 

- 

- 

- 

- 

- 

- 

0.118 

0.006 

0.112 

0.004 

3.30 

Safe 

Lakshmi Pura 

0832000204034400 

0.05 

0.00 

2,965.30 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

4,192.49 

Over Exploited 

Lalpura 

0832000204026400 

0.05 

0.00 

1,208.25 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.012 

1,887.18 

Over Exploited 

Laxmipura 

0832000304045100 

0.05 

0.00 

8,288.42 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mahuwa Khera 

0832000304045800 

0.05 

0.13 

76.29 

0.15 

0.01 

0.16 

0.06 

0.90 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.183 

0.009 

0.174 

0.160 

91.80 

Critical 

Mangalpura 

0832000304057200 

0.05 

0.06 

145.98 

0.07 

0.01 

0.08 

0.05 

0.69 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.111 

0.006 

0.105 

0.140 

133.62 

Over Exploited 

Manpura 

0832000304045300 

0.05 

0.09 

113.66 

0.11 

0.01 

0.12 

0.05 

0.70 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.153 

0.008 

0.146 

0.166 

113.63 

Over Exploited 

Manpura Jageer 

0832000304045900 

0.05 

0.06 

94.18 

0.07 

0.01 

0.08 

0.06 

0.90 

- 

0.0200 

- 

- 

0.008 

0.028 

0.028 

0.104 

0.005 

0.099 

0.104 

105.40 

Over Exploited 

Motipura 

0832000304045600 

0.05 

0.07 

119.01 

0.08 

0.00 

0.08 

0.06 

0.84 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.091 

0.005 

0.086 

0.128 

148.85 

Over Exploited 

Nahardi Kalan 

0832000204030900 

0.05 

0.06 

76.81 

0.07 

- 

0.07 

0.06 

0.95 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.089 

0.004 

0.085 

0.092 

108.48 

Over Exploited 

Nahardi Khurd 

0832000204031000 

0.05 

0.07 

91.18 

0.09 

- 

0.09 

0.05 

0.79 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.099 

0.005 

0.094 

0.081 

85.31 

Semi Critical 

Nahargarh 

0832000304053200 

0.05 

0.01 

284.64 

0.01 

0.00 

0.01 

0.06 

0.91 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.028 

0.001 

0.027 

0.066 

245.39 

Over Exploited 

Napanya 

0832000304057100 

0.05 

0.07 

114.64 

0.08 

- 

0.08 

0.06 

0.87 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.103 

0.005 

0.098 

0.128 

130.71 

Over Exploited 

Narsinghpura 

0832000204031200 

0.05 

0.00 

5,901.75 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.001 

0.000 

2.67 

Safe 

Naya Gaon 

0832000304044500 

0.05 

0.01 

377.81 

0.01 

0.01 

0.03 

0.01 

0.19 

- 

- 

- 

- 

0.018 

0.018 

0.018 

0.044 

0.002 

0.042 

0.038 

90.34 

Critical 



0.05 

0.00 

(65,780.51) 

0.00 

0.01 

0.01 

0.00 

0.01 

- 

- 

0.0008 

0.0008 

0.018 

0.020 

0.020 

0.032 

0.002 

0.030 

0.000 

0.24 

Safe 

Pachan Kheri 

0832000304053000 

0.05 

0.08 

60.46 

0.09 

0.00 

0.10 

0.06 

0.92 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.106 

0.005 

0.100 

0.080 

80.02 

Semi Critical 

Padlya Lodhan 

0832000304052100 

0.05 

0.41 

47.18 

0.49 

0.01 

0.50 

0.06 

0.93 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.554 

0.028 

0.526 

0.288 

54.81 

Safe 

Parthipura (Veeran) 

0832000204034500 

0.05 

0.01 

133.40 

0.01 

- 

0.01 

0.04 

0.57 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.011 

0.006 

59.60 

Safe 

Patan Jageer 

0832000304046100 

0.05 

0.02 

(83.93) 

0.01 

0.02 

0.03 

0.06 

0.90 

- 

- 

- 

- 

0.023 

0.023 

0.023 

0.054 

0.003 

0.051 

0.001 

1.13 

Safe 

Patri Khera 

0832000304051700 

0.05 

0.09 

88.79 

0.11 

0.02 

0.13 

0.06 

0.91 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.181 

0.009 

0.172 

0.249 

144.53 

Over Exploited 

Prempura 

0832000204034800 

0.05 

0.02 

28.67 

0.03 

- 

0.03 

0.06 

0.95 

- 

- 

- 

- 

- 

- 

- 

0.026 

0.001 

0.025 

0.019 

75.90 

Semi Critical 

Prithipura 

0832000304052000 

0.05 

0.04 

90.23 

0.05 

0.01 

0.06 

0.06 

0.91 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.083 

0.004 

0.079 

0.109 

138.18 

Over Exploited 

Ram Bhalti 

0832000304053300 

0.05 

0.04 

152.58 

0.05 

0.01 

0.06 

0.06 

0.91 

- 

0.0300 

- 

- 

0.000 

0.031 

0.031 

0.090 

0.005 

0.086 

0.175 

204.79 

Over Exploited 

Rampuriya 

0832000304052500 

0.05 

0.33 

27.68 

0.40 

0.01 

0.41 

0.06 

0.94 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.448 

0.022 

0.426 

0.208 

48.82 

Safe 

Rankra 

0832000304057800 

0.05 

0.09 

101.23 

0.11 

0.01 

0.12 

0.06 

0.93 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.168 

0.008 

0.159 

0.267 

167.46 

Over Exploited 

Rojya 

0832000304058300 

0.05 

0.20 

57.78 

0.24 

0.01 

0.25 

0.06 

0.90 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.283 

0.014 

0.269 

0.168 

62.59 

Safe 

Rooppura 

0832000204035000 

0.05 

0.03 

77.74 

0.04 

- 

0.04 

0.06 

0.96 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.049 

0.002 

0.047 

0.031 

66.00 

Safe 

Sawalda 

0832000304046800 

0.05 

0.10 

37.60 

0.12 

0.00 

0.12 

0.05 

0.68 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.129 

0.006 

0.123 

0.034 

27.75 

Safe 

Semli 

0832000304046200 

0.05 

0.03 

161.72 

0.03 

0.00 

0.03 

0.04 

0.61 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.047 

0.002 

0.045 

0.055 

123.60 

Over Exploited 

Shivpura 

0832000304045700 

0.05 

0.06 

87.72 

0.08 

0.01 

0.09 

0.06 

0.90 

- 

0.0100 

- 

- 

0.016 

0.026 

0.026 

0.112 

0.006 

0.107 

0.134 

125.38 

Over Exploited 

Soori 

0832000304057700 

0.05 

0.11 

79.26 

0.14 

0.01 

0.15 

0.06 

0.93 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.207 

0.010 

0.197 

0.297 

150.92 

Over Exploited 

Talab Bhalti 

0832000304053600 

0.05 

0.06 

165.74 

0.08 

0.01 

0.09 

0.06 

0.90 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.125 

0.006 

0.119 

0.224 

188.03 

Over Exploited 

Teej Bardi 

0832000304045200 

0.05 

0.19 

53.96 

0.22 

0.00 

0.22 

0.05 

0.76 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.228 

0.011 

0.216 

0.007 

3.15 

Safe 

Tol Khera 

0832000304052300 

0.05 

0.12 

48.46 

0.14 

- 

0.14 

0.06 

0.94 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.153 

0.008 

0.145 

0.070 

47.77 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Uchawada 

083200030404690C 

4.240 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.112 

2.76 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.02 


Umariya 

0832000304057600 

3.559 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.559 

3.44 

0.010 

0.14 

0.02 

0.00 

0.00 

0.00 

0.24 

0.33 

0.55 

0.005 

0.87 

0.63 


Umri 

0832000304053100 

6.729 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.729 

3.60 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.26 

0.35 

0.07 

0.009 

0.86 

0.63 


Upsali 

0832000304051600 

7.047 

Fresh 

Non-command 

Non-command 

Deccan Traps 

7.047 

3.92 

0.010 

0.02 

0.00 

0.00 

0.00 

0.05 

0.25 

0.34 

0.08 

0.009 

0.84 

0.62 


Vijaipura 

0832000204030300 

1.857 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.126 

4.24 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.06 

0.04 

08004031 

Amalda 

0830000103774300 

9.580 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.365 

0.43 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.06 

0.001 

0.03 

0.02 


Ayana 

0830000103780600 

29.733 

Fresh 

Kota Barrage 

Command 

Limestone 

0.330 

3.63 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.02 

0.001 

0.01 

0.01 


Ayani 

0830000103780100 

10.121 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.460 

2.09 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.55 

0.76 

0.18 

0.008 

0.17 

0.12 







Command 

Limestone 

7.294 

2.09 

0.030 

0.12 

0.02 

0.00 

0.00 

0.08 

0.48 

0.66 

0.45 

0.025 

0.50 

0.37 


Bagli 

0823000302740600 

5.245 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.000 

0.53 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bamoolya Ranmal 

0830000203783700 

1.944 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.466 

1.37 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.00 

0.001 

0.16 

0.12 


Barod 

0830000203786300 

18.917 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

11.855 

1.38 

0.100 

0.21 

0.03 

0.00 

0.00 

0.00 

1.82 

2.43 

0.80 

0.037 

0.44 

0.33 







Command 

Limestone 

0.024 

1.38 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bijawata 

0830000103774800 

5.494 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

5.494 

2.92 

0.100 

0.09 

0.01 

0.00 

0.00 

0.00 

1.69 

2.51 

0.33 

0.019 

0.69 

0.46 


Binayaka 

0830000103779200 

9.116 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

9.116 

2.46 

0.100 

0.18 

0.03 

0.00 

0.00 

0.00 

2.39 

3.45 

0.69 

0.031 

0.69 

0.48 


Daulatpura 

0830000103779800 

4.124 

Fresh 

Kota Barrage 

Command 

Limestone 

3.909 

1.98 

0.030 

0.06 

0.01 

0.00 

0.00 

0.00 

0.28 

0.38 

0.22 

0.013 

0.66 

0.50 


Deewaniyan 

0830000203783200 

3.237 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.488 

1.52 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.33 

0.00 

0.005 

0.31 

0.21 


Dheepri ( Kalisindh) 

0830000103779600 

2.831 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.013 

1.76 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Limestone 

0.807 

1.76 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.07 

0.003 

0.20 

0.15 


Doodhli 

0830000103779900 

5.964 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.786 

2.02 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.81 

1.13 

0.20 

0.013 

0.44 

0.32 







Command 

Limestone 

2.179 

2.02 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.21 

0.09 

0.007 

0.25 

0.18 


Dorli 

0830000103779100 

4.340 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.114 

3.54 

0.100 

0.07 

0.01 

0.00 

0.00 

0.01 

1.16 

1.69 

0.29 

0.011 

0.50 

0.34 


Ebra 

0830000203783300 

5.121 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

5.121 

2.48 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

1.31 

1.95 

0.17 

0.016 

0.69 

0.46 


Ganeshganj 

0830000103775400 

9.625 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.376 

6.14 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.86 

1.34 

0.08 

0.005 

0.10 

0.06 


Gaonri 

0830000203786200 

3.018 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.018 

1.56 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.52 

0.71 

0.21 

0.010 

0.69 

0.51 


Jaloda Khatiyan 

0830000103780000 

8.881 

Fresh 

Kota Barrage 

Command 

Limestone 

8.881 

2.00 

0.030 

0.17 

0.04 

0.00 

0.00 

0.01 

0.65 

0.85 

0.65 

0.030 

0.70 

0.53 


Kankra 

0830000103780300 

3.868 

Fresh 

Kota Barrage 

Command 

Limestone 

3.852 

2.52 

0.030 

0.04 

0.00 

0.00 

0.00 

0.01 

0.33 

0.42 

0.13 

0.013 

0.70 

0.54 


Kharwan 

0830000103774400 

3.906 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.712 

0.52 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.04 

0.002 

0.12 

0.08 


Kherli Naunera 

0830000103774500 

4.314 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

4.232 

0.86 

0.100 

0.09 

0.01 

0.00 

0.00 

0.00 

0.44 

0.69 

0.35 

0.014 

0.67 

0.43 


Kherlimaharaja 

0830000103779400 

5.514 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

5.514 

2.03 

0.100 

0.17 

0.02 

0.00 

0.00 

0.00 

1.27 

1.78 

0.64 

0.019 

0.69 

0.49 







Command 

Limestone 

0.000 

2.03 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kishan Ganj 

0830000203786000 

4.816 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.244 

0.47 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.001 

0.04 

0.03 


Kishanwas 

0830000103774700 

5.047 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

5.047 

4.08 

0.100 

0.07 

0.01 

0.00 

0.00 

0.01 

2.11 

3.22 

0.27 

0.017 

0.69 

0.45 


Kolana 

0830000103779500 

6.130 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.826 

1.96 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.39 

0.53 

0.16 

0.006 

0.21 

0.15 







Command 

Limestone 

4.256 

1.96 

0.030 

0.08 

0.01 

0.00 

0.00 

0.00 

0.32 

0.43 

0.30 

0.015 

0.48 

0.36 


Kotra Deepsingh 

0830000203784700 

18.259 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

14.967 

1.64 

0.100 

0.16 

0.02 

0.00 

0.00 

0.01 

2.59 

3.66 

0.59 

0.047 

0.56 

0.40 


Madanpura 

0830000203783500 

5.179 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.477 

1.59 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.41 

0.60 

0.08 

0.008 

0.33 

0.23 


Mangaheri 

0830000203783100 

3.593 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.593 

2.50 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.92 

1.39 

0.08 

0.011 

0.68 

0.45 


Manpura 

0830000103775200 

2.991 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.023 

1.06 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 


Mohammad Pura 

0830000203783000 

4.306 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

4.306 

1.73 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.74 

1.14 

0.00 

0.014 

0.68 

0.44 


Mugena 

0830000103775000 

5.337 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

4.115 

5.35 

0.100 

0.13 

0.02 

0.00 

0.00 

0.00 

2.31 

3.52 

0.49 

0.014 

0.53 

0.35 


Mundli 

0830000103774900 

5.621 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

5.621 

4.29 

0.100 

0.08 

0.01 

0.00 

0.00 

0.00 

2.48 

3.73 

0.29 

0.019 

0.69 

0.46 


Nalawata 

0830000103779300 

6.797 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

6.797 

2.14 

0.100 

0.14 

0.02 

0.00 

0.00 

0.00 

1.57 

2.29 

0.53 

0.023 

0.69 

0.47 


Narayanpura 

0830000103774600 

4.184 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

4.184 

2.85 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

1.24 

1.93 

0.20 

0.014 

0.68 

0.44 


Naunera 

0830000103774200 

12.207 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

5.694 

1.23 

0.100 

0.08 

0.01 

0.00 

0.00 

0.00 

0.77 

1.21 

0.29 

0.019 

0.32 

0.20 


Patpara 

0831000103855000 

7.434 

Fresh 

Kota Barrage 

Command 

Limestone 

1.409 

1.33 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.04 

0.004 

0.13 

0.10 


Peepalda Beeram 

0830000203786100 

5.028 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

4.690 

1.47 

0.100 

0.10 

0.01 

0.00 

0.00 

0.00 

0.78 

1.07 

0.38 

0.015 

0.65 

0.47 


Peeplda Samel 

0830000203782900 

9.083 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

6.678 

1.10 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.77 

1.15 

0.08 

0.021 

0.50 

0.33 


Prempura 

0830000103780500 

8.124 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.628 

4.65 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.31 

0.43 

0.06 

0.002 

0.05 

0.04 







Command 

Limestone 

2.289 

4.65 

0.030 

0.05 

0.01 

0.00 

0.00 

0.00 

0.36 

0.50 

0.18 

0.008 

0.20 

0.14 


Raghunath Pura 

0830000103780200 

2.031 

Fresh 

Kota Barrage 

Command 

Limestone 

2.031 

2.23 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.20 

0.05 

0.007 

0.70 

0.53 


Ralayta 

0830000203783400 

4.012 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

4.012 

2.35 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.98 

1.44 

0.17 

0.013 

0.69 

0.47 


Rampura Barod 

0831000103855100 

4.710 

Fresh 

Kota Barrage 

Command 

Limestone 

2.067 

2.02 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.13 

0.08 

0.006 

0.31 

0.24 


Ranodiya 

0830000103775100 

10.191 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

7.649 

3.55 

0.100 

0.09 

0.01 

0.00 

0.00 

0.00 

2.80 

4.38 

0.31 

0.026 

0.51 

0.33 


Shrinal 

0831000103855200 

1.005 

Fresh 

Kota Barrage 

Command 

Limestone 

0.074 

2.38 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.05 

0.04 


Shripura 

0830000103780400 

4.448 

Fresh 

Kota Barrage 

Command 

Limestone 

2.701 

2.38 

0.030 

0.03 

0.00 

0.00 

0.00 

0.01 

0.21 

0.27 

0.11 

0.009 

0.43 

0.34 


Takarwara 

0830000203784800 

8.965 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.023 

0.82 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 

08004032 

Akeri 

0831000203866300 

1.299 

Fresh 

Kota Barrage 

Command 

Limestone 

1.299 

0.91 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.07 

0.10 

0.23 

0.004 

0.74 

0.54 


Alipura 

0831000203863500 

2.873 

Fresh 

Kota Barrage 

Command 

Limestone 

2.873 

0.99 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.10 

0.13 

0.19 

0.009 

0.73 

0.56 


Amalsara 

0831000203867100 

16.608 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.314 

0.83 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.08 

0.12 

0.07 

0.016 

0.23 

0.15 






Kota Barrage 

Command 

Limestone 

0.584 

0.83 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.03 

0.02 







Command 

Bhander Sandstone 

4.610 

0.83 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.07 

0.11 

0.05 

0.014 

0.20 

0.13 


Amarpura 

0830000203791000 

7.072 

Fresh 

Kota Barrage 

Command 

Limestone 

0.384 

2.02 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.001 

0.04 

0.03 


Anma 

0831000203867000 

1.773 

Fresh 

Kota Barrage 

Command 

Limestone 

1.773 

0.28 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.04 

0.005 

0.73 

0.51 


Antah (M) 

0831000243102000 

16.360 

Fresh 

Non-command 

Non-command 

Limestone 

4.993 

1.39 

0.020 

0.34 

0.04 

0.00 

0.00 

0.01 

0.43 

0.56 

0.64 

0.560 

0.22 

0.17 






Kota Barrage 

Command 

Limestone 

11.367 

1.39 

0.020 

0.78 

0.09 

0.00 

0.00 

0.01 

1.00 

1.30 

1.43 

1.274 

0.51 

0.39 


Aton 

0830000203790800 

3.041 

Fresh 

Kota Barrage 

Command 

Limestone 

1.320 

2.07 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.10 

0.07 

0.004 

0.31 

0.24 


Bagawada 

0830000203786600 

5.425 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.432 

1.60 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.59 

0.77 

0.17 

0.011 

0.45 

0.34 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Uchawada 

0832000304046900 

0.05 

0.00 

(1,969.95) 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.012 

0.001 

0.011 

0.006 

54.06 

Safe 

Umariya 

0832000304057600 

0.05 

0.15 

114.37 

0.18 

0.02 

0.21 

0.06 

0.93 

- 

0.1000 

- 

- 

0.001 

0.101 

0.101 

0.306 

0.015 

0.291 

0.551 

189.11 

Over Exploited 

Umri 

0832000304053100 

0.05 

0.29 

22.26 

0.35 

0.00 

0.35 

0.06 

0.92 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.364 

0.018 

0.346 

0.081 

23.31 

Safe 

Upsali 

0832000304051600 

0.05 

0.30 

15.06 

0.34 

0.05 

0.39 

0.06 

0.90 

- 

0.0100 

- 

- 

0.070 

0.081 

0.081 

0.468 

0.023 

0.445 

0.087 

19.59 

Safe 

Vijaipura 

0832000204030300 

0.05 

0.00 

1,831.23 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Amalda 

0830000103774300 

0.14 

0.00 

4,101.85 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

0.0044 

0.0083 

- 

0.023 

0.023 

0.024 

0.001 

0.023 

0.062 

269.77 

Over Exploited 

Ayana 

0830000103780600 

0.08 

0.00 

24,405.46 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0053 

0.0075 

- 

0.013 

0.013 

0.013 

0.001 

0.012 

0.019 

154.35 

Over Exploited 

Ayani 

0830000103780100 

0.14 

0.06 

1,201.59 

0.07 

0.01 

0.08 

0.01 

0.18 

- 

0.0200 

0.0396 

0.0559 

0.001 

0.117 

0.117 

0.197 

0.010 

0.187 

0.192 

102.63 

Over Exploited 



0.08 

0.29 

124.38 

0.35 

0.10 

0.45 

0.04 

0.54 

- 

0.0500 

0.1173 

0.1658 

0.117 

0.450 

0.450 

0.899 

0.045 

0.854 

0.475 

55.58 

Safe 

Bagli 

0823000302740600 

0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 

Bamoolya Ranmal 

0830000203783700 

0.12 

0.01 

893.71 

0.01 

- 

0.01 

0.01 

0.18 

- 

- 

0.0094 

0.0106 

- 

0.020 

0.020 

0.031 

0.002 

0.029 

0.001 

4.99 

Safe 

Barod 

0830000203786300 

0.12 

0.62 

290.79 

0.75 

0.03 

0.78 

0.04 

0.47 

- 

0.0900 

0.1906 

0.2694 

0.001 

0.551 

0.551 

1.328 

0.066 

1.262 

0.835 

66.20 

Safe 



0.09 

0.00 

46,100.36 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0004 

0.0006 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Bijawata 

0830000103774800 

0.14 

0.53 

375.86 

0.63 

0.01 

0.64 

0.06 

0.74 

- 

0.0400 

0.0884 

0.1249 

- 

0.253 

0.253 

0.897 

0.045 

0.852 

0.345 

40.45 

Safe 

Binayaka 

0830000103779200 

0.14 

0.88 

291.66 

1.06 

0.03 

1.09 

0.06 

0.75 

- 

0.0800 

0.1100 

0.2072 

0.005 

0.402 

0.402 

1.493 

0.075 

1.418 

0.725 

51.14 

Safe 

Daulatpura 

0830000103779800 

0.08 

0.21 

82.50 

0.25 

0.01 

0.26 

0.05 

0.72 

- 

0.0400 

0.0943 

0.1333 

- 

0.268 

0.268 

0.526 

0.026 

0.500 

0.233 

46.71 

Safe 

Deewaniyan 

0830000203783200 

0.12 

0.06 

489.53 

0.07 

- 

0.07 

0.03 

0.34 

- 

- 

0.0239 

0.0338 

- 

0.058 

0.058 

0.125 

0.006 

0.119 

0.005 

3.95 

Safe 

Dheepri ( Kalisindh) 

0830000103779600 

0.14 

0.00 

51,715.17 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0002 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.01 

549.44 

0.02 

- 

0.02 

0.02 

0.22 

- 

0.0100 

0.0130 

0.0183 

- 

0.041 

0.041 

0.057 

0.003 

0.054 

0.075 

138.72 

Over Exploited 

Doodhli 

0830000103779900 

0.14 

0.23 

382.05 

0.28 

0.01 

0.29 

0.04 

0.48 

- 

0.0200 

0.0609 

0.0860 

0.004 

0.171 

0.171 

0.464 

0.023 

0.441 

0.217 

49.19 

Safe 



0.08 

0.04 

375.29 

0.05 

0.00 

0.05 

0.02 

0.27 

- 

0.0100 

0.0350 

0.0495 

0.001 

0.095 

0.095 

0.149 

0.007 

0.141 

0.097 

68.92 

Safe 

Dorli 

0830000103779100 

0.14 

0.22 

679.95 

0.26 

0.02 

0.27 

0.04 

0.54 

- 

0.0300 

0.0501 

0.0708 

0.008 

0.159 

0.159 

0.433 

0.022 

0.412 

0.297 

72.05 

Semi Critical 

Ebra 

0830000203783300 

0.12 

0.42 

362.77 

0.51 

0.01 

0.52 

0.06 

0.74 

- 

0.0200 

0.0824 

0.1164 

- 

0.219 

0.219 

0.734 

0.037 

0.697 

0.184 

26.41 

Safe 

Ganeshganj 

0830000103775400 

0.14 

0.02 

7,020.16 

0.02 

0.00 

0.02 

0.01 

0.11 

- 

0.0100 

0.0221 

0.0313 

0.003 

0.066 

0.066 

0.090 

0.005 

0.086 

0.087 

100.94 

Over Exploited 

Gaonri 

0830000203786200 

0.12 

0.25 

182.47 

0.30 

0.01 

0.31 

0.06 

0.75 

- 

0.0200 

0.0485 

0.0686 

- 

0.137 

0.137 

0.449 

0.022 

0.427 

0.220 

51.46 

Safe 

Jaloda Khatiyan 

0830000103780000 

0.08 

0.50 

72.08 

0.60 

0.05 

0.65 

0.06 

0.76 

- 

0.1200 

0.2142 

0.3027 

0.016 

0.653 

0.653 

1.299 

0.065 

1.234 

0.678 

54.95 

Safe 

Kankra 

0830000103780300 

0.08 

0.21 

94.09 

0.26 

0.01 

0.26 

0.06 

0.76 

- 

0.0200 

0.0774 

0.0875 

0.008 

0.193 

0.193 

0.456 

0.023 

0.433 

0.139 

32.14 

Safe 

Kharwan 

0830000103774400 

0.14 

0.01 

487.25 

0.01 

- 

0.01 

0.01 

0.13 

- 

- 

0.0086 

0.0162 

- 

0.025 

0.025 

0.040 

0.002 

0.038 

0.043 

115.40 

Over Exploited 

Kherli Naunera 

0830000103774500 

0.14 

0.40 

73.98 

0.48 

0.01 

0.49 

0.05 

0.72 

- 

0.0400 

0.0681 

0.0962 

0.000 

0.205 

0.205 

0.691 

0.035 

0.656 

0.361 

55.08 

Safe 

Kherlimaharaja 

0830000103779400 

0.14 

0.53 

233.45 

0.64 

0.02 

0.66 

0.06 

0.75 

- 

0.0700 

0.0665 

0.1253 

0.001 

0.263 

0.263 

0.925 

0.046 

0.878 

0.662 

75.35 

Semi Critical 



0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kishan Ganj 

0830000203786000 

0.12 

0.00 

1,403.19 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

0.0059 

0.0083 

- 

0.014 

0.014 

0.015 

0.001 

0.015 

0.001 

5.24 

Safe 

Kishanwas 

0830000103774700 

0.14 

0.48 

563.49 

0.58 

0.02 

0.60 

0.06 

0.74 

- 

0.0300 

0.0812 

0.1147 

0.018 

0.244 

0.244 

0.847 

0.042 

0.805 

0.282 

35.06 

Safe 

Kolana 

0830000103779500 

0.14 

0.05 

894.23 

0.06 

0.01 

0.07 

0.02 

0.22 

- 

0.0200 

0.0294 

0.0415 

- 

0.091 

0.091 

0.164 

0.008 

0.156 

0.165 

105.76 

Over Exploited 



0.08 

0.16 

162.30 

0.20 

0.01 

0.21 

0.04 

0.52 

- 

0.0300 

0.0684 

0.0967 

0.004 

0.199 

0.199 

0.409 

0.020 

0.388 

0.314 

80.72 

Semi Critical 

Kotra Deepsingh 

0830000203784700 

0.12 

1.01 

260.84 

1.22 

0.03 

1.24 

0.05 

0.61 

- 

0.0700 

0.2407 

0.3401 

0.008 

0.659 

0.659 

1.902 

0.095 

1.807 

0.635 

35.15 

Safe 

Madanpura 

0830000203783500 

0.12 

0.10 

516.21 

0.12 

- 

0.12 

0.03 

0.35 

- 

0.0100 

0.0398 

0.0563 

- 

0.106 

0.106 

0.223 

0.011 

0.212 

0.092 

43.38 

Safe 

Mangaheri 

0830000203783100 

0.12 

0.30 

370.98 

0.35 

- 

0.35 

0.06 

0.74 

- 

0.0100 

0.0578 

0.0817 

- 

0.149 

0.149 

0.503 

0.025 

0.478 

0.095 

19.93 

Safe 

Manpura 

0830000103775200 

0.14 

0.00 

22,295.38 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0005 

0.0005 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Mohammad Pura 

0830000203783000 

0.12 

0.35 

224.31 

0.42 

- 

0.42 

0.06 

0.74 

- 

- 

0.0692 

0.0978 

- 

0.167 

0.167 

0.591 

0.030 

0.561 

0.014 

2.42 

Safe 

Mugena 

0830000103775000 

0.14 

0.31 

1,053.37 

0.37 

0.02 

0.39 

0.04 

0.57 

- 

0.0600 

0.0662 

0.0935 

0.001 

0.221 

0.221 

0.608 

0.030 

0.577 

0.504 

87.32 

Semi Critical 

Mundli 

0830000103774900 

0.14 

0.54 

589.50 

0.65 

0.01 

0.66 

0.06 

0.74 

- 

0.0300 

0.0904 

0.1277 

0.002 

0.250 

0.250 

0.911 

0.046 

0.866 

0.305 

35.26 

Safe 

Nalawata 

0830000103779300 

0.14 

0.66 

248.42 

0.79 

0.02 

0.81 

0.06 

0.75 

- 

0.0600 

0.0820 

0.1545 

0.002 

0.299 

0.299 

1.107 

0.055 

1.052 

0.553 

52.60 

Safe 

Narayanpura 

0830000103774600 

0.14 

0.40 

380.07 

0.48 

0.01 

0.49 

0.06 

0.74 

- 

0.0200 

0.0673 

0.0951 

- 

0.182 

0.182 

0.674 

0.034 

0.640 

0.218 

34.11 

Safe 

Naunera 

0830000103774200 

0.14 

0.25 

376.64 

0.31 

0.01 

0.32 

0.03 

0.34 

- 

0.0300 

0.1145 

0.1294 

- 

0.274 

0.274 

0.589 

0.029 

0.560 

0.305 

54.58 

Safe 

Patpara 

0831000103855000 

0.03 

0.01 

993.59 

0.01 

0.00 

0.01 

0.01 

0.14 

- 

0.0100 

0.0340 

0.0480 

0.000 

0.092 

0.092 

0.099 

0.005 

0.094 

0.043 

45.99 

Safe 

Peepalda Beeram 

0830000203786100 

0.12 

0.36 

195.15 

0.44 

0.01 

0.45 

0.05 

0.70 

- 

0.0400 

0.0754 

0.1066 

- 

0.222 

0.222 

0.669 

0.033 

0.635 

0.393 

61.83 

Safe 

Peeplda Samel 

0830000203782900 

0.12 

0.40 

186.88 

0.48 

- 

0.48 

0.04 

0.54 

- 

0.0100 

0.1074 

0.1517 

- 

0.269 

0.269 

0.751 

0.038 

0.713 

0.105 

14.73 

Safe 

Prempura 

0830000103780500 

0.14 

0.00 

9,054.34 

0.01 

- 

0.01 

0.00 

0.06 

- 

0.0100 

0.0101 

0.0143 

- 

0.034 

0.034 

0.040 

0.002 

0.038 

0.063 

165.93 

Over Exploited 



0.08 

0.04 

1,288.21 

0.04 

0.01 

0.05 

0.02 

0.21 

- 

0.0200 

0.0368 

0.0520 

- 

0.109 

0.109 

0.162 

0.008 

0.154 

0.188 

122.22 

Over Exploited 

Raghunath Pura 

0830000103780200 

0.08 

0.11 

75.16 

0.14 

0.00 

0.14 

0.06 

0.76 

- 

0.0100 

0.0327 

0.0461 

0.006 

0.095 

0.095 

0.235 

0.012 

0.223 

0.061 

27.31 

Safe 

Ralayta 

0830000203783400 

0.12 

0.33 

334.43 

0.40 

0.01 

0.41 

0.06 

0.74 

- 

0.0200 

0.0645 

0.0912 

- 

0.176 

0.176 

0.582 

0.029 

0.553 

0.181 

32.65 

Safe 

Rampura Barod 

0831000103855100 

0.03 

0.02 

576.71 

0.02 

0.00 

0.02 

0.03 

0.33 

- 

0.0100 

0.0499 

0.0705 

0.003 

0.133 

0.133 

0.158 

0.008 

0.150 

0.081 

54.04 

Safe 

Ranodiya 

0830000103775100 

0.14 

0.55 

694.94 

0.66 

0.01 

0.67 

0.04 

0.56 

- 

0.0300 

0.1538 

0.1738 

- 

0.358 

0.358 

1.028 

0.051 

0.977 

0.332 

33.99 

Safe 

Shrinal 

0831000103855200 

0.03 

0.00 

3,318.44 

0.00 

0.00 

0.00 

0.00 

0.06 

- 

- 

0.0015 

0.0017 

0.001 

0.004 

0.004 

0.004 

0.000 

0.004 

0.000 

5.43 

Safe 

Shripura 

0830000103780400 

0.08 

0.09 

194.96 

0.11 

0.01 

0.12 

0.04 

0.46 

- 

0.0100 

0.0543 

0.0614 

0.012 

0.138 

0.138 

0.257 

0.013 

0.244 

0.117 

48.09 

Safe 

Takarwara 

0830000203784800 

0.12 

0.00 

54,590.14 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0005 

0.0008 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

5.76 

Safe 

Akeri 

0831000203866300 

0.03 

0.03 

243.88 

0.03 

0.01 

0.05 

0.06 

0.80 

- 

0.0300 

0.0261 

0.0295 

0.001 

0.087 

0.087 

0.133 

0.007 

0.126 

0.229 

181.83 

Over Exploited 

Alipura 

0831000203863500 

0.03 

0.06 

100.20 

0.08 

0.01 

0.09 

0.06 

0.78 

- 

0.0400 

0.0693 

0.0979 

- 

0.207 

0.207 

0.292 

0.015 

0.278 

0.201 

72.29 

Semi Critical 

Amalsara 

0831000203867100 

0.03 

0.04 

224.44 

0.04 

0.01 

0.05 

0.02 

0.25 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.071 

0.004 

0.068 

0.088 

130.43 

Over Exploited 



0.03 

0.00 

3,178.55 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0117 

0.0133 

- 

0.025 

0.025 

0.026 

0.001 

0.024 

0.002 

7.34 

Safe 



0.03 

0.03 

283.57 

0.03 

0.01 

0.04 

0.02 

0.22 

- 

0.0100 

0.0927 

0.1048 

0.010 

0.218 

0.218 

0.258 

0.013 

0.245 

0.068 

27.80 

Safe 

Amarpura 

0830000203791000 

0.09 

0.00 

2,370.05 

0.00 

- 

0.00 

0.00 

0.04 

- 

0.0100 

0.0093 

0.0131 

- 

0.032 

0.032 

0.034 

0.002 

0.032 

0.037 

115.47 

Over Exploited 

Anma 

0831000203867000 

0.03 

0.04 

(25.43) 

0.03 

- 

0.03 

0.06 

0.79 

- 

0.0100 

0.0499 

0.0604 

- 

0.120 

0.120 

0.151 

0.008 

0.144 

0.044 

30.91 

Safe 

Antah (M) 

0831000243102000 

0.03 

0.03 

1,570.32 

0.04 

0.05 

0.09 

0.02 

0.24 

- 

0.1200 

- 

- 

0.009 

0.129 

0.129 

0.215 

0.011 

0.204 

1.199 

587.40 

Over Exploited 



0.03 

0.17 

644.31 

0.21 

0.10 

0.31 

0.04 

0.55 

- 

0.2700 

0.2742 

0.3875 

0.009 

0.940 

0.940 

1.246 

0.062 

1.183 

2.705 

228.59 

Over Exploited 

Aton 

0830000203790800 

0.09 

0.04 

160.58 

0.04 

0.00 

0.05 

0.02 

0.34 

- 

0.0100 

0.0318 

0.0450 

0.001 

0.088 

0.088 

0.134 

0.007 

0.127 

0.076 

59.98 

Safe 

Bagawada 

0830000203786600 

0.12 

0.18 

320.27 

0.22 

0.01 

0.23 

0.04 

0.48 

- 

0.0300 

0.0828 

0.1170 

- 

0.230 

0.230 

0.460 

0.023 

0.437 

0.179 

40.88 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Command 

Limestone 

0.022 

1.60 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bakyan 

0830000203790600 

6.438 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.509 

1.12 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.00 

0.002 

0.06 

0.04 







Command 

Limestone 

5.594 

1.12 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.15 

0.19 

0.11 

0.018 

0.62 

0.48 


Bala Khera 

0831000203864300 

8.987 

Fresh 

Non-command 

Non-command 

Limestone 

2.685 

0.82 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.06 

0.08 

0.11 

0.008 

0.22 

0.17 






Kota Barrage 

Command 

Limestone 

6.302 

0.82 

0.020 

0.07 

0.02 

0.00 

0.00 

0.00 

0.15 

0.19 

0.27 

0.019 

0.51 

0.41 


Balapura 

0831000103858800 

1.351 

Fresh 

Kota Barrage 

Command 

Limestone 

1.351 

0.85 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.04 

0.05 

0.11 

0.004 

0.71 

0.56 


Baldara 

0831000203863400 

12.860 

Fresh 

Kota Barrage 

Command 

Limestone 

12.860 

0.77 

0.020 

0.14 

0.03 

0.00 

0.00 

0.00 

0.31 

0.40 

0.53 

0.039 

0.72 

0.56 


Baldeo Pura 

0831000103862400 

2.949 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.490 

0.73 

0.090 

0.03 

0.01 

0.00 

0.00 

0.00 

0.18 

0.22 

0.10 

0.008 

0.61 

0.50 






Kota Barrage 

Command 

Older Alluvium 

0.459 

0.73 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.001 

0.11 

0.09 


Balwankheri 

0831000103855500 

2.676 

Fresh 

Kota Barrage 

Command 

Limestone 

0.012 

2.73 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bambooliya Ghata 

0830000103779700 

2.392 

Fresh 

Kota Barrage 

Command 

Limestone 

2.392 

1.64 

0.030 

0.00 

0.00 

0.00 

0.00 

0.02 

0.10 

0.13 

0.00 

0.008 

0.70 

0.53 


Bambuliya Rawtan 

0830000203788200 

3.549 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.152 

1.39 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.22 

0.04 

0.004 

0.23 

0.18 


Bamooliya Jageer 

0831000303871000 

1.400 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.378 

0.84 

0.015 

0.29 

0.04 

0.00 

0.00 

0.00 

0.27 

0.32 

1.17 

0.004 

0.73 

0.61 


Bamooliya Jogiyan 

0831000203864500 

6.430 

Fresh 

Non-command 

Non-command 

Limestone 

3.291 

0.31 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.06 

0.15 

0.010 

0.38 

0.31 






Kota Barrage 

Command 

Limestone 

3.139 

0.31 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.04 

0.04 

0.11 

0.010 

0.36 

0.29 


Bamoolya Kalan 

0831000203866000 

8.573 

Fresh 

Non-command 

Non-command 

Limestone 

8.334 

1.23 

0.020 

0.31 

0.05 

0.00 

0.00 

0.01 

0.46 

0.56 

1.21 

0.025 

0.73 

0.59 






Kota Barrage 

Command 

Limestone 

0.239 

1.23 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.04 

0.001 

0.02 

0.02 


Bamoolya Mataji 

0831000203867500 

7.626 

Fresh 

Kota Barrage 

Command 

Limestone 

7.626 

1.09 

0.020 

0.08 

0.02 

0.00 

0.00 

0.00 

0.22 

0.33 

0.30 

0.023 

0.73 

0.50 


Bamori 

0830000203796700 

8.411 

Fresh 

Kota Barrage 

Command 

Bhander Sandstone 

1.744 

1.24 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.07 

0.005 

0.15 

0.11 


Baori Khera 

0831000203868600 

5.041 

Fresh 

Non-command 

Non-command 

Limestone 

0.009 

3.90 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Bhander Sandstone 

3.632 

3.90 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.22 

0.36 

0.07 

0.011 

0.52 

0.32 






Kota Barrage 

Command 

Limestone 

1.036 

3.90 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.15 

0.04 

0.003 

0.15 

0.09 







Command 

Bhander Sandstone 

0.364 

3.90 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.00 

0.001 

0.05 

0.03 


Barana 

0830000203788500 

4.066 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.488 

1.17 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.00 

0.002 

0.09 

0.07 







Command 

Limestone 

2.472 

1.17 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.07 

0.008 

0.44 

0.34 


Bargaon 

0831000203862900 

6.576 

Fresh 

Kota Barrage 

Command 

Limestone 

6.576 

-0.19 

0.020 

0.29 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

1.13 

0.020 

0.73 

0.58 


Barkhera 

0831000203866100 

5.978 

Fresh 

Non-command 

Non-command 

Limestone 

2.296 

1.21 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.12 

0.15 

0.27 

0.007 

0.29 

0.22 






Kota Barrage 

Command 

Limestone 

3.682 

1.21 

0.020 

0.12 

0.02 

0.00 

0.00 

0.00 

0.19 

0.24 

0.47 

0.011 

0.46 

0.36 


Barod 

0830000203786300 

18.917 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.377 

1.38 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.52 

0.69 

0.21 

0.011 

0.12 

0.09 







Command 

Limestone 

0.687 

1.38 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.04 

0.002 

0.03 

0.02 


Barwa 

0831000203867700 

19.634 

Fresh 

Non-command 

Non-command 

Limestone 

12.179 

1.99 

0.020 

0.86 

0.13 

0.00 

0.00 

0.01 

1.21 

1.56 

3.39 

0.037 

0.46 

0.36 






Kota Barrage 

Command 

Limestone 

5.792 

1.99 

0.020 

0.41 

0.06 

0.00 

0.00 

0.01 

0.57 

0.74 

1.60 

0.018 

0.22 

0.17 






Parwan Lift 

Command 

Limestone 

1.663 

1.99 

0.020 

0.12 

0.02 

0.00 

0.03 

0.01 

0.13 

0.16 

0.47 

0.005 

0.06 

0.05 


Batawada 

0831000303873500 

14.505 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.435 

1.52 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.001 

0.02 

0.02 







Non-command 

Limestone 

10.715 

1.52 

0.120 

0.34 

0.05 

0.00 

0.00 

0.04 

2.21 

2.58 

1.32 

0.029 

0.56 

0.48 






Parwan Lift 

Command 

Limestone 

0.121 

1.52 

0.120 

0.01 

0.00 

0.00 

0.00 

0.04 

-0.01 

-0.01 

0.02 

0.000 

0.01 

0.01 


Batawadi 

0831000203867800 

3.845 

Fresh 

Non-command 

Non-command 

Limestone 

3.845 

1.22 

0.020 

0.20 

0.03 

0.00 

0.00 

0.00 

0.26 

0.31 

0.78 

0.012 

0.76 

0.64 


Bengni 

0831000303876900 

9.231 

Fresh 

Parwan Lift 

Command 

Limestone 

0.947 

1.69 

0.120 

0.04 

0.00 

0.00 

0.01 

0.01 

0.22 

0.29 

0.17 

0.003 

0.08 

0.06 


Bhateri 

0831000103858200 

2.775 

Fresh 

Kota Barrage 

Command 

Limestone 

2.775 

0.93 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.10 

0.13 

0.23 

0.008 

0.71 

0.55 


Bhojya Kheri 

0831000203863900 

3.583 

Fresh 

Kota Barrage 

Command 

Limestone 

3.583 

1.12 

0.020 

0.19 

0.05 

0.00 

0.00 

0.00 

0.22 

0.29 

0.73 

0.011 

0.73 

0.56 


Bhonra Jari 

0831000203868200 

7.917 

Fresh 

Non-command 

Non-command 

Limestone 

2.917 

3.83 

0.020 

0.19 

0.03 

0.00 

0.00 

0.00 

0.38 

0.53 

0.74 

0.009 

0.27 

0.20 






Parwan Lift 

Command 

Limestone 

5.000 

3.83 

0.020 

0.33 

0.05 

0.00 

0.10 

0.00 

0.56 

0.78 

1.29 

0.015 

0.47 

0.34 


Bhooden 

0830000203788100 

5.892 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.063 

1.59 

0.100 

0.03 

0.01 

0.00 

0.00 

0.00 

0.51 

0.66 

0.13 

0.010 

0.37 

0.28 


Bijora 

0831000203865400 

5.025 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.854 

1.50 

0.090 

0.09 

0.01 

0.00 

0.00 

0.00 

0.46 

0.54 

0.36 

0.009 

0.43 

0.37 







Non-command 

Limestone 

1.516 

1.50 

0.020 

0.11 

0.02 

0.00 

0.00 

0.00 

0.13 

0.16 

0.43 

0.005 

0.23 

0.20 


Bilendi 

0831000203868900 

4.986 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.520 

4.38 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.20 

0.04 

0.005 

0.22 

0.12 


Bishan Kheri 

0831000203864000 

4.257 

Fresh 

Non-command 

Non-command 

Limestone 

0.025 

1.05 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Kota Barrage 

Command 

Limestone 

4.231 

1.05 

0.020 

0.12 

0.03 

0.00 

0.00 

0.00 

0.18 

0.23 

0.45 

0.013 

0.73 

0.56 


Bislai 

0830000203788400 

5.675 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.899 

1.18 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.15 

0.04 

0.003 

0.11 

0.09 







Command 

Limestone 

2.376 

1.18 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.11 

0.14 

0.007 

0.30 

0.23 


Bohat 

0831000103862100 

23.898 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.724 

0.50 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.00 

0.005 

0.05 

0.04 







Non-command 

Limestone 

0.040 

0.50 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Borda 

0831000103859400 

6.605 

Fresh 

Kota Barrage 

Command 

Limestone 

1.298 

1.72 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.04 

0.004 

0.14 

0.11 


Borina 

0831000303876000 

7.766 

Fresh 

Non-command 

Non-command 

Limestone 

0.921 

0.94 

0.120 

0.04 

0.00 

0.00 

0.00 

0.01 

0.13 

0.16 

0.17 

0.002 

0.09 

0.07 






Parwan Lift 

Command 

Limestone 

4.137 

0.94 

0.120 

0.18 

0.01 

0.00 

0.04 

0.01 

0.59 

0.70 

0.72 

0.011 

0.40 

0.34 


Bundi 

0831000203865600 

4.841 

Fresh 

Non-command 

Non-command 

Limestone 

4.841 

1.24 

0.020 

0.28 

0.04 

0.00 

0.00 

0.01 

0.35 

0.42 

1.09 

0.015 

0.76 

0.64 


Chainpura 

0831000303871100 

9.610 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.047 

0.33 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chainpuriya 

0831000103857700 

3.920 

Fresh 

Kota Barrage 

Command 

Limestone 

2.988 

3.24 

0.020 

0.03 

0.01 

0.00 

0.00 

0.01 

0.21 

0.26 

0.11 

0.009 

0.54 

0.43 


Chak Shahbad 

0831000203864200 

2.732 

Fresh 

Non-command 

Non-command 

Limestone 

2.732 

1.01 

0.020 

0.68 

0.17 

0.00 

0.00 

0.00 

0.56 

0.70 

2.73 

0.008 

0.74 

0.60 


Chandraheri 

0831000103857800 

2.762 

Fresh 

Kota Barrage 

Command 

Limestone 

2.762 

3.02 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.20 

0.24 

0.15 

0.008 

0.70 

0.57 


Cheensa 

0830000203796900 

4.721 

Fresh 

Kota Barrage 

Command 

Limestone 

1.746 

1.73 

0.020 

0.07 

0.02 

0.00 

0.00 

0.00 

0.11 

0.15 

0.29 

0.006 

0.27 

0.20 







Command 

Bhander Sandstone 

1.576 

1.73 

0.020 

0.02 

0.01 

0.00 

0.00 

0.00 

0.06 

0.09 

0.09 

0.005 

0.24 

0.18 


Chhatrapura 

0831000103858900 

10.952 

Fresh 

Kota Barrage 

Command 

Limestone 

10.952 

0.86 

0.020 

0.03 

0.00 

0.00 

0.00 

0.03 

0.19 

0.24 

0.08 

0.033 

0.71 

0.57 


Dabar 

0830000203793400 

7.026 

Fresh 

Kota Barrage 

Command 

Bhander Sandstone 

0.054 

2.96 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 


Dabri Kakaji 

0831000203865200 

3.993 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.150 

1.42 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.000 

0.03 

0.02 







Non-command 

Limestone 

3.842 

1.42 

0.020 

0.40 

0.06 

0.00 

0.00 

0.00 

0.45 

0.53 

1.60 

0.012 

0.73 

0.61 


Daulatpura 

0830000103779800 

4.124 

Fresh 

Kota Barrage 

Command 

Limestone 

0.214 

1.98 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.001 

0.04 

0.03 


Delaheri 

0831000203866200 

3.263 

Fresh 

Kota Barrage 

Command 

Limestone 

3.263 

1.01 

0.020 

0.18 

0.03 

0.00 

0.00 

0.00 

0.22 

0.28 

0.70 

0.010 

0.74 

0.57 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.09 

0.00 

15,953.42 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0005 

0.0007 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

5.56 

Safe 

Bakyan 

083000020379060C 

0.12 

0.00 

2,043.11 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

0.0123 

0.0173 

- 

0.030 

0.030 

0.034 

0.002 

0.032 

0.002 

5.00 

Safe 



0.09 

0.31 

(39.81) 

0.25 

0.01 

0.26 

0.05 

0.67 

- 

0.0200 

0.1350 

0.1907 

0.000 

0.346 

0.346 

0.608 

0.030 

0.577 

0.126 

21.76 

Safe 

Bala Khera 

0831000203864300 

0.03 

0.02 

339.29 

0.02 

0.01 

0.03 

0.02 

0.24 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.058 

0.003 

0.055 

0.122 

222.90 

Over Exploited 



0.03 

0.10 

95.64 

0.12 

0.02 

0.14 

0.04 

0.56 

- 

0.0500 

0.1520 

0.2148 

0.004 

0.421 

0.421 

0.560 

0.028 

0.532 

0.289 

54.35 

Safe 

Balapura 

0831000103858800 

0.03 

0.03 

88.75 

0.03 

0.01 

0.04 

0.06 

0.77 

- 

0.0200 

0.0326 

0.0461 

- 

0.099 

0.099 

0.143 

0.007 

0.136 

0.118 

86.95 

Semi Critical 

Baldara 

0831000203863400 

0.03 

0.28 

42.34 

0.34 

0.03 

0.37 

0.06 

0.78 

- 

0.1000 

0.3102 

0.4383 

- 

0.849 

0.849 

1.214 

0.061 

1.153 

0.567 

49.19 

Safe 

Baldeo Pura 

0831000103862400 

0.12 

0.18 

21.79 

0.22 

0.01 

0.23 

0.05 

0.67 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.251 

0.013 

0.238 

0.112 

46.87 

Safe 



0.12 

0.01 

486.22 

0.01 

0.00 

0.01 

0.01 

0.12 

- 

- 

0.0111 

0.0156 

0.000 

0.027 

0.027 

0.035 

0.002 

0.033 

0.019 

58.88 

Safe 

Balwankheri 

0831000103855500 

0.03 

0.00 

64,376.65 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0002 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.000 

0.000 

- 

Safe 

Bambooliya Ghata 

0830000103779700 

0.08 

0.13 

(0.14) 

0.13 

0.02 

0.15 

0.06 

0.76 

- 

- 

0.0288 

0.0543 

0.025 

0.108 

0.108 

0.258 

0.013 

0.245 

0.008 

3.33 

Safe 

Bambuliya Rawtan 

0830000203788200 

0.12 

0.03 

593.97 

0.04 

- 

0.04 

0.02 

0.25 

- 

0.0100 

0.0278 

0.0393 

- 

0.077 

0.077 

0.115 

0.006 

0.110 

0.046 

41.63 

Safe 

Bamooliya Jageer 

0831000303871000 

0.22 

0.22 

45.26 

0.26 

0.04 

0.31 

0.06 

0.79 

- 

0.1300 

- 

- 

0.000 

0.130 

0.130 

0.436 

0.022 

0.414 

1.174 

283.68 

Over Exploited 

Bamooliya Jogiyan 

0831000203864500 

0.03 

0.04 

53.39 

0.04 

0.01 

0.06 

0.03 

0.41 

- 

0.0300 

- 

- 

0.006 

0.036 

0.036 

0.094 

0.005 

0.090 

0.160 

178.27 

Over Exploited 



0.03 

0.03 

28.89 

0.04 

0.01 

0.05 

0.03 

0.39 

- 

0.0200 

0.0757 

0.1070 

0.006 

0.209 

0.209 

0.263 

0.013 

0.250 

0.124 

49.43 

Safe 

Bamoolya Kalan 

0831000203866000 

0.03 

0.18 

207.68 

0.22 

0.06 

0.28 

0.06 

0.79 

- 

0.1400 

- 

- 

0.012 

0.152 

0.152 

0.430 

0.021 

0.408 

1.231 

301.70 

Over Exploited 



0.03 

0.00 

6,220.89 

0.00 

0.01 

0.01 

0.00 

0.02 

- 

- 

0.0048 

0.0054 

0.012 

0.023 

0.023 

0.031 

0.002 

0.029 

0.040 

134.88 

Over Exploited 

Bamoolya Mataji 

0831000203867500 

0.03 

0.17 

95.88 

0.20 

0.02 

0.22 

0.06 

0.79 

- 

0.0600 

0.1840 

0.2600 

0.002 

0.506 

0.506 

0.729 

0.036 

0.692 

0.323 

46.69 

Safe 

Bamori 

0830000203796700 

0.07 

0.02 

354.45 

0.02 

0.00 

0.02 

0.01 

0.16 

- 

0.0100 

0.0491 

0.0594 

0.000 

0.119 

0.119 

0.141 

0.007 

0.134 

0.079 

59.53 

Safe 

Baori Khera 

0831000203868600 

0.03 

0.00 

333,447.68 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.06 

537.82 

0.07 

0.01 

0.08 

0.04 

0.57 

- 

0.0100 

- 

- 

0.016 

0.026 

0.026 

0.105 

0.005 

0.100 

0.083 

83.31 

Semi Critical 



0.03 

0.00 

3,109.44 

0.01 

- 

0.01 

0.01 

0.16 

- 

- 

0.0167 

0.0235 

- 

0.040 

0.040 

0.046 

0.002 

0.043 

0.042 

96.98 

Critical 



0.03 

0.00 

2,920.18 

0.00 

0.01 

0.01 

0.00 

0.06 

- 

- 

0.0059 

0.0083 

0.016 

0.030 

0.030 

0.042 

0.002 

0.039 

0.001 

2.81 

Safe 

Barana 

0830000203788500 

0.12 

0.01 

1,373.45 

0.01 

- 

0.01 

0.01 

0.09 

- 

- 

0.0118 

0.0166 

- 

0.028 

0.028 

0.034 

0.002 

0.033 

0.002 

4.70 

Safe 



0.09 

0.10 

4.00 

0.10 

0.00 

0.10 

0.03 

0.47 

- 

0.0100 

0.0596 

0.0843 

0.000 

0.154 

0.154 

0.255 

0.013 

0.243 

0.080 

32.90 

Safe 

Bargaon 

0831000203862900 

0.03 

0.14 

- 

0.14 

0.07 

0.22 

0.06 

0.78 

- 

0.2100 

0.1586 

0.2241 

0.005 

0.597 

0.597 

0.813 

0.081 

0.732 

1.145 

156.42 

Over Exploited 

Barkhera 

0831000203866100 

0.03 

0.02 

649.42 

0.02 

0.01 

0.03 

0.02 

0.31 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.084 

0.004 

0.079 

0.280 

352.47 

Over Exploited 



0.03 

0.05 

376.48 

0.06 

0.02 

0.08 

0.04 

0.50 

- 

0.0900 

0.0740 

0.0837 

- 

0.248 

0.248 

0.328 

0.016 

0.312 

0.479 

153.58 

Over Exploited 

Barod 

0830000203786300 

0.12 

0.05 

1,266.67 

0.06 

0.01 

0.07 

0.01 

0.13 

- 

0.0200 

0.0543 

0.0767 

0.001 

0.152 

0.152 

0.224 

0.011 

0.213 

0.221 

103.74 

Over Exploited 



0.09 

0.00 

2,381.66 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0110 

0.0156 

- 

0.027 

0.027 

0.029 

0.001 

0.027 

0.038 

140.56 

Over Exploited 

Barwa 

0831000203867700 

0.03 

0.17 

821.57 

0.20 

0.14 

0.34 

0.04 

0.50 

- 

0.3800 

- 

- 

0.010 

0.390 

0.390 

0.730 

0.037 

0.694 

3.430 

494.32 

Over Exploited 



0.03 

0.04 

1,835.46 

0.05 

0.07 

0.11 

0.02 

0.24 

- 

0.1800 

0.0931 

0.1316 

0.010 

0.415 

0.415 

0.528 

0.026 

0.502 

1.617 

322.32 

Over Exploited 



0.03 

0.00 

5,048.94 

0.00 

0.06 

0.06 

0.01 

0.07 

- 

0.0500 

0.0278 

- 

0.010 

0.088 

0.088 

0.152 

0.008 

0.145 

0.473 

327.10 

Over Exploited 

Batawada 

0831000303873500 

0.22 

0.00 

967.43 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.002 

0.037 

1,493.91 

Over Exploited 



0.08 

0.48 

434.80 

0.58 

0.09 

0.67 

0.05 

0.61 

- 

0.1500 

- 

- 

0.060 

0.210 

0.210 

0.879 

0.044 

0.835 

1.349 

161.51 

Over Exploited 



0.08 

0.00 

(20,020.84) 

0.00 

0.04 

0.04 

0.00 

0.01 

- 

- 

0.0020 

- 

0.060 

0.062 

0.062 

0.105 

0.005 

0.099 

0.024 

24.48 

Safe 

Batawadi 

0831000203867800 

0.03 

0.09 

254.28 

0.11 

0.03 

0.14 

0.06 

0.82 

- 

0.0900 

- 

- 

0.005 

0.095 

0.095 

0.233 

0.012 

0.221 

0.792 

357.86 

Over Exploited 

Bengni 

0831000303876900 

0.08 

0.01 

4,900.01 

0.01 

0.02 

0.02 

0.01 

0.08 

- 

0.0100 

0.0079 

- 

0.009 

0.027 

0.027 

0.050 

0.002 

0.047 

0.171 

362.52 

Over Exploited 

Bhateri 

0831000103858200 

0.03 

0.06 

122.96 

0.07 

0.01 

0.08 

0.06 

0.76 

- 

0.0400 

0.0558 

0.0631 

- 

0.159 

0.159 

0.239 

0.012 

0.227 

0.233 

102.71 

Over Exploited 

Bhojya Kheri 

0831000203863900 

0.03 

0.08 

267.57 

0.09 

0.05 

0.14 

0.06 

0.78 

- 

0.1400 

0.0864 

0.1221 

- 

0.349 

0.349 

0.492 

0.025 

0.468 

0.740 

158.20 

Over Exploited 

Bhonra Jari 

0831000203868200 

0.03 

0.02 

2,135.47 

0.03 

0.03 

0.06 

0.02 

0.30 

- 

0.0800 

- 

- 

0.001 

0.081 

0.081 

0.140 

0.007 

0.133 

0.750 

564.41 

Over Exploited 



0.03 

0.07 

1,016.03 

0.08 

0.15 

0.24 

0.04 

0.51 

- 

0.1400 

0.0627 

- 

0.001 

0.203 

0.203 

0.439 

0.022 

0.417 

1.302 

312.45 

Over Exploited 

Bhooden 

0830000203788100 

0.12 

0.14 

384.52 

0.16 

0.01 

0.17 

0.03 

0.40 

- 

0.0200 

0.0739 

0.1044 

- 

0.198 

0.198 

0.371 

0.019 

0.353 

0.136 

38.46 

Safe 

Bijora 

0831000203865400 

0.12 

0.15 

263.84 

0.18 

0.01 

0.19 

0.04 

0.47 

- 

0.0400 

- 

- 

0.002 

0.042 

0.042 

0.232 

0.012 

0.220 

0.369 

167.57 

Over Exploited 



0.03 

0.01 

1,391.74 

0.01 

0.02 

0.03 

0.02 

0.25 

- 

0.0500 

- 

- 

0.002 

0.052 

0.052 

0.086 

0.004 

0.082 

0.434 

530.41 

Over Exploited 

Bilendi 

0831000203868900 

0.03 

0.01 

1,881.04 

0.01 

0.00 

0.01 

0.02 

0.24 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.018 

0.001 

0.017 

0.041 

241.62 

Over Exploited 

Bishan Kheri 

0831000203864000 

0.03 

0.00 

17,818.58 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.09 

150.79 

0.11 

0.03 

0.14 

0.06 

0.79 

- 

0.0800 

0.1021 

0.1442 

- 

0.326 

0.326 

0.467 

0.023 

0.444 

0.460 

103.66 

Over Exploited 

Bislai 

0830000203788400 

0.12 

0.01 

1,137.16 

0.01 

- 

0.01 

0.01 

0.12 

- 

0.0100 

0.0217 

0.0306 

- 

0.062 

0.062 

0.077 

0.004 

0.073 

0.045 

61.30 

Safe 



0.09 

0.06 

75.02 

0.08 

0.01 

0.09 

0.02 

0.32 

- 

0.0300 

0.0573 

0.0810 

- 

0.168 

0.168 

0.255 

0.013 

0.242 

0.151 

62.48 

Safe 

Bohat 

0831000103862100 

0.12 

0.01 

782.73 

0.01 

0.00 

0.01 

0.00 

0.06 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.014 

0.001 

0.014 

0.005 

38.58 

Safe 



0.03 

0.00 

35,110.03 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Borda 

0831000103859400 

0.03 

0.01 

1,154.82 

0.01 

- 

0.01 

0.01 

0.15 

- 

0.0100 

0.0313 

0.0443 

- 

0.086 

0.086 

0.092 

0.005 

0.087 

0.043 

49.12 

Safe 

Borina 

0831000303876000 

0.08 

0.01 

2,337.57 

0.01 

0.01 

0.02 

0.01 

0.10 

- 

0.0100 

- 

- 

0.015 

0.025 

0.025 

0.042 

0.002 

0.040 

0.170 

424.23 

Over Exploited 



0.08 

0.13 

427.32 

0.16 

0.06 

0.22 

0.03 

0.44 

- 

0.0300 

0.0346 

- 

0.015 

0.079 

0.079 

0.301 

0.015 

0.286 

0.731 

255.74 

Over Exploited 

Bundi 

0831000203865600 

0.03 

0.11 

281.63 

0.13 

0.05 

0.18 

0.06 

0.82 

- 

0.1200 

- 

- 

0.010 

0.130 

0.130 

0.308 

0.015 

0.293 

1.107 

377.74 

Over Exploited 

Chainpura 

0831000303871100 

0.22 

0.00 

429.20 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chainpuriya 

0831000103857700 

0.03 

0.05 

435.65 

0.06 

0.02 

0.07 

0.05 

0.58 

- 

0.0200 

0.0721 

0.1018 

0.009 

0.203 

0.203 

0.277 

0.014 

0.263 

0.123 

46.75 

Safe 

Chak Shahbad 

0831000203864200 

0.03 

0.06 

1,054.80 

0.07 

0.17 

0.24 

0.06 

0.80 

- 

0.5100 

- 

- 

0.003 

0.513 

0.513 

0.758 

0.038 

0.720 

2.735 

379.96 

Over Exploited 

Chandraheri 

0831000103857800 

0.03 

0.06 

316.77 

0.07 

0.01 

0.08 

0.06 

0.76 

- 

0.0300 

0.0666 

0.0941 

0.002 

0.193 

0.193 

0.274 

0.014 

0.260 

0.158 

60.85 

Safe 

Cheensa 

0830000203796900 

0.09 

0.04 

249.73 

0.05 

0.02 

0.07 

0.02 

0.29 

- 

0.0500 

0.0491 

0.0595 

- 

0.159 

0.159 

0.229 

0.011 

0.218 

0.294 

134.87 

Over Exploited 



0.07 

0.03 

222.71 

0.03 

0.01 

0.04 

0.02 

0.26 

- 

0.0200 

0.0444 

0.0537 

- 

0.118 

0.118 

0.160 

0.008 

0.152 

0.091 

59.85 

Safe 

Chhatrapura 

0831000103858900 

0.03 

0.23 

3.20 

0.24 

0.03 

0.27 

0.06 

0.77 

- 

0.0100 

0.2642 

0.3733 

0.038 

0.685 

0.685 

0.952 

0.048 

0.904 

0.111 

12.32 

Safe 

Dabar 

0830000203793400 

0.07 

0.00 

20,187.75 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0013 

0.0018 

- 

0.003 

0.003 

0.003 

0.000 

0.003 

0.000 

5.70 

Safe 

Dabri Kakaji 

0831000203865200 

0.12 

0.00 

6,661.36 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.036 

6,249.33 

Over Exploited 



0.03 

0.08 

533.88 

0.10 

0.06 

0.16 

0.06 

0.79 

- 

0.1800 

- 

- 

- 

0.180 

0.180 

0.341 

0.017 

0.324 

1.611 

497.68 

Over Exploited 

Daulatpura 

0830000103779800 

0.08 

0.00 

2,638.77 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

0.0052 

0.0073 

- 

0.013 

0.013 

0.013 

0.001 

0.013 

0.019 

148.87 

Over Exploited 

Delaheri 

0831000203866200 

0.03 

0.07 

288.76 

0.09 

0.03 

0.12 

0.06 

0.80 

- 

0.0800 

0.0656 

0.0742 

0.000 

0.220 

0.220 

0.337 

0.017 

0.320 

0.709 

221.22 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Deopura Sorkhand 

083100020386490C 

4.809 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.021 

1.39 

0.090 

0.06 

0.01 

0.00 

0.00 

0.00 

0.43 

0.51 

0.23 

0.009 

0.47 

0.40 







Non-command 

Limestone 

1.788 

1.39 

0.020 

0.07 

0.01 

0.00 

0.00 

0.01 

0.10 

0.12 

0.27 

0.005 

0.28 

0.23 


Dhakar Kheri 

0831000203867400 

7.575 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.255 

0.46 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.02 






Kota Barrage 

Command 

Limestone 

3.365 

0.46 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.05 

0.07 

0.11 

0.010 

0.32 

0.21 







Command 

Bhander Sandstone 

3.956 

0.46 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.07 

0.012 

0.38 

0.25 


Dhansuri 

0830000203788300 

5.780 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.906 

1.26 

0.100 

0.03 

0.01 

0.00 

0.00 

0.00 

0.39 

0.50 

0.13 

0.009 

0.36 

0.28 







Command 

Limestone 

0.428 

1.26 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.05 

0.04 


Dhatooriya 

0831000203864400 

6.250 

Fresh 

Kota Barrage 

Command 

Limestone 

6.250 

-0.35 

0.020 

0.07 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.019 

0.73 

0.58 


Dheepri ( Kalisindh) 

0830000103779600 

2.831 

Fresh 

Kota Barrage 

Command 

Limestone 

2.010 

1.76 

0.030 

0.05 

0.01 

0.00 

0.00 

0.02 

0.13 

0.17 

0.20 

0.007 

0.50 

0.37 


Dhoomarkheri 

0831000103855300 

4.605 

Fresh 

Kota Barrage 

Command 

Limestone 

4.502 

2.50 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.27 

0.34 

0.23 

0.014 

0.69 

0.55 


Dugari 

0831000203866500 

5.443 

Fresh 

Kota Barrage 

Command 

Limestone 

5.443 

0.65 

0.020 

0.18 

0.04 

0.00 

0.00 

0.00 

0.21 

0.30 

0.70 

0.017 

0.73 

0.52 


Gadepan 

0830000203797100 

4.935 

Fresh 

Kota Barrage 

Command 

Bhander Sandstone 

0.008 

1.01 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ganeshpura 

0831000203863000 

0.745 

Fresh 

Kota Barrage 

Command 

Limestone 

0.745 

-0.59 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.73 

0.58 


Ghorigaon 

0831000203862700 

7.435 

Fresh 

Kota Barrage 

Command 

Limestone 

7.435 

0.30 

0.020 

0.20 

0.05 

0.00 

0.00 

0.00 

0.19 

0.24 

0.79 

0.023 

0.72 

0.58 


Godawari 

0831000103858600 

1.729 

Fresh 

Kota Barrage 

Command 

Limestone 

1.729 

0.74 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.04 

0.005 

0.71 

0.56 


Gopalpura 

0831000203866800 

2.420 

Fresh 

Kota Barrage 

Command 

Limestone 

1.144 

1.23 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.08 

0.003 

0.34 

0.24 







Command 

Bhander Sandstone 

1.276 

1.23 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.04 

0.004 

0.38 

0.27 


Govindpura 

0831000203867900 

5.856 

Fresh 

Non-command 

Non-command 

Limestone 

4.601 

1.54 

0.020 

0.39 

0.06 

0.00 

0.00 

0.01 

0.46 

0.57 

1.56 

0.014 

0.59 

0.49 






Parwan Lift 

Command 

Limestone 

1.255 

1.54 

0.020 

0.11 

0.02 

0.00 

0.03 

0.01 

0.09 

0.12 

0.43 

0.004 

0.16 

0.13 


Gulab Pura 

0831000203866900 

7.975 

Fresh 

Kota Barrage 

Command 

Bhander Sandstone 

1.842 

1.78 

0.015 

0.01 

0.00 

0.00 

0.00 

0.04 

0.02 

0.03 

0.04 

0.006 

0.17 

0.12 


Hanpa Heri 

0831000203868100 

4.388 

Fresh 

Parwan Lift 

Command 

Limestone 

3.975 

3.68 

0.020 

0.32 

0.02 

0.00 

0.04 

0.00 

0.55 

0.78 

1.25 

0.012 

0.67 

0.47 


Harsoli 

0831000103862300 

1.756 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.700 

0.45 

0.090 

0.04 

0.01 

0.00 

0.00 

0.01 

0.09 

0.11 

0.14 

0.005 

0.71 

0.58 


Idalgarh 

0830000203786500 

2.470 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.615 

1.45 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.31 

0.00 

0.005 

0.46 

0.35 







Command 

Limestone 

0.538 

1.45 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.002 

0.15 

0.12 


Jai Nagar 

0831000203868000 

4.278 

Fresh 

Parwan Lift 

Command 

Limestone 

4.278 

1.43 

0.020 

0.38 

0.02 

0.00 

0.04 

0.00 

0.44 

0.55 

1.52 

0.013 

0.75 

0.60 


Jakhrond 

0830000203790700 

11.505 

Fresh 

Kota Barrage 

Command 

Limestone 

7.011 

1.43 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.24 

0.32 

0.18 

0.022 

0.44 

0.34 


Jaloda Tejaji 

0831000103857600 

8.317 

Fresh 

Kota Barrage 

Command 

Limestone 

0.344 

3.30 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.001 

0.03 

0.02 


Jiyaheri 

0830000203792800 

0.654 

Fresh 

Kota Barrage 

Command 

Limestone 

0.333 

2.68 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.11 

0.001 

0.37 

0.28 


Kachnawada 

0830000203793100 

8.706 

Fresh 

Kota Barrage 

Command 

Limestone 

8.706 

1.52 

0.020 

0.23 

0.06 

0.00 

0.00 

0.00 

0.43 

0.57 

0.90 

0.027 

0.72 

0.55 


Kachri 

0831000203865800 

4.757 

Fresh 

Non-command 

Non-command 

Limestone 

4.757 

0.84 

0.020 

0.21 

0.05 

0.00 

0.00 

0.02 

0.22 

0.27 

0.81 

0.014 

0.75 

0.61 


Kakrawada 

0830000203796800 

4.560 

Fresh 

Kota Barrage 

Command 

Limestone 

3.880 

1.47 

0.020 

0.17 

0.04 

0.00 

0.00 

0.00 

0.24 

0.32 

0.65 

0.012 

0.61 

0.46 







Command 

Bhander Sandstone 

0.680 

1.47 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.04 

0.002 

0.11 

0.08 


Kala Khera 

0831000303870800 

1.704 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.271 

3.09 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.09 

0.001 

0.12 

0.10 


Kanada @ Kanoda 

0831000103854900 

4.735 

Fresh 

Kota Barrage 

Command 

Limestone 

4.735 

0.93 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.15 

0.11 

0.014 

0.70 

0.54 


Kankra 

0830000103780300 

3.868 

Fresh 

Kota Barrage 

Command 

Limestone 

0.016 

2.52 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kekakheri 

0831000103855400 

1.939 

Fresh 

Kota Barrage 

Command 

Limestone 

0.530 

3.19 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.04 

0.002 

0.19 

0.15 


Kethori 

0831000203867200 

7.579 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.126 

2.50 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.27 

0.04 

0.013 

0.39 

0.23 






Kota Barrage 

Command 

Bhander Sandstone 

0.170 

2.50 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.01 


Kewra 

0831000203868400 

3.506 

Fresh 

Non-command 

Non-command 

Limestone 

3.083 

4.34 

0.020 

0.26 

0.04 

0.00 

0.00 

0.00 

0.49 

0.73 

1.01 

0.009 

0.65 

0.43 







Non-command 

Bhander Sandstone 

0.422 

4.34 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.05 

0.001 

0.09 

0.06 


Khairoola 

0830000203788000 

6.074 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.869 

1.77 

0.100 

0.02 

0.01 

0.00 

0.00 

0.00 

0.34 

0.44 

0.08 

0.006 

0.22 

0.17 


Khajoorna Kalan 

0831000203868500 

6.735 

Fresh 

Non-command 

Non-command 

Limestone 

1.114 

2.60 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.12 

0.17 

0.27 

0.003 

0.12 

0.08 







Non-command 

Bhander Sandstone 

0.065 

2.60 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 






Kota Barrage 

Command 

Limestone 

5.556 

2.60 

0.020 

0.36 

0.05 

0.00 

0.00 

0.00 

0.60 

0.89 

1.40 

0.017 

0.60 

0.41 


Khajoorna Khurd 

0831000203865300 

2.891 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.430 

1.43 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.05 

0.001 

0.11 

0.10 







Non-command 

Limestone 

2.462 

1.43 

0.020 

0.14 

0.02 

0.00 

0.00 

0.01 

0.18 

0.22 

0.55 

0.007 

0.65 

0.55 


Kheri 

0831000303875900 

1.858 

Fresh 

Non-command 

Non-command 

Limestone 

0.117 

2.46 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.05 

0.000 

0.05 

0.04 


Kheri Ghata 

0830000203793000 

4.070 

Fresh 

Kota Barrage 

Command 

Limestone 

3.750 

2.16 

0.020 

0.18 

0.05 

0.00 

0.00 

0.00 

0.29 

0.38 

0.72 

0.012 

0.66 

0.51 


Kherli Dhakran 

0830000203790900 

4.178 

Fresh 

Kota Barrage 

Command 

Limestone 

4.178 

2.10 

0.020 

0.18 

0.04 

0.00 

0.00 

0.00 

0.32 

0.41 

0.68 

0.013 

0.72 

0.55 


Kherli Parasram 

0830000203787900 

3.995 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.503 

1.67 

0.100 

0.03 

0.01 

0.00 

0.00 

0.00 

0.44 

0.57 

0.13 

0.008 

0.44 

0.34 


Khyawada 

0830000203786400 

3.668 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.118 

1.54 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.36 

0.47 

0.17 

0.007 

0.41 

0.31 







Command 

Limestone 

0.616 

1.54 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.04 

0.002 

0.12 

0.09 


Kishanpura 

0831000103860300 

7.311 

Fresh 

Kota Barrage 

Command 

Limestone 

0.270 

1.40 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.03 

0.02 


Kishorpura 

0830000203790500 

5.588 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.132 

1.28 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.000 

0.02 

0.01 


Kolana 

0830000103779500 

6.130 

Fresh 

Kota Barrage 

Command 

Limestone 

0.048 

1.96 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 


Koondla 

0831000103859200 

1.753 

Fresh 

Kota Barrage 

Command 

Limestone 

1.753 

1.37 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.09 

0.12 

0.23 

0.005 

0.70 

0.57 


Kotri 

0831000203868300 

2.342 

Fresh 

Non-command 

Non-command 

Limestone 

0.625 

5.79 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.15 

0.08 

0.002 

0.19 

0.12 







Non-command 

Bhander Sandstone 

1.671 

5.79 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.17 

0.28 

0.11 

0.005 

0.52 

0.33 






Parwan Lift 

Command 

Limestone 

0.046 

5.79 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.000 

0.01 

0.01 


Kushya 

0831000103859300 

4.413 

Fresh 

Kota Barrage 

Command 

Limestone 

4.407 

1.51 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.17 

0.21 

0.19 

0.013 

0.70 

0.57 


Ladwara 

0831000203863700 

6.043 

Fresh 

Kota Barrage 

Command 

Limestone 

6.043 

1.13 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.21 

0.04 

0.018 

0.72 

0.55 


Lasari 

0831000203867600 

5.062 

Fresh 

Kota Barrage 

Command 

Limestone 

5.062 

1.12 

0.020 

0.22 

0.03 

0.00 

0.00 

0.00 

0.30 

0.42 

0.86 

0.015 

0.74 

0.54 


Mahuwa 

0831000103860700 

7.710 

Fresh 

Non-command 

Non-command 

Limestone 

2.403 

1.21 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.04 

0.007 

0.22 

0.18 






Kota Barrage 

Command 

Limestone 

5.307 

1.21 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.18 

0.04 

0.016 

0.49 

0.39 


Mai Bamori 

0831000103855600 

10.141 

Fresh 

Kota Barrage 

Command 

Limestone 

0.000 

1.92 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mandpur 

0831000203862600 

2.212 

Fresh 

Kota Barrage 

Command 

Limestone 

2.212 

0.42 

0.020 

0.08 

0.02 

0.00 

0.00 

0.00 

0.08 

0.10 

0.30 

0.007 

0.72 

0.57 


Manpura 

0831000203869000 

7.866 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.071 

6.55 

0.015 

0.01 

0.00 

0.00 

0.00 

0.08 

0.13 

0.25 

0.04 

0.006 

0.19 

0.10 






Parwan Lift 

Command 

Bhander Sandstone 

0.177 

6.55 

0.015 

0.00 

0.00 

0.00 

0.00 

0.08 

-0.07 

-0.12 

0.00 

0.001 

0.02 

0.01 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Deopura Sorkhand 

0831000203864900 

0.12 

0.17 

197.01 

0.21 

0.01 

0.22 

0.04 

0.51 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.245 

0.012 

0.233 

0.243 

104.49 

Over Exploited 



0.03 

0.01 

712.74 

0.02 

0.02 

0.04 

0.02 

0.30 

- 

0.0300 

- 

- 

0.011 

0.041 

0.041 

0.076 

0.004 

0.072 

0.278 

385.01 

Over Exploited 

Dhakar Kheri 

0831000203867400 

0.03 

0.00 

1,350.08 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.03 

0.03 

117.00 

0.04 

0.01 

0.05 

0.03 

0.35 

- 

0.0200 

0.0812 

0.1147 

0.007 

0.223 

0.223 

0.277 

0.014 

0.263 

0.124 

47.24 

Safe 



0.03 

0.04 

60.75 

0.05 

- 

0.05 

0.03 

0.41 

- 

0.0100 

0.0954 

0.1348 

- 

0.240 

0.240 

0.294 

0.015 

0.280 

0.080 

28.63 

Safe 

Dhansuri 

0830000203788300 

0.12 

0.13 

301.00 

0.15 

0.01 

0.16 

0.03 

0.39 

- 

0.0200 

0.0701 

0.0991 

- 

0.189 

0.189 

0.349 

0.017 

0.332 

0.135 

40.71 

Safe 



0.09 

0.00 

588.30 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

0.0103 

0.0146 

- 

0.025 

0.025 

0.027 

0.001 

0.026 

0.001 

5.19 

Safe 

Dhatooriya 

0831000203864400 

0.03 

0.14 

- 

0.14 

0.02 

0.16 

0.06 

0.79 

- 

0.0500 

0.1508 

0.2131 

0.001 

0.415 

0.415 

0.573 

0.057 

0.515 

0.283 

54.93 

Safe 

Dheepri ( Kalisindh) 

0830000103779600 

0.08 

0.08 

115.78 

0.10 

0.03 

0.12 

0.04 

0.54 

- 

0.0200 

0.0323 

0.0457 

0.026 

0.124 

0.124 

0.246 

0.012 

0.234 

0.205 

87.51 

Semi Critical 

Dhoomarkheri 

0831000103855300 

0.03 

0.09 

266.41 

0.11 

0.01 

0.12 

0.06 

0.74 

- 

0.0400 

0.0905 

0.1023 

0.005 

0.238 

0.238 

0.362 

0.018 

0.344 

0.242 

70.27 

Semi Critical 

Dugari 

0831000203866500 

0.03 

0.12 

148.20 

0.14 

0.04 

0.18 

0.06 

0.79 

- 

0.1300 

0.1313 

0.1855 

0.000 

0.447 

0.447 

0.631 

0.032 

0.599 

0.719 

119.95 

Over Exploited 

Gadepan 

0830000203797100 

0.07 

0.00 

51,677.96 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0002 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.000 

0.000 

- 

Safe 

Ganeshpura 

0831000203863000 

0.03 

0.02 

- 

0.02 

- 

0.02 

0.06 

0.79 

- 

- 

0.0180 

0.0254 

- 

0.043 

0.043 

0.060 

0.006 

0.054 

0.002 

4.23 

Safe 

Ghorigaon 

0831000203862700 

0.03 

0.16 

47.93 

0.19 

0.05 

0.25 

0.06 

0.78 

- 

0.1500 

0.1794 

0.2534 

0.006 

0.589 

0.589 

0.836 

0.042 

0.794 

0.812 

102.19 

Over Exploited 

Godawari 

0831000103858600 

0.03 

0.04 

21.94 

0.04 

- 

0.04 

0.06 

0.77 

- 

0.0100 

0.0417 

0.0589 

- 

0.111 

0.111 

0.155 

0.008 

0.147 

0.041 

28.03 

Safe 

Gopalpura 

0831000203866800 

0.03 

0.01 

480.46 

0.01 

0.00 

0.01 

0.03 

0.37 

- 

0.0100 

0.0276 

0.0390 

0.000 

0.077 

0.077 

0.091 

0.005 

0.087 

0.081 

93.88 

Critical 



0.03 

0.01 

227.82 

0.02 

0.00 

0.02 

0.03 

0.41 

- 

0.0100 

0.0308 

0.0435 

0.000 

0.084 

0.084 

0.102 

0.005 

0.097 

0.040 

41.23 

Safe 

Govindpura 

0831000203867900 

0.03 

0.08 

589.82 

0.10 

0.07 

0.17 

0.05 

0.64 

- 

0.1800 

- 

- 

0.013 

0.193 

0.193 

0.360 

0.018 

0.342 

1.574 

459.85 

Over Exploited 



0.03 

0.01 

1,793.21 

0.01 

0.05 

0.06 

0.01 

0.18 

- 

0.0500 

0.0210 

- 

0.013 

0.084 

0.084 

0.145 

0.007 

0.138 

0.433 

313.24 

Over Exploited 

Gulab Pura 

0831000203866900 

0.03 

0.01 

174.73 

0.01 

0.04 

0.05 

0.01 

0.18 

- 

0.0100 

0.0444 

0.0628 

0.061 

0.179 

0.179 

0.230 

0.012 

0.219 

0.042 

19.01 

Safe 

Hanpa Heri 

0831000203868100 

0.03 

0.08 

873.29 

0.10 

0.06 

0.16 

0.06 

0.73 

- 

0.1400 

0.0332 

- 

0.006 

0.180 

0.180 

0.340 

0.017 

0.323 

1.260 

390.21 

Over Exploited 

Harsoli 

0831000103862300 

0.12 

0.14 

(21.45) 

0.12 

0.02 

0.13 

0.06 

0.77 

- 

0.0200 

- 

- 

0.008 

0.028 

0.028 

0.158 

0.008 

0.150 

0.145 

96.67 

Critical 

Idalgarh 

0830000203786500 

0.12 

0.09 

242.09 

0.11 

- 

0.11 

0.04 

0.50 

- 

- 

0.0325 

0.0367 

- 

0.069 

0.069 

0.176 

0.009 

0.168 

0.005 

3.04 

Safe 



0.09 

0.01 

173.42 

0.01 

- 

0.01 

0.01 

0.17 

- 

- 

0.0108 

0.0122 

- 

0.023 

0.023 

0.032 

0.002 

0.030 

0.002 

5.59 

Safe 

Jai Nagar 

0831000203868000 

0.03 

0.10 

470.66 

0.12 

0.06 

0.18 

0.06 

0.82 

- 

0.0600 

0.0357 

- 

0.002 

0.098 

0.098 

0.278 

0.014 

0.264 

1.534 

581.00 

Over Exploited 

Jakhrond 

0830000203790700 

0.09 

0.28 

13.88 

0.32 

0.01 

0.33 

0.03 

0.47 

- 

0.0300 

0.1691 

0.2390 

- 

0.438 

0.438 

0.763 

0.038 

0.725 

0.202 

27.88 

Safe 

Jaloda Tejaji 

0831000103857600 

0.03 

0.00 

9,244.62 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0083 

0.0117 

- 

0.020 

0.020 

0.020 

0.001 

0.019 

0.001 

5.42 

Safe 

Jiyaheri 

0830000203792800 

0.09 

0.01 

469.58 

0.01 

- 

0.01 

0.03 

0.40 

- 

0.0200 

0.0067 

0.0076 

- 

0.034 

0.034 

0.047 

0.002 

0.045 

0.109 

241.72 

Over Exploited 

Kachnawada 

0830000203793100 

0.09 

0.57 

0.75 

0.57 

0.06 

0.63 

0.06 

0.78 

- 

0.1700 

0.2100 

0.2968 

0.001 

0.678 

0.678 

1.308 

0.065 

1.243 

0.927 

74.63 

Semi Critical 

Kachri 

0831000203865800 

0.03 

0.11 

156.77 

0.13 

0.07 

0.19 

0.06 

0.81 

- 

0.1500 

- 

- 

0.023 

0.173 

0.173 

0.367 

0.018 

0.348 

0.821 

235.78 

Over Exploited 

Kakrawada 

0830000203796800 

0.09 

0.21 

50.67 

0.26 

0.04 

0.30 

0.05 

0.66 

- 

0.1200 

0.0936 

0.1323 

- 

0.346 

0.346 

0.643 

0.032 

0.611 

0.660 

108.06 

Over Exploited 



0.07 

0.01 

668.78 

0.01 

0.00 

0.01 

0.01 

0.12 

- 

0.0100 

0.0164 

0.0232 

0.000 

0.050 

0.050 

0.056 

0.003 

0.053 

0.038 

71.37 

Semi Critical 

Kala Khera 

0831000303870800 

0.22 

0.01 

431.34 

0.01 

- 

0.01 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.019 

0.001 

0.018 

0.091 

512.73 

Over Exploited 

Kanada @ Kanoda 

0831000103854900 

0.03 

0.10 

51.18 

0.12 

0.00 

0.12 

0.06 

0.76 

- 

0.0100 

0.0952 

0.1076 

0.002 

0.214 

0.214 

0.335 

0.017 

0.318 

0.128 

40.33 

Safe 

Kankra 

0830000103780300 

0.08 

0.00 

38,161.99 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Kekakheri 

0831000103855400 

0.03 

0.00 

1,681.01 

0.00 

- 

0.00 

0.02 

0.21 

- 

0.0100 

0.0106 

0.0120 

- 

0.033 

0.033 

0.036 

0.002 

0.035 

0.041 

117.58 

Over Exploited 

Kethori 

0831000203867200 

0.03 

0.05 

462.94 

0.06 

0.00 

0.06 

0.03 

0.43 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.061 

0.003 

0.058 

0.049 

83.80 

Semi Critical 



0.03 

0.00 

10,704.20 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

0.0034 

0.0039 

0.002 

0.009 

0.009 

0.010 

0.001 

0.010 

0.001 

5.40 

Safe 

Kewra 

0831000203868400 

0.03 

0.06 

1,118.23 

0.07 

0.04 

0.11 

0.05 

0.70 

- 

0.1100 

- 

- 

0.001 

0.111 

0.111 

0.223 

0.011 

0.212 

1.023 

482.38 

Over Exploited 



0.03 

0.00 

4,900.70 

0.00 

- 

0.00 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.011 

0.055 

513.02 

Over Exploited 

Khairoola 

0830000203788000 

0.12 

0.05 

809.00 

0.06 

0.01 

0.07 

0.02 

0.24 

- 

0.0200 

0.0451 

0.0637 

0.000 

0.129 

0.129 

0.198 

0.010 

0.188 

0.090 

47.78 

Safe 

Khajoorna Kalan 

0831000203868500 

0.03 

0.00 

4,151.26 

0.00 

0.01 

0.02 

0.01 

0.13 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.051 

0.003 

0.048 

0.276 

575.77 

Over Exploited 



0.03 

0.00 

26,620.20 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.10 

781.18 

0.12 

0.05 

0.17 

0.05 

0.65 

- 

0.1600 

0.1117 

0.1263 

0.003 

0.401 

0.401 

0.575 

0.029 

0.546 

1.421 

260.33 

Over Exploited 

Khajoorna Khurd 

0831000203865300 

0.12 

0.01 

1,222.54 

0.01 

- 

0.01 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.055 

342.92 

Over Exploited 



0.03 

0.05 

351.53 

0.06 

0.03 

0.08 

0.05 

0.70 

- 

0.0600 

- 

- 

0.011 

0.071 

0.071 

0.155 

0.008 

0.148 

0.553 

374.81 

Over Exploited 

Kheri 

0831000303875900 

0.08 

0.00 

11,179.89 

0.00 

0.00 

0.00 

0.00 

0.05 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.004 

0.000 

0.003 

0.048 

1,449.94 

Over Exploited 

Kheri Ghata 

0830000203793000 

0.09 

0.22 

70.34 

0.27 

0.05 

0.32 

0.05 

0.72 

- 

0.1400 

0.0905 

0.1278 

0.001 

0.359 

0.359 

0.679 

0.034 

0.645 

0.732 

113.43 

Over Exploited 

Kherli Dhakran 

0830000203790900 

0.09 

0.27 

52.68 

0.33 

0.04 

0.37 

0.06 

0.78 

- 

0.1300 

0.1008 

0.1424 

- 

0.373 

0.373 

0.738 

0.037 

0.701 

0.697 

99.39 

Critical 

Kherli Parasram 

0830000203787900 

0.12 

0.13 

330.32 

0.16 

0.01 

0.17 

0.04 

0.48 

- 

0.0200 

0.0604 

0.0853 

- 

0.166 

0.166 

0.335 

0.017 

0.319 

0.134 

42.01 

Safe 

Khyawada 

0830000203786400 

0.12 

0.10 

355.58 

0.12 

0.01 

0.13 

0.03 

0.44 

- 

0.0200 

0.0341 

0.0481 

- 

0.102 

0.102 

0.236 

0.012 

0.224 

0.175 

77.95 

Semi Critical 



0.09 

0.01 

484.78 

0.01 

- 

0.01 

0.01 

0.13 

- 

- 

0.0099 

0.0140 

- 

0.024 

0.024 

0.032 

0.002 

0.030 

0.038 

125.83 

Over Exploited 

Kishanpura 

0831000103860300 

0.03 

0.00 

4,329.12 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0054 

0.0061 

- 

0.012 

0.012 

0.012 

0.001 

0.011 

0.001 

7.30 

Safe 

Kishorpura 

0830000203790500 

0.12 

0.00 

8,131.09 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0037 

0.0045 

- 

0.008 

0.008 

0.009 

0.000 

0.008 

0.000 

5.13 

Safe 

Kolana 

0830000103779500 

0.08 

0.00 

18,024.16 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0008 

0.0011 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.000 

8.97 

Safe 

Koondla 

0831000103859200 

0.03 

0.04 

216.57 

0.04 

0.01 

0.06 

0.06 

0.76 

- 

0.0400 

0.0423 

0.0598 

0.005 

0.147 

0.147 

0.205 

0.010 

0.195 

0.233 

119.88 

Over Exploited 

Kotri 

0831000203868300 

0.03 

0.00 

3,913.19 

0.00 

- 

0.00 

0.02 

0.21 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.014 

0.080 

585.00 

Over Exploited 



0.03 

0.03 

956.69 

0.03 

0.00 

0.03 

0.04 

0.56 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.044 

0.002 

0.042 

0.113 

269.72 

Over Exploited 



0.03 

0.00 

34,965.14 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

0.0008 

- 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

8.45 

Safe 

Kushya 

0831000103859300 

0.03 

0.09 

126.25 

0.11 

0.01 

0.12 

0.06 

0.76 

- 

0.0400 

0.1063 

0.1502 

0.005 

0.302 

0.302 

0.426 

0.021 

0.405 

0.202 

49.99 

Safe 

Ladwara 

0831000203863700 

0.03 

0.13 

56.38 

0.16 

- 

0.16 

0.06 

0.78 

- 

0.0100 

0.1458 

0.2060 

- 

0.362 

0.362 

0.519 

0.026 

0.493 

0.054 

11.03 

Safe 

Lasari 

0831000203867600 

0.03 

0.11 

270.14 

0.13 

0.03 

0.16 

0.06 

0.80 

- 

0.1000 

0.1017 

0.1150 

- 

0.317 

0.317 

0.481 

0.024 

0.457 

0.873 

190.98 

Over Exploited 

Mahuwa 

0831000103860700 

0.03 

0.02 

414.73 

0.02 

0.00 

0.02 

0.02 

0.24 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.035 

0.002 

0.033 

0.046 

140.65 

Over Exploited 



0.03 

0.08 

134.17 

0.09 

0.00 

0.09 

0.04 

0.53 

- 

0.0100 

0.1280 

0.1809 

0.003 

0.322 

0.322 

0.417 

0.021 

0.396 

0.055 

13.92 

Safe 

Mai Bamori 

0831000103855600 

0.03 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mandpur 

0831000203862600 

0.03 

0.05 

107.20 

0.06 

0.02 

0.08 

0.06 

0.77 

- 

0.0600 

0.0534 

0.0754 

- 

0.189 

0.189 

0.266 

0.013 

0.252 

0.307 

121.48 

Over Exploited 

Manpura 

0831000203869000 

0.03 

0.01 

2,020.55 

0.01 

0.08 

0.09 

0.02 

0.21 

- 

0.0100 

- 

- 

0.119 

0.129 

0.129 

0.222 

0.011 

0.211 

0.042 

20.05 

Safe 



0.03 

0.00 

(140,900.71) 

0.00 

0.08 

0.08 

0.00 

0.02 

- 

- 

0.0030 

- 

0.119 

0.122 

0.122 

0.205 

0.010 

0.194 

0.001 

0.28 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Mirzapur 

083100020386990C 

8.825 

Fresh 

Parwan Lift 

Command 

Limestone 

0.054 

7.92 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Mohammadpura 

0831000203868800 

7.538 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.951 

4.16 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.12 

0.22 

0.02 

0.006 

0.19 

0.10 


Molki 

0831000203866400 

2.175 

Fresh 

Kota Barrage 

Command 

Limestone 

2.175 

0.89 

0.020 

0.18 

0.03 

0.00 

0.00 

0.00 

0.19 

0.25 

0.72 

0.007 

0.74 

0.54 


Moondla 

0831000103860500 

2.545 

Fresh 

Non-command 

Non-command 

Limestone 

0.148 

1.40 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.000 

0.04 

0.03 






Kota Barrage 

Command 

Limestone 

0.257 

1.40 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.001 

0.07 

0.06 


Moondli 

0831000103861000 

5.822 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.951 

0.96 

0.090 

0.00 

0.00 

0.00 

0.00 

0.01 

0.08 

0.09 

0.00 

0.003 

0.12 

0.09 







Non-command 

Limestone 

0.471 

0.96 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.06 

0.05 






Kota Barrage 

Command 

Older Alluvium 

2.568 

0.96 

0.090 

0.01 

0.00 

0.00 

0.00 

0.01 

0.23 

0.28 

0.02 

0.008 

0.31 

0.25 







Command 

Limestone 

1.833 

0.96 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.04 

0.006 

0.22 

0.18 


Motikuan 

0830000203793200 

2.014 

Fresh 

Kota Barrage 

Command 

Limestone 

1.392 

1.35 

0.020 

0.15 

0.04 

0.00 

0.00 

0.00 

0.15 

0.19 

0.58 

0.004 

0.50 

0.38 







Command 

Bhander Sandstone 

0.622 

1.35 

0.020 

0.02 

0.01 

0.00 

0.00 

0.00 

0.03 

0.04 

0.09 

0.002 

0.22 

0.17 


Mundala 

0831000103860900 

2.875 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.032 

0.50 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Command 

Limestone 

2.843 

0.50 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.05 

0.06 

0.12 

0.009 

0.71 

0.58 


Nagda 

0831000203863800 

14.975 

Fresh 

Kota Barrage 

Command 

Limestone 

14.975 

1.34 

0.020 

0.28 

0.07 

0.00 

0.00 

0.00 

0.61 

0.80 

1.04 

0.046 

0.73 

0.55 


Nawalpura 

0831000103859000 

2.644 

Fresh 

Kota Barrage 

Command 

Limestone 

2.644 

0.94 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.08 

0.008 

0.71 

0.57 


Niyana 

0831000203868700 

7.875 

Fresh 

Non-command 

Non-command 

Limestone 

0.042 

4.47 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.000 

0.00 

0.00 







Non-command 

Bhander Sandstone 

7.707 

4.47 

0.015 

0.07 

0.01 

0.00 

0.00 

0.02 

0.56 

0.95 

0.23 

0.023 

0.71 

0.42 


Pachel Kalan 

0831000203864800 

11.204 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.025 

0.15 

0.090 

0.02 

0.01 

0.00 

0.00 

0.00 

0.04 

0.04 

0.08 

0.006 

0.13 

0.11 







Non-command 

Limestone 

3.882 

0.15 

0.020 

0.09 

0.02 

0.00 

0.00 

0.01 

0.08 

0.09 

0.34 

0.012 

0.26 

0.21 






Kota Barrage 

Command 

Limestone 

5.298 

0.15 

0.020 

0.12 

0.03 

0.00 

0.00 

0.01 

0.10 

0.12 

0.45 

0.016 

0.35 

0.29 


Pachel Khurd 

0831000203864600 

6.128 

Fresh 

Non-command 

Non-command 

Limestone 

1.259 

-0.18 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.004 

0.15 

0.12 






Kota Barrage 

Command 

Limestone 

4.869 

-0.18 

0.020 

0.08 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.015 

0.59 

0.48 


Padalya 

0831000103861300 

7.394 

Fresh 

Non-command 

Non-command 

Limestone 

0.261 

0.90 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.001 

0.02 

0.02 


Pakalkhera 

0831000103859100 

5.622 

Fresh 

Kota Barrage 

Command 

Limestone 

5.622 

1.13 

0.020 

0.05 

0.01 

0.00 

0.00 

0.01 

0.16 

0.20 

0.19 

0.017 

0.70 

0.57 


Palaytha 

0831000203866700 

25.515 

Fresh 

Kota Barrage 

Command 

Limestone 

22.492 

1.84 

0.020 

0.44 

0.10 

0.00 

0.00 

0.03 

1.13 

1.54 

1.66 

0.069 

0.64 

0.47 







Command 

Bhander Sandstone 

0.240 

1.84 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.001 

0.01 

0.01 


Palsawa 

0831000203865700 

7.075 

Fresh 

Non-command 

Non-command 

Limestone 

7.075 

1.22 

0.020 

0.41 

0.06 

0.00 

0.00 

0.01 

0.51 

0.61 

1.60 

0.022 

0.75 

0.63 


Paparli 

0831000103858700 

2.633 

Fresh 

Kota Barrage 

Command 

Limestone 

2.633 

0.81 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.06 

0.08 

0.11 

0.008 

0.71 

0.56 


Patoonda 

0831000203862500 

19.102 

Fresh 

Kota Barrage 

Command 

Limestone 

19.102 

0.40 

0.020 

0.33 

0.08 

0.00 

0.00 

0.00 

0.40 

0.51 

1.24 

0.058 

0.72 

0.56 


Patpara 

0831000103855000 

7.434 

Fresh 

Kota Barrage 

Command 

Limestone 

6.026 

1.33 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.21 

0.27 

0.23 

0.018 

0.57 

0.44 


Pipalda 

0831000103858400 

4.205 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.400 

0.97 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.32 

0.41 

0.05 

0.010 

0.58 

0.45 







Command 

Limestone 

0.805 

0.97 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.002 

0.14 

0.11 


Raipariya 

0831000203863600 

8.396 

Fresh 

Kota Barrage 

Command 

Limestone 

8.396 

1.19 

0.020 

0.15 

0.04 

0.00 

0.00 

0.00 

0.31 

0.41 

0.58 

0.026 

0.72 

0.55 


Raithal 

0831000103860800 

15.980 

Fresh 

Non-command 

Non-command 

Limestone 

0.475 

0.98 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.001 

0.02 

0.02 






Kota Barrage 

Command 

Limestone 

15.505 

0.98 

0.020 

0.04 

0.01 

0.00 

0.00 

0.01 

0.32 

0.40 

0.11 

0.047 

0.69 

0.55 


Rajpura 

0831000303873300 

3.704 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.073 

3.81 

0.015 

0.07 

0.01 

0.00 

0.00 

0.01 

0.17 

0.20 

0.29 

0.006 

0.43 

0.37 


Rakaspurya 

0831000103860600 

5.469 

Fresh 

Non-command 

Non-command 

Limestone 

2.758 

1.27 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.09 

0.11 

0.11 

0.008 

0.35 

0.29 






Kota Barrage 

Command 

Limestone 

0.003 

1.27 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rampura @ Phoolpura 

0831000103854800 

3.148 

Fresh 

Kota Barrage 

Command 

Limestone 

3.148 

0.92 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.11 

0.14 

0.23 

0.010 

0.70 

0.54 


Rampura Barod 

0831000103855100 

4.710 

Fresh 

Kota Barrage 

Command 

Limestone 

2.643 

2.02 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.16 

0.08 

0.008 

0.39 

0.31 


Ras Khera 

0831000203865500 

5.294 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.893 

1.27 

0.090 

0.04 

0.01 

0.00 

0.00 

0.00 

0.36 

0.42 

0.16 

0.009 

0.42 

0.36 







Non-command 

Limestone 

2.234 

1.27 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.12 

0.14 

0.27 

0.007 

0.32 

0.28 


Ratariya 

0831000203864100 

5.840 

Fresh 

Non-command 

Non-command 

Limestone 

2.031 

0.98 

0.020 

0.04 

0.01 

0.00 

0.00 

0.04 

0.03 

0.03 

0.15 

0.006 

0.26 

0.20 






Kota Barrage 

Command 

Limestone 

3.808 

0.98 

0.020 

0.08 

0.02 

0.00 

0.00 

0.04 

0.09 

0.12 

0.31 

0.012 

0.48 

0.38 


Reechhaheri 

0830000203792900 

1.330 

Fresh 

Kota Barrage 

Command 

Limestone 

0.022 

2.69 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Rooppura 

0831000203863100 

2.496 

Fresh 

Kota Barrage 

Command 

Limestone 

2.496 

0.07 

0.020 

0.14 

0.03 

0.00 

0.00 

0.00 

0.11 

0.14 

0.55 

0.008 

0.73 

0.57 


Rugghi 

0830000203797000 

5.474 

Fresh 

Kota Barrage 

Command 

Bhander Sandstone 

0.946 

1.43 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.05 

0.003 

0.12 

0.09 


Sankali 

0831000303870300 

7.724 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.724 

0.74 

0.015 

0.28 

0.04 

0.00 

0.00 

0.00 

0.32 

0.39 

1.10 

0.021 

0.72 

0.59 


Sarkanya 

0831000203862800 

6.434 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.893 

0.37 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.02 

0.006 

0.21 

0.17 







Non-command 

Limestone 

1.178 

0.37 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.004 

0.13 

0.11 






Kota Barrage 

Command 

Older Alluvium 

0.533 

0.37 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.002 

0.06 

0.05 







Command 

Limestone 

2.830 

0.37 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.08 

0.009 

0.32 

0.26 


Sarola 

0830000203793300 

9.326 

Fresh 

Kota Barrage 

Command 

Limestone 

4.881 

2.13 

0.020 

0.15 

0.04 

0.00 

0.00 

0.00 

0.32 

0.42 

0.58 

0.015 

0.38 

0.29 







Command 

Bhander Sandstone 

1.780 

2.13 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.13 

0.07 

0.006 

0.14 

0.11 


Seemli 

0831000303870400 

7.264 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.264 

1.73 

0.015 

0.48 

0.07 

0.00 

0.00 

0.01 

0.58 

0.69 

1.89 

0.020 

0.75 

0.63 


Seeswali 

0831000103858100 

28.788 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.000 

0.88 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Limestone 

28.788 

0.88 

0.020 

0.10 

0.02 

0.00 

0.00 

0.01 

0.58 

0.73 

0.30 

0.088 

0.70 

0.56 


Shahupura 

0831000103857900 

6.992 

Fresh 

Kota Barrage 

Command 

Limestone 

6.992 

1.98 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.30 

0.38 

0.11 

0.021 

0.70 

0.57 


Shivpura 

0831000103854700 

4.974 

Fresh 

Kota Barrage 

Command 

Limestone 

4.974 

1.39 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.21 

0.27 

0.30 

0.015 

0.70 

0.54 


Shrinal 

0831000103855200 

1.005 

Fresh 

Kota Barrage 

Command 

Limestone 

0.932 

2.38 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.08 

0.11 

0.19 

0.003 

0.65 

0.52 


Shripura 

0830000103780400 

4.448 

Fresh 

Kota Barrage 

Command 

Limestone 

0.875 

2.38 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.04 

0.003 

0.14 

0.11 


Shyampura 

0831000103861200 

4.175 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.818 

0.88 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.04 

0.002 

0.14 

0.11 







Non-command 

Limestone 

0.532 

0.88 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.002 

0.09 

0.07 


Sindhpuri 

0831000203863200 

2.309 

Fresh 

Kota Barrage 

Command 

Limestone 

2.309 

-0.69 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.007 

0.73 

0.58 


Sokhanda 

0831000103861100 

3.615 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.763 

1.11 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.24 

0.05 

0.005 

0.35 

0.28 







Non-command 

Limestone 

1.852 

1.11 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.06 

0.08 

0.12 

0.006 

0.36 

0.29 


Sonwan 

0831000103858300 

12.000 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

6.174 

1.00 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.58 

0.74 

0.05 

0.019 

0.36 

0.28 







Command 

Limestone 

5.827 

1.00 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.18 

0.04 

0.018 

0.34 

0.27 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Mirzapur 

0831000203869900 

0.03 

0.00 

171,560.61 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0004 

- 

0.001 

0.001 

0.001 

0.003 

0.000 

0.002 

0.000 

6.64 

Safe 

Mohammadpura 

0831000203868800 

0.03 

0.01 

1,878.31 

0.01 

0.01 

0.03 

0.02 

0.20 

- 

- 

- 

- 

0.018 

0.018 

0.018 

0.043 

0.002 

0.041 

0.024 

58.53 

Safe 

Molki 

0831000203866400 

0.03 

0.05 

430.16 

0.06 

0.03 

0.09 

0.06 

0.80 

- 

0.0800 

0.0437 

0.0494 

0.001 

0.174 

0.174 

0.262 

0.013 

0.249 

0.727 

292.21 

Over Exploited 

Moondla 

0831000103860500 

0.03 

0.00 

2,714.37 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

3,763.00 

0.00 

- 

0.00 

0.01 

0.08 

- 

0.0100 

0.0052 

0.0058 

- 

0.021 

0.021 

0.022 

0.001 

0.021 

0.040 

193.35 

Over Exploited 

Moondli 

0831000103861000 

0.12 

0.01 

603.02 

0.02 

0.01 

0.02 

0.01 

0.13 

- 

- 

- 

- 

0.010 

0.010 

0.010 

0.032 

0.002 

0.030 

0.003 

9.54 

Safe 



0.03 

0.00 

1,262.36 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

154.38 

Over Exploited 



0.12 

0.10 

186.95 

0.12 

0.01 

0.12 

0.03 

0.34 

- 

- 

0.0619 

0.0875 

0.010 

0.159 

0.159 

0.282 

0.014 

0.268 

0.026 

9.64 

Safe 



0.03 

0.01 

351.92 

0.01 

- 

0.01 

0.02 

0.24 

- 

0.0100 

0.0442 

0.0625 

- 

0.117 

0.117 

0.132 

0.007 

0.125 

0.045 

35.68 

Safe 

Motikuan 

0830000203793200 

0.09 

0.06 

210.85 

0.08 

0.04 

0.12 

0.04 

0.54 

- 

0.1100 

0.0336 

0.0475 

- 

0.191 

0.191 

0.306 

0.015 

0.291 

0.580 

199.58 

Over Exploited 



0.07 

0.01 

264.35 

0.01 

0.01 

0.02 

0.02 

0.24 

- 

0.0200 

0.0150 

0.0212 

- 

0.056 

0.056 

0.078 

0.004 

0.074 

0.088 

118.97 

Over Exploited 

Mundala 

0831000103860900 

0.12 

0.00 

5,434.75 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0008 

0.0011 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.000 

5.29 

Safe 



0.03 

0.06 

(2.48) 

0.06 

0.01 

0.07 

0.06 

0.77 

- 

0.0200 

0.0686 

0.0969 

0.000 

0.186 

0.186 

0.256 

0.013 

0.243 

0.126 

51.77 

Safe 

Nagda 

0831000203863800 

0.03 

0.33 

144.91 

0.39 

0.07 

0.47 

0.06 

0.79 

- 

0.2000 

0.3612 

0.5105 

0.005 

1.077 

1.077 

1.542 

0.077 

1.465 

1.087 

74.16 

Semi Critical 

Nawalpura 

0831000103859000 

0.03 

0.06 

55.45 

0.07 

- 

0.07 

0.06 

0.77 

- 

0.0100 

0.0638 

0.0901 

- 

0.164 

0.164 

0.231 

0.012 

0.220 

0.086 

39.19 

Safe 

Niyana 

0831000203868700 

0.03 

0.00 

131,452.35 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.16 

480.87 

0.20 

0.03 

0.22 

0.06 

0.77 

- 

0.0300 

- 

- 

0.025 

0.055 

0.055 

0.278 

0.014 

0.264 

0.257 

97.59 

Critical 

Pachel Kalan 

0831000203864800 

0.12 

0.03 

35.50 

0.04 

0.01 

0.05 

0.01 

0.14 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.072 

0.004 

0.068 

0.089 

130.44 

Over Exploited 



0.03 

0.03 

211.01 

0.04 

0.03 

0.06 

0.02 

0.28 

- 

0.0600 

- 

- 

0.009 

0.069 

0.069 

0.130 

0.006 

0.123 

0.351 

284.16 

Over Exploited 



0.03 

0.06 

120.49 

0.07 

0.04 

0.10 

0.03 

0.38 

- 

0.0800 

0.1278 

0.1806 

0.009 

0.397 

0.397 

0.499 

0.025 

0.474 

0.469 

98.96 

Critical 

Pachel Khurd 

0831000203864600 

0.03 

0.01 

- 

0.01 

0.00 

0.01 

0.01 

0.16 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.017 

0.002 

0.016 

0.082 

522.15 

Over Exploited 



0.03 

0.09 

- 

0.09 

0.02 

0.11 

0.05 

0.64 

- 

0.0600 

0.1175 

0.1660 

0.001 

0.345 

0.345 

0.451 

0.045 

0.406 

0.324 

79.81 

Semi Critical 

Padalya 

0831000103861300 

0.03 

0.00 

2,867.72 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Pakalkhera 

0831000103859100 

0.03 

0.12 

69.60 

0.14 

0.02 

0.16 

0.06 

0.76 

- 

0.0400 

0.1356 

0.1916 

0.008 

0.375 

0.375 

0.533 

0.027 

0.506 

0.209 

41.33 

Safe 

Palaytha 

0831000203866700 

0.03 

0.43 

256.40 

0.52 

0.13 

0.65 

0.05 

0.69 

- 

0.3100 

0.5426 

0.7667 

0.050 

1.669 

1.669 

2.319 

0.116 

2.203 

1.731 

78.55 

Semi Critical 



0.03 

0.00 

10,296.39 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0058 

0.0082 

0.004 

0.018 

0.018 

0.021 

0.001 

0.020 

0.001 

3.63 

Safe 

Palsawa 

0831000203865700 

0.03 

0.16 

283.13 

0.19 

0.07 

0.26 

0.06 

0.82 

- 

0.1800 

- 

- 

0.016 

0.196 

0.196 

0.459 

0.023 

0.436 

1.621 

371.50 

Over Exploited 

Paparli 

0831000103858700 

0.03 

0.06 

41.71 

0.07 

0.01 

0.08 

0.06 

0.77 

- 

0.0200 

0.0635 

0.0897 

- 

0.173 

0.173 

0.250 

0.013 

0.238 

0.116 

48.76 

Safe 

Patoonda 

0831000203862500 

0.03 

0.41 

23.48 

0.49 

0.08 

0.58 

0.06 

0.78 

- 

0.2300 

0.4608 

0.6511 

0.005 

1.347 

1.347 

1.925 

0.096 

1.829 

1.300 

71.10 

Semi Critical 

Patpara 

0831000103855000 

0.03 

0.10 

165.26 

0.12 

0.01 

0.13 

0.05 

0.62 

- 

0.0400 

0.1454 

0.2054 

0.000 

0.391 

0.391 

0.524 

0.026 

0.498 

0.246 

49.45 

Safe 

Pipalda 

0831000103858400 

0.12 

0.24 

72.65 

0.28 

0.00 

0.28 

0.05 

0.62 

- 

0.0100 

0.0820 

0.1159 

0.001 

0.209 

0.209 

0.492 

0.025 

0.468 

0.060 

12.91 

Safe 



0.03 

0.00 

506.57 

0.00 

- 

0.00 

0.01 

0.15 

- 

- 

0.0194 

0.0274 

- 

0.047 

0.047 

0.051 

0.003 

0.048 

0.002 

5.08 

Safe 

Raipariya 

0831000203863600 

0.03 

0.18 

123.03 

0.22 

0.04 

0.26 

0.06 

0.78 

- 

0.1100 

0.2025 

0.2862 

0.001 

0.599 

0.599 

0.858 

0.043 

0.815 

0.605 

74.18 

Semi Critical 

Raithal 

0831000103860800 

0.03 

0.00 

(1,265.92) 

0.00 

0.01 

0.01 

0.00 

0.02 

- 

- 

- 

- 

0.018 

0.018 

0.018 

0.030 

0.002 

0.029 

0.001 

5.00 

Safe 



0.03 

0.32 

24.48 

0.38 

0.02 

0.41 

0.06 

0.75 

- 

0.0200 

0.3740 

0.5285 

0.018 

0.941 

0.941 

1.347 

0.067 

1.280 

0.161 

12.60 

Safe 

Rajpura 

0831000303873300 

0.22 

0.19 

2.20 

0.20 

0.02 

0.22 

0.04 

0.46 

- 

0.0300 

- 

- 

0.010 

0.040 

0.040 

0.255 

0.013 

0.243 

0.294 

121.04 

Over Exploited 

Rakaspurya 

0831000103860600 

0.03 

0.03 

279.08 

0.04 

0.01 

0.05 

0.03 

0.38 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.065 

0.003 

0.062 

0.122 

197.51 

Over Exploited 



0.03 

0.00 

346,371.98 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rampura @ Phoolpura 

0831000103854800 

0.03 

0.07 

110.84 

0.08 

0.01 

0.09 

0.06 

0.76 

- 

0.0300 

0.0633 

0.0715 

- 

0.165 

0.165 

0.255 

0.013 

0.242 

0.235 

97.01 

Critical 

Rampura Barod 

0831000103855100 

0.03 

0.03 

409.29 

0.04 

0.00 

0.04 

0.03 

0.43 

- 

0.0100 

0.0638 

0.0901 

0.003 

0.167 

0.167 

0.206 

0.010 

0.196 

0.083 

42.36 

Safe 

Ras Khera 

0831000203865500 

0.12 

0.14 

190.36 

0.17 

0.01 

0.18 

0.04 

0.45 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.203 

0.010 

0.193 

0.171 

88.36 

Semi Critical 



0.03 

0.02 

530.47 

0.03 

0.01 

0.04 

0.03 

0.35 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.066 

0.003 

0.063 

0.280 

447.16 

Over Exploited 

Ratariya 

0831000203864100 

0.03 

0.02 

123.10 

0.02 

0.05 

0.07 

0.02 

0.28 

- 

0.0300 

- 

- 

0.064 

0.094 

0.094 

0.165 

0.008 

0.157 

0.159 

101.64 

Over Exploited 



0.03 

0.05 

114.56 

0.07 

0.06 

0.13 

0.04 

0.52 

- 

0.0600 

0.0919 

0.1298 

0.064 

0.345 

0.345 

0.473 

0.024 

0.450 

0.321 

71.27 

Semi Critical 

Reechhaheri 

0830000203792900 

0.09 

0.00 

6,702.93 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0004 

0.0005 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Rooppura 

0831000203863100 

0.03 

0.05 

163.82 

0.07 

0.03 

0.10 

0.06 

0.79 

- 

0.1000 

0.0602 

0.0851 

0.000 

0.246 

0.246 

0.341 

0.017 

0.324 

0.554 

170.93 

Over Exploited 

Rugghi 

0830000203797000 

0.07 

0.01 

496.47 

0.01 

- 

0.01 

0.01 

0.13 

- 

0.0100 

0.0266 

0.0322 

- 

0.069 

0.069 

0.079 

0.004 

0.075 

0.053 

70.87 

Semi Critical 

Sankali 

0831000303870300 

0.22 

1.23 

(67.99) 

0.98 

0.04 

1.03 

0.06 

0.78 

- 

0.1200 

- 

- 

0.007 

0.127 

0.127 

1.154 

0.058 

1.097 

1.119 

102.02 

Over Exploited 

Sarkanya 

0831000203862800 

0.12 

0.05 

78.04 

0.06 

0.00 

0.06 

0.02 

0.23 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.063 

0.003 

0.060 

0.024 

39.43 

Safe 



0.03 

0.00 

352.49 

0.01 

0.00 

0.01 

0.01 

0.14 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.019 

0.001 

0.018 

0.043 

236.41 

Over Exploited 



0.12 

0.00 

395.74 

0.00 

0.00 

0.01 

0.01 

0.07 

- 

- 

0.0129 

0.0182 

0.003 

0.034 

0.034 

0.041 

0.002 

0.039 

0.002 

4.19 

Safe 



0.03 

0.03 

78.25 

0.03 

0.00 

0.03 

0.03 

0.35 

- 

0.0100 

0.0683 

0.0965 

0.002 

0.177 

0.177 

0.211 

0.011 

0.200 

0.087 

43.29 

Safe 

Sarola 

0830000203793300 

0.09 

0.17 

150.85 

0.20 

0.04 

0.24 

0.03 

0.41 

- 

0.1100 

0.1178 

0.1664 

0.001 

0.395 

0.395 

0.635 

0.032 

0.603 

0.591 

98.05 

Critical 



0.07 

0.02 

632.61 

0.02 

- 

0.02 

0.01 

0.15 

- 

0.0100 

0.0429 

0.0607 

- 

0.114 

0.114 

0.134 

0.007 

0.127 

0.080 

62.44 

Safe 

Seemli 

0831000303870400 

0.22 

1.20 

(42.13) 

0.96 

0.08 

1.04 

0.06 

0.81 

- 

0.2100 

- 

- 

0.022 

0.232 

0.232 

1.275 

0.064 

1.211 

1.910 

157.66 

Over Exploited 

Seeswali 

0831000103858100 

0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.61 

19.60 

0.73 

0.03 

0.76 

0.06 

0.76 

- 

0.0600 

0.6944 

0.9813 

0.014 

1.749 

1.749 

2.506 

0.125 

2.381 

0.388 

16.28 

Safe 

Shahupura 

0831000103857900 

0.03 

0.15 

156.85 

0.18 

0.01 

0.19 

0.06 

0.76 

- 

0.0200 

0.1687 

0.2383 

0.002 

0.429 

0.429 

0.617 

0.031 

0.586 

0.135 

23.07 

Safe 

Shivpura 

0831000103854700 

0.03 

0.10 

159.42 

0.13 

0.01 

0.14 

0.06 

0.76 

- 

0.0300 

0.0800 

0.1130 

0.000 

0.224 

0.224 

0.360 

0.018 

0.342 

0.318 

93.15 

Critical 

Shrinal 

0831000103855200 

0.03 

0.02 

481.19 

0.02 

0.01 

0.03 

0.05 

0.70 

- 

0.0400 

0.0187 

0.0212 

0.001 

0.081 

0.081 

0.113 

0.006 

0.107 

0.192 

179.13 

Over Exploited 

Shripura 

0830000103780400 

0.08 

0.01 

849.67 

0.01 

- 

0.01 

0.01 

0.15 

- 

- 

0.0176 

0.0199 

- 

0.038 

0.038 

0.049 

0.002 

0.047 

0.039 

83.63 

Semi Critical 

Shyampura 

0831000103861200 

0.12 

0.01 

579.82 

0.02 

- 

0.02 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.016 

0.001 

0.016 

0.038 

247.87 

Over Exploited 



0.03 

0.00 

1,556.09 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.041 

2,469.06 

Over Exploited 

Sindhpuri 

0831000203863200 

0.03 

0.05 

- 

0.05 

0.00 

0.05 

0.06 

0.79 

- 

- 

0.0557 

0.0787 

0.000 

0.135 

0.135 

0.186 

0.019 

0.167 

0.007 

4.21 

Safe 

Sokhanda 

0831000103861100 

0.12 

0.07 

223.18 

0.09 

0.00 

0.09 

0.03 

0.37 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.108 

0.005 

0.103 

0.059 

57.92 

Safe 



0.03 

0.02 

273.06 

0.02 

0.01 

0.03 

0.03 

0.39 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.054 

0.003 

0.052 

0.123 

238.09 

Over Exploited 

Sonwan 

0831000103858300 

0.12 

0.27 

173.43 

0.32 

- 

0.32 

0.03 

0.39 

- 

0.0100 

0.1489 

0.2104 

- 

0.369 

0.369 

0.693 

0.035 

0.659 

0.069 

10.45 

Safe 



0.03 

0.06 

191.28 

0.07 

- 

0.07 

0.03 

0.37 

- 

0.0100 

0.1406 

0.1986 

- 

0.349 

0.349 

0.421 

0.021 

0.400 

0.057 

14.18 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Sorkhand Kalan 

083100020386500C 

10.368 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.385 

1.32 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.20 

0.23 

0.13 

0.004 

0.10 

0.08 







Non-command 

Limestone 

8.984 

1.32 

0.020 

0.49 

0.07 

0.00 

0.00 

0.04 

0.62 

0.74 

1.94 

0.027 

0.65 

0.55 


Sorkhand Khurd 

083100020386470C 

4.468 

Fresh 

Non-command 

Non-command 

Limestone 

4.468 

0.54 

0.020 

0.27 

0.07 

0.00 

0.00 

0.00 

0.25 

0.30 

1.05 

0.014 

0.75 

0.62 


Sorsan 

083100020386940C 

25.507 

Fresh 

Non-command 

Non-command 

Limestone 

0.214 

8.23 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.08 

0.04 

0.001 

0.01 

0.00 







Non-command 

Bhander Sandstone 

2.749 

8.23 

0.015 

0.06 

0.01 

0.00 

0.00 

0.19 

0.20 

0.36 

0.23 

0.008 

0.08 

0.04 






Parwan Lift 

Command 

Limestone 

1.556 

8.23 

0.020 

0.08 

0.01 

0.00 

0.03 

0.00 

0.29 

0.54 

0.31 

0.005 

0.04 

0.02 







Command 

Bhander Sandstone 

3.176 

8.23 

0.015 

0.07 

0.01 

0.00 

0.06 

0.19 

0.19 

0.36 

0.27 

0.010 

0.09 

0.05 


Sundlak 

0831000303873400 

10.688 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.301 

3.63 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.05 

0.001 

0.02 

0.02 


Takha 

0831000203867300 

4.354 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.627 

2.84 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.13 

0.04 

0.005 

0.27 

0.17 






Kota Barrage 

Command 

Limestone 

0.624 

2.84 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.07 

0.04 

0.002 

0.10 

0.06 







Command 

Bhander Sandstone 

2.103 

2.84 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.16 

0.04 

0.006 

0.35 

0.22 


Tam Khera 

0831000203865900 

8.165 

Fresh 

Non-command 

Non-command 

Limestone 

8.165 

1.21 

0.020 

0.24 

0.06 

0.00 

0.00 

0.01 

0.37 

0.46 

0.94 

0.025 

0.75 

0.60 


Tarda 

0831000203865100 

8.302 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.896 

2.74 

0.090 

0.21 

0.03 

0.00 

0.00 

0.01 

1.87 

2.17 

0.83 

0.021 

0.63 

0.54 







Non-command 

Limestone 

0.184 

2.74 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.001 

0.02 

0.01 


Teekhod 

0831000203863300 

6.446 

Fresh 

Kota Barrage 

Command 

Limestone 

6.446 

0.40 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.00 

0.020 

0.72 

0.56 


Thamli 

0831000303870600 

2.019 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.130 

3.57 

0.015 

0.14 

0.02 

0.00 

0.00 

0.00 

0.18 

0.21 

0.54 

0.003 

0.43 

0.36 


Theekariya 

0831000203866600 

5.983 

Fresh 

Kota Barrage 

Command 

Limestone 

5.983 

1.29 

0.020 

0.13 

0.03 

0.00 

0.00 

0.00 

0.25 

0.34 

0.48 

0.018 

0.73 

0.54 


Tisaya 

0831000103858000 

8.595 

Fresh 

Kota Barrage 

Command 

Limestone 

8.595 

1.62 

0.020 

0.08 

0.02 

0.00 

0.00 

0.01 

0.33 

0.42 

0.27 

0.026 

0.70 

0.56 


Udpuriya 

0831000103858500 

10.114 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.725 

0.55 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.12 

0.02 

0.005 

0.12 

0.10 







Command 

Limestone 

8.389 

0.55 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.15 

0.11 

0.026 

0.59 

0.47 


Vijaipur 

0831000303870500 

2.668 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.536 

1.62 

0.015 

0.16 

0.02 

0.00 

0.00 

0.01 

0.17 

0.20 

0.65 

0.004 

0.43 

0.36 

08004033 

Adoosa 

0830000503835100 

2.472 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.125 

1.43 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.07 

0.12 

0.21 

0.003 

0.33 

0.20 


Akodiya 

0832000103977900 

3.706 

Fresh 

Harishchandra Sagar 

Command 

Bhander Sandstone 

3.330 

0.76 

0.020 

0.08 

0.01 

0.00 

0.07 

0.00 

0.05 

0.07 

0.29 

0.008 

0.67 

0.45 


Alyaheri 

0830000503838200 

2.114 

Fresh 

Non-command 

Non-command 

Limestone 

2.114 

4.18 

0.050 

0.01 

0.00 

0.00 

0.00 

0.00 

0.45 

0.80 

0.03 

0.006 

0.72 

0.41 


Amalsara 

0831000203867100 

16.608 

Fresh 

Kota Barrage 

Command 

Bhander Sandstone 

0.023 

0.83 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

-0.01 

0.00 

0.000 

0.00 

0.00 


Amli 

0830000503836200 

4.293 

Fresh 

Non-command 

Non-command 

Limestone 

0.310 

6.89 

0.050 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.23 

0.09 

0.001 

0.05 

0.03 






Harishchandra Sagar 

Command 

Limestone 

1.788 

6.89 

0.050 

0.12 

0.01 

0.00 

0.02 

0.00 

0.71 

1.28 

0.48 

0.005 

0.30 

0.17 



0830000503838600 

6.491 

Fresh 

Non-command 

Non-command 

Limestone 

0.215 

3.41 

0.050 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.02 

0.001 

0.02 

0.01 







Non-command 

Bhander Sandstone 

5.146 

3.41 

0.020 

0.11 

0.02 

0.00 

0.00 

0.00 

0.44 

0.69 

0.40 

0.014 

0.57 

0.36 






Alnia 

Command 

Bhander Sandstone 

1.131 

3.41 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.15 

0.09 

0.003 

0.12 

0.08 


Amrit Kua 

0830000503851100 

2.980 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.057 

1.99 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.11 

0.08 

0.003 

0.26 

0.14 







Non-command 

Shale 

0.101 

1.99 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.000 

0.02 

0.01 






Harishchandra Sagar 

Command 

Bhander Sandstone 

0.707 

1.99 

0.020 

0.01 

0.00 

0.00 

0.02 

0.00 

0.02 

0.04 

0.06 

0.002 

0.17 

0.09 







Command 

Shale 

0.370 

1.99 

0.020 

0.01 

0.00 

0.00 

0.01 

0.00 

0.02 

0.03 

0.03 

0.001 

0.09 

0.05 


Arand Khera 

0830000303809900 

14.298 

Fresh 

Non-command 

Non-command 

Limestone 

0.759 

5.46 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.19 

0.05 

0.001 

0.04 

0.03 







Non-command 

Bhander Sandstone 

0.377 

5.46 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.23 

0.01 

0.001 

0.02 

0.01 






Alnia 

Command 

Limestone 

5.334 

5.46 

0.030 

0.10 

0.00 

0.00 

0.00 

0.00 

0.97 

1.36 

0.38 

0.008 

0.26 

0.19 







Command 

Bhander Sandstone 

7.827 

5.46 

0.080 

0.08 

0.00 

0.00 

0.00 

0.01 

3.49 

4.87 

0.32 

0.011 

0.38 

0.27 


Arlya Jageer 

0830000303809200 

8.736 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.959 

5.71 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.92 

1.27 

0.10 

0.003 

0.15 

0.11 






Alnia 

Command 

Bhander Sandstone 

0.837 

5.71 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.39 

0.54 

0.04 

0.001 

0.07 

0.05 


Atraliya 

0830000503836400 

2.055 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.155 

3.76 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.000 

0.05 

0.03 


Awan 

0830000503839500 

14.067 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

8.517 

3.52 

0.020 

0.48 

0.07 

0.00 

0.00 

0.01 

1.00 

1.72 

1.90 

0.022 

0.44 

0.25 






Sawan Bhadon 

Command 

Bhander Sandstone 

5.551 

3.52 

0.020 

0.31 

0.05 

0.00 

0.00 

0.00 

0.65 

1.12 

1.24 

0.015 

0.28 

0.17 


Bachhihera 

0830000503852000 

6.672 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.895 

7.10 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.30 

0.53 

0.11 

0.005 

0.21 

0.11 






Sawan Bhadon 

Command 

Bhander Sandstone 

4.777 

7.10 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.74 

1.33 

0.26 

0.013 

0.52 

0.29 


Baisar 

0830000503847900 

3.589 

Fresh 

Harishchandra Sagar 

Command 

Shale 

0.079 

2.44 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.000 

0.02 

0.01 


Bakshpura 

0830000303815600 

7.047 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.517 

4.90 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.60 

0.76 

0.02 

0.002 

0.15 

0.12 


Balapura 

0830000303805500 

4.373 

Fresh 

Non-command 

Non-command 

Limestone 

2.404 

6.35 

0.030 

0.04 

0.00 

0.00 

0.00 

0.00 

0.50 

0.67 

0.14 

0.003 

0.38 

0.28 







Non-command 

Bhander Sandstone 

0.307 

6.35 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.21 

0.01 

0.000 

0.05 

0.04 






Alnia 

Command 

Limestone 

0.545 

6.35 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.15 

0.04 

0.001 

0.09 

0.06 


Baloohera 

0830000503840000 

6.056 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.056 

3.26 

0.020 

0.32 

0.02 

0.00 

0.00 

0.00 

0.70 

1.33 

1.28 

0.016 

0.72 

0.37 


Bamooli 

0830000203798000 

4.729 

Fresh 

Non-command 

Non-command 

Limestone 

4.729 

6.45 

0.020 

0.20 

0.01 

0.00 

0.00 

0.05 

0.75 

1.01 

0.79 

0.015 

0.71 

0.53 


Bamoolya Jageer 

0830000503850300 

5.883 

Fresh 

Harishchandra Sagar 

Command 

Bhander Sandstone 

1.698 

1.45 

0.020 

0.02 

0.00 

0.00 

0.04 

0.00 

0.03 

0.05 

0.06 

0.004 

0.21 

0.14 


Banda 

0830000503835800 

3.316 

Fresh 

Non-command 

Non-command 

Limestone 

0.000 

4.22 

0.050 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Alnia 

Command 

Limestone 

1.381 

4.22 

0.050 

0.02 

0.00 

0.00 

0.00 

0.00 

0.31 

0.46 

0.07 

0.004 

0.29 

0.20 







Command 

Bhander Sandstone 

1.934 

4.22 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.27 

0.09 

0.005 

0.41 

0.28 


Baniyani 

0830000303810200 

35.741 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

31.522 

4.30 

0.080 

0.11 

0.01 

0.00 

0.00 

0.01 

10.95 

15.76 

0.37 

0.045 

0.62 

0.43 






Alnia 

Command 

Bhander Sandstone 

4.219 

4.30 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.46 

2.11 

0.04 

0.006 

0.08 

0.06 


Barkhera 

0830000503853900 

7.609 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

7.609 

5.40 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.88 

1.32 

0.25 

0.020 

0.76 

0.51 


Barkheri 

0830000503850400 

1.082 

Fresh 

Harishchandra Sagar 

Command 

Bhander Sandstone 

1.007 

1.93 

0.020 

0.04 

0.01 

0.00 

0.02 

0.00 

0.05 

0.08 

0.14 

0.003 

0.68 

0.40 


Barodiya 

0830000303809100 

14.228 

Fresh 

Alnia 

Command 

Bhander Sandstone 

0.100 

4.54 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.00 

0.000 

0.00 

0.00 


Basyaheri 

0830000503852700 

2.203 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.910 

5.02 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.11 

0.17 

0.07 

0.002 

0.31 

0.19 






Sawan Bhadon 

Command 

Bhander Sandstone 

1.293 

5.02 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.25 

0.11 

0.003 

0.44 

0.28 


Bhanda Hera 

0830000203797700 

15.082 

Fresh 

Non-command 

Non-command 

Limestone 

12.744 

3.51 

0.020 

0.32 

0.02 

0.00 

0.00 

0.01 

1.18 

1.55 

1.22 

0.040 

0.61 

0.46 


Bhankya Kheri 

0830000503850500 

0.612 

Fresh 

Harishchandra Sagar 

Command 

Bhander Sandstone 

0.001 

2.10 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhat Kheri 

0830000203798600 

1.544 

Fresh 

Non-command 

Non-command 

Limestone 

0.003 

1.62 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Kota Barrage 

Command 

Limestone 

1.542 

1.62 

0.020 

0.16 

0.02 

0.00 

0.00 

0.00 

0.19 

0.26 

0.65 

0.005 

0.72 

0.52 


Bhattipura 

0830000203799200 

3.805 

Fresh 

Non-command 

Non-command 

Limestone 

0.278 

1.25 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.001 

0.05 

0.04 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Sorkhand Kalan 

0831000203865000 

0.12 

0.02 

1,287.00 

0.02 

- 

0.02 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.030 

0.002 

0.029 

0.130 

456.20 

Over Exploited 



0.03 

0.18 

318.40 

0.21 

0.11 

0.32 

0.06 

0.71 

- 

0.2200 

- 

- 

0.058 

0.278 

0.278 

0.598 

0.030 

0.568 

1.971 

346.94 

Over Exploited 

Sorkhand Khurd 

0831000203864700 

0.03 

0.10 

198.95 

0.12 

0.07 

0.19 

0.06 

0.81 

- 

0.2000 

- 

- 

0.001 

0.201 

0.201 

0.392 

0.020 

0.372 

1.067 

286.70 

Over Exploited 

Sorsan 

0831000203869400 

0.03 

0.00 

209,500.69 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.012 

0.001 

0.011 

0.040 

347.04 

Over Exploited 



0.03 

0.01 

5,489.35 

0.01 

0.20 

0.21 

0.01 

0.08 

- 

0.0400 

- 

- 

0.291 

0.331 

0.331 

0.543 

0.027 

0.515 

0.242 

47.03 

Safe 



0.03 

0.00 

26,152.03 

0.00 

0.04 

0.04 

0.00 

0.05 

- 

0.0600 

0.0260 

- 

0.001 

0.087 

0.087 

0.132 

0.007 

0.125 

0.317 

253.08 

Over Exploited 



0.03 

0.01 

4,063.68 

0.01 

0.27 

0.28 

0.01 

0.10 

- 

0.0500 

0.0531 

- 

0.291 

0.394 

0.394 

0.672 

0.034 

0.638 

0.280 

43.80 

Safe 

Sundlak 

0831000303873400 

0.22 

0.00 

2,036.51 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.055 

3,368.16 

Over Exploited 

Takha 

0831000203867300 

0.03 

0.01 

861.27 

0.02 

0.00 

0.02 

0.02 

0.29 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.018 

0.001 

0.017 

0.041 

243.40 

Over Exploited 



0.03 

0.00 

3,356.49 

0.00 

0.00 

0.01 

0.01 

0.11 

- 

- 

0.0125 

0.0142 

0.006 

0.033 

0.033 

0.039 

0.002 

0.037 

0.041 

110.81 

Over Exploited 



0.03 

0.02 

624.11 

0.03 

0.00 

0.03 

0.03 

0.38 

- 

- 

0.0423 

0.0478 

0.001 

0.091 

0.091 

0.118 

0.006 

0.113 

0.042 

37.69 

Safe 

Tam Khera 

0831000203865900 

0.03 

0.18 

150.33 

0.22 

0.07 

0.29 

0.06 

0.81 

- 

0.1800 

- 

- 

0.013 

0.193 

0.193 

0.480 

0.024 

0.456 

0.961 

210.60 

Over Exploited 

Tarda 

0831000203865100 

0.12 

0.52 

315.45 

0.63 

0.04 

0.67 

0.05 

0.69 

- 

0.0900 

- 

- 

0.021 

0.111 

0.111 

0.783 

0.039 

0.744 

0.849 

114.13 

Over Exploited 



0.03 

0.00 

25,150.00 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.040 

37,444.34 

Over Exploited 

Teekhod 

0831000203863300 

0.03 

0.14 

(44.17) 

0.11 

0.00 

0.11 

0.06 

0.78 

- 

- 

0.1555 

0.2197 

0.001 

0.376 

0.376 

0.488 

0.024 

0.464 

0.020 

4.23 

Safe 

Thamli 

0831000303870600 

0.22 

0.11 

95.01 

0.13 

0.02 

0.15 

0.04 

0.46 

- 

0.0600 

- 

- 

0.006 

0.066 

0.066 

0.216 

0.011 

0.206 

0.543 

264.12 

Over Exploited 

Theekariya 

0831000203866600 

0.03 

0.13 

162.89 

0.16 

0.03 

0.19 

0.06 

0.79 

- 

0.0900 

0.1443 

0.2039 

0.000 

0.439 

0.439 

0.626 

0.031 

0.595 

0.501 

84.27 

Semi Critical 

Tisaya 

0831000103858000 

0.03 

0.18 

131.45 

0.22 

0.03 

0.24 

0.06 

0.76 

- 

0.0500 

0.2073 

0.2930 

0.009 

0.559 

0.559 

0.802 

0.040 

0.762 

0.293 

38.49 

Safe 

Udpuriya 

0831000103858500 

0.12 

0.03 

380.69 

0.03 

0.00 

0.03 

0.01 

0.13 

- 

- 

0.0416 

0.0588 

0.000 

0.100 

0.100 

0.131 

0.007 

0.124 

0.023 

18.73 

Safe 



0.03 

0.15 

3.35 

0.15 

0.01 

0.17 

0.05 

0.64 

- 

0.0200 

0.2024 

0.2859 

0.002 

0.510 

0.510 

0.675 

0.034 

0.641 

0.140 

21.76 

Safe 

Vijaipur 

0831000303870500 

0.22 

0.15 

39.92 

0.18 

0.03 

0.20 

0.04 

0.47 

- 

0.0700 

- 

- 

0.008 

0.078 

0.078 

0.278 

0.014 

0.264 

0.652 

247.06 

Over Exploited 

Adoosa 

0830000503835100 

0.09 

0.03 

260.86 

0.04 

0.01 

0.05 

0.03 

0.35 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.070 

0.003 

0.066 

0.214 

322.65 

Over Exploited 

Akodiya 

0832000103977900 

0.11 

0.24 

(70.04) 

0.20 

0.08 

0.28 

0.05 

0.72 

- 

0.0300 

0.0737 

- 

- 

0.104 

0.104 

0.381 

0.019 

0.362 

0.297 

82.26 

Semi Critical 

Alyaheri 

0830000503838200 

0.07 

0.11 

648.52 

0.13 

0.00 

0.13 

0.06 

0.78 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.133 

0.007 

0.126 

0.038 

29.74 

Safe 

Amalsara 

0831000203867100 

0.03 

0.00 

########## 

0.00 

0.01 

0.01 

0.00 

0.00 

- 

- 

0.0005 

0.0005 

0.010 

0.011 

0.011 

0.018 

0.001 

0.017 

0.000 

0.41 

Safe 

Amli 

0830000503836200 

0.07 

0.00 

20,334.00 

0.00 

- 

0.00 

0.00 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.011 

0.087 

805.20 

Over Exploited 



0.07 

0.04 

3,324.10 

0.04 

0.03 

0.07 

0.03 

0.32 

- 

0.0500 

0.0158 

- 

- 

0.066 

0.066 

0.140 

0.007 

0.133 

0.480 

361.34 

Over Exploited 


0830000503838600 

0.07 

0.00 

20,591.40 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.023 

5,587.57 

Over Exploited 



0.09 

0.26 

163.59 

0.31 

0.02 

0.34 

0.05 

0.61 

- 

0.0500 

- 

- 

0.003 

0.053 

0.053 

0.390 

0.019 

0.370 

0.417 

112.53 

Over Exploited 



0.09 

0.01 

1,104.51 

0.02 

0.00 

0.02 

0.01 

0.13 

- 

0.0100 

0.0126 

0.0152 

0.000 

0.038 

0.038 

0.054 

0.003 

0.051 

0.089 

174.16 

Over Exploited 

Amrit Kua 

0830000503851100 

0.09 

0.02 

351.07 

0.03 

0.00 

0.03 

0.02 

0.28 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.043 

0.002 

0.041 

0.084 

205.30 

Over Exploited 



0.04 

0.00 

7,235.56 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

9,931.24 

Over Exploited 



0.09 

0.01 

258.56 

0.01 

0.02 

0.03 

0.01 

0.19 

- 

0.0100 

0.0094 

- 

0.002 

0.022 

0.022 

0.051 

0.003 

0.049 

0.057 

116.80 

Over Exploited 



0.04 

0.00 

2,206.80 

0.00 

0.01 

0.01 

0.01 

0.10 

- 

- 

0.0049 

- 

- 

0.005 

0.005 

0.014 

0.001 

0.014 

0.033 

241.54 

Over Exploited 

Arand Khera 

0830000303809900 

0.08 

0.00 

8,243.72 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.055 

2,152.73 

Over Exploited 



0.13 

0.00 

26,472.88 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.012 

1,172.67 

Over Exploited 



0.08 

0.11 

1,124.63 

0.13 

0.00 

0.13 

0.02 

0.28 

- 

0.0100 

0.0298 

0.0359 

0.001 

0.077 

0.077 

0.211 

0.011 

0.200 

0.386 

192.62 

Over Exploited 



0.13 

0.37 

1,206.71 

0.45 

0.01 

0.45 

0.03 

0.41 

- 

0.0100 

0.0438 

0.0527 

0.009 

0.116 

0.116 

0.569 

0.028 

0.541 

0.335 

61.97 

Safe 

Arlya Jageer 

0830000303809200 

0.13 

0.04 

3,310.94 

0.04 

- 

0.04 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.045 

0.002 

0.043 

0.100 

234.27 

Over Exploited 



0.13 

0.01 

7,803.08 

0.01 

0.00 

0.01 

0.01 

0.07 

- 

- 

0.0047 

0.0056 

0.002 

0.012 

0.012 

0.022 

0.001 

0.021 

0.044 

213.34 

Over Exploited 

Atraliya 

0830000503836400 

0.09 

0.00 

2,628.29 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.019 

2,265.64 

Over Exploited 

Awan 

0830000503839500 

0.09 

0.34 

413.72 

0.40 

0.08 

0.48 

0.04 

0.47 

- 

0.2100 

- 

- 

0.010 

0.220 

0.220 

0.698 

0.035 

0.664 

1.923 

289.88 

Over Exploited 



0.09 

0.14 

684.71 

0.17 

0.05 

0.22 

0.02 

0.31 

- 

0.1400 

0.0524 

0.0631 

- 

0.256 

0.256 

0.476 

0.024 

0.452 

1.253 

276.83 

Over Exploited 

Bachhihera 

0830000503852000 

0.09 

0.04 

1,413.64 

0.04 

0.00 

0.04 

0.02 

0.22 

- 

0.0100 

- 

- 

0.003 

0.014 

0.014 

0.058 

0.003 

0.055 

0.111 

201.26 

Over Exploited 



0.09 

0.22 

492.74 

0.27 

0.01 

0.28 

0.04 

0.56 

- 

0.0300 

0.0451 

0.0543 

- 

0.129 

0.129 

0.408 

0.020 

0.387 

0.272 

70.11 

Semi Critical 

Baisar 

0830000503847900 

0.04 

0.00 

12,036.08 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

0.0007 

- 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

13.66 

Safe 

Bakshpura 

0830000303815600 

0.13 

0.03 

2,507.94 

0.03 

0.00 

0.04 

0.01 

0.17 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.047 

0.002 

0.044 

0.024 

54.60 

Safe 

Balapura 

0830000303805500 

0.08 

0.07 

819.12 

0.09 

0.00 

0.09 

0.03 

0.41 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.102 

0.005 

0.097 

0.147 

151.53 

Over Exploited 



0.13 

0.00 

11,237.75 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.011 

536.45 

Over Exploited 



0.08 

0.00 

3,999.94 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

0.0030 

0.0037 

- 

0.007 

0.007 

0.011 

0.001 

0.011 

0.037 

344.66 

Over Exploited 

Baloohera 

0830000503840000 

0.09 

0.39 

241.11 

0.47 

0.02 

0.49 

0.06 

0.78 

- 

0.1400 

- 

- 

- 

0.140 

0.140 

0.629 

0.031 

0.598 

1.293 

216.23 

Over Exploited 

Bamooli 

0830000203798000 

0.09 

0.30 

231.72 

0.36 

0.06 

0.43 

0.06 

0.77 

- 

0.0300 

- 

- 

0.077 

0.107 

0.107 

0.532 

0.027 

0.506 

0.807 

159.54 

Over Exploited 

Bamoolya Jageer 

0830000503850300 

0.09 

0.03 

43.33 

0.04 

0.04 

0.08 

0.02 

0.23 

- 

0.0100 

0.0301 

- 

0.003 

0.043 

0.043 

0.120 

0.006 

0.114 

0.066 

58.22 

Safe 

Banda 

0830000503835800 

0.07 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.03 

1,517.98 

0.03 

- 

0.03 

0.02 

0.32 

- 

0.0100 

0.0116 

0.0186 

- 

0.040 

0.040 

0.074 

0.004 

0.071 

0.069 

97.13 

Critical 



0.09 

0.07 

277.66 

0.09 

- 

0.09 

0.03 

0.45 

- 

0.0100 

0.0162 

0.0260 

- 

0.052 

0.052 

0.138 

0.007 

0.132 

0.091 

69.25 

Safe 

Baniyani 

0830000303810200 

0.13 

2.44 

545.60 

2.93 

0.02 

2.95 

0.05 

0.67 

- 

0.0400 

- 

- 

0.014 

0.054 

0.054 

3.003 

0.150 

2.853 

0.412 

14.45 

Safe 



0.13 

0.04 

4,715.44 

0.05 

0.00 

0.05 

0.01 

0.09 

- 

- 

0.0472 

0.0568 

0.001 

0.105 

0.105 

0.157 

0.008 

0.149 

0.049 

32.82 

Safe 

Barkhera 

0830000503853900 

0.09 

0.52 

152.78 

0.63 

0.01 

0.64 

0.06 

0.82 

- 

0.0300 

- 

- 

0.005 

0.035 

0.035 

0.674 

0.034 

0.640 

0.270 

42.19 

Safe 

Barkheri 

0830000503850400 

0.09 

0.06 

24.16 

0.07 

0.03 

0.11 

0.06 

0.73 

- 

0.0200 

0.0134 

- 

0.004 

0.037 

0.037 

0.145 

0.007 

0.138 

0.147 

106.65 

Over Exploited 

Barodiya 

0830000303809100 

0.13 

0.00 

86,985.49 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0008 

0.0013 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.000 

6.66 

Safe 

Basyaheri 

0830000503852700 

0.09 

0.03 

568.62 

0.03 

0.01 

0.04 

0.03 

0.33 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.054 

0.003 

0.051 

0.069 

135.86 

Over Exploited 



0.09 

0.05 

399.28 

0.06 

- 

0.06 

0.04 

0.47 

- 

0.0100 

0.0092 

0.0147 

- 

0.034 

0.034 

0.095 

0.005 

0.090 

0.109 

121.20 

Over Exploited 

Bhanda Hera 

0830000203797700 

0.09 

0.70 

121.96 

0.84 

0.03 

0.87 

0.05 

0.66 

- 

0.0500 

- 

- 

0.019 

0.069 

0.069 

0.939 

0.047 

0.892 

1.264 

141.67 

Over Exploited 

Bhankya Kheri 

0830000503850500 

0.09 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0000 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhat Kheri 

0830000203798600 

0.09 

0.00 

31,361.24 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.09 

0.10 

161.39 

0.12 

0.02 

0.14 

0.06 

0.77 

- 

0.0700 

0.0310 

0.0350 

- 

0.136 

0.136 

0.275 

0.014 

0.262 

0.653 

249.49 

Over Exploited 

Bhattipura 

0830000203799200 

0.09 

0.00 

1,626.87 

0.00 

- 

0.00 

0.00 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.037 

335.28 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 






Kota Barrage 

Command 

Limestone 

1.876 

1.25 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.11 

0.14 

0.29 

0.006 

0.36 

0.27 


Bhatwara 

0832000103978400 

7.926 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.768 

1.04 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.002 

0.07 

0.05 






Harishchandra Sagar 

Command 

Bhander Sandstone 

4.625 

1.04 

0.020 

0.03 

0.00 

0.00 

0.10 

0.00 

0.03 

0.04 

0.11 

0.012 

0.44 

0.33 


Bheenlot 

0830000303815900 

11.232 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

9.107 

4.80 

0.080 

0.02 

0.00 

0.00 

0.00 

0.01 

3.51 

4.75 

0.05 

0.013 

0.59 

0.43 


Bishanpura 

0830000503846800 

4.754 

Fresh 

Sawan Bhadon 

Command 

Bhander Sandstone 

4.754 

7.03 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.74 

1.33 

0.31 

0.013 

0.72 

0.40 


Borda 

0832000103982600 

27.636 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.316 

3.80 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.001 

0.01 

0.01 


Boreli 

0832000103978500 

4.407 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.250 

1.51 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.04 

0.03 






Harishchandra Sagar 

Command 

Bhander Sandstone 

1.047 

1.51 

0.020 

0.01 

0.00 

0.00 

0.02 

0.00 

0.02 

0.03 

0.02 

0.003 

0.18 

0.14 


Borina Kalan 

0830000503851000 

5.913 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.502 

1.74 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.04 

0.001 

0.06 

0.03 







Non-command 

Shale 

2.978 

1.74 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.15 

0.30 

0.23 

0.008 

0.36 

0.19 






Harishchandra Sagar 

Command 

Shale 

1.967 

1.74 

0.020 

0.04 

0.01 

0.00 

0.04 

0.00 

0.06 

0.11 

0.15 

0.005 

0.24 

0.12 


Borina Khurd 

0830000503851600 

4.670 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.491 

1.68 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.18 

0.35 

0.15 

0.012 

0.69 

0.36 







Non-command 

Shale 

0.179 

1.68 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.03 

0.01 


Brijalya 

0830000503835700 

4.297 

Fresh 

Non-command 

Non-command 

Limestone 

4.297 

7.67 

0.050 

0.24 

0.01 

0.00 

0.00 

0.00 

1.87 

2.78 

0.94 

0.011 

0.71 

0.48 


Brijnagar 

0830000503833700 

6.037 

Fresh 

Non-command 

Non-command 

Limestone 

4.256 

6.38 

0.050 

0.48 

0.02 

0.00 

0.00 

0.00 

1.82 

2.47 

1.92 

0.011 

0.50 

0.36 






Alnia 

Command 

Limestone 

1.781 

6.38 

0.050 

0.20 

0.01 

0.00 

0.00 

0.00 

0.76 

1.03 

0.81 

0.005 

0.21 

0.15 


Chak Dhoolet 

0830000503854600 

23.278 

Fresh 

Non-command 

Non-command 

Limestone 

0.352 

4.95 

0.050 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.12 

0.00 

0.001 

0.01 

0.01 







Non-command 

Bhander Sandstone 

22.925 

4.95 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

2.30 

3.20 

0.03 

0.060 

0.79 

0.56 






Harishchandra Sagar 

Command 

Bhander Sandstone 

0.001 

4.95 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chak Jagdishpura 

0830000503852200 

10.744 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

10.744 

3.18 

0.020 

0.11 

0.02 

0.00 

0.00 

0.01 

0.77 

1.16 

0.42 

0.028 

0.74 

0.49 


Chalet 

0832000103982400 

8.823 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.293 

2.53 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.001 

0.03 

0.02 






Harishchandra Sagar 

Command 

Bhander Sandstone 

1.349 

2.53 

0.020 

0.03 

0.00 

0.00 

0.03 

0.00 

0.07 

0.09 

0.10 

0.003 

0.12 

0.09 


Chanawata 

0830000503841500 

3.532 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.765 

2.73 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.12 

0.08 

0.002 

0.16 

0.08 






Harishchandra Sagar 

Command 

Bhander Sandstone 

0.408 

2.73 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.06 

0.05 

0.001 

0.08 

0.04 


Charan Heri 

0830000303809700 

2.350 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.002 

5.26 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Alnia 

Command 

Bhander Sandstone 

2.349 

5.26 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

1.06 

1.47 

0.28 

0.003 

0.68 

0.49 


Charawad 

0830000503834200 

1.204 

Fresh 

Non-command 

Non-command 

Limestone 

1.024 

6.54 

0.050 

0.04 

0.01 

0.00 

0.00 

0.00 

0.36 

0.57 

0.16 

0.003 

0.61 

0.39 






Harishchandra Sagar 

Command 

Limestone 

0.091 

6.54 

0.050 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.01 

0.000 

0.05 

0.03 


Charchriya @ Kashipura 

0830000503853500 

2.941 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.941 

6.43 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.42 

0.72 

0.16 

0.008 

0.73 

0.43 


Cheensa 

0830000203796900 

4.721 

Fresh 

Kota Barrage 

Command 

Limestone 

0.520 

1.73 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.07 

0.002 

0.08 

0.06 







Command 

Bhander Sandstone 

0.652 

1.73 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.04 

0.002 

0.10 

0.07 


Chhipan Heri 

0830000303809400 

1.972 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.068 

4.86 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.00 

0.000 

0.02 

0.02 






Alnia 

Command 

Bhander Sandstone 

0.456 

4.86 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.26 

0.02 

0.001 

0.16 

0.11 


Choma Biboo 

0830000203798200 

4.743 

Fresh 

Non-command 

Non-command 

Limestone 

4.743 

7.42 

0.020 

0.24 

0.01 

0.00 

0.00 

0.00 

0.93 

1.29 

0.94 

0.015 

0.72 

0.52 


Choma Maliyan 

0830000203798900 

5.216 

Fresh 

Non-command 

Non-command 

Limestone 

5.216 

3.11 

0.020 

0.24 

0.04 

0.00 

0.00 

0.00 

0.52 

0.70 

0.94 

0.016 

0.72 

0.54 


Choma Moondli 

0830000203798800 

1.508 

Fresh 

Non-command 

Non-command 

Limestone 

1.508 

4.69 

0.020 

0.20 

0.03 

0.00 

0.00 

0.00 

0.31 

0.42 

0.79 

0.005 

0.72 

0.53 


Chomakot 

0830000203798100 

4.769 

Fresh 

Non-command 

Non-command 

Limestone 

4.769 

5.46 

0.020 

0.23 

0.01 

0.00 

0.00 

0.00 

0.74 

0.99 

0.90 

0.015 

0.72 

0.53 


Chonsla 

0832000103978100 

10.349 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.352 

2.34 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.21 

0.06 

0.006 

0.17 

0.10 






Harishchandra Sagar 

Command 

Bhander Sandstone 

7.690 

2.34 

0.020 

0.06 

0.01 

0.00 

0.16 

0.00 

0.25 

0.40 

0.20 

0.019 

0.55 

0.33 


Dangawad 

0830000203798500 

1.794 

Fresh 

Non-command 

Non-command 

Limestone 

1.681 

2.33 

0.020 

0.18 

0.03 

0.00 

0.00 

0.01 

0.22 

0.31 

0.72 

0.005 

0.67 

0.47 






Kota Barrage 

Command 

Limestone 

0.113 

2.33 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.000 

0.05 

0.03 


Danta 

0830000503854500 

8.708 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

8.708 

5.27 

0.020 

0.06 

0.01 

0.00 

0.00 

0.04 

0.93 

1.33 

0.22 

0.023 

0.78 

0.54 


Danwas 

0832000103978600 

3.459 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.042 

1.88 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Harishchandra Sagar 

Command 

Bhander Sandstone 

0.358 

1.88 

0.020 

0.01 

0.00 

0.00 

0.01 

0.00 

0.02 

0.02 

0.04 

0.001 

0.08 

0.06 


Deeppura 

0830000303810100 

11.631 

Fresh 

Alnia 

Command 

Bhander Sandstone 

11.631 

4.30 

0.080 

0.08 

0.01 

0.00 

0.00 

0.00 

4.07 

5.92 

0.28 

0.017 

0.70 

0.48 


Deganya 

0830000503840400 

6.766 

Fresh 

Non-command 

Non-command 

Limestone 

0.058 

4.59 

0.050 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.03 

0.01 

0.000 

0.01 

0.00 






Harishchandra Sagar 

Command 

Limestone 

0.073 

4.59 

0.050 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.000 

0.01 

0.00 


Deoli 

0830000503836000 

10.219 

Fresh 

Non-command 

Non-command 

Limestone 

10.219 

8.42 

0.050 

0.16 

0.02 

0.00 

0.00 

0.00 

4.44 

7.26 

0.59 

0.027 

0.72 

0.44 


Dhikoli 

0830000503838300 

7.331 

Fresh 

Non-command 

Non-command 

Limestone 

6.309 

4.22 

0.050 

0.08 

0.01 

0.00 

0.00 

0.00 

1.40 

2.34 

0.28 

0.017 

0.62 

0.37 






Alnia 

Command 

Limestone 

0.189 

4.22 

0.050 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.07 

0.01 

0.000 

0.02 

0.01 






Sawan Bhadon 

Command 

Limestone 

0.833 

4.22 

0.050 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.31 

0.03 

0.002 

0.08 

0.05 


Dhoolet 

0830000503853700 

6.411 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.411 

6.36 

0.020 

0.16 

0.01 

0.00 

0.00 

0.00 

0.97 

1.52 

0.61 

0.017 

0.74 

0.47 


Dhori 

0830000203799300 

3.781 

Fresh 

Non-command 

Non-command 

Limestone 

0.222 

1.38 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.001 

0.04 

0.03 






Kota Barrage 

Command 

Limestone 

3.443 

1.38 

0.020 

0.15 

0.02 

0.00 

0.00 

0.00 

0.23 

0.30 

0.58 

0.011 

0.66 

0.49 


Dhoti 

0830000503835600 

7.495 

Fresh 

Non-command 

Non-command 

Limestone 

7.495 

10.15 

0.050 

0.49 

0.07 

0.00 

0.00 

0.00 

4.22 

6.50 

1.92 

0.020 

0.71 

0.46 


Gadari 

0830000403825200 

17.141 

Fresh 

Non-command 

Non-command 

Limestone 

7.022 

4.48 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.63 

0.76 

0.00 

0.014 

0.33 

0.28 


Galana 

0830000303805400 

14.327 

Fresh 

Non-command 

Non-command 

Limestone 

4.347 

6.39 

0.030 

0.03 

0.00 

0.00 

0.00 

0.00 

0.86 

1.16 

0.11 

0.006 

0.21 

0.16 






Alnia 

Command 

Limestone 

0.192 

6.39 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.00 

0.000 

0.01 

0.01 


Gaonri 

0832000203997000 

8.348 

Fresh 

Non-command 

Non-command 

Limestone 

4.267 

6.05 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.39 

0.01 

0.000 

0.43 

0.29 







Non-command 

Bhander Sandstone 

1.846 

6.05 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.17 

0.00 

0.000 

0.19 

0.12 


Garda 

0830000503854300 

6.077 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.077 

4.45 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.58 

0.82 

0.18 

0.016 

0.77 

0.54 


Gardana 

0830000503837800 

8.370 

Fresh 

Non-command 

Non-command 

Limestone 

7.674 

5.65 

0.050 

0.09 

0.01 

0.00 

0.00 

0.00 

2.25 

4.11 

0.32 

0.020 

0.66 

0.36 






Harishchandra Sagar 

Command 

Limestone 

0.426 

5.65 

0.050 

0.01 

0.00 

0.00 

0.01 

0.00 

0.12 

0.22 

0.02 

0.001 

0.04 

0.02 


Garmori 

0830000503839900 

0.939 

Fresh 

Non-command 

Non-command 

Limestone 

0.117 

3.88 

0.050 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.06 

0.04 

0.000 

0.09 

0.05 







Non-command 

Bhander Sandstone 

0.822 

3.88 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.11 

0.21 

0.24 

0.002 

0.63 

0.34 


Ghanahera 

0830000503847400 

6.697 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.168 

2.64 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.14 

0.04 

0.003 

0.12 

0.06 






Harishchandra Sagar 

Command 

Bhander Sandstone 

0.010 

2.64 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ghatal 

0830000503836300 

5.914 

Fresh 

Non-command 

Non-command 

Limestone 

1.107 

5.89 

0.050 

0.04 

0.01 

0.00 

0.00 

0.00 

0.36 

0.63 

0.14 

0.003 

0.13 

0.08 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.09 

0.06 

138.38 

0.07 

0.01 

0.08 

0.03 

0.38 

- 

0.0500 

0.0377 

0.0426 

- 

0.130 

0.130 

0.212 

0.011 

0.202 

0.294 

145.67 

Over Exploited 

Bhatwara 

083200010397840C 

0.11 

0.01 

462.57 

0.01 

- 

0.01 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.026 

365.84 

Over Exploited 



0.11 

0.23 

(83.64) 

0.18 

0.10 

0.28 

0.03 

0.48 

- 

0.0200 

0.1023 

- 

- 

0.122 

0.122 

0.401 

0.020 

0.381 

0.117 

30.62 

Safe 

Bheenlot 

0830000303815900 

0.13 

0.67 

613.58 

0.80 

0.01 

0.81 

0.05 

0.63 

- 

0.0100 

- 

- 

0.011 

0.021 

0.021 

0.828 

0.041 

0.786 

0.064 

8.15 

Safe 

Bishanpura 

0830000503846800 

0.09 

0.31 

329.18 

0.37 

0.01 

0.38 

0.06 

0.78 

- 

0.0300 

0.0449 

0.0541 

0.003 

0.132 

0.132 

0.515 

0.026 

0.489 

0.320 

65.32 

Safe 

Borda 

0832000103982600 

0.11 

0.00 

10,434.37 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Boreli 

0832000103978500 

0.11 

0.00 

728.20 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.009 

633.54 

Over Exploited 



0.11 

0.02 

21.55 

0.03 

0.02 

0.05 

0.01 

0.20 

- 

- 

0.0232 

- 

- 

0.023 

0.023 

0.071 

0.004 

0.067 

0.027 

39.70 

Safe 

Borina Kalan 

0830000503851000 

0.09 

0.00 

1,846.82 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.037 

1,191.30 

Over Exploited 



0.04 

0.04 

592.52 

0.05 

0.01 

0.06 

0.03 

0.39 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.093 

0.005 

0.089 

0.239 

268.97 

Over Exploited 



0.04 

0.02 

485.93 

0.02 

0.05 

0.07 

0.02 

0.26 

- 

0.0200 

0.0261 

- 

- 

0.046 

0.046 

0.121 

0.006 

0.115 

0.151 

131.99 

Over Exploited 

Borina Khurd 

0830000503851600 

0.09 

0.28 

24.29 

0.34 

0.01 

0.35 

0.06 

0.75 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.366 

0.018 

0.348 

0.158 

45.40 

Safe 



0.04 

0.00 

5,521.44 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Brijalya 

0830000503835700 

0.07 

0.21 

1,202.16 

0.26 

0.01 

0.27 

0.06 

0.77 

- 

0.1100 

- 

- 

0.006 

0.116 

0.116 

0.387 

0.019 

0.368 

0.951 

258.85 

Over Exploited 

Brijnagar 

0830000503833700 

0.07 

0.15 

1,571.88 

0.18 

0.02 

0.20 

0.04 

0.54 

- 

0.0700 

- 

- 

0.003 

0.073 

0.073 

0.273 

0.014 

0.259 

1.933 

745.65 

Over Exploited 



0.07 

0.03 

3,887.78 

0.03 

0.01 

0.04 

0.02 

0.22 

- 

0.0300 

0.0100 

0.0120 

- 

0.052 

0.052 

0.093 

0.005 

0.088 

0.815 

922.30 

Over Exploited 

Chak Dhoolet 

0830000503854600 

0.07 

0.00 

40,791.01 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.09 

1.62 

97.43 

1.95 

0.00 

1.95 

0.06 

0.85 

- 

- 

- 

- 

0.006 

0.006 

0.006 

1.956 

0.098 

1.858 

0.089 

4.81 

Safe 



0.09 

0.00 

########## 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0000 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chak Jagdishpura 

0830000503852200 

0.09 

0.72 

61.56 

0.86 

0.03 

0.89 

0.06 

0.80 

- 

0.0800 

- 

- 

0.008 

0.088 

0.088 

0.976 

0.049 

0.928 

0.450 

48.55 

Safe 

Chalet 

0832000103982400 

0.11 

0.00 

3,827.89 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.025 

2,599.20 

Over Exploited 



0.11 

0.02 

418.37 

0.02 

0.03 

0.05 

0.01 

0.13 

- 

0.0100 

0.0298 

- 

- 

0.040 

0.040 

0.090 

0.004 

0.085 

0.101 

118.95 

Over Exploited 

Chanawata 

0830000503841500 

0.09 

0.01 

1,045.70 

0.01 

- 

0.01 

0.01 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.022 

0.079 

364.47 

Over Exploited 



0.09 

0.00 

1,719.51 

0.00 

0.00 

0.01 

0.01 

0.09 

- 

0.0100 

0.0036 

- 

- 

0.014 

0.014 

0.022 

0.001 

0.021 

0.049 

239.11 

Over Exploited 

Charan Heri 

0830000303809700 

0.13 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.13 

0.20 

633.89 

0.24 

0.00 

0.24 

0.05 

0.74 

- 

0.0100 

0.0131 

0.0158 

0.000 

0.039 

0.039 

0.281 

0.014 

0.267 

0.284 

106.64 

Over Exploited 

Charawad 

0830000503834200 

0.07 

0.04 

1,199.87 

0.05 

0.01 

0.06 

0.05 

0.66 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.082 

0.004 

0.078 

0.165 

210.16 

Over Exploited 



0.07 

0.00 

12,501.85 

0.00 

0.00 

0.00 

0.00 

0.06 

- 

- 

0.0012 

- 

- 

0.001 

0.001 

0.004 

0.000 

0.003 

0.011 

333.85 

Over Exploited 

Charchriya @ Kashipura 

0830000503853500 

0.09 

0.19 

269.50 

0.23 

- 

0.23 

0.06 

0.79 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.252 

0.013 

0.240 

0.171 

71.18 

Semi Critical 

Cheensa 

0830000203796900 

0.09 

0.00 

1,102.56 

0.00 

0.00 

0.01 

0.01 

0.09 

- 

0.0100 

0.0146 

0.0177 

0.006 

0.049 

0.049 

0.058 

0.003 

0.055 

0.074 

134.68 

Over Exploited 



0.07 

0.00 

795.48 

0.01 

0.00 

0.01 

0.01 

0.11 

- 

0.0100 

0.0183 

0.0222 

0.003 

0.053 

0.053 

0.061 

0.003 

0.058 

0.038 

65.93 

Safe 

Chhipan Heri 

0830000303809400 

0.13 

0.00 

18,684.45 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.13 

0.01 

2,855.06 

0.01 

- 

0.01 

0.01 

0.17 

- 

- 

0.0025 

0.0031 

- 

0.006 

0.006 

0.016 

0.001 

0.015 

0.023 

146.63 

Over Exploited 

Choma Biboo 

0830000203798200 

0.09 

0.31 

323.56 

0.37 

0.01 

0.38 

0.06 

0.77 

- 

0.1100 

- 

- 

0.003 

0.113 

0.113 

0.491 

0.025 

0.466 

0.951 

203.98 

Over Exploited 

Choma Maliyan 

0830000203798900 

0.09 

0.34 

107.14 

0.40 

0.04 

0.44 

0.06 

0.77 

- 

0.1100 

- 

- 

0.000 

0.110 

0.110 

0.555 

0.028 

0.527 

0.952 

180.61 

Over Exploited 

Choma Moondli 

0830000203798800 

0.09 

0.10 

333.70 

0.12 

0.03 

0.15 

0.06 

0.77 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.237 

0.012 

0.225 

0.797 

354.19 

Over Exploited 

Chomakot 

0830000203798100 

0.09 

0.31 

223.17 

0.37 

0.01 

0.38 

0.06 

0.77 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.412 

0.021 

0.391 

0.915 

233.93 

Over Exploited 

Chonsla 

0832000103978100 

0.11 

0.04 

391.98 

0.05 

- 

0.05 

0.01 

0.18 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.062 

0.003 

0.059 

0.063 

107.23 

Over Exploited 



0.11 

0.46 

(12.97) 

0.40 

0.17 

0.58 

0.04 

0.59 

- 

0.0200 

0.1361 

- 

- 

0.156 

0.156 

0.731 

0.037 

0.695 

0.223 

32.16 

Safe 

Dangawad 

0830000203798500 

0.09 

0.10 

207.46 

0.12 

0.04 

0.16 

0.05 

0.73 

- 

0.0800 

- 

- 

0.011 

0.091 

0.091 

0.251 

0.013 

0.239 

0.725 

304.01 

Over Exploited 



0.09 

0.00 

4,625.86 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

0.0018 

0.0026 

- 

0.004 

0.004 

0.005 

0.000 

0.005 

0.036 

772.96 

Over Exploited 

Danta 

0830000503854500 

0.09 

0.61 

119.20 

0.73 

0.05 

0.78 

0.06 

0.84 

- 

0.0200 

- 

- 

0.062 

0.082 

0.082 

0.862 

0.043 

0.819 

0.244 

29.78 

Safe 

Danwas 

0832000103978600 

0.11 

0.00 

4,647.40 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.11 

0.00 

554.06 

0.00 

0.01 

0.01 

0.01 

0.09 

- 

- 

0.0079 

- 

- 

0.008 

0.008 

0.019 

0.001 

0.018 

0.040 

217.54 

Over Exploited 

Deeppura 

0830000303810100 

0.13 

1.02 

480.64 

1.22 

0.01 

1.23 

0.06 

0.76 

- 

0.0300 

0.0975 

0.1565 

0.000 

0.284 

0.284 

1.517 

0.076 

1.441 

0.298 

20.65 

Safe 

Deganya 

0830000503840400 

0.07 

0.00 

103,803.74 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

38,948.31 

Over Exploited 



0.07 

0.00 

78,285.75 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0006 

- 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.011 

824.15 

Over Exploited 

Deoli 

0830000503836000 

0.07 

0.51 

1,318.12 

0.61 

0.02 

0.63 

0.06 

0.77 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.704 

0.035 

0.669 

0.621 

92.85 

Critical 

Dhikoli 

0830000503838300 

0.07 

0.27 

760.82 

0.33 

0.01 

0.34 

0.05 

0.67 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.371 

0.019 

0.352 

0.298 

84.45 

Semi Critical 



0.07 

0.00 

27,191.57 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0021 

0.0025 

- 

0.005 

0.005 

0.005 

0.000 

0.005 

0.011 

242.39 

Over Exploited 



0.07 

0.00 

6,455.31 

0.01 

0.00 

0.01 

0.01 

0.09 

- 

- 

0.0079 

0.0095 

0.000 

0.017 

0.017 

0.023 

0.001 

0.022 

0.034 

155.78 

Over Exploited 

Dhoolet 

0830000503853700 

0.09 

0.43 

255.01 

0.51 

0.01 

0.52 

0.06 

0.80 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.594 

0.030 

0.564 

0.622 

110.20 

Over Exploited 

Dhori 

0830000203799300 

0.09 

0.00 

2,456.67 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.037 

3,810.52 

Over Exploited 



0.09 

0.20 

49.01 

0.24 

0.02 

0.26 

0.05 

0.71 

- 

0.0600 

0.0692 

0.0782 

- 

0.208 

0.208 

0.471 

0.024 

0.448 

0.587 

131.10 

Over Exploited 

Dhoti 

0830000503835600 

0.07 

0.38 

1,633.34 

0.45 

0.07 

0.52 

0.06 

0.77 

- 

0.2200 

- 

- 

0.005 

0.225 

0.225 

0.748 

0.037 

0.710 

1.942 

273.32 

Over Exploited 

Gadari 

0830000403825200 

0.08 

0.19 

306.83 

0.22 

- 

0.22 

0.03 

0.36 

- 

- 

- 

- 

- 

- 

- 

0.225 

0.011 

0.214 

0.014 

6.68 

Safe 

Galana 

0830000303805400 

0.08 

0.07 

1,472.06 

0.09 

0.00 

0.09 

0.02 

0.23 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.090 

0.005 

0.086 

0.114 

133.37 

Over Exploited 



0.08 

0.00 

34,303.81 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0011 

0.0013 

- 

0.002 

0.002 

0.003 

0.000 

0.002 

0.000 

11.28 

Safe 

Gaonri 

0832000203997000 

0.05 

0.09 

321.28 

0.11 

- 

0.11 

0.03 

0.46 

- 

- 

- 

- 

- 

- 

- 

0.110 

0.005 

0.104 

0.007 

6.70 

Safe 



0.05 

0.01 

6,774.28 

0.01 

- 

0.01 

0.01 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.015 

0.001 

0.014 

- 

- 

Safe 

Garda 

0830000503854300 

0.09 

0.42 

96.90 

0.50 

0.01 

0.51 

0.06 

0.83 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.539 

0.027 

0.512 

0.198 

38.69 

Safe 

Gardana 

0830000503837800 

0.07 

0.35 

1,061.86 

0.42 

0.01 

0.43 

0.06 

0.71 

- 

0.0400 

- 

- 

0.000 

0.040 

0.040 

0.474 

0.024 

0.451 

0.344 

76.36 

Semi Critical 



0.07 

0.00 

20,259.90 

0.00 

0.01 

0.01 

0.00 

0.04 

- 

- 

0.0057 

- 

- 

0.006 

0.006 

0.016 

0.001 

0.015 

0.023 

151.38 

Over Exploited 

Garmori 

0830000503839900 

0.07 

0.00 

8,187.03 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.043 

5,161.08 

Over Exploited 



0.09 

0.05 

356.08 

0.06 

0.01 

0.07 

0.05 

0.68 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.096 

0.005 

0.091 

0.242 

266.00 

Over Exploited 

Ghanahera 

0830000503847400 

0.09 

0.01 

931.03 

0.02 

0.00 

0.02 

0.01 

0.14 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.025 

0.001 

0.024 

0.041 

172.47 

Over Exploited 



0.09 

0.00 

62,172.40 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0001 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ghatal 

0830000503836300 

0.07 

0.01 

5,908.41 

0.01 

0.01 

0.02 

0.01 

0.15 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.042 

0.002 

0.040 

0.143 

354.05 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 






Harishchandra Sagar 

Command 

Limestone 

1.198 

5.89 

0.050 

0.04 

0.01 

0.00 

0.03 

0.00 

0.36 

0.63 

0.15 

0.003 

0.15 

0.08 


Ghati Jageer 

0830000403825100 

35.254 

Fresh 

Non-command 

Non-command 

Limestone 

15.168 

4.55 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

1.39 

1.70 

0.01 

0.031 

0.35 

0.28 







Non-command 

Bhander Sandstone 

4.421 

4.55 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.49 

0.00 

0.009 

0.10 

0.08 


Girdharpura 

0830000203798300 

2.636 

Fresh 

Non-command 

Non-command 

Limestone 

2.636 

7.60 

0.020 

0.24 

0.04 

0.00 

0.00 

0.00 

0.60 

0.86 

0.94 

0.008 

0.72 

0.50 



0830000503853800 

1.991 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.991 

5.75 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.26 

0.38 

0.10 

0.005 

0.76 

0.52 


Golbao 

0832000203996200 

9.720 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

9.720 

5.61 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.54 

0.75 

0.00 

0.000 

0.80 

0.58 


Goojariya Heri 

0830000503846600 

3.593 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.277 

3.58 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.20 

0.11 

0.003 

0.26 

0.15 






Sawan Bhadon 

Command 

Bhander Sandstone 

2.316 

3.58 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.21 

0.35 

0.19 

0.006 

0.47 

0.28 


Gopalpura 

0830000303816800 

15.103 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

11.612 

4.60 

0.080 

0.06 

0.01 

0.00 

0.00 

0.00 

4.32 

5.78 

0.24 

0.017 

0.56 

0.42 



0830000503845500 

8.555 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.001 

5.22 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Sawan Bhadon 

Command 

Bhander Sandstone 

8.554 

5.22 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.94 

1.72 

0.21 

0.023 

0.72 

0.39 


Gulab Pura 

0831000203866900 

7.975 

Fresh 

Kota Barrage 

Command 

Limestone 

0.579 

1.78 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.04 

0.002 

0.05 

0.04 







Command 

Bhander Sandstone 

3.886 

1.78 

0.015 

0.02 

0.00 

0.00 

0.00 

0.04 

0.08 

0.11 

0.07 

0.012 

0.35 

0.25 


Gunjara 

0830000503853000 

2.078 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.053 

6.04 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.33 

0.59 

0.35 

0.005 

0.72 

0.40 






Sawan Bhadon 

Command 

Bhander Sandstone 

0.025 

6.04 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.000 

0.01 

0.00 


Gurayta 

0830000503851500 

6.973 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.973 

4.98 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.75 

1.29 

0.27 

0.018 

0.73 

0.43 




7.078 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.160 

4.98 

0.020 

0.07 

0.01 

0.00 

0.00 

0.01 

0.66 

1.14 

0.24 

0.016 

0.64 

0.37 






Harishchandra Sagar 

Command 

Bhander Sandstone 

0.918 

4.98 

0.020 

0.01 

0.00 

0.00 

0.02 

0.00 

0.08 

0.14 

0.04 

0.002 

0.09 

0.06 


Gurla 

0830000503834500 

4.441 

Fresh 

Non-command 

Non-command 

Limestone 

1.902 

1.20 

0.050 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.17 

0.04 

0.005 

0.31 

0.22 






Kota Barrage 

Command 

Limestone 

2.539 

1.20 

0.050 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.24 

0.06 

0.007 

0.41 

0.29 


Guwavada 

0830000503834400 

2.024 

Fresh 

Non-command 

Non-command 

Limestone 

1.926 

0.96 

0.050 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.18 

0.17 

0.005 

0.68 

0.47 






Kota Barrage 

Command 

Limestone 

0.098 

0.96 

0.050 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.000 

0.03 

0.02 


Handeeta 

0830000503835200 

3.563 

Fresh 

Non-command 

Non-command 

Limestone 

0.032 

1.58 

0.050 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 







Non-command 

Bhander Sandstone 

3.336 

1.58 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.19 

0.01 

0.009 

0.67 

0.41 


Hanotiya 

0830000203797600 

8.101 

Fresh 

Non-command 

Non-command 

Limestone 

4.136 

0.11 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.07 

0.013 

0.37 

0.28 


Haripura Dhanriya 

0830000503846100 

3.363 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.057 

3.43 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.27 

0.45 

0.28 

0.008 

0.66 

0.40 






Sawan Bhadon 

Command 

Bhander Sandstone 

0.307 

3.43 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.03 

0.001 

0.07 

0.04 


Haripura Khurd 

0832000203996400 

6.309 

Fresh 

Non-command 

Non-command 

Limestone 

5.462 

6.90 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.39 

0.56 

0.03 

0.000 

0.72 

0.50 







Non-command 

Bhander Sandstone 

0.639 

6.90 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.00 

0.000 

0.08 

0.06 


Haripura Manji 

0830000503834000 

2.277 

Fresh 

Non-command 

Non-command 

Limestone 

2.247 

5.98 

0.050 

0.37 

0.05 

0.00 

0.00 

0.00 

0.99 

1.48 

1.46 

0.006 

0.71 

0.47 


Heenchar 

0832000103982500 

33.677 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

8.550 

3.67 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.65 

0.90 

0.04 

0.022 

0.21 

0.15 






Harishchandra Sagar 

Command 

Bhander Sandstone 

0.316 

3.67 

0.020 

0.00 

0.00 

0.00 

0.01 

0.00 

0.02 

0.02 

0.00 

0.001 

0.01 

0.01 


Hingoniya 

0830000503847000 

4.105 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.750 

7.97 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.23 

0.05 

0.002 

0.13 

0.07 






Sawan Bhadon 

Command 

Bhander Sandstone 

3.356 

7.97 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.57 

1.05 

0.19 

0.009 

0.59 

0.32 


Idalpur 

0830000503840200 

2.693 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.224 

3.28 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.03 

0.02 

0.001 

0.06 

0.03 






Harishchandra Sagar 

Command 

Limestone 

0.000 

3.28 

0.050 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Bhander Sandstone 

0.157 

3.28 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.000 

0.04 

0.02 


Jagalyaheri 

0830000503839100 

3.519 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.519 

3.35 

0.020 

0.13 

0.02 

0.00 

0.00 

0.00 

0.34 

0.56 

0.52 

0.009 

0.72 

0.45 


Jagdishpura 

0830000503846400 

2.986 

Fresh 

Sawan Bhadon 

Command 

Bhander Sandstone 

2.986 

6.50 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.43 

0.75 

0.18 

0.008 

0.73 

0.41 


Janakpur 

0830000203799400 

2.253 

Fresh 

Kota Barrage 

Command 

Limestone 

2.174 

1.38 

0.020 

0.16 

0.04 

0.00 

0.00 

0.00 

0.18 

0.24 

0.65 

0.007 

0.70 

0.51 







Command 

Bhander Sandstone 

0.006 

1.38 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jatipura 

0830000203798400 

1.411 

Fresh 

Non-command 

Non-command 

Limestone 

1.411 

4.52 

0.020 

0.15 

0.02 

0.00 

0.00 

0.00 

0.26 

0.37 

0.61 

0.004 

0.72 

0.50 


Jhalara 

0830000503845400 

2.036 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.309 

3.84 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.21 

0.05 

0.003 

0.46 

0.25 






Sawan Bhadon 

Command 

Bhander Sandstone 

0.727 

3.84 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.12 

0.03 

0.002 

0.26 

0.14 


Jhalari 

0830000503845300 

3.272 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.993 

4.74 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.20 

0.05 

0.003 

0.22 

0.12 






Sawan Bhadon 

Command 

Bhander Sandstone 

2.279 

4.74 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.24 

0.46 

0.13 

0.006 

0.50 

0.27 


Jugalpura 

0830000503845600 

3.066 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.322 

4.16 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.19 

0.01 

0.003 

0.31 

0.18 






Sawan Bhadon 

Command 

Bhander Sandstone 

1.743 

4.16 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.25 

0.01 

0.005 

0.41 

0.23 


Kacholya 

0830000503837900 

2.261 

Fresh 

Non-command 

Non-command 

Limestone 

2.261 

4.47 

0.050 

0.12 

0.02 

0.00 

0.00 

0.00 

0.61 

1.15 

0.46 

0.006 

0.72 

0.38 


Kadi Hera 

0830000303805300 

7.907 

Fresh 

Non-command 

Non-command 

Limestone 

0.922 

6.34 

0.030 

0.06 

0.00 

0.00 

0.00 

0.00 

0.24 

0.31 

0.24 

0.001 

0.08 

0.06 


Kakriya 

0830000503852800 

3.054 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.054 

5.59 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.36 

0.58 

0.08 

0.008 

0.74 

0.46 


Kalmandi 

0830000503851700 

3.290 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.290 

2.36 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.19 

0.36 

0.10 

0.009 

0.72 

0.37 


Kalya Kheri 

0830000303817000 

11.364 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.350 

4.17 

0.080 

0.04 

0.01 

0.00 

0.00 

0.00 

2.15 

2.79 

0.14 

0.009 

0.42 

0.32 


Kandaphal 

0830000503835500 

6.048 

Fresh 

Non-command 

Non-command 

Limestone 

6.048 

9.58 

0.050 

0.25 

0.04 

0.00 

0.00 

0.00 

3.11 

5.25 

0.96 

0.016 

0.72 

0.42 


Kan pura 

0832000203996500 

17.847 

Fresh 

Non-command 

Non-command 

Limestone 

0.185 

5.04 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 







Non-command 

Bhander Sandstone 

17.661 

5.04 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.89 

1.25 

0.00 

0.000 

0.81 

0.57 


Kanwas 

0830000503852100 

9.104 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.736 

4.49 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.14 

0.09 

0.002 

0.06 

0.04 






Sawan Bhadon 

Command 

Bhander Sandstone 

8.368 

4.49 

0.020 

0.25 

0.04 

0.00 

0.00 

0.00 

0.96 

1.60 

0.97 

0.022 

0.68 

0.41 


Kareeriya 

0830000503835300 

4.644 

Fresh 

Non-command 

Non-command 

Limestone 

0.539 

3.40 

0.050 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.17 

0.03 

0.001 

0.08 

0.05 







Non-command 

Bhander Sandstone 

0.715 

3.40 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.10 

0.04 

0.002 

0.11 

0.07 






Harishchandra Sagar 

Command 

Limestone 

0.135 

3.40 

0.050 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.000 

0.02 

0.01 


Kasar 

0830000303808700 

22.591 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.938 

4.42 

0.080 

0.04 

0.01 

0.00 

0.00 

0.00 

1.42 

1.98 

0.17 

0.006 

0.12 

0.08 


Kathaun 

0830000503835400 

2.431 

Fresh 

Non-command 

Non-command 

Limestone 

2.355 

8.00 

0.050 

0.06 

0.01 

0.00 

0.00 

0.00 

0.99 

1.63 

0.23 

0.006 

0.70 

0.42 






Harishchandra Sagar 

Command 

Limestone 

0.060 

8.00 

0.050 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.04 

0.01 

0.000 

0.02 

0.01 


Keetalhera 

0830000303810000 

3.684 

Fresh 

Alnia 

Command 

Limestone 

0.017 

4.44 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Bhander Sandstone 

3.667 

4.44 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

1.33 

1.92 

0.10 

0.005 

0.70 

0.49 


Kesoli 

0830000503851900 

3.247 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.247 

6.46 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.48 

0.89 

0.29 

0.009 

0.72 

0.39 


Khajoori 

0830000503835900 

10.090 

Fresh 

Non-command 

Non-command 

Limestone 

5.578 

4.42 

0.050 

0.23 

0.03 

0.00 

0.00 

0.00 

1.43 

2.21 

0.91 

0.015 

0.39 

0.25 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.07 

0.01 

5,048.32 

0.01 

0.04 

0.05 

0.01 

0.16 

- 

0.0200 

0.0159 

- 

- 

0.036 

0.036 

0.086 

0.004 

0.082 

0.154 

188.59 

Over Exploited 

Ghati Jageer 

083000040382510C 

0.08 

0.42 

305.52 

0.50 

- 

0.50 

0.03 

0.37 

- 

- 

- 

- 

- 

- 

- 

0.504 

0.025 

0.479 

0.045 

9.37 

Safe 



0.06 

0.03 

1,741.70 

0.03 

- 

0.03 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.032 

0.002 

0.030 

0.009 

29.47 

Safe 

Girdharpura 

0830000203798300 

0.09 

0.17 

407.22 

0.20 

0.04 

0.24 

0.06 

0.77 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

0.354 

0.018 

0.336 

0.944 

280.94 

Over Exploited 


0830000503853800 

0.09 

0.14 

179.06 

0.16 

- 

0.16 

0.06 

0.82 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.173 

0.009 

0.165 

0.108 

65.76 

Safe 

Golbao 

0832000203996200 

0.05 

0.39 

91.25 

0.47 

0.00 

0.47 

0.06 

0.87 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.478 

0.024 

0.454 

- 

- 

Safe 

Goojariya Heri 

0830000503846600 

0.09 

0.03 

581.92 

0.04 

0.00 

0.04 

0.02 

0.28 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.050 

0.003 

0.048 

0.109 

229.53 

Over Exploited 



0.09 

0.10 

256.32 

0.12 

0.01 

0.13 

0.04 

0.51 

- 

0.0200 

0.0219 

0.0263 

- 

0.068 

0.068 

0.196 

0.010 

0.186 

0.195 

104.81 

Over Exploited 

Gopalpura 

0830000303816800 

0.13 

0.82 

606.55 

0.98 

0.01 

0.99 

0.05 

0.61 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

1.033 

0.052 

0.982 

0.255 

25.94 

Safe 


0830000503845500 

0.09 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.09 

0.56 

209.18 

0.67 

0.01 

0.68 

0.06 

0.78 

- 

0.0200 

0.0808 

0.0973 

0.006 

0.204 

0.204 

0.883 

0.044 

0.839 

0.234 

27.83 

Safe 

Gulab Pura 

0831000203866900 

0.03 

0.00 

4,510.74 

0.00 

0.00 

0.00 

0.00 

0.06 

- 

0.0100 

0.0140 

0.0197 

0.000 

0.044 

0.044 

0.045 

0.002 

0.043 

0.041 

94.33 

Critical 



0.03 

0.04 

179.90 

0.05 

0.04 

0.09 

0.03 

0.38 

- 

0.0100 

0.0937 

0.1325 

0.061 

0.298 

0.298 

0.388 

0.019 

0.368 

0.084 

22.77 

Safe 

Gunjara 

0830000503853000 

0.09 

0.13 

341.18 

0.16 

0.01 

0.17 

0.06 

0.78 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.209 

0.010 

0.199 

0.355 

178.81 

Over Exploited 



0.09 

0.00 

27,163.16 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0002 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.000 

0.000 

- 

Safe 

Gurayta 

0830000503851500 

0.09 

0.46 

181.59 

0.55 

0.01 

0.56 

0.06 

0.79 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.591 

0.030 

0.561 

0.285 

50.83 

Safe 



0.09 

0.35 

221.51 

0.42 

0.02 

0.44 

0.05 

0.69 

- 

0.0300 

- 

- 

0.017 

0.047 

0.047 

0.492 

0.025 

0.467 

0.256 

54.84 

Safe 



0.09 

0.01 

1,688.32 

0.01 

0.02 

0.03 

0.01 

0.10 

- 

- 

0.0122 

- 

- 

0.012 

0.012 

0.041 

0.002 

0.039 

0.038 

98.20 

Critical 

Gurla 

0830000503834500 

0.07 

0.04 

326.72 

0.05 

- 

0.05 

0.02 

0.33 

- 

- 

- 

- 

- 

- 

- 

0.049 

0.002 

0.047 

0.044 

94.24 

Critical 



0.07 

0.07 

232.24 

0.09 

- 

0.09 

0.03 

0.44 

- 

0.0100 

0.0510 

0.0577 

- 

0.119 

0.119 

0.206 

0.010 

0.196 

0.068 

34.51 

Safe 

Guwavada 

0830000503834400 

0.07 

0.09 

90.87 

0.11 

0.01 

0.12 

0.05 

0.74 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.141 

0.007 

0.134 

0.170 

127.23 

Over Exploited 



0.07 

0.00 

2,752.11 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

0.0020 

0.0022 

- 

0.004 

0.004 

0.004 

0.000 

0.004 

0.011 

264.16 

Over Exploited 

Handeeta 

0830000503835200 

0.07 

0.00 

27,894.80 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.09 

0.20 

(6.08) 

0.19 

- 

0.19 

0.06 

0.73 

- 

- 

- 

- 

- 

- 

- 

0.190 

0.009 

0.180 

0.019 

10.41 

Safe 

Hanotiya 

0830000203797600 

0.09 

0.14 

(76.18) 

0.11 

0.00 

0.11 

0.03 

0.40 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.121 

0.006 

0.115 

0.085 

73.99 

Semi Critical 

Haripura Dhanriya 

0830000503846100 

0.09 

0.18 

145.10 

0.22 

0.01 

0.23 

0.05 

0.72 

- 

0.0500 

- 

- 

0.003 

0.053 

0.053 

0.283 

0.014 

0.269 

0.286 

106.45 

Over Exploited 



0.09 

0.00 

2,717.89 

0.00 

- 

0.00 

0.01 

0.07 

- 

0.0100 

0.0036 

0.0035 

- 

0.017 

0.017 

0.019 

0.001 

0.018 

0.030 

162.56 

Over Exploited 

Haripura Khurd 

0832000203996400 

0.05 

0.20 

182.61 

0.24 

0.00 

0.24 

0.06 

0.78 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.248 

0.012 

0.235 

0.032 

13.61 

Safe 



0.05 

0.00 

10,002.98 

0.00 

0.00 

0.00 

0.01 

0.09 

- 

- 

- 

- 

0.000 

- 

- 

0.002 

0.000 

0.002 

- 

- 

Safe 

Haripura Manji 

0830000503834000 

0.07 

0.11 

1,230.16 

0.13 

0.05 

0.19 

0.06 

0.76 

- 

0.1600 

- 

- 

0.005 

0.165 

0.165 

0.351 

0.018 

0.334 

1.464 

438.86 

Over Exploited 

Heenchar 

0832000103982500 

0.11 

0.19 

366.02 

0.23 

- 

0.23 

0.02 

0.22 

- 

- 

- 

- 

- 

- 

- 

0.232 

0.012 

0.221 

0.064 

28.84 

Safe 



0.11 

0.00 

8,608.53 

0.00 

0.01 

0.01 

0.00 

0.01 

- 

- 

0.0056 

- 

- 

0.006 

0.006 

0.013 

0.001 

0.012 

0.001 

6.66 

Safe 

Hingoniya 

0830000503847000 

0.09 

0.01 

2,487.12 

0.01 

0.00 

0.02 

0.01 

0.14 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.032 

0.002 

0.030 

0.050 

165.94 

Over Exploited 



0.09 

0.18 

490.64 

0.21 

0.01 

0.23 

0.05 

0.64 

- 

0.0400 

0.0317 

0.0382 

0.004 

0.114 

0.114 

0.341 

0.017 

0.324 

0.201 

62.07 

Safe 

Idalpur 

0830000503840200 

0.09 

0.00 

2,314.22 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.020 

1,430.56 

Over Exploited 



0.07 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0000 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.09 

0.00 

2,755.71 

0.00 

0.00 

0.00 

0.00 

0.05 

- 

- 

0.0014 

- 

- 

0.001 

0.001 

0.004 

0.000 

0.004 

0.019 

539.94 

Over Exploited 

Jagalyaheri 

0830000503839100 

0.09 

0.23 

143.59 

0.27 

0.02 

0.30 

0.06 

0.78 

- 

0.0600 

- 

- 

0.003 

0.063 

0.063 

0.360 

0.018 

0.342 

0.527 

154.32 

Over Exploited 

Jagdishpura 

0830000503846400 

0.09 

0.20 

284.83 

0.23 

0.01 

0.25 

0.06 

0.79 

- 

0.0200 

0.0211 

0.0339 

0.001 

0.076 

0.076 

0.322 

0.016 

0.306 

0.190 

62.13 

Safe 

Janakpur 

0830000203799400 

0.09 

0.14 

78.75 

0.16 

0.04 

0.20 

0.05 

0.75 

- 

0.1200 

0.0524 

0.0741 

- 

0.247 

0.247 

0.450 

0.022 

0.427 

0.655 

153.28 

Over Exploited 



0.07 

0.00 

43,518.32 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jatipura 

0830000203798400 

0.09 

0.09 

303.40 

0.11 

0.02 

0.13 

0.06 

0.77 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.199 

0.010 

0.189 

0.616 

325.65 

Over Exploited 

Jhalara 

0830000503845400 

0.09 

0.05 

281.41 

0.07 

- 

0.07 

0.04 

0.50 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.075 

0.004 

0.072 

0.051 

71.85 

Semi Critical 



0.09 

0.02 

635.66 

0.02 

- 

0.02 

0.02 

0.28 

- 

- 

0.0052 

0.0083 

- 

0.013 

0.013 

0.034 

0.002 

0.032 

0.031 

96.96 

Critical 

Jhalari 

0830000503845300 

0.09 

0.02 

908.87 

0.02 

- 

0.02 

0.02 

0.24 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.033 

0.002 

0.032 

0.051 

159.59 

Over Exploited 



0.09 

0.10 

348.33 

0.12 

0.00 

0.13 

0.04 

0.54 

- 

0.0100 

0.0161 

0.0259 

0.003 

0.055 

0.055 

0.181 

0.009 

0.172 

0.131 

76.35 

Semi Critical 

Jugalpura 

0830000503845600 

0.09 

0.04 

412.75 

0.04 

0.00 

0.05 

0.03 

0.34 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.048 

0.002 

0.046 

0.013 

29.36 

Safe 



0.09 

0.06 

294.48 

0.08 

- 

0.08 

0.03 

0.45 

- 

- 

0.0165 

0.0198 

- 

0.036 

0.036 

0.114 

0.006 

0.108 

0.015 

13.51 

Safe 

Kacholya 

0830000503837900 

0.07 

0.11 

908.54 

0.14 

0.02 

0.16 

0.06 

0.78 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.206 

0.010 

0.196 

0.470 

239.75 

Over Exploited 

Kadi Hera 

0830000303805300 

0.08 

0.01 

5,039.72 

0.01 

- 

0.01 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.242 

1,476.76 

Over Exploited 

Kakriya 

0830000503852800 

0.09 

0.20 

186.76 

0.24 

0.00 

0.25 

0.06 

0.80 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.255 

0.013 

0.243 

0.085 

35.05 

Safe 

Kalmandi 

0830000503851700 

0.09 

0.21 

70.19 

0.26 

- 

0.26 

0.06 

0.78 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.265 

0.013 

0.252 

0.105 

41.57 

Safe 

Kalya Kheri 

0830000303817000 

0.13 

0.33 

738.29 

0.40 

0.01 

0.41 

0.03 

0.45 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.443 

0.022 

0.421 

0.144 

34.23 

Safe 

Kandaphal 

0830000503835500 

0.07 

0.30 

1,629.44 

0.36 

0.04 

0.41 

0.06 

0.78 

- 

0.1100 

- 

- 

0.002 

0.112 

0.112 

0.517 

0.026 

0.491 

0.977 

198.85 

Over Exploited 

Kanpura 

0832000203996500 

0.05 

0.00 

15,964.47 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

- 

- 

Safe 



0.05 

0.71 

76.00 

0.85 

0.00 

0.86 

0.06 

0.87 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.858 

0.043 

0.815 

- 

- 

Safe 

Kanwas 

0830000503852100 

0.09 

0.00 

3,546.81 

0.00 

0.00 

0.00 

0.00 

0.06 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.015 

0.001 

0.014 

0.088 

615.78 

Over Exploited 



0.09 

0.51 

214.93 

0.61 

0.04 

0.65 

0.06 

0.73 

- 

0.1100 

0.0593 

0.0951 

0.002 

0.266 

0.266 

0.918 

0.046 

0.872 

0.992 

113.75 

Over Exploited 

Kareeriya 

0830000503835300 

0.07 

0.00 

5,186.46 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.033 

933.55 

Over Exploited 



0.09 

0.01 

1,245.40 

0.01 

- 

0.01 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.008 

0.040 

491.84 

Over Exploited 



0.07 

0.00 

16,482.74 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

0.0024 

- 

- 

0.002 

0.002 

0.006 

0.000 

0.005 

0.011 

216.65 

Over Exploited 

Kasar 

0830000303808700 

0.13 

0.06 

3,338.94 

0.07 

0.01 

0.08 

0.01 

0.13 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.112 

0.006 

0.106 

0.171 

160.69 

Over Exploited 

Kathaun 

0830000503835400 

0.07 

0.11 

1,321.69 

0.14 

0.01 

0.15 

0.06 

0.75 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.177 

0.009 

0.169 

0.233 

138.31 

Over Exploited 



0.07 

0.00 

50,100.31 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

0.0008 

- 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.011 

541.08 

Over Exploited 

Keetalhera 

0830000303810000 

0.08 

0.00 

73,210.17 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.13 

0.32 

498.40 

0.38 

- 

0.38 

0.06 

0.75 

- 

0.0100 

0.0205 

0.0247 

- 

0.055 

0.055 

0.440 

0.022 

0.418 

0.102 

24.49 

Safe 

Kesoli 

0830000503851900 

0.09 

0.21 

321.01 

0.25 

0.01 

0.26 

0.06 

0.78 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.296 

0.015 

0.281 

0.297 

105.63 

Over Exploited 

Khajoori 

0830000503835900 

0.07 

0.15 

1,341.25 

0.18 

0.03 

0.22 

0.03 

0.43 

- 

0.1000 

- 

- 

0.002 

0.102 

0.102 

0.317 

0.016 

0.301 

0.922 

306.15 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Bhander Sandstone 

1.137 

4.42 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.13 

0.20 

0.16 

0.003 

0.08 

0.05 






Alnia 

Command 

Limestone 

0.976 

4.42 

0.050 

0.04 

0.01 

0.00 

0.00 

0.00 

0.25 

0.38 

0.16 

0.003 

0.07 

0.04 







Command 

Bhander Sandstone 

2.399 

4.42 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.29 

0.45 

0.35 

0.006 

0.17 

0.11 



083000050385140C 

1.098 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.081 

2.07 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.10 

0.19 

0.30 

0.003 

0.71 

0.39 






Harishchandra Sagar 

Command 

Bhander Sandstone 

0.016 

2.07 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Khajoorna 

083000050383900C 

2.429 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.429 

3.27 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.25 

0.39 

0.38 

0.006 

0.72 

0.45 


Khangaon 

083000050383980C 

4.308 

Fresh 

Non-command 

Non-command 

Limestone 

1.271 

3.68 

0.050 

0.04 

0.01 

0.00 

0.00 

0.00 

0.26 

0.48 

0.16 

0.003 

0.21 

0.12 







Non-command 

Bhander Sandstone 

1.831 

3.68 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.17 

0.32 

0.20 

0.005 

0.31 

0.17 






Sawan Bhadon 

Command 

Bhander Sandstone 

1.206 

3.68 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.11 

0.20 

0.13 

0.003 

0.20 

0.11 


Khanpuriya 

0830000303809500 

11.206 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.791 

4.57 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

1.02 

1.43 

0.00 

0.004 

0.17 

0.12 


Kharipur 

0830000503838500 

3.037 

Fresh 

Non-command 

Non-command 

Limestone 

0.759 

3.91 

0.050 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.25 

0.02 

0.002 

0.18 

0.11 







Non-command 

Bhander Sandstone 

0.515 

3.91 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.08 

0.02 

0.001 

0.12 

0.08 






Alnia 

Command 

Limestone 

0.042 

3.91 

0.050 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 







Command 

Bhander Sandstone 

1.722 

3.91 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.24 

0.06 

0.005 

0.40 

0.26 


Kharkhana Kheri 

0830000503851200 

0.855 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.290 

1.98 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.06 

0.07 

0.001 

0.25 

0.14 






Harishchandra Sagar 

Command 

Bhander Sandstone 

0.565 

1.98 

0.020 

0.03 

0.01 

0.00 

0.01 

0.00 

0.03 

0.05 

0.14 

0.001 

0.48 

0.27 


Kheri 

0830000503846900 

3.716 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.087 

6.93 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.32 

0.60 

0.10 

0.005 

0.40 

0.21 






Sawan Bhadon 

Command 

Bhander Sandstone 

1.629 

6.93 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.25 

0.46 

0.07 

0.004 

0.32 

0.17 


Kherli Gurla 

0830000503834600 

2.161 

Fresh 

Kota Barrage 

Command 

Limestone 

2.161 

1.15 

0.050 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.20 

0.07 

0.006 

0.72 

0.53 


Kherli Kakoonya 

0830000503838000 

3.803 

Fresh 

Non-command 

Non-command 

Limestone 

3.068 

3.81 

0.050 

0.11 

0.02 

0.00 

0.00 

0.00 

0.68 

1.29 

0.44 

0.008 

0.58 

0.30 







Non-command 

Bhander Sandstone 

0.677 

3.81 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.14 

0.09 

0.002 

0.13 

0.07 






Harishchandra Sagar 

Command 

Limestone 

0.037 

3.81 

0.050 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.00 







Command 

Bhander Sandstone 

0.016 

3.81 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kherli Kandaphal 

0830000503836100 

3.706 

Fresh 

Non-command 

Non-command 

Limestone 

3.542 

8.62 

0.050 

0.06 

0.01 

0.00 

0.00 

0.00 

1.58 

2.75 

0.24 

0.009 

0.69 

0.39 






Harishchandra Sagar 

Command 

Limestone 

0.165 

8.62 

0.050 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.12 

0.01 

0.000 

0.03 

0.02 


Kherli Khoda 

0830000503840100 

1.611 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.396 

2.82 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.06 

0.04 

0.001 

0.18 

0.09 






Harishchandra Sagar 

Command 

Bhander Sandstone 

0.104 

2.82 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.000 

0.05 

0.02 


Khobda 

0830000503835000 

3.699 

Fresh 

Non-command 

Non-command 

Limestone 

1.991 

0.83 

0.050 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.16 

0.06 

0.005 

0.39 

0.25 







Non-command 

Bhander Sandstone 

1.708 

0.83 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.06 

0.004 

0.33 

0.22 


Khodya Kheri 

0830000503838700 

7.045 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

7.045 

4.00 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.65 

0.96 

0.38 

0.019 

0.71 

0.48 


Kishanpura 

0832000203996100 

3.971 

Fresh 

Non-command 

Non-command 

Limestone 

0.444 

5.73 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.000 

0.09 

0.07 







Non-command 

Bhander Sandstone 

3.527 

5.73 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.27 

0.00 

0.000 

0.72 

0.53 



0830000503850900 

7.879 

Fresh 

Non-command 

Non-command 

Shale 

0.003 

2.60 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Harishchandra Sagar 

Command 

Shale 

0.381 

2.60 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.001 

0.03 

0.02 



0830000503854200 

3.915 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.915 

5.67 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.47 

0.71 

0.14 

0.010 

0.75 

0.51 


Kishor Sagar 

0830000503852300 

30.578 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

26.672 

2.94 

0.020 

0.03 

0.00 

0.00 

0.00 

0.02 

1.58 

2.14 

0.02 

0.070 

0.66 

0.49 


Kishorpura 

0830000503845900 

11.343 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

11.343 

3.40 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.85 

1.28 

0.32 

0.030 

0.74 

0.49 


Kolanajageer 

0830000503846700 

1.134 

Fresh 

Sawan Bhadon 

Command 

Bhander Sandstone 

1.134 

4.06 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.21 

0.11 

0.003 

0.73 

0.42 


Kolani 

0830000503846500 

1.687 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.886 

3.31 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.12 

0.04 

0.002 

0.38 

0.23 






Sawan Bhadon 

Command 

Bhander Sandstone 

0.802 

3.31 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.11 

0.04 

0.002 

0.35 

0.20 


Kot Baori 

0830000503839200 

0.790 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.790 

3.41 

0.020 

0.12 

0.02 

0.00 

0.00 

0.00 

0.15 

0.24 

0.48 

0.002 

0.72 

0.46 


Kotri 

0830000503847600 

9.096 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.456 

2.56 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.16 

0.31 

0.17 

0.006 

0.19 

0.10 






Harishchandra Sagar 

Command 

Bhander Sandstone 

1.477 

2.56 

0.020 

0.03 

0.00 

0.00 

0.03 

0.00 

0.07 

0.15 

0.10 

0.004 

0.12 

0.06 







Command 

Shale 

0.069 

2.56 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 


Kudet 

0830000503847700 

3.127 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.054 

1.95 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.10 

0.06 

0.003 

0.24 

0.12 






Harishchandra Sagar 

Command 

Bhander Sandstone 

1.287 

1.95 

0.020 

0.02 

0.00 

0.00 

0.03 

0.00 

0.04 

0.09 

0.07 

0.003 

0.29 

0.15 







Command 

Shale 

0.751 

1.95 

0.020 

0.01 

0.00 

0.00 

0.02 

0.00 

0.02 

0.04 

0.05 

0.002 

0.17 

0.09 


Kurar 

0830000503833800 

18.123 

Fresh 

Non-command 

Non-command 

Limestone 

17.953 

6.68 

0.050 

0.86 

0.04 

0.00 

0.00 

0.05 

6.77 

9.47 

3.36 

0.047 

0.70 

0.50 






Alnia 

Command 

Limestone 

0.170 

6.68 

0.050 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.03 

0.000 

0.01 

0.00 


Kurariya Kalan 

0830000503836600 

1.615 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.021 

3.82 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Kushalipuramajrakhatipur 

0830000503833900 

7.157 

Fresh 

Non-command 

Non-command 

Limestone 

7.157 

9.77 

0.050 

0.17 

0.01 

0.00 

0.00 

0.01 

3.64 

5.28 

0.67 

0.019 

0.71 

0.49 


Ladpura 

0830000503839400 

8.864 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

8.864 

3.78 

0.020 

0.15 

0.02 

0.00 

0.00 

0.00 

0.80 

1.20 

0.56 

0.023 

0.73 

0.48 


Lala Hera 

0830000503840300 

6.517 

Fresh 

Non-command 

Non-command 

Limestone 

0.194 

4.11 

0.050 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.10 

0.04 

0.001 

0.02 

0.01 






Harishchandra Sagar 

Command 

Limestone 

0.259 

4.11 

0.050 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.12 

0.05 

0.001 

0.03 

0.01 







Command 

Bhander Sandstone 

0.000 

4.11 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Laxmipura 

0830000503844800 

5.670 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.041 

2.74 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 






Harishchandra Sagar 

Command 

Bhander Sandstone 

0.029 

2.74 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 



0830000503854100 

4.837 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.837 

6.31 

0.020 

0.11 

0.01 

0.00 

0.00 

0.00 

0.71 

1.10 

0.42 

0.013 

0.75 

0.48 


Loda Hera 

0830000503853400 

2.559 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.559 

6.10 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.37 

0.65 

0.23 

0.007 

0.73 

0.41 


Madariya 

0830000503854000 

2.908 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.908 

5.96 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.39 

0.58 

0.17 

0.008 

0.76 

0.50 


Madhopur 

0830000503846300 

1.481 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.481 

3.26 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.15 

0.25 

0.27 

0.004 

0.73 

0.45 


Makrawad 

0830000503837700 

6.409 

Fresh 

Non-command 

Non-command 

Limestone 

0.002 

5.24 

0.050 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Harishchandra Sagar 

Command 

Limestone 

0.347 

5.24 

0.050 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.20 

0.10 

0.001 

0.04 

0.02 


Mamor 

0830000503847500 

9.163 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

9.163 

4.21 

0.020 

0.13 

0.02 

0.00 

0.00 

0.00 

0.88 

1.71 

0.48 

0.024 

0.72 

0.37 


Mandana 

0830000303810400 

47.888 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

46.214 

4.81 

0.080 

0.34 

0.08 

0.00 

0.00 

0.04 

18.00 

24.38 

1.28 

0.066 

0.67 

0.50 


Mandlya Heri 

0830000503846200 

2.674 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.674 

3.27 

0.020 

0.12 

0.02 

0.00 

0.00 

0.00 

0.27 

0.45 

0.46 

0.007 

0.73 

0.45 


Mandoohera 

0830000503847300 

2.653 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.653 

4.20 

0.020 

0.06 

0.01 

0.00 

0.00 

0.02 

0.26 

0.50 

0.22 

0.007 

0.72 

0.37 


Mangalpura 

0830000503839300 

1.551 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.551 

3.52 

0.020 

0.15 

0.02 

0.00 

0.00 

0.00 

0.23 

0.38 

0.58 

0.004 

0.72 

0.45 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.09 

0.01 

2,348.09 

0.01 

0.01 

0.02 

0.01 

0.09 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.041 

0.002 

0.039 

0.166 

422.79 

Over Exploited 



0.07 

0.00 

7,979.12 

0.01 

0.01 

0.02 

0.01 

0.07 

- 

0.0200 

0.0082 

0.0131 

- 

0.041 

0.041 

0.057 

0.003 

0.054 

0.165 

304.24 

Over Exploited 



0.09 

0.04 

1,135.75 

0.04 

0.01 

0.05 

0.01 

0.18 

- 

0.0400 

0.0201 

0.0323 

- 

0.092 

0.092 

0.146 

0.007 

0.139 

0.352 

253.61 

Over Exploited 


0830000503851400 

0.09 

0.07 

175.29 

0.08 

0.01 

0.09 

0.06 

0.77 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.123 

0.006 

0.117 

0.298 

254.45 

Over Exploited 



0.09 

0.00 

3,020.42 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0002 

- 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Khajoorna 

0830000503839000 

0.09 

0.16 

150.01 

0.19 

0.01 

0.20 

0.06 

0.77 

- 

0.0400 

- 

- 

0.004 

0.044 

0.044 

0.245 

0.012 

0.232 

0.390 

168.02 

Over Exploited 

Khangaon 

0830000503839800 

0.07 

0.02 

2,439.56 

0.02 

0.01 

0.03 

0.02 

0.23 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.053 

0.003 

0.050 

0.165 

330.56 

Over Exploited 



0.09 

0.05 

527.24 

0.06 

0.01 

0.07 

0.03 

0.33 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.093 

0.005 

0.088 

0.207 

234.75 

Over Exploited 



0.09 

0.02 

804.04 

0.03 

0.01 

0.04 

0.02 

0.22 

- 

0.0200 

0.0114 

0.0137 

0.000 

0.045 

0.045 

0.081 

0.004 

0.077 

0.137 

177.53 

Over Exploited 

Khanpuriya 

0830000303809500 

0.13 

0.06 

2,342.96 

0.07 

0.00 

0.07 

0.01 

0.18 

- 

- 

- 

- 

0.003 

0.004 

0.004 

0.076 

0.004 

0.072 

0.004 

5.55 

Safe 

Kharipur 

0830000503838500 

0.07 

0.01 

2,542.84 

0.01 

- 

0.01 

0.01 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.011 

0.024 

222.72 

Over Exploited 



0.09 

0.01 

1,315.99 

0.01 

- 

0.01 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.006 

0.020 

318.86 

Over Exploited 



0.07 

0.00 

44,960.03 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0005 

0.0006 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.09 

0.06 

288.49 

0.08 

0.00 

0.08 

0.03 

0.44 

- 

0.0100 

0.0192 

0.0232 

0.001 

0.053 

0.053 

0.129 

0.006 

0.123 

0.063 

51.04 

Safe 

Kharkhana Kheri 

0830000503851200 

0.09 

0.01 

781.19 

0.01 

- 

0.01 

0.02 

0.27 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.073 

432.55 

Over Exploited 



0.09 

0.02 

124.75 

0.03 

0.02 

0.05 

0.04 

0.52 

- 

0.0200 

0.0075 

- 

- 

0.028 

0.028 

0.079 

0.004 

0.075 

0.136 

182.45 

Over Exploited 

Kheri 

0830000503846900 

0.09 

0.08 

694.13 

0.09 

0.00 

0.09 

0.03 

0.44 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.102 

0.005 

0.097 

0.101 

105.11 

Over Exploited 



0.09 

0.05 

904.33 

0.06 

- 

0.06 

0.03 

0.34 

- 

0.0100 

0.0154 

0.0185 

- 

0.044 

0.044 

0.099 

0.005 

0.094 

0.071 

75.49 

Semi Critical 

Kherli Gurla 

0830000503834600 

0.07 

0.11 

81.06 

0.13 

- 

0.13 

0.06 

0.78 

- 

0.0100 

0.0434 

0.0491 

- 

0.103 

0.103 

0.233 

0.012 

0.222 

0.074 

33.26 

Safe 

Kherli Kakoonya 

0830000503838000 

0.07 

0.12 

939.33 

0.15 

0.02 

0.17 

0.05 

0.63 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.219 

0.011 

0.208 

0.451 

216.64 

Over Exploited 



0.09 

0.01 

1,661.65 

0.01 

- 

0.01 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.019 

0.001 

0.018 

0.088 

477.64 

Over Exploited 



0.07 

0.00 

67,102.50 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0005 

- 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

7.80 

Safe 



0.09 

0.00 

41,304.63 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0002 

- 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Kherli Kandaphal 

0830000503836100 

0.07 

0.17 

1,515.65 

0.20 

0.01 

0.21 

0.06 

0.74 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.244 

0.012 

0.232 

0.247 

106.74 

Over Exploited 



0.07 

0.00 

31,851.24 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

0.0022 

- 

- 

0.002 

0.002 

0.006 

0.000 

0.006 

0.011 

195.70 

Over Exploited 

Kherli Khoda 

0830000503840100 

0.09 

0.01 

919.80 

0.01 

- 

0.01 

0.01 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.007 

0.039 

546.56 

Over Exploited 



0.09 

0.00 

2,102.16 

0.00 

0.00 

0.00 

0.00 

0.05 

- 

- 

0.0009 

- 

- 

0.001 

0.001 

0.003 

0.000 

0.002 

0.010 

428.52 

Over Exploited 

Khobda 

0830000503835000 

0.07 

0.05 

191.17 

0.06 

- 

0.06 

0.03 

0.42 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.075 

0.004 

0.071 

0.066 

93.34 

Critical 



0.09 

0.05 

45.13 

0.06 

- 

0.06 

0.03 

0.36 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.071 

0.004 

0.068 

0.059 

87.88 

Semi Critical 

Khodya Kheri 

0830000503838700 

0.09 

0.45 

113.27 

0.54 

0.01 

0.55 

0.06 

0.76 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.590 

0.029 

0.560 

0.403 

71.85 

Semi Critical 

Kishanpura 

0832000203996100 

0.05 

0.00 

1,614.50 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

- 

- 

Safe 



0.05 

0.13 

115.73 

0.15 

- 

0.15 

0.06 

0.78 

- 

- 

- 

- 

- 

- 

- 

0.152 

0.008 

0.145 

- 

- 

Safe 


0830000503850900 

0.04 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

5,757.06 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

0.0034 

- 

- 

0.003 

0.003 

0.008 

0.000 

0.008 

0.001 

13.05 

Safe 


0830000503854200 

0.09 

0.27 

166.14 

0.32 

0.01 

0.33 

0.06 

0.81 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.348 

0.017 

0.331 

0.154 

46.64 

Safe 

Kishor Sagar 

0830000503852300 

0.09 

1.59 

34.35 

1.91 

0.02 

1.93 

0.05 

0.72 

- 

- 

- 

- 

0.034 

0.034 

0.034 

1.966 

0.098 

1.867 

0.089 

4.78 

Safe 

Kishorpura 

0830000503845900 

0.09 

0.75 

70.27 

0.90 

0.01 

0.91 

0.06 

0.80 

- 

0.0600 

- 

- 

0.003 

0.063 

0.063 

0.977 

0.049 

0.928 

0.347 

37.37 

Safe 

Kolanajageer 

0830000503846700 

0.09 

0.07 

187.85 

0.09 

- 

0.09 

0.06 

0.79 

- 

0.0100 

0.0107 

0.0129 

- 

0.034 

0.034 

0.123 

0.006 

0.116 

0.116 

99.65 

Critical 

Kolani 

0830000503846500 

0.09 

0.03 

282.12 

0.04 

- 

0.04 

0.03 

0.41 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.047 

0.002 

0.044 

0.040 

91.13 

Critical 



0.09 

0.02 

328.70 

0.03 

- 

0.03 

0.03 

0.38 

- 

0.0100 

0.0095 

0.0091 

- 

0.029 

0.029 

0.059 

0.003 

0.056 

0.040 

72.08 

Semi Critical 

Kot Baori 

0830000503839200 

0.09 

0.05 

374.47 

0.06 

0.02 

0.08 

0.06 

0.78 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.131 

0.007 

0.125 

0.482 

386.17 

Over Exploited 

Kotri 

0830000503847600 

0.09 

0.04 

628.45 

0.05 

0.01 

0.06 

0.02 

0.21 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.081 

0.004 

0.077 

0.176 

228.58 

Over Exploited 



0.09 

0.02 

858.25 

0.02 

0.03 

0.05 

0.01 

0.13 

- 

0.0100 

0.0196 

- 

- 

0.030 

0.030 

0.080 

0.004 

0.076 

0.107 

141.32 

Over Exploited 



0.04 

0.00 

28,146.86 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0009 

- 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

8.00 

Safe 

Kudet 

0830000503847700 

0.09 

0.02 

342.47 

0.03 

- 

0.03 

0.02 

0.26 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.038 

0.002 

0.036 

0.058 

162.18 

Over Exploited 



0.09 

0.03 

148.71 

0.04 

0.03 

0.07 

0.03 

0.32 

- 

0.0100 

0.0171 

- 

- 

0.027 

0.027 

0.096 

0.005 

0.091 

0.075 

83.06 

Semi Critical 



0.04 

0.01 

756.38 

0.01 

0.02 

0.02 

0.01 

0.19 

- 

0.0100 

0.0100 

- 

0.002 

0.022 

0.022 

0.045 

0.002 

0.043 

0.055 

129.31 

Over Exploited 

Kurar 

0830000503833800 

0.07 

0.88 

972.98 

1.06 

0.09 

1.15 

0.06 

0.76 

- 

0.1300 

- 

- 

0.071 

0.201 

0.201 

1.347 

0.067 

1.280 

3.406 

266.16 

Over Exploited 



0.07 

0.00 

117,945.14 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0010 

0.0011 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.032 

1,556.10 

Over Exploited 

Kurariya Kalan 

0830000503836600 

0.09 

0.00 

15,874.02 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kushalipuramajrakhatipur 

0830000503833900 

0.07 

0.36 

1,376.88 

0.43 

0.02 

0.45 

0.06 

0.77 

- 

0.0800 

- 

- 

0.022 

0.102 

0.102 

0.556 

0.028 

0.528 

0.689 

130.50 

Over Exploited 

Ladpura 

0830000503839400 

0.09 

0.58 

106.50 

0.70 

0.02 

0.72 

0.06 

0.79 

- 

0.1000 

- 

- 

0.005 

0.105 

0.105 

0.827 

0.041 

0.786 

0.580 

73.85 

Semi Critical 

Lala Hera 

0830000503840300 

0.07 

0.00 

33,705.27 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.044 

13,152.67 

Over Exploited 



0.07 

0.00 

22,997.21 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

0.0100 

0.0023 

- 

- 

0.012 

0.012 

0.016 

0.001 

0.015 

0.055 

367.21 

Over Exploited 



0.09 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0000 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Laxmipura 

0830000503844800 

0.09 

0.00 

23,766.71 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.09 

0.00 

20,640.31 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0005 

- 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

7.13 

Safe 


0830000503854100 

0.09 

0.33 

237.68 

0.39 

0.01 

0.40 

0.06 

0.81 

- 

0.0500 

- 

- 

0.003 

0.053 

0.053 

0.456 

0.023 

0.433 

0.430 

99.17 

Critical 

Loda Hera 

0830000503853400 

0.09 

0.17 

289.79 

0.20 

- 

0.20 

0.06 

0.79 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.231 

0.012 

0.220 

0.232 

105.43 

Over Exploited 

Madariya 

0830000503854000 

0.09 

0.20 

194.75 

0.24 

- 

0.24 

0.06 

0.82 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.258 

0.013 

0.245 

0.176 

71.79 

Semi Critical 

Madhopur 

0830000503846300 

0.09 

0.10 

158.76 

0.12 

0.01 

0.13 

0.06 

0.79 

- 

0.0500 

- 

- 

0.003 

0.053 

0.053 

0.182 

0.009 

0.173 

0.273 

158.15 

Over Exploited 

Makrawad 

0830000503837700 

0.07 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.00 

21,458.74 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

0.0100 

0.0031 

- 

- 

0.013 

0.013 

0.018 

0.001 

0.017 

0.098 

574.75 

Over Exploited 

Mamor 

0830000503847500 

0.09 

0.59 

189.55 

0.71 

0.02 

0.73 

0.06 

0.78 

- 

0.0500 

- 

- 

0.005 

0.055 

0.055 

0.788 

0.039 

0.749 

0.504 

67.33 

Safe 

Mandana 

0830000303810400 

0.13 

3.88 

528.25 

4.66 

0.12 

4.77 

0.05 

0.72 

- 

0.2400 

- 

- 

0.055 

0.295 

0.295 

5.069 

0.253 

4.815 

1.348 

28.00 

Safe 

Mandlya Heri 

0830000503846200 

0.09 

0.18 

153.90 

0.21 

0.02 

0.23 

0.06 

0.79 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.322 

0.016 

0.306 

0.468 

153.15 

Over Exploited 

Mandoohera 

0830000503847300 

0.09 

0.17 

193.29 

0.21 

0.03 

0.23 

0.06 

0.78 

- 

0.0200 

- 

- 

0.024 

0.044 

0.044 

0.276 

0.014 

0.262 

0.228 

87.08 

Semi Critical 

Mangalpura 

0830000503839300 

0.09 

0.10 

272.04 

0.12 

0.02 

0.15 

0.06 

0.78 

- 

0.0600 

- 

- 

0.006 

0.067 

0.067 

0.212 

0.011 

0.201 

0.580 

287.95 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Mashal Pura 

0832000203996300 

10.453 

Fresh 

Non-command 

Non-command 

Limestone 

1.850 

6.82 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.17 

0.01 

0.000 

0.15 

0.11 







Non-command 

Bhander Sandstone 

4.943 

6.82 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.35 

0.47 

0.04 

0.000 

0.39 

0.29 


Mohanpura 

0830000503838900 

12.312 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

12.312 

3.96 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

1.01 

1.51 

0.15 

0.032 

0.72 

0.48 


Moi Khurd 

0830000503850700 

5.916 

Fresh 

Harishchandra Sagar 

Command 

Shale 

0.000 

2.79 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Moru Kalan 

0830000503852500 

77.390 

Fresh 

Non-command 

Non-command 

Limestone 

0.084 

4.12 

0.050 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.000 

0.00 

0.00 







Non-command 

Bhander Sandstone 

50.802 

4.12 

0.020 

0.37 

0.05 

0.00 

0.00 

0.00 

4.51 

6.15 

1.29 

0.134 

0.51 

0.37 






Sawan Bhadon 

Command 

Bhander Sandstone 

0.381 

4.12 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.01 

0.001 

0.00 

0.00 


Moru Khurd 

0830000503852400 

9.244 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.040 

3.28 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Moryaheri 

0830000503834100 

2.646 

Fresh 

Non-command 

Non-command 

Limestone 

2.646 

9.34 

0.050 

0.04 

0.01 

0.00 

0.00 

0.00 

1.27 

1.94 

0.15 

0.007 

0.72 

0.47 


Mukundpura 

0830000303810500 

2.437 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.953 

4.74 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.37 

0.50 

0.05 

0.001 

0.27 

0.20 


Nahariya 

0830000503845000 

7.409 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.794 

2.62 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.12 

0.09 

0.002 

0.08 

0.04 






Harishchandra Sagar 

Command 

Bhander Sandstone 

0.020 

2.62 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nalodi 

0830000503854400 

4.000 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.000 

4.28 

0.020 

0.05 

0.01 

0.00 

0.00 

0.01 

0.37 

0.52 

0.18 

0.011 

0.77 

0.55 


Narayanpura 

0832000203997300 

11.779 

Fresh 

Non-command 

Non-command 

Limestone 

1.082 

7.78 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.12 

0.00 

0.000 

0.08 

0.06 







Non-command 

Bhander Sandstone 

0.126 

7.78 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Neem Kheri 

0830000503853300 

1.845 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.845 

6.03 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.24 

0.42 

0.08 

0.005 

0.73 

0.42 


Neemkheri 

0830000303815700 

1.672 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.007 

4.89 

0.080 

0.04 

0.01 

0.00 

0.00 

0.00 

0.42 

0.54 

0.14 

0.001 

0.43 

0.34 


Niyana 

0830000503839700 

1.550 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.663 

3.76 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.11 

0.05 

0.002 

0.31 

0.17 






Sawan Bhadon 

Command 

Bhander Sandstone 

0.887 

3.76 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.16 

0.06 

0.002 

0.41 

0.22 


Pachara 

0830000203797300 

4.415 

Fresh 

Kota Barrage 

Command 

Limestone 

1.099 

1.34 

0.020 

0.05 

0.01 

0.00 

0.00 

0.01 

0.06 

0.08 

0.18 

0.003 

0.18 

0.13 







Command 

Bhander Sandstone 

1.031 

1.34 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.06 

0.003 

0.17 

0.13 


Pachara Ki Jhonpariyan 

0830000203797200 

5.493 

Fresh 

Kota Barrage 

Command 

Limestone 

0.039 

1.34 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 







Command 

Bhander Sandstone 

2.028 

1.34 

0.020 

0.02 

0.01 

0.00 

0.00 

0.01 

0.06 

0.07 

0.09 

0.006 

0.27 

0.20 


Palahera 

0830000503845100 

7.379 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

7.379 

2.77 

0.020 

0.21 

0.01 

0.00 

0.00 

0.00 

0.61 

1.18 

0.80 

0.019 

0.72 

0.37 


Palaytha 

0831000203866700 

25.515 

Fresh 

Kota Barrage 

Command 

Limestone 

1.819 

1.84 

0.020 

0.03 

0.01 

0.00 

0.00 

0.03 

0.05 

0.07 

0.11 

0.006 

0.05 

0.04 







Command 

Bhander Sandstone 

0.963 

1.84 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.03 

0.003 

0.03 

0.02 


Palkya 

0830000503836500 

3.275 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.765 

3.08 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.14 

0.24 

0.15 

0.005 

0.39 

0.22 


Panahera 

0830000503847200 

3.151 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.151 

3.49 

0.020 

0.18 

0.01 

0.00 

0.00 

0.00 

0.39 

0.75 

0.72 

0.008 

0.72 

0.37 


Parlya 

0830000303809800 

0.986 

Fresh 

Alnia 

Command 

Bhander Sandstone 

0.986 

5.13 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.48 

0.68 

0.30 

0.001 

0.69 

0.49 


Peepal Heri 

0830000303809300 

2.162 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.067 

5.42 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.00 

0.000 

0.02 

0.02 






Alnia 

Command 

Bhander Sandstone 

2.063 

5.42 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.90 

1.26 

0.03 

0.003 

0.65 

0.47 


Peesahera 

0830000503838400 

8.575 

Fresh 

Non-command 

Non-command 

Limestone 

3.086 

3.23 

0.050 

0.14 

0.02 

0.00 

0.00 

0.00 

0.62 

1.03 

0.54 

0.008 

0.26 

0.15 







Non-command 

Bhander Sandstone 

3.100 

3.23 

0.020 

0.12 

0.02 

0.00 

0.00 

0.00 

0.30 

0.50 

0.48 

0.008 

0.26 

0.16 






Sawan Bhadon 

Command 

Limestone 

1.996 

3.23 

0.050 

0.09 

0.01 

0.00 

0.00 

0.00 

0.40 

0.67 

0.35 

0.005 

0.17 

0.10 







Command 

Bhander Sandstone 

0.393 

3.23 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.06 

0.001 

0.03 

0.02 


Peetampura 

0830000503845800 

4.259 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.259 

3.49 

0.020 

0.14 

0.02 

0.00 

0.00 

0.00 

0.42 

0.67 

0.55 

0.011 

0.73 

0.46 


Phata Khera 

0830000303815800 

5.592 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.268 

4.88 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

2.08 

2.75 

0.05 

0.008 

0.68 

0.51 


Rajgarh 

0830000503834900 

5.877 

Fresh 

Non-command 

Non-command 

Limestone 

2.040 

0.88 

0.050 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.16 

0.09 

0.005 

0.25 

0.17 







Non-command 

Bhander Sandstone 

0.723 

0.88 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.03 

0.002 

0.09 

0.06 






Kota Barrage 

Command 

Limestone 

0.485 

0.88 

0.050 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.02 

0.001 

0.06 

0.04 


Rajpura 

0832000203996600 

14.145 

Fresh 

Non-command 

Non-command 

Limestone 

1.685 

4.62 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.12 

0.00 

0.000 

0.10 

0.07 







Non-command 

Bhander Sandstone 

7.389 

4.62 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.51 

0.01 

0.000 

0.44 

0.29 



0830000303805200 

12.391 

Fresh 

Non-command 

Non-command 

Limestone 

0.502 

5.44 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.12 

0.04 

0.001 

0.03 

0.02 



0830000503839600 

4.940 

Fresh 

Non-command 

Non-command 

Limestone 

0.238 

3.39 

0.050 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.07 

0.00 

0.001 

0.03 

0.02 







Non-command 

Bhander Sandstone 

0.001 

3.39 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Sawan Bhadon 

Command 

Limestone 

2.244 

3.39 

0.050 

0.01 

0.00 

0.00 

0.00 

0.00 

0.39 

0.69 

0.02 

0.006 

0.33 

0.19 







Command 

Bhander Sandstone 

2.457 

3.39 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.31 

0.02 

0.006 

0.36 

0.20 


Ramgarh 

0830000503834700 

0.751 

Fresh 

Kota Barrage 

Command 

Limestone 

0.452 

1.26 

0.050 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.04 

0.001 

0.43 

0.32 


Ramri 

0830000203798700 

1.469 

Fresh 

Non-command 

Non-command 

Limestone 

1.469 

3.78 

0.020 

0.20 

0.03 

0.00 

0.00 

0.00 

0.28 

0.39 

0.79 

0.005 

0.72 

0.52 


Rel 

0830000203799100 

9.476 

Fresh 

Non-command 

Non-command 

Limestone 

6.148 

1.15 

0.020 

0.15 

0.02 

0.00 

0.00 

0.00 

0.27 

0.36 

0.58 

0.019 

0.47 

0.36 


Roopahera 

0830000503845200 

4.175 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.175 

2.66 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.27 

0.53 

0.17 

0.011 

0.72 

0.37 


Rugghi 

0830000203797000 

5.474 

Fresh 

Kota Barrage 

Command 

Limestone 

0.092 

1.43 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

-0.01 

0.00 

0.000 

0.01 

0.01 







Command 

Bhander Sandstone 

2.357 

1.43 

0.020 

0.03 

0.01 

0.00 

0.00 

0.02 

0.07 

0.09 

0.11 

0.007 

0.31 

0.23 


Saderi 

0830000203799000 

2.784 

Fresh 

Non-command 

Non-command 

Limestone 

2.006 

2.44 

0.020 

0.15 

0.02 

0.00 

0.00 

0.00 

0.23 

0.31 

0.58 

0.006 

0.52 

0.38 






Kota Barrage 

Command 

Limestone 

0.778 

2.44 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.09 

0.12 

0.25 

0.002 

0.20 

0.15 


Salaunya 

0830000503834800 

0.897 

Fresh 

Kota Barrage 

Command 

Limestone 

0.217 

1.16 

0.050 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.001 

0.17 

0.13 


Saloniya 

0830000503851800 

5.548 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.548 

3.34 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.42 

0.80 

0.24 

0.015 

0.72 

0.38 


Samad Kheri 

0832000103978200 

2.053 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.429 

1.70 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.04 

0.02 

0.001 

0.16 

0.10 






Harishchandra Sagar 

Command 

Bhander Sandstone 

1.458 

1.70 

0.020 

0.02 

0.00 

0.00 

0.03 

0.00 

0.04 

0.06 

0.08 

0.004 

0.53 

0.36 


Samariya 

0830000503852900 

3.393 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.064 

5.82 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.37 

0.63 

0.09 

0.008 

0.66 

0.39 






Sawan Bhadon 

Command 

Bhander Sandstone 

0.330 

5.82 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.07 

0.01 

0.001 

0.07 

0.04 


Sarkhandiya 

0832000103977800 

5.762 

Fresh 

Harishchandra Sagar 

Command 

Bhander Sandstone 

0.373 

1.17 

0.020 

0.01 

0.00 

0.00 

0.01 

0.00 

0.01 

0.01 

0.03 

0.001 

0.05 

0.04 


Sarola 

0830000503847100 

6.252 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.252 

7.63 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.99 

1.88 

0.19 

0.016 

0.72 

0.38 


Sarola Bhankya Kheri 

0832000103978000 

1.271 

Fresh 

Harishchandra Sagar 

Command 

Bhander Sandstone 

0.197 

0.90 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.001 

0.12 

0.09 


Sawan Bhadon 

0830000503845700 

3.820 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.005 

4.41 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.21 

0.12 

0.003 

0.19 

0.11 






Sawan Bhadon 

Command 

Bhander Sandstone 

2.816 

4.41 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.32 

0.55 

0.31 

0.007 

0.53 

0.31 


Seemalheri 

0830000303810300 

10.652 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

8.072 

4.67 

0.080 

0.02 

0.00 

0.00 

0.00 

0.01 

3.03 

4.27 

0.08 

0.012 

0.52 

0.37 






Alnia 

Command 

Bhander Sandstone 

2.580 

4.67 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.97 

1.37 

0.02 

0.004 

0.17 

0.12 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Mashal Pura 

0832000203996300 

0.05 

0.01 

1,152.85 

0.02 

- 

0.02 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.016 

0.001 

0.015 

0.014 

90.93 

Critical 



0.05 

0.10 

382.78 

0.12 

- 

0.12 

0.03 

0.42 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.126 

0.006 

0.119 

0.043 

36.01 

Safe 

Mohanpura 

0830000503838900 

0.09 

0.80 

88.65 

0.96 

0.01 

0.97 

0.06 

0.78 

- 

0.0300 

- 

- 

0.004 

0.034 

0.034 

1.005 

0.050 

0.955 

0.186 

19.53 

Safe 

Moi Khurd 

0830000503850700 

0.04 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0000 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Moru Kalan 

0830000503852500 

0.07 

0.00 

480,726.81 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.09 

2.32 

164.72 

2.79 

0.05 

2.84 

0.04 

0.55 

- 

0.2400 

- 

- 

- 

0.240 

0.240 

3.078 

0.154 

2.924 

1.420 

48.56 

Safe 



0.09 

0.00 

32,596.44 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0045 

0.0043 

- 

0.009 

0.009 

0.009 

0.000 

0.009 

0.011 

129.32 

Over Exploited 

Moru Khurd 

0830000503852400 

0.09 

0.00 

20,110.42 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.001 

0.000 

7.29 

Safe 

Moryaheri 

0830000503834100 

0.07 

0.13 

1,364.00 

0.16 

0.01 

0.17 

0.06 

0.77 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.189 

0.009 

0.180 

0.158 

87.94 

Semi Critical 

Mukundpura 

0830000303810500 

0.13 

0.03 

1,470.61 

0.04 

0.00 

0.04 

0.02 

0.29 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.048 

0.002 

0.046 

0.052 

113.81 

Over Exploited 

Nahariya 

0830000503845000 

0.09 

0.01 

2,141.31 

0.01 

- 

0.01 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.088 

559.10 

Over Exploited 



0.09 

0.00 

47,910.11 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0002 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nalodi 

0830000503854400 

0.09 

0.28 

87.84 

0.33 

0.02 

0.35 

0.06 

0.84 

- 

0.0200 

- 

- 

0.014 

0.034 

0.034 

0.387 

0.019 

0.368 

0.193 

52.35 

Safe 

Narayanpura 

0832000203997300 

0.05 

0.00 

2,717.06 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

- 

- 

Safe 



0.05 

0.00 

133,509.65 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 

Neem Kheri 

0830000503853300 

0.09 

0.12 

245.22 

0.15 

- 

0.15 

0.06 

0.79 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.156 

0.008 

0.148 

0.082 

55.33 

Safe 

Neemkheri 

0830000303815700 

0.13 

0.05 

887.31 

0.07 

0.01 

0.08 

0.03 

0.47 

- 

0.0300 

- 

- 

0.006 

0.036 

0.036 

0.116 

0.006 

0.110 

0.141 

128.69 

Over Exploited 

Niyana 

0830000503839700 

0.09 

0.02 

493.02 

0.02 

0.00 

0.02 

0.03 

0.33 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.034 

0.002 

0.033 

0.050 

153.01 

Over Exploited 



0.09 

0.03 

387.62 

0.04 

- 

0.04 

0.03 

0.45 

- 

0.0100 

0.0063 

0.0101 

- 

0.026 

0.026 

0.066 

0.003 

0.063 

0.060 

96.49 

Critical 

Pachara 

0830000203797300 

0.09 

0.02 

369.68 

0.02 

0.02 

0.04 

0.01 

0.19 

- 

0.0300 

0.0265 

0.0375 

0.011 

0.105 

0.105 

0.143 

0.007 

0.136 

0.183 

134.90 

Over Exploited 



0.07 

0.01 

420.68 

0.01 

0.00 

0.01 

0.01 

0.18 

- 

0.0100 

0.0249 

0.0352 

0.000 

0.071 

0.071 

0.085 

0.004 

0.081 

0.063 

77.99 

Semi Critical 

Pachara Ki Jhonpariyan 

0830000203797200 

0.09 

0.00 

7,146.64 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0011 

0.0013 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.000 

5.34 

Safe 



0.07 

0.04 

97.26 

0.05 

0.02 

0.06 

0.02 

0.29 

- 

0.0200 

0.0571 

0.0691 

0.012 

0.159 

0.159 

0.222 

0.011 

0.211 

0.092 

43.79 

Safe 

Palahera 

0830000503845100 

0.09 

0.48 

147.39 

0.57 

0.01 

0.58 

0.06 

0.78 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.672 

0.034 

0.638 

0.816 

127.93 

Over Exploited 

Palaytha 

0831000203866700 

0.03 

0.00 

2,485.68 

0.00 

0.04 

0.05 

0.00 

0.06 

- 

0.0200 

0.0439 

0.0620 

0.050 

0.176 

0.176 

0.222 

0.011 

0.211 

0.120 

56.70 

Safe 



0.03 

0.00 

5,682.14 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

0.0100 

0.0232 

0.0328 

0.004 

0.070 

0.070 

0.074 

0.004 

0.070 

0.035 

49.55 

Safe 

Palkya 

0830000503836500 

0.09 

0.06 

294.73 

0.07 

0.01 

0.08 

0.03 

0.42 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.104 

0.005 

0.099 

0.159 

160.73 

Over Exploited 

Panahera 

0830000503847200 

0.09 

0.20 

269.47 

0.24 

0.01 

0.26 

0.06 

0.78 

- 

0.0800 

- 

- 

0.006 

0.086 

0.086 

0.344 

0.017 

0.327 

0.728 

222.82 

Over Exploited 

Parlya 

0830000303809800 

0.13 

0.08 

699.31 

0.10 

- 

0.10 

0.05 

0.74 

- 

0.0100 

0.0055 

0.0066 

- 

0.022 

0.022 

0.124 

0.006 

0.118 

0.303 

257.74 

Over Exploited 

Peepal Heri 

0830000303809300 

0.13 

0.00 

22,789.25 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.13 

0.17 

651.13 

0.20 

0.00 

0.20 

0.05 

0.70 

- 

- 

0.0115 

0.0139 

0.001 

0.026 

0.026 

0.227 

0.011 

0.216 

0.035 

16.20 

Safe 

Peesahera 

0830000503838400 

0.07 

0.06 

1,746.10 

0.07 

0.02 

0.09 

0.02 

0.28 

- 

0.0600 

- 

- 

0.003 

0.063 

0.063 

0.151 

0.008 

0.144 

0.548 

381.19 

Over Exploited 



0.09 

0.07 

588.94 

0.09 

0.02 

0.11 

0.02 

0.28 

- 

0.0500 

- 

- 

0.002 

0.053 

0.053 

0.161 

0.008 

0.153 

0.488 

319.22 

Over Exploited 



0.07 

0.02 

2,779.68 

0.03 

0.01 

0.04 

0.01 

0.18 

- 

0.0400 

0.0189 

0.0227 

- 

0.082 

0.082 

0.119 

0.006 

0.114 

0.351 

309.46 

Over Exploited 



0.09 

0.00 

4,964.53 

0.00 

- 

0.00 

0.00 

0.04 

- 

0.0100 

0.0037 

0.0045 

- 

0.018 

0.018 

0.020 

0.001 

0.019 

0.059 

317.09 

Over Exploited 

Peetampura 

0830000503845800 

0.09 

0.28 

137.37 

0.34 

0.02 

0.36 

0.06 

0.79 

- 

0.1000 

- 

- 

0.002 

0.103 

0.103 

0.460 

0.023 

0.437 

0.556 

127.18 

Over Exploited 

Phata Khera 

0830000303815800 

0.13 

0.44 

518.08 

0.53 

0.00 

0.53 

0.05 

0.73 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.545 

0.027 

0.518 

0.062 

11.89 

Safe 

Rajgarh 

0830000503834900 

0.07 

0.04 

351.47 

0.04 

0.00 

0.04 

0.02 

0.27 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.053 

0.003 

0.051 

0.095 

188.48 

Over Exploited 



0.09 

0.01 

479.63 

0.01 

- 

0.01 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.028 

424.79 

Over Exploited 



0.07 

0.00 

2,183.49 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

0.0078 

0.0110 

- 

0.019 

0.019 

0.021 

0.001 

0.020 

0.023 

115.48 

Over Exploited 

Raj pura 

0832000203996600 

0.05 

0.01 

1,280.07 

0.01 

- 

0.01 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.001 

0.010 

- 

- 

Safe 



0.05 

0.16 

214.52 

0.19 

- 

0.19 

0.03 

0.47 

- 

- 

- 

- 

- 

- 

- 

0.194 

0.010 

0.184 

0.007 

3.80 

Safe 


0830000303805200 

0.08 

0.00 

10,177.47 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.004 

0.000 

0.004 

0.037 

1,034.05 

Over Exploited 


0830000503839600 

0.07 

0.00 

12,084.33 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.000 

0.001 

0.001 

0.002 

0.000 

0.001 

0.001 

43.91 

Safe 



0.09 

0.00 

777,581.92 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.05 

1,237.32 

0.06 

0.00 

0.06 

0.03 

0.35 

- 

- 

0.0212 

0.0255 

0.001 

0.048 

0.048 

0.110 

0.005 

0.104 

0.028 

26.72 

Safe 



0.09 

0.08 

291.28 

0.09 

0.00 

0.10 

0.03 

0.39 

- 

- 

0.0232 

0.0279 

0.001 

0.052 

0.052 

0.148 

0.007 

0.141 

0.025 

18.10 

Safe 

Ramgarh 

0830000503834700 

0.07 

0.01 

283.39 

0.02 

- 

0.02 

0.03 

0.47 

- 

- 

0.0091 

0.0103 

- 

0.019 

0.019 

0.036 

0.002 

0.034 

0.044 

129.70 

Over Exploited 

Ramri 

0830000203798700 

0.09 

0.09 

311.02 

0.11 

0.03 

0.14 

0.06 

0.77 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.234 

0.012 

0.222 

0.797 

358.66 

Over Exploited 

Rel 

0830000203799100 

0.09 

0.26 

37.23 

0.31 

0.02 

0.33 

0.04 

0.50 

- 

0.0600 

- 

- 

0.003 

0.063 

0.063 

0.395 

0.020 

0.376 

0.595 

158.54 

Over Exploited 

Roopahera 

0830000503845200 

0.09 

0.27 

96.61 

0.32 

0.00 

0.32 

0.06 

0.78 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.335 

0.017 

0.319 

0.184 

57.74 

Safe 

Rugghi 

0830000203797000 

0.09 

0.00 

(6,946.16) 

0.00 

0.01 

0.01 

0.00 

0.01 

- 

- 

0.0026 

0.0031 

0.012 

0.017 

0.017 

0.025 

0.001 

0.024 

0.000 

1.22 

Safe 



0.07 

0.05 

84.76 

0.06 

0.03 

0.09 

0.02 

0.33 

- 

0.0200 

0.0663 

0.0803 

0.024 

0.191 

0.191 

0.278 

0.014 

0.264 

0.117 

44.43 

Safe 

Saderi 

0830000203799000 

0.09 

0.09 

229.83 

0.11 

0.02 

0.13 

0.04 

0.56 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.192 

0.010 

0.183 

0.582 

318.98 

Over Exploited 



0.09 

0.01 

746.88 

0.02 

0.01 

0.03 

0.02 

0.22 

- 

0.0300 

0.0125 

0.0177 

- 

0.060 

0.060 

0.087 

0.004 

0.083 

0.254 

307.60 

Over Exploited 

Salaunya 

0830000503834800 

0.07 

0.00 

559.59 

0.00 

- 

0.00 

0.01 

0.19 

- 

- 

0.0044 

0.0049 

- 

0.009 

0.009 

0.012 

0.001 

0.012 

0.001 

4.83 

Safe 

Saloniya 

0830000503851800 

0.09 

0.36 

122.42 

0.43 

0.01 

0.44 

0.06 

0.78 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.472 

0.024 

0.448 

0.255 

56.84 

Safe 

Samad Kheri 

0832000103978200 

0.11 

0.01 

396.36 

0.01 

- 

0.01 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.008 

0.025 

298.46 

Over Exploited 



0.11 

0.09 

(32.77) 

0.07 

0.03 

0.10 

0.04 

0.57 

- 

0.0100 

0.0323 

- 

- 

0.042 

0.042 

0.141 

0.007 

0.134 

0.083 

61.55 

Safe 

Samariya 

0830000503852900 

0.09 

0.18 

246.39 

0.22 

0.00 

0.22 

0.05 

0.72 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.239 

0.012 

0.227 

0.097 

42.76 

Safe 



0.09 

0.00 

2,979.94 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

0.0023 

0.0037 

- 

0.006 

0.006 

0.009 

0.000 

0.008 

0.011 

132.41 

Over Exploited 

Sarkhandiya 

0832000103977800 

0.11 

0.00 

579.21 

0.00 

0.01 

0.01 

0.00 

0.05 

- 

- 

0.0083 

- 

- 

0.008 

0.008 

0.019 

0.001 

0.018 

0.032 

180.12 

Over Exploited 

Sarola 

0830000503847100 

0.09 

0.41 

364.32 

0.49 

0.01 

0.50 

0.06 

0.78 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.536 

0.027 

0.510 

0.208 

40.91 

Safe 

Sarola Bhankya Kheri 

0832000103978000 

0.11 

0.00 

402.21 

0.00 

0.00 

0.01 

0.01 

0.13 

- 

- 

0.0044 

- 

- 

0.004 

0.004 

0.012 

0.001 

0.011 

0.032 

284.91 

Over Exploited 

Sawan Bhadon 

0830000503845700 

0.09 

0.02 

1,104.20 

0.02 

- 

0.02 

0.02 

0.21 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.031 

0.002 

0.029 

0.118 

403.81 

Over Exploited 



0.09 

0.14 

309.60 

0.16 

0.01 

0.17 

0.04 

0.58 

- 

0.0300 

0.0332 

0.0320 

0.002 

0.097 

0.097 

0.271 

0.014 

0.257 

0.314 

122.11 

Over Exploited 

Seemalheri 

0830000303810300 

0.13 

0.53 

710.94 

0.63 

0.01 

0.64 

0.04 

0.56 

- 

0.0100 

- 

- 

0.014 

0.024 

0.024 

0.664 

0.033 

0.631 

0.088 

13.88 

Safe 



0.13 

0.05 

2,453.85 

0.06 

0.00 

0.06 

0.01 

0.18 

- 

- 

0.0216 

0.0347 

0.000 

0.057 

0.057 

0.121 

0.006 

0.115 

0.026 

22.32 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Seemalya 

083000050385260C 

3.472 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.445 

4.27 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.21 

0.02 

0.004 

0.31 

0.20 






Sawan Bhadon 

Command 

Bhander Sandstone 

2.027 

4.27 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.29 

0.03 

0.005 

0.44 

0.28 


Shankarpura 

083000030380960C 

5.900 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.464 

4.94 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.38 

1.93 

0.04 

0.005 

0.40 

0.28 






Alnia 

Command 

Bhander Sandstone 

1.595 

4.94 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.64 

0.90 

0.02 

0.002 

0.18 

0.13 


Singh Pura 

083000030381690C 

5.537 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.729 

4.81 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.68 

0.86 

0.03 

0.002 

0.23 

0.18 


Suwana 

083000020379780C 

8.710 

Fresh 

Non-command 

Non-command 

Limestone 

8.710 

5.89 

0.020 

0.18 

0.01 

0.00 

0.00 

0.00 

1.19 

1.58 

0.68 

0.027 

0.72 

0.54 


Tahla 

083000020379790C 

2.028 

Fresh 

Non-command 

Non-command 

Limestone 

2.028 

6.46 

0.020 

0.18 

0.01 

0.00 

0.00 

0.00 

0.43 

0.57 

0.72 

0.006 

0.71 

0.53 


Tarkasya 

0830000503851300 

3.375 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.351 

1.71 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.14 

0.27 

0.14 

0.009 

0.72 

0.38 







Non-command 

Shale 

0.006 

1.71 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Harishchandra Sagar 

Command 

Bhander Sandstone 

0.018 

1.71 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Thoonpur 

0830000503834300 

4.245 

Fresh 

Non-command 

Non-command 

Limestone 

3.476 

1.61 

0.050 

0.09 

0.01 

0.00 

0.00 

0.02 

0.34 

0.52 

0.33 

0.009 

0.59 

0.39 







Non-command 

Bhander Sandstone 

0.008 

1.61 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Tolya 

0830000503853100 

2.647 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.647 

4.14 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.30 

0.55 

0.37 

0.007 

0.72 

0.39 


Toomra 

0830000503833600 

3.753 

Fresh 

Non-command 

Non-command 

Limestone 

3.138 

6.49 

0.050 

0.06 

0.00 

0.00 

0.00 

0.00 

1.08 

1.43 

0.25 

0.008 

0.59 

0.44 


Tosya 

0830000503853200 

2.546 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.546 

5.32 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.32 

0.58 

0.24 

0.007 

0.73 

0.40 


Umarheri 

0830000503838100 

1.340 

Fresh 

Non-command 

Non-command 

Limestone 

1.290 

4.20 

0.050 

0.13 

0.02 

0.00 

0.00 

0.00 

0.38 

0.70 

0.52 

0.003 

0.69 

0.38 







Non-command 

Bhander Sandstone 

0.050 

4.20 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.000 

0.03 

0.01 


Ummed Pura 

0832000103978300 

5.809 

Fresh 

Harishchandra Sagar 

Command 

Bhander Sandstone 

3.599 

0.66 

0.020 

0.07 

0.01 

0.00 

0.08 

0.00 

0.03 

0.04 

0.29 

0.009 

0.47 

0.34 


Urna 

0830000503838800 

5.473 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.473 

3.52 

0.020 

0.15 

0.02 

0.00 

0.00 

0.01 

0.51 

0.78 

0.57 

0.014 

0.71 

0.47 


Vijaipur 

0830000503847800 

2.458 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.266 

1.67 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.14 

0.12 

0.003 

0.37 

0.19 







Non-command 

Shale 

0.188 

1.67 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.000 

0.05 

0.03 






Harishchandra Sagar 

Command 

Bhander Sandstone 

0.404 

1.67 

0.020 

0.01 

0.00 

0.00 

0.01 

0.00 

0.01 

0.03 

0.04 

0.001 

0.12 

0.06 







Command 

Shale 

0.601 

1.67 

0.020 

0.02 

0.00 

0.00 

0.01 

0.00 

0.03 

0.05 

0.06 

0.002 

0.18 

0.09 


Zalimpura 

0830000503846000 

3.911 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.911 

3.30 

0.020 

0.12 

0.02 

0.00 

0.00 

0.00 

0.36 

0.56 

0.46 

0.010 

0.74 

0.47 

08004034 

Bakshpura 

0830000303815600 

7.047 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.494 

4.90 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.38 

1.74 

0.05 

0.005 

0.35 

0.28 


Beel Kheri 

0830000303816700 

2.451 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.451 

5.08 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

1.03 

1.26 

0.12 

0.004 

0.74 

0.60 


Bhanwariya 

0830000303816600 

2.141 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.141 

5.75 

0.080 

0.05 

0.01 

0.00 

0.00 

0.00 

1.02 

1.22 

0.18 

0.003 

0.75 

0.63 


Bheenlot 

0830000303815900 

11.232 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.124 

4.80 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.81 

1.10 

0.01 

0.003 

0.14 

0.10 


Dadwara 

0830000303817200 

5.917 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.917 

5.74 

0.080 

0.05 

0.01 

0.00 

0.00 

0.00 

2.76 

3.29 

0.17 

0.008 

0.76 

0.64 


Daulatpura 

0830000303815500 

2.171 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.023 

4.78 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Dobara 

0830000303817600 

6.686 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.686 

4.61 

0.080 

0.03 

0.01 

0.00 

0.00 

0.00 

2.48 

3.05 

0.12 

0.010 

0.77 

0.63 


Ghati Jageer 

0830000403825100 

35.254 

Fresh 

Non-command 

Non-command 

Limestone 

7.978 

4.55 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.74 

0.90 

0.00 

0.016 

0.18 

0.15 







Non-command 

Bhander Sandstone 

0.143 

4.55 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.000 

0.00 

0.00 


Gopalpura 

0830000303816800 

15.103 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.492 

4.60 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

1.30 

1.74 

0.07 

0.005 

0.17 

0.13 


Haripura 

0830000303816200 

2.946 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.339 

5.69 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.07 

1.28 

0.02 

0.003 

0.59 

0.50 


Jhamra 

0830000303816500 

5.388 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.479 

5.96 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.71 

0.82 

0.00 

0.002 

0.21 

0.18 


Kalya Kheri 

0830000303817000 

11.364 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.014 

4.17 

0.080 

0.03 

0.01 

0.00 

0.00 

0.00 

1.69 

2.20 

0.10 

0.007 

0.33 

0.26 


Kanwarpura 

0830000303816100 

2.772 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.562 

5.78 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

1.21 

1.45 

0.10 

0.004 

0.69 

0.58 


Kishor Sagar 

0830000503852300 

30.578 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.906 

2.94 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.31 

0.00 

0.010 

0.10 

0.07 


Kothal 

0830000303817300 

1.749 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.738 

5.39 

0.080 

0.04 

0.01 

0.00 

0.00 

0.00 

0.78 

0.92 

0.15 

0.002 

0.77 

0.65 


Laxmipura 

0830000303816400 

3.485 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.038 

5.73 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.000 

0.01 

0.01 


Mandirgarh 

0830000303814900 

16.691 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

7.585 

4.37 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

2.66 

3.27 

0.02 

0.011 

0.32 

0.26 


Manpura 

0830000303815400 

3.127 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.533 

4.73 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.58 

0.72 

0.00 

0.002 

0.35 

0.28 


Meenya Kheri 

0830000403819000 

6.569 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.268 

5.36 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.001 

0.03 

0.03 


Mohan Pura 

0830000303815200 

1.963 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.399 

4.69 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.53 

0.64 

0.02 

0.002 

0.52 

0.43 


Moru Kalan 

0830000503852500 

77.390 

Fresh 

Non-command 

Non-command 

Limestone 

1.062 

4.12 

0.050 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.31 

0.03 

0.003 

0.01 

0.01 







Non-command 

Bhander Sandstone 

25.056 

4.12 

0.020 

0.18 

0.02 

0.00 

0.00 

0.00 

2.22 

3.04 

0.63 

0.066 

0.25 

0.18 


Moru Khurd 

0830000503852400 

9.244 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

9.204 

3.28 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.60 

0.76 

0.00 

0.024 

0.77 

0.61 


Mukundara 

0830000403818700 

21.511 

Fresh 

Non-command 

Non-command 

Limestone 

0.212 

5.15 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.000 

0.01 

0.01 







Non-command 

Bhander Sandstone 

9.050 

5.15 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.94 

1.08 

0.00 

0.018 

0.33 

0.29 


Nayagaon 

0830000303817500 

0.743 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.743 

4.43 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.33 

0.01 

0.001 

0.76 

0.61 


Neemkheri 

0830000303815700 

1.672 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.665 

4.89 

0.080 

0.02 

0.01 

0.00 

0.00 

0.00 

0.27 

0.35 

0.09 

0.001 

0.29 

0.22 


Padampura 

0830000303817400 

2.469 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.469 

5.16 

0.080 

0.03 

0.01 

0.00 

0.00 

0.00 

1.04 

1.23 

0.13 

0.004 

0.78 

0.66 


Phata Khera 

0830000303815800 

5.592 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.324 

4.88 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.17 

0.00 

0.000 

0.04 

0.03 


Ranwatha 

0830000303816300 

10.493 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

9.341 

5.24 

0.080 

0.05 

0.01 

0.00 

0.00 

0.00 

3.96 

4.79 

0.17 

0.013 

0.65 

0.54 


Singh Pura 

0830000303816900 

5.537 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.809 

4.81 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

1.48 

1.90 

0.07 

0.005 

0.51 

0.40 


Sohan Pura 

0830000303815300 

1.995 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.986 

5.09 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.82 

1.00 

0.05 

0.003 

0.72 

0.59 


Tholpura 

0830000303817100 

2.321 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.321 

5.32 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

1.02 

1.23 

0.13 

0.003 

0.76 

0.63 


Ummedpura 

0830000303816000 

4.814 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.814 

5.02 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.94 

2.42 

0.02 

0.007 

0.73 

0.59 

08004035 

Akodiya 

0832000204008100 

3.310 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.221 

3.04 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.12 

0.16 

0.22 

0.000 

0.56 

0.40 







Non-command 

Bhander Sandstone 

0.738 

3.04 

0.010 

0.02 

0.01 

0.00 

0.00 

0.00 

0.03 

0.05 

0.10 

0.000 

0.19 

0.13 


Akwasa 

0832000204012300 

2.987 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.987 

5.39 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.26 

0.06 

0.000 

0.85 

0.58 


Bagdar 

0832000204005300 

2.975 

Fresh 

Non-command 

Non-command 

Limestone 

2.960 

4.58 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.16 

0.23 

0.12 

0.000 

0.85 

0.59 


Bagwara 

0832000204019000 

1.353 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.578 

3.47 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.08 

0.001 

0.36 

0.26 


Bakshpura 

0832000204005400 

1.424 

Fresh 

Non-command 

Non-command 

Limestone 

1.424 

4.77 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.11 

0.05 

0.000 

0.85 

0.59 


Balgarh 

0832000203998800 

2.252 

Fresh 

Non-command 

Non-command 

Limestone 

0.396 

4.44 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.000 

0.15 

0.09 


Bali 

0832000204011300 

3.915 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.915 

3.95 

0.010 

0.05 

0.01 

0.00 

0.00 

0.03 

0.16 

0.24 

0.19 

0.000 

0.86 

0.58 


Balya Kheri 

0832000204001000 

0.789 

Fresh 

Non-command 

Non-command 

Limestone 

0.006 

6.64 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Seemalya 

0830000503852600 

0.09 

0.04 

414.56 

0.05 

0.00 

0.05 

0.03 

0.34 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.051 

0.003 

0.048 

0.021 

43.23 

Safe 



0.09 

0.08 

261.61 

0.10 

- 

0.10 

0.04 

0.47 

- 

- 

0.0191 

0.0230 

- 

0.042 

0.042 

0.138 

0.007 

0.131 

0.031 

23.98 

Safe 

Shankarpura 

0830000303809600 

0.13 

0.17 

1,015.79 

0.21 

0.00 

0.21 

0.03 

0.43 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.210 

0.011 

0.200 

0.048 

24.00 

Safe 



0.13 

0.04 

2,346.15 

0.04 

- 

0.04 

0.01 

0.20 

- 

- 

0.0089 

0.0107 

- 

0.020 

0.020 

0.064 

0.003 

0.060 

0.024 

40.15 

Safe 

Singh Pura 

0830000303816900 

0.13 

0.05 

1,622.74 

0.06 

- 

0.06 

0.02 

0.25 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.070 

0.004 

0.067 

0.032 

48.76 

Safe 

Suwana 

0830000203797800 

0.09 

0.56 

181.62 

0.67 

0.01 

0.69 

0.06 

0.77 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.718 

0.036 

0.682 

0.711 

104.34 

Over Exploited 

Tahla 

0830000203797900 

0.09 

0.13 

338.27 

0.16 

0.01 

0.17 

0.06 

0.77 

- 

0.0300 

- 

- 

0.006 

0.036 

0.036 

0.206 

0.010 

0.196 

0.726 

371.27 

Over Exploited 

Tarkasya 

0830000503851300 

0.09 

0.22 

25.77 

0.26 

0.01 

0.27 

0.06 

0.78 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.289 

0.014 

0.274 

0.153 

55.68 

Safe 



0.04 

0.00 

147,176.95 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.09 

0.00 

6,096.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0002 

- 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Thoonpur 

0830000503834300 

0.07 

0.14 

260.16 

0.17 

0.03 

0.20 

0.05 

0.64 

- 

0.0400 

- 

- 

0.027 

0.067 

0.067 

0.267 

0.013 

0.254 

0.337 

132.95 

Over Exploited 



0.09 

0.00 

53,517.61 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Tolya 

0830000503853100 

0.09 

0.17 

222.34 

0.21 

0.01 

0.22 

0.06 

0.78 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.257 

0.013 

0.244 

0.374 

153.45 

Over Exploited 

Toomra 

0830000503833600 

0.07 

0.13 

1,001.54 

0.16 

0.00 

0.16 

0.05 

0.64 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.170 

0.008 

0.161 

0.256 

159.00 

Over Exploited 

Tosya 

0830000503853200 

0.09 

0.17 

249.39 

0.20 

0.01 

0.21 

0.06 

0.79 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.239 

0.012 

0.227 

0.245 

107.58 

Over Exploited 

Umarheri 

0830000503838100 

0.07 

0.06 

1,020.15 

0.07 

0.02 

0.10 

0.06 

0.75 

- 

0.0600 

- 

- 

0.002 

0.062 

0.062 

0.159 

0.008 

0.151 

0.521 

346.02 

Over Exploited 



0.09 

0.00 

6,250.17 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.019 

13,840.47 

Over Exploited 

Ummed Pura 

0832000103978300 

0.11 

0.19 

(77.52) 

0.15 

0.09 

0.23 

0.04 

0.50 

- 

0.0500 

0.0796 

- 

- 

0.130 

0.130 

0.364 

0.018 

0.346 

0.297 

85.85 

Semi Critical 

Urna 

0830000503838800 

0.09 

0.35 

120.33 

0.42 

0.03 

0.45 

0.06 

0.77 

- 

0.0600 

- 

- 

0.012 

0.072 

0.072 

0.521 

0.026 

0.495 

0.580 

117.18 

Over Exploited 

Vijaipur 

0830000503847800 

0.09 

0.04 

239.55 

0.05 

- 

0.05 

0.03 

0.40 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.060 

0.003 

0.057 

0.118 

206.12 

Over Exploited 



0.04 

0.00 

7,721.03 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.021 

4,579.71 

Over Exploited 



0.09 

0.00 

585.27 

0.01 

0.01 

0.01 

0.01 

0.13 

- 

- 

0.0054 

- 

- 

0.005 

0.005 

0.019 

0.001 

0.018 

0.037 

203.59 

Over Exploited 



0.04 

0.00 

1,180.64 

0.01 

0.01 

0.02 

0.01 

0.19 

- 

0.0100 

0.0080 

- 

- 

0.018 

0.018 

0.036 

0.002 

0.034 

0.064 

186.69 

Over Exploited 

Zalimpura 

0830000503846000 

0.09 

0.26 

117.31 

0.31 

0.02 

0.33 

0.06 

0.80 

- 

0.0900 

- 

- 

0.002 

0.092 

0.092 

0.424 

0.021 

0.403 

0.468 

116.27 

Over Exploited 

Bakshpura 

0830000303815600 

0.13 

0.15 

1,028.94 

0.19 

0.00 

0.19 

0.03 

0.38 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.200 

0.010 

0.190 

0.056 

29.51 

Safe 

Beel Kheri 

0830000303816700 

0.13 

0.23 

454.80 

0.27 

- 

0.27 

0.06 

0.80 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.294 

0.015 

0.279 

0.123 

43.93 

Safe 

Bhanwariya 

0830000303816600 

0.13 

0.20 

510.92 

0.24 

0.01 

0.25 

0.06 

0.81 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.281 

0.014 

0.267 

0.179 

67.19 

Safe 

Bheenlot 

0830000303815900 

0.13 

0.04 

2,944.76 

0.04 

0.00 

0.04 

0.01 

0.15 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.046 

0.002 

0.043 

0.014 

32.39 

Safe 

Dadwara 

0830000303817200 

0.13 

0.56 

486.08 

0.67 

0.01 

0.68 

0.06 

0.82 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.714 

0.036 

0.678 

0.181 

26.77 

Safe 

Daulatpura 

0830000303815500 

0.13 

0.00 

51,432.57 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dobara 

0830000303817600 

0.13 

0.64 

375.07 

0.77 

0.01 

0.78 

0.06 

0.83 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.806 

0.040 

0.766 

0.128 

16.66 

Safe 

Ghati Jageer 

0830000403825100 

0.08 

0.12 

675.88 

0.14 

- 

0.14 

0.01 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.139 

0.007 

0.132 

0.016 

12.25 

Safe 



0.06 

0.00 

57,070.55 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gopalpura 

0830000303816800 

0.13 

0.07 

2,255.98 

0.09 

0.00 

0.09 

0.01 

0.18 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.103 

0.005 

0.098 

0.070 

71.58 

Semi Critical 

Haripura 

0830000303816200 

0.13 

0.17 

638.85 

0.21 

- 

0.21 

0.05 

0.64 

- 

- 

- 

- 

- 

- 

- 

0.207 

0.010 

0.197 

0.022 

11.35 

Safe 

Jhamra 

0830000303816500 

0.13 

0.04 

1,989.99 

0.05 

- 

0.05 

0.02 

0.23 

- 

- 

- 

- 

- 

- 

- 

0.047 

0.002 

0.045 

0.002 

4.77 

Safe 

Kalya Kheri 

0830000303817000 

0.13 

0.21 

960.14 

0.25 

0.01 

0.26 

0.03 

0.36 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.279 

0.014 

0.265 

0.103 

38.93 

Safe 

Kanwarpura 

0830000303816100 

0.13 

0.22 

553.48 

0.27 

- 

0.27 

0.06 

0.75 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.275 

0.014 

0.262 

0.107 

40.77 

Safe 

Kishor Sagar 

0830000503852300 

0.09 

0.03 

809.62 

0.04 

0.00 

0.04 

0.01 

0.10 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.043 

0.002 

0.041 

0.010 

25.04 

Safe 

Kothal 

0830000303817300 

0.13 

0.17 

453.46 

0.20 

0.01 

0.21 

0.06 

0.83 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.240 

0.012 

0.228 

0.152 

66.95 

Safe 

Laxmipura 

0830000303816400 

0.13 

0.00 

51,399.30 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mandirgarh 

0830000303814900 

0.13 

0.31 

966.39 

0.37 

- 

0.37 

0.03 

0.35 

- 

- 

- 

- 

- 

- 

- 

0.368 

0.018 

0.349 

0.030 

8.55 

Safe 

Manpura 

0830000303815400 

0.13 

0.07 

976.68 

0.08 

0.00 

0.08 

0.03 

0.38 

- 

- 

- 

- 

0.003 

0.004 

0.004 

0.086 

0.004 

0.082 

0.002 

2.70 

Safe 

Meenya Kheri 

0830000403819000 

0.06 

0.00 

5,968.83 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Mohan Pura 

0830000303815200 

0.13 

0.09 

608.05 

0.11 

- 

0.11 

0.04 

0.56 

- 

- 

- 

- 

- 

- 

- 

0.109 

0.005 

0.103 

0.021 

20.34 

Safe 

Moru Kalan 

0830000503852500 

0.07 

0.00 

39,445.75 

0.00 

- 

0.00 

0.00 

0.01 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.035 

334.58 

Over Exploited 



0.09 

0.57 

437.26 

0.68 

0.02 

0.70 

0.02 

0.27 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

0.818 

0.041 

0.777 

0.700 

90.07 

Critical 

Moru Khurd 

0830000503852400 

0.09 

0.64 

19.72 

0.76 

0.01 

0.78 

0.06 

0.83 

- 

- 

- 

- 

0.016 

0.016 

0.016 

0.792 

0.040 

0.752 

0.024 

3.22 

Safe 

Mukundara 

0830000403818700 

0.08 

0.00 

18,849.63 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.18 

498.35 

0.22 

- 

0.22 

0.03 

0.36 

- 

- 

- 

- 

- 

- 

- 

0.217 

0.011 

0.206 

0.018 

8.94 

Safe 

Nayagaon 

0830000303817500 

0.13 

0.07 

365.11 

0.08 

0.00 

0.08 

0.06 

0.82 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.085 

0.004 

0.081 

0.009 

11.21 

Safe 

Neemkheri 

0830000303815700 

0.13 

0.02 

1,357.58 

0.03 

0.01 

0.04 

0.02 

0.31 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.058 

0.003 

0.056 

0.087 

156.52 

Over Exploited 

Padampura 

0830000303817400 

0.13 

0.24 

412.23 

0.29 

0.01 

0.30 

0.06 

0.84 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.327 

0.016 

0.311 

0.137 

43.97 

Safe 

Phata Khera 

0830000303815800 

0.13 

0.00 

9,862.13 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.000 

24.28 

Safe 

Ranwatha 

0830000303816300 

0.13 

0.76 

529.35 

0.91 

0.01 

0.92 

0.05 

0.70 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.943 

0.047 

0.896 

0.182 

20.36 

Safe 

Singh Pura 

0830000303816900 

0.13 

0.24 

680.34 

0.29 

0.00 

0.29 

0.04 

0.55 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.304 

0.015 

0.289 

0.078 

27.18 

Safe 

Sohan Pura 

0830000303815300 

0.13 

0.18 

461.50 

0.21 

0.00 

0.22 

0.06 

0.78 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.228 

0.011 

0.217 

0.057 

26.21 

Safe 

Tholpura 

0830000303817100 

0.13 

0.22 

455.12 

0.27 

0.00 

0.27 

0.06 

0.82 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.287 

0.014 

0.273 

0.130 

47.74 

Safe 

Ummedpura 

0830000303816000 

0.13 

0.44 

448.96 

0.53 

0.00 

0.53 

0.06 

0.79 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.532 

0.027 

0.506 

0.029 

5.72 

Safe 

Akodiya 

0832000204008100 

0.05 

0.06 

162.66 

0.07 

0.01 

0.09 

0.04 

0.60 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.127 

0.006 

0.120 

0.221 

183.41 

Over Exploited 



0.05 

0.01 

561.35 

0.01 

0.01 

0.02 

0.01 

0.20 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.038 

0.002 

0.036 

0.097 

266.90 

Over Exploited 

Akwasa 

0832000204012300 

0.05 

0.13 

107.55 

0.15 

- 

0.15 

0.06 

0.91 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.162 

0.008 

0.154 

0.064 

41.63 

Safe 

Bagdar 

0832000204005300 

0.05 

0.13 

79.36 

0.15 

0.01 

0.16 

0.06 

0.91 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.181 

0.009 

0.172 

0.115 

66.86 

Safe 

Bagwara 

0832000204019000 

0.05 

0.01 

413.60 

0.01 

0.00 

0.01 

0.03 

0.39 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.035 

0.002 

0.033 

0.085 

253.04 

Over Exploited 

Bakshpura 

0832000204005400 

0.05 

0.06 

75.98 

0.07 

0.00 

0.08 

0.06 

0.92 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.092 

0.005 

0.087 

0.050 

57.39 

Safe 

Balgarh 

0832000203998800 

0.05 

0.00 

817.62 

0.00 

0.00 

0.00 

0.01 

0.16 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.007 

0.000 

0.006 

- 

- 

Safe 

Bali 

0832000204011300 

0.05 

0.17 

42.03 

0.20 

0.04 

0.25 

0.06 

0.92 

- 

0.0200 

- 

- 

0.052 

0.072 

0.072 

0.318 

0.016 

0.302 

0.194 

64.29 

Safe 

Balya Kheri 

0832000204001000 

0.05 

0.00 

34,350.84 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Deccan Traps 

0.009 

6.64 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Bhander Sandstone 

0.774 

6.64 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.05 

0.000 

0.84 

0.54 


Banjari 

0832000204005IOC 

4.980 

Fresh 

Non-command 

Non-command 

Limestone 

1.952 

3.46 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.09 

0.13 

0.10 

0.000 

0.34 

0.23 







Non-command 

Deccan Traps 

3.028 

3.46 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.12 

0.18 

0.12 

0.000 

0.52 

0.36 


Bansghat 

083200020400050C 

2.516 

Fresh 

Non-command 

Non-command 

Limestone 

0.066 

6.59 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.000 

0.02 

0.02 







Non-command 

Deccan Traps 

0.485 

6.59 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.02 

0.000 

0.16 

0.11 


Baori Khera 

083200020400010C 

6.886 

Fresh 

Non-command 

Non-command 

Limestone 

4.476 

4.35 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.32 

0.05 

0.000 

0.55 

0.36 







Non-command 

Bhander Sandstone 

1.181 

4.35 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.08 

0.01 

0.000 

0.15 

0.09 


Baori Khera Antri 

083200020399930C 

1.930 

Fresh 

Non-command 

Non-command 

Limestone 

0.634 

5.20 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.00 

0.000 

0.28 

0.17 


Bar Bar 

083200020402440C 

3.109 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.109 

4.42 

0.010 

0.07 

0.01 

0.00 

0.00 

0.01 

0.19 

0.26 

0.28 

0.004 

0.88 

0.63 


Barbela 

083200020400840C 

3.696 

Fresh 

Non-command 

Non-command 

Limestone 

0.123 

4.20 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.03 

0.02 







Non-command 

Deccan Traps 

1.145 

4.20 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.11 

0.11 

0.000 

0.26 

0.18 







Non-command 

Bhander Sandstone 

2.428 

4.20 

0.010 

0.08 

0.01 

0.00 

0.00 

0.02 

0.16 

0.22 

0.33 

0.000 

0.55 

0.39 


Barbeli 

083200020400830C 

1.042 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.511 

4.14 

0.010 

0.03 

0.01 

0.00 

0.00 

0.01 

0.03 

0.05 

0.11 

0.000 

0.41 

0.29 







Non-command 

Bhander Sandstone 

0.532 

4.14 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.07 

0.17 

0.000 

0.43 

0.30 


Barkheri 

083200020401910C 

1.541 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.413 

3.50 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.08 

0.001 

0.23 

0.16 


Beelwa 

083200020401270C 

3.188 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.157 

3.59 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.16 

0.23 

0.24 

0.000 

0.83 

0.59 


Beenda 

083200020401170C 

5.417 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.417 

4.78 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.31 

0.45 

0.25 

0.000 

0.86 

0.59 


Bhanwariya 

083200020400070C 

3.159 

Fresh 

Non-command 

Non-command 

Limestone 

0.019 

7.09 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 







Non-command 

Deccan Traps 

3.092 

7.09 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.34 

0.06 

0.000 

0.84 

0.55 







Non-command 

Bhander Sandstone 

0.049 

7.09 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.000 

0.01 

0.01 


Bhanwarsa 

083200020400880C 

8.034 

Fresh 

Non-command 

Non-command 

Limestone 

4.835 

5.00 

0.010 

0.09 

0.02 

0.00 

0.00 

0.00 

0.31 

0.46 

0.36 

0.000 

0.51 

0.35 







Non-command 

Deccan Traps 

3.164 

5.00 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.19 

0.28 

0.18 

0.000 

0.34 

0.23 


Bhanwrasi 

083200020400890C 

3.564 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.564 

3.22 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.14 

0.21 

0.17 

0.000 

0.85 

0.58 


Bhavpura 

083200020402110C 

1.104 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.104 

4.95 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.12 

0.15 

0.001 

0.86 

0.61 


Bhojia Kheri 

083200020402510C 

0.517 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.118 

4.51 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.20 

0.15 


Bhumara 

083200020402860C 

10.585 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.076 

5.60 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.000 

0.01 

0.00 






Chauli 

Command 

Deccan Traps 

0.166 

5.60 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 


Bhumari 

083200020402850C 

2.992 

Fresh 

Chauli 

Command 

Deccan Traps 

0.001 

5.55 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Biriya Kheri Kalan 

083200020400470C 

3.432 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.432 

2.97 

0.010 

0.08 

0.01 

0.00 

0.00 

0.05 

0.12 

0.18 

0.32 

0.000 

0.86 

0.56 


Boodh Mandawar 

083200020400020C 

8.227 

Fresh 

Non-command 

Non-command 

Limestone 

3.747 

6.35 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.28 

0.43 

0.18 

0.000 

0.39 

0.25 







Non-command 

Deccan Traps 

1.079 

6.35 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.12 

0.03 

0.000 

0.11 

0.07 







Non-command 

Bhander Sandstone 

2.230 

6.35 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.17 

0.26 

0.11 

0.000 

0.23 

0.15 


Bor Kheri 

083200020401990C 

1.026 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.026 

4.73 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.07 

0.10 

0.14 

0.001 

0.85 

0.60 


Borda 

083200010398260C 

27.636 

Fresh 

Non-command 

Non-command 

Limestone 

1.960 

3.80 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.12 

0.02 

0.005 

0.06 

0.04 







Non-command 

Bhander Sandstone 

0.890 

3.80 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.10 

0.00 

0.002 

0.03 

0.02 



083200020401180C 

6.390 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.390 

2.53 

0.010 

0.09 

0.02 

0.00 

0.00 

0.00 

0.23 

0.34 

0.35 

0.000 

0.86 

0.58 


Bramhpura 

083200020402550C 

2.055 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.111 

4.87 

0.010 

0.01 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.02 

0.000 

0.05 

0.04 


Chandiya Kheri 

083200020400490C 

1.838 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.838 

2.80 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.07 

0.10 

0.13 

0.000 

0.86 

0.59 


Chandloi 

083200020400480C 

2.787 

Fresh 

Non-command 

Non-command 

Limestone 

0.241 

3.19 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.000 

0.07 

0.05 







Non-command 

Deccan Traps 

2.545 

3.19 

0.010 

0.10 

0.03 

0.00 

0.00 

0.00 

0.15 

0.22 

0.42 

0.000 

0.78 

0.54 


Changeri 

083200020400000C 

8.857 

Fresh 

Non-command 

Non-command 

Limestone 

6.914 

4.35 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.33 

0.52 

0.13 

0.000 

0.67 

0.42 







Non-command 

Bhander Sandstone 

0.807 

4.35 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.01 

0.000 

0.08 

0.05 


Chariya Kheri 

083200020400620C 

1.377 

Fresh 

Non-command 

Non-command 

Limestone 

0.201 

4.83 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.12 

0.08 







Non-command 

Bhander Sandstone 

1.176 

4.83 

0.010 

0.02 

0.01 

0.00 

0.00 

0.01 

0.06 

0.09 

0.08 

0.000 

0.73 

0.49 


Choona Bhati 

083200020400700C 

1.508 

Fresh 

Non-command 

Non-command 

Limestone 

0.906 

4.88 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.08 

0.000 

0.50 

0.35 







Non-command 

Deccan Traps 

0.327 

4.88 

0.010 

0.01 

0.00 

0.00 

0.00 

0.01 

0.02 

0.03 

0.02 

0.000 

0.18 

0.13 


Dabal 

083200060409730C 

7.453 

Fresh 

Non-command 

Non-command 

Deccan Traps 

7.453 

4.86 

0.010 

0.16 

0.02 

0.00 

0.00 

0.00 

0.50 

0.71 

0.63 

0.010 

0.87 

0.62 


Dadwara 

083200020400650C 

2.070 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.070 

4.10 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.16 

0.10 

0.000 

0.84 

0.59 


Deenya Kheri 

083200020402120C 

2.485 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.485 

4.49 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.20 

0.13 

0.003 

0.85 

0.61 


Deetya Kheri 

083200020401200C 

4.683 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.683 

2.26 

0.010 

0.08 

0.02 

0.00 

0.00 

0.00 

0.17 

0.24 

0.31 

0.000 

0.85 

0.58 


Deewri 

083200020402020C 

2.530 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.530 

3.46 

0.010 

0.00 

0.00 

0.00 

0.00 

0.02 

0.07 

0.10 

0.01 

0.003 

0.85 

0.58 


Deo Doongri 

083200020402390C 

2.004 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.004 

4.08 

0.010 

0.09 

0.01 

0.00 

0.00 

0.00 

0.16 

0.22 

0.35 

0.003 

0.87 

0.64 


Deoli 

083200020401960C 

4.635 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.903 

3.69 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.14 

0.19 

0.14 

0.004 

0.52 

0.38 


Devri 

083200020400310C 

5.281 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.033 

2.80 

0.010 

0.03 

0.00 

0.00 

0.00 

0.02 

0.07 

0.12 

0.10 

0.000 

0.33 

0.20 


Dhabli Kalan 

083200020401150C 

5.360 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.360 

2.28 

0.010 

0.10 

0.01 

0.00 

0.00 

0.00 

0.21 

0.31 

0.39 

0.000 

0.86 

0.57 


Dhanoda 

083200020400590C 

2.961 

Fresh 

Non-command 

Non-command 

Limestone 

2.953 

4.90 

0.010 

0.01 

0.00 

0.00 

0.00 

0.01 

0.15 

0.22 

0.05 

0.000 

0.85 

0.58 







Non-command 

Bhander Sandstone 

0.008 

4.90 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dhanodi 

083200020400580C 

2.459 

Fresh 

Non-command 

Non-command 

Limestone 

1.317 

5.15 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.01 

0.000 

0.46 

0.31 







Non-command 

Bhander Sandstone 

1.142 

5.15 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.01 

0.000 

0.40 

0.27 


Dhanwara 

083200020399970C 

1.717 

Fresh 

Non-command 

Non-command 

Limestone 

0.822 

5.08 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.07 

0.02 

0.000 

0.41 

0.25 







Non-command 

Bhander Sandstone 

0.896 

5.08 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.03 

0.000 

0.45 

0.28 


Donda 

083200020401140C 

4.445 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.445 

2.81 

0.010 

0.16 

0.02 

0.00 

0.00 

0.06 

0.21 

0.31 

0.64 

0.000 

0.86 

0.57 


Dudhaliya 

083200020402150C 

3.878 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.878 

3.94 

0.010 

0.13 

0.02 

0.00 

0.00 

0.00 

0.26 

0.36 

0.53 

0.005 

0.86 

0.62 


Durgpura 

083200020399910C 

10.884 

Fresh 

Non-command 

Non-command 

Limestone 

0.690 

6.05 

0.010 

0.01 

0.00 

0.00 

0.00 

0.05 

0.00 

0.00 

0.04 

0.000 

0.05 

0.03 







Non-command 

Bhander Sandstone 

0.180 

6.05 

0.010 

0.00 

0.00 

0.00 

0.00 

0.03 

-0.02 

-0.03 

0.01 

0.000 

0.01 

0.01 


Fatehpura 

083200020400680C 

0.388 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.363 

4.08 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.000 

0.78 

0.55 


Fozal Pura 

083200020399940C 

2.713 

Fresh 

Non-command 

Non-command 

Limestone 

1.655 

4.62 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.12 

0.00 

0.000 

0.52 

0.32 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.05 

0.00 

18,546.31 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.05 

0.03 

191.84 

0.04 

- 

0.04 

0.06 

0.90 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.049 

0.002 

0.047 

0.050 

107.36 

Over Exploited 

Banjari 

0832000204005100 

0.05 

0.03 

284.86 

0.04 

0.01 

0.05 

0.03 

0.36 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.072 

0.004 

0.068 

0.101 

147.54 

Over Exploited 



0.05 

0.08 

129.49 

0.09 

0.01 

0.11 

0.04 

0.56 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.126 

0.006 

0.120 

0.119 

99.22 

Critical 

Bansghat 

0832000204000500 

0.05 

0.00 

8,564.74 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.05 

0.00 

1,087.23 

0.00 

- 

0.00 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.004 

0.016 

357.57 

Over Exploited 

Baori Khera 

0832000204000100 

0.05 

0.12 

156.84 

0.15 

- 

0.15 

0.04 

0.60 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.159 

0.008 

0.151 

0.054 

35.75 

Safe 



0.05 

0.01 

826.69 

0.01 

- 

0.01 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.001 

0.010 

0.014 

142.08 

Over Exploited 

Baori Khera Antri 

0832000203999300 

0.05 

0.01 

488.27 

0.01 

0.00 

0.01 

0.02 

0.30 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.012 

0.001 

0.011 

- 

- 

Safe 

Bar Bar 

0832000204024400 

0.05 

0.14 

92.38 

0.16 

0.02 

0.18 

0.06 

0.94 

- 

0.0300 

- 

- 

0.012 

0.042 

0.042 

0.224 

0.011 

0.213 

0.280 

131.54 

Over Exploited 

Barbela 

0832000204008400 

0.05 

0.00 

4,210.77 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.014 

7,153.96 

Over Exploited 



0.05 

0.01 

638.40 

0.02 

0.00 

0.02 

0.02 

0.28 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.039 

0.002 

0.037 

0.108 

288.75 

Over Exploited 



0.05 

0.07 

228.94 

0.08 

0.03 

0.11 

0.04 

0.59 

- 

0.0600 

- 

- 

0.025 

0.085 

0.085 

0.192 

0.010 

0.183 

0.327 

179.11 

Over Exploited 

Barbeli 

0832000204008300 

0.05 

0.01 

333.95 

0.01 

0.02 

0.03 

0.03 

0.44 

- 

0.0200 

- 

- 

0.014 

0.034 

0.034 

0.065 

0.003 

0.062 

0.113 

182.36 

Over Exploited 



0.05 

0.01 

540.23 

0.01 

0.01 

0.02 

0.03 

0.46 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.055 

0.003 

0.052 

0.169 

322.62 

Over Exploited 

Barkheri 

0832000204019100 

0.05 

0.00 

831.58 

0.01 

0.00 

0.01 

0.02 

0.24 

- 

0.0200 

- 

- 

0.004 

0.025 

0.025 

0.033 

0.002 

0.031 

0.085 

268.90 

Over Exploited 

Beelwa 

0832000204012700 

0.05 

0.13 

75.26 

0.16 

0.01 

0.17 

0.06 

0.89 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.207 

0.010 

0.197 

0.237 

120.52 

Over Exploited 

Beenda 

0832000204011700 

0.05 

0.23 

91.91 

0.28 

0.01 

0.29 

0.06 

0.92 

- 

0.0500 

- 

- 

0.002 

0.052 

0.052 

0.344 

0.017 

0.327 

0.254 

77.76 

Semi Critical 

Bhanwariya 

0832000204000700 

0.05 

0.00 

41,870.97 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.05 

0.13 

165.29 

0.15 

0.00 

0.16 

0.06 

0.90 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.170 

0.008 

0.161 

0.059 

36.61 

Safe 



0.05 

0.00 

15,926.63 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 

Bhanwarsa 

0832000204008800 

0.05 

0.12 

269.41 

0.15 

0.02 

0.17 

0.04 

0.55 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.239 

0.012 

0.227 

0.357 

157.19 

Over Exploited 



0.05 

0.05 

420.73 

0.06 

0.01 

0.07 

0.03 

0.36 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.104 

0.005 

0.099 

0.178 

180.45 

Over Exploited 

Bhanwrasi 

0832000204008900 

0.05 

0.15 

38.66 

0.18 

0.01 

0.19 

0.06 

0.92 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.226 

0.011 

0.215 

0.167 

77.78 

Semi Critical 

Bhavpura 

0832000204021100 

0.05 

0.05 

150.12 

0.06 

0.01 

0.07 

0.06 

0.92 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.097 

0.005 

0.092 

0.151 

164.91 

Over Exploited 

Bhojia Kheri 

0832000204025100 

0.05 

0.00 

495.13 

0.00 

- 

0.00 

0.01 

0.22 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.018 

1,316.23 

Over Exploited 

Bhumara 

0832000204028600 

0.05 

0.00 

20,173.41 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

0.006 

470.61 

Over Exploited 



0.05 

0.00 

10,189.20 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

0.0021 

0.0020 

0.001 

0.005 

0.005 

0.006 

0.000 

0.005 

0.006 

117.36 

Over Exploited 

Bhumari 

0832000204028500 

0.05 

0.00 

(442,608.81) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Biriya Kheri Kalan 

0832000204004700 

0.05 

0.15 

20.82 

0.18 

0.06 

0.24 

0.07 

0.92 

- 

0.0600 

- 

- 

0.082 

0.142 

0.142 

0.383 

0.019 

0.364 

0.324 

88.96 

Semi Critical 

Boodh Mandawar 

0832000204000200 

0.05 

0.07 

486.12 

0.09 

0.01 

0.10 

0.03 

0.42 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.127 

0.006 

0.121 

0.180 

148.87 

Over Exploited 



0.05 

0.01 

1,896.58 

0.01 

- 

0.01 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.032 

195.43 

Over Exploited 



0.05 

0.03 

921.92 

0.03 

- 

0.03 

0.02 

0.25 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.051 

0.003 

0.048 

0.111 

229.52 

Over Exploited 

Bor Kheri 

0832000204019900 

0.05 

0.04 

122.61 

0.05 

0.01 

0.06 

0.06 

0.91 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.092 

0.005 

0.087 

0.139 

159.38 

Over Exploited 

Borda 

0832000103982600 

0.10 

0.01 

959.76 

0.01 

- 

0.01 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.013 

0.022 

167.54 

Over Exploited 



0.11 

0.00 

15,674.07 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.002 

143.61 

Over Exploited 


0832000204011800 

0.05 

0.27 

23.46 

0.33 

0.02 

0.35 

0.06 

0.92 

- 

0.0700 

- 

- 

0.001 

0.072 

0.072 

0.421 

0.021 

0.400 

0.351 

87.76 

Semi Critical 

Bramhpura 

0832000204025500 

0.05 

0.00 

4,922.15 

0.00 

0.01 

0.01 

0.00 

0.05 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.014 

0.001 

0.013 

0.024 

181.47 

Over Exploited 

Chandiya Kheri 

0832000204004900 

0.05 

0.08 

30.59 

0.09 

0.01 

0.11 

0.06 

0.92 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.127 

0.006 

0.121 

0.130 

107.54 

Over Exploited 

Chandloi 

0832000204004800 

0.05 

0.00 

2,563.18 

0.00 

0.00 

0.00 

0.01 

0.08 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.014 

0.001 

0.014 

0.050 

369.10 

Over Exploited 



0.05 

0.10 

120.64 

0.12 

0.03 

0.15 

0.06 

0.84 

- 

0.0800 

- 

- 

0.001 

0.081 

0.081 

0.230 

0.012 

0.219 

0.416 

190.04 

Over Exploited 

Changeri 

0832000204000000 

0.05 

0.23 

126.41 

0.28 

- 

0.28 

0.05 

0.72 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.286 

0.014 

0.272 

0.126 

46.31 

Safe 



0.05 

0.00 

1,667.31 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.014 

391.06 

Over Exploited 

Chariya Kheri 

0832000204006200 

0.05 

0.00 

1,044.89 

0.00 

- 

0.00 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.007 

491.61 

Over Exploited 



0.05 

0.04 

109.66 

0.05 

0.02 

0.07 

0.06 

0.78 

- 

0.0200 

- 

- 

0.009 

0.029 

0.029 

0.097 

0.005 

0.092 

0.080 

87.13 

Semi Critical 

Choona Bhati 

0832000204007000 

0.05 

0.02 

306.34 

0.03 

- 

0.03 

0.04 

0.54 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.037 

0.002 

0.036 

0.079 

222.31 

Over Exploited 



0.05 

0.00 

787.70 

0.00 

0.01 

0.01 

0.01 

0.20 

- 

- 

- 

- 

0.012 

0.012 

0.012 

0.023 

0.001 

0.022 

0.022 

101.69 

Over Exploited 

Dabal 

0832000604097300 

0.06 

0.39 

81.18 

0.47 

0.02 

0.49 

0.06 

0.94 

- 

0.1200 

- 

- 

0.005 

0.125 

0.125 

0.617 

0.031 

0.587 

0.644 

109.85 

Over Exploited 

Dadwara 

0832000204006500 

0.05 

0.09 

88.97 

0.10 

- 

0.10 

0.06 

0.90 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.124 

0.006 

0.118 

0.103 

87.24 

Semi Critical 

Deenya Kheri 

0832000204021200 

0.05 

0.11 

86.67 

0.13 

- 

0.13 

0.06 

0.91 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.147 

0.007 

0.139 

0.135 

96.98 

Critical 

Deetya Kheri 

0832000204012000 

0.05 

0.20 

21.54 

0.24 

0.02 

0.26 

0.06 

0.92 

- 

0.0600 

- 

- 

0.000 

0.061 

0.061 

0.321 

0.016 

0.305 

0.313 

102.73 

Over Exploited 

Deewri 

0832000204020200 

0.05 

0.11 

(6.88) 

0.10 

0.02 

0.12 

0.06 

0.92 

- 

- 

- 

- 

0.029 

0.029 

0.029 

0.149 

0.007 

0.141 

0.015 

10.82 

Safe 

Deo Doongri 

0832000204023900 

0.05 

0.09 

154.06 

0.11 

0.01 

0.12 

0.06 

0.94 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.185 

0.009 

0.176 

0.351 

199.39 

Over Exploited 

Deoli 

0832000204019600 

0.05 

0.08 

150.45 

0.09 

0.01 

0.10 

0.04 

0.56 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.131 

0.007 

0.125 

0.148 

118.57 

Over Exploited 

Devri 

0832000204003100 

0.05 

0.03 

245.82 

0.04 

0.02 

0.06 

0.03 

0.36 

- 

0.0200 

- 

- 

0.023 

0.043 

0.043 

0.098 

0.005 

0.093 

0.102 

109.54 

Over Exploited 

Dhabli Kalan 

0832000204011500 

0.05 

0.23 

35.78 

0.28 

0.01 

0.29 

0.06 

0.92 

- 

0.0700 

- 

- 

0.004 

0.074 

0.074 

0.363 

0.018 

0.344 

0.394 

114.39 

Over Exploited 

Dhanoda 

0832000204005900 

0.05 

0.13 

74.71 

0.15 

0.01 

0.16 

0.06 

0.92 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.174 

0.009 

0.166 

0.047 

28.39 

Safe 



0.05 

0.00 

67,023.05 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 

Dhanodi 

0832000204005800 

0.05 

0.03 

211.54 

0.04 

0.00 

0.04 

0.03 

0.49 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.048 

0.002 

0.045 

0.014 

30.80 

Safe 



0.05 

0.02 

276.37 

0.03 

0.00 

0.03 

0.03 

0.43 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.031 

0.002 

0.029 

0.014 

47.53 

Safe 

Dhanwara 

0832000203999700 

0.05 

0.02 

294.88 

0.02 

0.00 

0.02 

0.03 

0.44 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.022 

0.001 

0.021 

0.018 

86.42 

Semi Critical 



0.05 

0.02 

346.93 

0.02 

0.00 

0.02 

0.03 

0.48 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.025 

0.001 

0.023 

0.025 

107.18 

Over Exploited 

Donda 

0832000204011400 

0.05 

0.19 

65.25 

0.23 

0.08 

0.30 

0.07 

0.92 

- 

0.0700 

- 

- 

0.084 

0.154 

0.154 

0.458 

0.023 

0.435 

0.637 

146.30 

Over Exploited 

Dudhaliya 

0832000204021500 

0.05 

0.17 

116.81 

0.20 

0.02 

0.22 

0.06 

0.92 

- 

0.1000 

- 

- 

0.004 

0.104 

0.104 

0.326 

0.016 

0.310 

0.533 

172.05 

Over Exploited 

Durgpura 

0832000203999100 

0.05 

0.00 

(196.00) 

0.00 

0.05 

0.05 

0.00 

0.06 

- 

0.0100 

- 

- 

0.079 

0.089 

0.089 

0.144 

0.007 

0.136 

0.043 

31.54 

Safe 



0.05 

0.00 

(23,424.41) 

0.00 

0.03 

0.03 

0.00 

0.02 

- 

- 

- 

- 

0.044 

0.044 

0.044 

0.073 

0.004 

0.069 

0.014 

20.16 

Safe 

Fatehpura 

0832000204006800 

0.05 

0.01 

40.85 

0.02 

0.00 

0.02 

0.06 

0.84 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.019 

0.001 

0.018 

0.011 

61.96 

Safe 

Fozal Pura 

0832000203999400 

0.05 

0.04 

179.17 

0.05 

0.00 

0.05 

0.04 

0.56 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.057 

0.003 

0.054 

- 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Gadiya 

0832000604096500 

5.880 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.150 

3.73 

0.010 

0.07 

0.01 

0.00 

0.00 

0.01 

0.13 

0.20 

0.27 

0.003 

0.31 

0.21 


Gadiya Kund 

0832000204012600 

0.939 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.939 

3.50 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.08 

0.12 

0.23 

0.000 

0.84 

0.59 


Gagron 

0832000203996700 

4.047 

Fresh 

Non-command 

Non-command 

Limestone 

2.672 

4.53 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.19 

0.02 

0.000 

0.56 

0.36 







Non-command 

Bhander Sandstone 

0.131 

4.53 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.03 

0.02 


Ganeshpura 

0832000204025000 

3.145 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.071 

5.29 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.01 


Gaonri 

0832000203997000 

8.348 

Fresh 

Non-command 

Non-command 

Limestone 

0.059 

6.05 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.000 

0.01 

0.00 







Non-command 

Bhander Sandstone 

0.551 

6.05 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.00 

0.000 

0.06 

0.04 



0832000204001500 

0.649 

Fresh 

Non-command 

Non-command 

Limestone 

0.649 

6.59 

0.010 

0.01 

0.00 

0.00 

0.00 

0.03 

0.03 

0.05 

0.04 

0.000 

0.86 

0.51 


Gara Gaon 

0832000204020800 

1.259 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.259 

5.79 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.14 

0.11 

0.002 

0.86 

0.61 


Ghatlai 

0832000204006700 

0.735 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.735 

4.10 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.03 

0.000 

0.84 

0.58 


Girdharpura 

0832000204006000 

2.973 

Fresh 

Non-command 

Non-command 

Limestone 

2.868 

4.87 

0.010 

0.09 

0.02 

0.00 

0.00 

0.00 

0.21 

0.31 

0.37 

0.000 

0.82 

0.56 







Non-command 

Bhander Sandstone 

0.105 

4.87 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.03 

0.02 


Gokulpura 

0832000203999000 

1.440 

Fresh 

Non-command 

Non-command 

Limestone 

0.100 

5.23 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.06 

0.04 







Non-command 

Bhander Sandstone 

0.040 

5.23 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.01 


Gopal Pura 

0832000204023700 

1.515 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.515 

3.84 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.11 

0.15 

0.25 

0.002 

0.89 

0.65 


Gopalpura 

0832000203998900 

1.585 

Fresh 

Non-command 

Non-command 

Limestone 

0.597 

6.04 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.06 

0.01 

0.000 

0.32 

0.19 


Gordhan Niwas 

0832000204002900 

3.069 

Fresh 

Non-command 

Non-command 

Limestone 

1.488 

4.81 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.16 

0.07 

0.000 

0.42 

0.24 







Non-command 

Deccan Traps 

1.581 

4.81 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.17 

0.06 

0.000 

0.44 

0.25 


Gordhanpura 

0832000204000600 

2.074 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.074 

5.73 

0.010 

0.03 

0.00 

0.00 

0.00 

0.01 

0.14 

0.20 

0.12 

0.000 

0.85 

0.57 


Govindpura 

0832000204005600 

3.699 

Fresh 

Non-command 

Non-command 

Limestone 

3.193 

6.11 

0.010 

0.12 

0.02 

0.00 

0.00 

0.00 

0.29 

0.44 

0.49 

0.000 

0.74 

0.48 







Non-command 

Bhander Sandstone 

0.505 

6.11 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.08 

0.08 

0.000 

0.12 

0.08 



0832000204019700 

5.699 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.217 

4.10 

0.010 

0.05 

0.01 

0.00 

0.00 

0.01 

0.25 

0.35 

0.18 

0.007 

0.77 

0.55 


Guradiya 

0832000604096300 

3.673 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.062 

3.82 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Gurha 

0832000204001600 

1.944 

Fresh 

Non-command 

Non-command 

Limestone 

1.944 

6.58 

0.010 

0.00 

0.00 

0.00 

0.00 

0.03 

0.10 

0.16 

0.01 

0.000 

0.86 

0.51 


Guwari Kalan 

0832000203999900 

1.019 

Fresh 

Non-command 

Non-command 

Limestone 

1.019 

4.56 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.12 

0.11 

0.000 

0.86 

0.54 


Guwari Khurd 

0832000203999800 

1.108 

Fresh 

Non-command 

Non-command 

Limestone 

1.108 

4.91 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.10 

0.03 

0.000 

0.86 

0.54 


Gwal Doongri 

0832000204006600 

1.003 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.003 

4.09 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.10 

0.12 

0.000 

0.84 

0.59 


Harigarh 

0832000103983500 

25.091 

Fresh 

Non-command 

Non-command 

Limestone 

0.043 

3.77 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Haripura 

0832000204008000 

1.185 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.000 

3.05 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Bhander Sandstone 

1.082 

3.05 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.07 

0.10 

0.19 

0.000 

0.76 

0.55 



0832000204020600 

2.811 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.811 

5.46 

0.010 

0.08 

0.01 

0.00 

0.00 

0.01 

0.21 

0.30 

0.31 

0.004 

0.87 

0.62 


Heenchar 

0832000103982500 

33.677 

Fresh 

Non-command 

Non-command 

Limestone 

2.531 

3.67 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.14 

0.02 

0.006 

0.06 

0.04 







Non-command 

Bhander Sandstone 

2.462 

3.67 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.25 

0.01 

0.006 

0.06 

0.04 


Iktasa 

0832000204013300 

4.498 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.060 

2.90 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Jagannathpuri 

0832000204011200 

7.650 

Fresh 

Non-command 

Non-command 

Deccan Traps 

7.650 

3.38 

0.010 

0.06 

0.01 

0.00 

0.00 

0.04 

0.27 

0.40 

0.26 

0.000 

0.86 

0.57 


Jarel 

0832000204009100 

3.564 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.564 

2.46 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.10 

0.15 

0.12 

0.000 

0.86 

0.58 


Jetpura 

0832000204012200 

1.748 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.747 

5.43 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.15 

0.04 

0.000 

0.85 

0.58 


Jhalarpathan (M) 

0832000243202000 

21.473 

Fresh 

Non-command 

Non-command 

Limestone 

20.870 

4.95 

0.010 

0.62 

0.04 

0.00 

0.00 

0.26 

1.36 

2.06 

1.14 

1.028 

0.83 

0.55 







Non-command 

Deccan Traps 

0.602 

4.95 

0.010 

0.02 

0.00 

0.00 

0.00 

0.04 

0.01 

0.01 

0.02 

0.030 

0.02 

0.02 


Jhalawar (M) 

0832000243201000 

11.040 

Fresh 

Non-command 

Non-command 

Limestone 

5.754 

6.21 

0.010 

0.16 

0.01 

0.00 

0.00 

0.03 

0.48 

0.79 

0.28 

0.283 

0.45 

0.27 







Non-command 

Bhander Sandstone 

5.285 

6.21 

0.010 

0.15 

0.01 

0.00 

0.00 

0.03 

0.44 

0.74 

0.25 

0.260 

0.41 

0.25 


Jheenta Pura 

0832000204012900 

2.363 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.315 

2.97 

0.010 

0.10 

0.03 

0.00 

0.00 

0.00 

0.11 

0.15 

0.42 

0.000 

0.46 

0.33 



0832000204025200 

2.357 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.371 

4.19 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.12 

0.16 

0.002 

0.52 

0.38 


Jhirniya 

0832000604096600 

2.897 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.145 

3.13 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.04 

0.03 


Jhoomki 

0832000204011100 

7.638 

Fresh 

Non-command 

Non-command 

Deccan Traps 

7.638 

4.78 

0.010 

0.21 

0.03 

0.00 

0.00 

0.01 

0.54 

0.81 

0.84 

0.000 

0.86 

0.57 


Kalakot 

0832000204009600 

2.800 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.800 

2.34 

0.010 

0.05 

0.01 

0.00 

0.00 

0.02 

0.08 

0.13 

0.21 

0.000 

0.86 

0.55 


Kalmandi Khurd 

0832000204002000 

5.238 

Fresh 

Non-command 

Non-command 

Limestone 

0.623 

4.17 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.06 

0.05 

0.000 

0.10 

0.06 


Kalyan Pura 

0832000204012800 

1.427 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.206 

2.82 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.08 

0.14 

0.000 

0.70 

0.51 







Non-command 

Bhander Sandstone 

0.071 

2.82 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.04 

0.03 


Kamalpura 

0832000204024300 

2.077 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.077 

4.68 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.15 

0.20 

0.24 

0.003 

0.88 

0.63 


Karma Kheri 

0832000204004400 

0.840 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.840 

2.31 

0.010 

0.04 

0.01 

0.00 

0.00 

0.01 

0.04 

0.07 

0.16 

0.000 

0.86 

0.54 


Khairasi 

0832000204000800 

2.534 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.426 

7.29 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.28 

0.04 

0.000 

0.82 

0.54 







Non-command 

Bhander Sandstone 

0.109 

7.29 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.04 

0.02 


Khandiya 

0832000204001400 

4.267 

Fresh 

Non-command 

Non-command 

Limestone 

3.862 

6.25 

0.010 

0.03 

0.00 

0.00 

0.00 

0.01 

0.26 

0.42 

0.12 

0.000 

0.78 

0.48 







Non-command 

Bhander Sandstone 

0.404 

6.25 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.01 

0.000 

0.08 

0.05 


Khanpuriya 

0832000204002800 

3.015 

Fresh 

Non-command 

Non-command 

Limestone 

0.012 

4.41 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Deccan Traps 

2.513 

4.41 

0.010 

0.12 

0.02 

0.00 

0.00 

0.00 

0.21 

0.36 

0.46 

0.000 

0.72 

0.42 


Khar Khera 

0832000204000900 

1.702 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.304 

7.15 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.16 

0.02 

0.000 

0.66 

0.43 







Non-command 

Bhander Sandstone 

0.398 

7.15 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.01 

0.000 

0.20 

0.13 


Khatkar 

0832000204024800 

2.477 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.732 

4.69 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.09 

0.001 

0.26 

0.19 






Chauli 

Command 

Deccan Traps 

0.001 

4.69 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kherasi 

0832000204005700 

4.701 

Fresh 

Non-command 

Non-command 

Limestone 

2.629 

5.81 

0.010 

0.04 

0.01 

0.00 

0.00 

0.01 

0.18 

0.26 

0.15 

0.000 

0.48 

0.32 







Non-command 

Deccan Traps 

0.033 

5.81 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 







Non-command 

Bhander Sandstone 

2.038 

5.81 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.14 

0.21 

0.12 

0.000 

0.37 

0.25 


Kishanpura 

0832000204004200 

0.851 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.577 

2.20 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.04 

0.05 

0.000 

0.58 

0.37 



0832000204021000 

1.109 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.109 

5.09 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.10 

0.14 

0.20 

0.001 

0.85 

0.60 


Kishanpura Bhanwrasi 

0832000204009000 

1.764 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.764 

2.62 

0.010 

0.06 

0.02 

0.00 

0.00 

0.00 

0.09 

0.13 

0.26 

0.000 

0.86 

0.58 


Kolana 

0832000204001100 

2.874 

Fresh 

Non-command 

Non-command 

Limestone 

0.796 

6.18 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.05 

0.000 

0.24 

0.15 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 


( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Gadiya 

0832000604096500 

0.06 

0.04 

390.24 

0.05 

0.02 

0.06 

0.02 

0.34 

- 

0.0500 

- 

- 

0.008 

0.058 

0.058 

0.122 

0.006 

0.116 

0.277 

238.19 

Over Exploited 

Gadiya Kund 

0832000204012600 

0.05 

0.04 

196.99 

0.05 

0.01 

0.06 

0.06 

0.90 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.097 

0.005 

0.092 

0.232 

251.16 

Over Exploited 

Gagron 

0832000203996700 

0.05 

0.08 

154.61 

0.09 

- 

0.09 

0.04 

0.61 

- 

- 

- 

- 

- 

- 

- 

0.090 

0.005 

0.086 

0.018 

20.97 

Safe 



0.05 

0.00 

5,026.62 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 

Ganeshpura 

0832000204025000 

0.05 

0.00 

5,218.91 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.006 

267.96 

Over Exploited 

Gaonri 

0832000203997000 

0.05 

0.00 

30,878.35 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.05 

0.00 

3,161.69 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

- 

- 

Safe 


0832000204001500 

0.05 

0.03 

62.57 

0.03 

0.03 

0.06 

0.07 

0.93 

- 

0.0100 

- 

- 

0.039 

0.049 

0.049 

0.108 

0.005 

0.103 

0.036 

35.04 

Safe 

Gara Gaon 

0832000204020800 

0.05 

0.05 

167.28 

0.06 

0.00 

0.07 

0.06 

0.92 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.085 

0.004 

0.081 

0.116 

142.51 

Over Exploited 

Ghatlai 

0832000204006700 

0.05 

0.03 

87.29 

0.04 

- 

0.04 

0.06 

0.90 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.047 

0.002 

0.045 

0.032 

71.52 

Semi Critical 

Girdharpura 

0832000204006000 

0.05 

0.12 

161.89 

0.14 

0.02 

0.16 

0.06 

0.89 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.232 

0.012 

0.220 

0.370 

168.01 

Over Exploited 



0.05 

0.00 

4,618.61 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.014 

7,726.38 

Over Exploited 

Gokulpura 

0832000203999000 

0.05 

0.00 

2,807.22 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.05 

0.00 

7,309.41 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 

Gopal Pura 

0832000204023700 

0.05 

0.07 

120.98 

0.08 

0.01 

0.09 

0.06 

0.95 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.140 

0.007 

0.133 

0.254 

190.37 

Over Exploited 

Gopalpura 

0832000203998900 

0.05 

0.01 

495.85 

0.01 

0.00 

0.01 

0.02 

0.35 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.016 

0.001 

0.015 

0.014 

91.29 

Critical 

Gordhan Niwas 

0832000204002900 

0.05 

0.03 

408.13 

0.04 

0.00 

0.04 

0.03 

0.45 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.050 

0.003 

0.048 

0.072 

150.31 

Over Exploited 



0.05 

0.04 

376.12 

0.04 

0.00 

0.04 

0.03 

0.48 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.053 

0.003 

0.051 

0.064 

126.48 

Over Exploited 

Gordhanpura 

0832000204000600 

0.05 

0.09 

131.76 

0.11 

0.01 

0.12 

0.06 

0.91 

- 

0.0200 

- 

- 

0.016 

0.036 

0.036 

0.153 

0.008 

0.145 

0.119 

82.08 

Semi Critical 

Govindpura 

0832000204005600 

0.05 

0.12 

276.72 

0.14 

0.02 

0.17 

0.06 

0.80 

- 

0.0900 

- 

- 

0.006 

0.096 

0.096 

0.261 

0.013 

0.248 

0.493 

198.80 

Over Exploited 



0.05 

0.00 

2,524.82 

0.00 

0.00 

0.00 

0.01 

0.13 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.014 

0.001 

0.013 

0.079 

612.83 

Over Exploited 


0832000204019700 

0.05 

0.20 

73.04 

0.24 

0.02 

0.26 

0.06 

0.83 

- 

0.0300 

- 

- 

0.008 

0.038 

0.038 

0.294 

0.015 

0.279 

0.187 

66.88 

Safe 

Guradiya 

0832000604096300 

0.06 

0.00 

(838.22) 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.007 

0.000 

0.006 

0.007 

110.78 

Over Exploited 

Gurha 

0832000204001600 

0.05 

0.08 

96.19 

0.10 

0.03 

0.13 

0.07 

0.93 

- 

- 

- 

- 

0.047 

0.047 

0.047 

0.179 

0.009 

0.170 

0.007 

4.12 

Safe 

Guwari Kalan 

0832000203999900 

0.05 

0.04 

180.07 

0.05 

- 

0.05 

0.07 

0.92 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.062 

0.003 

0.059 

0.111 

187.24 

Over Exploited 

Guwari Khurd 

0832000203999800 

0.05 

0.05 

115.76 

0.06 

- 

0.06 

0.07 

0.92 

- 

- 

- 

- 

- 

- 

- 

0.057 

0.003 

0.054 

0.029 

53.60 

Safe 

Gwal Doongri 

0832000204006600 

0.05 

0.04 

139.54 

0.05 

- 

0.05 

0.06 

0.90 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.070 

0.004 

0.067 

0.119 

178.07 

Over Exploited 

Harigarh 

0832000103983500 

0.10 

0.00 

37,397.23 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Haripura 

0832000204008000 

0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.05 

0.04 

146.97 

0.05 

0.01 

0.06 

0.06 

0.82 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.099 

0.005 

0.094 

0.194 

205.31 

Over Exploited 


0832000204020600 

0.05 

0.12 

140.89 

0.15 

0.02 

0.17 

0.06 

0.94 

- 

0.0300 

- 

- 

0.019 

0.049 

0.049 

0.218 

0.011 

0.208 

0.310 

149.19 

Over Exploited 

Heenchar 

0832000103982500 

0.10 

0.02 

828.92 

0.02 

- 

0.02 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.019 

0.001 

0.018 

0.025 

144.43 

Over Exploited 



0.11 

0.01 

7,943.67 

0.01 

- 

0.01 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.011 

0.014 

126.52 

Over Exploited 

Iktasa 

0832000204013300 

0.05 

0.00 

2,873.13 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.003 

0.000 

0.002 

0.014 

578.41 

Over Exploited 

Jagannathpuri 

0832000204011200 

0.05 

0.33 

21.98 

0.39 

0.05 

0.45 

0.07 

0.92 

- 

0.0300 

- 

- 

0.065 

0.095 

0.095 

0.542 

0.027 

0.515 

0.259 

50.32 

Safe 

Jarel 

0832000204009100 

0.05 

0.15 

1.59 

0.15 

0.01 

0.17 

0.06 

0.92 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.192 

0.010 

0.183 

0.124 

67.89 

Safe 

Jetpura 

0832000204012200 

0.05 

0.07 

105.34 

0.09 

0.00 

0.09 

0.06 

0.92 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.101 

0.005 

0.096 

0.043 

44.70 

Safe 

Jhalarpathan (M) 

0832000243202000 

0.05 

0.87 

137.21 

1.04 

0.30 

1.34 

0.06 

0.90 

- 

0.2100 

- 

- 

0.384 

0.594 

0.594 

1.933 

0.097 

1.836 

2.165 

117.92 

Over Exploited 



0.05 

0.00 

1,765.86 

0.00 

0.04 

0.04 

0.00 

0.03 

- 

- 

- 

- 

0.061 

0.061 

0.061 

0.103 

0.005 

0.098 

0.052 

52.78 

Safe 

Jhalawar (M) 

0832000243201000 

0.05 

0.13 

516.10 

0.15 

0.04 

0.19 

0.03 

0.48 

- 

0.0500 

- 

- 

0.045 

0.095 

0.095 

0.290 

0.015 

0.276 

0.560 

203.43 

Over Exploited 



0.05 

0.11 

577.44 

0.13 

0.04 

0.17 

0.03 

0.44 

- 

0.0500 

- 

- 

0.038 

0.089 

0.089 

0.255 

0.013 

0.242 

0.505 

208.92 

Over Exploited 

Jheenta Pura 

0832000204012900 

0.05 

0.03 

391.58 

0.04 

0.03 

0.07 

0.03 

0.50 

- 

0.0800 

- 

- 

0.002 

0.082 

0.082 

0.149 

0.007 

0.142 

0.415 

292.50 

Over Exploited 


0832000204025200 

0.05 

0.04 

236.88 

0.04 

0.01 

0.05 

0.04 

0.55 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.084 

0.004 

0.080 

0.158 

198.29 

Over Exploited 

Jhirniya 

0832000604096600 

0.06 

0.00 

857.17 

0.00 

0.00 

0.00 

0.00 

0.05 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.006 

0.000 

0.005 

0.007 

135.43 

Over Exploited 

Jhoomki 

0832000204011100 

0.05 

0.33 

147.15 

0.39 

0.04 

0.43 

0.07 

0.92 

- 

0.1600 

- 

- 

0.012 

0.172 

0.172 

0.603 

0.030 

0.573 

0.837 

146.20 

Over Exploited 

Kalakot 

0832000204009600 

0.05 

0.12 

9.89 

0.13 

0.03 

0.16 

0.07 

0.92 

- 

0.0400 

- 

- 

0.032 

0.072 

0.072 

0.235 

0.012 

0.223 

0.211 

94.69 

Critical 

Kalmandi Khurd 

0832000204002000 

0.05 

0.00 

1,671.64 

0.00 

0.00 

0.01 

0.01 

0.11 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.020 

0.001 

0.019 

0.050 

258.97 

Over Exploited 

Kalyan Pura 

0832000204012800 

0.05 

0.04 

99.73 

0.05 

0.01 

0.06 

0.05 

0.76 

- 

0.0300 

- 

- 

0.005 

0.035 

0.035 

0.099 

0.005 

0.094 

0.141 

150.64 

Over Exploited 



0.05 

0.00 

1,775.43 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

4,112.79 

Over Exploited 

Kamalpura 

0832000204024300 

0.05 

0.09 

121.34 

0.11 

0.01 

0.12 

0.06 

0.94 

- 

0.0500 

- 

- 

0.002 

0.053 

0.053 

0.173 

0.009 

0.165 

0.243 

147.29 

Over Exploited 

Karma Kheri 

0832000204004400 

0.05 

0.04 

90.36 

0.04 

0.02 

0.06 

0.07 

0.92 

- 

0.0300 

- 

- 

0.009 

0.039 

0.039 

0.098 

0.005 

0.093 

0.157 

168.17 

Over Exploited 

Khairasi 

0832000204000800 

0.05 

0.10 

186.11 

0.12 

- 

0.12 

0.06 

0.88 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.129 

0.006 

0.123 

0.038 

30.98 

Safe 



0.05 

0.00 

5,924.36 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 

Khandiya 

0832000204001400 

0.05 

0.15 

180.00 

0.18 

0.01 

0.19 

0.06 

0.84 

- 

0.0200 

- 

- 

0.018 

0.038 

0.038 

0.230 

0.012 

0.219 

0.123 

56.25 

Safe 



0.05 

0.00 

2,392.09 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.014 

746.45 

Over Exploited 

Khanpuriya 

0832000204002800 

0.05 

0.00 

43,038.10 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.05 

0.09 

301.40 

0.11 

0.02 

0.13 

0.06 

0.77 

- 

0.0900 

- 

- 

0.000 

0.091 

0.091 

0.219 

0.011 

0.208 

0.464 

222.99 

Over Exploited 

Khar Khera 

0832000204000900 

0.05 

0.04 

268.51 

0.05 

0.00 

0.05 

0.05 

0.71 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.053 

0.003 

0.050 

0.022 

43.75 

Safe 



0.05 

0.00 

995.09 

0.00 

- 

0.00 

0.02 

0.22 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.007 

153.87 

Over Exploited 

Khatkar 

0832000204024800 

0.05 

0.01 

648.27 

0.01 

0.00 

0.01 

0.02 

0.28 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.026 

0.001 

0.024 

0.091 

374.31 

Over Exploited 



0.05 

0.00 

########## 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

0.002 

0.002 

0.002 

0.004 

0.000 

0.004 

0.000 

0.02 

Safe 

Kherasi 

0832000204005700 

0.05 

0.06 

316.80 

0.08 

0.02 

0.09 

0.04 

0.51 

- 

0.0300 

- 

- 

0.010 

0.040 

0.040 

0.133 

0.007 

0.126 

0.151 

119.82 

Over Exploited 



0.05 

0.00 

27,957.31 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.05 

0.04 

443.44 

0.05 

0.01 

0.06 

0.03 

0.40 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.077 

0.004 

0.073 

0.115 

157.41 

Over Exploited 

Kishanpura 

0832000204004200 

0.05 

0.02 

113.58 

0.02 

- 

0.02 

0.04 

0.63 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.030 

0.002 

0.029 

0.049 

171.28 

Over Exploited 


0832000204021000 

0.05 

0.05 

187.70 

0.06 

0.01 

0.07 

0.06 

0.91 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.106 

0.005 

0.101 

0.205 

203.10 

Over Exploited 

Kishanpura Bhanwrasi 

0832000204009000 

0.05 

0.08 

67.87 

0.09 

0.02 

0.11 

0.06 

0.92 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.160 

0.008 

0.152 

0.259 

169.86 

Over Exploited 

Kolana 

0832000204001100 

0.05 

0.01 

879.02 

0.01 

- 

0.01 

0.02 

0.26 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.021 

0.001 

0.020 

0.054 

266.39 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Deccan Traps 

0.341 

6.18 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.000 

0.10 

0.07 







Non-command 

Bhander Sandstone 

1.736 

6.18 

0.010 

0.02 

0.00 

0.00 

0.00 

0.01 

0.12 

0.19 

0.10 

0.000 

0.52 

0.33 


Koli 

083200020402090C 

1.904 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.904 

5.55 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.14 

0.19 

0.16 

0.002 

0.85 

0.60 



0832000204025600 

5.789 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.569 

4.12 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.13 

0.11 

0.002 

0.24 

0.18 


Kotghati 

0832000204000300 

0.561 

Fresh 

Non-command 

Non-command 

Limestone 

0.560 

7.58 

0.010 

0.00 

0.00 

0.00 

0.00 

0.01 

0.04 

0.06 

0.00 

0.000 

0.85 

0.56 


Kothla Ghati 

0832000203996800 

1.015 

Fresh 

Non-command 

Non-command 

Limestone 

0.241 

4.67 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.20 

0.13 


Kotra Kunja 

0832000204024700 

3.486 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.245 

4.13 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.14 

0.05 

0.003 

0.57 

0.42 


Kundbari 

0832000204012500 

0.799 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.771 

4.42 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.04 

0.000 

0.81 

0.57 


Kuwabhao @ Bhopatpura 

0832000204007100 

6.641 

Fresh 

Non-command 

Non-command 

Limestone 

0.922 

4.47 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.03 

0.000 

0.12 

0.08 


Lakshmi Pura 

0832000204024200 

1.699 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.699 

4.30 

0.010 

0.05 

0.01 

0.00 

0.00 

0.04 

0.08 

0.11 

0.18 

0.002 

0.87 

0.63 


Lalya Kheri 

0832000204024000 

1.524 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.345 

4.10 

0.010 

0.07 

0.01 

0.00 

0.00 

0.00 

0.11 

0.16 

0.28 

0.002 

0.78 

0.57 


Madhopur 

0832000204005200 

3.164 

Fresh 

Non-command 

Non-command 

Limestone 

3.156 

4.08 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.15 

0.21 

0.14 

0.000 

0.85 

0.60 


Malipura 

0832000204005500 

2.012 

Fresh 

Non-command 

Non-command 

Limestone 

2.012 

5.35 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.17 

0.04 

0.000 

0.86 

0.58 


Manda 

0832000204010900 

4.336 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.045 

4.34 

0.010 

0.15 

0.02 

0.00 

0.00 

0.00 

0.30 

0.45 

0.60 

0.000 

0.80 

0.53 


Mandawar 

0832000204000400 

9.878 

Fresh 

Non-command 

Non-command 

Limestone 

2.894 

7.43 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.26 

0.38 

0.22 

0.000 

0.25 

0.17 







Non-command 

Deccan Traps 

3.606 

7.43 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.31 

0.46 

0.18 

0.000 

0.31 

0.21 


Mangal 

0832000204009200 

3.777 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.777 

2.96 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.13 

0.19 

0.10 

0.000 

0.86 

0.58 


Manpura 

0832000203999600 

1.554 

Fresh 

Non-command 

Non-command 

Limestone 

1.475 

4.45 

0.010 

0.00 

0.00 

0.00 

0.00 

0.01 

0.06 

0.09 

0.00 

0.000 

0.81 

0.51 



0832000204019200 

4.140 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.242 

3.38 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.05 

0.04 


Mokhampura 

0832000204007900 

0.661 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.107 

3.18 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.03 

0.000 

0.14 

0.10 







Non-command 

Bhander Sandstone 

0.026 

3.18 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.03 

0.02 


Molakya Kalan 

0832000204027900 

4.348 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.006 

6.11 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Moondaliya Kheri 

0832000204004600 

2.207 

Fresh 

Non-command 

Non-command 

Limestone 

0.259 

3.68 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.10 

0.06 







Non-command 

Deccan Traps 

1.948 

3.68 

0.010 

0.02 

0.01 

0.00 

0.00 

0.01 

0.07 

0.12 

0.09 

0.000 

0.76 

0.46 


Moondla Khera 

0832000204005000 

1.689 

Fresh 

Non-command 

Non-command 

Limestone 

1.183 

3.30 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.08 

0.000 

0.60 

0.42 







Non-command 

Deccan Traps 

0.506 

3.30 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.000 

0.26 

0.18 


Mori 

0832000204013100 

2.113 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.414 

3.13 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.03 

0.04 

0.12 

0.000 

0.16 

0.12 


Moriya Kheri 

0832000204008600 

0.494 

Fresh 

Non-command 

Non-command 

Limestone 

0.494 

4.93 

0.010 

0.02 

0.01 

0.00 

0.00 

0.00 

0.03 

0.05 

0.09 

0.000 

0.85 

0.58 


Moti Pura 

0832000204002600 

3.419 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.005 

3.74 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Motya Doongri 

0832000204012400 

1.802 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.802 

4.71 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.12 

0.02 

0.000 

0.84 

0.59 


Munderi 

0832000204001300 

1.804 

Fresh 

Non-command 

Non-command 

Limestone 

1.170 

5.46 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.11 

0.05 

0.000 

0.56 

0.35 







Non-command 

Bhander Sandstone 

0.634 

5.46 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.07 

0.03 

0.000 

0.30 

0.19 


Nahardi 

0832000204011900 

2.575 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.575 

2.29 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.10 

0.15 

0.18 

0.000 

0.86 

0.58 


Napanya Goojaran 

0832000204020700 

2.537 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.537 

5.19 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.16 

0.23 

0.14 

0.003 

0.86 

0.62 


Narayan Khera 

0832000204004300 

2.807 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.580 

2.26 

0.010 

0.01 

0.00 

0.00 

0.00 

0.03 

0.04 

0.07 

0.02 

0.000 

0.79 

0.49 


Nasirabad 

0832000204020500 

5.521 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.521 

5.87 

0.010 

0.12 

0.02 

0.00 

0.00 

0.01 

0.42 

0.59 

0.49 

0.007 

0.86 

0.61 


Nayapura 

0832000204011000 

3.274 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.274 

4.73 

0.010 

0.09 

0.01 

0.00 

0.00 

0.00 

0.24 

0.35 

0.37 

0.000 

0.86 

0.57 


Neemoda 

0832000204003000 

3.732 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.732 

2.88 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.15 

0.25 

0.23 

0.000 

0.86 

0.52 


Nolav 

0832000203996900 

4.580 

Fresh 

Non-command 

Non-command 

Limestone 

2.408 

5.64 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.23 

0.05 

0.000 

0.45 

0.29 







Non-command 

Bhander Sandstone 

0.186 

5.64 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.000 

0.03 

0.02 


Padalya Kulmi 

0832000204019400 

1.439 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.439 

3.85 

0.010 

0.14 

0.02 

0.00 

0.00 

0.00 

0.18 

0.24 

0.55 

0.002 

0.84 

0.61 


PalKhanda 

0832000604096900 

2.124 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.530 

4.84 

0.010 

0.05 

0.01 

0.00 

0.00 

0.01 

0.11 

0.16 

0.21 

0.002 

0.62 

0.43 


Panchapura 

0832000203999500 

1.241 

Fresh 

Non-command 

Non-command 

Limestone 

1.031 

4.60 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.08 

0.00 

0.000 

0.71 

0.44 


Pandki 

0832000204021400 

1.472 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.472 

4.14 

0.010 

0.02 

0.00 

0.00 

0.00 

0.02 

0.06 

0.09 

0.07 

0.002 

0.87 

0.63 


Panwasa 

0832000204007800 

5.005 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.368 

3.57 

0.010 

0.01 

0.00 

0.00 

0.00 

0.02 

0.00 

0.00 

0.03 

0.000 

0.06 

0.04 


Peepalya Talab 

0832000204020000 

1.479 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.479 

4.66 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.09 

0.13 

0.13 

0.002 

0.85 

0.60 


Peeplya Sarhad 

0832000204006400 

3.273 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.268 

4.63 

0.010 

0.02 

0.01 

0.00 

0.00 

0.00 

0.16 

0.23 

0.09 

0.000 

0.85 

0.57 







Non-command 

Bhander Sandstone 

0.005 

4.63 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Piplod 

0832000204012100 

6.591 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.591 

2.44 

0.010 

0.16 

0.04 

0.00 

0.00 

0.00 

0.28 

0.41 

0.66 

0.000 

0.85 

0.58 


Pirathvi Pura 

0832000204006900 

5.358 

Fresh 

Non-command 

Non-command 

Limestone 

1.259 

4.13 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.04 

0.000 

0.20 

0.14 







Non-command 

Deccan Traps 

2.257 

4.13 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.15 

0.05 

0.000 

0.35 

0.25 


Prahladpura 

0832000204020400 

5.539 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.539 

5.13 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.30 

0.44 

0.06 

0.007 

0.86 

0.60 


Prempura @ Laxmipura 

0832000203997100 

2.314 

Fresh 

Non-command 

Non-command 

Limestone 

0.549 

6.30 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.07 

0.02 

0.000 

0.20 

0.13 







Non-command 

Bhander Sandstone 

0.003 

6.30 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Pura 

0832000204006300 

2.965 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.925 

4.64 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.11 

0.16 

0.10 

0.000 

0.55 

0.37 







Non-command 

Bhander Sandstone 

1.040 

4.64 

0.010 

0.02 

0.01 

0.00 

0.00 

0.00 

0.06 

0.09 

0.08 

0.000 

0.30 

0.20 


Raghunathpura 

0832000604097500 

4.507 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.441 

5.00 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.14 

0.15 

0.002 

0.28 

0.20 


Raipur 

0832000204001800 

3.015 

Fresh 

Non-command 

Non-command 

Limestone 

2.989 

6.49 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.22 

0.38 

0.13 

0.000 

0.85 

0.50 



0832000604097600 

9.013 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.263 

5.88 

0.010 

0.10 

0.01 

0.00 

0.00 

0.00 

0.22 

0.30 

0.38 

0.003 

0.22 

0.16 


Rajpura 

0832000203996600 

14.145 

Fresh 

Non-command 

Non-command 

Limestone 

3.272 

4.62 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.22 

0.00 

0.000 

0.19 

0.13 







Non-command 

Bhander Sandstone 

1.496 

4.62 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.10 

0.00 

0.000 

0.09 

0.06 



0832000204020300 

2.880 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.880 

3.95 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.16 

0.00 

0.004 

0.85 

0.59 



0832000204021300 

1.415 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.415 

4.13 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.12 

0.17 

0.002 

0.86 

0.62 


Ralayta 

0832000204001700 

8.418 

Fresh 

Non-command 

Non-command 

Limestone 

8.418 

6.41 

0.010 

0.14 

0.02 

0.00 

0.00 

0.01 

0.65 

1.15 

0.56 

0.000 

0.86 

0.49 


Ralayti 

0832000204001900 

3.672 

Fresh 

Non-command 

Non-command 

Limestone 

3.152 

5.44 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.21 

0.36 

0.22 

0.000 

0.74 

0.43 







Non-command 

Deccan Traps 

0.228 

5.44 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.000 

0.05 

0.03 


Ramniwas 

0832000204021600 

1.554 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.343 

3.31 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.10 

0.000 

0.19 

0.14 


Rampuriya 

0832000604097200 

5.469 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.469 

4.94 

0.010 

0.08 

0.01 

0.00 

0.00 

0.00 

0.34 

0.48 

0.30 

0.008 

0.87 

0.60 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.05 

0.00 

1,801.51 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.011 

556.00 

Over Exploited 



0.05 

0.04 

315.26 

0.05 

0.01 

0.06 

0.04 

0.56 

- 

0.0200 

- 

- 

0.012 

0.032 

0.032 

0.094 

0.005 

0.089 

0.097 

108.57 

Over Exploited 

Koli 

083200020402090C 

0.05 

0.08 

135.95 

0.10 

0.01 

0.11 

0.06 

0.91 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.138 

0.007 

0.132 

0.158 

120.49 

Over Exploited 


0832000204025600 

0.05 

0.02 

571.35 

0.02 

0.00 

0.02 

0.02 

0.26 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.046 

0.002 

0.043 

0.110 

253.98 

Over Exploited 

Kotghati 

0832000204000300 

0.05 

0.02 

137.51 

0.03 

0.01 

0.03 

0.06 

0.91 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.041 

0.002 

0.039 

- 

- 

Safe 

Kothla Ghati 

0832000203996800 

0.05 

0.00 

500.95 

0.00 

0.00 

0.00 

0.02 

0.22 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.008 

0.000 

0.008 

- 

- 

Safe 

Kotra Kunja 

0832000204024700 

0.05 

0.06 

114.95 

0.08 

0.00 

0.08 

0.04 

0.61 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.093 

0.005 

0.088 

0.051 

57.87 

Safe 

Kundbari 

0832000204012500 

0.05 

0.03 

100.44 

0.04 

- 

0.04 

0.06 

0.87 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.048 

0.002 

0.045 

0.038 

84.15 

Semi Critical 

Kuwabhao @ Bhopatpura 

0832000204007100 

0.05 

0.01 

1,253.93 

0.01 

- 

0.01 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.016 

0.029 

186.15 

Over Exploited 

Lakshmi Pura 

0832000204024200 

0.05 

0.07 

42.30 

0.09 

0.05 

0.14 

0.06 

0.93 

- 

0.0300 

- 

- 

0.055 

0.085 

0.085 

0.221 

0.011 

0.210 

0.182 

86.74 

Semi Critical 

Lalya Kheri 

0832000204024000 

0.05 

0.05 

200.51 

0.06 

0.01 

0.07 

0.05 

0.83 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.124 

0.006 

0.118 

0.278 

235.50 

Over Exploited 

Madhopur 

0832000204005200 

0.05 

0.13 

57.48 

0.16 

0.01 

0.17 

0.06 

0.92 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.203 

0.010 

0.193 

0.137 

70.90 

Semi Critical 

Malipura 

0832000204005500 

0.05 

0.09 

96.89 

0.10 

0.00 

0.11 

0.06 

0.92 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.118 

0.006 

0.112 

0.040 

35.65 

Safe 

Manda 

0832000204010900 

0.05 

0.16 

180.14 

0.19 

0.02 

0.22 

0.06 

0.86 

- 

0.1100 

- 

- 

0.006 

0.117 

0.117 

0.335 

0.017 

0.318 

0.604 

190.06 

Over Exploited 

Mandawar 

0832000204000400 

0.05 

0.04 

960.90 

0.04 

0.01 

0.05 

0.02 

0.27 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.093 

0.005 

0.088 

0.216 

244.17 

Over Exploited 



0.05 

0.06 

724.85 

0.07 

0.01 

0.08 

0.02 

0.33 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.107 

0.005 

0.102 

0.183 

180.11 

Over Exploited 

Mangal 

0832000204009200 

0.05 

0.16 

19.09 

0.19 

0.01 

0.20 

0.06 

0.92 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.225 

0.011 

0.214 

0.103 

48.10 

Safe 

Manpura 

0832000203999600 

0.05 

0.06 

54.28 

0.07 

0.01 

0.08 

0.06 

0.88 

- 

- 

- 

- 

0.012 

0.012 

0.012 

0.092 

0.005 

0.088 

- 

- 

Safe 


0832000204019200 

0.05 

0.00 

1,814.75 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.006 

938.40 

Over Exploited 

Mokhampura 

0832000204007900 

0.05 

0.00 

2,453.49 

0.00 

0.00 

0.00 

0.01 

0.15 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.011 

0.001 

0.011 

0.027 

254.03 

Over Exploited 



0.05 

0.00 

2,397.74 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

13,942.70 

Over Exploited 

Molakya Kalan 

0832000204027900 

0.05 

0.00 

120,251.82 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Moondaliya Kheri 

0832000204004600 

0.05 

0.00 

704.53 

0.00 

0.00 

0.00 

0.01 

0.11 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.010 

0.000 

0.009 

0.014 

153.64 

Over Exploited 



0.05 

0.07 

59.10 

0.09 

0.02 

0.11 

0.06 

0.82 

- 

0.0200 

- 

- 

0.016 

0.037 

0.037 

0.146 

0.007 

0.139 

0.086 

61.93 

Safe 

Moondla Khera 

0832000204005000 

0.05 

0.04 

136.07 

0.04 

0.00 

0.04 

0.05 

0.64 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.055 

0.003 

0.052 

0.079 

151.16 

Over Exploited 



0.05 

0.01 

494.79 

0.01 

- 

0.01 

0.02 

0.28 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.007 

0.022 

298.14 

Over Exploited 

Mori 

0832000204013100 

0.05 

0.00 

1,063.79 

0.00 

0.01 

0.02 

0.01 

0.18 

- 

0.0200 

- 

- 

0.007 

0.027 

0.027 

0.045 

0.002 

0.043 

0.124 

287.58 

Over Exploited 

Moriya Kheri 

0832000204008600 

0.05 

0.02 

140.60 

0.03 

0.01 

0.04 

0.06 

0.92 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.055 

0.003 

0.052 

0.086 

163.89 

Over Exploited 

Moti Pura 

0832000204002600 

0.05 

0.00 

103,896.57 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 

Motya Doongri 

0832000204012400 

0.05 

0.08 

60.03 

0.09 

- 

0.09 

0.06 

0.91 

- 

- 

- 

- 

- 

- 

- 

0.091 

0.005 

0.087 

0.016 

18.47 

Safe 

Munderi 

0832000204001300 

0.05 

0.03 

250.32 

0.04 

0.00 

0.04 

0.04 

0.60 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.055 

0.003 

0.052 

0.054 

103.20 

Over Exploited 



0.05 

0.01 

627.85 

0.01 

0.00 

0.01 

0.02 

0.32 

- 

0.0100 

- 

- 

0.001 

0.012 

0.012 

0.024 

0.001 

0.023 

0.029 

127.33 

Over Exploited 

Nahardi 

0832000204011900 

0.05 

0.11 

32.93 

0.13 

0.01 

0.14 

0.06 

0.92 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.172 

0.009 

0.164 

0.184 

112.51 

Over Exploited 

Napanya Goojaran 

0832000204020700 

0.05 

0.11 

105.56 

0.13 

0.01 

0.14 

0.06 

0.93 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.171 

0.009 

0.163 

0.147 

90.42 

Critical 

Narayan Khera 

0832000204004300 

0.05 

0.10 

(35.24) 

0.08 

0.03 

0.11 

0.06 

0.85 

- 

- 

- 

- 

0.041 

0.041 

0.041 

0.149 

0.007 

0.142 

0.022 

15.52 

Safe 

Nasirabad 

0832000204020500 

0.05 

0.24 

147.87 

0.29 

0.03 

0.31 

0.06 

0.93 

- 

0.0500 

- 

- 

0.008 

0.058 

0.058 

0.370 

0.018 

0.351 

0.493 

140.34 

Over Exploited 

Nayapura 

0832000204011000 

0.05 

0.14 

151.81 

0.17 

0.01 

0.18 

0.07 

0.92 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.248 

0.012 

0.236 

0.373 

158.12 

Over Exploited 

Neemoda 

0832000204003000 

0.05 

0.16 

57.92 

0.19 

0.01 

0.21 

0.07 

0.93 

- 

0.0400 

- 

- 

0.006 

0.046 

0.046 

0.252 

0.013 

0.240 

0.232 

96.78 

Critical 

Nolav 

0832000203996900 

0.05 

0.05 

324.60 

0.06 

- 

0.06 

0.03 

0.48 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.075 

0.004 

0.071 

0.050 

70.47 

Semi Critical 



0.05 

0.00 

5,004.10 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

1,899.45 

Over Exploited 

Padalya Kulmi 

0832000204019400 

0.05 

0.06 

301.29 

0.07 

0.02 

0.09 

0.06 

0.90 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.193 

0.010 

0.183 

0.554 

302.51 

Over Exploited 

PalKhanda 

0832000604096900 

0.06 

0.06 

171.58 

0.07 

0.02 

0.09 

0.05 

0.67 

- 

0.0200 

- 

- 

0.010 

0.030 

0.030 

0.115 

0.006 

0.110 

0.213 

194.41 

Over Exploited 

Panchapura 

0832000203999500 

0.05 

0.04 

105.16 

0.04 

0.00 

0.05 

0.05 

0.77 

- 

- 

- 

- 

0.001 

0.002 

0.002 

0.047 

0.002 

0.044 

- 

- 

Safe 

Pandki 

0832000204021400 

0.05 

0.06 

38.04 

0.08 

0.02 

0.09 

0.06 

0.93 

- 

0.0100 

- 

- 

0.026 

0.036 

0.036 

0.130 

0.006 

0.123 

0.068 

55.06 

Safe 

Panwasa 

0832000204007800 

0.05 

0.00 

(260.16) 

0.00 

0.02 

0.03 

0.00 

0.07 

- 

0.0100 

- 

- 

0.037 

0.047 

0.047 

0.072 

0.004 

0.068 

0.032 

46.74 

Safe 

Peepalya Talab 

0832000204020000 

0.05 

0.06 

101.49 

0.08 

0.01 

0.09 

0.06 

0.91 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.105 

0.005 

0.100 

0.134 

134.05 

Over Exploited 

Peeplya Sarhad 

0832000204006400 

0.05 

0.14 

66.73 

0.17 

0.01 

0.18 

0.06 

0.91 

- 

0.0200 

- 

- 

0.007 

0.027 

0.027 

0.208 

0.010 

0.198 

0.092 

46.52 

Safe 



0.05 

0.00 

105,524.36 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 

Piplod 

0832000204012100 

0.05 

0.28 

46.91 

0.34 

0.04 

0.38 

0.06 

0.92 

- 

0.1200 

- 

- 

0.001 

0.121 

0.121 

0.500 

0.025 

0.475 

0.659 

138.79 

Over Exploited 

Pirathvi Pura 

0832000204006900 

0.05 

0.01 

611.05 

0.01 

- 

0.01 

0.01 

0.21 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.025 

0.001 

0.024 

0.036 

152.49 

Over Exploited 



0.05 

0.04 

268.88 

0.05 

- 

0.05 

0.03 

0.38 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.058 

0.003 

0.055 

0.054 

98.48 

Critical 

Prahladpura 

0832000204020400 

0.05 

0.24 

83.91 

0.28 

0.00 

0.28 

0.06 

0.92 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.295 

0.015 

0.281 

0.067 

23.94 

Safe 

Prempura @ Laxmipura 

0832000203997100 

0.05 

0.01 

1,142.03 

0.01 

- 

0.01 

0.02 

0.22 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.006 

0.022 

349.40 

Over Exploited 



0.05 

0.00 

245,158.72 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 

Pura 

0832000204006300 

0.05 

0.05 

197.20 

0.06 

0.01 

0.08 

0.04 

0.59 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.099 

0.005 

0.094 

0.102 

108.37 

Over Exploited 



0.05 

0.02 

453.03 

0.02 

0.01 

0.03 

0.02 

0.32 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.049 

0.002 

0.046 

0.083 

179.87 

Over Exploited 

Raghunathpura 

0832000604097500 

0.06 

0.02 

495.31 

0.03 

0.01 

0.04 

0.02 

0.30 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.069 

0.003 

0.066 

0.154 

234.63 

Over Exploited 

Raipur 

0832000204001800 

0.05 

0.13 

200.54 

0.15 

- 

0.15 

0.07 

0.92 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.173 

0.009 

0.164 

0.133 

80.90 

Semi Critical 


0832000604097600 

0.06 

0.03 

896.26 

0.04 

0.01 

0.05 

0.02 

0.24 

- 

0.0700 

- 

- 

0.005 

0.075 

0.075 

0.125 

0.006 

0.119 

0.379 

319.12 

Over Exploited 

Raj pura 

0832000203996600 

0.05 

0.03 

610.43 

0.04 

- 

0.04 

0.01 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.038 

0.002 

0.036 

- 

- 

Safe 



0.05 

0.00 

12,305.16 

0.01 

- 

0.01 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

- 

- 

Safe 


0832000204020300 

0.05 

0.12 

31.17 

0.15 

0.00 

0.15 

0.06 

0.91 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.155 

0.008 

0.147 

0.004 

2.53 

Safe 


0832000204021300 

0.05 

0.06 

99.12 

0.07 

0.01 

0.08 

0.06 

0.92 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.117 

0.006 

0.111 

0.170 

153.29 

Over Exploited 

Ralayta 

0832000204001700 

0.05 

0.36 

215.78 

0.44 

0.03 

0.46 

0.07 

0.93 

- 

0.1100 

- 

- 

0.010 

0.120 

0.120 

0.582 

0.029 

0.552 

0.562 

101.73 

Over Exploited 

Ralayti 

0832000204001900 

0.05 

0.12 

211.13 

0.14 

0.01 

0.15 

0.06 

0.80 

- 

0.0400 

- 

- 

0.002 

0.042 

0.042 

0.194 

0.010 

0.184 

0.219 

118.93 

Over Exploited 



0.05 

0.00 

3,408.46 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.011 

1,581.94 

Over Exploited 

Ramniwas 

0832000204021600 

0.05 

0.00 

1,231.04 

0.00 

0.00 

0.00 

0.01 

0.20 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.024 

0.001 

0.023 

0.096 

424.50 

Over Exploited 

Rampuriya 

0832000604097200 

0.06 

0.28 

69.71 

0.34 

0.01 

0.36 

0.06 

0.93 

- 

0.0600 

- 

- 

0.007 

0.067 

0.067 

0.423 

0.021 

0.402 

0.310 

77.03 

Semi Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Ramri 

083200020400610C 

2.755 

Fresh 

Non-command 

Non-command 

Limestone 

0.000 

5.22 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Deccan Traps 

1.519 

5.22 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.12 

0.18 

0.19 

0.000 

0.47 

0.32 







Non-command 

Bhander Sandstone 

1.236 

5.22 

0.010 

0.05 

0.01 

0.00 

0.00 

0.02 

0.08 

0.12 

0.21 

0.000 

0.38 

0.26 


Ratlai 

0832000204023600 

6.406 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.004 

3.24 

0.010 

0.06 

0.01 

0.00 

0.00 

0.01 

0.08 

0.10 

0.25 

0.001 

0.14 

0.10 


Rawal 

0832000604097400 

4.225 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.184 

5.34 

0.010 

0.08 

0.01 

0.00 

0.00 

0.00 

0.29 

0.41 

0.30 

0.006 

0.87 

0.63 


Reechhwa 

0832000204020100 

6.080 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.080 

4.49 

0.010 

0.13 

0.03 

0.00 

0.00 

0.01 

0.36 

0.52 

0.53 

0.008 

0.85 

0.59 


Reejoda 

0832000204019800 

4.462 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.458 

4.37 

0.010 

0.03 

0.01 

0.00 

0.00 

0.01 

0.21 

0.29 

0.11 

0.006 

0.84 

0.60 


Reejon 

0832000204023800 

3.336 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.086 

4.23 

0.010 

0.13 

0.02 

0.00 

0.00 

0.00 

0.19 

0.27 

0.50 

0.003 

0.56 

0.41 


Rooparel 

0832000204008700 

2.456 

Fresh 

Non-command 

Non-command 

Limestone 

0.106 

5.72 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.04 

0.03 







Non-command 

Deccan Traps 

2.351 

5.72 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.15 

0.22 

0.14 

0.000 

0.81 

0.56 


Rundlao 

0832000204009700 

3.990 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.021 

2.54 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 


Salawad 

0832000204024600 

3.888 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.888 

4.02 

0.010 

0.25 

0.04 

0.00 

0.00 

0.00 

0.36 

0.50 

0.98 

0.005 

0.89 

0.65 


Salri 

0832000604097000 

7.649 

Fresh 

Non-command 

Non-command 

Deccan Traps 

7.519 

4.81 

0.010 

0.29 

0.04 

0.00 

0.00 

0.02 

0.60 

0.88 

1.16 

0.010 

0.85 

0.58 


Salriya 

0832000204004500 

2.660 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.660 

2.73 

0.010 

0.09 

0.02 

0.00 

0.00 

0.00 

0.14 

0.23 

0.35 

0.000 

0.86 

0.54 


Samiya 

0832000604096200 

5.344 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.001 

3.36 

0.010 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

-0.01 

0.00 

0.000 

0.00 

0.00 


Sanwalpura 

0832000204025700 

2.463 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.384 

3.25 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.04 

0.000 

0.14 

0.10 


Saranga Khera 

0832000204009300 

2.900 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.900 

3.14 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.18 

0.15 

0.000 

0.86 

0.57 


Sarawan 

0832000204010700 

4.086 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.318 

5.17 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.23 

0.11 

0.000 

0.49 

0.32 


Sekhla 

0832000204008500 

3.738 

Fresh 

Non-command 

Non-command 

Limestone 

1.477 

4.84 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.13 

0.07 

0.000 

0.33 

0.23 







Non-command 

Deccan Traps 

0.274 

4.84 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.000 

0.06 

0.04 







Non-command 

Bhander Sandstone 

1.987 

4.84 

0.010 

0.02 

0.01 

0.00 

0.00 

0.01 

0.10 

0.15 

0.08 

0.000 

0.45 

0.31 


Semli 

0832000204009500 

3.548 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.351 

2.99 

0.010 

0.05 

0.01 

0.00 

0.00 

0.01 

0.13 

0.21 

0.18 

0.000 

0.81 

0.53 


Semli Kalan 

0832000204019300 

3.343 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.786 

3.49 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.12 

0.001 

0.20 

0.14 


Semli Kalyan 

0832000604097100 

2.315 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.315 

4.84 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.18 

0.03 

0.003 

0.86 

0.59 


Semli Noabad 

0832000204013000 

1.631 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.622 

3.16 

0.010 

0.02 

0.01 

0.00 

0.00 

0.00 

0.06 

0.09 

0.09 

0.000 

0.83 

0.60 


Semli Patpariya 

0832000204001200 

1.784 

Fresh 

Non-command 

Non-command 

Limestone 

0.688 

6.04 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.08 

0.03 

0.000 

0.33 

0.21 







Non-command 

Bhander Sandstone 

1.095 

6.04 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.12 

0.04 

0.000 

0.53 

0.34 


Shyampura 

0832000204010600 

4.030 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.557 

4.94 

0.010 

0.11 

0.02 

0.00 

0.00 

0.00 

0.22 

0.33 

0.42 

0.000 

0.54 

0.36 


Shyopur 

0832000204009400 

3.217 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.217 

3.38 

0.010 

0.04 

0.01 

0.00 

0.00 

0.01 

0.13 

0.19 

0.16 

0.000 

0.86 

0.57 


Singhaniya 

0832000204002100 

2.936 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.093 

4.22 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.000 

0.03 

0.02 


Soori 

0832000204024100 

1.021 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.021 

4.10 

0.010 

0.08 

0.01 

0.00 

0.00 

0.01 

0.11 

0.15 

0.32 

0.001 

0.88 

0.64 


Soyli 

0832000604096700 

5.096 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.620 

4.22 

0.010 

0.03 

0.00 

0.00 

0.00 

0.01 

0.13 

0.19 

0.11 

0.004 

0.44 

0.30 


Teetarwasa 

0832000204009800 

8.183 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.924 

5.07 

0.010 

0.21 

0.03 

0.00 

0.00 

0.01 

0.52 

0.80 

0.83 

0.000 

0.72 

0.47 


Teetri 

0832000204010800 

2.787 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.787 

5.82 

0.010 

0.09 

0.01 

0.00 

0.00 

0.00 

0.24 

0.37 

0.37 

0.000 

0.86 

0.56 


Telya Kheri 

0832000204008200 

2.198 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.172 

4.77 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.15 

0.22 

0.23 

0.000 

0.83 

0.58 







Non-command 

Bhander Sandstone 

0.025 

4.77 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Titoriya 

0832000204024500 

1.703 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.703 

4.09 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.11 

0.15 

0.18 

0.002 

0.88 

0.64 


Tol Khera 

0832000204011600 

5.581 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.581 

2.84 

0.010 

0.04 

0.01 

0.00 

0.00 

0.02 

0.17 

0.25 

0.17 

0.000 

0.86 

0.58 


Toongani 

0832000204007700 

2.694 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.319 

4.06 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.12 

0.12 

0.000 

0.41 

0.29 


Uakhli 

0832000204024900 

1.568 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.040 

3.85 

0.010 

0.09 

0.01 

0.00 

0.00 

0.00 

0.12 

0.16 

0.37 

0.001 

0.59 

0.43 


Undal 

0832000204002700 

4.819 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.973 

3.75 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.28 

0.10 

0.000 

0.71 

0.42 


Wajind Pura 

0832000204019500 

2.896 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.780 

3.78 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.12 

0.09 

0.002 

0.51 

0.37 

08004036 

Ada Kheri 

0832000604114200 

4.776 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.856 

2.78 

0.010 

0.02 

0.01 

0.00 

0.00 

0.01 

0.05 

0.07 

0.09 

0.003 

0.35 

0.26 


Alipur 

0832000604115900 

4.326 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.973 

3.31 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.10 

0.02 

0.003 

0.41 

0.29 


Amjhar Kalan 

0832000204033700 

0.754 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.754 

6.41 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.12 

0.18 

0.001 

0.90 

0.66 


Amjhar Khurd 

0832000204033500 

1.403 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.403 

5.97 

0.010 

0.07 

0.01 

0.00 

0.00 

0.00 

0.14 

0.19 

0.29 

0.002 

0.90 

0.66 


Asandiya 

0832000604100700 

1.918 

Fresh 

Chauli 

Command 

Deccan Traps 

1.918 

2.41 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.12 

0.20 

0.003 

0.90 

0.66 


Azampur 

0832000604098500 

5.646 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.600 

2.60 

0.010 

0.35 

0.09 

0.00 

0.00 

0.00 

0.40 

0.58 

1.37 

0.008 

0.86 

0.60 


Bajrangpura 

0832000604098300 

1.406 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.066 

5.11 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.04 

0.03 






Chauli 

Command 

Deccan Traps 

1.340 

5.11 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.12 

0.07 

0.002 

0.84 

0.60 


Bakani 

0832000243203000 

5.748 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.748 

5.30 

0.010 

0.49 

0.05 

0.00 

0.00 

0.00 

0.74 

1.01 

1.24 

0.531 

0.90 

0.66 


Banjari 

0832000604108600 

2.849 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.319 

6.95 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.000 

0.10 

0.07 


Banor 

0832000604105000 

6.842 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.682 

1.71 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.08 

0.17 

0.002 

0.22 

0.16 






Chauli 

Command 

Deccan Traps 

5.160 

1.71 

0.010 

0.13 

0.03 

0.00 

0.00 

0.00 

0.19 

0.26 

0.51 

0.007 

0.68 

0.49 


Bans Khoyara 

0832000204031500 

1.628 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.628 

3.99 

0.010 

0.02 

0.01 

0.00 

0.00 

0.00 

0.07 

0.10 

0.10 

0.002 

0.90 

0.66 


Baray 

0832000204032800 

8.913 

Fresh 

Non-command 

Non-command 

Deccan Traps 

8.913 

6.26 

0.010 

0.41 

0.06 

0.00 

0.00 

0.01 

0.90 

1.23 

1.61 

0.012 

0.90 

0.66 


Barkhera Kalan 

0832000204033200 

2.638 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.638 

6.67 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.21 

0.29 

0.20 

0.003 

0.90 

0.66 


Barkhera Khurd 

0832000204033300 

1.192 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.192 

6.67 

0.010 

0.16 

0.02 

0.00 

0.00 

0.00 

0.22 

0.30 

0.62 

0.002 

0.90 

0.66 


Barkheri Jadeed 

0832000604098700 

4.419 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.182 

3.65 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.01 

0.002 

0.23 

0.16 


Bhandar 

0832000604101300 

3.539 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.306 

2.32 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.12 

0.16 

0.21 

0.005 

0.83 

0.60 






Chauli 

Command 

Deccan Traps 

0.083 

2.32 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.02 


Bhanpura 

0832000204031900 

2.184 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.184 

4.93 

0.010 

0.08 

0.01 

0.00 

0.00 

0.00 

0.18 

0.24 

0.31 

0.003 

0.90 

0.66 


Bhat Khera 

0832000604101400 

1.173 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.082 

2.03 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.06 

0.05 






Chauli 

Command 

Deccan Traps 

1.091 

2.03 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.002 

0.83 

0.60 


Bhojia Kheri 

0832000204025100 

0.517 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.399 

4.51 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.05 

0.001 

0.69 

0.50 


Bhumara 

0832000204028600 

10.585 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.364 

5.60 

0.010 

0.08 

0.01 

0.00 

0.00 

0.00 

0.43 

0.58 

0.30 

0.008 

0.54 

0.40 






Chauli 

Command 

Deccan Traps 

3.979 

5.60 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.26 

0.36 

0.19 

0.005 

0.34 

0.25 


Bhumari 

0832000204028500 

2.992 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.358 

5.55 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.16 

0.22 

0.14 

0.003 

0.71 

0.52 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Ramri 

0832000204006100 

0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.05 

0.04 

398.37 

0.04 

0.01 

0.05 

0.04 

0.51 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.093 

0.005 

0.088 

0.189 

214.25 

Over Exploited 



0.05 

0.02 

410.76 

0.03 

0.03 

0.06 

0.03 

0.41 

- 

0.0400 

- 

- 

0.035 

0.075 

0.075 

0.137 

0.007 

0.130 

0.205 

157.10 

Over Exploited 

Ratlai 

0832000204023600 

0.05 

0.01 

1,431.77 

0.01 

0.02 

0.02 

0.01 

0.15 

- 

0.0500 

- 

- 

0.010 

0.060 

0.060 

0.085 

0.004 

0.080 

0.247 

307.96 

Over Exploited 

Rawal 

0832000604097400 

0.06 

0.22 

85.97 

0.26 

0.01 

0.27 

0.06 

0.94 

- 

0.0600 

- 

- 

0.002 

0.062 

0.062 

0.336 

0.017 

0.319 

0.310 

97.11 

Critical 

Reechhwa 

0832000204020100 

0.05 

0.26 

100.44 

0.31 

0.04 

0.35 

0.06 

0.91 

- 

0.1000 

- 

- 

0.021 

0.122 

0.122 

0.475 

0.024 

0.451 

0.536 

118.79 

Over Exploited 

Reejoda 

0832000204019800 

0.05 

0.19 

54.75 

0.22 

0.02 

0.24 

0.06 

0.90 

- 

0.0200 

- 

- 

0.014 

0.034 

0.034 

0.279 

0.014 

0.265 

0.120 

45.27 

Safe 

Reejon 

0832000204023800 

0.05 

0.06 

358.45 

0.07 

0.02 

0.09 

0.04 

0.60 

- 

0.0900 

- 

- 

0.005 

0.095 

0.095 

0.188 

0.009 

0.179 

0.507 

283.21 

Over Exploited 

Rooparel 

0832000204008700 

0.05 

0.00 

4,452.89 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

3,176.86 

Over Exploited 



0.05 

0.10 

134.07 

0.11 

0.01 

0.13 

0.06 

0.87 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.158 

0.008 

0.150 

0.135 

89.79 

Semi Critical 

Rundlao 

0832000204009700 

0.05 

0.00 

(94,537.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.008 

0.000 

0.008 

0.005 

62.07 

Safe 

Salawad 

0832000204024600 

0.05 

0.17 

190.50 

0.21 

0.04 

0.25 

0.06 

0.95 

- 

0.1100 

- 

- 

0.002 

0.112 

0.112 

0.361 

0.018 

0.343 

0.989 

288.70 

Over Exploited 

Salri 

0832000604097000 

0.06 

0.38 

129.88 

0.46 

0.06 

0.51 

0.06 

0.91 

- 

0.1300 

- 

- 

0.023 

0.153 

0.153 

0.666 

0.033 

0.633 

1.167 

184.41 

Over Exploited 

Salriya 

0832000204004500 

0.05 

0.11 

99.41 

0.14 

0.02 

0.16 

0.07 

0.92 

- 

0.0700 

- 

- 

0.000 

0.070 

0.070 

0.227 

0.011 

0.216 

0.351 

162.50 

Over Exploited 

Samiya 

0832000604096200 

0.06 

0.00 

########## 

0.00 

0.01 

0.01 

0.00 

0.00 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.015 

0.001 

0.014 

0.000 

0.01 

Safe 

Sanwalpura 

0832000204025700 

0.05 

0.00 

1,050.56 

0.00 

0.00 

0.00 

0.01 

0.15 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.014 

0.001 

0.013 

0.042 

323.03 

Over Exploited 

Saranga Khera 

0832000204009300 

0.05 

0.12 

46.45 

0.15 

0.01 

0.16 

0.07 

0.92 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.179 

0.009 

0.170 

0.146 

85.87 

Semi Critical 

Sarawan 

0832000204010700 

0.05 

0.06 

303.60 

0.07 

0.00 

0.07 

0.04 

0.52 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.092 

0.005 

0.087 

0.108 

123.50 

Over Exploited 

Sekhla 

0832000204008500 

0.05 

0.02 

438.91 

0.03 

- 

0.03 

0.03 

0.36 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.040 

0.002 

0.038 

0.069 

183.34 

Over Exploited 



0.05 

0.00 

2,171.88 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.005 

516.29 

Over Exploited 



0.05 

0.04 

226.97 

0.05 

0.02 

0.07 

0.03 

0.48 

- 

0.0200 

- 

- 

0.009 

0.029 

0.029 

0.098 

0.005 

0.093 

0.083 

89.35 

Semi Critical 

Semli 

0832000204009500 

0.05 

0.14 

53.07 

0.16 

0.02 

0.18 

0.06 

0.87 

- 

0.0200 

- 

- 

0.008 

0.028 

0.028 

0.206 

0.010 

0.196 

0.184 

93.84 

Critical 

Semli Kalan 

0832000204019300 

0.05 

0.01 

931.33 

0.01 

- 

0.01 

0.01 

0.21 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.029 

0.001 

0.028 

0.121 

435.51 

Over Exploited 

Semli Kalyan 

0832000604097100 

0.06 

0.12 

49.35 

0.14 

0.00 

0.14 

0.06 

0.93 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.145 

0.007 

0.137 

0.035 

25.62 

Safe 

Semli Noabad 

0832000204013000 

0.05 

0.07 

26.78 

0.08 

0.01 

0.09 

0.06 

0.89 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.111 

0.006 

0.105 

0.092 

87.45 

Semi Critical 

Semli Patpariya 

0832000204001200 

0.05 

0.01 

607.61 

0.01 

0.00 

0.01 

0.03 

0.36 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.024 

0.001 

0.023 

0.029 

126.14 

Over Exploited 



0.05 

0.03 

306.20 

0.03 

0.00 

0.04 

0.04 

0.57 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.048 

0.002 

0.046 

0.043 

93.46 

Critical 

Shyampura 

0832000204010600 

0.05 

0.07 

373.60 

0.08 

0.02 

0.10 

0.04 

0.58 

- 

0.0800 

- 

- 

0.000 

0.080 

0.080 

0.184 

0.009 

0.174 

0.421 

241.42 

Over Exploited 

Shyopur 

0832000204009400 

0.05 

0.14 

37.17 

0.17 

0.02 

0.19 

0.07 

0.92 

- 

0.0300 

- 

- 

0.019 

0.049 

0.049 

0.238 

0.012 

0.226 

0.162 

71.78 

Semi Critical 

Singhaniya 

0832000204002100 

0.05 

0.00 

5,076.88 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

7,568.54 

Over Exploited 

Soori 

0832000204024100 

0.05 

0.04 

228.05 

0.05 

0.02 

0.07 

0.06 

0.94 

- 

0.0600 

- 

- 

0.008 

0.068 

0.068 

0.137 

0.007 

0.130 

0.325 

250.20 

Over Exploited 

Soyli 

0832000604096700 

0.06 

0.07 

175.13 

0.08 

0.01 

0.09 

0.03 

0.48 

- 

0.0200 

- 

- 

0.015 

0.035 

0.035 

0.129 

0.006 

0.123 

0.110 

89.29 

Semi Critical 

Teetarwasa 

0832000204009800 

0.05 

0.25 

219.81 

0.30 

0.04 

0.34 

0.06 

0.78 

- 

0.0900 

- 

- 

0.013 

0.103 

0.103 

0.443 

0.022 

0.421 

0.826 

196.37 

Over Exploited 

Teetri 

0832000204010800 

0.05 

0.12 

208.09 

0.14 

0.01 

0.15 

0.07 

0.92 

- 

0.0700 

- 

- 

0.002 

0.072 

0.072 

0.226 

0.011 

0.215 

0.367 

170.66 

Over Exploited 

Telya Kheri 

0832000204008200 

0.05 

0.09 

140.78 

0.11 

0.01 

0.12 

0.06 

0.89 

- 

0.0400 

- 

- 

0.002 

0.042 

0.042 

0.162 

0.008 

0.154 

0.227 

147.65 

Over Exploited 



0.05 

0.00 

13,797.02 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 

Titoriya 

0832000204024500 

0.05 

0.08 

99.33 

0.09 

0.01 

0.10 

0.06 

0.95 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.123 

0.006 

0.117 

0.182 

155.33 

Over Exploited 

Tol Khera 

0832000204011600 

0.05 

0.24 

3.24 

0.25 

0.03 

0.28 

0.06 

0.92 

- 

0.0300 

- 

- 

0.034 

0.064 

0.064 

0.343 

0.017 

0.326 

0.167 

51.26 

Safe 

Toongani 

0832000204007700 

0.05 

0.03 

327.88 

0.03 

0.00 

0.03 

0.03 

0.44 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.055 

0.003 

0.052 

0.119 

227.21 

Over Exploited 

Uakhli 

0832000204024900 

0.05 

0.03 

432.73 

0.04 

0.01 

0.05 

0.04 

0.63 

- 

0.0400 

- 

- 

0.000 

0.040 

0.040 

0.087 

0.004 

0.083 

0.373 

450.16 

Over Exploited 

Undal 

0832000204002700 

0.05 

0.14 

97.63 

0.17 

0.00 

0.17 

0.05 

0.76 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.197 

0.010 

0.187 

0.097 

51.79 

Safe 

Wajind Pura 

0832000204019500 

0.05 

0.05 

164.24 

0.05 

- 

0.05 

0.04 

0.55 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.075 

0.004 

0.071 

0.092 

129.56 

Over Exploited 

Ada Kheri 

0832000604114200 

0.06 

0.04 

72.92 

0.05 

0.02 

0.07 

0.03 

0.38 

- 

0.0200 

- 

- 

0.018 

0.038 

0.038 

0.107 

0.005 

0.101 

0.095 

93.29 

Critical 

Alipur 

0832000604115900 

0.06 

0.05 

112.75 

0.06 

0.00 

0.06 

0.03 

0.44 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.061 

0.003 

0.058 

0.023 

39.29 

Safe 

Amjhar Kalan 

0832000204033700 

0.05 

0.03 

255.63 

0.04 

0.01 

0.05 

0.06 

0.96 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.081 

0.004 

0.077 

0.181 

236.38 

Over Exploited 

Amjhar Khurd 

0832000204033500 

0.05 

0.06 

206.30 

0.08 

0.01 

0.09 

0.06 

0.96 

- 

0.0600 

- 

- 

0.003 

0.063 

0.063 

0.151 

0.008 

0.144 

0.296 

206.02 

Over Exploited 

Asandiya 

0832000604100700 

0.06 

0.10 

14.09 

0.12 

0.01 

0.13 

0.06 

0.96 

- 

0.0400 

0.0287 

0.0346 

- 

0.103 

0.103 

0.231 

0.012 

0.219 

0.201 

91.44 

Critical 

Azampur 

0832000604098500 

0.06 

0.29 

99.44 

0.35 

0.09 

0.44 

0.06 

0.93 

- 

0.2600 

- 

- 

0.002 

0.262 

0.262 

0.701 

0.035 

0.666 

1.378 

207.01 

Over Exploited 

Bajrangpura 

0832000604098300 

0.06 

0.00 

2,770.85 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

3,799.57 

Over Exploited 



0.06 

0.07 

82.79 

0.08 

- 

0.08 

0.06 

0.90 

- 

0.0100 

0.0167 

0.0161 

- 

0.043 

0.043 

0.124 

0.006 

0.118 

0.075 

63.57 

Safe 

Bakani 

0832000243203000 

0.05 

0.26 

291.00 

0.31 

0.05 

0.36 

0.06 

0.96 

- 

0.1400 

- 

- 

0.004 

0.144 

0.144 

0.507 

0.025 

0.481 

1.773 

368.36 

Over Exploited 

Banjari 

0832000604108600 

0.06 

0.00 

1,898.75 

0.00 

0.00 

0.01 

0.01 

0.11 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.012 

0.001 

0.011 

0.020 

181.81 

Over Exploited 

Banor 

0832000604105000 

0.06 

0.02 

251.35 

0.03 

0.01 

0.04 

0.02 

0.24 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.071 

0.004 

0.067 

0.167 

249.61 

Over Exploited 



0.06 

0.21 

21.99 

0.25 

0.03 

0.28 

0.05 

0.73 

- 

0.1000 

0.0773 

0.0931 

0.002 

0.273 

0.273 

0.555 

0.028 

0.528 

0.519 

98.38 

Critical 

Bans Khoyara 

0832000204031500 

0.05 

0.07 

39.30 

0.09 

0.01 

0.10 

0.06 

0.96 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.118 

0.006 

0.112 

0.098 

87.42 

Semi Critical 

Baray 

0832000204032800 

0.05 

0.40 

207.05 

0.48 

0.07 

0.55 

0.06 

0.96 

- 

0.3000 

- 

- 

0.009 

0.309 

0.309 

0.855 

0.043 

0.812 

1.626 

200.20 

Over Exploited 

Barkhera Kalan 

0832000204033200 

0.05 

0.12 

146.98 

0.14 

0.01 

0.15 

0.06 

0.96 

- 

0.0400 

- 

- 

0.002 

0.042 

0.042 

0.195 

0.010 

0.185 

0.201 

108.92 

Over Exploited 

Barkhera Khurd 

0832000204033300 

0.05 

0.05 

458.79 

0.06 

0.02 

0.08 

0.06 

0.96 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

0.204 

0.010 

0.194 

0.626 

322.48 

Over Exploited 

Barkheri Jadeed 

0832000604098700 

0.06 

0.02 

271.94 

0.02 

0.00 

0.02 

0.02 

0.25 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.022 

0.001 

0.021 

0.009 

41.75 

Safe 

Bhandar 

0832000604101300 

0.06 

0.16 

(2.94) 

0.16 

0.01 

0.17 

0.06 

0.89 

- 

0.0400 

- 

- 

0.002 

0.042 

0.042 

0.213 

0.011 

0.202 

0.216 

106.58 

Over Exploited 



0.06 

0.00 

665.22 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

0.0012 

0.0015 

0.002 

0.005 

0.005 

0.006 

0.000 

0.006 

0.007 

121.82 

Over Exploited 

Bhanpura 

0832000204031900 

0.05 

0.10 

146.37 

0.12 

0.01 

0.13 

0.06 

0.96 

- 

0.0600 

- 

- 

0.000 

0.060 

0.060 

0.188 

0.009 

0.178 

0.309 

173.12 

Over Exploited 

Bhat Khera 

0832000604101400 

0.06 

0.00 

643.05 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.05 

(18.79) 

0.04 

- 

0.04 

0.06 

0.89 

- 

- 

0.0163 

0.0197 

- 

0.036 

0.036 

0.080 

0.004 

0.076 

0.022 

28.27 

Safe 

Bhojia Kheri 

0832000204025100 

0.05 

0.01 

179.48 

0.02 

- 

0.02 

0.05 

0.73 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.026 

0.001 

0.025 

0.055 

217.00 

Over Exploited 

Bhumara 

0832000204028600 

0.05 

0.17 

238.26 

0.21 

0.01 

0.22 

0.04 

0.58 

- 

0.0600 

- 

- 

0.001 

0.061 

0.061 

0.277 

0.014 

0.263 

0.308 

117.04 

Over Exploited 



0.05 

0.07 

433.03 

0.08 

0.01 

0.09 

0.02 

0.36 

- 

0.0300 

0.0497 

0.0478 

0.001 

0.128 

0.128 

0.219 

0.011 

0.208 

0.191 

91.74 

Critical 

Bhumari 

0832000204028500 

0.05 

0.08 

163.12 

0.10 

0.01 

0.11 

0.05 

0.75 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.130 

0.007 

0.124 

0.147 

118.77 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 






Chauli 

Command 

Deccan Traps 

0.633 

5.55 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.04 

0.001 

0.19 

0.14 


Bolya Bari 

0832000604115300 

5.025 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.159 

2.56 

0.010 

0.05 

0.01 

0.00 

0.00 

0.01 

0.12 

0.16 

0.20 

0.004 

0.57 

0.42 


Borband 

0832000604101100 

1.912 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.184 

2.51 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.000 

0.09 

0.06 






Chauli 

Command 

Deccan Traps 

1.728 

2.51 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.10 

0.14 

0.002 

0.81 

0.59 



0832000604104900 

6.274 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.592 

4.03 

0.010 

0.08 

0.02 

0.00 

0.00 

0.00 

0.28 

0.39 

0.30 

0.008 

0.80 

0.58 


Borjhari 

0832000204031300 

2.944 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.163 

4.51 

0.010 

0.05 

0.01 

0.00 

0.00 

0.01 

0.13 

0.18 

0.19 

0.003 

0.66 

0.48 


Bramhpura 

0832000204025500 

2.055 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.944 

4.87 

0.010 

0.11 

0.02 

0.00 

0.00 

0.01 

0.18 

0.24 

0.44 

0.003 

0.85 

0.62 


Chak Dewar No 2 

0832000204032500 

1.441 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.441 

5.24 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.13 

0.06 

0.002 

0.90 

0.66 


Chakdewar No. 1 

0832000204032300 

1.146 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.146 

5.22 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.01 

0.001 

0.90 

0.66 


Chanwli 

0832000604100600 

3.276 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.640 

3.52 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.04 

0.001 

0.18 

0.13 






Chauli 

Command 

Deccan Traps 

2.636 

3.52 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.17 

0.16 

0.004 

0.72 

0.53 


Chawandiya 

0832000604101600 

4.059 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.156 

2.16 

0.010 

0.07 

0.02 

0.00 

0.00 

0.00 

0.12 

0.16 

0.26 

0.004 

0.69 

0.50 






Chauli 

Command 

Deccan Traps 

0.903 

2.16 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.07 

0.001 

0.20 

0.14 


Danta 

0832000604114500 

10.633 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.467 

2.65 

0.010 

0.01 

0.00 

0.00 

0.00 

0.02 

0.00 

0.00 

0.04 

0.001 

0.04 

0.03 


Dantiya 

0832000204029600 

2.295 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.193 

4.72 

0.010 

0.11 

0.02 

0.00 

0.00 

0.00 

0.19 

0.26 

0.43 

0.003 

0.86 

0.63 


Daulat Pura 

0832000204034600 

1.979 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.095 

4.50 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.04 

0.03 


Daulatpura 

0832000604108900 

5.157 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.765 

5.57 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.22 

0.05 

0.004 

0.49 

0.36 


Deewal Khera 

0832000604100200 

4.373 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.659 

3.02 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.07 

0.001 

0.13 

0.10 






Chauli 

Command 

Deccan Traps 

3.714 

3.02 

0.010 

0.10 

0.03 

0.00 

0.00 

0.00 

0.18 

0.25 

0.41 

0.005 

0.76 

0.55 


Deochi 

0832000604113700 

5.109 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.109 

5.24 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.31 

0.42 

0.19 

0.007 

0.91 

0.66 


Deonagar 

0832000204029100 

3.028 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.028 

6.31 

0.010 

0.19 

0.03 

0.00 

0.00 

0.00 

0.35 

0.48 

0.76 

0.004 

0.90 

0.66 


Dewar 

0832000204032100 

2.204 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.204 

5.31 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.17 

0.05 

0.003 

0.90 

0.66 


Dhamaniya 

0832000604101200 

3.764 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.588 

2.47 

0.010 

0.07 

0.02 

0.00 

0.00 

0.00 

0.14 

0.19 

0.28 

0.005 

0.85 

0.61 






Chauli 

Command 

Deccan Traps 

0.174 

2.47 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.04 

0.03 


Dharoniya 

0832000604108800 

5.944 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.532 

6.78 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.06 

0.001 

0.08 

0.06 


Dharoo Kheri 

0832000604108500 

4.186 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.848 

5.81 

0.010 

0.02 

0.00 

0.00 

0.00 

0.02 

0.05 

0.07 

0.06 

0.001 

0.18 

0.13 


Diyadhari 

0832000204032900 

1.024 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.024 

6.66 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.12 

0.10 

0.001 

0.90 

0.66 


Dobra 

0832000604097900 

1.637 

Fresh 

Chauli 

Command 

Deccan Traps 

1.637 

3.33 

0.010 

0.14 

0.04 

0.00 

0.00 

0.00 

0.15 

0.21 

0.57 

0.002 

0.89 

0.64 


Dobri 

0832000604098000 

3.984 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.201 

2.86 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.05 

0.07 

0.10 

0.002 

0.27 

0.19 






Chauli 

Command 

Deccan Traps 

2.782 

2.86 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.13 

0.18 

0.22 

0.004 

0.62 

0.44 


Fatehgarh 

0832000604105300 

7.247 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.966 

0.94 

0.010 

0.11 

0.03 

0.00 

0.00 

0.00 

0.13 

0.18 

0.44 

0.008 

0.74 

0.54 






Chauli 

Command 

Deccan Traps 

1.282 

0.94 

0.010 

0.02 

0.01 

0.00 

0.00 

0.00 

0.02 

0.03 

0.09 

0.002 

0.16 

0.12 


Gadiya 

0832000604096500 

5.880 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.478 

3.73 

0.010 

0.01 

0.00 

0.00 

0.00 

0.01 

0.02 

0.03 

0.06 

0.001 

0.07 

0.05 


Ganesh Pura 

0832000204033600 

0.879 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.708 

4.83 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.09 

0.14 

0.001 

0.72 

0.53 


Ganeshpura 

0832000204025000 

3.145 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.074 

5.29 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.21 

0.29 

0.22 

0.004 

0.87 

0.64 


Gangpura @ Tumariya Kheri 

0832000204031400 

2.225 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.966 

4.50 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.05 

0.001 

0.39 

0.29 


Garwara 

0832000604100000 

2.332 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.582 

2.62 

0.010 

0.10 

0.02 

0.00 

0.00 

0.00 

0.12 

0.17 

0.39 

0.002 

0.60 

0.43 






Chauli 

Command 

Deccan Traps 

0.750 

2.62 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.06 

0.08 

0.20 

0.001 

0.28 

0.20 


Guradiya 

0832000604109000 

5.129 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.077 

5.13 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Hanotiya Dharoniya 

0832000604105500 

2.846 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.358 

2.31 

0.010 

0.01 

0.00 

0.00 

0.00 

0.08 

-0.06 

-0.08 

0.03 

0.000 

0.11 

0.08 


Hanotiya Dubaliya 

0832000604098800 

5.522 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.442 

2.66 

0.010 

0.15 

0.02 

0.00 

0.00 

0.01 

0.27 

0.38 

0.58 

0.008 

0.86 

0.61 


Haripura 

0832000204028200 

1.001 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.001 

6.10 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.11 

0.08 

0.001 

0.90 

0.66 


Harnawada Gaja 

0832000604116000 

10.512 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.984 

3.60 

0.010 

0.07 

0.01 

0.00 

0.00 

0.00 

0.16 

0.23 

0.27 

0.004 

0.25 

0.18 


Harnawda Peetha 

0832000604116100 

7.708 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.939 

3.51 

0.010 

0.07 

0.01 

0.00 

0.00 

0.00 

0.16 

0.22 

0.26 

0.004 

0.33 

0.24 


Himmatgarh 

0832000604105600 

7.973 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.963 

0.57 

0.010 

0.04 

0.01 

0.00 

0.00 

0.05 

0.01 

0.02 

0.16 

0.007 

0.56 

0.41 






Chauli 

Command 

Deccan Traps 

1.863 

0.57 

0.010 

0.01 

0.00 

0.00 

0.00 

0.05 

-0.02 

-0.03 

0.05 

0.003 

0.21 

0.15 


Jabarpura 

0832000204032400 

1.027 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.027 

5.14 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.00 

0.001 

0.90 

0.66 


Jagpura 

0832000204028300 

1.263 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.263 

5.80 

0.010 

0.08 

0.01 

0.00 

0.00 

0.00 

0.14 

0.20 

0.33 

0.002 

0.90 

0.66 


Jheejhaniya 

0832000204028100 

1.329 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.329 

6.70 

0.010 

0.12 

0.02 

0.00 

0.00 

0.00 

0.19 

0.26 

0.49 

0.002 

0.90 

0.66 


Jheekari 

0832000604100800 

5.493 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.895 

2.05 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.15 

0.11 






Chauli 

Command 

Deccan Traps 

4.597 

2.05 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.16 

0.07 

0.006 

0.75 

0.55 


Jheekariya 

0832000604101500 

3.835 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.810 

2.05 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.06 

0.08 

0.13 

0.003 

0.42 

0.31 






Chauli 

Command 

Deccan Traps 

2.025 

2.05 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.10 

0.15 

0.003 

0.47 

0.34 


Jheenta Pura 

0832000204025200 

2.357 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.986 

4.19 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.10 

0.11 

0.001 

0.37 

0.27 


Jhirniya 

0832000604096600 

2.897 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.396 

3.13 

0.010 

0.02 

0.01 

0.00 

0.00 

0.00 

0.08 

0.12 

0.09 

0.003 

0.71 

0.49 


Kachra Kheri 

0832000604105400 

2.728 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.728 

1.69 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.10 

0.17 

0.004 

0.90 

0.66 


Kali Talai 

0832000604100500 

5.812 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.314 

3.57 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.000 

0.05 

0.04 






Chauli 

Command 

Deccan Traps 

5.497 

3.57 

0.010 

0.08 

0.02 

0.00 

0.00 

0.00 

0.26 

0.35 

0.31 

0.008 

0.85 

0.62 


Kalyanpura 

0832000604098200 

1.899 

Fresh 

Chauli 

Command 

Deccan Traps 

1.899 

5.02 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.16 

0.07 

0.003 

0.88 

0.64 


Kankriya 

0832000204033400 

8.148 

Fresh 

Non-command 

Non-command 

Deccan Traps 

8.148 

6.60 

0.010 

0.11 

0.02 

0.00 

0.00 

0.00 

0.63 

0.85 

0.44 

0.011 

0.90 

0.66 


Karadiya Osav 

0832000604105700 

3.075 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.860 

2.22 

0.010 

0.02 

0.00 

0.00 

0.00 

0.04 

0.00 

0.00 

0.07 

0.001 

0.25 

0.18 






Chauli 

Command 

Deccan Traps 

0.583 

2.22 

0.010 

0.01 

0.00 

0.00 

0.00 

0.04 

-0.02 

-0.03 

0.05 

0.001 

0.17 

0.12 


Karadiya Sherpur 

0832000604114000 

2.316 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.316 

4.19 

0.010 

0.07 

0.02 

0.00 

0.00 

0.00 

0.15 

0.20 

0.26 

0.003 

0.91 

0.66 


Karal Gaon 

0832000204029500 

7.119 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.587 

5.41 

0.010 

0.24 

0.04 

0.00 

0.00 

0.00 

0.55 

0.75 

0.96 

0.009 

0.83 

0.61 


Khachrod 

0832000204029200 

3.239 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.239 

5.78 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.25 

0.00 

0.004 

0.90 

0.66 


Khadagpura 

0832000604115700 

7.346 

Fresh 

Non-command 

Non-command 

Deccan Traps 

7.333 

2.74 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.23 

0.31 

0.16 

0.010 

0.90 

0.66 


Khaleel Nagar 

0832000604102200 

5.491 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.476 

4.36 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.19 

0.12 

0.003 

0.40 

0.29 


Khatkar 

0832000204024800 

2.477 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.742 

4.69 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.12 

0.16 

0.22 

0.002 

0.63 

0.46 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.05 

0.01 

922.99 

0.01 

0.00 

0.01 

0.01 

0.20 

- 

- 

0.0063 

0.0076 

0.000 

0.014 

0.014 

0.022 

0.001 

0.020 

0.043 

208.99 

Over Exploited 

Bolya Bari 

0832000604115300 

0.06 

0.11 

45.66 

0.13 

0.02 

0.15 

0.05 

0.62 

- 

0.0400 

- 

- 

0.009 

0.049 

0.049 

0.194 

0.010 

0.184 

0.202 

109.74 

Over Exploited 

Borband 

0832000604101100 

0.06 

0.00 

563.58 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.013 

1,224.70 

Over Exploited 



0.06 

0.08 

20.35 

0.10 

0.01 

0.11 

0.06 

0.86 

- 

0.0300 

0.0259 

0.0312 

- 

0.087 

0.087 

0.197 

0.010 

0.188 

0.141 

75.39 

Semi Critical 


0832000604104900 

0.06 

0.27 

45.78 

0.32 

0.02 

0.34 

0.06 

0.86 

- 

0.0600 

- 

- 

0.001 

0.061 

0.061 

0.404 

0.020 

0.383 

0.305 

79.49 

Semi Critical 

Borjhari 

0832000204031300 

0.05 

0.07 

146.65 

0.09 

0.02 

0.10 

0.04 

0.70 

- 

0.0300 

- 

- 

0.012 

0.042 

0.042 

0.146 

0.007 

0.139 

0.189 

135.87 

Over Exploited 

Bramhpura 

0832000204025500 

0.05 

0.08 

197.31 

0.10 

0.03 

0.12 

0.06 

0.90 

- 

0.0800 

- 

- 

0.008 

0.088 

0.088 

0.212 

0.011 

0.202 

0.441 

218.35 

Over Exploited 

Chak Dewar No 2 

0832000204032500 

0.05 

0.06 

100.97 

0.08 

- 

0.08 

0.06 

0.96 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.088 

0.004 

0.083 

0.062 

74.27 

Semi Critical 

Chakdewar No. 1 

0832000204032300 

0.05 

0.05 

58.05 

0.06 

- 

0.06 

0.06 

0.96 

- 

- 

- 

- 

- 

- 

- 

0.062 

0.003 

0.059 

0.007 

12.75 

Safe 

Chanwli 

0832000604100600 

0.06 

0.01 

552.20 

0.01 

0.00 

0.01 

0.01 

0.19 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.019 

0.001 

0.018 

0.041 

229.44 

Over Exploited 



0.06 

0.11 

46.20 

0.14 

0.01 

0.15 

0.05 

0.77 

- 

0.0300 

0.0395 

0.0475 

0.000 

0.118 

0.118 

0.265 

0.013 

0.252 

0.162 

64.25 

Safe 

Chawandiya 

0832000604101600 

0.06 

0.13 

23.30 

0.16 

0.02 

0.18 

0.05 

0.74 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.229 

0.011 

0.217 

0.261 

120.28 

Over Exploited 



0.06 

0.01 

399.62 

0.01 

0.00 

0.01 

0.01 

0.21 

- 

0.0100 

0.0135 

0.0163 

0.001 

0.041 

0.041 

0.054 

0.003 

0.051 

0.074 

145.06 

Over Exploited 

Danta 

0832000604114500 

0.06 

0.00 

34.28 

0.00 

0.02 

0.02 

0.00 

0.04 

- 

0.0100 

- 

- 

0.032 

0.042 

0.042 

0.065 

0.003 

0.061 

0.041 

66.18 

Safe 

Dantiya 

0832000204029600 

0.05 

0.09 

178.27 

0.11 

0.02 

0.13 

0.06 

0.92 

- 

0.0800 

- 

- 

0.001 

0.081 

0.081 

0.215 

0.011 

0.204 

0.435 

212.86 

Over Exploited 

Daulat Pura 

0832000204034600 

0.05 

0.00 

1,188.57 

0.00 

0.00 

0.00 

0.00 

0.05 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.006 

0.000 

0.006 

0.006 

103.55 

Over Exploited 

Daulatpura 

0832000604108900 

0.06 

0.08 

174.44 

0.10 

0.00 

0.10 

0.04 

0.53 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.112 

0.006 

0.106 

0.057 

53.37 

Safe 

Deewal Khera 

0832000604100200 

0.06 

0.01 

896.51 

0.01 

0.00 

0.01 

0.01 

0.14 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.020 

0.001 

0.019 

0.074 

385.52 

Over Exploited 



0.06 

0.17 

47.63 

0.20 

0.03 

0.23 

0.05 

0.81 

- 

0.0800 

0.0556 

0.0670 

0.002 

0.205 

0.205 

0.439 

0.022 

0.417 

0.411 

98.68 

Critical 

Deochi 

0832000604113700 

0.06 

0.28 

51.10 

0.33 

0.01 

0.34 

0.08 

0.99 

- 

0.0300 

- 

- 

0.000 

0.031 

0.031 

0.375 

0.019 

0.356 

0.192 

53.96 

Safe 

Deonagar 

0832000204029100 

0.05 

0.14 

249.41 

0.16 

0.03 

0.19 

0.06 

0.96 

- 

0.0900 

- 

- 

0.002 

0.092 

0.092 

0.287 

0.014 

0.273 

0.766 

280.75 

Over Exploited 

Dewar 

0832000204032100 

0.05 

0.10 

74.37 

0.12 

0.00 

0.12 

0.06 

0.96 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.129 

0.006 

0.123 

0.051 

41.48 

Safe 

Dhamaniya 

0832000604101200 

0.06 

0.18 

3.67 

0.19 

0.02 

0.21 

0.06 

0.91 

- 

0.0500 

- 

- 

0.004 

0.054 

0.054 

0.264 

0.013 

0.251 

0.282 

112.24 

Over Exploited 



0.06 

0.00 

554.69 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

0.0026 

0.0031 

0.004 

0.009 

0.009 

0.012 

0.001 

0.012 

0.013 

114.70 

Over Exploited 

Dharoniya 

0832000604108800 

0.06 

0.00 

2,288.65 

0.00 

0.00 

0.00 

0.01 

0.09 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.015 

0.001 

0.014 

0.057 

399.58 

Over Exploited 

Dharoo Kheri 

0832000604108500 

0.06 

0.01 

648.92 

0.01 

0.02 

0.03 

0.02 

0.20 

- 

0.0100 

- 

- 

0.027 

0.037 

0.037 

0.067 

0.003 

0.063 

0.060 

95.20 

Critical 

Diyadhari 

0832000204032900 

0.05 

0.05 

161.32 

0.06 

- 

0.06 

0.06 

0.96 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.075 

0.004 

0.071 

0.097 

136.32 

Over Exploited 

Dobra 

0832000604097900 

0.06 

0.09 

142.94 

0.10 

0.04 

0.15 

0.06 

0.95 

- 

0.1100 

0.0245 

0.0295 

0.002 

0.166 

0.166 

0.311 

0.016 

0.296 

0.575 

194.41 

Over Exploited 

Dobri 

0832000604098000 

0.06 

0.02 

290.01 

0.02 

0.01 

0.03 

0.02 

0.28 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.055 

0.003 

0.053 

0.104 

197.15 

Over Exploited 



0.06 

0.10 

75.12 

0.12 

0.01 

0.13 

0.04 

0.66 

- 

0.0400 

0.0417 

0.0502 

0.001 

0.133 

0.133 

0.268 

0.013 

0.254 

0.219 

86.11 

Semi Critical 

Fatehgarh 

0832000604105300 

0.06 

0.27 

(30.42) 

0.21 

0.03 

0.24 

0.06 

0.80 

- 

0.0800 

- 

- 

0.002 

0.082 

0.082 

0.325 

0.016 

0.309 

0.444 

143.68 

Over Exploited 



0.06 

0.01 

131.22 

0.01 

0.01 

0.03 

0.01 

0.17 

- 

0.0200 

0.0192 

0.0231 

0.002 

0.064 

0.064 

0.090 

0.005 

0.086 

0.094 

109.29 

Over Exploited 

Gadiya 

0832000604096500 

0.06 

0.00 

1,545.35 

0.00 

0.01 

0.01 

0.01 

0.08 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.026 

0.001 

0.025 

0.060 

239.54 

Over Exploited 

Ganesh Pura 

0832000204033600 

0.05 

0.03 

242.87 

0.03 

0.01 

0.04 

0.05 

0.77 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.071 

0.004 

0.067 

0.145 

216.00 

Over Exploited 

Ganeshpura 

0832000204025000 

0.05 

0.13 

115.05 

0.16 

0.01 

0.17 

0.06 

0.93 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.194 

0.010 

0.184 

0.220 

119.59 

Over Exploited 

Gangpura @ Tumariya Kheri 

0832000204031400 

0.05 

0.02 

287.05 

0.02 

- 

0.02 

0.03 

0.42 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.033 

0.002 

0.031 

0.055 

178.56 

Over Exploited 

Garwara 

0832000604100000 

0.06 

0.06 

196.38 

0.07 

0.02 

0.09 

0.04 

0.64 

- 

0.0700 

- 

- 

0.001 

0.071 

0.071 

0.160 

0.008 

0.152 

0.395 

259.32 

Over Exploited 



0.06 

0.01 

542.03 

0.02 

0.01 

0.03 

0.02 

0.30 

- 

0.0400 

0.0112 

0.0135 

0.001 

0.066 

0.066 

0.092 

0.005 

0.088 

0.196 

223.23 

Over Exploited 

Guradiya 

0832000604109000 

0.06 

0.00 

6,482.27 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.007 

330.91 

Over Exploited 

Hanotiya Dharoniya 

0832000604105500 

0.06 

0.00 

(3,440.65) 

0.00 

0.08 

0.08 

0.01 

0.12 

- 

0.0100 

- 

- 

0.117 

0.127 

0.127 

0.207 

0.010 

0.197 

0.033 

17.02 

Safe 

Hanotiya Dubaliya 

0832000604098800 

0.06 

0.28 

35.51 

0.34 

0.03 

0.36 

0.06 

0.92 

- 

0.1100 

- 

- 

0.009 

0.120 

0.120 

0.482 

0.024 

0.458 

0.592 

129.05 

Over Exploited 

Haripura 

0832000204028200 

0.05 

0.04 

146.50 

0.05 

- 

0.05 

0.06 

0.96 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.064 

0.003 

0.061 

0.079 

130.75 

Over Exploited 

Harnawada Gaja 

0832000604116000 

0.06 

0.05 

403.94 

0.05 

0.01 

0.07 

0.02 

0.27 

- 

0.0500 

- 

- 

0.007 

0.058 

0.058 

0.126 

0.006 

0.120 

0.275 

228.97 

Over Exploited 

Harnawda Peetha 

0832000604116100 

0.06 

0.06 

278.82 

0.07 

0.01 

0.09 

0.03 

0.36 

- 

0.0500 

- 

- 

0.007 

0.057 

0.057 

0.143 

0.007 

0.136 

0.268 

197.78 

Over Exploited 

Himmatgarh 

0832000604105600 

0.06 

0.17 

(89.36) 

0.13 

0.06 

0.19 

0.05 

0.61 

- 

0.0300 

- 

- 

0.068 

0.098 

0.098 

0.288 

0.014 

0.273 

0.162 

59.25 

Safe 



0.06 

0.02 

(244.23) 

0.02 

0.05 

0.06 

0.02 

0.23 

- 

0.0100 

0.0326 

0.0336 

0.068 

0.144 

0.144 

0.209 

0.010 

0.198 

0.056 

28.03 

Safe 

Jabarpura 

0832000204032400 

0.05 

0.05 

55.77 

0.06 

- 

0.06 

0.06 

0.96 

- 

- 

- 

- 

- 

- 

- 

0.055 

0.003 

0.053 

0.001 

2.53 

Safe 

Jagpura 

0832000204028300 

0.05 

0.06 

244.86 

0.07 

0.01 

0.08 

0.06 

0.96 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.118 

0.006 

0.112 

0.332 

296.03 

Over Exploited 

Jheejhaniya 

0832000204028100 

0.05 

0.06 

331.58 

0.07 

0.02 

0.09 

0.06 

0.96 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.152 

0.008 

0.144 

0.494 

342.88 

Over Exploited 

Jheekari 

0832000604100800 

0.06 

0.01 

203.64 

0.01 

0.00 

0.01 

0.01 

0.16 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.012 

0.001 

0.011 

0.014 

127.71 

Over Exploited 



0.06 

0.21 

(24.88) 

0.17 

0.00 

0.17 

0.05 

0.80 

- 

0.0100 

0.0689 

0.0829 

0.001 

0.163 

0.163 

0.329 

0.016 

0.313 

0.072 

23.12 

Safe 

Jheekariya 

0832000604101500 

0.06 

0.05 

71.17 

0.05 

0.01 

0.07 

0.03 

0.45 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.085 

0.004 

0.081 

0.135 

165.97 

Over Exploited 



0.06 

0.06 

71.35 

0.07 

0.01 

0.08 

0.03 

0.50 

- 

0.0300 

0.0303 

0.0365 

0.000 

0.097 

0.097 

0.176 

0.009 

0.167 

0.148 

88.39 

Semi Critical 

Jheenta Pura 

0832000204025200 

0.05 

0.02 

430.75 

0.02 

0.00 

0.02 

0.03 

0.40 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.043 

0.002 

0.041 

0.115 

280.34 

Over Exploited 

Jhirniya 

0832000604096600 

0.06 

0.10 

17.86 

0.12 

0.01 

0.13 

0.05 

0.77 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.156 

0.008 

0.148 

0.089 

60.29 

Safe 

Kachra Kheri 

0832000604105400 

0.06 

0.15 

(29.66) 

0.12 

0.01 

0.13 

0.07 

0.98 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.159 

0.008 

0.151 

0.175 

115.76 

Over Exploited 

Kali Talai 

0832000604100500 

0.06 

0.00 

3,014.78 

0.00 

0.00 

0.00 

0.00 

0.05 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.020 

1,104.39 

Over Exploited 



0.06 

0.28 

24.67 

0.34 

0.02 

0.36 

0.06 

0.91 

- 

0.0600 

0.0824 

0.0992 

0.001 

0.242 

0.242 

0.598 

0.030 

0.568 

0.315 

55.35 

Safe 

Kalyanpura 

0832000604098200 

0.06 

0.10 

58.88 

0.12 

- 

0.12 

0.06 

0.95 

- 

0.0100 

0.0237 

0.0228 

- 

0.057 

0.057 

0.177 

0.009 

0.169 

0.076 

44.85 

Safe 

Kankriya 

0832000204033400 

0.05 

0.37 

133.95 

0.44 

0.02 

0.46 

0.06 

0.96 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.538 

0.027 

0.512 

0.455 

88.86 

Semi Critical 

Karadiya Osav 

0832000604105700 

0.06 

0.01 

(131.54) 

0.01 

0.04 

0.05 

0.02 

0.27 

- 

0.0100 

- 

- 

0.063 

0.073 

0.073 

0.125 

0.006 

0.119 

0.067 

56.39 

Safe 



0.06 

0.01 

(538.52) 

0.00 

0.04 

0.05 

0.01 

0.18 

- 

0.0100 

0.0087 

0.0105 

0.063 

0.092 

0.092 

0.139 

0.007 

0.132 

0.047 

35.42 

Safe 

Karadiya Sherpur 

0832000604114000 

0.06 

0.13 

60.09 

0.15 

0.02 

0.17 

0.08 

0.98 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.221 

0.011 

0.210 

0.267 

127.29 

Over Exploited 

Karal Gaon 

0832000204029500 

0.05 

0.27 

175.06 

0.33 

0.04 

0.37 

0.06 

0.89 

- 

0.1100 

- 

- 

0.004 

0.114 

0.114 

0.485 

0.024 

0.461 

0.969 

209.99 

Over Exploited 

Khachrod 

0832000204029200 

0.05 

0.15 

75.05 

0.17 

0.00 

0.17 

0.06 

0.96 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.175 

0.009 

0.166 

0.004 

2.53 

Safe 

Khadagpura 

0832000604115700 

0.06 

0.40 

(20.60) 

0.32 

0.01 

0.33 

0.08 

0.98 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.362 

0.018 

0.344 

0.168 

48.95 

Safe 

Khaleel Nagar 

0832000604102200 

0.06 

0.06 

216.11 

0.07 

0.00 

0.07 

0.03 

0.43 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.100 

0.005 

0.095 

0.122 

128.25 

Over Exploited 

Khatkar 

0832000204024800 

0.05 

0.05 

200.77 

0.07 

0.01 

0.08 

0.04 

0.67 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.100 

0.005 

0.095 

0.218 

230.51 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 






Chauli 

Command 

Deccan Traps 

0.003 

4.69 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khijarpur 

0832000604105200 

4.001 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.329 

0.90 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.000 

0.07 

0.05 






Chauli 

Command 

Deccan Traps 

3.671 

0.90 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.08 

0.11 

0.23 

0.005 

0.82 

0.60 


Kishanpura @ Damakpura 

0832000204033100 

1.284 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.284 

6.42 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.15 

0.16 

0.002 

0.90 

0.66 


Koli 

0832000204025600 

5.789 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.253 

4.12 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.04 

0.03 


Kotra Ghata 

0832000204029300 

2.476 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.476 

5.21 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.17 

0.00 

0.003 

0.90 

0.66 


Kotra Kunja 

0832000204024700 

3.486 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.242 

4.13 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.03 

0.002 

0.32 

0.23 


Kotra Radi 

0832000204033800 

1.996 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.996 

6.37 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.17 

0.23 

0.22 

0.003 

0.90 

0.66 


Kotri Khurd 

0832000604100900 

2.943 

Fresh 

Chauli 

Command 

Deccan Traps 

2.943 

2.53 

0.010 

0.07 

0.02 

0.00 

0.00 

0.00 

0.12 

0.17 

0.28 

0.004 

0.90 

0.66 


Kushalpura 

0832000204030000 

10.145 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.504 

4.33 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.12 

0.08 

0.002 

0.13 

0.10 


Kutki 

0832000604098100 

2.903 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.586 

2.92 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.04 

0.001 

0.18 

0.13 






Chauli 

Command 

Deccan Traps 

2.316 

2.92 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.14 

0.17 

0.003 

0.70 

0.49 


Lakshmi Pura 

0832000204034400 

1.375 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.312 

4.61 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.12 

0.13 

0.002 

0.86 

0.63 


Lalya Kheri 

0832000204024000 

1.524 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.179 

4.10 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.000 

0.10 

0.08 



0832000204029400 

1.524 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.524 

5.36 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.15 

0.14 

0.002 

0.90 

0.66 


Laxmipura 

0832000604115600 

1.301 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.301 

2.61 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.09 

0.14 

0.002 

0.91 

0.66 


Loda Khera 

0832000204034000 

2.610 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.610 

5.86 

0.010 

0.07 

0.01 

0.00 

0.00 

0.00 

0.21 

0.29 

0.26 

0.003 

0.90 

0.66 


Maheshpura 

0832000204032000 

2.881 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.881 

5.27 

0.010 

0.11 

0.02 

0.00 

0.00 

0.00 

0.24 

0.33 

0.42 

0.004 

0.90 

0.66 


Manpura 

0832000204034100 

0.268 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.268 

6.05 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.04 

0.000 

0.90 

0.66 


Mathaniya 

0832000604101800 

10.202 

Fresh 

Non-command 

Non-command 

Deccan Traps 

7.516 

3.33 

0.010 

0.22 

0.03 

0.00 

0.00 

0.03 

0.41 

0.57 

0.88 

0.010 

0.65 

0.47 


Molakya Kalan 

0832000204027900 

4.348 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.336 

6.11 

0.010 

0.18 

0.03 

0.00 

0.00 

0.00 

0.41 

0.57 

0.73 

0.006 

0.90 

0.66 


Molakya Khurd 

0832000204028000 

0.821 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.821 

6.70 

0.010 

0.08 

0.01 

0.00 

0.00 

0.00 

0.12 

0.17 

0.32 

0.001 

0.90 

0.66 


Moondla 

0832000604097800 

4.765 

Fresh 

Chauli 

Command 

Deccan Traps 

4.765 

4.74 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.27 

0.37 

0.19 

0.007 

0.89 

0.64 


Mori 

0832000204034300 

7.598 

Fresh 

Non-command 

Non-command 

Deccan Traps 

7.598 

4.70 

0.010 

0.20 

0.03 

0.00 

0.00 

0.01 

0.52 

0.70 

0.80 

0.010 

0.90 

0.66 


Moru Kheri 

0832000204027700 

2.471 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.146 

4.83 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.05 

0.04 


Motipura 

0832000204025300 

1.401 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.401 

5.11 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.14 

0.13 

0.002 

0.89 

0.66 



0832000204028700 

3.365 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.365 

5.31 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.23 

0.31 

0.22 

0.004 

0.90 

0.66 


Moya Kheri 

0832000204033000 

2.655 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.655 

6.37 

0.010 

0.13 

0.02 

0.00 

0.00 

0.00 

0.28 

0.38 

0.50 

0.003 

0.90 

0.66 


Naklang 

0832000604102000 

4.328 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.279 

4.01 

0.010 

0.03 

0.00 

0.00 

0.00 

0.01 

0.15 

0.21 

0.10 

0.005 

0.67 

0.48 


Nandpura 

0832000604097700 

3.377 

Fresh 

Chauli 

Command 

Deccan Traps 

3.377 

5.40 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.20 

0.28 

0.07 

0.005 

0.89 

0.65 


Nanor 

0832000204032600 

4.508 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.508 

5.51 

0.010 

0.35 

0.05 

0.00 

0.00 

0.00 

0.55 

0.75 

1.40 

0.006 

0.90 

0.66 


Napaniya Dalla 

0832000204028800 

2.327 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.327 

6.29 

0.010 

0.10 

0.01 

0.00 

0.00 

0.00 

0.23 

0.32 

0.38 

0.003 

0.90 

0.66 


Narsinghpura 

0832000204028400 

1.155 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.155 

6.64 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.15 

0.11 

0.001 

0.90 

0.66 



0832000204031200 

2.180 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.156 

4.57 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.10 

0.08 

0.001 

0.48 

0.35 


Neu Kheri 

0832000204032700 

2.497 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.497 

6.29 

0.010 

0.12 

0.02 

0.00 

0.00 

0.00 

0.26 

0.35 

0.46 

0.003 

0.90 

0.66 


Nimba Hera 

0832000604108700 

3.495 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.495 

5.16 

0.010 

0.11 

0.03 

0.00 

0.00 

0.00 

0.26 

0.35 

0.42 

0.005 

0.91 

0.66 


Osav 

0832000604104800 

11.784 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.927 

5.31 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.15 

0.03 

0.003 

0.15 

0.11 


PalKhanda 

0832000604096900 

2.124 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.591 

4.84 

0.010 

0.02 

0.00 

0.00 

0.00 

0.01 

0.04 

0.06 

0.08 

0.001 

0.24 

0.17 


Parasli 

0832000604098400 

2.693 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.823 

4.11 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.13 

0.001 

0.27 

0.19 






Chauli 

Command 

Deccan Traps 

1.871 

4.11 

0.010 

0.08 

0.01 

0.00 

0.00 

0.00 

0.14 

0.21 

0.30 

0.003 

0.61 

0.43 


Parthipura (Veeran) 

0832000204034500 

0.602 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.225 

4.55 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.33 

0.25 


Punya Kheri 

0832000204027800 

7.272 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.137 

5.62 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.27 

0.37 

0.20 

0.005 

0.51 

0.38 


Raghunathpura 

0832000604097500 

4.507 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.348 

5.00 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.17 

0.24 

0.25 

0.003 

0.46 

0.32 






Chauli 

Command 

Deccan Traps 

0.687 

5.00 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.08 

0.07 

0.001 

0.13 

0.09 


Raipur 

0832000604097600 

9.013 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.394 

5.88 

0.010 

0.10 

0.02 

0.00 

0.00 

0.00 

0.22 

0.30 

0.40 

0.003 

0.24 

0.17 






Chauli 

Command 

Deccan Traps 

4.356 

5.88 

0.010 

0.18 

0.03 

0.00 

0.00 

0.00 

0.40 

0.55 

0.73 

0.006 

0.43 

0.31 


Rajpura Khurd 

0832000604098600 

3.355 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.180 

3.05 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.10 

0.05 

0.003 

0.56 

0.39 


Ramchandra Pura 

0832000204031600 

1.049 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.049 

4.06 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.10 

0.16 

0.001 

0.90 

0.66 


Rampuriya 

0832000204029800 

1.393 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.366 

4.34 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.12 

0.16 

0.002 

0.88 

0.65 



0832000604114100 

8.616 

Fresh 

Non-command 

Non-command 

Deccan Traps 

8.616 

3.58 

0.010 

0.08 

0.02 

0.00 

0.00 

0.00 

0.37 

0.50 

0.30 

0.012 

0.91 

0.66 


Ramthi 

0832000604113800 

6.393 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.393 

4.99 

0.010 

0.07 

0.02 

0.00 

0.00 

0.00 

0.37 

0.50 

0.26 

0.009 

0.91 

0.66 


Rasoolpura 

0832000604113900 

5.080 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.080 

4.91 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.30 

0.41 

0.22 

0.007 

0.91 

0.66 


Ratya Doongri 

0832000204025400 

1.758 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.758 

6.27 

0.010 

0.13 

0.02 

0.00 

0.00 

0.00 

0.22 

0.30 

0.53 

0.002 

0.90 

0.66 


Rawal 

0832000604097400 

4.225 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.041 

5.34 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Reejon 

0832000204023800 

3.336 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.250 

4.23 

0.010 

0.08 

0.01 

0.00 

0.00 

0.00 

0.12 

0.16 

0.31 

0.002 

0.33 

0.24 


Renpla 

0832000204032200 

8.386 

Fresh 

Non-command 

Non-command 

Deccan Traps 

8.386 

5.19 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.46 

0.63 

0.11 

0.011 

0.90 

0.66 


Roopa Kheri 

0832000604100300 

5.574 

Fresh 

Chauli 

Command 

Deccan Traps 

5.574 

3.74 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.24 

0.33 

0.11 

0.008 

0.89 

0.65 


Rooparel 

0832000604101700 

2.525 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.525 

2.59 

0.010 

0.15 

0.04 

0.00 

0.00 

0.00 

0.18 

0.24 

0.59 

0.003 

0.89 

0.65 


Salawad 

0832000204024600 

3.888 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.001 

4.02 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Salri 

0832000604097000 

7.649 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.130 

4.81 

0.010 

0.01 

0.00 

0.00 

0.00 

0.02 

0.00 

0.00 

0.02 

0.000 

0.01 

0.01 


Samli Jinnar 

0832000604108300 

1.749 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.015 

1.88 

0.010 

0.00 

0.00 

0.00 

0.00 

0.12 

-0.11 

-0.16 

0.00 

0.000 

0.01 

0.01 






Chauli 

Command 

Deccan Traps 

0.164 

1.88 

0.010 

0.00 

0.00 

0.00 

0.00 

0.12 

-0.11 

-0.15 

0.00 

0.000 

0.08 

0.06 


Samli Kham 

0832000604100100 

10.544 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.332 

2.81 

0.010 

0.11 

0.02 

0.00 

0.00 

0.01 

0.26 

0.37 

0.44 

0.009 

0.53 

0.38 






Chauli 

Command 

Deccan Traps 

0.464 

2.81 

0.010 

0.01 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.03 

0.001 

0.04 

0.03 


Sanwat Khera 

0832000604115200 

4.838 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.933 

2.57 

0.010 

0.04 

0.01 

0.00 

0.00 

0.01 

0.07 

0.10 

0.17 

0.003 

0.36 

0.26 


Sar Kheri 

0832000604115400 

5.748 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.748 

2.73 

0.010 

0.21 

0.05 

0.00 

0.00 

0.02 

0.30 

0.41 

0.84 

0.008 

0.91 

0.66 


Sarwar 

0832000604115500 

2.479 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.479 

2.61 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.10 

0.14 

0.20 

0.003 

0.91 

0.66 


Sawa Khoh 

0832000204033900 

2.425 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.425 

4.95 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.20 

0.11 

0.003 

0.90 

0.66 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.05 

0.00 

########## 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

0.002 

0.003 

0.003 

0.004 

0.000 

0.004 

0.000 

0.08 

Safe 

Khijarpur 

0832000604105200 

0.06 

0.00 

1,106.37 

0.00 

0.00 

0.00 

0.01 

0.08 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.002 

0.000 

0.002 

0.020 

1,108.96 

Over Exploited 



0.06 

0.18 

(37.43) 

0.15 

0.01 

0.16 

0.06 

0.89 

- 

0.0400 

0.0550 

0.0662 

0.000 

0.161 

0.161 

0.317 

0.016 

0.301 

0.236 

78.46 

Semi Critical 

Kishanpura @ Damakpura 

0832000204033100 

0.05 

0.06 

163.42 

0.07 

0.01 

0.08 

0.06 

0.96 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.111 

0.006 

0.106 

0.164 

154.73 

Over Exploited 

Koli 

0832000204025600 

0.05 

0.00 

2,476.84 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.003 

0.000 

0.003 

0.018 

566.49 

Over Exploited 

Kotra Ghata 

0832000204029300 

0.05 

0.11 

57.03 

0.13 

0.00 

0.13 

0.06 

0.96 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.135 

0.007 

0.128 

0.003 

2.50 

Safe 

Kotra Kunja 

0832000204024700 

0.05 

0.02 

313.12 

0.02 

0.00 

0.03 

0.02 

0.34 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.029 

0.001 

0.028 

0.032 

114.37 

Over Exploited 

Kotra Radi 

0832000204033800 

0.05 

0.09 

153.46 

0.11 

0.01 

0.12 

0.06 

0.96 

- 

0.0400 

- 

- 

0.000 

0.041 

0.041 

0.158 

0.008 

0.150 

0.219 

145.32 

Over Exploited 

Kotri Khurd 

0832000604100900 

0.06 

0.16 

4.65 

0.17 

0.02 

0.19 

0.06 

0.96 

- 

0.0500 

0.0441 

0.0531 

0.005 

0.152 

0.152 

0.341 

0.017 

0.324 

0.288 

88.95 

Semi Critical 

Kushalpura 

0832000204030000 

0.05 

0.01 

1,059.08 

0.01 

- 

0.01 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.022 

0.001 

0.021 

0.080 

382.72 

Over Exploited 

Kutki 

0832000604098100 

0.06 

0.01 

508.75 

0.01 

0.00 

0.01 

0.01 

0.19 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.018 

0.001 

0.017 

0.041 

234.58 

Over Exploited 



0.06 

0.10 

41.45 

0.12 

0.01 

0.13 

0.05 

0.75 

- 

0.0300 

0.0347 

0.0418 

0.001 

0.107 

0.107 

0.234 

0.012 

0.222 

0.168 

75.70 

Semi Critical 

Lakshmi Pura 

0832000204034400 

0.05 

0.06 

119.65 

0.07 

- 

0.07 

0.06 

0.91 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.087 

0.004 

0.083 

0.134 

161.10 

Over Exploited 

Lalya Kheri 

0832000204024000 

0.05 

0.00 

2,387.68 

0.00 

0.00 

0.00 

0.01 

0.11 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.012 

0.001 

0.012 

0.036 

306.43 

Over Exploited 


0832000204029400 

0.05 

0.07 

121.82 

0.08 

0.01 

0.09 

0.06 

0.96 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.112 

0.006 

0.107 

0.140 

131.00 

Over Exploited 

Laxmipura 

0832000604115600 

0.06 

0.07 

24.06 

0.08 

0.01 

0.09 

0.08 

0.98 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.125 

0.006 

0.119 

0.141 

118.73 

Over Exploited 

Loda Khera 

0832000204034000 

0.05 

0.12 

146.36 

0.14 

0.01 

0.15 

0.06 

0.96 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.203 

0.010 

0.193 

0.267 

138.83 

Over Exploited 

Maheshpura 

0832000204032000 

0.05 

0.13 

152.00 

0.16 

0.02 

0.18 

0.06 

0.96 

- 

0.0800 

- 

- 

0.003 

0.083 

0.083 

0.261 

0.013 

0.248 

0.424 

170.91 

Over Exploited 

Manpura 

0832000204034100 

0.05 

0.01 

194.59 

0.01 

0.00 

0.01 

0.06 

0.96 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.025 

0.001 

0.024 

0.036 

154.26 

Over Exploited 

Mathaniya 

0832000604101800 

0.06 

0.29 

93.24 

0.35 

0.06 

0.41 

0.05 

0.70 

- 

0.1700 

- 

- 

0.045 

0.215 

0.215 

0.628 

0.031 

0.597 

0.894 

149.81 

Over Exploited 

Molakya Kalan 

0832000204027900 

0.05 

0.19 

191.03 

0.23 

0.03 

0.26 

0.06 

0.96 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.343 

0.017 

0.326 

0.738 

226.39 

Over Exploited 

Molakya Khurd 

0832000204028000 

0.05 

0.04 

356.98 

0.04 

0.01 

0.06 

0.06 

0.96 

- 

0.0400 

- 

- 

0.002 

0.042 

0.042 

0.097 

0.005 

0.092 

0.325 

351.94 

Over Exploited 

Moondla 

0832000604097800 

0.06 

0.25 

44.00 

0.31 

0.01 

0.32 

0.06 

0.95 

- 

0.0400 

0.0595 

0.0573 

0.001 

0.158 

0.158 

0.473 

0.024 

0.449 

0.195 

43.31 

Safe 

Mori 

0832000204034300 

0.05 

0.34 

105.77 

0.41 

0.04 

0.45 

0.06 

0.96 

- 

0.1500 

- 

- 

0.016 

0.166 

0.166 

0.617 

0.031 

0.586 

0.814 

138.92 

Over Exploited 

Moru Kheri 

0832000204027700 

0.05 

0.00 

2,371.48 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

2,781.49 

Over Exploited 

Motipura 

0832000204025300 

0.05 

0.06 

121.48 

0.08 

- 

0.08 

0.06 

0.96 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.095 

0.005 

0.090 

0.134 

148.04 

Over Exploited 


0832000204028700 

0.05 

0.15 

103.63 

0.18 

0.01 

0.19 

0.06 

0.96 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.217 

0.011 

0.206 

0.220 

106.74 

Over Exploited 

Moya Kheri 

0832000204033000 

0.05 

0.12 

218.23 

0.14 

0.02 

0.16 

0.06 

0.96 

- 

0.0900 

- 

- 

0.001 

0.091 

0.091 

0.254 

0.013 

0.241 

0.507 

210.20 

Over Exploited 

Naklang 

0832000604102000 

0.06 

0.13 

62.40 

0.16 

0.01 

0.17 

0.05 

0.72 

- 

0.0200 

- 

- 

0.011 

0.031 

0.031 

0.196 

0.010 

0.187 

0.104 

55.51 

Safe 

Nandpura 

0832000604097700 

0.06 

0.18 

52.70 

0.22 

- 

0.22 

0.06 

0.96 

- 

0.0100 

0.0422 

0.0406 

- 

0.093 

0.093 

0.310 

0.016 

0.295 

0.078 

26.35 

Safe 

Nanor 

0832000204032600 

0.05 

0.20 

268.64 

0.24 

0.05 

0.29 

0.06 

0.96 

- 

0.2600 

- 

- 

- 

0.260 

0.260 

0.553 

0.028 

0.525 

1.404 

267.19 

Over Exploited 

Napaniya Dalla 

0832000204028800 

0.05 

0.10 

203.05 

0.13 

0.01 

0.14 

0.06 

0.96 

- 

0.0400 

- 

- 

0.005 

0.046 

0.046 

0.185 

0.009 

0.175 

0.381 

217.30 

Over Exploited 

Narsinghpura 

0832000204028400 

0.05 

0.05 

180.27 

0.06 

- 

0.06 

0.06 

0.96 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.072 

0.004 

0.069 

0.109 

159.61 

Over Exploited 


0832000204031200 

0.05 

0.03 

257.72 

0.03 

0.00 

0.03 

0.03 

0.51 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.054 

0.003 

0.052 

0.085 

165.21 

Over Exploited 

Neu Kheri 

0832000204032700 

0.05 

0.11 

212.00 

0.13 

0.02 

0.15 

0.06 

0.96 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.245 

0.012 

0.232 

0.459 

197.62 

Over Exploited 

Nimba Hera 

0832000604108700 

0.06 

0.19 

86.46 

0.23 

0.03 

0.26 

0.08 

0.98 

- 

0.0800 

- 

- 

0.002 

0.082 

0.082 

0.342 

0.017 

0.325 

0.426 

131.05 

Over Exploited 

Osav 

0832000604104800 

0.06 

0.02 

803.07 

0.02 

0.00 

0.02 

0.01 

0.16 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.033 

0.002 

0.031 

0.032 

100.85 

Over Exploited 

PalKhanda 

0832000604096900 

0.06 

0.01 

611.45 

0.01 

0.01 

0.02 

0.02 

0.26 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.037 

0.002 

0.035 

0.080 

227.61 

Over Exploited 

Parasli 

0832000604098400 

0.06 

0.01 

562.45 

0.02 

0.00 

0.02 

0.02 

0.29 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.042 

0.002 

0.039 

0.133 

337.67 

Over Exploited 



0.06 

0.07 

201.05 

0.08 

0.01 

0.09 

0.04 

0.65 

- 

0.0600 

0.0234 

0.0225 

0.003 

0.109 

0.109 

0.203 

0.010 

0.193 

0.300 

155.06 

Over Exploited 

Parthipura (Veeran) 

0832000204034500 

0.05 

0.00 

269.60 

0.00 

- 

0.00 

0.02 

0.36 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.004 

0.006 

146.74 

Over Exploited 

Punya Kheri 

0832000204027800 

0.05 

0.11 

249.27 

0.13 

0.01 

0.14 

0.03 

0.55 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.160 

0.008 

0.152 

0.209 

138.00 

Over Exploited 

Raghunathpura 

0832000604097500 

0.06 

0.06 

267.91 

0.08 

0.01 

0.09 

0.03 

0.49 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.137 

0.007 

0.130 

0.254 

195.11 

Over Exploited 



0.06 

0.01 

1,294.37 

0.01 

- 

0.01 

0.01 

0.14 

- 

0.0100 

0.0086 

0.0083 

- 

0.027 

0.027 

0.034 

0.002 

0.032 

0.074 

232.25 

Over Exploited 

Raipur 

0832000604097600 

0.06 

0.03 

780.54 

0.04 

0.02 

0.06 

0.02 

0.25 

- 

0.0800 

- 

- 

0.005 

0.085 

0.085 

0.149 

0.007 

0.142 

0.406 

286.26 

Over Exploited 



0.06 

0.11 

393.02 

0.13 

0.03 

0.17 

0.03 

0.46 

- 

0.1400 

0.0544 

0.0524 

0.005 

0.252 

0.252 

0.420 

0.021 

0.399 

0.732 

183.36 

Over Exploited 

Rajpura Khurd 

0832000604098600 

0.06 

0.07 

41.11 

0.09 

0.00 

0.09 

0.04 

0.60 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.110 

0.006 

0.105 

0.049 

46.76 

Safe 

Ramchandra Pura 

0832000204031600 

0.05 

0.05 

109.46 

0.06 

0.01 

0.07 

0.06 

0.96 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.097 

0.005 

0.092 

0.163 

178.11 

Over Exploited 

Rampuriya 

0832000204029800 

0.05 

0.06 

101.83 

0.07 

0.01 

0.08 

0.06 

0.94 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.112 

0.006 

0.107 

0.164 

153.59 

Over Exploited 


0832000604114100 

0.06 

0.47 

6.88 

0.50 

0.02 

0.52 

0.08 

0.99 

- 

0.0600 

- 

- 

0.004 

0.064 

0.064 

0.588 

0.029 

0.558 

0.309 

55.34 

Safe 

Ramthi 

0832000604113800 

0.06 

0.35 

44.96 

0.42 

0.02 

0.44 

0.08 

0.99 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.489 

0.024 

0.465 

0.266 

57.21 

Safe 

Rasoolpura 

0832000604113900 

0.06 

0.28 

47.31 

0.33 

0.01 

0.34 

0.08 

0.98 

- 

0.0400 

- 

- 

0.003 

0.043 

0.043 

0.387 

0.019 

0.368 

0.231 

62.84 

Safe 

Ratya Doongri 

0832000204025400 

0.05 

0.08 

278.94 

0.09 

0.02 

0.12 

0.06 

0.96 

- 

0.0600 

- 

- 

0.002 

0.062 

0.062 

0.177 

0.009 

0.168 

0.530 

315.13 

Over Exploited 

Rawal 

0832000604097400 

0.06 

0.00 

7,035.55 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

2.23 

Safe 

Reejon 

0832000204023800 

0.05 

0.02 

683.04 

0.03 

0.01 

0.04 

0.02 

0.36 

- 

0.0600 

- 

- 

0.005 

0.065 

0.065 

0.104 

0.005 

0.098 

0.308 

312.32 

Over Exploited 

Renpla 

0832000204032200 

0.05 

0.38 

67.30 

0.45 

0.00 

0.45 

0.06 

0.96 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.467 

0.023 

0.444 

0.119 

26.80 

Safe 

Roopa Kheri 

0832000604100300 

0.06 

0.30 

8.88 

0.33 

- 

0.33 

0.06 

0.96 

- 

0.0200 

0.0696 

0.0670 

- 

0.157 

0.157 

0.482 

0.024 

0.458 

0.117 

25.47 

Safe 

Rooparel 

0832000604101700 

0.06 

0.14 

77.51 

0.16 

0.04 

0.20 

0.07 

0.96 

- 

0.1100 

- 

- 

0.000 

0.111 

0.111 

0.313 

0.016 

0.298 

0.590 

198.34 

Over Exploited 

Salawad 

0832000204024600 

0.05 

0.00 

########## 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.004 

0.000 

0.004 

0.000 

0.02 

Safe 

Salri 

0832000604097000 

0.06 

0.00 

1,304.29 

0.00 

0.02 

0.02 

0.00 

0.02 

- 

- 

- 

- 

0.023 

0.023 

0.023 

0.038 

0.002 

0.036 

0.020 

55.95 

Safe 

Samli Jinnar 

0832000604108300 

0.06 

0.00 

########## 

0.00 

0.12 

0.12 

0.00 

0.01 

- 

- 

- 

- 

0.173 

0.173 

0.173 

0.288 

0.014 

0.274 

0.000 

0.01 

Safe 



0.06 

0.00 

(18,529.85) 

0.00 

0.12 

0.12 

0.01 

0.09 

- 

- 

0.0025 

0.0030 

0.173 

0.178 

0.178 

0.294 

0.015 

0.279 

0.000 

0.08 

Safe 

Samli Kham 

0832000604100100 

0.06 

0.20 

82.80 

0.24 

0.03 

0.27 

0.04 

0.57 

- 

0.0800 

- 

- 

0.008 

0.088 

0.088 

0.354 

0.018 

0.337 

0.448 

133.02 

Over Exploited 



0.06 

0.00 

2,175.97 

0.00 

0.01 

0.01 

0.00 

0.04 

- 

0.0100 

0.0058 

0.0056 

0.008 

0.030 

0.030 

0.036 

0.002 

0.035 

0.034 

97.35 

Critical 

Sanwat Khera 

0832000604115200 

0.06 

0.04 

136.65 

0.05 

0.02 

0.07 

0.03 

0.39 

- 

0.0300 

- 

- 

0.010 

0.040 

0.040 

0.108 

0.005 

0.102 

0.175 

170.55 

Over Exploited 

Sar Kheri 

0832000604115400 

0.06 

0.31 

29.91 

0.38 

0.07 

0.45 

0.08 

0.99 

- 

0.1600 

- 

- 

0.031 

0.191 

0.191 

0.637 

0.032 

0.605 

0.846 

139.89 

Over Exploited 

Sarwar 

0832000604115500 

0.06 

0.13 

4.91 

0.14 

0.01 

0.15 

0.08 

0.98 

- 

0.0400 

- 

- 

0.002 

0.043 

0.043 

0.196 

0.010 

0.186 

0.201 

108.42 

Over Exploited 

Sawa Khoh 

0832000204033900 

0.05 

0.11 

88.17 

0.13 

- 

0.13 

0.06 

0.96 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.150 

0.008 

0.143 

0.117 

81.98 

Semi Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Semli Bhawani 

083200060410100C 

2.128 

Fresh 

Chauli 

Command 

Deccan Traps 

2.128 

2.54 

0.010 

0.13 

0.03 

0.00 

0.00 

0.00 

0.15 

0.21 

0.52 

0.003 

0.89 

0.65 


Semli Chauhan 

0832000604115800 

9.937 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.874 

3.25 

0.010 

0.04 

0.01 

0.00 

0.00 

0.02 

0.10 

0.14 

0.17 

0.004 

0.26 

0.19 


Sherpur 

0832000604113600 

10.032 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.771 

4.59 

0.010 

0.06 

0.01 

0.00 

0.00 

0.02 

0.25 

0.34 

0.22 

0.007 

0.43 

0.32 


Shivpura 

0832000204029000 

1.219 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.219 

6.65 

0.010 

0.11 

0.02 

0.00 

0.00 

0.00 

0.17 

0.23 

0.44 

0.002 

0.90 

0.66 


Sirpoi Khurd 

0832000604101900 

2.174 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.029 

4.57 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.14 

0.20 

0.23 

0.003 

0.83 

0.60 


Sooraj Pura 

0832000204034200 

0.697 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.697 

5.80 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.10 

0.12 

0.001 

0.90 

0.66 


Soyla 

0832000604096800 

4.656 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.987 

3.66 

0.010 

0.21 

0.05 

0.00 

0.00 

0.00 

0.30 

0.44 

0.83 

0.006 

0.74 

0.52 






Chauli 

Command 

Deccan Traps 

0.669 

3.66 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.07 

0.14 

0.001 

0.12 

0.09 


Soyli 

0832000604096700 

5.096 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.476 

4.22 

0.010 

0.03 

0.00 

0.00 

0.00 

0.01 

0.12 

0.18 

0.11 

0.003 

0.42 

0.28 


Sunwas 

0832000604100400 

6.035 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.333 

4.00 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.05 

0.000 

0.05 

0.04 






Chauli 

Command 

Deccan Traps 

5.702 

4.00 

0.010 

0.22 

0.03 

0.00 

0.00 

0.00 

0.42 

0.57 

0.86 

0.008 

0.85 

0.62 


Teliya Kheri 

0832000604105100 

4.181 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.308 

0.72 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.03 

0.000 

0.07 

0.05 






Chauli 

Command 

Deccan Traps 

3.873 

0.72 

0.010 

0.08 

0.02 

0.00 

0.00 

0.00 

0.09 

0.12 

0.33 

0.005 

0.83 

0.61 


Thobariya Kalan 

0832000204031700 

2.302 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.302 

4.41 

0.010 

0.10 

0.02 

0.00 

0.00 

0.00 

0.18 

0.25 

0.41 

0.003 

0.90 

0.66 


Thobariya Khurd 

0832000204031800 

1.021 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.021 

5.12 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.11 

0.16 

0.001 

0.90 

0.66 


Uakhli 

0832000204024900 

1.568 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.528 

3.85 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.06 

0.08 

0.19 

0.001 

0.30 

0.22 


Ummedpura 

0832000204028900 

0.640 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.640 

6.70 

0.010 

0.09 

0.01 

0.00 

0.00 

0.00 

0.12 

0.17 

0.37 

0.001 

0.90 

0.66 

08004037 

Ada Kheri 

0832000604114200 

4.776 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.920 

2.78 

0.010 

0.04 

0.01 

0.00 

0.00 

0.01 

0.10 

0.14 

0.14 

0.004 

0.56 

0.41 


Ameerpura 

0832000604109500 

2.569 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.569 

3.39 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.15 

0.07 

0.004 

0.91 

0.66 


Azizpur 

0832000604109200 

2.266 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.266 

7.00 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.18 

0.24 

0.13 

0.003 

0.91 

0.66 


Baida 

0832000604113200 

5.619 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.619 

2.80 

0.010 

0.14 

0.03 

0.00 

0.00 

0.00 

0.26 

0.36 

0.54 

0.008 

0.91 

0.66 


Banjari 

0832000604108600 

2.849 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.530 

6.95 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.20 

0.28 

0.16 

0.004 

0.81 

0.59 


Bans Kheri 

0832000604114600 

9.493 

Fresh 

Non-command 

Non-command 

Deccan Traps 

9.493 

2.98 

0.010 

0.11 

0.03 

0.00 

0.00 

0.00 

0.36 

0.49 

0.44 

0.013 

0.91 

0.66 


Beejanya Kheri 

0832000604114300 

4.167 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.167 

2.58 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.14 

0.19 

0.15 

0.006 

0.91 

0.66 


Beer Sarkari 

0832000604113000 

0.683 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.683 

2.89 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.001 

0.91 

0.66 


Bismillapura 

0832000604112800 

2.138 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.138 

3.15 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.11 

0.03 

0.003 

0.91 

0.66 


Bolya Bari 

0832000604115300 

5.025 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.865 

2.56 

0.010 

0.03 

0.01 

0.00 

0.00 

0.01 

0.06 

0.09 

0.11 

0.003 

0.34 

0.25 


Bor Kheri 

0832000604104600 

4.776 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.307 

7.08 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.05 

0.000 

0.06 

0.04 


Borband 

0832000604104900 

6.274 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.681 

4.03 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.04 

0.001 

0.10 

0.07 


Chak Semli 

0832000604115000 

0.790 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.762 

3.06 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.02 

0.001 

0.87 

0.64 


Chhori 

0832000604107600 

8.428 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.239 

6.47 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.000 

0.03 

0.02 


Dabla Bhoj 

0832000604114900 

15.801 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.901 

3.39 

0.010 

0.05 

0.01 

0.00 

0.00 

0.01 

0.20 

0.27 

0.19 

0.007 

0.28 

0.20 


Danta 

0832000604114500 

10.633 

Fresh 

Non-command 

Non-command 

Deccan Traps 

10.166 

2.65 

0.010 

0.22 

0.05 

0.00 

0.00 

0.02 

0.42 

0.57 

0.88 

0.014 

0.87 

0.63 


Daulatpura 

0832000604108900 

5.157 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.393 

5.57 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.19 

0.05 

0.003 

0.42 

0.31 


Dhandera 

0832000604114700 

6.185 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.185 

3.29 

0.010 

0.14 

0.02 

0.00 

0.00 

0.00 

0.32 

0.44 

0.56 

0.009 

0.91 

0.66 


Dhara Kheri 

0832000604112400 

4.656 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.656 

3.39 

0.010 

0.09 

0.02 

0.00 

0.00 

0.00 

0.22 

0.31 

0.34 

0.006 

0.91 

0.66 


Dharmachya Kheri 

0832000604104700 

1.794 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.159 

5.41 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.01 

0.002 

0.58 

0.42 


Dharoniya 

0832000604108800 

5.944 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.411 

6.78 

0.010 

0.16 

0.04 

0.00 

0.00 

0.00 

0.49 

0.67 

0.62 

0.007 

0.83 

0.60 


Dharoo Kheri 

0832000604108500 

4.186 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.338 

5.81 

0.010 

0.07 

0.02 

0.00 

0.00 

0.02 

0.23 

0.31 

0.25 

0.005 

0.72 

0.53 


Dilawara 

0832000604109400 

3.614 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.614 

4.54 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.21 

0.29 

0.22 

0.005 

0.91 

0.66 


Dola 

0832000604107800 

7.915 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.524 

4.40 

0.010 

0.05 

0.01 

0.00 

0.00 

0.01 

0.32 

0.44 

0.17 

0.009 

0.75 

0.55 


Farshpura 

0832000604108400 

3.317 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.317 

6.12 

0.010 

0.06 

0.01 

0.00 

0.00 

0.19 

0.06 

0.08 

0.24 

0.005 

0.91 

0.66 


Gardan Kheri 

0832000604109900 

4.971 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.971 

4.13 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.23 

0.32 

0.13 

0.007 

0.91 

0.66 


Guradiya 

0832000604109000 

5.129 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.053 

5.13 

0.010 

0.12 

0.03 

0.00 

0.00 

0.00 

0.35 

0.48 

0.47 

0.007 

0.90 

0.65 


Hanotiya Dharoniya 

0832000604105500 

2.846 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.488 

2.31 

0.010 

0.06 

0.01 

0.00 

0.00 

0.08 

0.03 

0.04 

0.23 

0.003 

0.79 

0.58 


Hanotiya Kotri 

0832000604112200 

7.748 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.558 

3.72 

0.010 

0.07 

0.01 

0.00 

0.00 

0.00 

0.23 

0.31 

0.29 

0.006 

0.53 

0.39 


Himmatgarh 

0832000604105600 

7.973 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.147 

0.57 

0.010 

0.01 

0.00 

0.00 

0.00 

0.05 

-0.03 

-0.04 

0.03 

0.002 

0.13 

0.09 






Chauli 

Command 

Deccan Traps 

0.000 

0.57 

0.010 

0.00 

0.00 

0.00 

0.00 

0.05 

-0.05 

-0.06 

0.00 

0.000 

0.00 

0.00 


llahipura 

0832000604112900 

1.124 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.124 

2.87 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.02 

0.002 

0.91 

0.66 


Jablen 

0832000604112600 

2.341 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.341 

3.07 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.11 

0.05 

0.003 

0.91 

0.66 


Jeta Kheri 

0832000604109700 

2.111 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.111 

3.86 

0.010 

0.07 

0.02 

0.00 

0.00 

0.00 

0.13 

0.18 

0.27 

0.003 

0.91 

0.66 


Kalyanpura 

0832000604113300 

3.885 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.885 

2.92 

0.010 

0.08 

0.02 

0.00 

0.00 

0.01 

0.17 

0.23 

0.33 

0.005 

0.91 

0.66 


Karadiya Osav 

0832000604105700 

3.075 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.627 

2.22 

0.010 

0.03 

0.01 

0.00 

0.00 

0.04 

0.01 

0.02 

0.13 

0.002 

0.48 

0.35 






Chauli 

Command 

Deccan Traps 

0.006 

2.22 

0.010 

0.00 

0.00 

0.00 

0.00 

0.04 

-0.04 

-0.06 

0.00 

0.000 

0.00 

0.00 


Karma Kheri 

0832000604104500 

4.600 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.003 

7.02 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khadagpura 

0832000604115700 

7.346 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.013 

2.74 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khairana 

0832000604108000 

8.956 

Fresh 

Non-command 

Non-command 

Deccan Traps 

8.956 

4.69 

0.010 

0.29 

0.04 

0.00 

0.00 

0.00 

0.67 

0.92 

1.16 

0.012 

0.91 

0.66 


Kharpa Kalan 

0832000604110200 

7.220 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.353 

4.14 

0.010 

0.10 

0.01 

0.00 

0.00 

0.00 

0.19 

0.25 

0.39 

0.003 

0.30 

0.22 


Kharpa Khurd 

0832000604112100 

6.722 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.767 

3.75 

0.010 

0.01 

0.00 

0.00 

0.00 

0.01 

0.03 

0.04 

0.03 

0.001 

0.10 

0.08 


Khatkar 

0832000604106000 

5.967 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.955 

5.25 

0.010 

0.01 

0.00 

0.00 

0.00 

0.02 

0.30 

0.41 

0.05 

0.008 

0.90 

0.66 


Khejariya 

0832000604112500 

3.867 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.867 

2.95 

0.010 

0.12 

0.03 

0.00 

0.00 

0.00 

0.20 

0.28 

0.48 

0.005 

0.91 

0.66 


Kheri 

0832000604114400 

2.430 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.430 

2.58 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.11 

0.07 

0.003 

0.91 

0.66 


Kita Kheri 

0832000604109300 

1.287 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.287 

6.37 

0.010 

0.02 

0.01 

0.00 

0.00 

0.00 

0.09 

0.12 

0.09 

0.002 

0.91 

0.66 


Kotri 

0832000604110100 

6.257 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.257 

3.94 

0.010 

0.37 

0.06 

0.00 

0.00 

0.00 

0.56 

0.76 

1.47 

0.009 

0.91 

0.66 


Loti 

0832000604108200 

1.399 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.399 

2.84 

0.010 

0.03 

0.01 

0.00 

0.00 

0.08 

-0.02 

-0.03 

0.11 

0.002 

0.91 

0.66 


Maya Kheri 

0832000604109600 

5.055 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.055 

4.56 

0.010 

0.19 

0.03 

0.00 

0.00 

0.00 

0.39 

0.53 

0.74 

0.007 

0.91 

0.66 


Meerpura 

0832000604113400 

0.848 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.848 

3.33 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.08 

0.001 

0.91 

0.66 


Mohammadpura 

0832000604113500 

0.990 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.990 

3.20 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.03 

0.001 

0.91 

0.66 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Semli Bhawani 

0832000604101000 

0.06 

0.11 

84.60 

0.14 

0.03 

0.17 

0.06 

0.96 

- 

0.1000 

0.0319 

0.0384 

0.000 

0.171 

0.171 

0.338 

0.017 

0.321 

0.521 

162.43 

Over Exploited 

Semli Chauhan 

0832000604115800 

0.06 

0.04 

211.32 

0.05 

0.03 

0.09 

0.02 

0.28 

- 

0.0300 

- 

- 

0.033 

0.063 

0.063 

0.149 

0.007 

0.142 

0.169 

119.27 

Over Exploited 

Sherpur 

0832000604113600 

0.06 

0.12 

176.86 

0.15 

0.03 

0.18 

0.04 

0.47 

- 

0.0400 

- 

- 

0.028 

0.068 

0.068 

0.245 

0.012 

0.233 

0.225 

96.50 

Critical 

Shivpura 

0832000204029000 

0.05 

0.05 

325.17 

0.07 

0.02 

0.09 

0.06 

0.96 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.136 

0.007 

0.129 

0.440 

340.90 

Over Exploited 

Sirpoi Khurd 

0832000604101900 

0.06 

0.10 

95.83 

0.12 

0.01 

0.13 

0.07 

0.89 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.172 

0.009 

0.164 

0.234 

142.92 

Over Exploited 

Sooraj Pura 

0832000204034200 

0.05 

0.03 

206.00 

0.04 

- 

0.04 

0.06 

0.96 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.058 

0.003 

0.055 

0.121 

221.07 

Over Exploited 

Soyla 

0832000604096800 

0.06 

0.18 

144.91 

0.21 

0.05 

0.27 

0.05 

0.80 

- 

0.1500 

- 

- 

0.006 

0.156 

0.156 

0.423 

0.021 

0.402 

0.831 

206.66 

Over Exploited 



0.06 

0.01 

1,359.49 

0.01 

0.01 

0.02 

0.01 

0.13 

- 

0.0300 

0.0100 

0.0121 

0.006 

0.058 

0.058 

0.078 

0.004 

0.074 

0.140 

189.70 

Over Exploited 

Soyli 

0832000604096700 

0.06 

0.06 

193.77 

0.07 

0.01 

0.08 

0.03 

0.45 

- 

0.0200 

- 

- 

0.015 

0.035 

0.035 

0.120 

0.006 

0.114 

0.109 

95.75 

Critical 

Sunwas 

0832000604100400 

0.06 

0.00 

2,869.48 

0.00 

0.00 

0.00 

0.00 

0.05 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.016 

0.001 

0.015 

0.046 

314.57 

Over Exploited 



0.06 

0.29 

95.73 

0.35 

0.03 

0.38 

0.06 

0.91 

- 

0.1600 

0.0712 

0.0686 

0.003 

0.302 

0.302 

0.682 

0.034 

0.648 

0.863 

133.14 

Over Exploited 

Teliya Kheri 

0832000604105100 

0.06 

0.00 

1,193.31 

0.00 

0.00 

0.00 

0.01 

0.07 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.003 

0.000 

0.003 

0.026 

841.72 

Over Exploited 



0.06 

0.19 

(38.40) 

0.15 

0.02 

0.18 

0.06 

0.90 

- 

0.0600 

0.0677 

0.0699 

0.001 

0.199 

0.199 

0.374 

0.019 

0.356 

0.335 

94.33 

Critical 

Thobariya Kalan 

0832000204031700 

0.05 

0.10 

138.10 

0.12 

0.02 

0.14 

0.06 

0.96 

- 

0.0800 

- 

- 

0.001 

0.081 

0.081 

0.225 

0.011 

0.214 

0.417 

194.83 

Over Exploited 

Thobariya Khurd 

0832000204031800 

0.05 

0.05 

144.10 

0.06 

0.01 

0.07 

0.06 

0.96 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.085 

0.004 

0.081 

0.157 

194.69 

Over Exploited 

Uakhli 

0832000204024900 

0.05 

0.01 

938.77 

0.01 

0.01 

0.02 

0.02 

0.32 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.040 

0.002 

0.038 

0.187 

492.91 

Over Exploited 

Ummedpura 

0832000204028900 

0.05 

0.03 

481.80 

0.03 

0.01 

0.04 

0.06 

0.96 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.085 

0.004 

0.080 

0.367 

456.93 

Over Exploited 

Ada Kheri 

0832000604114200 

0.06 

0.10 

39.54 

0.12 

0.02 

0.14 

0.05 

0.60 

- 

0.0300 

- 

- 

0.018 

0.048 

0.048 

0.186 

0.009 

0.177 

0.143 

80.78 

Semi Critical 

Ameerpura 

0832000604109500 

0.06 

0.14 

4.41 

0.15 

- 

0.15 

0.08 

0.99 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.156 

0.008 

0.149 

0.077 

51.53 

Safe 

Azizpur 

0832000604109200 

0.06 

0.12 

97.28 

0.15 

0.01 

0.16 

0.08 

0.99 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.179 

0.009 

0.170 

0.133 

78.16 

Semi Critical 

Baida 

0832000604113200 

0.06 

0.31 

17.33 

0.36 

0.03 

0.39 

0.08 

0.99 

- 

0.1000 

- 

- 

0.006 

0.106 

0.106 

0.500 

0.025 

0.475 

0.548 

115.29 

Over Exploited 

Banjari 

0832000604108600 

0.06 

0.12 

125.89 

0.15 

0.01 

0.16 

0.07 

0.88 

- 

0.0300 

- 

- 

0.006 

0.036 

0.036 

0.196 

0.010 

0.187 

0.162 

86.54 

Semi Critical 

Bans Kheri 

0832000604114600 

0.06 

0.52 

(5.18) 

0.49 

0.03 

0.52 

0.08 

0.99 

- 

0.0800 

- 

- 

0.006 

0.086 

0.086 

0.610 

0.031 

0.580 

0.449 

77.46 

Semi Critical 

Beejanya Kheri 

0832000604114300 

0.06 

0.23 

(17.83) 

0.19 

0.01 

0.20 

0.08 

0.99 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.229 

0.011 

0.218 

0.151 

69.32 

Safe 

Beer Sarkari 

0832000604113000 

0.06 

0.04 

(27.88) 

0.03 

- 

0.03 

0.08 

0.99 

- 

- 

- 

- 

- 

- 

- 

0.030 

0.001 

0.028 

0.011 

38.62 

Safe 

Bismillapura 

0832000604112800 

0.06 

0.12 

(9.41) 

0.11 

- 

0.11 

0.08 

0.99 

- 

- 

- 

- 

- 

- 

- 

0.106 

0.005 

0.100 

0.029 

28.84 

Safe 

Bolya Bari 

0832000604115300 

0.06 

0.04 

125.20 

0.05 

0.02 

0.06 

0.03 

0.37 

- 

0.0200 

- 

- 

0.009 

0.029 

0.029 

0.089 

0.004 

0.085 

0.115 

134.78 

Over Exploited 

Bor Kheri 

0832000604104600 

0.06 

0.00 

3,569.77 

0.00 

0.00 

0.00 

0.01 

0.06 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.019 

0.001 

0.018 

0.050 

277.96 

Over Exploited 

Borband 

0832000604104900 

0.06 

0.00 

1,170.64 

0.00 

0.00 

0.01 

0.01 

0.11 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.016 

0.001 

0.016 

0.041 

262.39 

Over Exploited 

Chak Semli 

0832000604115000 

0.06 

0.04 

14.44 

0.05 

- 

0.05 

0.08 

0.95 

- 

- 

- 

- 

- 

- 

- 

0.046 

0.002 

0.043 

0.021 

48.50 

Safe 

Chhori 

0832000604107600 

0.06 

0.00 

4,536.34 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.008 

0.000 

0.008 

0.007 

95.17 

Critical 

Dabla Bhoj 

0832000604114900 

0.06 

0.08 

232.77 

0.10 

0.02 

0.12 

0.02 

0.30 

- 

0.0300 

- 

- 

0.010 

0.040 

0.040 

0.156 

0.008 

0.148 

0.192 

129.40 

Over Exploited 

Danta 

0832000604114500 

0.06 

0.53 

8.13 

0.57 

0.07 

0.64 

0.08 

0.94 

- 

0.1600 

- 

- 

0.032 

0.192 

0.192 

0.836 

0.042 

0.794 

0.892 

112.32 

Over Exploited 

Daulatpura 

0832000604108900 

0.06 

0.06 

219.36 

0.07 

0.00 

0.07 

0.04 

0.46 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.088 

0.004 

0.083 

0.049 

59.16 

Safe 

Dhandera 

0832000604114700 

0.06 

0.34 

30.88 

0.40 

0.02 

0.43 

0.08 

0.99 

- 

0.1100 

- 

- 

0.001 

0.111 

0.111 

0.537 

0.027 

0.510 

0.570 

111.66 

Over Exploited 

Dhara Kheri 

0832000604112400 

0.06 

0.25 

20.24 

0.30 

0.02 

0.33 

0.08 

0.99 

- 

0.0600 

- 

- 

0.007 

0.067 

0.067 

0.396 

0.020 

0.376 

0.348 

92.58 

Critical 

Dharmachya Kheri 

0832000604104700 

0.06 

0.04 

113.42 

0.05 

- 

0.05 

0.05 

0.63 

- 

- 

- 

- 

- 

- 

- 

0.049 

0.002 

0.046 

0.012 

25.17 

Safe 

Dharoniya 

0832000604108800 

0.06 

0.27 

147.61 

0.32 

0.04 

0.36 

0.07 

0.90 

- 

0.1200 

- 

- 

0.001 

0.121 

0.121 

0.484 

0.024 

0.460 

0.624 

135.79 

Over Exploited 

Dharoo Kheri 

0832000604108500 

0.06 

0.14 

113.31 

0.17 

0.04 

0.21 

0.06 

0.79 

- 

0.0500 

- 

- 

0.027 

0.077 

0.077 

0.289 

0.014 

0.275 

0.259 

94.14 

Critical 

Dilawara 

0832000604109400 

0.06 

0.20 

47.95 

0.24 

0.01 

0.25 

0.08 

0.99 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.289 

0.014 

0.274 

0.229 

83.51 

Semi Critical 

Dola 

0832000604107800 

0.06 

0.29 

49.59 

0.35 

0.02 

0.37 

0.07 

0.81 

- 

0.0200 

- 

- 

0.010 

0.030 

0.030 

0.399 

0.020 

0.379 

0.182 

48.07 

Safe 

Farshpura 

0832000604108400 

0.06 

0.18 

(54.60) 

0.14 

0.20 

0.35 

0.08 

0.99 

- 

0.0400 

- 

- 

0.289 

0.329 

0.329 

0.677 

0.034 

0.643 

0.243 

37.74 

Safe 

Gardan Kheri 

0832000604109900 

0.06 

0.27 

16.91 

0.32 

0.00 

0.32 

0.08 

0.99 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.345 

0.017 

0.328 

0.132 

40.19 

Safe 

Guradiya 

0832000604109000 

0.06 

0.27 

75.56 

0.33 

0.03 

0.36 

0.08 

0.97 

- 

0.0900 

- 

- 

0.001 

0.091 

0.091 

0.448 

0.022 

0.426 

0.480 

112.76 

Over Exploited 

Hanotiya Dharoniya 

0832000604105500 

0.06 

0.12 

(65.93) 

0.09 

0.09 

0.18 

0.07 

0.86 

- 

0.0400 

- 

- 

0.117 

0.157 

0.157 

0.340 

0.017 

0.323 

0.234 

72.62 

Semi Critical 

Hanotiya Kotri 

0832000604112200 

0.06 

0.15 

114.09 

0.18 

0.01 

0.19 

0.05 

0.58 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.218 

0.011 

0.207 

0.296 

142.99 

Over Exploited 

Himmatgarh 

0832000604105600 

0.06 

0.01 

(543.29) 

0.01 

0.05 

0.05 

0.01 

0.14 

- 

0.0100 

- 

- 

0.068 

0.078 

0.078 

0.131 

0.007 

0.124 

0.035 

27.83 

Safe 



0.06 

0.00 

########## 

0.00 

0.05 

0.05 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

0.068 

0.068 

0.068 

0.114 

0.006 

0.108 

0.000 

0.00 

Safe 

llahipura 

0832000604112900 

0.06 

0.06 

(8.35) 

0.06 

0.00 

0.06 

0.08 

0.99 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.059 

0.003 

0.056 

0.021 

36.67 

Safe 

Jablen 

0832000604112600 

0.06 

0.13 

(12.35) 

0.11 

- 

0.11 

0.08 

0.99 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.122 

0.006 

0.116 

0.053 

45.94 

Safe 

Jeta Kheri 

0832000604109700 

0.06 

0.12 

56.15 

0.14 

0.02 

0.16 

0.08 

0.99 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.208 

0.010 

0.198 

0.269 

135.93 

Over Exploited 

Kalyanpura 

0832000604113300 

0.06 

0.21 

8.58 

0.23 

0.03 

0.26 

0.08 

0.99 

- 

0.0600 

- 

- 

0.008 

0.068 

0.068 

0.323 

0.016 

0.307 

0.335 

109.33 

Over Exploited 

Karadiya Osav 

0832000604105700 

0.06 

0.05 

(58.75) 

0.04 

0.05 

0.09 

0.04 

0.52 

- 

0.0200 

- 

- 

0.063 

0.083 

0.083 

0.172 

0.009 

0.164 

0.127 

77.76 

Semi Critical 



0.06 

0.00 

########## 

0.00 

0.04 

0.04 

0.00 

0.00 

- 

- 

0.0001 

0.0001 

0.063 

0.063 

0.063 

0.105 

0.005 

0.100 

0.000 

0.01 

Safe 

Karma Kheri 

0832000604104500 

0.06 

0.00 

336,137.85 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khadagpura 

0832000604115700 

0.06 

0.00 

(150,862.90) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.004 

0.000 

0.004 

0.000 

0.44 

Safe 

Khairana 

0832000604108000 

0.06 

0.49 

87.65 

0.59 

0.04 

0.63 

0.08 

0.99 

- 

0.2200 

- 

- 

0.001 

0.221 

0.221 

0.847 

0.042 

0.805 

1.175 

146.08 

Over Exploited 

Kharpa Kalan 

0832000604110200 

0.06 

0.04 

509.14 

0.05 

0.01 

0.06 

0.03 

0.32 

- 

0.0400 

- 

- 

0.003 

0.043 

0.043 

0.104 

0.005 

0.099 

0.392 

395.32 

Over Exploited 

Kharpa Khurd 

0832000604112100 

0.06 

0.00 

817.29 

0.01 

0.01 

0.01 

0.01 

0.11 

- 

- 

- 

- 

0.010 

0.010 

0.010 

0.023 

0.001 

0.022 

0.027 

124.33 

Over Exploited 

Khatkar 

0832000604106000 

0.06 

0.32 

26.91 

0.39 

0.02 

0.41 

0.08 

0.98 

- 

0.0100 

- 

- 

0.036 

0.046 

0.046 

0.457 

0.023 

0.435 

0.056 

12.94 

Safe 

Khejariya 

0832000604112500 

0.06 

0.21 

30.73 

0.25 

0.03 

0.29 

0.08 

0.99 

- 

0.0900 

- 

- 

0.004 

0.094 

0.094 

0.379 

0.019 

0.360 

0.480 

133.31 

Over Exploited 

Kheri 

0832000604114400 

0.06 

0.13 

(14.76) 

0.11 

- 

0.11 

0.08 

0.99 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.123 

0.006 

0.117 

0.069 

59.36 

Safe 

Kita Kheri 

0832000604109300 

0.06 

0.07 

77.88 

0.08 

0.01 

0.09 

0.08 

0.99 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.116 

0.006 

0.110 

0.093 

84.38 

Semi Critical 

Kotri 

0832000604110100 

0.06 

0.34 

122.45 

0.41 

0.06 

0.47 

0.08 

0.99 

- 

0.2800 

- 

- 

0.002 

0.282 

0.282 

0.754 

0.038 

0.716 

1.478 

206.42 

Over Exploited 

Loti 

0832000604108200 

0.06 

0.08 

(141.42) 

0.06 

0.09 

0.15 

0.08 

0.98 

- 

0.0200 

- 

- 

0.124 

0.144 

0.144 

0.298 

0.015 

0.283 

0.116 

41.00 

Safe 

Maya Kheri 

0832000604109600 

0.06 

0.28 

92.41 

0.33 

0.03 

0.36 

0.08 

0.99 

- 

0.1400 

- 

- 

0.004 

0.144 

0.144 

0.508 

0.025 

0.482 

0.751 

155.75 

Over Exploited 

Meerpura 

0832000604113400 

0.06 

0.05 

40.64 

0.06 

0.00 

0.06 

0.08 

0.99 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.067 

0.003 

0.064 

0.080 

125.60 

Over Exploited 

Mohammadpura 

0832000604113500 

0.06 

0.05 

5.54 

0.06 

- 

0.06 

0.08 

0.99 

- 

- 

- 

- 

- 

- 

- 

0.057 

0.003 

0.054 

0.027 

50.55 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Motmindganj 

083200060410590C 

3.536 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.536 

4.36 

0.010 

0.06 

0.01 

0.00 

0.00 

0.02 

0.18 

0.25 

0.23 

0.005 

0.91 

0.66 


Narana 

0832000604113100 

2.354 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.354 

2.86 

0.010 

0.07 

0.02 

0.00 

0.00 

0.00 

0.11 

0.16 

0.28 

0.003 

0.91 

0.66 


Nimba Hera 

0832000604108700 

3.495 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.000 

5.16 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nipaniya 

0832000604106100 

7.489 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.878 

5.46 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.14 

0.19 

0.20 

0.003 

0.23 

0.17 


Odiya Kheri 

0832000604108100 

5.339 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.339 

5.83 

0.010 

0.09 

0.02 

0.00 

0.00 

0.10 

0.28 

0.39 

0.36 

0.007 

0.91 

0.66 


Osav 

0832000604104800 

11.784 

Fresh 

Non-command 

Non-command 

Deccan Traps 

7.997 

5.31 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.45 

0.62 

0.12 

0.011 

0.61 

0.44 


Padiyar Kheri 

0832000604110000 

3.563 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.563 

4.28 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.18 

0.25 

0.15 

0.005 

0.91 

0.66 


Peepaliya 

0832000604115100 

5.891 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.890 

2.89 

0.010 

0.10 

0.02 

0.00 

0.00 

0.00 

0.25 

0.34 

0.37 

0.008 

0.91 

0.66 


Pirawa (M) 

0832000643207000 

7.964 

Fresh 

Non-command 

Non-command 

Deccan Traps 

7.964 

2.87 

0.010 

0.58 

0.12 

0.00 

0.00 

0.00 

0.69 

0.94 

1.90 

0.310 

0.91 

0.66 


Rajpura 

0832000604109800 

1.822 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.822 

3.04 

0.010 

0.07 

0.02 

0.00 

0.00 

0.00 

0.11 

0.14 

0.27 

0.003 

0.91 

0.66 


Ramay Dalpat 

0832000604111900 

6.245 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.660 

3.51 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.04 

0.001 

0.10 

0.07 


Ramay Mahoo 

0832000604114800 

9.725 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.717 

3.48 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.15 

0.21 

0.16 

0.005 

0.35 

0.25 


Rooppura 

0832000604112700 

1.059 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.059 

3.55 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.04 

0.001 

0.91 

0.66 


Samli Jinnar 

0832000604108300 

1.749 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.528 

1.88 

0.010 

0.00 

0.00 

0.00 

0.00 

0.12 

-0.09 

-0.12 

0.01 

0.002 

0.79 

0.58 






Chauli 

Command 

Deccan Traps 

0.042 

1.88 

0.010 

0.00 

0.00 

0.00 

0.00 

0.12 

-0.11 

-0.16 

0.00 

0.000 

0.02 

0.02 


Sanwat Khera 

0832000604115200 

4.838 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.905 

2.57 

0.010 

0.07 

0.02 

0.00 

0.00 

0.01 

0.12 

0.16 

0.26 

0.004 

0.55 

0.40 


Saranga Khera 

0832000604112300 

6.684 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.684 

3.66 

0.010 

0.12 

0.02 

0.00 

0.00 

0.00 

0.34 

0.47 

0.48 

0.009 

0.91 

0.66 


Saroniya 

0832000604109100 

3.023 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.023 

6.66 

0.010 

0.17 

0.04 

0.00 

0.00 

0.00 

0.33 

0.45 

0.68 

0.004 

0.91 

0.66 


Semli Chauhan 

0832000604115800 

9.937 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.859 

3.25 

0.010 

0.01 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.05 

0.001 

0.08 

0.06 


Sherpur 

0832000604113600 

10.032 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.261 

4.59 

0.010 

0.06 

0.02 

0.00 

0.00 

0.02 

0.26 

0.36 

0.24 

0.007 

0.48 

0.35 


Silori 

0832000604107700 

7.305 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.092 

4.71 

0.010 

0.07 

0.01 

0.00 

0.00 

0.01 

0.24 

0.33 

0.25 

0.006 

0.51 

0.37 


Tiktikiya 

0832000604105800 

3.167 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.167 

4.35 

0.010 

0.05 

0.01 

0.00 

0.00 

0.08 

0.10 

0.14 

0.18 

0.004 

0.90 

0.66 


Tomariya Kheri 

0832000604107900 

2.232 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.213 

4.37 

0.010 

0.12 

0.02 

0.00 

0.00 

0.00 

0.20 

0.27 

0.47 

0.003 

0.90 

0.66 

08004038 

Adoosa 

0830000503835100 

2.472 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.347 

1.43 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.09 

0.15 

0.25 

0.004 

0.39 

0.24 


Amalsara 

0831000203867100 

16.608 

Fresh 

Non-command 

Non-command 

Limestone 

0.032 

0.83 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Bhander Sandstone 

5.745 

0.83 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.08 

0.13 

0.07 

0.017 

0.25 

0.17 






Kota Barrage 

Command 

Limestone 

0.034 

0.83 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Bhander Sandstone 

0.266 

0.83 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

0.00 

0.001 

0.01 

0.01 


Asannakti 

0831000203869300 

5.913 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.913 

7.50 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.67 

1.34 

0.00 

0.018 

0.72 

0.36 


Bambooliya Kataria 

0830000503840700 

3.434 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.434 

6.11 

0.020 

0.11 

0.01 

0.00 

0.00 

0.00 

0.52 

1.04 

0.43 

0.009 

0.72 

0.36 


Bapawar Kalan 

0830000503843100 

10.377 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

7.675 

5.52 

0.020 

0.46 

0.07 

0.00 

0.00 

0.00 

1.24 

1.92 

1.82 

0.020 

0.54 

0.35 







Non-command 

Shale 

0.109 

5.52 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.03 

0.000 

0.01 

0.00 






Parwan Pickup Weir 

Command 

Bhander Sandstone 

0.002 

5.52 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bapawar Khurd 

0830000503842900 

2.190 

Fresh 

Non-command 

Non-command 

Limestone 

0.026 

1.94 

0.050 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Bhander Sandstone 

0.774 

1.94 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.06 

0.002 

0.26 

0.18 


Baroo Kheri 

0830000503843300 

3.454 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.727 

7.25 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.21 

0.07 

0.002 

0.15 

0.09 







Non-command 

Shale 

2.726 

7.25 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.47 

0.77 

0.31 

0.007 

0.58 

0.35 


Bayra 

0830000503837000 

0.894 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.894 

4.70 

0.020 

0.13 

0.01 

0.00 

0.00 

0.00 

0.20 

0.39 

0.52 

0.002 

0.72 

0.37 


Begna 

0831000303876100 

7.150 

Fresh 

Parwan Lift 

Command 

Limestone 

6.704 

2.30 

0.120 

0.58 

0.03 

0.00 

0.07 

0.00 

2.33 

2.86 

2.30 

0.018 

0.71 

0.58 







Command 

Bhander Sandstone 

0.446 

2.30 

0.030 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.11 

0.001 

0.05 

0.04 


Bengni 

0831000303876900 

9.231 

Fresh 

Non-command 

Non-command 

Limestone 

0.276 

1.69 

0.120 

0.01 

0.00 

0.00 

0.00 

0.01 

0.06 

0.08 

0.05 

0.001 

0.02 

0.02 







Non-command 

Bhander Sandstone 

0.595 

1.69 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.07 

0.002 

0.05 

0.04 






Parwan Lift 

Command 

Limestone 

5.220 

1.69 

0.120 

0.24 

0.01 

0.00 

0.05 

0.01 

1.23 

1.65 

0.94 

0.014 

0.42 

0.31 







Command 

Bhander Sandstone 

2.193 

1.69 

0.030 

0.07 

0.00 

0.00 

0.02 

0.00 

0.16 

0.21 

0.29 

0.006 

0.18 

0.13 


Bhairoopura 

0832000103975800 

3.223 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.143 

2.72 

0.020 

0.11 

0.02 

0.00 

0.00 

0.00 

0.26 

0.31 

0.43 

0.008 

0.74 

0.62 


Bhoola Hera 

0830000503848500 

2.918 

Fresh 

Non-command 

Non-command 

Shale 

2.918 

4.30 

0.020 

0.30 

0.04 

0.00 

0.00 

0.01 

0.51 

0.89 

1.18 

0.008 

0.72 

0.41 


Bhoola Heri 

0830000503843200 

4.807 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.193 

5.65 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.16 

0.28 

0.15 

0.003 

0.18 

0.11 







Non-command 

Shale 

3.614 

5.65 

0.020 

0.15 

0.02 

0.00 

0.00 

0.00 

0.54 

0.92 

0.59 

0.010 

0.55 

0.32 


Bilasara 

0832000103975900 

5.924 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.842 

2.84 

0.020 

0.10 

0.02 

0.00 

0.00 

0.00 

0.30 

0.35 

0.40 

0.010 

0.50 

0.42 


Bilendi 

0831000203868900 

4.986 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.466 

4.38 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.25 

0.45 

0.05 

0.011 

0.50 

0.27 


Bohra 

0832000103975700 

11.450 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.762 

2.83 

0.020 

0.04 

0.01 

0.00 

0.00 

0.06 

0.12 

0.15 

0.15 

0.007 

0.18 

0.15 


Boodhani 

0830000503842700 

4.983 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.460 

1.40 

0.020 

0.24 

0.03 

0.00 

0.00 

0.00 

0.31 

0.48 

0.93 

0.009 

0.51 

0.33 


Borda 

0830000503844100 

3.491 

Fresh 

Non-command 

Non-command 

Shale 

3.491 

2.35 

0.020 

0.19 

0.03 

0.00 

0.00 

0.00 

0.32 

0.64 

0.74 

0.009 

0.72 

0.36 


Borina 

0831000303876000 

7.766 

Fresh 

Parwan Lift 

Command 

Limestone 

2.318 

0.94 

0.120 

0.10 

0.01 

0.00 

0.02 

0.01 

0.32 

0.38 

0.41 

0.006 

0.23 

0.19 


Chaheriya 

0831000203869800 

2.453 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.453 

8.04 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.31 

0.59 

0.05 

0.007 

0.72 

0.38 


Chatarpura 

0830000503849900 

3.567 

Fresh 

Non-command 

Non-command 

Shale 

0.783 

3.43 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.13 

0.08 

0.002 

0.16 

0.09 


Chureliyan 

0831000303877100 

3.223 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.223 

4.38 

0.030 

0.09 

0.01 

0.00 

0.00 

0.00 

0.50 

0.80 

0.34 

0.009 

0.73 

0.46 


Dabari Kalan 

0830000503842200 

15.682 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

15.584 

4.09 

0.020 

0.18 

0.02 

0.00 

0.00 

0.03 

1.41 

2.74 

0.65 

0.041 

0.71 

0.37 







Non-command 

Shale 

0.099 

4.09 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.000 

0.00 

0.00 


Dawri Nakkiji 

0831000203870100 

3.046 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.046 

6.33 

0.015 

0.05 

0.01 

0.00 

0.00 

0.02 

0.31 

0.55 

0.20 

0.009 

0.72 

0.40 


Deopura Sorsan 

0831000203869700 

4.905 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.111 

8.68 

0.015 

0.13 

0.01 

0.00 

0.00 

0.01 

0.64 

1.18 

0.50 

0.013 

0.60 

0.33 






Parwan Lift 

Command 

Bhander Sandstone 

0.794 

8.68 

0.015 

0.02 

0.00 

0.00 

0.01 

0.01 

0.10 

0.19 

0.09 

0.002 

0.12 

0.06 


Dheeraheri 

0830000503842100 

4.765 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.018 

2.77 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.24 

0.02 

0.005 

0.30 

0.15 







Non-command 

Shale 

0.643 

2.77 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.07 

0.01 

0.002 

0.10 

0.05 


Digod 

0830000503848300 

7.862 

Fresh 

Non-command 

Non-command 

Shale 

7.044 

2.73 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.47 

0.92 

0.39 

0.019 

0.64 

0.33 


Dillipura 

0830000503844400 

4.816 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.758 

2.85 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.26 

0.13 

0.005 

0.26 

0.13 







Non-command 

Shale 

3.059 

2.85 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.22 

0.45 

0.25 

0.008 

0.45 

0.23 


Dobara 

0830000503849800 

3.411 

Fresh 

Non-command 

Non-command 

Shale 

1.488 

4.26 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

0.12 

0.20 

0.00 

0.004 

0.32 

0.19 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Motmindganj 

0832000604105900 

0.06 

0.19 

30.85 

0.23 

0.03 

0.26 

0.08 

0.99 

- 

0.0400 

- 

- 

0.031 

0.071 

0.071 

0.332 

0.017 

0.315 

0.234 

74.21 

Semi Critical 

Narana 

0832000604113100 

0.06 

0.13 

21.28 

0.15 

0.02 

0.18 

0.08 

0.99 

- 

0.0500 

- 

- 

0.005 

0.055 

0.055 

0.233 

0.012 

0.221 

0.280 

126.81 

Over Exploited 

Nimba Hera 

0832000604108700 

0.06 

0.00 

########## 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.004 

0.000 

0.004 

0.000 

0.01 

Safe 

Nipaniya 

0832000604106100 

0.06 

0.03 

639.38 

0.03 

0.01 

0.04 

0.02 

0.25 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.071 

0.004 

0.068 

0.199 

293.38 

Over Exploited 

Odiya Kheri 

0832000604108100 

0.06 

0.29 

33.46 

0.35 

0.12 

0.47 

0.08 

0.99 

- 

0.0700 

- 

- 

0.146 

0.216 

0.216 

0.682 

0.034 

0.648 

0.368 

56.84 

Safe 

Osav 

0832000604104800 

0.06 

0.29 

113.72 

0.35 

0.00 

0.35 

0.05 

0.66 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.373 

0.019 

0.355 

0.126 

35.55 

Safe 

Padiyar Kheri 

0832000604110000 

0.06 

0.19 

28.22 

0.23 

0.01 

0.24 

0.08 

0.99 

- 

0.0200 

- 

- 

0.000 

0.021 

0.021 

0.264 

0.013 

0.251 

0.156 

62.15 

Safe 

Peepaliya 

0832000604115100 

0.06 

0.32 

5.07 

0.34 

0.02 

0.36 

0.08 

0.98 

- 

0.0700 

- 

- 

0.007 

0.077 

0.077 

0.438 

0.022 

0.416 

0.378 

90.85 

Critical 

Pirawa (M) 

0832000643207000 

0.06 

0.43 

115.57 

0.52 

0.12 

0.64 

0.08 

0.99 

- 

0.3600 

- 

- 

0.005 

0.365 

0.365 

1.010 

0.050 

0.959 

2.214 

230.76 

Over Exploited 

Rajpura 

0832000604109800 

0.06 

0.10 

44.98 

0.12 

0.02 

0.14 

0.08 

0.99 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.189 

0.009 

0.180 

0.270 

149.83 

Over Exploited 

Ramay Dalpat 

0832000604111900 

0.06 

0.00 

975.17 

0.00 

0.00 

0.01 

0.01 

0.10 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.014 

0.001 

0.013 

0.041 

313.78 

Over Exploited 

Ramay Mahoo 

0832000604114800 

0.06 

0.08 

176.12 

0.09 

0.01 

0.11 

0.03 

0.38 

- 

0.0200 

- 

- 

0.007 

0.027 

0.027 

0.134 

0.007 

0.127 

0.163 

128.05 

Over Exploited 

Rooppura 

0832000604112700 

0.06 

0.06 

11.11 

0.06 

0.00 

0.06 

0.08 

0.99 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.076 

0.004 

0.072 

0.044 

61.69 

Safe 

Samli Jinnar 

0832000604108300 

0.06 

0.07 

(263.32) 

0.06 

0.12 

0.17 

0.07 

0.86 

- 

- 

- 

- 

0.173 

0.173 

0.173 

0.346 

0.017 

0.329 

0.009 

2.77 

Safe 



0.06 

0.00 

(287,073.65) 

0.00 

0.12 

0.12 

0.00 

0.02 

- 

- 

0.0006 

0.0008 

0.173 

0.174 

0.174 

0.289 

0.014 

0.275 

0.000 

0.02 

Safe 

Sanwat Khera 

0832000604115200 

0.06 

0.10 

69.56 

0.11 

0.03 

0.14 

0.05 

0.59 

- 

0.0500 

- 

- 

0.010 

0.060 

0.060 

0.201 

0.010 

0.191 

0.265 

138.54 

Over Exploited 

Saranga Khera 

0832000604112300 

0.06 

0.36 

28.53 

0.44 

0.02 

0.46 

0.08 

0.99 

- 

0.0500 

- 

- 

0.004 

0.054 

0.054 

0.513 

0.026 

0.488 

0.484 

99.29 

Critical 

Saroniya 

0832000604109100 

0.06 

0.16 

174.72 

0.20 

0.04 

0.24 

0.08 

0.99 

- 

0.1300 

- 

- 

- 

0.130 

0.130 

0.368 

0.018 

0.350 

0.688 

196.89 

Over Exploited 

Semli Chauhan 

0832000604115800 

0.06 

0.00 

444.55 

0.00 

0.02 

0.03 

0.01 

0.08 

- 

0.0100 

- 

- 

0.033 

0.043 

0.043 

0.070 

0.004 

0.067 

0.047 

70.83 

Semi Critical 

Sherpur 

0832000604113600 

0.06 

0.15 

139.01 

0.18 

0.04 

0.22 

0.04 

0.52 

- 

0.0500 

- 

- 

0.028 

0.078 

0.078 

0.297 

0.015 

0.282 

0.251 

89.03 

Semi Critical 

Silori 

0832000604107700 

0.06 

0.12 

166.68 

0.15 

0.02 

0.17 

0.04 

0.55 

- 

0.0300 

- 

- 

0.014 

0.044 

0.044 

0.214 

0.011 

0.203 

0.260 

127.99 

Over Exploited 

Tiktikiya 

0832000604105800 

0.06 

0.17 

(20.33) 

0.14 

0.09 

0.23 

0.08 

0.98 

- 

0.0300 

- 

- 

0.118 

0.148 

0.148 

0.373 

0.019 

0.354 

0.182 

51.46 

Safe 

Tomariya Kheri 

0832000604107900 

0.06 

0.12 

124.80 

0.14 

0.02 

0.16 

0.08 

0.98 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.214 

0.011 

0.203 

0.469 

231.16 

Over Exploited 

Adoosa 

0830000503835100 

0.09 

0.05 

208.32 

0.06 

0.01 

0.07 

0.03 

0.43 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.097 

0.005 

0.092 

0.254 

274.87 

Over Exploited 

Amalsara 

0831000203867100 

0.03 

0.00 

61,220.31 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.04 

196.23 

0.05 

0.01 

0.06 

0.02 

0.27 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.079 

0.004 

0.075 

0.089 

119.82 

Over Exploited 



0.03 

0.00 

58,287.43 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0007 

0.0008 

- 

0.002 

0.002 

0.002 

0.000 

0.001 

0.000 

7.34 

Safe 



0.03 

0.00 

(5,858.29) 

0.00 

0.01 

0.01 

0.00 

0.01 

- 

- 

0.0053 

0.0060 

0.010 

0.022 

0.022 

0.028 

0.001 

0.027 

0.001 

3.00 

Safe 

Asannakti 

0831000203869300 

0.03 

0.13 

954.85 

0.15 

0.00 

0.15 

0.06 

0.78 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.154 

0.008 

0.147 

0.018 

12.29 

Safe 

Bambooliya Kataria 

0830000503840700 

0.09 

0.22 

369.65 

0.27 

0.01 

0.28 

0.06 

0.78 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.325 

0.016 

0.309 

0.441 

142.66 

Over Exploited 

Bapawar Kalan 

0830000503843100 

0.09 

0.38 

411.68 

0.45 

0.07 

0.52 

0.04 

0.59 

- 

0.2000 

- 

- 

0.001 

0.201 

0.201 

0.723 

0.036 

0.687 

1.836 

267.47 

Over Exploited 



0.04 

0.00 

102,202.20 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.030 

79,468.45 

Over Exploited 



0.09 

0.00 

########## 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0001 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bapawar Khurd 

0830000503842900 

0.07 

0.00 

23,611.74 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.09 

0.02 

306.27 

0.02 

- 

0.02 

0.02 

0.28 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.032 

0.002 

0.030 

0.064 

211.59 

Over Exploited 

Baroo Kheri 

0830000503843300 

0.09 

0.01 

1,973.41 

0.01 

- 

0.01 

0.01 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.022 

0.001 

0.021 

0.069 

328.65 

Over Exploited 



0.04 

0.06 

1,131.08 

0.08 

0.01 

0.09 

0.05 

0.62 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.115 

0.006 

0.110 

0.312 

284.79 

Over Exploited 

Bayra 

0830000503837000 

0.09 

0.06 

579.95 

0.07 

0.01 

0.08 

0.06 

0.78 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.139 

0.007 

0.132 

0.523 

395.66 

Over Exploited 

Begna 

0831000303876100 

0.08 

0.38 

652.40 

0.46 

0.10 

0.56 

0.06 

0.77 

- 

0.0900 

0.0560 

- 

0.004 

0.150 

0.150 

0.706 

0.035 

0.671 

2.322 

346.30 

Over Exploited 



0.08 

0.00 

4,009.94 

0.00 

0.00 

0.01 

0.00 

0.05 

- 

- 

0.0037 

- 

- 

0.004 

0.004 

0.010 

0.001 

0.010 

0.109 

1,126.90 

Over Exploited 

Bengni 

0831000303876900 

0.08 

0.00 

16,158.23 

0.00 

0.01 

0.01 

0.00 

0.02 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.016 

0.001 

0.015 

0.049 

326.02 

Over Exploited 



0.08 

0.00 

2,798.72 

0.00 

0.00 

0.00 

0.00 

0.05 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.004 

0.000 

0.004 

0.074 

1,837.51 

Over Exploited 



0.08 

0.18 

834.58 

0.21 

0.07 

0.28 

0.04 

0.46 

- 

0.0400 

0.0436 

- 

0.009 

0.093 

0.093 

0.373 

0.019 

0.354 

0.950 

268.30 

Over Exploited 



0.08 

0.03 

582.51 

0.04 

0.02 

0.06 

0.02 

0.19 

- 

0.0100 

0.0183 

- 

0.001 

0.029 

0.029 

0.089 

0.004 

0.085 

0.294 

346.96 

Over Exploited 

Bhairoopura 

0832000103975800 

0.11 

0.26 

20.71 

0.31 

0.02 

0.33 

0.06 

0.80 

- 

0.0500 

- 

- 

0.005 

0.055 

0.055 

0.385 

0.019 

0.366 

0.436 

119.04 

Over Exploited 

Bhoola Hera 

0830000503848500 

0.04 

0.08 

954.72 

0.10 

0.05 

0.15 

0.06 

0.79 

- 

0.1300 

- 

- 

0.008 

0.138 

0.138 

0.285 

0.014 

0.271 

1.191 

439.27 

Over Exploited 

Bhoola Heri 

0830000503843200 

0.09 

0.02 

1,348.29 

0.02 

0.01 

0.03 

0.02 

0.20 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.053 

0.003 

0.051 

0.156 

308.61 

Over Exploited 



0.04 

0.08 

1,057.45 

0.09 

0.02 

0.12 

0.05 

0.59 

- 

0.0700 

- 

- 

0.001 

0.071 

0.071 

0.187 

0.009 

0.178 

0.602 

338.15 

Over Exploited 

Bilasara 

0832000103975900 

0.11 

0.21 

66.66 

0.25 

0.02 

0.27 

0.04 

0.53 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.321 

0.016 

0.305 

0.410 

134.24 

Over Exploited 

Bilendi 

0831000203868900 

0.03 

0.05 

769.84 

0.06 

0.00 

0.06 

0.04 

0.54 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.078 

0.004 

0.074 

0.065 

87.05 

Semi Critical 

Bohra 

0832000103975700 

0.11 

0.06 

166.60 

0.07 

0.07 

0.14 

0.01 

0.20 

- 

0.0200 

- 

- 

0.093 

0.113 

0.113 

0.252 

0.013 

0.240 

0.155 

64.66 

Safe 

Boodhani 

0830000503842700 

0.09 

0.16 

202.08 

0.19 

0.03 

0.22 

0.04 

0.55 

- 

0.1000 

- 

- 

0.001 

0.101 

0.101 

0.321 

0.016 

0.305 

0.938 

307.25 

Over Exploited 

Borda 

0830000503844100 

0.04 

0.10 

537.37 

0.12 

0.03 

0.15 

0.06 

0.78 

- 

0.0800 

- 

- 

0.005 

0.085 

0.085 

0.238 

0.012 

0.226 

0.747 

330.23 

Over Exploited 

Borina 

0831000303876000 

0.08 

0.04 

813.64 

0.05 

0.04 

0.09 

0.02 

0.25 

- 

0.0200 

0.0194 

- 

0.015 

0.054 

0.054 

0.147 

0.007 

0.140 

0.414 

295.75 

Over Exploited 

Chaheriya 

0831000203869800 

0.03 

0.05 

1,018.13 

0.06 

0.01 

0.07 

0.06 

0.78 

- 

0.0100 

- 

- 

0.011 

0.021 

0.021 

0.092 

0.005 

0.087 

0.061 

70.40 

Semi Critical 

Chatarpura 

0830000503849900 

0.04 

0.00 

2,521.00 

0.01 

- 

0.01 

0.01 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.015 

0.082 

540.73 

Over Exploited 

Chureliyan 

0831000303877100 

0.08 

0.19 

325.08 

0.23 

0.01 

0.24 

0.06 

0.79 

- 

0.0600 

- 

- 

0.002 

0.062 

0.062 

0.299 

0.015 

0.284 

0.351 

123.38 

Over Exploited 

Dabari Kalan 

0830000503842200 

0.09 

1.00 

174.43 

1.20 

0.05 

1.25 

0.06 

0.77 

- 

0.0700 

- 

- 

0.039 

0.109 

0.109 

1.355 

0.068 

1.288 

0.691 

53.67 

Safe 



0.04 

0.00 

88,314.25 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dawri Nakkiji 

0831000203870100 

0.03 

0.07 

736.99 

0.08 

0.03 

0.11 

0.06 

0.78 

- 

0.0200 

- 

- 

0.036 

0.056 

0.056 

0.170 

0.008 

0.161 

0.207 

128.60 

Over Exploited 

Deopura Sorsan 

0831000203869700 

0.03 

0.07 

1,483.90 

0.09 

0.02 

0.11 

0.05 

0.66 

- 

0.0600 

- 

- 

0.016 

0.076 

0.076 

0.187 

0.009 

0.177 

0.517 

291.14 

Over Exploited 



0.03 

0.00 

6,784.33 

0.00 

0.02 

0.02 

0.01 

0.13 

- 

0.0100 

0.0066 

- 

0.016 

0.033 

0.033 

0.055 

0.003 

0.053 

0.092 

176.03 

Over Exploited 

Dheeraheri 

0830000503842100 

0.09 

0.06 

344.74 

0.07 

- 

0.07 

0.03 

0.33 

- 

- 

- 

- 

- 

- 

- 

0.066 

0.003 

0.063 

0.024 

38.76 

Safe 



0.04 

0.00 

2,784.08 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.013 

447.92 

Over Exploited 

Digod 

0830000503848300 

0.04 

0.18 

406.31 

0.22 

0.01 

0.23 

0.05 

0.70 

- 

0.0400 

- 

- 

0.004 

0.044 

0.044 

0.274 

0.014 

0.261 

0.407 

155.97 

Over Exploited 

Dillipura 

0830000503844400 

0.09 

0.04 

530.10 

0.05 

- 

0.05 

0.02 

0.28 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.060 

0.003 

0.057 

0.137 

241.42 

Over Exploited 



0.04 

0.06 

706.83 

0.07 

0.01 

0.08 

0.04 

0.49 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.107 

0.005 

0.101 

0.256 

252.53 

Over Exploited 

Dobara 

0830000503849800 

0.04 

0.02 

951.00 

0.02 

0.01 

0.03 

0.03 

0.34 

- 

- 

- 

- 

0.012 

0.012 

0.012 

0.043 

0.002 

0.041 

0.004 

9.51 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Dobari 

083000050384840C 

1.353 

Fresh 

Non-command 

Non-command 

Shale 

1.353 

3.08 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.20 

0.12 

0.004 

0.72 

0.39 


Doongarpur 

0830000503849700 

7.039 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.771 

8.56 

0.020 

0.14 

0.01 

0.00 

0.00 

0.00 

0.94 

1.43 

0.56 

0.013 

0.50 

0.33 







Non-command 

Shale 

2.035 

8.56 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.42 

0.63 

0.29 

0.005 

0.21 

0.14 


Gehun Kheri 

0830000503843500 

6.993 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.547 

4.09 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.10 

0.05 

0.001 

0.06 

0.03 







Non-command 

Shale 

6.446 

4.09 

0.020 

0.19 

0.03 

0.00 

0.00 

0.00 

0.68 

1.21 

0.73 

0.017 

0.67 

0.38 


Ghas Khera 

0830000503842300 

2.099 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.099 

4.48 

0.020 

0.08 

0.01 

0.00 

0.00 

0.01 

0.25 

0.47 

0.30 

0.006 

0.72 

0.38 


Gulab Pura 

0831000203866900 

7.975 

Fresh 

Kota Barrage 

Command 

Limestone 

1.015 

1.78 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.04 

0.003 

0.09 

0.07 







Command 

Bhander Sandstone 

0.653 

1.78 

0.015 

0.01 

0.00 

0.00 

0.00 

0.04 

-0.01 

-0.02 

0.02 

0.002 

0.06 

0.04 


Hanotiya 

0831000203870200 

3.150 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.150 

4.48 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.23 

0.40 

0.07 

0.010 

0.72 

0.41 


Hanpa Heri 

0831000203868100 

4.388 

Fresh 

Parwan Lift 

Command 

Limestone 

0.413 

3.68 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.12 

0.001 

0.07 

0.05 


Hanuwat Khera 

0830000503848800 

4.638 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.004 

9.70 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Hanwat Khera 

0831000203870000 

3.406 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.825 

6.35 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.30 

0.48 

0.14 

0.009 

0.61 

0.38 






Parwan Lift 

Command 

Bhander Sandstone 

0.580 

6.35 

0.015 

0.01 

0.00 

0.00 

0.01 

0.00 

0.05 

0.08 

0.04 

0.002 

0.12 

0.08 


Haripura 

0830000503848200 

5.509 

Fresh 

Non-command 

Non-command 

Shale 

5.044 

2.92 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.34 

0.69 

0.22 

0.013 

0.66 

0.33 


Jagannathpura 

0831000303877400 

5.423 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.066 

3.91 

0.030 

0.24 

0.01 

0.00 

0.00 

0.00 

0.59 

0.80 

0.95 

0.008 

0.42 

0.31 






Parwan Lift 

Command 

Bhander Sandstone 

2.357 

3.91 

0.030 

0.19 

0.01 

0.00 

0.02 

0.00 

0.43 

0.59 

0.74 

0.006 

0.32 

0.24 


Jali Hera 

0830000503841000 

1.122 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.842 

3.16 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.13 

0.02 

0.002 

0.54 

0.27 


Jithani 

0830000503849400 

5.696 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.129 

8.83 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.000 

0.02 

0.01 


Jogara 

0830000503848000 

4.728 

Fresh 

Non-command 

Non-command 

Shale 

0.234 

2.99 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.03 

0.01 

0.001 

0.04 

0.02 


Jolpa 

0832000103975400 

22.302 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.332 

3.22 

0.020 

0.00 

0.00 

0.00 

0.00 

0.07 

-0.05 

-0.07 

0.02 

0.001 

0.01 

0.01 


Kamolar 

0830000503843400 

9.408 

Fresh 

Non-command 

Non-command 

Shale 

9.408 

2.29 

0.020 

0.33 

0.05 

0.00 

0.00 

0.00 

0.71 

1.35 

1.30 

0.025 

0.72 

0.38 


Kanganya 

0830000503837200 

4.594 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.500 

4.70 

0.020 

0.09 

0.00 

0.00 

0.00 

0.00 

0.42 

0.82 

0.34 

0.009 

0.55 

0.28 


Kethori 

0831000203867200 

7.579 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.283 

2.50 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.22 

0.04 

0.010 

0.31 

0.19 


Khariya 

0830000503843600 

3.823 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.594 

3.34 

0.020 

0.39 

0.06 

0.00 

0.00 

0.00 

0.57 

1.00 

1.54 

0.009 

0.68 

0.39 







Non-command 

Shale 

0.229 

3.34 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.08 

0.11 

0.001 

0.04 

0.02 


Kharkhara 

0831000203869100 

2.224 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.224 

5.18 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.37 

0.07 

0.007 

0.72 

0.37 


Kherali 

0831000303876600 

9.084 

Fresh 

Parwan Lift 

Command 

Older Alluvium 

0.000 

-0.12 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Limestone 

0.645 

-0.12 

0.120 

0.08 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.31 

0.002 

0.05 

0.05 


Kotra 

0830000503843000 

4.191 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.008 

4.21 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kundanpur 

0830000503836900 

5.741 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.156 

4.52 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.35 

0.65 

0.22 

0.008 

0.39 

0.21 


Kurariya Kalan 

0830000503836600 

1.615 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.265 

3.82 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.14 

0.25 

0.20 

0.003 

0.56 

0.31 


Labaniya 

0830000503848900 

3.600 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.267 

9.41 

0.020 

0.05 

0.00 

0.00 

0.00 

0.01 

0.28 

0.41 

0.18 

0.003 

0.26 

0.18 






Parwan Pickup Weir 

Command 

Bhander Sandstone 

0.008 

9.41 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Lasariya Kalan 

0830000503843700 

2.786 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.145 

3.20 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.17 

0.31 

0.16 

0.006 

0.55 

0.30 







Non-command 

Shale 

0.640 

3.20 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.10 

0.05 

0.002 

0.17 

0.09 


Lasariya Khurd 

0830000503844300 

2.254 

Fresh 

Non-command 

Non-command 

Shale 

2.254 

2.80 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.15 

0.31 

0.16 

0.006 

0.72 

0.36 


Latoora 

0830000503848700 

1.684 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.652 

10.28 

0.020 

0.11 

0.01 

0.00 

0.00 

0.00 

0.44 

0.68 

0.42 

0.004 

0.72 

0.47 


Latoori 

0830000503848600 

6.263 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.857 

9.41 

0.020 

0.18 

0.01 

0.00 

0.00 

0.01 

0.89 

1.38 

0.69 

0.010 

0.45 

0.29 







Non-command 

Shale 

2.043 

9.41 

0.020 

0.12 

0.01 

0.00 

0.00 

0.00 

0.49 

0.77 

0.46 

0.005 

0.24 

0.15 


Lewa 

0831000303876700 

5.233 

Fresh 

Parwan Lift 

Command 

Limestone 

2.893 

3.33 

0.120 

0.24 

0.01 

0.00 

0.03 

0.02 

1.34 

1.59 

0.94 

0.008 

0.42 

0.36 


Lola Heri 

0830000503842800 

3.734 

Fresh 

Non-command 

Non-command 

Limestone 

0.020 

1.38 

0.050 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Bhander Sandstone 

1.981 

1.38 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.10 

0.16 

0.22 

0.005 

0.39 

0.26 


Malihera 

0830000503840900 

4.425 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.861 

3.97 

0.020 

0.11 

0.01 

0.00 

0.00 

0.00 

0.41 

0.82 

0.42 

0.010 

0.62 

0.31 


Manpura 

0831000203869000 

7.866 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.445 

6.55 

0.015 

0.03 

0.00 

0.00 

0.00 

0.08 

0.49 

0.90 

0.09 

0.017 

0.50 

0.27 






Parwan Lift 

Command 

Bhander Sandstone 

0.172 

6.55 

0.015 

0.00 

0.00 

0.00 

0.00 

0.08 

-0.07 

-0.12 

0.00 

0.001 

0.02 

0.01 


Mau Jageer 

0831000203869500 

6.565 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.565 

5.35 

0.015 

0.07 

0.00 

0.00 

0.00 

0.02 

0.58 

1.16 

0.25 

0.020 

0.72 

0.36 


Mirzapur 

0831000203869900 

8.825 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.182 

7.92 

0.015 

0.11 

0.01 

0.00 

0.00 

0.01 

0.59 

0.98 

0.43 

0.013 

0.34 

0.21 






Parwan Lift 

Command 

Limestone 

2.611 

7.92 

0.020 

0.15 

0.01 

0.00 

0.03 

0.00 

0.53 

0.88 

0.59 

0.008 

0.22 

0.13 







Command 

Bhander Sandstone 

1.978 

7.92 

0.015 

0.05 

0.00 

0.00 

0.02 

0.01 

0.25 

0.42 

0.20 

0.006 

0.16 

0.10 


Mohammadpura 

0831000203868800 

7.538 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.587 

4.16 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.35 

0.62 

0.02 

0.017 

0.53 

0.30 


Moikalan 

0830000503849600 

24.694 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

21.074 

4.16 

0.020 

0.19 

0.03 

0.00 

0.00 

0.02 

1.90 

2.53 

0.69 

0.056 

0.64 

0.48 







Non-command 

Shale 

0.153 

4.16 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.000 

0.00 

0.00 


Nayapura 

0830000503843900 

1.499 

Fresh 

Non-command 

Non-command 

Shale 

1.499 

1.99 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.10 

0.19 

0.18 

0.004 

0.72 

0.38 


Niyana 

0831000203868700 

7.875 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.125 

4.47 

0.015 

0.00 

0.00 

0.00 

0.00 

0.02 

-0.01 

-0.01 

0.00 

0.000 

0.01 

0.01 


Noorpur 

0831000303877300 

0.862 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.689 

4.29 

0.030 

0.10 

0.00 

0.00 

0.00 

0.00 

0.19 

0.27 

0.40 

0.002 

0.59 

0.42 






Parwan Lift 

Command 

Bhander Sandstone 

0.173 

4.29 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.09 

0.000 

0.15 

0.10 


Palkya 

0830000503836500 

3.275 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.070 

3.08 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.000 

0.02 

0.01 


Pratappura 

0830000503843800 

1.719 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.274 

2.92 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.001 

0.11 

0.06 







Non-command 

Shale 

1.445 

2.92 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.18 

0.05 

0.004 

0.61 

0.32 


Rajgarh 

0830000503834900 

5.877 

Fresh 

Non-command 

Non-command 

Limestone 

0.925 

0.88 

0.050 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.04 

0.002 

0.11 

0.08 







Non-command 

Bhander Sandstone 

1.198 

0.88 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.05 

0.003 

0.15 

0.10 






Kota Barrage 

Command 

Limestone 

0.506 

0.88 

0.050 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.02 

0.001 

0.06 

0.04 


Rajoriya 

0831000203869600 

4.464 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.464 

7.34 

0.015 

0.13 

0.02 

0.00 

0.00 

0.00 

0.60 

1.19 

0.50 

0.014 

0.72 

0.36 


Ramgarh 

0830000503834700 

0.751 

Fresh 

Kota Barrage 

Command 

Limestone 

0.299 

1.26 

0.050 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.001 

0.29 

0.21 


Ratawad 

0831000303876800 

6.833 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.086 

6.56 

0.030 

0.01 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.04 

0.000 

0.01 

0.01 






Parwan Lift 

Command 

Limestone 

0.944 

6.56 

0.120 

0.13 

0.01 

0.00 

0.01 

0.00 

0.85 

1.07 

0.50 

0.003 

0.10 

0.08 







Command 

Bhander Sandstone 

5.803 

6.56 

0.030 

0.58 

0.03 

0.00 

0.06 

0.01 

1.63 

2.04 

2.29 

0.016 

0.64 

0.51 


Relawad 

0830000503842400 

4.745 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.745 

4.22 

0.020 

0.17 

0.03 

0.00 

0.00 

0.00 

0.54 

0.95 

0.67 

0.012 

0.72 

0.41 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Dobari 

083000050384840C 

0.04 

0.04 

423.52 

0.05 

0.00 

0.05 

0.06 

0.78 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.065 

0.003 

0.062 

0.123 

197.08 

Over Exploited 

Doongarpur 

083000050384970C 

0.09 

0.21 

563.73 

0.26 

0.01 

0.27 

0.04 

0.54 

- 

0.0600 

- 

- 

0.003 

0.063 

0.063 

0.333 

0.017 

0.316 

0.570 

180.00 

Over Exploited 



0.04 

0.02 

3,535.53 

0.02 

- 

0.02 

0.02 

0.23 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.051 

0.003 

0.048 

0.293 

607.23 

Over Exploited 

Gehun Kheri 

0830000503843500 

0.09 

0.00 

3,359.78 

0.00 

- 

0.00 

0.00 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.013 

0.049 

389.82 

Over Exploited 



0.04 

0.17 

599.85 

0.21 

0.03 

0.24 

0.06 

0.72 

- 

0.0800 

- 

- 

0.007 

0.087 

0.087 

0.328 

0.016 

0.312 

0.748 

239.94 

Over Exploited 

Ghas Khera 

0830000503842300 

0.09 

0.14 

246.34 

0.16 

0.02 

0.18 

0.06 

0.78 

- 

0.0600 

- 

- 

0.012 

0.072 

0.072 

0.253 

0.013 

0.240 

0.304 

126.53 

Over Exploited 

Gulab Pura 

0831000203866900 

0.03 

0.00 

2,169.23 

0.00 

0.00 

0.00 

0.01 

0.10 

- 

0.0100 

0.0245 

0.0346 

0.000 

0.070 

0.070 

0.073 

0.004 

0.069 

0.042 

60.57 

Safe 



0.03 

0.00 

(1,707.08) 

0.00 

0.04 

0.04 

0.00 

0.06 

- 

- 

0.0158 

0.0223 

0.061 

0.099 

0.099 

0.141 

0.007 

0.134 

0.020 

14.92 

Safe 

Hanotiya 

0831000203870200 

0.03 

0.07 

483.43 

0.08 

0.00 

0.09 

0.06 

0.79 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.099 

0.005 

0.094 

0.082 

86.44 

Semi Critical 

Hanpa Heri 

0831000203868100 

0.03 

0.00 

8,429.87 

0.00 

0.01 

0.01 

0.01 

0.08 

- 

0.0100 

0.0035 

- 

0.006 

0.020 

0.020 

0.029 

0.001 

0.028 

0.118 

423.29 

Over Exploited 

Hanuwat Khera 

0830000503848800 

0.09 

0.00 

457,150.31 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Hanwat Khera 

0831000203870000 

0.03 

0.05 

826.81 

0.06 

0.01 

0.07 

0.05 

0.66 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.093 

0.005 

0.089 

0.153 

172.12 

Over Exploited 



0.03 

0.00 

3,798.21 

0.00 

0.01 

0.01 

0.01 

0.14 

- 

- 

0.0073 

- 

0.001 

0.008 

0.008 

0.023 

0.001 

0.022 

0.038 

171.94 

Over Exploited 

Haripura 

0830000503848200 

0.04 

0.13 

418.98 

0.16 

0.01 

0.17 

0.06 

0.71 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.189 

0.009 

0.179 

0.229 

127.88 

Over Exploited 

Jagannathpura 

0831000303877400 

0.08 

0.10 

675.09 

0.12 

0.01 

0.14 

0.04 

0.46 

- 

0.0400 

- 

- 

0.003 

0.043 

0.043 

0.180 

0.009 

0.171 

0.962 

563.89 

Over Exploited 



0.08 

0.06 

860.80 

0.07 

0.04 

0.11 

0.03 

0.35 

- 

0.0300 

0.0197 

- 

0.003 

0.053 

0.053 

0.162 

0.008 

0.154 

0.744 

482.74 

Over Exploited 

Jali Hera 

0830000503841000 

0.09 

0.04 

211.90 

0.05 

- 

0.05 

0.05 

0.58 

- 

- 

- 

- 

- 

- 

- 

0.049 

0.002 

0.046 

0.021 

45.71 

Safe 

Jithani 

0830000503849400 

0.09 

0.00 

15,629.78 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.017 

7,717.61 

Over Exploited 

Jogara 

0830000503848000 

0.04 

0.00 

8,235.10 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.011 

1,245.07 

Over Exploited 

Jolpa 

0832000103975400 

0.11 

0.00 

(18,532.60) 

0.00 

0.07 

0.07 

0.00 

0.01 

- 

- 

- 

- 

0.108 

0.108 

0.108 

0.181 

0.009 

0.172 

0.018 

10.39 

Safe 

Kamolar 

0830000503843400 

0.04 

0.27 

399.04 

0.32 

0.05 

0.38 

0.06 

0.78 

- 

0.2400 

- 

- 

0.006 

0.246 

0.246 

0.625 

0.031 

0.593 

1.323 

222.91 

Over Exploited 

Kanganya 

0830000503837200 

0.09 

0.17 

377.51 

0.21 

- 

0.21 

0.05 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.216 

0.011 

0.206 

0.345 

167.91 

Over Exploited 

Kethori 

0831000203867200 

0.03 

0.03 

617.60 

0.04 

0.00 

0.04 

0.03 

0.34 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.040 

0.002 

0.038 

0.046 

122.25 

Over Exploited 

Khariya 

0830000503843600 

0.09 

0.22 

352.51 

0.26 

0.06 

0.32 

0.06 

0.74 

- 

0.1700 

- 

- 

- 

0.170 

0.170 

0.495 

0.025 

0.470 

1.548 

329.55 

Over Exploited 



0.04 

0.00 

19,834.57 

0.00 

- 

0.00 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.010 

0.001 

0.010 

0.108 

1,081.06 

Over Exploited 

Kharkhara 

0831000203869100 

0.03 

0.05 

668.71 

0.06 

0.00 

0.06 

0.06 

0.78 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.071 

0.004 

0.068 

0.079 

116.34 

Over Exploited 

Kherali 

0831000303876600 

0.22 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.06 

- 

0.0100 

0.0054 

- 

- 

0.015 

0.015 

0.025 

0.002 

0.022 

0.314 

1,412.30 

Over Exploited 

Kotra 

0830000503843000 

0.09 

0.00 

92,118.44 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kundanpur 

0830000503836900 

0.09 

0.11 

481.13 

0.13 

- 

0.13 

0.03 

0.43 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.144 

0.007 

0.137 

0.229 

167.06 

Over Exploited 

Kurariya Kalan 

0830000503836600 

0.09 

0.06 

282.64 

0.08 

0.01 

0.09 

0.05 

0.61 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.107 

0.005 

0.102 

0.205 

202.08 

Over Exploited 

Labaniya 

0830000503848900 

0.09 

0.03 

1,255.75 

0.04 

0.01 

0.04 

0.02 

0.28 

- 

0.0200 

- 

- 

0.013 

0.033 

0.033 

0.077 

0.004 

0.073 

0.187 

256.88 

Over Exploited 



0.09 

0.00 

160,380.41 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0002 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Lasariya Kalan 

0830000503843700 

0.09 

0.11 

191.24 

0.13 

0.01 

0.14 

0.05 

0.60 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.159 

0.008 

0.151 

0.167 

110.64 

Over Exploited 



0.04 

0.00 

2,138.61 

0.01 

- 

0.01 

0.01 

0.18 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.014 

0.056 

388.39 

Over Exploited 

Lasariya Khurd 

0830000503844300 

0.04 

0.06 

378.82 

0.08 

0.01 

0.09 

0.06 

0.78 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.113 

0.006 

0.107 

0.169 

157.96 

Over Exploited 

Latoora 

0830000503848700 

0.09 

0.11 

533.57 

0.13 

0.01 

0.14 

0.06 

0.78 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.189 

0.009 

0.179 

0.422 

235.29 

Over Exploited 

Latoori 

0830000503848600 

0.09 

0.16 

775.31 

0.19 

0.02 

0.21 

0.04 

0.49 

- 

0.0800 

- 

- 

0.011 

0.091 

0.091 

0.297 

0.015 

0.283 

0.703 

248.89 

Over Exploited 



0.04 

0.02 

3,805.78 

0.02 

0.01 

0.03 

0.02 

0.26 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.084 

0.004 

0.079 

0.461 

581.25 

Over Exploited 

Lewa 

0831000303876700 

0.08 

0.10 

1,529.99 

0.12 

0.05 

0.17 

0.04 

0.46 

- 

0.0400 

0.0242 

- 

0.023 

0.087 

0.087 

0.258 

0.013 

0.245 

0.944 

385.06 

Over Exploited 

Lola Heri 

0830000503842800 

0.07 

0.00 

38,726.73 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.09 

0.07 

122.61 

0.08 

0.01 

0.09 

0.03 

0.42 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.114 

0.006 

0.108 

0.226 

209.10 

Over Exploited 

Malihera 

0830000503840900 

0.09 

0.22 

276.22 

0.26 

0.01 

0.27 

0.05 

0.68 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.290 

0.015 

0.276 

0.432 

156.68 

Over Exploited 

Manpura 

0831000203869000 

0.03 

0.08 

1,009.58 

0.10 

0.08 

0.18 

0.04 

0.54 

- 

0.0200 

- 

- 

0.119 

0.139 

0.139 

0.316 

0.016 

0.300 

0.107 

35.55 

Safe 



0.03 

0.00 

(151,193.80) 

0.00 

0.08 

0.08 

0.00 

0.02 

- 

- 

0.0029 

- 

0.119 

0.122 

0.122 

0.204 

0.010 

0.194 

0.001 

0.27 

Safe 

Mau Jageer 

0831000203869500 

0.03 

0.14 

723.42 

0.17 

0.02 

0.19 

0.06 

0.78 

- 

0.0300 

- 

- 

0.025 

0.055 

0.055 

0.241 

0.012 

0.229 

0.272 

118.64 

Over Exploited 

Mirzapur 

0831000203869900 

0.03 

0.04 

2,156.83 

0.05 

0.02 

0.07 

0.03 

0.37 

- 

0.0500 

- 

- 

0.017 

0.067 

0.067 

0.139 

0.007 

0.132 

0.445 

335.76 

Over Exploited 



0.03 

0.02 

5,106.12 

0.02 

0.04 

0.06 

0.02 

0.23 

- 

0.0700 

0.0218 

- 

0.001 

0.093 

0.093 

0.150 

0.007 

0.142 

0.593 

416.29 

Over Exploited 



0.03 

0.01 

4,274.31 

0.01 

0.03 

0.04 

0.01 

0.18 

- 

0.0200 

0.0165 

- 

0.017 

0.053 

0.053 

0.096 

0.005 

0.091 

0.204 

224.56 

Over Exploited 

Mohammadpura 

0831000203868800 

0.03 

0.09 

597.95 

0.11 

0.01 

0.12 

0.05 

0.58 

- 

- 

- 

- 

0.018 

0.018 

0.018 

0.137 

0.007 

0.130 

0.035 

26.85 

Safe 

Moikalan 

0830000503849600 

0.09 

1.21 

108.24 

1.46 

0.05 

1.50 

0.05 

0.69 

- 

0.0800 

- 

- 

0.024 

0.104 

0.104 

1.608 

0.080 

1.527 

0.749 

49.01 

Safe 



0.04 

0.00 

59,621.95 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nayapura 

0830000503843900 

0.04 

0.04 

339.95 

0.05 

0.01 

0.06 

0.06 

0.78 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.093 

0.005 

0.089 

0.184 

207.67 

Over Exploited 

Niyana 

0831000203868700 

0.03 

0.00 

(31,675.25) 

0.00 

0.02 

0.02 

0.00 

0.01 

- 

- 

- 

- 

0.025 

0.025 

0.025 

0.041 

0.002 

0.039 

0.000 

0.97 

Safe 

Noorpur 

0831000303877300 

0.08 

0.03 

722.47 

0.04 

- 

0.04 

0.05 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.049 

0.002 

0.047 

0.398 

850.66 

Over Exploited 



0.08 

0.00 

2,702.45 

0.00 

0.00 

0.00 

0.01 

0.16 

- 

- 

0.0014 

- 

- 

0.001 

0.001 

0.006 

0.000 

0.005 

0.090 

1,697.45 

Over Exploited 

Palkya 

0830000503836500 

0.09 

0.00 

7,602.51 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

9,175.34 

Over Exploited 

Pratappura 

0830000503843800 

0.09 

0.00 

966.71 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.011 

333.27 

Over Exploited 



0.04 

0.03 

407.56 

0.04 

- 

0.04 

0.05 

0.66 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.052 

0.003 

0.049 

0.058 

117.04 

Over Exploited 

Rajgarh 

0830000503834900 

0.07 

0.01 

914.50 

0.01 

0.00 

0.01 

0.01 

0.12 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.009 

0.000 

0.009 

0.041 

478.72 

Over Exploited 



0.09 

0.02 

188.79 

0.02 

- 

0.02 

0.01 

0.16 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.029 

0.001 

0.028 

0.048 

174.86 

Over Exploited 



0.07 

0.00 

2,061.61 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

0.0081 

0.0115 

- 

0.020 

0.020 

0.022 

0.001 

0.021 

0.023 

110.45 

Over Exploited 

Rajoriya 

0831000203869600 

0.03 

0.10 

1,135.43 

0.12 

0.02 

0.14 

0.06 

0.78 

- 

0.0600 

- 

- 

0.002 

0.062 

0.062 

0.198 

0.010 

0.188 

0.518 

275.64 

Over Exploited 

Ramgarh 

0830000503834700 

0.07 

0.01 

557.18 

0.01 

- 

0.01 

0.02 

0.31 

- 

- 

0.0060 

0.0068 

- 

0.013 

0.013 

0.020 

0.001 

0.019 

0.023 

119.97 

Over Exploited 

Ratawad 

0831000303876800 

0.08 

0.00 

37,890.29 

0.00 

0.01 

0.01 

0.00 

0.01 

- 

- 

- 

- 

0.011 

0.011 

0.011 

0.018 

0.001 

0.017 

0.036 

214.93 

Over Exploited 



0.08 

0.01 

13,464.00 

0.01 

0.02 

0.03 

0.01 

0.11 

- 

0.0200 

0.0079 

- 

0.002 

0.030 

0.030 

0.060 

0.003 

0.057 

0.507 

893.62 

Over Exploited 



0.08 

0.30 

584.87 

0.36 

0.10 

0.45 

0.05 

0.70 

- 

0.0900 

0.0485 

- 

0.011 

0.149 

0.149 

0.602 

0.030 

0.571 

2.302 

402.79 

Over Exploited 

Relawad 

0830000503842400 

0.09 

0.31 

208.74 

0.37 

0.03 

0.40 

0.06 

0.79 

- 

0.1300 

- 

- 

- 

0.130 

0.130 

0.531 

0.027 

0.505 

0.684 

135.66 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Rosalya 

083000050384400C 

3.913 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.105 

2.22 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.000 

0.02 

0.01 







Non-command 

Shale 

3.808 

2.22 

0.020 

0.14 

0.02 

0.00 

0.00 

0.00 

0.29 

0.56 

0.54 

0.010 

0.70 

0.35 


Salaunya 

083000050383480C 

0.897 

Fresh 

Kota Barrage 

Command 

Limestone 

0.679 

1.16 

0.050 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.02 

0.002 

0.55 

0.39 


Sanga Heri 

0831000203869200 

2.260 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.260 

6.86 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.47 

0.02 

0.007 

0.72 

0.37 


Sangod (M) 

0830000543011000 

17.368 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.518 

2.67 

0.020 

0.14 

0.00 

0.00 

0.00 

0.01 

0.32 

0.65 

0.13 

0.327 

0.14 

0.07 







Non-command 

Shale 

10.639 

2.67 

0.020 

0.44 

0.01 

0.00 

0.00 

0.00 

1.00 

2.00 

0.45 

0.990 

0.44 

0.22 


Shankarpura 

0831000303877500 

2.967 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.691 

2.23 

0.030 

0.12 

0.01 

0.00 

0.00 

0.00 

0.22 

0.30 

0.49 

0.005 

0.43 

0.31 






Parwan Lift 

Command 

Limestone 

0.002 

2.23 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Bhander Sandstone 

0.877 

2.23 

0.030 

0.06 

0.00 

0.00 

0.01 

0.00 

0.11 

0.15 

0.25 

0.002 

0.22 

0.16 


Shyampura 

0831000303876200 

5.277 

Fresh 

Parwan Lift 

Command 

Limestone 

1.748 

2.89 

0.120 

0.10 

0.01 

0.00 

0.02 

0.00 

0.68 

0.79 

0.41 

0.005 

0.25 

0.21 


Soonda 

0830000503842600 

1.164 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.504 

1.33 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.04 

0.04 

0.001 

0.32 

0.21 


Sorsan 

0831000203869400 

25.507 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

12.578 

8.23 

0.015 

0.29 

0.04 

0.00 

0.00 

0.19 

1.61 

2.95 

1.10 

0.038 

0.36 

0.19 






Parwan Lift 

Command 

Limestone 

1.201 

8.23 

0.020 

0.06 

0.01 

0.00 

0.02 

0.00 

0.22 

0.41 

0.23 

0.004 

0.03 

0.02 







Command 

Bhander Sandstone 

4.033 

8.23 

0.015 

0.09 

0.01 

0.00 

0.08 

0.19 

0.30 

0.55 

0.36 

0.012 

0.11 

0.06 


Sundkya 

0830000503837100 

1.745 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.745 

5.64 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.25 

0.49 

0.19 

0.005 

0.72 

0.36 


Talchhi 

0830000503844200 

2.005 

Fresh 

Non-command 

Non-command 

Shale 

2.005 

2.79 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.26 

0.08 

0.005 

0.72 

0.36 


Theemli 

0830000503840800 

2.162 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.162 

4.33 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.25 

0.50 

0.24 

0.006 

0.72 

0.36 


Tulsan 

0831000303877600 

7.879 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.406 

1.16 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.09 

0.001 

0.04 

0.03 






Parwan Lift 

Command 

Limestone 

0.174 

1.16 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.05 

0.000 

0.02 

0.01 







Command 

Bhander Sandstone 

1.580 

1.16 

0.030 

0.10 

0.00 

0.00 

0.02 

0.00 

0.14 

0.18 

0.38 

0.004 

0.15 

0.12 


Umarda 

0830000503842500 

2.723 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.723 

3.22 

0.030 

0.32 

0.05 

0.00 

0.00 

0.00 

0.53 

0.88 

1.26 

0.007 

0.73 

0.44 




7.429 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

7.280 

3.22 

0.020 

0.17 

0.02 

0.00 

0.00 

0.00 

0.62 

1.02 

0.66 

0.019 

0.71 

0.43 


Unda 

0831000303877000 

5.369 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.379 

4.64 

0.030 

0.19 

0.01 

0.00 

0.00 

0.00 

0.79 

1.14 

0.76 

0.012 

0.60 

0.42 






Parwan Lift 

Command 

Limestone 

0.030 

4.64 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.000 

0.00 

0.00 







Command 

Bhander Sandstone 

0.960 

4.64 

0.030 

0.04 

0.00 

0.00 

0.01 

0.00 

0.16 

0.24 

0.16 

0.003 

0.13 

0.09 


Vinod Kalan 

0830000503840500 

7.702 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.005 

4.61 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Vinod Khurd 

0830000503840600 

3.213 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.696 

5.11 

0.020 

0.14 

0.01 

0.00 

0.00 

0.00 

0.41 

0.81 

0.57 

0.007 

0.60 

0.30 

08004039 

Achalpura 

0831000803962500 

1.760 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.756 

4.63 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.24 

0.28 

0.20 

0.006 

0.54 

0.46 


Akawad Kalan 

0832000103993000 

9.533 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

8.085 

3.71 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.67 

0.78 

0.28 

0.020 

0.45 

0.39 


Akawad Khurd 

0832000103993100 

5.344 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.075 

4.81 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.44 

0.52 

0.22 

0.010 

0.41 

0.35 


Aklera (M) 

0832000343204000 

6.846 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.375 

3.89 

0.010 

0.13 

0.01 

0.00 

0.00 

0.00 

0.17 

0.24 

0.22 

0.231 

0.17 

0.12 






Chappi 

Command 

Deccan Traps 

5.471 

3.89 

0.010 

0.52 

0.03 

0.00 

0.00 

0.00 

0.70 

0.96 

0.86 

0.918 

0.67 

0.49 


Amarpura 

0831000803970600 

2.301 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.716 

2.08 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.07 

0.10 

0.13 

0.005 

0.61 

0.45 


Ambala 

0832000103995300 

4.979 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.928 

7.65 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.83 

1.06 

0.34 

0.012 

0.66 

0.52 


Amlawada Kharan 

0831000803966600 

10.069 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

10.069 

1.65 

0.025 

0.20 

0.05 

0.00 

0.00 

0.00 

0.56 

0.70 

0.76 

0.032 

0.64 

0.51 


Amlawadaali 

0831000803957600 

4.589 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.624 

1.78 

0.025 

0.11 

0.02 

0.00 

0.00 

0.00 

0.25 

0.30 

0.43 

0.011 

0.46 

0.39 


Amrit Kheri 

0832000304047700 

3.378 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.271 

2.56 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.000 

0.07 

0.05 






Chappi 

Command 

Deccan Traps 

0.135 

2.56 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.000 

0.03 

0.02 


Asalpur 

0831000803970500 

3.428 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.014 

1.63 

0.015 

0.06 

0.02 

0.00 

0.00 

0.00 

0.11 

0.15 

0.24 

0.009 

0.72 

0.53 


Babar 

0831000803970900 

2.227 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.131 

1.82 

0.015 

0.07 

0.02 

0.00 

0.00 

0.00 

0.11 

0.15 

0.29 

0.007 

0.79 

0.58 


Baday 

0831000803966200 

11.375 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.989 

2.51 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.15 

0.19 

0.20 

0.009 

0.17 

0.13 







Non-command 

Bhander Sandstone 

6.446 

2.51 

0.025 

0.22 

0.05 

0.00 

0.00 

0.00 

0.57 

0.71 

0.86 

0.020 

0.36 

0.29 


Bal Khoh 

0832000103992900 

0.350 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.186 

4.26 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.000 

0.29 

0.24 


Baldeo Pura 

0832000103995200 

5.997 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.940 

8.20 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

1.00 

1.22 

0.11 

0.015 

0.58 

0.48 


Bamori (Baday) 

0831000803966800 

4.968 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.631 

2.12 

0.015 

0.12 

0.03 

0.00 

0.00 

0.00 

0.17 

0.23 

0.46 

0.008 

0.38 

0.29 







Non-command 

Bhander Sandstone 

2.140 

2.12 

0.025 

0.18 

0.04 

0.00 

0.00 

0.00 

0.25 

0.33 

0.71 

0.007 

0.31 

0.24 


Bandri 

0832000304035200 

5.489 

Fresh 

Non-command 

Non-command 

Limestone 

0.002 

4.85 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Bhander Sandstone 

0.161 

4.85 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.02 


Baori Khera 

0831000803970300 

3.869 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.633 

2.16 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.14 

0.18 

0.10 

0.011 

0.73 

0.55 


Bardawada 

0832000304042500 

2.564 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.368 

4.13 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.05 

0.000 

0.12 

0.09 


Bareda 

0832000103995100 

7.195 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

7.034 

6.93 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

1.06 

1.26 

0.38 

0.018 

0.54 

0.45 


Bareri Kalan 

0832000304043100 

1.042 

Fresh 

Chappi 

Command 

Deccan Traps 

0.293 

2.07 

0.010 

0.02 

0.01 

0.00 

0.00 

0.00 

0.02 

0.02 

0.08 

0.000 

0.24 

0.17 


Bareri Khurd 

0832000304043200 

0.591 

Fresh 

Chappi 

Command 

Deccan Traps 

0.563 

2.75 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.000 

0.80 

0.59 


Barkheri 

0831000403891400 

22.812 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

12.378 

2.15 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.70 

0.82 

0.08 

0.031 

0.31 

0.27 


Basodiya 

0832000304043300 

3.586 

Fresh 

Chappi 

Command 

Deccan Traps 

0.088 

2.33 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.02 


Beenda 

0832000304042300 

2.729 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.706 

4.39 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.08 

0.14 

0.000 

0.22 

0.16 


Bhanpura 

0832000304048100 

3.325 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.218 

2.65 

0.010 

0.01 

0.00 

0.00 

0.00 

0.01 

0.06 

0.09 

0.05 

0.003 

0.56 

0.41 


Bhaopura 

0831000803967000 

7.789 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.454 

1.86 

0.015 

0.17 

0.04 

0.00 

0.00 

0.00 

0.25 

0.34 

0.66 

0.014 

0.43 

0.33 







Non-command 

Bhander Sandstone 

2.453 

1.86 

0.025 

0.18 

0.04 

0.00 

0.00 

0.00 

0.25 

0.33 

0.70 

0.008 

0.24 

0.18 


Bhawanipura 

0832000304054600 

0.592 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.592 

3.22 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.06 

0.000 

0.83 

0.61 


Bhawanipura Jageer@Kakoni 

0831000803971200 

7.071 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.485 

2.00 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.002 

0.06 

0.04 







Non-command 

Bhander Sandstone 

6.463 

2.00 

0.025 

0.08 

0.02 

0.00 

0.00 

0.00 

0.38 

0.52 

0.31 

0.020 

0.76 

0.56 


Bheel Khera 

0832000103994600 

3.543 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.219 

5.48 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.36 

0.42 

0.04 

0.008 

0.49 

0.42 


Bheemgarh Veeran 

0832000103995800 

11.188 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.797 

2.29 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.00 

0.002 

0.05 

0.04 


Bilendi 

0831000803962600 

11.267 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.964 

4.51 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.18 

0.09 

0.006 

0.10 

0.08 







Non-command 

Bhander Sandstone 

8.722 

4.51 

0.025 

0.20 

0.03 

0.00 

0.00 

0.00 

1.15 

1.36 

0.77 

0.027 

0.43 

0.36 


Bislai 

0832000103994100 

2.270 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.499 

7.85 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.11 

0.03 

0.001 

0.12 

0.10 


Bokhari 

0832000103995000 

2.738 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.897 

4.05 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.11 

0.08 

0.002 

0.18 

0.15 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Rosalya 

0830000503844000 

0.09 

0.00 

4,978.03 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

4,922.67 

Over Exploited 



0.04 

0.11 

431.79 

0.13 

0.02 

0.15 

0.06 

0.76 

- 

0.1000 

- 

- 

0.005 

0.105 

0.105 

0.255 

0.013 

0.242 

0.549 

226.53 

Over Exploited 

Salaunya 

0830000503834800 

0.07 

0.03 

164.03 

0.03 

- 

0.03 

0.04 

0.59 

- 

- 

0.0137 

0.0154 

- 

0.029 

0.029 

0.060 

0.003 

0.057 

0.024 

41.58 

Safe 

Sanga Heri 

0831000203869200 

0.03 

0.05 

875.28 

0.06 

- 

0.06 

0.06 

0.78 

- 

- 

- 

- 

- 

- 

- 

0.058 

0.003 

0.055 

0.025 

44.91 

Safe 

Sangod (M) 

0830000543011000 

0.09 

0.05 

1,307.18 

0.06 

0.01 

0.06 

0.01 

0.16 

- 

- 

- 

- 

0.009 

0.010 

0.010 

0.071 

0.004 

0.067 

0.459 

682.18 

Over Exploited 



0.04 

0.19 

974.26 

0.22 

0.01 

0.23 

0.04 

0.48 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.255 

0.013 

0.242 

1.441 

595.62 

Over Exploited 

Shankarpura 

0831000303877500 

0.08 

0.06 

424.36 

0.07 

0.01 

0.08 

0.04 

0.46 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.101 

0.005 

0.096 

0.491 

511.59 

Over Exploited 



0.08 

0.00 

982,591.25 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0000 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.02 

857.04 

0.02 

0.01 

0.03 

0.02 

0.24 

- 

0.0100 

0.0073 

- 

0.001 

0.018 

0.018 

0.047 

0.002 

0.044 

0.254 

575.69 

Over Exploited 

Shyampura 

0831000303876200 

0.08 

0.04 

2,149.08 

0.04 

0.03 

0.07 

0.02 

0.27 

- 

0.0200 

0.0146 

- 

0.003 

0.038 

0.038 

0.110 

0.005 

0.104 

0.413 

396.07 

Over Exploited 

Soonda 

0830000503842600 

0.09 

0.01 

146.19 

0.02 

- 

0.02 

0.03 

0.35 

- 

- 

- 

- 

- 

- 

- 

0.017 

0.001 

0.016 

0.039 

238.57 

Over Exploited 

Sorsan 

0831000203869400 

0.03 

0.13 

2,098.67 

0.16 

0.23 

0.39 

0.03 

0.39 

- 

0.2100 

- 

- 

0.291 

0.501 

0.501 

0.896 

0.045 

0.851 

1.136 

133.53 

Over Exploited 



0.03 

0.00 

33,303.22 

0.00 

0.03 

0.04 

0.00 

0.04 

- 

0.0400 

0.0201 

- 

0.001 

0.061 

0.061 

0.098 

0.005 

0.093 

0.238 

256.33 

Over Exploited 



0.03 

0.01 

3,925.04 

0.02 

0.29 

0.30 

0.01 

0.12 

- 

0.0700 

0.0674 

- 

0.291 

0.428 

0.428 

0.730 

0.036 

0.693 

0.372 

53.69 

Safe 

Sundkya 

0830000503837100 

0.09 

0.11 

333.39 

0.14 

- 

0.14 

0.06 

0.78 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.155 

0.008 

0.147 

0.197 

133.50 

Over Exploited 

Talchhi 

0830000503844200 

0.04 

0.06 

360.24 

0.07 

- 

0.07 

0.06 

0.78 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.079 

0.004 

0.075 

0.081 

108.46 

Over Exploited 

Theemli 

0830000503840800 

0.09 

0.14 

256.22 

0.17 

- 

0.17 

0.06 

0.78 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.177 

0.009 

0.168 

0.246 

146.04 

Over Exploited 

Tulsan 

0831000303877600 

0.08 

0.00 

3,267.48 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.004 

0.000 

0.004 

0.091 

2,214.77 

Over Exploited 



0.08 

0.00 

17,816.53 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

0.0015 

- 

- 

0.002 

0.002 

0.004 

0.000 

0.003 

0.048 

1,444.67 

Over Exploited 



0.08 

0.02 

828.41 

0.02 

0.02 

0.04 

0.01 

0.16 

- 

0.0100 

0.0132 

- 

0.002 

0.025 

0.025 

0.065 

0.003 

0.062 

0.382 

621.14 

Over Exploited 

Umarda 

0830000503842500 

0.08 

0.16 

452.87 

0.19 

0.05 

0.24 

0.06 

0.79 

- 

0.1400 

- 

- 

0.002 

0.142 

0.142 

0.383 

0.019 

0.364 

1.267 

348.17 

Over Exploited 



0.09 

0.47 

117.55 

0.56 

0.02 

0.58 

0.06 

0.77 

- 

0.0700 

- 

- 

0.003 

0.073 

0.073 

0.657 

0.033 

0.624 

0.681 

109.21 

Over Exploited 

Unda 

0831000303877000 

0.08 

0.21 

439.99 

0.25 

0.01 

0.26 

0.05 

0.65 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.295 

0.015 

0.280 

0.768 

273.96 

Over Exploited 



0.08 

0.00 

240,445.84 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0002 

- 

- 

0.000 

0.000 

0.001 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.01 

2,228.77 

0.01 

0.01 

0.02 

0.01 

0.14 

- 

0.0100 

0.0080 

- 

0.001 

0.019 

0.019 

0.041 

0.002 

0.039 

0.165 

420.88 

Over Exploited 

Vinod Kalan 

0830000503840500 

0.09 

0.00 

453,238.24 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Vinod Khurd 

0830000503840600 

0.09 

0.15 

455.80 

0.17 

0.01 

0.18 

0.05 

0.65 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.245 

0.012 

0.233 

0.573 

246.44 

Over Exploited 

Achalpura 

0831000803962500 

0.08 

0.08 

278.35 

0.09 

0.01 

0.10 

0.03 

0.57 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.140 

0.007 

0.133 

0.205 

153.42 

Over Exploited 

Akawad Kalan 

0832000103993000 

0.11 

0.40 

93.48 

0.49 

0.01 

0.50 

0.03 

0.48 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.525 

0.026 

0.499 

0.304 

61.03 

Safe 

Akawad Khurd 

0832000103993100 

0.11 

0.18 

181.62 

0.22 

0.01 

0.23 

0.02 

0.43 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.250 

0.013 

0.238 

0.226 

95.18 

Critical 

Aklera (M) 

0832000343204000 

0.07 

0.02 

1,345.79 

0.02 

0.01 

0.03 

0.01 

0.18 

- 

0.0400 

- 

- 

0.002 

0.042 

0.042 

0.072 

0.004 

0.069 

0.447 

651.39 

Over Exploited 



0.07 

0.26 

271.56 

0.31 

0.03 

0.34 

0.05 

0.72 

- 

0.1600 

0.0779 

0.0750 

0.002 

0.315 

0.315 

0.655 

0.033 

0.622 

1.776 

285.51 

Over Exploited 

Amarpura 

0831000803970600 

0.08 

0.08 

17.98 

0.10 

0.01 

0.11 

0.05 

0.66 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.130 

0.006 

0.123 

0.132 

107.54 

Over Exploited 

Ambala 

0832000103995300 

0.11 

0.36 

194.59 

0.43 

0.01 

0.44 

0.04 

0.71 

- 

0.0400 

- 

- 

0.003 

0.043 

0.043 

0.488 

0.024 

0.463 

0.350 

75.68 

Semi Critical 

Amlawada Kharan 

0831000803966600 

0.08 

0.51 

37.33 

0.61 

0.05 

0.66 

0.04 

0.68 

- 

0.1400 

- 

- 

- 

0.140 

0.140 

0.805 

0.040 

0.765 

0.790 

103.26 

Over Exploited 

Amlawadaali 

0831000803957600 

0.08 

0.13 

124.09 

0.16 

0.02 

0.18 

0.03 

0.49 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.232 

0.012 

0.220 

0.438 

199.24 

Over Exploited 

Amrit Kheri 

0832000304047700 

0.05 

0.00 

2,336.78 

0.00 

0.00 

0.00 

0.01 

0.07 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.013 

0.001 

0.012 

0.048 

404.54 

Over Exploited 



0.05 

0.00 

7,623.53 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

0.0019 

0.0019 

0.001 

0.005 

0.005 

0.006 

0.000 

0.005 

0.024 

457.60 

Over Exploited 

Asalpur 

0831000803970500 

0.08 

0.17 

(11.43) 

0.15 

0.02 

0.17 

0.05 

0.77 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.224 

0.011 

0.212 

0.249 

117.50 

Over Exploited 

Babar 

0831000803970900 

0.08 

0.14 

8.62 

0.15 

0.02 

0.17 

0.06 

0.85 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.217 

0.011 

0.206 

0.295 

143.09 

Over Exploited 

Baday 

0831000803966200 

0.08 

0.04 

378.40 

0.05 

0.01 

0.06 

0.01 

0.18 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.098 

0.005 

0.093 

0.210 

227.08 

Over Exploited 



0.08 

0.18 

287.45 

0.22 

0.05 

0.27 

0.02 

0.38 

- 

0.1600 

- 

- 

- 

0.160 

0.160 

0.431 

0.022 

0.409 

0.879 

214.74 

Over Exploited 

Bal Khoh 

0832000103992900 

0.11 

0.01 

415.38 

0.01 

- 

0.01 

0.02 

0.30 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.037 

560.94 

Over Exploited 

Baldeo Pura 

0832000103995200 

0.11 

0.38 

220.30 

0.46 

- 

0.46 

0.04 

0.62 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.466 

0.023 

0.443 

0.121 

27.35 

Safe 

Bamori (Baday) 

0831000803966800 

0.08 

0.08 

181.04 

0.10 

0.03 

0.13 

0.03 

0.41 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.216 

0.011 

0.206 

0.468 

227.68 

Over Exploited 



0.08 

0.05 

519.55 

0.06 

0.04 

0.10 

0.02 

0.33 

- 

0.1300 

- 

- 

- 

0.130 

0.130 

0.234 

0.012 

0.222 

0.713 

320.84 

Over Exploited 

Bandri 

0832000304035200 

0.07 

0.00 

306,966.93 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.00 

2,758.13 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Baori Khera 

0831000803970300 

0.08 

0.21 

(14.08) 

0.18 

0.01 

0.19 

0.05 

0.78 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.213 

0.011 

0.202 

0.110 

54.70 

Safe 

Bardawada 

0832000304042500 

0.07 

0.00 

963.88 

0.00 

0.00 

0.00 

0.01 

0.13 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.016 

0.001 

0.015 

0.048 

319.45 

Over Exploited 

Bareda 

0832000103995100 

0.11 

0.42 

202.35 

0.50 

0.01 

0.51 

0.03 

0.57 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.549 

0.027 

0.522 

0.396 

75.83 

Semi Critical 

Bareri Kalan 

0832000304043100 

0.05 

0.00 

534.86 

0.00 

0.01 

0.01 

0.02 

0.25 

- 

0.0200 

0.0050 

0.0060 

- 

0.031 

0.031 

0.045 

0.002 

0.043 

0.084 

196.69 

Over Exploited 

Bareri Khurd 

0832000304043200 

0.07 

0.03 

8.18 

0.03 

0.00 

0.03 

0.06 

0.86 

- 

0.0100 

0.0080 

0.0077 

0.001 

0.026 

0.026 

0.061 

0.003 

0.058 

0.042 

72.94 

Semi Critical 

Barkheri 

0831000403891400 

0.06 

0.23 

250.23 

0.28 

- 

0.28 

0.02 

0.33 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.290 

0.014 

0.275 

0.114 

41.46 

Safe 

Basodiya 

0832000304043300 

0.05 

0.00 

2,889.99 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0015 

0.0018 

- 

0.003 

0.003 

0.003 

0.000 

0.003 

0.012 

374.11 

Over Exploited 

Beenda 

0832000304042300 

0.07 

0.01 

661.79 

0.01 

0.01 

0.02 

0.02 

0.23 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.056 

0.003 

0.053 

0.144 

273.60 

Over Exploited 

Bhanpura 

0832000304048100 

0.05 

0.06 

39.17 

0.07 

0.01 

0.08 

0.04 

0.60 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.098 

0.005 

0.093 

0.057 

61.15 

Safe 

Bhaopura 

0831000803967000 

0.08 

0.15 

118.51 

0.18 

0.04 

0.22 

0.03 

0.46 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

0.344 

0.017 

0.327 

0.671 

205.28 

Over Exploited 



0.08 

0.05 

619.69 

0.06 

0.04 

0.10 

0.02 

0.25 

- 

0.1300 

- 

- 

- 

0.130 

0.130 

0.226 

0.011 

0.215 

0.711 

331.26 

Over Exploited 

Bhawanipura 

0832000304054600 

0.07 

0.03 

53.80 

0.04 

- 

0.04 

0.06 

0.90 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.051 

0.003 

0.049 

0.060 

123.43 

Over Exploited 

Bhawanipura Jageer@Kakoni 

0831000803971200 

0.08 

0.00 

793.81 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.012 

456.46 

Over Exploited 



0.08 

0.39 

32.72 

0.47 

0.02 

0.49 

0.06 

0.82 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.551 

0.028 

0.524 

0.332 

63.46 

Safe 

Bheel Khera 

0832000103994600 

0.11 

0.17 

146.91 

0.21 

- 

0.21 

0.03 

0.51 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.216 

0.011 

0.205 

0.050 

24.42 

Safe 

Bheemgarh Veeran 

0832000103995800 

0.11 

0.00 

907.49 

0.01 

- 

0.01 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.005 

0.002 

36.88 

Safe 

Bilendi 

0831000803962600 

0.08 

0.02 

1,099.17 

0.02 

- 

0.02 

0.01 

0.10 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.038 

0.002 

0.036 

0.097 

268.61 

Over Exploited 



0.08 

0.30 

358.75 

0.36 

0.03 

0.39 

0.02 

0.45 

- 

0.1400 

- 

- 

- 

0.140 

0.140 

0.527 

0.026 

0.500 

0.797 

159.42 

Over Exploited 

Bislai 

0832000103994100 

0.11 

0.01 

1,440.29 

0.01 

- 

0.01 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.033 

426.42 

Over Exploited 

Bokhari 

0832000103995000 

0.11 

0.02 

510.45 

0.02 

- 

0.02 

0.01 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.032 

0.002 

0.030 

0.078 

260.06 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Bor Kheri 

083200010399450C 

3.618 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.445 

7.35 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.54 

0.63 

0.10 

0.009 

0.51 

0.44 


Borda 

0831000803966400 

1.430 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.012 

3.58 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Bhander Sandstone 

1.418 

3.58 

0.025 

0.13 

0.02 

0.00 

0.00 

0.00 

0.24 

0.29 

0.50 

0.004 

0.58 

0.48 


Bosar 

0832000103988800 

9.678 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.772 

3.24 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.15 

0.05 

0.004 

0.10 

0.09 


Brahma Kheri 

0831000803971700 

1.861 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.100 

3.14 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.000 

0.04 

0.03 


Chainpuriya Jageer 

0831000803961300 

4.598 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.383 

0.86 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.05 

0.04 


Chandaliya 

0832000103993700 

3.257 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.160 

5.57 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.000 

0.03 

0.02 


Chandipur 

0832000304042900 

1.863 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.375 

2.45 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.03 

0.000 

0.17 

0.12 






Chappi 

Command 

Deccan Traps 

1.489 

2.45 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.06 

0.08 

0.11 

0.002 

0.67 

0.49 


Chhapihera 

0832000103995500 

2.313 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.350 

2.00 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.001 

0.10 

0.08 


Chureliya 

0832000304050100 

10.177 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.114 

1.98 

0.010 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Dahi Khera 

0832000304042600 

1.111 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.111 

2.86 

0.010 

0.06 

0.02 

0.00 

0.00 

0.04 

0.04 

0.05 

0.25 

0.001 

0.84 

0.62 


Dateela 

0832000304036800 

0.647 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.647 

3.19 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.10 

0.000 

0.84 

0.62 


Daulara 

0832000103995900 

4.597 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.667 

1.66 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.002 

0.11 

0.08 


Deopura 

0831000403892600 

7.859 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.275 

2.37 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.02 

0.02 



0832000304037300 

4.213 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.017 

3.69 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Bhander Sandstone 

0.976 

3.69 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.03 

0.001 

0.20 

0.14 






Chappi 

Command 

Deccan Traps 

0.841 

3.69 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.02 

0.000 

0.17 

0.12 







Command 

Bhander Sandstone 

1.002 

3.69 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.03 

0.001 

0.20 

0.15 


Deori 

0832000103994200 

2.459 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.605 

8.36 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.28 

0.33 

0.03 

0.004 

0.38 

0.31 


Deori Chanchal 

0832000304050300 

6.016 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.871 

2.98 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.22 

0.31 

0.23 

0.003 

0.82 

0.60 


Deori Deo 

0832000304055700 

3.398 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.327 

3.22 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.14 

0.17 

0.001 

0.57 

0.42 


Deori Kalan 

0832000304049000 

2.563 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.563 

3.16 

0.010 

0.14 

0.02 

0.00 

0.00 

0.00 

0.20 

0.27 

0.56 

0.001 

0.84 

0.62 


Deori Khurd 

0832000304049100 

2.213 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.195 

3.31 

0.010 

0.13 

0.02 

0.00 

0.00 

0.00 

0.18 

0.25 

0.51 

0.001 

0.83 

0.61 


Dobara 

0831000803970400 

3.933 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.091 

1.79 

0.015 

0.07 

0.02 

0.00 

0.00 

0.00 

0.13 

0.18 

0.26 

0.010 

0.63 

0.47 


Durjanpura 

0832000304048300 

6.355 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.348 

2.72 

0.010 

0.09 

0.02 

0.00 

0.00 

0.00 

0.24 

0.33 

0.34 

0.008 

0.84 

0.61 


Fatehpur Jageer 

0831000803966300 

1.167 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.707 

4.34 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.13 

0.002 

0.35 

0.29 







Non-command 

Bhander Sandstone 

0.461 

4.34 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.10 

0.16 

0.001 

0.23 

0.19 


Gadari 

0831000803961400 

1.539 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.539 

1.21 

0.025 

0.11 

0.02 

0.00 

0.00 

0.00 

0.14 

0.16 

0.43 

0.005 

0.55 

0.47 


Gadiya Jaimal 

0832000304043400 

2.206 

Fresh 

Chappi 

Command 

Deccan Traps 

0.460 

2.21 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.03 

0.04 

0.11 

0.001 

0.18 

0.13 


Ganesh Ganj 

0832000304036900 

0.934 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.934 

3.12 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.05 

0.000 

0.84 

0.62 


Ghatoli 

0832000304050800 

8.814 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.964 

2.70 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.07 

0.09 

0.18 

0.001 

0.09 

0.07 


Gopalpura 

0832000304048400 

3.372 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.104 

2.20 

0.010 

0.08 

0.02 

0.00 

0.00 

0.05 

0.07 

0.10 

0.30 

0.004 

0.77 

0.57 






Chappi 

Command 

Deccan Traps 

0.268 

2.20 

0.010 

0.01 

0.00 

0.00 

0.00 

0.05 

-0.04 

-0.05 

0.02 

0.000 

0.07 

0.05 


Gordhanpura Near Koli 

0832000304050900 

1.278 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.039 

2.66 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.03 

0.02 


Gordhanpura@Kachnari 

0832000304048600 

3.483 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.483 

2.77 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.14 

0.05 

0.002 

0.84 

0.62 


Gorya Khera 

0832000304047900 

2.269 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.357 

2.04 

0.010 

0.01 

0.00 

0.00 

0.00 

0.06 

-0.04 

-0.05 

0.04 

0.000 

0.13 

0.10 






Chappi 

Command 

Deccan Traps 

1.868 

2.04 

0.010 

0.05 

0.01 

0.00 

0.00 

0.06 

0.02 

0.03 

0.22 

0.002 

0.69 

0.51 


Gujri 

0832000309903100 

1.003 

Fresh 

Chappi 

Command 

Deccan Traps 

0.495 

3.77 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.11 

0.000 

0.42 

0.30 


Gul Kheri 

0832000304047200 

2.576 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.566 

2.65 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.04 

0.05 

0.11 

0.001 

0.18 

0.14 


Gundlai 

0831000803957800 

7.835 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

7.194 

1.39 

0.025 

0.18 

0.03 

0.00 

0.00 

0.00 

0.40 

0.48 

0.68 

0.023 

0.52 

0.44 


Gurha 

0832000204015800 

4.753 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.011 

4.87 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Haripura 

0832000304055900 

0.729 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.729 

3.22 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.07 

0.16 

0.000 

0.83 

0.61 


Hatola 

0832000103993600 

3.406 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.330 

6.14 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.48 

0.56 

0.29 

0.008 

0.52 

0.45 


Hatoli 

0832000103993500 

2.978 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.621 

5.03 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.29 

0.34 

0.17 

0.007 

0.47 

0.40 


Irli 

0832000103993800 

4.101 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.125 

6.63 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.20 

0.06 

0.003 

0.15 

0.13 


Jai Nagar 

0831000803962100 

1.440 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.440 

1.54 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.09 

0.005 

0.54 

0.46 


Jamunya 

0832000304055800 

2.203 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.203 

3.22 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.14 

0.15 

0.001 

0.83 

0.61 


Kachnariya 

0832000304048800 

2.974 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.974 

2.98 

0.010 

0.04 

0.01 

0.00 

0.00 

0.16 

-0.05 

-0.06 

0.17 

0.002 

0.84 

0.62 


Kagni Khera 

0832000103994800 

1.472 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.365 

4.44 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.18 

0.12 

0.003 

0.50 

0.43 


Kajlya 

0832000304042800 

1.046 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.319 

3.56 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.07 

0.000 

0.26 

0.19 






Chappi 

Command 

Deccan Traps 

0.727 

3.56 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.08 

0.16 

0.000 

0.58 

0.43 


Kalatol 

0831000803971500 

4.830 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.065 

3.04 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.06 

0.003 

0.19 

0.14 







Non-command 

Bhander Sandstone 

0.600 

3.04 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.07 

0.002 

0.10 

0.08 


Kalmodiya 

0831000803971000 

1.608 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.608 

2.94 

0.015 

0.07 

0.02 

0.00 

0.00 

0.00 

0.12 

0.16 

0.28 

0.005 

0.84 

0.61 


Kalyanpura 

0831000803957700 

5.980 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.980 

1.79 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.30 

0.35 

0.14 

0.019 

0.57 

0.48 


Kandari 

0831000803970200 

14.616 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.556 

2.13 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.002 

0.03 

0.02 


Kanwar Pura 

0832000304048700 

2.691 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.082 

2.17 

0.010 

0.00 

0.00 

0.00 

0.00 

0.09 

-0.06 

-0.09 

0.01 

0.001 

0.34 

0.25 






Chappi 

Command 

Deccan Traps 

1.609 

2.17 

0.010 

0.01 

0.00 

0.00 

0.00 

0.09 

-0.04 

-0.06 

0.02 

0.002 

0.50 

0.37 


Karanwas 

0832000103994300 

5.767 

Fresh 

Non-command 

Non-command 

Limestone 

0.387 

7.81 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.05 

0.001 

0.05 

0.04 







Non-command 

Bhander Sandstone 

4.489 

7.81 

0.020 

0.13 

0.01 

0.00 

0.00 

0.00 

0.82 

1.05 

0.51 

0.011 

0.53 

0.41 


KarnalJageer 

0831000803963000 

6.215 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.606 

1.37 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.06 

0.002 

0.06 

0.05 


Kenwachi Kalan 

0832000304036700 

3.696 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.696 

3.14 

0.010 

0.07 

0.01 

0.00 

0.00 

0.00 

0.17 

0.24 

0.28 

0.002 

0.84 

0.62 


Kenwachi Khurd 

0832000304037200 

2.347 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.244 

3.93 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.04 

0.000 

0.09 

0.06 







Non-command 

Bhander Sandstone 

2.092 

3.93 

0.010 

0.08 

0.01 

0.00 

0.00 

0.00 

0.15 

0.20 

0.32 

0.001 

0.75 

0.55 






Chappi 

Command 

Deccan Traps 

0.012 

3.93 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khair Khera 

0832000103993900 

6.597 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.153 

6.16 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.81 

0.94 

0.23 

0.016 

0.50 

0.43 


Kharan 

0831000803966700 

6.275 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.047 

1.89 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Bor Kheri 

0832000103994500 

0.11 

0.19 

223.24 

0.23 

- 

0.23 

0.03 

0.54 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.244 

0.012 

0.231 

0.110 

47.41 

Safe 

Borda 

0831000803966400 

0.08 

0.00 

14,977.09 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.07 

334.19 

0.08 

0.02 

0.10 

0.04 

0.62 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.189 

0.009 

0.180 

0.506 

281.68 

Over Exploited 

Bosar 

0832000103988800 

0.11 

0.02 

623.65 

0.02 

- 

0.02 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.034 

0.002 

0.033 

0.054 

167.34 

Over Exploited 

Brahma Kheri 

0831000803971700 

0.08 

0.00 

1,687.81 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.014 

3,507.40 

Over Exploited 

Chainpuriya Jageer 

0831000803961300 

0.08 

0.00 

546.30 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.001 

69.05 

Safe 

Chandaliya 

0832000103993700 

0.11 

0.00 

4,282.79 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.017 

3,201.83 

Over Exploited 

Chandipur 

0832000304042900 

0.05 

0.00 

726.25 

0.00 

- 

0.00 

0.01 

0.18 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.030 

232.45 

Over Exploited 



0.05 

0.05 

54.10 

0.06 

0.01 

0.07 

0.05 

0.72 

- 

0.0200 

0.0254 

0.0306 

- 

0.076 

0.076 

0.146 

0.007 

0.139 

0.116 

83.50 

Semi Critical 

Chhapihera 

0832000103995500 

0.11 

0.00 

373.05 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.009 

211.97 

Over Exploited 

Chureliya 

0832000304050100 

0.07 

0.00 

(6,575.35) 

0.00 

0.01 

0.01 

0.00 

0.01 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.014 

0.001 

0.014 

0.012 

88.10 

Semi Critical 

Dahi Khera 

0832000304042600 

0.05 

0.05 

5.29 

0.05 

0.06 

0.10 

0.06 

0.90 

- 

0.0500 

- 

- 

0.053 

0.103 

0.103 

0.208 

0.010 

0.198 

0.253 

128.12 

Over Exploited 

Dateela 

0832000304036800 

0.10 

0.05 

2.05 

0.06 

- 

0.06 

0.06 

0.90 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.076 

0.004 

0.072 

0.096 

134.31 

Over Exploited 

Daulara 

0832000103995900 

0.11 

0.01 

256.41 

0.01 

- 

0.01 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.000 

0.009 

0.010 

102.35 

Over Exploited 

Deopura 

0831000403892600 

0.06 

0.00 

5,222.95 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 


0832000304037300 

0.07 

0.00 

19,431.56 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.02 

229.87 

0.02 

- 

0.02 

0.01 

0.21 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.033 

0.002 

0.031 

0.031 

97.77 

Critical 



0.07 

0.01 

465.12 

0.01 

- 

0.01 

0.01 

0.18 

- 

- 

0.0120 

0.0115 

- 

0.024 

0.024 

0.035 

0.002 

0.034 

0.024 

72.73 

Semi Critical 



0.10 

0.02 

219.20 

0.02 

- 

0.02 

0.01 

0.22 

- 

0.0100 

0.0143 

0.0137 

- 

0.038 

0.038 

0.062 

0.003 

0.059 

0.031 

51.77 

Safe 

Deori 

0832000103994200 

0.11 

0.07 

403.25 

0.08 

- 

0.08 

0.02 

0.40 

- 

- 

- 

- 

- 

- 

- 

0.080 

0.004 

0.076 

0.038 

50.18 

Safe 

Deori Chanchal 

0832000304050300 

0.07 

0.34 

(8.82) 

0.31 

0.01 

0.32 

0.06 

0.88 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.357 

0.018 

0.339 

0.237 

69.90 

Safe 

Deori Deo 

0832000304055700 

0.07 

0.09 

52.77 

0.11 

0.01 

0.12 

0.04 

0.61 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.153 

0.008 

0.146 

0.175 

120.36 

Over Exploited 

Deori Kalan 

0832000304049000 

0.07 

0.15 

81.25 

0.18 

0.02 

0.20 

0.06 

0.90 

- 

0.1000 

- 

- 

0.001 

0.101 

0.101 

0.303 

0.015 

0.287 

0.559 

194.56 

Over Exploited 

Deori Khurd 

0832000304049100 

0.07 

0.13 

94.28 

0.15 

0.02 

0.17 

0.06 

0.89 

- 

0.1000 

- 

- 

0.001 

0.101 

0.101 

0.275 

0.014 

0.261 

0.511 

195.96 

Over Exploited 

Dobara 

0831000803970400 

0.08 

0.16 

14.45 

0.18 

0.02 

0.20 

0.05 

0.68 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.248 

0.012 

0.236 

0.269 

113.88 

Over Exploited 

Durjanpura 

0832000304048300 

0.05 

0.27 

23.97 

0.32 

0.02 

0.34 

0.06 

0.90 

- 

0.0600 

- 

- 

0.002 

0.062 

0.062 

0.402 

0.020 

0.382 

0.344 

90.16 

Critical 

Fatehpur Jageer 

0831000803966300 

0.08 

0.02 

364.44 

0.02 

- 

0.02 

0.02 

0.37 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.044 

0.002 

0.041 

0.131 

316.89 

Over Exploited 



0.08 

0.01 

1,051.47 

0.01 

0.01 

0.02 

0.01 

0.24 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.050 

0.003 

0.048 

0.157 

331.37 

Over Exploited 

Gadari 

0831000803961400 

0.08 

0.07 

136.79 

0.08 

0.02 

0.10 

0.03 

0.59 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.182 

0.009 

0.173 

0.435 

251.79 

Over Exploited 

Gadiya Jaimal 

0832000304043400 

0.05 

0.00 

920.52 

0.00 

0.01 

0.01 

0.01 

0.19 

- 

0.0200 

0.0079 

0.0095 

- 

0.037 

0.037 

0.052 

0.003 

0.050 

0.115 

231.33 

Over Exploited 

Ganesh Ganj 

0832000304036900 

0.10 

0.08 

(32.18) 

0.06 

- 

0.06 

0.06 

0.90 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.073 

0.004 

0.069 

0.048 

70.04 

Semi Critical 

Ghatoli 

0832000304050800 

0.05 

0.00 

1,911.37 

0.01 

0.01 

0.02 

0.01 

0.10 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.048 

0.002 

0.045 

0.181 

400.74 

Over Exploited 

Gopalpura 

0832000304048400 

0.05 

0.12 

(15.71) 

0.10 

0.07 

0.18 

0.06 

0.83 

- 

0.0600 

- 

- 

0.081 

0.141 

0.141 

0.317 

0.016 

0.301 

0.304 

101.06 

Over Exploited 



0.05 

0.00 

(5,923.17) 

0.00 

0.05 

0.05 

0.00 

0.07 

- 

- 

0.0046 

0.0055 

0.081 

0.091 

0.091 

0.146 

0.007 

0.139 

0.024 

17.52 

Safe 

Gordhanpura Near Koli 

0832000304050900 

0.05 

0.00 

2,703.05 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

10,626.63 

Over Exploited 

Gordhanpura@Kachnari 

0832000304048600 

0.07 

0.20 

(29.47) 

0.16 

0.00 

0.16 

0.06 

0.90 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.175 

0.009 

0.166 

0.050 

29.97 

Safe 

Gorya Khera 

0832000304047900 

0.05 

0.00 

(2,376.48) 

0.00 

0.06 

0.06 

0.01 

0.14 

- 

0.0100 

- 

- 

0.085 

0.095 

0.095 

0.154 

0.008 

0.146 

0.042 

29.08 

Safe 



0.05 

0.06 

(54.84) 

0.05 

0.07 

0.12 

0.05 

0.74 

- 

0.0400 

0.0319 

0.0384 

0.085 

0.196 

0.196 

0.314 

0.016 

0.298 

0.218 

73.23 

Semi Critical 

Gujri 

0832000309903100 

0.07 

0.01 

335.93 

0.02 

0.00 

0.02 

0.03 

0.45 

- 

0.0200 

0.0071 

0.0068 

0.004 

0.038 

0.038 

0.058 

0.003 

0.055 

0.114 

208.25 

Over Exploited 

Gul Kheri 

0832000304047200 

0.05 

0.01 

816.37 

0.01 

0.01 

0.02 

0.01 

0.20 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.036 

0.002 

0.034 

0.115 

333.19 

Over Exploited 

Gundlai 

0831000803957800 

0.08 

0.30 

60.02 

0.36 

0.03 

0.39 

0.03 

0.55 

- 

0.1300 

- 

- 

- 

0.130 

0.130 

0.517 

0.026 

0.491 

0.705 

143.46 

Over Exploited 

Gurha 

0832000204015800 

0.05 

0.00 

44,959.31 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Haripura 

0832000304055900 

0.07 

0.04 

70.96 

0.05 

0.01 

0.06 

0.06 

0.89 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.091 

0.005 

0.086 

0.156 

180.97 

Over Exploited 

Hatola 

0832000103993600 

0.11 

0.19 

192.70 

0.23 

0.01 

0.24 

0.03 

0.55 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.270 

0.013 

0.256 

0.301 

117.74 

Over Exploited 

Hatoli 

0832000103993500 

0.11 

0.14 

153.87 

0.16 

0.01 

0.17 

0.03 

0.49 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.192 

0.010 

0.183 

0.177 

96.73 

Critical 

Irli 

0832000103993800 

0.11 

0.02 

963.01 

0.02 

- 

0.02 

0.01 

0.16 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.033 

0.002 

0.031 

0.062 

199.99 

Over Exploited 

Jai Nagar 

0831000803962100 

0.08 

0.06 

41.71 

0.08 

- 

0.08 

0.03 

0.57 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.085 

0.004 

0.081 

0.091 

112.08 

Over Exploited 

Jamunya 

0832000304055800 

0.07 

0.13 

6.66 

0.14 

0.01 

0.15 

0.06 

0.89 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.177 

0.009 

0.168 

0.151 

89.71 

Semi Critical 

Kachnariya 

0832000304048800 

0.07 

0.17 

(135.32) 

0.14 

0.17 

0.31 

0.06 

0.90 

- 

0.0300 

- 

- 

0.246 

0.276 

0.276 

0.590 

0.029 

0.560 

0.170 

30.25 

Safe 

Kagni Khera 

0832000103994800 

0.11 

0.07 

136.56 

0.09 

- 

0.09 

0.03 

0.53 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.110 

0.005 

0.104 

0.121 

116.24 

Over Exploited 

Kajlya 

0832000304042800 

0.07 

0.01 

646.57 

0.01 

- 

0.01 

0.02 

0.28 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.066 

412.62 

Over Exploited 



0.07 

0.03 

156.42 

0.04 

0.01 

0.05 

0.04 

0.63 

- 

0.0300 

0.0104 

0.0100 

- 

0.050 

0.050 

0.096 

0.005 

0.091 

0.156 

171.46 

Over Exploited 

Kalatol 

0831000803971500 

0.08 

0.02 

492.26 

0.02 

- 

0.02 

0.01 

0.20 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.029 

0.001 

0.027 

0.061 

223.12 

Over Exploited 



0.08 

0.01 

1,685.63 

0.01 

- 

0.01 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.015 

0.069 

452.98 

Over Exploited 

Kalmodiya 

0831000803971000 

0.08 

0.11 

53.07 

0.13 

0.02 

0.15 

0.06 

0.90 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.199 

0.010 

0.189 

0.288 

152.29 

Over Exploited 

Kalyanpura 

0831000803957700 

0.08 

0.27 

30.29 

0.32 

0.01 

0.33 

0.03 

0.60 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.355 

0.018 

0.337 

0.163 

48.30 

Safe 

Kandari 

0831000803970200 

0.08 

0.00 

1,662.96 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.016 

1,032.06 

Over Exploited 

Kanwar Pura 

0832000304048700 

0.05 

0.02 

(568.40) 

0.01 

0.09 

0.10 

0.03 

0.36 

- 

- 

- 

- 

0.129 

0.129 

0.129 

0.230 

0.012 

0.219 

0.013 

6.12 

Safe 



0.05 

0.04 

(239.12) 

0.03 

0.09 

0.12 

0.04 

0.54 

- 

- 

0.0275 

0.0331 

0.129 

0.190 

0.190 

0.309 

0.015 

0.293 

0.026 

8.89 

Safe 

Karanwas 

0832000103994300 

0.10 

0.00 

2,829.81 

0.00 

- 

0.00 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.049 

425.92 

Over Exploited 



0.11 

0.26 

304.36 

0.31 

0.01 

0.32 

0.04 

0.56 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.382 

0.019 

0.363 

0.516 

142.33 

Over Exploited 

KarnalJageer 

0831000803963000 

0.08 

0.00 

1,705.89 

0.00 

- 

0.00 

0.00 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.013 

0.062 

492.57 

Over Exploited 

Kenwachi Kalan 

0832000304036700 

0.10 

0.31 

(23.52) 

0.25 

0.01 

0.26 

0.06 

0.90 

- 

0.0500 

- 

- 

0.002 

0.052 

0.052 

0.313 

0.016 

0.297 

0.278 

93.55 

Critical 

Kenwachi Khurd 

0832000304037200 

0.07 

0.00 

1,686.87 

0.00 

- 

0.00 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.036 

322.46 

Over Exploited 



0.10 

0.16 

30.59 

0.19 

0.01 

0.20 

0.06 

0.81 

- 

0.0600 

- 

- 

0.003 

0.063 

0.063 

0.263 

0.013 

0.250 

0.319 

127.66 

Over Exploited 



0.07 

0.00 

20,729.28 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0002 

0.0002 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khair Khera 

0832000103993900 

0.11 

0.34 

180.25 

0.40 

0.01 

0.41 

0.03 

0.53 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.444 

0.022 

0.422 

0.243 

57.50 

Safe 

Kharan 

0831000803966700 

0.08 

0.00 

8,105.30 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 







Non-command 

Bhander Sandstone 

6.228 

1.89 

0.025 

0.14 

0.03 

0.00 

0.00 

0.00 

0.40 

0.53 

0.55 

0.020 

0.74 

0.56 


Kheri Jageer 

0831000803971300 

2.995 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.406 

1.91 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.10 

0.16 

0.004 

0.39 

0.29 







Non-command 

Bhander Sandstone 

1.588 

1.91 

0.025 

0.09 

0.02 

0.00 

0.00 

0.00 

0.15 

0.20 

0.34 

0.005 

0.44 

0.33 


Kherkhera Near Kishorpura 

0832000304047300 

2.707 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.977 

2.63 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.05 

0.06 

0.11 

0.001 

0.30 

0.22 


Khokhera Ramchandra 

0832000304040600 

1.857 

Fresh 

Chappi 

Command 

Deccan Traps 

0.317 

3.20 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.14 

0.11 


Khuri 

0832000304043000 

1.007 

Fresh 

Chappi 

Command 

Deccan Traps 

0.316 

2.02 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.07 

0.000 

0.26 

0.19 


Kishanpuriya 

0832000304040700 

2.754 

Fresh 

Chappi 

Command 

Deccan Traps 

2.754 

3.74 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.13 

0.18 

0.17 

0.001 

0.84 

0.62 


Kohri 

0831000803961700 

1.851 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.202 

1.81 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.001 

0.06 

0.05 


Kohri Jhar 

0832000304054400 

7.664 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.716 

3.04 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.16 

0.22 

0.11 

0.006 

0.51 

0.38 


Koli 

0832000304047100 

2.542 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.022 

2.66 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Korkya 

0832000103993200 

0.584 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.035 

4.57 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.03 

0.03 


Kotra Dayal 

0832000304036400 

2.890 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.781 

2.44 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.07 

0.000 

0.23 

0.17 






Chappi 

Command 

Bhander Sandstone 

0.018 

2.44 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 


Kotra Jageer 

0832000304050400 

4.272 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.272 

2.93 

0.010 

0.13 

0.03 

0.00 

0.00 

0.00 

0.22 

0.31 

0.50 

0.006 

0.84 

0.61 


Lambawar 

0831000803971400 

3.791 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.297 

3.28 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.001 

0.07 

0.05 







Non-command 

Bhander Sandstone 

3.477 

3.28 

0.025 

0.06 

0.01 

0.00 

0.00 

0.00 

0.33 

0.46 

0.21 

0.011 

0.77 

0.56 


Lasooriya Gend 

0832000304061000 

3.767 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.099 

3.20 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.05 

0.001 

0.24 

0.18 


Laxmipura Kalan 

0831000803961600 

1.914 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.687 

1.36 

0.025 

0.08 

0.01 

0.00 

0.00 

0.00 

0.13 

0.15 

0.31 

0.005 

0.49 

0.42 


Luhariya 

0832000304037000 

2.016 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.644 

2.38 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.06 

0.000 

0.27 

0.20 







Non-command 

Bhander Sandstone 

1.253 

2.38 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.11 

0.001 

0.52 

0.38 






Chappi 

Command 

Deccan Traps 

0.005 

2.38 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Luharpura 

0832000304042200 

0.672 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.059 

3.97 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.07 

0.05 


Madanpura 

0832000304049200 

1.762 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.472 

2.96 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.10 

0.15 

0.001 

0.70 

0.51 


Madhopur 

0831000803962000 

5.839 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.408 

2.55 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.36 

0.43 

0.06 

0.017 

0.50 

0.42 


Mahuwa Khera 

0832000103993400 

4.858 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.451 

6.14 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.60 

0.70 

0.23 

0.011 

0.49 

0.42 



0832000304049300 

2.111 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.021 

3.44 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Mahuwa Khoh 

0832000304048900 

3.579 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.579 

2.71 

0.010 

0.09 

0.02 

0.00 

0.00 

0.00 

0.17 

0.23 

0.37 

0.005 

0.84 

0.62 


Malan Wasa 

0832000103991600 

15.421 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.799 

5.09 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.02 

0.002 

0.04 

0.03 


Maloni 

0831000803962400 

11.660 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

11.346 

4.43 

0.025 

0.09 

0.01 

0.00 

0.00 

0.00 

1.34 

1.56 

0.33 

0.036 

0.52 

0.44 


Malooni 

0832000103991500 

7.298 

Fresh 

Non-command 

Non-command 

Limestone 

0.748 

5.69 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.01 

0.002 

0.08 

0.06 







Non-command 

Bhander Sandstone 

0.008 

5.69 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mangta 

0832000304037100 

2.102 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.291 

3.19 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.000 

0.12 

0.09 







Non-command 

Bhander Sandstone 

1.800 

3.19 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.12 

0.10 

0.001 

0.72 

0.53 






Chappi 

Command 

Deccan Traps 

0.012 

3.19 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

-0.01 

0.00 

0.000 

0.00 

0.00 


Manpura 

0832000103996000 

3.922 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.747 

2.07 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.17 

0.05 

0.007 

0.57 

0.42 


Manpura Goojran 

0832000304048500 

1.329 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.329 

2.45 

0.010 

0.06 

0.02 

0.00 

0.00 

0.01 

0.07 

0.09 

0.25 

0.002 

0.84 

0.62 


Manpura Lodhan 

0832000304056000 

3.511 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.721 

3.14 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.001 

0.17 

0.13 


Misroli 

0831000803962800 

6.584 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.279 

2.42 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.02 

0.02 


Mokhampura 

0831000803962200 

20.173 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

19.941 

2.45 

0.025 

0.15 

0.02 

0.00 

0.00 

0.00 

1.35 

1.58 

0.52 

0.063 

0.53 

0.45 


Moonj Khera 

0832000304054700 

2.230 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.649 

3.13 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.07 

0.10 

0.12 

0.001 

0.62 

0.45 


Moreli 

0832000304036500 

4.710 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.692 

2.89 

0.010 

0.10 

0.01 

0.00 

0.00 

0.00 

0.23 

0.31 

0.40 

0.002 

0.84 

0.61 


Motipura Khurd 

0831000803962700 

6.121 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.152 

2.75 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Nareda 

0831000803970700 

2.124 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.002 

2.54 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Narsinghpura 

0831000403891700 

16.882 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.551 

2.37 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.42 

0.51 

0.08 

0.017 

0.25 

0.20 






Parwan Pickup Weir 

Command 

Bhander Sandstone 

0.120 

2.37 

0.025 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Naya Pura 

0831000803967300 

3.179 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.314 

2.18 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.03 

0.004 

0.31 

0.24 



0832000304049400 

1.434 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.011 

1.96 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.00 


Neem Khera 

0832000304054300 

1.201 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.032 

2.83 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Neem Khera 

0832000304061200 

3.607 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.385 

3.22 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.000 

0.09 

0.07 


Neemthoor 

0831000803957400 

16.007 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

15.837 

2.11 

0.025 

0.07 

0.01 

0.00 

0.00 

0.00 

0.89 

1.05 

0.22 

0.050 

0.54 

0.46 


Pachola 

0832000304047800 

2.141 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.081 

2.15 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.000 

0.03 

0.02 






Chappi 

Command 

Deccan Traps 

1.941 

2.15 

0.010 

0.13 

0.03 

0.00 

0.00 

0.00 

0.14 

0.19 

0.53 

0.003 

0.76 

0.56 


PalKhanda 

0832000304061100 

1.226 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.605 

3.22 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.07 

0.000 

0.41 

0.30 


Panchkui 

0831000803961800 

2.296 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.060 

1.58 

0.025 

0.06 

0.01 

0.00 

0.00 

0.00 

0.13 

0.16 

0.23 

0.006 

0.50 

0.42 


Patan Khema 

0832000304036600 

2.170 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.144 

2.71 

0.010 

0.02 

0.01 

0.00 

0.00 

0.00 

0.07 

0.09 

0.08 

0.001 

0.83 

0.61 


Patla Pani 

0831000803967400 

2.534 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.101 

2.33 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.03 

0.02 


Patri Khera 

0832000304050600 

1.674 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.674 

3.11 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.13 

0.19 

0.001 

0.84 

0.61 


Peepalya Ghata 

0831000803962300 

16.470 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

16.427 

4.15 

0.025 

0.08 

0.01 

0.00 

0.00 

0.00 

1.78 

2.07 

0.24 

0.052 

0.53 

0.45 


Peethapura 

0832000304060900 

5.820 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.131 

3.15 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.000 

0.02 

0.01 


Phokarda 

0832000304042700 

3.131 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.602 

3.37 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.11 

0.12 

0.001 

0.43 

0.32 


Polao 

0832000304036200 

4.528 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.355 

2.38 

0.010 

0.02 

0.01 

0.00 

0.00 

0.00 

0.07 

0.09 

0.08 

0.001 

0.43 

0.32 


Rampura 

0832000304048000 

1.437 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.407 

2.41 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.09 

0.16 

0.002 

0.82 

0.60 






Chappi 

Command 

Deccan Traps 

0.030 

2.41 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.01 


Rawans Veeran 

0832000103995600 

2.319 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.844 

1.97 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.00 

0.005 

0.46 

0.38 


Reenchhwa 

0832000304037400 

8.918 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.315 

2.79 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.10 

0.14 

0.19 

0.001 

0.22 

0.16 






Chappi 

Command 

Bhander Sandstone 

0.006 

2.79 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Saikur 

0831000803970800 

4.426 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.577 

2.86 

0.015 

0.15 

0.02 

0.00 

0.00 

0.00 

0.28 

0.39 

0.58 

0.011 

0.67 

0.50 


Salki Doongri 

0832000204015700 

3.667 

Fresh 

Non-command 

Non-command 

Limestone 

0.024 

5.25 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.08 

0.37 

43.95 

0.44 

0.03 

0.47 

0.05 

0.79 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.574 

0.029 

0.545 

0.574 

105.17 

Over Exploited 

Kheri Jageer 

0831000803971300 

0.08 

0.04 

116.99 

0.05 

0.01 

0.06 

0.03 

0.42 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.093 

0.005 

0.088 

0.162 

184.10 

Over Exploited 



0.08 

0.06 

252.97 

0.07 

0.02 

0.09 

0.03 

0.47 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.147 

0.007 

0.140 

0.346 

247.06 

Over Exploited 

Kherkhera Near Kishorpura 

0832000304047300 

0.05 

0.01 

321.47 

0.02 

0.01 

0.03 

0.02 

0.33 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.048 

0.002 

0.045 

0.109 

240.93 

Over Exploited 

Khokhera Ramchandra 

0832000304040600 

0.07 

0.00 

203.91 

0.00 

0.00 

0.01 

0.01 

0.15 

- 

- 

0.0045 

0.0043 

0.005 

0.014 

0.014 

0.020 

0.001 

0.019 

0.012 

62.81 

Safe 

Khuri 

0832000304043000 

0.05 

0.00 

742.08 

0.01 

0.00 

0.01 

0.02 

0.28 

- 

0.0100 

0.0054 

0.0065 

0.001 

0.023 

0.023 

0.029 

0.001 

0.027 

0.066 

244.67 

Over Exploited 

Kishanpuriya 

0832000304040700 

0.07 

0.16 

11.48 

0.18 

0.01 

0.19 

0.06 

0.90 

- 

0.0300 

0.0392 

0.0378 

0.001 

0.108 

0.108 

0.299 

0.015 

0.284 

0.175 

61.75 

Safe 

Kohri 

0831000803961700 

0.08 

0.00 

2,169.18 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.030 

2,575.84 

Over Exploited 

Kohri Jhar 

0832000304054400 

0.05 

0.12 

82.19 

0.15 

0.01 

0.16 

0.04 

0.55 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.179 

0.009 

0.170 

0.114 

67.17 

Safe 

Koli 

0832000304047100 

0.05 

0.00 

10,342.28 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

69,019.08 

Over Exploited 

Korkya 

0832000103993200 

0.11 

0.00 

2,889.28 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.015 

10,692.90 

Over Exploited 

Kotra Dayal 

0832000304036400 

0.10 

0.02 

200.83 

0.02 

- 

0.02 

0.02 

0.24 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.031 

0.002 

0.030 

0.072 

243.81 

Over Exploited 



0.10 

0.00 

5,108.81 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Kotra Jageer 

0832000304050400 

0.05 

0.18 

70.91 

0.21 

0.03 

0.25 

0.06 

0.90 

- 

0.0900 

- 

- 

0.001 

0.091 

0.091 

0.337 

0.017 

0.320 

0.504 

157.36 

Over Exploited 

Lambawar 

0831000803971400 

0.08 

0.00 

1,170.73 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.011 

612.54 

Over Exploited 



0.08 

0.21 

113.12 

0.26 

0.01 

0.27 

0.06 

0.83 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.307 

0.015 

0.292 

0.225 

77.15 

Semi Critical 

Lasooriya Gend 

0832000304061000 

0.07 

0.02 

221.18 

0.02 

0.00 

0.02 

0.02 

0.26 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.035 

0.002 

0.034 

0.055 

162.41 

Over Exploited 

Laxmipura Kalan 

0831000803961600 

0.08 

0.07 

127.08 

0.08 

0.01 

0.09 

0.03 

0.52 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.150 

0.008 

0.143 

0.310 

217.75 

Over Exploited 

Luhariya 

0832000304037000 

0.07 

0.01 

297.45 

0.01 

- 

0.01 

0.02 

0.29 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.025 

0.001 

0.023 

0.060 

258.67 

Over Exploited 



0.10 

0.07 

24.51 

0.08 

- 

0.08 

0.04 

0.56 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.089 

0.004 

0.084 

0.115 

136.14 

Over Exploited 



0.07 

0.00 

16,432.60 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Luharpura 

0832000304042200 

0.07 

0.00 

971.74 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

3,427.45 

Over Exploited 

Madanpura 

0832000304049200 

0.07 

0.07 

39.18 

0.09 

0.01 

0.10 

0.05 

0.75 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.126 

0.006 

0.120 

0.151 

125.48 

Over Exploited 

Madhopur 

0831000803962000 

0.08 

0.21 

98.76 

0.26 

- 

0.26 

0.03 

0.52 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.268 

0.013 

0.254 

0.072 

28.32 

Safe 

Mahuwa Khera 

0832000103993400 

0.11 

0.24 

189.45 

0.29 

0.01 

0.30 

0.03 

0.52 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.330 

0.016 

0.313 

0.238 

76.09 

Semi Critical 


0832000304049300 

0.07 

0.00 

(6,353.79) 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

0.35 

Safe 

Mahuwa Khoh 

0832000304048900 

0.05 

0.15 

51.80 

0.18 

0.02 

0.20 

0.06 

0.90 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.270 

0.014 

0.257 

0.377 

146.75 

Over Exploited 

Malan Wasa 

0832000103991600 

0.11 

0.00 

3,249.73 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.019 

538.04 

Over Exploited 

Maloni 

0831000803962400 

0.08 

0.47 

231.13 

0.57 

0.01 

0.58 

0.03 

0.55 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.636 

0.032 

0.604 

0.362 

59.85 

Safe 

Malooni 

0832000103991500 

0.10 

0.01 

869.14 

0.01 

- 

0.01 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.012 

176.79 

Over Exploited 



0.11 

0.00 

159,581.56 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mangta 

0832000304037100 

0.07 

0.00 

148.88 

0.00 

0.00 

0.01 

0.01 

0.13 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.015 

0.001 

0.014 

0.018 

125.97 

Over Exploited 



0.10 

0.13 

(8.99) 

0.12 

0.00 

0.12 

0.05 

0.77 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.130 

0.007 

0.124 

0.103 

83.24 

Semi Critical 



0.07 

0.00 

(150,041.72) 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0002 

0.0002 

0.007 

0.008 

0.008 

0.013 

0.001 

0.012 

0.000 

0.05 

Safe 

Manpura 

0832000103996000 

0.11 

0.17 

(3.13) 

0.17 

- 

0.17 

0.04 

0.61 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.178 

0.009 

0.169 

0.057 

33.76 

Safe 

Manpura Goojran 

0832000304048500 

0.05 

0.06 

61.43 

0.07 

0.03 

0.09 

0.06 

0.90 

- 

0.0500 

- 

- 

0.010 

0.060 

0.060 

0.153 

0.008 

0.146 

0.248 

170.07 

Over Exploited 

Manpura Lodhan 

0832000304056000 

0.05 

0.01 

399.08 

0.01 

0.00 

0.01 

0.01 

0.18 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

0.000 

0.007 

0.001 

12.98 

Safe 

Misroli 

0831000803962800 

0.08 

0.00 

3,637.56 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.011 

1,765.31 

Over Exploited 

Mokhampura 

0831000803962200 

0.08 

0.84 

87.53 

1.01 

0.02 

1.03 

0.03 

0.56 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

1.093 

0.055 

1.039 

0.584 

56.21 

Safe 

Moonj Khera 

0832000304054700 

0.07 

0.07 

36.43 

0.09 

0.01 

0.10 

0.05 

0.66 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.116 

0.006 

0.111 

0.121 

109.29 

Over Exploited 

Moreli 

0832000304036500 

0.10 

0.39 

(21.63) 

0.31 

0.01 

0.32 

0.06 

0.90 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.394 

0.020 

0.374 

0.397 

106.15 

Over Exploited 

Motipura Khurd 

0831000803962700 

0.08 

0.00 

7,435.22 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nareda 

0831000803970700 

0.08 

0.00 

136,501.10 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Narsinghpura 

0831000403891700 

0.06 

0.10 

424.10 

0.12 

- 

0.12 

0.02 

0.26 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.126 

0.006 

0.120 

0.096 

79.62 

Semi Critical 



0.06 

0.00 

1,135.62 

0.00 

0.01 

0.01 

0.00 

0.00 

- 

- 

0.0056 

- 

- 

0.006 

0.006 

0.012 

0.001 

0.012 

0.000 

2.56 

Safe 

Naya Pura 

0831000803967300 

0.08 

0.03 

112.59 

0.04 

- 

0.04 

0.02 

0.33 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.049 

0.002 

0.047 

0.038 

81.35 

Semi Critical 


0832000304049400 

0.07 

0.00 

(15,331.53) 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.006 

315.90 

Over Exploited 

Neem Khera 

0832000304054300 

0.05 

0.00 

3,293.81 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Neem Khera 

0832000304061200 

0.07 

0.00 

608.87 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.018 

669.65 

Over Exploited 

Neemthoor 

0831000803957400 

0.08 

0.69 

53.27 

0.82 

0.01 

0.83 

0.03 

0.57 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.853 

0.043 

0.811 

0.271 

33.41 

Safe 

Pachola 

0832000304047800 

0.05 

0.00 

11,460.88 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.024 

1,273.43 

Over Exploited 



0.05 

0.07 

159.89 

0.09 

0.03 

0.12 

0.06 

0.82 

- 

0.1000 

0.0332 

0.0399 

0.001 

0.174 

0.174 

0.294 

0.015 

0.279 

0.537 

192.27 

Over Exploited 

PalKhanda 

0832000304061100 

0.07 

0.02 

209.29 

0.02 

- 

0.02 

0.03 

0.44 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.031 

0.002 

0.029 

0.072 

246.87 

Over Exploited 

Panchkui 

0831000803961800 

0.08 

0.08 

89.25 

0.10 

0.01 

0.11 

0.03 

0.53 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.139 

0.007 

0.132 

0.239 

181.63 

Over Exploited 

Patan Khema 

0832000304036600 

0.10 

0.18 

(47.76) 

0.14 

0.01 

0.15 

0.06 

0.89 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.172 

0.009 

0.164 

0.085 

52.06 

Safe 

Patla Pani 

0831000803967400 

0.08 

0.00 

1,750.12 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

1,876.51 

Over Exploited 

Patri Khera 

0832000304050600 

0.07 

0.10 

28.10 

0.12 

0.01 

0.13 

0.06 

0.90 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.167 

0.008 

0.159 

0.193 

121.23 

Over Exploited 

Peepalya Ghata 

0831000803962300 

0.08 

0.70 

197.10 

0.84 

0.01 

0.85 

0.03 

0.56 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.888 

0.044 

0.843 

0.290 

34.35 

Safe 

Peethapura 

0832000304060900 

0.05 

0.00 

4,498.06 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

4,443.28 

Over Exploited 

Phokarda 

0832000304042700 

0.07 

0.05 

137.16 

0.06 

0.00 

0.06 

0.03 

0.46 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.078 

0.004 

0.074 

0.121 

162.88 

Over Exploited 

Polao 

0832000304036200 

0.10 

0.10 

(11.70) 

0.09 

0.01 

0.10 

0.03 

0.46 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.120 

0.006 

0.114 

0.085 

74.82 

Semi Critical 

Rampura 

0832000304048000 

0.05 

0.06 

50.87 

0.07 

0.01 

0.08 

0.06 

0.88 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.109 

0.005 

0.104 

0.158 

151.80 

Over Exploited 



0.05 

0.00 

3,748.73 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0005 

0.0006 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.006 

561.93 

Over Exploited 

Rawans Veeran 

0832000103995600 

0.11 

0.09 

(6.62) 

0.09 

- 

0.09 

0.03 

0.49 

- 

- 

- 

- 

- 

- 

- 

0.088 

0.004 

0.084 

0.005 

5.59 

Safe 

Reenchhwa 

0832000304037400 

0.10 

0.05 

182.52 

0.06 

0.01 

0.07 

0.02 

0.23 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.111 

0.006 

0.105 

0.193 

183.79 

Over Exploited 



0.10 

0.00 

83,370.88 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Saikur 

0831000803970800 

0.08 

0.19 

99.90 

0.23 

0.02 

0.25 

0.05 

0.72 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

0.361 

0.018 

0.343 

0.594 

173.08 

Over Exploited 

Salki Doongri 

0832000204015700 

0.05 

0.00 

28,296.33 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 







Non-command 

Bhander Sandstone 

0.013 

5.25 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Samrol 

0832000103994700 

1.103 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.052 

4.61 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.13 

0.15 

0.15 

0.003 

0.51 

0.44 


Sar Khandiya 

0832000304054500 

3.764 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.764 

3.19 

0.010 

0.07 

0.02 

0.00 

0.00 

0.00 

0.17 

0.23 

0.28 

0.002 

0.83 

0.61 


Sarang Khera 

0831000803961500 

4.832 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.450 

1.01 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.13 

0.15 

0.19 

0.011 

0.41 

0.34 


Sarkhandi Kalan 

0832000304050700 

1.901 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.901 

2.94 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.10 

0.13 

0.21 

0.001 

0.84 

0.61 


Sarkhandi Khurd 

0832000304050500 

2.658 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.658 

2.97 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.12 

0.16 

0.19 

0.001 

0.84 

0.61 


Sarthal 

0831000803971100 

8.656 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.956 

1.40 

0.015 

0.35 

0.09 

0.00 

0.00 

0.00 

0.41 

0.55 

1.38 

0.022 

0.65 

0.48 







Non-command 

Bhander Sandstone 

1.669 

1.40 

0.025 

0.16 

0.04 

0.00 

0.00 

0.00 

0.18 

0.24 

0.64 

0.005 

0.16 

0.12 


Sarthala 

0832000103994400 

3.280 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.280 

8.16 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.55 

0.65 

0.07 

0.008 

0.55 

0.46 


Seejanya 

0831000803961900 

2.807 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.530 

1.69 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.16 

0.11 

0.008 

0.49 

0.42 


Semli Kalan 

0832000304048200 

4.006 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.683 

2.55 

0.010 

0.16 

0.04 

0.00 

0.00 

0.00 

0.21 

0.29 

0.62 

0.005 

0.77 

0.57 


Sewanya 

0832000103994900 

1.982 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.839 

4.05 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.20 

0.23 

0.22 

0.005 

0.51 

0.43 


Shergarh 

0831000403891500 

23.949 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

8.365 

1.86 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.42 

0.49 

0.09 

0.021 

0.23 

0.19 






Parwan Pickup Weir 

Command 

Bhander Sandstone 

0.062 

1.86 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sukh Baredi 

0832000103994000 

3.410 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.797 

7.73 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.44 

0.52 

0.05 

0.007 

0.45 

0.38 


Sukhneri 

0831000803966500 

4.216 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.216 

4.40 

0.025 

0.13 

0.02 

0.00 

0.00 

0.00 

0.57 

0.68 

0.51 

0.013 

0.55 

0.47 


Takooda Jageer 

0831000803966900 

2.027 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.023 

1.83 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Bhander Sandstone 

2.003 

1.83 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.13 

0.18 

0.17 

0.006 

0.79 

0.59 


Taraj 

0832000103995400 

21.091 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.496 

7.18 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.53 

0.67 

0.10 

0.009 

0.11 

0.09 


Telani 

0832000304040800 

0.582 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.188 

3.85 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.000 

0.27 

0.20 






Chappi 

Command 

Deccan Traps 

0.391 

3.85 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.08 

0.000 

0.56 

0.41 


Turkariya 

0832000304041000 

1.502 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.576 

2.72 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.06 

0.14 

0.000 

0.32 

0.24 


Ugarpura 

0832000304050200 

2.462 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.905 

2.42 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.05 

0.001 

0.65 

0.47 


Ugena 

0832000304042100 

1.837 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.268 

4.61 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.04 

0.000 

0.12 

0.09 


Ummedpura 

0831000803957500 

8.172 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.470 

2.18 

0.025 

0.07 

0.01 

0.00 

0.00 

0.00 

0.41 

0.50 

0.24 

0.020 

0.48 

0.40 


Uni 

0832000304040900 

1.903 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.247 

1.63 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.07 

0.16 

0.001 

0.55 

0.40 

08004040 

Akolya 

0832000404073000 

0.911 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.911 

2.88 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.08 

0.17 

0.000 

0.82 

0.60 


Amarpura 

0831000803970600 

2.301 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.581 

2.08 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.05 

0.002 

0.21 

0.15 


Amlawada 

0832000304041100 

3.418 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.418 

2.12 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.12 

0.17 

0.25 

0.002 

0.84 

0.62 


Ank Kheri 

0832000404072900 

3.060 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.060 

3.10 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.14 

0.20 

0.25 

0.002 

0.82 

0.60 


Anwal Hera 

0832000404072700 

3.046 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.046 

3.26 

0.010 

0.30 

0.04 

0.00 

0.00 

0.00 

0.36 

0.49 

1.19 

0.002 

0.82 

0.60 


Arjunpura 

0832000404062700 

10.119 

Fresh 

Non-command 

Non-command 

Deccan Traps 

10.009 

1.33 

0.010 

0.20 

0.03 

0.00 

0.00 

0.00 

0.30 

0.41 

0.81 

0.005 

0.81 

0.60 


Asalpur 

0831000803970500 

3.428 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.380 

1.63 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.03 

0.001 

0.09 

0.07 


Baldeopura @ Char Khera 

0832000304055400 

1.240 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.240 

2.91 

0.010 

0.06 

0.02 

0.00 

0.00 

0.00 

0.08 

0.10 

0.25 

0.001 

0.83 

0.61 


Baman Gaon 

0832000404069300 

1.207 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.207 

4.23 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.04 

0.001 

0.82 

0.61 


Bamanya Kheri 

0832000404062300 

5.808 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.808 

1.78 

0.010 

0.07 

0.02 

0.00 

0.00 

0.00 

0.15 

0.21 

0.27 

0.003 

0.83 

0.61 


Bambooliya 

0832000404062200 

0.886 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.886 

2.22 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.07 

0.17 

0.000 

0.83 

0.61 


Bamla Beh 

0832000404072300 

2.278 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.278 

2.91 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.13 

0.12 

0.001 

0.82 

0.60 


Bandha Jageer 

0832000404062900 

1.914 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.914 

1.12 

0.010 

0.12 

0.02 

0.00 

0.00 

0.00 

0.12 

0.16 

0.48 

0.001 

0.83 

0.61 


Baneth 

0832000404068400 

1.841 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.839 

3.28 

0.010 

0.19 

0.03 

0.00 

0.00 

0.00 

0.22 

0.30 

0.76 

0.001 

0.81 

0.60 


Bans Khera 

0832000404068800 

5.859 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.859 

2.48 

0.010 

0.15 

0.02 

0.00 

0.00 

0.00 

0.27 

0.37 

0.59 

0.003 

0.82 

0.61 


Banskheri Mewatiyan 

0832000404069700 

4.777 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.777 

3.78 

0.010 

0.25 

0.06 

0.00 

0.00 

0.00 

0.37 

0.50 

0.98 

0.002 

0.82 

0.61 


Baori Khera 

0831000803970300 

3.869 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.175 

2.16 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.04 

0.03 


Bardawada 

0832000304042500 

2.564 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.196 

4.13 

0.010 

0.07 

0.01 

0.00 

0.00 

0.00 

0.15 

0.20 

0.28 

0.001 

0.72 

0.53 


Bargaon 

0832000404073600 

3.108 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.284 

2.92 

0.010 

0.01 

0.00 

0.00 

0.00 

0.08 

-0.06 

-0.09 

0.05 

0.000 

0.07 

0.05 


Baroo Beh 

0832000404064300 

5.267 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.174 

2.66 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.13 

0.04 

0.002 

0.49 

0.36 


Barrawada 

0832000404062000 

1.432 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.432 

4.23 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.12 

0.15 

0.001 

0.84 

0.61 


Barwad 

0832000404062100 

2.899 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.899 

3.08 

0.010 

0.08 

0.01 

0.00 

0.00 

0.00 

0.16 

0.22 

0.31 

0.002 

0.83 

0.61 


Battoo Kheri 

0832000404063900 

1.149 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.149 

3.26 

0.010 

0.09 

0.01 

0.00 

0.00 

0.00 

0.12 

0.16 

0.37 

0.001 

0.82 

0.61 


Beel Khera 

0831000803972200 

1.500 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.493 

1.89 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.08 

0.005 

0.82 

0.60 


Beenda 

0832000304042300 

2.729 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.023 

4.39 

0.010 

0.10 

0.02 

0.00 

0.00 

0.00 

0.17 

0.23 

0.41 

0.001 

0.62 

0.46 


Bhatgaon 

0831000803973300 

9.128 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.448 

2.57 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.04 

0.03 


Bhawanipura 

0832000404074600 

5.104 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.104 

2.91 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.18 

0.24 

0.10 

0.003 

0.82 

0.60 


Bhoolan Kheri 

0832000404070100 

2.661 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.661 

3.12 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.13 

0.18 

0.25 

0.001 

0.82 

0.60 


Bhoomriya 

0832000404065700 

3.574 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.449 

2.32 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.15 

0.13 

0.002 

0.80 

0.59 


Birjipura 

0832000404074500 

3.560 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.426 

2.21 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.01 

0.001 

0.33 

0.24 


Bishan Khera 

0832000404072600 

5.453 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.453 

3.28 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.23 

0.31 

0.25 

0.003 

0.82 

0.60 


Bislai 

0832000404070000 

2.402 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.402 

3.69 

0.010 

0.10 

0.01 

0.00 

0.00 

0.00 

0.17 

0.24 

0.40 

0.001 

0.82 

0.60 


Bor Kheri 

0831000803972600 

5.799 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.183 

1.82 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.15 

0.21 

0.20 

0.013 

0.58 

0.44 


Borda 

0832000404071100 

2.106 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.106 

3.10 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.12 

0.08 

0.001 

0.82 

0.60 


Brahma Kheri 

0831000803971700 

1.861 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.762 

3.14 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.13 

0.18 

0.24 

0.006 

0.79 

0.58 


Budhwara 

0832000404070600 

3.917 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.917 

2.93 

0.010 

0.18 

0.03 

0.00 

0.00 

0.00 

0.26 

0.36 

0.71 

0.002 

0.81 

0.60 


Bukharya 

0832000404066800 

1.043 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.986 

3.97 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.08 

0.11 

0.20 

0.001 

0.77 

0.57 


Chachorni 

0832000404061900 

1.022 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.022 

4.01 

0.010 

0.09 

0.01 

0.00 

0.00 

0.00 

0.12 

0.16 

0.37 

0.001 

0.84 

0.61 


Chak Baldeopura 

0832000304055500 

1.074 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.074 

3.11 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.00 

0.001 

0.83 

0.61 


Chandipur 

0832000404065400 

4.207 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.200 

3.74 

0.010 

0.19 

0.03 

0.00 

0.00 

0.00 

0.32 

0.43 

0.74 

0.002 

0.81 

0.60 


Chandpura Kasba 

0832000404074000 

2.746 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.485 

2.90 

0.010 

0.12 

0.02 

0.00 

0.00 

0.00 

0.17 

0.23 

0.49 

0.001 

0.74 

0.54 


Chanpura Bheelan 

0832000404072500 

8.509 

Fresh 

Non-command 

Non-command 

Deccan Traps 

8.480 

3.36 

0.010 

0.12 

0.02 

0.00 

0.00 

0.00 

0.38 

0.52 

0.46 

0.004 

0.82 

0.60 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.05 

0.00 

50,043.24 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 

Samrol 

0832000103994700 

0.11 

0.06 

151.33 

0.07 

0.01 

0.08 

0.03 

0.54 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.111 

0.006 

0.105 

0.154 

145.79 

Over Exploited 

Sar Khandiya 

0832000304054500 

0.07 

0.22 

4.75 

0.23 

0.02 

0.25 

0.06 

0.90 

- 

0.0500 

- 

- 

0.002 

0.052 

0.052 

0.303 

0.015 

0.288 

0.278 

96.65 

Critical 

Sarang Khera 

0831000803961500 

0.08 

0.11 

35.08 

0.14 

0.01 

0.15 

0.02 

0.43 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.185 

0.009 

0.176 

0.201 

114.16 

Over Exploited 

Sarkhandi Kalan 

0832000304050700 

0.07 

0.11 

17.21 

0.13 

0.01 

0.14 

0.06 

0.90 

- 

0.0400 

- 

- 

0.000 

0.040 

0.040 

0.181 

0.009 

0.172 

0.211 

122.87 

Over Exploited 

Sarkhandi Khurd 

0832000304050500 

0.07 

0.16 

4.10 

0.16 

0.01 

0.17 

0.06 

0.90 

- 

0.0400 

- 

- 

0.000 

0.040 

0.040 

0.212 

0.011 

0.202 

0.191 

94.94 

Critical 

Sarthal 

0831000803971100 

0.08 

0.36 

51.19 

0.43 

0.09 

0.52 

0.05 

0.70 

- 

0.2600 

- 

- 

- 

0.260 

0.260 

0.784 

0.039 

0.744 

1.398 

187.76 

Over Exploited 



0.08 

0.02 

1,053.32 

0.02 

0.04 

0.06 

0.01 

0.17 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

0.185 

0.009 

0.176 

0.648 

368.91 

Over Exploited 

Sarthala 

0832000103994400 

0.11 

0.20 

230.02 

0.24 

0.00 

0.24 

0.03 

0.58 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.253 

0.013 

0.241 

0.074 

30.86 

Safe 

Seejanya 

0831000803961900 

0.08 

0.10 

62.35 

0.12 

- 

0.12 

0.03 

0.52 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.129 

0.006 

0.122 

0.114 

93.09 

Critical 

Semli Kalan 

0832000304048200 

0.05 

0.14 

105.17 

0.17 

0.04 

0.21 

0.06 

0.83 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

0.330 

0.017 

0.314 

0.623 

198.35 

Over Exploited 

Sewanya 

0832000103994900 

0.11 

0.10 

129.06 

0.12 

0.01 

0.13 

0.03 

0.53 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.173 

0.009 

0.164 

0.223 

135.68 

Over Exploited 

Shergarh 

0831000403891500 

0.06 

0.11 

331.20 

0.14 

- 

0.14 

0.02 

0.24 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.147 

0.007 

0.140 

0.107 

76.62 

Semi Critical 



0.06 

0.00 

(11,389.76) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0036 

- 

- 

0.004 

0.004 

0.007 

0.000 

0.007 

0.000 

2.31 

Safe 

Sukh Baredi 

0832000103994000 

0.11 

0.14 

277.23 

0.17 

0.00 

0.17 

0.03 

0.47 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.178 

0.009 

0.169 

0.057 

33.73 

Safe 

Sukhneri 

0831000803966500 

0.08 

0.19 

263.93 

0.22 

0.02 

0.24 

0.03 

0.59 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.334 

0.017 

0.317 

0.519 

163.57 

Over Exploited 

Takooda Jageer 

0831000803966900 

0.08 

0.00 

4,570.32 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.13 

39.06 

0.15 

0.01 

0.16 

0.06 

0.85 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.193 

0.010 

0.183 

0.179 

98.01 

Critical 

Taraj 

0832000103995400 

0.11 

0.04 

1,508.29 

0.05 

- 

0.05 

0.01 

0.12 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.070 

0.004 

0.067 

0.110 

164.90 

Over Exploited 

Telani 

0832000304040800 

0.07 

0.00 

557.13 

0.00 

- 

0.00 

0.02 

0.29 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.014 

0.036 

265.88 

Over Exploited 



0.07 

0.02 

208.90 

0.02 

- 

0.02 

0.04 

0.61 

- 

0.0100 

0.0056 

0.0054 

- 

0.021 

0.021 

0.039 

0.002 

0.037 

0.078 

208.77 

Over Exploited 

Turkariya 

0832000304041000 

0.07 

0.01 

378.52 

0.02 

0.01 

0.03 

0.02 

0.35 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.046 

0.002 

0.043 

0.144 

332.93 

Over Exploited 

Ugarpura 

0832000304050200 

0.07 

0.09 

(12.19) 

0.08 

0.00 

0.08 

0.05 

0.69 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.087 

0.004 

0.082 

0.053 

64.31 

Safe 

Ugena 

0832000304042100 

0.07 

0.00 

1,224.66 

0.00 

- 

0.00 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.040 

331.29 

Over Exploited 

Ummedpura 

0831000803957500 

0.08 

0.25 

100.66 

0.30 

0.01 

0.31 

0.03 

0.51 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.338 

0.017 

0.321 

0.255 

79.58 

Semi Critical 

Uni 

0832000304040900 

0.07 

0.05 

42.95 

0.06 

0.01 

0.07 

0.04 

0.59 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.088 

0.004 

0.083 

0.157 

187.91 

Over Exploited 

Akolya 

0832000404073000 

0.07 

0.05 

46.68 

0.06 

0.01 

0.07 

0.06 

0.88 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.092 

0.005 

0.088 

0.174 

198.71 

Over Exploited 

Amarpura 

0831000803970600 

0.08 

0.01 

294.47 

0.01 

- 

0.01 

0.02 

0.22 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.022 

0.001 

0.021 

0.047 

228.30 

Over Exploited 

Amlawada 

0832000304041100 

0.07 

0.20 

(16.97) 

0.17 

0.01 

0.18 

0.06 

0.90 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.207 

0.010 

0.197 

0.248 

125.94 

Over Exploited 

Ank Kheri 

0832000404072900 

0.07 

0.17 

12.42 

0.20 

0.01 

0.21 

0.06 

0.88 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.237 

0.012 

0.225 

0.254 

112.58 

Over Exploited 

Anwal Hera 

0832000404072700 

0.07 

0.17 

179.68 

0.21 

0.04 

0.25 

0.06 

0.88 

- 

0.1300 

- 

- 

- 

0.130 

0.130 

0.379 

0.019 

0.360 

1.190 

330.06 

Over Exploited 

Arjunpura 

0832000404062700 

0.07 

0.57 

(27.71) 

0.45 

0.03 

0.48 

0.06 

0.87 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.572 

0.029 

0.544 

0.815 

149.98 

Over Exploited 

Asalpur 

0831000803970500 

0.08 

0.00 

849.71 

0.00 

- 

0.00 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.013 

0.030 

239.01 

Over Exploited 

Baldeopura @ Char Khera 

0832000304055400 

0.07 

0.07 

42.49 

0.09 

0.02 

0.11 

0.06 

0.89 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.158 

0.008 

0.150 

0.253 

168.38 

Over Exploited 

Baman Gaon 

0832000404069300 

0.07 

0.07 

19.44 

0.08 

- 

0.08 

0.06 

0.88 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.093 

0.005 

0.088 

0.043 

48.25 

Safe 

Bamanya Kheri 

0832000404062300 

0.07 

0.34 

(38.78) 

0.27 

0.02 

0.29 

0.06 

0.89 

- 

0.0500 

- 

- 

0.002 

0.052 

0.052 

0.343 

0.017 

0.326 

0.271 

83.19 

Semi Critical 

Bambooliya 

0832000404062200 

0.07 

0.05 

30.95 

0.06 

0.01 

0.07 

0.06 

0.89 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.102 

0.005 

0.097 

0.169 

175.13 

Over Exploited 

Bamla Beh 

0832000404072300 

0.07 

0.13 

0.12 

0.13 

- 

0.13 

0.06 

0.88 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.151 

0.008 

0.144 

0.121 

84.42 

Semi Critical 

Bandha Jageer 

0832000404062900 

0.07 

0.11 

47.11 

0.13 

0.02 

0.15 

0.06 

0.89 

- 

0.0500 

- 

- 

0.002 

0.052 

0.052 

0.206 

0.010 

0.196 

0.481 

245.81 

Over Exploited 

Baneth 

0832000404068400 

0.07 

0.10 

183.99 

0.13 

0.03 

0.16 

0.06 

0.87 

- 

0.0900 

- 

- 

0.001 

0.091 

0.091 

0.247 

0.012 

0.235 

0.764 

325.71 

Over Exploited 

Bans Khera 

0832000404068800 

0.07 

0.34 

9.60 

0.37 

0.02 

0.39 

0.06 

0.88 

- 

0.0700 

- 

- 

0.005 

0.075 

0.075 

0.467 

0.023 

0.443 

0.591 

133.29 

Over Exploited 

Banskheri Mewatiyan 

0832000404069700 

0.07 

0.27 

83.06 

0.33 

0.06 

0.39 

0.06 

0.88 

- 

0.1800 

- 

- 

0.000 

0.181 

0.181 

0.570 

0.029 

0.542 

0.986 

182.06 

Over Exploited 

Baori Khera 

0831000803970300 

0.08 

0.00 

1,443.29 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.006 

988.68 

Over Exploited 

Bardawada 

0832000304042500 

0.07 

0.11 

84.54 

0.13 

0.01 

0.14 

0.05 

0.77 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.195 

0.010 

0.185 

0.283 

152.85 

Over Exploited 

Bargaon 

0832000404073600 

0.07 

0.00 

(5,982.85) 

0.00 

0.08 

0.08 

0.01 

0.08 

- 

0.0100 

- 

- 

0.123 

0.134 

0.134 

0.217 

0.011 

0.206 

0.054 

26.27 

Safe 

Baroo Beh 

0832000404064300 

0.07 

0.11 

16.46 

0.13 

- 

0.13 

0.04 

0.53 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.137 

0.007 

0.130 

0.044 

33.59 

Safe 

Barrawada 

0832000404062000 

0.07 

0.08 

46.15 

0.10 

0.01 

0.11 

0.06 

0.90 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.142 

0.007 

0.135 

0.147 

108.77 

Over Exploited 

Barwad 

0832000404062100 

0.07 

0.17 

28.01 

0.20 

0.01 

0.21 

0.06 

0.90 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.273 

0.014 

0.259 

0.315 

121.29 

Over Exploited 

Battoo Kheri 

0832000404063900 

0.07 

0.07 

138.03 

0.08 

0.01 

0.09 

0.06 

0.88 

- 

0.0700 

- 

- 

0.002 

0.072 

0.072 

0.163 

0.008 

0.155 

0.367 

237.21 

Over Exploited 

Beel Khera 

0831000803972200 

0.08 

0.10 

(13.54) 

0.08 

- 

0.08 

0.06 

0.88 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.094 

0.005 

0.090 

0.084 

93.33 

Critical 

Beenda 

0832000304042300 

0.07 

0.09 

159.52 

0.11 

0.02 

0.13 

0.05 

0.67 

- 

0.0800 

- 

- 

0.002 

0.082 

0.082 

0.208 

0.010 

0.198 

0.409 

206.52 

Over Exploited 

Bhatgaon 

0831000803973300 

0.08 

0.00 

1,508.31 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.015 

945.27 

Over Exploited 

Bhawanipura 

0832000404074600 

0.07 

0.29 

(18.33) 

0.24 

0.00 

0.24 

0.06 

0.88 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.257 

0.013 

0.244 

0.105 

42.94 

Safe 

Bhoolan Kheri 

0832000404070100 

0.07 

0.15 

18.42 

0.18 

0.01 

0.19 

0.06 

0.88 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.220 

0.011 

0.209 

0.247 

118.26 

Over Exploited 

Bhoomriya 

0832000404065700 

0.07 

0.19 

(22.24) 

0.15 

- 

0.15 

0.06 

0.85 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.164 

0.008 

0.155 

0.128 

82.22 

Semi Critical 

Birjipura 

0832000404074500 

0.07 

0.03 

28.61 

0.04 

0.00 

0.04 

0.02 

0.35 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.041 

0.002 

0.039 

0.007 

17.44 

Safe 

Bishan Khera 

0832000404072600 

0.07 

0.31 

(1.51) 

0.31 

0.01 

0.32 

0.06 

0.88 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.353 

0.018 

0.336 

0.249 

74.16 

Semi Critical 

Bislai 

0832000404070000 

0.07 

0.14 

71.96 

0.17 

0.01 

0.18 

0.06 

0.88 

- 

0.0700 

- 

- 

0.006 

0.076 

0.076 

0.255 

0.013 

0.243 

0.397 

163.68 

Over Exploited 

Bor Kheri 

0831000803972600 

0.08 

0.20 

5.40 

0.21 

0.01 

0.22 

0.04 

0.63 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.256 

0.013 

0.243 

0.215 

88.44 

Semi Critical 

Borda 

0832000404071100 

0.07 

0.12 

(3.84) 

0.12 

- 

0.12 

0.06 

0.88 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.126 

0.006 

0.119 

0.085 

71.32 

Semi Critical 

Brahma Kheri 

0831000803971700 

0.08 

0.11 

61.95 

0.13 

0.01 

0.14 

0.06 

0.85 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.194 

0.010 

0.184 

0.250 

135.27 

Over Exploited 

Budhwara 

0832000404070600 

0.07 

0.22 

61.09 

0.27 

0.03 

0.30 

0.06 

0.87 

- 

0.0800 

- 

- 

0.001 

0.081 

0.081 

0.379 

0.019 

0.360 

0.710 

197.37 

Over Exploited 

Bukharya 

0832000404066800 

0.07 

0.05 

101.35 

0.06 

0.01 

0.07 

0.06 

0.83 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.114 

0.006 

0.108 

0.205 

189.02 

Over Exploited 

Chachorni 

0832000404061900 

0.07 

0.06 

173.61 

0.07 

0.01 

0.08 

0.06 

0.90 

- 

0.0700 

- 

- 

0.001 

0.071 

0.071 

0.154 

0.008 

0.146 

0.367 

250.84 

Over Exploited 

Chak Baldeopura 

0832000304055500 

0.07 

0.06 

(27.34) 

0.05 

- 

0.05 

0.06 

0.89 

- 

- 

- 

- 

- 

- 

- 

0.050 

0.002 

0.047 

0.001 

1.18 

Safe 

Chandipur 

0832000404065400 

0.07 

0.24 

78.81 

0.29 

0.03 

0.32 

0.06 

0.87 

- 

0.1400 

- 

- 

0.002 

0.142 

0.142 

0.459 

0.023 

0.436 

0.746 

171.00 

Over Exploited 

Chandpura Kasba 

0832000404074000 

0.07 

0.13 

81.40 

0.15 

0.02 

0.17 

0.05 

0.79 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.225 

0.011 

0.214 

0.487 

227.51 

Over Exploited 

Chanpura Bheelan 

0832000404072500 

0.07 

0.48 

7.81 

0.52 

0.02 

0.54 

0.06 

0.88 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.593 

0.030 

0.563 

0.460 

81.78 

Semi Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Chhan 

083200040406640C 

3.190 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.174 

1.95 

0.010 

0.09 

0.02 

0.00 

0.00 

0.00 

0.13 

0.18 

0.37 

0.002 

0.82 

0.60 


Chureliya 

0832000304050100 

10.177 

Fresh 

Non-command 

Non-command 

Deccan Traps 

10.063 

1.98 

0.010 

0.21 

0.03 

0.00 

0.00 

0.01 

0.37 

0.51 

0.82 

0.005 

0.82 

0.60 


Deegod Jageer 

0831000803972100 

7.080 

Fresh 

Non-command 

Non-command 

Deccan Traps 

7.047 

2.12 

0.015 

0.31 

0.08 

0.00 

0.00 

0.00 

0.45 

0.61 

1.22 

0.022 

0.82 

0.60 


Dekriya Kheri 

0832000404072200 

2.134 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.134 

3.08 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.11 

0.14 

0.18 

0.001 

0.82 

0.60 


Deo Khoh 

0832000304054800 

1.349 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.349 

3.13 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.02 

0.001 

0.83 

0.61 


Deori Chanchal 

0832000304050300 

6.016 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.145 

2.98 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.000 

0.02 

0.01 


Deori Deo 

0832000304055700 

3.398 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.072 

3.22 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.08 

0.001 

0.26 

0.19 


Deori Kalan 

0832000404063700 

3.298 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.296 

2.08 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.10 

0.14 

0.18 

0.002 

0.82 

0.61 


Deori Khurd 

0832000304049100 

2.213 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.018 

3.31 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.00 



0832000404062500 

2.263 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.247 

1.33 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.08 

0.17 

0.001 

0.82 

0.60 


Dev Kadar 

0832000304055000 

2.753 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.753 

2.74 

0.010 

0.09 

0.01 

0.00 

0.00 

0.00 

0.16 

0.21 

0.38 

0.001 

0.83 

0.61 


Dhaba 

0832000304055200 

1.244 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.244 

2.87 

0.010 

0.09 

0.02 

0.00 

0.00 

0.00 

0.11 

0.14 

0.35 

0.001 

0.83 

0.61 



0832000404065800 

2.756 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.756 

2.45 

0.010 

0.08 

0.01 

0.00 

0.00 

0.00 

0.14 

0.19 

0.32 

0.001 

0.82 

0.61 


Dhama Hera 

0832000404069200 

3.468 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.468 

3.34 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.17 

0.05 

0.002 

0.82 

0.61 


Dhamaniya 

0831000803972900 

9.162 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.153 

2.03 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.000 

0.01 

0.01 


Dhoondhaliya 

0832000304041900 

1.702 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.702 

4.95 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.12 

0.17 

0.18 

0.001 

0.84 

0.62 


Dobara 

0831000803970400 

3.933 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.762 

1.79 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.06 

0.002 

0.16 

0.12 


Gajwara 

0832000404067100 

2.659 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.648 

3.63 

0.010 

0.12 

0.02 

0.00 

0.00 

0.00 

0.20 

0.27 

0.46 

0.001 

0.81 

0.60 


Gajwari 

0832000404067000 

1.942 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.942 

3.66 

0.010 

0.09 

0.01 

0.00 

0.00 

0.00 

0.15 

0.20 

0.35 

0.001 

0.82 

0.60 


Ganeshpura 

0832000304049800 

1.031 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.031 

0.97 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.06 

0.001 

0.83 

0.61 



0832000404062600 

1.520 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.520 

1.18 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.06 

0.17 

0.001 

0.82 

0.61 


Ganeshpura Lodhan 

0832000404072400 

5.272 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.111 

3.07 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.24 

0.07 

0.003 

0.80 

0.59 


Ganeshpura Maliyan 

0832000404074100 

1.369 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.266 

2.56 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.16 

0.12 


Ganeshpura Near Dhaba 

0832000304061500 

2.305 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.305 

2.92 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.09 

0.12 

0.13 

0.001 

0.83 

0.61 


Gangahoni 

0832000404073800 

4.977 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.005 

2.91 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Garboliya 

0832000404074200 

2.683 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.683 

2.96 

0.010 

0.24 

0.04 

0.00 

0.00 

0.00 

0.28 

0.38 

0.96 

0.001 

0.82 

0.60 


Gharawali 

0832000404068900 

3.775 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.775 

2.41 

0.010 

0.23 

0.03 

0.00 

0.00 

0.00 

0.29 

0.39 

0.92 

0.002 

0.82 

0.61 


Gokulpura 

0832000304061400 

0.811 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.811 

2.86 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.06 

0.09 

0.20 

0.000 

0.83 

0.61 


Goraya Khera 

0832000404069500 

2.872 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.866 

3.90 

0.010 

0.07 

0.02 

0.00 

0.00 

0.00 

0.16 

0.22 

0.28 

0.001 

0.82 

0.61 


Goriya 

0832000404066200 

1.169 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.169 

1.85 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.001 

0.83 

0.61 


Goriya Khera 

0832000304050000 

1.362 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.362 

0.75 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.04 

0.05 

0.14 

0.001 

0.83 

0.61 


Gurar Khera 

0832000404069900 

0.875 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.875 

3.29 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.06 

0.000 

0.82 

0.60 


Gurari 

0832000404071500 

3.693 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.693 

3.78 

0.010 

0.14 

0.02 

0.00 

0.00 

0.00 

0.26 

0.35 

0.56 

0.002 

0.82 

0.60 


Halesara 

0831000803971800 

2.604 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.604 

3.05 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.19 

0.26 

0.31 

0.008 

0.84 

0.61 


Hanotiya Lodhan 

0832000404072000 

5.152 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.149 

3.26 

0.010 

0.12 

0.02 

0.00 

0.00 

0.00 

0.27 

0.36 

0.48 

0.003 

0.82 

0.61 


Hanotya Mewatiyan 

0832000404068600 

1.381 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.381 

3.27 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.12 

0.001 

0.82 

0.60 


Harnawada Shahji 

0831000803972300 

17.298 

Fresh 

Non-command 

Non-command 

Deccan Traps 

15.431 

1.79 

0.015 

0.35 

0.08 

0.00 

0.00 

0.00 

0.69 

0.92 

1.34 

0.049 

0.73 

0.54 


Hatai Khera 

0832000404070900 

2.580 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.580 

3.08 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.13 

0.18 

0.26 

0.001 

0.82 

0.60 


Himmatgarh 

0832000404068700 

1.309 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.309 

2.92 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.06 

0.08 

0.14 

0.001 

0.82 

0.60 


Hindola 

0831000803971900 

1.732 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.732 

3.55 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.14 

0.03 

0.005 

0.84 

0.61 


Jamunya @ Kandari 

0832000404071400 

3.934 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.889 

3.92 

0.010 

0.09 

0.01 

0.00 

0.00 

0.00 

0.23 

0.32 

0.35 

0.002 

0.81 

0.60 


Jatawa 

0832000404065600 

3.173 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.173 

3.80 

0.010 

0.17 

0.02 

0.00 

0.00 

0.00 

0.27 

0.37 

0.66 

0.002 

0.82 

0.61 


Jawar 

0832000404066700 

7.256 

Fresh 

Non-command 

Non-command 

Deccan Traps 

7.256 

3.73 

0.010 

0.22 

0.03 

0.00 

0.00 

0.00 

0.46 

0.62 

0.87 

0.004 

0.82 

0.60 


Jawari 

0832000404066600 

2.057 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.057 

2.83 

0.010 

0.07 

0.01 

0.00 

0.00 

0.01 

0.11 

0.15 

0.29 

0.001 

0.82 

0.61 


Jetpura 

0832000404073100 

2.561 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.560 

2.87 

0.010 

0.07 

0.01 

0.00 

0.00 

0.00 

0.13 

0.18 

0.28 

0.001 

0.81 

0.60 


Jheenkni 

0832000404073500 

10.939 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.244 

2.88 

0.010 

0.03 

0.00 

0.00 

0.00 

0.04 

0.08 

0.11 

0.11 

0.002 

0.24 

0.18 


Jhiri 

0832000404069600 

3.263 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.263 

4.22 

0.010 

0.13 

0.03 

0.00 

0.00 

0.00 

0.24 

0.32 

0.53 

0.002 

0.82 

0.60 


Joonapani 

0832000404070500 

9.812 

Fresh 

Non-command 

Non-command 

Deccan Traps 

9.812 

3.14 

0.010 

0.10 

0.01 

0.00 

0.00 

0.00 

0.40 

0.54 

0.40 

0.005 

0.81 

0.60 


Kachnariya Khurd 

0831000803972500 

2.352 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.349 

1.82 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.11 

0.15 

0.24 

0.007 

0.81 

0.60 


Kalatol 

0831000803971500 

4.830 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.110 

3.04 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.18 

0.25 

0.17 

0.010 

0.54 

0.40 







Non-command 

Bhander Sandstone 

0.055 

3.04 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.000 

0.01 

0.01 


Kamkhera 

0832000404063600 

4.269 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.269 

0.93 

0.010 

0.10 

0.01 

0.00 

0.00 

0.00 

0.13 

0.17 

0.40 

0.002 

0.83 

0.61 


Kandari 

0831000803970200 

14.616 

Fresh 

Non-command 

Non-command 

Deccan Traps 

12.362 

2.13 

0.015 

0.10 

0.02 

0.00 

0.00 

0.00 

0.47 

0.63 

0.36 

0.039 

0.67 

0.50 


Kanwariya Kheri 

0832000404074800 

4.491 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.761 

2.97 

0.010 

0.05 

0.01 

0.00 

0.00 

0.01 

0.12 

0.16 

0.20 

0.001 

0.50 

0.37 


Khajoori 

0832000404067200 

3.897 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.895 

3.60 

0.010 

0.16 

0.02 

0.00 

0.00 

0.00 

0.28 

0.38 

0.62 

0.002 

0.81 

0.60 


Khajoori Jageer 

0832000404063000 

1.619 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.619 

1.98 

0.010 

0.09 

0.01 

0.00 

0.00 

0.00 

0.11 

0.15 

0.34 

0.001 

0.83 

0.61 


Khankhara Lodhan 

0832000404071200 

1.933 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.933 

3.21 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.08 

0.11 

0.14 

0.001 

0.82 

0.60 


Khanpuriya Near Lahapasya 

0832000304041500 

1.384 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.384 

5.68 

0.010 

0.06 

0.02 

0.00 

0.00 

0.00 

0.12 

0.16 

0.24 

0.001 

0.84 

0.62 


Khareriya 

0832000404063200 

3.415 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.415 

5.07 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.26 

0.07 

0.002 

0.84 

0.61 


Khejra 

0832000304049900 

3.655 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.655 

0.92 

0.010 

0.08 

0.01 

0.00 

0.00 

0.00 

0.10 

0.14 

0.34 

0.002 

0.83 

0.61 


Khenjra 

0832000404062800 

4.786 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.748 

1.44 

0.010 

0.07 

0.01 

0.00 

0.00 

0.00 

0.13 

0.17 

0.27 

0.002 

0.82 

0.60 


Kheri Jageer 

0832000404061700 

1.470 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.470 

2.58 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.09 

0.15 

0.001 

0.83 

0.61 


Kheri Mewatiyan 

0832000404069100 

2.502 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.502 

2.46 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.12 

0.15 

0.001 

0.83 

0.61 


Khoribor 

0832000404075200 

1.991 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.139 

2.28 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.06 

0.04 


Kishanpuriya @ Mogya Beh 

0832000404066500 

1.272 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.263 

2.14 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.08 

0.16 

0.001 

0.82 

0.60 


Kishanpurya 

0832000404069400 

3.490 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.490 

3.88 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.21 

0.07 

0.002 

0.82 

0.61 


Kishorpura 

0832000404061800 

0.973 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.973 

2.39 

0.010 

0.02 

0.01 

0.00 

0.00 

0.00 

0.03 

0.05 

0.09 

0.001 

0.83 

0.61 


Kohri 

0832000304055100 

1.691 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.691 

2.55 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.08 

0.11 

0.19 

0.001 

0.83 

0.61 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Chhan 

0832000404066400 

0.07 

0.18 

(1.70) 

0.18 

0.02 

0.20 

0.06 

0.88 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.269 

0.013 

0.256 

0.374 

146.11 

Over Exploited 

Chureliya 

0832000304050100 

0.07 

0.58 

(12.35) 

0.51 

0.04 

0.54 

0.06 

0.88 

- 

0.1500 

- 

- 

0.009 

0.159 

0.159 

0.702 

0.035 

0.667 

0.821 

123.15 

Over Exploited 

Deegod Jageer 

0831000803972100 

0.08 

0.46 

33.47 

0.55 

0.08 

0.63 

0.06 

0.88 

- 

0.2300 

- 

- 

- 

0.230 

0.230 

0.862 

0.043 

0.819 

1.238 

151.13 

Over Exploited 

Dekriya Kheri 

0832000404072200 

0.07 

0.12 

16.69 

0.14 

0.01 

0.15 

0.06 

0.88 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.184 

0.009 

0.175 

0.181 

103.50 

Over Exploited 

Deo Khoh 

0832000304054800 

0.07 

0.08 

(26.98) 

0.06 

- 

0.06 

0.06 

0.89 

- 

- 

- 

- 

- 

- 

- 

0.063 

0.003 

0.060 

0.019 

31.30 

Safe 

Deori Chanchal 

0832000304050300 

0.07 

0.00 

2,357.93 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.006 

397.82 

Over Exploited 

Deori Deo 

0832000304055700 

0.07 

0.02 

271.88 

0.02 

0.00 

0.02 

0.02 

0.28 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.035 

0.002 

0.034 

0.079 

233.15 

Over Exploited 

Deori Kalan 

0832000404063700 

0.07 

0.19 

(25.32) 

0.15 

0.01 

0.17 

0.06 

0.88 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.192 

0.010 

0.182 

0.182 

99.79 

Critical 

Deori Khurd 

0832000304049100 

0.07 

0.00 

1,105.06 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

0.006 

523.39 

Over Exploited 


0832000404062500 

0.07 

0.13 

(36.97) 

0.10 

0.01 

0.11 

0.06 

0.88 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.133 

0.007 

0.126 

0.175 

138.58 

Over Exploited 

Dev Kadar 

0832000304055000 

0.07 

0.16 

32.00 

0.19 

0.01 

0.20 

0.06 

0.89 

- 

0.0700 

- 

- 

0.000 

0.070 

0.070 

0.273 

0.014 

0.259 

0.379 

146.57 

Over Exploited 

Dhaba 

0832000304055200 

0.07 

0.07 

98.54 

0.09 

0.02 

0.11 

0.06 

0.89 

- 

0.0700 

- 

- 

0.000 

0.070 

0.070 

0.177 

0.009 

0.168 

0.354 

209.98 

Over Exploited 


0832000404065800 

0.07 

0.16 

17.22 

0.19 

0.01 

0.20 

0.06 

0.88 

- 

0.0600 

- 

- 

0.000 

0.060 

0.060 

0.257 

0.013 

0.244 

0.325 

133.55 

Over Exploited 

Dhama Hera 

0832000404069200 

0.07 

0.20 

(17.59) 

0.17 

0.00 

0.17 

0.06 

0.89 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.186 

0.009 

0.177 

0.050 

28.16 

Safe 

Dhamaniya 

0831000803972900 

0.08 

0.00 

3,697.44 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

5,631.51 

Over Exploited 

Dhoondhaliya 

0832000304041900 

0.07 

0.10 

69.49 

0.12 

0.01 

0.13 

0.06 

0.90 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.160 

0.008 

0.152 

0.181 

119.11 

Over Exploited 

Dobara 

0831000803970400 

0.08 

0.01 

471.84 

0.01 

- 

0.01 

0.01 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.021 

0.001 

0.020 

0.060 

297.45 

Over Exploited 

Gajwara 

0832000404067100 

0.07 

0.15 

76.49 

0.18 

0.02 

0.20 

0.06 

0.87 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.251 

0.013 

0.238 

0.461 

193.81 

Over Exploited 

Gajwari 

0832000404067000 

0.07 

0.11 

83.48 

0.13 

0.01 

0.14 

0.06 

0.88 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.185 

0.009 

0.176 

0.349 

198.32 

Over Exploited 

Ganeshpura 

0832000304049800 

0.07 

0.06 

(32.27) 

0.05 

- 

0.05 

0.06 

0.90 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.058 

0.003 

0.055 

0.061 

109.50 

Over Exploited 


0832000404062600 

0.07 

0.09 

(25.72) 

0.07 

0.01 

0.08 

0.06 

0.88 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.100 

0.005 

0.095 

0.175 

184.38 

Over Exploited 

Ganeshpura Lodhan 

0832000404072400 

0.07 

0.28 

(15.97) 

0.24 

0.00 

0.24 

0.06 

0.85 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.252 

0.013 

0.240 

0.069 

28.67 

Safe 

Ganeshpura Maliyan 

0832000404074100 

0.07 

0.00 

211.99 

0.00 

- 

0.00 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.003 

0.000 

4.12 

Safe 

Ganeshpura Near Dhaba 

0832000304061500 

0.07 

0.13 

(12.53) 

0.12 

0.01 

0.13 

0.06 

0.89 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.150 

0.007 

0.142 

0.133 

93.54 

Critical 

Gangahoni 

0832000404073800 

0.07 

0.00 

39,234.48 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Garboliya 

0832000404074200 

0.07 

0.15 

147.69 

0.18 

0.04 

0.22 

0.06 

0.88 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

0.334 

0.017 

0.317 

0.962 

303.39 

Over Exploited 

Gharawali 

0832000404068900 

0.07 

0.22 

81.60 

0.26 

0.03 

0.29 

0.06 

0.88 

- 

0.1700 

- 

- 

- 

0.170 

0.170 

0.461 

0.023 

0.438 

0.918 

209.66 

Over Exploited 

Gokulpura 

0832000304061400 

0.07 

0.05 

82.72 

0.06 

0.01 

0.07 

0.06 

0.89 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.106 

0.005 

0.101 

0.204 

202.21 

Over Exploited 

Goraya Khera 

0832000404069500 

0.07 

0.16 

32.69 

0.20 

0.02 

0.22 

0.06 

0.88 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.270 

0.013 

0.256 

0.283 

110.72 

Over Exploited 

Goriya 

0832000404066200 

0.07 

0.07 

(56.86) 

0.05 

0.00 

0.05 

0.06 

0.89 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.055 

0.003 

0.052 

0.001 

1.17 

Safe 

Goriya Khera 

0832000304050000 

0.07 

0.08 

(32.58) 

0.06 

0.01 

0.07 

0.06 

0.89 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.096 

0.005 

0.091 

0.145 

159.29 

Over Exploited 

Gurar Khera 

0832000404069900 

0.07 

0.05 

31.75 

0.06 

0.00 

0.06 

0.06 

0.88 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.070 

0.004 

0.067 

0.060 

90.59 

Critical 

Gurari 

0832000404071500 

0.07 

0.21 

66.09 

0.25 

0.02 

0.27 

0.06 

0.88 

- 

0.1100 

- 

- 

0.001 

0.111 

0.111 

0.386 

0.019 

0.367 

0.566 

154.40 

Over Exploited 

Halesara 

0831000803971800 

0.08 

0.17 

47.86 

0.21 

0.01 

0.22 

0.06 

0.90 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.279 

0.014 

0.265 

0.315 

118.96 

Over Exploited 

Hanotiya Lodhan 

0832000404072000 

0.07 

0.30 

22.59 

0.36 

0.02 

0.38 

0.06 

0.88 

- 

0.0900 

- 

- 

0.001 

0.091 

0.091 

0.467 

0.023 

0.444 

0.483 

108.80 

Over Exploited 

Hanotya Mewatiyan 

0832000404068600 

0.07 

0.08 

28.69 

0.09 

- 

0.09 

0.06 

0.88 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.105 

0.005 

0.100 

0.121 

121.11 

Over Exploited 

Harnawada Shahji 

0831000803972300 

0.08 

0.90 

2.81 

0.92 

0.08 

1.00 

0.05 

0.78 

- 

0.2500 

- 

- 

- 

0.250 

0.250 

1.251 

0.063 

1.189 

1.391 

117.00 

Over Exploited 

Hatai Khera 

0832000404070900 

0.07 

0.15 

19.23 

0.18 

0.01 

0.19 

0.06 

0.88 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.216 

0.011 

0.205 

0.259 

126.62 

Over Exploited 

Himmatgarh 

0832000404068700 

0.07 

0.08 

5.00 

0.08 

0.01 

0.09 

0.06 

0.88 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.109 

0.005 

0.103 

0.139 

134.05 

Over Exploited 

Hindola 

0831000803971900 

0.08 

0.12 

20.18 

0.14 

- 

0.14 

0.06 

0.90 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.149 

0.007 

0.142 

0.034 

24.32 

Safe 

Jamunya @ Kandari 

0832000404071400 

0.07 

0.22 

43.35 

0.26 

0.01 

0.27 

0.06 

0.87 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.344 

0.017 

0.327 

0.350 

107.02 

Over Exploited 

Jatawa 

0832000404065600 

0.07 

0.18 

101.25 

0.22 

0.02 

0.24 

0.06 

0.88 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

0.359 

0.018 

0.341 

0.660 

193.67 

Over Exploited 

Jawar 

0832000404066700 

0.07 

0.42 

49.94 

0.50 

0.03 

0.53 

0.06 

0.88 

- 

0.1000 

- 

- 

0.000 

0.100 

0.100 

0.629 

0.031 

0.598 

0.874 

146.20 

Over Exploited 

Jawari 

0832000404066600 

0.07 

0.12 

28.95 

0.14 

0.02 

0.16 

0.06 

0.88 

- 

0.0300 

- 

- 

0.009 

0.039 

0.039 

0.196 

0.010 

0.186 

0.295 

158.22 

Over Exploited 

Jetpura 

0832000404073100 

0.07 

0.15 

23.52 

0.17 

0.01 

0.19 

0.06 

0.87 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.217 

0.011 

0.206 

0.277 

134.35 

Over Exploited 

Jheenkni 

0832000404073500 

0.07 

0.05 

102.72 

0.07 

0.04 

0.11 

0.02 

0.26 

- 

0.0200 

- 

- 

0.063 

0.083 

0.083 

0.191 

0.010 

0.181 

0.110 

60.57 

Safe 

Jhiri 

0832000404069600 

0.07 

0.19 

70.09 

0.23 

0.03 

0.26 

0.06 

0.88 

- 

0.1000 

- 

- 

0.004 

0.104 

0.104 

0.362 

0.018 

0.343 

0.530 

154.21 

Over Exploited 

Joonapani 

0832000404070500 

0.07 

0.56 

(3.29) 

0.54 

0.01 

0.55 

0.06 

0.87 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.591 

0.030 

0.562 

0.401 

71.42 

Semi Critical 

Kachnariya Khurd 

0831000803972500 

0.08 

0.15 

0.31 

0.15 

0.01 

0.16 

0.06 

0.87 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.203 

0.010 

0.193 

0.242 

125.81 

Over Exploited 

Kalatol 

0831000803971500 

0.08 

0.13 

84.27 

0.16 

0.01 

0.17 

0.04 

0.58 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.202 

0.010 

0.191 

0.180 

93.92 

Critical 



0.08 

0.00 

13,370.67 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

21,090.14 

Over Exploited 

Kamkhera 

0832000404063600 

0.07 

0.25 

(29.41) 

0.20 

0.01 

0.21 

0.06 

0.89 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.250 

0.013 

0.238 

0.398 

167.47 

Over Exploited 

Kandari 

0831000803970200 

0.08 

0.66 

(4.53) 

0.63 

0.02 

0.65 

0.05 

0.72 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.721 

0.036 

0.685 

0.402 

58.65 

Safe 

Kanwariya Kheri 

0832000404074800 

0.07 

0.10 

62.73 

0.12 

0.02 

0.13 

0.04 

0.54 

- 

0.0400 

- 

- 

0.008 

0.048 

0.048 

0.180 

0.009 

0.171 

0.205 

119.93 

Over Exploited 

Khajoori 

0832000404067200 

0.07 

0.22 

70.94 

0.27 

0.02 

0.29 

0.06 

0.87 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.357 

0.018 

0.339 

0.621 

183.35 

Over Exploited 

Khajoori Jageer 

0832000404063000 

0.07 

0.09 

61.73 

0.11 

0.01 

0.12 

0.06 

0.89 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.163 

0.008 

0.155 

0.342 

220.65 

Over Exploited 

Khankhara Lodhan 

0832000404071200 

0.07 

0.11 

0.76 

0.11 

0.01 

0.12 

0.06 

0.88 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.141 

0.007 

0.134 

0.139 

103.55 

Over Exploited 

Khanpuriya Near Lahapasya 

0832000304041500 

0.07 

0.08 

98.65 

0.10 

0.02 

0.12 

0.06 

0.90 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.168 

0.008 

0.159 

0.241 

151.11 

Over Exploited 

Khareriya 

0832000404063200 

0.07 

0.20 

31.56 

0.24 

- 

0.24 

0.06 

0.90 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.250 

0.013 

0.238 

0.072 

30.20 

Safe 

Khejra 

0832000304049900 

0.07 

0.21 

(34.42) 

0.17 

0.01 

0.18 

0.06 

0.90 

- 

0.0400 

- 

- 

0.001 

0.042 

0.042 

0.223 

0.011 

0.212 

0.338 

159.40 

Over Exploited 

Khenjra 

0832000404062800 

0.07 

0.27 

(36.02) 

0.22 

0.01 

0.23 

0.06 

0.88 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.257 

0.013 

0.244 

0.272 

111.46 

Over Exploited 

Kheri Jageer 

0832000404061700 

0.07 

0.09 

7.85 

0.09 

0.01 

0.10 

0.06 

0.89 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.132 

0.007 

0.126 

0.149 

118.36 

Over Exploited 

Kheri Mewatiyan 

0832000404069100 

0.07 

0.14 

(14.17) 

0.12 

0.01 

0.13 

0.06 

0.89 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.164 

0.008 

0.156 

0.151 

96.86 

Critical 

Khoribor 

0832000404075200 

0.07 

0.00 

688.58 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.012 

1,897.95 

Over Exploited 

Kishanpuriya @ Mogya Beh 

0832000404066500 

0.07 

0.07 

6.89 

0.08 

0.01 

0.09 

0.06 

0.88 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.117 

0.006 

0.111 

0.163 

145.97 

Over Exploited 

Kishanpurya 

0832000404069400 

0.07 

0.20 

4.57 

0.21 

0.00 

0.21 

0.06 

0.88 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.221 

0.011 

0.210 

0.074 

35.08 

Safe 

Kishorpura 

0832000404061800 

0.07 

0.06 

(20.19) 

0.05 

0.01 

0.06 

0.06 

0.89 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.075 

0.004 

0.072 

0.086 

119.52 

Over Exploited 

Kohri 

0832000304055100 

0.07 

0.10 

15.33 

0.11 

0.01 

0.12 

0.06 

0.89 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.163 

0.008 

0.155 

0.193 

124.48 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Koloo Kheri Mewatiyan 

083200040406380C 

2.880 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.880 

1.71 

0.010 

0.12 

0.02 

0.00 

0.00 

0.01 

0.14 

0.18 

0.48 

0.001 

0.82 

0.61 


Kolookheri Kalan 

083200040407190C 

7.048 

Fresh 

Non-command 

Non-command 

Deccan Traps 

7.048 

3.44 

0.010 

0.34 

0.05 

0.00 

0.00 

0.00 

0.53 

0.72 

1.37 

0.004 

0.82 

0.60 


Koonjari 

083200040406630C 

2.967 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.967 

1.91 

0.010 

0.13 

0.03 

0.00 

0.00 

0.00 

0.15 

0.21 

0.51 

0.002 

0.83 

0.61 


Koonjran 

0832000404066100 

3.378 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.378 

0.83 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.07 

0.14 

0.002 

0.83 

0.61 


Koriya Patan 

0832000404073200 

3.050 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.744 

2.79 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.01 

0.001 

0.73 

0.54 


Kotra Chamar Garh 

0832000404068100 

10.654 

Fresh 

Non-command 

Non-command 

Deccan Traps 

8.342 

3.40 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.29 

0.40 

0.02 

0.004 

0.64 

0.47 


Kotra Kagla 

0832000404064200 

8.780 

Fresh 

Non-command 

Non-command 

Deccan Traps 

8.399 

2.04 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.21 

0.28 

0.20 

0.004 

0.78 

0.58 


Kunda Khera 

0832000404068000 

2.745 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.212 

3.45 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.06 

0.05 


Kunma Kheri 

0831000803972700 

4.195 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.000 

1.44 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ladpurya 

0832000404067700 

5.162 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.225 

3.47 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.02 

0.001 

0.19 

0.14 


Lahas 

0832000304041600 

3.209 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.209 

5.67 

0.010 

0.20 

0.05 

0.00 

0.00 

0.00 

0.33 

0.45 

0.80 

0.002 

0.84 

0.62 


Lahasi 

0832000304041700 

4.381 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.381 

2.84 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.17 

0.23 

0.23 

0.002 

0.84 

0.61 


Lapasya 

0832000304042400 

3.232 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.232 

5.30 

0.010 

0.10 

0.03 

0.00 

0.00 

0.00 

0.24 

0.33 

0.40 

0.002 

0.84 

0.62 


Lasooriya Gend 

0832000304061000 

3.767 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.248 

3.20 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.06 

0.001 

0.28 

0.20 


Lasooriya Shah 

0832000304061300 

5.930 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.930 

2.88 

0.010 

0.19 

0.05 

0.00 

0.00 

0.00 

0.31 

0.42 

0.77 

0.003 

0.83 

0.61 


Lodhipura 

0832000404068200 

5.312 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.073 

3.23 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.19 

0.26 

0.11 

0.003 

0.78 

0.57 


Luhariya 

0832000304037000 

2.016 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.114 

2.38 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.05 

0.03 


Luharpura 

0832000304042200 

0.672 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.613 

3.97 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.07 

0.15 

0.000 

0.76 

0.56 


Madan Pura 

0832000404074400 

2.758 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.000 

1.44 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Madanpura 

0832000304049200 

1.762 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.290 

2.96 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.03 

0.000 

0.14 

0.10 


Maheshpura 

0832000404071700 

3.754 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.747 

4.02 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.17 

0.23 

0.10 

0.002 

0.82 

0.60 


Mahuwa Khera 

0832000304049300 

2.111 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.089 

3.44 

0.010 

0.07 

0.01 

0.00 

0.00 

0.00 

0.13 

0.18 

0.28 

0.001 

0.83 

0.61 


Manapsar 

0832000404071800 

6.485 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.482 

3.82 

0.010 

0.18 

0.03 

0.00 

0.00 

0.00 

0.40 

0.54 

0.73 

0.003 

0.82 

0.60 


Manohar Thana 

0832000443205000 

3.599 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.828 

2.80 

0.010 

0.24 

0.02 

0.00 

0.00 

0.00 

0.27 

0.37 

0.54 

0.307 

0.41 

0.30 


Manpura 

0832000404071000 

1.400 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.400 

3.22 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.07 

0.001 

0.82 

0.60 


Manpura Balram 

0832000404073400 

2.588 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.010 

2.93 

0.010 

0.00 

0.00 

0.00 

0.00 

0.08 

-0.08 

-0.11 

0.00 

0.000 

0.00 

0.00 


Manya Kheri 

0832000404072800 

1.538 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.538 

3.13 

0.010 

0.08 

0.01 

0.00 

0.00 

0.00 

0.12 

0.16 

0.32 

0.001 

0.82 

0.60 


Mawasa 

0832000304041300 

2.394 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.394 

4.89 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.16 

0.21 

0.20 

0.001 

0.84 

0.62 



0832000404064400 

7.825 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.985 

3.11 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.21 

0.28 

0.08 

0.003 

0.62 

0.46 


Mohanpura 

0832000404074900 

4.012 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.693 

2.68 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.16 

0.10 

0.002 

0.76 

0.56 


Moonj Khera 

0832000304054700 

2.230 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.581 

3.13 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.04 

0.000 

0.22 

0.16 


Motipura 

0832000304049600 

1.172 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.172 

5.64 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.01 

0.001 

0.84 

0.62 


Nagniya Kheri 

0832000404066900 

1.170 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.170 

3.99 

0.010 

0.07 

0.01 

0.00 

0.00 

0.00 

0.11 

0.14 

0.27 

0.001 

0.82 

0.60 


Nandhera 

0832000404063400 

3.472 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.472 

0.92 

0.010 

0.12 

0.02 

0.00 

0.00 

0.00 

0.13 

0.18 

0.46 

0.002 

0.83 

0.61 


Nareda 

0831000803970700 

2.124 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.068 

2.54 

0.015 

0.10 

0.03 

0.00 

0.00 

0.00 

0.15 

0.20 

0.41 

0.007 

0.81 

0.59 


Naya Pura 

0832000304049400 

1.434 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.423 

1.96 

0.010 

0.12 

0.02 

0.00 

0.00 

0.00 

0.13 

0.17 

0.49 

0.001 

0.83 

0.61 


Neem Khera 

0832000304061200 

3.607 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.223 

3.22 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.13 

0.18 

0.17 

0.002 

0.74 

0.55 


Nesh Charnan 

0832000404074700 

3.216 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.774 

2.74 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.05 

0.001 

0.45 

0.33 


Pacheta 

0832000404067500 

6.262 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.231 

3.74 

0.010 

0.19 

0.03 

0.00 

0.00 

0.00 

0.39 

0.53 

0.74 

0.003 

0.81 

0.60 


Paharpura 

0832000404074300 

5.888 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.683 

2.50 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.15 

0.21 

0.20 

0.002 

0.65 

0.48 


PalKhanda 

0832000304061100 

1.226 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.621 

3.22 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.08 

0.000 

0.42 

0.31 


Panch Peepli 

0832000404072100 

3.724 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.724 

3.24 

0.010 

0.07 

0.01 

0.00 

0.00 

0.00 

0.18 

0.25 

0.27 

0.002 

0.82 

0.60 


Parthipura 

0832000404065900 

1.185 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.185 

1.71 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.07 

0.001 

0.83 

0.61 


Pathari 

0831000803971600 

2.289 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.289 

3.24 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.18 

0.06 

0.007 

0.84 

0.62 


Pathriya 

0832000304041200 

2.809 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.809 

3.71 

0.010 

0.07 

0.01 

0.00 

0.00 

0.00 

0.16 

0.22 

0.28 

0.001 

0.84 

0.62 


Patla Pani 

0831000803967400 

2.534 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.253 

2.33 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.08 

0.06 


Patlon 

0832000404061600 

2.542 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.542 

1.91 

0.010 

0.08 

0.02 

0.00 

0.00 

0.00 

0.11 

0.15 

0.31 

0.001 

0.83 

0.61 


Patti 

0832000404068300 

3.594 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.592 

3.08 

0.010 

0.21 

0.03 

0.00 

0.00 

0.00 

0.29 

0.39 

0.83 

0.002 

0.81 

0.60 


Patwa 

0832000404070400 

2.567 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.559 

3.08 

0.010 

0.07 

0.01 

0.00 

0.00 

0.00 

0.14 

0.19 

0.28 

0.001 

0.81 

0.60 


Peepal Kheri 

0831000803972000 

2.722 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.722 

2.66 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.15 

0.20 

0.19 

0.009 

0.83 

0.61 



0832000404064000 

1.588 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.588 

3.88 

0.010 

0.08 

0.01 

0.00 

0.00 

0.00 

0.13 

0.18 

0.30 

0.001 

0.82 

0.60 


Peepalya 

0832000404063300 

0.542 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.542 

3.61 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.04 

0.000 

0.84 

0.61 


Peeplya Jawar 

0832000404065300 

4.419 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.419 

3.45 

0.010 

0.13 

0.02 

0.00 

0.00 

0.00 

0.26 

0.35 

0.52 

0.002 

0.81 

0.60 


Phokarda 

0832000304042700 

3.131 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.529 

3.37 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.11 

0.11 

0.001 

0.41 

0.30 


Phooti Barod@Phool Barod 

0831000803972400 

8.430 

Fresh 

Non-command 

Non-command 

Deccan Traps 

8.399 

1.53 

0.015 

0.13 

0.02 

0.00 

0.00 

0.00 

0.30 

0.41 

0.50 

0.026 

0.81 

0.60 


Piplodi 

0832000404071600 

3.614 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.614 

4.21 

0.010 

0.07 

0.02 

0.00 

0.00 

0.00 

0.20 

0.27 

0.28 

0.002 

0.82 

0.60 


Pirthipura Near Chureliya 

0832000304054900 

3.050 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.050 

2.75 

0.010 

0.08 

0.02 

0.00 

0.00 

0.00 

0.14 

0.20 

0.32 

0.002 

0.83 

0.61 


Poonya Khera 

0832000404069000 

2.651 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.651 

2.02 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.13 

0.19 

0.001 

0.83 

0.61 


Prempura 

0831000803970000 

3.740 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.551 

2.05 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.002 

0.12 

0.09 


Rajpura 

0832000404069800 

1.893 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.893 

3.40 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.13 

0.11 

0.001 

0.82 

0.60 


Rampurya 

0832000404067400 

3.164 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.164 

3.69 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.18 

0.07 

0.002 

0.81 

0.60 


Ranipura 

0832000304041800 

0.919 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.919 

4.28 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.13 

0.000 

0.84 

0.61 


Ratanpura 

0832000404067300 

0.776 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.776 

3.65 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.08 

0.17 

0.000 

0.81 

0.60 


Reechhari 

0832000404070700 

11.746 

Fresh 

Non-command 

Non-command 

Deccan Traps 

11.746 

3.04 

0.010 

0.19 

0.03 

0.00 

0.00 

0.00 

0.51 

0.70 

0.76 

0.006 

0.81 

0.60 


Roopahera 

0832000404071300 

2.794 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.794 

3.23 

0.010 

0.09 

0.01 

0.00 

0.00 

0.00 

0.17 

0.23 

0.37 

0.001 

0.82 

0.60 


Sadala 

0832000404065500 

3.270 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.270 

4.06 

0.010 

0.18 

0.03 

0.00 

0.00 

0.00 

0.28 

0.38 

0.71 

0.002 

0.82 

0.60 


Sagoni 

0832000404068500 

2.236 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.236 

3.35 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.14 

0.16 

0.001 

0.82 

0.60 


Saikur 

0831000803970800 

4.426 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.844 

2.86 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.06 

0.08 

0.13 

0.003 

0.16 

0.12 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Koloo Kheri Mewatiyan 

083200040406380C 

0.07 

0.17 

11.03 

0.18 

0.03 

0.22 

0.06 

0.88 

- 

0.0500 

- 

- 

0.021 

0.071 

0.071 

0.287 

0.014 

0.273 

0.481 

176.29 

Over Exploited 

Kolookheri Kalan 

0832000404071900 

0.07 

0.41 

78.01 

0.49 

0.05 

0.54 

0.06 

0.88 

- 

0.2600 

- 

- 

0.002 

0.262 

0.262 

0.800 

0.040 

0.760 

1.372 

180.50 

Over Exploited 

Koonjari 

0832000404066300 

0.07 

0.17 

20.92 

0.21 

0.03 

0.24 

0.06 

0.89 

- 

0.1000 

- 

- 

0.006 

0.106 

0.106 

0.345 

0.017 

0.328 

0.512 

155.93 

Over Exploited 

Koonjran 

0832000404066100 

0.07 

0.20 

(62.77) 

0.16 

0.01 

0.17 

0.06 

0.89 

- 

0.0200 

- 

- 

0.006 

0.027 

0.027 

0.198 

0.010 

0.188 

0.146 

77.53 

Semi Critical 

Koriya Patan 

0832000404073200 

0.07 

0.14 

(26.36) 

0.11 

0.00 

0.11 

0.05 

0.79 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.113 

0.006 

0.108 

0.013 

12.49 

Safe 

Kotra Chamar Garh 

0832000404068100 

0.07 

0.37 

6.97 

0.40 

- 

0.40 

0.05 

0.68 

- 

- 

- 

- 

- 

- 

- 

0.398 

0.020 

0.378 

0.028 

7.50 

Safe 

Kotra Kagla 

0832000404064200 

0.07 

0.46 

########## 

0.37 

0.01 

0.38 

0.06 

0.83 

- 

0.0400 

- 

- 

0.003 

0.043 

0.043 

0.421 

0.021 

0.400 

0.202 

50.62 

Safe 

Kunda Khera 

0832000404068000 

0.07 

0.00 

961.59 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.012 

1,139.14 

Over Exploited 

Kunma Kheri 

0831000803972700 

0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ladpurya 

0832000404067700 

0.07 

0.02 

247.59 

0.02 

- 

0.02 

0.01 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.020 

0.001 

0.019 

0.019 

98.83 

Critical 

Lahas 

0832000304041600 

0.07 

0.19 

138.84 

0.23 

0.05 

0.28 

0.06 

0.90 

- 

0.1500 

- 

- 

0.002 

0.153 

0.153 

0.430 

0.022 

0.409 

0.806 

197.12 

Over Exploited 

Lahasi 

0832000304041700 

0.07 

0.26 

(10.11) 

0.23 

0.01 

0.25 

0.06 

0.90 

- 

0.0300 

- 

- 

0.007 

0.038 

0.038 

0.283 

0.014 

0.269 

0.235 

87.49 

Semi Critical 

Lapasya 

0832000304042400 

0.07 

0.19 

72.99 

0.23 

0.03 

0.26 

0.06 

0.90 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.338 

0.017 

0.321 

0.404 

125.66 

Over Exploited 

Lasooriya Gend 

0832000304061000 

0.07 

0.02 

231.88 

0.03 

0.00 

0.03 

0.02 

0.30 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.042 

0.002 

0.040 

0.061 

152.57 

Over Exploited 

Lasooriya Shah 

0832000304061300 

0.07 

0.34 

21.48 

0.41 

0.05 

0.47 

0.06 

0.89 

- 

0.1400 

- 

- 

0.006 

0.146 

0.146 

0.612 

0.031 

0.581 

0.775 

133.31 

Over Exploited 

Lodhipura 

0832000404068200 

0.07 

0.28 

(4.69) 

0.26 

0.00 

0.26 

0.06 

0.83 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.274 

0.014 

0.260 

0.117 

44.87 

Safe 

Luhariya 

0832000304037000 

0.07 

0.00 

869.83 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

2,772.79 

Over Exploited 

Luharpura 

0832000304042200 

0.07 

0.03 

125.47 

0.04 

0.01 

0.05 

0.06 

0.82 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.079 

0.004 

0.075 

0.148 

196.67 

Over Exploited 

Madan Pura 

0832000404074400 

0.07 

0.00 

########## 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.000 

0.000 

- 

Safe 

Madanpura 

0832000304049200 

0.07 

0.00 

804.48 

0.00 

- 

0.00 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.013 

0.030 

237.62 

Over Exploited 

Maheshpura 

0832000404071700 

0.07 

0.22 

7.49 

0.23 

0.01 

0.24 

0.06 

0.88 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.262 

0.013 

0.249 

0.104 

41.80 

Safe 

Mahuwa Khera 

0832000304049300 

0.07 

0.12 

46.58 

0.15 

0.01 

0.16 

0.06 

0.89 

- 

0.0500 

- 

- 

0.002 

0.052 

0.052 

0.209 

0.010 

0.198 

0.277 

139.61 

Over Exploited 

Manapsar 

0832000404071800 

0.07 

0.37 

45.06 

0.45 

0.03 

0.48 

0.06 

0.88 

- 

0.1400 

- 

- 

- 

0.140 

0.140 

0.617 

0.031 

0.586 

0.735 

125.43 

Over Exploited 

Manohar Thana 

0832000443205000 

0.07 

0.05 

595.53 

0.06 

0.02 

0.08 

0.03 

0.44 

- 

0.0600 

- 

- 

0.000 

0.060 

0.060 

0.144 

0.007 

0.137 

0.846 

617.97 

Over Exploited 

Manpura 

0832000404071000 

0.07 

0.08 

9.80 

0.09 

0.00 

0.09 

0.06 

0.88 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.098 

0.005 

0.093 

0.067 

71.38 

Semi Critical 

Manpura Balram 

0832000404073400 

0.07 

0.00 

########## 

0.00 

0.08 

0.08 

0.00 

0.00 

- 

- 

- 

- 

0.120 

0.120 

0.120 

0.200 

0.010 

0.190 

0.000 

0.00 

Safe 

Manya Kheri 

0832000404072800 

0.07 

0.09 

82.03 

0.11 

0.01 

0.12 

0.06 

0.88 

- 

0.0400 

- 

- 

0.000 

0.040 

0.040 

0.156 

0.008 

0.148 

0.325 

218.88 

Over Exploited 

Mawasa 

0832000304041300 

0.07 

0.14 

52.20 

0.17 

0.01 

0.18 

0.06 

0.90 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.219 

0.011 

0.208 

0.205 

98.74 

Critical 


0832000404064400 

0.07 

0.26 

6.64 

0.28 

- 

0.28 

0.05 

0.67 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.298 

0.015 

0.283 

0.087 

30.79 

Safe 

Mohanpura 

0832000404074900 

0.07 

0.20 

(17.25) 

0.16 

0.00 

0.16 

0.06 

0.81 

- 

0.0200 

- 

- 

0.000 

0.021 

0.021 

0.182 

0.009 

0.173 

0.098 

56.54 

Safe 

Moonj Khera 

0832000304054700 

0.07 

0.01 

328.28 

0.01 

0.00 

0.01 

0.02 

0.23 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.022 

0.001 

0.021 

0.042 

206.26 

Over Exploited 

Motipura 

0832000304049600 

0.07 

0.07 

31.01 

0.08 

- 

0.08 

0.06 

0.90 

- 

- 

- 

- 

- 

- 

- 

0.083 

0.004 

0.078 

0.013 

16.08 

Safe 

Nagniya Kheri 

0832000404066900 

0.07 

0.07 

115.93 

0.08 

0.01 

0.09 

0.06 

0.88 

- 

0.0500 

- 

- 

0.000 

0.050 

0.050 

0.140 

0.007 

0.133 

0.271 

203.25 

Over Exploited 

Nandhera 

0832000404063400 

0.07 

0.20 

(11.72) 

0.18 

0.02 

0.20 

0.06 

0.89 

- 

0.0500 

- 

- 

0.000 

0.051 

0.051 

0.250 

0.012 

0.237 

0.465 

196.08 

Over Exploited 

Nareda 

0831000803970700 

0.08 

0.13 

51.28 

0.16 

0.03 

0.19 

0.06 

0.87 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.270 

0.014 

0.257 

0.412 

160.34 

Over Exploited 

Naya Pura 

0832000304049400 

0.07 

0.08 

109.42 

0.10 

0.02 

0.12 

0.06 

0.89 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.171 

0.009 

0.163 

0.489 

300.53 

Over Exploited 

Neem Khera 

0832000304061200 

0.07 

0.17 

8.55 

0.18 

0.01 

0.19 

0.05 

0.80 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.222 

0.011 

0.211 

0.176 

83.41 

Semi Critical 

Nesh Charnan 

0832000404074700 

0.07 

0.06 

42.23 

0.07 

- 

0.07 

0.03 

0.48 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.077 

0.004 

0.073 

0.049 

66.67 

Safe 

Pacheta 

0832000404067500 

0.07 

0.35 

50.28 

0.42 

0.03 

0.45 

0.06 

0.87 

- 

0.1400 

- 

- 

0.000 

0.140 

0.140 

0.594 

0.030 

0.565 

0.747 

132.31 

Over Exploited 

Paharpura 

0832000404074300 

0.07 

0.21 

(1.86) 

0.21 

0.01 

0.22 

0.05 

0.70 

- 

0.0400 

- 

- 

0.005 

0.045 

0.045 

0.268 

0.013 

0.254 

0.206 

81.15 

Semi Critical 

PalKhanda 

0832000304061100 

0.07 

0.02 

196.94 

0.02 

- 

0.02 

0.03 

0.45 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.032 

0.002 

0.030 

0.078 

257.77 

Over Exploited 

Panch Peepli 

0832000404072100 

0.07 

0.21 

14.57 

0.25 

0.01 

0.26 

0.06 

0.88 

- 

0.0500 

- 

- 

0.000 

0.050 

0.050 

0.306 

0.015 

0.291 

0.272 

93.60 

Critical 

Parthipura 

0832000404065900 

0.07 

0.07 

(20.41) 

0.05 

- 

0.05 

0.06 

0.89 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.065 

0.003 

0.062 

0.067 

108.08 

Over Exploited 

Pathari 

0831000803971600 

0.08 

0.15 

16.23 

0.18 

- 

0.18 

0.06 

0.90 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.189 

0.009 

0.179 

0.069 

38.60 

Safe 

Pathriya 

0832000304041200 

0.07 

0.17 

35.57 

0.20 

0.01 

0.21 

0.06 

0.90 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.258 

0.013 

0.245 

0.277 

113.05 

Over Exploited 

Patla Pani 

0831000803967400 

0.08 

0.00 

642.42 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.006 

328.21 

Over Exploited 

Patlon 

0832000404061600 

0.07 

0.15 

0.11 

0.15 

0.02 

0.17 

0.06 

0.89 

- 

0.0600 

- 

- 

0.000 

0.060 

0.060 

0.227 

0.011 

0.216 

0.312 

144.53 

Over Exploited 

Patti 

0832000404068300 

0.07 

0.20 

92.75 

0.25 

0.03 

0.28 

0.06 

0.87 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.366 

0.018 

0.347 

0.830 

238.97 

Over Exploited 

Patwa 

0832000404070400 

0.07 

0.15 

29.39 

0.17 

0.01 

0.18 

0.06 

0.87 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.215 

0.011 

0.204 

0.283 

139.01 

Over Exploited 

Peepal Kheri 

0831000803972000 

0.08 

0.18 

11.48 

0.20 

0.01 

0.21 

0.06 

0.89 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.252 

0.013 

0.239 

0.201 

83.78 

Semi Critical 


0832000404064000 

0.07 

0.09 

93.22 

0.11 

0.01 

0.12 

0.06 

0.88 

- 

0.0600 

- 

- 

0.002 

0.063 

0.063 

0.183 

0.009 

0.174 

0.301 

172.78 

Over Exploited 

Peepalya 

0832000404063300 

0.07 

0.03 

26.94 

0.04 

- 

0.04 

0.06 

0.90 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.048 

0.002 

0.046 

0.036 

79.41 

Semi Critical 

Peeplya Jawar 

0832000404065300 

0.07 

0.25 

38.85 

0.30 

0.02 

0.33 

0.06 

0.87 

- 

0.1000 

- 

- 

0.005 

0.105 

0.105 

0.431 

0.022 

0.409 

0.518 

126.61 

Over Exploited 

Phokarda 

0832000304042700 

0.07 

0.04 

152.84 

0.05 

0.00 

0.05 

0.03 

0.44 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.073 

0.004 

0.069 

0.115 

165.69 

Over Exploited 

Phooti Barod@Phool Barod 

0831000803972400 

0.08 

0.55 

(25.30) 

0.44 

0.02 

0.46 

0.06 

0.87 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.547 

0.027 

0.520 

0.528 

101.64 

Over Exploited 

Piplodi 

0832000404071600 

0.07 

0.21 

31.98 

0.25 

0.02 

0.27 

0.06 

0.88 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.320 

0.016 

0.304 

0.284 

93.24 

Critical 

Pirthipura Near Chureliya 

0832000304054900 

0.07 

0.18 

10.26 

0.20 

0.02 

0.22 

0.06 

0.89 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.276 

0.014 

0.262 

0.320 

121.98 

Over Exploited 

Poonya Khera 

0832000404069000 

0.07 

0.15 

(17.19) 

0.13 

0.01 

0.14 

0.06 

0.89 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.167 

0.008 

0.159 

0.187 

118.11 

Over Exploited 

Prempura 

0831000803970000 

0.08 

0.01 

591.49 

0.01 

- 

0.01 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.026 

442.17 

Over Exploited 

Raj pura 

0832000404069800 

0.07 

0.11 

15.93 

0.13 

0.00 

0.13 

0.06 

0.88 

- 

0.0100 

- 

- 

0.002 

0.013 

0.013 

0.140 

0.007 

0.133 

0.109 

81.91 

Semi Critical 

Rampurya 

0832000404067400 

0.07 

0.18 

2.35 

0.18 

0.00 

0.19 

0.06 

0.87 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.196 

0.010 

0.186 

0.068 

36.37 

Safe 

Ranipura 

0832000304041800 

0.07 

0.05 

73.90 

0.06 

0.00 

0.07 

0.06 

0.90 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.086 

0.004 

0.082 

0.130 

159.70 

Over Exploited 

Ratanpura 

0832000404067300 

0.07 

0.04 

78.42 

0.05 

0.01 

0.06 

0.06 

0.87 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.083 

0.004 

0.079 

0.168 

213.41 

Over Exploited 

Reechhari 

0832000404070700 

0.07 

0.67 

4.29 

0.70 

0.03 

0.73 

0.06 

0.87 

- 

0.0900 

- 

- 

0.006 

0.096 

0.096 

0.826 

0.041 

0.785 

0.762 

97.08 

Critical 

Roopahera 

0832000404071300 

0.07 

0.16 

43.77 

0.19 

0.01 

0.20 

0.06 

0.88 

- 

0.0400 

- 

- 

0.002 

0.042 

0.042 

0.244 

0.012 

0.232 

0.373 

160.90 

Over Exploited 

Sadala 

0832000404065500 

0.07 

0.19 

104.15 

0.22 

0.03 

0.25 

0.06 

0.88 

- 

0.1300 

- 

- 

0.000 

0.131 

0.131 

0.385 

0.019 

0.366 

0.716 

195.47 

Over Exploited 

Sagoni 

0832000404068500 

0.07 

0.13 

10.84 

0.14 

0.01 

0.15 

0.06 

0.88 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.172 

0.009 

0.164 

0.161 

98.37 

Critical 

Saikur 

0831000803970800 

0.08 

0.01 

612.20 

0.01 

0.01 

0.02 

0.01 

0.17 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.053 

0.003 

0.050 

0.137 

271.98 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Salawad 

083200030404140C 

1.895 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.895 

5.47 

0.010 

0.08 

0.02 

0.00 

0.00 

0.00 

0.16 

0.22 

0.32 

0.001 

0.84 

0.62 


Samrol 

0832000404070300 

1.706 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.706 

3.07 

0.010 

0.16 

0.02 

0.00 

0.00 

0.00 

0.19 

0.26 

0.65 

0.001 

0.82 

0.60 


Sareri 

0832000404063500 

5.272 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.272 

0.51 

0.010 

0.18 

0.03 

0.00 

0.00 

0.01 

0.17 

0.23 

0.70 

0.003 

0.83 

0.61 


Sehat Kheri 

0832000404070200 

1.811 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.811 

3.07 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.11 

0.14 

0.23 

0.001 

0.82 

0.60 


Semali Jageer 

0832000404063100 

2.634 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.634 

2.83 

0.010 

0.09 

0.01 

0.00 

0.00 

0.00 

0.15 

0.21 

0.36 

0.001 

0.83 

0.61 


Semli Khurd 

0832000304049500 

1.236 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.236 

2.30 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.07 

0.001 

0.84 

0.61 


Shorti 

0832000404064100 

10.455 

Fresh 

Non-command 

Non-command 

Deccan Traps 

10.424 

2.49 

0.010 

0.26 

0.04 

0.00 

0.00 

0.00 

0.48 

0.65 

1.03 

0.005 

0.81 

0.60 


Shripura @ Dhabli 

0832000304055300 

2.143 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.143 

2.85 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.08 

0.11 

0.13 

0.001 

0.83 

0.61 


Soolya Jageer 

0832000404062400 

4.497 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.497 

1.49 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.12 

0.16 

0.23 

0.002 

0.83 

0.61 


Talaipura 

0832000304055600 

2.108 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.108 

3.16 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.03 

0.001 

0.83 

0.61 


Tandi 

0832000404065200 

2.716 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.386 

3.30 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.000 

0.12 

0.09 


Telani 

0832000304040800 

0.582 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.004 

3.85 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 


Thamari 

0832000304049700 

2.371 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.371 

1.01 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.06 

0.09 

0.20 

0.001 

0.84 

0.61 


Theekriya 

0832000404070800 

2.592 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.592 

2.98 

0.010 

0.08 

0.01 

0.00 

0.00 

0.00 

0.15 

0.20 

0.30 

0.001 

0.81 

0.60 


Todri Meeran 

0832000404073300 

2.952 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.524 

2.91 

0.010 

0.16 

0.02 

0.00 

0.00 

0.00 

0.21 

0.29 

0.64 

0.001 

0.69 

0.51 


Torakhera 

0832000404067600 

8.863 

Fresh 

Non-command 

Non-command 

Deccan Traps 

7.413 

3.56 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.29 

0.39 

0.12 

0.004 

0.68 

0.50 


Turkariya 

0832000304041000 

1.502 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.926 

2.72 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.08 

0.10 

0.23 

0.000 

0.52 

0.38 


Udpurya 

0832000404066000 

1.023 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.023 

1.23 

0.010 

0.07 

0.01 

0.00 

0.00 

0.00 

0.07 

0.10 

0.29 

0.001 

0.83 

0.61 


Ugarpura 

0832000304050200 

2.462 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.557 

2.42 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.000 

0.19 

0.14 


Ugena 

0832000304042100 

1.837 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.569 

4.61 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.11 

0.15 

0.20 

0.001 

0.72 

0.53 


Ugeni 

0832000304042000 

0.566 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.566 

5.53 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.07 

0.10 

0.20 

0.000 

0.84 

0.62 


Uni 

0832000304040900 

1.903 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.656 

1.63 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.08 

0.000 

0.29 

0.21 

08004041 

Achrawa 

0831000403891100 

2.415 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.962 

1.08 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.07 

0.08 

0.19 

0.002 

0.29 

0.24 






Parwan Pickup Weir 

Command 

Bhander Sandstone 

1.454 

1.08 

0.025 

0.07 

0.01 

0.00 

0.08 

0.00 

0.02 

0.02 

0.28 

0.004 

0.44 

0.36 


Amapura 

0831000403888900 

1.873 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.873 

1.58 

0.025 

0.06 

0.01 

0.00 

0.00 

0.00 

0.12 

0.16 

0.22 

0.005 

0.81 

0.61 


Amli Jageer 

0831000403886400 

3.958 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.313 

3.43 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.001 

0.06 

0.05 






Parwan Pickup Weir 

Command 

Bhander Sandstone 

3.645 

3.43 

0.025 

0.05 

0.01 

0.00 

0.21 

0.00 

0.14 

0.18 

0.17 

0.009 

0.70 

0.55 


Amli Khalsa 

0831000403886900 

2.895 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.915 

3.61 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.20 

0.26 

0.10 

0.005 

0.52 

0.40 






Parwan Pickup Weir 

Command 

Bhander Sandstone 

0.980 

3.61 

0.025 

0.01 

0.00 

0.00 

0.06 

0.00 

0.04 

0.06 

0.05 

0.002 

0.27 

0.21 


Amratkheri 

0831000403893900 

2.949 

Fresh 

Lashi 

Command 

Bhander Sandstone 

0.816 

1.55 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.09 

0.002 

0.23 

0.17 


Antana 

0831000403887500 

10.955 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

10.955 

5.15 

0.025 

0.25 

0.04 

0.00 

0.00 

0.01 

1.61 

2.13 

0.97 

0.028 

0.81 

0.61 


Asan 

0831000403883200 

0.778 

Fresh 

Non-command 

Non-command 

Limestone 

0.778 

1.68 

0.025 

0.06 

0.00 

0.00 

0.00 

0.00 

0.09 

0.13 

0.25 

0.002 

0.75 

0.56 


Aton 

0831000403885300 

13.929 

Fresh 

Non-command 

Non-command 

Limestone 

0.185 

4.09 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.03 

0.000 

0.01 

0.01 







Non-command 

Bhander Sandstone 

13.744 

4.09 

0.025 

0.42 

0.06 

0.00 

0.00 

0.01 

1.76 

2.32 

1.64 

0.035 

0.79 

0.60 


Atru 

0831000403884800 

12.685 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.979 

4.04 

0.025 

0.17 

0.03 

0.00 

0.00 

0.00 

0.54 

0.72 

0.41 

0.201 

0.25 

0.19 


Badora 

0831000403890900 

43.916 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

41.104 

2.26 

0.025 

0.48 

0.07 

0.00 

0.00 

0.00 

2.73 

3.18 

1.77 

0.104 

0.69 

0.59 






Parwan Pickup Weir 

Command 

Bhander Sandstone 

0.657 

2.26 

0.025 

0.01 

0.00 

0.00 

0.04 

0.00 

0.01 

0.01 

0.03 

0.002 

0.01 

0.01 


Bahlawan 

0831000403886000 

0.920 

Fresh 

Non-command 

Non-command 

Limestone 

0.600 

2.95 

0.025 

0.05 

0.00 

0.00 

0.00 

0.00 

0.09 

0.12 

0.22 

0.002 

0.51 

0.39 






Parwan Pickup Weir 

Command 

Limestone 

0.319 

2.95 

0.025 

0.03 

0.00 

0.00 

0.01 

0.00 

0.04 

0.06 

0.12 

0.001 

0.27 

0.20 







Command 

Bhander Sandstone 

0.001 

2.95 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bahrawada 

0832000103980400 

4.976 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.033 

0.63 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 


Baldeopura 

0831000403888500 

7.080 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.824 

4.26 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.13 

0.05 

0.002 

0.09 

0.07 



0831000403890200 

4.239 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.040 

1.11 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.03 

0.003 

0.19 

0.15 






Parwan Pickup Weir 

Command 

Bhander Sandstone 

3.199 

1.11 

0.025 

0.03 

0.00 

0.00 

0.18 

0.00 

-0.06 

-0.08 

0.10 

0.008 

0.58 

0.46 


Bamla 

0831000303878100 

13.726 

Fresh 

Non-command 

Non-command 

Limestone 

6.652 

0.58 

0.120 

1.13 

0.17 

0.00 

0.00 

0.02 

1.40 

1.69 

4.51 

0.018 

0.37 

0.31 






Parwan Lift 

Command 

Limestone 

2.126 

0.58 

0.120 

0.36 

0.05 

0.00 

0.04 

0.02 

0.39 

0.47 

1.44 

0.006 

0.12 

0.10 


Bamli 

0831000303878200 

8.446 

Fresh 

Non-command 

Non-command 

Limestone 

0.834 

0.73 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.14 

0.16 

0.29 

0.002 

0.08 

0.06 


Bamori 

0831000403887200 

10.748 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

10.748 

5.81 

0.025 

0.39 

0.06 

0.00 

0.00 

0.00 

1.89 

2.49 

1.54 

0.027 

0.80 

0.61 


Banpur 

0831000403889700 

6.310 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.674 

4.12 

0.025 

0.12 

0.02 

0.00 

0.00 

0.00 

0.68 

0.89 

0.47 

0.014 

0.71 

0.54 






Parwan Pickup Weir 

Command 

Bhander Sandstone 

0.636 

4.12 

0.025 

0.02 

0.00 

0.00 

0.04 

0.00 

0.05 

0.06 

0.06 

0.002 

0.08 

0.06 


Bapawar Kalan 

0830000503843100 

10.377 

Fresh 

Non-command 

Non-command 

Limestone 

0.328 

5.52 

0.050 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.17 

0.08 

0.001 

0.02 

0.01 







Non-command 

Bhander Sandstone 

1.158 

5.52 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.19 

0.29 

0.27 

0.003 

0.08 

0.05 






Parwan Pickup Weir 

Command 

Limestone 

0.292 

5.52 

0.050 

0.02 

0.00 

0.00 

0.02 

0.00 

0.08 

0.13 

0.08 

0.001 

0.02 

0.01 







Command 

Bhander Sandstone 

0.815 

5.52 

0.020 

0.05 

0.01 

0.00 

0.05 

0.00 

0.08 

0.13 

0.20 

0.002 

0.06 

0.04 


Bapawar Khurd 

0830000503842900 

2.190 

Fresh 

Non-command 

Non-command 

Limestone 

0.942 

1.94 

0.050 

0.02 

0.00 

0.00 

0.00 

0.01 

0.10 

0.15 

0.09 

0.002 

0.32 

0.22 







Non-command 

Bhander Sandstone 

0.449 

1.94 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.04 

0.001 

0.15 

0.10 


Baraodi 

0831000403892900 

4.113 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.113 

2.58 

0.025 

0.13 

0.02 

0.00 

0.00 

0.00 

0.38 

0.49 

0.49 

0.010 

0.77 

0.59 


Barawada 

0831000803958400 

4.686 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.496 

1.83 

0.025 

0.11 

0.02 

0.00 

0.00 

0.00 

0.20 

0.27 

0.41 

0.008 

0.42 

0.31 






Lashi 

Command 

Bhander Sandstone 

1.049 

1.83 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.10 

0.17 

0.003 

0.18 

0.13 


Barlan 

0831000403888200 

7.818 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

7.728 

3.46 

0.025 

0.07 

0.01 

0.00 

0.00 

0.01 

0.72 

0.96 

0.26 

0.019 

0.80 

0.61 


Barna 

0830000503849000 

3.221 

Fresh 

Non-command 

Non-command 

Limestone 

1.268 

5.37 

0.050 

0.02 

0.00 

0.00 

0.00 

0.00 

0.36 

0.50 

0.08 

0.003 

0.30 

0.22 






Parwan Pickup Weir 

Command 

Limestone 

1.953 

5.37 

0.050 

0.03 

0.00 

0.00 

0.06 

0.00 

0.50 

0.69 

0.12 

0.005 

0.46 

0.33 


Barodiya 

0831000403891800 

1.560 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.560 

1.50 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.11 

0.13 

0.004 

0.71 

0.58 


Bhagwanpura 

0831000803958600 

2.860 

Fresh 

Lashi 

Command 

Bhander Sandstone 

0.006 

2.03 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhainsara 

0831000403885400 

6.029 

Fresh 

Non-command 

Non-command 

Limestone 

5.874 

2.81 

0.025 

0.41 

0.02 

0.00 

0.00 

0.00 

0.80 

1.05 

1.62 

0.015 

0.78 

0.59 







Non-command 

Bhander Sandstone 

0.155 

2.81 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.04 

0.000 

0.02 

0.02 


Bhairoopura 

0832000103975800 

3.223 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.080 

2.72 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.02 


Bhakrawada 

0831000403889300 

5.015 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.015 

2.74 

0.025 

0.13 

0.02 

0.00 

0.00 

0.00 

0.45 

0.59 

0.49 

0.013 

0.80 

0.61 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Salawad 

0832000304041400 

0.07 

0.11 

99.58 

0.13 

0.02 

0.15 

0.06 

0.90 

- 

0.0600 

- 

- 

0.001 

0.061 

0.061 

0.215 

0.011 

0.205 

0.319 

155.89 

Over Exploited 

Samrol 

0832000404070300 

0.07 

0.10 

167.66 

0.12 

0.02 

0.14 

0.06 

0.88 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.207 

0.010 

0.197 

0.650 

330.60 

Over Exploited 

Sareri 

0832000404063500 

0.07 

0.31 

(25.05) 

0.25 

0.04 

0.28 

0.06 

0.89 

- 

0.0800 

- 

- 

0.011 

0.092 

0.092 

0.375 

0.019 

0.356 

0.705 

197.84 

Over Exploited 

Sehat Kheri 

0832000404070200 

0.07 

0.10 

38.41 

0.12 

0.01 

0.13 

0.06 

0.88 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.164 

0.008 

0.156 

0.235 

150.66 

Over Exploited 

Semali Jageer 

0832000404063100 

0.07 

0.15 

36.70 

0.18 

0.01 

0.19 

0.06 

0.90 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.265 

0.013 

0.251 

0.362 

144.20 

Over Exploited 

Semli Khurd 

0832000304049500 

0.07 

0.07 

(10.10) 

0.07 

0.00 

0.07 

0.06 

0.90 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.077 

0.004 

0.073 

0.067 

91.36 

Critical 

Shorti 

0832000404064100 

0.07 

0.59 

9.03 

0.65 

0.04 

0.69 

0.06 

0.87 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

0.806 

0.040 

0.766 

1.038 

135.63 

Over Exploited 

Shripura @ Dhabli 

0832000304055300 

0.07 

0.12 

(11.24) 

0.11 

0.01 

0.12 

0.06 

0.89 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.140 

0.007 

0.133 

0.127 

95.30 

Critical 

Soolya Jageer 

0832000404062400 

0.07 

0.26 

(39.74) 

0.21 

0.01 

0.22 

0.06 

0.89 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.252 

0.013 

0.239 

0.236 

98.87 

Critical 

Talaipura 

0832000304055600 

0.07 

0.12 

(15.68) 

0.10 

0.00 

0.10 

0.06 

0.89 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.115 

0.006 

0.109 

0.031 

28.49 

Safe 

Tandi 

0832000404065200 

0.07 

0.00 

453.94 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.012 

342.69 

Over Exploited 

Telani 

0832000304040800 

0.07 

0.00 

7,731.13 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Thamari 

0832000304049700 

0.07 

0.14 

(37.17) 

0.11 

0.01 

0.12 

0.06 

0.90 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.141 

0.007 

0.134 

0.200 

149.39 

Over Exploited 

Theekriya 

0832000404070800 

0.07 

0.15 

35.35 

0.18 

0.01 

0.19 

0.06 

0.87 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.217 

0.011 

0.207 

0.301 

145.90 

Over Exploited 

Todri Meeran 

0832000404073300 

0.07 

0.12 

135.44 

0.15 

0.02 

0.17 

0.05 

0.75 

- 

0.0700 

- 

- 

0.001 

0.071 

0.071 

0.239 

0.012 

0.227 

0.643 

282.95 

Over Exploited 

Torakhera 

0832000404067600 

0.07 

0.35 

11.16 

0.39 

0.00 

0.40 

0.05 

0.73 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.414 

0.021 

0.393 

0.124 

31.51 

Safe 

Turkariya 

0832000304041000 

0.07 

0.03 

205.16 

0.04 

0.01 

0.05 

0.04 

0.56 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.080 

0.004 

0.076 

0.234 

307.20 

Over Exploited 

Udpurya 

0832000404066000 

0.07 

0.06 

66.38 

0.07 

0.01 

0.08 

0.06 

0.89 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.111 

0.006 

0.106 

0.295 

279.03 

Over Exploited 

Ugarpura 

0832000304050200 

0.07 

0.01 

139.87 

0.01 

0.00 

0.01 

0.01 

0.20 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.010 

0.000 

0.009 

0.012 

130.85 

Over Exploited 

Ugena 

0832000304042100 

0.07 

0.08 

94.41 

0.09 

0.01 

0.10 

0.05 

0.77 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.144 

0.007 

0.137 

0.204 

148.47 

Over Exploited 

Ugeni 

0832000304042000 

0.07 

0.03 

192.27 

0.04 

0.01 

0.05 

0.06 

0.90 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.090 

0.004 

0.085 

0.204 

239.19 

Over Exploited 

Uni 

0832000304040900 

0.07 

0.01 

214.62 

0.02 

- 

0.02 

0.02 

0.31 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.026 

0.001 

0.025 

0.084 

341.71 

Over Exploited 

Achrawa 

0831000403891100 

0.06 

0.02 

379.93 

0.02 

0.01 

0.03 

0.02 

0.31 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.050 

0.003 

0.048 

0.195 

410.57 

Over Exploited 



0.06 

0.04 

(46.16) 

0.03 

0.09 

0.12 

0.03 

0.47 

- 

0.0300 

0.0854 

- 

- 

0.115 

0.115 

0.238 

0.012 

0.226 

0.284 

125.34 

Over Exploited 

Amapura 

0831000403888900 

0.06 

0.09 

81.65 

0.11 

0.01 

0.12 

0.06 

0.87 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.159 

0.008 

0.151 

0.229 

151.48 

Over Exploited 

Amli Jageer 

0831000403886400 

0.06 

0.00 

2,498.24 

0.00 

0.00 

0.01 

0.00 

0.07 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.011 

0.001 

0.010 

0.015 

143.57 

Over Exploited 



0.06 

0.15 

18.65 

0.18 

0.22 

0.40 

0.05 

0.76 

- 

0.0300 

0.2141 

- 

0.006 

0.250 

0.250 

0.652 

0.033 

0.620 

0.179 

28.91 

Safe 

Amli Khalsa 

0831000403886900 

0.06 

0.06 

339.16 

0.07 

- 

0.07 

0.04 

0.56 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.082 

0.004 

0.078 

0.100 

127.76 

Over Exploited 



0.06 

0.02 

255.94 

0.02 

0.06 

0.07 

0.02 

0.29 

- 

0.0100 

0.0460 

- 

- 

0.056 

0.056 

0.130 

0.007 

0.124 

0.054 

43.99 

Safe 

Amratkheri 

0831000403893900 

0.06 

0.01 

537.70 

0.01 

- 

0.01 

0.02 

0.24 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.033 

0.002 

0.032 

0.092 

290.96 

Over Exploited 

Antana 

0831000403887500 

0.06 

0.53 

300.01 

0.64 

0.05 

0.68 

0.06 

0.87 

- 

0.1100 

- 

- 

0.008 

0.118 

0.118 

0.802 

0.040 

0.762 

0.993 

130.28 

Over Exploited 

Asan 

0831000403883200 

0.06 

0.04 

256.46 

0.04 

- 

0.04 

0.06 

0.81 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.052 

0.003 

0.050 

0.250 

503.91 

Over Exploited 

Aton 

0831000403885300 

0.06 

0.00 

31,801.18 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.025 

7,879.46 

Over Exploited 



0.06 

0.66 

253.57 

0.79 

0.07 

0.85 

0.06 

0.86 

- 

0.1800 

- 

- 

0.009 

0.189 

0.189 

1.042 

0.052 

0.990 

1.679 

169.64 

Over Exploited 

Atru 

0831000403884800 

0.06 

0.06 

1,077.79 

0.07 

0.03 

0.10 

0.02 

0.27 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.183 

0.009 

0.174 

0.610 

350.82 

Over Exploited 

Badora 

0831000403890900 

0.06 

1.69 

88.25 

2.03 

0.07 

2.10 

0.05 

0.74 

- 

0.2000 

- 

- 

- 

0.200 

0.200 

2.299 

0.115 

2.184 

1.873 

85.75 

Semi Critical 



0.06 

0.00 

2,564.94 

0.00 

0.04 

0.04 

0.00 

0.01 

- 

- 

0.0386 

- 

- 

0.039 

0.039 

0.076 

0.004 

0.072 

0.028 

38.17 

Safe 

Bahlawan 

0831000403886000 

0.06 

0.02 

578.25 

0.02 

- 

0.02 

0.04 

0.55 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.032 

0.002 

0.030 

0.217 

714.37 

Over Exploited 



0.06 

0.01 

1,037.09 

0.01 

0.01 

0.02 

0.02 

0.29 

- 

- 

0.0075 

- 

- 

0.008 

0.008 

0.023 

0.001 

0.022 

0.121 

560.45 

Over Exploited 



0.06 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0000 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bahrawada 

0832000103980400 

0.11 

0.00 

2,668.51 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Baldeopura 

0831000403888500 

0.06 

0.00 

2,634.07 

0.01 

0.00 

0.01 

0.01 

0.10 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.018 

0.001 

0.017 

0.050 

286.18 

Over Exploited 


0831000403890200 

0.06 

0.01 

320.89 

0.01 

- 

0.01 

0.01 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.013 

0.034 

249.26 

Over Exploited 



0.06 

0.11 

(170.75) 

0.09 

0.18 

0.27 

0.04 

0.63 

- 

0.0100 

0.1879 

- 

- 

0.198 

0.198 

0.468 

0.023 

0.445 

0.105 

23.61 

Safe 

Bamla 

0831000303878100 

0.08 

0.20 

761.85 

0.24 

0.19 

0.43 

0.03 

0.40 

- 

0.5100 

- 

- 

0.033 

0.543 

0.543 

0.970 

0.049 

0.922 

4.530 

491.44 

Over Exploited 



0.08 

0.02 

2,269.16 

0.02 

0.11 

0.14 

0.01 

0.13 

- 

0.1600 

0.0266 

- 

0.033 

0.220 

0.220 

0.358 

0.018 

0.340 

1.446 

424.63 

Over Exploited 

Bamli 

0831000303878200 

0.08 

0.01 

3,178.64 

0.01 

0.00 

0.01 

0.01 

0.08 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.027 

0.001 

0.026 

0.290 

1,111.55 

Over Exploited 

Bamori 

0831000403887200 

0.06 

0.52 

379.97 

0.62 

0.06 

0.68 

0.06 

0.86 

- 

0.1700 

- 

- 

- 

0.170 

0.170 

0.852 

0.043 

0.809 

1.569 

193.94 

Over Exploited 

Banpur 

0831000403889700 

0.06 

0.24 

269.50 

0.29 

0.02 

0.31 

0.05 

0.76 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.359 

0.018 

0.341 

0.487 

142.74 

Over Exploited 



0.06 

0.00 

2,030.73 

0.00 

0.04 

0.04 

0.01 

0.09 

- 

0.0100 

0.0224 

- 

- 

0.032 

0.032 

0.072 

0.004 

0.068 

0.060 

87.11 

Semi Critical 

Bapawar Kalan 

0830000503843100 

0.07 

0.00 

32,106.61 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.080 

790.04 

Over Exploited 



0.09 

0.01 

3,312.69 

0.01 

0.01 

0.02 

0.01 

0.09 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.050 

0.003 

0.048 

0.274 

571.75 

Over Exploited 



0.07 

0.00 

30,841.49 

0.00 

0.02 

0.02 

0.00 

0.02 

- 

0.0100 

0.0103 

- 

- 

0.020 

0.020 

0.037 

0.002 

0.035 

0.080 

225.11 

Over Exploited 



0.09 

0.00 

2,979.63 

0.01 

0.06 

0.06 

0.00 

0.06 

- 

0.0200 

0.0287 

- 

- 

0.049 

0.049 

0.110 

0.005 

0.104 

0.199 

190.79 

Over Exploited 

Bapawar Khurd 

0830000503842900 

0.07 

0.02 

616.39 

0.03 

0.01 

0.03 

0.03 

0.34 

- 

0.0100 

- 

- 

0.015 

0.025 

0.025 

0.060 

0.003 

0.057 

0.089 

158.15 

Over Exploited 



0.09 

0.01 

561.13 

0.01 

- 

0.01 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.037 

531.13 

Over Exploited 

Baraodi 

0831000403892900 

0.06 

0.19 

158.60 

0.23 

0.02 

0.25 

0.06 

0.83 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.339 

0.017 

0.322 

0.500 

155.39 

Over Exploited 

Barawada 

0831000803958400 

0.08 

0.08 

224.79 

0.10 

0.02 

0.12 

0.03 

0.45 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.170 

0.009 

0.162 

0.418 

258.71 

Over Exploited 



0.08 

0.01 

601.77 

0.02 

0.01 

0.03 

0.01 

0.19 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.048 

0.002 

0.045 

0.173 

382.59 

Over Exploited 

Barlan 

0831000403888200 

0.06 

0.37 

156.74 

0.45 

0.02 

0.46 

0.06 

0.86 

- 

0.0300 

- 

- 

0.009 

0.039 

0.039 

0.501 

0.025 

0.476 

0.279 

58.75 

Safe 

Barna 

0830000503849000 

0.07 

0.03 

1,785.29 

0.03 

- 

0.03 

0.02 

0.32 

- 

- 

- 

- 

- 

- 

- 

0.032 

0.002 

0.030 

0.082 

274.37 

Over Exploited 



0.07 

0.06 

999.97 

0.07 

0.06 

0.13 

0.04 

0.49 

- 

- 

0.0459 

- 

- 

0.046 

0.046 

0.176 

0.009 

0.167 

0.124 

74.19 

Semi Critical 

Barodiya 

0831000403891800 

0.06 

0.07 

63.20 

0.08 

- 

0.08 

0.05 

0.76 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.090 

0.004 

0.085 

0.137 

160.55 

Over Exploited 

Bhagwanpura 

0831000803958600 

0.08 

0.00 

46,616.77 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhainsara 

0831000403885400 

0.06 

0.27 

282.72 

0.33 

0.02 

0.35 

0.06 

0.84 

- 

0.0600 

- 

- 

0.005 

0.066 

0.066 

0.419 

0.021 

0.398 

1.639 

411.73 

Over Exploited 



0.06 

0.00 

14,337.17 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.037 

17,218.56 

Over Exploited 

Bhairoopura 

0832000103975800 

0.11 

0.00 

873.24 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.008 

0.000 

0.007 

0.008 

111.70 

Over Exploited 

Bhakrawada 

0831000403889300 

0.06 

0.24 

145.94 

0.29 

0.02 

0.31 

0.06 

0.86 

- 

0.0900 

- 

- 

0.006 

0.096 

0.096 

0.411 

0.021 

0.390 

0.501 

128.34 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Bhoju Kheri 

083100040389040C 

2.604 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.143 

1.00 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.08 

0.005 

0.62 

0.51 






Parwan Pickup Weir 

Command 

Bhander Sandstone 

0.460 

1.00 

0.025 

0.00 

0.00 

0.00 

0.03 

0.00 

-0.02 

-0.02 

0.01 

0.001 

0.13 

0.11 


Bhonhra 

083100040388630C 

3.574 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.246 

3.48 

0.025 

0.07 

0.01 

0.00 

0.00 

0.00 

0.17 

0.22 

0.29 

0.003 

0.27 

0.21 






Parwan Pickup Weir 

Command 

Bhander Sandstone 

2.328 

3.48 

0.025 

0.13 

0.02 

0.00 

0.13 

0.00 

0.18 

0.23 

0.53 

0.006 

0.50 

0.39 


Bichhalas 

083100040388990C 

4.407 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.995 

1.83 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.06 

0.003 

0.18 

0.14 






Parwan Pickup Weir 

Command 

Bhander Sandstone 

3.412 

1.83 

0.025 

0.05 

0.01 

0.00 

0.19 

0.00 

0.00 

0.00 

0.20 

0.009 

0.61 

0.47 


Bilasara 

083200010397590C 

5.924 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.567 

2.84 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.06 

0.001 

0.07 

0.06 


Bokara 

0831000403882800 

5.043 

Fresh 

Non-command 

Non-command 

Limestone 

5.043 

0.91 

0.025 

0.22 

0.01 

0.00 

0.00 

0.01 

0.32 

0.41 

0.87 

0.013 

0.79 

0.60 


Boodhani 

0830000503842700 

4.983 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.522 

1.40 

0.020 

0.10 

0.02 

0.00 

0.00 

0.00 

0.12 

0.19 

0.41 

0.004 

0.22 

0.14 


Borda 

0831000303877900 

14.657 

Fresh 

Non-command 

Non-command 

Limestone 

14.642 

1.34 

0.120 

0.90 

0.04 

0.00 

0.00 

0.01 

3.21 

4.34 

3.55 

0.040 

0.75 

0.55 







Non-command 

Bhander Sandstone 

0.015 

1.34 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Budhan Hera 

0830000503849500 

6.700 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.458 

5.93 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.58 

0.76 

0.22 

0.012 

0.50 

0.38 






Parwan Pickup Weir 

Command 

Bhander Sandstone 

2.242 

5.93 

0.020 

0.03 

0.00 

0.00 

0.13 

0.00 

0.17 

0.22 

0.11 

0.006 

0.25 

0.19 


Charan Kheri 

0831000403892200 

2.165 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.165 

4.63 

0.025 

0.14 

0.01 

0.00 

0.00 

0.00 

0.38 

0.50 

0.56 

0.005 

0.78 

0.60 


Charel 

0830000503849200 

9.986 

Fresh 

Non-command 

Non-command 

Limestone 

4.004 

4.85 

0.050 

0.08 

0.00 

0.00 

0.00 

0.00 

1.05 

1.40 

0.30 

0.011 

0.31 

0.23 







Non-command 

Bhander Sandstone 

1.641 

4.85 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.19 

0.25 

0.12 

0.004 

0.13 

0.09 






Parwan Pickup Weir 

Command 

Limestone 

2.920 

4.85 

0.050 

0.06 

0.00 

0.00 

0.08 

0.00 

0.69 

0.91 

0.22 

0.008 

0.22 

0.17 







Command 

Bhander Sandstone 

1.421 

4.85 

0.020 

0.03 

0.00 

0.00 

0.04 

0.00 

0.13 

0.17 

0.10 

0.004 

0.11 

0.08 


Chauthya 

0831000403885800 

1.755 

Fresh 

Non-command 

Non-command 

Limestone 

0.093 

3.19 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.04 

0.03 







Non-command 

Bhander Sandstone 

0.349 

3.19 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.02 

0.001 

0.16 

0.12 






Parwan Pickup Weir 

Command 

Limestone 

0.246 

3.19 

0.025 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.02 

0.02 

0.001 

0.11 

0.08 







Command 

Bhander Sandstone 

1.067 

3.19 

0.025 

0.02 

0.00 

0.00 

0.03 

0.00 

0.08 

0.10 

0.07 

0.003 

0.47 

0.36 


Chhatrapura 

0831000403888400 

11.214 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.007 

5.49 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chhela Bel 

0831000403884000 

4.433 

Fresh 

Non-command 

Non-command 

Limestone 

2.015 

1.69 

0.025 

0.13 

0.01 

0.00 

0.00 

0.00 

0.21 

0.27 

0.53 

0.005 

0.36 

0.28 


Dadwara 

0831000403887300 

2.711 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.711 

6.13 

0.025 

0.11 

0.01 

0.00 

0.00 

0.00 

0.51 

0.68 

0.43 

0.007 

0.81 

0.61 


Dara 

0831000403888600 

8.533 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.706 

3.68 

0.025 

0.04 

0.01 

0.00 

0.00 

0.01 

0.27 

0.36 

0.14 

0.007 

0.26 

0.19 


Daurani 

0830000503849300 

0.900 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.454 

5.20 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.11 

0.001 

0.38 

0.29 






Parwan Pickup Weir 

Command 

Bhander Sandstone 

0.446 

5.20 

0.020 

0.03 

0.00 

0.00 

0.03 

0.00 

0.05 

0.07 

0.10 

0.001 

0.38 

0.29 


Deelod Hathi 

0831000403889400 

12.442 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

12.442 

4.34 

0.025 

0.32 

0.05 

0.00 

0.00 

0.00 

1.62 

2.13 

1.24 

0.031 

0.80 

0.61 


Deeloda 

0831000303878000 

9.678 

Fresh 

Non-command 

Non-command 

Limestone 

9.657 

0.57 

0.120 

0.48 

0.07 

0.00 

0.00 

0.01 

1.07 

1.35 

1.87 

0.026 

0.76 

0.60 


Deoli Rawan 

0831000403885600 

2.527 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.527 

4.28 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.29 

0.38 

0.08 

0.006 

0.80 

0.61 


Deopura 

0831000403892600 

7.859 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.547 

2.37 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.13 

0.04 

0.004 

0.13 

0.10 


Dhoti 

0831000403880700 

14.781 

Fresh 

Non-command 

Non-command 

Limestone 

0.238 

1.19 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.01 

0.01 


Dhumen 

0831000403886600 

21.947 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

16.744 

3.10 

0.025 

0.09 

0.02 

0.00 

0.00 

0.01 

1.36 

1.65 

0.30 

0.042 

0.58 

0.48 






Parwan Pickup Weir 

Command 

Bhander Sandstone 

5.203 

3.10 

0.025 

0.03 

0.01 

0.00 

0.44 

0.01 

-0.02 

-0.03 

0.10 

0.013 

0.18 

0.15 


Diwali 

0831000403883700 

4.219 

Fresh 

Non-command 

Non-command 

Limestone 

4.219 

1.54 

0.025 

0.48 

0.02 

0.00 

0.00 

0.01 

0.62 

0.81 

1.92 

0.011 

0.79 

0.60 


Doongarpur 

0830000503849700 

7.039 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.125 

8.56 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.000 

0.01 

0.01 


Durjan Pura 

0832000103980100 

3.543 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.264 

4.11 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.06 

0.05 


Gandoliya 

0831000403885000 

7.323 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.008 

2.31 

0.025 

0.09 

0.01 

0.00 

0.00 

0.00 

0.25 

0.33 

0.37 

0.008 

0.33 

0.25 


Gordhanpura 

0831000403893700 

4.891 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.353 

0.55 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.09 

0.17 

0.006 

0.39 

0.28 


Gordi 

0831000403891900 

7.489 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

7.451 

1.26 

0.025 

0.32 

0.05 

0.00 

0.00 

0.00 

0.50 

0.63 

1.26 

0.019 

0.74 

0.59 






Parwan Pickup Weir 

Command 

Bhander Sandstone 

0.038 

1.26 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 


Hani Hera 

0831000403889100 

3.821 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.821 

3.42 

0.025 

0.14 

0.02 

0.00 

0.00 

0.00 

0.45 

0.59 

0.55 

0.010 

0.81 

0.61 


Hanuwat Khera 

0831000403894200 

4.124 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.052 

1.81 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 






Lashi 

Command 

Bhander Sandstone 

2.091 

1.81 

0.025 

0.07 

0.01 

0.00 

0.00 

0.00 

0.15 

0.21 

0.28 

0.005 

0.41 

0.30 



0830000503848800 

4.638 

Fresh 

Non-command 

Non-command 

Limestone 

0.113 

9.70 

0.050 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.08 

0.01 

0.000 

0.02 

0.01 







Non-command 

Bhander Sandstone 

3.756 

9.70 

0.020 

0.08 

0.00 

0.00 

0.00 

0.00 

0.80 

1.14 

0.30 

0.010 

0.61 

0.43 






Parwan Pickup Weir 

Command 

Limestone 

0.315 

9.70 

0.050 

0.01 

0.00 

0.00 

0.01 

0.00 

0.15 

0.22 

0.03 

0.001 

0.05 

0.04 







Command 

Bhander Sandstone 

0.451 

9.70 

0.020 

0.01 

0.00 

0.00 

0.01 

0.00 

0.08 

0.12 

0.03 

0.001 

0.07 

0.05 


Jeerod 

0831000403882900 

5.686 

Fresh 

Non-command 

Non-command 

Limestone 

5.287 

0.29 

0.025 

0.19 

0.01 

0.00 

0.00 

0.00 

0.22 

0.28 

0.75 

0.013 

0.72 

0.56 


Jhagar 

0832000103988600 

10.005 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.012 

-0.14 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jharota 

0831000403890100 

9.908 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.706 

2.81 

0.025 

0.05 

0.01 

0.00 

0.00 

0.01 

0.43 

0.52 

0.17 

0.014 

0.44 

0.36 






Parwan Pickup Weir 

Command 

Bhander Sandstone 

4.202 

2.81 

0.025 

0.03 

0.01 

0.00 

0.36 

0.01 

-0.05 

-0.06 

0.12 

0.011 

0.32 

0.27 


Jithani 

0830000503849400 

5.696 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.450 

8.83 

0.020 

0.09 

0.00 

0.00 

0.00 

0.00 

0.87 

1.19 

0.35 

0.012 

0.59 

0.43 






Parwan Pickup Weir 

Command 

Bhander Sandstone 

1.117 

8.83 

0.020 

0.02 

0.00 

0.00 

0.03 

0.00 

0.19 

0.25 

0.09 

0.003 

0.15 

0.11 


Kachara 

0831000403885100 

4.666 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.666 

2.34 

0.025 

0.18 

0.03 

0.00 

0.00 

0.00 

0.42 

0.56 

0.69 

0.012 

0.81 

0.61 


Kachari 

0831000403885200 

5.985 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.985 

2.89 

0.025 

0.09 

0.01 

0.00 

0.00 

0.00 

0.51 

0.67 

0.36 

0.015 

0.81 

0.61 


Kanotiya 

0831000403890600 

11.896 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

11.896 

2.82 

0.025 

0.10 

0.01 

0.00 

0.00 

0.00 

0.92 

1.09 

0.34 

0.030 

0.76 

0.65 


Kanwariya 

0831000403891300 

2.574 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.905 

1.86 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.08 

0.002 

0.24 

0.20 






Parwan Pickup Weir 

Command 

Bhander Sandstone 

1.669 

1.86 

0.025 

0.04 

0.01 

0.00 

0.09 

0.00 

0.01 

0.01 

0.15 

0.004 

0.44 

0.37 


Kanwarpura 

0831000403893600 

5.012 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.619 

0.72 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.13 

0.14 

0.009 

0.59 

0.43 


Karadya Gulji 

0831000403890000 

1.276 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.273 

2.27 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.07 

0.001 

0.17 

0.13 






Parwan Pickup Weir 

Command 

Bhander Sandstone 

1.004 

2.27 

0.025 

0.06 

0.01 

0.00 

0.06 

0.00 

0.05 

0.06 

0.25 

0.003 

0.62 

0.48 


Karariya Hara 

0831000403886500 

6.336 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.031 

3.68 

0.025 

0.07 

0.01 

0.00 

0.00 

0.00 

0.61 

0.78 

0.24 

0.015 

0.72 

0.57 






Parwan Pickup Weir 

Command 

Bhander Sandstone 

0.306 

3.68 

0.025 

0.00 

0.00 

0.00 

0.02 

0.00 

0.01 

0.01 

0.01 

0.001 

0.04 

0.03 


Karjoona 

0831000403891200 

3.516 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.202 

1.47 

0.025 

0.06 

0.01 

0.00 

0.00 

0.00 

0.09 

0.11 

0.25 

0.003 

0.24 

0.20 






Parwan Pickup Weir 

Command 

Bhander Sandstone 

2.315 

1.47 

0.025 

0.12 

0.02 

0.00 

0.13 

0.00 

0.05 

0.07 

0.48 

0.006 

0.47 

0.38 


Kasampura 

0831000403892800 

6.309 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.271 

2.48 

0.025 

0.16 

0.02 

0.00 

0.00 

0.00 

0.53 

0.69 

0.64 

0.016 

0.75 

0.58 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Bhoju Kheri 

0831000403890400 

0.06 

0.08 

9.91 

0.09 

0.00 

0.09 

0.05 

0.67 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.103 

0.005 

0.097 

0.089 

91.76 

Critical 



0.06 

0.00 

(648.85) 

0.00 

0.03 

0.03 

0.01 

0.14 

- 

- 

0.0270 

- 

0.003 

0.030 

0.030 

0.061 

0.003 

0.058 

0.015 

26.19 

Safe 

Bhonhra 

0831000403886300 

0.06 

0.02 

985.05 

0.02 

0.01 

0.03 

0.02 

0.29 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.064 

0.003 

0.061 

0.293 

481.40 

Over Exploited 



0.06 

0.07 

233.82 

0.08 

0.15 

0.24 

0.04 

0.54 

- 

0.0600 

0.1094 

- 

- 

0.169 

0.169 

0.405 

0.020 

0.385 

0.535 

138.94 

Over Exploited 

Bichhalas 

0831000403889900 

0.06 

0.01 

577.48 

0.01 

0.00 

0.01 

0.01 

0.19 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.023 

0.001 

0.022 

0.059 

269.37 

Over Exploited 



0.06 

0.12 

(96.78) 

0.10 

0.20 

0.30 

0.05 

0.65 

- 

0.0200 

0.1603 

- 

0.000 

0.181 

0.181 

0.483 

0.024 

0.459 

0.206 

44.82 

Safe 

Bilasara 

0832000103975900 

0.11 

0.00 

1,238.90 

0.01 

- 

0.01 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.015 

0.060 

411.08 

Over Exploited 

Bokara 

0831000403882800 

0.06 

0.24 

74.48 

0.29 

0.02 

0.30 

0.06 

0.85 

- 

0.0300 

- 

- 

0.012 

0.042 

0.042 

0.345 

0.017 

0.328 

0.879 

268.12 

Over Exploited 

Boodhani 

0830000503842700 

0.09 

0.03 

524.67 

0.04 

0.02 

0.06 

0.02 

0.24 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.107 

0.005 

0.102 

0.414 

407.73 

Over Exploited 

Borda 

0831000303877900 

0.08 

0.88 

394.03 

1.05 

0.05 

1.10 

0.06 

0.81 

- 

0.1300 

- 

- 

0.010 

0.140 

0.140 

1.241 

0.062 

1.179 

3.592 

304.60 

Over Exploited 



0.08 

0.00 

81,303.71 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Budhan Hera 

0830000503849500 

0.09 

0.20 

276.39 

0.24 

0.01 

0.25 

0.04 

0.54 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.285 

0.014 

0.271 

0.235 

86.77 

Semi Critical 



0.09 

0.05 

335.73 

0.06 

0.13 

0.19 

0.02 

0.27 

- 

0.0100 

0.0790 

- 

- 

0.089 

0.089 

0.277 

0.014 

0.263 

0.114 

43.26 

Safe 

Charan Kheri 

0831000403892200 

0.06 

0.10 

389.24 

0.12 

0.01 

0.13 

0.06 

0.84 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.192 

0.010 

0.182 

0.564 

309.86 

Over Exploited 

Charel 

0830000503849200 

0.07 

0.09 

1,532.08 

0.10 

- 

0.10 

0.02 

0.33 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.113 

0.006 

0.107 

0.314 

291.90 

Over Exploited 



0.09 

0.02 

1,260.79 

0.02 

- 

0.02 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.022 

0.001 

0.021 

0.119 

564.53 

Over Exploited 



0.07 

0.05 

1,901.97 

0.05 

0.08 

0.14 

0.02 

0.24 

- 

0.0100 

0.0686 

- 

- 

0.079 

0.079 

0.216 

0.011 

0.205 

0.224 

109.01 

Over Exploited 



0.09 

0.01 

1,124.53 

0.02 

0.04 

0.06 

0.01 

0.12 

- 

- 

0.0334 

- 

- 

0.033 

0.033 

0.090 

0.005 

0.086 

0.103 

119.82 

Over Exploited 

Chauthya 

0831000403885800 

0.06 

0.00 

4,105.29 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

3,892.03 

Over Exploited 



0.06 

0.00 

1,422.48 

0.00 

- 

0.00 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.024 

645.55 

Over Exploited 



0.06 

0.00 

929.84 

0.00 

0.01 

0.01 

0.01 

0.12 

- 

- 

0.0058 

- 

- 

0.006 

0.006 

0.015 

0.001 

0.014 

0.017 

119.14 

Over Exploited 



0.06 

0.03 

222.65 

0.04 

0.03 

0.07 

0.04 

0.51 

- 

- 

0.0251 

- 

- 

0.025 

0.025 

0.092 

0.005 

0.087 

0.071 

81.08 

Semi Critical 

Chhatrapura 

0831000403888400 

0.06 

0.00 

563,483.05 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chhela Bel 

0831000403884000 

0.06 

0.04 

513.88 

0.05 

0.01 

0.06 

0.03 

0.39 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.083 

0.004 

0.079 

0.533 

678.83 

Over Exploited 

Dadwara 

0831000403887300 

0.06 

0.13 

416.86 

0.16 

0.01 

0.17 

0.06 

0.87 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.219 

0.011 

0.208 

0.438 

210.23 

Over Exploited 

Dara 

0831000403888600 

0.06 

0.04 

763.10 

0.05 

0.02 

0.07 

0.02 

0.28 

- 

0.0200 

- 

- 

0.009 

0.029 

0.029 

0.094 

0.005 

0.090 

0.147 

163.58 

Over Exploited 

Daurani 

0830000503849300 

0.09 

0.02 

548.51 

0.02 

- 

0.02 

0.03 

0.41 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.029 

0.001 

0.027 

0.114 

417.11 

Over Exploited 



0.09 

0.02 

343.92 

0.02 

0.03 

0.04 

0.03 

0.41 

- 

0.0100 

0.0157 

- 

- 

0.026 

0.026 

0.069 

0.003 

0.066 

0.104 

158.55 

Over Exploited 

Deelod Hathi 

0831000403889400 

0.06 

0.59 

257.72 

0.71 

0.05 

0.77 

0.06 

0.86 

- 

0.1400 

- 

- 

0.006 

0.146 

0.146 

0.912 

0.046 

0.867 

1.269 

146.43 

Over Exploited 

Deeloda 

0831000303878000 

0.08 

0.58 

130.67 

0.70 

0.08 

0.78 

0.06 

0.82 

- 

0.2100 

- 

- 

0.008 

0.218 

0.218 

0.995 

0.050 

0.945 

1.898 

200.87 

Over Exploited 

Deoli Rawan 

0831000403885600 

0.06 

0.12 

214.71 

0.15 

- 

0.15 

0.06 

0.86 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.155 

0.008 

0.148 

0.089 

60.57 

Safe 

Deopura 

0831000403892600 

0.06 

0.01 

948.84 

0.01 

- 

0.01 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.015 

0.001 

0.014 

0.039 

281.58 

Over Exploited 

Dhoti 

0831000403880700 

0.06 

0.00 

4,985.42 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.000 

- 

- 

0.000 

0.000 

0.000 

0.020 

9,744.47 

Over Exploited 

Dhumen 

0831000403886600 

0.06 

0.58 

183.34 

0.70 

0.03 

0.73 

0.04 

0.63 

- 

0.0600 

- 

- 

0.009 

0.070 

0.070 

0.796 

0.040 

0.756 

0.342 

45.24 

Safe 



0.06 

0.06 

(152.53) 

0.05 

0.46 

0.50 

0.01 

0.19 

- 

0.0200 

0.3667 

- 

0.009 

0.396 

0.396 

0.899 

0.045 

0.854 

0.109 

12.78 

Safe 

Diwali 

0831000403883700 

0.06 

0.20 

303.68 

0.24 

0.03 

0.27 

0.06 

0.85 

- 

0.0700 

- 

- 

0.010 

0.080 

0.080 

0.346 

0.017 

0.329 

1.927 

585.38 

Over Exploited 

Doongarpur 

0830000503849700 

0.09 

0.00 

21,832.62 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.017 

10,353.55 

Over Exploited 

Durjan Pura 

0832000103980100 

0.11 

0.00 

1,391.87 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.009 

459.26 

Over Exploited 

Gandoliya 

0831000403885000 

0.06 

0.06 

456.31 

0.07 

0.01 

0.08 

0.03 

0.36 

- 

0.0400 

- 

- 

0.000 

0.040 

0.040 

0.123 

0.006 

0.117 

0.373 

319.31 

Over Exploited 

Gordhanpura 

0831000403893700 

0.06 

0.06 

55.99 

0.07 

0.01 

0.08 

0.03 

0.42 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.107 

0.005 

0.101 

0.175 

172.83 

Over Exploited 

Gordi 

0831000403891900 

0.06 

0.33 

91.64 

0.40 

0.05 

0.45 

0.05 

0.79 

- 

0.1400 

- 

- 

- 

0.140 

0.140 

0.587 

0.029 

0.557 

1.278 

229.29 

Over Exploited 



0.06 

0.00 

(14,947.55) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0023 

- 

- 

0.002 

0.002 

0.004 

0.000 

0.004 

0.008 

190.40 

Over Exploited 

Hani Hera 

0831000403889100 

0.06 

0.19 

217.93 

0.22 

0.02 

0.24 

0.06 

0.87 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.303 

0.015 

0.288 

0.564 

195.86 

Over Exploited 

Hanuwat Khera 

0831000403894200 

0.06 

0.00 

9,885.47 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

16,783.71 

Over Exploited 



0.06 

0.05 

304.09 

0.06 

0.01 

0.07 

0.03 

0.44 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.102 

0.005 

0.097 

0.282 

292.22 

Over Exploited 


0830000503848800 

0.07 

0.00 

53,777.58 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

6,880.54 

Over Exploited 



0.09 

0.20 

456.00 

0.25 

0.00 

0.25 

0.05 

0.65 

- 

0.0300 

- 

- 

0.007 

0.037 

0.037 

0.287 

0.014 

0.273 

0.307 

112.53 

Over Exploited 



0.07 

0.00 

19,368.59 

0.00 

0.01 

0.01 

0.00 

0.05 

- 

- 

0.0074 

- 

- 

0.007 

0.007 

0.018 

0.001 

0.017 

0.030 

178.03 

Over Exploited 



0.09 

0.00 

3,971.28 

0.00 

0.01 

0.02 

0.01 

0.08 

- 

- 

0.0106 

- 

- 

0.011 

0.011 

0.027 

0.001 

0.026 

0.034 

133.88 

Over Exploited 

Jeerod 

0831000403882900 

0.06 

0.23 

22.74 

0.27 

0.01 

0.29 

0.06 

0.78 

- 

0.0300 

- 

- 

0.004 

0.034 

0.034 

0.320 

0.016 

0.304 

0.762 

250.47 

Over Exploited 

Jhagar 

0832000103988600 

0.11 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

2.29 

Safe 

Jharota 

0831000403890100 

0.06 

0.15 

247.66 

0.18 

0.02 

0.20 

0.03 

0.47 

- 

0.0300 

- 

- 

0.011 

0.041 

0.041 

0.238 

0.012 

0.226 

0.180 

79.69 

Semi Critical 



0.06 

0.08 

(171.21) 

0.07 

0.37 

0.44 

0.02 

0.35 

- 

0.0200 

0.2962 

- 

0.011 

0.327 

0.327 

0.766 

0.038 

0.728 

0.127 

17.40 

Safe 

Jithani 

0830000503849400 

0.09 

0.24 

406.43 

0.28 

0.00 

0.28 

0.05 

0.63 

- 

0.0400 

- 

- 

0.003 

0.043 

0.043 

0.328 

0.016 

0.312 

0.360 

115.37 

Over Exploited 



0.09 

0.01 

1,609.24 

0.02 

0.03 

0.05 

0.01 

0.16 

- 

0.0100 

0.0262 

- 

- 

0.036 

0.036 

0.086 

0.004 

0.081 

0.094 

115.56 

Over Exploited 

Kachara 

0831000403885100 

0.06 

0.23 

144.23 

0.27 

0.03 

0.31 

0.06 

0.87 

- 

0.0800 

- 

- 

0.004 

0.084 

0.084 

0.389 

0.019 

0.370 

0.703 

190.17 

Over Exploited 

Kachari 

0831000403885200 

0.06 

0.29 

131.35 

0.35 

0.01 

0.36 

0.06 

0.87 

- 

0.0400 

- 

- 

0.003 

0.043 

0.043 

0.405 

0.020 

0.384 

0.374 

97.31 

Critical 

Kanotiya 

0831000403890600 

0.06 

0.54 

100.57 

0.65 

0.01 

0.66 

0.06 

0.82 

- 

0.0600 

- 

- 

0.005 

0.065 

0.065 

0.728 

0.036 

0.691 

0.373 

53.97 

Safe 

Kanwariya 

0831000403891300 

0.06 

0.01 

433.92 

0.02 

0.00 

0.02 

0.02 

0.26 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.035 

0.002 

0.034 

0.081 

241.02 

Over Exploited 



0.06 

0.04 

(75.43) 

0.04 

0.11 

0.14 

0.03 

0.47 

- 

0.0200 

0.0980 

- 

0.006 

0.124 

0.124 

0.268 

0.013 

0.254 

0.154 

60.60 

Safe 

Kanwarpura 

0831000403893600 

0.06 

0.13 

2.67 

0.13 

0.01 

0.14 

0.04 

0.63 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.171 

0.009 

0.162 

0.151 

93.24 

Critical 

Karadya Gulji 

0831000403890000 

0.06 

0.00 

1,572.44 

0.00 

- 

0.00 

0.01 

0.18 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.013 

0.069 

543.90 

Over Exploited 



0.06 

0.04 

74.18 

0.04 

0.07 

0.11 

0.05 

0.66 

- 

0.0300 

0.0472 

- 

- 

0.077 

0.077 

0.189 

0.009 

0.179 

0.248 

138.14 

Over Exploited 

Karariya Hara 

0831000403886500 

0.06 

0.26 

198.72 

0.31 

0.01 

0.32 

0.06 

0.78 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.375 

0.019 

0.356 

0.259 

72.84 

Semi Critical 



0.06 

0.00 

1,882.50 

0.00 

0.02 

0.02 

0.00 

0.04 

- 

- 

0.0179 

- 

0.001 

0.019 

0.019 

0.037 

0.002 

0.035 

0.015 

42.08 

Safe 

Karjoona 

0831000403891200 

0.06 

0.02 

553.96 

0.02 

0.01 

0.03 

0.02 

0.26 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.061 

0.003 

0.058 

0.251 

433.76 

Over Exploited 



0.06 

0.06 

1.10 

0.07 

0.15 

0.22 

0.03 

0.50 

- 

0.0500 

0.1360 

- 

- 

0.186 

0.186 

0.402 

0.020 

0.382 

0.488 

127.63 

Over Exploited 

Kasampura 

0831000403892800 

0.06 

0.28 

143.75 

0.34 

0.02 

0.36 

0.05 

0.81 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

0.480 

0.024 

0.456 

0.652 

142.85 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Katawar 

0831000403890300 

7.862 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.224 

0.94 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.07 

0.003 

0.12 

0.09 






Parwan Pickup Weir 

Command 

Bhander Sandstone 

6.639 

0.94 

0.025 

0.10 

0.01 

0.00 

0.38 

0.00 

-0.13 

-0.16 

0.36 

0.017 

0.64 

0.51 


Kawai 

0831000403893500 

13.172 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

7.257 

-0.20 

0.025 

0.29 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.69 

0.366 

0.45 

0.33 


Kerwaliya 

0831000403892400 

5.930 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.930 

3.28 

0.025 

0.20 

0.03 

0.00 

0.00 

0.00 

0.66 

0.83 

0.76 

0.015 

0.72 

0.57 


Khanpurya 

0831000403887000 

3.410 

Fresh 

Parwan Pickup Weir 

Command 

Bhander Sandstone 

3.410 

1.91 

0.025 

0.08 

0.01 

0.00 

0.19 

0.00 

0.04 

0.05 

0.32 

0.009 

0.78 

0.61 


Kharkhada Ramlothan 

0831000403889600 

5.657 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.657 

4.91 

0.025 

0.29 

0.01 

0.00 

0.00 

0.00 

0.97 

1.27 

1.16 

0.014 

0.80 

0.61 


Kharkhara Asan 

0831000403883100 

2.784 

Fresh 

Non-command 

Non-command 

Limestone 

2.784 

1.02 

0.025 

0.26 

0.01 

0.00 

0.00 

0.00 

0.32 

0.42 

1.01 

0.007 

0.76 

0.57 


Kherali 

0831000303876600 

9.084 

Fresh 

Parwan Lift 

Command 

Older Alluvium 

0.309 

-0.12 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.001 

0.03 

0.02 







Command 

Limestone 

1.494 

-0.12 

0.120 

0.18 

0.01 

0.00 

0.02 

0.00 

0.00 

0.00 

0.72 

0.004 

0.13 

0.11 


Kherli Bansla 

0831000403888300 

6.962 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.891 

4.50 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.47 

0.61 

0.11 

0.010 

0.45 

0.34 


Kherli Dabka 

0831000403885500 

5.043 

Fresh 

Non-command 

Non-command 

Limestone 

0.163 

3.44 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.000 

0.03 

0.02 







Non-command 

Bhander Sandstone 

4.880 

3.44 

0.025 

0.07 

0.01 

0.00 

0.00 

0.00 

0.48 

0.63 

0.26 

0.012 

0.77 

0.59 


Kherli Gaddiyan 

0831000403893400 

12.999 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.031 

0.19 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.07 

0.008 

0.19 

0.14 


Kherli Majar 

0831000403883600 

1.912 

Fresh 

Non-command 

Non-command 

Limestone 

1.912 

1.90 

0.025 

0.12 

0.01 

0.00 

0.00 

0.00 

0.20 

0.26 

0.46 

0.005 

0.79 

0.60 


Kherli Naharya 

0831000403887400 

2.741 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.741 

5.74 

0.025 

0.18 

0.01 

0.00 

0.00 

0.00 

0.56 

0.74 

0.70 

0.007 

0.81 

0.61 


Kherli Rawan 

0831000403885700 

4.109 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.509 

3.39 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.05 

0.001 

0.10 

0.07 






Parwan Pickup Weir 

Command 

Bhander Sandstone 

3.600 

3.39 

0.025 

0.09 

0.01 

0.00 

0.20 

0.00 

0.18 

0.24 

0.33 

0.009 

0.68 

0.52 


Khuri 

0831000403882700 

12.390 

Fresh 

Non-command 

Non-command 

Limestone 

8.526 

1.20 

0.025 

0.39 

0.02 

0.00 

0.00 

0.01 

0.61 

0.80 

1.53 

0.021 

0.54 

0.41 


Kishanpura 

0831000403886100 

2.561 

Fresh 

Non-command 

Non-command 

Limestone 

0.114 

3.85 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.03 

0.000 

0.03 

0.03 







Non-command 

Bhander Sandstone 

0.729 

3.85 

0.025 

0.04 

0.00 

0.00 

0.00 

0.00 

0.11 

0.14 

0.14 

0.002 

0.22 

0.17 






Parwan Pickup Weir 

Command 

Limestone 

0.281 

3.85 

0.025 

0.02 

0.00 

0.00 

0.01 

0.00 

0.04 

0.05 

0.06 

0.001 

0.08 

0.06 







Command 

Bhander Sandstone 

1.437 

3.85 

0.025 

0.07 

0.00 

0.00 

0.04 

0.00 

0.17 

0.22 

0.28 

0.004 

0.43 

0.33 


Kishanpura Masaldaran 

0831000403891600 

2.314 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.295 

2.11 

0.025 

0.07 

0.01 

0.00 

0.00 

0.00 

0.13 

0.16 

0.29 

0.003 

0.38 

0.31 






Parwan Pickup Weir 

Command 

Bhander Sandstone 

1.020 

2.11 

0.025 

0.06 

0.01 

0.00 

0.06 

0.00 

0.05 

0.06 

0.22 

0.003 

0.30 

0.24 


Kotla 

0832000103976000 

7.086 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.647 

3.45 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.00 

0.002 

0.07 

0.06 


Kotra 

0830000503843000 

4.191 

Fresh 

Non-command 

Non-command 

Limestone 

2.561 

4.21 

0.050 

0.05 

0.00 

0.00 

0.00 

0.00 

0.59 

0.83 

0.20 

0.007 

0.46 

0.32 







Non-command 

Bhander Sandstone 

0.241 

4.21 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.001 

0.04 

0.03 






Parwan Pickup Weir 

Command 

Limestone 

1.381 

4.21 

0.050 

0.03 

0.00 

0.00 

0.04 

0.00 

0.28 

0.40 

0.12 

0.004 

0.25 

0.17 


Kotri Tulsan 

0831000303877800 

9.247 

Fresh 

Non-command 

Non-command 

Limestone 

2.930 

0.76 

0.120 

0.23 

0.03 

0.00 

0.00 

0.00 

0.47 

0.61 

0.91 

0.008 

0.24 

0.18 







Non-command 

Bhander Sandstone 

4.448 

0.76 

0.030 

0.26 

0.04 

0.00 

0.00 

0.00 

0.32 

0.42 

1.03 

0.012 

0.36 

0.28 






Parwan Lift 

Command 

Limestone 

0.763 

0.76 

0.120 

0.06 

0.01 

0.00 

0.02 

0.00 

0.10 

0.13 

0.24 

0.002 

0.06 

0.05 







Command 

Bhander Sandstone 

1.107 

0.76 

0.030 

0.06 

0.01 

0.00 

0.02 

0.00 

0.05 

0.07 

0.25 

0.003 

0.09 

0.07 


Kundi 

0831000403893000 

11.262 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

11.262 

2.59 

0.025 

0.62 

0.09 

0.00 

0.00 

0.00 

1.26 

1.66 

2.43 

0.028 

0.79 

0.60 


Kunjer 

0831000403883400 

14.979 

Fresh 

Non-command 

Non-command 

Limestone 

14.979 

1.35 

0.025 

0.59 

0.03 

0.00 

0.00 

0.01 

1.06 

1.40 

2.33 

0.038 

0.77 

0.59 


Labaniya 

0830000503848900 

3.600 

Fresh 

Non-command 

Non-command 

Limestone 

0.384 

9.41 

0.050 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.28 

0.06 

0.001 

0.08 

0.05 







Non-command 

Bhander Sandstone 

1.331 

9.41 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.30 

0.44 

0.19 

0.004 

0.28 

0.19 






Parwan Pickup Weir 

Command 

Limestone 

0.067 

9.41 

0.050 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.01 

0.000 

0.01 

0.01 







Command 

Bhander Sandstone 

0.543 

9.41 

0.020 

0.02 

0.00 

0.00 

0.02 

0.00 

0.11 

0.15 

0.08 

0.001 

0.11 

0.08 


Latoora 

0830000503848700 

1.684 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.032 

10.28 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 


Latoori 

0830000503848600 

6.263 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.363 

9.41 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.12 

0.06 

0.001 

0.04 

0.03 


Laxmipura 

0831000403884700 

2.456 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.456 

2.69 

0.025 

0.12 

0.02 

0.00 

0.00 

0.00 

0.26 

0.35 

0.49 

0.006 

0.81 

0.61 


Lola Heri 

0830000503842800 

3.734 

Fresh 

Non-command 

Non-command 

Limestone 

0.532 

1.38 

0.050 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.07 

0.001 

0.11 

0.07 







Non-command 

Bhander Sandstone 

1.202 

1.38 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.05 

0.08 

0.13 

0.003 

0.24 

0.16 


Lolaheri 

0831000403889000 

3.606 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.606 

2.36 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.25 

0.33 

0.19 

0.009 

0.81 

0.61 


Manoharpur 

0831000403883000 

5.024 

Fresh 

Non-command 

Non-command 

Limestone 

5.024 

0.10 

0.025 

0.24 

0.01 

0.00 

0.00 

0.00 

0.24 

0.31 

0.95 

0.013 

0.76 

0.59 


Manyagan 

0831000403889800 

1.174 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.174 

4.48 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.21 

0.10 

0.003 

0.79 

0.61 


Maytha 

0831000403883500 

6.125 

Fresh 

Non-command 

Non-command 

Limestone 

5.152 

2.49 

0.025 

0.19 

0.01 

0.00 

0.00 

0.00 

0.50 

0.66 

0.75 

0.013 

0.66 

0.50 







Non-command 

Bhander Sandstone 

0.900 

2.49 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.11 

0.12 

0.002 

0.12 

0.09 






Parwan Pickup Weir 

Command 

Limestone 

0.073 

2.49 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Mehla 

0831000403891000 

2.223 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.822 

0.94 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.05 

0.002 

0.27 

0.22 






Parwan Pickup Weir 

Command 

Bhander Sandstone 

1.401 

0.94 

0.025 

0.02 

0.00 

0.00 

0.08 

0.00 

-0.03 

-0.03 

0.08 

0.004 

0.47 

0.38 


Merma Talab 

0831000403883900 

11.127 

Fresh 

Non-command 

Non-command 

Limestone 

4.790 

2.64 

0.025 

0.25 

0.01 

0.00 

0.00 

0.01 

0.55 

0.73 

0.97 

0.012 

0.35 

0.26 







Non-command 

Bhander Sandstone 

5.271 

2.64 

0.025 

0.24 

0.01 

0.00 

0.00 

0.01 

0.57 

0.76 

0.95 

0.013 

0.38 

0.29 


Mermachah 

0831000403884200 

6.326 

Fresh 

Non-command 

Non-command 

Limestone 

0.010 

2.69 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Bhander Sandstone 

0.136 

2.69 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.000 

0.02 

0.01 


Moikalan 

0830000503849600 

24.694 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.538 

4.16 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.18 

0.05 

0.004 

0.05 

0.04 


Moondla 

0831000403887600 

8.777 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

8.777 

3.78 

0.025 

0.16 

0.02 

0.00 

0.00 

0.00 

0.97 

1.28 

0.61 

0.022 

0.81 

0.61 


Moosai Gujran 

0831000403894000 

4.463 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.891 

2.16 

0.025 

0.22 

0.05 

0.00 

0.00 

0.00 

0.38 

0.51 

0.85 

0.010 

0.69 

0.52 






Lashi 

Command 

Bhander Sandstone 

0.573 

2.16 

0.025 

0.03 

0.01 

0.00 

0.00 

0.00 

0.05 

0.07 

0.12 

0.001 

0.10 

0.08 


Mothpur 

0831000403892300 

16.555 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

16.555 

3.58 

0.025 

0.68 

0.10 

0.00 

0.00 

0.00 

2.06 

2.65 

2.67 

0.042 

0.74 

0.58 


Motipura 

0831000403892700 

5.673 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.131 

2.34 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.22 

0.29 

0.20 

0.008 

0.40 

0.31 


Motuka 

0831000403887100 

2.959 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.068 

3.50 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.21 

0.28 

0.11 

0.005 

0.55 

0.42 






Parwan Pickup Weir 

Command 

Bhander Sandstone 

0.891 

3.50 

0.025 

0.01 

0.00 

0.00 

0.05 

0.00 

0.04 

0.05 

0.05 

0.002 

0.24 

0.18 


Musen Mata 

0831000403887700 

5.675 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.675 

4.80 

0.025 

0.16 

0.02 

0.00 

0.00 

0.00 

0.82 

1.08 

0.62 

0.014 

0.81 

0.61 


Nanawata 

0831000403892100 

5.378 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.378 

2.85 

0.025 

0.33 

0.05 

0.00 

0.00 

0.00 

0.66 

0.84 

1.30 

0.014 

0.74 

0.59 


Narayanpura 

0831000403890500 

1.572 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.727 

1.46 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.08 

0.002 

0.35 

0.29 






Parwan Pickup Weir 

Command 

Bhander Sandstone 

0.844 

1.46 

0.025 

0.03 

0.00 

0.00 

0.05 

0.00 

0.01 

0.01 

0.10 

0.002 

0.41 

0.33 



0831000803958300 

0.440 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.440 

2.00 

0.025 

0.11 

0.02 

0.00 

0.00 

0.00 

0.11 

0.15 

0.44 

0.001 

0.76 

0.58 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Katawar 

0831000403890300 

0.06 

0.01 

595.94 

0.01 

0.00 

0.01 

0.01 

0.13 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.021 

0.001 

0.020 

0.069 

344.61 

Over Exploited 



0.06 

0.26 

(163.89) 

0.20 

0.39 

0.59 

0.05 

0.69 

- 

0.0400 

0.3899 

- 

0.000 

0.430 

0.430 

1.020 

0.051 

0.969 

0.376 

38.76 

Safe 

Kawai 

0831000403893500 

0.06 

0.20 

- 

0.20 

0.04 

0.24 

0.03 

0.48 

- 

0.1300 

- 

- 

- 

0.130 

0.130 

0.365 

0.037 

0.329 

1.056 

321.44 

Over Exploited 

Kerwaliya 

0831000403892400 

0.06 

0.26 

224.38 

0.31 

0.03 

0.34 

0.05 

0.77 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.426 

0.021 

0.405 

0.777 

191.93 

Over Exploited 

Khanpurya 

0831000403887000 

0.06 

0.16 

(68.16) 

0.13 

0.20 

0.33 

0.06 

0.84 

- 

0.0400 

0.1603 

- 

- 

0.200 

0.200 

0.531 

0.027 

0.504 

0.333 

65.98 

Safe 

Kharkhada Ramlothan 

0831000403889600 

0.06 

0.27 

370.79 

0.32 

0.01 

0.34 

0.06 

0.86 

- 

0.1300 

- 

- 

0.006 

0.136 

0.136 

0.475 

0.024 

0.451 

1.172 

259.92 

Over Exploited 

Kharkhara Asan 

0831000403883100 

0.06 

0.13 

234.00 

0.15 

0.01 

0.16 

0.06 

0.82 

- 

0.0400 

- 

- 

0.004 

0.044 

0.044 

0.208 

0.010 

0.198 

1.020 

515.82 

Over Exploited 

Kherali 

0831000303876600 

0.22 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

0.0026 

- 

0.000 

0.003 

0.003 

0.008 

0.001 

0.007 

0.109 

1,575.21 

Over Exploited 



0.08 

0.01 

- 

0.01 

0.03 

0.04 

0.01 

0.14 

- 

0.0300 

0.0125 

- 

- 

0.043 

0.043 

0.083 

0.008 

0.074 

0.724 

975.05 

Over Exploited 

Kherli Bansla 

0831000403888300 

0.06 

0.11 

479.62 

0.13 

0.00 

0.13 

0.03 

0.49 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.144 

0.007 

0.137 

0.120 

87.62 

Semi Critical 

Kherli Dabka 

0831000403885500 

0.06 

0.00 

7,234.54 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

3,640.14 

Over Exploited 



0.06 

0.23 

179.58 

0.27 

0.01 

0.28 

0.06 

0.83 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.310 

0.016 

0.295 

0.275 

93.37 

Critical 

Kherli Gaddiyan 

0831000403893400 

0.06 

0.03 

35.39 

0.04 

- 

0.04 

0.01 

0.20 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.051 

0.003 

0.049 

0.081 

165.46 

Over Exploited 

Kherli Majar 

0831000403883600 

0.06 

0.09 

190.57 

0.11 

0.01 

0.12 

0.06 

0.85 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.139 

0.007 

0.132 

0.466 

353.22 

Over Exploited 

Kherli Naharya 

0831000403887400 

0.06 

0.13 

458.93 

0.16 

0.01 

0.17 

0.06 

0.87 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.250 

0.012 

0.237 

0.703 

296.53 

Over Exploited 

Kherli Rawan 

0831000403885700 

0.06 

0.00 

2,231.65 

0.00 

0.00 

0.00 

0.01 

0.10 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.015 

0.001 

0.014 

0.053 

381.80 

Over Exploited 



0.06 

0.15 

60.34 

0.18 

0.21 

0.39 

0.05 

0.73 

- 

0.0400 

0.1269 

- 

0.001 

0.168 

0.168 

0.558 

0.028 

0.530 

0.341 

64.29 

Safe 

Khuri 

0831000403882700 

0.06 

0.28 

189.23 

0.33 

0.03 

0.36 

0.04 

0.58 

- 

0.0600 

- 

- 

0.018 

0.078 

0.078 

0.443 

0.022 

0.420 

1.551 

369.06 

Over Exploited 

Kishanpura 

0831000403886100 

0.06 

0.00 

11,620.54 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.031 

11,697.04 

Over Exploited 



0.06 

0.01 

1,402.77 

0.01 

- 

0.01 

0.02 

0.24 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.032 

0.002 

0.030 

0.146 

486.75 

Over Exploited 



0.06 

0.00 

3,497.56 

0.00 

0.01 

0.01 

0.01 

0.09 

- 

0.0100 

0.0066 

- 

- 

0.017 

0.017 

0.026 

0.001 

0.025 

0.063 

251.41 

Over Exploited 



0.06 

0.04 

489.21 

0.04 

0.04 

0.09 

0.03 

0.47 

- 

0.0300 

0.0338 

- 

- 

0.064 

0.064 

0.149 

0.007 

0.142 

0.284 

200.06 

Over Exploited 

Kishanpura Masaldaran 

0831000403891600 

0.06 

0.03 

432.85 

0.04 

0.01 

0.05 

0.03 

0.40 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.075 

0.004 

0.071 

0.290 

407.16 

Over Exploited 



0.06 

0.02 

207.99 

0.02 

0.07 

0.09 

0.02 

0.32 

- 

0.0200 

0.0479 

- 

- 

0.068 

0.068 

0.157 

0.008 

0.149 

0.224 

149.59 

Over Exploited 

Kotla 

0832000103976000 

0.11 

0.00 

928.26 

0.01 

- 

0.01 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.002 

28.89 

Safe 

Kotra 

0830000503843000 

0.07 

0.08 

915.47 

0.10 

0.00 

0.10 

0.04 

0.49 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.110 

0.005 

0.104 

0.208 

199.51 

Over Exploited 



0.09 

0.00 

2,975.04 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.020 

1,851.77 

Over Exploited 



0.07 

0.02 

1,563.09 

0.03 

0.04 

0.07 

0.02 

0.27 

- 

- 

0.0325 

- 

0.002 

0.034 

0.034 

0.103 

0.005 

0.098 

0.119 

121.04 

Over Exploited 

Kotri Tulsan 

0831000303877800 

0.08 

0.06 

988.20 

0.07 

0.03 

0.10 

0.02 

0.26 

- 

0.1000 

- 

- 

0.001 

0.101 

0.101 

0.199 

0.010 

0.189 

0.920 

487.57 

Over Exploited 



0.08 

0.13 

225.32 

0.15 

0.04 

0.19 

0.03 

0.39 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

0.314 

0.016 

0.299 

1.038 

347.57 

Over Exploited 



0.08 

0.00 

3,466.01 

0.00 

0.03 

0.03 

0.01 

0.07 

- 

0.0300 

0.0159 

- 

0.001 

0.047 

0.047 

0.077 

0.004 

0.074 

0.242 

329.14 

Over Exploited 



0.08 

0.01 

764.85 

0.01 

0.03 

0.04 

0.01 

0.10 

- 

0.0300 

0.0231 

- 

- 

0.053 

0.053 

0.095 

0.005 

0.090 

0.255 

282.77 

Over Exploited 

Kundi 

0831000403893000 

0.06 

0.53 

211.81 

0.64 

0.09 

0.73 

0.06 

0.85 

- 

0.4500 

- 

- 

- 

0.450 

0.450 

1.179 

0.059 

1.120 

2.453 

219.02 

Over Exploited 

Kunjer 

0831000403883400 

0.06 

0.69 

101.32 

0.83 

0.04 

0.87 

0.06 

0.83 

- 

0.0900 

- 

- 

0.009 

0.099 

0.099 

0.968 

0.048 

0.919 

2.366 

257.32 

Over Exploited 

Labaniya 

0830000503848900 

0.07 

0.00 

12,832.21 

0.00 

- 

0.00 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.058 

486.24 

Over Exploited 



0.09 

0.03 

1,218.73 

0.04 

- 

0.04 

0.02 

0.30 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.060 

0.003 

0.057 

0.198 

348.92 

Over Exploited 



0.07 

0.00 

65,799.36 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

0.0016 

- 

- 

0.002 

0.002 

0.004 

0.000 

0.003 

0.011 

328.96 

Over Exploited 



0.09 

0.01 

2,714.93 

0.01 

0.02 

0.02 

0.01 

0.12 

- 

0.0100 

0.0128 

- 

- 

0.023 

0.023 

0.045 

0.002 

0.043 

0.081 

191.55 

Over Exploited 

Latoora 

0830000503848700 

0.09 

0.00 

25,357.80 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

15,662.06 

Over Exploited 

Latoori 

0830000503848600 

0.09 

0.00 

8,612.56 

0.00 

- 

0.00 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.059 

531.69 

Over Exploited 

Laxmipura 

0831000403884700 

0.06 

0.12 

190.90 

0.14 

0.02 

0.17 

0.06 

0.87 

- 

0.0500 

- 

- 

0.003 

0.053 

0.053 

0.218 

0.011 

0.207 

0.494 

238.38 

Over Exploited 

Lola Heri 

0830000503842800 

0.07 

0.00 

2,053.29 

0.00 

- 

0.00 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.014 

0.066 

475.54 

Over Exploited 



0.09 

0.03 

207.29 

0.03 

0.01 

0.04 

0.02 

0.26 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.061 

0.003 

0.058 

0.137 

237.13 

Over Exploited 

Lolaheri 

0831000403889000 

0.06 

0.17 

91.43 

0.21 

0.01 

0.22 

0.06 

0.87 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.261 

0.013 

0.248 

0.201 

81.04 

Semi Critical 

Manoharpur 

0831000403883000 

0.06 

0.23 

34.50 

0.28 

0.01 

0.29 

0.06 

0.83 

- 

0.0400 

- 

- 

0.007 

0.047 

0.047 

0.338 

0.017 

0.321 

0.963 

299.80 

Over Exploited 

Manyagan 

0831000403889800 

0.06 

0.06 

275.88 

0.07 

0.00 

0.07 

0.06 

0.85 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.079 

0.004 

0.075 

0.104 

139.27 

Over Exploited 

Maytha 

0831000403883500 

0.06 

0.20 

221.27 

0.25 

0.01 

0.26 

0.05 

0.71 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.285 

0.014 

0.271 

0.761 

280.82 

Over Exploited 



0.06 

0.01 

1,709.37 

0.01 

- 

0.01 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.124 

1,748.53 

Over Exploited 



0.06 

0.00 

8,038.05 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0017 

- 

- 

0.002 

0.002 

0.004 

0.000 

0.004 

0.010 

281.98 

Over Exploited 

Mehla 

0831000403891000 

0.06 

0.01 

166.27 

0.02 

- 

0.02 

0.02 

0.29 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.026 

0.001 

0.025 

0.051 

205.35 

Over Exploited 



0.06 

0.04 

(182.70) 

0.03 

0.08 

0.11 

0.03 

0.50 

- 

0.0100 

0.0823 

- 

- 

0.092 

0.092 

0.203 

0.010 

0.193 

0.088 

45.41 

Safe 

Merma Talab 

0831000403883900 

0.06 

0.10 

627.08 

0.12 

0.02 

0.14 

0.03 

0.37 

- 

0.1100 

- 

- 

0.008 

0.118 

0.118 

0.253 

0.013 

0.240 

0.977 

406.28 

Over Exploited 



0.06 

0.12 

524.18 

0.15 

0.02 

0.16 

0.03 

0.41 

- 

0.1100 

- 

- 

0.008 

0.118 

0.118 

0.278 

0.014 

0.265 

0.963 

364.16 

Over Exploited 

Mermachah 

0831000403884200 

0.06 

0.00 

117,302.28 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.000 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

4,054.74 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.012 

0.001 

0.011 

0.014 

129.16 

Over Exploited 

Moikalan 

0830000503849600 

0.09 

0.01 

2,733.59 

0.01 

0.00 

0.01 

0.00 

0.05 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.019 

0.001 

0.018 

0.052 

289.35 

Over Exploited 

Moondla 

0831000403887600 

0.06 

0.43 

198.44 

0.51 

0.02 

0.54 

0.06 

0.87 

- 

0.0700 

- 

- 

0.004 

0.074 

0.074 

0.609 

0.030 

0.578 

0.634 

109.66 

Over Exploited 

Moosai Gujran 

0831000403894000 

0.06 

0.16 

215.18 

0.19 

0.05 

0.24 

0.05 

0.74 

- 

0.1600 

- 

- 

- 

0.160 

0.160 

0.404 

0.020 

0.384 

0.864 

224.95 

Over Exploited 



0.06 

0.00 

1,850.96 

0.00 

0.01 

0.01 

0.01 

0.11 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.034 

0.002 

0.032 

0.125 

386.02 

Over Exploited 

Mothpur 

0831000403892300 

0.06 

0.74 

259.99 

0.88 

0.10 

0.98 

0.05 

0.80 

- 

0.3000 

- 

- 

- 

0.300 

0.300 

1.284 

0.064 

1.220 

2.714 

222.50 

Over Exploited 

Motipura 

0831000403892700 

0.06 

0.08 

281.77 

0.09 

0.01 

0.10 

0.03 

0.43 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.121 

0.006 

0.115 

0.208 

181.28 

Over Exploited 

Motuka 

0831000403887100 

0.06 

0.07 

300.56 

0.08 

- 

0.08 

0.04 

0.60 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.092 

0.005 

0.088 

0.119 

135.79 

Over Exploited 



0.06 

0.01 

284.42 

0.02 

0.05 

0.07 

0.02 

0.26 

- 

0.0100 

0.0419 

- 

- 

0.052 

0.052 

0.118 

0.006 

0.112 

0.056 

50.35 

Safe 

Musen Mata 

0831000403887700 

0.06 

0.28 

290.70 

0.33 

0.02 

0.35 

0.06 

0.87 

- 

0.0700 

- 

- 

0.006 

0.076 

0.076 

0.431 

0.022 

0.409 

0.631 

154.21 

Over Exploited 

Nanawata 

0831000403892100 

0.06 

0.24 

250.66 

0.29 

0.05 

0.34 

0.05 

0.80 

- 

0.1500 

- 

- 

- 

0.150 

0.150 

0.488 

0.024 

0.464 

1.312 

282.86 

Over Exploited 

Narayanpura 

0831000403890500 

0.06 

0.02 

253.96 

0.02 

0.00 

0.02 

0.03 

0.38 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.034 

0.002 

0.033 

0.084 

256.39 

Over Exploited 



0.06 

0.02 

(37.13) 

0.02 

0.05 

0.07 

0.03 

0.44 

- 

0.0100 

0.0496 

- 

0.004 

0.063 

0.063 

0.130 

0.006 

0.123 

0.100 

81.13 

Semi Critical 


0831000803958300 

0.08 

0.03 

446.73 

0.03 

0.02 

0.05 

0.06 

0.82 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.102 

0.005 

0.097 

0.443 

456.29 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Narsinghpura 

083100040388050C 

5.258 

Fresh 

Non-command 

Non-command 

Limestone 

0.127 

1.88 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.02 

0.02 



0831000403891700 

16.882 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

10.040 

2.37 

0.025 

0.04 

0.00 

0.00 

0.00 

0.00 

0.64 

0.77 

0.12 

0.025 

0.38 

0.31 






Parwan Pickup Weir 

Command 

Bhander Sandstone 

0.161 

2.37 

0.025 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 


Nayagaon 

0831000403892000 

5.012 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.012 

3.97 

0.025 

0.14 

0.02 

0.00 

0.00 

0.00 

0.62 

0.80 

0.55 

0.013 

0.77 

0.60 


Nayagaon Bajaran 

0832000103976300 

3.347 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.096 

4.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.02 

0.02 


Neemoda 

0831000403883800 

5.017 

Fresh 

Non-command 

Non-command 

Limestone 

5.017 

2.01 

0.025 

0.14 

0.01 

0.00 

0.00 

0.00 

0.38 

0.50 

0.56 

0.013 

0.80 

0.61 



0831000403888700 

11.098 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.890 

2.54 

0.025 

0.04 

0.01 

0.00 

0.00 

0.01 

0.33 

0.44 

0.16 

0.012 

0.36 

0.27 


Nohalya 

0831000403886700 

3.938 

Fresh 

Parwan Pickup Weir 

Command 

Bhander Sandstone 

3.938 

3.04 

0.025 

0.11 

0.03 

0.00 

0.33 

0.00 

0.04 

0.06 

0.43 

0.010 

0.77 

0.61 


Padliya 

0831000403893200 

4.890 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.890 

1.94 

0.025 

0.10 

0.02 

0.00 

0.00 

0.00 

0.32 

0.43 

0.38 

0.012 

0.80 

0.60 


Panduheli 

0831000403894100 

1.938 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.246 

2.01 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.10 

0.14 

0.20 

0.003 

0.51 

0.38 






Lashi 

Command 

Bhander Sandstone 

0.692 

2.01 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.12 

0.002 

0.29 

0.21 


Patna 

0831000403888000 

2.138 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.138 

3.99 

0.025 

0.20 

0.03 

0.00 

0.00 

0.00 

0.38 

0.51 

0.78 

0.005 

0.81 

0.61 


Phaliya 

0831000803958000 

9.912 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.151 

2.44 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Phattu Kheri 

0831000403888100 

3.283 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.283 

3.66 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.34 

0.45 

0.20 

0.008 

0.81 

0.61 


Potoo Kheri 

0832000103980000 

9.118 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.018 

4.32 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rajpura Jageer 

0831000803958200 

5.391 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.995 

2.25 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.07 

0.003 

0.14 

0.11 


Reechhanda 

0831000403886200 

5.523 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.322 

3.32 

0.025 

0.07 

0.01 

0.00 

0.00 

0.00 

0.25 

0.33 

0.27 

0.006 

0.33 

0.25 






Parwan Pickup Weir 

Command 

Bhander Sandstone 

3.201 

3.32 

0.025 

0.10 

0.01 

0.00 

0.18 

0.00 

0.17 

0.23 

0.37 

0.008 

0.46 

0.35 


Rughnathpura 

0831000403890700 

13.286 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

13.260 

3.25 

0.025 

0.12 

0.02 

0.00 

0.00 

0.00 

1.18 

1.36 

0.43 

0.033 

0.76 

0.66 


Sahrod 

0831000403880600 

10.320 

Fresh 

Non-command 

Non-command 

Limestone 

9.540 

0.87 

0.025 

0.35 

0.02 

0.00 

0.00 

0.02 

0.51 

0.65 

1.37 

0.024 

0.71 

0.56 


Sakatpur 

0831000403886800 

6.020 

Fresh 

Parwan Pickup Weir 

Command 

Bhander Sandstone 

6.020 

2.70 

0.025 

0.29 

0.04 

0.00 

0.34 

0.00 

0.31 

0.40 

1.12 

0.015 

0.78 

0.61 


Salpura 

0831000403893800 

3.838 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.579 

1.16 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.03 

0.001 

0.12 

0.09 






Lashi 

Command 

Bhander Sandstone 

0.585 

1.16 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.03 

0.001 

0.12 

0.09 


Sankhera 

0830000503849100 

1.850 

Fresh 

Non-command 

Non-command 

Limestone 

0.143 

8.37 

0.050 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.10 

0.03 

0.000 

0.06 

0.04 







Non-command 

Bhander Sandstone 

0.862 

8.37 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.17 

0.24 

0.13 

0.002 

0.35 

0.26 






Parwan Pickup Weir 

Command 

Bhander Sandstone 

0.846 

8.37 

0.020 

0.03 

0.00 

0.00 

0.02 

0.00 

0.15 

0.20 

0.13 

0.002 

0.34 

0.25 


Sarsodiya 

0831000403892500 

7.420 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

7.316 

2.84 

0.025 

0.15 

0.02 

0.00 

0.00 

0.00 

0.65 

0.81 

0.56 

0.018 

0.67 

0.53 


Seendhni 

0831000403888800 

3.123 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.123 

2.30 

0.025 

0.06 

0.01 

0.00 

0.00 

0.00 

0.23 

0.30 

0.23 

0.008 

0.81 

0.61 


Shankarpura 

0831000303877500 

2.967 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.397 

2.23 

0.030 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.11 

0.001 

0.10 

0.07 


Shergarh 

0831000403891500 

23.949 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

10.487 

1.86 

0.025 

0.04 

0.00 

0.00 

0.00 

0.00 

0.53 

0.62 

0.11 

0.026 

0.29 

0.24 






Parwan Pickup Weir 

Command 

Bhander Sandstone 

0.961 

1.86 

0.025 

0.00 

0.00 

0.00 

0.05 

0.00 

-0.01 

-0.01 

0.01 

0.002 

0.03 

0.02 


Sodalheri 

0831000403893300 

5.269 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.269 

1.89 

0.025 

0.12 

0.03 

0.00 

0.00 

0.00 

0.34 

0.45 

0.47 

0.013 

0.80 

0.60 


Soonda 

0830000503842600 

1.164 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.660 

1.33 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.06 

0.002 

0.42 

0.27 


Subhashpura 

0831000403887900 

1.251 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.251 

4.56 

0.025 

0.24 

0.04 

0.00 

0.00 

0.00 

0.34 

0.45 

0.96 

0.003 

0.81 

0.61 


Teegri 

0831000403889200 

3.677 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.677 

3.59 

0.025 

0.08 

0.01 

0.00 

0.00 

0.00 

0.40 

0.53 

0.32 

0.009 

0.81 

0.61 


Toomra 

0831000303877700 

2.522 

Fresh 

Parwan Lift 

Command 

Limestone 

2.378 

0.16 

0.120 

0.24 

0.04 

0.00 

0.05 

0.01 

0.19 

0.23 

0.94 

0.006 

0.71 

0.59 







Command 

Bhander Sandstone 

0.145 

0.16 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.000 

0.04 

0.04 


Tulsan 

0831000303877600 

7.879 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.109 

1.16 

0.030 

0.07 

0.00 

0.00 

0.00 

0.00 

0.11 

0.14 

0.27 

0.003 

0.11 

0.08 






Parwan Lift 

Command 

Limestone 

1.396 

1.16 

0.120 

0.11 

0.01 

0.00 

0.01 

0.00 

0.28 

0.36 

0.43 

0.004 

0.13 

0.10 







Command 

Bhander Sandstone 

3.213 

1.16 

0.030 

0.19 

0.01 

0.00 

0.03 

0.00 

0.26 

0.33 

0.76 

0.009 

0.31 

0.24 


Udpuriya 

0831000403883300 

4.335 

Fresh 

Non-command 

Non-command 

Limestone 

4.335 

1.90 

0.025 

0.25 

0.01 

0.00 

0.00 

0.00 

0.45 

0.60 

0.98 

0.011 

0.76 

0.57 


Ugrapura 

0831000403893100 

6.345 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.345 

2.30 

0.025 

0.09 

0.02 

0.00 

0.00 

0.00 

0.43 

0.58 

0.35 

0.016 

0.79 

0.59 


Umarda 

0830000503842500 

7.429 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.149 

3.22 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.000 

0.01 

0.01 


Ummedganj 

0831000403887800 

3.629 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.629 

4.83 

0.025 

0.08 

0.00 

0.00 

0.00 

0.00 

0.52 

0.68 

0.32 

0.009 

0.81 

0.61 


Ummedpura 

0831000803957500 

8.172 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.194 

2.18 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.05 

0.004 

0.09 

0.07 


Vyas Kheri 

0831000403889500 

1.461 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.461 

4.66 

0.025 

0.13 

0.01 

0.00 

0.00 

0.00 

0.29 

0.38 

0.50 

0.004 

0.79 

0.60 

08004042 

Balbatpura 

0832000404077400 

0.931 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.931 

2.72 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.08 

0.000 

0.81 

0.60 


Baldeopura 

0832000404076300 

3.771 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.771 

2.33 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.14 

0.19 

0.23 

0.002 

0.81 

0.60 


Banjari 

0832000404076500 

1.223 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.223 

1.37 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.81 

0.60 


Bargaon 

0832000404073600 

3.108 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.824 

2.92 

0.010 

0.14 

0.02 

0.00 

0.00 

0.08 

0.12 

0.16 

0.55 

0.001 

0.74 

0.54 


Bhojpur 

0832000404076700 

1.778 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.778 

1.29 

0.010 

0.12 

0.02 

0.00 

0.00 

0.00 

0.12 

0.17 

0.46 

0.001 

0.81 

0.60 


Birjipura 

0832000404074500 

3.560 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.134 

2.21 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.01 

0.001 

0.49 

0.36 


Borkhandi 

0832000404080300 

1.410 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.410 

0.82 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.13 

0.001 

0.81 

0.60 


Chandpura Kasba 

0832000404074000 

2.746 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.262 

2.90 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.000 

0.08 

0.06 


Chhittora 

0832000404078500 

2.819 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.819 

0.70 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.07 

0.10 

0.22 

0.001 

0.81 

0.60 


Chhorliya 

0832000404078400 

1.578 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.578 

0.78 

0.010 

0.07 

0.01 

0.00 

0.00 

0.00 

0.07 

0.10 

0.27 

0.001 

0.81 

0.60 


Chittauri 

0832000404080100 

6.347 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.347 

0.80 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.10 

0.08 

0.003 

0.81 

0.60 


Dangipura 

0832000404079800 

7.930 

Fresh 

Non-command 

Non-command 

Deccan Traps 

7.930 

1.82 

0.010 

0.11 

0.02 

0.00 

0.00 

0.00 

0.23 

0.32 

0.44 

0.004 

0.82 

0.60 


Dolatpura 

0832000404075600 

2.758 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.758 

1.47 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.07 

0.001 

0.82 

0.60 


Ganeshpura 

0832000404077800 

3.923 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.923 

2.55 

0.010 

0.08 

0.01 

0.00 

0.00 

0.00 

0.17 

0.23 

0.30 

0.002 

0.81 

0.60 


Ganeshpura Lodhan 

0832000404072400 

5.272 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.161 

3.07 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.000 

0.03 

0.02 


Ganeshpura Maliyan 

0832000404074100 

1.369 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.063 

2.56 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.00 

0.001 

0.63 

0.47 


Gangahoni 

0832000404073800 

4.977 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.972 

2.91 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.19 

0.26 

0.23 

0.003 

0.81 

0.60 


Ghora Khera 

0832000404077500 

1.625 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.625 

2.76 

0.010 

0.09 

0.02 

0.00 

0.00 

0.00 

0.11 

0.16 

0.36 

0.001 

0.81 

0.60 


Girdharpura 

0832000404075400 

2.211 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.211 

1.82 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.05 

0.001 

0.82 

0.60 


Gordhanpura 

0832000404077700 

1.162 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.162 

2.96 

0.010 

0.02 

0.00 

0.00 

0.00 

0.01 

0.05 

0.06 

0.07 

0.001 

0.81 

0.60 


Gorya Khera 

0832000404076200 

3.618 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.618 

2.13 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.12 

0.16 

0.20 

0.002 

0.81 

0.60 


Gurar Khera 

0832000404075100 

1.935 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.935 

2.27 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.08 

0.001 

0.82 

0.60 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Narsinghpura 

0831000403880500 

0.06 

0.00 

5,098.17 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.019 

12,068.26 

Over Exploited 


0831000403891700 

0.06 

0.23 

238.76 

0.27 

- 

0.27 

0.02 

0.40 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.283 

0.014 

0.269 

0.144 

53.65 

Safe 



0.06 

0.00 

929.58 

0.00 

0.01 

0.01 

0.00 

0.01 

- 

- 

0.0075 

- 

- 

0.008 

0.008 

0.017 

0.001 

0.016 

0.000 

2.56 

Safe 

Nayagaon 

0831000403892000 

0.06 

0.23 

244.91 

0.28 

0.02 

0.30 

0.06 

0.83 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.357 

0.018 

0.339 

0.561 

165.16 

Over Exploited 

Nayagaon Bajaran 

0832000103976300 

0.11 

0.00 

3,876.79 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

3,092.32 

Over Exploited 

Neemoda 

0831000403883800 

0.06 

0.24 

105.97 

0.29 

0.01 

0.30 

0.06 

0.86 

- 

0.0200 

- 

- 

0.007 

0.027 

0.027 

0.331 

0.017 

0.315 

0.575 

182.55 

Over Exploited 


0831000403888700 

0.06 

0.10 

319.52 

0.13 

0.02 

0.14 

0.03 

0.38 

- 

0.0200 

- 

- 

0.012 

0.032 

0.032 

0.175 

0.009 

0.167 

0.175 

105.18 

Over Exploited 

Nohalya 

0831000403886700 

0.06 

0.18 

(69.34) 

0.15 

0.37 

0.51 

0.06 

0.83 

- 

0.0800 

0.2776 

- 

0.002 

0.360 

0.360 

0.871 

0.044 

0.827 

0.436 

52.71 

Safe 

Padliya 

0831000403893200 

0.06 

0.24 

80.88 

0.28 

0.02 

0.30 

0.06 

0.86 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.373 

0.019 

0.354 

0.390 

110.24 

Over Exploited 

Panduheli 

0831000403894100 

0.06 

0.04 

258.37 

0.05 

0.01 

0.06 

0.04 

0.55 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.096 

0.005 

0.091 

0.201 

220.14 

Over Exploited 



0.06 

0.01 

633.55 

0.01 

- 

0.01 

0.02 

0.31 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.034 

0.002 

0.033 

0.118 

361.89 

Over Exploited 

Patna 

0831000403888000 

0.06 

0.10 

386.49 

0.12 

0.03 

0.16 

0.06 

0.87 

- 

0.0900 

- 

- 

0.001 

0.091 

0.091 

0.246 

0.012 

0.234 

0.785 

335.83 

Over Exploited 

Phaliya 

0831000803958000 

0.08 

0.00 

9,162.40 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Phattu Kheri 

0831000403888100 

0.06 

0.16 

179.76 

0.19 

0.01 

0.20 

0.06 

0.87 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.226 

0.011 

0.215 

0.211 

98.24 

Critical 

Potoo Kheri 

0832000103980000 

0.11 

0.00 

57,671.83 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rajpura Jageer 

0831000803958200 

0.08 

0.01 

798.47 

0.01 

- 

0.01 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.022 

0.075 

341.14 

Over Exploited 

Reechhanda 

0831000403886200 

0.06 

0.05 

612.20 

0.06 

0.01 

0.07 

0.03 

0.36 

- 

0.0300 

- 

- 

0.000 

0.031 

0.031 

0.096 

0.005 

0.091 

0.275 

300.98 

Over Exploited 



0.06 

0.09 

158.53 

0.11 

0.19 

0.30 

0.03 

0.49 

- 

0.0400 

0.1504 

- 

0.000 

0.191 

0.191 

0.487 

0.024 

0.463 

0.380 

82.09 

Semi Critical 

Rughnathpura 

0831000403890700 

0.06 

0.60 

125.48 

0.72 

0.02 

0.75 

0.06 

0.81 

- 

0.0800 

- 

- 

0.004 

0.084 

0.084 

0.829 

0.041 

0.788 

0.464 

58.97 

Safe 

Sahrod 

0831000403880600 

0.06 

0.40 

61.14 

0.48 

0.04 

0.53 

0.06 

0.76 

- 

0.0500 

- 

- 

0.036 

0.087 

0.087 

0.615 

0.031 

0.584 

1.391 

238.03 

Over Exploited 

Sakatpur 

0831000403886800 

0.06 

0.28 

43.25 

0.34 

0.38 

0.72 

0.06 

0.83 

- 

0.1300 

0.3536 

- 

0.002 

0.486 

0.486 

1.204 

0.060 

1.144 

1.137 

99.39 

Critical 

Salpura 

0831000403893800 

0.06 

0.00 

763.22 

0.01 

- 

0.01 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.027 

560.44 

Over Exploited 



0.06 

0.00 

751.05 

0.01 

- 

0.01 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.027 

549.86 

Over Exploited 

Sankhera 

0830000503849100 

0.07 

0.00 

16,297.54 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.029 

4,424.53 

Over Exploited 



0.09 

0.03 

775.47 

0.03 

- 

0.03 

0.03 

0.38 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.043 

0.002 

0.041 

0.131 

323.78 

Over Exploited 



0.09 

0.03 

669.84 

0.03 

0.02 

0.06 

0.03 

0.37 

- 

0.0100 

0.0199 

- 

- 

0.030 

0.030 

0.085 

0.004 

0.081 

0.131 

161.89 

Over Exploited 

Sarsodiya 

0831000403892500 

0.06 

0.29 

177.29 

0.35 

0.02 

0.37 

0.05 

0.71 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.431 

0.022 

0.410 

0.577 

141.00 

Over Exploited 

Seendhni 

0831000403888800 

0.06 

0.15 

99.29 

0.18 

0.01 

0.19 

0.06 

0.87 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.225 

0.011 

0.214 

0.238 

111.20 

Over Exploited 

Shankarpura 

0831000303877500 

0.08 

0.00 

2,287.93 

0.00 

0.00 

0.00 

0.01 

0.11 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.006 

0.000 

0.005 

0.109 

2,037.81 

Over Exploited 

Shergarh 

0831000403891500 

0.06 

0.18 

245.50 

0.22 

- 

0.22 

0.02 

0.30 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.225 

0.011 

0.214 

0.139 

65.09 

Safe 



0.06 

0.00 

(856.41) 

0.00 

0.05 

0.06 

0.00 

0.03 

- 

- 

0.0564 

- 

- 

0.056 

0.056 

0.112 

0.006 

0.106 

0.008 

7.92 

Safe 

Sodalheri 

0831000403893300 

0.06 

0.25 

77.30 

0.31 

0.03 

0.34 

0.06 

0.87 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.425 

0.021 

0.404 

0.486 

120.35 

Over Exploited 

Soonda 

0830000503842600 

0.09 

0.02 

129.78 

0.03 

- 

0.03 

0.03 

0.45 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.040 

0.002 

0.038 

0.060 

158.13 

Over Exploited 

Subhashpura 

0831000403887900 

0.06 

0.06 

640.80 

0.07 

0.04 

0.11 

0.06 

0.87 

- 

0.1100 

- 

- 

0.003 

0.113 

0.113 

0.228 

0.011 

0.217 

0.964 

444.42 

Over Exploited 

Teegri 

0831000403889200 

0.06 

0.18 

196.70 

0.21 

0.01 

0.22 

0.06 

0.87 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.264 

0.013 

0.251 

0.333 

132.99 

Over Exploited 

Toomra 

0831000303877700 

0.08 

0.14 

70.96 

0.16 

0.09 

0.26 

0.06 

0.78 

- 

0.1100 

0.0298 

- 

0.009 

0.149 

0.149 

0.406 

0.020 

0.386 

0.942 

244.25 

Over Exploited 



0.08 

0.00 

1,780.59 

0.00 

0.00 

0.00 

0.00 

0.05 

- 

- 

0.0018 

- 

- 

0.002 

0.002 

0.005 

0.000 

0.005 

0.036 

719.98 

Over Exploited 

Tulsan 

0831000303877600 

0.08 

0.01 

1,368.58 

0.01 

0.00 

0.01 

0.01 

0.11 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.024 

0.001 

0.023 

0.273 

1,192.64 

Over Exploited 



0.08 

0.01 

2,312.43 

0.02 

0.02 

0.04 

0.01 

0.14 

- 

0.0200 

0.0117 

- 

- 

0.032 

0.032 

0.074 

0.004 

0.070 

0.436 

623.07 

Over Exploited 



0.08 

0.08 

320.26 

0.09 

0.04 

0.14 

0.03 

0.33 

- 

0.0300 

0.0268 

- 

0.002 

0.059 

0.059 

0.197 

0.010 

0.187 

0.765 

409.45 

Over Exploited 

Udpuriya 

0831000403883300 

0.06 

0.20 

201.47 

0.24 

0.01 

0.25 

0.06 

0.82 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.287 

0.014 

0.273 

0.990 

362.73 

Over Exploited 

Ugrapura 

0831000403893100 

0.06 

0.30 

92.98 

0.36 

0.02 

0.38 

0.06 

0.85 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.450 

0.023 

0.428 

0.363 

84.89 

Semi Critical 

Umarda 

0830000503842500 

0.09 

0.00 

7,932.71 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

4,634.90 

Over Exploited 

Ummedganj 

0831000403887800 

0.06 

0.18 

289.84 

0.21 

- 

0.21 

0.06 

0.87 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.250 

0.013 

0.238 

0.327 

137.56 

Over Exploited 

Ummedpura 

0831000803957500 

0.08 

0.01 

972.88 

0.01 

- 

0.01 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.020 

0.001 

0.019 

0.050 

260.00 

Over Exploited 

Vyas Kheri 

0831000403889500 

0.06 

0.07 

445.74 

0.08 

0.01 

0.09 

0.06 

0.85 

- 

0.0600 

- 

- 

0.003 

0.063 

0.063 

0.158 

0.008 

0.150 

0.501 

334.47 

Over Exploited 

Balbatpura 

0832000404077400 

0.07 

0.05 

17.07 

0.06 

- 

0.06 

0.06 

0.87 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.082 

0.004 

0.078 

0.084 

108.58 

Over Exploited 

Baldeopura 

0832000404076300 

0.07 

0.21 

(12.78) 

0.19 

0.01 

0.20 

0.06 

0.87 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.227 

0.011 

0.216 

0.230 

106.50 

Over Exploited 

Banjari 

0832000404076500 

0.07 

0.07 

(67.13) 

0.06 

- 

0.06 

0.06 

0.87 

- 

- 

- 

- 

- 

- 

- 

0.056 

0.003 

0.053 

0.013 

23.87 

Safe 

Bargaon 

0832000404073600 

0.07 

0.15 

11.85 

0.16 

0.10 

0.27 

0.05 

0.79 

- 

0.0600 

- 

- 

0.123 

0.184 

0.184 

0.449 

0.022 

0.427 

0.547 

128.32 

Over Exploited 

Bhojpur 

0832000404076700 

0.07 

0.10 

64.58 

0.12 

0.02 

0.14 

0.06 

0.87 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.193 

0.010 

0.184 

0.463 

251.99 

Over Exploited 

Birjipura 

0832000404074500 

0.07 

0.07 

(13.34) 

0.06 

0.00 

0.06 

0.04 

0.53 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.065 

0.003 

0.062 

0.007 

11.53 

Safe 

Borkhandi 

0832000404080300 

0.07 

0.08 

(29.42) 

0.06 

- 

0.06 

0.06 

0.87 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.074 

0.004 

0.070 

0.133 

188.43 

Over Exploited 

Chandpura Kasba 

0832000404074000 

0.07 

0.00 

1,522.12 

0.00 

0.00 

0.00 

0.01 

0.08 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.013 

0.001 

0.013 

0.054 

430.55 

Over Exploited 

Chhittora 

0832000404078500 

0.07 

0.16 

(40.74) 

0.13 

0.01 

0.14 

0.06 

0.87 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.158 

0.008 

0.150 

0.223 

148.65 

Over Exploited 

Chhorliya 

0832000404078400 

0.07 

0.09 

9.84 

0.10 

0.01 

0.11 

0.06 

0.87 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.139 

0.007 

0.132 

0.271 

205.83 

Over Exploited 

Chittauri 

0832000404080100 

0.07 

0.36 

(73.37) 

0.29 

- 

0.29 

0.06 

0.87 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.299 

0.015 

0.284 

0.087 

30.74 

Safe 

Dangipura 

0832000404079800 

0.07 

0.45 

(29.63) 

0.36 

0.02 

0.38 

0.06 

0.88 

- 

0.0800 

- 

- 

0.001 

0.081 

0.081 

0.463 

0.023 

0.440 

0.442 

100.51 

Over Exploited 

Dolatpura 

0832000404075600 

0.07 

0.16 

(47.74) 

0.13 

- 

0.13 

0.06 

0.88 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.136 

0.007 

0.129 

0.073 

56.84 

Safe 

Ganeshpura 

0832000404077800 

0.07 

0.22 

3.85 

0.23 

0.01 

0.24 

0.06 

0.87 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.302 

0.015 

0.286 

0.301 

105.10 

Over Exploited 

Ganeshpura Lodhan 

0832000404072400 

0.07 

0.00 

1,674.42 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

2.62 

Safe 

Ganeshpura Maliyan 

0832000404074100 

0.07 

0.05 

(21.50) 

0.04 

- 

0.04 

0.05 

0.68 

- 

- 

- 

- 

- 

- 

- 

0.038 

0.002 

0.036 

0.001 

1.55 

Safe 

Gangahoni 

0832000404073800 

0.07 

0.28 

(6.40) 

0.26 

0.01 

0.27 

0.06 

0.87 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.305 

0.015 

0.289 

0.231 

79.66 

Semi Critical 

Ghora Khera 

0832000404077500 

0.07 

0.09 

69.32 

0.11 

0.02 

0.13 

0.06 

0.87 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.201 

0.010 

0.191 

0.361 

189.26 

Over Exploited 

Girdharpura 

0832000404075400 

0.07 

0.13 

(46.44) 

0.10 

0.00 

0.10 

0.06 

0.88 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.112 

0.006 

0.107 

0.049 

46.13 

Safe 

Gordhanpura 

0832000404077700 

0.07 

0.07 

(6.56) 

0.06 

0.01 

0.07 

0.06 

0.87 

- 

0.0100 

- 

- 

0.014 

0.024 

0.024 

0.094 

0.005 

0.090 

0.067 

74.40 

Semi Critical 

Gorya Khera 

0832000404076200 

0.07 

0.21 

(23.00) 

0.16 

0.01 

0.18 

0.06 

0.87 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.195 

0.010 

0.186 

0.206 

110.87 

Over Exploited 

Gurar Khera 

0832000404075100 

0.07 

0.11 

(21.70) 

0.09 

- 

0.09 

0.06 

0.88 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.109 

0.005 

0.103 

0.085 

82.33 

Semi Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Guwari 

083200040407950C 

3.781 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.781 

1.82 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.12 

0.16 

0.23 

0.002 

0.82 

0.60 


Hameerpura 

0832000404075800 

1.007 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.007 

1.26 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.07 

0.001 

0.81 

0.60 


Haripura 

0832000404076000 

3.492 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.492 

1.44 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.08 

0.002 

0.81 

0.60 


Jai Shree 

0832000404078900 

2.266 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.266 

1.38 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.04 

0.001 

0.81 

0.60 


Jheenkni 

0832000404073500 

10.939 

Fresh 

Non-command 

Non-command 

Deccan Traps 

7.695 

2.88 

0.010 

0.06 

0.01 

0.00 

0.00 

0.04 

0.23 

0.31 

0.25 

0.004 

0.57 

0.42 


Kachhotiya 

0832000404073900 

1.153 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.153 

3.18 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.06 

0.08 

0.14 

0.001 

0.81 

0.60 


Kalapatha 

0832000404076600 

2.331 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.331 

1.61 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.02 

0.001 

0.81 

0.60 


Kanwa 

0832000404078100 

5.075 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.075 

2.80 

0.010 

0.08 

0.02 

0.00 

0.00 

0.00 

0.20 

0.27 

0.30 

0.003 

0.81 

0.60 


Kanwariya Kheri 

0832000404074800 

4.491 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.727 

2.97 

0.010 

0.03 

0.00 

0.00 

0.00 

0.01 

0.08 

0.10 

0.13 

0.001 

0.31 

0.23 


Khankhara Goojran 

0832000404075500 

1.685 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.685 

1.51 

0.010 

0.07 

0.02 

0.00 

0.00 

0.00 

0.08 

0.10 

0.26 

0.001 

0.82 

0.60 


Khanpurya 

0832000404080500 

7.305 

Fresh 

Non-command 

Non-command 

Deccan Traps 

7.305 

0.88 

0.010 

0.08 

0.02 

0.00 

0.00 

0.00 

0.12 

0.17 

0.33 

0.004 

0.81 

0.60 


Khata Kheri 

0832000404076100 

1.028 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.028 

1.21 

0.010 

0.14 

0.04 

0.00 

0.00 

0.00 

0.11 

0.15 

0.58 

0.001 

0.81 

0.60 


Kherkheri Ghata 

0832000404075900 

2.254 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.254 

1.23 

0.010 

0.05 

0.01 

0.00 

0.00 

0.02 

0.05 

0.07 

0.20 

0.001 

0.81 

0.60 


Kherkheri Mata 

0832000404073700 

2.579 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.579 

2.99 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.13 

0.17 

0.23 

0.001 

0.81 

0.60 


Khoribor 

0832000404075200 

1.991 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.851 

2.28 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.10 

0.13 

0.001 

0.76 

0.56 


Koloo Kheri Maliyan 

0832000404077000 

2.130 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.130 

3.00 

0.010 

0.09 

0.01 

0.00 

0.00 

0.07 

0.07 

0.10 

0.36 

0.001 

0.81 

0.60 


Koriya Patan 

0832000404073200 

3.050 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.306 

2.79 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.08 

0.06 


KundiBeh 

0832000404077900 

3.996 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.996 

1.05 

0.010 

0.08 

0.01 

0.00 

0.00 

0.00 

0.11 

0.15 

0.31 

0.002 

0.81 

0.60 


Ladpura Balram 

0832000404077100 

3.791 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.791 

3.01 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.15 

0.20 

0.20 

0.002 

0.81 

0.60 


Laxmipura 

0832000404075000 

2.096 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.096 

2.52 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.11 

0.15 

0.001 

0.82 

0.60 



0832000404079700 

4.935 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.935 

1.84 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.15 

0.07 

0.003 

0.82 

0.60 


Madan Pura 

0832000404074400 

2.758 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.758 

1.44 

0.010 

0.12 

0.03 

0.00 

0.00 

0.00 

0.13 

0.18 

0.49 

0.001 

0.82 

0.60 


Madhopurya 

0832000404080400 

1.419 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.419 

0.87 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.08 

0.001 

0.81 

0.60 


Maharajpura 

0832000404078200 

8.480 

Fresh 

Non-command 

Non-command 

Deccan Traps 

8.480 

3.11 

0.010 

0.11 

0.03 

0.00 

0.00 

0.00 

0.34 

0.47 

0.42 

0.004 

0.81 

0.60 


Manohar Thana 

0832000443205000 

3.599 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.771 

2.80 

0.010 

0.23 

0.02 

0.00 

0.00 

0.00 

0.26 

0.35 

0.51 

0.297 

0.40 

0.29 


Manpura 

0832000404079300 

2.054 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.054 

1.60 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.07 

0.001 

0.82 

0.60 


Manpura Balram 

0832000404073400 

2.588 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.578 

2.93 

0.010 

0.08 

0.01 

0.00 

0.00 

0.08 

0.07 

0.09 

0.31 

0.001 

0.81 

0.59 


Mogya Beh 

0832000404079000 

2.396 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.396 

1.65 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.08 

0.11 

0.19 

0.001 

0.81 

0.60 


Mohanpura 

0832000404074900 

4.012 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.319 

2.68 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.07 

0.05 


Moti Pura 

0832000404079200 

0.706 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.706 

1.74 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.08 

0.000 

0.82 

0.60 


Narhera 

0832000404075300 

1.256 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.256 

1.98 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.07 

0.15 

0.001 

0.82 

0.60 


Nesh Charnan 

0832000404074700 

3.216 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.406 

2.74 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.04 

0.001 

0.36 

0.26 


Nesh Goojran 

0832000404078800 

1.536 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.536 

0.95 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.07 

0.001 

0.81 

0.60 


Paharpura 

0832000404074300 

5.888 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.205 

2.50 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.05 

0.001 

0.17 

0.12 


Patlapani 

0832000404079900 

1.477 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.477 

1.44 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.07 

0.001 

0.81 

0.60 


Peeplya Lodhan 

0832000404075700 

1.047 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.047 

1.23 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.03 

0.04 

0.11 

0.001 

0.81 

0.60 


Peethapura 

0832000404079400 

4.386 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.386 

1.81 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.15 

0.14 

0.002 

0.82 

0.60 


Pindola 

0832000404079600 

3.468 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.468 

1.84 

0.010 

0.10 

0.02 

0.00 

0.00 

0.00 

0.14 

0.20 

0.41 

0.002 

0.82 

0.60 


Rampurya 

0832000404077200 

2.469 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.469 

2.88 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.11 

0.15 

0.19 

0.001 

0.81 

0.60 


Rampurya Goojran 

0832000404078700 

1.559 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.559 

1.29 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.08 

0.001 

0.81 

0.60 


Ranwasya 

0832000404078000 

2.678 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.678 

2.29 

0.010 

0.06 

0.02 

0.00 

0.00 

0.00 

0.10 

0.14 

0.26 

0.001 

0.81 

0.60 


Ratanpurya 

0832000404077300 

3.102 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.102 

2.81 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.13 

0.04 

0.002 

0.81 

0.60 


Salya Khera 

0832000404077600 

1.378 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.378 

2.66 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.11 

0.001 

0.81 

0.60 


Semla Beh 

0832000404080000 

6.138 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.138 

1.48 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.15 

0.09 

0.003 

0.81 

0.60 


Semli Khurd 

0832000404078600 

2.384 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.384 

0.98 

0.010 

0.09 

0.01 

0.00 

0.00 

0.00 

0.10 

0.14 

0.38 

0.001 

0.81 

0.60 


Semlihat 

0832000404078300 

11.953 

Fresh 

Non-command 

Non-command 

Deccan Traps 

11.953 

1.48 

0.010 

0.13 

0.03 

0.00 

0.00 

0.00 

0.27 

0.37 

0.52 

0.006 

0.81 

0.59 


Tajpurya 

0832000404080200 

2.202 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.202 

0.73 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.06 

0.17 

0.001 

0.81 

0.60 


Talai Beh 

0832000404079100 

1.032 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.032 

1.47 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.05 

0.001 

0.81 

0.60 


Talawara 

0832000404076800 

2.892 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.892 

2.40 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.09 

0.12 

0.14 

0.002 

0.81 

0.60 


Todra 

0832000404076400 

2.812 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.812 

2.15 

0.010 

0.14 

0.02 

0.00 

0.00 

0.00 

0.18 

0.24 

0.54 

0.001 

0.81 

0.60 


Todri Jagannath 

0832000404076900 

4.022 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.022 

2.84 

0.010 

0.20 

0.03 

0.00 

0.00 

0.00 

0.28 

0.38 

0.79 

0.002 

0.81 

0.60 


Todri Meeran 

0832000404073300 

2.952 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.428 

2.91 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.11 

0.000 

0.12 

0.09 

08004043 

Achrawan 

0832000103985400 

1.081 

Fresh 

Bhim Sagar 

Command 

Bhander Sandstone 

1.081 

1.95 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.13 

0.003 

0.77 

0.66 


Akawad Khurd 

0832000103993100 

5.344 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.226 

4.81 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.16 

0.07 

0.003 

0.12 

0.11 


Akodiya 

0832000103977900 

3.706 

Fresh 

Harishchandra Sagar 

Command 

Bhander Sandstone 

0.119 

0.76 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.02 



0830000503850600 

2.569 

Fresh 

Harishchandra Sagar 

Command 

Bhander Sandstone 

2.080 

2.40 

0.020 

0.02 

0.00 

0.00 

0.04 

0.01 

0.07 

0.12 

0.08 

0.005 

0.59 

0.35 







Command 

Shale 

0.489 

2.40 

0.020 

0.01 

0.00 

0.00 

0.01 

0.00 

0.02 

0.04 

0.02 

0.001 

0.14 

0.08 


Alanpur 

0832000103977000 

1.555 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.505 

2.60 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.14 

0.08 

0.004 

0.72 

0.49 







Non-command 

Shale 

0.050 

2.60 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Aloda 

0832000103989900 

2.100 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.474 

2.17 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.07 

0.001 

0.17 

0.14 






Bhim Sagar 

Command 

Bhander Sandstone 

1.626 

2.17 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.12 

0.15 

0.23 

0.004 

0.59 

0.47 


Alodi 

0832000103989800 

0.835 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.012 

1.96 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Bhim Sagar 

Command 

Bhander Sandstone 

0.823 

1.96 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.05 

0.06 

0.13 

0.002 

0.76 

0.61 


Aloti 

0830000503841800 

0.883 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.295 

3.16 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.06 

0.02 

0.001 

0.24 

0.12 






Harishchandra Sagar 

Command 

Bhander Sandstone 

0.587 

3.16 

0.020 

0.01 

0.00 

0.00 

0.01 

0.00 

0.04 

0.08 

0.04 

0.002 

0.48 

0.24 


Amli 

0830000503836200 

4.293 

Fresh 

Harishchandra Sagar 

Command 

Limestone 

2.194 

6.89 

0.050 

0.15 

0.01 

0.00 

0.02 

0.00 

0.87 

1.58 

0.58 

0.006 

0.37 

0.20 


Amrit Kheri 

0830000503844600 

1.823 

Fresh 

Non-command 

Non-command 

Shale 

0.131 

2.69 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.05 

0.03 






Harishchandra Sagar 

Command 

Bhander Sandstone 

0.300 

2.69 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.03 

0.01 

0.001 

0.12 

0.06 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Guwari 

0832000404079500 

0.07 

0.22 

(25.81) 

0.17 

0.01 

0.18 

0.06 

0.88 

- 

0.0400 

- 

- 

0.002 

0.042 

0.042 

0.226 

0.011 

0.214 

0.230 

107.27 

Over Exploited 

Hameerpura 

0832000404075800 

0.07 

0.06 

(22.67) 

0.05 

0.00 

0.05 

0.06 

0.87 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.056 

0.003 

0.053 

0.073 

136.48 

Over Exploited 

Haripura 

0832000404076000 

0.07 

0.20 

(53.08) 

0.16 

0.00 

0.16 

0.06 

0.87 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.173 

0.009 

0.165 

0.080 

48.49 

Safe 

Jai Shree 

0832000404078900 

0.07 

0.13 

(56.54) 

0.10 

- 

0.10 

0.06 

0.87 

- 

- 

- 

- 

- 

- 

- 

0.103 

0.005 

0.098 

0.037 

37.90 

Safe 

Jheenkni 

0832000404073500 

0.07 

0.31 

1.58 

0.31 

0.05 

0.36 

0.04 

0.61 

- 

0.0500 

- 

- 

0.063 

0.113 

0.113 

0.478 

0.024 

0.454 

0.256 

56.43 

Safe 

Kachhotiya 

0832000404073900 

0.07 

0.07 

17.33 

0.08 

0.01 

0.09 

0.06 

0.87 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.107 

0.005 

0.102 

0.139 

136.22 

Over Exploited 

Kalapatha 

0832000404076600 

0.07 

0.13 

(61.50) 

0.11 

- 

0.11 

0.06 

0.87 

- 

- 

- 

- 

- 

- 

- 

0.106 

0.005 

0.101 

0.019 

19.05 

Safe 

Kanwa 

0832000404078100 

0.07 

0.29 

(5.02) 

0.27 

0.02 

0.29 

0.06 

0.87 

- 

0.0600 

- 

- 

0.002 

0.062 

0.062 

0.357 

0.018 

0.339 

0.303 

89.26 

Semi Critical 

Kanwariya Kheri 

0832000404074800 

0.07 

0.04 

170.74 

0.05 

0.01 

0.05 

0.02 

0.34 

- 

0.0200 

- 

- 

0.008 

0.028 

0.028 

0.079 

0.004 

0.075 

0.133 

176.62 

Over Exploited 

Khankhara Goojran 

0832000404075500 

0.07 

0.10 

6.75 

0.10 

0.02 

0.12 

0.06 

0.88 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.173 

0.009 

0.164 

0.265 

161.45 

Over Exploited 

Khanpurya 

0832000404080500 

0.07 

0.42 

(59.25) 

0.33 

0.02 

0.35 

0.06 

0.87 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.412 

0.021 

0.392 

0.334 

85.25 

Semi Critical 

Khata Kheri 

0832000404076100 

0.07 

0.06 

159.60 

0.07 

0.04 

0.11 

0.06 

0.87 

- 

0.1100 

- 

- 

0.001 

0.111 

0.111 

0.222 

0.011 

0.210 

0.577 

273.94 

Over Exploited 

Kherkheri Ghata 

0832000404075900 

0.07 

0.13 

(44.79) 

0.10 

0.03 

0.13 

0.06 

0.87 

- 

0.0400 

- 

- 

0.023 

0.063 

0.063 

0.192 

0.010 

0.182 

0.199 

109.34 

Over Exploited 

Kherkheri Mata 

0832000404073700 

0.07 

0.15 

17.10 

0.17 

0.01 

0.18 

0.06 

0.87 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.224 

0.011 

0.213 

0.229 

107.88 

Over Exploited 

Khoribor 

0832000404075200 

0.07 

0.10 

(0.28) 

0.10 

- 

0.10 

0.06 

0.82 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.118 

0.006 

0.112 

0.127 

113.07 

Over Exploited 

Koloo Kheri Maliyan 

0832000404077000 

0.07 

0.12 

(16.27) 

0.10 

0.08 

0.18 

0.06 

0.87 

- 

0.0700 

- 

- 

0.104 

0.174 

0.174 

0.355 

0.018 

0.337 

0.361 

107.15 

Over Exploited 

Koriya Patan 

0832000404073200 

0.07 

0.00 

543.94 

0.00 

0.00 

0.00 

0.01 

0.09 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

0.000 

0.003 

0.000 

6.13 

Safe 

KundiBeh 

0832000404077900 

0.07 

0.23 

(33.25) 

0.18 

0.01 

0.19 

0.06 

0.87 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.234 

0.012 

0.222 

0.314 

141.47 

Over Exploited 

Ladpura Balram 

0832000404077100 

0.07 

0.22 

(4.91) 

0.20 

0.01 

0.22 

0.06 

0.87 

- 

0.0400 

- 

- 

0.005 

0.045 

0.045 

0.263 

0.013 

0.250 

0.206 

82.31 

Semi Critical 

Laxmipura 

0832000404075000 

0.07 

0.12 

(6.57) 

0.11 

0.01 

0.12 

0.06 

0.88 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.153 

0.008 

0.145 

0.151 

104.21 

Over Exploited 


0832000404079700 

0.07 

0.28 

(47.94) 

0.23 

0.00 

0.23 

0.06 

0.88 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.242 

0.012 

0.230 

0.069 

29.77 

Safe 

Madan Pura 

0832000404074400 

0.07 

0.16 

11.84 

0.18 

0.03 

0.21 

0.06 

0.87 

- 

0.0900 

- 

- 

0.000 

0.090 

0.090 

0.297 

0.015 

0.282 

0.487 

173.03 

Over Exploited 

Madhopurya 

0832000404080400 

0.07 

0.08 

(45.36) 

0.06 

- 

0.06 

0.06 

0.87 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.075 

0.004 

0.071 

0.079 

111.14 

Over Exploited 

Maharajpura 

0832000404078200 

0.07 

0.48 

(3.01) 

0.47 

0.03 

0.50 

0.06 

0.87 

- 

0.0800 

- 

- 

0.002 

0.082 

0.082 

0.580 

0.029 

0.551 

0.424 

77.09 

Semi Critical 

Manohar Thana 

0832000443205000 

0.07 

0.05 

609.11 

0.06 

0.02 

0.08 

0.03 

0.43 

- 

0.0600 

- 

- 

0.000 

0.060 

0.060 

0.140 

0.007 

0.133 

0.808 

606.93 

Over Exploited 

Manpura 

0832000404079300 

0.07 

0.12 

(38.77) 

0.09 

- 

0.09 

0.06 

0.88 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.104 

0.005 

0.099 

0.067 

68.01 

Safe 

Manpura Balram 

0832000404073400 

0.07 

0.15 

(39.06) 

0.12 

0.09 

0.21 

0.06 

0.87 

- 

0.0600 

- 

- 

0.120 

0.180 

0.180 

0.387 

0.019 

0.368 

0.307 

83.55 

Semi Critical 

Mogya Beh 

0832000404079000 

0.07 

0.14 

(20.56) 

0.11 

0.01 

0.12 

0.06 

0.87 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.149 

0.007 

0.142 

0.187 

132.05 

Over Exploited 

Mohanpura 

0832000404074900 

0.07 

0.00 

673.42 

0.00 

0.00 

0.00 

0.00 

0.07 

- 

- 

- 

- 

0.000 

0.001 

0.001 

0.003 

0.000 

0.002 

0.006 

253.71 

Over Exploited 

Moti Pura 

0832000404079200 

0.07 

0.04 

9.26 

0.04 

- 

0.04 

0.06 

0.87 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.054 

0.003 

0.051 

0.078 

152.76 

Over Exploited 

Narhera 

0832000404075300 

0.07 

0.07 

4.03 

0.07 

0.01 

0.08 

0.06 

0.88 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.115 

0.006 

0.109 

0.151 

138.26 

Over Exploited 

Nesh Charnan 

0832000404074700 

0.07 

0.04 

87.65 

0.04 

- 

0.04 

0.03 

0.38 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.052 

0.003 

0.050 

0.037 

73.97 

Semi Critical 

Nesh Goojran 

0832000404078800 

0.07 

0.09 

(46.26) 

0.07 

- 

0.07 

0.06 

0.87 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.080 

0.004 

0.076 

0.073 

95.83 

Critical 

Paharpura 

0832000404074300 

0.07 

0.01 

252.29 

0.02 

0.00 

0.02 

0.01 

0.18 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.036 

0.002 

0.034 

0.055 

160.23 

Over Exploited 

Patlapani 

0832000404079900 

0.07 

0.08 

(33.08) 

0.07 

- 

0.07 

0.06 

0.87 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.077 

0.004 

0.073 

0.073 

99.08 

Critical 

Peeplya Lodhan 

0832000404075700 

0.07 

0.06 

(25.00) 

0.05 

0.01 

0.06 

0.06 

0.87 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.078 

0.004 

0.074 

0.115 

155.00 

Over Exploited 

Peethapura 

0832000404079400 

0.07 

0.25 

(41.10) 

0.20 

0.01 

0.21 

0.06 

0.88 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.242 

0.012 

0.230 

0.140 

60.91 

Safe 

Pindola 

0832000404079600 

0.07 

0.20 

(1.29) 

0.20 

0.02 

0.22 

0.06 

0.88 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.296 

0.015 

0.281 

0.416 

148.12 

Over Exploited 

Rampurya 

0832000404077200 

0.07 

0.14 

8.01 

0.15 

0.01 

0.16 

0.06 

0.87 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.202 

0.010 

0.191 

0.193 

100.97 

Over Exploited 

Rampurya Goojran 

0832000404078700 

0.07 

0.09 

(38.26) 

0.07 

- 

0.07 

0.06 

0.87 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.081 

0.004 

0.077 

0.079 

102.40 

Over Exploited 

Ranwasya 

0832000404078000 

0.07 

0.15 

(9.08) 

0.14 

0.02 

0.16 

0.06 

0.87 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.208 

0.010 

0.198 

0.259 

131.08 

Over Exploited 

Ratanpurya 

0832000404077300 

0.07 

0.18 

(25.03) 

0.14 

0.00 

0.14 

0.06 

0.87 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.151 

0.008 

0.144 

0.038 

26.17 

Safe 

Salya Khera 

0832000404077600 

0.07 

0.08 

16.04 

0.09 

- 

0.09 

0.06 

0.87 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.111 

0.006 

0.105 

0.115 

108.98 

Over Exploited 

Semla Beh 

0832000404080000 

0.07 

0.35 

(56.80) 

0.28 

- 

0.28 

0.06 

0.87 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.290 

0.014 

0.275 

0.093 

33.85 

Safe 

Semli Khurd 

0832000404078600 

0.07 

0.14 

3.88 

0.14 

0.01 

0.15 

0.06 

0.87 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.191 

0.010 

0.181 

0.379 

209.22 

Over Exploited 

Semlihat 

0832000404078300 

0.07 

0.68 

(44.93) 

0.54 

0.03 

0.58 

0.06 

0.87 

- 

0.1000 

- 

- 

0.004 

0.104 

0.104 

0.680 

0.034 

0.646 

0.528 

81.81 

Semi Critical 

Tajpurya 

0832000404080200 

0.07 

0.13 

(49.94) 

0.10 

0.01 

0.11 

0.06 

0.87 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.130 

0.007 

0.124 

0.169 

136.74 

Over Exploited 

Talai Beh 

0832000404079100 

0.07 

0.06 

(42.22) 

0.05 

0.00 

0.05 

0.06 

0.87 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.058 

0.003 

0.055 

0.055 

99.75 

Critical 

Talawara 

0832000404076800 

0.07 

0.16 

(28.77) 

0.13 

0.01 

0.14 

0.06 

0.87 

- 

0.0300 

- 

- 

0.005 

0.035 

0.035 

0.180 

0.009 

0.171 

0.140 

81.50 

Semi Critical 

Todra 

0832000404076400 

0.07 

0.16 

52.50 

0.19 

0.02 

0.21 

0.06 

0.87 

- 

0.1000 

- 

- 

0.002 

0.102 

0.102 

0.315 

0.016 

0.299 

0.541 

180.93 

Over Exploited 

Todri Jagannath 

0832000404076900 

0.07 

0.23 

68.19 

0.27 

0.03 

0.31 

0.06 

0.87 

- 

0.1500 

- 

- 

0.002 

0.152 

0.152 

0.458 

0.023 

0.436 

0.788 

180.96 

Over Exploited 

Todri Meeran 

0832000404073300 

0.07 

0.00 

1,504.02 

0.00 

0.00 

0.01 

0.01 

0.13 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.016 

0.001 

0.015 

0.108 

700.51 

Over Exploited 

Achrawan 

0832000103985400 

0.11 

0.09 

(8.31) 

0.08 

- 

0.08 

0.06 

0.83 

- 

0.0100 

0.0028 

0.0027 

- 

0.016 

0.016 

0.100 

0.005 

0.095 

0.130 

137.12 

Over Exploited 

Akawad Khurd 

0832000103993100 

0.11 

0.02 

870.75 

0.02 

- 

0.02 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.030 

0.001 

0.028 

0.070 

246.39 

Over Exploited 

Akodiya 

0832000103977900 

0.11 

0.00 

(422.08) 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

0.0026 

- 

- 

0.003 

0.003 

0.005 

0.000 

0.005 

0.007 

142.98 

Over Exploited 


0830000503850600 

0.09 

0.11 

6.23 

0.12 

0.05 

0.17 

0.05 

0.64 

- 

0.0100 

0.0276 

- 

0.009 

0.047 

0.047 

0.214 

0.011 

0.204 

0.082 

40.50 

Safe 



0.04 

0.00 

1,335.72 

0.00 

0.01 

0.01 

0.01 

0.15 

- 

- 

0.0065 

- 

- 

0.007 

0.007 

0.020 

0.001 

0.019 

0.023 

121.44 

Over Exploited 

Alanpur 

0832000103977000 

0.11 

0.12 

21.02 

0.14 

- 

0.14 

0.06 

0.78 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.152 

0.008 

0.145 

0.085 

58.55 

Safe 



0.10 

0.00 

1,498.28 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Aloda 

0832000103989900 

0.11 

0.01 

463.20 

0.01 

- 

0.01 

0.01 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.021 

0.001 

0.020 

0.068 

344.40 

Over Exploited 



0.11 

0.11 

42.09 

0.13 

0.01 

0.14 

0.04 

0.64 

- 

0.0400 

0.0042 

0.0040 

- 

0.048 

0.048 

0.186 

0.009 

0.177 

0.238 

134.90 

Over Exploited 

Alodi 

0832000103989800 

0.11 

0.00 

3,755.54 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.11 

0.07 

(5.95) 

0.06 

0.01 

0.07 

0.06 

0.81 

- 

0.0200 

0.0025 

0.0031 

- 

0.026 

0.026 

0.100 

0.005 

0.095 

0.131 

137.99 

Over Exploited 

Aloti 

0830000503841800 

0.09 

0.01 

805.62 

0.01 

- 

0.01 

0.02 

0.26 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.007 

0.020 

272.77 

Over Exploited 



0.09 

0.03 

226.18 

0.03 

0.01 

0.04 

0.04 

0.52 

- 

- 

0.0052 

- 

- 

0.005 

0.005 

0.042 

0.002 

0.040 

0.040 

99.92 

Critical 

Amli 

0830000503836200 

0.07 

0.06 

2,706.47 

0.07 

0.03 

0.10 

0.03 

0.40 

- 

0.0700 

0.0194 

- 

- 

0.089 

0.089 

0.190 

0.010 

0.181 

0.589 

325.54 

Over Exploited 

Amrit Kheri 

0830000503844600 

0.04 

0.00 

5,166.40 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.09 

0.00 

716.47 

0.00 

0.00 

0.01 

0.01 

0.13 

- 

- 

0.0027 

- 

- 

0.003 

0.003 

0.010 

0.000 

0.009 

0.011 

117.09 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 







Command 

Shale 

1.393 

2.69 

0.020 

0.01 

0.00 

0.00 

0.01 

0.00 

0.07 

0.14 

0.03 

0.004 

0.55 

0.27 


Amrit Kua 

0830000503851100 

2.980 

Fresh 

Harishchandra Sagar 

Command 

Bhander Sandstone 

0.701 

1.99 

0.020 

0.01 

0.00 

0.00 

0.01 

0.00 

0.02 

0.04 

0.06 

0.002 

0.17 

0.09 







Command 

Shale 

0.044 

1.99 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Anghora 

0832000103986300 

1.769 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.034 

2.45 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.01 






Bhim Sagar 

Command 

Limestone 

0.346 

2.45 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.06 

0.001 

0.16 

0.12 







Command 

Bhander Sandstone 

1.388 

2.45 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.12 

0.16 

0.25 

0.004 

0.64 

0.47 


Antarwara 

0832000103986600 

2.244 

Fresh 

Bhim Sagar 

Command 

Bhander Sandstone 

2.241 

2.12 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.14 

0.19 

0.23 

0.006 

0.80 

0.60 


Atraliya 

0830000503836400 

2.055 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.826 

3.76 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.16 

0.12 

0.002 

0.29 

0.16 






Harishchandra Sagar 

Command 

Bhander Sandstone 

1.075 

3.76 

0.020 

0.04 

0.01 

0.00 

0.02 

0.00 

0.09 

0.16 

0.15 

0.003 

0.38 

0.21 


Badan Kheri 

0832000103983800 

3.356 

Fresh 

Bhim Sagar 

Command 

Bhander Sandstone 

3.356 

1.83 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.18 

0.10 

0.009 

0.78 

0.65 


Badiya Gorhanpura 

0832000204016000 

5.456 

Fresh 

Non-command 

Non-command 

Limestone 

0.020 

4.01 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Bhander Sandstone 

1.201 

4.01 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.05 

0.000 

0.18 

0.13 


Badora 

0831000403890900 

43.916 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.864 

2.26 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.15 

0.08 

0.005 

0.03 

0.03 


Bagher 

0832000103985800 

16.017 

Fresh 

Non-command 

Non-command 

Limestone 

4.667 

7.31 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.39 

0.56 

0.24 

0.012 

0.24 

0.17 







Non-command 

Bhander Sandstone 

4.498 

7.31 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.71 

1.02 

0.22 

0.011 

0.23 

0.16 






Bhim Sagar 

Command 

Bhander Sandstone 

6.712 

7.31 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

1.06 

1.53 

0.33 

0.017 

0.35 

0.24 


Bagod 

0832000103982200 

1.360 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.027 

2.30 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.01 






Harishchandra Sagar 

Command 

Bhander Sandstone 

0.634 

2.30 

0.020 

0.04 

0.01 

0.00 

0.01 

0.00 

0.04 

0.05 

0.14 

0.002 

0.36 

0.30 






Bhim Sagar 

Command 

Bhander Sandstone 

0.699 

2.30 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.07 

0.15 

0.002 

0.40 

0.33 


Bahrawada 

0832000103980400 

4.976 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.841 

0.63 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.11 

0.012 

0.74 

0.65 


Baisar 

0832000103980200 

8.499 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

8.351 

4.20 

0.020 

0.30 

0.04 

0.00 

0.00 

0.00 

0.96 

1.09 

1.16 

0.021 

0.75 

0.67 



0830000503847900 

3.589 

Fresh 

Harishchandra Sagar 

Command 

Shale 

3.510 

2.44 

0.020 

0.04 

0.00 

0.00 

0.04 

0.00 

0.17 

0.35 

0.14 

0.009 

0.70 

0.35 


Bal Khoh 

0832000103992900 

0.350 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.106 

4.26 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.000 

0.16 

0.14 


Bamoolya Jageer 

0830000503850300 

5.883 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.317 

1.45 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.04 

0.03 






Harishchandra Sagar 

Command 

Bhander Sandstone 

2.782 

1.45 

0.020 

0.03 

0.00 

0.00 

0.06 

0.00 

0.05 

0.07 

0.11 

0.007 

0.35 

0.23 






Bhim Sagar 

Command 

Bhander Sandstone 

1.085 

1.45 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.04 

0.003 

0.14 

0.09 


Bangadsi 

0832000103977100 

2.425 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.058 

2.39 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.02 

0.003 

0.32 

0.22 






Harishchandra Sagar 

Command 

Bhander Sandstone 

1.261 

2.39 

0.020 

0.01 

0.00 

0.00 

0.03 

0.00 

0.04 

0.06 

0.02 

0.003 

0.39 

0.26 






Bhim Sagar 

Command 

Bhander Sandstone 

0.100 

2.39 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.000 

0.03 

0.02 


Bangadsya 

0830000503850200 

0.890 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.091 

2.68 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.000 

0.07 

0.05 







Non-command 

Shale 

0.062 

2.68 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.000 

0.05 

0.03 






Harishchandra Sagar 

Command 

Bhander Sandstone 

0.503 

2.68 

0.020 

0.01 

0.00 

0.00 

0.01 

0.00 

0.03 

0.04 

0.02 

0.001 

0.41 

0.25 







Command 

Shale 

0.234 

2.68 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.19 

0.12 


Bani 

0832000103981800 

1.588 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.401 

1.84 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.06 

0.001 

0.19 

0.17 






Bhim Sagar 

Command 

Bhander Sandstone 

1.187 

1.84 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.09 

0.15 

0.003 

0.57 

0.49 


Banniya 

0832000103986000 

14.757 

Fresh 

Non-command 

Non-command 

Limestone 

5.511 

4.35 

0.010 

0.07 

0.01 

0.00 

0.00 

0.00 

0.30 

0.42 

0.27 

0.014 

0.31 

0.22 







Non-command 

Bhander Sandstone 

3.798 

4.35 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.37 

0.52 

0.18 

0.010 

0.21 

0.15 






Bhim Sagar 

Command 

Limestone 

0.483 

4.35 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.001 

0.03 

0.02 







Command 

Bhander Sandstone 

4.690 

4.35 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.46 

0.64 

0.22 

0.012 

0.26 

0.19 


Bans Khera 

0832000103982800 

2.906 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.048 

2.36 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Harishchandra Sagar 

Command 

Bhander Sandstone 

0.713 

2.36 

0.020 

0.01 

0.00 

0.00 

0.02 

0.00 

0.03 

0.03 

0.02 

0.002 

0.19 

0.16 






Bhim Sagar 

Command 

Bhander Sandstone 

2.145 

2.36 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.14 

0.07 

0.005 

0.57 

0.48 


Bansghat 

0832000204000500 

2.516 

Fresh 

Non-command 

Non-command 

Limestone 

0.049 

6.59 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.01 


Baori Khera 

0832000204000100 

6.886 

Fresh 

Non-command 

Non-command 

Limestone 

0.817 

4.35 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.01 

0.000 

0.10 

0.06 







Non-command 

Bhander Sandstone 

0.041 

4.35 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 


Barbeli 

0832000103987800 

2.566 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.430 

1.92 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.13 

0.15 

0.19 

0.006 

0.72 

0.63 






Bhim Sagar 

Command 

Bhander Sandstone 

0.133 

1.92 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.04 

0.03 


Bard Guwaliya 

0832000103983400 

4.605 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.021 

3.14 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Harishchandra Sagar 

Command 

Bhander Sandstone 

4.483 

3.14 

0.020 

0.04 

0.01 

0.00 

0.14 

0.00 

0.17 

0.21 

0.15 

0.011 

0.77 

0.61 






Bhim Sagar 

Command 

Bhander Sandstone 

0.098 

3.14 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.01 


Bareri 

0832000103991300 

5.483 

Fresh 

Non-command 

Non-command 

Limestone 

1.696 

3.75 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.10 

0.04 

0.004 

0.25 

0.18 







Non-command 

Bhander Sandstone 

3.786 

3.75 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.30 

0.42 

0.08 

0.010 

0.56 

0.41 


Barkhera 

0832000103987700 

2.606 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.755 

2.02 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.12 

0.15 

0.004 

0.51 

0.43 






Bhim Sagar 

Command 

Bhander Sandstone 

0.851 

2.02 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.08 

0.002 

0.25 

0.21 


Barkheri 

0831000403891400 

22.812 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

9.660 

2.15 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.55 

0.65 

0.07 

0.024 

0.25 

0.21 



0830000503850400 

1.082 

Fresh 

Harishchandra Sagar 

Command 

Bhander Sandstone 

0.074 

1.93 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.05 

0.03 


Barna 

0832000103990000 

3.631 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.807 

2.46 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.09 

0.002 

0.17 

0.13 






Bhim Sagar 

Command 

Bhander Sandstone 

2.823 

2.46 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.20 

0.26 

0.29 

0.007 

0.60 

0.47 


Bhadkari 

0832000103984200 

0.624 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.277 

2.01 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.08 

0.001 

0.34 

0.29 






Bhim Sagar 

Command 

Bhander Sandstone 

0.347 

2.01 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.10 

0.001 

0.43 

0.37 


Bhagwan Pura 

0832000103976700 

1.921 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.921 

2.00 

0.020 

0.21 

0.03 

0.00 

0.00 

0.00 

0.26 

0.30 

0.82 

0.005 

0.77 

0.66 


Bhairoopura 

0832000103985900 

5.589 

Fresh 

Non-command 

Non-command 

Limestone 

1.127 

5.40 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.11 

0.09 

0.003 

0.17 

0.12 







Non-command 

Bhander Sandstone 

1.378 

5.40 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.18 

0.25 

0.11 

0.003 

0.20 

0.14 






Bhim Sagar 

Command 

Bhander Sandstone 

3.061 

5.40 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.38 

0.54 

0.23 

0.008 

0.45 

0.32 


Bhankya Kheri 

0830000503850500 

0.612 

Fresh 

Harishchandra Sagar 

Command 

Bhander Sandstone 

0.611 

2.10 

0.020 

0.04 

0.01 

0.00 

0.01 

0.00 

0.04 

0.07 

0.15 

0.002 

0.73 

0.43 


Bharatpur 

0832000103992700 

3.336 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.330 

2.35 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.21 

0.24 

0.22 

0.008 

0.58 

0.49 


Bhat Kheri 

0832000103981300 

1.330 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.330 

3.28 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.13 

0.16 

0.003 

0.77 

0.68 


Bhatwara 

0832000103978400 

7.926 

Fresh 

Harishchandra Sagar 

Command 

Bhander Sandstone 

1.978 

1.04 

0.020 

0.01 

0.00 

0.00 

0.04 

0.00 

0.01 

0.01 

0.05 

0.005 

0.19 

0.14 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.04 

0.03 

361.73 

0.04 

0.01 

0.05 

0.05 

0.59 

- 

- 

0.0123 

- 

- 

0.012 

0.012 

0.064 

0.003 

0.060 

0.036 

58.96 

Safe 

Amrit Kua 

083000050385110C 

0.09 

0.01 

264.35 

0.01 

0.02 

0.03 

0.01 

0.18 

- 

0.0100 

0.0093 

- 

0.002 

0.022 

0.022 

0.051 

0.003 

0.048 

0.057 

117.88 

Over Exploited 



0.04 

0.00 

7,784.85 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0006 

- 

- 

0.001 

0.001 

0.002 

0.000 

0.001 

0.000 

7.84 

Safe 

Anghora 

0832000103986300 

0.11 

0.00 

3,753.58 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

10,416.08 

Over Exploited 



0.10 

0.01 

607.23 

0.01 

- 

0.01 

0.01 

0.17 

- 

0.0100 

0.0007 

0.0009 

- 

0.012 

0.012 

0.018 

0.001 

0.017 

0.063 

363.66 

Over Exploited 



0.11 

0.10 

65.75 

0.12 

0.01 

0.13 

0.05 

0.68 

- 

0.0300 

0.0029 

0.0034 

- 

0.036 

0.036 

0.163 

0.008 

0.155 

0.253 

163.06 

Over Exploited 

Antarwara 

0832000103986600 

0.11 

0.20 

(1.68) 

0.19 

0.01 

0.20 

0.06 

0.86 

- 

0.0400 

0.0069 

0.0083 

0.000 

0.055 

0.055 

0.259 

0.013 

0.246 

0.231 

93.88 

Critical 

Atraliya 

0830000503836400 

0.09 

0.02 

656.29 

0.03 

- 

0.03 

0.02 

0.31 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.036 

0.002 

0.034 

0.117 

344.84 

Over Exploited 



0.09 

0.04 

326.53 

0.04 

0.03 

0.08 

0.03 

0.41 

- 

0.0200 

0.0143 

- 

- 

0.034 

0.034 

0.111 

0.006 

0.105 

0.157 

148.99 

Over Exploited 

Badan Kheri 

0832000103983800 

0.11 

0.29 

(35.88) 

0.23 

- 

0.23 

0.06 

0.84 

- 

0.0200 

0.0086 

0.0083 

- 

0.037 

0.037 

0.266 

0.013 

0.253 

0.107 

42.07 

Safe 

Badiya Gorhanpura 

0832000204016000 

0.05 

0.00 

36,226.65 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.05 

0.01 

630.56 

0.01 

- 

0.01 

0.01 

0.20 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.022 

0.050 

227.12 

Over Exploited 

Badora 

0831000403890900 

0.06 

0.00 

4,099.05 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.084 

621.65 

Over Exploited 

Bagher 

0832000103985800 

0.10 

0.11 

399.21 

0.14 

0.01 

0.15 

0.02 

0.26 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.176 

0.009 

0.167 

0.255 

152.76 

Over Exploited 



0.11 

0.06 

3,543.01 

0.07 

0.01 

0.08 

0.02 

0.25 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.113 

0.006 

0.107 

0.233 

217.38 

Over Exploited 



0.11 

0.26 

495.27 

0.31 

0.01 

0.32 

0.03 

0.37 

- 

0.0400 

0.0138 

0.0166 

- 

0.070 

0.070 

0.389 

0.019 

0.369 

0.345 

93.38 

Critical 

Bagod 

0832000103982200 

0.11 

0.00 

(547.23) 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.004 

0.000 

0.003 

0.008 

240.17 

Over Exploited 



0.11 

0.03 

114.27 

0.03 

0.02 

0.06 

0.03 

0.39 

- 

0.0200 

0.0140 

- 

0.002 

0.036 

0.036 

0.091 

0.005 

0.087 

0.142 

163.24 

Over Exploited 



0.11 

0.03 

142.67 

0.04 

0.01 

0.05 

0.03 

0.43 

- 

0.0200 

0.0018 

0.0017 

0.002 

0.026 

0.026 

0.074 

0.004 

0.070 

0.150 

213.79 

Over Exploited 

Bahrawada 

0832000103980400 

0.11 

0.40 

(73.81) 

0.32 

- 

0.32 

0.06 

0.80 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.326 

0.016 

0.310 

0.118 

38.18 

Safe 

Baisar 

0832000103980200 

0.11 

0.69 

57.21 

0.83 

0.04 

0.87 

0.06 

0.81 

- 

0.2200 

- 

- 

- 

0.220 

0.220 

1.092 

0.055 

1.038 

1.180 

113.74 

Over Exploited 


0830000503847900 

0.04 

0.10 

253.75 

0.12 

0.04 

0.16 

0.06 

0.76 

- 

0.0200 

0.0311 

- 

- 

0.051 

0.051 

0.206 

0.010 

0.196 

0.149 

76.10 

Semi Critical 

Bal Khoh 

0832000103992900 

0.11 

0.00 

1,059.65 

0.00 

- 

0.00 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.030 

1,386.99 

Over Exploited 

Bamoolya Jageer 

0830000503850300 

0.09 

0.00 

1,110.81 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.011 

833.97 

Over Exploited 



0.09 

0.09 

(17.15) 

0.07 

0.06 

0.13 

0.03 

0.38 

- 

0.0100 

0.0492 

- 

0.004 

0.064 

0.064 

0.199 

0.010 

0.189 

0.113 

60.07 

Safe 



0.09 

0.01 

367.16 

0.02 

- 

0.02 

0.01 

0.15 

- 

- 

0.0022 

0.0027 

- 

0.005 

0.005 

0.021 

0.001 

0.020 

0.039 

195.68 

Over Exploited 

Bangadsi 

0832000103977100 

0.11 

0.04 

136.08 

0.05 

- 

0.05 

0.03 

0.35 

- 

- 

- 

- 

- 

- 

- 

0.045 

0.002 

0.043 

0.020 

45.90 

Safe 



0.11 

0.05 

18.95 

0.06 

0.03 

0.09 

0.03 

0.42 

- 

- 

0.0167 

- 

- 

0.017 

0.017 

0.107 

0.005 

0.102 

0.020 

19.84 

Safe 



0.11 

0.00 

1,987.21 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0002 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Bangadsya 

0830000503850200 

0.09 

0.00 

1,218.35 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.04 

0.00 

4,232.95 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.09 

0.02 

131.15 

0.02 

0.01 

0.03 

0.03 

0.45 

- 

- 

0.0067 

- 

- 

0.007 

0.007 

0.040 

0.002 

0.038 

0.020 

53.70 

Safe 



0.04 

0.00 

589.55 

0.00 

0.00 

0.01 

0.02 

0.21 

- 

- 

0.0031 

- 

- 

0.003 

0.003 

0.010 

0.001 

0.010 

0.012 

119.37 

Over Exploited 

Bani 

0832000103981800 

0.11 

0.01 

239.27 

0.01 

- 

0.01 

0.01 

0.21 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.020 

0.001 

0.019 

0.057 

296.79 

Over Exploited 



0.11 

0.07 

15.17 

0.09 

0.01 

0.10 

0.04 

0.62 

- 

0.0200 

0.0030 

0.0029 

- 

0.026 

0.026 

0.122 

0.006 

0.116 

0.155 

133.53 

Over Exploited 

Banniya 

0832000103986000 

0.10 

0.17 

148.08 

0.20 

0.01 

0.21 

0.02 

0.33 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.243 

0.012 

0.231 

0.287 

124.18 

Over Exploited 



0.11 

0.09 

27,925.94 

0.10 

0.01 

0.11 

0.02 

0.23 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.132 

0.007 

0.126 

0.185 

146.98 

Over Exploited 



0.10 

0.00 

3,232.75 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0012 

0.0012 

- 

0.002 

0.002 

0.004 

0.000 

0.004 

0.025 

670.07 

Over Exploited 



0.11 

0.13 

375.82 

0.16 

0.01 

0.17 

0.02 

0.28 

- 

0.0200 

0.0120 

0.0116 

- 

0.044 

0.044 

0.216 

0.011 

0.205 

0.233 

113.74 

Over Exploited 

Bans Khera 

0832000103982800 

0.11 

0.00 

504.20 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.005 

0.000 

0.005 

0.000 

2.58 

Safe 



0.11 

0.01 

112.61 

0.02 

0.02 

0.04 

0.01 

0.20 

- 

- 

0.0158 

- 

0.003 

0.019 

0.019 

0.054 

0.003 

0.051 

0.026 

50.57 

Safe 



0.11 

0.13 

5.74 

0.14 

0.00 

0.14 

0.04 

0.62 

- 

0.0100 

0.0055 

0.0053 

0.003 

0.024 

0.024 

0.168 

0.008 

0.160 

0.078 

49.08 

Safe 

Bansghat 

0832000204000500 

0.05 

0.00 

11,679.25 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 

Baori Khera 

0832000204000100 

0.05 

0.00 

1,238.42 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.007 

148.61 

Over Exploited 



0.05 

0.00 

26,595.13 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 

Barbeli 

0832000103987800 

0.11 

0.19 

(20.48) 

0.15 

0.01 

0.16 

0.05 

0.78 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.185 

0.009 

0.176 

0.197 

112.23 

Over Exploited 



0.11 

0.00 

924.20 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

0.0003 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.007 

555.05 

Over Exploited 

Bard Guwaliya 

0832000103983400 

0.11 

0.00 

(17,521.97) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.006 

0.000 

0.006 

0.000 

0.92 

Safe 



0.11 

0.38 

(44.36) 

0.30 

0.16 

0.46 

0.06 

0.83 

- 

0.0300 

0.1190 

- 

0.004 

0.153 

0.153 

0.612 

0.031 

0.582 

0.156 

26.87 

Safe 



0.11 

0.00 

2,529.33 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

0.0003 

0.0004 

0.004 

0.004 

0.004 

0.007 

0.000 

0.006 

0.000 

3.86 

Safe 

Bareri 

0832000103991300 

0.10 

0.04 

135.94 

0.05 

- 

0.05 

0.02 

0.27 

- 

- 

- 

- 

- 

- 

- 

0.051 

0.003 

0.049 

0.042 

86.77 

Semi Critical 



0.11 

0.23 

77.84 

0.28 

- 

0.28 

0.04 

0.60 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.291 

0.015 

0.277 

0.094 

33.83 

Safe 

Barkhera 

0832000103987700 

0.11 

0.10 

21.14 

0.12 

0.01 

0.13 

0.04 

0.55 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.159 

0.008 

0.151 

0.157 

104.19 

Over Exploited 



0.11 

0.02 

177.45 

0.03 

- 

0.03 

0.02 

0.27 

- 

0.0200 

0.0022 

0.0021 

- 

0.024 

0.024 

0.052 

0.003 

0.050 

0.086 

173.46 

Over Exploited 

Barkheri 

0831000403891400 

0.06 

0.14 

354.15 

0.17 

- 

0.17 

0.01 

0.26 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.181 

0.009 

0.171 

0.095 

55.60 

Safe 


0830000503850400 

0.09 

0.00 

554.03 

0.00 

0.00 

0.00 

0.00 

0.05 

- 

- 

0.0010 

- 

- 

0.001 

0.001 

0.003 

0.000 

0.003 

0.010 

358.86 

Over Exploited 

Barna 

0832000103990000 

0.11 

0.02 

404.96 

0.02 

- 

0.02 

0.01 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.028 

0.001 

0.027 

0.094 

348.66 

Over Exploited 



0.11 

0.19 

37.45 

0.22 

0.01 

0.23 

0.04 

0.65 

- 

0.0300 

0.0073 

0.0070 

- 

0.044 

0.044 

0.279 

0.014 

0.265 

0.295 

111.29 

Over Exploited 

Bhadkari 

0832000103984200 

0.11 

0.01 

246.66 

0.01 

- 

0.01 

0.03 

0.37 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.022 

0.001 

0.021 

0.077 

358.89 

Over Exploited 



0.11 

0.02 

210.70 

0.02 

- 

0.02 

0.03 

0.46 

- 

0.0100 

0.0009 

0.0009 

- 

0.012 

0.012 

0.031 

0.002 

0.030 

0.102 

340.90 

Over Exploited 

Bhagwan Pura 

0832000103976700 

0.11 

0.16 

83.63 

0.19 

0.03 

0.23 

0.06 

0.82 

- 

0.0900 

- 

- 

0.003 

0.093 

0.093 

0.318 

0.016 

0.302 

0.828 

273.76 

Over Exploited 

Bhairoopura 

0832000103985900 

0.10 

0.02 

508.48 

0.02 

- 

0.02 

0.01 

0.18 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.032 

0.002 

0.031 

0.091 

295.15 

Over Exploited 



0.11 

0.03 

135,410.28 

0.04 

- 

0.04 

0.02 

0.22 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.047 

0.002 

0.044 

0.110 

250.00 

Over Exploited 



0.11 

0.15 

253.01 

0.18 

0.01 

0.19 

0.03 

0.48 

- 

0.0300 

0.0063 

0.0076 

- 

0.044 

0.044 

0.236 

0.012 

0.224 

0.236 

105.25 

Over Exploited 

Bhankya Kheri 

0830000503850500 

0.09 

0.04 

80.04 

0.05 

0.02 

0.07 

0.06 

0.79 

- 

0.0200 

0.0081 

- 

0.001 

0.029 

0.029 

0.100 

0.005 

0.095 

0.156 

163.77 

Over Exploited 

Bharatpur 

0832000103992700 

0.11 

0.21 

13.80 

0.24 

0.01 

0.25 

0.04 

0.62 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.272 

0.014 

0.258 

0.226 

87.70 

Semi Critical 

Bhat Kheri 

0832000103981300 

0.11 

0.11 

18.01 

0.13 

0.01 

0.14 

0.06 

0.83 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.173 

0.009 

0.164 

0.167 

101.96 

Over Exploited 

Bhatwara 

0832000103978400 

0.11 

0.04 

(70.93) 

0.03 

0.04 

0.08 

0.01 

0.20 

- 

0.0100 

0.0438 

- 

- 

0.054 

0.054 

0.129 

0.006 

0.123 

0.053 

43.27 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Bhatwasi 

083200010398670C 

0.904 

Fresh 

Bhim Sagar 

Command 

Bhander Sandstone 

0.904 

1.96 

0.020 

0.08 

0.02 

0.00 

0.00 

0.00 

0.10 

0.13 

0.31 

0.002 

0.79 

0.60 


Bheem Khera 

0832000103987400 

0.782 

Fresh 

Bhim Sagar 

Command 

Bhander Sandstone 

0.782 

1.89 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.07 

0.16 

0.002 

0.77 

0.66 


Bhoju Kheri 

0832000103979700 

2.672 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.672 

2.17 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.18 

0.21 

0.32 

0.007 

0.77 

0.67 


Bhoomri 

0832000103992600 

3.808 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.770 

4.49 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.37 

0.43 

0.11 

0.010 

0.56 

0.48 


Bilasara 

0832000103975900 

5.924 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.403 

2.84 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.13 

0.14 

0.004 

0.18 

0.15 


Bishan Kheri 

0832000103982100 

5.478 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.091 

1.97 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 






Harishchandra Sagar 

Command 

Bhander Sandstone 

1.014 

1.97 

0.020 

0.02 

0.00 

0.00 

0.02 

0.00 

0.04 

0.04 

0.07 

0.003 

0.14 

0.12 






Bhim Sagar 

Command 

Bhander Sandstone 

4.373 

1.97 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.23 

0.28 

0.27 

0.011 

0.62 

0.51 


Bislai 

0832000103994100 

2.270 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.771 

7.85 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.31 

0.37 

0.12 

0.004 

0.44 

0.37 


Bohra 

0832000103975700 

11.450 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

8.686 

2.83 

0.020 

0.13 

0.02 

0.00 

0.00 

0.06 

0.54 

0.65 

0.48 

0.022 

0.58 

0.48 


Boodh Mandawar 

0832000204000200 

8.227 

Fresh 

Non-command 

Non-command 

Limestone 

0.786 

6.35 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.04 

0.000 

0.08 

0.05 







Non-command 

Bhander Sandstone 

0.056 

6.35 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.000 

0.01 

0.00 


Borda 

0832000103982600 

27.636 

Fresh 

Non-command 

Non-command 

Limestone 

4.687 

3.80 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.27 

0.04 

0.012 

0.14 

0.10 







Non-command 

Bhander Sandstone 

18.451 

3.80 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

1.45 

2.09 

0.18 

0.047 

0.55 

0.38 






Harishchandra Sagar 

Command 

Bhander Sandstone 

0.489 

3.80 

0.020 

0.00 

0.00 

0.00 

0.01 

0.00 

0.03 

0.04 

0.00 

0.001 

0.01 

0.01 


Borda Mau 

0832000103990200 

14.716 

Fresh 

Non-command 

Non-command 

Limestone 

5.711 

2.65 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.20 

0.28 

0.23 

0.014 

0.32 

0.23 







Non-command 

Bhander Sandstone 

6.853 

2.65 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.42 

0.58 

0.26 

0.017 

0.38 

0.28 






Bhim Sagar 

Command 

Limestone 

0.348 

2.65 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.01 







Command 

Bhander Sandstone 

0.734 

2.65 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.03 

0.002 

0.04 

0.03 


Boreli 

0832000103978500 

4.407 

Fresh 

Harishchandra Sagar 

Command 

Bhander Sandstone 

2.604 

1.51 

0.020 

0.02 

0.00 

0.00 

0.06 

0.00 

0.04 

0.06 

0.06 

0.007 

0.45 

0.34 


Borina Kalan 

0830000503851000 

5.913 

Fresh 

Harishchandra Sagar 

Command 

Shale 

0.465 

1.74 

0.020 

0.01 

0.00 

0.00 

0.01 

0.00 

0.02 

0.03 

0.03 

0.001 

0.06 

0.03 


Bosar 

0832000103988800 

9.678 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

7.872 

3.24 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.56 

0.66 

0.22 

0.020 

0.46 

0.39 


Bram Kheri 

0832000103983300 

2.059 

Fresh 

Harishchandra Sagar 

Command 

Bhander Sandstone 

2.059 

2.77 

0.020 

0.02 

0.00 

0.00 

0.04 

0.00 

0.09 

0.11 

0.07 

0.005 

0.78 

0.64 


Chalet 

0832000103982400 

8.823 

Fresh 

Harishchandra Sagar 

Command 

Bhander Sandstone 

6.536 

2.53 

0.020 

0.13 

0.02 

0.00 

0.14 

0.00 

0.30 

0.40 

0.48 

0.017 

0.58 

0.44 


Chamlasa 

0832000103982700 

2.626 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.045 

3.29 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Harishchandra Sagar 

Command 

Bhander Sandstone 

2.523 

3.29 

0.020 

0.04 

0.01 

0.00 

0.05 

0.00 

0.14 

0.18 

0.15 

0.006 

0.76 

0.60 


Chanawata 

0830000503841500 

3.532 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.008 

2.73 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Harishchandra Sagar 

Command 

Bhander Sandstone 

2.350 

2.73 

0.020 

0.06 

0.00 

0.00 

0.03 

0.00 

0.16 

0.32 

0.25 

0.006 

0.48 

0.24 


Chand Kheri 

0832000103980700 

6.212 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.206 

4.83 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.67 

0.75 

0.29 

0.016 

0.77 

0.68 


Chandaliya 

0832000103993700 

3.257 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.092 

5.57 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.41 

0.49 

0.32 

0.008 

0.52 

0.44 


Chandaniya Kheri 

0832000103987000 

2.168 

Fresh 

Bhim Sagar 

Command 

Bhander Sandstone 

2.161 

1.91 

0.020 

0.07 

0.02 

0.00 

0.00 

0.00 

0.13 

0.16 

0.27 

0.005 

0.77 

0.62 


Chandpur Chaplra 

0832000103990700 

3.389 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.382 

2.29 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.22 

0.29 

0.32 

0.009 

0.75 

0.58 


Changeri 

0832000204000000 

8.857 

Fresh 

Non-command 

Non-command 

Limestone 

0.148 

4.35 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Chapa Khur 

0832000103990900 

5.274 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.163 

2.72 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.34 

0.42 

0.28 

0.013 

0.68 

0.55 


Charawad 

0830000503834200 

1.204 

Fresh 

Non-command 

Non-command 

Limestone 

0.025 

6.54 

0.050 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 






Harishchandra Sagar 

Command 

Limestone 

0.064 

6.54 

0.050 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.000 

0.04 

0.02 


Chatarpura 

0830000503849900 

3.567 

Fresh 

Non-command 

Non-command 

Shale 

2.784 

3.43 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.25 

0.44 

0.29 

0.007 

0.57 

0.32 


Cheekli 

0832000103976200 

2.484 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.484 

3.30 

0.020 

0.13 

0.02 

0.00 

0.00 

0.00 

0.27 

0.31 

0.50 

0.006 

0.77 

0.67 


Chhatar Pura 

0832000103986500 

1.019 

Fresh 

Bhim Sagar 

Command 

Limestone 

0.413 

2.64 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.08 

0.001 

0.33 

0.24 







Command 

Bhander Sandstone 

0.605 

2.64 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.12 

0.002 

0.48 

0.35 


Chitai 

0832000103991100 

1.705 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.705 

3.66 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.18 

0.08 

0.004 

0.70 

0.55 


Chitawa 

0832000103991000 

3.546 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.503 

3.05 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.26 

0.33 

0.21 

0.009 

0.69 

0.54 


Chureliya 

0832000103992100 

2.481 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.481 

2.52 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.18 

0.09 

0.006 

0.71 

0.58 


Dabri Khurd 

0830000503841700 

5.279 

Fresh 

Harishchandra Sagar 

Command 

Bhander Sandstone 

5.279 

2.85 

0.020 

0.07 

0.01 

0.00 

0.11 

0.00 

0.24 

0.49 

0.25 

0.014 

0.72 

0.36 


Dadiya 

0832000103991700 

5.073 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.060 

5.20 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.55 

0.66 

0.05 

0.013 

0.60 

0.49 


Dahi Khera 

0832000103981900 

3.274 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.613 

1.84 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.19 

0.22 

0.38 

0.007 

0.61 

0.53 






Bhim Sagar 

Command 

Bhander Sandstone 

0.636 

1.84 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.10 

0.002 

0.15 

0.13 


Danwas 

0832000103978600 

3.459 

Fresh 

Harishchandra Sagar 

Command 

Bhander Sandstone 

2.823 

1.88 

0.020 

0.07 

0.01 

0.00 

0.06 

0.00 

0.11 

0.14 

0.29 

0.007 

0.63 

0.48 


Daulatpura 

0832000103990400 

1.092 

Fresh 

Non-command 

Non-command 

Limestone 

0.154 

2.50 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.000 

0.12 

0.08 







Non-command 

Bhander Sandstone 

0.938 

2.50 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.05 

0.002 

0.70 

0.51 


Dayabhao 

0832000204007200 

3.721 

Fresh 

Non-command 

Non-command 

Limestone 

0.041 

4.07 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Dediya 

0832000103988400 

5.469 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.407 

0.34 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.12 

0.13 

0.36 

0.014 

0.76 

0.67 


Deganya 

0830000503840400 

6.766 

Fresh 

Harishchandra Sagar 

Command 

Limestone 

3.405 

4.59 

0.050 

0.10 

0.01 

0.00 

0.04 

0.00 

0.84 

1.63 

0.40 

0.009 

0.36 

0.19 







Command 

Bhander Sandstone 

3.229 

4.59 

0.020 

0.09 

0.00 

0.00 

0.03 

0.00 

0.35 

0.68 

0.34 

0.009 

0.34 

0.18 


Deopura 

0832000103980500 

2.726 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.726 

-0.81 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.007 

0.77 

0.68 


Deori 

0832000103994200 

2.459 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.813 

8.36 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.16 

0.02 

0.002 

0.19 

0.16 


Dhagariya 

0832000103991400 

5.155 

Fresh 

Non-command 

Non-command 

Limestone 

1.270 

4.19 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.01 

0.003 

0.20 

0.14 







Non-command 

Bhander Sandstone 

3.832 

4.19 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.33 

0.45 

0.04 

0.010 

0.59 

0.43 


Dhandiya 

0830000503841300 

3.697 

Fresh 

Harishchandra Sagar 

Command 

Bhander Sandstone 

3.697 

3.89 

0.020 

0.01 

0.00 

0.00 

0.04 

0.00 

0.26 

0.51 

0.03 

0.010 

0.72 

0.36 


Dhanoda Kalan 

0832000103991200 

6.992 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.986 

3.15 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.49 

0.65 

0.24 

0.018 

0.77 

0.57 


Dhanoda Khurd 

0832000103990500 

6.188 

Fresh 

Non-command 

Non-command 

Limestone 

1.611 

3.07 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.10 

0.09 

0.004 

0.21 

0.16 







Non-command 

Bhander Sandstone 

4.461 

3.07 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.32 

0.44 

0.24 

0.011 

0.59 

0.43 


Dhatrawada 

0832000103992200 

1.293 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.293 

2.46 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.07 

0.003 

0.72 

0.60 


Dheeraheri 

0830000503842100 

4.765 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.850 

2.77 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.09 

0.01 

0.002 

0.13 

0.06 







Non-command 

Shale 

1.187 

2.77 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.13 

0.01 

0.003 

0.18 

0.09 






Harishchandra Sagar 

Command 

Bhander Sandstone 

0.012 

2.77 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Shale 

0.056 

2.77 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.000 

0.01 

0.00 


Dholya Kheri 

0832000103977700 

1.045 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.003 

1.64 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Bhatwasi 

0832000103986700 

0.11 

0.08 

59.74 

0.09 

0.02 

0.11 

0.06 

0.85 

- 

0.0600 

0.0028 

0.0034 

- 

0.066 

0.066 

0.181 

0.009 

0.172 

0.313 

182.52 

Over Exploited 

Bheem Khera 

0832000103987400 

0.11 

0.07 

5.11 

0.07 

0.01 

0.08 

0.06 

0.83 

- 

0.0200 

0.0020 

0.0019 

- 

0.024 

0.024 

0.103 

0.005 

0.098 

0.163 

165.92 

Over Exploited 

Bhoju Kheri 

0832000103979700 

0.11 

0.23 

(6.97) 

0.21 

0.01 

0.22 

0.06 

0.83 

- 

0.0400 

- 

- 

0.002 

0.042 

0.042 

0.264 

0.013 

0.250 

0.324 

129.26 

Over Exploited 

Bhoomri 

0832000103992600 

0.11 

0.23 

86.65 

0.28 

- 

0.28 

0.03 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.289 

0.014 

0.275 

0.119 

43.12 

Safe 

Bilasara 

0832000103975900 

0.11 

0.03 

359.79 

0.03 

0.01 

0.04 

0.01 

0.19 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.064 

0.003 

0.060 

0.145 

239.59 

Over Exploited 

Bishan Kheri 

0832000103982100 

0.11 

0.00 

2,142.63 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.003 

0.000 

0.003 

0.008 

276.16 

Over Exploited 



0.11 

0.02 

179.57 

0.02 

0.02 

0.04 

0.01 

0.15 

- 

0.0100 

0.0224 

- 

0.002 

0.034 

0.034 

0.076 

0.004 

0.072 

0.069 

94.86 

Critical 



0.11 

0.30 

(6.61) 

0.28 

0.01 

0.29 

0.05 

0.66 

- 

0.0300 

0.0112 

0.0108 

0.002 

0.054 

0.054 

0.341 

0.017 

0.324 

0.285 

87.88 

Semi Critical 

Bislai 

0832000103994100 

0.11 

0.09 

326.23 

0.10 

- 

0.10 

0.03 

0.47 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.114 

0.006 

0.108 

0.119 

110.77 

Over Exploited 

Bohra 

0832000103975700 

0.11 

0.55 

17.16 

0.65 

0.08 

0.73 

0.04 

0.62 

- 

0.0500 

- 

- 

0.093 

0.143 

0.143 

0.872 

0.044 

0.828 

0.500 

60.36 

Safe 

Boodh Mandawar 

0832000204000200 

0.05 

0.00 

2,773.88 

0.00 

- 

0.00 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.040 

304.29 

Over Exploited 



0.05 

0.00 

33,691.46 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 

Borda 

0832000103982600 

0.10 

0.07 

312.54 

0.08 

- 

0.08 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.079 

0.004 

0.075 

0.055 

73.21 

Semi Critical 



0.11 

1.12 

86.86 

1.35 

0.01 

1.36 

0.04 

0.59 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

1.375 

0.069 

1.307 

0.223 

17.05 

Safe 



0.11 

0.00 

4,796.32 

0.00 

0.01 

0.01 

0.00 

0.02 

- 

- 

0.0087 

- 

- 

0.009 

0.009 

0.020 

0.001 

0.019 

0.001 

6.51 

Safe 

Borda Mau 

0832000103990200 

0.10 

0.18 

52.25 

0.22 

0.01 

0.23 

0.02 

0.34 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.257 

0.013 

0.244 

0.247 

101.37 

Over Exploited 



0.11 

0.29 

102.06 

0.34 

0.01 

0.35 

0.03 

0.41 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.384 

0.019 

0.364 

0.278 

76.38 

Semi Critical 



0.10 

0.00 

1,774.74 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0007 

0.0009 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.008 

344.80 

Over Exploited 



0.11 

0.00 

1,934.19 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

0.0015 

0.0018 

- 

0.003 

0.003 

0.007 

0.000 

0.007 

0.032 

463.18 

Over Exploited 

Boreli 

0832000103978500 

0.11 

0.13 

(56.12) 

0.10 

0.06 

0.16 

0.04 

0.49 

- 

0.0100 

0.0576 

- 

- 

0.068 

0.068 

0.227 

0.011 

0.216 

0.071 

32.74 

Safe 

Borina Kalan 

0830000503851000 

0.04 

0.00 

2,742.34 

0.00 

0.01 

0.01 

0.00 

0.06 

- 

- 

0.0062 

- 

0.001 

0.008 

0.008 

0.020 

0.001 

0.019 

0.033 

176.06 

Over Exploited 

Bosar 

0832000103988800 

0.11 

0.40 

64.47 

0.48 

0.01 

0.49 

0.03 

0.49 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.509 

0.025 

0.484 

0.238 

49.18 

Safe 

Bram Kheri 

0832000103983300 

0.11 

0.18 

(37.61) 

0.14 

0.04 

0.19 

0.06 

0.84 

- 

0.0100 

0.0456 

- 

- 

0.056 

0.056 

0.241 

0.012 

0.229 

0.078 

34.14 

Safe 

Chalet 

0832000103982400 

0.11 

0.41 

(4.25) 

0.40 

0.16 

0.56 

0.04 

0.62 

- 

0.0500 

0.1446 

- 

- 

0.195 

0.195 

0.751 

0.038 

0.714 

0.496 

69.46 

Safe 

Chamlasa 

0832000103982700 

0.11 

0.00 

5,603.10 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.11 

0.21 

(13.92) 

0.18 

0.06 

0.25 

0.06 

0.82 

- 

0.0300 

0.0558 

- 

- 

0.086 

0.086 

0.331 

0.017 

0.315 

0.151 

48.12 

Safe 

Chanawata 

0830000503841500 

0.09 

0.00 

79,527.85 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.09 

0.10 

220.77 

0.12 

0.03 

0.15 

0.04 

0.52 

- 

0.0300 

0.0208 

- 

- 

0.051 

0.051 

0.197 

0.010 

0.187 

0.256 

137.04 

Over Exploited 

Chand Kheri 

0832000103980700 

0.11 

0.52 

43.77 

0.63 

0.01 

0.64 

0.06 

0.83 

- 

0.0600 

- 

- 

0.005 

0.065 

0.065 

0.708 

0.035 

0.672 

0.310 

46.07 

Safe 

Chandaliya 

0832000103993700 

0.11 

0.18 

174.26 

0.21 

0.01 

0.22 

0.03 

0.55 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.263 

0.013 

0.250 

0.327 

130.62 

Over Exploited 

Chandaniya Kheri 

0832000103987000 

0.11 

0.18 

(10.53) 

0.16 

0.02 

0.18 

0.06 

0.83 

- 

0.0500 

0.0067 

0.0080 

- 

0.065 

0.065 

0.249 

0.012 

0.237 

0.270 

114.16 

Over Exploited 

Chandpur Chaplra 

0832000103990700 

0.11 

0.28 

3.55 

0.29 

0.01 

0.30 

0.05 

0.81 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.340 

0.017 

0.323 

0.331 

102.26 

Over Exploited 

Changed 

0832000204000000 

0.05 

0.00 

9,460.21 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 

Chapa Khur 

0832000103990900 

0.11 

0.39 

9.15 

0.42 

0.01 

0.43 

0.05 

0.73 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.464 

0.023 

0.441 

0.290 

65.75 

Safe 

Charawad 

0830000503834200 

0.07 

0.00 

49,266.45 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.00 

17,832.89 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

0.0008 

- 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.011 

497.66 

Over Exploited 

Chatarpura 

0830000503849900 

0.04 

0.06 

604.21 

0.08 

0.01 

0.09 

0.05 

0.61 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.117 

0.006 

0.111 

0.296 

266.82 

Over Exploited 

Cheekli 

0832000103976200 

0.11 

0.21 

48.90 

0.25 

0.02 

0.27 

0.06 

0.83 

- 

0.0600 

- 

- 

0.003 

0.063 

0.063 

0.336 

0.017 

0.319 

0.502 

157.38 

Over Exploited 

Chhatar Pura 

0832000103986500 

0.10 

0.01 

208.93 

0.02 

0.00 

0.02 

0.02 

0.35 

- 

0.0100 

0.0011 

0.0010 

0.000 

0.012 

0.012 

0.029 

0.001 

0.027 

0.080 

293.93 

Over Exploited 



0.11 

0.03 

163.84 

0.04 

- 

0.04 

0.04 

0.52 

- 

0.0100 

0.0016 

0.0015 

- 

0.013 

0.013 

0.052 

0.003 

0.049 

0.123 

249.41 

Over Exploited 

Chitai 

0832000103991100 

0.11 

0.13 

40.64 

0.16 

0.00 

0.16 

0.05 

0.75 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.169 

0.008 

0.160 

0.088 

55.15 

Safe 

Chitawa 

0832000103991000 

0.11 

0.26 

25.88 

0.32 

0.01 

0.33 

0.05 

0.73 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.348 

0.017 

0.330 

0.219 

66.30 

Safe 

Chureliya 

0832000103992100 

0.11 

0.19 

(8.84) 

0.18 

- 

0.18 

0.05 

0.76 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.187 

0.009 

0.178 

0.095 

53.67 

Safe 

Dabri Khurd 

0830000503841700 

0.09 

0.34 

44.39 

0.41 

0.13 

0.53 

0.06 

0.78 

- 

0.0300 

0.0701 

- 

0.005 

0.105 

0.105 

0.639 

0.032 

0.607 

0.268 

44.12 

Safe 

Dadiya 

0832000103991700 

0.11 

0.33 

99.13 

0.40 

- 

0.40 

0.04 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.410 

0.020 

0.389 

0.062 

15.89 

Safe 

Dahi Khera 

0832000103981900 

0.11 

0.18 

22.71 

0.21 

0.01 

0.22 

0.05 

0.66 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.261 

0.013 

0.248 

0.384 

154.52 

Over Exploited 



0.11 

0.01 

383.14 

0.01 

- 

0.01 

0.01 

0.16 

- 

0.0100 

0.0016 

0.0016 

- 

0.013 

0.013 

0.026 

0.001 

0.024 

0.098 

399.53 

Over Exploited 

Danwas 

0832000103978600 

0.11 

0.20 

(29.26) 

0.16 

0.07 

0.23 

0.05 

0.68 

- 

0.0300 

0.0625 

- 

- 

0.093 

0.093 

0.319 

0.016 

0.303 

0.295 

97.35 

Critical 

Daulatpura 

0832000103990400 

0.10 

0.00 

199.24 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.007 

366.01 

Over Exploited 



0.11 

0.07 

5.56 

0.08 

0.00 

0.08 

0.05 

0.75 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.090 

0.004 

0.085 

0.048 

56.87 

Safe 

Dayabhao 

0832000204007200 

0.05 

0.00 

12,713.09 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 

Dediya 

0832000103988400 

0.11 

0.45 

(70.61) 

0.36 

0.01 

0.37 

0.06 

0.81 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.410 

0.021 

0.390 

0.371 

95.09 

Critical 

Deganya 

0830000503840400 

0.07 

0.09 

1,791.19 

0.10 

0.05 

0.15 

0.03 

0.39 

- 

0.0200 

0.0301 

- 

- 

0.050 

0.050 

0.200 

0.010 

0.190 

0.409 

215.70 

Over Exploited 



0.09 

0.10 

586.83 

0.12 

0.04 

0.15 

0.03 

0.37 

- 

0.0100 

0.0286 

- 

0.002 

0.040 

0.040 

0.195 

0.010 

0.186 

0.345 

185.63 

Over Exploited 

Deopura 

0832000103980500 

0.11 

0.23 

- 

0.23 

0.01 

0.24 

0.06 

0.83 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.280 

0.028 

0.252 

0.323 

128.01 

Over Exploited 

Deori 

0832000103994200 

0.11 

0.02 

858.57 

0.02 

- 

0.02 

0.01 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.020 

0.001 

0.019 

0.019 

97.97 

Critical 

Dhagariya 

0832000103991400 

0.10 

0.02 

191.67 

0.03 

- 

0.03 

0.01 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.030 

0.001 

0.028 

0.013 

46.78 

Safe 



0.11 

0.25 

80.99 

0.30 

- 

0.30 

0.04 

0.63 

- 

- 

- 

- 

- 

- 

- 

0.298 

0.015 

0.283 

0.052 

18.27 

Safe 

Dhandiya 

0830000503841300 

0.09 

0.24 

115.92 

0.29 

0.04 

0.33 

0.06 

0.78 

- 

- 

0.0327 

- 

0.001 

0.034 

0.034 

0.359 

0.018 

0.342 

0.039 

11.34 

Safe 

Dhanoda Kalan 

0832000103991200 

0.11 

0.59 

10.39 

0.65 

0.01 

0.66 

0.06 

0.82 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.695 

0.035 

0.660 

0.253 

38.28 

Safe 

Dhanoda Khurd 

0832000103990500 

0.10 

0.03 

177.97 

0.04 

- 

0.04 

0.02 

0.23 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.051 

0.003 

0.049 

0.098 

201.72 

Over Exploited 



0.11 

0.29 

53.59 

0.35 

0.01 

0.36 

0.04 

0.63 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.388 

0.019 

0.368 

0.251 

68.20 

Safe 

Dhatrawada 

0832000103992200 

0.11 

0.10 

(2.56) 

0.10 

0.00 

0.10 

0.05 

0.77 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.111 

0.006 

0.105 

0.076 

72.48 

Semi Critical 

Dheeraheri 

0830000503842100 

0.09 

0.01 

869.88 

0.01 

- 

0.01 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.011 

0.012 

110.06 

Over Exploited 



0.04 

0.01 

1,436.91 

0.01 

0.00 

0.01 

0.02 

0.19 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.013 

0.001 

0.012 

0.014 

115.73 

Over Exploited 



0.09 

0.00 

52,803.85 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0001 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

26,586.86 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0005 

- 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

13.86 

Safe 

Dholya Kheri 

0832000103977700 

0.11 

0.00 

10,736.08 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 






Harishchandra Sagar 

Command 

Bhander Sandstone 

0.001 

1.64 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Bhim Sagar 

Command 

Bhander Sandstone 

1.041 

1.64 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.11 

0.003 

0.75 

0.56 


Digod 

083000050384830C 

7.862 

Fresh 

Non-command 

Non-command 

Shale 

0.818 

2.73 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.11 

0.04 

0.002 

0.07 

0.04 


Dobara 

0830000503849800 

3.411 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.000 

4.26 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Shale 

1.923 

4.26 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.28 

0.00 

0.005 

0.41 

0.24 


Dobra 

0832000103976600 

16.777 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

16.777 

3.62 

0.020 

0.25 

0.04 

0.00 

0.00 

0.00 

1.42 

1.62 

0.96 

0.043 

0.77 

0.67 


Doonda 

0832000103984900 

8.590 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

7.757 

1.86 

0.020 

0.22 

0.03 

0.00 

0.00 

0.00 

0.48 

0.54 

0.87 

0.020 

0.69 

0.61 






Bhim Sagar 

Command 

Bhander Sandstone 

0.833 

1.86 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.09 

0.002 

0.07 

0.07 


Doondi 

0832000103980900 

3.140 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.140 

2.49 

0.020 

0.17 

0.03 

0.00 

0.00 

0.00 

0.30 

0.34 

0.67 

0.008 

0.77 

0.68 


Doongarpur 

0832000103992300 

2.123 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.082 

1.35 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.12 

0.13 

0.27 

0.005 

0.73 

0.63 



0830000503849700 

7.039 

Fresh 

Non-command 

Non-command 

Shale 

0.108 

8.56 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.000 

0.01 

0.01 


Durjan Pura 

0832000103980100 

3.543 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.280 

4.11 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.30 

0.34 

0.11 

0.008 

0.71 

0.62 


Fadaniya 

0832000103983200 

1.971 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.019 

2.31 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Harishchandra Sagar 

Command 

Bhander Sandstone 

1.264 

2.31 

0.020 

0.02 

0.00 

0.00 

0.03 

0.00 

0.05 

0.06 

0.06 

0.003 

0.50 

0.42 






Bhim Sagar 

Command 

Bhander Sandstone 

0.688 

2.31 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.03 

0.002 

0.27 

0.23 


Gadarwara 

0830000503850800 

3.453 

Fresh 

Non-command 

Non-command 

Shale 

1.592 

3.09 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.19 

0.00 

0.004 

0.33 

0.17 






Harishchandra Sagar 

Command 

Shale 

1.860 

3.09 

0.020 

0.00 

0.00 

0.00 

0.02 

0.00 

0.09 

0.18 

0.00 

0.005 

0.39 

0.20 


Gadarwara Doondi 

0832000103981100 

11.995 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

11.990 

4.31 

0.020 

0.26 

0.04 

0.00 

0.00 

0.00 

1.25 

1.41 

1.01 

0.030 

0.77 

0.68 


Gadarwara Noorji 

0832000103986900 

3.501 

Fresh 

Bhim Sagar 

Command 

Bhander Sandstone 

3.495 

1.91 

0.020 

0.14 

0.03 

0.00 

0.00 

0.00 

0.24 

0.31 

0.54 

0.009 

0.78 

0.61 


Ganesh Pura 

0832000204015500 

3.130 

Fresh 

Non-command 

Non-command 

Limestone 

1.977 

4.19 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.16 

0.10 

0.000 

0.52 

0.38 







Non-command 

Bhander Sandstone 

1.123 

4.19 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.06 

0.000 

0.30 

0.21 


Gardana 

0830000503837800 

8.370 

Fresh 

Non-command 

Non-command 

Limestone 

0.006 

5.65 

0.050 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Harishchandra Sagar 

Command 

Limestone 

0.264 

5.65 

0.050 

0.00 

0.00 

0.00 

0.01 

0.00 

0.07 

0.13 

0.01 

0.001 

0.02 

0.01 


Gaupura 

0832000204015600 

2.186 

Fresh 

Non-command 

Non-command 

Limestone 

0.147 

4.31 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.06 

0.04 







Non-command 

Bhander Sandstone 

2.035 

4.31 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.16 

0.12 

0.000 

0.77 

0.56 


Ghagharawata 

0832000103989100 

3.253 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.231 

0.18 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.04 

0.05 

0.17 

0.008 

0.71 

0.62 


Ghanahera 

0830000503847400 

6.697 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.468 

2.64 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.07 

0.02 

0.001 

0.05 

0.03 






Harishchandra Sagar 

Command 

Bhander Sandstone 

5.051 

2.64 

0.020 

0.05 

0.01 

0.00 

0.11 

0.00 

0.20 

0.39 

0.18 

0.013 

0.54 

0.27 


Ghatal 

0830000503836300 

5.914 

Fresh 

Non-command 

Non-command 

Limestone 

0.175 

5.89 

0.050 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.11 

0.02 

0.000 

0.02 

0.01 






Harishchandra Sagar 

Command 

Limestone 

2.715 

5.89 

0.050 

0.09 

0.01 

0.00 

0.06 

0.00 

0.82 

1.44 

0.34 

0.007 

0.33 

0.19 







Command 

Bhander Sandstone 

0.719 

5.89 

0.020 

0.02 

0.00 

0.00 

0.02 

0.00 

0.09 

0.16 

0.08 

0.002 

0.09 

0.05 


Ghatoliya 

0830000503836800 

1.954 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.282 

4.50 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.07 

0.04 

0.001 

0.10 

0.06 






Harishchandra Sagar 

Command 

Bhander Sandstone 

1.672 

4.50 

0.020 

0.05 

0.00 

0.00 

0.02 

0.00 

0.18 

0.34 

0.20 

0.004 

0.61 

0.33 


Golana 

0832000103987900 

8.539 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.231 

1.92 

0.020 

0.38 

0.06 

0.00 

0.00 

0.00 

0.44 

0.50 

1.49 

0.008 

0.29 

0.25 






Bhim Sagar 

Command 

Bhander Sandstone 

5.308 

1.92 

0.020 

0.62 

0.09 

0.00 

0.00 

0.00 

0.73 

0.84 

2.47 

0.013 

0.48 

0.42 


Golya Kheri 

0832000103980600 

4.297 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.268 

2.12 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.21 

0.24 

0.15 

0.011 

0.76 

0.67 


Gugalheri 

0832000103985200 

0.716 

Fresh 

Bhim Sagar 

Command 

Bhander Sandstone 

0.716 

1.99 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.08 

0.09 

0.25 

0.002 

0.77 

0.67 


Gul Kheri 

0832000103977400 

1.200 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.739 

2.14 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.12 

0.002 

0.46 

0.35 






Bhim Sagar 

Command 

Bhander Sandstone 

0.461 

2.14 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.08 

0.001 

0.29 

0.22 


Gunjari 

0832000103985300 

0.709 

Fresh 

Bhim Sagar 

Command 

Bhander Sandstone 

0.709 

2.01 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.11 

0.002 

0.77 

0.67 


Gurha 

0832000103979600 

0.733 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.733 

1.94 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.05 

0.002 

0.77 

0.68 



0832000204015800 

4.753 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.226 

4.87 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.25 

0.34 

0.20 

0.000 

0.72 

0.53 


Gurjeni 

0832000103984800 

2.364 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.364 

2.27 

0.020 

0.12 

0.02 

0.00 

0.00 

0.00 

0.20 

0.23 

0.47 

0.006 

0.77 

0.68 


Guwari 

0832000103987100 

2.560 

Fresh 

Bhim Sagar 

Command 

Bhander Sandstone 

2.560 

1.85 

0.020 

0.09 

0.02 

0.00 

0.00 

0.00 

0.16 

0.20 

0.36 

0.006 

0.77 

0.64 


Hali Hera 

0832000103985000 

2.778 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.778 

1.94 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.17 

0.19 

0.27 

0.007 

0.77 

0.68 


Handeeta 

0830000503835200 

3.563 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.195 

1.58 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.04 

0.02 


Hanwat Khera 

0832000103992800 

0.646 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.613 

4.37 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.12 

0.002 

0.52 

0.44 


Harigarh 

0832000103983500 

25.091 

Fresh 

Non-command 

Non-command 

Limestone 

4.380 

3.77 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.20 

0.28 

0.15 

0.011 

0.14 

0.10 







Non-command 

Bhander Sandstone 

11.777 

3.77 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.97 

1.38 

0.36 

0.030 

0.39 

0.27 






Harishchandra Sagar 

Command 

Bhander Sandstone 

1.794 

3.77 

0.020 

0.01 

0.00 

0.00 

0.04 

0.00 

0.11 

0.15 

0.05 

0.005 

0.06 

0.04 






Bhim Sagar 

Command 

Bhander Sandstone 

6.393 

3.77 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.52 

0.74 

0.20 

0.016 

0.21 

0.15 


Haripura 

0830000503848200 

5.509 

Fresh 

Non-command 

Non-command 

Shale 

0.465 

2.92 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.07 

0.02 

0.001 

0.06 

0.03 


Haripura Manji 

0830000503834000 

2.277 

Fresh 

Non-command 

Non-command 

Limestone 

0.030 

5.98 

0.050 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.000 

0.01 

0.01 


Hatai Kheri 

0832000103981000 

3.051 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.051 

2.86 

0.020 

0.14 

0.02 

0.00 

0.00 

0.01 

0.29 

0.33 

0.56 

0.008 

0.77 

0.68 


Heenchar 

0832000103982500 

33.677 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

11.805 

3.67 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.89 

1.24 

0.06 

0.030 

0.28 

0.20 






Harishchandra Sagar 

Command 

Bhander Sandstone 

6.447 

3.67 

0.020 

0.01 

0.00 

0.00 

0.14 

0.00 

0.35 

0.48 

0.03 

0.016 

0.16 

0.11 


Heengi 

0830000503850000 

7.302 

Fresh 

Non-command 

Non-command 

Shale 

7.061 

3.10 

0.020 

0.19 

0.01 

0.00 

0.00 

0.00 

0.62 

1.15 

0.72 

0.019 

0.70 

0.38 






Harishchandra Sagar 

Command 

Shale 

0.241 

3.10 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.001 

0.02 

0.01 


Idalpur 

0830000503840200 

2.693 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.002 

3.28 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Harishchandra Sagar 

Command 

Bhander Sandstone 

2.309 

3.28 

0.020 

0.05 

0.00 

0.00 

0.02 

0.00 

0.18 

0.35 

0.21 

0.006 

0.61 

0.31 


Irli 

0832000103993800 

4.101 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.931 

6.63 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.42 

0.49 

0.16 

0.007 

0.40 

0.34 


Jagdishpura 

0832000103988900 

7.406 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

7.394 

0.17 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.11 

0.019 

0.69 

0.60 


Jal Kheri 

0832000103989700 

0.817 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.011 

1.96 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Bhim Sagar 

Command 

Bhander Sandstone 

0.806 

1.96 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.07 

0.09 

0.18 

0.002 

0.76 

0.62 


Jali Hera 

0830000503841000 

1.122 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.280 

3.16 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.04 

0.01 

0.001 

0.18 

0.09 


Jamunya Talai 

0832000103986100 

3.725 

Fresh 

Non-command 

Non-command 

Limestone 

0.371 

3.53 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.001 

0.08 

0.06 







Non-command 

Bhander Sandstone 

2.465 

3.53 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.24 

0.00 

0.006 

0.54 

0.39 






Bhim Sagar 

Command 

Limestone 

0.397 

3.53 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.001 

0.09 

0.06 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.11 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0000 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.11 

0.09 

0.68 

0.09 

- 

0.09 

0.06 

0.81 

- 

0.0100 

0.0021 

0.0026 

- 

0.015 

0.015 

0.101 

0.005 

0.096 

0.109 

113.34 

Over Exploited 

Digod 

0830000503848300 

0.04 

0.00 

4,247.78 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.045 

1,620.08 

Over Exploited 

Dobara 

0830000503849800 

0.09 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.03 

770.62 

0.04 

- 

0.04 

0.03 

0.44 

- 

- 

- 

- 

- 

- 

- 

0.038 

0.002 

0.036 

0.005 

14.06 

Safe 

Dobra 

0832000103976600 

0.11 

1.42 

14.40 

1.62 

0.04 

1.66 

0.06 

0.83 

- 

0.1100 

- 

- 

0.001 

0.111 

0.111 

1.775 

0.089 

1.686 

0.999 

59.22 

Safe 

Doonda 

0832000103984900 

0.11 

0.59 

(8.37) 

0.54 

0.03 

0.57 

0.05 

0.75 

- 

0.1000 

- 

- 

0.001 

0.101 

0.101 

0.675 

0.034 

0.642 

0.888 

138.34 

Over Exploited 



0.11 

0.01 

733.38 

0.01 

0.00 

0.01 

0.01 

0.08 

- 

0.0100 

0.0021 

0.0021 

0.001 

0.016 

0.016 

0.025 

0.001 

0.023 

0.091 

388.31 

Over Exploited 

Doondi 

0832000103980900 

0.11 

0.27 

26.27 

0.32 

0.03 

0.35 

0.06 

0.83 

- 

0.0800 

- 

- 

0.000 

0.080 

0.080 

0.429 

0.021 

0.408 

0.677 

166.04 

Over Exploited 

Doongarpur 

0832000103992300 

0.11 

0.17 

(20.05) 

0.13 

0.01 

0.14 

0.05 

0.79 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.174 

0.009 

0.165 

0.278 

168.17 

Over Exploited 


0830000503849700 

0.04 

0.00 

87,638.46 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.021 

38,096.33 

Over Exploited 

Durjan Pura 

0832000103980100 

0.11 

0.26 

33.13 

0.31 

- 

0.31 

0.05 

0.76 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.328 

0.016 

0.311 

0.117 

37.69 

Safe 

Fadaniya 

0832000103983200 

0.11 

0.00 

6,646.26 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.11 

0.07 

(11.44) 

0.06 

0.03 

0.09 

0.04 

0.53 

- 

0.0100 

0.0280 

- 

- 

0.038 

0.038 

0.126 

0.006 

0.120 

0.067 

56.09 

Safe 



0.11 

0.02 

142.47 

0.02 

- 

0.02 

0.02 

0.29 

- 

0.0100 

0.0018 

0.0017 

- 

0.014 

0.014 

0.038 

0.002 

0.036 

0.034 

93.36 

Critical 

Gadarwara 

0830000503850800 

0.04 

0.02 

802.44 

0.03 

0.00 

0.03 

0.03 

0.36 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.026 

0.001 

0.025 

0.004 

16.78 

Safe 



0.04 

0.03 

538.68 

0.03 

0.02 

0.05 

0.03 

0.42 

- 

- 

0.0165 

- 

0.001 

0.017 

0.017 

0.072 

0.004 

0.068 

0.005 

7.18 

Safe 

Gadarwara Doondi 

0832000103981100 

0.11 

1.01 

39.43 

1.22 

0.04 

1.26 

0.06 

0.83 

- 

0.1900 

- 

- 

0.006 

0.196 

0.196 

1.458 

0.073 

1.385 

1.042 

75.26 

Semi Critical 

Gadarwara Noorji 

0832000103986900 

0.11 

0.30 

3.20 

0.31 

0.03 

0.34 

0.06 

0.84 

- 

0.1000 

0.0108 

0.0130 

0.004 

0.128 

0.128 

0.471 

0.024 

0.448 

0.547 

122.12 

Over Exploited 

Ganesh Pura 

0832000204015500 

0.05 

0.05 

201.55 

0.06 

- 

0.06 

0.04 

0.56 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.072 

0.004 

0.068 

0.101 

147.99 

Over Exploited 



0.05 

0.02 

372.45 

0.02 

- 

0.02 

0.02 

0.32 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.030 

0.001 

0.028 

0.058 

203.92 

Over Exploited 

Gardana 

0830000503837800 

0.07 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.00 

30,006.61 

0.00 

0.01 

0.01 

0.00 

0.02 

- 

- 

0.0035 

- 

- 

0.004 

0.004 

0.010 

0.000 

0.009 

0.012 

127.89 

Over Exploited 

Gaupura 

0832000204015600 

0.05 

0.00 

2,034.44 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

1,506.46 

Over Exploited 



0.05 

0.08 

107.12 

0.09 

- 

0.09 

0.06 

0.83 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.114 

0.006 

0.108 

0.122 

112.73 

Over Exploited 

Ghagharawata 

0832000103989100 

0.11 

0.25 

(81.08) 

0.20 

0.01 

0.21 

0.05 

0.76 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.233 

0.012 

0.221 

0.176 

79.75 

Semi Critical 

Ghanahera 

0830000503847400 

0.09 

0.00 

3,180.04 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.002 

0.020 

841.27 

Over Exploited 



0.09 

0.25 

60.87 

0.29 

0.12 

0.41 

0.05 

0.59 

- 

0.0200 

0.0671 

- 

0.002 

0.089 

0.089 

0.502 

0.025 

0.477 

0.195 

40.97 

Safe 

Ghatal 

0830000503836300 

0.07 

0.00 

41,391.83 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.022 

7,548.66 

Over Exploited 



0.07 

0.06 

2,204.69 

0.08 

0.07 

0.14 

0.03 

0.36 

- 

0.0400 

0.0360 

- 

- 

0.076 

0.076 

0.219 

0.011 

0.208 

0.342 

164.44 

Over Exploited 



0.09 

0.01 

2,678.87 

0.01 

0.02 

0.02 

0.01 

0.09 

- 

0.0100 

0.0095 

- 

- 

0.020 

0.020 

0.042 

0.002 

0.040 

0.079 

199.58 

Over Exploited 

Ghatoliya 

0830000503836800 

0.09 

0.00 

2,390.50 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.039 

1,294.16 

Over Exploited 



0.09 

0.09 

264.72 

0.11 

0.02 

0.13 

0.05 

0.67 

- 

0.0100 

0.0148 

- 

- 

0.025 

0.025 

0.154 

0.008 

0.146 

0.206 

141.49 

Over Exploited 

Golana 

0832000103987900 

0.11 

0.10 

388.65 

0.12 

0.06 

0.19 

0.02 

0.31 

- 

0.1700 

- 

- 

0.007 

0.177 

0.177 

0.366 

0.018 

0.348 

1.499 

431.02 

Over Exploited 



0.11 

0.28 

200.55 

0.33 

0.09 

0.43 

0.04 

0.51 

- 

0.2800 

0.0136 

0.0131 

0.007 

0.314 

0.314 

0.744 

0.037 

0.706 

2.479 

351.03 

Over Exploited 

Golya Kheri 

0832000103980600 

0.11 

0.36 

(33.24) 

0.29 

0.01 

0.30 

0.06 

0.82 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.317 

0.016 

0.301 

0.159 

52.78 

Safe 

Gugalheri 

0832000103985200 

0.11 

0.06 

49.02 

0.07 

0.01 

0.08 

0.06 

0.83 

- 

0.0300 

0.0018 

0.0018 

- 

0.034 

0.034 

0.116 

0.006 

0.111 

0.252 

227.73 

Over Exploited 

Gul Kheri 

0832000103977400 

0.11 

0.04 

113.76 

0.05 

- 

0.05 

0.04 

0.50 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.055 

0.003 

0.052 

0.120 

228.40 

Over Exploited 



0.11 

0.01 

254.88 

0.02 

- 

0.02 

0.02 

0.31 

- 

0.0100 

0.0009 

0.0011 

- 

0.012 

0.012 

0.030 

0.001 

0.028 

0.077 

273.66 

Over Exploited 

Gunjari 

0832000103985300 

0.11 

0.06 

12.69 

0.07 

- 

0.07 

0.06 

0.83 

- 

0.0100 

0.0018 

0.0018 

- 

0.014 

0.014 

0.081 

0.004 

0.077 

0.115 

148.63 

Over Exploited 

Gurha 

0832000103979600 

0.11 

0.06 

(29.36) 

0.05 

- 

0.05 

0.06 

0.83 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.060 

0.003 

0.057 

0.049 

86.28 

Semi Critical 


0832000204015800 

0.05 

0.15 

121.16 

0.18 

0.01 

0.19 

0.05 

0.77 

- 

0.0400 

- 

- 

0.000 

0.040 

0.040 

0.232 

0.012 

0.221 

0.202 

91.54 

Critical 

Gurjeni 

0832000103984800 

0.11 

0.20 

15.71 

0.23 

0.02 

0.25 

0.06 

0.83 

- 

0.0500 

- 

- 

0.005 

0.055 

0.055 

0.309 

0.015 

0.294 

0.474 

161.28 

Over Exploited 

Guwari 

0832000103987100 

0.11 

0.22 

(8.15) 

0.20 

0.02 

0.22 

0.06 

0.83 

- 

0.0700 

0.0079 

0.0095 

- 

0.087 

0.087 

0.308 

0.015 

0.292 

0.369 

126.48 

Over Exploited 

Hali Hera 

0832000103985000 

0.11 

0.24 

(19.01) 

0.19 

0.01 

0.20 

0.06 

0.83 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.230 

0.012 

0.219 

0.276 

126.12 

Over Exploited 

Handeeta 

0830000503835200 

0.09 

0.00 

1,360.99 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Hanwat Khera 

0832000103992800 

0.11 

0.03 

181.23 

0.04 

- 

0.04 

0.03 

0.55 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.052 

0.003 

0.049 

0.125 

253.23 

Over Exploited 

Harigarh 

0832000103983500 

0.10 

0.06 

340.07 

0.08 

0.01 

0.09 

0.01 

0.16 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.116 

0.006 

0.110 

0.165 

150.18 

Over Exploited 



0.11 

0.45 

5,208.96 

0.55 

0.01 

0.56 

0.03 

0.42 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.616 

0.031 

0.585 

0.389 

66.47 

Safe 



0.11 

0.01 

1,209.03 

0.01 

0.04 

0.05 

0.00 

0.06 

- 

0.0100 

0.0397 

- 

- 

0.050 

0.050 

0.102 

0.005 

0.097 

0.054 

55.32 

Safe 



0.11 

0.15 

402.40 

0.18 

0.01 

0.19 

0.02 

0.23 

- 

0.0400 

0.0164 

0.0158 

- 

0.072 

0.072 

0.260 

0.013 

0.247 

0.212 

86.04 

Semi Critical 

Haripura 

0830000503848200 

0.04 

0.00 

6,480.87 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.023 

1,811.75 

Over Exploited 

Haripura Manji 

0830000503834000 

0.07 

0.00 

141,700.26 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.022 

96,028.30 

Over Exploited 

Hatai Kheri 

0832000103981000 

0.11 

0.26 

26.69 

0.31 

0.03 

0.34 

0.06 

0.83 

- 

0.1100 

- 

- 

0.009 

0.119 

0.119 

0.455 

0.023 

0.432 

0.571 

132.09 

Over Exploited 

Heenchar 

0832000103982500 

0.11 

0.37 

234.64 

0.44 

- 

0.44 

0.02 

0.31 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.453 

0.023 

0.431 

0.089 

20.66 

Safe 



0.11 

0.11 

337.93 

0.13 

0.14 

0.27 

0.01 

0.17 

- 

- 

0.1141 

- 

- 

0.114 

0.114 

0.384 

0.019 

0.364 

0.050 

13.81 

Safe 

Heengi 

0830000503850000 

0.04 

0.20 

481.83 

0.24 

0.01 

0.25 

0.06 

0.76 

- 

0.0800 

- 

- 

0.001 

0.081 

0.081 

0.328 

0.016 

0.312 

0.736 

235.75 

Over Exploited 



0.04 

0.00 

9,926.60 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

0.0021 

- 

- 

0.002 

0.002 

0.005 

0.000 

0.005 

0.020 

418.13 

Over Exploited 

Idalpur 

0830000503840200 

0.09 

0.00 

291,158.72 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.09 

0.13 

172.61 

0.15 

0.02 

0.18 

0.05 

0.67 

- 

0.0200 

0.0204 

- 

- 

0.040 

0.040 

0.218 

0.011 

0.207 

0.217 

104.71 

Over Exploited 

Irli 

0832000103993800 

0.11 

0.13 

287.76 

0.15 

0.01 

0.16 

0.02 

0.42 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.183 

0.009 

0.174 

0.167 

96.24 

Critical 

Jagdishpura 

0832000103988900 

0.11 

0.56 

(88.64) 

0.45 

- 

0.45 

0.05 

0.74 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.460 

0.023 

0.437 

0.125 

28.55 

Safe 

Jal Kheri 

0832000103989700 

0.11 

0.00 

3,765.93 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.11 

0.07 

29.81 

0.08 

0.01 

0.09 

0.06 

0.81 

- 

0.0300 

0.0025 

0.0030 

- 

0.036 

0.036 

0.126 

0.006 

0.120 

0.183 

153.01 

Over Exploited 

Jali Hera 

0830000503841000 

0.09 

0.00 

693.02 

0.01 

- 

0.01 

0.02 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.011 

209.80 

Over Exploited 

Jamunya Talai 

0832000103986100 

0.10 

0.00 

497.11 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.003 

0.001 

27.10 

Safe 



0.11 

0.15 

63.60 

0.18 

- 

0.18 

0.04 

0.59 

- 

- 

- 

- 

- 

- 

- 

0.177 

0.009 

0.168 

0.006 

3.71 

Safe 



0.10 

0.00 

457.71 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

0.0010 

0.0010 

- 

0.002 

0.002 

0.006 

0.000 

0.006 

0.001 

17.15 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Command 

Bhander Sandstone 

0.340 

3.53 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.001 

0.08 

0.05 


Jarga 

0832000103984700 

6.621 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.621 

2.11 

0.020 

0.12 

0.02 

0.00 

0.00 

0.00 

0.37 

0.43 

0.47 

0.017 

0.77 

0.68 


Jathedi 

0832000103981700 

1.138 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.546 

1.85 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.07 

0.001 

0.37 

0.31 






Bhim Sagar 

Command 

Bhander Sandstone 

0.592 

1.85 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.09 

0.002 

0.40 

0.34 


Jawra 

0832000103986400 

0.885 

Fresh 

Bhim Sagar 

Command 

Bhander Sandstone 

0.885 

2.37 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.08 

0.11 

0.20 

0.002 

0.81 

0.59 


Jeera Pur 

0832000103978700 

2.605 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.048 

1.58 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 






Harishchandra Sagar 

Command 

Bhander Sandstone 

1.612 

1.58 

0.020 

0.05 

0.01 

0.00 

0.03 

0.00 

0.06 

0.07 

0.19 

0.004 

0.48 

0.39 






Bhim Sagar 

Command 

Bhander Sandstone 

0.945 

1.58 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.12 

0.002 

0.28 

0.23 


Jhagar 

0832000103988600 

10.005 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

9.983 

-0.14 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.025 

0.74 

0.64 


Jithana 

0832000103984600 

2.656 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.645 

1.96 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.16 

0.19 

0.26 

0.007 

0.77 

0.67 






Bhim Sagar 

Command 

Bhander Sandstone 

0.011 

1.96 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jogara 

0830000503848000 

4.728 

Fresh 

Non-command 

Non-command 

Shale 

4.228 

2.99 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.31 

0.62 

0.23 

0.011 

0.64 

0.32 






Harishchandra Sagar 

Command 

Shale 

0.266 

2.99 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.03 

0.01 

0.001 

0.04 

0.02 


Jogari 

0830000503848100 

1.845 

Fresh 

Non-command 

Non-command 

Shale 

1.292 

3.12 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.19 

0.08 

0.003 

0.50 

0.25 






Harishchandra Sagar 

Command 

Shale 

0.553 

3.12 

0.020 

0.01 

0.00 

0.00 

0.01 

0.00 

0.04 

0.08 

0.04 

0.001 

0.21 

0.11 


Jolpa 

0832000103975400 

22.302 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

13.959 

3.22 

0.020 

0.16 

0.02 

0.00 

0.00 

0.07 

0.97 

1.41 

0.60 

0.035 

0.46 

0.32 







Non-command 

Shale 

8.011 

3.22 

0.010 

0.08 

0.01 

0.00 

0.00 

0.00 

0.33 

0.48 

0.29 

0.020 

0.27 

0.18 


Kakwasa 

0832000103983100 

2.013 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.446 

2.07 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.001 

0.17 

0.15 






Bhim Sagar 

Command 

Bhander Sandstone 

1.567 

2.07 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.11 

0.14 

0.004 

0.60 

0.52 


Kalarewa 

0832000103981400 

3.096 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.096 

2.20 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.21 

0.24 

0.35 

0.008 

0.77 

0.68 


Kanganya 

0830000503837200 

4.594 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.093 

4.70 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.26 

0.11 

0.003 

0.17 

0.09 


Kankarda 

0832000103990800 

5.366 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.346 

2.55 

0.020 

0.17 

0.02 

0.00 

0.00 

0.00 

0.42 

0.52 

0.66 

0.014 

0.75 

0.60 






Bhim Sagar 

Command 

Bhander Sandstone 

0.008 

2.55 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kans Kherli 

0832000204015400 

8.744 

Fresh 

Non-command 

Non-command 

Limestone 

0.308 

3.70 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.000 

0.03 

0.02 


Kanwalda 

0832000103988000 

2.365 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.365 

1.77 

0.020 

0.13 

0.02 

0.00 

0.00 

0.00 

0.19 

0.22 

0.50 

0.006 

0.77 

0.68 


Kanwarpura Bhattji 

0832000103985500 

1.935 

Fresh 

Bhim Sagar 

Command 

Bhander Sandstone 

1.935 

1.78 

0.020 

0.11 

0.02 

0.00 

0.00 

0.00 

0.16 

0.19 

0.44 

0.005 

0.77 

0.64 


Kanwarpura Mandwalan 

0832000103976500 

6.761 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.761 

3.28 

0.020 

0.20 

0.03 

0.00 

0.00 

0.00 

0.61 

0.70 

0.76 

0.017 

0.77 

0.67 


Karanwas 

0832000103994300 

5.767 

Fresh 

Non-command 

Non-command 

Limestone 

0.342 

7.81 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.04 

0.001 

0.04 

0.03 







Non-command 

Bhander Sandstone 

0.483 

7.81 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.11 

0.06 

0.001 

0.06 

0.04 


Kareeriya 

0830000503835300 

4.644 

Fresh 

Non-command 

Non-command 

Limestone 

1.865 

3.40 

0.050 

0.03 

0.00 

0.00 

0.00 

0.00 

0.34 

0.56 

0.11 

0.005 

0.29 

0.18 







Non-command 

Bhander Sandstone 

0.290 

3.40 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.001 

0.04 

0.03 






Harishchandra Sagar 

Command 

Limestone 

0.969 

3.40 

0.050 

0.01 

0.00 

0.00 

0.02 

0.00 

0.15 

0.25 

0.05 

0.003 

0.15 

0.09 







Command 

Bhander Sandstone 

0.132 

3.40 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.02 

0.01 


Kari Kheri 

0832000103992000 

3.862 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.862 

2.14 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.25 

0.29 

0.33 

0.010 

0.74 

0.63 


Kathaun 

0830000503835400 

2.431 

Fresh 

Non-command 

Non-command 

Limestone 

0.001 

8.00 

0.050 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Harishchandra Sagar 

Command 

Limestone 

0.015 

8.00 

0.050 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Keelyaheri 

0830000503837400 

0.790 

Fresh 

Harishchandra Sagar 

Command 

Bhander Sandstone 

0.790 

4.59 

0.020 

0.04 

0.00 

0.00 

0.01 

0.00 

0.10 

0.20 

0.14 

0.002 

0.72 

0.38 


Kethooni 

0832000103981500 

2.393 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.393 

1.87 

0.020 

0.06 

0.01 

0.00 

0.00 

0.01 

0.13 

0.15 

0.24 

0.006 

0.77 

0.67 


Khamawada 

0832000103978900 

1.839 

Fresh 

Bhim Sagar 

Command 

Bhander Sandstone 

1.839 

1.77 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.13 

0.16 

0.30 

0.005 

0.76 

0.63 


Khandi 

0832000103989400 

4.167 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.162 

1.79 

0.020 

0.26 

0.04 

0.00 

0.00 

0.00 

0.37 

0.43 

1.03 

0.011 

0.76 

0.66 


Khanpur 

0832000103980800 

6.186 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.176 

3.34 

0.020 

0.64 

0.09 

0.00 

0.00 

0.00 

0.96 

1.09 

2.27 

0.230 

0.77 

0.68 


Khata Kheri 

0832000103977300 

3.526 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.231 

1.88 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.05 

0.04 






Harishchandra Sagar 

Command 

Bhander Sandstone 

0.622 

1.88 

0.020 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.01 

0.02 

0.002 

0.13 

0.10 






Bhim Sagar 

Command 

Bhander Sandstone 

2.664 

1.88 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.16 

0.06 

0.007 

0.57 

0.42 


Khatawada 

0832000103981600 

6.065 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.640 

1.89 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.23 

0.27 

0.06 

0.014 

0.71 

0.62 






Bhim Sagar 

Command 

Bhander Sandstone 

0.407 

1.89 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.05 

0.04 


Khera 

0832000103983700 

6.817 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.272 

2.47 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.001 

0.03 

0.02 






Harishchandra Sagar 

Command 

Bhander Sandstone 

1.612 

2.47 

0.020 

0.03 

0.01 

0.00 

0.05 

0.00 

0.05 

0.06 

0.11 

0.004 

0.19 

0.15 






Bhim Sagar 

Command 

Bhander Sandstone 

4.907 

2.47 

0.020 

0.09 

0.02 

0.00 

0.00 

0.00 

0.31 

0.40 

0.34 

0.012 

0.57 

0.45 


Kheri 

0832000103989000 

3.819 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.802 

1.14 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.14 

0.11 

0.010 

0.64 

0.55 


Kherli Kakoonya 

0830000503838000 

3.803 

Fresh 

Harishchandra Sagar 

Command 

Limestone 

0.006 

3.81 

0.050 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kherli Khoda 

0830000503840100 

1.611 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.012 

2.82 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 






Harishchandra Sagar 

Command 

Bhander Sandstone 

1.099 

2.82 

0.020 

0.03 

0.00 

0.00 

0.01 

0.00 

0.08 

0.16 

0.11 

0.003 

0.49 

0.25 


Kherli Meeran 

0832000103986800 

1.396 

Fresh 

Bhim Sagar 

Command 

Bhander Sandstone 

1.396 

2.23 

0.020 

0.06 

0.02 

0.00 

0.00 

0.00 

0.10 

0.14 

0.25 

0.004 

0.80 

0.60 


Khoont Kheri 

0832000103975500 

2.324 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.324 

2.68 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.19 

0.09 

0.006 

0.75 

0.56 


Khunja 

0832000103976900 

1.463 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.463 

2.15 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.11 

0.14 

0.004 

0.76 

0.61 


Kishanpura 

0830000503836700 

1.249 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.371 

4.31 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.00 

0.001 

0.21 

0.12 






Harishchandra Sagar 

Command 

Bhander Sandstone 

0.878 

4.31 

0.020 

0.00 

0.00 

0.00 

0.01 

0.00 

0.07 

0.12 

0.00 

0.002 

0.50 

0.28 



0830000503850900 

7.879 

Fresh 

Non-command 

Non-command 

Shale 

0.002 

2.60 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Harishchandra Sagar 

Command 

Shale 

7.494 

2.60 

0.020 

0.01 

0.00 

0.00 

0.08 

0.01 

0.31 

0.61 

0.02 

0.020 

0.68 

0.35 


Koloo Kheri 

0832000103977500 

1.053 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.907 

1.86 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.09 

0.002 

0.66 

0.54 






Bhim Sagar 

Command 

Bhander Sandstone 

0.146 

1.86 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.11 

0.09 


Korkya 

0832000103993200 

0.584 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.538 

4.57 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.10 

0.18 

0.001 

0.50 

0.43 


Kotla 

0832000103976000 

7.086 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.406 

3.45 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.45 

0.52 

0.00 

0.016 

0.69 

0.60 


Kotri 

0830000503847600 

9.096 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.184 

2.56 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.000 

0.01 

0.01 






Harishchandra Sagar 

Command 

Bhander Sandstone 

3.247 

2.56 

0.020 

0.06 

0.01 

0.00 

0.07 

0.00 

0.15 

0.29 

0.22 

0.009 

0.26 

0.13 







Command 

Shale 

1.663 

2.56 

0.020 

0.03 

0.00 

0.00 

0.04 

0.00 

0.08 

0.16 

0.13 

0.004 

0.13 

0.07 


Kudet 

0830000503847700 

3.127 

Fresh 

Harishchandra Sagar 

Command 

Shale 

0.034 

1.95 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.11 

0.00 

1,086.51 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

0.0009 

0.0008 

- 

0.002 

0.002 

0.005 

0.000 

0.005 

0.001 

17.89 

Safe 

Jarga 

0832000103984700 

0.11 

0.56 

(23.97) 

0.45 

0.02 

0.47 

0.06 

0.83 

- 

0.0500 

- 

- 

0.007 

0.057 

0.057 

0.530 

0.026 

0.503 

0.487 

96.74 

Critical 

Jathedi 

0832000103981700 

0.11 

0.02 

112.77 

0.03 

- 

0.03 

0.03 

0.40 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.037 

0.002 

0.035 

0.074 

214.48 

Over Exploited 



0.11 

0.03 

88.28 

0.03 

- 

0.03 

0.03 

0.43 

- 

0.0100 

0.0015 

0.0015 

- 

0.013 

0.013 

0.044 

0.002 

0.042 

0.091 

215.70 

Over Exploited 

Jawra 

0832000103986400 

0.11 

0.08 

41.65 

0.09 

0.01 

0.10 

0.06 

0.87 

- 

0.0200 

0.0023 

0.0022 

- 

0.025 

0.025 

0.129 

0.006 

0.122 

0.200 

163.55 

Over Exploited 

Jeera Pur 

0832000103978700 

0.11 

0.00 

2,322.54 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

9,587.67 

Over Exploited 



0.11 

0.08 

(17.64) 

0.07 

0.04 

0.11 

0.04 

0.51 

- 

0.0200 

0.0357 

- 

- 

0.056 

0.056 

0.170 

0.008 

0.161 

0.196 

121.67 

Over Exploited 



0.11 

0.03 

153.65 

0.03 

- 

0.03 

0.02 

0.30 

- 

0.0100 

0.0024 

0.0023 

- 

0.015 

0.015 

0.050 

0.002 

0.047 

0.118 

251.16 

Over Exploited 

Jhagar 

0832000103988600 

0.11 

0.81 

- 

0.81 

0.00 

0.81 

0.05 

0.79 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.809 

0.081 

0.728 

0.025 

3.48 

Safe 

Jithana 

0832000103984600 

0.11 

0.22 

(15.59) 

0.19 

0.01 

0.20 

0.06 

0.82 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.228 

0.011 

0.217 

0.264 

121.69 

Over Exploited 



0.11 

0.00 

13,878.11 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jogara 

0830000503848000 

0.04 

0.11 

476.63 

0.13 

0.00 

0.13 

0.05 

0.69 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.141 

0.007 

0.134 

0.236 

176.02 

Over Exploited 



0.04 

0.00 

5,997.80 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

0.0024 

- 

- 

0.002 

0.002 

0.006 

0.000 

0.005 

0.011 

195.80 

Over Exploited 

Jogari 

0830000503848100 

0.04 

0.03 

648.18 

0.03 

0.00 

0.03 

0.04 

0.54 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.037 

0.002 

0.035 

0.081 

229.94 

Over Exploited 



0.04 

0.00 

1,510.68 

0.01 

0.01 

0.01 

0.02 

0.23 

- 

- 

0.0049 

- 

- 

0.005 

0.005 

0.016 

0.001 

0.016 

0.041 

264.81 

Over Exploited 

Jolpa 

0832000103975400 

0.11 

0.71 

97.34 

0.85 

0.09 

0.95 

0.04 

0.50 

- 

0.0700 

- 

- 

0.108 

0.178 

0.178 

1.125 

0.056 

1.069 

0.632 

59.16 

Safe 



0.10 

0.21 

122.84 

0.26 

0.01 

0.27 

0.02 

0.29 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.299 

0.015 

0.284 

0.313 

110.41 

Over Exploited 

Kakwasa 

0832000103983100 

0.11 

0.01 

295.98 

0.01 

- 

0.01 

0.01 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.001 

0.010 

0.043 

451.26 

Over Exploited 



0.11 

0.10 

6.74 

0.11 

0.01 

0.12 

0.05 

0.65 

- 

0.0200 

0.0040 

0.0039 

- 

0.028 

0.028 

0.148 

0.007 

0.141 

0.147 

104.32 

Over Exploited 

Kalarewa 

0832000103981400 

0.11 

0.26 

(7.02) 

0.24 

0.01 

0.26 

0.06 

0.83 

- 

0.0400 

- 

- 

0.002 

0.042 

0.042 

0.297 

0.015 

0.282 

0.361 

127.84 

Over Exploited 

Kanganya 

0830000503837200 

0.09 

0.02 

1,451.38 

0.02 

- 

0.02 

0.01 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.020 

0.001 

0.019 

0.109 

569.01 

Over Exploited 

Kankarda 

0832000103990800 

0.11 

0.44 

19.74 

0.52 

0.02 

0.54 

0.05 

0.80 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.615 

0.031 

0.584 

0.674 

115.34 

Over Exploited 



0.11 

0.00 

52,383.01 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kans Kherli 

0832000204015400 

0.05 

0.00 

3,388.82 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

- 

- 

Safe 

Kanwalda 

0832000103988000 

0.11 

0.20 

8.84 

0.22 

0.02 

0.24 

0.06 

0.83 

- 

0.0600 

- 

- 

0.003 

0.063 

0.063 

0.302 

0.015 

0.287 

0.501 

174.62 

Over Exploited 

Kanwarpura Bhattji 

0832000103985500 

0.11 

0.16 

15.89 

0.19 

0.02 

0.21 

0.06 

0.83 

- 

0.0800 

0.0050 

0.0048 

- 

0.090 

0.090 

0.301 

0.015 

0.286 

0.441 

154.34 

Over Exploited 

Kanwarpura Mandwalan 

0832000103976500 

0.11 

0.57 

22.90 

0.68 

0.03 

0.72 

0.06 

0.83 

- 

0.0900 

- 

- 

0.004 

0.094 

0.094 

0.812 

0.041 

0.772 

0.781 

101.24 

Over Exploited 

Karanwas 

0832000103994300 

0.10 

0.00 

3,321.31 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.039 

2,487.12 

Over Exploited 



0.11 

0.00 

3,533.37 

0.00 

- 

0.00 

0.00 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.058 

450.22 

Over Exploited 

Kareeriya 

0830000503835300 

0.07 

0.04 

1,391.15 

0.05 

0.00 

0.05 

0.02 

0.31 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.064 

0.003 

0.061 

0.113 

185.82 

Over Exploited 



0.09 

0.00 

3,731.39 

0.00 

0.00 

0.00 

0.00 

0.05 

- 

- 

- 

- 

0.003 

0.004 

0.004 

0.007 

0.000 

0.007 

0.020 

288.69 

Over Exploited 



0.07 

0.01 

2,376.66 

0.01 

0.02 

0.03 

0.01 

0.16 

- 

0.0100 

0.0172 

- 

- 

0.027 

0.027 

0.060 

0.003 

0.057 

0.057 

99.13 

Critical 



0.09 

0.00 

4,066.52 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

0.0023 

- 

- 

0.002 

0.002 

0.005 

0.000 

0.005 

0.010 

201.60 

Over Exploited 

Kari Kheri 

0832000103992000 

0.11 

0.32 

(8.96) 

0.29 

0.01 

0.30 

0.05 

0.80 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.338 

0.017 

0.321 

0.340 

105.85 

Over Exploited 

Kathaun 

0830000503835400 

0.07 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.00 

194,355.44 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0002 

- 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Keelyaheri 

0830000503837400 

0.09 

0.05 

283.03 

0.06 

0.01 

0.07 

0.06 

0.78 

- 

0.0100 

0.0070 

- 

0.001 

0.018 

0.018 

0.088 

0.004 

0.084 

0.146 

174.77 

Over Exploited 

Kethooni 

0832000103981500 

0.11 

0.20 

(24.40) 

0.16 

0.02 

0.18 

0.06 

0.83 

- 

0.0300 

- 

- 

0.008 

0.038 

0.038 

0.216 

0.011 

0.205 

0.241 

117.72 

Over Exploited 

Khamawada 

0832000103978900 

0.11 

0.15 

5.33 

0.16 

0.01 

0.17 

0.06 

0.82 

- 

0.0300 

0.0047 

0.0045 

0.001 

0.041 

0.041 

0.214 

0.011 

0.204 

0.309 

151.62 

Over Exploited 

Khandi 

0832000103989400 

0.11 

0.35 

22.90 

0.42 

0.04 

0.46 

0.06 

0.81 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

0.576 

0.029 

0.547 

1.040 

190.00 

Over Exploited 

Khanpur 

0832000103980800 

0.11 

0.52 

108.85 

0.63 

0.09 

0.72 

0.06 

0.83 

- 

0.4300 

- 

- 

- 

0.430 

0.430 

1.146 

0.057 

1.089 

2.498 

229.36 

Over Exploited 

Khata Kheri 

0832000103977300 

0.11 

0.00 

837.73 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.009 

603.61 

Over Exploited 



0.11 

0.01 

52.37 

0.01 

0.01 

0.02 

0.01 

0.14 

- 

- 

0.0110 

- 

- 

0.011 

0.011 

0.035 

0.002 

0.033 

0.019 

55.67 

Safe 



0.11 

0.17 

(2.20) 

0.16 

- 

0.16 

0.04 

0.61 

- 

0.0100 

0.0055 

0.0066 

- 

0.022 

0.022 

0.185 

0.009 

0.175 

0.066 

37.52 

Safe 

Khatawada 

0832000103981600 

0.11 

0.44 

(39.67) 

0.35 

- 

0.35 

0.05 

0.77 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.365 

0.018 

0.346 

0.073 

21.16 

Safe 



0.11 

0.00 

664.69 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

0.0010 

0.0010 

- 

0.002 

0.002 

0.005 

0.000 

0.005 

0.001 

22.30 

Safe 

Khera 

0832000103983700 

0.11 

0.00 

1,714.93 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.018 

1,646.83 

Over Exploited 



0.11 

0.03 

84.01 

0.04 

0.06 

0.10 

0.01 

0.20 

- 

0.0200 

0.0428 

- 

- 

0.063 

0.063 

0.164 

0.008 

0.156 

0.110 

70.59 

Semi Critical 



0.11 

0.31 

29.14 

0.37 

0.02 

0.39 

0.04 

0.61 

- 

0.0600 

0.0151 

0.0182 

- 

0.093 

0.093 

0.482 

0.024 

0.458 

0.356 

77.76 

Semi Critical 

Kheri 

0832000103989000 

0.11 

0.27 

(49.36) 

0.21 

- 

0.21 

0.04 

0.68 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.224 

0.011 

0.213 

0.119 

55.66 

Safe 

Kherli Kakoonya 

0830000503838000 

0.07 

0.00 

409,041.33 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0001 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kherli Khoda 

0830000503840100 

0.09 

0.00 

22,974.72 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.09 

0.05 

228.14 

0.06 

0.01 

0.07 

0.04 

0.53 

- 

0.0100 

0.0097 

- 

- 

0.020 

0.020 

0.089 

0.004 

0.085 

0.109 

128.21 

Over Exploited 

Kherli Meeran 

0832000103986800 

0.11 

0.12 

11.14 

0.14 

0.02 

0.16 

0.06 

0.86 

- 

0.0500 

0.0043 

0.0052 

- 

0.060 

0.060 

0.216 

0.011 

0.206 

0.250 

121.38 

Over Exploited 

Khoont Kheri 

0832000103975500 

0.11 

0.19 

1.23 

0.19 

0.00 

0.19 

0.06 

0.81 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.205 

0.010 

0.195 

0.094 

48.16 

Safe 

Khunja 

0832000103976900 

0.11 

0.12 

(6.48) 

0.11 

0.01 

0.12 

0.06 

0.82 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.145 

0.007 

0.138 

0.143 

103.32 

Over Exploited 

Kishanpura 

0830000503836700 

0.09 

0.01 

631.43 

0.01 

0.00 

0.01 

0.02 

0.23 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.017 

0.001 

0.016 

0.001 

5.97 

Safe 



0.09 

0.04 

203.52 

0.05 

0.01 

0.06 

0.04 

0.55 

- 

- 

0.0078 

- 

0.000 

0.008 

0.008 

0.065 

0.003 

0.062 

0.002 

3.74 

Safe 


0830000503850900 

0.04 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.20 

198.36 

0.25 

0.09 

0.33 

0.06 

0.74 

- 

- 

0.0663 

- 

0.015 

0.081 

0.081 

0.416 

0.021 

0.395 

0.042 

10.56 

Safe 

Koloo Kheri 

0832000103977500 

0.11 

0.07 

0.69 

0.07 

- 

0.07 

0.05 

0.71 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.076 

0.004 

0.072 

0.092 

128.18 

Over Exploited 



0.11 

0.00 

288.76 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

0.0004 

0.0004 

- 

0.001 

0.001 

0.003 

0.000 

0.003 

0.008 

321.90 

Over Exploited 

Korkya 

0832000103993200 

0.11 

0.03 

252.65 

0.04 

0.01 

0.05 

0.03 

0.53 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.066 

0.003 

0.062 

0.181 

291.35 

Over Exploited 

Kotla 

0832000103976000 

0.11 

0.49 

6.28 

0.52 

- 

0.52 

0.05 

0.75 

- 

- 

- 

- 

- 

- 

- 

0.519 

0.026 

0.493 

0.016 

3.29 

Safe 

Kotri 

0830000503847600 

0.09 

0.00 

7,788.16 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

3,818.68 

Over Exploited 



0.09 

0.07 

292.18 

0.09 

0.08 

0.17 

0.02 

0.28 

- 

0.0200 

0.0431 

- 

0.001 

0.064 

0.064 

0.233 

0.012 

0.222 

0.227 

102.25 

Over Exploited 



0.04 

0.01 

1,711.44 

0.01 

0.04 

0.05 

0.01 

0.14 

- 

0.0100 

0.0221 

- 

0.001 

0.033 

0.033 

0.080 

0.004 

0.076 

0.133 

175.53 

Over Exploited 

Kudet 

0830000503847700 

0.04 

0.00 

11,235.01 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0005 

- 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

7.62 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Kundanpur 

083000050383690C 

5.741 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.584 

4.52 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.28 

0.54 

0.18 

0.007 

0.32 

0.17 






Harishchandra Sagar 

Command 

Bhander Sandstone 

0.001 

4.52 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kunjer 

083200010398440C 

1.235 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.756 

1.95 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.07 

0.002 

0.47 

0.41 






Bhim Sagar 

Command 

Bhander Sandstone 

0.478 

1.95 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.001 

0.30 

0.26 


Kuntara 

083200010398430C 

0.867 

Fresh 

Bhim Sagar 

Command 

Bhander Sandstone 

0.867 

2.13 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.06 

0.002 

0.77 

0.67 


Kurariya Kalan 

0830000503836600 

1.615 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.329 

3.82 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.05 

0.001 

0.15 

0.08 


Kurariya Khurd 

0830000503841100 

1.035 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.158 

3.35 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.000 

0.11 

0.05 






Harishchandra Sagar 

Command 

Bhander Sandstone 

0.877 

3.35 

0.020 

0.02 

0.00 

0.00 

0.01 

0.00 

0.07 

0.14 

0.07 

0.002 

0.61 

0.30 


Kuwabhao @ Bhopatpura 

0832000204007100 

6.641 

Fresh 

Non-command 

Non-command 

Limestone 

0.028 

4.47 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ladaniya 

083200010398560C 

3.561 

Fresh 

Bhim Sagar 

Command 

Bhander Sandstone 

3.561 

1.79 

0.020 

0.08 

0.02 

0.00 

0.00 

0.00 

0.19 

0.23 

0.32 

0.009 

0.78 

0.63 


Lakha Kheri 

083200010398810C 

2.939 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.939 

1.81 

0.020 

0.15 

0.02 

0.00 

0.00 

0.00 

0.24 

0.27 

0.58 

0.007 

0.77 

0.67 


Lala Hera 

083000050384030C 

6.517 

Fresh 

Harishchandra Sagar 

Command 

Limestone 

1.714 

4.11 

0.050 

0.10 

0.00 

0.00 

0.02 

0.00 

0.43 

0.85 

0.39 

0.005 

0.19 

0.10 







Command 

Bhander Sandstone 

4.350 

4.11 

0.020 

0.22 

0.01 

0.00 

0.05 

0.00 

0.52 

1.03 

0.86 

0.011 

0.48 

0.24 


Lalawata 

083200010397910C 

2.092 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.092 

1.85 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.12 

0.13 

0.005 

0.77 

0.67 


Laxmipura 

083000050384480C 

5.670 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.001 

2.74 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Harishchandra Sagar 

Command 

Bhander Sandstone 

4.740 

2.74 

0.020 

0.08 

0.01 

0.00 

0.10 

0.00 

0.23 

0.45 

0.29 

0.012 

0.60 

0.30 







Command 

Shale 

0.859 

2.74 

0.020 

0.01 

0.00 

0.00 

0.02 

0.00 

0.04 

0.08 

0.05 

0.002 

0.11 

0.05 


Layphal 

083200010398230C 

9.562 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.538 

2.95 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.001 

0.04 

0.04 






Harishchandra Sagar 

Command 

Bhander Sandstone 

7.763 

2.95 

0.020 

0.07 

0.01 

0.00 

0.17 

0.00 

0.35 

0.44 

0.26 

0.020 

0.64 

0.51 






Bhim Sagar 

Command 

Bhander Sandstone 

1.113 

2.95 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.04 

0.003 

0.09 

0.07 


Leemi 

083200010398960C 

2.092 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.023 

2.18 

0.020 

0.15 

0.02 

0.00 

0.00 

0.00 

0.22 

0.26 

0.58 

0.005 

0.73 

0.61 






Bhim Sagar 

Command 

Bhander Sandstone 

0.044 

2.18 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.02 

0.01 


Lodha 

083200010397980C 

1.140 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.140 

2.32 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.11 

0.18 

0.003 

0.77 

0.68 


Lokat 

083200010398730C 

0.948 

Fresh 

Bhim Sagar 

Command 

Bhander Sandstone 

0.948 

1.95 

0.020 

0.13 

0.02 

0.00 

0.00 

0.00 

0.15 

0.17 

0.53 

0.002 

0.77 

0.66 


Machhalya 

083000050384200C 

1.511 

Fresh 

Non-command 

Non-command 

Shale 

0.211 

2.71 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.001 

0.10 

0.05 






Harishchandra Sagar 

Command 

Bhander Sandstone 

0.469 

2.71 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.06 

0.02 

0.001 

0.22 

0.11 







Command 

Shale 

0.830 

2.71 

0.020 

0.01 

0.00 

0.00 

0.01 

0.00 

0.05 

0.09 

0.04 

0.002 

0.39 

0.20 


Mahira 

083200010398200C 

3.328 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.925 

1.97 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.06 

0.002 

0.21 

0.18 






Bhim Sagar 

Command 

Bhander Sandstone 

2.403 

1.97 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.14 

0.17 

0.006 

0.56 

0.48 


Mahuwa Khera 

083200010399340C 

4.858 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.391 

6.14 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.02 

0.001 

0.04 

0.04 


Makrawad 

083000050383770C 

6.409 

Fresh 

Non-command 

Non-command 

Limestone 

0.000 

5.24 

0.050 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Harishchandra Sagar 

Command 

Limestone 

4.077 

5.24 

0.050 

0.29 

0.01 

0.00 

0.04 

0.00 

1.30 

2.47 

1.13 

0.011 

0.46 

0.24 







Command 

Bhander Sandstone 

1.983 

5.24 

0.020 

0.12 

0.01 

0.00 

0.02 

0.00 

0.29 

0.55 

0.49 

0.005 

0.22 

0.12 


Malan Wasa 

083200010399160C 

15.421 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

14.544 

5.09 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

1.57 

2.01 

0.36 

0.037 

0.64 

0.50 


Malihera 

083000050384090C 

4.425 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.564 

3.97 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.11 

0.06 

0.001 

0.09 

0.05 


Malooni 

083200010399150C 

7.298 

Fresh 

Non-command 

Non-command 

Limestone 

2.729 

5.69 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.22 

0.04 

0.007 

0.29 

0.21 







Non-command 

Bhander Sandstone 

3.662 

5.69 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.44 

0.59 

0.05 

0.009 

0.39 

0.29 


Malya Khera 

083200010398750C 

0.727 

Fresh 

Bhim Sagar 

Command 

Bhander Sandstone 

0.727 

1.89 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.09 

0.002 

0.77 

0.65 


Mandap 

083000050383760C 

6.400 

Fresh 

Harishchandra Sagar 

Command 

Limestone 

0.688 

4.65 

0.050 

0.02 

0.00 

0.00 

0.01 

0.00 

0.17 

0.33 

0.10 

0.002 

0.08 

0.04 







Command 

Bhander Sandstone 

5.711 

4.65 

0.020 

0.19 

0.01 

0.00 

0.06 

0.00 

0.65 

1.23 

0.73 

0.015 

0.64 

0.34 


Mandawar 

0832000204000400 

9.878 

Fresh 

Non-command 

Non-command 

Limestone 

1.100 

7.43 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.15 

0.08 

0.000 

0.09 

0.06 







Non-command 

Bhander Sandstone 

0.791 

7.43 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.12 

0.07 

0.000 

0.07 

0.05 


Maraita 

083200010398510C 

2.891 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.439 

1.92 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.06 

0.001 

0.12 

0.10 






Bhim Sagar 

Command 

Bhander Sandstone 

2.453 

1.92 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.16 

0.19 

0.33 

0.006 

0.65 

0.57 


Matwasa 

083200010398760C 

1.127 

Fresh 

Bhim Sagar 

Command 

Bhander Sandstone 

1.127 

1.93 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.08 

0.10 

0.22 

0.003 

0.77 

0.64 


Mehandri 

083200010397560C 

6.037 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.037 

2.83 

0.020 

0.16 

0.02 

0.00 

0.00 

0.00 

0.48 

0.59 

0.61 

0.015 

0.76 

0.62 


Melkheri 

0830000503841400 

0.532 

Fresh 

Harishchandra Sagar 

Command 

Bhander Sandstone 

0.532 

3.74 

0.020 

0.02 

0.00 

0.00 

0.01 

0.00 

0.05 

0.11 

0.07 

0.001 

0.72 

0.36 


Miyara 

083200010398570C 

3.713 

Fresh 

Bhim Sagar 

Command 

Bhander Sandstone 

3.713 

2.00 

0.020 

0.11 

0.03 

0.00 

0.00 

0.00 

0.23 

0.29 

0.41 

0.009 

0.79 

0.61 


Mohammadpur 

083200010398870C 

7.629 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

7.472 

1.58 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.26 

0.30 

0.06 

0.019 

0.67 

0.58 


Mohanpura 

083200010397900C 

1.855 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.959 

1.85 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.06 

0.002 

0.40 

0.33 






Bhim Sagar 

Command 

Bhander Sandstone 

0.896 

1.85 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.05 

0.002 

0.37 

0.31 


Moi Khurd 

083000050385070C 

5.916 

Fresh 

Non-command 

Non-command 

Shale 

0.179 

2.79 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.000 

0.02 

0.01 






Harishchandra Sagar 

Command 

Bhander Sandstone 

0.263 

2.79 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.001 

0.03 

0.02 







Command 

Shale 

5.475 

2.79 

0.020 

0.02 

0.00 

0.00 

0.06 

0.00 

0.26 

0.48 

0.05 

0.014 

0.67 

0.36 


Moikalan 

083000050384960C 

24.694 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.315 

4.16 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.16 

0.04 

0.003 

0.04 

0.03 







Non-command 

Shale 

0.614 

4.16 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.02 

0.002 

0.02 

0.01 


Moondla 

083200010398410C 

10.367 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.086 

2.04 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Harishchandra Sagar 

Command 

Bhander Sandstone 

0.305 

2.04 

0.020 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.01 

0.001 

0.02 

0.02 






Bhim Sagar 

Command 

Bhander Sandstone 

9.975 

2.04 

0.020 

0.08 

0.01 

0.00 

0.00 

0.01 

0.47 

0.55 

0.29 

0.025 

0.74 

0.63 


Mori 

083200010398620C 

4.568 

Fresh 

Non-command 

Non-command 

Limestone 

0.481 

3.18 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.001 

0.09 

0.06 







Non-command 

Bhander Sandstone 

1.429 

3.18 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.15 

0.07 

0.004 

0.26 

0.19 






Bhim Sagar 

Command 

Limestone 

0.291 

3.18 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.05 

0.04 







Command 

Bhander Sandstone 

0.559 

3.18 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.02 

0.001 

0.10 

0.07 


Motla 

083200010397610C 

1.347 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.347 

2.99 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.12 

0.13 

0.21 

0.003 

0.77 

0.66 


Nagalheri 

083000050384120C 

2.971 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.535 

4.14 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.11 

0.03 

0.001 

0.13 

0.06 






Harishchandra Sagar 

Command 

Bhander Sandstone 

2.436 

4.14 

0.020 

0.04 

0.00 

0.00 

0.03 

0.00 

0.22 

0.43 

0.13 

0.006 

0.59 

0.29 


Nagonya 

083200010398720C 

1.951 

Fresh 

Bhim Sagar 

Command 

Bhander Sandstone 

1.951 

1.83 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.12 

0.10 

0.005 

0.77 

0.65 


Nagra Kheri 

083000050384470C 

4.648 

Fresh 

Non-command 

Non-command 

Shale 

0.143 

2.65 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.000 

0.02 

0.01 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Kundanpur 

0830000503836900 

0.09 

0.08 

611.80 

0.09 

- 

0.09 

0.03 

0.35 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.100 

0.005 

0.095 

0.189 

198.36 

Over Exploited 



0.09 

0.00 

997,232.33 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0000 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kunjer 

0832000103984400 

0.11 

0.04 

45.41 

0.05 

- 

0.05 

0.04 

0.51 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.057 

0.003 

0.054 

0.069 

127.00 

Over Exploited 



0.11 

0.02 

110.21 

0.02 

- 

0.02 

0.02 

0.32 

- 

- 

0.0012 

0.0012 

- 

0.002 

0.002 

0.021 

0.001 

0.020 

0.043 

214.18 

Over Exploited 

Kuntara 

0832000103984300 

0.11 

0.07 

(11.27) 

0.07 

- 

0.07 

0.06 

0.83 

- 

0.0100 

0.0022 

0.0021 

- 

0.014 

0.014 

0.080 

0.004 

0.076 

0.061 

81.03 

Semi Critical 

Kurariya Kalan 

0830000503836600 

0.09 

0.00 

1,356.91 

0.01 

- 

0.01 

0.01 

0.16 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.014 

0.049 

338.47 

Over Exploited 

Kurariya Khurd 

0830000503841100 

0.09 

0.00 

1,265.08 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.010 

585.63 

Over Exploited 



0.09 

0.05 

190.84 

0.06 

0.01 

0.07 

0.05 

0.66 

- 

- 

0.0078 

- 

- 

0.008 

0.008 

0.075 

0.004 

0.071 

0.067 

95.06 

Critical 

Kuwabhao @ Bhopatpura 

0832000204007100 

0.05 

0.00 

35,665.66 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 

Ladaniya 

0832000103985600 

0.11 

0.31 

(24.25) 

0.25 

0.02 

0.27 

0.06 

0.84 

- 

0.0600 

0.0110 

0.0132 

0.003 

0.088 

0.088 

0.355 

0.018 

0.338 

0.329 

97.44 

Critical 

Lakha Kheri 

0832000103988100 

0.11 

0.25 

8.06 

0.27 

0.02 

0.29 

0.06 

0.83 

- 

0.0700 

- 

- 

0.001 

0.071 

0.071 

0.360 

0.018 

0.342 

0.585 

171.03 

Over Exploited 

Lala Hera 

0830000503840300 

0.07 

0.02 

3,675.53 

0.03 

0.02 

0.05 

0.02 

0.20 

- 

0.0400 

0.0152 

- 

- 

0.055 

0.055 

0.101 

0.005 

0.096 

0.394 

411.76 

Over Exploited 



0.09 

0.19 

447.58 

0.22 

0.06 

0.28 

0.04 

0.52 

- 

0.1000 

0.0385 

- 

- 

0.139 

0.139 

0.420 

0.021 

0.399 

0.875 

219.64 

Over Exploited 

Lalawata 

0832000103979100 

0.11 

0.18 

(30.04) 

0.14 

0.01 

0.15 

0.06 

0.83 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.171 

0.009 

0.163 

0.139 

85.59 

Semi Critical 

Laxmipura 

0830000503844800 

0.09 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.09 

0.26 

77.83 

0.31 

0.11 

0.42 

0.05 

0.65 

- 

0.0300 

0.0839 

- 

0.003 

0.117 

0.117 

0.537 

0.027 

0.510 

0.300 

58.93 

Safe 



0.04 

0.00 

1,983.54 

0.00 

0.02 

0.02 

0.01 

0.12 

- 

0.0100 

0.0152 

- 

- 

0.025 

0.025 

0.048 

0.002 

0.046 

0.056 

123.46 

Over Exploited 

Layphal 

0832000103982300 

0.11 

0.00 

1,424.84 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.018 

615.65 

Over Exploited 



0.11 

0.54 

(18.56) 

0.44 

0.18 

0.62 

0.05 

0.69 

- 

0.0500 

0.1718 

- 

- 

0.222 

0.222 

0.840 

0.042 

0.798 

0.281 

35.16 

Safe 



0.11 

0.01 

750.91 

0.01 

- 

0.01 

0.01 

0.10 

- 

0.0100 

0.0029 

0.0028 

- 

0.016 

0.016 

0.029 

0.001 

0.028 

0.044 

159.00 

Over Exploited 

Leemi 

0832000103989600 

0.11 

0.16 

59.94 

0.20 

0.02 

0.22 

0.05 

0.79 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

0.326 

0.016 

0.310 

0.584 

188.72 

Over Exploited 



0.11 

0.00 

2,872.40 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.015 

5,431.73 

Over Exploited 

Lodha 

0832000103979800 

0.11 

0.10 

9.32 

0.11 

0.01 

0.12 

0.06 

0.83 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.135 

0.007 

0.129 

0.185 

143.74 

Over Exploited 

Lokat 

0832000103987300 

0.11 

0.08 

112.52 

0.10 

0.02 

0.12 

0.06 

0.83 

- 

0.0600 

0.0024 

0.0023 

- 

0.065 

0.065 

0.181 

0.009 

0.172 

0.536 

311.93 

Over Exploited 

Machhalya 

0830000503842000 

0.04 

0.00 

2,605.99 

0.00 

0.00 

0.00 

0.01 

0.11 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.012 

1,038.57 

Over Exploited 



0.09 

0.01 

551.52 

0.01 

0.00 

0.02 

0.02 

0.24 

- 

- 

0.0042 

- 

- 

0.004 

0.004 

0.020 

0.001 

0.019 

0.020 

104.15 

Over Exploited 



0.04 

0.01 

608.82 

0.02 

0.01 

0.02 

0.03 

0.43 

- 

- 

0.0074 

- 

- 

0.007 

0.007 

0.032 

0.002 

0.030 

0.045 

148.99 

Over Exploited 

Mahira 

0832000103982000 

0.11 

0.02 

200.73 

0.03 

- 

0.03 

0.02 

0.23 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.036 

0.002 

0.034 

0.059 

173.06 

Over Exploited 



0.11 

0.15 

(1.61) 

0.14 

0.01 

0.15 

0.04 

0.60 

- 

0.0200 

0.0062 

0.0059 

- 

0.032 

0.032 

0.187 

0.009 

0.177 

0.171 

96.52 

Critical 

Mahuwa Khera 

0832000103993400 

0.11 

0.00 

2,922.24 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.016 

754.31 

Over Exploited 

Makrawad 

0830000503837700 

0.07 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.13 

1,799.85 

0.16 

0.05 

0.21 

0.04 

0.49 

- 

0.1300 

0.0361 

- 

0.001 

0.167 

0.167 

0.378 

0.019 

0.359 

1.145 

319.10 

Over Exploited 



0.09 

0.04 

1,300.41 

0.05 

0.04 

0.08 

0.02 

0.24 

- 

0.0600 

0.0176 

- 

0.007 

0.084 

0.084 

0.167 

0.008 

0.159 

0.495 

311.70 

Over Exploited 

Malan Wasa 

0832000103991600 

0.11 

1.03 

95.05 

1.23 

0.01 

1.24 

0.04 

0.69 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

1.284 

0.064 

1.220 

0.398 

32.61 

Safe 

Malihera 

0830000503840900 

0.09 

0.00 

2,277.17 

0.01 

- 

0.01 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.005 

0.059 

1,127.64 

Over Exploited 

Malooni 

0832000103991500 

0.10 

0.08 

182.38 

0.09 

- 

0.09 

0.02 

0.31 

- 

- 

- 

- 

- 

- 

- 

0.094 

0.005 

0.090 

0.045 

50.10 

Safe 



0.11 

0.16 

276.67 

0.19 

- 

0.19 

0.03 

0.41 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.197 

0.010 

0.187 

0.059 

31.69 

Safe 

Malya Khera 

0832000103987500 

0.11 

0.06 

(9.31) 

0.06 

- 

0.06 

0.06 

0.83 

- 

0.0200 

0.0019 

0.0018 

- 

0.024 

0.024 

0.079 

0.004 

0.075 

0.090 

119.11 

Over Exploited 

Mandap 

0830000503837600 

0.07 

0.00 

8,730.31 

0.00 

0.01 

0.01 

0.01 

0.08 

- 

- 

0.0061 

- 

0.000 

0.006 

0.006 

0.018 

0.001 

0.017 

0.099 

581.07 

Over Exploited 



0.09 

0.33 

274.46 

0.39 

0.07 

0.47 

0.05 

0.69 

- 

0.0300 

0.0506 

- 

0.003 

0.083 

0.083 

0.551 

0.028 

0.523 

0.745 

142.33 

Over Exploited 

Mandawar 

0832000204000400 

0.05 

0.01 

2,828.82 

0.01 

- 

0.01 

0.01 

0.10 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.026 

0.001 

0.025 

0.080 

321.07 

Over Exploited 



0.05 

0.00 

4,286.12 

0.00 

- 

0.00 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.013 

0.065 

517.66 

Over Exploited 

Maraita 

0832000103985100 

0.11 

0.01 

647.17 

0.01 

- 

0.01 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.060 

377.51 

Over Exploited 



0.11 

0.18 

6.64 

0.19 

0.01 

0.20 

0.05 

0.70 

- 

0.0400 

0.0063 

0.0061 

- 

0.052 

0.052 

0.250 

0.013 

0.238 

0.334 

140.61 

Over Exploited 

Matwasa 

0832000103987600 

0.11 

0.10 

4.29 

0.10 

0.01 

0.11 

0.06 

0.83 

- 

0.0400 

0.0035 

0.0042 

- 

0.048 

0.048 

0.157 

0.008 

0.149 

0.219 

146.74 

Over Exploited 

Mehandri 

0832000103975600 

0.11 

0.50 

16.37 

0.59 

0.02 

0.61 

0.06 

0.82 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.677 

0.034 

0.644 

0.628 

97.63 

Critical 

Melkheri 

0830000503841400 

0.09 

0.03 

214.26 

0.04 

0.01 

0.05 

0.06 

0.78 

- 

0.0100 

0.0047 

- 

- 

0.015 

0.015 

0.061 

0.003 

0.058 

0.068 

117.09 

Over Exploited 

Miyara 

0832000103985700 

0.11 

0.32 

(9.31) 

0.29 

0.03 

0.33 

0.06 

0.85 

- 

0.0800 

0.0114 

0.0138 

0.004 

0.109 

0.109 

0.436 

0.022 

0.414 

0.422 

102.07 

Over Exploited 

Mohammadpur 

0832000103988700 

0.11 

0.55 

(46.18) 

0.44 

- 

0.44 

0.05 

0.72 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.453 

0.023 

0.430 

0.078 

18.11 

Safe 

Mohanpura 

0832000103979000 

0.11 

0.04 

29.51 

0.05 

- 

0.05 

0.03 

0.43 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.060 

0.003 

0.057 

0.058 

102.45 

Over Exploited 



0.11 

0.04 

40.79 

0.04 

- 

0.04 

0.03 

0.40 

- 

0.0100 

0.0023 

0.0022 

- 

0.015 

0.015 

0.058 

0.003 

0.055 

0.050 

91.02 

Critical 

Moi Khurd 

0830000503850700 

0.04 

0.00 

11,700.91 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.09 

0.00 

2,787.64 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

0.0023 

- 

- 

0.002 

0.002 

0.006 

0.000 

0.006 

0.001 

12.12 

Safe 



0.04 

0.15 

230.43 

0.18 

0.06 

0.24 

0.06 

0.72 

- 

- 

0.0485 

- 

0.006 

0.055 

0.055 

0.293 

0.015 

0.278 

0.065 

23.50 

Safe 

Moikalan 

0830000503849600 

0.09 

0.00 

3,257.03 

0.01 

0.00 

0.01 

0.00 

0.04 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

0.000 

0.006 

0.041 

686.86 

Over Exploited 



0.04 

0.00 

17,676.39 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.024 

4,518.75 

Over Exploited 

Moondla 

0832000103984100 

0.11 

0.00 

(7,586.98) 

0.00 

0.01 

0.01 

0.00 

0.01 

- 

- 

- 

- 

0.011 

0.011 

0.011 

0.019 

0.001 

0.018 

0.000 

1.24 

Safe 



0.11 

0.00 

(336.11) 

0.00 

0.01 

0.01 

0.00 

0.02 

- 

- 

0.0067 

- 

0.011 

0.018 

0.018 

0.032 

0.002 

0.031 

0.009 

28.47 

Safe 



0.11 

0.82 

(32.28) 

0.65 

0.02 

0.67 

0.06 

0.80 

- 

0.0300 

0.0256 

0.0247 

0.011 

0.091 

0.091 

0.763 

0.038 

0.725 

0.310 

42.83 

Safe 

Mori 

0832000103986200 

0.10 

0.00 

738.78 

0.01 

- 

0.01 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.025 

530.17 

Over Exploited 



0.11 

0.04 

278.61 

0.05 

- 

0.05 

0.02 

0.28 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.059 

0.003 

0.056 

0.072 

128.61 

Over Exploited 



0.10 

0.00 

739.43 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

0.0007 

0.0007 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

0.018 

560.72 

Over Exploited 



0.11 

0.01 

917.94 

0.01 

- 

0.01 

0.01 

0.11 

- 

- 

0.0014 

0.0014 

- 

0.003 

0.003 

0.010 

0.001 

0.010 

0.023 

241.02 

Over Exploited 

Motla 

0832000103976100 

0.11 

0.11 

18.19 

0.13 

0.01 

0.15 

0.06 

0.82 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.175 

0.009 

0.166 

0.213 

128.70 

Over Exploited 

Nagalheri 

0830000503841200 

0.09 

0.01 

1,651.95 

0.01 

- 

0.01 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.030 

429.54 

Over Exploited 



0.09 

0.13 

235.89 

0.15 

0.03 

0.18 

0.05 

0.64 

- 

0.0100 

0.0216 

- 

- 

0.032 

0.032 

0.212 

0.011 

0.201 

0.140 

69.76 

Safe 

Nagonya 

0832000103987200 

0.11 

0.17 

(27.82) 

0.13 

- 

0.13 

0.06 

0.83 

- 

0.0100 

0.0050 

0.0048 

- 

0.020 

0.020 

0.152 

0.008 

0.145 

0.100 

69.06 

Safe 

Nagra Kheri 

0830000503844700 

0.04 

0.00 

11,976.25 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

7,980.21 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 






Harishchandra Sagar 

Command 

Bhander Sandstone 

0.003 

2.65 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Shale 

4.503 

2.65 

0.020 

0.06 

0.01 

0.00 

0.10 

0.00 

0.19 

0.38 

0.22 

0.012 

0.69 

0.35 


Nahariya 

083000050384500C 

7.409 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.110 

2.62 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 






Harishchandra Sagar 

Command 

Bhander Sandstone 

6.486 

2.62 

0.020 

0.17 

0.01 

0.00 

0.07 

0.00 

0.43 

0.86 

0.67 

0.017 

0.63 

0.31 


Nala 

083200020401620C 

2.180 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.439 

3.95 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.000 

0.17 

0.12 


Narsinghpura 

083000050384490C 

2.177 

Fresh 

Harishchandra Sagar 

Command 

Bhander Sandstone 

2.176 

2.74 

0.020 

0.00 

0.00 

0.00 

0.05 

0.00 

0.07 

0.15 

0.00 

0.006 

0.72 

0.36 







Command 

Shale 

0.001 

2.74 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nayagaon Bajaran 

0832000103976300 

3.347 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.250 

4.25 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.32 

0.36 

0.18 

0.008 

0.75 

0.66 


Nayagaon Thakooran 

0832000103980300 

2.452 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.442 

2.75 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.20 

0.23 

0.30 

0.006 

0.76 

0.67 


Neem Thoor 

0832000103993300 

0.455 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.455 

4.23 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.08 

0.16 

0.001 

0.56 

0.47 


Nipaniya 

0832000103982900 

2.695 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.394 

2.13 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.11 

0.10 






Bhim Sagar 

Command 

Bhander Sandstone 

2.301 

2.13 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.14 

0.06 

0.006 

0.66 

0.56 


Odhpur 

0832000103977600 

3.888 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.072 

1.54 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Harishchandra Sagar 

Command 

Bhander Sandstone 

0.217 

1.54 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.04 

0.03 






Bhim Sagar 

Command 

Bhander Sandstone 

3.599 

1.54 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.16 

0.20 

0.24 

0.009 

0.70 

0.55 


Pacheepala 

0832000103988300 

3.385 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.382 

1.47 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.15 

0.11 

0.009 

0.77 

0.67 


Padmiya 

0832000103979500 

1.971 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.968 

1.86 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.13 

0.15 

0.25 

0.005 

0.77 

0.67 


Pakhrana 

0832000103983000 

2.342 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.318 

2.01 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.17 

0.20 

0.35 

0.006 

0.76 

0.66 






Bhim Sagar 

Command 

Bhander Sandstone 

0.023 

2.01 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Palkya 

0830000503836500 

3.275 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.440 

3.08 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.21 

0.13 

0.004 

0.32 

0.18 


Pamla Kheri 

0830000503844500 

2.589 

Fresh 

Non-command 

Non-command 

Shale 

0.289 

2.59 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.001 

0.08 

0.04 






Harishchandra Sagar 

Command 

Shale 

2.299 

2.59 

0.020 

0.02 

0.00 

0.00 

0.02 

0.00 

0.11 

0.23 

0.05 

0.006 

0.64 

0.32 


Panwar 

0832000103978800 

9.295 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.178 

1.41 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.01 

0.01 






Harishchandra Sagar 

Command 

Bhander Sandstone 

1.242 

1.41 

0.020 

0.03 

0.00 

0.00 

0.03 

0.00 

0.04 

0.05 

0.13 

0.003 

0.10 

0.08 






Bhim Sagar 

Command 

Bhander Sandstone 

7.857 

1.41 

0.020 

0.21 

0.03 

0.00 

0.00 

0.00 

0.40 

0.49 

0.80 

0.020 

0.65 

0.53 


Peepalda 

0832000103990600 

3.898 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.890 

2.00 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.22 

0.28 

0.27 

0.010 

0.76 

0.58 


Peetampura 

0832000103983900 

2.127 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.018 

2.48 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Harishchandra Sagar 

Command 

Bhander Sandstone 

0.818 

2.48 

0.020 

0.01 

0.00 

0.00 

0.02 

0.00 

0.03 

0.04 

0.06 

0.002 

0.30 

0.24 






Bhim Sagar 

Command 

Bhander Sandstone 

1.291 

2.48 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.11 

0.08 

0.003 

0.48 

0.38 


Phunga Heri 

0832000103984500 

2.971 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.947 

1.93 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.17 

0.20 

0.28 

0.007 

0.76 

0.67 






Bhim Sagar 

Command 

Bhander Sandstone 

0.023 

1.93 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Piplaj 

0832000103988500 

8.787 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

8.780 

-0.88 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.022 

0.77 

0.67 


Potoo Kheri 

0832000103980000 

9.118 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

9.042 

4.32 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.86 

0.98 

0.35 

0.023 

0.76 

0.67 


Rajpura 

0832000103990300 

2.121 

Fresh 

Non-command 

Non-command 

Limestone 

0.248 

2.15 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.001 

0.09 

0.07 







Non-command 

Bhander Sandstone 

1.873 

2.15 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.13 

0.18 

0.22 

0.005 

0.71 

0.52 


Ramoti 

0830000503841900 

0.944 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.141 

2.85 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.000 

0.11 

0.05 






Harishchandra Sagar 

Command 

Bhander Sandstone 

0.763 

2.85 

0.020 

0.00 

0.00 

0.00 

0.01 

0.00 

0.04 

0.07 

0.00 

0.002 

0.58 

0.29 







Command 

Shale 

0.040 

2.85 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.02 


Rampura 

0832000103979300 

4.448 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.448 

1.87 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.21 

0.24 

0.19 

0.011 

0.77 

0.65 


Ranya Kheri 

0832000103979400 

1.160 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.160 

1.85 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.07 

0.003 

0.77 

0.67 


Raredi 

0832000204015900 

6.667 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.517 

3.95 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.20 

0.27 

0.07 

0.000 

0.56 

0.40 


Ratanpura 

0832000103990100 

4.860 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.766 

2.41 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.06 

0.002 

0.13 

0.09 






Bhim Sagar 

Command 

Bhander Sandstone 

4.094 

2.41 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.27 

0.36 

0.32 

0.010 

0.67 

0.50 


Rolana 

0830000503837300 

3.464 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.352 

4.60 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.10 

0.09 

0.001 

0.07 

0.04 






Harishchandra Sagar 

Command 

Bhander Sandstone 

3.112 

4.60 

0.020 

0.20 

0.01 

0.00 

0.03 

0.00 

0.44 

0.86 

0.78 

0.008 

0.64 

0.33 


Roopa Hera 

0832000103979900 

0.901 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.901 

3.72 

0.020 

0.13 

0.02 

0.00 

0.00 

0.00 

0.18 

0.20 

0.52 

0.002 

0.77 

0.68 


Rughnathpura 

0831000403890700 

13.286 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.027 

3.25 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sahipur 

0830000503850100 

1.709 

Fresh 

Non-command 

Non-command 

Shale 

1.519 

2.99 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.14 

0.24 

0.19 

0.004 

0.65 

0.38 






Harishchandra Sagar 

Command 

Shale 

0.191 

2.99 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.001 

0.08 

0.05 


Salki Doongri 

0832000204015700 

3.667 

Fresh 

Non-command 

Non-command 

Limestone 

1.061 

5.25 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.06 

0.000 

0.23 

0.17 







Non-command 

Bhander Sandstone 

2.566 

5.25 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.15 

0.21 

0.14 

0.000 

0.56 

0.41 


Sanga Hera 

0832000103977200 

2.979 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.073 

2.10 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.01 






Harishchandra Sagar 

Command 

Bhander Sandstone 

1.786 

2.10 

0.020 

0.03 

0.00 

0.00 

0.04 

0.00 

0.07 

0.10 

0.10 

0.005 

0.44 

0.30 






Bhim Sagar 

Command 

Bhander Sandstone 

1.087 

2.10 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.10 

0.06 

0.003 

0.27 

0.18 


Sangod (M) 

0830000543011000 

17.368 

Fresh 

Non-command 

Non-command 

Shale 

3.193 

2.67 

0.020 

0.13 

0.00 

0.00 

0.00 

0.00 

0.30 

0.60 

0.14 

0.297 

0.13 

0.07 






Harishchandra Sagar 

Command 

Shale 

0.018 

2.67 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.00 

0.00 


Sarkhandiya 

0832000103977800 

5.762 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.184 

1.17 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.000 

0.02 

0.02 






Harishchandra Sagar 

Command 

Bhander Sandstone 

0.400 

1.17 

0.020 

0.01 

0.00 

0.00 

0.01 

0.00 

0.01 

0.01 

0.04 

0.001 

0.05 

0.04 






Bhim Sagar 

Command 

Bhander Sandstone 

4.720 

1.17 

0.020 

0.11 

0.02 

0.00 

0.00 

0.00 

0.20 

0.25 

0.44 

0.012 

0.62 

0.49 


Sarola Bhankya Kheri 

0832000103978000 

1.271 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.056 

0.90 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.03 

0.02 






Harishchandra Sagar 

Command 

Bhander Sandstone 

0.699 

0.90 

0.020 

0.03 

0.00 

0.00 

0.01 

0.00 

0.03 

0.04 

0.13 

0.002 

0.41 

0.30 






Bhim Sagar 

Command 

Bhander Sandstone 

0.279 

0.90 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.001 

0.16 

0.12 


Sarola Kalan 

0832000103991800 

9.545 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

9.542 

3.92 

0.020 

0.35 

0.05 

0.00 

0.00 

0.00 

1.05 

1.26 

1.35 

0.024 

0.62 

0.51 


Sarola Khurd 

0832000103992400 

7.845 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

7.845 

2.69 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.49 

0.58 

0.31 

0.020 

0.67 

0.56 


Seemal Kheri 

0832000103989300 

3.105 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.095 

-0.29 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.008 

0.76 

0.66 


Seendhani 

0832000103984000 

2.671 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.023 

2.45 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Harishchandra Sagar 

Command 

Bhander Sandstone 

2.142 

2.45 

0.020 

0.02 

0.00 

0.00 

0.05 

0.00 

0.08 

0.10 

0.06 

0.005 

0.63 

0.52 






Bhim Sagar 

Command 

Bhander Sandstone 

0.507 

2.45 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.001 

0.15 

0.12 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.09 

0.00 

135,922.98 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0000 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.12 

202.89 

0.15 

0.11 

0.26 

0.06 

0.75 

- 

0.0200 

0.0598 

- 

0.006 

0.086 

0.086 

0.345 

0.017 

0.328 

0.233 

71.04 

Semi Critical 

Nahariya 

083000050384500C 

0.09 

0.00 

10,929.16 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

8,581.84 

Over Exploited 



0.09 

0.37 

134.81 

0.44 

0.08 

0.52 

0.05 

0.68 

- 

0.0800 

0.0574 

- 

- 

0.137 

0.137 

0.655 

0.033 

0.623 

0.689 

110.67 

Over Exploited 

Nala 

0832000204016200 

0.05 

0.00 

552.78 

0.00 

- 

0.00 

0.01 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.007 

167.71 

Over Exploited 

Narsinghpura 

0830000503844900 

0.09 

0.14 

4.64 

0.15 

0.05 

0.19 

0.06 

0.78 

- 

- 

0.0385 

- 

- 

0.039 

0.039 

0.231 

0.012 

0.220 

0.006 

2.61 

Safe 



0.04 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0000 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nayagaon Bajaran 

0832000103976300 

0.11 

0.27 

34.80 

0.32 

0.01 

0.33 

0.06 

0.80 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.360 

0.018 

0.342 

0.184 

53.87 

Safe 

Nayagaon Thakooran 

0832000103980300 

0.11 

0.20 

13.31 

0.23 

0.01 

0.24 

0.06 

0.82 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.302 

0.015 

0.287 

0.307 

107.04 

Over Exploited 

Neem Thoor 

0832000103993300 

0.11 

0.03 

189.71 

0.03 

0.01 

0.04 

0.03 

0.59 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.063 

0.003 

0.060 

0.158 

262.82 

Over Exploited 

Nipaniya 

0832000103982900 

0.11 

0.00 

297.10 

0.01 

0.00 

0.01 

0.01 

0.12 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

0.000 

0.006 

0.009 

145.80 

Over Exploited 



0.11 

0.17 

(16.91) 

0.14 

0.00 

0.14 

0.05 

0.71 

- 

0.0100 

0.0059 

0.0057 

0.000 

0.022 

0.022 

0.161 

0.008 

0.153 

0.062 

40.49 

Safe 

Odhpur 

0832000103977600 

0.11 

0.00 

(2,516.15) 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.011 

0.001 

0.011 

0.000 

1.74 

Safe 



0.11 

0.00 

(386.62) 

0.00 

0.01 

0.01 

0.00 

0.05 

- 

- 

0.0048 

- 

0.007 

0.011 

0.011 

0.021 

0.001 

0.020 

0.009 

42.44 

Safe 



0.11 

0.28 

(27.75) 

0.22 

0.01 

0.24 

0.05 

0.75 

- 

0.0300 

0.0092 

0.0089 

0.007 

0.055 

0.055 

0.291 

0.015 

0.276 

0.245 

88.74 

Semi Critical 

Pacheepala 

0832000103988300 

0.11 

0.29 

(48.45) 

0.23 

0.00 

0.23 

0.06 

0.82 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.239 

0.012 

0.228 

0.115 

50.36 

Safe 

Padmiya 

0832000103979500 

0.11 

0.17 

(8.85) 

0.15 

0.01 

0.16 

0.06 

0.83 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.193 

0.010 

0.183 

0.259 

141.31 

Over Exploited 

Pakhrana 

0832000103983000 

0.11 

0.19 

2.13 

0.20 

0.01 

0.21 

0.06 

0.82 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.248 

0.012 

0.236 

0.360 

152.50 

Over Exploited 



0.11 

0.00 

4,944.60 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Palkya 

0830000503836500 

0.09 

0.04 

407.46 

0.05 

- 

0.05 

0.03 

0.34 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.059 

0.003 

0.056 

0.129 

229.15 

Over Exploited 

Pamla Kheri 

0830000503844500 

0.04 

0.00 

3,155.83 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.012 

1,115.98 

Over Exploited 



0.04 

0.06 

294.14 

0.07 

0.02 

0.09 

0.05 

0.69 

- 

- 

0.0204 

- 

- 

0.020 

0.020 

0.115 

0.006 

0.109 

0.060 

54.95 

Safe 

Panwar 

0832000103978800 

0.11 

0.00 

2,034.88 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.017 

5,357.18 

Over Exploited 



0.11 

0.01 

235.89 

0.02 

0.03 

0.04 

0.01 

0.11 

- 

0.0100 

0.0275 

- 

- 

0.038 

0.038 

0.081 

0.004 

0.077 

0.134 

174.85 

Over Exploited 



0.11 

0.56 

(12.72) 

0.49 

0.03 

0.52 

0.05 

0.70 

- 

0.0900 

0.0202 

0.0194 

- 

0.130 

0.130 

0.648 

0.032 

0.616 

0.822 

133.47 

Over Exploited 

Peepalda 

0832000103990600 

0.11 

0.33 

(12.89) 

0.28 

0.01 

0.29 

0.05 

0.82 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.324 

0.016 

0.308 

0.279 

90.65 

Critical 

Peetampura 

0832000103983900 

0.11 

0.00 

8,138.41 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.11 

0.03 

52.16 

0.03 

0.02 

0.05 

0.02 

0.33 

- 

0.0100 

0.0181 

- 

- 

0.028 

0.028 

0.078 

0.004 

0.074 

0.058 

78.11 

Semi Critical 



0.11 

0.07 

54.89 

0.08 

- 

0.08 

0.04 

0.51 

- 

0.0200 

0.0033 

0.0032 

- 

0.027 

0.027 

0.108 

0.005 

0.103 

0.084 

82.19 

Semi Critical 

Phunga Heri 

0832000103984500 

0.11 

0.25 

(19.68) 

0.20 

0.01 

0.21 

0.06 

0.82 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.239 

0.012 

0.227 

0.284 

125.40 

Over Exploited 



0.11 

0.00 

6,350.26 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Piplaj 

0832000103988500 

0.11 

0.74 

- 

0.74 

0.01 

0.75 

0.06 

0.82 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.779 

0.078 

0.701 

0.315 

44.97 

Safe 

Potoo Kheri 

0832000103980000 

0.11 

0.76 

28.84 

0.91 

0.01 

0.92 

0.06 

0.82 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.990 

0.049 

0.940 

0.371 

39.45 

Safe 

Rajpura 

0832000103990300 

0.10 

0.00 

798.57 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.033 

1,236.43 

Over Exploited 



0.11 

0.15 

21.52 

0.17 

0.01 

0.18 

0.05 

0.76 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.205 

0.010 

0.195 

0.223 

114.45 

Over Exploited 

Ramoti 

0830000503841900 

0.09 

0.00 

1,097.53 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.000 

23.98 

Safe 



0.09 

0.04 

79.23 

0.05 

0.01 

0.06 

0.05 

0.63 

- 

- 

0.0068 

- 

- 

0.007 

0.007 

0.063 

0.003 

0.059 

0.002 

3.38 

Safe 



0.04 

0.00 

7,650.56 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

0.0004 

- 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Rampura 

0832000103979300 

0.11 

0.37 

(35.34) 

0.30 

0.01 

0.31 

0.06 

0.82 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.330 

0.016 

0.313 

0.204 

65.25 

Safe 

Ranya Kheri 

0832000103979400 

0.11 

0.10 

(26.05) 

0.08 

- 

0.08 

0.06 

0.83 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.088 

0.004 

0.084 

0.070 

83.35 

Semi Critical 

Raredi 

0832000204015900 

0.05 

0.13 

116.79 

0.15 

- 

0.15 

0.04 

0.60 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.161 

0.008 

0.153 

0.072 

47.11 

Safe 

Ratanpura 

0832000103990100 

0.11 

0.01 

621.21 

0.01 

- 

0.01 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.022 

0.062 

287.93 

Over Exploited 



0.11 

0.30 

18.66 

0.36 

0.01 

0.37 

0.05 

0.72 

- 

0.0400 

0.0105 

0.0101 

- 

0.061 

0.061 

0.428 

0.021 

0.406 

0.327 

80.55 

Semi Critical 

Rolana 

0830000503837300 

0.09 

0.00 

4,294.26 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.087 

3,294.75 

Over Exploited 



0.09 

0.18 

375.57 

0.22 

0.04 

0.26 

0.05 

0.70 

- 

0.0300 

0.0275 

- 

0.002 

0.059 

0.059 

0.320 

0.016 

0.304 

0.786 

258.80 

Over Exploited 

Roopa Hera 

0832000103979900 

0.11 

0.08 

160.15 

0.09 

0.02 

0.11 

0.06 

0.83 

- 

0.1000 

- 

- 

0.003 

0.103 

0.103 

0.216 

0.011 

0.206 

0.522 

254.00 

Over Exploited 

Rughnathpura 

0831000403890700 

0.06 

0.00 

(12,367.07) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.006 

0.000 

0.006 

0.000 

1.15 

Safe 

Sahipur 

0830000503850100 

0.04 

0.04 

517.33 

0.05 

- 

0.05 

0.05 

0.70 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.067 

0.003 

0.064 

0.195 

306.00 

Over Exploited 



0.04 

0.00 

5,309.84 

0.00 

0.00 

0.00 

0.01 

0.09 

- 

- 

0.0017 

- 

- 

0.002 

0.002 

0.004 

0.000 

0.004 

0.022 

506.28 

Over Exploited 

Salki Doongri 

0832000204015700 

0.05 

0.01 

624.98 

0.01 

- 

0.01 

0.02 

0.25 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.025 

0.001 

0.024 

0.058 

245.71 

Over Exploited 



0.05 

0.07 

92.01 

0.09 

0.01 

0.10 

0.04 

0.61 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.117 

0.006 

0.111 

0.137 

123.39 

Over Exploited 

Sanga Hera 

0832000103977200 

0.11 

0.00 

3,063.18 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.11 

0.09 

13.47 

0.10 

0.04 

0.14 

0.04 

0.48 

- 

0.0100 

0.0237 

- 

- 

0.034 

0.034 

0.171 

0.009 

0.162 

0.106 

65.05 

Safe 



0.11 

0.03 

200.75 

0.04 

- 

0.04 

0.02 

0.29 

- 

0.0100 

0.0017 

0.0027 

- 

0.014 

0.014 

0.053 

0.003 

0.050 

0.062 

122.32 

Over Exploited 

Sangod (M) 

0830000543011000 

0.04 

0.02 

3,491.80 

0.02 

- 

0.02 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.030 

0.002 

0.029 

0.437 

1,525.77 

Over Exploited 



0.04 

0.00 

285,780.22 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0002 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.002 

454.75 

Over Exploited 

Sarkhandiya 

0832000103977800 

0.11 

0.00 

1,003.24 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.015 

2,771.70 

Over Exploited 



0.11 

0.00 

490.61 

0.00 

0.01 

0.01 

0.00 

0.06 

- 

- 

0.0089 

- 

- 

0.009 

0.009 

0.020 

0.001 

0.019 

0.040 

208.43 

Over Exploited 



0.11 

0.32 

(21.48) 

0.26 

0.02 

0.28 

0.05 

0.67 

- 

0.0500 

0.0121 

0.0117 

- 

0.074 

0.074 

0.352 

0.018 

0.334 

0.454 

135.72 

Over Exploited 

Sarola Bhankya Kheri 

0832000103978000 

0.11 

0.00 

597.20 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.015 

6,614.24 

Over Exploited 



0.11 

0.03 

18.58 

0.04 

0.01 

0.05 

0.03 

0.45 

- 

0.0100 

0.0155 

- 

- 

0.026 

0.026 

0.078 

0.004 

0.074 

0.127 

170.86 

Over Exploited 



0.11 

0.01 

303.00 

0.01 

- 

0.01 

0.01 

0.18 

- 

0.0100 

0.0007 

0.0007 

- 

0.011 

0.011 

0.017 

0.001 

0.017 

0.048 

287.38 

Over Exploited 

Sarola Kalan 

0832000103991800 

0.11 

0.65 

94.82 

0.78 

0.05 

0.83 

0.04 

0.66 

- 

0.1500 

- 

- 

0.003 

0.153 

0.153 

0.982 

0.049 

0.933 

1.378 

147.70 

Over Exploited 

Sarola Khurd 

0832000103992400 

0.11 

0.57 

0.97 

0.58 

0.01 

0.59 

0.05 

0.71 

- 

0.0300 

- 

- 

0.007 

0.037 

0.037 

0.632 

0.032 

0.600 

0.329 

54.80 

Safe 

Seemal Kheri 

0832000103989300 

0.11 

0.26 

- 

0.26 

0.01 

0.27 

0.06 

0.81 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.307 

0.031 

0.276 

0.332 

120.06 

Over Exploited 

Seendhani 

0832000103984000 

0.11 

0.00 

7,869.20 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.11 

0.15 

(34.60) 

0.12 

0.05 

0.16 

0.05 

0.67 

- 

0.0100 

0.0474 

- 

- 

0.057 

0.057 

0.221 

0.011 

0.210 

0.061 

29.28 

Safe 



0.11 

0.01 

265.47 

0.01 

- 

0.01 

0.01 

0.16 

- 

- 

0.0013 

0.0013 

- 

0.003 

0.003 

0.013 

0.001 

0.012 

0.009 

78.10 

Semi Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Sewani 

083200010398820C 

2.503 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.492 

1.67 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.12 

0.14 

0.21 

0.006 

0.76 

0.66 


Shergarh 

0831000403891500 

23.949 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.656 

1.86 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.16 

0.02 

0.007 

0.07 

0.06 


Shyampura 

0830000503841600 

5.607 

Fresh 

Harishchandra Sagar 

Command 

Bhander Sandstone 

5.607 

3.04 

0.020 

0.14 

0.01 

0.00 

0.06 

0.00 

0.41 

0.82 

0.56 

0.015 

0.72 

0.36 


Shyonagar @ Dhani 

0832000103992500 

2.689 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.661 

3.36 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.22 

0.05 

0.007 

0.59 

0.50 


Singola 

0832000103979200 

1.707 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.595 

1.94 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.11 

0.13 

0.004 

0.71 

0.58 






Bhim Sagar 

Command 

Bhander Sandstone 

0.112 

1.94 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.000 

0.05 

0.04 


Sojpur 

0832000103989200 

3.317 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.317 

-0.41 

0.020 

0.13 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.50 

0.008 

0.75 

0.65 


Soomar 

0832000103976400 

2.478 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.478 

3.98 

0.020 

0.83 

0.12 

0.00 

0.00 

0.00 

0.91 

1.03 

3.32 

0.006 

0.77 

0.68 


Sukh Baredi 

0832000103994000 

3.410 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.612 

7.73 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.11 

0.01 

0.002 

0.10 

0.08 


Sunariya 

0832000103989500 

2.601 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.601 

2.35 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.15 

0.18 

0.17 

0.007 

0.75 

0.62 


Suwalya 

0832000103976800 

2.774 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.772 

2.31 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.19 

0.23 

0.27 

0.007 

0.76 

0.62 


Tahroli 

0830000503837500 

1.845 

Fresh 

Harishchandra Sagar 

Command 

Bhander Sandstone 

1.845 

4.58 

0.020 

0.11 

0.01 

0.00 

0.02 

0.00 

0.25 

0.46 

0.44 

0.005 

0.72 

0.39 


Theekariya 

0832000103981200 

1.595 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.595 

4.21 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.22 

0.25 

0.39 

0.004 

0.77 

0.68 


Thoonpur 

0830000503834300 

4.245 

Fresh 

Non-command 

Non-command 

Limestone 

0.761 

1.61 

0.050 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.12 

0.07 

0.002 

0.13 

0.09 


Umariya 

0832000103991900 

2.281 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.281 

2.26 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.17 

0.20 

0.30 

0.006 

0.72 

0.61 


Ummed Pura 

0832000103978300 

5.809 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.086 

0.66 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Harishchandra Sagar 

Command 

Bhander Sandstone 

1.583 

0.66 

0.020 

0.03 

0.00 

0.00 

0.03 

0.00 

0.02 

0.02 

0.13 

0.004 

0.21 

0.15 






Bhim Sagar 

Command 

Bhander Sandstone 

0.339 

0.66 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.03 

0.001 

0.04 

0.03 



0832000103983600 

2.433 

Fresh 

Bhim Sagar 

Command 

Bhander Sandstone 

2.430 

3.28 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.24 

0.06 

0.006 

0.81 

0.60 


Vinod Kalan 

0830000503840500 

7.702 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.799 

4.61 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.11 

0.23 

0.16 

0.002 

0.07 

0.04 






Harishchandra Sagar 

Command 

Bhander Sandstone 

6.897 

4.61 

0.020 

0.35 

0.02 

0.00 

0.07 

0.00 

0.89 

1.77 

1.37 

0.018 

0.64 

0.32 


Vinod Khurd 

0830000503840600 

3.213 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.518 

5.11 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.17 

0.11 

0.001 

0.12 

0.06 

08004044 

Agariya 

0832000204031100 

2.276 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.205 

4.46 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.08 

0.06 


Akodiya 

0832000204008100 

3.310 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.351 

3.04 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.04 

0.000 

0.09 

0.06 


Amarpura Kalan 

0832000204022300 

3.478 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.301 

4.59 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.19 

0.26 

0.19 

0.004 

0.80 

0.58 


Amarpura Khurd 

0832000204023000 

0.861 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.861 

3.65 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.08 

0.001 

0.85 

0.62 


Ametha 

0832000304038800 

19.925 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.009 

7.95 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ananda 

0832000204014500 

1.431 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.431 

3.03 

0.010 

0.09 

0.02 

0.00 

0.00 

0.00 

0.11 

0.16 

0.38 

0.000 

0.83 

0.60 


Anandpura 

0832000204030600 

1.019 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.924 

4.15 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.02 

0.001 

0.80 

0.59 


Areda 

0832000204007300 

2.471 

Fresh 

Non-command 

Non-command 

Limestone 

1.560 

3.88 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.00 

0.000 

0.52 

0.38 







Non-command 

Bhander Sandstone 

0.421 

3.88 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.000 

0.14 

0.10 


Arnya 

0832000204013800 

2.215 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.137 

4.09 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.05 

0.04 







Non-command 

Bhander Sandstone 

2.078 

4.09 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.16 

0.17 

0.000 

0.78 

0.56 


Asnawar 

0832000204013700 

7.449 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.121 

4.19 

0.010 

0.13 

0.02 

0.00 

0.00 

0.01 

0.19 

0.26 

0.52 

0.000 

0.24 

0.17 







Non-command 

Bhander Sandstone 

5.328 

4.19 

0.010 

0.44 

0.07 

0.00 

0.00 

0.02 

0.57 

0.79 

1.78 

0.000 

0.59 

0.43 


Awand 

0832000304038500 

9.415 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.149 

3.74 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.02 

0.001 

0.10 

0.07 







Non-command 

Bhander Sandstone 

0.336 

3.74 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.000 

0.03 

0.02 


Bacholi 

0832000204007600 

1.031 

Fresh 

Non-command 

Non-command 

Limestone 

0.081 

3.85 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.07 

0.05 







Non-command 

Deccan Traps 

0.950 

3.85 

0.010 

0.03 

0.00 

0.00 

0.00 

0.01 

0.05 

0.07 

0.13 

0.000 

0.77 

0.55 


Badiya Gorhanpura 

0832000204016000 

5.456 

Fresh 

Non-command 

Non-command 

Limestone 

2.522 

4.01 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.18 

0.12 

0.000 

0.38 

0.28 







Non-command 

Bhander Sandstone 

1.296 

4.01 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.06 

0.000 

0.20 

0.14 


Bagwara 

0832000204019000 

1.353 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.776 

3.47 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.08 

0.11 

0.001 

0.49 

0.35 


Banniya 

0832000103986000 

14.757 

Fresh 

Non-command 

Non-command 

Limestone 

0.208 

4.35 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.01 


Bans Kheri 

0832000204023400 

0.993 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.993 

3.20 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.12 

0.001 

0.88 

0.64 


Bansghat 

0832000204000500 

2.516 

Fresh 

Non-command 

Non-command 

Limestone 

1.674 

6.59 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.19 

0.07 

0.000 

0.56 

0.38 







Non-command 

Deccan Traps 

0.020 

6.59 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 


Baori Khera 

0832000204030200 

1.727 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.707 

4.56 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.14 

0.13 

0.002 

0.88 

0.65 


Barkheri 

0832000204019100 

1.541 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.127 

3.50 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.09 

0.12 

0.24 

0.001 

0.62 

0.45 


Barodiya 

0832000204014300 

3.323 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.056 

3.29 

0.010 

0.10 

0.03 

0.00 

0.00 

0.00 

0.17 

0.24 

0.41 

0.000 

0.76 

0.55 







Non-command 

Bhander Sandstone 

0.268 

3.29 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.04 

0.000 

0.07 

0.05 


Beer Khanga 

0832000204022000 

1.284 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.284 

3.74 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.04 

0.002 

0.86 

0.62 


Bheemli 

0832000204017400 

2.165 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.165 

3.25 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.11 

0.05 

0.000 

0.83 

0.60 


Borda Mau 

0832000103990200 

14.716 

Fresh 

Non-command 

Non-command 

Limestone 

0.936 

2.65 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.04 

0.002 

0.05 

0.04 







Non-command 

Bhander Sandstone 

0.094 

2.65 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.00 


Borjhari 

0832000204031300 

2.944 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.781 

4.51 

0.010 

0.02 

0.00 

0.00 

0.00 

0.01 

0.05 

0.06 

0.07 

0.001 

0.24 

0.17 


Brijpura 

0832000204018600 

2.181 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.179 

3.48 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.13 

0.08 

0.003 

0.84 

0.60 


Char Doongari 

0832000204027500 

2.243 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.243 

4.34 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.13 

0.17 

0.17 

0.003 

0.90 

0.66 


Chokari 

0832000204017800 

4.484 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.426 

4.75 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.25 

0.35 

0.20 

0.006 

0.82 

0.60 


Choona Bhati 

0832000204007000 

1.508 

Fresh 

Non-command 

Non-command 

Limestone 

0.275 

4.88 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.000 

0.15 

0.11 


Chuthya Kheri 

0832000204016900 

1.655 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.143 

3.10 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.02 

0.000 

0.57 

0.42 







Non-command 

Bhander Sandstone 

0.311 

3.10 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.16 

0.11 


Dantiya 

0832000204029600 

2.295 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.102 

4.72 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.000 

0.04 

0.03 


Dayabhao 

0832000204007200 

3.721 

Fresh 

Non-command 

Non-command 

Limestone 

2.480 

4.07 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.17 

0.09 

0.000 

0.55 

0.40 







Non-command 

Bhander Sandstone 

0.453 

4.07 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.000 

0.10 

0.07 


Deoli 

0832000204019600 

4.635 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.691 

3.69 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.11 

0.08 

0.002 

0.30 

0.22 


Deori 

0832000204029700 

1.349 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.349 

4.23 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.10 

0.13 

0.19 

0.002 

0.90 

0.66 


Devri 

0832000204018300 

1.397 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.397 

4.17 

0.010 

0.09 

0.01 

0.00 

0.00 

0.00 

0.14 

0.19 

0.35 

0.002 

0.85 

0.62 


Dhabariya 

0832000204013500 

2.058 

Fresh 

Non-command 

Non-command 

Limestone 

0.744 

4.20 

0.010 

0.01 

0.00 

0.00 

0.00 

0.04 

0.00 

0.00 

0.04 

0.000 

0.30 

0.22 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Sewani 

0832000103988200 

0.11 

0.21 

(32.30) 

0.17 

0.01 

0.18 

0.06 

0.82 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.197 

0.010 

0.187 

0.212 

113.54 

Over Exploited 

Shergarh 

0831000403891500 

0.06 

0.01 

1,262.69 

0.01 

- 

0.01 

0.00 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.013 

0.031 

233.70 

Over Exploited 

Shyampura 

0830000503841600 

0.09 

0.36 

127.42 

0.43 

0.07 

0.50 

0.06 

0.78 

- 

0.0600 

0.0496 

- 

- 

0.110 

0.110 

0.613 

0.031 

0.582 

0.572 

98.22 

Critical 

Shyonagar @ Dhani 

0832000103992500 

0.11 

0.17 

29.18 

0.21 

- 

0.21 

0.04 

0.63 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.217 

0.011 

0.206 

0.057 

27.52 

Safe 

Singola 

0832000103979200 

0.11 

0.12 

(9.21) 

0.11 

- 

0.11 

0.06 

0.77 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.123 

0.006 

0.117 

0.130 

111.20 

Over Exploited 



0.11 

0.00 

768.13 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

0.0003 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.008 

654.28 

Over Exploited 

Sojpur 

0832000103989200 

0.11 

0.27 

- 

0.27 

0.02 

0.29 

0.06 

0.80 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.353 

0.035 

0.318 

0.512 

161.18 

Over Exploited 

Soomar 

0832000103976400 

0.11 

0.21 

392.29 

0.25 

0.12 

0.37 

0.06 

0.83 

- 

0.6200 

- 

- 

0.001 

0.621 

0.621 

0.993 

0.050 

0.943 

3.324 

352.49 

Over Exploited 

Sukh Baredi 

0832000103994000 

0.11 

0.01 

1,567.70 

0.01 

0.00 

0.01 

0.01 

0.10 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.011 

0.001 

0.010 

0.010 

92.26 

Critical 

Sunariya 

0832000103989500 

0.11 

0.21 

(14.60) 

0.18 

0.01 

0.19 

0.05 

0.80 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.212 

0.011 

0.202 

0.172 

85.08 

Semi Critical 

Suwalya 

0832000103976800 

0.11 

0.23 

(0.70) 

0.23 

0.01 

0.24 

0.06 

0.82 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.270 

0.014 

0.257 

0.278 

108.29 

Over Exploited 

Tahroli 

0830000503837500 

0.09 

0.12 

285.07 

0.14 

0.03 

0.17 

0.06 

0.78 

- 

0.0200 

0.0163 

- 

- 

0.036 

0.036 

0.209 

0.010 

0.199 

0.447 

225.10 

Over Exploited 

Theekariya 

0832000103981200 

0.11 

0.13 

88.19 

0.16 

0.01 

0.17 

0.06 

0.83 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.242 

0.012 

0.230 

0.392 

170.56 

Over Exploited 

Thoonpur 

0830000503834300 

0.07 

0.01 

1,679.31 

0.01 

0.00 

0.01 

0.01 

0.14 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.019 

0.001 

0.018 

0.071 

398.65 

Over Exploited 

Umariya 

0832000103991900 

0.11 

0.18 

13.58 

0.20 

0.01 

0.21 

0.05 

0.77 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.245 

0.012 

0.232 

0.302 

129.87 

Over Exploited 

Ummed Pura 

0832000103978300 

0.11 

0.00 

1,322.44 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.11 

0.04 

(35.17) 

0.03 

0.03 

0.06 

0.02 

0.22 

- 

0.0200 

0.0350 

- 

- 

0.055 

0.055 

0.117 

0.006 

0.111 

0.129 

115.72 

Over Exploited 



0.11 

0.00 

1,097.14 

0.00 

- 

0.00 

0.00 

0.05 

- 

0.0100 

0.0009 

0.0008 

- 

0.012 

0.012 

0.014 

0.001 

0.013 

0.032 

245.25 

Over Exploited 


0832000103983600 

0.11 

0.22 

12.30 

0.24 

- 

0.24 

0.06 

0.87 

- 

0.0100 

0.0062 

0.0060 

- 

0.022 

0.022 

0.264 

0.013 

0.251 

0.067 

26.76 

Safe 

Vinod Kalan 

0830000503840500 

0.09 

0.01 

4,125.13 

0.01 

- 

0.01 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.016 

0.165 

1,058.70 

Over Exploited 



0.09 

0.40 

344.78 

0.48 

0.09 

0.57 

0.05 

0.70 

- 

0.0500 

0.0610 

- 

0.002 

0.113 

0.113 

0.685 

0.034 

0.651 

1.391 

213.73 

Over Exploited 

Vinod Khurd 

0830000503840600 

0.09 

0.01 

2,978.82 

0.01 

- 

0.01 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.016 

0.107 

687.00 

Over Exploited 

Agariya 

0832000204031100 

0.05 

0.00 

1,404.09 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.012 

1,305.06 

Over Exploited 

Akodiya 

0832000204008100 

0.05 

0.00 

1,766.09 

0.00 

- 

0.00 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.043 

381.49 

Over Exploited 

Amarpura Kalan 

0832000204022300 

0.05 

0.13 

99.38 

0.16 

0.01 

0.17 

0.06 

0.86 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.208 

0.010 

0.198 

0.196 

99.10 

Critical 

Amarpura Khurd 

0832000204023000 

0.05 

0.04 

92.55 

0.04 

- 

0.04 

0.06 

0.91 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.064 

0.003 

0.061 

0.085 

140.00 

Over Exploited 

Ametha 

0832000304038800 

0.07 

0.00 

436,443.56 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ananda 

0832000204014500 

0.05 

0.06 

163.09 

0.07 

0.02 

0.09 

0.06 

0.89 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.161 

0.008 

0.153 

0.375 

244.60 

Over Exploited 

Anandpura 

0832000204030600 

0.05 

0.04 

41.65 

0.04 

- 

0.04 

0.06 

0.86 

- 

- 

- 

- 

- 

- 

- 

0.044 

0.002 

0.042 

0.019 

45.52 

Safe 

Areda 

0832000204007300 

0.05 

0.04 

105.03 

0.05 

- 

0.05 

0.04 

0.56 

- 

- 

- 

- 

- 

- 

- 

0.049 

0.002 

0.047 

- 

- 

Safe 



0.05 

0.00 

662.00 

0.00 

- 

0.00 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.003 

- 

- 

Safe 

Arnya 

0832000204013800 

0.05 

0.00 

2,100.07 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

2,756.97 

Over Exploited 



0.05 

0.08 

95.97 

0.10 

0.01 

0.11 

0.06 

0.84 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.137 

0.007 

0.130 

0.166 

127.27 

Over Exploited 

Asnawar 

0832000204013700 

0.05 

0.03 

928.94 

0.03 

0.03 

0.06 

0.02 

0.25 

- 

0.1000 

- 

- 

0.018 

0.118 

0.118 

0.179 

0.009 

0.171 

0.518 

303.79 

Over Exploited 



0.05 

0.16 

395.52 

0.19 

0.09 

0.28 

0.04 

0.64 

- 

0.3300 

- 

- 

0.037 

0.367 

0.367 

0.652 

0.033 

0.619 

1.778 

287.14 

Over Exploited 

Awand 

0832000304038500 

0.07 

0.01 

807.85 

0.01 

- 

0.01 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.000 

0.009 

0.025 

270.19 

Over Exploited 



0.10 

0.00 

1,664.29 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.006 

555.60 

Over Exploited 

Bacholi 

0832000204007600 

0.05 

0.00 

1,538.82 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.014 

4,680.44 

Over Exploited 



0.05 

0.04 

97.13 

0.04 

0.01 

0.06 

0.06 

0.82 

- 

0.0200 

- 

- 

0.022 

0.042 

0.042 

0.101 

0.005 

0.096 

0.130 

136.09 

Over Exploited 

Badiya Gorhanpura 

0832000204016000 

0.05 

0.05 

274.04 

0.06 

- 

0.06 

0.03 

0.41 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.078 

0.004 

0.074 

0.115 

155.06 

Over Exploited 



0.05 

0.01 

568.84 

0.02 

- 

0.02 

0.01 

0.21 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.025 

0.001 

0.024 

0.058 

240.93 

Over Exploited 

Bagwara 

0832000204019000 

0.05 

0.02 

########## 

0.02 

0.00 

0.02 

0.04 

0.52 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.048 

0.002 

0.046 

0.115 

252.08 

Over Exploited 

Banniya 

0832000103986000 

0.10 

0.00 

5,160.52 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

2,735.08 

Over Exploited 

Bans Kheri 

0832000204023400 

0.05 

0.04 

94.19 

0.05 

- 

0.05 

0.06 

0.94 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.072 

0.004 

0.069 

0.121 

176.79 

Over Exploited 

Bansghat 

0832000204000500 

0.05 

0.05 

306.65 

0.06 

- 

0.06 

0.04 

0.60 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.066 

0.003 

0.063 

0.072 

114.46 

Over Exploited 



0.05 

0.00 

29,770.48 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 

Baori Khera 

0832000204030200 

0.05 

0.08 

91.61 

0.09 

0.00 

0.09 

0.06 

0.95 

- 

0.0200 

- 

- 

0.002 

0.023 

0.023 

0.115 

0.006 

0.109 

0.134 

123.08 

Over Exploited 

Barkheri 

0832000204019100 

0.05 

0.03 

243.94 

0.04 

0.01 

0.05 

0.05 

0.66 

- 

0.0500 

- 

- 

0.004 

0.055 

0.055 

0.109 

0.005 

0.104 

0.241 

232.67 

Over Exploited 

Barodiya 

0832000204014300 

0.05 

0.12 

101.73 

0.14 

0.03 

0.17 

0.06 

0.82 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.250 

0.013 

0.238 

0.405 

170.38 

Over Exploited 



0.05 

0.00 

2,803.14 

0.00 

- 

0.00 

0.00 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.011 

0.043 

408.71 

Over Exploited 

Beer Khanga 

0832000204022000 

0.05 

0.06 

45.14 

0.07 

- 

0.07 

0.06 

0.92 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.076 

0.004 

0.072 

0.044 

60.43 

Safe 

Bheemli 

0832000204017400 

0.05 

0.09 

23.36 

0.11 

- 

0.11 

0.06 

0.89 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.118 

0.006 

0.112 

0.054 

48.14 

Safe 

Borda Mau 

0832000103990200 

0.10 

0.00 

879.35 

0.01 

- 

0.01 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.041 

746.72 

Over Exploited 



0.11 

0.00 

12,594.76 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Borjhari 

0832000204031300 

0.05 

0.01 

587.88 

0.01 

0.01 

0.02 

0.02 

0.25 

- 

0.0100 

- 

- 

0.012 

0.022 

0.022 

0.042 

0.002 

0.040 

0.067 

168.61 

Over Exploited 

Brijpura 

0832000204018600 

0.05 

0.09 

45.47 

0.11 

- 

0.11 

0.06 

0.90 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.129 

0.006 

0.123 

0.087 

70.73 

Semi Critical 

Char Doongari 

0832000204027500 

0.05 

0.10 

72.60 

0.12 

0.01 

0.13 

0.06 

0.96 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.161 

0.008 

0.153 

0.177 

115.98 

Over Exploited 

Chokari 

0832000204017800 

0.05 

0.18 

89.64 

0.22 

0.01 

0.23 

0.06 

0.88 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.268 

0.013 

0.255 

0.210 

82.22 

Semi Critical 

Choona Bhati 

0832000204007000 

0.05 

0.00 

1,510.12 

0.00 

- 

0.00 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.002 

0.022 

919.31 

Over Exploited 

Chuthya Kheri 

0832000204016900 

0.05 

0.03 

91.04 

0.04 

- 

0.04 

0.04 

0.62 

- 

- 

- 

- 

- 

- 

- 

0.039 

0.002 

0.037 

0.022 

58.89 

Safe 



0.05 

0.00 

443.12 

0.00 

- 

0.00 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.007 

252.65 

Over Exploited 

Dantiya 

0832000204029600 

0.05 

0.00 

2,568.57 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.018 

847.35 

Over Exploited 

Dayabhao 

0832000204007200 

0.05 

0.07 

144.90 

0.08 

- 

0.08 

0.04 

0.59 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.102 

0.005 

0.097 

0.086 

88.48 

Semi Critical 



0.05 

0.00 

1,015.78 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.014 

537.36 

Over Exploited 

Deoli 

0832000204019600 

0.05 

0.03 

343.93 

0.03 

- 

0.03 

0.02 

0.33 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.041 

0.002 

0.039 

0.080 

206.26 

Over Exploited 

Deori 

0832000204029700 

0.05 

0.06 

118.29 

0.07 

0.01 

0.08 

0.06 

0.96 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.113 

0.006 

0.107 

0.188 

175.40 

Over Exploited 

Devri 

0832000204018300 

0.05 

0.06 

221.58 

0.07 

0.01 

0.08 

0.06 

0.91 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.121 

0.006 

0.115 

0.356 

309.41 

Over Exploited 

Dhabariya 

0832000204013500 

0.05 

0.01 

(65.08) 

0.01 

0.04 

0.05 

0.02 

0.32 

- 

0.0100 

- 

- 

0.058 

0.068 

0.068 

0.115 

0.006 

0.109 

0.043 

39.33 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Deccan Traps 

0.608 

4.20 

0.010 

0.01 

0.00 

0.00 

0.00 

0.05 

-0.01 

-0.02 

0.03 

0.000 

0.25 

0.18 







Non-command 

Bhander Sandstone 

0.707 

4.20 

0.010 

0.01 

0.00 

0.00 

0.00 

0.08 

-0.04 

-0.06 

0.04 

0.000 

0.29 

0.21 


Dhabli 

0832000204016400 

1.880 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.880 

4.03 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.13 

0.17 

0.24 

0.000 

0.83 

0.60 


Dhanoda 

0832000204014200 

3.882 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.195 

3.57 

0.010 

0.08 

0.02 

0.00 

0.00 

0.00 

0.17 

0.24 

0.33 

0.000 

0.68 

0.50 







Non-command 

Bhander Sandstone 

0.687 

3.57 

0.010 

0.02 

0.01 

0.00 

0.00 

0.00 

0.03 

0.05 

0.09 

0.000 

0.15 

0.11 



0832000204018000 

1.350 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.350 

5.19 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.14 

0.13 

0.002 

0.84 

0.61 


Dhanoda Khurd 

0832000103990500 

6.188 

Fresh 

Non-command 

Non-command 

Limestone 

0.117 

3.07 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.01 


Dharli 

0832000204026000 

3.425 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.425 

3.93 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.17 

0.24 

0.18 

0.004 

0.88 

0.64 


Dheengalya Kheri 

0832000204013600 

0.866 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.771 

4.21 

0.010 

0.01 

0.00 

0.00 

0.00 

0.06 

-0.02 

-0.03 

0.03 

0.000 

0.74 

0.54 







Non-command 

Bhander Sandstone 

0.095 

4.21 

0.010 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

0.01 

0.000 

0.09 

0.07 


Doongar Gaon 

0832000204017300 

9.367 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.547 

2.61 

0.010 

0.17 

0.04 

0.00 

0.00 

0.00 

0.27 

0.38 

0.66 

0.000 

0.49 

0.36 







Non-command 

Bhander Sandstone 

3.772 

2.61 

0.010 

0.15 

0.04 

0.00 

0.00 

0.00 

0.21 

0.29 

0.61 

0.000 

0.33 

0.24 


Fatehpura 

0832000204006800 

0.388 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.025 

4.08 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.05 

0.04 


Gadari 

0832000204021700 

2.275 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.275 

3.32 

0.010 

0.07 

0.01 

0.00 

0.00 

0.00 

0.14 

0.19 

0.26 

0.003 

0.85 

0.61 


Gadiya Mer 

0832000204016600 

2.560 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.560 

3.08 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.12 

0.16 

0.20 

0.000 

0.83 

0.60 







Non-command 

Bhander Sandstone 

0.001 

3.08 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ganeshpura 

0832000204029900 

3.284 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.284 

4.33 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.17 

0.23 

0.11 

0.004 

0.90 

0.66 


Gangpura @ Tumariya Kheri 

0832000204031400 

2.225 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.259 

4.50 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.07 

0.002 

0.51 

0.37 


Gaonri 

0832000204013900 

1.555 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.614 

3.47 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.07 

0.17 

0.000 

0.33 

0.24 







Non-command 

Bhander Sandstone 

0.941 

3.47 

0.010 

0.09 

0.01 

0.00 

0.00 

0.00 

0.11 

0.16 

0.35 

0.000 

0.50 

0.36 


Gargach 

0832000204015300 

1.771 

Fresh 

Non-command 

Non-command 

Limestone 

1.747 

4.10 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.10 

0.00 

0.000 

0.82 

0.59 


Garwara 

0832000204027600 

2.856 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.856 

4.39 

0.010 

0.09 

0.01 

0.00 

0.00 

0.00 

0.21 

0.28 

0.37 

0.004 

0.90 

0.66 


Gaupura 

0832000204015600 

2.186 

Fresh 

Non-command 

Non-command 

Limestone 

0.000 

4.31 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Bhander Sandstone 

0.000 

4.31 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Girdharpura 

0832000204026900 

0.786 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.786 

4.15 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.08 

0.001 

0.88 

0.65 


Gopal Pura @ Guradiya 

0832000204026200 

1.216 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.216 

4.08 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.10 

0.07 

0.002 

0.87 

0.64 


Gordhanpura 

0832000204023100 

7.165 

Fresh 

Non-command 

Non-command 

Deccan Traps 

7.165 

3.78 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.29 

0.40 

0.05 

0.009 

0.86 

0.63 


Gordhanpura @ Nayagaon 

0832000204026800 

0.732 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.732 

4.24 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.08 

0.001 

0.89 

0.65 


Govindpura 

0832000204019700 

5.699 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.481 

4.10 

0.010 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.02 

0.001 

0.07 

0.05 



0832000204030700 

1.337 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.315 

4.15 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.10 

0.09 

0.002 

0.87 

0.64 


Gurad Khera 

0832000204023200 

3.496 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.496 

3.77 

0.010 

0.11 

0.02 

0.00 

0.00 

0.00 

0.22 

0.30 

0.44 

0.005 

0.87 

0.64 


Haripura 

0832000204008000 

1.185 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.038 

3.05 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.03 

0.02 







Non-command 

Bhander Sandstone 

0.064 

3.05 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.04 

0.03 



0832000204018800 

2.166 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.166 

3.27 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.12 

0.17 

0.23 

0.003 

0.85 

0.61 



0832000204026600 

0.882 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.882 

4.12 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.06 

0.001 

0.88 

0.64 


Haripura @ Jhantaliya 

0832000204022800 

1.173 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.173 

3.46 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.07 

0.002 

0.85 

0.62 


Haripura @ Leora 

0832000204030800 

5.812 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.052 

4.15 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.01 

0.001 

0.16 

0.12 


Iktasa 

0832000204013300 

4.498 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.781 

2.90 

0.010 

0.07 

0.02 

0.00 

0.00 

0.00 

0.10 

0.14 

0.26 

0.000 

0.33 

0.24 







Non-command 

Bhander Sandstone 

2.657 

2.90 

0.010 

0.14 

0.03 

0.00 

0.00 

0.00 

0.19 

0.26 

0.54 

0.000 

0.49 

0.36 


Isarpura 

0832000204013400 

1.154 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.888 

4.15 

0.010 

0.01 

0.00 

0.00 

0.00 

0.04 

0.01 

0.01 

0.03 

0.000 

0.64 

0.46 







Non-command 

Bhander Sandstone 

0.265 

4.15 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.19 

0.14 


Jamunya Talai 

0832000103986100 

3.725 

Fresh 

Non-command 

Non-command 

Limestone 

0.127 

3.53 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.000 

0.03 

0.02 


Jatamari 

0832000204014100 

2.674 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.650 

3.31 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.15 

0.08 

0.000 

0.82 

0.60 


Jheekariya 

0832000204022400 

2.550 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.550 

5.11 

0.010 

0.07 

0.01 

0.00 

0.00 

0.00 

0.19 

0.26 

0.26 

0.003 

0.84 

0.61 


Jheenta Pura 

0832000204012900 

2.363 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.700 

2.97 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.07 

0.10 

0.22 

0.000 

0.25 

0.18 







Non-command 

Bhander Sandstone 

0.348 

2.97 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.04 

0.06 

0.14 

0.000 

0.12 

0.09 


Jhoomki 

0832000204018900 

1.131 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.131 

3.36 

0.010 

0.09 

0.01 

0.00 

0.00 

0.00 

0.12 

0.16 

0.35 

0.001 

0.84 

0.61 


Joona Khera 

0832000204013200 

2.256 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.342 

3.07 

0.010 

0.16 

0.04 

0.00 

0.00 

0.00 

0.16 

0.22 

0.62 

0.000 

0.49 

0.36 







Non-command 

Bhander Sandstone 

0.914 

3.07 

0.010 

0.14 

0.04 

0.00 

0.00 

0.00 

0.13 

0.18 

0.58 

0.000 

0.34 

0.24 


Kalya Kheri 

0832000204026100 

2.045 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.038 

3.98 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.15 

0.15 

0.003 

0.87 

0.64 


Kalyan Pura 

0832000204012800 

1.427 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.110 

2.82 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.06 

0.05 







Non-command 

Bhander Sandstone 

0.039 

2.82 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.02 


Kans Kherli 

0832000204015400 

8.744 

Fresh 

Non-command 

Non-command 

Limestone 

7.140 

3.70 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.37 

0.00 

0.000 

0.68 

0.49 







Non-command 

Bhander Sandstone 

0.382 

3.70 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.000 

0.04 

0.03 


Kanwarpura 

0832000204017000 

2.680 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.706 

2.63 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.04 

0.000 

0.22 

0.16 







Non-command 

Bhander Sandstone 

1.974 

2.63 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.07 

0.10 

0.14 

0.000 

0.61 

0.44 


Karal Gaon 

0832000204029500 

7.119 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.532 

5.41 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.08 

0.001 

0.07 

0.05 


Kenchani 

0832000204015100 

3.102 

Fresh 

Non-command 

Non-command 

Limestone 

1.505 

4.23 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.10 

0.02 

0.000 

0.40 

0.29 







Non-command 

Deccan Traps 

0.730 

4.23 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.01 

0.000 

0.20 

0.14 







Non-command 

Bhander Sandstone 

0.790 

4.23 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.01 

0.000 

0.21 

0.15 


Khajoori Kalan 

0832000204017100 

3.091 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.112 

2.68 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.05 

0.000 

0.30 

0.22 







Non-command 

Bhander Sandstone 

1.979 

2.68 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.11 

0.15 

0.000 

0.53 

0.39 


Khajoori Khurd 

0832000204007500 

2.669 

Fresh 

Non-command 

Non-command 

Limestone 

2.203 

4.02 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.16 

0.17 

0.000 

0.69 

0.49 







Non-command 

Deccan Traps 

0.431 

4.02 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.03 

0.000 

0.13 

0.10 


Kher Khera 

0832000204014400 

2.036 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.480 

3.43 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.03 

0.000 

0.20 

0.14 







Non-command 

Bhander Sandstone 

1.557 

3.43 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.11 

0.16 

0.000 

0.64 

0.46 


Kheriya 

0832000204025800 

2.340 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.340 

3.38 

0.010 

0.16 

0.02 

0.00 

0.00 

0.00 

0.22 

0.30 

0.62 

0.003 

0.89 

0.65 


Kherla 

0832000204014800 

2.394 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.393 

4.18 

0.010 

0.12 

0.03 

0.00 

0.00 

0.00 

0.19 

0.26 

0.49 

0.000 

0.83 

0.60 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.05 

0.01 

(337.29) 

0.01 

0.05 

0.05 

0.02 

0.26 

- 

0.0100 

- 

- 

0.072 

0.082 

0.082 

0.137 

0.007 

0.130 

0.027 

20.80 

Safe 



0.05 

0.01 

(3,500.96) 

0.00 

0.08 

0.09 

0.02 

0.31 

- 

- 

- 

- 

0.121 

0.121 

0.121 

0.207 

0.010 

0.196 

0.036 

18.34 

Safe 

Dhabli 

0832000204016400 

0.05 

0.08 

122.36 

0.09 

0.01 

0.10 

0.06 

0.89 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.144 

0.007 

0.137 

0.238 

174.23 

Over Exploited 

Dhanoda 

0832000204014200 

0.05 

0.11 

118.91 

0.13 

0.02 

0.15 

0.05 

0.74 

- 

0.0600 

- 

- 

0.001 

0.061 

0.061 

0.213 

0.011 

0.202 

0.334 

165.18 

Over Exploited 



0.05 

0.01 

842.68 

0.01 

0.01 

0.02 

0.01 

0.16 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.036 

0.002 

0.034 

0.094 

274.30 

Over Exploited 


0832000204018000 

0.05 

0.06 

144.05 

0.07 

- 

0.07 

0.06 

0.90 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.088 

0.004 

0.083 

0.128 

153.06 

Over Exploited 

Dhanoda Khurd 

0832000103990500 

0.10 

0.00 

2,627.71 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

3,562.48 

Over Exploited 

Dharli 

0832000204026000 

0.05 

0.15 

58.41 

0.18 

0.01 

0.19 

0.06 

0.94 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.221 

0.011 

0.210 

0.184 

87.89 

Semi Critical 

Dheengalya Kheri 

0832000204013600 

0.05 

0.03 

(201.25) 

0.02 

0.06 

0.09 

0.06 

0.80 

- 

0.0100 

- 

- 

0.095 

0.105 

0.105 

0.191 

0.010 

0.182 

0.027 

14.85 

Safe 



0.05 

0.00 

(1,364.81) 

0.00 

0.01 

0.01 

0.01 

0.10 

- 

- 

- 

- 

0.012 

0.012 

0.012 

0.020 

0.001 

0.019 

0.007 

36.22 

Safe 

Doongar Gaon 

0832000204017300 

0.05 

0.14 

177.92 

0.16 

0.04 

0.20 

0.04 

0.53 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

0.324 

0.016 

0.308 

0.664 

215.85 

Over Exploited 



0.05 

0.06 

355.79 

0.08 

0.04 

0.12 

0.02 

0.36 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

0.226 

0.011 

0.214 

0.612 

285.34 

Over Exploited 

Fatehpura 

0832000204006800 

0.05 

0.00 

805.49 

0.00 

0.00 

0.00 

0.00 

0.06 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

- 

- 

Safe 

Gadari 

0832000204021700 

0.05 

0.10 

94.01 

0.12 

0.01 

0.13 

0.06 

0.91 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.176 

0.009 

0.167 

0.267 

159.91 

Over Exploited 

Gadiya Mer 

0832000204016600 

0.05 

0.11 

50.32 

0.13 

0.01 

0.14 

0.06 

0.89 

- 

0.0400 

- 

- 

0.005 

0.045 

0.045 

0.186 

0.009 

0.176 

0.200 

113.41 

Over Exploited 



0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 

Ganeshpura 

0832000204029900 

0.05 

0.15 

59.15 

0.18 

- 

0.18 

0.06 

0.96 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.197 

0.010 

0.187 

0.112 

60.04 

Safe 

Gangpura @ Tumariya Kheri 

0832000204031400 

0.05 

0.03 

226.55 

0.04 

- 

0.04 

0.03 

0.54 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.048 

0.002 

0.046 

0.068 

147.20 

Over Exploited 

Gaonri 

0832000204013900 

0.05 

0.01 

602.71 

0.01 

0.01 

0.02 

0.02 

0.35 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.052 

0.003 

0.050 

0.167 

337.36 

Over Exploited 



0.05 

0.02 

557.37 

0.03 

0.01 

0.04 

0.04 

0.54 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.108 

0.005 

0.103 

0.349 

338.89 

Over Exploited 

Gargach 

0832000204015300 

0.05 

0.07 

38.28 

0.09 

- 

0.09 

0.06 

0.88 

- 

- 

- 

- 

- 

- 

- 

0.086 

0.004 

0.082 

- 

- 

Safe 

Garwara 

0832000204027600 

0.05 

0.13 

118.12 

0.15 

0.01 

0.16 

0.06 

0.96 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.234 

0.012 

0.222 

0.370 

166.51 

Over Exploited 

Gaupura 

0832000204015600 

0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 

Girdharpura 

0832000204026900 

0.05 

0.03 

106.52 

0.04 

- 

0.04 

0.06 

0.95 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.062 

0.003 

0.059 

0.085 

145.00 

Over Exploited 

Gopal Pura @ Guradiya 

0832000204026200 

0.05 

0.05 

79.19 

0.06 

- 

0.06 

0.06 

0.94 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.074 

0.004 

0.070 

0.074 

105.01 

Over Exploited 

Gordhanpura 

0832000204023100 

0.05 

0.31 

28.16 

0.37 

0.00 

0.37 

0.06 

0.93 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.385 

0.019 

0.365 

0.063 

17.32 

Safe 

Gordhanpura @ Nayagaon 

0832000204026800 

0.05 

0.03 

113.61 

0.04 

- 

0.04 

0.06 

0.95 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.059 

0.003 

0.056 

0.085 

151.30 

Over Exploited 

Govindpura 

0832000204019700 

0.05 

0.00 

1,075.60 

0.00 

0.01 

0.01 

0.01 

0.08 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.016 

0.001 

0.015 

0.019 

125.89 

Over Exploited 


0832000204030700 

0.05 

0.06 

77.72 

0.07 

- 

0.07 

0.06 

0.93 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.089 

0.004 

0.084 

0.092 

108.78 

Over Exploited 

Gurad Khera 

0832000204023200 

0.05 

0.15 

99.13 

0.18 

0.02 

0.20 

0.06 

0.93 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.283 

0.014 

0.269 

0.449 

166.82 

Over Exploited 

Haripura 

0832000204008000 

0.05 

0.00 

3,165.83 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

8,425.77 

Over Exploited 



0.05 

0.00 

1,723.05 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.014 

8,610.90 

Over Exploited 


0832000204018800 

0.05 

0.09 

82.15 

0.11 

0.01 

0.12 

0.06 

0.91 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.160 

0.008 

0.152 

0.231 

151.89 

Over Exploited 


0832000204026600 

0.05 

0.04 

98.52 

0.05 

- 

0.05 

0.06 

0.94 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.057 

0.003 

0.054 

0.061 

113.70 

Over Exploited 

Haripura @ Jhantaliya 

0832000204022800 

0.05 

0.05 

66.27 

0.06 

- 

0.06 

0.06 

0.91 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.070 

0.003 

0.066 

0.074 

110.71 

Over Exploited 

Haripura @ Leora 

0832000204030800 

0.05 

0.01 

607.50 

0.01 

- 

0.01 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.001 

0.010 

0.007 

76.67 

Semi Critical 

Iktasa 

0832000204013300 

0.05 

0.03 

378.80 

0.04 

0.02 

0.06 

0.02 

0.35 

- 

0.0500 

- 

- 

0.000 

0.050 

0.050 

0.106 

0.005 

0.101 

0.264 

262.47 

Over Exploited 



0.05 

0.07 

294.51 

0.08 

0.03 

0.11 

0.04 

0.53 

- 

0.1000 

- 

- 

0.002 

0.102 

0.102 

0.211 

0.011 

0.200 

0.544 

271.57 

Over Exploited 

Isarpura 

0832000204013400 

0.05 

0.03 

(67.30) 

0.02 

0.04 

0.06 

0.05 

0.69 

- 

0.0100 

- 

- 

0.060 

0.070 

0.070 

0.133 

0.007 

0.126 

0.032 

25.31 

Safe 



0.05 

0.00 

345.59 

0.00 

0.00 

0.01 

0.01 

0.21 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.010 

0.001 

0.010 

0.014 

144.75 

Over Exploited 

Jamunya Talai 

0832000103986100 

0.10 

0.00 

1,648.28 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jatamari 

0832000204014100 

0.05 

0.11 

36.22 

0.13 

- 

0.13 

0.06 

0.89 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.141 

0.007 

0.134 

0.076 

56.70 

Safe 

Jheekariya 

0832000204022400 

0.05 

0.11 

143.93 

0.13 

0.01 

0.14 

0.06 

0.90 

- 

0.0500 

- 

- 

0.000 

0.050 

0.050 

0.189 

0.009 

0.180 

0.261 

145.40 

Over Exploited 

Jheenta Pura 

0832000204012900 

0.05 

0.01 

1,018.31 

0.01 

0.01 

0.02 

0.02 

0.27 

- 

0.0400 

- 

- 

0.002 

0.042 

0.042 

0.063 

0.003 

0.060 

0.221 

368.27 

Over Exploited 



0.05 

0.00 

2,520.77 

0.00 

0.01 

0.01 

0.01 

0.13 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.043 

0.002 

0.040 

0.144 

356.16 

Over Exploited 

Jhoomki 

0832000204018900 

0.05 

0.05 

240.44 

0.06 

0.01 

0.07 

0.06 

0.90 

- 

0.0700 

- 

- 

0.002 

0.072 

0.072 

0.141 

0.007 

0.134 

0.355 

266.09 

Over Exploited 

Joona Khera 

0832000204013200 

0.05 

0.03 

571.50 

0.04 

0.04 

0.08 

0.04 

0.53 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

0.200 

0.010 

0.190 

0.621 

327.11 

Over Exploited 



0.05 

0.02 

1,049.95 

0.02 

0.04 

0.06 

0.03 

0.36 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

0.168 

0.008 

0.160 

0.576 

359.87 

Over Exploited 

Kalya Kheri 

0832000204026100 

0.05 

0.09 

71.33 

0.11 

0.01 

0.12 

0.06 

0.93 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.146 

0.007 

0.139 

0.153 

109.71 

Over Exploited 

Kalyan Pura 

0832000204012800 

0.05 

0.00 

(71.75) 

0.00 

0.00 

0.00 

0.00 

0.07 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.008 

0.000 

0.007 

0.011 

148.40 

Over Exploited 



0.05 

0.00 

3,245.03 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

13,693.11 

Over Exploited 

Kans Kherli 

0832000204015400 

0.05 

0.24 

50.79 

0.29 

- 

0.29 

0.05 

0.73 

- 

- 

- 

- 

- 

- 

- 

0.290 

0.015 

0.276 

- 

- 

Safe 



0.05 

0.00 

2,717.52 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

- 

- 

Safe 

Kanwarpura 

0832000204017000 

0.05 

0.01 

410.81 

0.01 

- 

0.01 

0.02 

0.24 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.019 

0.001 

0.018 

0.038 

207.47 

Over Exploited 



0.05 

0.06 

64.50 

0.07 

0.01 

0.08 

0.05 

0.66 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.112 

0.006 

0.107 

0.137 

128.26 

Over Exploited 

Karal Gaon 

0832000204029500 

0.05 

0.00 

3,403.67 

0.00 

0.00 

0.00 

0.00 

0.07 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.019 

0.001 

0.018 

0.079 

435.91 

Over Exploited 

Kenchani 

0832000204015100 

0.05 

0.03 

235.17 

0.04 

- 

0.04 

0.03 

0.43 

- 

- 

- 

- 

- 

- 

- 

0.036 

0.002 

0.035 

0.022 

63.54 

Safe 



0.05 

0.01 

497.54 

0.01 

- 

0.01 

0.01 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.008 

0.005 

61.38 

Safe 



0.05 

0.01 

452.87 

0.01 

- 

0.01 

0.02 

0.23 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.001 

0.010 

0.014 

146.65 

Over Exploited 

Khajoori Kalan 

0832000204017100 

0.05 

0.02 

221.37 

0.02 

0.00 

0.02 

0.02 

0.32 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.033 

0.002 

0.031 

0.054 

173.62 

Over Exploited 



0.05 

0.05 

111.36 

0.06 

0.01 

0.08 

0.04 

0.57 

- 

0.0300 

- 

- 

0.004 

0.034 

0.034 

0.109 

0.005 

0.104 

0.151 

145.31 

Over Exploited 

Khajoori Khurd 

0832000204007500 

0.05 

0.08 

117.33 

0.09 

0.01 

0.10 

0.05 

0.74 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.131 

0.007 

0.124 

0.166 

133.67 

Over Exploited 



0.05 

0.00 

1,207.38 

0.00 

- 

0.00 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.013 

0.027 

210.86 

Over Exploited 

Kher Khera 

0832000204014400 

0.05 

0.00 

678.75 

0.01 

- 

0.01 

0.01 

0.21 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.015 

0.032 

215.38 

Over Exploited 



0.05 

0.05 

129.85 

0.06 

0.01 

0.07 

0.05 

0.68 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.102 

0.005 

0.097 

0.162 

166.91 

Over Exploited 

Kheriya 

0832000204025800 

0.05 

0.10 

187.14 

0.12 

0.02 

0.15 

0.06 

0.95 

- 

0.1200 

- 

- 

0.001 

0.121 

0.121 

0.267 

0.013 

0.254 

0.621 

244.97 

Over Exploited 

Kherla 

0832000204014800 

0.05 

0.10 

161.61 

0.12 

0.03 

0.15 

0.06 

0.89 

- 

0.0900 

- 

- 

0.003 

0.093 

0.093 

0.244 

0.012 

0.231 

0.492 

212.55 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Bhander Sandstone 

0.001 

4.18 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kishanpura @ Bara 

0832000204018700 

4.072 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.072 

3.33 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.20 

0.05 

0.005 

0.83 

0.60 


Koli 

0832000204025600 

5.789 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.968 

4.12 

0.010 

0.07 

0.01 

0.00 

0.00 

0.00 

0.22 

0.30 

0.27 

0.005 

0.61 

0.45 


Koloo Khera 

0832000304045000 

5.702 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.954 

3.87 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.12 

0.02 

0.003 

0.29 

0.21 


Kushalpura 

0832000204030000 

10.145 

Fresh 

Non-command 

Non-command 

Deccan Traps 

8.641 

4.33 

0.010 

0.12 

0.02 

0.00 

0.00 

0.00 

0.47 

0.65 

0.45 

0.011 

0.76 

0.56 


Kuwabhao @ Bhopatpura 

0832000204007100 

6.641 

Fresh 

Non-command 

Non-command 

Limestone 

4.164 

4.47 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.22 

0.30 

0.14 

0.000 

0.52 

0.37 







Non-command 

Bhander Sandstone 

0.974 

4.47 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.08 

0.04 

0.000 

0.12 

0.09 


Lalpura 

0832000204026400 

1.324 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.193 

4.15 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.11 

0.12 

0.002 

0.79 

0.58 


Lalpuri 

0832000204030500 

0.589 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.589 

4.15 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.04 

0.001 

0.88 

0.65 


Lawasal 

0832000204015000 

2.760 

Fresh 

Non-command 

Non-command 

Limestone 

0.575 

4.27 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.10 

0.000 

0.17 

0.13 







Non-command 

Deccan Traps 

0.009 

4.27 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Bhander Sandstone 

2.059 

4.27 

0.010 

0.08 

0.01 

0.00 

0.00 

0.00 

0.16 

0.22 

0.32 

0.000 

0.62 

0.45 


Madanpura 

0832000204026500 

3.813 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.813 

4.16 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.24 

0.07 

0.005 

0.89 

0.65 



0832000304039000 

3.460 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.042 

7.51 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Mala Tota 

0832000204017700 

4.472 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.973 

4.05 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.24 

0.06 

0.000 

0.74 

0.53 


Mandawar 

0832000204000400 

9.878 

Fresh 

Non-command 

Non-command 

Limestone 

1.096 

7.43 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.15 

0.08 

0.000 

0.09 

0.06 







Non-command 

Deccan Traps 

0.078 

7.43 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.00 


Mankund 

0832000204016800 

10.663 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.587 

3.78 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.29 

0.01 

0.000 

0.43 

0.31 







Non-command 

Bhander Sandstone 

4.814 

3.78 

0.010 

0.00 

0.00 

0.00 

0.00 

0.04 

0.15 

0.20 

0.01 

0.000 

0.37 

0.27 


Manpura 

0832000204014900 

1.295 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.834 

4.36 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.06 

0.08 

0.10 

0.000 

0.54 

0.39 







Non-command 

Bhander Sandstone 

0.462 

4.36 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.08 

0.000 

0.30 

0.21 



0832000204019200 

4.140 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.858 

3.38 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.22 

0.13 

0.005 

0.78 

0.56 



0832000304045300 

3.736 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.899 

4.10 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.05 

0.001 

0.21 

0.15 


Mehandi 

0832000204015200 

1.588 

Fresh 

Non-command 

Non-command 

Limestone 

0.846 

4.32 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.07 

0.000 

0.44 

0.32 







Non-command 

Deccan Traps 

0.004 

4.32 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Bhander Sandstone 

0.672 

4.32 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.04 

0.000 

0.35 

0.25 


Mehsar 

0832000204014000 

2.468 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.468 

3.37 

0.010 

0.13 

0.02 

0.00 

0.00 

0.00 

0.19 

0.27 

0.52 

0.000 

0.83 

0.60 


Melki 

0832000204021900 

1.606 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.606 

3.22 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.10 

0.14 

0.25 

0.002 

0.86 

0.62 


Mohammad Pura 

0832000204017200 

0.624 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.137 

2.83 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.04 

0.000 

0.18 

0.13 







Non-command 

Bhander Sandstone 

0.487 

2.83 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.04 

0.06 

0.17 

0.000 

0.65 

0.47 


Mokhampura 

0832000204007900 

0.661 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.527 

3.18 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.04 

0.05 

0.14 

0.000 

0.66 

0.48 


Molakya Kalan 

0832000204027900 

4.348 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.001 

6.11 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mordiveeran 

0832000204022900 

1.407 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.407 

3.50 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.04 

0.002 

0.86 

0.62 


Mori 

0832000103986200 

4.568 

Fresh 

Non-command 

Non-command 

Limestone 

0.957 

3.18 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.05 

0.002 

0.17 

0.12 







Non-command 

Bhander Sandstone 

0.386 

3.18 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.02 

0.001 

0.07 

0.05 



0832000204013100 

2.113 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.699 

3.13 

0.010 

0.13 

0.03 

0.00 

0.00 

0.00 

0.15 

0.21 

0.51 

0.000 

0.67 

0.48 


Moru Kheri 

0832000204027700 

2.471 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.325 

4.83 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.15 

0.21 

0.20 

0.003 

0.84 

0.62 


Motipura 

0832000204025900 

2.542 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.542 

3.51 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.13 

0.18 

0.21 

0.003 

0.88 

0.64 


Nahardi Khurd 

0832000204031000 

2.407 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.400 

4.21 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.15 

0.11 


Nala 

0832000204016200 

2.180 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.649 

3.95 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.04 

0.000 

0.63 

0.45 


Narsinghpura 

0832000204031200 

2.180 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.994 

4.57 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.07 

0.001 

0.41 

0.30 


Naya Gaon 

0832000304038600 

5.194 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.006 

4.03 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 



0832000304044900 

4.603 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.220 

3.82 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.02 

0.002 

0.22 

0.16 


Naya Gaon @ Bhanpura 

0832000204014700 

2.191 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.782 

3.30 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.07 

0.000 

0.30 

0.21 







Non-command 

Bhander Sandstone 

1.409 

3.30 

0.010 

0.04 

0.01 

0.00 

0.00 

0.01 

0.06 

0.09 

0.17 

0.000 

0.53 

0.39 


Naya Khera 

0832000204030400 

0.442 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.442 

4.15 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.03 

0.001 

0.89 

0.65 


Nayagaon Bheelan 

0832000204018100 

0.650 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.650 

5.20 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.09 

0.15 

0.001 

0.84 

0.61 


Neem Khera 

0832000204026300 

1.509 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.509 

4.14 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.10 

0.04 

0.002 

0.88 

0.64 


Padalya Goojaran 

0832000204023500 

1.138 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.138 

3.16 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.11 

0.001 

0.88 

0.64 


Padliya 

0832000304038700 

5.482 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.115 

5.58 

0.010 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

-0.01 

0.01 

0.000 

0.02 

0.01 


Padlya Lodhan 

0832000304052100 

9.485 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.006 

4.04 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Panch Peepalya 

0832000204027100 

4.457 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.457 

4.37 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.21 

0.29 

0.05 

0.006 

0.89 

0.66 


Panwasa 

0832000204007800 

5.005 

Fresh 

Non-command 

Non-command 

Limestone 

0.152 

3.57 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.03 

0.02 







Non-command 

Deccan Traps 

4.403 

3.57 

0.010 

0.10 

0.01 

0.00 

0.00 

0.02 

0.22 

0.31 

0.39 

0.000 

0.73 

0.53 







Non-command 

Bhander Sandstone 

0.074 

3.57 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Parthipura 

0832000204021800 

1.314 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.314 

3.65 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.08 

0.002 

0.84 

0.61 


Parthipura (Veeran) 

0832000204034500 

0.602 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.019 

4.55 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.02 


Pathri 

0832000204018500 

2.056 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.031 

3.69 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.14 

0.11 

0.003 

0.83 

0.60 


Pathriya 

0832000204018400 

2.703 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.702 

4.35 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.15 

0.21 

0.20 

0.004 

0.84 

0.61 


Peepalya Nagga 

0832000204027200 

5.544 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.544 

3.99 

0.010 

0.05 

0.01 

0.00 

0.00 

0.01 

0.26 

0.35 

0.20 

0.007 

0.89 

0.65 


Peeplya Goojaran 

0832000204016500 

2.259 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.900 

3.70 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.04 

0.000 

0.33 

0.24 







Non-command 

Bhander Sandstone 

1.360 

3.70 

0.010 

0.02 

0.01 

0.00 

0.00 

0.00 

0.06 

0.08 

0.09 

0.000 

0.50 

0.36 


Pirathvi Pura 

0832000204006900 

5.358 

Fresh 

Non-command 

Non-command 

Limestone 

1.265 

4.13 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.04 

0.000 

0.20 

0.14 







Non-command 

Deccan Traps 

0.294 

4.13 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.000 

0.05 

0.03 


Punya Kheri 

0832000204027800 

7.272 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.135 

5.62 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.21 

0.28 

0.15 

0.004 

0.39 

0.28 


Rajpura 

0832000204027300 

1.597 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.597 

4.14 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.12 

0.07 

0.002 

0.89 

0.66 


Ramniwas 

0832000204021600 

1.554 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.212 

3.31 

0.010 

0.09 

0.01 

0.00 

0.00 

0.00 

0.12 

0.17 

0.34 

0.002 

0.67 

0.49 


Rampuriya 

0832000204029800 

1.393 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.027 

4.34 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.01 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 


( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.05 

0.00 

(351,564.87) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Kishanpura @ Bara 

0832000204018700 

0.05 

0.17 

17.08 

0.20 

0.00 

0.20 

0.06 

0.90 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.213 

0.011 

0.202 

0.053 

26.37 

Safe 

Koli 

0832000204025600 

0.05 

0.12 

149.64 

0.15 

0.01 

0.16 

0.04 

0.65 

- 

0.0500 

- 

- 

0.002 

0.052 

0.052 

0.209 

0.010 

0.198 

0.275 

138.83 

Over Exploited 

Koloo Khera 

0832000304045000 

0.05 

0.03 

308.58 

0.03 

0.00 

0.03 

0.02 

0.31 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.036 

0.002 

0.034 

0.021 

60.80 

Safe 

Kushalpura 

0832000204030000 

0.05 

0.33 

95.52 

0.40 

0.02 

0.42 

0.05 

0.82 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.496 

0.025 

0.471 

0.461 

97.88 

Critical 

Kuwabhao @ Bhopatpura 

0832000204007100 

0.05 

0.11 

180.41 

0.13 

0.01 

0.14 

0.04 

0.56 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.170 

0.009 

0.162 

0.144 

88.93 

Semi Critical 



0.05 

0.01 

1,170.04 

0.01 

- 

0.01 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.036 

221.17 

Over Exploited 

Lalpura 

0832000204026400 

0.05 

0.05 

130.07 

0.06 

- 

0.06 

0.06 

0.85 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.077 

0.004 

0.073 

0.122 

166.93 

Over Exploited 

Lalpuri 

0832000204030500 

0.05 

0.03 

80.65 

0.03 

- 

0.03 

0.06 

0.95 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.041 

0.002 

0.039 

0.037 

93.88 

Critical 

Lawasal 

0832000204015000 

0.05 

0.00 

1,134.93 

0.01 

- 

0.01 

0.01 

0.19 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.026 

0.001 

0.025 

0.097 

392.93 

Over Exploited 



0.05 

0.00 

50,408.85 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.05 

0.06 

241.51 

0.08 

0.01 

0.09 

0.05 

0.67 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.147 

0.007 

0.139 

0.317 

227.56 

Over Exploited 

Madanpura 

0832000204026500 

0.05 

0.17 

41.90 

0.20 

0.00 

0.21 

0.06 

0.95 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.221 

0.011 

0.210 

0.077 

36.69 

Safe 


0832000304039000 

0.07 

0.00 

9,488.87 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

0.79 

Safe 

Mala Tota 

0832000204017700 

0.05 

0.15 

60.72 

0.18 

0.00 

0.18 

0.05 

0.79 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.186 

0.009 

0.177 

0.059 

33.42 

Safe 

Mandawar 

0832000204000400 

0.05 

0.01 

2,841.03 

0.01 

- 

0.01 

0.01 

0.10 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.026 

0.001 

0.025 

0.080 

321.59 

Over Exploited 



0.05 

0.00 

33,131.89 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

16,753.32 

Over Exploited 

Mankund 

0832000204016800 

0.05 

0.12 

138.06 

0.15 

0.00 

0.15 

0.03 

0.47 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.150 

0.007 

0.142 

0.011 

7.73 

Safe 



0.05 

0.08 

(9,313.24) 

0.10 

0.04 

0.14 

0.03 

0.40 

- 

- 

- 

- 

0.054 

0.054 

0.054 

0.190 

0.009 

0.180 

0.007 

3.88 

Safe 

Manpura 

0832000204014900 

0.05 

0.02 

249.22 

0.03 

0.01 

0.04 

0.04 

0.58 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.057 

0.003 

0.054 

0.103 

190.99 

Over Exploited 



0.05 

0.01 

709.95 

0.01 

- 

0.01 

0.02 

0.32 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.079 

456.71 

Over Exploited 


0832000204019200 

0.05 

0.15 

47.65 

0.18 

- 

0.18 

0.06 

0.84 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.200 

0.010 

0.190 

0.137 

72.07 

Semi Critical 


0832000304045300 

0.05 

0.01 

575.28 

0.01 

0.00 

0.01 

0.01 

0.22 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.023 

0.001 

0.022 

0.055 

253.74 

Over Exploited 

Mehandi 

0832000204015200 

0.05 

0.02 

316.81 

0.02 

- 

0.02 

0.03 

0.48 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.033 

0.002 

0.031 

0.069 

223.38 

Over Exploited 



0.05 

0.00 

74,081.03 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.05 

0.01 

356.34 

0.01 

- 

0.01 

0.03 

0.38 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.024 

0.001 

0.023 

0.043 

187.24 

Over Exploited 

Mehsar 

0832000204014000 

0.05 

0.10 

159.50 

0.12 

0.02 

0.14 

0.06 

0.89 

- 

0.1000 

- 

- 

0.001 

0.101 

0.101 

0.244 

0.012 

0.232 

0.524 

225.86 

Over Exploited 

Melki 

0832000204021900 

0.05 

0.07 

102.93 

0.08 

0.01 

0.09 

0.06 

0.92 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.143 

0.007 

0.136 

0.248 

182.96 

Over Exploited 

Mohammad Pura 

0832000204017200 

0.05 

0.00 

1,427.07 

0.00 

- 

0.00 

0.01 

0.20 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.037 

338.41 

Over Exploited 



0.05 

0.02 

283.46 

0.02 

0.01 

0.03 

0.05 

0.70 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.059 

0.003 

0.056 

0.166 

296.50 

Over Exploited 

Mokhampura 

0832000204007900 

0.05 

0.02 

191.03 

0.02 

0.01 

0.03 

0.05 

0.71 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.061 

0.003 

0.058 

0.135 

231.80 

Over Exploited 

Molakya Kalan 

0832000204027900 

0.05 

0.00 

792,981.60 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mordiveeran 

0832000204022900 

0.05 

0.06 

29.83 

0.07 

0.00 

0.07 

0.06 

0.92 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.088 

0.004 

0.083 

0.044 

52.57 

Safe 

Mori 

0832000103986200 

0.10 

0.02 

239.21 

0.02 

- 

0.02 

0.01 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.030 

0.001 

0.028 

0.050 

178.05 

Over Exploited 



0.11 

0.00 

1,519.55 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.003 

0.023 

682.93 

Over Exploited 


0832000204013100 

0.05 

0.06 

261.98 

0.07 

0.03 

0.10 

0.05 

0.72 

- 

0.1000 

- 

- 

0.007 

0.107 

0.107 

0.210 

0.010 

0.199 

0.508 

255.17 

Over Exploited 

Moru Kheri 

0832000204027700 

0.05 

0.10 

111.25 

0.12 

0.01 

0.13 

0.06 

0.90 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.168 

0.008 

0.159 

0.201 

126.09 

Over Exploited 

Motipura 

0832000204025900 

0.05 

0.11 

57.62 

0.13 

0.01 

0.14 

0.06 

0.94 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.184 

0.009 

0.175 

0.213 

121.72 

Over Exploited 

Nahardi Khurd 

0832000204031000 

0.05 

0.00 

676.00 

0.00 

- 

0.00 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.003 

0.019 

548.07 

Over Exploited 

Nala 

0832000204016200 

0.05 

0.05 

100.46 

0.06 

- 

0.06 

0.05 

0.67 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.072 

0.004 

0.068 

0.043 

62.85 

Safe 

Narsinghpura 

0832000204031200 

0.05 

0.02 

334.74 

0.02 

0.00 

0.02 

0.03 

0.44 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.036 

0.002 

0.034 

0.073 

215.05 

Over Exploited 

Naya Gaon 

0832000304038600 

0.07 

0.00 

85,763.60 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 


0832000304044900 

0.05 

0.01 

436.15 

0.02 

0.00 

0.02 

0.02 

0.24 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.024 

0.001 

0.023 

0.020 

84.44 

Semi Critical 

Naya Gaon @ Bhanpura 

0832000204014700 

0.05 

0.01 

445.15 

0.01 

- 

0.01 

0.02 

0.32 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.024 

0.001 

0.023 

0.070 

307.87 

Over Exploited 



0.05 

0.04 

128.64 

0.05 

0.02 

0.07 

0.04 

0.57 

- 

0.0300 

- 

- 

0.021 

0.051 

0.051 

0.121 

0.006 

0.115 

0.173 

151.06 

Over Exploited 

Naya Khera 

0832000204030400 

0.05 

0.02 

97.01 

0.02 

- 

0.02 

0.06 

0.95 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.034 

0.002 

0.032 

0.031 

96.03 

Critical 

Nayagaon Bheelan 

0832000204018100 

0.05 

0.03 

222.97 

0.03 

0.01 

0.04 

0.06 

0.90 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.073 

0.004 

0.069 

0.151 

218.53 

Over Exploited 

Neem Khera 

0832000204026300 

0.05 

0.07 

49.78 

0.08 

- 

0.08 

0.06 

0.94 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.089 

0.004 

0.085 

0.038 

44.69 

Safe 

Padalya Goojaran 

0832000204023500 

0.05 

0.05 

81.43 

0.06 

- 

0.06 

0.06 

0.94 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.080 

0.004 

0.076 

0.109 

144.30 

Over Exploited 

Padliya 

0832000304038700 

0.07 

0.00 

(8,097.32) 

0.00 

0.01 

0.01 

0.00 

0.02 

- 

- 

- 

- 

0.022 

0.022 

0.022 

0.036 

0.002 

0.034 

0.006 

17.58 

Safe 

Padlya Lodhan 

0832000304052100 

0.05 

0.00 

202,366.01 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Panch Peepalya 

0832000204027100 

0.05 

0.20 

47.02 

0.24 

- 

0.24 

0.06 

0.95 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.249 

0.012 

0.237 

0.060 

25.27 

Safe 

Panwasa 

0832000204007800 

0.05 

0.00 

3,815.96 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.014 

6,412.10 

Over Exploited 



0.05 

0.16 

91.51 

0.19 

0.03 

0.23 

0.05 

0.79 

- 

0.0700 

- 

- 

0.037 

0.107 

0.107 

0.335 

0.017 

0.318 

0.389 

122.40 

Over Exploited 



0.05 

0.00 

21,487.95 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.014 

628.87 

Over Exploited 

Parthipura 

0832000204021800 

0.05 

0.06 

69.30 

0.07 

- 

0.07 

0.06 

0.90 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.076 

0.004 

0.073 

0.080 

109.79 

Over Exploited 

Parthipura (Veeran) 

0832000204034500 

0.05 

0.00 

4,181.83 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pathri 

0832000204018500 

0.05 

0.08 

72.66 

0.10 

- 

0.10 

0.06 

0.89 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.121 

0.006 

0.115 

0.117 

101.82 

Over Exploited 

Pathriya 

0832000204018400 

0.05 

0.11 

88.07 

0.14 

0.01 

0.15 

0.06 

0.90 

- 

0.0400 

- 

- 

0.005 

0.045 

0.045 

0.194 

0.010 

0.184 

0.202 

109.21 

Over Exploited 

Peepalya Nagga 

0832000204027200 

0.05 

0.25 

41.79 

0.30 

0.02 

0.31 

0.06 

0.95 

- 

0.0400 

- 

- 

0.008 

0.048 

0.048 

0.359 

0.018 

0.341 

0.205 

60.23 

Safe 

Peeplya Goojaran 

0832000204016500 

0.05 

0.01 

296.24 

0.02 

0.00 

0.02 

0.02 

0.36 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.029 

0.001 

0.028 

0.043 

154.01 

Over Exploited 



0.05 

0.03 

142.47 

0.04 

0.01 

0.05 

0.04 

0.54 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.072 

0.004 

0.069 

0.094 

136.82 

Over Exploited 

Pirathvi Pura 

0832000204006900 

0.05 

0.01 

608.70 

0.01 

- 

0.01 

0.01 

0.21 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.025 

0.001 

0.024 

0.036 

151.67 

Over Exploited 



0.05 

0.00 

2,454.12 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.005 

651.30 

Over Exploited 

Punya Kheri 

0832000204027800 

0.05 

0.06 

359.58 

0.07 

0.01 

0.08 

0.03 

0.41 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.106 

0.005 

0.100 

0.154 

153.48 

Over Exploited 

Raj pura 

0832000204027300 

0.05 

0.07 

64.09 

0.09 

0.00 

0.09 

0.06 

0.95 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.096 

0.005 

0.091 

0.068 

74.55 

Semi Critical 

Ramniwas 

0832000204021600 

0.05 

0.04 

307.96 

0.05 

0.01 

0.06 

0.05 

0.72 

- 

0.0600 

- 

- 

0.000 

0.060 

0.060 

0.119 

0.006 

0.113 

0.344 

304.60 

Over Exploited 

Rampuriya 

0832000204029800 

0.05 

0.00 

6,694.90 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Rangpatan 

0832000204016300 

2.761 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.761 

3.77 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.17 

0.08 

0.000 

0.83 

0.60 


Raredi 

0832000204015900 

6.667 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.600 

3.95 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.10 

0.03 

0.000 

0.20 

0.14 


Ratanpura 

0832000204018200 

0.835 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.835 

4.73 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.08 

0.11 

0.18 

0.001 

0.85 

0.62 


Ratlai 

0832000204023600 

6.406 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.402 

3.24 

0.010 

0.34 

0.05 

0.00 

0.00 

0.01 

0.46 

0.63 

1.36 

0.007 

0.73 

0.53 


Rooppura Baldiya 

0832000204016700 

3.079 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.961 

3.38 

0.010 

0.01 

0.00 

0.00 

0.00 

0.01 

0.04 

0.05 

0.03 

0.000 

0.26 

0.19 







Non-command 

Bhander Sandstone 

2.118 

3.38 

0.010 

0.02 

0.01 

0.00 

0.00 

0.02 

0.06 

0.08 

0.09 

0.000 

0.57 

0.41 


Rughnathpura 

0832000204022100 

0.872 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.872 

3.93 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.08 

0.12 

0.25 

0.001 

0.86 

0.63 


Sagodiya 

0832000204007400 

2.745 

Fresh 

Non-command 

Non-command 

Limestone 

2.745 

3.97 

0.010 

0.03 

0.00 

0.00 

0.00 

0.15 

-0.01 

-0.02 

0.11 

0.000 

0.83 

0.60 


Sakatpura 

0832000204027400 

0.859 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.859 

3.73 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.001 

0.89 

0.65 


Sanwalpura 

0832000204025700 

2.463 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.079 

3.25 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.12 

0.16 

0.23 

0.003 

0.74 

0.54 


Semal Khera 

0832000204022500 

5.926 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.884 

4.95 

0.010 

0.02 

0.00 

0.00 

0.00 

0.01 

0.11 

0.15 

0.08 

0.002 

0.27 

0.19 


Semli 

0832000204017900 

1.562 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.562 

4.91 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.12 

0.16 

0.19 

0.002 

0.84 

0.61 


Semli Gokul 

0832000204017600 

3.183 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.175 

2.59 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.13 

0.03 

0.000 

0.83 

0.60 


Semli Kalan 

0832000204019300 

3.343 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.512 

3.49 

0.010 

0.09 

0.01 

0.00 

0.00 

0.00 

0.17 

0.23 

0.37 

0.003 

0.63 

0.45 


Sewanya Kalan 

0832000204022600 

0.372 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.008 

3.56 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.01 


Sewanya Khurd 

0832000304039300 

5.238 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.019 

4.11 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Shivpura 

0832000204023300 

3.019 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.019 

3.36 

0.010 

0.07 

0.01 

0.00 

0.00 

0.00 

0.16 

0.22 

0.28 

0.004 

0.87 

0.63 


Shripura 

0832000204030100 

1.319 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.319 

4.53 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.02 

0.002 

0.89 

0.66 


Shyopura @ Kherli 

0832000204026700 

1.431 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.431 

4.11 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.12 

0.13 

0.002 

0.88 

0.65 


Talwariya 

0832000204014600 

1.819 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.256 

3.89 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.12 

0.08 







Non-command 

Bhander Sandstone 

1.563 

3.89 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.10 

0.13 

0.18 

0.000 

0.71 

0.52 


Tandi Sohan Pura 

0832000204016100 

2.672 

Fresh 

Non-command 

Non-command 

Limestone 

0.048 

3.96 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 







Non-command 

Bhander Sandstone 

2.287 

3.96 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.13 

0.18 

0.18 

0.000 

0.71 

0.52 


Teej Bardi 

0832000304045200 

6.400 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.139 

4.01 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.00 

0.001 

0.15 

0.11 


Tekla 

0832000204022700 

3.360 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.149 

3.50 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.16 

0.22 

0.22 

0.004 

0.79 

0.58 


Tekli 

0832000204022200 

1.841 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.841 

4.08 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.14 

0.14 

0.002 

0.85 

0.62 


Tokri 

0832000204027000 

1.579 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.579 

4.17 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.03 

0.002 

0.89 

0.65 


Tokri Baldeopura 

0832000204017500 

2.341 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.272 

2.61 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.11 

0.08 

0.000 

0.81 

0.58 


Toongani 

0832000204007700 

2.694 

Fresh 

Non-command 

Non-command 

Limestone 

0.012 

4.06 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Deccan Traps 

1.362 

4.06 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.12 

0.12 

0.000 

0.42 

0.30 


Vijaipura 

0832000204030300 

1.857 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.731 

4.24 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.11 

0.03 

0.002 

0.83 

0.61 


Wajind Pura 

0832000204019500 

2.896 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.116 

3.78 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.05 

0.001 

0.32 

0.23 

Sub Basin: Kunu | 

08005045 

Agar 

0831000603937800 

2.517 

Fresh 

Non-command 

Non-command 

Shale 

2.517 

1.68 

0.015 

0.02 

0.01 

0.00 

0.00 

0.00 

0.07 

0.11 

0.09 

0.004 

0.75 

0.51 


Aheer Pahari 

0831000603917200 

1.632 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.632 

-0.05 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.003 

0.71 

0.45 


Amkhoh 

0831000603931800 

5.683 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.104 

1.75 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.18 

0.02 

0.005 

0.40 

0.26 







Non-command 

Shale 

1.255 

1.75 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.01 

0.002 

0.16 

0.11 


Amrod 

0831000603937900 

11.650 

Fresh 

Non-command 

Non-command 

Shale 

11.650 

1.61 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.29 

0.42 

0.02 

0.019 

0.74 

0.51 


Anjani 

0831000603937400 

6.311 

Fresh 

Non-command 

Non-command 

Shale 

6.311 

1.73 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.24 

0.00 

0.010 

0.75 

0.51 


Bagda 

0831000603924900 

5.151 

Fresh 

Non-command 

Non-command 

Shale 

5.151 

1.75 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.21 

0.02 

0.009 

0.73 

0.51 


Baint 

0831000603929400 

9.979 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.637 

1.87 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.39 

0.04 

0.011 

0.48 

0.32 







Non-command 

Shale 

1.583 

1.87 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.07 

0.01 

0.003 

0.12 

0.08 


Bainta 

0831000603915600 

2.674 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.044 

2.88 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.20 

0.02 

0.003 

0.54 

0.34 


Balharpur 

0831000603929500 

4.696 

Fresh 

Non-command 

Non-command 

Shale 

4.589 

0.78 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.11 

0.06 

0.008 

0.71 

0.47 


Ballampur 

0831000603936000 

2.558 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.864 

2.13 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.12 

0.00 

0.003 

0.54 

0.36 


Baman Gawan 

0831000603930000 

6.817 

Fresh 

Non-command 

Non-command 

Shale 

6.817 

0.26 

0.015 

0.10 

0.02 

0.00 

0.00 

0.00 

0.11 

0.16 

0.39 

0.011 

0.73 

0.50 


Bans Kheri 

0831000603926200 

1.802 

Fresh 

Non-command 

Non-command 

Shale 

1.802 

0.59 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.003 

0.73 

0.49 


Banwaripura 

0831000603937600 

6.379 

Fresh 

Non-command 

Non-command 

Shale 

6.379 

1.73 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.24 

0.00 

0.011 

0.74 

0.51 


Barara 

0831000603917600 

8.978 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.020 

0.17 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.03 

0.005 

0.24 

0.15 


Basai 

0831000603922400 

3.203 

Fresh 

Non-command 

Non-command 

Shale 

3.203 

1.31 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.08 

0.12 

0.10 

0.005 

0.72 

0.49 


Baseli 

0831000603930300 

3.398 

Fresh 

Non-command 

Non-command 

Shale 

3.395 

0.92 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.07 

0.10 

0.11 

0.006 

0.74 

0.50 


Beel Khera Dang 

0831000603921800 

5.107 

Fresh 

Non-command 

Non-command 

Shale 

5.029 

1.14 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.14 

0.01 

0.008 

0.71 

0.48 


Beel Kheramal 

0831000603920100 

2.111 

Fresh 

Non-command 

Non-command 

Shale 

2.111 

1.41 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.09 

0.14 

0.24 

0.003 

0.72 

0.48 


Beelampur 

0831000603929800 

1.684 

Fresh 

Non-command 

Non-command 

Shale 

1.684 

0.23 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.003 

0.73 

0.49 


Bhanpur 

0831000603931600 

3.500 

Fresh 

Non-command 

Non-command 

Shale 

3.500 

0.16 

0.015 

0.02 

0.01 

0.00 

0.00 

0.00 

0.02 

0.03 

0.09 

0.006 

0.74 

0.50 



0831000603936300 

1.386 

Fresh 

Non-command 

Non-command 

Shale 

1.386 

0.54 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.002 

0.74 

0.50 


Bharoli 

0831000603930500 

3.942 

Fresh 

Non-command 

Non-command 

Shale 

3.939 

1.56 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.15 

0.02 

0.007 

0.74 

0.51 


Bhoyal 

0831000603923800 

5.304 

Fresh 

Non-command 

Non-command 

Shale 

5.304 

1.27 

0.015 

0.11 

0.02 

0.00 

0.00 

0.00 

0.19 

0.29 

0.43 

0.009 

0.72 

0.48 


Birmani 

0831000603916900 

3.297 

Fresh 

Non-command 

Non-command 

Shale 

3.297 

2.21 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.18 

0.02 

0.005 

0.72 

0.47 


Boodhi Bhoyal 

0831000603923900 

11.060 

Fresh 

Non-command 

Non-command 

Shale 

11.060 

1.72 

0.015 

0.09 

0.01 

0.00 

0.00 

0.00 

0.37 

0.54 

0.33 

0.018 

0.73 

0.49 


Boori 

0831000603936700 

1.969 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.000 

1.46 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Shale 

1.969 

1.46 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.08 

0.02 

0.003 

0.74 

0.51 


Budha Nonera 

0831000603926300 

3.829 

Fresh 

Non-command 

Non-command 

Shale 

3.829 

0.54 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.08 

0.08 

0.006 

0.73 

0.49 


Chhaila 

0831000603924200 

7.362 

Fresh 

Non-command 

Non-command 

Shale 

7.362 

1.86 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.30 

0.00 

0.012 

0.73 

0.50 


Chhipol 

0831000603916300 

1.732 

Fresh 

Non-command 

Non-command 

Shale 

1.732 

1.46 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.01 

0.003 

0.72 

0.48 


Chiroli 

0831000603931400 

1.819 

Fresh 

Non-command 

Non-command 

Shale 

1.819 

0.08 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.003 

0.74 

0.50 


Chooriya 

0831000603922300 

1.581 

Fresh 

Non-command 

Non-command 

Shale 

1.511 

1.17 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.01 

0.002 

0.69 

0.47 


Chora Khari 

0831000603921100 

9.751 

Fresh 

Non-command 

Non-command 

Shale 

9.727 

1.15 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.26 

0.01 

0.016 

0.71 

0.49 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Rangpatan 

0832000204016300 

0.05 

0.11 

45.57 

0.14 

0.00 

0.14 

0.06 

0.89 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.156 

0.008 

0.148 

0.079 

53.44 

Safe 

Raredi 

0832000204015900 

0.05 

0.02 

537.10 

0.02 

- 

0.02 

0.01 

0.21 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.029 

0.001 

0.027 

0.029 

105.52 

Over Exploited 

Ratanpura 

0832000204018200 

0.05 

0.04 

208.56 

0.04 

0.01 

0.05 

0.06 

0.91 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.073 

0.004 

0.069 

0.181 

262.75 

Over Exploited 

Ratlai 

0832000204023600 

0.05 

0.20 

219.40 

0.24 

0.06 

0.29 

0.05 

0.78 

- 

0.2500 

- 

- 

0.010 

0.260 

0.260 

0.553 

0.028 

0.526 

1.363 

259.32 

Over Exploited 

Rooppura Baldiya 

0832000204016700 

0.05 

0.01 

313.26 

0.01 

0.01 

0.02 

0.02 

0.28 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.038 

0.002 

0.036 

0.032 

89.11 

Semi Critical 



0.05 

0.06 

37.20 

0.07 

0.03 

0.10 

0.04 

0.61 

- 

0.0200 

- 

- 

0.032 

0.052 

0.052 

0.156 

0.008 

0.148 

0.086 

58.05 

Safe 

Rughnathpura 

0832000204022100 

0.05 

0.04 

207.40 

0.05 

0.01 

0.06 

0.06 

0.92 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.105 

0.005 

0.100 

0.253 

253.46 

Over Exploited 

Sagodiya 

0832000204007400 

0.05 

0.11 

(114.99) 

0.09 

0.15 

0.24 

0.06 

0.89 

- 

0.0200 

- 

- 

0.227 

0.247 

0.247 

0.489 

0.024 

0.465 

0.108 

23.23 

Safe 

Sakatpura 

0832000204027400 

0.05 

0.04 

14.03 

0.04 

- 

0.04 

0.06 

0.95 

- 

- 

- 

- 

- 

- 

- 

0.044 

0.002 

0.042 

0.019 

46.04 

Safe 

Sanwalpura 

0832000204025700 

0.05 

0.08 

107.56 

0.09 

0.01 

0.10 

0.05 

0.80 

- 

0.0400 

- 

- 

0.000 

0.040 

0.040 

0.144 

0.007 

0.136 

0.231 

169.19 

Over Exploited 

Semal Khera 

0832000204022500 

0.05 

0.02 

494.25 

0.03 

0.01 

0.04 

0.02 

0.28 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.053 

0.003 

0.051 

0.080 

158.44 

Over Exploited 

Semli 

0832000204017900 

0.05 

0.07 

146.32 

0.08 

0.01 

0.09 

0.06 

0.90 

- 

0.0400 

- 

- 

0.000 

0.040 

0.040 

0.129 

0.006 

0.122 

0.194 

158.52 

Over Exploited 

Semli Gokul 

0832000204017600 

0.05 

0.13 

(3.27) 

0.13 

- 

0.13 

0.06 

0.89 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.137 

0.007 

0.131 

0.027 

20.68 

Safe 

Semli Kalan 

0832000204019300 

0.05 

0.08 

194.46 

0.09 

0.01 

0.10 

0.05 

0.67 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.175 

0.009 

0.166 

0.375 

226.30 

Over Exploited 

Sewanya Kalan 

0832000204022600 

0.05 

0.00 

5,595.01 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sewanya Khurd 

0832000304039300 

0.05 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

1.31 

Safe 

Shivpura 

0832000204023300 

0.05 

0.13 

68.31 

0.16 

0.01 

0.17 

0.06 

0.93 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.219 

0.011 

0.208 

0.286 

137.52 

Over Exploited 

Shripura 

0832000204030100 

0.05 

0.06 

51.64 

0.07 

0.00 

0.07 

0.06 

0.96 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.081 

0.004 

0.077 

0.026 

33.36 

Safe 

Shyopura @ Kherli 

0832000204026700 

0.05 

0.06 

91.82 

0.08 

- 

0.08 

0.06 

0.95 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.096 

0.005 

0.091 

0.134 

146.95 

Over Exploited 

Talwariya 

0832000204014600 

0.05 

0.00 

802.21 

0.00 

0.00 

0.00 

0.01 

0.13 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.002 

0.000 

0.002 

0.016 

779.35 

Over Exploited 



0.05 

0.06 

140.16 

0.07 

0.01 

0.08 

0.05 

0.77 

- 

0.0300 

- 

- 

0.005 

0.036 

0.036 

0.116 

0.006 

0.110 

0.183 

165.82 

Over Exploited 

Tandi Sohan Pura 

0832000204016100 

0.05 

0.00 

7,256.48 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

17,373.59 

Over Exploited 



0.05 

0.08 

121.68 

0.10 

0.01 

0.11 

0.05 

0.76 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.138 

0.007 

0.131 

0.184 

140.70 

Over Exploited 

Teej Bardi 

0832000304045200 

0.05 

0.01 

589.79 

0.01 

0.00 

0.01 

0.01 

0.16 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.015 

0.001 

0.014 

0.001 

10.49 

Safe 

Tekla 

0832000204022700 

0.05 

0.12 

76.48 

0.15 

0.01 

0.16 

0.06 

0.85 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.200 

0.010 

0.190 

0.226 

119.27 

Over Exploited 

Tekli 

0832000204022200 

0.05 

0.08 

83.59 

0.09 

0.01 

0.10 

0.06 

0.92 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.134 

0.007 

0.128 

0.140 

110.02 

Over Exploited 

Tokri 

0832000204027000 

0.05 

0.07 

48.19 

0.08 

- 

0.08 

0.06 

0.95 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.094 

0.005 

0.089 

0.032 

35.93 

Safe 

Tokri Baldeopura 

0832000204017500 

0.05 

0.09 

19.36 

0.11 

- 

0.11 

0.06 

0.87 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.120 

0.006 

0.114 

0.076 

66.95 

Safe 

Toongani 

0832000204007700 

0.05 

0.00 

30,621.83 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.05 

0.03 

309.81 

0.03 

0.00 

0.04 

0.03 

0.45 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.057 

0.003 

0.054 

0.119 

218.66 

Over Exploited 

Vijaipura 

0832000204030300 

0.05 

0.07 

57.98 

0.09 

- 

0.09 

0.06 

0.89 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.096 

0.005 

0.091 

0.032 

35.25 

Safe 

Wajind Pura 

0832000204019500 

0.05 

0.02 

302.12 

0.02 

- 

0.02 

0.02 

0.35 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.032 

0.002 

0.030 

0.055 

184.66 

Over Exploited 


Sub Basin: Kunu | 

Agar 

0831000603937800 

0.04 

0.08 

42.30 

0.09 

0.01 

0.10 

0.04 

0.79 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.120 

0.006 

0.114 

0.095 

83.43 

Semi Critical 

Aheer Pahari 

0831000603917200 

0.08 

0.09 

- 

0.09 

- 

0.09 

0.02 

0.73 

- 

- 

- 

- 

- 

- 

- 

0.093 

0.009 

0.084 

0.013 

15.20 

Safe 

Amkhoh 

0831000603931800 

0.08 

0.10 

81.32 

0.12 

- 

0.12 

0.02 

0.42 

- 

- 

- 

- 

- 

- 

- 

0.119 

0.006 

0.113 

0.024 

21.42 

Safe 



0.04 

0.01 

515.47 

0.01 

- 

0.01 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.000 

0.009 

0.009 

98.56 

Critical 

Amrod 

0831000603937900 

0.04 

0.35 

21.68 

0.42 

- 

0.42 

0.04 

0.79 

- 

- 

- 

- 

- 

- 

- 

0.416 

0.021 

0.395 

0.038 

9.67 

Safe 

Anjani 

0831000603937400 

0.04 

0.19 

26.49 

0.23 

- 

0.23 

0.04 

0.79 

- 

- 

- 

- 

- 

- 

- 

0.226 

0.011 

0.215 

0.010 

4.85 

Safe 

Bagda 

0831000603924900 

0.04 

0.15 

39.07 

0.18 

- 

0.18 

0.04 

0.77 

- 

- 

- 

- 

- 

- 

- 

0.182 

0.009 

0.172 

0.033 

18.85 

Safe 

Baint 

0831000603929400 

0.08 

0.26 

53.26 

0.31 

- 

0.31 

0.02 

0.50 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.317 

0.016 

0.301 

0.049 

16.25 

Safe 



0.04 

0.01 

826.29 

0.01 

- 

0.01 

0.00 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.008 

0.010 

115.74 

Over Exploited 

Bainta 

0831000603915600 

0.08 

0.09 

127.94 

0.11 

- 

0.11 

0.02 

0.56 

- 

- 

- 

- 

- 

- 

- 

0.106 

0.005 

0.101 

0.022 

22.16 

Safe 

Balharpur 

0831000603929500 

0.04 

0.13 

(15.69) 

0.11 

- 

0.11 

0.03 

0.75 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.120 

0.006 

0.114 

0.070 

60.83 

Safe 

Ballampur 

0831000603936000 

0.08 

0.08 

47.39 

0.10 

- 

0.10 

0.03 

0.56 

- 

- 

- 

- 

- 

- 

- 

0.096 

0.005 

0.091 

0.003 

3.37 

Safe 

Baman Gawan 

0831000603930000 

0.04 

0.20 

(21.32) 

0.16 

0.02 

0.18 

0.04 

0.77 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.250 

0.013 

0.238 

0.405 

170.61 

Over Exploited 

Bans Kheri 

0831000603926200 

0.04 

0.05 

(27.00) 

0.04 

- 

0.04 

0.03 

0.76 

- 

- 

- 

- 

- 

- 

- 

0.042 

0.002 

0.040 

0.022 

55.11 

Safe 

Banwaripura 

0831000603937600 

0.04 

0.19 

27.09 

0.23 

- 

0.23 

0.04 

0.78 

- 

- 

- 

- 

- 

- 

- 

0.228 

0.011 

0.216 

0.011 

4.87 

Safe 

Barara 

0831000603917600 

0.08 

0.06 

(44.80) 

0.05 

- 

0.05 

0.01 

0.25 

- 

- 

- 

- 

- 

- 

- 

0.046 

0.002 

0.044 

0.034 

77.62 

Semi Critical 

Basai 

0831000603922400 

0.04 

0.09 

31.76 

0.11 

0.01 

0.12 

0.04 

0.75 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.141 

0.007 

0.134 

0.106 

79.60 

Semi Critical 

Baseli 

0831000603930300 

0.04 

0.10 

(1.74) 

0.10 

0.01 

0.11 

0.04 

0.77 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.128 

0.006 

0.122 

0.116 

94.92 

Critical 

Beel Khera Dang 

0831000603921800 

0.04 

0.14 

(1.10) 

0.14 

- 

0.14 

0.04 

0.74 

- 

- 

- 

- 

- 

- 

- 

0.141 

0.007 

0.134 

0.022 

16.70 

Safe 

Beel Kheramal 

0831000603920100 

0.04 

0.06 

133.51 

0.07 

0.01 

0.08 

0.03 

0.75 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.133 

0.007 

0.126 

0.243 

192.90 

Over Exploited 

Beelampur 

0831000603929800 

0.04 

0.05 

(52.84) 

0.04 

- 

0.04 

0.04 

0.77 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.050 

0.002 

0.047 

0.032 

67.54 

Safe 

Bhanpur 

0831000603931600 

0.04 

0.10 

(73.68) 

0.08 

0.01 

0.09 

0.04 

0.77 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.112 

0.006 

0.107 

0.092 

85.97 

Semi Critical 


0831000603936300 

0.04 

0.04 

(59.32) 

0.03 

- 

0.03 

0.04 

0.77 

- 

- 

- 

- 

- 

- 

- 

0.033 

0.002 

0.031 

0.002 

7.38 

Safe 

Bharoli 

0831000603930500 

0.04 

0.12 

27.70 

0.14 

- 

0.14 

0.04 

0.78 

- 

- 

- 

- 

- 

- 

- 

0.140 

0.007 

0.133 

0.031 

22.90 

Safe 

Bhoyal 

0831000603923800 

0.04 

0.15 

86.30 

0.18 

0.02 

0.20 

0.03 

0.76 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.254 

0.013 

0.241 

0.441 

182.64 

Over Exploited 

Birmani 

0831000603916900 

0.04 

0.09 

91.52 

0.11 

- 

0.11 

0.03 

0.75 

- 

- 

- 

- 

- 

- 

- 

0.114 

0.006 

0.108 

0.029 

27.30 

Safe 

Boodhi Bhoyal 

0831000603923900 

0.04 

0.32 

69.44 

0.39 

0.01 

0.40 

0.03 

0.76 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.455 

0.023 

0.432 

0.344 

79.63 

Semi Critical 

Boori 

0831000603936700 

0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.06 

33.63 

0.07 

- 

0.07 

0.04 

0.78 

- 

- 

- 

- 

- 

- 

- 

0.070 

0.004 

0.067 

0.027 

40.90 

Safe 

Budha Nonera 

0831000603926300 

0.04 

0.11 

(31.60) 

0.09 

- 

0.09 

0.03 

0.76 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.099 

0.005 

0.094 

0.083 

88.49 

Semi Critical 

Chhaila 

0831000603924200 

0.04 

0.21 

40.65 

0.26 

- 

0.26 

0.04 

0.76 

- 

- 

- 

- 

- 

- 

- 

0.257 

0.013 

0.244 

0.012 

4.98 

Safe 

Chhipol 

0831000603916300 

0.04 

0.05 

14.76 

0.06 

- 

0.06 

0.03 

0.75 

- 

- 

- 

- 

- 

- 

- 

0.057 

0.003 

0.054 

0.008 

14.49 

Safe 

Chiroli 

0831000603931400 

0.04 

0.05 

(66.01) 

0.04 

- 

0.04 

0.04 

0.77 

- 

- 

- 

- 

- 

- 

- 

0.043 

0.002 

0.041 

0.022 

54.08 

Safe 

Chooriya 

0831000603922300 

0.04 

0.04 

(6.64) 

0.04 

- 

0.04 

0.04 

0.72 

- 

- 

- 

- 

- 

- 

- 

0.039 

0.002 

0.037 

0.016 

44.75 

Safe 

Chora Khari 

0831000603921100 

0.04 

0.28 

(6.59) 

0.26 

- 

0.26 

0.04 

0.75 

- 

- 

- 

- 

- 

- 

- 

0.259 

0.013 

0.246 

0.030 

12.22 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Dabar 

083100060392590C 

6.243 

Fresh 

Non-command 

Non-command 

Shale 

6.243 

1.14 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.16 

0.01 

0.010 

0.73 

0.50 


Deori 

083100060392290C 

29.616 

Fresh 

Non-command 

Non-command 

Shale 

29.518 

1.62 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.78 

1.15 

0.23 

0.049 

0.72 

0.49 


Dhankari 

083100060392520C 

0.846 

Fresh 

Non-command 

Non-command 

Shale 

0.846 

1.84 

0.015 

0.02 

0.01 

0.00 

0.00 

0.00 

0.03 

0.05 

0.09 

0.001 

0.73 

0.50 


Dhurera 

0831000603915800 

4.400 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.711 

2.39 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.28 

0.00 

0.006 

0.60 

0.38 


Dhuwan 

0831000603923400 

4.354 

Fresh 

Non-command 

Non-command 

Shale 

4.354 

1.77 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.17 

0.01 

0.007 

0.73 

0.49 



0831000603926500 

1.720 

Fresh 

Non-command 

Non-command 

Shale 

1.720 

1.08 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.01 

0.003 

0.72 

0.48 


Doondabar 

0831000603919800 

2.051 

Fresh 

Non-command 

Non-command 

Shale 

2.051 

0.86 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.07 

0.003 

0.72 

0.48 


Faredua Taleti 

0831000603924000 

9.956 

Fresh 

Non-command 

Non-command 

Shale 

9.956 

2.27 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.35 

0.52 

0.03 

0.016 

0.73 

0.49 


Ganjan 

0831000603920000 

2.534 

Fresh 

Non-command 

Non-command 

Shale 

2.534 

1.01 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.07 

0.004 

0.72 

0.48 


Ganna Kheri 

0831000603929700 

3.140 

Fresh 

Non-command 

Non-command 

Shale 

3.140 

0.42 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.005 

0.73 

0.49 


Gatta Khera 

0831000603919700 

2.327 

Fresh 

Non-command 

Non-command 

Shale 

2.327 

0.96 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.00 

0.004 

0.72 

0.48 


Ghar Ghusan 

0831000603926000 

4.320 

Fresh 

Non-command 

Non-command 

Shale 

4.320 

1.09 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.10 

0.00 

0.007 

0.73 

0.49 


Ghoghra 

0831000603920300 

2.899 

Fresh 

Non-command 

Non-command 

Shale 

2.899 

2.08 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.15 

0.05 

0.005 

0.72 

0.48 


Gordhanpura 

0831000603920200 

1.251 

Fresh 

Non-command 

Non-command 

Shale 

1.251 

1.67 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.08 

0.10 

0.002 

0.72 

0.48 


Goyra 

0831000603920500 

3.372 

Fresh 

Non-command 

Non-command 

Shale 

3.372 

1.88 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.16 

0.03 

0.006 

0.72 

0.48 


Gujarra 

0831000603930900 

1.193 

Fresh 

Non-command 

Non-command 

Shale 

1.193 

1.59 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.03 

0.002 

0.74 

0.51 


Gunjari 

0831000603921400 

10.232 

Fresh 

Non-command 

Non-command 

Shale 

9.973 

1.19 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.27 

0.01 

0.016 

0.69 

0.49 


Gurjara 

0831000603919900 

2.637 

Fresh 

Non-command 

Non-command 

Shale 

2.637 

1.04 

0.015 

0.12 

0.02 

0.00 

0.00 

0.00 

0.14 

0.21 

0.46 

0.004 

0.72 

0.48 


Guwari 

0831000603926400 

4.013 

Fresh 

Non-command 

Non-command 

Shale 

4.013 

1.02 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.01 

0.007 

0.72 

0.49 


Hadota 

0831000603916200 

19.072 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

12.196 

2.33 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.58 

0.89 

0.02 

0.020 

0.46 

0.30 







Non-command 

Shale 

3.195 

2.33 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.17 

0.00 

0.005 

0.12 

0.08 


Handi Khera 

0831000603924100 

4.225 

Fresh 

Non-command 

Non-command 

Shale 

4.225 

1.91 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.18 

0.00 

0.007 

0.73 

0.49 


Hanotiya 

0831000603916400 

3.901 

Fresh 

Non-command 

Non-command 

Shale 

3.901 

0.87 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.04 

0.006 

0.72 

0.48 



0831000603921000 

8.412 

Fresh 

Non-command 

Non-command 

Shale 

8.412 

1.24 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.25 

0.01 

0.014 

0.71 

0.48 



0831000603931200 

3.037 

Fresh 

Non-command 

Non-command 

Shale 

3.037 

0.83 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.02 

0.005 

0.74 

0.50 


Hanuwat Khera 

0831000603926900 

3.440 

Fresh 

Non-command 

Non-command 

Shale 

3.346 

0.90 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.00 

0.006 

0.70 

0.47 


Haryanagar 

0831000603916500 

1.883 

Fresh 

Non-command 

Non-command 

Shale 

1.883 

0.81 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.05 

0.003 

0.72 

0.48 


Haudapura 

0831000603920800 

8.811 

Fresh 

Non-command 

Non-command 

Shale 

8.811 

1.58 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.33 

0.02 

0.015 

0.71 

0.48 


Hindola 

0831000603925800 

6.696 

Fresh 

Non-command 

Non-command 

Shale 

6.695 

1.79 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.26 

0.01 

0.011 

0.73 

0.50 


Jabra 

0831000603918700 

9.603 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.568 

1.19 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.001 

0.04 

0.03 


Jakha 

0831000603924800 

1.365 

Fresh 

Non-command 

Non-command 

Shale 

1.365 

1.74 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.07 

0.002 

0.73 

0.50 


Kachhiya Thana 

0831000603925500 

8.927 

Fresh 

Non-command 

Non-command 

Shale 

8.878 

1.64 

0.015 

0.07 

0.02 

0.00 

0.00 

0.00 

0.27 

0.39 

0.27 

0.015 

0.73 

0.50 


Kaloni 

0831000603927000 

13.843 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.585 

1.91 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.23 

0.36 

0.08 

0.009 

0.29 

0.19 







Non-command 

Shale 

4.447 

1.91 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.21 

0.04 

0.007 

0.23 

0.15 


Kamlawada 

0831000603918800 

19.546 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.774 

1.39 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.001 

0.03 

0.02 


Kaneriya 

0831000603937100 

1.242 

Fresh 

Non-command 

Non-command 

Shale 

1.242 

1.64 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.00 

0.002 

0.74 

0.51 


Kanwarpura 

0831000603920700 

0.836 

Fresh 

Non-command 

Non-command 

Shale 

0.836 

1.52 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.001 

0.72 

0.48 


Karaliya 

0831000603937300 

1.337 

Fresh 

Non-command 

Non-command 

Shale 

1.337 

1.73 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.00 

0.002 

0.74 

0.51 


Kasba Nonera 

0831000603926700 

7.397 

Fresh 

Non-command 

Non-command 

Shale 

7.397 

0.54 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.14 

0.16 

0.012 

0.73 

0.49 


Kasba Thana 

0831000603925600 

8.543 

Fresh 

Non-command 

Non-command 

Shale 

8.543 

1.67 

0.015 

0.22 

0.05 

0.00 

0.00 

0.00 

0.38 

0.56 

0.85 

0.014 

0.73 

0.50 


Kema 

0831000603922800 

3.071 

Fresh 

Non-command 

Non-command 

Shale 

3.071 

1.76 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.13 

0.02 

0.005 

0.72 

0.48 


Khanda Sahrol 

0831000603929300 

12.490 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.027 

2.69 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kharka Shyam Shahi 

0831000603931100 

0.288 

Fresh 

Non-command 

Non-command 

Shale 

0.288 

0.74 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.74 

0.50 


Kharka Vijaipur 

0831000603930200 

1.627 

Fresh 

Non-command 

Non-command 

Shale 

1.627 

0.18 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.003 

0.74 

0.50 


Khiriya 

0831000603924600 

4.147 

Fresh 

Non-command 

Non-command 

Shale 

4.147 

1.47 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.15 

0.02 

0.007 

0.73 

0.50 


Khirkhiri 

0831000603922200 

7.888 

Fresh 

Non-command 

Non-command 

Shale 

7.591 

1.17 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.21 

0.04 

0.013 

0.69 

0.48 


Khushalpura 

0831000603916800 

5.257 

Fresh 

Non-command 

Non-command 

Shale 

5.257 

1.49 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.17 

0.26 

0.22 

0.009 

0.72 

0.47 


Kirad Pahari 

0831000603917400 

2.869 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.617 

0.59 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.04 

0.004 

0.65 

0.41 


Kishanpura 

0831000603917000 

2.316 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.350 

2.06 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.00 

0.002 

0.42 

0.27 







Non-command 

Shale 

0.641 

2.06 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.001 

0.20 

0.13 


Kot Khanga 

0831000603938000 

9.723 

Fresh 

Non-command 

Non-command 

Shale 

9.723 

1.68 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.37 

0.00 

0.016 

0.75 

0.52 


Kotra 

0831000603921300 

10.406 

Fresh 

Non-command 

Non-command 

Shale 

10.162 

1.15 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.27 

0.01 

0.017 

0.70 

0.48 



0831000603930700 

3.329 

Fresh 

Non-command 

Non-command 

Shale 

3.329 

1.46 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.11 

0.01 

0.005 

0.74 

0.51 


Kotri 

0831000603938100 

5.290 

Fresh 

Non-command 

Non-command 

Shale 

5.290 

1.61 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.18 

0.00 

0.009 

0.75 

0.52 


Kripalpur 

0831000603919000 

17.670 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

14.978 

1.93 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.59 

0.92 

0.00 

0.025 

0.60 

0.39 


Kujay 

0831000603930800 

2.225 

Fresh 

Non-command 

Non-command 

Shale 

2.225 

1.63 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.05 

0.004 

0.74 

0.51 


Kunda 

0831000603921200 

6.300 

Fresh 

Non-command 

Non-command 

Shale 

6.300 

1.17 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.17 

0.01 

0.010 

0.71 

0.50 



0831000603930600 

3.785 

Fresh 

Non-command 

Non-command 

Shale 

3.704 

1.70 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.14 

0.01 

0.006 

0.72 

0.49 


Maheshpur 

0831000603921900 

17.016 

Fresh 

Non-command 

Non-command 

Shale 

16.974 

1.25 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.34 

0.50 

0.06 

0.028 

0.72 

0.49 


Mahoori 

0831000603937500 

7.991 

Fresh 

Non-command 

Non-command 

Shale 

7.991 

1.74 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.30 

0.00 

0.013 

0.75 

0.51 


Mahu 

0831000603915700 

4.771 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.128 

2.64 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.34 

0.00 

0.007 

0.61 

0.39 


Mahua Kheri 

0831000603925400 

1.250 

Fresh 

Non-command 

Non-command 

Shale 

1.250 

1.78 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.05 

0.002 

0.73 

0.50 


Mahuri Khera 

0831000603919100 

1.350 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.350 

2.19 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.00 

0.002 

0.72 

0.46 


Majhari 

0831000603926600 

6.773 

Fresh 

Non-command 

Non-command 

Shale 

6.773 

0.66 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.15 

0.10 

0.011 

0.72 

0.48 


Majhera 

0831000603932000 

7.127 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.856 

2.73 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.48 

0.00 

0.010 

0.60 

0.40 


Majhola 

0831000603924700 

7.364 

Fresh 

Non-command 

Non-command 

Shale 

7.364 

1.80 

0.015 

0.08 

0.02 

0.00 

0.00 

0.00 

0.26 

0.38 

0.32 

0.012 

0.73 

0.50 


Malwaya 

0831000603924500 

4.529 

Fresh 

Non-command 

Non-command 

Shale 

4.529 

1.15 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.13 

0.03 

0.007 

0.73 

0.50 


Mamoni 

0831000603927200 

10.183 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.906 

1.96 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.19 

0.03 

0.005 

0.20 

0.13 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Dabar 

0831000603925900 

0.04 

0.18 

(14.29) 

0.16 

- 

0.16 

0.04 

0.77 

- 

- 

- 

- 

- 

- 

- 

0.157 

0.008 

0.149 

0.015 

10.30 

Safe 

Deori 

0831000603922900 

0.04 

0.85 

35.33 

1.02 

0.01 

1.03 

0.04 

0.75 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

1.068 

0.053 

1.015 

0.275 

27.08 

Safe 

Dhankari 

0831000603925200 

0.04 

0.02 

94.82 

0.03 

0.01 

0.04 

0.04 

0.77 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.060 

0.003 

0.057 

0.092 

162.61 

Over Exploited 

Dhurera 

0831000603915800 

0.08 

0.18 

55.25 

0.21 

- 

0.21 

0.02 

0.62 

- 

- 

- 

- 

- 

- 

- 

0.213 

0.011 

0.203 

0.006 

3.02 

Safe 

Dhuwan 

0831000603923400 

0.04 

0.13 

34.27 

0.15 

- 

0.15 

0.04 

0.76 

- 

- 

- 

- 

- 

- 

- 

0.152 

0.008 

0.144 

0.017 

11.92 

Safe 


0831000603926500 

0.04 

0.05 

(15.78) 

0.04 

- 

0.04 

0.03 

0.76 

- 

- 

- 

- 

- 

- 

- 

0.042 

0.002 

0.040 

0.017 

42.31 

Safe 

Doondabar 

0831000603919800 

0.04 

0.06 

18.51 

0.07 

- 

0.07 

0.03 

0.75 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.080 

0.004 

0.076 

0.075 

99.07 

Critical 

Faredua Taleti 

0831000603924000 

0.04 

0.29 

78.69 

0.35 

- 

0.35 

0.04 

0.76 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.357 

0.018 

0.339 

0.050 

14.88 

Safe 

Ganjan 

0831000603920000 

0.04 

0.07 

20.40 

0.09 

- 

0.09 

0.03 

0.75 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.098 

0.005 

0.093 

0.076 

82.16 

Semi Critical 

Ganna Kheri 

0831000603929700 

0.04 

0.09 

(68.30) 

0.07 

- 

0.07 

0.04 

0.77 

- 

- 

- 

- 

- 

- 

- 

0.074 

0.004 

0.070 

0.015 

21.69 

Safe 

Gatta Khera 

0831000603919700 

0.04 

0.07 

(25.04) 

0.05 

- 

0.05 

0.03 

0.76 

- 

- 

- 

- 

- 

- 

- 

0.054 

0.003 

0.051 

0.004 

7.52 

Safe 

Ghar Ghusan 

0831000603926000 

0.04 

0.13 

(16.82) 

0.10 

- 

0.10 

0.04 

0.76 

- 

- 

- 

- 

- 

- 

- 

0.105 

0.005 

0.099 

0.007 

7.17 

Safe 

Ghoghra 

0831000603920300 

0.04 

0.08 

81.32 

0.10 

- 

0.10 

0.03 

0.75 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.110 

0.005 

0.104 

0.053 

50.67 

Safe 

Gordhanpura 

0831000603920200 

0.04 

0.04 

113.63 

0.04 

- 

0.04 

0.03 

0.75 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.063 

0.003 

0.060 

0.098 

163.64 

Over Exploited 

Goyra 

0831000603920500 

0.04 

0.10 

62.77 

0.12 

- 

0.12 

0.03 

0.75 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.126 

0.006 

0.120 

0.035 

28.90 

Safe 

Gujarra 

0831000603930900 

0.04 

0.04 

59.13 

0.04 

- 

0.04 

0.04 

0.78 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.052 

0.003 

0.050 

0.036 

72.18 

Semi Critical 

Gunjari 

0831000603921400 

0.04 

0.28 

(3.89) 

0.27 

- 

0.27 

0.04 

0.73 

- 

- 

- 

- 

- 

- 

- 

0.266 

0.013 

0.253 

0.026 

10.46 

Safe 

Gurjara 

0831000603919900 

0.04 

0.08 

178.36 

0.09 

0.02 

0.11 

0.03 

0.75 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.201 

0.010 

0.191 

0.465 

243.33 

Over Exploited 

Guwari 

0831000603926400 

0.04 

0.12 

(21.03) 

0.09 

- 

0.09 

0.03 

0.76 

- 

- 

- 

- 

- 

- 

- 

0.093 

0.005 

0.088 

0.017 

18.80 

Safe 

Hadota 

0831000603916200 

0.08 

0.45 

100.37 

0.53 

- 

0.53 

0.02 

0.47 

- 

- 

- 

- 

- 

- 

- 

0.534 

0.027 

0.508 

0.039 

7.71 

Safe 



0.04 

0.02 

1,027.58 

0.02 

- 

0.02 

0.00 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.018 

0.001 

0.017 

0.005 

30.29 

Safe 

Handi Khera 

0831000603924100 

0.04 

0.12 

45.75 

0.15 

- 

0.15 

0.04 

0.76 

- 

- 

- 

- 

- 

- 

- 

0.148 

0.007 

0.140 

0.007 

4.98 

Safe 

Hanotiya 

0831000603916400 

0.04 

0.11 

(18.12) 

0.09 

- 

0.09 

0.03 

0.75 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.102 

0.005 

0.097 

0.044 

45.91 

Safe 


0831000603921000 

0.04 

0.24 

2.34 

0.25 

- 

0.25 

0.03 

0.75 

- 

- 

- 

- 

- 

- 

- 

0.246 

0.012 

0.234 

0.024 

10.22 

Safe 


0831000603931200 

0.04 

0.09 

(22.07) 

0.07 

- 

0.07 

0.04 

0.78 

- 

- 

- 

- 

- 

- 

- 

0.072 

0.004 

0.068 

0.029 

42.50 

Safe 

Hanuwat Khera 

0831000603926900 

0.04 

0.09 

(27.99) 

0.08 

- 

0.08 

0.03 

0.74 

- 

- 

- 

- 

- 

- 

- 

0.075 

0.004 

0.072 

0.006 

7.71 

Safe 

Haryanagar 

0831000603916500 

0.04 

0.05 

(8.32) 

0.05 

- 

0.05 

0.03 

0.75 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.060 

0.003 

0.057 

0.051 

90.12 

Critical 

Haudapura 

0831000603920800 

0.04 

0.25 

29.22 

0.30 

- 

0.30 

0.03 

0.75 

- 

- 

- 

- 

- 

- 

- 

0.302 

0.015 

0.287 

0.039 

13.43 

Safe 

Hindola 

0831000603925800 

0.04 

0.20 

35.18 

0.23 

- 

0.23 

0.04 

0.77 

- 

- 

- 

- 

- 

- 

- 

0.234 

0.012 

0.223 

0.016 

7.21 

Safe 

Jabra 

0831000603918700 

0.08 

0.00 

1,051.72 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.011 

504.62 

Over Exploited 

Jakha 

0831000603924800 

0.04 

0.04 

101.81 

0.05 

- 

0.05 

0.04 

0.77 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.058 

0.003 

0.055 

0.074 

134.79 

Over Exploited 

Kachhiya Thana 

0831000603925500 

0.04 

0.26 

51.24 

0.31 

0.02 

0.33 

0.04 

0.77 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.381 

0.019 

0.362 

0.289 

79.66 

Semi Critical 

Kaloni 

0831000603927000 

0.08 

0.13 

173.81 

0.16 

- 

0.16 

0.01 

0.30 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.166 

0.008 

0.158 

0.086 

54.68 

Safe 



0.04 

0.04 

254,908.89 

0.05 

- 

0.05 

0.01 

0.24 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.059 

0.003 

0.056 

0.050 

89.40 

Semi Critical 

Kamlawada 

0831000603918800 

0.08 

0.00 

1,875.64 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.001 

64.55 

Safe 

Kaneriya 

0831000603937100 

0.04 

0.04 

21.38 

0.04 

- 

0.04 

0.04 

0.78 

- 

- 

- 

- 

- 

- 

- 

0.044 

0.002 

0.042 

0.002 

4.88 

Safe 

Kanwarpura 

0831000603920700 

0.04 

0.02 

18.18 

0.03 

- 

0.03 

0.03 

0.75 

- 

- 

- 

- 

- 

- 

- 

0.028 

0.001 

0.027 

0.001 

5.14 

Safe 

Karaliya 

0831000603937300 

0.04 

0.04 

27.35 

0.05 

- 

0.05 

0.04 

0.79 

- 

- 

- 

- 

- 

- 

- 

0.048 

0.002 

0.045 

0.002 

4.86 

Safe 

Kasba Nonera 

0831000603926700 

0.04 

0.22 

(37.19) 

0.17 

0.01 

0.18 

0.03 

0.76 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.202 

0.010 

0.192 

0.170 

88.50 

Semi Critical 

Kasba Thana 

0831000603925600 

0.04 

0.25 

124.89 

0.30 

0.05 

0.35 

0.04 

0.77 

- 

0.1600 

- 

- 

- 

0.160 

0.160 

0.510 

0.025 

0.484 

0.868 

179.30 

Over Exploited 

Kema 

0831000603922800 

0.04 

0.09 

52.63 

0.11 

- 

0.11 

0.03 

0.75 

- 

- 

- 

- 

- 

- 

- 

0.106 

0.005 

0.101 

0.029 

28.87 

Safe 

Khanda Sahrol 

0831000603929300 

0.08 

0.00 

67,194.56 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kharka Shyam Shahi 

0831000603931100 

0.04 

0.01 

(44.83) 

0.01 

- 

0.01 

0.04 

0.78 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.006 

0.005 

84.58 

Semi Critical 

Kharka Vijaipur 

0831000603930200 

0.04 

0.05 

(86.25) 

0.04 

- 

0.04 

0.04 

0.78 

- 

- 

- 

- 

- 

- 

- 

0.038 

0.002 

0.036 

0.017 

45.75 

Safe 

Khiriya 

0831000603924600 

0.04 

0.12 

21.75 

0.15 

- 

0.15 

0.04 

0.77 

- 

- 

- 

- 

- 

- 

- 

0.145 

0.007 

0.138 

0.031 

22.34 

Safe 

Khirkhiri 

0831000603922200 

0.04 

0.21 

(0.95) 

0.21 

- 

0.21 

0.04 

0.73 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.218 

0.011 

0.207 

0.056 

26.78 

Safe 

Khushalpura 

0831000603916800 

0.04 

0.15 

69.19 

0.18 

0.01 

0.19 

0.03 

0.75 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.231 

0.012 

0.220 

0.225 

102.32 

Over Exploited 

Kirad Pahari 

0831000603917400 

0.08 

0.14 

(52.14) 

0.11 

- 

0.11 

0.02 

0.67 

- 

- 

- 

- 

- 

- 

- 

0.108 

0.005 

0.103 

0.042 

41.13 

Safe 

Kishanpura 

0831000603917000 

0.08 

0.05 

90.84 

0.05 

- 

0.05 

0.02 

0.43 

- 

- 

- 

- 

- 

- 

- 

0.054 

0.003 

0.051 

0.002 

4.35 

Safe 



0.04 

0.01 

503.98 

0.01 

- 

0.01 

0.01 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.001 

18.32 

Safe 

Kot Khanga 

0831000603938000 

0.04 

0.29 

(72.53) 

0.35 

- 

0.35 

0.04 

0.79 

- 

- 

- 

- 

- 

- 

- 

0.349 

0.017 

0.331 

0.016 

4.85 

Safe 

Kotra 

0831000603921300 

0.04 

0.28 

(5.73) 

0.27 

- 

0.27 

0.04 

0.73 

- 

- 

- 

- 

- 

- 

- 

0.267 

0.013 

0.253 

0.022 

8.60 

Safe 


0831000603930700 

0.04 

0.10 

7.76 

0.11 

- 

0.11 

0.04 

0.78 

- 

- 

- 

- 

- 

- 

- 

0.106 

0.005 

0.101 

0.015 

15.35 

Safe 

Kotri 

0831000603938100 

0.04 

0.16 

16.97 

0.18 

- 

0.18 

0.04 

0.79 

- 

- 

- 

- 

- 

- 

- 

0.185 

0.009 

0.176 

0.009 

4.98 

Safe 

Kripalpur 

0831000603919000 

0.08 

0.72 

26.74 

0.87 

- 

0.87 

0.02 

0.63 

- 

- 

- 

- 

- 

- 

- 

0.870 

0.043 

0.826 

0.025 

2.99 

Safe 

Kujay 

0831000603930800 

0.04 

0.07 

41.39 

0.08 

- 

0.08 

0.04 

0.78 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.089 

0.004 

0.085 

0.052 

60.82 

Safe 

Kunda 

0831000603921200 

0.04 

0.18 

(3.75) 

0.17 

- 

0.17 

0.04 

0.75 

- 

- 

- 

- 

- 

- 

- 

0.172 

0.009 

0.164 

0.020 

12.46 

Safe 


0831000603930600 

0.04 

0.11 

29.27 

0.13 

- 

0.13 

0.04 

0.76 

- 

- 

- 

- 

- 

- 

- 

0.128 

0.006 

0.122 

0.016 

13.21 

Safe 

Maheshpur 

0831000603921900 

0.04 

0.49 

2.79 

0.50 

- 

0.50 

0.03 

0.75 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.509 

0.025 

0.484 

0.086 

17.78 

Safe 

Mahoori 

0831000603937500 

0.04 

0.24 

27.05 

0.29 

- 

0.29 

0.04 

0.79 

- 

- 

- 

- 

- 

- 

- 

0.286 

0.014 

0.272 

0.013 

4.85 

Safe 

Mahu 

0831000603915700 

0.08 

0.20 

68.30 

0.24 

- 

0.24 

0.02 

0.63 

- 

- 

- 

- 

- 

- 

- 

0.243 

0.012 

0.231 

0.007 

2.95 

Safe 

Mahua Kheri 

0831000603925400 

0.04 

0.04 

72.81 

0.04 

- 

0.04 

0.04 

0.77 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.054 

0.003 

0.051 

0.050 

97.55 

Critical 

Mahuri Khera 

0831000603919100 

0.08 

0.08 

18.54 

0.09 

- 

0.09 

0.03 

0.74 

- 

- 

- 

- 

- 

- 

- 

0.092 

0.005 

0.087 

0.002 

2.56 

Safe 

Majhari 

0831000603926600 

0.04 

0.20 

(26.07) 

0.16 

- 

0.16 

0.03 

0.76 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.177 

0.009 

0.168 

0.107 

63.74 

Safe 

Majhera 

0831000603932000 

0.08 

0.28 

70.80 

0.34 

- 

0.34 

0.03 

0.63 

- 

- 

- 

- 

- 

- 

- 

0.338 

0.017 

0.321 

0.010 

3.01 

Safe 

Majhola 

0831000603924700 

0.04 

0.22 

74.03 

0.26 

0.02 

0.28 

0.04 

0.77 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.339 

0.017 

0.322 

0.334 

103.78 

Over Exploited 

Malwaya 

0831000603924500 

0.04 

0.13 

(2.19) 

0.13 

- 

0.13 

0.04 

0.77 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.139 

0.007 

0.132 

0.036 

27.61 

Safe 

Mamoni 

0831000603927200 

0.08 

0.05 

308.56 

0.06 

- 

0.06 

0.01 

0.21 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.067 

0.003 

0.064 

0.034 

53.05 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Mandi Barwali 

083100060392990C 

0.935 

Fresh 

Non-command 

Non-command 

Shale 

0.935 

0.10 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.73 

0.50 


Mandi Bhonra 

0831000603931700 

13.265 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.606 

1.37 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.23 

0.00 

0.009 

0.31 

0.21 







Non-command 

Shale 

6.465 

1.37 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.20 

0.00 

0.011 

0.36 

0.24 


Mandi Sahjana 

0831000603936100 

6.501 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.155 

1.20 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.16 

0.02 

0.007 

0.47 

0.32 







Non-command 

Shale 

2.292 

1.20 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.01 

0.004 

0.26 

0.18 


Mandi Sambhar Singa 

0831000603923100 

6.843 

Fresh 

Non-command 

Non-command 

Shale 

6.829 

1.26 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.20 

0.01 

0.011 

0.72 

0.49 


Mando 

0831000603925700 

4.596 

Fresh 

Non-command 

Non-command 

Shale 

4.595 

1.63 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.16 

0.01 

0.008 

0.73 

0.50 


Manka Khera 

0831000603937200 

1.271 

Fresh 

Non-command 

Non-command 

Shale 

1.271 

1.71 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.01 

0.002 

0.74 

0.51 


Mohanpur 

0831000603935800 

4.812 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.715 

2.92 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.00 

0.001 

0.11 

0.07 


Moondiyar 

0831000603927100 

5.075 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.918 

2.11 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.24 

0.37 

0.13 

0.008 

0.70 

0.45 


Mungawali 

0831000603919500 

1.805 

Fresh 

Non-command 

Non-command 

Shale 

1.805 

0.98 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.09 

0.14 

0.003 

0.72 

0.48 


Munsredi 

0831000603936500 

1.836 

Fresh 

Non-command 

Non-command 

Shale 

1.836 

1.08 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.00 

0.003 

0.74 

0.50 


Nachna Khera 

0831000603917100 

4.018 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.921 

1.21 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.15 

0.00 

0.006 

0.70 

0.45 


Nadiya 

0831000603931900 

11.098 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.582 

2.81 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.31 

0.00 

0.006 

0.23 

0.15 


Narora 

0831000603921700 

2.210 

Fresh 

Non-command 

Non-command 

Shale 

1.998 

1.15 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.00 

0.003 

0.65 

0.45 


Nayagaon 

0831000603920900 

2.776 

Fresh 

Non-command 

Non-command 

Shale 

2.776 

1.21 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.01 

0.005 

0.72 

0.48 


Nidh 

0831000603916000 

0.764 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.764 

1.50 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.04 

0.00 

0.001 

0.71 

0.46 


Nukarra 

0831000603936200 

2.984 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.894 

1.19 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.12 

0.03 

0.005 

0.72 

0.49 







Non-command 

Shale 

0.090 

1.19 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Ogar 

0831000603925100 

18.486 

Fresh 

Non-command 

Non-command 

Shale 

18.436 

1.74 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.52 

0.76 

0.18 

0.030 

0.74 

0.51 


Pahari Veeran 

0831000603936600 

3.552 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.582 

1.03 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.00 

0.003 

0.33 

0.22 







Non-command 

Shale 

1.971 

1.03 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.00 

0.003 

0.41 

0.28 


Pajantori 

0831000603923700 

2.318 

Fresh 

Non-command 

Non-command 

Shale 

2.318 

2.51 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.16 

0.07 

0.004 

0.72 

0.49 


Palakheri 

0831000603925000 

7.928 

Fresh 

Non-command 

Non-command 

Shale 

7.928 

1.75 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.23 

0.33 

0.06 

0.013 

0.74 

0.51 


Patan 

0831000603921600 

4.005 

Fresh 

Non-command 

Non-command 

Shale 

3.640 

1.17 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.11 

0.02 

0.006 

0.65 

0.45 


Patara 

0831000603923600 

1.366 

Fresh 

Non-command 

Non-command 

Shale 

1.366 

2.33 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.01 

0.002 

0.72 

0.49 


Pathari 

0831000603922000 

4.255 

Fresh 

Non-command 

Non-command 

Shale 

4.255 

1.17 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.14 

0.05 

0.007 

0.72 

0.49 


Pindasal 

0831000603919400 

13.411 

Fresh 

Non-command 

Non-command 

Shale 

12.907 

1.84 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.37 

0.56 

0.00 

0.021 

0.69 

0.45 


Prot Pahari 

0831000603917300 

1.403 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.132 

-0.40 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.57 

0.36 


Pureni 

0831000603936800 

2.584 

Fresh 

Non-command 

Non-command 

Shale 

2.584 

0.73 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.10 

0.004 

0.74 

0.50 


Raipur 

0831000603922600 

1.978 

Fresh 

Non-command 

Non-command 

Shale 

1.978 

1.65 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.03 

0.003 

0.72 

0.48 


Rajpur 

0831000603916100 

7.771 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.867 

0.31 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.08 

0.08 

0.008 

0.44 

0.28 


Rampur Taleti 

0831000603931000 

3.828 

Fresh 

Non-command 

Non-command 

Shale 

3.828 

1.21 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.12 

0.02 

0.006 

0.74 

0.50 


Ranipura 

0831000603915500 

15.592 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.763 

2.33 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.13 

0.00 

0.003 

0.08 

0.05 


Ratatal 

0831000603918900 

9.352 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

8.037 

1.86 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.47 

0.00 

0.013 

0.61 

0.39 


Reejhol 

0831000603923300 

5.466 

Fresh 

Non-command 

Non-command 

Shale 

5.466 

1.09 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.15 

0.03 

0.009 

0.73 

0.50 


Renwaja 

0831000603924400 

0.671 

Fresh 

Non-command 

Non-command 

Shale 

0.671 

1.67 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.04 

0.001 

0.73 

0.50 


Sahjanpur 

0831000603926800 

2.198 

Fresh 

Non-command 

Non-command 

Shale 

2.198 

0.81 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.00 

0.004 

0.73 

0.48 


Sahrol Taleti 

0831000603916600 

8.488 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.513 

2.61 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.01 

0.001 

0.04 

0.03 







Non-command 

Shale 

7.975 

2.61 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.35 

0.53 

0.17 

0.013 

0.67 

0.44 


Saloda 

0831000603920600 

1.601 

Fresh 

Non-command 

Non-command 

Shale 

1.601 

1.68 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.00 

0.003 

0.72 

0.48 


Sandokara 

0831000603937000 

12.366 

Fresh 

Non-command 

Non-command 

Shale 

12.366 

1.32 

0.015 

0.10 

0.01 

0.00 

0.00 

0.00 

0.33 

0.49 

0.38 

0.020 

0.74 

0.51 


Sandri 

0831000603923000 

4.866 

Fresh 

Non-command 

Non-command 

Shale 

4.831 

1.10 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.15 

0.06 

0.008 

0.72 

0.49 


Sangawan 

0831000603921500 

6.726 

Fresh 

Non-command 

Non-command 

Shale 

6.294 

1.15 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.17 

0.01 

0.010 

0.67 

0.47 


Sangeshwar 

0831000603929600 

3.136 

Fresh 

Non-command 

Non-command 

Shale 

3.136 

0.63 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.00 

0.005 

0.73 

0.49 


Sanwara 

0831000603923200 

17.007 

Fresh 

Non-command 

Non-command 

Shale 

16.997 

0.93 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.27 

0.39 

0.07 

0.028 

0.72 

0.50 


Sar 

0831000603920400 

3.005 

Fresh 

Non-command 

Non-command 

Shale 

3.005 

2.39 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.19 

0.09 

0.005 

0.71 

0.48 


Sedon 

0831000603922700 

1.983 

Fresh 

Non-command 

Non-command 

Shale 

1.983 

1.70 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.03 

0.003 

0.72 

0.48 


Semli Taleti 

0831000603930400 

3.187 

Fresh 

Non-command 

Non-command 

Shale 

3.187 

0.70 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.07 

0.11 

0.20 

0.005 

0.74 

0.50 


Shahbad 

0831000603919300 

6.932 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.356 

2.12 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.10 

0.04 

0.002 

0.14 

0.09 







Non-command 

Shale 

4.977 

2.12 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.18 

0.27 

0.10 

0.008 

0.51 

0.33 


Shahpur 

0831000603919200 

8.733 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.980 

2.16 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.32 

0.50 

0.05 

0.012 

0.57 

0.37 







Non-command 

Shale 

1.005 

2.16 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.01 

0.002 

0.08 

0.05 


Shubh Dhara 

0831000603916700 

3.564 

Fresh 

Non-command 

Non-command 

Shale 

3.564 

1.07 

0.015 

0.07 

0.02 

0.00 

0.00 

0.00 

0.11 

0.16 

0.28 

0.006 

0.72 

0.47 


Sirsipura 

0831000603923500 

2.790 

Fresh 

Non-command 

Non-command 

Shale 

2.790 

2.17 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.15 

0.03 

0.005 

0.72 

0.49 


Suhan 

0831000603935900 

5.246 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.646 

2.63 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.25 

0.38 

0.02 

0.008 

0.65 

0.44 


Suwans 

0831000603919600 

5.336 

Fresh 

Non-command 

Non-command 

Shale 

5.336 

1.05 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.14 

0.01 

0.009 

0.72 

0.48 


Tanda 

0831000603922500 

4.451 

Fresh 

Non-command 

Non-command 

Shale 

4.451 

1.65 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.16 

0.01 

0.007 

0.72 

0.49 


Tanda Ahiran 

0831000603925300 

4.824 

Fresh 

Non-command 

Non-command 

Shale 

4.824 

1.89 

0.015 

0.02 

0.01 

0.00 

0.00 

0.00 

0.15 

0.21 

0.09 

0.008 

0.73 

0.51 


Tanda Kachhiyan 

0831000603936900 

3.068 

Fresh 

Non-command 

Non-command 

Shale 

3.068 

0.26 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.04 

0.06 

0.15 

0.005 

0.74 

0.50 


Telni 

0831000603915900 

6.719 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.310 

2.18 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.29 

0.45 

0.01 

0.010 

0.67 

0.43 


Tentai 

0831000603930100 

4.955 

Fresh 

Non-command 

Non-command 

Shale 

4.955 

0.21 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.01 

0.008 

0.74 

0.50 


Tigri 

0831000603937700 

1.569 

Fresh 

Non-command 

Non-command 

Shale 

1.569 

1.67 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.00 

0.003 

0.74 

0.51 


Tilgawan 

0831000603926100 

6.138 

Fresh 

Non-command 

Non-command 

Shale 

6.138 

0.49 

0.015 

0.09 

0.01 

0.00 

0.00 

0.00 

0.12 

0.19 

0.37 

0.010 

0.73 

0.49 


Tiparka 

0831000603936400 

3.743 

Fresh 

Non-command 

Non-command 

Shale 

3.743 

0.44 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.04 

0.00 

0.006 

0.74 

0.50 


Uchawada 

0831000603917500 

11.856 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.140 

1.08 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Uncha Pathar 

0831000603924300 

4.007 

Fresh 

Non-command 

Non-command 

Shale 

4.007 

1.32 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.15 

0.06 

0.007 

0.73 

0.50 


Vajarkha 

0831000603922100 

1.979 

Fresh 

Non-command 

Non-command 

Shale 

1.817 

1.15 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.01 

0.003 

0.66 

0.45 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Mandi Barwali 

0831000603929900 

0.04 

0.03 

(92.36) 

0.02 

- 

0.02 

0.04 

0.77 

- 

- 

- 

- 

- 

- 

- 

0.022 

0.001 

0.021 

0.012 

55.28 

Safe 

Mandi Bhonra 

0831000603931700 

0.08 

0.14 

64.96 

0.17 

- 

0.17 

0.01 

0.32 

- 

- 

- 

- 

- 

- 

- 

0.167 

0.008 

0.159 

0.009 

5.84 

Safe 



0.04 

0.09 

114.61 

0.11 

- 

0.11 

0.02 

0.37 

- 

- 

- 

- 

- 

- 

- 

0.111 

0.006 

0.105 

0.011 

10.13 

Safe 

Mandi Sahjana 

0831000603936100 

0.08 

0.16 

3.28 

0.16 

- 

0.16 

0.02 

0.50 

- 

- 

- 

- 

- 

- 

- 

0.162 

0.008 

0.154 

0.029 

18.77 

Safe 



0.04 

0.02 

155.26 

0.03 

- 

0.03 

0.01 

0.27 

- 

- 

- 

- 

- 

- 

- 

0.029 

0.001 

0.027 

0.014 

50.69 

Safe 

Mandi Sambhar Singa 

0831000603923100 

0.04 

0.20 

3.66 

0.20 

- 

0.20 

0.04 

0.76 

- 

- 

- 

- 

- 

- 

- 

0.204 

0.010 

0.194 

0.025 

13.04 

Safe 

Mando 

0831000603925700 

0.04 

0.13 

22.33 

0.16 

- 

0.16 

0.04 

0.77 

- 

- 

- 

- 

- 

- 

- 

0.161 

0.008 

0.153 

0.013 

8.22 

Safe 

Manka Khera 

0831000603937200 

0.04 

0.04 

25.67 

0.05 

- 

0.05 

0.04 

0.78 

- 

- 

- 

- 

- 

- 

- 

0.045 

0.002 

0.043 

0.007 

16.47 

Safe 

Mohanpur 

0831000603935800 

0.08 

0.01 

901.10 

0.01 

- 

0.01 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.001 

16.60 

Safe 

Moondiyar 

0831000603927100 

0.08 

0.27 

34.18 

0.33 

0.01 

0.34 

0.03 

0.72 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.369 

0.018 

0.351 

0.142 

40.54 

Safe 

Mungawali 

0831000603919500 

0.04 

0.05 

63.62 

0.06 

0.01 

0.07 

0.03 

0.75 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.103 

0.005 

0.098 

0.147 

150.75 

Over Exploited 

Munsredi 

0831000603936500 

0.04 

0.05 

(19.51) 

0.04 

- 

0.04 

0.04 

0.78 

- 

- 

- 

- 

- 

- 

- 

0.044 

0.002 

0.042 

0.003 

7.29 

Safe 

Nachna Khera 

0831000603917100 

0.08 

0.22 

(31.89) 

0.17 

- 

0.17 

0.02 

0.72 

- 

- 

- 

- 

- 

- 

- 

0.174 

0.009 

0.166 

0.006 

3.91 

Safe 

Nadiya 

0831000603931900 

0.08 

0.07 

355.06 

0.08 

- 

0.08 

0.01 

0.24 

- 

- 

- 

- 

- 

- 

- 

0.081 

0.004 

0.077 

0.006 

7.72 

Safe 

Narora 

0831000603921700 

0.04 

0.05 

(3.51) 

0.05 

- 

0.05 

0.03 

0.68 

- 

- 

- 

- 

- 

- 

- 

0.050 

0.003 

0.048 

0.003 

6.93 

Safe 

Nayagaon 

0831000603920900 

0.04 

0.08 

11.85 

0.09 

- 

0.09 

0.03 

0.75 

- 

- 

- 

- 

- 

- 

- 

0.089 

0.004 

0.084 

0.019 

22.01 

Safe 

Nidh 

0831000603916000 

0.08 

0.04 

(17.90) 

0.04 

- 

0.04 

0.02 

0.74 

- 

- 

- 

- 

- 

- 

- 

0.036 

0.002 

0.034 

0.001 

3.72 

Safe 

Nukarra 

0831000603936200 

0.08 

0.17 

(29.87) 

0.13 

- 

0.13 

0.04 

0.76 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.143 

0.007 

0.136 

0.034 

24.86 

Safe 



0.04 

0.00 

2,904.41 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ogar 

0831000603925100 

0.04 

0.54 

39.09 

0.65 

0.01 

0.66 

0.04 

0.78 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.693 

0.035 

0.659 

0.208 

31.64 

Safe 

Pahari Veeran 

0831000603936600 

0.08 

0.04 

15.55 

0.05 

- 

0.05 

0.02 

0.35 

- 

- 

- 

- 

- 

- 

- 

0.048 

0.002 

0.046 

0.003 

5.70 

Safe 



0.04 

0.03 

39.29 

0.04 

- 

0.04 

0.02 

0.43 

- 

- 

- 

- 

- 

- 

- 

0.039 

0.002 

0.037 

0.003 

8.82 

Safe 

Pajantori 

0831000603923700 

0.04 

0.07 

137.65 

0.08 

- 

0.08 

0.03 

0.76 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.091 

0.005 

0.086 

0.076 

88.16 

Semi Critical 

Palakheri 

0831000603925000 

0.04 

0.23 

40.97 

0.28 

- 

0.28 

0.04 

0.78 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.291 

0.015 

0.276 

0.071 

25.73 

Safe 

Patan 

0831000603921600 

0.04 

0.10 

12.03 

0.11 

- 

0.11 

0.03 

0.69 

- 

- 

- 

- 

- 

- 

- 

0.107 

0.005 

0.101 

0.030 

29.66 

Safe 

Patara 

0831000603923600 

0.04 

0.04 

78.65 

0.05 

- 

0.05 

0.03 

0.76 

- 

- 

- 

- 

- 

- 

- 

0.047 

0.002 

0.045 

0.016 

36.03 

Safe 

Pathari 

0831000603922000 

0.04 

0.12 

12.97 

0.14 

- 

0.14 

0.04 

0.75 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.148 

0.007 

0.141 

0.060 

42.66 

Safe 

Pindasal 

0831000603919400 

0.04 

0.36 

56.63 

0.43 

- 

0.43 

0.03 

0.72 

- 

- 

- 

- 

- 

- 

- 

0.429 

0.021 

0.407 

0.021 

5.23 

Safe 

Prot Pahari 

0831000603917300 

0.08 

0.05 

- 

0.05 

- 

0.05 

0.02 

0.59 

- 

- 

- 

- 

- 

- 

- 

0.052 

0.005 

0.047 

0.002 

4.00 

Safe 

Pureni 

0831000603936800 

0.04 

0.08 

12.09 

0.09 

- 

0.09 

0.04 

0.78 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.106 

0.005 

0.100 

0.100 

99.85 

Critical 

Raipur 

0831000603922600 

0.04 

0.06 

54.19 

0.07 

- 

0.07 

0.03 

0.75 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.078 

0.004 

0.074 

0.037 

50.23 

Safe 

Raj pur 

0831000603916100 

0.08 

0.17 

(54.33) 

0.14 

- 

0.14 

0.01 

0.46 

- 

- 

- 

- 

- 

- 

- 

0.139 

0.007 

0.132 

0.085 

64.60 

Safe 

Rampur Taleti 

0831000603931000 

0.04 

0.11 

3.05 

0.12 

- 

0.12 

0.04 

0.78 

- 

- 

- 

- 

- 

- 

- 

0.117 

0.006 

0.111 

0.025 

22.84 

Safe 

Ranipura 

0831000603915500 

0.08 

0.01 

1,067.08 

0.01 

- 

0.01 

0.00 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.013 

0.003 

22.69 

Safe 

Ratatal 

0831000603918900 

0.08 

0.39 

19.29 

0.47 

- 

0.47 

0.02 

0.63 

- 

- 

- 

- 

- 

- 

- 

0.470 

0.024 

0.447 

0.013 

2.97 

Safe 

Reejhol 

0831000603923300 

0.04 

0.16 

(108.07) 

0.15 

- 

0.15 

0.04 

0.76 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.156 

0.008 

0.148 

0.038 

25.66 

Safe 

Renwaja 

0831000603924400 

0.04 

0.02 

100.07 

0.02 

- 

0.02 

0.04 

0.77 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.034 

0.002 

0.032 

0.039 

122.84 

Over Exploited 

Sahjanpur 

0831000603926800 

0.04 

0.06 

(37.32) 

0.05 

- 

0.05 

0.03 

0.76 

- 

- 

- 

- 

- 

- 

- 

0.051 

0.003 

0.049 

0.004 

7.47 

Safe 

Sahrol Taleti 

0831000603916600 

0.08 

0.00 

2,184.86 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.015 

732.96 

Over Exploited 



0.04 

0.21 

148.53 

0.26 

0.01 

0.27 

0.03 

0.70 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.298 

0.015 

0.283 

0.185 

65.51 

Safe 

Saloda 

0831000603920600 

0.04 

0.05 

30.86 

0.06 

- 

0.06 

0.03 

0.75 

- 

- 

- 

- 

- 

- 

- 

0.055 

0.003 

0.052 

0.003 

5.06 

Safe 

Sandokara 

0831000603937000 

0.04 

0.37 

33.81 

0.44 

0.01 

0.45 

0.04 

0.78 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.490 

0.024 

0.465 

0.399 

85.81 

Semi Critical 

Sandri 

0831000603923000 

0.04 

0.14 

5.00 

0.15 

- 

0.15 

0.04 

0.75 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.155 

0.008 

0.148 

0.066 

44.72 

Safe 

Sangawan 

0831000603921500 

0.04 

0.17 

1.30 

0.17 

- 

0.17 

0.04 

0.70 

- 

- 

- 

- 

- 

- 

- 

0.171 

0.009 

0.162 

0.020 

12.59 

Safe 

Sangeshwar 

0831000603929600 

0.04 

0.09 

(52.14) 

0.07 

- 

0.07 

0.04 

0.77 

- 

- 

- 

- 

- 

- 

- 

0.074 

0.004 

0.070 

0.005 

7.41 

Safe 

Sanwara 

0831000603923200 

0.04 

0.49 

(20.85) 

0.39 

- 

0.39 

0.04 

0.76 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.404 

0.020 

0.383 

0.100 

26.10 

Safe 

Sar 

0831000603920400 

0.04 

0.09 

123.79 

0.10 

- 

0.10 

0.03 

0.75 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.123 

0.006 

0.117 

0.091 

77.77 

Semi Critical 

Sedon 

0831000603922700 

0.04 

0.06 

58.67 

0.07 

- 

0.07 

0.03 

0.75 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.078 

0.004 

0.074 

0.037 

50.12 

Safe 

Semli Taleti 

0831000603930400 

0.04 

0.09 

14.77 

0.11 

0.01 

0.12 

0.04 

0.78 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.158 

0.008 

0.150 

0.202 

134.75 

Over Exploited 

Shahbad 

0831000603919300 

0.08 

0.02 

584.27 

0.02 

- 

0.02 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.028 

0.001 

0.027 

0.038 

142.54 

Over Exploited 



0.04 

0.10 

168.23 

0.12 

0.01 

0.13 

0.02 

0.53 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.153 

0.008 

0.145 

0.104 

71.75 

Semi Critical 

Shahpur 

0831000603919200 

0.08 

0.32 

55.32 

0.38 

- 

0.38 

0.02 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.394 

0.020 

0.374 

0.060 

15.90 

Safe 



0.04 

0.00 

1,316.91 

0.00 

- 

0.00 

0.00 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.009 

229.09 

Over Exploited 

Shubh Dhara 

0831000603916700 

0.04 

0.10 

58.08 

0.12 

0.02 

0.14 

0.03 

0.75 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.193 

0.010 

0.183 

0.284 

154.73 

Over Exploited 

Sirsipura 

0831000603923500 

0.04 

0.08 

85.21 

0.10 

- 

0.10 

0.03 

0.76 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.107 

0.005 

0.102 

0.034 

33.09 

Safe 

Suhan 

0831000603935900 

0.08 

0.24 

56.67 

0.29 

- 

0.29 

0.03 

0.68 

- 

- 

- 

- 

- 

- 

- 

0.291 

0.015 

0.276 

0.027 

9.66 

Safe 

Suwans 

0831000603919600 

0.04 

0.15 

(7.63) 

0.14 

- 

0.14 

0.03 

0.75 

- 

- 

- 

- 

- 

- 

- 

0.142 

0.007 

0.135 

0.019 

13.92 

Safe 

Tanda 

0831000603922500 

0.04 

0.13 

27.82 

0.15 

- 

0.15 

0.03 

0.75 

- 

- 

- 

- 

- 

- 

- 

0.153 

0.008 

0.146 

0.012 

8.47 

Safe 

Tanda Ahiran 

0831000603925300 

0.04 

0.14 

50.27 

0.17 

0.01 

0.18 

0.04 

0.77 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.200 

0.010 

0.190 

0.094 

49.47 

Safe 

Tanda Kachhiyan 

0831000603936900 

0.04 

0.09 

(31.80) 

0.07 

0.01 

0.08 

0.04 

0.78 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.112 

0.006 

0.107 

0.159 

148.84 

Over Exploited 

Telni 

0831000603915900 

0.08 

0.34 

32.78 

0.40 

- 

0.40 

0.02 

0.69 

- 

- 

- 

- 

- 

- 

- 

0.404 

0.020 

0.384 

0.020 

5.32 

Safe 

Tentai 

0831000603930100 

0.04 

0.15 

(74.36) 

0.12 

- 

0.12 

0.04 

0.77 

- 

- 

- 

- 

- 

- 

- 

0.117 

0.006 

0.111 

0.022 

20.01 

Safe 

Tigri 

0831000603937700 

0.04 

0.05 

22.86 

0.06 

- 

0.06 

0.04 

0.78 

- 

- 

- 

- 

- 

- 

- 

0.056 

0.003 

0.053 

0.003 

4.87 

Safe 

Tilgawan 

0831000603926100 

0.04 

0.18 

3.43 

0.19 

0.01 

0.20 

0.04 

0.77 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.236 

0.012 

0.224 

0.375 

167.54 

Over Exploited 

Tiparka 

0831000603936400 

0.04 

0.11 

(67.02) 

0.09 

- 

0.09 

0.04 

0.77 

- 

- 

- 

- 

- 

- 

- 

0.088 

0.004 

0.084 

0.006 

7.37 

Safe 

Uchawada 

0831000603917500 

0.08 

0.00 

5,024.48 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Uncha Pathar 

0831000603924300 

0.04 

0.12 

24.66 

0.14 

- 

0.14 

0.04 

0.77 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.150 

0.007 

0.142 

0.069 

48.16 

Safe 

Vajarkha 

0831000603922100 

0.04 

0.05 

(4.92) 

0.05 

- 

0.05 

0.03 

0.69 

- 

- 

- 

- 

- 

- 

- 

0.046 

0.002 

0.043 

0.013 

30.01 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Vijaipur 

0831000603931300 

1.272 

Fresh 

Non-command 

Non-command 

Shale 

1.272 

0.09 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.74 

0.50 


Vyas Kheri 

0831000603931500 

1.920 

Fresh 

Non-command 

Non-command 

Shale 

1.920 

0.17 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.003 

0.74 

0.50 

Sub Basin: Mej | 

08006046 

Anwa 

0822000602667600 

26.151 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

23.887 

2.20 

0.015 

0.28 

0.01 

0.00 

0.00 

0.05 

1.01 

1.09 

1.04 

0.065 

0.42 

0.39 


Baori Khera 

0823000102699700 

3.216 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.248 

3.64 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.03 

0.001 

0.04 

0.05 


Basni 

0823000102696600 

4.299 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.299 

4.31 

0.015 

0.11 

0.02 

0.00 

0.00 

0.01 

0.36 

0.30 

0.43 

0.012 

0.52 

0.62 


Batwari 

0823000102697200 

2.683 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.683 

3.70 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.17 

0.16 

0.11 

0.008 

0.55 

0.61 


Beel Ka Khera 

0823000102696900 

1.897 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.851 

3.63 

0.015 

0.02 

0.00 

0.00 

0.00 

0.03 

0.09 

0.08 

0.06 

0.005 

0.57 

0.63 


Benpa 

0822000602668100 

9.899 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.899 

3.27 

0.015 

0.15 

0.02 

0.00 

0.00 

0.02 

0.59 

0.69 

0.55 

0.027 

0.44 

0.38 


Bhunwar 

0824001002908100 

7.321 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.123 

2.32 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Bisanpura 

0822000602667800 

9.162 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.659 

2.18 

0.015 

0.06 

0.01 

0.00 

0.00 

0.01 

0.33 

0.37 

0.22 

0.023 

0.42 

0.37 


Brahmanon Ki Jhopariyan 

0823000102701000 

4.358 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.164 

3.30 

0.015 

0.00 

0.00 

0.00 

0.00 

0.02 

-0.01 

-0.01 

0.01 

0.000 

0.02 

0.02 


Chakanandpura 

0822000602669200 

1.804 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.680 

2.85 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.02 

0.002 

0.18 

0.17 


Chandadand 

0824001002907500 

1.839 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.839 

3.65 

0.020 

0.05 

0.01 

0.00 

0.00 

0.01 

0.17 

0.15 

0.18 

0.006 

0.58 

0.64 


Chandli 

0822000602664700 

28.087 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.020 

2.71 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.26 

0.31 

0.28 

0.014 

0.08 

0.07 


Chhaga Ka Jhoonpara 

0824001002908300 

2.701 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.473 

3.48 

0.020 

0.01 

0.00 

0.00 

0.00 

0.02 

0.17 

0.15 

0.04 

0.008 

0.53 

0.58 


Deva Ka Khera 

0823000102696700 

2.882 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.882 

3.93 

0.015 

0.08 

0.00 

0.00 

0.00 

0.01 

0.24 

0.21 

0.32 

0.008 

0.54 

0.61 


Dhandhola 

0824001002908600 

11.318 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.052 

2.92 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dhardhari 

0823000102698100 

11.280 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.475 

2.75 

0.015 

0.01 

0.00 

0.00 

0.00 

0.07 

0.09 

0.09 

0.03 

0.010 

0.15 

0.15 


Dharola 

0822000602668800 

11.243 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.789 

2.76 

0.015 

0.34 

0.05 

0.00 

0.00 

0.02 

0.64 

0.67 

1.34 

0.024 

0.37 

0.35 


Dheekla 

0822000602669100 

3.867 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.002 

2.84 

0.015 

0.00 

0.00 

0.00 

0.00 

0.03 

-0.03 

-0.03 

0.00 

0.000 

0.00 

0.00 


Durgapura 

0823000102697800 

8.233 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.838 

3.17 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.10 

0.10 

0.06 

0.005 

0.11 

0.11 


Gadoli 

0824001002906900 

5.685 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.471 

3.26 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.13 

0.10 

0.14 

0.005 

0.14 

0.17 


Ganeshganj 

0823000102699500 

11.690 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.034 

3.56 

0.015 

0.00 

0.00 

0.00 

0.00 

0.03 

-0.03 

-0.03 

0.00 

0.000 

0.00 

0.00 


Gopalpura 

0822000602668000 

5.848 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.848 

3.28 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.31 

0.36 

0.06 

0.016 

0.43 

0.36 


Goram Garh 

0824001002907100 

2.419 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.113 

3.65 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.13 

0.004 

0.26 

0.30 


Gulabpura 

0822000602669400 

0.828 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.824 

2.73 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.002 

0.47 

0.45 


Huwalya 

0823000102697500 

4.377 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.377 

3.54 

0.015 

0.08 

0.01 

0.00 

0.00 

0.02 

0.28 

0.33 

0.29 

0.012 

0.43 

0.36 


Intunda 

0824001002907600 

13.204 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

12.574 

3.27 

0.020 

0.24 

0.03 

0.00 

0.00 

0.06 

0.98 

0.92 

0.90 

0.041 

0.57 

0.60 


Kabri 

0823000102699800 

3.948 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.948 

3.61 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.25 

0.24 

0.14 

0.011 

0.52 

0.55 


Kachhola 

0823000102699600 

10.142 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.505 

3.62 

0.015 

0.05 

0.01 

0.00 

0.00 

0.04 

0.19 

0.18 

0.18 

0.010 

0.18 

0.19 


Kala Mai 

0823000102697100 

2.246 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.246 

3.66 

0.015 

0.05 

0.00 

0.00 

0.00 

0.00 

0.17 

0.16 

0.19 

0.006 

0.57 

0.63 


Kalyanpura 

0822000602667700 

1.294 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.294 

2.43 

0.015 

0.06 

0.00 

0.00 

0.00 

0.00 

0.11 

0.12 

0.24 

0.003 

0.45 

0.41 


Kanwarpura 

0822000602664900 

7.249 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

1.16 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khawaspura 

0822000602669000 

3.401 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.314 

2.81 

0.015 

0.06 

0.01 

0.00 

0.00 

0.02 

0.13 

0.14 

0.23 

0.006 

0.32 

0.31 


Kishanganj 

0823000102699900 

3.714 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.714 

3.56 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.24 

0.23 

0.13 

0.010 

0.51 

0.54 


Laxmipura 

0822000602668500 

2.366 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.366 

3.01 

0.015 

0.13 

0.02 

0.00 

0.00 

0.01 

0.20 

0.21 

0.50 

0.006 

0.48 

0.46 


Luhari Kalan 

0824001002908200 

16.887 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

15.887 

3.33 

0.020 

0.22 

0.03 

0.00 

0.00 

0.00 

1.25 

1.16 

0.81 

0.052 

0.55 

0.59 


Luhari Khurd 

0824001002907300 

6.496 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.496 

4.12 

0.020 

0.12 

0.02 

0.00 

0.00 

0.01 

0.63 

0.53 

0.46 

0.021 

0.54 

0.63 


Lunda Ka Jhoonpara 

0824001002908400 

1.950 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.950 

3.97 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.14 

0.07 

0.006 

0.54 

0.66 


Maliyon Ki Jhoonpariyan 

0823000102697400 

6.227 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.227 

3.78 

0.015 

0.01 

0.00 

0.00 

0.00 

0.02 

0.34 

0.37 

0.00 

0.018 

0.45 

0.42 


Manohargarh 

0824001002907400 

4.294 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.294 

3.88 

0.020 

0.12 

0.02 

0.00 

0.00 

0.01 

0.43 

0.38 

0.47 

0.014 

0.56 

0.62 


Mendi 

0823000102699400 

2.625 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.008 

3.43 

0.015 

0.00 

0.00 

0.00 

0.00 

0.04 

-0.04 

-0.04 

0.00 

0.000 

0.00 

0.00 


Nayagaon 

0822000602667900 

10.133 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.133 

2.62 

0.015 

0.08 

0.01 

0.00 

0.00 

0.04 

0.43 

0.50 

0.28 

0.027 

0.44 

0.37 


Odhandha 

0823000102697700 

9.803 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.367 

3.43 

0.015 

0.08 

0.01 

0.00 

0.00 

0.05 

0.50 

0.53 

0.29 

0.026 

0.46 

0.43 


Pagara 

0823000102697600 

14.769 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

14.769 

3.62 

0.015 

0.11 

0.01 

0.00 

0.00 

0.06 

0.84 

0.92 

0.40 

0.042 

0.45 

0.41 


Paprala 

0823000102696800 

1.927 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.927 

3.80 

0.015 

0.12 

0.01 

0.00 

0.00 

0.04 

0.18 

0.16 

0.46 

0.005 

0.56 

0.63 


Pech Ki Baori 

0823000102697000 

4.270 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.267 

3.72 

0.015 

0.06 

0.00 

0.00 

0.00 

0.10 

0.20 

0.18 

0.23 

0.012 

0.58 

0.64 


Peepalwasa 

0823000102698500 

5.941 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.541 

2.78 

0.015 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

0.00 

0.01 

0.002 

0.05 

0.05 


Rajendrapura 

0822000602669500 

0.755 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.436 

2.68 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.27 

0.26 


Rajkot 

0822000602668300 

11.239 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

11.239 

2.75 

0.015 

0.22 

0.03 

0.00 

0.00 

0.02 

0.63 

0.70 

0.86 

0.030 

0.46 

0.41 


Rajnagar 

0822000602668400 

1.975 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.975 

2.94 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.10 

0.11 

0.08 

0.005 

0.47 

0.44 


Rampura 

0822000602669300 

4.837 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.410 

2.83 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.03 

0.004 

0.14 

0.13 


Roneeja 

0823000102698000 

13.822 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.840 

2.70 

0.015 

0.09 

0.01 

0.00 

0.00 

0.40 

-0.13 

-0.13 

0.33 

0.014 

0.18 

0.17 






Bundi Ka Gothra 

Command 

Phyllite & Schist 

0.018 

2.70 

0.015 

0.00 

0.00 

0.00 

0.00 

0.40 

-0.40 

-0.41 

0.00 

0.000 

0.00 

0.00 


Rosanda 

0823000102700000 

3.892 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.451 

3.63 

0.015 

0.04 

0.00 

0.00 

0.00 

0.01 

0.16 

0.15 

0.16 

0.007 

0.36 

0.39 


Sangramganj 

0822000602669600 

2.889 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.020 

2.64 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sanwatgarh 

0822000602663000 

26.237 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.095 

3.55 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.24 

0.23 

0.08 

0.011 

0.07 

0.08 


Sardarpura 

0822000602668900 

9.717 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.717 

2.60 

0.015 

0.10 

0.01 

0.00 

0.00 

0.06 

0.41 

0.44 

0.36 

0.026 

0.46 

0.42 


Sitapura 

0822000602668700 

8.392 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.388 

2.71 

0.015 

0.19 

0.03 

0.00 

0.00 

0.03 

0.47 

0.50 

0.73 

0.023 

0.47 

0.44 


Sujanpura 

0822000602668200 

6.169 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.169 

3.13 

0.015 

0.07 

0.01 

0.00 

0.00 

0.03 

0.32 

0.36 

0.27 

0.017 

0.45 

0.40 


Swaroop Ganh 

0823000102700200 

2.402 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.667 

3.67 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.09 

0.002 

0.16 

0.18 


Teekar 

0824001002906000 

12.418 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.877 

4.09 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.30 

0.23 

0.27 

0.009 

0.12 

0.15 


Toda Ka Gothra 

0822000602668600 

7.714 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.701 

2.88 

0.015 

0.23 

0.03 

0.00 

0.00 

0.14 

0.39 

0.40 

0.88 

0.021 

0.49 

0.47 


Tonkra 

0823000102700700 

5.799 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.243 

3.60 

0.015 

0.05 

0.01 

0.00 

0.00 

0.03 

0.08 

0.07 

0.18 

0.004 

0.13 

0.14 


Uda Ka Khera 

0824001002907700 

2.351 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.305 

3.01 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.001 

0.08 

0.08 


Umar 

0823000102697300 

9.934 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.934 

3.73 

0.015 

0.20 

0.01 

0.00 

0.00 

0.01 

0.73 

0.67 

0.78 

0.028 

0.51 

0.55 

08006047 

Anwa 

0822000602667600 

26.151 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.005 

2.20 

0.015 

0.00 

0.00 

0.00 

0.00 

0.05 

-0.05 

-0.05 

0.00 

0.000 

0.00 

0.00 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Vijaipur 

0831000603931300 

0.04 

0.04 

(93.33) 

0.03 

- 

0.03 

0.04 

0.77 

- 

- 

- 

- 

- 

- 

- 

0.030 

0.001 

0.028 

0.007 

24.92 

Safe 

Vyas Kheri 

0831000603931500 

0.04 

0.06 

(86.93) 

0.05 

- 

0.05 

0.04 

0.77 

- 

- 

- 

- 

- 

- 

- 

0.045 

0.002 

0.043 

0.017 

39.89 

Safe 


Sub Basin: Mej | 

Anwa 

0822000602667600 

0.08 

0.80 

36.81 

0.96 

0.06 

1.01 

0.03 

0.45 

- 

0.1200 

- 

- 

0.069 

0.189 

0.189 

1.203 

0.060 

1.142 

1.103 

96.51 

Critical 

Baori Khera 

0823000102699700 

0.06 

0.00 

2,251.11 

0.00 

0.01 

0.01 

0.00 

0.05 

- 

- 

- 

- 

0.010 

0.010 

0.010 

0.017 

0.001 

0.017 

0.033 

196.97 

Over Exploited 

Basni 

0823000102696600 

0.06 

0.13 

123.54 

0.16 

0.03 

0.19 

0.05 

0.57 

- 

0.0500 

- 

- 

0.016 

0.066 

0.066 

0.258 

0.013 

0.245 

0.438 

179.06 

Over Exploited 

Batwari 

0823000102697200 

0.06 

0.09 

77.46 

0.11 

0.01 

0.11 

0.04 

0.59 

- 

0.0100 

- 

- 

0.009 

0.019 

0.019 

0.130 

0.007 

0.124 

0.122 

98.20 

Critical 

Beel Ka Khera 

0823000102696900 

0.06 

0.06 

23.57 

0.08 

0.03 

0.11 

0.04 

0.61 

- 

0.0100 

- 

- 

0.052 

0.062 

0.062 

0.172 

0.009 

0.164 

0.063 

38.59 

Safe 

Benpa 

0822000602668100 

0.08 

0.35 

97.25 

0.42 

0.04 

0.46 

0.04 

0.48 

- 

0.0600 

- 

- 

0.032 

0.092 

0.092 

0.552 

0.028 

0.525 

0.573 

109.19 

Over Exploited 

Bhunwar 

0824001002908100 

0.04 

0.00 

10,085.24 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bisanpura 

0822000602667800 

0.08 

0.29 

28.41 

0.35 

0.02 

0.37 

0.04 

0.45 

- 

0.0200 

- 

- 

0.011 

0.031 

0.031 

0.396 

0.020 

0.376 

0.241 

64.16 

Safe 

Brahmanon Ki Jhopariyan 

0823000102701000 

0.06 

0.00 

(4,505.40) 

0.00 

0.02 

0.02 

0.00 

0.02 

- 

- 

- 

- 

0.028 

0.028 

0.028 

0.047 

0.002 

0.045 

0.010 

23.43 

Safe 

Chakanandpura 

0822000602669200 

0.08 

0.01 

144.04 

0.01 

0.01 

0.02 

0.01 

0.19 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.027 

0.001 

0.026 

0.019 

72.95 

Semi Critical 

Chandadand 

0824001002907500 

0.04 

0.05 

230.01 

0.06 

0.02 

0.07 

0.04 

0.62 

- 

0.0200 

- 

- 

0.011 

0.031 

0.031 

0.103 

0.005 

0.098 

0.188 

192.68 

Over Exploited 

Chandli 

0822000602664700 

0.08 

0.03 

905.03 

0.04 

0.01 

0.05 

0.01 

0.08 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.080 

0.004 

0.076 

0.291 

380.75 

Over Exploited 

Chhaga Ka Jhoonpara 

0824001002908300 

0.04 

0.06 

165.56 

0.07 

0.02 

0.08 

0.05 

0.57 

- 

- 

- 

- 

0.025 

0.025 

0.025 

0.109 

0.005 

0.104 

0.050 

48.13 

Safe 

Deva Ka Khera 

0823000102696700 

0.06 

0.09 

129.43 

0.11 

0.01 

0.12 

0.04 

0.58 

- 

0.0400 

- 

- 

0.014 

0.054 

0.054 

0.174 

0.009 

0.165 

0.325 

196.51 

Over Exploited 

Dhandhola 

0824001002908600 

0.04 

0.00 

46,815.86 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dhardhari 

0823000102698100 

0.06 

0.03 

184.23 

0.04 

0.07 

0.10 

0.01 

0.16 

- 

- 

- 

- 

0.100 

0.100 

0.100 

0.205 

0.010 

0.194 

0.044 

22.54 

Safe 

Dharola 

0822000602668800 

0.08 

0.26 

157.30 

0.31 

0.07 

0.38 

0.03 

0.40 

- 

0.1500 

- 

- 

0.026 

0.176 

0.176 

0.556 

0.028 

0.528 

1.360 

257.62 

Over Exploited 

Dheekla 

0822000602669100 

0.08 

0.00 

########## 

0.00 

0.03 

0.03 

0.00 

0.00 

- 

- 

- 

- 

0.043 

0.043 

0.043 

0.072 

0.004 

0.068 

0.000 

0.01 

Safe 

Durgapura 

0823000102697800 

0.06 

0.01 

718.29 

0.02 

0.01 

0.02 

0.01 

0.12 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.038 

0.002 

0.036 

0.060 

167.31 

Over Exploited 

Gadoli 

0824001002906900 

0.04 

0.01 

1,049.52 

0.01 

0.01 

0.02 

0.01 

0.15 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.041 

0.002 

0.039 

0.143 

369.54 

Over Exploited 

Ganeshganj 

0823000102699500 

0.06 

0.00 

(744,916.70) 

0.00 

0.03 

0.03 

0.00 

0.00 

- 

- 

- 

- 

0.044 

0.044 

0.044 

0.074 

0.004 

0.070 

0.000 

0.14 

Safe 

Gopalpura 

0822000602668000 

0.08 

0.20 

79.39 

0.24 

0.00 

0.24 

0.04 

0.47 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.256 

0.013 

0.244 

0.075 

30.71 

Safe 

Goram Garh 

0824001002907100 

0.04 

0.01 

683.07 

0.02 

- 

0.02 

0.02 

0.29 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.025 

0.001 

0.024 

0.136 

565.74 

Over Exploited 

Gulabpura 

0822000602669400 

0.08 

0.03 

(0.75) 

0.03 

0.00 

0.03 

0.04 

0.50 

- 

- 

- 

- 

0.006 

0.007 

0.007 

0.041 

0.002 

0.039 

0.019 

48.88 

Safe 

Huwalya 

0823000102697500 

0.06 

0.11 

191.75 

0.14 

0.03 

0.17 

0.04 

0.47 

- 

0.0300 

- 

- 

0.037 

0.067 

0.067 

0.238 

0.012 

0.226 

0.300 

132.79 

Over Exploited 

Intunda 

0824001002907600 

0.04 

0.31 

198.74 

0.37 

0.09 

0.45 

0.04 

0.61 

- 

0.1000 

- 

- 

0.083 

0.183 

0.183 

0.636 

0.032 

0.604 

0.943 

156.05 

Over Exploited 

Kabri 

0823000102699800 

0.06 

0.12 

92.46 

0.15 

0.00 

0.15 

0.04 

0.56 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.177 

0.009 

0.168 

0.149 

88.82 

Semi Critical 

Kachhola 

0823000102699600 

0.06 

0.04 

357.27 

0.05 

0.05 

0.10 

0.01 

0.20 

- 

0.0200 

- 

- 

0.066 

0.086 

0.086 

0.187 

0.009 

0.178 

0.190 

106.93 

Over Exploited 

Kala Mai 

0823000102697100 

0.06 

0.08 

104.07 

0.09 

0.00 

0.09 

0.04 

0.61 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.115 

0.006 

0.109 

0.192 

176.46 

Over Exploited 

Kalyanpura 

0822000602667700 

0.08 

0.05 

145.60 

0.06 

0.00 

0.06 

0.04 

0.49 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.092 

0.005 

0.087 

0.238 

272.68 

Over Exploited 

Kanwarpura 

0822000602664900 

0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khawaspura 

0822000602669000 

0.08 

0.06 

129.33 

0.07 

0.03 

0.10 

0.03 

0.35 

- 

0.0300 

- 

- 

0.027 

0.057 

0.057 

0.156 

0.008 

0.148 

0.235 

159.21 

Over Exploited 

Kishanganj 

0823000102699900 

0.06 

0.11 

96.53 

0.14 

0.00 

0.14 

0.04 

0.55 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.149 

0.007 

0.141 

0.140 

99.43 

Critical 

Laxmipura 

0822000602668500 

0.08 

0.09 

135.42 

0.11 

0.03 

0.14 

0.04 

0.52 

- 

0.0600 

- 

- 

0.020 

0.080 

0.080 

0.223 

0.011 

0.212 

0.502 

237.24 

Over Exploited 

Luhari Kalan 

0824001002908200 

0.04 

0.38 

206.53 

0.45 

0.03 

0.48 

0.05 

0.60 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.574 

0.029 

0.546 

0.858 

157.20 

Over Exploited 

Luhari Khurd 

0824001002907300 

0.04 

0.15 

254.12 

0.18 

0.03 

0.21 

0.05 

0.58 

- 

0.0500 

- 

- 

0.010 

0.060 

0.060 

0.267 

0.013 

0.254 

0.477 

188.10 

Over Exploited 

Lunda Ka Jhoonpara 

0824001002908400 

0.04 

0.05 

211.78 

0.05 

0.00 

0.06 

0.05 

0.58 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.071 

0.004 

0.068 

0.072 

106.60 

Over Exploited 

Maliyon Ki Jhoonpariyan 

0823000102697400 

0.06 

0.17 

118.42 

0.20 

0.02 

0.23 

0.04 

0.49 

- 

- 

- 

- 

0.036 

0.036 

0.036 

0.262 

0.013 

0.248 

0.018 

7.07 

Safe 

Manohargarh 

0824001002907400 

0.04 

0.10 

268.64 

0.12 

0.03 

0.15 

0.04 

0.60 

- 

0.0500 

- 

- 

0.011 

0.061 

0.061 

0.212 

0.011 

0.201 

0.481 

239.07 

Over Exploited 

Mendi 

0823000102699400 

0.06 

0.00 

########## 

0.00 

0.04 

0.04 

0.00 

0.00 

- 

- 

- 

- 

0.059 

0.059 

0.059 

0.098 

0.005 

0.093 

0.000 

0.02 

Safe 

Nayagaon 

0822000602667900 

0.08 

0.35 

40.13 

0.43 

0.05 

0.48 

0.04 

0.47 

- 

0.0300 

- 

- 

0.063 

0.093 

0.093 

0.571 

0.029 

0.543 

0.304 

56.09 

Safe 

Odhandha 

0823000102697700 

0.06 

0.26 

106.45 

0.31 

0.06 

0.37 

0.04 

0.49 

- 

0.0300 

- 

- 

0.073 

0.103 

0.103 

0.470 

0.024 

0.447 

0.312 

69.96 

Safe 

Pagara 

0823000102697600 

0.06 

0.40 

128.59 

0.48 

0.07 

0.55 

0.04 

0.49 

- 

0.0400 

- 

- 

0.092 

0.132 

0.132 

0.686 

0.034 

0.652 

0.440 

67.45 

Safe 

Paprala 

0823000102696800 

0.06 

0.07 

143.53 

0.08 

0.05 

0.13 

0.04 

0.60 

- 

0.0500 

- 

- 

0.064 

0.114 

0.114 

0.246 

0.012 

0.233 

0.463 

198.59 

Over Exploited 

Pech Ki Baori 

0823000102697000 

0.06 

0.15 

20.47 

0.18 

0.10 

0.28 

0.04 

0.62 

- 

0.0300 

- 

- 

0.150 

0.180 

0.180 

0.458 

0.023 

0.435 

0.243 

55.86 

Safe 

Peepalwasa 

0823000102698500 

0.06 

0.00 

(93.45) 

0.00 

0.02 

0.02 

0.00 

0.05 

- 

- 

- 

- 

0.034 

0.034 

0.034 

0.057 

0.003 

0.055 

0.007 

11.96 

Safe 

Rajendrapura 

0822000602669500 

0.08 

0.01 

90.24 

0.01 

- 

0.01 

0.02 

0.29 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.011 

0.009 

85.10 

Semi Critical 

Rajkot 

0822000602668300 

0.08 

0.41 

70.15 

0.49 

0.05 

0.54 

0.04 

0.49 

- 

0.1000 

- 

- 

0.032 

0.132 

0.132 

0.675 

0.034 

0.641 

0.887 

138.34 

Over Exploited 

Rajnagar 

0822000602668400 

0.08 

0.07 

41.77 

0.09 

0.01 

0.10 

0.04 

0.51 

- 

0.0100 

- 

- 

0.012 

0.022 

0.022 

0.120 

0.006 

0.114 

0.089 

78.54 

Semi Critical 

Rampura 

0822000602669300 

0.08 

0.02 

349.99 

0.02 

0.00 

0.02 

0.01 

0.15 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.024 

0.001 

0.022 

0.029 

128.17 

Over Exploited 

Roneeja 

0823000102698000 

0.06 

0.05 

(357.29) 

0.04 

0.41 

0.46 

0.01 

0.19 

- 

0.0400 

- 

- 

0.607 

0.647 

0.647 

1.103 

0.055 

1.048 

0.344 

32.79 

Safe 



0.06 

0.00 

########## 

0.00 

0.40 

0.40 

0.00 

0.00 

- 

- 

- 

- 

0.607 

0.607 

0.607 

1.012 

0.051 

0.962 

0.000 

0.01 

Safe 

Rosanda 

0823000102700000 

0.06 

0.05 

183.36 

0.06 

0.01 

0.07 

0.02 

0.38 

- 

0.0200 

- 

- 

0.015 

0.036 

0.036 

0.109 

0.005 

0.103 

0.164 

158.74 

Over Exploited 

Sangramganj 

0822000602669600 

0.08 

0.00 

9,548.38 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Sanwatgarh 

0822000602663000 

0.08 

0.02 

839.33 

0.03 

- 

0.03 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.039 

0.002 

0.037 

0.095 

256.10 

Over Exploited 

Sardarpura 

0822000602668900 

0.08 

0.36 

24.51 

0.43 

0.07 

0.50 

0.04 

0.50 

- 

0.0400 

- 

- 

0.094 

0.134 

0.134 

0.634 

0.032 

0.603 

0.387 

64.26 

Safe 

Sitapura 

0822000602668700 

0.08 

0.32 

56.96 

0.38 

0.06 

0.44 

0.04 

0.51 

- 

0.0800 

- 

- 

0.052 

0.132 

0.132 

0.576 

0.029 

0.547 

0.748 

136.59 

Over Exploited 

Sujanpura 

0822000602668200 

0.08 

0.22 

62.89 

0.27 

0.04 

0.30 

0.04 

0.49 

- 

0.0300 

- 

- 

0.040 

0.070 

0.070 

0.373 

0.019 

0.354 

0.286 

80.64 

Semi Critical 

Swaroop Ganh 

0823000102700200 

0.06 

0.01 

655.53 

0.01 

0.00 

0.01 

0.01 

0.17 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.024 

0.001 

0.023 

0.087 

385.18 

Over Exploited 

Teekar 

0824001002906000 

0.04 

0.02 

1,448.83 

0.02 

0.01 

0.03 

0.01 

0.13 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.058 

0.003 

0.055 

0.279 

505.56 

Over Exploited 

Toda Ka Gothra 

0822000602668600 

0.08 

0.30 

34.43 

0.36 

0.17 

0.53 

0.04 

0.53 

- 

0.1000 

- 

- 

0.215 

0.315 

0.315 

0.849 

0.042 

0.807 

0.903 

111.88 

Over Exploited 

Tonkra 

0823000102700700 

0.06 

0.01 

671.83 

0.01 

0.04 

0.05 

0.01 

0.13 

- 

0.0200 

- 

- 

0.040 

0.060 

0.060 

0.108 

0.005 

0.103 

0.184 

178.74 

Over Exploited 

Uda Ka Khera 

0824001002907700 

0.04 

0.00 

2,520.69 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.025 

2,119.96 

Over Exploited 

Umar 

0823000102697300 

0.06 

0.30 

122.02 

0.36 

0.02 

0.39 

0.04 

0.55 

- 

0.0900 

- 

- 

0.021 

0.111 

0.111 

0.497 

0.025 

0.472 

0.803 

170.06 

Over Exploited 

Anwa 

0822000602667600 

0.08 

0.00 

########## 

0.00 

0.05 

0.05 

0.00 

0.00 

- 

- 

- 

- 

0.069 

0.069 

0.069 

0.114 

0.006 

0.109 

0.000 

0.01 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Bajoli 

082200060267210C 

6.616 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.829 

2.44 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.06 

0.07 

0.04 

0.005 

0.14 

0.13 


Bal 

0823000102710600 

12.985 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.402 

2.42 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.02 






Bundi Ka Gothra 

Command 

Phyllite & Schist 

9.703 

2.42 

0.015 

0.11 

0.01 

0.00 

0.00 

0.00 

0.45 

0.46 

0.39 

0.027 

0.42 

0.41 






Gudha 

Command 

Phyllite & Schist 

2.058 

2.42 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.08 

0.006 

0.09 

0.09 


Balola 

0823000102704000 

5.880 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.458 

3.63 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.05 

0.05 


Baori Khera 

0823000102699700 

3.216 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.433 

3.64 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.03 

0.02 

0.05 

0.001 

0.08 

0.08 


Bargaon 

0823000102711400 

14.801 

Fresh 

Gudha 

Command 

Phyllite & Schist 

1.093 

2.07 

0.015 

0.05 

0.01 

0.00 

0.00 

0.01 

0.06 

0.06 

0.19 

0.003 

0.04 

0.04 


Baroli 

0822000602671900 

7.142 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.066 

2.79 

0.015 

0.08 

0.01 

0.00 

0.00 

0.03 

0.34 

0.35 

0.29 

0.019 

0.50 

0.48 


Bhawanipura 

0823000102698900 

6.870 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.153 

3.07 

0.015 

0.01 

0.00 

0.00 

0.00 

0.03 

-0.01 

-0.01 

0.03 

0.000 

0.01 

0.01 


Bisdhari 

0823000102711500 

14.747 

Fresh 

Gudha 

Command 

Phyllite & Schist 

0.003 

1.42 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Brahmanon Ka Luhariya 

0823000102698400 

6.218 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.847 

2.65 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.23 

0.23 

0.16 

0.014 

0.41 

0.40 






Bundi Ka Gothra 

Command 

Phyllite & Schist 

1.371 

2.65 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.05 

0.004 

0.11 

0.11 


Chakanandpura 

0822000602669200 

1.804 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.124 

2.85 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.05 

0.05 

0.03 

0.003 

0.30 

0.28 


Chhabariyon Ka Naya Gaon 

0823000102698300 

9.963 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.149 

2.54 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.28 

0.29 

0.21 

0.017 

0.33 

0.32 






Bundi Ka Gothra 

Command 

Phyllite & Schist 

3.571 

2.54 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.17 

0.13 

0.010 

0.19 

0.19 


Dhardhari 

0823000102698100 

11.280 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.805 

2.75 

0.015 

0.03 

0.00 

0.00 

0.00 

0.07 

0.29 

0.30 

0.08 

0.022 

0.34 

0.33 


Dharola 

0822000602668800 

11.243 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.454 

2.76 

0.015 

0.09 

0.01 

0.00 

0.00 

0.02 

0.16 

0.17 

0.37 

0.007 

0.10 

0.10 


Dheekla 

0822000602669100 

3.867 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.866 

2.84 

0.015 

0.16 

0.02 

0.00 

0.00 

0.03 

0.28 

0.29 

0.63 

0.010 

0.48 

0.46 


Durgapura 

0823000102697800 

8.233 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.394 

3.17 

0.015 

0.06 

0.01 

0.00 

0.00 

0.01 

0.35 

0.35 

0.22 

0.018 

0.40 

0.39 


Ganeshganj 

0823000102699500 

11.690 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.627 

3.56 

0.015 

0.03 

0.00 

0.00 

0.00 

0.03 

0.57 

0.52 

0.07 

0.030 

0.51 

0.56 


Goojarya Khera 

0823000202724100 

4.541 

Fresh 

Bundi Ka Gothra 

Command 

Phyllite & Schist 

0.165 

1.77 

0.018 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.01 

0.000 

0.02 

0.02 


Gothra 

0823000102697900 

6.576 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.282 

3.08 

0.015 

0.33 

0.05 

0.00 

0.00 

0.00 

0.52 

0.51 

1.28 

0.015 

0.44 

0.45 






Bundi Ka Gothra 

Command 

Phyllite & Schist 

1.056 

3.08 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.10 

0.09 

0.26 

0.003 

0.09 

0.09 


Harmali Ka Khera 

0823000102710900 

6.416 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.332 

2.35 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.001 

0.03 

0.03 


Jajawar 

0823000202717700 

13.042 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.981 

2.60 

0.018 

0.07 

0.01 

0.00 

0.00 

0.05 

0.15 

0.15 

0.29 

0.005 

0.12 

0.11 


Kachhola 

0823000102699600 

10.142 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.598 

3.62 

0.015 

0.09 

0.01 

0.00 

0.00 

0.04 

0.39 

0.38 

0.33 

0.019 

0.35 

0.37 


Kachnariya 

0823000102699300 

1.354 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.134 

3.37 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.09 

0.003 

0.46 

0.49 


Kanwara 

0822000602671800 

23.979 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

17.691 

2.86 

0.015 

0.12 

0.02 

0.00 

0.00 

0.04 

0.82 

0.84 

0.42 

0.048 

0.36 

0.35 


Khawaspura 

0822000602669000 

3.401 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.087 

2.81 

0.015 

0.03 

0.00 

0.00 

0.00 

0.02 

0.06 

0.06 

0.10 

0.003 

0.15 

0.14 


Kothi 

0823000102711100 

4.012 

Fresh 

Bundi Ka Gothra 

Command 

Phyllite & Schist 

0.436 

2.09 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.001 

0.06 

0.06 


Kumharla 

0823000102698200 

4.270 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.270 

2.61 

0.015 

0.04 

0.01 

0.00 

0.00 

0.01 

0.19 

0.19 

0.15 

0.012 

0.52 

0.50 


Mendi 

0823000102699400 

2.625 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.617 

3.43 

0.015 

0.17 

0.02 

0.00 

0.00 

0.04 

0.25 

0.24 

0.65 

0.007 

0.53 

0.55 


Nimod 

0823000102711300 

11.124 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.568 

1.79 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.05 

0.05 

0.03 

0.004 

0.08 

0.08 






Bundi Ka Gothra 

Command 

Phyllite & Schist 

4.928 

1.79 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.16 

0.17 

0.08 

0.014 

0.26 

0.24 






Gudha 

Command 

Phyllite & Schist 

2.427 

1.79 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.07 

0.07 

0.04 

0.007 

0.13 

0.12 


Odhandha 

0823000102697700 

9.803 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.435 

3.43 

0.015 

0.00 

0.00 

0.00 

0.00 

0.05 

-0.03 

-0.03 

0.02 

0.001 

0.02 

0.02 


Peepalwasa 

0823000102698500 

5.941 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.220 

2.78 

0.015 

0.01 

0.00 

0.00 

0.00 

0.02 

0.12 

0.12 

0.04 

0.009 

0.28 

0.28 






Bundi Ka Gothra 

Command 

Phyllite & Schist 

2.180 

2.78 

0.015 

0.01 

0.00 

0.00 

0.00 

0.02 

0.08 

0.08 

0.02 

0.006 

0.19 

0.19 


Rampura 

0822000602669300 

4.837 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.658 

2.83 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.03 

0.004 

0.16 

0.16 


Ranipura 

0823000102710700 

2.984 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.501 

2.21 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.07 

0.08 

0.29 

0.001 

0.09 

0.09 






Bundi Ka Gothra 

Command 

Phyllite & Schist 

2.248 

2.21 

0.015 

0.32 

0.05 

0.00 

0.00 

0.00 

0.34 

0.36 

1.29 

0.006 

0.42 

0.41 






Gudha 

Command 

Phyllite & Schist 

0.234 

2.21 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.02 

0.02 

0.13 

0.001 

0.04 

0.04 


Ren 

0823000102698700 

12.228 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.174 

2.71 

0.015 

0.24 

0.03 

0.00 

0.00 

0.01 

0.45 

0.45 

0.92 

0.017 

0.28 

0.28 






Bundi Ka Gothra 

Command 

Phyllite & Schist 

4.586 

2.71 

0.015 

0.17 

0.03 

0.00 

0.00 

0.01 

0.32 

0.32 

0.68 

0.013 

0.21 

0.21 






Gudha 

Command 

Phyllite & Schist 

0.083 

2.71 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

-0.01 

0.01 

0.000 

0.00 

0.00 


Rishanda 

0823000102710800 

8.969 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.184 

2.34 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 






Bundi Ka Gothra 

Command 

Phyllite & Schist 

5.513 

2.34 

0.015 

0.12 

0.02 

0.00 

0.00 

0.01 

0.29 

0.30 

0.47 

0.016 

0.34 

0.32 


Roneeja 

0823000102698000 

13.822 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.333 

2.70 

0.015 

0.13 

0.02 

0.00 

0.00 

0.40 

0.00 

0.00 

0.50 

0.021 

0.27 

0.26 






Bundi Ka Gothra 

Command 

Phyllite & Schist 

1.630 

2.70 

0.015 

0.03 

0.00 

0.00 

0.00 

0.40 

-0.31 

-0.32 

0.11 

0.005 

0.06 

0.06 


Sadera 

0823000202724200 

4.946 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.101 

1.65 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 






Bundi Ka Gothra 

Command 

Phyllite & Schist 

0.650 

1.65 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.05 

0.001 

0.08 

0.07 






Gudha 

Command 

Phyllite & Schist 

0.085 

1.65 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Sangrampura 

0822000602672200 

6.682 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.335 

2.60 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.03 

0.004 

0.10 

0.10 


Sanwatgarh 

0823000102711200 

10.047 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.102 

2.00 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.02 

0.000 

0.01 

0.01 






Bundi Ka Gothra 

Command 

Phyllite & Schist 

4.114 

2.00 

0.015 

0.14 

0.02 

0.00 

0.00 

0.01 

0.24 

0.25 

0.56 

0.012 

0.23 

0.22 






Gudha 

Command 

Phyllite & Schist 

2.478 

2.00 

0.015 

0.08 

0.01 

0.00 

0.00 

0.01 

0.14 

0.15 

0.33 

0.007 

0.14 

0.13 


Sarsod 

0823000102698600 

4.182 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.164 

2.74 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.02 

0.02 






Bundi Ka Gothra 

Command 

Phyllite & Schist 

4.018 

2.74 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.20 

0.21 

0.18 

0.011 

0.52 

0.51 


Sukhpura 

0823000102699200 

5.142 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.033 

3.42 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Syawata 

0822000602672300 

5.706 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.277 

2.81 

0.015 

0.12 

0.02 

0.00 

0.00 

0.01 

0.31 

0.32 

0.45 

0.014 

0.46 

0.44 


Takla 

0823000202717800 

8.908 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.370 

2.45 

0.018 

0.03 

0.01 

0.00 

0.00 

0.02 

0.10 

0.10 

0.13 

0.004 

0.14 

0.13 


Theekariya Kalan 

0822000602671700 

9.320 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.607 

2.83 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.08 

0.004 

0.08 

0.08 


Theekariya Khurd 

0822000602672400 

0.890 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.890 

2.72 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.06 

0.06 

0.12 

0.002 

0.51 

0.48 


Toda Ka Gothra 

0822000602668600 

7.714 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.013 

2.88 

0.015 

0.00 

0.00 

0.00 

0.00 

0.14 

-0.14 

-0.15 

0.00 

0.000 

0.00 

0.00 

08006048 

Ajeta 

0823000502764800 

9.259 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

6.673 

1.52 

0.100 

0.10 

0.01 

0.00 

0.00 

0.00 

1.10 

1.22 

0.38 

0.019 

0.45 

0.40 







Command 

Limestone 

0.105 

1.52 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.000 

0.01 

0.01 


Akher 

0823000502762200 

3.654 

Fresh 

Non-command 

Non-command 

Limestone 

0.938 

0.21 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.003 

0.16 

0.14 






Kota Barrage 

Command 

Limestone 

2.394 

0.21 

0.030 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.05 

0.13 

0.007 

0.41 

0.37 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Bajoli 

0822000602672100 

0.08 

0.02 

224.26 

0.03 

0.01 

0.04 

0.01 

0.15 

- 

- 

- 

- 

0.020 

0.020 

0.020 

0.058 

0.003 

0.055 

0.047 

85.64 

Semi Critical 

Bal 

0823000102710600 

0.06 

0.00 

3,004.81 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.006 

0.000 

0.005 

0.014 

263.72 

Over Exploited 



0.06 

0.24 

90.19 

0.29 

0.01 

0.31 

0.03 

0.45 

- 

0.0400 

- 

- 

0.003 

0.043 

0.043 

0.348 

0.017 

0.331 

0.412 

124.57 

Over Exploited 



0.06 

0.01 

769.93 

0.01 

0.00 

0.02 

0.01 

0.10 

- 

0.0100 

0.0250 

0.0301 

0.003 

0.068 

0.068 

0.083 

0.004 

0.079 

0.084 

105.72 

Over Exploited 

Balola 

0823000102704000 

0.06 

0.00 

1,516.88 

0.00 

0.00 

0.00 

0.00 

0.05 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.007 

0.000 

0.007 

0.014 

204.92 

Over Exploited 

Baori Khera 

0823000102699700 

0.06 

0.00 

1,130.19 

0.00 

0.01 

0.01 

0.01 

0.08 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.029 

0.001 

0.028 

0.047 

170.94 

Over Exploited 

Bargaon 

0823000102711400 

0.06 

0.00 

2,122.24 

0.00 

0.02 

0.03 

0.00 

0.05 

- 

0.0200 

0.0133 

0.0160 

0.021 

0.070 

0.070 

0.098 

0.005 

0.093 

0.194 

208.84 

Over Exploited 

Baroli 

0822000602671900 

0.08 

0.28 

25.04 

0.34 

0.04 

0.38 

0.04 

0.54 

- 

0.0300 

- 

- 

0.043 

0.073 

0.073 

0.449 

0.022 

0.426 

0.307 

72.07 

Semi Critical 

Bhawanipura 

0823000102698900 

0.06 

0.00 

(9,506.64) 

0.00 

0.03 

0.03 

0.00 

0.01 

- 

- 

- 

- 

0.043 

0.043 

0.043 

0.072 

0.004 

0.068 

0.031 

46.23 

Safe 

Bisdhari 

0823000102711500 

0.06 

0.00 

492,669.02 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Brahmanon Ka Luhariya 

0823000102698400 

0.06 

0.12 

97.75 

0.14 

0.01 

0.16 

0.03 

0.44 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.180 

0.009 

0.171 

0.178 

104.01 

Over Exploited 



0.06 

0.01 

559.99 

0.01 

0.00 

0.01 

0.01 

0.12 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.029 

0.001 

0.028 

0.050 

178.88 

Over Exploited 

Chakanandpura 

0822000602669200 

0.08 

0.03 

102.56 

0.03 

0.01 

0.04 

0.02 

0.32 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.047 

0.002 

0.045 

0.028 

62.25 

Safe 

Chhabariyon Ka Naya Gaon 

0823000102698300 

0.06 

0.12 

137.37 

0.15 

0.01 

0.16 

0.03 

0.35 

- 

0.0200 

- 

- 

0.004 

0.025 

0.025 

0.183 

0.009 

0.174 

0.225 

129.49 

Over Exploited 



0.06 

0.04 

307.96 

0.05 

0.00 

0.05 

0.01 

0.21 

- 

0.0100 

- 

- 

0.004 

0.015 

0.015 

0.067 

0.003 

0.063 

0.135 

213.38 

Over Exploited 

Dhardhari 

0823000102698100 

0.06 

0.16 

85.24 

0.19 

0.07 

0.26 

0.03 

0.37 

- 

0.0100 

- 

- 

0.100 

0.110 

0.110 

0.368 

0.018 

0.350 

0.104 

29.72 

Safe 

Dharola 

0822000602668800 

0.08 

0.02 

752.50 

0.02 

0.03 

0.05 

0.01 

0.11 

- 

0.0400 

- 

- 

0.026 

0.066 

0.066 

0.117 

0.006 

0.111 

0.377 

338.68 

Over Exploited 

Dheekla 

0822000602669100 

0.08 

0.15 

92.52 

0.18 

0.05 

0.23 

0.04 

0.52 

- 

0.0700 

- 

- 

0.043 

0.113 

0.113 

0.341 

0.017 

0.324 

0.640 

197.82 

Over Exploited 

Durgapura 

0823000102697800 

0.06 

0.15 

130.64 

0.18 

0.02 

0.20 

0.03 

0.43 

- 

0.0200 

- 

- 

0.008 

0.028 

0.028 

0.225 

0.011 

0.214 

0.238 

111.33 

Over Exploited 

Ganeshganj 

0823000102699500 

0.06 

0.33 

60.29 

0.39 

0.03 

0.42 

0.03 

0.55 

- 

0.0100 

- 

- 

0.044 

0.054 

0.054 

0.476 

0.024 

0.452 

0.100 

22.10 

Safe 

Goojarya Khera 

0823000202724100 

0.08 

0.00 

(62.99) 

0.00 

0.01 

0.01 

0.00 

0.02 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.013 

0.001 

0.012 

0.006 

51.98 

Safe 

Gothra 

0823000102697900 

0.06 

0.14 

267.77 

0.17 

0.05 

0.22 

0.03 

0.47 

- 

0.1400 

- 

- 

0.002 

0.143 

0.143 

0.360 

0.018 

0.342 

1.296 

378.49 

Over Exploited 



0.06 

0.01 

1,610.80 

0.01 

0.01 

0.02 

0.01 

0.09 

- 

0.0300 

- 

- 

0.002 

0.033 

0.033 

0.051 

0.003 

0.048 

0.258 

534.53 

Over Exploited 

Harmali Ka Khera 

0823000102710900 

0.06 

0.00 

3,789.92 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.001 

0.002 

0.002 

0.003 

0.000 

0.003 

0.028 

930.05 

Over Exploited 

Jajawar 

0823000202717700 

0.08 

0.03 

452.75 

0.03 

0.06 

0.09 

0.01 

0.13 

- 

0.0300 

- 

- 

0.071 

0.101 

0.101 

0.193 

0.010 

0.183 

0.293 

160.37 

Over Exploited 

Kachhola 

0823000102699600 

0.06 

0.14 

173.10 

0.17 

0.05 

0.22 

0.02 

0.37 

- 

0.0400 

- 

- 

0.066 

0.106 

0.106 

0.325 

0.016 

0.309 

0.346 

111.77 

Over Exploited 

Kachnariya 

0823000102699300 

0.06 

0.03 

128.14 

0.04 

0.00 

0.04 

0.03 

0.50 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.051 

0.003 

0.048 

0.090 

187.79 

Over Exploited 

Kanwara 

0822000602671800 

0.08 

0.50 

66.21 

0.61 

0.06 

0.67 

0.03 

0.38 

- 

0.0500 

- 

- 

0.065 

0.115 

0.115 

0.783 

0.039 

0.744 

0.471 

63.27 

Safe 

Khawaspura 

0822000602669000 

0.08 

0.01 

365.22 

0.02 

0.02 

0.03 

0.01 

0.16 

- 

0.0100 

- 

- 

0.027 

0.037 

0.037 

0.070 

0.004 

0.067 

0.104 

156.22 

Over Exploited 

Kothi 

0823000102711100 

0.06 

0.00 

1,489.79 

0.00 

0.00 

0.00 

0.00 

0.06 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.002 

0.000 

0.002 

0.023 

1,198.03 

Over Exploited 

Kumharla 

0823000102698200 

0.06 

0.13 

46.27 

0.16 

0.02 

0.18 

0.04 

0.56 

- 

0.0200 

- 

- 

0.014 

0.034 

0.034 

0.212 

0.011 

0.201 

0.164 

81.55 

Semi Critical 

Mendi 

0823000102699400 

0.06 

0.08 

183.17 

0.10 

0.06 

0.16 

0.04 

0.57 

- 

0.0700 

- 

- 

0.059 

0.129 

0.129 

0.288 

0.014 

0.274 

0.660 

241.41 

Over Exploited 

Nimod 

0823000102711300 

0.06 

0.01 

541.67 

0.01 

0.01 

0.02 

0.01 

0.09 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.024 

0.001 

0.023 

0.029 

128.62 

Over Exploited 



0.06 

0.08 

120.20 

0.09 

0.01 

0.10 

0.02 

0.28 

- 

0.0100 

- 

- 

0.009 

0.019 

0.019 

0.116 

0.006 

0.110 

0.098 

88.74 

Semi Critical 



0.06 

0.02 

301.78 

0.02 

0.01 

0.03 

0.01 

0.14 

- 

- 

0.0295 

0.0355 

0.009 

0.074 

0.074 

0.102 

0.005 

0.097 

0.049 

50.42 

Safe 

Odhandha 

0823000102697700 

0.06 

0.00 

(5,139.46) 

0.00 

0.05 

0.05 

0.00 

0.02 

- 

- 

- 

- 

0.073 

0.073 

0.073 

0.123 

0.006 

0.117 

0.019 

16.49 

Safe 

Peepalwasa 

0823000102698500 

0.06 

0.05 

127.25 

0.07 

0.02 

0.09 

0.02 

0.30 

- 

- 

- 

- 

0.034 

0.034 

0.034 

0.121 

0.006 

0.115 

0.045 

39.16 

Safe 



0.06 

0.02 

219.18 

0.03 

0.02 

0.05 

0.01 

0.20 

- 

- 

- 

- 

0.034 

0.034 

0.034 

0.086 

0.004 

0.082 

0.028 

34.46 

Safe 

Rampura 

0822000602669300 

0.08 

0.02 

275.75 

0.03 

0.00 

0.03 

0.01 

0.17 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.031 

0.002 

0.029 

0.029 

100.68 

Over Exploited 

Ranipura 

0823000102710700 

0.06 

0.00 

2,531.48 

0.00 

0.01 

0.02 

0.01 

0.10 

- 

0.0300 

- 

- 

0.007 

0.037 

0.037 

0.056 

0.003 

0.053 

0.293 

555.62 

Over Exploited 



0.06 

0.06 

520.46 

0.07 

0.05 

0.12 

0.03 

0.46 

- 

0.1400 

- 

- 

0.007 

0.147 

0.147 

0.271 

0.014 

0.257 

1.294 

502.93 

Over Exploited 



0.06 

0.00 

3,755.01 

0.00 

0.01 

0.02 

0.00 

0.05 

- 

0.0200 

0.0028 

0.0034 

0.007 

0.034 

0.034 

0.049 

0.002 

0.047 

0.135 

288.02 

Over Exploited 

Ren 

0823000102698700 

0.06 

0.11 

331.26 

0.13 

0.04 

0.17 

0.02 

0.30 

- 

0.1000 

- 

- 

0.014 

0.114 

0.114 

0.279 

0.014 

0.265 

0.935 

352.99 

Over Exploited 



0.06 

0.06 

448.81 

0.07 

0.04 

0.11 

0.02 

0.23 

- 

0.0800 

- 

- 

0.014 

0.094 

0.094 

0.202 

0.010 

0.192 

0.692 

359.84 

Over Exploited 



0.06 

0.00 

(30,011.73) 

0.00 

0.01 

0.01 

0.00 

0.00 

- 

- 

0.0010 

0.0012 

0.014 

0.016 

0.016 

0.025 

0.001 

0.024 

0.010 

43.05 

Safe 

Rishanda 

0823000102710800 

0.06 

0.00 

(1,151.90) 

0.00 

0.01 

0.01 

0.00 

0.01 

- 

- 

- 

- 

0.012 

0.012 

0.012 

0.019 

0.001 

0.018 

0.014 

73.35 

Semi Critical 



0.06 

0.11 

165.66 

0.13 

0.03 

0.16 

0.03 

0.36 

- 

0.0500 

- 

- 

0.012 

0.062 

0.062 

0.223 

0.011 

0.212 

0.487 

229.66 

Over Exploited 

Roneeja 

0823000102698000 

0.06 

0.12 

(98.39) 

0.09 

0.42 

0.52 

0.02 

0.29 

- 

0.0600 

- 

- 

0.607 

0.667 

0.667 

1.186 

0.059 

1.127 

0.525 

46.55 

Safe 



0.06 

0.01 

(5,535.17) 

0.00 

0.40 

0.41 

0.00 

0.06 

- 

0.0100 

- 

- 

0.607 

0.617 

0.617 

1.027 

0.051 

0.976 

0.118 

12.05 

Safe 

Sadera 

0823000202724200 

0.08 

0.00 

2,327.24 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.006 

285.76 

Over Exploited 



0.08 

0.00 

667.01 

0.00 

0.00 

0.01 

0.01 

0.08 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.017 

0.001 

0.016 

0.049 

306.39 

Over Exploited 



0.08 

0.00 

2,405.96 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0010 

0.0012 

0.001 

0.004 

0.004 

0.005 

0.000 

0.004 

0.006 

142.51 

Over Exploited 

Sangrampura 

0822000602672200 

0.08 

0.01 

475.96 

0.01 

0.00 

0.02 

0.01 

0.11 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.020 

0.001 

0.019 

0.029 

153.58 

Over Exploited 

Sanwatgarh 

0823000102711200 

0.06 

0.00 

(10,641.58) 

0.00 

0.01 

0.01 

0.00 

0.01 

- 

- 

- 

- 

0.010 

0.010 

0.010 

0.016 

0.001 

0.016 

0.018 

117.55 

Over Exploited 



0.06 

0.06 

337.13 

0.07 

0.03 

0.10 

0.02 

0.25 

- 

0.0600 

- 

- 

0.010 

0.070 

0.070 

0.165 

0.008 

0.157 

0.570 

362.71 

Over Exploited 



0.06 

0.02 

601.20 

0.03 

0.02 

0.04 

0.01 

0.15 

- 

0.0400 

0.0301 

0.0363 

0.010 

0.116 

0.116 

0.158 

0.008 

0.150 

0.336 

224.17 

Over Exploited 

Sarsod 

0823000102698600 

0.06 

0.00 

2,976.49 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.000 

0.001 

0.001 

0.001 

0.000 

0.001 

0.005 

531.29 

Over Exploited 



0.06 

0.12 

64.88 

0.15 

0.01 

0.16 

0.04 

0.55 

- 

0.0200 

- 

- 

0.000 

0.021 

0.021 

0.180 

0.009 

0.171 

0.189 

110.61 

Over Exploited 

Sukhpura 

0823000102699200 

0.06 

0.00 

(53,971.49) 

0.00 

0.01 

0.01 

0.00 

0.00 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.015 

0.001 

0.014 

0.000 

0.66 

Safe 

Syawata 

0822000602672300 

0.08 

0.19 

64.92 

0.23 

0.03 

0.27 

0.04 

0.50 

- 

0.0500 

- 

- 

0.019 

0.069 

0.069 

0.335 

0.017 

0.318 

0.462 

145.17 

Over Exploited 

Takla 

0823000202717800 

0.08 

0.03 

289.90 

0.03 

0.03 

0.06 

0.01 

0.15 

- 

0.0200 

- 

- 

0.033 

0.053 

0.053 

0.118 

0.006 

0.112 

0.138 

123.74 

Over Exploited 

Theekariya Kalan 

0822000602671700 

0.08 

0.01 

706.15 

0.01 

0.00 

0.02 

0.01 

0.09 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.031 

0.002 

0.030 

0.088 

296.34 

Over Exploited 

Theekariya Khurd 

0822000602672400 

0.08 

0.04 

69.08 

0.04 

0.01 

0.05 

0.04 

0.55 

- 

0.0100 

- 

- 

0.012 

0.022 

0.022 

0.073 

0.004 

0.070 

0.120 

173.13 

Over Exploited 

Toda Ka Gothra 

0822000602668600 

0.08 

0.00 

########## 

0.00 

0.14 

0.14 

0.00 

0.00 

- 

- 

- 

- 

0.215 

0.215 

0.215 

0.359 

0.018 

0.341 

0.000 

0.01 

Safe 

Ajeta 

0823000502764800 

0.20 

0.60 

105.12 

0.72 

0.01 

0.73 

0.03 

0.48 

- 

0.0400 

0.1073 

0.1516 

0.001 

0.300 

0.300 

1.027 

0.051 

0.975 

0.397 

40.65 

Safe 



0.08 

0.00 

8,907.83 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0017 

0.0024 

- 

0.004 

0.004 

0.004 

0.000 

0.004 

0.000 

7.36 

Safe 

Akher 

0823000502762200 

0.08 

0.01 

(150.27) 

0.01 

- 

0.01 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.014 

0.043 

312.64 

Over Exploited 



0.08 

0.08 

(35.57) 

0.06 

0.01 

0.07 

0.03 

0.44 

- 

0.0200 

0.0481 

0.0544 

- 

0.123 

0.123 

0.196 

0.010 

0.186 

0.141 

75.66 

Semi Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Akoda 

0823000102712300 

35.413 

Fresh 

Non-command 

Non-command 

Limestone 

2.539 

4.16 

0.022 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.29 

0.03 

0.007 

0.05 

0.04 







Non-command 

Bhander Sandstone 

5.026 

4.16 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.44 

0.52 

0.07 

0.014 

0.09 

0.08 


Aktasa 

0823000502772400 

5.801 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.990 

2.14 

0.090 

0.10 

0.01 

0.00 

0.00 

0.00 

0.28 

0.28 

0.39 

0.002 

0.10 

0.10 







Command 

Limestone 

4.811 

2.14 

0.030 

0.33 

0.05 

0.00 

0.00 

0.00 

0.59 

0.59 

1.33 

0.009 

0.50 

0.49 


Alkodiya 

0823000502771800 

2.982 

Fresh 

Kota Barrage 

Command 

Limestone 

2.982 

2.22 

0.030 

0.29 

0.04 

0.00 

0.00 

0.01 

0.44 

0.44 

1.15 

0.008 

0.60 

0.59 


Alphanagar 

0823000502771500 

6.455 

Fresh 

Non-command 

Non-command 

Limestone 

0.002 

1.96 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Bhander Sandstone 

0.076 

1.96 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 






Kota Barrage 

Command 

Limestone 

2.993 

1.96 

0.030 

0.19 

0.05 

0.00 

0.00 

0.00 

0.32 

0.33 

0.73 

0.006 

0.28 

0.27 







Command 

Bhander Sandstone 

1.263 

1.96 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.06 

0.07 

0.22 

0.002 

0.12 

0.11 






Bardha 

Command 

Limestone 

0.001 

1.96 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Bhander Sandstone 

2.121 

1.96 

0.010 

0.09 

0.02 

0.00 

0.00 

0.00 

0.11 

0.11 

0.36 

0.004 

0.20 

0.19 


Amarniwas 

0824001202952900 

0.744 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.053 

2.18 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.05 

0.06 


Amli 

0823000502768500 

2.217 

Fresh 

Bardha 

Command 

Bhander Sandstone 

2.217 

0.75 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.10 

0.006 

0.62 

0.58 


Amritpuriya 

0824001202950000 

1.198 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.008 

3.67 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Amthoon 

0823000502770800 

1.086 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.085 

2.97 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.13 

0.002 

0.63 

0.56 


Andher 

0823000502767900 

3.717 

Fresh 

Non-command 

Non-command 

Limestone 

0.060 

0.63 

0.030 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

-0.01 

0.00 

0.000 

0.01 

0.01 






Kota Barrage 

Command 

Limestone 

2.859 

0.63 

0.030 

0.05 

0.01 

0.00 

0.00 

0.01 

0.09 

0.09 

0.20 

0.008 

0.47 

0.45 






Bardha 

Command 

Limestone 

0.798 

0.63 

0.030 

0.01 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.05 

0.002 

0.13 

0.13 


Anoppura 

0823000502769200 

4.733 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.733 

2.01 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.25 

0.23 

0.07 

0.013 

0.59 

0.64 


Anthara 

0823000502766500 

9.270 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

9.270 

1.78 

0.100 

0.35 

0.09 

0.00 

0.00 

0.00 

1.91 

1.98 

1.38 

0.026 

0.61 

0.58 


Arnetha 

0823000402751200 

14.467 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

10.289 

0.40 

0.090 

0.32 

0.08 

0.00 

0.00 

0.01 

0.61 

0.78 

1.29 

0.000 

0.48 

0.37 


Astoli 

0823000502755200 

8.430 

Fresh 

Non-command 

Non-command 

Limestone 

7.712 

1.52 

0.030 

0.12 

0.02 

0.00 

0.00 

0.00 

0.45 

0.53 

0.46 

0.021 

0.60 

0.51 


Badoonda 

0823000502773600 

10.254 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

10.254 

1.58 

0.090 

0.20 

0.05 

0.00 

0.00 

0.00 

1.61 

1.72 

0.79 

0.019 

0.61 

0.57 


Bagda 

0823000502760400 

3.877 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.687 

2.44 

0.100 

0.19 

0.03 

0.00 

0.00 

0.00 

1.06 

1.09 

0.73 

0.010 

0.58 

0.56 







Command 

Limestone 

0.190 

2.44 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.001 

0.03 

0.03 


Bahadurpura 

0823000502759700 

3.218 

Fresh 

Non-command 

Non-command 

Limestone 

3.218 

4.10 

0.030 

0.15 

0.02 

0.00 

0.00 

0.00 

0.53 

0.62 

0.58 

0.009 

0.66 

0.55 


Bajar 

0823000502773700 

6.525 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

6.525 

1.43 

0.090 

0.19 

0.05 

0.00 

0.00 

0.00 

0.98 

1.10 

0.76 

0.012 

0.61 

0.55 


Bakshpura 

0823000502775000 

3.811 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.811 

1.06 

0.090 

0.14 

0.03 

0.00 

0.00 

0.00 

0.47 

0.56 

0.56 

0.007 

0.62 

0.52 


Balapura 

0823000502759800 

2.169 

Fresh 

Non-command 

Non-command 

Limestone 

1.982 

3.25 

0.030 

0.02 

0.00 

0.00 

0.00 

0.01 

0.20 

0.24 

0.06 

0.006 

0.59 

0.51 






Kota Barrage 

Command 

Limestone 

0.186 

3.25 

0.030 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.00 

0.001 

0.06 

0.05 



0823000502777300 

2.117 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.753 

2.20 

0.010 

0.03 

0.01 

0.00 

0.00 

0.01 

0.03 

0.03 

0.13 

0.001 

0.22 

0.19 






Bardha 

Command 

Bhander Sandstone 

1.271 

2.20 

0.010 

0.05 

0.01 

0.00 

0.00 

0.01 

0.06 

0.07 

0.21 

0.002 

0.37 

0.33 


Baldara 

0823000402746800 

4.322 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

4.322 

0.69 

0.090 

0.08 

0.01 

0.00 

0.00 

0.00 

0.34 

0.41 

0.31 

0.000 

0.64 

0.53 


Baldeopura 

0823000502760000 

2.382 

Fresh 

Kota Barrage 

Command 

Limestone 

2.382 

1.98 

0.030 

0.27 

0.07 

0.00 

0.00 

0.00 

0.34 

0.36 

1.08 

0.007 

0.61 

0.59 



0823000502762600 

1.855 

Fresh 

Non-command 

Non-command 

Limestone 

0.373 

1.10 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.12 

0.11 






Kota Barrage 

Command 

Limestone 

1.461 

1.10 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.07 

0.004 

0.49 

0.44 


Ballop 

0823000502776600 

2.971 

Fresh 

Non-command 

Non-command 

Limestone 

0.125 

3.08 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.03 

0.02 






Kota Barrage 

Command 

Older Alluvium 

0.008 

3.08 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Limestone 

1.473 

3.08 

0.030 

0.06 

0.01 

0.00 

0.00 

0.00 

0.19 

0.21 

0.24 

0.003 

0.30 

0.27 







Command 

Bhander Sandstone 

1.365 

3.08 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.08 

0.15 

0.003 

0.28 

0.25 


Bambori 

0823000502764500 

8.708 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

4.486 

1.73 

0.100 

0.10 

0.01 

0.00 

0.00 

0.00 

0.86 

0.92 

0.38 

0.012 

0.32 

0.30 







Command 

Limestone 

4.222 

1.73 

0.030 

0.07 

0.01 

0.00 

0.00 

0.00 

0.28 

0.30 

0.25 

0.012 

0.30 

0.28 


Baniyani 

0823000402747100 

2.505 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.505 

0.81 

0.090 

0.06 

0.01 

0.00 

0.00 

0.00 

0.23 

0.28 

0.23 

0.000 

0.64 

0.53 


Banjaron Ki Jhonpariyan 

0823000402747900 

1.966 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.966 

1.02 

0.090 

0.03 

0.01 

0.00 

0.00 

0.00 

0.20 

0.24 

0.11 

0.000 

0.64 

0.52 


Banka 

0824001202944400 

7.267 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.889 

6.85 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.27 

0.23 

0.03 

0.005 

0.17 

0.20 


Banka Khera 

0823000502766400 

3.658 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.658 

1.57 

0.100 

0.07 

0.01 

0.00 

0.00 

0.00 

0.64 

0.67 

0.25 

0.010 

0.61 

0.58 


Banki 

0823000502769100 

2.017 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.017 

1.45 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.10 

0.006 

0.60 

0.61 


Baori Khera 

0823000502768000 

3.242 

Fresh 

Non-command 

Non-command 

Limestone 

0.031 

-0.32 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Kota Barrage 

Command 

Limestone 

0.621 

-0.32 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.002 

0.12 

0.11 






Bardha 

Command 

Limestone 

2.493 

-0.32 

0.030 

0.06 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.007 

0.47 

0.45 







Command 

Bhander Sandstone 

0.097 

-0.32 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Barkhera 

0823000502767600 

2.338 

Fresh 

Kota Barrage 

Command 

Limestone 

2.338 

1.66 

0.030 

0.10 

0.02 

0.00 

0.00 

0.00 

0.20 

0.20 

0.37 

0.007 

0.61 

0.59 


Baroondhan 

0823000502771200 

13.613 

Fresh 

Kota Barrage 

Command 

Limestone 

13.613 

2.29 

0.030 

0.37 

0.05 

0.00 

0.00 

0.02 

1.24 

1.25 

1.43 

0.025 

0.60 

0.59 


Barwas 

0823000502762100 

4.339 

Fresh 

Non-command 

Non-command 

Limestone 

1.011 

0.58 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.003 

0.15 

0.13 






Kota Barrage 

Command 

Limestone 

2.798 

0.58 

0.030 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.11 

0.008 

0.41 

0.36 


Basoli 

0823000102706400 

23.750 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.067 

1.63 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bathwara 

0823000502766600 

5.187 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

5.187 

2.07 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

1.11 

1.14 

0.13 

0.014 

0.61 

0.59 


Beebanwa 

0823000502759600 

2.135 

Fresh 

Non-command 

Non-command 

Limestone 

2.135 

3.38 

0.030 

0.11 

0.02 

0.00 

0.00 

0.00 

0.31 

0.36 

0.44 

0.006 

0.66 

0.55 


Beechri 

0823000502765600 

5.562 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

5.562 

1.01 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.59 

0.69 

0.15 

0.015 

0.63 

0.54 


Beelooba 

0823000502771600 

1.467 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.018 

1.96 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Kota Barrage 

Command 

Limestone 

0.588 

1.96 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.04 

0.001 

0.24 

0.24 







Command 

Bhander Sandstone 

0.733 

1.96 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.03 

0.001 

0.30 

0.29 






Bardha 

Command 

Bhander Sandstone 

0.128 

1.96 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.05 

0.05 


Berisal 

0824001202948500 

1.759 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.310 

4.38 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.04 

0.001 

0.12 

0.15 


Bhagwanpura 

0824001202952800 

1.027 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.002 

2.56 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhains Khera 

0823000402744400 

4.623 

Fresh 

Non-command 

Non-command 

Limestone 

0.001 

1.50 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Kota Barrage 

Command 

Older Alluvium 

0.743 

1.50 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.12 

0.02 

0.000 

0.10 

0.08 







Command 

Limestone 

0.526 

1.50 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.000 

0.07 

0.06 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Akoda 

0823000102712300 

0.08 

0.01 

########## 

0.01 

- 

0.01 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.015 

0.034 

221.33 

Over Exploited 



0.10 

0.05 

1,009.26 

0.06 

- 

0.06 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.066 

0.003 

0.063 

0.081 

129.46 

Over Exploited 

Aktasa 

0823000502772400 

0.10 

0.01 

2,686.12 

0.01 

0.01 

0.02 

0.01 

0.11 

- 

0.0700 

0.0199 

0.0225 

- 

0.112 

0.112 

0.135 

0.007 

0.128 

0.389 

304.19 

Over Exploited 



0.06 

0.14 

311.31 

0.17 

0.05 

0.22 

0.04 

0.53 

- 

0.2500 

0.0967 

0.1093 

0.004 

0.460 

0.460 

0.684 

0.034 

0.650 

1.336 

205.47 

Over Exploited 

Alkodiya 

0823000502771800 

0.08 

0.14 

210.07 

0.17 

0.05 

0.22 

0.04 

0.64 

- 

0.2200 

0.0599 

0.0678 

0.013 

0.361 

0.361 

0.581 

0.029 

0.552 

1.160 

210.06 

Over Exploited 

Alphanagar 

0823000502771500 

0.06 

0.00 

########## 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

0.26 

Safe 



0.06 

0.00 

4,501.92 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.011 

6,657.49 

Over Exploited 



0.06 

0.05 

547.50 

0.06 

0.05 

0.11 

0.02 

0.30 

- 

0.1400 

0.0722 

0.1020 

0.001 

0.315 

0.315 

0.426 

0.021 

0.405 

0.739 

182.58 

Over Exploited 



0.06 

0.01 

644.88 

0.01 

0.01 

0.02 

0.01 

0.13 

- 

0.0400 

0.0305 

0.0431 

0.000 

0.114 

0.114 

0.134 

0.007 

0.128 

0.218 

171.04 

Over Exploited 



0.06 

0.00 

########## 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

0.17 

Safe 



0.06 

0.03 

355.33 

0.03 

0.02 

0.05 

0.01 

0.21 

- 

0.0700 

- 

- 

0.000 

0.070 

0.070 

0.120 

0.006 

0.114 

0.360 

314.65 

Over Exploited 

Amarniwas 

0824001202952900 

0.08 

0.00 

860.58 

0.00 

- 

0.00 

0.01 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Amli 

0823000502768500 

0.06 

0.08 

(7.69) 

0.08 

0.00 

0.08 

0.05 

0.67 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.087 

0.004 

0.083 

0.110 

133.51 

Over Exploited 

Amritpuriya 

0824001202950000 

0.08 

0.00 

16,774.21 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Amthoon 

0823000502770800 

0.06 

0.04 

67.18 

0.05 

0.00 

0.05 

0.05 

0.67 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.073 

0.004 

0.070 

0.133 

191.30 

Over Exploited 

Andher 

0823000502767900 

0.08 

0.00 

(11,277.75) 

0.00 

0.01 

0.01 

0.00 

0.01 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.015 

0.001 

0.014 

0.000 

1.15 

Safe 



0.08 

0.11 

(15.51) 

0.09 

0.02 

0.11 

0.03 

0.50 

- 

0.0200 

0.0575 

0.0650 

0.009 

0.152 

0.152 

0.258 

0.013 

0.245 

0.204 

83.28 

Semi Critical 



0.08 

0.01 

134.47 

0.01 

0.01 

0.02 

0.01 

0.14 

- 

0.0100 

- 

- 

0.009 

0.019 

0.019 

0.035 

0.002 

0.033 

0.049 

147.29 

Over Exploited 

Anoppura 

0823000502769200 

0.06 

0.17 

38.59 

0.20 

0.00 

0.21 

0.05 

0.65 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.223 

0.011 

0.212 

0.085 

40.25 

Safe 

Anthara 

0823000502766500 

0.20 

1.12 

76.00 

1.35 

0.09 

1.44 

0.04 

0.65 

- 

0.2600 

0.2236 

0.3160 

0.001 

0.801 

0.801 

2.242 

0.112 

2.130 

1.404 

65.91 

Safe 

Arnetha 

0823000402751200 

0.12 

0.59 

32.40 

0.71 

0.09 

0.79 

0.04 

0.51 

- 

0.2400 

0.2482 

0.3507 

0.008 

0.847 

0.847 

1.641 

0.082 

1.559 

1.291 

82.81 

Semi Critical 

Astoli 

0823000502755200 

0.08 

0.37 

855,364.97 

0.44 

0.02 

0.46 

0.04 

0.64 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.512 

0.026 

0.487 

0.476 

97.86 

Critical 

Badoonda 

0823000502773600 

0.10 

0.62 

174.61 

0.75 

0.05 

0.80 

0.04 

0.65 

- 

0.1500 

0.2473 

0.3495 

0.002 

0.749 

0.749 

1.550 

0.077 

1.472 

0.806 

54.76 

Safe 

Bagda 

0823000502760400 

0.20 

0.42 

155.83 

0.51 

0.03 

0.54 

0.04 

0.62 

- 

0.1400 

0.0741 

0.0838 

0.002 

0.300 

0.300 

0.840 

0.042 

0.798 

0.741 

92.89 

Critical 



0.08 

0.00 

5,349.61 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

0.0038 

0.0043 

- 

0.018 

0.018 

0.019 

0.001 

0.018 

0.032 

178.05 

Over Exploited 

Bahadurpura 

0823000502759700 

0.08 

0.17 

269.83 

0.20 

0.02 

0.22 

0.04 

0.70 

- 

0.1100 

- 

- 

0.000 

0.110 

0.110 

0.333 

0.017 

0.316 

0.591 

186.98 

Over Exploited 

Bajar 

0823000502773700 

0.10 

0.40 

173.78 

0.48 

0.05 

0.53 

0.04 

0.66 

- 

0.1400 

0.1574 

0.2224 

0.001 

0.521 

0.521 

1.053 

0.053 

1.000 

0.768 

76.81 

Semi Critical 

Bakshpura 

0823000502775000 

0.10 

0.24 

137.40 

0.28 

0.03 

0.32 

0.05 

0.66 

- 

0.1000 

0.0919 

0.1299 

0.004 

0.326 

0.326 

0.642 

0.032 

0.609 

0.566 

92.89 

Critical 

Balapura 

0823000502759800 

0.08 

0.09 

150.88 

0.11 

0.01 

0.12 

0.04 

0.63 

- 

0.0100 

- 

- 

0.015 

0.025 

0.025 

0.148 

0.007 

0.140 

0.070 

49.51 

Safe 



0.08 

0.00 

1,023.02 

0.00 

0.01 

0.01 

0.00 

0.06 

- 

- 

0.0037 

0.0042 

0.015 

0.023 

0.023 

0.034 

0.002 

0.033 

0.001 

1.59 

Safe 


0823000502777300 

0.06 

0.01 

244.45 

0.01 

0.02 

0.03 

0.02 

0.24 

- 

0.0200 

- 

- 

0.009 

0.029 

0.029 

0.058 

0.003 

0.055 

0.128 

234.52 

Over Exploited 



0.06 

0.03 

146.09 

0.03 

0.02 

0.05 

0.03 

0.40 

- 

0.0400 

- 

- 

0.009 

0.049 

0.049 

0.100 

0.005 

0.095 

0.213 

225.09 

Over Exploited 

Baldara 

0823000402746800 

0.12 

0.33 

24.28 

0.40 

0.01 

0.41 

0.05 

0.69 

- 

0.0300 

0.0869 

0.0982 

- 

0.215 

0.215 

0.623 

0.031 

0.592 

0.307 

51.89 

Safe 

Baldeopura 

0823000502760000 

0.08 

0.12 

206.05 

0.14 

0.07 

0.21 

0.04 

0.65 

- 

0.2000 

0.0575 

0.0812 

- 

0.339 

0.339 

0.548 

0.027 

0.521 

1.087 

208.62 

Over Exploited 


0823000502762600 

0.08 

0.00 

268.47 

0.00 

- 

0.00 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.013 

307.57 

Over Exploited 



0.08 

0.06 

33.54 

0.07 

- 

0.07 

0.03 

0.52 

- 

0.0100 

0.0235 

0.0332 

- 

0.067 

0.067 

0.135 

0.007 

0.128 

0.071 

55.30 

Safe 

Ballop 

0823000502776600 

0.06 

0.00 

6,390.85 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

0.016 

1,227.81 

Over Exploited 



0.10 

0.00 

187,609.10 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0002 

0.0002 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.03 

683.10 

0.03 

0.01 

0.04 

0.02 

0.33 

- 

0.0400 

0.0296 

0.0335 

0.001 

0.104 

0.104 

0.147 

0.007 

0.139 

0.238 

170.70 

Over Exploited 



0.06 

0.02 

233.26 

0.03 

0.01 

0.04 

0.02 

0.30 

- 

0.0300 

0.0274 

0.0310 

0.006 

0.095 

0.095 

0.137 

0.007 

0.130 

0.156 

119.56 

Over Exploited 

Bambori 

0823000502764500 

0.20 

0.28 

223.67 

0.34 

0.01 

0.35 

0.02 

0.34 

- 

0.0400 

0.0902 

0.1019 

0.003 

0.235 

0.235 

0.588 

0.029 

0.559 

0.391 

70.05 

Semi Critical 



0.08 

0.10 

194.88 

0.12 

0.01 

0.13 

0.02 

0.32 

- 

0.0300 

0.0849 

0.0960 

0.000 

0.211 

0.211 

0.342 

0.017 

0.325 

0.264 

81.10 

Semi Critical 

Baniyani 

0823000402747100 

0.12 

0.19 

46.48 

0.23 

0.01 

0.24 

0.05 

0.68 

- 

0.0400 

0.0604 

0.0854 

- 

0.186 

0.186 

0.425 

0.021 

0.404 

0.230 

56.93 

Safe 

Banjaron Ki Jhonpariyan 

0823000402747900 

0.12 

0.15 

62.95 

0.18 

0.01 

0.19 

0.05 

0.68 

- 

0.0200 

0.0474 

0.0670 

0.002 

0.137 

0.137 

0.328 

0.016 

0.312 

0.113 

36.22 

Safe 

Banka 

0824001202944400 

0.08 

0.03 

798.29 

0.03 

- 

0.03 

0.02 

0.18 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.040 

0.002 

0.038 

0.037 

97.11 

Critical 

Banka Khera 

0823000502766400 

0.20 

0.45 

50.40 

0.54 

0.01 

0.55 

0.04 

0.66 

- 

0.0500 

0.0735 

0.0831 

- 

0.207 

0.207 

0.754 

0.038 

0.716 

0.262 

36.61 

Safe 

Banki 

0823000502769100 

0.06 

0.07 

38.90 

0.09 

- 

0.09 

0.05 

0.65 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.107 

0.005 

0.102 

0.106 

103.48 

Over Exploited 

Baori Khera 

0823000502768000 

0.08 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.08 

0.01 

- 

0.01 

0.00 

0.01 

0.01 

0.13 

- 

0.0100 

0.0125 

0.0141 

0.001 

0.037 

0.037 

0.043 

0.004 

0.039 

0.061 

155.91 

Over Exploited 



0.08 

0.09 

- 

0.09 

0.01 

0.10 

0.03 

0.51 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.135 

0.013 

0.121 

0.242 

199.20 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Barkhera 

0823000502767600 

0.08 

0.11 

78.75 

0.14 

0.02 

0.16 

0.04 

0.65 

- 

0.0700 

0.0564 

0.0797 

- 

0.206 

0.206 

0.362 

0.018 

0.344 

0.379 

109.93 

Over Exploited 

Baroondhan 

0823000502771200 

0.06 

0.49 

155.32 

0.59 

0.07 

0.66 

0.04 

0.64 

- 

0.2700 

0.2736 

0.3093 

0.025 

0.878 

0.878 

1.534 

0.077 

1.457 

1.453 

99.72 

Critical 

Barwas 

0823000502762100 

0.08 

0.01 

17,275.32 

0.01 

- 

0.01 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.013 

0.043 

319.61 

Over Exploited 



0.08 

0.09 

(2.27) 

0.09 

- 

0.09 

0.03 

0.44 

- 

0.0100 

0.0562 

0.0636 

- 

0.130 

0.130 

0.219 

0.011 

0.208 

0.115 

55.07 

Safe 

Basoli 

0823000102706400 

0.10 

0.00 

17,809.31 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bathwara 

0823000502766600 

0.20 

0.63 

82.12 

0.75 

0.00 

0.75 

0.04 

0.65 

- 

0.0200 

0.1043 

0.1179 

0.001 

0.243 

0.243 

0.998 

0.050 

0.948 

0.141 

14.92 

Safe 

Beebanwa 

0823000502759600 

0.08 

0.11 

225.32 

0.13 

0.02 

0.15 

0.04 

0.70 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.234 

0.012 

0.223 

0.450 

202.04 

Over Exploited 

Beechri 

0823000502765600 

0.20 

0.70 

(0.83) 

0.69 

0.01 

0.70 

0.05 

0.68 

- 

0.0200 

0.1118 

0.1264 

0.001 

0.259 

0.259 

0.962 

0.048 

0.914 

0.162 

17.77 

Safe 

Beelooba 

0823000502771600 

0.06 

0.00 

3,748.61 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.01 

429.29 

0.01 

0.00 

0.01 

0.02 

0.26 

- 

0.0100 

0.0142 

0.0200 

0.001 

0.045 

0.045 

0.056 

0.003 

0.053 

0.044 

83.30 

Semi Critical 



0.06 

0.01 

88.81 

0.02 

- 

0.02 

0.02 

0.32 

- 

0.0100 

0.0177 

0.0250 

- 

0.053 

0.053 

0.069 

0.003 

0.065 

0.031 

48.14 

Safe 



0.06 

0.00 

539.48 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Berisal 

0824001202948500 

0.08 

0.00 

923.99 

0.00 

- 

0.00 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.037 

285.55 

Over Exploited 

Bhagwanpura 

0824001202952800 

0.08 

0.00 

30,565.23 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhains Khera 

0823000402744400 

0.04 

0.00 

########## 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.004 

0.000 

0.003 

- 

- 

Safe 



0.12 

0.01 

1,236.66 

0.01 

- 

0.01 

0.01 

0.11 

- 

- 

0.0149 

0.0169 

- 

0.032 

0.032 

0.043 

0.002 

0.040 

0.017 

42.08 

Safe 



0.04 

0.00 

1,047.49 

0.00 

0.00 

0.00 

0.01 

0.08 

- 

- 

0.0106 

0.0119 

0.002 

0.025 

0.025 

0.028 

0.001 

0.027 

0.007 

26.38 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Bhairoopura Barad 

082300050276900C 

2.048 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.048 

4.03 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.25 

0.25 

0.17 

0.006 

0.61 

0.60 


Bhairoopura Ojha 

0823000502763800 

4.280 

Fresh 

Kota Barrage 

Command 

Limestone 

4.280 

0.70 

0.030 

0.10 

0.01 

0.00 

0.00 

0.00 

0.18 

0.20 

0.38 

0.012 

0.63 

0.57 


Bhalsanva 

0823000502756000 

1.884 

Fresh 

Non-command 

Non-command 

Limestone 

1.884 

1.49 

0.030 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.13 

0.12 

0.005 

0.65 

0.56 


Bhanwarda 

0823000502759100 

3.800 

Fresh 

Kota Barrage 

Command 

Limestone 

3.800 

1.76 

0.030 

0.10 

0.02 

0.00 

0.00 

0.01 

0.27 

0.28 

0.38 

0.011 

0.60 

0.59 


Bhanwriya Kua 

0823000502771000 

3.350 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.156 

2.61 

0.025 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.01 

0.000 

0.03 

0.03 






Kota Barrage 

Command 

Limestone 

1.154 

2.61 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.11 

0.07 

0.003 

0.21 

0.20 







Command 

Bhander Sandstone 

1.189 

2.61 

0.025 

0.01 

0.00 

0.00 

0.00 

0.01 

0.08 

0.08 

0.05 

0.003 

0.22 

0.21 






Bardha 

Command 

Bhander Sandstone 

0.851 

2.61 

0.025 

0.01 

0.00 

0.00 

0.00 

0.01 

0.06 

0.06 

0.04 

0.002 

0.15 

0.15 


Bharta Baori 

0823000502771300 

3.084 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.037 

2.24 

0.025 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Kota Barrage 

Command 

Limestone 

0.828 

2.24 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.04 

0.002 

0.16 

0.16 







Command 

Bhander Sandstone 

1.127 

2.24 

0.025 

0.01 

0.00 

0.00 

0.00 

0.01 

0.07 

0.07 

0.03 

0.003 

0.22 

0.21 






Bardha 

Command 

Bhander Sandstone 

1.091 

2.24 

0.025 

0.01 

0.00 

0.00 

0.00 

0.01 

0.06 

0.07 

0.03 

0.003 

0.21 

0.21 


Bhatonka Khera 

0823000502765700 

2.425 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.425 

1.41 

0.100 

0.03 

0.01 

0.00 

0.00 

0.00 

0.36 

0.43 

0.13 

0.007 

0.63 

0.54 


Bhawani Pura @ Bangamata 

0823000502755800 

2.119 

Fresh 

Non-command 

Non-command 

Limestone 

2.119 

1.49 

0.030 

0.04 

0.01 

0.00 

0.00 

0.01 

0.12 

0.14 

0.15 

0.006 

0.65 

0.56 


Bhawanipura 

0823000502774000 

2.539 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.539 

1.53 

0.090 

0.04 

0.01 

0.00 

0.00 

0.00 

0.38 

0.56 

0.14 

0.005 

0.63 

0.43 


Bheem Ka Khera 

0823000502757800 

0.966 

Fresh 

Non-command 

Non-command 

Limestone 

0.147 

1.08 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.000 

0.10 

0.09 







Non-command 

Bhander Sandstone 

0.810 

1.08 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.002 

0.53 

0.48 






Bardha 

Command 

Bhander Sandstone 

0.009 

1.08 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Bheempura 

0823000502758400 

2.381 

Fresh 

Non-command 

Non-command 

Limestone 

0.091 

0.48 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 






Kota Barrage 

Command 

Limestone 

1.241 

0.48 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.07 

0.003 

0.32 

0.30 






Bardha 

Command 

Limestone 

1.050 

0.48 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.06 

0.003 

0.27 

0.26 


Bheeya 

0823000402749900 

11.846 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

5.375 

0.50 

0.090 

0.09 

0.02 

0.00 

0.00 

0.00 

0.31 

0.40 

0.37 

0.000 

0.31 

0.24 


Bheroopura 

0824001202955200 

0.788 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.002 

0.17 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhindi 

0823000402752200 

3.100 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.975 

0.39 

0.090 

0.03 

0.01 

0.00 

0.00 

0.00 

0.05 

0.07 

0.13 

0.000 

0.21 

0.16 


Bhojgarh 

0823000102706500 

8.663 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.083 

1.74 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.01 


Bhoomakhera 

0823000502773100 

9.045 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

9.045 

1.57 

0.090 

0.10 

0.02 

0.00 

0.00 

0.00 

1.36 

1.45 

0.37 

0.017 

0.61 

0.57 


Bhooti 

0824001202953000 

2.850 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.774 

3.13 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.20 

0.18 

0.14 

0.008 

0.67 

0.77 


Bhopat Pura 

0823000502775800 

3.850 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.659 

2.17 

0.090 

0.18 

0.03 

0.00 

0.00 

0.00 

0.87 

1.04 

0.73 

0.007 

0.59 

0.49 







Command 

Bhander Sandstone 

0.191 

2.17 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.000 

0.03 

0.03 


Bhopatpura 

0824001202944600 

2.191 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.660 

8.26 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.29 

0.26 

0.06 

0.005 

0.52 

0.60 


Bijnawar 

0823000502768600 

1.533 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.162 

1.44 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.07 

0.06 






Bardha 

Command 

Bhander Sandstone 

1.371 

1.44 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.06 

0.004 

0.56 

0.52 


Bijoliya Kalan 

0824001242408000 

9.106 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

8.526 

3.58 

0.020 

0.14 

0.02 

0.00 

0.00 

0.09 

0.65 

0.56 

0.37 

0.158 

0.64 

0.74 


Bijoliyan Khurd 

0824001202946300 

15.965 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

10.732 

4.32 

0.020 

0.13 

0.02 

0.00 

0.00 

0.01 

1.03 

0.87 

0.48 

0.030 

0.46 

0.54 


Binayka 

0823000502774800 

2.988 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.988 

1.12 

0.090 

0.13 

0.03 

0.00 

0.00 

0.00 

0.40 

0.65 

0.50 

0.006 

0.63 

0.39 


Bisanpura 

0823000502756400 

5.980 

Fresh 

Non-command 

Non-command 

Limestone 

1.305 

-0.15 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.004 

0.12 

0.14 







Non-command 

Bhander Sandstone 

0.473 

-0.15 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.04 

0.05 






Bhimlat Abheypura 

Command 

Limestone 

4.195 

-0.15 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.012 

0.38 

0.45 







Command 

Bhander Sandstone 

0.007 

-0.15 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Boodhya 

0823000402751900 

4.652 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

4.652 

0.40 

0.090 

0.07 

0.02 

0.00 

0.00 

0.01 

0.21 

0.26 

0.27 

0.000 

0.65 

0.52 


Budhpura 

0823000542307000 

1.372 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.308 

2.86 

0.010 

0.04 

0.00 

0.00 

0.00 

0.03 

0.04 

0.04 

0.05 

0.087 

0.66 

0.68 


Bundi (M) 

0823000542306000 

34.705 

Fresh 

Non-command 

Non-command 

Limestone 

30.700 

2.78 

0.030 

3.23 

0.15 

0.00 

0.00 

0.00 

5.64 

6.71 

4.10 

6.729 

0.58 

0.49 






Kota Barrage 

Command 

Limestone 

2.015 

2.78 

0.030 

0.21 

0.01 

0.00 

0.00 

0.00 

0.37 

0.44 

0.28 

0.442 

0.04 

0.03 


Byas Baori 

0823000502768300 

1.096 

Fresh 

Bardha 

Command 

Limestone 

0.235 

-0.04 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.001 

0.13 

0.12 







Command 

Bhander Sandstone 

0.861 

-0.04 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.002 

0.49 

0.45 


Chakkherla 

0823000502775400 

0.923 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.923 

1.98 

0.090 

0.09 

0.02 

0.00 

0.00 

0.00 

0.23 

0.24 

0.34 

0.002 

0.60 

0.59 


Chakmoheeepura 

0823000502772300 

0.547 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.298 

2.07 

0.090 

0.08 

0.01 

0.00 

0.00 

0.00 

0.13 

0.13 

0.30 

0.001 

0.33 

0.32 







Command 

Limestone 

0.250 

2.07 

0.030 

0.05 

0.01 

0.00 

0.00 

0.00 

0.06 

0.06 

0.19 

0.000 

0.27 

0.27 


Chanda Ka Talab 

0823000502770600 

1.701 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.701 

3.18 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.07 

0.003 

0.63 

0.56 


Chandanheli 

0823000502773800 

2.210 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.210 

1.43 

0.090 

0.06 

0.01 

0.00 

0.00 

0.00 

0.33 

0.41 

0.22 

0.004 

0.62 

0.50 


Chandji Ki Kheri 

0824001202948900 

4.912 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.009 

3.99 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chapras 

0823000502759000 

1.138 

Fresh 

Kota Barrage 

Command 

Limestone 

1.138 

1.67 

0.030 

0.07 

0.02 

0.00 

0.00 

0.00 

0.11 

0.11 

0.29 

0.003 

0.61 

0.59 


Chari 

0823000402751600 

6.525 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

6.525 

1.47 

0.090 

0.10 

0.03 

0.00 

0.00 

0.01 

0.92 

1.19 

0.40 

0.000 

0.66 

0.51 


Chawachh 

0823000402747000 

3.974 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.974 

0.48 

0.090 

0.03 

0.01 

0.00 

0.00 

0.00 

0.19 

0.23 

0.12 

0.000 

0.64 

0.53 


Chhaparda 

0823000502765400 

3.014 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.712 

1.05 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.02 

0.002 

0.15 

0.13 







Command 

Limestone 

0.127 

1.05 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.02 


Chhapawda 

0823000502775300 

3.340 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.340 

1.66 

0.090 

0.21 

0.05 

0.00 

0.00 

0.00 

0.66 

0.69 

0.82 

0.006 

0.60 

0.58 


Chharakwara 

0823000402747600 

12.392 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

12.392 

1.69 

0.090 

0.14 

0.04 

0.00 

0.00 

0.00 

1.98 

2.26 

0.57 

0.000 

0.62 

0.55 


Chhawani 

0823000502765800 

6.428 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

6.428 

1.60 

0.100 

0.07 

0.02 

0.00 

0.00 

0.00 

1.08 

1.24 

0.26 

0.018 

0.62 

0.54 


Chhoreda 

0823000402746900 

5.263 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

5.263 

0.53 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.27 

0.33 

0.10 

0.000 

0.64 

0.53 


Chitawa 

0823000402748300 

6.544 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

6.544 

1.47 

0.090 

0.45 

0.11 

0.00 

0.00 

0.00 

1.20 

1.54 

1.78 

0.000 

0.63 

0.49 


Dabi 

0823000502780400 

7.274 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.354 

3.73 

0.010 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.01 

0.001 

0.03 

0.03 


Daglawda 

0823000502775100 

4.273 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

4.273 

1.22 

0.090 

0.33 

0.08 

0.00 

0.00 

0.00 

0.72 

0.82 

1.30 

0.008 

0.62 

0.54 


Dalelpura 

0823000102712600 

4.470 

Fresh 

Non-command 

Non-command 

Limestone 

0.713 

4.29 

0.022 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.04 

0.002 

0.11 

0.09 







Non-command 

Bhander Sandstone 

0.801 

4.29 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.04 

0.002 

0.12 

0.10 


Datoonda 

0823000102707600 

22.846 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.674 

1.43 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.002 

0.02 

0.02 


Daulat Pura 

0823000502755700 

1.600 

Fresh 

Non-command 

Non-command 

Limestone 

1.600 

1.50 

0.030 

0.05 

0.01 

0.00 

0.00 

0.00 

0.11 

0.13 

0.20 

0.004 

0.65 

0.56 


Dayalpura 

0823000502761100 

3.563 

Fresh 

Kota Barrage 

Command 

Limestone 

3.563 

4.42 

0.030 

0.08 

0.01 

0.00 

0.00 

0.00 

0.54 

0.63 

0.30 

0.010 

0.65 

0.56 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Bhairoopura Barad 

0823000502769000 

0.06 

0.08 

232.70 

0.09 

0.01 

0.10 

0.05 

0.66 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.131 

0.007 

0.124 

0.179 

143.99 

Over Exploited 

Bhairoopura Ojha 

0823000502763800 

0.08 

0.21 

(7.41) 

0.20 

0.01 

0.21 

0.04 

0.67 

- 

0.0400 

0.0860 

0.0973 

0.001 

0.224 

0.224 

0.434 

0.022 

0.412 

0.390 

94.62 

Critical 

Bhalsanva 

0823000502756000 

0.08 

0.10 

35.22 

0.12 

- 

0.12 

0.04 

0.69 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.127 

0.006 

0.120 

0.123 

102.32 

Over Exploited 

Bhanwarda 

0823000502759100 

0.08 

0.18 

52.34 

0.22 

0.03 

0.25 

0.04 

0.65 

- 

0.0700 

0.0917 

0.1295 

0.009 

0.300 

0.300 

0.546 

0.027 

0.519 

0.394 

75.89 

Semi Critical 

Bhanwriya Kua 

0823000502771000 

0.06 

0.00 

353.31 

0.00 

0.01 

0.01 

0.00 

0.03 

- 

- 

- 

- 

0.014 

0.014 

0.014 

0.023 

0.001 

0.022 

0.011 

52.42 

Safe 



0.08 

0.02 

493.75 

0.02 

- 

0.02 

0.02 

0.22 

- 

0.0100 

0.0278 

0.0393 

- 

0.077 

0.077 

0.100 

0.005 

0.095 

0.077 

81.00 

Semi Critical 



0.06 

0.02 

430.78 

0.02 

0.01 

0.03 

0.02 

0.23 

- 

0.0100 

0.0287 

0.0405 

0.014 

0.093 

0.093 

0.120 

0.006 

0.114 

0.053 

46.70 

Safe 



0.06 

0.01 

644.61 

0.01 

0.01 

0.02 

0.01 

0.17 

- 

0.0100 

- 

- 

0.014 

0.024 

0.024 

0.042 

0.002 

0.040 

0.041 

103.50 

Over Exploited 

Bharta Baori 

0823000502771300 

0.06 

0.00 

(27,913.50) 

0.00 

0.01 

0.01 

0.00 

0.01 

- 

- 

- 

- 

0.010 

0.010 

0.010 

0.016 

0.001 

0.016 

0.000 

0.67 

Safe 



0.08 

0.01 

525.97 

0.01 

0.00 

0.01 

0.01 

0.17 

- 

0.0100 

0.0200 

0.0282 

0.000 

0.059 

0.059 

0.072 

0.004 

0.068 

0.045 

66.31 

Safe 



0.06 

0.01 

359.49 

0.02 

0.01 

0.02 

0.02 

0.24 

- 

0.0100 

0.0272 

0.0384 

0.010 

0.085 

0.085 

0.110 

0.005 

0.104 

0.032 

30.78 

Safe 



0.06 

0.01 

374.82 

0.02 

0.01 

0.02 

0.02 

0.23 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.043 

0.002 

0.041 

0.032 

78.12 

Semi Critical 

Bhatonka Khera 

0823000502765700 

0.20 

0.31 

39.56 

0.37 

0.01 

0.38 

0.05 

0.68 

- 

0.0200 

0.0585 

0.0826 

- 

0.161 

0.161 

0.537 

0.027 

0.510 

0.133 

26.01 

Safe 

Bhawani Pura @ Bangamata 

0823000502755800 

0.08 

0.11 

24.26 

0.13 

0.02 

0.15 

0.04 

0.69 

- 

0.0200 

- 

- 

0.011 

0.031 

0.031 

0.181 

0.009 

0.172 

0.152 

88.50 

Semi Critical 

Bhawanipura 

0823000502774000 

0.10 

0.16 

247.21 

0.19 

0.01 

0.20 

0.05 

0.68 

- 

0.0300 

0.0612 

0.0865 

0.002 

0.180 

0.180 

0.384 

0.019 

0.365 

0.148 

40.49 

Safe 

Bheem Ka Khera 

0823000502757800 

0.08 

0.00 

362.97 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.012 

969.05 

Over Exploited 



0.06 

0.03 

31.45 

0.03 

0.00 

0.03 

0.04 

0.57 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.034 

0.002 

0.032 

0.024 

75.75 

Semi Critical 



0.06 

0.00 

(30,663.17) 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

0.94 

Safe 

Bheempura 

0823000502758400 

0.08 

0.00 

602.71 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.08 

0.03 

25.31 

0.04 

0.00 

0.04 

0.02 

0.35 

- 

0.0100 

0.0249 

0.0282 

0.000 

0.064 

0.064 

0.102 

0.005 

0.097 

0.075 

77.78 

Semi Critical 



0.08 

0.02 

62.04 

0.03 

0.00 

0.03 

0.02 

0.29 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.038 

0.002 

0.036 

0.063 

174.33 

Over Exploited 

Bheeya 

0823000402749900 

0.12 

0.20 

102.34 

0.24 

0.02 

0.26 

0.02 

0.33 

- 

0.0700 

0.1297 

0.1832 

0.002 

0.384 

0.384 

0.645 

0.032 

0.613 

0.365 

59.57 

Safe 

Bheroopura 

0824001202955200 

0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhindi 

0823000402752200 

0.12 

0.02 

175.27 

0.03 

0.01 

0.04 

0.02 

0.22 

- 

0.0300 

0.0235 

0.0332 

0.002 

0.089 

0.089 

0.129 

0.006 

0.122 

0.134 

109.45 

Over Exploited 

Bhojgarh 

0823000102706500 

0.10 

0.00 

5,433.38 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.005 

11,515.98 

Over Exploited 

Bhoomakhera 

0823000502773100 

0.10 

0.55 

163.08 

0.66 

0.02 

0.69 

0.04 

0.66 

- 

0.0700 

0.2182 

0.3083 

0.005 

0.601 

0.601 

1.288 

0.064 

1.224 

0.382 

31.21 

Safe 

Bhooti 

0824001202953000 

0.08 

0.15 

18.04 

0.18 

0.01 

0.19 

0.07 

0.74 

- 

0.0300 

- 

- 

0.005 

0.035 

0.035 

0.223 

0.011 

0.212 

0.152 

71.68 

Semi Critical 

Bhopat Pura 

0823000502775800 

0.10 

0.22 

381.41 

0.26 

0.03 

0.29 

0.04 

0.63 

- 

0.1400 

0.0736 

0.0832 

- 

0.297 

0.297 

0.585 

0.029 

0.556 

0.737 

132.59 

Over Exploited 



0.06 

0.00 

4,724.69 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0038 

0.0043 

- 

0.008 

0.008 

0.009 

0.000 

0.008 

0.022 

272.91 

Over Exploited 

Bhopatpura 

0824001202944600 

0.08 

0.07 

270.54 

0.08 

0.00 

0.08 

0.05 

0.58 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.096 

0.005 

0.091 

0.060 

65.40 

Safe 

Bijnawar 

0823000502768600 

0.06 

0.00 

885.55 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.06 

0.05 

62.42 

0.05 

- 

0.05 

0.04 

0.60 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.065 

0.003 

0.062 

0.065 

105.13 

Over Exploited 

Bijoliya Kalan 

0824001242408000 

0.08 

0.44 

28.41 

0.53 

0.11 

0.63 

0.07 

0.71 

- 

0.0700 

- 

- 

0.128 

0.198 

0.198 

0.830 

0.041 

0.788 

0.526 

66.77 

Safe 

Bijoliyan Khurd 

0824001202946300 

0.08 

0.39 

120.16 

0.47 

0.03 

0.50 

0.05 

0.50 

- 

0.0900 

- 

- 

0.016 

0.107 

0.107 

0.610 

0.030 

0.579 

0.511 

88.16 

Semi Critical 

Binayka 

0823000502774800 

0.10 

0.19 

240.99 

0.23 

0.03 

0.26 

0.05 

0.68 

- 

0.0900 

0.0721 

0.1018 

0.000 

0.264 

0.264 

0.522 

0.026 

0.496 

0.503 

101.36 

Over Exploited 

Bisanpura 

0823000502756400 

0.08 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.011 

0.028 

249.69 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.008 

762.98 

Over Exploited 



0.08 

0.13 

- 

0.13 

- 

0.13 

0.04 

0.42 

- 

0.0100 

0.1331 

0.1282 

- 

0.271 

0.271 

0.398 

0.040 

0.358 

0.084 

23.34 

Safe 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0002 

0.0002 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Boodhya 

0823000402751900 

0.12 

0.36 

(28.08) 

0.29 

0.03 

0.32 

0.05 

0.69 

- 

0.0500 

0.1122 

0.1586 

0.012 

0.333 

0.333 

0.650 

0.032 

0.617 

0.269 

43.57 

Safe 

Budhpura 

0823000542307000 

0.06 

0.05 

(18.54) 

0.04 

0.03 

0.08 

0.06 

0.72 

- 

0.0100 

- 

- 

0.051 

0.061 

0.061 

0.136 

0.007 

0.130 

0.137 

105.48 

Over Exploited 

Bundi (M) 

0823000542306000 

0.08 

1.42 

########## 

1.71 

0.15 

1.86 

0.04 

0.62 

- 

0.7700 

- 

- 

- 

0.770 

0.770 

2.629 

0.131 

2.497 

10.826 

433.48 

Over Exploited 



0.08 

0.01 

7,028.71 

0.01 

0.01 

0.02 

0.00 

0.04 

- 

0.0500 

0.0405 

0.0458 

- 

0.136 

0.136 

0.154 

0.008 

0.146 

0.720 

492.94 

Over Exploited 

Byas Baori 

0823000502768300 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.011 

0.060 

529.53 

Over Exploited 



0.06 

0.03 

- 

0.03 

0.01 

0.04 

0.03 

0.52 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.056 

0.006 

0.050 

0.154 

306.64 

Over Exploited 

Chakkherla 

0823000502775400 

0.10 

0.06 

329.85 

0.07 

0.02 

0.09 

0.04 

0.64 

- 

0.0600 

0.0223 

0.0315 

- 

0.114 

0.114 

0.200 

0.010 

0.190 

0.344 

180.68 

Over Exploited 

Chakmoheeepura 

0823000502772300 

0.10 

0.01 

1,203.21 

0.01 

0.01 

0.02 

0.02 

0.35 

- 

0.0600 

0.0060 

0.0068 

- 

0.073 

0.073 

0.094 

0.005 

0.090 

0.303 

337.62 

Over Exploited 



0.06 

0.00 

1,263.44 

0.00 

0.01 

0.01 

0.02 

0.29 

- 

0.0400 

0.0050 

0.0057 

- 

0.051 

0.051 

0.066 

0.003 

0.062 

0.187 

300.72 

Over Exploited 

Chanda Ka Talab 

0823000502770600 

0.06 

0.06 

20.43 

0.08 

0.00 

0.08 

0.05 

0.68 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.098 

0.005 

0.094 

0.075 

80.34 

Semi Critical 

Chandanheli 

0823000502773800 

0.10 

0.14 

199.11 

0.17 

0.01 

0.18 

0.05 

0.67 

- 

0.0400 

0.0533 

0.0753 

0.004 

0.172 

0.172 

0.350 

0.018 

0.333 

0.220 

66.19 

Safe 

Chandji Ki Kheri 

0824001202948900 

0.08 

0.00 

73,698.59 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chapras 

0823000502759000 

0.08 

0.06 

99.36 

0.07 

0.02 

0.09 

0.04 

0.65 

- 

0.0500 

0.0275 

0.0388 

- 

0.116 

0.116 

0.203 

0.010 

0.192 

0.296 

153.85 

Over Exploited 

Chari 

0823000402751600 

0.12 

0.51 

131.58 

0.62 

0.04 

0.66 

0.05 

0.71 

- 

0.0800 

0.1574 

0.2224 

0.019 

0.479 

0.479 

1.138 

0.057 

1.081 

0.403 

37.27 

Safe 

Chawachh 

0823000402747000 

0.12 

0.31 

(24.03) 

0.24 

0.01 

0.25 

0.05 

0.69 

- 

0.0200 

0.0959 

0.1354 

0.000 

0.252 

0.252 

0.506 

0.025 

0.481 

0.115 

23.91 

Safe 

Chhaparda 

0823000502765400 

0.20 

0.02 

373.38 

0.03 

- 

0.03 

0.01 

0.16 

- 

- 

0.0114 

0.0162 

- 

0.028 

0.028 

0.053 

0.003 

0.050 

0.022 

43.89 

Safe 



0.08 

0.00 

1,676.42 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0020 

0.0029 

- 

0.005 

0.005 

0.005 

0.000 

0.005 

0.000 

7.10 

Safe 

Chhapawda 

0823000502775300 

0.10 

0.20 

240.14 

0.24 

0.05 

0.29 

0.04 

0.65 

- 

0.1500 

0.0806 

0.1139 

0.000 

0.345 

0.345 

0.637 

0.032 

0.605 

0.827 

136.74 

Over Exploited 

Chharakwara 

0823000402747600 

0.12 

0.93 

143.75 

1.11 

0.04 

1.15 

0.05 

0.67 

- 

0.1100 

0.3488 

0.4224 

0.003 

0.884 

0.884 

2.036 

0.102 

1.934 

0.572 

29.57 

Safe 

Chhawani 

0823000502765800 

0.20 

0.80 

54.32 

0.96 

0.02 

0.98 

0.05 

0.67 

- 

0.0500 

0.1551 

0.2191 

0.003 

0.427 

0.427 

1.411 

0.071 

1.341 

0.273 

20.35 

Safe 

Chhoreda 

0823000402746900 

0.12 

0.41 

(17.83) 

0.33 

0.00 

0.33 

0.05 

0.69 

- 

0.0200 

0.1058 

0.1196 

0.000 

0.245 

0.245 

0.579 

0.029 

0.550 

0.096 

17.46 

Safe 

Chitawa 

0823000402748300 

0.12 

0.50 

210.00 

0.60 

0.11 

0.71 

0.05 

0.68 

- 

0.3300 

0.1578 

0.2230 

0.005 

0.716 

0.716 

1.425 

0.071 

1.354 

1.783 

131.73 

Over Exploited 

Dabi 

0823000502780400 

0.06 

0.00 

1,067.31 

0.00 

0.01 

0.01 

0.00 

0.04 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.014 

0.001 

0.013 

0.009 

65.85 

Safe 

Daglawda 

0823000502775100 

0.10 

0.26 

212.52 

0.32 

0.08 

0.40 

0.05 

0.66 

- 

0.2400 

0.1031 

0.1457 

0.002 

0.491 

0.491 

0.888 

0.044 

0.843 

1.304 

154.65 

Over Exploited 

Dalelpura 

0823000102712600 

0.08 

0.01 

1,448.51 

0.01 

- 

0.01 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.046 

281.72 

Over Exploited 



0.10 

0.01 

899.83 

0.01 

- 

0.01 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.021 

0.001 

0.020 

0.041 

203.38 

Over Exploited 

Datoonda 

0823000102707600 

0.10 

0.00 

1,451.16 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.016 

1,243.42 

Over Exploited 

Daulat Pura 

0823000502755700 

0.08 

0.08 

54.24 

0.10 

0.01 

0.11 

0.04 

0.69 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.135 

0.007 

0.128 

0.208 

162.98 

Over Exploited 

Dayalpura 

0823000502761100 

0.08 

0.18 

240.65 

0.22 

0.01 

0.23 

0.04 

0.69 

- 

0.0600 

0.0716 

0.0810 

0.003 

0.215 

0.215 

0.449 

0.022 

0.426 

0.310 

72.71 

Semi Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Deelunda 

082300050276490C 

6.166 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.553 

1.69 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.46 

0.52 

0.15 

0.007 

0.26 

0.23 


Dehit 

082300050277440C 

9.852 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

9.852 

1.17 

0.090 

0.09 

0.02 

0.00 

0.00 

0.01 

1.10 

1.52 

0.32 

0.018 

0.63 

0.46 


Deloonda 

082300050277490C 

6.580 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

6.580 

0.82 

0.090 

0.54 

0.08 

0.00 

0.00 

0.00 

0.95 

1.32 

2.16 

0.012 

0.63 

0.45 


Deogarh 

0824001202953700 

1.329 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.329 

3.25 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.07 

0.004 

0.69 

0.79 



0823000502778600 

2.958 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.958 

1.18 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.05 

0.006 

0.69 

0.77 


Deonagar 

0824001202953800 

2.388 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.388 

4.35 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.21 

0.19 

0.04 

0.007 

0.69 

0.79 



0830000303799500 

1.078 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.078 

0.96 

0.100 

0.13 

0.02 

0.00 

0.00 

0.00 

0.21 

0.32 

0.54 

0.002 

0.63 

0.43 


Deoriya 

0823000502777500 

18.655 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.020 

2.77 

0.010 

0.00 

0.00 

0.00 

0.00 

0.79 

-0.79 

-0.99 

0.00 

0.000 

0.00 

0.00 


Dhanatari 

0823000502771100 

4.214 

Fresh 

Non-command 

Non-command 

Limestone 

0.058 

1.96 

0.030 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

-0.01 

0.00 

0.000 

0.01 

0.01 







Non-command 

Bhander Sandstone 

0.057 

1.96 

0.025 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

-0.01 

0.00 

0.000 

0.01 

0.01 






Kota Barrage 

Command 

Limestone 

2.536 

1.96 

0.030 

0.04 

0.01 

0.00 

0.00 

0.01 

0.17 

0.17 

0.15 

0.007 

0.36 

0.35 







Command 

Bhander Sandstone 

0.492 

1.96 

0.025 

0.01 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.02 

0.001 

0.07 

0.07 






Bardha 

Command 

Limestone 

0.635 

1.96 

0.030 

0.01 

0.00 

0.00 

0.00 

0.01 

0.04 

0.04 

0.04 

0.002 

0.09 

0.09 







Command 

Bhander Sandstone 

0.436 

1.96 

0.025 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.01 

0.001 

0.06 

0.06 


Dhola Ki Jhonpariyan 

0823000502758600 

1.835 

Fresh 

Kota Barrage 

Command 

Limestone 

1.835 

1.09 

0.030 

0.09 

0.01 

0.00 

0.00 

0.00 

0.14 

0.14 

0.34 

0.005 

0.61 

0.59 


Dhorela 

0823000502778900 

1.228 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.228 

2.84 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.05 

0.002 

0.69 

0.76 


Dolara 

0823000502759300 

3.808 

Fresh 

Kota Barrage 

Command 

Limestone 

3.808 

1.95 

0.030 

0.27 

0.07 

0.00 

0.00 

0.00 

0.42 

0.46 

1.06 

0.011 

0.62 

0.58 


Dotana 

0823000402746500 

4.704 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.927 

0.73 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.15 

0.00 

0.000 

0.26 

0.22 







Command 

Limestone 

0.130 

0.73 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.01 


Dulhepura 

0823000502770500 

2.478 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.478 

3.47 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.24 

0.27 

0.11 

0.007 

0.63 

0.57 


Ebra 

0823000502766300 

9.169 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

9.169 

1.60 

0.090 

0.18 

0.04 

0.00 

0.00 

0.00 

1.46 

1.56 

0.70 

0.017 

0.61 

0.57 


Fatehpur 

0824001202950400 

0.730 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.730 

3.53 

0.020 

0.02 

0.01 

0.00 

0.00 

0.00 

0.06 

0.05 

0.09 

0.002 

0.69 

0.79 


Fatehpura 

0823000502778500 

2.941 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.941 

2.50 

0.010 

0.01 

0.00 

0.00 

0.00 

0.01 

0.08 

0.07 

0.04 

0.005 

0.69 

0.77 


Gadegal 

0823000502767800 

1.587 

Fresh 

Kota Barrage 

Command 

Limestone 

1.587 

1.77 

0.030 

0.10 

0.02 

0.00 

0.00 

0.00 

0.16 

0.17 

0.41 

0.004 

0.60 

0.59 


Gagos 

0823000502771400 

3.043 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.586 

2.09 

0.010 

0.02 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.06 

0.001 

0.12 

0.11 






Kota Barrage 

Command 

Limestone 

0.002 

2.09 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Bhander Sandstone 

0.072 

2.09 

0.010 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

-0.01 

0.01 

0.000 

0.01 

0.01 






Bardha 

Command 

Bhander Sandstone 

2.329 

2.09 

0.010 

0.07 

0.02 

0.00 

0.00 

0.01 

0.09 

0.09 

0.27 

0.004 

0.47 

0.44 


Gamach 

0823000502774100 

7.262 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

6.050 

1.76 

0.090 

0.10 

0.02 

0.00 

0.00 

0.00 

1.04 

1.55 

0.37 

0.011 

0.53 

0.35 


Gandhigram 

0823000502760700 

1.747 

Fresh 

Non-command 

Non-command 

Limestone 

1.745 

4.41 

0.030 

0.05 

0.01 

0.00 

0.00 

0.00 

0.27 

0.32 

0.19 

0.005 

0.65 

0.55 






Kota Barrage 

Command 

Limestone 

0.002 

4.41 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ganeshpura 

0824001202950900 

1.927 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.927 

3.60 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.16 

0.14 

0.10 

0.005 

0.69 

0.79 



0823000502761500 

3.206 

Fresh 

Kota Barrage 

Command 

Limestone 

3.206 

3.61 

0.030 

0.10 

0.01 

0.00 

0.00 

0.00 

0.44 

0.50 

0.40 

0.009 

0.64 

0.56 


Ganeshpura @ Ladpura 

0823000502773400 

2.046 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.046 

1.50 

0.090 

0.03 

0.01 

0.00 

0.00 

0.00 

0.30 

0.33 

0.11 

0.004 

0.61 

0.56 


Ganpatpura 

0823000502760900 

2.429 

Fresh 

Non-command 

Non-command 

Limestone 

1.638 

4.48 

0.030 

0.05 

0.01 

0.00 

0.00 

0.00 

0.26 

0.31 

0.19 

0.005 

0.44 

0.37 






Kota Barrage 

Command 

Limestone 

0.524 

4.48 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.06 

0.001 

0.14 

0.12 


Gardara 

0823000502778300 

10.562 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

10.374 

3.63 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.96 

0.88 

0.05 

0.029 

0.66 

0.72 


Garnara 

0823000502757500 

2.913 

Fresh 

Non-command 

Non-command 

Limestone 

1.150 

1.48 

0.030 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.09 

0.16 

0.003 

0.25 

0.23 







Non-command 

Bhander Sandstone 

1.763 

1.48 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.10 

0.15 

0.005 

0.38 

0.35 


Girdharpura 

0830000303799800 

1.436 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.321 

1.78 

0.100 

0.08 

0.02 

0.00 

0.00 

0.00 

0.12 

0.20 

0.32 

0.000 

0.14 

0.08 







Command 

Bhander Sandstone 

1.115 

1.78 

0.080 

0.14 

0.03 

0.00 

0.00 

0.00 

0.27 

0.47 

0.56 

0.002 

0.49 

0.28 


Gobariya 

0823000502764600 

2.200 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.197 

1.33 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.31 

0.34 

0.08 

0.006 

0.62 

0.57 







Command 

Limestone 

0.003 

1.33 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gogpura 

0823000502765900 

4.133 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.068 

1.47 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.33 

0.38 

0.13 

0.006 

0.31 

0.27 


Golpur 

0823000502769400 

3.753 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.753 

3.64 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.35 

0.30 

0.01 

0.010 

0.62 

0.72 


Gopalniwas 

0823000502768100 

2.002 

Fresh 

Bardha 

Command 

Limestone 

1.868 

-0.20 

0.030 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.005 

0.58 

0.54 







Command 

Bhander Sandstone 

0.134 

-0.20 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.04 

0.04 


Gopalpura 

0824001202950100 

2.766 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.442 

3.48 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.001 

0.11 

0.13 



0823000502756900 

1.943 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.710 

-0.16 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.005 

0.51 

0.56 






Bhimlat Abheypura 

Command 

Bhander Sandstone 

0.233 

-0.16 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.07 

0.08 


Gopalpura (Barad) 

0823000502778800 

1.680 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.642 

1.95 

0.010 

0.02 

0.01 

0.00 

0.00 

0.00 

0.04 

0.04 

0.08 

0.003 

0.68 

0.72 


Gordhanpura 

0823000502761200 

2.228 

Fresh 

Kota Barrage 

Command 

Limestone 

2.228 

4.28 

0.030 

0.06 

0.01 

0.00 

0.00 

0.00 

0.34 

0.38 

0.25 

0.006 

0.64 

0.56 



0823000502779000 

1.583 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.576 

2.83 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.07 

0.003 

0.69 

0.73 



0830000303799600 

2.148 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.071 

1.31 

0.100 

0.62 

0.09 

0.00 

0.00 

0.00 

0.80 

1.28 

2.48 

0.003 

0.61 

0.38 







Command 

Bhander Sandstone 

0.076 

1.31 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.05 

0.000 

0.02 

0.01 


Govind Niwas 

0824001202951300 

0.798 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.606 

3.47 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.06 

0.002 

0.52 

0.60 


Govindpur Baori 

0823000502776700 

3.042 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.045 

3.05 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.13 

0.002 

0.22 

0.16 






Kota Barrage 

Command 

Older Alluvium 

0.578 

3.05 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.19 

0.25 

0.13 

0.001 

0.12 

0.09 







Command 

Bhander Sandstone 

1.419 

3.05 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.10 

0.16 

0.003 

0.29 

0.22 


Govindpura 

0824001202953200 

0.892 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.892 

4.19 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.10 

0.002 

0.69 

0.79 


Gudla 

0823000402748400 

6.601 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

6.326 

1.64 

0.090 

0.26 

0.07 

0.00 

0.00 

0.00 

1.12 

1.60 

1.05 

0.000 

0.61 

0.43 


Gulkheri 

0823000502762400 

4.560 

Fresh 

Non-command 

Non-command 

Limestone 

0.044 

0.36 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Gumampura 

0823000502767300 

3.589 

Fresh 

Kota Barrage 

Command 

Limestone 

3.589 

2.02 

0.030 

0.20 

0.03 

0.00 

0.00 

0.00 

0.39 

0.39 

0.80 

0.010 

0.60 

0.59 


Gurha Nathawatan 

0823000502756300 

28.273 

Fresh 

Non-command 

Non-command 

Limestone 

6.834 

0.57 

0.030 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.13 

0.08 

0.019 

0.13 

0.15 







Non-command 

Bhander Sandstone 

4.881 

0.57 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.04 

0.014 

0.10 

0.11 






Bhimlat Abheypura 

Command 

Limestone 

12.129 

0.57 

0.030 

0.05 

0.01 

0.00 

0.00 

0.00 

0.25 

0.22 

0.16 

0.034 

0.24 

0.27 


Gurli 

0823000402748600 

5.412 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

4.307 

1.95 

0.090 

0.24 

0.06 

0.00 

0.00 

0.00 

0.94 

1.34 

0.96 

0.000 

0.51 

0.36 


Guwar 

0823000502778200 

2.531 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.531 

3.36 

0.025 

0.01 

0.00 

0.00 

0.00 

0.02 

0.20 

0.21 

0.04 

0.007 

0.64 

0.62 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Deelunda 

0823000502764900 

0.20 

0.13 

293.21 

0.16 

0.01 

0.17 

0.02 

0.28 

- 

0.0200 

0.0411 

0.0580 

0.001 

0.120 

0.120 

0.288 

0.014 

0.273 

0.156 

57.15 

Safe 

Dehit 

0823000502774400 

0.10 

0.62 

144.97 

0.74 

0.03 

0.77 

0.05 

0.68 

- 

0.0600 

0.2377 

0.3358 

0.008 

0.641 

0.641 

1.410 

0.071 

1.340 

0.342 

25.56 

Safe 

Deloonda 

0823000502774900 

0.10 

0.41 

219.58 

0.50 

0.08 

0.58 

0.05 

0.68 

- 

0.4000 

0.1323 

0.1495 

0.001 

0.683 

0.683 

1.260 

0.063 

1.197 

2.170 

181.26 

Over Exploited 

Deogarh 

0824001202953700 

0.08 

0.07 

27.17 

0.09 

- 

0.09 

0.07 

0.76 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.098 

0.005 

0.093 

0.071 

76.10 

Semi Critical 


0823000502778600 

0.06 

0.12 

(68.56) 

0.10 

0.00 

0.10 

0.07 

0.76 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.113 

0.006 

0.107 

0.056 

51.77 

Safe 

Deonagar 

0824001202953800 

0.08 

0.13 

41.07 

0.16 

0.01 

0.16 

0.07 

0.76 

- 

0.0100 

- 

- 

0.009 

0.019 

0.019 

0.182 

0.009 

0.173 

0.045 

25.74 

Safe 


0830000303799500 

0.12 

0.08 

286.55 

0.10 

0.02 

0.12 

0.05 

0.68 

- 

0.0600 

0.0217 

0.0245 

- 

0.106 

0.106 

0.224 

0.011 

0.213 

0.537 

251.91 

Over Exploited 

Deoriya 

0823000502777500 

0.06 

0.00 

########## 

0.00 

0.79 

0.79 

0.00 

0.00 

- 

- 

- 

- 

1.189 

1.189 

1.189 

1.982 

0.099 

1.883 

0.000 

0.00 

Safe 

Dhanatari 

0823000502771100 

0.08 

0.00 

(22,302.78) 

0.00 

0.01 

0.01 

0.00 

0.01 

- 

- 

- 

- 

0.018 

0.018 

0.018 

0.030 

0.001 

0.028 

0.000 

0.57 

Safe 



0.06 

0.00 

(39,983.86) 

0.00 

0.01 

0.01 

0.00 

0.01 

- 

- 

- 

- 

0.020 

0.020 

0.020 

0.034 

0.002 

0.032 

0.000 

0.49 

Safe 



0.08 

0.07 

132.93 

0.09 

0.02 

0.11 

0.03 

0.39 

- 

0.0300 

0.0510 

0.0576 

0.018 

0.156 

0.156 

0.267 

0.013 

0.253 

0.156 

61.58 

Safe 



0.06 

0.00 

911.83 

0.00 

0.01 

0.02 

0.01 

0.08 

- 

- 

0.0099 

0.0112 

0.020 

0.042 

0.042 

0.058 

0.003 

0.055 

0.023 

42.72 

Safe 



0.08 

0.00 

688.19 

0.01 

0.01 

0.02 

0.01 

0.10 

- 

0.0100 

- 

- 

0.018 

0.028 

0.028 

0.045 

0.002 

0.043 

0.045 

104.19 

Over Exploited 



0.06 

0.00 

389.32 

0.00 

0.01 

0.02 

0.00 

0.07 

- 

- 

- 

- 

0.020 

0.020 

0.020 

0.036 

0.002 

0.034 

0.012 

35.77 

Safe 

Dhola Ki Jhonpariyan 

0823000502758600 

0.08 

0.09 

62.27 

0.11 

0.01 

0.12 

0.04 

0.65 

- 

0.0400 

0.0369 

0.0417 

- 

0.119 

0.119 

0.236 

0.012 

0.224 

0.348 

155.43 

Over Exploited 

Dhorela 

0823000502778900 

0.06 

0.05 

(19.50) 

0.04 

- 

0.04 

0.07 

0.75 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.051 

0.003 

0.048 

0.052 

108.35 

Over Exploited 

Dolara 

0823000502759300 

0.08 

0.19 

139.79 

0.23 

0.07 

0.30 

0.04 

0.67 

- 

0.2000 

0.0919 

0.1298 

0.003 

0.425 

0.425 

0.725 

0.036 

0.689 

1.067 

154.89 

Over Exploited 

Dotana 

0823000402746500 

0.12 

0.06 

155.84 

0.07 

- 

0.07 

0.02 

0.28 

- 

- 

0.0387 

0.0438 

- 

0.083 

0.083 

0.155 

0.008 

0.147 

- 

- 

Safe 



0.04 

0.00 

2,399.59 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0026 

0.0030 

- 

0.006 

0.006 

0.006 

0.000 

0.005 

- 

- 

Safe 

Dulhepura 

0823000502770500 

0.06 

0.09 

185.67 

0.11 

0.00 

0.11 

0.05 

0.68 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.138 

0.007 

0.131 

0.115 

87.58 

Semi Critical 

Ebra 

0823000502766300 

0.10 

0.56 

177.62 

0.67 

0.04 

0.72 

0.04 

0.66 

- 

0.1300 

0.2212 

0.3125 

0.001 

0.665 

0.665 

1.380 

0.069 

1.311 

0.719 

54.84 

Safe 

Fatehpur 

0824001202950400 

0.08 

0.04 

33.54 

0.05 

0.01 

0.06 

0.07 

0.76 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.078 

0.004 

0.074 

0.093 

125.26 

Over Exploited 

Fatehpura 

0823000502778500 

0.06 

0.12 

(44.06) 

0.10 

0.01 

0.10 

0.07 

0.76 

- 

0.0100 

- 

- 

0.011 

0.021 

0.021 

0.125 

0.006 

0.119 

0.047 

39.95 

Safe 

Gadegal 

0823000502767800 

0.08 

0.08 

117.91 

0.09 

0.02 

0.11 

0.04 

0.65 

- 

0.0800 

0.0319 

0.0361 

0.001 

0.149 

0.149 

0.261 

0.013 

0.248 

0.414 

167.10 

Over Exploited 

Gagos 

0823000502771400 

0.06 

0.00 

457.97 

0.00 

0.01 

0.02 

0.01 

0.13 

- 

0.0100 

- 

- 

0.016 

0.026 

0.026 

0.042 

0.002 

0.040 

0.063 

158.76 

Over Exploited 



0.06 

0.00 

149,820.13 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

(16,044.46) 

0.00 

0.01 

0.01 

0.00 

0.02 

- 

- 

0.0017 

0.0025 

0.016 

0.020 

0.020 

0.031 

0.002 

0.030 

0.011 

37.67 

Safe 



0.06 

0.07 

44.17 

0.08 

0.03 

0.11 

0.03 

0.50 

- 

0.0500 

- 

- 

0.016 

0.066 

0.066 

0.175 

0.009 

0.167 

0.273 

164.01 

Over Exploited 

Gamach 

0823000502774100 

0.10 

0.32 

384.34 

0.38 

0.02 

0.40 

0.04 

0.57 

- 

0.0700 

0.1459 

0.2062 

- 

0.422 

0.422 

0.827 

0.041 

0.786 

0.378 

48.15 

Safe 

Gandhigram 

0823000502760700 

0.08 

0.09 

251.95 

0.11 

0.01 

0.12 

0.04 

0.70 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.160 

0.008 

0.152 

0.199 

131.14 

Over Exploited 



0.08 

0.00 

231,094.85 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ganeshpura 

0824001202950900 

0.08 

0.11 

30.80 

0.13 

0.01 

0.14 

0.07 

0.76 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.158 

0.008 

0.150 

0.109 

72.94 

Semi Critical 


0823000502761500 

0.08 

0.16 

203.14 

0.20 

0.01 

0.21 

0.04 

0.69 

- 

0.0700 

0.0645 

0.0729 

0.003 

0.211 

0.211 

0.420 

0.021 

0.399 

0.405 

101.40 

Over Exploited 

Ganeshpura @ Ladpura 

0823000502773400 

0.10 

0.13 

160.18 

0.15 

0.01 

0.16 

0.04 

0.66 

- 

0.0200 

0.0494 

0.0698 

- 

0.139 

0.139 

0.300 

0.015 

0.285 

0.112 

39.22 

Safe 

Ganpatpura 

0823000502760900 

0.08 

0.06 

433.69 

0.07 

0.01 

0.08 

0.03 

0.47 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.110 

0.005 

0.104 

0.190 

182.07 

Over Exploited 



0.08 

0.01 

1,509.38 

0.01 

- 

0.01 

0.01 

0.15 

- 

0.0100 

0.0105 

0.0119 

- 

0.033 

0.033 

0.040 

0.002 

0.038 

0.056 

149.94 

Over Exploited 

Gardara 

0823000502778300 

0.06 

0.41 

115.43 

0.49 

- 

0.49 

0.06 

0.72 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.501 

0.025 

0.476 

0.083 

17.40 

Safe 

Garnara 

0823000502757500 

0.08 

0.02 

286.35 

0.03 

0.01 

0.04 

0.02 

0.27 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.057 

0.003 

0.054 

0.164 

301.48 

Over Exploited 



0.06 

0.04 

156.80 

0.05 

0.01 

0.06 

0.03 

0.41 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.079 

0.004 

0.075 

0.153 

203.33 

Over Exploited 

Girdharpura 

0830000303799800 

0.12 

0.01 

3,612.98 

0.01 

0.02 

0.03 

0.01 

0.15 

- 

0.0600 

0.0078 

0.0110 

- 

0.079 

0.079 

0.105 

0.005 

0.100 

0.315 

315.42 

Over Exploited 



0.13 

0.07 

579.32 

0.08 

0.03 

0.11 

0.04 

0.53 

- 

0.1000 

0.0269 

0.0380 

- 

0.165 

0.165 

0.277 

0.014 

0.263 

0.557 

211.24 

Over Exploited 

Gobariya 

0823000502764600 

0.20 

0.27 

24.70 

0.32 

0.00 

0.32 

0.04 

0.66 

- 

0.0100 

0.0442 

0.0499 

0.000 

0.104 

0.104 

0.429 

0.021 

0.408 

0.090 

22.11 

Safe 



0.08 

0.00 

53,528.69 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gogpura 

0823000502765900 

0.20 

0.13 

196.22 

0.15 

0.00 

0.15 

0.02 

0.33 

- 

0.0100 

0.0333 

0.0470 

0.000 

0.091 

0.091 

0.245 

0.012 

0.233 

0.133 

57.00 

Safe 

Golpur 

0823000502769400 

0.06 

0.14 

115.43 

0.17 

- 

0.17 

0.06 

0.69 

- 

- 

- 

- 

- 

- 

- 

0.169 

0.008 

0.160 

0.024 

15.24 

Safe 

Gopalniwas 

0823000502768100 

0.08 

0.09 

- 

0.09 

0.01 

0.10 

0.04 

0.62 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.116 

0.012 

0.105 

0.150 

143.38 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gopalpura 

0824001202950100 

0.08 

0.00 

563.12 

0.00 

0.00 

0.01 

0.01 

0.12 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.006 

0.000 

0.006 

0.011 

191.19 

Over Exploited 


0823000502756900 

0.06 

0.05 

- 

0.05 

0.01 

0.06 

0.05 

0.55 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.082 

0.008 

0.074 

0.142 

192.15 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

0.0074 

0.0071 

- 

0.015 

0.015 

0.015 

0.002 

0.014 

0.023 

162.73 

Over Exploited 

Gopalpura (Barad) 

0823000502778800 

0.06 

0.07 

(43.29) 

0.05 

0.01 

0.07 

0.06 

0.74 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.088 

0.004 

0.084 

0.087 

103.64 

Over Exploited 

Gordhanpura 

0823000502761200 

0.08 

0.11 

235.98 

0.14 

0.01 

0.15 

0.04 

0.69 

- 

0.0500 

0.0448 

0.0506 

- 

0.145 

0.145 

0.293 

0.015 

0.278 

0.251 

90.33 

Critical 


0823000502779000 

0.06 

0.07 

(11.68) 

0.06 

0.00 

0.06 

0.06 

0.75 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.076 

0.004 

0.072 

0.070 

96.97 

Critical 


0830000303799600 

0.12 

0.15 

743.20 

0.18 

0.09 

0.27 

0.05 

0.66 

- 

0.4600 

0.0416 

0.0471 

- 

0.549 

0.549 

0.821 

0.041 

0.780 

2.482 

318.20 

Over Exploited 



0.13 

0.00 

13,274.77 

0.00 

- 

0.00 

0.00 

0.02 

- 

0.0100 

0.0015 

0.0017 

- 

0.013 

0.013 

0.014 

0.001 

0.013 

0.051 

396.80 

Over Exploited 

Govind Niwas 

0824001202951300 

0.08 

0.03 

112.46 

0.03 

- 

0.03 

0.05 

0.57 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.040 

0.002 

0.038 

0.064 

166.19 

Over Exploited 

Govindpur Baori 

0823000502776700 

0.06 

0.01 

500.70 

0.02 

- 

0.02 

0.02 

0.23 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.036 

0.002 

0.034 

0.129 

375.15 

Over Exploited 



0.10 

0.01 

3,491.87 

0.01 

0.00 

0.01 

0.01 

0.13 

- 

0.0200 

0.0116 

0.0131 

0.000 

0.045 

0.045 

0.054 

0.003 

0.051 

0.131 

256.64 

Over Exploited 



0.06 

0.02 

285.74 

0.03 

0.01 

0.04 

0.02 

0.31 

- 

0.0300 

0.0285 

0.0322 

- 

0.091 

0.091 

0.131 

0.007 

0.124 

0.162 

130.25 

Over Exploited 

Govindpura 

0824001202953200 

0.08 

0.05 

85.30 

0.06 

0.00 

0.06 

0.07 

0.76 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.080 

0.004 

0.076 

0.106 

139.59 

Over Exploited 

Gudla 

0823000402748400 

0.12 

0.46 

245.06 

0.56 

0.07 

0.63 

0.05 

0.65 

- 

0.2000 

0.1526 

0.2156 

0.001 

0.570 

0.570 

1.195 

0.060 

1.136 

1.054 

92.81 

Critical 

Gulkheri 

0823000502762400 

0.08 

0.00 

10,376.08 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gumampura 

0823000502767300 

0.08 

0.17 

125.88 

0.21 

0.03 

0.24 

0.04 

0.64 

- 

0.1500 

0.0722 

0.0816 

0.002 

0.306 

0.306 

0.544 

0.027 

0.517 

0.808 

156.35 

Over Exploited 

Gurha Nathawatan 

0823000502756300 

0.08 

0.07 

117,520.64 

0.09 

- 

0.09 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.097 

0.005 

0.093 

0.103 

111.34 

Over Exploited 



0.06 

0.03 

131,086.56 

0.03 

- 

0.03 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.030 

0.002 

0.029 

0.050 

172.90 

Over Exploited 



0.08 

0.23 

(4.69) 

0.22 

0.01 

0.23 

0.02 

0.26 

- 

0.0200 

0.3849 

0.3706 

- 

0.776 

0.776 

1.005 

0.050 

0.955 

0.190 

19.88 

Safe 

Gurli 

0823000402748600 

0.12 

0.26 

409.28 

0.32 

0.06 

0.38 

0.04 

0.55 

- 

0.1800 

0.1039 

0.1468 

- 

0.431 

0.431 

0.807 

0.040 

0.767 

0.958 

124.98 

Over Exploited 

Guwar 

0823000502778200 

0.06 

0.10 

116.15 

0.12 

0.02 

0.14 

0.06 

0.70 

- 

0.0100 

- 

- 

0.029 

0.039 

0.039 

0.176 

0.009 

0.167 

0.050 

29.98 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Guwari 

082300050276360C 

5.934 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.009 

0.74 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.08 

0.003 

0.11 

0.10 







Command 

Limestone 

4.925 

0.74 

0.030 

0.06 

0.01 

0.00 

0.00 

0.00 

0.16 

0.17 

0.24 

0.014 

0.52 

0.47 


Halihera 

082300040274810C 

3.093 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.093 

1.04 

0.090 

0.22 

0.06 

0.00 

0.00 

0.00 

0.45 

0.55 

0.88 

0.000 

0.63 

0.51 


Hanotya 

0823000502765500 

3.915 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.915 

0.85 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.36 

0.43 

0.15 

0.011 

0.63 

0.53 


Hari Pura 

0823000502770200 

5.595 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.372 

3.74 

0.025 

0.02 

0.00 

0.00 

0.00 

0.02 

0.41 

0.44 

0.08 

0.012 

0.49 

0.45 






Bardha 

Command 

Bhander Sandstone 

1.224 

3.74 

0.025 

0.01 

0.00 

0.00 

0.00 

0.02 

0.10 

0.11 

0.03 

0.003 

0.14 

0.13 


Haripura 

0823000102713700 

6.051 

Fresh 

Non-command 

Non-command 

Limestone 

0.464 

1.54 

0.022 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.05 

0.04 



0823000502762000 

3.168 

Fresh 

Kota Barrage 

Command 

Limestone 

3.168 

0.73 

0.030 

0.05 

0.01 

0.00 

0.00 

0.00 

0.11 

0.12 

0.19 

0.009 

0.63 

0.56 


Hathanapur 

0823000402751400 

2.998 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.998 

1.09 

0.090 

0.05 

0.01 

0.00 

0.00 

0.00 

0.33 

0.44 

0.19 

0.000 

0.67 

0.51 


Hatipura 

0823000502755600 

5.128 

Fresh 

Non-command 

Non-command 

Limestone 

5.128 

1.54 

0.030 

0.10 

0.02 

0.00 

0.00 

0.00 

0.31 

0.37 

0.40 

0.014 

0.66 

0.55 


Hazari Bhiroon Ji Ki Jhopar 

0823000502757700 

1.312 

Fresh 

Non-command 

Non-command 

Limestone 

1.312 

1.29 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.07 

0.004 

0.64 

0.57 


Holaspura 

0823000502769600 

2.106 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.106 

3.64 

0.025 

0.03 

0.01 

0.00 

0.00 

0.03 

0.18 

0.17 

0.10 

0.006 

0.62 

0.64 


Indrapuriya 

0823000402749800 

3.771 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.632 

1.09 

0.090 

0.04 

0.01 

0.00 

0.00 

0.00 

0.29 

0.38 

0.15 

0.000 

0.47 

0.35 


Ishwarnagar 

0823000402748900 

3.176 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.176 

2.62 

0.090 

0.21 

0.05 

0.00 

0.00 

0.00 

0.91 

1.24 

0.84 

0.000 

0.65 

0.47 


Itoda 

0823000502759200 

1.551 

Fresh 

Kota Barrage 

Command 

Limestone 

1.551 

1.71 

0.030 

0.05 

0.01 

0.00 

0.00 

0.00 

0.12 

0.12 

0.19 

0.004 

0.61 

0.59 


Jagannathpura 

0823000402744300 

5.592 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.139 

1.95 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.000 

0.02 

0.01 







Command 

Limestone 

0.402 

1.95 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.000 

0.04 

0.04 


Jaithal 

0823000402746700 

17.795 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

9.701 

0.61 

0.090 

0.14 

0.02 

0.00 

0.00 

0.01 

0.65 

0.80 

0.55 

0.000 

0.35 

0.29 


Jakhana 

0823000502766000 

4.717 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

4.717 

1.72 

0.100 

0.11 

0.03 

0.00 

0.00 

0.00 

0.89 

1.00 

0.42 

0.013 

0.62 

0.55 


Jakhmoond 

0823000502776800 

6.059 

Fresh 

Non-command 

Non-command 

Limestone 

0.020 

2.20 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Bhander Sandstone 

5.054 

2.20 

0.010 

0.06 

0.01 

0.00 

0.00 

0.01 

0.15 

0.23 

0.24 

0.009 

0.53 

0.36 






Kota Barrage 

Command 

Limestone 

0.017 

2.20 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Bhander Sandstone 

0.968 

2.20 

0.010 

0.01 

0.00 

0.00 

0.00 

0.01 

0.02 

0.03 

0.05 

0.002 

0.10 

0.07 


Jal Ki Jhonpariyan 

0823000502777200 

1.476 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.066 

2.24 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.03 






Kota Barrage 

Command 

Limestone 

0.181 

2.24 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.07 

0.07 







Command 

Bhander Sandstone 

0.550 

2.24 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.23 

0.21 






Bardha 

Command 

Bhander Sandstone 

0.679 

2.24 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.001 

0.28 

0.26 


Jalera 

0823000502760500 

4.403 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

4.403 

2.36 

0.100 

0.14 

0.02 

0.00 

0.00 

0.00 

1.16 

1.19 

0.56 

0.012 

0.60 

0.59 


Jaloda 

0823000402752000 

6.988 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

6.988 

0.36 

0.090 

0.12 

0.03 

0.00 

0.00 

0.01 

0.31 

0.39 

0.48 

0.000 

0.65 

0.52 



0823000502772200 

3.632 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.632 

2.05 

0.090 

0.18 

0.03 

0.00 

0.00 

0.00 

0.82 

0.83 

0.73 

0.007 

0.60 

0.59 


Jalodi 

0823000502772800 

5.505 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

5.505 

1.95 

0.090 

0.11 

0.03 

0.00 

0.00 

0.00 

1.05 

1.06 

0.43 

0.010 

0.60 

0.59 


Jameetpura 

0823000502775500 

3.162 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.162 

2.20 

0.090 

0.47 

0.12 

0.00 

0.00 

0.00 

0.98 

0.99 

1.87 

0.006 

0.60 

0.59 


Jaoti Kalan 

0823000502761300 

4.377 

Fresh 

Kota Barrage 

Command 

Limestone 

4.377 

3.68 

0.030 

0.30 

0.05 

0.00 

0.00 

0.00 

0.73 

0.81 

1.20 

0.012 

0.63 

0.57 


Jaoti Khurd 

0823000502764100 

2.022 

Fresh 

Kota Barrage 

Command 

Limestone 

2.022 

2.95 

0.030 

0.08 

0.01 

0.00 

0.00 

0.00 

0.25 

0.27 

0.30 

0.006 

0.63 

0.57 


Jarkhoda 

0823000502767000 

4.798 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.603 

1.94 

0.090 

0.04 

0.01 

0.00 

0.00 

0.00 

0.14 

0.14 

0.15 

0.001 

0.08 

0.07 







Command 

Limestone 

4.194 

1.94 

0.030 

0.19 

0.03 

0.00 

0.00 

0.00 

0.40 

0.41 

0.76 

0.008 

0.52 

0.52 


Jawda 

0824001202945900 

3.855 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.855 

3.51 

0.020 

0.04 

0.01 

0.00 

0.00 

0.02 

0.28 

0.25 

0.13 

0.011 

0.69 

0.79 


Jharbala Pura 

0823000502761700 

6.044 

Fresh 

Non-command 

Non-command 

Limestone 

1.841 

3.03 

0.030 

0.10 

0.02 

0.00 

0.00 

0.00 

0.25 

0.29 

0.40 

0.005 

0.20 

0.17 






Kota Barrage 

Command 

Limestone 

3.594 

3.03 

0.030 

0.19 

0.03 

0.00 

0.00 

0.00 

0.49 

0.56 

0.76 

0.010 

0.38 

0.33 


Jhuwansa 

0823000402747500 

5.360 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

5.360 

1.68 

0.090 

0.10 

0.02 

0.00 

0.00 

0.00 

0.89 

0.97 

0.40 

0.000 

0.62 

0.56 


Kachhi Pura 

0824001202953600 

0.495 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.495 

3.83 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.05 

0.001 

0.69 

0.79 


Kalighati 

0824001202955400 

0.278 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.024 

0.01 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.06 

0.06 


Kalpuriya 

0823000502758500 

1.509 

Fresh 

Kota Barrage 

Command 

Limestone 

1.509 

1.21 

0.030 

0.09 

0.01 

0.00 

0.00 

0.00 

0.13 

0.14 

0.34 

0.004 

0.61 

0.58 


Kalyanpura 

0824001202948600 

1.525 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.018 

3.78 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.07 

0.003 

0.46 

0.54 



0823000502770700 

3.727 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.335 

3.90 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.17 

0.09 

0.006 

0.58 

0.49 


Kama 

0824001202953100 

1.815 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.815 

3.76 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.17 

0.15 

0.17 

0.005 

0.69 

0.79 


Kamolar 

0823000402751700 

3.061 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.061 

0.68 

0.090 

0.05 

0.01 

0.00 

0.00 

0.00 

0.22 

0.28 

0.18 

0.000 

0.65 

0.51 


Kanan 

0823000502774200 

2.259 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.010 

1.27 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.18 

0.00 

0.002 

0.28 

0.18 


Kanihera 

0823000402747400 

2.360 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.360 

1.76 

0.090 

0.08 

0.02 

0.00 

0.00 

0.00 

0.43 

0.48 

0.32 

0.000 

0.62 

0.56 


Kanjri Silor 

0823000502755300 

6.449 

Fresh 

Non-command 

Non-command 

Limestone 

5.718 

1.75 

0.030 

0.13 

0.02 

0.00 

0.00 

0.00 

0.41 

0.49 

0.50 

0.016 

0.58 

0.49 


Karad Ka Vardha 

0823000502760200 

3.346 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.169 

1.92 

0.090 

0.03 

0.01 

0.00 

0.00 

0.00 

0.40 

0.40 

0.11 

0.004 

0.39 

0.38 







Command 

Limestone 

1.177 

1.92 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.04 

0.002 

0.21 

0.21 


Karjoona 

0823000502758300 

2.790 

Fresh 

Bardha 

Command 

Limestone 

2.790 

0.41 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.07 

0.008 

0.63 

0.57 


Karwala 

0823000402747200 

10.338 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

10.338 

1.29 

0.090 

0.24 

0.06 

0.00 

0.00 

0.00 

1.38 

1.65 

0.98 

0.000 

0.63 

0.53 


Kati 

0823000502755100 

6.862 

Fresh 

Non-command 

Non-command 

Limestone 

6.575 

1.50 

0.030 

0.10 

0.01 

0.00 

0.00 

0.00 

0.39 

0.45 

0.37 

0.018 

0.62 

0.54 


Katunara 

0823000502761000 

1.205 

Fresh 

Non-command 

Non-command 

Limestone 

0.505 

4.47 

0.030 

0.03 

0.01 

0.00 

0.00 

0.00 

0.09 

0.10 

0.14 

0.001 

0.27 

0.23 






Kota Barrage 

Command 

Limestone 

0.701 

4.47 

0.030 

0.05 

0.01 

0.00 

0.00 

0.00 

0.13 

0.16 

0.18 

0.002 

0.38 

0.32 


Keshopura 

0823000102712200 

14.548 

Fresh 

Non-command 

Non-command 

Limestone 

0.738 

1.60 

0.022 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.002 

0.03 

0.03 


Keshoraipatan (M) 

0823000442305000 

21.034 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

13.733 

2.06 

0.090 

0.28 

0.02 

0.00 

0.00 

0.01 

2.79 

3.76 

0.27 

0.646 

0.43 

0.32 


Keshoraipatan (Rural) 

0823000402751500 

1.212 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.212 

2.42 

0.090 

1.03 

0.26 

0.00 

0.00 

0.00 

1.03 

1.36 

4.10 

0.000 

0.66 

0.50 


Kethooda 

0823000502777100 

4.932 

Fresh 

Non-command 

Non-command 

Limestone 

0.037 

2.61 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Bhander Sandstone 

3.068 

2.61 

0.010 

0.08 

0.02 

0.00 

0.00 

0.01 

0.13 

0.16 

0.30 

0.006 

0.39 

0.32 






Kota Barrage 

Command 

Limestone 

0.379 

2.61 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.06 

0.001 

0.05 

0.04 







Command 

Bhander Sandstone 

0.065 

2.61 

0.010 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

-0.01 

0.01 

0.000 

0.01 

0.01 






Bardha 

Command 

Bhander Sandstone 

1.384 

2.61 

0.010 

0.03 

0.01 

0.00 

0.00 

0.01 

0.05 

0.06 

0.14 

0.003 

0.18 

0.15 


Kewariya 

0823000502769500 

4.286 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.286 

3.32 

0.025 

0.03 

0.01 

0.00 

0.00 

0.00 

0.37 

0.33 

0.10 

0.012 

0.65 

0.72 


Khaloonda 

0823000502773300 

6.022 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

6.022 

1.42 

0.090 

0.14 

0.03 

0.00 

0.00 

0.00 

0.88 

1.04 

0.54 

0.011 

0.62 

0.53 


Khankhera 

0823000502767700 

2.425 

Fresh 

Kota Barrage 

Command 

Limestone 

2.425 

1.62 

0.030 

0.11 

0.02 

0.00 

0.00 

0.00 

0.20 

0.21 

0.42 

0.007 

0.61 

0.59 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Guwari 

0823000502763600 

0.20 

0.02 

384.69 

0.03 

- 

0.03 

0.01 

0.11 

- 

0.0100 

0.0203 

0.0229 

- 

0.053 

0.053 

0.079 

0.004 

0.075 

0.086 

114.62 

Over Exploited 



0.08 

0.20 

(15.31) 

0.17 

0.01 

0.18 

0.04 

0.55 

- 

0.0300 

0.0990 

0.1119 

0.003 

0.244 

0.244 

0.428 

0.021 

0.406 

0.249 

61.23 

Safe 

Halihera 

0823000402748100 

0.12 

0.23 

135.34 

0.28 

0.06 

0.34 

0.05 

0.68 

- 

0.1700 

0.0746 

0.1054 

0.002 

0.352 

0.352 

0.695 

0.035 

0.660 

0.881 

133.46 

Over Exploited 

Hanotya 

0823000502765500 

0.20 

0.49 

(13.25) 

0.43 

0.01 

0.44 

0.05 

0.67 

- 

0.0200 

0.0787 

0.0890 

- 

0.188 

0.188 

0.624 

0.031 

0.593 

0.156 

26.30 

Safe 

Hari Pura 

0823000502770200 

0.06 

0.13 

242.65 

0.15 

0.02 

0.18 

0.04 

0.52 

- 

0.0100 

- 

- 

0.033 

0.043 

0.043 

0.218 

0.011 

0.207 

0.091 

44.03 

Safe 



0.06 

0.01 

1,002.34 

0.01 

0.02 

0.03 

0.01 

0.15 

- 

- 

- 

- 

0.033 

0.033 

0.033 

0.067 

0.003 

0.063 

0.028 

44.75 

Safe 

Haripura 

0823000102713700 

0.08 

0.00 

16,929.89 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.011 

612.98 

Over Exploited 


0823000502762000 

0.08 

0.16 

(24.54) 

0.13 

0.01 

0.14 

0.04 

0.68 

- 

0.0200 

0.0637 

0.0720 

0.003 

0.159 

0.159 

0.300 

0.015 

0.285 

0.202 

70.90 

Semi Critical 

Hathanapur 

0823000402751400 

0.12 

0.24 

81.42 

0.29 

0.01 

0.30 

0.05 

0.72 

- 

0.0400 

0.0723 

0.1022 

0.000 

0.215 

0.215 

0.514 

0.026 

0.488 

0.192 

39.33 

Safe 

Hatipura 

0823000502755600 

0.08 

0.27 

37.97 

0.32 

0.02 

0.35 

0.04 

0.70 

- 

0.0500 

- 

- 

0.005 

0.055 

0.055 

0.401 

0.020 

0.381 

0.414 

108.74 

Over Exploited 

Hazari Bhiroon Ji Ki Jhopar 

0823000502757700 

0.08 

0.07 

18.93 

0.08 

- 

0.08 

0.04 

0.68 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.090 

0.004 

0.085 

0.076 

88.88 

Semi Critical 

Holaspura 

0823000502769600 

0.06 

0.08 

120.41 

0.09 

0.04 

0.14 

0.05 

0.67 

- 

0.0200 

- 

- 

0.049 

0.069 

0.069 

0.205 

0.010 

0.195 

0.104 

53.34 

Safe 

Indrapuriya 

0823000402749800 

0.12 

0.15 

157.80 

0.18 

0.01 

0.19 

0.04 

0.50 

- 

0.0300 

0.0635 

0.0897 

- 

0.183 

0.183 

0.371 

0.019 

0.352 

0.154 

43.69 

Safe 

Ishwarnagar 

0823000402748900 

0.12 

0.25 

402.57 

0.30 

0.05 

0.35 

0.05 

0.70 

- 

0.1600 

0.0766 

0.1083 

0.000 

0.345 

0.345 

0.691 

0.035 

0.657 

0.843 

128.35 

Over Exploited 

Itoda 

0823000502759200 

0.08 

0.08 

63.93 

0.09 

0.01 

0.10 

0.04 

0.65 

- 

0.0400 

0.0374 

0.0529 

- 

0.130 

0.130 

0.231 

0.012 

0.219 

0.196 

89.54 

Semi Critical 

Jagannathpura 

0823000402744300 

0.12 

0.00 

11,085.20 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0028 

0.0032 

- 

0.006 

0.006 

0.006 

0.000 

0.006 

- 

- 

Safe 



0.04 

0.00 

2,234.90 

0.00 

0.00 

0.00 

0.00 

0.05 

- 

- 

0.0081 

0.0091 

0.002 

0.019 

0.019 

0.022 

0.001 

0.021 

- 

- 

Safe 

Jaithal 

0823000402746700 

0.12 

0.41 

95.47 

0.49 

0.03 

0.52 

0.03 

0.38 

- 

0.0600 

0.1950 

0.2205 

0.009 

0.485 

0.485 

1.003 

0.050 

0.953 

0.545 

57.19 

Safe 

Jakhana 

0823000502766000 

0.20 

0.59 

70.86 

0.70 

0.03 

0.73 

0.05 

0.67 

- 

0.0800 

0.1138 

0.1608 

0.002 

0.357 

0.357 

1.091 

0.055 

1.037 

0.437 

42.17 

Safe 

Jakhmoond 

0823000502776800 

0.06 

0.00 

76,063.19 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.16 

40.12 

0.19 

0.02 

0.21 

0.04 

0.57 

- 

0.0400 

- 

- 

0.011 

0.051 

0.051 

0.261 

0.013 

0.248 

0.244 

98.44 

Critical 



0.06 

0.00 

90,953.67 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.06 

0.01 

490.65 

0.01 

0.01 

0.01 

0.01 

0.11 

- 

0.0100 

0.0195 

0.0220 

0.011 

0.063 

0.063 

0.077 

0.004 

0.073 

0.051 

69.23 

Safe 

Jal Ki Jhonpariyan 

0823000502777200 

0.06 

0.00 

1,382.73 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

1,521.32 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

0.0044 

0.0062 

- 

0.011 

0.011 

0.011 

0.001 

0.011 

0.000 

3.09 

Safe 



0.06 

0.01 

220.91 

0.01 

- 

0.01 

0.02 

0.24 

- 

- 

0.0133 

0.0187 

- 

0.032 

0.032 

0.041 

0.002 

0.039 

0.020 

51.40 

Safe 



0.06 

0.01 

137.49 

0.01 

- 

0.01 

0.02 

0.30 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.024 

0.001 

0.023 

0.029 

129.74 

Over Exploited 

Jalera 

0823000502760500 

0.20 

0.53 

123.01 

0.64 

0.02 

0.66 

0.04 

0.65 

- 

0.1000 

0.0885 

0.1001 

- 

0.289 

0.289 

0.948 

0.047 

0.901 

0.570 

63.32 

Safe 

Jaloda 

0823000402752000 

0.12 

0.55 

(28.65) 

0.44 

0.04 

0.47 

0.05 

0.70 

- 

0.0900 

0.1686 

0.2382 

0.009 

0.506 

0.506 

0.981 

0.049 

0.932 

0.480 

51.51 

Safe 


0823000502772200 

0.10 

0.22 

279.86 

0.26 

0.03 

0.29 

0.04 

0.64 

- 

0.1400 

0.0730 

0.0825 

0.001 

0.296 

0.296 

0.588 

0.029 

0.559 

0.737 

131.87 

Over Exploited 

Jalodi 

0823000502772800 

0.10 

0.33 

220.13 

0.40 

0.03 

0.43 

0.04 

0.64 

- 

0.0800 

0.1328 

0.1876 

0.002 

0.402 

0.402 

0.830 

0.041 

0.788 

0.442 

56.11 

Safe 

Jameetpura 

0823000502775500 

0.10 

0.19 

421.73 

0.23 

0.12 

0.35 

0.04 

0.64 

- 

0.3500 

0.0763 

0.1078 

0.002 

0.536 

0.536 

0.885 

0.044 

0.840 

1.879 

223.55 

Over Exploited 

Jaoti Kalan 

0823000502761300 

0.08 

0.22 

268.41 

0.27 

0.05 

0.32 

0.04 

0.67 

- 

0.2300 

0.0880 

0.0995 

- 

0.417 

0.417 

0.733 

0.037 

0.696 

1.213 

174.33 

Over Exploited 

Jaoti Khurd 

0823000502764100 

0.08 

0.10 

168.25 

0.12 

0.01 

0.13 

0.04 

0.67 

- 

0.0600 

0.0407 

0.0460 

0.001 

0.147 

0.147 

0.279 

0.014 

0.265 

0.306 

115.16 

Over Exploited 

Jarkhoda 

0823000502767000 

0.10 

0.00 

2,897.07 

0.01 

0.01 

0.02 

0.01 

0.08 

- 

0.0300 

0.0121 

0.0137 

- 

0.056 

0.056 

0.071 

0.004 

0.068 

0.151 

223.24 

Over Exploited 



0.06 

0.13 

208.58 

0.16 

0.03 

0.19 

0.04 

0.56 

- 

0.1400 

0.0843 

0.0953 

0.000 

0.320 

0.320 

0.508 

0.025 

0.483 

0.766 

158.61 

Over Exploited 

Jawda 

0824001202945900 

0.08 

0.21 

17.27 

0.25 

0.03 

0.27 

0.07 

0.76 

- 

0.0300 

- 

- 

0.024 

0.054 

0.054 

0.328 

0.016 

0.312 

0.145 

46.35 

Safe 

Jharbala Pura 

0823000502761700 

0.08 

0.03 

788.83 

0.03 

0.02 

0.05 

0.01 

0.21 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.135 

0.007 

0.128 

0.406 

317.35 

Over Exploited 



0.08 

0.11 

410.66 

0.13 

0.03 

0.16 

0.03 

0.41 

- 

0.1400 

0.0722 

0.0817 

- 

0.294 

0.294 

0.456 

0.023 

0.433 

0.768 

177.23 

Over Exploited 

Jhuwansa 

0823000402747500 

0.12 

0.40 

144.32 

0.48 

0.02 

0.50 

0.04 

0.66 

- 

0.0700 

0.1293 

0.1827 

0.002 

0.385 

0.385 

0.882 

0.044 

0.838 

0.396 

47.27 

Safe 

Kachhi Pura 

0824001202953600 

0.08 

0.03 

53.70 

0.03 

- 

0.03 

0.07 

0.76 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.043 

0.002 

0.041 

0.049 

121.66 

Over Exploited 

Kalighati 

0824001202955400 

0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

6,003.82 

Over Exploited 

Kalpuriya 

0823000502758500 

0.08 

0.07 

91.17 

0.09 

0.01 

0.10 

0.04 

0.66 

- 

0.0400 

0.0303 

0.0343 

- 

0.105 

0.105 

0.203 

0.010 

0.193 

0.348 

180.13 

Over Exploited 

Kalyanpura 

0824001202948600 

0.08 

0.04 

120.37 

0.04 

- 

0.04 

0.05 

0.50 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.055 

0.003 

0.052 

0.075 

143.94 

Over Exploited 


0823000502770700 

0.06 

0.12 

50.53 

0.14 

0.00 

0.14 

0.05 

0.62 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.162 

0.008 

0.154 

0.095 

61.77 

Safe 

Kama 

0824001202953100 

0.08 

0.10 

45.59 

0.12 

0.01 

0.13 

0.07 

0.76 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.160 

0.008 

0.152 

0.176 

115.91 

Over Exploited 

Kamolar 

0823000402751700 

0.12 

0.24 

18.48 

0.28 

0.01 

0.30 

0.05 

0.70 

- 

0.0300 

0.0738 

0.1043 

0.007 

0.215 

0.215 

0.513 

0.026 

0.487 

0.184 

37.75 

Safe 

Kanan 

0823000502774200 

0.10 

0.03 

532.68 

0.03 

- 

0.03 

0.02 

0.31 

- 

- 

0.0203 

0.0229 

- 

0.043 

0.043 

0.078 

0.004 

0.074 

0.002 

2.55 

Safe 

Kanihera 

0823000402747400 

0.12 

0.18 

173.40 

0.21 

0.02 

0.23 

0.04 

0.66 

- 

0.0600 

0.0664 

0.0804 

- 

0.207 

0.207 

0.437 

0.022 

0.415 

0.322 

77.55 

Semi Critical 

Kanjri Silor 

0823000502755300 

0.08 

0.27 

(16.02) 

0.32 

0.02 

0.34 

0.04 

0.62 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.401 

0.020 

0.381 

0.520 

136.62 

Over Exploited 

Karad Ka Vardha 

0823000502760200 

0.10 

0.08 

373.51 

0.10 

0.01 

0.11 

0.03 

0.42 

- 

0.0200 

0.0523 

0.0739 

- 

0.146 

0.146 

0.258 

0.013 

0.245 

0.110 

44.95 

Safe 



0.06 

0.01 

428.63 

0.02 

- 

0.02 

0.02 

0.23 

- 

0.0100 

0.0284 

0.0401 

- 

0.079 

0.079 

0.096 

0.005 

0.092 

0.045 

49.34 

Safe 

Karjoona 

0823000502758300 

0.08 

0.14 

(58.39) 

0.11 

0.00 

0.11 

0.04 

0.67 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.125 

0.006 

0.119 

0.079 

66.27 

Safe 

Karwala 

0823000402747200 

0.12 

0.79 

110.06 

0.94 

0.06 

1.01 

0.05 

0.68 

- 

0.1800 

0.2494 

0.3524 

0.001 

0.782 

0.782 

1.788 

0.089 

1.698 

0.979 

57.65 

Safe 

Kati 

0823000502755100 

0.08 

0.33 

36.59 

0.39 

0.01 

0.40 

0.04 

0.66 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.442 

0.022 

0.420 

0.386 

92.07 

Critical 

Katunara 

0823000502761000 

0.08 

0.01 

832.15 

0.01 

0.01 

0.02 

0.02 

0.29 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.055 

0.003 

0.052 

0.139 

266.93 

Over Exploited 



0.08 

0.02 

641.51 

0.03 

0.01 

0.04 

0.03 

0.41 

- 

0.0300 

0.0141 

0.0159 

0.001 

0.061 

0.061 

0.097 

0.005 

0.092 

0.180 

194.72 

Over Exploited 

Keshopura 

0823000102712200 

0.08 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.002 

148.47 

Over Exploited 

Keshoraipatan (M) 

0823000442305000 

0.12 

0.71 

429.26 

0.85 

0.03 

0.88 

0.03 

0.46 

- 

0.0500 

0.3313 

0.4681 

0.016 

0.865 

0.865 

1.748 

0.087 

1.661 

0.915 

55.11 

Safe 

Keshoraipatan (Rural) 

0823000402751500 

0.12 

0.10 

1,314.40 

0.12 

0.26 

0.38 

0.05 

0.71 

- 

0.7700 

0.0292 

0.0413 

- 

0.841 

0.841 

1.216 

0.061 

1.155 

4.100 

354.87 

Over Exploited 

Kethooda 

0823000502777100 

0.06 

0.00 

33,555.02 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.07 

119.89 

0.09 

0.03 

0.12 

0.03 

0.42 

- 

0.0600 

- 

- 

0.014 

0.074 

0.074 

0.189 

0.009 

0.179 

0.307 

170.95 

Over Exploited 



0.06 

0.00 

4,270.90 

0.00 

- 

0.00 

0.00 

0.05 

- 

0.0100 

0.0091 

0.0129 

- 

0.032 

0.032 

0.033 

0.002 

0.032 

0.060 

188.68 

Over Exploited 



0.06 

0.00 

(28,316.28) 

0.00 

0.01 

0.01 

0.00 

0.01 

- 

- 

0.0016 

0.0022 

0.014 

0.018 

0.018 

0.027 

0.001 

0.025 

0.011 

43.85 

Safe 



0.06 

0.01 

287.63 

0.02 

0.02 

0.04 

0.01 

0.19 

- 

0.0300 

- 

- 

0.014 

0.044 

0.044 

0.080 

0.004 

0.076 

0.139 

181.30 

Over Exploited 

Kewariya 

0823000502769500 

0.06 

0.17 

101.32 

0.20 

0.01 

0.21 

0.06 

0.71 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.236 

0.012 

0.224 

0.113 

50.35 

Safe 

Khaloonda 

0823000502773300 

0.10 

0.38 

175.40 

0.45 

0.03 

0.48 

0.05 

0.67 

- 

0.1000 

0.1453 

0.2053 

0.005 

0.456 

0.456 

0.940 

0.047 

0.893 

0.549 

61.51 

Safe 

Khankhera 

0823000502767700 

0.08 

0.12 

80.03 

0.14 

0.02 

0.17 

0.04 

0.65 

- 

0.0800 

0.0487 

0.0551 

0.005 

0.189 

0.189 

0.354 

0.018 

0.336 

0.429 

127.55 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Khatiyari 

082300050276250C 

3.039 

Fresh 

Non-command 

Non-command 

Limestone 

0.508 

0.23 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.03 

0.001 

0.10 

0.09 






Kota Barrage 

Command 

Limestone 

2.003 

0.23 

0.030 

0.04 

0.01 

0.00 

0.00 

0.00 

0.04 

0.05 

0.15 

0.006 

0.41 

0.37 


Khatkar 

082300050276270C 

11.513 

Fresh 

Non-command 

Non-command 

Limestone 

0.454 

2.39 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.001 

0.02 

0.02 






Kota Barrage 

Command 

Limestone 

1.362 

2.39 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.12 

0.04 

0.004 

0.07 

0.07 


Kheenya 

082300010270740C 

20.087 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.040 

2.89 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kherariya 

082400120294490C 

1.271 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.001 

8.28 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kherla 

082300050277560C 

1.161 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.122 

2.45 

0.090 

0.25 

0.06 

0.00 

0.00 

0.00 

0.44 

0.45 

0.99 

0.002 

0.58 

0.57 







Command 

Limestone 

0.040 

2.45 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.02 

0.02 


Kherli Mehta 

082300040275210C 

2.127 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.127 

0.36 

0.090 

0.08 

0.02 

0.00 

0.00 

0.00 

0.13 

0.16 

0.33 

0.000 

0.66 

0.52 


Kheroli 

082300050277590C 

2.384 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.055 

2.83 

0.090 

0.05 

0.01 

0.00 

0.00 

0.00 

0.31 

0.33 

0.21 

0.002 

0.27 

0.25 







Command 

Limestone 

1.072 

2.83 

0.030 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.13 

0.15 

0.002 

0.27 

0.26 







Command 

Bhander Sandstone 

0.257 

2.83 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.000 

0.07 

0.06 


Kheroona 

082300050275500C 

6.311 

Fresh 

Non-command 

Non-command 

Limestone 

4.836 

1.49 

0.030 

0.13 

0.02 

0.00 

0.00 

0.00 

0.33 

0.36 

0.48 

0.013 

0.49 

0.44 






Bhimlat Abheypura 

Command 

Limestone 

1.052 

1.49 

0.030 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.12 

0.003 

0.11 

0.10 


Khunetiya 

082300050275710C 

1.178 

Fresh 

Non-command 

Non-command 

Limestone 

0.462 

0.61 

0.030 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.13 

0.001 

0.24 

0.24 







Non-command 

Bhander Sandstone 

0.035 

0.61 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.02 






Bhimlat Abheypura 

Command 

Limestone 

0.681 

0.61 

0.030 

0.05 

0.01 

0.00 

0.00 

0.00 

0.05 

0.05 

0.20 

0.002 

0.35 

0.35 


Khurar 

0823000502772500 

2.314 

Fresh 

Kota Barrage 

Command 

Limestone 

2.314 

2.08 

0.030 

0.11 

0.03 

0.00 

0.00 

0.00 

0.22 

0.23 

0.44 

0.004 

0.60 

0.59 


Khyawada 

0823000502765300 

5.359 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.286 

1.23 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.19 

0.04 

0.004 

0.15 

0.13 


Kishanniwas 

0824001202950700 

0.935 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.935 

3.57 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.08 

0.003 

0.69 

0.79 


Kishanpura 

0823000502764300 

3.135 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.029 

2.70 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.30 

0.31 

0.08 

0.003 

0.20 

0.19 







Command 

Limestone 

2.106 

2.70 

0.030 

0.03 

0.00 

0.00 

0.00 

0.00 

0.20 

0.21 

0.11 

0.006 

0.41 

0.39 



0823000502770300 

2.376 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.934 

3.19 

0.025 

0.06 

0.01 

0.00 

0.00 

0.00 

0.12 

0.13 

0.25 

0.003 

0.24 

0.23 






Bardha 

Command 

Bhander Sandstone 

1.441 

3.19 

0.025 

0.09 

0.01 

0.00 

0.00 

0.00 

0.19 

0.20 

0.37 

0.004 

0.37 

0.35 


Kishanpuriya 

0824001202945400 

1.560 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.429 

4.78 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

0.03 

0.03 

0.02 

0.001 

0.19 

0.22 


Kodija 

0823000402747700 

5.018 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

5.018 

1.76 

0.090 

0.03 

0.01 

0.00 

0.00 

0.00 

0.81 

0.95 

0.12 

0.000 

0.63 

0.54 


Kota (M Corp.) 

0830000343001000 

109.423 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

13.141 

0.62 

0.080 

0.98 

0.01 

0.00 

0.00 

0.00 

1.62 

2.70 

0.10 

2.912 

0.08 

0.05 






Kota Barrage 

Command 

Older Alluvium 

1.813 

0.62 

0.100 

0.14 

0.00 

0.00 

0.00 

0.00 

0.25 

0.42 

0.02 

0.402 

0.01 

0.01 







Command 

Bhander Sandstone 

17.788 

0.62 

0.080 

1.33 

0.01 

0.00 

0.00 

0.00 

2.20 

3.66 

0.14 

3.942 

0.10 

0.06 


Kothiya 

0823000502767100 

3.715 

Fresh 

Kota Barrage 

Command 

Limestone 

3.715 

1.73 

0.030 

0.16 

0.04 

0.00 

0.00 

0.00 

0.31 

0.32 

0.63 

0.010 

0.60 

0.59 


Kotkhera 

0823000502767500 

3.930 

Fresh 

Kota Barrage 

Command 

Limestone 

3.930 

1.66 

0.030 

0.13 

0.03 

0.00 

0.00 

0.00 

0.30 

0.30 

0.50 

0.011 

0.60 

0.59 


Kumhariya 

0823000502768200 

1.359 

Fresh 

Bardha 

Command 

Limestone 

0.000 

-0.17 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Bhander Sandstone 

1.358 

-0.17 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.004 

0.62 

0.58 


Kundaliya 

0823000502761600 

3.822 

Fresh 

Non-command 

Non-command 

Limestone 

2.231 

4.43 

0.030 

0.03 

0.00 

0.00 

0.00 

0.00 

0.33 

0.38 

0.13 

0.006 

0.38 

0.32 






Kota Barrage 

Command 

Limestone 

1.071 

4.43 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.18 

0.06 

0.003 

0.18 

0.16 


Kuwarti 

0823000502759900 

4.760 

Fresh 

Non-command 

Non-command 

Limestone 

0.135 

2.85 

0.030 

0.01 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.03 

0.000 

0.02 

0.02 






Kota Barrage 

Command 

Limestone 

4.626 

2.85 

0.030 

0.31 

0.05 

0.00 

0.00 

0.02 

0.64 

0.70 

1.21 

0.013 

0.61 

0.56 


Lachhmanpura 

0824001202950800 

0.866 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.866 

3.66 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.03 

0.002 

0.69 

0.79 


Ladpur 

0823000502773200 

6.866 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

6.866 

1.51 

0.090 

0.08 

0.02 

0.00 

0.00 

0.00 

0.99 

1.11 

0.30 

0.013 

0.62 

0.55 


Lakha Ki Jhopariyan 

0823000502758100 

2.263 

Fresh 

Non-command 

Non-command 

Limestone 

0.212 

0.61 

0.030 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.001 

0.06 

0.05 






Bardha 

Command 

Limestone 

1.861 

0.61 

0.030 

0.02 

0.00 

0.00 

0.00 

0.01 

0.05 

0.05 

0.06 

0.005 

0.52 

0.47 







Command 

Bhander Sandstone 

0.191 

0.61 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.05 

0.05 


Lakshmi Niwas 

0824001202948700 

1.999 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.644 

3.63 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.14 

0.12 

0.10 

0.005 

0.56 

0.66 


Lalpura 

0823000502760300 

3.083 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.083 

2.06 

0.090 

0.27 

0.04 

0.00 

0.00 

0.00 

0.80 

0.81 

1.07 

0.006 

0.60 

0.59 


Lamba Peepal 

0823000502776000 

1.748 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.302 

2.71 

0.090 

0.03 

0.01 

0.00 

0.00 

0.00 

0.09 

0.10 

0.13 

0.001 

0.10 

0.10 







Command 

Limestone 

1.446 

2.71 

0.030 

0.11 

0.03 

0.00 

0.00 

0.00 

0.20 

0.20 

0.43 

0.003 

0.50 

0.48 


Laxmi Pura 

0823000502770900 

9.645 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.031 

2.66 

0.010 

0.05 

0.01 

0.00 

0.00 

0.01 

0.16 

0.18 

0.19 

0.009 

0.32 

0.30 






Bardha 

Command 

Limestone 

0.026 

2.66 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Bhander Sandstone 

1.214 

2.66 

0.010 

0.01 

0.00 

0.00 

0.00 

0.01 

0.03 

0.04 

0.06 

0.002 

0.08 

0.07 


Laxmipura 

0823000502778700 

1.520 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.520 

0.81 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.07 

0.003 

0.69 

0.75 


Laxshmi Khera 

0824001202945300 

3.272 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.152 

7.87 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.000 

0.03 

0.04 


Leelera Byasan 

0823000502766700 

4.277 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

4.277 

2.03 

0.090 

0.18 

0.03 

0.00 

0.00 

0.00 

0.93 

0.95 

0.70 

0.008 

0.60 

0.59 


Leelera Charnan 

0823000502772000 

0.675 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.675 

2.02 

0.090 

0.05 

0.01 

0.00 

0.00 

0.00 

0.16 

0.16 

0.21 

0.001 

0.60 

0.59 


Lesarda 

0823000402748000 

11.669 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

11.669 

1.09 

0.090 

0.36 

0.09 

0.00 

0.00 

0.00 

1.41 

1.79 

1.44 

0.000 

0.64 

0.50 


Loicha 

0823000502769700 

5.367 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.367 

4.37 

0.025 

0.03 

0.00 

0.00 

0.00 

0.02 

0.60 

0.62 

0.10 

0.015 

0.62 

0.60 


Lord a 

0824001202944500 

3.546 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.296 

4.22 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.29 

0.24 

0.02 

0.009 

0.58 

0.69 


Mahrampura 

0823000502758000 

1.192 

Fresh 

Non-command 

Non-command 

Limestone 

0.116 

0.72 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.06 

0.06 







Non-command 

Bhander Sandstone 

0.024 

0.72 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Bardha 

Command 

Limestone 

0.180 

0.72 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.04 

0.001 

0.10 

0.09 







Command 

Bhander Sandstone 

0.871 

0.72 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.10 

0.002 

0.46 

0.42 


Mahrana 

0823000502774500 

7.523 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

7.083 

1.11 

0.090 

0.64 

0.16 

0.00 

0.00 

0.00 

1.19 

1.92 

2.55 

0.013 

0.60 

0.37 


Makreri 

0824001202954000 

3.477 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.149 

0.94 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.03 


Malipura 

0823000502769900 

1.854 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.138 

3.08 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.11 

0.07 

0.003 

0.38 

0.36 






Bardha 

Command 

Bhander Sandstone 

0.716 

3.08 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.04 

0.002 

0.24 

0.23 


Mandawara 

0823000502768700 

4.341 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.934 

1.93 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.23 

0.24 

0.19 

0.011 

0.56 

0.53 






Bardha 

Command 

Bhander Sandstone 

0.407 

1.93 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.06 

0.05 


Mandawari 

0823000502768800 

4.695 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.695 

2.26 

0.025 

0.10 

0.01 

0.00 

0.00 

0.00 

0.36 

0.36 

0.37 

0.013 

0.61 

0.60 


Manditya 

0823000502766100 

2.832 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.832 

1.73 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.52 

0.58 

0.15 

0.008 

0.62 

0.56 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Khatiyari 

0823000502762500 

0.08 

0.00 

5,581.17 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.029 

646.31 

Over Exploited 



0.08 

0.07 

(25.52) 

0.05 

0.01 

0.06 

0.03 

0.44 

- 

0.0200 

0.0403 

0.0455 

- 

0.106 

0.106 

0.168 

0.008 

0.160 

0.156 

97.23 

Critical 

Khatkar 

0823000502762700 

0.08 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.017 

1,982.30 

Over Exploited 



0.08 

0.01 

1,414.47 

0.01 

- 

0.01 

0.01 

0.08 

- 

- 

0.0164 

0.0309 

- 

0.047 

0.047 

0.057 

0.003 

0.054 

0.047 

86.51 

Semi Critical 

Kheenya 

0823000102707400 

0.10 

0.00 

45,002.21 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kherariya 

0824001202944900 

0.08 

0.00 

322,969.70 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kherla 

0823000502775600 

0.10 

0.07 

588.21 

0.08 

0.06 

0.14 

0.04 

0.62 

- 

0.1900 

0.0271 

0.0382 

- 

0.255 

0.255 

0.394 

0.020 

0.374 

0.991 

265.07 

Over Exploited 



0.06 

0.00 

6,054.15 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0010 

0.0013 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.016 

717.40 

Over Exploited 

Kherli Mehta 

0823000402752100 

0.12 

0.17 

(3.74) 

0.16 

0.02 

0.18 

0.05 

0.71 

- 

0.0600 

0.0513 

0.0725 

0.001 

0.185 

0.185 

0.366 

0.018 

0.348 

0.326 

93.72 

Critical 

Kheroli 

0823000502775900 

0.10 

0.03 

1,059.52 

0.03 

0.01 

0.04 

0.02 

0.29 

- 

0.0400 

0.0212 

0.0240 

- 

0.085 

0.085 

0.129 

0.006 

0.123 

0.214 

174.29 

Over Exploited 



0.06 

0.02 

633.13 

0.02 

0.01 

0.03 

0.02 

0.29 

- 

0.0300 

0.0216 

0.0244 

- 

0.076 

0.076 

0.107 

0.005 

0.102 

0.147 

144.64 

Over Exploited 



0.06 

0.00 

1,725.70 

0.00 

- 

0.00 

0.00 

0.07 

- 

0.0100 

0.0052 

0.0058 

- 

0.021 

0.021 

0.022 

0.001 

0.021 

0.030 

144.46 

Over Exploited 

Kheroona 

0823000502755000 

0.08 

0.19 

(7.60) 

0.23 

0.02 

0.25 

0.03 

0.52 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.296 

0.015 

0.281 

0.497 

177.19 

Over Exploited 



0.08 

0.01 

859.60 

0.01 

- 

0.01 

0.01 

0.11 

- 

0.0100 

0.0334 

0.0322 

- 

0.076 

0.076 

0.086 

0.004 

0.082 

0.122 

148.76 

Over Exploited 

Khunetiya 

0823000502757100 

0.08 

0.01 

339.98 

0.01 

0.00 

0.01 

0.02 

0.26 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.021 

0.001 

0.020 

0.132 

668.88 

Over Exploited 



0.06 

0.00 

1,219.81 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

16,434.44 

Over Exploited 



0.08 

0.02 

176.39 

0.02 

0.01 

0.03 

0.03 

0.38 

- 

0.0200 

0.0216 

0.0208 

0.000 

0.063 

0.063 

0.096 

0.005 

0.091 

0.200 

220.30 

Over Exploited 

Khurar 

0823000502772500 

0.06 

0.08 

172.27 

0.10 

0.03 

0.13 

0.04 

0.64 

- 

0.0800 

0.0558 

0.0789 

- 

0.215 

0.215 

0.345 

0.017 

0.327 

0.442 

135.09 

Over Exploited 

Khyawada 

0823000502765300 

0.20 

0.04 

406.15 

0.05 

- 

0.05 

0.01 

0.16 

- 

- 

0.0207 

0.0292 

- 

0.050 

0.050 

0.096 

0.005 

0.091 

0.046 

49.99 

Safe 

Kishanniwas 

0824001202950700 

0.08 

0.05 

47.53 

0.06 

- 

0.06 

0.07 

0.76 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.072 

0.004 

0.068 

0.081 

118.24 

Over Exploited 

Kishanpura 

0823000502764300 

0.20 

0.04 

658.45 

0.05 

- 

0.05 

0.01 

0.22 

- 

0.0200 

0.0207 

0.0234 

- 

0.064 

0.064 

0.114 

0.006 

0.108 

0.087 

80.32 

Semi Critical 



0.08 

0.07 

204.90 

0.08 

- 

0.08 

0.03 

0.44 

- 

0.0200 

0.0423 

0.0479 

- 

0.110 

0.110 

0.193 

0.010 

0.184 

0.113 

61.40 

Safe 


0823000502770300 

0.06 

0.01 

868.98 

0.02 

0.01 

0.03 

0.02 

0.26 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.077 

0.004 

0.073 

0.248 

336.97 

Over Exploited 



0.06 

0.03 

538.10 

0.04 

0.01 

0.05 

0.03 

0.40 

- 

0.0700 

- 

- 

0.001 

0.071 

0.071 

0.120 

0.006 

0.114 

0.374 

328.92 

Over Exploited 

Kishanpuriya 

0824001202945400 

0.08 

0.01 

328.56 

0.01 

0.01 

0.02 

0.02 

0.21 

- 

- 

- 

- 

0.014 

0.014 

0.014 

0.031 

0.002 

0.029 

0.019 

65.58 

Safe 

Kodija 

0823000402747700 

0.12 

0.38 

150.50 

0.45 

0.01 

0.46 

0.05 

0.67 

- 

0.0200 

0.1412 

0.1710 

0.001 

0.333 

0.333 

0.797 

0.040 

0.757 

0.115 

15.19 

Safe 

Kota (M Corp.) 

0830000343001000 

0.13 

0.13 

2,045.07 

0.15 

0.01 

0.16 

0.01 

0.08 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.181 

0.009 

0.172 

3.015 

1,754.22 

Over Exploited 



0.12 

0.00 

18,173.24 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0437 

0.0618 

- 

0.106 

0.106 

0.108 

0.005 

0.103 

0.424 

412.05 

Over Exploited 



0.13 

0.23 

1,489.60 

0.28 

0.01 

0.29 

0.01 

0.11 

- 

0.0300 

0.4291 

0.6063 

- 

1.065 

1.065 

1.352 

0.068 

1.284 

4.078 

317.49 

Over Exploited 

Kothiya 

0823000502767100 

0.08 

0.18 

77.22 

0.21 

0.04 

0.25 

0.04 

0.64 

- 

0.1200 

0.0896 

0.1266 

- 

0.336 

0.336 

0.590 

0.030 

0.561 

0.642 

114.58 

Over Exploited 

Kotkhera 

0823000502767500 

0.08 

0.19 

58.60 

0.23 

0.03 

0.26 

0.04 

0.65 

- 

0.0900 

0.0948 

0.1339 

0.001 

0.320 

0.320 

0.578 

0.029 

0.549 

0.513 

93.37 

Critical 

Kumhariya 

0823000502768200 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.05 

- 

0.05 

0.01 

0.06 

0.04 

0.66 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.080 

0.008 

0.072 

0.173 

238.62 

Over Exploited 

Kundaliya 

0823000502761600 

0.08 

0.07 

########## 

0.08 

- 

0.08 

0.03 

0.41 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.101 

0.005 

0.096 

0.132 

137.22 

Over Exploited 



0.08 

0.02 

1,046.92 

0.02 

- 

0.02 

0.01 

0.20 

- 

0.0100 

0.0215 

0.0243 

- 

0.056 

0.056 

0.075 

0.004 

0.071 

0.058 

81.71 

Semi Critical 

Kuwarti 

0823000502759900 

0.08 

0.00 

2,825.94 

0.00 

0.02 

0.02 

0.00 

0.02 

- 

0.0100 

- 

- 

0.025 

0.035 

0.035 

0.051 

0.003 

0.049 

0.031 

64.48 

Safe 



0.08 

0.23 

210.19 

0.27 

0.07 

0.34 

0.04 

0.65 

- 

0.2300 

0.0930 

0.1051 

0.025 

0.453 

0.453 

0.790 

0.039 

0.750 

1.218 

162.37 

Over Exploited 

Lachhmanpura 

0824001202950800 

0.08 

0.05 

34.72 

0.06 

- 

0.06 

0.07 

0.76 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.067 

0.003 

0.064 

0.029 

46.05 

Safe 

Ladpur 

0823000502773200 

0.10 

0.42 

161.88 

0.51 

0.02 

0.53 

0.05 

0.66 

- 

0.0600 

0.1656 

0.2340 

0.005 

0.465 

0.465 

0.998 

0.050 

0.948 

0.313 

32.99 

Safe 

Lakha Ki Jhopariyan 

0823000502758100 

0.08 

0.00 

(460.67) 

0.00 

0.01 

0.01 

0.00 

0.06 

- 

- 

- 

- 

0.011 

0.011 

0.011 

0.019 

0.001 

0.018 

0.001 

3.30 

Safe 



0.08 

0.08 

(32.80) 

0.06 

0.01 

0.07 

0.04 

0.56 

- 

0.0100 

- 

- 

0.011 

0.021 

0.021 

0.090 

0.004 

0.085 

0.060 

70.55 

Semi Critical 



0.06 

0.00 

424.42 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Lakshmi Niwas 

0824001202948700 

0.08 

0.07 

61.30 

0.09 

0.01 

0.10 

0.06 

0.62 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.119 

0.006 

0.113 

0.108 

95.20 

Critical 

Lalpura 

0823000502760300 

0.10 

0.19 

336.93 

0.22 

0.04 

0.26 

0.04 

0.64 

- 

0.2000 

0.0620 

0.0701 

0.002 

0.334 

0.334 

0.598 

0.030 

0.568 

1.080 

190.07 

Over Exploited 

Lamba Peepal 

0823000502776000 

0.10 

0.00 

2,974.20 

0.00 

0.01 

0.01 

0.01 

0.11 

- 

0.0200 

0.0073 

0.0103 

- 

0.038 

0.038 

0.051 

0.003 

0.049 

0.129 

263.34 

Over Exploited 



0.06 

0.04 

372.04 

0.05 

0.03 

0.08 

0.04 

0.54 

- 

0.0800 

0.0349 

0.0493 

- 

0.164 

0.164 

0.246 

0.012 

0.234 

0.429 

183.32 

Over Exploited 

Laxmi Pura 

0823000502770900 

0.06 

0.10 

84.56 

0.12 

0.02 

0.14 

0.02 

0.35 

- 

0.0400 

- 

- 

0.014 

0.054 

0.054 

0.190 

0.009 

0.180 

0.200 

111.11 

Over Exploited 



0.06 

0.00 

85,255.94 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.01 

539.78 

0.01 

0.01 

0.02 

0.01 

0.08 

- 

0.0100 

- 

- 

0.014 

0.024 

0.024 

0.040 

0.002 

0.038 

0.058 

154.60 

Over Exploited 

Laxmipura 

0823000502778700 

0.06 

0.06 

(52.66) 

0.05 

- 

0.05 

0.07 

0.76 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.061 

0.003 

0.057 

0.070 

121.45 

Over Exploited 

Laxshmi Khera 

0824001202945300 

0.08 

0.00 

5,291.90 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

2,357.80 

Over Exploited 

Leelera Byasan 

0823000502766700 

0.10 

0.26 

267.70 

0.31 

0.03 

0.34 

0.04 

0.64 

- 

0.1300 

0.0860 

0.0972 

0.001 

0.314 

0.314 

0.653 

0.033 

0.620 

0.711 

114.65 

Over Exploited 

Leelera Charnan 

0823000502772000 

0.10 

0.04 

305.21 

0.05 

0.01 

0.06 

0.04 

0.64 

- 

0.0400 

0.0136 

0.0153 

- 

0.069 

0.069 

0.127 

0.006 

0.121 

0.213 

176.11 

Over Exploited 

Lesarda 

0823000402748000 

0.12 

0.90 

99.30 

1.08 

0.09 

1.17 

0.05 

0.69 

- 

0.2700 

0.2815 

0.3977 

0.006 

0.955 

0.955 

2.125 

0.106 

2.019 

1.438 

71.24 

Semi Critical 

Loicha 

0823000502769700 

0.06 

0.20 

210.16 

0.24 

0.02 

0.26 

0.05 

0.67 

- 

0.0200 

- 

- 

0.025 

0.045 

0.045 

0.303 

0.015 

0.288 

0.116 

40.25 

Safe 

Lord a 

0824001202944500 

0.08 

0.15 

58.04 

0.18 

- 

0.18 

0.06 

0.64 

- 

- 

- 

- 

- 

- 

- 

0.184 

0.009 

0.174 

0.033 

18.97 

Safe 

Mahrampura 

0823000502758000 

0.08 

0.00 

388.51 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.012 

1,886.07 

Over Exploited 



0.06 

0.00 

(3,333.45) 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

3.01 

Safe 



0.08 

0.00 

1,011.05 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.041 

2,579.97 

Over Exploited 



0.06 

0.02 

105.40 

0.03 

0.00 

0.03 

0.03 

0.49 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.041 

0.002 

0.039 

0.103 

264.26 

Over Exploited 

Mahrana 

0823000502774500 

0.10 

0.42 

352.78 

0.51 

0.16 

0.67 

0.04 

0.64 

- 

0.4800 

0.1709 

0.2414 

0.001 

0.893 

0.893 

1.562 

0.078 

1.484 

2.562 

172.69 

Over Exploited 

Makreri 

0824001202954000 

0.08 

0.00 

614.42 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Malipura 

0823000502769900 

0.06 

0.03 

338.60 

0.03 

0.00 

0.03 

0.03 

0.41 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.042 

0.002 

0.040 

0.075 

187.97 

Over Exploited 



0.06 

0.01 

568.75 

0.01 

0.00 

0.01 

0.02 

0.26 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.023 

0.001 

0.022 

0.038 

171.48 

Over Exploited 

Mandawara 

0823000502768700 

0.06 

0.13 

81.17 

0.16 

0.01 

0.17 

0.04 

0.60 

- 

0.0400 

- 

- 

0.004 

0.044 

0.044 

0.216 

0.011 

0.206 

0.205 

99.73 

Critical 



0.06 

0.00 

1,154.46 

0.00 

0.00 

0.00 

0.00 

0.06 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.009 

0.000 

0.008 

0.019 

227.43 

Over Exploited 

Mandawari 

0823000502768800 

0.06 

0.17 

111.32 

0.21 

0.01 

0.22 

0.05 

0.66 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.287 

0.014 

0.273 

0.380 

139.35 

Over Exploited 

Manditya 

0823000502766100 

0.20 

0.35 

65.28 

0.42 

0.01 

0.43 

0.05 

0.67 

- 

0.0300 

0.0683 

0.0965 

0.001 

0.196 

0.196 

0.629 

0.031 

0.597 

0.155 

25.93 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 
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Gross 
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Draft 
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Irrigation 
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Normal 
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Recharge 
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and 
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Rainfall 
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Rainfall 

(2010) 

Name 

Census Code 
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Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 
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MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Mandol 

0824001202953300 

2.613 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.284 

6.14 

0.020 

0.02 

0.00 

0.00 

0.00 

0.06 

0.24 

0.21 

0.05 

0.006 

0.60 

0.69 


Mandri 

0823000502776300 

1.211 

Fresh 

Kota Barrage 

Command 

Limestone 

1.211 

2.39 

0.030 

0.05 

0.01 

0.00 

0.00 

0.00 

0.13 

0.13 

0.20 

0.002 

0.60 

0.59 


Mangal 

0823000502756200 

2.864 

Fresh 

Non-command 

Non-command 

Limestone 

1.732 

1.47 

0.030 

0.07 

0.01 

0.00 

0.00 

0.00 

0.14 

0.15 

0.28 

0.005 

0.38 

0.35 






Bhimlat Abheypura 

Command 

Limestone 

1.132 

1.47 

0.030 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.10 

0.19 

0.003 

0.25 

0.23 


Mangarh 

0824001202946400 

2.899 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.203 

4.78 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.05 

0.06 


Mangli 

0823000502767200 

2.123 

Fresh 

Kota Barrage 

Command 

Limestone 

2.123 

1.69 

0.030 

0.12 

0.03 

0.00 

0.00 

0.00 

0.20 

0.20 

0.46 

0.006 

0.60 

0.59 


Manji Sahab Ka Khera 

0824001202950200 

3.432 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.881 

3.54 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.24 

0.21 

0.17 

0.008 

0.58 

0.66 


Manpura 

0824001202945800 

7.298 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.557 

3.66 

0.020 

0.03 

0.01 

0.00 

0.00 

0.02 

0.34 

0.29 

0.08 

0.013 

0.43 

0.49 


Matoonda 

0823000502760600 

14.426 

Fresh 

Non-command 

Non-command 

Limestone 

1.960 

3.72 

0.030 

0.12 

0.02 

0.00 

0.00 

0.02 

0.30 

0.33 

0.48 

0.005 

0.09 

0.08 






Kota Barrage 

Command 

Older Alluvium 

0.368 

3.72 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.17 

0.18 

0.13 

0.001 

0.02 

0.01 







Command 

Limestone 

12.098 

3.72 

0.030 

0.75 

0.11 

0.00 

0.00 

0.02 

1.97 

2.18 

2.96 

0.034 

0.53 

0.48 


Mayaja 

0823000402747800 

6.538 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

6.538 

1.73 

0.090 

0.04 

0.01 

0.00 

0.00 

0.00 

1.05 

1.23 

0.15 

0.000 

0.63 

0.53 


Megharawat Ki Jhonpariyan 

0823000502756700 

4.913 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.693 

3.76 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.01 

0.002 

0.08 

0.10 






Bhimlat Abheypura 

Command 

Bhander Sandstone 

0.839 

3.76 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.01 

0.002 

0.09 

0.12 


Mohanpura 

0823000502756800 

3.846 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.217 

1.10 

0.025 

0.06 

0.01 

0.00 

0.00 

0.00 

0.14 

0.12 

0.22 

0.009 

0.47 

0.55 






Bhimlat Abheypura 

Command 

Bhander Sandstone 

0.601 

1.10 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.002 

0.09 

0.10 


Moheepura 

0823000502771900 

1.994 

Fresh 

Kota Barrage 

Command 

Limestone 

1.994 

2.09 

0.030 

0.08 

0.01 

0.00 

0.00 

0.00 

0.20 

0.20 

0.30 

0.004 

0.60 

0.59 


Morkhoondana 

0823000402744200 

6.833 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.958 

1.08 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.40 

0.47 

0.03 

0.000 

0.36 

0.31 







Command 

Limestone 

0.178 

1.08 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.01 


Moti Pura 

0823000502764200 

1.035 

Fresh 

Kota Barrage 

Command 

Limestone 

1.035 

3.21 

0.030 

0.05 

0.01 

0.00 

0.00 

0.00 

0.14 

0.15 

0.20 

0.003 

0.62 

0.58 


Motuka 

0823000502776400 

1.845 

Fresh 

Non-command 

Non-command 

Limestone 

0.012 

2.03 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Bhander Sandstone 

0.005 

2.03 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Kota Barrage 

Command 

Limestone 

1.640 

2.03 

0.030 

0.06 

0.01 

0.00 

0.00 

0.00 

0.15 

0.15 

0.22 

0.003 

0.54 

0.52 







Command 

Bhander Sandstone 

0.006 

2.03 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Bardha 

Command 

Limestone 

0.021 

2.03 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Command 

Bhander Sandstone 

0.162 

2.03 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.05 

0.05 


Nainda 

0823000502772700 

3.070 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.070 

2.07 

0.090 

0.24 

0.06 

0.00 

0.00 

0.00 

0.75 

0.76 

0.97 

0.006 

0.60 

0.59 


Namana 

0823000502770100 

10.856 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.124 

0.92 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Bardha 

Command 

Limestone 

3.164 

0.92 

0.030 

0.04 

0.01 

0.00 

0.00 

0.01 

0.11 

0.12 

0.13 

0.009 

0.18 

0.17 







Command 

Bhander Sandstone 

7.568 

0.92 

0.025 

0.06 

0.01 

0.00 

0.00 

0.00 

0.22 

0.24 

0.21 

0.021 

0.43 

0.41 


Nanakpuriya 

0823000502759500 

1.417 

Fresh 

Non-command 

Non-command 

Limestone 

1.197 

2.52 

0.030 

0.10 

0.01 

0.00 

0.00 

0.00 

0.18 

0.21 

0.38 

0.003 

0.55 

0.47 






Kota Barrage 

Command 

Limestone 

0.220 

2.52 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.07 

0.001 

0.10 

0.09 


Nandpura 

0823000502764000 

3.287 

Fresh 

Kota Barrage 

Command 

Limestone 

3.287 

1.32 

0.030 

0.06 

0.01 

0.00 

0.00 

0.00 

0.18 

0.20 

0.23 

0.009 

0.62 

0.57 


Narsingh Pura 

0823000502761900 

4.707 

Fresh 

Kota Barrage 

Command 

Limestone 

4.707 

2.70 

0.030 

0.04 

0.01 

0.00 

0.00 

0.00 

0.41 

0.45 

0.14 

0.013 

0.63 

0.57 


Nathawa 

0823000102713800 

7.819 

Fresh 

Non-command 

Non-command 

Limestone 

0.736 

1.62 

0.022 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.002 

0.06 

0.05 


Naya Bardha 

0823000502776500 

4.823 

Fresh 

Non-command 

Non-command 

Limestone 

0.104 

2.58 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.01 

0.01 






Kota Barrage 

Command 

Limestone 

4.719 

2.58 

0.030 

0.17 

0.04 

0.00 

0.00 

0.00 

0.50 

0.52 

0.66 

0.009 

0.59 

0.56 


Naya Gaon 

0824001202950300 

2.992 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.992 

3.53 

0.020 

0.10 

0.03 

0.00 

0.00 

0.00 

0.28 

0.24 

0.40 

0.008 

0.69 

0.79 


Nayagaon 

0823000502761800 

2.758 

Fresh 

Kota Barrage 

Command 

Limestone 

2.758 

2.35 

0.030 

0.10 

0.01 

0.00 

0.00 

0.00 

0.28 

0.32 

0.38 

0.008 

0.64 

0.56 


Neem Ka Khera 

0823000502756500 

12.000 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.405 

0.16 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.04 

0.14 

0.012 

0.19 

0.24 






Bhimlat Abheypura 

Command 

Limestone 

1.277 

0.16 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.06 

0.004 

0.05 

0.07 







Command 

Bhander Sandstone 

5.592 

0.16 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.06 

0.05 

0.18 

0.016 

0.24 

0.30 


Neemoda 

0823000402748200 

4.466 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

4.466 

1.21 

0.090 

0.16 

0.04 

0.00 

0.00 

0.00 

0.60 

0.75 

0.63 

0.000 

0.63 

0.51 


Notara 

0823000502775700 

7.791 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

7.791 

1.68 

0.090 

0.46 

0.07 

0.00 

0.00 

0.00 

1.57 

1.73 

1.83 

0.015 

0.61 

0.55 


Onarji Ki Jhonpariyan 

0823000502756600 

5.902 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.102 

2.36 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.11 

0.07 

0.006 

0.18 

0.24 






Bhimlat Abheypura 

Command 

Bhander Sandstone 

3.801 

2.36 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.25 

0.19 

0.15 

0.011 

0.33 

0.43 


Onkarpura 

0823000502763900 

3.237 

Fresh 

Kota Barrage 

Command 

Limestone 

3.237 

1.37 

0.030 

0.07 

0.01 

0.00 

0.00 

0.00 

0.19 

0.21 

0.26 

0.009 

0.63 

0.57 


Padra 

0823000402751800 

6.086 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

6.086 

0.92 

0.090 

0.09 

0.02 

0.00 

0.00 

0.00 

0.57 

0.72 

0.36 

0.000 

0.64 

0.51 


Pakal Puriya 

0823000502768400 

1.791 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.024 

0.46 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Bardha 

Command 

Bhander Sandstone 

1.767 

0.46 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.05 

0.17 

0.005 

0.62 

0.57 


Palka 

0823000502778100 

3.919 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.370 

5.11 

0.025 

0.01 

0.00 

0.00 

0.00 

0.02 

0.30 

0.33 

0.04 

0.007 

0.40 

0.36 


Parana (Bheelonwala) 

0823000502769300 

0.866 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.866 

3.18 

0.025 

0.00 

0.00 

0.00 

0.00 

0.02 

0.05 

0.04 

0.00 

0.002 

0.60 

0.68 


Parana (Karadonka) 

0823000502778400 

5.580 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.514 

3.13 

0.010 

0.01 

0.00 

0.00 

0.00 

0.03 

0.16 

0.14 

0.03 

0.010 

0.68 

0.73 


Patolya 

0823000402748700 

2.783 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.902 

2.01 

0.090 

0.11 

0.03 

0.00 

0.00 

0.00 

0.42 

0.60 

0.44 

0.000 

0.44 

0.31 


Peelda (Samel) 

0823000402746400 

3.063 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.335 

0.84 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.000 

0.07 

0.06 







Command 

Limestone 

0.169 

0.84 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.03 

0.03 


Peepalda Hadon Ka 

0823000502766800 

4.534 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

4.534 

2.03 

0.090 

0.15 

0.02 

0.00 

0.00 

0.01 

0.95 

0.96 

0.58 

0.008 

0.60 

0.59 


Peeplya 

0823000502766200 

6.585 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

6.585 

1.63 

0.100 

0.07 

0.01 

0.00 

0.00 

0.00 

1.13 

1.25 

0.26 

0.018 

0.62 

0.56 


Peetambpura 

0823000502776900 

2.344 

Fresh 

Non-command 

Non-command 

Limestone 

0.469 

3.01 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.06 

0.001 

0.12 

0.10 







Non-command 

Bhander Sandstone 

1.829 

3.01 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.10 

0.16 

0.003 

0.48 

0.40 






Kota Barrage 

Command 

Limestone 

0.047 

3.01 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.000 

0.01 

0.01 


Prempura 

0823000502770000 

3.130 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.864 

2.11 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.13 

0.09 

0.005 

0.37 

0.35 






Bardha 

Command 

Bhander Sandstone 

1.266 

2.11 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.06 

0.004 

0.25 

0.24 


Purohition Ka Khera 

0824001202950500 

1.801 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.801 

3.54 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.17 

0.15 

0.20 

0.005 

0.69 

0.79 


Radi 

0823000402751300 

5.423 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

5.423 

0.65 

0.090 

0.08 

0.02 

0.00 

0.00 

0.00 

0.38 

0.48 

0.31 

0.000 

0.66 

0.52 


Raghunathpura 

0823000402747300 

4.601 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

4.601 

1.82 

0.090 

0.06 

0.02 

0.00 

0.00 

0.00 

0.79 

0.92 

0.25 

0.000 

0.63 

0.54 



0823000502761400 

2.174 

Fresh 

Kota Barrage 

Command 

Limestone 

2.174 

4.31 

0.030 

0.12 

0.02 

0.00 

0.00 

0.00 

0.38 

0.44 

0.45 

0.006 

0.65 

0.56 



0823000502776100 

3.150 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.019 

2.40 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Mandol 

0824001202953300 

0.08 

0.11 

92.79 

0.13 

0.06 

0.19 

0.06 

0.66 

- 

0.0100 

- 

- 

0.087 

0.098 

0.098 

0.288 

0.014 

0.273 

0.060 

22.06 

Safe 

Mandri 

0823000502776300 

0.06 

0.04 

197.37 

0.05 

0.01 

0.06 

0.04 

0.65 

- 

0.0400 

0.0292 

0.0413 

- 

0.111 

0.111 

0.173 

0.009 

0.164 

0.206 

125.47 

Over Exploited 

Mangal 

0823000502756200 

0.08 

0.05 

184.21 

0.06 

0.01 

0.07 

0.03 

0.41 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.104 

0.005 

0.099 

0.286 

289.81 

Over Exploited 



0.08 

0.02 

338.22 

0.03 

0.01 

0.04 

0.02 

0.27 

- 

0.0200 

0.0359 

0.0346 

0.000 

0.091 

0.091 

0.128 

0.006 

0.122 

0.193 

158.90 

Over Exploited 

Mangarh 

0824001202946400 

0.08 

0.00 

2,051.11 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.006 

639.66 

Over Exploited 

Mangli 

0823000502767200 

0.08 

0.10 

95.52 

0.12 

0.03 

0.15 

0.04 

0.64 

- 

0.0900 

0.0512 

0.0724 

0.000 

0.214 

0.214 

0.366 

0.018 

0.348 

0.463 

133.16 

Over Exploited 

Manji Sahab Ka Khera 

0824001202950200 

0.08 

0.13 

59.04 

0.16 

0.01 

0.17 

0.06 

0.64 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.200 

0.010 

0.190 

0.182 

95.73 

Critical 

Manpura 

0824001202945800 

0.08 

0.16 

88.62 

0.19 

0.03 

0.21 

0.04 

0.47 

- 

0.0200 

- 

- 

0.024 

0.044 

0.044 

0.258 

0.013 

0.245 

0.097 

39.40 

Safe 

Matoonda 

0823000502760600 

0.08 

0.01 

2,342.69 

0.02 

0.04 

0.06 

0.01 

0.09 

- 

0.0900 

- 

- 

0.033 

0.123 

0.123 

0.181 

0.009 

0.172 

0.483 

280.72 

Over Exploited 



0.20 

0.00 

15,506.02 

0.00 

- 

0.00 

0.00 

0.02 

- 

0.0200 

0.0074 

0.0084 

- 

0.036 

0.036 

0.037 

0.002 

0.035 

0.129 

365.89 

Over Exploited 



0.08 

0.51 

325.25 

0.61 

0.13 

0.75 

0.04 

0.57 

- 

0.5500 

0.2432 

0.2749 

0.033 

1.101 

1.101 

1.847 

0.092 

1.755 

2.990 

170.34 

Over Exploited 

Mayaja 

0823000402747800 

0.12 

0.49 

149.68 

0.59 

0.01 

0.61 

0.05 

0.68 

- 

0.0300 

0.1840 

0.2229 

0.004 

0.440 

0.440 

1.046 

0.052 

0.993 

0.154 

15.50 

Safe 

Megharawat Ki Jhonpariyan 

0823000502756700 

0.06 

0.00 

1,491.63 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.009 

241.14 

Over Exploited 



0.06 

0.00 

1,214.04 

0.01 

- 

0.01 

0.01 

0.10 

- 

- 

0.0266 

0.0256 

- 

0.052 

0.052 

0.058 

0.003 

0.055 

0.009 

16.94 

Safe 

Mohanpura 

0823000502756800 

0.06 

0.09 

29.57 

0.11 

0.01 

0.12 

0.05 

0.51 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.158 

0.008 

0.150 

0.232 

154.46 

Over Exploited 



0.06 

0.00 

612.04 

0.00 

- 

0.00 

0.01 

0.10 

- 

0.0100 

0.0191 

0.0184 

- 

0.047 

0.047 

0.051 

0.003 

0.049 

0.045 

91.89 

Critical 

Moheepura 

0823000502771900 

0.06 

0.07 

174.24 

0.09 

0.01 

0.10 

0.04 

0.64 

- 

0.0600 

0.0401 

0.0453 

- 

0.145 

0.145 

0.241 

0.012 

0.229 

0.303 

131.98 

Over Exploited 

Morkhoondana 

0823000402744200 

0.12 

0.17 

171.71 

0.21 

- 

0.21 

0.03 

0.39 

- 

- 

0.0796 

0.0899 

- 

0.170 

0.170 

0.376 

0.019 

0.357 

0.034 

9.53 

Safe 



0.04 

0.00 

3,185.54 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

0.0036 

0.0040 

0.001 

0.009 

0.009 

0.009 

0.000 

0.009 

- 

- 

Safe 

Moti Pura 

0823000502764200 

0.08 

0.05 

193.16 

0.06 

0.01 

0.07 

0.04 

0.66 

- 

0.0400 

0.0208 

0.0235 

- 

0.084 

0.084 

0.156 

0.008 

0.148 

0.206 

138.90 

Over Exploited 

Motuka 

0823000502776400 

0.06 

0.00 

23,893.88 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

21,485.17 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.05 

192.67 

0.06 

0.01 

0.07 

0.04 

0.58 

- 

0.0400 

0.0396 

0.0559 

- 

0.136 

0.136 

0.209 

0.010 

0.198 

0.226 

113.94 

Over Exploited 



0.06 

0.00 

16,199.78 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

15,395.45 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

562.69 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.011 

1,932.21 

Over Exploited 

Nainda 

0823000502772700 

0.10 

0.18 

311.58 

0.22 

0.06 

0.28 

0.04 

0.64 

- 

0.1800 

0.0741 

0.1046 

- 

0.359 

0.359 

0.640 

0.032 

0.608 

0.974 

160.26 

Over Exploited 

Namana 

0823000502770100 

0.06 

0.00 

5,091.32 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.08 

0.05 

161.55 

0.05 

0.02 

0.07 

0.01 

0.19 

- 

0.0200 

- 

- 

0.008 

0.028 

0.028 

0.097 

0.005 

0.092 

0.143 

154.82 

Over Exploited 



0.06 

0.19 

21.58 

0.23 

0.01 

0.24 

0.03 

0.46 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.264 

0.013 

0.251 

0.230 

91.75 

Critical 

Nanakpuriya 

0823000502759500 

0.08 

0.05 

300.27 

0.06 

0.01 

0.07 

0.04 

0.58 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.143 

0.007 

0.136 

0.387 

285.14 

Over Exploited 



0.08 

0.00 

2,304.19 

0.00 

- 

0.00 

0.01 

0.11 

- 

0.0100 

0.0044 

0.0050 

- 

0.019 

0.019 

0.022 

0.001 

0.020 

0.075 

364.85 

Over Exploited 

Nandpura 

0823000502764000 

0.08 

0.16 

19.37 

0.20 

0.01 

0.21 

0.04 

0.67 

- 

0.0300 

0.0661 

0.0747 

0.001 

0.171 

0.171 

0.377 

0.019 

0.358 

0.242 

67.63 

Safe 

Narsingh Pura 

0823000502761900 

0.08 

0.24 

91.02 

0.28 

0.01 

0.30 

0.04 

0.67 

- 

0.0300 

0.0946 

0.1070 

0.004 

0.236 

0.236 

0.534 

0.027 

0.507 

0.155 

30.60 

Safe 

Nathawa 

0823000102713800 

0.08 

0.00 

89,937.69 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.012 

299.13 

Over Exploited 

Naya Bardha 

0823000502776500 

0.06 

0.00 

10,346.13 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.016 

17,457.01 

Over Exploited 



0.06 

0.17 

211.56 

0.20 

0.04 

0.24 

0.04 

0.64 

- 

0.1200 

0.1138 

0.1609 

- 

0.395 

0.395 

0.637 

0.032 

0.605 

0.665 

109.93 

Over Exploited 

Naya Gaon 

0824001202950300 

0.08 

0.16 

48.84 

0.20 

0.03 

0.23 

0.07 

0.76 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.307 

0.015 

0.292 

0.412 

141.26 

Over Exploited 

Nayagaon 

0823000502761800 

0.08 

0.14 

126.70 

0.17 

0.01 

0.18 

0.04 

0.68 

- 

0.0700 

0.0554 

0.0627 

0.004 

0.192 

0.192 

0.373 

0.019 

0.355 

0.392 

110.44 

Over Exploited 

Neem Ka Khera 

0823000502756500 

0.06 

0.05 

(25.43) 

0.04 

0.01 

0.05 

0.02 

0.21 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.070 

0.003 

0.066 

0.153 

231.84 

Over Exploited 



0.08 

0.01 

266.35 

0.01 

- 

0.01 

0.01 

0.06 

- 

0.0100 

0.0405 

0.0390 

- 

0.090 

0.090 

0.096 

0.005 

0.091 

0.064 

69.58 

Safe 



0.06 

0.08 

(39.43) 

0.06 

0.01 

0.07 

0.03 

0.26 

- 

0.0200 

0.1774 

0.1709 

- 

0.368 

0.368 

0.442 

0.022 

0.420 

0.193 

45.85 

Safe 

Neemoda 

0823000402748200 

0.12 

0.34 

120.32 

0.41 

0.04 

0.45 

0.05 

0.68 

- 

0.1200 

0.1077 

0.1522 

0.005 

0.385 

0.385 

0.835 

0.042 

0.793 

0.631 

79.57 

Semi Critical 

Notara 

0823000502775700 

0.10 

0.48 

263.15 

0.57 

0.07 

0.65 

0.04 

0.66 

- 

0.3400 

0.1566 

0.1770 

0.006 

0.680 

0.680 

1.326 

0.066 

1.259 

1.845 

146.47 

Over Exploited 

Onarji Ki Jhonpariyan 

0823000502756600 

0.06 

0.02 

378.75 

0.03 

0.00 

0.03 

0.02 

0.20 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.013 

0.041 

0.002 

0.039 

0.078 

198.41 

Over Exploited 



0.06 

0.07 

158.92 

0.09 

0.01 

0.10 

0.04 

0.36 

0.01 

0.0300 

0.1206 

0.1161 

0.001 

0.268 

0.276 

0.376 

0.019 

0.357 

0.159 

44.43 

Safe 

Onkarpura 

0823000502763900 

0.08 

0.16 

28.77 

0.20 

0.01 

0.21 

0.04 

0.67 

- 

0.0300 

0.0651 

0.0736 

0.006 

0.174 

0.174 

0.384 

0.019 

0.365 

0.268 

73.52 

Semi Critical 

Padra 

0823000402751800 

0.12 

0.47 

52.92 

0.57 

0.02 

0.59 

0.05 

0.69 

- 

0.0700 

0.1468 

0.2075 

0.002 

0.426 

0.426 

1.013 

0.051 

0.962 

0.355 

36.89 

Safe 

Pakal Puriya 

0823000502768400 

0.06 

0.00 

2,470.20 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.07 

(16.31) 

0.05 

0.01 

0.06 

0.04 

0.66 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.085 

0.004 

0.080 

0.174 

216.14 

Over Exploited 

Palka 

0823000502778100 

0.06 

0.06 

473.59 

0.07 

0.02 

0.08 

0.04 

0.44 

- 

0.0100 

- 

- 

0.023 

0.033 

0.033 

0.116 

0.006 

0.111 

0.043 

38.53 

Safe 

Parana (Bheelonwala) 

0823000502769300 

0.06 

0.03 

44.45 

0.04 

0.02 

0.05 

0.06 

0.65 

- 

- 

- 

- 

0.027 

0.027 

0.027 

0.081 

0.004 

0.077 

0.002 

3.12 

Safe 

Parana (Karadonka) 

0823000502778400 

0.06 

0.22 

(35.35) 

0.18 

0.03 

0.21 

0.07 

0.74 

- 

0.0100 

- 

- 

0.040 

0.050 

0.050 

0.256 

0.013 

0.243 

0.044 

18.22 

Safe 

Patolya 

0823000402748700 

0.12 

0.10 

497.23 

0.12 

0.03 

0.15 

0.03 

0.47 

- 

0.0800 

0.0459 

0.0648 

0.001 

0.192 

0.192 

0.343 

0.017 

0.326 

0.439 

134.78 

Over Exploited 

Peelda (Samel) 

0823000402746400 

0.12 

0.00 

996.67 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

0.0067 

0.0076 

- 

0.014 

0.014 

0.018 

0.001 

0.017 

0.019 

112.69 

Over Exploited 



0.04 

0.00 

1,337.63 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

0.0034 

0.0038 

- 

0.007 

0.007 

0.007 

0.000 

0.007 

0.010 

140.65 

Over Exploited 

Peepalda Hadon Ka 

0823000502766800 

0.10 

0.27 

253.27 

0.33 

0.03 

0.35 

0.04 

0.64 

- 

0.1100 

0.0911 

0.1030 

0.008 

0.312 

0.312 

0.664 

0.033 

0.630 

0.583 

92.56 

Critical 

Peeplya 

0823000502766200 

0.20 

0.82 

53.34 

0.98 

0.01 

0.99 

0.04 

0.66 

- 

0.0500 

0.1324 

0.1496 

0.004 

0.336 

0.336 

1.327 

0.066 

1.261 

0.273 

21.67 

Safe 

Peetambpura 

0823000502776900 

0.06 

0.00 

2,034.68 

0.00 

- 

0.00 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.060 

444.04 

Over Exploited 



0.06 

0.05 

91.60 

0.06 

0.01 

0.07 

0.04 

0.52 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.104 

0.005 

0.099 

0.167 

169.73 

Over Exploited 



0.06 

0.00 

14,418.10 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0009 

0.0011 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.000 

4.47 

Safe 

Prempura 

0823000502770000 

0.06 

0.04 

227.05 

0.05 

0.00 

0.05 

0.03 

0.40 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.071 

0.004 

0.068 

0.099 

146.14 

Over Exploited 



0.06 

0.02 

378.48 

0.02 

0.00 

0.02 

0.02 

0.27 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.035 

0.002 

0.033 

0.061 

183.16 

Over Exploited 

Purohition Ka Khera 

0824001202950500 

0.08 

0.10 

47.47 

0.12 

0.01 

0.13 

0.07 

0.76 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.169 

0.008 

0.160 

0.209 

130.31 

Over Exploited 

Radi 

0823000402751300 

0.12 

0.43 

12.17 

0.48 

0.02 

0.51 

0.05 

0.71 

- 

0.0600 

0.1308 

0.1849 

0.003 

0.379 

0.379 

0.885 

0.044 

0.841 

0.307 

36.52 

Safe 

Raghunathpura 

0823000402747300 

0.12 

0.35 

165.04 

0.42 

0.02 

0.44 

0.05 

0.67 

- 

0.0500 

0.1295 

0.1568 

0.004 

0.340 

0.340 

0.778 

0.039 

0.739 

0.250 

33.84 

Safe 


0823000502761400 

0.08 

0.11 

292.90 

0.13 

0.02 

0.15 

0.04 

0.69 

- 

0.0900 

0.0437 

0.0494 

- 

0.183 

0.183 

0.338 

0.017 

0.321 

0.460 

143.25 

Over Exploited 


0823000502776100 

0.10 

0.00 

62,268.04 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0004 

0.0006 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

3.29 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Command 

Limestone 

3.132 

2.40 

0.030 

0.22 

0.05 

0.00 

0.00 

0.00 

0.40 

0.40 

0.86 

0.006 

0.60 

0.59 


Raghuveer Pura 

0823000502755400 

2.588 

Fresh 

Non-command 

Non-command 

Limestone 

2.588 

1.76 

0.030 

0.08 

0.01 

0.00 

0.00 

0.01 

0.20 

0.24 

0.32 

0.007 

0.66 

0.55 


Raithal 

0823000502764700 

9.186 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

9.137 

1.27 

0.100 

0.13 

0.02 

0.00 

0.00 

0.00 

1.27 

1.39 

0.48 

0.025 

0.62 

0.56 







Command 

Limestone 

0.049 

1.27 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rajwas 

0823000502762300 

3.303 

Fresh 

Non-command 

Non-command 

Limestone 

1.013 

0.16 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.04 

0.003 

0.19 

0.17 






Kota Barrage 

Command 

Limestone 

1.769 

0.16 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.08 

0.005 

0.34 

0.30 


Ramganj 

0823000502759400 

3.174 

Fresh 

Kota Barrage 

Command 

Limestone 

3.174 

1.78 

0.030 

0.28 

0.07 

0.00 

0.00 

0.00 

0.38 

0.42 

1.09 

0.009 

0.63 

0.57 


Ramnagar 

0823000502755900 

6.423 

Fresh 

Non-command 

Non-command 

Limestone 

1.260 

1.49 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.08 

0.004 

0.13 

0.11 






Bhimlat Abheypura 

Command 

Limestone 

5.163 

1.49 

0.030 

0.09 

0.01 

0.00 

0.00 

0.00 

0.31 

0.35 

0.36 

0.014 

0.51 

0.46 


Rampuriya 

0823000102712800 

9.731 

Fresh 

Non-command 

Non-command 

Limestone 

0.618 

3.67 

0.022 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.01 

0.002 

0.04 

0.03 



0823000502758200 

0.548 

Fresh 

Bardha 

Command 

Bhander Sandstone 

0.548 

0.22 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.06 

0.002 

0.63 

0.58 


Rampuriya (Tulsi) 

0823000502777600 

0.841 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.001 

2.03 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rampuriya(Dhola) 

0823000502763500 

10.457 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.931 

0.63 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.04 

0.003 

0.06 

0.05 







Command 

Limestone 

9.501 

0.63 

0.030 

0.07 

0.01 

0.00 

0.00 

0.00 

0.24 

0.26 

0.26 

0.026 

0.57 

0.51 


Ramrda 

0824001202945700 

1.620 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.268 

4.29 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.11 

0.13 


Rangpuriya 

0823000402748800 

3.690 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.690 

1.81 

0.090 

0.34 

0.09 

0.00 

0.00 

0.00 

0.85 

1.14 

1.36 

0.000 

0.64 

0.48 


Rayta 

0823000502758800 

3.909 

Fresh 

Non-command 

Non-command 

Limestone 

0.403 

1.57 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.09 

0.001 

0.07 

0.06 






Kota Barrage 

Command 

Limestone 

3.506 

1.57 

0.030 

0.21 

0.03 

0.00 

0.00 

0.00 

0.34 

0.38 

0.82 

0.010 

0.57 

0.51 


Resunda 

0824001202955300 

3.057 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.056 

0.02 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Rihana 

0823000502765100 

6.079 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.493 

1.73 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.27 

0.30 

0.04 

0.004 

0.15 

0.13 


Roopnagar 

0823000502757400 

1.862 

Fresh 

Non-command 

Non-command 

Limestone 

0.724 

1.38 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.07 

0.002 

0.24 

0.23 







Non-command 

Bhander Sandstone 

1.138 

1.38 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.07 

0.003 

0.38 

0.36 


Rughnathpura 

0824001202951000 

0.926 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.926 

3.53 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.07 

0.06 

0.03 

0.003 

0.69 

0.79 


Sadaramji Ka Khera 

0824001202953900 

3.564 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.400 

2.17 

0.020 

0.04 

0.01 

0.00 

0.00 

0.01 

0.17 

0.15 

0.13 

0.009 

0.66 

0.75 


Salawatiya 

0824001202948400 

3.650 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.001 

4.60 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Salriya 

0823000502757900 

2.009 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.462 

1.09 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.14 

0.13 






Bardha 

Command 

Bhander Sandstone 

1.546 

1.09 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.04 

0.004 

0.48 

0.44 


Samarba 

0823000502763700 

2.194 

Fresh 

Kota Barrage 

Command 

Limestone 

2.194 

0.31 

0.030 

0.08 

0.01 

0.00 

0.00 

0.00 

0.09 

0.10 

0.32 

0.006 

0.63 

0.56 


Sandri 

0823000502776200 

1.773 

Fresh 

Kota Barrage 

Command 

Limestone 

1.773 

2.20 

0.030 

0.04 

0.01 

0.00 

0.00 

0.00 

0.15 

0.15 

0.16 

0.003 

0.60 

0.59 


Sangawada 

0823000502764400 

3.136 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.136 

2.10 

0.100 

0.10 

0.01 

0.00 

0.00 

0.00 

0.75 

0.78 

0.39 

0.009 

0.61 

0.58 







Command 

Limestone 

0.000 

2.10 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sankarda 

0823000502758700 

1.133 

Fresh 

Kota Barrage 

Command 

Limestone 

1.133 

1.38 

0.030 

0.15 

0.02 

0.00 

0.00 

0.00 

0.17 

0.19 

0.59 

0.003 

0.62 

0.58 


Sanwal Pura 

0823000502767400 

1.899 

Fresh 

Kota Barrage 

Command 

Limestone 

1.899 

1.86 

0.030 

0.08 

0.01 

0.00 

0.00 

0.00 

0.17 

0.18 

0.32 

0.005 

0.60 

0.59 


Sapteeja 

0823000502772100 

1.698 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.698 

1.98 

0.090 

0.04 

0.01 

0.00 

0.00 

0.00 

0.33 

0.34 

0.15 

0.003 

0.60 

0.59 


Sarki Kudi 

0824001202953500 

0.754 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.754 

4.35 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

0.06 

0.05 

0.01 

0.002 

0.69 

0.79 


Sarwan Ki Jhonpariyan 

0823000502768900 

2.013 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.013 

3.65 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.21 

0.22 

0.11 

0.006 

0.62 

0.59 






Bardha 

Command 

Bhander Sandstone 

0.000 

3.65 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Satheli 

0823000502773000 

6.501 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

6.501 

1.79 

0.090 

0.08 

0.02 

0.00 

0.00 

0.00 

1.10 

1.13 

0.29 

0.012 

0.60 

0.59 


Sathoor 

0823000102713600 

16.454 

Fresh 

Non-command 

Non-command 

Limestone 

1.554 

1.51 

0.022 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.11 

0.004 

0.06 

0.06 







Non-command 

Bhander Sandstone 

0.210 

1.51 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.01 

0.01 


Satkundiya 

0824001202955100 

1.995 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.057 

0.33 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Sawar 

0823000502774700 

2.868 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.866 

2.23 

0.090 

0.14 

0.04 

0.00 

0.00 

0.00 

0.47 

0.80 

0.56 

0.003 

0.41 

0.24 







Command 

Bhander Sandstone 

1.002 

2.23 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.09 

0.15 

0.002 

0.22 

0.13 


Sedari 

0823000502773900 

3.127 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.127 

1.49 

0.090 

0.12 

0.03 

0.00 

0.00 

0.00 

0.51 

0.68 

0.49 

0.006 

0.63 

0.47 


Seelor 

0823000502755500 

13.757 

Fresh 

Non-command 

Non-command 

Limestone 

11.552 

1.29 

0.030 

0.21 

0.03 

0.00 

0.00 

0.01 

0.62 

0.70 

0.80 

0.032 

0.54 

0.47 






Kota Barrage 

Command 

Limestone 

1.139 

1.29 

0.030 

0.02 

0.00 

0.00 

0.00 

0.01 

0.05 

0.06 

0.08 

0.003 

0.05 

0.05 






Bardha 

Command 

Limestone 

1.065 

1.29 

0.030 

0.02 

0.00 

0.00 

0.00 

0.01 

0.05 

0.06 

0.07 

0.003 

0.05 

0.04 


Seenta 

0823000502757300 

1.373 

Fresh 

Non-command 

Non-command 

Limestone 

0.579 

1.34 

0.030 

0.09 

0.01 

0.00 

0.00 

0.00 

0.10 

0.11 

0.36 

0.002 

0.26 

0.25 







Non-command 

Bhander Sandstone 

0.367 

1.34 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.04 

0.04 

0.16 

0.001 

0.17 

0.16 






Bhimlat Abheypura 

Command 

Limestone 

0.428 

1.34 

0.030 

0.07 

0.01 

0.00 

0.00 

0.00 

0.08 

0.08 

0.27 

0.001 

0.19 

0.18 



0823000502774600 

6.552 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.391 

1.14 

0.090 

0.07 

0.02 

0.00 

0.00 

0.00 

0.40 

0.68 

0.27 

0.006 

0.33 

0.19 







Command 

Bhander Sandstone 

0.014 

1.14 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Seenti 

0823000502757200 

2.063 

Fresh 

Non-command 

Non-command 

Limestone 

0.510 

1.15 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.08 

0.001 

0.15 

0.15 







Non-command 

Bhander Sandstone 

0.133 

1.15 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.04 

0.04 






Bhimlat Abheypura 

Command 

Limestone 

1.420 

1.15 

0.030 

0.06 

0.01 

0.00 

0.00 

0.00 

0.10 

0.10 

0.22 

0.004 

0.42 

0.41 


Seeta Pura 

0823000502771700 

5.701 

Fresh 

Kota Barrage 

Command 

Limestone 

5.701 

2.15 

0.030 

0.53 

0.08 

0.00 

0.00 

0.00 

0.82 

0.82 

2.10 

0.011 

0.60 

0.59 


Shahpura 

0823000502754800 

17.548 

Fresh 

Non-command 

Non-command 

Limestone 

3.559 

1.01 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.00 

0.010 

0.11 

0.13 







Non-command 

Bhander Sandstone 

10.057 

1.01 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.24 

0.00 

0.028 

0.32 

0.35 


Shambhoopura 

0830000303799700 

16.500 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.447 

1.26 

0.080 

0.08 

0.02 

0.00 

0.00 

0.00 

0.71 

1.01 

0.32 

0.009 

0.25 

0.18 


Shivshakti Ka Khera 

0823000502760100 

3.002 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.628 

2.46 

0.100 

0.08 

0.01 

0.00 

0.00 

0.00 

0.22 

0.23 

0.32 

0.002 

0.13 

0.12 







Command 

Limestone 

2.373 

2.46 

0.030 

0.22 

0.03 

0.00 

0.00 

0.01 

0.36 

0.37 

0.86 

0.007 

0.48 

0.46 


Shopuriya Ki Baori 

0823000502760800 

7.718 

Fresh 

Non-command 

Non-command 

Limestone 

6.166 

4.44 

0.030 

0.03 

0.00 

0.00 

0.00 

0.00 

0.85 

1.02 

0.09 

0.017 

0.53 

0.44 







Non-command 

Bhander Sandstone 

0.317 

4.44 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.00 

0.001 

0.03 

0.02 


Shreepura 

0823000402750700 

3.546 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.151 

0.38 

0.090 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

-0.01 

0.02 

0.000 

0.03 

0.02 


Shrinagar 

0823000502757600 

2.118 

Fresh 

Non-command 

Non-command 

Limestone 

1.832 

1.38 

0.030 

0.10 

0.01 

0.00 

0.00 

0.00 

0.17 

0.18 

0.39 

0.005 

0.55 

0.49 







Non-command 

Bhander Sandstone 

0.286 

1.38 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.001 

0.09 

0.08 


Shyamoo 

0823000502770400 

1.584 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.584 

3.38 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.15 

0.05 

0.004 

0.62 

0.58 


Soonthi 

0824001202944800 

8.840 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

8.575 

5.62 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.97 

0.85 

0.01 

0.024 

0.66 

0.76 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.06 

0.11 

257.96 

0.13 

0.05 

0.18 

0.04 

0.64 

- 

0.1600 

0.0755 

0.1067 

0.000 

0.343 

0.343 

0.528 

0.026 

0.501 

0.865 

172.58 

Over Exploited 

Raghuveer Pura 

0823000502755400 

0.08 

0.14 

76.74 

0.16 

0.02 

0.18 

0.04 

0.70 

- 

0.0400 

- 

- 

0.008 

0.048 

0.048 

0.227 

0.011 

0.216 

0.331 

153.64 

Over Exploited 

Raithal 

0823000502764700 

0.20 

1.12 

23.49 

1.35 

0.02 

1.37 

0.04 

0.66 

- 

0.0500 

0.1837 

0.2076 

0.001 

0.442 

0.442 

1.812 

0.091 

1.722 

0.505 

29.36 

Safe 



0.08 

0.00 

15,929.06 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0010 

0.0011 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.000 

6.83 

Safe 

Rajwas 

0823000502762300 

0.08 

0.01 

1,070.69 

0.02 

- 

0.02 

0.01 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.017 

0.001 

0.016 

0.043 

273.01 

Over Exploited 



0.08 

0.05 

(33.17) 

0.04 

- 

0.04 

0.02 

0.36 

- 

0.0100 

0.0356 

0.0402 

- 

0.086 

0.086 

0.124 

0.006 

0.117 

0.088 

74.85 

Semi Critical 

Ramganj 

0823000502759400 

0.08 

0.16 

160.72 

0.19 

0.07 

0.26 

0.04 

0.67 

- 

0.2000 

0.0766 

0.1082 

0.000 

0.385 

0.385 

0.646 

0.032 

0.614 

1.102 

179.57 

Over Exploited 

Ramnagar 

0823000502755900 

0.08 

0.01 

559.92 

0.02 

0.00 

0.02 

0.01 

0.13 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.031 

0.002 

0.030 

0.080 

267.20 

Over Exploited 



0.08 

0.21 

64.01 

0.25 

0.01 

0.27 

0.04 

0.55 

- 

0.0400 

0.1638 

0.1578 

0.004 

0.365 

0.365 

0.632 

0.032 

0.600 

0.372 

62.01 

Safe 

Rampuriya 

0823000102712800 

0.08 

0.00 

2,793.17 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.007 

285.25 

Over Exploited 


0823000502758200 

0.06 

0.02 

(45.97) 

0.02 

0.00 

0.02 

0.04 

0.67 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.033 

0.002 

0.032 

0.059 

184.27 

Over Exploited 

Rampuriya (Tulsi) 

0823000502777600 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rampuriya(Dhola) 

0823000502763500 

0.20 

0.01 

626.98 

0.01 

0.00 

0.01 

0.00 

0.06 

- 

- 

0.0150 

0.0212 

0.002 

0.038 

0.038 

0.051 

0.003 

0.049 

0.045 

91.17 

Critical 



0.08 

0.43 

(38.72) 

0.34 

0.01 

0.36 

0.04 

0.61 

- 

0.0300 

0.1528 

0.2159 

0.004 

0.403 

0.403 

0.759 

0.038 

0.721 

0.282 

39.17 

Safe 

Ramrda 

0824001202945700 

0.08 

0.00 

726.30 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.001 

26.95 

Safe 

Rangpuriya 

0823000402748800 

0.12 

0.28 

303.36 

0.34 

0.09 

0.43 

0.05 

0.69 

- 

0.2600 

0.0890 

0.1258 

0.001 

0.476 

0.476 

0.907 

0.045 

0.862 

1.361 

157.93 

Over Exploited 

Rayta 

0823000502758800 

0.08 

0.00 

1,795.82 

0.00 

0.00 

0.01 

0.00 

0.07 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.031 

0.002 

0.029 

0.091 

314.28 

Over Exploited 



0.08 

0.16 

139.35 

0.19 

0.03 

0.22 

0.04 

0.61 

- 

0.1500 

0.0705 

0.0797 

0.005 

0.305 

0.305 

0.529 

0.026 

0.503 

0.827 

164.42 

Over Exploited 

Resunda 

0824001202955300 

0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rihana 

0823000502765100 

0.20 

0.05 

568.13 

0.05 

- 

0.05 

0.01 

0.16 

- 

- 

0.0240 

0.0339 

- 

0.058 

0.058 

0.112 

0.006 

0.107 

0.046 

43.22 

Safe 

Roopnagar 

0823000502757400 

0.08 

0.01 

279.89 

0.02 

- 

0.02 

0.02 

0.26 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.027 

0.001 

0.025 

0.073 

287.74 

Over Exploited 



0.06 

0.03 

142.64 

0.03 

- 

0.03 

0.03 

0.41 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.041 

0.002 

0.039 

0.075 

192.94 

Over Exploited 

Rughnathpura 

0824001202951000 

0.08 

0.05 

19.01 

0.06 

0.01 

0.07 

0.07 

0.76 

- 

0.0100 

- 

- 

0.009 

0.019 

0.019 

0.086 

0.004 

0.081 

0.037 

44.86 

Safe 

Sadaramji Ka Khera 

0824001202953900 

0.08 

0.18 

(17.41) 

0.15 

0.02 

0.17 

0.07 

0.72 

- 

0.0300 

- 

- 

0.014 

0.044 

0.044 

0.211 

0.011 

0.200 

0.143 

71.61 

Semi Critical 

Salawatiya 

0824001202948400 

0.08 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Salriya 

0823000502757900 

0.06 

0.00 

240.38 

0.00 

- 

0.00 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.008 

181.93 

Over Exploited 



0.06 

0.04 

26.46 

0.05 

- 

0.05 

0.03 

0.52 

- 

- 

- 

- 

- 

- 

- 

0.054 

0.003 

0.051 

0.040 

79.13 

Semi Critical 

Samarba 

0823000502763700 

0.08 

0.11 

(9.66) 

0.10 

0.01 

0.11 

0.04 

0.67 

- 

0.0400 

0.0441 

0.0499 

0.002 

0.136 

0.136 

0.246 

0.012 

0.234 

0.324 

138.80 

Over Exploited 

Sandri 

0823000502776200 

0.06 

0.06 

133.27 

0.08 

0.01 

0.09 

0.04 

0.64 

- 

0.0300 

0.0428 

0.0604 

- 

0.133 

0.133 

0.220 

0.011 

0.209 

0.159 

76.27 

Semi Critical 

Sangawada 

0823000502764400 

0.20 

0.38 

104.90 

0.46 

0.01 

0.47 

0.04 

0.65 

- 

0.0700 

0.0630 

0.0713 

- 

0.204 

0.204 

0.674 

0.034 

0.640 

0.394 

61.53 

Safe 



0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sankarda 

0823000502758700 

0.08 

0.06 

231.23 

0.07 

0.02 

0.09 

0.04 

0.66 

- 

0.1100 

0.0228 

0.0258 

0.005 

0.164 

0.164 

0.255 

0.013 

0.242 

0.591 

244.41 

Over Exploited 

Sanwal Pura 

0823000502767400 

0.08 

0.09 

92.10 

0.11 

0.01 

0.12 

0.04 

0.64 

- 

0.0600 

0.0382 

0.0431 

0.004 

0.146 

0.146 

0.268 

0.013 

0.255 

0.325 

127.70 

Over Exploited 

Sapteeja 

0823000502772100 

0.10 

0.10 

229.42 

0.12 

0.01 

0.13 

0.04 

0.64 

- 

0.0300 

0.0341 

0.0386 

- 

0.103 

0.103 

0.235 

0.012 

0.223 

0.152 

68.22 

Safe 

Sarki Kudi 

0824001202953500 

0.08 

0.04 

18.28 

0.05 

0.01 

0.06 

0.07 

0.76 

- 

- 

- 

- 

0.014 

0.014 

0.014 

0.073 

0.004 

0.069 

0.012 

17.52 

Safe 

Sarwan Ki Jhonpariyan 

0823000502768900 

0.06 

0.07 

199.99 

0.09 

- 

0.09 

0.05 

0.67 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.110 

0.005 

0.104 

0.117 

112.03 

Over Exploited 



0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Satheli 

0823000502773000 

0.10 

0.39 

188.28 

0.47 

0.02 

0.49 

0.04 

0.65 

- 

0.0600 

0.1568 

0.2216 

0.006 

0.444 

0.444 

0.938 

0.047 

0.892 

0.306 

34.34 

Safe 

Sathoor 

0823000102713600 

0.08 

0.01 

368,475.43 

0.01 

- 

0.01 

0.00 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.113 

666.15 

Over Exploited 



0.10 

0.00 

3,937.94 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.018 

9,301.01 

Over Exploited 

Satkundiya 

0824001202955100 

0.08 

0.00 

348.42 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sawar 

0823000502774700 

0.10 

0.08 

938.70 

0.09 

0.04 

0.13 

0.03 

0.44 

- 

0.1100 

0.0450 

0.0636 

0.001 

0.219 

0.219 

0.352 

0.018 

0.334 

0.565 

169.06 

Over Exploited 



0.06 

0.01 

552.28 

0.02 

0.01 

0.03 

0.02 

0.24 

- 

0.0300 

0.0242 

0.0342 

0.001 

0.090 

0.090 

0.116 

0.006 

0.111 

0.153 

138.14 

Over Exploited 

Sedari 

0823000502773900 

0.10 

0.20 

243.08 

0.24 

0.03 

0.27 

0.05 

0.68 

- 

0.0900 

0.0754 

0.1066 

0.004 

0.276 

0.276 

0.545 

0.027 

0.518 

0.498 

96.18 

Critical 

Seelor 

0823000502755500 

0.08 

0.50 

41.06 

0.60 

0.04 

0.64 

0.04 

0.58 

- 

0.0900 

- 

- 

0.017 

0.107 

0.107 

0.746 

0.037 

0.709 

0.836 

117.98 

Over Exploited 



0.08 

0.00 

1,147.14 

0.01 

0.01 

0.02 

0.00 

0.06 

- 

0.0100 

0.0229 

0.0259 

0.017 

0.076 

0.076 

0.092 

0.005 

0.088 

0.087 

99.21 

Critical 



0.08 

0.00 

1,246.92 

0.01 

0.01 

0.02 

0.00 

0.05 

- 

0.0100 

- 

- 

0.017 

0.027 

0.027 

0.043 

0.002 

0.041 

0.075 

183.23 

Over Exploited 

Seenta 

0823000502757300 

0.08 

0.01 

803.36 

0.01 

0.01 

0.02 

0.02 

0.28 

- 

0.0400 

- 

- 

0.000 

0.040 

0.040 

0.065 

0.003 

0.062 

0.361 

585.04 

Over Exploited 



0.06 

0.00 

1,130.75 

0.00 

0.01 

0.01 

0.01 

0.18 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.034 

0.002 

0.033 

0.163 

499.30 

Over Exploited 



0.08 

0.01 

1,136.22 

0.01 

0.01 

0.02 

0.01 

0.21 

- 

0.0300 

0.0136 

0.0131 

0.000 

0.057 

0.057 

0.075 

0.004 

0.071 

0.266 

373.63 

Over Exploited 


0823000502774600 

0.10 

0.11 

512.08 

0.13 

0.02 

0.15 

0.02 

0.35 

- 

0.0500 

0.0818 

0.1156 

- 

0.247 

0.247 

0.401 

0.020 

0.381 

0.273 

71.72 

Semi Critical 



0.06 

0.00 

25,310.97 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0003 

0.0005 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Seenti 

0823000502757200 

0.08 

0.01 

531.08 

0.01 

- 

0.01 

0.01 

0.16 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.017 

0.077 

467.41 

Over Exploited 



0.06 

0.00 

1,158.44 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

2,034.20 

Over Exploited 



0.08 

0.05 

114.58 

0.06 

0.01 

0.07 

0.03 

0.46 

- 

0.0200 

0.0450 

0.0434 

- 

0.108 

0.108 

0.176 

0.009 

0.167 

0.219 

130.91 

Over Exploited 

Seeta Pura 

0823000502771700 

0.06 

0.21 

301.47 

0.25 

0.08 

0.33 

0.04 

0.64 

- 

0.3900 

0.1146 

0.1296 

0.002 

0.636 

0.636 

0.964 

0.048 

0.916 

2.109 

230.28 

Over Exploited 

Shahpura 

0823000502754800 

0.08 

0.03 

850,833.93 

0.04 

- 

0.04 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.038 

0.002 

0.036 

0.010 

27.27 

Safe 



0.06 

0.19 

42,213.82 

0.23 

- 

0.23 

0.03 

0.35 

- 

- 

- 

- 

- 

- 

- 

0.232 

0.012 

0.221 

0.028 

12.68 

Safe 

Shambhoopura 

0830000303799700 

0.13 

0.20 

390.93 

0.25 

0.02 

0.27 

0.02 

0.27 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.326 

0.016 

0.310 

0.325 

105.07 

Over Exploited 

Shivshakti Ka Khera 

0823000502760100 

0.20 

0.02 

1,354.19 

0.02 

0.01 

0.03 

0.01 

0.14 

- 

0.0600 

0.0126 

0.0143 

- 

0.087 

0.087 

0.116 

0.006 

0.110 

0.322 

291.65 

Over Exploited 



0.08 

0.09 

306.85 

0.11 

0.04 

0.15 

0.03 

0.52 

- 

0.1600 

0.0477 

0.0539 

0.010 

0.272 

0.272 

0.418 

0.021 

0.397 

0.869 

218.76 

Over Exploited 

Shopuriya Ki Baori 

0823000502760800 

0.08 

0.25 

########## 

0.30 

- 

0.30 

0.03 

0.56 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.317 

0.016 

0.301 

0.108 

35.90 

Safe 



0.06 

0.00 

8,091.81 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Shreepura 

0823000402750700 

0.12 

0.00 

(1,476.57) 

0.00 

0.01 

0.01 

0.00 

0.03 

- 

- 

0.0037 

0.0052 

0.016 

0.025 

0.025 

0.036 

0.002 

0.035 

0.019 

55.00 

Safe 

Shrinagar 

0823000502757600 

0.08 

0.08 

128.80 

0.10 

0.01 

0.11 

0.04 

0.59 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.146 

0.007 

0.139 

0.397 

285.83 

Over Exploited 



0.06 

0.00 

1,400.41 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.040 

2,380.79 

Over Exploited 

Shyamoo 

0823000502770400 

0.06 

0.06 

162.22 

0.07 

- 

0.07 

0.05 

0.66 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.080 

0.004 

0.076 

0.050 

66.05 

Safe 

Soonthi 

0824001202944800 

0.08 

0.46 

86.97 

0.55 

- 

0.55 

0.07 

0.73 

- 

- 

- 

- 

- 

- 

- 

0.547 

0.027 

0.520 

0.037 

7.05 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Sundarpura 

082300050276980C 

1.250 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.250 

4.13 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.15 

0.05 

0.003 

0.62 

0.59 


Suwasan 

0823000502773500 

12.234 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

12.234 

1.48 

0.090 

0.22 

0.05 

0.00 

0.00 

0.02 

1.78 

2.14 

0.86 

0.023 

0.62 

0.52 


Talab Bardha 

0823000502777400 

2.664 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.142 

2.56 

0.010 

0.00 

0.00 

0.00 

0.00 

0.17 

-0.17 

-0.19 

0.01 

0.000 

0.03 

0.03 


Talab Gaon 

0823000102713900 

9.339 

Fresh 

Non-command 

Non-command 

Limestone 

0.745 

2.10 

0.022 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.02 

0.002 

0.05 

0.04 


Talera 

0823000502772600 

4.551 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.788 

2.18 

0.090 

0.35 

0.07 

0.00 

0.00 

0.00 

0.83 

0.83 

1.14 

0.185 

0.37 

0.36 







Command 

Limestone 

1.763 

2.18 

0.030 

0.17 

0.03 

0.00 

0.00 

0.01 

0.25 

0.25 

0.52 

0.117 

0.23 

0.23 


Teekhabara 

0823000502756100 

3.351 

Fresh 

Non-command 

Non-command 

Limestone 

3.351 

1.46 

0.030 

0.05 

0.01 

0.00 

0.00 

0.00 

0.19 

0.21 

0.18 

0.009 

0.64 

0.57 


Teekhi 

0824001202946100 

2.276 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.526 

4.00 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.001 

0.16 

0.18 


Teerath 

0823000502774300 

14.289 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

8.581 

0.91 

0.090 

0.24 

0.06 

0.00 

0.00 

0.00 

0.88 

1.43 

0.95 

0.016 

0.38 

0.24 


Teetarwasa 

0823000502775200 

3.699 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.699 

1.65 

0.090 

0.19 

0.05 

0.00 

0.00 

0.00 

0.69 

0.73 

0.77 

0.007 

0.61 

0.58 


Tharoda 

0824001202946000 

8.833 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

7.980 

3.63 

0.020 

0.12 

0.03 

0.00 

0.00 

0.01 

0.66 

0.57 

0.44 

0.022 

0.62 

0.71 


Theekariya Charnan 

0823000502766900 

5.122 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

4.105 

1.90 

0.090 

0.07 

0.02 

0.00 

0.00 

0.00 

0.75 

0.76 

0.28 

0.008 

0.48 

0.48 







Command 

Limestone 

1.018 

1.90 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.04 

0.002 

0.12 

0.12 


Theekariyan Kalan 

0823000502772900 

14.858 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

14.858 

1.84 

0.090 

0.16 

0.04 

0.00 

0.00 

0.00 

2.59 

2.64 

0.62 

0.028 

0.60 

0.59 


Tulsi 

0823000502777000 

1.612 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.612 

2.52 

0.010 

0.10 

0.01 

0.00 

0.00 

0.00 

0.13 

0.18 

0.39 

0.003 

0.64 

0.46 


Udpuriya 

0824001202951100 

1.658 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.207 

3.21 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.02 

0.003 

0.50 

0.58 


Ulera 

0823000502757000 

5.290 

Fresh 

Non-command 

Non-command 

Limestone 

0.917 

-0.04 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.003 

0.10 

0.11 







Non-command 

Bhander Sandstone 

0.864 

-0.04 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.002 

0.09 

0.10 






Bhimlat Abheypura 

Command 

Limestone 

2.935 

-0.04 

0.030 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.008 

0.32 

0.34 







Command 

Bhander Sandstone 

0.575 

-0.04 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.002 

0.06 

0.07 


Umaji Ka Khera 

0824001202951200 

2.059 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.381 

3.38 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.07 

0.004 

0.46 

0.53 


Umarthoona 

0823000502754900 

6.145 

Fresh 

Non-command 

Non-command 

Limestone 

4.170 

1.42 

0.030 

0.07 

0.01 

0.00 

0.00 

0.00 

0.24 

0.25 

0.27 

0.012 

0.42 

0.40 






Bhimlat Abheypura 

Command 

Limestone 

1.768 

1.42 

0.030 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.11 

0.13 

0.005 

0.18 

0.17 


Ummedramji Ka Khera 

0824001202953400 

0.287 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.287 

4.81 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.001 

0.69 

0.79 


Umrach 

0823000502758900 

3.165 

Fresh 

Kota Barrage 

Command 

Limestone 

3.165 

1.67 

0.030 

0.22 

0.05 

0.00 

0.00 

0.00 

0.33 

0.35 

0.85 

0.009 

0.62 

0.58 


Uttamnagar 

0824001202944700 

2.414 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.009 

8.27 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.34 

0.30 

0.04 

0.006 

0.57 

0.65 


Veekam Pura 

0824001202950600 

1.329 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.329 

3.55 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.11 

0.14 

0.004 

0.69 

0.79 


Vijaynagar 

0823000402748500 

3.025 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.025 

1.56 

0.090 

0.19 

0.05 

0.00 

0.00 

0.00 

0.57 

0.78 

0.75 

0.000 

0.64 

0.46 

08006049 

Amarpura 

0824001202944000 

2.231 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.330 

5.35 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.17 

0.12 

0.12 

0.004 

0.28 

0.40 







Non-command 

Bhander Sandstone 

0.045 

5.35 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Banka 

0824001202944400 

7.267 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.814 

6.85 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.68 

0.57 

0.08 

0.013 

0.43 

0.50 


Barodiya 

0824001202944200 

2.468 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.589 

5.79 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.06 

0.002 

0.12 

0.16 







Non-command 

Bhander Sandstone 

0.060 

5.79 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.02 


Bhopatpura 

0824001202944600 

2.191 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.532 

8.26 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.01 

0.001 

0.17 

0.19 


Bijoliya Kalan 

0824001242408000 

9.106 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.581 

3.58 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.02 

0.011 

0.04 

0.05 


Chenpuriya 

0824001202945200 

2.672 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.672 

8.03 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.44 

0.39 

0.08 

0.007 

0.69 

0.79 


Chhatri Khera 

0824001202945000 

0.508 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.508 

8.28 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.02 

0.001 

0.69 

0.79 


Gordhanpura 

0824001202945100 

1.404 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.404 

8.18 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.21 

0.03 

0.004 

0.69 

0.79 


Jalindri 

0824001202944300 

13.044 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.391 

4.86 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.35 

0.25 

0.07 

0.009 

0.13 

0.18 







Non-command 

Bhander Sandstone 

4.888 

4.86 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.50 

0.36 

0.07 

0.013 

0.18 

0.26 


Kesuvilas 

0824001202945600 

6.011 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.919 

6.10 

0.020 

0.03 

0.00 

0.00 

0.00 

0.02 

0.73 

0.64 

0.09 

0.016 

0.67 

0.77 


Khanderiya 

0823000102707500 

2.570 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.570 

3.65 

0.020 

0.00 

0.00 

0.00 

0.00 

0.14 

0.05 

0.04 

0.00 

0.007 

0.48 

0.67 


Kheenya 

0823000102707400 

20.087 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.192 

2.89 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.00 

0.01 







Non-command 

Bhander Sandstone 

2.463 

2.89 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.17 

0.12 

0.09 

0.007 

0.06 

0.08 


Kherariya 

0824001202944900 

1.271 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.270 

8.28 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.23 

0.20 

0.08 

0.004 

0.69 

0.79 


Kishanpuriya 

0824001202945400 

1.560 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.131 

4.78 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.10 

0.03 

0.003 

0.50 

0.57 


Laxshmi Khera 

0824001202945300 

3.272 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.120 

7.87 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.53 

0.46 

0.20 

0.009 

0.66 

0.75 


Lord a 

0824001202944500 

3.546 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.243 

4.22 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.04 

0.05 


Mai Ka Khera 

0824001102940700 

5.313 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.004 

5.84 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mandol 

0824001202953300 

2.613 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.329 

6.14 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.001 

0.09 

0.10 


Manpura 

0824001202945800 

7.298 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.740 

3.66 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.22 

0.19 

0.05 

0.008 

0.26 

0.30 


Megharawat Ki Jhonpariyan 

0823000502756700 

4.913 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.056 

3.76 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.30 

0.24 

0.03 

0.009 

0.34 

0.43 






Bhimlat Abheypura 

Command 

Bhander Sandstone 

0.151 

3.76 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.02 


Neem Ka Khera 

0823000502756500 

12.000 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.178 

0.16 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Ramchandraji Ka Khera 

0824001102940400 

2.162 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.900 

4.87 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.06 

0.002 

0.19 

0.28 


Rampuriya 

0824001202944100 

2.795 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.103 

4.99 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.02 

0.02 



0824001202945500 

0.301 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.301 

6.94 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.001 

0.69 

0.79 


Ramrda 

0824001202945700 

1.620 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.254 

4.29 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.11 

0.12 


Uttamnagar 

0824001202944700 

2.414 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.405 

8.27 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.01 

0.001 

0.12 

0.13 

08006050 

Amthoon 

0823000502770800 

1.086 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.001 

2.97 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Balapura 

0823000502777300 

2.117 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.092 

2.20 

0.010 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.01 

0.000 

0.03 

0.02 


Bhagwanpura (©Chainpuriya 

0823000502780800 

3.542 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.587 

2.48 

0.010 

0.03 

0.01 

0.00 

0.00 

0.01 

0.08 

0.09 

0.12 

0.005 

0.50 

0.42 


Bhawani Pura 

0823000502780700 

2.044 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.043 

0.64 

0.010 

0.01 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.05 

0.004 

0.68 

0.57 


Bijari 

0823000502781000 

0.491 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.491 

3.56 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.001 

0.66 

0.52 


Dabi 

0823000502780400 

7.274 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.772 

3.73 

0.010 

0.01 

0.00 

0.00 

0.00 

0.01 

0.07 

0.07 

0.04 

0.003 

0.17 

0.16 


Deoriya 

0823000502777500 

18.655 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

18.635 

2.77 

0.010 

0.04 

0.01 

0.00 

0.00 

0.79 

-0.25 

-0.31 

0.10 

0.035 

0.65 

0.52 


Dhaneshwar 

0823000502781100 

17.855 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.893 

2.35 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.18 

0.23 

0.10 

0.013 

0.26 

0.21 


Dora 

0823000502777900 

1.399 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.399 

4.44 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.03 

0.003 

0.66 

0.52 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Sundarpura 

0823000502769800 

0.06 

0.05 

215.65 

0.06 

- 

0.06 

0.05 

0.67 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.066 

0.003 

0.062 

0.050 

80.88 

Semi Critical 

Suwasan 

0823000502773500 

0.10 

0.76 

180.86 

0.91 

0.07 

0.98 

0.05 

0.67 

- 

0.1600 

0.2951 

0.4170 

0.024 

0.896 

0.896 

1.876 

0.094 

1.782 

0.887 

49.75 

Safe 

Talab Bardha 

0823000502777400 

0.06 

0.00 

(67,478.69) 

0.00 

0.17 

0.17 

0.00 

0.04 

- 

- 

- 

- 

0.259 

0.259 

0.259 

0.432 

0.022 

0.410 

0.008 

2.02 

Safe 

Talab Gaon 

0823000102713900 

0.08 

0.00 

149,997.49 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.020 

690.32 

Over Exploited 

Talera 

0823000502772600 

0.10 

0.10 

714.17 

0.12 

0.07 

0.19 

0.03 

0.39 

- 

0.2100 

0.0672 

0.0950 

0.000 

0.373 

0.373 

0.565 

0.028 

0.537 

1.325 

246.61 

Over Exploited 



0.06 

0.02 

922.69 

0.03 

0.04 

0.07 

0.02 

0.25 

- 

0.1000 

0.0425 

0.0601 

0.009 

0.212 

0.212 

0.277 

0.014 

0.263 

0.637 

241.83 

Over Exploited 

Teekhabara 

0823000502756100 

0.08 

0.17 

22.41 

0.21 

0.01 

0.22 

0.04 

0.68 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.239 

0.012 

0.227 

0.187 

82.35 

Semi Critical 

Teekhi 

0824001202946100 

0.08 

0.01 

451.18 

0.01 

- 

0.01 

0.02 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.007 

0.019 

259.79 

Over Exploited 

Teerath 

0823000502774300 

0.10 

0.33 

336.04 

0.39 

0.06 

0.45 

0.03 

0.41 

- 

0.1800 

0.2070 

0.2925 

- 

0.680 

0.680 

1.132 

0.057 

1.076 

0.966 

89.80 

Semi Critical 

Teetarwasa 

0823000502775200 

0.10 

0.22 

223.77 

0.27 

0.05 

0.32 

0.04 

0.65 

- 

0.1400 

0.0892 

0.1261 

- 

0.355 

0.355 

0.674 

0.034 

0.640 

0.777 

121.30 

Over Exploited 

Tharoda 

0824001202946000 

0.08 

0.39 

44.84 

0.47 

0.04 

0.51 

0.06 

0.68 

- 

0.0800 

- 

- 

0.014 

0.094 

0.094 

0.607 

0.030 

0.577 

0.460 

79.76 

Semi Critical 

Theekariya Charnan 

0823000502766900 

0.10 

0.20 

283.93 

0.24 

0.02 

0.26 

0.03 

0.51 

- 

0.0500 

0.0990 

0.1399 

- 

0.289 

0.289 

0.545 

0.027 

0.518 

0.284 

54.74 

Safe 



0.06 

0.01 

842.06 

0.01 

- 

0.01 

0.01 

0.13 

- 

0.0100 

0.0245 

0.0347 

- 

0.069 

0.069 

0.078 

0.004 

0.074 

0.045 

60.65 

Safe 

Theekariyan Kalan 

0823000502772900 

0.10 

0.89 

195.26 

1.07 

0.04 

1.11 

0.04 

0.65 

- 

0.1200 

0.3584 

0.5065 

0.001 

0.986 

0.986 

2.100 

0.105 

1.995 

0.644 

32.27 

Safe 

Tulsi 

0823000502777000 

0.06 

0.06 

187.04 

0.07 

0.01 

0.09 

0.05 

0.68 

- 

0.0700 

- 

- 

0.003 

0.073 

0.073 

0.159 

0.008 

0.151 

0.395 

261.96 

Over Exploited 

Udpuriya 

0824001202951100 

0.08 

0.05 

55.20 

0.06 

0.00 

0.06 

0.05 

0.55 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.061 

0.003 

0.058 

0.022 

38.34 

Safe 

Ulera 

0823000502757000 

0.08 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.002 

0.016 

0.067 

425.54 

Over Exploited 



0.06 

0.00 

- 

0.00 

0.00 

0.01 

0.01 

0.10 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

0.001 

0.005 

0.031 

647.08 

Over Exploited 



0.08 

0.08 

- 

0.08 

0.01 

0.09 

0.03 

0.35 

- 

0.0200 

0.0931 

0.0897 

- 

0.203 

0.203 

0.288 

0.029 

0.260 

0.207 

79.80 

Semi Critical 



0.06 

0.00 

- 

0.00 

0.00 

0.00 

0.01 

0.07 

- 

- 

0.0182 

0.0176 

0.000 

0.036 

0.036 

0.038 

0.004 

0.035 

0.024 

68.18 

Safe 

Umaji Ka Khera 

0824001202951200 

0.08 

0.05 

91.51 

0.06 

0.00 

0.06 

0.05 

0.51 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.074 

0.004 

0.070 

0.074 

105.36 

Over Exploited 

Umarthoona 

0823000502754900 

0.08 

0.14 

102,430.74 

0.17 

0.01 

0.18 

0.03 

0.45 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.207 

0.010 

0.196 

0.286 

145.47 

Over Exploited 



0.08 

0.03 

342.40 

0.03 

- 

0.03 

0.01 

0.19 

- 

0.0100 

0.0561 

0.0540 

- 

0.120 

0.120 

0.150 

0.008 

0.143 

0.136 

95.30 

Critical 

Ummedramji Ka Khera 

0824001202953400 

0.08 

0.02 

108.06 

0.02 

- 

0.02 

0.07 

0.76 

- 

- 

- 

- 

- 

- 

- 

0.019 

0.001 

0.018 

0.020 

109.79 

Over Exploited 

Umrach 

0823000502758900 

0.08 

0.16 

123.06 

0.19 

0.05 

0.24 

0.04 

0.66 

- 

0.1600 

0.0763 

0.1079 

0.003 

0.347 

0.347 

0.588 

0.029 

0.558 

0.860 

153.97 

Over Exploited 

Uttamnagar 

0824001202944700 

0.08 

0.09 

223.24 

0.11 

0.00 

0.11 

0.06 

0.63 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.127 

0.006 

0.120 

0.050 

41.20 

Safe 

Veekam Pura 

0824001202950600 

0.08 

0.07 

48.53 

0.09 

0.01 

0.10 

0.07 

0.76 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.128 

0.006 

0.121 

0.148 

121.68 

Over Exploited 

Vijaynagar 

0823000402748500 

0.12 

0.23 

238.29 

0.28 

0.05 

0.33 

0.05 

0.68 

- 

0.1400 

0.0730 

0.1031 

- 

0.316 

0.316 

0.643 

0.032 

0.611 

0.747 

122.29 

Over Exploited 

Amarpura 

0824001202944000 

0.08 

0.03 

323.05 

0.03 

0.00 

0.03 

0.03 

0.31 

0.00 

0.0200 

- 

- 

0.001 

0.021 

0.024 

0.058 

0.003 

0.056 

0.122 

219.14 

Over Exploited 



0.08 

0.00 

9,716.43 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.005 

12,127.27 

Over Exploited 

Banka 

0824001202944400 

0.08 

0.16 

249.67 

0.20 

- 

0.20 

0.05 

0.47 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.207 

0.010 

0.197 

0.088 

44.89 

Safe 

Barodiya 

0824001202944200 

0.08 

0.01 

1,086.67 

0.01 

0.00 

0.01 

0.01 

0.13 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.012 

0.019 

0.001 

0.018 

0.060 

337.80 

Over Exploited 



0.08 

0.00 

8,391.78 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.005 

1,416.86 

Over Exploited 

Bhopatpura 

0824001202944600 

0.08 

0.01 

981.20 

0.01 

0.00 

0.01 

0.02 

0.18 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.009 

0.000 

0.008 

0.011 

136.73 

Over Exploited 

Bijoliya Kalan 

0824001242408000 

0.08 

0.00 

2,076.49 

0.00 

0.00 

0.00 

0.00 

0.05 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.004 

0.000 

0.004 

0.035 

853.18 

Over Exploited 

Chenpuriya 

0824001202945200 

0.08 

0.15 

164.03 

0.18 

0.01 

0.18 

0.07 

0.76 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.199 

0.010 

0.189 

0.086 

45.70 

Safe 

Chhatri Khera 

0824001202945000 

0.08 

0.03 

194.57 

0.03 

- 

0.03 

0.07 

0.76 

- 

- 

- 

- 

- 

- 

- 

0.033 

0.002 

0.032 

0.020 

64.13 

Safe 

Gordhanpura 

0824001202945100 

0.08 

0.08 

171.22 

0.09 

0.00 

0.09 

0.07 

0.76 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.103 

0.005 

0.098 

0.038 

38.68 

Safe 

Jalindri 

0824001202944300 

0.08 

0.03 

659.34 

0.04 

- 

0.04 

0.02 

0.14 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.054 

0.003 

0.051 

0.081 

158.96 

Over Exploited 



0.08 

0.07 

395.32 

0.09 

- 

0.09 

0.02 

0.21 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.105 

0.005 

0.100 

0.080 

80.49 

Semi Critical 

Kesuvilas 

0824001202945600 

0.08 

0.32 

99.58 

0.38 

0.02 

0.40 

0.07 

0.74 

- 

0.0200 

- 

- 

0.033 

0.053 

0.053 

0.458 

0.023 

0.435 

0.103 

23.76 

Safe 

Khanderiya 

0823000102707500 

0.10 

0.12 

(69.82) 

0.10 

0.14 

0.23 

0.06 

0.54 

0.01 

- 

- 

- 

0.203 

0.203 

0.218 

0.453 

0.023 

0.430 

0.007 

1.69 

Safe 

Kheenya 

0823000102707400 

0.06 

0.00 

11,423.52 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.006 

8,899.26 

Over Exploited 



0.10 

0.01 

765.40 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.038 

0.002 

0.036 

0.098 

271.49 

Over Exploited 

Kherariya 

0824001202944900 

0.08 

0.07 

185.96 

0.08 

0.00 

0.09 

0.07 

0.76 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.108 

0.005 

0.103 

0.086 

83.11 

Semi Critical 

Kishanpuriya 

0824001202945400 

0.08 

0.05 

128.89 

0.05 

- 

0.05 

0.05 

0.55 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.064 

0.003 

0.061 

0.035 

57.58 

Safe 

Laxshmi Khera 

0824001202945300 

0.08 

0.16 

183.28 

0.20 

0.01 

0.21 

0.07 

0.72 

- 

0.0400 

- 

- 

0.000 

0.040 

0.040 

0.247 

0.012 

0.235 

0.206 

87.58 

Semi Critical 

Lord a 

0824001202944500 

0.08 

0.00 

1,973.73 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Mai Ka Khera 

0824001102940700 

0.08 

0.00 

240,966.16 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mandol 

0824001202953300 

0.08 

0.00 

1,423.69 

0.00 

0.00 

0.00 

0.01 

0.10 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.004 

0.000 

0.004 

0.006 

145.75 

Over Exploited 

Manpura 

0824001202945800 

0.08 

0.06 

239.32 

0.07 

0.00 

0.07 

0.03 

0.28 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.081 

0.004 

0.077 

0.059 

76.32 

Semi Critical 

Megharawat Ki Jhonpariyan 

0823000502756700 

0.06 

0.06 

273.62 

0.08 

- 

0.08 

0.04 

0.38 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.086 

0.004 

0.081 

0.038 

46.06 

Safe 



0.06 

0.00 

7,242.43 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0048 

0.0046 

- 

0.009 

0.009 

0.010 

0.000 

0.009 

0.000 

4.61 

Safe 

Neem Ka Khera 

0823000502756500 

0.06 

0.00 

517.67 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

8,122.67 

Over Exploited 

Ramchandraji Ka Khera 

0824001102940400 

0.08 

0.01 

468.05 

0.02 

- 

0.02 

0.02 

0.21 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.027 

0.001 

0.026 

0.060 

234.71 

Over Exploited 

Rampuriya 

0824001202944100 

0.08 

0.00 

5,264.78 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.007 

4,433.19 

Over Exploited 


0824001202945500 

0.08 

0.02 

120.63 

0.02 

- 

0.02 

0.07 

0.76 

- 

- 

- 

- 

- 

- 

- 

0.020 

0.001 

0.019 

0.019 

99.58 

Critical 

Ramrda 

0824001202945700 

0.08 

0.00 

775.15 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.002 

0.001 

28.46 

Safe 

Uttamnagar 

0824001202944700 

0.08 

0.00 

1,469.37 

0.00 

- 

0.00 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.014 

332.22 

Over Exploited 

Amthoon 

0823000502770800 

0.06 

0.00 

########## 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.004 

0.000 

0.004 

0.000 

0.05 

Safe 

Balapura 

0823000502777300 

0.06 

0.00 

(3,313.12) 

0.00 

0.01 

0.01 

0.00 

0.03 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.016 

0.001 

0.015 

0.011 

74.57 

Semi Critical 

Bhagwanpura @Chainpuriya 

0823000502780800 

0.06 

0.08 

19.15 

0.09 

0.02 

0.11 

0.04 

0.54 

- 

0.0200 

- 

- 

0.011 

0.031 

0.031 

0.141 

0.007 

0.134 

0.120 

89.37 

Semi Critical 

Bhawani Pura 

0823000502780700 

0.06 

0.08 

(80.88) 

0.07 

0.01 

0.08 

0.06 

0.74 

- 

0.0100 

- 

- 

0.014 

0.025 

0.025 

0.101 

0.005 

0.096 

0.058 

60.19 

Safe 

Bijari 

0823000502781000 

0.06 

0.02 

78.33 

0.02 

0.00 

0.02 

0.06 

0.72 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.024 

0.001 

0.023 

0.026 

113.04 

Over Exploited 

Dabi 

0823000502780400 

0.06 

0.02 

313.82 

0.02 

0.01 

0.03 

0.01 

0.18 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.044 

0.002 

0.042 

0.045 

107.50 

Over Exploited 

Deoriya 

0823000502777500 

0.06 

0.72 

(142.60) 

0.58 

0.80 

1.38 

0.05 

0.70 

- 

0.0200 

- 

- 

1.189 

1.209 

1.209 

2.590 

0.129 

2.460 

0.136 

5.52 

Safe 

Dhaneshwar 

0823000502781100 

0.06 

0.11 

108.80 

0.13 

0.01 

0.14 

0.02 

0.28 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.160 

0.008 

0.152 

0.111 

72.71 

Semi Critical 

Dora 

0823000502777900 

0.06 

0.06 

66.26 

0.07 

- 

0.07 

0.06 

0.72 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.076 

0.004 

0.073 

0.037 

50.39 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Gagos 

082300050277140C 

3.043 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.054 

2.09 

0.010 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

-0.01 

0.00 

0.000 

0.01 

0.01 


Jaloti 

0823000502777700 

2.039 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.039 

3.32 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.01 

0.004 

0.66 

0.51 


Jawahar Sagar 

0823000502781300 

11.618 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.005 

1.53 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kachhalya 

0823000502778000 

0.555 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.555 

5.06 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.001 

0.66 

0.52 


Kalyanpura 

0823000502770700 

3.727 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.392 

3.90 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.001 

0.07 

0.06 


Kanwarpura 

0823000502780900 

3.719 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.719 

2.92 

0.010 

0.02 

0.00 

0.00 

0.00 

0.03 

0.10 

0.13 

0.07 

0.007 

0.67 

0.54 


Karondi 

0823000502781200 

0.233 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.222 

2.21 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.03 

0.000 

0.63 

0.49 


Khadipur 

0823000502781400 

1.588 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.291 

3.04 

0.010 

0.02 

0.01 

0.00 

0.00 

0.00 

0.05 

0.06 

0.09 

0.002 

0.54 

0.42 


Kota (M Corp.) 

0830000343001000 

109.423 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.734 

0.62 

0.080 

0.28 

0.00 

0.00 

0.00 

0.00 

0.47 

0.77 

0.02 

0.827 

0.02 

0.01 


Laxmi Pura 

0823000502770900 

9.645 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.374 

2.66 

0.010 

0.03 

0.00 

0.00 

0.00 

0.01 

0.11 

0.12 

0.13 

0.006 

0.22 

0.20 


Palka 

0823000502778100 

3.919 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.549 

5.11 

0.025 

0.01 

0.00 

0.00 

0.00 

0.02 

0.19 

0.21 

0.03 

0.004 

0.26 

0.24 


Rampuriya (Tulsi) 

0823000502777600 

0.841 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.841 

2.03 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.04 

0.05 

0.11 

0.002 

0.65 

0.49 


Shambhoopura 

0830000303799700 

16.500 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

8.801 

1.26 

0.080 

0.11 

0.03 

0.00 

0.00 

0.02 

0.95 

1.34 

0.42 

0.013 

0.35 

0.24 


Shyopuriya 

0823000502777800 

0.743 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.743 

4.09 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.001 

0.66 

0.51 


Sootra 

0823000502780600 

6.497 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.945 

1.62 

0.010 

0.01 

0.00 

0.00 

0.00 

0.01 

0.04 

0.04 

0.05 

0.004 

0.21 

0.18 


Talab Bardha 

0823000502777400 

2.664 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.522 

2.56 

0.010 

0.04 

0.01 

0.00 

0.00 

0.17 

-0.08 

-0.09 

0.16 

0.005 

0.59 

0.52 


Thari 

0823000502780500 

2.200 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.200 

1.56 

0.010 

0.03 

0.01 

0.00 

0.00 

0.04 

0.01 

0.01 

0.13 

0.004 

0.68 

0.59 

08006051 

Aon Ka Khera 

0823000202718600 

3.736 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.732 

2.70 

0.018 

0.05 

0.01 

0.00 

0.00 

0.00 

0.17 

0.18 

0.21 

0.005 

0.39 

0.36 






Dugari 

Command 

Phyllite & Schist 

0.045 

2.70 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Bagera 

0823000202719800 

3.001 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.001 

3.07 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.19 

0.20 

0.17 

0.005 

0.53 

0.49 


Bamangaon 

0823000202720400 

23.256 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

16.712 

2.85 

0.018 

0.14 

0.02 

0.00 

0.00 

0.04 

0.91 

0.98 

0.54 

0.030 

0.38 

0.35 


Bambooli 

0823000202715200 

9.440 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.654 

2.98 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.03 

0.001 

0.04 

0.03 


Bari Parap 

0823000202720200 

6.761 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.761 

3.16 

0.018 

0.08 

0.01 

0.00 

0.00 

0.01 

0.44 

0.47 

0.29 

0.012 

0.53 

0.49 


Bhajneri 

0823000202719200 

15.330 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.363 

2.44 

0.018 

0.08 

0.01 

0.00 

0.00 

0.15 

0.10 

0.11 

0.32 

0.008 

0.15 

0.14 


Bhawanipura 

0823000202721000 

2.405 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.026 

2.93 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.12 

0.002 

0.23 

0.21 


Bhompura 

0823000202720900 

3.449 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.424 

2.93 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.16 

0.10 

0.004 

0.37 

0.35 


Chhotiparap 

0823000202715500 

1.792 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.792 

3.14 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.13 

0.14 

0.14 

0.003 

0.53 

0.49 


Dalelpura 

0823000202720000 

2.778 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.778 

3.19 

0.018 

0.05 

0.01 

0.00 

0.00 

0.00 

0.19 

0.21 

0.19 

0.005 

0.53 

0.49 


Delpura 

0823000202719300 

5.813 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.435 

2.80 

0.018 

0.01 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.04 

0.001 

0.04 

0.04 


Deori Barwa 

0823000202718500 

2.092 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.021 

2.72 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.12 

0.10 

0.004 

0.51 

0.47 


Gurhadeoji 

0823000202723100 

10.096 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.867 

2.88 

0.018 

0.06 

0.01 

0.00 

0.00 

0.01 

0.14 

0.15 

0.24 

0.003 

0.10 

0.09 


Gurjaniyan 

0823000202719400 

3.576 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.559 

2.98 

0.018 

0.02 

0.00 

0.00 

0.00 

0.08 

0.13 

0.14 

0.07 

0.006 

0.53 

0.49 


Haripura 

0823000202719100 

3.096 

Fresh 

Dugari 

Command 

Phyllite & Schist 

0.006 

2.47 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khanpura 

0823000202718400 

5.444 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.136 

2.74 

0.018 

0.12 

0.02 

0.00 

0.00 

0.03 

0.31 

0.34 

0.48 

0.009 

0.50 

0.46 


Kheroona 

0823000202719900 

4.882 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.882 

3.15 

0.018 

0.07 

0.01 

0.00 

0.00 

0.00 

0.33 

0.36 

0.28 

0.009 

0.53 

0.49 


Lalganj 

0823000202720300 

3.708 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.708 

3.07 

0.018 

0.07 

0.01 

0.00 

0.00 

0.00 

0.26 

0.28 

0.25 

0.007 

0.53 

0.49 


Laxmipura 

0823000202719000 

2.980 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.534 

2.74 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.09 

0.003 

0.27 

0.25 






Dugari 

Command 

Phyllite & Schist 

0.784 

2.74 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.04 

0.001 

0.14 

0.13 


Mahaveerpura 

0823000202717600 

3.376 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.027 

2.38 

0.018 

0.00 

0.00 

0.00 

0.00 

0.02 

-0.02 

-0.02 

0.00 

0.000 

0.00 

0.00 


Manpura 

0823000202718700 

2.494 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.494 

2.92 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.17 

0.12 

0.004 

0.53 

0.49 


Mena 

0823000202718900 

2.813 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.479 

2.84 

0.018 

0.06 

0.01 

0.00 

0.00 

0.11 

0.06 

0.07 

0.23 

0.004 

0.47 

0.43 






Dugari 

Command 

Phyllite & Schist 

0.020 

2.84 

0.018 

0.00 

0.00 

0.00 

0.00 

0.11 

-0.11 

-0.12 

0.00 

0.000 

0.00 

0.00 


Nainwa (M) 

0823000242301000 

39.723 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

27.132 

2.83 

0.018 

0.32 

0.02 

0.00 

0.00 

0.12 

1.53 

1.65 

0.50 

0.581 

0.36 

0.33 


Nainwa(Rural) 

0823000202720100 

2.213 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.213 

3.20 

0.018 

0.26 

0.04 

0.00 

0.00 

0.00 

0.34 

0.37 

1.04 

0.004 

0.53 

0.49 


Nathra 

0823000202719700 

1.430 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.430 

3.08 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.07 

0.003 

0.53 

0.49 


Nathri 

0823000202719600 

2.349 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.311 

3.04 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.16 

0.10 

0.004 

0.52 

0.48 


Pai 

0823000202718800 

3.251 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.251 

2.97 

0.018 

0.08 

0.01 

0.00 

0.00 

0.03 

0.21 

0.23 

0.32 

0.006 

0.53 

0.49 


Phuleta 

0823000202719500 

7.623 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.623 

3.10 

0.018 

0.13 

0.02 

0.00 

0.00 

0.05 

0.47 

0.51 

0.51 

0.014 

0.53 

0.49 


Raghunathpura 

0823000202718300 

5.518 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.327 

2.49 

0.018 

0.00 

0.00 

0.00 

0.00 

0.03 

-0.02 

-0.02 

0.01 

0.001 

0.03 

0.03 


Rajlawata 

0823000202715400 

9.940 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.731 

3.03 

0.018 

0.09 

0.01 

0.00 

0.00 

0.02 

0.42 

0.45 

0.36 

0.012 

0.36 

0.33 


Ralri 

0823000202715300 

3.913 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.891 

3.15 

0.018 

0.04 

0.01 

0.00 

0.00 

0.01 

0.24 

0.25 

0.15 

0.007 

0.53 

0.49 


Sandeela 

0823000202714900 

5.588 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.002 

2.76 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Topa 

0823000202717400 

2.993 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.431 

2.45 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.02 

0.003 

0.25 

0.23 

08006052 

Ajanda 

0823000402753500 

10.529 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.184 

1.12 

0.090 

0.05 

0.01 

0.00 

0.00 

0.00 

0.36 

0.47 

0.21 

0.000 

0.20 

0.16 


Amarpura 

0823000402745500 

2.038 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.038 

-0.19 

0.090 

0.10 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.000 

0.65 

0.52 


Amli Khera 

0823000302736800 

1.808 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.014 

2.17 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Anatpura 

0823000402750800 

1.941 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.643 

0.30 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.06 

0.000 

0.23 

0.18 


Anghora 

0823000302736300 

3.578 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.535 

3.57 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.16 

0.16 

0.22 

0.000 

0.23 

0.23 







Non-command 

Shale 

2.021 

3.57 

0.018 

0.08 

0.01 

0.00 

0.00 

0.00 

0.20 

0.20 

0.30 

0.000 

0.30 

0.30 


Ardana 

0823000402753300 

3.337 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.337 

0.18 

0.090 

0.07 

0.02 

0.00 

0.00 

0.00 

0.10 

0.13 

0.29 

0.000 

0.67 

0.52 


Arnetha 

0823000402751200 

14.467 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.847 

0.40 

0.090 

0.12 

0.03 

0.00 

0.00 

0.01 

0.22 

0.29 

0.47 

0.000 

0.18 

0.14 


Arniya 

0823000402753200 

2.643 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.643 

0.16 

0.090 

0.07 

0.02 

0.00 

0.00 

0.00 

0.09 

0.11 

0.29 

0.000 

0.67 

0.52 


Bagli 

0823000302740600 

5.245 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.042 

0.53 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 


Bahrawali 

0823000302740500 

7.968 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.992 

0.52 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.15 

0.04 

0.000 

0.17 

0.11 


Bala Pura 

0823000302739100 

2.160 

Fresh 

Non-command 

Non-command 

Shale 

2.160 

4.20 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.19 

0.22 

0.11 

0.000 

0.59 

0.51 


Baldeopura 

0823000302743500 

7.479 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.683 

1.28 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.00 

0.000 

0.06 

0.05 


Balkasa 

0823000402752300 

5.723 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

4.394 

0.27 

0.090 

0.06 

0.01 

0.00 

0.00 

0.01 

0.15 

0.19 

0.23 

0.000 

0.51 

0.40 


Balwan 

0823000302737600 

17.873 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.251 

1.58 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.14 

0.06 

0.000 

0.11 

0.10 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Gagos 

0823000502771400 

0.06 

0.00 

(29,888.06) 

0.00 

0.01 

0.01 

0.00 

0.01 

- 

- 

- 

- 

0.016 

0.016 

0.016 

0.027 

0.001 

0.026 

0.000 

0.39 

Safe 

Jaloti 

0823000502777700 

0.06 

0.08 

5.76 

0.09 

0.00 

0.09 

0.06 

0.72 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.089 

0.004 

0.084 

0.012 

14.01 

Safe 

Jawahar Sagar 

0823000502781300 

0.06 

0.00 

125,623.98 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kachhalya 

0823000502778000 

0.06 

0.02 

41.27 

0.03 

0.00 

0.03 

0.06 

0.72 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.035 

0.002 

0.033 

0.018 

54.38 

Safe 

Kalyanpura 

0823000502770700 

0.06 

0.00 

903.24 

0.00 

0.00 

0.00 

0.01 

0.07 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.006 

0.000 

0.006 

0.009 

154.66 

Over Exploited 

Kanwarpura 

0823000502780900 

0.06 

0.15 

(14.43) 

0.13 

0.03 

0.15 

0.06 

0.72 

- 

0.0100 

- 

- 

0.038 

0.048 

0.048 

0.201 

0.010 

0.191 

0.074 

38.71 

Safe 

Karondi 

0823000502781200 

0.06 

0.01 

119.82 

0.01 

0.00 

0.01 

0.05 

0.69 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.021 

0.001 

0.020 

0.032 

159.24 

Over Exploited 

Khadipur 

0823000502781400 

0.06 

0.04 

52.19 

0.05 

0.01 

0.06 

0.05 

0.59 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.080 

0.004 

0.076 

0.093 

122.67 

Over Exploited 

Kota (M Corp.) 

0830000343001000 

0.13 

0.01 

7,519.99 

0.01 

- 

0.01 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.012 

0.849 

7,337.60 

Over Exploited 

Laxmi Pura 

0823000502770900 

0.06 

0.04 

175.83 

0.05 

0.01 

0.06 

0.02 

0.23 

- 

0.0200 

- 

- 

0.014 

0.034 

0.034 

0.095 

0.005 

0.091 

0.133 

146.98 

Over Exploited 

Palka 

0823000502778100 

0.06 

0.02 

769.52 

0.03 

0.02 

0.04 

0.02 

0.29 

- 

0.0100 

- 

- 

0.023 

0.033 

0.033 

0.077 

0.004 

0.073 

0.033 

45.54 

Safe 

Rampuriya (Tulsi) 

0823000502777600 

0.06 

0.03 

50.00 

0.04 

0.01 

0.05 

0.05 

0.71 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.070 

0.003 

0.066 

0.109 

164.19 

Over Exploited 

Shambhoopura 

0830000303799700 

0.13 

0.38 

251.89 

0.46 

0.05 

0.51 

0.03 

0.38 

- 

0.0800 

- 

- 

0.028 

0.108 

0.108 

0.615 

0.031 

0.584 

0.432 

73.86 

Semi Critical 

Shyopuriya 

0823000502777800 

0.06 

0.03 

18.94 

0.04 

0.00 

0.04 

0.06 

0.72 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.043 

0.002 

0.041 

0.018 

45.15 

Safe 

Sootra 

0823000502780600 

0.06 

0.02 

72.60 

0.03 

0.01 

0.03 

0.02 

0.23 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.052 

0.003 

0.049 

0.049 

98.23 

Critical 

Talab Bardha 

0823000502777400 

0.06 

0.09 

(199.07) 

0.07 

0.18 

0.25 

0.05 

0.64 

- 

0.0300 

- 

- 

0.259 

0.289 

0.289 

0.543 

0.027 

0.516 

0.165 

31.94 

Safe 

Thari 

0823000502780500 

0.06 

0.09 

(84.42) 

0.07 

0.05 

0.12 

0.06 

0.74 

- 

0.0200 

- 

- 

0.063 

0.083 

0.083 

0.207 

0.010 

0.197 

0.130 

66.08 

Safe 

Aon Ka Khera 

0823000202718600 

0.08 

0.08 

113.24 

0.10 

0.01 

0.11 

0.03 

0.42 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.135 

0.007 

0.128 

0.215 

167.68 

Over Exploited 



0.08 

0.00 

3,367.67 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.004 

0.000 

0.003 

0.000 

2.38 

Safe 

Bagera 

0823000202719800 

0.08 

0.13 

61.42 

0.15 

0.01 

0.16 

0.05 

0.57 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.185 

0.009 

0.176 

0.172 

98.01 

Critical 

Bamangaon 

0823000202720400 

0.08 

0.51 

93.46 

0.61 

0.06 

0.67 

0.03 

0.41 

- 

0.0600 

- 

- 

0.056 

0.116 

0.116 

0.782 

0.039 

0.742 

0.571 

76.86 

Semi Critical 

Bambooli 

0823000202715200 

0.08 

0.00 

2,388.08 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.029 

1,337.02 

Over Exploited 

Bari Parap 

0823000202720200 

0.08 

0.29 

64.96 

0.34 

0.02 

0.36 

0.05 

0.57 

- 

0.0300 

- 

- 

0.011 

0.041 

0.041 

0.401 

0.020 

0.381 

0.301 

78.99 

Semi Critical 

Bhajneri 

0823000202719200 

0.08 

0.05 

109.33 

0.06 

0.16 

0.23 

0.01 

0.16 

- 

0.0400 

- 

- 

0.231 

0.271 

0.271 

0.498 

0.025 

0.473 

0.330 

69.69 

Safe 

Bhawanipura 

0823000202721000 

0.08 

0.02 

379.67 

0.02 

- 

0.02 

0.02 

0.25 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.032 

0.002 

0.031 

0.126 

411.12 

Over Exploited 

Bhompura 

0823000202720900 

0.08 

0.07 

128.68 

0.09 

0.00 

0.09 

0.03 

0.40 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.100 

0.005 

0.095 

0.108 

114.13 

Over Exploited 

Chhotiparap 

0823000202715500 

0.08 

0.08 

80.92 

0.09 

0.01 

0.10 

0.05 

0.57 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.125 

0.006 

0.119 

0.147 

123.54 

Over Exploited 

Dalelpura 

0823000202720000 

0.08 

0.12 

79.20 

0.14 

0.01 

0.15 

0.05 

0.57 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.171 

0.009 

0.163 

0.190 

116.60 

Over Exploited 

Delpura 

0823000202719300 

0.08 

0.00 

1,350.62 

0.00 

0.01 

0.01 

0.00 

0.04 

- 

- 

- 

- 

0.019 

0.019 

0.019 

0.033 

0.002 

0.032 

0.045 

140.73 

Over Exploited 

Deori Barwa 

0823000202718500 

0.08 

0.08 

50.16 

0.10 

0.00 

0.10 

0.04 

0.55 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.111 

0.006 

0.106 

0.099 

93.11 

Critical 

Gurhadeoji 

0823000202723100 

0.08 

0.01 

918.97 

0.02 

0.02 

0.03 

0.01 

0.11 

- 

0.0300 

- 

- 

0.008 

0.038 

0.038 

0.072 

0.004 

0.068 

0.245 

361.09 

Over Exploited 

Gurjaniyan 

0823000202719400 

0.08 

0.15 

(9.49) 

0.14 

0.08 

0.22 

0.05 

0.57 

- 

0.0100 

- 

- 

0.119 

0.129 

0.129 

0.344 

0.017 

0.327 

0.079 

24.25 

Safe 

Haripura 

0823000202719100 

0.08 

0.00 

(232,412.68) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.004 

0.000 

0.004 

0.000 

0.32 

Safe 

Khanpura 

0823000202718400 

0.08 

0.20 

########## 

0.25 

0.05 

0.30 

0.04 

0.54 

- 

0.0500 

- 

- 

0.052 

0.102 

0.102 

0.402 

0.020 

0.382 

0.493 

129.24 

Over Exploited 

Kheroona 

0823000202719900 

0.08 

0.21 

72.05 

0.25 

0.01 

0.26 

0.05 

0.57 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.289 

0.014 

0.275 

0.290 

105.41 

Over Exploited 

Lalganj 

0823000202720300 

0.08 

0.16 

76.40 

0.19 

0.01 

0.20 

0.05 

0.57 

- 

0.0300 

- 

- 

0.005 

0.035 

0.035 

0.236 

0.012 

0.224 

0.259 

115.49 

Over Exploited 

Laxmipura 

0823000202719000 

0.08 

0.03 

198.14 

0.04 

0.00 

0.04 

0.02 

0.30 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.052 

0.003 

0.050 

0.097 

195.38 

Over Exploited 



0.08 

0.01 

474.87 

0.01 

0.00 

0.01 

0.01 

0.15 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.013 

0.001 

0.012 

0.043 

365.39 

Over Exploited 

Mahaveerpura 

0823000202717600 

0.08 

0.00 

(237,494.76) 

0.00 

0.02 

0.02 

0.00 

0.00 

- 

- 

- 

- 

0.032 

0.032 

0.032 

0.054 

0.003 

0.051 

0.000 

0.09 

Safe 

Manpura 

0823000202718700 

0.08 

0.11 

59.67 

0.13 

0.00 

0.13 

0.05 

0.57 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.140 

0.007 

0.133 

0.126 

95.29 

Critical 

Mena 

0823000202718900 

0.08 

0.09 

(28.47) 

0.07 

0.12 

0.20 

0.04 

0.51 

- 

0.0300 

- 

- 

0.167 

0.197 

0.197 

0.393 

0.020 

0.373 

0.236 

63.33 

Safe 



0.08 

0.00 

########## 

0.00 

0.11 

0.11 

0.00 

0.00 

- 

- 

- 

- 

0.167 

0.167 

0.167 

0.279 

0.014 

0.265 

0.000 

0.01 

Safe 

Nainwa (M) 

0823000242301000 

0.08 

0.78 

110.59 

0.94 

0.14 

1.08 

0.03 

0.39 

- 

0.0600 

- 

- 

0.176 

0.236 

0.236 

1.314 

0.066 

1.249 

1.079 

86.40 

Semi Critical 

Nainwa(Rural) 

0823000202720100 

0.08 

0.09 

297.40 

0.11 

0.04 

0.15 

0.05 

0.57 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

0.272 

0.014 

0.259 

1.042 

402.78 

Over Exploited 

Nathra 

0823000202719700 

0.08 

0.06 

70.48 

0.07 

0.00 

0.07 

0.05 

0.57 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.086 

0.004 

0.082 

0.075 

90.80 

Critical 

Nathri 

0823000202719600 

0.08 

0.10 

68.80 

0.12 

0.00 

0.12 

0.05 

0.57 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.131 

0.007 

0.125 

0.106 

85.02 

Semi Critical 

Pai 

0823000202718800 

0.08 

0.14 

64.37 

0.16 

0.04 

0.20 

0.05 

0.57 

- 

0.0400 

- 

- 

0.044 

0.084 

0.084 

0.289 

0.014 

0.274 

0.328 

119.49 

Over Exploited 

Phuleta 

0823000202719500 

0.08 

0.32 

58.38 

0.39 

0.07 

0.46 

0.05 

0.57 

- 

0.0600 

- 

- 

0.075 

0.135 

0.135 

0.592 

0.030 

0.563 

0.526 

93.40 

Critical 

Raghunathpura 

0823000202718300 

0.08 

0.00 

(2,328.58) 

0.00 

0.03 

0.03 

0.00 

0.03 

- 

- 

- 

- 

0.047 

0.047 

0.047 

0.079 

0.004 

0.075 

0.013 

16.73 

Safe 

Rajlawata 

0823000202715400 

0.08 

0.19 

134.97 

0.23 

0.03 

0.26 

0.03 

0.39 

- 

0.0400 

- 

- 

0.026 

0.066 

0.066 

0.325 

0.016 

0.309 

0.371 

120.08 

Over Exploited 

Ralri 

0823000202715300 

0.08 

0.16 

55.80 

0.20 

0.02 

0.21 

0.05 

0.57 

- 

0.0200 

- 

- 

0.013 

0.033 

0.033 

0.247 

0.012 

0.235 

0.157 

66.78 

Safe 

Sandeela 

0823000202714900 

0.08 

0.00 

520,657.27 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Topa 

0823000202717400 

0.08 

0.03 

151.14 

0.03 

0.00 

0.04 

0.02 

0.27 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.045 

0.002 

0.042 

0.021 

48.40 

Safe 

Ajanda 

0823000402753500 

0.12 

0.08 

508.88 

0.09 

0.01 

0.10 

0.02 

0.22 

- 

0.0400 

0.0768 

0.1085 

- 

0.225 

0.225 

0.328 

0.016 

0.312 

0.211 

67.70 

Safe 

Amarpura 

0823000402745500 

0.12 

0.16 

- 

0.16 

0.02 

0.18 

0.06 

0.70 

- 

0.0700 

0.0492 

0.0695 

0.000 

0.189 

0.189 

0.367 

0.037 

0.331 

0.393 

118.90 

Over Exploited 

Amli Khera 

0823000302736800 

0.06 

0.00 

15,168.35 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Anatpura 

0823000402750800 

0.12 

0.02 

99.70 

0.02 

- 

0.02 

0.02 

0.25 

- 

0.0100 

0.0155 

0.0219 

- 

0.047 

0.047 

0.068 

0.003 

0.065 

0.058 

89.14 

Semi Critical 

Anghora 

0823000302736300 

0.06 

0.02 

655.58 

0.03 

0.01 

0.04 

0.04 

0.27 

0.00 

0.0300 

- 

- 

- 

0.030 

0.033 

0.069 

0.003 

0.065 

0.223 

341.85 

Over Exploited 



0.03 

0.02 

972.18 

0.02 

0.01 

0.03 

0.05 

0.35 

0.00 

0.0300 

- 

- 

- 

0.030 

0.033 

0.065 

0.003 

0.062 

0.303 

491.82 

Over Exploited 

Ardana 

0823000402753300 

0.12 

0.27 

(51.33) 

0.21 

0.02 

0.24 

0.05 

0.72 

- 

0.0500 

0.0805 

0.1138 

0.002 

0.246 

0.246 

0.483 

0.024 

0.458 

0.288 

62.83 

Safe 

Arnetha 

0823000402751200 

0.12 

0.08 

249.11 

0.10 

0.04 

0.13 

0.01 

0.19 

- 

0.0900 

0.0928 

0.1311 

0.008 

0.322 

0.322 

0.457 

0.023 

0.434 

0.468 

107.83 

Over Exploited 

Arniya 

0823000402753200 

0.12 

0.21 

(47.74) 

0.17 

0.02 

0.19 

0.05 

0.72 

- 

0.0500 

0.0638 

0.0901 

0.003 

0.207 

0.207 

0.399 

0.020 

0.379 

0.288 

76.07 

Semi Critical 

Bagli 

0823000302740600 

0.12 

0.00 

10,767.74 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0005 

0.0010 

- 

0.002 

0.002 

0.002 

0.000 

0.001 

- 

- 

Safe 

Bahrawali 

0823000302740500 

0.12 

0.04 

275.27 

0.05 

0.00 

0.05 

0.01 

0.18 

- 

- 

0.0240 

0.0453 

0.001 

0.070 

0.070 

0.118 

0.006 

0.113 

0.038 

33.76 

Safe 

Bala Pura 

0823000302739100 

0.03 

0.04 

471.67 

0.05 

- 

0.05 

0.07 

0.66 

0.00 

0.0100 

- 

- 

- 

0.010 

0.015 

0.061 

0.003 

0.058 

0.105 

182.05 

Over Exploited 

Baldeopura 

0823000302743500 

0.12 

0.01 

1,950.97 

0.01 

- 

0.01 

0.01 

0.07 

- 

- 

0.0165 

0.0233 

- 

0.040 

0.040 

0.046 

0.002 

0.044 

- 

- 

Safe 

Balkasa 

0823000402752300 

0.12 

0.27 

(28.09) 

0.22 

0.02 

0.23 

0.04 

0.55 

- 

0.0400 

0.1060 

0.1498 

0.008 

0.304 

0.304 

0.536 

0.027 

0.509 

0.230 

45.20 

Safe 

Balwan 

0823000302737600 

0.06 

0.02 

457.63 

0.02 

- 

0.02 

0.01 

0.12 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.037 

0.002 

0.036 

0.061 

171.57 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Shale 

0.276 

1.58 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 


Banjharli 

0823000402753400 

2.992 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.992 

0.14 

0.090 

0.19 

0.05 

0.00 

0.00 

0.00 

0.18 

0.22 

0.77 

0.000 

0.66 

0.52 


Bansi 

0823000202728200 

4.620 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.141 

3.89 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.02 


Banthali 

0823000202731700 

2.675 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.055 

3.01 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Bara Khera 

0823000302740000 

17.881 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.120 

1.60 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.000 

0.00 

0.00 







Non-command 

Shale 

1.343 

1.60 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.03 

0.000 

0.05 

0.04 






Kota Barrage 

Command 

Older Alluvium 

14.215 

1.60 

0.090 

0.13 

0.02 

0.00 

0.00 

0.00 

2.16 

2.91 

0.51 

0.000 

0.51 

0.38 







Command 

Shale 

2.203 

1.60 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.10 

0.04 

0.000 

0.08 

0.06 


Barani 

0823000402746000 

3.643 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.502 

2.09 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.13 

0.04 

0.000 

0.09 

0.07 


Bargaon 

0823000302738900 

2.505 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.011 

2.95 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Shale 

2.255 

2.95 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.16 

0.04 

0.000 

0.55 

0.45 






Kota Barrage 

Command 

Older Alluvium 

0.011 

2.95 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Shale 

0.228 

2.95 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.06 

0.05 


Baswara 

0823000302738600 

13.191 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.378 

1.65 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.52 

0.73 

0.08 

0.000 

0.17 

0.12 







Command 

Shale 

0.185 

1.65 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Bhand Guwar 

0823000302739000 

3.016 

Fresh 

Non-command 

Non-command 

Shale 

2.868 

3.94 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.22 

0.26 

0.07 

0.000 

0.57 

0.48 


Bhaopura 

0823000402750500 

3.803 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.425 

-0.30 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.000 

0.26 

0.20 


Bheeya 

0823000402749900 

11.846 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.762 

0.50 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.06 

0.000 

0.04 

0.03 


Bishanpura 

0823000302736400 

0.820 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.110 

3.92 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.07 

0.07 







Non-command 

Shale 

0.710 

3.92 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.12 

0.000 

0.48 

0.46 


Boodhel 

0823000302741700 

3.616 

Fresh 

Non-command 

Non-command 

Limestone 

3.208 

1.57 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.14 

0.16 

0.21 

0.000 

0.52 

0.46 






Kota Barrage 

Command 

Limestone 

0.166 

1.57 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.03 

0.02 


Borda Kachhiyan 

0823000402745300 

9.142 

Fresh 

Non-command 

Non-command 

Limestone 

0.600 

0.71 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.04 

0.03 






Kota Barrage 

Command 

Older Alluvium 

7.711 

0.71 

0.090 

0.14 

0.02 

0.00 

0.00 

0.00 

0.61 

0.75 

0.58 

0.000 

0.53 

0.44 







Command 

Limestone 

0.446 

0.71 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.03 

0.03 


Bordamal 

0823000402752500 

6.702 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

6.702 

0.03 

0.090 

0.34 

0.09 

0.00 

0.00 

0.00 

0.26 

0.34 

1.36 

0.000 

0.67 

0.53 


Boya Khera 

0823000402753800 

3.687 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.301 

0.35 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.06 

0.04 


Chadhgaon 

0823000402753000 

4.586 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

4.586 

0.25 

0.090 

0.19 

0.05 

0.00 

0.00 

0.00 

0.24 

0.30 

0.75 

0.000 

0.66 

0.52 


Chaheencha 

0823000302743000 

6.870 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.821 

0.36 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.06 

0.000 

0.08 

0.06 


Chak Makheeda 

0823000302740100 

3.994 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.994 

1.38 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.51 

0.69 

0.04 

0.000 

0.64 

0.48 


Chak Malikpura 

0823000302742400 

0.923 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.923 

-0.09 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.000 

0.66 

0.52 


Chamawali 

0823000302739300 

4.676 

Fresh 

Non-command 

Non-command 

Limestone 

0.073 

4.24 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 







Non-command 

Bhander Sandstone 

0.082 

4.24 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 







Non-command 

Shale 

3.900 

4.24 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.31 

0.33 

0.09 

0.000 

0.47 

0.44 


Chardana 

0823000402753100 

4.803 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

4.803 

0.15 

0.090 

0.05 

0.01 

0.00 

0.00 

0.00 

0.10 

0.13 

0.19 

0.000 

0.66 

0.52 


Chautra Ka Khera 

0823000402745800 

1.791 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.791 

0.39 

0.090 

0.12 

0.03 

0.00 

0.00 

0.00 

0.15 

0.19 

0.47 

0.000 

0.64 

0.52 


Dadwara 

0823000302741200 

5.462 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.070 

1.98 

0.090 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 







Non-command 

Shale 

0.111 

1.98 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 






Kota Barrage 

Command 

Older Alluvium 

5.190 

1.98 

0.090 

0.13 

0.02 

0.00 

0.00 

0.01 

1.03 

1.29 

0.53 

0.000 

0.60 

0.48 







Command 

Shale 

0.091 

1.98 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Dangaheri 

0823000302741800 

5.857 

Fresh 

Non-command 

Non-command 

Limestone 

4.922 

2.26 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.25 

0.29 

0.17 

0.000 

0.50 

0.44 


Dapta 

0823000302741100 

9.847 

Fresh 

Non-command 

Non-command 

Shale 

0.655 

3.48 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.03 

0.000 

0.04 

0.03 






Kota Barrage 

Command 

Older Alluvium 

6.987 

3.48 

0.090 

0.15 

0.02 

0.00 

0.00 

0.00 

2.32 

2.92 

0.61 

0.000 

0.45 

0.35 







Command 

Shale 

2.205 

3.48 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.21 

0.10 

0.000 

0.14 

0.11 


Dei Khera 

0823000302742800 

12.608 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

12.526 

0.30 

0.090 

0.14 

0.02 

0.00 

0.00 

0.00 

0.46 

0.60 

0.54 

0.000 

0.65 

0.50 


Deopura 

0823000302736600 

4.820 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.215 

3.16 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.02 

0.02 







Non-command 

Shale 

3.765 

3.16 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.24 

0.24 

0.15 

0.000 

0.42 

0.42 


Dhagariya 

0823000302741500 

5.159 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.019 

0.04 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Kota Barrage 

Command 

Older Alluvium 

5.140 

0.04 

0.090 

0.30 

0.05 

0.00 

0.00 

0.00 

0.27 

0.33 

1.22 

0.000 

0.63 

0.51 


Dhakar Kheri 

0823000302737000 

2.605 

Fresh 

Non-command 

Non-command 

Shale 

0.017 

2.13 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dharwan 

0823000302742300 

5.380 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

5.380 

-0.84 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.000 

0.64 

0.52 


Dheengsi 

0823000402745200 

1.925 

Fresh 

Non-command 

Non-command 

Limestone 

0.119 

2.52 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.04 

0.03 


Garjani 

0823000402752900 

3.193 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.193 

0.09 

0.090 

0.15 

0.04 

0.00 

0.00 

0.00 

0.13 

0.17 

0.60 

0.000 

0.67 

0.53 


Gendoli Khurd 

0823000402744700 

7.245 

Fresh 

Non-command 

Non-command 

Limestone 

2.103 

3.51 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.20 

0.23 

0.23 

0.000 

0.17 

0.15 


Gendoli Khurd Ki Jhonpariya 

0823000402744800 

6.006 

Fresh 

Non-command 

Non-command 

Limestone 

0.939 

3.33 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.04 

0.000 

0.10 

0.08 


Ghat Ka Barana 

0823000302743200 

6.457 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.418 

0.34 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.15 

0.06 

0.000 

0.35 

0.27 


Goontha 

0823000402744900 

5.065 

Fresh 

Non-command 

Non-command 

Limestone 

4.205 

2.47 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.30 

0.34 

0.40 

0.000 

0.49 

0.42 


Gudali 

0823000202731400 

1.523 

Fresh 

Non-command 

Non-command 

Limestone 

0.081 

3.54 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.03 

0.03 







Non-command 

Bhander Sandstone 

0.002 

3.54 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Guhatha 

0823000302740700 

13.466 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.529 

0.46 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.000 

0.03 

0.02 


Haripura 

0823000402752700 

5.720 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

5.720 

0.36 

0.090 

0.32 

0.08 

0.00 

0.00 

0.00 

0.43 

0.53 

1.29 

0.000 

0.65 

0.52 


Higoniya 

0823000402752800 

8.923 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

8.923 

0.23 

0.090 

0.46 

0.12 

0.00 

0.00 

0.01 

0.51 

0.65 

1.85 

0.000 

0.67 

0.53 


Hirapur 

0823000202732000 

4.273 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.088 

3.83 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Indragarh (M) 

0823000342302000 

12.021 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.927 

3.32 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.27 

0.27 

0.19 

0.138 

0.13 

0.13 







Non-command 

Shale 

1.386 

3.32 

0.018 

0.04 

0.00 

0.00 

0.00 

0.00 

0.12 

0.12 

0.09 

0.065 

0.06 

0.06 


Isarda 

0823000402745700 

4.991 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

4.991 

0.20 

0.090 

0.08 

0.02 

0.00 

0.00 

0.00 

0.15 

0.19 

0.34 

0.000 

0.65 

0.52 


Jalera 

0823000402745400 

1.702 

Fresh 

Non-command 

Non-command 

Limestone 

0.005 

1.00 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Kota Barrage 

Command 

Older Alluvium 

1.388 

1.00 

0.090 

0.04 

0.01 

0.00 

0.00 

0.00 

0.15 

0.19 

0.17 

0.000 

0.51 

0.42 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.03 

0.00 

11,324.43 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.007 

7,451.39 

Over Exploited 

Banjharli 

0823000402753400 

0.12 

0.24 

(5.44) 

0.22 

0.05 

0.28 

0.06 

0.72 

- 

0.1400 

0.0722 

0.1020 

0.002 

0.316 

0.316 

0.592 

0.030 

0.563 

0.768 

136.50 

Over Exploited 

Bansi 

0823000202728200 

0.10 

0.00 

97,551.79 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Banthali 

0823000202731700 

0.10 

0.00 

575,502.70 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bara Khera 

0823000302740000 

0.12 

0.00 

31,547.50 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.007 

0.000 

0.006 

- 

- 

Safe 



0.03 

0.00 

3,190.72 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.025 

1,122.32 

Over Exploited 



0.12 

0.88 

232.40 

1.05 

0.02 

1.07 

0.05 

0.56 

- 

0.0600 

0.1714 

0.3230 

0.004 

0.559 

0.559 

1.631 

0.082 

1.550 

0.513 

33.10 

Safe 



0.03 

0.01 

1,742.72 

0.01 

- 

0.01 

0.01 

0.09 

- 

- 

0.0266 

0.0501 

- 

0.077 

0.077 

0.083 

0.004 

0.079 

0.044 

55.87 

Safe 

Barani 

0823000402746000 

0.12 

0.01 

2,320.20 

0.01 

- 

0.01 

0.01 

0.09 

- 

0.0100 

0.0101 

0.0114 

- 

0.032 

0.032 

0.038 

0.002 

0.036 

0.038 

105.94 

Over Exploited 

Bargaon 

0823000302738900 

0.12 

0.00 

100,239.34 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.03 

0.04 

317.19 

0.05 

- 

0.05 

0.06 

0.62 

- 

- 

- 

- 

- 

- 

- 

0.045 

0.002 

0.043 

0.036 

84.13 

Semi Critical 



0.12 

0.00 

98,526.44 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0003 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.03 

0.00 

3,689.40 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

0.0027 

0.0052 

- 

0.008 

0.008 

0.008 

0.000 

0.008 

- 

- 

Safe 

Baswara 

0823000302738600 

0.12 

0.07 

973.09 

0.08 

- 

0.08 

0.02 

0.18 

- 

- 

0.0272 

0.0384 

- 

0.066 

0.066 

0.147 

0.007 

0.139 

0.084 

60.29 

Safe 



0.03 

0.00 

14,508.52 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0015 

0.0021 

- 

0.004 

0.004 

0.004 

0.000 

0.003 

- 

- 

Safe 

Bhand Guwar 

0823000302739000 

0.03 

0.05 

423.96 

0.06 

- 

0.06 

0.07 

0.63 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.074 

0.004 

0.071 

0.065 

91.97 

Critical 

Bhaopura 

0823000402750500 

0.12 

0.04 

- 

0.04 

0.00 

0.05 

0.02 

0.28 

- 

0.0100 

0.0401 

0.0486 

0.002 

0.101 

0.101 

0.146 

0.015 

0.132 

0.038 

28.83 

Safe 

Bheeya 

0823000402749900 

0.12 

0.00 

1,303.08 

0.00 

0.00 

0.01 

0.00 

0.05 

- 

0.0100 

0.0184 

0.0260 

0.002 

0.056 

0.056 

0.062 

0.003 

0.059 

0.058 

98.91 

Critical 

Bishanpura 

0823000302736400 

0.06 

0.00 

1,750.64 

0.00 

- 

0.00 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.014 

2,236.88 

Over Exploited 



0.03 

0.01 

708.57 

0.01 

- 

0.01 

0.07 

0.55 

0.00 

0.0200 

- 

- 

- 

0.020 

0.021 

0.034 

0.002 

0.032 

0.115 

357.94 

Over Exploited 

Boodhel 

0823000302741700 

0.04 

0.07 

137.84 

0.08 

0.01 

0.09 

0.06 

0.58 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.110 

0.006 

0.105 

0.209 

199.14 

Over Exploited 



0.04 

0.00 

3,170.34 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0027 

0.0038 

- 

0.007 

0.007 

0.007 

0.000 

0.006 

0.014 

219.41 

Over Exploited 

Borda Kachhiyan 

0823000402745300 

0.04 

0.00 

885.64 

0.00 

0.00 

0.00 

0.00 

0.05 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.003 

0.000 

0.002 

0.019 

789.11 

Over Exploited 



0.12 

0.49 

51.62 

0.59 

0.02 

0.61 

0.05 

0.58 

- 

0.0600 

0.1550 

0.1752 

0.003 

0.393 

0.393 

1.007 

0.050 

0.956 

0.576 

60.24 

Safe 



0.04 

0.00 

1,190.97 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

0.0090 

0.0101 

0.001 

0.020 

0.020 

0.021 

0.001 

0.020 

0.019 

94.78 

Critical 

Bordamal 

0823000402752500 

0.12 

0.54 

(37.68) 

0.43 

0.09 

0.53 

0.05 

0.72 

- 

0.2600 

0.1617 

0.2285 

0.007 

0.657 

0.657 

1.183 

0.059 

1.124 

1.363 

121.25 

Over Exploited 

Boya Khera 

0823000402753800 

0.12 

0.00 

511.56 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

0.0073 

0.0103 

- 

0.018 

0.018 

0.020 

0.001 

0.019 

- 

- 

Safe 

Chadhgaon 

0823000402753000 

0.12 

0.36 

(16.24) 

0.30 

0.05 

0.36 

0.05 

0.71 

- 

0.1400 

0.1106 

0.1563 

0.002 

0.409 

0.409 

0.764 

0.038 

0.726 

0.749 

103.17 

Over Exploited 

Chaheencha 

0823000302743000 

0.12 

0.01 

523.15 

0.01 

- 

0.01 

0.01 

0.09 

- 

0.0100 

0.0132 

0.0187 

- 

0.042 

0.042 

0.051 

0.003 

0.049 

0.055 

112.82 

Over Exploited 

Chak Makheeda 

0823000302740100 

0.12 

0.31 

122.38 

0.37 

- 

0.37 

0.06 

0.71 

- 

- 

0.0482 

0.0908 

- 

0.139 

0.139 

0.510 

0.025 

0.484 

0.038 

7.85 

Safe 

Chak Malikpura 

0823000302742400 

0.12 

0.07 

- 

0.07 

- 

0.07 

0.06 

0.71 

- 

- 

0.0223 

0.0315 

- 

0.054 

0.054 

0.126 

0.013 

0.114 

0.038 

33.43 

Safe 

Chamawali 

0823000302739300 

0.04 

0.00 

25,560.35 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.06 

0.00 

15,419.47 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.03 

0.06 

507.16 

0.07 

- 

0.07 

0.06 

0.53 

0.01 

0.0200 

- 

- 

- 

0.020 

0.027 

0.093 

0.005 

0.089 

0.094 

106.10 

Over Exploited 

Chardana 

0823000402753100 

0.12 

0.38 

(65.47) 

0.30 

0.01 

0.31 

0.05 

0.71 

- 

0.0400 

0.1159 

0.1637 

0.001 

0.321 

0.321 

0.635 

0.032 

0.604 

0.192 

31.81 

Safe 

Chautra Ka Khera 

0823000402745800 

0.12 

0.14 

35.88 

0.17 

0.03 

0.20 

0.05 

0.69 

- 

0.0900 

0.0432 

0.0610 

0.002 

0.196 

0.196 

0.393 

0.020 

0.373 

0.470 

126.00 

Over Exploited 

Dadwara 

0823000302741200 

0.12 

0.00 

12,906.64 

0.00 

0.01 

0.01 

0.00 

0.01 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.014 

0.001 

0.013 

- 

- 

Safe 



0.03 

0.00 

11,274.87 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

22,866.16 

Over Exploited 



0.12 

0.37 

246.52 

0.45 

0.03 

0.47 

0.06 

0.66 

- 

0.0600 

0.0835 

0.1179 

0.008 

0.270 

0.270 

0.741 

0.037 

0.704 

0.528 

75.01 

Semi Critical 



0.03 

0.00 

13,618.04 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0015 

0.0021 

- 

0.004 

0.004 

0.004 

0.000 

0.003 

- 

- 

Safe 

Dangaheri 

0823000302741800 

0.04 

0.10 

302,291.40 

0.12 

0.01 

0.13 

0.05 

0.55 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.147 

0.007 

0.140 

0.166 

118.82 

Over Exploited 

Dapta 

0823000302741100 

0.03 

0.00 

7,557.54 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.032 

3,411.88 

Over Exploited 



0.12 

0.37 

680.24 

0.45 

0.02 

0.47 

0.04 

0.49 

- 

0.0700 

0.0843 

0.1588 

0.002 

0.315 

0.315 

0.786 

0.039 

0.746 

0.605 

81.06 

Semi Critical 



0.03 

0.01 

2,121.78 

0.01 

- 

0.01 

0.01 

0.16 

- 

0.0100 

0.0266 

0.0501 

- 

0.087 

0.087 

0.098 

0.005 

0.093 

0.104 

111.83 

Over Exploited 

Dei Khera 

0823000302742800 

0.12 

0.97 

(38.81) 

0.78 

0.02 

0.80 

0.06 

0.71 

- 

0.0600 

0.2014 

0.2847 

0.002 

0.548 

0.548 

1.349 

0.067 

1.282 

0.540 

42.14 

Safe 

Deopura 

0823000302736600 

0.06 

0.00 

4,301.33 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.007 

1,740.32 

Over Exploited 



0.03 

0.05 

404.28 

0.06 

0.01 

0.07 

0.06 

0.49 

0.01 

0.0200 

- 

- 

0.001 

0.021 

0.029 

0.097 

0.005 

0.092 

0.148 

160.57 

Over Exploited 

Dhagariya 

0823000302741500 

0.12 

0.00 

1,809.86 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.12 

0.39 

(13.88) 

0.33 

0.05 

0.38 

0.06 

0.69 

- 

0.1400 

0.0827 

0.1168 

- 

0.340 

0.340 

0.723 

0.036 

0.687 

1.219 

177.38 

Over Exploited 

Dhakar Kheri 

0823000302737000 

0.03 

0.00 

33,214.62 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Dharwan 

0823000302742300 

0.12 

0.41 

- 

0.41 

0.00 

0.41 

0.06 

0.70 

- 

0.0100 

0.1081 

0.1223 

0.001 

0.241 

0.241 

0.656 

0.066 

0.590 

0.058 

9.83 

Safe 

Dheengsi 

0823000402745200 

0.04 

0.00 

3,828.26 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 

Garjani 

0823000402752900 

0.12 

0.26 

(34.68) 

0.21 

0.04 

0.25 

0.05 

0.73 

- 

0.1100 

0.0899 

0.1088 

0.007 

0.315 

0.315 

0.566 

0.028 

0.537 

0.595 

110.70 

Over Exploited 

Gendoli Khurd 

0823000402744700 

0.04 

0.01 

1,477.10 

0.02 

0.01 

0.03 

0.02 

0.19 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.058 

0.003 

0.055 

0.226 

413.51 

Over Exploited 

Gendoli Khurd Ki Jhonpariya 

0823000402744800 

0.04 

0.00 

2,302.27 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.043 

1,045.12 

Over Exploited 

Ghat Ka Barana 

0823000302743200 

0.12 

0.14 

4.19 

0.15 

- 

0.15 

0.03 

0.38 

- 

0.0100 

0.0550 

0.0777 

- 

0.143 

0.143 

0.292 

0.015 

0.277 

0.055 

19.83 

Safe 

Goontha 

0823000402744900 

0.04 

0.08 

316.86 

0.10 

0.01 

0.11 

0.04 

0.54 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.149 

0.007 

0.142 

0.396 

279.44 

Over Exploited 

Gudali 

0823000202731400 

0.06 

0.00 

4,211.16 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

7,175.34 

Over Exploited 



0.10 

0.00 

77,622.09 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Guhatha 

0823000302740700 

0.12 

0.00 

1,763.78 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0085 

0.0120 

- 

0.021 

0.021 

0.023 

0.001 

0.021 

0.019 

88.85 

Semi Critical 

Haripura 

0823000402752700 

0.12 

0.44 

18.79 

0.53 

0.08 

0.61 

0.05 

0.70 

- 

0.2400 

0.1380 

0.1950 

0.002 

0.575 

0.575 

1.185 

0.059 

1.126 

1.286 

114.24 

Over Exploited 

Higoniya 

0823000402752800 

0.12 

0.71 

(8.77) 

0.65 

0.13 

0.78 

0.05 

0.72 

- 

0.3500 

0.2152 

0.3042 

0.017 

0.887 

0.887 

1.667 

0.083 

1.584 

1.850 

116.79 

Over Exploited 

Hirapur 

0823000202732000 

0.10 

0.00 

7,003.83 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Indragarh (M) 

0823000342302000 

0.06 

0.02 

37,477.84 

0.03 

0.01 

0.04 

0.02 

0.15 

0.00 

0.0200 

- 

- 

- 

0.020 

0.024 

0.059 

0.003 

0.056 

0.328 

585.19 

Over Exploited 



0.03 

0.00 

4,584.66 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.013 

0.159 

1,250.48 

Over Exploited 

Isarda 

0823000402745700 

0.12 

0.39 

(52.39) 

0.31 

0.02 

0.33 

0.05 

0.71 

- 

0.0600 

0.1204 

0.1701 

0.000 

0.351 

0.351 

0.684 

0.034 

0.649 

0.338 

52.05 

Safe 

Jalera 

0823000402745400 

0.04 

0.00 

29,068.26 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.12 

0.08 

120.58 

0.10 

0.01 

0.11 

0.04 

0.55 

- 

0.0200 

0.0279 

0.0315 

- 

0.080 

0.080 

0.191 

0.010 

0.181 

0.173 

95.33 

Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Command 

Limestone 

0.309 

1.00 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.11 

0.09 


Jarla 

082300030273990C 

3.346 

Fresh 

Non-command 

Non-command 

Shale 

0.656 

4.85 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.03 

0.000 

0.12 

0.10 






Kota Barrage 

Command 

Older Alluvium 

0.613 

4.85 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.28 

0.35 

0.04 

0.000 

0.11 

0.09 







Command 

Shale 

2.077 

4.85 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.20 

0.25 

0.08 

0.000 

0.39 

0.31 


Jhadol 

0823000402745100 

6.745 

Fresh 

Non-command 

Non-command 

Limestone 

4.905 

2.28 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.24 

0.29 

0.08 

0.000 

0.44 

0.37 






Kota Barrage 

Command 

Limestone 

1.839 

2.28 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.11 

0.03 

0.000 

0.17 

0.14 


Jhalaji Ka Baran 

0823000402745900 

20.454 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

15.423 

0.91 

0.090 

0.74 

0.11 

0.00 

0.00 

0.00 

1.89 

2.33 

2.95 

0.000 

0.48 

0.39 


Jhapayta 

0823000302743100 

6.163 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.183 

0.31 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.02 

0.000 

0.23 

0.18 


Kankra Doongar 

0823000302739400 

5.412 

Fresh 

Non-command 

Non-command 

Limestone 

2.638 

4.25 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.27 

0.30 

0.24 

0.000 

0.28 

0.25 







Non-command 

Bhander Sandstone 

0.575 

4.25 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.05 

0.000 

0.06 

0.06 







Non-command 

Shale 

1.533 

4.25 

0.018 

0.03 

0.01 

0.00 

0.00 

0.00 

0.13 

0.15 

0.14 

0.000 

0.16 

0.15 


Kankra Mej 

0823000302738700 

4.010 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.069 

2.04 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.58 

0.76 

0.07 

0.000 

0.48 

0.37 







Command 

Shale 

0.830 

2.04 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.01 

0.000 

0.13 

0.10 


Kanwarpura 

0823000302736700 

3.177 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.873 

3.23 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.22 

0.24 

0.22 

0.000 

0.51 

0.47 







Non-command 

Shale 

0.007 

3.23 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 



0823000402745600 

3.499 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.499 

0.02 

0.090 

0.29 

0.07 

0.00 

0.00 

0.00 

0.23 

0.28 

1.14 

0.000 

0.65 

0.52 


Kaprain (M) 

0823000442304000 

40.787 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

13.366 

-0.32 

0.090 

0.34 

0.03 

0.00 

0.00 

0.01 

0.00 

0.00 

0.52 

0.629 

0.23 

0.17 


Kareeriya 

0823000302738800 

4.354 

Fresh 

Non-command 

Non-command 

Shale 

0.363 

2.42 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.000 

0.05 

0.04 






Kota Barrage 

Command 

Older Alluvium 

2.269 

2.42 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.51 

0.65 

0.07 

0.000 

0.32 

0.26 







Command 

Shale 

1.722 

2.42 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.01 

0.000 

0.25 

0.19 


Karwala KiJhonparyan 

0823000402746200 

8.145 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.043 

0.80 

0.090 

0.07 

0.01 

0.00 

0.00 

0.00 

0.28 

0.34 

0.28 

0.000 

0.24 

0.20 


Kemla 

0823000202728100 

3.208 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.081 

3.84 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Khakata 

0823000302740400 

5.925 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.183 

0.72 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.22 

0.04 

0.000 

0.25 

0.17 


Kharayta 

0823000302741000 

8.571 

Fresh 

Non-command 

Non-command 

Shale 

0.663 

5.83 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.03 

0.000 

0.05 

0.04 






Kota Barrage 

Command 

Older Alluvium 

3.837 

5.83 

0.090 

0.10 

0.01 

0.00 

0.00 

0.00 

2.10 

2.65 

0.38 

0.000 

0.28 

0.22 







Command 

Shale 

4.071 

5.83 

0.018 

0.05 

0.01 

0.00 

0.00 

0.00 

0.45 

0.57 

0.22 

0.000 

0.30 

0.24 


Kheriya Durjan 

0823000302742200 

4.428 

Fresh 

Non-command 

Non-command 

Limestone 

0.006 

-0.31 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Kota Barrage 

Command 

Older Alluvium 

4.069 

-0.31 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.57 

0.48 







Command 

Limestone 

0.353 

-0.31 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.05 

0.04 


Kheriya Man 

0823000302742100 

9.410 

Fresh 

Non-command 

Non-command 

Limestone 

0.457 

0.29 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.03 






Kota Barrage 

Command 

Older Alluvium 

4.188 

0.29 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.13 

0.00 

0.000 

0.27 

0.23 







Command 

Limestone 

4.764 

0.29 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.000 

0.31 

0.26 


Kherli Deoji 

0823000302739600 

5.339 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.343 

5.36 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.20 

0.03 

0.000 

0.04 

0.03 







Non-command 

Limestone 

2.110 

5.36 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.25 

0.28 

0.08 

0.000 

0.23 

0.20 







Non-command 

Shale 

2.880 

5.36 

0.018 

0.03 

0.00 

0.00 

0.00 

0.01 

0.29 

0.34 

0.12 

0.000 

0.32 

0.28 






Kota Barrage 

Command 

Shale 

0.006 

5.36 

0.018 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

0.00 

0.000 

0.00 

0.00 


Kodkya 

0823000402753700 

12.339 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.840 

0.85 

0.090 

0.03 

0.01 

0.00 

0.00 

0.00 

0.31 

0.41 

0.13 

0.000 

0.21 

0.16 


Korkiya Balaji 

0823000402746300 

5.344 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.707 

0.67 

0.090 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.09 

0.15 

0.000 

0.08 

0.07 


Kota Khurd 

0823000302742900 

13.382 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.937 

0.37 

0.090 

0.03 

0.01 

0.00 

0.00 

0.00 

0.12 

0.16 

0.13 

0.000 

0.15 

0.11 


Kotri 

0823000202728000 

1.935 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.104 

3.86 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.03 

0.03 



0823000302743400 

5.760 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.215 

1.03 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.000 

0.02 

0.02 


Labaan 

0823000302740800 

13.310 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

13.132 

0.64 

0.090 

0.46 

0.07 

0.00 

0.00 

0.01 

1.14 

1.56 

1.84 

0.000 

0.65 

0.47 


Lachhmipura 

0823000402750600 

1.666 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.654 

0.21 

0.090 

0.06 

0.01 

0.00 

0.00 

0.00 

0.08 

0.10 

0.23 

0.000 

0.67 

0.52 


Lakheri (M) 

0823000342303000 

26.972 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.667 

3.99 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.05 

0.031 

0.01 

0.01 







Non-command 

Shale 

22.252 

3.99 

0.018 

0.75 

0.06 

0.00 

0.00 

0.00 

2.24 

2.40 

1.62 

1.047 

0.46 

0.43 


Lakheri (Rural) 

0823000302739200 

1.434 

Fresh 

Non-command 

Non-command 

Shale 

1.434 

5.52 

0.018 

0.11 

0.02 

0.00 

0.00 

0.00 

0.23 

0.26 

0.45 

0.000 

0.58 

0.52 


Laxmipura 

0823000302742700 

6.528 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

6.528 

-0.15 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.000 

0.63 

0.51 


Mahuwa 

0823000402745000 

1.468 

Fresh 

Non-command 

Non-command 

Limestone 

1.318 

2.58 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.05 

0.000 

0.53 

0.46 


Makheeda 

0823000302740300 

11.392 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.863 

0.79 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.29 

0.42 

0.03 

0.000 

0.23 

0.15 


Malikpura 

0823000302743300 

4.023 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

4.023 

-0.32 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.000 

0.65 

0.52 


Mandpur 

0823000202730700 

4.333 

Fresh 

Non-command 

Non-command 

Limestone 

0.064 

3.15 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Menoli 

0823000402746100 

5.235 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.614 

1.60 

0.090 

0.10 

0.01 

0.00 

0.00 

0.00 

0.32 

0.39 

0.40 

0.000 

0.19 

0.16 


Nayagaon 

0823000402752600 

6.273 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

6.273 

0.34 

0.090 

0.20 

0.05 

0.00 

0.00 

0.01 

0.33 

0.42 

0.81 

0.000 

0.66 

0.53 


Nayagaon (Papri) 

0823000302739700 

4.958 

Fresh 

Non-command 

Non-command 

Shale 

4.454 

6.73 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.53 

0.63 

0.06 

0.000 

0.54 

0.46 






Kota Barrage 

Command 

Shale 

0.503 

6.73 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.01 

0.000 

0.06 

0.05 


Nayagaon @ Ramganj 

0823000202731300 

1.962 

Fresh 

Non-command 

Non-command 

Limestone 

0.043 

3.66 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Neem Khera 

0823000202731600 

2.926 

Fresh 

Non-command 

Non-command 

Limestone 

0.042 

3.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Bhander Sandstone 

0.027 

3.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 


Notara 

0823000302742600 

10.684 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

10.684 

-0.86 

0.090 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.000 

0.64 

0.51 


Ohari 

0823000402746600 

4.279 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.398 

0.42 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.000 

0.06 

0.05 


Pacheepla 

0823000302742000 

6.226 

Fresh 

Non-command 

Non-command 

Limestone 

1.440 

-0.08 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.14 

0.12 






Kota Barrage 

Command 

Older Alluvium 

2.801 

-0.08 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.27 

0.23 







Command 

Limestone 

1.985 

-0.08 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.19 

0.17 


Paparli 

0823000302741600 

5.061 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.846 

0.24 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.02 

0.000 

0.22 

0.19 







Non-command 

Limestone 

1.123 

0.24 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.14 

0.11 






Kota Barrage 

Command 

Older Alluvium 

2.092 

0.24 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.02 

0.000 

0.25 

0.21 


Papri 

0823000302739800 

8.292 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.261 

6.29 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

1.31 

1.67 

0.11 

0.000 

0.17 

0.13 







Command 

Shale 

6.031 

6.29 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.69 

0.88 

0.16 

0.000 

0.46 

0.36 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.04 

0.00 

437.30 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

0.0062 

0.0070 

- 

0.013 

0.013 

0.015 

0.001 

0.014 

0.019 

134.45 

Over Exploited 

Jarla 

082300030273990C 

0.03 

0.00 

3,347.11 

0.00 

0.00 

0.00 

0.01 

0.14 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

0.000 

0.003 

0.029 

988.52 

Over Exploited 



0.12 

0.01 

4,076.74 

0.01 

- 

0.01 

0.01 

0.13 

- 

- 

0.0074 

0.0139 

- 

0.021 

0.021 

0.031 

0.002 

0.030 

0.036 

120.69 

Over Exploited 



0.03 

0.02 

927.69 

0.03 

0.00 

0.03 

0.04 

0.43 

- 

0.0100 

0.0251 

0.0472 

0.000 

0.082 

0.082 

0.112 

0.006 

0.106 

0.076 

71.73 

Semi Critical 

Jhadol 

0823000402745100 

0.04 

0.09 

231.97 

0.10 

- 

0.10 

0.04 

0.48 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.114 

0.006 

0.108 

0.075 

69.23 

Safe 



0.04 

0.01 

809.75 

0.01 

- 

0.01 

0.01 

0.18 

- 

- 

0.0296 

0.0418 

- 

0.071 

0.071 

0.086 

0.004 

0.082 

0.032 

39.15 

Safe 

Jhalaji Ka Baran 

0823000402745900 

0.12 

0.89 

161.51 

1.07 

0.11 

1.18 

0.04 

0.52 

- 

0.5500 

0.3100 

0.3505 

0.006 

1.216 

1.216 

2.399 

0.120 

2.279 

2.948 

129.35 

Over Exploited 

Jhapayta 

0823000302743100 

0.12 

0.06 

22.21 

0.07 

0.00 

0.08 

0.02 

0.25 

- 

- 

0.0351 

0.0496 

0.007 

0.092 

0.092 

0.170 

0.008 

0.161 

0.019 

11.77 

Safe 

Kankra Doongar 

0823000302739400 

0.04 

0.03 

924.23 

0.04 

0.01 

0.05 

0.03 

0.31 

0.00 

0.0400 

- 

- 

- 

0.040 

0.044 

0.089 

0.004 

0.084 

0.238 

281.84 

Over Exploited 



0.06 

0.00 

2,983.18 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.050 

412.04 

Over Exploited 



0.03 

0.01 

1,875.24 

0.01 

0.01 

0.02 

0.02 

0.18 

0.00 

0.0300 

- 

- 

- 

0.030 

0.031 

0.050 

0.002 

0.047 

0.137 

289.29 

Over Exploited 

Kankra Mej 

0823000302738700 

0.12 

0.18 

326.34 

0.21 

- 

0.21 

0.05 

0.53 

- 

0.0100 

0.0370 

0.0697 

- 

0.117 

0.117 

0.330 

0.017 

0.314 

0.069 

21.99 

Safe 



0.03 

0.00 

1,084.27 

0.00 

- 

0.00 

0.01 

0.14 

- 

- 

0.0100 

0.0189 

- 

0.029 

0.029 

0.033 

0.002 

0.031 

0.007 

22.46 

Safe 

Kanwarpura 

0823000302736700 

0.06 

0.09 

173.54 

0.11 

0.01 

0.12 

0.07 

0.58 

0.01 

0.0200 

- 

- 

0.003 

0.023 

0.035 

0.153 

0.008 

0.145 

0.216 

148.99 

Over Exploited 



0.03 

0.00 

173,584.46 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 


0823000402745600 

0.12 

0.27 

2.96 

0.28 

0.07 

0.35 

0.06 

0.71 

- 

0.2100 

0.0844 

0.1193 

0.000 

0.414 

0.414 

0.766 

0.038 

0.728 

1.142 

156.89 

Over Exploited 

Kaprain (M) 

0823000442304000 

0.12 

0.36 

- 

0.36 

0.04 

0.40 

0.02 

0.24 

- 

0.1000 

0.3762 

0.4556 

0.008 

0.940 

0.940 

1.337 

0.134 

1.203 

1.147 

95.31 

Critical 

Kareeriya 

0823000302738800 

0.03 

0.00 

3,345.96 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.007 

1,085.10 

Over Exploited 



0.12 

0.09 

635.83 

0.11 

- 

0.11 

0.03 

0.36 

- 

0.0100 

0.0274 

0.0516 

- 

0.089 

0.089 

0.195 

0.010 

0.185 

0.069 

37.24 

Safe 



0.03 

0.01 

624.74 

0.02 

- 

0.02 

0.03 

0.27 

- 

- 

0.0208 

0.0391 

- 

0.060 

0.060 

0.075 

0.004 

0.071 

0.014 

19.60 

Safe 

Karwala KiJhonparyan 

0823000402746200 

0.12 

0.09 

290.76 

0.10 

0.01 

0.11 

0.02 

0.26 

- 

0.0500 

0.0612 

0.0692 

- 

0.180 

0.180 

0.295 

0.015 

0.280 

0.280 

100.01 

Over Exploited 

Kemla 

0823000202728100 

0.10 

0.00 

64,040.95 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khakata 

0823000302740400 

0.12 

0.06 

241.90 

0.08 

- 

0.08 

0.02 

0.27 

- 

- 

0.0263 

0.0496 

- 

0.076 

0.076 

0.153 

0.008 

0.146 

0.038 

26.08 

Safe 

Kharayta 

0823000302741000 

0.03 

0.00 

9,442.95 

0.00 

0.00 

0.01 

0.00 

0.05 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.012 

0.001 

0.012 

0.032 

270.15 

Over Exploited 



0.12 

0.13 

1,950.54 

0.16 

0.01 

0.17 

0.03 

0.31 

- 

0.0400 

0.0463 

0.0872 

0.001 

0.174 

0.174 

0.340 

0.017 

0.323 

0.380 

117.77 

Over Exploited 



0.03 

0.04 

1,461.87 

0.04 

0.01 

0.06 

0.03 

0.33 

- 

0.0200 

0.0491 

0.0925 

0.007 

0.168 

0.168 

0.227 

0.011 

0.215 

0.219 

101.73 

Over Exploited 

Kheriya Durjan 

0823000302742200 

0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.12 

0.28 

- 

0.28 

0.00 

0.28 

0.05 

0.63 

- 

- 

0.0818 

0.0925 

0.004 

0.179 

0.179 

0.462 

0.046 

0.416 

0.017 

4.09 

Safe 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

0.0071 

0.0080 

- 

0.015 

0.015 

0.016 

0.002 

0.014 

- 

- 

Safe 

Kheriya Man 

0823000302742100 

0.04 

0.00 

485.88 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

- 

- 

Safe 



0.12 

0.14 

(5.63) 

0.13 

- 

0.13 

0.03 

0.30 

- 

- 

0.0842 

0.0952 

- 

0.179 

0.179 

0.309 

0.015 

0.294 

- 

- 

Safe 



0.04 

0.06 

(44.80) 

0.05 

- 

0.05 

0.03 

0.34 

- 

- 

0.0958 

0.1083 

- 

0.204 

0.204 

0.251 

0.013 

0.239 

0.007 

2.93 

Safe 

Kherli Deoji 

0823000302739600 

0.12 

0.00 

12,821.86 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.034 

1,739.47 

Over Exploited 



0.04 

0.02 

1,336.51 

0.02 

- 

0.02 

0.03 

0.26 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.036 

0.002 

0.034 

0.079 

231.10 

Over Exploited 



0.03 

0.03 

1,131.82 

0.03 

0.01 

0.04 

0.04 

0.36 

0.00 

0.0100 

- 

- 

0.008 

0.018 

0.021 

0.059 

0.003 

0.056 

0.119 

210.76 

Over Exploited 



0.03 

0.00 

########## 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

- 

0.0001 

0.0001 

0.008 

0.008 

0.008 

0.013 

0.001 

0.013 

- 

- 

Safe 

Kodkya 

0823000402753700 

0.12 

0.10 

319.79 

0.12 

0.01 

0.13 

0.02 

0.23 

- 

0.0300 

0.0926 

0.1309 

- 

0.254 

0.254 

0.380 

0.019 

0.361 

0.134 

37.16 

Safe 

Korkiya Balaji 

0823000402746300 

0.12 

0.01 

1,135.93 

0.01 

0.01 

0.02 

0.01 

0.09 

- 

0.0200 

0.0142 

0.0161 

0.000 

0.051 

0.051 

0.069 

0.003 

0.066 

0.151 

229.36 

Over Exploited 

Kota Khurd 

0823000302742900 

0.12 

0.05 

213.22 

0.06 

0.01 

0.07 

0.01 

0.16 

- 

0.0200 

0.0472 

0.0667 

- 

0.134 

0.134 

0.206 

0.010 

0.196 

0.134 

68.51 

Safe 

Kotri 

0823000202728000 

0.10 

0.00 

10,773.20 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 


0823000302743400 

0.12 

0.00 

4,004.12 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0043 

0.0049 

- 

0.009 

0.009 

0.010 

0.000 

0.009 

- 

- 

Safe 

Labaan 

0823000302740800 

0.12 

1.02 

52.89 

1.23 

0.08 

1.30 

0.06 

0.71 

- 

0.2100 

0.2112 

0.2984 

0.010 

0.730 

0.730 

2.033 

0.102 

1.932 

1.843 

95.42 

Critical 

Lachhmipura 

0823000402750600 

0.12 

0.13 

(22.17) 

0.11 

0.01 

0.12 

0.05 

0.72 

- 

0.0400 

0.0399 

0.0564 

0.000 

0.136 

0.136 

0.253 

0.013 

0.240 

0.230 

95.71 

Critical 

Lakheri (M) 

0823000342303000 

0.06 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.081 

806.52 

Over Exploited 



0.03 

0.30 

167,042.17 

0.35 

0.06 

0.41 

0.06 

0.53 

0.04 

0.3000 

- 

- 

- 

0.300 

0.340 

0.754 

0.038 

0.717 

2.667 

372.09 

Over Exploited 

Lakheri (Rural) 

0823000302739200 

0.03 

0.03 

928.81 

0.03 

0.02 

0.05 

0.07 

0.65 

0.00 

0.0500 

- 

- 

- 

0.050 

0.053 

0.103 

0.005 

0.098 

0.446 

455.44 

Over Exploited 

Laxmipura 

0823000302742700 

0.12 

0.49 

- 

0.49 

0.00 

0.50 

0.06 

0.69 

- 

0.0100 

0.1050 

0.1483 

0.001 

0.264 

0.264 

0.759 

0.076 

0.683 

0.077 

11.27 

Safe 

Mahuwa 

0823000402745000 

0.04 

0.03 

218.87 

0.03 

- 

0.03 

0.05 

0.58 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.044 

0.002 

0.041 

0.050 

120.49 

Over Exploited 

Makheeda 

0823000302740300 

0.12 

0.11 

299.92 

0.13 

- 

0.13 

0.02 

0.25 

- 

- 

0.0466 

0.0878 

- 

0.134 

0.134 

0.260 

0.013 

0.247 

0.034 

13.74 

Safe 

Malikpura 

0823000302743300 

0.12 

0.32 

- 

0.32 

0.00 

0.32 

0.06 

0.71 

- 

0.0100 

0.0809 

0.0914 

0.001 

0.183 

0.183 

0.499 

0.050 

0.449 

0.058 

12.91 

Safe 

Mandpur 

0823000202730700 

0.06 

0.00 

727,609.15 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Menoli 

0823000402746100 

0.12 

0.04 

936.68 

0.05 

0.01 

0.06 

0.02 

0.21 

- 

0.0700 

0.0324 

0.0367 

0.000 

0.140 

0.140 

0.195 

0.010 

0.185 

0.399 

215.40 

Over Exploited 

Nayagaon 

0823000402752600 

0.12 

0.50 

(15.46) 

0.42 

0.06 

0.48 

0.05 

0.71 

- 

0.1500 

0.1513 

0.2138 

0.015 

0.530 

0.530 

1.011 

0.051 

0.960 

0.806 

83.96 

Semi Critical 

Nayagaon (Papri) 

0823000302739700 

0.03 

0.07 

770.85 

0.09 

0.00 

0.09 

0.06 

0.60 

0.01 

0.0100 

- 

- 

0.005 

0.015 

0.023 

0.113 

0.006 

0.107 

0.058 

54.21 

Safe 



0.03 

0.00 

7,096.43 

0.00 

0.00 

0.00 

0.01 

0.07 

0.00 

- 

0.0061 

0.0114 

0.005 

0.022 

0.023 

0.027 

0.001 

0.025 

0.007 

27.46 

Safe 

Nayagaon @ Ramganj 

0823000202731300 

0.06 

0.00 

273,968.70 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

21,918.57 

Over Exploited 

Neem Khera 

0823000202731600 

0.06 

0.00 

821,773.91 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.00 

276,809.02 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Notara 

0823000302742600 

0.12 

0.82 

- 

0.82 

0.01 

0.83 

0.06 

0.70 

- 

0.0200 

0.2148 

0.2428 

0.001 

0.478 

0.478 

1.311 

0.131 

1.180 

0.192 

16.27 

Safe 

Ohari 

0823000402746600 

0.12 

0.00 

416.62 

0.00 

0.00 

0.01 

0.00 

0.07 

- 

- 

0.0080 

0.0091 

0.004 

0.021 

0.021 

0.027 

0.001 

0.026 

- 

- 

Safe 

Pacheepla 

0823000302742000 

0.04 

0.01 

- 

0.01 

0.00 

0.01 

0.01 

0.15 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.011 

0.001 

0.010 

0.007 

68.77 

Safe 



0.12 

0.09 

- 

0.09 

0.00 

0.09 

0.03 

0.30 

- 

- 

0.0450 

0.0637 

0.001 

0.110 

0.110 

0.203 

0.020 

0.183 

0.017 

9.29 

Safe 



0.04 

0.02 

- 

0.02 

0.00 

0.02 

0.02 

0.21 

- 

- 

0.0319 

0.0451 

0.002 

0.079 

0.079 

0.096 

0.010 

0.086 

0.007 

8.12 

Safe 

Paparli 

0823000302741600 

0.12 

0.05 

(2.29) 

0.05 

- 

0.05 

0.02 

0.25 

- 

- 

- 

- 

- 

- 

- 

0.048 

0.002 

0.046 

0.017 

37.13 

Safe 



0.04 

0.01 

6.80 

0.01 

- 

0.01 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.006 

0.007 

113.36 

Over Exploited 



0.12 

0.06 

(13.82) 

0.05 

- 

0.05 

0.03 

0.28 

- 

- 

0.0336 

0.0475 

- 

0.081 

0.081 

0.136 

0.007 

0.129 

0.017 

13.18 

Safe 

Papri 

0823000302739800 

0.12 

0.05 

3,485.08 

0.06 

- 

0.06 

0.02 

0.19 

- 

0.0100 

0.0273 

0.0514 

- 

0.089 

0.089 

0.144 

0.007 

0.137 

0.111 

80.94 

Semi Critical 



0.03 

0.08 

960.49 

0.10 

0.01 

0.11 

0.05 

0.50 

- 

0.0200 

0.0727 

0.1371 

0.007 

0.237 

0.237 

0.350 

0.018 

0.333 

0.155 

46.57 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Peepalda (Thag) 

082300030274020C 

8.360 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.531 

1.20 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.39 

0.02 

0.000 

0.20 

0.14 


Phuleta @ Lachhmiganj 

0823000202731200 

1.755 

Fresh 

Non-command 

Non-command 

Limestone 

0.073 

3.46 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.02 

0.02 







Non-command 

Bhander Sandstone 

0.000 

3.46 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Pratapgarh 

0823000302741300 

8.062 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.676 

0.70 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.06 

0.000 

0.05 

0.04 







Non-command 

Limestone 

0.010 

0.70 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Kota Barrage 

Command 

Older Alluvium 

7.375 

0.70 

0.090 

0.17 

0.03 

0.00 

0.00 

0.00 

0.60 

0.75 

0.68 

0.000 

0.57 

0.46 


Raghunathpura 

0823000302742500 

3.710 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.710 

-1.03 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.000 

0.65 

0.52 


Ramganj 

0823000302740900 

1.462 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.462 

0.92 

0.090 

0.06 

0.01 

0.00 

0.00 

0.00 

0.17 

0.23 

0.23 

0.000 

0.65 

0.49 


Rampuriya 

0823000402752400 

3.607 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.598 

0.15 

0.090 

0.07 

0.02 

0.00 

0.00 

0.00 

0.10 

0.12 

0.27 

0.000 

0.67 

0.53 


Rangrajpura 

0823000402751100 

3.071 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.069 

0.46 

0.090 

0.08 

0.02 

0.00 

0.00 

0.00 

0.15 

0.19 

0.34 

0.000 

0.46 

0.35 


Rebarpura 

0823000302741900 

4.785 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.010 

-0.04 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Limestone 

0.664 

-0.04 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.08 

0.07 






Kota Barrage 

Command 

Older Alluvium 

3.119 

-0.04 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.000 

0.40 

0.34 







Command 

Limestone 

0.993 

-0.04 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.13 

0.11 


Sakhawada 

0823000302736500 

4.847 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.805 

3.45 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.00 

0.000 

0.10 

0.08 







Non-command 

Shale 

2.169 

3.45 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.15 

0.02 

0.000 

0.27 

0.23 






Kota Barrage 

Command 

Shale 

0.989 

3.45 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.00 

0.000 

0.12 

0.10 


Samadpuriya 

0823000402751000 

3.661 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.000 

0.47 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sangoda 

0823000202731100 

4.283 

Fresh 

Non-command 

Non-command 

Limestone 

0.126 

2.73 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.02 


Sarsala 

0823000402750900 

8.568 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.798 

0.20 

0.090 

0.03 

0.01 

0.00 

0.00 

0.00 

0.07 

0.09 

0.11 

0.000 

0.23 

0.17 


Shahanpur 

0823000302738500 

5.819 

Fresh 

Non-command 

Non-command 

Shale 

1.467 

1.81 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.01 

0.000 

0.15 

0.13 






Kota Barrage 

Command 

Older Alluvium 

0.002 

1.81 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Shale 

1.198 

1.81 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.01 

0.000 

0.13 

0.10 


Sheriya 

0823000202731900 

4.024 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.076 

3.39 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Shreepura 

0823000402750700 

3.546 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.599 

0.38 

0.090 

0.03 

0.01 

0.00 

0.00 

0.01 

0.06 

0.08 

0.13 

0.000 

0.30 

0.24 


Theekri 

0823000302741400 

6.706 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.188 

0.41 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.09 

0.000 

0.11 

0.09 







Non-command 

Limestone 

0.343 

0.41 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.03 

0.03 






Kota Barrage 

Command 

Older Alluvium 

5.175 

0.41 

0.090 

0.10 

0.01 

0.00 

0.00 

0.00 

0.28 

0.34 

0.40 

0.000 

0.48 

0.39 


Utrana 

0823000302739500 

10.100 

Fresh 

Non-command 

Non-command 

Limestone 

8.584 

2.77 

0.020 

0.15 

0.02 

0.00 

0.00 

0.00 

0.61 

0.68 

0.59 

0.000 

0.50 

0.44 







Non-command 

Bhander Sandstone 

0.780 

2.77 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.06 

0.000 

0.05 

0.04 

08006053 

Ajeta 

0823000502764800 

9.259 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.481 

1.52 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.40 

0.45 

0.13 

0.007 

0.17 

0.15 


Akher 

0823000502762200 

3.654 

Fresh 

Non-command 

Non-command 

Limestone 

0.011 

0.21 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Aklor 

0823000102705000 

2.397 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.688 

2.95 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.12 

0.11 

0.24 

0.005 

0.41 

0.46 






Gudha 

Command 

Phyllite & Schist 

0.709 

2.95 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.10 

0.002 

0.17 

0.19 


Akoda 

0823000102712300 

35.413 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.698 

4.16 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.31 

0.37 

0.06 

0.013 

0.09 

0.07 







Non-command 

Limestone 

0.713 

4.16 

0.022 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.01 

0.002 

0.01 

0.01 







Non-command 

Bhander Sandstone 

7.349 

4.16 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.64 

0.76 

0.09 

0.021 

0.14 

0.11 






Gudha 

Command 

Phyllite & Schist 

5.087 

4.16 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.34 

0.40 

0.07 

0.014 

0.09 

0.08 


Akoliya 

0823000102698800 

1.221 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.359 

2.83 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.09 

0.001 

0.17 

0.17 






Gudha 

Command 

Phyllite & Schist 

0.862 

2.83 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.09 

0.09 

0.23 

0.002 

0.41 

0.41 


Alod 

0823000102708800 

4.204 

Fresh 

Gudha 

Command 

Phyllite & Schist 

4.204 

2.84 

0.015 

0.34 

0.05 

0.00 

0.00 

0.00 

0.47 

0.47 

1.36 

0.012 

0.61 

0.61 


Amartya 

0823000102704300 

4.478 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.478 

3.51 

0.015 

0.13 

0.02 

0.00 

0.00 

0.00 

0.35 

0.31 

0.51 

0.013 

0.59 

0.66 


Anantganj 

0823000102709600 

4.484 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.513 

3.01 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.001 

0.07 

0.07 






Gudha 

Command 

Phyllite & Schist 

3.971 

3.01 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.22 

0.22 

0.18 

0.011 

0.54 

0.54 


Antarda 

0823000202728500 

17.486 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.668 

3.48 

0.018 

0.14 

0.02 

0.00 

0.00 

0.00 

0.77 

0.79 

0.55 

0.019 

0.33 

0.32 







Non-command 

Limestone 

0.256 

3.48 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.000 

0.01 

0.01 







Non-command 

Bhander Sandstone 

2.253 

3.48 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.18 

0.09 

0.004 

0.07 

0.07 


Aon Ka Khera 

0823000202718600 

3.736 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.957 

2.70 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.07 

0.002 

0.14 

0.13 






Dugari 

Command 

Phyllite & Schist 

0.002 

2.70 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Arjunpura 

0823000202727000 

2.145 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.145 

3.18 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.15 

0.13 

0.004 

0.53 

0.52 


Arnetha 

0823000202728400 

6.701 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.140 

3.62 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 







Non-command 

Limestone 

0.153 

3.62 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.01 

0.01 







Non-command 

Bhander Sandstone 

1.254 

3.62 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.12 

0.10 

0.002 

0.10 

0.10 



0823000402751200 

14.467 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.294 

0.40 

0.090 

0.01 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.04 

0.000 

0.01 

0.01 


Bachhola 

0823000202717000 

9.549 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.039 

2.24 

0.018 

0.10 

0.02 

0.00 

0.00 

0.02 

0.26 

0.28 

0.41 

0.009 

0.28 

0.26 


Bagli 

0823000502765200 

2.170 

Fresh 

Non-command 

Non-command 

Limestone 

1.651 

1.63 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.12 

0.06 

0.005 

0.47 

0.41 






Kota Barrage 

Command 

Older Alluvium 

0.068 

1.63 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.02 







Command 

Limestone 

0.451 

1.63 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.001 

0.13 

0.11 


Bahadur Pura 

0823000102707800 

1.715 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.650 

1.84 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.12 

0.005 

0.57 

0.61 


Bajoli 

0822000602672100 

6.616 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.327 

2.44 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.08 

0.09 

0.05 

0.006 

0.18 

0.17 


Bal 

0823000102710600 

12.985 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.010 

2.42 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Gudha 

Command 

Phyllite & Schist 

0.812 

2.42 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.04 

0.002 

0.04 

0.03 


Balapura 

0823000102709500 

6.330 

Fresh 

Gudha 

Command 

Phyllite & Schist 

6.330 

2.64 

0.015 

0.14 

0.02 

0.00 

0.00 

0.00 

0.37 

0.34 

0.53 

0.018 

0.59 

0.64 



0823000202718100 

5.042 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.042 

2.41 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.24 

0.26 

0.17 

0.009 

0.53 

0.50 


Balkasa 

0823000402752300 

5.723 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.329 

0.27 

0.090 

0.01 

0.00 

0.00 

0.00 

0.01 

0.04 

0.05 

0.06 

0.000 

0.16 

0.12 


Balola 

0823000102704000 

5.880 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.422 

3.63 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.32 

0.29 

0.14 

0.015 

0.54 

0.60 


Bamangaon 

0823000202720400 

23.256 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.576 

2.85 

0.018 

0.01 

0.00 

0.00 

0.00 

0.04 

0.05 

0.05 

0.06 

0.003 

0.04 

0.03 


Bansi 

0823000202723800 

14.332 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.966 

2.01 

0.018 

0.23 

0.03 

0.00 

0.00 

0.01 

0.54 

0.58 

0.91 

0.018 

0.38 

0.35 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Peepalda (Thag) 

0823000302740200 

0.12 

0.06 

546.73 

0.07 

- 

0.07 

0.02 

0.22 

- 

- 

0.0305 

0.0575 

- 

0.088 

0.088 

0.161 

0.008 

0.153 

0.019 

12.43 

Safe 

Phuleta @ Lachhmiganj 

0823000202731200 

0.06 

0.00 

122,526.37 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

5,376.28 

Over Exploited 



0.10 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pratapgarh 

0823000302741300 

0.12 

0.00 

1,411.51 

0.01 

0.00 

0.01 

0.01 

0.06 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.017 

0.001 

0.016 

0.055 

341.87 

Over Exploited 



0.04 

0.00 

29,740.00 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.12 

0.51 

47.82 

0.61 

0.03 

0.64 

0.06 

0.63 

- 

0.0800 

0.1186 

0.1676 

0.001 

0.367 

0.367 

1.007 

0.050 

0.957 

0.682 

71.28 

Semi Critical 

Raghunathpura 

0823000302742500 

0.12 

0.29 

- 

0.29 

0.00 

0.29 

0.06 

0.70 

- 

0.0100 

0.0746 

0.0843 

0.000 

0.169 

0.169 

0.457 

0.046 

0.412 

0.058 

14.09 

Safe 

Ramganj 

0823000302740900 

0.12 

0.11 

100.29 

0.14 

0.01 

0.15 

0.06 

0.71 

- 

0.0300 

0.0235 

0.0332 

- 

0.087 

0.087 

0.233 

0.012 

0.221 

0.228 

102.95 

Over Exploited 

Rampuriya 

0823000402752400 

0.12 

0.29 

(56.87) 

0.23 

0.02 

0.25 

0.05 

0.72 

- 

0.0500 

0.0868 

0.1227 

0.003 

0.262 

0.262 

0.514 

0.026 

0.489 

0.269 

55.05 

Safe 

Rangrajpura 

0823000402751100 

0.12 

0.11 

64.71 

0.14 

0.02 

0.16 

0.04 

0.50 

- 

0.0600 

0.0499 

0.0705 

0.002 

0.182 

0.182 

0.340 

0.017 

0.323 

0.338 

104.54 

Over Exploited 

Rebarpura 

0823000302741900 

0.12 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

- 

- 

Safe 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.007 

346.86 

Over Exploited 



0.12 

0.15 

- 

0.15 

0.00 

0.15 

0.04 

0.44 

- 

0.0100 

0.0502 

0.0709 

0.001 

0.132 

0.132 

0.282 

0.028 

0.254 

0.101 

39.80 

Safe 



0.04 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.14 

- 

- 

0.0160 

0.0226 

- 

0.039 

0.039 

0.044 

0.004 

0.039 

0.014 

35.75 

Safe 

Sakhawada 

0823000302736500 

0.06 

0.00 

1,261.14 

0.01 

- 

0.01 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

- 

- 

Safe 



0.03 

0.02 

782.60 

0.02 

- 

0.02 

0.03 

0.30 

0.00 

- 

- 

- 

- 

- 

0.002 

0.023 

0.001 

0.022 

0.018 

82.85 

Semi Critical 



0.03 

0.00 

1,836.32 

0.00 

- 

0.00 

0.01 

0.14 

0.00 

- 

0.0159 

0.0225 

- 

0.038 

0.039 

0.043 

0.002 

0.041 

- 

- 

Safe 

Samadpuriya 

0823000402751000 

0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 

Sangoda 

0823000202731100 

0.06 

0.00 

128,196.74 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sarsala 

0823000402750900 

0.12 

0.08 

19.11 

0.09 

0.01 

0.10 

0.02 

0.24 

- 

0.0200 

0.0675 

0.0954 

0.002 

0.185 

0.185 

0.286 

0.014 

0.271 

0.113 

41.62 

Safe 

Shahanpur 

0823000302738500 

0.03 

0.01 

735.16 

0.01 

- 

0.01 

0.02 

0.17 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.008 

0.007 

82.45 

Semi Critical 



0.12 

0.00 

816,750.32 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.03 

0.00 

923.38 

0.01 

- 

0.01 

0.01 

0.14 

0.00 

- 

0.0096 

0.0136 

- 

0.023 

0.024 

0.029 

0.001 

0.028 

0.007 

25.27 

Safe 

Sheriya 

0823000202731900 

0.10 

0.00 

6,796.59 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Shreepura 

0823000402750700 

0.12 

0.06 

41.53 

0.07 

0.02 

0.09 

0.02 

0.33 

- 

0.0200 

0.0386 

0.0545 

0.016 

0.129 

0.129 

0.220 

0.011 

0.209 

0.132 

63.05 

Safe 

Theekri 

0823000302741400 

0.12 

0.02 

397.89 

0.02 

- 

0.02 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.029 

0.001 

0.027 

0.092 

337.40 

Over Exploited 



0.04 

0.00 

686.75 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.000 

0.017 

3,450.64 

Over Exploited 



0.12 

0.30 

15.41 

0.34 

0.01 

0.35 

0.05 

0.52 

- 

0.0400 

0.0832 

0.1176 

- 

0.241 

0.241 

0.592 

0.030 

0.562 

0.398 

70.78 

Semi Critical 

Utrana 

0823000302739500 

0.04 

0.17 

299.97 

0.20 

0.02 

0.22 

0.06 

0.55 

0.02 

0.0700 

- 

- 

- 

0.070 

0.089 

0.314 

0.016 

0.298 

0.590 

198.00 

Over Exploited 



0.06 

0.00 

2,731.62 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.058 

477.98 

Over Exploited 

Ajeta 

0823000502764800 

0.20 

0.08 

446.10 

0.10 

0.00 

0.10 

0.01 

0.18 

- 

0.0100 

0.0399 

0.0564 

0.001 

0.108 

0.108 

0.208 

0.010 

0.197 

0.133 

67.35 

Safe 

Akher 

0823000502762200 

0.08 

0.00 

5,579.69 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Aklor 

0823000102705000 

0.06 

0.04 

166.16 

0.05 

0.01 

0.06 

0.03 

0.44 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.090 

0.005 

0.086 

0.247 

287.17 

Over Exploited 



0.06 

0.01 

522.01 

0.01 

- 

0.01 

0.01 

0.19 

- 

0.0100 

0.0086 

0.0104 

- 

0.029 

0.029 

0.038 

0.002 

0.036 

0.099 

275.01 

Over Exploited 

Akoda 

0823000102712300 

0.06 

0.02 

253,829.13 

0.03 

- 

0.03 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.039 

0.002 

0.037 

0.074 

200.28 

Over Exploited 



0.08 

0.00 

10,059.40 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.015 

1,752.26 

Over Exploited 



0.10 

0.10 

173,051.53 

0.12 

- 

0.12 

0.01 

0.14 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.139 

0.007 

0.132 

0.113 

85.54 

Semi Critical 



0.06 

0.03 

1,290.36 

0.03 

- 

0.03 

0.01 

0.10 

- 

0.0100 

0.0773 

0.0744 

- 

0.162 

0.162 

0.196 

0.010 

0.186 

0.088 

47.42 

Safe 

Akoliya 

0823000102698800 

0.06 

0.00 

860.25 

0.00 

- 

0.00 

0.01 

0.18 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.014 

0.089 

650.73 

Over Exploited 



0.06 

0.02 

309.11 

0.03 

0.01 

0.04 

0.03 

0.44 

- 

0.0300 

0.0105 

0.0126 

- 

0.053 

0.053 

0.088 

0.004 

0.084 

0.232 

276.54 

Over Exploited 

Alod 

0823000102708800 

0.06 

0.16 

204.91 

0.19 

0.05 

0.24 

0.04 

0.66 

- 

0.1500 

0.0639 

0.0615 

0.000 

0.276 

0.276 

0.512 

0.026 

0.487 

1.367 

280.95 

Over Exploited 

Amartya 

0823000102704300 

0.06 

0.16 

95.62 

0.19 

0.02 

0.21 

0.04 

0.63 

- 

0.0600 

- 

- 

0.000 

0.060 

0.060 

0.270 

0.013 

0.256 

0.527 

205.37 

Over Exploited 

Anantganj 

0823000102709600 

0.06 

0.00 

1,430.23 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.002 

0.028 

1,171.29 

Over Exploited 



0.06 

0.13 

68.83 

0.15 

0.01 

0.16 

0.04 

0.57 

- 

0.0200 

0.0483 

0.0581 

- 

0.126 

0.126 

0.290 

0.014 

0.275 

0.191 

69.49 

Safe 

Antarda 

0823000202728500 

0.08 

0.28 

181.58 

0.34 

0.02 

0.36 

0.04 

0.37 

0.04 

0.0600 

- 

- 

- 

0.060 

0.097 

0.454 

0.023 

0.431 

0.567 

131.54 

Over Exploited 



0.06 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.012 

10,626.54 

Over Exploited 



0.10 

0.02 

1,060.28 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.031 

0.002 

0.029 

0.097 

331.16 

Over Exploited 

Aon Ka Khera 

0823000202718600 

0.08 

0.01 

561.30 

0.01 

0.00 

0.01 

0.01 

0.15 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.026 

0.001 

0.025 

0.073 

294.88 

Over Exploited 



0.08 

0.00 

########## 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.004 

0.000 

0.003 

0.000 

0.12 

Safe 

Arjunpura 

0823000202727000 

0.08 

0.09 

66.55 

0.11 

0.00 

0.11 

0.07 

0.59 

0.01 

0.0100 

- 

- 

0.000 

0.010 

0.022 

0.130 

0.006 

0.123 

0.136 

110.12 

Over Exploited 

Arnetha 

0823000202728400 

0.08 

0.00 

7,062.96 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.012 

7,649.76 

Over Exploited 



0.06 

0.00 

49,737.26 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.018 

21,358.11 

Over Exploited 



0.10 

0.01 

872.34 

0.02 

- 

0.02 

0.01 

0.11 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.037 

0.002 

0.035 

0.100 

286.33 

Over Exploited 


0823000402751200 

0.12 

0.00 

3,932.21 

0.00 

0.01 

0.01 

0.00 

0.01 

- 

0.0100 

0.0071 

0.0100 

0.008 

0.036 

0.036 

0.042 

0.002 

0.040 

0.038 

96.04 

Critical 

Bachhola 

0823000202717000 

0.08 

0.11 

148.90 

0.13 

0.04 

0.17 

0.02 

0.30 

- 

0.0500 

- 

- 

0.029 

0.079 

0.079 

0.251 

0.013 

0.239 

0.417 

174.62 

Over Exploited 

Bagli 

0823000502765200 

0.08 

0.06 

84.98 

0.07 

- 

0.07 

0.04 

0.51 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.085 

0.004 

0.080 

0.060 

74.15 

Semi Critical 



0.20 

0.00 

4,701.85 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0011 

0.0015 

- 

0.003 

0.003 

0.003 

0.000 

0.003 

0.000 

6.82 

Safe 



0.08 

0.00 

442.07 

0.01 

- 

0.01 

0.01 

0.14 

- 

- 

0.0073 

0.0103 

- 

0.018 

0.018 

0.023 

0.001 

0.022 

0.013 

60.46 

Safe 

Bahadur Pura 

0823000102707800 

0.06 

0.06 

22.40 

0.07 

0.00 

0.07 

0.04 

0.61 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.083 

0.004 

0.079 

0.124 

157.35 

Over Exploited 

Bajoli 

0822000602672100 

0.08 

0.03 

157.26 

0.04 

0.01 

0.05 

0.01 

0.20 

- 

0.0100 

- 

- 

0.020 

0.030 

0.030 

0.083 

0.004 

0.079 

0.056 

71.24 

Semi Critical 

Bal 

0823000102710600 

0.06 

0.00 

(703,634.07) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.005 

0.000 

0.005 

0.000 

0.57 

Safe 



0.06 

0.00 

2,159.73 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

0.0099 

0.0119 

0.003 

0.025 

0.025 

0.029 

0.001 

0.027 

0.037 

135.85 

Over Exploited 

Balapura 

0823000102709500 

0.06 

0.23 

50.47 

0.27 

0.02 

0.29 

0.04 

0.63 

- 

0.0600 

0.0770 

0.0926 

0.004 

0.233 

0.233 

0.527 

0.026 

0.501 

0.550 

109.82 

Over Exploited 


0823000202718100 

0.08 

0.21 

21.39 

0.26 

0.01 

0.27 

0.04 

0.57 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.285 

0.014 

0.271 

0.177 

65.27 

Safe 

Balkasa 

0823000402752300 

0.12 

0.02 

91.71 

0.03 

0.01 

0.04 

0.01 

0.17 

- 

0.0100 

0.0321 

0.0453 

0.008 

0.096 

0.096 

0.131 

0.007 

0.124 

0.058 

46.69 

Safe 

Balola 

0823000102704000 

0.06 

0.18 

64.27 

0.21 

0.01 

0.22 

0.03 

0.58 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.247 

0.012 

0.235 

0.158 

67.39 

Safe 

Bamangaon 

0823000202720400 

0.08 

0.00 

1,118.08 

0.01 

0.04 

0.04 

0.00 

0.04 

- 

0.0100 

- 

- 

0.056 

0.066 

0.066 

0.109 

0.005 

0.103 

0.058 

56.02 

Safe 

Bansi 

0823000202723800 

0.08 

0.30 

93.97 

0.36 

0.04 

0.40 

0.03 

0.41 

- 

0.1000 

- 

- 

0.011 

0.111 

0.111 

0.509 

0.025 

0.483 

0.923 

190.97 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 






Dugari 

Command 

Phyllite & Schist 

4.366 

2.01 

0.018 

0.10 

0.01 

0.00 

0.00 

0.01 

0.24 

0.25 

0.39 

0.008 

0.17 

0.15 


Bansoli 

0823000202726300 

5.019 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.019 

2.68 

0.018 

0.12 

0.02 

0.00 

0.00 

0.06 

0.28 

0.29 

0.47 

0.009 

0.53 

0.50 


Banthali 

0823000202731700 

2.675 

Fresh 

Non-command 

Non-command 

Limestone 

0.410 

3.01 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.001 

0.09 

0.08 







Non-command 

Bhander Sandstone 

0.970 

3.01 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.03 

0.002 

0.21 

0.19 


Baori 

0823000202726400 

5.071 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.071 

2.89 

0.018 

0.13 

0.02 

0.00 

0.00 

0.02 

0.35 

0.37 

0.51 

0.009 

0.53 

0.51 


Baori Khera 

0823000102699700 

3.216 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.535 

3.64 

0.015 

0.07 

0.00 

0.00 

0.00 

0.01 

0.20 

0.18 

0.29 

0.007 

0.45 

0.49 


Bara Naya Gaon 

0823000102708000 

10.362 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.176 

2.02 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.09 

0.08 

0.24 

0.003 

0.07 

0.07 







Non-command 

Bhander Sandstone 

0.545 

2.02 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.10 

0.002 

0.03 

0.03 






Gudha 

Command 

Phyllite & Schist 

2.275 

2.02 

0.015 

0.11 

0.02 

0.00 

0.00 

0.00 

0.16 

0.15 

0.45 

0.006 

0.13 

0.14 







Command 

Bhander Sandstone 

6.365 

2.02 

0.020 

0.30 

0.04 

0.00 

0.00 

0.00 

0.52 

0.49 

1.16 

0.018 

0.37 

0.39 


Baradhudhalaji 

0823000502763200 

7.714 

Fresh 

Non-command 

Non-command 

Limestone 

3.733 

2.31 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.27 

0.30 

0.02 

0.010 

0.29 

0.26 







Non-command 

Bhander Sandstone 

0.550 

2.31 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.00 

0.002 

0.04 

0.04 


Barani 

0823000402746000 

3.643 

Fresh 

Non-command 

Non-command 

Limestone 

1.289 

2.09 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.06 

0.000 

0.22 

0.18 






Kota Barrage 

Command 

Older Alluvium 

1.021 

2.09 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.21 

0.26 

0.10 

0.000 

0.18 

0.15 







Command 

Limestone 

0.832 

2.09 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.04 

0.000 

0.14 

0.12 


Bargaon 

0823000102711400 

14.801 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.342 

2.07 

0.015 

0.10 

0.02 

0.00 

0.00 

0.01 

0.14 

0.15 

0.40 

0.007 

0.10 

0.09 







Non-command 

Bhander Sandstone 

1.247 

2.07 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.10 

0.20 

0.004 

0.05 

0.05 






Gudha 

Command 

Phyllite & Schist 

9.871 

2.07 

0.015 

0.44 

0.06 

0.00 

0.00 

0.01 

0.67 

0.73 

1.72 

0.028 

0.40 

0.37 







Command 

Bhander Sandstone 

0.248 

2.07 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.001 

0.01 

0.01 


Barodiya 

0823000102713100 

5.921 

Fresh 

Non-command 

Non-command 

Limestone 

0.032 

2.73 

0.022 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 







Non-command 

Bhander Sandstone 

0.432 

2.73 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.09 

0.001 

0.05 

0.04 






Gudha 

Command 

Phyllite & Schist 

3.594 

2.73 

0.015 

0.19 

0.03 

0.00 

0.00 

0.01 

0.30 

0.35 

0.76 

0.010 

0.40 

0.34 







Command 

Limestone 

0.863 

2.73 

0.022 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.11 

0.19 

0.002 

0.10 

0.08 







Command 

Bhander Sandstone 

1.001 

2.73 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.11 

0.20 

0.003 

0.11 

0.09 


Baroli 

0822000602671900 

7.142 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.076 

2.79 

0.015 

0.00 

0.00 

0.00 

0.00 

0.03 

-0.03 

-0.03 

0.00 

0.000 

0.01 

0.01 


Barwas 

0823000102705500 

2.271 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.271 

2.85 

0.015 

0.09 

0.01 

0.00 

0.00 

0.00 

0.18 

0.16 

0.36 

0.006 

0.59 

0.66 



0823000502762100 

4.339 

Fresh 

Non-command 

Non-command 

Limestone 

0.020 

0.58 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Beechri 

0823000102708600 

4.286 

Fresh 

Gudha 

Command 

Phyllite & Schist 

3.943 

2.47 

0.015 

0.16 

0.02 

0.00 

0.00 

0.00 

0.28 

0.26 

0.62 

0.011 

0.55 

0.59 







Command 

Bhander Sandstone 

0.343 

2.47 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.05 

0.001 

0.05 

0.05 


Beejanta 

0823000202725100 

2.035 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.035 

1.40 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.08 

0.14 

0.004 

0.55 

0.51 


Beekaran 

0823000102700400 

1.099 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.099 

3.66 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.08 

0.08 

0.10 

0.003 

0.59 

0.66 


Beel Ka Khera 

0823000102696900 

1.897 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.046 

3.63 

0.015 

0.00 

0.00 

0.00 

0.00 

0.03 

-0.03 

-0.03 

0.00 

0.000 

0.01 

0.02 


Beerampur 

0823000402743600 

4.970 

Fresh 

Non-command 

Non-command 

Limestone 

4.970 

1.98 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.22 

0.25 

0.07 

0.000 

0.61 

0.54 


Bhains Khera 

0823000402744400 

4.623 

Fresh 

Non-command 

Non-command 

Limestone 

3.218 

1.50 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.13 

0.04 

0.000 

0.43 

0.37 






Kota Barrage 

Command 

Limestone 

0.134 

1.50 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Bhajneri 

0823000202719200 

15.330 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.964 

2.44 

0.018 

0.13 

0.02 

0.00 

0.00 

0.15 

0.25 

0.27 

0.52 

0.012 

0.24 

0.22 






Dugari 

Command 

Phyllite & Schist 

4.003 

2.44 

0.018 

0.08 

0.01 

0.00 

0.00 

0.15 

0.09 

0.09 

0.29 

0.007 

0.14 

0.13 


Bhamar 

0823000202724800 

2.306 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.306 

1.43 

0.018 

0.05 

0.01 

0.00 

0.00 

0.00 

0.10 

0.11 

0.19 

0.004 

0.55 

0.51 


Bhan Ka Gurha 

0824001002907800 

6.719 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.451 

2.89 

0.020 

0.08 

0.01 

0.00 

0.00 

0.01 

0.44 

0.42 

0.28 

0.021 

0.59 

0.61 


Bhandera 

0823000202724000 

5.649 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.645 

1.90 

0.018 

0.06 

0.01 

0.00 

0.00 

0.00 

0.17 

0.18 

0.24 

0.006 

0.36 

0.33 






Bundi Ka Gothra 

Command 

Phyllite & Schist 

2.004 

1.90 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.13 

0.004 

0.20 

0.18 


Bhanoli 

0822000602672000 

2.620 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.324 

2.37 

0.015 

0.05 

0.01 

0.00 

0.00 

0.02 

0.11 

0.11 

0.18 

0.006 

0.46 

0.43 


Bhanwarkhol @ Arjunpura 

0823000202731500 

3.273 

Fresh 

Non-command 

Non-command 

Limestone 

1.272 

3.81 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.14 

0.11 

0.002 

0.22 

0.20 







Non-command 

Bhander Sandstone 

1.805 

3.81 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.17 

0.19 

0.13 

0.003 

0.32 

0.28 


Bhawanipura 

0823000102698900 

6.870 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.553 

3.07 

0.015 

0.28 

0.04 

0.00 

0.00 

0.03 

0.47 

0.45 

1.12 

0.016 

0.46 

0.48 






Gudha 

Command 

Phyllite & Schist 

1.164 

3.07 

0.015 

0.06 

0.01 

0.00 

0.00 

0.03 

0.08 

0.07 

0.23 

0.003 

0.10 

0.10 



0823000202721000 

2.405 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.379 

2.93 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.11 

0.16 

0.002 

0.30 

0.28 


Bheemganj 

0823000102700600 

2.966 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.966 

3.57 

0.015 

0.08 

0.01 

0.00 

0.00 

0.01 

0.22 

0.20 

0.33 

0.008 

0.59 

0.66 



0823000202717200 

3.059 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.059 

2.30 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.16 

0.11 

0.005 

0.52 

0.49 



0823000502763100 

4.690 

Fresh 

Non-command 

Non-command 

Limestone 

0.875 

2.21 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.04 

0.002 

0.11 

0.10 







Non-command 

Bhander Sandstone 

2.878 

2.21 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.20 

0.06 

0.008 

0.37 

0.33 


Bherupura Antri 

0823000102712100 

18.953 

Fresh 

Non-command 

Non-command 

Limestone 

0.479 

2.50 

0.022 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.001 

0.02 

0.01 







Non-command 

Bhander Sandstone 

12.706 

2.50 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.65 

0.75 

0.05 

0.036 

0.43 

0.37 


Bhindi 

0823000402752200 

3.100 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.125 

0.39 

0.090 

0.07 

0.02 

0.00 

0.00 

0.00 

0.12 

0.16 

0.27 

0.000 

0.45 

0.36 


Bhompura 

0823000202720900 

3.449 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.025 

2.93 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.03 

0.002 

0.16 

0.15 


Bhunwar 

0824001002908100 

7.321 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.359 

2.32 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.12 

0.04 

0.008 

0.21 

0.20 


Biharipura 

0823000202726700 

3.480 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.480 

3.25 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.22 

0.23 

0.09 

0.006 

0.53 

0.51 


Bijetha 

0824001002908000 

6.020 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.355 

2.57 

0.020 

0.05 

0.01 

0.00 

0.00 

0.01 

0.20 

0.20 

0.18 

0.011 

0.35 

0.35 


Bisdhari 

0823000102711500 

14.747 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.169 

1.42 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.06 

0.006 

0.09 

0.08 







Non-command 

Bhander Sandstone 

9.127 

1.42 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.32 

0.35 

0.23 

0.026 

0.38 

0.34 






Gudha 

Command 

Phyllite & Schist 

0.059 

1.42 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bishanpura 

0823000102701400 

1.249 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.006 

2.95 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Borda 

0823000102711800 

8.301 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.420 

2.98 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.03 

0.03 







Non-command 

Bhander Sandstone 

2.841 

2.98 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.21 

0.08 

0.008 

0.22 

0.19 






Gudha 

Command 

Phyllite & Schist 

4.648 

2.98 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.24 

0.27 

0.16 

0.013 

0.35 

0.32 







Command 

Bhander Sandstone 

0.318 

2.98 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.02 

0.02 


Borda Kachhiyan 

0823000402745300 

9.142 

Fresh 

Non-command 

Non-command 

Limestone 

0.098 

0.71 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Kota Barrage 

Command 

Older Alluvium 

0.266 

0.71 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.000 

0.02 

0.02 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.08 

0.06 

339.75 

0.07 

0.02 

0.09 

0.01 

0.18 

- 

0.0400 

- 

- 

0.011 

0.051 

0.051 

0.137 

0.007 

0.130 

0.398 

305.21 

Over Exploited 

Bansoli 

0823000202726300 

0.08 

0.21 

37.91 

0.26 

0.08 

0.33 

0.05 

0.58 

- 

0.0500 

- 

- 

0.087 

0.137 

0.137 

0.470 

0.023 

0.446 

0.483 

108.27 

Over Exploited 

Banthali 

0823000202731700 

0.06 

0.00 

1,155.29 

0.00 

- 

0.00 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.019 

695.19 

Over Exploited 



0.10 

0.02 

446,645.63 

0.02 

- 

0.02 

0.02 

0.23 

0.00 

- 

- 

- 

- 

- 

0.002 

0.025 

0.001 

0.024 

0.036 

150.81 

Over Exploited 

Baori 

0823000202726400 

0.08 

0.21 

71.23 

0.26 

0.04 

0.29 

0.05 

0.58 

- 

0.0600 

- 

- 

0.024 

0.084 

0.084 

0.377 

0.019 

0.358 

0.523 

146.16 

Over Exploited 

Baori Khera 

0823000102699700 

0.06 

0.07 

169.42 

0.08 

0.01 

0.09 

0.03 

0.48 

- 

0.0300 

- 

- 

0.010 

0.040 

0.040 

0.129 

0.006 

0.122 

0.297 

243.32 

Over Exploited 

Bara Naya Gaon 

0823000102708000 

0.06 

0.00 

1,590.34 

0.01 

0.01 

0.02 

0.00 

0.07 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.046 

0.002 

0.044 

0.238 

546.27 

Over Exploited 



0.10 

0.00 

2,770.63 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.100 

868.72 

Over Exploited 



0.06 

0.02 

738.43 

0.02 

0.02 

0.04 

0.01 

0.14 

- 

0.0500 

0.0346 

0.0333 

0.000 

0.118 

0.118 

0.160 

0.008 

0.152 

0.455 

300.32 

Over Exploited 



0.10 

0.23 

109.16 

0.28 

0.04 

0.32 

0.02 

0.39 

- 

0.1300 

0.0967 

0.0931 

- 

0.320 

0.320 

0.641 

0.032 

0.609 

1.175 

192.89 

Over Exploited 

Baradhudhalaji 

0823000502763200 

0.08 

0.07 

########## 

0.09 

- 

0.09 

0.02 

0.32 

- 

- 

- 

- 

- 

- 

- 

0.088 

0.004 

0.084 

0.034 

41.00 

Safe 



0.06 

0.00 

2,290.00 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.002 

94.14 

Critical 

Barani 

0823000402746000 

0.04 

0.01 

574.35 

0.01 

- 

0.01 

0.02 

0.24 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.024 

0.001 

0.023 

0.058 

257.20 

Over Exploited 



0.12 

0.02 

1,089.85 

0.03 

- 

0.03 

0.01 

0.19 

- 

0.0200 

0.0205 

0.0232 

- 

0.064 

0.064 

0.090 

0.004 

0.085 

0.096 

112.83 

Over Exploited 



0.04 

0.00 

1,035.69 

0.01 

- 

0.01 

0.01 

0.16 

- 

0.0100 

0.0167 

0.0189 

- 

0.046 

0.046 

0.051 

0.003 

0.049 

0.038 

77.93 

Semi Critical 

Bargaon 

0823000102711400 

0.06 

0.01 

1,019.47 

0.02 

0.03 

0.05 

0.01 

0.10 

- 

0.0500 

- 

- 

0.021 

0.071 

0.071 

0.121 

0.006 

0.115 

0.410 

356.03 

Over Exploited 



0.10 

0.01 

1,464.83 

0.01 

0.01 

0.02 

0.00 

0.05 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.038 

0.002 

0.036 

0.203 

566.97 

Over Exploited 



0.06 

0.24 

205.65 

0.29 

0.07 

0.36 

0.03 

0.43 

- 

0.1900 

0.1200 

0.1444 

0.021 

0.476 

0.476 

0.835 

0.042 

0.793 

1.751 

220.70 

Over Exploited 



0.10 

0.00 

8,670.32 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0030 

0.0036 

- 

0.007 

0.007 

0.007 

0.000 

0.007 

0.042 

636.17 

Over Exploited 

Barodiya 

0823000102713100 

0.08 

0.00 

24,869.16 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

50,664.82 

Over Exploited 



0.10 

0.00 

2,393.70 

0.00 

- 

0.00 

0.00 

0.05 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.022 

0.001 

0.021 

0.088 

413.03 

Over Exploited 



0.06 

0.09 

311.87 

0.10 

0.04 

0.14 

0.03 

0.42 

- 

0.1400 

0.0546 

0.0526 

0.012 

0.260 

0.260 

0.401 

0.020 

0.381 

0.773 

202.98 

Over Exploited 



0.08 

0.01 

########## 

0.01 

0.01 

0.02 

0.01 

0.10 

- 

0.0400 

0.0131 

0.0126 

- 

0.066 

0.066 

0.084 

0.004 

0.079 

0.189 

238.55 

Over Exploited 



0.10 

0.01 

909.78 

0.01 

0.01 

0.02 

0.01 

0.12 

- 

0.0400 

0.0152 

0.0146 

- 

0.070 

0.070 

0.093 

0.005 

0.088 

0.207 

233.85 

Over Exploited 

Baroli 

0822000602671900 

0.08 

0.00 

(82,019.31) 

0.00 

0.03 

0.03 

0.00 

0.01 

- 

- 

- 

- 

0.043 

0.043 

0.043 

0.072 

0.004 

0.068 

0.000 

0.30 

Safe 

Barwas 

0823000102705500 

0.06 

0.08 

98.11 

0.10 

0.01 

0.11 

0.04 

0.63 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.146 

0.007 

0.139 

0.361 

260.01 

Over Exploited 


0823000502762100 

0.08 

0.00 

10,166.29 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Beechri 

0823000102708600 

0.06 

0.13 

103.47 

0.16 

0.02 

0.18 

0.04 

0.59 

- 

0.0700 

0.0599 

0.0577 

0.005 

0.192 

0.192 

0.371 

0.019 

0.353 

0.626 

177.44 

Over Exploited 



0.10 

0.00 

1,438.99 

0.00 

- 

0.00 

0.00 

0.05 

- 

0.0100 

0.0052 

0.0050 

- 

0.020 

0.020 

0.022 

0.001 

0.021 

0.051 

242.04 

Over Exploited 

Beejanta 

0823000202725100 

0.08 

0.09 

(5.60) 

0.08 

0.01 

0.10 

0.05 

0.59 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.119 

0.006 

0.113 

0.147 

129.19 

Over Exploited 

Beekaran 

0823000102700400 

0.06 

0.04 

94.36 

0.05 

0.01 

0.05 

0.04 

0.63 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.072 

0.004 

0.069 

0.104 

151.19 

Over Exploited 

Beel Ka Khera 

0823000102696900 

0.06 

0.00 

(76,622.58) 

0.00 

0.03 

0.03 

0.00 

0.01 

- 

- 

- 

- 

0.052 

0.052 

0.052 

0.087 

0.004 

0.083 

0.000 

0.16 

Safe 

Beerampur 

0823000402743600 

0.04 

0.12 

101.20 

0.15 

- 

0.15 

0.05 

0.66 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.156 

0.008 

0.149 

0.065 

43.74 

Safe 

Bhains Khera 

0823000402744400 

0.04 

0.06 

124.05 

0.07 

0.00 

0.07 

0.03 

0.47 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.071 

0.004 

0.067 

0.036 

53.64 

Safe 



0.04 

0.00 

3,086.68 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

0.0027 

0.0031 

0.002 

0.008 

0.008 

0.009 

0.000 

0.009 

- 

- 

Safe 

Bhajneri 

0823000202719200 

0.08 

0.13 

103.25 

0.16 

0.17 

0.34 

0.02 

0.26 

- 

0.0600 

- 

- 

0.231 

0.291 

0.291 

0.626 

0.031 

0.595 

0.527 

88.68 

Semi Critical 



0.08 

0.04 

111.20 

0.05 

0.16 

0.22 

0.01 

0.15 

- 

0.0300 

- 

- 

0.231 

0.261 

0.261 

0.478 

0.024 

0.454 

0.301 

66.30 

Safe 

Bhamar 

0823000202724800 

0.08 

0.10 

3.11 

0.11 

0.01 

0.12 

0.05 

0.60 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.136 

0.007 

0.129 

0.192 

148.62 

Over Exploited 

Bhan Ka Gurha 

0824001002907800 

0.04 

0.16 

158.42 

0.20 

0.02 

0.21 

0.05 

0.63 

- 

0.0300 

- 

- 

0.011 

0.041 

0.041 

0.254 

0.013 

0.241 

0.297 

123.09 

Over Exploited 

Bhandera 

0823000202724000 

0.08 

0.10 

74.82 

0.12 

0.01 

0.14 

0.03 

0.39 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.168 

0.008 

0.160 

0.241 

150.87 

Over Exploited 



0.08 

0.03 

224.26 

0.04 

0.00 

0.04 

0.02 

0.21 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.051 

0.003 

0.049 

0.134 

273.36 

Over Exploited 

Bhanoli 

0822000602672000 

0.08 

0.09 

31.97 

0.10 

0.03 

0.13 

0.04 

0.50 

- 

0.0200 

- 

- 

0.024 

0.044 

0.044 

0.173 

0.009 

0.164 

0.185 

112.87 

Over Exploited 

Bhanwarkhol @ Arjunpura 

0823000202731500 

0.06 

0.02 

333,229.82 

0.02 

- 

0.02 

0.02 

0.25 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.030 

0.002 

0.029 

0.116 

403.88 

Over Exploited 



0.10 

0.06 

225.78 

0.07 

- 

0.07 

0.03 

0.35 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.078 

0.004 

0.075 

0.128 

172.05 

Over Exploited 

Bhawanipura 

0823000102698900 

0.06 

0.15 

192.94 

0.19 

0.07 

0.25 

0.03 

0.50 

- 

0.1300 

- 

- 

0.043 

0.173 

0.173 

0.427 

0.021 

0.405 

1.133 

279.33 

Over Exploited 



0.06 

0.01 

971.66 

0.01 

0.04 

0.05 

0.01 

0.10 

- 

0.0300 

0.0141 

0.0170 

0.043 

0.104 

0.104 

0.151 

0.008 

0.143 

0.233 

162.93 

Over Exploited 


0823000202721000 

0.08 

0.03 

223.87 

0.04 

0.01 

0.05 

0.03 

0.33 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.070 

0.004 

0.067 

0.166 

249.97 

Over Exploited 

Bheemganj 

0823000102700600 

0.06 

0.10 

90.82 

0.13 

0.02 

0.14 

0.04 

0.63 

- 

0.0400 

- 

- 

0.008 

0.048 

0.048 

0.190 

0.009 

0.180 

0.334 

185.72 

Over Exploited 


0823000202717200 

0.08 

0.13 

23.43 

0.15 

0.00 

0.16 

0.04 

0.57 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.176 

0.009 

0.167 

0.119 

71.32 

Semi Critical 


0823000502763100 

0.08 

0.00 

113,584.18 

0.01 

- 

0.01 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.038 

782.27 

Over Exploited 



0.06 

0.06 

########## 

0.07 

- 

0.07 

0.03 

0.40 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.082 

0.004 

0.078 

0.066 

84.48 

Semi Critical 

Bherupura Antri 

0823000102712100 

0.08 

0.00 

4,792.07 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

191.30 

Over Exploited 



0.10 

0.54 

########## 

0.65 

- 

0.65 

0.03 

0.46 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.659 

0.033 

0.626 

0.084 

13.39 

Safe 

Bhindi 

0823000402752200 

0.12 

0.12 

34.69 

0.14 

0.02 

0.16 

0.03 

0.49 

- 

0.0500 

0.0513 

0.0724 

0.002 

0.176 

0.176 

0.336 

0.017 

0.319 

0.269 

84.38 

Semi Critical 

Bhompura 

0823000202720900 

0.08 

0.01 

411.05 

0.02 

0.00 

0.02 

0.01 

0.17 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.019 

0.001 

0.018 

0.036 

198.83 

Over Exploited 

Bhunwar 

0824001002908100 

0.04 

0.02 

484.74 

0.03 

- 

0.03 

0.02 

0.22 

- 

- 

- 

- 

- 

- 

- 

0.025 

0.001 

0.024 

0.044 

182.78 

Over Exploited 

Biharipura 

0823000202726700 

0.08 

0.15 

52.68 

0.18 

0.00 

0.18 

0.06 

0.59 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.192 

0.010 

0.182 

0.091 

50.04 

Safe 

Bijetha 

0824001002908000 

0.04 

0.05 

294.23 

0.06 

0.02 

0.09 

0.03 

0.38 

- 

0.0200 

- 

- 

0.021 

0.041 

0.041 

0.127 

0.006 

0.120 

0.191 

158.84 

Over Exploited 

Bisdhari 

0823000102711500 

0.06 

0.01 

532.18 

0.01 

- 

0.01 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.024 

0.001 

0.023 

0.064 

282.23 

Over Exploited 



0.10 

0.33 

166,336.59 

0.35 

0.01 

0.36 

0.03 

0.40 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.389 

0.019 

0.369 

0.254 

68.68 

Safe 



0.06 

0.00 

16,388.86 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0007 

0.0009 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.000 

10.82 

Safe 

Bishanpura 

0823000102701400 

0.06 

0.00 

(142,636.46) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.004 

0.000 

0.004 

0.000 

0.40 

Safe 

Borda 

0823000102711800 

0.06 

0.00 

2,506.11 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.014 

1,544.11 

Over Exploited 



0.10 

0.06 

245.19 

0.07 

- 

0.07 

0.01 

0.23 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.084 

0.004 

0.080 

0.092 

115.62 

Over Exploited 



0.06 

0.10 

169.93 

0.12 

0.01 

0.13 

0.02 

0.38 

- 

0.0200 

0.0706 

0.0680 

- 

0.159 

0.159 

0.287 

0.014 

0.273 

0.168 

61.62 

Safe 



0.10 

0.00 

2,656.21 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0048 

0.0047 

- 

0.010 

0.010 

0.010 

0.001 

0.010 

0.008 

79.75 

Semi Critical 

Borda Kachhiyan 

0823000402745300 

0.04 

0.00 

4,017.81 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

- 

- 

Safe 



0.12 

0.00 

3,046.94 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

0.0054 

0.0061 

0.003 

0.014 

0.014 

0.017 

0.001 

0.016 

0.019 

119.36 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Command 

Limestone 

0.020 

0.71 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Borkhandi 

082300010271290C 

4.540 

Fresh 

Non-command 

Non-command 

Limestone 

1.816 

2.45 

0.022 

0.05 

0.01 

0.00 

0.00 

0.00 

0.14 

0.16 

0.21 

0.005 

0.26 

0.22 







Non-command 

Bhander Sandstone 

0.351 

2.45 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.001 

0.05 

0.04 






Gudha 

Command 

Limestone 

0.175 

2.45 

0.022 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.03 

0.02 







Command 

Bhander Sandstone 

2.034 

2.45 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.14 

0.17 

0.21 

0.006 

0.29 

0.25 


Borkhera 

0823000102705800 

4.606 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.266 

2.31 

0.015 

0.00 

0.00 

0.00 

0.00 

0.12 

-0.11 

-0.10 

0.02 

0.001 

0.03 

0.04 






Gudha 

Command 

Phyllite & Schist 

3.070 

2.31 

0.015 

0.04 

0.01 

0.00 

0.00 

0.12 

0.01 

0.01 

0.15 

0.009 

0.39 

0.43 



0823000102712400 

1.217 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.044 

3.63 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.02 






Gudha 

Command 

Phyllite & Schist 

1.173 

3.63 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.10 

0.12 

0.21 

0.003 

0.63 

0.54 


Brahmanon Ki Jhopariyan 

0823000102701000 

4.358 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.194 

3.30 

0.015 

0.06 

0.01 

0.00 

0.00 

0.02 

0.24 

0.22 

0.21 

0.012 

0.57 

0.62 


Bundi (M) 

0823000542306000 

34.705 

Fresh 

Non-command 

Non-command 

Limestone 

0.002 

2.78 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chainpuriya 

0823000202716500 

2.330 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.162 

2.21 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.04 

0.03 



0823000102700900 

1.058 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.058 

3.37 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.10 

0.003 

0.59 

0.66 


Chak Bhawanipura 

0823000202720800 

0.587 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.587 

2.77 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.04 

0.001 

0.53 

0.49 


Chatarganj 

0823000102705100 

6.207 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.496 

2.64 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.16 

0.14 

0.28 

0.007 

0.24 

0.26 






Gudha 

Command 

Phyllite & Schist 

3.711 

2.64 

0.015 

0.11 

0.02 

0.00 

0.00 

0.00 

0.24 

0.21 

0.42 

0.010 

0.35 

0.39 


Cheta 

0823000102704700 

8.549 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.866 

2.91 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.12 

0.005 

0.13 

0.14 






Gudha 

Command 

Phyllite & Schist 

6.683 

2.91 

0.015 

0.12 

0.02 

0.00 

0.00 

0.00 

0.39 

0.36 

0.44 

0.019 

0.46 

0.51 


Chhabariyon Ka Naya Gaon 

0823000102698300 

9.963 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.243 

2.54 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.01 


Chhaparda 

0823000502765400 

3.014 

Fresh 

Non-command 

Non-command 

Limestone 

0.055 

1.05 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Kota Barrage 

Command 

Older Alluvium 

0.482 

1.05 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.02 

0.001 

0.10 

0.09 







Command 

Limestone 

1.638 

1.05 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.05 

0.005 

0.34 

0.29 


Chipalta 

0823000202730800 

2.454 

Fresh 

Non-command 

Non-command 

Limestone 

0.517 

1.88 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.06 

0.001 

0.12 

0.11 







Non-command 

Bhander Sandstone 

1.563 

1.88 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.10 

0.15 

0.003 

0.37 

0.32 


Chohra 

0823000102708200 

4.050 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.032 

1.71 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Bhander Sandstone 

3.596 

1.71 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.14 

0.08 

0.010 

0.54 

0.54 


Dabeta 

0823000102711600 

13.377 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.720 

1.54 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.08 

0.16 

0.005 

0.08 

0.07 







Non-command 

Bhander Sandstone 

10.179 

1.54 

0.020 

0.23 

0.03 

0.00 

0.00 

0.00 

0.51 

0.57 

0.90 

0.029 

0.47 

0.42 






Gudha 

Command 

Phyllite & Schist 

0.300 

1.54 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.001 

0.01 

0.01 


Dabla 

0823000102709400 

5.591 

Fresh 

Gudha 

Command 

Phyllite & Schist 

5.591 

3.08 

0.015 

0.12 

0.02 

0.00 

0.00 

0.00 

0.35 

0.37 

0.44 

0.016 

0.62 

0.59 


Dablana 

0823000102710400 

13.647 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.136 

2.96 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 






Gudha 

Command 

Phyllite & Schist 

13.510 

2.96 

0.015 

0.41 

0.06 

0.00 

0.00 

0.00 

0.95 

0.95 

1.59 

0.038 

0.59 

0.59 


Dakoon 

0823000202723500 

9.371 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.964 

1.59 

0.018 

0.13 

0.02 

0.00 

0.00 

0.00 

0.36 

0.39 

0.50 

0.016 

0.51 

0.48 






Dugari 

Command 

Phyllite & Schist 

0.407 

1.59 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.02 

0.02 


Dalelpura 

0823000102712600 

4.470 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.379 

4.29 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.001 

0.06 

0.05 







Non-command 

Limestone 

0.173 

4.29 

0.022 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.000 

0.03 

0.02 







Non-command 

Bhander Sandstone 

1.945 

4.29 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.22 

0.09 

0.005 

0.29 

0.24 


Danta 

0823000102713300 

3.616 

Fresh 

Gudha 

Command 

Phyllite & Schist 

0.831 

2.44 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.07 

0.002 

0.14 

0.14 







Command 

Bhander Sandstone 

2.785 

2.44 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.18 

0.18 

0.20 

0.008 

0.48 

0.46 


Dara Ka Naya Gaon 

0823000102711700 

8.573 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

7.008 

2.31 

0.020 

0.16 

0.02 

0.00 

0.00 

0.00 

0.46 

0.52 

0.63 

0.020 

0.51 

0.46 






Gudha 

Command 

Phyllite & Schist 

0.446 

2.31 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.001 

0.03 

0.03 







Command 

Bhander Sandstone 

0.413 

2.31 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.001 

0.03 

0.03 


Datoonda 

0823000102707600 

22.846 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.267 

1.43 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.03 

0.004 

0.03 

0.03 







Non-command 

Bhander Sandstone 

9.715 

1.43 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.33 

0.30 

0.20 

0.027 

0.24 

0.27 


Deelunda 

0823000502764900 

6.166 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.613 

1.69 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.65 

0.73 

0.17 

0.010 

0.36 

0.32 


Dei 

0823000202723200 

29.652 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

29.652 

2.22 

0.018 

1.21 

0.18 

0.00 

0.00 

0.07 

2.11 

2.26 

4.76 

0.053 

0.53 

0.50 


Delpura 

0823000202719300 

5.813 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.378 

2.80 

0.018 

0.15 

0.02 

0.00 

0.00 

0.01 

0.38 

0.41 

0.60 

0.010 

0.49 

0.46 


Deo Doongri 

0823000102700100 

3.520 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.520 

3.65 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.21 

0.19 

0.07 

0.010 

0.58 

0.65 


Deopura 

0823000202722800 

2.189 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.189 

2.75 

0.018 

0.06 

0.01 

0.00 

0.00 

0.00 

0.16 

0.16 

0.22 

0.004 

0.53 

0.50 



0823000202725400 

5.352 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.150 

0.96 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.13 

0.10 

0.009 

0.53 

0.48 







Non-command 

Bhander Sandstone 

0.203 

0.96 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.02 



0823000202731000 

3.068 

Fresh 

Non-command 

Non-command 

Limestone 

1.381 

3.74 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.13 

0.05 

0.002 

0.26 

0.23 







Non-command 

Bhander Sandstone 

1.376 

3.74 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.13 

0.04 

0.002 

0.26 

0.23 


Deori Barwa 

0823000202718500 

2.092 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.072 

2.72 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Deroli 

0823000102705600 

3.699 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.582 

2.70 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.13 

0.12 

0.16 

0.007 

0.41 

0.46 






Gudha 

Command 

Phyllite & Schist 

1.118 

2.70 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.08 

0.003 

0.18 

0.20 


Dewarya 

0823000202723400 

2.633 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.633 

1.80 

0.018 

0.05 

0.01 

0.00 

0.00 

0.00 

0.12 

0.13 

0.20 

0.005 

0.53 

0.50 


Dhabhaiyon Ka Naya Gaon 

0823000102710100 

4.551 

Fresh 

Gudha 

Command 

Phyllite & Schist 

4.551 

3.23 

0.015 

0.15 

0.02 

0.00 

0.00 

0.00 

0.35 

0.38 

0.60 

0.013 

0.63 

0.58 


Dhadhoon 

0823000202729100 

9.628 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.698 

3.75 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.20 

0.21 

0.08 

0.005 

0.15 

0.14 







Non-command 

Limestone 

1.513 

3.75 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.13 

0.04 

0.003 

0.09 

0.08 







Non-command 

Bhander Sandstone 

4.583 

3.75 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.37 

0.40 

0.10 

0.008 

0.26 

0.24 


Dhagariya 

0823000102704600 

4.773 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.168 

2.94 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.02 

0.02 






Gudha 

Command 

Phyllite & Schist 

4.605 

2.94 

0.015 

0.09 

0.01 

0.00 

0.00 

0.00 

0.28 

0.26 

0.34 

0.013 

0.58 

0.61 


Dhakni 

0823000102713400 

4.648 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.616 

1.87 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.05 

0.002 

0.09 

0.08 







Non-command 

Limestone 

0.262 

1.87 

0.022 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.04 

0.03 







Non-command 

Bhander Sandstone 

1.277 

1.87 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.11 

0.004 

0.18 

0.16 






Gudha 

Command 

Phyllite & Schist 

1.551 

1.87 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.08 

0.15 

0.004 

0.21 

0.19 







Command 

Limestone 

0.397 

1.87 

0.022 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.001 

0.05 

0.05 





Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.04 

0.00 

(34,969.45) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0004 

0.0005 

0.001 

0.002 

0.002 

0.002 

0.000 

0.002 

- 

- 

Safe 

Borkhandi 

082300010271290C 

0.08 

0.04 

330.32 

0.05 

0.01 

0.06 

0.02 

0.28 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.076 

0.004 

0.072 

0.212 

294.29 

Over Exploited 



0.10 

0.00 

1,725.23 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.034 

1,674.41 

Over Exploited 



0.08 

0.00 

35,969.37 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0027 

0.0026 

- 

0.005 

0.005 

0.006 

0.000 

0.005 

0.018 

350.80 

Over Exploited 



0.10 

0.06 

177.99 

0.07 

0.01 

0.08 

0.02 

0.31 

- 

0.0200 

0.0309 

0.0298 

- 

0.081 

0.081 

0.163 

0.008 

0.155 

0.215 

138.96 

Over Exploited 

Borkhera 

0823000102705800 

0.06 

0.00 

(19,134.15) 

0.00 

0.12 

0.12 

0.00 

0.04 

- 

- 

- 

- 

0.184 

0.184 

0.184 

0.307 

0.015 

0.292 

0.019 

6.42 

Safe 



0.06 

0.07 

(82.98) 

0.06 

0.13 

0.19 

0.03 

0.42 

- 

0.0200 

0.0466 

0.0449 

0.184 

0.296 

0.296 

0.486 

0.024 

0.462 

0.159 

34.33 

Safe 


0823000102712400 

0.06 

0.00 

4,378.95 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

11,400.14 

Over Exploited 



0.06 

0.04 

174.64 

0.05 

0.01 

0.06 

0.04 

0.67 

- 

0.0400 

0.0178 

0.0172 

- 

0.075 

0.075 

0.138 

0.007 

0.131 

0.216 

165.05 

Over Exploited 

Brahmanon Ki Jhopariyan 

0823000102701000 

0.06 

0.14 

52.03 

0.17 

0.03 

0.20 

0.04 

0.61 

- 

0.0200 

- 

- 

0.028 

0.048 

0.048 

0.248 

0.012 

0.236 

0.223 

94.60 

Critical 

Bundi (M) 

0823000542306000 

0.08 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chainpuriya 

0823000202716500 

0.08 

0.00 

1,313.40 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.006 

904.50 

Over Exploited 


0823000102700900 

0.06 

0.04 

99.29 

0.04 

0.00 

0.05 

0.04 

0.63 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.056 

0.003 

0.053 

0.100 

187.88 

Over Exploited 

Chak Bhawanipura 

0823000202720800 

0.08 

0.02 

60.73 

0.03 

0.00 

0.03 

0.05 

0.58 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.033 

0.002 

0.031 

0.045 

143.44 

Over Exploited 

Chatarganj 

0823000102705100 

0.06 

0.04 

301.73 

0.04 

0.01 

0.05 

0.02 

0.25 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.084 

0.004 

0.080 

0.283 

355.57 

Over Exploited 



0.06 

0.08 

171.45 

0.09 

0.02 

0.11 

0.02 

0.38 

- 

0.0500 

0.0451 

0.0543 

0.001 

0.150 

0.150 

0.265 

0.013 

0.252 

0.429 

170.74 

Over Exploited 

Cheta 

0823000102704700 

0.06 

0.01 

599.49 

0.02 

0.00 

0.02 

0.01 

0.14 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.028 

0.001 

0.026 

0.126 

477.49 

Over Exploited 



0.06 

0.19 

92.06 

0.22 

0.02 

0.24 

0.03 

0.49 

- 

0.0500 

0.0812 

0.0978 

0.000 

0.229 

0.229 

0.472 

0.024 

0.448 

0.461 

102.78 

Over Exploited 

Chhabariyon Ka Naya Gaon 

0823000102698300 

0.06 

0.00 

3,262.90 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.004 

0.005 

0.005 

0.008 

0.000 

0.007 

0.006 

77.63 

Semi Critical 

Chhaparda 

0823000502765400 

0.08 

0.00 

3,851.36 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.01 

638.75 

0.01 

- 

0.01 

0.01 

0.11 

- 

- 

0.0078 

0.0110 

- 

0.019 

0.019 

0.030 

0.002 

0.029 

0.021 

74.31 

Semi Critical 



0.08 

0.04 

62.45 

0.05 

- 

0.05 

0.03 

0.36 

- 

0.0100 

0.0263 

0.0372 

- 

0.074 

0.074 

0.127 

0.006 

0.120 

0.057 

46.96 

Safe 

Chipalta 

0823000202730800 

0.06 

0.00 

1,081.97 

0.00 

- 

0.00 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.014 

0.061 

441.68 

Over Exploited 



0.10 

0.06 

74.95 

0.07 

0.01 

0.08 

0.03 

0.40 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.099 

0.005 

0.094 

0.157 

166.92 

Over Exploited 

Chohra 

0823000102708200 

0.06 

0.00 

8,590.45 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.19 

(26.64) 

0.16 

- 

0.16 

0.04 

0.58 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.166 

0.008 

0.158 

0.092 

58.48 

Safe 

Dabeta 

0823000102711600 

0.06 

0.01 

848.86 

0.01 

0.01 

0.02 

0.01 

0.08 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.040 

0.002 

0.038 

0.165 

436.40 

Over Exploited 



0.10 

0.46 

5,627.44 

0.56 

0.03 

0.59 

0.03 

0.50 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.686 

0.034 

0.651 

0.924 

141.81 

Over Exploited 



0.06 

0.00 

7,466.53 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0036 

0.0044 

- 

0.008 

0.008 

0.008 

0.000 

0.008 

0.028 

353.29 

Over Exploited 

Dabla 

0823000102709400 

0.06 

0.21 

77.75 

0.25 

0.02 

0.27 

0.04 

0.66 

- 

0.0500 

0.0850 

0.0818 

0.005 

0.222 

0.222 

0.496 

0.025 

0.471 

0.456 

96.75 

Critical 

Dablana 

0823000102710400 

0.06 

0.00 

8,094.42 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.005 

0.000 

0.005 

0.013 

270.18 

Over Exploited 



0.06 

0.48 

98.17 

0.57 

0.06 

0.64 

0.04 

0.63 

- 

0.1800 

0.1642 

0.1977 

0.003 

0.545 

0.545 

1.182 

0.059 

1.123 

1.626 

144.81 

Over Exploited 

Dakoon 

0823000202723500 

0.08 

0.37 

4.74 

0.39 

0.02 

0.41 

0.04 

0.56 

- 

0.0600 

- 

- 

0.002 

0.062 

0.062 

0.469 

0.023 

0.445 

0.516 

115.83 

Over Exploited 



0.08 

0.00 

1,309.46 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.004 

0.000 

0.004 

0.019 

462.37 

Over Exploited 

Dalelpura 

0823000102712600 

0.06 

0.00 

3,156.10 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

0.023 

1,595.31 

Over Exploited 



0.08 

0.00 

5,473.84 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

2,117.08 

Over Exploited 



0.10 

0.06 

302.27 

0.07 

- 

0.07 

0.02 

0.31 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.087 

0.004 

0.083 

0.096 

116.78 

Over Exploited 

Danta 

0823000102713300 

0.06 

0.01 

593.69 

0.01 

0.00 

0.01 

0.01 

0.15 

- 

0.0100 

0.0126 

0.0122 

0.004 

0.039 

0.039 

0.051 

0.003 

0.048 

0.070 

146.46 

Over Exploited 



0.10 

0.13 

36.93 

0.16 

0.01 

0.17 

0.03 

0.51 

- 

0.0200 

0.0423 

0.0407 

0.000 

0.103 

0.103 

0.274 

0.014 

0.260 

0.212 

81.34 

Semi Critical 

Dara Ka Naya Gaon 

0823000102711700 

0.10 

0.36 

(55.09) 

0.43 

0.02 

0.45 

0.04 

0.55 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.522 

0.026 

0.496 

0.647 

130.52 

Over Exploited 



0.06 

0.00 

3,165.98 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0068 

0.0065 

- 

0.013 

0.013 

0.014 

0.001 

0.014 

0.045 

331.97 

Over Exploited 



0.10 

0.00 

2,522.83 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0063 

0.0060 

- 

0.012 

0.012 

0.014 

0.001 

0.013 

0.040 

306.45 

Over Exploited 

Datoonda 

0823000102707600 

0.06 

0.00 

86,148.14 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.033 

1,501.55 

Over Exploited 



0.10 

0.23 

680,762.87 

0.28 

0.01 

0.29 

0.02 

0.26 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.310 

0.015 

0.294 

0.229 

78.00 

Semi Critical 

Deelunda 

0823000502764900 

0.20 

0.26 

176.90 

0.31 

0.01 

0.33 

0.03 

0.39 

- 

0.0200 

0.0581 

0.0821 

0.001 

0.161 

0.161 

0.486 

0.024 

0.462 

0.181 

39.19 

Safe 

Dei 

0823000202723200 

0.08 

1.26 

79.08 

1.51 

0.25 

1.77 

0.05 

0.58 

- 

0.5400 

- 

- 

0.107 

0.648 

0.648 

2.413 

0.121 

2.293 

4.816 

210.03 

Over Exploited 

Delpura 

0823000202719300 

0.08 

0.21 

94.54 

0.25 

0.03 

0.29 

0.04 

0.53 

- 

0.0700 

- 

- 

0.019 

0.089 

0.089 

0.374 

0.019 

0.356 

0.614 

172.48 

Over Exploited 

Deo Doongri 

0823000102700100 

0.06 

0.12 

51.73 

0.15 

0.00 

0.15 

0.04 

0.62 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.168 

0.008 

0.160 

0.082 

51.22 

Safe 

Deopura 

0823000202722800 

0.08 

0.09 

76.52 

0.11 

0.01 

0.12 

0.05 

0.58 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.151 

0.008 

0.143 

0.227 

158.36 

Over Exploited 


0823000202725400 

0.08 

0.22 

(41.98) 

0.17 

0.00 

0.17 

0.05 

0.57 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.185 

0.009 

0.176 

0.105 

59.80 

Safe 



0.10 

0.00 

903.29 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.000 

0.005 

1,123.06 

Over Exploited 


0823000202731000 

0.06 

0.02 

########## 

0.02 

- 

0.02 

0.03 

0.28 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.034 

0.002 

0.032 

0.050 

156.25 

Over Exploited 



0.10 

0.04 

255.30 

0.04 

- 

0.04 

0.02 

0.28 

- 

- 

- 

- 

- 

- 

- 

0.042 

0.002 

0.040 

0.040 

100.76 

Over Exploited 

Deori Barwa 

0823000202718500 

0.08 

0.00 

2,399.76 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

5.08 

Safe 

Deroli 

0823000102705600 

0.06 

0.06 

89.62 

0.08 

0.01 

0.09 

0.03 

0.44 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.108 

0.005 

0.103 

0.170 

165.93 

Over Exploited 



0.06 

0.01 

388.35 

0.01 

0.00 

0.01 

0.01 

0.19 

- 

0.0100 

0.0136 

0.0164 

0.001 

0.041 

0.041 

0.056 

0.003 

0.053 

0.080 

151.03 

Over Exploited 

Dewarya 

0823000202723400 

0.08 

0.11 

17.77 

0.13 

0.01 

0.14 

0.05 

0.58 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.162 

0.008 

0.154 

0.204 

132.10 

Over Exploited 

Dhabhaiyon Ka Naya Gaon 

0823000102710100 

0.06 

0.17 

121.19 

0.21 

0.02 

0.23 

0.04 

0.67 

- 

0.0700 

0.0692 

0.0666 

0.001 

0.206 

0.206 

0.432 

0.022 

0.410 

0.615 

149.79 

Over Exploited 

Dhadhoon 

0823000202729100 

0.08 

0.03 

536.82 

0.04 

- 

0.04 

0.02 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.050 

0.002 

0.047 

0.089 

187.97 

Over Exploited 



0.06 

0.01 

195,469.67 

0.01 

- 

0.01 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.009 

0.046 

522.44 

Over Exploited 



0.10 

0.12 

234.87 

0.14 

- 

0.14 

0.03 

0.29 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.153 

0.008 

0.146 

0.109 

74.97 

Semi Critical 

Dhagariya 

0823000102704600 

0.06 

0.00 

3,068.31 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.013 

1,498.15 

Over Exploited 



0.06 

0.16 

66.43 

0.19 

0.01 

0.20 

0.04 

0.61 

- 

0.0400 

0.0560 

0.0674 

0.000 

0.164 

0.164 

0.365 

0.018 

0.347 

0.348 

100.37 

Over Exploited 

Dhakni 

0823000102713400 

0.06 

0.00 

37,855.05 

0.00 

- 

0.00 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.013 

0.056 

442.35 

Over Exploited 



0.08 

0.00 

2,995.17 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.023 

2,616.10 

Over Exploited 



0.10 

0.02 

290.17 

0.03 

- 

0.03 

0.01 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.037 

0.002 

0.035 

0.116 

328.03 

Over Exploited 



0.06 

0.02 

316.21 

0.02 

0.01 

0.03 

0.01 

0.23 

- 

0.0200 

0.0236 

0.0227 

- 

0.066 

0.066 

0.100 

0.005 

0.095 

0.152 

159.93 

Over Exploited 



0.08 

0.00 

1,608.18 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

0.0060 

0.0058 

- 

0.012 

0.012 

0.014 

0.001 

0.013 

0.037 

281.23 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 







Command 

Bhander Sandstone 

0.157 

1.87 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.02 

0.02 


Dhanao 

0823000102709200 

3.890 

Fresh 

Gudha 

Command 

Phyllite & Schist 

3.890 

3.40 

0.015 

0.09 

0.01 

0.00 

0.00 

0.00 

0.28 

0.32 

0.33 

0.011 

0.65 

0.56 


Dheengsi 

0823000402745200 

1.925 

Fresh 

Non-command 

Non-command 

Limestone 

0.497 

2.52 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.000 

0.16 

0.13 






Kota Barrage 

Command 

Older Alluvium 

0.177 

2.52 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.02 

0.000 

0.06 

0.05 







Command 

Limestone 

1.133 

2.52 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.04 

0.000 

0.36 

0.30 


Dhowara 

0823000102704500 

8.873 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.873 

3.33 

0.015 

0.22 

0.03 

0.00 

0.00 

0.05 

0.58 

0.54 

0.86 

0.025 

0.59 

0.64 


Dodi 

0823000202723600 

5.638 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.954 

1.79 

0.018 

0.04 

0.01 

0.00 

0.00 

0.01 

0.08 

0.09 

0.14 

0.003 

0.19 

0.17 






Dugari 

Command 

Phyllite & Schist 

3.685 

1.79 

0.018 

0.07 

0.01 

0.00 

0.00 

0.01 

0.17 

0.18 

0.27 

0.007 

0.35 

0.33 


Dotana 

0823000402746500 

4.704 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.646 

0.73 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.21 

0.00 

0.000 

0.36 

0.30 


Dugari 

0823000202718200 

17.321 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

12.668 

2.37 

0.018 

0.30 

0.04 

0.00 

0.00 

0.51 

0.27 

0.29 

1.16 

0.022 

0.39 

0.36 






Dugari 

Command 

Phyllite & Schist 

4.654 

2.37 

0.018 

0.11 

0.02 

0.00 

0.00 

0.51 

-0.23 

-0.25 

0.43 

0.008 

0.14 

0.13 


Fatehganj 

0823000202722500 

9.641 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.002 

2.45 

0.018 

0.03 

0.00 

0.00 

0.00 

0.01 

0.36 

0.36 

0.11 

0.014 

0.43 

0.43 


Fatehpura 

0823000202724700 

3.138 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.993 

1.41 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.06 

0.15 

0.002 

0.18 

0.16 






Bundi Ka Gothra 

Command 

Phyllite & Schist 

2.145 

1.41 

0.018 

0.08 

0.01 

0.00 

0.00 

0.00 

0.12 

0.13 

0.31 

0.004 

0.38 

0.35 


Fazalpura 

0823000102711900 

5.209 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.909 

3.51 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.13 

0.03 

0.005 

0.24 

0.20 







Non-command 

Bhander Sandstone 

1.224 

3.51 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.01 

0.003 

0.15 

0.13 






Gudha 

Command 

Phyllite & Schist 

1.462 

3.51 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.03 

0.004 

0.18 

0.16 


Gadarya 

0823000202722900 

3.111 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.111 

2.68 

0.018 

0.06 

0.01 

0.00 

0.00 

0.06 

0.13 

0.14 

0.24 

0.006 

0.53 

0.50 


Ganeshganj 

0823000102699500 

11.690 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.029 

3.56 

0.015 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.01 

0.003 

0.05 

0.05 


Ganeshpura 

0823000202726200 

4.364 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.364 

2.51 

0.018 

0.16 

0.02 

0.00 

0.00 

0.00 

0.33 

0.35 

0.63 

0.008 

0.53 

0.50 


Gaonri 

0823000202721100 

4.804 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.804 

2.81 

0.018 

0.10 

0.01 

0.00 

0.00 

0.03 

0.30 

0.32 

0.39 

0.009 

0.53 

0.49 


Gendoli Kalan 

0823000402744600 

12.289 

Fresh 

Non-command 

Non-command 

Limestone 

11.972 

3.27 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.83 

0.97 

0.24 

0.000 

0.59 

0.51 


Gendoli Khurd 

0823000402744700 

7.245 

Fresh 

Non-command 

Non-command 

Limestone 

4.377 

3.51 

0.020 

0.11 

0.02 

0.00 

0.00 

0.00 

0.40 

0.46 

0.45 

0.000 

0.36 

0.31 


Gendoli Khurd Ki Jhonpariya 

0823000402744800 

6.006 

Fresh 

Non-command 

Non-command 

Limestone 

4.616 

3.33 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.35 

0.42 

0.20 

0.000 

0.47 

0.40 






Kota Barrage 

Command 

Limestone 

0.451 

3.33 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.02 

0.000 

0.05 

0.04 


Goaplpura 

0823000402743700 

4.756 

Fresh 

Non-command 

Non-command 

Limestone 

4.682 

1.78 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.20 

0.23 

0.16 

0.000 

0.61 

0.53 






Kota Barrage 

Command 

Limestone 

0.075 

1.78 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Gobalya 

0823000202718000 

3.699 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.699 

2.36 

0.018 

0.03 

0.00 

0.00 

0.00 

0.01 

0.18 

0.19 

0.12 

0.007 

0.53 

0.50 


Gogpura 

0823000502765900 

4.133 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.061 

1.47 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.33 

0.38 

0.11 

0.006 

0.31 

0.27 







Command 

Limestone 

0.004 

1.47 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gokulpura 

0823000102701200 

5.270 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.217 

3.07 

0.015 

0.14 

0.02 

0.00 

0.00 

0.05 

0.31 

0.29 

0.55 

0.015 

0.59 

0.64 


Goojarya Khera 

0823000202724100 

4.541 

Fresh 

Bundi Ka Gothra 

Command 

Phyllite & Schist 

4.376 

1.77 

0.018 

0.06 

0.01 

0.00 

0.00 

0.01 

0.18 

0.19 

0.24 

0.008 

0.54 

0.51 


Gordhanpura 

0823000102701300 

4.920 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.669 

2.96 

0.015 

0.04 

0.01 

0.00 

0.00 

0.03 

0.16 

0.15 

0.16 

0.010 

0.45 

0.47 


Gorsya Ka Khera 

0823000102699100 

2.369 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.369 

3.29 

0.015 

0.14 

0.02 

0.00 

0.00 

0.00 

0.24 

0.22 

0.56 

0.007 

0.57 

0.61 


Gothra 

0823000102697900 

6.576 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.238 

3.08 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.06 

0.001 

0.02 

0.02 



0823000402744100 

5.772 

Fresh 

Non-command 

Non-command 

Limestone 

5.410 

1.94 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.27 

0.31 

0.27 

0.000 

0.58 

0.50 






Kota Barrage 

Command 

Limestone 

0.361 

1.94 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.000 

0.04 

0.03 


Gudali 

0823000202731400 

1.523 

Fresh 

Non-command 

Non-command 

Limestone 

0.084 

3.54 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.03 

0.03 







Non-command 

Bhander Sandstone 

0.846 

3.54 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.09 

0.002 

0.32 

0.29 


Gulkheri 

0823000502762400 

4.560 

Fresh 

Non-command 

Non-command 

Limestone 

2.498 

0.36 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.08 

0.007 

0.34 

0.30 


Gurha 

0823000102705900 

5.502 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.213 

1.97 

0.015 

0.02 

0.00 

0.00 

0.00 

0.28 

-0.22 

-0.20 

0.06 

0.003 

0.13 

0.14 






Gudha 

Command 

Phyllite & Schist 

0.679 

1.97 

0.015 

0.01 

0.00 

0.00 

0.00 

0.28 

-0.25 

-0.23 

0.03 

0.002 

0.07 

0.08 


Gurha Gopalji 

0823000202725700 

4.370 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.370 

1.47 

0.018 

0.05 

0.01 

0.00 

0.00 

0.00 

0.15 

0.16 

0.20 

0.008 

0.54 

0.50 


Gurha Sadavartian 

0823000202729600 

18.455 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.849 

0.94 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.14 

0.11 

0.010 

0.18 

0.16 







Non-command 

Bhander Sandstone 

9.992 

0.94 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.23 

0.25 

0.13 

0.018 

0.30 

0.28 






Bundi Ka Gothra 

Command 

Phyllite & Schist 

0.904 

0.94 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.002 

0.03 

0.03 







Command 

Bhander Sandstone 

0.605 

0.94 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.02 


Gurhadeoji 

0823000202723100 

10.096 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.229 

2.88 

0.018 

0.27 

0.04 

0.00 

0.00 

0.01 

0.64 

0.69 

1.05 

0.015 

0.43 

0.40 


Gurhamagdooka 

0823000502762800 

2.358 

Fresh 

Non-command 

Non-command 

Limestone 

0.494 

0.49 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.001 

0.13 

0.12 







Non-command 

Bhander Sandstone 

0.930 

0.49 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.06 

0.003 

0.25 

0.22 


Gurjaniyan 

0823000202719400 

3.576 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.017 

2.98 

0.018 

0.00 

0.00 

0.00 

0.00 

0.08 

-0.08 

-0.08 

0.00 

0.000 

0.00 

0.00 


Flaripura 

0823000102713700 

6.051 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.029 

1.54 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Limestone 

2.004 

1.54 

0.022 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.06 

0.006 

0.21 

0.19 







Non-command 

Bhander Sandstone 

2.630 

1.54 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.11 

0.06 

0.007 

0.28 

0.25 



0823000202719100 

3.096 

Fresh 

Dugari 

Command 

Phyllite & Schist 

3.090 

2.47 

0.018 

0.05 

0.01 

0.00 

0.00 

0.00 

0.17 

0.18 

0.17 

0.005 

0.53 

0.49 


Flaripura @ Jawara Ki Jhopar 

0823000502762900 

7.695 

Fresh 

Non-command 

Non-command 

Limestone 

0.247 

1.20 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.02 







Non-command 

Bhander Sandstone 

5.007 

1.20 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.18 

0.20 

0.12 

0.014 

0.40 

0.36 


Harmali Ka Khera 

0823000102710900 

6.416 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.864 

2.35 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.21 

0.21 

0.29 

0.011 

0.32 

0.31 






Bundi Ka Gothra 

Command 

Phyllite & Schist 

2.220 

2.35 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.11 

0.17 

0.006 

0.19 

0.18 


Flarna 

0823000102700300 

3.555 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.555 

3.62 

0.015 

0.09 

0.01 

0.00 

0.00 

0.03 

0.24 

0.22 

0.36 

0.010 

0.59 

0.66 


Hindoli 

0823000102703900 

13.759 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

13.759 

3.42 

0.015 

0.35 

0.05 

0.00 

0.00 

0.19 

0.82 

0.73 

1.35 

0.039 

0.59 

0.66 


Flolaspura 

0823000102710300 

6.544 

Fresh 

Gudha 

Command 

Phyllite & Schist 

6.544 

2.77 

0.015 

0.10 

0.01 

0.00 

0.00 

0.00 

0.36 

0.39 

0.39 

0.018 

0.61 

0.57 


Intunda 

0824001002907600 

13.204 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.630 

3.27 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.05 

0.002 

0.03 

0.03 


Jagannathpura 

0823000402744300 

5.592 

Fresh 

Non-command 

Non-command 

Limestone 

4.729 

1.95 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.23 

0.03 

0.000 

0.52 

0.44 






Kota Barrage 

Command 

Limestone 

0.322 

1.95 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.04 

0.03 


Jagmunda 

0823000202725500 

3.174 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.174 

1.21 

0.018 

0.04 

0.00 

0.00 

0.00 

0.00 

0.10 

0.11 

0.13 

0.006 

0.54 

0.50 


Jahooriya 

0823000402743900 

3.570 

Fresh 

Non-command 

Non-command 

Limestone 

2.940 

2.15 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.16 

0.18 

0.17 

0.000 

0.50 

0.43 


Jainiwas 

0823000102712500 

3.387 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.027 

3.86 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.16 

0.09 

0.006 

0.39 

0.33 





Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.10 

0.00 

1,849.97 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0024 

0.0023 

- 

0.005 

0.005 

0.005 

0.000 

0.005 

0.017 

359.18 

Over Exploited 

Dhanao 

0823000102709200 

0.06 

0.15 

112.20 

0.18 

0.01 

0.19 

0.04 

0.69 

- 

0.0600 

0.0591 

0.0569 

- 

0.176 

0.176 

0.367 

0.018 

0.349 

0.341 

97.73 

Critical 

Dheengsi 

0823000402745200 

0.04 

0.00 

851.45 

0.00 

- 

0.00 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.019 

525.08 

Over Exploited 



0.12 

0.00 

3,920.74 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

0.0028 

0.0040 

- 

0.007 

0.007 

0.008 

0.000 

0.008 

0.019 

239.68 

Over Exploited 



0.04 

0.02 

390.15 

0.02 

- 

0.02 

0.03 

0.40 

- 

- 

0.0182 

0.0257 

- 

0.044 

0.044 

0.064 

0.003 

0.061 

0.038 

62.79 

Safe 

Dhowara 

0823000102704500 

0.06 

0.31 

71.55 

0.38 

0.08 

0.45 

0.04 

0.63 

- 

0.1000 

- 

- 

0.074 

0.174 

0.174 

0.629 

0.031 

0.597 

0.889 

148.84 

Over Exploited 

Dodi 

0823000202723600 

0.08 

0.03 

197.76 

0.03 

0.02 

0.06 

0.02 

0.20 

- 

0.0200 

- 

- 

0.016 

0.036 

0.036 

0.091 

0.005 

0.087 

0.145 

167.59 

Over Exploited 



0.08 

0.10 

71.26 

0.12 

0.02 

0.14 

0.03 

0.38 

- 

0.0300 

- 

- 

0.016 

0.046 

0.046 

0.191 

0.010 

0.181 

0.272 

149.94 

Over Exploited 

Dotana 

0823000402746500 

0.12 

0.11 

86.30 

0.14 

- 

0.14 

0.03 

0.39 

- 

- 

0.0532 

0.0601 

- 

0.113 

0.113 

0.250 

0.012 

0.237 

- 

- 

Safe 

Dugari 

0823000202718200 

0.08 

0.39 

(26.18) 

0.32 

0.55 

0.87 

0.03 

0.42 

- 

0.1300 

- 

- 

0.771 

0.901 

0.901 

1.770 

0.089 

1.682 

1.184 

70.43 

Semi Critical 



0.08 

0.05 

(563.16) 

0.04 

0.53 

0.58 

0.01 

0.15 

- 

0.0500 

- 

- 

0.771 

0.821 

0.821 

1.397 

0.070 

1.328 

0.434 

32.71 

Safe 

Fatehganj 

0823000202722500 

0.08 

0.28 

32.40 

0.33 

0.01 

0.34 

0.05 

0.48 

0.03 

0.0100 

- 

- 

0.017 

0.027 

0.061 

0.402 

0.020 

0.382 

0.122 

31.99 

Safe 

Fatehpura 

0823000202724700 

0.08 

0.01 

315.03 

0.02 

0.01 

0.03 

0.01 

0.19 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.048 

0.002 

0.046 

0.154 

337.20 

Over Exploited 



0.08 

0.07 

101.59 

0.08 

0.01 

0.09 

0.03 

0.42 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.120 

0.006 

0.114 

0.315 

275.69 

Over Exploited 

Fazalpura 

0823000102711900 

0.06 

0.03 

371.67 

0.03 

- 

0.03 

0.02 

0.25 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.042 

0.002 

0.040 

0.032 

80.28 

Semi Critical 



0.10 

0.02 

5,488.45 

0.02 

- 

0.02 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.018 

0.001 

0.017 

0.015 

90.08 

Critical 



0.06 

0.02 

532.98 

0.02 

- 

0.02 

0.01 

0.19 

- 

0.0100 

0.0222 

0.0214 

- 

0.054 

0.054 

0.073 

0.004 

0.069 

0.031 

45.10 

Safe 

Gadarya 

0823000202722900 

0.08 

0.13 

7.24 

0.14 

0.07 

0.21 

0.05 

0.58 

- 

0.0300 

- 

- 

0.093 

0.123 

0.123 

0.337 

0.017 

0.320 

0.245 

76.45 

Semi Critical 

Ganeshganj 

0823000102699500 

0.06 

0.00 

666.40 

0.00 

0.03 

0.03 

0.00 

0.05 

- 

- 

- 

- 

0.044 

0.044 

0.044 

0.077 

0.004 

0.073 

0.008 

10.75 

Safe 

Ganeshpura 

0823000202726200 

0.08 

0.19 

88.99 

0.22 

0.02 

0.25 

0.05 

0.58 

- 

0.0700 

- 

- 

0.005 

0.075 

0.075 

0.320 

0.016 

0.304 

0.633 

208.30 

Over Exploited 

Gaonri 

0823000202721100 

0.08 

0.20 

55.88 

0.24 

0.04 

0.28 

0.05 

0.58 

- 

0.0400 

- 

- 

0.046 

0.087 

0.087 

0.371 

0.019 

0.352 

0.398 

112.79 

Over Exploited 

Gendoli Kalan 

0823000402744600 

0.04 

0.28 

244.09 

0.34 

0.01 

0.35 

0.05 

0.64 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.398 

0.020 

0.378 

0.240 

63.48 

Safe 

Gendoli Khurd 

0823000402744700 

0.04 

0.06 

632.03 

0.08 

0.02 

0.10 

0.03 

0.39 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.146 

0.007 

0.139 

0.449 

323.95 

Over Exploited 

Gendoli Khurd Ki Jhonpariya 

0823000402744800 

0.04 

0.09 

376.17 

0.10 

0.01 

0.11 

0.04 

0.51 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.135 

0.007 

0.128 

0.202 

157.93 

Over Exploited 



0.04 

0.00 

5,654.80 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

0.0091 

0.0102 

- 

0.019 

0.019 

0.020 

0.001 

0.019 

0.022 

114.08 

Over Exploited 

Goaplpura 

0823000402743700 

0.04 

0.11 

99.11 

0.14 

0.01 

0.15 

0.05 

0.65 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.166 

0.008 

0.158 

0.158 

100.18 

Over Exploited 



0.04 

0.00 

10,637.83 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0012 

0.0017 

- 

0.003 

0.003 

0.003 

0.000 

0.003 

- 

- 

Safe 

Gobalya 

0823000202718000 

0.08 

0.16 

18.37 

0.19 

0.01 

0.19 

0.04 

0.57 

- 

0.0100 

- 

- 

0.012 

0.022 

0.022 

0.215 

0.011 

0.204 

0.127 

61.94 

Safe 

Gogpura 

0823000502765900 

0.20 

0.13 

197.32 

0.15 

0.00 

0.15 

0.02 

0.33 

- 

0.0100 

0.0332 

0.0468 

0.000 

0.090 

0.090 

0.244 

0.012 

0.232 

0.112 

48.22 

Safe 



0.08 

0.00 

118,871.12 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gokulpura 

0823000102701200 

0.06 

0.18 

55.82 

0.22 

0.07 

0.29 

0.04 

0.63 

- 

0.0600 

- 

- 

0.075 

0.135 

0.135 

0.426 

0.021 

0.405 

0.562 

138.74 

Over Exploited 

Goojarya Khera 

0823000202724100 

0.08 

0.19 

2.08 

0.19 

0.02 

0.21 

0.04 

0.59 

- 

0.0300 

- 

- 

0.008 

0.038 

0.038 

0.247 

0.012 

0.234 

0.246 

104.85 

Over Exploited 

Gordhanpura 

0823000102701300 

0.06 

0.10 

53.36 

0.12 

0.04 

0.16 

0.03 

0.49 

- 

0.0200 

- 

- 

0.049 

0.069 

0.069 

0.231 

0.012 

0.219 

0.173 

78.98 

Semi Critical 

Gorsya Ka Khera 

0823000102699100 

0.06 

0.08 

172.82 

0.10 

0.02 

0.12 

0.04 

0.61 

- 

0.0600 

- 

- 

0.002 

0.062 

0.062 

0.182 

0.009 

0.173 

0.571 

330.74 

Over Exploited 

Gothra 

0823000102697900 

0.06 

0.00 

10,071.32 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

0.0100 

- 

- 

0.002 

0.013 

0.013 

0.014 

0.001 

0.014 

0.064 

462.29 

Over Exploited 


0823000402744100 

0.04 

0.12 

150.77 

0.15 

0.01 

0.16 

0.04 

0.62 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.191 

0.010 

0.181 

0.266 

146.85 

Over Exploited 



0.04 

0.00 

4,815.05 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

0.0058 

0.0082 

0.001 

0.015 

0.015 

0.016 

0.001 

0.015 

0.022 

146.56 

Over Exploited 

Gudali 

0823000202731400 

0.06 

0.00 

4,024.40 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

6,560.71 

Over Exploited 



0.10 

0.03 

15,653.11 

0.03 

- 

0.03 

0.03 

0.35 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.042 

0.002 

0.040 

0.088 

221.30 

Over Exploited 

Gulkheri 

0823000502762400 

0.08 

0.06 

77,321.90 

0.05 

- 

0.05 

0.02 

0.37 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.062 

0.003 

0.058 

0.091 

155.55 

Over Exploited 

Gurha 

0823000102705900 

0.06 

0.01 

(2,261.62) 

0.01 

0.28 

0.29 

0.01 

0.14 

- 

0.0100 

- 

- 

0.416 

0.426 

0.426 

0.711 

0.036 

0.676 

0.066 

9.83 

Safe 



0.06 

0.00 

(7,806.77) 

0.00 

0.28 

0.28 

0.01 

0.08 

- 

- 

0.0103 

0.0099 

0.416 

0.436 

0.436 

0.716 

0.036 

0.680 

0.034 

4.98 

Safe 

Gurha Gopalji 

0823000202725700 

0.08 

0.19 

(12.93) 

0.16 

0.01 

0.17 

0.05 

0.59 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.194 

0.010 

0.184 

0.205 

111.21 

Over Exploited 

Gurha Sadavartian 

0823000202729600 

0.08 

0.08 

65.66 

0.10 

- 

0.10 

0.01 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.110 

0.005 

0.104 

0.116 

111.55 

Over Exploited 



0.10 

0.30 

80,973.81 

0.25 

- 

0.25 

0.03 

0.33 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.258 

0.013 

0.245 

0.150 

61.14 

Safe 



0.08 

0.00 

720.06 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.014 

600.38 

Over Exploited 



0.10 

0.00 

1,024.95 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.011 

874.14 

Over Exploited 

Gurhadeoji 

0823000202723100 

0.08 

0.28 

142.03 

0.34 

0.05 

0.39 

0.04 

0.47 

- 

0.1200 

- 

- 

0.008 

0.128 

0.128 

0.514 

0.026 

0.489 

1.064 

217.69 

Over Exploited 

Gurhamagdooka 

0823000502762800 

0.08 

0.00 

1,691.68 

0.01 

- 

0.01 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.014 

0.049 

345.30 

Over Exploited 



0.06 

0.01 

155.91 

0.02 

- 

0.02 

0.02 

0.26 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.027 

0.001 

0.025 

0.061 

240.62 

Over Exploited 

Gurjaniyan 

0823000202719400 

0.08 

0.00 

########## 

0.00 

0.08 

0.08 

0.00 

0.00 

- 

- 

- 

- 

0.119 

0.119 

0.119 

0.199 

0.010 

0.189 

0.000 

0.02 

Safe 

Flaripura 

0823000102713700 

0.06 

0.00 

14,827.29 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.03 

189.27 

0.04 

- 

0.04 

0.01 

0.23 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.051 

0.003 

0.048 

0.061 

126.04 

Over Exploited 



0.10 

0.07 

54.21 

0.09 

- 

0.09 

0.02 

0.30 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.098 

0.005 

0.093 

0.069 

74.91 

Semi Critical 


0823000202719100 

0.08 

0.13 

41.27 

0.16 

0.01 

0.17 

0.05 

0.57 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.191 

0.010 

0.181 

0.179 

99.09 

Critical 

Flaripura @ Jawara Ki Jhopar 

0823000502762900 

0.08 

0.00 

188,630.63 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.013 

4,954.04 

Over Exploited 



0.06 

0.12 

5,628.31 

0.14 

- 

0.14 

0.03 

0.43 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.148 

0.007 

0.141 

0.129 

91.69 

Critical 

Flarmali Ka Khera 

0823000102710900 

0.06 

0.08 

184.56 

0.09 

0.01 

0.10 

0.03 

0.35 

- 

0.0300 

- 

- 

0.001 

0.032 

0.032 

0.133 

0.007 

0.126 

0.305 

241.86 

Over Exploited 



0.06 

0.02 

350.48 

0.03 

0.01 

0.04 

0.01 

0.20 

- 

0.0200 

- 

- 

0.001 

0.022 

0.022 

0.062 

0.003 

0.059 

0.174 

294.54 

Over Exploited 

Flarna 

0823000102700300 

0.06 

0.13 

72.32 

0.15 

0.04 

0.19 

0.04 

0.63 

- 

0.0400 

- 

- 

0.047 

0.087 

0.087 

0.280 

0.014 

0.266 

0.373 

140.48 

Over Exploited 

Hindoli 

0823000102703900 

0.06 

0.49 

50.79 

0.58 

0.24 

0.82 

0.04 

0.63 

- 

0.1500 

- 

- 

0.281 

0.431 

0.431 

1.251 

0.063 

1.189 

1.392 

117.07 

Over Exploited 

Flolaspura 

0823000102710300 

0.06 

0.24 

61.23 

0.29 

0.01 

0.30 

0.04 

0.66 

- 

0.0400 

0.0994 

0.0958 

0.002 

0.237 

0.237 

0.538 

0.027 

0.511 

0.407 

79.77 

Semi Critical 

Intunda 

0824001002907600 

0.04 

0.00 

6,125.12 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.049 

472.61 

Over Exploited 

Jagannathpura 

0823000402744300 

0.04 

0.10 

129.83 

0.12 

0.00 

0.12 

0.04 

0.56 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.122 

0.006 

0.116 

0.029 

25.02 

Safe 



0.04 

0.00 

2,760.93 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

0.0065 

0.0073 

0.002 

0.016 

0.016 

0.018 

0.001 

0.017 

- 

- 

Safe 

Jagmunda 

0823000202725500 

0.08 

0.14 

(17.76) 

0.11 

0.00 

0.12 

0.05 

0.59 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.129 

0.006 

0.122 

0.139 

113.22 

Over Exploited 

Jahooriya 

0823000402743900 

0.04 

0.06 

206.75 

0.07 

0.01 

0.08 

0.04 

0.53 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.100 

0.005 

0.095 

0.166 

174.83 

Over Exploited 

Jainiwas 

0823000102712500 

0.06 

0.05 

240.92 

0.06 

0.00 

0.06 

0.03 

0.42 

- 

0.0200 

- 

- 

0.000 

0.021 

0.021 

0.078 

0.004 

0.074 

0.094 

126.23 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 






Gudha 

Command 

Phyllite & Schist 

1.359 

3.86 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.12 

0.06 

0.004 

0.26 

0.22 


Jaithal 

0823000402746700 

17.795 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

8.094 

0.61 

0.090 

0.12 

0.02 

0.00 

0.00 

0.01 

0.54 

0.67 

0.47 

0.000 

0.29 

0.24 


Jajawar 

0823000202717700 

13.042 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.061 

2.60 

0.018 

0.24 

0.04 

0.00 

0.00 

0.05 

0.61 

0.64 

0.95 

0.018 

0.40 

0.38 


Jar Ka Nayagaon 

0823000102708300 

7.762 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.006 

1.91 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.003 

0.08 

0.08 







Non-command 

Bhander Sandstone 

0.529 

1.91 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.04 

0.04 






Gudha 

Command 

Phyllite & Schist 

5.576 

1.91 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.19 

0.20 

0.11 

0.016 

0.45 

0.43 







Command 

Bhander Sandstone 

0.637 

1.91 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.002 

0.05 

0.05 


Jarkhoda 

0823000202722600 

12.285 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.478 

2.56 

0.018 

0.26 

0.04 

0.00 

0.00 

0.01 

0.63 

0.63 

1.00 

0.017 

0.40 

0.40 


Jawra 

0823000502763000 

6.590 

Fresh 

Non-command 

Non-command 

Limestone 

0.797 

2.16 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.02 

0.002 

0.07 

0.07 







Non-command 

Bhander Sandstone 

3.875 

2.16 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.23 

0.26 

0.09 

0.011 

0.36 

0.32 


Jeewanpura 

0823000202725300 

1.988 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.988 

1.20 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.07 

0.14 

0.004 

0.54 

0.50 


Jetpur 

0823000202730300 

4.610 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.370 

1.59 

0.018 

0.07 

0.00 

0.00 

0.00 

0.00 

0.16 

0.18 

0.28 

0.006 

0.40 

0.37 







Non-command 

Bhander Sandstone 

1.181 

1.59 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.08 

0.002 

0.14 

0.13 


Jhalaji Ka Baran 

0823000402745900 

20.454 

Fresh 

Non-command 

Non-command 

Limestone 

0.131 

0.91 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 






Kota Barrage 

Command 

Older Alluvium 

3.390 

0.91 

0.090 

0.16 

0.02 

0.00 

0.00 

0.00 

0.41 

0.51 

0.65 

0.000 

0.11 

0.09 







Command 

Limestone 

1.510 

0.91 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.07 

0.14 

0.000 

0.05 

0.04 


Kabul 

0823000102708900 

1.523 

Fresh 

Gudha 

Command 

Phyllite & Schist 

1.523 

2.91 

0.015 

0.09 

0.01 

0.00 

0.00 

0.00 

0.15 

0.16 

0.35 

0.004 

0.63 

0.58 


Kachhola 

0823000102699600 

10.142 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.039 

3.62 

0.015 

0.00 

0.00 

0.00 

0.00 

0.04 

-0.04 

-0.04 

0.00 

0.000 

0.00 

0.00 


Kachnariya 

0823000102699300 

1.354 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.220 

3.37 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.09 

0.10 


Kala Bhata 

0823000102708700 

2.574 

Fresh 

Gudha 

Command 

Phyllite & Schist 

2.106 

2.62 

0.015 

0.11 

0.02 

0.00 

0.00 

0.00 

0.17 

0.17 

0.43 

0.006 

0.50 

0.50 







Command 

Bhander Sandstone 

0.469 

2.62 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.09 

0.001 

0.11 

0.11 


Kala Mai 

0823000102697100 

2.246 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

3.66 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kalamal 

0823000202725200 

6.721 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.721 

1.17 

0.018 

0.05 

0.01 

0.00 

0.00 

0.00 

0.17 

0.19 

0.20 

0.012 

0.55 

0.51 


Kalanala 

0823000202724400 

8.788 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.368 

1.67 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.05 

0.002 

0.09 

0.08 







Non-command 

Bhander Sandstone 

5.382 

1.67 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.21 

0.23 

0.17 

0.010 

0.36 

0.33 






Bundi Ka Gothra 

Command 

Phyllite & Schist 

0.381 

1.67 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.03 

0.02 


Kalmiya 

0823000202727300 

5.868 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.080 

2.53 

0.018 

0.07 

0.01 

0.00 

0.00 

0.00 

0.19 

0.19 

0.27 

0.005 

0.27 

0.28 


Kanjri Silor 

0823000502755300 

6.449 

Fresh 

Non-command 

Non-command 

Limestone 

0.077 

1.75 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Karadkheri 

0823000102704900 

2.325 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.325 

3.22 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.15 

0.14 

0.13 

0.007 

0.59 

0.66 


Kareeri 

0823000202720700 

5.194 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.011 

2.65 

0.018 

0.06 

0.01 

0.00 

0.00 

0.02 

0.22 

0.23 

0.24 

0.007 

0.41 

0.38 


Karwala KiJhonparyan 

0823000402746200 

8.145 

Fresh 

Non-command 

Non-command 

Limestone 

0.078 

0.80 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 






Kota Barrage 

Command 

Older Alluvium 

3.995 

0.80 

0.090 

0.09 

0.01 

0.00 

0.00 

0.00 

0.37 

0.45 

0.37 

0.000 

0.31 

0.26 







Command 

Limestone 

1.029 

0.80 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.05 

0.000 

0.08 

0.07 


Kedara Ki Jhopdiyan 

0823000202728600 

4.270 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.270 

3.33 

0.018 

0.11 

0.02 

0.00 

0.00 

0.00 

0.34 

0.34 

0.42 

0.008 

0.53 

0.52 


Kesarpura 

0823000502763400 

3.756 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.057 

2.45 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.000 

0.01 

0.01 







Non-command 

Limestone 

2.877 

2.45 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.23 

0.26 

0.06 

0.008 

0.47 

0.42 






Kota Barrage 

Command 

Older Alluvium 

0.359 

2.45 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.00 

0.001 

0.06 

0.05 







Command 

Limestone 

0.450 

2.45 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.00 

0.001 

0.07 

0.07 


Keshopura 

0823000102712200 

14.548 

Fresh 

Non-command 

Non-command 

Limestone 

4.423 

1.60 

0.022 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.19 

0.01 

0.012 

0.19 

0.17 







Non-command 

Bhander Sandstone 

4.486 

1.60 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.18 

0.02 

0.013 

0.20 

0.17 


Khajoora 

0823000202727200 

5.081 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.609 

2.90 

0.018 

0.08 

0.01 

0.00 

0.00 

0.00 

0.30 

0.30 

0.31 

0.008 

0.47 

0.48 


Khajoori 

0823000202726500 

12.670 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

12.670 

2.99 

0.018 

0.20 

0.03 

0.00 

0.00 

0.02 

0.81 

0.83 

0.76 

0.022 

0.53 

0.51 


Khanika @ Deopura 

0823000202729000 

2.643 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.643 

3.56 

0.018 

0.05 

0.01 

0.00 

0.00 

0.03 

0.18 

0.19 

0.19 

0.005 

0.54 

0.51 


Khanpura 

0823000202718400 

5.444 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.308 

2.74 

0.018 

0.01 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.03 

0.001 

0.03 

0.03 


Kharibara 

0823000502763300 

3.040 

Fresh 

Non-command 

Non-command 

Limestone 

1.898 

2.30 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.17 

0.09 

0.005 

0.38 

0.34 


Khatawada 

0823000102709800 

2.484 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.232 

3.02 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.001 

0.06 

0.06 






Gudha 

Command 

Phyllite & Schist 

2.252 

3.02 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.17 

0.17 

0.33 

0.006 

0.55 

0.55 


Khati Khera 

0823000102708400 

2.271 

Fresh 

Gudha 

Command 

Phyllite & Schist 

1.040 

2.19 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.04 

0.003 

0.28 

0.28 







Command 

Bhander Sandstone 

1.232 

2.19 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.05 

0.003 

0.33 

0.33 


Khatiyari 

0823000502762500 

3.039 

Fresh 

Non-command 

Non-command 

Limestone 

0.019 

0.23 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khatkar 

0823000502762700 

11.513 

Fresh 

Non-command 

Non-command 

Limestone 

4.347 

2.39 

0.030 

0.04 

0.01 

0.00 

0.00 

0.00 

0.34 

0.38 

0.16 

0.012 

0.23 

0.21 






Kota Barrage 

Command 

Older Alluvium 

0.191 

2.39 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.00 

0.001 

0.01 

0.01 







Command 

Limestone 

1.623 

2.39 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.15 

0.07 

0.005 

0.09 

0.08 


Kheri 

0823000202728700 

3.252 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.252 

3.48 

0.018 

0.05 

0.01 

0.00 

0.00 

0.01 

0.23 

0.23 

0.21 

0.006 

0.53 

0.52 


Khohra Kalan 

0824001002913500 

3.229 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.060 

2.76 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Khohran Khurd 

0824001002907900 

1.473 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.116 

2.68 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.05 

0.05 


Khori 

0823000202717100 

2.816 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.816 

2.39 

0.018 

0.11 

0.02 

0.00 

0.00 

0.02 

0.19 

0.20 

0.42 

0.005 

0.52 

0.49 


Khuri 

0823000202728800 

5.182 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.284 

3.70 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.18 

0.09 

0.004 

0.24 

0.23 







Non-command 

Limestone 

0.354 

3.70 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.001 

0.04 

0.04 







Non-command 

Bhander Sandstone 

2.238 

3.70 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.20 

0.07 

0.004 

0.24 

0.22 


Khyawada 

0823000502765300 

5.359 

Fresh 

Non-command 

Non-command 

Limestone 

0.658 

1.23 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.03 

0.002 

0.08 

0.07 






Kota Barrage 

Command 

Older Alluvium 

2.117 

1.23 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.28 

0.32 

0.08 

0.006 

0.25 

0.21 







Command 

Limestone 

1.298 

1.23 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.03 

0.004 

0.15 

0.13 


Kishanganj 

0823000202729200 

1.992 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.777 

3.33 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.05 

0.001 

0.21 

0.20 







Non-command 

Bhander Sandstone 

0.933 

3.33 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.04 

0.002 

0.26 

0.24 


Kolahera 

0823000202723000 

5.431 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.431 

2.70 

0.018 

0.16 

0.02 

0.00 

0.00 

0.01 

0.39 

0.41 

0.63 

0.010 

0.53 

0.50 


Korkiya Balaji 

0823000402746300 

5.344 

Fresh 

Non-command 

Non-command 

Limestone 

0.120 

0.67 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 






Kota Barrage 

Command 

Older Alluvium 

4.414 

0.67 

0.090 

0.23 

0.03 

0.00 

0.00 

0.00 

0.47 

0.57 

0.93 

0.000 

0.53 

0.43 





Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.06 

0.02 

444.91 

0.03 

0.00 

0.03 

0.02 

0.28 

- 

0.0100 

0.0207 

0.0199 

0.000 

0.051 

0.051 

0.077 

0.004 

0.073 

0.065 

88.54 

Semi Critical 

Jaithal 

0823000402746700 

0.12 

0.29 

133.82 

0.34 

0.03 

0.37 

0.02 

0.32 

- 

0.0500 

0.1627 

0.1839 

0.009 

0.406 

0.406 

0.775 

0.039 

0.736 

0.468 

63.59 

Safe 

Jajawar 

0823000202717700 

0.08 

0.32 

100.08 

0.38 

0.09 

0.47 

0.03 

0.43 

- 

0.1100 

- 

- 

0.071 

0.181 

0.181 

0.651 

0.033 

0.619 

0.966 

156.15 

Over Exploited 

Jar Ka Nayagaon 

0823000102708300 

0.06 

0.00 

79,682.91 

0.01 

- 

0.01 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.005 

0.021 

380.81 

Over Exploited 



0.10 

0.00 

846.85 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.013 

526.06 

Over Exploited 



0.06 

0.15 

33.07 

0.18 

- 

0.18 

0.03 

0.48 

- 

0.0100 

0.0847 

0.0816 

- 

0.176 

0.176 

0.357 

0.018 

0.339 

0.124 

36.53 

Safe 



0.10 

0.00 

684.73 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

0.0097 

0.0093 

- 

0.019 

0.019 

0.023 

0.001 

0.022 

0.014 

63.37 

Safe 

Jarkhoda 

0823000202722600 

0.08 

0.30 

108.15 

0.36 

0.05 

0.41 

0.05 

0.45 

0.04 

0.1100 

- 

- 

0.017 

0.127 

0.167 

0.582 

0.029 

0.553 

1.020 

184.51 

Over Exploited 

Jawra 

0823000502763000 

0.08 

0.00 

342,267.82 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.026 

982.39 

Over Exploited 



0.06 

0.07 

159,946.59 

0.08 

- 

0.08 

0.03 

0.38 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.092 

0.005 

0.087 

0.097 

111.27 

Over Exploited 

Jeewanpura 

0823000202725300 

0.08 

0.09 

(13.99) 

0.07 

0.01 

0.09 

0.05 

0.59 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.112 

0.006 

0.107 

0.142 

132.84 

Over Exploited 

Jetpur 

0823000202730300 

0.08 

0.11 

63.18 

0.13 

- 

0.13 

0.04 

0.44 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.160 

0.008 

0.152 

0.289 

189.66 

Over Exploited 



0.10 

0.02 

273.58 

0.02 

- 

0.02 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.030 

0.002 

0.029 

0.082 

287.94 

Over Exploited 

Jhalaji Ka Baran 

0823000402745900 

0.04 

0.00 

12,463.16 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.010 

1,987.50 

Over Exploited 



0.12 

0.04 

1,085.30 

0.05 

0.02 

0.08 

0.01 

0.11 

- 

0.1200 

0.0682 

0.0770 

0.006 

0.271 

0.271 

0.347 

0.017 

0.329 

0.645 

195.93 

Over Exploited 



0.04 

0.00 

2,379.34 

0.00 

0.01 

0.01 

0.00 

0.05 

- 

0.0300 

0.0304 

0.0343 

0.000 

0.095 

0.095 

0.109 

0.005 

0.103 

0.141 

136.64 

Over Exploited 

Kabul 

0823000102708900 

0.06 

0.06 

176.40 

0.07 

0.01 

0.08 

0.04 

0.68 

- 

0.0400 

0.0231 

0.0223 

- 

0.085 

0.085 

0.165 

0.008 

0.157 

0.349 

222.79 

Over Exploited 

Kachhola 

0823000102699600 

0.06 

0.00 

(846,121.78) 

0.00 

0.04 

0.04 

0.00 

0.00 

- 

- 

- 

- 

0.066 

0.066 

0.066 

0.110 

0.006 

0.105 

0.000 

0.10 

Safe 

Kachnariya 

0823000102699300 

0.06 

0.00 

699.82 

0.00 

0.00 

0.00 

0.01 

0.10 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.004 

0.000 

0.004 

0.019 

482.60 

Over Exploited 

Kala Bhata 

0823000102708700 

0.06 

0.06 

173.76 

0.08 

0.02 

0.10 

0.03 

0.54 

- 

0.0500 

0.0320 

0.0308 

0.002 

0.114 

0.114 

0.212 

0.011 

0.201 

0.439 

218.10 

Over Exploited 



0.10 

0.01 

760.98 

0.01 

- 

0.01 

0.01 

0.12 

- 

0.0100 

0.0071 

0.0069 

- 

0.024 

0.024 

0.030 

0.002 

0.029 

0.089 

310.16 

Over Exploited 

Kala Mai 

0823000102697100 

0.06 

0.00 

########## 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

0.00 

Safe 

Kalamal 

0823000202725200 

0.08 

0.29 

(36.08) 

0.24 

0.01 

0.25 

0.05 

0.59 

- 

0.0200 

- 

- 

0.007 

0.027 

0.027 

0.276 

0.014 

0.263 

0.210 

79.95 

Semi Critical 

Kalanala 

0823000202724400 

0.08 

0.01 

445.33 

0.01 

- 

0.01 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.022 

0.001 

0.021 

0.056 

269.27 

Over Exploited 



0.10 

0.17 

349,140.62 

0.21 

0.01 

0.22 

0.03 

0.39 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.237 

0.012 

0.225 

0.183 

81.04 

Semi Critical 



0.08 

0.00 

1,466.36 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.019 

2,103.33 

Over Exploited 

Kalmiya 

0823000202727300 

0.08 

0.07 

185.47 

0.08 

0.01 

0.09 

0.04 

0.31 

0.01 

0.0300 

- 

- 

0.002 

0.032 

0.042 

0.133 

0.007 

0.127 

0.274 

216.69 

Over Exploited 

Kanjri Silor 

0823000502755300 

0.08 

0.00 

9,796.50 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Karadkheri 

0823000102704900 

0.06 

0.08 

65.24 

0.10 

0.00 

0.10 

0.04 

0.63 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.110 

0.006 

0.105 

0.139 

132.45 

Over Exploited 

Kareeri 

0823000202720700 

0.08 

0.13 

74.41 

0.16 

0.03 

0.19 

0.04 

0.45 

- 

0.0300 

- 

- 

0.031 

0.061 

0.061 

0.248 

0.012 

0.235 

0.251 

106.64 

Over Exploited 

Karwala KiJhonparyan 

0823000402746200 

0.04 

0.00 

7,780.18 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.12 

0.15 

198.77 

0.18 

0.01 

0.19 

0.02 

0.34 

- 

0.0700 

0.0803 

0.0908 

- 

0.241 

0.241 

0.431 

0.022 

0.409 

0.374 

91.34 

Critical 



0.04 

0.00 

871.12 

0.00 

- 

0.00 

0.01 

0.09 

- 

0.0100 

0.0207 

0.0234 

- 

0.054 

0.054 

0.058 

0.003 

0.055 

0.045 

81.56 

Semi Critical 

Kedara Ki Jhopdiyan 

0823000202728600 

0.08 

0.18 

88.47 

0.22 

0.02 

0.24 

0.07 

0.60 

0.02 

0.0500 

- 

- 

0.002 

0.052 

0.076 

0.314 

0.016 

0.299 

0.426 

142.53 

Over Exploited 

Kesarpura 

0823000502763400 

0.20 

0.00 

14,594.05 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.11 

138.70 

0.13 

- 

0.13 

0.03 

0.51 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.140 

0.007 

0.133 

0.063 

47.30 

Safe 



0.20 

0.00 

2,233.09 

0.01 

- 

0.01 

0.00 

0.06 

- 

- 

0.0043 

0.0082 

- 

0.013 

0.013 

0.018 

0.001 

0.017 

0.001 

5.98 

Safe 



0.08 

0.00 

1,294.58 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

0.0054 

0.0102 

- 

0.016 

0.016 

0.019 

0.001 

0.018 

0.001 

6.98 

Safe 

Keshopura 

0823000102712200 

0.08 

0.06 

########## 

0.07 

- 

0.07 

0.01 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.074 

0.004 

0.070 

0.026 

37.92 

Safe 



0.10 

0.09 

99.26 

0.11 

- 

0.11 

0.01 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.106 

0.005 

0.101 

0.032 

31.42 

Safe 

Khajoora 

0823000202727200 

0.08 

0.17 

72.49 

0.21 

0.01 

0.22 

0.07 

0.54 

0.02 

0.0400 

- 

- 

0.001 

0.041 

0.065 

0.284 

0.014 

0.269 

0.321 

119.20 

Over Exploited 

Khajoori 

0823000202726500 

0.08 

0.53 

55.84 

0.64 

0.05 

0.69 

0.06 

0.59 

0.06 

0.0900 

- 

- 

0.031 

0.121 

0.184 

0.873 

0.044 

0.829 

0.783 

94.46 

Critical 

Khanika @ Deopura 

0823000202729000 

0.08 

0.11 

66.45 

0.14 

0.04 

0.17 

0.06 

0.60 

- 

0.0200 

- 

- 

0.038 

0.058 

0.058 

0.230 

0.012 

0.219 

0.191 

87.12 

Semi Critical 

Khanpura 

0823000202718400 

0.08 

0.00 

1,012.28 

0.00 

0.02 

0.02 

0.00 

0.03 

- 

- 

- 

- 

0.026 

0.026 

0.026 

0.044 

0.002 

0.042 

0.035 

82.87 

Semi Critical 

Kharibara 

0823000502763300 

0.08 

0.05 

333,584.44 

0.06 

- 

0.06 

0.03 

0.41 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.073 

0.004 

0.070 

0.096 

137.99 

Over Exploited 

Khatawada 

0823000102709800 

0.06 

0.00 

2,501.83 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.032 

3,524.19 

Over Exploited 



0.06 

0.07 

132.53 

0.09 

0.01 

0.10 

0.04 

0.59 

- 

0.0400 

0.0274 

0.0330 

- 

0.100 

0.100 

0.199 

0.010 

0.189 

0.333 

176.09 

Over Exploited 

Khati Khera 

0823000102708400 

0.06 

0.02 

153.45 

0.02 

- 

0.02 

0.02 

0.30 

- 

- 

0.0158 

0.0152 

- 

0.031 

0.031 

0.052 

0.003 

0.049 

0.044 

88.81 

Semi Critical 



0.10 

0.04 

56.83 

0.05 

- 

0.05 

0.02 

0.36 

- 

0.0100 

0.0187 

0.0180 

- 

0.047 

0.047 

0.096 

0.005 

0.091 

0.049 

54.26 

Safe 

Khatiyari 

0823000502762500 

0.08 

0.00 

2,354.69 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khatkar 

0823000502762700 

0.08 

0.08 

########## 

0.09 

0.01 

0.10 

0.02 

0.25 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.121 

0.006 

0.115 

0.169 

147.42 

Over Exploited 



0.20 

0.00 

12,997.09 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0023 

0.0043 

- 

0.007 

0.007 

0.007 

0.000 

0.007 

0.001 

7.90 

Safe 



0.08 

0.01 

1,251.35 

0.01 

- 

0.01 

0.01 

0.09 

- 

0.0100 

0.0196 

0.0369 

- 

0.066 

0.066 

0.080 

0.004 

0.076 

0.076 

99.45 

Critical 

Kheri 

0823000202728700 

0.08 

0.14 

66.76 

0.17 

0.02 

0.19 

0.06 

0.60 

0.02 

0.0200 

- 

- 

0.020 

0.040 

0.056 

0.246 

0.012 

0.234 

0.212 

90.47 

Critical 

Khohra Kalan 

0824001002913500 

0.04 

0.00 

10,752.79 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

17,873.68 

Over Exploited 

Khohran Khurd 

0824001002907900 

0.04 

0.00 

2,398.26 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

2,253.77 

Over Exploited 

Khori 

0823000202717100 

0.08 

0.12 

72.10 

0.14 

0.04 

0.18 

0.04 

0.56 

- 

0.0500 

- 

- 

0.027 

0.077 

0.077 

0.255 

0.013 

0.242 

0.421 

173.78 

Over Exploited 

Khuri 

0823000202728800 

0.08 

0.04 

302.28 

0.05 

- 

0.05 

0.03 

0.27 

0.01 

0.0100 

- 

- 

- 

0.010 

0.015 

0.068 

0.003 

0.064 

0.090 

139.73 

Over Exploited 



0.06 

0.00 

3,383.68 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.015 

1,477.67 

Over Exploited 



0.10 

0.05 

270.38 

0.06 

- 

0.06 

0.03 

0.26 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.079 

0.004 

0.075 

0.071 

94.06 

Critical 

Khyawada 

0823000502765300 

0.08 

0.00 

886.29 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.030 

650.12 

Over Exploited 



0.20 

0.10 

211.51 

0.12 

- 

0.12 

0.02 

0.26 

- 

0.0100 

0.0340 

0.0481 

- 

0.092 

0.092 

0.217 

0.011 

0.206 

0.090 

43.62 

Safe 



0.08 

0.02 

328.11 

0.02 

- 

0.02 

0.01 

0.16 

- 

- 

0.0209 

0.0295 

- 

0.050 

0.050 

0.069 

0.003 

0.066 

0.032 

48.10 

Safe 

Kishanganj 

0823000202729200 

0.08 

0.01 

347.42 

0.02 

- 

0.02 

0.02 

0.23 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.026 

0.001 

0.025 

0.050 

204.29 

Over Exploited 



0.10 

0.02 

224.21 

0.03 

- 

0.03 

0.02 

0.28 

- 

- 

- 

- 

- 

- 

- 

0.029 

0.001 

0.027 

0.045 

163.66 

Over Exploited 

Kolahera 

0823000202723000 

0.08 

0.23 

79.30 

0.28 

0.03 

0.31 

0.05 

0.58 

- 

0.0700 

- 

- 

0.015 

0.085 

0.085 

0.391 

0.020 

0.371 

0.635 

170.93 

Over Exploited 

Korkiya Balaji 

0823000402746300 

0.04 

0.00 

2,793.37 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

12,690.23 

Over Exploited 



0.12 

0.28 

103.76 

0.34 

0.03 

0.37 

0.04 

0.57 

- 

0.1000 

0.0887 

0.1003 

0.000 

0.289 

0.289 

0.656 

0.033 

0.623 

0.929 

149.07 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Command 

Limestone 

0.103 

0.67 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Korma 

0823000202717300 

10.474 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.328 

2.24 

0.018 

0.18 

0.03 

0.00 

0.00 

0.05 

0.50 

0.54 

0.71 

0.018 

0.52 

0.48 


Kothi 

0823000102711100 

4.012 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.066 

2.09 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.05 

0.003 

0.15 

0.14 






Bundi Ka Gothra 

Command 

Phyllite & Schist 

2.511 

2.09 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.12 

0.12 

0.007 

0.35 

0.33 


Kuwagaon 

0823000402743800 

7.646 

Fresh 

Non-command 

Non-command 

Limestone 

6.125 

1.92 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.29 

0.32 

0.22 

0.000 

0.49 

0.43 


Lachhmipura 

0823000402750600 

1.666 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.012 

0.21 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Lamba Barda 

0823000202729400 

4.661 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.786 

1.78 

0.018 

0.07 

0.00 

0.00 

0.00 

0.00 

0.19 

0.20 

0.27 

0.007 

0.44 

0.41 







Non-command 

Bhander Sandstone 

0.875 

1.78 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.05 

0.002 

0.10 

0.10 


Laxmipura 

0823000202719000 

2.980 

Fresh 

Dugari 

Command 

Phyllite & Schist 

0.662 

2.74 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.04 

0.001 

0.12 

0.11 


Leelda 

0823000202725600 

1.827 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.827 

1.40 

0.018 

0.06 

0.01 

0.00 

0.00 

0.00 

0.09 

0.10 

0.25 

0.003 

0.54 

0.50 


Lodha Ki Jhonpariyan 

0823000102710200 

4.162 

Fresh 

Gudha 

Command 

Phyllite & Schist 

4.162 

3.05 

0.015 

0.20 

0.03 

0.00 

0.00 

0.01 

0.36 

0.38 

0.79 

0.012 

0.62 

0.58 


Lohli 

0823000402744500 

1.761 

Fresh 

Non-command 

Non-command 

Limestone 

1.645 

2.89 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.11 

0.01 

0.000 

0.58 

0.49 






Kota Barrage 

Command 

Limestone 

0.115 

2.89 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.04 

0.03 



0823000502765000 

3.722 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.772 

2.25 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.21 

0.02 

0.002 

0.13 

0.11 







Non-command 

Limestone 

2.620 

2.25 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.21 

0.04 

0.007 

0.43 

0.39 






Kota Barrage 

Command 

Older Alluvium 

0.330 

2.25 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.00 

0.001 

0.05 

0.05 


Luhari Kalan 

0824001002908200 

16.887 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.310 

3.33 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.01 

0.01 


Luhariya 

0823000102704200 

2.000 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.000 

3.52 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.13 

0.12 

0.10 

0.006 

0.59 

0.65 


Luharpura 

0823000202729900 

2.822 

Fresh 

Non-command 

Non-command 

Limestone 

1.043 

1.16 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.05 

0.002 

0.22 

0.19 







Non-command 

Bhander Sandstone 

0.915 

1.16 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.03 

0.002 

0.19 

0.17 


Mahaveerpura 

0823000202717600 

3.376 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.349 

2.38 

0.018 

0.05 

0.01 

0.00 

0.00 

0.02 

0.16 

0.17 

0.20 

0.006 

0.52 

0.49 


Malera 

0823000202722700 

4.190 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.190 

2.69 

0.018 

0.09 

0.01 

0.00 

0.00 

0.01 

0.27 

0.28 

0.35 

0.007 

0.53 

0.50 


Manak Chowk 

0823000202729800 

9.165 

Fresh 

Non-command 

Non-command 

Limestone 

4.079 

1.45 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.17 

0.12 

0.007 

0.27 

0.24 







Non-command 

Bhander Sandstone 

1.555 

1.45 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.04 

0.003 

0.10 

0.09 


Mandpur 

0823000202730700 

4.333 

Fresh 

Non-command 

Non-command 

Limestone 

1.978 

3.15 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.17 

0.07 

0.004 

0.27 

0.23 







Non-command 

Bhander Sandstone 

0.768 

3.15 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.02 

0.001 

0.10 

0.09 


Mangli Kalan 

0823000102705400 

3.809 

Fresh 

Gudha 

Command 

Phyllite & Schist 

3.631 

2.29 

0.015 

0.13 

0.02 

0.00 

0.00 

0.00 

0.23 

0.21 

0.51 

0.010 

0.56 

0.62 







Command 

Bhander Sandstone 

0.178 

2.29 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.03 

0.03 


Mangli Khurd 

0823000102705200 

4.066 

Fresh 

Gudha 

Command 

Phyllite & Schist 

2.234 

2.28 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.09 

0.006 

0.33 

0.35 







Command 

Bhander Sandstone 

1.832 

2.28 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.07 

0.005 

0.27 

0.29 


Manpura 

0823000202724900 

2.611 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.611 

1.58 

0.018 

0.08 

0.01 

0.00 

0.00 

0.00 

0.14 

0.15 

0.32 

0.005 

0.55 

0.51 


Maran 

0823000202724600 

3.777 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.644 

1.57 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.11 

0.003 

0.25 

0.23 







Non-command 

Bhander Sandstone 

0.199 

1.57 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.03 

0.03 






Bundi Ka Gothra 

Command 

Phyllite & Schist 

1.934 

1.57 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.13 

0.003 

0.29 

0.27 


Medhakpura 

0823000202725900 

2.005 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.005 

2.51 

0.018 

0.06 

0.01 

0.00 

0.00 

0.00 

0.14 

0.15 

0.22 

0.004 

0.54 

0.50 


Meenon Ki Jhonparyan 

0823000202730400 

8.956 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.223 

2.35 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.12 

0.07 

0.004 

0.14 

0.13 







Non-command 

Limestone 

3.132 

2.35 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.18 

0.08 

0.006 

0.20 

0.18 







Non-command 

Bhander Sandstone 

0.809 

2.35 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.001 

0.05 

0.05 


Mena 

0823000202718900 

2.813 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.125 

2.84 

0.018 

0.00 

0.00 

0.00 

0.00 

0.11 

-0.11 

-0.11 

0.02 

0.000 

0.02 

0.02 






Dugari 

Command 

Phyllite & Schist 

0.189 

2.84 

0.018 

0.00 

0.00 

0.00 

0.00 

0.11 

-0.10 

-0.11 

0.02 

0.000 

0.04 

0.03 


Menoli 

0823000402746100 

5.235 

Fresh 

Non-command 

Non-command 

Limestone 

0.630 

1.60 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.08 

0.000 

0.08 

0.06 






Kota Barrage 

Command 

Older Alluvium 

1.501 

1.60 

0.090 

0.10 

0.01 

0.00 

0.00 

0.00 

0.31 

0.37 

0.38 

0.000 

0.18 

0.15 







Command 

Limestone 

1.490 

1.60 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.11 

0.19 

0.000 

0.18 

0.15 


Modsa 

0823000202726000 

13.405 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

13.405 

2.98 

0.018 

0.20 

0.03 

0.00 

0.00 

0.01 

0.86 

0.92 

0.76 

0.024 

0.54 

0.51 


Mohabbatpura 

0823000202725800 

2.351 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.351 

2.07 

0.018 

0.05 

0.00 

0.00 

0.00 

0.00 

0.13 

0.14 

0.18 

0.004 

0.54 

0.50 


Moondli 

0823000202724300 

3.542 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.317 

1.63 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.05 

0.05 






Bundi Ka Gothra 

Command 

Phyllite & Schist 

3.225 

1.63 

0.018 

0.06 

0.01 

0.00 

0.00 

0.00 

0.14 

0.15 

0.24 

0.006 

0.52 

0.48 


Morkhoondana 

0823000402744200 

6.833 

Fresh 

Non-command 

Non-command 

Limestone 

1.979 

1.08 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.01 

0.000 

0.18 

0.15 






Kota Barrage 

Command 

Limestone 

0.718 

1.08 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.000 

0.07 

0.06 


Motipura 

0823000102700500 

1.895 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.895 

3.65 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.15 

0.14 

0.22 

0.005 

0.59 

0.66 



0823000202730100 

7.330 

Fresh 

Non-command 

Non-command 

Limestone 

4.838 

0.69 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.11 

0.16 

0.009 

0.38 

0.34 







Non-command 

Bhander Sandstone 

1.077 

0.69 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.03 

0.002 

0.09 

0.08 


Mundgasa 

0823000102709900 

2.873 

Fresh 

Gudha 

Command 

Phyllite & Schist 

2.873 

3.18 

0.015 

0.13 

0.02 

0.00 

0.00 

0.00 

0.25 

0.26 

0.52 

0.008 

0.62 

0.59 


Murdiya 

0823000202726100 

3.876 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.876 

2.79 

0.018 

0.09 

0.01 

0.00 

0.00 

0.00 

0.27 

0.28 

0.34 

0.007 

0.53 

0.50 


Nadhahet 

0823000102713200 

6.395 

Fresh 

Non-command 

Non-command 

Limestone 

0.491 

2.28 

0.022 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.001 

0.05 

0.04 







Non-command 

Bhander Sandstone 

0.325 

2.28 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.001 

0.03 

0.03 






Gudha 

Command 

Phyllite & Schist 

3.998 

2.28 

0.015 

0.05 

0.01 

0.00 

0.00 

0.01 

0.16 

0.19 

0.18 

0.011 

0.41 

0.35 







Command 

Limestone 

0.714 

2.28 

0.022 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.03 

0.002 

0.07 

0.06 







Command 

Bhander Sandstone 

0.865 

2.28 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.03 

0.002 

0.09 

0.08 


Naharganj 

0823000202721300 

9.974 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.966 

2.49 

0.018 

0.13 

0.02 

0.00 

0.00 

0.01 

0.45 

0.46 

0.48 

0.014 

0.42 

0.40 


Nainwa (M) 

0823000242301000 

39.723 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.750 

2.83 

0.018 

0.02 

0.00 

0.00 

0.00 

0.12 

-0.01 

-0.01 

0.03 

0.037 

0.02 

0.02 


Nandgaon 

0823000102709000 

1.891 

Fresh 

Gudha 

Command 

Phyllite & Schist 

1.891 

3.11 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.14 

0.15 

0.24 

0.005 

0.64 

0.58 



0823000202729500 

6.126 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.830 

0.85 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.10 

0.005 

0.25 

0.23 







Non-command 

Bhander Sandstone 

2.539 

0.85 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.07 

0.005 

0.23 

0.21 


Narayanpur 

0823000102707700 

6.717 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.253 

1.66 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.12 

0.12 

0.19 

0.009 

0.29 

0.30 







Non-command 

Bhander Sandstone 

2.554 

1.66 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.11 

0.15 

0.007 

0.23 

0.24 


Nathawa 

0823000102713800 

7.819 

Fresh 

Non-command 

Non-command 

Limestone 

5.801 

1.62 

0.022 

0.03 

0.00 

0.00 

0.00 

0.00 

0.24 

0.28 

0.09 

0.016 

0.48 

0.41 







Non-command 

Bhander Sandstone 

0.314 

1.62 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.03 

0.02 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.04 

0.00 

3,215.79 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0021 

0.0023 

- 

0.004 

0.004 

0.004 

0.000 

0.004 

0.010 

235.94 

Over Exploited 

Korma 

0823000202717300 

0.08 

0.43 

25.76 

0.52 

0.08 

0.60 

0.04 

0.56 

- 

0.0800 

- 

- 

0.080 

0.160 

0.160 

0.759 

0.038 

0.721 

0.732 

101.57 

Over Exploited 

Kothi 

0823000102711100 

0.06 

0.01 

387.83 

0.01 

0.00 

0.01 

0.01 

0.16 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.021 

0.001 

0.020 

0.054 

265.09 

Over Exploited 



0.06 

0.05 

120.42 

0.06 

0.00 

0.06 

0.03 

0.37 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.073 

0.004 

0.069 

0.127 

183.71 

Over Exploited 

Kuwagaon 

0823000402743800 

0.04 

0.12 

488,832.75 

0.14 

0.01 

0.15 

0.04 

0.52 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.181 

0.009 

0.172 

0.223 

129.43 

Over Exploited 

Lachhmipura 

0823000402750600 

0.12 

0.00 

1,345.52 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0003 

0.0004 

0.000 

0.001 

0.001 

0.001 

0.000 

0.001 

- 

- 

Safe 

Lamba Barda 

0823000202729400 

0.08 

0.13 

50.80 

0.16 

- 

0.16 

0.04 

0.48 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.191 

0.010 

0.181 

0.272 

150.08 

Over Exploited 



0.10 

0.01 

394.00 

0.01 

- 

0.01 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.021 

0.001 

0.020 

0.054 

272.16 

Over Exploited 

Laxmipura 

0823000202719000 

0.08 

0.01 

607.53 

0.01 

0.00 

0.01 

0.01 

0.13 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.009 

0.000 

0.009 

0.037 

412.60 

Over Exploited 

Leelda 

0823000202725600 

0.08 

0.08 

29.08 

0.09 

0.01 

0.10 

0.05 

0.58 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.135 

0.007 

0.129 

0.254 

197.77 

Over Exploited 

Lodha Ki Jhonpariyan 

0823000102710200 

0.06 

0.15 

145.13 

0.19 

0.04 

0.22 

0.04 

0.66 

- 

0.0900 

0.0632 

0.0609 

0.008 

0.222 

0.222 

0.443 

0.022 

0.421 

0.803 

190.81 

Over Exploited 

Lohli 

0823000402744500 

0.04 

0.04 

196.67 

0.05 

- 

0.05 

0.05 

0.62 

- 

- 

- 

- 

- 

- 

- 

0.046 

0.002 

0.043 

0.014 

32.30 

Safe 



0.04 

0.00 

4,186.66 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

0.0023 

0.0026 

- 

0.005 

0.005 

0.005 

0.000 

0.005 

- 

- 

Safe 


0823000502765000 

0.20 

0.02 

945.53 

0.02 

- 

0.02 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.024 

0.001 

0.023 

0.022 

98.27 

Critical 



0.08 

0.09 

130.26 

0.11 

0.00 

0.11 

0.03 

0.47 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.111 

0.006 

0.105 

0.043 

41.22 

Safe 



0.20 

0.00 

2,212.28 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

0.0040 

0.0075 

- 

0.012 

0.012 

0.016 

0.001 

0.015 

0.001 

6.10 

Safe 

Luhari Kalan 

0824001002908200 

0.04 

0.00 

13,228.84 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.019 

11,573.51 

Over Exploited 

Luhariya 

0823000102704200 

0.06 

0.07 

66.17 

0.08 

0.01 

0.09 

0.04 

0.63 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.108 

0.005 

0.102 

0.103 

100.40 

Over Exploited 

Luharpura 

0823000202729900 

0.06 

0.01 

18,927.74 

0.01 

- 

0.01 

0.02 

0.24 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.001 

0.010 

0.056 

580.76 

Over Exploited 



0.10 

0.02 

100.21 

0.02 

- 

0.02 

0.02 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.021 

0.001 

0.020 

0.036 

178.25 

Over Exploited 

Mahaveerpura 

0823000202717600 

0.08 

0.14 

21.07 

0.17 

0.03 

0.20 

0.04 

0.57 

- 

0.0200 

- 

- 

0.032 

0.052 

0.052 

0.251 

0.013 

0.239 

0.204 

85.36 

Semi Critical 

Malera 

0823000202722700 

0.08 

0.18 

60.03 

0.21 

0.02 

0.23 

0.05 

0.58 

- 

0.0400 

- 

- 

0.012 

0.052 

0.052 

0.281 

0.014 

0.267 

0.356 

133.54 

Over Exploited 

Manak Chowk 

0823000202729800 

0.06 

0.05 

########## 

0.06 

- 

0.06 

0.02 

0.29 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.072 

0.004 

0.068 

0.123 

180.99 

Over Exploited 



0.10 

0.01 

240,719.09 

0.02 

- 

0.02 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.017 

0.001 

0.017 

0.044 

265.14 

Over Exploited 

Mandpur 

0823000202730700 

0.06 

0.03 

########## 

0.03 

- 

0.03 

0.02 

0.29 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.042 

0.002 

0.039 

0.076 

191.21 

Over Exploited 



0.10 

0.01 

738.20 

0.01 

- 

0.01 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.000 

0.009 

0.025 

279.59 

Over Exploited 

Mangli Kalan 

0823000102705400 

0.06 

0.12 

73.88 

0.15 

0.02 

0.17 

0.04 

0.60 

- 

0.0600 

0.0552 

0.0531 

0.000 

0.169 

0.169 

0.336 

0.017 

0.320 

0.523 

163.73 

Over Exploited 



0.10 

0.00 

3,280.25 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0027 

0.0026 

- 

0.005 

0.005 

0.006 

0.000 

0.006 

0.025 

437.94 

Over Exploited 

Mangli Khurd 

0823000102705200 

0.06 

0.04 

101.12 

0.05 

0.00 

0.05 

0.02 

0.35 

- 

0.0100 

0.0340 

0.0327 

0.002 

0.078 

0.078 

0.132 

0.007 

0.125 

0.092 

73.57 

Semi Critical 



0.10 

0.05 

95.10 

0.06 

- 

0.06 

0.02 

0.29 

- 

0.0100 

0.0278 

0.0268 

- 

0.065 

0.065 

0.124 

0.006 

0.118 

0.074 

63.12 

Safe 

Manpura 

0823000202724900 

0.08 

0.12 

32.75 

0.14 

0.01 

0.15 

0.05 

0.60 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.190 

0.009 

0.180 

0.329 

182.26 

Over Exploited 

Maran 

0823000202724600 

0.08 

0.03 

151.47 

0.04 

0.00 

0.04 

0.02 

0.27 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.049 

0.002 

0.047 

0.109 

234.02 

Over Exploited 



0.10 

0.00 

1,048.14 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.010 

1,533.28 

Over Exploited 



0.08 

0.04 

101.20 

0.05 

0.00 

0.05 

0.02 

0.31 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.064 

0.003 

0.061 

0.136 

224.67 

Over Exploited 

Medhakpura 

0823000202725900 

0.08 

0.09 

70.05 

0.10 

0.01 

0.11 

0.05 

0.59 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.145 

0.007 

0.138 

0.228 

164.70 

Over Exploited 

Meenon Ki Jhonparyan 

0823000202730400 

0.08 

0.02 

294.20 

0.03 

- 

0.03 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.040 

0.002 

0.038 

0.069 

182.38 

Over Exploited 



0.06 

0.03 

########## 

0.04 

- 

0.04 

0.02 

0.22 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.049 

0.002 

0.047 

0.088 

186.84 

Over Exploited 



0.10 

0.00 

48,792.85 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.018 

695.19 

Over Exploited 

Mena 

0823000202718900 

0.08 

0.00 

(48,178.06) 

0.00 

0.11 

0.11 

0.00 

0.03 

- 

- 

- 

- 

0.167 

0.167 

0.167 

0.279 

0.014 

0.265 

0.016 

6.12 

Safe 



0.08 

0.00 

(20,501.22) 

0.00 

0.11 

0.11 

0.00 

0.04 

- 

- 

- 

- 

0.167 

0.167 

0.167 

0.279 

0.014 

0.265 

0.016 

6.15 

Safe 

Menoli 

0823000402746100 

0.04 

0.00 

2,442.13 

0.00 

- 

0.00 

0.01 

0.08 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.022 

0.001 

0.021 

0.084 

396.53 

Over Exploited 



0.12 

0.03 

1,037.62 

0.04 

0.01 

0.05 

0.01 

0.20 

- 

0.0700 

0.0302 

0.0341 

0.000 

0.135 

0.135 

0.184 

0.009 

0.175 

0.380 

217.28 

Over Exploited 



0.04 

0.01 

892.94 

0.01 

0.01 

0.02 

0.01 

0.19 

- 

0.0400 

0.0300 

0.0339 

- 

0.104 

0.104 

0.127 

0.006 

0.120 

0.187 

155.43 

Over Exploited 

Modsa 

0823000202726000 

0.08 

0.58 

59.15 

0.69 

0.04 

0.73 

0.05 

0.59 

- 

0.0900 

- 

- 

0.008 

0.098 

0.098 

0.826 

0.041 

0.785 

0.784 

99.86 

Critical 

Mohabbatpura 

0823000202725800 

0.08 

0.10 

41.72 

0.12 

0.00 

0.12 

0.05 

0.59 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.144 

0.007 

0.136 

0.182 

133.47 

Over Exploited 

Moondli 

0823000202724300 

0.08 

0.00 

585.09 

0.00 

0.00 

0.00 

0.00 

0.05 

- 

- 

- 

- 

0.001 

0.002 

0.002 

0.004 

0.000 

0.004 

0.019 

486.86 

Over Exploited 



0.08 

0.13 

14.71 

0.15 

0.01 

0.16 

0.04 

0.56 

- 

0.0300 

- 

- 

0.001 

0.032 

0.032 

0.195 

0.010 

0.185 

0.241 

129.90 

Over Exploited 

Morkhoondana 

0823000402744200 

0.04 

0.01 

246.99 

0.02 

0.00 

0.02 

0.01 

0.19 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.019 

0.001 

0.018 

0.007 

39.09 

Safe 



0.04 

0.00 

832.59 

0.00 

0.00 

0.00 

0.01 

0.07 

- 

- 

0.0144 

0.0163 

0.001 

0.032 

0.032 

0.035 

0.002 

0.033 

- 

- 

Safe 

Motipura 

0823000102700500 

0.06 

0.07 

104.74 

0.08 

0.01 

0.09 

0.04 

0.63 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.113 

0.006 

0.107 

0.226 

211.43 

Over Exploited 


0823000202730100 

0.06 

0.11 

17,259.47 

0.11 

0.01 

0.12 

0.03 

0.42 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.139 

0.007 

0.132 

0.165 

125.09 

Over Exploited 



0.10 

0.01 

203.37 

0.01 

- 

0.01 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.010 

0.031 

294.83 

Over Exploited 

Mundgasa 

0823000102709900 

0.06 

0.11 

144.29 

0.13 

0.02 

0.15 

0.04 

0.67 

- 

0.0600 

0.0437 

0.0420 

0.000 

0.146 

0.146 

0.295 

0.015 

0.280 

0.524 

187.03 

Over Exploited 

Murdiya 

0823000202726100 

0.08 

0.16 

71.59 

0.20 

0.01 

0.21 

0.05 

0.58 

- 

0.0400 

- 

- 

0.002 

0.042 

0.042 

0.251 

0.013 

0.239 

0.345 

144.42 

Over Exploited 

Nadhahet 

0823000102713200 

0.08 

0.00 

1,330.42 

0.00 

0.00 

0.00 

0.00 

0.05 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

0.000 

0.003 

0.019 

675.05 

Over Exploited 



0.10 

0.00 

1,483.93 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.018 

1,464.45 

Over Exploited 



0.06 

0.10 

94.49 

0.12 

0.02 

0.14 

0.03 

0.43 

- 

0.0200 

0.0608 

0.0585 

0.018 

0.158 

0.158 

0.296 

0.015 

0.282 

0.194 

68.99 

Safe 



0.08 

0.00 

1,166.02 

0.00 

0.00 

0.01 

0.00 

0.08 

- 

- 

0.0108 

0.0104 

0.000 

0.022 

0.022 

0.027 

0.001 

0.026 

0.033 

129.04 

Over Exploited 



0.10 

0.01 

648.93 

0.01 

- 

0.01 

0.01 

0.09 

- 

- 

0.0131 

0.0127 

- 

0.026 

0.026 

0.035 

0.002 

0.033 

0.035 

106.89 

Over Exploited 

Naharganj 

0823000202721300 

0.08 

0.27 

73.92 

0.32 

0.03 

0.35 

0.05 

0.46 

- 

0.0500 

- 

- 

0.013 

0.063 

0.063 

0.411 

0.021 

0.391 

0.496 

127.02 

Over Exploited 

Nainwa (M) 

0823000242301000 

0.08 

0.00 

(458.95) 

0.00 

0.12 

0.12 

0.00 

0.03 

- 

- 

- 

- 

0.176 

0.176 

0.176 

0.296 

0.015 

0.282 

0.067 

23.95 

Safe 

Nandgaon 

0823000102709000 

0.06 

0.07 

111.51 

0.09 

0.01 

0.10 

0.04 

0.68 

- 

0.0300 

0.0287 

0.0277 

- 

0.086 

0.086 

0.183 

0.009 

0.174 

0.241 

138.71 

Over Exploited 


0823000202729500 

0.08 

0.06 

35,034.07 

0.07 

- 

0.07 

0.02 

0.28 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.077 

0.004 

0.073 

0.106 

145.39 

Over Exploited 



0.10 

0.05 

17,949.85 

0.06 

- 

0.06 

0.02 

0.25 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.075 

0.004 

0.071 

0.072 

100.60 

Over Exploited 

Narayanpur 

0823000102707700 

0.06 

0.06 

106.26 

0.07 

0.01 

0.08 

0.02 

0.31 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.098 

0.005 

0.093 

0.201 

216.83 

Over Exploited 



0.10 

0.06 

90.42 

0.07 

0.01 

0.08 

0.02 

0.24 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.100 

0.005 

0.095 

0.156 

165.23 

Over Exploited 

Nathawa 

0823000102713800 

0.08 

0.22 

23.85 

0.27 

- 

0.27 

0.03 

0.52 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.280 

0.014 

0.266 

0.103 

38.91 

Safe 



0.10 

0.00 

1,360.35 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.006 

628.22 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Nathri 

082300020271960C 

2.349 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.038 

3.04 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Nayagaon @ Ramganj 

0823000202731300 

1.962 

Fresh 

Non-command 

Non-command 

Limestone 

0.050 

3.66 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 







Non-command 

Bhander Sandstone 

1.390 

3.66 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.15 

0.12 

0.002 

0.41 

0.37 


Nayagaon @ Ratanganj 

0823000202723300 

2.253 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.253 

2.16 

0.018 

0.06 

0.01 

0.00 

0.00 

0.03 

0.11 

0.12 

0.22 

0.004 

0.53 

0.49 


Neem Khera 

0823000202731600 

2.926 

Fresh 

Non-command 

Non-command 

Limestone 

0.367 

3.25 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.03 

0.001 

0.07 

0.07 







Non-command 

Bhander Sandstone 

1.673 

3.25 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.15 

0.11 

0.003 

0.33 

0.30 


Net 

0823000102704400 

7.987 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.699 

3.29 

0.015 

0.14 

0.02 

0.00 

0.00 

0.01 

0.49 

0.44 

0.55 

0.022 

0.57 

0.63 






Gudha 

Command 

Phyllite & Schist 

0.288 

3.29 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.02 

0.001 

0.02 

0.02 


Nimod 

0823000102711300 

11.124 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.041 

1.79 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

0.00 

0.000 

0.00 

0.00 






Bundi Ka Gothra 

Command 

Phyllite & Schist 

0.596 

1.79 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.01 

0.002 

0.03 

0.03 






Gudha 

Command 

Phyllite & Schist 

1.565 

1.79 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.05 

0.05 

0.03 

0.004 

0.08 

0.08 


Ohari 

0823000402746600 

4.279 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.880 

0.42 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.18 

0.02 

0.000 

0.60 

0.48 


Pandoola 

0823000202723700 

4.810 

Fresh 

Dugari 

Command 

Phyllite & Schist 

4.810 

2.10 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.20 

0.22 

0.12 

0.009 

0.53 

0.50 


Panidal 

0823000102704800 

2.224 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.224 

3.32 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.09 

0.006 

0.59 

0.66 


Payra 

0823000102704100 

2.051 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.051 

3.59 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.12 

0.10 

0.006 

0.59 

0.66 


Pech Ki Baori 

0823000102697000 

4.270 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.004 

3.72 

0.015 

0.00 

0.00 

0.00 

0.00 

0.10 

-0.10 

-0.09 

0.00 

0.000 

0.00 

0.00 


Peelda (Samel) 

0823000402746400 

3.063 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.84 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Limestone 

0.053 

0.84 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Kota Barrage 

Command 

Older Alluvium 

2.402 

0.84 

0.090 

0.05 

0.01 

0.00 

0.00 

0.00 

0.22 

0.27 

0.19 

0.000 

0.50 

0.41 







Command 

Limestone 

0.103 

0.84 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Peepalya 

0823000202730200 

14.293 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.494 

0.16 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.13 

0.003 

0.06 

0.05 







Non-command 

Limestone 

8.841 

0.16 

0.020 

0.20 

0.03 

0.00 

0.00 

0.00 

0.20 

0.22 

0.76 

0.016 

0.35 

0.32 







Non-command 

Bhander Sandstone 

0.955 

0.16 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.06 

0.002 

0.04 

0.03 


Peeparwala 

0823000202727100 

3.957 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.691 

3.10 

0.018 

0.06 

0.01 

0.00 

0.00 

0.01 

0.24 

0.24 

0.23 

0.007 

0.49 

0.49 


Phalasthooni 

0823000202724500 

5.908 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.070 

1.78 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 







Non-command 

Bhander Sandstone 

4.482 

1.78 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.20 

0.22 

0.18 

0.008 

0.45 

0.41 


Phatookara 

0823000202726900 

2.749 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.749 

3.31 

0.018 

0.03 

0.00 

0.00 

0.00 

0.02 

0.17 

0.17 

0.12 

0.005 

0.53 

0.52 


Pholai 

0823000402744000 

2.890 

Fresh 

Non-command 

Non-command 

Limestone 

2.431 

2.22 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.14 

0.16 

0.17 

0.000 

0.51 

0.44 


Phuleta @ Lachhmiganj 

0823000202731200 

1.755 

Fresh 

Non-command 

Non-command 

Limestone 

0.051 

3.46 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.01 







Non-command 

Bhander Sandstone 

1.092 

3.46 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.04 

0.002 

0.36 

0.32 


Raghunathpura 

0823000102701100 

3.284 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.213 

3.09 

0.015 

0.06 

0.01 

0.00 

0.00 

0.01 

0.19 

0.17 

0.22 

0.009 

0.58 

0.63 



0823000102705300 

3.602 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.896 

2.60 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.07 

0.003 

0.15 

0.16 






Gudha 

Command 

Phyllite & Schist 

2.706 

2.60 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.15 

0.14 

0.21 

0.008 

0.44 

0.49 



0823000102710000 

2.672 

Fresh 

Gudha 

Command 

Phyllite & Schist 

2.672 

3.43 

0.015 

0.10 

0.01 

0.00 

0.00 

0.00 

0.23 

0.26 

0.39 

0.008 

0.64 

0.57 



0823000202718300 

5.518 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.190 

2.49 

0.018 

0.06 

0.01 

0.00 

0.00 

0.03 

0.24 

0.26 

0.24 

0.009 

0.50 

0.46 


Rajpura 

0823000102709300 

1.069 

Fresh 

Gudha 

Command 

Phyllite & Schist 

1.069 

3.30 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.10 

0.003 

0.64 

0.57 


Rajwas 

0823000502762300 

3.303 

Fresh 

Non-command 

Non-command 

Limestone 

0.006 

0.16 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ramchandraji Ka Khera 

0823000102709100 

3.665 

Fresh 

Gudha 

Command 

Phyllite & Schist 

3.663 

3.05 

0.015 

0.10 

0.01 

0.00 

0.00 

0.00 

0.26 

0.29 

0.38 

0.010 

0.65 

0.57 







Command 

Bhander Sandstone 

0.002 

3.05 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ramee Ki Jhonpariyan 

0823000102708100 

1.800 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.454 

1.85 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.07 

0.001 

0.15 

0.16 







Non-command 

Bhander Sandstone 

1.328 

1.85 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.08 

0.17 

0.004 

0.44 

0.46 






Gudha 

Command 

Bhander Sandstone 

0.018 

1.85 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Ramganj 

0823000202723900 

3.204 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.662 

1.68 

0.018 

0.12 

0.02 

0.00 

0.00 

0.00 

0.18 

0.19 

0.46 

0.005 

0.46 

0.43 






Bundi Ka Gothra 

Command 

Phyllite & Schist 

0.542 

1.68 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.09 

0.001 

0.09 

0.09 


Ramgarh 

0823000202729700 

22.710 

Fresh 

Non-command 

Non-command 

Limestone 

4.614 

1.30 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.13 

0.00 

0.008 

0.12 

0.11 







Non-command 

Bhander Sandstone 

11.892 

1.30 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.32 

0.35 

0.00 

0.021 

0.30 

0.28 


Ramniwas 

0823000102709700 

3.216 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.822 

3.26 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.17 

0.16 

0.16 

0.008 

0.51 

0.55 






Gudha 

Command 

Phyllite & Schist 

0.393 

3.26 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.001 

0.07 

0.08 


Rampuriya 

0823000102703700 

3.808 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.808 

3.09 

0.015 

0.06 

0.01 

0.00 

0.00 

0.02 

0.20 

0.18 

0.21 

0.011 

0.59 

0.66 



0823000102712800 

9.731 

Fresh 

Non-command 

Non-command 

Limestone 

6.489 

3.67 

0.022 

0.02 

0.00 

0.00 

0.00 

0.00 

0.54 

0.65 

0.04 

0.018 

0.44 

0.37 







Non-command 

Bhander Sandstone 

0.545 

3.67 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.00 

0.002 

0.04 

0.03 



0823000402752400 

3.607 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.009 

0.15 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rampuriya(Dhola) 

0823000502763500 

10.457 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.021 

0.63 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Limestone 

0.005 

0.63 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rashali 

0823000202730900 

3.678 

Fresh 

Non-command 

Non-command 

Limestone 

0.851 

2.88 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.03 

0.002 

0.13 

0.12 







Non-command 

Bhander Sandstone 

1.918 

2.88 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.13 

0.05 

0.003 

0.30 

0.27 


Ren 

0823000102698700 

12.228 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.542 

2.71 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.03 

0.03 

0.08 

0.002 

0.02 

0.02 






Gudha 

Command 

Phyllite & Schist 

0.843 

2.71 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.06 

0.06 

0.13 

0.002 

0.04 

0.04 


Rethoda 

0823000202721200 

10.743 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.743 

2.68 

0.018 

0.28 

0.04 

0.00 

0.00 

0.02 

0.73 

0.77 

1.11 

0.019 

0.53 

0.50 


Rihana 

0823000502765100 

6.079 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.124 

1.73 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.23 

0.04 

0.003 

0.11 

0.10 







Non-command 

Limestone 

0.526 

1.73 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.001 

0.05 

0.05 






Kota Barrage 

Command 

Older Alluvium 

2.935 

1.73 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.53 

0.60 

0.08 

0.008 

0.30 

0.26 







Command 

Limestone 

0.001 

1.73 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rishanda 

0823000102710800 

8.969 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.359 

2.34 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.03 

0.001 

0.02 

0.02 






Bundi Ka Gothra 

Command 

Phyllite & Schist 

2.913 

2.34 

0.015 

0.06 

0.01 

0.00 

0.00 

0.01 

0.14 

0.15 

0.24 

0.008 

0.18 

0.17 


Rosanda 

0823000102700000 

3.892 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.441 

3.63 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.09 

0.08 

0.09 

0.004 

0.21 

0.23 


Rughnathpura 

0823000102708500 

1.337 

Fresh 

Gudha 

Command 

Phyllite & Schist 

0.134 

2.31 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.06 

0.06 







Command 

Bhander Sandstone 

1.203 

2.31 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.10 

0.09 

0.20 

0.003 

0.54 

0.57 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Nathri 

0823000202719600 

0.08 

0.00 

(1,634.16) 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.006 

0.000 

0.006 

0.000 

1.18 

Safe 

Nayagaon @ Ramganj 

0823000202731300 

0.06 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

16,403.31 

Over Exploited 



0.10 

0.06 

159.65 

0.07 

- 

0.07 

0.04 

0.45 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.079 

0.004 

0.075 

0.122 

164.14 

Over Exploited 

Nayagaon @ Ratanganj 

0823000202723300 

0.08 

0.10 

22.35 

0.11 

0.04 

0.15 

0.05 

0.58 

- 

0.0300 

- 

- 

0.039 

0.069 

0.069 

0.220 

0.011 

0.209 

0.227 

108.68 

Over Exploited 

Neem Khera 

0823000202731600 

0.06 

0.00 

49,891.41 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.031 

1,817.06 

Over Exploited 



0.10 

0.05 

285,898.90 

0.06 

- 

0.06 

0.04 

0.37 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.072 

0.004 

0.068 

0.109 

159.64 

Over Exploited 

Net 

0823000102704400 

0.06 

0.26 

68.13 

0.31 

0.03 

0.35 

0.04 

0.60 

- 

0.0600 

- 

- 

0.018 

0.078 

0.078 

0.425 

0.021 

0.403 

0.573 

141.96 

Over Exploited 



0.06 

0.00 

445.56 

0.00 

0.01 

0.01 

0.00 

0.02 

- 

- 

0.0035 

0.0042 

0.018 

0.026 

0.026 

0.038 

0.002 

0.036 

0.019 

52.14 

Safe 

Nimod 

0823000102711300 

0.06 

0.00 

(103,191.06) 

0.00 

0.01 

0.01 

0.00 

0.00 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.015 

0.001 

0.014 

0.000 

0.81 

Safe 



0.06 

0.00 

863.19 

0.00 

0.01 

0.01 

0.00 

0.03 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.016 

0.001 

0.015 

0.010 

63.00 

Safe 



0.06 

0.01 

542.88 

0.01 

0.01 

0.02 

0.01 

0.09 

- 

- 

0.0190 

0.0229 

0.009 

0.051 

0.051 

0.066 

0.003 

0.063 

0.029 

46.95 

Safe 

Ohari 

0823000402746600 

0.12 

0.28 

(35.92) 

0.22 

0.00 

0.22 

0.05 

0.64 

- 

- 

0.0780 

0.0882 

0.004 

0.170 

0.170 

0.395 

0.020 

0.375 

0.019 

5.06 

Safe 

Pandoola 

0823000202723700 

0.08 

0.21 

6.32 

0.22 

0.00 

0.22 

0.05 

0.58 

- 

0.0100 

- 

- 

0.004 

0.015 

0.015 

0.236 

0.012 

0.224 

0.130 

57.71 

Safe 

Panidal 

0823000102704800 

0.06 

0.08 

48.70 

0.09 

0.00 

0.09 

0.04 

0.63 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.105 

0.005 

0.099 

0.091 

91.77 

Critical 

Payra 

0823000102704100 

0.06 

0.07 

72.14 

0.09 

0.00 

0.09 

0.04 

0.63 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.100 

0.005 

0.095 

0.103 

107.69 

Over Exploited 

Pech Ki Baori 

0823000102697000 

0.06 

0.00 

########## 

0.00 

0.10 

0.10 

0.00 

0.00 

- 

- 

- 

- 

0.150 

0.150 

0.150 

0.251 

0.013 

0.238 

0.000 

0.00 

Safe 

Peelda (Samel) 

0823000402746400 

0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.04 

0.00 

4,708.09 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.12 

0.14 

86.88 

0.17 

0.01 

0.18 

0.04 

0.54 

- 

0.0200 

0.0483 

0.0546 

- 

0.123 

0.123 

0.305 

0.015 

0.290 

0.190 

65.59 

Safe 



0.04 

0.00 

2,289.09 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0021 

0.0023 

- 

0.004 

0.004 

0.005 

0.000 

0.004 

- 

- 

Safe 

Peepalya 

0823000202730200 

0.08 

0.01 

7,183.32 

0.01 

- 

0.01 

0.01 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.129 

743.97 

Over Exploited 



0.06 

0.18 

18.54 

0.22 

0.03 

0.25 

0.03 

0.38 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.339 

0.017 

0.322 

0.778 

241.34 

Over Exploited 



0.10 

0.00 

5,595.32 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.064 

3,448.79 

Over Exploited 

Peeparwala 

0823000202727100 

0.08 

0.14 

65.94 

0.17 

0.02 

0.19 

0.07 

0.55 

0.02 

0.0300 

- 

- 

0.014 

0.044 

0.064 

0.256 

0.013 

0.243 

0.236 

96.85 

Critical 

Phalasthooni 

0823000202724500 

0.08 

0.00 

6,085.33 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

13,844.36 

Over Exploited 



0.10 

0.18 

########## 

0.21 

0.01 

0.22 

0.03 

0.48 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.241 

0.012 

0.229 

0.190 

83.09 

Semi Critical 

Phatookara 

0823000202726900 

0.08 

0.12 

44.92 

0.14 

0.02 

0.16 

0.07 

0.60 

0.01 

0.0100 

- 

- 

0.035 

0.045 

0.059 

0.222 

0.011 

0.211 

0.125 

59.21 

Safe 

Pholai 

0823000402744000 

0.04 

0.05 

221.75 

0.06 

0.01 

0.07 

0.04 

0.55 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.089 

0.004 

0.085 

0.166 

196.25 

Over Exploited 

Phuleta @ Lachhmiganj 

0823000202731200 

0.06 

0.00 

58,270.92 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.04 

8,555.24 

0.05 

- 

0.05 

0.04 

0.40 

- 

- 

- 

- 

- 

- 

- 

0.045 

0.002 

0.043 

0.040 

93.25 

Critical 

Raghunathpura 

0823000102701100 

0.06 

0.11 

57.06 

0.13 

0.02 

0.15 

0.04 

0.62 

- 

0.0200 

- 

- 

0.010 

0.030 

0.030 

0.180 

0.009 

0.171 

0.230 

134.66 

Over Exploited 


0823000102705300 

0.06 

0.01 

505.28 

0.01 

0.00 

0.01 

0.01 

0.16 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.024 

0.001 

0.023 

0.075 

320.59 

Over Exploited 



0.06 

0.07 

92.33 

0.09 

0.01 

0.10 

0.03 

0.47 

- 

0.0200 

0.0329 

0.0396 

0.003 

0.096 

0.096 

0.194 

0.010 

0.184 

0.219 

118.75 

Over Exploited 


0823000102710000 

0.06 

0.10 

150.76 

0.12 

0.01 

0.13 

0.04 

0.68 

- 

0.0400 

0.0406 

0.0391 

0.000 

0.120 

0.120 

0.253 

0.013 

0.240 

0.400 

166.27 

Over Exploited 


0823000202718300 

0.08 

0.21 

27.11 

0.25 

0.04 

0.29 

0.04 

0.54 

- 

0.0300 

- 

- 

0.047 

0.077 

0.077 

0.366 

0.018 

0.348 

0.249 

71.67 

Semi Critical 

Rajpura 

0823000102709300 

0.06 

0.04 

125.62 

0.05 

- 

0.05 

0.04 

0.68 

- 

0.0100 

0.0162 

0.0156 

- 

0.042 

0.042 

0.091 

0.005 

0.086 

0.103 

119.10 

Over Exploited 

Rajwas 

0823000502762300 

0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ramchandraji Ka Khera 

0823000102709100 

0.06 

0.14 

106.64 

0.17 

0.01 

0.18 

0.04 

0.69 

- 

0.0700 

0.0557 

0.0536 

0.001 

0.180 

0.180 

0.361 

0.018 

0.343 

0.387 

112.97 

Over Exploited 



0.10 

0.00 

141,435.03 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ramee Ki Jhonpariyan 

0823000102708100 

0.06 

0.00 

662.65 

0.00 

- 

0.00 

0.01 

0.16 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.014 

0.069 

487.08 

Over Exploited 



0.10 

0.06 

29.46 

0.07 

0.01 

0.08 

0.03 

0.48 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.101 

0.005 

0.096 

0.177 

184.37 

Over Exploited 



0.10 

0.00 

6,320.12 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0003 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.000 

0.000 

- 

Safe 

Ramganj 

0823000202723900 

0.08 

0.10 

95.03 

0.12 

0.02 

0.14 

0.04 

0.50 

- 

0.0500 

- 

- 

0.000 

0.050 

0.050 

0.189 

0.009 

0.179 

0.460 

256.72 

Over Exploited 



0.08 

0.00 

847.72 

0.00 

0.00 

0.01 

0.01 

0.10 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.015 

0.001 

0.014 

0.095 

657.53 

Over Exploited 

Ramgarh 

0823000202729700 

0.06 

0.03 

257,637.07 

0.04 

- 

0.04 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.039 

0.002 

0.037 

0.008 

22.00 

Safe 



0.10 

0.34 

########## 

0.34 

- 

0.34 

0.02 

0.33 

- 

- 

- 

- 

- 

- 

- 

0.343 

0.017 

0.326 

0.021 

6.48 

Safe 

Ramniwas 

0823000102709700 

0.06 

0.09 

81.31 

0.10 

0.01 

0.11 

0.03 

0.55 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.134 

0.007 

0.128 

0.172 

134.64 

Over Exploited 



0.06 

0.00 

1,521.69 

0.00 

- 

0.00 

0.00 

0.08 

- 

- 

0.0048 

0.0058 

- 

0.011 

0.011 

0.013 

0.001 

0.012 

0.028 

236.19 

Over Exploited 

Rampuriya 

0823000102703700 

0.06 

0.13 

36.02 

0.16 

0.03 

0.19 

0.04 

0.63 

- 

0.0200 

- 

- 

0.033 

0.053 

0.053 

0.247 

0.012 

0.234 

0.224 

95.44 

Critical 


0823000102712800 

0.08 

0.23 

86.16 

0.27 

- 

0.27 

0.03 

0.47 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.284 

0.014 

0.270 

0.055 

20.49 

Safe 



0.10 

0.00 

2,291.96 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.002 

67.00 

Safe 


0823000402752400 

0.12 

0.00 

(136,062.90) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0002 

0.0003 

0.003 

0.003 

0.003 

0.005 

0.000 

0.005 

- 

- 

Safe 

Rampuriya(Dhola) 

0823000502763500 

0.20 

0.00 

1,893.82 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0003 

0.0005 

0.002 

0.003 

0.003 

0.004 

0.000 

0.004 

0.000 

1.58 

Safe 



0.08 

0.00 

########## 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0001 

0.004 

0.004 

0.004 

0.007 

0.000 

0.006 

0.000 

0.23 

Safe 

Rashali 

0823000202730900 

0.06 

0.01 

176,949.94 

0.01 

- 

0.01 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.007 

0.032 

422.46 

Over Exploited 



0.10 

0.06 

135.39 

0.07 

- 

0.07 

0.03 

0.33 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.079 

0.004 

0.075 

0.056 

75.52 

Semi Critical 

Ren 

0823000102698700 

0.06 

0.00 

3,966.68 

0.00 

0.01 

0.01 

0.00 

0.03 

- 

0.0100 

- 

- 

0.014 

0.024 

0.024 

0.034 

0.002 

0.032 

0.080 

247.80 

Over Exploited 



0.06 

0.00 

2,721.67 

0.00 

0.01 

0.01 

0.00 

0.04 

- 

0.0100 

0.0102 

0.0123 

0.014 

0.046 

0.046 

0.058 

0.003 

0.055 

0.130 

238.01 

Over Exploited 

Rethoda 

0823000202721200 

0.08 

0.45 

69.97 

0.54 

0.06 

0.60 

0.05 

0.58 

- 

0.1200 

- 

- 

0.024 

0.144 

0.144 

0.743 

0.037 

0.706 

1.125 

159.29 

Over Exploited 

Rihana 

0823000502765100 

0.20 

0.03 

798.00 

0.03 

- 

0.03 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.031 

0.002 

0.029 

0.045 

153.69 

Over Exploited 



0.08 

0.00 

1,266.29 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.001 

56.94 

Safe 



0.20 

0.18 

240.05 

0.21 

- 

0.21 

0.02 

0.32 

- 

0.0100 

0.0472 

0.0667 

- 

0.124 

0.124 

0.335 

0.017 

0.318 

0.092 

28.99 

Safe 



0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rishanda 

0823000102710800 

0.06 

0.00 

3,153.07 

0.00 

0.01 

0.01 

0.00 

0.02 

- 

- 

- 

- 

0.012 

0.012 

0.012 

0.020 

0.001 

0.019 

0.032 

169.60 

Over Exploited 



0.06 

0.03 

381.57 

0.04 

0.02 

0.06 

0.01 

0.19 

- 

0.0300 

- 

- 

0.012 

0.042 

0.042 

0.097 

0.005 

0.092 

0.252 

274.75 

Over Exploited 

Rosanda 

0823000102700000 

0.06 

0.02 

342.82 

0.02 

0.01 

0.03 

0.01 

0.22 

- 

0.0100 

- 

- 

0.015 

0.026 

0.026 

0.058 

0.003 

0.055 

0.090 

164.76 

Over Exploited 

Rughnathpura 

0823000102708500 

0.06 

0.00 

2,798.57 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

0.0020 

0.0020 

- 

0.004 

0.004 

0.005 

0.000 

0.004 

0.022 

514.33 

Over Exploited 



0.10 

0.07 

39.93 

0.08 

0.01 

0.09 

0.04 

0.58 

- 

0.0200 

0.0183 

0.0176 

0.000 

0.056 

0.056 

0.145 

0.007 

0.138 

0.207 

150.46 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Sabalpura 

082300020273000C 

10.844 

Fresh 

Non-command 

Non-command 

Limestone 

4.597 

0.91 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.13 

0.11 

0.008 

0.25 

0.22 







Non-command 

Bhander Sandstone 

3.666 

0.91 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.08 

0.007 

0.20 

0.18 


Sadera 

082300020272420C 

4.946 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.754 

1.65 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.05 

0.001 

0.09 

0.08 






Bundi Ka Gothra 

Command 

Phyllite & Schist 

3.304 

1.65 

0.018 

0.07 

0.01 

0.00 

0.00 

0.00 

0.15 

0.17 

0.25 

0.006 

0.38 

0.36 






Gudha 

Command 

Phyllite & Schist 

0.051 

1.65 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Sahaspuriya 

0823000102703500 

2.672 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.672 

2.93 

0.015 

0.10 

0.02 

0.00 

0.00 

0.00 

0.20 

0.18 

0.40 

0.008 

0.59 

0.66 


Salawlya 

0823000102703400 

4.386 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.386 

3.04 

0.015 

0.10 

0.01 

0.00 

0.00 

0.02 

0.27 

0.25 

0.38 

0.012 

0.59 

0.65 


Sangoda 

0823000202731100 

4.283 

Fresh 

Non-command 

Non-command 

Limestone 

0.303 

2.73 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.04 

0.04 







Non-command 

Bhander Sandstone 

2.351 

2.73 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.16 

0.02 

0.004 

0.32 

0.28 


Sanwatgarh 

0823000102711200 

10.047 

Fresh 

Bundi Ka Gothra 

Command 

Phyllite & Schist 

3.342 

2.00 

0.015 

0.12 

0.02 

0.00 

0.00 

0.01 

0.19 

0.21 

0.45 

0.009 

0.19 

0.18 






Gudha 

Command 

Phyllite & Schist 

0.011 

2.00 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

-0.01 

0.00 

0.000 

0.00 

0.00 


Sarodara 

0823000102706300 

9.111 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.035 

1.38 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Bhander Sandstone 

0.174 

1.38 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Sarsiya 

0824001002913200 

13.653 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.001 

2.32 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sasti 

0823000202730600 

1.852 

Fresh 

Non-command 

Non-command 

Limestone 

0.390 

1.49 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.12 

0.11 







Non-command 

Bhander Sandstone 

1.301 

1.49 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.05 

0.002 

0.41 

0.36 


Sathoor 

0823000102713600 

16.454 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.725 

1.51 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.10 

0.11 

0.19 

0.008 

0.10 

0.10 







Non-command 

Limestone 

0.979 

1.51 

0.022 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.07 

0.003 

0.04 

0.04 







Non-command 

Bhander Sandstone 

5.230 

1.51 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.24 

0.25 

0.36 

0.015 

0.20 

0.19 


Seesola 

0823000202717500 

5.217 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.217 

2.38 

0.018 

0.09 

0.01 

0.00 

0.00 

0.01 

0.29 

0.31 

0.36 

0.009 

0.53 

0.49 


Shahan 

0823000202726600 

6.103 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.103 

3.21 

0.018 

0.11 

0.02 

0.00 

0.00 

0.19 

0.25 

0.26 

0.43 

0.011 

0.53 

0.51 


Shahpura 

0823000502754800 

17.548 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.221 

1.01 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 


Shankarpura 

0823000102699000 

2.384 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.242 

3.12 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.09 

0.15 

0.004 

0.31 

0.32 






Gudha 

Command 

Phyllite & Schist 

1.142 

3.12 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.08 

0.14 

0.003 

0.28 

0.29 


Shivdanpura 

0823000202726800 

4.934 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.934 

3.46 

0.018 

0.03 

0.00 

0.00 

0.00 

0.10 

0.23 

0.24 

0.10 

0.009 

0.53 

0.51 


Shivpura 

0823000202728900 

4.284 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.216 

3.59 

0.018 

0.05 

0.01 

0.00 

0.00 

0.00 

0.30 

0.32 

0.19 

0.007 

0.53 

0.50 







Non-command 

Bhander Sandstone 

0.068 

3.59 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.000 

0.01 

0.01 


Shreepura 

0823000402750700 

3.546 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.795 

0.38 

0.090 

0.04 

0.01 

0.00 

0.00 

0.01 

0.08 

0.10 

0.17 

0.000 

0.34 

0.27 


Singhari 

0823000102703600 

3.636 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.636 

3.18 

0.015 

0.13 

0.02 

0.00 

0.00 

0.08 

0.20 

0.18 

0.52 

0.010 

0.59 

0.66 


Siyana 

0823000102712000 

2.856 

Fresh 

Gudha 

Command 

Phyllite & Schist 

2.856 

3.25 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.20 

0.22 

0.28 

0.008 

0.63 

0.57 


Solaki Jhonpariyan 

0823000102713500 

1.477 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.121 

1.64 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.05 

0.05 







Non-command 

Limestone 

0.187 

1.64 

0.022 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.001 

0.08 

0.07 







Non-command 

Bhander Sandstone 

1.149 

1.64 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.08 

0.09 

0.18 

0.003 

0.50 

0.44 


Soohri 

0823000102710500 

10.353 

Fresh 

Gudha 

Command 

Phyllite & Schist 

10.353 

2.60 

0.015 

0.14 

0.02 

0.00 

0.00 

0.01 

0.52 

0.54 

0.52 

0.029 

0.59 

0.57 


Soonsadiya 

0823000202730500 

1.808 

Fresh 

Non-command 

Non-command 

Limestone 

1.764 

0.34 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.05 

0.06 

0.18 

0.003 

0.56 

0.50 







Non-command 

Bhander Sandstone 

0.039 

0.34 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Soorli 

0823000202729300 

1.727 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.440 

2.81 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.11 

0.12 

0.003 

0.46 

0.42 







Non-command 

Bhander Sandstone 

0.102 

2.81 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.03 

0.03 


Soran 

0823000102711000 

8.922 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.515 

2.27 

0.015 

0.30 

0.04 

0.00 

0.00 

0.04 

0.51 

0.54 

1.18 

0.024 

0.51 

0.49 






Bundi Ka Gothra 

Command 

Phyllite & Schist 

0.408 

2.27 

0.015 

0.01 

0.00 

0.00 

0.00 

0.04 

-0.02 

-0.02 

0.05 

0.001 

0.02 

0.02 


Sukhpura 

0823000102699200 

5.142 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.109 

3.42 

0.015 

0.05 

0.01 

0.00 

0.00 

0.01 

0.30 

0.27 

0.16 

0.014 

0.57 

0.62 



0823000102703800 

2.134 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.134 

3.34 

0.015 

0.04 

0.01 

0.00 

0.00 

0.02 

0.12 

0.10 

0.16 

0.006 

0.59 

0.66 


Suwansara 

0823000202717900 

6.145 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.145 

2.41 

0.018 

0.06 

0.01 

0.00 

0.00 

0.00 

0.31 

0.32 

0.22 

0.011 

0.52 

0.50 


Swaroop Ganh 

0823000102700200 

2.402 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.735 

3.67 

0.015 

0.05 

0.00 

0.00 

0.00 

0.00 

0.14 

0.13 

0.21 

0.005 

0.42 

0.47 


Tahla 

0823000102705700 

3.882 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.172 

2.60 

0.015 

0.06 

0.01 

0.00 

0.00 

0.03 

0.15 

0.13 

0.21 

0.009 

0.48 

0.53 






Gudha 

Command 

Phyllite & Schist 

0.076 

2.60 

0.015 

0.00 

0.00 

0.00 

0.00 

0.03 

-0.02 

-0.02 

0.01 

0.000 

0.01 

0.01 


Takla 

0823000202717800 

8.908 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.538 

2.45 

0.018 

0.10 

0.01 

0.00 

0.00 

0.02 

0.35 

0.36 

0.37 

0.012 

0.39 

0.37 


Talab Gaon 

0823000102713900 

9.339 

Fresh 

Non-command 

Non-command 

Limestone 

7.949 

2.10 

0.022 

0.06 

0.01 

0.00 

0.00 

0.00 

0.42 

0.50 

0.20 

0.022 

0.56 

0.47 


Talwas 

0823000202731800 

26.314 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.155 

3.70 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 







Non-command 

Limestone 

7.873 

3.70 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.60 

0.65 

0.09 

0.014 

0.17 

0.15 







Non-command 

Bhander Sandstone 

5.885 

3.70 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.45 

0.48 

0.05 

0.010 

0.13 

0.12 


Taradkya 

0823000102700800 

1.159 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.159 

3.42 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.10 

0.003 

0.59 

0.65 


Thana 

0823000102703300 

6.605 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.162 

2.86 

0.015 

0.06 

0.01 

0.00 

0.00 

0.02 

0.13 

0.12 

0.22 

0.006 

0.19 

0.21 


Theekarda 

0823000102712700 

12.295 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.398 

3.61 

0.015 

0.10 

0.01 

0.00 

0.00 

0.00 

0.22 

0.26 

0.39 

0.007 

0.13 

0.11 







Non-command 

Limestone 

0.955 

3.61 

0.022 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.13 

0.16 

0.003 

0.05 

0.04 







Non-command 

Bhander Sandstone 

2.664 

3.61 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.28 

0.34 

0.39 

0.008 

0.14 

0.12 






Gudha 

Command 

Phyllite & Schist 

5.342 

3.61 

0.015 

0.22 

0.03 

0.00 

0.00 

0.00 

0.48 

0.57 

0.88 

0.015 

0.29 

0.24 







Command 

Bhander Sandstone 

0.371 

3.61 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.05 

0.001 

0.02 

0.02 


Tonkra 

0823000102700700 

5.799 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.556 

3.60 

0.015 

0.17 

0.02 

0.00 

0.00 

0.03 

0.37 

0.33 

0.65 

0.013 

0.46 

0.51 


Topa 

0823000202717400 

2.993 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.562 

2.45 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.02 

0.003 

0.28 

0.26 


Trishulya 

0823000102713000 

2.142 

Fresh 

Gudha 

Command 

Phyllite & Schist 

2.142 

2.88 

0.015 

0.09 

0.01 

0.00 

0.00 

0.00 

0.17 

0.19 

0.37 

0.006 

0.65 

0.56 


Turkari 

0823000102707900 

2.159 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.242 

1.97 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.09 

0.004 

0.34 

0.37 







Non-command 

Bhander Sandstone 

0.598 

1.97 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.002 

0.16 

0.18 






Gudha 

Command 

Phyllite & Schist 

0.280 

1.97 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.08 

0.08 







Command 

Bhander Sandstone 

0.039 

1.97 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Uda Ka Khera 

0824001002907700 

2.351 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.046 

3.01 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.15 

0.15 

0.16 

0.007 

0.53 

0.55 


Uransi 

0823000202725000 

3.055 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.963 

1.63 

0.018 

0.07 

0.01 

0.00 

0.00 

0.00 

0.14 

0.16 

0.27 

0.005 

0.53 

0.49 






Dugari 

Command 

Phyllite & Schist 

0.092 

1.63 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.02 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Sabalpura 

082300020273000C 

0.06 

0.05 

########## 

0.06 

- 

0.06 

0.02 

0.27 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.071 

0.004 

0.068 

0.122 

180.92 

Over Exploited 



0.10 

0.07 

35.03 

0.09 

- 

0.09 

0.02 

0.22 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.097 

0.005 

0.093 

0.084 

90.21 

Critical 

Sadera 

0823000202724200 

0.08 

0.01 

534.32 

0.01 

0.00 

0.01 

0.01 

0.09 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.019 

0.001 

0.018 

0.055 

314.55 

Over Exploited 



0.08 

0.10 

64.84 

0.12 

0.01 

0.13 

0.03 

0.41 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.164 

0.008 

0.156 

0.259 

166.05 

Over Exploited 



0.08 

0.00 

2,332.03 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0006 

0.0008 

0.001 

0.003 

0.003 

0.004 

0.000 

0.003 

0.006 

178.50 

Over Exploited 

Sahaspuriya 

0823000102703500 

0.06 

0.09 

87.81 

0.11 

0.02 

0.13 

0.04 

0.63 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.183 

0.009 

0.174 

0.409 

234.63 

Over Exploited 

Salawlya 

0823000102703400 

0.06 

0.15 

58.98 

0.19 

0.03 

0.21 

0.04 

0.63 

- 

0.0400 

- 

- 

0.025 

0.066 

0.066 

0.278 

0.014 

0.264 

0.390 

147.60 

Over Exploited 

Sangoda 

0823000202731100 

0.06 

0.00 

177,778.43 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.10 

0.07 

36,234.71 

0.09 

- 

0.09 

0.03 

0.35 

- 

- 

- 

- 

- 

- 

- 

0.089 

0.004 

0.084 

0.023 

27.55 

Safe 

Sanwatgarh 

0823000102711200 

0.06 

0.04 

441.82 

0.05 

0.03 

0.07 

0.01 

0.20 

- 

0.0500 

- 

- 

0.010 

0.060 

0.060 

0.132 

0.007 

0.125 

0.459 

366.81 

Over Exploited 



0.06 

0.00 

########## 

0.00 

0.01 

0.01 

0.00 

0.00 

- 

- 

0.0001 

0.0002 

0.010 

0.010 

0.010 

0.017 

0.001 

0.016 

0.000 

0.20 

Safe 

Sarodara 

0823000102706300 

0.06 

0.00 

14,166.32 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.00 

2,164.99 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sarsiya 

0824001002913200 

0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sasti 

0823000202730600 

0.06 

0.00 

23,117.36 

0.00 

- 

0.00 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.019 

684.81 

Over Exploited 



0.10 

0.05 

4.07 

0.06 

- 

0.06 

0.04 

0.44 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.065 

0.003 

0.062 

0.050 

80.97 

Semi Critical 

Sathoor 

0823000102713600 

0.06 

0.02 

417,918.36 

0.02 

0.01 

0.03 

0.01 

0.11 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.049 

0.002 

0.046 

0.195 

421.93 

Over Exploited 



0.08 

0.00 

1,710.70 

0.00 

- 

0.00 

0.00 

0.04 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.013 

0.071 

554.13 

Over Exploited 



0.10 

0.10 

24,974.14 

0.12 

0.01 

0.13 

0.01 

0.21 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.172 

0.009 

0.163 

0.370 

226.94 

Over Exploited 

Seesola 

0823000202717500 

0.08 

0.22 

42.33 

0.26 

0.02 

0.28 

0.04 

0.57 

- 

0.0400 

- 

- 

0.008 

0.048 

0.048 

0.326 

0.016 

0.309 

0.369 

119.33 

Over Exploited 

Shahan 

0823000202726600 

0.08 

0.26 

(1.42) 

0.26 

0.21 

0.46 

0.06 

0.59 

- 

0.0500 

- 

- 

0.279 

0.329 

0.329 

0.790 

0.039 

0.750 

0.437 

58.24 

Safe 

Shahpura 

0823000502754800 

0.06 

0.00 

5,345.04 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Shankarpura 

0823000102699000 

0.06 

0.02 

273.25 

0.03 

0.01 

0.04 

0.02 

0.33 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.057 

0.003 

0.054 

0.155 

283.53 

Over Exploited 



0.06 

0.02 

317.94 

0.02 

0.01 

0.03 

0.02 

0.30 

- 

0.0200 

0.0139 

0.0167 

- 

0.051 

0.051 

0.084 

0.004 

0.080 

0.145 

182.54 

Over Exploited 

Shivdanpura 

0823000202726800 

0.08 

0.21 

14.78 

0.24 

0.10 

0.34 

0.06 

0.60 

0.02 

0.0100 

- 

- 

0.143 

0.153 

0.178 

0.515 

0.026 

0.489 

0.111 

22.63 

Safe 

Shivpura 

0823000202728900 

0.08 

0.18 

76.65 

0.21 

0.01 

0.23 

0.06 

0.59 

- 

0.0200 

- 

- 

0.007 

0.027 

0.027 

0.256 

0.013 

0.243 

0.201 

82.98 

Semi Critical 



0.10 

0.00 

8,828.82 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Shreepura 

0823000402750700 

0.12 

0.07 

41.35 

0.09 

0.02 

0.11 

0.03 

0.37 

- 

0.0300 

0.0433 

0.0612 

0.016 

0.151 

0.151 

0.260 

0.013 

0.247 

0.168 

68.01 

Safe 

Singhari 

0823000102703600 

0.06 

0.13 

40.86 

0.15 

0.10 

0.26 

0.04 

0.63 

- 

0.0600 

- 

- 

0.122 

0.182 

0.182 

0.438 

0.022 

0.416 

0.526 

126.56 

Over Exploited 

Siyana 

0823000102712000 

0.06 

0.11 

104.13 

0.13 

0.01 

0.14 

0.04 

0.67 

- 

0.0300 

0.0434 

0.0418 

0.000 

0.115 

0.115 

0.256 

0.013 

0.243 

0.288 

118.64 

Over Exploited 

Solaki Jhonpariyan 

0823000102713500 

0.06 

0.00 

795.47 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.018 

4,237.29 

Over Exploited 



0.08 

0.00 

1,445.05 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.032 

2,272.91 

Over Exploited 



0.10 

0.06 

52.33 

0.07 

0.01 

0.08 

0.03 

0.53 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.099 

0.005 

0.094 

0.181 

193.46 

Over Exploited 

Soohri 

0823000102710500 

0.06 

0.37 

46.30 

0.44 

0.03 

0.47 

0.04 

0.63 

- 

0.0600 

0.1259 

0.1515 

0.012 

0.349 

0.349 

0.819 

0.041 

0.778 

0.553 

71.11 

Semi Critical 

Soonsadiya 

0823000202730500 

0.06 

0.06 

(1.52) 

0.06 

0.01 

0.07 

0.05 

0.61 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.088 

0.004 

0.084 

0.183 

218.56 

Over Exploited 



0.10 

0.00 

529.20 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

9,325.54 

Over Exploited 

Soorli 

0823000202729300 

0.08 

0.05 

106.29 

0.06 

- 

0.06 

0.04 

0.50 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.073 

0.004 

0.070 

0.118 

168.84 

Over Exploited 



0.10 

0.00 

1,746.91 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

1,375.99 

Over Exploited 

Soran 

0823000102711000 

0.06 

0.26 

105.31 

0.31 

0.08 

0.40 

0.04 

0.55 

- 

0.1300 

- 

- 

0.060 

0.190 

0.190 

0.585 

0.029 

0.556 

1.202 

216.15 

Over Exploited 



0.06 

0.00 

(2,960.44) 

0.00 

0.04 

0.04 

0.00 

0.03 

- 

0.0100 

- 

- 

0.060 

0.070 

0.070 

0.111 

0.006 

0.105 

0.055 

52.30 

Safe 

Sukhpura 

0823000102699200 

0.06 

0.17 

57.10 

0.21 

0.02 

0.23 

0.04 

0.61 

- 

0.0200 

- 

- 

0.009 

0.029 

0.029 

0.254 

0.013 

0.242 

0.178 

73.79 

Semi Critical 


0823000102703800 

0.06 

0.08 

39.14 

0.09 

0.03 

0.12 

0.04 

0.63 

- 

0.0200 

- 

- 

0.030 

0.050 

0.050 

0.170 

0.009 

0.162 

0.170 

105.10 

Over Exploited 

Suwansara 

0823000202717900 

0.08 

0.26 

25.03 

0.31 

0.01 

0.32 

0.04 

0.57 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.346 

0.017 

0.328 

0.227 

69.08 

Safe 

Swaroop Ganh 

0823000102700200 

0.06 

0.04 

193.94 

0.05 

0.00 

0.05 

0.03 

0.45 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.079 

0.004 

0.075 

0.215 

288.09 

Over Exploited 

Tahla 

0823000102705700 

0.06 

0.09 

45.98 

0.11 

0.04 

0.15 

0.03 

0.51 

- 

0.0200 

- 

- 

0.039 

0.059 

0.059 

0.205 

0.010 

0.195 

0.223 

114.36 

Over Exploited 



0.06 

0.00 

(40,342.86) 

0.00 

0.03 

0.03 

0.00 

0.01 

- 

- 

0.0009 

0.0011 

0.039 

0.041 

0.041 

0.068 

0.003 

0.064 

0.005 

8.13 

Safe 

Takla 

0823000202717800 

0.08 

0.20 

79.37 

0.24 

0.03 

0.28 

0.03 

0.42 

- 

0.0400 

- 

- 

0.033 

0.073 

0.073 

0.348 

0.017 

0.331 

0.378 

114.09 

Over Exploited 

Talab Gaon 

0823000102713900 

0.08 

0.36 

40.25 

0.43 

0.01 

0.44 

0.04 

0.60 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.458 

0.023 

0.435 

0.219 

50.43 

Safe 

Talwas 

0823000202731800 

0.08 

0.00 

26,190.89 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.06 

########## 

0.07 

- 

0.07 

0.02 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.084 

0.004 

0.080 

0.104 

130.04 

Over Exploited 



0.10 

0.05 

########## 

0.07 

- 

0.07 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.066 

0.003 

0.062 

0.058 

93.65 

Critical 

Taradkya 

0823000102700800 

0.06 

0.04 

96.26 

0.05 

0.00 

0.05 

0.04 

0.63 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.059 

0.003 

0.056 

0.102 

182.14 

Over Exploited 

Thana 

0823000102703300 

0.06 

0.03 

360.00 

0.03 

0.03 

0.06 

0.01 

0.21 

- 

0.0200 

- 

- 

0.026 

0.046 

0.046 

0.103 

0.005 

0.098 

0.227 

232.89 

Over Exploited 

Theekarda 

0823000102712700 

0.06 

0.02 

1,322.07 

0.02 

0.01 

0.03 

0.01 

0.14 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.102 

0.005 

0.097 

0.394 

405.66 

Over Exploited 



0.08 

0.00 

3,135.46 

0.00 

0.01 

0.01 

0.00 

0.05 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.045 

0.002 

0.042 

0.164 

385.58 

Over Exploited 



0.10 

0.04 

788.12 

0.05 

0.01 

0.06 

0.01 

0.15 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.126 

0.006 

0.119 

0.397 

332.34 

Over Exploited 



0.06 

0.09 

524.79 

0.11 

0.03 

0.14 

0.02 

0.30 

- 

0.1600 

0.0812 

0.0782 

- 

0.319 

0.319 

0.459 

0.023 

0.436 

0.892 

204.44 

Over Exploited 



0.10 

0.00 

5,860.91 

0.00 

- 

0.00 

0.00 

0.02 

- 

0.0100 

0.0056 

0.0054 

- 

0.021 

0.021 

0.022 

0.001 

0.021 

0.051 

244.40 

Over Exploited 

Tonkra 

0823000102700700 

0.06 

0.13 

164.08 

0.15 

0.05 

0.20 

0.03 

0.49 

- 

0.0700 

- 

- 

0.040 

0.110 

0.110 

0.308 

0.015 

0.292 

0.663 

226.73 

Over Exploited 

Topa 

0823000202717400 

0.08 

0.03 

128.39 

0.04 

0.00 

0.05 

0.02 

0.30 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.051 

0.003 

0.049 

0.027 

54.95 

Safe 

Trishulya 

0823000102713000 

0.06 

0.08 

133.05 

0.10 

0.01 

0.11 

0.04 

0.69 

- 

0.0700 

0.0325 

0.0313 

0.006 

0.140 

0.140 

0.254 

0.013 

0.241 

0.372 

154.36 

Over Exploited 

Turkari 

0823000102707900 

0.06 

0.03 

106.89 

0.03 

- 

0.03 

0.02 

0.36 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.040 

0.002 

0.038 

0.089 

230.31 

Over Exploited 



0.10 

0.01 

216.66 

0.01 

- 

0.01 

0.01 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.011 

0.035 

309.82 

Over Exploited 



0.06 

0.00 

498.87 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

0.0042 

0.0041 

- 

0.008 

0.008 

0.010 

0.000 

0.009 

0.019 

200.93 

Over Exploited 



0.10 

0.00 

3,221.58 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0006 

0.0006 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

9.31 

Safe 

Uda Ka Khera 

0824001002907700 

0.04 

0.05 

214.87 

0.06 

0.01 

0.07 

0.04 

0.57 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.086 

0.004 

0.081 

0.171 

209.73 

Over Exploited 

Uransi 

0823000202725000 

0.08 

0.12 

24.58 

0.15 

0.01 

0.16 

0.04 

0.57 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.190 

0.010 

0.181 

0.273 

151.13 

Over Exploited 



0.08 

0.00 

2,126.44 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.006 

1,308.70 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Vijaigarh 

082300010270320C 

7.823 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.435 

2.73 

0.015 

0.01 

0.00 

0.00 

0.00 

0.07 

-0.04 

-0.04 

0.04 

0.001 

0.03 

0.04 

08006054 

Abwar 

0823000102706600 

4.644 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.644 

2.12 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.19 

0.13 

0.19 

0.013 

0.45 

0.66 


Achala Ji Ka Khera 

0824001102930100 

4.536 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.536 

4.55 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.43 

0.31 

0.07 

0.013 

0.47 

0.67 


Adimalji Ka Khera 

0824001002925900 

9.349 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.349 

3.85 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.76 

0.51 

0.10 

0.030 

0.45 

0.66 


Ajeetpura 

0824001102939700 

1.152 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.015 

5.63 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.10 

0.03 

0.003 

0.48 

0.62 


Akheramji Ka Khera 

0824001002924600 

2.753 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.332 

3.04 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.12 

0.05 

0.008 

0.43 

0.56 


Amargarh 

0824001002922000 

5.805 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.943 

2.82 

0.020 

0.17 

0.03 

0.00 

0.00 

0.01 

0.36 

0.31 

0.68 

0.013 

0.38 

0.43 


Amarpura 

0824001202944000 

2.231 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.856 

5.35 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.08 

0.002 

0.18 

0.26 



0823000102702600 

1.398 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.398 

2.99 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.03 

0.004 

0.45 

0.66 


Amli 

0824001102929700 

6.022 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.655 

4.97 

0.020 

0.09 

0.01 

0.00 

0.00 

0.02 

0.52 

0.42 

0.36 

0.013 

0.44 

0.55 


Babaji Ka Khera 

0824001002917200 

1.598 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.598 

3.27 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.12 

0.05 

0.005 

0.63 

0.63 


Bag Ki Jhoonpariya 

0824001002923600 

1.272 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.272 

3.86 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.11 

0.10 

0.09 

0.004 

0.54 

0.64 


Bahadur Pura 

0823000102707800 

1.715 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.065 

1.84 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.02 


Bakhatpura 

0824001102929400 

2.755 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.751 

4.09 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.25 

0.19 

0.12 

0.008 

0.52 

0.68 


Bakhera 

0824001002918700 

0.601 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.600 

3.79 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.13 

0.002 

0.62 

0.63 


Balapura 

0824001002904000 

2.101 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.101 

3.39 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.17 

0.12 

0.11 

0.007 

0.46 

0.65 


Bandha Ka Khera 

0823000102702500 

2.121 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.121 

3.13 

0.015 

0.05 

0.01 

0.00 

0.00 

0.01 

0.13 

0.09 

0.20 

0.006 

0.45 

0.66 


Bandi Ka Khera 

0823000102706200 

8.463 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.452 

1.82 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.20 

0.00 

0.024 

0.53 

0.64 


Banka 

0824001202944400 

7.267 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.446 

6.85 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.01 

0.001 

0.04 

0.05 


Bankra 

0824001002923500 

5.605 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.605 

3.62 

0.020 

0.11 

0.02 

0.00 

0.00 

0.01 

0.48 

0.37 

0.43 

0.018 

0.49 

0.65 


Baroda 

0824001002917800 

8.726 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.726 

3.23 

0.020 

0.12 

0.02 

0.00 

0.00 

0.06 

0.61 

0.54 

0.46 

0.028 

0.57 

0.64 


Barodiya 

0824001202944200 

2.468 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.434 

5.79 

0.020 

0.04 

0.01 

0.00 

0.00 

0.01 

0.19 

0.14 

0.15 

0.004 

0.29 

0.40 







Non-command 

Bhander Sandstone 

0.384 

5.79 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.02 

0.001 

0.08 

0.11 


Basoli 

0823000102706400 

23.750 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

20.574 

1.63 

0.015 

0.17 

0.02 

0.00 

0.00 

0.00 

0.65 

0.48 

0.59 

0.058 

0.41 

0.56 







Non-command 

Bhander Sandstone 

1.737 

1.63 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.05 

0.005 

0.03 

0.05 


Beekran 

0824001102931100 

16.046 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

15.225 

5.28 

0.020 

0.10 

0.01 

0.00 

0.00 

0.02 

1.68 

1.22 

0.33 

0.042 

0.47 

0.65 


Beeramata 

0824001002913300 

2.893 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.893 

2.60 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.18 

0.19 

0.09 

0.009 

0.65 

0.62 


Bei 

0824001002919600 

4.474 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.431 

3.91 

0.020 

0.12 

0.02 

0.00 

0.00 

0.00 

0.45 

0.43 

0.47 

0.014 

0.60 

0.62 


Bhagunagar 

0824001002921600 

3.581 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.209 

2.36 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.03 

0.04 


Bhan Ka Gurha 

0824001002907800 

6.719 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.268 

2.89 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.02 

0.03 


Bharji Ka Khera 

0824001102930200 

1.311 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.311 

4.25 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.04 

0.004 

0.45 

0.66 


Bhat Kheri 

0824001102940100 

4.940 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.940 

5.12 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.53 

0.37 

0.11 

0.014 

0.46 

0.67 


Bhawanipura 

0823000102702200 

1.519 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.519 

3.37 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.09 

0.004 

0.45 

0.66 


Bheem Ka Khera 

0824001002917500 

2.090 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.090 

3.10 

0.020 

0.03 

0.00 

0.00 

0.00 

0.02 

0.14 

0.14 

0.11 

0.007 

0.61 

0.63 


Bheempura 

0824001002923200 

1.088 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.088 

3.89 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.10 

0.17 

0.004 

0.55 

0.64 


Bhojgarh 

0824001002922600 

0.854 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.180 

3.49 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.12 

0.13 



0823000102706500 

8.663 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.498 

1.74 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.14 

0.10 

0.24 

0.010 

0.18 

0.27 







Non-command 

Bhander Sandstone 

3.704 

1.74 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.19 

0.13 

0.25 

0.010 

0.19 

0.28 


Bhootpuriya 

0823000102702400 

1.582 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.582 

3.26 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.09 

0.004 

0.45 

0.66 


Bhopalgarh 

0824001102941200 

2.952 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.248 

5.09 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.05 

0.06 







Non-command 

Bhander Sandstone 

0.199 

5.09 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.04 

0.05 


Bhopalpura 

0824001002919400 

1.363 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.363 

3.73 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.15 

0.12 

0.22 

0.004 

0.53 

0.64 


Bijetha 

0824001002908000 

6.020 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.665 

2.57 

0.020 

0.04 

0.01 

0.00 

0.00 

0.02 

0.15 

0.15 

0.14 

0.009 

0.28 

0.28 


Biletha 

0824001002913400 

8.139 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.139 

2.54 

0.020 

0.17 

0.02 

0.00 

0.00 

0.04 

0.52 

0.54 

0.64 

0.026 

0.64 

0.62 


Bishanpura 

0823000102701400 

1.249 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.244 

2.95 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.11 

0.11 

0.27 

0.004 

0.60 

0.63 


Borkhera 

0823000102705800 

4.606 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.270 

2.31 

0.015 

0.02 

0.00 

0.00 

0.00 

0.12 

-0.06 

-0.05 

0.06 

0.004 

0.16 

0.18 


Brij Ki Doongri 

0824001002918800 

1.611 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.611 

3.67 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.15 

0.13 

0.17 

0.005 

0.56 

0.64 


Chak Chhambar 

0824001002924100 

1.339 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.339 

3.06 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.03 

0.004 

0.52 

0.64 


Chand Kheri 

0824001002913900 

1.249 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.249 

2.98 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.08 

0.004 

0.62 

0.63 


Chawandiya 

0824001102929600 

1.905 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.496 

4.35 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.13 

0.10 

0.004 

0.46 

0.55 


Chhachhiya Badola 

0824001002922800 

0.377 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.377 

3.89 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.12 

0.001 

0.56 

0.64 


Dalpura 

0824001002924900 

5.267 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.267 

3.34 

0.020 

0.04 

0.00 

0.00 

0.00 

0.05 

0.34 

0.27 

0.13 

0.017 

0.50 

0.65 


Dalsingh Ji Ka Khera 

0824001102940300 

1.060 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.060 

4.93 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.14 

0.10 

0.19 

0.003 

0.45 

0.66 


Danji Ka Khera 

0824001102931600 

4.422 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.292 

5.63 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.12 

0.04 

0.004 

0.16 

0.21 


Datoonda 

0823000102707600 

22.846 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.704 

1.43 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.14 

0.12 

0.016 

0.14 

0.16 







Non-command 

Bhander Sandstone 

0.738 

1.43 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.002 

0.02 

0.02 


Deo Nagar 

0824001002917900 

1.351 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.351 

3.19 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.10 

0.16 

0.004 

0.54 

0.64 


Deogarh 

0824001102931500 

3.241 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.241 

5.25 

0.020 

0.02 

0.00 

0.00 

0.00 

0.05 

0.31 

0.23 

0.07 

0.009 

0.50 

0.68 


Deoli Ki Noon 

0824001102931000 

3.631 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.631 

4.87 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.38 

0.26 

0.11 

0.010 

0.45 

0.66 


Deopura 

0824001102930800 

1.919 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.919 

3.91 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.11 

0.09 

0.005 

0.44 

0.66 


Deopuriya 

0824001102929100 

0.777 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.706 

4.33 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.07 

0.06 

0.07 

0.002 

0.51 

0.63 


Devi Singhji Ka Khera 

0824001002919000 

1.830 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.830 

3.36 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.15 

0.11 

0.15 

0.006 

0.47 

0.65 


Dhamniya 

0824001102927800 

9.347 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.762 

4.92 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.13 

0.002 

0.05 

0.06 


Dhanwara 

0824001102940600 

8.627 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.913 

5.51 

0.020 

0.18 

0.03 

0.00 

0.00 

0.00 

1.02 

0.76 

0.68 

0.022 

0.48 

0.64 







Non-command 

Bhander Sandstone 

0.714 

5.51 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.04 

0.002 

0.04 

0.06 


Dheganya 

0823000102706100 

6.356 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.356 

1.89 

0.015 

0.02 

0.00 

0.00 

0.00 

0.05 

0.15 

0.14 

0.06 

0.018 

0.56 

0.64 


Dhor 

0824001002917300 

1.662 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.662 

3.15 

0.020 

0.12 

0.02 

0.00 

0.00 

0.00 

0.20 

0.21 

0.45 

0.005 

0.64 

0.62 


Dhorela 

0824001102941100 

4.100 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.186 

5.19 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.26 

0.21 

0.17 

0.006 

0.33 

0.40 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Vijaigarh 

0823000102703200 

0.06 

0.00 

(4,287.21) 

0.00 

0.07 

0.07 

0.00 

0.03 

- 

- 

- 

- 

0.100 

0.100 

0.100 

0.168 

0.008 

0.159 

0.039 

24.62 

Safe 

Abwar 

0823000102706600 

0.06 

0.13 

2.71 

0.13 

0.01 

0.14 

0.06 

0.51 

0.02 

0.0400 

- 

- 

- 

0.040 

0.056 

0.194 

0.010 

0.185 

0.205 

111.16 

Over Exploited 

Achala Ji Ka Khera 

0824001102930100 

0.08 

0.16 

86.08 

0.20 

0.00 

0.20 

0.06 

0.53 

0.02 

0.0100 

- 

- 

0.002 

0.012 

0.031 

0.230 

0.011 

0.218 

0.085 

38.72 

Safe 

Adimalji Ka Khera 

0824001002925900 

0.04 

0.18 

185.10 

0.22 

0.00 

0.22 

0.06 

0.50 

0.02 

0.0100 

- 

- 

0.006 

0.016 

0.038 

0.259 

0.013 

0.246 

0.132 

53.88 

Safe 

Ajeetpura 

0824001102939700 

0.08 

0.04 

157.99 

0.04 

0.00 

0.04 

0.05 

0.53 

- 

0.0100 

- 

- 

0.000 

0.011 

0.011 

0.055 

0.003 

0.053 

0.032 

60.48 

Safe 

Akheramji Ka Khera 

0824001002924600 

0.04 

0.04 

170.26 

0.05 

- 

0.05 

0.05 

0.47 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.062 

0.003 

0.058 

0.056 

95.10 

Critical 

Amargarh 

0824001002922000 

0.04 

0.06 

387.96 

0.08 

0.04 

0.11 

0.04 

0.41 

- 

0.0800 

- 

- 

0.009 

0.090 

0.090 

0.202 

0.010 

0.192 

0.691 

359.19 

Over Exploited 

Amarpura 

0824001202944000 

0.08 

0.01 

562.68 

0.01 

- 

0.01 

0.02 

0.20 

0.00 

0.0200 

- 

- 

- 

0.020 

0.021 

0.036 

0.002 

0.034 

0.084 

249.93 

Over Exploited 


0823000102702600 

0.06 

0.04 

31.22 

0.05 

0.00 

0.05 

0.06 

0.51 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.015 

0.062 

0.003 

0.058 

0.033 

56.35 

Safe 

Amli 

0824001102929700 

0.08 

0.16 

167.19 

0.19 

0.03 

0.22 

0.04 

0.48 

- 

0.0400 

- 

- 

0.034 

0.074 

0.074 

0.297 

0.015 

0.283 

0.371 

131.26 

Over Exploited 

Babaji Ka Khera 

0824001002917200 

0.04 

0.04 

165.75 

0.05 

- 

0.05 

0.05 

0.69 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.062 

0.003 

0.059 

0.055 

93.12 

Critical 

Bag Ki Jhoonpariya 

0824001002923600 

0.04 

0.03 

222.51 

0.04 

0.01 

0.04 

0.05 

0.60 

- 

0.0200 

- 

- 

0.008 

0.028 

0.028 

0.069 

0.003 

0.066 

0.094 

143.30 

Over Exploited 

Bahadur Pura 

0823000102707800 

0.06 

0.00 

(324.90) 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.005 

0.000 

0.005 

0.005 

108.21 

Over Exploited 

Bakhatpura 

0824001102929400 

0.08 

0.11 

77.99 

0.13 

0.00 

0.13 

0.05 

0.57 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.141 

0.007 

0.134 

0.130 

96.67 

Critical 

Bakhera 

0824001002918700 

0.04 

0.02 

365.47 

0.02 

- 

0.02 

0.05 

0.67 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.039 

0.002 

0.037 

0.130 

349.35 

Over Exploited 

Balapura 

0824001002904000 

0.04 

0.04 

188.66 

0.05 

0.00 

0.05 

0.06 

0.52 

0.01 

0.0200 

- 

- 

0.002 

0.022 

0.027 

0.079 

0.004 

0.075 

0.115 

152.52 

Over Exploited 

Bandha Ka Khera 

0823000102702500 

0.06 

0.06 

49.85 

0.07 

0.02 

0.09 

0.06 

0.50 

0.01 

0.0400 

- 

- 

0.022 

0.062 

0.069 

0.162 

0.008 

0.154 

0.208 

135.25 

Over Exploited 

Bandi Ka Khera 

0823000102706200 

0.06 

0.27 

(25.79) 

0.22 

- 

0.22 

0.05 

0.58 

- 

- 

- 

- 

- 

- 

- 

0.216 

0.011 

0.205 

0.024 

11.61 

Safe 

Banka 

0824001202944400 

0.08 

0.00 

3,567.85 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.006 

387.75 

Over Exploited 

Bankra 

0824001002923500 

0.04 

0.12 

208.78 

0.14 

0.03 

0.18 

0.06 

0.55 

0.01 

0.0800 

- 

- 

0.018 

0.098 

0.111 

0.286 

0.014 

0.272 

0.444 

163.43 

Over Exploited 

Baroda 

0824001002917800 

0.04 

0.21 

########## 

0.26 

0.08 

0.34 

0.05 

0.62 

- 

0.0900 

- 

- 

0.087 

0.177 

0.177 

0.512 

0.026 

0.487 

0.488 

100.32 

Over Exploited 

Barodiya 

0824001202944200 

0.08 

0.03 

327.60 

0.04 

0.02 

0.06 

0.03 

0.32 

0.00 

0.0300 

- 

- 

0.014 

0.044 

0.047 

0.104 

0.005 

0.099 

0.158 

159.19 

Over Exploited 



0.08 

0.00 

1,561.85 

0.00 

- 

0.00 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.025 

841.50 

Over Exploited 

Basoli 

0823000102706400 

0.06 

0.51 

(106.24) 

0.48 

0.02 

0.50 

0.05 

0.46 

0.06 

0.1100 

- 

- 

- 

0.110 

0.168 

0.665 

0.033 

0.631 

0.645 

102.16 

Over Exploited 



0.10 

0.01 

704.97 

0.01 

- 

0.01 

0.00 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.018 

0.001 

0.017 

0.055 

322.18 

Over Exploited 

Beekran 

0824001102931100 

0.08 

0.55 

122.27 

0.66 

0.03 

0.69 

0.05 

0.52 

0.06 

0.0600 

- 

- 

0.028 

0.088 

0.150 

0.836 

0.042 

0.794 

0.373 

46.96 

Safe 

Beeramata 

0824001002913300 

0.04 

0.08 

130.45 

0.10 

0.00 

0.10 

0.06 

0.70 

- 

0.0200 

- 

- 

0.001 

0.022 

0.022 

0.119 

0.006 

0.113 

0.099 

87.86 

Semi Critical 

Bei 

0824001002919600 

0.04 

0.11 

275.24 

0.14 

0.02 

0.16 

0.05 

0.65 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.248 

0.012 

0.235 

0.488 

207.62 

Over Exploited 

Bhagunagar 

0824001002921600 

0.04 

0.00 

2,842.55 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.019 

5,541.76 

Over Exploited 

Bhan Ka Gurha 

0824001002907800 

0.04 

0.00 

5,223.14 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.013 

4,005.99 

Over Exploited 

Bharji Ka Khera 

0824001102930200 

0.08 

0.05 

83.64 

0.05 

- 

0.05 

0.06 

0.51 

0.01 

- 

- 

- 

- 

- 

0.006 

0.060 

0.003 

0.057 

0.040 

69.83 

Safe 

Bhat Kheri 

0824001102940100 

0.08 

0.17 

111.38 

0.21 

0.00 

0.21 

0.06 

0.52 

0.02 

0.0200 

- 

- 

0.006 

0.026 

0.047 

0.260 

0.013 

0.247 

0.125 

50.51 

Safe 

Bhawanipura 

0823000102702200 

0.06 

0.04 

54.98 

0.05 

0.00 

0.05 

0.06 

0.50 

0.01 

0.0100 

- 

- 

0.006 

0.016 

0.021 

0.074 

0.004 

0.070 

0.094 

133.94 

Over Exploited 

Bheem Ka Khera 

0824001002917500 

0.04 

0.06 

147.25 

0.07 

0.02 

0.09 

0.05 

0.67 

- 

0.0200 

- 

- 

0.029 

0.049 

0.049 

0.135 

0.007 

0.128 

0.121 

94.07 

Critical 

Bheempura 

0824001002923200 

0.04 

0.03 

280.39 

0.03 

0.01 

0.04 

0.05 

0.61 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.074 

0.004 

0.070 

0.178 

252.81 

Over Exploited 

Bhojgarh 

0824001002922600 

0.04 

0.00 

1,123.78 

0.00 

- 

0.00 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.007 

619.84 

Over Exploited 


0823000102706500 

0.06 

0.04 

140,073.84 

0.05 

0.01 

0.06 

0.02 

0.20 

0.00 

0.0500 

- 

- 

- 

0.050 

0.055 

0.110 

0.006 

0.105 

0.250 

238.79 

Over Exploited 



0.10 

0.07 

81.43 

0.09 

0.01 

0.10 

0.02 

0.22 

0.01 

0.0500 

- 

- 

- 

0.050 

0.059 

0.154 

0.008 

0.147 

0.264 

180.17 

Over Exploited 

Bhootpuriya 

0823000102702400 

0.06 

0.04 

56.21 

0.05 

0.00 

0.05 

0.06 

0.50 

0.01 

0.0200 

- 

- 

0.000 

0.020 

0.026 

0.076 

0.004 

0.072 

0.090 

124.78 

Over Exploited 

Bhopalgarh 

0824001102941200 

0.08 

0.00 

1,959.07 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

58.60 

Safe 



0.08 

0.00 

2,362.45 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Bhopalpura 

0824001002919400 

0.04 

0.03 

301.67 

0.04 

0.01 

0.05 

0.05 

0.58 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.087 

0.004 

0.083 

0.219 

264.98 

Over Exploited 

Bijetha 

0824001002908000 

0.04 

0.03 

358.27 

0.04 

0.03 

0.07 

0.02 

0.30 

- 

0.0200 

- 

- 

0.032 

0.052 

0.052 

0.122 

0.006 

0.116 

0.147 

126.19 

Over Exploited 

Biletha 

0824001002913400 

0.04 

0.23 

138.82 

0.27 

0.06 

0.33 

0.06 

0.70 

- 

0.1200 

- 

- 

0.059 

0.179 

0.179 

0.509 

0.025 

0.484 

0.670 

138.60 

Over Exploited 

Bishanpura 

0823000102701400 

0.06 

0.04 

140.70 

0.05 

0.01 

0.07 

0.05 

0.65 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.098 

0.005 

0.093 

0.273 

292.29 

Over Exploited 

Borkhera 

0823000102705800 

0.06 

0.01 

(532.18) 

0.01 

0.12 

0.13 

0.01 

0.17 

- 

0.0100 

- 

- 

0.184 

0.194 

0.194 

0.327 

0.016 

0.311 

0.067 

21.44 

Safe 

Brij Ki Doongri 

0824001002918800 

0.04 

0.04 

235.06 

0.05 

0.01 

0.06 

0.05 

0.62 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.087 

0.004 

0.082 

0.172 

208.92 

Over Exploited 

Chak Chhambar 

0824001002924100 

0.04 

0.03 

147.65 

0.04 

- 

0.04 

0.05 

0.58 

- 

- 

- 

- 

- 

- 

- 

0.036 

0.002 

0.034 

0.034 

99.61 

Critical 

Chand Kheri 

0824001002913900 

0.04 

0.03 

176.78 

0.04 

0.00 

0.04 

0.05 

0.67 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.063 

0.003 

0.060 

0.087 

145.45 

Over Exploited 

Chawandiya 

0824001102929600 

0.08 

0.05 

152.91 

0.06 

- 

0.06 

0.04 

0.50 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.073 

0.004 

0.070 

0.105 

151.17 

Over Exploited 

Chhachhiya Badola 

0824001002922800 

0.04 

0.01 

473.64 

0.01 

- 

0.01 

0.05 

0.61 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.031 

0.002 

0.029 

0.121 

413.54 

Over Exploited 

Dalpura 

0824001002924900 

0.04 

0.11 

133.39 

0.14 

0.05 

0.19 

0.05 

0.56 

- 

0.0100 

- 

- 

0.072 

0.083 

0.083 

0.268 

0.013 

0.254 

0.149 

58.66 

Safe 

Dalsingh Ji Ka Khera 

0824001102940300 

0.08 

0.04 

165.69 

0.04 

0.01 

0.06 

0.06 

0.50 

0.00 

0.0400 

- 

- 

0.004 

0.044 

0.048 

0.104 

0.005 

0.099 

0.190 

192.07 

Over Exploited 

Danji Ka Khera 

0824001102931600 

0.08 

0.02 

660.16 

0.02 

- 

0.02 

0.02 

0.18 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.029 

0.001 

0.028 

0.047 

166.17 

Over Exploited 

Datoonda 

0823000102707600 

0.06 

0.05 

51,237.83 

0.05 

- 

0.05 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.064 

0.003 

0.061 

0.136 

222.78 

Over Exploited 



0.10 

0.00 

1,312.19 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.016 

1,048.49 

Over Exploited 

Deo Nagar 

0824001002917900 

0.04 

0.03 

210.70 

0.04 

0.01 

0.05 

0.05 

0.59 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.078 

0.004 

0.074 

0.165 

224.62 

Over Exploited 

Deogarh 

0824001102931500 

0.08 

0.12 

83.76 

0.15 

0.05 

0.20 

0.06 

0.56 

- 

0.0100 

- 

- 

0.074 

0.084 

0.084 

0.282 

0.014 

0.268 

0.081 

30.19 

Safe 

Deoli Ki Noon 

0824001102931000 

0.08 

0.12 

109.26 

0.15 

- 

0.15 

0.06 

0.51 

0.02 

0.0200 

- 

- 

- 

0.020 

0.036 

0.185 

0.009 

0.176 

0.118 

67.02 

Safe 

Deopura 

0824001102930800 

0.08 

0.06 

75.81 

0.08 

0.00 

0.08 

0.06 

0.50 

0.01 

0.0200 

- 

- 

0.001 

0.021 

0.029 

0.107 

0.005 

0.102 

0.091 

89.87 

Semi Critical 

Deopuriya 

0824001102929100 

0.08 

0.03 

107.98 

0.03 

0.01 

0.04 

0.05 

0.55 

- 

0.0100 

- 

- 

0.015 

0.025 

0.025 

0.068 

0.003 

0.065 

0.074 

114.20 

Over Exploited 

Devi Singhji Ka Khera 

0824001002919000 

0.04 

0.04 

197.47 

0.04 

0.01 

0.05 

0.06 

0.53 

0.00 

0.0300 

- 

- 

- 

0.030 

0.034 

0.089 

0.004 

0.085 

0.157 

185.40 

Over Exploited 

Dhamniya 

0824001102927800 

0.08 

0.00 

2,940.03 

0.00 

0.00 

0.00 

0.00 

0.06 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.014 

0.001 

0.013 

0.134 

1,013.86 

Over Exploited 

Dhanwara 

0824001102940600 

0.08 

0.29 

163.31 

0.35 

0.03 

0.38 

0.06 

0.53 

0.03 

0.1300 

- 

- 

0.003 

0.133 

0.167 

0.545 

0.027 

0.518 

0.706 

136.30 

Over Exploited 



0.08 

0.00 

2,590.15 

0.00 

- 

0.00 

0.00 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.013 

0.044 

349.89 

Over Exploited 

Dheganya 

0823000102706100 

0.06 

0.22 

(37.04) 

0.17 

0.05 

0.22 

0.05 

0.61 

- 

0.0100 

- 

- 

0.071 

0.081 

0.081 

0.300 

0.015 

0.285 

0.080 

28.03 

Safe 

Dhor 

0824001002917300 

0.04 

0.05 

355.60 

0.05 

0.02 

0.08 

0.06 

0.69 

- 

0.0900 

- 

- 

0.001 

0.091 

0.091 

0.167 

0.008 

0.159 

0.459 

289.62 

Over Exploited 

Dhorela 

0824001102941100 

0.08 

0.06 

280.10 

0.07 

0.01 

0.08 

0.03 

0.36 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.108 

0.005 

0.103 

0.176 

171.54 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Dudaji Ka Khera 

0824001102931300 

0.918 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.918 

5.36 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.04 

0.003 

0.51 

0.69 


Ekalmeri 

0824001002925600 

4.819 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.819 

3.91 

0.020 

0.01 

0.00 

0.00 

0.00 

0.05 

0.34 

0.25 

0.01 

0.016 

0.49 

0.67 


Fatehgarh 

0823000102701500 

3.021 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.021 

2.95 

0.015 

0.07 

0.01 

0.00 

0.00 

0.01 

0.19 

0.18 

0.26 

0.009 

0.62 

0.63 


Galiya 

0824001002925200 

1.321 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.321 

3.54 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.04 

0.004 

0.45 

0.66 


Godpuriya 

0824001002924300 

1.768 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.768 

2.71 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.10 

0.09 

0.006 

0.54 

0.64 


Goga Ka Khera 

0824001002914200 

2.980 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.908 

3.06 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.20 

0.20 

0.08 

0.009 

0.63 

0.61 


Gokulpura 

0823000102701200 

5.270 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.053 

3.07 

0.015 

0.00 

0.00 

0.00 

0.00 

0.05 

-0.05 

-0.04 

0.01 

0.000 

0.01 

0.01 


Gopalpura 

0823000102706800 

2.576 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.576 

2.94 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.12 

0.08 

0.08 

0.007 

0.45 

0.66 


Gordhanpura 

0823000102701300 

4.920 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.251 

2.96 

0.015 

0.01 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.05 

0.004 

0.15 

0.16 


Gudha 

0824001102930700 

1.831 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.831 

3.80 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.11 

0.07 

0.005 

0.44 

0.66 


Gurha 

0823000102705900 

5.502 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.610 

1.97 

0.015 

0.05 

0.01 

0.00 

0.00 

0.28 

-0.13 

-0.12 

0.18 

0.010 

0.39 

0.42 


Gurha Nathawatan 

0823000502756300 

28.273 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.327 

0.57 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Gurjanya 

0823000102702700 

3.472 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.472 

2.68 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.15 

0.10 

0.08 

0.010 

0.46 

0.65 


Hameeriya 

0824001102940800 

4.400 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.562 

4.77 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.14 

0.07 

0.004 

0.23 

0.27 







Non-command 

Bhander Sandstone 

1.245 

4.77 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.11 

0.04 

0.003 

0.18 

0.22 


Harjaspura 

0824001102929200 

1.742 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.107 

3.70 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.000 

0.03 

0.04 


Harsalon Ki Jhonpariya 

0824001002923300 

2.025 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.025 

3.78 

0.020 

0.01 

0.00 

0.00 

0.00 

0.09 

0.08 

0.06 

0.04 

0.007 

0.52 

0.64 


Hindusinghji Ki Garhi 

0824001102929000 

0.701 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.701 

3.62 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.00 

0.002 

0.49 

0.67 


Jagmohanpura 

0824001002921900 

1.556 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.522 

2.55 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.09 

0.08 

0.10 

0.005 

0.54 

0.62 


Jahazpuriya 

0823000102706000 

7.882 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.882 

2.23 

0.015 

0.03 

0.00 

0.00 

0.00 

0.42 

-0.13 

-0.12 

0.10 

0.022 

0.58 

0.64 


Jaigarh 

0824001002923000 

0.645 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.601 

3.98 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.02 

0.002 

0.55 

0.59 


Jakholi Kalan 

0823000102707300 

8.633 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.633 

3.19 

0.015 

0.04 

0.00 

0.00 

0.00 

0.06 

0.39 

0.26 

0.13 

0.024 

0.44 

0.66 


Jakholi Khurd 

0823000102707000 

2.387 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.387 

3.17 

0.015 

0.04 

0.01 

0.00 

0.00 

0.03 

0.11 

0.08 

0.14 

0.007 

0.44 

0.66 


Jalam Ki Jhonpariyan 

0824001102940000 

9.381 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.612 

5.63 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.30 

0.24 

0.04 

0.007 

0.16 

0.20 


Jalindri 

0824001202944300 

13.044 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.635 

4.86 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.37 

0.27 

0.08 

0.010 

0.14 

0.19 







Non-command 

Bhander Sandstone 

0.835 

4.86 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.01 

0.002 

0.03 

0.04 


Jasuji Ka Khera 

0824001102929800 

4.758 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.660 

4.78 

0.020 

0.12 

0.02 

0.00 

0.00 

0.00 

0.54 

0.41 

0.45 

0.013 

0.51 

0.67 


Jawanpura 

0824001002921800 

2.724 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.687 

2.78 

0.020 

0.03 

0.00 

0.00 

0.00 

0.02 

0.16 

0.13 

0.09 

0.009 

0.53 

0.65 


Jetpura 

0823000102702300 

2.309 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.309 

3.41 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.10 

0.007 

0.44 

0.66 


Jhanjhola 

0824001102930300 

9.103 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.103 

4.63 

0.020 

0.17 

0.02 

0.00 

0.00 

0.00 

0.99 

0.68 

0.63 

0.025 

0.46 

0.66 


Jheekali 

0824001002914100 

1.477 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.477 

2.93 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.14 

0.15 

0.27 

0.005 

0.64 

0.62 


Jhojhar 

0824001002919200 

1.781 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.781 

3.52 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.19 

0.14 

0.29 

0.006 

0.48 

0.65 


Jora Ji Ka Khera 

0824001002925700 

3.318 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.318 

3.93 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.28 

0.20 

0.08 

0.011 

0.46 

0.66 


Jujarpur 

0824001102941000 

1.867 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.458 

5.39 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.03 

0.001 

0.15 

0.18 


Kabri 

0824001002918000 

1.176 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.176 

3.40 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.13 

0.004 

0.60 

0.63 



0824001002923900 

3.959 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.959 

3.47 

0.020 

0.06 

0.01 

0.00 

0.00 

0.03 

0.29 

0.25 

0.22 

0.013 

0.54 

0.64 


Kankariya Khera 

0824001002922500 

1.524 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.523 

3.73 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.13 

0.11 

0.09 

0.005 

0.56 

0.63 


Kansya 

0824001002923400 

0.534 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.534 

3.55 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.08 

0.002 

0.48 

0.65 


Karar Kheri 

0824001102930600 

2.346 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.346 

3.53 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.20 

0.13 

0.11 

0.006 

0.45 

0.66 


Keeratpura 

0824001102928900 

0.217 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.217 

3.19 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.48 

0.66 


Keriya 

0824001102929300 

1.471 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.223 

4.17 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.10 

0.08 

0.05 

0.003 

0.45 

0.57 


Kesuvilas 

0824001202945600 

6.011 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.091 

6.10 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Kham Ka Khera 

0824001102939900 

0.848 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.188 

5.53 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.12 

0.16 


Khaneriya 

0824001002914000 

1.182 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.182 

3.01 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.06 

0.004 

0.63 

0.63 


Kheenya 

0823000102707400 

20.087 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

14.263 

2.89 

0.015 

0.15 

0.02 

0.00 

0.00 

0.00 

0.75 

0.51 

0.56 

0.040 

0.32 

0.47 







Non-command 

Bhander Sandstone 

2.473 

2.89 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.17 

0.12 

0.09 

0.007 

0.06 

0.08 


Khejara 

0823000102702800 

1.353 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.353 

2.40 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.13 

0.004 

0.46 

0.65 


Khema Ka Khera 

0824001002918600 

2.459 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.459 

3.79 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.18 

0.04 

0.008 

0.59 

0.63 


Kherkhata 

0823000102706700 

4.010 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.010 

2.63 

0.015 

0.09 

0.01 

0.00 

0.00 

0.00 

0.24 

0.16 

0.35 

0.011 

0.45 

0.66 


Kheroona 

0824001002925300 

6.502 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.502 

3.30 

0.020 

0.03 

0.00 

0.00 

0.00 

0.03 

0.43 

0.31 

0.08 

0.021 

0.47 

0.66 


Khohra Kalan 

0824001002913500 

3.229 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.169 

2.76 

0.020 

0.08 

0.01 

0.00 

0.00 

0.02 

0.22 

0.22 

0.31 

0.010 

0.61 

0.62 


Khohran Khurd 

0824001002907900 

1.473 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.357 

2.68 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.10 

0.004 

0.58 

0.58 


Kishangarh 

0824001002922900 

2.111 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.566 

3.95 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.13 

0.08 

0.005 

0.43 

0.47 


Kishanpura 

0824001002918300 

1.943 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.943 

3.50 

0.020 

0.04 

0.01 

0.00 

0.00 

0.01 

0.16 

0.15 

0.14 

0.006 

0.59 

0.63 


Lai Ka Khera 

0824001002918500 

1.741 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.741 

3.69 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.18 

0.17 

0.23 

0.006 

0.59 

0.63 


Laxmipura 

0824001002918400 

0.889 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.889 

3.59 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.11 

0.003 

0.57 

0.64 


Madhopura 

0824001202943800 

3.896 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.896 

4.27 

0.020 

0.05 

0.01 

0.00 

0.00 

0.02 

0.36 

0.24 

0.20 

0.011 

0.44 

0.66 


Madhu Puriya 

0824001102928700 

1.479 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.292 

3.49 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.09 

0.17 

0.004 

0.44 

0.58 


Mai Ka Khera 

0824001002919500 

0.873 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.873 

3.81 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.13 

0.11 

0.31 

0.003 

0.54 

0.64 



0824001102940700 

5.313 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.077 

5.84 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.12 

0.09 

0.003 

0.13 

0.15 







Non-command 

Bhander Sandstone 

3.346 

5.84 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.44 

0.37 

0.23 

0.009 

0.40 

0.48 


Mala Ka Khera 

0824001102930000 

1.414 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.414 

4.98 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.11 

0.06 

0.004 

0.49 

0.68 


Mangtala 

0824001102930900 

16.118 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

16.118 

4.10 

0.020 

0.25 

0.03 

0.00 

0.00 

0.00 

1.54 

1.04 

0.93 

0.044 

0.44 

0.66 


Marari 

0823000102702900 

8.925 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.925 

2.46 

0.015 

0.05 

0.01 

0.00 

0.00 

0.09 

0.28 

0.22 

0.17 

0.025 

0.52 

0.64 


Mardiya 

0823000102706900 

2.528 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.528 

2.90 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.15 

0.10 

0.18 

0.007 

0.44 

0.66 


Mediyan 

0824001002913600 

3.240 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.240 

2.81 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.26 

0.26 

0.34 

0.011 

0.63 

0.63 


Meghpura 

0824001102940200 

1.409 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.409 

5.07 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.16 

0.11 

0.07 

0.004 

0.45 

0.66 


Mewasa 

0824001002922400 

0.174 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.091 

3.25 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.000 

0.29 

0.33 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Dudaji Ka Khera 

0824001102931300 

0.08 

0.04 

122.23 

0.04 

0.00 

0.04 

0.06 

0.56 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.056 

0.003 

0.053 

0.046 

85.77 

Semi Critical 

Ekalmeri 

0824001002925600 

0.04 

0.10 

145.13 

0.12 

0.05 

0.17 

0.06 

0.54 

0.01 

- 

- 

- 

0.068 

0.068 

0.080 

0.247 

0.012 

0.234 

0.028 

11.80 

Safe 

Fatehgarh 

0823000102701500 

0.06 

0.11 

62.41 

0.13 

0.02 

0.15 

0.05 

0.67 

- 

0.0300 

- 

- 

0.012 

0.042 

0.042 

0.194 

0.010 

0.185 

0.273 

147.62 

Over Exploited 

Galiya 

0824001002925200 

0.04 

0.03 

174.23 

0.03 

0.00 

0.03 

0.06 

0.51 

0.00 

- 

- 

- 

0.001 

0.001 

0.004 

0.036 

0.002 

0.034 

0.046 

134.99 

Over Exploited 

Godpuriya 

0824001002924300 

0.04 

0.04 

135.69 

0.05 

0.00 

0.05 

0.05 

0.59 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.061 

0.003 

0.058 

0.096 

165.95 

Over Exploited 

Goga Ka Khera 

0824001002914200 

0.04 

0.08 

155.50 

0.09 

0.00 

0.10 

0.05 

0.68 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.112 

0.006 

0.106 

0.087 

82.46 

Semi Critical 

Gokulpura 

0823000102701200 

0.06 

0.00 

(230,057.20) 

0.00 

0.05 

0.05 

0.00 

0.01 

- 

- 

- 

- 

0.075 

0.075 

0.075 

0.125 

0.006 

0.119 

0.005 

4.34 

Safe 

Gopalpura 

0823000102706800 

0.06 

0.07 

23.25 

0.08 

0.01 

0.09 

0.06 

0.50 

0.01 

0.0100 

- 

- 

0.013 

0.023 

0.031 

0.122 

0.006 

0.116 

0.084 

72.47 

Semi Critical 

Gordhanpura 

0823000102701300 

0.06 

0.01 

169.76 

0.01 

0.03 

0.05 

0.01 

0.17 

- 

0.0100 

- 

- 

0.049 

0.059 

0.059 

0.106 

0.005 

0.101 

0.057 

56.21 

Safe 

Gudha 

0824001102930700 

0.08 

0.06 

73.23 

0.07 

- 

0.07 

0.06 

0.50 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.092 

0.005 

0.087 

0.077 

88.13 

Semi Critical 

Gurha 

0823000102705900 

0.06 

0.08 

(244.08) 

0.07 

0.29 

0.35 

0.03 

0.41 

- 

0.0200 

- 

- 

0.416 

0.436 

0.436 

0.790 

0.040 

0.751 

0.192 

25.59 

Safe 

Gurha Nathawatan 

0823000502756300 

0.06 

0.00 

3,159.69 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Gurjanya 

0823000102702700 

0.06 

0.10 

9.43 

0.10 

0.01 

0.11 

0.06 

0.51 

0.01 

0.0100 

- 

- 

0.015 

0.026 

0.037 

0.151 

0.008 

0.144 

0.087 

60.31 

Safe 

Hameeriya 

0824001102940800 

0.08 

0.03 

420.73 

0.03 

- 

0.03 

0.02 

0.25 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.043 

0.002 

0.041 

0.076 

188.12 

Over Exploited 



0.08 

0.02 

497.62 

0.02 

- 

0.02 

0.02 

0.20 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.032 

0.002 

0.030 

0.041 

137.56 

Over Exploited 

Harjaspura 

0824001102929200 

0.08 

0.00 

5,143.85 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.036 

11,840.73 

Over Exploited 

Harsalon Ki Jhonpariya 

0824001002923300 

0.04 

0.05 

34.48 

0.05 

0.09 

0.14 

0.05 

0.58 

- 

0.0100 

- 

- 

0.131 

0.141 

0.141 

0.284 

0.014 

0.270 

0.049 

18.02 

Safe 

Hindusinghji Ki Garhi 

0824001102929000 

0.08 

0.03 

41.27 

0.03 

- 

0.03 

0.06 

0.55 

0.00 

- 

- 

- 

- 

- 

0.003 

0.035 

0.002 

0.033 

0.002 

5.89 

Safe 

Jagmohanpura 

0824001002921900 

0.04 

0.04 

130.97 

0.04 

0.01 

0.06 

0.05 

0.59 

- 

0.0100 

- 

- 

0.019 

0.029 

0.029 

0.084 

0.004 

0.080 

0.101 

125.98 

Over Exploited 

Jahazpuriya 

0823000102706000 

0.06 

0.27 

(142.80) 

0.22 

0.42 

0.64 

0.04 

0.62 

- 

0.0100 

- 

- 

0.635 

0.645 

0.645 

1.288 

0.064 

1.224 

0.118 

9.66 

Safe 

Jaigarh 

0824001002923000 

0.04 

0.01 

280.90 

0.02 

- 

0.02 

0.05 

0.61 

- 

- 

- 

- 

- 

- 

- 

0.017 

0.001 

0.016 

0.020 

121.86 

Over Exploited 

Jakholi Kalan 

0823000102707300 

0.06 

0.23 

15.61 

0.26 

0.06 

0.32 

0.06 

0.50 

0.03 

0.0200 

- 

- 

0.091 

0.111 

0.140 

0.465 

0.023 

0.442 

0.149 

33.83 

Safe 

Jakholi Khurd 

0823000102707000 

0.06 

0.06 

19.67 

0.08 

0.04 

0.12 

0.06 

0.50 

0.01 

0.0300 

- 

- 

0.046 

0.076 

0.084 

0.201 

0.010 

0.191 

0.146 

76.33 

Semi Critical 

Jalam Ki Jhonpariyan 

0824001102940000 

0.08 

0.03 

653.43 

0.04 

- 

0.04 

0.02 

0.18 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.049 

0.002 

0.046 

0.050 

108.65 

Over Exploited 

Jalindri 

0824001202944300 

0.08 

0.04 

605.96 

0.05 

- 

0.05 

0.02 

0.15 

0.00 

0.0100 

- 

- 

- 

0.010 

0.015 

0.060 

0.003 

0.057 

0.089 

155.14 

Over Exploited 



0.08 

0.00 

2,681.43 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.012 

465.90 

Over Exploited 

Jasuji Ka Khera 

0824001102929800 

0.08 

0.18 

126.99 

0.22 

0.02 

0.24 

0.05 

0.56 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.291 

0.015 

0.277 

0.467 

168.81 

Over Exploited 

Jawanpura 

0824001002921800 

0.04 

0.06 

114.65 

0.07 

0.02 

0.09 

0.05 

0.58 

- 

0.0100 

- 

- 

0.029 

0.039 

0.039 

0.132 

0.007 

0.125 

0.103 

82.14 

Semi Critical 

Jetpura 

0823000102702300 

0.06 

0.06 

63.02 

0.07 

- 

0.07 

0.06 

0.50 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.092 

0.005 

0.087 

0.106 

121.37 

Over Exploited 

Jhanjhola 

0824001102930300 

0.08 

0.32 

114.71 

0.38 

0.02 

0.40 

0.06 

0.51 

0.04 

0.0700 

- 

- 

0.002 

0.072 

0.111 

0.515 

0.026 

0.489 

0.659 

134.71 

Over Exploited 

Jheekali 

0824001002914100 

0.04 

0.04 

259.81 

0.05 

0.01 

0.06 

0.05 

0.69 

- 

0.0500 

- 

- 

0.005 

0.055 

0.055 

0.117 

0.006 

0.111 

0.274 

245.88 

Over Exploited 

Jhojhar 

0824001002919200 

0.04 

0.04 

286.17 

0.04 

0.01 

0.06 

0.06 

0.53 

0.00 

0.0600 

- 

- 

0.003 

0.063 

0.067 

0.124 

0.006 

0.118 

0.300 

255.09 

Over Exploited 

Jora Ji Ka Khera 

0824001002925700 

0.04 

0.07 

196.48 

0.08 

- 

0.08 

0.06 

0.52 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.097 

0.005 

0.092 

0.091 

98.23 

Critical 

Jujarpur 

0824001102941000 

0.08 

0.01 

823.52 

0.01 

- 

0.01 

0.01 

0.16 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.015 

0.030 

195.57 

Over Exploited 

Kabri 

0824001002918000 

0.04 

0.03 

238.02 

0.04 

0.00 

0.04 

0.05 

0.66 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.062 

0.003 

0.059 

0.131 

222.60 

Over Exploited 


0824001002923900 

0.04 

0.09 

167.27 

0.11 

0.04 

0.16 

0.05 

0.60 

- 

0.0200 

- 

- 

0.052 

0.072 

0.072 

0.228 

0.011 

0.216 

0.231 

106.76 

Over Exploited 

Kankariya Khera 

0824001002922500 

0.04 

0.04 

208.34 

0.04 

0.01 

0.05 

0.05 

0.62 

- 

0.0200 

- 

- 

0.009 

0.029 

0.029 

0.079 

0.004 

0.075 

0.095 

127.09 

Over Exploited 

Kansya 

0824001002923400 

0.04 

0.01 

286.42 

0.01 

- 

0.01 

0.06 

0.54 

0.00 

0.0200 

- 

- 

- 

0.020 

0.021 

0.035 

0.002 

0.033 

0.086 

261.32 

Over Exploited 

Karar Kheri 

0824001102930600 

0.08 

0.08 

66.02 

0.10 

- 

0.10 

0.06 

0.50 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.116 

0.006 

0.111 

0.114 

103.59 

Over Exploited 

Keeratpura 

0824001102928900 

0.08 

0.01 

27.12 

0.01 

- 

0.01 

0.06 

0.54 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.010 

0.001 

5.99 

Safe 

Keriya 

0824001102929300 

0.08 

0.04 

82.60 

0.05 

0.01 

0.06 

0.04 

0.49 

- 

0.0100 

- 

- 

0.021 

0.031 

0.031 

0.096 

0.005 

0.091 

0.053 

58.53 

Safe 

Kesuvilas 

0824001202945600 

0.08 

0.00 

12,012.23 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

18.55 

Safe 

Kham Ka Khera 

0824001102939900 

0.08 

0.00 

812.09 

0.00 

- 

0.00 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.008 

371.35 

Over Exploited 

Khaneriya 

0824001002914000 

0.04 

0.03 

185.31 

0.04 

- 

0.04 

0.05 

0.68 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.048 

0.002 

0.046 

0.063 

136.66 

Over Exploited 

Kheenya 

0823000102707400 

0.06 

0.27 

86.74 

0.33 

0.02 

0.35 

0.04 

0.36 

0.03 

0.1000 

- 

- 

- 

0.100 

0.134 

0.482 

0.024 

0.458 

0.595 

130.09 

Over Exploited 



0.10 

0.01 

761.29 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.038 

0.002 

0.036 

0.098 

270.52 

Over Exploited 

Khejara 

0823000102702800 

0.06 

0.04 

48.32 

0.04 

- 

0.04 

0.06 

0.52 

0.00 

0.0200 

- 

- 

- 

0.020 

0.024 

0.069 

0.003 

0.066 

0.129 

195.64 

Over Exploited 

Khema Ka Khera 

0824001002918600 

0.04 

0.06 

188.37 

0.08 

0.00 

0.08 

0.05 

0.65 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.094 

0.005 

0.090 

0.052 

57.93 

Safe 

Kherkhata 

0823000102706700 

0.06 

0.11 

50.66 

0.13 

0.01 

0.14 

0.06 

0.50 

0.01 

0.0600 

- 

- 

0.001 

0.061 

0.074 

0.214 

0.011 

0.203 

0.357 

175.88 

Over Exploited 

Kheroona 

0824001002925300 

0.04 

0.13 

136.40 

0.16 

0.03 

0.18 

0.06 

0.53 

0.02 

0.0100 

- 

- 

0.038 

0.048 

0.064 

0.248 

0.012 

0.235 

0.105 

44.69 

Safe 

Khohra Kalan 

0824001002913500 

0.04 

0.08 

166.39 

0.10 

0.03 

0.13 

0.05 

0.67 

- 

0.0400 

- 

- 

0.031 

0.071 

0.071 

0.202 

0.010 

0.192 

0.322 

167.78 

Over Exploited 

Khohran Khurd 

0824001002907900 

0.04 

0.03 

190.87 

0.04 

0.00 

0.05 

0.05 

0.63 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.062 

0.003 

0.059 

0.102 

174.44 

Over Exploited 

Kishangarh 

0824001002922900 

0.04 

0.03 

355.27 

0.03 

- 

0.03 

0.04 

0.47 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.055 

0.003 

0.052 

0.089 

170.56 

Over Exploited 

Kishanpura 

0824001002918300 

0.04 

0.05 

201.64 

0.06 

0.02 

0.08 

0.05 

0.65 

- 

0.0300 

- 

- 

0.010 

0.040 

0.040 

0.116 

0.006 

0.110 

0.150 

136.37 

Over Exploited 

Lai Ka Khera 

0824001002918500 

0.04 

0.04 

276.61 

0.05 

0.01 

0.06 

0.05 

0.65 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.104 

0.005 

0.098 

0.234 

237.49 

Over Exploited 

Laxmipura 

0824001002918400 

0.04 

0.02 

285.27 

0.03 

- 

0.03 

0.05 

0.63 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.046 

0.002 

0.044 

0.117 

265.45 

Over Exploited 

Madhopura 

0824001202943800 

0.08 

0.13 

82.04 

0.16 

0.03 

0.18 

0.06 

0.50 

0.02 

0.0400 

- 

- 

0.025 

0.065 

0.081 

0.265 

0.013 

0.252 

0.213 

84.38 

Semi Critical 

Madhu Puriya 

0824001102928700 

0.08 

0.04 

104.08 

0.05 

0.01 

0.06 

0.05 

0.49 

- 

0.0200 

- 

- 

0.003 

0.024 

0.024 

0.088 

0.004 

0.084 

0.177 

211.27 

Over Exploited 

Mai Ka Khera 

0824001002919500 

0.04 

0.02 

451.23 

0.02 

0.01 

0.04 

0.05 

0.60 

- 

0.0600 

- 

- 

0.006 

0.066 

0.066 

0.104 

0.005 

0.099 

0.315 

318.27 

Over Exploited 


0824001102940700 

0.08 

0.01 

1,045.25 

0.01 

- 

0.01 

0.01 

0.14 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.033 

0.002 

0.031 

0.094 

301.34 

Over Exploited 



0.08 

0.11 

243.24 

0.13 

0.01 

0.14 

0.04 

0.45 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.179 

0.009 

0.171 

0.243 

142.64 

Over Exploited 

Mala Ka Khera 

0824001102930000 

0.08 

0.05 

113.67 

0.06 

0.00 

0.07 

0.06 

0.54 

0.01 

0.0100 

- 

- 

0.007 

0.017 

0.023 

0.091 

0.005 

0.086 

0.062 

71.77 

Semi Critical 

Mangtala 

0824001102930900 

0.08 

0.54 

90.33 

0.65 

0.03 

0.68 

0.06 

0.50 

0.07 

0.1700 

- 

- 

0.002 

0.172 

0.241 

0.926 

0.046 

0.879 

0.973 

110.71 

Over Exploited 

Marari 

0823000102702900 

0.06 

0.28 

(19.49) 

0.22 

0.10 

0.32 

0.05 

0.57 

- 

0.0200 

- 

- 

0.136 

0.156 

0.156 

0.480 

0.024 

0.456 

0.196 

43.00 

Safe 

Mardiya 

0823000102706900 

0.06 

0.07 

50.29 

0.08 

0.01 

0.09 

0.06 

0.50 

0.01 

0.0300 

- 

- 

0.001 

0.031 

0.039 

0.130 

0.006 

0.123 

0.185 

150.01 

Over Exploited 

Mediyan 

0824001002913600 

0.04 

0.09 

195.73 

0.11 

0.01 

0.12 

0.05 

0.68 

- 

0.0400 

- 

- 

0.005 

0.045 

0.045 

0.164 

0.008 

0.156 

0.353 

226.54 

Over Exploited 

Meghpura 

0824001102940200 

0.08 

0.05 

118.35 

0.06 

0.01 

0.07 

0.06 

0.51 

0.01 

0.0100 

- 

- 

0.011 

0.021 

0.027 

0.092 

0.005 

0.087 

0.069 

78.74 

Semi Critical 

Mewasa 

0824001002922400 

0.04 

0.00 

1,134.87 

0.00 

- 

0.00 

0.03 

0.32 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.042 

3,249.21 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 



082400100292600C 

2.792 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.792 

3.54 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.14 

0.04 

0.009 

0.44 

0.66 


Mohanpura 

0824001002924700 

1.185 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.185 

3.07 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.07 

0.004 

0.50 

0.65 


Motipura 

0824001002923700 

0.958 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.958 

3.84 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.09 

0.15 

0.003 

0.55 

0.64 


Mukan Garh 

0824001102932200 

6.911 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.390 

6.08 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.03 

0.001 

0.04 

0.04 


Mukandpura 

0824001002924400 

0.945 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.945 

2.90 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

0.04 

0.03 

0.01 

0.003 

0.53 

0.65 


Nadhawa 

0823000102703100 

3.955 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.955 

2.45 

0.015 

0.02 

0.00 

0.00 

0.00 

0.21 

-0.05 

-0.04 

0.05 

0.011 

0.57 

0.64 


Narayanpur 

0823000102707700 

6.717 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.401 

1.66 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.04 

0.04 







Non-command 

Bhander Sandstone 

0.000 

1.66 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nathadand 

0824001002918100 

1.322 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.322 

3.46 

0.020 

0.04 

0.01 

0.00 

0.00 

0.01 

0.11 

0.11 

0.15 

0.004 

0.61 

0.63 


Nathji Ka Khera 

0824001102929900 

6.327 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.179 

5.13 

0.020 

0.02 

0.00 

0.00 

0.00 

0.02 

0.63 

0.48 

0.07 

0.017 

0.50 

0.67 


Nathoon 

0824001002917100 

2.549 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.511 

3.56 

0.020 

0.11 

0.02 

0.00 

0.00 

0.00 

0.27 

0.27 

0.42 

0.008 

0.62 

0.62 


Negarh 

0823000102702100 

9.122 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.122 

3.43 

0.015 

0.15 

0.02 

0.00 

0.00 

0.02 

0.58 

0.41 

0.56 

0.026 

0.46 

0.66 


Nehri 

0823000102701800 

6.641 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.641 

2.79 

0.015 

0.07 

0.01 

0.00 

0.00 

0.13 

0.21 

0.18 

0.26 

0.019 

0.54 

0.64 


Nrisinghgarh 

0824001002923800 

0.765 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.765 

3.84 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.07 

0.002 

0.56 

0.63 


Owan 

0823000102701900 

13.021 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

13.021 

3.01 

0.015 

0.31 

0.04 

0.00 

0.00 

0.01 

0.84 

0.63 

1.19 

0.037 

0.49 

0.65 


Panna Ka Khera 

0824001002919300 

1.541 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.541 

3.63 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.14 

0.11 

0.15 

0.005 

0.50 

0.65 


Peeploond 

0824001002914400 

16.924 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.390 

3.24 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.03 

0.001 

0.01 

0.01 


Phalenda 

0823000102701600 

4.604 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.604 

2.96 

0.015 

0.09 

0.01 

0.00 

0.00 

0.02 

0.27 

0.25 

0.33 

0.013 

0.59 

0.63 


Raghunathpura 

0823000102701100 

3.284 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.072 

3.09 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Rajpura 

0824001102928800 

1.927 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.705 

3.28 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.10 

0.11 

0.005 

0.43 

0.59 



0824001002917400 

2.345 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.345 

3.21 

0.020 

0.04 

0.01 

0.00 

0.00 

0.05 

0.13 

0.13 

0.16 

0.008 

0.63 

0.63 


Ralayata 

0823000102701700 

1.682 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.682 

2.97 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.09 

0.08 

0.08 

0.005 

0.57 

0.64 


Rama Ka Khera 

0824001002918200 

1.621 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.621 

3.65 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.15 

0.11 

0.005 

0.62 

0.63 


Ramchandraji Ka Khera 

0824001102940400 

2.162 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.262 

4.87 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.10 

0.09 

0.003 

0.26 

0.39 


Rampura 

0824001002924500 

2.180 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.145 

2.90 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.12 

0.11 

0.007 

0.51 

0.64 


Rampuriya 

0824001202944100 

2.795 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.692 

4.99 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.31 

0.21 

0.19 

0.007 

0.43 

0.64 



0823000102707200 

1.514 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.514 

3.41 

0.015 

0.02 

0.00 

0.00 

0.00 

0.02 

0.08 

0.06 

0.09 

0.004 

0.44 

0.66 


Ramrda 

0824001202945700 

1.620 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.004 

4.29 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.01 

0.003 

0.42 

0.48 


Ratangarh 

0824001002924800 

1.570 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.570 

3.11 

0.020 

0.04 

0.01 

0.00 

0.00 

0.01 

0.12 

0.09 

0.14 

0.005 

0.50 

0.65 


Rigardi 

0823000102702000 

2.311 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.311 

3.28 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.08 

0.007 

0.46 

0.65 


Rooparel 

0824001102930400 

2.967 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.967 

4.50 

0.020 

0.01 

0.00 

0.00 

0.00 

0.02 

0.25 

0.17 

0.01 

0.008 

0.44 

0.66 


Rooppura 

0824001002924200 

1.565 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.565 

2.84 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.17 

0.14 

0.36 

0.005 

0.53 

0.64 


Rooptalai 

0824001102939800 

3.383 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.333 

5.82 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.001 

0.06 

0.07 


Sadapur 

0824001002921700 

3.951 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.308 

2.75 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.04 

0.05 


Saipeepla 

0824001202943900 

3.364 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.364 

4.69 

0.020 

0.06 

0.01 

0.00 

0.00 

0.01 

0.35 

0.24 

0.23 

0.009 

0.44 

0.66 


Salampura 

0824001102929500 

1.176 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.294 

4.01 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.14 

0.17 


Sarodara 

0823000102706300 

9.111 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.212 

1.38 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.12 

0.05 

0.018 

0.35 

0.44 







Non-command 

Bhander Sandstone 

1.373 

1.38 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.004 

0.08 

0.10 


Sarsiya 

0824001002913200 

13.653 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.810 

2.32 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.12 

0.15 

0.006 

0.09 

0.08 


Sarthala 

0824001102928600 

15.105 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.956 

3.36 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.09 

0.003 

0.03 

0.04 


Seetla Ka Khera 

0823000102707100 

1.487 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.487 

3.29 

0.015 

0.04 

0.01 

0.00 

0.00 

0.01 

0.10 

0.07 

0.15 

0.004 

0.44 

0.66 


Shahpura 

0823000502754800 

17.548 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.272 

1.01 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 


Shakar Garh 

0824001002918900 

11.076 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

11.076 

3.52 

0.020 

0.30 

0.04 

0.00 

0.00 

0.00 

1.04 

0.84 

1.15 

0.036 

0.52 

0.64 


Shaktaji Ka Khera 

0824001102930500 

3.723 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.723 

4.18 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.38 

0.26 

0.30 

0.010 

0.44 

0.66 


Sherpura 

0824001002925100 

1.604 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.604 

3.47 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.10 

0.10 

0.005 

0.48 

0.65 


Shivgarh 

0824001002913700 

1.165 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.165 

2.70 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.09 

0.004 

0.64 

0.62 


Shivpura 

0824001002917600 

1.294 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.294 

3.13 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.02 

0.004 

0.60 

0.63 


Shobhaji Ka Khera 

0824001002925500 

2.358 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.358 

3.52 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.17 

0.12 

0.03 

0.008 

0.47 

0.66 


Shyampura 

0824001102940900 

14.664 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

12.974 

5.15 

0.020 

0.13 

0.02 

0.00 

0.00 

0.00 

1.45 

1.13 

0.46 

0.036 

0.50 

0.64 







Non-command 

Bhander Sandstone 

0.154 

5.15 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.000 

0.01 

0.01 


Subhas Nagar 

0824001002914300 

0.284 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.142 

3.76 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.000 

0.32 

0.31 


Sujanpura 

0824001002924000 

4.032 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.032 

3.57 

0.020 

0.07 

0.01 

0.00 

0.00 

0.02 

0.33 

0.27 

0.25 

0.013 

0.53 

0.64 


Tahla 

0824001002925800 

0.453 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.453 

3.56 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.08 

0.001 

0.46 

0.66 



0823000102705700 

3.882 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.634 

2.60 

0.015 

0.01 

0.00 

0.00 

0.00 

0.03 

0.01 

0.01 

0.04 

0.002 

0.10 

0.11 


Takhatji Ka Khera 

0824001102931200 

2.207 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.207 

5.01 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.16 

0.04 

0.006 

0.47 

0.67 


Taloda 

0824001002917700 

2.589 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.589 

3.24 

0.020 

0.08 

0.01 

0.00 

0.00 

0.02 

0.21 

0.21 

0.29 

0.008 

0.61 

0.63 



0823000102703000 

3.423 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.423 

2.71 

0.015 

0.03 

0.00 

0.00 

0.00 

0.08 

0.09 

0.08 

0.09 

0.010 

0.57 

0.64 


Teekhi 

0824001202946100 

2.276 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.264 

4.00 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.08 

0.09 


Teethoda (jageer) 

0824001002925400 

4.630 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.630 

3.53 

0.020 

0.12 

0.02 

0.00 

0.00 

0.01 

0.41 

0.29 

0.47 

0.015 

0.46 

0.66 


Thana 

0823000102703300 

6.605 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.443 

2.86 

0.015 

0.12 

0.02 

0.00 

0.00 

0.02 

0.27 

0.25 

0.46 

0.013 

0.40 

0.43 


Tola 

0824001002913800 

3.050 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.050 

2.81 

0.020 

0.10 

0.01 

0.00 

0.00 

0.02 

0.24 

0.24 

0.39 

0.010 

0.64 

0.62 


Undaron Ka Khera 

0824001102940500 

4.636 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.810 

5.66 

0.020 

0.11 

0.02 

0.00 

0.00 

0.00 

0.52 

0.38 

0.44 

0.011 

0.41 

0.56 







Non-command 

Bhander Sandstone 

0.826 

5.66 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.07 

0.002 

0.09 

0.12 


Urna 

0824001002925000 

4.126 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.126 

3.62 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.38 

0.30 

0.34 

0.013 

0.51 

0.65 


Utharna 

0824001002923100 

2.409 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.409 

3.90 

0.020 

0.10 

0.02 

0.00 

0.00 

0.01 

0.26 

0.23 

0.40 

0.008 

0.57 

0.63 


Vijaigarh 

0823000102703200 

7.823 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.389 

2.73 

0.015 

0.17 

0.03 

0.00 

0.00 

0.07 

0.38 

0.34 

0.67 

0.021 

0.55 

0.61 

Sub Basin: Parwati | 

08007055 

Achalpura 

0831000803962500 

1.760 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.004 

4.63 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 


0824001002926000 

0.04 

0.05 

161.13 

0.06 

0.00 

0.06 

0.06 

0.50 

0.01 

- 

- 

- 

0.002 

0.002 

0.008 

0.073 

0.004 

0.069 

0.051 

73.50 

Semi Critical 

Mohanpura 

0824001002924700 

0.04 

0.03 

171.62 

0.03 

0.00 

0.03 

0.05 

0.56 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.046 

0.002 

0.044 

0.070 

158.58 

Over Exploited 

Motipura 

0824001002923700 

0.04 

0.02 

293.29 

0.03 

0.01 

0.04 

0.05 

0.60 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.067 

0.003 

0.064 

0.153 

240.10 

Over Exploited 

Mukan Garh 

0824001102932200 

0.08 

0.00 

4,523.21 

0.00 

- 

0.00 

0.00 

0.04 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.011 

0.030 

281.12 

Over Exploited 

Mukandpura 

0824001002924400 

0.04 

0.02 

62.29 

0.03 

0.01 

0.04 

0.05 

0.58 

- 

- 

- 

- 

0.017 

0.017 

0.017 

0.054 

0.003 

0.052 

0.015 

29.13 

Safe 

Nadhawa 

0823000102703100 

0.06 

0.14 

(131.21) 

0.11 

0.21 

0.32 

0.05 

0.62 

- 

0.0100 

- 

- 

0.319 

0.329 

0.329 

0.650 

0.033 

0.618 

0.059 

9.57 

Safe 

Narayanpur 

0823000102707700 

0.06 

0.00 

2,136.36 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.025 

2,567.82 

Over Exploited 



0.10 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nathadand 

0824001002918100 

0.04 

0.03 

208.62 

0.04 

0.02 

0.06 

0.05 

0.67 

- 

0.0300 

- 

- 

0.016 

0.047 

0.047 

0.109 

0.005 

0.104 

0.155 

149.33 

Over Exploited 

Nathji Ka Khera 

0824001102929900 

0.08 

0.24 

100.44 

0.28 

0.02 

0.30 

0.05 

0.55 

- 

0.0100 

- 

- 

0.029 

0.040 

0.040 

0.344 

0.017 

0.327 

0.089 

27.27 

Safe 

Nathoon 

0824001002917100 

0.04 

0.07 

303.13 

0.08 

0.02 

0.10 

0.05 

0.68 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.181 

0.009 

0.172 

0.424 

247.04 

Over Exploited 

Negarh 

0823000102702100 

0.06 

0.25 

62.47 

0.30 

0.04 

0.34 

0.06 

0.51 

0.03 

0.0600 

- 

- 

0.025 

0.085 

0.116 

0.453 

0.023 

0.430 

0.581 

135.08 

Over Exploited 

Nehri 

0823000102701800 

0.06 

0.22 

(18.28) 

0.18 

0.14 

0.32 

0.05 

0.59 

- 

0.0300 

- 

- 

0.193 

0.224 

0.224 

0.539 

0.027 

0.512 

0.278 

54.21 

Safe 

Nrisinghgarh 

0824001002923800 

0.04 

0.02 

264.22 

0.02 

0.00 

0.02 

0.05 

0.61 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.038 

0.002 

0.036 

0.074 

206.13 

Over Exploited 

Owan 

0823000102701900 

0.06 

0.38 

66.11 

0.46 

0.05 

0.51 

0.05 

0.54 

0.04 

0.2200 

- 

- 

0.022 

0.242 

0.285 

0.794 

0.040 

0.755 

1.227 

162.55 

Over Exploited 

Panna Ka Khera 

0824001002919300 

0.04 

0.03 

229.96 

0.04 

0.01 

0.05 

0.05 

0.56 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.080 

0.004 

0.076 

0.154 

202.89 

Over Exploited 

Peeploond 

0824001002914400 

0.04 

0.00 

14,493.87 

0.00 

- 

0.00 

0.00 

0.02 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.010 

0.001 

0.010 

0.031 

319.53 

Over Exploited 

Phalenda 

0823000102701600 

0.06 

0.16 

51.79 

0.20 

0.03 

0.23 

0.05 

0.64 

- 

0.0400 

- 

- 

0.028 

0.068 

0.068 

0.293 

0.015 

0.278 

0.344 

123.67 

Over Exploited 

Raghunathpura 

0823000102701100 

0.06 

0.00 

(5,335.45) 

0.00 

0.01 

0.01 

0.00 

0.01 

- 

- 

- 

- 

0.010 

0.010 

0.010 

0.016 

0.001 

0.016 

0.005 

33.38 

Safe 

Rajpura 

0824001102928800 

0.08 

0.06 

82.61 

0.07 

0.00 

0.07 

0.05 

0.48 

0.01 

0.0100 

- 

- 

0.002 

0.013 

0.019 

0.088 

0.004 

0.084 

0.110 

130.65 

Over Exploited 


0824001002917400 

0.04 

0.06 

105.05 

0.08 

0.06 

0.14 

0.05 

0.68 

- 

0.0300 

- 

- 

0.076 

0.106 

0.106 

0.243 

0.012 

0.231 

0.166 

71.70 

Semi Critical 

Ralayata 

0823000102701700 

0.06 

0.06 

36.64 

0.07 

0.01 

0.08 

0.05 

0.62 

- 

0.0200 

- 

- 

0.011 

0.031 

0.031 

0.107 

0.005 

0.102 

0.087 

85.23 

Semi Critical 

Rama Ka Khera 

0824001002918200 

0.04 

0.04 

238.49 

0.05 

- 

0.05 

0.05 

0.67 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.072 

0.004 

0.068 

0.113 

165.97 

Over Exploited 

Ramchandraji Ka Khera 

0824001102940400 

0.08 

0.03 

275.87 

0.03 

0.00 

0.03 

0.03 

0.30 

0.00 

0.0200 

- 

- 

0.004 

0.024 

0.027 

0.060 

0.003 

0.057 

0.089 

155.99 

Over Exploited 

Rampura 

0824001002924500 

0.04 

0.05 

160.18 

0.06 

0.00 

0.06 

0.05 

0.56 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.067 

0.003 

0.063 

0.115 

181.10 

Over Exploited 

Rampuriya 

0824001202944100 

0.08 

0.09 

133.78 

0.11 

0.01 

0.12 

0.05 

0.49 

0.01 

0.0400 

- 

- 

0.003 

0.043 

0.054 

0.173 

0.009 

0.165 

0.201 

122.32 

Over Exploited 


0823000102707200 

0.06 

0.04 

37.87 

0.05 

0.02 

0.06 

0.06 

0.50 

0.01 

0.0100 

- 

- 

0.023 

0.033 

0.038 

0.101 

0.005 

0.096 

0.090 

93.90 

Critical 

Ramrda 

0824001202945700 

0.08 

0.03 

121.03 

0.04 

- 

0.04 

0.04 

0.46 

- 

- 

- 

- 

- 

- 

- 

0.041 

0.002 

0.038 

0.016 

40.99 

Safe 

Ratangarh 

0824001002924800 

0.04 

0.03 

175.30 

0.04 

0.02 

0.06 

0.05 

0.56 

- 

0.0200 

- 

- 

0.010 

0.030 

0.030 

0.088 

0.004 

0.083 

0.149 

179.07 

Over Exploited 

Rigardi 

0823000102702000 

0.06 

0.06 

47.26 

0.08 

- 

0.08 

0.06 

0.51 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.094 

0.005 

0.089 

0.084 

94.02 

Critical 

Rooparel 

0824001102930400 

0.08 

0.10 

70.30 

0.12 

0.02 

0.14 

0.06 

0.50 

0.01 

- 

- 

- 

0.034 

0.034 

0.047 

0.191 

0.010 

0.181 

0.022 

12.25 

Safe 

Rooppura 

0824001002924200 

0.04 

0.04 

290.04 

0.04 

0.01 

0.05 

0.05 

0.58 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.093 

0.005 

0.088 

0.365 

413.31 

Over Exploited 

Rooptalai 

0824001102939800 

0.08 

0.00 

2,025.43 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.008 

474.78 

Over Exploited 

Sadapur 

0824001002921700 

0.04 

0.00 

2,371.60 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.015 

2,306.30 

Over Exploited 

Saipeepla 

0824001202943900 

0.08 

0.11 

108.07 

0.14 

0.02 

0.16 

0.06 

0.50 

0.01 

0.0400 

- 

- 

0.020 

0.060 

0.074 

0.234 

0.012 

0.223 

0.239 

107.43 

Over Exploited 

Salampura 

0824001102929500 

0.08 

0.00 

505.55 

0.00 

- 

0.00 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.015 

409.76 

Over Exploited 

Sarodara 

0823000102706300 

0.06 

0.13 

423,550.43 

0.12 

- 

0.12 

0.04 

0.38 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.126 

0.006 

0.120 

0.064 

52.90 

Safe 



0.10 

0.01 

21,793.82 

0.01 

- 

0.01 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.012 

0.016 

135.81 

Over Exploited 

Sarsiya 

0824001002913200 

0.04 

0.01 

1,667.21 

0.01 

0.01 

0.02 

0.01 

0.09 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.048 

0.002 

0.046 

0.158 

346.07 

Over Exploited 

Sarthala 

0824001102928600 

0.08 

0.00 

2,600.11 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.013 

0.001 

0.012 

0.090 

718.41 

Over Exploited 

Seetla Ka Khera 

0823000102707100 

0.06 

0.04 

66.87 

0.05 

0.02 

0.06 

0.06 

0.50 

0.00 

0.0300 

- 

- 

0.009 

0.039 

0.044 

0.107 

0.005 

0.101 

0.158 

156.27 

Over Exploited 

Shahpura 

0823000502754800 

0.06 

0.00 

4,335.43 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Shakar Garh 

0824001002918900 

0.04 

0.25 

237.35 

0.30 

0.04 

0.34 

0.05 

0.58 

- 

0.2100 

- 

- 

0.003 

0.213 

0.213 

0.554 

0.028 

0.526 

1.181 

224.52 

Over Exploited 

Shaktaji Ka Khera 

0824001102930500 

0.08 

0.13 

103.39 

0.15 

0.01 

0.16 

0.06 

0.50 

0.02 

0.0300 

- 

- 

- 

0.030 

0.046 

0.208 

0.010 

0.197 

0.312 

158.30 

Over Exploited 

Sherpura 

0824001002925100 

0.04 

0.03 

213.72 

0.04 

- 

0.04 

0.06 

0.54 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.054 

0.003 

0.051 

0.107 

210.21 

Over Exploited 

Shivgarh 

0824001002913700 

0.04 

0.03 

160.41 

0.04 

0.00 

0.04 

0.05 

0.69 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.061 

0.003 

0.058 

0.094 

161.22 

Over Exploited 

Shivpura 

0824001002917600 

0.04 

0.03 

157.54 

0.04 

0.00 

0.04 

0.05 

0.65 

- 

- 

- 

- 

0.000 

0.001 

0.001 

0.041 

0.002 

0.039 

0.028 

72.45 

Semi Critical 

Shobhaji Ka Khera 

0824001002925500 

0.04 

0.05 

146.26 

0.06 

0.01 

0.07 

0.06 

0.53 

0.01 

- 

- 

- 

0.015 

0.015 

0.020 

0.088 

0.004 

0.084 

0.038 

45.01 

Safe 

Shyampura 

0824001102940900 

0.08 

0.49 

128.35 

0.59 

0.02 

0.61 

0.05 

0.55 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.702 

0.035 

0.667 

0.497 

74.47 

Semi Critical 



0.08 

0.00 

16,922.99 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

6,533.45 

Over Exploited 

Subhas Nagar 

0824001002914300 

0.04 

0.00 

977.42 

0.00 

- 

0.00 

0.03 

0.35 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.012 

0.048 

413.05 

Over Exploited 

Sujanpura 

0824001002924000 

0.04 

0.09 

191.50 

0.11 

0.03 

0.14 

0.05 

0.58 

- 

0.0300 

- 

- 

0.033 

0.063 

0.063 

0.205 

0.010 

0.195 

0.265 

135.83 

Over Exploited 

Tahla 

0824001002925800 

0.04 

0.01 

305.01 

0.01 

- 

0.01 

0.06 

0.52 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.022 

0.001 

0.021 

0.079 

380.39 

Over Exploited 


0823000102705700 

0.06 

0.00 

110.79 

0.00 

0.03 

0.03 

0.01 

0.10 

- 

- 

- 

- 

0.039 

0.039 

0.039 

0.070 

0.003 

0.066 

0.043 

64.47 

Safe 

Takhatji Ka Khera 

0824001102931200 

0.08 

0.08 

104.39 

0.10 

- 

0.10 

0.06 

0.53 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.115 

0.006 

0.109 

0.042 

38.49 

Safe 

Taloda 

0824001002917700 

0.04 

0.07 

204.53 

0.08 

0.03 

0.12 

0.05 

0.66 

- 

0.0500 

- 

- 

0.036 

0.086 

0.086 

0.201 

0.010 

0.191 

0.300 

157.14 

Over Exploited 


0823000102703000 

0.06 

0.12 

(28.83) 

0.09 

0.08 

0.17 

0.05 

0.61 

- 

0.0100 

- 

- 

0.114 

0.124 

0.124 

0.293 

0.015 

0.278 

0.101 

36.16 

Safe 

Teekhi 

0824001202946100 

0.08 

0.00 

1,000.31 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.006 

303.77 

Over Exploited 

Teethoda (jageer) 

0824001002925400 

0.04 

0.09 

212.99 

0.11 

0.03 

0.14 

0.06 

0.51 

0.01 

0.0500 

- 

- 

0.022 

0.072 

0.083 

0.228 

0.011 

0.217 

0.483 

223.03 

Over Exploited 

Thana 

0823000102703300 

0.06 

0.11 

136.88 

0.13 

0.04 

0.16 

0.03 

0.43 

- 

0.0500 

- 

- 

0.026 

0.076 

0.076 

0.240 

0.012 

0.228 

0.477 

209.25 

Over Exploited 

Tola 

0824001002913800 

0.04 

0.08 

192.05 

0.10 

0.03 

0.13 

0.05 

0.69 

- 

0.0700 

- 

- 

0.032 

0.102 

0.102 

0.234 

0.012 

0.222 

0.404 

181.65 

Over Exploited 

Undaron Ka Khera 

0824001102940500 

0.08 

0.12 

216.15 

0.14 

0.02 

0.16 

0.05 

0.46 

0.01 

0.0800 

- 

- 

0.001 

0.081 

0.095 

0.259 

0.013 

0.246 

0.453 

183.63 

Over Exploited 



0.08 

0.01 

1,287.95 

0.01 

0.00 

0.01 

0.01 

0.10 

0.00 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.021 

0.001 

0.020 

0.067 

343.74 

Over Exploited 

Urna 

0824001002925000 

0.04 

0.09 

227.18 

0.11 

0.01 

0.12 

0.05 

0.56 

- 

0.0600 

- 

- 

0.005 

0.065 

0.065 

0.186 

0.009 

0.177 

0.349 

197.79 

Over Exploited 

Utharna 

0824001002923100 

0.04 

0.06 

296.52 

0.07 

0.03 

0.10 

0.05 

0.62 

- 

0.0800 

- 

- 

0.010 

0.090 

0.090 

0.188 

0.009 

0.178 

0.410 

229.96 

Over Exploited 

Vijaigarh 

0823000102703200 

0.06 

0.24 

39.80 

0.29 

0.10 

0.39 

0.04 

0.59 

- 

0.0800 

- 

- 

0.100 

0.180 

0.180 

0.571 

0.029 

0.542 

0.693 

127.78 

Over Exploited 


Sub Basin: Parwati | 

Achalpura 

0831000803962500 

0.08 

0.00 

129,771.68 

0.00 


0.00 

0.00 

0.00 


- | - | 




0.000 

0.000 

0.000 

0.000 


Safe 



Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Acholi 

083100070394390C 

3.882 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.012 

2.75 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Bethli 

Command 

Bhander Sandstone 

3.870 

2.75 

0.025 

0.20 

0.05 

0.00 

0.00 

0.00 

0.42 

0.66 

0.78 

0.010 

0.84 

0.53 


Afzal Pura 

083100070395470C 

3.339 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.339 

1.82 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.14 

0.21 

0.09 

0.009 

0.83 

0.57 


Ajnawar 

0831000803960500 

9.301 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.418 

1.74 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.16 

0.004 

0.12 

0.09 







Non-command 

Bhander Sandstone 

0.150 

1.74 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.000 

0.01 

0.01 






Lashi 

Command 

Deccan Traps 

3.185 

1.74 

0.015 

0.09 

0.00 

0.00 

0.00 

0.00 

0.17 

0.22 

0.35 

0.010 

0.26 

0.21 







Command 

Bhander Sandstone 

4.548 

1.74 

0.025 

0.25 

0.01 

0.00 

0.00 

0.00 

0.44 

0.56 

0.98 

0.014 

0.38 

0.29 


Akha Kheri 

0831000803963800 

3.375 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.779 

1.25 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.07 

0.002 

0.18 

0.14 






Lashi 

Command 

Deccan Traps 

2.596 

1.25 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.10 

0.13 

0.21 

0.008 

0.61 

0.47 


Ameen Pura 

0831000703950400 

1.337 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.337 

2.10 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.04 

0.003 

0.83 

0.63 


Ameerpur Kheri 

0831000703943200 

1.756 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.471 

0.86 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.23 

0.14 






Bethli 

Command 

Deccan Traps 

0.004 

0.86 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Aminpur@Naya Gaon 

0831000703948700 

1.532 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.499 

0.58 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.04 

0.06 

0.13 

0.004 

0.82 

0.53 


Amlawadaali 

0831000803957600 

4.589 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.778 

1.78 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.09 

0.002 

0.10 

0.08 


Amratkheri 

0831000403893900 

2.949 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.617 

1.55 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.07 

0.002 

0.17 

0.12 






Lashi 

Command 

Bhander Sandstone 

1.516 

1.55 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.12 

0.16 

0.004 

0.42 

0.31 


Amrit Kheri 

0831000803974300 

2.135 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.983 

3.31 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.13 

0.17 

0.14 

0.006 

0.76 

0.58 


Anandpura 

0831000703938200 

9.830 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.239 

5.00 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.29 

0.38 

0.04 

0.006 

0.18 

0.14 


Baday 

0831000803966200 

11.375 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.853 

2.51 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.09 

0.11 

0.13 

0.006 

0.10 

0.08 


Bajajpur 

0831000803975300 

5.218 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.218 

3.01 

0.015 

0.08 

0.02 

0.00 

0.00 

0.00 

0.30 

0.40 

0.29 

0.016 

0.82 

0.61 


Bajrangpura 

0831000803965900 

2.900 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.302 

1.19 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.08 

0.10 

0.19 

0.007 

0.53 

0.42 







Non-command 

Bhander Sandstone 

0.597 

1.19 

0.025 

0.02 

0.01 

0.00 

0.00 

0.00 

0.03 

0.03 

0.09 

0.002 

0.14 

0.11 


Bala Pura 

0831000703951300 

3.640 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.640 

0.96 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.12 

0.18 

0.23 

0.009 

0.84 

0.55 


Balapura 

0831000803965200 

1.301 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.685 

2.30 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.03 

0.002 

0.43 

0.34 


Baldeopura 

0831000403888500 

7.080 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.554 

4.26 

0.025 

0.07 

0.01 

0.00 

0.00 

0.00 

0.54 

0.72 

0.27 

0.011 

0.52 

0.40 


Balharpur 

0831000703939800 

5.115 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.115 

3.19 

0.025 

0.10 

0.02 

0.00 

0.00 

0.00 

0.49 

0.74 

0.39 

0.013 

0.84 

0.55 


Balloo Kheri 

0831000803964400 

6.000 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.982 

3.40 

0.015 

0.10 

0.01 

0.00 

0.00 

0.00 

0.40 

0.51 

0.36 

0.019 

0.83 

0.65 


Bambori Ghata 

0831000803959400 

4.292 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.292 

0.61 

0.015 

0.36 

0.09 

0.00 

0.00 

0.00 

0.31 

0.40 

1.41 

0.014 

0.83 

0.64 


Bamla 

0831000703956800 

12.074 

Fresh 

Non-command 

Non-command 

Deccan Traps 

7.286 

1.99 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.31 

0.44 

0.06 

0.019 

0.50 

0.35 


Bamora 

0831000703944600 

10.522 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.669 

1.39 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.20 

0.28 

0.18 

0.015 

0.45 

0.32 







Non-command 

Bhander Sandstone 

4.853 

1.39 

0.025 

0.07 

0.02 

0.00 

0.00 

0.00 

0.22 

0.31 

0.27 

0.013 

0.39 

0.27 


Bamori (Baday) 

0831000803966800 

4.968 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.174 

2.12 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.001 

0.03 

0.02 


Banjari 

0831000703941200 

2.266 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.149 

2.74 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.000 

0.06 

0.03 






Bethli 

Command 

Bhander Sandstone 

2.117 

2.74 

0.025 

0.02 

0.01 

0.00 

0.00 

0.00 

0.16 

0.25 

0.08 

0.005 

0.79 

0.50 


Bansapura 

0831000803964000 

0.528 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.528 

2.28 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.05 

0.002 

0.83 

0.65 


Banskhera 

0831000803965700 

2.324 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.324 

0.93 

0.025 

0.11 

0.02 

0.00 

0.00 

0.00 

0.14 

0.18 

0.43 

0.007 

0.63 

0.51 


Baori Khera 

0831000703944400 

1.319 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.319 

2.15 

0.025 

0.11 

0.03 

0.00 

0.00 

0.00 

0.15 

0.22 

0.42 

0.003 

0.84 

0.57 



0831000803970300 

3.869 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.048 

2.16 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Barai 

0831000703944800 

4.823 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.823 

2.15 

0.025 

0.30 

0.07 

0.00 

0.00 

0.00 

0.49 

0.77 

1.17 

0.012 

0.84 

0.53 


Barawada 

0831000803958400 

4.686 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.001 

1.83 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Lashi 

Command 

Bhander Sandstone 

1.140 

1.83 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.12 

0.18 

0.004 

0.19 

0.14 


Bardawada 

0831000803965500 

2.907 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.250 

0.39 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.05 

0.06 

0.20 

0.004 

0.30 

0.24 







Non-command 

Bhander Sandstone 

1.657 

0.39 

0.025 

0.13 

0.03 

0.00 

0.00 

0.00 

0.12 

0.15 

0.52 

0.005 

0.40 

0.31 


Barkhera @ Baman Khoh 

0831000803975100 

2.854 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.850 

3.15 

0.015 

0.06 

0.02 

0.00 

0.00 

0.00 

0.17 

0.23 

0.25 

0.009 

0.82 

0.61 


Barodiya 

0831000703945600 

0.655 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.655 

1.19 

0.020 

0.08 

0.02 

0.00 

0.00 

0.00 

0.08 

0.12 

0.33 

0.002 

0.84 

0.53 


Baroni 

0831000703949700 

2.117 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.117 

2.00 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.14 

0.20 

0.26 

0.005 

0.83 

0.60 


Baroo Beh 

0832000404064300 

5.267 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.867 

2.66 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.02 

0.001 

0.29 

0.21 


Barpara 

0831000703949300 

0.849 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.849 

0.91 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.06 

0.002 

0.84 

0.54 


Barsat 

0831000803967500 

7.685 

Fresh 

Non-command 

Non-command 

Deccan Traps 

7.518 

1.92 

0.015 

0.19 

0.05 

0.00 

0.00 

0.00 

0.36 

0.46 

0.73 

0.024 

0.72 

0.56 


Barwat Kheri 

0831000703951200 

3.870 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.870 

0.86 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.11 

0.16 

0.21 

0.010 

0.84 

0.56 


Batawada Uncha 

0831000703949500 

8.237 

Fresh 

Non-command 

Non-command 

Deccan Traps 

8.237 

1.67 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.32 

0.48 

0.20 

0.021 

0.84 

0.57 


Beedia Radi 

0831000703948800 

3.513 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.191 

0.56 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.10 

0.14 

0.008 

0.76 

0.49 


Beel Khera 

0831000703938800 

6.698 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.121 

1.05 

0.025 

0.09 

0.02 

0.00 

0.00 

0.00 

0.23 

0.31 

0.32 

0.016 

0.74 

0.55 


Bhagwanpura 

0831000803958600 

2.860 

Fresh 

Lashi 

Command 

Bhander Sandstone 

2.854 

2.03 

0.025 

0.18 

0.03 

0.00 

0.00 

0.00 

0.29 

0.39 

0.73 

0.009 

0.80 

0.61 


Bhagwatpura 

0831000803963100 

1.924 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.924 

0.98 

0.025 

0.13 

0.02 

0.00 

0.00 

0.00 

0.16 

0.19 

0.52 

0.006 

0.61 

0.50 


Bhanwar 

0831000703951600 

2.528 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.528 

1.08 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.13 

0.20 

0.34 

0.007 

0.84 

0.55 


Bhaopura 

0831000803967000 

7.789 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.764 

1.86 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.04 

0.05 

0.11 

0.002 

0.07 

0.06 


Bhaura 

0831000703940600 

2.536 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.536 

4.32 

0.025 

0.03 

0.01 

0.00 

0.00 

0.00 

0.29 

0.45 

0.11 

0.007 

0.84 

0.55 


Bhilwara Neecha 

0831000703943100 

5.222 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.233 

0.80 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.03 

0.001 

0.04 

0.02 






Bethli 

Command 

Deccan Traps 

0.000 

0.80 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bilendi 

0831000803962600 

11.267 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.237 

4.51 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.01 

0.01 







Non-command 

Bhander Sandstone 

0.344 

4.51 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.03 

0.001 

0.02 

0.01 


Bindarada 

0831000703944500 

2.163 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.163 

2.65 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.17 

0.27 

0.15 

0.006 

0.84 

0.53 



0831000803961100 

4.366 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.074 

2.73 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.15 

0.12 

0.007 

0.34 

0.27 







Non-command 

Bhander Sandstone 

2.292 

2.73 

0.025 

0.06 

0.00 

0.00 

0.00 

0.00 

0.22 

0.28 

0.22 

0.007 

0.38 

0.30 


Bishankhera Chena 

0831000703953600 

5.924 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.984 

1.90 

0.020 

0.08 

0.02 

0.00 

0.00 

0.00 

0.21 

0.31 

0.32 

0.010 

0.56 

0.38 


Bislai 

0831000803974900 

3.505 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.505 

3.19 

0.015 

0.08 

0.02 

0.00 

0.00 

0.00 

0.23 

0.31 

0.32 

0.011 

0.82 

0.61 


Chachora 

0831000703945800 

5.970 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.506 

0.89 

0.020 

0.21 

0.05 

0.00 

0.00 

0.00 

0.26 

0.41 

0.82 

0.014 

0.78 

0.49 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Acholi 

0831000703943900 

0.08 

0.00 

55,587.44 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.26 

154.29 

0.31 

0.05 

0.36 

0.06 

0.90 

- 

0.1500 

0.0938 

0.1129 

- 

0.357 

0.357 

0.719 

0.036 

0.683 

0.792 

115.98 

Over Exploited 

Afzal Pura 

0831000703954700 

0.07 

0.19 

5.44 

0.21 

0.01 

0.22 

0.06 

0.90 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.236 

0.012 

0.224 

0.100 

44.51 

Safe 

Ajnawar 

0831000803960500 

0.08 

0.01 

642.39 

0.02 

- 

0.02 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.026 

0.001 

0.025 

0.162 

656.86 

Over Exploited 



0.08 

0.00 

14,236.70 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.041 

24,485.15 

Over Exploited 



0.08 

0.07 

230.63 

0.08 

- 

0.08 

0.02 

0.28 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.091 

0.005 

0.086 

0.363 

420.22 

Over Exploited 



0.08 

0.14 

310.22 

0.17 

0.01 

0.18 

0.03 

0.40 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.215 

0.011 

0.204 

0.991 

485.31 

Over Exploited 

Akha Kheri 

0831000803963800 

0.08 

0.01 

291.48 

0.01 

- 

0.01 

0.01 

0.20 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.024 

0.001 

0.022 

0.069 

308.84 

Over Exploited 



0.08 

0.13 

0.56 

0.13 

0.01 

0.14 

0.04 

0.65 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.157 

0.008 

0.149 

0.222 

148.77 

Over Exploited 

Ameen Pura 

0831000703950400 

0.07 

0.08 

12.06 

0.09 

- 

0.09 

0.06 

0.89 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.097 

0.005 

0.092 

0.046 

50.31 

Safe 

Ameerpur Kheri 

0831000703943200 

0.07 

0.01 

71.63 

0.01 

- 

0.01 

0.02 

0.24 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.009 

0.015 

178.98 

Over Exploited 



0.07 

0.00 

46,726.89 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Aminpur@Naya Gaon 

0831000703948700 

0.07 

0.09 

(32.41) 

0.07 

0.01 

0.08 

0.06 

0.88 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.099 

0.005 

0.094 

0.134 

142.34 

Over Exploited 

Amlawadaali 

0831000803957600 

0.08 

0.01 

957.85 

0.01 

- 

0.01 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.017 

0.093 

563.61 

Over Exploited 

Amratkheri 

0831000403893900 

0.06 

0.01 

851.32 

0.01 

- 

0.01 

0.01 

0.18 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.072 

428.11 

Over Exploited 



0.06 

0.04 

218.05 

0.05 

0.01 

0.06 

0.03 

0.45 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.086 

0.004 

0.082 

0.164 

200.71 

Over Exploited 

Amrit Kheri 

0831000803974300 

0.08 

0.12 

40.02 

0.15 

0.01 

0.16 

0.06 

0.82 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.185 

0.009 

0.176 

0.143 

81.31 

Semi Critical 

Anandpura 

0831000703938200 

0.08 

0.03 

1,056.03 

0.04 

- 

0.04 

0.01 

0.20 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.050 

0.002 

0.047 

0.044 

92.70 

Critical 

Baday 

0831000803966200 

0.08 

0.02 

632.94 

0.02 

0.01 

0.03 

0.01 

0.11 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.048 

0.002 

0.046 

0.136 

296.29 

Over Exploited 

Bajajpur 

0831000803975300 

0.08 

0.34 

16.81 

0.40 

0.02 

0.42 

0.06 

0.88 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.468 

0.023 

0.445 

0.309 

69.54 

Safe 

Bajrangpura 

0831000803965900 

0.08 

0.10 

4.77 

0.10 

0.01 

0.11 

0.03 

0.56 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.152 

0.008 

0.144 

0.199 

138.34 

Over Exploited 



0.08 

0.01 

433.49 

0.01 

0.01 

0.02 

0.01 

0.15 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.038 

0.002 

0.036 

0.088 

244.54 

Over Exploited 

Bala Pura 

0831000703951300 

0.07 

0.21 

(14.50) 

0.18 

0.01 

0.19 

0.06 

0.90 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.223 

0.011 

0.212 

0.240 

113.53 

Over Exploited 

Balapura 

0831000803965200 

0.08 

0.02 

81.18 

0.03 

- 

0.03 

0.03 

0.47 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.039 

0.002 

0.037 

0.030 

82.21 

Semi Critical 

Baldeopura 

0831000403888500 

0.06 

0.14 

401.91 

0.17 

0.01 

0.18 

0.04 

0.56 

- 

0.0300 

- 

- 

0.005 

0.035 

0.035 

0.219 

0.011 

0.208 

0.281 

135.41 

Over Exploited 

Balharpur 

0831000703939800 

0.08 

0.34 

116.69 

0.41 

0.02 

0.43 

0.06 

0.90 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.501 

0.025 

0.476 

0.404 

84.92 

Semi Critical 

Balloo Kheri 

0831000803964400 

0.08 

0.40 

27.68 

0.48 

0.01 

0.49 

0.06 

0.89 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.555 

0.028 

0.527 

0.379 

71.82 

Semi Critical 

Bambori Ghata 

0831000803959400 

0.08 

0.29 

40.63 

0.34 

0.09 

0.43 

0.06 

0.89 

- 

0.2600 

- 

- 

- 

0.260 

0.260 

0.692 

0.035 

0.658 

1.426 

216.73 

Over Exploited 

Bamla 

0831000703956800 

0.07 

0.25 

72.53 

0.31 

- 

0.31 

0.04 

0.53 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.315 

0.016 

0.299 

0.077 

25.66 

Safe 

Bamora 

0831000703944600 

0.07 

0.18 

57.52 

0.21 

0.01 

0.22 

0.03 

0.48 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.255 

0.013 

0.242 

0.197 

81.30 

Semi Critical 



0.08 

0.15 

108.05 

0.18 

0.02 

0.20 

0.03 

0.41 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.250 

0.012 

0.237 

0.287 

120.75 

Over Exploited 

Bamori (Baday) 

0831000803966800 

0.08 

0.00 

5,647.95 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.027 

6,594.05 

Over Exploited 

Banjari 

0831000703941200 

0.08 

0.00 

2,345.69 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.08 

0.13 

84.70 

0.16 

0.01 

0.17 

0.06 

0.84 

- 

0.0200 

0.0513 

0.0618 

- 

0.133 

0.133 

0.303 

0.015 

0.288 

0.089 

31.08 

Safe 

Bansapura 

0831000803964000 

0.08 

0.04 

2.56 

0.04 

- 

0.04 

0.06 

0.89 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.046 

0.002 

0.044 

0.053 

120.77 

Over Exploited 

Banskhera 

0831000803965700 

0.08 

0.12 

51.15 

0.14 

0.02 

0.16 

0.04 

0.67 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.211 

0.011 

0.200 

0.434 

216.92 

Over Exploited 

Baori Khera 

0831000703944400 

0.08 

0.09 

151.79 

0.11 

0.03 

0.14 

0.06 

0.90 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.216 

0.011 

0.205 

0.425 

207.23 

Over Exploited 


0831000803970300 

0.08 

0.00 

5,355.47 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Barai 

0831000703944800 

0.08 

0.32 

138.23 

0.39 

0.07 

0.46 

0.06 

0.90 

- 

0.2200 

- 

- 

- 

0.220 

0.220 

0.680 

0.034 

0.646 

1.178 

182.44 

Over Exploited 

Barawada 

0831000803958400 

0.08 

0.00 

352,819.22 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.02 

602.82 

0.02 

0.01 

0.03 

0.01 

0.20 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.051 

0.003 

0.048 

0.184 

379.93 

Over Exploited 

Bardawada 

0831000803965500 

0.08 

0.03 

99.03 

0.04 

0.01 

0.05 

0.02 

0.32 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.086 

0.004 

0.082 

0.206 

251.72 

Over Exploited 



0.08 

0.05 

178.12 

0.06 

0.03 

0.09 

0.03 

0.43 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.193 

0.010 

0.184 

0.526 

286.31 

Over Exploited 

Barkhera @ Baman Khoh 

0831000803975100 

0.08 

0.19 

26.02 

0.22 

0.02 

0.24 

0.06 

0.88 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.294 

0.015 

0.279 

0.256 

91.78 

Critical 

Barodiya 

0831000703945600 

0.07 

0.04 

208.83 

0.05 

0.02 

0.07 

0.06 

0.90 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.126 

0.006 

0.120 

0.329 

273.91 

Over Exploited 

Baroni 

0831000703949700 

0.07 

0.12 

61.91 

0.15 

0.01 

0.16 

0.06 

0.90 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.208 

0.010 

0.198 

0.264 

133.60 

Over Exploited 

Baroo Beh 

0832000404064300 

0.07 

0.04 

112.70 

0.05 

- 

0.05 

0.02 

0.31 

- 

- 

- 

- 

- 

- 

- 

0.045 

0.002 

0.043 

0.025 

58.17 

Safe 

Barpara 

0831000703949300 

0.07 

0.05 

9.93 

0.05 

- 

0.05 

0.06 

0.90 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.065 

0.003 

0.062 

0.064 

104.11 

Over Exploited 

Barsat 

0831000803967500 

0.08 

0.43 

6.13 

0.46 

0.05 

0.51 

0.05 

0.77 

- 

0.1400 

- 

- 

- 

0.140 

0.140 

0.651 

0.033 

0.619 

0.751 

121.32 

Over Exploited 

Barwat Kheri 

0831000703951200 

0.07 

0.23 

(30.51) 

0.18 

0.01 

0.19 

0.06 

0.90 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.212 

0.011 

0.201 

0.216 

107.48 

Over Exploited 

Batawada Uncha 

0831000703949500 

0.07 

0.48 

(1.60) 

0.48 

0.01 

0.49 

0.06 

0.90 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.525 

0.026 

0.499 

0.216 

43.33 

Safe 

Beedia Radi 

0831000703948800 

0.07 

0.17 

(39.84) 

0.14 

0.01 

0.15 

0.06 

0.82 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.177 

0.009 

0.168 

0.148 

88.38 

Semi Critical 

Beel Khera 

0831000703938800 

0.08 

0.36 

(14.61) 

0.31 

0.02 

0.33 

0.06 

0.80 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.390 

0.020 

0.371 

0.340 

91.67 

Critical 

Bhagwanpura 

0831000803958600 

0.08 

0.18 

113.07 

0.22 

0.03 

0.25 

0.06 

0.86 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.329 

0.016 

0.312 

0.736 

235.62 

Over Exploited 

Bhagwatpura 

0831000803963100 

0.08 

0.09 

104.55 

0.11 

0.02 

0.13 

0.04 

0.65 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.192 

0.010 

0.183 

0.524 

286.80 

Over Exploited 

Bhanwar 

0831000703951600 

0.07 

0.15 

38.05 

0.18 

0.01 

0.19 

0.06 

0.90 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.228 

0.011 

0.217 

0.345 

158.99 

Over Exploited 

Bhaopura 

0831000803967000 

0.08 

0.00 

1,106.67 

0.01 

0.01 

0.02 

0.01 

0.08 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.035 

0.002 

0.034 

0.115 

343.06 

Over Exploited 

Bhaura 

0831000703940600 

0.08 

0.17 

163.19 

0.20 

0.01 

0.21 

0.06 

0.90 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.234 

0.012 

0.222 

0.120 

53.75 

Safe 

Bhilwara Neecha 

0831000703943100 

0.07 

0.00 

3,398.24 

0.00 

- 

0.00 

0.00 

0.04 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.030 

290.29 

Over Exploited 



0.07 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bilendi 

0831000803962600 

0.08 

0.00 

8,500.69 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

4,289.69 

Over Exploited 



0.08 

0.00 

12,387.89 

0.00 

- 

0.00 

0.00 

0.02 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.030 

300.02 

Over Exploited 

Bindarada 

0831000703944500 

0.08 

0.15 

87.49 

0.17 

0.01 

0.18 

0.06 

0.90 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.215 

0.011 

0.204 

0.155 

75.76 

Semi Critical 


0831000803961100 

0.08 

0.06 

159.32 

0.07 

- 

0.07 

0.02 

0.36 

- 

- 

- 

- 

- 

- 

- 

0.068 

0.003 

0.065 

0.129 

199.16 

Over Exploited 



0.08 

0.07 

299.91 

0.08 

- 

0.08 

0.03 

0.40 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.093 

0.005 

0.088 

0.223 

252.73 

Over Exploited 

Bishankhera Chena 

0831000703953600 

0.07 

0.16 

98.75 

0.19 

0.02 

0.21 

0.04 

0.60 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.268 

0.013 

0.254 

0.327 

128.66 

Over Exploited 

Bislai 

0831000803974900 

0.08 

0.23 

33.51 

0.28 

0.02 

0.30 

0.06 

0.88 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.357 

0.018 

0.339 

0.333 

98.32 

Critical 

Chachora 

0831000703945800 

0.07 

0.30 

36.35 

0.36 

0.05 

0.41 

0.06 

0.83 

- 

0.1500 

- 

- 

- 

0.150 

0.150 

0.559 

0.028 

0.531 

0.835 

157.20 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Bhander Sandstone 

0.416 

0.89 

0.025 

0.03 

0.01 

0.00 

0.00 

0.00 

0.03 

0.05 

0.10 

0.001 

0.06 

0.04 


Chainpura 

0831000803974200 

1.139 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.139 

3.28 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.01 

0.004 

0.82 

0.63 


Chainpuriya Jageer 

0831000803961300 

4.598 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.010 

0.86 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Bhander Sandstone 

4.203 

0.86 

0.025 

0.03 

0.01 

0.00 

0.00 

0.00 

0.11 

0.13 

0.10 

0.013 

0.55 

0.45 


Chainpurya 

0831000403884500 

8.007 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.603 

5.84 

0.025 

0.01 

0.00 

0.00 

0.00 

0.01 

0.38 

0.50 

0.02 

0.007 

0.26 

0.20 


Chandipur 

0832000404065400 

4.207 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.007 

3.74 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chawal Kheri 

0831000703944700 

3.829 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.829 

2.46 

0.025 

0.17 

0.04 

0.00 

0.00 

0.00 

0.37 

0.58 

0.66 

0.010 

0.84 

0.53 


Chhabra (M) 

0831000743105000 

10.303 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

10.082 

2.37 

0.025 

1.42 

0.16 

0.00 

0.00 

0.00 

1.86 

2.96 

2.59 

2.348 

0.82 

0.52 






Bethli 

Command 

Bhander Sandstone 

0.215 

2.37 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.07 

0.06 

0.050 

0.02 

0.01 


Chhatrapura 

0831000403888400 

11.214 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

8.336 

5.49 

0.025 

0.08 

0.01 

0.00 

0.00 

0.00 

1.21 

1.60 

0.30 

0.021 

0.60 

0.46 


Chhipabarod (CT) 

0831000843106000 

5.937 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.288 

1.77 

0.015 

0.25 

0.02 

0.00 

0.00 

0.00 

0.29 

0.38 

0.48 

0.401 

0.32 

0.25 







Non-command 

Bhander Sandstone 

0.017 

1.77 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.003 

0.00 

0.00 






Lashi 

Command 

Deccan Traps 

3.454 

1.77 

0.015 

0.38 

0.03 

0.00 

0.00 

0.00 

0.44 

0.57 

0.72 

0.605 

0.48 

0.37 







Command 

Bhander Sandstone 

0.179 

1.77 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.07 

0.031 

0.02 

0.02 


Dabari 

0831000803968700 

3.089 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.089 

3.02 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.20 

0.01 

0.010 

0.83 

0.63 


Dangpura 

0831000703954300 

1.903 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.903 

0.98 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.04 

0.005 

0.84 

0.56 


Dant Ka Pani 

0831000803970100 

3.064 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.107 

1.74 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.03 

0.02 


Dara 

0831000403888600 

8.533 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.768 

3.68 

0.025 

0.08 

0.01 

0.00 

0.00 

0.00 

0.60 

0.79 

0.31 

0.015 

0.55 

0.42 


Daulatpura 

0831000803959800 

3.713 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.707 

0.56 

0.015 

0.10 

0.02 

0.00 

0.00 

0.00 

0.11 

0.14 

0.38 

0.012 

0.83 

0.65 


Dehri 

0831000703945700 

3.701 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.598 

0.98 

0.020 

0.08 

0.02 

0.00 

0.00 

0.00 

0.13 

0.21 

0.32 

0.009 

0.82 

0.52 







Non-command 

Bhander Sandstone 

0.103 

0.98 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.01 


Deopura 

0831000403892600 

7.859 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.957 

2.37 

0.025 

0.04 

0.00 

0.00 

0.00 

0.00 

0.39 

0.49 

0.13 

0.015 

0.50 

0.40 


Deori Jodh 

0831000803965600 

3.009 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.009 

0.93 

0.025 

0.27 

0.04 

0.00 

0.00 

0.00 

0.30 

0.38 

1.05 

0.009 

0.67 

0.54 


Deori Moond 

0831000803973500 

3.718 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.434 

2.89 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.14 

0.18 

0.13 

0.008 

0.53 

0.40 


Dhab Beh 

0832000404065000 

0.835 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.835 

3.13 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.07 

0.000 

0.81 

0.60 


Dhamdhar 

0832000404064500 

3.075 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.075 

2.87 

0.010 

0.02 

0.01 

0.00 

0.00 

0.00 

0.10 

0.13 

0.10 

0.002 

0.81 

0.60 


Dhanwas 

0832000404067900 

3.051 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.051 

3.38 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.17 

0.10 

0.002 

0.81 

0.60 


Dheenga Rari 

0831000703955600 

1.578 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.578 

2.20 

0.020 

0.15 

0.04 

0.00 

0.00 

0.00 

0.18 

0.26 

0.58 

0.004 

0.83 

0.57 


Dholam 

0831000803960600 

6.205 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.671 

3.49 

0.025 

0.37 

0.02 

0.00 

0.00 

0.00 

0.50 

0.64 

1.49 

0.005 

0.21 

0.16 






Lashi 

Command 

Bhander Sandstone 

4.534 

3.49 

0.025 

1.01 

0.05 

0.00 

0.00 

0.00 

1.36 

1.76 

4.04 

0.014 

0.56 

0.43 


Digod Khalsa 

0831000803965100 

8.940 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.702 

1.37 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.08 

0.10 

0.18 

0.005 

0.15 

0.12 







Non-command 

Bhander Sandstone 

1.690 

1.37 

0.025 

0.08 

0.01 

0.00 

0.00 

0.00 

0.13 

0.17 

0.32 

0.005 

0.15 

0.12 






Lashi 

Command 

Deccan Traps 

3.473 

1.37 

0.015 

0.09 

0.01 

0.00 

0.00 

0.00 

0.15 

0.20 

0.35 

0.011 

0.31 

0.24 







Command 

Bhander Sandstone 

0.289 

1.37 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.05 

0.001 

0.03 

0.02 


Dilod 

0831000703938900 

12.390 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.314 

1.54 

0.025 

0.03 

0.01 

0.00 

0.00 

0.00 

0.07 

0.10 

0.13 

0.003 

0.09 

0.06 


Dohni 

0831000703944900 

3.899 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.870 

1.10 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.14 

0.08 

0.010 

0.83 

0.63 


Gagchana 

0831000803964300 

3.266 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.259 

2.67 

0.015 

0.26 

0.04 

0.00 

0.00 

0.00 

0.35 

0.45 

1.01 

0.010 

0.83 

0.65 


Ganeshpura 

0831000803959300 

3.575 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.180 

0.74 

0.015 

0.08 

0.02 

0.00 

0.00 

0.00 

0.10 

0.13 

0.32 

0.010 

0.74 

0.56 







Non-command 

Bhander Sandstone 

0.396 

0.74 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.08 

0.001 

0.09 

0.07 


Gangti 

0831000803966000 

2.377 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.372 

1.81 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.11 

0.05 

0.007 

0.64 

0.51 







Non-command 

Bhander Sandstone 

0.005 

1.81 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ghaghonia 

0831000803959000 

6.234 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.234 

2.61 

0.025 

0.12 

0.03 

0.00 

0.00 

0.00 

0.50 

0.70 

0.45 

0.020 

0.83 

0.59 


Ghata Kheri 

0831000703950700 

6.240 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.240 

1.93 

0.020 

0.23 

0.06 

0.00 

0.00 

0.00 

0.41 

0.57 

0.88 

0.016 

0.83 

0.60 


Ghatta 

0831000703946100 

2.964 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.765 

0.54 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.08 

0.17 

0.005 

0.50 

0.32 


Ghatti 

0831000703946200 

2.068 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.638 

0.96 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.08 

0.002 

0.26 

0.17 






Bethli 

Command 

Deccan Traps 

0.001 

0.96 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gobindpura 

0831000703950800 

2.493 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.493 

1.52 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.14 

0.19 

0.26 

0.006 

0.84 

0.58 


Gogatori 

0831000703941300 

7.805 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.166 

2.62 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.01 







Non-command 

Bhander Sandstone 

2.623 

2.62 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.27 

0.00 

0.007 

0.28 

0.18 






Bethli 

Command 

Bhander Sandstone 

0.269 

2.62 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.001 

0.03 

0.02 


Googor 

0831000703941000 

8.790 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.660 

2.85 

0.025 

0.20 

0.05 

0.00 

0.00 

0.00 

0.48 

0.76 

0.78 

0.012 

0.45 

0.28 


Gopal Para 

0831000703948600 

4.365 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.175 

0.84 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.15 

0.12 

0.011 

0.80 

0.52 


Gorakhpura 

0831000703940000 

1.134 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.134 

3.40 

0.025 

0.08 

0.02 

0.00 

0.00 

0.00 

0.16 

0.23 

0.32 

0.003 

0.83 

0.56 


Gordhan Pura 

0831000803965300 

5.814 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.409 

0.93 

0.015 

0.13 

0.02 

0.00 

0.00 

0.00 

0.14 

0.18 

0.49 

0.008 

0.31 

0.24 







Non-command 

Bhander Sandstone 

3.402 

0.93 

0.025 

0.34 

0.05 

0.00 

0.00 

0.00 

0.37 

0.47 

1.33 

0.011 

0.44 

0.34 






Lashi 

Command 

Deccan Traps 

0.003 

0.93 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gordhanpura 

0831000403893700 

4.891 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.539 

0.55 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.08 

0.10 

0.18 

0.006 

0.42 

0.31 


Gordhanpura @ Surdibah 

0831000803975200 

4.325 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.325 

3.08 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.28 

0.01 

0.014 

0.82 

0.61 


Govind Pura 

0831000803963900 

3.947 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.947 

1.18 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.12 

0.15 

0.23 

0.012 

0.83 

0.65 


Gujar Kheri 

0831000803964900 

1.123 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.005 

2.63 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gul Kheri 

0831000803960100 

5.657 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.641 

1.06 

0.015 

0.16 

0.02 

0.00 

0.00 

0.00 

0.23 

0.30 

0.63 

0.018 

0.83 

0.64 







Non-command 

Bhander Sandstone 

0.016 

1.06 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gundlai 

0831000803957800 

7.835 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.563 

1.39 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.06 

0.002 

0.04 

0.03 


Guru Kheri 

0831000803959100 

5.762 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.762 

2.21 

0.025 

0.12 

0.03 

0.00 

0.00 

0.00 

0.41 

0.56 

0.45 

0.018 

0.83 

0.60 


Hafeej Pura 

0831000703951500 

1.668 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.668 

1.03 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.01 

0.004 

0.84 

0.55 


Halgana 

0831000703939900 

3.875 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.875 

3.03 

0.025 

0.12 

0.03 

0.00 

0.00 

0.00 

0.38 

0.57 

0.48 

0.010 

0.83 

0.56 


Hana Kheri 

0831000703955200 

2.592 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.592 

2.17 

0.020 

0.13 

0.03 

0.00 

0.00 

0.00 

0.21 

0.30 

0.50 

0.007 

0.83 

0.58 


Hanuwat Khera 

0831000403894200 

4.124 

Fresh 

Lashi 

Command 

Bhander Sandstone 

1.980 

1.81 

0.025 

0.07 

0.01 

0.00 

0.00 

0.00 

0.15 

0.20 

0.26 

0.005 

0.39 

0.29 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.08 

0.00 

2,264.11 

0.00 

0.01 

0.01 

0.00 

0.06 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.032 

0.002 

0.031 

0.102 

332.19 

Over Exploited 

Chainpura 

0831000803974200 

0.08 

0.08 

(1.53) 

0.07 

- 

0.07 

0.06 

0.88 

- 

- 

- 

- 

- 

- 

- 

0.074 

0.004 

0.070 

0.018 

25.05 

Safe 

Chainpuriya Jageer 

0831000803961300 

0.08 

0.00 

10,500.35 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.18 

(27.38) 

0.15 

0.01 

0.16 

0.03 

0.58 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.177 

0.009 

0.169 

0.109 

64.81 

Safe 

Chainpurya 

0831000403884500 

0.06 

0.04 

1,109.92 

0.05 

0.01 

0.06 

0.02 

0.28 

- 

- 

- 

- 

0.018 

0.018 

0.018 

0.080 

0.004 

0.076 

0.030 

39.07 

Safe 

Chandipur 

0832000404065400 

0.07 

0.00 

63,022.38 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chawal Kheri 

0831000703944700 

0.08 

0.26 

124.12 

0.31 

0.04 

0.35 

0.06 

0.90 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

0.470 

0.023 

0.446 

0.670 

150.15 

Over Exploited 

Chhabra (M) 

0831000743105000 

0.08 

0.66 

344.62 

0.80 

0.16 

0.96 

0.06 

0.88 

- 

0.4900 

- 

- 

- 

0.490 

0.490 

1.448 

0.072 

1.376 

4.935 

358.78 

Over Exploited 



0.08 

0.00 

22,343.34 

0.00 

- 

0.00 

0.00 

0.02 

- 

0.0100 

0.0052 

0.0063 

- 

0.022 

0.022 

0.022 

0.001 

0.021 

0.112 

539.84 

Over Exploited 

Chhatrapura 

0831000403888400 

0.06 

0.30 

431.04 

0.36 

0.01 

0.37 

0.05 

0.65 

- 

0.0600 

- 

- 

0.000 

0.060 

0.060 

0.432 

0.022 

0.411 

0.317 

77.21 

Semi Critical 

Chhipabarod (CT) 

0831000843106000 

0.08 

0.06 

548.59 

0.07 

0.02 

0.09 

0.02 

0.34 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.139 

0.007 

0.132 

0.876 

661.35 

Over Exploited 



0.08 

0.00 

30,970.05 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.013 

######### 

Over Exploited 



0.08 

0.13 

332.38 

0.16 

0.03 

0.19 

0.04 

0.51 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.268 

0.013 

0.255 

1.322 

519.00 

Over Exploited 



0.08 

0.00 

13,687.43 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.010 

0.001 

0.010 

0.101 

1,023.64 

Over Exploited 

Dabari 

0831000803968700 

0.08 

0.20 

(3.97) 

0.20 

- 

0.20 

0.06 

0.89 

- 

- 

- 

- 

- 

- 

- 

0.197 

0.010 

0.187 

0.024 

12.71 

Safe 

Dangpura 

0831000703954300 

0.07 

0.11 

(36.38) 

0.09 

- 

0.09 

0.06 

0.90 

- 

- 

- 

- 

- 

- 

- 

0.089 

0.004 

0.085 

0.041 

48.24 

Safe 

Dant Ka Pani 

0831000803970100 

0.08 

0.00 

1,487.68 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

2,008.87 

Over Exploited 

Dara 

0831000403888600 

0.06 

0.19 

316.91 

0.23 

0.01 

0.24 

0.04 

0.59 

- 

0.0400 

- 

- 

0.002 

0.042 

0.042 

0.280 

0.014 

0.266 

0.327 

122.58 

Over Exploited 

Daulatpura 

0831000803959800 

0.08 

0.25 

(42.16) 

0.20 

0.02 

0.22 

0.06 

0.89 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.287 

0.014 

0.272 

0.389 

142.72 

Over Exploited 

Dehri 

0831000703945700 

0.07 

0.21 

0.05 

0.21 

0.02 

0.23 

0.06 

0.88 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.286 

0.014 

0.272 

0.328 

120.70 

Over Exploited 



0.08 

0.00 

1,964.40 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

5,553.25 

Over Exploited 

Deopura 

0831000403892600 

0.06 

0.18 

173.46 

0.22 

- 

0.22 

0.03 

0.54 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.226 

0.011 

0.214 

0.142 

66.29 

Safe 

Deori Jodh 

0831000803965600 

0.08 

0.16 

132.69 

0.19 

0.04 

0.23 

0.04 

0.71 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

0.354 

0.018 

0.336 

1.058 

315.15 

Over Exploited 

Deori Moond 

0831000803973500 

0.08 

0.10 

74.71 

0.12 

0.01 

0.13 

0.04 

0.57 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.165 

0.008 

0.156 

0.142 

90.59 

Critical 

Dhab Beh 

0832000404065000 

0.07 

0.05 

31.42 

0.06 

- 

0.06 

0.06 

0.87 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.067 

0.003 

0.064 

0.066 

104.27 

Over Exploited 

Dhamdhar 

0832000404064500 

0.07 

0.18 

(24.52) 

0.14 

0.01 

0.15 

0.06 

0.87 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.171 

0.009 

0.162 

0.098 

60.18 

Safe 

Dhanwas 

0832000404067900 

0.07 

0.17 

(3.71) 

0.17 

0.00 

0.17 

0.06 

0.87 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.177 

0.009 

0.168 

0.098 

57.94 

Safe 

Dheenga Rari 

0831000703955600 

0.07 

0.09 

184.17 

0.11 

0.04 

0.15 

0.06 

0.89 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

0.260 

0.013 

0.247 

0.585 

236.48 

Over Exploited 

Dholam 

0831000803960600 

0.08 

0.03 

2,215.94 

0.03 

0.02 

0.05 

0.01 

0.22 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.113 

0.006 

0.108 

1.495 

1,388.41 

Over Exploited 



0.08 

0.20 

759.80 

0.25 

0.05 

0.30 

0.04 

0.61 

- 

0.1500 

- 

- 

- 

0.150 

0.150 

0.446 

0.022 

0.423 

4.051 

956.67 

Over Exploited 

Digod Khalsa 

0831000803965100 

0.08 

0.02 

361.21 

0.03 

0.01 

0.04 

0.01 

0.17 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.055 

0.003 

0.052 

0.180 

344.18 

Over Exploited 



0.08 

0.02 

698.02 

0.02 

0.01 

0.03 

0.01 

0.16 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.075 

0.004 

0.071 

0.329 

463.37 

Over Exploited 



0.08 

0.09 

123.52 

0.10 

0.01 

0.11 

0.02 

0.34 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.155 

0.008 

0.147 

0.362 

246.20 

Over Exploited 



0.08 

0.00 

4,149.48 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.051 

499.74 

Over Exploited 

Dilod 

0831000703938900 

0.08 

0.01 

977.88 

0.01 

0.01 

0.02 

0.01 

0.09 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.041 

0.002 

0.039 

0.128 

330.18 

Over Exploited 

Dohni 

0831000703944900 

0.07 

0.22 

(38.52) 

0.18 

- 

0.18 

0.06 

0.89 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.199 

0.010 

0.189 

0.094 

49.77 

Safe 

Gagchana 

0831000803964300 

0.08 

0.22 

107.34 

0.26 

0.04 

0.30 

0.06 

0.89 

- 

0.1900 

- 

- 

- 

0.190 

0.190 

0.489 

0.024 

0.465 

1.018 

219.17 

Over Exploited 

Ganeshpura 

0831000803959300 

0.08 

0.19 

(33.05) 

0.15 

0.02 

0.17 

0.05 

0.79 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.231 

0.012 

0.219 

0.325 

148.39 

Over Exploited 



0.08 

0.00 

1,143.38 

0.00 

- 

0.00 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.013 

0.080 

625.98 

Over Exploited 

Gangti 

0831000803966000 

0.08 

0.12 

(13.21) 

0.11 

- 

0.11 

0.04 

0.68 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.115 

0.006 

0.109 

0.060 

55.30 

Safe 



0.08 

0.00 

32,413.19 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ghaghonia 

0831000803959000 

0.08 

0.41 

68.84 

0.50 

0.03 

0.53 

0.06 

0.89 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.607 

0.030 

0.576 

0.471 

81.64 

Semi Critical 

Ghata Kheri 

0831000703950700 

0.07 

0.36 

56.58 

0.44 

0.06 

0.50 

0.06 

0.89 

- 

0.1700 

- 

- 

- 

0.170 

0.170 

0.667 

0.033 

0.633 

0.899 

141.93 

Over Exploited 

Ghatta 

0831000703946100 

0.07 

0.06 

24.31 

0.07 

0.01 

0.08 

0.04 

0.54 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.114 

0.006 

0.109 

0.175 

160.85 

Over Exploited 

Ghatti 

0831000703946200 

0.07 

0.01 

332.56 

0.01 

- 

0.01 

0.02 

0.28 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.024 

0.001 

0.023 

0.077 

337.60 

Over Exploited 



0.07 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gobindpura 

0831000703950800 

0.07 

0.15 

33.58 

0.18 

0.01 

0.19 

0.06 

0.90 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.215 

0.011 

0.204 

0.266 

130.39 

Over Exploited 

Gogatori 

0831000703941300 

0.07 

0.00 

6,517.90 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.06 

356.21 

0.07 

- 

0.07 

0.02 

0.30 

- 

- 

- 

- 

- 

- 

- 

0.071 

0.004 

0.068 

0.007 

10.02 

Safe 



0.08 

0.00 

4,348.12 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0065 

0.0079 

- 

0.014 

0.014 

0.015 

0.001 

0.014 

0.001 

4.83 

Safe 

Googor 

0831000703941000 

0.08 

0.17 

354.30 

0.20 

0.05 

0.25 

0.03 

0.48 

- 

0.1500 

- 

- 

- 

0.150 

0.150 

0.399 

0.020 

0.380 

0.792 

208.70 

Over Exploited 

Gopal Para 

0831000703948600 

0.07 

0.23 

(34.31) 

0.19 

- 

0.19 

0.06 

0.86 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.198 

0.010 

0.188 

0.133 

70.62 

Semi Critical 

Gorakhpura 

0831000703940000 

0.08 

0.08 

205.75 

0.09 

0.02 

0.11 

0.06 

0.89 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.171 

0.009 

0.162 

0.325 

200.51 

Over Exploited 

Gordhan Pura 

0831000803965300 

0.08 

0.06 

208.85 

0.07 

0.02 

0.09 

0.02 

0.33 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.151 

0.008 

0.144 

0.502 

348.88 

Over Exploited 



0.08 

0.12 

298.18 

0.14 

0.05 

0.19 

0.03 

0.47 

- 

0.1500 

- 

- 

- 

0.150 

0.150 

0.342 

0.017 

0.325 

1.338 

411.50 

Over Exploited 



0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gordhanpura 

0831000403893700 

0.06 

0.06 

60.58 

0.08 

0.01 

0.09 

0.03 

0.46 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.117 

0.006 

0.112 

0.181 

162.51 

Over Exploited 

Gordhanpura @ Surdibah 

0831000803975200 

0.08 

0.28 

0.03 

0.28 

- 

0.28 

0.06 

0.88 

- 

- 

- 

- 

- 

- 

- 

0.283 

0.014 

0.269 

0.028 

10.26 

Safe 

Govind Pura 

0831000803963900 

0.08 

0.26 

(41.25) 

0.21 

0.01 

0.22 

0.06 

0.89 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.249 

0.012 

0.237 

0.245 

103.57 

Over Exploited 

Gujar Kheri 

0831000803964900 

0.08 

0.00 

22,787.04 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gul Kheri 

0831000803960100 

0.08 

0.37 

(19.90) 

0.30 

0.02 

0.32 

0.06 

0.89 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.388 

0.019 

0.369 

0.644 

174.47 

Over Exploited 



0.08 

0.00 

16,825.27 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gundlai 

0831000803957800 

0.08 

0.00 

2,479.75 

0.00 

- 

0.00 

0.00 

0.04 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.012 

0.064 

550.85 

Over Exploited 

Guru Kheri 

0831000803959100 

0.08 

0.38 

46.66 

0.46 

0.03 

0.49 

0.06 

0.89 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.570 

0.029 

0.542 

0.467 

86.23 

Semi Critical 

Hafeej Pura 

0831000703951500 

0.07 

0.10 

(46.82) 

0.08 

- 

0.08 

0.06 

0.90 

- 

- 

- 

- 

- 

- 

- 

0.078 

0.004 

0.074 

0.018 

24.59 

Safe 

Halgana 

0831000703939900 

0.08 

0.26 

121.37 

0.31 

0.03 

0.34 

0.06 

0.89 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.430 

0.022 

0.409 

0.490 

119.95 

Over Exploited 

Hana Kheri 

0831000703955200 

0.07 

0.15 

101.51 

0.18 

0.03 

0.21 

0.06 

0.89 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.301 

0.015 

0.286 

0.509 

177.91 

Over Exploited 

Hanuwat Khera 

0831000403894200 

0.06 

0.05 

336.02 

0.06 

0.01 

0.07 

0.03 

0.42 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.095 

0.005 

0.091 

0.262 

289.41 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 



083100070394360C 

3.190 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.559 

1.68 

0.020 

0.10 

0.03 

0.00 

0.00 

0.00 

0.16 

0.25 

0.41 

0.007 

0.68 

0.43 







Non-command 

Bhander Sandstone 

0.619 

1.68 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.09 

0.15 

0.002 

0.16 

0.10 






Bethli 

Command 

Bhander Sandstone 

0.013 

1.68 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Harnawada Jageer 

0831000803960200 

3.256 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.439 

1.70 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.12 

0.15 

0.008 

0.62 

0.48 







Non-command 

Bhander Sandstone 

0.744 

1.70 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.08 

0.002 

0.19 

0.15 






Lashi 

Command 

Bhander Sandstone 

0.074 

1.70 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.01 


Harnawadi Jageer 

0831000803960300 

2.123 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.544 

1.93 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.07 

0.002 

0.21 

0.16 







Non-command 

Bhander Sandstone 

0.369 

1.93 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.08 

0.001 

0.14 

0.11 






Lashi 

Command 

Deccan Traps 

0.024 

1.93 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Command 

Bhander Sandstone 

1.186 

1.93 

0.025 

0.07 

0.01 

0.00 

0.00 

0.00 

0.12 

0.15 

0.27 

0.004 

0.46 

0.35 


Hinglot 

0831000703954600 

4.030 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.030 

1.50 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.16 

0.23 

0.20 

0.010 

0.83 

0.58 




1.850 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.850 

1.50 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.11 

0.08 

0.005 

0.83 

0.58 


Ibrahimpur Jadeed 

0831000703956000 

1.805 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.014 

1.62 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 


lslampura@Patpari 

0831000703953500 

1.693 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.693 

1.87 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.10 

0.15 

0.21 

0.004 

0.84 

0.57 


Jala 

0831000703956700 

18.654 

Fresh 

Non-command 

Non-command 

Deccan Traps 

18.654 

2.04 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.81 

1.14 

0.13 

0.048 

0.83 

0.59 


Janchrora 

0831000703941400 

6.447 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.001 

2.40 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Bhander Sandstone 

0.178 

2.40 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.000 

0.02 

0.01 


Jhanjhani 

0831000803973700 

7.588 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.102 

3.35 

0.015 

0.09 

0.02 

0.00 

0.00 

0.00 

0.28 

0.36 

0.36 

0.013 

0.44 

0.34 


Jharanya Jageer 

0831000803961000 

4.562 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.489 

-0.01 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.014 

0.66 

0.53 







Non-command 

Bhander Sandstone 

0.074 

-0.01 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Jharkheri 

0831000703949100 

3.177 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.177 

0.70 

0.020 

0.17 

0.04 

0.00 

0.00 

0.00 

0.17 

0.27 

0.68 

0.008 

0.84 

0.54 


Kabar Khoh 

0831000703954900 

2.241 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.241 

2.10 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.18 

0.15 

0.006 

0.83 

0.58 


Kachhawan 

0831000703939200 

6.113 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.891 

1.60 

0.025 

0.06 

0.01 

0.00 

0.00 

0.00 

0.13 

0.18 

0.21 

0.005 

0.26 

0.18 


Kadaiya Ban 

0831000703944000 

5.046 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.169 

2.83 

0.025 

0.34 

0.08 

0.00 

0.00 

0.00 

0.55 

0.88 

1.33 

0.011 

0.70 

0.44 






Bethli 

Command 

Bhander Sandstone 

0.877 

2.83 

0.025 

0.07 

0.02 

0.00 

0.00 

0.00 

0.11 

0.18 

0.27 

0.002 

0.15 

0.09 


Kadaiya Chhatri 

0831000703943300 

4.090 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.410 

1.45 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.04 

0.001 

0.08 

0.05 


Kadaiya Nohar 

0831000703945100 

7.375 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.872 

1.82 

0.020 

0.13 

0.03 

0.00 

0.00 

0.00 

0.35 

0.49 

0.51 

0.018 

0.78 

0.56 







Non-command 

Bhander Sandstone 

0.503 

1.82 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.06 

0.001 

0.06 

0.04 


Kajlya 

0831000803964200 

4.615 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.778 

3.31 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.24 

0.30 

0.23 

0.012 

0.68 

0.53 


Kakarda 

0831000803958100 

1.707 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.187 

3.58 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.15 

0.19 

0.19 

0.004 

0.51 

0.39 






Lashi 

Command 

Bhander Sandstone 

0.520 

3.58 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.08 

0.002 

0.22 

0.17 


Kakarwa 

0831000703943400 

2.754 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.018 

2.53 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.11 

0.07 

0.003 

0.31 

0.20 







Non-command 

Bhander Sandstone 

0.266 

2.53 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.04 

0.001 

0.08 

0.05 






Bethli 

Command 

Bhander Sandstone 

1.067 

2.53 

0.025 

0.03 

0.01 

0.00 

0.00 

0.00 

0.09 

0.14 

0.12 

0.003 

0.33 

0.21 


Kalpa Jageer 

0831000803967200 

5.687 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.687 

2.43 

0.015 

0.24 

0.06 

0.00 

0.00 

0.00 

0.39 

0.50 

0.94 

0.018 

0.72 

0.56 


Kalya Kheri 

0831000703940500 

6.118 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.118 

4.19 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.67 

1.02 

0.15 

0.016 

0.84 

0.55 


Kandari 

0831000803970200 

14.616 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.256 

2.13 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.03 

0.004 

0.07 

0.05 


Kansal 

0831000703940400 

2.861 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.861 

4.02 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.33 

0.48 

0.17 

0.007 

0.84 

0.57 


Kanwarpura 

0831000403893600 

5.012 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.393 

0.72 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.06 

0.004 

0.23 

0.16 


Kari Kheri 

0831000703938500 

3.035 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.992 

2.71 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.24 

0.32 

0.18 

0.008 

0.80 

0.60 


KarnalJageer 

0831000803963000 

6.215 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.605 

1.37 

0.025 

0.13 

0.02 

0.00 

0.00 

0.00 

0.30 

0.36 

0.49 

0.018 

0.51 

0.43 


Kami Jageer 

0831000803968400 

2.566 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.566 

2.58 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.13 

0.17 

0.17 

0.008 

0.83 

0.64 


Kawai 

0831000403893500 

13.172 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.915 

-0.20 

0.025 

0.24 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.56 

0.298 

0.37 

0.27 


Kel Kheri 

0831000703948900 

2.113 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.113 

0.78 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.08 

0.13 

0.23 

0.005 

0.84 

0.54 



0831000803960700 

1.273 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.015 

1.95 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Lashi 

Command 

Bhander Sandstone 

1.258 

1.95 

0.025 

0.12 

0.01 

0.00 

0.00 

0.00 

0.17 

0.22 

0.47 

0.004 

0.81 

0.62 


Kesholi 

0831000703940700 

2.930 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.930 

4.28 

0.025 

0.16 

0.04 

0.00 

0.00 

0.00 

0.43 

0.65 

0.65 

0.008 

0.84 

0.56 


Khajoori 

0831000703951900 

4.312 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.789 

1.41 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.13 

0.19 

0.21 

0.007 

0.54 

0.36 


Khajooriya 

0831000803967800 

4.493 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.876 

1.05 

0.025 

0.10 

0.01 

0.00 

0.00 

0.00 

0.14 

0.18 

0.38 

0.006 

0.33 

0.26 


Khakra 

0831000703945300 

2.964 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.184 

1.88 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.000 

0.05 

0.03 







Non-command 

Bhander Sandstone 

2.779 

1.88 

0.025 

0.16 

0.04 

0.00 

0.00 

0.00 

0.25 

0.39 

0.61 

0.007 

0.79 

0.51 


Khalakpura 

0831000703951800 

3.223 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.164 

1.55 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.11 

0.05 

0.006 

0.56 

0.38 


Khankhara 

0831000803963600 

1.177 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.269 

1.18 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.06 

0.001 

0.17 

0.14 






Lashi 

Command 

Deccan Traps 

0.908 

1.18 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.07 

0.08 

0.23 

0.003 

0.59 

0.46 


Khanpurya 

0832000404064900 

2.167 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.167 

3.03 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.11 

0.06 

0.001 

0.81 

0.60 


Kharkhera Nathooram 

0831000703950500 

14.936 

Fresh 

Non-command 

Non-command 

Deccan Traps 

14.708 

2.29 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.71 

0.93 

0.07 

0.038 

0.82 

0.62 


Khatoli 

0831000703943800 

2.091 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.016 

2.71 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 






Bethli 

Command 

Bhander Sandstone 

2.074 

2.71 

0.025 

0.13 

0.03 

0.00 

0.00 

0.00 

0.24 

0.38 

0.51 

0.005 

0.84 

0.53 


Khejra 

0831000703949000 

1.083 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.083 

0.96 

0.020 

0.02 

0.01 

0.00 

0.00 

0.00 

0.03 

0.05 

0.08 

0.003 

0.84 

0.54 


Kher Khajuriya 

0831000803968800 

1.252 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.252 

2.94 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.10 

0.12 

0.20 

0.004 

0.83 

0.63 


Kher Khera 

0832000404064600 

5.869 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.869 

2.96 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.21 

0.28 

0.21 

0.003 

0.82 

0.60 


Kheri 

0831000703939500 

7.005 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.093 

2.02 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.14 

0.21 

0.15 

0.005 

0.25 

0.16 



0831000803963300 

4.103 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.835 

1.45 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.08 

0.003 

0.12 

0.10 







Non-command 

Bhander Sandstone 

3.265 

1.45 

0.025 

0.15 

0.02 

0.00 

0.00 

0.00 

0.25 

0.30 

0.60 

0.010 

0.49 

0.40 


Kherkhera Gusai 

0831000703949900 

3.170 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.170 

2.04 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.20 

0.05 

0.008 

0.83 

0.63 


Kherkhera Laxman 

0831000703955000 

5.992 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.992 

2.07 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.27 

0.38 

0.09 

0.015 

0.83 

0.59 


Kherkhera Meena 

0831000703951100 

2.284 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.284 

0.88 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.03 

0.006 

0.84 

0.57 


Kherla 

0831000703944300 

3.540 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.540 

3.18 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.31 

0.47 

0.15 

0.009 

0.84 

0.56 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 


0831000703943600 

0.07 

0.12 

105.02 

0.15 

0.03 

0.18 

0.05 

0.72 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.255 

0.013 

0.242 

0.415 

171.00 

Over Exploited 



0.08 

0.01 

1,001.22 

0.01 

0.01 

0.02 

0.01 

0.18 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.050 

0.002 

0.047 

0.153 

323.21 

Over Exploited 



0.08 

0.00 

27,270.79 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Harnawada Jageer 

0831000803960200 

0.08 

0.12 

(0.91) 

0.12 

0.01 

0.13 

0.05 

0.66 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.149 

0.007 

0.142 

0.157 

110.46 

Over Exploited 



0.08 

0.01 

496.15 

0.01 

- 

0.01 

0.01 

0.20 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.022 

0.086 

387.63 

Over Exploited 



0.08 

0.00 

3,549.03 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Harnawadi Jageer 

0831000803960300 

0.08 

0.01 

407.87 

0.01 

- 

0.01 

0.02 

0.23 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.021 

0.001 

0.020 

0.069 

344.25 

Over Exploited 



0.08 

0.00 

1,067.64 

0.01 

- 

0.01 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.014 

0.080 

560.05 

Over Exploited 



0.08 

0.00 

4,970.70 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.04 

250.77 

0.05 

0.01 

0.06 

0.03 

0.49 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.092 

0.005 

0.088 

0.270 

307.70 

Over Exploited 

Hinglot 

0831000703954600 

0.07 

0.24 

(1.49) 

0.23 

0.01 

0.24 

0.06 

0.90 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.282 

0.014 

0.268 

0.205 

76.73 

Semi Critical 



0.07 

0.11 

0.71 

0.11 

- 

0.11 

0.06 

0.90 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.129 

0.006 

0.122 

0.087 

70.92 

Semi Critical 

Ibrahimpur Jadeed 

0831000703956000 

0.07 

0.00 

9,716.83 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

lslampura@Patpari 

0831000703953500 

0.07 

0.10 

54.25 

0.12 

0.01 

0.13 

0.06 

0.90 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.169 

0.008 

0.160 

0.213 

133.06 

Over Exploited 

Jala 

0831000703956700 

0.07 

1.08 

5.65 

1.14 

- 

1.14 

0.06 

0.89 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

1.160 

0.058 

1.102 

0.175 

15.90 

Safe 

Janchrora 

0831000703941400 

0.07 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

4,958.08 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jhanjhani 

0831000803973700 

0.08 

0.15 

148.66 

0.17 

0.02 

0.19 

0.03 

0.48 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.265 

0.013 

0.251 

0.376 

149.49 

Over Exploited 

Jharanya Jageer 

0831000803961000 

0.08 

0.24 

- 

0.24 

0.01 

0.25 

0.04 

0.70 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.276 

0.028 

0.248 

0.280 

112.79 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jharkheri 

0831000703949100 

0.07 

0.19 

45.36 

0.22 

0.04 

0.26 

0.06 

0.90 

- 

0.1300 

- 

- 

- 

0.130 

0.130 

0.394 

0.020 

0.375 

0.692 

184.75 

Over Exploited 

Kabar Khoh 

0831000703954900 

0.07 

0.13 

36.54 

0.16 

0.01 

0.17 

0.06 

0.89 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.197 

0.010 

0.187 

0.160 

85.51 

Semi Critical 

Kachhawan 

0831000703939200 

0.08 

0.04 

370.44 

0.05 

0.01 

0.06 

0.02 

0.27 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.096 

0.005 

0.092 

0.219 

239.07 

Over Exploited 

Kadaiya Ban 

0831000703944000 

0.08 

0.23 

278.43 

0.28 

0.08 

0.36 

0.05 

0.75 

- 

0.2500 

- 

- 

- 

0.250 

0.250 

0.609 

0.030 

0.578 

1.345 

232.63 

Over Exploited 



0.08 

0.01 

1,626.82 

0.01 

0.02 

0.03 

0.01 

0.16 

- 

0.0500 

0.0212 

0.0256 

- 

0.097 

0.097 

0.129 

0.006 

0.123 

0.276 

225.23 

Over Exploited 

Kadaiya Chhatri 

0831000703943300 

0.07 

0.00 

1,329.64 

0.00 

- 

0.00 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.044 

359.40 

Over Exploited 

Kadaiya Nohar 

0831000703945100 

0.07 

0.37 

29.78 

0.45 

0.03 

0.48 

0.06 

0.84 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.579 

0.029 

0.550 

0.526 

95.56 

Critical 



0.08 

0.00 

2,501.55 

0.00 

- 

0.00 

0.00 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.063 

522.81 

Over Exploited 

Kajlya 

0831000803964200 

0.08 

0.21 

48.44 

0.25 

0.01 

0.26 

0.05 

0.73 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.296 

0.015 

0.281 

0.237 

84.22 

Semi Critical 

Kakarda 

0831000803958100 

0.08 

0.05 

291.76 

0.06 

0.01 

0.07 

0.04 

0.54 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.088 

0.004 

0.083 

0.194 

232.75 

Over Exploited 



0.08 

0.01 

827.82 

0.01 

- 

0.01 

0.02 

0.24 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.021 

0.001 

0.020 

0.081 

402.83 

Over Exploited 

Kakarwa 

0831000703943400 

0.07 

0.02 

411.35 

0.03 

- 

0.03 

0.02 

0.33 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.037 

0.002 

0.035 

0.075 

214.43 

Over Exploited 



0.08 

0.00 

2,354.44 

0.00 

- 

0.00 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.039 

337.17 

Over Exploited 



0.08 

0.03 

397.80 

0.03 

0.01 

0.04 

0.02 

0.35 

- 

0.0200 

0.0259 

0.0311 

- 

0.077 

0.077 

0.120 

0.006 

0.114 

0.118 

102.90 

Over Exploited 

Kalpa Jageer 

0831000803967200 

0.08 

0.33 

52.35 

0.39 

0.06 

0.45 

0.05 

0.77 

- 

0.1800 

- 

- 

- 

0.180 

0.180 

0.635 

0.032 

0.603 

0.954 

158.18 

Over Exploited 

Kalya Kheri 

0831000703940500 

0.08 

0.41 

148.83 

0.49 

0.01 

0.50 

0.06 

0.90 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.533 

0.027 

0.506 

0.165 

32.55 

Safe 

Kandari 

0831000803970200 

0.08 

0.01 

877.73 

0.01 

- 

0.01 

0.00 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.038 

219.66 

Over Exploited 

Kansal 

0831000703940400 

0.08 

0.19 

148.89 

0.23 

0.01 

0.24 

0.06 

0.90 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.269 

0.013 

0.256 

0.180 

70.48 

Semi Critical 

Kanwarpura 

0831000403893600 

0.06 

0.02 

227.85 

0.02 

- 

0.02 

0.02 

0.24 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.033 

0.002 

0.031 

0.062 

198.49 

Over Exploited 

Kari Kheri 

0831000703938500 

0.08 

0.19 

68.00 

0.23 

0.01 

0.24 

0.06 

0.86 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.270 

0.013 

0.256 

0.183 

71.35 

Semi Critical 

KarnalJageer 

0831000803963000 

0.08 

0.23 

56.25 

0.28 

0.02 

0.30 

0.03 

0.54 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.356 

0.018 

0.339 

0.510 

150.49 

Over Exploited 

Kami Jageer 

0831000803968400 

0.08 

0.17 

(1.73) 

0.17 

0.01 

0.18 

0.06 

0.89 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.207 

0.010 

0.197 

0.176 

89.54 

Semi Critical 

Kawai 

0831000403893500 

0.06 

0.13 

- 

0.13 

0.04 

0.17 

0.03 

0.39 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

0.280 

0.028 

0.252 

0.862 

342.74 

Over Exploited 

Kel Kheri 

0831000703948900 

0.07 

0.12 

4.27 

0.13 

0.01 

0.14 

0.06 

0.90 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.180 

0.009 

0.171 

0.233 

136.68 

Over Exploited 


0831000803960700 

0.08 

0.00 

7,751.27 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.08 

173.24 

0.10 

0.01 

0.11 

0.06 

0.87 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.127 

0.006 

0.121 

0.477 

393.78 

Over Exploited 

Kesholi 

0831000703940700 

0.08 

0.20 

232.76 

0.24 

0.04 

0.28 

0.06 

0.90 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

0.395 

0.020 

0.376 

0.658 

175.10 

Over Exploited 

Khajoori 

0831000703951900 

0.07 

0.11 

83.12 

0.13 

0.01 

0.14 

0.04 

0.58 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.177 

0.009 

0.168 

0.221 

131.65 

Over Exploited 

Khajooriya 

0831000803967800 

0.08 

0.05 

257.62 

0.06 

0.01 

0.07 

0.02 

0.36 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.110 

0.006 

0.105 

0.385 

367.44 

Over Exploited 

Khakra 

0831000703945300 

0.07 

0.00 

3,799.81 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.022 

2,923.45 

Over Exploited 



0.08 

0.18 

122.06 

0.21 

0.04 

0.25 

0.06 

0.85 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

0.361 

0.018 

0.343 

0.619 

180.78 

Over Exploited 

Khalakpura 

0831000703951800 

0.07 

0.09 

34.90 

0.10 

- 

0.10 

0.04 

0.60 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.112 

0.006 

0.106 

0.056 

52.23 

Safe 

Khankhara 

0831000803963600 

0.08 

0.00 

751.08 

0.00 

- 

0.00 

0.01 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.014 

0.065 

471.28 

Over Exploited 



0.08 

0.04 

98.66 

0.05 

0.01 

0.06 

0.04 

0.63 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.091 

0.005 

0.087 

0.236 

272.34 

Over Exploited 

Khanpurya 

0832000404064900 

0.07 

0.12 

(7.37) 

0.11 

0.00 

0.12 

0.06 

0.87 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.127 

0.006 

0.121 

0.061 

50.71 

Safe 

Kharkhera Nathooram 

0831000703950500 

0.07 

0.84 

10.12 

0.93 

- 

0.93 

0.06 

0.88 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.937 

0.047 

0.890 

0.103 

11.57 

Safe 

Khatoli 

0831000703943800 

0.08 

0.00 

20,429.03 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.14 

175.82 

0.17 

0.03 

0.20 

0.06 

0.90 

- 

0.1000 

0.0503 

0.0605 

- 

0.211 

0.211 

0.407 

0.020 

0.387 

0.514 

132.95 

Over Exploited 

Khejra 

0831000703949000 

0.07 

0.06 

(24.16) 

0.05 

0.01 

0.06 

0.06 

0.90 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.081 

0.004 

0.077 

0.087 

112.72 

Over Exploited 

Kher Khajuriya 

0831000803968800 

0.08 

0.08 

50.25 

0.10 

0.01 

0.11 

0.06 

0.89 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.149 

0.007 

0.142 

0.206 

145.22 

Over Exploited 

Kher Khera 

0832000404064600 

0.07 

0.34 

(15.14) 

0.28 

0.01 

0.30 

0.06 

0.88 

- 

0.0400 

- 

- 

0.006 

0.046 

0.046 

0.344 

0.017 

0.327 

0.213 

65.25 

Safe 

Kheri 

0831000703939500 

0.08 

0.04 

391.33 

0.05 

0.01 

0.06 

0.02 

0.27 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.090 

0.005 

0.086 

0.156 

182.74 

Over Exploited 


0831000803963300 

0.08 

0.01 

458.68 

0.01 

- 

0.01 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.020 

0.001 

0.019 

0.083 

434.67 

Over Exploited 



0.08 

0.13 

137.83 

0.15 

0.02 

0.17 

0.03 

0.52 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.243 

0.012 

0.231 

0.605 

262.00 

Over Exploited 

Kherkhera Gusai 

0831000703949900 

0.07 

0.18 

6.53 

0.20 

- 

0.20 

0.06 

0.89 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.207 

0.010 

0.196 

0.061 

31.17 

Safe 

Kherkhera Laxman 

0831000703955000 

0.07 

0.35 

8.96 

0.38 

0.01 

0.39 

0.06 

0.89 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.409 

0.020 

0.389 

0.106 

27.38 

Safe 

Kherkhera Meena 

0831000703951100 

0.07 

0.13 

(45.30) 

0.11 

- 

0.11 

0.06 

0.90 

- 

- 

- 

- 

- 

- 

- 

0.107 

0.005 

0.102 

0.039 

38.24 

Safe 

Kherla 

0831000703944300 

0.08 

0.24 

96.05 

0.28 

0.01 

0.29 

0.06 

0.90 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.325 

0.016 

0.309 

0.158 

51.22 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Kherla Jageer 

083100080396290C 

3.479 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.479 

1.39 

0.025 

0.19 

0.03 

0.00 

0.00 

0.00 

0.28 

0.34 

0.74 

0.011 

0.57 

0.48 


Kherli 

0831000703939600 

7.213 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.060 

2.19 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.10 

0.05 

0.003 

0.12 

0.08 


Kherli Gaddiyan 

0831000403893400 

12.999 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

9.968 

0.19 

0.025 

0.07 

0.01 

0.00 

0.00 

0.00 

0.11 

0.15 

0.24 

0.025 

0.62 

0.46 


Khokhai 

0831000703939700 

3.583 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.725 

2.76 

0.025 

0.06 

0.02 

0.00 

0.00 

0.00 

0.16 

0.25 

0.24 

0.004 

0.41 

0.26 






Bethli 

Command 

Bhander Sandstone 

1.858 

2.76 

0.025 

0.06 

0.02 

0.00 

0.00 

0.00 

0.17 

0.27 

0.24 

0.005 

0.44 

0.28 


Khopar 

0831000703944200 

1.792 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.792 

4.08 

0.025 

0.23 

0.06 

0.00 

0.00 

0.00 

0.35 

0.53 

0.91 

0.005 

0.84 

0.56 


Kishanpura 

0831000503911000 

13.848 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.000 

3.47 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kishorpura 

0831000703941100 

2.091 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.292 

2.74 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.16 

0.05 

0.003 

0.52 

0.33 






Bethli 

Command 

Bhander Sandstone 

0.745 

2.74 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.10 

0.03 

0.002 

0.30 

0.19 


Kohni 

0831000803959200 

9.095 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.311 

1.25 

0.015 

0.11 

0.03 

0.00 

0.00 

0.00 

0.18 

0.24 

0.43 

0.017 

0.49 

0.36 







Non-command 

Bhander Sandstone 

3.784 

1.25 

0.025 

0.15 

0.04 

0.00 

0.00 

0.00 

0.23 

0.31 

0.59 

0.012 

0.35 

0.26 


Kohri 

0831000803961700 

1.851 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.647 

1.81 

0.025 

0.07 

0.01 

0.00 

0.00 

0.00 

0.13 

0.16 

0.29 

0.005 

0.51 

0.43 


Koloo Khera 

0831000703939000 

5.286 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.148 

0.54 

0.025 

0.29 

0.07 

0.00 

0.00 

0.00 

0.29 

0.40 

1.14 

0.013 

0.79 

0.58 



0831000803968200 

4.868 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.042 

1.83 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Koloo Kheri 

0831000703945400 

2.418 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.418 

1.69 

0.025 

0.16 

0.04 

0.00 

0.00 

0.00 

0.22 

0.35 

0.62 

0.006 

0.84 

0.53 


Kotra Bhagwan 

0831000803967100 

5.355 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.355 

2.17 

0.015 

0.07 

0.02 

0.00 

0.00 

0.00 

0.22 

0.28 

0.24 

0.017 

0.68 

0.53 


Kotra Chamar Garh 

0832000404068100 

10.654 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.212 

3.40 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.01 

0.001 

0.17 

0.12 


Kotra Khanderay 

0831000803974000 

6.073 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.073 

3.29 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.32 

0.43 

0.06 

0.019 

0.83 

0.62 


Kotri 

0831000703940900 

2.889 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.889 

3.93 

0.025 

0.32 

0.08 

0.00 

0.00 

0.00 

0.52 

0.81 

1.27 

0.007 

0.84 

0.54 



0831000803973900 

1.947 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.947 

3.19 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.14 

0.04 

0.006 

0.83 

0.63 


Kulinjara 

0831000703956500 

6.430 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.402 

1.74 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.001 

0.05 

0.04 


Kunda Allapura 

0831000703948400 

1.685 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.000 

1.38 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kunda Khera 

0832000404068000 

2.745 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.532 

3.45 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.16 

0.11 

0.001 

0.75 

0.55 


Kundi 

0831000703950000 

4.208 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.105 

2.22 

0.020 

0.07 

0.02 

0.00 

0.00 

0.00 

0.23 

0.30 

0.27 

0.011 

0.81 

0.63 


Kundi Khera 

0831000803965800 

2.602 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.849 

0.54 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.07 

0.003 

0.22 

0.17 







Non-command 

Bhander Sandstone 

1.752 

0.54 

0.025 

0.07 

0.02 

0.00 

0.00 

0.00 

0.07 

0.09 

0.27 

0.006 

0.45 

0.36 


Ladpurya 

0832000404067700 

5.162 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.937 

3.47 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.21 

0.07 

0.002 

0.62 

0.46 


Lapakna 

0831000703953900 

3.386 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.386 

1.31 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.15 

0.02 

0.009 

0.84 

0.56 


Laxmipura Kalan 

0831000803961600 

1.914 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.226 

1.36 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.001 

0.07 

0.06 


Lodhipura 

0832000404068200 

5.312 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.236 

3.23 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.04 

0.03 


Madanpura 

0831000803974700 

1.267 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.267 

3.30 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.11 

0.07 

0.004 

0.82 

0.61 


Madhopur 

0831000803962000 

5.839 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.431 

2.55 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.001 

0.04 

0.03 


Madna Kheri 

0831000703955700 

4.618 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.432 

2.12 

0.020 

0.10 

0.03 

0.00 

0.00 

0.00 

0.22 

0.31 

0.40 

0.009 

0.62 

0.42 


Mahesh Pura 

0831000703943700 

0.836 

Fresh 

Bethli 

Command 

Bhander Sandstone 

0.836 

2.75 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.10 

0.15 

0.20 

0.002 

0.84 

0.53 


Mahuwa Khera 

0831000703951700 

2.795 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.231 

1.28 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.10 

0.01 

0.006 

0.67 

0.44 


Maloni 

0831000803962400 

11.660 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.314 

4.43 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.01 

0.001 

0.01 

0.01 


Mandola 

0831000803968500 

2.502 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.468 

2.61 

0.015 

0.08 

0.02 

0.00 

0.00 

0.00 

0.16 

0.20 

0.31 

0.008 

0.82 

0.63 


Mandoo Kheri 

0831000703954000 

0.931 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.931 

1.20 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.03 

0.002 

0.84 

0.55 


Manpura 

0831000803973600 

8.171 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.941 

3.30 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.29 

0.39 

0.21 

0.016 

0.49 

0.37 


Masalpura 

0831000803974100 

0.754 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.754 

3.30 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.03 

0.002 

0.82 

0.62 


Mawasa 

0831000803958800 

5.029 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.078 

1.86 

0.025 

0.24 

0.04 

0.00 

0.00 

0.00 

0.34 

0.47 

0.95 

0.010 

0.50 

0.37 






Lashi 

Command 

Bhander Sandstone 

1.951 

1.86 

0.025 

0.15 

0.02 

0.00 

0.00 

0.00 

0.22 

0.30 

0.60 

0.006 

0.32 

0.23 



0832000404064400 

7.825 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.839 

3.11 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.02 

0.001 

0.19 

0.14 


Mawasa Dola 

0831000703951000 

2.594 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.594 

1.01 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.12 

0.11 

0.007 

0.84 

0.58 


Misroli 

0831000803962800 

6.584 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.306 

2.42 

0.025 

0.07 

0.01 

0.00 

0.00 

0.00 

0.44 

0.53 

0.27 

0.020 

0.55 

0.46 


Miyara 

0831000803959700 

4.898 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.863 

1.91 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.17 

0.22 

0.15 

0.015 

0.82 

0.64 


Mohammad Pur 

0831000803964600 

3.634 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.514 

3.25 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.21 

0.27 

0.20 

0.011 

0.80 

0.63 


Moonda Ghata 

0831000803968600 

5.458 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.458 

2.78 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.26 

0.34 

0.13 

0.017 

0.83 

0.64 


Moondakya 

0831000703950200 

5.090 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.090 

2.82 

0.020 

0.10 

0.02 

0.00 

0.00 

0.00 

0.37 

0.47 

0.39 

0.013 

0.83 

0.65 


Moondki 

0831000803964500 

3.696 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.506 

3.46 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.21 

0.27 

0.09 

0.011 

0.79 

0.62 


Moondla 

0831000703939300 

2.894 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.894 

1.67 

0.025 

0.21 

0.05 

0.00 

0.00 

0.00 

0.28 

0.41 

0.82 

0.007 

0.83 

0.57 


Morela 

0831000703954200 

1.548 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.548 

0.97 

0.020 

0.12 

0.02 

0.00 

0.00 

0.00 

0.13 

0.19 

0.48 

0.004 

0.84 

0.57 


Moreli 

0831000703954400 

2.584 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.584 

0.87 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.13 

0.18 

0.35 

0.007 

0.84 

0.57 


Motipura 

0831000403892700 

5.673 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.542 

2.34 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.18 

0.23 

0.15 

0.006 

0.33 

0.25 


Motipura Khurd 

0831000803962700 

6.121 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.969 

2.75 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.43 

0.51 

0.06 

0.019 

0.53 

0.45 


Motipura@lslam Nagar 

0831000703955400 

1.594 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.594 

2.21 

0.020 

0.07 

0.02 

0.00 

0.00 

0.00 

0.12 

0.17 

0.27 

0.004 

0.83 

0.58 


Nagda 

0831000703956600 

8.264 

Fresh 

Non-command 

Non-command 

Deccan Traps 

8.221 

2.19 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.41 

0.59 

0.20 

0.021 

0.83 

0.58 


Nagdi @ Shahadatpura 

0831000703955300 

2.581 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.581 

2.17 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.14 

0.20 

0.17 

0.007 

0.83 

0.58 


Nalkheri 

0831000803960400 

5.042 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.386 

2.37 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.06 

0.001 

0.06 

0.05 






Lashi 

Command 

Bhander Sandstone 

4.656 

2.37 

0.025 

0.18 

0.01 

0.00 

0.00 

0.00 

0.45 

0.58 

0.70 

0.015 

0.75 

0.58 


Nanoo Kheri 

0831000703951400 

0.881 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.881 

0.93 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.07 

0.10 

0.23 

0.002 

0.84 

0.56 


Narsinghpura 

0831000703938600 

3.688 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.647 

2.60 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.04 

0.002 

0.14 

0.11 


Nawab Ganj 

0831000703949800 

2.267 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.267 

2.03 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.16 

0.15 

0.006 

0.83 

0.62 


Nawab Pura 

0831000703955500 

1.480 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.480 

2.20 

0.020 

0.07 

0.02 

0.00 

0.00 

0.00 

0.12 

0.17 

0.29 

0.004 

0.83 

0.58 


Naya Pura 

0831000803967300 

3.179 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.848 

2.18 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.11 

0.05 

0.006 

0.44 

0.33 


Neem Thoor 

0831000703945500 

2.031 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.115 

1.55 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.000 

0.05 

0.03 







Non-command 

Bhander Sandstone 

1.916 

1.55 

0.025 

0.15 

0.04 

0.00 

0.00 

0.00 

0.18 

0.29 

0.59 

0.005 

0.79 

0.50 


Neemkhera 

0831000703955100 

6.932 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.932 

2.05 

0.020 

0.14 

0.03 

0.00 

0.00 

0.00 

0.39 

0.55 

0.54 

0.018 

0.83 

0.59 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Kherla Jageer 

0831000803962900 

0.08 

0.16 

111.60 

0.19 

0.03 

0.22 

0.03 

0.60 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.301 

0.015 

0.286 

0.753 

263.66 

Over Exploited 

Kherli 

0831000703939600 

0.08 

0.01 

903.84 

0.01 

- 

0.01 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.021 

0.053 

246.42 

Over Exploited 

Kherli Gaddiyan 

0831000403893400 

0.06 

0.37 

(60.96) 

0.30 

0.01 

0.31 

0.05 

0.67 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.348 

0.017 

0.330 

0.264 

79.94 

Semi Critical 

Khokhai 

0831000703939700 

0.08 

0.06 

349.76 

0.07 

0.02 

0.09 

0.03 

0.43 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.137 

0.007 

0.130 

0.246 

189.22 

Over Exploited 



0.08 

0.06 

309.74 

0.08 

0.02 

0.10 

0.03 

0.47 

- 

0.0500 

0.0450 

0.0542 

- 

0.149 

0.149 

0.247 

0.012 

0.235 

0.247 

105.08 

Over Exploited 

Khopar 

0831000703944200 

0.08 

0.12 

339.85 

0.14 

0.06 

0.20 

0.06 

0.90 

- 

0.1700 

- 

- 

- 

0.170 

0.170 

0.374 

0.019 

0.356 

0.912 

256.41 

Over Exploited 

Kishanpura 

0831000503911000 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kishorpura 

0831000703941100 

0.08 

0.05 

190.12 

0.06 

- 

0.06 

0.04 

0.56 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.074 

0.004 

0.071 

0.056 

79.61 

Semi Critical 



0.08 

0.02 

439.61 

0.02 

- 

0.02 

0.02 

0.32 

- 

- 

0.0181 

0.0217 

- 

0.040 

0.040 

0.061 

0.003 

0.058 

0.028 

47.97 

Safe 

Kohni 

0831000803959200 

0.08 

0.21 

17.30 

0.24 

0.03 

0.27 

0.04 

0.52 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.352 

0.018 

0.335 

0.451 

134.71 

Over Exploited 



0.08 

0.10 

193.66 

0.13 

0.04 

0.17 

0.03 

0.37 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

0.276 

0.014 

0.262 

0.605 

230.89 

Over Exploited 

Kohri 

0831000803961700 

0.08 

0.07 

138.66 

0.08 

0.01 

0.09 

0.03 

0.54 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.121 

0.006 

0.115 

0.293 

255.16 

Over Exploited 

Koloo Khera 

0831000703939000 

0.08 

0.33 

21.88 

0.39 

0.07 

0.46 

0.06 

0.85 

- 

0.2100 

- 

- 

- 

0.210 

0.210 

0.672 

0.034 

0.639 

1.148 

179.77 

Over Exploited 


0831000803968200 

0.08 

0.00 

6,664.23 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

19,030.64 

Over Exploited 

Koloo Kheri 

0831000703945400 

0.08 

0.16 

116.10 

0.20 

0.04 

0.24 

0.06 

0.90 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

0.356 

0.018 

0.338 

0.630 

186.60 

Over Exploited 

Kotra Bhagwan 

0831000803967100 

0.08 

0.29 

(1.70) 

0.28 

0.02 

0.30 

0.04 

0.72 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.354 

0.018 

0.337 

0.257 

76.29 

Semi Critical 

Kotra Chamar Garh 

0832000404068100 

0.07 

0.03 

290.14 

0.03 

- 

0.03 

0.01 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.031 

0.002 

0.030 

0.007 

23.99 

Safe 

Kotra Khanderay 

0831000803974000 

0.08 

0.40 

6.00 

0.43 

- 

0.43 

0.06 

0.89 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.435 

0.022 

0.414 

0.081 

19.61 

Safe 

Kotri 

0831000703940900 

0.08 

0.19 

318.33 

0.23 

0.08 

0.31 

0.06 

0.90 

- 

0.2400 

- 

- 

- 

0.240 

0.240 

0.553 

0.028 

0.525 

1.279 

243.55 

Over Exploited 


0831000803973900 

0.08 

0.13 

5.50 

0.14 

- 

0.14 

0.06 

0.89 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.146 

0.007 

0.139 

0.049 

35.42 

Safe 

Kulinjara 

0831000703956500 

0.07 

0.00 

1,284.34 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.008 

483.20 

Over Exploited 

Kunda Allapura 

0831000703948400 

0.07 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kunda Khera 

0832000404068000 

0.07 

0.13 

19.67 

0.16 

0.00 

0.16 

0.05 

0.80 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.170 

0.008 

0.161 

0.115 

71.60 

Semi Critical 

Kundi 

0831000703950000 

0.07 

0.23 

27.80 

0.28 

0.02 

0.30 

0.06 

0.87 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.349 

0.017 

0.332 

0.285 

85.78 

Semi Critical 

Kundi Khera 

0831000803965800 

0.08 

0.01 

126.63 

0.02 

- 

0.02 

0.01 

0.23 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.028 

0.001 

0.026 

0.068 

255.82 

Over Exploited 



0.08 

0.06 

45.56 

0.08 

0.02 

0.10 

0.03 

0.48 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.146 

0.007 

0.139 

0.272 

195.74 

Over Exploited 

Ladpurya 

0832000404067700 

0.07 

0.17 

23.16 

0.20 

0.00 

0.21 

0.05 

0.66 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.218 

0.011 

0.207 

0.068 

32.84 

Safe 

Lapakna 

0831000703953900 

0.07 

0.20 

(26.22) 

0.16 

- 

0.16 

0.06 

0.90 

- 

- 

- 

- 

- 

- 

- 

0.159 

0.008 

0.151 

0.033 

21.73 

Safe 

Laxmipura Kalan 

0831000803961600 

0.08 

0.00 

1,654.32 

0.00 

- 

0.00 

0.00 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.011 

0.042 

383.92 

Over Exploited 

Lodhipura 

0832000404068200 

0.07 

0.00 

1,622.22 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.006 

898.07 

Over Exploited 

Madanpura 

0831000803974700 

0.08 

0.08 

32.58 

0.10 

- 

0.10 

0.06 

0.88 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.110 

0.006 

0.105 

0.071 

67.81 

Safe 

Madhopur 

0831000803962000 

0.08 

0.00 

2,257.95 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.001 

87.30 

Semi Critical 

Madna Kheri 

0831000703955700 

0.07 

0.15 

111.70 

0.18 

0.03 

0.21 

0.05 

0.66 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.288 

0.014 

0.274 

0.410 

149.60 

Over Exploited 

Mahesh Pura 

0831000703943700 

0.08 

0.06 

174.74 

0.07 

0.01 

0.08 

0.06 

0.90 

- 

0.0400 

0.0203 

0.0244 

- 

0.085 

0.085 

0.162 

0.008 

0.154 

0.206 

133.78 

Over Exploited 

Mahuwa Khera 

0831000703951700 

0.07 

0.10 

(2.21) 

0.10 

- 

0.10 

0.05 

0.72 

- 

- 

- 

- 

- 

- 

- 

0.102 

0.005 

0.097 

0.020 

20.35 

Safe 

Maloni 

0831000803962400 

0.08 

0.00 

11,170.77 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

2,675.33 

Over Exploited 

Mandola 

0831000803968500 

0.08 

0.16 

25.93 

0.19 

0.02 

0.21 

0.06 

0.88 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.273 

0.014 

0.260 

0.316 

121.56 

Over Exploited 

Mandoo Kheri 

0831000703954000 

0.07 

0.05 

(10.51) 

0.05 

- 

0.05 

0.06 

0.90 

- 

- 

- 

- 

- 

- 

- 

0.049 

0.002 

0.046 

0.031 

67.60 

Safe 

Manpura 

0831000803973600 

0.08 

0.20 

99.99 

0.23 

0.01 

0.24 

0.04 

0.53 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.284 

0.014 

0.270 

0.223 

82.36 

Semi Critical 

Masalpura 

0831000803974100 

0.08 

0.05 

25.92 

0.06 

- 

0.06 

0.06 

0.89 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.070 

0.003 

0.066 

0.031 

47.41 

Safe 

Mawasa 

0831000803958800 

0.08 

0.12 

279.96 

0.15 

0.04 

0.19 

0.04 

0.54 

- 

0.1800 

- 

- 

- 

0.180 

0.180 

0.369 

0.018 

0.351 

0.963 

274.50 

Over Exploited 



0.08 

0.05 

508.66 

0.06 

0.02 

0.08 

0.02 

0.34 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

0.190 

0.009 

0.180 

0.606 

336.00 

Over Exploited 


0832000404064400 

0.07 

0.02 

268.32 

0.03 

- 

0.03 

0.01 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.030 

0.001 

0.028 

0.025 

89.00 

Semi Critical 

Mawasa Dola 

0831000703951000 

0.07 

0.15 

(22.25) 

0.12 

- 

0.12 

0.06 

0.90 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.131 

0.007 

0.125 

0.117 

93.54 

Critical 

Misroli 

0831000803962800 

0.08 

0.28 

91.31 

0.33 

0.01 

0.34 

0.03 

0.58 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.392 

0.020 

0.373 

0.291 

78.05 

Semi Critical 

Miyara 

0831000803959700 

0.08 

0.32 

(32.42) 

0.26 

0.01 

0.27 

0.06 

0.88 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.296 

0.015 

0.282 

0.166 

59.06 

Safe 

Mohammad Pur 

0831000803964600 

0.08 

0.23 

20.24 

0.27 

0.01 

0.28 

0.06 

0.86 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.321 

0.016 

0.305 

0.215 

70.58 

Semi Critical 

Moonda Ghata 

0831000803968600 

0.08 

0.36 

(7.22) 

0.34 

0.01 

0.35 

0.06 

0.89 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.366 

0.018 

0.347 

0.149 

42.94 

Safe 

Moondakya 

0831000703950200 

0.07 

0.30 

59.04 

0.35 

0.02 

0.37 

0.06 

0.89 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.445 

0.022 

0.423 

0.400 

94.67 

Critical 

Moondki 

0831000803964500 

0.08 

0.22 

22.98 

0.26 

- 

0.26 

0.06 

0.85 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.285 

0.014 

0.271 

0.105 

38.80 

Safe 

Moondla 

0831000703939300 

0.08 

0.19 

113.10 

0.23 

0.05 

0.28 

0.06 

0.89 

- 

0.1500 

- 

- 

- 

0.150 

0.150 

0.430 

0.021 

0.408 

0.823 

201.59 

Over Exploited 

Morela 

0831000703954200 

0.07 

0.09 

111.45 

0.11 

0.02 

0.13 

0.06 

0.90 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.179 

0.009 

0.170 

0.480 

282.59 

Over Exploited 

Moreli 

0831000703954400 

0.07 

0.15 

22.07 

0.18 

0.01 

0.19 

0.06 

0.90 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.232 

0.012 

0.220 

0.355 

161.15 

Over Exploited 

Motipura 

0831000403892700 

0.06 

0.05 

363.81 

0.06 

0.01 

0.07 

0.02 

0.35 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.090 

0.004 

0.085 

0.160 

188.10 

Over Exploited 

Motipura Khurd 

0831000803962700 

0.08 

0.25 

99.72 

0.30 

- 

0.30 

0.03 

0.56 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.314 

0.016 

0.298 

0.081 

27.07 

Safe 

Motipura@lslam Nagar 

0831000703955400 

0.07 

0.09 

87.52 

0.11 

0.02 

0.13 

0.06 

0.89 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.181 

0.009 

0.172 

0.270 

156.68 

Over Exploited 

Nagda 

0831000703956600 

0.07 

0.48 

23.55 

0.57 

0.01 

0.58 

0.06 

0.89 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.620 

0.031 

0.589 

0.223 

37.88 

Safe 

Nagdi @ Shahadatpura 

0831000703955300 

0.07 

0.15 

35.41 

0.18 

0.01 

0.19 

0.06 

0.89 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.220 

0.011 

0.209 

0.173 

82.62 

Semi Critical 

Nalkheri 

0831000803960400 

0.08 

0.00 

2,807.41 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.061 

2,792.83 

Over Exploited 



0.08 

0.28 

107.90 

0.34 

0.01 

0.35 

0.06 

0.81 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.376 

0.019 

0.357 

0.713 

199.67 

Over Exploited 

Nanoo Kheri 

0831000703951400 

0.07 

0.05 

94.20 

0.06 

0.01 

0.07 

0.06 

0.90 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.102 

0.005 

0.097 

0.233 

240.64 

Over Exploited 

Narsinghpura 

0831000703938600 

0.08 

0.01 

841.23 

0.01 

- 

0.01 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.019 

0.001 

0.018 

0.040 

221.85 

Over Exploited 

Nawab Ganj 

0831000703949800 

0.07 

0.13 

23.96 

0.16 

0.01 

0.17 

0.06 

0.89 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.199 

0.010 

0.189 

0.155 

82.09 

Semi Critical 

Nawab Pura 

0831000703955500 

0.07 

0.09 

93.02 

0.10 

0.02 

0.12 

0.06 

0.89 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.174 

0.009 

0.165 

0.297 

180.01 

Over Exploited 

Naya Pura 

0831000803967300 

0.08 

0.06 

63.29 

0.08 

- 

0.08 

0.03 

0.47 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.088 

0.004 

0.083 

0.059 

70.49 

Semi Critical 

Neem Thoor 

0831000703945500 

0.07 

0.00 

5,498.53 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.022 

5,069.61 

Over Exploited 



0.08 

0.12 

140.12 

0.15 

0.04 

0.19 

0.06 

0.85 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

0.296 

0.015 

0.281 

0.595 

211.48 

Over Exploited 

Neemkhera 

0831000703955100 

0.07 

0.40 

37.59 

0.48 

0.03 

0.51 

0.06 

0.89 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.612 

0.031 

0.582 

0.560 

96.28 

Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Neemoda 

083100040388870C 

11.098 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.208 

2.54 

0.025 

0.06 

0.01 

0.00 

0.00 

0.01 

0.44 

0.58 

0.21 

0.016 

0.45 

0.34 


Nipani 

0831000703949600 

1.965 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.965 

1.31 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.13 

0.19 

0.37 

0.005 

0.84 

0.57 


Nipaniya 

0831000703949400 

8.562 

Fresh 

Non-command 

Non-command 

Deccan Traps 

8.494 

1.20 

0.020 

0.33 

0.05 

0.00 

0.00 

0.00 

0.48 

0.75 

1.29 

0.022 

0.83 

0.54 







Non-command 

Bhander Sandstone 

0.068 

1.20 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.00 


Niyana 

0831000803959500 

3.246 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.246 

0.64 

0.015 

0.15 

0.02 

0.00 

0.00 

0.00 

0.16 

0.21 

0.57 

0.010 

0.83 

0.65 


Noorpura@Nayagaon 

0831000703954100 

1.605 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.605 

1.21 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.06 

0.004 

0.84 

0.56 


Pacheta 

0832000404067500 

6.262 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.031 

3.74 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 


Pachhar 

0831000803959900 

4.076 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.076 

0.66 

0.015 

0.16 

0.02 

0.00 

0.00 

0.00 

0.18 

0.23 

0.64 

0.013 

0.83 

0.64 


Pachpara 

0831000703949200 

1.060 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.060 

0.99 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.08 

0.12 

0.29 

0.003 

0.84 

0.55 


Padalya 

0831000803966100 

3.473 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.283 

1.98 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.09 

0.11 

0.13 

0.007 

0.40 

0.33 







Non-command 

Bhander Sandstone 

1.190 

1.98 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.11 

0.14 

0.004 

0.21 

0.17 


Pali 

0831000703953700 

1.724 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.724 

2.16 

0.020 

0.13 

0.03 

0.00 

0.00 

0.00 

0.17 

0.25 

0.50 

0.004 

0.83 

0.58 


Panchkui 

0831000803961800 

2.296 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.236 

1.58 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.001 

0.06 

0.05 


Parolya 

0831000703945200 

2.511 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.615 

1.71 

0.020 

0.08 

0.02 

0.00 

0.00 

0.00 

0.12 

0.18 

0.32 

0.004 

0.54 

0.35 







Non-command 

Bhander Sandstone 

0.896 

1.71 

0.025 

0.07 

0.02 

0.00 

0.00 

0.00 

0.09 

0.14 

0.29 

0.002 

0.30 

0.19 



0831000803963700 

1.928 

Fresh 

Lashi 

Command 

Deccan Traps 

0.824 

1.64 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.08 

0.003 

0.35 

0.27 







Command 

Bhander Sandstone 

1.104 

1.64 

0.025 

0.05 

0.00 

0.00 

0.00 

0.00 

0.10 

0.12 

0.18 

0.003 

0.46 

0.36 


Patla Pani 

0831000803967400 

2.534 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.104 

2.33 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.12 

0.06 

0.007 

0.64 

0.49 


Patna 

0831000703950100 

5.795 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.732 

2.37 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.29 

0.38 

0.04 

0.015 

0.82 

0.64 


Patri 

0831000803973400 

5.555 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.029 

2.87 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Peepal Hera 

0831000803967600 

3.333 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.994 

0.35 

0.015 

0.10 

0.03 

0.00 

0.00 

0.00 

0.09 

0.11 

0.40 

0.009 

0.66 

0.52 







Non-command 

Bhander Sandstone 

0.120 

0.35 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.000 

0.03 

0.02 


Peepal Kheri Kulipata 

0831000703957000 

6.356 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.080 

1.92 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Peepalkheri 

0831000803963200 

1.532 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.532 

0.96 

0.025 

0.23 

0.03 

0.00 

0.00 

0.00 

0.24 

0.29 

0.90 

0.005 

0.64 

0.52 


Peepalya Chauki 

0831000803957900 

4.875 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.868 

2.13 

0.025 

0.08 

0.01 

0.00 

0.00 

0.00 

0.33 

0.41 

0.31 

0.015 

0.64 

0.52 


Peepalya Jageer 

0831000703940300 

4.157 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.157 

4.03 

0.025 

0.12 

0.03 

0.00 

0.00 

0.00 

0.51 

0.75 

0.45 

0.011 

0.83 

0.57 


Peethpur 

0831000803964800 

9.682 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.411 

3.17 

0.015 

0.10 

0.01 

0.00 

0.00 

0.00 

0.40 

0.51 

0.38 

0.020 

0.55 

0.43 


Phaliya 

0831000803958000 

9.912 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

9.571 

2.44 

0.025 

0.08 

0.01 

0.00 

0.00 

0.00 

0.65 

0.83 

0.29 

0.030 

0.66 

0.52 






Lashi 

Command 

Bhander Sandstone 

0.185 

2.44 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 


Phool Baroda 

0831000803958900 

8.261 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

8.261 

-0.04 

0.025 

0.61 

0.15 

0.00 

0.00 

0.00 

0.00 

0.00 

2.42 

0.026 

0.82 

0.58 


Prahaladpura 

0831000803974800 

2.759 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.759 

3.27 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.21 

0.07 

0.009 

0.82 

0.61 


Prathipura 

0832000404067800 

2.951 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.951 

3.29 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.17 

0.11 

0.002 

0.81 

0.60 


Rain 

0831000803960900 

7.745 

Fresh 

Non-command 

Non-command 

Deccan Traps 

7.110 

1.45 

0.015 

0.15 

0.02 

0.00 

0.00 

0.00 

0.28 

0.35 

0.57 

0.022 

0.61 

0.49 







Non-command 

Bhander Sandstone 

0.635 

1.45 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.10 

0.002 

0.05 

0.04 


Rajpura 

0831000803965400 

4.412 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.619 

0.46 

0.015 

0.02 

0.01 

0.00 

0.00 

0.00 

0.01 

0.02 

0.09 

0.002 

0.10 

0.08 







Non-command 

Bhander Sandstone 

3.783 

0.46 

0.025 

0.28 

0.07 

0.00 

0.00 

0.00 

0.25 

0.32 

1.12 

0.012 

0.63 

0.50 


Rajpura Jageer 

0831000803958200 

5.391 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.471 

2.25 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.15 

0.11 

0.005 

0.20 

0.16 






Lashi 

Command 

Bhander Sandstone 

2.924 

2.25 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.20 

0.27 

0.20 

0.009 

0.41 

0.31 


Ram Nagar 

0831000803968300 

3.207 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.742 

2.16 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.02 

0.005 

0.45 

0.35 


Ramgarh 

0831000803974500 

1.067 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.067 

3.31 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.07 

0.10 

0.12 

0.003 

0.82 

0.62 


Rampuriya 

0831000803961200 

6.633 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.771 

1.11 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.04 

0.006 

0.17 

0.14 







Non-command 

Bhander Sandstone 

4.861 

1.11 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.18 

0.22 

0.17 

0.015 

0.48 

0.38 


Rampurya 

0831000703950300 

3.021 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.021 

2.10 

0.020 

0.02 

0.01 

0.00 

0.00 

0.00 

0.14 

0.19 

0.09 

0.008 

0.83 

0.60 


Ranwa 

0831000803963400 

3.151 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.131 

1.62 

0.015 

0.15 

0.02 

0.00 

0.00 

0.00 

0.21 

0.26 

0.57 

0.010 

0.65 

0.52 







Non-command 

Bhander Sandstone 

0.020 

1.62 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ratanpura 

0831000403884600 

6.144 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.018 

6.23 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 



0831000803960800 

2.468 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.231 

1.27 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.04 

0.001 

0.07 

0.06 






Lashi 

Command 

Deccan Traps 

2.084 

1.27 

0.015 

0.09 

0.01 

0.00 

0.00 

0.00 

0.12 

0.15 

0.35 

0.007 

0.65 

0.51 







Command 

Bhander Sandstone 

0.153 

1.27 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.04 

0.000 

0.05 

0.04 


Rawansya 

0831000803974600 

3.454 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.454 

3.31 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.19 

0.26 

0.12 

0.011 

0.82 

0.62 


Reechhra 

0831000703944100 

7.440 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

7.368 

3.03 

0.025 

0.20 

0.05 

0.00 

0.00 

0.00 

0.71 

1.12 

0.79 

0.019 

0.83 

0.53 






Bethli 

Command 

Bhander Sandstone 

0.072 

3.03 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Reechhri Jageer 

0831000703943500 

2.887 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.108 

2.32 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.07 

0.11 

0.10 

0.003 

0.32 

0.20 







Non-command 

Bhander Sandstone 

0.154 

2.32 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.000 

0.04 

0.03 






Bethli 

Command 

Deccan Traps 

0.151 

2.32 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.04 

0.03 







Command 

Bhander Sandstone 

1.140 

2.32 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.15 

0.16 

0.003 

0.33 

0.21 


Reenjha 

0831000703940100 

2.931 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.931 

2.16 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.26 

0.07 

0.008 

0.83 

0.57 


Reenjhari 

0831000703940200 

2.418 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.418 

3.63 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.24 

0.35 

0.06 

0.006 

0.83 

0.57 


Rooppura 

0831000803958500 

5.827 

Fresh 

Lashi 

Command 

Bhander Sandstone 

5.827 

1.72 

0.025 

0.23 

0.03 

0.00 

0.00 

0.00 

0.45 

0.59 

0.91 

0.018 

0.78 

0.59 


Salpura 

0831000403893800 

3.838 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.594 

1.16 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.15 

0.13 

0.007 

0.55 

0.40 






Lashi 

Command 

Bhander Sandstone 

0.080 

1.16 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.01 


Sangora 

0831000703938700 

3.865 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.237 

1.79 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.07 

0.003 

0.26 

0.19 


Sankha Jageer 

0831000803964700 

4.686 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.686 

2.89 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.23 

0.30 

0.16 

0.015 

0.83 

0.64 


Sarang Khera 

0831000803961500 

4.832 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.304 

1.01 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.06 

0.004 

0.15 

0.13 


Seejanya 

0831000803961900 

2.807 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.235 

1.69 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.05 

0.04 


Sejanpur 

0831000803975000 

7.709 

Fresh 

Non-command 

Non-command 

Deccan Traps 

7.406 

3.25 

0.015 

0.12 

0.03 

0.00 

0.00 

0.00 

0.45 

0.60 

0.45 

0.023 

0.79 

0.59 


Semla 

0831000703950900 

3.022 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.022 

1.66 

0.020 

0.11 

0.03 

0.00 

0.00 

0.00 

0.18 

0.25 

0.44 

0.008 

0.83 

0.60 


Semla Beh 

0832000404064800 

1.705 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.705 

3.09 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.10 

0.09 

0.001 

0.81 

0.60 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Neemoda 

0831000403888700 

0.06 

0.17 

243.42 

0.20 

0.02 

0.22 

0.03 

0.49 

- 

0.0200 

- 

- 

0.008 

0.028 

0.028 

0.247 

0.012 

0.234 

0.221 

94.21 

Critical 

Nipani 

0831000703949600 

0.07 

0.12 

68.60 

0.14 

0.01 

0.15 

0.06 

0.90 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.188 

0.009 

0.179 

0.370 

206.81 

Over Exploited 

Nipaniya 

0831000703949400 

0.07 

0.50 

51.35 

0.60 

0.05 

0.65 

0.06 

0.90 

- 

0.2400 

- 

- 

- 

0.240 

0.240 

0.885 

0.044 

0.841 

1.308 

155.53 

Over Exploited 



0.08 

0.00 

8,437.38 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

29,413.48 

Over Exploited 

Niyana 

0831000803959500 

0.08 

0.22 

(4.43) 

0.21 

0.02 

0.23 

0.06 

0.89 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

0.336 

0.017 

0.319 

0.583 

182.71 

Over Exploited 

Noorpura@Nayagaon 

0831000703954100 

0.07 

0.09 

(6.06) 

0.09 

- 

0.09 

0.06 

0.90 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.098 

0.005 

0.093 

0.059 

63.27 

Safe 

Pacheta 

0832000404067500 

0.07 

0.00 

17,505.80 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

61,938.73 

Over Exploited 

Pachhar 

0831000803959900 

0.08 

0.27 

(14.10) 

0.23 

0.02 

0.25 

0.06 

0.89 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

0.372 

0.019 

0.354 

0.649 

183.40 

Over Exploited 

Pachpara 

0831000703949200 

0.07 

0.06 

98.62 

0.07 

0.01 

0.08 

0.06 

0.90 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.115 

0.006 

0.109 

0.293 

268.57 

Over Exploited 

Padalya 

0831000803966100 

0.08 

0.07 

47.50 

0.09 

0.01 

0.10 

0.02 

0.42 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.117 

0.006 

0.111 

0.135 

121.32 

Over Exploited 



0.08 

0.02 

449.22 

0.02 

0.01 

0.03 

0.01 

0.22 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.064 

0.003 

0.061 

0.143 

235.78 

Over Exploited 

Pali 

0831000703953700 

0.07 

0.10 

151.07 

0.12 

0.03 

0.15 

0.06 

0.89 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.241 

0.012 

0.229 

0.503 

220.23 

Over Exploited 

Panchkui 

0831000803961800 

0.08 

0.00 

2,028.39 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.032 

2,587.82 

Over Exploited 

Parolya 

0831000703945200 

0.07 

0.06 

190.49 

0.07 

0.02 

0.09 

0.04 

0.58 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.153 

0.008 

0.146 

0.328 

225.24 

Over Exploited 



0.08 

0.02 

532.48 

0.03 

0.02 

0.05 

0.02 

0.32 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.096 

0.005 

0.091 

0.295 

324.41 

Over Exploited 


0831000803963700 

0.08 

0.02 

127.75 

0.03 

- 

0.03 

0.03 

0.37 

- 

- 

- 

- 

- 

- 

- 

0.027 

0.001 

0.026 

0.084 

321.16 

Over Exploited 



0.08 

0.04 

200.45 

0.05 

- 

0.05 

0.03 

0.50 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.059 

0.003 

0.056 

0.183 

326.64 

Over Exploited 

Patla Pani 

0831000803967400 

0.08 

0.11 

14.38 

0.12 

- 

0.12 

0.05 

0.68 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.133 

0.007 

0.126 

0.065 

51.30 

Safe 

Patna 

0831000703950100 

0.07 

0.33 

14.05 

0.38 

- 

0.38 

0.06 

0.88 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.386 

0.019 

0.367 

0.058 

15.77 

Safe 

Patri 

0831000803973400 

0.08 

0.00 

16,168.82 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Peepal Hera 

0831000803967600 

0.08 

0.16 

(30.61) 

0.13 

0.03 

0.16 

0.05 

0.71 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.237 

0.012 

0.225 

0.412 

183.31 

Over Exploited 



0.08 

0.00 

5,461.80 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.010 

0.001 

0.010 

0.029 

300.05 

Over Exploited 

Peepal Kheri Kulipata 

0831000703957000 

0.07 

0.00 

7,376.92 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

10,743.50 

Over Exploited 

Peepalkheri 

0831000803963200 

0.08 

0.08 

272.78 

0.09 

0.03 

0.12 

0.04 

0.68 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.224 

0.011 

0.213 

0.900 

422.55 

Over Exploited 

Peepalya Chauki 

0831000803957900 

0.08 

0.25 

62.74 

0.30 

0.01 

0.31 

0.04 

0.68 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.340 

0.017 

0.323 

0.322 

99.69 

Critical 

Peepalya Jageer 

0831000703940300 

0.08 

0.28 

169.17 

0.33 

0.03 

0.36 

0.06 

0.90 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.443 

0.022 

0.421 

0.462 

109.75 

Over Exploited 

Peethpur 

0831000803964800 

0.08 

0.28 

80.45 

0.34 

0.01 

0.35 

0.04 

0.59 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.418 

0.021 

0.397 

0.396 

99.83 

Critical 

Phaliya 

0831000803958000 

0.08 

0.50 

64.56 

0.60 

0.01 

0.61 

0.04 

0.70 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.642 

0.032 

0.610 

0.323 

52.98 

Safe 



0.08 

0.00 

7,446.36 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Phool Baroda 

0831000803958900 

0.08 

0.54 

- 

0.54 

0.15 

0.69 

0.06 

0.88 

- 

0.4500 

- 

- 

- 

0.450 

0.450 

1.143 

0.114 

1.029 

2.448 

237.87 

Over Exploited 

Prahaladpura 

0831000803974800 

0.08 

0.18 

14.94 

0.21 

- 

0.21 

0.06 

0.88 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.219 

0.011 

0.208 

0.081 

38.82 

Safe 

Prathipura 

0832000404067800 

0.07 

0.17 

2.58 

0.17 

- 

0.17 

0.06 

0.87 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.192 

0.010 

0.183 

0.116 

63.24 

Safe 

Rain 

0831000803960900 

0.08 

0.34 

2.65 

0.35 

0.02 

0.37 

0.04 

0.65 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.434 

0.022 

0.412 

0.593 

144.02 

Over Exploited 



0.08 

0.00 

1,846.86 

0.00 

- 

0.00 

0.00 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.013 

0.098 

775.74 

Over Exploited 

Rajpura 

0831000803965400 

0.08 

0.01 

257.17 

0.01 

0.01 

0.02 

0.01 

0.11 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.036 

0.002 

0.034 

0.093 

270.66 

Over Exploited 



0.08 

0.19 

69.14 

0.23 

0.07 

0.30 

0.04 

0.68 

- 

0.2100 

- 

- 

- 

0.210 

0.210 

0.510 

0.025 

0.484 

1.128 

232.82 

Over Exploited 

Rajpura Jageer 

0831000803958200 

0.08 

0.02 

510.32 

0.03 

- 

0.03 

0.01 

0.22 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.039 

0.002 

0.037 

0.118 

319.09 

Over Exploited 



0.08 

0.09 

179.99 

0.11 

0.01 

0.12 

0.03 

0.43 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.144 

0.007 

0.137 

0.213 

156.03 

Over Exploited 

Ram Nagar 

0831000803968300 

0.08 

0.06 

37.39 

0.07 

- 

0.07 

0.03 

0.48 

- 

- 

- 

- 

- 

- 

- 

0.075 

0.004 

0.071 

0.026 

37.19 

Safe 

Ramgarh 

0831000803974500 

0.08 

0.07 

38.25 

0.08 

0.01 

0.09 

0.06 

0.88 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.114 

0.006 

0.108 

0.121 

111.86 

Over Exploited 

Rampuriya 

0831000803961200 

0.08 

0.02 

99.76 

0.03 

- 

0.03 

0.01 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.040 

0.002 

0.038 

0.045 

118.44 

Over Exploited 



0.08 

0.19 

17.30 

0.22 

0.01 

0.23 

0.03 

0.51 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.258 

0.013 

0.245 

0.185 

75.57 

Semi Critical 

Rampurya 

0831000703950300 

0.07 

0.18 

7.01 

0.19 

0.01 

0.20 

0.06 

0.90 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.219 

0.011 

0.208 

0.095 

45.63 

Safe 

Ranwa 

0831000803963400 

0.08 

0.16 

56.98 

0.20 

0.02 

0.22 

0.04 

0.69 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.275 

0.014 

0.262 

0.583 

222.79 

Over Exploited 



0.08 

0.00 

15,733.57 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ratanpura 

0831000403884600 

0.06 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.007 

0.000 

0.007 

0.000 

0.68 

Safe 


0831000803960800 

0.08 

0.00 

1,277.59 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.039 

2,529.66 

Over Exploited 



0.08 

0.11 

41.04 

0.13 

0.01 

0.14 

0.05 

0.70 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.181 

0.009 

0.172 

0.355 

206.17 

Over Exploited 



0.08 

0.00 

3,140.03 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.041 

6,204.92 

Over Exploited 

Rawansya 

0831000803974600 

0.08 

0.23 

12.33 

0.26 

0.01 

0.27 

0.06 

0.88 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.285 

0.014 

0.271 

0.126 

46.42 

Safe 

Reechhra 

0831000703944100 

0.08 

0.49 

126.89 

0.59 

0.05 

0.64 

0.06 

0.89 

- 

0.1500 

- 

- 

- 

0.150 

0.150 

0.790 

0.039 

0.750 

0.804 

107.16 

Over Exploited 



0.08 

0.00 

18,055.49 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0017 

0.0021 

- 

0.004 

0.004 

0.004 

0.000 

0.004 

0.000 

5.07 

Safe 

Reechhri Jageer 

0831000703943500 

0.07 

0.03 

353.47 

0.03 

0.01 

0.04 

0.02 

0.35 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.060 

0.003 

0.057 

0.101 

176.77 

Over Exploited 



0.08 

0.00 

5,339.92 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.024 

3,880.62 

Over Exploited 



0.07 

0.00 

2,279.25 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

0.0037 

0.0044 

- 

0.008 

0.008 

0.009 

0.000 

0.008 

0.014 

174.92 

Over Exploited 



0.08 

0.03 

404.05 

0.04 

0.01 

0.05 

0.02 

0.36 

- 

0.0300 

0.0276 

0.0332 

- 

0.091 

0.091 

0.137 

0.007 

0.130 

0.164 

125.71 

Over Exploited 

Reenjha 

0831000703940100 

0.08 

0.19 

32.81 

0.23 

- 

0.23 

0.06 

0.89 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.243 

0.012 

0.231 

0.080 

34.40 

Safe 

Reenjhari 

0831000703940200 

0.08 

0.16 

117.49 

0.19 

- 

0.19 

0.06 

0.89 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.203 

0.010 

0.193 

0.066 

34.32 

Safe 

Rooppura 

0831000803958500 

0.08 

0.36 

62.95 

0.44 

0.03 

0.47 

0.06 

0.84 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.566 

0.028 

0.538 

0.928 

172.57 

Over Exploited 

Salpura 

0831000403893800 

0.06 

0.09 

68.83 

0.10 

0.01 

0.11 

0.04 

0.60 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.144 

0.007 

0.136 

0.141 

103.05 

Over Exploited 



0.06 

0.00 

3,793.93 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sangora 

0831000703938700 

0.08 

0.03 

293.40 

0.03 

- 

0.03 

0.02 

0.28 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.041 

0.002 

0.039 

0.075 

193.96 

Over Exploited 

Sankha Jageer 

0831000803964700 

0.08 

0.31 

(3.41) 

0.30 

0.01 

0.31 

0.06 

0.89 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.340 

0.017 

0.323 

0.171 

52.80 

Safe 

Sarang Khera 

0831000803961500 

0.08 

0.02 

293.31 

0.02 

- 

0.02 

0.01 

0.16 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.029 

0.001 

0.028 

0.066 

237.37 

Over Exploited 

Seejanya 

0831000803961900 

0.08 

0.00 

1,259.44 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.011 

1,103.96 

Over Exploited 

Sejanpur 

0831000803975000 

0.08 

0.47 

29.57 

0.56 

0.03 

0.59 

0.06 

0.85 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.670 

0.033 

0.636 

0.474 

74.55 

Semi Critical 

Semla 

0831000703950900 

0.07 

0.18 

42.74 

0.21 

0.03 

0.24 

0.06 

0.89 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.322 

0.016 

0.305 

0.445 

145.62 

Over Exploited 

Semla Beh 

0832000404064800 

0.07 

0.10 

0.19 

0.10 

0.00 

0.10 

0.06 

0.87 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.119 

0.006 

0.113 

0.091 

80.38 

Semi Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Semli 

083100070395450C 

15.352 

Fresh 

Non-command 

Non-command 

Deccan Traps 

15.352 

1.39 

0.020 

0.21 

0.05 

0.00 

0.00 

0.00 

0.59 

0.83 

0.81 

0.040 

0.83 

0.59 


Set Kolu 

0831000803969500 

6.729 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.030 

1.11 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 


Sewanya 

0831000803967700 

3.329 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.505 

0.63 

0.015 

0.02 

0.01 

0.00 

0.00 

0.00 

0.01 

0.02 

0.08 

0.002 

0.12 

0.09 







Non-command 

Bhander Sandstone 

1.288 

0.63 

0.025 

0.10 

0.03 

0.00 

0.00 

0.00 

0.09 

0.12 

0.41 

0.004 

0.30 

0.23 


Shekhapur 

0831000703939400 

5.232 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.629 

1.62 

0.025 

0.06 

0.01 

0.00 

0.00 

0.00 

0.12 

0.17 

0.24 

0.004 

0.26 

0.17 


Solatpura 

0831000703940800 

3.015 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.015 

3.37 

0.025 

0.16 

0.04 

0.00 

0.00 

0.00 

0.37 

0.59 

0.61 

0.008 

0.84 

0.54 


Soni 

0831000703938400 

3.166 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.148 

3.72 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.14 

0.18 

0.15 

0.003 

0.29 

0.22 


Subhanpura@Haripura 

0831000703953800 

2.263 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.263 

1.77 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.13 

0.01 

0.006 

0.84 

0.57 


Surajpura Khurd 

0831000803973800 

3.514 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.514 

3.23 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.24 

0.04 

0.011 

0.83 

0.63 


Surajpura Malkarni 

0831000803969000 

2.259 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.133 

2.27 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.07 

0.004 

0.41 

0.32 


Taklon 

0832000404064700 

1.588 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.588 

2.98 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.10 

0.16 

0.001 

0.81 

0.60 


Tancha 

0831000803960000 

13.526 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.194 

1.60 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.11 

0.15 

0.25 

0.007 

0.13 

0.10 







Non-command 

Bhander Sandstone 

9.333 

1.60 

0.025 

0.54 

0.08 

0.00 

0.00 

0.00 

0.83 

1.11 

2.12 

0.029 

0.57 

0.43 






Lashi 

Command 

Bhander Sandstone 

1.999 

1.60 

0.025 

0.12 

0.02 

0.00 

0.00 

0.00 

0.18 

0.24 

0.46 

0.006 

0.12 

0.09 


Tanchi 

0831000803958700 

5.348 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.004 

1.85 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Lashi 

Command 

Bhander Sandstone 

5.343 

1.85 

0.025 

0.36 

0.05 

0.00 

0.00 

0.00 

0.56 

0.74 

1.40 

0.017 

0.81 

0.61 


Tandi 

0831000803968900 

1.493 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.421 

2.69 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.03 

0.004 

0.79 

0.60 



0832000404065200 

2.716 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.330 

3.30 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.13 

0.08 

0.001 

0.70 

0.52 


Toomara 

0831000803963500 

2.412 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.082 

1.10 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.10 

0.13 

0.30 

0.007 

0.63 

0.49 







Non-command 

Bhander Sandstone 

0.009 

1.10 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Lashi 

Command 

Deccan Traps 

0.321 

1.10 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.001 

0.10 

0.08 


Torakhera 

0832000404067600 

8.863 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.451 

3.56 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.02 

0.001 

0.13 

0.10 


Turki Para 

0831000703948500 

2.024 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.549 

1.02 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.07 

0.11 

0.19 

0.004 

0.64 

0.42 


Udpuriya 

0831000703945900 

2.802 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.402 

0.71 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.09 

0.08 

0.006 

0.72 

0.46 



0831000803959600 

5.128 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.128 

1.24 

0.015 

0.15 

0.02 

0.00 

0.00 

0.00 

0.23 

0.29 

0.59 

0.016 

0.83 

0.65 


Udpurya 

0832000404065100 

1.484 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.484 

3.19 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.00 

0.001 

0.81 

0.60 


Umar Thana 

0831000703939100 

5.602 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.602 

1.09 

0.025 

0.09 

0.02 

0.00 

0.00 

0.00 

0.22 

0.32 

0.35 

0.014 

0.83 

0.58 


Umariya 

0831000803974400 

2.361 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.112 

3.32 

0.015 

0.07 

0.02 

0.00 

0.00 

0.00 

0.16 

0.21 

0.28 

0.007 

0.74 

0.56 


Ummedpura 

0831000803957500 

8.172 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.172 

2.18 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 


Utawali 

0831000803964100 

4.841 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.822 

2.44 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.21 

0.26 

0.11 

0.015 

0.82 

0.64 


Wazeerpura 

0831000703945000 

7.163 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.998 

1.62 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.30 

0.04 

0.018 

0.81 

0.63 


Yusufpura 

0831000703950600 

4.106 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.106 

2.11 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.25 

0.02 

0.011 

0.83 

0.62 

08007056 

Amrit Kheri 

0831000803974300 

2.135 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.152 

3.31 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.06 

0.04 


Balapura 

0831000803965200 

1.301 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.615 

2.30 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.03 

0.002 

0.39 

0.30 


Banjari 

0831000803969200 

3.449 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.449 

2.99 

0.015 

0.19 

0.03 

0.00 

0.00 

0.00 

0.31 

0.41 

0.74 

0.011 

0.81 

0.62 


Barkhera @ Baman Khoh 

0831000803975100 

2.854 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.003 

3.15 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Baroo Beh 

0832000404064300 

5.267 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.226 

2.66 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.03 

0.03 


Barsat 

0831000803967500 

7.685 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.167 

1.92 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.001 

0.02 

0.01 


Bhatgaon 

0831000803973300 

9.128 

Fresh 

Non-command 

Non-command 

Deccan Traps 

8.680 

2.57 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.41 

0.54 

0.28 

0.027 

0.77 

0.58 


Bor Kheri 

0831000803972600 

5.799 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.560 

1.82 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.07 

0.005 

0.22 

0.16 


Borkheri(Banjari) 

0831000803969700 

1.534 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.534 

1.92 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.10 

0.12 

0.005 

0.80 

0.61 


Chauki 

0831000803969400 

1.203 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.202 

1.81 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.08 

0.11 

0.22 

0.004 

0.81 

0.62 







Non-command 

Bhander Sandstone 

0.001 

1.81 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dant Ka Pani 

0831000803970100 

3.064 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.957 

1.74 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.10 

0.13 

0.13 

0.009 

0.75 

0.58 


Deori Bhan 

0831000803972800 

3.612 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.612 

1.54 

0.015 

0.09 

0.01 

0.00 

0.00 

0.00 

0.16 

0.22 

0.33 

0.011 

0.81 

0.61 


Deori Moond 

0831000803973500 

3.718 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.285 

2.89 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.07 

0.004 

0.28 

0.21 


Dhamaniya 

0831000803972900 

9.162 

Fresh 

Non-command 

Non-command 

Deccan Traps 

9.009 

2.03 

0.015 

0.16 

0.02 

0.00 

0.00 

0.00 

0.41 

0.55 

0.62 

0.028 

0.78 

0.59 


Digod Khalsa 

0831000803965100 

8.940 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.667 

1.37 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.08 

0.17 

0.005 

0.15 

0.12 







Non-command 

Bhander Sandstone 

0.082 

1.37 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 






Lashi 

Command 

Deccan Traps 

0.037 

1.37 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 


Gujar Kheri 

0831000803964900 

1.123 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.118 

2.63 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.07 

0.004 

0.82 

0.64 


Guradi 

0831000803969300 

3.097 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.097 

1.99 

0.015 

0.12 

0.02 

0.00 

0.00 

0.00 

0.19 

0.25 

0.49 

0.010 

0.81 

0.62 


HandiKhoh 

0831000803968000 

1.227 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.061 

1.15 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.04 

0.03 







Non-command 

Bhander Sandstone 

1.166 

1.15 

0.025 

0.14 

0.02 

0.00 

0.00 

0.00 

0.15 

0.20 

0.56 

0.004 

0.78 

0.60 


Harnawada Shahji 

0831000803972300 

17.298 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.708 

1.79 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.10 

0.14 

0.005 

0.08 

0.06 


Jhanjhani 

0831000803973700 

7.588 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.486 

3.35 

0.015 

0.08 

0.02 

0.00 

0.00 

0.00 

0.24 

0.31 

0.32 

0.011 

0.38 

0.29 


Kachnariya Kalan 

0831000803973200 

5.751 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.751 

4.18 

0.015 

0.18 

0.04 

0.00 

0.00 

0.00 

0.50 

0.66 

0.69 

0.018 

0.81 

0.62 


Kajlya 

0831000803964200 

4.615 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.837 

3.31 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.05 

0.003 

0.15 

0.12 


Kandari 

0831000803970200 

14.616 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.334 

2.13 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.01 


Khajooriya 

0831000803967800 

4.493 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.015 

1.05 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Bhander Sandstone 

2.603 

1.05 

0.025 

0.14 

0.02 

0.00 

0.00 

0.00 

0.19 

0.24 

0.53 

0.008 

0.46 

0.36 


Khariya 

0831000803973000 

2.910 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.910 

2.11 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.14 

0.19 

0.21 

0.009 

0.80 

0.61 


Koloo Khera 

0831000803968200 

4.868 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.826 

1.83 

0.015 

0.11 

0.02 

0.00 

0.00 

0.00 

0.22 

0.29 

0.41 

0.015 

0.81 

0.63 


Kotra Kagla 

0832000404064200 

8.780 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.380 

2.04 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.04 

0.03 


Kunma Kheri 

0831000803972700 

4.195 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.195 

1.44 

0.015 

0.09 

0.01 

0.00 

0.00 

0.00 

0.17 

0.23 

0.33 

0.013 

0.81 

0.61 


Ladpura 

0831000803969600 

1.564 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.559 

1.79 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.13 

0.005 

0.79 

0.61 


Lamba Khera 

0831000803967900 

2.990 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.077 

1.17 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.02 







Non-command 

Bhander Sandstone 

2.913 

1.17 

0.025 

0.15 

0.02 

0.00 

0.00 

0.00 

0.21 

0.28 

0.58 

0.009 

0.79 

0.61 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Semli 

0831000703954500 

0.07 

0.90 

(7.48) 

0.83 

0.05 

0.88 

0.06 

0.89 

- 

0.1500 

- 

- 

- 

0.150 

0.150 

1.028 

0.051 

0.977 

0.847 

86.67 

Semi Critical 

Set Kolu 

0831000803969500 

0.08 

0.00 

7,108.82 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

53,685.37 

Over Exploited 

Sewanya 

0831000803967700 

0.08 

0.00 

300.23 

0.01 

0.01 

0.02 

0.01 

0.13 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.036 

0.002 

0.034 

0.086 

252.17 

Over Exploited 



0.08 

0.03 

274.78 

0.04 

0.03 

0.07 

0.02 

0.32 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.147 

0.007 

0.140 

0.412 

294.52 

Over Exploited 

Shekhapur 

0831000703939400 

0.08 

0.03 

409.80 

0.04 

0.01 

0.05 

0.02 

0.28 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.090 

0.005 

0.086 

0.239 

278.34 

Over Exploited 

Solatpura 

0831000703940800 

0.08 

0.20 

189.23 

0.24 

0.04 

0.28 

0.06 

0.90 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

0.394 

0.020 

0.374 

0.620 

165.78 

Over Exploited 

Soni 

0831000703938400 

0.08 

0.03 

569.68 

0.03 

0.01 

0.04 

0.02 

0.32 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.072 

0.004 

0.069 

0.152 

220.90 

Over Exploited 

Subhanpura@Haripura 

0831000703953800 

0.07 

0.13 

0.50 

0.13 

- 

0.13 

0.06 

0.90 

- 

- 

- 

- 

- 

- 

- 

0.133 

0.007 

0.126 

0.020 

15.70 

Safe 

Surajpura Khurd 

0831000803973800 

0.08 

0.23 

2.28 

0.24 

- 

0.24 

0.06 

0.89 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.247 

0.012 

0.235 

0.049 

20.88 

Safe 

Surajpura Malkarni 

0831000803969000 

0.08 

0.04 

103.38 

0.04 

- 

0.04 

0.03 

0.44 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.055 

0.003 

0.052 

0.073 

138.98 

Over Exploited 

Taklon 

0832000404064700 

0.07 

0.09 

15.45 

0.10 

0.01 

0.11 

0.06 

0.87 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.144 

0.007 

0.137 

0.157 

114.32 

Over Exploited 

Tancha 

0831000803960000 

0.08 

0.02 

538.16 

0.03 

0.01 

0.04 

0.01 

0.14 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.068 

0.003 

0.065 

0.261 

402.77 

Over Exploited 



0.08 

0.42 

160.84 

0.51 

0.08 

0.59 

0.04 

0.61 

- 

0.2400 

- 

- 

- 

0.240 

0.240 

0.830 

0.041 

0.788 

2.151 

272.88 

Over Exploited 



0.08 

0.02 

1,127.94 

0.02 

0.02 

0.04 

0.01 

0.13 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.093 

0.005 

0.089 

0.462 

521.09 

Over Exploited 

Tanchi 

0831000803958700 

0.08 

0.00 

141,239.02 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.35 

113.44 

0.42 

0.05 

0.47 

0.06 

0.87 

- 

0.1600 

- 

- 

- 

0.160 

0.160 

0.626 

0.031 

0.594 

1.419 

238.75 

Over Exploited 

Tandi 

0831000803968900 

0.08 

0.09 

(1.73) 

0.09 

- 

0.09 

0.06 

0.84 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.098 

0.005 

0.093 

0.038 

41.41 

Safe 


0832000404065200 

0.07 

0.11 

15.15 

0.13 

- 

0.13 

0.05 

0.75 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.141 

0.007 

0.134 

0.079 

59.18 

Safe 

Toomara 

0831000803963500 

0.08 

0.10 

26.73 

0.13 

0.01 

0.14 

0.04 

0.67 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.166 

0.008 

0.157 

0.309 

196.18 

Over Exploited 



0.08 

0.00 

16,402.72 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

682.77 

0.00 

- 

0.00 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.049 

397.17 

Over Exploited 

Torakhera 

0832000404067600 

0.07 

0.01 

518.82 

0.02 

- 

0.02 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.016 

0.001 

0.015 

0.025 

160.74 

Over Exploited 

Turki Para 

0831000703948500 

0.07 

0.07 

57.44 

0.08 

0.01 

0.09 

0.05 

0.69 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.114 

0.006 

0.108 

0.189 

175.22 

Over Exploited 

Udpuriya 

0831000703945900 

0.07 

0.12 

(29.76) 

0.10 

- 

0.10 

0.05 

0.77 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.107 

0.005 

0.102 

0.085 

83.79 

Semi Critical 


0831000803959600 

0.08 

0.34 

(15.57) 

0.29 

0.02 

0.31 

0.06 

0.89 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

0.418 

0.021 

0.397 

0.604 

152.32 

Over Exploited 

Udpurya 

0832000404065100 

0.07 

0.08 

(24.27) 

0.07 

- 

0.07 

0.06 

0.87 

- 

- 

- 

- 

- 

- 

- 

0.068 

0.003 

0.064 

0.001 

1.20 

Safe 

Umar Thana 

0831000703939100 

0.08 

0.37 

(13.75) 

0.32 

0.02 

0.34 

0.06 

0.89 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.409 

0.020 

0.388 

0.362 

93.31 

Critical 

Umariya 

0831000803974400 

0.08 

0.12 

65.17 

0.15 

0.02 

0.17 

0.05 

0.79 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.219 

0.011 

0.208 

0.283 

135.81 

Over Exploited 

Ummedpura 

0831000803957500 

0.08 

0.00 

6,313.45 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Utawali 

0831000803964100 

0.08 

0.32 

(16.76) 

0.26 

- 

0.26 

0.06 

0.89 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.275 

0.014 

0.261 

0.126 

48.31 

Safe 

Wazeerpura 

0831000703945000 

0.07 

0.40 

(23.35) 

0.32 

- 

0.32 

0.06 

0.87 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.328 

0.016 

0.312 

0.054 

17.35 

Safe 

Yusufpura 

0831000703950600 

0.07 

0.24 

3.63 

0.25 

- 

0.25 

0.06 

0.89 

- 

- 

- 

- 

- 

- 

- 

0.248 

0.012 

0.236 

0.033 

13.84 

Safe 

Amrit Kheri 

0831000803974300 

0.08 

0.00 

1,301.99 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.010 

1,288.68 

Over Exploited 

Balapura 

0831000803965200 

0.08 

0.02 

108.74 

0.02 

- 

0.02 

0.03 

0.42 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.033 

0.002 

0.031 

0.030 

95.34 

Critical 

Banjari 

0831000803969200 

0.08 

0.22 

85.18 

0.27 

0.03 

0.30 

0.06 

0.87 

- 

0.1400 

- 

- 

- 

0.140 

0.140 

0.438 

0.022 

0.416 

0.750 

180.31 

Over Exploited 

Barkhera @ Baman Khoh 

0831000803975100 

0.08 

0.00 

107,774.44 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Baroo Beh 

0832000404064300 

0.07 

0.00 

1,364.27 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.006 

970.12 

Over Exploited 

Barsat 

0831000803967500 

0.08 

0.00 

2,781.59 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.015 

5,922.30 

Over Exploited 

Bhatgaon 

0831000803973300 

0.08 

0.54 

0.70 

0.54 

0.01 

0.55 

0.06 

0.83 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.600 

0.030 

0.570 

0.310 

54.47 

Safe 

Bor Kheri 

0831000803972600 

0.08 

0.03 

207.46 

0.03 

- 

0.03 

0.02 

0.23 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.043 

0.002 

0.040 

0.077 

189.91 

Over Exploited 

Borkheri(Banjari) 

0831000803969700 

0.08 

0.10 

(0.93) 

0.10 

- 

0.10 

0.06 

0.85 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.117 

0.006 

0.111 

0.129 

116.10 

Over Exploited 

Chauki 

0831000803969400 

0.08 

0.08 

38.02 

0.09 

0.01 

0.10 

0.06 

0.87 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.143 

0.007 

0.136 

0.224 

164.30 

Over Exploited 



0.08 

0.00 

92,004.13 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dant Ka Pani 

0831000803970100 

0.08 

0.18 

(28.64) 

0.14 

0.01 

0.15 

0.05 

0.80 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.172 

0.009 

0.164 

0.134 

82.12 

Semi Critical 

Deori Bhan 

0831000803972800 

0.08 

0.23 

(6.93) 

0.22 

0.01 

0.23 

0.06 

0.87 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.267 

0.013 

0.254 

0.342 

134.93 

Over Exploited 

Deori Moond 

0831000803973500 

0.08 

0.03 

250.12 

0.03 

- 

0.03 

0.02 

0.30 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.045 

0.002 

0.042 

0.076 

178.99 

Over Exploited 

Dhamaniya 

0831000803972900 

0.08 

0.57 

(2.95) 

0.55 

0.02 

0.57 

0.06 

0.84 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

0.689 

0.034 

0.654 

0.647 

98.94 

Critical 

Digod Khalsa 

0831000803965100 

0.08 

0.02 

312.33 

0.02 

0.01 

0.03 

0.01 

0.16 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.054 

0.003 

0.051 

0.175 

340.81 

Over Exploited 



0.08 

0.00 

7,350.19 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

18,620.23 

Over Exploited 



0.08 

0.00 

9,754.28 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

44,239.00 

Over Exploited 

Gujar Kheri 

0831000803964900 

0.08 

0.07 

11.85 

0.08 

- 

0.08 

0.06 

0.88 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.092 

0.005 

0.088 

0.071 

80.34 

Semi Critical 

Guradi 

0831000803969300 

0.08 

0.20 

25.10 

0.24 

0.02 

0.26 

0.06 

0.87 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.351 

0.018 

0.333 

0.495 

148.43 

Over Exploited 

HandiKhoh 

0831000803968000 

0.08 

0.00 

556.61 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.014 

6,287.64 

Over Exploited 



0.08 

0.07 

172.50 

0.09 

0.02 

0.11 

0.06 

0.84 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.167 

0.008 

0.159 

0.563 

354.06 

Over Exploited 

Harnawada Shahji 

0831000803972300 

0.08 

0.01 

830.63 

0.01 

0.01 

0.02 

0.01 

0.09 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.053 

0.003 

0.051 

0.149 

295.75 

Over Exploited 

Jhanjhani 

0831000803973700 

0.08 

0.11 

193.24 

0.13 

0.02 

0.15 

0.03 

0.40 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.206 

0.010 

0.196 

0.326 

166.40 

Over Exploited 

Kachnariya Kalan 

0831000803973200 

0.08 

0.37 

76.58 

0.45 

0.04 

0.49 

0.06 

0.87 

- 

0.1300 

- 

- 

- 

0.130 

0.130 

0.619 

0.031 

0.588 

0.709 

120.57 

Over Exploited 

Kajlya 

0831000803964200 

0.08 

0.01 

555.75 

0.01 

- 

0.01 

0.01 

0.16 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.022 

0.001 

0.021 

0.053 

250.95 

Over Exploited 

Kandari 

0831000803970200 

0.08 

0.00 

2,828.17 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.011 

2,012.88 

Over Exploited 

Khajooriya 

0831000803967800 

0.08 

0.00 

9,233.46 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.10 

151.22 

0.12 

0.02 

0.14 

0.03 

0.50 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.196 

0.010 

0.186 

0.541 

290.54 

Over Exploited 

Khariya 

0831000803973000 

0.08 

0.19 

0.29 

0.19 

0.01 

0.20 

0.06 

0.86 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.218 

0.011 

0.207 

0.220 

106.40 

Over Exploited 

Koloo Khera 

0831000803968200 

0.08 

0.31 

(8.26) 

0.29 

0.02 

0.31 

0.06 

0.87 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.389 

0.019 

0.369 

0.423 

114.66 

Over Exploited 

Kotra Kagla 

0832000404064200 

0.07 

0.00 

1,001.18 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.012 

1,143.93 

Over Exploited 

Kunma Kheri 

0831000803972700 

0.08 

0.27 

(16.04) 

0.23 

0.01 

0.24 

0.06 

0.87 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.277 

0.014 

0.264 

0.344 

130.61 

Over Exploited 

Ladpura 

0831000803969600 

0.08 

0.10 

(5.58) 

0.09 

- 

0.09 

0.06 

0.85 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.114 

0.006 

0.108 

0.137 

126.97 

Over Exploited 

Lamba Khera 

0831000803967900 

0.08 

0.00 

1,230.41 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

7,030.63 

Over Exploited 



0.08 

0.18 

51.08 

0.22 

0.02 

0.24 

0.06 

0.85 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.311 

0.016 

0.295 

0.587 

198.80 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Laxmi Pura Khurd 

083100080396990C 

1.938 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.938 

2.15 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.12 

0.12 

0.006 

0.80 

0.61 


Manpura 

0831000803973600 

8.171 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.230 

3.30 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.19 

0.25 

0.14 

0.010 

0.32 

0.24 


Motipura Kalan 

0831000803969100 

5.828 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.828 

2.33 

0.015 

0.13 

0.03 

0.00 

0.00 

0.00 

0.30 

0.40 

0.51 

0.018 

0.82 

0.63 


Naya Gaon@Malkhajooriya 

0831000803965000 

4.498 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.327 

1.45 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.01 

0.007 

0.43 

0.33 







Non-command 

Bhander Sandstone 

2.171 

1.45 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.01 

0.007 

0.40 

0.31 


Patla Pani 

0831000803967400 

2.534 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.076 

2.33 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Patri 

0831000803973400 

5.555 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.526 

2.87 

0.015 

0.07 

0.02 

0.00 

0.00 

0.00 

0.29 

0.38 

0.27 

0.017 

0.81 

0.61 


Peepal Hera 

0831000803967600 

3.333 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.219 

0.35 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.001 

0.05 

0.04 


Peepalya Akheraj 

0831000803969800 

0.894 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.894 

1.98 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.07 

0.17 

0.003 

0.80 

0.61 


Peethpur 

0831000803964800 

9.682 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.252 

3.17 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.19 

0.25 

0.19 

0.010 

0.28 

0.22 


Prempura 

0831000803970000 

3.740 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.189 

2.05 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.14 

0.18 

0.13 

0.010 

0.67 

0.51 


Ram Nagar 

0831000803968300 

3.207 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.465 

2.16 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.01 

0.005 

0.38 

0.29 


Sejanpur 

0831000803975000 

7.709 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.288 

3.25 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.001 

0.03 

0.02 


Set Kolu 

0831000803969500 

6.729 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.570 

1.11 

0.015 

0.20 

0.03 

0.00 

0.00 

0.00 

0.26 

0.34 

0.79 

0.018 

0.65 

0.50 







Non-command 

Bhander Sandstone 

1.130 

1.11 

0.025 

0.08 

0.01 

0.00 

0.00 

0.00 

0.10 

0.13 

0.32 

0.004 

0.13 

0.10 


Sewanya 

0831000803967700 

3.329 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.910 

0.63 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.04 

0.05 

0.14 

0.003 

0.21 

0.17 







Non-command 

Bhander Sandstone 

0.622 

0.63 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.05 

0.06 

0.19 

0.002 

0.15 

0.11 


Shripura 

0831000803973100 

2.354 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.354 

3.70 

0.015 

0.17 

0.02 

0.00 

0.00 

0.00 

0.28 

0.37 

0.65 

0.007 

0.81 

0.61 


Surajpura Malkarni 

0831000803969000 

2.259 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.108 

2.27 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.07 

0.003 

0.40 

0.31 


Tandi 

0831000803968900 

1.493 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.066 

2.69 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.04 

0.03 


Uchakpura 

0831000803968100 

2.435 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.732 

1.32 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.09 

0.005 

0.58 

0.45 







Non-command 

Bhander Sandstone 

0.703 

1.32 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.07 

0.002 

0.24 

0.18 


Umariya 

0831000803974400 

2.361 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.249 

3.32 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.03 

0.001 

0.09 

0.07 


Utawali 

0831000803964100 

4.841 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.018 

2.44 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 

08007057 

Akera 

0831000303878700 

5.580 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.046 

3.17 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Bhander Sandstone 

0.765 

3.17 

0.030 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.13 

0.10 

0.002 

0.10 

0.08 






Parwati Pickup Weir 

Command 

Older Alluvium 

1.078 

3.17 

0.015 

0.04 

0.01 

0.00 

0.06 

0.00 

0.02 

0.03 

0.15 

0.003 

0.14 

0.12 







Command 

Bhander Sandstone 

1.187 

3.17 

0.030 

0.04 

0.01 

0.00 

0.06 

0.00 

0.08 

0.10 

0.17 

0.003 

0.16 

0.13 


Akeri 

0831000303870700 

0.825 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.825 

4.22 

0.015 

0.10 

0.01 

0.00 

0.00 

0.00 

0.14 

0.16 

0.40 

0.002 

0.76 

0.65 


Amapura 

0831000303875500 

3.745 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.541 

2.98 

0.015 

0.32 

0.02 

0.00 

0.00 

0.00 

0.46 

0.53 

1.28 

0.010 

0.72 

0.63 







Non-command 

Bhander Sandstone 

0.204 

2.98 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.07 

0.001 

0.04 

0.04 


Badan 

0831000303870900 

20.453 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.909 

3.69 

0.015 

0.13 

0.02 

0.00 

0.00 

0.00 

0.38 

0.44 

0.49 

0.013 

0.18 

0.16 







Non-command 

Limestone 

15.544 

3.69 

0.120 

0.52 

0.08 

0.00 

0.00 

0.03 

7.28 

8.52 

2.04 

0.042 

0.58 

0.49 


Balapura 

0831000103855800 

4.710 

Fresh 

Kota Barrage 

Command 

Limestone 

3.588 

2.07 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.18 

0.22 

0.15 

0.011 

0.53 

0.43 


Balunda 

0831000103856500 

4.949 

Fresh 

Non-command 

Non-command 

Limestone 

0.086 

2.43 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Kota Barrage 

Command 

Limestone 

1.436 

2.43 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.11 

0.08 

0.004 

0.20 

0.16 


Balwankheri 

0831000103855500 

2.676 

Fresh 

Kota Barrage 

Command 

Limestone 

2.664 

2.73 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.18 

0.23 

0.20 

0.008 

0.70 

0.56 


Bamla 

0831000303878100 

13.726 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.750 

0.58 

0.015 

0.10 

0.01 

0.00 

0.00 

0.00 

0.10 

0.12 

0.38 

0.002 

0.04 

0.03 







Non-command 

Limestone 

2.953 

0.58 

0.120 

0.50 

0.07 

0.00 

0.00 

0.00 

0.63 

0.76 

1.99 

0.008 

0.16 

0.14 






Parwan Lift 

Command 

Older Alluvium 

0.964 

0.58 

0.015 

0.12 

0.02 

0.00 

0.02 

0.00 

0.09 

0.11 

0.49 

0.003 

0.05 

0.04 







Command 

Limestone 

0.280 

0.58 

0.120 

0.05 

0.01 

0.00 

0.01 

0.00 

0.05 

0.06 

0.19 

0.001 

0.02 

0.01 


Bamli 

0831000303878200 

8.446 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.514 

0.73 

0.015 

0.23 

0.01 

0.00 

0.00 

0.01 

0.25 

0.30 

0.90 

0.009 

0.32 

0.27 







Non-command 

Limestone 

4.098 

0.73 

0.120 

0.35 

0.02 

0.00 

0.00 

0.00 

0.69 

0.82 

1.39 

0.011 

0.37 

0.31 


Bamooliya 

0831000303873700 

3.449 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.790 

2.65 

0.015 

0.14 

0.01 

0.00 

0.00 

0.00 

0.24 

0.28 

0.56 

0.008 

0.62 

0.54 







Non-command 

Limestone 

0.659 

2.65 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.25 

0.29 

0.17 

0.002 

0.15 

0.13 


Bamooliya Jageer 

0831000303871000 

1.400 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.023 

0.84 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.01 

0.01 


Bamori Kalan 

0831000103856000 

13.915 

Fresh 

Kota Barrage 

Command 

Limestone 

8.602 

2.15 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.41 

0.51 

0.16 

0.026 

0.43 

0.35 


Baori Khera 

0831000303875300 

4.955 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.824 

4.64 

0.030 

0.26 

0.04 

0.00 

0.00 

0.01 

0.88 

1.05 

1.03 

0.013 

0.74 

0.62 






Parwati Pickup Weir 

Command 

Bhander Sandstone 

0.118 

4.64 

0.030 

0.01 

0.00 

0.00 

0.01 

0.01 

0.01 

0.01 

0.03 

0.000 

0.02 

0.02 


Baran (M) 

0831000343103000 

14.593 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.432 

5.12 

0.015 

1.01 

0.01 

0.00 

0.00 

0.01 

1.41 

1.63 

0.86 

2.423 

0.28 

0.25 







Non-command 

Bhander Sandstone 

9.161 

5.12 

0.030 

1.71 

0.02 

0.00 

0.00 

0.02 

3.08 

3.55 

1.46 

4.087 

0.48 

0.42 


Barana 

0831000303880100 

11.350 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.383 

0.87 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.04 

0.05 

0.07 

0.006 

0.16 

0.13 







Non-command 

Limestone 

1.377 

0.87 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.19 

0.05 

0.004 

0.09 

0.07 


Barani 

0831000303879700 

4.535 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.878 

1.52 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.05 

0.002 

0.15 

0.12 


Baroli 

0830000103782000 

5.924 

Fresh 

Non-command 

Non-command 

Limestone 

0.007 

1.39 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Kota Barrage 

Command 

Limestone 

2.239 

1.39 

0.030 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.17 

0.16 

0.008 

0.26 

0.20 


Batawada 

0831000303873500 

14.505 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.600 

1.52 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.08 

0.14 

0.004 

0.08 

0.07 







Non-command 

Limestone 

1.634 

1.52 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.34 

0.39 

0.19 

0.004 

0.09 

0.07 


Bhagwanpura 

0831000103862000 

6.862 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.014 

0.70 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Limestone 

0.009 

0.70 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhaogarh 

0831000103856400 

7.920 

Fresh 

Kota Barrage 

Command 

Limestone 

4.157 

2.70 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.24 

0.30 

0.08 

0.013 

0.37 

0.29 


Bhateriya 

0831000103856800 

5.261 

Fresh 

Kota Barrage 

Command 

Limestone 

5.261 

2.37 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.29 

0.36 

0.20 

0.016 

0.70 

0.57 


Bhatsui 

0831000303872500 

3.493 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.620 

4.38 

0.015 

0.15 

0.02 

0.00 

0.00 

0.01 

0.30 

0.35 

0.58 

0.007 

0.57 

0.49 






Parwati Pickup Weir 

Command 

Older Alluvium 

0.063 

4.38 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

-0.01 

0.02 

0.000 

0.01 

0.01 


Bhatwara 

0831000103861400 

10.794 

Fresh 

Non-command 

Non-command 

Limestone 

10.794 

1.24 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.30 

0.38 

0.15 

0.033 

0.70 

0.57 


Bhojya Kheri 

0831000103857400 

4.215 

Fresh 

Kota Barrage 

Command 

Limestone 

4.215 

3.21 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.29 

0.36 

0.12 

0.013 

0.70 

0.57 


Bijora 

0831000203865400 

5.025 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.656 

1.50 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.13 

0.09 

0.002 

0.10 

0.09 


Bohat 

0831000103862100 

23.898 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.199 

0.50 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.00 

0.004 

0.04 

0.03 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Laxmi Pura Khurd 

0831000803969900 

0.08 

0.12 

(2.08) 

0.12 

- 

0.12 

0.06 

0.86 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.141 

0.007 

0.134 

0.121 

90.21 

Critical 

Manpura 

0831000803973600 

0.08 

0.08 

201.55 

0.10 

0.01 

0.11 

0.02 

0.35 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.140 

0.007 

0.133 

0.152 

114.24 

Over Exploited 

Motipura Kalan 

0831000803969100 

0.08 

0.38 

3.97 

0.40 

0.03 

0.43 

0.06 

0.88 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.526 

0.026 

0.500 

0.532 

106.47 

Over Exploited 

Naya Gaon@Malkhajooriya 

0831000803965000 

0.08 

0.08 

(1.43) 

0.08 

- 

0.08 

0.03 

0.46 

- 

- 

- 

- 

- 

- 

- 

0.078 

0.004 

0.074 

0.019 

26.04 

Safe 



0.08 

0.07 

47.08 

0.08 

- 

0.08 

0.03 

0.43 

- 

- 

- 

- 

- 

- 

- 

0.083 

0.004 

0.079 

0.017 

21.41 

Safe 

Patla Pani 

0831000803967400 

0.08 

0.00 

2,339.49 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Patri 

0831000803973400 

0.08 

0.36 

7.27 

0.38 

0.02 

0.40 

0.06 

0.87 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.454 

0.023 

0.431 

0.291 

67.53 

Safe 

Peepal Hera 

0831000803967600 

0.08 

0.00 

1,597.20 

0.00 

- 

0.00 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.030 

283.64 

Over Exploited 

Peepalya Akheraj 

0831000803969800 

0.08 

0.06 

28.84 

0.07 

0.01 

0.08 

0.06 

0.86 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.109 

0.005 

0.103 

0.171 

165.22 

Over Exploited 

Peethpur 

0831000803964800 

0.08 

0.07 

245.73 

0.09 

0.01 

0.10 

0.02 

0.30 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.127 

0.006 

0.121 

0.195 

161.93 

Over Exploited 

Prempura 

0831000803970000 

0.08 

0.17 

(94.09) 

0.18 

- 

0.18 

0.05 

0.72 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.201 

0.010 

0.191 

0.142 

74.27 

Semi Critical 

Ram Nagar 

0831000803968300 

0.08 

0.04 

38.68 

0.05 

- 

0.05 

0.03 

0.40 

- 

- 

- 

- 

- 

- 

- 

0.053 

0.003 

0.050 

0.015 

28.99 

Safe 

Sejanpur 

0831000803975000 

0.08 

0.00 

4,466.72 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.020 

2,468.94 

Over Exploited 

Set Kolu 

0831000803969500 

0.08 

0.29 

17.46 

0.34 

0.03 

0.37 

0.05 

0.70 

- 

0.1500 

- 

- 

- 

0.150 

0.150 

0.521 

0.026 

0.495 

0.805 

162.64 

Over Exploited 



0.08 

0.01 

1,000.39 

0.01 

0.01 

0.02 

0.01 

0.14 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.084 

0.004 

0.080 

0.328 

408.87 

Over Exploited 

Sewanya 

0831000803967700 

0.08 

0.02 

221.08 

0.02 

0.01 

0.03 

0.02 

0.23 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.059 

0.003 

0.056 

0.144 

258.37 

Over Exploited 



0.08 

0.01 

788.93 

0.01 

0.01 

0.02 

0.01 

0.16 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.059 

0.003 

0.056 

0.196 

351.51 

Over Exploited 

Shripura 

0831000803973100 

0.08 

0.15 

142.31 

0.18 

0.02 

0.20 

0.06 

0.87 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

0.323 

0.016 

0.307 

0.659 

214.90 

Over Exploited 

Surajpura Malkarni 

0831000803969000 

0.08 

0.04 

109.15 

0.04 

- 

0.04 

0.03 

0.43 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.053 

0.003 

0.050 

0.072 

143.88 

Over Exploited 

Tandi 

0831000803968900 

0.08 

0.00 

1,710.60 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Uchakpura 

0831000803968100 

0.08 

0.08 

(13.20) 

0.07 

- 

0.07 

0.04 

0.63 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.080 

0.004 

0.076 

0.091 

120.03 

Over Exploited 



0.08 

0.01 

320.04 

0.02 

- 

0.02 

0.02 

0.25 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.026 

0.001 

0.025 

0.072 

292.69 

Over Exploited 

Umariya 

0831000803974400 

0.08 

0.00 

1,622.42 

0.00 

- 

0.00 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.032 

277.20 

Over Exploited 

Utawali 

0831000803964100 

0.08 

0.00 

19,378.93 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Akera 

0831000303878700 

0.22 

0.00 

2,423.63 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

5.88 

Safe 



0.08 

0.01 

1,931.27 

0.01 

- 

0.01 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.103 

618.61 

Over Exploited 



0.22 

0.03 

(17.43) 

0.03 

0.07 

0.10 

0.01 

0.16 

- 

0.0200 

0.0479 

- 

0.001 

0.069 

0.069 

0.166 

0.008 

0.158 

0.154 

97.59 

Critical 



0.08 

0.02 

553.17 

0.02 

0.07 

0.09 

0.01 

0.17 

- 

0.0200 

0.0527 

- 

- 

0.073 

0.073 

0.164 

0.008 

0.156 

0.172 

110.32 

Over Exploited 

Akeri 

0831000303870700 

0.22 

0.14 

18.84 

0.16 

0.01 

0.18 

0.06 

0.83 

- 

0.0400 

- 

- 

0.002 

0.042 

0.042 

0.217 

0.011 

0.207 

0.398 

192.76 

Over Exploited 

Amapura 

0831000303875500 

0.22 

0.56 

(6.62) 

0.53 

0.02 

0.55 

0.06 

0.79 

- 

0.0500 

- 

- 

0.003 

0.053 

0.053 

0.601 

0.030 

0.571 

1.288 

225.58 

Over Exploited 



0.08 

0.00 

6,368.72 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.073 

9,356.35 

Over Exploited 

Badan 

0831000303870900 

0.22 

0.20 

126.56 

0.24 

0.02 

0.26 

0.02 

0.20 

- 

0.0500 

- 

- 

0.002 

0.052 

0.052 

0.309 

0.015 

0.293 

0.499 

170.11 

Over Exploited 



0.08 

0.72 

1,090.96 

0.86 

0.11 

0.97 

0.05 

0.62 

- 

0.2300 

- 

- 

0.045 

0.276 

0.276 

1.245 

0.062 

1.182 

2.082 

176.07 

Over Exploited 

Balapura 

0831000103855800 

0.03 

0.06 

283.42 

0.07 

0.01 

0.08 

0.05 

0.58 

- 

0.0300 

0.0866 

0.1223 

0.001 

0.240 

0.240 

0.320 

0.016 

0.304 

0.161 

52.99 

Safe 

Balunda 

0831000103856500 

0.03 

0.00 

10,765.10 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.004 

0.000 

0.003 

0.000 

7.74 

Safe 



0.03 

0.01 

1,157.07 

0.01 

0.00 

0.01 

0.02 

0.22 

- 

0.0100 

0.0346 

0.0489 

0.002 

0.096 

0.096 

0.108 

0.005 

0.102 

0.079 

77.62 

Semi Critical 

Balwankheri 

0831000103855500 

0.03 

0.06 

304.48 

0.07 

0.01 

0.08 

0.06 

0.76 

- 

0.0400 

0.0536 

0.0605 

0.005 

0.159 

0.159 

0.239 

0.012 

0.227 

0.203 

89.41 

Semi Critical 

Bamla 

0831000303878100 

0.22 

0.01 

1,577.86 

0.01 

0.01 

0.02 

0.00 

0.05 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.061 

0.003 

0.058 

0.380 

660.41 

Over Exploited 



0.08 

0.04 

1,872.52 

0.05 

0.07 

0.12 

0.01 

0.18 

- 

0.2200 

- 

- 

0.005 

0.225 

0.225 

0.345 

0.017 

0.328 

2.000 

609.51 

Over Exploited 



0.22 

0.01 

836.45 

0.01 

0.04 

0.05 

0.00 

0.06 

- 

0.0500 

0.0121 

- 

0.001 

0.064 

0.064 

0.117 

0.006 

0.112 

0.489 

437.98 

Over Exploited 



0.08 

0.00 

17,389.41 

0.00 

0.02 

0.02 

0.00 

0.02 

- 

0.0200 

0.0035 

- 

0.005 

0.029 

0.029 

0.049 

0.002 

0.046 

0.193 

417.78 

Over Exploited 

Bamli 

0831000303878200 

0.22 

0.24 

21.63 

0.29 

0.02 

0.31 

0.03 

0.34 

- 

0.0300 

- 

- 

0.011 

0.041 

0.041 

0.352 

0.018 

0.334 

0.909 

272.20 

Over Exploited 



0.08 

0.12 

574.65 

0.15 

0.02 

0.17 

0.03 

0.40 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.217 

0.011 

0.206 

1.403 

680.50 

Over Exploited 

Bamooliya 

0831000303873700 

0.22 

0.38 

(26.96) 

0.30 

0.01 

0.31 

0.05 

0.67 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.335 

0.017 

0.318 

0.566 

177.66 

Over Exploited 



0.08 

0.01 

3,625.30 

0.01 

0.00 

0.01 

0.01 

0.16 

- 

0.0100 

- 

- 

0.001 

0.012 

0.012 

0.022 

0.001 

0.021 

0.170 

822.59 

Over Exploited 

Bamooliya Jageer 

0831000303871000 

0.22 

0.00 

575.70 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.018 

26,762.65 

Over Exploited 

Bamori Kalan 

0831000103856000 

0.03 

0.11 

356.25 

0.13 

0.01 

0.15 

0.04 

0.47 

- 

0.0300 

0.2075 

0.2932 

0.002 

0.533 

0.533 

0.679 

0.034 

0.645 

0.182 

28.26 

Safe 

Baori Khera 

0831000303875300 

0.08 

0.28 

267.63 

0.34 

0.05 

0.39 

0.06 

0.80 

- 

0.1900 

- 

- 

0.014 

0.204 

0.204 

0.594 

0.030 

0.565 

1.043 

184.70 

Over Exploited 



0.08 

0.00 

7,618.97 

0.00 

0.02 

0.02 

0.00 

0.02 

- 

0.0100 

0.0065 

- 

0.014 

0.030 

0.030 

0.046 

0.002 

0.044 

0.032 

74.24 

Semi Critical 

Baran (M) 

0831000343103000 

0.22 

0.34 

378.53 

0.41 

0.02 

0.42 

0.02 

0.31 

- 

0.1000 

- 

- 

0.008 

0.108 

0.108 

0.531 

0.027 

0.504 

3.287 

651.93 

Over Exploited 



0.08 

0.35 

909.54 

0.42 

0.04 

0.46 

0.04 

0.52 

- 

0.1600 

- 

- 

0.025 

0.185 

0.185 

0.644 

0.032 

0.612 

5.545 

906.26 

Over Exploited 

Barana 

0831000303880100 

0.22 

0.08 

(42.04) 

0.07 

0.01 

0.08 

0.01 

0.17 

- 

- 

- 

- 

0.018 

0.018 

0.018 

0.096 

0.005 

0.091 

0.078 

85.99 

Semi Critical 



0.08 

0.01 

1,757.55 

0.01 

0.00 

0.01 

0.01 

0.10 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.014 

0.001 

0.013 

0.052 

385.47 

Over Exploited 

Barani 

0831000303879700 

0.22 

0.03 

29.36 

0.03 

- 

0.03 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.034 

0.002 

0.032 

0.056 

175.25 

Over Exploited 

Baroli 

0830000103782000 

0.08 

0.00 

83,843.62 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.05 

252.13 

0.06 

0.01 

0.07 

0.02 

0.28 

- 

0.0300 

0.0630 

0.0763 

- 

0.169 

0.169 

0.236 

0.012 

0.224 

0.170 

75.71 

Semi Critical 

Batawada 

0831000303873500 

0.22 

0.03 

160.49 

0.04 

0.01 

0.05 

0.01 

0.09 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.067 

0.003 

0.064 

0.148 

232.49 

Over Exploited 



0.08 

0.01 

3,415.99 

0.01 

0.01 

0.02 

0.01 

0.09 

- 

0.0200 

- 

- 

0.001 

0.022 

0.022 

0.046 

0.002 

0.044 

0.196 

449.83 

Over Exploited 

Bhagwanpura 

0831000103862000 

0.12 

0.00 

(98,508.41) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.007 

0.000 

0.007 

0.000 

0.64 

Safe 



0.03 

0.00 

36,394.97 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhaogarh 

0831000103856400 

0.03 

0.05 

558.32 

0.06 

0.01 

0.06 

0.03 

0.40 

- 

0.0100 

0.1003 

0.1417 

0.008 

0.260 

0.260 

0.320 

0.016 

0.304 

0.091 

29.80 

Safe 

Bhateriya 

0831000103856800 

0.03 

0.11 

223.30 

0.13 

0.01 

0.14 

0.06 

0.76 

- 

0.0400 

0.1269 

0.1793 

0.001 

0.347 

0.347 

0.490 

0.025 

0.466 

0.211 

45.29 

Safe 

Bhatsui 

0831000303872500 

0.22 

0.33 

5.46 

0.35 

0.03 

0.37 

0.05 

0.62 

- 

0.1100 

- 

- 

0.009 

0.119 

0.119 

0.492 

0.025 

0.467 

0.583 

124.82 

Over Exploited 



0.22 

0.00 

(3,355.39) 

0.00 

0.01 

0.01 

0.00 

0.01 

- 

- 

0.0035 

- 

0.009 

0.013 

0.013 

0.022 

0.001 

0.021 

0.018 

86.90 

Semi Critical 

Bhatwara 

0831000103861400 

0.03 

0.23 

65.19 

0.27 

0.01 

0.29 

0.06 

0.76 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.310 

0.016 

0.295 

0.186 

63.01 

Safe 

Bhojya Kheri 

0831000103857400 

0.03 

0.09 

302.21 

0.11 

0.01 

0.12 

0.06 

0.76 

- 

0.0200 

0.1017 

0.1437 

0.002 

0.267 

0.267 

0.384 

0.019 

0.365 

0.130 

35.55 

Safe 

Bijora 

0831000203865400 

0.12 

0.01 

1,513.25 

0.01 

- 

0.01 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.019 

0.001 

0.018 

0.092 

499.50 

Over Exploited 

Bohat 

0831000103862100 

0.12 

0.01 

1,178.12 

0.01 

- 

0.01 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.004 

61.77 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Limestone 

19.516 

0.50 

0.020 

0.09 

0.01 

0.00 

0.00 

0.01 

0.27 

0.33 

0.27 

0.059 

0.59 

0.48 






Parwati Pickup Weir 

Command 

Limestone 

0.038 

0.50 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

-0.01 

0.00 

0.000 

0.00 

0.00 


Borda 

0831000103859400 

6.605 

Fresh 

Kota Barrage 

Command 

Limestone 

5.307 

1.72 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.21 

0.26 

0.15 

0.016 

0.56 

0.46 


Boredi 

0831000303873200 

3.066 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.066 

5.36 

0.015 

0.11 

0.02 

0.00 

0.00 

0.00 

0.33 

0.38 

0.43 

0.008 

0.76 

0.66 


Borina 

0831000303876000 

7.766 

Fresh 

Non-command 

Non-command 

Limestone 

0.025 

0.94 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Parwan Lift 

Command 

Limestone 

0.365 

0.94 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.07 

0.001 

0.04 

0.03 


Chainpura 

0831000303871100 

9.610 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.381 

0.33 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.08 

0.10 

0.31 

0.006 

0.18 

0.15 







Non-command 

Limestone 

7.182 

0.33 

0.120 

0.32 

0.05 

0.00 

0.00 

0.01 

0.54 

0.66 

1.25 

0.019 

0.55 

0.46 


Chainpuriya 

0831000103857700 

3.920 

Fresh 

Kota Barrage 

Command 

Limestone 

0.932 

3.24 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.04 

0.003 

0.17 

0.13 


Chandpura 

0831000303874800 

1.936 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.888 

4.93 

0.030 

0.08 

0.02 

0.00 

0.00 

0.00 

0.19 

0.24 

0.31 

0.002 

0.34 

0.28 






Parwati Pickup Weir 

Command 

Bhander Sandstone 

0.000 

4.93 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Daulatpura 

0831000303878300 

3.548 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.548 

0.79 

0.015 

0.38 

0.02 

0.00 

0.00 

0.00 

0.40 

0.46 

1.51 

0.010 

0.76 

0.66 


Deeloda 

0831000303878000 

9.678 

Fresh 

Non-command 

Non-command 

Limestone 

0.021 

0.57 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dhonkal Kheri 

0831000103856200 

1.404 

Fresh 

Kota Barrage 

Command 

Limestone 

1.404 

2.87 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.00 

0.004 

0.70 

0.56 


Dhoomarkheri 

0831000103855300 

4.605 

Fresh 

Kota Barrage 

Command 

Limestone 

0.103 

2.50 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.01 


Dhoti 

0831000403880700 

14.781 

Fresh 

Non-command 

Non-command 

Limestone 

5.322 

1.19 

0.025 

0.11 

0.01 

0.00 

0.00 

0.02 

0.24 

0.30 

0.41 

0.013 

0.27 

0.22 


Durjanpura 

0831000303878500 

5.762 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.676 

2.55 

0.015 

0.23 

0.01 

0.00 

0.00 

0.00 

0.40 

0.46 

0.90 

0.013 

0.62 

0.54 







Non-command 

Bhander Sandstone 

1.086 

2.55 

0.030 

0.05 

0.00 

0.00 

0.00 

0.00 

0.13 

0.15 

0.20 

0.003 

0.14 

0.12 


Fatehpur 

0831000303875000 

3.698 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.733 

4.86 

0.030 

0.42 

0.11 

0.00 

0.00 

0.00 

0.71 

0.86 

1.68 

0.007 

0.56 

0.46 






Parwati Pickup Weir 

Command 

Bhander Sandstone 

0.106 

4.86 

0.030 

0.02 

0.00 

0.00 

0.01 

0.00 

0.02 

0.03 

0.07 

0.000 

0.02 

0.02 


Gajanpura 

0831000303873800 

4.945 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.945 

2.99 

0.015 

0.23 

0.01 

0.00 

0.00 

0.01 

0.43 

0.50 

0.90 

0.013 

0.76 

0.66 


Gheensari 

0831000303874900 

5.348 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.053 

4.70 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 






Parwati Pickup Weir 

Command 

Bhander Sandstone 

0.086 

4.70 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.01 

0.01 


Gopalpura 

0831000303874200 

6.282 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.540 

5.43 

0.015 

0.16 

0.02 

0.00 

0.00 

0.00 

0.34 

0.40 

0.61 

0.007 

0.31 

0.27 







Non-command 

Bhander Sandstone 

3.742 

5.43 

0.030 

0.22 

0.03 

0.00 

0.00 

0.02 

0.78 

0.90 

0.88 

0.010 

0.46 

0.39 


Gudrawani 

0831000103861800 

4.835 

Fresh 

Non-command 

Non-command 

Limestone 

0.007 

1.26 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gurawadiya 

0831000103856600 

1.631 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.129 

2.21 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.000 

0.06 

0.04 






Kota Barrage 

Command 

Bhander Sandstone 

0.055 

2.21 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Haripura 

0831000303873600 

4.257 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.007 

2.60 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Limestone 

4.250 

2.60 

0.120 

0.55 

0.03 

0.00 

0.00 

0.02 

1.83 

2.12 

2.18 

0.011 

0.76 

0.66 



0830000103782100 

5.459 

Fresh 

Kota Barrage 

Command 

Limestone 

5.296 

2.18 

0.030 

0.09 

0.02 

0.00 

0.00 

0.00 

0.41 

0.53 

0.34 

0.018 

0.68 

0.53 


Harsoli 

0831000103862300 

1.756 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.057 

0.45 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Hingoniya 

0831000103862200 

2.065 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.51 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Limestone 

2.065 

0.51 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.06 

0.07 

0.19 

0.006 

0.71 

0.58 


Iklera 

0831000303879900 

10.340 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.201 

1.12 

0.015 

0.48 

0.02 

0.00 

0.00 

0.01 

0.61 

0.72 

1.87 

0.025 

0.68 

0.57 







Non-command 

Limestone 

1.139 

1.12 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.23 

0.27 

0.31 

0.003 

0.08 

0.07 


Indraheri 

0831000103860200 

2.901 

Fresh 

Non-command 

Non-command 

Limestone 

0.174 

1.32 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.001 

0.04 

0.03 






Kota Barrage 

Command 

Limestone 

2.727 

1.32 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.13 

0.16 

0.26 

0.008 

0.66 

0.53 


Isharpura 

0831000103860000 

6.309 

Fresh 

Non-command 

Non-command 

Limestone 

1.642 

1.52 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.08 

0.005 

0.18 

0.15 






Parwati Pickup Weir 

Command 

Limestone 

0.248 

1.52 

0.020 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

-0.01 

0.00 

0.001 

0.03 

0.02 







Command 

Bhander Sandstone 

0.390 

1.52 

0.015 

0.00 

0.00 

0.00 

0.02 

0.00 

-0.01 

-0.01 

0.00 

0.001 

0.04 

0.04 


Jaloda Tejaji 

0831000103857600 

8.317 

Fresh 

Kota Barrage 

Command 

Limestone 

7.974 

3.30 

0.020 

0.05 

0.01 

0.00 

0.00 

0.02 

0.54 

0.67 

0.16 

0.024 

0.67 

0.54 


Jarawadiya 

0831000103859700 

3.207 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.004 

2.32 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Kota Barrage 

Command 

Bhander Sandstone 

0.020 

2.32 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Parwati Pickup Weir 

Command 

Bhander Sandstone 

0.741 

2.32 

0.015 

0.01 

0.00 

0.00 

0.04 

0.00 

0.00 

0.00 

0.02 

0.002 

0.16 

0.13 


Jarela 

0831000103856700 

3.479 

Fresh 

Non-command 

Non-command 

Limestone 

0.001 

2.30 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Bhander Sandstone 

0.042 

2.30 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Kota Barrage 

Command 

Limestone 

1.619 

2.30 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.12 

0.08 

0.005 

0.33 

0.26 







Command 

Bhander Sandstone 

1.277 

2.30 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.03 

0.004 

0.26 

0.21 


Jetal Heri 

0831000103860100 

2.724 

Fresh 

Non-command 

Non-command 

Limestone 

2.248 

1.33 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.11 

0.15 

0.007 

0.58 

0.47 






Kota Barrage 

Command 

Limestone 

0.477 

1.33 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.001 

0.12 

0.10 


Jharwa 

0831000103861500 

5.481 

Fresh 

Non-command 

Non-command 

Limestone 

1.909 

1.37 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.08 

0.006 

0.24 

0.20 






Parwati Pickup Weir 

Command 

Limestone 

0.199 

1.37 

0.020 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

-0.01 

0.00 

0.001 

0.03 

0.02 


Kaji Khera 

0831000303874000 

1.660 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.660 

5.05 

0.015 

0.11 

0.01 

0.00 

0.00 

0.00 

0.22 

0.26 

0.43 

0.004 

0.76 

0.66 


Kala Khera 

0831000303870800 

1.704 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.433 

3.09 

0.015 

0.12 

0.02 

0.00 

0.00 

0.00 

0.17 

0.19 

0.47 

0.004 

0.64 

0.54 


Kalmanda 

0831000303876500 

10.425 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.478 

1.24 

0.015 

0.47 

0.02 

0.00 

0.00 

0.02 

0.59 

0.68 

1.84 

0.023 

0.62 

0.54 






Parwan Lift 

Command 

Older Alluvium 

1.947 

1.24 

0.015 

0.11 

0.01 

0.00 

0.02 

0.02 

0.10 

0.11 

0.43 

0.005 

0.14 

0.12 


Karariya 

0831000103857300 

6.547 

Fresh 

Kota Barrage 

Command 

Limestone 

6.547 

2.05 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.29 

0.35 

0.07 

0.020 

0.70 

0.57 


Kashi Pura 

0831000103856300 

3.879 

Fresh 

Kota Barrage 

Command 

Limestone 

3.879 

2.67 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.23 

0.28 

0.12 

0.012 

0.70 

0.56 


Kekakheri 

0831000103855400 

1.939 

Fresh 

Kota Barrage 

Command 

Limestone 

1.409 

3.19 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.15 

0.12 

0.004 

0.51 

0.41 


Khanpuriya 

0831000103856900 

2.397 

Fresh 

Kota Barrage 

Command 

Limestone 

0.878 

2.04 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.04 

0.003 

0.26 

0.21 







Command 

Bhander Sandstone 

1.519 

2.04 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.03 

0.005 

0.44 

0.36 


Khera 

0830000103782300 

6.660 

Fresh 

Non-command 

Non-command 

Limestone 

0.048 

2.84 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.000 

0.01 

0.00 






Kota Barrage 

Command 

Limestone 

5.665 

2.84 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.50 

0.64 

0.07 

0.019 

0.60 

0.47 


Kherali 

0831000303876600 

9.084 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.136 

-0.12 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.05 

0.000 

0.01 

0.01 






Parwan Lift 

Command 

Older Alluvium 

6.115 

-0.12 

0.015 

0.55 

0.03 

0.00 

0.06 

0.01 

0.00 

0.00 

2.18 

0.017 

0.51 

0.44 







Command 

Limestone 

0.384 

-0.12 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.001 

0.03 

0.03 


Kheri 

0831000303875900 

1.858 

Fresh 

Non-command 

Non-command 

Limestone 

1.617 

2.46 

0.120 

0.15 

0.01 

0.00 

0.00 

0.01 

0.61 

0.71 

0.58 

0.004 

0.66 

0.57 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.03 

0.34 

(3.57) 

0.33 

0.02 

0.35 

0.05 

0.64 

- 

0.0300 

- 

- 

0.008 

0.038 

0.038 

0.385 

0.019 

0.366 

0.326 

89.30 

Semi Critical 



0.03 

0.00 

(662,140.94) 

0.00 

0.01 

0.01 

0.00 

0.00 

- 

- 

0.0017 

- 

0.008 

0.010 

0.010 

0.017 

0.001 

0.017 

0.000 

0.71 

Safe 

Borda 

0831000103859400 

0.03 

0.09 

190.67 

0.11 

0.01 

0.12 

0.05 

0.61 

- 

0.0300 

0.1280 

0.1809 

0.001 

0.340 

0.340 

0.459 

0.023 

0.436 

0.166 

38.14 

Safe 

Boredi 

0831000303873200 

0.22 

0.51 

(25.28) 

0.41 

0.02 

0.44 

0.07 

0.83 

- 

0.0500 

- 

- 

0.007 

0.057 

0.057 

0.493 

0.025 

0.469 

0.440 

93.96 

Critical 

Borina 

0831000303876000 

0.08 

0.00 

68,322.57 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

6,558.69 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

0.0030 

- 

- 

0.003 

0.003 

0.008 

0.000 

0.008 

0.073 

970.67 

Over Exploited 

Chainpura 

0831000303871100 

0.22 

0.10 

2.08 

0.10 

0.01 

0.11 

0.02 

0.20 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.139 

0.007 

0.132 

0.312 

236.31 

Over Exploited 



0.08 

0.32 

107.51 

0.38 

0.06 

0.44 

0.05 

0.60 

- 

0.1400 

- 

- 

0.010 

0.150 

0.150 

0.586 

0.029 

0.557 

1.267 

227.58 

Over Exploited 

Chainpuriya 

0831000103857700 

0.03 

0.00 

1,746.14 

0.01 

0.00 

0.01 

0.01 

0.18 

- 

0.0100 

0.0225 

0.0318 

0.001 

0.066 

0.066 

0.072 

0.004 

0.069 

0.042 

61.07 

Safe 

Chandpura 

0831000303874800 

0.08 

0.02 

867.96 

0.03 

0.02 

0.05 

0.03 

0.37 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.109 

0.005 

0.104 

0.308 

297.12 

Over Exploited 



0.08 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0000 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Daulatpura 

0831000303878300 

0.22 

0.60 

(22.12) 

0.48 

0.02 

0.50 

0.07 

0.83 

- 

0.0600 

- 

- 

0.004 

0.064 

0.064 

0.564 

0.028 

0.536 

1.522 

284.09 

Over Exploited 

Deeloda 

0831000303878000 

0.08 

0.00 

65,692.25 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dhonkal Kheri 

0831000103856200 

0.03 

0.03 

242.48 

0.04 

- 

0.04 

0.06 

0.76 

- 

- 

0.0395 

0.0479 

- 

0.087 

0.087 

0.123 

0.006 

0.117 

0.004 

3.66 

Safe 

Dhoomarkheri 

0831000103855300 

0.03 

0.00 

13,201.52 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0021 

0.0023 

- 

0.004 

0.004 

0.004 

0.000 

0.004 

0.000 

7.38 

Safe 

Dhoti 

0831000403880700 

0.06 

0.09 

246.28 

0.11 

0.03 

0.13 

0.02 

0.30 

- 

0.0200 

- 

- 

0.024 

0.044 

0.044 

0.175 

0.009 

0.166 

0.423 

254.64 

Over Exploited 

Durjanpura 

0831000303878500 

0.22 

0.64 

(28.25) 

0.51 

0.01 

0.52 

0.05 

0.67 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.556 

0.028 

0.528 

0.913 

172.89 

Over Exploited 



0.08 

0.01 

1,119.80 

0.02 

0.00 

0.02 

0.01 

0.16 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.027 

0.001 

0.026 

0.201 

783.06 

Over Exploited 

Fatehpur 

0831000303875000 

0.08 

0.12 

603.09 

0.15 

0.11 

0.26 

0.05 

0.60 

- 

0.3200 

- 

- 

0.004 

0.324 

0.324 

0.582 

0.029 

0.553 

1.688 

305.12 

Over Exploited 



0.08 

0.00 

16,053.42 

0.00 

0.01 

0.01 

0.00 

0.02 

- 

0.0100 

0.0071 

- 

0.004 

0.021 

0.021 

0.032 

0.002 

0.031 

0.068 

223.17 

Over Exploited 

Gajanpura 

0831000303873800 

0.22 

0.83 

(40.02) 

0.67 

0.02 

0.68 

0.07 

0.83 

- 

0.0300 

- 

- 

0.013 

0.043 

0.043 

0.728 

0.036 

0.691 

0.913 

132.14 

Over Exploited 

Gheensari 

0831000303874900 

0.08 

0.00 

25,476.12 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.004 

0.000 

0.003 

0.000 

4.27 

Safe 



0.08 

0.00 

9,751.30 

0.00 

0.01 

0.01 

0.00 

0.01 

- 

- 

0.0048 

- 

0.002 

0.007 

0.007 

0.013 

0.001 

0.012 

0.018 

147.62 

Over Exploited 

Gopalpura 

0831000303874200 

0.22 

0.17 

129.12 

0.21 

0.02 

0.23 

0.03 

0.34 

- 

0.0700 

- 

- 

0.006 

0.076 

0.076 

0.307 

0.015 

0.291 

0.619 

212.35 

Over Exploited 



0.08 

0.14 

563.47 

0.16 

0.05 

0.21 

0.04 

0.49 

- 

0.1000 

- 

- 

0.023 

0.123 

0.123 

0.332 

0.017 

0.316 

0.892 

282.62 

Over Exploited 

Gudrawani 

0831000103861800 

0.03 

0.00 

(216,503.43) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

1.75 

Safe 

Gurawadiya 

0831000103856600 

0.03 

0.00 

2,209.07 

0.00 

0.00 

0.00 

0.00 

0.06 

- 

- 

- 

- 

0.000 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

38.76 

Safe 



0.03 

0.00 

4,731.06 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

0.0013 

0.0019 

0.000 

0.004 

0.004 

0.004 

0.000 

0.004 

0.000 

4.36 

Safe 

Haripura 

0831000303873600 

0.22 

0.00 

16,159.72 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.26 

717.24 

0.31 

0.05 

0.36 

0.07 

0.83 

- 

0.0800 

- 

- 

0.024 

0.104 

0.104 

0.461 

0.023 

0.438 

2.195 

501.20 

Over Exploited 


0830000103782100 

0.08 

0.29 

84.08 

0.35 

0.02 

0.37 

0.06 

0.74 

- 

0.0600 

0.1490 

0.1805 

0.006 

0.395 

0.395 

0.764 

0.038 

0.726 

0.356 

49.07 

Safe 

Harsoli 

0831000103862300 

0.12 

0.00 

1,648.25 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Hingoniya 

0831000103862200 

0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.04 

63.57 

0.05 

0.01 

0.07 

0.06 

0.77 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.090 

0.004 

0.085 

0.195 

229.33 

Over Exploited 

Iklera 

0831000303879900 

0.22 

1.37 

(47.67) 

1.10 

0.03 

1.12 

0.06 

0.73 

- 

0.0700 

- 

- 

0.009 

0.079 

0.079 

1.202 

0.060 

1.142 

1.897 

166.14 

Over Exploited 



0.08 

0.01 

3,485.14 

0.01 

0.00 

0.01 

0.01 

0.09 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.020 

0.001 

0.019 

0.315 

1,629.56 

Over Exploited 

Indraheri 

0831000103860200 

0.03 

0.00 

2,492.72 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.03 

0.05 

201.65 

0.06 

0.01 

0.07 

0.06 

0.72 

- 

0.0500 

0.0548 

0.0620 

- 

0.167 

0.167 

0.242 

0.012 

0.230 

0.272 

118.64 

Over Exploited 

Isharpura 

0831000103860000 

0.03 

0.01 

857.99 

0.01 

- 

0.01 

0.02 

0.20 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.021 

0.001 

0.020 

0.080 

404.67 

Over Exploited 



0.03 

0.00 

(3,506.35) 

0.00 

0.01 

0.01 

0.00 

0.03 

- 

- 

0.0138 

- 

- 

0.014 

0.014 

0.027 

0.001 

0.026 

0.001 

2.92 

Safe 



0.03 

0.00 

(3,016.44) 

0.00 

0.02 

0.02 

0.00 

0.05 

- 

- 

0.0216 

- 

- 

0.022 

0.022 

0.043 

0.002 

0.041 

0.001 

2.92 

Safe 

Jaloda Tejaji 

0831000103857600 

0.03 

0.16 

317.40 

0.19 

0.03 

0.22 

0.06 

0.73 

- 

0.0300 

0.1923 

0.2718 

0.032 

0.526 

0.526 

0.751 

0.038 

0.713 

0.180 

25.27 

Safe 

Jarawadiya 

0831000103859700 

0.03 

0.00 

98,817.14 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

33,594.24 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0004 

0.0005 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.03 

0.00 

(233.24) 

0.00 

0.04 

0.04 

0.01 

0.18 

- 

- 

0.0411 

- 

- 

0.041 

0.041 

0.084 

0.004 

0.079 

0.020 

25.51 

Safe 

Jarela 

0831000103856700 

0.03 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

16,192.57 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.02 

638.09 

0.02 

- 

0.02 

0.03 

0.35 

- 

0.0100 

0.0390 

0.0552 

- 

0.104 

0.104 

0.123 

0.006 

0.117 

0.080 

68.27 

Safe 



0.03 

0.01 

578.47 

0.01 

- 

0.01 

0.02 

0.28 

- 

0.0100 

0.0308 

0.0435 

- 

0.084 

0.084 

0.096 

0.005 

0.091 

0.036 

39.29 

Safe 

Jetal Heri 

0831000103860100 

0.03 

0.04 

174.12 

0.05 

0.01 

0.06 

0.05 

0.63 

- 

0.0300 

- 

- 

0.005 

0.035 

0.035 

0.095 

0.005 

0.090 

0.157 

174.27 

Over Exploited 



0.03 

0.00 

1,272.65 

0.00 

0.00 

0.01 

0.01 

0.13 

- 

0.0100 

0.0115 

0.0162 

0.005 

0.043 

0.043 

0.048 

0.002 

0.045 

0.040 

89.16 

Semi Critical 

Jharwa 

0831000103861500 

0.03 

0.01 

532.99 

0.02 

0.00 

0.02 

0.02 

0.27 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.028 

0.001 

0.027 

0.081 

298.81 

Over Exploited 



0.03 

0.00 

(4,809.90) 

0.00 

0.01 

0.01 

0.00 

0.03 

- 

- 

0.0111 

- 

0.001 

0.012 

0.012 

0.023 

0.001 

0.022 

0.001 

2.73 

Safe 

Kaji Khera 

0831000303874000 

0.22 

0.28 

(7.44) 

0.26 

0.01 

0.27 

0.07 

0.83 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.292 

0.015 

0.277 

0.436 

157.52 

Over Exploited 

Kala Khera 

0831000303870800 

0.22 

0.20 

(3.09) 

0.19 

0.02 

0.21 

0.05 

0.69 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.265 

0.013 

0.252 

0.472 

187.13 

Over Exploited 

Kalmanda 

0831000303876500 

0.22 

1.16 

(41.12) 

0.93 

0.04 

0.96 

0.05 

0.67 

- 

0.0700 

- 

- 

0.026 

0.096 

0.096 

1.061 

0.053 

1.008 

1.859 

184.44 

Over Exploited 



0.22 

0.06 

87.68 

0.07 

0.05 

0.12 

0.01 

0.15 

- 

0.0200 

0.0163 

- 

0.026 

0.062 

0.062 

0.183 

0.009 

0.174 

0.437 

251.88 

Over Exploited 

Karariya 

0831000103857300 

0.03 

0.14 

156.97 

0.17 

0.00 

0.17 

0.06 

0.76 

- 

0.0100 

0.1316 

0.1488 

0.002 

0.293 

0.293 

0.460 

0.023 

0.437 

0.092 

21.04 

Safe 

Kashi Pura 

0831000103856300 

0.03 

0.08 

245.37 

0.10 

0.01 

0.11 

0.06 

0.76 

- 

0.0200 

0.0936 

0.1322 

- 

0.246 

0.246 

0.354 

0.018 

0.336 

0.129 

38.32 

Safe 

Kekakheri 

0831000103855400 

0.03 

0.02 

582.06 

0.03 

0.00 

0.03 

0.04 

0.55 

- 

0.0200 

0.0283 

0.0320 

0.002 

0.082 

0.082 

0.109 

0.005 

0.104 

0.121 

116.94 

Over Exploited 

Khanpuriya 

0831000103856900 

0.03 

0.01 

730.99 

0.01 

0.00 

0.01 

0.02 

0.28 

- 

0.0100 

0.0212 

0.0299 

0.000 

0.061 

0.061 

0.070 

0.003 

0.066 

0.042 

62.91 

Safe 



0.03 

0.02 

241.78 

0.02 

0.00 

0.02 

0.04 

0.48 

- 

0.0100 

0.0366 

0.0518 

0.001 

0.099 

0.099 

0.124 

0.006 

0.118 

0.037 

31.12 

Safe 

Khera 

0830000103782300 

0.08 

0.00 

26,494.15 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.27 

136.17 

0.32 

0.00 

0.33 

0.05 

0.65 

- 

0.0100 

0.1594 

0.1931 

0.005 

0.368 

0.368 

0.695 

0.035 

0.660 

0.084 

12.77 

Safe 

Kherali 

0831000303876600 

0.22 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.01 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.013 

0.001 

0.012 

0.054 

452.06 

Over Exploited 



0.22 

0.69 

- 

0.69 

0.10 

0.79 

0.04 

0.56 

- 

0.0800 

0.0511 

- 

0.008 

0.139 

0.139 

0.926 

0.093 

0.833 

2.195 

263.40 

Over Exploited 



0.08 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

0.03 

- 

0.0100 

0.0032 

- 

0.000 

0.013 

0.013 

0.018 

0.002 

0.017 

0.193 

1,165.19 

Over Exploited 

Kheri 

0831000303875900 

0.08 

0.09 

727.18 

0.10 

0.02 

0.12 

0.06 

0.72 

- 

0.0200 

- 

- 

0.013 

0.033 

0.033 

0.155 

0.008 

0.147 

0.580 

394.12 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 






Parwan Lift 

Command 

Limestone 

0.124 

2.46 

0.120 

0.01 

0.00 

0.00 

0.00 

0.01 

0.04 

0.04 

0.05 

0.000 

0.05 

0.04 


Kheri Jageer 

0831000303871200 

5.228 

Fresh 

Non-command 

Non-command 

Limestone 

5.228 

0.19 

0.120 

0.97 

0.14 

0.00 

0.00 

0.01 

0.94 

1.14 

3.86 

0.014 

0.74 

0.61 


Kherli Bhadolya 

0831000303872700 

6.166 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.449 

5.11 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.22 

0.25 

0.11 

0.007 

0.30 

0.26 







Non-command 

Limestone 

3.513 

5.11 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

2.21 

2.56 

0.22 

0.009 

0.43 

0.37 






Parwati Pickup Weir 

Command 

Limestone 

0.204 

5.11 

0.120 

0.00 

0.00 

0.00 

0.01 

0.00 

0.11 

0.13 

0.00 

0.001 

0.03 

0.02 


Kherli Kesho 

0831000303872200 

5.022 

Fresh 

Parwati Pickup Weir 

Command 

Older Alluvium 

0.002 

2.94 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kishanpura 

0831000103860300 

7.311 

Fresh 

Non-command 

Non-command 

Limestone 

0.595 

1.40 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.00 

0.002 

0.06 

0.05 






Kota Barrage 

Command 

Limestone 

6.446 

1.40 

0.020 

0.05 

0.01 

0.00 

0.00 

0.01 

0.21 

0.26 

0.19 

0.020 

0.62 

0.50 


Kotri 

0831000303879400 

4.675 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.121 

2.37 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.02 

0.02 


Koyla 

0831000303871500 

16.432 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.008 

1.57 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

-0.01 

0.00 

0.000 

0.00 

0.00 






Parwati Pickup Weir 

Command 

Older Alluvium 

0.082 

1.57 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

-0.01 

0.02 

0.000 

0.00 

0.00 


Kushya 

0831000103859300 

4.413 

Fresh 

Kota Barrage 

Command 

Limestone 

0.006 

1.51 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Laxmipura 

0831000303878600 

3.199 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.144 

3.93 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.000 

0.03 

0.03 







Non-command 

Bhander Sandstone 

3.055 

3.93 

0.030 

0.19 

0.03 

0.00 

0.00 

0.00 

0.52 

0.60 

0.73 

0.008 

0.73 

0.63 



0830000103781900 

9.265 

Fresh 

Kota Barrage 

Command 

Limestone 

0.670 

0.84 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.04 

0.002 

0.05 

0.04 


Lewa 

0831000303876700 

5.233 

Fresh 

Parwan Lift 

Command 

Older Alluvium 

0.348 

3.33 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.09 

0.001 

0.05 

0.04 







Command 

Limestone 

1.993 

3.33 

0.120 

0.16 

0.01 

0.00 

0.02 

0.00 

0.93 

1.10 

0.65 

0.005 

0.29 

0.25 


Lisariya 

0831000303872600 

9.005 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.005 

5.54 

0.015 

0.23 

0.01 

0.00 

0.00 

0.03 

0.94 

1.09 

0.88 

0.024 

0.76 

0.66 


Mahalpur 

0831000103859600 

5.386 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.047 

1.88 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 






Kota Barrage 

Command 

Bhander Sandstone 

0.843 

1.88 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.003 

0.11 

0.09 






Parwati Pickup Weir 

Command 

Bhander Sandstone 

1.131 

1.88 

0.015 

0.01 

0.00 

0.00 

0.06 

0.00 

-0.02 

-0.02 

0.02 

0.003 

0.15 

0.12 


Mai Bamori 

0831000103855600 

10.141 

Fresh 

Kota Barrage 

Command 

Limestone 

4.482 

1.92 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.23 

0.08 

0.014 

0.31 

0.25 


Mandola 

0831000303879800 

8.403 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.053 

2.37 

0.015 

0.61 

0.03 

0.00 

0.00 

0.03 

0.84 

0.98 

2.41 

0.022 

0.73 

0.63 







Non-command 

Bhander Sandstone 

0.215 

2.37 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.07 

0.001 

0.02 

0.02 


Mandoli 

0831000303878400 

2.406 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.355 

1.73 

0.015 

0.21 

0.01 

0.00 

0.00 

0.00 

0.26 

0.30 

0.85 

0.006 

0.74 

0.63 


Mangrol (M) 

0831000143101000 

21.652 

Fresh 

Non-command 

Non-command 

Limestone 

0.616 

1.42 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.03 

0.04 

0.00 

0.069 

0.02 

0.02 







Non-command 

Bhander Sandstone 

0.630 

1.42 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.00 

0.071 

0.02 

0.02 






Kota Barrage 

Command 

Limestone 

13.328 

1.42 

0.020 

0.52 

0.01 

0.00 

0.00 

0.01 

0.88 

1.09 

0.11 

1.494 

0.43 

0.35 







Command 

Bhander Sandstone 

5.225 

1.42 

0.015 

0.20 

0.00 

0.00 

0.00 

0.00 

0.31 

0.38 

0.02 

0.586 

0.17 

0.14 






Parwati Pickup Weir 

Command 

Limestone 

0.016 

1.42 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

-0.01 

0.00 

0.002 

0.00 

0.00 







Command 

Bhander Sandstone 

1.837 

1.42 

0.015 

0.07 

0.00 

0.00 

0.15 

0.00 

-0.04 

-0.05 

0.00 

0.206 

0.06 

0.05 


Manpura 

0831000303872300 

2.386 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.667 

4.50 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.07 

0.002 

0.21 

0.18 






Parwati Pickup Weir 

Command 

Older Alluvium 

0.039 

4.50 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Mathana 

0831000303874400 

2.144 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.348 

4.78 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.07 

0.001 

0.12 

0.10 






Parwati Pickup Weir 

Command 

Older Alluvium 

0.496 

4.78 

0.015 

0.03 

0.00 

0.00 

0.03 

0.00 

0.04 

0.04 

0.11 

0.001 

0.18 

0.15 


Mathani 

0831000303874300 

3.792 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.539 

4.87 

0.015 

0.10 

0.01 

0.00 

0.00 

0.00 

0.35 

0.40 

0.38 

0.010 

0.71 

0.61 







Non-command 

Bhander Sandstone 

0.224 

4.87 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.001 

0.04 

0.04 






Parwati Pickup Weir 

Command 

Older Alluvium 

0.029 

4.87 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 


Mau 

0831000103857200 

7.852 

Fresh 

Kota Barrage 

Command 

Limestone 

4.379 

1.75 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.20 

0.04 

0.013 

0.39 

0.32 







Command 

Bhander Sandstone 

3.473 

1.75 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.12 

0.02 

0.011 

0.31 

0.25 


Melkheri 

0831000303873100 

8.181 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.181 

6.92 

0.015 

0.84 

0.04 

0.00 

0.00 

0.01 

1.64 

1.89 

3.33 

0.022 

0.76 

0.66 


Miyada 

0831000303871300 

20.084 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.072 

1.20 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.07 

0.09 

0.20 

0.006 

0.08 

0.06 







Non-command 

Limestone 

3.117 

1.20 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.54 

0.65 

0.38 

0.008 

0.11 

0.09 






Parwati Pickup Weir 

Command 

Older Alluvium 

2.058 

1.20 

0.015 

0.05 

0.01 

0.00 

0.11 

0.00 

-0.04 

-0.05 

0.20 

0.006 

0.08 

0.06 







Command 

Limestone 

0.268 

1.20 

0.120 

0.01 

0.00 

0.00 

0.01 

0.00 

0.03 

0.04 

0.02 

0.001 

0.01 

0.01 


Moondla 

0831000103860500 

2.545 

Fresh 

Non-command 

Non-command 

Limestone 

1.186 

1.40 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.08 

0.15 

0.004 

0.33 

0.27 






Kota Barrage 

Command 

Limestone 

0.954 

1.40 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.07 

0.15 

0.003 

0.26 

0.21 


Mordi 

0831000103859500 

3.610 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.011 

1.82 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Kota Barrage 

Command 

Bhander Sandstone 

1.102 

1.82 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.05 

0.003 

0.21 

0.17 


Mothpura 

0831000303875700 

2.955 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.553 

2.48 

0.015 

0.37 

0.02 

0.00 

0.00 

0.00 

0.44 

0.51 

1.46 

0.007 

0.66 

0.57 







Non-command 

Limestone 

0.087 

2.48 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.07 

0.000 

0.02 

0.02 






Parwan Lift 

Command 

Older Alluvium 

0.295 

2.48 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.16 

0.001 

0.08 

0.07 







Command 

Limestone 

0.020 

2.48 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.000 

0.01 

0.00 


Mundiya 

0831000103859800 

6.274 

Fresh 

Parwati Pickup Weir 

Command 

Bhander Sandstone 

0.513 

3.51 

0.015 

0.00 

0.00 

0.00 

0.03 

0.00 

0.00 

0.00 

0.00 

0.002 

0.06 

0.05 


Nalka 

0831000303874100 

4.663 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.663 

5.44 

0.015 

0.25 

0.01 

0.00 

0.00 

0.01 

0.61 

0.71 

0.99 

0.013 

0.76 

0.66 


Nandgaonri 

0831000103859900 

5.218 

Fresh 

Parwati Pickup Weir 

Command 

Bhander Sandstone 

0.066 

3.84 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Nareda 

0831000303875200 

5.152 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.131 

4.10 

0.030 

0.19 

0.03 

0.00 

0.00 

0.00 

0.54 

0.66 

0.76 

0.008 

0.46 

0.38 






Parwati Pickup Weir 

Command 

Bhander Sandstone 

1.122 

4.10 

0.030 

0.07 

0.01 

0.00 

0.06 

0.00 

0.14 

0.16 

0.26 

0.003 

0.16 

0.13 


Narsinghpura 

0831000403880500 

5.258 

Fresh 

Non-command 

Non-command 

Limestone 

5.131 

1.88 

0.025 

0.24 

0.01 

0.00 

0.00 

0.00 

0.47 

0.57 

0.96 

0.013 

0.74 

0.61 


Nimoda 

0830000103782200 

1.982 

Fresh 

Kota Barrage 

Command 

Limestone 

1.982 

2.90 

0.030 

0.03 

0.01 

0.00 

0.00 

0.00 

0.19 

0.24 

0.10 

0.007 

0.70 

0.56 


Niyana 

0831000303875400 

6.168 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.090 

4.88 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 







Non-command 

Bhander Sandstone 

6.078 

4.88 

0.030 

0.17 

0.02 

0.00 

0.00 

0.02 

1.02 

1.19 

0.64 

0.016 

0.75 

0.65 


Padalya 

0831000103861300 

7.394 

Fresh 

Non-command 

Non-command 

Limestone 

7.132 

0.90 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.17 

0.21 

0.19 

0.022 

0.68 

0.55 


Pali 

0831000103856100 

1.217 

Fresh 

Kota Barrage 

Command 

Limestone 

1.217 

2.41 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.00 

0.004 

0.70 

0.56 


Patheda 

0831000303879300 

5.956 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.480 

2.89 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.09 

0.001 

0.06 

0.05 






Parwati Pickup Weir 

Command 

Older Alluvium 

0.403 

2.89 

0.015 

0.02 

0.00 

0.00 

0.02 

0.00 

0.02 

0.02 

0.07 

0.001 

0.05 

0.04 


Peepalda 

0831000303873000 

5.789 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.789 

7.36 

0.015 

0.27 

0.01 

0.00 

0.00 

0.00 

0.90 

1.03 

1.06 

0.016 

0.76 

0.66 


Phoonsra 

0831000303875800 

4.232 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.431 

2.64 

0.015 

0.08 

0.00 

0.00 

0.00 

0.00 

0.14 

0.16 

0.31 

0.004 

0.26 

0.22 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.08 

0.00 

8,306.35 

0.00 

0.01 

0.01 

0.00 

0.06 

- 

- 

0.0010 

- 

0.013 

0.014 

0.014 

0.025 

0.001 

0.024 

0.048 

203.78 

Over Exploited 

Kheri Jageer 

0831000303871200 

0.08 

0.31 

269.05 

0.37 

0.15 

0.52 

0.06 

0.80 

- 

0.4300 

- 

- 

0.009 

0.439 

0.439 

0.955 

0.048 

0.907 

3.878 

427.50 

Over Exploited 

Kherli Bhadolya 

0831000303872700 

0.22 

0.16 

53.55 

0.20 

0.00 

0.20 

0.03 

0.33 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.211 

0.011 

0.201 

0.115 

57.13 

Safe 



0.08 

0.12 

1,999.19 

0.15 

0.01 

0.16 

0.04 

0.47 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.176 

0.009 

0.168 

0.225 

134.55 

Over Exploited 



0.08 

0.00 

32,065.23 

0.00 

0.01 

0.01 

0.00 

0.03 

- 

- 

0.0068 

- 

- 

0.007 

0.007 

0.018 

0.001 

0.017 

0.001 

3.19 

Safe 

Kherli Kesho 

0831000303872200 

0.22 

0.00 

########## 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0001 

- 

0.002 

0.002 

0.002 

0.004 

0.000 

0.004 

0.000 

0.16 

Safe 

Kishanpura 

0831000103860300 

0.03 

0.00 

1,222.00 

0.00 

0.01 

0.01 

0.00 

0.06 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.016 

0.001 

0.015 

0.002 

12.28 

Safe 



0.03 

0.12 

120.96 

0.14 

0.02 

0.16 

0.05 

0.67 

- 

0.0400 

0.1296 

0.1465 

0.009 

0.325 

0.325 

0.484 

0.024 

0.460 

0.209 

45.37 

Safe 

Kotri 

0831000303879400 

0.22 

0.00 

676.31 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.003 

0.000 

0.003 

0.018 

614.64 

Over Exploited 

Koyla 

0831000303871500 

0.22 

0.00 

########## 

0.00 

0.01 

0.01 

0.00 

0.00 

- 

- 

- 

- 

0.014 

0.014 

0.014 

0.023 

0.001 

0.022 

0.000 

0.10 

Safe 



0.22 

0.00 

(21,697.47) 

0.00 

0.01 

0.01 

0.00 

0.00 

- 

- 

0.0045 

- 

0.014 

0.019 

0.019 

0.032 

0.002 

0.031 

0.018 

59.52 

Safe 

Kushya 

0831000103859300 

0.03 

0.00 

110,644.93 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Laxmipura 

0831000303878600 

0.22 

0.00 

1,861.93 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.032 

2,604.76 

Over Exploited 



0.08 

0.18 

237.43 

0.21 

0.03 

0.24 

0.06 

0.79 

- 

0.0800 

- 

- 

0.001 

0.081 

0.081 

0.326 

0.016 

0.310 

0.739 

238.64 

Over Exploited 


0830000103781900 

0.08 

0.00 

1,208.94 

0.00 

- 

0.00 

0.00 

0.05 

- 

0.0100 

0.0162 

0.0228 

- 

0.049 

0.049 

0.052 

0.003 

0.050 

0.038 

77.14 

Semi Critical 

Lewa 

0831000303876700 

0.22 

0.00 

935.08 

0.00 

0.00 

0.01 

0.00 

0.05 

- 

- 

0.0029 

- 

0.000 

0.003 

0.003 

0.011 

0.001 

0.010 

0.091 

866.33 

Over Exploited 



0.08 

0.05 

2,271.34 

0.06 

0.03 

0.09 

0.02 

0.31 

- 

0.0200 

0.0166 

- 

0.000 

0.037 

0.037 

0.122 

0.006 

0.116 

0.653 

563.33 

Over Exploited 

Lisariya 

0831000303872600 

0.22 

1.51 

(27.91) 

1.21 

0.04 

1.25 

0.07 

0.83 

- 

0.1000 

- 

- 

0.038 

0.138 

0.138 

1.384 

0.069 

1.315 

0.906 

68.93 

Safe 

Mahalpur 

0831000103859600 

0.03 

0.00 

11,317.17 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

10.20 

Safe 



0.03 

0.00 

1,376.25 

0.00 

0.00 

0.00 

0.01 

0.12 

- 

- 

0.0169 

0.0191 

0.001 

0.037 

0.037 

0.041 

0.002 

0.039 

0.021 

52.92 

Safe 



0.03 

0.00 

(572.02) 

0.00 

0.06 

0.07 

0.01 

0.16 

- 

- 

0.0628 

- 

0.001 

0.064 

0.064 

0.129 

0.006 

0.122 

0.021 

17.55 

Safe 

Mai Bamori 

0831000103855600 

0.03 

0.04 

460.73 

0.05 

0.00 

0.05 

0.03 

0.34 

- 

0.0100 

0.0901 

0.1018 

0.007 

0.209 

0.209 

0.264 

0.013 

0.251 

0.092 

36.51 

Safe 

Mandola 

0831000303879800 

0.22 

1.30 

(24.64) 

1.04 

0.06 

1.09 

0.06 

0.79 

- 

0.0900 

- 

- 

0.039 

0.129 

0.129 

1.221 

0.061 

1.160 

2.434 

209.87 

Over Exploited 



0.08 

0.00 

12,118.02 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.073 

18,972.91 

Over Exploited 

Mandoli 

0831000303878400 

0.22 

0.39 

(21.17) 

0.31 

0.01 

0.32 

0.06 

0.81 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.353 

0.018 

0.336 

0.852 

254.03 

Over Exploited 

Mangrol (M) 

0831000143101000 

0.03 

0.00 

9,520.06 

0.00 

0.01 

0.01 

0.00 

0.02 

- 

- 

- 

- 

0.013 

0.013 

0.013 

0.022 

0.001 

0.021 

0.069 

328.89 

Over Exploited 



0.03 

0.00 

9,566.24 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.008 

0.000 

0.008 

0.071 

879.46 

Over Exploited 



0.03 

0.17 

527.86 

0.21 

0.02 

0.23 

0.04 

0.47 

- 

0.0200 

0.3215 

0.4543 

0.013 

0.809 

0.809 

1.035 

0.052 

0.983 

1.608 

163.53 

Over Exploited 



0.03 

0.03 

1,330.48 

0.03 

0.00 

0.04 

0.01 

0.18 

- 

- 

0.1260 

0.1781 

0.005 

0.309 

0.309 

0.344 

0.017 

0.327 

0.604 

184.73 

Over Exploited 



0.03 

0.00 

########## 

0.00 

0.01 

0.01 

0.00 

0.00 

- 

- 

0.0011 

- 

0.013 

0.014 

0.014 

0.024 

0.001 

0.023 

0.002 

7.95 

Safe 



0.03 

0.00 

(1,659.54) 

0.00 

0.15 

0.15 

0.01 

0.06 

- 

- 

0.1224 

- 

0.005 

0.127 

0.127 

0.280 

0.014 

0.266 

0.206 

77.30 

Semi Critical 

Manpura 

0831000303872300 

0.22 

0.03 

147.99 

0.04 

0.00 

0.04 

0.02 

0.23 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.048 

0.002 

0.046 

0.074 

161.14 

Over Exploited 



0.22 

0.00 

85.26 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0022 

- 

0.001 

0.003 

0.003 

0.005 

0.000 

0.005 

0.000 

2.06 

Safe 

Mathana 

0831000303874400 

0.22 

0.01 

421.02 

0.01 

0.00 

0.01 

0.01 

0.13 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.030 

0.002 

0.029 

0.073 

251.97 

Over Exploited 



0.22 

0.02 

119.57 

0.02 

0.03 

0.05 

0.01 

0.19 

- 

0.0200 

0.0275 

- 

0.006 

0.053 

0.053 

0.106 

0.005 

0.101 

0.109 

108.31 

Over Exploited 

Mathani 

0831000303874300 

0.22 

0.55 

(26.86) 

0.44 

0.01 

0.45 

0.06 

0.77 

- 

0.0700 

- 

- 

0.004 

0.074 

0.074 

0.529 

0.026 

0.502 

0.388 

77.14 

Semi Critical 



0.08 

0.00 

4,641.71 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.019 

2,025.83 

Over Exploited 



0.22 

0.00 

(6,283.96) 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0016 

- 

0.004 

0.006 

0.006 

0.010 

0.000 

0.009 

0.000 

0.86 

Safe 

Mau 

0831000103857200 

0.03 

0.05 

289.92 

0.06 

0.00 

0.06 

0.03 

0.42 

- 

0.0100 

0.1056 

0.1493 

0.001 

0.266 

0.266 

0.328 

0.016 

0.312 

0.052 

16.78 

Safe 



0.03 

0.03 

285.11 

0.04 

0.00 

0.04 

0.03 

0.34 

- 

- 

0.0838 

0.1184 

0.000 

0.203 

0.203 

0.242 

0.012 

0.229 

0.029 

12.45 

Safe 

Melkheri 

0831000303873100 

0.22 

1.38 

37.45 

1.65 

0.05 

1.70 

0.07 

0.83 

- 

0.1200 

- 

- 

0.013 

0.133 

0.133 

1.833 

0.092 

1.741 

3.352 

192.54 

Over Exploited 

Miyada 

0831000303871300 

0.22 

0.03 

156.26 

0.04 

0.01 

0.06 

0.01 

0.08 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.082 

0.004 

0.078 

0.204 

262.11 

Over Exploited 



0.08 

0.03 

2,190.55 

0.03 

0.01 

0.04 

0.01 

0.12 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.084 

0.004 

0.080 

0.392 

490.50 

Over Exploited 



0.22 

0.03 

(231.64) 

0.03 

0.12 

0.15 

0.01 

0.08 

- 

0.0200 

0.0914 

- 

0.006 

0.118 

0.118 

0.269 

0.013 

0.256 

0.204 

79.63 

Semi Critical 



0.08 

0.00 

19,587.66 

0.00 

0.01 

0.01 

0.00 

0.01 

- 

- 

0.0119 

- 

- 

0.012 

0.012 

0.026 

0.001 

0.025 

0.025 

98.27 

Critical 

Moondla 

0831000103860500 

0.03 

0.01 

565.92 

0.01 

0.01 

0.02 

0.03 

0.36 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.055 

0.003 

0.052 

0.157 

300.72 

Over Exploited 



0.03 

0.01 

822.82 

0.01 

0.01 

0.02 

0.02 

0.29 

- 

0.0300 

0.0192 

0.0217 

0.001 

0.071 

0.071 

0.091 

0.005 

0.086 

0.156 

180.99 

Over Exploited 

Mordi 

0831000103859500 

0.03 

0.00 

54,698.67 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.01 

597.94 

0.01 

- 

0.01 

0.02 

0.23 

- 

0.0100 

0.0222 

0.0251 

- 

0.057 

0.057 

0.066 

0.003 

0.062 

0.053 

85.47 

Semi Critical 

Mothpura 

0831000303875700 

0.22 

0.37 

37.78 

0.45 

0.02 

0.47 

0.06 

0.72 

- 

0.0500 

- 

- 

0.004 

0.054 

0.054 

0.521 

0.026 

0.495 

1.465 

295.79 

Over Exploited 



0.08 

0.00 

33,496.86 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.072 

40,016.42 

Over Exploited 



0.22 

0.00 

960.66 

0.01 

0.01 

0.01 

0.01 

0.08 

- 

0.0100 

0.0025 

- 

0.004 

0.016 

0.016 

0.028 

0.001 

0.026 

0.163 

621.10 

Over Exploited 



0.08 

0.00 

225,966.18 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0002 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.024 

6,223.98 

Over Exploited 

Mundiya 

0831000103859800 

0.03 

0.00 

(258.23) 

0.00 

0.03 

0.03 

0.00 

0.06 

- 

- 

0.0228 

- 

0.001 

0.024 

0.024 

0.053 

0.003 

0.050 

0.002 

3.13 

Safe 

Nalka 

0831000303874100 

0.22 

0.78 

(9.76) 

0.71 

0.02 

0.72 

0.07 

0.83 

- 

0.0400 

- 

- 

0.009 

0.049 

0.049 

0.773 

0.039 

0.734 

1.003 

136.53 

Over Exploited 

Nandgaonri 

0831000103859900 

0.03 

0.00 

2,207.53 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0029 

- 

- 

0.003 

0.003 

0.006 

0.000 

0.006 

0.000 

3.27 

Safe 

Nareda 

0831000303875200 

0.08 

0.11 

476.12 

0.14 

0.03 

0.17 

0.04 

0.49 

- 

0.1400 

- 

- 

0.004 

0.144 

0.144 

0.315 

0.016 

0.299 

0.764 

255.82 

Over Exploited 



0.08 

0.01 

1,018.48 

0.02 

0.07 

0.09 

0.01 

0.18 

- 

0.0500 

0.0623 

- 

0.004 

0.117 

0.117 

0.207 

0.010 

0.197 

0.266 

135.23 

Over Exploited 

Narsinghpura 

0831000403880500 

0.06 

0.23 

150.70 

0.27 

0.01 

0.29 

0.06 

0.80 

- 

0.0400 

- 

- 

0.004 

0.044 

0.044 

0.331 

0.017 

0.314 

0.975 

310.29 

Over Exploited 

Nimoda 

0830000103782200 

0.08 

0.11 

118.78 

0.13 

0.01 

0.14 

0.06 

0.76 

- 

0.0200 

0.0558 

0.0676 

- 

0.143 

0.143 

0.287 

0.014 

0.272 

0.111 

40.66 

Safe 

Niyana 

0831000303875400 

0.22 

0.00 

3,376.59 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.37 

225.04 

0.44 

0.04 

0.48 

0.06 

0.82 

- 

0.1200 

- 

- 

0.025 

0.145 

0.145 

0.620 

0.031 

0.589 

0.657 

111.58 

Over Exploited 

Padalya 

0831000103861300 

0.03 

0.15 

42.92 

0.17 

0.01 

0.18 

0.06 

0.74 

- 

0.0200 

- 

- 

0.000 

0.021 

0.021 

0.205 

0.010 

0.195 

0.211 

107.96 

Over Exploited 

Pali 

0831000103856100 

0.03 

0.03 

187.42 

0.03 

- 

0.03 

0.06 

0.76 

- 

- 

0.0343 

0.0415 

- 

0.076 

0.076 

0.106 

0.005 

0.101 

0.004 

3.67 

Safe 

Patheda 

0831000303879300 

0.22 

0.01 

677.58 

0.01 

0.00 

0.01 

0.00 

0.07 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.019 

0.001 

0.018 

0.087 

487.52 

Over Exploited 



0.22 

0.00 

325.12 

0.01 

0.02 

0.03 

0.00 

0.05 

- 

0.0100 

0.0179 

- 

0.001 

0.029 

0.029 

0.056 

0.003 

0.053 

0.069 

129.81 

Over Exploited 

Peepalda 

0831000303873000 

0.22 

0.97 

5.91 

1.03 

0.01 

1.05 

0.07 

0.83 

- 

0.0400 

- 

- 

0.006 

0.046 

0.046 

1.092 

0.055 

1.037 

1.078 

103.91 

Over Exploited 

Phoonsra 

0831000303875800 

0.22 

0.08 

93.87 

0.10 

0.00 

0.10 

0.02 

0.28 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.108 

0.005 

0.103 

0.310 

301.03 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Limestone 

2.800 

2.64 

0.120 

0.19 

0.01 

0.00 

0.00 

0.00 

1.06 

1.23 

0.77 

0.008 

0.51 

0.44 


Rajpali 

083100030387390C 

1.324 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.324 

5.02 

0.015 

0.25 

0.01 

0.00 

0.00 

0.00 

0.34 

0.39 

1.01 

0.004 

0.76 

0.66 


Rajpura 

083100030387330C 

3.704 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.631 

3.81 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.14 

0.16 

0.23 

0.004 

0.34 

0.29 


Rakaspurya 

0831000103860600 

5.469 

Fresh 

Non-command 

Non-command 

Limestone 

2.708 

1.27 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.04 

0.008 

0.35 

0.28 


Rampura Bhagtan 

0831000103855700 

8.554 

Fresh 

Kota Barrage 

Command 

Limestone 

3.331 

1.99 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.15 

0.18 

0.08 

0.010 

0.27 

0.22 


Ranihera 

0831000303872900 

6.381 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.381 

7.06 

0.015 

0.49 

0.02 

0.00 

0.00 

0.00 

1.14 

1.32 

1.93 

0.017 

0.76 

0.66 


Raptawan 

0831000303875100 

0.438 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.438 

4.54 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.00 

0.001 

0.75 

0.62 


Raroti 

0831000303874500 

8.855 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.405 

3.98 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.001 

0.03 

0.03 







Non-command 

Bhander Sandstone 

1.216 

3.98 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.21 

0.07 

0.003 

0.10 

0.08 






Parwati Pickup Weir 

Command 

Older Alluvium 

0.159 

3.98 

0.015 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.02 

0.000 

0.01 

0.01 







Command 

Bhander Sandstone 

0.020 

3.98 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ras Khera 

0831000203865500 

5.294 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.168 

1.27 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.02 

0.02 


Rawal Jawal 

0831000103855900 

1.954 

Fresh 

Kota Barrage 

Command 

Limestone 

1.779 

1.99 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.11 

0.14 

0.19 

0.005 

0.64 

0.52 







Command 

Bhander Sandstone 

0.176 

1.99 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.06 

0.05 


Rebarpura 

0831000303871400 

5.058 

Fresh 

Parwati Pickup Weir 

Command 

Older Alluvium 

0.249 

0.45 

0.015 

0.00 

0.00 

0.00 

0.01 

0.01 

-0.02 

-0.02 

0.00 

0.001 

0.04 

0.03 


Reejhya 

0831000103857000 

6.078 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.024 

2.12 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Kota Barrage 

Command 

Bhander Sandstone 

2.168 

2.12 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.02 

0.007 

0.25 

0.20 


Rengarh 

0831000103857100 

7.917 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.029 

1.99 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Kota Barrage 

Command 

Bhander Sandstone 

2.230 

1.99 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.02 

0.007 

0.20 

0.16 


Sahrod 

0831000403880600 

10.320 

Fresh 

Non-command 

Non-command 

Limestone 

0.746 

0.87 

0.025 

0.03 

0.00 

0.00 

0.00 

0.01 

0.04 

0.05 

0.11 

0.002 

0.06 

0.04 


Samaspur 

0831000303872800 

1.841 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.841 

7.24 

0.015 

0.13 

0.01 

0.00 

0.00 

0.00 

0.32 

0.37 

0.52 

0.005 

0.76 

0.66 


Seeghanya 

0831000103860400 

2.264 

Fresh 

Non-command 

Non-command 

Limestone 

2.264 

1.34 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.12 

0.15 

0.27 

0.007 

0.70 

0.57 


Seemalya 

0831000103857500 

4.093 

Fresh 

Kota Barrage 

Command 

Limestone 

4.093 

2.87 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.28 

0.35 

0.23 

0.012 

0.70 

0.57 


Shripura 

0830000103780400 

4.448 

Fresh 

Kota Barrage 

Command 

Limestone 

0.015 

2.38 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Shyampura 

0831000103861200 

4.175 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.029 

0.88 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Limestone 

2.797 

0.88 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.10 

0.12 

0.23 

0.009 

0.47 

0.39 



0831000303876200 

5.277 

Fresh 

Non-command 

Non-command 

Limestone 

0.608 

2.89 

0.120 

0.04 

0.00 

0.00 

0.00 

0.03 

0.22 

0.26 

0.14 

0.002 

0.09 

0.07 






Parwan Lift 

Command 

Limestone 

2.922 

2.89 

0.120 

0.17 

0.01 

0.00 

0.03 

0.03 

1.11 

1.31 

0.67 

0.008 

0.42 

0.36 


Sundlak 

0831000303873400 

10.688 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.387 

3.63 

0.015 

0.45 

0.02 

0.00 

0.00 

0.02 

0.98 

1.13 

1.78 

0.028 

0.74 

0.64 


Talawada 

0831000303875600 

3.028 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.028 

2.85 

0.015 

0.44 

0.02 

0.00 

0.00 

0.01 

0.54 

0.62 

1.76 

0.008 

0.76 

0.66 


Tarda 

0831000203865100 

8.302 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.223 

2.74 

0.090 

0.04 

0.01 

0.00 

0.00 

0.00 

0.33 

0.39 

0.14 

0.004 

0.11 

0.10 


Thamli 

0831000303870600 

2.019 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.889 

3.57 

0.015 

0.10 

0.02 

0.00 

0.00 

0.00 

0.13 

0.15 

0.41 

0.002 

0.33 

0.29 


Thoosra 

0831000303876300 

3.374 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.049 

2.36 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.01 

0.01 







Non-command 

Limestone 

0.199 

2.36 

0.120 

0.02 

0.00 

0.00 

0.00 

0.02 

0.06 

0.07 

0.07 

0.001 

0.05 

0.04 






Parwan Lift 

Command 

Older Alluvium 

1.599 

2.36 

0.015 

0.12 

0.01 

0.00 

0.02 

0.00 

0.15 

0.17 

0.47 

0.004 

0.36 

0.31 







Command 

Limestone 

1.526 

2.36 

0.120 

0.15 

0.01 

0.00 

0.02 

0.02 

0.54 

0.63 

0.60 

0.004 

0.35 

0.30 


Tisaya 

0831000303872400 

10.328 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.857 

3.39 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.18 

0.22 

0.18 

0.008 

0.21 

0.18 







Non-command 

Limestone 

0.075 

3.39 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.00 

0.000 

0.01 

0.00 






Parwati Pickup Weir 

Command 

Older Alluvium 

2.485 

3.39 

0.015 

0.04 

0.01 

0.00 

0.13 

0.00 

0.02 

0.02 

0.14 

0.007 

0.18 

0.15 







Command 

Limestone 

0.050 

3.39 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.000 

0.00 

0.00 


Ummedganj 

0831000303876400 

2.894 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.378 

0.77 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.13 

0.001 

0.10 

0.09 






Parwan Lift 

Command 

Older Alluvium 

2.516 

0.77 

0.015 

0.20 

0.01 

0.00 

0.03 

0.00 

0.19 

0.22 

0.77 

0.007 

0.66 

0.57 


Vijaipur 

0831000303870500 

2.668 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.132 

1.62 

0.015 

0.12 

0.02 

0.00 

0.00 

0.00 

0.13 

0.15 

0.49 

0.003 

0.32 

0.27 

08007058 

Amkheri 

0831000503898800 

0.987 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.202 

0.46 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.14 

0.09 






Gopalpura 

Command 

Bhander Sandstone 

0.299 

0.46 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.001 

0.21 

0.14 






Ummed Sagar (Baran) 

Command 

Bhander Sandstone 

0.486 

0.46 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.34 

0.22 


Amrola 

0831000603914700 

4.085 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.085 

0.92 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.13 

0.00 

0.007 

0.70 

0.41 


Asnawar 

0831000503894800 

7.020 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.236 

1.16 

0.025 

0.26 

0.04 

0.00 

0.00 

0.00 

0.40 

0.50 

1.01 

0.012 

0.62 

0.49 


Bahrai 

0831000603918300 

27.674 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.779 

1.21 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.001 

0.02 

0.01 


Bainta 

0831000603915600 

2.674 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.557 

2.88 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.01 

0.001 

0.15 

0.09 


Bakanpura 

0831000503903200 

12.036 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

7.711 

3.16 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.64 

1.17 

0.13 

0.015 

0.44 

0.24 






Ummed Sagar (Baran) 

Command 

Bhander Sandstone 

4.325 

3.16 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.36 

0.66 

0.06 

0.009 

0.25 

0.14 


Balapura 

0831000503900900 

1.054 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.246 

0.49 

0.025 

0.03 

0.01 

0.00 

0.00 

0.00 

0.02 

0.04 

0.13 

0.000 

0.16 

0.10 






Gopalpura 

Command 

Bhander Sandstone 

0.171 

0.49 

0.025 

0.02 

0.01 

0.00 

0.00 

0.00 

0.01 

0.02 

0.10 

0.000 

0.11 

0.07 






Ummed Sagar (Baran) 

Command 

Bhander Sandstone 

0.637 

0.49 

0.025 

0.10 

0.02 

0.00 

0.00 

0.00 

0.09 

0.14 

0.39 

0.001 

0.42 

0.26 


Balapura @ Janakpur 

0831000503900300 

5.861 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.861 

5.11 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.76 

1.38 

0.03 

0.012 

0.69 

0.38 


Balon 

0831000503895300 

2.548 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.330 

0.92 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.03 

0.005 

0.64 

0.49 


Balunda 

0831000103856500 

0.000 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.000 

2.43 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Baman Deh 

0831000503899400 

27.325 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

27.325 

3.19 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

2.21 

3.69 

0.07 

0.054 

0.69 

0.41 


Bapcha 

0831000503898900 

0.515 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.081 

0.56 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.11 

0.07 






Ummed Sagar (Baran) 

Command 

Bhander Sandstone 

0.434 

0.56 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.59 

0.36 


Barooni 

0831000503901900 

0.949 

Fresh 

Gopalpura 

Command 

Bhander Sandstone 

0.696 

0.44 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.05 

0.08 

0.18 

0.001 

0.52 

0.32 


Brahmpura 

0831000503896400 

1.034 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.002 

0.56 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chandrapura @ Nayagaon 

0831000503895200 

1.946 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.946 

1.11 

0.025 

0.12 

0.02 

0.00 

0.00 

0.00 

0.15 

0.21 

0.46 

0.004 

0.70 

0.53 


Charpura 

0831000503906400 

8.243 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.523 

1.80 

0.025 

0.09 

0.02 

0.00 

0.00 

0.00 

0.27 

0.49 

0.33 

0.009 

0.38 

0.21 


Chindaliya 

0831000503901000 

0.699 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.106 

0.46 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.11 

0.07 






Gopalpura 

Command 

Bhander Sandstone 

0.000 

0.46 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Ummed Sagar (Baran) 

Command 

Bhander Sandstone 

0.593 

0.46 

0.025 

0.03 

0.01 

0.00 

0.00 

0.00 

0.03 

0.04 

0.10 

0.001 

0.59 

0.36 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.08 

0.11 

986.38 

0.14 

0.01 

0.15 

0.04 

0.55 

- 

0.0300 

- 

- 

0.006 

0.036 

0.036 

0.186 

0.009 

0.177 

0.776 

437.84 

Over Exploited 

Rajpali 

0831000303873900 

0.22 

0.22 

74.58 

0.27 

0.01 

0.28 

0.07 

0.83 

- 

0.0400 

- 

- 

0.003 

0.043 

0.043 

0.323 

0.016 

0.307 

1.012 

329.91 

Over Exploited 

Rajpura 

0831000303873300 

0.22 

0.12 

36.36 

0.14 

0.01 

0.16 

0.03 

0.36 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.188 

0.009 

0.178 

0.238 

133.66 

Over Exploited 

Rakaspurya 

0831000103860600 

0.03 

0.03 

243.37 

0.03 

0.00 

0.03 

0.03 

0.38 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.044 

0.002 

0.042 

0.047 

112.29 

Over Exploited 

Rampura Bhagtan 

0831000103855700 

0.03 

0.03 

564.35 

0.03 

0.01 

0.04 

0.02 

0.30 

- 

0.0100 

0.0670 

0.0757 

0.010 

0.162 

0.162 

0.201 

0.010 

0.191 

0.088 

46.09 

Safe 

Ranihera 

0831000303872900 

0.22 

1.07 

22.96 

1.29 

0.02 

1.31 

0.07 

0.83 

- 

0.0700 

- 

- 

0.005 

0.075 

0.075 

1.386 

0.069 

1.317 

1.943 

147.60 

Over Exploited 

Raptawan 

0831000303875100 

0.08 

0.03 

173.50 

0.03 

- 

0.03 

0.06 

0.82 

- 

- 

- 

- 

- 

- 

- 

0.032 

0.002 

0.030 

0.001 

3.93 

Safe 

Raroti 

0831000303874500 

0.22 

0.00 

879.26 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

0.000 

0.004 

0.019 

462.75 

Over Exploited 



0.08 

0.01 

1,966.78 

0.01 

- 

0.01 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.022 

0.001 

0.021 

0.075 

360.87 

Over Exploited 



0.22 

0.00 

(1,039.80) 

0.00 

0.01 

0.01 

0.00 

0.01 

- 

- 

0.0106 

- 

0.000 

0.011 

0.011 

0.024 

0.001 

0.023 

0.018 

79.46 

Semi Critical 



0.08 

0.00 

38,276.29 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0013 

- 

- 

0.001 

0.001 

0.003 

0.000 

0.003 

0.000 

1.94 

Safe 

Ras Khera 

0831000203865500 

0.12 

0.00 

4,505.34 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.019 

3,338.39 

Over Exploited 

Rawal Jawal 

0831000103855900 

0.03 

0.03 

299.97 

0.04 

0.01 

0.05 

0.05 

0.69 

- 

0.0400 

0.0429 

0.0606 

0.000 

0.144 

0.144 

0.195 

0.010 

0.185 

0.194 

104.82 

Over Exploited 



0.03 

0.00 

1,825.09 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

0.0042 

0.0060 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.001 

5.31 

Safe 

Rebarpura 

0831000303871400 

0.22 

0.00 

(1,138.17) 

0.00 

0.02 

0.02 

0.00 

0.04 

- 

- 

0.0111 

- 

0.008 

0.019 

0.019 

0.039 

0.002 

0.037 

0.001 

1.80 

Safe 

Reejhya 

0831000103857000 

0.03 

0.00 

10,245.60 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

5.72 

Safe 



0.03 

0.02 

495.28 

0.02 

0.00 

0.02 

0.02 

0.27 

- 

- 

0.0523 

0.0739 

0.001 

0.127 

0.127 

0.147 

0.007 

0.140 

0.025 

17.61 

Safe 

Rengarh 

0831000103857100 

0.03 

0.00 

26,538.64 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.03 

0.01 

610.62 

0.02 

0.00 

0.02 

0.02 

0.21 

- 

- 

0.0448 

0.0507 

0.001 

0.096 

0.096 

0.112 

0.006 

0.107 

0.025 

23.25 

Safe 

Sahrod 

0831000403880600 

0.06 

0.00 

2,004.76 

0.00 

0.01 

0.01 

0.00 

0.06 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.016 

0.001 

0.015 

0.110 

731.14 

Over Exploited 

Samaspur 

0831000303872800 

0.22 

0.31 

18.55 

0.37 

0.01 

0.38 

0.07 

0.83 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.402 

0.020 

0.382 

0.527 

137.96 

Over Exploited 

Seeghanya 

0831000103860400 

0.03 

0.05 

212.18 

0.06 

0.01 

0.07 

0.06 

0.76 

- 

0.0500 

- 

- 

0.000 

0.050 

0.050 

0.118 

0.006 

0.112 

0.274 

245.28 

Over Exploited 

Seemalya 

0831000103857500 

0.03 

0.09 

307.54 

0.10 

0.01 

0.11 

0.06 

0.76 

- 

0.0400 

0.0823 

0.0930 

0.001 

0.216 

0.216 

0.331 

0.017 

0.314 

0.246 

78.47 

Semi Critical 

Shripura 

0830000103780400 

0.08 

0.00 

47,711.38 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0003 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Shyampura 

0831000103861200 

0.12 

0.00 

16,637.38 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.04 

206.13 

0.05 

0.01 

0.06 

0.04 

0.51 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.089 

0.004 

0.085 

0.240 

282.27 

Over Exploited 


0831000303876200 

0.08 

0.00 

5,960.08 

0.01 

0.03 

0.04 

0.01 

0.10 

- 

0.0100 

- 

- 

0.046 

0.056 

0.056 

0.091 

0.005 

0.087 

0.146 

167.93 

Over Exploited 



0.08 

0.10 

1,224.91 

0.12 

0.07 

0.19 

0.04 

0.46 

- 

0.0300 

0.0244 

- 

0.046 

0.100 

0.100 

0.288 

0.014 

0.274 

0.680 

248.27 

Over Exploited 

Sundlak 

0831000303873400 

0.22 

1.70 

(33.61) 

1.36 

0.04 

1.40 

0.06 

0.81 

- 

0.0700 

- 

- 

0.028 

0.098 

0.098 

1.495 

0.075 

1.420 

1.810 

127.47 

Over Exploited 

Talawada 

0831000303875600 

0.22 

0.51 

22.51 

0.61 

0.03 

0.64 

0.07 

0.83 

- 

0.0700 

- 

- 

0.011 

0.081 

0.081 

0.720 

0.036 

0.684 

1.772 

258.92 

Over Exploited 

Tarda 

0831000203865100 

0.12 

0.02 

2,240.56 

0.02 

0.01 

0.03 

0.01 

0.12 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.052 

0.003 

0.049 

0.148 

298.73 

Over Exploited 

Thamli 

0831000303870600 

0.22 

0.07 

127.78 

0.08 

0.02 

0.10 

0.03 

0.36 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.148 

0.007 

0.141 

0.416 

295.27 

Over Exploited 

Thoosra 

0831000303876300 

0.22 

0.00 

1,152.00 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

0.018 

1,622.03 

Over Exploited 



0.08 

0.00 

9,401.08 

0.00 

0.02 

0.02 

0.00 

0.05 

- 

- 

- 

- 

0.026 

0.026 

0.026 

0.045 

0.002 

0.043 

0.073 

170.19 

Over Exploited 



0.22 

0.13 

36.94 

0.15 

0.03 

0.18 

0.03 

0.39 

- 

0.0200 

0.0134 

- 

0.001 

0.034 

0.034 

0.213 

0.011 

0.203 

0.472 

233.04 

Over Exploited 



0.08 

0.04 

1,385.84 

0.05 

0.04 

0.09 

0.03 

0.37 

- 

0.0200 

0.0128 

- 

0.026 

0.059 

0.059 

0.153 

0.008 

0.145 

0.604 

416.30 

Over Exploited 

Tisaya 

0831000303872400 

0.22 

0.13 

64.61 

0.16 

0.01 

0.17 

0.02 

0.23 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.195 

0.010 

0.185 

0.188 

101.57 

Over Exploited 



0.08 

0.00 

109,382.01 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.10 

(75.53) 

0.08 

0.15 

0.23 

0.02 

0.20 

- 

0.0200 

0.1380 

- 

0.004 

0.162 

0.162 

0.387 

0.019 

0.368 

0.151 

40.96 

Safe 



0.08 

0.00 

142,880.84 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0028 

- 

- 

0.003 

0.003 

0.005 

0.000 

0.005 

0.000 

2.58 

Safe 

Ummedganj 

0831000303876400 

0.22 

0.01 

365.26 

0.01 

0.00 

0.01 

0.01 

0.11 

- 

- 

- 

- 

0.001 

0.002 

0.002 

0.012 

0.001 

0.012 

0.127 

1,073.37 

Over Exploited 



0.22 

0.37 

(39.27) 

0.29 

0.04 

0.33 

0.06 

0.72 

- 

0.0300 

0.0210 

- 

0.001 

0.053 

0.053 

0.383 

0.019 

0.364 

0.781 

214.70 

Over Exploited 

Vijaipur 

0831000303870500 

0.22 

0.08 

90.17 

0.10 

0.02 

0.12 

0.03 

0.34 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.166 

0.008 

0.158 

0.489 

309.77 

Over Exploited 

Amkheri 

0831000503898800 

0.06 

0.00 

107.62 

0.00 

- 

0.00 

0.00 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.000 

20.16 

Safe 



0.06 

0.00 

39.42 

0.00 

- 

0.00 

0.01 

0.22 

- 

- 

0.0126 

0.0152 

- 

0.028 

0.028 

0.032 

0.002 

0.031 

0.001 

1.91 

Safe 



0.06 

0.01 

(12.50) 

0.01 

- 

0.01 

0.01 

0.36 

- 

- 

0.0370 

0.0446 

- 

0.082 

0.082 

0.090 

0.005 

0.086 

0.001 

1.12 

Safe 

Amrola 

0831000603914700 

0.08 

0.23 

(43.52) 

0.18 

- 

0.18 

0.01 

0.71 

- 

- 

- 

- 

- 

- 

- 

0.182 

0.009 

0.173 

0.007 

3.90 

Safe 

Asnawar 

0831000503894800 

0.06 

0.23 

69,565.10 

0.28 

0.04 

0.32 

0.05 

0.67 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

0.427 

0.021 

0.405 

1.017 

251.04 

Over Exploited 

Bahrai 

0831000603918300 

0.08 

0.00 

2,474.06 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

91.93 

Critical 

Bainta 

0831000603915600 

0.08 

0.01 

671.96 

0.01 

- 

0.01 

0.00 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.011 

145.56 

Over Exploited 

Bakanpura 

0831000503903200 

0.06 

0.20 

471.43 

0.24 

0.01 

0.25 

0.00 

0.44 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.275 

0.014 

0.261 

0.144 

55.24 

Safe 



0.06 

0.06 

927.90 

0.08 

- 

0.08 

0.00 

0.25 

- 

0.0100 

0.3294 

0.3966 

- 

0.736 

0.736 

0.813 

0.041 

0.772 

0.072 

9.26 

Safe 

Balapura 

0831000503900900 

0.06 

0.00 

1,462.11 

0.00 

0.01 

0.01 

0.00 

0.17 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.033 

0.002 

0.031 

0.132 

424.04 

Over Exploited 



0.06 

0.00 

1,610.55 

0.00 

0.01 

0.01 

0.00 

0.12 

- 

0.0200 

0.0072 

0.0087 

- 

0.036 

0.036 

0.047 

0.002 

0.045 

0.099 

221.12 

Over Exploited 



0.06 

0.02 

788.62 

0.02 

0.02 

0.04 

0.01 

0.43 

- 

0.0700 

0.0485 

0.0584 

- 

0.177 

0.177 

0.216 

0.011 

0.206 

0.394 

191.80 

Over Exploited 

Balapura @ Janakpur 

0831000503900300 

0.06 

0.24 

470.73 

0.29 

- 

0.29 

0.00 

0.69 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.300 

0.015 

0.285 

0.042 

14.57 

Safe 

Balon 

0831000503895300 

0.06 

0.09 

(6.64) 

0.08 

- 

0.08 

0.04 

0.69 

- 

- 

- 

- 

- 

- 

- 

0.084 

0.004 

0.080 

0.038 

47.23 

Safe 

Balunda 

0831000103856500 

0.03 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Baman Deh 

0831000503899400 

0.06 

1.14 

224.81 

1.36 

- 

1.36 

0.01 

0.71 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

1.375 

0.069 

1.306 

0.120 

9.18 

Safe 

Bapcha 

0831000503898900 

0.06 

0.00 

239.74 

0.00 

- 

0.00 

0.00 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.06 

0.02 

(35.40) 

0.01 

- 

0.01 

0.01 

0.60 

- 

- 

0.0275 

0.0265 

- 

0.054 

0.054 

0.066 

0.003 

0.063 

0.001 

1.36 

Safe 

Barooni 

0831000503901900 

0.06 

0.02 

251.07 

0.03 

0.01 

0.04 

0.02 

0.53 

- 

0.0300 

0.0295 

0.0355 

- 

0.095 

0.095 

0.131 

0.007 

0.124 

0.184 

148.48 

Over Exploited 

Brahmpura 

0831000503896400 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chandrapura @ Nayagaon 

0831000503895200 

0.06 

0.08 

149.96 

0.10 

0.02 

0.12 

0.05 

0.75 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.168 

0.008 

0.160 

0.463 

289.28 

Over Exploited 

Charpura 

0831000503906400 

0.06 

0.10 

378.46 

0.12 

0.02 

0.14 

0.00 

0.38 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.203 

0.010 

0.193 

0.342 

177.05 

Over Exploited 

Chindaliya 

0831000503901000 

0.06 

0.00 

194.78 

0.00 

- 

0.00 

0.00 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.02 

107.08 

0.03 

0.01 

0.04 

0.01 

0.61 

- 

0.0200 

0.0452 

0.0544 

- 

0.120 

0.120 

0.155 

0.008 

0.147 

0.100 

68.13 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Chunwaya 

083100050389950C 

8.785 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

8.785 

4.30 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.95 

1.70 

0.00 

0.017 

0.69 

0.39 


Dabari 

0831000603915000 

1.449 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.449 

0.99 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.08 

0.07 

0.002 

0.70 

0.42 


Daulatpura 

0831000503899000 

5.784 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.124 

1.09 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.25 

0.07 

0.010 

0.62 

0.39 






Gopalpura 

Command 

Bhander Sandstone 

0.194 

1.09 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.01 






Ummed Sagar (Baran) 

Command 

Bhander Sandstone 

0.465 

1.09 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.001 

0.06 

0.04 


Deopura 

0831000503898400 

0.806 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.050 

1.08 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.04 

0.03 






Gopalpura 

Command 

Bhander Sandstone 

0.730 

1.08 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.13 

0.001 

0.64 

0.46 


Dhand Chhatarpura 

0831000503901600 

2.454 

Fresh 

Gopalpura 

Command 

Bhander Sandstone 

0.147 

0.48 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.06 

0.000 

0.04 

0.03 


Dhani 

0831000503896100 

0.903 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.880 

0.84 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.07 

0.002 

0.68 

0.51 






Gopalpura 

Command 

Bhander Sandstone 

0.024 

0.84 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.01 


Dhatooriya 

0831000603915300 

10.319 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.309 

1.03 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.14 

0.06 

0.005 

0.23 

0.14 


Dholpur 

0831000503895000 

5.318 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.243 

1.28 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.24 

0.07 

0.010 

0.69 

0.54 


Dhurera 

0831000603915800 

4.400 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.001 

2.39 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Duger 

0831000503896200 

0.789 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.418 

0.85 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.06 

0.001 

0.37 

0.28 






Gopalpura 

Command 

Bhander Sandstone 

0.346 

0.85 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.31 

0.23 


Fatehpura 

0831000503896000 

1.479 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.479 

0.83 

0.025 

0.05 

0.00 

0.00 

0.00 

0.00 

0.08 

0.11 

0.22 

0.003 

0.70 

0.53 


Fatehpura Kachhara 

0831000503898300 

2.393 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.148 

0.90 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.04 

0.03 






Gopalpura 

Command 

Bhander Sandstone 

1.178 

0.90 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.00 

0.002 

0.35 

0.26 


Gajra Gajri 

0831000503906200 

6.969 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.987 

2.54 

0.025 

0.06 

0.01 

0.00 

0.00 

0.00 

0.24 

0.43 

0.21 

0.006 

0.30 

0.17 


Ganeshpura 

0831000503904100 

3.436 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.612 

1.99 

0.025 

0.02 

0.01 

0.00 

0.00 

0.00 

0.04 

0.07 

0.09 

0.001 

0.12 

0.07 



0831000603914900 

2.058 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.058 

0.92 

0.020 

0.10 

0.03 

0.00 

0.00 

0.00 

0.11 

0.18 

0.40 

0.003 

0.70 

0.41 


Garda 

0831000503903100 

7.374 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.127 

2.74 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.29 

0.53 

0.03 

0.008 

0.39 

0.21 






Ummed Sagar (Baran) 

Command 

Bhander Sandstone 

2.673 

2.74 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.35 

0.03 

0.005 

0.25 

0.14 


Geedpata 

0831000503906100 

19.680 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.423 

2.72 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.00 

0.001 

0.02 

0.01 


Gopalpura 

0831000503894500 

2.309 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.247 

1.41 

0.025 

0.08 

0.01 

0.00 

0.00 

0.00 

0.11 

0.14 

0.33 

0.002 

0.38 

0.30 



0831000503904400 

6.214 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.102 

2.72 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.45 

0.79 

0.13 

0.012 

0.68 

0.38 






Gopalpura 

Command 

Bhander Sandstone 

0.005 

2.72 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gordhanpura 

0831000503900000 

15.580 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

14.625 

1.97 

0.025 

0.06 

0.01 

0.00 

0.00 

0.00 

0.77 

1.39 

0.22 

0.029 

0.65 

0.36 


Gordhanpura @ Banjh Amli 

0831000503899200 

7.704 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

7.158 

2.22 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.43 

0.71 

0.16 

0.014 

0.65 

0.39 






Ummed Sagar (Baran) 

Command 

Bhander Sandstone 

0.546 

2.22 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.00 

0.001 

0.05 

0.03 


Gorela 

0831000503894300 

3.514 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.198 

1.93 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.04 

0.03 


Gurawadiya 

0831000103856600 

1.631 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.001 

2.21 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jagdevpura 

0831000503900600 

4.416 

Fresh 

Ummed Sagar (Baran) 

Command 

Bhander Sandstone 

4.416 

2.38 

0.025 

0.08 

0.01 

0.00 

0.00 

0.00 

0.33 

0.59 

0.29 

0.009 

0.69 

0.39 


Jagdishpura 

0831000503906500 

17.682 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.235 

0.64 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.21 

0.06 

0.012 

0.24 

0.14 


Jaiswan 

0831000503904300 

16.331 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.817 

2.56 

0.025 

0.03 

0.01 

0.00 

0.00 

0.00 

0.39 

0.72 

0.10 

0.011 

0.25 

0.13 






Ummed Sagar (Baran) 

Command 

Bhander Sandstone 

0.028 

2.56 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jakhoni 

0831000603918000 

2.040 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.256 

0.93 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.04 

0.07 

0.13 

0.002 

0.43 

0.26 


Jetpura 

0831000503895100 

3.148 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.148 

1.28 

0.025 

0.12 

0.02 

0.00 

0.00 

0.00 

0.20 

0.27 

0.48 

0.006 

0.70 

0.53 



0831000503899700 

13.134 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

13.134 

3.60 

0.025 

0.07 

0.02 

0.00 

0.00 

0.00 

1.23 

2.18 

0.26 

0.026 

0.69 

0.39 


Kali Mati 

0831000503899900 

23.996 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

23.996 

1.13 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.71 

1.26 

0.06 

0.047 

0.69 

0.39 


Kamal Khera 

0831000603915400 

6.559 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.559 

1.18 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.29 

0.08 

0.011 

0.70 

0.43 


Karanpura 

0831000503903000 

2.008 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.375 

2.42 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.04 

0.00 

0.001 

0.13 

0.07 






Gopalpura 

Command 

Bhander Sandstone 

0.087 

2.42 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.03 

0.02 






Ummed Sagar (Baran) 

Command 

Bhander Sandstone 

1.546 

2.42 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.20 

0.06 

0.003 

0.53 

0.30 


Kareeriya 

0831000503895600 

4.851 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.851 

1.93 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.25 

0.38 

0.07 

0.010 

0.70 

0.47 


Karwala @ Lachhmipura 

0831000503894900 

1.800 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.707 

0.77 

0.025 

0.11 

0.01 

0.00 

0.00 

0.00 

0.11 

0.14 

0.42 

0.001 

0.28 

0.22 


Karwari Kalan 

0831000503900500 

20.518 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

11.500 

2.83 

0.025 

0.07 

0.01 

0.00 

0.00 

0.00 

0.88 

1.55 

0.26 

0.023 

0.39 

0.22 






Ummed Sagar (Baran) 

Command 

Bhander Sandstone 

9.018 

2.83 

0.025 

0.06 

0.01 

0.00 

0.00 

0.00 

0.69 

1.22 

0.23 

0.018 

0.30 

0.17 


Karwari Khurd 

0831000503899300 

4.067 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.554 

2.58 

0.025 

0.17 

0.03 

0.00 

0.00 

0.00 

0.37 

0.64 

0.67 

0.007 

0.60 

0.35 






Ummed Sagar (Baran) 

Command 

Bhander Sandstone 

0.513 

2.58 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.09 

0.10 

0.001 

0.09 

0.05 


Khairai 

0831000603917900 

2.197 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.875 

0.94 

0.020 

0.11 

0.03 

0.00 

0.00 

0.00 

0.12 

0.19 

0.45 

0.003 

0.60 

0.36 


Khairoona 

0831000603914800 

6.537 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.537 

0.94 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.24 

0.07 

0.011 

0.70 

0.41 


Khandela 

0831000503900200 

31.445 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

20.418 

1.37 

0.025 

0.08 

0.02 

0.00 

0.00 

0.00 

0.76 

1.38 

0.25 

0.040 

0.45 

0.25 


Khandela Kheri 

0831000503899100 

1.746 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.421 

1.07 

0.025 

0.06 

0.01 

0.00 

0.00 

0.00 

0.09 

0.13 

0.25 

0.003 

0.57 

0.38 






Gopalpura 

Command 

Bhander Sandstone 

0.324 

1.07 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.03 

0.001 

0.13 

0.09 


Kherli 

0831000503902700 

2.892 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.410 

2.37 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.04 

0.00 

0.001 

0.10 

0.06 






Gopalpura 

Command 

Bhander Sandstone 

1.893 

2.37 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.21 

0.03 

0.004 

0.46 

0.27 


Kishnaipura 

0831000503898200 

2.585 

Fresh 

Gopalpura 

Command 

Bhander Sandstone 

0.005 

1.29 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Koti Khera 

0831000503903400 

5.479 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.475 

2.91 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.41 

0.75 

0.03 

0.011 

0.69 

0.38 


Kunji 

0831000503895400 

3.866 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.866 

1.18 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.20 

0.09 

0.008 

0.70 

0.51 


Kurkuti 

0831000603915100 

3.468 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.468 

0.99 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.13 

0.04 

0.006 

0.70 

0.42 


Lahrooni 

0831000503895700 

6.403 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.403 

1.87 

0.025 

0.08 

0.01 

0.00 

0.00 

0.00 

0.37 

0.55 

0.31 

0.013 

0.70 

0.47 


Lalganj 

0831000503902600 

2.464 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.005 

1.90 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Gopalpura 

Command 

Bhander Sandstone 

1.273 

1.90 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.12 

0.03 

0.003 

0.36 

0.22 


Laxmipura 

0831000503904000 

8.572 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.059 

0.88 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Madhopura 

0831000503899800 

28.953 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

28.953 

2.57 

0.025 

0.09 

0.02 

0.00 

0.00 

0.00 

1.93 

3.43 

0.28 

0.057 

0.69 

0.39 


Mahu 

0831000603915700 

4.771 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.000 

2.64 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mauj 

0831000503902800 

2.903 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.355 

2.69 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.30 

0.03 

0.005 

0.56 

0.31 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Chunwaya 

0831000503899500 

0.06 

0.36 

367.49 

0.44 

- 

0.44 

0.00 

0.69 

- 

- 

- 

- 

- 

- 

- 

0.436 

0.022 

0.415 

0.017 

4.18 

Safe 

Dabari 

0831000603915000 

0.08 

0.08 

(0.56) 

0.08 

- 

0.08 

0.01 

0.71 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.091 

0.005 

0.086 

0.069 

80.45 

Semi Critical 

Daulatpura 

0831000503899000 

0.06 

0.19 

31.09 

0.23 

- 

0.23 

0.02 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.238 

0.012 

0.227 

0.076 

33.60 

Safe 



0.06 

0.00 

2,940.27 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0068 

0.0066 

- 

0.013 

0.013 

0.014 

0.001 

0.013 

0.000 

2.94 

Safe 



0.06 

0.00 

1,160.87 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

0.0295 

0.0284 

- 

0.058 

0.058 

0.060 

0.003 

0.057 

0.001 

1.62 

Safe 

Deopura 

0831000503898400 

0.06 

0.00 

1,289.38 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.03 

144.68 

0.03 

- 

0.03 

0.04 

0.68 

- 

0.0100 

0.0206 

0.0248 

- 

0.055 

0.055 

0.089 

0.004 

0.084 

0.127 

150.90 

Over Exploited 

Dhand Chhatarpura 

0831000503901600 

0.06 

0.00 

8,500.64 

0.00 

- 

0.00 

0.00 

0.04 

- 

0.0100 

0.0062 

0.0075 

- 

0.024 

0.024 

0.024 

0.001 

0.023 

0.063 

274.71 

Over Exploited 

Dhani 

0831000503896100 

0.06 

0.04 

43.12 

0.04 

- 

0.04 

0.04 

0.73 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.053 

0.003 

0.051 

0.068 

133.66 

Over Exploited 



0.06 

0.00 

2,521.91 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Dhatooriya 

0831000603915300 

0.08 

0.06 

142.10 

0.07 

- 

0.07 

0.01 

0.23 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.082 

0.004 

0.077 

0.063 

81.90 

Semi Critical 

Dholpur 

0831000503895000 

0.06 

0.22 

10.73 

0.24 

- 

0.24 

0.05 

0.75 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.251 

0.013 

0.239 

0.076 

31.98 

Safe 

Dhurera 

0831000603915800 

0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Duger 

0831000503896200 

0.06 

0.01 

315.73 

0.01 

- 

0.01 

0.02 

0.40 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.021 

0.001 

0.020 

0.064 

316.91 

Over Exploited 



0.06 

0.01 

54.74 

0.01 

- 

0.01 

0.02 

0.33 

- 

- 

0.0073 

0.0117 

- 

0.019 

0.019 

0.027 

0.001 

0.025 

0.001 

2.69 

Safe 

Fatehpura 

0831000503896000 

0.06 

0.06 

72.99 

0.07 

- 

0.07 

0.05 

0.75 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.095 

0.005 

0.090 

0.219 

242.96 

Over Exploited 

Fatehpura Kachhara 

0831000503898300 

0.06 

0.00 

1,042.71 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.02 

44.57 

0.03 

- 

0.03 

0.02 

0.37 

- 

- 

0.0249 

0.0400 

- 

0.065 

0.065 

0.094 

0.005 

0.090 

0.002 

2.60 

Safe 

Gajra Gajri 

0831000503906200 

0.06 

0.05 

700.85 

0.06 

0.01 

0.07 

0.00 

0.30 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.114 

0.006 

0.108 

0.219 

202.58 

Over Exploited 

Ganeshpura 

0831000503904100 

0.06 

0.00 

1,537.10 

0.01 

0.01 

0.02 

0.00 

0.12 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.035 

0.002 

0.034 

0.094 

280.12 

Over Exploited 


0831000603914900 

0.08 

0.12 

58.31 

0.14 

0.03 

0.17 

0.01 

0.71 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.248 

0.012 

0.236 

0.406 

172.47 

Over Exploited 

Garda 

0831000503903100 

0.06 

0.10 

456.92 

0.11 

- 

0.11 

0.00 

0.39 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.125 

0.006 

0.118 

0.038 

32.26 

Safe 



0.06 

0.04 

775.61 

0.05 

- 

0.05 

0.00 

0.25 

- 

0.0100 

0.2375 

0.2451 

- 

0.493 

0.493 

0.541 

0.027 

0.514 

0.035 

6.87 

Safe 

Geedpata 

0831000503906100 

0.06 

0.00 

11,648.59 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Gopalpura 

0831000503894500 

0.06 

0.03 

401.34 

0.03 

0.01 

0.04 

0.03 

0.41 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.084 

0.004 

0.080 

0.335 

420.07 

Over Exploited 


0831000503904400 

0.06 

0.25 

215.70 

0.30 

0.01 

0.31 

0.00 

0.68 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.328 

0.016 

0.312 

0.141 

45.20 

Safe 



0.06 

0.00 

299,041.94 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0002 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.000 

0.000 

- 

Safe 

Gordhanpura 

0831000503900000 

0.06 

0.57 

144.81 

0.68 

0.01 

0.69 

0.00 

0.65 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.731 

0.037 

0.695 

0.245 

35.25 

Safe 

Gordhanpura @ Banjh Amli 

0831000503899200 

0.06 

0.28 

156.65 

0.33 

0.01 

0.34 

0.01 

0.66 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.363 

0.018 

0.345 

0.173 

50.25 

Safe 



0.06 

0.00 

3,026.20 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

0.0277 

0.0334 

- 

0.061 

0.061 

0.063 

0.003 

0.060 

0.001 

1.80 

Safe 

Gorela 

0831000503894300 

0.06 

0.00 

2,448.27 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Gurawadiya 

0831000103856600 

0.03 

0.00 

########## 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.000 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Jagdevpura 

0831000503900600 

0.06 

0.18 

220.70 

0.22 

0.01 

0.23 

0.00 

0.70 

- 

0.0300 

0.2803 

0.2699 

- 

0.580 

0.580 

0.810 

0.041 

0.770 

0.303 

39.34 

Safe 

Jagdishpura 

0831000503906500 

0.06 

0.09 

134.98 

0.11 

- 

0.11 

0.00 

0.24 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.119 

0.006 

0.113 

0.075 

66.40 

Safe 

Jaiswan 

0831000503904300 

0.06 

0.09 

737.07 

0.10 

0.01 

0.11 

0.00 

0.25 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.133 

0.007 

0.126 

0.110 

87.67 

Semi Critical 



0.06 

0.00 

167,084.05 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0025 

0.0026 

- 

0.005 

0.005 

0.005 

0.000 

0.005 

0.000 

1.16 

Safe 

Jakhoni 

0831000603918000 

0.08 

0.04 

69.16 

0.05 

0.01 

0.06 

0.01 

0.44 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.082 

0.004 

0.078 

0.127 

163.27 

Over Exploited 

Jetpura 

0831000503895100 

0.06 

0.13 

100.02 

0.16 

0.02 

0.18 

0.05 

0.75 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.229 

0.011 

0.218 

0.489 

224.72 

Over Exploited 


0831000503899700 

0.06 

0.54 

300.89 

0.65 

0.02 

0.67 

0.00 

0.69 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.723 

0.036 

0.687 

0.284 

41.32 

Safe 

Kali Mati 

0831000503899900 

0.06 

0.99 

26.35 

1.19 

- 

1.19 

0.00 

0.69 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

1.204 

0.060 

1.144 

0.107 

9.39 

Safe 

Kamal Khera 

0831000603915400 

0.08 

0.37 

(21.90) 

0.29 

- 

0.29 

0.02 

0.72 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.305 

0.015 

0.289 

0.088 

30.34 

Safe 

Karanpura 

0831000503903000 

0.06 

0.00 

1,284.49 

0.00 

- 

0.00 

0.00 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.001 

22.35 

Safe 



0.06 

0.00 

5,838.97 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0037 

0.0044 

- 

0.008 

0.008 

0.008 

0.000 

0.008 

0.000 

2.17 

Safe 



0.06 

0.05 

308.53 

0.06 

- 

0.06 

0.00 

0.53 

- 

0.0100 

0.1178 

0.1418 

- 

0.270 

0.270 

0.329 

0.016 

0.312 

0.066 

21.15 

Safe 

Kareeriya 

0831000503895600 

0.06 

0.20 

85.16 

0.24 

- 

0.24 

0.03 

0.73 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.254 

0.013 

0.242 

0.076 

31.29 

Safe 

Karwala @ Lachhmipura 

0831000503894900 

0.06 

0.01 

26,817.15 

0.01 

0.01 

0.02 

0.02 

0.30 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.044 

0.002 

0.041 

0.424 

1,026.75 

Over Exploited 

Karwari Kalan 

0831000503900500 

0.06 

0.27 

481.09 

0.32 

0.01 

0.33 

0.00 

0.39 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.360 

0.018 

0.342 

0.281 

81.97 

Semi Critical 



0.06 

0.16 

644.11 

0.20 

0.01 

0.21 

0.00 

0.31 

- 

0.0300 

0.4580 

0.5512 

- 

1.039 

1.039 

1.246 

0.062 

1.184 

0.243 

20.51 

Safe 

Karwari Khurd 

0831000503899300 

0.06 

0.13 

399.89 

0.15 

0.03 

0.18 

0.01 

0.61 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.265 

0.013 

0.251 

0.679 

270.01 

Over Exploited 



0.06 

0.00 

3,351.15 

0.00 

- 

0.00 

0.00 

0.09 

- 

0.0100 

0.0260 

0.0313 

- 

0.067 

0.067 

0.071 

0.004 

0.067 

0.097 

144.60 

Over Exploited 

Khairai 

0831000603917900 

0.08 

0.09 

115.33 

0.11 

0.03 

0.14 

0.01 

0.61 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.217 

0.011 

0.207 

0.454 

219.82 

Over Exploited 

Khairoona 

0831000603914800 

0.08 

0.36 

(33.79) 

0.29 

- 

0.29 

0.01 

0.71 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.302 

0.015 

0.287 

0.078 

27.13 

Safe 

Khandela 

0831000503900200 

0.06 

0.55 

152.57 

0.66 

0.02 

0.68 

0.00 

0.45 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.727 

0.036 

0.691 

0.289 

41.87 

Safe 

Khandela Kheri 

0831000503899100 

0.06 

0.05 

168.46 

0.06 

0.01 

0.07 

0.02 

0.60 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.098 

0.005 

0.094 

0.249 

266.10 

Over Exploited 



0.06 

0.00 

991.68 

0.00 

- 

0.00 

0.01 

0.14 

- 

- 

0.0114 

0.0110 

- 

0.023 

0.023 

0.026 

0.001 

0.024 

0.031 

126.26 

Over Exploited 

Kherli 

0831000503902700 

0.06 

0.00 

1,604.34 

0.00 

- 

0.00 

0.00 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.001 

29.29 

Safe 



0.06 

0.05 

302.75 

0.06 

- 

0.06 

0.01 

0.46 

- 

0.0100 

0.0801 

0.0965 

- 

0.187 

0.187 

0.249 

0.012 

0.236 

0.034 

14.28 

Safe 

Kishnaipura 

0831000503898200 

0.06 

0.00 

61,687.92 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Koti Khera 

0831000503903400 

0.06 

0.23 

230.17 

0.27 

- 

0.27 

0.00 

0.69 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.281 

0.014 

0.267 

0.041 

15.29 

Safe 

Kunji 

0831000503895400 

0.06 

0.16 

22.40 

0.20 

- 

0.20 

0.04 

0.74 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.205 

0.010 

0.195 

0.101 

51.58 

Safe 

Kurkuti 

0831000603915100 

0.08 

0.19 

(32.44) 

0.16 

- 

0.16 

0.01 

0.71 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.165 

0.008 

0.157 

0.044 

27.85 

Safe 

Lahrooni 

0831000503895700 

0.06 

0.27 

105.62 

0.32 

0.01 

0.33 

0.03 

0.73 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.362 

0.018 

0.344 

0.319 

92.60 

Critical 

Lalganj 

0831000503902600 

0.06 

0.00 

75,852.50 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.03 

318.46 

0.03 

- 

0.03 

0.01 

0.37 

- 

0.0100 

0.0539 

0.0648 

- 

0.129 

0.129 

0.162 

0.008 

0.154 

0.033 

21.15 

Safe 

Laxmipura 

0831000503904000 

0.06 

0.00 

14,391.90 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Madhopura 

0831000503899800 

0.06 

1.20 

185.54 

1.44 

0.02 

1.46 

0.00 

0.69 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

1.510 

0.076 

1.435 

0.339 

23.64 

Safe 

Mahu 

0831000603915700 

0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mauj 

0831000503902800 

0.06 

0.08 

278.79 

0.10 

- 

0.10 

0.00 

0.56 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.105 

0.005 

0.100 

0.035 

34.74 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 






Gopalpura 

Command 

Bhander Sandstone 

0.548 

2.69 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.07 

0.00 

0.001 

0.13 

0.07 


Maytha 

0831000503898500 

1.981 

Fresh 

Gopalpura 

Command 

Bhander Sandstone 

1.093 

1.03 

0.025 

0.13 

0.02 

0.00 

0.00 

0.00 

0.14 

0.19 

0.52 

0.002 

0.39 

0.28 


Meghpura 

0831000503898600 

2.451 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.040 

0.64 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Gopalpura 

Command 

Bhander Sandstone 

1.325 

0.64 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.06 

0.09 

0.18 

0.003 

0.38 

0.26 






Ummed Sagar (Baran) 

Command 

Bhander Sandstone 

0.005 

0.64 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Moyda 

0831000503900800 

4.535 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.472 

1.05 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.08 

0.03 

0.003 

0.23 

0.14 






Gopalpura 

Command 

Bhander Sandstone 

0.795 

1.05 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.03 

0.002 

0.12 

0.07 






Ummed Sagar (Baran) 

Command 

Bhander Sandstone 

2.268 

1.05 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.15 

0.10 

0.004 

0.35 

0.21 


Muhal 

0831000603914600 

18.792 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

18.792 

0.96 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.41 

0.71 

0.21 

0.031 

0.69 

0.40 


Nayagaon 

0831000503899600 

10.747 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

10.747 

5.00 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

1.35 

2.41 

0.00 

0.021 

0.69 

0.39 


Padampura 

0831000503901200 

0.991 

Fresh 

Gopalpura 

Command 

Bhander Sandstone 

0.015 

0.40 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Pagara 

0831000503900700 

6.787 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.404 

2.42 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.04 

0.00 

0.001 

0.04 

0.02 






Ummed Sagar (Baran) 

Command 

Bhander Sandstone 

6.383 

2.42 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.42 

0.74 

0.16 

0.013 

0.65 

0.36 


Pali 

0831000503894400 

2.996 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.786 

1.84 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.17 

0.21 

0.19 

0.006 

0.65 

0.52 


Peepalkheri 

0831000503895500 

1.316 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.316 

1.36 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.08 

0.12 

0.19 

0.003 

0.70 

0.50 


Prempura 

0831000503896300 

0.480 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.242 

0.61 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.06 

0.000 

0.36 

0.27 


Ramgarh 

0831000503896500 

13.555 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.363 

0.56 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.12 

0.003 

0.07 

0.06 


Rampuriya Todiya 

0831000503900400 

19.274 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

19.274 

5.28 

0.025 

0.08 

0.02 

0.00 

0.00 

0.00 

2.61 

4.72 

0.26 

0.038 

0.69 

0.38 


Ranipura 

0831000603915500 

15.592 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

13.829 

2.33 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.65 

1.05 

0.00 

0.023 

0.63 

0.39 


Ranwasa 

0831000503906300 

7.528 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

7.528 

2.64 

0.025 

0.18 

0.04 

0.00 

0.00 

0.00 

0.64 

1.15 

0.70 

0.015 

0.69 

0.38 


Ranwasi 

0831000503906700 

8.991 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.971 

2.19 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.20 

0.36 

0.18 

0.006 

0.23 

0.13 


Relawan 

0831000503901100 

7.522 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.066 

0.43 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 






Gopalpura 

Command 

Bhander Sandstone 

3.422 

0.43 

0.025 

0.23 

0.06 

0.00 

0.00 

0.00 

0.21 

0.31 

0.93 

0.007 

0.32 

0.21 


Sadaphal 

0831000503902900 

2.048 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.683 

2.53 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.21 

0.03 

0.003 

0.57 

0.32 






Gopalpura 

Command 

Bhander Sandstone 

0.056 

2.53 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.000 

0.02 

0.01 






Ummed Sagar (Baran) 

Command 

Bhander Sandstone 

0.309 

2.53 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.001 

0.10 

0.06 


Sanwatri 

0831000503895900 

5.676 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.608 

1.20 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.27 

0.07 

0.011 

0.69 

0.49 






Gopalpura 

Command 

Bhander Sandstone 

0.068 

1.20 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Seemlya Sopan 

0831000503898700 

1.073 

Fresh 

Gopalpura 

Command 

Bhander Sandstone 

0.355 

0.48 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.001 

0.23 

0.16 


Semal Khera 

0831000503903300 

11.655 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

11.655 

4.49 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

1.33 

2.42 

0.06 

0.023 

0.69 

0.38 


Semli Phatak 

0831000603917800 

11.220 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.000 

0.74 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Semra 

0831000603915200 

2.087 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.087 

0.94 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.06 

0.10 

0.11 

0.003 

0.70 

0.42 


Shahpura 

0831000503904500 

11.404 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.353 

2.59 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.14 

0.00 

0.003 

0.08 

0.05 






Gopalpura 

Command 

Bhander Sandstone 

0.008 

2.59 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Shri Pura 

0831000503894700 

2.991 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.059 

1.04 

0.025 

0.05 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.21 

0.002 

0.25 

0.20 


Sookha Semli 

0831000603918100 

50.492 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

14.397 

0.84 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.26 

0.46 

0.09 

0.024 

0.20 

0.11 


Suhawan 

0831000503901800 

3.435 

Fresh 

Gopalpura 

Command 

Bhander Sandstone 

2.256 

1.18 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.11 

0.17 

0.18 

0.004 

0.46 

0.28 


Suwans 

0831000503895800 

8.950 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

8.950 

1.83 

0.025 

0.09 

0.01 

0.00 

0.00 

0.00 

0.49 

0.76 

0.34 

0.018 

0.70 

0.45 


Telni 

0831000603915900 

6.719 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.148 

2.18 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.01 


Uchawada 

0831000603917500 

11.856 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.885 

1.08 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.26 

0.03 

0.011 

0.41 

0.25 

08007059 

Ahera 

0831000603929100 

3.375 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.375 

1.00 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.12 

0.05 

0.006 

0.72 

0.45 


Ajrora 

0831000603928000 

7.037 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

7.037 

1.30 

0.020 

0.28 

0.07 

0.00 

0.00 

0.00 

0.39 

0.66 

1.10 

0.012 

0.70 

0.42 


Amroli 

0831000503903700 

7.816 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

7.816 

0.44 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.21 

0.13 

0.015 

0.69 

0.38 


Bahrai 

0831000603918300 

27.674 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

26.895 

1.21 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.69 

1.16 

0.14 

0.044 

0.68 

0.40 


Baint 

0831000603929400 

9.979 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.317 

1.87 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.001 

0.02 

0.02 


Balapura 

0831000603927500 

10.620 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

10.620 

1.18 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.27 

0.44 

0.10 

0.018 

0.71 

0.44 


Balharpur 

0831000603932200 

3.132 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.132 

2.96 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.21 

0.31 

0.06 

0.005 

0.73 

0.48 


Banskhera Mai 

0831000603927600 

5.025 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.025 

0.65 

0.020 

0.07 

0.02 

0.00 

0.00 

0.00 

0.12 

0.18 

0.26 

0.008 

0.71 

0.45 


Barara 

0831000603917600 

8.978 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.958 

0.17 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.05 

0.010 

0.47 

0.30 


Bhanwatipura 

0831000603918500 

1.159 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.159 

1.48 

0.020 

0.12 

0.03 

0.00 

0.00 

0.00 

0.12 

0.21 

0.46 

0.002 

0.70 

0.42 


Bichi 

0831000603932100 

3.592 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.592 

2.97 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.23 

0.35 

0.07 

0.006 

0.73 

0.48 


Biharipura 

0831000603927300 

5.845 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.774 

1.42 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.18 

0.29 

0.12 

0.010 

0.70 

0.44 


Chainpura 

0831000503903900 

4.375 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.375 

0.42 

0.025 

0.03 

0.01 

0.00 

0.00 

0.00 

0.07 

0.12 

0.13 

0.009 

0.69 

0.38 


Charpura 

0831000503906400 

8.243 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.834 

1.80 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.10 

0.06 

0.002 

0.07 

0.04 


Chhichhroni 

0831000603933400 

16.692 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

16.692 

0.47 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.18 

0.30 

0.10 

0.028 

0.70 

0.40 


Chindaliya 

0831000603933800 

9.704 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.219 

0.32 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.09 

0.05 


Danta 

0831000603933500 

2.614 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.614 

0.24 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.04 

0.08 

0.17 

0.004 

0.69 

0.39 


Deori Upreti 

0831000603929200 

10.805 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

10.805 

1.80 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.42 

0.66 

0.08 

0.018 

0.72 

0.46 


Dhatooriya 

0831000603915300 

10.319 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

7.010 

1.03 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.18 

0.30 

0.13 

0.012 

0.48 

0.29 


Dhikwani 

0831000603932600 

8.297 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

8.297 

2.23 

0.020 

0.10 

0.02 

0.00 

0.00 

0.00 

0.45 

0.69 

0.37 

0.014 

0.72 

0.47 


Digoda 

0831000503903800 

8.010 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

8.010 

0.34 

0.025 

0.17 

0.04 

0.00 

0.00 

0.00 

0.20 

0.36 

0.67 

0.016 

0.69 

0.38 


Faredua Upreti 

0831000603928700 

3.254 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.254 

0.57 

0.020 

0.08 

0.02 

0.00 

0.00 

0.00 

0.10 

0.16 

0.32 

0.005 

0.71 

0.43 


Gadar 

0831000603935500 

4.390 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.080 

2.73 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.000 

0.01 

0.01 


Gadreta 

0831000603927700 

2.454 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.454 

0.56 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.08 

0.13 

0.23 

0.004 

0.71 

0.44 


Ganeshpura 

0831000503904100 

3.436 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.823 

1.99 

0.025 

0.09 

0.02 

0.00 

0.00 

0.00 

0.21 

0.38 

0.37 

0.006 

0.57 

0.31 


Garda 

0831000503903100 

7.374 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.574 

2.74 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.07 

0.00 

0.001 

0.05 

0.03 


Ghansuri 

0831000603928500 

1.401 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.401 

0.79 

0.020 

0.10 

0.02 

0.00 

0.00 

0.00 

0.10 

0.17 

0.38 

0.002 

0.70 

0.42 


Ghensuwa 

0831000603932300 

8.537 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

8.537 

2.94 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.52 

0.80 

0.06 

0.014 

0.73 

0.48 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.06 

0.00 

1,432.23 

0.01 

- 

0.01 

0.00 

0.13 

- 

- 

0.0232 

0.0279 

- 

0.051 

0.051 

0.056 

0.003 

0.053 

0.001 

2.03 

Safe 

Maytha 

0831000503898500 

0.06 

0.03 

650.48 

0.03 

0.02 

0.05 

0.02 

0.41 

- 

0.0600 

0.0308 

0.0371 

- 

0.128 

0.128 

0.179 

0.009 

0.170 

0.518 

305.38 

Over Exploited 

Meghpura 

0831000503898600 

0.06 

0.00 

3,176.71 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.03 

192.21 

0.04 

0.01 

0.05 

0.02 

0.40 

- 

0.0300 

0.0561 

0.0675 

- 

0.154 

0.154 

0.200 

0.010 

0.190 

0.186 

97.74 

Critical 



0.06 

0.00 

21,315.06 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0004 

0.0005 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Moyda 

0831000503900800 

0.06 

0.02 

306.48 

0.02 

- 

0.02 

0.00 

0.23 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.034 

0.002 

0.032 

0.036 

111.17 

Over Exploited 



0.06 

0.01 

783.98 

0.01 

- 

0.01 

0.00 

0.12 

- 

0.0100 

0.0280 

0.0270 

- 

0.065 

0.065 

0.072 

0.004 

0.068 

0.035 

50.55 

Safe 



0.06 

0.05 

214.82 

0.06 

- 

0.06 

0.01 

0.36 

- 

0.0200 

0.1440 

0.1386 

- 

0.303 

0.303 

0.360 

0.018 

0.342 

0.100 

29.42 

Safe 

Muhal 

0831000603914600 

0.08 

1.04 

(31.84) 

0.83 

0.01 

0.84 

0.01 

0.70 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.885 

0.044 

0.840 

0.242 

28.80 

Safe 

Nayagaon 

0831000503899600 

0.06 

0.44 

442.46 

0.53 

- 

0.53 

0.00 

0.69 

- 

- 

- 

- 

- 

- 

- 

0.534 

0.027 

0.507 

0.021 

4.18 

Safe 

Padampura 

0831000503901200 

0.06 

0.00 

2,862.23 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0007 

0.0008 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

2.27 

Safe 

Pagara 

0831000503900700 

0.06 

0.00 

4,276.33 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

70.33 

Semi Critical 



0.06 

0.25 

198.42 

0.30 

0.01 

0.31 

0.00 

0.65 

- 

0.0300 

0.4052 

0.3902 

- 

0.825 

0.825 

1.134 

0.057 

1.077 

0.172 

15.93 

Safe 

Pali 

0831000503894400 

0.06 

0.11 

93.39 

0.13 

0.01 

0.14 

0.05 

0.71 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.161 

0.008 

0.153 

0.192 

125.16 

Over Exploited 

Peepalkheri 

0831000503895500 

0.06 

0.06 

113.26 

0.07 

0.01 

0.08 

0.04 

0.74 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.096 

0.005 

0.092 

0.189 

205.82 

Over Exploited 

Prempura 

0831000503896300 

0.06 

0.01 

497.84 

0.01 

- 

0.01 

0.03 

0.38 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.063 

1,077.33 

Over Exploited 

Ramgarh 

0831000503896500 

0.06 

0.01 

93,236.04 

0.01 

- 

0.01 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.126 

2,136.48 

Over Exploited 

Rampuriya Todiya 

0831000503900400 

0.06 

0.80 

493.17 

0.96 

0.02 

0.98 

0.00 

0.69 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

1.026 

0.051 

0.974 

0.296 

30.38 

Safe 

Ranipura 

0831000603915500 

0.08 

0.69 

51.13 

0.83 

- 

0.83 

0.02 

0.64 

- 

- 

- 

- 

- 

- 

- 

0.831 

0.042 

0.790 

0.023 

2.89 

Safe 

Ranwasa 

0831000503906300 

0.06 

0.31 

270.90 

0.37 

0.04 

0.41 

0.00 

0.69 

- 

0.1300 

- 

- 

- 

0.130 

0.130 

0.543 

0.027 

0.516 

0.717 

138.87 

Over Exploited 

Ranwasi 

0831000503906700 

0.06 

0.04 

783.62 

0.05 

0.01 

0.06 

0.00 

0.23 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.089 

0.004 

0.084 

0.189 

223.69 

Over Exploited 

Relawan 

0831000503901100 

0.06 

0.00 

4,430.45 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.07 

371.04 

0.08 

0.06 

0.14 

0.01 

0.33 

- 

0.1700 

0.1448 

0.1743 

- 

0.489 

0.489 

0.628 

0.031 

0.597 

0.934 

156.46 

Over Exploited 

Sadaphal 

0831000503902900 

0.06 

0.06 

261.04 

0.07 

- 

0.07 

0.00 

0.57 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.079 

0.004 

0.075 

0.033 

44.50 

Safe 



0.06 

0.00 

9,768.58 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0024 

0.0028 

- 

0.005 

0.005 

0.005 

0.000 

0.005 

0.000 

2.20 

Safe 



0.06 

0.00 

1,706.31 

0.00 

- 

0.00 

0.00 

0.10 

- 

- 

0.0235 

0.0283 

- 

0.052 

0.052 

0.054 

0.003 

0.052 

0.001 

1.18 

Safe 

Sanwatri 

0831000503895900 

0.06 

0.23 

15.19 

0.27 

- 

0.27 

0.04 

0.73 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.279 

0.014 

0.265 

0.077 

29.10 

Safe 



0.06 

0.00 

8,343.00 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0019 

0.0023 

- 

0.004 

0.004 

0.004 

0.000 

0.004 

0.000 

3.34 

Safe 

Seemlya Sopan 

0831000503898700 

0.06 

0.00 

24.90 

0.01 

- 

0.01 

0.01 

0.24 

- 

- 

0.0150 

0.0181 

- 

0.033 

0.033 

0.039 

0.002 

0.037 

0.001 

1.89 

Safe 

Semal Khera 

0831000503903300 

0.06 

0.48 

403.32 

0.58 

- 

0.58 

0.00 

0.69 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.587 

0.029 

0.558 

0.086 

15.41 

Safe 

Semli Phatak 

0831000603917800 

0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Semra 

0831000603915200 

0.08 

0.12 

(15.11) 

0.10 

0.01 

0.11 

0.01 

0.71 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.129 

0.006 

0.123 

0.109 

89.24 

Semi Critical 

Shahpura 

0831000503904500 

0.06 

0.01 

1,965.44 

0.01 

- 

0.01 

0.00 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.003 

34.54 

Safe 



0.06 

0.00 

344,624.25 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Shri Pura 

0831000503894700 

0.06 

0.02 

510.34 

0.02 

- 

0.02 

0.02 

0.27 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.039 

0.002 

0.037 

0.212 

573.13 

Over Exploited 

Sookha Semli 

0831000603918100 

0.08 

0.23 

102.78 

0.27 

0.01 

0.28 

0.00 

0.20 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.303 

0.015 

0.288 

0.110 

38.13 

Safe 

Suhawan 

0831000503901800 

0.06 

0.06 

176.76 

0.07 

0.01 

0.08 

0.01 

0.47 

- 

0.0300 

0.0955 

0.1149 

- 

0.240 

0.240 

0.325 

0.016 

0.309 

0.187 

60.68 

Safe 

Suwans 

0831000503895800 

0.06 

0.37 

102.11 

0.45 

0.01 

0.46 

0.02 

0.72 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.500 

0.025 

0.475 

0.357 

75.10 

Semi Critical 

Telni 

0831000603915900 

0.08 

0.00 

5,390.62 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Uchawada 

0831000603917500 

0.08 

0.23 

13.16 

0.26 

- 

0.26 

0.01 

0.42 

- 

- 

- 

- 

- 

- 

- 

0.256 

0.013 

0.243 

0.040 

16.63 

Safe 

Ahera 

0831000603929100 

0.08 

0.19 

(36.80) 

0.15 

- 

0.15 

0.02 

0.74 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.165 

0.008 

0.156 

0.054 

34.27 

Safe 

Ajrora 

0831000603928000 

0.08 

0.39 

67.88 

0.47 

0.07 

0.54 

0.01 

0.71 

- 

0.2100 

- 

- 

- 

0.210 

0.210 

0.753 

0.038 

0.715 

1.116 

155.99 

Over Exploited 

Amroli 

0831000503903700 

0.06 

0.32 

(34.87) 

0.26 

0.01 

0.27 

0.00 

0.69 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.289 

0.014 

0.274 

0.141 

51.60 

Safe 

Bahrai 

0831000603918300 

0.08 

1.46 

(20.68) 

1.17 

0.01 

1.18 

0.01 

0.69 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

1.211 

0.061 

1.150 

0.188 

16.38 

Safe 

Baint 

0831000603929400 

0.08 

0.00 

2,987.24 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Balapura 

0831000603927500 

0.08 

0.60 

(27.75) 

0.48 

0.01 

0.49 

0.02 

0.73 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.513 

0.026 

0.487 

0.114 

23.31 

Safe 

Balharpur 

0831000603932200 

0.08 

0.18 

69.55 

0.22 

- 

0.22 

0.03 

0.76 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.230 

0.011 

0.218 

0.063 

28.94 

Safe 

Banskhera Mai 

0831000603927600 

0.08 

0.29 

(35.46) 

0.23 

0.02 

0.25 

0.02 

0.73 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.299 

0.015 

0.284 

0.267 

94.08 

Critical 

Barara 

0831000603917600 

0.08 

0.22 

(71.82) 

0.18 

- 

0.18 

0.01 

0.48 

- 

- 

- 

- 

- 

- 

- 

0.179 

0.009 

0.170 

0.058 

33.94 

Safe 

Bhanwatipura 

0831000603918500 

0.08 

0.07 

216.42 

0.08 

0.03 

0.11 

0.01 

0.72 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.198 

0.010 

0.188 

0.463 

245.90 

Over Exploited 

Bichi 

0831000603932100 

0.08 

0.21 

69.19 

0.25 

- 

0.25 

0.03 

0.76 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.261 

0.013 

0.248 

0.073 

29.40 

Safe 

Biharipura 

0831000603927300 

0.08 

0.33 

(10.28) 

0.29 

0.01 

0.30 

0.02 

0.73 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.322 

0.016 

0.306 

0.125 

40.70 

Safe 

Chainpura 

0831000503903900 

0.06 

0.18 

(33.29) 

0.14 

0.01 

0.15 

0.00 

0.69 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.175 

0.009 

0.166 

0.135 

81.16 

Semi Critical 

Charpura 

0831000503906400 

0.06 

0.00 

2,862.60 

0.00 

- 

0.00 

0.00 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.062 

457.36 

Over Exploited 

Chhichhroni 

0831000603933400 

0.08 

0.93 

(67.25) 

0.74 

0.01 

0.75 

0.01 

0.70 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.773 

0.039 

0.734 

0.124 

16.83 

Safe 

Chindaliya 

0831000603933800 

0.08 

0.01 

54.04 

0.01 

- 

0.01 

0.00 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.001 

0.010 

0.012 

122.97 

Over Exploited 

Danta 

0831000603933500 

0.08 

0.14 

(47.52) 

0.12 

0.01 

0.13 

0.00 

0.70 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.156 

0.008 

0.148 

0.177 

119.88 

Over Exploited 

Deori Upreti 

0831000603929200 

0.08 

0.62 

6.11 

0.66 

- 

0.66 

0.02 

0.74 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.668 

0.033 

0.635 

0.095 

14.95 

Safe 

Dhatooriya 

0831000603915300 

0.08 

0.27 

12.90 

0.30 

- 

0.30 

0.01 

0.49 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.312 

0.016 

0.297 

0.137 

46.05 

Safe 

Dhikwani 

0831000603932600 

0.08 

0.48 

44.37 

0.58 

0.02 

0.60 

0.03 

0.75 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.666 

0.033 

0.633 

0.388 

61.24 

Safe 

Digoda 

0831000503903800 

0.06 

0.33 

8.09 

0.36 

0.04 

0.40 

0.00 

0.69 

- 

0.1300 

- 

- 

- 

0.130 

0.130 

0.528 

0.026 

0.502 

0.685 

136.50 

Over Exploited 

Faredua Upreti 

0831000603928700 

0.08 

0.18 

(13.95) 

0.16 

0.02 

0.18 

0.02 

0.73 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.239 

0.012 

0.227 

0.322 

142.28 

Over Exploited 

Gadar 

0831000603935500 

0.08 

0.00 

7,521.64 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gadreta 

0831000603927700 

0.08 

0.14 

(10.03) 

0.13 

0.01 

0.14 

0.02 

0.73 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.175 

0.009 

0.167 

0.234 

140.54 

Over Exploited 

Ganeshpura 

0831000503904100 

0.06 

0.10 

300.19 

0.11 

0.02 

0.13 

0.00 

0.57 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.205 

0.010 

0.195 

0.372 

190.83 

Over Exploited 

Garda 

0831000503903100 

0.06 

0.00 

3,765.07 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.001 

53.89 

Safe 

Ghansuri 

0831000603928500 

0.08 

0.08 

117.88 

0.09 

0.02 

0.11 

0.01 

0.71 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.184 

0.009 

0.175 

0.386 

220.59 

Over Exploited 

Ghensuwa 

0831000603932300 

0.08 

0.50 

60.68 

0.60 

- 

0.60 

0.03 

0.76 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.606 

0.030 

0.575 

0.072 

12.53 

Safe 




Micro-watershed 
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Zone 
(Fresh / 
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(Command / Non-command) 
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m 
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m 

m 
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( 11 ) 
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( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Gordhanpura 

083100050390000C 

15.580 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.956 

1.97 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.08 

0.00 

0.002 

0.04 

0.02 


Halawani 

0831000503903600 

1.973 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.973 

0.60 

0.025 

0.03 

0.01 

0.00 

0.00 

0.00 

0.05 

0.09 

0.13 

0.004 

0.69 

0.38 


Haripura 

0831000603918200 

8.464 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

8.464 

0.48 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.10 

0.18 

0.10 

0.014 

0.69 

0.39 


Harla 

0831000603933900 

1.927 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.355 

0.26 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.04 

0.002 

0.49 

0.29 


Hatri 

0831000603935300 

25.549 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.249 

2.16 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.28 

0.01 

0.007 

0.12 

0.08 


Isatori 

0831000603935400 

5.833 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.571 

2.83 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.32 

0.02 

0.006 

0.45 

0.30 


Jabra 

0831000603918700 

9.603 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

9.035 

1.19 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.25 

0.41 

0.18 

0.015 

0.66 

0.41 


Jagda 

0831000603927900 

1.637 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.637 

1.38 

0.020 

0.10 

0.03 

0.00 

0.00 

0.00 

0.12 

0.19 

0.40 

0.003 

0.70 

0.42 


Jagdishpura 

0831000503906500 

17.682 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.402 

0.64 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.13 

0.00 

0.009 

0.17 

0.10 


Jaiswan 

0831000503904300 

16.331 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

10.487 

2.56 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.71 

1.30 

0.17 

0.021 

0.44 

0.24 


Jakhoni 

0831000603918000 

2.040 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.784 

0.93 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.06 

0.08 

0.001 

0.27 

0.16 


Kaloni 

0831000603927000 

13.843 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.606 

1.91 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.11 

0.02 

0.003 

0.08 

0.05 


Kaloniya 

0831000603933100 

3.056 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.056 

0.97 

0.020 

0.02 

0.01 

0.00 

0.00 

0.00 

0.07 

0.12 

0.09 

0.005 

0.70 

0.42 


Kamlawada 

0831000603918800 

19.546 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

18.772 

1.39 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.56 

0.90 

0.11 

0.031 

0.68 

0.42 


Kedarkui 

0831000603928100 

10.106 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

10.106 

0.88 

0.020 

0.12 

0.03 

0.00 

0.00 

0.00 

0.27 

0.47 

0.46 

0.017 

0.70 

0.40 


Kelwara 

0831000603933600 

7.995 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.281 

0.19 

0.020 

0.10 

0.02 

0.00 

0.00 

0.00 

0.10 

0.18 

0.39 

0.010 

0.55 

0.31 


Khadri 

0831000603917700 

1.429 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.429 

1.16 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.09 

0.10 

0.002 

0.71 

0.43 


Khairai 

0831000603917900 

2.197 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.322 

0.94 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.08 

0.001 

0.10 

0.06 


Khanda Sahrol 

0831000603929300 

12.490 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

12.463 

2.69 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.70 

1.08 

0.14 

0.021 

0.72 

0.47 


Khandela 

0831000503900200 

31.445 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

11.027 

1.37 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.41 

0.74 

0.13 

0.022 

0.24 

0.13 


Khankhara @ Ganeshpura 

0831000503904200 

1.829 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.829 

2.36 

0.025 

0.17 

0.04 

0.00 

0.00 

0.00 

0.24 

0.43 

0.68 

0.004 

0.69 

0.38 


Khatka 

0831000603918600 

1.833 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.833 

1.48 

0.020 

0.07 

0.02 

0.00 

0.00 

0.00 

0.10 

0.17 

0.30 

0.003 

0.70 

0.43 


Kherla 

0831000503903500 

6.647 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.647 

0.54 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.13 

0.24 

0.17 

0.013 

0.69 

0.38 


Khiriya 

0831000603934200 

8.215 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.331 

0.80 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.03 

0.02 


Khyawada 

0831000603928200 

11.427 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

11.427 

0.36 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.18 

0.06 

0.019 

0.69 

0.39 


Kirad Pahari 

0831000603917400 

2.869 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.252 

0.59 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.06 

0.04 


Koti Khera 

0831000503903400 

5.479 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.004 

2.91 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kundai 

0831000603932800 

0.863 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.863 

0.76 

0.020 

0.06 

0.02 

0.00 

0.00 

0.00 

0.05 

0.08 

0.25 

0.001 

0.72 

0.45 


Kushyara 

0831000603933000 

9.999 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

9.999 

0.56 

0.020 

0.49 

0.12 

0.00 

0.00 

0.00 

0.48 

0.79 

1.96 

0.017 

0.71 

0.43 


Laxmipura 

0831000503904000 

8.572 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

8.513 

0.88 

0.025 

0.13 

0.03 

0.00 

0.00 

0.00 

0.29 

0.52 

0.49 

0.017 

0.68 

0.38 


Mahodra 

0831000603935200 

33.538 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.358 

1.12 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.14 

0.22 

0.12 

0.009 

0.12 

0.08 


Majhera 

0831000603932000 

7.127 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.496 

2.73 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.00 

0.001 

0.05 

0.03 


Mamoni 

0831000603927200 

10.183 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

7.205 

1.96 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.30 

0.47 

0.08 

0.012 

0.51 

0.32 


Mohanpur 

0831000603935800 

4.812 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.097 

2.92 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.36 

0.01 

0.007 

0.62 

0.42 


Moondiyar 

0831000603927100 

5.075 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.157 

2.11 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.01 


Nadiya 

0831000603931900 

11.098 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

7.517 

2.81 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.43 

0.66 

0.01 

0.012 

0.49 

0.32 


Nagori 

0831000603927800 

2.519 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.519 

1.10 

0.020 

0.09 

0.02 

0.00 

0.00 

0.00 

0.13 

0.21 

0.35 

0.004 

0.70 

0.42 


Naran Khera 

0831000603932900 

15.306 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

8.871 

0.69 

0.020 

0.30 

0.07 

0.00 

0.00 

0.00 

0.35 

0.56 

1.16 

0.015 

0.41 

0.26 


Natai 

0831000603928600 

5.209 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.209 

0.70 

0.020 

0.07 

0.02 

0.00 

0.00 

0.00 

0.12 

0.20 

0.28 

0.009 

0.70 

0.42 


Niwari 

0831000603927400 

8.291 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

8.291 

1.42 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.29 

0.47 

0.21 

0.014 

0.71 

0.43 


Nonpura 

0831000603918400 

4.030 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.030 

1.20 

0.020 

0.09 

0.02 

0.00 

0.00 

0.00 

0.17 

0.27 

0.34 

0.007 

0.71 

0.43 


Pahari Jageer 

0831000603933200 

8.470 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

7.519 

0.72 

0.020 

0.10 

0.03 

0.00 

0.00 

0.00 

0.18 

0.29 

0.40 

0.012 

0.63 

0.38 


Parla 

0831000603934000 

2.518 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.581 

0.45 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.06 

0.06 

0.003 

0.44 

0.26 


Prot Pahari 

0831000603917300 

1.403 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.270 

-0.40 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.14 

0.09 


Radhapura 

0831000503900100 

1.085 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.085 

0.83 

0.025 

0.06 

0.01 

0.00 

0.00 

0.00 

0.07 

0.13 

0.22 

0.002 

0.69 

0.38 


Rajpur 

0831000603916100 

7.771 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.903 

0.31 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.04 

0.005 

0.27 

0.17 


Rampur Umreti 

0831000603935600 

8.949 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

8.408 

2.94 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.51 

0.77 

0.06 

0.014 

0.69 

0.46 


Ranipura 

0831000603932500 

2.890 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.890 

2.86 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.25 

0.00 

0.005 

0.72 

0.47 


Ratai Kalan 

0831000603932700 

5.279 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.279 

0.96 

0.020 

0.15 

0.04 

0.00 

0.00 

0.00 

0.21 

0.33 

0.59 

0.009 

0.72 

0.46 


Ratai Khurd 

0831000603928900 

2.317 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.317 

0.58 

0.020 

0.09 

0.02 

0.00 

0.00 

0.00 

0.10 

0.15 

0.34 

0.004 

0.72 

0.45 


Ratatal 

0831000603918900 

9.352 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.315 

1.86 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.08 

0.00 

0.002 

0.10 

0.06 


Reethipura 

0831000603929000 

0.951 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.951 

0.56 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.002 

0.71 

0.45 


Samraniya 

0831000603928800 

2.028 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.028 

0.52 

0.020 

0.23 

0.06 

0.00 

0.00 

0.00 

0.19 

0.31 

0.92 

0.003 

0.71 

0.44 


Semli Phatak 

0831000603917800 

11.220 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

11.220 

0.74 

0.020 

0.37 

0.02 

0.00 

0.00 

0.00 

0.52 

0.84 

1.44 

0.019 

0.70 

0.43 


Silora 

0831000603928300 

2.237 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.237 

0.95 

0.020 

0.06 

0.02 

0.00 

0.00 

0.00 

0.08 

0.14 

0.24 

0.004 

0.70 

0.41 


Silori 

0831000603928400 

1.302 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.302 

1.36 

0.020 

0.09 

0.02 

0.00 

0.00 

0.00 

0.11 

0.18 

0.35 

0.002 

0.70 

0.42 


Sookha Semli 

0831000603918100 

50.492 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

36.095 

0.84 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.67 

1.17 

0.20 

0.060 

0.50 

0.28 


Suhan 

0831000603935900 

5.246 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.284 

2.63 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.000 

0.04 

0.03 


Uchawada 

0831000603917500 

11.856 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.830 

1.08 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.18 

0.02 

0.008 

0.29 

0.18 


Unee 

0831000603933300 

17.603 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

17.603 

0.50 

0.020 

0.14 

0.03 

0.00 

0.00 

0.00 

0.29 

0.49 

0.53 

0.029 

0.70 

0.41 


Viroli 

0831000603932400 

7.390 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

7.390 

2.49 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.39 

0.60 

0.06 

0.012 

0.72 

0.47 

08007060 

Baida 

0831000603934300 

11.530 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

10.549 

1.09 

0.020 

0.08 

0.02 

0.00 

0.00 

0.00 

0.29 

0.47 

0.31 

0.017 

0.65 

0.40 


Bhanwargarh 

0831000503906800 

31.831 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

19.608 

2.59 

0.025 

0.30 

0.07 

0.00 

0.00 

0.00 

1.50 

2.33 

1.15 

0.039 

0.44 

0.28 






Bilas 

Command 

Bhander Sandstone 

5.494 

2.59 

0.025 

0.09 

0.02 

0.00 

0.00 

0.00 

0.43 

0.66 

0.34 

0.011 

0.12 

0.08 


Borda 

0831000503909500 

9.779 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

9.191 

2.67 

0.025 

0.15 

0.04 

0.00 

0.00 

0.00 

0.72 

1.16 

0.58 

0.018 

0.66 

0.41 






Bilas 

Command 

Bhander Sandstone 

0.588 

2.67 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.08 

0.03 

0.001 

0.04 

0.03 


Boren 

0831000503909600 

16.163 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

15.414 

2.05 

0.025 

0.16 

0.04 

0.00 

0.00 

0.00 

0.91 

1.48 

0.58 

0.030 

0.67 

0.41 


Chandan Hera 

0831000603934500 

16.266 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

16.266 

1.10 

0.020 

0.09 

0.02 

0.00 

0.00 

0.00 

0.43 

0.70 

0.34 

0.027 

0.71 

0.44 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Gordhanpura 

083100050390000C 

0.06 

0.00 

3,402.67 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.002 

68.31 

Safe 

Halawani 

0831000503903600 

0.06 

0.08 

9.18 

0.09 

0.01 

0.10 

0.00 

0.69 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.119 

0.006 

0.113 

0.130 

114.80 

Over Exploited 

Haripura 

0831000603918200 

0.08 

0.47 

(61.76) 

0.37 

0.01 

0.38 

0.00 

0.69 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.404 

0.020 

0.384 

0.110 

28.62 

Safe 

Harla 

0831000603933900 

0.08 

0.05 

(45.80) 

0.04 

- 

0.04 

0.01 

0.50 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.053 

0.003 

0.050 

0.040 

80.44 

Semi Critical 

Hatri 

0831000603935300 

0.08 

0.04 

569.76 

0.05 

- 

0.05 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.050 

0.002 

0.047 

0.017 

36.04 

Safe 

Isatori 

0831000603935400 

0.08 

0.13 

149.48 

0.15 

- 

0.15 

0.02 

0.47 

- 

- 

- 

- 

- 

- 

- 

0.154 

0.008 

0.146 

0.025 

17.04 

Safe 

Jabra 

0831000603918700 

0.08 

0.48 

(14.24) 

0.41 

0.01 

0.42 

0.02 

0.68 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.442 

0.022 

0.420 

0.197 

46.90 

Safe 

Jagda 

0831000603927900 

0.08 

0.09 

108.80 

0.11 

0.03 

0.14 

0.01 

0.72 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.220 

0.011 

0.209 

0.406 

193.81 

Over Exploited 

Jagdishpura 

0831000503906500 

0.06 

0.05 

177.14 

0.05 

- 

0.05 

0.00 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.055 

0.003 

0.052 

0.009 

16.79 

Safe 

Jaiswan 

0831000503904300 

0.06 

0.28 

366.92 

0.33 

0.01 

0.34 

0.00 

0.44 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.374 

0.019 

0.355 

0.186 

52.32 

Safe 

Jakhoni 

0831000603918000 

0.08 

0.02 

245.68 

0.02 

- 

0.02 

0.00 

0.27 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.030 

0.002 

0.029 

0.078 

272.87 

Over Exploited 

Kaloni 

0831000603927000 

0.08 

0.01 

912.76 

0.01 

- 

0.01 

0.00 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.012 

0.022 

176.64 

Over Exploited 

Kaloniya 

0831000603933100 

0.08 

0.17 

(31.66) 

0.14 

0.01 

0.15 

0.01 

0.71 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.167 

0.008 

0.159 

0.091 

57.40 

Safe 

Kamlawada 

0831000603918800 

0.08 

1.02 

(12.08) 

0.90 

- 

0.90 

0.02 

0.70 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.909 

0.045 

0.864 

0.137 

15.87 

Safe 

Kedarkui 

0831000603928100 

0.08 

0.56 

(17.17) 

0.47 

0.03 

0.50 

0.01 

0.70 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.586 

0.029 

0.556 

0.478 

85.85 

Semi Critical 

Kelwara 

0831000603933600 

0.08 

0.27 

(33.51) 

0.22 

0.02 

0.24 

0.01 

0.55 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.309 

0.015 

0.294 

0.404 

137.65 

Over Exploited 

Khadri 

0831000603917700 

0.08 

0.08 

7.13 

0.09 

- 

0.09 

0.02 

0.72 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.096 

0.005 

0.092 

0.098 

107.40 

Over Exploited 

Khairai 

0831000603917900 

0.08 

0.00 

1,544.92 

0.00 

- 

0.00 

0.00 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.013 

0.078 

619.53 

Over Exploited 

Khanda Sahrol 

0831000603929300 

0.08 

0.72 

50.44 

0.86 

0.01 

0.87 

0.03 

0.75 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.902 

0.045 

0.857 

0.165 

19.20 

Safe 

Khandela 

0831000503900200 

0.06 

0.16 

364.87 

0.19 

0.01 

0.20 

0.00 

0.24 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.222 

0.011 

0.211 

0.148 

70.16 

Semi Critical 

Khankhara @ Ganeshpura 

0831000503904200 

0.06 

0.08 

474.45 

0.09 

0.04 

0.13 

0.00 

0.69 

- 

0.1300 

- 

- 

- 

0.130 

0.130 

0.261 

0.013 

0.248 

0.679 

274.11 

Over Exploited 

Khatka 

0831000603918600 

0.08 

0.10 

66.44 

0.12 

0.02 

0.14 

0.02 

0.72 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.204 

0.010 

0.194 

0.298 

153.89 

Over Exploited 

Kherla 

0831000503903500 

0.06 

0.27 

(13.60) 

0.24 

0.01 

0.25 

0.00 

0.69 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.277 

0.014 

0.263 

0.178 

67.64 

Safe 

Khiriya 

0831000603934200 

0.08 

0.00 

1,052.73 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.011 

1,225.88 

Over Exploited 

Khyawada 

0831000603928200 

0.08 

0.63 

(71.16) 

0.51 

- 

0.51 

0.00 

0.70 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.516 

0.026 

0.490 

0.077 

15.69 

Safe 

Kirad Pahari 

0831000603917400 

0.08 

0.00 

275.88 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

0.000 

29.14 

Safe 

Koti Khera 

0831000503903400 

0.06 

0.00 

406,908.39 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kundai 

0831000603932800 

0.08 

0.05 

69.38 

0.06 

0.02 

0.08 

0.02 

0.74 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.129 

0.006 

0.123 

0.251 

204.58 

Over Exploited 

Kushyara 

0831000603933000 

0.08 

0.57 

39.63 

0.68 

0.12 

0.80 

0.02 

0.72 

- 

0.3700 

- 

- 

- 

0.370 

0.370 

1.168 

0.058 

1.110 

1.975 

177.93 

Over Exploited 

Laxmipura 

0831000503904000 

0.06 

0.35 

49.45 

0.42 

0.03 

0.45 

0.00 

0.68 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.539 

0.027 

0.512 

0.506 

98.79 

Critical 

Mahodra 

0831000603935200 

0.08 

0.05 

333.52 

0.06 

0.01 

0.07 

0.00 

0.12 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.090 

0.004 

0.085 

0.124 

145.55 

Over Exploited 

Majhera 

0831000603932000 

0.08 

0.00 

1,918.95 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.001 

35.57 

Safe 

Mamoni 

0831000603927200 

0.08 

0.29 

62.23 

0.35 

- 

0.35 

0.02 

0.52 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.361 

0.018 

0.343 

0.089 

25.93 

Safe 

Mohanpur 

0831000603935800 

0.08 

0.20 

75.02 

0.25 

- 

0.25 

0.03 

0.65 

- 

- 

- 

- 

- 

- 

- 

0.246 

0.012 

0.233 

0.017 

7.18 

Safe 

Moondiyar 

0831000603927100 

0.08 

0.00 

3,603.20 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nadiya 

0831000603931900 

0.08 

0.30 

121.99 

0.36 

- 

0.36 

0.02 

0.51 

- 

- 

- 

- 

- 

- 

- 

0.355 

0.018 

0.338 

0.022 

6.64 

Safe 

Nagori 

0831000603927800 

0.08 

0.14 

47.22 

0.17 

0.02 

0.19 

0.01 

0.72 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.250 

0.013 

0.238 

0.350 

147.41 

Over Exploited 

Naran Khera 

0831000603932900 

0.08 

0.29 

92.35 

0.35 

0.07 

0.42 

0.01 

0.43 

- 

0.2200 

- 

- 

- 

0.220 

0.220 

0.642 

0.032 

0.610 

1.177 

192.93 

Over Exploited 

Natai 

0831000603928600 

0.08 

0.29 

(30.27) 

0.23 

0.02 

0.25 

0.01 

0.72 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.304 

0.015 

0.289 

0.287 

99.11 

Critical 

Niwari 

0831000603927400 

0.08 

0.47 

(0.62) 

0.47 

0.01 

0.48 

0.02 

0.72 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.516 

0.026 

0.490 

0.225 

45.86 

Safe 

Nonpura 

0831000603918400 

0.08 

0.23 

20.08 

0.27 

0.02 

0.29 

0.02 

0.72 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.353 

0.018 

0.335 

0.343 

102.20 

Over Exploited 

Pahari Jageer 

0831000603933200 

0.08 

0.38 

(21.90) 

0.30 

0.03 

0.33 

0.01 

0.64 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.411 

0.021 

0.391 

0.415 

106.38 

Over Exploited 

Parla 

0831000603934000 

0.08 

0.06 

3.15 

0.06 

- 

0.06 

0.01 

0.45 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.067 

0.003 

0.064 

0.061 

94.66 

Critical 

Prot Pahari 

0831000603917300 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.000 

16.76 

Safe 

Radhapura 

0831000503900100 

0.06 

0.04 

193.21 

0.05 

0.01 

0.06 

0.00 

0.69 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.104 

0.005 

0.099 

0.221 

224.22 

Over Exploited 

Raj pur 

0831000603916100 

0.08 

0.06 

(28.29) 

0.05 

- 

0.05 

0.01 

0.27 

- 

- 

- 

- 

- 

- 

- 

0.049 

0.002 

0.047 

0.043 

91.36 

Critical 

Rampur Umreti 

0831000603935600 

0.08 

0.46 

66.24 

0.56 

- 

0.56 

0.03 

0.72 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.567 

0.028 

0.538 

0.072 

13.35 

Safe 

Ranipura 

0831000603932500 

0.08 

0.17 

51.20 

0.20 

- 

0.20 

0.03 

0.75 

- 

- 

- 

- 

- 

- 

- 

0.201 

0.010 

0.191 

0.005 

2.50 

Safe 

Ratai Kalan 

0831000603932700 

0.08 

0.30 

8.67 

0.33 

0.04 

0.37 

0.03 

0.74 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

0.480 

0.024 

0.456 

0.595 

130.45 

Over Exploited 

Ratai Khurd 

0831000603928900 

0.08 

0.13 

15.74 

0.15 

0.02 

0.17 

0.02 

0.74 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.233 

0.012 

0.222 

0.340 

153.26 

Over Exploited 

Ratatal 

0831000603918900 

0.08 

0.01 

628.60 

0.01 

- 

0.01 

0.00 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.012 

0.002 

18.05 

Safe 

Reethipura 

0831000603929000 

0.08 

0.05 

(68.68) 

0.04 

- 

0.04 

0.02 

0.74 

- 

- 

- 

- 

- 

- 

- 

0.043 

0.002 

0.041 

0.002 

3.81 

Safe 

Samraniya 

0831000603928800 

0.08 

0.12 

166.63 

0.14 

0.06 

0.20 

0.02 

0.73 

- 

0.1700 

- 

- 

- 

0.170 

0.170 

0.368 

0.018 

0.350 

0.919 

262.66 

Over Exploited 

Semli Phatak 

0831000603917800 

0.08 

0.63 

32.63 

0.76 

0.02 

0.78 

0.02 

0.72 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.829 

0.041 

0.788 

1.459 

185.15 

Over Exploited 

Silora 

0831000603928300 

0.08 

0.12 

13.30 

0.14 

0.02 

0.16 

0.01 

0.71 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.211 

0.011 

0.201 

0.244 

121.40 

Over Exploited 

Silori 

0831000603928400 

0.08 

0.07 

142.75 

0.09 

0.02 

0.11 

0.01 

0.71 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.168 

0.008 

0.159 

0.348 

218.73 

Over Exploited 

Sookha Semli 

0831000603918100 

0.08 

1.43 

(17.91) 

1.17 

0.01 

1.18 

0.00 

0.50 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

1.224 

0.061 

1.163 

0.262 

22.50 

Safe 

Suhan 

0831000603935900 

0.08 

0.00 

2,358.70 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.000 

45.52 

Safe 

Uchawada 

0831000603917500 

0.08 

0.11 

65.49 

0.13 

- 

0.13 

0.01 

0.30 

- 

- 

- 

- 

- 

- 

- 

0.133 

0.007 

0.127 

0.027 

21.30 

Safe 

Unee 

0831000603933300 

0.08 

0.98 

(50.61) 

0.79 

0.03 

0.82 

0.01 

0.71 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.917 

0.046 

0.872 

0.557 

63.92 

Safe 

Viroli 

0831000603932400 

0.08 

0.43 

41.11 

0.51 

- 

0.51 

0.03 

0.75 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.522 

0.026 

0.496 

0.070 

14.17 

Safe 

Baida 

0831000603934300 

0.08 

0.55 

(14.01) 

0.47 

0.02 

0.49 

0.02 

0.66 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.550 

0.027 

0.522 

0.324 

62.14 

Safe 

Bhanwargarh 

0831000503906800 

0.06 

0.51 

352.11 

0.62 

0.07 

0.69 

0.02 

0.45 

- 

0.2200 

- 

- 

- 

0.220 

0.220 

0.908 

0.045 

0.862 

1.191 

138.11 

Over Exploited 



0.06 

0.04 

1,534.66 

0.05 

0.02 

0.07 

0.00 

0.13 

- 

0.0600 

0.0719 

0.0865 

- 

0.218 

0.218 

0.287 

0.014 

0.272 

0.353 

129.51 

Over Exploited 

Borda 

0831000503909500 

0.06 

0.37 

216.62 

0.44 

0.04 

0.48 

0.02 

0.68 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

0.590 

0.029 

0.560 

0.597 

106.62 

Over Exploited 



0.06 

0.00 

5,156.16 

0.00 

- 

0.00 

0.00 

0.04 

- 

0.0100 

0.0077 

0.0093 

- 

0.027 

0.027 

0.029 

0.001 

0.027 

0.031 

113.89 

Over Exploited 

Boren 

0831000503909600 

0.06 

0.62 

138.33 

0.75 

0.04 

0.79 

0.02 

0.69 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

0.896 

0.045 

0.852 

0.612 

71.92 

Semi Critical 

Chandan Hera 

0831000603934500 

0.08 

0.92 

(24.61) 

0.74 

0.02 

0.76 

0.02 

0.73 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.818 

0.041 

0.777 

0.363 

46.70 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Charpura 

083100050390640C 

8.243 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.887 

1.80 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.17 

0.31 

0.18 

0.006 

0.24 

0.13 


Chindaliya 

0831000603933800 

9.704 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

8.485 

0.32 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.07 

0.13 

0.10 

0.014 

0.61 

0.36 


Deori Veeran 

0831000603935100 

16.238 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

9.722 

1.35 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.27 

0.43 

0.04 

0.016 

0.43 

0.28 


Dhikoniya 

0831000503909300 

15.811 

Fresh 

Bilas 

Command 

Bhander Sandstone 

2.921 

2.97 

0.025 

0.03 

0.01 

0.00 

0.00 

0.00 

0.24 

0.34 

0.09 

0.006 

0.13 

0.09 


Gajra Gajri 

0831000503906200 

6.969 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.982 

2.54 

0.025 

0.08 

0.02 

0.00 

0.00 

0.00 

0.31 

0.56 

0.30 

0.008 

0.40 

0.22 


Gajron 

0831000503909400 

3.136 

Fresh 

Bilas 

Command 

Bhander Sandstone 

0.509 

3.11 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.03 

0.001 

0.12 

0.08 


Geedpata 

0831000503906100 

19.680 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

15.156 

2.72 

0.025 

0.12 

0.03 

0.00 

0.00 

0.00 

1.12 

1.76 

0.43 

0.030 

0.54 

0.35 


Gopalpura 

0831000503904400 

6.214 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.082 

2.72 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Harla 

0831000603933900 

1.927 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.573 

0.26 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.001 

0.21 

0.12 


Hatwari 

0831000603934100 

2.761 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.761 

0.33 

0.020 

0.16 

0.04 

0.00 

0.00 

0.00 

0.14 

0.23 

0.62 

0.005 

0.70 

0.42 


Iklera Sagar 

0831000503905000 

23.351 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.301 

2.87 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.001 

0.01 

0.01 


Jagdishpura 

0831000503906500 

17.682 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

7.046 

0.64 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.24 

0.06 

0.014 

0.28 

0.15 


Kelwara 

0831000603933600 

7.995 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.714 

0.19 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.03 

0.05 

0.11 

0.003 

0.15 

0.09 


Kharda 

0831000603934400 

14.489 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.361 

1.85 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.001 

0.02 

0.01 


Khiriya 

0831000603934200 

8.215 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

7.884 

0.80 

0.020 

0.07 

0.02 

0.00 

0.00 

0.00 

0.18 

0.29 

0.28 

0.013 

0.68 

0.41 


Kunda 

0831000503906000 

13.965 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

11.618 

2.63 

0.025 

0.14 

0.03 

0.00 

0.00 

0.00 

0.87 

1.39 

0.52 

0.023 

0.59 

0.37 






Bilas 

Command 

Bhander Sandstone 

0.122 

2.63 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.00 


Mahodra 

0831000603935200 

33.538 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

11.690 

1.12 

0.020 

0.07 

0.02 

0.00 

0.00 

0.00 

0.31 

0.48 

0.25 

0.019 

0.25 

0.16 


Naran Khera 

0831000603932900 

15.306 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.435 

0.69 

0.020 

0.21 

0.05 

0.00 

0.00 

0.00 

0.25 

0.40 

0.84 

0.011 

0.30 

0.19 


Nayagaon @ Ramnagar 

0831000503906600 

5.616 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.616 

0.85 

0.025 

0.17 

0.04 

0.00 

0.00 

0.00 

0.25 

0.43 

0.67 

0.011 

0.70 

0.40 


Pahari Jageer 

0831000603933200 

8.470 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.951 

0.72 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.04 

0.05 

0.002 

0.08 

0.05 


Parla 

0831000603934000 

2.518 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.938 

0.45 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.03 

0.002 

0.26 

0.16 


Patha 

0831000603934800 

3.804 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.456 

1.50 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.04 

0.04 

0.001 

0.09 

0.06 


Peepal Kheri 

0831000603934600 

13.346 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.670 

1.42 

0.020 

0.13 

0.03 

0.00 

0.00 

0.00 

0.29 

0.45 

0.51 

0.011 

0.36 

0.23 


Peepalda 

0831000503909900 

15.339 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.301 

3.06 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.20 

0.29 

0.06 

0.005 

0.11 

0.07 






Bilas 

Command 

Bhander Sandstone 

1.285 

3.06 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.16 

0.03 

0.003 

0.06 

0.04 


Penawada 

0831000603933700 

2.715 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.715 

0.20 

0.020 

0.07 

0.02 

0.00 

0.00 

0.00 

0.06 

0.11 

0.27 

0.004 

0.70 

0.41 


Phaldi 

0831000503905900 

10.128 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.015 

2.96 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ranwasi 

0831000503906700 

8.991 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.020 

2.19 

0.025 

0.10 

0.02 

0.00 

0.00 

0.00 

0.41 

0.73 

0.40 

0.012 

0.46 

0.26 


Sirsod Kalan 

0831000603934900 

2.953 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.277 

1.50 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.07 

0.04 


Sirsod Khurd 

0831000603935000 

13.986 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

12.700 

1.49 

0.020 

0.21 

0.05 

0.00 

0.00 

0.00 

0.54 

0.85 

0.81 

0.021 

0.65 

0.41 


Tala Wara 

0831000503909700 

17.275 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.449 

2.73 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.00 

0.001 

0.02 

0.01 

08007061 

Baida 

0831000603934300 

11.530 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.981 

1.09 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.03 

0.002 

0.06 

0.04 


Bans Khera Googal 

0831000603935700 

2.200 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.200 

2.84 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.22 

0.06 

0.004 

0.74 

0.50 


Boren 

0831000503909600 

16.163 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.749 

2.05 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.08 

0.03 

0.001 

0.03 

0.02 


Deori Veeran 

0831000603935100 

16.238 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.516 

1.35 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.29 

0.03 

0.011 

0.29 

0.19 


Gadar 

0831000603935500 

4.390 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.309 

2.73 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.26 

0.38 

0.07 

0.007 

0.72 

0.48 


Ghatta 

0831000503909800 

17.566 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.459 

3.04 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.37 

0.53 

0.15 

0.009 

0.19 

0.13 


Handiyai 

0831000603934700 

5.382 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.382 

1.56 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.29 

0.08 

0.009 

0.73 

0.48 


Hatri 

0831000603935300 

25.549 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

21.300 

2.16 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.95 

1.44 

0.07 

0.035 

0.61 

0.40 


Isatori 

0831000603935400 

5.833 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.262 

2.83 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.21 

0.02 

0.004 

0.28 

0.19 


Kharda 

0831000603934400 

14.489 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

14.128 

1.85 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.57 

0.88 

0.21 

0.023 

0.70 

0.45 


Mahodra 

0831000603935200 

33.538 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

16.491 

1.12 

0.020 

0.10 

0.02 

0.00 

0.00 

0.00 

0.45 

0.69 

0.36 

0.027 

0.36 

0.23 


Patha 

0831000603934800 

3.804 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.348 

1.50 

0.020 

0.07 

0.02 

0.00 

0.00 

0.00 

0.15 

0.23 

0.27 

0.006 

0.64 

0.42 


Peepal Kheri 

0831000603934600 

13.346 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.676 

1.42 

0.020 

0.13 

0.03 

0.00 

0.00 

0.00 

0.29 

0.45 

0.52 

0.011 

0.36 

0.23 


Peepalda 

0831000503909900 

15.339 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.152 

3.06 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.51 

0.76 

0.18 

0.012 

0.29 

0.20 






Bilas 

Command 

Bhander Sandstone 

0.454 

3.06 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.00 

0.001 

0.02 

0.01 


Rampur Umreti 

0831000603935600 

8.949 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.541 

2.94 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.00 

0.001 

0.04 

0.03 


Sirsod Kalan 

0831000603934900 

2.953 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.676 

1.50 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.13 

0.20 

0.22 

0.004 

0.66 

0.43 


Sirsod Khurd 

0831000603935000 

13.986 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.286 

1.49 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.08 

0.002 

0.07 

0.04 


Tala Wara 

0831000503909700 

17.275 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

16.795 

2.73 

0.025 

0.09 

0.02 

0.00 

0.00 

0.00 

1.22 

1.83 

0.31 

0.033 

0.70 

0.47 






Bilas 

Command 

Bhander Sandstone 

0.031 

2.73 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 

08007062 

Alampura 

0831000703938300 

10.149 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

10.149 

2.52 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.67 

0.89 

0.10 

0.026 

0.81 

0.61 


Anandpura 

0831000703938200 

9.830 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

7.591 

5.00 

0.025 

0.04 

0.00 

0.00 

0.00 

0.00 

0.99 

1.31 

0.13 

0.020 

0.63 

0.47 


Badipura 

0831000503913800 

5.746 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.503 

2.08 

0.025 

0.07 

0.02 

0.00 

0.00 

0.00 

0.34 

0.47 

0.26 

0.011 

0.77 

0.55 


Baldeopura @ Dob 

0831000503913300 

19.989 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

19.989 

1.98 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

1.02 

1.42 

0.06 

0.039 

0.81 

0.58 


Banda Kalan 

0831000503914000 

2.209 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.430 

2.09 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.03 

0.001 

0.16 

0.11 


Banda-Khurd 

0831000503913900 

1.758 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.020 

2.07 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Beel Khera 

0831000703938800 

6.698 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.577 

1.05 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.001 

0.07 

0.05 


Bhainroo Pura 

0831000503913700 

1.612 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.612 

2.06 

0.025 

0.03 

0.01 

0.00 

0.00 

0.00 

0.10 

0.15 

0.10 

0.003 

0.81 

0.57 


Biloda 

0831000503914500 

10.604 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

10.604 

2.09 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.59 

0.85 

0.19 

0.021 

0.81 

0.57 


Chainpurya 

0831000403884500 

8.007 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.395 

5.84 

0.025 

0.01 

0.00 

0.00 

0.00 

0.01 

0.35 

0.46 

0.02 

0.006 

0.24 

0.18 


Chhatrapura 

0831000403888400 

11.214 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.093 

5.49 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.000 

0.01 

0.01 


Daulatpura 

0831000503914200 

2.899 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.845 

2.09 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.19 

0.27 

0.19 

0.006 

0.79 

0.56 


Dilod 

0831000703938900 

12.390 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

11.076 

1.54 

0.025 

0.27 

0.07 

0.00 

0.00 

0.00 

0.63 

0.87 

1.05 

0.029 

0.73 

0.53 


Durjanpura 

0831000503913500 

1.838 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.838 

2.06 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.18 

0.16 

0.004 

0.81 

0.57 


Geegcha 

0831000503913000 

7.912 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.673 

2.07 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.21 

0.06 

0.005 

0.27 

0.20 


Geegchi 

0831000503913100 

3.928 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.534 

2.07 

0.025 

0.03 

0.01 

0.00 

0.00 

0.00 

0.20 

0.28 

0.09 

0.007 

0.72 

0.53 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Charpura 

083100050390640C 

0.06 

0.04 

629.44 

0.05 

0.01 

0.06 

0.00 

0.24 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.090 

0.005 

0.086 

0.186 

216.61 

Over Exploited 

Chindaliya 

0831000603933800 

0.08 

0.42 

(69.89) 

0.33 

0.01 

0.34 

0.01 

0.62 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.362 

0.018 

0.344 

0.110 

31.98 

Safe 

Deori Veeran 

0831000603935100 

0.08 

0.34 

26.62 

0.40 

- 

0.40 

0.02 

0.45 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.413 

0.021 

0.392 

0.054 

13.78 

Safe 

Dhikoniya 

0831000503909300 

0.06 

0.02 

1,343.09 

0.03 

0.01 

0.04 

0.01 

0.14 

- 

0.0200 

0.0382 

0.0460 

- 

0.104 

0.104 

0.142 

0.007 

0.135 

0.099 

73.00 

Semi Critical 

Gajra Gajri 

0831000503906200 

0.06 

0.09 

488.11 

0.11 

0.02 

0.13 

0.00 

0.40 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.193 

0.010 

0.184 

0.311 

169.31 

Over Exploited 

Gajron 

0831000503909400 

0.06 

0.00 

1,925.10 

0.00 

- 

0.00 

0.01 

0.12 

- 

0.0100 

0.0067 

0.0080 

- 

0.025 

0.025 

0.029 

0.001 

0.028 

0.031 

112.51 

Over Exploited 

Geedpata 

0831000503906100 

0.06 

0.49 

256.66 

0.59 

0.03 

0.62 

0.02 

0.56 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.704 

0.035 

0.669 

0.459 

68.65 

Safe 

Gopalpura 

0831000503904400 

0.06 

0.00 

22,013.84 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Harla 

0831000603933900 

0.08 

0.01 

(46.44) 

0.01 

- 

0.01 

0.00 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.007 

0.011 

151.26 

Over Exploited 

Hatwari 

0831000603934100 

0.08 

0.16 

49.05 

0.19 

0.04 

0.23 

0.01 

0.72 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

0.346 

0.017 

0.329 

0.629 

191.19 

Over Exploited 

Iklera Sagar 

0831000503905000 

0.06 

0.00 

17,248.72 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Jagdishpura 

0831000503906500 

0.06 

0.12 

103.94 

0.14 

- 

0.14 

0.00 

0.28 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.150 

0.007 

0.142 

0.077 

54.09 

Safe 

Kelwara 

0831000603933600 

0.08 

0.02 

128.22 

0.02 

0.01 

0.03 

0.00 

0.15 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.055 

0.003 

0.052 

0.109 

210.19 

Over Exploited 

Kharda 

0831000603934400 

0.08 

0.00 

3,899.16 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.011 

1,795.70 

Over Exploited 

Khiriya 

0831000603934200 

0.08 

0.43 

(32.31) 

0.34 

0.02 

0.36 

0.02 

0.69 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.412 

0.021 

0.391 

0.291 

74.41 

Semi Critical 

Kunda 

0831000503906000 

0.06 

0.41 

238.77 

0.49 

0.03 

0.52 

0.02 

0.61 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.621 

0.031 

0.590 

0.539 

91.30 

Critical 



0.06 

0.00 

28,081.79 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0016 

0.0019 

- 

0.004 

0.004 

0.004 

0.000 

0.003 

0.000 

7.16 

Safe 

Mahodra 

0831000603935200 

0.08 

0.24 

102.79 

0.28 

0.02 

0.30 

0.01 

0.26 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.354 

0.018 

0.336 

0.269 

80.18 

Semi Critical 

Naran Khera 

0831000603932900 

0.08 

0.15 

158.09 

0.19 

0.05 

0.24 

0.01 

0.31 

- 

0.1600 

- 

- 

- 

0.160 

0.160 

0.395 

0.020 

0.375 

0.846 

225.24 

Over Exploited 

Nayagaon @ Ramnagar 

0831000503906600 

0.06 

0.23 

84.18 

0.28 

0.04 

0.32 

0.01 

0.70 

- 

0.1300 

- 

- 

- 

0.130 

0.130 

0.451 

0.023 

0.428 

0.683 

159.43 

Over Exploited 

Pahari Jageer 

0831000603933200 

0.08 

0.01 

547.83 

0.01 

- 

0.01 

0.00 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.050 

302.95 

Over Exploited 

Parla 

0831000603934000 

0.08 

0.02 

57.68 

0.02 

- 

0.02 

0.00 

0.27 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.034 

0.002 

0.032 

0.031 

95.94 

Critical 

Patha 

0831000603934800 

0.08 

0.00 

1,045.46 

0.00 

- 

0.00 

0.00 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.039 

295.54 

Over Exploited 

Peepal Kheri 

0831000603934600 

0.08 

0.19 

137.55 

0.23 

0.03 

0.26 

0.01 

0.37 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.359 

0.018 

0.342 

0.520 

152.27 

Over Exploited 

Peepalda 

0831000503909900 

0.06 

0.02 

1,835.77 

0.02 

- 

0.02 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.028 

0.001 

0.027 

0.065 

242.47 

Over Exploited 



0.06 

0.00 

3,327.27 

0.01 

- 

0.01 

0.00 

0.06 

- 

0.0100 

0.0168 

0.0202 

- 

0.047 

0.047 

0.053 

0.003 

0.050 

0.033 

65.09 

Safe 

Penawada 

0831000603933700 

0.08 

0.15 

(30.60) 

0.12 

0.02 

0.14 

0.01 

0.71 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.191 

0.010 

0.181 

0.273 

150.69 

Over Exploited 

Phaldi 

0831000503905900 

0.06 

0.00 

147,698.76 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ranwasi 

0831000503906700 

0.06 

0.17 

334.82 

0.20 

0.02 

0.22 

0.00 

0.47 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.291 

0.015 

0.276 

0.408 

147.69 

Over Exploited 

Sirsod Kalan 

0831000603934900 

0.08 

0.00 

748.40 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.019 

1,131.30 

Over Exploited 

Sirsod Khurd 

0831000603935000 

0.08 

0.66 

27.90 

0.79 

0.05 

0.84 

0.02 

0.67 

- 

0.1500 

- 

- 

- 

0.150 

0.150 

0.994 

0.050 

0.945 

0.827 

87.53 

Semi Critical 

Tala Wara 

0831000503909700 

0.06 

0.00 

8,983.51 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Baida 

0831000603934300 

0.08 

0.00 

975.60 

0.01 

- 

0.01 

0.00 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.015 

0.031 

205.72 

Over Exploited 

Bans Khera Googal 

0831000603935700 

0.08 

0.13 

66.04 

0.16 

- 

0.16 

0.04 

0.77 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.166 

0.008 

0.158 

0.062 

39.11 

Safe 

Boren 

0831000503909600 

0.06 

0.00 

5,271.56 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.031 

281.71 

Over Exploited 

Deori Veeran 

0831000603935100 

0.08 

0.15 

92.33 

0.18 

- 

0.18 

0.01 

0.30 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.191 

0.010 

0.181 

0.040 

21.91 

Safe 

Gadar 

0831000603935500 

0.08 

0.25 

53.35 

0.30 

- 

0.30 

0.03 

0.76 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.309 

0.015 

0.294 

0.074 

25.23 

Safe 

Ghatta 

0831000503909800 

0.06 

0.05 

949.29 

0.06 

0.01 

0.07 

0.01 

0.20 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.100 

0.005 

0.095 

0.162 

169.69 

Over Exploited 

Handiyai 

0831000603934700 

0.08 

0.31 

(8.42) 

0.29 

- 

0.29 

0.03 

0.76 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.296 

0.015 

0.281 

0.086 

30.51 

Safe 

Hatri 

0831000603935300 

0.08 

1.04 

37.90 

1.25 

- 

1.25 

0.03 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

1.259 

0.063 

1.196 

0.102 

8.54 

Safe 

Isatori 

0831000603935400 

0.08 

0.05 

304.77 

0.06 

- 

0.06 

0.01 

0.30 

- 

- 

- 

- 

- 

- 

- 

0.062 

0.003 

0.059 

0.023 

38.79 

Safe 

Kharda 

0831000603934400 

0.08 

0.79 

11.47 

0.88 

0.01 

0.89 

0.03 

0.73 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.934 

0.047 

0.888 

0.234 

26.40 

Safe 

Mahodra 

0831000603935200 

0.08 

0.47 

46.86 

0.56 

0.02 

0.58 

0.01 

0.37 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.654 

0.033 

0.622 

0.382 

61.49 

Safe 

Patha 

0831000603934800 

0.08 

0.17 

34.80 

0.21 

0.02 

0.23 

0.03 

0.66 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.275 

0.014 

0.261 

0.275 

105.01 

Over Exploited 

Peepal Kheri 

0831000603934600 

0.08 

0.19 

137.27 

0.23 

0.03 

0.26 

0.01 

0.37 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.360 

0.018 

0.342 

0.529 

154.74 

Over Exploited 

Peepalda 

0831000503909900 

0.06 

0.11 

605.56 

0.13 

0.01 

0.14 

0.01 

0.30 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.169 

0.008 

0.160 

0.195 

121.68 

Over Exploited 



0.06 

0.00 

8,719.05 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0059 

0.0071 

- 

0.013 

0.013 

0.014 

0.001 

0.013 

0.001 

6.84 

Safe 

Rampur Umreti 

0831000603935600 

0.08 

0.00 

2,381.64 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.001 

40.79 

Safe 

Sirsod Kalan 

0831000603934900 

0.08 

0.14 

42.57 

0.17 

0.01 

0.18 

0.03 

0.68 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.219 

0.011 

0.208 

0.225 

108.47 

Over Exploited 

Sirsod Khurd 

0831000603935000 

0.08 

0.01 

1,251.63 

0.01 

- 

0.01 

0.00 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.079 

459.11 

Over Exploited 

Tala Wara 

0831000503909700 

0.06 

0.71 

157.85 

0.85 

0.02 

0.87 

0.03 

0.74 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.932 

0.047 

0.885 

0.339 

38.31 

Safe 



0.06 

0.00 

132,864.28 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0004 

0.0005 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Alampura 

0831000703938300 

0.08 

0.66 

35.90 

0.79 

- 

0.79 

0.06 

0.87 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.810 

0.041 

0.770 

0.124 

16.14 

Safe 

Anandpura 

0831000703938200 

0.08 

0.38 

242.97 

0.46 

- 

0.46 

0.05 

0.67 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.477 

0.024 

0.453 

0.145 

31.93 

Safe 

Badipura 

0831000503913800 

0.06 

0.25 

85.41 

0.31 

0.02 

0.33 

0.06 

0.83 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.375 

0.019 

0.356 

0.266 

74.58 

Semi Critical 

Baldeopura @ Dob 

0831000503913300 

0.06 

0.97 

45.56 

1.17 

- 

1.17 

0.06 

0.87 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

1.177 

0.059 

1.118 

0.099 

8.90 

Safe 

Banda Kalan 

0831000503914000 

0.06 

0.00 

1,037.86 

0.00 

- 

0.00 

0.01 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.014 

0.034 

240.77 

Over Exploited 

Banda-Khurd 

0831000503913900 

0.06 

0.00 

12,754.43 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Beel Khera 

0831000703938800 

0.08 

0.00 

945.36 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.025 

691.57 

Over Exploited 

Bhainroo Pura 

0831000503913700 

0.06 

0.08 

86.58 

0.09 

0.01 

0.10 

0.06 

0.87 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.124 

0.006 

0.118 

0.102 

86.68 

Semi Critical 

Biloda 

0831000503914500 

0.06 

0.52 

64.98 

0.62 

0.01 

0.63 

0.06 

0.87 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.669 

0.033 

0.635 

0.213 

33.51 

Safe 

Chainpurya 

0831000403884500 

0.06 

0.03 

1,214.11 

0.04 

0.01 

0.05 

0.02 

0.26 

- 

- 

- 

- 

0.018 

0.018 

0.018 

0.072 

0.004 

0.068 

0.029 

42.41 

Safe 

Chhatrapura 

0831000403888400 

0.06 

0.00 

44,529.43 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.000 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Daulatpura 

0831000503914200 

0.06 

0.13 

97.78 

0.16 

0.01 

0.17 

0.06 

0.84 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.211 

0.011 

0.200 

0.198 

98.57 

Critical 

Dilod 

0831000703938900 

0.08 

0.65 

34.74 

0.78 

0.07 

0.85 

0.05 

0.79 

- 

0.2000 

- 

- 

- 

0.200 

0.200 

1.047 

0.052 

0.995 

1.080 

108.55 

Over Exploited 

Durjanpura 

0831000503913500 

0.06 

0.09 

96.77 

0.11 

0.01 

0.12 

0.06 

0.87 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.147 

0.007 

0.140 

0.166 

118.43 

Over Exploited 

Geegcha 

0831000503913000 

0.06 

0.04 

394.20 

0.05 

- 

0.05 

0.02 

0.29 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.062 

0.003 

0.059 

0.068 

115.81 

Over Exploited 

Geegchi 

0831000503913100 

0.06 

0.15 

81.71 

0.18 

0.01 

0.19 

0.05 

0.78 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.214 

0.011 

0.203 

0.100 

49.20 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Kachhawan 

083100070393920C 

6.113 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.222 

1.60 

0.025 

0.12 

0.03 

0.00 

0.00 

0.00 

0.26 

0.37 

0.45 

0.011 

0.57 

0.39 


Kari Kheri 

0831000703938500 

3.035 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.044 

2.71 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Kishanpura 

0831000503911000 

13.848 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.373 

3.47 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.00 

0.001 

0.02 

0.02 


Koloo Khera 

0831000703939000 

5.286 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.139 

0.54 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.000 

0.02 

0.02 


Lakrai 

0831000503913400 

2.883 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.883 

2.06 

0.025 

0.03 

0.01 

0.00 

0.00 

0.00 

0.17 

0.23 

0.13 

0.006 

0.81 

0.58 


Laxmipura @ Patpadi 

0831000503913600 

11.343 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.202 

2.07 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.28 

0.39 

0.03 

0.010 

0.37 

0.27 


Mahodari 

0831000503912900 

31.716 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

20.872 

2.23 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

1.18 

1.59 

0.03 

0.041 

0.53 

0.40 


Mamli 

0831000503914400 

7.647 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

7.647 

2.02 

0.025 

0.10 

0.02 

0.00 

0.00 

0.00 

0.47 

0.67 

0.38 

0.015 

0.81 

0.57 


Moyda 

0831000503913200 

5.557 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.557 

1.78 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.28 

0.38 

0.13 

0.011 

0.81 

0.59 


Narsinghpura 

0831000703938600 

3.688 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.041 

2.60 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.23 

0.30 

0.15 

0.008 

0.67 

0.50 


Pachlawada 

0831000503914300 

4.826 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.826 

2.09 

0.025 

0.07 

0.02 

0.00 

0.00 

0.00 

0.30 

0.43 

0.26 

0.010 

0.81 

0.57 


Sangora 

0831000703938700 

3.865 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.629 

1.79 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.15 

0.20 

0.17 

0.007 

0.55 

0.41 


Shahpura 

0831000503912600 

12.310 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.598 

4.42 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.23 

0.00 

0.003 

0.11 

0.08 


Shekhapur 

0831000703939400 

5.232 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.521 

1.62 

0.025 

0.06 

0.01 

0.00 

0.00 

0.00 

0.11 

0.17 

0.22 

0.004 

0.24 

0.16 


Shripura 

0831000503912700 

16.745 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

7.660 

3.82 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.73 

0.97 

0.00 

0.015 

0.37 

0.28 


Simlod 

0831000503912800 

6.536 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.238 

2.96 

0.025 

0.13 

0.02 

0.00 

0.00 

0.00 

0.57 

0.76 

0.50 

0.012 

0.77 

0.58 


Soni 

0831000703938400 

3.166 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.018 

3.72 

0.025 

0.07 

0.01 

0.00 

0.00 

0.00 

0.25 

0.33 

0.27 

0.005 

0.52 

0.39 

08007063 

Alla Pura 

0831000703941900 

4.600 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.114 

1.58 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.04 

0.003 

0.20 

0.13 


Ameerpur Kheri 

0831000703943200 

1.756 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.281 

0.86 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.001 

0.13 

0.09 






Bethli 

Command 

Deccan Traps 

1.000 

0.86 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.04 

0.003 

0.48 

0.30 


Aminpur@Naya Gaon 

0831000703948700 

1.532 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.033 

0.58 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.01 


Asapura 

0831000703946700 

2.689 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.878 

1.89 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.14 

0.07 

0.005 

0.58 

0.38 


Bapcha 

0831000703947900 

6.776 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.776 

1.74 

0.020 

0.13 

0.03 

0.00 

0.00 

0.00 

0.34 

0.51 

0.49 

0.017 

0.84 

0.55 


Beedia Radi 

0831000703948800 

3.513 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.322 

0.56 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.001 

0.08 

0.05 


Bhatkhera@Faridpur 

0831000703952300 

2.614 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.836 

1.69 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.01 

0.002 

0.27 

0.18 


Bhilwara Neecha 

0831000703943100 

5.222 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.852 

0.80 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.03 

0.05 

0.11 

0.002 

0.14 

0.09 






Bethli 

Command 

Deccan Traps 

4.137 

0.80 

0.020 

0.14 

0.03 

0.00 

0.00 

0.00 

0.18 

0.28 

0.53 

0.011 

0.67 

0.43 


Bhilwara Uncha 

0831000703942900 

2.886 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.197 

1.16 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.04 

0.001 

0.06 

0.04 






Bethli 

Command 

Deccan Traps 

2.689 

1.16 

0.020 

0.14 

0.03 

0.00 

0.00 

0.00 

0.17 

0.27 

0.54 

0.007 

0.78 

0.50 


Bhilwari 

0831000703942800 

2.697 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.920 

1.47 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.05 

0.002 

0.29 

0.18 






Bethli 

Command 

Deccan Traps 

1.777 

1.47 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.07 

0.11 

0.12 

0.005 

0.55 

0.36 


Bhoolon 

0831000703946400 

1.932 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.060 

1.89 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.03 

0.02 






Bethli 

Command 

Deccan Traps 

1.872 

1.89 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.14 

0.22 

0.31 

0.005 

0.81 

0.53 


Bhuwa Kheri 

0831000703943000 

2.355 

Fresh 

Bethli 

Command 

Deccan Traps 

2.355 

1.29 

0.020 

0.09 

0.02 

0.00 

0.00 

0.00 

0.13 

0.21 

0.37 

0.006 

0.84 

0.54 


Bor Kheri 

0831000703947800 

2.891 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.891 

1.86 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.18 

0.02 

0.007 

0.84 

0.55 


Chachora 

0831000703945800 

5.970 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.048 

0.89 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.00 


Chhatar Pura 

0831000703941800 

5.667 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.506 

1.51 

0.020 

0.02 

0.01 

0.00 

0.00 

0.00 

0.09 

0.13 

0.08 

0.006 

0.37 

0.24 






Bethli 

Command 

Deccan Traps 

0.133 

1.51 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.000 

0.02 

0.01 


Gehoon Kheri 

0831000703942600 

1.266 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.318 

1.54 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.12 

0.001 

0.21 

0.14 






Bethli 

Command 

Deccan Traps 

0.948 

1.54 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.11 

0.17 

0.36 

0.002 

0.63 

0.41 


Ghatta 

0831000703946100 

2.964 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.880 

0.54 

0.020 

0.02 

0.01 

0.00 

0.00 

0.00 

0.02 

0.03 

0.09 

0.002 

0.25 

0.16 






Bethli 

Command 

Deccan Traps 

0.319 

0.54 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.03 

0.001 

0.09 

0.06 


Ghatti 

0831000703946200 

2.068 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.296 

0.96 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.001 

0.12 

0.08 






Bethli 

Command 

Deccan Traps 

1.133 

0.96 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.04 

0.06 

0.13 

0.003 

0.46 

0.30 


Godiya Charan 

0831000703941600 

9.239 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.187 

1.54 

0.020 

0.02 

0.01 

0.00 

0.00 

0.00 

0.08 

0.12 

0.08 

0.006 

0.20 

0.13 







Non-command 

Bhander Sandstone 

0.116 

1.54 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.000 

0.01 

0.01 






Bethli 

Command 

Deccan Traps 

4.614 

1.54 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.18 

0.28 

0.17 

0.012 

0.42 

0.27 







Command 

Bhander Sandstone 

1.723 

1.54 

0.025 

0.03 

0.01 

0.00 

0.00 

0.00 

0.09 

0.13 

0.11 

0.004 

0.16 

0.10 


Gogatori 

0831000703941300 

7.805 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.044 

2.62 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Bhander Sandstone 

4.703 

2.62 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.49 

0.00 

0.012 

0.51 

0.32 


Googor 

0831000703941000 

8.790 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.015 

2.85 

0.025 

0.17 

0.04 

0.00 

0.00 

0.00 

0.42 

0.65 

0.67 

0.010 

0.38 

0.25 


Gopal Para 

0831000703948600 

4.365 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.189 

0.84 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.04 

0.02 


Hanwat Kherapar 

0831000703947700 

1.543 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.301 

1.74 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.001 

0.16 

0.11 


Ibrahimpur Kadeem 

0831000703941500 

3.896 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.009 

2.01 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Bethli 

Command 

Deccan Traps 

2.241 

2.01 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.14 

0.01 

0.006 

0.48 

0.31 







Command 

Bhander Sandstone 

1.634 

2.01 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.13 

0.00 

0.004 

0.35 

0.22 


Janchrora 

0831000703941400 

6.447 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.928 

2.40 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.07 

0.01 

0.002 

0.12 

0.08 







Non-command 

Bhander Sandstone 

3.787 

2.40 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.37 

0.02 

0.010 

0.49 

0.31 






Bethli 

Command 

Deccan Traps 

0.375 

2.40 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.001 

0.05 

0.03 







Command 

Bhander Sandstone 

1.178 

2.40 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.11 

0.01 

0.003 

0.15 

0.10 


Jepla 

0831000703942500 

8.420 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.376 

1.75 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.20 

0.31 

0.33 

0.009 

0.34 

0.22 






Bethli 

Command 

Deccan Traps 

5.042 

1.75 

0.020 

0.13 

0.02 

0.00 

0.00 

0.00 

0.29 

0.44 

0.50 

0.013 

0.50 

0.33 


Kadaiya Chhatri 

0831000703943300 

4.090 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.937 

1.45 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.11 

0.17 

0.22 

0.005 

0.40 

0.25 






Bethli 

Command 

Deccan Traps 

1.743 

1.45 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.14 

0.20 

0.005 

0.36 

0.23 


Kadaiya Chor 

0831000703952000 

3.311 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.535 

1.55 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.001 

0.14 

0.09 






Bethli 

Command 

Deccan Traps 

0.328 

1.55 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.001 

0.08 

0.05 


Kadar Pura 

0831000703946000 

1.041 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.558 

0.57 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.05 

0.001 

0.45 

0.29 






Bethli 

Command 

Deccan Traps 

0.484 

0.57 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.001 

0.39 

0.25 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Kachhawan 

0831000703939200 

0.08 

0.19 

94.56 

0.23 

0.03 

0.26 

0.04 

0.61 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.341 

0.017 

0.324 

0.462 

142.54 

Over Exploited 

Kari Kheri 

0831000703938500 

0.08 

0.00 

9,278.15 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kishanpura 

0831000503911000 

0.06 

0.00 

8,675.52 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Koloo Khera 

0831000703939000 

0.08 

0.00 

6,818.92 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.024 

9,014.25 

Over Exploited 

Lakrai 

0831000503913400 

0.06 

0.14 

67.76 

0.17 

0.01 

0.18 

0.06 

0.87 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.198 

0.010 

0.188 

0.132 

70.13 

Semi Critical 

Laxmipura @ Patpadi 

0831000503913600 

0.06 

0.11 

236.82 

0.14 

- 

0.14 

0.03 

0.39 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.147 

0.007 

0.140 

0.043 

30.90 

Safe 

Mahodari 

0831000503912900 

0.06 

0.66 

138.55 

0.80 

- 

0.80 

0.04 

0.57 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.808 

0.040 

0.767 

0.071 

9.28 

Safe 

Mamli 

0831000503914400 

0.06 

0.37 

78.30 

0.45 

0.02 

0.47 

0.06 

0.87 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.539 

0.027 

0.512 

0.396 

77.41 

Semi Critical 

Moyda 

0831000503913200 

0.06 

0.27 

40.58 

0.33 

0.01 

0.34 

0.06 

0.87 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.355 

0.018 

0.337 

0.137 

40.61 

Safe 

Narsinghpura 

0831000703938600 

0.08 

0.16 

86.11 

0.20 

0.01 

0.21 

0.05 

0.72 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.235 

0.012 

0.223 

0.157 

70.21 

Semi Critical 

Pachlawada 

0831000503914300 

0.06 

0.23 

83.79 

0.28 

0.02 

0.30 

0.06 

0.86 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.350 

0.017 

0.332 

0.268 

80.47 

Semi Critical 

Sangora 

0831000703938700 

0.08 

0.12 

70.59 

0.14 

0.01 

0.15 

0.04 

0.59 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.179 

0.009 

0.170 

0.177 

103.84 

Over Exploited 

Shahpura 

0831000503912600 

0.06 

0.01 

2,210.64 

0.01 

- 

0.01 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.011 

0.003 

27.45 

Safe 

Shekhapur 

0831000703939400 

0.08 

0.03 

462.60 

0.04 

0.01 

0.05 

0.02 

0.26 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.085 

0.004 

0.081 

0.227 

280.11 

Over Exploited 

Shripura 

0831000503912700 

0.06 

0.17 

469.30 

0.20 

- 

0.20 

0.03 

0.40 

- 

- 

- 

- 

- 

- 

- 

0.204 

0.010 

0.194 

0.015 

7.80 

Safe 

Simlod 

0831000503912800 

0.06 

0.29 

162.60 

0.35 

0.02 

0.37 

0.06 

0.83 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.457 

0.023 

0.434 

0.516 

118.95 

Over Exploited 

Soni 

0831000703938400 

0.08 

0.08 

292.26 

0.10 

0.01 

0.11 

0.04 

0.56 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.160 

0.008 

0.152 

0.279 

183.51 

Over Exploited 

Alla Pura 

0831000703941900 

0.07 

0.02 

337.76 

0.02 

- 

0.02 

0.01 

0.22 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.029 

0.001 

0.028 

0.039 

141.26 

Over Exploited 

Ameerpur Kheri 

0831000703943200 

0.07 

0.00 

186.70 

0.00 

- 

0.00 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.008 

255.65 

Over Exploited 



0.07 

0.03 

27.66 

0.04 

- 

0.04 

0.03 

0.51 

- 

0.0100 

0.0242 

0.0292 

- 

0.063 

0.063 

0.104 

0.005 

0.098 

0.039 

39.19 

Safe 

Aminpur@Naya Gaon 

0831000703948700 

0.07 

0.00 

1,303.68 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Asapura 

0831000703946700 

0.07 

0.08 

80.51 

0.09 

- 

0.09 

0.04 

0.63 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.102 

0.005 

0.097 

0.077 

79.25 

Semi Critical 

Bapcha 

0831000703947900 

0.07 

0.40 

27.90 

0.48 

0.03 

0.51 

0.06 

0.90 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.596 

0.030 

0.566 

0.507 

89.70 

Semi Critical 

Beedia Radi 

0831000703948800 

0.07 

0.00 

221.71 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.015 

747.44 

Over Exploited 

Bhatkhera@Faridpur 

0831000703952300 

0.07 

0.02 

170.96 

0.02 

- 

0.02 

0.02 

0.29 

- 

- 

- 

- 

- 

- 

- 

0.019 

0.001 

0.018 

0.009 

51.47 

Safe 

Bhilwara Neecha 

0831000703943100 

0.07 

0.01 

545.34 

0.01 

0.01 

0.02 

0.01 

0.15 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.040 

0.002 

0.038 

0.115 

304.54 

Over Exploited 



0.07 

0.19 

43.07 

0.23 

0.03 

0.26 

0.05 

0.71 

- 

0.1000 

0.1003 

0.1207 

- 

0.321 

0.321 

0.582 

0.029 

0.553 

0.542 

97.90 

Critical 

Bhilwara Uncha 

0831000703942900 

0.07 

0.00 

2,772.54 

0.00 

- 

0.00 

0.00 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.040 

379.72 

Over Exploited 



0.07 

0.15 

82.64 

0.18 

0.03 

0.21 

0.06 

0.84 

- 

0.1000 

0.0652 

0.0784 

- 

0.244 

0.244 

0.450 

0.023 

0.428 

0.542 

126.66 

Over Exploited 

Bhilwari 

0831000703942800 

0.07 

0.02 

211.26 

0.02 

- 

0.02 

0.02 

0.31 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.032 

0.002 

0.031 

0.055 

181.42 

Over Exploited 



0.07 

0.07 

62.47 

0.08 

0.01 

0.09 

0.04 

0.59 

- 

0.0200 

0.0431 

0.0518 

- 

0.115 

0.115 

0.207 

0.010 

0.197 

0.120 

60.67 

Safe 

Bhoolon 

0831000703946400 

0.07 

0.00 

3,097.31 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

5,733.49 

Over Exploited 



0.07 

0.11 

102.73 

0.13 

0.01 

0.14 

0.06 

0.87 

- 

0.0300 

0.0302 

0.0364 

- 

0.097 

0.097 

0.234 

0.012 

0.223 

0.315 

141.39 

Over Exploited 

Bhuwa Kheri 

0831000703943000 

0.07 

0.14 

48.10 

0.17 

0.02 

0.19 

0.06 

0.90 

- 

0.0700 

0.0571 

0.0687 

- 

0.196 

0.196 

0.382 

0.019 

0.363 

0.371 

102.22 

Over Exploited 

Bor Kheri 

0831000703947800 

0.07 

0.17 

4.97 

0.18 

- 

0.18 

0.06 

0.90 

- 

- 

- 

- 

- 

- 

- 

0.178 

0.009 

0.169 

0.024 

14.51 

Safe 

Chachora 

0831000703945800 

0.07 

0.00 

5,701.68 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

27,884.89 

Over Exploited 

Chhatar Pura 

0831000703941800 

0.07 

0.06 

102.64 

0.08 

0.01 

0.09 

0.03 

0.40 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.108 

0.005 

0.103 

0.088 

86.24 

Semi Critical 



0.07 

0.00 

3,275.27 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0032 

0.0039 

- 

0.007 

0.007 

0.007 

0.000 

0.007 

0.007 

105.60 

Over Exploited 

Gehoon Kheri 

0831000703942600 

0.07 

0.00 

1,211.34 

0.01 

- 

0.01 

0.02 

0.23 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.026 

0.001 

0.024 

0.121 

495.91 

Over Exploited 



0.07 

0.04 

306.04 

0.05 

0.01 

0.06 

0.05 

0.67 

- 

0.0700 

0.0191 

0.0184 

- 

0.108 

0.108 

0.168 

0.008 

0.159 

0.357 

224.41 

Over Exploited 

Ghatta 

0831000703946100 

0.07 

0.02 

99.02 

0.02 

0.01 

0.03 

0.02 

0.27 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.048 

0.002 

0.046 

0.091 

198.30 

Over Exploited 



0.07 

0.00 

943.71 

0.00 

- 

0.00 

0.01 

0.10 

- 

0.0100 

0.0077 

0.0093 

- 

0.027 

0.027 

0.029 

0.001 

0.028 

0.030 

106.69 

Over Exploited 

Ghatti 

0831000703946200 

0.07 

0.00 

875.48 

0.00 

- 

0.00 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.040 

1,400.24 

Over Exploited 



0.07 

0.04 

77.65 

0.04 

0.01 

0.05 

0.03 

0.49 

- 

0.0200 

0.0229 

0.0220 

- 

0.065 

0.065 

0.119 

0.006 

0.113 

0.137 

121.46 

Over Exploited 

Godiya Charan 

0831000703941600 

0.07 

0.03 

297.12 

0.04 

0.01 

0.05 

0.01 

0.21 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.067 

0.003 

0.063 

0.088 

138.67 

Over Exploited 



0.08 

0.00 

7,089.99 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

11,081.17 

Over Exploited 



0.07 

0.14 

109.87 

0.16 

0.01 

0.17 

0.03 

0.45 

- 

0.0300 

0.1118 

0.1346 

- 

0.276 

0.276 

0.449 

0.022 

0.427 

0.182 

42.65 

Safe 



0.08 

0.02 

524.05 

0.03 

0.01 

0.04 

0.01 

0.17 

- 

0.0200 

0.0417 

0.0503 

- 

0.112 

0.112 

0.148 

0.007 

0.141 

0.114 

81.45 

Semi Critical 

Gogatori 

0831000703941300 

0.07 

0.00 

24,215.28 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.19 

154.46 

0.23 

- 

0.23 

0.04 

0.54 

- 

- 

- 

- 

- 

- 

- 

0.229 

0.011 

0.217 

0.012 

5.58 

Safe 

Googor 

0831000703941000 

0.08 

0.12 

428.29 

0.15 

0.04 

0.19 

0.03 

0.41 

- 

0.1300 

- 

- 

- 

0.130 

0.130 

0.318 

0.016 

0.302 

0.677 

224.17 

Over Exploited 

Gopal Para 

0831000703948600 

0.07 

0.00 

912.98 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.007 

1,358.12 

Over Exploited 

Hanwat Kherapar 

0831000703947700 

0.07 

0.00 

799.45 

0.00 

- 

0.00 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.025 

634.70 

Over Exploited 

Ibrahimpur Kadeem 

0831000703941500 

0.08 

0.00 

44,837.84 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.08 

86.87 

0.09 

- 

0.09 

0.04 

0.52 

- 

- 

0.0543 

0.0654 

- 

0.120 

0.120 

0.211 

0.011 

0.200 

0.013 

6.39 

Safe 



0.08 

0.05 

180.16 

0.06 

- 

0.06 

0.03 

0.38 

- 

- 

0.0396 

0.0477 

- 

0.087 

0.087 

0.143 

0.007 

0.136 

0.004 

3.11 

Safe 

Janchrora 

0831000703941400 

0.07 

0.01 

789.37 

0.01 

- 

0.01 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.009 

0.009 

104.86 

Over Exploited 



0.08 

0.15 

148.41 

0.18 

- 

0.18 

0.04 

0.53 

- 

- 

- 

- 

- 

- 

- 

0.180 

0.009 

0.171 

0.034 

19.80 

Safe 



0.07 

0.00 

2,093.24 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

0.0091 

0.0109 

- 

0.020 

0.020 

0.022 

0.001 

0.020 

0.001 

4.73 

Safe 



0.08 

0.01 

664.56 

0.02 

- 

0.02 

0.01 

0.16 

- 

- 

0.0286 

0.0344 

- 

0.063 

0.063 

0.080 

0.004 

0.076 

0.015 

19.72 

Safe 

Jepla 

0831000703942500 

0.07 

0.08 

284.98 

0.10 

0.01 

0.11 

0.02 

0.36 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.165 

0.008 

0.157 

0.338 

214.91 

Over Exploited 



0.07 

0.18 

149.54 

0.21 

0.02 

0.23 

0.04 

0.54 

- 

0.0900 

0.1018 

0.0981 

- 

0.290 

0.290 

0.523 

0.026 

0.497 

0.508 

102.31 

Over Exploited 

Kadaiya Chhatri 

0831000703943300 

0.07 

0.05 

210.94 

0.06 

0.01 

0.07 

0.03 

0.43 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.115 

0.006 

0.109 

0.224 

205.26 

Over Exploited 



0.07 

0.04 

227.29 

0.05 

0.01 

0.06 

0.03 

0.38 

- 

0.0400 

0.0422 

0.0509 

- 

0.133 

0.133 

0.196 

0.010 

0.186 

0.202 

108.42 

Over Exploited 

Kadaiya Chor 

0831000703952000 

0.07 

0.01 

395.64 

0.01 

- 

0.01 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.011 

197.14 

Over Exploited 



0.07 

0.00 

710.04 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

0.0066 

0.0064 

- 

0.013 

0.013 

0.015 

0.001 

0.015 

0.011 

74.71 

Semi Critical 

Kadar Pura 

0831000703946000 

0.07 

0.02 

46.27 

0.02 

- 

0.02 

0.03 

0.48 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.031 

0.002 

0.030 

0.047 

160.65 

Over Exploited 



0.07 

0.01 

84.34 

0.02 

- 

0.02 

0.03 

0.42 

- 

0.0100 

0.0117 

0.0141 

- 

0.036 

0.036 

0.052 

0.003 

0.049 

0.047 

96.23 

Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Kakarwa 

083100070394340C 

2.754 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.402 

2.53 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.02 

0.001 

0.12 

0.08 


Kamal Pura 

0831000703946300 

2.046 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.604 

1.25 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.09 

0.14 

0.24 

0.004 

0.66 

0.43 






Bethli 

Command 

Deccan Traps 

0.441 

1.25 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.06 

0.001 

0.18 

0.12 


Khana Kheri 

0831000703942400 

5.166 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.249 

1.83 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.17 

0.12 

0.006 

0.36 

0.24 


Kheri 

0831000703939500 

7.005 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.913 

2.02 

0.025 

0.09 

0.02 

0.00 

0.00 

0.00 

0.32 

0.48 

0.34 

0.013 

0.59 

0.39 


Kherli 

0831000703939600 

7.213 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.153 

2.19 

0.025 

0.07 

0.02 

0.00 

0.00 

0.00 

0.39 

0.60 

0.25 

0.016 

0.71 

0.46 


Kishorpura 

0831000703941100 

2.091 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.054 

2.74 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.000 

0.02 

0.01 


Kotrapar 

0831000703942000 

11.693 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.215 

1.66 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.19 

0.08 

0.008 

0.23 

0.15 


Kunda Allapura 

0831000703948400 

1.685 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.603 

1.38 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.07 

0.00 

0.004 

0.80 

0.52 


Mahuwa Khera 

0831000703951700 

2.795 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.205 

1.28 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.06 

0.04 


Manak Chowk 

0831000703948100 

3.366 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.892 

1.96 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.22 

0.11 

0.007 

0.72 

0.47 






Bethli 

Command 

Deccan Traps 

0.474 

1.96 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.001 

0.12 

0.08 


Manpura 

0831000703948300 

2.380 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.041 

1.69 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.04 

0.003 

0.37 

0.24 






Bethli 

Command 

Deccan Traps 

1.339 

1.69 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.05 

0.003 

0.47 

0.31 


Mawasa Vyas 

0831000703947600 

2.221 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.479 

1.72 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.18 

0.12 


Mohammadpura 

0831000703948000 

2.577 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.577 

1.97 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.15 

0.23 

0.23 

0.007 

0.84 

0.55 


Morkheri 

0831000703946600 

1.514 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.514 

1.98 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.12 

0.09 

0.004 

0.84 

0.55 


Mukand Kheri 

0831000703953100 

4.500 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.401 

0.94 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.03 

0.001 

0.07 

0.05 


Niyamatpur 

0831000703948200 

1.874 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.333 

1.86 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.12 

0.16 

0.003 

0.60 

0.39 






Bethli 

Command 

Deccan Traps 

0.541 

1.86 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.07 

0.001 

0.24 

0.16 


Nizam Kheri 

0831000703946900 

0.789 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.002 

1.81 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Peepal Kheri 

0831000703952100 

4.431 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.823 

1.54 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.13 

0.01 

0.007 

0.53 

0.35 


Rahron 

0831000703952200 

2.055 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.284 

1.49 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.01 

0.003 

0.52 

0.35 


Reechhri Jageer 

0831000703943500 

2.887 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.335 

2.32 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.001 

0.10 

0.06 


Rooparel 

0831000703946500 

2.408 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.512 

1.98 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.08 

0.001 

0.18 

0.12 






Bethli 

Command 

Deccan Traps 

1.896 

1.98 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.14 

0.21 

0.28 

0.005 

0.66 

0.43 


Sevan Kheri 

0831000703946800 

2.904 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.613 

1.80 

0.020 

0.06 

0.02 

0.00 

0.00 

0.00 

0.10 

0.15 

0.25 

0.004 

0.46 

0.31 


Shekhapur 

0831000703939400 

5.232 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.081 

1.62 

0.025 

0.08 

0.02 

0.00 

0.00 

0.00 

0.14 

0.21 

0.31 

0.005 

0.33 

0.22 


Subhanpur Kadees 

0831000703942700 

1.745 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.745 

1.79 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.14 

0.15 

0.005 

0.84 

0.54 


Turki Para 

0831000703948500 

2.024 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.452 

1.02 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.05 

0.001 

0.19 

0.12 


Uchawad 

0831000703941700 

13.380 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.014 

1.68 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Bethli 

Command 

Bhander Sandstone 

1.286 

1.68 

0.025 

0.02 

0.01 

0.00 

0.00 

0.00 

0.06 

0.10 

0.08 

0.003 

0.08 

0.05 


Udpuriya 

0831000703945900 

2.802 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.400 

0.71 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.12 

0.08 

08007064 

Akodiya 

0831000703947400 

5.758 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.758 

1.78 

0.020 

0.02 

0.01 

0.00 

0.00 

0.00 

0.22 

0.32 

0.08 

0.015 

0.83 

0.56 


Alla Pura 

0831000703941900 

4.600 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.486 

1.58 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.14 

0.21 

0.14 

0.009 

0.63 

0.41 


Amanpura 

0831000703947200 

1.255 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.255 

1.74 

0.020 

0.02 

0.01 

0.00 

0.00 

0.00 

0.05 

0.08 

0.08 

0.003 

0.83 

0.56 


Aranyapar 

0831000703947300 

3.300 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.300 

1.73 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.19 

0.02 

0.009 

0.83 

0.56 


Asapura 

0831000703946700 

2.689 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.812 

1.89 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.02 

0.002 

0.25 

0.17 


Badanwas 

0831000703942200 

2.426 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.426 

1.71 

0.020 

0.02 

0.01 

0.00 

0.00 

0.00 

0.09 

0.14 

0.08 

0.006 

0.83 

0.55 


Batawadapar 

0831000703956300 

7.787 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.881 

0.90 

0.020 

0.15 

0.04 

0.00 

0.00 

0.00 

0.23 

0.34 

0.59 

0.018 

0.73 

0.50 


Bhatkhera@Faridpur 

0831000703952300 

2.614 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.728 

1.69 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.10 

0.03 

0.004 

0.55 

0.37 


Bhojpur 

0831000703942300 

3.362 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.362 

1.77 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.18 

0.27 

0.26 

0.009 

0.83 

0.55 


Bishan Kherapar 

0831000703947100 

2.309 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.309 

1.74 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.10 

0.15 

0.11 

0.006 

0.83 

0.55 


Chhatar Pura 

0831000703941800 

5.667 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.010 

1.51 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.11 

0.17 

0.10 

0.008 

0.45 

0.29 







Non-command 

Bhander Sandstone 

0.018 

1.51 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chowki 

0831000703952500 

4.310 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.310 

1.81 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.21 

0.31 

0.24 

0.011 

0.83 

0.56 


Dholara 

0831000703942100 

6.207 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.207 

1.70 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.23 

0.35 

0.04 

0.016 

0.83 

0.55 


Faizpura 

0831000703957100 

4.618 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.179 

1.43 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.03 

0.02 


Godiya Charan 

0831000703941600 

9.239 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.534 

1.54 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.001 

0.05 

0.03 







Non-command 

Bhander Sandstone 

0.047 

1.54 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Bethli 

Command 

Bhander Sandstone 

0.018 

1.54 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Godiya Mehar 

0831000703952700 

13.228 

Fresh 

Non-command 

Non-command 

Deccan Traps 

10.488 

1.23 

0.020 

0.14 

0.03 

0.00 

0.00 

0.00 

0.37 

0.54 

0.54 

0.027 

0.66 

0.45 


Hanwat Kherapar 

0831000703947700 

1.543 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.242 

1.74 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.06 

0.09 

0.12 

0.003 

0.67 

0.45 


Ibrahimpur Kadeem 

0831000703941500 

3.896 

Fresh 

Bethli 

Command 

Bhander Sandstone 

0.013 

2.01 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jepla 

0831000703942500 

8.420 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.001 

1.75 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kadaiya Flat 

0831000703952800 

6.393 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.361 

0.88 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.08 

0.14 

0.004 

0.18 

0.12 


Karadiyapar 

0831000703947000 

3.065 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.065 

1.73 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.13 

0.19 

0.12 

0.008 

0.83 

0.55 


Khana Kheri 

0831000703942400 

5.166 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.917 

1.83 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.14 

0.21 

0.15 

0.008 

0.47 

0.31 


Khurai 

0831000703956400 

10.296 

Fresh 

Non-command 

Non-command 

Deccan Traps 

8.065 

0.94 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.20 

0.29 

0.22 

0.021 

0.65 

0.45 


Kotrapar 

0831000703942000 

11.693 

Fresh 

Non-command 

Non-command 

Deccan Traps 

8.477 

1.66 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.33 

0.51 

0.21 

0.022 

0.61 

0.40 


Mawasa Vyas 

0831000703947600 

2.221 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.743 

1.72 

0.020 

0.02 

0.01 

0.00 

0.00 

0.00 

0.07 

0.11 

0.08 

0.005 

0.65 

0.44 


Motipura@Shakoorpura 

0831000703952400 

6.546 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.588 

1.74 

0.020 

0.06 

0.02 

0.00 

0.00 

0.00 

0.23 

0.35 

0.24 

0.014 

0.71 

0.48 


Nizam Kheri 

0831000703946900 

0.789 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.786 

1.81 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.09 

0.13 

0.28 

0.002 

0.83 

0.55 


Rahron 

0831000703952200 

2.055 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.014 

1.49 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 


Sevan Kheri 

0831000703946800 

2.904 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.290 

1.80 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.13 

0.20 

0.003 

0.37 

0.25 


Teetar Kheri 

0831000703947500 

0.878 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.878 

1.75 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.08 

0.12 

0.23 

0.002 

0.83 

0.56 


Theemarpura@Gafoorpura 

0831000703952600 

6.775 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.775 

1.82 

0.020 

0.07 

0.02 

0.00 

0.00 

0.00 

0.30 

0.44 

0.27 

0.017 

0.83 

0.56 


Uchawad 

0831000703941700 

13.380 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.728 

1.68 

0.020 

0.02 

0.01 

0.00 

0.00 

0.00 

0.07 

0.10 

0.08 

0.004 

0.11 

0.07 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Kakarwa 

0831000703943400 

0.07 

0.00 

1,287.99 

0.00 

- 

0.00 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.025 

633.80 

Over Exploited 

Kamal Pura 

0831000703946300 

0.07 

0.07 

87.70 

0.09 

0.01 

0.10 

0.05 

0.71 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.129 

0.006 

0.122 

0.239 

195.54 

Over Exploited 



0.07 

0.01 

753.89 

0.01 

- 

0.01 

0.01 

0.19 

- 

0.0100 

0.0089 

0.0086 

- 

0.028 

0.028 

0.034 

0.002 

0.033 

0.061 

188.08 

Over Exploited 

Khana Kheri 

0831000703942400 

0.07 

0.06 

199.51 

0.07 

- 

0.07 

0.03 

0.39 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.089 

0.004 

0.084 

0.124 

146.71 

Over Exploited 

Kheri 

0831000703939500 

0.08 

0.23 

108.89 

0.28 

0.02 

0.30 

0.04 

0.63 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.356 

0.018 

0.338 

0.354 

104.55 

Over Exploited 

Kherli 

0831000703939600 

0.08 

0.35 

69.39 

0.42 

0.02 

0.44 

0.05 

0.77 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.492 

0.025 

0.468 

0.268 

57.28 

Safe 

Kishorpura 

0831000703941100 

0.08 

0.00 

6,112.70 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kotrapar 

0831000703942000 

0.07 

0.05 

274.94 

0.06 

- 

0.06 

0.02 

0.25 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.072 

0.004 

0.069 

0.083 

121.58 

Over Exploited 

Kunda Allapura 

0831000703948400 

0.07 

0.09 

(24.81) 

0.07 

- 

0.07 

0.06 

0.86 

- 

- 

- 

- 

- 

- 

- 

0.072 

0.004 

0.068 

0.004 

6.08 

Safe 

Mahuwa Khera 

0831000703951700 

0.07 

0.00 

809.56 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

52.71 

Safe 

Manak Chowk 

0831000703948100 

0.07 

0.15 

50.04 

0.17 

- 

0.17 

0.05 

0.77 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.185 

0.009 

0.176 

0.115 

65.76 

Safe 



0.07 

0.00 

1,013.73 

0.00 

- 

0.00 

0.01 

0.13 

- 

- 

0.0096 

0.0092 

- 

0.019 

0.019 

0.023 

0.001 

0.022 

0.023 

104.04 

Over Exploited 

Manpura 

0831000703948300 

0.07 

0.03 

158.65 

0.03 

- 

0.03 

0.03 

0.39 

- 

- 

- 

- 

- 

- 

- 

0.032 

0.002 

0.030 

0.039 

127.03 

Over Exploited 



0.07 

0.04 

91.01 

0.05 

- 

0.05 

0.03 

0.51 

- 

0.0100 

0.0271 

0.0261 

- 

0.063 

0.063 

0.116 

0.006 

0.110 

0.053 

48.43 

Safe 

Mawasa Vyas 

0831000703947600 

0.07 

0.01 

310.51 

0.01 

- 

0.01 

0.01 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.015 

222.12 

Over Exploited 

Mohammadpura 

0831000703948000 

0.07 

0.15 

53.19 

0.18 

0.01 

0.19 

0.06 

0.90 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.221 

0.011 

0.210 

0.235 

111.64 

Over Exploited 

Morkheri 

0831000703946600 

0.07 

0.09 

37.87 

0.11 

- 

0.11 

0.06 

0.90 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.117 

0.006 

0.111 

0.095 

85.73 

Semi Critical 

Mukand Kheri 

0831000703953100 

0.07 

0.00 

1,154.55 

0.00 

- 

0.00 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.033 

278.06 

Over Exploited 

Niyamatpur 

0831000703948200 

0.07 

0.06 

117.55 

0.07 

0.01 

0.08 

0.04 

0.64 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.097 

0.005 

0.092 

0.164 

179.02 

Over Exploited 



0.07 

0.01 

565.14 

0.01 

- 

0.01 

0.02 

0.26 

- 

0.0100 

0.0109 

0.0105 

- 

0.032 

0.032 

0.043 

0.002 

0.040 

0.066 

164.43 

Over Exploited 

Nizam Kheri 

0831000703946900 

0.07 

0.00 

58,969.46 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Peepal Kheri 

0831000703952100 

0.07 

0.11 

24.58 

0.13 

- 

0.13 

0.04 

0.57 

- 

- 

- 

- 

- 

- 

- 

0.126 

0.006 

0.120 

0.014 

11.91 

Safe 

Rahron 

0831000703952200 

0.07 

0.05 

22.01 

0.06 

- 

0.06 

0.04 

0.56 

- 

- 

- 

- 

- 

- 

- 

0.056 

0.003 

0.053 

0.017 

32.45 

Safe 

Reechhri Jageer 

0831000703943500 

0.07 

0.00 

1,671.79 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.023 

873.18 

Over Exploited 

Rooparel 

0831000703946500 

0.07 

0.01 

870.22 

0.01 

- 

0.01 

0.01 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.076 

454.70 

Over Exploited 



0.07 

0.09 

137.19 

0.11 

0.01 

0.12 

0.05 

0.71 

- 

0.0300 

0.0383 

0.0369 

- 

0.105 

0.105 

0.220 

0.011 

0.209 

0.286 

136.52 

Over Exploited 

Sevan Kheri 

0831000703946800 

0.07 

0.05 

182.70 

0.06 

0.02 

0.08 

0.03 

0.50 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.133 

0.007 

0.126 

0.249 

197.40 

Over Exploited 

Shekhapur 

0831000703939400 

0.08 

0.06 

288.76 

0.07 

0.02 

0.09 

0.02 

0.35 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.146 

0.007 

0.139 

0.315 

227.34 

Over Exploited 

Subhanpur Kadees 

0831000703942700 

0.07 

0.10 

39.27 

0.12 

0.01 

0.13 

0.06 

0.90 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.163 

0.008 

0.155 

0.154 

99.16 

Critical 

Turki Para 

0831000703948500 

0.07 

0.01 

396.34 

0.01 

- 

0.01 

0.01 

0.20 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.051 

314.39 

Over Exploited 

Uchawad 

0831000703941700 

0.08 

0.00 

96,643.52 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.01 

1,087.98 

0.01 

0.01 

0.02 

0.01 

0.09 

- 

0.0200 

0.0312 

0.0375 

- 

0.089 

0.089 

0.109 

0.005 

0.103 

0.087 

84.61 

Semi Critical 

Udpuriya 

0831000703945900 

0.07 

0.00 

167.03 

0.00 

- 

0.00 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.018 

469.36 

Over Exploited 

Akodiya 

0831000703947400 

0.07 

0.34 

(4.51) 

0.32 

0.01 

0.33 

0.06 

0.89 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.350 

0.018 

0.333 

0.095 

28.53 

Safe 

Alla Pura 

0831000703941900 

0.07 

0.15 

38.52 

0.19 

0.01 

0.20 

0.05 

0.68 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.226 

0.011 

0.214 

0.150 

69.95 

Safe 

Amanpura 

0831000703947200 

0.07 

0.07 

9.98 

0.08 

0.01 

0.09 

0.06 

0.89 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.111 

0.006 

0.105 

0.085 

81.20 

Semi Critical 

Aranyapar 

0831000703947300 

0.07 

0.19 

(3.30) 

0.19 

- 

0.19 

0.06 

0.89 

- 

- 

- 

- 

- 

- 

- 

0.186 

0.009 

0.177 

0.033 

18.42 

Safe 

Asapura 

0831000703946700 

0.07 

0.01 

332.03 

0.02 

- 

0.02 

0.02 

0.27 

- 

- 

- 

- 

- 

- 

- 

0.017 

0.001 

0.016 

0.026 

159.51 

Over Exploited 

Badanwas 

0831000703942200 

0.07 

0.14 

(1.35) 

0.14 

0.01 

0.15 

0.06 

0.89 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.170 

0.008 

0.161 

0.088 

54.81 

Safe 

Batawadapar 

0831000703956300 

0.07 

0.35 

(3.74) 

0.34 

0.04 

0.38 

0.05 

0.79 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

0.489 

0.024 

0.465 

0.610 

131.18 

Over Exploited 

Bhatkhera@Faridpur 

0831000703952300 

0.07 

0.07 

53.42 

0.08 

- 

0.08 

0.04 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.090 

0.005 

0.086 

0.036 

42.64 

Safe 

Bhojpur 

0831000703942300 

0.07 

0.20 

38.01 

0.24 

0.01 

0.25 

0.06 

0.90 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.296 

0.015 

0.281 

0.268 

95.28 

Critical 

Bishan Kherapar 

0831000703947100 

0.07 

0.13 

12.16 

0.15 

0.01 

0.16 

0.06 

0.89 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.181 

0.009 

0.172 

0.114 

66.24 

Safe 

Chhatar Pura 

0831000703941800 

0.07 

0.09 

81.90 

0.11 

0.01 

0.12 

0.03 

0.48 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.143 

0.007 

0.135 

0.104 

76.63 

Semi Critical 



0.08 

0.00 

29,539.58 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chowki 

0831000703952500 

0.07 

0.25 

21.88 

0.30 

0.01 

0.31 

0.06 

0.89 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.351 

0.018 

0.334 

0.246 

73.80 

Semi Critical 

Dholara 

0831000703942100 

0.07 

0.36 

(3.83) 

0.35 

- 

0.35 

0.06 

0.89 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.358 

0.018 

0.340 

0.057 

16.76 

Safe 

Faizpura 

0831000703957100 

0.07 

0.00 

1,710.21 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

1,623.38 

Over Exploited 

Godiya Charan 

0831000703941600 

0.07 

0.00 

1,314.45 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.015 

742.50 

Over Exploited 



0.08 

0.00 

17,190.24 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

47,827.93 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0004 

0.0005 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Godiya Mehar 

0831000703952700 

0.07 

0.48 

11.81 

0.54 

0.03 

0.57 

0.05 

0.71 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.670 

0.033 

0.636 

0.569 

89.43 

Semi Critical 

Flanwat Kherapar 

0831000703947700 

0.07 

0.06 

62.63 

0.07 

0.01 

0.08 

0.05 

0.72 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.100 

0.005 

0.095 

0.119 

125.45 

Over Exploited 

Ibrahimpur Kadeem 

0831000703941500 

0.08 

0.00 

31,628.84 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Jepla 

0831000703942500 

0.07 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kadaiya Flat 

0831000703952800 

0.07 

0.02 

372.78 

0.02 

0.01 

0.03 

0.01 

0.19 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.060 

0.003 

0.057 

0.148 

257.70 

Over Exploited 

Karadiyapar 

0831000703947000 

0.07 

0.18 

6.05 

0.19 

0.01 

0.20 

0.06 

0.89 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.220 

0.011 

0.209 

0.125 

59.90 

Safe 

Khana Kheri 

0831000703942400 

0.07 

0.10 

116.89 

0.12 

0.01 

0.13 

0.03 

0.51 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.156 

0.008 

0.148 

0.155 

104.41 

Over Exploited 

Khurai 

0831000703956400 

0.07 

0.37 

(20.21) 

0.29 

0.01 

0.30 

0.05 

0.70 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.343 

0.017 

0.326 

0.237 

72.75 

Semi Critical 

Kotrapar 

0831000703942000 

0.07 

0.36 

41.10 

0.43 

0.01 

0.44 

0.04 

0.65 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.482 

0.024 

0.458 

0.233 

50.87 

Safe 

Mawasa Vyas 

0831000703947600 

0.07 

0.08 

31.59 

0.10 

0.01 

0.11 

0.05 

0.70 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.126 

0.006 

0.119 

0.089 

74.08 

Semi Critical 

Motipura@Shakoorpura 

0831000703952400 

0.07 

0.28 

25.15 

0.33 

0.02 

0.35 

0.05 

0.76 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.403 

0.020 

0.383 

0.254 

66.42 

Safe 

Nizam Kheri 

0831000703946900 

0.07 

0.05 

192.24 

0.06 

0.01 

0.07 

0.06 

0.89 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.115 

0.006 

0.109 

0.281 

257.18 

Over Exploited 

Rahron 

0831000703952200 

0.07 

0.00 

11,319.74 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sevan Kheri 

0831000703946800 

0.07 

0.03 

289.70 

0.04 

0.01 

0.05 

0.03 

0.40 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.090 

0.005 

0.086 

0.202 

236.08 

Over Exploited 

Teetar Kheri 

0831000703947500 

0.07 

0.05 

135.50 

0.06 

0.01 

0.07 

0.06 

0.89 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.111 

0.006 

0.106 

0.230 

217.58 

Over Exploited 

Theemarpura@Gafoorpura 

0831000703952600 

0.07 

0.39 

11.49 

0.44 

0.02 

0.46 

0.06 

0.89 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.509 

0.025 

0.483 

0.291 

60.31 

Safe 

Uchawad 

0831000703941700 

0.07 

0.01 

700.14 

0.02 

0.01 

0.03 

0.01 

0.12 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.046 

0.002 

0.043 

0.086 

199.14 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Bhander Sandstone 

9.008 

1.68 

0.025 

0.17 

0.04 

0.00 

0.00 

0.00 

0.51 

0.78 

0.67 

0.023 

0.56 

0.37 






Bethli 

Command 

Bhander Sandstone 

1.343 

1.68 

0.025 

0.03 

0.01 

0.00 

0.00 

0.00 

0.08 

0.12 

0.10 

0.003 

0.08 

0.05 

08007065 

Ahamadpura 

083100070395340C 

2.901 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.901 

1.31 

0.020 

0.07 

0.02 

0.00 

0.00 

0.00 

0.13 

0.19 

0.26 

0.007 

0.84 

0.56 


Bamla 

0831000703956800 

12.074 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.788 

1.99 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.28 

0.04 

0.012 

0.33 

0.23 


Batawadapar 

0831000703956300 

7.787 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.906 

0.90 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.07 

0.002 

0.10 

0.07 


Bhatkhera@Faridpur 

0831000703952300 

2.614 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.049 

1.69 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.01 


Bishankhera Chena 

0831000703953600 

5.924 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.940 

1.90 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.15 

0.15 

0.005 

0.27 

0.19 


Faizpura 

0831000703957100 

4.618 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.439 

1.43 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.18 

0.25 

0.22 

0.011 

0.80 

0.55 


Gangna Kheri 

0831000703953000 

1.582 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.582 

0.95 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.09 

0.14 

0.004 

0.83 

0.56 


Godiya Mehar 

0831000703952700 

13.228 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.740 

1.23 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.14 

0.14 

0.007 

0.17 

0.12 


Hasya Kheri 

0831000703953200 

3.110 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.110 

0.94 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.10 

0.04 

0.008 

0.83 

0.56 


Ibrahimpur Jadeed 

0831000703956000 

1.805 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.770 

1.62 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.10 

0.14 

0.20 

0.005 

0.82 

0.56 


Kadaiya Chor 

0831000703952000 

3.311 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.376 

1.55 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.14 

0.07 

0.006 

0.60 

0.40 






Bethli 

Command 

Deccan Traps 

0.072 

1.55 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.01 


Kadaiya Flat 

0831000703952800 

6.393 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.032 

0.88 

0.020 

0.14 

0.03 

0.00 

0.00 

0.00 

0.20 

0.29 

0.54 

0.013 

0.65 

0.44 


Khajoori 

0831000703951900 

4.312 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.523 

1.41 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.11 

0.12 

0.004 

0.30 

0.20 


Khalakpura 

0831000703951800 

3.223 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.059 

1.55 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.02 

0.003 

0.27 

0.18 


Kher Khera Bhoora 

0831000703952900 

5.119 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.119 

0.83 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.14 

0.20 

0.21 

0.013 

0.83 

0.56 


Khurai 

0831000703956400 

10.296 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.231 

0.94 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.06 

0.006 

0.18 

0.12 


Kotra Meghnath 

0831000703955800 

3.407 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.407 

1.16 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.16 

0.14 

0.009 

0.83 

0.57 


Kulinjara 

0831000703956500 

6.430 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.028 

1.74 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.24 

0.35 

0.16 

0.016 

0.78 

0.54 


Kunda Allapura 

0831000703948400 

1.685 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.082 

1.38 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.04 

0.03 


Madna Kheri 

0831000703955700 

4.618 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.098 

2.12 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.07 

0.10 

0.12 

0.003 

0.20 

0.14 


Mahuwa Khera 

0831000703951700 

2.795 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.356 

1.28 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.11 

0.07 


Moondiya Khera 

0831000703956100 

2.311 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.311 

0.71 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.05 

0.08 

0.10 

0.006 

0.83 

0.57 


Motipura@Shakoorpura 

0831000703952400 

6.546 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.958 

1.74 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.04 

0.002 

0.12 

0.08 


Mukand Kheri 

0831000703953100 

4.500 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.098 

0.94 

0.020 

0.07 

0.02 

0.00 

0.00 

0.00 

0.13 

0.19 

0.28 

0.011 

0.76 

0.51 


Nagda 

0831000703956600 

8.264 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.042 

2.19 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Peepal Kheri 

0831000703952100 

4.431 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.608 

1.54 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.01 

0.004 

0.30 

0.20 


Peepal Kheri Kulipata 

0831000703957000 

6.356 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.276 

1.92 

0.020 

0.10 

0.02 

0.00 

0.00 

0.00 

0.32 

0.46 

0.39 

0.016 

0.82 

0.57 


Peeploo Sarhad 

0831000703957200 

3.661 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.661 

1.58 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.15 

0.21 

0.14 

0.009 

0.83 

0.58 


Phaliya 

0831000703955900 

3.914 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.914 

0.63 

0.020 

0.15 

0.04 

0.00 

0.00 

0.00 

0.16 

0.23 

0.59 

0.010 

0.83 

0.57 


Rahron 

0831000703952200 

2.055 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.758 

1.49 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.002 

0.31 

0.21 


Rajpura 

0831000703956200 

4.142 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.142 

1.21 

0.020 

0.09 

0.02 

0.00 

0.00 

0.00 

0.17 

0.25 

0.35 

0.011 

0.83 

0.57 


Rasoolpura 

0831000703953300 

1.371 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.371 

1.28 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.04 

0.004 

0.84 

0.56 


Semal Kheri 

0831000703957300 

2.513 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.513 

1.81 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.17 

0.11 

0.006 

0.82 

0.58 


Telni 

0831000703956900 

4.697 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.697 

1.82 

0.020 

0.10 

0.02 

0.00 

0.00 

0.00 

0.25 

0.36 

0.40 

0.012 

0.83 

0.58 

08007066 

Ahmada 

0831000503910600 

5.737 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.737 

2.75 

0.025 

0.06 

0.01 

0.00 

0.00 

0.00 

0.44 

0.59 

0.22 

0.011 

0.77 

0.58 


Ahmadi 

0831000503910300 

7.960 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

7.960 

2.71 

0.025 

0.06 

0.01 

0.00 

0.00 

0.00 

0.59 

0.79 

0.22 

0.016 

0.75 

0.56 


Akera 

0831000303878700 

5.580 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.040 

3.17 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.10 

0.15 

0.003 

0.14 

0.11 







Non-command 

Bhander Sandstone 

0.155 

3.17 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.000 

0.02 

0.02 






Parwati Pickup Weir 

Command 

Older Alluvium 

1.161 

3.17 

0.015 

0.04 

0.01 

0.00 

0.06 

0.00 

0.02 

0.03 

0.17 

0.003 

0.16 

0.13 







Command 

Bhander Sandstone 

0.147 

3.17 

0.030 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.01 

0.02 

0.000 

0.02 

0.02 


Akodiya 

0831000503907800 

6.037 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.871 

4.22 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.12 

0.00 

0.002 

0.11 

0.08 






Bilas 

Command 

Bhander Sandstone 

5.166 

4.22 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.59 

0.78 

0.19 

0.010 

0.63 

0.47 


Amlawada 

0831000503905400 

2.430 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.846 

4.09 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.14 

0.06 

0.002 

0.25 

0.19 






Bilas 

Command 

Bhander Sandstone 

1.584 

4.09 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.19 

0.26 

0.16 

0.003 

0.48 

0.36 


Amli 

0831000403882500 

1.837 

Fresh 

Non-command 

Non-command 

Limestone 

0.778 

1.49 

0.025 

0.05 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.20 

0.002 

0.33 

0.25 







Non-command 

Bhander Sandstone 

1.059 

1.49 

0.025 

0.06 

0.00 

0.00 

0.00 

0.00 

0.10 

0.13 

0.26 

0.003 

0.45 

0.35 


Ardana 

0831000403882400 

0.430 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.430 

1.85 

0.025 

0.08 

0.00 

0.00 

0.00 

0.00 

0.10 

0.13 

0.31 

0.001 

0.79 

0.60 


Ardand 

0831000403884100 

8.562 

Fresh 

Non-command 

Non-command 

Limestone 

7.755 

2.15 

0.025 

0.49 

0.02 

0.00 

0.00 

0.00 

0.88 

1.16 

1.95 

0.020 

0.73 

0.55 







Non-command 

Bhander Sandstone 

0.807 

2.15 

0.025 

0.05 

0.00 

0.00 

0.00 

0.00 

0.09 

0.12 

0.18 

0.002 

0.08 

0.06 


Arjunpura 

0831000503896800 

4.353 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.353 

3.17 

0.025 

0.09 

0.01 

0.00 

0.00 

0.00 

0.43 

0.53 

0.34 

0.009 

0.70 

0.57 


Arnya 

0831000403881900 

1.238 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.201 

2.65 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.14 

0.11 

0.003 

0.76 

0.57 






Parwati Pickup Weir 

Command 

Bhander Sandstone 

0.037 

2.65 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Asida 

0830000103768800 

4.824 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.122 

1.97 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.000 

0.02 

0.02 






Kota Barrage 

Command 

Older Alluvium 

3.511 

1.97 

0.100 

0.12 

0.02 

0.00 

0.00 

0.00 

0.79 

0.84 

0.45 

0.012 

0.47 

0.45 


Asnawar 

0831000503894800 

7.020 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.042 

1.16 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Atru 

0831000403884800 

12.685 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

8.707 

4.04 

0.025 

0.37 

0.06 

0.00 

0.00 

0.04 

1.15 

1.52 

0.90 

0.439 

0.56 

0.42 


Badipura 

0831000503913800 

5.746 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.244 

2.08 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.000 

0.03 

0.02 


Bagawada 

0830000103768700 

5.705 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.192 

1.99 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.02 

0.001 

0.02 

0.02 






Kota Barrage 

Command 

Older Alluvium 

4.369 

1.99 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.94 

0.96 

0.25 

0.015 

0.50 

0.49 


Bagli 

0831000403882300 

4.520 

Fresh 

Non-command 

Non-command 

Limestone 

1.148 

2.13 

0.025 

0.05 

0.00 

0.00 

0.00 

0.00 

0.11 

0.14 

0.20 

0.003 

0.20 

0.15 







Non-command 

Bhander Sandstone 

3.372 

2.13 

0.025 

0.14 

0.01 

0.00 

0.00 

0.00 

0.31 

0.41 

0.53 

0.008 

0.60 

0.45 


Bahadurganj 

0831000403881000 

4.609 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.609 

1.97 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.26 

0.34 

0.16 

0.012 

0.78 

0.59 


Bairpur 

0831000403881300 

1.081 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.078 

1.76 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.000 

0.05 

0.04 







Non-command 

Limestone 

0.003 

1.76 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Parwati Pickup Weir 

Command 

Older Alluvium 

0.237 

1.76 

0.100 

0.01 

0.00 

0.00 

0.01 

0.00 

0.05 

0.06 

0.04 

0.001 

0.16 

0.13 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.08 

0.41 

92.43 

0.49 

0.04 

0.53 

0.04 

0.61 

- 

0.1300 

- 

- 

- 

0.130 

0.130 

0.658 

0.033 

0.625 

0.690 

110.48 

Over Exploited 



0.08 

0.01 

1,200.13 

0.01 

0.01 

0.02 

0.01 

0.09 

- 

0.0200 

0.0326 

0.0392 

- 

0.092 

0.092 

0.113 

0.006 

0.107 

0.099 

92.95 

Critical 

Ahamadpura 

0831000703953400 

0.07 

0.17 

11.21 

0.19 

0.02 

0.21 

0.06 

0.90 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.259 

0.013 

0.246 

0.262 

106.76 

Over Exploited 

Bamla 

0831000703956800 

0.07 

0.11 

158.56 

0.13 

- 

0.13 

0.02 

0.35 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.142 

0.007 

0.135 

0.048 

35.92 

Safe 

Batawadapar 

0831000703956300 

0.07 

0.01 

762.54 

0.01 

- 

0.01 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.074 

451.49 

Over Exploited 

Bhatkhera@Faridpur 

0831000703952300 

0.07 

0.00 

4,494.33 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bishankhera Chena 

0831000703953600 

0.07 

0.04 

311.17 

0.04 

0.01 

0.05 

0.02 

0.29 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.085 

0.004 

0.080 

0.159 

198.00 

Over Exploited 

Faizpura 

0831000703957100 

0.07 

0.25 

2.52 

0.25 

0.01 

0.26 

0.06 

0.85 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.303 

0.015 

0.288 

0.230 

79.98 

Semi Critical 

Gangna Kheri 

0831000703953000 

0.07 

0.09 

(3.13) 

0.09 

0.01 

0.10 

0.06 

0.89 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.129 

0.006 

0.123 

0.141 

114.77 

Over Exploited 

Godiya Mehar 

0831000703952700 

0.07 

0.03 

333.54 

0.04 

0.01 

0.05 

0.01 

0.18 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.080 

0.004 

0.076 

0.147 

194.61 

Over Exploited 

Flasya Kheri 

0831000703953200 

0.07 

0.18 

(43.97) 

0.15 

- 

0.15 

0.06 

0.90 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.155 

0.008 

0.148 

0.051 

34.57 

Safe 

Ibrahimpur Jadeed 

0831000703956000 

0.07 

0.10 

40.13 

0.12 

0.01 

0.13 

0.06 

0.88 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.171 

0.009 

0.163 

0.207 

126.97 

Over Exploited 

Kadaiya Chor 

0831000703952000 

0.07 

0.10 

41.86 

0.12 

- 

0.12 

0.04 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.130 

0.006 

0.123 

0.071 

57.62 

Safe 



0.07 

0.00 

3,506.41 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0015 

0.0014 

- 

0.003 

0.003 

0.003 

0.000 

0.003 

0.000 

6.49 

Safe 

Kadaiya Fiat 

0831000703952800 

0.07 

0.23 

27.29 

0.28 

0.03 

0.31 

0.05 

0.70 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.407 

0.020 

0.386 

0.548 

141.80 

Over Exploited 

Khajoori 

0831000703951900 

0.07 

0.03 

248.40 

0.04 

- 

0.04 

0.02 

0.32 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.058 

0.003 

0.055 

0.121 

220.17 

Over Exploited 

Khalakpura 

0831000703951800 

0.07 

0.02 

212.90 

0.02 

- 

0.02 

0.02 

0.29 

- 

- 

- 

- 

- 

- 

- 

0.024 

0.001 

0.023 

0.025 

106.58 

Over Exploited 

Kher Khera Bhoora 

0831000703952900 

0.07 

0.30 

(33.19) 

0.24 

0.01 

0.25 

0.06 

0.89 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.289 

0.014 

0.274 

0.222 

80.97 

Semi Critical 

Khurai 

0831000703956400 

0.07 

0.03 

220.29 

0.03 

- 

0.03 

0.01 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.044 

0.002 

0.041 

0.064 

153.92 

Over Exploited 

Kotra Meghnath 

0831000703955800 

0.07 

0.20 

(19.55) 

0.16 

0.01 

0.17 

0.06 

0.89 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.200 

0.010 

0.190 

0.153 

80.54 

Semi Critical 

Kulinjara 

0831000703956500 

0.07 

0.33 

5.41 

0.35 

0.01 

0.36 

0.06 

0.83 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.386 

0.019 

0.367 

0.172 

46.80 

Safe 

Kunda Allapura 

0831000703948400 

0.07 

0.00 

1,400.30 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Madna Kheri 

0831000703955700 

0.07 

0.02 

538.98 

0.02 

0.01 

0.03 

0.01 

0.21 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.048 

0.002 

0.046 

0.125 

272.32 

Over Exploited 

Mahuwa Khera 

0831000703951700 

0.07 

0.00 

419.58 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.001 

30.33 

Safe 

Moondiya Khera 

0831000703956100 

0.07 

0.13 

(42.57) 

0.11 

0.01 

0.12 

0.06 

0.89 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.137 

0.007 

0.131 

0.104 

79.65 

Semi Critical 

Motipura@Shakoorpura 

0831000703952400 

0.07 

0.01 

685.83 

0.01 

- 

0.01 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.020 

0.001 

0.019 

0.041 

220.45 

Over Exploited 

Mukand Kheri 

0831000703953100 

0.07 

0.22 

(13.05) 

0.19 

0.02 

0.21 

0.06 

0.82 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.260 

0.013 

0.247 

0.287 

116.25 

Over Exploited 

Nagda 

0831000703956600 

0.07 

0.00 

21,124.35 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Peepal Kheri 

0831000703952100 

0.07 

0.03 

118.61 

0.04 

- 

0.04 

0.02 

0.33 

- 

- 

- 

- 

- 

- 

- 

0.041 

0.002 

0.039 

0.011 

28.63 

Safe 

Peepal Kheri Kulipata 

0831000703957000 

0.07 

0.36 

28.02 

0.43 

0.02 

0.45 

0.06 

0.88 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.521 

0.026 

0.495 

0.405 

81.87 

Semi Critical 

Peeploo Sarhad 

0831000703957200 

0.07 

0.21 

(1.80) 

0.21 

0.01 

0.22 

0.06 

0.89 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.248 

0.012 

0.235 

0.153 

65.19 

Safe 

Phaliya 

0831000703955900 

0.07 

0.23 

2.50 

0.23 

0.04 

0.27 

0.06 

0.89 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

0.383 

0.019 

0.364 

0.596 

163.66 

Over Exploited 

Rahron 

0831000703952200 

0.07 

0.02 

105.71 

0.02 

- 

0.02 

0.02 

0.33 

- 

- 

- 

- 

- 

- 

- 

0.020 

0.001 

0.019 

0.009 

48.11 

Safe 

Rajpura 

0831000703956200 

0.07 

0.24 

2.73 

0.25 

0.02 

0.27 

0.06 

0.89 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.327 

0.016 

0.311 

0.357 

114.79 

Over Exploited 

Rasoolpura 

0831000703953300 

0.07 

0.08 

(15.71) 

0.07 

- 

0.07 

0.06 

0.90 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.078 

0.004 

0.074 

0.047 

63.13 

Safe 

Semal Kheri 

0831000703957300 

0.07 

0.15 

18.13 

0.17 

- 

0.17 

0.06 

0.88 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.181 

0.009 

0.172 

0.111 

64.73 

Safe 

Telni 

0831000703956900 

0.07 

0.27 

31.27 

0.33 

0.02 

0.35 

0.06 

0.89 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.426 

0.021 

0.405 

0.413 

102.13 

Over Exploited 

Ahmada 

0831000503910600 

0.06 

0.26 

123.85 

0.32 

0.01 

0.33 

0.06 

0.83 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.368 

0.018 

0.349 

0.230 

65.90 

Safe 

Ahmadi 

0831000503910300 

0.06 

0.36 

119.36 

0.43 

0.01 

0.44 

0.06 

0.81 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.481 

0.024 

0.457 

0.235 

51.32 

Safe 

Akera 

0831000303878700 

0.22 

0.03 

205.75 

0.04 

0.01 

0.05 

0.01 

0.15 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.070 

0.004 

0.067 

0.154 

229.88 

Over Exploited 



0.08 

0.00 

6,983.17 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.018 

6,287.84 

Over Exploited 



0.22 

0.04 

(30.25) 

0.03 

0.07 

0.10 

0.01 

0.17 

- 

0.0200 

0.0516 

- 

0.001 

0.073 

0.073 

0.178 

0.009 

0.169 

0.172 

102.03 

Over Exploited 



0.08 

0.00 

3,172.25 

0.00 

0.01 

0.01 

0.00 

0.02 

- 

- 

0.0065 

- 

- 

0.007 

0.007 

0.015 

0.001 

0.014 

0.018 

132.20 

Over Exploited 

Akodiya 

0831000503907800 

0.06 

0.01 

2,119.85 

0.01 

- 

0.01 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.006 

0.002 

27.31 

Safe 



0.06 

0.19 

302.03 

0.23 

0.01 

0.24 

0.05 

0.68 

- 

0.0400 

0.0563 

0.0542 

- 

0.151 

0.151 

0.394 

0.020 

0.374 

0.199 

53.28 

Safe 

Amlawada 

0831000503905400 

0.06 

0.01 

996.76 

0.02 

- 

0.02 

0.02 

0.27 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.026 

0.001 

0.024 

0.065 

266.58 

Over Exploited 



0.06 

0.05 

464.22 

0.05 

0.01 

0.06 

0.04 

0.51 

- 

0.0200 

0.0138 

0.0166 

- 

0.050 

0.050 

0.115 

0.006 

0.109 

0.159 

145.88 

Over Exploited 

Amli 

0831000403882500 

0.06 

0.02 

548.55 

0.02 

0.00 

0.02 

0.03 

0.36 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.033 

0.002 

0.032 

0.202 

637.81 

Over Exploited 



0.06 

0.03 

347.11 

0.03 

0.00 

0.04 

0.04 

0.49 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.047 

0.002 

0.045 

0.259 

580.28 

Over Exploited 

Ardana 

0831000403882400 

0.06 

0.02 

540.04 

0.02 

0.00 

0.03 

0.06 

0.85 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.056 

0.003 

0.053 

0.311 

584.01 

Over Exploited 

Ardand 

0831000403884100 

0.06 

0.34 

243.59 

0.41 

0.02 

0.43 

0.06 

0.78 

- 

0.0700 

- 

- 

0.007 

0.077 

0.077 

0.507 

0.025 

0.481 

1.970 

409.27 

Over Exploited 



0.06 

0.00 

3,258.71 

0.00 

- 

0.00 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.014 

0.181 

1,323.85 

Over Exploited 

Arjunpura 

0831000503896800 

0.06 

0.18 

186.75 

0.22 

0.01 

0.23 

0.06 

0.76 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.270 

0.014 

0.257 

0.348 

135.44 

Over Exploited 

Arnya 

0831000403881900 

0.06 

0.05 

163.81 

0.07 

0.00 

0.07 

0.06 

0.82 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.076 

0.004 

0.073 

0.110 

151.59 

Over Exploited 



0.06 

0.00 

95.75 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

0.0020 

- 

0.001 

0.003 

0.003 

0.005 

0.000 

0.005 

0.000 

1.96 

Safe 

Asida 

0830000103768800 

0.14 

0.00 

12,714.16 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.020 

6,357.16 

Over Exploited 



0.14 

0.23 

259.71 

0.28 

0.02 

0.30 

0.05 

0.52 

- 

0.0500 

0.0423 

0.0798 

- 

0.172 

0.172 

0.472 

0.024 

0.448 

0.461 

102.79 

Over Exploited 

Asnawar 

0831000503894800 

0.06 

0.00 

136,687.72 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Atru 

0831000403884800 

0.06 

0.29 

423.19 

0.35 

0.10 

0.45 

0.04 

0.60 

- 

0.1700 

- 

- 

0.055 

0.225 

0.225 

0.671 

0.034 

0.638 

1.340 

210.11 

Over Exploited 

Badipura 

0831000503913800 

0.06 

0.00 

3,470.38 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Bagawada 

0830000103768700 

0.14 

0.00 

8,269.76 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.021 

3,069.96 

Over Exploited 



0.14 

0.31 

215.05 

0.37 

0.00 

0.37 

0.05 

0.55 

- 

0.0300 

0.0351 

0.0496 

0.001 

0.115 

0.115 

0.482 

0.024 

0.458 

0.260 

56.76 

Safe 

Bagli 

0831000403882300 

0.06 

0.01 

901.54 

0.02 

0.00 

0.02 

0.02 

0.22 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.039 

0.002 

0.037 

0.200 

542.83 

Over Exploited 



0.06 

0.12 

237.16 

0.14 

0.01 

0.16 

0.05 

0.64 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.176 

0.009 

0.167 

0.540 

323.02 

Over Exploited 

Bahadurganj 

0831000403881000 

0.06 

0.22 

56.74 

0.26 

0.01 

0.27 

0.06 

0.84 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.288 

0.014 

0.274 

0.173 

63.06 

Safe 

Bairpur 

0831000403881300 

0.12 

0.00 

3,479.75 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.010 

1,788.62 

Over Exploited 



0.06 

0.00 

32,174.68 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.00 

1,171.29 

0.01 

0.01 

0.01 

0.01 

0.18 

- 

- 

0.0053 

- 

- 

0.005 

0.005 

0.017 

0.001 

0.016 

0.042 

253.93 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Command 

Bhander Sandstone 

0.763 

1.76 

0.025 

0.02 

0.00 

0.00 

0.02 

0.00 

0.03 

0.04 

0.07 

0.002 

0.53 

0.40 


Bajrang Garh 

083100050390890C 

6.520 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.520 

2.74 

0.025 

0.14 

0.02 

0.00 

0.00 

0.00 

0.57 

0.76 

0.54 

0.013 

0.74 

0.55 


Bala Khera 

083100050390200C 

4.541 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.011 

1.10 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Gopalpura 

Command 

Bhander Sandstone 

4.530 

1.10 

0.025 

0.03 

0.01 

0.00 

0.00 

0.00 

0.14 

0.22 

0.13 

0.009 

0.71 

0.47 


Balapura 

083100050391090C 

9.608 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

9.608 

2.80 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.68 

0.90 

0.03 

0.019 

0.81 

0.61 



0831000503912200 

6.816 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.816 

2.75 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.50 

0.67 

0.16 

0.013 

0.78 

0.57 


Baldeopura 

0831000403888500 

7.080 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.703 

4.26 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.21 

0.28 

0.10 

0.004 

0.20 

0.15 


Balunda 

0831000103856500 

4.949 

Fresh 

Non-command 

Non-command 

Limestone 

1.456 

2.43 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.11 

0.08 

0.004 

0.21 

0.17 







Non-command 

Bhander Sandstone 

1.691 

2.43 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.06 

0.08 

0.03 

0.005 

0.24 

0.19 






Kota Barrage 

Command 

Limestone 

0.281 

2.43 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.001 

0.04 

0.03 




0.000 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.000 

2.43 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.70 

0.56 




0.000 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.000 

2.43 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.70 

0.56 


Balupa 

0830000103769200 

9.946 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.282 

1.43 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.06 

0.001 

0.02 

0.01 






Kota Barrage 

Command 

Older Alluvium 

7.970 

1.43 

0.100 

0.46 

0.07 

0.00 

0.00 

0.00 

1.53 

1.96 

1.80 

0.027 

0.53 

0.42 


Bamanhera 

0831000303880200 

7.122 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.247 

1.26 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.001 

0.03 

0.02 







Non-command 

Limestone 

3.294 

1.26 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.56 

0.72 

0.22 

0.009 

0.35 

0.27 






Parwati Pickup Weir 

Command 

Older Alluvium 

2.928 

1.26 

0.015 

0.04 

0.00 

0.00 

0.08 

0.00 

0.02 

0.02 

0.14 

0.008 

0.31 

0.24 







Command 

Limestone 

0.226 

1.26 

0.120 

0.01 

0.00 

0.00 

0.01 

0.00 

0.04 

0.05 

0.02 

0.001 

0.02 

0.02 







Command 

Bhander Sandstone 

0.426 

1.26 

0.030 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.01 

0.02 

0.001 

0.04 

0.03 


Bamori 

0831000503911300 

1.104 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.104 

2.69 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.13 

0.09 

0.002 

0.77 

0.58 


Bamori Mohan 

0831000503908000 

2.531 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.118 

3.29 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.15 

0.09 

0.002 

0.32 

0.24 






Bilas 

Command 

Bhander Sandstone 

1.412 

3.29 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.19 

0.13 

0.003 

0.41 

0.31 


Banda Kalan 

0831000503914000 

2.209 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.779 

2.09 

0.025 

0.03 

0.01 

0.00 

0.00 

0.00 

0.11 

0.16 

0.13 

0.004 

0.64 

0.46 


Banda-Khurd 

0831000503913900 

1.758 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.738 

2.07 

0.025 

0.07 

0.02 

0.00 

0.00 

0.00 

0.14 

0.19 

0.26 

0.003 

0.79 

0.57 


Banjari 

0830000103772100 

3.071 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.020 

0.68 

0.100 

0.10 

0.01 

0.00 

0.00 

0.00 

0.30 

0.46 

0.39 

0.010 

0.67 

0.43 


Baori Khera 

0831000303875300 

4.955 

Fresh 

Parwati Pickup Weir 

Command 

Bhander Sandstone 

0.013 

4.64 

0.030 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

-0.01 

0.00 

0.000 

0.00 

0.00 


Bapoti 

0831000503908600 

2.315 

Fresh 

Bilas 

Command 

Bhander Sandstone 

2.315 

3.83 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.25 

0.34 

0.16 

0.005 

0.73 

0.55 


Barana 

0831000303880100 

11.350 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.605 

0.87 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.04 

0.05 

0.07 

0.007 

0.17 

0.14 







Non-command 

Limestone 

4.985 

0.87 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.57 

0.70 

0.19 

0.013 

0.33 

0.27 


Barani 

0831000303879700 

4.535 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.278 

1.52 

0.015 

0.05 

0.00 

0.00 

0.00 

0.00 

0.12 

0.15 

0.18 

0.009 

0.54 

0.45 






Parwati Pickup Weir 

Command 

Older Alluvium 

0.379 

1.52 

0.015 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.02 

0.001 

0.06 

0.05 


Barkhera 

0831000503907400 

5.712 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.390 

3.15 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.19 

0.12 

0.003 

0.18 

0.13 






Bilas 

Command 

Bhander Sandstone 

4.322 

3.15 

0.025 

0.10 

0.01 

0.00 

0.00 

0.00 

0.43 

0.57 

0.40 

0.009 

0.55 

0.42 


Barlan 

0831000403888200 

7.818 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.090 

3.46 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Barodiya 

0831000503902100 

1.922 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.495 

1.17 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.06 

0.001 

0.18 

0.13 






Gopalpura 

Command 

Bhander Sandstone 

1.427 

1.17 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.08 

0.12 

0.19 

0.003 

0.53 

0.37 


Baroli 

0830000103782000 

5.924 

Fresh 

Non-command 

Non-command 

Limestone 

0.148 

1.39 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.02 

0.01 






Kota Barrage 

Command 

Limestone 

2.189 

1.39 

0.030 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.16 

0.16 

0.007 

0.26 

0.19 


Barooni 

0831000503901900 

0.949 

Fresh 

Gopalpura 

Command 

Bhander Sandstone 

0.253 

0.44 

0.025 

0.02 

0.01 

0.00 

0.00 

0.00 

0.01 

0.02 

0.09 

0.000 

0.19 

0.12 


Basthooni 

0831000503905700 

4.246 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.031 

3.10 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 






Bilas 

Command 

Bhander Sandstone 

4.215 

3.10 

0.025 

0.26 

0.04 

0.00 

0.00 

0.00 

0.55 

0.73 

1.04 

0.008 

0.73 

0.54 


Beeroda 

0830000103773000 

3.289 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.017 

0.65 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Berakya 

0831000403884900 

1.450 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.450 

2.65 

0.025 

0.08 

0.02 

0.00 

0.00 

0.00 

0.16 

0.21 

0.30 

0.004 

0.81 

0.61 


Bhagwanpura 

0831000103862000 

6.862 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.829 

0.70 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.15 

0.05 

0.006 

0.19 

0.15 







Non-command 

Limestone 

0.517 

0.70 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.05 

0.04 






Parwati Pickup Weir 

Command 

Older Alluvium 

2.301 

0.70 

0.090 

0.01 

0.00 

0.00 

0.12 

0.00 

0.03 

0.04 

0.05 

0.007 

0.24 

0.19 







Command 

Limestone 

2.191 

0.70 

0.020 

0.03 

0.00 

0.00 

0.12 

0.00 

-0.06 

-0.07 

0.11 

0.007 

0.23 

0.18 


Bhakhrawada 

0831000503908200 

2.150 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.150 

2.68 

0.025 

0.10 

0.01 

0.00 

0.00 

0.00 

0.23 

0.31 

0.40 

0.004 

0.74 

0.56 


Bhanwargarh 

0831000503906800 

31.831 

Fresh 

Bilas 

Command 

Bhander Sandstone 

6.728 

2.59 

0.025 

0.11 

0.03 

0.00 

0.00 

0.00 

0.52 

0.80 

0.41 

0.013 

0.15 

0.10 


Bhaogarh 

0831000103856400 

7.920 

Fresh 

Non-command 

Non-command 

Limestone 

0.373 

2.70 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.00 

0.001 

0.03 

0.03 






Kota Barrage 

Command 

Limestone 

3.391 

2.70 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.19 

0.24 

0.04 

0.010 

0.30 

0.24 


Bhatkheri 

0831000303878800 

7.539 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.209 

2.77 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.02 







Non-command 

Bhander Sandstone 

3.358 

2.77 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.37 

0.00 

0.009 

0.33 

0.25 






Parwati Pickup Weir 

Command 

Older Alluvium 

1.003 

2.77 

0.015 

0.00 

0.00 

0.00 

0.05 

0.00 

-0.01 

-0.02 

0.00 

0.003 

0.10 

0.07 







Command 

Bhander Sandstone 

2.954 

2.77 

0.030 

0.00 

0.00 

0.00 

0.16 

0.00 

0.09 

0.12 

0.00 

0.008 

0.29 

0.22 






Bilas 

Command 

Bhander Sandstone 

0.014 

2.77 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhatsui 

0831000303872500 

3.493 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.231 

4.38 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.05 

0.001 

0.05 

0.04 






Parwati Pickup Weir 

Command 

Older Alluvium 

0.579 

4.38 

0.015 

0.03 

0.00 

0.00 

0.03 

0.01 

0.03 

0.04 

0.13 

0.002 

0.13 

0.11 


Bhawanipura 

0831000503897700 

1.826 

Fresh 

Gopalpura 

Command 

Bhander Sandstone 

1.826 

1.04 

0.025 

0.11 

0.02 

0.00 

0.00 

0.00 

0.14 

0.19 

0.43 

0.004 

0.71 

0.52 



0830000103773600 

5.444 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.737 

0.48 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.02 

0.003 

0.09 

0.06 


Bhopalganj 

0830000103773400 

4.205 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

4.151 

0.53 

0.100 

0.18 

0.04 

0.00 

0.00 

0.00 

0.36 

0.57 

0.69 

0.014 

0.67 

0.42 


Bilasgarh 

0831000503909200 

4.688 

Fresh 

Bilas 

Command 

Bhander Sandstone 

4.688 

1.92 

0.025 

0.30 

0.04 

0.00 

0.00 

0.00 

0.49 

0.67 

1.17 

0.009 

0.73 

0.53 


Bislai 

0831000503896700 

2.724 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.724 

2.37 

0.025 

0.12 

0.02 

0.00 

0.00 

0.00 

0.26 

0.32 

0.46 

0.005 

0.70 

0.57 



0830000103780900 

3.108 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.187 

1.57 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.00 

0.001 

0.04 

0.03 






Kota Barrage 

Command 

Older Alluvium 

2.921 

1.57 

0.100 

0.03 

0.01 

0.00 

0.00 

0.00 

0.48 

0.76 

0.10 

0.010 

0.64 

0.41 


Bohat 

0831000103862100 

23.898 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.549 

0.50 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.002 

0.02 

0.01 







Non-command 

Limestone 

0.482 

0.50 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 






Parwati Pickup Weir 

Command 

Limestone 

0.350 

0.50 

0.020 

0.00 

0.00 

0.00 

0.02 

0.01 

-0.02 

-0.03 

0.00 

0.001 

0.01 

0.01 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.06 

0.02 

79.40 

0.03 

0.02 

0.05 

0.04 

0.57 

- 

- 

0.0169 

- 

- 

0.017 

0.017 

0.066 

0.003 

0.063 

0.067 

106.43 

Over Exploited 

Bajrang Garh 

0831000503908900 

0.06 

0.29 

161.90 

0.35 

0.02 

0.37 

0.06 

0.79 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.466 

0.023 

0.443 

0.550 

124.10 

Over Exploited 

Bala Khera 

0831000503902000 

0.06 

0.00 

44,904.85 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.19 

13.72 

0.22 

0.01 

0.23 

0.03 

0.74 

- 

0.0200 

0.1917 

0.2308 

- 

0.443 

0.443 

0.671 

0.034 

0.638 

0.135 

21.16 

Safe 

Balapura 

0831000503910900 

0.06 

0.46 

94.12 

0.56 

- 

0.56 

0.06 

0.87 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.568 

0.028 

0.539 

0.049 

9.08 

Safe 


0831000503912200 

0.06 

0.32 

112.72 

0.38 

0.01 

0.39 

0.06 

0.83 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.420 

0.021 

0.399 

0.172 

43.17 

Safe 

Baldeopura 

0831000403888500 

0.06 

0.02 

1,280.25 

0.02 

0.00 

0.03 

0.01 

0.21 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.042 

0.002 

0.039 

0.102 

259.02 

Over Exploited 

Balunda 

0831000103856500 

0.03 

0.01 

1,135.25 

0.01 

0.00 

0.01 

0.02 

0.22 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.024 

0.001 

0.023 

0.079 

343.42 

Over Exploited 



0.03 

0.01 

566.89 

0.01 

0.01 

0.02 

0.02 

0.26 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.041 

0.002 

0.039 

0.037 

94.77 

Critical 



0.03 

0.00 

4,437.25 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

0.0068 

0.0096 

0.002 

0.019 

0.019 

0.020 

0.001 

0.019 

0.001 

4.43 

Safe 



0.03 

0.00 

(100.00) 

0.00 

- 

0.00 

0.06 

0.76 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

(100.00) 

0.00 

- 

0.00 

0.06 

0.76 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Balupa 

0830000103769200 

0.14 

0.00 

10,258.14 

0.00 

- 

0.00 

0.00 

0.02 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.062 

598.65 

Over Exploited 



0.14 

0.59 

229.79 

0.71 

0.07 

0.78 

0.05 

0.58 

- 

0.2000 

0.1282 

0.1811 

0.001 

0.511 

0.511 

1.294 

0.065 

1.230 

1.822 

148.20 

Over Exploited 

Bamanhera 

0831000303880200 

0.22 

0.00 

324.15 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.019 

1,157.66 

Over Exploited 



0.08 

0.09 

684.44 

0.11 

- 

0.11 

0.03 

0.37 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.119 

0.006 

0.113 

0.225 

198.29 

Over Exploited 



0.22 

0.20 

(88.99) 

0.16 

0.08 

0.24 

0.02 

0.33 

- 

0.0100 

0.0650 

- 

- 

0.075 

0.075 

0.312 

0.016 

0.296 

0.152 

51.30 

Safe 



0.08 

0.00 

11,309.43 

0.00 

0.01 

0.01 

0.00 

0.03 

- 

- 

0.0050 

- 

- 

0.005 

0.005 

0.012 

0.001 

0.011 

0.025 

224.22 

Over Exploited 



0.08 

0.00 

293.58 

0.00 

0.01 

0.01 

0.00 

0.05 

- 

- 

0.0095 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.022 

0.019 

88.73 

Semi Critical 

Bamori 

0831000503911300 

0.06 

0.05 

147.20 

0.06 

- 

0.06 

0.06 

0.82 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.081 

0.004 

0.077 

0.092 

119.98 

Over Exploited 

Bamori Mohan 

0831000503908000 

0.06 

0.02 

587.43 

0.03 

- 

0.03 

0.03 

0.35 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.036 

0.002 

0.034 

0.095 

278.04 

Over Exploited 



0.06 

0.03 

462.33 

0.04 

- 

0.04 

0.03 

0.44 

- 

0.0100 

0.0154 

0.0148 

- 

0.040 

0.040 

0.082 

0.004 

0.078 

0.129 

165.79 

Over Exploited 

Banda Kalan 

0831000503914000 

0.06 

0.07 

130.98 

0.08 

0.01 

0.09 

0.05 

0.69 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.112 

0.006 

0.107 

0.130 

121.41 

Over Exploited 

Banda-Khurd 

0831000503913900 

0.06 

0.08 

135.83 

0.10 

0.02 

0.12 

0.06 

0.85 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.169 

0.008 

0.160 

0.261 

163.01 

Over Exploited 

Banjari 

0830000103772100 

0.14 

0.28 

63.52 

0.34 

0.01 

0.35 

0.06 

0.72 

- 

0.0400 

0.0607 

0.0686 

0.001 

0.170 

0.170 

0.520 

0.026 

0.494 

0.398 

80.64 

Semi Critical 

Baori Khera 

0831000303875300 

0.08 

0.00 

(471,111.61) 

0.00 

0.01 

0.01 

0.00 

0.00 

- 

- 

0.0007 

- 

0.014 

0.014 

0.014 

0.024 

0.001 

0.023 

0.000 

0.15 

Safe 

Bapoti 

0831000503908600 

0.06 

0.10 

229.99 

0.12 

0.01 

0.13 

0.06 

0.79 

- 

0.0300 

0.0252 

0.0243 

- 

0.080 

0.080 

0.212 

0.011 

0.201 

0.164 

81.38 

Semi Critical 

Barana 

0831000303880100 

0.22 

0.10 

(47.87) 

0.08 

0.01 

0.09 

0.01 

0.19 

- 

- 

- 

- 

0.018 

0.018 

0.018 

0.109 

0.005 

0.104 

0.079 

76.34 

Semi Critical 



0.08 

0.13 

427.83 

0.16 

0.00 

0.16 

0.03 

0.36 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.171 

0.009 

0.162 

0.205 

126.65 

Over Exploited 

Barani 

0831000303879700 

0.22 

0.39 

(61.33) 

0.31 

- 

0.31 

0.04 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.324 

0.016 

0.308 

0.189 

61.31 

Safe 



0.22 

0.01 

(134.23) 

0.00 

0.01 

0.01 

0.01 

0.07 

- 

- 

0.0084 

- 

- 

0.008 

0.008 

0.023 

0.001 

0.022 

0.019 

88.04 

Semi Critical 

Barkhera 

0831000503907400 

0.06 

0.01 

1,152.84 

0.02 

- 

0.02 

0.01 

0.19 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.038 

0.002 

0.036 

0.126 

349.85 

Over Exploited 



0.06 

0.14 

299.73 

0.17 

0.01 

0.18 

0.04 

0.60 

- 

0.0700 

0.0471 

0.0454 

- 

0.163 

0.163 

0.345 

0.017 

0.328 

0.405 

123.43 

Over Exploited 

Barlan 

0831000403888200 

0.06 

0.00 

19,476.16 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Barodiya 

0831000503902100 

0.06 

0.01 

809.67 

0.01 

- 

0.01 

0.01 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.064 

406.12 

Over Exploited 



0.06 

0.05 

159.76 

0.05 

0.01 

0.06 

0.03 

0.56 

- 

0.0400 

0.0604 

0.0727 

- 

0.173 

0.173 

0.238 

0.012 

0.226 

0.195 

86.27 

Semi Critical 

Baroli 

0830000103782000 

0.08 

0.00 

3,922.51 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.019 

7,867.29 

Over Exploited 



0.08 

0.05 

260.69 

0.05 

0.01 

0.06 

0.02 

0.28 

- 

0.0300 

0.0616 

0.0746 

0.001 

0.167 

0.167 

0.231 

0.012 

0.220 

0.169 

77.14 

Semi Critical 

Barooni 

0831000503901900 

0.06 

0.00 

614.85 

0.00 

0.01 

0.01 

0.01 

0.19 

- 

0.0200 

0.0107 

0.0129 

- 

0.044 

0.044 

0.057 

0.003 

0.054 

0.093 

172.64 

Over Exploited 

Basthooni 

0831000503905700 

0.06 

0.00 

32,201.29 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.18 

298.10 

0.22 

0.04 

0.26 

0.06 

0.78 

- 

0.2000 

0.0459 

0.0442 

- 

0.290 

0.290 

0.551 

0.028 

0.523 

1.049 

200.55 

Over Exploited 

Beeroda 

0830000103773000 

0.14 

0.00 

21,834.43 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0004 

0.0006 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Berakya 

0831000403884900 

0.06 

0.07 

191.80 

0.08 

0.02 

0.10 

0.06 

0.87 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.165 

0.008 

0.157 

0.305 

194.65 

Over Exploited 

Bhagwanpura 

0831000103862000 

0.12 

0.04 

263.35 

0.05 

0.00 

0.05 

0.02 

0.21 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.067 

0.003 

0.064 

0.056 

86.96 

Semi Critical 



0.03 

0.00 

978.62 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.002 

165.64 

Over Exploited 



0.12 

0.07 

(45.02) 

0.05 

0.13 

0.18 

0.02 

0.26 

- 

0.0100 

0.1022 

- 

0.004 

0.117 

0.117 

0.295 

0.015 

0.281 

0.057 

20.32 

Safe 



0.03 

0.01 

(565.77) 

0.01 

0.12 

0.13 

0.02 

0.25 

- 

0.0100 

0.0973 

- 

- 

0.107 

0.107 

0.236 

0.012 

0.225 

0.121 

53.73 

Safe 

Bhakhrawada 

0831000503908200 

0.06 

0.10 

224.52 

0.11 

0.01 

0.12 

0.06 

0.80 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.165 

0.008 

0.157 

0.403 

257.66 

Over Exploited 

Bhanwargarh 

0831000503906800 

0.06 

0.06 

1,220.18 

0.07 

0.03 

0.10 

0.01 

0.16 

- 

0.0800 

0.0880 

0.1059 

- 

0.274 

0.274 

0.377 

0.019 

0.358 

0.418 

116.91 

Over Exploited 

Bhaogarh 

0831000103856400 

0.03 

0.00 

4,989.25 

0.00 

0.01 

0.01 

0.00 

0.04 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.014 

0.001 

0.013 

0.001 

8.78 

Safe 



0.03 

0.03 

676.78 

0.04 

0.01 

0.04 

0.02 

0.33 

- 

0.0100 

0.0818 

0.1156 

0.008 

0.215 

0.215 

0.257 

0.013 

0.244 

0.049 

20.19 

Safe 

Bhatkheri 

0831000303878800 

0.22 

0.00 

1,084.51 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.002 

0.000 

0.002 

0.001 

32.95 

Safe 



0.08 

0.09 

320.38 

0.11 

0.00 

0.11 

0.03 

0.35 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.106 

0.005 

0.100 

0.009 

9.05 

Safe 



0.22 

0.02 

(174.68) 

0.02 

0.05 

0.07 

0.01 

0.11 

- 

- 

0.0557 

- 

0.000 

0.056 

0.056 

0.127 

0.006 

0.121 

0.003 

2.24 

Safe 



0.08 

0.07 

70.26 

0.08 

0.16 

0.24 

0.02 

0.31 

- 

- 

0.1640 

- 

0.000 

0.164 

0.164 

0.404 

0.020 

0.384 

0.008 

2.08 

Safe 



0.08 

0.00 

100,773.98 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0002 

0.0001 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhatsui 

0831000303872500 

0.22 

0.00 

778.74 

0.00 

0.01 

0.01 

0.00 

0.05 

- 

0.0100 

- 

- 

0.009 

0.019 

0.019 

0.028 

0.001 

0.027 

0.055 

204.82 

Over Exploited 



0.22 

0.02 

126.75 

0.02 

0.04 

0.06 

0.01 

0.14 

- 

0.0200 

0.0322 

- 

0.009 

0.061 

0.061 

0.117 

0.006 

0.112 

0.128 

114.34 

Over Exploited 

Bhawanipura 

0831000503897700 

0.06 

0.08 

139.87 

0.09 

0.02 

0.11 

0.04 

0.75 

- 

0.0500 

0.0644 

0.0620 

- 

0.176 

0.176 

0.290 

0.014 

0.275 

0.430 

156.18 

Over Exploited 


0830000103773600 

0.14 

0.01 

661.07 

0.01 

0.00 

0.01 

0.01 

0.10 

- 

- 

0.0178 

0.0251 

0.000 

0.043 

0.043 

0.055 

0.003 

0.052 

0.023 

43.08 

Safe 

Bhopalganj 

0830000103773400 

0.14 

0.39 

45.53 

0.47 

0.04 

0.51 

0.05 

0.73 

- 

0.1300 

0.1001 

0.1415 

0.002 

0.374 

0.374 

0.886 

0.044 

0.842 

0.708 

84.14 

Semi Critical 

Bilasgarh 

0831000503909200 

0.06 

0.21 

225.78 

0.25 

0.04 

0.29 

0.05 

0.78 

- 

0.1300 

0.0409 

0.0492 

- 

0.220 

0.220 

0.506 

0.025 

0.481 

1.179 

245.12 

Over Exploited 

Bislai 

0831000503896700 

0.06 

0.11 

181.44 

0.14 

0.02 

0.16 

0.06 

0.76 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.208 

0.010 

0.197 

0.464 

235.28 

Over Exploited 


0830000103780900 

0.14 

0.00 

4,184.67 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

51.87 

Safe 



0.14 

0.26 

186.89 

0.32 

0.01 

0.33 

0.05 

0.70 

- 

0.0200 

0.0705 

0.0996 

- 

0.190 

0.190 

0.516 

0.026 

0.490 

0.112 

22.84 

Safe 

Bohat 

0831000103862100 

0.12 

0.00 

2,697.43 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.002 

134.96 

Over Exploited 



0.03 

0.00 

(529.54) 

0.00 

0.01 

0.01 

0.00 

0.02 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.014 

0.001 

0.013 

0.001 

11.15 

Safe 



0.03 

0.00 

(23,152.90) 

0.00 

0.02 

0.02 

0.00 

0.01 

- 

- 

0.0155 

- 

0.008 

0.024 

0.024 

0.048 

0.002 

0.046 

0.001 

2.33 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Borda 

083000010377180C 

5.967 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.375 

0.80 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.04 

0.001 

0.04 

0.03 


Boreda 

0831000503897200 

3.759 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.759 

3.80 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.38 

0.47 

0.07 

0.007 

0.71 

0.56 


Brahmpura 

0831000503896400 

1.034 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.033 

0.56 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.13 

0.002 

0.70 

0.54 


Brijnagar 

0831000503897800 

2.531 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.283 

1.93 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.06 

0.001 

0.08 

0.06 






Gopalpura 

Command 

Bhander Sandstone 

2.248 

1.93 

0.025 

0.15 

0.02 

0.00 

0.00 

0.00 

0.24 

0.31 

0.58 

0.004 

0.63 

0.48 


Chainpurya 

0831000403884500 

8.007 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.008 

5.84 

0.025 

0.01 

0.00 

0.00 

0.00 

0.01 

0.44 

0.58 

0.02 

0.008 

0.31 

0.23 


Chak Guwari 

0830000103769500 

3.338 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.056 

0.91 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 






Kota Barrage 

Command 

Older Alluvium 

2.674 

0.91 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.25 

0.35 

0.04 

0.009 

0.53 

0.39 


Chak Lolkya 

0831000503897500 

0.721 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.721 

2.54 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.11 

0.22 

0.001 

0.71 

0.55 


Chandpura 

0831000303874800 

1.936 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.175 

4.93 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.05 

0.000 

0.07 

0.05 






Parwati Pickup Weir 

Command 

Bhander Sandstone 

0.873 

4.93 

0.030 

0.08 

0.02 

0.00 

0.07 

0.00 

0.12 

0.15 

0.31 

0.002 

0.34 

0.27 


Chardana 

0831000403880900 

3.511 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.511 

1.36 

0.025 

0.22 

0.03 

0.00 

0.00 

0.00 

0.31 

0.40 

0.88 

0.009 

0.78 

0.60 


Chhajawa 

0831000403880800 

7.403 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.749 

0.91 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.24 

0.31 

0.32 

0.004 

0.18 

0.14 







Non-command 

Limestone 

3.745 

0.91 

0.025 

0.13 

0.01 

0.00 

0.00 

0.00 

0.20 

0.26 

0.49 

0.009 

0.39 

0.30 







Non-command 

Bhander Sandstone 

1.909 

0.91 

0.025 

0.06 

0.00 

0.00 

0.00 

0.00 

0.10 

0.13 

0.23 

0.005 

0.20 

0.15 


Chhapol 

0830000103768900 

6.993 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.209 

1.83 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.04 

0.001 

0.02 

0.02 






Kota Barrage 

Command 

Older Alluvium 

5.847 

1.83 

0.100 

0.32 

0.05 

0.00 

0.00 

0.00 

1.34 

1.52 

1.24 

0.020 

0.55 

0.48 


Chhatarganj 

0831000503911600 

30.944 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

30.944 

2.92 

0.025 

0.16 

0.04 

0.00 

0.00 

0.00 

2.38 

3.20 

0.57 

0.061 

0.76 

0.57 


Chhatra Pura 

0830000103772800 

1.648 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.642 

0.65 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.16 

0.25 

0.22 

0.006 

0.68 

0.43 


Chhatrapura 

0831000403888400 

11.214 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.778 

5.49 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.41 

0.54 

0.10 

0.007 

0.20 

0.15 



0831000503912100 

17.243 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

17.243 

2.06 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.91 

1.25 

0.03 

0.034 

0.79 

0.57 


Chhela Bel 

0831000403884000 

4.433 

Fresh 

Non-command 

Non-command 

Limestone 

2.418 

1.69 

0.025 

0.16 

0.01 

0.00 

0.00 

0.01 

0.25 

0.32 

0.64 

0.006 

0.44 

0.33 


Chhinod 

0831000503902300 

3.706 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.706 

2.33 

0.025 

0.26 

0.06 

0.00 

0.00 

0.00 

0.42 

0.57 

1.03 

0.007 

0.73 

0.53 


Chyawada 

0830000103778300 

2.831 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.182 

1.16 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.02 

0.001 

0.04 

0.03 






Kota Barrage 

Command 

Older Alluvium 

2.249 

1.16 

0.100 

0.03 

0.01 

0.00 

0.00 

0.00 

0.28 

0.45 

0.12 

0.008 

0.54 

0.34 


Dabriya 

0831000403881600 

5.173 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.602 

2.32 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.21 

0.05 

0.007 

0.38 

0.29 






Parwati Pickup Weir 

Command 

Bhander Sandstone 

2.571 

2.32 

0.025 

0.01 

0.00 

0.00 

0.14 

0.00 

0.02 

0.03 

0.04 

0.006 

0.38 

0.29 


Dara 

0831000403888600 

8.533 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.059 

3.68 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.000 

0.01 

0.00 


Daulatpura 

0831000503914200 

2.899 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.055 

2.09 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.01 


Degnijageer 

0831000403881700 

3.720 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.075 

2.52 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.17 

0.00 

0.005 

0.43 

0.33 






Parwati Pickup Weir 

Command 

Bhander Sandstone 

1.646 

2.52 

0.025 

0.00 

0.00 

0.00 

0.09 

0.00 

0.02 

0.02 

0.00 

0.004 

0.34 

0.26 


Delod 

0831000503905300 

0.559 

Fresh 

Bilas 

Command 

Bhander Sandstone 

0.559 

4.46 

0.025 

0.09 

0.01 

0.00 

0.00 

0.00 

0.14 

0.19 

0.34 

0.001 

0.73 

0.55 


Deo Neemri 

0830000103772400 

1.062 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.062 

0.68 

0.100 

0.10 

0.01 

0.00 

0.00 

0.00 

0.16 

0.25 

0.39 

0.004 

0.68 

0.44 


Deopura 

0831000503898400 

0.806 

Fresh 

Gopalpura 

Command 

Bhander Sandstone 

0.027 

1.08 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Dhand Chhatarpura 

0831000503901600 

2.454 

Fresh 

Gopalpura 

Command 

Bhander Sandstone 

2.306 

0.48 

0.025 

0.20 

0.05 

0.00 

0.00 

0.00 

0.18 

0.26 

0.81 

0.005 

0.67 

0.45 


Dheepri (Chambal) 

0830000103766200 

11.681 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.386 

0.89 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.07 

0.02 

0.001 

0.02 

0.01 


Dhikoniya 

0831000503909300 

15.811 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.518 

2.97 

0.025 

0.03 

0.01 

0.00 

0.00 

0.00 

0.28 

0.40 

0.09 

0.007 

0.16 

0.11 






Bilas 

Command 

Bhander Sandstone 

9.371 

2.97 

0.025 

0.06 

0.01 

0.00 

0.00 

0.00 

0.75 

1.07 

0.22 

0.019 

0.43 

0.30 


Dhoti 

0831000403880700 

14.781 

Fresh 

Non-command 

Non-command 

Limestone 

9.222 

1.19 

0.025 

0.18 

0.01 

0.00 

0.00 

0.02 

0.43 

0.54 

0.71 

0.023 

0.48 

0.38 


Digodpar 

0831000503902200 

9.927 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.410 

1.68 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.08 

0.01 

0.001 

0.03 

0.02 







Non-command 

Bhander Sandstone 

8.510 

1.68 

0.025 

0.21 

0.05 

0.00 

0.00 

0.00 

0.52 

0.71 

0.83 

0.017 

0.62 

0.46 






Gopalpura 

Command 

Bhander Sandstone 

1.008 

1.68 

0.025 

0.02 

0.01 

0.00 

0.00 

0.00 

0.05 

0.07 

0.09 

0.002 

0.07 

0.05 


Duger 

0831000503896200 

0.789 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.025 

0.85 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Dungarli 

0830000103777100 

8.977 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.772 

0.95 

0.100 

0.03 

0.01 

0.00 

0.00 

0.00 

0.09 

0.15 

0.10 

0.003 

0.06 

0.04 






Kota Barrage 

Command 

Older Alluvium 

5.041 

0.95 

0.100 

0.19 

0.05 

0.00 

0.00 

0.00 

0.62 

0.99 

0.75 

0.017 

0.38 

0.24 


Durjanpura 

0830000103781200 

10.732 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.001 

1.07 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Limestone 

0.285 

1.07 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.02 

0.01 






Kota Barrage 

Command 

Older Alluvium 

1.985 

1.07 

0.100 

0.03 

0.01 

0.00 

0.00 

0.00 

0.23 

0.33 

0.12 

0.007 

0.13 

0.09 







Command 

Limestone 

2.534 

1.07 

0.030 

0.03 

0.01 

0.00 

0.00 

0.00 

0.10 

0.14 

0.13 

0.009 

0.16 

0.11 


Farera 

0830000103772900 

4.553 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.090 

0.68 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 






Kota Barrage 

Command 

Older Alluvium 

1.194 

0.68 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.13 

0.00 

0.004 

0.18 

0.11 


Fatehpur 

0831000303875000 

3.698 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.468 

4.86 

0.030 

0.07 

0.02 

0.00 

0.00 

0.00 

0.12 

0.14 

0.28 

0.001 

0.10 

0.08 






Parwati Pickup Weir 

Command 

Bhander Sandstone 

0.390 

4.86 

0.030 

0.06 

0.02 

0.00 

0.03 

0.00 

0.06 

0.08 

0.25 

0.001 

0.08 

0.07 



0830000103772200 

2.934 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.934 

0.70 

0.100 

0.10 

0.01 

0.00 

0.00 

0.00 

0.29 

0.45 

0.37 

0.010 

0.68 

0.44 


Fatehpura Kachhara 

0831000503898300 

2.393 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.447 

0.90 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.13 

0.10 






Gopalpura 

Command 

Bhander Sandstone 

0.621 

0.90 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.001 

0.18 

0.14 


Gajron 

0831000503909400 

3.136 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.694 

3.11 

0.025 

0.03 

0.01 

0.00 

0.00 

0.00 

0.15 

0.22 

0.12 

0.003 

0.39 

0.27 






Bilas 

Command 

Bhander Sandstone 

0.932 

3.11 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.14 

0.06 

0.002 

0.22 

0.15 


Gandawad 

0830000103780800 

3.201 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.044 

1.48 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Gandoliya 

0831000403885000 

7.323 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.315 

2.31 

0.025 

0.14 

0.02 

0.00 

0.00 

0.00 

0.36 

0.48 

0.53 

0.011 

0.48 

0.36 


Ganeshkhera 

0830000103771900 

3.252 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.242 

0.55 

0.100 

0.16 

0.02 

0.00 

0.00 

0.00 

0.32 

0.51 

0.61 

0.011 

0.68 

0.43 


Geedpata 

0831000503906100 

19.680 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.101 

2.72 

0.025 

0.03 

0.01 

0.00 

0.00 

0.00 

0.30 

0.47 

0.12 

0.008 

0.15 

0.09 


Geegcha 

0831000503913000 

7.912 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.239 

2.07 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.29 

0.39 

0.06 

0.010 

0.53 

0.39 


Geegchi 

0831000503913100 

3.928 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.394 

2.07 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.001 

0.08 

0.06 


Ghatta 

0831000503909800 

17.566 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

13.107 

3.04 

0.025 

0.10 

0.02 

0.00 

0.00 

0.00 

1.08 

1.54 

0.36 

0.026 

0.55 

0.39 


Ghatti 

0831000503910000 

10.097 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

10.097 

3.39 

0.025 

0.22 

0.05 

0.00 

0.00 

0.00 

1.03 

1.44 

0.84 

0.020 

0.74 

0.53 


Gheensari 

0831000303874900 

5.348 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.950 

4.70 

0.030 

0.06 

0.01 

0.00 

0.00 

0.00 

0.32 

0.42 

0.23 

0.005 

0.27 

0.21 






Parwati Pickup Weir 

Command 

Bhander Sandstone 

3.251 

4.70 

0.030 

0.09 

0.01 

0.00 

0.17 

0.00 

0.36 

0.47 

0.36 

0.009 

0.45 

0.34 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Borda 

083000010377180C 

0.14 

0.00 

2,695.32 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

0.0060 

0.0085 

- 

0.015 

0.015 

0.017 

0.001 

0.016 

0.042 

257.27 

Over Exploited 

Boreda 

0831000503897200 

0.06 

0.16 

196.18 

0.19 

- 

0.19 

0.06 

0.76 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.201 

0.010 

0.191 

0.073 

38.47 

Safe 

Brahmpura 

0831000503896400 

0.06 

0.04 

32.32 

0.05 

- 

0.05 

0.05 

0.75 

- 

- 

- 

- 

- 

- 

- 

0.052 

0.003 

0.050 

0.131 

264.06 

Over Exploited 

Brijnagar 

0831000503897800 

0.06 

0.00 

3,188.30 

0.00 

- 

0.00 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.061 

548.92 

Over Exploited 



0.06 

0.08 

269.19 

0.10 

0.02 

0.12 

0.04 

0.67 

- 

0.0700 

0.0634 

0.0763 

- 

0.210 

0.210 

0.331 

0.017 

0.315 

0.583 

185.33 

Over Exploited 

Chainpurya 

0831000403884500 

0.06 

0.06 

947.66 

0.07 

0.01 

0.08 

0.02 

0.33 

- 

- 

- 

- 

0.018 

0.018 

0.018 

0.096 

0.005 

0.091 

0.031 

33.44 

Safe 

Chak Guwari 

0830000103769500 

0.14 

0.00 

7,771.64 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.14 

0.20 

74.55 

0.24 

- 

0.24 

0.05 

0.58 

- 

- 

0.0430 

0.0608 

- 

0.104 

0.104 

0.344 

0.017 

0.327 

0.050 

15.33 

Safe 

Chak Lolkya 

0831000503897500 

0.06 

0.03 

260.83 

0.04 

0.01 

0.05 

0.05 

0.76 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.067 

0.003 

0.063 

0.217 

342.88 

Over Exploited 

Chandpura 

0831000303874800 

0.08 

0.00 

4,572.34 

0.00 

- 

0.00 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.011 

0.054 

514.94 

Over Exploited 



0.08 

0.02 

522.73 

0.03 

0.09 

0.12 

0.03 

0.37 

- 

0.0600 

0.0582 

- 

- 

0.118 

0.118 

0.237 

0.012 

0.225 

0.308 

137.21 

Over Exploited 

Chardana 

0831000403880900 

0.06 

0.16 

146.32 

0.20 

0.03 

0.23 

0.06 

0.84 

- 

0.1000 

- 

- 

0.000 

0.100 

0.100 

0.327 

0.016 

0.310 

0.886 

285.32 

Over Exploited 

Chhajawa 

0831000403880800 

0.12 

0.04 

712.04 

0.05 

- 

0.05 

0.01 

0.20 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.056 

0.003 

0.053 

0.326 

618.58 

Over Exploited 



0.06 

0.09 

202.29 

0.10 

0.01 

0.12 

0.03 

0.42 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.137 

0.007 

0.130 

0.501 

385.42 

Over Exploited 



0.06 

0.02 

468.91 

0.03 

0.00 

0.03 

0.02 

0.21 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.046 

0.002 

0.044 

0.233 

531.27 

Over Exploited 

Chhapol 

0830000103768900 

0.14 

0.00 

9,438.42 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.042 

6,357.62 

Over Exploited 



0.14 

0.45 

239.34 

0.54 

0.05 

0.59 

0.05 

0.60 

- 

0.1400 

0.0705 

0.1329 

- 

0.343 

0.343 

0.932 

0.047 

0.885 

1.264 

142.79 

Over Exploited 

Chhatarganj 

0831000503911600 

0.06 

1.42 

126.07 

1.70 

0.04 

1.74 

0.06 

0.82 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

1.849 

0.092 

1.756 

0.631 

35.93 

Safe 

Chhatra Pura 

0830000103772800 

0.14 

0.16 

58.60 

0.19 

0.01 

0.20 

0.06 

0.74 

- 

0.0400 

0.0330 

0.0373 

- 

0.110 

0.110 

0.308 

0.015 

0.293 

0.230 

78.43 

Semi Critical 

Chhatrapura 

0831000403888400 

0.06 

0.03 

1,519.41 

0.04 

0.00 

0.04 

0.02 

0.22 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.060 

0.003 

0.057 

0.103 

180.02 

Over Exploited 


0831000503912100 

0.06 

0.81 

53.80 

0.98 

- 

0.98 

0.06 

0.84 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.986 

0.049 

0.936 

0.064 

6.84 

Safe 

Chhela Bel 

0831000403884000 

0.06 

0.06 

411.02 

0.08 

0.02 

0.09 

0.03 

0.47 

- 

0.0200 

- 

- 

0.010 

0.030 

0.030 

0.122 

0.006 

0.116 

0.642 

554.97 

Over Exploited 

Chhinod 

0831000503902300 

0.06 

0.16 

253.01 

0.19 

0.06 

0.25 

0.05 

0.78 

- 

0.1900 

- 

- 

- 

0.190 

0.190 

0.444 

0.022 

0.422 

1.033 

245.00 

Over Exploited 

Chyawada 

0830000103778300 

0.14 

0.00 

4,363.69 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.021 

1,608.53 

Over Exploited 



0.14 

0.17 

164.64 

0.21 

0.01 

0.22 

0.04 

0.59 

- 

0.0200 

0.0542 

0.0767 

- 

0.151 

0.151 

0.366 

0.018 

0.348 

0.130 

37.26 

Safe 

Dabriya 

0831000403881600 

0.06 

0.06 

257.32 

0.07 

- 

0.07 

0.03 

0.41 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.081 

0.004 

0.077 

0.056 

71.96 

Semi Critical 



0.06 

0.06 

(50.33) 

0.05 

0.14 

0.18 

0.03 

0.40 

- 

- 

0.0856 

- 

- 

0.086 

0.086 

0.269 

0.013 

0.256 

0.041 

16.20 

Safe 

Dara 

0831000403888600 

0.06 

0.00 

28,705.59 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

5.93 

Safe 

Daulatpura 

0831000503914200 

0.06 

0.00 

8,196.97 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Degnijageer 

0831000403881700 

0.06 

0.05 

222.69 

0.06 

0.00 

0.06 

0.03 

0.46 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.064 

0.003 

0.061 

0.005 

8.56 

Safe 



0.06 

0.03 

(38.39) 

0.03 

0.09 

0.11 

0.03 

0.37 

- 

- 

0.0731 

- 

0.000 

0.073 

0.073 

0.188 

0.009 

0.179 

0.004 

2.32 

Safe 

Delod 

0831000503905300 

0.06 

0.02 

673.30 

0.03 

0.01 

0.04 

0.06 

0.79 

- 

0.0600 

0.0061 

0.0059 

- 

0.072 

0.072 

0.111 

0.006 

0.106 

0.340 

321.22 

Over Exploited 

Deo Neemri 

0830000103772400 

0.14 

0.10 

149.16 

0.12 

0.01 

0.13 

0.06 

0.74 

- 

0.0400 

0.0213 

0.0241 

- 

0.086 

0.086 

0.217 

0.011 

0.206 

0.392 

190.00 

Over Exploited 

Deopura 

0831000503898400 

0.06 

0.00 

2,602.64 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0007 

0.0009 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.000 

3.17 

Safe 

Dhand Chhatarpura 

0831000503901600 

0.06 

0.09 

186.47 

0.11 

0.05 

0.16 

0.03 

0.69 

- 

0.1500 

0.0976 

0.1175 

- 

0.365 

0.365 

0.526 

0.026 

0.499 

0.812 

162.51 

Over Exploited 

Dheepri (Chambal) 

0830000103766200 

0.14 

0.00 

5,369.68 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0047 

0.0088 

- 

0.013 

0.013 

0.015 

0.001 

0.014 

0.021 

151.29 

Over Exploited 

Dhikoniya 

0831000503909300 

0.06 

0.03 

1,081.05 

0.04 

0.01 

0.05 

0.01 

0.17 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.071 

0.004 

0.067 

0.100 

148.29 

Over Exploited 



0.06 

0.24 

341.50 

0.29 

0.01 

0.30 

0.02 

0.46 

- 

0.0400 

0.1226 

0.1475 

- 

0.310 

0.310 

0.611 

0.031 

0.580 

0.235 

40.43 

Safe 

Dhoti 

0831000403880700 

0.06 

0.26 

103.81 

0.32 

0.03 

0.34 

0.04 

0.51 

- 

0.0300 

- 

- 

0.024 

0.054 

0.054 

0.396 

0.020 

0.376 

0.732 

194.80 

Over Exploited 

Digodpar 

0831000503902200 

0.15 

0.00 

3,973.73 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.013 

610.30 

Over Exploited 



0.06 

0.32 

122.18 

0.38 

0.05 

0.43 

0.04 

0.66 

- 

0.1600 

- 

- 

- 

0.160 

0.160 

0.591 

0.030 

0.562 

0.851 

151.44 

Over Exploited 



0.06 

0.00 

1,499.28 

0.01 

0.01 

0.02 

0.00 

0.08 

- 

0.0200 

0.0427 

0.0513 

- 

0.114 

0.114 

0.129 

0.006 

0.123 

0.095 

77.30 

Semi Critical 

Duger 

0831000503896200 

0.06 

0.00 

1,928.00 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dungarli 

0830000103777100 

0.14 

0.01 

2,256.18 

0.01 

0.01 

0.02 

0.00 

0.06 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.038 

0.002 

0.036 

0.105 

292.63 

Over Exploited 



0.14 

0.27 

266.52 

0.33 

0.05 

0.38 

0.03 

0.42 

- 

0.1400 

0.1216 

0.1718 

- 

0.433 

0.433 

0.809 

0.040 

0.768 

0.762 

99.20 

Critical 

Durjanpura 

0830000103781200 

0.14 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

3,000.11 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.000 

0.019 

3,969.05 

Over Exploited 



0.14 

0.04 

833.70 

0.04 

0.01 

0.05 

0.01 

0.14 

- 

0.0200 

0.0479 

0.0677 

- 

0.136 

0.136 

0.188 

0.009 

0.179 

0.129 

72.00 

Semi Critical 



0.08 

0.03 

334.95 

0.04 

0.01 

0.05 

0.01 

0.18 

- 

0.0200 

0.0611 

0.0864 

0.001 

0.168 

0.168 

0.219 

0.011 

0.208 

0.135 

64.80 

Safe 

Farera 

0830000103772900 

0.14 

0.00 

5,696.30 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.14 

0.03 

332.02 

0.04 

- 

0.04 

0.01 

0.19 

- 

- 

0.0240 

0.0271 

- 

0.051 

0.051 

0.087 

0.004 

0.083 

0.004 

4.93 

Safe 

Fatehpur 

0831000303875000 

0.08 

0.00 

3,825.03 

0.00 

0.02 

0.03 

0.01 

0.10 

- 

0.0500 

- 

- 

0.004 

0.054 

0.054 

0.081 

0.004 

0.077 

0.282 

367.86 

Over Exploited 



0.08 

0.00 

2,979.21 

0.00 

0.05 

0.06 

0.01 

0.09 

- 

0.0500 

0.0260 

- 

0.004 

0.080 

0.080 

0.137 

0.007 

0.130 

0.246 

189.38 

Over Exploited 


0830000103772200 

0.14 

0.28 

62.90 

0.34 

0.01 

0.35 

0.06 

0.74 

- 

0.0400 

0.0590 

0.0667 

- 

0.166 

0.166 

0.511 

0.026 

0.485 

0.377 

77.69 

Semi Critical 

Fatehpura Kachhara 

0831000503898300 

0.06 

0.00 

282.97 

0.00 

- 

0.00 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.001 

21.97 

Safe 



0.06 

0.01 

174.90 

0.01 

- 

0.01 

0.01 

0.19 

- 

- 

0.0131 

0.0211 

- 

0.034 

0.034 

0.042 

0.002 

0.040 

0.001 

3.05 

Safe 

Gajron 

0831000503909400 

0.06 

0.04 

460.30 

0.05 

0.01 

0.06 

0.02 

0.41 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.078 

0.004 

0.074 

0.126 

171.22 

Over Exploited 



0.06 

0.01 

1,027.39 

0.01 

- 

0.01 

0.01 

0.23 

- 

0.0100 

0.0122 

0.0147 

- 

0.037 

0.037 

0.051 

0.003 

0.049 

0.065 

132.96 

Over Exploited 

Gandawad 

0830000103780800 

0.14 

0.00 

17,963.36 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0009 

0.0010 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.000 

7.97 

Safe 

Gandoliya 

0831000403885000 

0.06 

0.12 

288.86 

0.15 

0.02 

0.17 

0.04 

0.51 

- 

0.0600 

- 

- 

0.007 

0.067 

0.067 

0.240 

0.012 

0.228 

0.540 

236.95 

Over Exploited 

Ganeshkhera 

0830000103771900 

0.14 

0.31 

63.72 

0.37 

0.02 

0.39 

0.06 

0.74 

- 

0.1100 

0.0652 

0.0737 

0.003 

0.252 

0.252 

0.644 

0.032 

0.612 

0.623 

101.80 

Over Exploited 

Geedpata 

0831000503906100 

0.06 

0.04 

1,199.19 

0.04 

0.01 

0.05 

0.00 

0.15 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.073 

0.004 

0.070 

0.131 

187.82 

Over Exploited 

Geegcha 

0831000503913000 

0.06 

0.17 

136.64 

0.20 

- 

0.20 

0.04 

0.57 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.210 

0.010 

0.199 

0.073 

36.78 

Safe 

Geegchi 

0831000503913100 

0.06 

0.00 

1,371.23 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.001 

35.85 

Safe 

Ghatta 

0831000503909800 

0.06 

0.43 

254.26 

0.52 

0.02 

0.54 

0.03 

0.58 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.612 

0.031 

0.581 

0.389 

66.92 

Safe 

Ghatti 

0831000503910000 

0.06 

0.45 

220.60 

0.54 

0.05 

0.59 

0.05 

0.79 

- 

0.1600 

- 

- 

- 

0.160 

0.160 

0.749 

0.037 

0.712 

0.857 

120.40 

Over Exploited 

Gheensari 

0831000303874900 

0.08 

0.04 

905.01 

0.05 

0.01 

0.06 

0.02 

0.29 

- 

0.0400 

- 

- 

0.002 

0.042 

0.042 

0.104 

0.005 

0.099 

0.235 

238.54 

Over Exploited 



0.08 

0.12 

305.74 

0.14 

0.19 

0.33 

0.04 

0.48 

- 

0.0700 

0.1805 

- 

0.002 

0.253 

0.253 

0.578 

0.029 

0.549 

0.365 

66.47 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 






Bilas 

Command 

Bhander Sandstone 

0.008 

4.70 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Girdharpura 

0830000103777000 

1.704 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.271 

0.90 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.06 

0.04 

0.001 

0.11 

0.07 






Kota Barrage 

Command 

Older Alluvium 

1.434 

0.90 

0.100 

0.08 

0.02 

0.00 

0.00 

0.00 

0.19 

0.30 

0.30 

0.005 

0.58 

0.36 


Gobarcha 

0831000503908400 

0.630 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.630 

3.24 

0.025 

0.28 

0.04 

0.00 

0.00 

0.00 

0.29 

0.39 

1.14 

0.001 

0.73 

0.55 


Googalheri 

0831000303879000 

2.221 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.117 

2.32 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.00 

0.003 

0.37 

0.28 







Non-command 

Bhander Sandstone 

0.831 

2.32 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.00 

0.002 

0.27 

0.21 






Parwati Pickup Weir 

Command 

Older Alluvium 

0.274 

2.32 

0.015 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

-0.01 

0.00 

0.001 

0.09 

0.07 


Gopalpura 

0831000503894500 

2.309 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.062 

1.41 

0.025 

0.07 

0.01 

0.00 

0.00 

0.00 

0.10 

0.12 

0.27 

0.002 

0.32 

0.26 



0831000503904400 

6.214 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.025 

2.72 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 



0830000103769400 

4.663 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.545 

1.05 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.20 

0.27 

0.18 

0.005 

0.22 

0.17 


Gordhanpura 

0831000303880000 

4.302 

Fresh 

Non-command 

Non-command 

Limestone 

4.302 

0.64 

0.120 

0.27 

0.01 

0.00 

0.00 

0.00 

0.59 

0.74 

1.08 

0.012 

0.76 

0.60 



0831000503910100 

11.673 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

11.673 

3.09 

0.025 

0.14 

0.03 

0.00 

0.00 

0.00 

1.01 

1.40 

0.52 

0.023 

0.76 

0.54 



0830000103772700 

4.476 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.080 

0.69 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 






Kota Barrage 

Command 

Older Alluvium 

4.394 

0.69 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.34 

0.55 

0.18 

0.015 

0.67 

0.42 


Gorela 

0831000503894300 

3.514 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.316 

1.93 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.22 

0.07 

0.007 

0.66 

0.53 


Govindpura 

0831000403884400 

6.588 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.588 

4.06 

0.025 

0.12 

0.03 

0.00 

0.00 

0.00 

0.76 

1.00 

0.47 

0.017 

0.81 

0.61 


Gudrawani 

0831000103861800 

4.835 

Fresh 

Non-command 

Non-command 

Limestone 

0.938 

1.26 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.11 

0.003 

0.14 

0.11 







Non-command 

Bhander Sandstone 

1.364 

1.26 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.07 

0.004 

0.20 

0.16 






Parwati Pickup Weir 

Command 

Limestone 

2.526 

1.26 

0.020 

0.08 

0.01 

0.00 

0.14 

0.00 

0.00 

0.00 

0.31 

0.008 

0.37 

0.30 


Gurala 

0830000103768600 

3.058 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.640 

1.90 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.14 

0.06 

0.002 

0.14 

0.14 






Kota Barrage 

Command 

Older Alluvium 

1.070 

1.90 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.23 

0.23 

0.10 

0.004 

0.23 

0.23 


Gurawadiya 

0831000103856600 

1.631 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.446 

2.21 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.03 

0.004 

0.62 

0.50 


Hanotiya 

0831000303879100 

3.104 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.273 

2.49 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.12 

0.20 

0.003 

0.30 

0.23 







Non-command 

Bhander Sandstone 

1.826 

2.49 

0.030 

0.07 

0.01 

0.00 

0.00 

0.00 

0.19 

0.26 

0.29 

0.005 

0.43 

0.32 






Parwati Pickup Weir 

Command 

Older Alluvium 

0.005 

2.49 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Haripura 

0831000503910700 

4.842 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.842 

2.74 

0.025 

0.03 

0.01 

0.00 

0.00 

0.00 

0.35 

0.47 

0.13 

0.010 

0.79 

0.59 


Harnawada 

0831000403881100 

3.821 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.503 

1.38 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.12 

0.10 

0.001 

0.10 

0.08 







Non-command 

Bhander Sandstone 

3.318 

1.38 

0.025 

0.12 

0.02 

0.00 

0.00 

0.00 

0.21 

0.27 

0.45 

0.008 

0.66 

0.51 


Heekar 

0831000303879500 

4.619 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.911 

2.50 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.08 

0.18 

0.002 

0.15 

0.11 







Non-command 

Bhander Sandstone 

0.471 

2.50 

0.030 

0.03 

0.00 

0.00 

0.00 

0.03 

0.04 

0.05 

0.10 

0.001 

0.08 

0.06 






Parwati Pickup Weir 

Command 

Older Alluvium 

3.234 

2.50 

0.015 

0.17 

0.03 

0.00 

0.17 

0.00 

0.09 

0.11 

0.68 

0.009 

0.52 

0.39 







Command 

Bhander Sandstone 

0.002 

2.50 

0.030 

0.00 

0.00 

0.00 

0.00 

0.03 

-0.03 

-0.04 

0.00 

0.000 

0.00 

0.00 


Hirapur 

0831000503905100 

8.324 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

8.260 

3.76 

0.025 

0.24 

0.06 

0.00 

0.00 

0.00 

0.96 

1.28 

0.92 

0.016 

0.73 

0.54 






Bilas 

Command 

Bhander Sandstone 

0.064 

3.76 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.00 


Iklera Sagar 

0831000503905000 

23.351 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

23.050 

2.87 

0.025 

0.13 

0.03 

0.00 

0.00 

0.00 

1.75 

2.39 

0.46 

0.046 

0.72 

0.53 


Isharpura 

0831000103860000 

6.309 

Fresh 

Non-command 

Non-command 

Limestone 

0.281 

1.52 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.03 

0.03 







Non-command 

Bhander Sandstone 

0.193 

1.52 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.001 

0.02 

0.02 






Parwati Pickup Weir 

Command 

Limestone 

2.193 

1.52 

0.020 

0.03 

0.00 

0.00 

0.12 

0.00 

-0.02 

-0.03 

0.11 

0.007 

0.24 

0.20 







Command 

Bhander Sandstone 

1.363 

1.52 

0.015 

0.01 

0.00 

0.00 

0.07 

0.00 

-0.03 

-0.04 

0.02 

0.004 

0.15 

0.12 


Jalera 

0831000303878900 

2.124 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.013 

2.28 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Parwati Pickup Weir 

Command 

Older Alluvium 

2.112 

2.28 

0.015 

0.05 

0.01 

0.00 

0.11 

0.00 

0.00 

0.00 

0.20 

0.006 

0.73 

0.55 


Jalwara 

0831000503910800 

6.862 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.862 

2.67 

0.025 

0.14 

0.02 

0.00 

0.00 

0.00 

0.58 

0.77 

0.54 

0.014 

0.79 

0.60 


Jarawadiya 

0831000103859700 

3.207 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.561 

2.32 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.04 

0.005 

0.34 

0.28 






Parwati Pickup Weir 

Command 

Bhander Sandstone 

0.881 

2.32 

0.015 

0.01 

0.00 

0.00 

0.05 

0.00 

-0.01 

-0.01 

0.02 

0.003 

0.19 

0.16 


Jarela 

0831000103856700 

3.479 

Fresh 

Non-command 

Non-command 

Limestone 

0.030 

2.30 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 







Non-command 

Bhander Sandstone 

0.502 

2.30 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.002 

0.10 

0.08 






Kota Barrage 

Command 

Limestone 

0.006 

2.30 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Bhander Sandstone 

0.002 

2.30 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jatwara 

0830000103769600 

3.689 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.112 

0.83 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.04 

0.000 

0.02 

0.01 






Kota Barrage 

Command 

Older Alluvium 

3.577 

0.83 

0.100 

0.26 

0.04 

0.00 

0.00 

0.00 

0.52 

0.74 

1.04 

0.012 

0.65 

0.45 


Jatwari 

0830000103769300 

3.615 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.242 

1.04 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.04 

0.001 

0.04 

0.03 






Kota Barrage 

Command 

Older Alluvium 

3.373 

1.04 

0.100 

0.16 

0.02 

0.00 

0.00 

0.00 

0.49 

0.67 

0.63 

0.012 

0.62 

0.46 


Jeerod 

0831000403882900 

5.686 

Fresh 

Non-command 

Non-command 

Limestone 

0.399 

0.29 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.05 

0.001 

0.05 

0.04 


Jetpura 

0831000503911700 

5.614 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.614 

2.64 

0.025 

0.12 

0.03 

0.00 

0.00 

0.00 

0.46 

0.63 

0.46 

0.011 

0.77 

0.56 


Jharwa 

0831000103861500 

5.481 

Fresh 

Non-command 

Non-command 

Limestone 

1.072 

1.37 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.04 

0.003 

0.14 

0.11 







Non-command 

Bhander Sandstone 

0.656 

1.37 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.002 

0.08 

0.07 






Parwati Pickup Weir 

Command 

Limestone 

1.588 

1.37 

0.020 

0.02 

0.00 

0.00 

0.08 

0.00 

-0.02 

-0.03 

0.08 

0.005 

0.20 

0.16 







Command 

Bhander Sandstone 

0.056 

1.37 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Jhiri 

0831000503911900 

9.096 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

9.096 

2.45 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.58 

0.80 

0.07 

0.018 

0.76 

0.55 


Jhopariya 

0830000103772300 

0.844 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.844 

0.70 

0.100 

0.14 

0.02 

0.00 

0.00 

0.00 

0.18 

0.28 

0.55 

0.003 

0.68 

0.44 


Jorawarpura 

0830000103773500 

6.679 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.455 

0.53 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.17 

0.14 

0.005 

0.15 

0.09 


Kadeeli 

0831000503911200 

5.509 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.509 

2.68 

0.025 

0.04 

0.00 

0.00 

0.00 

0.00 

0.41 

0.54 

0.13 

0.011 

0.78 

0.59 


Kagla Bambori 

0831000503901500 

8.328 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.282 

0.87 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.06 

0.003 

0.11 

0.08 






Gopalpura 

Command 

Bhander Sandstone 

7.047 

0.87 

0.025 

0.08 

0.01 

0.00 

0.00 

0.00 

0.22 

0.31 

0.31 

0.014 

0.61 

0.44 


Kalyanpura Ghata 

0831000303874600 

3.324 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.264 

2.30 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.04 

0.001 

0.06 

0.04 







Non-command 

Bhander Sandstone 

1.802 

2.30 

0.030 

0.05 

0.01 

0.00 

0.00 

0.00 

0.16 

0.22 

0.20 

0.005 

0.40 

0.30 






Parwati Pickup Weir 

Command 

Older Alluvium 

0.010 

2.30 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Bhander Sandstone 

1.193 

2.30 

0.030 

0.04 

0.01 

0.00 

0.10 

0.00 

0.02 

0.02 

0.14 

0.003 

0.26 

0.20 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.08 

0.00 

(62,702.32) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0001 

0.002 

0.002 

0.002 

0.004 

0.000 

0.004 

0.000 

0.58 

Safe 

Girdharpura 

083000010377700C 

0.14 

0.00 

1,242.62 

0.00 

- 

0.00 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.014 

0.042 

295.34 

Over Exploited 



0.14 

0.12 

163.32 

0.14 

0.02 

0.16 

0.05 

0.62 

- 

0.0600 

0.0346 

0.0489 

- 

0.144 

0.144 

0.302 

0.015 

0.287 

0.301 

104.83 

Over Exploited 

Gobarcha 

0831000503908400 

0.06 

0.03 

1,297.85 

0.03 

0.04 

0.07 

0.06 

0.79 

- 

0.1300 

- 

- 

- 

0.130 

0.130 

0.203 

0.010 

0.193 

1.138 

589.40 

Over Exploited 

Googalheri 

0831000303879000 

0.22 

0.09 

(42.98) 

0.07 

- 

0.07 

0.03 

0.40 

- 

- 

- 

- 

- 

- 

- 

0.072 

0.004 

0.069 

0.003 

4.39 

Safe 



0.08 

0.02 

322.22 

0.02 

- 

0.02 

0.02 

0.30 

- 

- 

- 

- 

- 

- 

- 

0.022 

0.001 

0.021 

0.002 

10.81 

Safe 



0.22 

0.01 

(225.11) 

0.00 

0.01 

0.02 

0.01 

0.10 

- 

- 

0.0152 

- 

- 

0.015 

0.015 

0.034 

0.002 

0.032 

0.001 

2.28 

Safe 

Gopalpura 

0831000503894500 

0.06 

0.02 

491.35 

0.02 

0.01 

0.03 

0.03 

0.35 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.065 

0.003 

0.061 

0.275 

447.59 

Over Exploited 


0831000503904400 

0.06 

0.00 

69,324.87 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 


0830000103769400 

0.14 

0.05 

463.82 

0.06 

0.01 

0.07 

0.02 

0.24 

- 

0.0200 

0.0248 

0.0351 

- 

0.080 

0.080 

0.147 

0.007 

0.140 

0.189 

135.47 

Over Exploited 

Gordhanpura 

0831000303880000 

0.08 

0.26 

184.59 

0.31 

0.01 

0.33 

0.06 

0.82 

- 

0.0400 

- 

- 

0.005 

0.045 

0.045 

0.373 

0.019 

0.354 

1.092 

308.44 

Over Exploited 


0831000503910100 

0.06 

0.53 

165.12 

0.64 

0.03 

0.67 

0.05 

0.80 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.765 

0.038 

0.727 

0.542 

74.58 

Semi Critical 


0830000103772700 

0.14 

0.00 

6,267.48 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.14 

0.41 

32.25 

0.49 

0.01 

0.50 

0.05 

0.73 

- 

0.0200 

0.0883 

0.0999 

- 

0.208 

0.208 

0.713 

0.036 

0.678 

0.199 

29.37 

Safe 

Gorela 

0831000503894300 

0.06 

0.13 

70.03 

0.16 

- 

0.16 

0.06 

0.72 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.168 

0.008 

0.160 

0.073 

45.39 

Safe 

Govindpura 

0831000403884400 

0.06 

0.32 

211.25 

0.38 

0.03 

0.42 

0.06 

0.87 

- 

0.0900 

- 

- 

0.003 

0.093 

0.093 

0.511 

0.026 

0.485 

0.484 

99.70 

Critical 

Gudrawani 

0831000103861800 

0.03 

0.00 

1,607.06 

0.00 

0.00 

0.01 

0.01 

0.15 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.016 

0.001 

0.015 

0.117 

778.16 

Over Exploited 



0.03 

0.01 

594.82 

0.01 

- 

0.01 

0.02 

0.22 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.020 

0.001 

0.019 

0.072 

384.41 

Over Exploited 



0.03 

0.03 

(109.33) 

0.02 

0.15 

0.17 

0.03 

0.40 

- 

0.0300 

0.1122 

- 

0.001 

0.143 

0.143 

0.311 

0.016 

0.295 

0.314 

106.26 

Over Exploited 

Gurala 

0830000103768600 

0.14 

0.01 

1,062.40 

0.01 

- 

0.01 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.015 

0.001 

0.014 

0.063 

454.35 

Over Exploited 



0.14 

0.03 

585.18 

0.04 

- 

0.04 

0.02 

0.25 

- 

- 

0.0086 

0.0122 

- 

0.021 

0.021 

0.062 

0.003 

0.059 

0.106 

180.17 

Over Exploited 

Gurawadiya 

0831000103856600 

0.03 

0.03 

165.35 

0.03 

0.00 

0.03 

0.05 

0.67 

- 

0.0100 

- 

- 

0.000 

0.011 

0.011 

0.043 

0.002 

0.041 

0.033 

81.41 

Semi Critical 

Hanotiya 

0831000303879100 

0.22 

0.08 

37.65 

0.10 

0.01 

0.11 

0.02 

0.32 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.132 

0.007 

0.125 

0.201 

160.62 

Over Exploited 



0.08 

0.06 

311.43 

0.08 

0.01 

0.09 

0.03 

0.46 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.120 

0.006 

0.114 

0.293 

257.98 

Over Exploited 



0.22 

0.00 

(53,646.95) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0003 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.001 

0.000 

0.92 

Safe 

Haripura 

0831000503910700 

0.06 

0.23 

104.42 

0.27 

0.01 

0.28 

0.06 

0.84 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.304 

0.015 

0.289 

0.136 

46.95 

Safe 

Harnawada 

0831000403881100 

0.12 

0.01 

1,816.77 

0.01 

- 

0.01 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.097 

592.91 

Over Exploited 



0.06 

0.13 

108.40 

0.16 

0.02 

0.18 

0.05 

0.71 

- 

0.0500 

- 

- 

0.005 

0.055 

0.055 

0.236 

0.012 

0.224 

0.462 

206.09 

Over Exploited 

Heekar 

0831000303879500 

0.22 

0.03 

179.79 

0.03 

0.01 

0.05 

0.01 

0.16 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.070 

0.004 

0.067 

0.178 

266.63 

Over Exploited 



0.08 

0.00 

1,565.32 

0.00 

0.03 

0.03 

0.01 

0.08 

- 

0.0100 

- 

- 

0.044 

0.054 

0.054 

0.087 

0.004 

0.083 

0.105 

127.27 

Over Exploited 



0.22 

0.37 

(69.16) 

0.29 

0.21 

0.50 

0.04 

0.56 

- 

0.0800 

0.1437 

- 

0.003 

0.227 

0.227 

0.725 

0.036 

0.689 

0.693 

100.51 

Over Exploited 



0.08 

0.00 

########## 

0.00 

0.03 

0.03 

0.00 

0.00 

- 

- 

0.0001 

- 

0.044 

0.044 

0.044 

0.074 

0.004 

0.070 

0.000 

0.01 

Safe 

Hirapur 

0831000503905100 

0.06 

0.36 

255.39 

0.43 

0.06 

0.49 

0.06 

0.78 

- 

0.1700 

- 

- 

- 

0.170 

0.170 

0.662 

0.033 

0.629 

0.940 

149.55 

Over Exploited 



0.06 

0.00 

36,570.94 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0008 

0.0010 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.000 

6.94 

Safe 

Iklera Sagar 

0831000503905000 

0.06 

0.99 

139.77 

1.19 

0.03 

1.22 

0.05 

0.77 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

1.314 

0.066 

1.248 

0.505 

40.42 

Safe 

Isharpura 

0831000103860000 

0.03 

0.00 

3,893.30 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.03 

0.00 

4,229.77 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.03 

0.02 

(258.21) 

0.01 

0.12 

0.13 

0.02 

0.26 

- 

0.0200 

0.1218 

- 

- 

0.142 

0.142 

0.272 

0.014 

0.258 

0.121 

46.72 

Safe 



0.03 

0.01 

(733.87) 

0.00 

0.07 

0.08 

0.01 

0.16 

- 

- 

0.0757 

- 

- 

0.076 

0.076 

0.154 

0.008 

0.146 

0.022 

15.19 

Safe 

Jalera 

0831000303878900 

0.22 

0.00 

4,046.63 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.34 

(100.27) 

0.27 

0.12 

0.39 

0.06 

0.79 

- 

0.0200 

0.1173 

- 

- 

0.137 

0.137 

0.532 

0.027 

0.505 

0.204 

40.34 

Safe 

Jalwara 

0831000503910800 

0.06 

0.32 

135.73 

0.39 

0.02 

0.41 

0.06 

0.85 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.510 

0.025 

0.484 

0.551 

113.70 

Over Exploited 

Jarawadiya 

0831000103859700 

0.03 

0.02 

395.91 

0.02 

- 

0.02 

0.03 

0.37 

- 

- 

- 

- 

- 

- 

- 

0.019 

0.001 

0.018 

0.041 

223.28 

Over Exploited 



0.03 

0.01 

(256.85) 

0.00 

0.05 

0.05 

0.02 

0.21 

- 

- 

0.0489 

- 

- 

0.049 

0.049 

0.100 

0.005 

0.095 

0.021 

21.75 

Safe 

Jarela 

0831000103856700 

0.03 

0.00 

30,264.60 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

1,301.00 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.002 

87.85 

Semi Critical 



0.03 

0.00 

198,860.96 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

372,058.55 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jatwara 

0830000103769600 

0.14 

0.00 

8,595.28 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.041 

11,353.97 

Over Exploited 



0.14 

0.33 

127.66 

0.39 

0.04 

0.43 

0.06 

0.71 

- 

0.1200 

0.0575 

0.0813 

0.000 

0.259 

0.259 

0.691 

0.035 

0.656 

1.052 

160.29 

Over Exploited 

Jatwari 

0830000103769300 

0.14 

0.00 

3,073.71 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.042 

2,415.86 

Over Exploited 



0.14 

0.29 

127.98 

0.35 

0.02 

0.37 

0.05 

0.68 

- 

0.0700 

0.0542 

0.0766 

0.000 

0.201 

0.201 

0.575 

0.029 

0.546 

0.644 

117.79 

Over Exploited 

Jeerod 

0831000403882900 

0.06 

0.00 

1,185.56 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

0.055 

3,714.33 

Over Exploited 

Jetpura 

0831000503911700 

0.06 

0.26 

144.73 

0.31 

0.03 

0.34 

0.05 

0.82 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.430 

0.021 

0.408 

0.470 

115.08 

Over Exploited 

Jharwa 

0831000103861500 

0.03 

0.00 

983.39 

0.01 

0.00 

0.01 

0.01 

0.15 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.007 

0.000 

0.007 

0.042 

641.04 

Over Exploited 



0.03 

0.00 

909.74 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.002 

105.90 

Over Exploited 



0.03 

0.01 

(379.15) 

0.01 

0.09 

0.09 

0.02 

0.22 

- 

0.0100 

0.0882 

- 

0.001 

0.099 

0.099 

0.193 

0.010 

0.183 

0.080 

43.65 

Safe 



0.03 

0.00 

(18,859.52) 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0031 

- 

- 

0.003 

0.003 

0.006 

0.000 

0.006 

0.000 

2.95 

Safe 

Jhiri 

0831000503911900 

0.06 

0.42 

93.58 

0.50 

- 

0.50 

0.05 

0.81 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.509 

0.025 

0.483 

0.084 

17.37 

Safe 

Jhopariya 

0830000103772300 

0.14 

0.08 

243.99 

0.10 

0.02 

0.12 

0.06 

0.74 

- 

0.0600 

0.0170 

0.0192 

- 

0.096 

0.096 

0.212 

0.011 

0.202 

0.554 

274.43 

Over Exploited 

Jorawarpura 

0830000103773500 

0.14 

0.03 

468.03 

0.04 

0.01 

0.05 

0.01 

0.16 

- 

0.0300 

0.0351 

0.0496 

- 

0.115 

0.115 

0.161 

0.008 

0.153 

0.148 

96.66 

Critical 

Kadeeli 

0831000503911200 

0.06 

0.26 

110.10 

0.31 

- 

0.31 

0.06 

0.84 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.330 

0.016 

0.313 

0.137 

43.67 

Safe 

Kagla Bambori 

0831000503901500 

0.06 

0.01 

687.28 

0.01 

- 

0.01 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.020 

0.001 

0.019 

0.066 

341.53 

Over Exploited 



0.06 

0.26 

21.44 

0.31 

0.01 

0.32 

0.04 

0.64 

- 

0.0600 

0.2485 

0.2393 

- 

0.548 

0.548 

0.866 

0.043 

0.823 

0.326 

39.61 

Safe 

Kalyanpura Ghata 

0831000303874600 

0.22 

0.00 

641.43 

0.00 

- 

0.00 

0.00 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.037 

274.81 

Over Exploited 



0.08 

0.06 

275.14 

0.07 

0.01 

0.08 

0.03 

0.43 

- 

0.0400 

- 

- 

0.000 

0.040 

0.040 

0.119 

0.006 

0.114 

0.203 

178.72 

Over Exploited 



0.22 

0.00 

(11,397.20) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0006 

- 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

1.98 

Safe 



0.08 

0.03 

(13.91) 

0.02 

0.11 

0.13 

0.02 

0.28 

- 

0.0300 

0.0795 

- 

0.000 

0.110 

0.110 

0.237 

0.012 

0.226 

0.147 

65.28 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 






Bilas 

Command 

Bhander Sandstone 

0.055 

2.30 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Kamtha 

0831000503905500 

4.229 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.028 

3.02 

0.025 

0.06 

0.01 

0.00 

0.00 

0.00 

0.35 

0.47 

0.25 

0.008 

0.70 

0.52 






Bilas 

Command 

Bhander Sandstone 

0.201 

3.02 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.000 

0.03 

0.03 


Kankarda 

0831000503907600 

2.253 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.151 

3.38 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.14 

0.18 

0.22 

0.002 

0.37 

0.28 






Bilas 

Command 

Bhander Sandstone 

1.102 

3.38 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.13 

0.18 

0.22 

0.002 

0.36 

0.27 


Kanwariya 

0831000503898000 

2.311 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.020 

1.90 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.03 

0.002 

0.31 

0.24 






Gopalpura 

Command 

Bhander Sandstone 

1.291 

1.90 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.03 

0.003 

0.39 

0.31 


Kanwarpura 

0830000103778500 

3.855 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.323 

1.40 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.00 

0.001 

0.06 

0.04 


Kapri Khera 

0831000503906900 

3.348 

Fresh 

Bilas 

Command 

Bhander Sandstone 

3.348 

3.20 

0.025 

0.13 

0.02 

0.00 

0.00 

0.00 

0.38 

0.51 

0.53 

0.007 

0.73 

0.54 


Kareeriya 

0831000103861900 

3.294 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.207 

0.72 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.20 

0.09 

0.007 

0.47 

0.38 







Non-command 

Limestone 

0.474 

0.72 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.001 

0.10 

0.08 







Non-command 

Bhander Sandstone 

0.448 

0.72 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.001 

0.10 

0.08 






Parwati Pickup Weir 

Command 

Older Alluvium 

0.141 

0.72 

0.090 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.02 







Command 

Limestone 

0.025 

0.72 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 


Karjoda 

0830000103781100 

4.459 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.012 

1.36 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Kota Barrage 

Command 

Older Alluvium 

3.446 

1.36 

0.100 

0.03 

0.01 

0.00 

0.00 

0.00 

0.49 

0.74 

0.12 

0.012 

0.53 

0.35 


Karnahera 

0831000303880300 

5.653 

Fresh 

Parwati Pickup Weir 

Command 

Older Alluvium 

5.398 

1.96 

0.015 

0.14 

0.01 

0.00 

0.14 

0.00 

0.14 

0.18 

0.56 

0.015 

0.71 

0.55 







Command 

Bhander Sandstone 

0.255 

1.96 

0.030 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.01 

0.02 

0.001 

0.03 

0.03 


Karwala @ Lachhmipura 

0831000503894900 

1.800 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.106 

0.77 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.03 

0.000 

0.04 

0.03 


Keerpura 

0830000103772600 

1.825 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.051 

0.74 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.000 

0.02 

0.01 






Kota Barrage 

Command 

Older Alluvium 

1.775 

0.74 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.21 

0.00 

0.006 

0.66 

0.42 


Kethoda 

0830000103768500 

6.611 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.512 

1.93 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.11 

0.02 

0.002 

0.05 

0.05 






Kota Barrage 

Command 

Older Alluvium 

3.321 

1.93 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.68 

0.68 

0.16 

0.011 

0.33 

0.33 


Khairpur 

0831000503909100 

3.012 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.307 

2.37 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.12 

0.03 

0.003 

0.32 

0.24 






Bilas 

Command 

Bhander Sandstone 

1.705 

2.37 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.16 

0.07 

0.003 

0.42 

0.31 


Khalda 

0831000503911400 

3.170 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.170 

2.91 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.26 

0.35 

0.16 

0.006 

0.80 

0.61 


Khaldi 

0831000503911500 

5.558 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.558 

3.23 

0.025 

0.03 

0.01 

0.00 

0.00 

0.00 

0.47 

0.62 

0.09 

0.011 

0.81 

0.61 


Khareela 

0831000403882600 

7.515 

Fresh 

Non-command 

Non-command 

Limestone 

7.165 

1.24 

0.025 

0.24 

0.01 

0.00 

0.00 

0.00 

0.45 

0.58 

0.93 

0.018 

0.74 

0.57 







Non-command 

Bhander Sandstone 

0.350 

1.24 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.04 

0.001 

0.04 

0.03 


Khatauli 

0830000103772500 

10.107 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.581 

0.69 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.08 

0.02 

0.002 

0.04 

0.03 






Kota Barrage 

Command 

Older Alluvium 

9.526 

0.69 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.71 

1.10 

0.18 

0.033 

0.64 

0.41 


Khedaheri 

0831000303879200 

4.512 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.733 

2.36 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.07 

0.002 

0.12 

0.09 






Parwati Pickup Weir 

Command 

Older Alluvium 

3.779 

2.36 

0.015 

0.11 

0.02 

0.00 

0.20 

0.00 

0.02 

0.03 

0.44 

0.010 

0.62 

0.47 


Khera 

0830000103782300 

6.660 

Fresh 

Non-command 

Non-command 

Limestone 

0.065 

2.84 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 






Kota Barrage 

Command 

Limestone 

0.881 

2.84 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.11 

0.02 

0.003 

0.09 

0.07 


Kherli 

0831000503902700 

2.892 

Fresh 

Gopalpura 

Command 

Bhander Sandstone 

0.588 

2.37 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.06 

0.00 

0.001 

0.14 

0.08 



0831000503914100 

2.540 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.540 

2.10 

0.025 

0.07 

0.02 

0.00 

0.00 

0.00 

0.18 

0.26 

0.29 

0.005 

0.79 

0.57 


Kherli Bansla 

0831000403888300 

6.962 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.071 

4.50 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.36 

0.48 

0.08 

0.008 

0.36 

0.27 


Kherli Kesho 

0831000303872200 

5.022 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.838 

2.94 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.05 

0.002 

0.12 

0.10 






Parwati Pickup Weir 

Command 

Older Alluvium 

4.182 

2.94 

0.015 

0.07 

0.01 

0.00 

0.22 

0.00 

0.02 

0.02 

0.25 

0.011 

0.62 

0.50 


Kherli Panch-Bhaiyan 

0831000503907000 

0.977 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.755 

3.09 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.10 

0.13 

0.18 

0.001 

0.57 

0.42 






Bilas 

Command 

Bhander Sandstone 

0.222 

3.09 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.06 

0.000 

0.17 

0.12 


Kherli Tatiyan 

0831000503907500 

7.102 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.515 

4.14 

0.025 

0.08 

0.02 

0.00 

0.00 

0.00 

0.53 

0.70 

0.31 

0.009 

0.47 

0.35 






Bilas 

Command 

Bhander Sandstone 

2.587 

4.14 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.30 

0.40 

0.15 

0.005 

0.27 

0.20 


Kherliganj (CT) 

0831000443104000 

4.669 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.669 

3.98 

0.025 

0.16 

0.02 

0.00 

0.00 

0.00 

0.60 

0.80 

0.34 

0.236 

0.81 

0.61 


Kheruna 

0831000503908700 

2.768 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.768 

2.93 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.23 

0.31 

0.10 

0.005 

0.74 

0.55 


Khuri 

0831000403882700 

12.390 

Fresh 

Non-command 

Non-command 

Limestone 

3.863 

1.20 

0.025 

0.18 

0.01 

0.00 

0.00 

0.00 

0.29 

0.37 

0.70 

0.010 

0.25 

0.19 


Khyawada 

0831000503910400 

3.940 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.940 

2.70 

0.025 

0.12 

0.02 

0.00 

0.00 

0.00 

0.37 

0.49 

0.49 

0.008 

0.76 

0.57 


Kishanganj 

0831000503905200 

10.895 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.869 

5.42 

0.025 

0.24 

0.04 

0.00 

0.00 

0.00 

0.86 

1.15 

0.96 

0.010 

0.33 

0.25 






Bilas 

Command 

Bhander Sandstone 

6.027 

5.42 

0.025 

0.30 

0.04 

0.00 

0.00 

0.00 

1.08 

1.44 

1.18 

0.012 

0.41 

0.30 


Kishanpura 

0831000503911000 

13.848 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

13.474 

3.47 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

1.20 

1.58 

0.13 

0.027 

0.79 

0.60 


Kishanpura @ Khawaspura 

0830000103769700 

2.883 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.600 

0.84 

0.100 

0.10 

0.01 

0.00 

0.00 

0.00 

0.31 

0.44 

0.39 

0.009 

0.60 

0.43 


Kishnaipura 

0831000503898200 

2.585 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.051 

1.29 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Gopalpura 

Command 

Bhander Sandstone 

2.528 

1.29 

0.025 

0.14 

0.02 

0.00 

0.00 

0.00 

0.20 

0.27 

0.55 

0.005 

0.69 

0.52 


Koondi 

0831000503908300 

9.278 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

9.278 

2.81 

0.025 

0.17 

0.03 

0.00 

0.00 

0.00 

0.79 

1.05 

0.67 

0.018 

0.74 

0.56 


Kotra 

0831000303879600 

2.959 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.603 

2.17 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.09 

0.002 

0.15 

0.12 






Parwati Pickup Weir 

Command 

Older Alluvium 

2.356 

2.17 

0.015 

0.09 

0.00 

0.00 

0.06 

0.00 

0.10 

0.13 

0.36 

0.006 

0.59 

0.47 



0831000403881800 

3.546 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.546 

2.59 

0.025 

0.12 

0.02 

0.00 

0.00 

0.00 

0.33 

0.43 

0.47 

0.009 

0.79 

0.60 


Kotri 

0831000303879400 

4.675 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.659 

2.37 

0.015 

0.12 

0.01 

0.00 

0.00 

0.00 

0.20 

0.25 

0.47 

0.007 

0.43 

0.35 






Parwati Pickup Weir 

Command 

Older Alluvium 

1.896 

2.37 

0.015 

0.08 

0.00 

0.00 

0.05 

0.00 

0.10 

0.12 

0.31 

0.005 

0.30 

0.25 


Kotrisunda 

0831000303871700 

18.581 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.780 

-0.21 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.018 

0.26 

0.21 







Non-command 

Bhander Sandstone 

2.146 

-0.21 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.006 

0.08 

0.06 






Parwati Pickup Weir 

Command 

Older Alluvium 

9.655 

-0.21 

0.015 

0.06 

0.01 

0.00 

0.52 

0.00 

0.00 

0.00 

0.20 

0.026 

0.38 

0.29 






Gopalpura 

Command 

Bhander Sandstone 

0.000 

-0.21 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Koyla 

0831000303871500 

16.432 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.842 

1.57 

0.015 

0.22 

0.03 

0.00 

0.00 

0.01 

0.37 

0.45 

0.86 

0.021 

0.36 

0.29 






Parwati Pickup Weir 

Command 

Older Alluvium 

8.500 

1.57 

0.015 

0.24 

0.04 

0.00 

0.45 

0.01 

-0.06 

-0.08 

0.94 

0.023 

0.39 

0.31 


Kunda 

0831000503906000 

13.965 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.343 

2.63 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.17 

0.06 

0.003 

0.07 

0.04 






Bilas 

Command 

Bhander Sandstone 

0.882 

2.63 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.11 

0.03 

0.002 

0.04 

0.03 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.08 

0.00 

8,782.83 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0007 

0.0009 

0.000 

0.002 

0.002 

0.002 

0.000 

0.002 

0.000 

7.23 

Safe 

Kamtha 

0831000503905500 

0.06 

0.17 

179.22 

0.20 

0.01 

0.21 

0.05 

0.75 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.242 

0.012 

0.230 

0.257 

111.55 

Over Exploited 



0.06 

0.00 

4,695.87 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

0.0018 

0.0021 

- 

0.004 

0.004 

0.004 

0.000 

0.004 

0.000 

9.48 

Safe 

Kankarda 

0831000503907600 

0.06 

0.03 

607.50 

0.03 

0.01 

0.04 

0.03 

0.40 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.081 

0.004 

0.077 

0.218 

283.58 

Over Exploited 



0.06 

0.02 

648.53 

0.03 

0.01 

0.04 

0.03 

0.39 

- 

0.0400 

0.0120 

0.0116 

- 

0.064 

0.064 

0.102 

0.005 

0.097 

0.218 

225.03 

Over Exploited 

Kanwariya 

0831000503898000 

0.06 

0.02 

295.32 

0.02 

- 

0.02 

0.02 

0.33 

- 

- 

- 

- 

- 

- 

- 

0.023 

0.001 

0.022 

0.035 

161.25 

Over Exploited 



0.06 

0.03 

200.94 

0.04 

- 

0.04 

0.03 

0.42 

- 

- 

0.0273 

0.0439 

- 

0.071 

0.071 

0.108 

0.005 

0.102 

0.036 

34.70 

Safe 

Kanwarpura 

0830000103778500 

0.14 

0.00 

2,701.31 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

0.0065 

0.0073 

- 

0.014 

0.014 

0.017 

0.001 

0.016 

0.001 

6.86 

Safe 

Kapri Khera 

0831000503906900 

0.06 

0.15 

248.49 

0.18 

0.02 

0.20 

0.05 

0.78 

- 

0.0600 

0.0292 

0.0351 

- 

0.124 

0.124 

0.320 

0.016 

0.304 

0.532 

174.64 

Over Exploited 

Kareeriya 

0831000103861900 

0.12 

0.13 

60.10 

0.15 

0.00 

0.15 

0.04 

0.51 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.161 

0.008 

0.153 

0.093 

60.60 

Safe 



0.03 

0.00 

1,343.76 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.040 

2,450.66 

Over Exploited 



0.03 

0.00 

363.59 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

0.019 

1,312.41 

Over Exploited 



0.12 

0.00 

271.71 

0.00 

0.01 

0.01 

0.00 

0.03 

- 

- 

0.0063 

- 

0.000 

0.006 

0.006 

0.015 

0.001 

0.014 

0.000 

3.08 

Safe 



0.03 

0.00 

(30,350.15) 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0011 

- 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

3.27 

Safe 

Karjoda 

0830000103781100 

0.14 

0.00 

80,364.94 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.14 

0.26 

188.38 

0.31 

0.01 

0.32 

0.04 

0.57 

- 

0.0200 

0.0831 

0.1175 

0.000 

0.221 

0.221 

0.539 

0.027 

0.512 

0.134 

26.14 

Safe 

Karnahera 

0831000303880300 

0.22 

0.84 

(78.26) 

0.67 

0.16 

0.83 

0.06 

0.76 

- 

0.0200 

0.1199 

- 

0.004 

0.144 

0.144 

0.975 

0.049 

0.926 

0.573 

61.84 

Safe 



0.08 

0.00 

1,446.84 

0.00 

0.01 

0.01 

0.00 

0.04 

- 

- 

0.0057 

- 

- 

0.006 

0.006 

0.013 

0.001 

0.013 

0.019 

147.36 

Over Exploited 

Karwala @ Lachhmipura 

0831000503894900 

0.06 

0.00 

60,464.03 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.030 

23,015.01 

Over Exploited 

Keerpura 

0830000103772600 

0.14 

0.00 

4,272.70 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.14 

0.16 

25.27 

0.20 

- 

0.20 

0.05 

0.72 

- 

- 

0.0357 

0.0403 

- 

0.076 

0.076 

0.274 

0.014 

0.260 

0.006 

2.33 

Safe 

Kethoda 

0830000103768500 

0.14 

0.00 

2,920.64 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.022 

526.80 

Over Exploited 



0.14 

0.15 

349.63 

0.18 

0.00 

0.18 

0.03 

0.36 

- 

0.0100 

0.0267 

0.0377 

0.000 

0.075 

0.075 

0.258 

0.013 

0.245 

0.174 

71.26 

Semi Critical 

Khairpur 

0831000503909100 

0.06 

0.02 

370.81 

0.03 

- 

0.03 

0.02 

0.34 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.040 

0.002 

0.038 

0.036 

93.70 

Critical 



0.06 

0.04 

283.41 

0.05 

- 

0.05 

0.03 

0.45 

- 

0.0100 

0.0186 

0.0179 

- 

0.047 

0.047 

0.097 

0.005 

0.093 

0.069 

74.93 

Semi Critical 

Khalda 

0831000503911400 

0.06 

0.15 

126.23 

0.18 

0.01 

0.19 

0.06 

0.86 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.223 

0.011 

0.212 

0.162 

76.54 

Semi Critical 

Khaldi 

0831000503911500 

0.06 

0.27 

130.64 

0.32 

0.01 

0.33 

0.06 

0.87 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.353 

0.018 

0.335 

0.104 

31.03 

Safe 

Khareela 

0831000403882600 

0.06 

0.32 

81.77 

0.38 

0.01 

0.40 

0.06 

0.80 

- 

0.0300 

- 

- 

0.007 

0.037 

0.037 

0.435 

0.022 

0.413 

0.948 

229.28 

Over Exploited 



0.06 

0.00 

3,450.77 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.041 

4,698.79 

Over Exploited 

Khatauli 

0830000103772500 

0.14 

0.00 

2,353.58 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.022 

604.34 

Over Exploited 



0.14 

0.86 

28.85 

1.03 

0.01 

1.04 

0.05 

0.69 

- 

0.0200 

0.1915 

0.2165 

- 

0.428 

0.428 

1.466 

0.073 

1.392 

0.217 

15.55 

Safe 

Khedaheri 

0831000303879200 

0.22 

0.02 

212.46 

0.02 

0.00 

0.02 

0.01 

0.13 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.034 

0.002 

0.032 

0.074 

228.46 

Over Exploited 



0.22 

0.51 

(94.47) 

0.41 

0.22 

0.63 

0.05 

0.66 

- 

0.0500 

0.2099 

- 

0.001 

0.261 

0.261 

0.893 

0.045 

0.848 

0.449 

52.98 

Safe 

Khera 

0830000103782300 

0.08 

0.00 

19,781.02 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.01 

1,563.27 

0.01 

- 

0.01 

0.01 

0.10 

- 

- 

0.0248 

0.0300 

- 

0.055 

0.055 

0.063 

0.003 

0.060 

0.021 

35.31 

Safe 

Kherli 

0831000503902700 

0.06 

0.00 

1,090.66 

0.01 

- 

0.01 

0.00 

0.14 

- 

- 

0.0249 

0.0300 

- 

0.055 

0.055 

0.061 

0.003 

0.058 

0.001 

2.01 

Safe 


0831000503914100 

0.06 

0.12 

111.64 

0.15 

0.02 

0.17 

0.06 

0.85 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.215 

0.011 

0.205 

0.293 

143.24 

Over Exploited 

Kherli Bansla 

0831000403888300 

0.06 

0.07 

628.99 

0.08 

0.00 

0.08 

0.03 

0.39 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.092 

0.005 

0.087 

0.084 

95.75 

Critical 

Kherli Kesho 

0831000303872200 

0.22 

0.02 

148.94 

0.03 

0.00 

0.03 

0.01 

0.13 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.041 

0.002 

0.039 

0.056 

144.45 

Over Exploited 



0.22 

0.57 

(95.71) 

0.46 

0.24 

0.69 

0.05 

0.67 

- 

0.0500 

0.2322 

- 

0.002 

0.284 

0.284 

0.976 

0.049 

0.927 

0.263 

28.40 

Safe 

Kherli Panch-Bhaiyan 

0831000503907000 

0.06 

0.03 

414.10 

0.03 

0.01 

0.04 

0.04 

0.61 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.071 

0.004 

0.067 

0.184 

274.61 

Over Exploited 



0.06 

0.00 

2,141.00 

0.00 

- 

0.00 

0.01 

0.18 

- 

0.0100 

0.0024 

0.0023 

- 

0.015 

0.015 

0.017 

0.001 

0.017 

0.060 

364.35 

Over Exploited 

Kherli Tatiyan 

0831000503907500 

0.06 

0.13 

457.58 

0.15 

0.02 

0.17 

0.04 

0.50 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.231 

0.012 

0.220 

0.315 

143.32 

Over Exploited 



0.06 

0.04 

858.92 

0.05 

0.01 

0.06 

0.02 

0.29 

- 

0.0300 

0.0338 

0.0407 

- 

0.105 

0.105 

0.164 

0.008 

0.156 

0.158 

101.31 

Over Exploited 

Kherliganj (CT) 

0831000443104000 

0.06 

0.23 

251.14 

0.27 

0.02 

0.29 

0.06 

0.87 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.353 

0.018 

0.335 

0.573 

170.76 

Over Exploited 

Kheruna 

0831000503908700 

0.06 

0.12 

153.77 

0.15 

- 

0.15 

0.06 

0.79 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.167 

0.008 

0.158 

0.104 

66.01 

Safe 

Khuri 

0831000403882700 

0.06 

0.06 

553.98 

0.07 

0.01 

0.08 

0.02 

0.26 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.111 

0.006 

0.105 

0.705 

669.42 

Over Exploited 

Khyawada 

0831000503910400 

0.06 

0.18 

171.47 

0.22 

0.02 

0.24 

0.06 

0.82 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.325 

0.016 

0.309 

0.494 

159.90 

Over Exploited 

Kishanganj 

0831000503905200 

0.06 

0.10 

1,099.03 

0.11 

0.04 

0.15 

0.03 

0.35 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

0.265 

0.013 

0.251 

0.973 

386.78 

Over Exploited 



0.06 

0.15 

880.00 

0.18 

0.04 

0.22 

0.03 

0.44 

- 

0.1300 

0.0525 

0.0632 

- 

0.246 

0.246 

0.462 

0.023 

0.438 

1.191 

271.61 

Over Exploited 

Kishanpura 

0831000503911000 

0.06 

0.64 

148.90 

0.76 

0.01 

0.77 

0.06 

0.85 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.794 

0.040 

0.754 

0.153 

20.24 

Safe 

Kishanpura @ Khawaspura 

0830000103769700 

0.14 

0.22 

98.73 

0.26 

0.01 

0.27 

0.05 

0.66 

- 

0.0400 

0.0418 

0.0591 

- 

0.141 

0.141 

0.414 

0.021 

0.394 

0.397 

100.79 

Over Exploited 

Kishnaipura 

0831000503898200 

0.06 

0.00 

5,002.53 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.10 

155.05 

0.13 

0.02 

0.15 

0.05 

0.74 

- 

0.0600 

0.0535 

0.0859 

- 

0.199 

0.199 

0.345 

0.017 

0.328 

0.554 

169.07 

Over Exploited 

Koondi 

0831000503908300 

0.06 

0.41 

154.33 

0.50 

0.03 

0.53 

0.06 

0.80 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.607 

0.030 

0.576 

0.687 

119.25 

Over Exploited 

Kotra 

0831000303879600 

0.22 

0.02 

148.03 

0.02 

0.00 

0.02 

0.01 

0.16 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.025 

0.001 

0.024 

0.092 

388.78 

Over Exploited 



0.22 

0.31 

(57.29) 

0.25 

0.06 

0.31 

0.05 

0.64 

- 

0.0100 

0.0523 

- 

0.000 

0.063 

0.063 

0.372 

0.019 

0.353 

0.366 

103.69 

Over Exploited 


0831000403881800 

0.06 

0.17 

159.83 

0.20 

0.02 

0.22 

0.06 

0.85 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.271 

0.014 

0.257 

0.479 

186.13 

Over Exploited 

Kotri 

0831000303879400 

0.22 

0.25 

(0.68) 

0.25 

0.01 

0.26 

0.04 

0.46 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.281 

0.014 

0.267 

0.475 

177.99 

Over Exploited 



0.22 

0.13 

(8.09) 

0.12 

0.05 

0.17 

0.03 

0.33 

- 

0.0100 

0.0421 

- 

0.002 

0.054 

0.054 

0.222 

0.011 

0.211 

0.318 

150.70 

Over Exploited 

Kotrisunda 

0831000303871700 

0.22 

0.39 

- 

0.39 

0.01 

0.41 

0.02 

0.28 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.425 

0.043 

0.383 

0.162 

42.39 

Safe 



0.08 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.024 

0.002 

0.022 

0.060 

272.51 

Over Exploited 



0.22 

0.80 

- 

0.80 

0.53 

1.33 

0.03 

0.40 

- 

0.0200 

0.4289 

- 

0.000 

0.449 

0.449 

1.776 

0.178 

1.599 

0.224 

14.02 

Safe 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Koyla 

0831000303871500 

0.22 

0.61 

(26.58) 

0.49 

0.04 

0.53 

0.03 

0.38 

- 

0.1000 

- 

- 

0.014 

0.114 

0.114 

0.644 

0.032 

0.612 

0.885 

144.69 

Over Exploited 



0.22 

0.72 

(110.84) 

0.58 

0.50 

1.08 

0.03 

0.42 

- 

0.1100 

0.4720 

- 

0.014 

0.596 

0.596 

1.676 

0.084 

1.593 

0.959 

60.22 

Safe 

Kunda 

0831000503906000 

0.06 

0.01 

3,042.04 

0.01 

- 

0.01 

0.00 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.063 

398.04 

Over Exploited 



0.06 

0.00 

4,475.41 

0.00 

- 

0.00 

0.00 

0.05 

- 

0.0100 

0.0115 

0.0139 

- 

0.035 

0.035 

0.038 

0.002 

0.036 

0.032 

87.40 

Semi Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Lakha Kheri @ Rampuriya 

083100050390250C 

4.402 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.324 

1.96 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.19 

0.28 

0.16 

0.007 

0.54 

0.37 






Gopalpura 

Command 

Bhander Sandstone 

1.078 

1.96 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.11 

0.06 

0.002 

0.18 

0.12 


Lakhni 

083000010376980C 

4.598 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.112 

0.77 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.000 

0.02 

0.01 






Kota Barrage 

Command 

Older Alluvium 

4.486 

0.77 

0.100 

0.12 

0.02 

0.00 

0.00 

0.00 

0.45 

0.66 

0.47 

0.015 

0.66 

0.44 


Lalapura 

083100050390560C 

3.048 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.048 

5.37 

0.025 

0.13 

0.02 

0.00 

0.00 

0.00 

0.52 

0.69 

0.53 

0.006 

0.73 

0.55 


Lalganj 

0831000503902600 

2.464 

Fresh 

Gopalpura 

Command 

Bhander Sandstone 

1.186 

1.90 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.11 

0.03 

0.002 

0.34 

0.20 


Lathkhera 

0831000503911100 

6.993 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.993 

2.71 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.49 

0.65 

0.06 

0.014 

0.80 

0.60 


Laxmipura 

0831000403884700 

2.456 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.000 

2.69 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Laxmipura @ Patpadi 

0831000503913600 

11.343 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.141 

2.07 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.33 

0.45 

0.03 

0.012 

0.43 

0.31 


Lolkya 

0831000503897400 

2.128 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.128 

2.98 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.21 

0.03 

0.004 

0.71 

0.56 


Luhariya 

0831000303880400 

4.060 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.571 

2.51 

0.030 

0.02 

0.00 

0.00 

0.00 

0.01 

0.06 

0.07 

0.07 

0.002 

0.10 

0.08 






Parwati Pickup Weir 

Command 

Older Alluvium 

2.848 

2.51 

0.015 

0.08 

0.01 

0.00 

0.15 

0.00 

0.03 

0.03 

0.32 

0.008 

0.52 

0.39 







Command 

Bhander Sandstone 

0.642 

2.51 

0.030 

0.02 

0.00 

0.00 

0.03 

0.01 

0.03 

0.03 

0.07 

0.002 

0.12 

0.09 


Madanpura 

0831000503901300 

1.368 

Fresh 

Gopalpura 

Command 

Bhander Sandstone 

1.368 

0.48 

0.025 

0.21 

0.05 

0.00 

0.00 

0.00 

0.18 

0.25 

0.85 

0.003 

0.71 

0.50 


Madhopura 

0831000503897900 

1.589 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.589 

0.93 

0.025 

0.06 

0.00 

0.00 

0.00 

0.00 

0.10 

0.12 

0.25 

0.003 

0.70 

0.55 


Mahalpur 

0831000103859600 

5.386 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.583 

1.88 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.11 

0.05 

0.008 

0.34 

0.27 






Kota Barrage 

Command 

Bhander Sandstone 

0.000 

1.88 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Parwati Pickup Weir 

Command 

Bhander Sandstone 

0.782 

1.88 

0.015 

0.01 

0.00 

0.00 

0.04 

0.00 

-0.01 

-0.01 

0.02 

0.002 

0.10 

0.08 


Mahesh Pura 

0831000403884300 

4.200 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.200 

3.17 

0.025 

0.06 

0.01 

0.00 

0.00 

0.00 

0.38 

0.51 

0.24 

0.011 

0.81 

0.61 


Mahodari 

0831000503912900 

31.716 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

10.844 

2.23 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.61 

0.82 

0.03 

0.021 

0.28 

0.21 


Mahrawta 

0831000503904800 

11.652 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.060 

1.79 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 







Non-command 

Bhander Sandstone 

11.592 

1.79 

0.025 

0.14 

0.03 

0.00 

0.00 

0.00 

0.63 

0.84 

0.55 

0.023 

0.73 

0.55 


Mahtabpura 

0831000503897300 

3.180 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.960 

2.31 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.24 

0.03 

0.002 

0.21 

0.17 







Non-command 

Bhander Sandstone 

2.220 

2.31 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.20 

0.12 

0.004 

0.49 

0.39 


Majrawata 

0831000303872100 

6.071 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.803 

1.58 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.09 

0.11 

0.13 

0.008 

0.34 

0.26 







Non-command 

Bhander Sandstone 

0.975 

1.58 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.04 

0.003 

0.12 

0.09 






Parwati Pickup Weir 

Command 

Older Alluvium 

2.196 

1.58 

0.015 

0.02 

0.01 

0.00 

0.18 

0.00 

-0.11 

-0.15 

0.09 

0.006 

0.27 

0.20 







Command 

Bhander Sandstone 

0.097 

1.58 

0.030 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Mandola 

0831000303879800 

8.403 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.135 

2.37 

0.015 

0.01 

0.00 

0.00 

0.00 

0.03 

-0.01 

-0.01 

0.04 

0.000 

0.01 

0.01 


Mandoli 

0831000303878400 

2.406 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.051 

1.73 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.02 

0.01 


Manpura 

0831000303872300 

2.386 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.036 

4.50 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Parwati Pickup Weir 

Command 

Older Alluvium 

1.643 

4.50 

0.015 

0.05 

0.01 

0.00 

0.09 

0.00 

0.06 

0.07 

0.20 

0.004 

0.52 

0.44 


Marjhana 

0830000103778200 

2.999 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.132 

1.08 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.000 

0.03 

0.02 






Kota Barrage 

Command 

Older Alluvium 

2.660 

1.08 

0.100 

0.02 

0.01 

0.00 

0.00 

0.00 

0.30 

0.48 

0.08 

0.009 

0.61 

0.38 


Mathana 

0831000303874400 

2.144 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

4.78 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Parwati Pickup Weir 

Command 

Older Alluvium 

1.300 

4.78 

0.015 

0.07 

0.01 

0.00 

0.07 

0.00 

0.08 

0.09 

0.29 

0.004 

0.46 

0.39 


Maytha 

0831000503898500 

1.981 

Fresh 

Gopalpura 

Command 

Bhander Sandstone 

0.888 

1.03 

0.025 

0.11 

0.02 

0.00 

0.00 

0.00 

0.11 

0.16 

0.46 

0.002 

0.32 

0.23 


Meethod 

0830000103781000 

5.699 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.069 

1.51 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.000 

0.01 

0.01 






Kota Barrage 

Command 

Older Alluvium 

4.966 

1.51 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.77 

1.20 

0.08 

0.017 

0.60 

0.38 


Meghpura 

0831000503898600 

2.451 

Fresh 

Gopalpura 

Command 

Bhander Sandstone 

1.081 

0.64 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.07 

0.15 

0.002 

0.31 

0.21 


Merma Talab 

0831000403883900 

11.127 

Fresh 

Non-command 

Non-command 

Limestone 

1.066 

2.64 

0.025 

0.05 

0.00 

0.00 

0.00 

0.00 

0.12 

0.16 

0.21 

0.003 

0.08 

0.06 


Mermachah 

0831000403884200 

6.326 

Fresh 

Non-command 

Non-command 

Limestone 

1.225 

2.69 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.15 

0.16 

0.003 

0.16 

0.12 







Non-command 

Bhander Sandstone 

4.956 

2.69 

0.025 

0.16 

0.02 

0.00 

0.00 

0.00 

0.47 

0.62 

0.61 

0.012 

0.63 

0.48 


Misai 

0831000503904700 

10.272 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

10.272 

2.58 

0.025 

0.17 

0.04 

0.00 

0.00 

0.00 

0.79 

1.09 

0.64 

0.020 

0.73 

0.53 


Miyada 

0831000303871300 

20.084 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.460 

1.20 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.13 

0.16 

0.32 

0.009 

0.13 

0.10 






Parwati Pickup Weir 

Command 

Older Alluvium 

9.108 

1.20 

0.015 

0.22 

0.03 

0.00 

0.49 

0.00 

-0.14 

-0.17 

0.86 

0.025 

0.33 

0.28 


Miyana 

0830000103767200 

14.334 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.021 

0.96 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Moondla Bisoti 

0831000403881200 

4.620 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.643 

1.30 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.25 

0.33 

0.17 

0.004 

0.27 

0.21 







Non-command 

Limestone 

1.047 

1.30 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.07 

0.003 

0.17 

0.13 







Non-command 

Bhander Sandstone 

1.259 

1.30 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.09 

0.003 

0.20 

0.16 






Parwati Pickup Weir 

Command 

Older Alluvium 

0.057 

1.30 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 







Command 

Bhander Sandstone 

0.615 

1.30 

0.025 

0.01 

0.00 

0.00 

0.02 

0.00 

0.01 

0.02 

0.04 

0.002 

0.10 

0.08 


Mor Khundna 

0830000103776900 

5.443 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.387 

0.83 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.07 

0.04 

0.001 

0.05 

0.03 






Kota Barrage 

Command 

Older Alluvium 

4.000 

0.83 

0.100 

0.10 

0.02 

0.00 

0.00 

0.00 

0.41 

0.66 

0.38 

0.014 

0.50 

0.31 


Mordi 

0831000103859500 

3.610 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.428 

1.82 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.11 

0.09 

0.007 

0.47 

0.38 






Kota Barrage 

Command 

Bhander Sandstone 

0.068 

1.82 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Motipura 

0831000403882000 

5.106 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.106 

2.50 

0.025 

0.12 

0.02 

0.00 

0.00 

0.00 

0.42 

0.55 

0.45 

0.013 

0.79 

0.60 


Motipura @ Barooni 

0831000503912000 

5.903 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.903 

2.08 

0.025 

0.08 

0.02 

0.00 

0.00 

0.00 

0.37 

0.51 

0.32 

0.012 

0.79 

0.57 


Mundiya 

0831000103859800 

6.274 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.832 

3.51 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.22 

0.27 

0.07 

0.012 

0.43 

0.35 






Parwati Pickup Weir 

Command 

Bhander Sandstone 

1.929 

3.51 

0.015 

0.01 

0.00 

0.00 

0.10 

0.00 

0.01 

0.01 

0.04 

0.006 

0.22 

0.17 


Nahargarh 

0831000503911800 

44.321 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

44.321 

2.18 

0.025 

0.30 

0.07 

0.00 

0.00 

0.00 

2.64 

3.58 

1.07 

0.088 

0.79 

0.58 


Naihroopur 

0831000503912300 

4.271 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.271 

3.02 

0.025 

0.03 

0.01 

0.00 

0.00 

0.00 

0.34 

0.46 

0.13 

0.008 

0.77 

0.57 


Nalda 

0831000503907700 

6.422 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.340 

5.57 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.26 

0.03 

0.003 

0.15 

0.11 






Bilas 

Command 

Bhander Sandstone 

5.082 

5.57 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.74 

0.98 

0.16 

0.010 

0.58 

0.43 


Naldi 

0831000503908500 

1.458 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.458 

3.14 

0.025 

0.06 

0.01 

0.00 

0.00 

0.00 

0.16 

0.22 

0.26 

0.003 

0.73 

0.55 


Nandgaonri 

0831000103859900 

5.218 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.058 

3.84 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.04 

0.003 

0.14 

0.12 






Parwati Pickup Weir 

Command 

Bhander Sandstone 

4.094 

3.84 

0.015 

0.03 

0.00 

0.00 

0.22 

0.00 

0.05 

0.06 

0.12 

0.012 

0.55 

0.45 


Nareda 

0831000303875200 

5.152 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.552 

4.10 

0.030 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.12 

0.15 

0.001 

0.08 

0.07 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Lakha Kheri @ Rampuriya 

0831000503902500 

0.06 

0.11 

161.59 

0.13 

0.01 

0.14 

0.03 

0.57 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.169 

0.008 

0.161 

0.163 

101.01 

Over Exploited 



0.06 

0.01 

838.19 

0.01 

- 

0.01 

0.01 

0.18 

- 

0.0100 

0.0456 

0.0549 

- 

0.111 

0.111 

0.124 

0.006 

0.118 

0.065 

55.19 

Safe 

Lakhni 

0830000103769800 

0.14 

0.00 

10,574.14 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.020 

6,890.16 

Over Exploited 



0.14 

0.41 

60.42 

0.50 

0.02 

0.52 

0.06 

0.72 

- 

0.0500 

0.0902 

0.1019 

- 

0.242 

0.242 

0.759 

0.038 

0.721 

0.484 

67.17 

Safe 

Lalapura 

0831000503905600 

0.06 

0.13 

417.40 

0.16 

0.02 

0.18 

0.06 

0.79 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.281 

0.014 

0.267 

0.531 

199.15 

Over Exploited 

Lalganj 

0831000503902600 

0.06 

0.02 

354.09 

0.03 

- 

0.03 

0.01 

0.34 

- 

0.0100 

0.0502 

0.0604 

- 

0.121 

0.121 

0.149 

0.007 

0.142 

0.032 

22.79 

Safe 

Lathkhera 

0831000503911100 

0.06 

0.33 

95.26 

0.40 

- 

0.40 

0.06 

0.86 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.412 

0.021 

0.391 

0.077 

19.64 

Safe 

Laxmipura 

0831000403884700 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Laxmipura @ Patpadi 

0831000503913600 

0.06 

0.16 

183.77 

0.19 

- 

0.19 

0.03 

0.46 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.201 

0.010 

0.191 

0.045 

23.58 

Safe 

Lolkya 

0831000503897400 

0.06 

0.09 

137.84 

0.11 

- 

0.11 

0.05 

0.76 

- 

- 

- 

- 

- 

- 

- 

0.108 

0.005 

0.103 

0.037 

36.12 

Safe 

Luhariya 

0831000303880400 

0.08 

0.00 

1,433.64 

0.01 

0.01 

0.01 

0.01 

0.11 

- 

0.0100 

- 

- 

0.012 

0.022 

0.022 

0.036 

0.002 

0.034 

0.074 

217.92 

Over Exploited 



0.22 

0.32 

(89.84) 

0.26 

0.16 

0.42 

0.04 

0.56 

- 

0.0400 

0.0949 

- 

0.000 

0.135 

0.135 

0.557 

0.028 

0.529 

0.332 

62.74 

Safe 



0.08 

0.01 

473.49 

0.01 

0.04 

0.05 

0.01 

0.13 

- 

0.0100 

0.0214 

- 

0.012 

0.043 

0.043 

0.093 

0.005 

0.088 

0.074 

83.68 

Semi Critical 

Madanpura 

0831000503901300 

0.06 

0.06 

333.94 

0.07 

0.05 

0.12 

0.04 

0.74 

- 

0.1600 

0.0579 

0.0697 

- 

0.288 

0.288 

0.407 

0.020 

0.387 

0.849 

219.30 

Over Exploited 

Madhopura 

0831000503897900 

0.06 

0.07 

84.74 

0.08 

- 

0.08 

0.05 

0.76 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.091 

0.005 

0.086 

0.249 

289.63 

Over Exploited 

Mahalpur 

0831000103859600 

0.03 

0.03 

336.48 

0.03 

0.00 

0.03 

0.03 

0.37 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.043 

0.002 

0.041 

0.058 

142.35 

Over Exploited 



0.03 

0.00 

########## 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

0.05 

Safe 



0.03 

0.00 

(630.67) 

0.00 

0.04 

0.04 

0.01 

0.11 

- 

- 

0.0434 

- 

0.001 

0.044 

0.044 

0.089 

0.004 

0.084 

0.020 

24.21 

Safe 

Mahesh Pura 

0831000403884300 

0.06 

0.20 

147.16 

0.25 

0.01 

0.26 

0.06 

0.87 

- 

0.0400 

- 

- 

0.000 

0.040 

0.040 

0.295 

0.015 

0.281 

0.249 

88.57 

Semi Critical 

Mahodari 

0831000503912900 

0.06 

0.18 

358.87 

0.22 

- 

0.22 

0.02 

0.30 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.225 

0.011 

0.214 

0.051 

24.02 

Safe 

Mahrawta 

0831000503904800 

0.15 

0.00 

34,112.51 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.51 

66.02 

0.61 

0.03 

0.64 

0.06 

0.78 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.738 

0.037 

0.701 

0.572 

81.61 

Semi Critical 

Mahtabpura 

0831000503897300 

0.15 

0.03 

667.09 

0.04 

- 

0.04 

0.02 

0.23 

- 

- 

- 

- 

- 

- 

- 

0.037 

0.002 

0.035 

0.030 

85.13 

Semi Critical 



0.06 

0.07 

202.81 

0.08 

- 

0.08 

0.04 

0.53 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.089 

0.004 

0.085 

0.127 

150.56 

Over Exploited 

Maj'rawata 

0831000303872100 

0.22 

0.21 

(45.79) 

0.17 

0.01 

0.18 

0.03 

0.37 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.197 

0.010 

0.187 

0.134 

71.24 

Semi Critical 



0.08 

0.01 

701.42 

0.01 

- 

0.01 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.021 

0.001 

0.020 

0.039 

193.20 

Over Exploited 



0.22 

0.13 

(216.83) 

0.10 

0.19 

0.29 

0.02 

0.29 

- 

0.0200 

0.1463 

- 

- 

0.166 

0.166 

0.455 

0.023 

0.432 

0.096 

22.19 

Safe 



0.08 

0.00 

(4,712.12) 

0.00 

0.01 

0.01 

0.00 

0.01 

- 

- 

0.0065 

- 

- 

0.007 

0.007 

0.014 

0.001 

0.014 

0.000 

1.92 

Safe 

Mandola 

0831000303879800 

0.22 

0.00 

(3,580.94) 

0.00 

0.03 

0.03 

0.00 

0.01 

- 

- 

- 

- 

0.039 

0.039 

0.039 

0.065 

0.003 

0.061 

0.036 

59.25 

Safe 

Mandoli 

0831000303878400 

0.22 

0.00 

(430.14) 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.005 

0.000 

0.004 

0.018 

411.80 

Over Exploited 

Manpura 

0831000303872300 

0.22 

0.00 

2,606.22 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

9.33 

Safe 



0.22 

0.19 

(60.39) 

0.15 

0.10 

0.25 

0.04 

0.56 

- 

0.0400 

0.0912 

- 

0.001 

0.132 

0.132 

0.381 

0.019 

0.362 

0.202 

55.97 

Safe 

Marjhana 

0830000103778200 

0.14 

0.00 

4,028.47 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.14 

0.23 

110.93 

0.27 

0.01 

0.28 

0.05 

0.66 

- 

0.0200 

0.0642 

0.0907 

0.000 

0.175 

0.175 

0.457 

0.023 

0.434 

0.091 

21.00 

Safe 

Mathana 

0831000303874400 

0.22 

0.00 

########## 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.009 

0.000 

0.009 

0.000 

0.00 

Safe 



0.22 

0.13 

(27.75) 

0.11 

0.08 

0.19 

0.04 

0.50 

- 

0.0500 

0.0722 

- 

0.006 

0.128 

0.128 

0.316 

0.016 

0.300 

0.292 

97.11 

Critical 

Maytha 

0831000503898500 

0.06 

0.02 

829.97 

0.02 

0.02 

0.04 

0.02 

0.33 

- 

0.0500 

0.0250 

0.0301 

- 

0.105 

0.105 

0.145 

0.007 

0.138 

0.458 

331.47 

Over Exploited 

Meethod 

0830000103781000 

0.14 

0.00 

20,293.18 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.14 

0.42 

188.42 

0.50 

- 

0.50 

0.05 

0.65 

- 

0.0100 

0.1198 

0.1693 

- 

0.299 

0.299 

0.798 

0.040 

0.758 

0.094 

12.39 

Safe 

Meghpura 

0831000503898600 

0.06 

0.02 

239.31 

0.02 

0.01 

0.03 

0.01 

0.33 

- 

0.0300 

0.0457 

0.0551 

- 

0.131 

0.131 

0.165 

0.008 

0.157 

0.155 

99.00 

Critical 

Merma Talab 

0831000403883900 

0.06 

0.00 

3,099.46 

0.01 

0.00 

0.01 

0.01 

0.08 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.027 

0.001 

0.025 

0.212 

831.85 

Over Exploited 

Mermachah 

0831000403884200 

0.06 

0.01 

1,189.53 

0.01 

0.01 

0.02 

0.01 

0.17 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.044 

0.002 

0.042 

0.167 

401.38 

Over Exploited 



0.06 

0.19 

230.77 

0.23 

0.02 

0.25 

0.05 

0.68 

- 

0.0700 

- 

- 

0.002 

0.072 

0.072 

0.319 

0.016 

0.303 

0.624 

205.80 

Over Exploited 

Misai 

0831000503904700 

0.06 

0.45 

143.08 

0.54 

0.04 

0.58 

0.05 

0.78 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

0.698 

0.035 

0.663 

0.659 

99.48 

Critical 

Miyada 

0831000303871300 

0.22 

0.10 

60.83 

0.12 

0.01 

0.13 

0.01 

0.14 

- 

0.0400 

- 

- 

0.006 

0.046 

0.046 

0.176 

0.009 

0.167 

0.333 

199.22 

Over Exploited 



0.22 

0.67 

(124.90) 

0.54 

0.52 

1.06 

0.03 

0.36 

- 

0.1000 

0.4046 

- 

0.006 

0.511 

0.511 

1.567 

0.078 

1.489 

0.889 

59.68 

Safe 

Miyana 

0830000103767200 

0.14 

0.00 

89,712.32 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0003 

0.0005 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Moondla Bisoti 

0831000403881200 

0.12 

0.05 

524.18 

0.06 

- 

0.06 

0.02 

0.29 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.073 

0.004 

0.070 

0.172 

247.43 

Over Exploited 



0.06 

0.01 

554.02 

0.01 

- 

0.01 

0.01 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.012 

0.073 

595.32 

Over Exploited 



0.06 

0.02 

410.26 

0.02 

- 

0.02 

0.02 

0.22 

- 

- 

- 

- 

- 

- 

- 

0.019 

0.001 

0.018 

0.092 

522.23 

Over Exploited 



0.12 

0.00 

11,887.51 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0013 

- 

- 

0.001 

0.001 

0.003 

0.000 

0.003 

0.010 

369.65 

Over Exploited 



0.06 

0.00 

374.01 

0.00 

0.02 

0.02 

0.01 

0.11 

- 

- 

0.0137 

- 

- 

0.014 

0.014 

0.035 

0.002 

0.033 

0.046 

138.70 

Over Exploited 

Mor Khundna 

0830000103776900 

0.14 

0.00 

2,458.51 

0.00 

- 

0.00 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.013 

0.042 

338.26 

Over Exploited 



0.14 

0.28 

134.47 

0.34 

0.02 

0.36 

0.04 

0.54 

- 

0.0700 

0.0965 

0.1363 

- 

0.303 

0.303 

0.661 

0.033 

0.628 

0.397 

63.21 

Safe 

Mordi 

0831000103859500 

0.03 

0.03 

209.45 

0.04 

- 

0.04 

0.04 

0.51 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.061 

0.003 

0.058 

0.093 

160.38 

Over Exploited 



0.03 

0.00 

8,149.40 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0014 

0.0015 

- 

0.003 

0.003 

0.003 

0.000 

0.003 

0.000 

7.39 

Safe 

Motipura 

0831000403882000 

0.06 

0.24 

126.39 

0.29 

0.02 

0.31 

0.06 

0.86 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.363 

0.018 

0.345 

0.462 

133.85 

Over Exploited 

Motipura @ Barooni 

0831000503912000 

0.06 

0.28 

82.86 

0.34 

0.02 

0.36 

0.06 

0.85 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.416 

0.021 

0.395 

0.333 

84.14 

Semi Critical 

Mundiya 

0831000103859800 

0.03 

0.05 

454.42 

0.06 

0.00 

0.06 

0.04 

0.47 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.071 

0.004 

0.067 

0.080 

118.37 

Over Exploited 



0.03 

0.01 

(21.54) 

0.01 

0.10 

0.11 

0.02 

0.23 

- 

- 

0.0857 

- 

0.001 

0.087 

0.087 

0.200 

0.010 

0.190 

0.042 

21.98 

Safe 

Nahargarh 

0831000503911800 

0.06 

2.09 

70.78 

2.51 

0.07 

2.58 

0.06 

0.84 

- 

0.2000 

- 

- 

- 

0.200 

0.200 

2.784 

0.139 

2.644 

1.153 

43.59 

Safe 

Naihroopur 

0831000503912300 

0.06 

0.20 

135.58 

0.24 

0.01 

0.25 

0.05 

0.82 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.266 

0.013 

0.253 

0.134 

53.14 

Safe 

Nalda 

0831000503907700 

0.06 

0.01 

2,034.61 

0.01 

- 

0.01 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.015 

0.001 

0.014 

0.036 

254.57 

Over Exploited 



0.06 

0.18 

456.81 

0.21 

0.01 

0.22 

0.05 

0.62 

- 

0.0200 

0.0443 

0.0533 

- 

0.118 

0.118 

0.340 

0.017 

0.323 

0.169 

52.40 

Safe 

Naldi 

0831000503908500 

0.06 

0.06 

241.32 

0.08 

0.01 

0.09 

0.06 

0.79 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.137 

0.007 

0.130 

0.258 

198.09 

Over Exploited 

Nandgaonri 

0831000103859900 

0.03 

0.00 

1,839.08 

0.01 

- 

0.01 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.039 

760.73 

Over Exploited 



0.03 

0.07 

(13.88) 

0.06 

0.22 

0.28 

0.05 

0.60 

- 

0.0100 

0.1819 

- 

- 

0.192 

0.192 

0.469 

0.023 

0.446 

0.134 

30.17 

Safe 

Nareda 

0831000303875200 

0.08 

0.00 

3,148.82 

0.00 

0.01 

0.02 

0.01 

0.09 

- 

0.0300 

- 

- 

0.004 

0.034 

0.034 

0.051 

0.003 

0.049 

0.149 

306.03 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 






Parwati Pickup Weir 

Command 

Bhander Sandstone 

0.347 

4.10 

0.030 

0.02 

0.00 

0.00 

0.02 

0.00 

0.04 

0.05 

0.08 

0.001 

0.05 

0.04 


Naya Gaon 

0830000103768400 

2.671 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.142 

2.02 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.000 

0.03 

0.03 


Neem Khera 

0831000503912400 

4.463 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.463 

2.85 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.42 

0.00 

0.009 

0.79 

0.60 


Neemoda 

0831000503896900 

4.005 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.005 

4.27 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.45 

0.55 

0.07 

0.008 

0.70 

0.57 


Neemola 

0830000103767100 

11.669 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.202 

0.91 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.06 

0.001 

0.01 

0.01 


Padampura 

0831000503901200 

0.991 

Fresh 

Gopalpura 

Command 

Bhander Sandstone 

0.976 

0.40 

0.025 

0.15 

0.04 

0.00 

0.00 

0.00 

0.12 

0.18 

0.61 

0.002 

0.70 

0.47 


Pagara 

0831000103861700 

7.715 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.873 

2.21 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.38 

0.47 

0.04 

0.006 

0.17 

0.14 







Non-command 

Limestone 

0.025 

2.21 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Bhander Sandstone 

5.818 

2.21 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.23 

0.29 

0.16 

0.018 

0.53 

0.43 


Pali 

0831000503894400 

2.996 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.209 

1.84 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.05 

0.04 


Paraniya 

0831000503910200 

23.287 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

18.016 

2.78 

0.025 

0.14 

0.03 

0.00 

0.00 

0.00 

1.36 

1.87 

0.50 

0.036 

0.57 

0.42 






Bilas 

Command 

Bhander Sandstone 

5.272 

2.78 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.40 

0.54 

0.16 

0.010 

0.17 

0.12 


Patalya 

0831000403882200 

2.714 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.714 

3.13 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.25 

0.33 

0.17 

0.007 

0.81 

0.61 


Patheda 

0831000303879300 

5.956 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.595 

2.89 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.10 

0.002 

0.07 

0.06 






Parwati Pickup Weir 

Command 

Older Alluvium 

4.478 

2.89 

0.015 

0.20 

0.03 

0.00 

0.24 

0.00 

0.12 

0.15 

0.80 

0.012 

0.56 

0.46 


Peenjana 

0831000503907100 

2.936 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.501 

2.58 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.06 

0.001 

0.13 

0.09 






Bilas 

Command 

Bhander Sandstone 

2.435 

2.58 

0.025 

0.08 

0.01 

0.00 

0.00 

0.00 

0.23 

0.31 

0.31 

0.005 

0.61 

0.45 


Peenjani 

0831000503907200 

2.476 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.263 

2.96 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.03 

0.001 

0.08 

0.06 






Bilas 

Command 

Bhander Sandstone 

2.213 

2.96 

0.025 

0.12 

0.02 

0.00 

0.00 

0.00 

0.26 

0.35 

0.46 

0.004 

0.65 

0.49 


Peepalda 

0831000503902400 

4.123 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.005 

2.36 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.27 

0.39 

0.16 

0.008 

0.69 

0.47 






Gopalpura 

Command 

Bhander Sandstone 

0.119 

2.36 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.01 



0831000503909900 

15.339 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.563 

3.06 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.22 

0.32 

0.06 

0.005 

0.12 

0.08 






Bilas 

Command 

Bhander Sandstone 

2.583 

3.06 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.22 

0.32 

0.06 

0.005 

0.12 

0.08 


Peepalda Kalan 

0831000503897000 

5.776 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.776 

4.26 

0.025 

0.16 

0.02 

0.00 

0.00 

0.00 

0.75 

0.94 

0.64 

0.011 

0.70 

0.56 


Peepalda Khurd 

0831000503897100 

8.779 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

8.660 

4.45 

0.025 

0.16 

0.02 

0.00 

0.00 

0.00 

1.10 

1.38 

0.60 

0.017 

0.69 

0.55 






Gopalpura 

Command 

Bhander Sandstone 

0.119 

4.45 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.000 

0.01 

0.01 


Peetampura 

0831000503910500 

3.941 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.941 

2.68 

0.025 

0.08 

0.01 

0.00 

0.00 

0.00 

0.33 

0.44 

0.29 

0.008 

0.77 

0.58 


Pempura 

0831000503908800 

6.421 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.421 

2.78 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.48 

0.63 

0.10 

0.013 

0.75 

0.56 


Phaldi 

0831000503905900 

10.128 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.308 

2.96 

0.025 

0.09 

0.01 

0.00 

0.00 

0.00 

0.55 

0.75 

0.34 

0.012 

0.45 

0.33 






Bilas 

Command 

Bhander Sandstone 

3.804 

2.96 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.32 

0.44 

0.18 

0.008 

0.27 

0.20 


Phoosod 

0830000103777200 

12.049 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.440 

0.99 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.10 

0.06 

0.002 

0.03 

0.02 






Kota Barrage 

Command 

Older Alluvium 

6.766 

0.99 

0.100 

0.23 

0.05 

0.00 

0.00 

0.00 

0.85 

1.37 

0.87 

0.023 

0.38 

0.24 


Piplod 

0831000403882100 

13.206 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

13.206 

2.77 

0.025 

0.28 

0.04 

0.00 

0.00 

0.00 

1.15 

1.52 

1.08 

0.033 

0.81 

0.61 


Prempura 

0831000503896300 

0.480 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.238 

0.61 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.06 

0.000 

0.35 

0.27 


Rahlai 

0831000403881400 

4.736 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.416 

2.45 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.13 

0.02 

0.004 

0.22 

0.17 






Parwati Pickup Weir 

Command 

Older Alluvium 

0.002 

2.45 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Bhander Sandstone 

3.319 

2.45 

0.025 

0.01 

0.00 

0.00 

0.09 

0.00 

0.12 

0.16 

0.05 

0.008 

0.52 

0.39 


Ram Khera 

0830000103769900 

1.942 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.942 

0.75 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.20 

0.29 

0.22 

0.007 

0.68 

0.45 


Ramganj @ Nayagaon 

0831000503909000 

5.923 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.534 

2.49 

0.025 

0.03 

0.01 

0.00 

0.00 

0.00 

0.36 

0.49 

0.10 

0.011 

0.69 

0.51 






Bilas 

Command 

Bhander Sandstone 

0.389 

2.49 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.001 

0.05 

0.04 


Ramgarh 

0831000503896500 

13.555 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

8.534 

0.56 

0.025 

0.20 

0.01 

0.00 

0.00 

0.00 

0.31 

0.39 

0.74 

0.017 

0.44 

0.35 


Ramniwas 

0831000403881500 

3.293 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.686 

2.18 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.00 

0.002 

0.16 

0.12 






Parwati Pickup Weir 

Command 

Bhander Sandstone 

2.607 

2.18 

0.025 

0.01 

0.00 

0.00 

0.07 

0.00 

0.08 

0.11 

0.02 

0.007 

0.59 

0.45 


Rampuriya Jageer 

0831000503905800 

4.058 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.025 

3.14 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Bilas 

Command 

Bhander Sandstone 

4.034 

3.14 

0.025 

0.19 

0.03 

0.00 

0.00 

0.00 

0.48 

0.64 

0.74 

0.008 

0.73 

0.54 


Rani Barod 

0831000503904900 

17.265 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

8.766 

3.30 

0.025 

0.14 

0.02 

0.00 

0.00 

0.00 

0.84 

1.13 

0.53 

0.017 

0.37 

0.28 






Bilas 

Command 

Bhander Sandstone 

8.499 

3.30 

0.025 

0.12 

0.02 

0.00 

0.00 

0.00 

0.80 

1.07 

0.46 

0.017 

0.36 

0.27 


Raroti 

0831000303874500 

8.855 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.180 

3.98 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.11 

0.07 

0.003 

0.10 

0.08 







Non-command 

Bhander Sandstone 

0.323 

3.98 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.02 

0.001 

0.03 

0.02 






Parwati Pickup Weir 

Command 

Older Alluvium 

3.569 

3.98 

0.015 

0.06 

0.01 

0.00 

0.29 

0.00 

-0.02 

-0.03 

0.22 

0.010 

0.30 

0.24 







Command 

Bhander Sandstone 

1.982 

3.98 

0.030 

0.03 

0.01 

0.00 

0.16 

0.00 

0.10 

0.12 

0.13 

0.005 

0.17 

0.13 


Ratanpura 

0831000403884600 

6.144 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.125 

6.23 

0.025 

0.08 

0.02 

0.00 

0.00 

0.00 

1.01 

1.34 

0.29 

0.015 

0.81 

0.61 


Rebarpura 

0831000303871400 

5.058 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.090 

0.45 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.03 

0.04 

0.05 

0.006 

0.31 

0.25 






Parwati Pickup Weir 

Command 

Older Alluvium 

2.719 

0.45 

0.015 

0.02 

0.00 

0.00 

0.15 

0.01 

-0.11 

-0.14 

0.07 

0.007 

0.40 

0.33 


Reejhya 

0831000103857000 

6.078 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.751 

2.12 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.17 

0.05 

0.011 

0.43 

0.35 






Kota Barrage 

Command 

Bhander Sandstone 

0.135 

2.12 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.01 


Reethod 

0831000303871900 

3.284 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.550 

1.35 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.05 

0.004 

0.35 

0.26 







Non-command 

Bhander Sandstone 

0.139 

1.35 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.03 

0.02 






Parwati Pickup Weir 

Command 

Older Alluvium 

1.595 

1.35 

0.015 

0.01 

0.00 

0.00 

0.09 

0.00 

-0.04 

-0.06 

0.05 

0.004 

0.36 

0.27 


Relawan 

0831000503901100 

7.522 

Fresh 

Gopalpura 

Command 

Bhander Sandstone 

4.034 

0.43 

0.025 

0.27 

0.07 

0.00 

0.00 

0.00 

0.24 

0.36 

1.08 

0.008 

0.38 

0.25 


Rengarh 

0831000103857100 

7.917 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.531 

1.99 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.23 

0.05 

0.017 

0.49 

0.40 






Kota Barrage 

Command 

Bhander Sandstone 

0.128 

1.99 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Ron 

0830000103778100 

4.597 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.009 

1.01 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sabzipura 

0830000103772000 

2.068 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.068 

0.63 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.18 

0.28 

0.25 

0.007 

0.68 

0.43 


Sahrod 

0831000403880600 

10.320 

Fresh 

Non-command 

Non-command 

Limestone 

0.034 

0.87 

0.025 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

0.00 

0.000 

0.00 

0.00 


Sakhrawada 

0831000503908100 

5.034 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.034 

2.89 

0.025 

0.30 

0.04 

0.00 

0.00 

0.00 

0.62 

0.83 

1.20 

0.010 

0.74 

0.55 


Sambalpur 

0831000303874700 

8.691 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.384 

4.34 

0.030 

0.08 

0.01 

0.00 

0.00 

0.03 

0.48 

0.64 

0.30 

0.009 

0.29 

0.22 






Parwati Pickup Weir 

Command 

Bhander Sandstone 

5.302 

4.34 

0.030 

0.12 

0.02 

0.00 

0.28 

0.03 

0.48 

0.63 

0.47 

0.014 

0.45 

0.34 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.08 

0.00 

3,471.36 

0.00 

0.02 

0.02 

0.00 

0.05 

- 

0.0200 

0.0192 

- 

0.004 

0.044 

0.044 

0.067 

0.003 

0.063 

0.084 

132.73 

Over Exploited 

Naya Gaon 

0830000103768400 

0.14 

0.00 

4,065.55 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

0.0011 

0.0016 

- 

0.003 

0.003 

0.004 

0.000 

0.003 

0.000 

14.46 

Safe 

Neem Khera 

0831000503912400 

0.06 

0.21 

98.76 

0.26 

- 

0.26 

0.06 

0.85 

- 

- 

- 

- 

- 

- 

- 

0.255 

0.013 

0.242 

0.009 

3.64 

Safe 

Neemoda 

0831000503896900 

0.06 

0.17 

228.31 

0.20 

- 

0.20 

0.06 

0.76 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.213 

0.011 

0.202 

0.074 

36.59 

Safe 

Neemola 

0830000103767100 

0.14 

0.00 

15,401.31 

0.00 

- 

0.00 

0.00 

0.01 

- 

0.0100 

0.0024 

0.0046 

- 

0.017 

0.017 

0.017 

0.001 

0.017 

0.062 

373.60 

Over Exploited 

Padampura 

0831000503901200 

0.06 

0.04 

336.85 

0.05 

0.04 

0.09 

0.03 

0.73 

- 

0.1100 

0.0413 

0.0497 

- 

0.201 

0.201 

0.290 

0.014 

0.275 

0.608 

220.76 

Over Exploited 

Pagara 

0831000103861700 

0.12 

0.04 

1,132.87 

0.05 

- 

0.05 

0.01 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.046 

0.002 

0.044 

0.042 

95.03 

Critical 



0.03 

0.00 

83,865.84 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.09 

210.97 

0.11 

0.01 

0.12 

0.04 

0.58 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.142 

0.007 

0.135 

0.176 

130.40 

Over Exploited 

Pali 

0831000503894400 

0.06 

0.00 

1,848.66 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Paraniya 

0831000503910200 

0.06 

0.62 

202.64 

0.74 

0.03 

0.77 

0.04 

0.61 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.861 

0.043 

0.818 

0.537 

65.60 

Safe 



0.06 

0.05 

928.45 

0.06 

0.01 

0.07 

0.01 

0.18 

- 

0.0300 

0.0689 

0.0830 

- 

0.182 

0.182 

0.255 

0.013 

0.243 

0.166 

68.60 

Safe 

Patalya 

0831000403882200 

0.06 

0.13 

152.83 

0.16 

0.01 

0.17 

0.06 

0.87 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.198 

0.010 

0.188 

0.180 

95.47 

Critical 

Patheda 

0831000303879300 

0.22 

0.01 

593.87 

0.01 

0.00 

0.01 

0.01 

0.08 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.023 

0.001 

0.022 

0.103 

470.19 

Over Exploited 



0.22 

0.56 

(72.42) 

0.44 

0.27 

0.71 

0.05 

0.61 

- 

0.0900 

0.1989 

- 

0.001 

0.290 

0.290 

1.004 

0.050 

0.954 

0.808 

84.72 

Semi Critical 

Peenjana 

0831000503907100 

0.06 

0.00 

1,772.38 

0.00 

- 

0.00 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.014 

0.064 

464.16 

Over Exploited 



0.06 

0.09 

244.22 

0.11 

0.01 

0.12 

0.05 

0.65 

- 

0.0400 

0.0212 

0.0256 

- 

0.087 

0.087 

0.203 

0.010 

0.193 

0.317 

164.06 

Over Exploited 

Peenjani 

0831000503907200 

0.06 

0.00 

3,110.39 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.031 

2,175.91 

Over Exploited 



0.06 

0.09 

306.64 

0.10 

0.02 

0.12 

0.05 

0.70 

- 

0.0500 

0.0193 

0.0232 

- 

0.093 

0.093 

0.217 

0.011 

0.206 

0.463 

225.02 

Over Exploited 

Peepalda 

0831000503902400 

0.06 

0.17 

135.50 

0.20 

0.01 

0.21 

0.03 

0.73 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.240 

0.012 

0.228 

0.167 

73.11 

Semi Critical 



0.06 

0.00 

6,930.57 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0050 

0.0060 

- 

0.011 

0.011 

0.011 

0.001 

0.011 

0.000 

2.19 

Safe 


0831000503909900 

0.06 

0.02 

1,620.05 

0.02 

- 

0.02 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.032 

0.002 

0.031 

0.065 

211.64 

Over Exploited 



0.06 

0.02 

1,605.35 

0.02 

- 

0.02 

0.01 

0.13 

- 

0.0100 

0.0338 

0.0407 

- 

0.085 

0.085 

0.107 

0.005 

0.102 

0.065 

63.92 

Safe 

Peepalda Kalan 

0831000503897000 

0.06 

0.24 

286.57 

0.29 

0.02 

0.31 

0.06 

0.76 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.383 

0.019 

0.363 

0.650 

178.97 

Over Exploited 

Peepalda Khurd 

0831000503897100 

0.06 

0.36 

282.80 

0.43 

0.02 

0.45 

0.06 

0.75 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.523 

0.026 

0.497 

0.620 

124.75 

Over Exploited 



0.06 

0.00 

24,238.87 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0033 

0.0040 

- 

0.007 

0.007 

0.007 

0.000 

0.007 

0.000 

3.30 

Safe 

Peetampura 

0831000503910500 

0.06 

0.18 

143.35 

0.22 

0.01 

0.23 

0.06 

0.83 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.278 

0.014 

0.264 

0.299 

113.23 

Over Exploited 

Pempura 

0831000503908800 

0.06 

0.29 

120.72 

0.34 

- 

0.34 

0.06 

0.80 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.364 

0.018 

0.346 

0.112 

32.25 

Safe 

Phaldi 

0831000503905900 

0.06 

0.17 

337.81 

0.21 

0.01 

0.22 

0.03 

0.48 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.276 

0.014 

0.262 

0.348 

132.96 

Over Exploited 



0.06 

0.06 

607.63 

0.07 

0.01 

0.08 

0.02 

0.29 

- 

0.0300 

0.0415 

0.0399 

- 

0.111 

0.111 

0.196 

0.010 

0.186 

0.191 

102.17 

Over Exploited 

Phoosod 

0830000103777200 

0.14 

0.00 

6,534.65 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.063 

555.21 

Over Exploited 



0.14 

0.36 

275.32 

0.44 

0.05 

0.49 

0.03 

0.42 

- 

0.1600 

0.1632 

0.2306 

0.000 

0.554 

0.554 

1.041 

0.052 

0.989 

0.896 

90.63 

Critical 

Piplod 

0831000403882100 

0.06 

0.64 

138.70 

0.77 

0.04 

0.81 

0.06 

0.87 

- 

0.1200 

- 

- 

0.002 

0.122 

0.122 

0.930 

0.046 

0.883 

1.114 

126.17 

Over Exploited 

Prempura 

0831000503896300 

0.06 

0.00 

520.06 

0.01 

- 

0.01 

0.02 

0.37 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.063 

1,120.83 

Over Exploited 

Rahlai 

0831000403881400 

0.06 

0.02 

581.14 

0.02 

- 

0.02 

0.02 

0.24 

- 

- 

- 

- 

- 

- 

- 

0.023 

0.001 

0.021 

0.024 

110.18 

Over Exploited 



0.12 

0.00 

963,360.84 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0000 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.10 

59.59 

0.12 

0.09 

0.21 

0.04 

0.56 

- 

0.0100 

0.0737 

- 

- 

0.084 

0.084 

0.296 

0.015 

0.281 

0.055 

19.68 

Safe 

Ram Khera 

0830000103769900 

0.14 

0.18 

59.96 

0.22 

0.01 

0.23 

0.06 

0.73 

- 

0.0300 

0.0390 

0.0441 

0.001 

0.114 

0.114 

0.346 

0.017 

0.328 

0.231 

70.25 

Semi Critical 

Ramganj @ Nayagaon 

0831000503909000 

0.06 

0.23 

113.80 

0.27 

0.01 

0.28 

0.05 

0.74 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.305 

0.015 

0.289 

0.110 

38.00 

Safe 



0.06 

0.00 

2,776.88 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

0.0051 

0.0061 

- 

0.011 

0.011 

0.013 

0.001 

0.012 

0.001 

6.44 

Safe 

Ramgarh 

0831000503896500 

0.06 

0.12 

183,413.37 

0.15 

0.01 

0.16 

0.03 

0.48 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.186 

0.009 

0.177 

0.755 

427.51 

Over Exploited 

Ramniwas 

0831000403881500 

0.06 

0.01 

666.96 

0.01 

- 

0.01 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.007 

0.002 

23.65 

Safe 



0.06 

0.09 

17.02 

0.11 

0.07 

0.18 

0.05 

0.64 

- 

- 

0.0579 

- 

- 

0.058 

0.058 

0.236 

0.012 

0.224 

0.030 

13.19 

Safe 

Rampuriya Jageer 

0831000503905800 

0.06 

0.00 

39,866.65 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.18 

266.19 

0.21 

0.03 

0.24 

0.05 

0.78 

- 

0.0800 

0.0352 

0.0423 

- 

0.158 

0.158 

0.398 

0.020 

0.378 

0.746 

197.09 

Over Exploited 

Rani Barod 

0831000503904900 

0.06 

0.20 

475.38 

0.23 

0.02 

0.25 

0.03 

0.40 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.355 

0.018 

0.337 

0.542 

160.96 

Over Exploited 



0.06 

0.18 

481.62 

0.22 

0.02 

0.24 

0.03 

0.39 

- 

0.0900 

0.0926 

0.0892 

- 

0.272 

0.272 

0.512 

0.026 

0.487 

0.479 

98.36 

Critical 

Raroti 

0831000303874500 

0.22 

0.03 

335.68 

0.03 

0.00 

0.03 

0.01 

0.11 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.042 

0.002 

0.040 

0.075 

189.90 

Over Exploited 



0.08 

0.00 

6,724.78 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.019 

2,349.08 

Over Exploited 



0.22 

0.24 

(112.41) 

0.19 

0.30 

0.49 

0.02 

0.33 

- 

0.0400 

0.2378 

- 

0.000 

0.278 

0.278 

0.764 

0.038 

0.726 

0.226 

31.10 

Safe 



0.08 

0.03 

359.95 

0.03 

0.17 

0.20 

0.01 

0.18 

- 

0.0200 

0.1321 

- 

- 

0.152 

0.152 

0.353 

0.018 

0.335 

0.131 

39.19 

Safe 

Ratanpura 

0831000403884600 

0.06 

0.30 

348.98 

0.36 

0.02 

0.38 

0.06 

0.87 

- 

0.0500 

- 

- 

0.004 

0.054 

0.054 

0.434 

0.022 

0.412 

0.302 

73.33 

Semi Critical 

Rebarpura 

0831000303871400 

0.22 

0.14 

(74.95) 

0.11 

0.01 

0.12 

0.02 

0.33 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.136 

0.007 

0.129 

0.060 

46.24 

Safe 



0.22 

0.24 

(157.73) 

0.19 

0.15 

0.34 

0.03 

0.43 

- 

0.0100 

0.1208 

- 

0.008 

0.139 

0.139 

0.480 

0.024 

0.456 

0.079 

17.40 

Safe 

Reejhya 

0831000103857000 

0.03 

0.05 

252.10 

0.06 

0.00 

0.06 

0.04 

0.47 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.070 

0.003 

0.066 

0.061 

92.58 

Critical 



0.03 

0.00 

7,296.04 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

0.0033 

0.0046 

0.001 

0.009 

0.009 

0.009 

0.000 

0.009 

0.000 

4.67 

Safe 

Reethod 

0831000303871900 

0.22 

0.12 

(53.97) 

0.09 

- 

0.09 

0.03 

0.37 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.104 

0.005 

0.099 

0.058 

58.68 

Safe 



0.08 

0.00 

2,000.09 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.12 

(145.14) 

0.10 

0.09 

0.19 

0.03 

0.38 

- 

0.0100 

0.0886 

- 

- 

0.099 

0.099 

0.284 

0.014 

0.270 

0.058 

21.62 

Safe 

Relawan 

0831000503901100 

0.06 

0.09 

298.88 

0.11 

0.07 

0.18 

0.02 

0.39 

- 

0.2000 

0.1707 

0.2055 

- 

0.576 

0.576 

0.756 

0.038 

0.718 

1.088 

151.49 

Over Exploited 

Rengarh 

0831000103857100 

0.03 

0.08 

180.01 

0.10 

0.00 

0.10 

0.04 

0.53 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.109 

0.005 

0.103 

0.071 

68.72 

Safe 



0.03 

0.00 

9,588.35 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0026 

0.0029 

0.001 

0.006 

0.006 

0.006 

0.000 

0.006 

0.000 

6.39 

Safe 

Ron 

0830000103778100 

0.14 

0.00 

83,436.65 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0002 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.000 

0.000 

- 

Safe 

Sabzipura 

0830000103772000 

0.14 

0.20 

43.22 

0.24 

0.01 

0.25 

0.06 

0.74 

- 

0.0300 

0.0416 

0.0470 

0.001 

0.120 

0.120 

0.367 

0.018 

0.349 

0.252 

72.28 

Semi Critical 

Sahrod 

0831000403880600 

0.06 

0.00 

(110,850.03) 

0.00 

0.01 

0.01 

0.00 

0.00 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.013 

0.001 

0.012 

0.000 

0.70 

Safe 

Sakhrawada 

0831000503908100 

0.06 

0.22 

272.57 

0.27 

0.04 

0.31 

0.06 

0.79 

- 

0.1300 

- 

- 

- 

0.130 

0.130 

0.437 

0.022 

0.415 

1.207 

291.04 

Over Exploited 

Sambalpur 

0831000303874700 

0.08 

0.08 

719.88 

0.09 

0.04 

0.13 

0.02 

0.31 

- 

0.0600 

- 

- 

0.040 

0.100 

0.100 

0.230 

0.011 

0.218 

0.304 

139.25 

Over Exploited 



0.08 

0.19 

231.65 

0.23 

0.33 

0.56 

0.04 

0.48 

- 

0.0900 

0.2944 

- 

0.040 

0.425 

0.425 

0.983 

0.049 

0.934 

0.482 

51.64 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 






Bilas 

Command 

Bhander Sandstone 

0.005 

4.34 

0.030 

0.00 

0.00 

0.00 

0.00 

0.03 

-0.03 

-0.03 

0.00 

0.000 

0.00 

0.00 


Sangrampura 

083000010376900C 

3.702 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.034 

1.66 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 






Kota Barrage 

Command 

Older Alluvium 

2.978 

1.66 

0.100 

0.11 

0.02 

0.00 

0.00 

0.00 

0.58 

0.71 

0.41 

0.010 

0.53 

0.44 


Sanmanpura 

0830000103771700 

7.903 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.369 

0.53 

0.100 

0.03 

0.01 

0.00 

0.00 

0.00 

0.09 

0.15 

0.10 

0.005 

0.12 

0.07 


Seemlya 

0831000503907300 

4.312 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.084 

2.79 

0.025 

0.13 

0.02 

0.00 

0.00 

0.00 

0.40 

0.53 

0.52 

0.008 

0.69 

0.52 






Bilas 

Command 

Bhander Sandstone 

0.228 

2.79 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.000 

0.04 

0.03 


Seemlya Sopan 

0831000503898700 

1.073 

Fresh 

Gopalpura 

Command 

Bhander Sandstone 

0.718 

0.48 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.03 

0.001 

0.47 

0.32 


Sewani 

0831000503897600 

7.047 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.909 

1.16 

0.025 

0.10 

0.01 

0.00 

0.00 

0.00 

0.15 

0.19 

0.40 

0.004 

0.19 

0.14 






Gopalpura 

Command 

Bhander Sandstone 

5.138 

1.16 

0.025 

0.28 

0.04 

0.00 

0.00 

0.00 

0.39 

0.52 

1.10 

0.010 

0.52 

0.39 


Shahgarh 

0831000303871800 

7.380 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.772 

0.78 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.07 

0.005 

0.18 

0.13 







Non-command 

Bhander Sandstone 

0.834 

0.78 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.04 

0.002 

0.08 

0.06 






Parwati Pickup Weir 

Command 

Older Alluvium 

4.775 

0.78 

0.015 

0.05 

0.01 

0.00 

0.26 

0.00 

-0.16 

-0.21 

0.18 

0.013 

0.47 

0.36 


Shahnawada 

0830000103778400 

4.533 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.175 

1.36 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.02 

0.001 

0.03 

0.02 






Kota Barrage 

Command 

Older Alluvium 

3.541 

1.36 

0.100 

0.09 

0.02 

0.00 

0.00 

0.00 

0.55 

0.89 

0.33 

0.012 

0.53 

0.33 


Shahpura 

0831000503904500 

11.404 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

8.863 

2.59 

0.025 

0.03 

0.01 

0.00 

0.00 

0.00 

0.59 

0.95 

0.10 

0.018 

0.55 

0.34 






Gopalpura 

Command 

Bhander Sandstone 

1.179 

2.59 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.12 

0.00 

0.002 

0.07 

0.05 



0831000503912600 

12.310 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

10.712 

4.42 

0.025 

0.03 

0.01 

0.00 

0.00 

0.00 

1.20 

1.59 

0.09 

0.021 

0.71 

0.53 


Shobhagpura 

0831000503901700 

1.197 

Fresh 

Gopalpura 

Command 

Bhander Sandstone 

1.197 

0.56 

0.025 

0.12 

0.03 

0.00 

0.00 

0.00 

0.11 

0.16 

0.47 

0.002 

0.71 

0.47 


Shri Pura 

0831000503894700 

2.991 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.899 

1.04 

0.025 

0.10 

0.00 

0.00 

0.00 

0.00 

0.15 

0.19 

0.39 

0.004 

0.45 

0.36 


Shripura 

0831000503912700 

16.745 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

9.085 

3.82 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.89 

1.18 

0.06 

0.018 

0.44 

0.33 



0830000103770100 

3.385 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.247 

0.81 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.18 

0.08 

0.004 

0.25 

0.17 


Sigri 

0831000503912500 

19.080 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

19.080 

2.72 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

1.33 

1.77 

0.12 

0.038 

0.80 

0.60 


Simlod 

0831000503912800 

6.536 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.298 

2.96 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.001 

0.04 

0.03 


Singola 

0831000103861600 

4.228 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.517 

3.69 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.19 

0.09 

0.008 

0.42 

0.34 






Parwati Pickup Weir 

Command 

Bhander Sandstone 

1.711 

3.69 

0.015 

0.01 

0.00 

0.00 

0.09 

0.00 

0.01 

0.01 

0.04 

0.005 

0.28 

0.23 


Sorana 

0831000503904600 

6.354 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.354 

2.55 

0.025 

0.07 

0.02 

0.00 

0.00 

0.00 

0.45 

0.65 

0.25 

0.013 

0.72 

0.51 


Suhawan 

0831000503901800 

3.435 

Fresh 

Gopalpura 

Command 

Bhander Sandstone 

1.179 

1.18 

0.025 

0.03 

0.01 

0.00 

0.00 

0.00 

0.05 

0.09 

0.12 

0.002 

0.24 

0.15 


Sumerpura 

0830000103770000 

4.462 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

4.456 

0.75 

0.100 

0.10 

0.01 

0.00 

0.00 

0.00 

0.42 

0.64 

0.39 

0.015 

0.68 

0.45 


Swarooppura 

0831000503901400 

2.708 

Fresh 

Gopalpura 

Command 

Bhander Sandstone 

2.708 

0.67 

0.025 

0.15 

0.04 

0.00 

0.00 

0.00 

0.16 

0.22 

0.61 

0.005 

0.71 

0.51 


Tagariya Dhani 

0831000503894600 

4.754 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.754 

1.98 

0.025 

0.07 

0.01 

0.00 

0.00 

0.00 

0.30 

0.37 

0.28 

0.009 

0.70 

0.57 


Talab 

0830000103773300 

9.529 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

7.193 

0.61 

0.100 

0.33 

0.05 

0.00 

0.00 

0.00 

0.71 

1.14 

1.31 

0.025 

0.52 

0.32 


Tejgarh 

0831000303872000 

3.957 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.558 

1.58 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.12 

0.16 

0.007 

0.47 

0.36 






Parwati Pickup Weir 

Command 

Older Alluvium 

1.399 

1.58 

0.015 

0.02 

0.01 

0.00 

0.11 

0.00 

-0.07 

-0.09 

0.09 

0.004 

0.26 

0.20 


Thana 

0831000503896600 

2.078 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.605 

0.59 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.07 

0.003 

0.54 

0.44 


Thoogani 

0831000503907900 

1.728 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.727 

3.24 

0.025 

0.09 

0.01 

0.00 

0.00 

0.00 

0.22 

0.29 

0.34 

0.003 

0.73 

0.55 






Bilas 

Command 

Bhander Sandstone 

0.000 

3.24 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Tisaya 

0831000303872400 

10.328 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.242 

3.39 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.02 

0.01 






Parwati Pickup Weir 

Command 

Older Alluvium 

4.620 

3.39 

0.015 

0.08 

0.01 

0.00 

0.25 

0.00 

0.05 

0.07 

0.29 

0.012 

0.34 

0.28 


Udaipura 

0830000103767300 

3.996 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.544 

1.00 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.04 

0.002 

0.09 

0.07 


Udpuriya 

0831000503898100 

2.301 

Fresh 

Gopalpura 

Command 

Bhander Sandstone 

2.301 

1.09 

0.025 

0.09 

0.01 

0.00 

0.00 

0.00 

0.14 

0.19 

0.37 

0.005 

0.71 

0.52 


Ulthi 

0831000303871600 

11.730 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.400 

0.41 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.10 

0.12 

0.11 

0.025 

0.57 

0.45 







Non-command 

Bhander Sandstone 

1.344 

0.41 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.004 

0.08 

0.06 






Parwati Pickup Weir 

Command 

Older Alluvium 

0.986 

0.41 

0.015 

0.01 

0.00 

0.00 

0.05 

0.00 

-0.04 

-0.05 

0.02 

0.003 

0.06 

0.05 


Vishanpura 

0830000103767900 

2.844 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.033 

1.89 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 

08007067 

Amalda 

0830000103774300 

9.580 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.240 

0.43 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.15 

0.18 

0.004 

0.09 

0.06 


Aranya 

0830000103781800 

2.366 

Fresh 

Kota Barrage 

Command 

Limestone 

2.366 

1.89 

0.030 

0.07 

0.02 

0.00 

0.00 

0.00 

0.18 

0.24 

0.27 

0.008 

0.70 

0.54 


Ayana 

0830000103780600 

29.733 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

18.868 

3.63 

0.100 

0.18 

0.02 

0.00 

0.00 

0.03 

6.99 

9.67 

0.63 

0.064 

0.44 

0.32 







Command 

Limestone 

10.535 

3.63 

0.030 

0.09 

0.01 

0.00 

0.00 

0.00 

1.23 

1.70 

0.31 

0.036 

0.25 

0.18 


Ayani 

0830000103780100 

10.121 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.366 

2.09 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.12 

0.02 

0.001 

0.03 

0.02 


Balapura 

0831000103855800 

4.710 

Fresh 

Kota Barrage 

Command 

Limestone 

1.122 

2.07 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.00 

0.003 

0.17 

0.13 


Bambooliya Kalan 

0830000103771200 

11.240 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.053 

0.64 

0.100 

0.09 

0.01 

0.00 

0.00 

0.00 

0.28 

0.43 

0.34 

0.010 

0.18 

0.12 


Bambooliya Khurd 

0830000103771300 

4.201 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.890 

0.91 

0.100 

0.14 

0.02 

0.00 

0.00 

0.00 

0.29 

0.46 

0.57 

0.006 

0.31 

0.19 


Bambooliya Khurda 

0830000103781300 

1.922 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.922 

0.88 

0.100 

0.03 

0.01 

0.00 

0.00 

0.00 

0.19 

0.27 

0.10 

0.007 

0.69 

0.48 


Bamori Kalan 

0831000103856000 

13.915 

Fresh 

Kota Barrage 

Command 

Limestone 

5.312 

2.15 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.25 

0.31 

0.08 

0.016 

0.27 

0.21 


Barodiya 

0830000103777400 

5.241 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

5.241 

0.96 

0.100 

0.21 

0.05 

0.00 

0.00 

0.00 

0.66 

1.07 

0.82 

0.018 

0.68 

0.42 


Baroli 

0830000103782000 

5.924 

Fresh 

Kota Barrage 

Command 

Limestone 

1.341 

1.39 

0.030 

0.02 

0.01 

0.00 

0.00 

0.00 

0.07 

0.09 

0.09 

0.005 

0.16 

0.12 


Beeroda 

0830000103773000 

3.289 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.272 

0.65 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.24 

0.39 

0.14 

0.011 

0.68 

0.42 


Bhairoopura 

0830000103773200 

3.066 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.066 

0.59 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.20 

0.32 

0.06 

0.010 

0.68 

0.43 


Bhawanipura 

0830000103773600 

5.444 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

4.707 

0.48 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.27 

0.43 

0.18 

0.016 

0.59 

0.37 


Bhopalganj 

0830000103773400 

4.205 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.054 

0.53 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Chak Kherli 

0830000103778000 

0.705 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.705 

1.24 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.16 

0.02 

0.002 

0.68 

0.42 


Chanda 

0830000103775500 

3.958 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.958 

6.94 

0.100 

0.10 

0.01 

0.00 

0.00 

0.00 

2.83 

4.39 

0.37 

0.014 

0.69 

0.44 


Chhatra Pura 

0830000103772800 

1.648 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.005 

0.65 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chhatra Pura @ Kumhariya 

0830000103779000 

2.978 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.978 

5.23 

0.100 

0.11 

0.02 

0.00 

0.00 

0.00 

1.65 

2.54 

0.41 

0.010 

0.69 

0.44 


Chyawada 

0830000103778300 

2.831 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.400 

1.16 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.02 

0.001 

0.10 

0.06 


Dadwara 

0830000103774100 

7.687 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

7.687 

0.90 

0.100 

0.21 

0.05 

0.00 

0.00 

0.00 

0.85 

1.36 

0.82 

0.026 

0.68 

0.43 


Deopura 

0830000103776700 

3.981 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.981 

0.67 

0.100 

0.12 

0.03 

0.00 

0.00 

0.00 

0.36 

0.58 

0.47 

0.014 

0.68 

0.42 


Dheedhora 

0830000103781400 

2.161 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.376 

1.53 

0.100 

0.03 

0.01 

0.00 

0.00 

0.00 

0.23 

0.31 

0.12 

0.005 

0.44 

0.33 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.08 

0.00 

########## 

0.00 

0.03 

0.03 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

0.040 

0.040 

0.040 

0.067 

0.003 

0.064 

0.000 

0.02 

Safe 

Sangrampura 

083000010376900C 

0.14 

0.00 

23,714.43 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.14 

0.22 

219.35 

0.27 

0.02 

0.29 

0.05 

0.58 

- 

0.0500 

0.0479 

0.0677 

- 

0.166 

0.166 

0.451 

0.023 

0.428 

0.418 

97.60 

Critical 

Sanmanpura 

0830000103771700 

0.14 

0.02 

547.98 

0.03 

0.01 

0.04 

0.01 

0.13 

- 

0.0200 

0.0330 

0.0467 

- 

0.100 

0.100 

0.137 

0.007 

0.130 

0.107 

82.01 

Semi Critical 

Seemlya 

0831000503907300 

0.06 

0.17 

210.37 

0.20 

0.02 

0.22 

0.05 

0.75 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.284 

0.014 

0.270 

0.527 

195.18 

Over Exploited 



0.06 

0.00 

6,437.87 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

0.0025 

0.0024 

- 

0.005 

0.005 

0.006 

0.000 

0.005 

0.030 

579.08 

Over Exploited 

Seemlya Sopan 

0831000503898700 

0.06 

0.02 

34.47 

0.02 

- 

0.02 

0.02 

0.49 

- 

0.0100 

0.0304 

0.0366 

- 

0.077 

0.077 

0.101 

0.005 

0.096 

0.034 

35.74 

Safe 

Sewani 

0831000503897600 

0.06 

0.02 

777.17 

0.03 

0.01 

0.04 

0.01 

0.21 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.077 

0.004 

0.073 

0.400 

549.89 

Over Exploited 



0.06 

0.16 

224.01 

0.19 

0.04 

0.23 

0.03 

0.55 

- 

0.1200 

0.1812 

0.1745 

- 

0.476 

0.476 

0.708 

0.035 

0.672 

1.105 

164.34 

Over Exploited 

Shahgarh 

0831000303871800 

0.22 

0.07 

(22.26) 

0.05 

- 

0.05 

0.01 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.065 

0.003 

0.062 

0.077 

124.84 

Over Exploited 



0.08 

0.01 

598.86 

0.01 

- 

0.01 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.006 

0.038 

609.09 

Over Exploited 



0.22 

0.50 

(142.06) 

0.40 

0.27 

0.66 

0.03 

0.51 

- 

0.0200 

0.2651 

- 

- 

0.285 

0.285 

0.948 

0.047 

0.901 

0.193 

21.42 

Safe 

Shahnawada 

0830000103778400 

0.14 

0.00 

8,257.04 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.021 

2,780.91 

Over Exploited 



0.14 

0.27 

234.02 

0.32 

0.02 

0.34 

0.04 

0.58 

- 

0.0600 

0.0854 

0.1207 

0.000 

0.266 

0.266 

0.605 

0.030 

0.574 

0.338 

58.85 

Safe 

Shahpura 

0831000503904500 

0.06 

0.29 

226.34 

0.35 

0.01 

0.36 

0.02 

0.56 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.379 

0.019 

0.360 

0.114 

31.50 

Safe 



0.06 

0.01 

2,270.67 

0.01 

- 

0.01 

0.00 

0.07 

- 

- 

0.0499 

0.0601 

- 

0.110 

0.110 

0.116 

0.006 

0.110 

0.002 

2.11 

Safe 


0831000503912600 

0.06 

0.45 

250.58 

0.54 

0.01 

0.55 

0.05 

0.76 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.574 

0.029 

0.545 

0.114 

20.94 

Safe 

Shobhagpura 

0831000503901700 

0.06 

0.05 

215.92 

0.06 

0.03 

0.09 

0.03 

0.74 

- 

0.0900 

0.0506 

0.0610 

- 

0.202 

0.202 

0.293 

0.015 

0.278 

0.467 

168.09 

Over Exploited 

Shri Pura 

0831000503894700 

0.06 

0.05 

265.76 

0.06 

- 

0.06 

0.04 

0.48 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.101 

0.005 

0.096 

0.397 

413.53 

Over Exploited 

Shripura 

0831000503912700 

0.06 

0.24 

391.04 

0.29 

- 

0.29 

0.03 

0.47 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.297 

0.015 

0.282 

0.081 

28.66 

Safe 


0830000103770100 

0.14 

0.04 

318.59 

0.05 

- 

0.05 

0.02 

0.27 

- 

0.0100 

0.0200 

0.0283 

- 

0.058 

0.058 

0.110 

0.006 

0.105 

0.086 

82.18 

Semi Critical 

Sigri 

0831000503912500 

0.06 

0.92 

92.70 

1.10 

0.01 

1.11 

0.06 

0.86 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

1.130 

0.057 

1.074 

0.161 

14.96 

Safe 

Simlod 

0831000503912800 

0.06 

0.00 

4,335.40 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Singola 

0831000103861600 

0.03 

0.03 

510.52 

0.04 

0.00 

0.04 

0.04 

0.45 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.056 

0.003 

0.053 

0.094 

176.40 

Over Exploited 



0.03 

0.01 

(15.07) 

0.01 

0.09 

0.11 

0.02 

0.31 

- 

- 

0.0760 

- 

0.005 

0.081 

0.081 

0.188 

0.009 

0.179 

0.041 

23.09 

Safe 

Sorana 

0831000503904600 

0.06 

0.28 

134.46 

0.33 

0.02 

0.35 

0.04 

0.76 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.400 

0.020 

0.380 

0.262 

68.80 

Safe 

Suhawan 

0831000503901800 

0.06 

0.02 

421.06 

0.02 

0.01 

0.03 

0.01 

0.25 

- 

0.0200 

0.0499 

0.0601 

- 

0.130 

0.130 

0.160 

0.008 

0.152 

0.125 

82.28 

Semi Critical 

Sumerpura 

0830000103770000 

0.14 

0.42 

52.41 

0.51 

0.01 

0.52 

0.06 

0.73 

- 

0.0400 

0.0717 

0.1013 

0.001 

0.213 

0.213 

0.730 

0.036 

0.693 

0.403 

58.15 

Safe 

Swarooppura 

0831000503901400 

0.06 

0.12 

86.44 

0.14 

0.04 

0.18 

0.04 

0.75 

- 

0.1100 

0.1146 

0.1380 

- 

0.363 

0.363 

0.541 

0.027 

0.514 

0.611 

118.86 

Over Exploited 

Tagariya Dhani 

0831000503894600 

0.06 

0.20 

82.65 

0.24 

0.01 

0.25 

0.06 

0.76 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.280 

0.014 

0.266 

0.285 

107.14 

Over Exploited 

Talab 

0830000103773300 

0.14 

0.52 

118.73 

0.62 

0.05 

0.68 

0.04 

0.56 

- 

0.1500 

0.1446 

0.1635 

0.006 

0.464 

0.464 

1.141 

0.057 

1.084 

1.331 

122.73 

Over Exploited 

Tejgarh 

0831000303872000 

0.22 

0.27 

(56.22) 

0.21 

0.01 

0.23 

0.04 

0.51 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.258 

0.013 

0.245 

0.169 

68.93 

Safe 



0.22 

0.08 

(216.31) 

0.06 

0.12 

0.19 

0.02 

0.28 

- 

0.0200 

0.0932 

- 

0.003 

0.116 

0.116 

0.304 

0.015 

0.288 

0.094 

32.51 

Safe 

Thana 

0831000503896600 

0.06 

0.05 

(195.22) 

0.05 

- 

0.05 

0.04 

0.59 

- 

- 

- 

- 

- 

- 

- 

0.055 

0.003 

0.052 

0.069 

133.35 

Over Exploited 

Thoogani 

0831000503907900 

0.06 

0.08 

285.51 

0.09 

0.01 

0.10 

0.06 

0.79 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.141 

0.007 

0.134 

0.342 

255.26 

Over Exploited 



0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Tisaya 

0831000303872400 

0.22 

0.00 

1,095.71 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.008 

0.000 

0.008 

0.019 

241.27 

Over Exploited 



0.22 

0.34 

(81.07) 

0.27 

0.26 

0.53 

0.03 

0.37 

- 

0.0300 

0.2565 

- 

0.004 

0.291 

0.291 

0.825 

0.041 

0.784 

0.300 

38.33 

Safe 

Udaipura 

0830000103767300 

0.14 

0.01 

1,105.46 

0.01 

- 

0.01 

0.01 

0.10 

- 

- 

0.0087 

0.0124 

- 

0.021 

0.021 

0.029 

0.001 

0.028 

0.043 

154.27 

Over Exploited 

Udpuriya 

0831000503898100 

0.06 

0.10 

98.77 

0.12 

0.01 

0.13 

0.04 

0.75 

- 

0.0400 

0.0811 

0.0781 

- 

0.199 

0.199 

0.326 

0.016 

0.310 

0.371 

119.54 

Over Exploited 

Ulthi 

0831000303871600 

0.22 

1.18 

(89.70) 

0.95 

0.00 

0.95 

0.04 

0.62 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.960 

0.048 

0.912 

0.133 

14.62 

Safe 



0.08 

0.01 

280.39 

0.01 

- 

0.01 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.010 

0.022 

215.47 

Over Exploited 



0.22 

0.01 

(468.71) 

0.01 

0.05 

0.06 

0.00 

0.06 

- 

- 

0.0438 

- 

0.002 

0.046 

0.046 

0.110 

0.005 

0.104 

0.021 

19.82 

Safe 

Vishanpura 

0830000103767900 

0.14 

0.00 

19,325.01 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0004 

0.0007 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

10.33 

Safe 

Amalda 

0830000103774300 

0.14 

0.02 

852.83 

0.02 

0.01 

0.03 

0.01 

0.10 

- 

0.0200 

0.0150 

0.0282 

- 

0.063 

0.063 

0.091 

0.005 

0.087 

0.188 

216.67 

Over Exploited 

Aranya 

0830000103781800 

0.08 

0.13 

78.92 

0.16 

0.02 

0.18 

0.06 

0.76 

- 

0.0500 

0.0571 

0.0807 

0.001 

0.189 

0.189 

0.368 

0.018 

0.350 

0.278 

79.54 

Semi Critical 

Ayana 

0830000103780600 

0.14 

1.16 

731.51 

1.40 

0.05 

1.44 

0.04 

0.48 

- 

0.0700 

0.3034 

0.4288 

0.043 

0.845 

0.845 

2.290 

0.115 

2.176 

0.696 

32.01 

Safe 



0.08 

0.21 

719.27 

0.25 

0.01 

0.26 

0.02 

0.27 

- 

0.0300 

0.1694 

0.2394 

0.003 

0.442 

0.442 

0.702 

0.035 

0.667 

0.342 

51.25 

Safe 

Ayani 

0830000103780100 

0.14 

0.00 

9,015.95 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

0.0059 

0.0083 

0.001 

0.015 

0.015 

0.017 

0.001 

0.017 

0.021 

128.44 

Over Exploited 

Balapura 

0831000103855800 

0.03 

0.01 

908.85 

0.01 

0.00 

0.01 

0.01 

0.18 

- 

- 

0.0271 

0.0383 

0.001 

0.066 

0.066 

0.074 

0.004 

0.070 

0.003 

4.87 

Safe 

Bambooliya Kalan 

0830000103771200 

0.14 

0.08 

448.07 

0.09 

0.01 

0.10 

0.02 

0.20 

- 

0.0400 

0.0368 

0.0694 

- 

0.146 

0.146 

0.251 

0.013 

0.238 

0.352 

147.81 

Over Exploited 

Bambooliya Khurd 

0830000103771300 

0.14 

0.08 

470.64 

0.10 

0.02 

0.12 

0.03 

0.33 

- 

0.0600 

0.0380 

0.0429 

- 

0.141 

0.141 

0.258 

0.013 

0.245 

0.573 

233.63 

Over Exploited 

Bambooliya Khurda 

0830000103781300 

0.14 

0.19 

46.48 

0.22 

0.01 

0.23 

0.06 

0.75 

- 

0.0200 

0.0464 

0.0655 

0.000 

0.132 

0.132 

0.366 

0.018 

0.347 

0.109 

31.25 

Safe 

Bamori Kalan 

0831000103856000 

0.03 

0.04 

623.50 

0.05 

0.00 

0.05 

0.02 

0.29 

- 

0.0100 

0.1281 

0.1811 

0.002 

0.321 

0.321 

0.374 

0.019 

0.355 

0.094 

26.50 

Safe 

Barodiya 

0830000103777400 

0.14 

0.50 

112.31 

0.60 

0.05 

0.65 

0.06 

0.74 

- 

0.1500 

0.1264 

0.1786 

0.001 

0.456 

0.456 

1.109 

0.055 

1.053 

0.837 

79.47 

Semi Critical 

Baroli 

0830000103782000 

0.08 

0.02 

424.81 

0.02 

0.01 

0.03 

0.01 

0.17 

- 

0.0200 

0.0377 

0.0457 

- 

0.103 

0.103 

0.134 

0.007 

0.127 

0.095 

74.47 

Semi Critical 

Beeroda 

0830000103773000 

0.14 

0.31 

25.32 

0.37 

0.01 

0.38 

0.06 

0.74 

- 

0.0300 

0.0789 

0.1115 

- 

0.220 

0.220 

0.604 

0.030 

0.574 

0.154 

26.85 

Safe 

Bhairoopura 

0830000103773200 

0.14 

0.29 

10.43 

0.32 

- 

0.32 

0.06 

0.74 

- 

0.0100 

0.0740 

0.1045 

- 

0.189 

0.189 

0.513 

0.026 

0.487 

0.071 

14.67 

Safe 

Bhawanipura 

0830000103773600 

0.14 

0.39 

9.71 

0.43 

0.01 

0.44 

0.05 

0.64 

- 

0.0300 

0.1135 

0.1604 

0.001 

0.305 

0.305 

0.743 

0.037 

0.706 

0.200 

28.34 

Safe 

Bhopalganj 

0830000103773400 

0.14 

0.00 

6,763.30 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0013 

0.0018 

- 

0.003 

0.003 

0.003 

0.000 

0.003 

0.000 

5.95 

Safe 

Chak Kherli 

0830000103778000 

0.14 

0.07 

131.94 

0.08 

- 

0.08 

0.06 

0.74 

- 

- 

0.0170 

0.0240 

- 

0.041 

0.041 

0.122 

0.006 

0.116 

0.022 

19.32 

Safe 

Chanda 

0830000103775500 

0.14 

0.38 

1,052.81 

0.46 

0.01 

0.47 

0.06 

0.74 

- 

0.0400 

0.0637 

0.0900 

0.004 

0.198 

0.198 

0.668 

0.033 

0.634 

0.381 

60.00 

Safe 

Chhatra Pura 

0830000103772800 

0.14 

0.00 

34,824.12 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chhatra Pura @ Kumhariya 

0830000103779000 

0.14 

0.29 

788.64 

0.34 

0.02 

0.37 

0.06 

0.74 

- 

0.0500 

0.0479 

0.0677 

0.004 

0.170 

0.170 

0.536 

0.027 

0.510 

0.418 

82.06 

Semi Critical 

Chyawada 

0830000103778300 

0.14 

0.01 

1,581.11 

0.01 

- 

0.01 

0.01 

0.10 

- 

- 

0.0096 

0.0136 

- 

0.023 

0.023 

0.030 

0.001 

0.028 

0.021 

75.50 

Semi Critical 

Dadwara 

0830000103774100 

0.14 

0.74 

85.08 

0.88 

0.05 

0.93 

0.06 

0.74 

- 

0.1500 

0.1854 

0.2620 

0.000 

0.598 

0.598 

1.531 

0.077 

1.455 

0.842 

57.89 

Safe 

Deopura 

0830000103776700 

0.14 

0.38 

51.53 

0.46 

0.03 

0.49 

0.06 

0.74 

- 

0.0900 

0.0960 

0.1357 

- 

0.322 

0.322 

0.809 

0.040 

0.769 

0.483 

62.76 

Safe 

Dheedhora 

0830000103781400 

0.14 

0.09 

261.27 

0.10 

0.01 

0.11 

0.04 

0.48 

- 

0.0200 

0.0332 

0.0469 

0.002 

0.102 

0.102 

0.216 

0.011 

0.205 

0.127 

61.83 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Command 

Limestone 

0.785 

1.53 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.07 

0.003 

0.25 

0.19 


Doli 

0830000103775600 

6.584 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

6.584 

3.63 

0.100 

0.10 

0.01 

0.00 

0.00 

0.00 

2.48 

3.96 

0.37 

0.022 

0.68 

0.43 


Dorli 

0830000103779100 

4.340 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.225 

3.54 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.46 

0.68 

0.12 

0.004 

0.19 

0.13 


Dungarli 

0830000103777100 

8.977 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.164 

0.95 

0.100 

0.12 

0.03 

0.00 

0.00 

0.00 

0.39 

0.63 

0.47 

0.011 

0.24 

0.15 


Durjanpura 

0830000103781200 

10.732 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.759 

1.07 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.45 

0.65 

0.22 

0.013 

0.24 

0.17 







Command 

Limestone 

2.168 

1.07 

0.030 

0.03 

0.01 

0.00 

0.00 

0.00 

0.09 

0.13 

0.11 

0.007 

0.14 

0.10 


Farera 

0830000103772900 

4.553 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.016 

0.68 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Kota Barrage 

Command 

Older Alluvium 

3.254 

0.68 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.35 

0.00 

0.011 

0.49 

0.31 


Fatehpura (Rampura) 

0830000103773900 

4.714 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

4.714 

0.66 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.34 

0.55 

0.12 

0.016 

0.68 

0.42 


Gandawad 

0830000103780800 

3.201 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.157 

1.48 

0.100 

0.08 

0.01 

0.00 

0.00 

0.00 

0.54 

0.85 

0.31 

0.011 

0.68 

0.43 


Ganesh Khera 

0830000103778700 

5.593 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

5.593 

1.38 

0.100 

0.24 

0.04 

0.00 

0.00 

0.00 

0.97 

1.52 

0.93 

0.019 

0.69 

0.44 


Ganesh Pura 

0830000103778900 

6.460 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

6.460 

2.87 

0.100 

0.15 

0.02 

0.00 

0.00 

0.00 

1.98 

3.01 

0.58 

0.022 

0.69 

0.45 


Ganeshganj 

0830000103775400 

9.625 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

8.249 

6.14 

0.100 

0.14 

0.02 

0.00 

0.00 

0.01 

5.18 

8.07 

0.53 

0.028 

0.59 

0.38 


Genta 

0830000103771100 

19.216 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

7.096 

0.49 

0.100 

0.38 

0.06 

0.00 

0.00 

0.00 

0.67 

1.05 

1.49 

0.024 

0.25 

0.16 


Gondi 

0830000103775300 

5.935 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

5.935 

1.47 

0.100 

0.08 

0.01 

0.00 

0.00 

0.00 

0.94 

1.50 

0.29 

0.020 

0.68 

0.43 


Gordhanpura 

0830000103772700 

4.476 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.002 

0.69 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Haripura 

0830000103782100 

5.459 

Fresh 

Kota Barrage 

Command 

Limestone 

0.163 

2.18 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.02 

0.02 


Hatholi 

0830000103771600 

4.949 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.001 

0.59 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Itawa 

0830000103774000 

17.741 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

17.741 

0.79 

0.100 

1.36 

0.20 

0.00 

0.00 

0.03 

2.53 

4.07 

5.34 

0.061 

0.68 

0.43 


Jharol 

0830000103775700 

7.866 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

7.866 

2.95 

0.100 

0.09 

0.01 

0.00 

0.00 

0.00 

2.40 

3.87 

0.33 

0.027 

0.68 

0.43 


Jorawarpura 

0830000103773500 

6.679 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

5.224 

0.53 

0.100 

0.12 

0.03 

0.00 

0.00 

0.00 

0.37 

0.59 

0.47 

0.018 

0.53 

0.33 


Kajliya 

0830000103777800 

3.227 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.227 

2.07 

0.100 

0.15 

0.02 

0.00 

0.00 

0.00 

0.80 

1.27 

0.58 

0.011 

0.69 

0.43 


Kamalda 

0830000103781700 

3.139 

Fresh 

Kota Barrage 

Command 

Limestone 

3.139 

2.14 

0.030 

0.08 

0.02 

0.00 

0.00 

0.00 

0.26 

0.33 

0.31 

0.011 

0.70 

0.55 


Kanwarpura 

0830000103778500 

3.855 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.533 

1.40 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.52 

0.84 

0.10 

0.012 

0.63 

0.39 


Kareela 

0830000103773100 

3.814 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.814 

0.63 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.28 

0.45 

0.16 

0.013 

0.68 

0.42 


Karjoda 

0830000103781100 

4.459 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.001 

1.36 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.22 

0.04 

0.003 

0.15 

0.10 


Karwar 

0830000103776200 

8.029 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

8.029 

0.84 

0.100 

0.18 

0.04 

0.00 

0.00 

0.00 

0.81 

1.31 

0.67 

0.027 

0.68 

0.42 


Keshopura 

0830000103773700 

5.488 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

5.347 

0.54 

0.100 

0.13 

0.03 

0.00 

0.00 

0.00 

0.39 

0.63 

0.51 

0.018 

0.67 

0.41 


Kherda 

0830000103776100 

4.325 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

4.325 

0.93 

0.100 

0.23 

0.03 

0.00 

0.00 

0.00 

0.60 

0.97 

0.92 

0.015 

0.68 

0.42 


Kherli Berisal 

0830000103776800 

5.566 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

5.566 

0.69 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.43 

0.70 

0.20 

0.019 

0.68 

0.42 


Kherli Borda 

0830000103776000 

4.095 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

4.095 

1.14 

0.100 

0.08 

0.01 

0.00 

0.00 

0.00 

0.54 

0.87 

0.30 

0.014 

0.68 

0.42 


Kherli Kishanpura 

0830000103778600 

2.362 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.362 

1.57 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.42 

0.67 

0.25 

0.008 

0.68 

0.43 


Kherli Naunera 

0830000103774500 

4.314 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.076 

0.86 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Kherli Peepalda 

0830000103777900 

3.777 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

3.777 

1.48 

0.100 

0.17 

0.02 

0.00 

0.00 

0.00 

0.71 

1.14 

0.65 

0.013 

0.68 

0.43 


Kherlideo 

0830000103780700 

2.893 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.893 

1.33 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.41 

0.63 

0.16 

0.010 

0.69 

0.45 


Khorawada 

0830000103775800 

2.004 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.004 

1.13 

0.100 

0.08 

0.01 

0.00 

0.00 

0.00 

0.30 

0.48 

0.32 

0.007 

0.68 

0.42 


Khyawada 

0830000103777600 

17.460 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

17.460 

2.21 

0.100 

0.43 

0.06 

0.00 

0.00 

0.00 

4.23 

6.82 

1.66 

0.060 

0.68 

0.43 


Kishanpura @ Allapura 

0830000103775900 

4.183 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

4.183 

1.04 

0.100 

0.08 

0.01 

0.00 

0.00 

0.00 

0.50 

0.81 

0.29 

0.014 

0.68 

0.42 


Lachhmipura 

0830000103776300 

4.645 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

4.645 

0.70 

0.100 

0.12 

0.02 

0.00 

0.00 

0.00 

0.42 

0.68 

0.45 

0.016 

0.68 

0.42 


Laxmipura 

0830000103781900 

9.265 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.487 

0.84 

0.100 

0.03 

0.01 

0.00 

0.00 

0.00 

0.14 

0.19 

0.10 

0.005 

0.11 

0.09 







Command 

Limestone 

7.108 

0.84 

0.030 

0.10 

0.02 

0.00 

0.00 

0.00 

0.26 

0.34 

0.36 

0.024 

0.54 

0.41 


Luhawad 

0830000103778800 

5.538 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

5.538 

1.76 

0.100 

0.79 

0.12 

0.00 

0.00 

0.01 

1.64 

2.45 

3.12 

0.019 

0.69 

0.46 


Mai Bamori 

0831000103855600 

10.141 

Fresh 

Kota Barrage 

Command 

Limestone 

5.659 

1.92 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.24 

0.30 

0.15 

0.017 

0.39 

0.31 


Manpura 

0830000103775200 

2.991 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.968 

1.06 

0.100 

0.07 

0.01 

0.00 

0.00 

0.00 

0.37 

0.59 

0.27 

0.010 

0.68 

0.43 


Marjhana 

0830000103778200 

2.999 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.208 

1.08 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.04 

0.00 

0.001 

0.05 

0.03 


Matoli 

0830000103781500 

1.638 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.638 

2.32 

0.100 

0.08 

0.01 

0.00 

0.00 

0.00 

0.45 

0.61 

0.31 

0.006 

0.70 

0.51 


Meethod 

0830000103781000 

5.699 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.664 

1.51 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.16 

0.00 

0.002 

0.08 

0.05 


Mor Khundna 

0830000103776900 

5.443 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.056 

0.83 

0.100 

0.03 

0.01 

0.00 

0.00 

0.00 

0.11 

0.17 

0.10 

0.004 

0.13 

0.08 


Mugena 

0830000103775000 

5.337 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

1.221 

5.35 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.68 

1.04 

0.14 

0.004 

0.16 

0.10 


Naunera 

0830000103774200 

12.207 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

6.512 

1.23 

0.100 

0.08 

0.01 

0.00 

0.00 

0.00 

0.87 

1.37 

0.31 

0.022 

0.36 

0.23 


Parli 

0830000103776600 

4.953 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

4.953 

0.77 

0.100 

0.24 

0.06 

0.00 

0.00 

0.00 

0.56 

0.90 

0.92 

0.017 

0.68 

0.42 


Peepalda Kalan 

0830000103777500 

2.553 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.553 

0.95 

0.100 

0.09 

0.02 

0.00 

0.00 

0.00 

0.31 

0.50 

0.36 

0.009 

0.68 

0.42 


Peepalda Khurd 

0830000103777700 

6.156 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

6.156 

5.32 

0.100 

0.22 

0.03 

0.00 

0.00 

0.00 

3.46 

5.49 

0.86 

0.021 

0.69 

0.43 


Phoosod 

0830000103777200 

12.049 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

4.843 

0.99 

0.100 

0.16 

0.04 

0.00 

0.00 

0.00 

0.60 

0.96 

0.63 

0.017 

0.28 

0.17 


Prempura 

0830000103780500 

8.124 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

4.471 

4.65 

0.100 

0.10 

0.01 

0.00 

0.00 

0.00 

2.16 

3.00 

0.39 

0.015 

0.38 

0.28 







Command 

Limestone 

0.736 

4.65 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.16 

0.05 

0.003 

0.06 

0.05 


Rajopa 

0830000103776400 

5.632 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

5.632 

0.72 

0.100 

0.20 

0.05 

0.00 

0.00 

0.00 

0.55 

0.89 

0.76 

0.019 

0.68 

0.42 


Rampura 

0830000103773800 

7.571 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

7.357 

1.17 

0.100 

0.19 

0.05 

0.00 

0.00 

0.00 

1.00 

1.60 

0.73 

0.025 

0.66 

0.41 


Rampura Bhagtan 

0831000103855700 

8.554 

Fresh 

Kota Barrage 

Command 

Limestone 

5.223 

1.99 

0.020 

0.05 

0.01 

0.00 

0.00 

0.01 

0.24 

0.30 

0.19 

0.016 

0.43 

0.34 


Ranodiya 

0830000103775100 

10.191 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.542 

3.55 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.93 

1.46 

0.10 

0.009 

0.17 

0.11 


Rohli 

0830000103777300 

6.717 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

6.717 

0.95 

0.100 

0.07 

0.02 

0.00 

0.00 

0.00 

0.69 

1.11 

0.24 

0.023 

0.68 

0.42 


Ron 

0830000103778100 

4.597 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

4.588 

1.01 

0.100 

0.13 

0.03 

0.00 

0.00 

0.00 

0.56 

0.91 

0.51 

0.016 

0.68 

0.42 


Sanmanpura 

0830000103771700 

7.903 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.355 

0.53 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.02 

0.001 

0.03 

0.02 


Shahnawada 

0830000103778400 

4.533 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.816 

1.36 

0.100 

0.02 

0.01 

0.00 

0.00 

0.00 

0.12 

0.19 

0.08 

0.003 

0.12 

0.08 


Shobhagpura 

0830000103776500 

7.714 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

7.714 

0.52 

0.100 

0.23 

0.06 

0.00 

0.00 

0.00 

0.57 

0.92 

0.90 

0.026 

0.68 

0.42 


Shripura 

0830000103780400 

4.448 

Fresh 

Kota Barrage 

Command 

Limestone 

0.857 

2.38 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.04 

0.003 

0.14 

0.11 


Talab 

0830000103773300 

9.529 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.335 

0.61 

0.100 

0.11 

0.02 

0.00 

0.00 

0.00 

0.23 

0.37 

0.43 

0.008 

0.17 

0.11 


Ummedpura 

0830000103771400 

4.818 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

0.073 

0.88 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.000 

0.01 

0.01 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.08 

0.02 

370.76 

0.02 

0.00 

0.02 

0.02 

0.27 

- 

0.0100 

0.0189 

0.0268 

0.001 

0.056 

0.056 

0.076 

0.004 

0.072 

0.075 

103.51 

Over Exploited 

Doli 

083000010377560C 

0.14 

0.63 

528.01 

0.76 

0.01 

0.77 

0.06 

0.74 

- 

0.0400 

0.1323 

0.1496 

0.001 

0.323 

0.323 

1.090 

0.055 

1.036 

0.389 

37.60 

Safe 

Dorli 

0830000103779100 

0.14 

0.03 

1,919.39 

0.04 

- 

0.04 

0.02 

0.21 

- 

0.0100 

0.0197 

0.0278 

- 

0.058 

0.058 

0.098 

0.005 

0.093 

0.126 

136.04 

Over Exploited 

Dungarli 

0830000103777100 

0.14 

0.11 

485.25 

0.13 

0.03 

0.16 

0.02 

0.26 

- 

0.0900 

0.0763 

0.1078 

0.002 

0.276 

0.276 

0.436 

0.022 

0.414 

0.476 

114.99 

Over Exploited 

Durjanpura 

0830000103781200 

0.14 

0.13 

406.73 

0.15 

0.01 

0.16 

0.02 

0.26 

- 

0.0400 

0.0907 

0.1281 

- 

0.259 

0.259 

0.422 

0.021 

0.401 

0.237 

59.10 

Safe 



0.08 

0.02 

425.79 

0.03 

0.01 

0.04 

0.01 

0.15 

- 

0.0200 

0.0523 

0.0739 

0.001 

0.147 

0.147 

0.186 

0.009 

0.177 

0.115 

65.22 

Safe 

Farera 

0830000103772900 

0.14 

0.00 

34,534.27 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.14 

0.22 

58.41 

0.27 

- 

0.27 

0.04 

0.53 

- 

- 

0.0654 

0.0739 

- 

0.139 

0.139 

0.406 

0.020 

0.386 

0.011 

2.88 

Safe 

Fatehpura (Rampura) 

0830000103773900 

0.14 

0.45 

21.52 

0.54 

0.01 

0.55 

0.06 

0.74 

- 

0.0200 

0.1137 

0.1607 

0.000 

0.295 

0.295 

0.847 

0.042 

0.804 

0.138 

17.17 

Safe 

Gandawad 

0830000103780800 

0.14 

0.30 

184.52 

0.36 

0.01 

0.37 

0.05 

0.73 

- 

0.0600 

0.0635 

0.0717 

- 

0.195 

0.195 

0.564 

0.028 

0.536 

0.317 

59.14 

Safe 

Ganesh Khera 

0830000103778700 

0.14 

0.54 

183.67 

0.64 

0.04 

0.69 

0.06 

0.74 

- 

0.1100 

0.1124 

0.1271 

0.001 

0.351 

0.351 

1.036 

0.052 

0.985 

0.953 

96.81 

Critical 

Ganesh Pura 

0830000103778900 

0.14 

0.62 

384.60 

0.75 

0.02 

0.77 

0.06 

0.74 

- 

0.0600 

0.1039 

0.1468 

0.002 

0.313 

0.313 

1.080 

0.054 

1.026 

0.599 

58.38 

Safe 

Ganeshganj 

0830000103775400 

0.14 

0.68 

1,087.68 

0.81 

0.03 

0.84 

0.05 

0.64 

- 

0.0600 

0.1327 

0.1875 

0.013 

0.394 

0.394 

1.237 

0.062 

1.176 

0.558 

47.48 

Safe 

Genta 

0830000103771100 

0.14 

0.25 

318.77 

0.30 

0.06 

0.36 

0.02 

0.27 

- 

0.1700 

0.0856 

0.1612 

- 

0.417 

0.417 

0.777 

0.039 

0.738 

1.509 

204.57 

Over Exploited 

Gondi 

0830000103775300 

0.14 

0.57 

163.56 

0.68 

0.01 

0.69 

0.06 

0.74 

- 

0.0300 

0.1193 

0.1349 

- 

0.284 

0.284 

0.977 

0.049 

0.928 

0.306 

33.00 

Safe 

Gordhanpura 

0830000103772700 

0.14 

0.00 

308,258.78 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Flaripura 

0830000103782100 

0.08 

0.00 

4,929.27 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0046 

0.0056 

- 

0.010 

0.010 

0.010 

0.001 

0.010 

0.019 

187.34 

Over Exploited 

Hatholi 

0830000103771600 

0.14 

0.00 

778,030.66 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Itawa 

0830000103774000 

0.14 

1.70 

139.57 

2.04 

0.23 

2.27 

0.06 

0.74 

- 

0.6000 

0.3566 

0.4031 

0.041 

1.401 

1.401 

3.668 

0.183 

3.485 

5.403 

155.02 

Over Exploited 

Jharol 

0830000103775700 

0.14 

0.75 

412.79 

0.90 

0.01 

0.92 

0.06 

0.74 

- 

0.0400 

0.1265 

0.1787 

0.001 

0.346 

0.346 

1.261 

0.063 

1.198 

0.353 

29.45 

Safe 

Jorawarpura 

0830000103773500 

0.14 

0.39 

50.74 

0.47 

0.03 

0.50 

0.04 

0.58 

- 

0.0900 

0.1260 

0.1781 

0.001 

0.395 

0.395 

0.895 

0.045 

0.850 

0.487 

57.29 

Safe 

Kajliya 

0830000103777800 

0.14 

0.31 

309.38 

0.37 

0.02 

0.39 

0.06 

0.74 

- 

0.0700 

0.0649 

0.0733 

0.002 

0.210 

0.210 

0.602 

0.030 

0.572 

0.592 

103.46 

Over Exploited 

Kamalda 

0830000103781700 

0.08 

0.18 

88.19 

0.21 

0.02 

0.23 

0.06 

0.76 

- 

0.0600 

0.0757 

0.1070 

0.002 

0.245 

0.245 

0.478 

0.024 

0.454 

0.317 

69.77 

Safe 

Kanwarpura 

0830000103778500 

0.14 

0.31 

171.27 

0.37 

0.00 

0.37 

0.05 

0.68 

- 

0.0200 

0.0710 

0.0803 

0.000 

0.172 

0.172 

0.544 

0.027 

0.517 

0.114 

22.07 

Safe 

Kareela 

0830000103773100 

0.14 

0.37 

22.99 

0.44 

0.01 

0.45 

0.06 

0.74 

- 

0.0300 

0.0920 

0.1300 

0.001 

0.253 

0.253 

0.702 

0.035 

0.667 

0.176 

26.41 

Safe 

Karjoda 

0830000103781100 

0.14 

0.02 

922.11 

0.03 

- 

0.03 

0.01 

0.17 

- 

0.0100 

0.0241 

0.0341 

- 

0.068 

0.068 

0.094 

0.005 

0.090 

0.044 

49.59 

Safe 

Karwar 

0830000103776200 

0.14 

0.77 

70.12 

0.92 

0.04 

0.96 

0.06 

0.74 

- 

0.1300 

0.1937 

0.2737 

0.001 

0.599 

0.599 

1.563 

0.078 

1.485 

0.700 

47.18 

Safe 

Keshopura 

0830000103773700 

0.14 

0.50 

25.98 

0.60 

0.03 

0.63 

0.05 

0.72 

- 

0.1000 

0.1290 

0.1823 

0.002 

0.413 

0.413 

1.043 

0.052 

0.991 

0.528 

53.32 

Safe 

Kherda 

0830000103776100 

0.14 

0.41 

134.57 

0.50 

0.03 

0.53 

0.06 

0.74 

- 

0.1000 

0.0869 

0.0983 

0.001 

0.286 

0.286 

0.813 

0.041 

0.773 

0.933 

120.70 

Over Exploited 

Kherli Berisal 

0830000103776800 

0.14 

0.53 

30.59 

0.64 

0.01 

0.65 

0.06 

0.74 

- 

0.0400 

0.1343 

0.1897 

- 

0.364 

0.364 

1.014 

0.051 

0.963 

0.223 

23.15 

Safe 

Kherli Borda 

0830000103776000 

0.14 

0.39 

121.37 

0.47 

0.01 

0.48 

0.06 

0.74 

- 

0.0300 

0.0823 

0.0930 

- 

0.205 

0.205 

0.686 

0.034 

0.652 

0.316 

48.47 

Safe 

Kherli Kishanpura 

0830000103778600 

0.14 

0.23 

196.67 

0.27 

0.01 

0.28 

0.06 

0.74 

- 

0.0500 

0.0475 

0.0537 

0.000 

0.152 

0.152 

0.434 

0.022 

0.412 

0.253 

61.43 

Safe 

Kherli Naunera 

0830000103774500 

0.14 

0.00 

7,873.95 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0012 

0.0017 

- 

0.003 

0.003 

0.003 

0.000 

0.003 

0.000 

8.91 

Safe 

Kherli Peepalda 

0830000103777900 

0.14 

0.36 

215.71 

0.43 

0.02 

0.45 

0.06 

0.74 

- 

0.1200 

0.0759 

0.0858 

0.000 

0.282 

0.282 

0.737 

0.037 

0.700 

0.663 

94.73 

Critical 

Kherlideo 

0830000103780700 

0.14 

0.28 

125.20 

0.33 

0.01 

0.34 

0.06 

0.74 

- 

0.0300 

0.0582 

0.0657 

0.000 

0.154 

0.154 

0.499 

0.025 

0.474 

0.173 

36.46 

Safe 

Khorawada 

0830000103775800 

0.14 

0.19 

149.65 

0.23 

0.01 

0.24 

0.06 

0.74 

- 

0.0400 

0.0322 

0.0455 

0.000 

0.118 

0.118 

0.359 

0.018 

0.341 

0.329 

96.54 

Critical 

Khyawada 

0830000103777600 

0.14 

1.67 

307.30 

2.01 

0.06 

2.07 

0.06 

0.74 

- 

0.1900 

0.3510 

0.3968 

0.001 

0.939 

0.939 

3.007 

0.150 

2.857 

1.720 

60.19 

Safe 

Kishanpura @ Allapura 

0830000103775900 

0.14 

0.40 

101.87 

0.48 

0.01 

0.50 

0.06 

0.74 

- 

0.0300 

0.0673 

0.0951 

0.007 

0.199 

0.199 

0.695 

0.035 

0.660 

0.300 

45.51 

Safe 

Lachhmipura 

0830000103776300 

0.14 

0.45 

53.53 

0.53 

0.02 

0.55 

0.06 

0.74 

- 

0.0500 

0.0934 

0.1056 

0.000 

0.249 

0.249 

0.804 

0.040 

0.763 

0.465 

60.89 

Safe 

Laxmipura 

0830000103781900 

0.14 

0.02 

714.74 

0.03 

0.01 

0.04 

0.01 

0.12 

- 

0.0200 

0.0359 

0.0507 

0.001 

0.108 

0.108 

0.146 

0.007 

0.139 

0.103 

74.11 

Semi Critical 



0.08 

0.30 

11.65 

0.34 

0.02 

0.36 

0.04 

0.58 

- 

0.0700 

0.1715 

0.2423 

0.002 

0.486 

0.486 

0.846 

0.042 

0.804 

0.384 

47.79 

Safe 

Luhawad 

0830000103778800 

0.14 

0.53 

358.16 

0.64 

0.13 

0.77 

0.06 

0.75 

- 

0.3500 

0.1113 

0.1259 

0.010 

0.597 

0.597 

1.365 

0.068 

1.297 

3.136 

241.85 

Over Exploited 

Mai Bamori 

0831000103855600 

0.03 

0.07 

355.30 

0.08 

0.01 

0.09 

0.03 

0.42 

- 

0.0300 

0.1138 

0.1286 

0.007 

0.280 

0.280 

0.374 

0.019 

0.356 

0.170 

47.86 

Safe 

Manpura 

0830000103775200 

0.14 

0.28 

110.68 

0.34 

0.01 

0.35 

0.05 

0.73 

- 

0.0300 

0.0597 

0.0675 

0.000 

0.157 

0.157 

0.506 

0.025 

0.481 

0.275 

57.24 

Safe 

Marjhana 

0830000103778200 

0.14 

0.00 

2,514.08 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

0.0050 

0.0071 

- 

0.012 

0.012 

0.014 

0.001 

0.013 

0.001 

5.43 

Safe 

Matoli 

0830000103781500 

0.14 

0.16 

283.64 

0.19 

0.01 

0.20 

0.06 

0.75 

- 

0.0600 

0.0329 

0.0372 

0.003 

0.133 

0.133 

0.336 

0.017 

0.319 

0.312 

97.55 

Critical 

Meethod 

0830000103781000 

0.14 

0.01 

2,000.42 

0.01 

- 

0.01 

0.01 

0.09 

- 

- 

0.0160 

0.0226 

- 

0.039 

0.039 

0.048 

0.002 

0.045 

0.002 

5.01 

Safe 

Mor Khundna 

0830000103776900 

0.14 

0.02 

778.82 

0.02 

0.01 

0.03 

0.01 

0.14 

- 

0.0200 

0.0255 

0.0360 

- 

0.082 

0.082 

0.115 

0.006 

0.109 

0.106 

96.63 

Critical 

Mugena 

0830000103775000 

0.14 

0.03 

3,772.61 

0.03 

0.01 

0.04 

0.01 

0.17 

- 

0.0200 

0.0196 

0.0278 

- 

0.067 

0.067 

0.110 

0.005 

0.104 

0.147 

141.25 

Over Exploited 

Naunera 

0830000103774200 

0.14 

0.33 

310.75 

0.40 

0.01 

0.41 

0.03 

0.39 

- 

0.0300 

0.1309 

0.1480 

0.004 

0.313 

0.313 

0.725 

0.036 

0.689 

0.328 

47.67 

Safe 

Parli 

0830000103776600 

0.14 

0.47 

90.25 

0.57 

0.06 

0.63 

0.06 

0.74 

- 

0.1700 

0.1195 

0.1688 

- 

0.458 

0.458 

1.088 

0.054 

1.033 

0.935 

90.47 

Critical 

Peepalda Kalan 

0830000103777500 

0.14 

0.24 

106.41 

0.29 

0.02 

0.31 

0.06 

0.74 

- 

0.0700 

0.0616 

0.0870 

- 

0.219 

0.219 

0.532 

0.027 

0.506 

0.369 

72.94 

Semi Critical 

Peepalda Khurd 

0830000103777700 

0.14 

0.59 

829.46 

0.71 

0.03 

0.74 

0.06 

0.74 

- 

0.1000 

0.0990 

0.1399 

0.001 

0.340 

0.340 

1.079 

0.054 

1.025 

0.878 

85.67 

Semi Critical 

Phoosod 

0830000103777200 

0.14 

0.19 

416.62 

0.22 

0.04 

0.26 

0.02 

0.30 

- 

0.1200 

0.1168 

0.1651 

0.000 

0.402 

0.402 

0.666 

0.033 

0.633 

0.645 

101.84 

Over Exploited 

Prempura 

0830000103780500 

0.14 

0.24 

1,153.35 

0.29 

0.01 

0.30 

0.03 

0.41 

- 

0.0400 

0.0719 

0.1016 

0.004 

0.217 

0.217 

0.516 

0.026 

0.491 

0.403 

82.19 

Semi Critical 



0.08 

0.00 

4,093.94 

0.00 

0.00 

0.00 

0.01 

0.07 

- 

0.0100 

0.0118 

0.0167 

0.001 

0.039 

0.039 

0.044 

0.002 

0.042 

0.057 

135.53 

Over Exploited 

Rajopa 

0830000103776400 

0.14 

0.54 

65.16 

0.65 

0.05 

0.70 

0.06 

0.74 

- 

0.1400 

0.1359 

0.1920 

0.002 

0.470 

0.470 

1.168 

0.058 

1.110 

0.774 

69.75 

Safe 

Rampura 

0830000103773800 

0.14 

0.68 

134.08 

0.82 

0.05 

0.87 

0.05 

0.72 

- 

0.1400 

0.1775 

0.2508 

0.001 

0.569 

0.569 

1.441 

0.072 

1.369 

0.759 

55.45 

Safe 

Rampura Bhagtan 

0831000103855700 

0.03 

0.07 

346.48 

0.08 

0.02 

0.10 

0.04 

0.46 

- 

0.0400 

0.1050 

0.1187 

0.010 

0.273 

0.273 

0.370 

0.019 

0.352 

0.208 

59.13 

Safe 

Ranodiya 

0830000103775100 

0.14 

0.06 

2,300.64 

0.07 

- 

0.07 

0.01 

0.18 

- 

0.0100 

0.0511 

0.0578 

- 

0.119 

0.119 

0.192 

0.010 

0.182 

0.111 

60.72 

Safe 

Rohli 

0830000103777300 

0.14 

0.64 

72.91 

0.77 

0.02 

0.79 

0.06 

0.74 

- 

0.0500 

0.1620 

0.2289 

- 

0.441 

0.441 

1.233 

0.062 

1.172 

0.263 

22.44 

Safe 

Ron 

0830000103778100 

0.14 

0.44 

106.49 

0.53 

0.03 

0.56 

0.06 

0.74 

- 

0.1000 

0.1107 

0.1564 

0.001 

0.368 

0.368 

0.925 

0.046 

0.878 

0.526 

59.85 

Safe 

Sanmanpura 

0830000103771700 

0.14 

0.00 

2,905.58 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0086 

0.0121 

- 

0.021 

0.021 

0.023 

0.001 

0.021 

0.021 

99.11 

Critical 

Shahnawada 

0830000103778400 

0.14 

0.01 

1,280.57 

0.02 

0.01 

0.03 

0.01 

0.13 

- 

0.0200 

0.0197 

0.0278 

- 

0.068 

0.068 

0.094 

0.005 

0.090 

0.085 

94.55 

Critical 

Shobhagpura 

0830000103776500 

0.14 

0.74 

23.90 

0.89 

0.06 

0.95 

0.06 

0.74 

- 

0.1700 

0.1861 

0.2629 

0.000 

0.619 

0.619 

1.566 

0.078 

1.488 

0.924 

62.12 

Safe 

Shripura 

0830000103780400 

0.08 

0.01 

871.44 

0.01 

- 

0.01 

0.01 

0.15 

- 

- 

0.0172 

0.0195 

- 

0.037 

0.037 

0.048 

0.002 

0.045 

0.039 

85.71 

Semi Critical 

Talab 

0830000103773300 

0.14 

0.05 

574.80 

0.07 

0.02 

0.09 

0.01 

0.18 

- 

0.0500 

0.0469 

0.0531 

- 

0.150 

0.150 

0.236 

0.012 

0.224 

0.436 

194.74 

Over Exploited 

Ummedpura 

0830000103771400 

0.14 

0.00 

24,340.69 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0015 

0.0017 

- 

0.003 

0.003 

0.003 

0.000 

0.003 

0.020 

660.42 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Vijai Pura 

083000010378160C 

4.158 

Fresh 

Kota Barrage 

Command 

Older Alluvium 

2.344 

2.56 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.65 

0.86 

0.22 

0.008 

0.39 

0.29 







Command 

Limestone 

1.814 

2.56 

0.030 

0.04 

0.01 

0.00 

0.00 

0.00 

0.17 

0.23 

0.14 

0.006 

0.30 

0.23 

River Basin: Gambhir 

Sub Basin: Gambhir 

04001001 

Agarri 

080900040122220C 

4.383 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.192 

1.46 

0.140 

0.05 

0.01 

0.00 

0.00 

0.00 

0.28 

0.21 

0.21 

0.004 

0.18 

0.24 







Non-command 

Bhander Sandstone 

0.300 

1.46 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.001 

0.04 

0.06 


Akolpura 

080900040123720C 

11.939 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

11.939 

1.34 

0.040 

0.07 

0.01 

0.00 

0.00 

0.00 

0.70 

0.51 

0.20 

0.045 

0.66 

0.90 


Alwat Ki Guwari 

0809000601258500 

15.725 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.491 

3.12 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.82 

0.73 

0.04 

0.016 

0.25 

0.28 


Amre Ki Guwari 

0809000601259200 

14.288 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

13.359 

2.64 

0.040 

0.05 

0.01 

0.00 

0.00 

0.00 

1.45 

1.26 

0.16 

0.032 

0.58 

0.67 


Bahadarpur 

0809000601258700 

50.839 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

42.934 

1.99 

0.040 

0.48 

0.07 

0.00 

0.00 

0.03 

3.80 

2.86 

1.80 

0.103 

0.55 

0.73 


Baharda 

0809000501238500 

47.140 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.945 

1.63 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.11 

0.00 

0.005 

0.02 

0.03 


Balloopura 

0809000401222100 

2.236 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.978 

1.19 

0.140 

0.01 

0.00 

0.00 

0.00 

0.00 

0.34 

0.24 

0.03 

0.007 

0.59 

0.83 


Barkhera 

0809000401232500 

9.619 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.802 

1.32 

0.140 

0.22 

0.03 

0.00 

0.00 

0.00 

1.63 

1.15 

0.84 

0.029 

0.54 

0.77 







Non-command 

Bhander Sandstone 

0.040 

1.32 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhankri 

0809000501238200 

22.059 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

13.903 

1.22 

0.040 

0.12 

0.02 

0.00 

0.00 

0.00 

0.77 

0.58 

0.45 

0.034 

0.40 

0.53 


Bhanwarpura 

0809000401232400 

22.888 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.199 

1.51 

0.140 

0.02 

0.00 

0.00 

0.00 

0.01 

0.69 

0.49 

0.05 

0.012 

0.09 

0.13 







Non-command 

Bhander Sandstone 

15.498 

1.51 

0.040 

0.07 

0.01 

0.00 

0.00 

0.00 

1.00 

0.71 

0.20 

0.058 

0.45 

0.63 


Bhoder 

0809000401232100 

7.378 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.461 

1.12 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.02 

0.002 

0.04 

0.06 







Non-command 

Bhander Sandstone 

6.918 

1.12 

0.040 

0.07 

0.01 

0.00 

0.00 

0.00 

0.37 

0.26 

0.24 

0.026 

0.63 

0.89 


Bichpuri 

0809000401232200 

12.890 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

12.890 

1.17 

0.040 

0.14 

0.02 

0.00 

0.00 

0.01 

0.71 

0.50 

0.49 

0.049 

0.67 

0.94 


Bijaude Ki Guwari 

0809000601258900 

7.006 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.353 

1.61 

0.040 

0.05 

0.01 

0.00 

0.00 

0.00 

0.45 

0.35 

0.16 

0.015 

0.58 

0.74 


Binega 

0809000401231800 

4.383 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.754 

1.33 

0.040 

0.00 

0.00 

0.00 

0.00 

0.01 

0.03 

0.02 

0.00 

0.003 

0.11 

0.16 


Birwas 

0809000401221700 

4.908 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.478 

2.09 

0.140 

0.08 

0.01 

0.00 

0.00 

0.00 

1.09 

0.77 

0.31 

0.013 

0.47 

0.67 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.778 

2.09 

0.140 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.17 

0.04 

0.003 

0.11 

0.15 


Bugdar 

0809000501238800 

28.815 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

22.137 

1.61 

0.040 

0.22 

0.03 

0.00 

0.00 

0.00 

1.61 

1.23 

0.83 

0.053 

0.49 

0.64 


Chainpur 

0809000401223100 

8.391 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.067 

1.31 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 







Non-command 

Bhander Sandstone 

0.268 

1.31 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.02 

0.03 


Chaube Ki Guwari 

0809000601258600 

8.070 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.746 

3.21 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.19 

0.05 

0.004 

0.14 

0.16 


Deeppura 

0809000401222000 

2.836 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.222 

1.65 

0.140 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.06 

0.001 

0.05 

0.07 


Dhandhupura 

0809000401232600 

3.886 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.651 

1.47 

0.140 

0.09 

0.01 

0.00 

0.00 

0.00 

0.62 

0.44 

0.35 

0.010 

0.46 

0.64 


Doodapura 

0809000401237300 

2.057 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.057 

1.32 

0.040 

0.13 

0.02 

0.00 

0.00 

0.00 

0.22 

0.16 

0.53 

0.008 

0.66 

0.92 


Garhi Ka Gaon 

0809000501237800 

16.457 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

16.457 

1.30 

0.040 

0.14 

0.02 

0.00 

0.00 

0.01 

0.96 

0.71 

0.52 

0.040 

0.65 

0.89 


Gurdah 

0809000501238300 

65.831 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.283 

2.04 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.00 

0.00 


Gurla 

0809000401218500 

4.433 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.636 

0.89 

0.140 

0.03 

0.00 

0.00 

0.00 

0.00 

0.36 

0.26 

0.09 

0.010 

0.40 

0.56 







Non-command 

Bhander Sandstone 

0.909 

0.89 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.003 

0.14 

0.19 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.098 

0.89 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.02 







Non-command 

Bhander Sandstone 

0.181 

0.89 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.03 

0.04 


Harnagar 

0809000401237400 

18.026 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

18.026 

1.07 

0.040 

0.16 

0.02 

0.00 

0.00 

0.00 

0.91 

0.65 

0.55 

0.068 

0.66 

0.93 


Jakher 

0809000401237100 

5.016 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.016 

1.50 

0.040 

0.05 

0.01 

0.00 

0.00 

0.00 

0.34 

0.24 

0.19 

0.019 

0.66 

0.93 


Kanchanpur 

0809000501237900 

2.300 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.300 

1.01 

0.040 

0.10 

0.02 

0.00 

0.00 

0.00 

0.17 

0.13 

0.40 

0.006 

0.65 

0.89 


Karauli (M) 

0809000440903000 

27.257 

Fresh 

Non-command 

Non-command 

Older Alluvium 

20.124 

1.29 

0.140 

1.59 

0.01 

0.00 

0.00 

0.00 

5.23 

3.70 

0.36 

4.578 

0.49 

0.70 







Non-command 

Bhander Sandstone 

6.673 

1.29 

0.040 

0.52 

0.00 

0.00 

0.00 

0.00 

0.87 

0.61 

0.10 

1.518 

0.16 

0.23 


Karauli (Rural) 

0809000401221800 

1.054 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.054 

2.17 

0.140 

2.70 

0.40 

0.00 

0.00 

0.00 

2.62 

1.85 

10.78 

0.004 

0.67 

0.95 


Karsai 

0809000401237000 

15.508 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.125 

1.91 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.000 

0.01 

0.01 







Non-command 

Bhander Sandstone 

0.287 

1.91 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.001 

0.01 

0.02 


Kashirampura 

0809000401218400 

1.720 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.648 

1.50 

0.140 

0.01 

0.00 

0.00 

0.00 

0.00 

0.35 

0.25 

0.03 

0.006 

0.63 

0.88 







Non-command 

Bhander Sandstone 

0.001 

1.50 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kharenta 

0809000401221600 

3.317 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.613 

1.80 

0.140 

0.06 

0.01 

0.00 

0.00 

0.00 

0.20 

0.14 

0.22 

0.002 

0.12 

0.17 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.914 

1.80 

0.140 

0.06 

0.01 

0.00 

0.00 

0.00 

0.28 

0.20 

0.24 

0.003 

0.18 

0.26 


Khoobnagar 

0809000401237500 

16.276 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

11.814 

1.21 

0.040 

0.04 

0.00 

0.00 

0.00 

0.01 

0.61 

0.43 

0.09 

0.044 

0.48 

0.67 


Koorat Ki Guwari 

0809000601259300 

16.656 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

10.456 

1.91 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.81 

0.67 

0.02 

0.025 

0.39 

0.47 


Kosra 

0809000401232000 

5.342 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.706 

1.14 

0.140 

0.11 

0.02 

0.00 

0.00 

0.00 

0.68 

0.48 

0.41 

0.014 

0.46 

0.66 







Non-command 

Bhander Sandstone 

1.622 

1.14 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.13 

0.006 

0.20 

0.29 


Kota(Chhawar) 

0809000401231500 

14.949 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.897 

1.33 

0.040 

0.02 

0.00 

0.00 

0.00 

0.01 

0.06 

0.04 

0.06 

0.003 

0.04 

0.05 


Langra 

0809000501238700 

17.605 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

9.354 

1.71 

0.040 

0.19 

0.03 

0.00 

0.00 

0.00 

0.80 

0.62 

0.72 

0.023 

0.33 

0.43 


Mahoo 

0809000401237700 

3.561 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.561 

0.90 

0.040 

0.13 

0.02 

0.00 

0.00 

0.00 

0.23 

0.17 

0.50 

0.013 

0.66 

0.91 


Makanpur Chaube 

0809000401222800 

3.940 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.767 

1.35 

0.140 

0.08 

0.01 

0.00 

0.00 

0.00 

0.40 

0.29 

0.29 

0.007 

0.30 

0.42 







Non-command 

Bhander Sandstone 

0.068 

1.35 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.02 


Makanpur Swami 

0809000501238100 

6.349 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.349 

1.28 

0.040 

0.12 

0.02 

0.00 

0.00 

0.01 

0.42 

0.31 

0.47 

0.015 

0.64 

0.86 


Manchi 

0809000401222400 

5.726 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.227 

1.36 

0.140 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.02 

0.001 

0.03 

0.04 


Mandi Bhat 

0809000601258800 

15.020 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

14.934 

1.53 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.93 

0.71 

0.04 

0.036 

0.64 

0.84 


Pahari 

0809000401218300 

0.791 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.041 

1.51 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.03 

0.05 


Palanpur 

0809000301217400 

10.622 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.058 

1.23 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.00 

0.00 


Parao Makkhoosingh 

0809000401221900 

2.983 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.339 

1.72 

0.140 

0.01 

0.00 

0.00 

0.00 

0.00 

0.33 

0.24 

0.05 

0.005 

0.30 

0.42 


Parasari 

0809000401237600 

9.599 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.769 

1.18 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.30 

0.22 

0.09 

0.022 

0.39 

0.54 


Peepal Guwari 

0809000601259400 

4.228 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.061 

1.62 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Peepalpura 

0809000401218700 

6.144 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.054 

1.13 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 







Non-command 

Bhander Sandstone 

0.972 

1.13 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.06 

0.004 

0.10 

0.15 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Vijai Pura 

0830000103781600 

0.14 

0.13 

568.91 

0.15 

0.01 

0.17 

0.03 

0.43 

- 

0.0400 

0.0565 

0.0799 

0.003 

0.180 

0.180 

0.347 

0.017 

0.330 

0.232 

70.39 

Semi Critical 



0.08 

0.04 

411.18 

0.05 

0.01 

0.06 

0.03 

0.33 

- 

0.0300 

0.0438 

0.0618 

- 

0.136 

0.136 

0.199 

0.010 

0.189 

0.150 

79.63 

Semi Critical 


River Basin: Gambhir 


Sub Basin: Gambhir 

Agarri 

0809000401222200 

0.24 

0.05 

21,461.50 

0.06 

0.01 

0.07 

0.02 

0.19 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.088 

0.004 

0.084 

0.215 

256.74 

Over Exploited 



0.12 

0.00 

1,156.41 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.037 

2,046.00 

Over Exploited 

Akolpura 

0809000401237200 

0.12 

0.94 

(45.83) 

0.75 

0.01 

0.76 

0.06 

0.72 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.785 

0.039 

0.746 

0.249 

33.37 

Safe 

Alwat Ki Guwari 

0809000601258500 

0.12 

0.20 

269.74 

0.24 

0.00 

0.24 

0.02 

0.28 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.249 

0.012 

0.237 

0.052 

21.83 

Safe 

Amre Ki Guwari 

0809000601259200 

0.12 

0.93 

35.47 

1.11 

0.01 

1.13 

0.05 

0.63 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

1.158 

0.058 

1.100 

0.194 

17.65 

Safe 

Bahadarpur 

0809000601258700 

0.12 

2.83 

########## 

2.87 

0.10 

2.97 

0.05 

0.60 

- 

0.2000 

- 

- 

0.038 

0.238 

0.238 

3.207 

0.160 

3.047 

1.903 

62.48 

Safe 

Baharda 

0809000501238500 

0.12 

0.01 

1,745.26 

0.01 

0.00 

0.01 

0.00 

0.03 

- 

- 

- 

- 

0.000 

0.001 

0.001 

0.008 

0.000 

0.007 

0.005 

64.32 

Safe 

Balloopura 

0809000401222100 

0.24 

0.28 

(13.99) 

0.24 

- 

0.24 

0.06 

0.65 

- 

- 

- 

- 

- 

- 

- 

0.240 

0.012 

0.228 

0.038 

16.85 

Safe 

Barkhera 

0809000401232500 

0.24 

1.01 

13.61 

1.15 

0.03 

1.18 

0.05 

0.60 

- 

0.0900 

- 

- 

0.001 

0.091 

0.091 

1.274 

0.064 

1.211 

0.871 

71.97 

Semi Critical 



0.12 

0.00 

11,222.99 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhankri 

0809000501238200 

0.12 

0.67 

(12.54) 

0.58 

0.02 

0.61 

0.04 

0.44 

- 

0.0800 

- 

- 

0.004 

0.084 

0.084 

0.690 

0.035 

0.656 

0.484 

73.76 

Semi Critical 

Bhanwarpura 

0809000401232400 

0.24 

0.07 

587.89 

0.09 

0.01 

0.10 

0.01 

0.10 

- 

0.0100 

- 

- 

0.015 

0.025 

0.025 

0.121 

0.006 

0.115 

0.064 

55.71 

Safe 



0.12 

0.84 

(15.01) 

0.71 

0.01 

0.72 

0.04 

0.49 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.745 

0.037 

0.708 

0.260 

36.79 

Safe 

Bhoder 

0809000401232100 

0.24 

0.00 

1,010.53 

0.01 

- 

0.01 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.005 

0.018 

337.40 

Over Exploited 



0.12 

0.52 

(49.85) 

0.42 

0.01 

0.43 

0.06 

0.69 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.460 

0.023 

0.437 

0.261 

59.71 

Safe 

Bichpuri 

0809000401232200 

0.12 

1.03 

(51.14) 

0.83 

0.03 

0.86 

0.07 

0.73 

- 

0.0600 

- 

- 

0.016 

0.076 

0.076 

0.932 

0.047 

0.885 

0.541 

61.05 

Safe 

Bijaude Ki Guwari 

0809000601258900 

0.12 

0.44 

(20.45) 

0.35 

0.01 

0.36 

0.05 

0.63 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.382 

0.019 

0.363 

0.177 

48.82 

Safe 

Binega 

0809000401231800 

0.12 

0.01 

136.79 

0.01 

0.01 

0.02 

0.01 

0.12 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.028 

0.001 

0.026 

0.003 

10.79 

Safe 

Birwas 

0809000401221700 

0.24 

0.40 

94.35 

0.47 

0.01 

0.48 

0.05 

0.52 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.514 

0.026 

0.489 

0.320 

65.51 

Safe 



0.24 

0.02 

748.64 

0.02 

- 

0.02 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.024 

0.001 

0.023 

0.045 

199.31 

Over Exploited 

Bugdar 

0809000501238800 

0.12 

1.30 

(5.16) 

1.23 

0.03 

1.27 

0.05 

0.54 

- 

0.0900 

- 

- 

0.006 

0.096 

0.096 

1.363 

0.068 

1.295 

0.881 

68.05 

Safe 

Chainpur 

0809000401223100 

0.24 

0.00 

9,351.53 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.004 

0.000 

0.003 

0.000 

7.33 

Safe 



0.12 

0.00 

2,383.65 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.004 

0.000 

0.004 

0.025 

692.79 

Over Exploited 

Chaube Ki Guwari 

0809000601258600 

0.12 

0.03 

573.61 

0.03 

0.00 

0.04 

0.01 

0.15 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.050 

0.003 

0.048 

0.058 

122.01 

Over Exploited 

Deeppura 

0809000401222000 

0.24 

0.00 

1,695.54 

0.00 

0.00 

0.00 

0.01 

0.06 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.015 

0.001 

0.014 

0.065 

460.73 

Over Exploited 

Dhandhupura 

0809000401232600 

0.24 

0.29 

52.30 

0.35 

0.01 

0.36 

0.05 

0.50 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.398 

0.020 

0.378 

0.360 

95.20 

Critical 

Doodapura 

0809000401237300 

0.12 

0.16 

(3.83) 

0.16 

0.02 

0.18 

0.07 

0.73 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.237 

0.012 

0.225 

0.536 

237.85 

Over Exploited 

Garhi Ka Gaon 

0809000501237800 

0.12 

1.29 

(45.25) 

1.03 

0.03 

1.06 

0.06 

0.72 

- 

0.0600 

- 

- 

0.013 

0.073 

0.073 

1.132 

0.057 

1.075 

0.562 

52.23 

Safe 

Gurdah 

0809000501238300 

0.12 

0.00 

22,725.90 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Gurla 

0809000401218500 

0.24 

0.25 

2.00 

0.26 

- 

0.26 

0.04 

0.43 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.265 

0.013 

0.252 

0.104 

41.28 

Safe 



0.12 

0.01 

102.42 

0.02 

- 

0.02 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.018 

0.001 

0.017 

0.027 

161.76 

Over Exploited 



0.24 

0.00 

2,441.67 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.00 

676.38 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Harnagar 

0809000401237400 

0.12 

1.44 

(54.67) 

1.15 

0.02 

1.17 

0.07 

0.73 

- 

0.0600 

- 

- 

0.003 

0.063 

0.063 

1.233 

0.062 

1.172 

0.620 

52.90 

Safe 

Jakher 

0809000401237100 

0.12 

0.40 

(39.76) 

0.32 

0.01 

0.33 

0.07 

0.73 

- 

0.0200 

- 

- 

0.007 

0.027 

0.027 

0.362 

0.018 

0.344 

0.211 

61.32 

Safe 

Kanchanpur 

0809000501237900 

0.12 

0.18 

(29.61) 

0.14 

0.02 

0.16 

0.06 

0.72 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.215 

0.011 

0.204 

0.406 

198.79 

Over Exploited 

Karauli (M) 

0809000440903000 

0.24 

2.38 

55.03 

2.86 

0.01 

2.87 

0.05 

0.54 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

2.910 

0.146 

2.765 

4.938 

178.60 

Over Exploited 



0.12 

0.13 

366.91 

0.16 

- 

0.16 

0.02 

0.18 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.167 

0.008 

0.159 

1.614 

1,015.72 

Over Exploited 

Karauli (Rural) 

0809000401221800 

0.24 

0.17 

995.48 

0.20 

0.40 

0.60 

0.07 

0.74 

- 

1.2100 

- 

- 

- 

1.210 

1.210 

1.813 

0.091 

1.722 

10.780 

625.94 

Over Exploited 

Karsai 

0809000401237000 

0.24 

0.00 

15,187.83 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

6,881.67 

Over Exploited 



0.12 

0.00 

5,433.97 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.000 

0.020 

4,183.77 

Over Exploited 

Kashirampura 

0809000401218400 

0.24 

0.25 

0.81 

0.25 

0.00 

0.26 

0.06 

0.69 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.260 

0.013 

0.247 

0.037 

15.05 

Safe 



0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kharenta 

0809000401221600 

0.24 

0.02 

695.79 

0.02 

0.01 

0.03 

0.01 

0.14 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.062 

0.003 

0.059 

0.225 

384.01 

Over Exploited 



0.24 

0.04 

390.10 

0.05 

0.01 

0.06 

0.02 

0.20 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.089 

0.004 

0.084 

0.245 

291.92 

Over Exploited 

Khoobnagar 

0809000401237500 

0.12 

0.68 

(36.35) 

0.54 

0.01 

0.55 

0.05 

0.53 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.572 

0.029 

0.543 

0.130 

24.02 

Safe 

Koorat Ki Guwari 

0809000601259300 

0.12 

0.49 

36.60 

0.59 

- 

0.59 

0.04 

0.43 

- 

- 

- 

- 

- 

- 

- 

0.591 

0.030 

0.561 

0.043 

7.70 

Safe 

Kosra 

0809000401232000 

0.24 

0.41 

16.97 

0.48 

0.02 

0.50 

0.05 

0.51 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.552 

0.028 

0.525 

0.421 

80.24 

Semi Critical 



0.12 

0.04 

86.45 

0.05 

- 

0.05 

0.02 

0.22 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.057 

0.003 

0.055 

0.133 

244.22 

Over Exploited 

Kota(Chhawar) 

0809000401231500 

0.12 

0.00 

965.87 

0.01 

0.01 

0.01 

0.00 

0.04 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.031 

0.002 

0.030 

0.063 

213.69 

Over Exploited 

Langra 

0809000501238700 

0.12 

0.37 

65.84 

0.45 

0.03 

0.48 

0.03 

0.37 

- 

0.0800 

- 

- 

0.002 

0.082 

0.082 

0.562 

0.028 

0.534 

0.747 

139.79 

Over Exploited 

Mahoo 

0809000401237700 

0.12 

0.28 

(40.20) 

0.23 

0.02 

0.25 

0.07 

0.72 

- 

0.0600 

- 

- 

0.006 

0.066 

0.066 

0.315 

0.016 

0.300 

0.515 

172.03 

Over Exploited 

Makanpur Chaube 

0809000401222800 

0.24 

0.13 

125.82 

0.15 

0.01 

0.16 

0.03 

0.33 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.192 

0.010 

0.183 

0.301 

164.71 

Over Exploited 



0.12 

0.00 

2,646.81 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

9,505.27 

Over Exploited 

Makanpur Swami 

0809000501238100 

0.12 

0.49 

(36.02) 

0.39 

0.03 

0.42 

0.06 

0.70 

- 

0.0500 

- 

- 

0.008 

0.058 

0.058 

0.474 

0.024 

0.450 

0.483 

107.35 

Over Exploited 

Manchi 

0809000401222400 

0.24 

0.00 

2,551.06 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.025 

1,521.12 

Over Exploited 

Mandi Bhat 

0809000601258800 

0.12 

1.14 

(38.05) 

0.92 

0.00 

0.92 

0.06 

0.70 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.924 

0.046 

0.878 

0.072 

8.20 

Safe 

Pahari 

0809000401218300 

0.24 

0.00 

1,710.51 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Palanpur 

0809000301217400 

0.22 

0.00 

16,570.12 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Parao Makkhoosingh 

0809000401221900 

0.24 

0.10 

144.44 

0.12 

- 

0.12 

0.03 

0.33 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.126 

0.006 

0.119 

0.057 

47.80 

Safe 

Parasari 

0809000401237600 

0.12 

0.27 

(19.60) 

0.22 

0.00 

0.22 

0.04 

0.43 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.246 

0.012 

0.234 

0.108 

46.03 

Safe 

Peepal Guwari 

0809000601259400 

0.12 

0.00 

4,758.80 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Peepalpura 

0809000401218700 

0.24 

0.00 

8,034.10 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.01 

214.55 

0.01 

- 

0.01 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.025 

0.001 

0.023 

0.059 

250.11 

Over Exploited 



Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Rahir 

080900060125840C 

46.013 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.808 

2.82 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.21 

0.05 

0.004 

0.02 

0.02 


Raibeli Mathureki 

0809000601259100 

8.699 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

8.699 

2.47 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.87 

0.71 

0.00 

0.021 

0.63 

0.77 


Rajpur 

0809000401232700 

2.265 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.353 

1.64 

0.140 

0.17 

0.02 

0.00 

0.00 

0.00 

0.46 

0.33 

0.66 

0.005 

0.40 

0.56 


Rampur 

0809000401233400 

4.392 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.742 

1.33 

0.140 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.11 

0.08 

0.003 

0.11 

0.16 


Saseri 

0809000401232300 

15.376 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

15.376 

1.27 

0.040 

0.18 

0.02 

0.00 

0.00 

0.01 

0.93 

0.67 

0.62 

0.058 

0.67 

0.93 


Silpura 

0809000401222300 

3.736 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.361 

1.31 

0.140 

0.02 

0.00 

0.00 

0.00 

0.00 

0.63 

0.45 

0.06 

0.013 

0.59 

0.83 


Sonpura 

0809000601259000 

4.337 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.337 

1.83 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.33 

0.26 

0.04 

0.010 

0.64 

0.80 


Sorya 

0809000401231900 

4.665 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.473 

1.24 

0.140 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.03 

0.002 

0.07 

0.10 







Non-command 

Bhander Sandstone 

4.191 

1.24 

0.040 

0.07 

0.01 

0.00 

0.00 

0.00 

0.26 

0.19 

0.26 

0.016 

0.60 

0.84 


Teekatpura 

0809000401218800 

3.461 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.627 

1.48 

0.140 

0.08 

0.01 

0.00 

0.00 

0.00 

0.41 

0.29 

0.32 

0.006 

0.31 

0.44 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.319 

1.48 

0.140 

0.05 

0.01 

0.00 

0.00 

0.00 

0.31 

0.22 

0.18 

0.005 

0.25 

0.36 







Non-command 

Bhander Sandstone 

0.034 

1.48 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Tharkapura 

0809000401232800 

3.511 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.556 

1.86 

0.140 

0.07 

0.01 

0.00 

0.00 

0.00 

0.46 

0.33 

0.28 

0.006 

0.30 

0.42 


Unche Ka Pura 

0809000401218900 

4.103 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.079 

1.46 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.000 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.207 

1.46 

0.140 

0.04 

0.01 

0.00 

0.00 

0.00 

0.28 

0.20 

0.15 

0.005 

0.20 

0.28 


Watda 

0809000501238000 

4.124 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.124 

1.62 

0.040 

0.14 

0.02 

0.00 

0.00 

0.00 

0.39 

0.29 

0.56 

0.010 

0.63 

0.84 

04001002 

Akbarpur 

0809000301214400 

3.234 

Fresh 

Panchana 

Command 

Older Alluvium 

1.333 

0.86 

0.140 

0.11 

0.02 

0.00 

0.00 

0.00 

0.25 

0.24 

0.42 

0.012 

0.23 

0.24 


Akhawara 

0809000101194600 

3.191 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.142 

0.92 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.08 

0.001 

0.02 

0.03 


Alooda 

0809000201201600 

5.103 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.103 

1.22 

0.080 

0.03 

0.01 

0.00 

0.00 

0.01 

0.51 

0.58 

0.09 

0.021 

0.55 

0.48 


Ambari 

0811000301387500 

3.717 

Fresh 

Non-command 

Non-command 

Quartzite 

0.081 

0.15 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 


Andhiya Khera 

0809000201196300 

6.758 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.758 

1.21 

0.080 

0.17 

0.02 

0.00 

0.00 

0.04 

0.76 

0.87 

0.64 

0.028 

0.55 

0.48 


Ayyapur 

0809000101193900 

2.227 

Fresh 

Panchana 

Command 

Older Alluvium 

0.267 

0.84 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.06 

0.002 

0.07 

0.07 


Baglai 

0810000101261600 

7.127 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.756 

2.17 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.20 

0.20 

0.19 

0.004 

0.06 

0.06 






Panchana 

Command 

Older Alluvium 

0.001 

2.17 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.738 

2.17 

0.100 

0.08 

0.01 

0.00 

0.00 

0.00 

0.45 

0.43 

0.32 

0.010 

0.14 

0.14 






Panchana 

Command 

Older Alluvium 

4.631 

2.17 

0.100 

0.23 

0.03 

0.00 

0.00 

0.00 

1.20 

1.16 

0.87 

0.027 

0.37 

0.38 


Bagor 

0809000201203500 

13.074 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.610 

1.17 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.18 

0.05 

0.007 

0.07 

0.06 


Bairoj 

0809000101188600 

5.419 

Fresh 

Non-command 

Non-command 

Quartzite 

0.005 

-1.96 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Balakhera 

0809000201196600 

2.433 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.433 

1.19 

0.080 

0.12 

0.02 

0.00 

0.00 

0.02 

0.32 

0.36 

0.49 

0.010 

0.55 

0.47 


Balghat 

0809000101189700 

7.272 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.692 

0.95 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.03 

0.005 

0.05 

0.05 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.550 

0.95 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.19 

0.03 

0.011 

0.12 

0.12 


Bamori 

0809000201203700 

7.518 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.809 

1.36 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.01 

0.003 

0.06 

0.05 


Bara 

0809000201196000 

6.600 

Fresh 

Non-command 

Non-command 

Quartzite 

6.586 

-0.21 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.027 

0.58 

0.52 


Bara Pichanot 

0809000201204600 

7.354 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.430 

1.05 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.01 

0.002 

0.03 

0.04 


Bara Wajidpur 

0809000201198900 

3.419 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.419 

1.19 

0.080 

0.08 

0.02 

0.00 

0.00 

0.02 

0.37 

0.43 

0.29 

0.014 

0.55 

0.47 


Baragaon 

0809000201201000 

5.750 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.750 

2.23 

0.080 

0.01 

0.00 

0.00 

0.00 

0.06 

0.97 

1.12 

0.01 

0.024 

0.55 

0.48 


Bardala 

0809000201201400 

22.217 

Fresh 

Non-command 

Non-command 

Older Alluvium 

19.312 

1.45 

0.080 

0.09 

0.01 

0.00 

0.00 

0.00 

2.31 

2.64 

0.25 

0.080 

0.48 

0.42 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.799 

1.45 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.33 

0.38 

0.02 

0.012 

0.07 

0.06 


Barh Baragaon 

0809000201200800 

2.798 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.798 

1.49 

0.080 

0.02 

0.00 

0.00 

0.00 

0.01 

0.34 

0.40 

0.08 

0.012 

0.55 

0.48 


Barh Bardala 

0809000201201300 

2.465 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.465 

2.00 

0.080 

0.05 

0.01 

0.00 

0.00 

0.00 

0.43 

0.49 

0.20 

0.010 

0.55 

0.48 


Barh Jeerna 

0809000201201700 

3.579 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.579 

1.14 

0.080 

0.00 

0.00 

0.00 

0.00 

0.01 

0.31 

0.36 

0.00 

0.015 

0.55 

0.48 


Barh Kemri 

0809000201196400 

2.663 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.663 

1.24 

0.080 

0.11 

0.02 

0.00 

0.00 

0.01 

0.35 

0.40 

0.44 

0.011 

0.55 

0.47 


Barh Mahasinghpura 

0809000101193400 

9.093 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.179 

1.33 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.001 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

7.873 

1.33 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

1.28 

1.38 

0.04 

0.058 

0.48 

0.45 






Panchana 

Command 

Older Alluvium 

1.040 

1.33 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.19 

0.01 

0.008 

0.06 

0.06 


Barh Nadoti 

0809000201198400 

1.574 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.574 

1.13 

0.080 

0.01 

0.00 

0.00 

0.00 

0.03 

0.13 

0.14 

0.01 

0.007 

0.55 

0.47 


Barh Rayal 

0810000101260400 

1.802 

Fresh 

Panchana 

Command 

Older Alluvium 

1.802 

1.13 

0.100 

0.16 

0.02 

0.00 

0.00 

0.00 

0.34 

0.32 

0.61 

0.010 

0.56 

0.59 


Barh Sikandarpur 

0809000201198600 

0.442 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.442 

0.95 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.002 

0.55 

0.47 


Baroli 

0810000101262700 

6.149 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.213 

0.68 

0.100 

0.20 

0.01 

0.00 

0.00 

0.00 

0.34 

0.26 

0.79 

0.013 

0.23 

0.30 







Non-command 

Quartzite 

0.786 

0.68 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.18 

0.005 

0.08 

0.11 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.608 

0.68 

0.100 

0.10 

0.01 

0.00 

0.00 

0.00 

0.20 

0.15 

0.41 

0.009 

0.17 

0.22 







Non-command 

Quartzite 

1.541 

0.68 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.27 

0.009 

0.16 

0.21 


Baseri 

0811000301389600 

3.630 

Fresh 

Non-command 

Non-command 

Quartzite 

0.060 

-1.45 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Bhandari Androoni 

0809000101187900 

2.187 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.727 

0.82 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.13 

0.14 

0.23 

0.005 

0.19 

0.18 


Bhandari Berooni 

0809000101189500 

5.375 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.583 

0.70 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.30 

0.32 

0.29 

0.019 

0.28 

0.26 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.451 

0.70 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.15 

0.07 

0.011 

0.15 

0.15 


Bhanwarwara 

0809000201197500 

3.237 

Fresh 

Non-command 

Non-command 

Quartzite 

2.262 

0.50 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.06 

0.07 

0.20 

0.009 

0.39 

0.35 


Bhanwra 

0809000201197900 

1.546 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.861 

1.12 

0.080 

0.06 

0.01 

0.00 

0.00 

0.00 

0.13 

0.15 

0.23 

0.004 

0.31 

0.27 







Non-command 

Quartzite 

0.300 

1.12 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.001 

0.11 

0.09 


Bhaogarh 

0811000301389500 

1.973 

Fresh 

Non-command 

Non-command 

Quartzite 

0.038 

-1.21 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Bheelapara 

0809000201196500 

4.055 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.055 

1.20 

0.080 

0.13 

0.02 

0.00 

0.00 

0.02 

0.48 

0.55 

0.50 

0.017 

0.55 

0.47 


Bhondwara 

0809000201202400 

9.639 

Fresh 

Non-command 

Non-command 

Quartzite 

5.386 

0.13 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.08 

0.022 

0.30 

0.26 


Bhotwara 

0809000101193800 

2.444 

Fresh 

Panchana 

Command 

Older Alluvium 

2.444 

0.85 

0.120 

0.24 

0.04 

0.00 

0.00 

0.00 

0.45 

0.46 

0.94 

0.018 

0.55 

0.54 


Bichpuri 

0809000101193000 

0.823 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.823 

1.15 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.13 

0.04 

0.006 

0.56 

0.52 


Bilai 

0809000201199800 

2.565 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.563 

1.47 

0.080 

0.01 

0.00 

0.00 

0.00 

0.01 

0.30 

0.34 

0.02 

0.011 

0.55 

0.48 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.002 

1.47 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chak Kemla 

0809000201200200 

4.377 

Fresh 

Panchana 

Command 

Older Alluvium 

4.377 

1.03 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.37 

0.36 

0.00 

0.018 

0.56 

0.56 


Chandan Gaon 

0809000301214600 

3.260 

Fresh 

Panchana 

Command 

Older Alluvium 

0.974 

0.88 

0.140 

0.10 

0.01 

0.00 

0.00 

0.00 

0.21 

0.20 

0.37 

0.009 

0.17 

0.18 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Rahir 

0809000601258400 

0.12 

0.01 

3,903.86 

0.01 

- 

0.01 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.015 

0.058 

379.39 

Over Exploited 

Raibeli Mathureki 

0809000601259100 

0.12 

0.66 

7.29 

0.71 

0.00 

0.71 

0.06 

0.69 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.712 

0.036 

0.676 

0.021 

3.10 

Safe 

Raj pur 

0809000401232700 

0.24 

0.13 

151.09 

0.16 

0.02 

0.18 

0.04 

0.44 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.246 

0.012 

0.233 

0.665 

285.04 

Over Exploited 

Rampur 

0809000401233400 

0.24 

0.02 

457.02 

0.02 

0.00 

0.02 

0.01 

0.12 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.034 

0.002 

0.033 

0.087 

265.62 

Over Exploited 

Saseri 

0809000401232300 

0.12 

1.23 

(45.80) 

0.98 

0.03 

1.01 

0.07 

0.73 

- 

0.0700 

- 

- 

0.009 

0.079 

0.079 

1.088 

0.054 

1.033 

0.682 

66.00 

Safe 

Silpura 

0809000401222300 

0.24 

0.48 

(5.24) 

0.45 

- 

0.45 

0.06 

0.65 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.464 

0.023 

0.440 

0.075 

16.95 

Safe 

Sonpura 

0809000601259000 

0.12 

0.33 

(21.73) 

0.26 

- 

0.26 

0.06 

0.70 

- 

- 

- 

- 

- 

- 

- 

0.265 

0.013 

0.251 

0.046 

18.48 

Safe 

Sorya 

0809000401231900 

0.24 

0.01 

751.33 

0.01 

- 

0.01 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.009 

0.030 

340.06 

Over Exploited 



0.12 

0.30 

(37.66) 

0.24 

0.01 

0.25 

0.06 

0.66 

- 

0.0300 

- 

- 

0.005 

0.035 

0.035 

0.289 

0.014 

0.275 

0.275 

99.96 

Critical 

Teekatpura 

0809000401218800 

0.24 

0.12 

135.72 

0.15 

0.01 

0.16 

0.03 

0.35 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.197 

0.010 

0.187 

0.325 

173.66 

Over Exploited 



0.24 

0.08 

176.18 

0.10 

0.01 

0.11 

0.03 

0.28 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.127 

0.006 

0.120 

0.187 

155.47 

Over Exploited 



0.12 

0.00 

5,208.56 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Tharkapura 

0809000401232800 

0.24 

0.11 

196.70 

0.13 

0.01 

0.14 

0.03 

0.33 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.173 

0.009 

0.164 

0.289 

176.06 

Over Exploited 

Unche Ka Pura 

0809000401218900 

0.24 

0.00 

4,598.54 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

4,407.61 

Over Exploited 



0.24 

0.06 

246.23 

0.07 

0.01 

0.08 

0.02 

0.22 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.098 

0.005 

0.093 

0.153 

163.73 

Over Exploited 

Watda 

0809000501238000 

0.12 

0.31 

(6.59) 

0.29 

0.02 

0.31 

0.06 

0.70 

- 

0.0600 

- 

- 

0.001 

0.061 

0.061 

0.375 

0.019 

0.357 

0.568 

159.25 

Over Exploited 

Akbarpur 

0809000301214400 

0.22 

0.07 

260.26 

0.08 

0.02 

0.10 

0.02 

0.25 

- 

0.0500 

- 

- 

0.000 

0.050 

0.050 

0.150 

0.008 

0.143 

0.432 

302.64 

Over Exploited 

Akhawara 

0809000101194600 

0.18 

0.00 

5,404.50 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.085 

832.36 

Over Exploited 

Alooda 

0809000201201600 

0.12 

0.33 

73.75 

0.40 

0.02 

0.42 

0.05 

0.60 

- 

0.0200 

- 

- 

0.015 

0.035 

0.035 

0.456 

0.023 

0.433 

0.107 

24.75 

Safe 

Ambari 

0811000301387500 

0.10 

0.00 

77.90 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.014 

16,299.36 

Over Exploited 

Andhiya Khera 

0809000201196300 

0.12 

0.44 

97.04 

0.53 

0.06 

0.60 

0.05 

0.60 

- 

0.0700 

- 

- 

0.066 

0.136 

0.136 

0.732 

0.037 

0.695 

0.672 

96.64 

Critical 

Ayyapur 

0809000101193900 

0.18 

0.00 

1,316.13 

0.00 

- 

0.00 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.062 

471.85 

Over Exploited 

Baglai 

0810000101261600 

0.22 

0.01 

1,848.78 

0.01 

0.01 

0.02 

0.01 

0.07 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.042 

0.002 

0.040 

0.196 

490.41 

Over Exploited 



0.22 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.05 

708.36 

0.06 

0.01 

0.07 

0.01 

0.15 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.114 

0.006 

0.108 

0.332 

306.17 

Over Exploited 



0.22 

0.38 

206.94 

0.46 

0.03 

0.49 

0.04 

0.41 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.585 

0.029 

0.556 

0.898 

161.46 

Over Exploited 

Bagor 

0809000201203500 

0.12 

0.01 

1,253.36 

0.02 

0.00 

0.02 

0.01 

0.07 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.031 

0.002 

0.030 

0.054 

180.60 

Over Exploited 

Bairoj 

0809000101188600 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Balakhera 

0809000201196600 

0.12 

0.16 

127.86 

0.19 

0.04 

0.23 

0.05 

0.60 

- 

0.0500 

- 

- 

0.023 

0.073 

0.073 

0.299 

0.015 

0.284 

0.496 

174.59 

Over Exploited 

Balghat 

0809000101189700 

0.18 

0.01 

1,264.51 

0.01 

- 

0.01 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.035 

452.84 

Over Exploited 



0.18 

0.03 

470.84 

0.04 

- 

0.04 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.041 

0.002 

0.039 

0.045 

116.77 

Over Exploited 

Bamori 

0809000201203700 

0.12 

0.01 

1,548.55 

0.01 

0.00 

0.01 

0.01 

0.07 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

0.000 

0.007 

0.017 

238.40 

Over Exploited 

Bara 

0809000201196000 

0.06 

0.23 

- 

0.23 

- 

0.23 

0.06 

0.65 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.241 

0.024 

0.217 

0.225 

103.87 

Over Exploited 

Bara Pichanot 

0809000201204600 

0.12 

0.00 

1,902.82 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.016 

779.15 

Over Exploited 

Bara Wajidpur 

0809000201198900 

0.12 

0.22 

90.68 

0.27 

0.04 

0.30 

0.05 

0.60 

- 

0.0500 

- 

- 

0.023 

0.073 

0.073 

0.376 

0.019 

0.357 

0.302 

84.62 

Semi Critical 

Baragaon 

0809000201201000 

0.12 

0.38 

196.87 

0.45 

0.06 

0.51 

0.05 

0.60 

- 

- 

- 

- 

0.092 

0.092 

0.092 

0.605 

0.030 

0.574 

0.038 

6.60 

Safe 

Bardala 

0809000201201400 

0.12 

1.10 

138.98 

1.32 

0.01 

1.33 

0.05 

0.52 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

1.384 

0.069 

1.315 

0.325 

24.75 

Safe 



0.12 

0.02 

1,540.83 

0.03 

- 

0.03 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.028 

0.001 

0.026 

0.030 

112.20 

Over Exploited 

Barh Baragaon 

0809000201200800 

0.12 

0.18 

115.72 

0.22 

0.01 

0.23 

0.05 

0.60 

- 

0.0100 

- 

- 

0.013 

0.023 

0.023 

0.252 

0.013 

0.239 

0.088 

36.67 

Safe 

Barh Bardala 

0809000201201300 

0.12 

0.16 

205.28 

0.19 

0.01 

0.21 

0.05 

0.60 

- 

0.0400 

- 

- 

0.005 

0.045 

0.045 

0.252 

0.013 

0.240 

0.212 

88.54 

Semi Critical 

Barh Jeerna 

0809000201201700 

0.12 

0.23 

53.45 

0.28 

0.01 

0.29 

0.05 

0.60 

- 

- 

- 

- 

0.017 

0.017 

0.017 

0.310 

0.015 

0.294 

0.015 

5.06 

Safe 

Barh Kemri 

0809000201196400 

0.12 

0.17 

129.96 

0.21 

0.03 

0.23 

0.05 

0.60 

- 

0.0500 

- 

- 

0.008 

0.058 

0.058 

0.292 

0.015 

0.277 

0.450 

162.19 

Over Exploited 

Barh Mahasinghpura 

0809000101193400 

0.18 

0.00 

8,581.10 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

324.90 

Over Exploited 



0.18 

0.68 

102.44 

0.82 

- 

0.82 

0.05 

0.53 

- 

- 

- 

- 

- 

- 

- 

0.820 

0.041 

0.779 

0.096 

12.28 

Safe 



0.18 

0.01 

1,486.52 

0.01 

- 

0.01 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.014 

0.018 

129.54 

Over Exploited 

Barh Nadoti 

0809000201198400 

0.12 

0.10 

39.98 

0.12 

0.03 

0.15 

0.05 

0.60 

- 

- 

- 

- 

0.041 

0.041 

0.041 

0.192 

0.010 

0.183 

0.021 

11.25 

Safe 

Barh Rayal 

0810000101260400 

0.22 

0.22 

45.59 

0.27 

0.02 

0.29 

0.05 

0.61 

- 

0.0700 

- 

- 

0.001 

0.071 

0.071 

0.358 

0.018 

0.340 

0.617 

181.64 

Over Exploited 

Barh Sikandarpur 

0809000201198600 

0.12 

0.03 

18.95 

0.03 

0.00 

0.04 

0.05 

0.60 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.043 

0.002 

0.041 

0.016 

38.59 

Safe 

Baroli 

0810000101262700 

0.22 

0.11 

130.05 

0.13 

0.01 

0.14 

0.02 

0.25 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.174 

0.009 

0.166 

0.798 

482.04 

Over Exploited 



0.08 

0.01 

795.69 

0.01 

- 

0.01 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.015 

0.180 

1,170.25 

Over Exploited 



0.22 

0.06 

154.87 

0.07 

0.01 

0.08 

0.02 

0.18 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.101 

0.005 

0.096 

0.415 

433.43 

Over Exploited 



0.08 

0.02 

248.75 

0.02 

- 

0.02 

0.02 

0.18 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.034 

0.002 

0.032 

0.275 

859.35 

Over Exploited 

Baseri 

0811000301389600 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Bhandari Androoni 

0809000101187900 

0.18 

0.03 

453.96 

0.03 

- 

0.03 

0.02 

0.21 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.040 

0.002 

0.038 

0.233 

612.32 

Over Exploited 

Bhandari Berooni 

0809000101189500 

0.18 

0.13 

147.08 

0.15 

- 

0.15 

0.03 

0.30 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.164 

0.008 

0.156 

0.307 

197.17 

Over Exploited 



0.18 

0.04 

274.38 

0.05 

- 

0.05 

0.02 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.049 

0.002 

0.046 

0.081 

174.90 

Over Exploited 

Bhanwarwara 

0809000201197500 

0.06 

0.05 

4,111.16 

0.06 

0.01 

0.07 

0.04 

0.43 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.093 

0.005 

0.088 

0.205 

233.59 

Over Exploited 

Bhanwra 

0809000201197900 

0.12 

0.03 

359.87 

0.04 

0.01 

0.05 

0.03 

0.34 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.078 

0.004 

0.074 

0.234 

315.78 

Over Exploited 



0.06 

0.00 

225,930.74 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.043 

2,266.23 

Over Exploited 

Bhaogarh 

0811000301389500 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.013 

32,145.91 

Over Exploited 

Bheelapara 

0809000201196500 

0.12 

0.27 

106.60 

0.32 

0.04 

0.36 

0.05 

0.60 

- 

0.0600 

- 

- 

0.035 

0.095 

0.095 

0.457 

0.023 

0.435 

0.521 

119.87 

Over Exploited 

Bhondwara 

0809000201202400 

0.06 

0.09 

2,374.03 

0.07 

- 

0.07 

0.02 

0.32 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.082 

0.004 

0.078 

0.098 

126.60 

Over Exploited 

Bhotwara 

0809000101193800 

0.18 

0.24 

89.52 

0.29 

0.04 

0.33 

0.05 

0.61 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

0.442 

0.022 

0.420 

0.954 

227.13 

Over Exploited 

Bichpuri 

0809000101193000 

0.18 

0.08 

58.98 

0.10 

- 

0.10 

0.06 

0.62 

- 

- 

- 

- 

- 

- 

- 

0.100 

0.005 

0.095 

0.044 

46.31 

Safe 

Bilai 

0809000201199800 

0.12 

0.17 

102.88 

0.20 

0.01 

0.21 

0.05 

0.60 

- 

- 

- 

- 

0.016 

0.017 

0.017 

0.229 

0.011 

0.218 

0.029 

13.16 

Safe 



0.12 

0.00 

190,773.02 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chak Kemla 

0809000201200200 

0.12 

0.29 

24.78 

0.35 

- 

0.35 

0.05 

0.61 

- 

- 

- 

- 

- 

- 

- 

0.351 

0.018 

0.333 

0.018 

5.46 

Safe 

Chandan Gaon 

0809000301214600 

0.22 

0.04 

455.93 

0.04 

0.01 

0.05 

0.02 

0.18 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.094 

0.005 

0.089 

0.381 

428.58 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Chandwar 

080900010119360C 

6.035 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.035 

1.38 

0.120 

0.03 

0.00 

0.00 

0.00 

0.15 

0.88 

1.00 

0.07 

0.044 

0.55 

0.49 


Chhakra 

081000010126290C 

5.409 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.316 

0.45 

0.100 

0.07 

0.01 

0.00 

0.00 

0.00 

0.25 

0.20 

0.24 

0.025 

0.51 

0.66 







Non-command 

Quartzite 

0.938 

0.45 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.005 

0.11 

0.14 


Chirawanda 

0809000201202600 

30.113 

Fresh 

Non-command 

Non-command 

Quartzite 

2.189 

-0.35 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.009 

0.04 

0.03 


Dainda 

0811000301389700 

2.001 

Fresh 

Non-command 

Non-command 

Quartzite 

0.046 

-1.67 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Dalpura 

0809000201201800 

2.871 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.145 

1.04 

0.080 

0.05 

0.01 

0.00 

0.00 

0.00 

0.22 

0.25 

0.17 

0.009 

0.41 

0.36 







Non-command 

Quartzite 

0.419 

1.04 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.002 

0.08 

0.07 


Deeppura 

0809000401220000 

1.892 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.068 

0.25 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 


Dhadanga 

0809000201198200 

1.681 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.236 

1.08 

0.080 

0.05 

0.01 

0.00 

0.00 

0.00 

0.15 

0.17 

0.19 

0.005 

0.40 

0.35 







Non-command 

Quartzite 

0.229 

1.08 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.001 

0.07 

0.07 


Dhahariya 

0809000201198300 

6.135 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.135 

1.09 

0.080 

0.06 

0.01 

0.00 

0.00 

0.07 

0.52 

0.59 

0.21 

0.026 

0.55 

0.47 


Dhamadi Ka Pura 

0809000201199000 

0.962 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.962 

1.21 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.12 

0.04 

0.004 

0.55 

0.47 


Dhand Ka Pura 

0809000201199400 

0.878 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.878 

1.23 

0.080 

0.05 

0.01 

0.00 

0.00 

0.00 

0.12 

0.14 

0.19 

0.004 

0.55 

0.47 


Dhawan 

0809000101188900 

3.115 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.775 

0.22 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.13 

0.15 

0.20 

0.020 

0.50 

0.44 


Dholeta 

0809000201196200 

8.196 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.679 

0.79 

0.080 

0.26 

0.04 

0.00 

0.00 

0.00 

0.71 

0.80 

0.98 

0.032 

0.52 

0.45 


Dubbi 

0809000301214200 

2.676 

Fresh 

Panchana 

Command 

Older Alluvium 

0.522 

0.81 

0.140 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.08 

0.005 

0.11 

0.11 


Gadhora 

0811000301387400 

4.923 

Fresh 

Non-command 

Non-command 

Quartzite 

0.001 

0.17 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gadoli 

0811000301389000 

10.097 

Fresh 

Non-command 

Non-command 

Quartzite 

0.387 

-0.48 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.003 

0.02 

0.02 


Gajjupura 

0809000101188500 

5.893 

Fresh 

Non-command 

Non-command 

Quartzite 

0.002 

-1.83 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ganwari 

0809000201202500 

1.822 

Fresh 

Non-command 

Non-command 

Quartzite 

0.001 

0.46 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gaonri 

0809000101189200 

7.200 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.200 

1.25 

0.120 

0.07 

0.01 

0.00 

0.00 

0.08 

1.06 

1.21 

0.20 

0.053 

0.55 

0.48 


Garhi 

0809000201195900 

4.106 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.063 

-0.98 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Quartzite 

3.594 

-0.98 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.015 

0.51 

0.46 


Garhi Khempur 

0809000201204100 

6.065 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.173 

1.17 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.02 

0.02 


Garhkhera 

0809000201203100 

1.973 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.966 

0.46 

0.080 

0.05 

0.01 

0.00 

0.00 

0.00 

0.11 

0.14 

0.18 

0.008 

0.53 

0.43 


Gerota 

0811000301389100 

4.563 

Fresh 

Non-command 

Non-command 

Quartzite 

0.077 

-0.94 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Ghatoli 

0809000201196800 

2.847 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.620 

1.16 

0.080 

0.09 

0.01 

0.00 

0.00 

0.00 

0.32 

0.37 

0.33 

0.011 

0.50 

0.44 







Non-command 

Quartzite 

0.216 

1.16 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.04 

0.04 


Gidani 

0809000201197100 

2.847 

Fresh 

Non-command 

Non-command 

Quartzite 

2.595 

-0.18 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.011 

0.54 

0.48 


Gorda 

0809000101188700 

8.868 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.497 

-1.77 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.004 

0.03 

0.03 







Non-command 

Quartzite 

0.003 

-1.77 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gothra 

0809000201198100 

3.033 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.580 

1.12 

0.080 

0.05 

0.01 

0.00 

0.00 

0.00 

0.27 

0.31 

0.20 

0.011 

0.47 

0.41 







Non-command 

Quartzite 

0.275 

1.12 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.05 

0.04 


Guna 

0809000201197400 

5.162 

Fresh 

Non-command 

Non-command 

Quartzite 

4.569 

0.56 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.11 

0.12 

0.26 

0.019 

0.50 

0.44 


Gurha Chandraji 

0809000201197000 

21.044 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.510 

0.95 

0.080 

0.33 

0.05 

0.00 

0.00 

0.00 

1.00 

1.15 

1.27 

0.040 

0.25 

0.22 







Non-command 

Quartzite 

9.898 

0.95 

0.020 

0.20 

0.03 

0.00 

0.00 

0.00 

0.36 

0.41 

0.76 

0.041 

0.26 

0.23 


Gurli 

0809000201203800 

3.379 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.206 

1.36 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.03 

0.03 


Hafzabad 

0809000201200500 

2.502 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.502 

1.87 

0.080 

0.00 

0.00 

0.00 

0.00 

0.03 

0.35 

0.38 

0.00 

0.010 

0.55 

0.50 


Harloda 

0809000201202100 

2.283 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.080 

0.50 

0.080 

0.02 

0.00 

0.00 

0.00 

0.01 

0.09 

0.11 

0.06 

0.009 

0.48 

0.41 







Non-command 

Quartzite 

0.203 

0.50 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.05 

0.04 


Hodaheli 

0809000201201100 

1.949 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.949 

2.69 

0.080 

0.07 

0.02 

0.00 

0.00 

0.03 

0.44 

0.50 

0.27 

0.008 

0.55 

0.47 


Ibrahimpur 

0809000201198800 

2.837 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.837 

0.90 

0.080 

0.04 

0.01 

0.00 

0.00 

0.01 

0.22 

0.25 

0.16 

0.012 

0.55 

0.47 


Jagatpura 

0809000401219700 

1.296 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.050 

0.41 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 


Jahangeerpur 

0809000401219900 

5.693 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.30 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jahannagar Morda 

0809000101189400 

6.099 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.526 

0.94 

0.120 

0.18 

0.03 

0.00 

0.00 

0.00 

0.55 

0.59 

0.68 

0.026 

0.33 

0.30 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.573 

0.94 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.34 

0.37 

0.20 

0.019 

0.24 

0.22 


Jahra 

0809000201197600 

14.827 

Fresh 

Non-command 

Non-command 

Quartzite 

13.390 

0.81 

0.020 

0.15 

0.02 

0.00 

0.00 

0.00 

0.35 

0.39 

0.53 

0.056 

0.50 

0.44 


Jeerna 

0809000201201500 

3.618 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.277 

1.13 

0.080 

0.03 

0.01 

0.00 

0.00 

0.00 

0.32 

0.36 

0.09 

0.014 

0.49 

0.43 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.342 

1.13 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.01 

0.001 

0.05 

0.04 


Jeetkipur 

0809000201201900 

6.505 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.262 

0.94 

0.080 

0.08 

0.01 

0.00 

0.00 

0.03 

0.51 

0.59 

0.28 

0.026 

0.52 

0.45 







Non-command 

Quartzite 

0.243 

0.94 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.02 


Jindon Ka Pura 

0809000201199300 

1.316 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.316 

1.23 

0.080 

0.03 

0.01 

0.00 

0.00 

0.00 

0.15 

0.17 

0.12 

0.005 

0.55 

0.47 


Kaima 

0809000201201200 

13.316 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.316 

2.95 

0.080 

0.10 

0.02 

0.00 

0.00 

0.13 

3.09 

3.54 

0.33 

0.055 

0.55 

0.48 


Kaimri 

0809000201199500 

5.629 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.629 

1.40 

0.080 

0.04 

0.01 

0.00 

0.00 

0.12 

0.54 

0.62 

0.12 

0.023 

0.55 

0.47 


Kakara 

0809000201199700 

1.884 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.884 

1.39 

0.080 

0.02 

0.00 

0.00 

0.00 

0.02 

0.21 

0.24 

0.07 

0.008 

0.55 

0.48 


Kalakho 

0811000301388300 

5.293 

Fresh 

Non-command 

Non-command 

Quartzite 

0.227 

-0.09 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.002 

0.03 

0.02 


Kalwari 

0809000101194400 

3.234 

Fresh 

Panchana 

Command 

Older Alluvium 

3.215 

0.84 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.40 

0.41 

0.33 

0.024 

0.55 

0.54 


Kamalpura 

0809000101189300 

2.827 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.827 

0.75 

0.120 

0.24 

0.01 

0.00 

0.00 

0.02 

0.46 

0.52 

0.92 

0.021 

0.55 

0.49 


Kemla 

0809000201200300 

16.067 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.608 

1.40 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.06 

0.003 

0.02 

0.02 






Panchana 

Command 

Older Alluvium 

3.224 

1.40 

0.080 

0.07 

0.01 

0.00 

0.00 

0.00 

0.42 

0.44 

0.27 

0.013 

0.11 

0.11 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.555 

1.40 

0.080 

0.04 

0.01 

0.00 

0.00 

0.00 

0.43 

0.45 

0.14 

0.015 

0.12 

0.12 






Panchana 

Command 

Older Alluvium 

8.680 

1.40 

0.080 

0.09 

0.01 

0.00 

0.00 

0.00 

1.05 

1.10 

0.32 

0.036 

0.30 

0.29 


Kemri Khurd 

0810000101260300 

1.334 

Fresh 

Panchana 

Command 

Older Alluvium 

1.334 

1.17 

0.100 

0.22 

0.03 

0.00 

0.00 

0.00 

0.35 

0.33 

0.86 

0.008 

0.56 

0.58 


Khandeep 

0810000101261300 

17.079 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.627 

1.21 

0.100 

0.54 

0.08 

0.00 

0.00 

0.00 

1.26 

1.11 

2.11 

0.038 

0.22 

0.25 






Panchana 

Command 

Older Alluvium 

4.794 

1.21 

0.100 

0.39 

0.06 

0.00 

0.00 

0.00 

0.91 

0.80 

1.53 

0.028 

0.16 

0.18 





Saline 

Panchana 

Command 

Older Alluvium 

0.034 

1.21 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kharera 

0810000101263200 

4.415 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.332 

2.27 

0.100 

0.12 

0.03 

0.00 

0.00 

0.00 

0.62 

0.55 

0.45 

0.013 

0.32 

0.36 






Panchana 

Command 

Older Alluvium 

0.409 

2.27 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.07 

0.002 

0.06 

0.06 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Chandwar 

0809000101193600 

0.18 

0.60 

66.75 

0.72 

0.15 

0.87 

0.06 

0.61 

- 

0.0100 

- 

- 

0.222 

0.232 

0.232 

1.098 

0.055 

1.043 

0.116 

11.14 

Safe 

Chhakra 

0810000101262900 

0.22 

0.49 

(59.70) 

0.39 

0.01 

0.40 

0.05 

0.56 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.429 

0.021 

0.407 

0.263 

64.54 

Safe 



0.08 

0.01 

70.19 

0.01 

- 

0.01 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.001 

0.010 

0.034 

361.83 

Over Exploited 

Chirawanda 

0809000201202600 

0.06 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.001 

0.005 

0.127 

2,798.44 

Over Exploited 

Dainda 

0811000301389700 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

14,049.83 

Over Exploited 

Dalpura 

0809000201201800 

0.12 

0.10 

138.60 

0.13 

0.01 

0.14 

0.04 

0.45 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.156 

0.008 

0.148 

0.182 

122.77 

Over Exploited 



0.06 

0.00 

233,568.59 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.019 

899.51 

Over Exploited 

Deeppura 

0809000401220000 

0.24 

0.00 

416.59 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dhadanga 

0809000201198200 

0.12 

0.06 

181.10 

0.07 

0.01 

0.08 

0.04 

0.44 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.102 

0.005 

0.097 

0.192 

199.09 

Over Exploited 



0.06 

0.00 

60.39 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.018 

1,575.90 

Over Exploited 

Dhahariya 

0809000201198300 

0.12 

0.40 

48.02 

0.48 

0.08 

0.56 

0.05 

0.60 

- 

0.0200 

- 

- 

0.103 

0.123 

0.123 

0.683 

0.034 

0.649 

0.231 

35.53 

Safe 

Dhamadi Ka Pura 

0809000201199000 

0.12 

0.06 

88.84 

0.08 

- 

0.08 

0.05 

0.60 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.086 

0.004 

0.081 

0.047 

57.83 

Safe 

Dhand Ka Pura 

0809000201199400 

0.12 

0.06 

143.63 

0.07 

0.01 

0.08 

0.05 

0.60 

- 

0.0400 

- 

- 

0.007 

0.047 

0.047 

0.131 

0.007 

0.124 

0.191 

153.14 

Over Exploited 

Dhawan 

0809000101188900 

0.18 

0.25 

(38.97) 

0.20 

- 

0.20 

0.05 

0.55 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.208 

0.010 

0.198 

0.218 

110.24 

Over Exploited 

Dholeta 

0809000201196200 

0.12 

0.48 

68.48 

0.57 

0.04 

0.61 

0.05 

0.57 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

0.722 

0.036 

0.686 

1.015 

147.92 

Over Exploited 

Dubbi 

0809000301214200 

0.22 

0.01 

505.38 

0.01 

- 

0.01 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.025 

0.001 

0.024 

0.089 

376.03 

Over Exploited 

Gadhora 

0811000301387400 

0.10 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gadoli 

0811000301389000 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.016 

3,216.43 

Over Exploited 

Gajjupura 

0809000101188500 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ganwari 

0809000201202500 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gaonri 

0809000101189200 

0.18 

0.71 

71.07 

0.85 

0.09 

0.94 

0.06 

0.60 

- 

0.0200 

- 

- 

0.119 

0.139 

0.139 

1.080 

0.054 

1.026 

0.257 

25.03 

Safe 

Garhi 

0809000201195900 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.11 

- 

0.11 

- 

0.11 

0.05 

0.57 

- 

- 

- 

- 

- 

- 

- 

0.111 

0.011 

0.100 

0.071 

71.24 

Semi Critical 

Garhi Khempur 

0809000201204100 

0.12 

0.00 

4,743.79 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.015 

753.96 

Over Exploited 

Garhkhera 

0809000201203100 

0.12 

0.12 

9.86 

0.14 

0.01 

0.15 

0.04 

0.57 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.170 

0.009 

0.162 

0.184 

113.99 

Over Exploited 

Gerota 

0811000301389100 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Ghatoli 

0809000201196800 

0.12 

0.16 

133.48 

0.19 

0.01 

0.20 

0.05 

0.56 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.240 

0.012 

0.228 

0.339 

148.47 

Over Exploited 



0.06 

0.00 

955.82 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.018 

2,908.35 

Over Exploited 

Gidani 

0809000201197100 

0.06 

0.08 

- 

0.08 

- 

0.08 

0.06 

0.60 

- 

- 

- 

- 

- 

- 

- 

0.083 

0.008 

0.075 

0.106 

141.75 

Over Exploited 

Gorda 

0809000101188700 

0.18 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.088 

3,319.34 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gothra 

0809000201198100 

0.12 

0.14 

115.78 

0.17 

0.01 

0.18 

0.05 

0.51 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.203 

0.010 

0.193 

0.213 

110.40 

Over Exploited 



0.06 

0.00 

166,843.40 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.018 

1,986.70 

Over Exploited 

Guna 

0809000201197400 

0.06 

0.14 

27,714.16 

0.12 

0.01 

0.13 

0.05 

0.55 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.165 

0.008 

0.156 

0.274 

175.23 

Over Exploited 

Gurha Chandraji 

0809000201197000 

0.12 

0.29 

300.30 

0.34 

0.05 

0.39 

0.03 

0.28 

- 

0.1400 

- 

- 

- 

0.140 

0.140 

0.533 

0.027 

0.507 

1.311 

258.66 

Over Exploited 



0.06 

0.15 

########## 

0.18 

0.03 

0.21 

0.03 

0.29 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.302 

0.015 

0.286 

0.801 

279.67 

Over Exploited 

Gurli 

0809000201203800 

0.12 

0.00 

2,724.17 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.000 

0.001 

0.001 

0.002 

0.000 

0.002 

0.001 

49.21 

Safe 

Hafzabad 

0809000201200500 

0.12 

0.17 

130.23 

0.20 

0.03 

0.23 

0.05 

0.61 

- 

- 

- 

- 

0.044 

0.044 

0.044 

0.272 

0.014 

0.259 

0.010 

4.02 

Safe 

Harloda 

0809000201202100 

0.12 

0.12 

(11.71) 

0.11 

0.01 

0.12 

0.04 

0.52 

- 

0.0100 

- 

- 

0.021 

0.031 

0.031 

0.151 

0.008 

0.144 

0.070 

48.50 

Safe 



0.06 

0.00 

316.58 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Hodaheli 

0809000201201100 

0.12 

0.13 

295.78 

0.15 

0.05 

0.20 

0.05 

0.60 

- 

0.0500 

- 

- 

0.045 

0.096 

0.096 

0.299 

0.015 

0.284 

0.282 

99.35 

Critical 

Ibrahimpur 

0809000201198800 

0.12 

0.19 

36.12 

0.22 

0.02 

0.25 

0.05 

0.60 

- 

0.0300 

- 

- 

0.022 

0.052 

0.052 

0.300 

0.015 

0.285 

0.170 

59.63 

Safe 

Jagatpura 

0809000401219700 

0.24 

0.00 

636.40 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jahangeerpur 

0809000401219900 

0.24 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jahannagar Morda 

0809000101189400 

0.18 

0.21 

185.10 

0.25 

0.03 

0.28 

0.03 

0.36 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.359 

0.018 

0.341 

0.710 

208.15 

Over Exploited 



0.18 

0.11 

232.41 

0.13 

0.01 

0.14 

0.02 

0.26 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.163 

0.008 

0.154 

0.221 

143.04 

Over Exploited 

Jahra 

0809000201197600 

0.06 

0.40 

241,311.10 

0.39 

0.02 

0.41 

0.05 

0.55 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.473 

0.024 

0.449 

0.585 

130.18 

Over Exploited 

Jeerna 

0809000201201500 

0.12 

0.19 

87.20 

0.23 

0.01 

0.24 

0.05 

0.54 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.263 

0.013 

0.250 

0.100 

39.86 

Safe 



0.12 

0.00 

1,580.89 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.002 

0.007 

308.23 

Over Exploited 

Jeetkipur 

0809000201201900 

0.12 

0.39 

50.19 

0.47 

0.04 

0.51 

0.05 

0.57 

- 

0.0500 

- 

- 

0.041 

0.091 

0.091 

0.601 

0.030 

0.571 

0.303 

53.10 

Safe 



0.06 

0.00 

1,557.91 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.009 

932.01 

Over Exploited 

Jindon Ka Pura 

0809000201199300 

0.12 

0.09 

97.02 

0.10 

0.01 

0.12 

0.05 

0.60 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.139 

0.007 

0.132 

0.120 

91.31 

Critical 

Kaima 

0809000201201200 

0.12 

0.87 

305.39 

1.05 

0.15 

1.20 

0.05 

0.60 

- 

0.0600 

- 

- 

0.200 

0.260 

0.260 

1.461 

0.073 

1.388 

0.386 

27.84 

Safe 

Kaimri 

0809000201199500 

0.12 

0.37 

67.69 

0.44 

0.13 

0.57 

0.05 

0.60 

- 

0.0200 

- 

- 

0.184 

0.204 

0.204 

0.778 

0.039 

0.739 

0.138 

18.72 

Safe 

Kakara 

0809000201199700 

0.12 

0.12 

92.57 

0.15 

0.02 

0.17 

0.05 

0.60 

- 

0.0100 

- 

- 

0.032 

0.042 

0.042 

0.212 

0.011 

0.201 

0.080 

39.63 

Safe 

Kalakho 

0811000301388300 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.058 

11,213.47 

Over Exploited 

Kalwari 

0809000101194400 

0.18 

0.32 

28.01 

0.38 

0.01 

0.39 

0.05 

0.60 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.434 

0.022 

0.413 

0.354 

85.71 

Semi Critical 

Kamalpura 

0809000101189300 

0.18 

0.28 

85.53 

0.34 

0.03 

0.37 

0.06 

0.61 

- 

0.0300 

- 

- 

0.034 

0.064 

0.064 

0.435 

0.022 

0.413 

0.945 

228.77 

Over Exploited 

Kemla 

0809000201200300 

0.12 

0.00 

5,869.96 

0.00 

- 

0.00 

0.00 

0.02 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.064 

564.56 

Over Exploited 



0.12 

0.04 

914.64 

0.05 

0.01 

0.06 

0.01 

0.12 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.092 

0.005 

0.087 

0.287 

329.39 

Over Exploited 



0.12 

0.05 

748.11 

0.06 

0.01 

0.07 

0.01 

0.14 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.093 

0.005 

0.088 

0.153 

172.82 

Over Exploited 



0.12 

0.31 

249.66 

0.38 

0.01 

0.39 

0.03 

0.33 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.426 

0.021 

0.405 

0.356 

88.02 

Semi Critical 

Kemri Khurd 

0810000101260300 

0.22 

0.16 

103.54 

0.20 

0.03 

0.23 

0.05 

0.61 

- 

0.1000 

- 

- 

0.000 

0.100 

0.100 

0.328 

0.016 

0.312 

0.863 

276.95 

Over Exploited 

Khandeep 

0810000101261300 

0.22 

0.32 

244.86 

0.39 

0.08 

0.47 

0.02 

0.24 

- 

0.2400 

- 

- 

- 

0.240 

0.240 

0.707 

0.035 

0.672 

2.149 

319.78 

Over Exploited 



0.22 

0.17 

375.24 

0.20 

0.06 

0.26 

0.01 

0.18 

- 

0.1700 

- 

- 

- 

0.170 

0.170 

0.433 

0.022 

0.411 

1.559 

379.11 

Over Exploited 



0.22 

0.00 

42,332.36 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kharera 

0810000101263200 

0.22 

0.16 

236.53 

0.20 

0.03 

0.23 

0.03 

0.35 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.306 

0.015 

0.291 

0.461 

158.63 

Over Exploited 



0.22 

0.01 

1,893.49 

0.01 

- 

0.01 

0.01 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.015 

0.076 

501.39 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.675 

2.27 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.43 

0.38 

0.22 

0.010 

0.23 

0.26 


Khedla 

0809000201200000 

3.943 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.181 

1.38 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.37 

0.42 

0.07 

0.013 

0.44 

0.39 






Panchana 

Command 

Older Alluvium 

0.270 

1.38 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.001 

0.04 

0.03 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.492 

1.38 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.01 

0.002 

0.07 

0.06 


Kherla 

0810000101262500 

3.697 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.113 

0.98 

0.100 

0.22 

0.01 

0.00 

0.00 

0.00 

0.52 

0.40 

0.86 

0.018 

0.52 

0.67 







Non-command 

Quartzite 

0.584 

0.98 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.11 

0.003 

0.10 

0.13 


Kherla Janetpur 

0810000101260900 

2.105 

Fresh 

Panchana 

Command 

Older Alluvium 

1.263 

1.15 

0.100 

0.07 

0.01 

0.00 

0.00 

0.00 

0.20 

0.19 

0.25 

0.007 

0.34 

0.37 


Kherli 

0809000201200700 

3.391 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.391 

1.45 

0.080 

0.03 

0.00 

0.00 

0.00 

0.03 

0.40 

0.45 

0.09 

0.014 

0.55 

0.48 



0810000101261700 

7.951 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.038 

2.34 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.27 

0.26 

0.16 

0.006 

0.08 

0.08 






Panchana 

Command 

Older Alluvium 

0.326 

2.34 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.05 

0.002 

0.02 

0.03 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.805 

2.34 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.21 

0.20 

0.08 

0.005 

0.06 

0.06 






Panchana 

Command 

Older Alluvium 

5.783 

2.34 

0.100 

0.17 

0.02 

0.00 

0.00 

0.00 

1.50 

1.42 

0.65 

0.033 

0.42 

0.45 


Khilchipur Meena 

0809000101193200 

4.427 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.427 

1.04 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.59 

0.62 

0.11 

0.032 

0.56 

0.54 


Khilchipur Wara 

0809000101193300 

0.890 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.854 

1.20 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.17 

0.12 

0.006 

0.54 

0.49 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.036 

1.20 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.02 


Khohra 

0809000101188300 

20.294 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.019 

-0.91 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khoyli 

0809000201203200 

4.631 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.419 

0.46 

0.080 

0.03 

0.00 

0.00 

0.00 

0.05 

0.14 

0.18 

0.12 

0.018 

0.50 

0.41 







Non-command 

Quartzite 

0.212 

0.46 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.02 


Khurd 

0809000201197800 

1.679 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.930 

1.14 

0.080 

0.06 

0.01 

0.00 

0.00 

0.00 

0.13 

0.15 

0.22 

0.004 

0.30 

0.27 







Non-command 

Quartzite 

0.358 

1.14 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.001 

0.12 

0.10 


Kishorpur 

0810000101261800 

4.823 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.366 

1.58 

0.100 

0.13 

0.02 

0.00 

0.00 

0.00 

0.48 

0.42 

0.50 

0.014 

0.29 

0.33 






Panchana 

Command 

Older Alluvium 

1.231 

1.58 

0.100 

0.07 

0.01 

0.00 

0.00 

0.00 

0.25 

0.22 

0.26 

0.007 

0.15 

0.17 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.054 

1.58 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 






Panchana 

Command 

Older Alluvium 

1.171 

1.58 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.22 

0.20 

0.18 

0.007 

0.14 

0.17 


Kodiya 

0809000301214500 

3.911 

Fresh 

Panchana 

Command 

Older Alluvium 

3.911 

0.93 

0.140 

0.29 

0.04 

0.00 

0.00 

0.00 

0.76 

0.74 

1.10 

0.035 

0.56 

0.57 


Kunjela 

0809000201200600 

16.119 

Fresh 

Non-command 

Non-command 

Older Alluvium 

15.901 

1.80 

0.080 

0.06 

0.01 

0.00 

0.00 

0.07 

2.28 

2.58 

0.14 

0.066 

0.54 

0.48 






Panchana 

Command 

Older Alluvium 

0.218 

1.80 

0.080 

0.00 

0.00 

0.00 

0.00 

0.07 

-0.03 

-0.04 

0.00 

0.001 

0.01 

0.01 


Kunsay 

0810000101262400 

4.689 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.685 

1.04 

0.100 

0.21 

0.01 

0.00 

0.00 

0.00 

0.58 

0.46 

0.80 

0.021 

0.48 

0.61 







Non-command 

Quartzite 

1.004 

1.04 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.14 

0.006 

0.13 

0.16 


Kuteela 

0809000101192900 

3.681 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.160 

1.02 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.02 

0.02 






Panchana 

Command 

Older Alluvium 

1.932 

1.02 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.27 

0.28 

0.16 

0.014 

0.29 

0.28 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.832 

1.02 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.12 

0.03 

0.006 

0.13 

0.12 






Panchana 

Command 

Older Alluvium 

0.756 

1.02 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.11 

0.02 

0.006 

0.11 

0.11 


Lahawad 

0809000201204400 

8.574 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.574 

2.58 

0.080 

0.20 

0.05 

0.00 

0.00 

0.10 

1.82 

2.07 

0.73 

0.036 

0.55 

0.48 


Laka 

0811000301387200 

12.180 

Fresh 

Non-command 

Non-command 

Quartzite 

0.290 

-0.75 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.003 

0.01 

0.01 


Lalsar 

0809000201202300 

10.000 

Fresh 

Non-command 

Non-command 

Quartzite 

3.664 

0.24 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.10 

0.11 

0.35 

0.015 

0.20 

0.18 


Loda 

0809000201202000 

3.609 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.347 

0.64 

0.080 

0.02 

0.00 

0.00 

0.00 

0.05 

0.14 

0.16 

0.06 

0.014 

0.50 

0.43 







Non-command 

Quartzite 

0.262 

0.64 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.04 

0.03 


Luhar Khera 

0809000101193500 

7.007 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.936 

1.34 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

1.16 

1.29 

0.10 

0.051 

0.55 

0.49 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.070 

1.34 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.00 


Machri 

0809000201197700 

3.619 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.783 

1.11 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.11 

0.10 

0.003 

0.12 

0.10 







Non-command 

Quartzite 

1.735 

1.11 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.13 

0.007 

0.26 

0.23 


Mahanandpur Dyodha 

0810000101263400 

6.572 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.130 

1.75 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.940 

1.75 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.70 

0.67 

0.00 

0.023 

0.36 

0.38 


Mahswa 

0809000101193700 

16.567 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.767 

1.26 

0.120 

0.15 

0.02 

0.00 

0.00 

0.00 

1.00 

1.10 

0.54 

0.042 

0.19 

0.18 






Panchana 

Command 

Older Alluvium 

10.038 

1.26 

0.120 

0.26 

0.04 

0.00 

0.00 

0.00 

1.74 

1.91 

0.94 

0.074 

0.33 

0.31 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.064 

1.26 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 






Panchana 

Command 

Older Alluvium 

0.698 

1.26 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.13 

0.02 

0.005 

0.02 

0.02 


Maidhe Ka Pura 

0809000201199200 

1.858 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.858 

1.24 

0.080 

0.05 

0.01 

0.00 

0.00 

0.00 

0.22 

0.25 

0.17 

0.008 

0.55 

0.47 


Maloopara 

0809000201196700 

3.597 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.597 

1.18 

0.080 

0.15 

0.02 

0.00 

0.00 

0.01 

0.46 

0.53 

0.59 

0.015 

0.55 

0.48 


Math 

0810000101262200 

2.396 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.287 

1.04 

0.100 

0.12 

0.01 

0.00 

0.00 

0.00 

0.24 

0.19 

0.48 

0.007 

0.33 

0.43 







Non-command 

Quartzite 

0.369 

1.04 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.08 

0.002 

0.10 

0.12 


Meena Baroda 

0810000101262600 

10.587 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.122 

0.94 

0.100 

0.10 

0.01 

0.00 

0.00 

0.00 

0.20 

0.14 

0.41 

0.006 

0.07 

0.10 





Saline 

Non-command 

Non-command 

Older Alluvium 

5.540 

0.94 

0.100 

0.37 

0.02 

0.00 

0.00 

0.00 

0.87 

0.63 

1.43 

0.032 

0.34 

0.47 


Meenapatti 

0809000201195400 

2.870 

Fresh 

Non-command 

Non-command 

Quartzite 

1.941 

-1.97 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.008 

0.41 

0.37 




7.138 

Fresh 

Non-command 

Non-command 

Quartzite 

5.581 

-1.97 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.023 

0.47 

0.43 


Mehta Ka Pura 

0809000201199100 

1.851 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.851 

1.22 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.22 

0.03 

0.008 

0.55 

0.47 


Meri 

0810000101262100 

9.801 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.292 

1.03 

0.100 

0.10 

0.00 

0.00 

0.00 

0.00 

0.23 

0.19 

0.39 

0.007 

0.08 

0.10 


Milak Saray 

0809000201200400 

9.451 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.114 

1.95 

0.080 

0.11 

0.01 

0.00 

0.00 

0.00 

1.52 

1.64 

0.37 

0.038 

0.54 

0.50 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.337 

1.95 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.01 

0.001 

0.02 

0.02 


Mohanpur 

0809000401219400 

4.012 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.558 

0.48 

0.140 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.05 

0.002 

0.09 

0.12 


Mohanpura 

0809000101189100 

8.423 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.423 

1.14 

0.120 

0.11 

0.01 

0.00 

0.00 

0.06 

1.18 

1.35 

0.35 

0.062 

0.55 

0.48 


Mohcha 

0810000101261100 

2.970 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.001 

1.20 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Panchana 

Command 

Older Alluvium 

0.486 

1.20 

0.100 

0.07 

0.01 

0.00 

0.00 

0.00 

0.11 

0.10 

0.28 

0.003 

0.09 

0.10 


Mohcha Ka Pura 

0810000101261000 

2.443 

Fresh 

Panchana 

Command 

Older Alluvium 

2.443 

1.19 

0.100 

0.24 

0.04 

0.00 

0.00 

0.00 

0.49 

0.45 

0.94 

0.014 

0.56 

0.62 


Moruchi Jageer 

0809000201204000 

2.931 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.275 

1.36 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.15 

0.00 

0.005 

0.24 

0.22 


Moruchi Khalsa 

0809000201203900 

0.673 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.642 

1.57 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.00 

0.003 

0.53 

0.47 


Muhana 

0809000201197300 

4.013 

Fresh 

Non-command 

Non-command 

Quartzite 

3.502 

0.43 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.09 

0.10 

0.25 

0.015 

0.50 

0.44 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.22 

0.08 

353.19 

0.10 

0.01 

0.11 

0.02 

0.25 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.151 

0.008 

0.144 

0.233 

161.98 

Over Exploited 

Khedla 

080900020120000C 

0.12 

0.17 

149.80 

0.20 

- 

0.20 

0.04 

0.49 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.212 

0.011 

0.202 

0.085 

42.27 

Safe 



0.12 

0.00 

2,682.09 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

81.00 

Semi Critical 



0.12 

0.00 

1,428.96 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.008 

175.18 

Over Exploited 

Kherla 

0810000101262500 

0.22 

0.36 

12.46 

0.40 

0.01 

0.41 

0.05 

0.57 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.444 

0.022 

0.422 

0.877 

207.69 

Over Exploited 



0.08 

0.00 

605.78 

0.01 

0.00 

0.01 

0.01 

0.11 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

0.000 

0.006 

0.110 

1,989.62 

Over Exploited 

Kherla Janetpur 

0810000101260900 

0.22 

0.09 

101.05 

0.11 

0.01 

0.12 

0.03 

0.37 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.155 

0.008 

0.147 

0.259 

176.04 

Over Exploited 

Kherli 

0809000201200700 

0.12 

0.22 

103.80 

0.27 

0.03 

0.29 

0.05 

0.60 

- 

0.0100 

- 

- 

0.038 

0.048 

0.048 

0.341 

0.017 

0.324 

0.100 

30.89 

Safe 


0810000101261700 

0.22 

0.02 

1,386.24 

0.02 

0.01 

0.03 

0.01 

0.08 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.061 

0.003 

0.058 

0.169 

292.78 

Over Exploited 



0.22 

0.00 

4,660.64 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.047 

409.57 

Over Exploited 



0.22 

0.01 

1,786.48 

0.01 

- 

0.01 

0.01 

0.06 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.032 

0.002 

0.031 

0.089 

287.19 

Over Exploited 



0.22 

0.54 

163.67 

0.64 

0.02 

0.66 

0.04 

0.46 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

0.785 

0.039 

0.746 

0.679 

91.13 

Critical 

Khilchipur Meena 

0809000101193200 

0.18 

0.45 

38.35 

0.54 

0.00 

0.54 

0.06 

0.62 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.561 

0.028 

0.533 

0.145 

27.27 

Safe 

Khilchipur Wara 

0809000101193300 

0.18 

0.08 

103.61 

0.10 

- 

0.10 

0.05 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.109 

0.005 

0.104 

0.126 

121.65 

Over Exploited 



0.18 

0.00 

3,844.87 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khohra 

0809000101188300 

0.18 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khoyli 

0809000201203200 

0.12 

0.27 

(33.29) 

0.21 

0.05 

0.26 

0.04 

0.54 

- 

0.0100 

- 

- 

0.071 

0.081 

0.081 

0.341 

0.017 

0.324 

0.133 

41.15 

Safe 



0.06 

0.00 

680.71 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Khurd 

0809000201197800 

0.12 

0.03 

354.19 

0.04 

0.01 

0.05 

0.03 

0.33 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.071 

0.004 

0.067 

0.220 

327.66 

Over Exploited 



0.06 

0.00 

24,377.76 

0.00 

- 

0.00 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.051 

2,670.45 

Over Exploited 

Kishorpur 

0810000101261800 

0.22 

0.15 

178.27 

0.18 

0.02 

0.20 

0.03 

0.32 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.261 

0.013 

0.248 

0.511 

205.59 

Over Exploited 



0.22 

0.04 

440.59 

0.05 

0.01 

0.06 

0.01 

0.17 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.089 

0.004 

0.085 

0.262 

309.50 

Over Exploited 



0.22 

0.00 

9,230.80 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.04 

428.34 

0.04 

0.01 

0.05 

0.01 

0.16 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.074 

0.004 

0.071 

0.182 

257.08 

Over Exploited 

Kodiya 

0809000301214500 

0.22 

0.48 

54.08 

0.57 

0.04 

0.61 

0.05 

0.61 

- 

0.1200 

- 

- 

0.001 

0.121 

0.121 

0.735 

0.037 

0.698 

1.139 

163.16 

Over Exploited 

Kunjela 

0809000201200600 

0.12 

1.03 

149.50 

1.24 

0.08 

1.31 

0.05 

0.60 

- 

0.0300 

- 

- 

0.098 

0.128 

0.128 

1.442 

0.072 

1.370 

0.210 

15.34 

Safe 



0.12 

0.00 

(19,797.58) 

0.00 

0.07 

0.07 

0.00 

0.01 

- 

- 

- 

- 

0.098 

0.098 

0.098 

0.163 

0.008 

0.155 

0.001 

0.58 

Safe 

Kunsay 

0810000101262400 

0.22 

0.39 

18.45 

0.46 

0.01 

0.47 

0.05 

0.53 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.506 

0.025 

0.481 

0.824 

171.54 

Over Exploited 



0.08 

0.01 

359.55 

0.01 

- 

0.01 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.022 

0.147 

682.58 

Over Exploited 

Kuteela 

0809000101192900 

0.18 

0.00 

2,858.87 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

148.09 

Over Exploited 



0.18 

0.10 

175.27 

0.12 

0.01 

0.13 

0.03 

0.32 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.152 

0.008 

0.144 

0.170 

117.99 

Over Exploited 



0.18 

0.02 

522.70 

0.02 

- 

0.02 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.023 

0.001 

0.021 

0.037 

172.76 

Over Exploited 



0.18 

0.02 

591.72 

0.02 

- 

0.02 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.019 

0.001 

0.018 

0.028 

155.32 

Over Exploited 

Lahawad 

0809000201204400 

0.12 

0.56 

266.84 

0.68 

0.15 

0.82 

0.05 

0.60 

- 

0.1400 

- 

- 

0.147 

0.287 

0.287 

1.112 

0.056 

1.056 

0.770 

72.86 

Semi Critical 

Laka 

0811000301387200 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

2,646.55 

Over Exploited 

Lalsar 

0809000201202300 

0.06 

0.04 

34,630.16 

0.05 

0.01 

0.06 

0.02 

0.22 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.096 

0.005 

0.091 

0.367 

402.69 

Over Exploited 

Loda 

0809000201202000 

0.12 

0.20 

(19.14) 

0.16 

0.05 

0.21 

0.04 

0.54 

- 

0.0100 

- 

- 

0.078 

0.089 

0.089 

0.303 

0.015 

0.288 

0.072 

25.01 

Safe 



0.06 

0.00 

308.17 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.004 

0.000 

0.004 

0.001 

29.60 

Safe 

Luhar Khera 

0809000101193500 

0.18 

0.69 

88.18 

0.82 

- 

0.82 

0.06 

0.60 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.832 

0.042 

0.791 

0.147 

18.57 

Safe 



0.18 

0.00 

17,778.19 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Machri 

0809000201197700 

0.12 

0.01 

917.14 

0.01 

- 

0.01 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.022 

0.104 

468.47 

Over Exploited 



0.06 

0.03 

112,016.64 

0.03 

- 

0.03 

0.03 

0.29 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.041 

0.002 

0.039 

0.133 

345.33 

Over Exploited 

Mahanandpur Dyodha 

0810000101263400 

0.22 

0.00 

6,318.08 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.22 

0.31 

114.79 

0.37 

- 

0.37 

0.03 

0.39 

- 

- 

- 

- 

- 

- 

- 

0.373 

0.019 

0.354 

0.023 

6.43 

Safe 

Mahswa 

0809000101193700 

0.18 

0.20 

452.05 

0.24 

0.02 

0.26 

0.02 

0.21 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.319 

0.016 

0.303 

0.582 

192.09 

Over Exploited 



0.18 

0.60 

216.03 

0.72 

0.04 

0.76 

0.03 

0.37 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

0.874 

0.044 

0.831 

1.016 

122.28 

Over Exploited 



0.18 

0.00 

43,108.24 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.18 

0.00 

4,246.37 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.003 

0.027 

814.65 

Over Exploited 

Maidhe Ka Pura 

0809000201199200 

0.12 

0.12 

107.59 

0.15 

0.01 

0.16 

0.05 

0.60 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.186 

0.009 

0.177 

0.181 

102.15 

Over Exploited 

Maloopara 

0809000201196700 

0.12 

0.24 

124.10 

0.28 

0.03 

0.31 

0.05 

0.60 

- 

0.0700 

- 

- 

0.012 

0.082 

0.082 

0.393 

0.020 

0.373 

0.602 

161.22 

Over Exploited 

Math 

0810000101262200 

0.22 

0.09 

100.15 

0.11 

0.01 

0.12 

0.03 

0.36 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.143 

0.007 

0.136 

0.482 

354.52 

Over Exploited 



0.08 

0.00 

657.44 

0.00 

0.00 

0.00 

0.01 

0.10 

- 

- 

- 

- 

0.000 

- 

- 

0.003 

0.000 

0.003 

0.084 

2,604.17 

Over Exploited 

Meena Baroda 

0810000101262600 

0.22 

0.02 

725.69 

0.02 

0.01 

0.03 

0.01 

0.08 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.051 

0.003 

0.048 

0.414 

862.85 

Over Exploited 



0.22 

0.42 

50.88 

0.50 

0.02 

0.52 

0.03 

0.38 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.571 

0.029 

0.543 

1.465 

269.96 

Over Exploited 

Meenapatti 

0809000201195400 

0.06 

0.05 

- 

0.05 

- 

0.05 

0.04 

0.45 

- 

- 

- 

- 

- 

- 

- 

0.047 

0.005 

0.043 

0.058 

136.28 

Over Exploited 



0.06 

0.16 

- 

0.16 

- 

0.16 

0.05 

0.53 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.169 

0.017 

0.152 

0.168 

110.59 

Over Exploited 

Mehta Ka Pura 

0809000201199100 

0.12 

0.12 

80.03 

0.15 

0.00 

0.15 

0.05 

0.60 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.157 

0.008 

0.149 

0.037 

24.61 

Safe 

Meri 

0810000101262100 

0.22 

0.02 

742.69 

0.03 

0.00 

0.03 

0.01 

0.09 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.038 

0.002 

0.036 

0.401 

1,104.46 

Over Exploited 

Milak Saray 

0809000201200400 

0.12 

0.59 

178.83 

0.71 

0.01 

0.72 

0.05 

0.59 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.785 

0.039 

0.746 

0.412 

55.22 

Safe 



0.12 

0.00 

6,938.93 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.007 

806.23 

Over Exploited 

Mohanpur 

0809000401219400 

0.24 

0.01 

187.03 

0.01 

- 

0.01 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.025 

0.001 

0.023 

0.053 

226.91 

Over Exploited 

Mohanpura 

0809000101189100 

0.18 

0.83 

63.04 

1.00 

0.07 

1.07 

0.06 

0.60 

- 

0.0400 

- 

- 

0.097 

0.137 

0.137 

1.209 

0.060 

1.148 

0.410 

35.68 

Safe 

Mohcha 

0810000101261100 

0.22 

0.00 

########## 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.005 

0.006 

0.006 

0.009 

0.000 

0.009 

0.000 

0.04 

Safe 



0.22 

0.01 

956.12 

0.01 

0.01 

0.03 

0.01 

0.10 

- 

0.0300 

- 

- 

0.005 

0.036 

0.036 

0.061 

0.003 

0.058 

0.287 

495.63 

Over Exploited 

Mohcha Ka Pura 

0810000101261000 

0.22 

0.30 

48.02 

0.36 

0.04 

0.40 

0.05 

0.62 

- 

0.1100 

- 

- 

0.000 

0.110 

0.110 

0.514 

0.026 

0.489 

0.957 

195.88 

Over Exploited 

Moruchi Jageer 

0809000201204000 

0.12 

0.04 

306.49 

0.04 

0.00 

0.05 

0.02 

0.27 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.046 

0.002 

0.044 

0.005 

12.05 

Safe 

Moruchi Khalsa 

0809000201203900 

0.12 

0.04 

120.20 

0.05 

0.00 

0.05 

0.05 

0.58 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.050 

0.002 

0.047 

0.003 

5.63 

Safe 

Muhana 

0809000201197300 

0.06 

0.10 

(3.25) 

0.10 

0.01 

0.11 

0.05 

0.55 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.142 

0.007 

0.134 

0.261 

193.84 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Nadoti 

080900020119850C 

12.743 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.489 

0.73 

0.080 

0.33 

0.08 

0.00 

0.00 

0.00 

0.92 

1.05 

1.25 

0.048 

0.49 

0.43 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.254 

0.73 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.11 

0.06 

0.005 

0.05 

0.05 


Nahar Khora 

081100030138990C 

8.410 

Fresh 

Non-command 

Non-command 

Quartzite 

0.120 

-1.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Nand 

0809000101189000 

6.599 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.920 

-1.23 

0.120 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.71 

0.029 

0.34 

0.31 







Non-command 

Quartzite 

0.019 

-1.23 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nangal Sherpur 

0809000101189600 

6.986 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.412 

0.97 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.19 

0.07 

0.010 

0.11 

0.11 





Saline 

Non-command 

Non-command 

Older Alluvium 

4.890 

0.97 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.60 

0.62 

0.09 

0.036 

0.40 

0.39 


Nayagaon 

0810000101260200 

3.236 

Fresh 

Panchana 

Command 

Older Alluvium 

1.943 

1.34 

0.100 

0.14 

0.02 

0.00 

0.00 

0.00 

0.38 

0.36 

0.55 

0.011 

0.34 

0.35 





Saline 

Panchana 

Command 

Older Alluvium 

1.293 

1.34 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.22 

0.21 

0.25 

0.007 

0.23 

0.24 


Nayapura 

0809000201200900 

1.280 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.280 

1.84 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.22 

0.03 

0.005 

0.55 

0.47 


Nayawas 

0809000201198000 

3.063 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.030 

1.17 

0.080 

0.07 

0.01 

0.00 

0.00 

0.04 

0.31 

0.35 

0.25 

0.013 

0.54 

0.47 







Non-command 

Quartzite 

0.033 

1.17 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 



0809000401219600 

0.975 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.013 

0.45 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Padampura 

0809000101188400 

9.985 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.337 

-0.19 

0.120 

0.25 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.95 

0.039 

0.31 

0.28 


Pahari 

0809000101192800 

8.469 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.396 

0.97 

0.120 

0.12 

0.02 

0.00 

0.00 

0.00 

0.26 

0.27 

0.45 

0.010 

0.09 

0.09 






Panchana 

Command 

Older Alluvium 

0.733 

0.97 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.15 

0.15 

0.26 

0.005 

0.05 

0.05 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.332 

0.97 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.20 

0.20 

0.18 

0.010 

0.09 

0.09 


Pal 

0809000201202200 

23.360 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.429 

0.56 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.002 

0.01 

0.01 







Non-command 

Quartzite 

12.979 

0.56 

0.020 

0.18 

0.02 

0.00 

0.00 

0.00 

0.31 

0.36 

0.66 

0.054 

0.30 

0.25 


Palri 

0809000201203300 

2.047 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.921 

0.46 

0.080 

0.01 

0.00 

0.00 

0.00 

0.03 

0.05 

0.06 

0.04 

0.008 

0.50 

0.41 







Non-command 

Quartzite 

0.126 

0.46 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.03 

0.03 


Paota 

0810000101261900 

5.068 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.068 

1.11 

0.100 

0.31 

0.01 

0.00 

0.00 

0.06 

0.80 

0.66 

1.18 

0.029 

0.60 

0.72 


Pareeta 

0809000401219200 

6.028 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.253 

0.50 

0.140 

0.32 

0.02 

0.00 

0.00 

0.00 

0.67 

0.49 

1.26 

0.020 

0.57 

0.77 







Non-command 

Quartzite 

0.363 

0.50 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.001 

0.04 

0.05 


Patti Shekhpura 

0809000101194500 

2.801 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.265 

0.87 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.05 

0.002 

0.05 

0.05 






Panchana 

Command 

Older Alluvium 

1.659 

0.87 

0.120 

0.11 

0.02 

0.00 

0.00 

0.00 

0.26 

0.26 

0.43 

0.012 

0.33 

0.33 


Penchla 

0809000101189800 

2.138 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.865 

0.99 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.13 

0.13 

0.14 

0.006 

0.23 

0.23 


Phulwara 

0810000101262000 

8.765 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.851 

1.11 

0.100 

0.43 

0.02 

0.00 

0.00 

0.01 

1.05 

0.89 

1.68 

0.034 

0.39 

0.46 






Panchana 

Command 

Older Alluvium 

0.043 

1.11 

0.100 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.02 

0.000 

0.00 

0.00 


Piloda 

0810000101263300 

28.530 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.194 

2.25 

0.100 

0.34 

0.08 

0.00 

0.00 

0.00 

2.77 

2.60 

1.26 

0.065 

0.23 

0.25 






Panchana 

Command 

Older Alluvium 

6.133 

2.25 

0.100 

0.19 

0.04 

0.00 

0.00 

0.00 

1.53 

1.43 

0.70 

0.035 

0.13 

0.14 





Saline 

Non-command 

Non-command 

Older Alluvium 

10.853 

2.25 

0.100 

0.23 

0.05 

0.00 

0.00 

0.00 

2.62 

2.45 

0.83 

0.063 

0.23 

0.24 


Raghuvanshi 

0809000401219300 

5.316 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.266 

0.51 

0.140 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.09 

0.005 

0.16 

0.22 


Raipur 

0810000101262300 

2.581 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.286 

1.04 

0.100 

0.23 

0.01 

0.00 

0.00 

0.00 

0.46 

0.37 

0.91 

0.013 

0.54 

0.67 







Non-command 

Quartzite 

0.262 

1.04 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.07 

0.002 

0.06 

0.08 


Raisana 

0809000201203000 

7.781 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.956 

0.46 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.16 

0.004 

0.06 

0.05 







Non-command 

Quartzite 

0.854 

0.46 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.08 

0.004 

0.06 

0.05 


Rajahera 

0809000201197200 

2.724 

Fresh 

Non-command 

Non-command 

Quartzite 

2.375 

0.17 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.23 

0.010 

0.51 

0.45 


Rajoli 

0809000101188800 

7.845 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.554 

0.11 

0.120 

0.11 

0.00 

0.00 

0.00 

0.00 

0.21 

0.24 

0.36 

0.055 

0.54 

0.49 


Rajpur 

0809000201195700 

5.196 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.029 

-1.38 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

4.718 

-1.38 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.020 

0.54 

0.49 


Ralawata 

0809000201199900 

5.965 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.994 

1.40 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.15 

0.06 

0.004 

0.09 

0.08 






Panchana 

Command 

Older Alluvium 

2.041 

1.40 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.26 

0.29 

0.12 

0.008 

0.19 

0.17 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.492 

1.40 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.30 

0.34 

0.06 

0.010 

0.23 

0.20 






Panchana 

Command 

Older Alluvium 

0.438 

1.40 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.01 

0.002 

0.04 

0.04 


Rampura 

0809000201195500 

4.974 

Fresh 

Non-command 

Non-command 

Quartzite 

4.339 

-1.88 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.018 

0.53 

0.47 


Ranoli 

0811000301382600 

11.260 

Fresh 

Non-command 

Non-command 

Quartzite 

0.015 

-1.31 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 



0809000101194300 

4.995 

Fresh 

Panchana 

Command 

Older Alluvium 

4.956 

0.83 

0.120 

0.16 

0.02 

0.00 

0.00 

0.00 

0.64 

0.64 

0.59 

0.036 

0.55 

0.54 


Rendayal Goojar 

0810000101260600 

4.825 

Fresh 

Panchana 

Command 

Older Alluvium 

1.411 

0.99 

0.100 

0.14 

0.02 

0.00 

0.00 

0.00 

0.26 

0.24 

0.56 

0.008 

0.16 

0.18 


Rendayal Turk 

0810000101260500 

1.293 

Fresh 

Panchana 

Command 

Older Alluvium 

0.972 

1.10 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.15 

0.14 

0.18 

0.006 

0.42 

0.45 


Rengaspura 

0809000201196900 

0.453 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.453 

1.22 

0.080 

0.07 

0.02 

0.00 

0.00 

0.00 

0.09 

0.11 

0.30 

0.002 

0.55 

0.47 


Ronsi 

0809000201200100 

13.064 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.286 

1.10 

0.080 

0.01 

0.00 

0.00 

0.00 

0.06 

-0.02 

-0.02 

0.03 

0.001 

0.01 

0.01 






Panchana 

Command 

Older Alluvium 

12.778 

1.10 

0.080 

0.32 

0.05 

0.00 

0.00 

0.06 

1.34 

1.44 

1.21 

0.053 

0.54 

0.50 


Sahajpur 

0809000401219100 

3.592 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.507 

0.82 

0.140 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.05 

0.002 

0.09 

0.13 


Salawad 

0809000201203400 

16.239 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.886 

0.85 

0.080 

0.05 

0.01 

0.00 

0.00 

0.09 

0.89 

1.04 

0.13 

0.058 

0.46 

0.40 


Sandera 

0809000201195600 

3.911 

Fresh 

Non-command 

Non-command 

Quartzite 

3.062 

-0.68 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.013 

0.48 

0.42 


Sengarpura 

0809000401217500 

6.809 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.686 

1.06 

0.140 

0.52 

0.03 

0.00 

0.00 

0.00 

1.04 

0.77 

2.07 

0.014 

0.35 

0.47 







Non-command 

Quartzite 

0.066 

1.06 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.000 

0.01 

0.01 


Sewa 

0810000101264500 

20.408 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.911 

0.28 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.09 

0.011 

0.06 

0.07 







Non-command 

Quartzite 

1.418 

0.28 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.008 

0.04 

0.05 





Saline 

Non-command 

Non-command 

Older Alluvium 

5.564 

0.28 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.20 

0.17 

0.17 

0.032 

0.17 

0.20 







Non-command 

Quartzite 

1.900 

0.28 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.011 

0.06 

0.07 


Shahar 

0809000201204300 

31.749 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.522 

1.05 

0.080 

0.04 

0.00 

0.00 

0.00 

0.04 

0.88 

0.93 

0.10 

0.044 

0.19 

0.18 


Shekh Pura 

0809000101194200 

2.734 

Fresh 

Panchana 

Command 

Older Alluvium 

0.349 

0.84 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.10 

0.09 

0.28 

0.003 

0.07 

0.07 


Shekhpur 

0810000101263100 

4.459 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.459 

1.17 

0.100 

0.10 

0.01 

0.00 

0.00 

0.38 

0.23 

0.20 

0.38 

0.026 

0.61 

0.70 


Shiwala 

0810000101261500 

9.630 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.128 

1.81 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.001 

0.01 

0.01 






Panchana 

Command 

Older Alluvium 

0.974 

1.81 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.22 

0.21 

0.21 

0.006 

0.06 

0.06 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.700 

1.81 

0.100 

0.10 

0.01 

0.00 

0.00 

0.00 

0.58 

0.56 

0.40 

0.016 

0.16 

0.16 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Nadoti 

0809000201198500 

0.12 

0.68 

55.61 

0.81 

0.08 

0.89 

0.05 

0.54 

- 

0.2300 

- 

- 

- 

0.230 

0.230 

1.123 

0.056 

1.067 

1.301 

121.88 

Over Exploited 



0.12 

0.01 

1,222.34 

0.01 

- 

0.01 

0.01 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.020 

0.001 

0.019 

0.065 

348.76 

Over Exploited 

Nahar Khora 

0811000301389900 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

1,111.50 

Over Exploited 

Nand 

0809000101189000 

0.18 

0.24 

- 

0.24 

0.01 

0.25 

0.04 

0.38 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.281 

0.028 

0.253 

0.743 

293.43 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nangal Sherpur 

0809000101189600 

0.18 

0.03 

551.92 

0.03 

- 

0.03 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.045 

0.002 

0.043 

0.082 

193.29 

Over Exploited 



0.18 

0.35 

76.68 

0.42 

- 

0.42 

0.04 

0.44 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.428 

0.021 

0.406 

0.122 

29.98 

Safe 

Nayagaon 

0810000101260200 

0.22 

0.14 

151.67 

0.17 

0.02 

0.19 

0.03 

0.37 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.254 

0.013 

0.241 

0.556 

230.74 

Over Exploited 



0.22 

0.06 

233.54 

0.08 

0.01 

0.09 

0.02 

0.25 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.117 

0.006 

0.111 

0.252 

227.23 

Over Exploited 

Nayapura 

0809000201200900 

0.12 

0.08 

166.81 

0.10 

0.00 

0.10 

0.05 

0.60 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.121 

0.006 

0.115 

0.034 

29.80 

Safe 

Nayawas 

0809000201198000 

0.12 

0.20 

79.45 

0.24 

0.05 

0.28 

0.05 

0.59 

- 

0.0300 

- 

- 

0.055 

0.085 

0.085 

0.368 

0.018 

0.349 

0.258 

73.77 

Semi Critical 



0.06 

0.00 

7,665.34 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 


0809000401219600 

0.24 

0.00 

2,096.69 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Padampura 

0809000101188400 

0.18 

0.29 

- 

0.29 

0.01 

0.30 

0.03 

0.34 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.344 

0.034 

0.310 

0.993 

320.80 

Over Exploited 

Pahari 

0809000101192800 

0.18 

0.02 

1,049.94 

0.03 

0.02 

0.05 

0.01 

0.10 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.098 

0.005 

0.093 

0.460 

495.61 

Over Exploited 



0.18 

0.01 

2,209.95 

0.01 

0.01 

0.02 

0.00 

0.05 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.048 

0.002 

0.045 

0.269 

595.16 

Over Exploited 



0.18 

0.02 

839.13 

0.03 

0.01 

0.04 

0.01 

0.10 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.055 

0.003 

0.052 

0.190 

361.45 

Over Exploited 

Pal 

0809000201202200 

0.12 

0.00 

6,847.88 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.045 

7,820.81 

Over Exploited 



0.06 

0.23 

########## 

0.27 

0.02 

0.29 

0.02 

0.32 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.361 

0.018 

0.343 

0.718 

209.34 

Over Exploited 

Palri 

0809000201203300 

0.12 

0.11 

(48.40) 

0.09 

0.03 

0.12 

0.04 

0.53 

- 

- 

- 

- 

0.049 

0.049 

0.049 

0.173 

0.009 

0.164 

0.051 

31.09 

Safe 



0.06 

0.00 

512.88 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Paota 

0810000101261900 

0.22 

0.67 

(0.99) 

0.66 

0.07 

0.74 

0.06 

0.66 

- 

0.0400 

- 

- 

0.097 

0.138 

0.138 

0.876 

0.044 

0.832 

1.213 

145.83 

Over Exploited 

Pareeta 

0809000401219200 

0.24 

0.72 

(31.50) 

0.57 

0.02 

0.59 

0.06 

0.62 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.643 

0.032 

0.611 

1.283 

210.09 

Over Exploited 



0.10 

0.00 

603.18 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.038 

2,366.45 

Over Exploited 

Patti Shekhpura 

0809000101194500 

0.18 

0.00 

1,388.72 

0.00 

0.00 

0.00 

0.01 

0.06 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.013 

0.001 

0.013 

0.056 

441.30 

Over Exploited 



0.18 

0.10 

166.16 

0.12 

0.02 

0.14 

0.03 

0.36 

- 

0.0500 

- 

- 

0.000 

0.050 

0.050 

0.188 

0.009 

0.179 

0.444 

248.61 

Over Exploited 

Penchla 

0809000101189800 

0.18 

0.04 

276.69 

0.04 

0.01 

0.05 

0.02 

0.25 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.073 

0.004 

0.069 

0.144 

209.21 

Over Exploited 

Phulwara 

0810000101262000 

0.22 

0.50 

78.63 

0.60 

0.03 

0.63 

0.04 

0.42 

- 

0.0600 

- 

- 

0.012 

0.073 

0.073 

0.700 

0.035 

0.665 

1.718 

258.45 

Over Exploited 



0.22 

0.00 

(11,851.55) 

0.00 

0.01 

0.01 

0.00 

0.00 

- 

- 

- 

- 

0.012 

0.013 

0.013 

0.021 

0.001 

0.020 

0.016 

82.02 

Semi Critical 

Piloda 

0810000101263300 

0.22 

0.57 

353.71 

0.69 

0.08 

0.77 

0.02 

0.25 

- 

0.2400 

- 

- 

- 

0.240 

0.240 

1.008 

0.050 

0.958 

1.324 

138.20 

Over Exploited 



0.22 

0.17 

732.12 

0.21 

0.04 

0.25 

0.01 

0.14 

- 

0.1300 

- 

- 

- 

0.130 

0.130 

0.377 

0.019 

0.358 

0.730 

204.16 

Over Exploited 



0.22 

0.54 

355.43 

0.65 

0.05 

0.70 

0.02 

0.25 

- 

0.1600 

- 

- 

- 

0.160 

0.160 

0.857 

0.043 

0.814 

0.891 

109.42 

Over Exploited 

Raghuvanshi 

0809000401219300 

0.24 

0.05 

67.77 

0.06 

- 

0.06 

0.02 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.067 

0.003 

0.064 

0.098 

153.42 

Over Exploited 

Raipur 

0810000101262300 

0.22 

0.27 

35.62 

0.32 

0.01 

0.33 

0.05 

0.59 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.364 

0.018 

0.346 

0.924 

267.45 

Over Exploited 



0.08 

0.00 

1,477.94 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

0.068 

4,603.34 

Over Exploited 

Raisana 

0809000201203000 

0.12 

0.01 

1,189.17 

0.01 

- 

0.01 

0.00 

0.07 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.029 

0.001 

0.027 

0.162 

592.47 

Over Exploited 



0.06 

0.00 

999.22 

0.00 

- 

0.00 

0.00 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.013 

0.088 

683.07 

Over Exploited 

Rajah era 

0809000201197200 

0.06 

0.07 

5.83 

0.08 

- 

0.08 

0.05 

0.56 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.087 

0.004 

0.082 

0.239 

290.70 

Over Exploited 

Rajoli 

0809000101188800 

0.18 

0.74 

(67.62) 

0.59 

- 

0.59 

0.06 

0.60 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.599 

0.030 

0.569 

0.415 

72.98 

Semi Critical 

Raj pur 

0809000201195700 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.15 

- 

0.15 

- 

0.15 

0.06 

0.60 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.164 

0.016 

0.148 

0.216 

145.94 

Over Exploited 

Ralawata 

0809000201199900 

0.12 

0.01 

1,254.56 

0.01 

- 

0.01 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.022 

0.062 

283.22 

Over Exploited 



0.12 

0.05 

533.24 

0.06 

- 

0.06 

0.02 

0.21 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.065 

0.003 

0.062 

0.123 

199.54 

Over Exploited 



0.12 

0.07 

391.42 

0.08 

- 

0.08 

0.02 

0.25 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.092 

0.005 

0.088 

0.070 

80.32 

Semi Critical 



0.12 

0.00 

2,507.61 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.002 

0.014 

571.79 

Over Exploited 

Rampura 

0809000201195500 

0.06 

0.14 

- 

0.14 

- 

0.14 

0.06 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.148 

0.015 

0.133 

0.194 

145.51 

Over Exploited 

Ranoli 

0811000301382600 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 


0809000101194300 

0.18 

0.49 

30.80 

0.59 

0.02 

0.61 

0.05 

0.60 

- 

0.0700 

- 

- 

0.000 

0.071 

0.071 

0.679 

0.034 

0.645 

0.630 

97.77 

Critical 

Rendayal Goojar 

0810000101260600 

0.22 

0.05 

375.50 

0.06 

0.02 

0.08 

0.02 

0.18 

- 

0.0600 

- 

- 

0.000 

0.060 

0.060 

0.141 

0.007 

0.134 

0.571 

426.66 

Over Exploited 

Rendayal Turk 

0810000101260500 

0.22 

0.09 

51.34 

0.11 

0.01 

0.12 

0.04 

0.46 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.138 

0.007 

0.131 

0.183 

139.29 

Over Exploited 

Rengaspura 

0809000201196900 

0.12 

0.03 

264.81 

0.04 

0.02 

0.06 

0.05 

0.60 

- 

0.0600 

- 

- 

0.001 

0.061 

0.061 

0.116 

0.006 

0.111 

0.297 

268.48 

Over Exploited 

Ronsi 

0809000201200100 

0.12 

0.00 

(5,591.83) 

0.00 

0.06 

0.06 

0.00 

0.01 

- 

- 

- 

- 

0.084 

0.085 

0.085 

0.141 

0.007 

0.134 

0.030 

22.51 

Safe 



0.12 

0.83 

74.48 

0.99 

0.11 

1.10 

0.05 

0.59 

- 

0.1400 

- 

- 

0.084 

0.225 

0.225 

1.324 

0.066 

1.258 

1.259 

100.12 

Over Exploited 

Sahajpur 

0809000401219100 

0.24 

0.01 

329.19 

0.01 

- 

0.01 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.024 

0.001 

0.022 

0.049 

217.48 

Over Exploited 

Salawad 

0809000201203400 

0.12 

0.77 

35.60 

0.92 

0.10 

1.02 

0.04 

0.50 

- 

0.0200 

- 

- 

0.138 

0.158 

0.158 

1.182 

0.059 

1.123 

0.188 

16.72 

Safe 

Sandera 

0809000201195600 

0.06 

0.09 

- 

0.09 

- 

0.09 

0.05 

0.53 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.097 

0.010 

0.088 

0.175 

199.35 

Over Exploited 

Sengarpura 

0809000401217500 

0.24 

0.31 

151.87 

0.37 

0.03 

0.40 

0.03 

0.38 

- 

0.0800 

- 

- 

0.001 

0.081 

0.081 

0.479 

0.024 

0.455 

2.085 

458.62 

Over Exploited 



0.10 

0.00 

20,713.42 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.025 

54,231.06 

Over Exploited 

Sewa 

0810000101264500 

0.22 

0.02 

195.61 

0.03 

- 

0.03 

0.01 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.040 

0.002 

0.038 

0.099 

263.58 

Over Exploited 



0.08 

0.00 

216.61 

0.01 

- 

0.01 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.042 

751.11 

Over Exploited 



0.22 

0.21 

(18.13) 

0.17 

0.01 

0.18 

0.02 

0.19 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.201 

0.010 

0.191 

0.200 

104.87 

Over Exploited 



0.08 

0.01 

103.43 

0.01 

- 

0.01 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.010 

0.049 

485.52 

Over Exploited 

Shahar 

0809000201204300 

0.12 

0.24 

287.60 

0.29 

0.04 

0.33 

0.02 

0.21 

- 

0.0100 

- 

- 

0.061 

0.071 

0.071 

0.398 

0.020 

0.378 

0.145 

38.25 

Safe 

Shekh Pura 

0809000101194200 

0.18 

0.00 

1,982.28 

0.01 

0.01 

0.02 

0.01 

0.08 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.045 

0.002 

0.043 

0.285 

661.19 

Over Exploited 

Shekhpur 

0810000101263100 

0.22 

0.60 

(65.93) 

0.48 

0.39 

0.87 

0.06 

0.67 

- 

0.0400 

- 

- 

0.376 

0.416 

0.416 

1.283 

0.064 

1.219 

0.408 

33.45 

Safe 

Shiwala 

0810000101261500 

0.22 

0.00 

15,051.13 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.031 

12,726.53 

Over Exploited 



0.22 

0.01 

1,602.90 

0.01 

0.01 

0.02 

0.01 

0.06 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.045 

0.002 

0.043 

0.214 

502.27 

Over Exploited 



0.22 

0.09 

492.52 

0.11 

0.01 

0.12 

0.02 

0.17 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.164 

0.008 

0.155 

0.412 

264.90 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 






Panchana 

Command 

Older Alluvium 

5.829 

1.81 

0.100 

0.22 

0.03 

0.00 

0.00 

0.00 

1.24 

1.21 

0.85 

0.034 

0.34 

0.35 


Sikandarpur 

0809000201198700 

2.949 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.949 

0.62 

0.080 

0.01 

0.00 

0.00 

0.00 

0.01 

0.15 

0.17 

0.04 

0.012 

0.55 

0.47 


Sop 

0809000201204500 

27.064 

Fresh 

Non-command 

Non-command 

Older Alluvium 

26.807 

1.62 

0.080 

0.05 

0.00 

0.00 

0.00 

0.28 

3.25 

3.46 

0.06 

0.112 

0.56 

0.52 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

1.62 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sundarpur 

0810000101261400 

1.320 

Fresh 

Panchana 

Command 

Older Alluvium 

0.361 

1.46 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.10 

0.002 

0.16 

0.16 





Saline 

Panchana 

Command 

Older Alluvium 

0.959 

1.46 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.18 

0.17 

0.19 

0.006 

0.41 

0.43 


Syaroli 

0810000101263000 

18.928 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.128 

0.35 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

14.425 

0.35 

0.100 

0.42 

0.06 

0.00 

0.00 

0.00 

0.86 

0.73 

1.56 

0.083 

0.48 

0.56 







Non-command 

Quartzite 

2.740 

0.35 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.06 

0.05 

0.19 

0.016 

0.09 

0.11 


Talchida 

0809000201195800 

3.089 

Fresh 

Non-command 

Non-command 

Quartzite 

2.878 

-1.51 

0.020 

0.29 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.16 

0.012 

0.57 

0.51 


Tesgaon 

0809000201199600 

10.544 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.544 

1.33 

0.080 

0.18 

0.02 

0.00 

0.00 

0.21 

1.08 

1.24 

0.67 

0.044 

0.55 

0.48 


Timawa 

0809000201196100 

9.077 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.639 

0.58 

0.080 

0.12 

0.02 

0.00 

0.00 

0.00 

0.41 

0.47 

0.45 

0.028 

0.41 

0.36 







Non-command 

Quartzite 

0.997 

0.58 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.004 

0.06 

0.05 


Tundeela 

0810000201275100 

13.564 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.635 

0.55 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.05 

0.002 

0.02 

0.02 


Udai Khurd 

0810000101264000 

20.477 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.114 

0.90 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.00 

0.00 


Urdain 

0809000101193100 

2.156 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.354 

1.22 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.02 

0.003 

0.09 

0.08 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.802 

1.22 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.27 

0.30 

0.04 

0.013 

0.47 

0.43 


Wazeerpur 

0810000101262800 

22.635 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.714 

0.91 

0.100 

0.53 

0.08 

0.00 

0.00 

0.00 

1.33 

1.08 

2.06 

0.056 

0.27 

0.33 





Saline 

Non-command 

Non-command 

Older Alluvium 

9.153 

0.91 

0.100 

0.36 

0.05 

0.00 

0.00 

0.00 

1.14 

0.93 

1.36 

0.053 

0.25 

0.31 







Non-command 

Quartzite 

3.768 

0.91 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.16 

0.13 

0.37 

0.022 

0.10 

0.13 

04001003 

Bansi 

0807001001098700 

13.785 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.026 

2.96 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 







Non-command 

Bhander Sandstone 

11.906 

2.96 

0.030 

0.16 

0.03 

0.00 

0.00 

0.03 

1.16 

0.97 

0.54 

0.093 

0.48 

0.58 


Baroli Brahman 

0807001001094400 

3.928 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.770 

1.18 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.08 

0.006 

0.11 

0.16 







Non-command 

Bhander Sandstone 

3.159 

1.18 

0.030 

0.07 

0.02 

0.00 

0.00 

0.02 

0.14 

0.09 

0.27 

0.025 

0.46 

0.67 


Barwar 

0807001001095100 

3.776 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.776 

1.09 

0.120 

0.13 

0.03 

0.00 

0.00 

0.00 

0.59 

0.40 

0.49 

0.029 

0.57 

0.84 


Basai 

0807001001098900 

2.624 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.806 

3.16 

0.120 

0.12 

0.03 

0.00 

0.00 

0.00 

0.77 

0.59 

0.48 

0.014 

0.39 

0.51 







Non-command 

Bhander Sandstone 

0.768 

3.16 

0.030 

0.05 

0.01 

0.00 

0.00 

0.00 

0.11 

0.09 

0.18 

0.006 

0.17 

0.22 


Bhiriyani 

0807001001097900 

2.517 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.517 

1.78 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.10 

0.00 

0.020 

0.57 

0.84 


Birrua 

0807001001098300 

3.885 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.885 

1.86 

0.030 

0.10 

0.02 

0.00 

0.00 

0.00 

0.30 

0.20 

0.36 

0.030 

0.57 

0.84 


Bokauli 

0807001001090600 

3.271 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.271 

1.13 

0.120 

0.11 

0.02 

0.00 

0.00 

0.00 

0.53 

0.36 

0.40 

0.026 

0.57 

0.84 


Chak Kheriya Jat 

0807001001097200 

1.589 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.589 

3.30 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.64 

0.44 

0.02 

0.012 

0.57 

0.83 


Chak Rundh Maloni 

0807001001099800 

0.348 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.348 

1.65 

0.030 

0.03 

0.01 

0.00 

0.00 

0.02 

0.02 

0.01 

0.12 

0.003 

0.57 

0.84 


Chak Sajjanwas 

0807001001099400 

1.558 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.050 

2.24 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.03 







Non-command 

Bhander Sandstone 

1.508 

2.24 

0.030 

0.04 

0.01 

0.00 

0.00 

0.00 

0.13 

0.09 

0.13 

0.012 

0.55 

0.81 


Chak Samri 

0807001001097700 

1.900 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.900 

2.06 

0.120 

0.06 

0.01 

0.00 

0.00 

0.01 

0.51 

0.35 

0.21 

0.015 

0.57 

0.83 


Chandanpura 

0807001001090800 

2.286 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.556 

1.10 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.14 

0.00 

0.012 

0.39 

0.56 


Chandoli 

0807001001090900 

3.462 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.079 

1.14 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.001 

0.01 

0.02 


Chekora 

0807001001095500 

7.586 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

7.586 

0.10 

0.030 

0.05 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.12 

0.059 

0.57 

0.83 


Dahina Gaon 

0807001001091300 

6.369 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.358 

1.14 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.003 

0.03 

0.04 


Daurda 

0807001001094900 

5.279 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.279 

1.52 

0.120 

0.13 

0.03 

0.00 

0.00 

0.08 

0.99 

0.67 

0.48 

0.041 

0.57 

0.84 


Deori 

0807001001095900 

2.137 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.048 

0.39 

0.120 

0.13 

0.02 

0.00 

0.00 

0.00 

0.21 

0.15 

0.49 

0.016 

0.54 

0.77 







Non-command 

Bhander Sandstone 

0.089 

0.39 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.03 


Dhana 

0807001001099000 

2.904 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.904 

3.25 

0.030 

0.10 

0.02 

0.00 

0.00 

0.02 

0.34 

0.24 

0.36 

0.023 

0.57 

0.82 


Dumriya 

0807001001093000 

9.823 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.767 

1.70 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.02 

0.006 

0.04 

0.04 


Elau 

0807001001099100 

3.685 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.259 

3.16 

0.120 

0.10 

0.02 

0.00 

0.00 

0.00 

1.32 

0.93 

0.35 

0.025 

0.50 

0.71 







Non-command 

Bhander Sandstone 

0.427 

3.16 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.04 

0.003 

0.07 

0.09 


Ghata 

0807001001090700 

1.647 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.394 

1.16 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.24 

0.17 

0.23 

0.011 

0.48 

0.71 


Ghatoli 

0807001001097000 

2.819 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.819 

0.75 

0.120 

0.09 

0.02 

0.00 

0.00 

0.00 

0.32 

0.23 

0.34 

0.022 

0.57 

0.80 


Ibrahimpur 

0807001001096700 

10.744 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.744 

0.79 

0.120 

0.09 

0.02 

0.00 

0.00 

0.01 

1.09 

0.78 

0.24 

0.084 

0.57 

0.79 


Jahan Nagar 

0807001001095300 

0.758 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.238 

1.30 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.05 

0.002 

0.18 

0.26 







Non-command 

Bhander Sandstone 

0.520 

1.30 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.08 

0.004 

0.39 

0.57 


Jaswant Nagar 

0807001001095600 

2.664 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.664 

-0.46 

0.030 

0.07 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.021 

0.57 

0.82 


Jatmasi 

0807001001098400 

6.203 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.203 

2.40 

0.030 

0.22 

0.05 

0.00 

0.00 

0.01 

0.61 

0.41 

0.83 

0.048 

0.57 

0.83 


Jotroli 

0807001001094300 

3.963 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.135 

1.50 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.001 

0.02 

0.03 







Non-command 

Bhander Sandstone 

3.828 

1.50 

0.030 

0.16 

0.04 

0.00 

0.00 

0.01 

0.28 

0.20 

0.59 

0.030 

0.55 

0.78 


Kandholi 

0807001001091000 

3.589 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.904 

1.18 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.16 

0.11 

0.13 

0.007 

0.14 

0.21 


Karai 

0807001001096600 

3.723 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.723 

0.73 

0.120 

0.10 

0.02 

0.00 

0.00 

0.00 

0.41 

0.30 

0.37 

0.029 

0.57 

0.78 


Khan Surjapura 

0807001001097100 

9.924 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.708 

3.07 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

2.15 

1.48 

0.13 

0.045 

0.33 

0.48 







Non-command 

Bhander Sandstone 

4.210 

3.07 

0.030 

0.03 

0.00 

0.00 

0.00 

0.00 

0.41 

0.29 

0.08 

0.033 

0.24 

0.35 


Kheriya Billoch 

0807001001096200 

2.483 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.483 

0.67 

0.120 

0.03 

0.01 

0.00 

0.00 

0.00 

0.22 

0.17 

0.11 

0.019 

0.57 

0.73 


Kheriya Jat 

0807001001097300 

1.432 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.432 

2.92 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.56 

0.39 

0.27 

0.011 

0.57 

0.83 


Kheriya Lodha 

0807001001095800 

2.018 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.590 

-0.07 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.005 

0.17 

0.24 







Non-command 

Bhander Sandstone 

1.428 

-0.07 

0.030 

0.06 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.011 

0.40 

0.57 


Kherli 

0807001001098500 

1.089 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.089 

2.80 

0.030 

0.10 

0.02 

0.00 

0.00 

0.00 

0.17 

0.12 

0.37 

0.008 

0.57 

0.83 


Khohri 

0807001001098800 

5.870 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.531 

2.81 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.17 

0.05 

0.004 

0.05 

0.06 







Non-command 

Bhander Sandstone 

5.125 

2.81 

0.030 

0.10 

0.02 

0.00 

0.00 

0.00 

0.51 

0.46 

0.35 

0.040 

0.48 

0.54 


Kundanwara 

0807001001095200 

1.706 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.083 

1.45 

0.120 

0.04 

0.01 

0.00 

0.00 

0.01 

0.21 

0.14 

0.15 

0.008 

0.36 

0.53 







Non-command 

Bhander Sandstone 

0.623 

1.45 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.07 

0.005 

0.21 

0.31 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.22 

0.44 

173.49 

0.53 

0.03 

0.56 

0.03 

0.38 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.659 

0.033 

0.626 

0.879 

140.26 

Over Exploited 

Sikandarpur 

0809000201198700 

0.12 

0.19 

(11.84) 

0.17 

0.01 

0.18 

0.05 

0.60 

- 

0.0100 

- 

- 

0.011 

0.021 

0.021 

0.198 

0.010 

0.188 

0.055 

29.36 

Safe 

Sop 

0809000201204500 

0.12 

1.79 

93.29 

2.15 

0.28 

2.43 

0.05 

0.61 

- 

0.0100 

- 

- 

0.425 

0.435 

0.435 

2.869 

0.143 

2.726 

0.170 

6.22 

Safe 



0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sundarpur 

0810000101261400 

0.22 

0.01 

541.61 

0.01 

- 

0.01 

0.01 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.025 

0.001 

0.024 

0.103 

437.98 

Over Exploited 



0.22 

0.09 

97.88 

0.10 

0.01 

0.11 

0.04 

0.45 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.134 

0.007 

0.128 

0.198 

154.82 

Over Exploited 

Syaroli 

0810000101263000 

0.22 

0.00 

3,106.30 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.015 

10,908.58 

Over Exploited 



0.22 

1.51 

(51.59) 

1.21 

0.06 

1.27 

0.04 

0.52 

- 

0.1700 

- 

- 

- 

0.170 

0.170 

1.437 

0.072 

1.365 

1.638 

119.98 

Over Exploited 



0.08 

0.02 

152.47 

0.02 

0.01 

0.03 

0.01 

0.10 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.054 

0.003 

0.051 

0.209 

408.86 

Over Exploited 

Talchida 

0809000201195800 

0.06 

0.10 

- 

0.10 

0.01 

0.11 

0.06 

0.63 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.148 

0.015 

0.134 

1.168 

874.27 

Over Exploited 

Tesgaon 

0809000201199600 

0.12 

0.69 

78.88 

0.83 

0.23 

1.06 

0.05 

0.60 

- 

0.0700 

- 

- 

0.311 

0.381 

0.381 

1.437 

0.072 

1.365 

0.710 

51.99 

Safe 

Timawa 

0809000201196100 

0.12 

0.32 

########## 

0.39 

0.02 

0.41 

0.04 

0.45 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.456 

0.023 

0.433 

0.474 

109.44 

Over Exploited 



0.06 

0.00 

77,893.52 

0.00 

- 

0.00 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.049 

369.19 

Over Exploited 

Tundeela 

0810000201275100 

0.15 

0.00 

2,096.23 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.050 

414.51 

Over Exploited 

Udai Khurd 

0810000101264000 

0.22 

0.00 

5,405.88 

0.00 

0.00 

0.01 

0.00 

0.00 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.010 

0.000 

0.009 

0.001 

6.98 

Safe 

Urdain 

0809000101193100 

0.18 

0.01 

1,047.50 

0.01 

- 

0.01 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.027 

397.73 

Over Exploited 



0.18 

0.15 

95.90 

0.18 

- 

0.18 

0.05 

0.52 

- 

- 

- 

- 

- 

- 

- 

0.183 

0.009 

0.173 

0.051 

29.53 

Safe 

Wazeerpur 

0810000101262800 

0.22 

0.57 

90.11 

0.68 

0.08 

0.76 

0.03 

0.29 

- 

0.2300 

- 

- 

- 

0.230 

0.230 

0.994 

0.050 

0.944 

2.114 

223.94 

Over Exploited 



0.22 

0.51 

83.47 

0.61 

0.05 

0.66 

0.02 

0.28 

- 

0.1500 

- 

- 

- 

0.150 

0.150 

0.807 

0.040 

0.767 

1.416 

184.69 

Over Exploited 



0.08 

0.03 

313.16 

0.04 

0.01 

0.05 

0.01 

0.11 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.087 

0.004 

0.083 

0.389 

468.18 

Over Exploited 

Bansi 

0807001001098700 

0.22 

0.00 

126,068.51 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.46 

110.62 

0.55 

0.06 

0.61 

0.05 

0.53 

- 

0.1000 

- 

- 

0.043 

0.143 

0.143 

0.753 

0.038 

0.715 

0.630 

88.07 

Semi Critical 

Baroli Brahman 

0807001001094400 

0.22 

0.02 

370.60 

0.02 

- 

0.02 

0.01 

0.12 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.035 

0.002 

0.033 

0.084 

254.21 

Over Exploited 



0.08 

0.12 

(18.36) 

0.09 

0.04 

0.14 

0.05 

0.51 

0.01 

0.0500 

- 

- 

0.037 

0.087 

0.100 

0.239 

0.012 

0.227 

0.291 

127.76 

Over Exploited 

Barwar 

0807001001095100 

0.22 

0.47 

(14.71) 

0.40 

0.03 

0.43 

0.07 

0.63 

0.05 

0.0900 

- 

- 

- 

0.090 

0.145 

0.577 

0.029 

0.548 

0.514 

93.82 

Critical 

Basai 

0807001001098900 

0.22 

0.15 

282.77 

0.18 

0.03 

0.21 

0.04 

0.43 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.305 

0.015 

0.290 

0.494 

170.57 

Over Exploited 



0.08 

0.01 

746.80 

0.01 

0.01 

0.02 

0.02 

0.18 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.052 

0.003 

0.050 

0.183 

369.21 

Over Exploited 

Bhiriyani 

0807001001097900 

0.08 

0.11 

(15.61) 

0.10 

0.00 

0.10 

0.07 

0.63 

0.01 

- 

- 

- 

0.002 

0.003 

0.016 

0.114 

0.006 

0.108 

0.020 

18.13 

Safe 

Birrua 

0807001001098300 

0.08 

0.18 

13.69 

0.20 

0.02 

0.22 

0.07 

0.63 

0.02 

0.0700 

- 

- 

- 

0.070 

0.090 

0.311 

0.016 

0.296 

0.390 

131.96 

Over Exploited 

Bokauli 

0807001001090600 

0.22 

0.41 

(11.52) 

0.36 

0.02 

0.38 

0.07 

0.63 

0.05 

0.0700 

- 

- 

0.001 

0.071 

0.118 

0.500 

0.025 

0.475 

0.422 

88.68 

Semi Critical 

Chak Kheriya Jat 

0807001001097200 

0.22 

0.20 

120.79 

0.24 

- 

0.24 

0.07 

0.63 

0.02 

- 

- 

- 

- 

- 

0.023 

0.262 

0.013 

0.248 

0.029 

11.83 

Safe 

Chak Rundh Maloni 

0807001001099800 

0.08 

0.02 

(22.96) 

0.01 

0.03 

0.04 

0.07 

0.63 

0.00 

0.0200 

- 

- 

0.029 

0.049 

0.051 

0.093 

0.005 

0.088 

0.125 

141.62 

Over Exploited 

Chak Sajjanwas 

0807001001099400 

0.22 

0.00 

4,271.13 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

33.00 

Safe 



0.08 

0.07 

33.35 

0.08 

0.01 

0.09 

0.06 

0.61 

0.01 

0.0200 

- 

- 

0.002 

0.022 

0.029 

0.120 

0.006 

0.114 

0.141 

123.65 

Over Exploited 

Chak Samri 

0807001001097700 

0.22 

0.24 

47.49 

0.29 

0.02 

0.30 

0.07 

0.63 

0.03 

0.0400 

- 

- 

0.010 

0.050 

0.077 

0.379 

0.019 

0.360 

0.223 

61.83 

Safe 

Chandanpura 

0807001001090800 

0.22 

0.13 

6.41 

0.14 

- 

0.14 

0.04 

0.43 

0.02 

- 

- 

- 

- 

- 

0.015 

0.156 

0.008 

0.148 

0.012 

8.20 

Safe 

Chandoli 

0807001001090900 

0.22 

0.00 

6,254.63 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.027 

9,409.10 

Over Exploited 

Chekora 

0807001001095500 

0.08 

0.34 

(86.61) 

0.28 

0.00 

0.28 

0.07 

0.63 

0.04 

0.0100 

- 

- 

0.007 

0.017 

0.057 

0.337 

0.017 

0.320 

0.181 

56.56 

Safe 

Dahina Gaon 

0807001001091300 

0.08 

0.00 

1,647.23 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.011 

0.039 

364.79 

Over Exploited 

Daurda 

0807001001094900 

0.22 

0.66 

1.02 

0.67 

0.11 

0.78 

0.07 

0.63 

0.08 

0.0900 

- 

- 

0.117 

0.207 

0.284 

1.059 

0.053 

1.006 

0.518 

51.50 

Safe 

Deori 

0807001001095900 

0.22 

0.25 

(40.37) 

0.20 

0.02 

0.22 

0.06 

0.61 

0.03 

0.0500 

- 

- 

- 

0.050 

0.078 

0.294 

0.015 

0.279 

0.501 

179.51 

Over Exploited 



0.08 

0.00 

314.55 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.012 

5,556.24 

Over Exploited 

Dhana 

0807001001099000 

0.08 

0.13 

80.39 

0.16 

0.04 

0.20 

0.07 

0.63 

0.02 

0.0700 

- 

- 

0.027 

0.097 

0.112 

0.308 

0.015 

0.293 

0.383 

130.74 

Over Exploited 

Dumriya 

0807001001093000 

0.08 

0.00 

1,897.29 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.024 

806.61 

Over Exploited 

Elau 

0807001001099100 

0.22 

0.36 

159.66 

0.43 

0.02 

0.45 

0.06 

0.56 

0.04 

0.0700 

- 

- 

0.001 

0.071 

0.111 

0.564 

0.028 

0.535 

0.379 

70.86 

Semi Critical 



0.08 

0.00 

1,497.55 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.039 

319.88 

Over Exploited 

Ghata 

0807001001090700 

0.22 

0.15 

12.75 

0.17 

0.01 

0.18 

0.06 

0.54 

0.02 

0.0400 

- 

- 

- 

0.040 

0.057 

0.233 

0.012 

0.222 

0.243 

109.51 

Over Exploited 

Ghatoli 

0807001001097000 

0.22 

0.35 

(34.94) 

0.28 

0.02 

0.30 

0.06 

0.63 

0.04 

0.0600 

- 

- 

0.001 

0.061 

0.101 

0.405 

0.020 

0.384 

0.358 

93.15 

Critical 

Ibrahimpur 

0807001001096700 

0.22 

1.35 

(42.08) 

1.08 

0.03 

1.10 

0.06 

0.63 

0.15 

0.0500 

- 

- 

0.009 

0.059 

0.209 

1.312 

0.066 

1.246 

0.328 

26.31 

Safe 

Jahan Nagar 

0807001001095300 

0.22 

0.01 

240.83 

0.01 

- 

0.01 

0.02 

0.20 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.022 

0.001 

0.021 

0.050 

235.20 

Over Exploited 



0.08 

0.02 

68.50 

0.02 

- 

0.02 

0.05 

0.43 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.031 

0.002 

0.030 

0.083 

279.17 

Over Exploited 

Jaswant Nagar 

0807001001095600 

0.08 

0.12 

- 

0.12 

0.01 

0.14 

0.07 

0.63 

0.01 

0.0300 

- 

- 

0.007 

0.037 

0.051 

0.187 

0.019 

0.168 

0.258 

153.57 

Over Exploited 

Jatmasi 

0807001001098400 

0.08 

0.28 

46.85 

0.34 

0.06 

0.40 

0.07 

0.63 

0.03 

0.1600 

- 

- 

0.016 

0.176 

0.209 

0.608 

0.030 

0.577 

0.880 

152.53 

Over Exploited 

Jotroli 

0807001001094300 

0.22 

0.00 

4,119.60 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.022 

3,081.64 

Over Exploited 



0.08 

0.17 

18.03 

0.20 

0.05 

0.25 

0.06 

0.61 

0.02 

0.1100 

- 

- 

0.017 

0.127 

0.146 

0.396 

0.020 

0.376 

0.624 

165.99 

Over Exploited 

Kandholi 

0807001001091000 

0.22 

0.03 

279.50 

0.03 

0.01 

0.04 

0.02 

0.16 

0.00 

0.0300 

- 

- 

- 

0.030 

0.033 

0.077 

0.004 

0.074 

0.141 

191.77 

Over Exploited 

Karai 

0807001001096600 

0.22 

0.47 

(36.55) 

0.37 

0.02 

0.39 

0.06 

0.63 

- 

0.0700 

- 

- 

0.000 

0.070 

0.070 

0.463 

0.023 

0.440 

0.395 

89.87 

Semi Critical 

Khan Surjapura 

0807001001097100 

0.22 

0.41 

261.03 

0.49 

0.00 

0.49 

0.04 

0.36 

0.05 

0.0200 

- 

- 

0.000 

0.020 

0.067 

0.560 

0.028 

0.532 

0.174 

32.61 

Safe 



0.08 

0.08 

251.08 

0.10 

0.00 

0.10 

0.03 

0.27 

0.01 

0.0100 

- 

- 

0.006 

0.016 

0.025 

0.126 

0.006 

0.120 

0.108 

90.10 

Critical 

Kheriya Billoch 

0807001001096200 

0.22 

0.31 

(45.19) 

0.25 

0.01 

0.26 

0.06 

0.63 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.279 

0.014 

0.265 

0.131 

49.62 

Safe 

Kheriya Jat 

0807001001097300 

0.22 

0.18 

115.01 

0.22 

0.01 

0.23 

0.07 

0.63 

0.02 

0.0500 

- 

- 

- 

0.050 

0.071 

0.296 

0.015 

0.281 

0.276 

98.32 

Critical 

Kheriya Lodha 

0807001001095800 

0.22 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.19 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.034 

0.003 

0.031 

0.109 

354.61 

Over Exploited 



0.08 

0.05 

- 

0.05 

0.01 

0.06 

0.05 

0.45 

0.01 

0.0200 

- 

- 

0.001 

0.021 

0.026 

0.082 

0.008 

0.074 

0.220 

297.32 

Over Exploited 

Kherli 

0807001001098500 

0.08 

0.05 

135.86 

0.06 

0.02 

0.08 

0.07 

0.63 

0.01 

0.0700 

- 

- 

- 

0.070 

0.076 

0.155 

0.008 

0.147 

0.378 

256.81 

Over Exploited 

Khohri 

0807001001098800 

0.22 

0.01 

2,781.85 

0.01 

- 

0.01 

0.01 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.055 

340.93 

Over Exploited 



0.08 

0.20 

130.33 

0.24 

0.02 

0.26 

0.05 

0.53 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.328 

0.016 

0.312 

0.393 

126.02 

Over Exploited 

Kundanwara 

0807001001095200 

0.22 

0.09 

64.99 

0.10 

0.02 

0.12 

0.04 

0.40 

0.01 

0.0300 

- 

- 

0.014 

0.044 

0.054 

0.176 

0.009 

0.167 

0.156 

93.57 

Critical 



0.08 

0.01 

192.78 

0.01 

0.00 

0.01 

0.02 

0.23 

0.00 

0.0100 

- 

- 

0.004 

0.014 

0.015 

0.030 

0.001 

0.028 

0.070 

248.25 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Lakhanpur 

080700100109390C 

3.758 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.038 

1.09 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.01 


Mahalpur Choora 

0807001001094100 

7.196 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.478 

2.45 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.12 

0.02 

0.004 

0.04 

0.05 







Non-command 

Bhander Sandstone 

2.113 

2.45 

0.030 

0.03 

0.00 

0.00 

0.00 

0.00 

0.18 

0.15 

0.08 

0.016 

0.16 

0.21 


Mahalpur Kachhi 

0807001001091100 

1.959 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.299 

1.15 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.03 

0.002 

0.09 

0.13 







Non-command 

Bhander Sandstone 

0.111 

1.15 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.03 

0.05 


Mai 

0807001001098100 

1.781 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.734 

1.57 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.03 

0.006 

0.23 

0.35 







Non-command 

Bhander Sandstone 

1.047 

1.57 

0.030 

0.01 

0.00 

0.00 

0.00 

0.01 

0.05 

0.03 

0.03 

0.008 

0.33 

0.49 


Maloni 

0807001001099600 

3.454 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.381 

2.06 

0.120 

0.12 

0.03 

0.00 

0.00 

0.00 

0.93 

0.64 

0.43 

0.026 

0.56 

0.81 







Non-command 

Bhander Sandstone 

0.055 

2.06 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Mangren Kalan 

0807000901079600 

2.827 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.434 

2.73 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.13 

0.01 

0.007 

0.28 

0.27 


Mertha 

0807001001096500 

4.912 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.912 

0.75 

0.120 

0.09 

0.02 

0.00 

0.00 

0.00 

0.51 

0.38 

0.32 

0.038 

0.57 

0.77 


Milsawa 

0807001001096300 

6.489 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.489 

0.67 

0.120 

0.13 

0.03 

0.00 

0.00 

0.00 

0.62 

0.48 

0.45 

0.051 

0.57 

0.73 


Moroli Dahhr 

0807001001096400 

3.180 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.180 

0.67 

0.120 

0.07 

0.02 

0.00 

0.00 

0.00 

0.31 

0.24 

0.24 

0.025 

0.57 

0.74 


Nagla Goojar 

0807001001096100 

2.518 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.518 

0.68 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.26 

0.19 

0.21 

0.020 

0.57 

0.78 


Nagla Jarela 

0807001001095000 

1.435 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.435 

1.27 

0.120 

0.10 

0.02 

0.00 

0.00 

0.00 

0.30 

0.20 

0.39 

0.011 

0.57 

0.84 


Nagla Jatmasi 

0807001001094500 

3.881 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.074 

1.53 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.01 

0.02 







Non-command 

Bhander Sandstone 

3.807 

1.53 

0.030 

0.18 

0.04 

0.00 

0.00 

0.01 

0.31 

0.21 

0.67 

0.030 

0.56 

0.82 


Nagla Pachhadara 

0807001001094700 

1.028 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.028 

1.40 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.22 

0.15 

0.23 

0.008 

0.57 

0.84 


Naya Gaon 

0807001001096000 

3.474 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.474 

0.57 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.32 

0.23 

0.32 

0.027 

0.57 

0.78 


Noharda 

0807001001100100 

3.953 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.953 

1.87 

0.120 

0.06 

0.01 

0.00 

0.00 

0.02 

0.92 

0.63 

0.21 

0.031 

0.57 

0.83 


Odel Gaddi 

0807001001090500 

12.266 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.559 

1.10 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.92 

0.64 

0.21 

0.051 

0.30 

0.44 




4.235 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.235 

1.10 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.59 

0.41 

0.13 

0.033 

0.57 

0.82 


Odel Jat 

0807001001094800 

4.039 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.039 

1.36 

0.120 

0.13 

0.03 

0.00 

0.00 

0.00 

0.75 

0.51 

0.47 

0.032 

0.57 

0.84 


Paharpur 

0807001001098600 

9.360 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

9.359 

3.27 

0.030 

0.02 

0.00 

0.00 

0.00 

0.04 

0.90 

0.63 

0.00 

0.073 

0.57 

0.80 


Panduri 

0807001001095700 

1.388 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.388 

-0.48 

0.030 

0.13 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.49 

0.011 

0.57 

0.82 


Pasaunra 

0807001001090300 

0.882 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.063 

1.09 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.04 

0.06 


Pura 

0807001001099500 

1.750 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.687 

2.48 

0.120 

0.10 

0.03 

0.00 

0.00 

0.00 

0.57 

0.39 

0.40 

0.013 

0.55 

0.79 


Rajpura 

0807001001094200 

2.560 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.043 

2.01 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.27 

0.20 

0.08 

0.008 

0.23 

0.31 







Non-command 

Bhander Sandstone 

1.515 

2.01 

0.030 

0.03 

0.01 

0.00 

0.00 

0.00 

0.11 

0.08 

0.09 

0.012 

0.33 

0.45 


Ranpur 

0807001001093800 

2.115 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.123 

1.27 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.03 

0.04 







Non-command 

Bhander Sandstone 

0.139 

1.27 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.001 

0.04 

0.05 


Rundh Kheriya Jat 

0807001001097400 

1.482 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.731 

3.12 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.18 

0.01 

0.006 

0.28 

0.41 







Non-command 

Bhander Sandstone 

0.751 

3.12 

0.030 

0.00 

0.00 

0.00 

0.00 

0.02 

0.05 

0.04 

0.01 

0.006 

0.29 

0.42 


Rundh Maloni 

0807001001099900 

1.359 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.228 

1.70 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.03 

0.002 

0.10 

0.14 







Non-command 

Bhander Sandstone 

1.131 

1.70 

0.030 

0.03 

0.01 

0.00 

0.00 

0.00 

0.07 

0.05 

0.11 

0.009 

0.47 

0.70 


Rundh Noharda 

0807001001100000 

0.468 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.158 

1.71 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.001 

0.19 

0.28 







Non-command 

Bhander Sandstone 

0.310 

1.71 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.002 

0.38 

0.55 


Rundh Rupbas 

0807001001097800 

11.092 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.340 

1.83 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.01 

0.003 

0.02 

0.03 







Non-command 

Bhander Sandstone 

10.752 

1.83 

0.030 

0.14 

0.03 

0.00 

0.00 

0.02 

0.68 

0.46 

0.43 

0.084 

0.55 

0.81 


Rundh Samri 

0807001001097500 

0.460 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.160 

2.28 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.02 

0.001 

0.20 

0.29 







Non-command 

Bhander Sandstone 

0.300 

2.28 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.002 

0.37 

0.55 


Rundhpura 

0807001001099700 

2.493 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.036 

1.97 

0.120 

0.01 

0.00 

0.00 

0.00 

0.02 

0.23 

0.16 

0.04 

0.008 

0.24 

0.35 







Non-command 

Bhander Sandstone 

1.457 

1.97 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.04 

0.011 

0.33 

0.49 


Rupbas 

0807001001098000 

6.537 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.319 

1.63 

0.120 

0.04 

0.01 

0.00 

0.00 

0.02 

0.46 

0.31 

0.14 

0.018 

0.20 

0.30 







Non-command 

Bhander Sandstone 

4.219 

1.63 

0.030 

0.06 

0.01 

0.00 

0.00 

0.01 

0.24 

0.16 

0.22 

0.033 

0.37 

0.54 


Sajjanwas 

0807001001099300 

2.879 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.982 

2.87 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.36 

0.25 

0.16 

0.008 

0.19 

0.28 







Non-command 

Bhander Sandstone 

1.897 

2.87 

0.030 

0.07 

0.02 

0.00 

0.00 

0.02 

0.20 

0.14 

0.25 

0.015 

0.37 

0.55 


Samahad 

0807001001098200 

3.581 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.581 

1.60 

0.030 

0.07 

0.02 

0.00 

0.00 

0.02 

0.20 

0.13 

0.25 

0.028 

0.57 

0.84 


Samesara 

0807001001096900 

2.230 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.715 

1.21 

0.120 

0.04 

0.00 

0.00 

0.00 

0.01 

0.28 

0.19 

0.13 

0.013 

0.44 

0.63 







Non-command 

Bhander Sandstone 

0.514 

1.21 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.004 

0.13 

0.19 


Samri 

0807001001097600 

4.001 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.906 

2.29 

0.120 

0.08 

0.02 

0.00 

0.00 

0.03 

1.10 

0.75 

0.27 

0.030 

0.56 

0.81 







Non-command 

Bhander Sandstone 

0.095 

2.29 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 


Shakkarpur 

0807001001096800 

3.390 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.005 

0.15 

0.120 

0.07 

0.01 

0.00 

0.00 

0.02 

0.08 

0.05 

0.27 

0.016 

0.34 

0.48 







Non-command 

Bhander Sandstone 

1.386 

0.15 

0.030 

0.04 

0.01 

0.00 

0.00 

0.00 

0.04 

0.03 

0.15 

0.011 

0.23 

0.33 


Singhaniya 

0807000901079500 

2.283 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.264 

2.70 

0.030 

0.04 

0.01 

0.00 

0.00 

0.00 

0.21 

0.22 

0.15 

0.011 

0.54 

0.54 


Singhawali 

0807001001095400 

5.707 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.124 

0.76 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.06 

0.009 

0.11 

0.16 







Non-command 

Bhander Sandstone 

4.583 

0.76 

0.030 

0.06 

0.01 

0.00 

0.00 

0.01 

0.15 

0.10 

0.19 

0.036 

0.46 

0.67 


Tarbeejpur 

0807000901079400 

4.085 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.691 

2.46 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.02 

0.003 

0.09 

0.09 


Tontpur 

0807001001099200 

1.379 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.379 

2.83 

0.120 

0.04 

0.01 

0.00 

0.00 

0.01 

0.49 

0.34 

0.15 

0.011 

0.57 

0.82 


Vinuan 

0807001001094600 

5.026 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.003 

1.51 

0.120 

0.07 

0.02 

0.00 

0.00 

0.04 

0.55 

0.38 

0.27 

0.023 

0.34 

0.50 







Non-command 

Bhander Sandstone 

2.024 

1.51 

0.030 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.08 

0.14 

0.016 

0.23 

0.34 

04001004 

Agawali 

0807000901071400 

2.448 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.163 

1.11 

0.120 

0.08 

0.02 

0.00 

0.00 

0.00 

0.35 

0.35 

0.32 

0.011 

0.50 

0.50 


Ajnoli 

0807000901070500 

2.688 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.126 

1.14 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.03 

0.03 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.562 

1.14 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.39 

0.39 

0.20 

0.013 

0.53 

0.54 


Bachhaina 

0807000901069000 

1.420 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.002 

1.12 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bajoli 

0807000901071300 

2.187 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.327 

1.08 

0.150 

0.02 

0.01 

0.00 

0.00 

0.00 

0.06 

0.06 

0.09 

0.002 

0.08 

0.08 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.775 

1.08 

0.120 

0.08 

0.02 

0.00 

0.00 

0.00 

0.29 

0.29 

0.29 

0.009 

0.45 

0.45 


Bangaspura 

0807000901078600 

3.969 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.215 

0.63 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.03 

0.03 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Lakhanpur 

0807001001093900 

0.22 

0.00 

8,620.87 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mahalpur Choora 

0807001001094100 

0.22 

0.00 

2,954.88 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.004 

0.021 

465.17 

Over Exploited 



0.08 

0.03 

425.04 

0.03 

0.00 

0.03 

0.02 

0.18 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.046 

0.002 

0.044 

0.095 

216.72 

Over Exploited 

Mahalpur Kachhi 

0807001001091100 

0.22 

0.01 

520.82 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.027 

384.88 

Over Exploited 



0.08 

0.00 

806.79 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.008 

2,197.21 

Over Exploited 

Mai 

0807001001098100 

0.22 

0.04 

165.67 

0.05 

- 

0.05 

0.03 

0.26 

0.00 

- 

- 

- 

- 

- 

0.004 

0.050 

0.002 

0.047 

0.031 

65.04 

Safe 



0.08 

0.03 

10.28 

0.03 

0.01 

0.04 

0.04 

0.37 

0.00 

0.0100 

- 

- 

0.021 

0.031 

0.034 

0.079 

0.004 

0.075 

0.037 

49.76 

Safe 

Maloni 

0807001001099600 

0.22 

0.41 

53.70 

0.50 

0.03 

0.53 

0.06 

0.62 

0.05 

0.0800 

- 

- 

- 

0.080 

0.127 

0.654 

0.033 

0.622 

0.456 

73.42 

Semi Critical 



0.08 

0.00 

5,643.93 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mangren Kalan 

0807000901079600 

0.12 

0.05 

175.32 

0.06 

- 

0.06 

0.03 

0.30 

- 

- 

- 

- 

- 

- 

- 

0.057 

0.003 

0.054 

0.021 

38.68 

Safe 

Mertha 

0807001001096500 

0.22 

0.62 

(38.17) 

0.49 

0.02 

0.51 

0.06 

0.63 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.573 

0.029 

0.544 

0.356 

65.46 

Safe 

Milsawa 

0807001001096300 

0.22 

0.81 

(40.83) 

0.65 

0.03 

0.68 

0.06 

0.63 

- 

0.0800 

- 

- 

0.003 

0.083 

0.083 

0.766 

0.038 

0.728 

0.502 

68.94 

Safe 

Moroli Dahhr 

0807001001096400 

0.22 

0.40 

(40.54) 

0.32 

0.02 

0.34 

0.06 

0.63 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.390 

0.019 

0.370 

0.265 

71.51 

Semi Critical 

Nagla Goojar 

0807001001096100 

0.22 

0.31 

(40.62) 

0.25 

0.01 

0.26 

0.06 

0.63 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.302 

0.015 

0.287 

0.230 

80.06 

Semi Critical 

Nagla Jarela 

0807001001095000 

0.22 

0.18 

12.78 

0.20 

0.02 

0.22 

0.07 

0.63 

0.02 

0.0700 

- 

- 

0.001 

0.071 

0.092 

0.315 

0.016 

0.299 

0.396 

132.53 

Over Exploited 

Nagla Jatmasi 

0807001001094500 

0.22 

0.00 

9,113.14 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.022 

9,879.00 

Over Exploited 



0.08 

0.17 

22.61 

0.20 

0.05 

0.25 

0.06 

0.62 

0.02 

0.1300 

- 

- 

0.014 

0.144 

0.163 

0.416 

0.021 

0.396 

0.703 

177.66 

Over Exploited 

Nagla Pachhadara 

0807001001094700 

0.22 

0.13 

16.39 

0.15 

0.01 

0.16 

0.07 

0.63 

0.01 

0.0400 

- 

- 

0.002 

0.043 

0.057 

0.219 

0.011 

0.208 

0.239 

115.03 

Over Exploited 

Naya Gaon 

0807001001096000 

0.22 

0.43 

(47.21) 

0.35 

0.01 

0.36 

0.06 

0.63 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.399 

0.020 

0.379 

0.343 

90.50 

Critical 

Noharda 

0807001001100100 

0.22 

0.49 

26.70 

0.59 

0.03 

0.62 

0.07 

0.63 

0.06 

0.0400 

- 

- 

0.024 

0.064 

0.121 

0.740 

0.037 

0.703 

0.240 

34.11 

Safe 

Odel Gaddi 

0807001001090500 

0.22 

0.44 

45.58 

0.53 

0.01 

0.54 

0.03 

0.34 

0.05 

0.0400 

- 

- 

0.007 

0.047 

0.097 

0.636 

0.032 

0.604 

0.263 

43.54 

Safe 



0.22 

0.53 

(22.92) 

0.42 

0.01 

0.43 

0.06 

0.63 

0.06 

0.0300 

- 

- 

- 

0.030 

0.090 

0.523 

0.026 

0.497 

0.167 

33.62 

Safe 

Odel Jat 

0807001001094800 

0.22 

0.51 

1.13 

0.51 

0.03 

0.54 

0.07 

0.63 

0.06 

0.0900 

- 

- 

0.006 

0.096 

0.154 

0.699 

0.035 

0.664 

0.506 

76.16 

Semi Critical 

Paharpur 

0807001001098600 

0.08 

0.42 

49.54 

0.51 

0.04 

0.55 

0.06 

0.63 

0.05 

- 

- 

- 

0.061 

0.061 

0.109 

0.658 

0.033 

0.625 

0.073 

11.68 

Safe 

Panduri 

0807001001095700 

0.08 

0.06 

- 

0.06 

0.02 

0.08 

0.06 

0.63 

0.01 

0.0600 

- 

- 

0.001 

0.061 

0.068 

0.152 

0.015 

0.137 

0.501 

366.62 

Over Exploited 

Pasaunra 

0807001001090300 

0.22 

0.00 

938.16 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.013 

1,935.66 

Over Exploited 

Pura 

0807001001099500 

0.22 

0.20 

93.87 

0.24 

0.03 

0.27 

0.06 

0.61 

0.02 

0.0800 

- 

- 

- 

0.080 

0.103 

0.377 

0.019 

0.358 

0.413 

115.27 

Over Exploited 

Rajpura 

0807001001094200 

0.22 

0.05 

279.70 

0.06 

- 

0.06 

0.03 

0.26 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.073 

0.004 

0.070 

0.084 

120.92 

Over Exploited 



0.08 

0.04 

99.88 

0.05 

0.01 

0.06 

0.04 

0.37 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.083 

0.004 

0.078 

0.106 

134.88 

Over Exploited 

Ranpur 

0807001001093800 

0.22 

0.00 

1,453.03 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.009 

890.62 

Over Exploited 



0.08 

0.00 

850.71 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

1,728.14 

Over Exploited 

Rundh Kheriya Jat 

0807001001097400 

0.22 

0.05 

307.00 

0.05 

0.00 

0.06 

0.03 

0.31 

0.01 

- 

- 

- 

0.007 

0.007 

0.012 

0.070 

0.004 

0.067 

0.014 

20.51 

Safe 



0.08 

0.02 

111.92 

0.02 

0.02 

0.04 

0.03 

0.32 

0.00 

- 

- 

- 

0.025 

0.025 

0.027 

0.064 

0.003 

0.061 

0.013 

21.17 

Safe 

Rundh Maloni 

0807001001099900 

0.22 

0.00 

698.66 

0.01 

- 

0.01 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.028 

463.48 

Over Exploited 



0.08 

0.04 

15.19 

0.05 

0.01 

0.06 

0.05 

0.53 

0.00 

0.0200 

- 

- 

0.007 

0.027 

0.032 

0.097 

0.005 

0.092 

0.117 

127.32 

Over Exploited 

Rundh Noharda 

0807001001100000 

0.22 

0.01 

299.82 

0.01 

0.00 

0.01 

0.02 

0.21 

0.00 

- 

- 

- 

0.004 

0.004 

0.005 

0.016 

0.001 

0.015 

0.022 

146.38 

Over Exploited 



0.08 

0.01 

80.11 

0.01 

0.00 

0.01 

0.04 

0.42 

0.00 

- 

- 

- 

0.002 

0.002 

0.003 

0.015 

0.001 

0.014 

0.027 

193.43 

Over Exploited 

Rundh Rupbas 

0807001001097800 

0.22 

0.00 

35,341.28 

0.00 

0.00 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

0.006 

0.006 

0.006 

0.011 

0.001 

0.010 

0.011 

103.98 

Over Exploited 



0.08 

0.47 

(3.35) 

0.46 

0.05 

0.51 

0.06 

0.61 

0.05 

0.0800 

- 

- 

0.035 

0.115 

0.170 

0.682 

0.034 

0.648 

0.516 

79.64 

Semi Critical 

Rundh Samri 

0807001001097500 

0.22 

0.01 

425.45 

0.01 

- 

0.01 

0.02 

0.22 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.009 

0.022 

255.58 

Over Exploited 



0.08 

0.01 

133.50 

0.01 

- 

0.01 

0.04 

0.41 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.022 

0.001 

0.021 

0.041 

200.37 

Over Exploited 

Rundhpura 

0807001001099700 

0.22 

0.05 

193.60 

0.06 

0.02 

0.09 

0.03 

0.26 

0.01 

0.0100 

- 

- 

0.033 

0.043 

0.049 

0.136 

0.007 

0.129 

0.048 

37.21 

Safe 



0.08 

0.04 

65.29 

0.05 

0.00 

0.05 

0.04 

0.37 

0.00 

0.0100 

- 

- 

0.003 

0.013 

0.017 

0.065 

0.003 

0.062 

0.054 

87.48 

Semi Critical 

Rupbas 

0807001001098000 

0.22 

0.10 

204.30 

0.12 

0.03 

0.15 

0.02 

0.22 

0.01 

0.0300 

- 

- 

0.032 

0.062 

0.074 

0.228 

0.011 

0.217 

0.161 

74.26 

Semi Critical 



0.08 

0.12 

33.17 

0.15 

0.02 

0.17 

0.04 

0.41 

0.01 

0.0400 

- 

- 

0.019 

0.059 

0.073 

0.245 

0.012 

0.233 

0.249 

107.06 

Over Exploited 

Sajjanwas 

0807001001099300 

0.22 

0.04 

497.32 

0.05 

0.01 

0.06 

0.02 

0.22 

0.00 

0.0300 

- 

- 

0.005 

0.035 

0.040 

0.103 

0.005 

0.098 

0.167 

169.65 

Over Exploited 



0.08 

0.06 

137.68 

0.07 

0.04 

0.10 

0.04 

0.42 

0.01 

0.0500 

- 

- 

0.024 

0.074 

0.081 

0.185 

0.009 

0.176 

0.267 

151.46 

Over Exploited 

Samahad 

0807001001098200 

0.08 

0.16 

(18.04) 

0.13 

0.04 

0.18 

0.07 

0.63 

0.02 

0.0500 

- 

- 

0.037 

0.087 

0.106 

0.284 

0.014 

0.270 

0.277 

102.58 

Over Exploited 

Samesara 

0807001001096900 

0.22 

0.17 

16.29 

0.19 

0.01 

0.20 

0.05 

0.49 

0.02 

0.0200 

- 

- 

0.018 

0.038 

0.057 

0.261 

0.013 

0.248 

0.142 

57.32 

Safe 



0.08 

0.01 

268.75 

0.01 

0.00 

0.01 

0.01 

0.15 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.011 

0.017 

0.001 

0.016 

0.040 

246.35 

Over Exploited 

Samri 

0807001001097600 

0.22 

0.48 

57.29 

0.57 

0.05 

0.63 

0.06 

0.62 

0.05 

0.0500 

- 

- 

0.050 

0.100 

0.155 

0.781 

0.039 

0.742 

0.304 

41.05 

Safe 



0.08 

0.00 

2,616.51 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

0.004 

0.004 

0.004 

0.006 

0.000 

0.006 

0.001 

12.73 

Safe 

Shakkarpur 

0807001001096800 

0.22 

0.15 

(63.91) 

0.12 

0.03 

0.15 

0.04 

0.37 

0.02 

0.0300 

- 

- 

0.028 

0.059 

0.075 

0.223 

0.011 

0.212 

0.288 

135.84 

Over Exploited 



0.08 

0.03 

(1.76) 

0.03 

0.01 

0.04 

0.03 

0.26 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.058 

0.003 

0.055 

0.163 

294.36 

Over Exploited 

Singhaniya 

0807000901079500 

0.12 

0.15 

46.50 

0.18 

0.01 

0.19 

0.05 

0.60 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.217 

0.011 

0.206 

0.159 

77.18 

Semi Critical 

Singhawali 

0807001001095400 

0.22 

0.03 

202.01 

0.03 

- 

0.03 

0.01 

0.12 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.046 

0.002 

0.044 

0.070 

158.24 

Over Exploited 



0.08 

0.17 

(39.41) 

0.13 

0.02 

0.15 

0.05 

0.51 

0.02 

0.0400 

- 

- 

0.009 

0.049 

0.068 

0.218 

0.011 

0.207 

0.227 

109.49 

Over Exploited 

Tarbeejpur 

0807000901079400 

0.12 

0.01 

741.72 

0.01 

0.00 

0.01 

0.01 

0.10 

- 

- 

- 

- 

0.000 

- 

- 

0.009 

0.000 

0.009 

0.025 

291.02 

Over Exploited 

Tontpur 

0807001001099200 

0.22 

0.17 

97.03 

0.21 

0.02 

0.23 

0.06 

0.63 

0.02 

0.0300 

- 

- 

0.015 

0.045 

0.065 

0.292 

0.015 

0.277 

0.156 

56.24 

Safe 

Vinuan 

0807001001094600 

0.22 

0.22 

67.24 

0.27 

0.06 

0.33 

0.04 

0.38 

0.03 

0.0500 

- 

- 

0.060 

0.110 

0.136 

0.466 

0.023 

0.442 

0.289 

65.42 

Safe 



0.08 

0.04 

121.56 

0.04 

0.01 

0.06 

0.03 

0.26 

0.00 

0.0300 

- 

- 

0.001 

0.031 

0.035 

0.090 

0.005 

0.086 

0.160 

186.64 

Over Exploited 

Agawali 

0807000901071400 

0.20 

0.22 

61.68 

0.26 

0.02 

0.28 

0.05 

0.55 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.339 

0.017 

0.322 

0.326 

101.19 

Over Exploited 

Ajnoli 

0807000901070500 

0.25 

0.00 

2,471.22 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.019 

1,971.59 

Over Exploited 



0.20 

0.27 

41.05 

0.33 

0.01 

0.34 

0.05 

0.59 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.378 

0.019 

0.359 

0.212 

58.87 

Safe 

Bachhaina 

0807000901069000 

0.20 

0.00 

81,688.48 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bajoli 

0807000901071300 

0.25 

0.01 

827.93 

0.01 

0.01 

0.02 

0.01 

0.09 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.038 

0.002 

0.036 

0.092 

252.52 

Over Exploited 



0.20 

0.16 

81.00 

0.19 

0.02 

0.21 

0.05 

0.50 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.263 

0.013 

0.250 

0.300 

119.75 

Over Exploited 

Bangaspura 

0807000901078600 

0.25 

0.00 

1,299.41 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.015 

836.31 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Bansi 

080700100109870C 

13.785 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.853 

2.96 

0.030 

0.03 

0.01 

0.00 

0.00 

0.00 

0.18 

0.15 

0.08 

0.014 

0.07 

0.09 


Bansroli 

0807000901071200 

1.770 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.171 

0.82 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.18 

0.19 

0.20 

0.006 

0.37 

0.36 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.599 

0.82 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.06 

0.003 

0.19 

0.19 


Baori 

0807000901073500 

1.868 

Fresh 

Baretha 

Command 

Older Alluvium 

1.868 

0.57 

0.150 

0.06 

0.01 

0.00 

0.00 

0.00 

0.21 

0.22 

0.23 

0.009 

0.55 

0.52 


Barigha 

0807001001089500 

3.468 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.082 

1.10 

0.120 

0.08 

0.02 

0.00 

0.00 

0.00 

0.20 

0.15 

0.30 

0.008 

0.18 

0.24 


Baroda 

0807000901073400 

3.277 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.054 

0.55 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Baretha 

Command 

Older Alluvium 

3.223 

0.55 

0.150 

0.09 

0.02 

0.00 

0.00 

0.00 

0.34 

0.35 

0.36 

0.016 

0.54 

0.52 


Bastrawali 

0807000901079100 

4.309 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.134 

0.72 

0.150 

0.06 

0.01 

0.00 

0.00 

0.00 

0.28 

0.31 

0.23 

0.010 

0.27 

0.25 






Baretha 

Command 

Older Alluvium 

2.175 

0.72 

0.150 

0.06 

0.01 

0.00 

0.00 

0.00 

0.29 

0.31 

0.23 

0.011 

0.27 

0.25 


Beerampura 

0807000901068100 

1.924 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.423 

1.03 

0.150 

0.21 

0.05 

0.00 

0.00 

0.00 

0.38 

0.37 

0.85 

0.007 

0.41 

0.42 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.483 

1.03 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.10 

0.10 

0.18 

0.002 

0.14 

0.14 


Bhagora 

0807000801066300 

7.608 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.086 

0.42 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.04 

0.008 

0.08 

0.09 







Non-command 

Quartzite 

2.102 

0.42 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.015 

0.16 

0.17 


Bhagori 

0807000901069500 

3.354 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.006 

1.17 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.246 

1.17 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.001 

0.04 

0.04 


Bhaisa 

0807001001089200 

5.375 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.709 

0.99 

0.120 

0.12 

0.03 

0.00 

0.00 

0.02 

0.51 

0.44 

0.44 

0.029 

0.38 

0.45 


Bhawanpura 

0807001001092800 

2.015 

Fresh 

Baretha 

Command 

Older Alluvium 

2.015 

0.77 

0.120 

0.20 

0.05 

0.00 

0.00 

0.00 

0.34 

0.36 

0.76 

0.016 

0.54 

0.50 


Bidyari 

0807000901072000 

4.442 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.089 

1.43 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.000 

0.01 

0.01 


Birhata 

0807000901070800 

3.063 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.063 

0.75 

0.150 

0.15 

0.04 

0.00 

0.00 

0.00 

0.45 

0.45 

0.57 

0.015 

0.55 

0.56 


Bosoli 

0807001001092100 

1.520 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.520 

0.81 

0.120 

0.10 

0.02 

0.00 

0.00 

0.00 

0.23 

0.22 

0.39 

0.012 

0.55 

0.57 


Brahmawad 

0807000901074300 

4.499 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.296 

0.03 

0.150 

0.22 

0.03 

0.00 

0.00 

0.00 

0.19 

0.20 

0.87 

0.006 

0.16 

0.16 






Baretha 

Command 

Older Alluvium 

1.910 

0.03 

0.150 

0.33 

0.05 

0.00 

0.00 

0.00 

0.29 

0.29 

1.29 

0.009 

0.24 

0.24 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.274 

0.03 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.11 

0.001 

0.03 

0.03 






Baretha 

Command 

Older Alluvium 

0.438 

0.03 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.03 

0.03 

0.18 

0.002 

0.06 

0.05 


Chak Balrampur 

0807000901073600 

1.122 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.750 

0.68 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.02 

0.004 

0.37 

0.35 






Baretha 

Command 

Older Alluvium 

0.372 

0.68 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.02 

0.002 

0.18 

0.17 


Chak Beechhi 

0807000901068500 

0.600 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.591 

1.20 

0.120 

0.18 

0.05 

0.00 

0.00 

0.00 

0.22 

0.21 

0.72 

0.003 

0.55 

0.56 


Chak Bidyari 

0807000901072600 

2.635 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.014 

1.18 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chak Goojar Balai 

0807001001093600 

1.589 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.589 

1.23 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.27 

0.22 

0.15 

0.012 

0.56 

0.68 


Chak Khudas 

0807001001091600 

1.057 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.057 

1.13 

0.120 

0.07 

0.02 

0.00 

0.00 

0.00 

0.19 

0.15 

0.26 

0.008 

0.56 

0.74 


Chak Nawli 

0807000901071600 

2.424 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.872 

1.48 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.38 

0.38 

0.22 

0.009 

0.44 

0.45 


Chak Pichoona 

0807001001087700 

1.120 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.360 

0.92 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.05 

0.003 

0.18 

0.18 


Chandanpura 

0807001001090800 

2.286 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.175 

1.10 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.04 

0.06 


Chandoli 

0807001001090900 

3.462 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.303 

1.14 

0.120 

0.28 

0.07 

0.00 

0.00 

0.00 

0.66 

0.46 

1.10 

0.026 

0.54 

0.78 


Chaukhanda 

0807000901073100 

1.259 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.259 

0.67 

0.150 

0.06 

0.01 

0.00 

0.00 

0.00 

0.18 

0.18 

0.24 

0.006 

0.55 

0.54 


Churari Dang 

0807001001093100 

3.716 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.079 

1.18 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.48 

0.48 

0.12 

0.024 

0.45 

0.45 







Non-command 

Bhander Sandstone 

0.637 

1.18 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.005 

0.09 

0.09 


Dahina Gaon 

0807001001091300 

6.369 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.276 

1.14 

0.120 

0.15 

0.04 

0.00 

0.00 

0.00 

0.69 

0.50 

0.57 

0.033 

0.38 

0.53 







Non-command 

Bhander Sandstone 

1.735 

1.14 

0.030 

0.05 

0.01 

0.00 

0.00 

0.00 

0.10 

0.07 

0.19 

0.014 

0.15 

0.21 


Dehgawan 

0807000901070000 

3.248 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.557 

1.28 

0.120 

0.06 

0.01 

0.00 

0.00 

0.02 

0.27 

0.26 

0.22 

0.008 

0.28 

0.29 


Dumriya 

0807001001093000 

9.823 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.026 

1.70 

0.120 

0.05 

0.01 

0.00 

0.00 

0.01 

1.06 

1.12 

0.15 

0.039 

0.28 

0.26 







Non-command 

Bhander Sandstone 

3.227 

1.70 

0.030 

0.03 

0.00 

0.00 

0.00 

0.00 

0.19 

0.20 

0.08 

0.025 

0.18 

0.17 






Baretha 

Command 

Older Alluvium 

0.125 

1.70 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.001 

0.01 

0.01 


Encholi 

0807000901070100 

1.589 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.474 

1.33 

0.120 

0.09 

0.02 

0.00 

0.00 

0.00 

0.30 

0.30 

0.34 

0.007 

0.53 

0.55 


Gajnua 

0807000901079300 

6.938 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.820 

1.62 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.21 

0.00 

0.004 

0.06 

0.06 


Ghata 

0807001001090700 

1.647 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.253 

1.16 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.05 

0.002 

0.09 

0.13 


Goojar Balai 

0807001001093700 

4.507 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.505 

1.20 

0.120 

0.94 

0.23 

0.00 

0.00 

0.00 

1.35 

1.03 

3.72 

0.035 

0.56 

0.74 







Non-command 

Bhander Sandstone 

0.002 

1.20 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gothra 

0807000901079000 

1.315 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.366 

0.76 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.03 

0.002 

0.15 

0.14 






Baretha 

Command 

Older Alluvium 

0.949 

0.76 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.14 

0.06 

0.005 

0.39 

0.36 


Gudhakar 

0807000801064500 

4.956 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.312 

1.10 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.63 

0.59 

0.26 

0.031 

0.50 

0.53 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.159 

1.10 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.02 

0.02 


Haroli 

0807001001087800 

3.492 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.406 

0.61 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.08 

0.003 

0.06 

0.06 


Jareela 

0807001001092700 

2.167 

Fresh 

Baretha 

Command 

Older Alluvium 

2.167 

0.74 

0.120 

0.16 

0.04 

0.00 

0.00 

0.00 

0.31 

0.33 

0.63 

0.017 

0.55 

0.51 


Jarkhoh 

0807000901069400 

1.845 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.747 

1.16 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.14 

0.06 

0.004 

0.24 

0.25 


Jaswant Nagar 

0807000901070400 

0.483 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.443 

1.19 

0.120 

0.10 

0.02 

0.00 

0.00 

0.00 

0.14 

0.14 

0.38 

0.002 

0.52 

0.53 


Jindpura 

0807001001089800 

3.490 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.641 

1.09 

0.120 

0.03 

0.01 

0.00 

0.00 

0.00 

0.10 

0.08 

0.11 

0.005 

0.10 

0.14 


Kakalpura 

0807000901078900 

1.535 

Fresh 

Baretha 

Command 

Older Alluvium 

1.535 

0.82 

0.150 

0.04 

0.01 

0.00 

0.00 

0.00 

0.22 

0.24 

0.17 

0.008 

0.54 

0.50 


Kakraua 

0807001001092600 

1.766 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.639 

0.65 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.03 

0.005 

0.20 

0.19 






Baretha 

Command 

Older Alluvium 

1.127 

0.65 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.11 

0.08 

0.009 

0.35 

0.34 


Kamra Morooda 

0807000801065800 

1.250 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.080 

0.73 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.04 

0.04 







Non-command 

Quartzite 

0.012 

0.73 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Kandholi 

0807001001091000 

3.589 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.685 

1.18 

0.120 

0.10 

0.02 

0.00 

0.00 

0.00 

0.46 

0.31 

0.37 

0.021 

0.42 

0.62 


Kanjoli 

0807001001092400 

2.525 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.525 

0.67 

0.120 

0.11 

0.03 

0.00 

0.00 

0.00 

0.28 

0.29 

0.40 

0.020 

0.55 

0.55 


Karanpura 

0807001001093300 

9.639 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.356 

0.88 

0.120 

0.04 

0.00 

0.00 

0.00 

0.03 

0.79 

0.83 

0.09 

0.057 

0.42 

0.39 






Baretha 

Command 

Older Alluvium 

2.283 

0.88 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.25 

0.27 

0.02 

0.018 

0.13 

0.12 


Khareri 

0807000901075500 

20.621 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.223 

-0.20 

0.150 

0.36 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

1.40 

0.040 

0.23 

0.24 


Khatipura 

0807001001092500 

1.231 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.231 

0.67 

0.120 

0.07 

0.02 

0.00 

0.00 

0.00 

0.15 

0.15 

0.26 

0.010 

0.55 

0.54 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Bansi 

0807001001098700 

0.08 

0.01 

1,282.71 

0.01 

0.01 

0.02 

0.01 

0.08 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.044 

0.002 

0.042 

0.096 

229.01 

Over Exploited 

Bansroli 

0807000901071200 

0.25 

0.11 

72.59 

0.13 

0.01 

0.14 

0.04 

0.41 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.179 

0.009 

0.170 

0.204 

119.51 

Over Exploited 



0.20 

0.02 

253.42 

0.03 

- 

0.03 

0.02 

0.21 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.037 

0.002 

0.035 

0.064 

181.28 

Over Exploited 

Baori 

0807000901073500 

0.25 

0.26 

(12.72) 

0.22 

0.01 

0.23 

0.05 

0.60 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.273 

0.014 

0.259 

0.236 

91.16 

Critical 

Barigha 

0807001001089500 

0.22 

0.04 

258.78 

0.05 

0.02 

0.07 

0.02 

0.19 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.130 

0.007 

0.124 

0.312 

252.72 

Over Exploited 

Baroda 

0807000901073400 

0.25 

0.00 

3,732.42 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.25 

0.44 

(19.91) 

0.35 

0.02 

0.37 

0.05 

0.59 

- 

0.0700 

- 

- 

0.000 

0.070 

0.070 

0.439 

0.022 

0.417 

0.372 

89.16 

Semi Critical 

Bastrawali 

0807000901079100 

0.25 

0.14 

113.25 

0.17 

0.01 

0.18 

0.03 

0.29 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.222 

0.011 

0.211 

0.240 

114.10 

Over Exploited 



0.25 

0.15 

108.61 

0.18 

0.01 

0.19 

0.03 

0.30 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.228 

0.011 

0.217 

0.241 

110.90 

Over Exploited 

Beerampura 

0807000901068100 

0.25 

0.15 

154.40 

0.18 

0.05 

0.23 

0.04 

0.45 

- 

0.1600 

- 

- 

- 

0.160 

0.160 

0.386 

0.019 

0.367 

0.853 

232.51 

Over Exploited 



0.20 

0.01 

624.30 

0.02 

0.01 

0.03 

0.01 

0.15 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.056 

0.003 

0.053 

0.183 

343.23 

Over Exploited 

Bhagora 

0807000801066300 

0.24 

0.02 

183.08 

0.03 

- 

0.03 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.026 

0.001 

0.024 

0.049 

200.49 

Over Exploited 



0.08 

0.03 

(3.09) 

0.03 

- 

0.03 

0.02 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.026 

0.001 

0.025 

0.050 

204.10 

Over Exploited 

Bhagori 

0807000901069500 

0.25 

0.00 

66,269.38 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.00 

1,482.92 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.002 

0.011 

468.69 

Over Exploited 

Bhaisa 

0807001001089200 

0.22 

0.31 

39.63 

0.37 

0.05 

0.43 

0.04 

0.42 

- 

0.0800 

- 

- 

0.032 

0.112 

0.112 

0.539 

0.027 

0.512 

0.465 

90.83 

Critical 

Bhawanpura 

0807001001092800 

0.22 

0.24 

50.50 

0.29 

0.05 

0.34 

0.05 

0.59 

- 

0.1400 

- 

- 

- 

0.140 

0.140 

0.479 

0.024 

0.455 

0.780 

171.36 

Over Exploited 

Bidyari 

0807000901072000 

0.20 

0.00 

7,075.11 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Birhata 

0807000901070800 

0.25 

0.42 

6.06 

0.45 

0.04 

0.49 

0.05 

0.61 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

0.600 

0.030 

0.570 

0.584 

102.46 

Over Exploited 

Bosoli 

0807001001092100 

0.22 

0.19 

20.56 

0.22 

0.02 

0.24 

0.05 

0.61 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.312 

0.016 

0.297 

0.401 

135.17 

Over Exploited 

Brahmawad 

0807000901074300 

0.25 

0.05 

275.68 

0.06 

0.03 

0.09 

0.02 

0.18 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.193 

0.010 

0.184 

0.877 

477.60 

Over Exploited 



0.25 

0.11 

154.84 

0.14 

0.05 

0.19 

0.02 

0.26 

- 

0.1500 

- 

- 

- 

0.150 

0.150 

0.338 

0.017 

0.321 

1.298 

404.73 

Over Exploited 



0.20 

0.00 

1,552.20 

0.00 

- 

0.00 

0.00 

0.04 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.012 

0.115 

989.29 

Over Exploited 



0.20 

0.00 

561.94 

0.01 

0.01 

0.02 

0.01 

0.06 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.036 

0.002 

0.034 

0.179 

527.01 

Over Exploited 

Chak Balrampur 

0807000901073600 

0.25 

0.07 

33.74 

0.08 

- 

0.08 

0.04 

0.40 

- 

- 

- 

- 

- 

- 

- 

0.082 

0.004 

0.078 

0.022 

27.68 

Safe 



0.25 

0.02 

202.14 

0.02 

- 

0.02 

0.02 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.020 

0.001 

0.019 

0.020 

103.23 

Over Exploited 

Chak Beechhi 

0807000901068500 

0.20 

0.07 

222.61 

0.08 

0.05 

0.13 

0.06 

0.61 

- 

0.1400 

- 

- 

- 

0.140 

0.140 

0.269 

0.013 

0.255 

0.726 

284.44 

Over Exploited 

Chak Bidyari 

0807000901072600 

0.20 

0.00 

22,316.78 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chak Goojar Balai 

0807001001093600 

0.22 

0.20 

11.39 

0.22 

0.01 

0.23 

0.06 

0.62 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.248 

0.012 

0.235 

0.163 

69.47 

Safe 

Chak Khudas 

0807001001091600 

0.22 

0.13 

11.67 

0.15 

0.02 

0.17 

0.06 

0.62 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.216 

0.011 

0.205 

0.272 

132.67 

Over Exploited 

Chak Nawli 

0807000901071600 

0.20 

0.17 

127.26 

0.20 

0.01 

0.21 

0.05 

0.49 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.249 

0.012 

0.237 

0.226 

95.48 

Critical 

Chak Pichoona 

0807001001087700 

0.22 

0.01 

254.14 

0.02 

- 

0.02 

0.02 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.027 

0.001 

0.025 

0.056 

219.70 

Over Exploited 

Chandanpura 

0807001001090800 

0.22 

0.00 

849.31 

0.00 

- 

0.00 

0.00 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.001 

65.30 

Safe 

Chandoli 

0807001001090900 

0.22 

0.39 

16.55 

0.46 

0.07 

0.53 

0.06 

0.60 

0.04 

0.2100 

- 

- 

- 

0.210 

0.255 

0.783 

0.039 

0.744 

1.122 

150.77 

Over Exploited 

Chaukhanda 

0807000901073100 

0.25 

0.17 

3.68 

0.18 

0.01 

0.19 

0.05 

0.61 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.231 

0.012 

0.220 

0.244 

111.22 

Over Exploited 

Churari Dang 

0807001001093100 

0.22 

0.31 

56.66 

0.37 

0.00 

0.37 

0.04 

0.50 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.380 

0.019 

0.361 

0.144 

39.89 

Safe 



0.08 

0.00 

588.15 

0.01 

- 

0.01 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.005 

0.030 

549.88 

Over Exploited 

Dahina Gaon 

0807001001091300 

0.22 

0.36 

39.42 

0.43 

0.04 

0.47 

0.04 

0.42 

0.04 

0.1100 

- 

- 

0.001 

0.111 

0.151 

0.620 

0.031 

0.589 

0.605 

102.82 

Over Exploited 



0.08 

0.02 

233.21 

0.03 

0.01 

0.04 

0.02 

0.17 

0.00 

0.0400 

- 

- 

- 

0.040 

0.042 

0.078 

0.004 

0.074 

0.205 

275.89 

Over Exploited 

Dehgawan 

0807000901070000 

0.20 

0.09 

203.49 

0.10 

0.03 

0.13 

0.03 

0.31 

- 

0.0200 

- 

- 

0.029 

0.049 

0.049 

0.182 

0.009 

0.173 

0.229 

132.04 

Over Exploited 

Dumriya 

0807001001093000 

0.22 

0.31 

265.26 

0.37 

0.02 

0.38 

0.03 

0.30 

- 

0.0300 

- 

- 

0.008 

0.038 

0.038 

0.422 

0.021 

0.401 

0.185 

46.17 

Safe 



0.08 

0.05 

338.42 

0.06 

0.00 

0.06 

0.02 

0.20 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.075 

0.004 

0.071 

0.104 

146.16 

Over Exploited 



0.22 

0.00 

14,074.31 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Encholi 

0807000901070100 

0.20 

0.16 

89.49 

0.19 

0.02 

0.21 

0.06 

0.59 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.268 

0.013 

0.255 

0.343 

134.77 

Over Exploited 

Gajnua 

0807000901079300 

0.25 

0.01 

1,514.79 

0.02 

0.00 

0.02 

0.01 

0.07 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.019 

0.001 

0.018 

0.004 

22.74 

Safe 

Ghata 

0807001001090700 

0.22 

0.00 

535.28 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.016 

0.001 

0.016 

0.050 

321.17 

Over Exploited 

Goojar Balai 

0807001001093700 

0.22 

0.56 

84.69 

0.67 

0.23 

0.90 

0.06 

0.62 

- 

0.7000 

- 

- 

0.007 

0.707 

0.707 

1.611 

0.081 

1.530 

3.758 

245.58 

Over Exploited 



0.08 

0.00 

269,857.91 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gothra 

0807000901079000 

0.25 

0.01 

303.85 

0.02 

- 

0.02 

0.01 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.027 

0.001 

0.025 

0.034 

133.85 

Over Exploited 



0.25 

0.09 

48.95 

0.11 

- 

0.11 

0.04 

0.43 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.121 

0.006 

0.115 

0.066 

56.96 

Safe 

Gudhakar 

0807000801064500 

0.24 

0.52 

15.03 

0.59 

0.01 

0.60 

0.05 

0.55 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.634 

0.032 

0.602 

0.287 

47.63 

Safe 



0.20 

0.00 

3,276.98 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

170.69 

Over Exploited 

Haroli 

0807001001087800 

0.22 

0.01 

765.08 

0.01 

- 

0.01 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.082 

513.23 

Over Exploited 

Jareela 

0807001001092700 

0.22 

0.26 

27.26 

0.31 

0.04 

0.35 

0.05 

0.60 

- 

0.1200 

- 

- 

0.002 

0.122 

0.122 

0.475 

0.024 

0.451 

0.651 

144.38 

Over Exploited 

Jarkhoh 

0807000901069400 

0.25 

0.04 

227.49 

0.05 

- 

0.05 

0.03 

0.26 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.063 

0.003 

0.060 

0.065 

108.46 

Over Exploited 

Jaswant Nagar 

0807000901070400 

0.20 

0.05 

204.25 

0.06 

0.02 

0.08 

0.05 

0.57 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.145 

0.007 

0.138 

0.386 

279.40 

Over Exploited 

Jindpura 

0807001001089800 

0.22 

0.01 

414.90 

0.02 

0.01 

0.03 

0.01 

0.12 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.048 

0.002 

0.045 

0.111 

245.74 

Over Exploited 

Kakalpura 

0807000901078900 

0.25 

0.21 

13.97 

0.24 

0.01 

0.25 

0.05 

0.59 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.277 

0.014 

0.263 

0.177 

67.06 

Safe 

Kakraua 

0807001001092600 

0.22 

0.03 

119.23 

0.03 

- 

0.03 

0.02 

0.22 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.044 

0.002 

0.042 

0.039 

93.87 

Critical 



0.22 

0.09 

27.21 

0.10 

- 

0.10 

0.03 

0.39 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.115 

0.006 

0.109 

0.087 

79.58 

Semi Critical 

Kamra Morooda 

0807000801065800 

0.24 

0.00 

829.20 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

- 

Safe 



0.08 

0.00 

3,488.71 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kandholi 

0807001001091000 

0.22 

0.25 

25.38 

0.30 

0.02 

0.32 

0.05 

0.47 

0.03 

0.0700 

- 

- 

- 

0.070 

0.099 

0.420 

0.021 

0.399 

0.390 

97.71 

Critical 

Kanjoli 

0807001001092400 

0.22 

0.31 

(6.71) 

0.29 

0.03 

0.32 

0.05 

0.61 

- 

0.0800 

- 

- 

0.001 

0.081 

0.081 

0.397 

0.020 

0.377 

0.421 

111.46 

Over Exploited 

Karanpura 

0807001001093300 

0.22 

0.67 

24.13 

0.81 

0.03 

0.84 

0.04 

0.45 

- 

0.0100 

- 

- 

0.048 

0.058 

0.058 

0.897 

0.045 

0.853 

0.150 

17.64 

Safe 



0.22 

0.06 

309.31 

0.08 

0.00 

0.08 

0.01 

0.14 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.082 

0.004 

0.078 

0.035 

44.56 

Safe 

Khareri 

0807000901075500 

0.25 

0.48 

- 

0.48 

0.05 

0.53 

0.02 

0.26 

- 

0.1600 

- 

- 

- 

0.160 

0.160 

0.688 

0.069 

0.619 

1.437 

232.21 

Over Exploited 

Khatipura 

0807001001092500 

0.22 

0.15 

0.72 

0.15 

0.02 

0.17 

0.05 

0.61 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.221 

0.011 

0.210 

0.268 

127.40 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Khatnawali 

080700090106920C 

9.097 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.075 

1.19 

0.150 

0.09 

0.01 

0.00 

0.00 

0.00 

0.45 

0.43 

0.34 

0.010 

0.13 

0.14 





Saline 

Non-command 

Non-command 

Older Alluvium 

5.956 

1.19 

0.120 

0.18 

0.02 

0.00 

0.00 

0.00 

1.01 

0.97 

0.66 

0.029 

0.38 

0.39 


Khera Thakur 

080700100109350C 

8.453 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.070 

1.27 

0.120 

0.27 

0.04 

0.00 

0.00 

0.04 

1.41 

1.31 

1.00 

0.063 

0.53 

0.57 






Baretha 

Command 

Older Alluvium 

0.383 

1.27 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.05 

0.003 

0.03 

0.03 


Kheriya 

080700090107390C 

1.274 

Fresh 

Baretha 

Command 

Older Alluvium 

1.274 

0.80 

0.150 

0.04 

0.01 

0.00 

0.00 

0.00 

0.18 

0.20 

0.14 

0.006 

0.54 

0.51 


Khohra 

080700090106890C 

2.315 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.049 

1.18 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 


Khohri 

080700080106460C 

2.202 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.009 

1.04 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.026 

1.04 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Khudasa 

080700100108940C 

5.359 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.334 

1.12 

0.120 

0.39 

0.09 

0.00 

0.00 

0.00 

1.02 

0.75 

1.52 

0.042 

0.56 

0.76 


Kothi Khera 

0807000901074100 

2.873 

Fresh 

Baretha 

Command 

Older Alluvium 

0.492 

1.03 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.11 

0.12 

0.002 

0.09 

0.09 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.399 

1.03 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.05 

0.002 

0.08 

0.07 






Baretha 

Command 

Older Alluvium 

1.982 

1.03 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.30 

0.32 

0.26 

0.010 

0.38 

0.36 


Kunder 

0807001001088800 

5.194 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.248 

0.61 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.002 

0.03 

0.03 


Kurka 

0807001001088900 

10.374 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.680 

0.88 

0.120 

0.17 

0.04 

0.00 

0.00 

0.00 

1.15 

1.07 

0.57 

0.076 

0.52 

0.56 


Lahchora Kalan 

0807000901071100 

2.444 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.982 

0.84 

0.150 

0.12 

0.03 

0.00 

0.00 

0.00 

0.34 

0.34 

0.49 

0.010 

0.45 

0.45 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.463 

0.84 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.07 

0.002 

0.11 

0.11 


Lakhanpur 

0807000801066200 

4.440 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.234 

0.43 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.002 

0.03 

0.03 



0807001001093900 

3.758 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.720 

1.09 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.53 

0.44 

0.17 

0.029 

0.55 

0.66 


Madapura 

0807001001092300 

5.520 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.617 

0.93 

0.120 

0.23 

0.05 

0.00 

0.00 

0.00 

0.70 

0.68 

0.88 

0.036 

0.46 

0.47 






Baretha 

Command 

Older Alluvium 

0.904 

0.93 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.13 

0.13 

0.16 

0.007 

0.09 

0.09 


Madariyapura 

0807001001087300 

1.763 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.011 

0.96 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mahalpur Choora 

0807001001094100 

7.196 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.637 

2.45 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.50 

0.40 

0.07 

0.013 

0.13 

0.16 







Non-command 

Bhander Sandstone 

2.968 

2.45 

0.030 

0.03 

0.01 

0.00 

0.00 

0.00 

0.24 

0.19 

0.11 

0.023 

0.23 

0.29 


Mahalpur Kachhi 

0807001001091100 

1.959 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.069 

1.15 

0.120 

0.02 

0.01 

0.00 

0.00 

0.00 

0.16 

0.11 

0.08 

0.008 

0.31 

0.45 







Non-command 

Bhander Sandstone 

0.479 

1.15 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.004 

0.14 

0.20 


Mahmadpura 

0807000901078700 

11.258 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.508 

0.64 

0.150 

0.11 

0.03 

0.00 

0.00 

0.00 

0.42 

0.45 

0.40 

0.017 

0.17 

0.16 






Baretha 

Command 

Older Alluvium 

6.312 

0.64 

0.150 

0.19 

0.05 

0.00 

0.00 

0.00 

0.75 

0.81 

0.72 

0.031 

0.30 

0.28 


Marauli 

0807001001091900 

5.207 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.207 

1.04 

0.120 

0.23 

0.05 

0.00 

0.00 

0.00 

0.83 

0.73 

0.86 

0.041 

0.56 

0.64 


Milakpur 

0807000901070700 

6.048 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.331 

0.82 

0.150 

0.21 

0.05 

0.00 

0.00 

0.00 

0.81 

0.79 

0.79 

0.026 

0.49 

0.50 


Moroli Dang 

0807001001093200 

2.177 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.177 

0.90 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.29 

0.29 

0.26 

0.017 

0.55 

0.56 


Morooda 

0807000801065700 

0.539 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.85 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Murrika 

0807001001091200 

2.288 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.288 

1.14 

0.120 

0.11 

0.02 

0.00 

0.00 

0.00 

0.40 

0.28 

0.40 

0.018 

0.57 

0.81 


Nabhera 

0807001001091800 

5.238 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.238 

1.19 

0.120 

0.20 

0.03 

0.00 

0.00 

0.00 

0.92 

0.79 

0.76 

0.041 

0.56 

0.65 


Nadi Gaon 

0807000901072900 

5.648 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.098 

1.98 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.000 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.104 

1.98 

0.120 

0.13 

0.03 

0.00 

0.00 

0.00 

0.84 

0.85 

0.51 

0.015 

0.31 

0.30 


Nagla Bahaduriya 

0807000901068000 

2.258 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.009 

0.95 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nagla Balloo 

0807000801065600 

0.968 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.226 

0.92 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.002 

0.13 

0.14 


Nagla Bhagwat 

0807001001089100 

0.336 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.336 

0.97 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.05 

0.003 

0.55 

0.59 


Nagla Dadhiram 

0807001001092900 

0.869 

Fresh 

Baretha 

Command 

Older Alluvium 

0.869 

0.79 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.00 

0.007 

0.54 

0.50 


Nagla Jhamra 

0807000901072800 

2.450 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.110 

2.05 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.31 

0.31 

0.17 

0.005 

0.26 

0.26 


Nagla Kalyan 

0807001001088700 

3.058 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.220 

0.83 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.15 

0.15 

0.16 

0.010 

0.22 

0.23 


Nagla Kharagsingh 

0807000901068200 

3.678 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.002 

1.16 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.069 

1.16 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.15 

0.01 

0.005 

0.16 

0.17 


Nagla Khatka 

0807000901078800 

2.022 

Fresh 

Baretha 

Command 

Older Alluvium 

2.016 

0.62 

0.150 

0.14 

0.02 

0.00 

0.00 

0.00 

0.31 

0.33 

0.55 

0.010 

0.54 

0.51 





Saline 

Baretha 

Command 

Older Alluvium 

0.006 

0.62 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nagla Khushaliram 

0807000901068300 

0.558 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.558 

1.14 

0.120 

0.02 

0.01 

0.00 

0.00 

0.00 

0.09 

0.09 

0.10 

0.003 

0.56 

0.57 


Nagla Khushfaham 

0807000901068600 

3.103 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.099 

1.17 

0.120 

0.09 

0.02 

0.00 

0.00 

0.00 

0.50 

0.50 

0.35 

0.015 

0.56 

0.57 


Nagla Kishan Vallabh 

0807000901069600 

0.594 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.388 

1.16 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.09 

0.002 

0.38 

0.39 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.011 

1.16 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Nagla Kurwariya 

0807000901073200 

1.393 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.042 

0.74 

0.150 

0.02 

0.01 

0.00 

0.00 

0.00 

0.13 

0.13 

0.09 

0.005 

0.41 

0.40 






Baretha 

Command 

Older Alluvium 

0.351 

0.74 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.03 

0.002 

0.14 

0.13 


Nagla Medsingh 

0807000901068400 

0.574 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.574 

1.19 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.12 

0.12 

0.22 

0.003 

0.56 

0.57 


Nagla Radhey 

0807001001089300 

3.802 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.608 

1.02 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.46 

0.37 

0.03 

0.028 

0.53 

0.65 


Nagla Sewa Kurwariya 

0807000901067900 

0.989 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.172 

0.87 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.001 

0.10 

0.10 


Nagla Shyolal 

0807000901069700 

0.557 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.373 

1.16 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.03 

0.002 

0.39 

0.40 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.184 

1.16 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.001 

0.19 

0.20 


Naroli 

0807000901073800 

4.979 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.817 

1.02 

0.150 

0.07 

0.02 

0.00 

0.00 

0.00 

0.18 

0.19 

0.26 

0.004 

0.09 

0.08 






Baretha 

Command 

Older Alluvium 

3.150 

1.02 

0.150 

0.26 

0.06 

0.00 

0.00 

0.00 

0.68 

0.73 

1.01 

0.015 

0.35 

0.32 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.996 

1.02 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.16 

0.17 

0.20 

0.005 

0.11 

0.10 






Baretha 

Command 

Older Alluvium 

0.016 

1.02 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nawli 

0807000901070200 

3.750 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.613 

1.26 

0.120 

0.29 

0.07 

0.00 

0.00 

0.00 

0.77 

0.75 

1.14 

0.018 

0.55 

0.56 


Nayagaon Kalan 

0807000901069300 

2.296 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.205 

1.15 

0.150 

0.08 

0.01 

0.00 

0.00 

0.00 

0.45 

0.43 

0.30 

0.011 

0.55 

0.58 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.091 

1.15 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.02 

0.02 


Paharpur 

0807001001098600 

9.360 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.000 

3.27 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Palidang 

0807000901079200 

3.300 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.259 

0.93 

0.150 

0.21 

0.05 

0.00 

0.00 

0.00 

0.61 

0.66 

0.80 

0.016 

0.54 

0.50 






Baretha 

Command 

Older Alluvium 

0.021 

0.93 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Peepli 

0807000901070600 

1.883 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.882 

0.92 

0.150 

0.13 

0.03 

0.00 

0.00 

0.00 

0.36 

0.35 

0.51 

0.009 

0.56 

0.56 


Pichoona 

0807001001087600 

9.964 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.099 

0.88 

0.120 

0.10 

0.02 

0.00 

0.00 

0.01 

0.29 

0.29 

0.40 

0.016 

0.12 

0.11 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Khatnawali 

0807000901069200 

0.25 

0.07 

538.43 

0.08 

0.01 

0.09 

0.01 

0.14 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.151 

0.008 

0.144 

0.348 

242.04 

Over Exploited 



0.20 

0.45 

117.27 

0.54 

0.02 

0.56 

0.04 

0.41 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

0.677 

0.034 

0.643 

0.691 

107.50 

Over Exploited 

Khera Thakur 

0807001001093500 

0.22 

0.94 

39.34 

1.13 

0.08 

1.21 

0.05 

0.58 

- 

0.1100 

- 

- 

0.063 

0.173 

0.173 

1.380 

0.069 

1.311 

1.064 

81.15 

Semi Critical 



0.22 

0.00 

2,879.33 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.051 

428.10 

Over Exploited 

Kheriya 

0807000901073900 

0.25 

0.17 

13.73 

0.20 

0.01 

0.21 

0.05 

0.60 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.237 

0.012 

0.225 

0.143 

63.63 

Safe 

Khohra 

0807000901068900 

0.20 

0.00 

5,505.26 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

7,516.42 

Over Exploited 

Khohri 

0807000801064600 

0.24 

0.00 

20,791.75 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.00 

8,534.76 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khudasa 

0807001001089400 

0.22 

0.66 

14.00 

0.75 

0.09 

0.84 

0.06 

0.62 

- 

0.2800 

- 

- 

0.001 

0.281 

0.281 

1.122 

0.056 

1.066 

1.560 

146.31 

Over Exploited 

Kothi Khera 

0807000901074100 

0.25 

0.01 

867.22 

0.01 

- 

0.01 

0.01 

0.10 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.034 

0.002 

0.032 

0.121 

377.33 

Over Exploited 



0.20 

0.01 

926.74 

0.01 

- 

0.01 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.055 

333.88 

Over Exploited 



0.20 

0.15 

114.14 

0.18 

0.01 

0.19 

0.04 

0.42 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.240 

0.012 

0.228 

0.273 

119.40 

Over Exploited 

Kunder 

0807001001088800 

0.22 

0.00 

1,816.95 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.028 

1,701.94 

Over Exploited 

Kurka 

0807001001088900 

0.22 

1.10 

(2.92) 

1.07 

0.04 

1.11 

0.05 

0.57 

- 

0.1100 

- 

- 

0.001 

0.111 

0.111 

1.220 

0.061 

1.159 

0.644 

55.52 

Safe 

Lahchora Kalan 

0807000901071100 

0.25 

0.22 

52.35 

0.27 

0.03 

0.30 

0.04 

0.50 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.389 

0.019 

0.369 

0.496 

134.28 

Over Exploited 



0.20 

0.01 

585.53 

0.01 

- 

0.01 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.022 

0.001 

0.021 

0.072 

350.41 

Over Exploited 

Lakhanpur 

0807000801066200 

0.24 

0.00 

1,109.21 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.022 

1,132.46 

Over Exploited 


0807001001093900 

0.22 

0.45 

(2.36) 

0.44 

0.01 

0.45 

0.06 

0.61 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.471 

0.024 

0.448 

0.197 

44.02 

Safe 

Madapura 

0807001001092300 

0.22 

0.47 

45.93 

0.56 

0.05 

0.61 

0.05 

0.51 

- 

0.1600 

- 

- 

- 

0.160 

0.160 

0.773 

0.039 

0.734 

0.911 

124.13 

Over Exploited 



0.22 

0.02 

617.41 

0.02 

0.01 

0.03 

0.01 

0.10 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.062 

0.003 

0.058 

0.169 

289.14 

Over Exploited 

Madariyapura 

0807001001087300 

0.22 

0.00 

12,713.17 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mahalpur Choora 

0807001001094100 

0.22 

0.05 

766.21 

0.06 

- 

0.06 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.065 

0.003 

0.062 

0.080 

128.95 

Over Exploited 



0.08 

0.05 

242.36 

0.07 

0.01 

0.08 

0.02 

0.26 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.099 

0.005 

0.094 

0.131 

138.98 

Over Exploited 

Mahalpur Kachhi 

0807001001091100 

0.22 

0.07 

48.53 

0.09 

0.01 

0.10 

0.04 

0.35 

0.01 

0.0200 

- 

- 

- 

0.020 

0.028 

0.126 

0.006 

0.120 

0.092 

77.24 

Semi Critical 



0.08 

0.01 

243.42 

0.01 

- 

0.01 

0.02 

0.15 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.017 

0.001 

0.016 

0.033 

202.67 

Over Exploited 

Mahmadpura 

0807000901078700 

0.25 

0.15 

206.64 

0.18 

0.03 

0.21 

0.02 

0.18 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.288 

0.014 

0.273 

0.417 

152.67 

Over Exploited 



0.25 

0.48 

69.48 

0.58 

0.05 

0.63 

0.03 

0.33 

- 

0.1400 

- 

- 

- 

0.140 

0.140 

0.765 

0.038 

0.727 

0.751 

103.29 

Over Exploited 

Marauli 

0807001001091900 

0.22 

0.64 

13.90 

0.73 

0.05 

0.78 

0.06 

0.61 

- 

0.1600 

- 

- 

- 

0.160 

0.160 

0.936 

0.047 

0.889 

0.898 

100.96 

Over Exploited 

Milakpur 

0807000901070700 

0.25 

0.65 

21.61 

0.78 

0.05 

0.84 

0.05 

0.54 

- 

0.1500 

- 

- 

0.006 

0.156 

0.156 

0.993 

0.050 

0.943 

0.818 

86.75 

Semi Critical 

Moroli Dang 

0807001001093200 

0.22 

0.26 

10.11 

0.29 

0.01 

0.30 

0.05 

0.60 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.330 

0.016 

0.313 

0.277 

88.46 

Semi Critical 

Morooda 

0807000801065700 

0.24 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Murrika 

0807001001091200 

0.22 

0.29 

(0.89) 

0.28 

0.02 

0.30 

0.06 

0.63 

0.03 

0.0700 

- 

- 

- 

0.070 

0.102 

0.405 

0.020 

0.385 

0.417 

108.32 

Over Exploited 

Nabhera 

0807001001091800 

0.22 

0.64 

23.08 

0.77 

0.03 

0.80 

0.06 

0.61 

- 

0.1400 

- 

- 

- 

0.140 

0.140 

0.940 

0.047 

0.893 

0.805 

90.11 

Critical 

Nadi Gaon 

0807000901072900 

0.25 

0.00 

12,313.84 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.018 

6,776.24 

Over Exploited 



0.20 

0.19 

344.30 

0.23 

0.03 

0.26 

0.03 

0.34 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.360 

0.018 

0.342 

0.524 

153.30 

Over Exploited 

Nagla Bahaduriya 

0807000901068000 

0.20 

0.00 

26,384.74 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nagla Balloo 

0807000801065600 

0.24 

0.01 

222.75 

0.01 

- 

0.01 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.008 

0.002 

19.74 

Safe 

Nagla Bhagwat 

0807001001089100 

0.22 

0.04 

11.48 

0.05 

- 

0.05 

0.05 

0.61 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.056 

0.003 

0.053 

0.056 

105.49 

Over Exploited 

Nagla Dadhiram 

0807001001092900 

0.22 

0.10 

(14.64) 

0.09 

- 

0.09 

0.05 

0.59 

- 

- 

- 

- 

- 

- 

- 

0.089 

0.004 

0.084 

0.007 

8.06 

Safe 

Nagla Jhamra 

0807000901072800 

0.20 

0.06 

446.41 

0.07 

0.01 

0.08 

0.03 

0.29 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.109 

0.005 

0.103 

0.178 

172.44 

Over Exploited 

Nagla Kalyan 

0807001001088700 

0.22 

0.06 

148.79 

0.07 

0.01 

0.08 

0.02 

0.24 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.111 

0.006 

0.106 

0.168 

158.18 

Over Exploited 

Nagla Kharagsingh 

0807000901068200 

0.25 

0.00 

208,720.88 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.03 

317.56 

0.04 

- 

0.04 

0.02 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.042 

0.002 

0.040 

0.016 

40.85 

Safe 

Nagla Khatka 

0807000901078800 

0.25 

0.27 

20.21 

0.33 

0.02 

0.35 

0.05 

0.59 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.409 

0.020 

0.388 

0.557 

143.50 

Over Exploited 



0.20 

0.00 

24,665.27 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nagla Khushaliram 

0807000901068300 

0.20 

0.06 

36.31 

0.08 

0.01 

0.09 

0.06 

0.62 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.105 

0.005 

0.100 

0.099 

98.98 

Critical 

Nagla Khushfaham 

0807000901068600 

0.20 

0.35 

42.12 

0.42 

0.02 

0.44 

0.06 

0.62 

- 

0.0600 

- 

- 

0.002 

0.062 

0.062 

0.502 

0.025 

0.477 

0.361 

75.74 

Semi Critical 

Nagla Kishan Vallabh 

0807000901069600 

0.25 

0.04 

129.28 

0.04 

- 

0.04 

0.04 

0.42 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.054 

0.003 

0.052 

0.096 

186.00 

Over Exploited 



0.20 

0.00 

5,854.78 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nagla Kurwariya 

0807000901073200 

0.25 

0.11 

21.28 

0.13 

0.01 

0.14 

0.04 

0.45 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.159 

0.008 

0.151 

0.091 

60.24 

Safe 



0.25 

0.01 

316.39 

0.01 

- 

0.01 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.025 

0.001 

0.023 

0.034 

144.07 

Over Exploited 

Nagla Medsingh 

0807000901068400 

0.20 

0.06 

86.85 

0.08 

0.01 

0.09 

0.06 

0.62 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.127 

0.006 

0.121 

0.219 

180.81 

Over Exploited 

Nagla Radhey 

0807001001089300 

0.22 

0.42 

(11.12) 

0.37 

0.00 

0.38 

0.06 

0.58 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.378 

0.019 

0.359 

0.054 

15.08 

Safe 

Nagla Sewa Kurwariya 

0807000901067900 

0.25 

0.00 

666.53 

0.00 

- 

0.00 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.014 

0.033 

230.81 

Over Exploited 

Nagla Shyolal 

0807000901069700 

0.25 

0.04 

99.81 

0.04 

- 

0.04 

0.04 

0.43 

- 

- 

- 

- 

- 

- 

- 

0.043 

0.002 

0.041 

0.034 

81.91 

Semi Critical 



0.20 

0.01 

388.60 

0.01 

- 

0.01 

0.02 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.022 

273.68 

Over Exploited 

Naroli 

0807000901073800 

0.25 

0.02 

918.88 

0.02 

0.02 

0.04 

0.01 

0.10 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.092 

0.005 

0.087 

0.267 

305.51 

Over Exploited 



0.25 

0.27 

167.34 

0.33 

0.06 

0.39 

0.03 

0.38 

- 

0.1900 

- 

- 

- 

0.190 

0.190 

0.577 

0.029 

0.548 

1.023 

186.83 

Over Exploited 



0.20 

0.02 

692.84 

0.03 

0.01 

0.04 

0.01 

0.12 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.076 

0.004 

0.072 

0.201 

277.68 

Over Exploited 



0.20 

0.00 

37,493.52 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nawli 

0807000901070200 

0.20 

0.40 

89.89 

0.48 

0.07 

0.55 

0.06 

0.61 

- 

0.2100 

- 

- 

- 

0.210 

0.210 

0.757 

0.038 

0.719 

1.159 

161.21 

Over Exploited 

Nayagaon Kalan 

0807000901069300 

0.25 

0.31 

40.72 

0.37 

0.01 

0.38 

0.06 

0.61 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.406 

0.020 

0.386 

0.306 

79.23 

Semi Critical 



0.20 

0.00 

2,790.91 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

2,207.60 

Over Exploited 

Paharpur 

0807001001098600 

0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Palidang 

0807000901079200 

0.25 

0.44 

51.47 

0.52 

0.05 

0.58 

0.05 

0.59 

- 

0.1500 

- 

- 

0.004 

0.154 

0.154 

0.731 

0.037 

0.694 

0.815 

117.39 

Over Exploited 



0.25 

0.00 

17,596.59 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Peepli 

0807000901070600 

0.25 

0.26 

35.44 

0.31 

0.03 

0.34 

0.06 

0.61 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.444 

0.022 

0.422 

0.520 

123.26 

Over Exploited 

Pichoona 

0807001001087600 

0.22 

0.05 

449.29 

0.06 

0.03 

0.10 

0.01 

0.13 

- 

0.0700 

- 

- 

0.019 

0.090 

0.090 

0.186 

0.009 

0.177 

0.412 

233.10 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Pidawali 

080700090106870C 

4.126 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.107 

1.22 

0.120 

0.03 

0.01 

0.00 

0.00 

0.00 

0.18 

0.18 

0.10 

0.005 

0.15 

0.16 


Purabai Khera 

0807000901074200 

7.747 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.207 

2.44 

0.120 

0.23 

0.06 

0.00 

0.00 

0.00 

1.69 

1.74 

0.90 

0.026 

0.38 

0.37 






Baretha 

Command 

Older Alluvium 

2.540 

2.44 

0.120 

0.11 

0.03 

0.00 

0.00 

0.00 

0.82 

0.85 

0.44 

0.012 

0.18 

0.18 


Rajgarh 

0807000801064400 

2.439 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.144 

1.13 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.001 

0.03 

0.04 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.071 

1.13 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.02 


Rajpura 

0807001001094200 

2.560 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.002 

2.01 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ranpur 

0807001001093800 

2.115 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.611 

1.27 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.26 

0.20 

0.06 

0.013 

0.43 

0.58 







Non-command 

Bhander Sandstone 

0.242 

1.27 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.06 

0.09 


Raseelpur 

0807001001091500 

2.696 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.696 

1.13 

0.120 

0.13 

0.03 

0.00 

0.00 

0.00 

0.47 

0.37 

0.50 

0.021 

0.56 

0.72 


Ratua 

0807001001091700 

2.563 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.563 

1.07 

0.120 

0.10 

0.02 

0.00 

0.00 

0.00 

0.41 

0.33 

0.35 

0.020 

0.56 

0.70 


Reechhauli 

0807000901071000 

1.859 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.805 

0.86 

0.150 

0.09 

0.02 

0.00 

0.00 

0.00 

0.30 

0.30 

0.35 

0.009 

0.54 

0.54 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.054 

0.86 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.02 

0.02 


Rudawal 

0807001001093400 

8.209 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.547 

1.12 

0.120 

0.12 

0.02 

0.00 

0.00 

0.00 

0.57 

0.58 

0.42 

0.028 

0.24 

0.24 






Baretha 

Command 

Older Alluvium 

4.662 

1.12 

0.120 

0.15 

0.02 

0.00 

0.00 

0.00 

0.75 

0.76 

0.56 

0.036 

0.31 

0.31 


Sadhpura 

0807000901073000 

2.431 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.536 

1.62 

0.150 

0.04 

0.01 

0.00 

0.00 

0.00 

0.16 

0.17 

0.14 

0.003 

0.12 

0.12 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.895 

1.62 

0.120 

0.08 

0.02 

0.00 

0.00 

0.00 

0.43 

0.44 

0.31 

0.009 

0.43 

0.42 


Salabad 

0807000901071500 

3.347 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.125 

1.25 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.21 

0.21 

0.18 

0.006 

0.19 

0.19 


Samraya 

0807000801066400 

4.644 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.197 

0.98 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.56 

0.53 

0.28 

0.030 

0.52 

0.55 







Non-command 

Quartzite 

0.230 

0.98 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.03 

0.03 


Samri 

0807000901079900 

4.516 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.004 

1.62 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Santokpura 

0807000901073700 

1.557 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.576 

1.69 

0.150 

0.08 

0.02 

0.00 

0.00 

0.00 

0.21 

0.22 

0.30 

0.003 

0.20 

0.19 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.981 

1.69 

0.120 

0.08 

0.02 

0.00 

0.00 

0.00 

0.26 

0.27 

0.33 

0.005 

0.35 

0.33 


Seedpur 

0807000901072700 

4.874 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.441 

0.74 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.09 

0.002 

0.05 

0.05 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.028 

0.74 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.36 

0.36 

0.38 

0.015 

0.36 

0.36 






Baretha 

Command 

Older Alluvium 

0.034 

0.74 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Semra Mafi 

0807001001091400 

1.705 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.705 

1.18 

0.120 

0.08 

0.02 

0.00 

0.00 

0.00 

0.30 

0.24 

0.29 

0.013 

0.56 

0.72 


Sewla 

0807000901070900 

1.266 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.266 

0.74 

0.150 

0.11 

0.03 

0.00 

0.00 

0.00 

0.22 

0.22 

0.44 

0.006 

0.56 

0.56 


Shrinagar 

0807001001092200 

0.848 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.848 

0.96 

0.120 

0.09 

0.02 

0.00 

0.00 

0.00 

0.17 

0.16 

0.33 

0.007 

0.55 

0.58 


Singhara 

0807000901078400 

9.167 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.566 

0.29 

0.150 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.06 

0.17 

0.003 

0.03 

0.03 






Baretha 

Command 

Older Alluvium 

1.046 

0.29 

0.150 

0.08 

0.01 

0.00 

0.00 

0.00 

0.12 

0.12 

0.32 

0.005 

0.06 

0.06 


Sirrond 

0807001001094000 

7.471 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.554 

1.39 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.80 

0.74 

0.12 

0.036 

0.34 

0.37 







Non-command 

Bhander Sandstone 

2.917 

1.39 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.13 

0.07 

0.023 

0.22 

0.23 


Sonothi 

0807001001089000 

4.622 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.565 

0.97 

0.120 

0.26 

0.06 

0.00 

0.00 

0.00 

0.73 

0.68 

0.98 

0.036 

0.55 

0.58 


Sookha Seela 

0807000901080100 

6.925 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.837 

0.77 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.24 

0.01 

0.009 

0.14 

0.13 






Baretha 

Command 

Older Alluvium 

0.177 

0.77 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.01 

0.01 


Soopa 

0807000901074000 

3.591 

Fresh 

Baretha 

Command 

Older Alluvium 

3.591 

0.90 

0.150 

0.14 

0.03 

0.00 

0.00 

0.00 

0.59 

0.64 

0.53 

0.018 

0.54 

0.50 


Soopra 

0807001001092000 

3.021 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.021 

0.91 

0.120 

0.11 

0.02 

0.00 

0.00 

0.00 

0.42 

0.39 

0.40 

0.024 

0.55 

0.59 


Suhans 

0807000801064300 

3.741 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.022 

1.12 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Talimpur 

0807000901070300 

1.202 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.202 

0.99 

0.120 

0.11 

0.03 

0.00 

0.00 

0.00 

0.22 

0.22 

0.42 

0.006 

0.57 

0.57 


Thikariya 

0807000901073300 

1.956 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.694 

0.61 

0.150 

0.02 

0.01 

0.00 

0.00 

0.00 

0.07 

0.08 

0.09 

0.003 

0.19 

0.19 






Baretha 

Command 

Older Alluvium 

1.262 

0.61 

0.150 

0.03 

0.01 

0.00 

0.00 

0.00 

0.14 

0.14 

0.12 

0.006 

0.35 

0.34 


Umrend 

0807000801066500 

11.038 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.084 

0.74 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.41 

0.39 

0.20 

0.029 

0.22 

0.23 







Non-command 

Quartzite 

2.622 

0.74 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.06 

0.019 

0.14 

0.14 

04001005 

Aam Ka Pura 

0808000501172900 

1.783 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.636 

-0.20 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.004 

0.21 

0.28 


Ajeetapura 

0808000501169200 

2.109 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.109 

0.32 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.12 

0.09 

0.18 

0.014 

0.59 

0.77 


Anandapura 

0808000501173400 

4.926 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.856 

0.31 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.24 

0.18 

0.23 

0.032 

0.58 

0.79 


Babarpur 

0808000501171300 

4.378 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.378 

0.45 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.31 

0.24 

0.25 

0.028 

0.58 

0.73 


Bajna 

0808000501170900 

3.379 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.379 

0.51 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.29 

0.23 

0.28 

0.022 

0.58 

0.72 


Beech Ka Pura 

0808000501169100 

3.724 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.724 

0.28 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.18 

0.14 

0.23 

0.024 

0.59 

0.76 


Bhaupura 

0808000501172100 

1.648 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.742 

0.76 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.01 

0.005 

0.26 

0.34 


Bichola 

0808000501171800 

1.649 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.444 

0.59 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.10 

0.09 

0.009 

0.51 

0.65 


Bidar 

0808000501169600 

2.532 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.532 

0.34 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

0.20 

0.16 

0.43 

0.016 

0.58 

0.74 


Bilheta 

0808000501170700 

2.121 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.121 

0.54 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.19 

0.15 

0.17 

0.014 

0.58 

0.73 


Chaudharipura 

0808000501173500 

1.488 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.342 

0.41 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.09 

0.009 

0.53 

0.73 


Chhetapura 

0808000501169900 

1.409 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.409 

0.27 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.12 

0.09 

0.26 

0.009 

0.58 

0.73 


Deodas Ka Pura 

0808000501170200 

0.633 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.633 

0.41 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.004 

0.58 

0.73 


Deokhera 

0808000501171600 

2.452 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.452 

0.53 

0.120 

0.18 

0.01 

0.00 

0.00 

0.00 

0.32 

0.26 

0.72 

0.016 

0.58 

0.74 


Didwar 

0808000501170500 

3.210 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.210 

0.55 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.28 

0.22 

0.25 

0.021 

0.58 

0.73 


Dighi 

0808000501172000 

2.138 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.289 

0.78 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.002 

0.08 

0.10 


Dirawali 

0808000501170400 

3.911 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.911 

0.55 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.32 

0.25 

0.22 

0.025 

0.58 

0.73 


Dongarpur 

0808000501169700 

2.347 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.347 

0.54 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.23 

0.18 

0.30 

0.015 

0.58 

0.74 


Ganhaidi 

0808000501169000 

4.694 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.694 

0.40 

0.120 

0.18 

0.03 

0.00 

0.00 

0.00 

0.38 

0.29 

0.70 

0.030 

0.59 

0.78 


Garayach 

0808000401154400 

1.657 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.430 

0.54 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.13 

0.003 

0.15 

0.21 


Garhi Jonawad 

0808000501171500 

4.086 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.086 

0.44 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.29 

0.22 

0.24 

0.027 

0.58 

0.74 


Garhi Tadabali 

0808000501175400 

4.549 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.612 

0.35 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.03 

0.004 

0.08 

0.10 


Gohdupura 

0808000501172400 

0.519 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.502 

0.58 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.11 

0.003 

0.57 

0.73 


Hathwari 

0808000501173300 

8.742 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.157 

0.57 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.63 

0.47 

0.29 

0.053 

0.55 

0.74 


Jagmohan Ka Pura 

0808000501171000 

3.292 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.292 

0.48 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.29 

0.23 

0.37 

0.021 

0.58 

0.72 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Pidawali 

0807000901068700 

0.20 

0.03 

424.72 

0.04 

0.01 

0.05 

0.02 

0.17 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.070 

0.004 

0.067 

0.104 

156.08 

Over Exploited 

Purabai Khera 

0807000901074200 

0.20 

0.39 

343.75 

0.47 

0.06 

0.53 

0.04 

0.41 

- 

0.1700 

- 

- 

- 

0.170 

0.170 

0.701 

0.035 

0.666 

0.924 

138.77 

Over Exploited 



0.20 

0.09 

806.26 

0.11 

0.03 

0.14 

0.02 

0.20 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.222 

0.011 

0.211 

0.447 

212.16 

Over Exploited 

Rajgarh 

0807000801064400 

0.24 

0.00 

2,270.81 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.021 

1,596.22 

Over Exploited 



0.20 

0.00 

3,743.19 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Rajpura 

0807001001094200 

0.22 

0.00 

163,305.26 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ranpur 

0807001001093800 

0.22 

0.15 

28.06 

0.18 

- 

0.18 

0.05 

0.48 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.193 

0.010 

0.183 

0.072 

39.05 

Safe 



0.08 

0.00 

443.74 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

0.009 

623.46 

Over Exploited 

Raseelpur 

0807001001091500 

0.22 

0.33 

9.73 

0.37 

0.03 

0.40 

0.06 

0.62 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.485 

0.024 

0.461 

0.517 

112.19 

Over Exploited 

Ratua 

0807001001091700 

0.22 

0.32 

3.93 

0.33 

0.02 

0.35 

0.06 

0.62 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.418 

0.021 

0.397 

0.374 

94.20 

Critical 

Reechhauli 

0807000901071000 

0.25 

0.24 

23.06 

0.29 

0.02 

0.31 

0.05 

0.59 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.383 

0.019 

0.364 

0.358 

98.40 

Critical 



0.20 

0.00 

3,081.77 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

5,715.92 

Over Exploited 

Rudawal 

0807001001093400 

0.22 

0.19 

212.56 

0.22 

0.02 

0.24 

0.02 

0.26 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.292 

0.015 

0.277 

0.452 

162.77 

Over Exploited 



0.22 

0.32 

137.40 

0.38 

0.02 

0.40 

0.03 

0.34 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.464 

0.023 

0.440 

0.597 

135.65 

Over Exploited 

Sadhpura 

0807000901073000 

0.25 

0.02 

908.02 

0.02 

0.01 

0.03 

0.01 

0.13 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.060 

0.003 

0.057 

0.140 

246.19 

Over Exploited 



0.20 

0.16 

169.44 

0.20 

0.02 

0.22 

0.04 

0.48 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.277 

0.014 

0.263 

0.322 

122.41 

Over Exploited 

Salabad 

0807000901071500 

0.20 

0.04 

382.29 

0.05 

0.01 

0.06 

0.02 

0.21 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.092 

0.005 

0.087 

0.181 

207.33 

Over Exploited 

Samraya 

0807000801066400 

0.24 

0.52 

1.88 

0.53 

0.01 

0.54 

0.05 

0.57 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.573 

0.029 

0.544 

0.308 

56.59 

Safe 



0.08 

0.00 

701.83 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.012 

1,950.10 

Over Exploited 

Samri 

0807000901079900 

0.25 

0.00 

221,613.99 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Santokpura 

0807000901073700 

0.25 

0.03 

636.38 

0.04 

0.02 

0.06 

0.02 

0.22 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.115 

0.006 

0.110 

0.302 

275.64 

Over Exploited 



0.20 

0.07 

298.84 

0.08 

0.02 

0.10 

0.03 

0.38 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.162 

0.008 

0.154 

0.335 

217.82 

Over Exploited 

Seedpur 

0807000901072700 

0.25 

0.01 

1,086.37 

0.01 

- 

0.01 

0.01 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.088 

548.88 

Over Exploited 



0.20 

0.22 

63.70 

0.26 

0.01 

0.27 

0.04 

0.40 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.311 

0.016 

0.295 

0.392 

132.84 

Over Exploited 



0.20 

0.00 

10,698.27 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Semra Mafi 

0807001001091400 

0.22 

0.21 

12.06 

0.24 

0.02 

0.26 

0.06 

0.62 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.306 

0.015 

0.291 

0.299 

103.03 

Over Exploited 

Sewla 

0807000901070900 

0.25 

0.18 

24.96 

0.21 

0.03 

0.24 

0.05 

0.61 

- 

0.0800 

- 

- 

0.000 

0.080 

0.080 

0.321 

0.016 

0.305 

0.442 

144.82 

Over Exploited 

Shrinagar 

0807001001092200 

0.22 

0.10 

55.19 

0.12 

0.02 

0.14 

0.05 

0.61 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.204 

0.010 

0.194 

0.339 

174.77 

Over Exploited 

Singhara 

0807000901078400 

0.25 

0.00 

1,041.79 

0.01 

0.01 

0.02 

0.00 

0.04 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.036 

0.002 

0.034 

0.172 

503.59 

Over Exploited 



0.25 

0.02 

607.00 

0.02 

0.01 

0.03 

0.01 

0.07 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.070 

0.004 

0.067 

0.325 

487.79 

Over Exploited 

Sirrond 

0807001001094000 

0.22 

0.34 

118.47 

0.40 

- 

0.40 

0.03 

0.37 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.415 

0.021 

0.394 

0.154 

38.95 

Safe 



0.08 

0.05 

159.12 

0.06 

- 

0.06 

0.02 

0.24 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.070 

0.004 

0.067 

0.088 

131.16 

Over Exploited 

Sonothi 

0807001001089000 

0.22 

0.55 

24.15 

0.66 

0.06 

0.72 

0.05 

0.60 

- 

0.1800 

- 

- 

0.001 

0.181 

0.181 

0.899 

0.045 

0.854 

1.013 

118.60 

Over Exploited 

Sookha Seela 

0807000901080100 

0.25 

0.07 

262.97 

0.08 

- 

0.08 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.079 

0.004 

0.075 

0.023 

30.61 

Safe 



0.25 

0.00 

3,508.83 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Soopa 

0807000901074000 

0.25 

0.49 

31.41 

0.59 

0.03 

0.62 

0.05 

0.59 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.715 

0.036 

0.680 

0.544 

80.00 

Semi Critical 

Soopra 

0807001001092000 

0.22 

0.37 

7.03 

0.39 

0.02 

0.41 

0.06 

0.61 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.484 

0.024 

0.460 

0.421 

91.39 

Critical 

Suhans 

0807000801064300 

0.24 

0.00 

15,624.10 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Talimpur 

0807000901070300 

0.20 

0.14 

62.37 

0.16 

0.03 

0.19 

0.06 

0.63 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.274 

0.014 

0.260 

0.425 

163.37 

Over Exploited 

Thikariya 

0807000901073300 

0.25 

0.03 

127.37 

0.04 

0.01 

0.05 

0.02 

0.21 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.072 

0.004 

0.069 

0.089 

129.99 

Over Exploited 



0.25 

0.11 

27.88 

0.13 

0.01 

0.14 

0.03 

0.39 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.164 

0.008 

0.156 

0.128 

82.24 

Semi Critical 

Umrend 

0807000801066500 

0.24 

0.21 

85.88 

0.25 

0.01 

0.26 

0.02 

0.24 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.283 

0.014 

0.269 

0.224 

83.29 

Semi Critical 



0.08 

0.03 

93.00 

0.03 

- 

0.03 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.045 

0.002 

0.043 

0.079 

184.94 

Over Exploited 

Aam Ka Pura 

0808000501172900 

0.22 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.23 

- 

- 

- 

- 

- 

- 

- 

0.029 

0.003 

0.026 

0.035 

133.19 

Over Exploited 

Ajeetapura 

0808000501169200 

0.22 

0.27 

(66.07) 

0.22 

0.01 

0.23 

0.06 

0.64 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.257 

0.013 

0.245 

0.194 

79.20 

Semi Critical 

Anandapura 

0808000501173400 

0.22 

0.62 

(71.35) 

0.50 

0.01 

0.51 

0.06 

0.64 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.537 

0.027 

0.510 

0.262 

51.23 

Safe 

Babarpur 

0808000501171300 

0.22 

0.56 

(56.47) 

0.45 

0.00 

0.45 

0.06 

0.64 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.459 

0.023 

0.436 

0.273 

62.65 

Safe 

Bajna 

0808000501170900 

0.22 

0.43 

(46.77) 

0.34 

0.00 

0.34 

0.05 

0.63 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.355 

0.018 

0.337 

0.305 

90.43 

Critical 

Beech Ka Pura 

0808000501169100 

0.22 

0.48 

(70.78) 

0.38 

0.01 

0.39 

0.06 

0.64 

- 

0.0400 

- 

- 

0.002 

0.042 

0.042 

0.436 

0.022 

0.415 

0.254 

61.31 

Safe 

Bhaupura 

0808000501172100 

0.22 

0.04 

22.59 

0.05 

- 

0.05 

0.03 

0.29 

- 

- 

- 

- 

- 

- 

- 

0.051 

0.003 

0.049 

0.015 

30.29 

Safe 

Bichola 

0808000501171800 

0.22 

0.16 

(36.46) 

0.13 

0.00 

0.13 

0.05 

0.56 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.130 

0.007 

0.124 

0.103 

83.44 

Semi Critical 

Bidar 

0808000501169600 

0.22 

0.32 

(50.53) 

0.26 

0.01 

0.27 

0.06 

0.64 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.289 

0.014 

0.275 

0.443 

161.28 

Over Exploited 

Bilheta 

0808000501170700 

0.22 

0.27 

(45.01) 

0.22 

- 

0.22 

0.06 

0.63 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.226 

0.011 

0.215 

0.180 

83.60 

Semi Critical 

Chaudharipura 

0808000501173500 

0.22 

0.16 

(60.13) 

0.13 

- 

0.13 

0.05 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.136 

0.007 

0.129 

0.095 

73.30 

Semi Critical 

Chhetapura 

0808000501169900 

0.22 

0.18 

(48.94) 

0.14 

- 

0.14 

0.06 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.154 

0.008 

0.146 

0.273 

186.72 

Over Exploited 

Deodas Ka Pura 

0808000501170200 

0.22 

0.08 

(69.42) 

0.06 

- 

0.06 

0.06 

0.64 

- 

- 

- 

- 

- 

- 

- 

0.065 

0.003 

0.061 

0.004 

6.69 

Safe 

Deokhera 

0808000501171600 

0.22 

0.31 

(18.25) 

0.26 

0.01 

0.27 

0.06 

0.64 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.297 

0.015 

0.282 

0.731 

259.15 

Over Exploited 

Didwar 

0808000501170500 

0.22 

0.41 

(45.11) 

0.33 

0.00 

0.33 

0.06 

0.63 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.341 

0.017 

0.324 

0.268 

82.73 

Semi Critical 

Dighi 

0808000501172000 

0.22 

0.01 

477.04 

0.01 

- 

0.01 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.024 

418.17 

Over Exploited 

Dirawali 

0808000501170400 

0.22 

0.50 

(49.47) 

0.40 

- 

0.40 

0.06 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.409 

0.020 

0.389 

0.243 

62.60 

Safe 

Dongarpur 

0808000501169700 

0.22 

0.30 

(39.44) 

0.24 

- 

0.24 

0.06 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.250 

0.013 

0.238 

0.315 

132.50 

Over Exploited 

Ganhaidi 

0808000501169000 

0.22 

0.61 

(52.94) 

0.48 

0.03 

0.51 

0.06 

0.64 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.595 

0.030 

0.565 

0.726 

128.53 

Over Exploited 

Garayach 

0808000401154400 

0.22 

0.01 

193.63 

0.02 

- 

0.02 

0.01 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.027 

0.001 

0.026 

0.133 

509.21 

Over Exploited 

Garhi Jonawad 

0808000501171500 

0.22 

0.52 

(56.93) 

0.42 

- 

0.42 

0.06 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.428 

0.021 

0.406 

0.269 

66.08 

Safe 

Garhi Tadabali 

0808000501175400 

0.22 

0.01 

160.79 

0.01 

- 

0.01 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.012 

0.035 

290.92 

Over Exploited 

Gohdupura 

0808000501172400 

0.22 

0.06 

(20.36) 

0.05 

0.00 

0.05 

0.05 

0.62 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.050 

0.003 

0.048 

0.111 

233.40 

Over Exploited 

Hathwari 

0808000501173300 

0.22 

0.99 

(52.13) 

0.79 

0.01 

0.80 

0.05 

0.60 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.829 

0.041 

0.788 

0.339 

43.01 

Safe 

Jagmohan Ka Pura 

0808000501171000 

0.22 

0.42 

(44.56) 

0.34 

- 

0.34 

0.05 

0.63 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.345 

0.017 

0.328 

0.393 

119.85 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Jarga 

080800050117520C 

2.375 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.358 

0.35 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.03 

0.009 

0.33 

0.43 


Kachhiyara Bidar 

0808000501169500 

1.716 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.716 

0.50 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.00 

0.011 

0.58 

0.75 


Kanchanpura 

0808000501172500 

1.454 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.440 

0.00 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.07 

0.009 

0.58 

0.76 


Kasiyapura 

0808000501170600 

2.001 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.001 

0.52 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.17 

0.13 

0.14 

0.013 

0.58 

0.72 


Katarpura 

0808000501170800 

2.192 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.192 

0.51 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.18 

0.15 

0.18 

0.014 

0.58 

0.72 


Khanpura 

0808000501172600 

2.438 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.142 

0.35 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.14 

0.11 

0.17 

0.014 

0.51 

0.67 


Khurila 

0808000501174500 

2.726 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.054 

-0.13 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Khurili 

0808000501174600 

1.139 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.286 

0.03 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.15 

0.19 


Kumharpura 

0808000501171900 

1.344 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.384 

0.70 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.03 

0.002 

0.17 

0.21 


Machhariya 

0808000501174100 

4.165 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.583 

-0.07 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.004 

0.08 

0.11 


Marena 

0808000501173700 

4.861 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.974 

-0.29 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.006 

0.12 

0.16 


Mithawali 

0808000501172800 

3.564 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.564 

0.15 

0.120 

0.12 

0.02 

0.00 

0.00 

0.00 

0.17 

0.13 

0.43 

0.023 

0.59 

0.77 


Nadauli 

0808000501173100 

9.124 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.105 

0.02 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.08 

0.06 

0.20 

0.059 

0.59 

0.77 


Nadora 

0808000501171400 

2.548 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.548 

0.53 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.26 

0.21 

0.39 

0.017 

0.58 

0.73 


Nagar 

0808000501169300 

3.268 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.268 

0.27 

0.120 

0.10 

0.02 

0.00 

0.00 

0.00 

0.18 

0.14 

0.38 

0.021 

0.58 

0.76 


Nahila 

0808000501174800 

4.820 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.013 

0.54 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Neemdara 

0808000501171700 

2.353 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.353 

0.48 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.18 

0.14 

0.15 

0.015 

0.58 

0.74 


Pahari 

0808000501173900 

3.255 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.464 

-0.11 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.009 

0.27 

0.36 


Pai 

0808000501173600 

2.168 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.414 

-0.11 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.009 

0.39 

0.53 


Pasuapura 

0808000501172700 

0.883 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.883 

0.28 

0.120 

0.03 

0.01 

0.00 

0.00 

0.00 

0.05 

0.04 

0.13 

0.006 

0.58 

0.76 


Rajakhera (M) 

0808000540803000 

22.443 

Fresh 

Non-command 

Non-command 

Older Alluvium 

21.806 

0.75 

0.120 

1.93 

0.04 

0.00 

0.00 

0.01 

3.85 

3.02 

3.58 

3.151 

0.57 

0.72 


Ranchhorpura 

0808000501175300 

1.015 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.983 

0.36 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.07 

0.006 

0.56 

0.72 


Rundh Garayach 

0808000401154500 

2.270 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.003 

0.37 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rundh Nahila 

0808000501172300 

0.015 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.015 

0.46 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.58 

0.76 


Samaliyapura 

0808000501173000 

2.138 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.038 

-0.22 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.007 

0.29 

0.38 


Saumli 

0808000501172200 

3.009 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.269 

0.67 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.24 

0.19 

0.22 

0.015 

0.44 

0.57 


Savitanagar 

0808000501173800 

1.587 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.587 

0.05 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.07 

0.05 

0.25 

0.010 

0.59 

0.81 


Shekhpur Brahman 

0808000501171200 

3.351 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.351 

0.48 

0.120 

0.15 

0.01 

0.00 

0.00 

0.00 

0.33 

0.27 

0.58 

0.022 

0.58 

0.73 


Sikroda 

0808000501169800 

3.649 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.649 

0.27 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.20 

0.16 

0.29 

0.024 

0.58 

0.73 


Silawat 

0808000501171100 

2.030 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.030 

0.49 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.22 

0.18 

0.39 

0.013 

0.58 

0.72 


Singhawali Kalan 

0808000501170300 

3.427 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.427 

0.45 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.27 

0.21 

0.27 

0.022 

0.58 

0.73 


Singhawali Khurd 

0808000501170100 

1.473 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.473 

0.29 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.11 

0.010 

0.58 

0.73 


Srinagar 

0808000501170000 

1.132 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.132 

0.37 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.06 

0.007 

0.58 

0.74 


Sultanpur 

0808000501175100 

3.943 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.448 

0.41 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.003 

0.07 

0.09 


Teerajpur 

0808000501169400 

1.425 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.425 

0.36 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.07 

0.15 

0.009 

0.58 

0.75 

04001006 

Agawali 

0807000901071400 

2.448 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.145 

1.11 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.001 

0.03 

0.03 


Alapuri 

0807000901081000 

3.715 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.679 

1.03 

0.150 

0.12 

0.02 

0.00 

0.00 

0.00 

0.51 

0.49 

0.45 

0.013 

0.43 

0.44 


Araji Nandkishor 

0807000901072500 

0.204 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.204 

1.02 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.08 

0.001 

0.59 

0.61 


Bagh Kanawar 

0807000901074700 

0.309 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.309 

0.98 

0.150 

0.01 

0.00 

0.00 

0.00 

0.01 

0.04 

0.04 

0.05 

0.002 

0.59 

0.62 


Bajoli 

0807000901071300 

2.187 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.051 

1.08 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 


Bangaspura 

0807000901078600 

3.969 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.650 

0.63 

0.150 

0.10 

0.02 

0.00 

0.00 

0.00 

0.43 

0.46 

0.39 

0.018 

0.50 

0.46 


Bayana (M) 

0807000940709000 

9.772 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.086 

0.63 

0.150 

1.83 

0.12 

0.00 

0.00 

0.00 

2.56 

2.46 

3.14 

3.172 

0.55 

0.57 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.268 

0.63 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.06 

0.094 

0.02 

0.02 


Bayana (Rural) 

0807000901074600 

0.742 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.625 

1.06 

0.150 

0.16 

0.01 

0.00 

0.00 

0.00 

0.25 

0.24 

0.36 

0.218 

0.50 

0.52 


Bhagori 

0807000901069500 

3.354 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.958 

1.17 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.37 

0.36 

0.12 

0.010 

0.34 

0.35 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.975 

1.17 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.14 

0.04 

0.005 

0.17 

0.18 


Bhukrawali 

0809000301208600 

9.483 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.541 

1.04 

0.140 

0.36 

0.05 

0.00 

0.00 

0.00 

1.12 

1.00 

1.39 

0.050 

0.32 

0.36 






Jugger 

Command 

Older Alluvium 

1.931 

1.04 

0.140 

0.13 

0.02 

0.00 

0.00 

0.00 

0.39 

0.35 

0.48 

0.017 

0.11 

0.12 


Bidyari 

0807000901072000 

4.442 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.352 

1.43 

0.120 

0.08 

0.02 

0.00 

0.00 

0.02 

0.79 

0.77 

0.31 

0.021 

0.57 

0.58 


Biskhori 

0807000901075000 

1.115 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.966 

1.03 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.18 

0.17 

0.12 

0.005 

0.51 

0.53 


Brahmawad 

0807000901074300 

4.499 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.581 

0.03 

0.150 

0.10 

0.01 

0.00 

0.00 

0.00 

0.09 

0.09 

0.39 

0.003 

0.07 

0.07 


Chahal 

0807000901078100 

1.807 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.807 

0.64 

0.150 

0.12 

0.02 

0.00 

0.00 

0.00 

0.27 

0.26 

0.49 

0.009 

0.59 

0.61 


Chak Bidyari 

0807000901072600 

2.635 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.621 

1.18 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.38 

0.37 

0.03 

0.013 

0.58 

0.60 


Chak Nawli 

0807000901071600 

2.424 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.551 

1.48 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.12 

0.06 

0.003 

0.13 

0.13 


Chinayata 

0809000301210700 

5.375 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.44 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Damdama 

0807000901074900 

2.994 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.903 

1.03 

0.150 

0.11 

0.02 

0.00 

0.00 

0.00 

0.54 

0.52 

0.44 

0.014 

0.57 

0.60 


Danda 

0809000401226700 

25.592 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.475 

1.30 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.01 

0.002 

0.01 

0.01 


Dehgawan 

0807000901070000 

3.248 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.691 

1.28 

0.120 

0.07 

0.01 

0.00 

0.00 

0.01 

0.31 

0.30 

0.25 

0.008 

0.30 

0.31 


Dewasarai 

0807000901074400 

0.787 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.787 

0.11 

0.150 

0.06 

0.01 

0.00 

0.00 

0.00 

0.06 

0.06 

0.22 

0.004 

0.59 

0.61 


Dhadren 

0807000901081600 

5.153 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.029 

0.96 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dhandhawali 

0809000301208300 

5.947 

Fresh 

Jugger 

Command 

Older Alluvium 

0.145 

1.21 

0.140 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.001 

0.01 

0.02 


Dhurairi 

0807000901082400 

6.590 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.457 

1.53 

0.150 

0.19 

0.03 

0.00 

0.00 

0.00 

1.64 

1.59 

0.71 

0.032 

0.57 

0.59 


Dukawali 

0809000401225900 

8.261 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.046 

0.67 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dumariya 

0807000901080900 

3.145 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.968 

1.09 

0.150 

0.26 

0.04 

0.00 

0.00 

0.00 

0.71 

0.68 

1.02 

0.015 

0.56 

0.58 


Etmadpur 

0807000901077400 

2.368 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.440 

0.78 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.21 

0.20 

0.18 

0.007 

0.36 

0.37 


Gazipur 

0807000901077500 

7.604 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.397 

0.26 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.06 

0.007 

0.11 

0.11 


Ghunaini 

0807000901082600 

14.986 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.631 

1.31 

0.150 

0.06 

0.01 

0.00 

0.00 

0.00 

0.57 

0.55 

0.21 

0.013 

0.10 

0.10 


Harnagar 

0807000901072400 

1.223 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.223 

1.14 

0.120 

0.11 

0.02 

0.00 

0.00 

0.00 

0.26 

0.25 

0.42 

0.006 

0.59 

0.61 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Jarga 

0808000501175200 

0.22 

0.10 

(47.76) 

0.08 

0.00 

0.08 

0.03 

0.36 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.080 

0.004 

0.076 

0.038 

49.79 

Safe 

Kachhiyara Bidar 

0808000501169500 

0.22 

0.22 

(63.76) 

0.18 

- 

0.18 

0.06 

0.64 

- 

- 

- 

- 

- 

- 

- 

0.176 

0.009 

0.167 

0.011 

6.66 

Safe 

Kanchanpura 

0808000501172500 

0.22 

0.18 

(91.56) 

0.15 

- 

0.15 

0.06 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.157 

0.008 

0.149 

0.083 

55.93 

Safe 

Kasiyapura 

0808000501170600 

0.22 

0.25 

(47.92) 

0.20 

- 

0.20 

0.06 

0.63 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.214 

0.011 

0.203 

0.157 

77.22 

Semi Critical 

Katarpura 

0808000501170800 

0.22 

0.28 

(47.31) 

0.22 

- 

0.22 

0.05 

0.63 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.233 

0.012 

0.222 

0.194 

87.61 

Semi Critical 

Khanpura 

0808000501172600 

0.22 

0.24 

(55.43) 

0.19 

- 

0.19 

0.05 

0.56 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.204 

0.010 

0.193 

0.180 

92.98 

Critical 

Khurila 

0808000501174500 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khurili 

0808000501174600 

0.22 

0.01 

(92.43) 

0.01 

- 

0.01 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.012 

168.80 

Over Exploited 

Kumharpura 

0808000501171900 

0.22 

0.01 

133.27 

0.02 

- 

0.02 

0.02 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.017 

0.001 

0.016 

0.033 

208.93 

Over Exploited 

Machhariya 

0808000501174100 

0.22 

0.01 

- 

0.01 

0.00 

0.01 

0.01 

0.09 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.021 

0.002 

0.019 

0.086 

454.88 

Over Exploited 

Marena 

0808000501173700 

0.22 

0.03 

- 

0.03 

0.01 

0.04 

0.01 

0.13 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.056 

0.006 

0.050 

0.140 

280.90 

Over Exploited 

Mithawali 

0808000501172800 

0.22 

0.46 

(72.46) 

0.37 

0.02 

0.39 

0.06 

0.64 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.437 

0.022 

0.415 

0.453 

109.09 

Over Exploited 

Nadauli 

0808000501173100 

0.22 

1.17 

(94.82) 

0.94 

0.01 

0.95 

0.06 

0.64 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.968 

0.048 

0.920 

0.263 

28.59 

Safe 

Nadora 

0808000501171400 

0.22 

0.33 

(35.82) 

0.26 

- 

0.26 

0.06 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.270 

0.014 

0.257 

0.411 

159.97 

Over Exploited 

Nagar 

0808000501169300 

0.22 

0.42 

(66.33) 

0.34 

0.02 

0.36 

0.06 

0.64 

- 

0.0700 

- 

- 

0.000 

0.071 

0.071 

0.427 

0.021 

0.406 

0.400 

98.61 

Critical 

Nahila 

0808000501174800 

0.22 

0.00 

14,433.34 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Neemdara 

0808000501171700 

0.22 

0.30 

(54.10) 

0.24 

0.00 

0.24 

0.06 

0.64 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.252 

0.013 

0.239 

0.164 

68.66 

Safe 

Pahari 

0808000501173900 

0.22 

0.09 

- 

0.09 

0.01 

0.10 

0.03 

0.29 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.116 

0.012 

0.104 

0.172 

165.74 

Over Exploited 

Pai 

0808000501173600 

0.22 

0.12 

- 

0.12 

- 

0.12 

0.04 

0.42 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.130 

0.013 

0.117 

0.093 

79.49 

Semi Critical 

Pasuapura 

0808000501172700 

0.22 

0.11 

(66.65) 

0.09 

0.01 

0.10 

0.06 

0.64 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.121 

0.006 

0.115 

0.138 

119.92 

Over Exploited 

Rajakhera (M) 

0808000540803000 

0.22 

2.71 

11.32 

3.02 

0.05 

3.07 

0.05 

0.62 

- 

0.1300 

- 

- 

0.011 

0.141 

0.141 

3.206 

0.160 

3.046 

6.729 

220.92 

Over Exploited 

Ranchhorpura 

0808000501175300 

0.22 

0.12 

(59.71) 

0.10 

- 

0.10 

0.05 

0.62 

- 

- 

- 

- 

- 

- 

- 

0.097 

0.005 

0.093 

0.078 

84.63 

Semi Critical 

Rundh Garayach 

0808000401154500 

0.22 

0.00 

26,255.52 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rundh Nahila 

0808000501172300 

0.22 

0.00 

(68.67) 

0.00 

- 

0.00 

0.06 

0.64 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

0.000 

6.65 

Safe 

Samaliyapura 

0808000501173000 

0.22 

0.07 

- 

0.07 

- 

0.07 

0.03 

0.31 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.075 

0.008 

0.068 

0.072 

106.06 

Over Exploited 

Saumli 

0808000501172200 

0.22 

0.22 

(14.70) 

0.19 

0.00 

0.19 

0.04 

0.48 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.199 

0.010 

0.189 

0.233 

122.88 

Over Exploited 

Savitanagar 

0808000501173800 

0.22 

0.21 

(75.24) 

0.17 

0.01 

0.18 

0.06 

0.65 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.205 

0.010 

0.195 

0.260 

133.58 

Over Exploited 

Shekhpur Brahman 

0808000501171200 

0.22 

0.43 

(37.55) 

0.34 

0.01 

0.35 

0.05 

0.63 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.372 

0.019 

0.353 

0.605 

171.22 

Over Exploited 

Sikroda 

0808000501169800 

0.22 

0.47 

(66.30) 

0.37 

- 

0.37 

0.06 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.383 

0.019 

0.364 

0.310 

85.08 

Semi Critical 

Silawat 

0808000501171100 

0.22 

0.26 

(31.35) 

0.21 

- 

0.21 

0.05 

0.63 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.217 

0.011 

0.206 

0.407 

197.76 

Over Exploited 

Singhawali Kalan 

0808000501170300 

0.22 

0.44 

(51.87) 

0.35 

0.00 

0.35 

0.06 

0.64 

- 

0.0100 

- 

- 

0.000 

0.011 

0.011 

0.361 

0.018 

0.343 

0.296 

86.41 

Semi Critical 

Singhawali Khurd 

0808000501170100 

0.22 

0.19 

(65.56) 

0.15 

0.00 

0.15 

0.06 

0.64 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.151 

0.008 

0.144 

0.120 

83.22 

Semi Critical 

Srinagar 

0808000501170000 

0.22 

0.14 

(61.31) 

0.12 

- 

0.12 

0.06 

0.64 

- 

- 

- 

- 

- 

- 

- 

0.116 

0.006 

0.110 

0.067 

61.23 

Safe 

Sultanpur 

0808000501175100 

0.22 

0.01 

159.00 

0.01 

- 

0.01 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.007 

0.013 

173.51 

Over Exploited 

Teerajpur 

0808000501169400 

0.22 

0.18 

(61.25) 

0.15 

0.01 

0.16 

0.06 

0.64 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.176 

0.009 

0.168 

0.163 

97.42 

Critical 

Agawali 

0807000901071400 

0.20 

0.00 

2,931.04 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.022 

1,963.60 

Over Exploited 

Alapuri 

0807000901081000 

0.25 

0.28 

26,573.51 

0.34 

0.02 

0.36 

0.05 

0.47 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.409 

0.020 

0.388 

0.463 

119.27 

Over Exploited 

Araji Nandkishor 

0807000901072500 

0.20 

0.02 

80.30 

0.03 

- 

0.03 

0.06 

0.65 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.039 

0.002 

0.037 

0.081 

219.27 

Over Exploited 

Bagh Kanawar 

0807000901074700 

0.25 

0.05 

(5.47) 

0.04 

0.01 

0.05 

0.06 

0.66 

- 

0.0100 

- 

- 

0.016 

0.026 

0.026 

0.079 

0.004 

0.075 

0.049 

64.50 

Safe 

Bajoli 

0807000901071300 

0.20 

0.00 

4,953.20 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

7,554.39 

Over Exploited 

Bangaspura 

0807000901078600 

0.25 

0.45 

1.35 

0.46 

0.02 

0.48 

0.05 

0.55 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.551 

0.028 

0.523 

0.407 

77.74 

Semi Critical 

Bayana (M) 

0807000940709000 

0.25 

1.25 

96.73 

1.50 

0.12 

1.62 

0.06 

0.61 

- 

0.3500 

- 

- 

- 

0.350 

0.350 

1.971 

0.099 

1.873 

6.311 

336.95 

Over Exploited 



0.20 

0.00 

7,623.45 

0.00 

- 

0.00 

0.00 

0.02 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.154 

1,463.55 

Over Exploited 

Bayana (Rural) 

0807000901074600 

0.25 

0.08 

206.14 

0.09 

0.01 

0.10 

0.05 

0.55 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.144 

0.007 

0.136 

0.577 

422.98 

Over Exploited 

Bhagori 

0807000901069500 

0.25 

0.17 

115.88 

0.20 

- 

0.20 

0.04 

0.38 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.210 

0.010 

0.199 

0.125 

62.51 

Safe 



0.20 

0.03 

327.77 

0.04 

- 

0.04 

0.02 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.040 

0.002 

0.038 

0.043 

113.63 

Over Exploited 

Bhukrawali 

0809000301208600 

0.22 

0.39 

157.15 

0.47 

0.05 

0.52 

0.03 

0.35 

- 

0.1600 

- 

- 

- 

0.160 

0.160 

0.679 

0.034 

0.645 

1.437 

222.85 

Over Exploited 



0.22 

0.05 

641.49 

0.06 

0.02 

0.08 

0.01 

0.12 

- 

0.0500 

0.0250 

0.0241 

- 

0.099 

0.099 

0.176 

0.009 

0.167 

0.499 

298.60 

Over Exploited 

Bidyari 

0807000901072000 

0.20 

0.50 

55.63 

0.60 

0.04 

0.63 

0.06 

0.63 

- 

0.0600 

- 

- 

0.026 

0.086 

0.086 

0.718 

0.036 

0.682 

0.327 

47.97 

Safe 

Biskhori 

0807000901075000 

0.25 

0.12 

38.91 

0.15 

- 

0.15 

0.06 

0.57 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.159 

0.008 

0.151 

0.120 

79.44 

Semi Critical 

Brahmawad 

0807000901074300 

0.25 

0.01 

782.84 

0.01 

0.01 

0.02 

0.01 

0.08 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.063 

0.003 

0.060 

0.388 

650.63 

Over Exploited 

Chahal 

0807000901078100 

0.25 

0.27 

(0.46) 

0.26 

0.02 

0.28 

0.06 

0.65 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.334 

0.017 

0.318 

0.495 

155.78 

Over Exploited 

Chak Bidyari 

0807000901072600 

0.20 

0.31 

21.25 

0.37 

- 

0.37 

0.06 

0.65 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.377 

0.019 

0.358 

0.042 

11.71 

Safe 

Chak Nawli 

0807000901071600 

0.20 

0.01 

707.92 

0.02 

- 

0.02 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.027 

0.001 

0.026 

0.065 

249.60 

Over Exploited 

Chinayata 

0809000301210700 

0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Damdama 

0807000901074900 

0.25 

0.42 

23.73 

0.50 

0.02 

0.52 

0.06 

0.64 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.570 

0.029 

0.542 

0.450 

83.11 

Semi Critical 

Danda 

0809000401226700 

0.24 

0.00 

6,762.46 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.014 

1,017.07 

Over Exploited 

Dehgawan 

0807000901070000 

0.20 

0.10 

193.78 

0.12 

0.02 

0.14 

0.03 

0.33 

- 

0.0300 

- 

- 

0.017 

0.047 

0.047 

0.191 

0.010 

0.182 

0.258 

142.08 

Over Exploited 

Dewasarai 

0807000901074400 

0.25 

0.12 

(47.65) 

0.09 

0.01 

0.10 

0.06 

0.65 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.123 

0.006 

0.117 

0.220 

188.53 

Over Exploited 

Dhadren 

0807000901081600 

0.25 

0.00 

16,907.53 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dhandhawali 

0809000301208300 

0.22 

0.00 

7,069.83 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0019 

0.0018 

- 

0.004 

0.004 

0.004 

0.000 

0.004 

0.037 

937.43 

Over Exploited 

Dhurairi 

0807000901082400 

0.25 

0.92 

71.43 

1.11 

0.03 

1.14 

0.06 

0.63 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

1.220 

0.061 

1.159 

0.738 

63.66 

Safe 

Dukawali 

0809000401225900 

0.24 

0.00 

11,067.38 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dumariya 

0807000901080900 

0.25 

0.41 

63.89 

0.50 

0.04 

0.54 

0.06 

0.62 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

0.647 

0.032 

0.614 

1.034 

168.28 

Over Exploited 

Etmadpur 

0807000901077400 

0.25 

0.13 

55.56 

0.15 

0.01 

0.16 

0.04 

0.40 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.185 

0.009 

0.176 

0.187 

106.50 

Over Exploited 

Gazipur 

0807000901077500 

0.25 

0.04 

89.67 

0.05 

- 

0.05 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.055 

0.003 

0.053 

0.065 

123.32 

Over Exploited 

Ghunaini 

0807000901082600 

0.25 

0.07 

725.79 

0.08 

0.01 

0.09 

0.01 

0.11 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.111 

0.006 

0.105 

0.218 

207.45 

Over Exploited 

Harnagar 

0807000901072400 

0.20 

0.14 

72.29 

0.17 

0.02 

0.19 

0.06 

0.65 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.243 

0.012 

0.231 

0.424 

183.72 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Imliya 

080700090107510C 

2.312 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.890 

0.94 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.29 

0.28 

0.07 

0.009 

0.48 

0.50 


Jarkhoh 

080700090106940C 

1.845 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.983 

1.16 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.18 

0.08 

0.005 

0.31 

0.32 


Jarwar 

080700090108200C 

4.892 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.892 

1.47 

0.150 

0.04 

0.00 

0.00 

0.00 

0.00 

1.12 

1.06 

0.13 

0.024 

0.58 

0.60 


Jatwara 

0809000301208700 

6.823 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.978 

0.94 

0.140 

0.33 

0.05 

0.00 

0.00 

0.02 

0.92 

0.80 

1.25 

0.045 

0.39 

0.45 






Jugger 

Command 

Older Alluvium 

1.845 

0.94 

0.140 

0.12 

0.02 

0.00 

0.00 

0.02 

0.33 

0.28 

0.46 

0.017 

0.14 

0.17 


Jhatola 

0807000901082300 

3.215 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.897 

1.45 

0.150 

0.11 

0.02 

0.00 

0.00 

0.00 

0.72 

0.69 

0.41 

0.014 

0.52 

0.54 


Kachaira 

0807000901075300 

2.006 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.005 

1.11 

0.150 

0.11 

0.02 

0.00 

0.00 

0.00 

0.42 

0.41 

0.41 

0.010 

0.59 

0.61 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.001 

1.11 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kanawar 

0807000901072300 

4.475 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.639 

1.18 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.14 

0.12 

0.003 

0.08 

0.09 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.830 

1.18 

0.120 

0.13 

0.02 

0.00 

0.00 

0.00 

0.65 

0.63 

0.48 

0.019 

0.50 

0.52 


Kapoora Dahar 

0807000901082200 

3.048 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.964 

1.13 

0.150 

0.11 

0.02 

0.00 

0.00 

0.00 

0.59 

0.53 

0.41 

0.015 

0.53 

0.59 


Kapoora Malooka 

0807000901082100 

4.811 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.649 

1.27 

0.150 

0.24 

0.04 

0.00 

0.00 

0.00 

1.09 

1.01 

0.94 

0.023 

0.54 

0.58 


Karwari 

0807000901081800 

3.617 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.880 

1.06 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.17 

0.16 

0.10 

0.004 

0.14 

0.15 


Khareri 

0807000901075500 

20.621 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.957 

-0.20 

0.150 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.005 

0.03 

0.03 


Kheri Dang 

0807000901080300 

6.850 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.516 

1.07 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.03 

0.003 

0.04 

0.04 


Kheri Hewat 

0809000301208900 

10.761 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.057 

0.52 

0.140 

0.09 

0.01 

0.00 

0.00 

0.00 

0.30 

0.25 

0.31 

0.027 

0.15 

0.18 


Kotha 

0807000901077800 

1.774 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.289 

1.32 

0.150 

0.13 

0.02 

0.00 

0.00 

0.00 

0.37 

0.35 

0.52 

0.006 

0.43 

0.45 


Lahchora Khurd 

0807000901074800 

0.645 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.645 

1.06 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.13 

0.11 

0.003 

0.59 

0.62 


Lohatwara 

0807000901080800 

1.387 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.070 

1.31 

0.150 

0.06 

0.01 

0.00 

0.00 

0.00 

0.26 

0.25 

0.22 

0.005 

0.46 

0.48 


Mahloni 

0807000901075400 

5.637 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.844 

0.93 

0.150 

0.15 

0.02 

0.00 

0.00 

0.00 

0.81 

0.78 

0.56 

0.024 

0.51 

0.53 


Mahmadpura 

0807000901078700 

11.258 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.171 

0.64 

0.150 

0.04 

0.01 

0.00 

0.00 

0.00 

0.14 

0.16 

0.14 

0.006 

0.06 

0.05 






Baretha 

Command 

Older Alluvium 

0.245 

0.64 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.03 

0.001 

0.01 

0.01 


Malipura 

0807000901078000 

2.362 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.729 

1.28 

0.150 

0.07 

0.01 

0.00 

0.00 

0.00 

0.39 

0.38 

0.27 

0.008 

0.43 

0.45 


Mor Talab 

0807000901077600 

12.779 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.924 

1.00 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

1.50 

1.44 

0.00 

0.049 

0.46 

0.48 


Muawali 

0807000901081900 

4.271 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.271 

1.44 

0.150 

0.10 

0.01 

0.00 

0.00 

0.00 

1.01 

0.97 

0.39 

0.021 

0.58 

0.61 


Murki 

0807000901074500 

2.868 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.515 

0.63 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.09 

0.18 

0.003 

0.11 

0.11 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.353 

0.63 

0.120 

0.13 

0.02 

0.00 

0.00 

0.00 

0.29 

0.28 

0.51 

0.012 

0.48 

0.50 


Nadi Gaon 

0807000901072900 

5.648 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.446 

1.98 

0.120 

0.10 

0.02 

0.00 

0.00 

0.00 

0.66 

0.67 

0.39 

0.012 

0.24 

0.24 


Nagal Durgasi 

0809000301208800 

4.884 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.450 

0.91 

0.140 

0.15 

0.02 

0.00 

0.00 

0.00 

0.70 

0.60 

0.55 

0.040 

0.48 

0.56 


Nagla Chheetariya 

0807000901071900 

1.065 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.065 

1.38 

0.120 

0.02 

0.01 

0.00 

0.00 

0.03 

0.16 

0.16 

0.08 

0.005 

0.58 

0.59 


Nagla Chimman 

0807000901072100 

1.237 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.237 

1.24 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.21 

0.21 

0.11 

0.006 

0.59 

0.60 


Nagla Harlal 

0807000901072200 

0.648 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.648 

1.23 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.05 

0.003 

0.59 

0.61 


Nagla Jhamra 

0807000901072800 

2.450 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.340 

2.05 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.38 

0.38 

0.23 

0.007 

0.31 

0.31 


Nagla Kishan Vallabh 

0807000901069600 

0.594 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.188 

1.16 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.05 

0.001 

0.18 

0.19 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.006 

1.16 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Nagla Nirbhan 

0807000901071700 

0.565 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.565 

1.51 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.11 

0.02 

0.003 

0.58 

0.58 


Nagla Purohit 

0807000901071800 

0.950 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.950 

1.46 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.17 

0.03 

0.005 

0.58 

0.59 


Nagla Roopram 

0807000901069800 

0.648 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.029 

1.18 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.03 

0.03 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.619 

1.18 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.03 

0.003 

0.56 

0.58 


Nagla Tirkha 

0807000901069900 

0.652 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.652 

1.29 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.07 

0.003 

0.58 

0.60 


Nahroli 

0807000901080700 

7.611 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.611 

1.30 

0.150 

0.25 

0.04 

0.00 

0.00 

0.00 

1.70 

1.64 

0.94 

0.037 

0.59 

0.61 


Nayagaon Khurd 

0807000901075200 

2.697 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.632 

1.06 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.28 

0.27 

0.06 

0.008 

0.36 

0.37 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.065 

1.06 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.14 

0.03 

0.005 

0.23 

0.24 


Patti Shahjad 

0807000901077900 

0.841 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.841 

1.33 

0.150 

0.15 

0.02 

0.00 

0.00 

0.00 

0.30 

0.29 

0.58 

0.004 

0.59 

0.62 


Peepal Khera 

0809000401226600 

7.671 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.522 

1.17 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.00 

0.002 

0.04 

0.04 


Puraharlal 

0807000901082500 

4.314 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.312 

1.47 

0.150 

0.12 

0.02 

0.00 

0.00 

0.00 

1.05 

1.02 

0.47 

0.021 

0.59 

0.61 


Qila 

0807000901077700 

2.082 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.724 

1.24 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.31 

0.00 

0.008 

0.49 

0.51 


Raseri 

0807000901081700 

5.649 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.715 

1.14 

0.150 

0.09 

0.01 

0.00 

0.00 

0.00 

0.89 

0.84 

0.33 

0.023 

0.48 

0.50 


Sadhpura 

0809000401226500 

4.760 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.175 

1.00 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.02 

0.02 


Salabad 

0807000901071500 

3.347 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.222 

1.25 

0.120 

0.09 

0.02 

0.00 

0.00 

0.00 

0.40 

0.40 

0.33 

0.011 

0.38 

0.38 


Samogar 

0807000901081100 

2.988 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.965 

0.85 

0.150 

0.24 

0.03 

0.00 

0.00 

0.00 

0.59 

0.56 

0.93 

0.015 

0.58 

0.61 


Sarai Bhamboo 

0807000901081200 

2.804 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.084 

0.90 

0.150 

0.07 

0.01 

0.00 

0.00 

0.00 

0.21 

0.20 

0.28 

0.005 

0.23 

0.24 


Sarai Saiyadali 

0807000901078200 

0.310 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.310 

0.65 

0.150 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.06 

0.17 

0.002 

0.59 

0.62 


Seedpur 

0807000901072700 

4.874 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.538 

0.74 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.12 

0.003 

0.06 

0.06 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.833 

0.74 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.11 

0.004 

0.10 

0.10 


Shergarh 

0807000901080500 

10.104 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.104 

1.17 

0.150 

0.24 

0.03 

0.00 

0.00 

0.00 

1.98 

1.91 

0.88 

0.050 

0.59 

0.61 


Sikandara 

0807000901080600 

5.185 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.185 

1.32 

0.150 

0.10 

0.01 

0.00 

0.00 

0.01 

1.11 

1.07 

0.38 

0.025 

0.59 

0.62 


Singhan Khera 

0807000901078300 

1.813 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.813 

0.15 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.12 

0.009 

0.59 

0.61 


Singhara 

0807000901078400 

9.167 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.549 

0.29 

0.150 

0.60 

0.09 

0.00 

0.00 

0.00 

0.84 

0.86 

2.36 

0.037 

0.46 

0.45 






Baretha 

Command 

Older Alluvium 

0.006 

0.29 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Somala Ratra 

0809000301209000 

3.015 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.363 

0.86 

0.140 

0.11 

0.02 

0.00 

0.00 

0.00 

0.25 

0.22 

0.44 

0.012 

0.24 

0.28 






Jugger 

Command 

Older Alluvium 

1.124 

0.86 

0.140 

0.09 

0.01 

0.00 

0.00 

0.00 

0.22 

0.18 

0.37 

0.010 

0.20 

0.23 


Somli 

0809000301209100 

4.255 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.476 

0.70 

0.140 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.10 

0.004 

0.06 

0.07 


Sookha Seela 

0807000901080100 

6.925 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.001 

0.77 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sultanpur 

0807000901078500 

1.470 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.446 

0.68 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.18 

0.19 

0.13 

0.007 

0.53 

0.50 


Suroth 

0809000301208400 

16.304 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.044 

1.05 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 






Jugger 

Command 

Older Alluvium 

1.647 

1.05 

0.140 

0.05 

0.01 

0.00 

0.00 

0.00 

0.28 

0.25 

0.20 

0.015 

0.05 

0.06 


Tali 

0809000401226400 

7.672 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.096 

0.90 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 


( 27 ) 

( 28 ) 

( 29 ) 


( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Imliya 

0807000901075100 

0.25 

0.23 

219,893.27 

0.27 

- 

0.27 

0.05 

0.54 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.284 

0.014 

0.270 

0.081 

30.14 

Safe 

Jarkhoh 

0807000901069400 

0.25 

0.08 

140.71 

0.09 

- 

0.09 

0.03 

0.34 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.101 

0.005 

0.096 

0.081 

83.89 

Semi Critical 

Jarwar 

0807000901082000 

0.25 

0.70 

51.31 

0.84 

- 

0.84 

0.06 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.854 

0.043 

0.812 

0.157 

19.35 

Safe 

Jatwara 

0809000301208700 

0.22 

0.43 

87.64 

0.51 

0.07 

0.58 

0.03 

0.42 

- 

0.1400 

- 

- 

0.023 

0.163 

0.163 

0.738 

0.037 

0.701 

1.293 

184.44 

Over Exploited 



0.22 

0.06 

386.78 

0.07 

0.04 

0.11 

0.01 

0.16 

- 

0.0500 

0.0239 

0.0230 

0.023 

0.120 

0.120 

0.225 

0.011 

0.213 

0.473 

221.50 

Over Exploited 

Jhatola 

0807000901082300 

0.25 

0.37 

83.81 

0.45 

0.02 

0.47 

0.05 

0.57 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.519 

0.026 

0.493 

0.421 

85.46 

Semi Critical 

Kachaira 

0807000901075300 

0.25 

0.30 

38.22 

0.35 

0.02 

0.37 

0.06 

0.65 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.425 

0.021 

0.404 

0.420 

104.01 

Over Exploited 



0.20 

0.00 

207,007.04 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kanawar 

0807000901072300 

0.25 

0.01 

933.23 

0.02 

- 

0.02 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.026 

0.001 

0.025 

0.125 

505.65 

Over Exploited 



0.20 

0.38 

63.83 

0.46 

0.02 

0.48 

0.05 

0.56 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.531 

0.027 

0.505 

0.495 

98.01 

Critical 

Kapoora Dahar 

0807000901082200 

0.25 

0.39 

35.39 

0.47 

0.02 

0.49 

0.05 

0.58 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.543 

0.027 

0.516 

0.422 

81.70 

Semi Critical 

Kapoora Malooka 

0807000901082100 

0.25 

0.63 

60.04 

0.76 

0.04 

0.80 

0.05 

0.59 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

0.906 

0.045 

0.860 

0.959 

111.43 

Over Exploited 

Karwari 

0807000901081800 

0.25 

0.03 

423.91 

0.04 

- 

0.04 

0.01 

0.16 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.047 

0.002 

0.045 

0.108 

240.89 

Over Exploited 

Khareri 

0807000901075500 

0.25 

0.01 

- 

0.01 

0.01 

0.02 

0.00 

0.03 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.036 

0.004 

0.033 

0.156 

474.40 

Over Exploited 

Kheri Dang 

0807000901080300 

0.25 

0.01 

1,755.12 

0.01 

- 

0.01 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.032 

518.90 

Over Exploited 

Kheri Hewat 

0809000301208900 

0.22 

0.10 

153.62 

0.12 

0.01 

0.13 

0.01 

0.16 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.159 

0.008 

0.151 

0.337 

223.75 

Over Exploited 

Kotha 

0807000901077800 

0.25 

0.14 

153.31 

0.17 

0.02 

0.19 

0.05 

0.48 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.247 

0.012 

0.234 

0.524 

223.89 

Over Exploited 

Lahchora Khurd 

0807000901074800 

0.25 

0.10 

32.10 

0.11 

0.00 

0.12 

0.06 

0.66 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.127 

0.006 

0.121 

0.111 

92.04 

Critical 

Lohatwara 

0807000901080800 

0.25 

0.12 

104.87 

0.15 

0.01 

0.16 

0.05 

0.51 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.177 

0.009 

0.168 

0.225 

134.30 

Over Exploited 

Mahloni 

0807000901075400 

0.25 

0.61 

26.78 

0.74 

0.02 

0.76 

0.06 

0.56 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.816 

0.041 

0.775 

0.582 

75.06 

Semi Critical 

Mahmadpura 

0807000901078700 

0.25 

0.02 

840.22 

0.02 

0.01 

0.03 

0.01 

0.06 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.060 

0.003 

0.057 

0.150 

263.62 

Over Exploited 



0.25 

0.00 

4,934.53 

0.00 

- 

0.00 

0.00 

0.01 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.033 

321.56 

Over Exploited 

Malipura 

0807000901078000 

0.25 

0.19 

100.22 

0.23 

0.01 

0.24 

0.05 

0.48 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.265 

0.013 

0.252 

0.274 

109.01 

Over Exploited 

Mor Talab 

0807000901077600 

0.25 

1.14 

26.62 

1.37 

- 

1.37 

0.05 

0.51 

- 

- 

- 

- 

- 

- 

- 

1.369 

0.068 

1.300 

0.049 

3.75 

Safe 

Muawali 

0807000901081900 

0.25 

0.62 

55.75 

0.75 

0.01 

0.76 

0.06 

0.65 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.798 

0.040 

0.758 

0.413 

54.48 

Safe 

Murki 

0807000901074500 

0.25 

0.01 

535.63 

0.02 

0.01 

0.03 

0.01 

0.12 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.046 

0.002 

0.044 

0.187 

424.32 

Over Exploited 



0.20 

0.23 

23.52 

0.27 

0.02 

0.29 

0.05 

0.53 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.352 

0.018 

0.334 

0.518 

154.85 

Over Exploited 

Nadi Gaon 

0807000901072900 

0.20 

0.12 

464.91 

0.14 

0.02 

0.16 

0.02 

0.27 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.233 

0.012 

0.221 

0.405 

183.15 

Over Exploited 

Nagal Durgasi 

0809000301208800 

0.22 

0.47 

27.62 

0.57 

0.02 

0.59 

0.04 

0.52 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.648 

0.032 

0.616 

0.590 

95.83 

Critical 

Nagla Chheetariya 

0807000901071900 

0.20 

0.12 

25.80 

0.15 

0.04 

0.19 

0.06 

0.64 

- 

0.0200 

- 

- 

0.041 

0.061 

0.061 

0.246 

0.012 

0.234 

0.085 

36.45 

Safe 

Nagla Chimman 

0807000901072100 

0.20 

0.14 

42.50 

0.17 

0.00 

0.17 

0.06 

0.65 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.186 

0.009 

0.177 

0.114 

64.63 

Safe 

Nagla Harlal 

0807000901072200 

0.20 

0.08 

34.82 

0.09 

- 

0.09 

0.06 

0.65 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.101 

0.005 

0.096 

0.051 

53.22 

Safe 

Nagla Jhamra 

0807000901072800 

0.20 

0.08 

354.93 

0.10 

0.01 

0.11 

0.03 

0.34 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.150 

0.008 

0.143 

0.233 

162.84 

Over Exploited 

Nagla Kishan Vallabh 

0807000901069600 

0.25 

0.01 

376.79 

0.01 

- 

0.01 

0.02 

0.20 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.020 

0.001 

0.019 

0.048 

247.05 

Over Exploited 



0.20 

0.00 

11,865.12 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nagla Nirbhan 

0807000901071700 

0.20 

0.07 

70.64 

0.08 

- 

0.08 

0.06 

0.64 

- 

- 

- 

- 

- 

- 

- 

0.078 

0.004 

0.074 

0.024 

32.06 

Safe 

Nagla Purohit 

0807000901071800 

0.20 

0.11 

53.60 

0.13 

0.00 

0.14 

0.06 

0.64 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.151 

0.008 

0.144 

0.035 

24.11 

Safe 

Nagla Roopram 

0807000901069800 

0.25 

0.00 

2,480.21 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.07 

36.84 

0.08 

- 

0.08 

0.06 

0.62 

- 

- 

- 

- 

- 

- 

- 

0.083 

0.004 

0.079 

0.032 

40.74 

Safe 

Nagla Tirkha 

0807000901069900 

0.20 

0.08 

51.53 

0.09 

0.00 

0.09 

0.06 

0.64 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.109 

0.005 

0.104 

0.072 

69.48 

Safe 

Nahroli 

0807000901080700 

0.25 

1.12 

46.04 

1.35 

0.04 

1.39 

0.06 

0.65 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

1.496 

0.075 

1.421 

0.980 

68.99 

Safe 

Nayagaon Khurd 

0807000901075200 

0.25 

0.15 

84.03 

0.18 

- 

0.18 

0.04 

0.40 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.185 

0.009 

0.176 

0.069 

39.25 

Safe 



0.20 

0.05 

181.17 

0.06 

- 

0.06 

0.03 

0.26 

- 

- 

- 

- 

- 

- 

- 

0.060 

0.003 

0.057 

0.035 

62.20 

Safe 

Patti Shahjad 

0807000901077900 

0.25 

0.12 

128.99 

0.15 

0.02 

0.17 

0.07 

0.66 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.230 

0.011 

0.218 

0.580 

265.95 

Over Exploited 

Peepal Khera 

0809000401226600 

0.24 

0.00 

1,552.14 

0.01 

- 

0.01 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.005 

0.002 

36.79 

Safe 

Puraharlal 

0807000901082500 

0.25 

0.63 

60.99 

0.76 

0.02 

0.78 

0.06 

0.65 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.829 

0.041 

0.787 

0.489 

62.12 

Safe 

Qila 

0807000901077700 

0.25 

0.21 

30,341.57 

0.25 

- 

0.25 

0.05 

0.54 

- 

- 

- 

- 

- 

- 

- 

0.251 

0.013 

0.239 

0.008 

3.55 

Safe 

Raseri 

0807000901081700 

0.25 

0.56 

49.21 

0.67 

0.01 

0.68 

0.05 

0.52 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.723 

0.036 

0.686 

0.354 

51.60 

Safe 

Sadhpura 

0809000401226500 

0.24 

0.00 

2,496.48 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Salabad 

0807000901071500 

0.20 

0.17 

138.67 

0.20 

0.02 

0.22 

0.04 

0.42 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.282 

0.014 

0.268 

0.341 

127.43 

Over Exploited 

Samogar 

0807000901081100 

0.25 

0.43 

30.31 

0.52 

0.03 

0.55 

0.06 

0.65 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.649 

0.032 

0.617 

0.947 

153.44 

Over Exploited 

Sarai Bhamboo 

0807000901081200 

0.25 

0.06 

221.26 

0.07 

0.01 

0.08 

0.02 

0.25 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.114 

0.006 

0.108 

0.286 

264.74 

Over Exploited 

Sarai Saiyadali 

0807000901078200 

0.25 

0.05 

25.49 

0.06 

0.01 

0.07 

0.07 

0.66 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.085 

0.004 

0.081 

0.175 

215.69 

Over Exploited 

Seedpur 

0807000901072700 

0.25 

0.01 

936.38 

0.01 

- 

0.01 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.020 

0.001 

0.019 

0.122 

631.33 

Over Exploited 



0.20 

0.02 

527.04 

0.02 

- 

0.02 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.030 

0.001 

0.028 

0.109 

386.73 

Over Exploited 

Shergarh 

0807000901080500 

0.25 

1.49 

27.80 

1.79 

0.03 

1.82 

0.06 

0.66 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

1.922 

0.096 

1.826 

0.925 

50.63 

Safe 

Sikandara 

0807000901080600 

0.25 

0.77 

38.83 

0.92 

0.02 

0.94 

0.06 

0.66 

- 

0.0400 

- 

- 

0.011 

0.051 

0.051 

0.989 

0.049 

0.940 

0.407 

43.35 

Safe 

Singhan Khera 

0807000901078300 

0.25 

0.27 

(74.89) 

0.21 

- 

0.21 

0.06 

0.65 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.224 

0.011 

0.213 

0.131 

61.50 

Safe 

Singhara 

0807000901078400 

0.25 

0.87 

(1.41) 

0.86 

0.09 

0.95 

0.05 

0.51 

- 

0.2700 

- 

- 

- 

0.270 

0.270 

1.222 

0.061 

1.161 

2.395 

206.30 

Over Exploited 



0.25 

0.00 

42,884.28 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Somala Ratra 

0809000301209000 

0.22 

0.07 

202.76 

0.09 

0.02 

0.11 

0.02 

0.26 

- 

0.0500 

- 

- 

0.000 

0.050 

0.050 

0.156 

0.008 

0.148 

0.449 

303.31 

Over Exploited 



0.22 

0.05 

277.30 

0.06 

0.01 

0.07 

0.02 

0.21 

- 

0.0400 

0.0146 

0.0140 

0.000 

0.069 

0.069 

0.137 

0.007 

0.130 

0.375 

287.71 

Over Exploited 

Somli 

0809000301209100 

0.22 

0.01 

954.51 

0.01 

0.00 

0.01 

0.00 

0.06 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.017 

0.001 

0.017 

0.100 

603.69 

Over Exploited 

Sookha Seela 

0807000901080100 

0.25 

0.00 

358,043.50 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sultanpur 

0807000901078500 

0.25 

0.19 

(1.05) 

0.19 

- 

0.19 

0.05 

0.59 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.211 

0.011 

0.201 

0.137 

68.33 

Safe 

Suroth 

0809000301208400 

0.22 

0.00 

35,372.82 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

19.01 

Safe 



0.22 

0.02 

1,157.79 

0.02 

0.01 

0.03 

0.00 

0.06 

- 

0.0200 

0.0213 

0.0206 

0.001 

0.063 

0.063 

0.098 

0.005 

0.093 

0.212 

228.42 

Over Exploited 

Tali 

0809000401226400 

0.24 

0.00 

6,673.80 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Thana Dang 

080700090108040C 

5.979 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.540 

1.20 

0.150 

0.09 

0.01 

0.00 

0.00 

0.00 

0.54 

0.54 

0.35 

0.012 

0.24 

0.24 


Tyohari 

0807000801066600 

4.361 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.545 

1.14 

0.120 

0.12 

0.02 

0.00 

0.00 

0.00 

0.58 

0.56 

0.46 

0.025 

0.48 

0.49 


Umrend 

0807000801066500 

11.038 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.521 

0.74 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.26 

0.25 

0.12 

0.018 

0.13 

0.14 

04001007 

Adda 

0807000901076700 

2.734 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.734 

0.93 

0.150 

0.11 

0.02 

0.00 

0.00 

0.00 

0.47 

0.43 

0.41 

0.013 

0.55 

0.61 


Aipur 

0807000801061400 

3.514 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.042 

0.22 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Quartzite 

0.285 

0.22 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.05 

0.05 


Ajanhera 

0807000801061900 

3.483 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.483 

0.84 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.43 

0.40 

0.31 

0.025 

0.55 

0.59 


Alapuri 

0807000901081000 

3.715 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.426 

1.03 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.06 

0.002 

0.07 

0.07 


Alipur 

0811000201375700 

2.172 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.172 

0.78 

0.100 

0.09 

0.01 

0.00 

0.00 

0.00 

0.25 

0.24 

0.35 

0.017 

0.56 

0.57 


Arauda 

0807000901077300 

4.044 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.044 

0.79 

0.150 

0.18 

0.03 

0.00 

0.00 

0.00 

0.63 

0.61 

0.69 

0.020 

0.59 

0.61 


o 

< 

0809000301205000 

2.798 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.074 

0.57 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.001 

0.01 

0.02 


Aund Brahman 

0811000201373500 

3.146 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.460 

0.64 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.21 

0.21 

0.20 

0.020 

0.44 

0.43 


Aund Goojar 

0811000201373300 

3.857 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.609 

0.42 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.16 

0.17 

0.23 

0.021 

0.38 

0.36 


Aund Meena 

0811000201373400 

3.985 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.654 

0.43 

0.100 

0.18 

0.01 

0.00 

0.00 

0.00 

0.29 

0.29 

0.69 

0.021 

0.38 

0.37 


Bagren 

0807000901075600 

25.433 

Fresh 

Non-command 

Non-command 

Older Alluvium 

23.129 

0.02 

0.150 

0.35 

0.05 

0.00 

0.00 

0.00 

0.37 

0.35 

1.27 

0.114 

0.52 

0.55 


Ballabhgarh 

0807000801062600 

9.042 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.646 

0.38 

0.120 

0.36 

0.02 

0.00 

0.00 

0.00 

0.69 

0.63 

1.38 

0.055 

0.47 

0.52 







Non-command 

Quartzite 

0.061 

0.38 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Baragaon 

0811000201374800 

4.915 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.915 

0.21 

0.100 

0.13 

0.02 

0.00 

0.00 

0.01 

0.20 

0.21 

0.46 

0.039 

0.57 

0.55 


Bhaja Moroli 

0807000901075800 

4.347 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.347 

0.61 

0.150 

0.07 

0.01 

0.00 

0.00 

0.01 

0.44 

0.41 

0.26 

0.021 

0.56 

0.60 


Bhukrawali 

0809000301208600 

9.483 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.090 

1.04 

0.140 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.01 

0.01 






Jugger 

Command 

Older Alluvium 

1.920 

1.04 

0.140 

0.13 

0.02 

0.00 

0.00 

0.00 

0.39 

0.35 

0.48 

0.017 

0.11 

0.12 


Bonl 

0809000101186300 

7.678 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.418 

0.62 

0.120 

0.20 

0.03 

0.00 

0.00 

0.00 

0.35 

0.36 

0.78 

0.018 

0.18 

0.17 


Cheekhru 

0807000901076500 

3.412 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.412 

0.75 

0.150 

0.11 

0.02 

0.00 

0.00 

0.00 

0.47 

0.44 

0.44 

0.017 

0.56 

0.60 


Chinayata 

0809000301210700 

5.375 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.213 

0.44 

0.140 

0.11 

0.02 

0.00 

0.00 

0.00 

0.16 

0.14 

0.43 

0.011 

0.12 

0.14 


Churari 

0809000301205100 

1.948 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.134 

0.68 

0.140 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.001 

0.04 

0.04 


Dhadren 

0807000901081600 

5.153 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.634 

0.96 

0.150 

0.23 

0.03 

0.00 

0.00 

0.00 

0.87 

0.81 

0.90 

0.023 

0.51 

0.54 






Jugger 

Command 

Older Alluvium 

0.490 

0.96 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.09 

0.002 

0.05 

0.06 


Dhand 

0811000201375900 

3.899 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.899 

0.89 

0.100 

0.13 

0.02 

0.00 

0.00 

0.00 

0.46 

0.44 

0.47 

0.031 

0.56 

0.58 


Dhandhawali 

0809000301208300 

5.947 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.014 

1.21 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Jugger 

Command 

Older Alluvium 

4.008 

1.21 

0.140 

0.28 

0.04 

0.00 

0.00 

0.00 

0.92 

0.78 

1.07 

0.036 

0.35 

0.42 


Dhursi 

0809000301205600 

4.230 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.164 

1.19 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.001 

0.02 

0.02 






Jugger 

Command 

Older Alluvium 

1.670 

1.19 

0.140 

0.05 

0.01 

0.00 

0.00 

0.00 

0.32 

0.28 

0.18 

0.015 

0.21 

0.24 


Dorawali 

0809000101185900 

5.329 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.690 

0.61 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.18 

0.20 

0.24 

0.012 

0.18 

0.17 


Dukawali 

0809000401225900 

8.261 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.029 

0.67 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Etmadpur 

0807000901077400 

2.368 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.918 

0.78 

0.150 

0.04 

0.01 

0.00 

0.00 

0.00 

0.14 

0.13 

0.14 

0.005 

0.23 

0.24 


Garhi Brahmanan 

0807000801062400 

1.427 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.427 

0.55 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.19 

0.18 

0.33 

0.010 

0.56 

0.59 


Gazipur 

0807000901077500 

7.604 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.028 

0.26 

0.150 

0.07 

0.01 

0.00 

0.00 

0.00 

0.26 

0.25 

0.27 

0.025 

0.39 

0.41 



0811000201371900 

8.030 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.006 

0.76 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ghatri 

0807000801061200 

6.006 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.603 

0.50 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.09 

0.004 

0.06 

0.06 







Non-command 

Quartzite 

0.019 

0.50 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ghonsla 

0809000301204800 

11.957 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.210 

0.50 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.01 

0.01 


Gogera 

0807000801062100 

5.001 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.747 

0.71 

0.120 

0.13 

0.02 

0.00 

0.00 

0.00 

0.52 

0.48 

0.46 

0.034 

0.53 

0.57 


Gohandi Goojar 

0811000201373800 

0.881 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.864 

0.46 

0.100 

0.18 

0.03 

0.00 

0.00 

0.00 

0.19 

0.21 

0.72 

0.007 

0.56 

0.51 


Gohandi Meena 

0811000201373700 

3.073 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.992 

0.55 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.20 

0.22 

0.15 

0.024 

0.55 

0.51 


Intkhera 

0807000901076600 

3.506 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.304 

0.88 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.46 

0.42 

0.07 

0.016 

0.52 

0.57 






Jugger 

Command 

Older Alluvium 

0.202 

0.88 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.03 

0.04 


Jahaj 

0807000801062800 

18.077 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.290 

0.41 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.27 

0.25 

0.25 

0.031 

0.13 

0.15 







Non-command 

Quartzite 

6.879 

0.41 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.12 

0.11 

0.20 

0.049 

0.21 

0.24 


Jahazpur 

0811000201374700 

2.256 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.254 

0.56 

0.100 

0.10 

0.01 

0.00 

0.00 

0.00 

0.22 

0.22 

0.38 

0.018 

0.56 

0.56 


Jalalpur 

0811000201375200 

1.608 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.608 

0.28 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.08 

0.08 

0.19 

0.013 

0.56 

0.56 


Jaspura Moroli 

0807000901076400 

7.127 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.980 

0.77 

0.150 

0.17 

0.02 

0.00 

0.00 

0.00 

0.96 

0.88 

0.64 

0.034 

0.54 

0.59 






Jugger 

Command 

Older Alluvium 

0.147 

0.77 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.01 

0.01 


Jonl 

0809000101186100 

6.335 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.303 

0.46 

0.120 

0.21 

0.03 

0.00 

0.00 

0.00 

0.47 

0.49 

0.80 

0.039 

0.48 

0.46 


Kair 

0807000901075900 

15.980 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.269 

0.48 

0.150 

0.15 

0.02 

0.00 

0.00 

0.00 

1.15 

1.08 

0.50 

0.070 

0.50 

0.54 







Non-command 

Quartzite 

0.469 

0.48 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.002 

0.02 

0.02 


Kalsara 

0807000901076300 

7.225 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.143 

0.79 

0.150 

0.29 

0.04 

0.00 

0.00 

0.00 

1.10 

1.01 

1.12 

0.035 

0.54 

0.59 






Jugger 

Command 

Older Alluvium 

0.082 

0.79 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Kamalpuriya Ka Pura 

0809000101186000 

3.209 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.127 

0.38 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.17 

0.05 

0.023 

0.56 

0.52 


Karwari 

0807000901081800 

3.617 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.737 

1.06 

0.150 

0.09 

0.01 

0.00 

0.00 

0.00 

0.52 

0.49 

0.33 

0.013 

0.44 

0.46 


Katariyapura 

0807000901076100 

3.401 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.189 

0.41 

0.150 

0.06 

0.00 

0.00 

0.00 

0.00 

0.26 

0.24 

0.22 

0.016 

0.53 

0.57 







Non-command 

Quartzite 

0.212 

0.41 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.03 

0.04 


Katkar 

0807000901081300 

1.679 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.679 

0.94 

0.150 

0.04 

0.01 

0.00 

0.00 

0.00 

0.27 

0.26 

0.17 

0.008 

0.58 

0.61 


Khairora 

0807000801066100 

7.157 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.051 

0.49 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

0.003 

0.49 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khan Khera 

0807000901075700 

10.260 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.303 

0.16 

0.150 

0.17 

0.02 

0.00 

0.00 

0.00 

0.37 

0.35 

0.64 

0.046 

0.52 

0.55 


Khanpur 

0811000201373600 

3.269 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.091 

0.57 

0.100 

0.15 

0.02 

0.00 

0.00 

0.00 

0.31 

0.32 

0.57 

0.025 

0.53 

0.50 


Khareri 

0807000901075500 

20.621 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.888 

-0.20 

0.150 

0.39 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

1.50 

0.044 

0.25 

0.26 


Khawda 

0811000201371800 

5.206 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.061 

0.87 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Thana Dang 

080700090108040C 

0.25 

0.15 

248.63 

0.19 

0.01 

0.20 

0.03 

0.27 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.236 

0.012 

0.224 

0.365 

163.34 

Over Exploited 

Tyohari 

0807000801066600 

0.24 

0.41 

38.82 

0.49 

0.02 

0.51 

0.05 

0.53 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.557 

0.028 

0.529 

0.485 

91.75 

Critical 

Umrend 

0807000801066500 

0.24 

0.08 

211.86 

0.10 

- 

0.10 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.107 

0.005 

0.101 

0.142 

140.27 

Over Exploited 

Adda 

0807000901076700 

0.25 

0.38 

13.36 

0.43 

0.02 

0.45 

0.05 

0.61 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.500 

0.025 

0.475 

0.423 

89.21 

Semi Critical 

Aipur 

0807000801061400 

0.24 

0.00 

1,396.88 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

15.13 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.012 

956.95 

Over Exploited 

Ajanhera 

0807000801061900 

0.24 

0.46 

(13.05) 

0.40 

0.01 

0.41 

0.05 

0.60 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.451 

0.023 

0.428 

0.337 

78.70 

Semi Critical 

Alapuri 

0807000901081000 

0.25 

0.01 

1,044.53 

0.01 

- 

0.01 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.019 

0.001 

0.018 

0.063 

355.91 

Over Exploited 

Alipur 

0811000201375700 

0.15 

0.18 

33.90 

0.22 

0.01 

0.23 

0.06 

0.62 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.268 

0.013 

0.255 

0.363 

142.50 

Over Exploited 

Arauda 

0807000901077300 

0.25 

0.59 

2.03 

0.61 

0.03 

0.64 

0.06 

0.65 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.715 

0.036 

0.680 

0.711 

104.61 

Over Exploited 

Atkoli 

0809000301205000 

0.22 

0.00 

1,965.51 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.013 

761.10 

Over Exploited 

Aund Brahman 

0811000201373500 

0.15 

0.16 

30.14 

0.20 

0.01 

0.21 

0.05 

0.49 

0.02 

0.0200 

- 

- 

- 

0.020 

0.039 

0.244 

0.012 

0.232 

0.222 

95.61 

Critical 

Aund Goojar 

0811000201373300 

0.15 

0.15 

12.36 

0.17 

0.01 

0.18 

0.04 

0.43 

0.02 

0.0300 

- 

- 

- 

0.030 

0.047 

0.225 

0.011 

0.214 

0.251 

117.16 

Over Exploited 

Aund Meena 

0811000201373400 

0.15 

0.15 

92.89 

0.18 

0.01 

0.19 

0.04 

0.42 

0.02 

0.0300 

- 

- 

- 

0.030 

0.047 

0.237 

0.012 

0.225 

0.712 

316.79 

Over Exploited 

Bagren 

0807000901075600 

0.25 

3.03 

(88.59) 

2.43 

0.05 

2.48 

0.06 

0.58 

- 

0.1400 

- 

- 

- 

0.140 

0.140 

2.617 

0.131 

2.486 

1.381 

55.53 

Safe 

Ballabhgarh 

0807000801062600 

0.24 

0.87 

(27.94) 

0.69 

0.02 

0.71 

0.05 

0.53 

0.10 

0.0500 

- 

- 

- 

0.050 

0.148 

0.862 

0.043 

0.819 

1.433 

174.85 

Over Exploited 



0.08 

0.00 

2,599.57 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Baragaon 

0811000201374800 

0.15 

0.42 

(49.77) 

0.33 

0.03 

0.37 

0.06 

0.63 

- 

0.0500 

- 

- 

0.018 

0.068 

0.068 

0.434 

0.022 

0.412 

0.500 

121.40 

Over Exploited 

Bhaja Moroli 

0807000901075800 

0.25 

0.61 

(32.33) 

0.49 

0.02 

0.51 

0.06 

0.62 

- 

0.0300 

- 

- 

0.022 

0.052 

0.052 

0.565 

0.028 

0.537 

0.277 

51.63 

Safe 

Bhukrawali 

0809000301208600 

0.22 

0.00 

20,180.36 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.025 

21,216.62 

Over Exploited 



0.22 

0.05 

646.97 

0.06 

0.02 

0.08 

0.01 

0.12 

- 

0.0500 

0.0249 

0.0240 

- 

0.099 

0.099 

0.175 

0.009 

0.166 

0.499 

299.97 

Over Exploited 

Bonl 

0809000101186300 

0.18 

0.08 

359.98 

0.09 

0.03 

0.13 

0.02 

0.20 

- 

0.0900 

- 

- 

0.002 

0.092 

0.092 

0.217 

0.011 

0.206 

0.798 

387.26 

Over Exploited 

Cheekhru 

0807000901076500 

0.25 

0.48 

(8.11) 

0.44 

0.02 

0.46 

0.06 

0.62 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.510 

0.025 

0.484 

0.453 

93.48 

Critical 

Chinayata 

0809000301210700 

0.22 

0.03 

339.21 

0.04 

0.02 

0.06 

0.01 

0.12 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.107 

0.005 

0.102 

0.441 

432.77 

Over Exploited 

Churari 

0809000301205100 

0.22 

0.00 

1,733.59 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.003 

0.000 

0.003 

0.037 

1,387.00 

Over Exploited 

Dhadren 

0807000901081600 

0.25 

0.59 

37.70 

0.71 

0.03 

0.74 

0.05 

0.56 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.836 

0.042 

0.794 

0.923 

116.22 

Over Exploited 



0.25 

0.01 

1,184.72 

0.01 

- 

0.01 

0.01 

0.06 

- 

0.0100 

0.0064 

0.0061 

- 

0.023 

0.023 

0.030 

0.002 

0.029 

0.096 

333.80 

Over Exploited 

Dhand 

0811000201375900 

0.15 

0.33 

33.46 

0.39 

0.02 

0.41 

0.06 

0.62 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.461 

0.023 

0.438 

0.501 

114.35 

Over Exploited 

Dhandhawali 

0809000301208300 

0.22 

0.00 

51,350.54 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.31 

149.81 

0.37 

0.04 

0.41 

0.03 

0.38 

- 

0.1200 

0.0520 

0.0500 

- 

0.222 

0.222 

0.635 

0.032 

0.603 

1.104 

182.95 

Over Exploited 

Dhursi 

0809000301205600 

0.22 

0.00 

3,072.00 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.013 

997.43 

Over Exploited 



0.22 

0.08 

258.99 

0.09 

0.01 

0.10 

0.02 

0.23 

- 

0.0200 

0.0216 

0.0208 

0.000 

0.063 

0.063 

0.166 

0.008 

0.157 

0.193 

122.67 

Over Exploited 

Dorawali 

0809000101185900 

0.18 

0.05 

9,856.68 

0.06 

0.01 

0.07 

0.02 

0.20 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.089 

0.004 

0.084 

0.252 

298.74 

Over Exploited 

Dukawali 

0809000401225900 

0.24 

0.00 

17,937.32 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Etmadpur 

0807000901077400 

0.25 

0.05 

152.09 

0.06 

0.01 

0.07 

0.02 

0.25 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.093 

0.005 

0.088 

0.142 

160.21 

Over Exploited 

Garhi Brahmanan 

0807000801062400 

0.24 

0.19 

(8.20) 

0.18 

- 

0.18 

0.06 

0.62 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.216 

0.011 

0.205 

0.339 

165.07 

Over Exploited 

Gazipur 

0807000901077500 

0.25 

0.49 

26,843.35 

0.39 

0.01 

0.40 

0.04 

0.43 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.431 

0.022 

0.409 

0.291 

71.04 

Semi Critical 


0811000201371900 

0.15 

0.00 

143,201.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ghatri 

0807000801061200 

0.24 

0.01 

519.73 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.010 

0.097 

955.25 

Over Exploited 



0.08 

0.00 

6,983.81 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ghonsla 

0809000301204800 

0.22 

0.00 

2,737.20 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.003 

0.000 

0.003 

0.014 

438.61 

Over Exploited 

Gogera 

0807000801062100 

0.24 

0.60 

(19.90) 

0.48 

0.02 

0.50 

0.06 

0.59 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.555 

0.028 

0.527 

0.498 

94.51 

Critical 

Gohandi Goojar 

0811000201373800 

0.15 

0.07 

185.56 

0.09 

0.03 

0.12 

0.06 

0.62 

0.01 

0.0800 

- 

- 

- 

0.080 

0.088 

0.205 

0.010 

0.194 

0.727 

373.84 

Over Exploited 

Gohandi Meena 

0811000201373700 

0.15 

0.25 

(10.99) 

0.22 

0.01 

0.23 

0.06 

0.61 

0.03 

0.0200 

- 

- 

- 

0.020 

0.048 

0.278 

0.014 

0.264 

0.178 

67.24 

Safe 

Intkhera 

0807000901076600 

0.25 

0.43 

(3.07) 

0.42 

- 

0.42 

0.05 

0.57 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.428 

0.021 

0.406 

0.081 

19.99 

Safe 



0.25 

0.00 

1,410.84 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0026 

0.0025 

- 

0.005 

0.005 

0.007 

0.000 

0.007 

0.001 

14.86 

Safe 

Jahaj 

0807000801062800 

0.24 

0.14 

80.36 

0.16 

0.01 

0.17 

0.01 

0.15 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.204 

0.010 

0.194 

0.280 

143.97 

Over Exploited 



0.08 

0.12 

(109.77) 

0.11 

0.01 

0.12 

0.02 

0.24 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.136 

0.007 

0.129 

0.247 

191.31 

Over Exploited 

Jahazpur 

0811000201374700 

0.15 

0.19 

13.86 

0.22 

0.01 

0.23 

0.06 

0.62 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.266 

0.013 

0.253 

0.402 

159.03 

Over Exploited 

Jalalpur 

0811000201375200 

0.15 

0.14 

(38.66) 

0.11 

0.01 

0.12 

0.06 

0.62 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.143 

0.007 

0.136 

0.205 

150.80 

Over Exploited 

Jaspura Moroli 

0807000901076400 

0.25 

0.95 

(7.22) 

0.88 

0.02 

0.90 

0.05 

0.60 

- 

0.0700 

- 

- 

0.000 

0.070 

0.070 

0.971 

0.049 

0.922 

0.675 

73.21 

Semi Critical 



0.25 

0.00 

3,617.79 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0015 

0.0018 

- 

0.003 

0.003 

0.004 

0.000 

0.004 

0.001 

19.49 

Safe 

Jonl 

0809000101186100 

0.18 

0.46 

7.90 

0.49 

0.03 

0.52 

0.05 

0.53 

- 

0.0900 

- 

- 

0.001 

0.091 

0.091 

0.615 

0.031 

0.585 

0.837 

143.13 

Over Exploited 

Kair 

0807000901075900 

0.25 

1.79 

(40.06) 

1.44 

0.02 

1.46 

0.05 

0.56 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

1.515 

0.076 

1.439 

0.570 

39.61 

Safe 



0.06 

0.00 

2,797.34 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.019 

3,634.50 

Over Exploited 

Kalsara 

0807000901076300 

0.25 

0.97 

4.10 

1.01 

0.04 

1.05 

0.05 

0.60 

- 

0.1300 

- 

- 

0.001 

0.131 

0.131 

1.184 

0.059 

1.125 

1.158 

102.96 

Over Exploited 



0.25 

0.00 

6,957.30 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0006 

0.0010 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.000 

22.82 

Safe 

Kamalpuriya Ka Pura 

0809000101186000 

0.18 

0.31 

4,057.57 

0.25 

- 

0.25 

0.06 

0.62 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.255 

0.013 

0.243 

0.071 

29.24 

Safe 

Karwari 

0807000901081800 

0.25 

0.30 

64.18 

0.36 

0.01 

0.37 

0.05 

0.49 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.411 

0.021 

0.391 

0.344 

88.15 

Semi Critical 

Katariyapura 

0807000901076100 

0.25 

0.42 

(43.30) 

0.33 

- 

0.33 

0.06 

0.58 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.345 

0.017 

0.328 

0.239 

72.83 

Semi Critical 



0.06 

0.00 

260.76 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.008 

1,590.31 

Over Exploited 

Katkar 

0807000901081300 

0.25 

0.25 

4.35 

0.26 

0.01 

0.27 

0.06 

0.65 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.286 

0.014 

0.272 

0.174 

64.09 

Safe 

Khairora 

0807000801066100 

0.24 

0.00 

5,461.79 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khan Khera 

0807000901075700 

0.25 

1.20 

(70.70) 

0.96 

0.02 

0.98 

0.05 

0.57 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

1.052 

0.053 

1.000 

0.683 

68.29 

Safe 

Khanpur 

0811000201373600 

0.15 

0.25 

30.73 

0.30 

0.02 

0.32 

0.06 

0.60 

0.03 

0.0600 

- 

- 

- 

0.060 

0.088 

0.406 

0.020 

0.385 

0.591 

153.27 

Over Exploited 

Khareri 

0807000901075500 

0.25 

0.56 

- 

0.56 

0.06 

0.62 

0.03 

0.28 

- 

0.1700 

- 

- 

- 

0.170 

0.170 

0.788 

0.079 

0.709 

1.545 

217.76 

Over Exploited 

Khawda 

0811000201371800 

0.15 

0.00 

10,537.62 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Kheri Hewat 

080900030120890C 

10.761 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.618 

0.52 

0.140 

0.10 

0.01 

0.00 

0.00 

0.00 

0.35 

0.29 

0.37 

0.032 

0.17 

0.21 


Kheriya 

0809000101185800 

3.177 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.014 

0.72 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kherla Bujurg 

0811000201374200 

7.125 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.125 

0.25 

0.100 

0.28 

0.04 

0.00 

0.00 

0.00 

0.42 

0.44 

1.06 

0.057 

0.57 

0.54 


Kherli Brahmanan 

0807000801062300 

1.508 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.508 

0.55 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

0.20 

0.19 

0.42 

0.011 

0.56 

0.58 


Kherli Goojar 

0809000301204900 

11.683 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.033 

0.38 

0.140 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.10 

0.018 

0.10 

0.10 


Khilchipur 

0811000201374500 

1.092 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.092 

1.05 

0.100 

0.15 

0.02 

0.00 

0.00 

0.00 

0.24 

0.24 

0.58 

0.009 

0.56 

0.57 


Khohra Mulla 

0811000201374000 

2.741 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.716 

0.35 

0.100 

0.21 

0.03 

0.00 

0.00 

0.00 

0.28 

0.30 

0.82 

0.022 

0.56 

0.52 


Khoot Khera 

0807000901077000 

7.431 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.431 

0.95 

0.150 

0.34 

0.05 

0.00 

0.00 

0.00 

1.35 

1.24 

1.32 

0.036 

0.56 

0.61 


Kirawali 

0807000801062700 

8.468 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.486 

0.45 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.17 

0.15 

0.14 

0.018 

0.16 

0.18 







Non-command 

Quartzite 

5.096 

0.45 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.08 

0.16 

0.036 

0.34 

0.37 


Kondla 

0811000201373900 

1.961 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.734 

0.63 

0.100 

0.19 

0.03 

0.00 

0.00 

0.00 

0.27 

0.30 

0.73 

0.014 

0.50 

0.45 


Kutakpur 

0811000201371600 

3.780 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.801 

0.94 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.05 

0.006 

0.12 

0.11 


Madanpur 

0807000901077100 

5.538 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.538 

0.95 

0.150 

0.10 

0.01 

0.00 

0.00 

0.01 

0.87 

0.81 

0.38 

0.027 

0.56 

0.61 


Mahrawar 

0807000901077200 

5.437 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.437 

0.92 

0.150 

0.33 

0.05 

0.00 

0.00 

0.00 

1.02 

0.98 

1.30 

0.027 

0.58 

0.61 


Maidpur 

0807000801061600 

3.643 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.244 

0.21 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

0.16 

0.15 

0.41 

0.016 

0.35 

0.35 


Mainapura 

0807000801062200 

7.107 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.618 

0.58 

0.120 

0.16 

0.02 

0.00 

0.00 

0.00 

0.60 

0.57 

0.59 

0.047 

0.52 

0.55 


Majhadpur 

0807000801062500 

2.483 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.483 

0.26 

0.120 

0.14 

0.01 

0.00 

0.00 

0.00 

0.21 

0.20 

0.56 

0.018 

0.56 

0.59 


Mangren Khurd 

0807000901076000 

3.702 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.336 

0.57 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.13 

0.12 

0.007 

0.20 

0.22 







Non-command 

Quartzite 

2.086 

0.57 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.10 

0.010 

0.32 

0.34 


Milki Pura 

0811000201374400 

1.325 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.325 

1.07 

0.100 

0.07 

0.01 

0.00 

0.00 

0.00 

0.20 

0.21 

0.25 

0.011 

0.56 

0.55 


Mor Talab 

0807000901077600 

12.779 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.984 

1.00 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.28 

0.00 

0.010 

0.09 

0.10 


Nagla Hota 

0807000901081500 

2.235 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.235 

0.95 

0.150 

0.07 

0.01 

0.00 

0.00 

0.00 

0.38 

0.36 

0.28 

0.011 

0.57 

0.61 


Nahida 

0811000201375400 

3.525 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.525 

0.19 

0.100 

0.13 

0.02 

0.00 

0.00 

0.00 

0.18 

0.17 

0.50 

0.028 

0.56 

0.57 


Naugaon 

0811000201371500 

1.714 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.010 

0.93 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nithar 

0807000801061500 

7.746 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.932 

0.18 

0.120 

0.20 

0.01 

0.00 

0.00 

0.00 

0.28 

0.26 

0.77 

0.028 

0.29 

0.30 







Non-command 

Quartzite 

0.562 

0.18 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.05 

0.004 

0.04 

0.04 


Nithari 

0807000901076200 

4.862 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.862 

0.77 

0.150 

0.18 

0.03 

0.00 

0.00 

0.00 

0.71 

0.66 

0.68 

0.024 

0.56 

0.60 


Pali 

0809000301205200 

1.051 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.211 

0.77 

0.140 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.11 

0.002 

0.11 

0.12 






Jugger 

Command 

Older Alluvium 

0.048 

0.77 

0.140 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.000 

0.03 

0.03 


Peeloopura 

0807000901081400 

3.151 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.151 

0.96 

0.150 

0.08 

0.01 

0.00 

0.00 

0.00 

0.52 

0.50 

0.28 

0.015 

0.58 

0.61 


Peeparra 

0807000901076900 

2.336 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.336 

0.84 

0.150 

0.07 

0.01 

0.00 

0.00 

0.00 

0.36 

0.34 

0.26 

0.011 

0.57 

0.61 


Qila 

0807000901077700 

2.082 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.059 

1.24 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.02 


Ramnagar 

0807000801062000 

4.545 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.545 

0.86 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.52 

0.49 

0.21 

0.032 

0.56 

0.59 


Raroda 

0807000901076800 

3.934 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.934 

0.79 

0.150 

0.14 

0.02 

0.00 

0.00 

0.00 

0.59 

0.55 

0.55 

0.019 

0.57 

0.60 


Raseri 

0807000901081700 

5.649 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.934 

1.14 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.17 

0.06 

0.005 

0.09 

0.10 


Ratanpura 

0811000201374900 

5.120 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.120 

0.27 

0.100 

0.10 

0.01 

0.00 

0.00 

0.02 

0.21 

0.21 

0.37 

0.041 

0.56 

0.56 


Reejwas 

0809000301205400 

2.480 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.052 

0.84 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 






Jugger 

Command 

Older Alluvium 

1.839 

0.84 

0.140 

0.08 

0.01 

0.00 

0.00 

0.00 

0.29 

0.26 

0.30 

0.017 

0.40 

0.45 


Sahida 

0811000201375300 

2.652 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.652 

0.24 

0.100 

0.14 

0.02 

0.00 

0.00 

0.00 

0.18 

0.18 

0.52 

0.021 

0.56 

0.57 


Salempur 

0811000201375000 

8.187 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.570 

0.29 

0.100 

0.11 

0.01 

0.00 

0.00 

0.00 

0.26 

0.26 

0.37 

0.044 

0.38 

0.39 


Salempur Kalan 

0807000801061700 

1.735 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.735 

0.65 

0.120 

0.23 

0.03 

0.00 

0.00 

0.00 

0.34 

0.33 

0.91 

0.012 

0.56 

0.58 


Samaspur 

0811000201375600 

8.289 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.212 

0.60 

0.100 

0.14 

0.02 

0.00 

0.00 

0.00 

0.62 

0.58 

0.46 

0.065 

0.55 

0.58 


Sarai Bhamboo 

0807000901081200 

2.804 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.720 

0.90 

0.150 

0.12 

0.02 

0.00 

0.00 

0.00 

0.33 

0.32 

0.45 

0.008 

0.36 

0.37 


Shahjadpura 

0807000801061800 

5.100 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.100 

0.71 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.53 

0.52 

0.33 

0.036 

0.56 

0.57 


Sheeshwara 

0811000201376000 

10.555 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.743 

0.77 

0.100 

0.13 

0.02 

0.00 

0.00 

0.00 

0.78 

0.72 

0.41 

0.069 

0.45 

0.49 


Sikandarpur 

0811000201375500 

2.464 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.464 

0.19 

0.100 

0.08 

0.01 

0.00 

0.00 

0.00 

0.11 

0.11 

0.31 

0.020 

0.55 

0.58 


Singhan Jatt 

0809000301205300 

2.294 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.140 

0.84 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.03 

0.04 






Jugger 

Command 

Older Alluvium 

1.044 

0.84 

0.140 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.14 

0.11 

0.009 

0.25 

0.28 


Sita 

0807000801062900 

8.654 

Fresh 

Non-command 

Non-command 

Quartzite 

0.003 

0.59 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Somala Ratra 

0809000301209000 

3.015 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.230 

0.86 

0.140 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.08 

0.002 

0.04 

0.05 






Jugger 

Command 

Older Alluvium 

0.298 

0.86 

0.140 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.11 

0.003 

0.05 

0.06 


Somli 

0809000301209100 

4.255 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.408 

0.70 

0.140 

0.19 

0.03 

0.00 

0.00 

0.00 

0.49 

0.41 

0.70 

0.031 

0.42 

0.50 






Jugger 

Command 

Older Alluvium 

0.138 

0.70 

0.140 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.02 

0.02 


Suhari 

0807000801057200 

8.677 

Fresh 

Non-command 

Non-command 

Quartzite 

0.131 

0.86 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Sultanpura 

0811000201375100 

1.427 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.427 

0.33 

0.100 

0.07 

0.01 

0.00 

0.00 

0.00 

0.11 

0.11 

0.25 

0.011 

0.56 

0.56 


Suroth 

0809000301208400 

16.304 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.148 

1.05 

0.140 

0.29 

0.04 

0.00 

0.00 

0.00 

1.60 

1.40 

1.05 

0.082 

0.30 

0.34 






Jugger 

Command 

Older Alluvium 

5.465 

1.05 

0.140 

0.17 

0.02 

0.00 

0.00 

0.00 

0.96 

0.84 

0.62 

0.049 

0.18 

0.21 


Taharpur 

0809000301208500 

2.274 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.673 

0.97 

0.140 

0.08 

0.01 

0.00 

0.00 

0.00 

0.30 

0.27 

0.32 

0.015 

0.40 

0.45 






Jugger 

Command 

Older Alluvium 

0.601 

0.97 

0.140 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.12 

0.005 

0.14 

0.16 


Tal Chiri 

0811000201374600 

4.069 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.069 

1.20 

0.100 

0.16 

0.02 

0.00 

0.00 

0.00 

0.63 

0.63 

0.60 

0.032 

0.56 

0.56 


Targawan 

0807000801061300 

1.291 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.709 

0.19 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.17 

0.005 

0.31 

0.33 







Non-command 

Quartzite 

0.238 

0.19 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.002 

0.10 

0.11 


Tehra 

0811000201374300 

1.515 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.515 

0.52 

0.100 

0.10 

0.02 

0.00 

0.00 

0.00 

0.16 

0.17 

0.40 

0.012 

0.57 

0.54 


Veerampur 

0811000201375800 

1.661 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.661 

0.84 

0.100 

0.10 

0.01 

0.00 

0.00 

0.00 

0.23 

0.22 

0.38 

0.013 

0.56 

0.57 


Vijaypura 

0809000301205700 

3.092 

Fresh 

Jugger 

Command 

Older Alluvium 

0.162 

1.06 

0.140 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.001 

0.03 

0.03 


Vishan Pura 

0809000101186200 

3.237 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.325 

0.63 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.13 

0.05 

0.010 

0.23 

0.22 


Wai Jatt 

0809000301205500 

4.422 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.515 

0.85 

0.140 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.07 

0.005 

0.06 

0.07 






Jugger 

Command 

Older Alluvium 

2.744 

0.85 

0.140 

0.11 

0.02 

0.00 

0.00 

0.00 

0.42 

0.38 

0.40 

0.025 

0.34 

0.38 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Kheri Hewat 

0809000301208900 

0.22 

0.14 

111.48 

0.17 

0.01 

0.18 

0.01 

0.19 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.216 

0.011 

0.205 

0.399 

194.46 

Over Exploited 

Kheriya 

0809000101185800 

0.18 

0.00 

76,474.51 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kherla Bujurg 

0811000201374200 

0.15 

0.61 

(27.73) 

0.48 

0.04 

0.53 

0.06 

0.63 

- 

0.1200 

- 

- 

0.001 

0.121 

0.121 

0.646 

0.032 

0.614 

1.113 

181.17 

Over Exploited 

Kherli Brahmanan 

0807000801062300 

0.24 

0.20 

(5.14) 

0.19 

0.01 

0.20 

0.06 

0.62 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.223 

0.011 

0.211 

0.432 

204.27 

Over Exploited 

Kherli Goojar 

0809000301204900 

0.22 

0.04 

192.03 

0.05 

0.00 

0.05 

0.01 

0.10 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.070 

0.003 

0.066 

0.114 

172.28 

Over Exploited 

Khilchipur 

0811000201374500 

0.15 

0.09 

162.63 

0.11 

0.02 

0.13 

0.06 

0.62 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.190 

0.010 

0.181 

0.585 

323.48 

Over Exploited 

Khohra Mulla 

0811000201374000 

0.15 

0.23 

30.33 

0.28 

0.03 

0.31 

0.06 

0.63 

0.03 

0.0900 

- 

- 

- 

0.090 

0.116 

0.421 

0.021 

0.400 

0.838 

209.55 

Over Exploited 

Khoot Khera 

0807000901077000 

0.25 

1.04 

19.49 

1.24 

0.05 

1.29 

0.05 

0.61 

- 

0.1500 

- 

- 

- 

0.150 

0.150 

1.439 

0.072 

1.367 

1.354 

99.10 

Critical 

Kirawali 

0807000801062700 

0.24 

0.10 

54.26 

0.12 

0.01 

0.13 

0.02 

0.18 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.148 

0.007 

0.141 

0.162 

115.05 

Over Exploited 



0.08 

0.14 

(42.51) 

0.11 

0.01 

0.12 

0.04 

0.37 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.140 

0.007 

0.133 

0.191 

143.72 

Over Exploited 

Kondla 

0811000201373900 

0.15 

0.13 

127.27 

0.16 

0.03 

0.19 

0.06 

0.56 

0.01 

0.0800 

- 

- 

- 

0.080 

0.095 

0.281 

0.014 

0.267 

0.744 

278.30 

Over Exploited 

Kutakpur 

0811000201371600 

0.15 

0.01 

572.37 

0.02 

- 

0.02 

0.01 

0.13 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.029 

0.001 

0.028 

0.054 

197.50 

Over Exploited 

Madanpur 

0807000901077100 

0.25 

0.78 

4.07 

0.81 

0.02 

0.83 

0.05 

0.62 

- 

0.0400 

- 

- 

0.013 

0.053 

0.053 

0.880 

0.044 

0.836 

0.405 

48.45 

Safe 

Mahrawar 

0807000901077200 

0.25 

0.79 

23.93 

0.95 

0.05 

1.00 

0.06 

0.64 

- 

0.1500 

- 

- 

0.005 

0.155 

0.155 

1.155 

0.058 

1.097 

1.327 

120.96 

Over Exploited 

Maidpur 

0807000801061600 

0.24 

0.19 

(17.65) 

0.15 

0.01 

0.16 

0.04 

0.39 

0.02 

0.0200 

- 

- 

- 

0.020 

0.042 

0.206 

0.010 

0.195 

0.421 

215.61 

Over Exploited 

Mainapura 

0807000801062200 

0.24 

0.83 

(30.93) 

0.66 

0.02 

0.68 

0.06 

0.58 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.753 

0.038 

0.715 

0.639 

89.41 

Semi Critical 

Majhadpur 

0807000801062500 

0.24 

0.33 

(40.62) 

0.27 

0.01 

0.28 

0.06 

0.62 

0.04 

0.0200 

- 

- 

- 

0.020 

0.058 

0.335 

0.017 

0.319 

0.573 

179.78 

Over Exploited 

Mangren Khurd 

0807000901076000 

0.25 

0.07 

99.27 

0.08 

- 

0.08 

0.02 

0.22 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.091 

0.005 

0.087 

0.122 

140.53 

Over Exploited 



0.06 

0.04 

26.78 

0.05 

- 

0.05 

0.03 

0.35 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.057 

0.003 

0.055 

0.114 

209.43 

Over Exploited 

Milki Pura 

0811000201374400 

0.15 

0.11 

84.74 

0.13 

0.01 

0.14 

0.06 

0.63 

0.01 

0.0300 

- 

- 

- 

0.030 

0.043 

0.187 

0.009 

0.178 

0.261 

146.66 

Over Exploited 

Mor Talab 

0807000901077600 

0.25 

0.05 

########## 

0.05 

- 

0.05 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.055 

0.003 

0.052 

0.010 

18.76 

Safe 

Nagla Hota 

0807000901081500 

0.25 

0.32 

11.89 

0.36 

0.01 

0.37 

0.06 

0.63 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.419 

0.021 

0.398 

0.292 

73.44 

Semi Critical 

Nahida 

0811000201375400 

0.15 

0.29 

(41.26) 

0.24 

0.02 

0.26 

0.06 

0.61 

- 

0.0600 

- 

- 

0.001 

0.061 

0.061 

0.318 

0.016 

0.302 

0.527 

174.57 

Over Exploited 

Naugaon 

0811000201371500 

0.15 

0.00 

20,998.37 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nithar 

0807000801061500 

0.24 

0.27 

(1.93) 

0.26 

0.01 

0.27 

0.03 

0.32 

0.03 

0.0300 

- 

- 

- 

0.030 

0.061 

0.336 

0.017 

0.319 

0.793 

248.70 

Over Exploited 



0.08 

0.00 

526.35 

0.00 

- 

0.00 

0.00 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.054 

2,351.76 

Over Exploited 

Nithari 

0807000901076200 

0.25 

0.68 

(2.08) 

0.66 

0.03 

0.69 

0.06 

0.62 

- 

0.0800 

- 

- 

0.000 

0.080 

0.080 

0.775 

0.039 

0.736 

0.704 

95.62 

Critical 

Pali 

0809000301205200 

0.22 

0.01 

832.66 

0.01 

- 

0.01 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.015 

0.110 

719.16 

Over Exploited 



0.22 

0.00 

5,044.11 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0004 

0.0006 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.024 

1,949.17 

Over Exploited 

Peeloopura 

0807000901081400 

0.25 

0.46 

9.32 

0.50 

0.01 

0.51 

0.06 

0.64 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.540 

0.027 

0.513 

0.296 

57.85 

Safe 

Peeparra 

0807000901076900 

0.25 

0.34 

0.29 

0.34 

0.01 

0.35 

0.06 

0.63 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.376 

0.019 

0.357 

0.274 

76.78 

Semi Critical 

Qila 

0807000901077700 

0.25 

0.00 

4,166.04 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ramnagar 

0807000801062000 

0.24 

0.61 

(19.39) 

0.49 

0.01 

0.50 

0.06 

0.61 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.519 

0.026 

0.493 

0.240 

48.76 

Safe 

Raroda 

0807000901076800 

0.25 

0.56 

(1.16) 

0.55 

0.02 

0.57 

0.06 

0.62 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.630 

0.032 

0.599 

0.573 

95.75 

Critical 

Raseri 

0807000901081700 

0.25 

0.02 

671.38 

0.03 

- 

0.03 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.036 

0.002 

0.035 

0.066 

189.83 

Over Exploited 

Ratanpura 

0811000201374900 

0.15 

0.43 

(51.64) 

0.35 

0.03 

0.38 

0.06 

0.62 

- 

0.0400 

- 

- 

0.030 

0.070 

0.070 

0.447 

0.022 

0.425 

0.406 

95.54 

Critical 

Reejwas 

0809000301205400 

0.22 

0.00 

4,002.18 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.000 

0.012 

2,595.03 

Over Exploited 



0.22 

0.16 

57.50 

0.20 

0.01 

0.21 

0.04 

0.44 

- 

0.0300 

0.0191 

0.0230 

0.000 

0.072 

0.072 

0.278 

0.014 

0.264 

0.315 

119.19 

Over Exploited 

Sahida 

0811000201375300 

0.15 

0.22 

(18.06) 

0.18 

0.02 

0.20 

0.06 

0.62 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.262 

0.013 

0.249 

0.539 

216.24 

Over Exploited 

Salempur 

0811000201375000 

0.15 

0.32 

(19.74) 

0.26 

0.01 

0.27 

0.04 

0.42 

- 

0.0400 

- 

- 

0.005 

0.045 

0.045 

0.313 

0.016 

0.298 

0.418 

140.45 

Over Exploited 

Salempur Kalan 

0807000801061700 

0.24 

0.23 

39.48 

0.28 

0.03 

0.31 

0.06 

0.62 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.410 

0.020 

0.389 

0.926 

237.93 

Over Exploited 

Samaspur 

0811000201375600 

0.15 

0.68 

(13.41) 

0.58 

0.02 

0.60 

0.05 

0.60 

- 

0.0500 

- 

- 

0.000 

0.050 

0.050 

0.655 

0.033 

0.622 

0.526 

84.57 

Semi Critical 

Sarai Bhamboo 

0807000901081200 

0.25 

0.15 

105.53 

0.19 

0.02 

0.21 

0.04 

0.40 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.256 

0.013 

0.243 

0.462 

190.31 

Over Exploited 

Shahjadpura 

0807000801061800 

0.24 

0.69 

(24.50) 

0.55 

- 

0.55 

0.06 

0.62 

0.08 

0.0100 

- 

- 

- 

0.010 

0.087 

0.637 

0.032 

0.605 

0.366 

60.55 

Safe 

Sheeshwara 

0811000201376000 

0.15 

0.60 

21.32 

0.72 

0.02 

0.74 

0.04 

0.50 

- 

0.0500 

- 

- 

0.000 

0.050 

0.050 

0.786 

0.039 

0.746 

0.482 

64.64 

Safe 

Sikandarpur 

0811000201375500 

0.15 

0.21 

(46.22) 

0.16 

0.01 

0.18 

0.06 

0.61 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.210 

0.010 

0.199 

0.327 

163.90 

Over Exploited 

Singhan Jatt 

0809000301205300 

0.22 

0.00 

1,350.88 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.013 

1,140.29 

Over Exploited 



0.22 

0.06 

141.80 

0.07 

- 

0.07 

0.02 

0.27 

- 

0.0100 

0.0108 

0.0130 

- 

0.034 

0.034 

0.102 

0.005 

0.097 

0.117 

121.44 

Over Exploited 

Sita 

0807000801062900 

0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Somala Ratra 

0809000301209000 

0.22 

0.00 

1,891.54 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.013 

0.001 

0.012 

0.084 

676.56 

Over Exploited 



0.22 

0.00 

1,539.31 

0.00 

0.00 

0.00 

0.00 

0.06 

- 

0.0100 

0.0039 

0.0037 

0.000 

0.018 

0.018 

0.022 

0.001 

0.021 

0.109 

512.37 

Over Exploited 

Somli 

0809000301209100 

0.22 

0.31 

32.46 

0.37 

0.03 

0.40 

0.03 

0.45 

- 

0.0800 

- 

- 

0.000 

0.080 

0.080 

0.485 

0.024 

0.461 

0.734 

159.29 

Over Exploited 



0.22 

0.00 

3,734.59 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

0.0018 

0.0017 

0.000 

0.004 

0.004 

0.004 

0.000 

0.004 

0.025 

617.42 

Over Exploited 

Suhari 

0807000801057200 

0.08 

0.00 

2,061.56 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Sultanpura 

0811000201375100 

0.15 

0.12 

(10.40) 

0.11 

0.01 

0.12 

0.06 

0.62 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.148 

0.007 

0.141 

0.261 

185.89 

Over Exploited 

Suroth 

0809000301208400 

0.22 

0.61 

131.10 

0.73 

0.04 

0.77 

0.03 

0.33 

- 

0.1200 

- 

- 

0.001 

0.121 

0.121 

0.889 

0.044 

0.844 

1.128 

133.65 

Over Exploited 



0.22 

0.22 

286.94 

0.26 

0.02 

0.28 

0.02 

0.20 

- 

0.0700 

0.0708 

0.0682 

0.001 

0.210 

0.210 

0.490 

0.025 

0.466 

0.666 

142.96 

Over Exploited 

Taharpur 

0809000301208500 

0.22 

0.15 

80.37 

0.18 

0.01 

0.19 

0.04 

0.44 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.228 

0.011 

0.216 

0.332 

153.41 

Over Exploited 



0.22 

0.02 

424.99 

0.02 

- 

0.02 

0.01 

0.16 

- 

0.0100 

0.0078 

0.0075 

- 

0.025 

0.025 

0.048 

0.002 

0.046 

0.123 

269.22 

Over Exploited 

Tal Chiri 

0811000201374600 

0.15 

0.34 

83.73 

0.41 

0.02 

0.43 

0.06 

0.62 

- 

0.0700 

- 

- 

0.000 

0.070 

0.070 

0.502 

0.025 

0.477 

0.627 

131.58 

Over Exploited 

Targawan 

0807000801061300 

0.24 

0.05 

(1.31) 

0.05 

- 

0.05 

0.04 

0.34 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.068 

0.003 

0.065 

0.170 

263.55 

Over Exploited 



0.08 

0.00 

415.05 

0.00 

- 

0.00 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.027 

1,088.40 

Over Exploited 

Tehra 

0811000201374300 

0.15 

0.13 

29.39 

0.15 

0.02 

0.17 

0.06 

0.63 

0.01 

0.0500 

- 

- 

- 

0.050 

0.064 

0.238 

0.012 

0.227 

0.415 

183.22 

Over Exploited 

Veerampur 

0811000201375800 

0.15 

0.14 

60.22 

0.17 

0.01 

0.18 

0.06 

0.62 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.217 

0.011 

0.206 

0.397 

192.45 

Over Exploited 

Vijaypura 

0809000301205700 

0.22 

0.00 

2,854.03 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

0.0017 

0.0020 

0.001 

0.005 

0.005 

0.006 

0.000 

0.006 

0.037 

635.42 

Over Exploited 

Vishan Pura 

0809000101186200 

0.18 

0.06 

123.33 

0.07 

0.00 

0.07 

0.02 

0.26 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.079 

0.004 

0.075 

0.058 

76.66 

Semi Critical 

Wai Jatt 

0809000301205500 

0.22 

0.01 

919.23 

0.01 

- 

0.01 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.019 

0.001 

0.018 

0.077 

432.42 

Over Exploited 



0.22 

0.20 

84.04 

0.25 

0.02 

0.27 

0.03 

0.37 

- 

0.0500 

0.0285 

0.0343 

- 

0.113 

0.113 

0.378 

0.019 

0.359 

0.428 

119.01 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Wara Bujurg 

0811000201374100 

4.745 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.070 

0.40 

0.100 

0.18 

0.03 

0.00 

0.00 

0.00 

0.27 

0.30 

0.68 

0.024 

0.37 

0.34 

04001008 

Akbarpur 

0809000301214400 

3.234 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.136 

0.86 

0.140 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.05 

0.001 

0.02 

0.02 






Panchana 

Command 

Older Alluvium 

1.765 

0.86 

0.140 

0.15 

0.02 

0.00 

0.00 

0.00 

0.34 

0.33 

0.56 

0.016 

0.30 

0.31 


Akhawara 

0809000101194600 

3.191 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.049 

0.92 

0.120 

0.45 

0.07 

0.00 

0.00 

0.00 

0.72 

0.70 

1.78 

0.022 

0.53 

0.54 


Alipura 

0809000301213100 

5.826 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.872 

0.60 

0.140 

0.05 

0.00 

0.00 

0.00 

0.00 

0.21 

0.19 

0.19 

0.017 

0.18 

0.19 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.954 

0.60 

0.140 

0.08 

0.00 

0.00 

0.00 

0.00 

0.41 

0.38 

0.28 

0.036 

0.37 

0.40 


Arej 

0809000101194100 

3.040 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.040 

0.78 

0.120 

0.29 

0.04 

0.00 

0.00 

0.00 

0.54 

0.50 

1.12 

0.022 

0.55 

0.59 


Atkoli 

0809000301205000 

2.798 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.724 

0.57 

0.140 

0.09 

0.01 

0.00 

0.00 

0.00 

0.30 

0.27 

0.31 

0.024 

0.53 

0.58 


Ayyapur 

0809000101193900 

2.227 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.968 

0.84 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.14 

0.13 

0.21 

0.007 

0.24 

0.25 






Panchana 

Command 

Older Alluvium 

0.992 

0.84 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.14 

0.13 

0.21 

0.007 

0.25 

0.26 


Badleta Bujurg 

0809000101190100 

5.291 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.291 

0.97 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.69 

0.71 

0.28 

0.039 

0.57 

0.55 


Badleta Khurd 

0809000101187400 

3.334 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.324 

0.97 

0.120 

0.15 

0.02 

0.00 

0.00 

0.00 

0.52 

0.54 

0.55 

0.024 

0.57 

0.55 


Bahadurpur 

0809000101194800 

2.544 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.147 

0.89 

0.120 

0.24 

0.03 

0.00 

0.00 

0.00 

0.44 

0.41 

0.92 

0.016 

0.46 

0.49 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.397 

0.89 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.06 

0.003 

0.09 

0.09 


Balawas 

0809000101186900 

2.125 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.985 

0.73 

0.120 

0.18 

0.03 

0.00 

0.00 

0.00 

0.32 

0.34 

0.72 

0.015 

0.54 

0.52 


Baledi 

0809000101190200 

1.679 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.679 

0.85 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.22 

0.23 

0.22 

0.012 

0.57 

0.56 


Balghat 

0809000101189700 

7.272 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.585 

0.95 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.58 

0.61 

0.25 

0.034 

0.36 

0.35 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.444 

0.95 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.01 

0.003 

0.04 

0.03 


Banwaripur 

0809000301214000 

1.989 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.989 

0.45 

0.140 

0.20 

0.03 

0.00 

0.00 

0.00 

0.30 

0.27 

0.79 

0.018 

0.55 

0.59 


Bargawan 

0809000301213200 

8.766 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.766 

0.47 

0.140 

0.18 

0.01 

0.00 

0.00 

0.00 

0.75 

0.69 

0.62 

0.079 

0.55 

0.59 


Beejalwara 

0809000101187600 

3.757 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.280 

1.30 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.02 

0.002 

0.04 

0.04 


Bhadoli 

0809000101192100 

2.451 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.599 

0.78 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.18 

0.17 

0.14 

0.012 

0.36 

0.38 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.852 

0.78 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.03 

0.006 

0.19 

0.20 


Bhalpur 

0810000101261200 

6.315 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.469 

1.01 

0.100 

0.24 

0.04 

0.00 

0.00 

0.00 

0.55 

0.50 

0.94 

0.020 

0.30 

0.34 






Panchana 

Command 

Older Alluvium 

0.335 

1.01 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.09 

0.002 

0.03 

0.03 


Bhandari Androoni 

0809000101187900 

2.187 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.259 

0.82 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.08 

0.002 

0.07 

0.06 


Bhandari Berooni 

0809000101189500 

5.375 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.009 

0.70 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bholooki Kothi 

0809000101186800 

1.814 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.814 

0.72 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.20 

0.20 

0.20 

0.013 

0.57 

0.55 


Bhopur 

0809000101195000 

3.698 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.698 

0.86 

0.120 

0.31 

0.05 

0.00 

0.00 

0.00 

0.64 

0.61 

1.22 

0.027 

0.55 

0.58 


Binega 

0809000301213400 

1.528 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.528 

0.34 

0.140 

0.23 

0.01 

0.00 

0.00 

0.00 

0.29 

0.27 

0.91 

0.014 

0.55 

0.59 


Bonl 

0809000101186300 

7.678 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.260 

0.62 

0.120 

0.45 

0.07 

0.00 

0.00 

0.00 

0.77 

0.79 

1.74 

0.039 

0.39 

0.38 


Chak Bahadurpur 

0809000101194900 

1.644 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.644 

0.83 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.23 

0.22 

0.31 

0.012 

0.55 

0.59 


ChakGarhi Mosamabad 

0809000301206800 

0.855 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.855 

0.48 

0.140 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.04 

0.008 

0.55 

0.59 


Chak Hingot 

0809000301214800 

1.774 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.774 

0.50 

0.140 

0.08 

0.01 

0.00 

0.00 

0.00 

0.19 

0.18 

0.31 

0.016 

0.55 

0.60 


Chak Kanwar Pura 

0809000101191700 

1.294 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.294 

0.59 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.18 

0.17 

0.37 

0.009 

0.55 

0.59 


Chak Redayal Goojar 

0810000101260700 

1.700 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.715 

1.04 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.05 

0.004 

0.23 

0.26 






Panchana 

Command 

Older Alluvium 

0.985 

1.04 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.06 

0.006 

0.32 

0.35 


Chak Redayal Turk 

0810000101260800 

0.258 

Fresh 

Panchana 

Command 

Older Alluvium 

0.258 

1.17 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.13 

0.001 

0.56 

0.61 


Chak Sikandarpur 

0809000301207000 

1.480 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.135 

0.61 

0.140 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.05 

0.05 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.344 

0.61 

0.140 

0.04 

0.00 

0.00 

0.00 

0.00 

0.15 

0.14 

0.13 

0.012 

0.50 

0.54 


Chandan Gaon 

0809000301214600 

3.260 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.811 

0.88 

0.140 

0.08 

0.01 

0.00 

0.00 

0.00 

0.17 

0.16 

0.31 

0.007 

0.14 

0.15 






Panchana 

Command 

Older Alluvium 

1.476 

0.88 

0.140 

0.15 

0.02 

0.00 

0.00 

0.00 

0.31 

0.29 

0.58 

0.013 

0.25 

0.27 


Chandeela 

0809000301206000 

2.979 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.166 

0.57 

0.140 

0.10 

0.01 

0.00 

0.00 

0.00 

0.26 

0.23 

0.37 

0.019 

0.39 

0.44 


Churari 

0809000301205100 

1.948 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.653 

0.68 

0.140 

0.10 

0.01 

0.00 

0.00 

0.00 

0.25 

0.22 

0.40 

0.015 

0.46 

0.51 


Danalpur 

0809000301214700 

3.776 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.776 

0.53 

0.140 

0.31 

0.05 

0.00 

0.00 

0.00 

0.54 

0.50 

1.21 

0.034 

0.55 

0.60 


Dedroli 

0809000301216600 

5.445 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.886 

0.22 

0.140 

0.15 

0.01 

0.00 

0.00 

0.00 

0.20 

0.18 

0.56 

0.017 

0.19 

0.21 


Deolen 

0809000101191100 

6.059 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.059 

0.55 

0.120 

0.44 

0.06 

0.00 

0.00 

0.00 

0.78 

0.76 

1.71 

0.044 

0.56 

0.57 


Dhahara 

0809000301207100 

4.994 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.994 

0.81 

0.140 

0.09 

0.01 

0.00 

0.00 

0.00 

0.64 

0.60 

0.32 

0.045 

0.55 

0.59 


Dubbi 

0809000301214200 

2.676 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.823 

0.81 

0.140 

0.07 

0.01 

0.00 

0.00 

0.00 

0.27 

0.25 

0.28 

0.016 

0.38 

0.40 






Panchana 

Command 

Older Alluvium 

0.332 

0.81 

0.140 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.05 

0.003 

0.07 

0.07 


Edalpur 

0809000101187800 

3.788 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.253 

1.12 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.00 

0.002 

0.04 

0.04 


Fatehpur 

0809000101186600 

2.634 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.219 

0.72 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.27 

0.28 

0.34 

0.016 

0.49 

0.47 


Faujipur 

0809000101187300 

0.764 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.586 

1.12 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.14 

0.15 

0.26 

0.004 

0.44 

0.42 


Fazalabad 

0809000301206700 

1.708 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.708 

0.40 

0.140 

0.04 

0.00 

0.00 

0.00 

0.00 

0.14 

0.13 

0.16 

0.015 

0.55 

0.60 


Gaonri 

0809000301214100 

5.724 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.724 

0.53 

0.140 

0.56 

0.08 

0.00 

0.00 

0.00 

0.91 

0.84 

2.18 

0.051 

0.55 

0.59 


Garhi Mosamabad 

0809000301207300 

2.126 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.422 

0.55 

0.140 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.05 

0.004 

0.11 

0.12 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.704 

0.55 

0.140 

0.04 

0.00 

0.00 

0.00 

0.00 

0.17 

0.16 

0.13 

0.015 

0.44 

0.48 


Garhi Panweda 

0809000301207200 

1.672 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.116 

0.57 

0.140 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.04 

0.04 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.555 

0.57 

0.140 

0.07 

0.00 

0.00 

0.00 

0.00 

0.19 

0.18 

0.28 

0.014 

0.51 

0.55 


Gazipur 

0809000101185600 

1.302 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.108 

0.75 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.001 

0.05 

0.05 



0809000101194700 

2.193 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.193 

0.97 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.34 

0.33 

0.34 

0.016 

0.56 

0.57 


Ghatra Sherpur 

0809000101189900 

2.483 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.483 

0.98 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.34 

0.34 

0.22 

0.018 

0.56 

0.56 


Ghonsla 

0809000301204800 

11.957 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.746 

0.50 

0.140 

0.24 

0.03 

0.00 

0.00 

0.00 

1.03 

0.95 

0.83 

0.106 

0.54 

0.58 


Gopipur 

0809000301207500 

3.218 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.218 

0.27 

0.140 

0.07 

0.00 

0.00 

0.00 

0.00 

0.19 

0.18 

0.25 

0.029 

0.54 

0.59 


Gunsar 

0809000301216300 

4.115 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.811 

0.20 

0.140 

0.48 

0.02 

0.00 

0.00 

0.00 

0.54 

0.49 

1.88 

0.025 

0.37 

0.42 







Non-command 

Bhander Sandstone 

0.039 

0.20 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.01 

0.01 


Gurhapol 

0809000301206100 

2.659 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.659 

0.49 

0.140 

0.14 

0.02 

0.00 

0.00 

0.00 

0.30 

0.27 

0.54 

0.024 

0.54 

0.60 


Flindaun (M) 

0809000340902000 

35.597 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.106 

1.65 

0.140 

0.48 

0.00 

0.00 

0.00 

0.08 

1.81 

1.63 

0.01 

1.437 

0.09 

0.10 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Wara Bujurg 

0811000201374100 

0.15 

0.17 

74.09 

0.20 

0.03 

0.23 

0.04 

0.41 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.314 

0.016 

0.298 

0.706 

237.08 

Over Exploited 

Akbarpur 

0809000301214400 

0.22 

0.00 

3,527.22 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.011 

0.001 

0.010 

0.049 

478.03 

Over Exploited 



0.22 

0.12 

181.06 

0.14 

0.02 

0.16 

0.03 

0.33 

- 

0.0600 

- 

- 

0.000 

0.060 

0.060 

0.221 

0.011 

0.210 

0.580 

276.58 

Over Exploited 

Akhawara 

0809000101194600 

0.18 

0.29 

139.64 

0.35 

0.07 

0.42 

0.05 

0.58 

- 

0.2000 

- 

- 

- 

0.200 

0.200 

0.619 

0.031 

0.588 

1.804 

306.92 

Over Exploited 

Alipura 

0809000301213100 

0.22 

0.07 

163.78 

0.09 

- 

0.09 

0.02 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.097 

0.005 

0.092 

0.209 

226.97 

Over Exploited 



0.22 

0.32 

17.55 

0.38 

- 

0.38 

0.03 

0.41 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.390 

0.019 

0.370 

0.313 

84.44 

Semi Critical 

Arej 

0809000101194100 

0.18 

0.30 

66.84 

0.36 

0.04 

0.40 

0.05 

0.60 

- 

0.1300 

- 

- 

- 

0.130 

0.130 

0.531 

0.027 

0.505 

1.144 

226.81 

Over Exploited 

Atkoli 

0809000301205000 

0.22 

0.32 

(14.90) 

0.27 

0.01 

0.28 

0.05 

0.58 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.321 

0.016 

0.305 

0.336 

110.21 

Over Exploited 

Ayyapur 

0809000101193900 

0.18 

0.04 

216.29 

0.05 

0.01 

0.06 

0.02 

0.26 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.080 

0.004 

0.076 

0.217 

284.82 

Over Exploited 



0.18 

0.04 

206.87 

0.05 

0.01 

0.06 

0.02 

0.27 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.083 

0.004 

0.079 

0.217 

276.63 

Over Exploited 

Badleta Bujurg 

0809000101190100 

0.18 

0.55 

30.14 

0.66 

0.01 

0.67 

0.06 

0.63 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.698 

0.035 

0.663 

0.321 

48.39 

Safe 

Badleta Khurd 

0809000101187400 

0.18 

0.34 

56.60 

0.41 

0.02 

0.43 

0.06 

0.63 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.492 

0.025 

0.468 

0.576 

123.24 

Over Exploited 

Bahadurpur 

0809000101194800 

0.18 

0.18 

129.83 

0.22 

0.03 

0.25 

0.04 

0.51 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.346 

0.017 

0.328 

0.940 

286.24 

Over Exploited 



0.18 

0.01 

855.92 

0.01 

- 

0.01 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.065 

393.65 

Over Exploited 

Balawas 

0809000101186900 

0.18 

0.19 

21,016.64 

0.23 

0.03 

0.26 

0.06 

0.60 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.339 

0.017 

0.322 

0.735 

228.06 

Over Exploited 

Baledi 

0809000101190200 

0.18 

0.17 

31.27 

0.21 

0.01 

0.22 

0.06 

0.62 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.236 

0.012 

0.224 

0.234 

104.61 

Over Exploited 

Balghat 

0809000101189700 

0.18 

0.30 

103.72 

0.36 

0.01 

0.37 

0.04 

0.40 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.398 

0.020 

0.378 

0.286 

75.60 

Semi Critical 



0.18 

0.00 

1,781.77 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.015 

477.86 

Over Exploited 

Banwaripur 

0809000301214000 

0.22 

0.24 

13.44 

0.27 

0.03 

0.30 

0.05 

0.60 

- 

0.0900 

- 

- 

0.000 

0.090 

0.090 

0.393 

0.020 

0.373 

0.810 

217.09 

Over Exploited 

Bargawan 

0809000301213200 

0.22 

1.06 

(34.65) 

0.84 

0.01 

0.86 

0.05 

0.60 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.881 

0.044 

0.837 

0.703 

83.93 

Semi Critical 

Beejalwara 

0809000101187600 

0.18 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.026 

1,293.41 

Over Exploited 

Bhadoli 

0809000101192100 

0.18 

0.10 

64.05 

0.12 

0.01 

0.13 

0.03 

0.39 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.154 

0.008 

0.147 

0.150 

102.15 

Over Exploited 



0.18 

0.03 

188.61 

0.04 

- 

0.04 

0.02 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.035 

0.002 

0.034 

0.040 

120.00 

Over Exploited 

Bhalpur 

0810000101261200 

0.22 

0.23 

115.01 

0.28 

0.04 

0.32 

0.03 

0.33 

- 

0.1100 

- 

- 

0.000 

0.111 

0.111 

0.429 

0.021 

0.408 

0.962 

236.03 

Over Exploited 



0.22 

0.00 

2,144.45 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

0.000 

0.011 

0.011 

0.013 

0.001 

0.013 

0.092 

721.07 

Over Exploited 

Bhandari Androoni 

0809000101187900 

0.18 

0.00 

119,617.60 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.086 

2,404.27 

Over Exploited 

Bhandari Berooni 

0809000101189500 

0.18 

0.00 

48,759.15 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bholooki Kothi 

0809000101186800 

0.18 

0.19 

8.18 

0.20 

0.01 

0.21 

0.06 

0.63 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.233 

0.012 

0.221 

0.211 

95.58 

Critical 

Bhopur 

0809000101195000 

0.18 

0.37 

66.80 

0.44 

0.05 

0.49 

0.05 

0.60 

- 

0.1400 

- 

- 

0.000 

0.140 

0.140 

0.631 

0.032 

0.599 

1.245 

207.74 

Over Exploited 

Binega 

0809000301213400 

0.22 

0.18 

46.43 

0.22 

0.01 

0.23 

0.05 

0.60 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.261 

0.013 

0.248 

0.926 

373.90 

Over Exploited 

Bonl 

0809000101186300 

0.18 

0.37 

114.74 

0.44 

0.07 

0.52 

0.04 

0.43 

- 

0.2000 

- 

- 

0.002 

0.202 

0.202 

0.717 

0.036 

0.681 

1.779 

261.14 

Over Exploited 

Chak Bahadurpur 

0809000101194900 

0.18 

0.16 

34.36 

0.20 

0.01 

0.21 

0.05 

0.60 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.245 

0.012 

0.233 

0.324 

139.09 

Over Exploited 

ChakGarhi Mosamabad 

0809000301206800 

0.22 

0.10 

(41.12) 

0.08 

0.00 

0.08 

0.05 

0.60 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.086 

0.004 

0.082 

0.044 

53.51 

Safe 

Chak Hingot 

0809000301214800 

0.22 

0.21 

(17.04) 

0.18 

0.01 

0.19 

0.05 

0.60 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.228 

0.011 

0.216 

0.328 

151.60 

Over Exploited 

Chak Kanwar Pura 

0809000101191700 

0.18 

0.13 

31.55 

0.15 

0.01 

0.16 

0.05 

0.60 

- 

0.0400 

- 

- 

0.000 

0.040 

0.040 

0.204 

0.010 

0.193 

0.381 

197.23 

Over Exploited 

Chak Redayal Goojar 

0810000101260700 

0.22 

0.04 

110.61 

0.04 

- 

0.04 

0.02 

0.25 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.054 

0.003 

0.051 

0.049 

96.00 

Critical 



0.22 

0.07 

60.76 

0.08 

- 

0.08 

0.03 

0.35 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.093 

0.005 

0.089 

0.065 

72.92 

Semi Critical 

Chak Redayal Turk 

0810000101260800 

0.22 

0.03 

73.36 

0.04 

- 

0.04 

0.05 

0.61 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.048 

0.002 

0.045 

0.134 

296.20 

Over Exploited 

Chak Sikandarpur 

0809000301207000 

0.22 

0.00 

1,233.30 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.025 

1,489.37 

Over Exploited 



0.22 

0.15 

(3.01) 

0.14 

- 

0.14 

0.05 

0.54 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.153 

0.008 

0.145 

0.146 

100.83 

Over Exploited 

Chandan Gaon 

0809000301214600 

0.22 

0.02 

548.65 

0.03 

0.01 

0.04 

0.01 

0.15 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.080 

0.004 

0.076 

0.319 

417.68 

Over Exploited 



0.22 

0.08 

259.75 

0.10 

0.02 

0.12 

0.02 

0.27 

- 

0.0600 

- 

- 

0.001 

0.061 

0.061 

0.179 

0.009 

0.170 

0.589 

347.33 

Over Exploited 

Chandeela 

0809000301206000 

0.22 

0.19 

25.78 

0.22 

0.01 

0.23 

0.03 

0.42 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.275 

0.014 

0.261 

0.391 

149.88 

Over Exploited 

Churari 

0809000301205100 

0.22 

0.17 

33.23 

0.20 

0.01 

0.21 

0.04 

0.50 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.252 

0.013 

0.240 

0.411 

171.43 

Over Exploited 

Danalpur 

0809000301214700 

0.22 

0.46 

9.19 

0.50 

0.05 

0.55 

0.05 

0.60 

- 

0.1400 

- 

- 

0.000 

0.140 

0.140 

0.688 

0.034 

0.654 

1.246 

190.53 

Over Exploited 

Dedroli 

0809000301216600 

0.22 

0.08 

127.66 

0.09 

0.01 

0.10 

0.02 

0.21 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.124 

0.006 

0.118 

0.579 

492.58 

Over Exploited 

Deolen 

0809000101191100 

0.18 

0.61 

24.39 

0.73 

0.06 

0.79 

0.05 

0.61 

- 

0.1900 

- 

- 

- 

0.190 

0.190 

0.980 

0.049 

0.931 

1.754 

188.35 

Over Exploited 

Dhahara 

0809000301207100 

0.22 

0.60 

(0.83) 

0.60 

0.01 

0.61 

0.05 

0.60 

- 

0.0400 

- 

- 

0.004 

0.044 

0.044 

0.654 

0.033 

0.621 

0.364 

58.58 

Safe 

Dubbi 

0809000301214200 

0.22 

0.15 

67.34 

0.18 

0.01 

0.19 

0.04 

0.41 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.221 

0.011 

0.210 

0.292 

139.44 

Over Exploited 



0.22 

0.00 

803.23 

0.01 

- 

0.01 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.015 

0.051 

335.83 

Over Exploited 

Edalpur 

0809000101187800 

0.18 

0.00 

247,582.05 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.002 

120.39 

Over Exploited 

Fatehpur 

0809000101186600 

0.18 

0.19 

4,247.08 

0.22 

0.01 

0.23 

0.05 

0.54 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.272 

0.014 

0.259 

0.352 

136.15 

Over Exploited 

Faujipur 

0809000101187300 

0.18 

0.05 

209.59 

0.06 

0.01 

0.07 

0.05 

0.49 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.096 

0.005 

0.091 

0.262 

286.99 

Over Exploited 

Fazalabad 

0809000301206700 

0.22 

0.20 

(38.87) 

0.16 

- 

0.16 

0.05 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.174 

0.009 

0.165 

0.171 

103.75 

Over Exploited 

Gaonri 

0809000301214100 

0.22 

0.69 

21.55 

0.83 

0.08 

0.91 

0.05 

0.60 

- 

0.2500 

- 

- 

0.001 

0.251 

0.251 

1.160 

0.058 

1.102 

2.235 

202.90 

Over Exploited 

Garhi Mosamabad 

0809000301207300 

0.22 

0.01 

286.93 

0.01 

- 

0.01 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.011 

0.052 

450.76 

Over Exploited 



0.22 

0.16 

(4.22) 

0.16 

- 

0.16 

0.04 

0.48 

- 

- 

- 

- 

- 

- 

- 

0.157 

0.008 

0.149 

0.141 

94.62 

Critical 

Garhi Panweda 

0809000301207200 

0.22 

0.00 

1,726.56 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.025 

2,254.46 

Over Exploited 



0.22 

0.17 

2.50 

0.18 

- 

0.18 

0.05 

0.56 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.188 

0.009 

0.179 

0.291 

162.66 

Over Exploited 

Gazipur 

0809000101185600 

0.18 

0.00 

260,943.39 

0.00 

- 

0.00 

0.01 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.011 

0.055 

519.07 

Over Exploited 


0809000101194700 

0.18 

0.22 

48.57 

0.26 

0.01 

0.27 

0.05 

0.61 

- 

0.0400 

- 

- 

0.000 

0.040 

0.040 

0.314 

0.016 

0.298 

0.352 

118.20 

Over Exploited 

Ghatra Sherpur 

0809000101189900 

0.18 

0.25 

36.19 

0.30 

0.01 

0.31 

0.06 

0.62 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.333 

0.017 

0.316 

0.240 

75.94 

Semi Critical 

Ghonsla 

0809000301204800 

0.22 

1.39 

(31.29) 

1.11 

0.03 

1.14 

0.05 

0.59 

- 

0.0900 

- 

- 

0.002 

0.092 

0.092 

1.233 

0.062 

1.171 

0.934 

79.72 

Semi Critical 

Gopipur 

0809000301207500 

0.22 

0.39 

(54.65) 

0.31 

- 

0.31 

0.05 

0.60 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.319 

0.016 

0.303 

0.281 

92.79 

Critical 

Gunsar 

0809000301216300 

0.22 

0.23 

7,177.09 

0.27 

0.02 

0.29 

0.03 

0.41 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.364 

0.018 

0.346 

1.902 

549.99 

Over Exploited 



0.08 

0.00 

1,778.08 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.019 

######### 

Over Exploited 

Gurhapol 

0809000301206100 

0.22 

0.32 

(15.03) 

0.27 

0.02 

0.29 

0.05 

0.59 

- 

0.0600 

- 

- 

0.003 

0.063 

0.063 

0.353 

0.018 

0.336 

0.564 

167.94 

Over Exploited 

Flindaun (M) 

0809000340902000 

0.22 

0.12 

1,213.08 

0.15 

0.08 

0.23 

0.01 

0.10 

- 

- 

- 

- 

0.117 

0.117 

0.117 

0.344 

0.017 

0.327 

1.449 

443.25 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Hindaun (Rural) 

080900030121270C 

0.802 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.453 

1.43 

0.140 

0.49 

0.07 

0.00 

0.00 

0.00 

0.51 

0.47 

1.94 

0.004 

0.31 

0.33 


Hingot 

080900030121390C 

1.498 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.498 

0.31 

0.140 

0.33 

0.05 

0.00 

0.00 

0.00 

0.34 

0.32 

1.31 

0.013 

0.55 

0.59 


Irniya 

080900030121360C 

3.240 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.240 

0.25 

0.140 

0.17 

0.01 

0.00 

0.00 

0.00 

0.27 

0.25 

0.65 

0.029 

0.55 

0.59 


Jagdishpura 

080900010119090C 

2.360 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.360 

0.72 

0.120 

0.22 

0.03 

0.00 

0.00 

0.00 

0.39 

0.38 

0.87 

0.017 

0.56 

0.57 


Jahanabad 

080900030121350C 

2.077 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.077 

0.40 

0.140 

0.13 

0.01 

0.00 

0.00 

0.00 

0.24 

0.22 

0.50 

0.019 

0.55 

0.59 


Jaisinghpura 

0809000101190800 

2.141 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.141 

0.74 

0.120 

0.20 

0.03 

0.00 

0.00 

0.00 

0.36 

0.36 

0.78 

0.016 

0.56 

0.57 


Jaisni 

0809000101185000 

4.412 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.038 

1.27 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Jamalpur 

0809000301215400 

1.830 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.830 

0.12 

0.140 

0.91 

0.05 

0.00 

0.00 

0.00 

0.89 

0.82 

3.62 

0.016 

0.55 

0.60 


Jhareda 

0809000301213000 

6.900 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.118 

0.49 

0.140 

0.42 

0.02 

0.00 

0.00 

0.00 

0.82 

0.75 

1.60 

0.055 

0.48 

0.53 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.781 

0.49 

0.140 

0.04 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.14 

0.007 

0.06 

0.07 


Jonl 

0809000101186100 

6.335 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.032 

0.46 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.09 

0.16 

0.008 

0.09 

0.09 


Kachroli 

0809000301216500 

11.182 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.769 

-0.21 

0.140 

0.64 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.50 

0.043 

0.23 

0.25 


Kailash Nagar 

0809000301212800 

2.960 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.960 

0.87 

0.140 

0.03 

0.00 

0.00 

0.00 

0.00 

0.39 

0.36 

0.10 

0.027 

0.55 

0.59 


Kajanipur 

0809000301213800 

3.617 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.617 

-0.02 

0.140 

0.24 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.91 

0.032 

0.55 

0.59 


Kalwari 

0809000101194400 

3.234 

Fresh 

Panchana 

Command 

Older Alluvium 

0.019 

0.84 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kamalpuriya Ka Pura 

0809000101186000 

3.209 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.38 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kandroli 

0809000301214900 

3.092 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.092 

0.35 

0.140 

0.22 

0.03 

0.00 

0.00 

0.00 

0.34 

0.31 

0.84 

0.028 

0.55 

0.60 


Kanjoli 

0809000101192700 

5.672 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.778 

0.96 

0.120 

0.24 

0.03 

0.00 

0.00 

0.00 

0.53 

0.51 

0.92 

0.020 

0.27 

0.28 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.894 

0.96 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.42 

0.40 

0.38 

0.021 

0.28 

0.30 


Kanwar Pura 

0809000101191800 

3.220 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.920 

0.62 

0.120 

0.14 

0.02 

0.00 

0.00 

0.00 

0.34 

0.31 

0.55 

0.021 

0.50 

0.53 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.300 

0.62 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.002 

0.05 

0.05 


Karai 

0809000301206300 

4.861 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.861 

0.48 

0.140 

0.08 

0.01 

0.00 

0.00 

0.00 

0.39 

0.36 

0.25 

0.044 

0.54 

0.60 


Karampura 

0809000101190600 

2.148 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.148 

0.74 

0.120 

0.21 

0.03 

0.00 

0.00 

0.00 

0.37 

0.37 

0.82 

0.016 

0.56 

0.57 


Kariri 

0809000101186400 

1.704 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.547 

0.72 

0.120 

0.32 

0.05 

0.00 

0.00 

0.00 

0.40 

0.42 

1.26 

0.011 

0.52 

0.50 


Katara Aziz 

0809000101192400 

2.773 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.138 

0.97 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.001 

0.03 

0.03 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.635 

0.97 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.40 

0.38 

0.37 

0.019 

0.53 

0.55 


Katkar 

0809000301215600 

11.466 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.432 

0.46 

0.140 

0.42 

0.02 

0.00 

0.00 

0.00 

0.68 

0.61 

1.64 

0.040 

0.21 

0.24 


Khandeep 

0810000101261300 

17.079 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.946 

1.21 

0.100 

0.24 

0.03 

0.00 

0.00 

0.00 

0.57 

0.50 

0.92 

0.017 

0.10 

0.11 


Khanpur 

0809000101186500 

3.581 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.820 

0.72 

0.120 

0.20 

0.03 

0.00 

0.00 

0.00 

0.42 

0.43 

0.77 

0.021 

0.45 

0.43 


Khera 

0809000301215300 

4.139 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.127 

-0.02 

0.140 

0.49 

0.02 

0.00 

0.00 

0.01 

0.00 

0.00 

1.93 

0.037 

0.55 

0.59 


Kheri Chandla 

0809000301213700 

1.417 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.417 

0.03 

0.140 

0.21 

0.01 

0.00 

0.00 

0.00 

0.21 

0.19 

0.80 

0.013 

0.55 

0.59 


Kheri Ghatam 

0809000301212600 

3.278 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.278 

0.54 

0.140 

0.15 

0.01 

0.00 

0.00 

0.00 

0.38 

0.35 

0.58 

0.029 

0.55 

0.59 


Kheri Sheesh 

0809000301212500 

2.403 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.403 

0.44 

0.140 

0.11 

0.01 

0.00 

0.00 

0.00 

0.25 

0.23 

0.42 

0.022 

0.55 

0.59 


Kheriya 

0809000101185800 

3.177 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.102 

0.72 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.14 

0.14 

0.19 

0.008 

0.20 

0.19 


Kherla Janetpur 

0810000101260900 

2.105 

Fresh 

Panchana 

Command 

Older Alluvium 

0.842 

1.15 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.14 

0.12 

0.18 

0.005 

0.22 

0.24 


Kherli Goojar 

0809000301204900 

11.683 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.649 

0.38 

0.140 

0.15 

0.02 

0.00 

0.00 

0.00 

0.64 

0.59 

0.48 

0.087 

0.45 

0.49 


Kirwara 

0809000101194000 

0.944 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.944 

0.82 

0.120 

0.50 

0.07 

0.00 

0.00 

0.00 

0.52 

0.49 

1.98 

0.007 

0.55 

0.58 


Kodiya 

0809000301214500 

3.911 

Fresh 

Panchana 

Command 

Older Alluvium 

0.000 

0.93 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kudhawal 

0809000101187000 

3.335 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.230 

0.75 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.38 

0.39 

0.36 

0.024 

0.56 

0.54 


Kutakpur 

0809000301215500 

2.507 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.507 

0.11 

0.140 

0.37 

0.02 

0.00 

0.00 

0.00 

0.39 

0.35 

1.45 

0.023 

0.55 

0.60 


Kyarda Kalan 

0809000301207800 

1.918 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.918 

-0.04 

0.140 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.58 

0.017 

0.54 

0.60 


Kyarda Khurd 

0809000301207600 

2.970 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.970 

0.04 

0.140 

0.32 

0.02 

0.00 

0.00 

0.00 

0.32 

0.29 

1.26 

0.027 

0.54 

0.60 


Lahchora 

0809000301208000 

4.444 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.238 

0.60 

0.140 

0.13 

0.02 

0.00 

0.00 

0.00 

0.21 

0.19 

0.50 

0.011 

0.15 

0.17 


Lalaram Ka Pura 

0809000101191900 

1.856 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.655 

0.70 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.11 

0.11 

0.26 

0.005 

0.19 

0.21 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.202 

0.70 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.14 

0.13 

0.20 

0.009 

0.35 

0.38 


Lapawali 

0809000101192500 

1.858 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.593 

0.98 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.13 

0.13 

0.28 

0.004 

0.18 

0.18 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.264 

0.98 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.20 

0.19 

0.23 

0.009 

0.38 

0.39 


Machri 

0809000101187500 

3.249 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.068 

1.32 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 


Mahmadpur 

0809000101191000 

4.779 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.779 

0.66 

0.120 

0.28 

0.04 

0.00 

0.00 

0.00 

0.62 

0.60 

1.06 

0.035 

0.56 

0.57 


Mahoo Dalalpur 

0809000301206500 

0.980 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.980 

0.55 

0.140 

0.14 

0.01 

0.00 

0.00 

0.00 

0.21 

0.19 

0.56 

0.009 

0.54 

0.60 


Mahoo Ibrahimpur 

0809000301206200 

2.861 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.861 

0.34 

0.140 

0.16 

0.01 

0.00 

0.00 

0.00 

0.29 

0.26 

0.59 

0.026 

0.54 

0.60 


Mahoo Khas 

0809000301206400 

4.084 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.084 

0.44 

0.140 

0.17 

0.01 

0.00 

0.00 

0.00 

0.41 

0.37 

0.64 

0.037 

0.54 

0.60 


Majeedpura 

0809000101190500 

1.565 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.565 

0.74 

0.120 

0.12 

0.02 

0.00 

0.00 

0.00 

0.24 

0.24 

0.47 

0.011 

0.57 

0.56 


Mandawara 

0809000301212900 

5.881 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.881 

0.50 

0.140 

0.24 

0.01 

0.00 

0.00 

0.01 

0.63 

0.58 

0.90 

0.053 

0.55 

0.59 


Manema 

0809000301216200 

4.053 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.220 

0.19 

0.140 

0.27 

0.01 

0.00 

0.00 

0.00 

0.35 

0.31 

1.06 

0.029 

0.44 

0.49 







Non-command 

Bhander Sandstone 

0.121 

0.19 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.001 

0.02 

0.02 


Milak Pataunda 

0809000301215100 

2.575 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.474 

0.14 

0.140 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.10 

0.022 

0.53 

0.57 


Mohanpur 

0809000101186700 

3.154 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.539 

0.73 

0.120 

0.20 

0.03 

0.00 

0.00 

0.00 

0.39 

0.41 

0.78 

0.019 

0.46 

0.44 


Mohcha 

0810000101261100 

2.970 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.607 

1.20 

0.100 

0.09 

0.01 

0.00 

0.00 

0.00 

0.15 

0.13 

0.36 

0.004 

0.11 

0.13 






Panchana 

Command 

Older Alluvium 

1.876 

1.20 

0.100 

0.28 

0.04 

0.00 

0.00 

0.00 

0.46 

0.42 

1.12 

0.011 

0.35 

0.39 


Moondiya 

0809000101190300 

8.794 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.788 

0.75 

0.120 

0.62 

0.09 

0.00 

0.00 

0.00 

1.32 

1.33 

2.38 

0.064 

0.57 

0.56 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.006 

0.75 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mosalpur 

0809000101191600 

1.807 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.807 

0.71 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.21 

0.20 

0.27 

0.013 

0.55 

0.59 


Nagla Meena 

0809000301213300 

3.171 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.171 

0.48 

0.140 

0.37 

0.05 

0.00 

0.00 

0.00 

0.53 

0.49 

1.45 

0.028 

0.55 

0.59 


Nandpura 

0809000101192000 

1.559 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.559 

0.57 

0.120 

0.12 

0.02 

0.00 

0.00 

0.00 

0.21 

0.19 

0.48 

0.011 

0.55 

0.59 


Nangal Sherpur 

0809000101189600 

6.986 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.684 

0.97 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.02 

0.005 

0.06 

0.05 


Nangal Sultanpur 

0809000101187200 

3.491 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.359 

0.93 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.43 

0.44 

0.21 

0.025 

0.55 

0.53 


Nayagaon 

0809000101191200 

2.407 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.407 

0.47 

0.120 

0.36 

0.05 

0.00 

0.00 

0.00 

0.45 

0.43 

1.41 

0.018 

0.55 

0.58 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Hindaun (Rural) 

0809000301212700 

0.22 

0.03 

1,430.03 

0.04 

0.07 

0.11 

0.03 

0.34 

- 

0.2200 

- 

- 

- 

0.220 

0.220 

0.327 

0.016 

0.311 

1.948 

627.04 

Over Exploited 

H ingot 

0809000301213900 

0.22 

0.18 

75.48 

0.22 

0.05 

0.27 

0.05 

0.60 

- 

0.1500 

- 

- 

0.001 

0.152 

0.152 

0.419 

0.021 

0.398 

1.321 

332.00 

Over Exploited 

Irniya 

0809000301213600 

0.22 

0.39 

(35.90) 

0.31 

0.01 

0.32 

0.05 

0.60 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.343 

0.017 

0.326 

0.677 

207.59 

Over Exploited 

Jagdishpura 

0809000101190900 

0.18 

0.24 

61.31 

0.29 

0.03 

0.32 

0.06 

0.61 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.415 

0.021 

0.394 

0.887 

224.99 

Over Exploited 

Jahanabad 

0809000301213500 

0.22 

0.25 

(12.40) 

0.22 

0.01 

0.23 

0.05 

0.60 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.249 

0.012 

0.237 

0.523 

220.95 

Over Exploited 

Jaisinghpura 

0809000101190800 

0.18 

0.22 

64.50 

0.26 

0.03 

0.29 

0.06 

0.62 

- 

0.0900 

- 

- 

0.000 

0.090 

0.090 

0.381 

0.019 

0.362 

0.796 

219.96 

Over Exploited 

Jaisni 

0809000101185000 

0.18 

0.00 

821,691.22 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jamalpur 

0809000301215400 

0.22 

0.22 

270.78 

0.26 

0.05 

0.31 

0.05 

0.60 

- 

0.1400 

- 

- 

- 

0.140 

0.140 

0.454 

0.023 

0.432 

3.640 

843.60 

Over Exploited 

Jhareda 

0809000301213000 

0.22 

0.65 

15.46 

0.75 

0.02 

0.77 

0.05 

0.53 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.834 

0.042 

0.792 

1.651 

208.50 

Over Exploited 



0.22 

0.01 

707.91 

0.01 

- 

0.01 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.022 

0.150 

693.41 

Over Exploited 

Jonl 

0809000101186100 

0.18 

0.02 

419.21 

0.02 

0.01 

0.03 

0.01 

0.10 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.053 

0.003 

0.050 

0.170 

335.92 

Over Exploited 

Kachroli 

0809000301216500 

0.22 

0.24 

- 

0.24 

0.03 

0.27 

0.02 

0.25 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.364 

0.036 

0.328 

2.546 

776.26 

Over Exploited 

Kailash Nagar 

0809000301212800 

0.22 

0.36 

1.21 

0.36 

0.00 

0.36 

0.05 

0.60 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.364 

0.018 

0.346 

0.123 

35.44 

Safe 

Kajanipur 

0809000301213800 

0.22 

0.44 

- 

0.44 

0.01 

0.45 

0.05 

0.60 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.475 

0.048 

0.428 

0.944 

220.77 

Over Exploited 

Kalwari 

0809000101194400 

0.18 

0.00 

10,827.44 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

8.65 

Safe 

Kamalpuriya Ka Pura 

0809000101186000 

0.18 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kandroli 

0809000301214900 

0.22 

0.37 

(16.36) 

0.31 

0.03 

0.34 

0.05 

0.60 

- 

0.0900 

- 

- 

0.000 

0.090 

0.090 

0.432 

0.022 

0.410 

0.868 

211.41 

Over Exploited 

Kanjoli 

0809000101192700 

0.18 

0.14 

273.68 

0.16 

0.03 

0.19 

0.03 

0.30 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.293 

0.015 

0.278 

0.938 

337.40 

Over Exploited 



0.18 

0.15 

174.92 

0.18 

0.01 

0.19 

0.03 

0.31 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.227 

0.011 

0.215 

0.400 

185.94 

Over Exploited 

Kanwar Pura 

0809000101191800 

0.18 

0.26 

20.10 

0.31 

0.02 

0.33 

0.05 

0.54 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.394 

0.020 

0.374 

0.567 

151.61 

Over Exploited 



0.18 

0.00 

991.80 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.026 

833.51 

Over Exploited 

Karai 

0809000301206300 

0.22 

0.58 

(38.49) 

0.46 

0.01 

0.47 

0.05 

0.59 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.505 

0.025 

0.480 

0.296 

61.66 

Safe 

Karampura 

0809000101190600 

0.18 

0.22 

69.52 

0.26 

0.03 

0.29 

0.06 

0.62 

- 

0.0900 

- 

- 

0.000 

0.090 

0.090 

0.382 

0.019 

0.363 

0.832 

228.96 

Over Exploited 

Kariri 

0809000101186400 

0.18 

0.14 

50,974.05 

0.17 

0.05 

0.22 

0.06 

0.58 

- 

0.1400 

- 

- 

- 

0.140 

0.140 

0.359 

0.018 

0.341 

1.271 

372.38 

Over Exploited 

Katara Aziz 

0809000101192400 

0.18 

0.00 

3,539.79 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.031 

3,929.51 

Over Exploited 



0.18 

0.25 

52.90 

0.30 

0.01 

0.31 

0.05 

0.58 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.351 

0.018 

0.333 

0.389 

116.84 

Over Exploited 

Katkar 

0809000301215600 

0.22 

0.21 

190.18 

0.25 

0.02 

0.27 

0.02 

0.23 

- 

0.0600 

- 

- 

0.006 

0.066 

0.066 

0.341 

0.017 

0.324 

1.679 

518.78 

Over Exploited 

Khandeep 

0810000101261300 

0.22 

0.06 

683.45 

0.08 

0.03 

0.11 

0.01 

0.11 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.207 

0.010 

0.196 

0.938 

478.03 

Over Exploited 

Khanpur 

0809000101186500 

0.18 

0.21 

6,664.49 

0.26 

0.03 

0.29 

0.05 

0.50 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.368 

0.018 

0.349 

0.789 

225.83 

Over Exploited 

Khera 

0809000301215300 

0.22 

0.49 

- 

0.49 

0.03 

0.52 

0.05 

0.60 

- 

0.0700 

- 

- 

0.012 

0.083 

0.083 

0.606 

0.061 

0.545 

1.967 

360.83 

Over Exploited 

Kheri Chandla 

0809000301213700 

0.22 

0.17 

11.46 

0.19 

0.01 

0.20 

0.05 

0.60 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.230 

0.012 

0.219 

0.817 

373.63 

Over Exploited 

Kheri Ghatam 

0809000301212600 

0.22 

0.39 

(10.32) 

0.35 

0.01 

0.37 

0.05 

0.60 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.390 

0.020 

0.371 

0.605 

163.31 

Over Exploited 

Kheri Sheesh 

0809000301212500 

0.22 

0.29 

(21.60) 

0.23 

0.01 

0.24 

0.05 

0.60 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.267 

0.013 

0.254 

0.442 

174.14 

Over Exploited 

Kheriya 

0809000101185800 

0.18 

0.03 

6,378.63 

0.04 

0.01 

0.05 

0.02 

0.22 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.070 

0.003 

0.066 

0.200 

301.49 

Over Exploited 

Kherla Janetpur 

0810000101260900 

0.22 

0.04 

200.81 

0.05 

0.01 

0.06 

0.02 

0.24 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.083 

0.004 

0.079 

0.182 

230.97 

Over Exploited 

Kherli Goojar 

0809000301204900 

0.22 

0.96 

(38.37) 

0.77 

0.02 

0.79 

0.04 

0.49 

- 

0.0500 

- 

- 

0.005 

0.055 

0.055 

0.846 

0.042 

0.804 

0.567 

70.48 

Semi Critical 

Kirwara 

0809000101194000 

0.18 

0.09 

428.40 

0.11 

0.07 

0.18 

0.05 

0.60 

- 

0.2200 

- 

- 

- 

0.220 

0.220 

0.402 

0.020 

0.382 

1.987 

519.82 

Over Exploited 

Kodiya 

0809000301214500 

0.22 

0.00 

########## 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

0.01 

Safe 

Kudhawal 

0809000101187000 

0.18 

0.32 

193,211.68 

0.39 

0.01 

0.40 

0.06 

0.62 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.438 

0.022 

0.416 

0.384 

92.12 

Critical 

Kutakpur 

0809000301215500 

0.22 

0.30 

16.71 

0.35 

0.02 

0.37 

0.05 

0.60 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.425 

0.021 

0.403 

1.473 

365.00 

Over Exploited 

Kyarda Kalan 

0809000301207800 

0.22 

0.23 

- 

0.23 

0.01 

0.24 

0.05 

0.59 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.260 

0.026 

0.234 

0.593 

253.73 

Over Exploited 

Kyarda Khurd 

0809000301207600 

0.22 

0.36 

(18.26) 

0.29 

0.02 

0.31 

0.05 

0.59 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.360 

0.018 

0.342 

1.287 

375.80 

Over Exploited 

Lahchora 

0809000301208000 

0.22 

0.04 

365.95 

0.05 

0.02 

0.07 

0.01 

0.16 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.129 

0.006 

0.122 

0.515 

421.57 

Over Exploited 

Lalaram Ka Pura 

0809000101191900 

0.18 

0.02 

367.43 

0.03 

0.01 

0.04 

0.02 

0.21 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.067 

0.003 

0.064 

0.263 

410.79 

Over Exploited 



0.18 

0.08 

69.82 

0.09 

0.01 

0.10 

0.03 

0.39 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.122 

0.006 

0.116 

0.206 

177.46 

Over Exploited 

Lapawali 

0809000101192500 

0.18 

0.02 

562.08 

0.02 

0.01 

0.03 

0.02 

0.19 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.063 

0.003 

0.060 

0.280 

470.31 

Over Exploited 



0.18 

0.09 

123.24 

0.10 

0.01 

0.11 

0.04 

0.41 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.143 

0.007 

0.136 

0.239 

175.74 

Over Exploited 

Machri 

0809000101187500 

0.18 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Mahmadpur 

0809000101191000 

0.18 

0.48 

25.12 

0.58 

0.04 

0.62 

0.06 

0.61 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

0.738 

0.037 

0.701 

1.097 

156.57 

Over Exploited 

Mahoo Dalalpur 

0809000301206500 

0.22 

0.12 

60.52 

0.14 

0.01 

0.15 

0.05 

0.59 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.171 

0.009 

0.162 

0.573 

352.77 

Over Exploited 

Mahoo Ibrahimpur 

0809000301206200 

0.22 

0.34 

(23.48) 

0.27 

0.01 

0.28 

0.05 

0.59 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.303 

0.015 

0.288 

0.614 

213.37 

Over Exploited 

Mahoo Khas 

0809000301206400 

0.22 

0.49 

(23.83) 

0.39 

0.01 

0.40 

0.05 

0.59 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.421 

0.021 

0.400 

0.673 

168.22 

Over Exploited 

Majeedpura 

0809000101190500 

0.18 

0.16 

50.33 

0.19 

0.02 

0.21 

0.06 

0.62 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.261 

0.013 

0.248 

0.479 

193.30 

Over Exploited 

Mandawara 

0809000301212900 

0.22 

0.71 

(17.55) 

0.58 

0.02 

0.60 

0.05 

0.60 

- 

0.0300 

- 

- 

0.008 

0.038 

0.038 

0.635 

0.032 

0.604 

0.953 

157.83 

Over Exploited 

Manema 

0809000301216200 

0.22 

0.31 

(0.07) 

0.31 

0.01 

0.32 

0.04 

0.48 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.359 

0.018 

0.341 

1.085 

318.20 

Over Exploited 



0.08 

0.00 

6,021.23 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.040 

22,189.96 

Over Exploited 

Milak Pataunda 

0809000301215100 

0.22 

0.29 

(74.75) 

0.23 

- 

0.23 

0.05 

0.57 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.239 

0.012 

0.227 

0.118 

52.06 

Safe 

Mohanpur 

0809000101186700 

0.18 

0.21 

36,446.84 

0.25 

0.03 

0.28 

0.05 

0.51 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.369 

0.018 

0.350 

0.799 

228.05 

Over Exploited 

Mohcha 

0810000101261100 

0.22 

0.02 

780.27 

0.02 

0.01 

0.03 

0.01 

0.13 

- 

0.0400 

- 

- 

0.005 

0.046 

0.046 

0.078 

0.004 

0.074 

0.363 

492.26 

Over Exploited 



0.22 

0.15 

185.15 

0.18 

0.04 

0.22 

0.03 

0.39 

- 

0.1300 

- 

- 

0.005 

0.136 

0.136 

0.355 

0.018 

0.337 

1.133 

336.33 

Over Exploited 

Moondiya 

0809000101190300 

0.18 

0.90 

48.33 

1.08 

0.09 

1.17 

0.06 

0.62 

- 

0.2700 

- 

- 

0.000 

0.271 

0.271 

1.438 

0.072 

1.366 

2.446 

179.12 

Over Exploited 



0.18 

0.00 

119,465.36 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mosalpur 

0809000101191600 

0.18 

0.18 

12.43 

0.20 

0.01 

0.21 

0.05 

0.60 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.242 

0.012 

0.229 

0.283 

123.46 

Over Exploited 

Nagla Meena 

0809000301213300 

0.22 

0.38 

28.34 

0.46 

0.05 

0.51 

0.05 

0.60 

- 

0.1600 

- 

- 

0.002 

0.162 

0.162 

0.672 

0.034 

0.638 

1.480 

231.99 

Over Exploited 

Nandpura 

0809000101192000 

0.18 

0.15 

24.90 

0.18 

0.02 

0.20 

0.05 

0.60 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.254 

0.013 

0.242 

0.491 

203.28 

Over Exploited 

Nangal Sherpur 

0809000101189600 

0.18 

0.01 

1,250.53 

0.01 

- 

0.01 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.029 

373.58 

Over Exploited 

Nangal Sultanpur 

0809000101187200 

0.18 

0.34 

32.12 

0.40 

0.01 

0.41 

0.06 

0.61 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.433 

0.022 

0.411 

0.235 

57.10 

Safe 

Nayagaon 

0809000101191200 

0.18 

0.24 

78.15 

0.29 

0.05 

0.34 

0.05 

0.61 

- 

0.1600 

- 

- 

- 

0.160 

0.160 

0.498 

0.025 

0.474 

1.428 

301.51 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Nisoora 

080900010119520C 

5.719 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.719 

0.74 

0.120 

0.50 

0.07 

0.00 

0.00 

0.00 

0.94 

0.88 

1.96 

0.042 

0.55 

0.59 


Norangabad 

0809000301214300 

3.451 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.730 

0.78 

0.140 

0.20 

0.03 

0.00 

0.00 

0.00 

0.47 

0.43 

0.77 

0.025 

0.44 

0.47 






Panchana 

Command 

Older Alluvium 

0.721 

0.78 

0.140 

0.05 

0.01 

0.00 

0.00 

0.00 

0.12 

0.11 

0.20 

0.006 

0.12 

0.12 


Pahari 

0809000101192800 

8.469 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.868 

0.97 

0.120 

0.43 

0.06 

0.00 

0.00 

0.00 

0.94 

0.95 

1.67 

0.036 

0.32 

0.32 






Panchana 

Command 

Older Alluvium 

0.023 

0.97 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.037 

0.97 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Pali 

0809000301205200 

1.051 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.77 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Parli 

0809000101190000 

4.852 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.611 

1.03 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.62 

0.64 

0.20 

0.034 

0.55 

0.52 


Pat Katara 

0809000101190700 

1.606 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.606 

0.73 

0.120 

0.22 

0.03 

0.00 

0.00 

0.00 

0.33 

0.33 

0.88 

0.012 

0.56 

0.57 


Pataunda 

0809000301215000 

3.489 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.489 

-0.03 

0.140 

0.46 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.79 

0.031 

0.55 

0.59 


Patti Narayanpur 

0809000301207700 

3.086 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.086 

-0.02 

0.140 

0.11 

0.01 

0.00 

0.00 

0.02 

0.00 

0.00 

0.42 

0.028 

0.54 

0.60 


Patti Shekhpura 

0809000101194500 

2.801 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.517 

0.87 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.08 

0.16 

0.004 

0.10 

0.10 






Panchana 

Command 

Older Alluvium 

0.360 

0.87 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.11 

0.003 

0.07 

0.07 


Peelwa 

0809000101191300 

6.005 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.005 

0.49 

0.120 

0.61 

0.09 

0.00 

0.00 

0.00 

0.87 

0.82 

2.37 

0.044 

0.55 

0.59 


Peepalhera 

0809000301206900 

1.928 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.879 

0.52 

0.140 

0.16 

0.01 

0.00 

0.00 

0.00 

0.29 

0.26 

0.62 

0.017 

0.53 

0.58 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.049 

0.52 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Penchla 

0809000101189800 

2.138 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.273 

0.99 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.20 

0.20 

0.22 

0.009 

0.34 

0.33 


Phulwara 

0809000301212200 

6.700 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.018 

-0.28 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 



0810000101262000 

8.765 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.010 

1.11 

0.100 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

-0.01 

0.00 

0.000 

0.00 

0.00 


Ranmalpara 

0809000101191400 

2.573 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.573 

0.58 

0.120 

0.14 

0.02 

0.00 

0.00 

0.00 

0.30 

0.28 

0.54 

0.019 

0.55 

0.59 


Ranoli 

0809000101194300 

4.995 

Fresh 

Panchana 

Command 

Older Alluvium 

0.039 

0.83 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rendayal Goojar 

0810000101260600 

4.825 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.741 

0.99 

0.100 

0.18 

0.03 

0.00 

0.00 

0.00 

0.32 

0.30 

0.70 

0.010 

0.20 

0.22 






Panchana 

Command 

Older Alluvium 

1.673 

0.99 

0.100 

0.17 

0.02 

0.00 

0.00 

0.00 

0.32 

0.29 

0.67 

0.010 

0.19 

0.21 


Rendayal Turk 

0810000101260500 

1.293 

Fresh 

Panchana 

Command 

Older Alluvium 

0.320 

1.10 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.05 

0.002 

0.14 

0.15 


Rewai 

0809000301207900 

2.741 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.741 

0.03 

0.140 

0.26 

0.01 

0.00 

0.00 

0.00 

0.26 

0.24 

1.02 

0.025 

0.54 

0.60 


Sahjanpur 

0809000101195100 

2.343 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.343 

0.77 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.28 

0.26 

0.25 

0.017 

0.55 

0.59 


Salaipura 

0809000101190400 

2.787 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.787 

0.74 

0.120 

0.14 

0.02 

0.00 

0.00 

0.00 

0.37 

0.37 

0.53 

0.020 

0.57 

0.56 


Salempur 

0811000201375000 

8.187 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.617 

0.29 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.11 

0.11 

0.18 

0.021 

0.18 

0.18 


Salimpur 

0809000101192300 

3.433 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.263 

0.90 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.19 

0.18 

0.25 

0.009 

0.20 

0.21 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.170 

0.90 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.27 

0.26 

0.16 

0.016 

0.35 

0.37 


Samaspur 

0811000201375600 

8.289 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.077 

0.60 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Sanet 

0809000301215200 

2.934 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.824 

0.34 

0.140 

0.08 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.31 

0.007 

0.15 

0.17 


Shankarpur 

0809000101187100 

1.205 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.205 

0.77 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.19 

0.20 

0.36 

0.009 

0.58 

0.55 


Sheeshwara 

0811000201376000 

10.555 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.811 

0.77 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.17 

0.16 

0.09 

0.014 

0.09 

0.10 


Shekh Pura 

0809000101194200 

2.734 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.410 

0.84 

0.120 

0.28 

0.04 

0.00 

0.00 

0.00 

0.38 

0.37 

1.12 

0.010 

0.28 

0.29 






Panchana 

Command 

Older Alluvium 

0.975 

0.84 

0.120 

0.20 

0.03 

0.00 

0.00 

0.00 

0.27 

0.26 

0.79 

0.007 

0.20 

0.20 


Shyampur Moondri 

0809000301206600 

1.975 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.975 

0.35 

0.140 

0.19 

0.01 

0.00 

0.00 

0.00 

0.27 

0.25 

0.74 

0.018 

0.54 

0.60 


Sikandarpur 

0809000301207400 

0.900 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.701 

0.47 

0.140 

0.04 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.14 

0.006 

0.42 

0.46 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.200 

0.47 

0.140 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.002 

0.12 

0.13 


Sikroda Jatt 

0809000301212300 

2.713 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.864 

0.01 

0.140 

0.02 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.08 

0.008 

0.17 

0.19 


Sikroda Meena 

0809000301212400 

3.061 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.569 

0.52 

0.140 

0.05 

0.00 

0.00 

0.00 

0.01 

0.23 

0.21 

0.17 

0.023 

0.46 

0.50 


Singhniyan 

0809000101192200 

3.249 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.033 

0.82 

0.120 

0.20 

0.03 

0.00 

0.00 

0.00 

0.37 

0.35 

0.79 

0.015 

0.35 

0.36 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.217 

0.82 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.16 

0.15 

0.20 

0.009 

0.21 

0.22 


Sitapur 

0809000301205900 

3.453 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.114 

0.69 

0.140 

0.05 

0.01 

0.00 

0.00 

0.00 

0.15 

0.13 

0.17 

0.010 

0.17 

0.20 


Tajpur 

0809000101192600 

1.811 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.598 

0.98 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.13 

0.13 

0.27 

0.004 

0.18 

0.19 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.212 

0.98 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.19 

0.19 

0.21 

0.009 

0.37 

0.39 


Tigriya 

0809000101191500 

2.441 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.441 

0.57 

0.120 

0.19 

0.03 

0.00 

0.00 

0.00 

0.33 

0.30 

0.74 

0.018 

0.55 

0.59 


Todoopura 

0809000301216100 

3.296 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.015 

0.27 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Vajna Kalan 

0809000301209800 

5.668 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.485 

0.64 

0.140 

0.07 

0.01 

0.00 

0.00 

0.00 

0.19 

0.17 

0.25 

0.013 

0.14 

0.16 


Vajna Khurd 

0809000301209700 

3.079 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.294 

0.46 

0.140 

0.10 

0.00 

0.00 

0.00 

0.00 

0.18 

0.16 

0.38 

0.012 

0.22 

0.25 


Vanki 

0809000301209900 

4.848 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.096 

0.55 

0.140 

0.09 

0.01 

0.00 

0.00 

0.00 

0.24 

0.21 

0.32 

0.019 

0.23 

0.26 


Ver Khera 

0809000301205800 

5.889 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.90 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Vishan Pura 

0809000101186200 

3.237 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.912 

0.63 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.17 

0.07 

0.014 

0.34 

0.32 

04001009 

Adhannpur 

0808000401157600 

1.598 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.598 

1.55 

0.120 

0.36 

0.02 

0.00 

0.00 

0.00 

0.64 

0.45 

1.43 

0.010 

0.60 

0.86 


Alahpura 

0808000401160100 

2.012 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.740 

-0.34 

0.120 

0.03 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.007 

0.22 

0.33 


Atiraj Ka Pura 

0808000401158400 

0.920 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.920 

0.40 

0.120 

0.23 

0.01 

0.00 

0.00 

0.00 

0.26 

0.18 

0.90 

0.009 

0.60 

0.86 


Atroli 

0808000501178700 

0.620 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.019 

0.15 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 


Bagcholi Khar 

0808000401151400 

2.924 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.924 

-0.01 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.027 

0.59 

0.78 


Bagcholi Lodha 

0808000401157900 

0.930 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.930 

1.97 

0.120 

0.17 

0.01 

0.00 

0.00 

0.00 

0.38 

0.27 

0.69 

0.006 

0.60 

0.86 


Bahadurpur 

0808000401162200 

1.409 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.428 

-0.46 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.003 

0.18 

0.27 


Bahwalpur 

0808000401160700 

0.889 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.535 

0.14 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.06 

0.04 

0.25 

0.003 

0.37 

0.53 


Bakanyan Ka Pura 

0808000401160900 

0.741 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.741 

0.17 

0.120 

0.11 

0.02 

0.00 

0.00 

0.00 

0.10 

0.07 

0.43 

0.005 

0.61 

0.88 


Bal Govind Ka Pura 

0808000401156300 

1.506 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.506 

1.60 

0.120 

0.35 

0.02 

0.00 

0.00 

0.00 

0.62 

0.44 

1.40 

0.010 

0.60 

0.84 


Bandpura 

0808000401160600 

1.192 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.192 

0.17 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.008 

0.61 

0.88 


Bara 

0808000301147900 

3.535 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.015 

0.60 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bara Gaon 

0808000401151300 

4.447 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.447 

0.30 

0.120 

0.13 

0.02 

0.00 

0.00 

0.00 

0.27 

0.21 

0.49 

0.041 

0.59 

0.78 


Barailpura 

0808000401158800 

0.897 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.897 

-0.13 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.47 

0.008 

0.60 

0.84 


Barawat 

0808000401157100 

3.386 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.386 

-0.31 

0.120 

0.25 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.95 

0.032 

0.60 

0.83 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Nisoora 

0809000101195200 

0.18 

0.57 

55.36 

0.68 

0.07 

0.75 

0.05 

0.60 

- 

0.2200 

- 

- 

- 

0.220 

0.220 

0.968 

0.048 

0.920 

1.998 

217.18 

Over Exploited 

Norangabad 

0809000301214300 

0.22 

0.26 

65.64 

0.31 

0.03 

0.35 

0.04 

0.48 

- 

0.0900 

- 

- 

0.002 

0.092 

0.092 

0.438 

0.022 

0.416 

0.793 

190.59 

Over Exploited 



0.22 

0.02 

496.96 

0.02 

0.01 

0.03 

0.01 

0.13 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.055 

0.003 

0.053 

0.210 

399.78 

Over Exploited 

Pahari 

0809000101192800 

0.18 

0.28 

237.39 

0.34 

0.06 

0.40 

0.03 

0.35 

- 

0.1900 

- 

- 

- 

0.190 

0.190 

0.587 

0.029 

0.558 

1.704 

305.29 

Over Exploited 



0.18 

0.00 

42,626.01 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.18 

0.00 

26,943.10 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pali 

0809000301205200 

0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Parli 

0809000101190000 

0.18 

0.45 

579,418.17 

0.54 

0.01 

0.55 

0.06 

0.60 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.572 

0.029 

0.543 

0.232 

42.66 

Safe 

Pat Katara 

0809000101190700 

0.18 

0.16 

101.16 

0.19 

0.03 

0.22 

0.06 

0.62 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.325 

0.016 

0.309 

0.894 

289.53 

Over Exploited 

Pataunda 

0809000301215000 

0.22 

0.42 

- 

0.42 

0.02 

0.44 

0.05 

0.60 

- 

0.0700 

- 

- 

0.002 

0.072 

0.072 

0.514 

0.051 

0.463 

1.819 

393.27 

Over Exploited 

Patti Narayanpur 

0809000301207700 

0.22 

0.37 

- 

0.37 

0.03 

0.40 

0.05 

0.59 

- 

0.0200 

- 

- 

0.027 

0.048 

0.048 

0.444 

0.044 

0.400 

0.448 

112.01 

Over Exploited 

Patti Shekhpura 

0809000101194500 

0.18 

0.01 

775.04 

0.01 

0.01 

0.02 

0.01 

0.11 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.042 

0.002 

0.040 

0.166 

417.94 

Over Exploited 



0.18 

0.00 

1,346.14 

0.01 

0.00 

0.01 

0.01 

0.08 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.016 

0.001 

0.015 

0.111 

732.65 

Over Exploited 

Peelwa 

0809000101191300 

0.18 

0.60 

38.02 

0.71 

0.09 

0.80 

0.05 

0.60 

- 

0.2700 

- 

- 

- 

0.270 

0.270 

1.074 

0.054 

1.020 

2.414 

236.58 

Over Exploited 

Peepalhera 

0809000301206900 

0.22 

0.22 

19.76 

0.26 

0.01 

0.27 

0.05 

0.58 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.294 

0.015 

0.279 

0.641 

229.85 

Over Exploited 



0.22 

0.00 

2,079.95 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

5,041.17 

Over Exploited 

Penchla 

0809000101189800 

0.18 

0.08 

163.75 

0.09 

0.01 

0.10 

0.03 

0.37 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.122 

0.006 

0.116 

0.225 

193.98 

Over Exploited 

Phulwara 

0809000301212200 

0.22 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.006 

0.001 

0.006 

0.000 

2.87 

Safe 


0810000101262000 

0.22 

0.00 

(468,715.09) 

0.00 

0.01 

0.01 

0.00 

0.00 

- 

- 

- 

- 

0.012 

0.013 

0.013 

0.021 

0.001 

0.020 

0.000 

0.28 

Safe 

Ranmalpara 

0809000101191400 

0.18 

0.25 

8.94 

0.28 

0.02 

0.30 

0.05 

0.60 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.355 

0.018 

0.337 

0.559 

165.62 

Over Exploited 

Ranoli 

0809000101194300 

0.18 

0.00 

11,614.20 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.000 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Rendayal Goojar 

0810000101260600 

0.22 

0.08 

287.98 

0.09 

0.03 

0.12 

0.02 

0.22 

- 

0.0800 

- 

- 

0.000 

0.080 

0.080 

0.202 

0.010 

0.192 

0.706 

367.18 

Over Exploited 



0.22 

0.07 

311.23 

0.08 

0.02 

0.11 

0.02 

0.21 

- 

0.0700 

- 

- 

0.000 

0.070 

0.070 

0.175 

0.009 

0.167 

0.676 

405.54 

Over Exploited 

Rendayal Turk 

0810000101260500 

0.22 

0.01 

328.23 

0.01 

0.00 

0.01 

0.01 

0.15 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.022 

0.001 

0.021 

0.047 

224.06 

Over Exploited 

Rewai 

0809000301207900 

0.22 

0.32 

(27.64) 

0.26 

0.01 

0.27 

0.05 

0.59 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.311 

0.016 

0.296 

1.045 

353.49 

Over Exploited 

Sahjanpur 

0809000101195100 

0.18 

0.23 

11.82 

0.26 

0.01 

0.27 

0.05 

0.60 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.300 

0.015 

0.285 

0.269 

94.52 

Critical 

Salaipura 

0809000101190400 

0.18 

0.28 

29.79 

0.34 

0.02 

0.36 

0.06 

0.62 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.421 

0.021 

0.400 

0.548 

137.16 

Over Exploited 

Salempur 

0811000201375000 

0.15 

0.07 

58.73 

0.08 

0.01 

0.10 

0.02 

0.20 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.122 

0.006 

0.116 

0.203 

174.99 

Over Exploited 

Salimpur 

0809000101192300 

0.18 

0.05 

283.24 

0.06 

0.01 

0.07 

0.02 

0.22 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.096 

0.005 

0.091 

0.255 

280.93 

Over Exploited 



0.18 

0.14 

91.18 

0.16 

0.01 

0.17 

0.03 

0.38 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.194 

0.010 

0.184 

0.179 

96.97 

Critical 

Samaspur 

0811000201375600 

0.15 

0.00 

7,243.77 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Sanet 

0809000301215200 

0.22 

0.03 

288.00 

0.03 

- 

0.03 

0.01 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.044 

0.002 

0.041 

0.319 

771.36 

Over Exploited 

Shankarpur 

0809000101187100 

0.18 

0.13 

59.18 

0.15 

0.01 

0.16 

0.06 

0.64 

- 

0.0400 

- 

- 

0.000 

0.041 

0.041 

0.201 

0.010 

0.191 

0.369 

193.23 

Over Exploited 

Sheeshwara 

0811000201376000 

0.15 

0.03 

511.50 

0.03 

0.00 

0.03 

0.01 

0.10 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.041 

0.002 

0.039 

0.100 

259.40 

Over Exploited 

Shekh Pura 

0809000101194200 

0.18 

0.07 

411.05 

0.09 

0.04 

0.13 

0.03 

0.31 

- 

0.1300 

- 

- 

- 

0.130 

0.130 

0.257 

0.013 

0.244 

1.132 

464.17 

Over Exploited 



0.18 

0.03 

650.09 

0.04 

0.03 

0.07 

0.02 

0.22 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.162 

0.008 

0.153 

0.793 

516.91 

Over Exploited 

Shyampur Moondri 

0809000301206600 

0.22 

0.24 

5.26 

0.25 

0.01 

0.26 

0.05 

0.59 

- 

0.0300 

- 

- 

0.005 

0.035 

0.035 

0.297 

0.015 

0.282 

0.762 

270.06 

Over Exploited 

Sikandarpur 

0809000301207400 

0.22 

0.07 

20.19 

0.08 

- 

0.08 

0.04 

0.46 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.089 

0.004 

0.084 

0.150 

178.61 

Over Exploited 



0.22 

0.01 

297.39 

0.01 

- 

0.01 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.027 

442.63 

Over Exploited 

Sikroda Jatt 

0809000301212300 

0.22 

0.03 

(72.54) 

0.03 

0.01 

0.04 

0.02 

0.19 

- 

0.0100 

- 

- 

0.016 

0.026 

0.026 

0.064 

0.003 

0.060 

0.092 

152.06 

Over Exploited 

Sikroda Meena 

0809000301212400 

0.22 

0.26 

(18.11) 

0.21 

0.01 

0.22 

0.04 

0.50 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.239 

0.012 

0.227 

0.191 

84.05 

Semi Critical 

Singhniyan 

0809000101192200 

0.18 

0.13 

178.38 

0.15 

0.03 

0.18 

0.03 

0.38 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.272 

0.014 

0.258 

0.801 

310.05 

Over Exploited 



0.18 

0.05 

235.88 

0.05 

0.01 

0.06 

0.02 

0.23 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.084 

0.004 

0.080 

0.206 

256.78 

Over Exploited 

Sitapur 

0809000301205900 

0.22 

0.04 

208.86 

0.05 

0.01 

0.06 

0.02 

0.19 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.081 

0.004 

0.077 

0.178 

231.40 

Over Exploited 

Tajpur 

0809000101192600 

0.18 

0.02 

534.74 

0.02 

0.01 

0.03 

0.02 

0.20 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.064 

0.003 

0.061 

0.274 

453.50 

Over Exploited 



0.18 

0.08 

128.29 

0.10 

0.01 

0.11 

0.04 

0.41 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.127 

0.006 

0.121 

0.223 

184.30 

Over Exploited 

Tigriya 

0809000101191500 

0.18 

0.24 

26.23 

0.29 

0.03 

0.32 

0.05 

0.60 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.399 

0.020 

0.379 

0.756 

199.60 

Over Exploited 

Todoopura 

0809000301216100 

0.22 

0.00 

5,990.82 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Vajna Kalan 

0809000301209800 

0.22 

0.05 

265.78 

0.05 

0.01 

0.07 

0.01 

0.15 

- 

0.0300 

- 

- 

0.005 

0.035 

0.035 

0.103 

0.005 

0.098 

0.265 

271.20 

Over Exploited 

Vajna Khurd 

0809000301209700 

0.22 

0.06 

151.89 

0.08 

0.00 

0.08 

0.02 

0.24 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.087 

0.004 

0.083 

0.396 

477.49 

Over Exploited 

Vanki 

0809000301209900 

0.22 

0.11 

100.20 

0.13 

0.01 

0.14 

0.02 

0.25 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.179 

0.009 

0.170 

0.343 

201.55 

Over Exploited 

Ver Khera 

0809000301205800 

0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Vishan Pura 

0809000101186200 

0.18 

0.12 

47.33 

0.14 

0.00 

0.14 

0.04 

0.37 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.152 

0.008 

0.144 

0.086 

59.60 

Safe 

Adhannpur 

0808000401157600 

0.22 

0.21 

111.40 

0.25 

0.02 

0.27 

0.06 

0.66 

- 

0.0500 

- 

- 

0.002 

0.052 

0.052 

0.327 

0.016 

0.311 

1.436 

462.26 

Over Exploited 

Alahpura 

0808000401160100 

0.22 

0.04 

- 

0.04 

0.01 

0.05 

0.02 

0.25 

- 

0.0200 

- 

- 

0.000 

0.021 

0.021 

0.067 

0.007 

0.060 

0.119 

196.80 

Over Exploited 

Atiraj Ka Pura 

0808000401158400 

0.22 

0.12 

51.31 

0.15 

0.01 

0.16 

0.06 

0.66 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.186 

0.009 

0.177 

0.908 

512.96 

Over Exploited 

Atroli 

0808000501178700 

0.22 

0.00 

165.49 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bagcholi Khar 

0808000401151400 

0.22 

0.38 

- 

0.38 

- 

0.38 

0.06 

0.65 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.389 

0.039 

0.350 

0.249 

71.23 

Semi Critical 

Bagcholi Lodha 

0808000401157900 

0.22 

0.12 

116.82 

0.15 

0.01 

0.16 

0.06 

0.66 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.188 

0.009 

0.179 

0.697 

389.78 

Over Exploited 

Bahadurpur 

0808000401162200 

0.22 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.20 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.027 

0.003 

0.025 

0.075 

304.69 

Over Exploited 

Bahwalpur 

0808000401160700 

0.22 

0.04 

(5.81) 

0.04 

0.01 

0.05 

0.04 

0.40 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.081 

0.004 

0.076 

0.248 

324.90 

Over Exploited 

Bakanyan Ka Pura 

0808000401160900 

0.22 

0.10 

(27.11) 

0.08 

0.02 

0.10 

0.06 

0.67 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.151 

0.008 

0.143 

0.437 

304.50 

Over Exploited 

Bal Govind Ka Pura 

0808000401156300 

0.22 

0.20 

122.89 

0.24 

0.02 

0.26 

0.06 

0.66 

- 

0.1600 

- 

- 

- 

0.160 

0.160 

0.418 

0.021 

0.397 

1.414 

356.33 

Over Exploited 

Bandpura 

0808000401160600 

0.22 

0.16 

(89.61) 

0.13 

- 

0.13 

0.06 

0.67 

- 

- 

- 

- 

- 

- 

- 

0.127 

0.006 

0.121 

0.008 

6.40 

Safe 

Bara 

0808000301147900 

0.22 

0.00 

9,699.44 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bara Gaon 

0808000401151300 

0.22 

0.58 

(64.30) 

0.46 

0.02 

0.48 

0.06 

0.65 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.531 

0.027 

0.504 

0.526 

104.36 

Over Exploited 

Barailpura 

0808000401158800 

0.22 

0.12 

- 

0.12 

0.01 

0.13 

0.06 

0.66 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.148 

0.015 

0.133 

0.482 

362.11 

Over Exploited 

Barawat 

0808000401157100 

0.22 

0.44 

- 

0.44 

0.01 

0.45 

0.06 

0.66 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.495 

0.049 

0.445 

0.986 

221.36 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Bareh Mori 

0808000401161300 

3.121 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.948 

-0.47 

0.120 

0.14 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.55 

0.019 

0.57 

0.81 


Basaiya Laloo 

0808000401155800 

0.512 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.512 

1.45 

0.120 

0.16 

0.01 

0.00 

0.00 

0.00 

0.24 

0.17 

0.65 

0.003 

0.60 

0.85 


Beelpur 

0808000401158500 

2.612 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.612 

0.10 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

0.13 

0.09 

0.42 

0.024 

0.60 

0.86 


Bhagana 

0808000301147600 

2.454 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.007 

0.21 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhagpura 

0808000401154800 

2.181 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.181 

0.95 

0.120 

0.21 

0.03 

0.00 

0.00 

0.00 

0.43 

0.31 

0.80 

0.014 

0.59 

0.82 


Bhagwant Garh 

0808000401160300 

0.468 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.468 

-0.34 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.003 

0.61 

0.89 


Bhanpur 

0808000401156400 

1.431 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.431 

0.41 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.18 

0.13 

0.46 

0.013 

0.60 

0.84 


Bhawani Shankar Pura 

0808000401152300 

0.336 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.336 

-0.40 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.003 

0.59 

0.81 


Bhojpur 

0808000401159000 

1.926 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.304 

0.18 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.12 

0.08 

0.38 

0.012 

0.41 

0.59 


Bhondiya 

0808000401153000 

1.352 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.352 

-0.42 

0.120 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.57 

0.013 

0.59 

0.81 


Bichola 

0808000401153500 

0.658 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.658 

1.62 

0.120 

0.11 

0.02 

0.00 

0.00 

0.00 

0.22 

0.16 

0.45 

0.004 

0.60 

0.82 


Bintipura 

0808000401154200 

1.292 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.292 

0.60 

0.120 

0.22 

0.03 

0.00 

0.00 

0.00 

0.28 

0.21 

0.89 

0.008 

0.59 

0.80 


Biparpur 

0808000401158600 

2.917 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.896 

0.00 

0.120 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.027 

0.60 

0.85 


Birodha 

0808000401158300 

7.571 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.571 

0.84 

0.120 

0.69 

0.03 

0.00 

0.00 

0.00 

1.42 

0.98 

2.68 

0.070 

0.60 

0.87 


Boocha Ka Pura 

0808000401149800 

0.992 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.992 

0.08 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.10 

0.08 

0.39 

0.009 

0.58 

0.74 


Bothpura 

0808000401151500 

3.319 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.007 

-0.58 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.009 

0.18 

0.23 


Bretha 

0808000401150000 

4.369 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.369 

-0.05 

0.120 

0.36 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

1.37 

0.041 

0.59 

0.76 


Chaina Ka Pura (Bothpura) 

0808000401151800 

1.200 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.145 

-0.50 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.011 

0.56 

0.75 


Chaproli 

0808000401153300 

4.207 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.207 

0.90 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.54 

0.39 

0.29 

0.027 

0.59 

0.81 


Chaudharipura 

0808000501173500 

1.488 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.146 

0.41 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.06 

0.08 


Dagarpur 

0808000401162300 

1.832 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.603 

-0.22 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.010 

0.53 

0.77 


Dandoli 

0808000401157500 

1.921 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.921 

0.07 

0.120 

0.15 

0.01 

0.00 

0.00 

0.00 

0.16 

0.11 

0.58 

0.018 

0.60 

0.85 


Dani 

0808000501177300 

3.172 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.005 

-0.29 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dariyapur 

0808000401160200 

1.322 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.221 

-0.35 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.002 

0.10 

0.15 


Darupura 

0808000401152700 

1.685 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.579 

-0.52 

0.120 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.49 

0.015 

0.55 

0.74 


Dayeri 

0808000401151700 

1.859 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.858 

-0.44 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.42 

0.017 

0.59 

0.78 


Dharampura 

0808000401157000 

3.334 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.646 

-0.48 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.015 

0.29 

0.40 


Dhondhi Ka Pura 

0808000401154600 

2.657 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.657 

1.10 

0.120 

0.11 

0.02 

0.00 

0.00 

0.00 

0.44 

0.32 

0.43 

0.017 

0.59 

0.82 


Dihauli 

0808000501177600 

4.678 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.837 

-0.14 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.018 

0.36 

0.51 


Dogarpur 

0808000401155600 

1.991 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.991 

-0.01 

0.120 

0.12 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.48 

0.013 

0.60 

0.86 


Doobra 

0808000401159100 

1.988 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.988 

-0.08 

0.120 

0.28 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

1.09 

0.019 

0.60 

0.87 


Dubati 

0808000401157300 

1.853 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.853 

-0.30 

0.120 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.64 

0.017 

0.60 

0.84 


Dulhara 

0808000401157800 

3.812 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.812 

2.29 

0.120 

0.45 

0.02 

0.00 

0.00 

0.01 

1.46 

1.03 

1.77 

0.025 

0.60 

0.85 


Durgpura 

0808000401152900 

0.673 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.547 

-0.63 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.005 

0.48 

0.64 


Edalpur 

0808000401159400 

2.973 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.973 

0.21 

0.120 

0.13 

0.02 

0.00 

0.00 

0.00 

0.19 

0.13 

0.50 

0.028 

0.60 

0.88 


Garayach 

0808000401154400 

1.657 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.226 

0.54 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.17 

0.13 

0.39 

0.008 

0.44 

0.60 


Garhi 

0808000401157200 

1.899 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.899 

-0.21 

0.120 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.64 

0.018 

0.60 

0.85 


Garhi Jawahar 

0808000401154300 

1.188 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.188 

0.66 

0.120 

0.36 

0.05 

0.00 

0.00 

0.00 

0.40 

0.30 

1.44 

0.008 

0.59 

0.81 


Hathwari 

0808000501173300 

8.742 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.585 

0.57 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.004 

0.04 

0.05 


Hinota 

0808000401152400 

2.299 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.299 

-0.37 

0.120 

0.25 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.99 

0.021 

0.59 

0.81 


Inchhapura 

0808000401150400 

1.903 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.903 

0.59 

0.120 

0.26 

0.04 

0.00 

0.00 

0.00 

0.36 

0.27 

1.04 

0.012 

0.59 

0.78 


Indrawali 

0808000501177500 

2.777 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.079 

-0.29 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.007 

0.23 

0.32 


Jagariyapura 

0808000401155100 

2.353 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.353 

0.46 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.18 

0.13 

0.22 

0.015 

0.60 

0.83 


Jahanpur 

0808000401155700 

1.357 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.357 

0.72 

0.120 

0.11 

0.02 

0.00 

0.00 

0.00 

0.21 

0.15 

0.43 

0.009 

0.60 

0.85 


Jalalpur 

0808000401152200 

0.760 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.760 

0.30 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.28 

0.005 

0.59 

0.81 


Jasoopura 

0808000401151100 

1.854 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.854 

0.63 

0.120 

0.40 

0.06 

0.00 

0.00 

0.00 

0.48 

0.36 

1.57 

0.012 

0.59 

0.79 


Jatoli 

0808000401160800 

2.310 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.731 

0.16 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.11 

0.08 

0.35 

0.011 

0.45 

0.66 


Jayera 

0808000401156700 

2.490 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.490 

-0.39 

0.120 

0.25 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.96 

0.023 

0.59 

0.82 


Jhande Ka Pura 

0808000401153900 

2.026 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.026 

0.64 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.19 

0.14 

0.19 

0.013 

0.59 

0.80 


Jharpura 

0808000301147500 

2.685 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.014 

0.26 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kailashpura 

0808000401154100 

3.311 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.311 

0.65 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.31 

0.23 

0.26 

0.021 

0.59 

0.80 


Kajeepura 

0808000401160000 

2.172 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.147 

-0.21 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.001 

0.04 

0.06 


Kaluapura 

0808000401152600 

0.515 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.515 

-0.40 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.005 

0.59 

0.80 


Kalyanpur 

0808000401156900 

1.646 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.088 

-0.13 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.010 

0.39 

0.54 


Karka Kherli 

0808000501177700 

1.842 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.013 

-0.16 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Kasganj 

0808000401152500 

0.876 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.876 

-0.36 

0.120 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.52 

0.008 

0.59 

0.80 


Khar Ka Pura 

0808000401153200 

0.731 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.731 

1.01 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.09 

0.13 

0.005 

0.60 

0.82 


Kharagpura 

0808000401163100 

0.613 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.047 

0.33 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.000 

0.05 

0.07 


Kherli 

0808000401154700 

5.961 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.961 

1.64 

0.120 

0.35 

0.02 

0.00 

0.00 

0.00 

1.51 

1.08 

1.35 

0.039 

0.60 

0.83 


Khoobipura 

0808000401150900 

1.051 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.051 

0.57 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.11 

0.007 

0.59 

0.79 


Kilol Ka Pura 

0808000401161100 

0.909 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.909 

-0.15 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.006 

0.60 

0.87 


Kotpura 

0808000401153800 

3.537 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.537 

0.63 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.32 

0.23 

0.19 

0.023 

0.59 

0.80 


Kripapura 

0808000401159200 

1.315 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.315 

0.06 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.07 

0.05 

0.28 

0.012 

0.60 

0.87 


Kusaida 

0808000401151200 

3.809 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.809 

0.62 

0.120 

0.28 

0.04 

0.00 

0.00 

0.00 

0.52 

0.39 

1.08 

0.025 

0.59 

0.79 


Kusaida Khurd 

0808000401150300 

2.101 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.101 

0.59 

0.120 

0.24 

0.03 

0.00 

0.00 

0.00 

0.36 

0.27 

0.93 

0.014 

0.59 

0.78 


Ladampur 

0808000401153100 

1.274 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.274 

-0.12 

0.120 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.51 

0.012 

0.59 

0.82 


Loola Ka Pura 

0808000401156200 

0.540 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.540 

1.64 

0.120 

0.14 

0.02 

0.00 

0.00 

0.00 

0.23 

0.16 

0.54 

0.004 

0.60 

0.83 


Luhari 

0808000401160400 

3.379 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.154 

-0.15 

0.120 

0.35 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

1.36 

0.020 

0.57 

0.83 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 
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Season 
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Non- 

Monsoon 

Rainfall 
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Annual 

Rainfall 
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Rainfall 
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Ground 

Water 

Irrigation 
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Monsoon 
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Canals 

Non- 

Mosoon 
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Surface 

Water 

Irrioation 
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Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Bareh Mori 

0808000401161300 

0.22 

0.37 

- 

0.37 

0.02 

0.39 

0.06 

0.62 

- 

0.0600 

- 

- 

0.000 

0.060 

0.060 

0.449 

0.045 

0.404 

0.566 

140.00 

Over Exploited 

Basaiya Laloo 

0808000401155800 

0.22 

0.07 

149.61 

0.08 

0.01 

0.09 

0.06 

0.66 

- 

0.0700 

- 

- 

0.001 

0.071 

0.071 

0.162 

0.008 

0.154 

0.651 

422.37 

Over Exploited 

Beelpur 

0808000401158500 

0.22 

0.35 

(73.55) 

0.28 

0.01 

0.29 

0.06 

0.66 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.307 

0.015 

0.291 

0.445 

152.80 

Over Exploited 

Bhagana 

0808000301147600 

0.22 

0.00 

3,974.16 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhagpura 

0808000401154800 

0.22 

0.28 

9.05 

0.31 

0.03 

0.34 

0.06 

0.65 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.431 

0.022 

0.409 

0.818 

200.00 

Over Exploited 

Bhagwant Garh 

0808000401160300 

0.22 

0.06 

- 

0.06 

0.01 

0.07 

0.06 

0.67 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.103 

0.010 

0.092 

0.159 

172.15 

Over Exploited 

Bhanpur 

0808000401156400 

0.22 

0.19 

(31.89) 

0.15 

0.01 

0.16 

0.06 

0.66 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.181 

0.009 

0.172 

0.474 

276.49 

Over Exploited 

Bhawani Shankar Pura 

0808000401152300 

0.22 

0.04 

- 

0.04 

- 

0.04 

0.06 

0.65 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.054 

0.005 

0.049 

0.303 

624.58 

Over Exploited 

Bhojpur 

0808000401159000 

0.22 

0.12 

(29.77) 

0.09 

0.01 

0.10 

0.04 

0.45 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.144 

0.007 

0.136 

0.389 

285.40 

Over Exploited 

Bhondiya 

0808000401153000 

0.22 

0.18 

- 

0.18 

0.01 

0.19 

0.06 

0.65 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.207 

0.021 

0.186 

0.581 

312.37 

Over Exploited 

Bichola 

0808000401153500 

0.22 

0.09 

82.40 

0.10 

0.02 

0.12 

0.06 

0.65 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.173 

0.009 

0.165 

0.458 

278.16 

Over Exploited 

Bintipura 

0808000401154200 

0.22 

0.17 

24.88 

0.20 

0.03 

0.23 

0.06 

0.65 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.331 

0.017 

0.315 

0.894 

284.17 

Over Exploited 

Biparpur 

0808000401158600 

0.22 

0.38 

- 

0.38 

- 

0.38 

0.06 

0.66 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.390 

0.039 

0.351 

0.423 

120.51 

Over Exploited 

Birodha 

0808000401158300 

0.22 

1.00 

(1.96) 

0.98 

0.03 

1.02 

0.06 

0.66 

- 

0.1000 

- 

- 

0.006 

0.106 

0.106 

1.124 

0.056 

1.068 

2.751 

257.60 

Over Exploited 

Boocha Ka Pura 

0808000401149800 

0.22 

0.13 

(37.94) 

0.10 

0.01 

0.11 

0.06 

0.64 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.152 

0.008 

0.144 

0.403 

279.54 

Over Exploited 

Bothpura 

0808000401151500 

0.22 

0.04 

- 

0.04 

- 

0.04 

0.02 

0.20 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.050 

0.005 

0.045 

0.164 

368.84 

Over Exploited 

Bretha 

0808000401150000 

0.22 

0.56 

- 

0.56 

0.05 

0.61 

0.06 

0.64 

- 

0.1500 

- 

- 

- 

0.150 

0.150 

0.764 

0.076 

0.688 

1.415 

205.76 

Over Exploited 

Chaina Ka Pura (Bothpura) 

0808000401151800 

0.22 

0.14 

- 

0.14 

- 

0.14 

0.05 

0.62 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.152 

0.015 

0.137 

0.299 

218.59 

Over Exploited 

Chaproli 

0808000401153300 

0.22 

0.55 

(28.51) 

0.44 

- 

0.44 

0.06 

0.65 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.449 

0.022 

0.427 

0.315 

73.86 

Semi Critical 

Chaudharipura 

0808000501173500 

0.22 

0.00 

173.09 

0.00 

0.00 

0.00 

0.01 

0.06 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

0.000 

0.003 

0.001 

34.34 

Safe 

Dagarpur 

0808000401162300 

0.22 

0.19 

- 

0.19 

0.01 

0.20 

0.05 

0.58 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.227 

0.023 

0.204 

0.291 

142.67 

Over Exploited 

Dandoli 

0808000401157500 

0.22 

0.25 

(56.60) 

0.20 

0.01 

0.21 

0.06 

0.66 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.233 

0.012 

0.221 

0.602 

272.20 

Over Exploited 

Dani 

0808000501177300 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dariyapur 

0808000401160200 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.013 

0.030 

223.56 

Over Exploited 

Darupura 

0808000401152700 

0.22 

0.19 

- 

0.19 

0.01 

0.20 

0.05 

0.61 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.222 

0.022 

0.200 

0.509 

254.30 

Over Exploited 

Dayeri 

0808000401151700 

0.22 

0.24 

- 

0.24 

0.01 

0.25 

0.06 

0.65 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.271 

0.027 

0.244 

0.441 

181.12 

Over Exploited 

Dharampura 

0808000401157000 

0.22 

0.11 

- 

0.11 

- 

0.11 

0.03 

0.32 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.116 

0.012 

0.104 

0.305 

292.18 

Over Exploited 

Dhondhi Ka Pura 

0808000401154600 

0.22 

0.35 

(7.72) 

0.32 

0.02 

0.34 

0.06 

0.65 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.390 

0.020 

0.371 

0.449 

121.13 

Over Exploited 

Dihauli 

0808000501177600 

0.22 

0.23 

- 

0.23 

0.01 

0.24 

0.04 

0.40 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.266 

0.027 

0.239 

0.258 

107.91 

Over Exploited 

Dogarpur 

0808000401155600 

0.22 

0.26 

- 

0.26 

0.02 

0.28 

0.06 

0.66 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.333 

0.033 

0.300 

0.493 

164.45 

Over Exploited 

Doobra 

0808000401159100 

0.22 

0.26 

- 

0.26 

0.04 

0.30 

0.06 

0.66 

- 

0.1200 

- 

- 

0.001 

0.121 

0.121 

0.426 

0.043 

0.383 

1.111 

289.81 

Over Exploited 

Dubati 

0808000401157300 

0.22 

0.24 

- 

0.24 

0.01 

0.25 

0.06 

0.66 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.274 

0.027 

0.247 

0.657 

266.41 

Over Exploited 

Dulhara 

0808000401157800 

0.22 

0.50 

104.69 

0.60 

0.03 

0.64 

0.06 

0.66 

- 

0.0700 

- 

- 

0.020 

0.091 

0.091 

0.728 

0.036 

0.691 

1.796 

259.70 

Over Exploited 

Durgpura 

0808000401152900 

0.22 

0.06 

- 

0.06 

0.01 

0.07 

0.05 

0.53 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.088 

0.009 

0.079 

0.462 

584.63 

Over Exploited 

Edalpur 

0808000401159400 

0.22 

0.40 

(67.70) 

0.32 

0.02 

0.34 

0.06 

0.67 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.397 

0.020 

0.377 

0.527 

139.81 

Over Exploited 

Garayach 

0808000401154400 

0.22 

0.12 

5.91 

0.13 

0.01 

0.14 

0.04 

0.48 

- 

0.0400 

- 

- 

0.000 

0.040 

0.040 

0.175 

0.009 

0.166 

0.397 

238.61 

Over Exploited 

Garhi 

0808000401157200 

0.22 

0.25 

- 

0.25 

0.01 

0.26 

0.06 

0.66 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.281 

0.028 

0.253 

0.655 

259.19 

Over Exploited 

Garhi Jawahar 

0808000401154300 

0.22 

0.15 

91.98 

0.19 

0.05 

0.24 

0.06 

0.65 

- 

0.1600 

- 

- 

- 

0.160 

0.160 

0.396 

0.020 

0.376 

1.443 

383.90 

Over Exploited 

Hathwari 

0808000501173300 

0.22 

0.01 

484.08 

0.01 

- 

0.01 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.014 

238.74 

Over Exploited 

Hinota 

0808000401152400 

0.22 

0.30 

- 

0.30 

0.01 

0.31 

0.06 

0.65 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.350 

0.035 

0.315 

1.011 

320.73 

Over Exploited 

Inchhapura 

0808000401150400 

0.22 

0.25 

9.21 

0.27 

0.04 

0.31 

0.06 

0.64 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

0.429 

0.021 

0.407 

1.051 

258.03 

Over Exploited 

Indrawali 

0808000501177500 

0.22 

0.05 

- 

0.05 

- 

0.05 

0.02 

0.25 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.065 

0.006 

0.058 

0.089 

152.40 

Over Exploited 

Jagariyapura 

0808000401155100 

0.22 

0.31 

(58.34) 

0.25 

0.01 

0.26 

0.06 

0.65 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.277 

0.014 

0.263 

0.231 

87.95 

Semi Critical 

Jahanpur 

0808000401155700 

0.22 

0.18 

(18.60) 

0.15 

0.02 

0.17 

0.06 

0.66 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.216 

0.011 

0.205 

0.441 

215.02 

Over Exploited 

Jalalpur 

0808000401152200 

0.22 

0.10 

(28.57) 

0.08 

- 

0.08 

0.06 

0.65 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.089 

0.004 

0.085 

0.281 

330.74 

Over Exploited 

Jasoopura 

0808000401151100 

0.22 

0.24 

49.29 

0.29 

0.06 

0.35 

0.06 

0.65 

- 

0.1800 

- 

- 

- 

0.180 

0.180 

0.528 

0.026 

0.502 

1.586 

315.90 

Over Exploited 

Jatoli 

0808000401160800 

0.22 

0.17 

(54.83) 

0.14 

0.01 

0.15 

0.05 

0.50 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.189 

0.009 

0.179 

0.364 

203.39 

Over Exploited 

Jayera 

0808000401156700 

0.22 

0.33 

- 

0.33 

0.01 

0.34 

0.06 

0.65 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.376 

0.038 

0.338 

0.985 

291.29 

Over Exploited 

Jhande Ka Pura 

0808000401153900 

0.22 

0.26 

(45.19) 

0.21 

0.01 

0.22 

0.06 

0.65 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.241 

0.012 

0.229 

0.207 

90.50 

Critical 

Jharpura 

0808000301147500 

0.22 

0.00 

3,148.92 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kailashpura 

0808000401154100 

0.22 

0.43 

(45.74) 

0.34 

0.01 

0.36 

0.06 

0.65 

- 

0.0300 

- 

- 

0.004 

0.035 

0.035 

0.392 

0.020 

0.372 

0.280 

75.39 

Semi Critical 

Kajeepura 

0808000401160000 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.041 

405.86 

Over Exploited 

Kaluapura 

0808000401152600 

0.22 

0.07 

- 

0.07 

- 

0.07 

0.06 

0.65 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.077 

0.008 

0.069 

0.281 

404.72 

Over Exploited 

Kalyanpur 

0808000401156900 

0.22 

0.09 

- 

0.09 

- 

0.09 

0.04 

0.43 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.104 

0.010 

0.094 

0.257 

274.14 

Over Exploited 

Karka Kherli 

0808000501177700 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kasganj 

0808000401152500 

0.22 

0.11 

- 

0.11 

0.01 

0.12 

0.06 

0.65 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.144 

0.014 

0.130 

0.531 

409.50 

Over Exploited 

Khar Ka Pura 

0808000401153200 

0.22 

0.10 

(10.55) 

0.09 

- 

0.09 

0.06 

0.65 

- 

- 

- 

- 

- 

- 

- 

0.086 

0.004 

0.081 

0.137 

168.15 

Over Exploited 

Kharagpura 

0808000401163100 

0.22 

0.00 

1,549.71 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.031 

5,593.31 

Over Exploited 

Kherli 

0808000401154700 

0.22 

0.78 

38.35 

0.94 

0.02 

0.96 

0.06 

0.65 

- 

0.1500 

- 

- 

0.000 

0.151 

0.151 

1.108 

0.055 

1.053 

1.388 

131.81 

Over Exploited 

Khoobipura 

0808000401150900 

0.22 

0.14 

(43.82) 

0.11 

- 

0.11 

0.06 

0.65 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.119 

0.006 

0.113 

0.115 

101.62 

Over Exploited 

Kilol Ka Pura 

0808000401161100 

0.22 

0.12 

- 

0.12 

- 

0.12 

0.06 

0.66 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.131 

0.013 

0.118 

0.102 

86.53 

Semi Critical 

Kotpura 

0808000401153800 

0.22 

0.46 

(49.44) 

0.37 

0.01 

0.38 

0.06 

0.65 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.398 

0.020 

0.378 

0.217 

57.35 

Safe 

Kripapura 

0808000401159200 

0.22 

0.17 

(72.77) 

0.14 

0.01 

0.15 

0.06 

0.66 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.183 

0.009 

0.174 

0.288 

165.93 

Over Exploited 

Kusaida 

0808000401151200 

0.22 

0.49 

(21.28) 

0.40 

0.04 

0.44 

0.06 

0.65 

- 

0.1200 

- 

- 

0.000 

0.120 

0.120 

0.556 

0.028 

0.528 

1.105 

209.20 

Over Exploited 

Kusaida Khurd 

0808000401150300 

0.22 

0.27 

(0.53) 

0.27 

0.03 

0.30 

0.06 

0.65 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.401 

0.020 

0.381 

0.943 

247.63 

Over Exploited 

Ladampur 

0808000401153100 

0.22 

0.17 

- 

0.17 

0.01 

0.18 

0.06 

0.65 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.197 

0.020 

0.177 

0.523 

295.31 

Over Exploited 

Loola Ka Pura 

0808000401156200 

0.22 

0.07 

129.41 

0.08 

0.02 

0.10 

0.06 

0.65 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.165 

0.008 

0.157 

0.544 

346.84 

Over Exploited 

Luhari 

0808000401160400 

0.22 

0.39 

- 

0.39 

0.09 

0.48 

0.06 

0.62 

- 

0.2600 

- 

- 

0.001 

0.261 

0.261 

0.745 

0.074 

0.670 

1.383 

206.37 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Luhari Ka Pura 

080800040116050C 

1.083 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.083 

0.04 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.12 

0.007 

0.61 

0.88 


Mahoori 

0808000401152800 

1.238 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.067 

-0.59 

0.120 

0.22 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.88 

0.010 

0.51 

0.68 


Mangrol 

0808000401156100 

4.879 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.879 

2.37 

0.120 

0.58 

0.03 

0.00 

0.00 

0.00 

1.94 

1.38 

2.29 

0.032 

0.60 

0.84 


Maniyan 

0808000401156500 

6.880 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.880 

-0.30 

0.120 

0.52 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.99 

0.064 

0.60 

0.83 


Marena 

0808000501173700 

4.861 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.804 

-0.29 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.012 

0.22 

0.30 


Marha Bhau 

0808000401155200 

3.492 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.492 

1.07 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.54 

0.38 

0.39 

0.023 

0.60 

0.84 


Marha Bujurg 

0808000401155000 

1.786 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.786 

-0.04 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.012 

0.60 

0.83 


Masoodpur 

0808000401163400 

2.573 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.058 

-0.14 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Mauza Ka Nagla 

0808000401151600 

0.793 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.508 

-0.62 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.005 

0.38 

0.50 


Mirjapur 

0808000401158000 

1.844 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.844 

0.64 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.18 

0.13 

0.20 

0.012 

0.60 

0.86 


Misariya Ka Pura 

0808000401157700 

0.891 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.891 

1.70 

0.120 

0.16 

0.01 

0.00 

0.00 

0.00 

0.33 

0.23 

0.65 

0.006 

0.60 

0.85 


Moredha 

0808000401153400 

3.161 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.161 

1.08 

0.120 

0.17 

0.03 

0.00 

0.00 

0.00 

0.55 

0.40 

0.67 

0.021 

0.59 

0.82 


Mugarwara 

0808000401158700 

1.223 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.658 

0.00 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.006 

0.32 

0.45 


Mustfabad 

0808000401159600 

1.182 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.182 

-0.19 

0.120 

0.11 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.011 

0.61 

0.88 


Naya Gaon 

0808000401161000 

0.712 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.712 

-0.19 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.37 

0.005 

0.60 

0.88 


Nekpur 

0808000401158900 

2.233 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.620 

0.15 

0.120 

0.16 

0.02 

0.00 

0.00 

0.00 

0.17 

0.12 

0.62 

0.015 

0.44 

0.62 


Nidhaira Khurd 

0808000301147400 

3.832 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.010 

-1.15 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ochha Ka Pura 

0808000401152100 

1.831 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.831 

0.59 

0.120 

0.09 

0.01 

0.00 

0.00 

0.01 

0.19 

0.15 

0.34 

0.012 

0.59 

0.77 


Odi 

0808000401159800 

1.986 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.722 

-0.15 

0.120 

0.15 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.58 

0.016 

0.52 

0.76 


Padampura 

0808000401150600 

0.915 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.915 

0.50 

0.120 

0.22 

0.03 

0.00 

0.00 

0.00 

0.25 

0.19 

0.86 

0.006 

0.59 

0.77 


Pai 

0808000501173600 

2.168 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.755 

-0.11 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.005 

0.21 

0.28 


Parsoda 

0808000401156000 

3.713 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.713 

2.17 

0.120 

0.16 

0.01 

0.00 

0.00 

0.00 

1.12 

0.80 

0.61 

0.024 

0.60 

0.83 


Pathrora Kalan 

0808000401161500 

1.379 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.191 

0.05 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.08 

0.12 


Pathrora Khurd 

0808000401161600 

1.485 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.801 

-0.33 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.005 

0.32 

0.46 


Pati 

0808000401150200 

3.578 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.578 

0.40 

0.120 

0.45 

0.07 

0.00 

0.00 

0.00 

0.55 

0.42 

1.77 

0.023 

0.59 

0.77 


Phoolpur 

0808000401156600 

1.015 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.015 

-0.43 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.44 

0.009 

0.59 

0.81 


Piluya 

0808000401151000 

1.758 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.758 

0.61 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.18 

0.13 

0.24 

0.011 

0.59 

0.78 


Radhepura 

0808000401150800 

0.845 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.845 

0.52 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.14 

0.11 

0.39 

0.005 

0.59 

0.78 


Randoli 

0808000401152000 

4.007 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.007 

0.59 

0.120 

0.16 

0.01 

0.00 

0.00 

0.00 

0.43 

0.32 

0.62 

0.026 

0.59 

0.80 


Ratanpur 

0808000401155400 

1.283 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.283 

0.22 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.10 

0.07 

0.32 

0.008 

0.60 

0.85 


Rawatpura 

0808000401158200 

1.716 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.716 

0.46 

0.120 

0.17 

0.02 

0.00 

0.00 

0.00 

0.24 

0.17 

0.65 

0.016 

0.60 

0.88 


Rundh Garayach 

0808000401154500 

2.270 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.267 

0.37 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.14 

0.10 

0.13 

0.015 

0.59 

0.81 


Sadikpur 

0808000401161200 

2.692 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.692 

-0.42 

0.120 

0.19 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.76 

0.017 

0.60 

0.87 


Sahajpur 

0808000401155500 

2.027 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.027 

-0.08 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.013 

0.60 

0.85 


Sakatpur 

0808000401159300 

1.239 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.239 

0.11 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.09 

0.06 

0.29 

0.012 

0.60 

0.87 


Sakhwara 

0808000301145900 

8.711 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.093 

-1.95 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Sanda 

0808000401163200 

3.558 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.340 

-0.12 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.002 

0.06 

0.09 


Saridiya Ka Pura 

0808000401153600 

0.502 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.502 

0.73 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.09 

0.07 

0.22 

0.003 

0.59 

0.81 


Sarkan Khera 

0808000401159700 

1.885 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.349 

-0.27 

0.120 

0.09 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.013 

0.43 

0.63 


Sarkoli 

0808000401158100 

1.493 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.493 

1.54 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.39 

0.27 

0.46 

0.010 

0.60 

0.86 


Sattar Ka Pura 

0808000401157400 

0.498 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.498 

0.30 

0.120 

0.14 

0.01 

0.00 

0.00 

0.00 

0.15 

0.10 

0.55 

0.005 

0.60 

0.86 


Semar Ka Pura 

0808000401149900 

1.716 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.716 

0.23 

0.120 

0.14 

0.02 

0.00 

0.00 

0.00 

0.17 

0.13 

0.56 

0.016 

0.59 

0.75 


Shahpura 

0808000401150500 

2.747 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.747 

0.54 

0.120 

0.17 

0.03 

0.00 

0.00 

0.00 

0.32 

0.24 

0.67 

0.018 

0.59 

0.77 


Shala Ka Pura 

0808000401149700 

2.799 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.799 

0.10 

0.120 

0.14 

0.02 

0.00 

0.00 

0.00 

0.15 

0.12 

0.54 

0.026 

0.59 

0.75 


Shankarapura 

0808000401153700 

0.870 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.870 

1.25 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.18 

0.13 

0.22 

0.006 

0.59 

0.82 


Shijroli 

0808000401150100 

3.797 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.797 

0.31 

0.120 

0.19 

0.03 

0.00 

0.00 

0.00 

0.30 

0.23 

0.73 

0.035 

0.59 

0.77 


Singhawali 

0808000401161400 

1.459 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.369 

-0.50 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.002 

0.15 

0.22 


Siypura 

0808000401151900 

4.981 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.981 

-0.04 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.046 

0.59 

0.80 


Tanda 

0808000401156800 

2.153 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.631 

-0.62 

0.120 

0.24 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.95 

0.015 

0.45 

0.60 


Tetooka 

0808000401155900 

1.503 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.503 

2.32 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.43 

0.31 

0.09 

0.010 

0.60 

0.85 


Tihaiyapura 

0808000401150700 

1.551 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.551 

0.57 

0.120 

0.17 

0.03 

0.00 

0.00 

0.01 

0.24 

0.18 

0.67 

0.010 

0.59 

0.78 


Tor Shankra 

0808000401155300 

0.882 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.882 

0.15 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.07 

0.006 

0.60 

0.84 


Tordanyal 

0808000401159500 

2.170 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.170 

-0.26 

0.120 

0.19 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.72 

0.020 

0.61 

0.89 


Virjapura 

0808000401154900 

1.416 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.416 

0.37 

0.120 

0.13 

0.02 

0.00 

0.00 

0.00 

0.17 

0.13 

0.49 

0.009 

0.59 

0.82 


Virjapura Kalan 

0808000401154000 

1.562 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.562 

0.69 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.18 

0.13 

0.22 

0.010 

0.59 

0.81 

04001010 

Agarri 

0809000401222200 

4.383 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.231 

1.46 

0.140 

0.05 

0.01 

0.00 

0.00 

0.00 

0.29 

0.21 

0.21 

0.005 

0.18 

0.25 







Non-command 

Bhander Sandstone 

1.065 

1.46 

0.040 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.07 

0.14 

0.004 

0.16 

0.22 


Anandgarh 

0809000401232900 

1.973 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.385 

1.40 

0.140 

0.12 

0.02 

0.00 

0.00 

0.00 

0.37 

0.26 

0.48 

0.005 

0.47 

0.66 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.588 

1.40 

0.140 

0.04 

0.01 

0.00 

0.00 

0.00 

0.14 

0.10 

0.14 

0.002 

0.20 

0.28 


Ari Hudpura 

0809000401217600 

3.317 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.037 

1.18 

0.140 

0.36 

0.05 

0.00 

0.00 

0.00 

0.81 

0.59 

1.41 

0.011 

0.60 

0.83 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.226 

1.18 

0.140 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.07 

0.001 

0.04 

0.06 







Non-command 

Bhander Sandstone 

0.054 

1.18 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Atewa 

0809000401236500 

8.087 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.579 

3.37 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.00 

0.002 

0.05 

0.06 


Bahadarpur 

0809000601258700 

50.839 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

7.904 

1.99 

0.040 

0.09 

0.01 

0.00 

0.00 

0.01 

0.70 

0.53 

0.34 

0.019 

0.10 

0.13 


Barh Dulhepal 

0809000401220400 

0.381 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.381 

0.53 

0.140 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.03 

0.001 

0.65 

0.83 


Barh Gulal 

0809000401219800 

0.592 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.592 

0.39 

0.140 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.07 

0.002 

0.65 

0.84 


Barkhera 

0809000401232500 

9.619 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.777 

1.32 

0.140 

0.05 

0.01 

0.00 

0.00 

0.00 

0.37 

0.26 

0.20 

0.007 

0.12 

0.17 


Barrif 

0809000401234300 

2.992 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.559 

0.99 

0.140 

0.09 

0.01 

0.00 

0.00 

0.00 

0.43 

0.35 

0.36 

0.010 

0.55 

0.69 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Luhari Ka Pura 

0808000401160500 

0.22 

0.14 

(83.46) 

0.12 

- 

0.12 

0.06 

0.67 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.126 

0.006 

0.119 

0.127 

106.48 

Over Exploited 

Mahoori 

0808000401152800 

0.22 

0.12 

- 

0.12 

0.01 

0.13 

0.05 

0.56 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.160 

0.016 

0.144 

0.894 

622.57 

Over Exploited 

Mangrol 

0808000401156100 

0.22 

0.64 

114.44 

0.77 

0.03 

0.80 

0.06 

0.66 

- 

0.0900 

- 

- 

0.001 

0.091 

0.091 

0.893 

0.045 

0.848 

2.322 

273.71 

Over Exploited 

Maniyan 

0808000401156500 

0.22 

0.90 

- 

0.90 

0.02 

0.92 

0.06 

0.66 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.993 

0.099 

0.894 

2.055 

229.90 

Over Exploited 

Marena 

0808000501173700 

0.22 

0.09 

- 

0.09 

0.01 

0.10 

0.02 

0.24 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.127 

0.013 

0.115 

0.271 

236.06 

Over Exploited 

Marha Bhau 

0808000401155200 

0.22 

0.46 

(16.96) 

0.38 

0.01 

0.39 

0.06 

0.66 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.433 

0.022 

0.411 

0.412 

100.07 

Over Exploited 

Marha Bujurg 

0808000401155000 

0.22 

0.23 

- 

0.23 

0.00 

0.23 

0.06 

0.65 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.246 

0.025 

0.222 

0.098 

44.05 

Safe 

Masoodpur 

0808000401163400 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mauza Ka Nagla 

0808000401151600 

0.22 

0.04 

- 

0.04 

- 

0.04 

0.04 

0.41 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.052 

0.005 

0.047 

0.353 

750.38 

Over Exploited 

Mirjapur 

0808000401158000 

0.22 

0.24 

(48.43) 

0.20 

0.01 

0.21 

0.06 

0.66 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.227 

0.011 

0.216 

0.216 

100.03 

Over Exploited 

Misariya Ka Pura 

0808000401157700 

0.22 

0.12 

98.58 

0.14 

0.01 

0.15 

0.06 

0.66 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.172 

0.009 

0.163 

0.654 

400.70 

Over Exploited 

Moredha 

0808000401153400 

0.22 

0.41 

(3.13) 

0.40 

0.03 

0.43 

0.06 

0.65 

- 

0.0800 

- 

- 

0.001 

0.081 

0.081 

0.511 

0.026 

0.486 

0.691 

142.20 

Over Exploited 

Mugarwara 

0808000401158700 

0.22 

0.05 

- 

0.05 

0.01 

0.06 

0.03 

0.35 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.077 

0.008 

0.069 

0.409 

593.73 

Over Exploited 

Mustfabad 

0808000401159600 

0.22 

0.16 

- 

0.16 

0.03 

0.19 

0.06 

0.67 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.268 

0.027 

0.241 

0.418 

173.62 

Over Exploited 

Naya Gaon 

0808000401161000 

0.22 

0.09 

- 

0.09 

0.01 

0.10 

0.06 

0.67 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.145 

0.014 

0.130 

0.377 

288.98 

Over Exploited 

Nekpur 

0808000401158900 

0.22 

0.16 

(24.30) 

0.12 

0.02 

0.15 

0.04 

0.48 

- 

0.0700 

- 

- 

0.002 

0.072 

0.072 

0.218 

0.011 

0.207 

0.637 

308.05 

Over Exploited 

Nidhaira Khurd 

0808000301147400 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ochha Ka Pura 

0808000401152100 

0.22 

0.24 

(37.86) 

0.19 

0.02 

0.21 

0.06 

0.64 

- 

0.0400 

- 

- 

0.022 

0.062 

0.062 

0.276 

0.014 

0.262 

0.353 

134.65 

Over Exploited 

Odi 

0808000401159800 

0.22 

0.20 

- 

0.20 

0.04 

0.24 

0.05 

0.58 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

0.349 

0.035 

0.314 

0.591 

188.31 

Over Exploited 

Padampura 

0808000401150600 

0.22 

0.12 

58.54 

0.14 

0.03 

0.17 

0.06 

0.64 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.272 

0.014 

0.258 

0.870 

337.05 

Over Exploited 

Pai 

0808000501173600 

0.22 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.23 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.044 

0.004 

0.040 

0.058 

145.38 

Over Exploited 

Parsoda 

0808000401156000 

0.22 

0.49 

64.62 

0.58 

0.01 

0.59 

0.06 

0.65 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.664 

0.033 

0.631 

0.629 

99.66 

Critical 

Pathrora Kalan 

0808000401161500 

0.22 

0.00 

120.16 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.023 

582.88 

Over Exploited 

Pathrora Khurd 

0808000401161600 

0.22 

0.06 

- 

0.06 

- 

0.06 

0.03 

0.36 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.067 

0.007 

0.060 

0.106 

175.79 

Over Exploited 

Pati 

0808000401150200 

0.22 

0.46 

(9.19) 

0.42 

0.07 

0.49 

0.06 

0.64 

- 

0.2000 

- 

- 

0.001 

0.201 

0.201 

0.691 

0.035 

0.656 

1.794 

273.42 

Over Exploited 

Phoolpur 

0808000401156600 

0.22 

0.13 

- 

0.13 

0.01 

0.14 

0.06 

0.65 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.163 

0.016 

0.146 

0.446 

305.04 

Over Exploited 

Piluya 

0808000401151000 

0.22 

0.23 

(41.11) 

0.18 

0.01 

0.19 

0.06 

0.65 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.222 

0.011 

0.211 

0.249 

118.16 

Over Exploited 

Radhepura 

0808000401150800 

0.22 

0.11 

(0.68) 

0.11 

0.01 

0.12 

0.06 

0.64 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.159 

0.008 

0.151 

0.394 

261.99 

Over Exploited 

Randoli 

0808000401152000 

0.22 

0.52 

(38.41) 

0.42 

0.01 

0.43 

0.06 

0.65 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.447 

0.022 

0.425 

0.650 

153.05 

Over Exploited 

Ratanpur 

0808000401155400 

0.22 

0.17 

(56.48) 

0.14 

0.01 

0.15 

0.06 

0.66 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.185 

0.009 

0.176 

0.332 

188.98 

Over Exploited 

Rawatpura 

0808000401158200 

0.22 

0.23 

(26.20) 

0.18 

0.02 

0.20 

0.06 

0.67 

- 

0.0700 

- 

- 

0.000 

0.070 

0.070 

0.273 

0.014 

0.259 

0.666 

257.10 

Over Exploited 

Rundh Garayach 

0808000401154500 

0.22 

0.30 

(65.00) 

0.24 

- 

0.24 

0.06 

0.65 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.246 

0.012 

0.234 

0.145 

61.84 

Safe 

Sadikpur 

0808000401161200 

0.22 

0.36 

- 

0.36 

0.03 

0.39 

0.06 

0.66 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.477 

0.048 

0.429 

0.773 

180.20 

Over Exploited 

Sahajpur 

0808000401155500 

0.22 

0.27 

- 

0.27 

0.01 

0.28 

0.06 

0.66 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.308 

0.031 

0.277 

0.294 

106.27 

Over Exploited 

Sakatpur 

0808000401159300 

0.22 

0.16 

(63.61) 

0.13 

0.01 

0.14 

0.06 

0.66 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.172 

0.009 

0.163 

0.304 

186.08 

Over Exploited 

Sakhwara 

0808000301145900 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Sanda 

0808000401163200 

0.22 

0.00 

- 

0.00 

0.00 

0.00 

0.01 

0.06 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.015 

0.001 

0.013 

0.072 

541.45 

Over Exploited 

Saridiya Ka Pura 

0808000401153600 

0.22 

0.07 

4.89 

0.07 

0.01 

0.08 

0.06 

0.65 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.099 

0.005 

0.094 

0.219 

233.83 

Over Exploited 

Sarkan Khera 

0808000401159700 

0.22 

0.13 

- 

0.13 

0.02 

0.15 

0.04 

0.48 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.219 

0.022 

0.197 

0.367 

186.28 

Over Exploited 

Sarkoli 

0808000401158100 

0.22 

0.20 

36.29 

0.24 

0.01 

0.25 

0.06 

0.66 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.267 

0.013 

0.254 

0.466 

183.40 

Over Exploited 

Sattar Ka Pura 

0808000401157400 

0.22 

0.07 

57.43 

0.08 

0.01 

0.09 

0.06 

0.66 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.109 

0.005 

0.104 

0.558 

538.67 

Over Exploited 

Semar Ka Pura 

0808000401149900 

0.22 

0.22 

(40.80) 

0.18 

0.02 

0.20 

0.06 

0.64 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.257 

0.013 

0.244 

0.574 

235.31 

Over Exploited 

Shahpura 

0808000401150500 

0.22 

0.35 

(31.55) 

0.28 

0.03 

0.31 

0.06 

0.64 

- 

0.0800 

- 

- 

0.000 

0.080 

0.080 

0.394 

0.020 

0.374 

0.688 

183.79 

Over Exploited 

Shala Ka Pura 

0808000401149700 

0.22 

0.36 

(66.99) 

0.29 

0.02 

0.31 

0.06 

0.64 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.368 

0.018 

0.350 

0.565 

161.56 

Over Exploited 

Shankarapura 

0808000401153700 

0.22 

0.11 

15.23 

0.13 

0.01 

0.14 

0.06 

0.65 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.161 

0.008 

0.153 

0.222 

144.82 

Over Exploited 

Shijroli 

0808000401150100 

0.22 

0.49 

(53.18) 

0.39 

0.03 

0.42 

0.06 

0.64 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.503 

0.025 

0.477 

0.760 

159.24 

Over Exploited 

Singhawali 

0808000401161400 

0.22 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.022 

0.002 

0.020 

0.050 

250.03 

Over Exploited 

Siypura 

0808000401151900 

0.22 

0.65 

- 

0.65 

- 

0.65 

0.06 

0.65 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.658 

0.066 

0.592 

0.196 

33.14 

Safe 

Tanda 

0808000401156800 

0.22 

0.16 

- 

0.16 

0.01 

0.17 

0.04 

0.49 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.211 

0.021 

0.190 

0.961 

506.34 

Over Exploited 

Tetooka 

0808000401155900 

0.22 

0.20 

54.66 

0.24 

0.00 

0.24 

0.06 

0.66 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.250 

0.012 

0.237 

0.096 

40.36 

Safe 

Tihaiyapura 

0808000401150700 

0.22 

0.20 

(10.26) 

0.18 

0.04 

0.22 

0.06 

0.64 

- 

0.0800 

- 

- 

0.012 

0.092 

0.092 

0.310 

0.015 

0.294 

0.680 

231.04 

Over Exploited 

Tor Shankra 

0808000401155300 

0.22 

0.12 

(78.01) 

0.09 

- 

0.09 

0.06 

0.66 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.103 

0.005 

0.098 

0.071 

72.45 

Semi Critical 

Tordanyal 

0808000401159500 

0.22 

0.29 

- 

0.29 

0.04 

0.33 

0.06 

0.67 

- 

0.1300 

- 

- 

- 

0.130 

0.130 

0.460 

0.046 

0.414 

0.736 

177.92 

Over Exploited 

Virjapura 

0808000401154900 

0.22 

0.18 

(32.19) 

0.15 

0.02 

0.17 

0.06 

0.65 

- 

0.0600 

- 

- 

0.000 

0.060 

0.060 

0.228 

0.011 

0.217 

0.501 

230.93 

Over Exploited 

Virjapura Kalan 

0808000401154000 

0.22 

0.20 

(35.18) 

0.16 

0.01 

0.17 

0.06 

0.65 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.193 

0.010 

0.183 

0.226 

123.39 

Over Exploited 

Agarri 

0809000401222200 

0.24 

0.05 

53,695.11 

0.06 

0.01 

0.07 

0.02 

0.20 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.091 

0.005 

0.087 

0.216 

248.92 

Over Exploited 



0.12 

0.02 

234.88 

0.02 

0.01 

0.03 

0.02 

0.17 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.054 

0.003 

0.051 

0.146 

284.19 

Over Exploited 

Anandgarh 

0809000401232900 

0.24 

0.16 

68.47 

0.19 

0.02 

0.21 

0.05 

0.52 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.257 

0.013 

0.244 

0.480 

196.71 

Over Exploited 



0.24 

0.03 

265.94 

0.03 

0.01 

0.04 

0.02 

0.22 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.064 

0.003 

0.060 

0.144 

238.51 

Over Exploited 

Ari Hudpura 

0809000401217600 

0.24 

0.44 

34.44 

0.52 

0.05 

0.57 

0.06 

0.66 

- 

0.1600 

- 

- 

- 

0.160 

0.160 

0.734 

0.037 

0.698 

1.417 

203.21 

Over Exploited 



0.24 

0.00 

1,621.71 

0.00 

- 

0.00 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.071 

578.46 

Over Exploited 



0.12 

0.00 

2,628.08 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

15,371.04 

Over Exploited 

Atewa 

0809000401236500 

0.12 

0.00 

1,859.55 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.002 

60.19 

Safe 

Bahadarpur 

0809000601258700 

0.12 

0.10 

450.69 

0.11 

0.02 

0.13 

0.01 

0.11 

- 

0.0400 

- 

- 

0.013 

0.053 

0.053 

0.186 

0.009 

0.177 

0.361 

204.43 

Over Exploited 

Barh Dulhepal 

0809000401220400 

0.24 

0.06 

(50.67) 

0.05 

0.00 

0.05 

0.06 

0.71 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.048 

0.002 

0.046 

0.032 

70.60 

Semi Critical 

Barh Gulal 

0809000401219800 

0.24 

0.09 

(56.14) 

0.07 

- 

0.07 

0.06 

0.71 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.083 

0.004 

0.079 

0.073 

92.50 

Critical 

Barkhera 

0809000401232500 

0.24 

0.05 

393.60 

0.06 

0.01 

0.07 

0.01 

0.14 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.095 

0.005 

0.090 

0.203 

224.97 

Over Exploited 

Barrif 

0809000401234300 

0.24 

0.34 

2.64 

0.35 

0.01 

0.36 

0.05 

0.60 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.395 

0.020 

0.375 

0.370 

98.50 

Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Barriya 

080900040123500C 

1.762 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.192 

1.49 

0.140 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.05 

0.001 

0.07 

0.08 


Baseri 

080900040121800C 

6.427 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.498 

1.30 

0.140 

0.11 

0.02 

0.00 

0.00 

0.00 

1.09 

0.83 

0.42 

0.021 

0.53 

0.70 







Non-command 

Bhander Sandstone 

0.915 

1.30 

0.040 

0.02 

0.00 

0.00 

0.00 

0.01 

0.06 

0.04 

0.06 

0.003 

0.09 

0.12 


Beejalpur 

0809000401220600 

1.109 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.689 

0.62 

0.140 

0.05 

0.01 

0.00 

0.00 

0.00 

0.10 

0.08 

0.18 

0.003 

0.40 

0.53 







Non-command 

Bhander Sandstone 

0.420 

0.62 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.08 

0.002 

0.25 

0.32 


Bhalpur 

0810000101261200 

6.315 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.511 

1.01 

0.100 

0.18 

0.03 

0.00 

0.00 

0.00 

0.40 

0.37 

0.69 

0.015 

0.22 

0.24 


Bhanwarpura 

0809000401232400 

22.888 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.282 

1.51 

0.140 

0.01 

0.00 

0.00 

0.00 

0.01 

0.48 

0.35 

0.04 

0.009 

0.07 

0.09 







Non-command 

Bhander Sandstone 

1.906 

1.51 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.09 

0.02 

0.007 

0.06 

0.08 


Bharka 

0809000401220500 

2.212 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.377 

0.54 

0.140 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.11 

0.13 

0.005 

0.40 

0.50 







Non-command 

Bhander Sandstone 

0.836 

0.54 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.07 

0.003 

0.24 

0.30 


Bindapura 

0809000401219500 

1.053 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.053 

0.45 

0.140 

0.08 

0.01 

0.00 

0.00 

0.00 

0.14 

0.10 

0.32 

0.004 

0.65 

0.87 


Birhati 

0809000401233500 

0.828 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.828 

1.26 

0.140 

0.18 

0.03 

0.00 

0.00 

0.00 

0.30 

0.21 

0.73 

0.003 

0.67 

0.94 


Chainpur 

0809000401235100 

3.476 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.681 

1.19 

0.140 

0.04 

0.01 

0.00 

0.00 

0.00 

0.14 

0.12 

0.14 

0.003 

0.12 

0.14 







Non-command 

Bhander Sandstone 

0.153 

1.19 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.001 

0.03 

0.03 


Chak Barh Dulhepal 

0809000401220300 

0.319 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.150 

0.47 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.30 

0.39 







Non-command 

Bhander Sandstone 

0.169 

0.47 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.34 

0.44 


Chak Dhoogarh 

0809000401233200 

1.793 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.793 

1.18 

0.140 

0.01 

0.00 

0.00 

0.00 

0.00 

0.31 

0.22 

0.02 

0.007 

0.67 

0.94 


Chak Rod 

0809000401217800 

0.215 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.215 

1.42 

0.140 

0.05 

0.01 

0.00 

0.00 

0.00 

0.08 

0.06 

0.21 

0.001 

0.65 

0.88 


Chaube Ki Guwari 

0809000601258600 

8.070 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.299 

3.21 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.31 

0.26 

0.07 

0.006 

0.18 

0.22 


Chhakra 

0810000101262900 

5.409 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.075 

0.45 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Chodarapura 

0809000401219000 

1.665 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.665 

1.27 

0.140 

0.03 

0.00 

0.00 

0.00 

0.00 

0.33 

0.23 

0.10 

0.006 

0.67 

0.94 


Dafalpur 

0809000401220100 

5.757 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.424 

0.38 

0.140 

0.16 

0.02 

0.00 

0.00 

0.00 

0.38 

0.32 

0.63 

0.017 

0.48 

0.56 







Non-command 

Quartzite 

1.285 

0.38 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.13 

0.005 

0.14 

0.16 


Dahmoli 

0809000401221400 

2.937 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.149 

1.05 

0.140 

0.17 

0.03 

0.00 

0.00 

0.00 

0.46 

0.32 

0.68 

0.008 

0.49 

0.69 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.788 

1.05 

0.140 

0.04 

0.01 

0.00 

0.00 

0.00 

0.15 

0.10 

0.17 

0.003 

0.18 

0.25 


Daleelpur 

0809000401220900 

3.069 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.819 

0.59 

0.140 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.12 

0.07 

0.007 

0.39 

0.53 







Non-command 

Bhander Sandstone 

1.250 

0.59 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.05 

0.005 

0.27 

0.36 


Deeppura 

0809000401220000 

1.892 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.776 

0.25 

0.140 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.13 

0.007 

0.59 

0.70 







Non-command 

Quartzite 

0.003 

0.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dhandhupura 

0809000401232600 

3.886 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.235 

1.47 

0.140 

0.04 

0.01 

0.00 

0.00 

0.00 

0.28 

0.20 

0.16 

0.005 

0.21 

0.30 


Dhoogarh 

0809000401233100 

0.713 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.619 

1.61 

0.140 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.11 

0.10 

0.002 

0.58 

0.82 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.094 

1.61 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.000 

0.09 

0.12 


Gaoda Goojar 

0809000301216000 

3.939 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.718 

0.42 

0.140 

0.27 

0.01 

0.00 

0.00 

0.00 

0.42 

0.35 

1.05 

0.024 

0.39 

0.46 







Non-command 

Bhander Sandstone 

1.176 

0.42 

0.040 

0.11 

0.01 

0.00 

0.00 

0.00 

0.12 

0.10 

0.41 

0.011 

0.17 

0.20 


Gaoda Meena 

0809000301215900 

4.535 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.550 

0.88 

0.140 

0.22 

0.01 

0.00 

0.00 

0.00 

0.40 

0.32 

0.87 

0.014 

0.20 

0.25 







Non-command 

Bhander Sandstone 

2.754 

0.88 

0.040 

0.36 

0.02 

0.00 

0.00 

0.00 

0.44 

0.35 

1.39 

0.025 

0.36 

0.44 


Garhi Badhawa 

0809000301215800 

3.066 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.034 

0.69 

0.140 

0.14 

0.01 

0.00 

0.00 

0.00 

0.42 

0.34 

0.52 

0.027 

0.57 

0.70 







Non-command 

Bhander Sandstone 

0.031 

0.69 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Gopalgarh 

0809000401234400 

2.767 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.651 

1.56 

0.140 

0.06 

0.01 

0.00 

0.00 

0.00 

0.19 

0.16 

0.23 

0.002 

0.15 

0.18 







Non-command 

Bhander Sandstone 

0.044 

1.56 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Gopalpur Sai 

0809000401233300 

3.290 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.284 

1.27 

0.140 

0.08 

0.01 

0.00 

0.00 

0.00 

0.65 

0.46 

0.30 

0.012 

0.67 

0.94 


Gunesari 

0809000401233000 

0.937 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.937 

1.43 

0.140 

0.11 

0.02 

0.00 

0.00 

0.00 

0.28 

0.20 

0.44 

0.004 

0.67 

0.94 


Gunesra 

0809000401233900 

5.106 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.949 

0.93 

0.140 

0.14 

0.02 

0.00 

0.00 

0.00 

0.50 

0.36 

0.55 

0.011 

0.38 

0.54 







Non-command 

Bhander Sandstone 

2.026 

0.93 

0.040 

0.08 

0.01 

0.00 

0.00 

0.00 

0.15 

0.10 

0.31 

0.008 

0.26 

0.37 


Gurla 

0809000401218500 

4.433 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.270 

0.89 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.001 

0.04 

0.06 







Non-command 

Bhander Sandstone 

0.270 

0.89 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.04 

0.06 





Saline 

Non-command 

Non-command 

Bhander Sandstone 

0.068 

0.89 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Hajaripura 

0809000401221300 

1.644 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.043 

0.68 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.601 

0.68 

0.140 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.12 

0.08 

0.006 

0.65 

0.90 


Harjanpura 

0809000401234200 

3.623 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.674 

0.81 

0.140 

0.05 

0.01 

0.00 

0.00 

0.00 

0.34 

0.27 

0.20 

0.010 

0.48 

0.61 







Non-command 

Bhander Sandstone 

0.520 

0.81 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.002 

0.09 

0.12 


Jagatpura 

0809000401219700 

1.296 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.692 

0.41 

0.140 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.03 

0.003 

0.34 

0.45 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.536 

0.41 

0.140 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.002 

0.27 

0.35 


Jahangeerpur 

0809000401219900 

5.693 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.484 

0.30 

0.140 

0.46 

0.07 

0.00 

0.00 

0.00 

0.62 

0.50 

1.82 

0.021 

0.61 

0.76 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.205 

0.30 

0.140 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.001 

0.02 

0.03 


Jeewli 

0810000101264600 

8.279 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.61 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

0.100 

0.61 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 


Jungeenpura 

0809000401218200 

0.850 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.850 

1.45 

0.140 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.13 

0.05 

0.003 

0.65 

0.90 


Kalakhana 

0809000301217300 

1.352 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.123 

1.20 

0.140 

0.43 

0.06 

0.00 

0.00 

0.00 

0.56 

0.43 

1.69 

0.010 

0.51 

0.67 







Non-command 

Bhander Sandstone 

0.228 

1.20 

0.040 

0.08 

0.01 

0.00 

0.00 

0.00 

0.08 

0.06 

0.31 

0.002 

0.10 

0.14 


Kalyani 

0809000401233600 

1.833 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.833 

1.31 

0.140 

0.14 

0.02 

0.00 

0.00 

0.00 

0.46 

0.32 

0.56 

0.007 

0.67 

0.93 


Karsai 

0809000401237000 

15.508 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.142 

1.91 

0.140 

0.10 

0.01 

0.00 

0.00 

0.00 

1.46 

1.07 

0.36 

0.019 

0.22 

0.30 







Non-command 

Bhander Sandstone 

5.777 

1.91 

0.040 

0.09 

0.01 

0.00 

0.00 

0.00 

0.52 

0.38 

0.32 

0.022 

0.25 

0.34 


Karwar Meena 

0809000301216900 

4.444 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.173 

0.28 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.05 

0.002 

0.02 

0.02 


Kashirampura 

0809000401218400 

1.720 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.071 

1.50 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.03 

0.04 


Katkar 

0809000301215600 

11.466 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.034 

0.46 

0.140 

0.67 

0.03 

0.00 

0.00 

0.00 

1.09 

0.97 

2.59 

0.063 

0.34 

0.38 


Keeratpur 

0809000401221200 

2.315 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.118 

0.72 

0.140 

0.09 

0.01 

0.00 

0.00 

0.00 

0.29 

0.21 

0.33 

0.008 

0.61 

0.85 







Non-command 

Bhander Sandstone 

0.197 

0.72 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.001 

0.06 

0.08 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Barriya 

0809000401235000 

0.24 

0.00 

1,244.34 

0.00 

- 

0.00 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.048 

364.19 

Over Exploited 

Baseri 

0809000401218000 

0.24 

0.70 

18.33 

0.83 

0.02 

0.85 

0.05 

0.58 

- 

0.0500 

- 

- 

0.000 

0.050 

0.050 

0.897 

0.045 

0.852 

0.443 

51.97 

Safe 



0.12 

0.01 

349.99 

0.01 

0.01 

0.02 

0.01 

0.10 

- 

0.0100 

- 

- 

0.015 

0.025 

0.025 

0.047 

0.002 

0.045 

0.061 

137.22 

Over Exploited 

Beejalpur 

0809000401220600 

0.24 

0.07 

12.91 

0.08 

0.01 

0.09 

0.04 

0.44 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.107 

0.005 

0.102 

0.187 

182.91 

Over Exploited 



0.12 

0.01 

84.97 

0.01 

0.00 

0.02 

0.02 

0.27 

- 

0.0100 

- 

- 

0.000 

0.011 

0.011 

0.026 

0.001 

0.024 

0.084 

342.62 

Over Exploited 

Bhalpur 

0810000101261200 

0.22 

0.12 

200.97 

0.15 

0.03 

0.18 

0.02 

0.24 

- 

0.0800 

- 

- 

0.000 

0.081 

0.081 

0.257 

0.013 

0.244 

0.703 

288.23 

Over Exploited 

Bhanwarpura 

0809000401232400 

0.24 

0.04 

850.15 

0.04 

0.01 

0.05 

0.01 

0.07 

- 

- 

- 

- 

0.015 

0.015 

0.015 

0.069 

0.003 

0.065 

0.049 

74.20 

Semi Critical 



0.12 

0.01 

599.36 

0.02 

0.00 

0.02 

0.01 

0.06 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.018 

0.001 

0.017 

0.026 

150.13 

Over Exploited 

Bharka 

0809000401220500 

0.24 

0.13 

(17.63) 

0.11 

- 

0.11 

0.04 

0.43 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.118 

0.006 

0.112 

0.138 

123.06 

Over Exploited 



0.12 

0.02 

26.54 

0.03 

- 

0.03 

0.02 

0.26 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.039 

0.002 

0.037 

0.073 

197.32 

Over Exploited 

Bindapura 

0809000401219500 

0.24 

0.16 

(38.00) 

0.13 

0.01 

0.14 

0.06 

0.71 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.181 

0.009 

0.172 

0.322 

186.74 

Over Exploited 

Birhati 

0809000401233500 

0.24 

0.13 

59.02 

0.16 

0.03 

0.19 

0.07 

0.73 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.269 

0.013 

0.255 

0.735 

287.83 

Over Exploited 

Chainpur 

0809000401235100 

0.24 

0.02 

504.94 

0.02 

0.01 

0.03 

0.01 

0.13 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.064 

0.003 

0.061 

0.143 

234.03 

Over Exploited 



0.12 

0.00 

2,782.84 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.025 

4,227.92 

Over Exploited 

Chak Barh Dulhepal 

0809000401220300 

0.24 

0.01 

(29.36) 

0.01 

- 

0.01 

0.03 

0.33 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.008 

0.017 

199.95 

Over Exploited 



0.12 

0.01 

(63.74) 

0.01 

- 

0.01 

0.03 

0.37 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.005 

0.013 

241.13 

Over Exploited 

Chak Dhoogarh 

0809000401233200 

0.24 

0.29 

(24.32) 

0.23 

- 

0.23 

0.07 

0.73 

- 

- 

- 

- 

- 

- 

- 

0.230 

0.011 

0.218 

0.023 

10.43 

Safe 

Chak Rod 

0809000401217800 

0.24 

0.03 

82.04 

0.04 

0.01 

0.05 

0.06 

0.71 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.070 

0.003 

0.066 

0.212 

318.75 

Over Exploited 

Chaube Ki Guwari 

0809000601258600 

0.12 

0.05 

424.25 

0.06 

0.00 

0.06 

0.02 

0.20 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.075 

0.004 

0.072 

0.078 

108.29 

Over Exploited 

Chhakra 

0810000101262900 

0.22 

0.00 

1,649.72 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chodarapura 

0809000401219000 

0.24 

0.27 

(13.02) 

0.23 

- 

0.23 

0.07 

0.73 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.241 

0.012 

0.229 

0.104 

45.46 

Safe 

Dafalpur 

0809000401220100 

0.24 

0.51 

(36.87) 

0.41 

0.02 

0.43 

0.04 

0.53 

- 

0.0700 

- 

- 

0.001 

0.071 

0.071 

0.502 

0.025 

0.477 

0.647 

135.50 

Over Exploited 



0.10 

0.02 

83.09 

0.02 

0.00 

0.02 

0.01 

0.15 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.035 

0.002 

0.034 

0.136 

403.33 

Over Exploited 

Dahmoli 

0809000401221400 

0.24 

0.25 

29.08 

0.30 

0.03 

0.33 

0.05 

0.54 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.412 

0.021 

0.391 

0.691 

176.71 

Over Exploited 



0.24 

0.03 

206.63 

0.04 

0.01 

0.05 

0.02 

0.20 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.071 

0.004 

0.067 

0.175 

260.79 

Over Exploited 

Daleelpur 

0809000401220900 

0.24 

0.17 

(28.29) 

0.14 

0.00 

0.14 

0.04 

0.43 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.157 

0.008 

0.149 

0.081 

54.27 

Safe 



0.12 

0.04 

(33.60) 

0.03 

0.00 

0.04 

0.03 

0.29 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.050 

0.003 

0.048 

0.051 

106.59 

Over Exploited 

Deeppura 

0809000401220000 

0.24 

0.25 

(69.60) 

0.20 

- 

0.20 

0.05 

0.65 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.212 

0.011 

0.201 

0.134 

66.42 

Safe 



0.10 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dhandhupura 

0809000401232600 

0.24 

0.06 

218.68 

0.08 

0.01 

0.09 

0.02 

0.23 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.106 

0.005 

0.100 

0.168 

167.15 

Over Exploited 

Dhoogarh 

0809000401233100 

0.24 

0.09 

31.40 

0.10 

- 

0.10 

0.06 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.113 

0.006 

0.108 

0.097 

90.44 

Critical 



0.24 

0.00 

655.97 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.008 

366.90 

Over Exploited 

Gaoda Goojar 

0809000301216000 

0.22 

0.23 

52.33 

0.28 

0.01 

0.29 

0.03 

0.42 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.330 

0.017 

0.314 

1.078 

343.86 

Over Exploited 



0.08 

0.02 

537.12 

0.02 

0.01 

0.03 

0.02 

0.18 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.050 

0.002 

0.047 

0.421 

892.18 

Over Exploited 

Gaoda Meena 

0809000301215900 

0.22 

0.07 

370.99 

0.08 

0.01 

0.09 

0.02 

0.22 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.122 

0.006 

0.116 

0.888 

766.82 

Over Exploited 



0.08 

0.08 

########## 

0.09 

0.02 

0.12 

0.03 

0.39 

- 

0.0500 

- 

- 

0.002 

0.052 

0.052 

0.167 

0.008 

0.159 

1.413 

890.56 

Over Exploited 

Garhi Badhawa 

0809000301215800 

0.22 

0.38 

(10.29) 

0.34 

0.01 

0.36 

0.05 

0.63 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.384 

0.019 

0.364 

0.543 

149.07 

Over Exploited 



0.08 

0.00 

4,578.44 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gopalgarh 

0809000401234400 

0.24 

0.02 

566.71 

0.03 

0.01 

0.04 

0.01 

0.16 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.068 

0.003 

0.065 

0.229 

354.87 

Over Exploited 



0.12 

0.00 

4,074.08 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

20,245.45 

Over Exploited 

Gopalpur Sai 

0809000401233300 

0.24 

0.52 

(11.86) 

0.46 

0.01 

0.47 

0.07 

0.73 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.503 

0.025 

0.478 

0.314 

65.82 

Safe 

Gunesari 

0809000401233000 

0.24 

0.15 

30.98 

0.18 

0.02 

0.20 

0.07 

0.73 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.250 

0.013 

0.238 

0.443 

186.17 

Over Exploited 

Gunesra 

0809000401233900 

0.24 

0.27 

32.56 

0.33 

0.02 

0.35 

0.04 

0.42 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.406 

0.020 

0.386 

0.558 

144.64 

Over Exploited 



0.12 

0.06 

62.04 

0.08 

0.01 

0.09 

0.03 

0.29 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.127 

0.006 

0.121 

0.320 

265.03 

Over Exploited 

Gurla 

0809000401218500 

0.24 

0.00 

815.26 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.017 

569.22 

Over Exploited 



0.12 

0.00 

416.84 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

0.013 

867.91 

Over Exploited 



0.12 

0.00 

1,940.65 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Hajaripura 

0809000401221300 

0.24 

0.00 

1,490.62 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.24 

0.25 

(50.57) 

0.20 

- 

0.20 

0.06 

0.71 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.209 

0.010 

0.198 

0.088 

44.42 

Safe 

Harjanpura 

0809000401234200 

0.24 

0.31 

(12.45) 

0.27 

0.01 

0.28 

0.05 

0.52 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.298 

0.015 

0.283 

0.206 

72.91 

Semi Critical 



0.12 

0.01 

261.83 

0.01 

- 

0.01 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.026 

394.19 

Over Exploited 

Jagatpura 

0809000401219700 

0.24 

0.06 

(32.89) 

0.05 

- 

0.05 

0.03 

0.38 

- 

- 

- 

- 

- 

- 

- 

0.046 

0.002 

0.043 

0.031 

70.37 

Semi Critical 



0.24 

0.03 

(8.19) 

0.03 

- 

0.03 

0.03 

0.29 

- 

- 

- 

- 

- 

- 

- 

0.032 

0.002 

0.030 

0.021 

70.23 

Semi Critical 

Jahangeerpur 

0809000401219900 

0.24 

0.81 

(37.77) 

0.65 

0.07 

0.72 

0.06 

0.67 

- 

0.2000 

- 

- 

- 

0.200 

0.200 

0.915 

0.046 

0.869 

1.841 

211.70 

Over Exploited 



0.24 

0.00 

1,233.79 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.011 

0.054 

498.70 

Over Exploited 

Jeewli 

0810000101264600 

0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

1,703.15 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.009 

12,337.16 

Over Exploited 

Jungeenpura 

0809000401218200 

0.24 

0.13 

0.19 

0.13 

- 

0.13 

0.06 

0.71 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.143 

0.007 

0.136 

0.050 

36.98 

Safe 

Kalakhana 

0809000301217300 

0.22 

0.13 

239.96 

0.15 

0.06 

0.21 

0.05 

0.56 

- 

0.1900 

- 

- 

- 

0.190 

0.190 

0.401 

0.020 

0.381 

1.704 

447.63 

Over Exploited 



0.08 

0.00 

3,166.44 

0.00 

0.01 

0.01 

0.01 

0.11 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.043 

0.002 

0.041 

0.309 

751.83 

Over Exploited 

Kalyani 

0809000401233600 

0.24 

0.29 

10.82 

0.32 

0.02 

0.34 

0.07 

0.73 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.405 

0.020 

0.384 

0.566 

147.23 

Over Exploited 

Karsai 

0809000401237000 

0.24 

0.27 

295.56 

0.32 

0.01 

0.33 

0.02 

0.24 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.374 

0.019 

0.355 

0.374 

105.50 

Over Exploited 



0.12 

0.17 

123.10 

0.20 

0.01 

0.21 

0.02 

0.27 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.254 

0.013 

0.241 

0.346 

143.18 

Over Exploited 

Karwar Meena 

0809000301216900 

0.08 

0.00 

3,390.63 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.051 

15,029.49 

Over Exploited 

Kashirampura 

0809000401218400 

0.24 

0.00 

1,684.70 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.009 

0.000 

0.008 

0.000 

3.22 

Safe 

Katkar 

0809000301215600 

0.22 

0.53 

84.07 

0.63 

0.03 

0.67 

0.03 

0.37 

- 

0.1000 

- 

- 

0.006 

0.106 

0.106 

0.772 

0.039 

0.733 

2.653 

361.91 

Over Exploited 

Keeratpur 

0809000401221200 

0.24 

0.31 

(32.68) 

0.25 

0.01 

0.26 

0.06 

0.67 

- 

0.0400 

- 

- 

0.003 

0.043 

0.043 

0.302 

0.015 

0.286 

0.342 

119.37 

Over Exploited 



0.12 

0.00 

737.48 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.035 

2,278.77 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Khandeep 

0810000101261300 

17.079 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.678 

1.21 

0.100 

0.22 

0.03 

0.00 

0.00 

0.00 

0.51 

0.45 

0.85 

0.015 

0.09 

0.10 


Kharenta 

0809000401221600 

3.317 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.104 

1.80 

0.140 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.04 

0.000 

0.02 

0.03 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.240 

1.80 

0.140 

0.08 

0.01 

0.00 

0.00 

0.00 

0.38 

0.27 

0.32 

0.005 

0.25 

0.35 


Khohri 

0809000401236300 

26.711 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.097 

3.73 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Kota 

0809000401234100 

4.951 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.977 

1.07 

0.140 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.12 

0.06 

0.004 

0.13 

0.17 







Non-command 

Bhander Sandstone 

0.401 

1.07 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.002 

0.05 

0.07 


Kotra Dhahar 

0809000301217100 

8.211 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.583 

0.72 

0.140 

0.05 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.18 

0.005 

0.04 

0.05 







Non-command 

Bhander Sandstone 

0.215 

0.72 

0.040 

0.01 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.06 

0.002 

0.01 

0.02 


Kotri 

0809000301217200 

13.892 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.692 

0.75 

0.140 

0.16 

0.02 

0.00 

0.00 

0.00 

0.95 

0.76 

0.53 

0.069 

0.31 

0.39 







Non-command 

Bhander Sandstone 

2.251 

0.75 

0.040 

0.04 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.13 

0.020 

0.09 

0.11 


Kurgaon 

0809000601245700 

3.902 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.573 

0.64 

0.120 

0.13 

0.02 

0.00 

0.00 

0.00 

0.31 

0.27 

0.49 

0.006 

0.41 

0.47 


Mahmadpur 

0809000601245800 

5.320 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.536 

0.78 

0.120 

0.15 

0.02 

0.00 

0.00 

0.00 

0.27 

0.23 

0.58 

0.004 

0.18 

0.21 







Non-command 

Bhander Sandstone 

0.728 

0.78 

0.040 

0.06 

0.01 

0.00 

0.00 

0.00 

0.07 

0.06 

0.22 

0.002 

0.09 

0.10 


Makanpur 

0809000401220200 

5.408 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.048 

0.40 

0.140 

0.06 

0.01 

0.00 

0.00 

0.00 

0.33 

0.26 

0.20 

0.019 

0.60 

0.75 







Non-command 

Bhander Sandstone 

0.360 

0.40 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.001 

0.04 

0.05 


Mamchari 

0809000401233700 

6.914 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.831 

1.35 

0.140 

0.19 

0.03 

0.00 

0.00 

0.00 

1.26 

0.91 

0.74 

0.022 

0.56 

0.78 







Non-command 

Bhander Sandstone 

0.205 

1.35 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.02 

0.03 


Manch 

0809000401234000 

3.593 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.391 

0.88 

0.140 

0.20 

0.03 

0.00 

0.00 

0.00 

0.59 

0.43 

0.78 

0.013 

0.62 

0.86 







Non-command 

Bhander Sandstone 

0.187 

0.88 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.001 

0.03 

0.05 


Manchi 

0809000401222400 

5.726 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.016 

1.36 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Manema 

0809000301216200 

4.053 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.580 

0.19 

0.140 

0.05 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.19 

0.005 

0.08 

0.09 







Non-command 

Bhander Sandstone 

0.046 

0.19 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.01 

0.01 


Manthai 

0809000401220800 

1.521 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.217 

0.53 

0.140 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.09 

0.12 

0.005 

0.52 

0.69 







Non-command 

Bhander Sandstone 

0.304 

0.53 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.001 

0.13 

0.17 


Math 

0810000101262200 

2.396 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.740 

1.04 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.15 

0.11 

0.27 

0.004 

0.19 

0.25 


Meena Baroda 

0810000101262600 

10.587 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.963 

0.94 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.18 

0.13 

0.33 

0.006 

0.06 

0.08 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.961 

0.94 

0.100 

0.20 

0.01 

0.00 

0.00 

0.00 

0.47 

0.34 

0.77 

0.017 

0.18 

0.25 


Meri 

0810000101262100 

9.801 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.509 

1.03 

0.100 

0.66 

0.03 

0.00 

0.00 

0.00 

1.50 

1.22 

2.57 

0.049 

0.52 

0.64 


Milak Pataunda 

0809000301215100 

2.575 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.102 

0.14 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.02 


Mohanpur 

0809000401219400 

4.012 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.063 

0.48 

0.140 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.07 

0.15 

0.004 

0.17 

0.24 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.348 

0.48 

0.140 

0.06 

0.01 

0.00 

0.00 

0.00 

0.21 

0.15 

0.23 

0.009 

0.38 

0.52 


Mothiyapur 

0809000301211300 

13.698 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.010 

0.60 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Bhander Sandstone 

0.400 

0.60 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.004 

0.02 

0.02 


Nayawas 

0809000401219600 

0.975 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.364 

0.45 

0.140 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.05 

0.001 

0.24 

0.32 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.539 

0.45 

0.140 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.04 

0.002 

0.36 

0.48 


Pahari 

0809000401218300 

0.791 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.750 

1.51 

0.140 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.12 

0.03 

0.003 

0.62 

0.86 


Paitoli 

0809000401221000 

3.832 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.483 

0.52 

0.140 

0.41 

0.06 

0.00 

0.00 

0.00 

0.60 

0.45 

1.62 

0.013 

0.60 

0.81 







Non-command 

Bhander Sandstone 

0.350 

0.52 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.13 

0.001 

0.06 

0.08 


Palanpur 

0809000301217400 

10.622 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.286 

1.23 

0.140 

0.34 

0.05 

0.00 

0.00 

0.00 

1.71 

1.27 

1.27 

0.074 

0.49 

0.66 







Non-command 

Bhander Sandstone 

1.230 

1.23 

0.040 

0.05 

0.01 

0.00 

0.00 

0.00 

0.10 

0.07 

0.18 

0.011 

0.07 

0.10 


Pareeta 

0809000401219200 

6.028 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.412 

0.50 

0.140 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.10 

0.002 

0.04 

0.06 


Pator 

0809000401220700 

2.060 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.043 

0.74 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 







Non-command 

Bhander Sandstone 

2.017 

0.74 

0.040 

0.02 

0.00 

0.00 

0.00 

0.01 

0.07 

0.05 

0.08 

0.008 

0.64 

0.86 


Peepalpura 

0809000401218700 

6.144 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.587 

1.13 

0.140 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.07 

0.002 

0.06 

0.09 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.460 

1.13 

0.140 

0.05 

0.01 

0.00 

0.00 

0.00 

0.43 

0.31 

0.18 

0.009 

0.27 

0.37 







Non-command 

Bhander Sandstone 

2.071 

1.13 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.09 

0.11 

0.008 

0.22 

0.31 


Phulwara 

0810000101262000 

8.765 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.862 

1.11 

0.100 

0.21 

0.01 

0.00 

0.00 

0.01 

0.51 

0.43 

0.83 

0.017 

0.19 

0.22 


Raghuvanshi 

0809000401219300 

5.316 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.080 

0.51 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.963 

0.51 

0.140 

0.08 

0.01 

0.00 

0.00 

0.00 

0.35 

0.26 

0.30 

0.015 

0.49 

0.67 


Raipur 

0810000101262300 

2.581 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.033 

1.04 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Rajor 

0809000401236900 

9.215 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.023 

2.78 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 







Non-command 

Bhander Sandstone 

3.930 

2.78 

0.040 

0.08 

0.01 

0.00 

0.00 

0.00 

0.51 

0.38 

0.31 

0.015 

0.28 

0.37 


Rajpur 

0809000401232700 

2.265 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.912 

1.64 

0.140 

0.11 

0.02 

0.00 

0.00 

0.00 

0.30 

0.21 

0.45 

0.003 

0.27 

0.38 


Rampur 

0809000401233400 

4.392 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.651 

1.33 

0.140 

0.12 

0.02 

0.00 

0.00 

0.00 

0.78 

0.55 

0.45 

0.014 

0.55 

0.78 


Rampur Palan 

0809000601245600 

4.207 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.730 

0.59 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.00 

0.004 

0.26 

0.29 







Non-command 

Quartzite 

0.284 

0.59 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.04 

0.05 


Reethauli 

0809000301215700 

6.489 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.489 

0.57 

0.140 

0.40 

0.02 

0.00 

0.00 

0.00 

0.90 

0.77 

1.54 

0.058 

0.57 

0.67 


Rod Kalan 

0809000401217700 

8.201 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.201 

1.19 

0.140 

0.38 

0.06 

0.00 

0.00 

0.00 

1.69 

1.26 

1.50 

0.031 

0.63 

0.84 


Rod Khurd 

0809000401218600 

0.806 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.666 

1.16 

0.140 

0.07 

0.01 

0.00 

0.00 

0.00 

0.17 

0.12 

0.26 

0.003 

0.55 

0.76 







Non-command 

Bhander Sandstone 

0.032 

1.16 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.03 

0.04 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.018 

1.16 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 







Non-command 

Bhander Sandstone 

0.090 

1.16 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.07 

0.10 


Rudor 

0809000401217900 

4.285 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.285 

0.97 

0.140 

0.26 

0.01 

0.00 

0.00 

0.00 

0.83 

0.66 

1.03 

0.016 

0.60 

0.75 


Ruggapura 

0809000401218100 

1.141 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.141 

1.48 

0.140 

0.06 

0.01 

0.00 

0.00 

0.00 

0.29 

0.21 

0.24 

0.004 

0.64 

0.87 


Rundi 

0809000601245400 

7.874 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.198 

0.88 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.11 

0.00 

0.003 

0.10 

0.11 







Non-command 

Bhander Sandstone 

0.252 

0.88 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.02 


Sahajpur 

0809000401219100 

3.592 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.085 

0.82 

0.140 

0.07 

0.01 

0.00 

0.00 

0.00 

0.42 

0.30 

0.26 

0.012 

0.57 

0.80 


Saipur 

0809000401221100 

2.399 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.158 

0.58 

0.140 

0.27 

0.04 

0.00 

0.00 

0.00 

0.40 

0.29 

1.06 

0.008 

0.59 

0.82 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Khandeep 

0810000101261300 

0.22 

0.05 

760.47 

0.06 

0.03 

0.09 

0.01 

0.10 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.193 

0.010 

0.184 

0.862 

469.77 

Over Exploited 

Kharenta 

0809000401221600 

0.24 

0.00 

4,781.13 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.036 

6,086.69 

Over Exploited 



0.24 

0.07 

263.54 

0.09 

0.01 

0.10 

0.02 

0.27 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.139 

0.007 

0.132 

0.325 

245.65 

Over Exploited 

Khohri 

0809000401236300 

0.12 

0.00 

50,497.70 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kota 

0809000401234100 

0.24 

0.03 

306.56 

0.04 

- 

0.04 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.046 

0.002 

0.044 

0.068 

153.65 

Over Exploited 



0.12 

0.00 

690.86 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.033 

1,116.48 

Over Exploited 

Kotra Dhahar 

0809000301217100 

0.22 

0.01 

1,560.41 

0.01 

0.00 

0.01 

0.00 

0.04 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.022 

0.001 

0.021 

0.180 

847.00 

Over Exploited 



0.08 

0.00 

992.82 

0.00 

0.01 

0.01 

0.00 

0.02 

- 

- 

- 

- 

0.019 

0.019 

0.019 

0.032 

0.002 

0.030 

0.059 

194.90 

Over Exploited 

Kotri 

0809000301217200 

0.22 

0.53 

43.92 

0.63 

0.02 

0.65 

0.03 

0.34 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.715 

0.036 

0.679 

0.599 

88.26 

Semi Critical 



0.08 

0.02 

424.56 

0.02 

- 

0.02 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.030 

0.001 

0.028 

0.149 

527.73 

Over Exploited 

Kurgaon 

0809000601245700 

0.22 

0.23 

14.88 

0.27 

0.02 

0.29 

0.04 

0.45 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.348 

0.017 

0.331 

0.498 

150.52 

Over Exploited 

Mahmadpur 

0809000601245800 

0.22 

0.06 

282.56 

0.07 

0.02 

0.09 

0.02 

0.20 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.164 

0.008 

0.155 

0.587 

377.66 

Over Exploited 



0.12 

0.01 

729.47 

0.01 

0.01 

0.02 

0.01 

0.09 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.049 

0.002 

0.047 

0.225 

482.84 

Over Exploited 

Makanpur 

0809000401220200 

0.24 

0.72 

(63.65) 

0.58 

0.01 

0.59 

0.06 

0.65 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.612 

0.031 

0.582 

0.221 

38.00 

Safe 



0.12 

0.00 

150.05 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.011 

541.40 

Over Exploited 

Mamchari 

0809000401233700 

0.24 

0.78 

15.67 

0.91 

0.03 

0.94 

0.06 

0.61 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

1.015 

0.051 

0.964 

0.765 

79.33 

Semi Critical 



0.12 

0.00 

3,028.32 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.020 

3,592.95 

Over Exploited 

Manch 

0809000401234000 

0.24 

0.51 

(16.26) 

0.43 

0.03 

0.46 

0.06 

0.69 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.546 

0.027 

0.518 

0.788 

152.01 

Over Exploited 



0.12 

0.00 

1,454.64 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.042 

4,739.32 

Over Exploited 

Manchi 

0809000401222400 

0.24 

0.00 

30,447.31 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Manema 

0809000301216200 

0.22 

0.01 

482.53 

0.01 

- 

0.01 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.022 

0.001 

0.021 

0.199 

950.97 

Over Exploited 



0.08 

0.00 

1,620.93 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.019 

73,275.12 

Over Exploited 

Manthai 

0809000401220800 

0.24 

0.15 

(39.78) 

0.12 

- 

0.12 

0.05 

0.57 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.131 

0.007 

0.125 

0.123 

98.18 

Critical 



0.12 

0.00 

161.47 

0.01 

0.00 

0.01 

0.01 

0.14 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

0.000 

0.006 

0.035 

617.27 

Over Exploited 

Math 

0810000101262200 

0.22 

0.03 

264.47 

0.04 

0.00 

0.04 

0.02 

0.21 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.048 

0.002 

0.045 

0.271 

599.82 

Over Exploited 

Meena Baroda 

0810000101262600 

0.22 

0.01 

935.29 

0.02 

- 

0.02 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.025 

0.001 

0.024 

0.339 

1,417.07 

Over Exploited 



0.22 

0.12 

184.17 

0.14 

0.01 

0.15 

0.02 

0.20 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.183 

0.009 

0.174 

0.787 

452.36 

Over Exploited 

Meri 

0810000101262100 

0.22 

0.97 

25.82 

1.16 

0.03 

1.19 

0.05 

0.57 

- 

0.1000 

- 

- 

0.001 

0.101 

0.101 

1.292 

0.065 

1.227 

2.621 

213.62 

Over Exploited 

Milak Pataunda 

0809000301215100 

0.22 

0.00 

272.33 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Mohanpur 

0809000401219400 

0.24 

0.04 

68.79 

0.05 

0.01 

0.06 

0.02 

0.19 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.083 

0.004 

0.079 

0.153 

193.79 

Over Exploited 



0.24 

0.22 

(29.15) 

0.17 

0.01 

0.18 

0.04 

0.42 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.213 

0.011 

0.202 

0.237 

117.24 

Over Exploited 

Mothiyapur 

0809000301211300 

0.22 

0.00 

76,930.26 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

3,214.42 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.029 

5,099.98 

Over Exploited 

Nayawas 

0809000401219600 

0.24 

0.02 

18.00 

0.02 

- 

0.02 

0.02 

0.27 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.035 

0.002 

0.033 

0.049 

148.90 

Over Exploited 



0.24 

0.05 

(28.19) 

0.04 

- 

0.04 

0.03 

0.39 

- 

- 

- 

- 

- 

- 

- 

0.037 

0.002 

0.035 

0.044 

124.93 

Over Exploited 

Pahari 

0809000401218300 

0.24 

0.11 

9.08 

0.12 

0.00 

0.12 

0.06 

0.68 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.122 

0.006 

0.116 

0.034 

29.13 

Safe 

Paitoli 

0809000401221000 

0.24 

0.50 

(10.64) 

0.45 

0.06 

0.51 

0.06 

0.65 

- 

0.1800 

- 

- 

- 

0.180 

0.180 

0.685 

0.034 

0.651 

1.631 

250.61 

Over Exploited 



0.12 

0.00 

944.17 

0.00 

0.00 

0.00 

0.01 

0.07 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.018 

0.001 

0.017 

0.128 

765.47 

Over Exploited 

Palanpur 

0809000301217400 

0.22 

0.89 

42.26 

1.07 

0.05 

1.12 

0.05 

0.54 

- 

0.1400 

- 

- 

- 

0.140 

0.140 

1.263 

0.063 

1.200 

1.344 

112.06 

Over Exploited 



0.08 

0.01 

940.60 

0.01 

0.01 

0.02 

0.01 

0.08 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.039 

0.002 

0.037 

0.186 

507.34 

Over Exploited 

Pareeta 

0809000401219200 

0.24 

0.00 

882.09 

0.01 

- 

0.01 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.101 

2,005.13 

Over Exploited 

Pator 

0809000401220700 

0.24 

0.00 

1,467.42 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.004 

0.000 

0.004 

0.000 

4.09 

Safe 



0.12 

0.16 

(64.73) 

0.12 

0.01 

0.13 

0.06 

0.70 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.150 

0.008 

0.143 

0.087 

60.73 

Safe 

Peepalpura 

0809000401218700 

0.24 

0.01 

803.25 

0.01 

- 

0.01 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.021 

0.001 

0.020 

0.069 

351.80 

Over Exploited 



0.24 

0.16 

95.54 

0.19 

0.01 

0.20 

0.03 

0.29 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.218 

0.011 

0.207 

0.192 

92.77 

Critical 



0.12 

0.06 

59.01 

0.07 

- 

0.07 

0.02 

0.25 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.077 

0.004 

0.073 

0.116 

159.04 

Over Exploited 

Phulwara 

0810000101262000 

0.22 

0.12 

261.82 

0.14 

0.02 

0.16 

0.02 

0.21 

- 

0.0300 

- 

- 

0.012 

0.043 

0.043 

0.204 

0.010 

0.194 

0.851 

438.72 

Over Exploited 

Raghuvanshi 

0809000401219300 

0.24 

0.00 

2,054.97 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.24 

0.47 

(45.22) 

0.37 

0.01 

0.38 

0.05 

0.54 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.413 

0.021 

0.392 

0.312 

79.53 

Semi Critical 

Raipur 

0810000101262300 

0.22 

0.00 

4,789.97 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rajor 

0809000401236900 

0.24 

0.00 

76,854.96 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.13 

193.17 

0.16 

0.01 

0.17 

0.03 

0.30 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.198 

0.010 

0.188 

0.325 

172.52 

Over Exploited 

Raj pur 

0809000401232700 

0.24 

0.06 

259.18 

0.07 

0.02 

0.09 

0.03 

0.30 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.141 

0.007 

0.134 

0.448 

335.50 

Over Exploited 

Rampur 

0809000401233400 

0.24 

0.49 

13.48 

0.55 

0.02 

0.57 

0.06 

0.61 

- 

0.0500 

- 

- 

0.000 

0.050 

0.050 

0.622 

0.031 

0.591 

0.462 

78.19 

Semi Critical 

Rampur Palan 

0809000601245600 

0.22 

0.10 

10.81 

0.11 

0.00 

0.11 

0.02 

0.28 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.110 

0.005 

0.104 

0.004 

4.00 

Safe 



0.06 

0.00 

316.33 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Reethauli 

0809000301215700 

0.22 

0.81 

(5.75) 

0.77 

0.02 

0.79 

0.05 

0.62 

- 

0.0600 

- 

- 

0.001 

0.061 

0.061 

0.846 

0.042 

0.804 

1.594 

198.28 

Over Exploited 

Rod Kalan 

0809000401217700 

0.24 

1.24 

1.63 

1.26 

0.06 

1.32 

0.06 

0.69 

- 

0.1700 

- 

- 

0.000 

0.171 

0.171 

1.495 

0.075 

1.420 

1.526 

107.45 

Over Exploited 

Rod Khurd 

0809000401218600 

0.24 

0.09 

38.25 

0.10 

0.01 

0.11 

0.05 

0.60 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.145 

0.007 

0.137 

0.261 

189.53 

Over Exploited 



0.12 

0.00 

1,023.27 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

10,855.44 

Over Exploited 



0.24 

0.00 

3,291.22 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.00 

277.32 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.017 

1,912.91 

Over Exploited 

Rudor 

0809000401217900 

0.24 

0.61 

7.27 

0.66 

0.01 

0.67 

0.06 

0.65 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.710 

0.036 

0.675 

1.048 

155.32 

Over Exploited 

Ruggapura 

0809000401218100 

0.24 

0.18 

19.88 

0.21 

0.01 

0.22 

0.06 

0.70 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.250 

0.013 

0.238 

0.246 

103.58 

Over Exploited 

Rundi 

0809000601245400 

0.22 

0.03 

351.44 

0.03 

- 

0.03 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.030 

0.002 

0.029 

0.003 

10.10 

Safe 



0.12 

0.00 

1,205.28 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Sahajpur 

0809000401219100 

0.24 

0.42 

(29.64) 

0.34 

0.01 

0.35 

0.06 

0.63 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.377 

0.019 

0.359 

0.269 

74.91 

Semi Critical 

Saipur 

0809000401221100 

0.24 

0.31 

(5.02) 

0.29 

0.04 

0.33 

0.06 

0.65 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

0.452 

0.023 

0.430 

1.066 

248.12 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 







Non-command 

Bhander Sandstone 

0.241 

0.58 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.09 

0.001 

0.07 

0.09 


Sanet 

0809000301215200 

2.934 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.109 

0.34 

0.140 

0.20 

0.01 

0.00 

0.00 

0.00 

0.29 

0.26 

0.79 

0.019 

0.39 

0.43 


Sengarpura 

0809000401217500 

6.809 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.057 

1.06 

0.140 

0.43 

0.02 

0.00 

0.00 

0.00 

0.86 

0.64 

1.72 

0.012 

0.29 

0.39 


Sewa 

0810000101264500 

20.408 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.215 

0.28 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.01 







Non-command 

Quartzite 

0.203 

0.28 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 


Silpura 

0809000401222300 

3.736 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.162 

1.31 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.03 

0.04 


Syaroli 

0810000101263000 

18.928 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.070 

0.35 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.065 

0.35 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 


Taroli 

0809000401233800 

3.442 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.442 

1.12 

0.140 

0.17 

0.02 

0.00 

0.00 

0.00 

0.69 

0.49 

0.66 

0.013 

0.66 

0.93 


Teekatpura 

0809000401218800 

3.461 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.481 

1.48 

0.140 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.07 

0.002 

0.09 

0.13 







Non-command 

Bhander Sandstone 

0.000 

1.48 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Tharkapura 

0809000401232800 

3.511 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.534 

1.86 

0.140 

0.07 

0.01 

0.00 

0.00 

0.00 

0.46 

0.32 

0.28 

0.006 

0.29 

0.41 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.194 

1.86 

0.140 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.03 

0.001 

0.04 

0.05 


Todoopura 

0809000301216100 

3.296 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.256 

0.27 

0.140 

0.29 

0.01 

0.00 

0.00 

0.00 

0.37 

0.32 

1.13 

0.020 

0.38 

0.44 







Non-command 

Bhander Sandstone 

0.790 

0.27 

0.040 

0.09 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.35 

0.007 

0.13 

0.15 


Tulsipura 

0809000401221500 

2.394 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.036 

1.37 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.000 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.358 

1.37 

0.140 

0.12 

0.02 

0.00 

0.00 

0.00 

0.55 

0.39 

0.46 

0.009 

0.66 

0.93 


Unche Ka Pura 

0809000401218900 

4.103 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.817 

1.46 

0.140 

0.09 

0.01 

0.00 

0.00 

0.00 

0.66 

0.47 

0.33 

0.011 

0.46 

0.64 

04001011 

Akpura 

0808000101104500 

0.967 

Fresh 

Parbati 

Command 

Older Alluvium 

0.012 

0.75 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Arjunpura 

0808000101107800 

0.772 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.772 

-0.20 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.003 

0.53 

0.47 


Bagthar 

0808000101100800 

9.006 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.046 

0.59 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Parbati 

Command 

Older Alluvium 

8.264 

0.59 

0.120 

0.81 

0.12 

0.00 

0.00 

0.01 

1.26 

1.45 

3.19 

0.030 

0.48 

0.42 







Command 

Bhander Sandstone 

0.697 

0.59 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.11 

0.003 

0.04 

0.04 


Baisora 

0807000901084100 

12.573 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

12.573 

1.40 

0.030 

0.07 

0.01 

0.00 

0.00 

0.03 

0.56 

0.61 

0.18 

0.062 

0.54 

0.49 


Bajna 

0807000901083800 

15.816 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

13.519 

1.71 

0.030 

0.08 

0.02 

0.00 

0.00 

0.11 

0.64 

0.68 

0.25 

0.066 

0.46 

0.43 


Ban Kookra 

0807000901079700 

2.643 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.001 

2.38 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Banora 

0808000101107700 

3.997 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.517 

0.23 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.002 

0.07 

0.06 






Parbati 

Command 

Bhander Sandstone 

0.204 

0.23 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.03 

0.02 


Bansrai 

0808000101108400 

10.142 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.670 

1.04 

0.020 

0.02 

0.01 

0.00 

0.00 

0.00 

0.04 

0.05 

0.08 

0.006 

0.09 

0.09 


Baoripura 

0808000101108300 

1.585 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.011 

-0.55 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Barai 

0808000101106800 

2.628 

Fresh 

Parbati 

Command 

Bhander Sandstone 

0.938 

1.13 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.07 

0.08 

0.23 

0.003 

0.19 

0.16 


Baseri 

0808000101106900 

9.809 

Fresh 

Parbati 

Command 

Older Alluvium 

5.528 

1.13 

0.120 

0.43 

0.11 

0.00 

0.00 

0.00 

1.07 

1.25 

1.68 

0.020 

0.29 

0.25 







Command 

Bhander Sandstone 

4.281 

1.13 

0.020 

0.14 

0.03 

0.00 

0.00 

0.00 

0.21 

0.24 

0.55 

0.016 

0.23 

0.19 


Bharli 

0808000101100300 

3.080 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.802 

0.45 

0.020 

0.14 

0.02 

0.00 

0.00 

0.00 

0.13 

0.15 

0.54 

0.007 

0.31 

0.27 






Parbati 

Command 

Bhander Sandstone 

1.278 

0.45 

0.020 

0.10 

0.02 

0.00 

0.00 

0.00 

0.09 

0.10 

0.40 

0.005 

0.22 

0.19 


Chak Samantgarh 

0807000901084300 

1.286 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.286 

1.40 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.00 

0.006 

0.53 

0.47 


Chhar Alinagar 

0808000101101500 

1.977 

Fresh 

Parbati 

Command 

Bhander Sandstone 

0.224 

1.15 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.02 

0.001 

0.07 

0.07 


Dar Barahna 

0807000901083400 

12.424 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.121 

1.78 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.00 


Dhaur 

0808000101108100 

11.385 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

10.896 

0.13 

0.020 

0.18 

0.04 

0.00 

0.00 

0.02 

0.15 

0.16 

0.68 

0.040 

0.51 

0.46 


Gajnua 

0807000901079300 

6.938 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.243 

1.62 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.02 


Harjoopura 

0808000101107600 

5.063 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.924 

0.64 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.03 

0.04 

0.10 

0.003 

0.10 

0.08 






Parbati 

Command 

Bhander Sandstone 

2.712 

0.64 

0.020 

0.08 

0.02 

0.00 

0.00 

0.00 

0.09 

0.11 

0.31 

0.010 

0.28 

0.24 


Hingota 

0808000101106100 

2.971 

Fresh 

Parbati 

Command 

Older Alluvium 

2.610 

0.87 

0.120 

0.33 

0.08 

0.00 

0.00 

0.00 

0.52 

0.60 

1.33 

0.009 

0.46 

0.40 


Indaun 

0808000101100400 

1.863 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.280 

0.47 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.07 

0.001 

0.08 

0.07 






Parbati 

Command 

Bhander Sandstone 

1.584 

0.47 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.10 

0.12 

0.40 

0.006 

0.44 

0.38 


Jaisora 

0807000901083900 

14.535 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

14.535 

1.75 

0.030 

0.09 

0.02 

0.00 

0.00 

0.05 

0.79 

0.84 

0.28 

0.071 

0.54 

0.51 


Jamoora 

0809000401227000 

39.137 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

8.212 

1.17 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.39 

0.39 

0.01 

0.031 

0.12 

0.12 


Jarga 

0808000101101000 

7.541 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.003 

0.61 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Parbati 

Command 

Older Alluvium 

4.663 

0.61 

0.120 

0.29 

0.07 

0.00 

0.00 

0.00 

0.56 

0.58 

1.14 

0.017 

0.34 

0.33 







Command 

Bhander Sandstone 

2.070 

0.61 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.08 

0.08 

0.21 

0.008 

0.15 

0.15 


Jheel 

0808000101105700 

1.289 

Fresh 

Parbati 

Command 

Older Alluvium 

0.427 

0.87 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.08 

0.002 

0.17 

0.15 


Kandpura 

0808000101107000 

0.952 

Fresh 

Parbati 

Command 

Older Alluvium 

0.952 

1.05 

0.120 

0.15 

0.04 

0.00 

0.00 

0.00 

0.23 

0.27 

0.61 

0.003 

0.52 

0.44 


Kani 

0807000901083700 

4.925 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.925 

1.81 

0.030 

0.02 

0.00 

0.00 

0.00 

0.06 

0.23 

0.24 

0.06 

0.024 

0.54 

0.51 


Kankor 

0808000101107900 

2.180 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.225 

-0.12 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.06 

0.05 


Karilpura 

0808000101100900 

6.753 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.342 

0.47 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.12 

0.012 

0.26 

0.24 






Parbati 

Command 

Older Alluvium 

0.417 

0.47 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.002 

0.03 

0.03 







Command 

Bhander Sandstone 

2.994 

0.47 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.12 

0.011 

0.24 

0.21 


Khailpur 

0808000101106200 

1.940 

Fresh 

Parbati 

Command 

Older Alluvium 

1.940 

0.83 

0.120 

0.17 

0.04 

0.00 

0.00 

0.00 

0.32 

0.37 

0.67 

0.007 

0.52 

0.45 


Khanpura 

0808000101108200 

4.169 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.675 

0.42 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.002 

0.09 

0.08 


Kharagpura 

0808000101108000 

4.837 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.003 

-0.41 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khidora 

0808000101106000 

2.272 

Fresh 

Parbati 

Command 

Older Alluvium 

1.645 

0.96 

0.120 

0.56 

0.14 

0.00 

0.00 

0.00 

0.61 

0.71 

2.24 

0.006 

0.38 

0.32 


Kot 

0807000901083600 

35.420 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

29.230 

1.50 

0.030 

0.11 

0.02 

0.00 

0.00 

0.00 

1.40 

1.45 

0.26 

0.144 

0.45 

0.44 


Kotra 

0808000101107400 

6.909 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.121 

0.89 

0.020 

0.07 

0.02 

0.00 

0.00 

0.00 

0.14 

0.16 

0.26 

0.019 

0.39 

0.33 






Parbati 

Command 

Bhander Sandstone 

1.788 

0.89 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.05 

0.06 

0.10 

0.006 

0.14 

0.12 


Mai 

0808000101100500 

3.296 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.098 

0.68 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.000 

0.02 

0.01 






Parbati 

Command 

Bhander Sandstone 

3.197 

0.68 

0.020 

0.24 

0.04 

0.00 

0.00 

0.00 

0.24 

0.28 

0.96 

0.012 

0.50 

0.43 


Math Badri 

0808000101106400 

1.815 

Fresh 

Parbati 

Command 

Older Alluvium 

1.815 

0.99 

0.120 

0.19 

0.05 

0.00 

0.00 

0.00 

0.35 

0.42 

0.76 

0.007 

0.52 

0.44 


Mohari 

0808000101106700 

2.318 

Fresh 

Parbati 

Command 

Bhander Sandstone 

0.589 

1.27 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.04 

0.05 

0.15 

0.002 

0.13 

0.11 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.12 

0.00 

859.63 

0.00 

- 

0.00 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.012 

0.092 

786.48 

Over Exploited 

Sanet 

0809000301215200 

0.22 

0.18 

44.40 

0.22 

0.01 

0.23 

0.04 

0.43 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.260 

0.013 

0.247 

0.811 

328.46 

Over Exploited 

Sengarpura 

0809000401217500 

0.24 

0.21 

205.06 

0.25 

0.02 

0.27 

0.03 

0.32 

- 

0.0600 

- 

- 

0.001 

0.061 

0.061 

0.334 

0.017 

0.317 

1.728 

545.03 

Over Exploited 

Sewa 

0810000101264500 

0.22 

0.00 

1,603.29 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.015 

4,296.58 

Over Exploited 



0.08 

0.00 

891.52 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.009 

7,977.13 

Over Exploited 

Silpura 

0809000401222300 

0.24 

0.00 

1,808.21 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

48.22 

Safe 

Syaroli 

0810000101263000 

0.22 

0.00 

5,734.54 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.014 

35,111.94 

Over Exploited 



0.22 

0.00 

6,150.62 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

29,937.17 

Over Exploited 

Taroli 

0809000401233800 

0.24 

0.55 

(10.21) 

0.49 

0.02 

0.51 

0.07 

0.73 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.583 

0.029 

0.554 

0.673 

121.46 

Over Exploited 

Teekatpura 

0809000401218800 

0.24 

0.01 

692.90 

0.01 

- 

0.01 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.022 

0.072 

331.03 

Over Exploited 



0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Tharkapura 

0809000401232800 

0.24 

0.11 

201.55 

0.13 

0.01 

0.14 

0.03 

0.32 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.169 

0.008 

0.161 

0.289 

179.89 

Over Exploited 



0.24 

0.00 

2,382.53 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.026 

1,309.19 

Over Exploited 

Todoopura 

0809000301216100 

0.22 

0.19 

68.79 

0.23 

0.01 

0.24 

0.03 

0.41 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.276 

0.014 

0.262 

1.148 

438.61 

Over Exploited 



0.08 

0.01 

921.63 

0.01 

- 

0.01 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.020 

0.001 

0.019 

0.356 

1,869.09 

Over Exploited 

Tulsipura 

0809000401221500 

0.24 

0.00 

5,563.54 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

12,558.70 

Over Exploited 



0.24 

0.37 

5.48 

0.39 

0.02 

0.41 

0.07 

0.72 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.462 

0.023 

0.439 

0.467 

106.30 

Over Exploited 

Unche Ka Pura 

0809000401218900 

0.24 

0.31 

50.60 

0.37 

0.01 

0.38 

0.05 

0.50 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.421 

0.021 

0.400 

0.340 

84.91 

Semi Critical 

Akpura 

0808000101104500 

0.22 

0.00 

7,037.23 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0002 

0.0002 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Arjunpura 

0808000101107800 

0.12 

0.05 

- 

0.05 

0.01 

0.06 

0.05 

0.58 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.099 

0.010 

0.089 

0.332 

371.69 

Over Exploited 

Bagthar 

0808000101100800 

0.12 

0.00 

4,023.20 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.87 

66.61 

1.05 

0.13 

1.17 

0.05 

0.53 

- 

0.3600 

0.1044 

0.1005 

0.011 

0.576 

0.576 

1.749 

0.087 

1.662 

3.216 

193.51 

Over Exploited 



0.12 

0.00 

1,198.56 

0.00 

- 

0.00 

0.00 

0.04 

- 

0.0100 

0.0088 

0.0085 

- 

0.027 

0.027 

0.031 

0.002 

0.030 

0.117 

391.18 

Over Exploited 

Baisora 

0807000901084100 

0.12 

0.81 

(24.69) 

0.65 

0.04 

0.69 

0.05 

0.59 

- 

0.0300 

- 

- 

0.042 

0.072 

0.072 

0.758 

0.038 

0.720 

0.242 

33.57 

Safe 

Bajna 

0807000901083800 

0.12 

0.75 

(9.20) 

0.68 

0.13 

0.82 

0.05 

0.51 

- 

0.0500 

- 

- 

0.169 

0.219 

0.219 

1.036 

0.052 

0.984 

0.311 

31.64 

Safe 

Ban Kookra 

0807000901079700 

0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Banora 

0808000101107700 

0.12 

0.00 

226.56 

0.01 

- 

0.01 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.020 

406.68 

Over Exploited 



0.12 

0.00 

50.49 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0026 

0.0025 

- 

0.005 

0.005 

0.006 

0.000 

0.006 

0.001 

13.41 

Safe 

Bansrai 

0808000101108400 

0.12 

0.02 

153.63 

0.02 

0.01 

0.03 

0.01 

0.10 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.052 

0.003 

0.049 

0.086 

175.81 

Over Exploited 

Baoripura 

0808000101108300 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Barai 

0808000101106800 

0.12 

0.02 

297.33 

0.03 

0.01 

0.04 

0.02 

0.20 

- 

0.0400 

0.0142 

0.0171 

- 

0.071 

0.071 

0.106 

0.005 

0.101 

0.236 

233.82 

Over Exploited 

Baseri 

0808000101106900 

0.22 

0.36 

252.13 

0.43 

0.11 

0.54 

0.03 

0.32 

- 

0.3200 

0.0838 

0.1008 

0.002 

0.507 

0.507 

1.045 

0.052 

0.993 

1.700 

171.26 

Over Exploited 



0.12 

0.12 

107.92 

0.14 

0.03 

0.17 

0.02 

0.25 

- 

0.1000 

0.0649 

0.0781 

0.001 

0.244 

0.244 

0.414 

0.021 

0.393 

0.566 

143.91 

Over Exploited 

Bharli 

0808000101100300 

0.12 

0.07 

132.40 

0.08 

0.02 

0.10 

0.03 

0.34 

- 

0.0600 

- 

- 

0.003 

0.063 

0.063 

0.164 

0.008 

0.156 

0.545 

348.81 

Over Exploited 



0.12 

0.03 

214.74 

0.04 

0.02 

0.06 

0.02 

0.24 

- 

0.0500 

0.0161 

0.0155 

- 

0.082 

0.082 

0.142 

0.007 

0.135 

0.408 

302.83 

Over Exploited 

Chak Samantgarh 

0807000901084300 

0.12 

0.08 

(26.41) 

0.07 

0.00 

0.07 

0.05 

0.58 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.068 

0.003 

0.064 

0.006 

9.81 

Safe 

Chhar Alinagar 

0808000101101500 

0.12 

0.00 

169.63 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

0.0034 

0.0041 

- 

0.008 

0.008 

0.010 

0.000 

0.009 

0.017 

183.66 

Over Exploited 

Dar Barahna 

0807000901083400 

0.12 

0.00 

8,739.49 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Dhaur 

0808000101108100 

0.12 

0.67 

(76.08) 

0.54 

0.06 

0.60 

0.05 

0.56 

- 

0.1300 

- 

- 

0.033 

0.163 

0.163 

0.762 

0.038 

0.724 

0.720 

99.45 

Critical 

Gajnua 

0807000901079300 

0.12 

0.00 

2,190.96 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

188.78 

Over Exploited 

Harjoopura 

0808000101107600 

0.12 

0.01 

247.36 

0.01 

0.01 

0.02 

0.01 

0.11 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.043 

0.002 

0.041 

0.101 

249.58 

Over Exploited 



0.12 

0.09 

20.23 

0.11 

0.02 

0.13 

0.03 

0.31 

- 

0.0600 

0.0411 

0.0495 

- 

0.151 

0.151 

0.280 

0.014 

0.266 

0.321 

120.49 

Over Exploited 

Hingota 

0808000101106100 

0.22 

0.26 

126.92 

0.32 

0.08 

0.40 

0.05 

0.51 

- 

0.2500 

0.0396 

0.0476 

- 

0.337 

0.337 

0.734 

0.037 

0.698 

1.335 

191.41 

Over Exploited 

Indaun 

0808000101100400 

0.12 

0.00 

898.97 

0.00 

- 

0.00 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.071 

568.58 

Over Exploited 



0.12 

0.08 

44.58 

0.10 

0.01 

0.11 

0.04 

0.49 

- 

0.0400 

0.0200 

0.0193 

- 

0.079 

0.079 

0.190 

0.010 

0.181 

0.401 

221.66 

Over Exploited 

Jaisora 

0807000901083900 

0.12 

0.95 

(11.12) 

0.84 

0.07 

0.91 

0.05 

0.60 

- 

0.0500 

- 

- 

0.069 

0.119 

0.119 

1.027 

0.051 

0.975 

0.348 

35.72 

Safe 

Jamoora 

0809000401227000 

0.12 

0.11 

240.13 

0.14 

- 

0.14 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.137 

0.007 

0.131 

0.043 

32.87 

Safe 

Jarga 

0808000101101000 

0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.35 

65.31 

0.42 

0.07 

0.49 

0.03 

0.37 

- 

0.2100 

0.0707 

0.0851 

0.005 

0.370 

0.370 

0.861 

0.043 

0.818 

1.157 

141.40 

Over Exploited 



0.12 

0.04 

107.16 

0.04 

0.01 

0.05 

0.01 

0.17 

- 

0.0400 

0.0314 

0.0378 

- 

0.109 

0.109 

0.164 

0.008 

0.156 

0.220 

140.85 

Over Exploited 

Jheel 

0808000101105700 

0.22 

0.02 

366.32 

0.02 

- 

0.02 

0.02 

0.19 

- 

0.0100 

0.0065 

0.0078 

- 

0.024 

0.024 

0.044 

0.002 

0.042 

0.080 

191.61 

Over Exploited 

Kandpura 

0808000101107000 

0.22 

0.11 

148.79 

0.13 

0.04 

0.17 

0.05 

0.57 

- 

0.1100 

0.0144 

0.0174 

- 

0.142 

0.142 

0.312 

0.016 

0.296 

0.609 

205.60 

Over Exploited 

Kani 

0807000901083700 

0.12 

0.32 

(24.05) 

0.26 

0.06 

0.32 

0.05 

0.60 

- 

0.0100 

- 

- 

0.090 

0.100 

0.100 

0.416 

0.021 

0.395 

0.082 

20.80 

Safe 

Kankor 

0808000101107900 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

0.019 

1,387.58 

Over Exploited 

Karilpura 

0808000101100900 

0.12 

0.11 

(35.87) 

0.08 

- 

0.08 

0.03 

0.29 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.095 

0.005 

0.090 

0.128 

142.61 

Over Exploited 



0.22 

0.00 

768.75 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

0.0053 

0.0051 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.002 

11.44 

Safe 



0.12 

0.08 

(24.34) 

0.07 

- 

0.07 

0.02 

0.26 

- 

0.0100 

0.0378 

0.0364 

- 

0.084 

0.084 

0.152 

0.008 

0.144 

0.127 

87.81 

Semi Critical 

Khailpur 

0808000101106200 

0.22 

0.22 

67.79 

0.27 

0.04 

0.31 

0.05 

0.57 

- 

0.1200 

0.0294 

0.0354 

- 

0.185 

0.185 

0.492 

0.025 

0.468 

0.673 

143.92 

Over Exploited 

Khanpura 

0808000101108200 

0.12 

0.01 

127.22 

0.01 

0.00 

0.01 

0.01 

0.10 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.019 

0.001 

0.018 

0.049 

275.80 

Over Exploited 

Kharagpura 

0808000101108000 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khidora 

0808000101106000 

0.22 

0.14 

423.98 

0.16 

0.14 

0.30 

0.04 

0.41 

- 

0.4200 

0.0249 

0.0300 

- 

0.475 

0.475 

0.778 

0.039 

0.739 

2.250 

304.39 

Over Exploited 

Kot 

0807000901083600 

0.12 

1.59 

(9.15) 

1.45 

0.02 

1.47 

0.04 

0.50 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

1.517 

0.076 

1.441 

0.403 

27.94 

Safe 

Kotra 

0808000101107400 

0.12 

0.24 

(31.89) 

0.19 

0.02 

0.21 

0.04 

0.43 

- 

0.0500 

- 

- 

0.002 

0.052 

0.052 

0.263 

0.013 

0.250 

0.276 

110.11 

Over Exploited 



0.12 

0.03 

107.16 

0.03 

0.01 

0.04 

0.01 

0.15 

- 

0.0200 

0.0271 

0.0326 

- 

0.080 

0.080 

0.125 

0.006 

0.118 

0.102 

86.64 

Semi Critical 

Mai 

0808000101100500 

0.12 

0.00 

7,135.75 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.034 

16,520.05 

Over Exploited 



0.12 

0.19 

46.76 

0.23 

0.04 

0.27 

0.05 

0.55 

- 

0.1100 

0.0404 

0.0389 

- 

0.189 

0.189 

0.461 

0.023 

0.438 

0.970 

221.18 

Over Exploited 

Math Badri 

0808000101106400 

0.22 

0.21 

100.87 

0.25 

0.05 

0.30 

0.05 

0.57 

- 

0.1400 

0.0275 

0.0331 

- 

0.201 

0.201 

0.499 

0.025 

0.474 

0.769 

162.15 

Over Exploited 

Mohari 

0808000101106700 

0.12 

0.01 

458.68 

0.01 

0.01 

0.02 

0.01 

0.15 

- 

0.0300 

0.0089 

0.0107 

- 

0.050 

0.050 

0.071 

0.004 

0.067 

0.152 

225.70 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Moorik 

080800010110060C 

4.317 

Fresh 

Parbati 

Command 

Older Alluvium 

4.141 

0.81 

0.120 

0.72 

0.11 

0.00 

0.00 

0.00 

1.01 

1.19 

2.86 

0.015 

0.50 

0.43 







Command 

Bhander Sandstone 

0.176 

0.81 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.05 

0.001 

0.02 

0.02 


Nagla Darwesha 

080800010110720C 

4.841 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.207 

1.09 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.05 

0.001 

0.02 

0.02 






Parbati 

Command 

Bhander Sandstone 

4.634 

1.09 

0.020 

0.33 

0.08 

0.00 

0.00 

0.00 

0.35 

0.41 

1.29 

0.017 

0.50 

0.42 


Nonerapur Chandoo 

080800010110070C 

3.246 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.453 

0.46 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.09 

0.002 

0.07 

0.06 






Parbati 

Command 

Older Alluvium 

1.172 

0.46 

0.120 

0.12 

0.02 

0.00 

0.00 

0.00 

0.16 

0.19 

0.47 

0.004 

0.19 

0.16 







Command 

Bhander Sandstone 

1.620 

0.46 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.08 

0.09 

0.27 

0.006 

0.26 

0.23 


Pali 

0808000101101200 

1.827 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.006 

0.55 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Parbati 

Command 

Bhander Sandstone 

1.821 

0.55 

0.020 

0.07 

0.02 

0.00 

0.00 

0.00 

0.07 

0.07 

0.28 

0.007 

0.57 

0.59 


Parua 

0807000901083500 

19.098 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

9.730 

1.70 

0.030 

0.07 

0.01 

0.00 

0.00 

0.03 

0.52 

0.55 

0.23 

0.048 

0.28 

0.27 


Patharra 

0808000101100200 

6.751 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.751 

0.64 

0.020 

0.12 

0.02 

0.00 

0.00 

0.02 

0.16 

0.17 

0.45 

0.024 

0.54 

0.50 


Pattipura 

0808000101101700 

4.371 

Fresh 

Parbati 

Command 

Bhander Sandstone 

0.156 

1.15 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.02 


Pipron 

0808000101107500 

2.810 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.278 

0.75 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.03 

0.001 

0.05 

0.04 






Parbati 

Command 

Bhander Sandstone 

2.532 

0.75 

0.020 

0.11 

0.03 

0.00 

0.00 

0.00 

0.12 

0.14 

0.42 

0.009 

0.47 

0.40 


Pohap Singh Ka Pura 

0808000101105200 

0.280 

Fresh 

Parbati 

Command 

Older Alluvium 

0.001 

0.84 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Poothpura Kalan 

0808000101107100 

0.995 

Fresh 

Parbati 

Command 

Older Alluvium 

0.992 

1.19 

0.120 

0.16 

0.04 

0.00 

0.00 

0.00 

0.26 

0.31 

0.65 

0.004 

0.52 

0.44 


Ramnagar 

0808000101101600 

1.588 

Fresh 

Parbati 

Command 

Bhander Sandstone 

0.219 

0.92 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.08 

0.09 


Rampur 

0808000101106600 

5.396 

Fresh 

Parbati 

Command 

Older Alluvium 

0.408 

1.14 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.08 

0.001 

0.04 

0.03 







Command 

Bhander Sandstone 

0.186 

1.14 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.02 


Salempur Rawatpati 

0808000101105500 

6.358 

Fresh 

Parbati 

Command 

Older Alluvium 

0.073 

0.69 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Samantgarh 

0807000901084200 

7.554 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

7.554 

1.47 

0.030 

0.03 

0.00 

0.00 

0.00 

0.03 

0.33 

0.38 

0.08 

0.037 

0.53 

0.47 


Sangoli 

0808000101106300 

1.253 

Fresh 

Parbati 

Command 

Older Alluvium 

1.253 

0.95 

0.120 

0.58 

0.15 

0.00 

0.00 

0.00 

0.57 

0.67 

2.33 

0.005 

0.52 

0.44 


Siholi 

0808000101101300 

2.750 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.001 

0.78 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Parbati 

Command 

Older Alluvium 

0.000 

0.78 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Bhander Sandstone 

2.299 

0.78 

0.020 

0.07 

0.02 

0.00 

0.00 

0.00 

0.09 

0.08 

0.28 

0.008 

0.48 

0.52 


Singhrawali 

0807000901084000 

7.824 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.204 

1.23 

0.030 

0.05 

0.01 

0.00 

0.00 

0.00 

0.27 

0.28 

0.14 

0.030 

0.43 

0.42 


Tarsooma 

0807000901079800 

8.849 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.799 

1.84 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.01 

0.004 

0.05 

0.05 


Timasiya 

0808000101106500 

2.626 

Fresh 

Parbati 

Command 

Older Alluvium 

2.626 

1.00 

0.120 

0.75 

0.19 

0.00 

0.00 

0.00 

0.88 

1.03 

2.97 

0.010 

0.52 

0.44 


Timkoli 

0809000401226900 

15.023 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.886 

1.41 

0.040 

0.00 

0.00 

0.00 

0.00 

0.01 

0.04 

0.04 

0.00 

0.003 

0.03 

0.03 


Tuniyapura 

0808000101101100 

3.266 

Fresh 

Parbati 

Command 

Older Alluvium 

2.342 

0.79 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.27 

0.29 

0.23 

0.008 

0.39 

0.36 


Tursipura 

0808000101107300 

2.108 

Fresh 

Parbati 

Command 

Bhander Sandstone 

2.108 

1.05 

0.020 

0.16 

0.04 

0.00 

0.00 

0.00 

0.16 

0.19 

0.65 

0.008 

0.52 

0.44 

04001012 

Akpura 

0808000101104500 

0.967 

Fresh 

Parbati 

Command 

Older Alluvium 

0.955 

0.75 

0.120 

0.07 

0.02 

0.00 

0.00 

0.00 

0.14 

0.14 

0.27 

0.003 

0.54 

0.51 


Alinagar 

0808000101101400 

0.830 

Fresh 

Parbati 

Command 

Older Alluvium 

0.212 

1.27 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.001 

0.15 

0.16 







Command 

Bhander Sandstone 

0.619 

1.27 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.002 

0.43 

0.47 


Andoa Ka Pura 

0808000301143500 

2.799 

Fresh 

Parbati 

Command 

Older Alluvium 

0.443 

0.50 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.004 

0.09 

0.11 


Atarsooma 

0808000101103500 

4.132 

Fresh 

Parbati 

Command 

Older Alluvium 

3.069 

1.18 

0.120 

0.36 

0.09 

0.00 

0.00 

0.00 

0.71 

0.69 

1.43 

0.011 

0.42 

0.43 







Command 

Bhander Sandstone 

1.063 

1.18 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.08 

0.07 

0.23 

0.004 

0.15 

0.15 


Badrika 

0808000301146500 

2.409 

Fresh 

Parbati 

Command 

Older Alluvium 

1.879 

-3.17 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.017 

0.46 

0.56 


Bajjar Garh 

0808000301141800 

1.827 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.227 

-0.28 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.011 

0.39 

0.46 






Parbati 

Command 

Older Alluvium 

0.600 

-0.28 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.006 

0.19 

0.22 


Bala Ka Nagla 

0808000301143000 

0.894 

Fresh 

Parbati 

Command 

Older Alluvium 

0.886 

1.12 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.13 

0.10 

0.008 

0.58 

0.66 


Basai Nawab 

0808000301141600 

7.137 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.645 

-0.32 

0.120 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.51 

0.025 

0.22 

0.25 






Parbati 

Command 

Older Alluvium 

4.491 

-0.32 

0.120 

0.23 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.85 

0.042 

0.37 

0.43 


Bhadiyana 

0808000301142000 

5.095 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.837 

-2.29 

0.120 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.55 

0.036 

0.44 

0.53 






Parbati 

Command 

Older Alluvium 

1.258 

-2.29 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.012 

0.14 

0.17 


Bhagaura 

0808000101103900 

0.705 

Fresh 

Parbati 

Command 

Older Alluvium 

0.112 

1.47 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.07 

0.000 

0.09 

0.10 







Command 

Bhander Sandstone 

0.594 

1.47 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.06 

0.05 

0.18 

0.002 

0.49 

0.53 


Bhaulpura 

0808000301146400 

1.004 

Fresh 

Parbati 

Command 

Older Alluvium 

0.166 

-3.17 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.10 

0.12 


Bhoorapura 

0808000301146600 

0.923 

Fresh 

Parbati 

Command 

Older Alluvium 

0.104 

-2.97 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.001 

0.07 

0.08 


Boreli 

0808000101102000 

6.077 

Fresh 

Parbati 

Command 

Older Alluvium 

3.901 

0.49 

0.120 

0.22 

0.05 

0.00 

0.00 

0.02 

0.37 

0.34 

0.87 

0.014 

0.38 

0.42 







Command 

Bhander Sandstone 

2.175 

0.49 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.07 

0.06 

0.21 

0.008 

0.21 

0.23 


Chailpura 

0808000301143200 

0.933 

Fresh 

Parbati 

Command 

Older Alluvium 

0.106 

0.72 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.07 

0.08 


Chandu Ka Pura 

0808000301141200 

2.165 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.165 

0.52 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.18 

0.15 

0.15 

0.020 

0.58 

0.68 


Chhar Alinagar 

0808000101101500 

1.977 

Fresh 

Parbati 

Command 

Bhander Sandstone 

1.753 

1.15 

0.020 

0.02 

0.01 

0.00 

0.00 

0.00 

0.05 

0.05 

0.08 

0.006 

0.52 

0.57 


Chharboreli 

0808000101101900 

3.303 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.047 

1.00 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 







Non-command 

Bhander Sandstone 

0.001 

1.00 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Parbati 

Command 

Older Alluvium 

0.673 

1.00 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.04 

0.002 

0.12 

0.13 







Command 

Bhander Sandstone 

2.582 

1.00 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.03 

0.009 

0.46 

0.51 


Chorpura 

0808000101104400 

2.709 

Fresh 

Parbati 

Command 

Older Alluvium 

2.309 

1.16 

0.120 

0.10 

0.03 

0.00 

0.00 

0.00 

0.39 

0.38 

0.41 

0.008 

0.49 

0.50 







Command 

Bhander Sandstone 

0.035 

1.16 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Dadipura 

0808000101103100 

4.264 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.007 

1.28 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Parbati 

Command 

Older Alluvium 

0.311 

1.28 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.00 

0.001 

0.04 

0.05 







Command 

Bhander Sandstone 

3.946 

1.28 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.12 

0.10 

0.07 

0.014 

0.55 

0.61 


Dadkee 

0808000301140700 

0.719 

Fresh 

Parbati 

Command 

Older Alluvium 

0.719 

1.35 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.16 

0.14 

0.17 

0.007 

0.58 

0.66 


Davopura 

0808000101105800 

3.145 

Fresh 

Parbati 

Command 

Older Alluvium 

0.294 

0.60 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.06 

0.16 

0.001 

0.05 

0.04 


Deenpur 

0808000101103000 

1.897 

Fresh 

Parbati 

Command 

Older Alluvium 

0.894 

1.69 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.26 

0.24 

0.34 

0.003 

0.28 

0.31 


Dinkata 

0808000101105100 

1.317 

Fresh 

Parbati 

Command 

Older Alluvium 

0.196 

0.26 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.08 

0.001 

0.08 

0.07 


Donari 

0808000301140500 

5.900 

Fresh 

Parbati 

Command 

Older Alluvium 

5.900 

1.51 

0.120 

0.35 

0.02 

0.00 

0.00 

0.00 

1.40 

1.23 

1.33 

0.055 

0.58 

0.66 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Moorik 

0808000101100600 

0.22 

0.45 

161.89 

0.54 

0.11 

0.65 

0.05 

0.55 

- 

0.5400 

0.0523 

0.0504 

0.000 

0.643 

0.643 

1.297 

0.065 

1.232 

2.877 

233.52 

Over Exploited 



0.12 

0.00 

3,277.02 

0.00 

- 

0.00 

0.00 

0.02 

- 

0.0100 

0.0022 

0.0021 

- 

0.014 

0.014 

0.015 

0.001 

0.014 

0.053 

370.97 

Over Exploited 

Nagla Darwesha 

0808000101107200 

0.12 

0.00 

2,992.11 

0.00 

- 

0.00 

0.00 

0.02 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.053 

520.90 

Over Exploited 



0.12 

0.28 

47.92 

0.33 

0.08 

0.41 

0.05 

0.55 

- 

0.2400 

0.0702 

0.0845 

0.005 

0.399 

0.399 

0.814 

0.041 

0.773 

1.311 

169.60 

Over Exploited 

Nonerapur Chandoo 

0808000101100700 

0.12 

0.00 

606.63 

0.00 

- 

0.00 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.014 

0.087 

618.13 

Over Exploited 



0.22 

0.05 

291.45 

0.06 

0.02 

0.08 

0.02 

0.21 

- 

0.0500 

0.0148 

0.0143 

0.001 

0.080 

0.080 

0.159 

0.008 

0.151 

0.478 

317.03 

Over Exploited 



0.12 

0.05 

71.31 

0.06 

0.01 

0.07 

0.03 

0.29 

- 

0.0300 

0.0205 

0.0197 

- 

0.070 

0.070 

0.141 

0.007 

0.134 

0.277 

206.80 

Over Exploited 

Pali 

0808000101101200 

0.12 

0.00 

7,335.30 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.12 

(45.50) 

0.10 

0.02 

0.12 

0.05 

0.62 

- 

0.0500 

0.0276 

0.0332 

- 

0.111 

0.111 

0.230 

0.011 

0.218 

0.284 

129.94 

Over Exploited 

Parua 

0807000901083500 

0.12 

0.33 

68.38 

0.39 

0.04 

0.44 

0.03 

0.31 

- 

0.0400 

- 

- 

0.051 

0.091 

0.091 

0.526 

0.026 

0.500 

0.278 

55.54 

Safe 

Patharra 

0808000101100200 

0.12 

0.43 

(59.79) 

0.35 

0.04 

0.39 

0.05 

0.59 

- 

0.0500 

- 

- 

0.036 

0.086 

0.086 

0.477 

0.024 

0.453 

0.475 

105.01 

Over Exploited 

Pattipura 

0808000101101700 

0.12 

0.00 

743.12 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0024 

0.0028 

- 

0.005 

0.005 

0.006 

0.000 

0.005 

0.001 

10.49 

Safe 

Pipron 

0808000101107500 

0.12 

0.00 

857.21 

0.00 

- 

0.00 

0.01 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.035 

305.36 

Over Exploited 



0.12 

0.14 

(3.80) 

0.14 

0.03 

0.17 

0.05 

0.52 

- 

0.0800 

0.0384 

0.0462 

- 

0.165 

0.165 

0.332 

0.017 

0.315 

0.433 

137.35 

Over Exploited 

Pohap Singh Ka Pura 

0808000101105200 

0.22 

0.00 

75,644.74 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Poothpura Kalan 

0808000101107100 

0.22 

0.11 

171.46 

0.14 

0.04 

0.18 

0.05 

0.57 

- 

0.1200 

0.0150 

0.0181 

- 

0.153 

0.153 

0.328 

0.016 

0.312 

0.652 

208.82 

Over Exploited 

Ramnagar 

0808000101101600 

0.12 

0.00 

69.38 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

0.0033 

0.0040 

- 

0.007 

0.007 

0.010 

0.000 

0.009 

0.001 

8.50 

Safe 

Rampur 

0808000101106600 

0.22 

0.00 

2,340.35 

0.00 

- 

0.00 

0.00 

0.04 

- 

0.0100 

0.0062 

0.0074 

- 

0.024 

0.024 

0.028 

0.001 

0.027 

0.079 

299.63 

Over Exploited 



0.12 

0.00 

1,102.92 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

0.0028 

0.0034 

0.000 

0.006 

0.006 

0.007 

0.000 

0.006 

0.001 

10.60 

Safe 

Salempur Rawatpati 

0808000101105500 

0.22 

0.00 

6,959.43 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0009 

0.0009 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.000 

14.53 

Safe 

Samantgarh 

0807000901084200 

0.12 

0.48 

(20.94) 

0.38 

0.03 

0.41 

0.05 

0.58 

- 

0.0100 

- 

- 

0.043 

0.053 

0.053 

0.465 

0.023 

0.441 

0.116 

26.30 

Safe 

Sangoli 

0808000101106300 

0.22 

0.14 

369.04 

0.17 

0.15 

0.32 

0.05 

0.57 

- 

0.4400 

0.0190 

0.0229 

- 

0.482 

0.482 

0.803 

0.040 

0.763 

2.339 

306.40 

Over Exploited 

Siholi 

0808000101101300 

0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.13 

(39.78) 

0.11 

0.02 

0.13 

0.04 

0.53 

- 

0.0500 

0.0348 

0.0419 

- 

0.127 

0.127 

0.253 

0.013 

0.241 

0.283 

117.73 

Over Exploited 

Singhrawali 

0807000901084000 

0.12 

0.32 

(14.18) 

0.28 

0.01 

0.29 

0.04 

0.47 

- 

0.0300 

- 

- 

0.005 

0.035 

0.035 

0.325 

0.016 

0.309 

0.170 

55.20 

Safe 

Tarsooma 

0807000901079800 

0.12 

0.00 

872.06 

0.01 

0.00 

0.01 

0.00 

0.05 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.009 

0.000 

0.008 

0.011 

130.30 

Over Exploited 

Timasiya 

0808000101106500 

0.22 

0.30 

242.99 

0.36 

0.19 

0.55 

0.05 

0.57 

- 

0.5600 

0.0398 

0.0479 

- 

0.648 

0.648 

1.197 

0.060 

1.137 

2.980 

262.01 

Over Exploited 

Timkoli 

0809000401226900 

0.12 

0.00 

1,149.04 

0.00 

0.01 

0.01 

0.00 

0.04 

- 

- 

- 

- 

0.010 

0.010 

0.010 

0.020 

0.001 

0.019 

0.003 

17.19 

Safe 

Tuniyapura 

0808000101101100 

0.22 

0.20 

47.67 

0.24 

0.01 

0.25 

0.04 

0.42 

- 

0.0400 

0.0355 

0.0427 

- 

0.118 

0.118 

0.367 

0.018 

0.349 

0.236 

67.83 

Safe 

Tursipura 

0808000101107300 

0.12 

0.13 

46.62 

0.16 

0.04 

0.20 

0.05 

0.57 

- 

0.1200 

0.0319 

0.0384 

- 

0.190 

0.190 

0.388 

0.019 

0.369 

0.655 

177.63 

Over Exploited 

Akpura 

0808000101104500 

0.22 

0.11 

27.17 

0.14 

0.02 

0.16 

0.05 

0.59 

- 

0.0500 

0.0145 

0.0174 

- 

0.082 

0.082 

0.238 

0.012 

0.226 

0.273 

121.06 

Over Exploited 

Alinagar 

0808000101101400 

0.22 

0.01 

331.72 

0.01 

- 

0.01 

0.01 

0.16 

- 

- 

0.0032 

0.0039 

- 

0.007 

0.007 

0.015 

0.001 

0.015 

0.001 

5.26 

Safe 



0.12 

0.03 

(29.39) 

0.03 

0.00 

0.03 

0.04 

0.47 

- 

0.0100 

0.0094 

0.0113 

0.002 

0.032 

0.032 

0.059 

0.003 

0.056 

0.036 

64.39 

Safe 

Andoa Ka Pura 

0808000301143500 

0.22 

0.01 

244.46 

0.01 

- 

0.01 

0.01 

0.10 

- 

- 

0.0022 

0.0027 

- 

0.005 

0.005 

0.016 

0.001 

0.015 

0.020 

134.91 

Over Exploited 

Atarsooma 

0808000101103500 

0.22 

0.28 

141.58 

0.34 

0.09 

0.43 

0.04 

0.46 

- 

0.2700 

0.0465 

0.0560 

- 

0.373 

0.373 

0.804 

0.040 

0.764 

1.445 

189.25 

Over Exploited 



0.12 

0.02 

293.34 

0.02 

0.01 

0.03 

0.01 

0.16 

- 

0.0400 

0.0161 

0.0194 

- 

0.076 

0.076 

0.108 

0.005 

0.102 

0.232 

226.33 

Over Exploited 

Badrika 

0808000301146500 

0.22 

0.19 

- 

0.19 

0.00 

0.19 

0.04 

0.50 

- 

0.0100 

0.0095 

0.0114 

0.000 

0.031 

0.031 

0.220 

0.022 

0.198 

0.401 

203.17 

Over Exploited 

Bajjar Garh 

0808000301141800 

0.22 

0.11 

- 

0.11 

0.00 

0.11 

0.04 

0.43 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.107 

0.011 

0.096 

0.070 

73.21 

Semi Critical 



0.22 

0.03 

- 

0.03 

0.00 

0.03 

0.02 

0.21 

- 

- 

0.0030 

0.0036 

0.000 

0.007 

0.007 

0.033 

0.003 

0.029 

0.037 

125.04 

Over Exploited 

Bala Ka Nagla 

0808000301143000 

0.22 

0.11 

15.98 

0.13 

- 

0.13 

0.05 

0.63 

- 

- 

0.0045 

0.0054 

- 

0.010 

0.010 

0.141 

0.007 

0.134 

0.110 

82.48 

Semi Critical 

Basai Nawab 

0808000301141600 

0.22 

0.13 

- 

0.13 

0.01 

0.14 

0.02 

0.24 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.158 

0.016 

0.142 

0.530 

373.23 

Over Exploited 



0.22 

0.36 

- 

0.36 

0.01 

0.37 

0.03 

0.40 

- 

0.0300 

0.0227 

0.0273 

0.001 

0.081 

0.081 

0.454 

0.045 

0.408 

0.892 

218.40 

Over Exploited 

Bhadiyana 

0808000301142000 

0.22 

0.37 

- 

0.37 

0.01 

0.38 

0.04 

0.48 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.401 

0.040 

0.361 

0.583 

161.56 

Over Exploited 



0.22 

0.04 

- 

0.04 

- 

0.04 

0.01 

0.16 

- 

0.0100 

0.0064 

0.0076 

- 

0.024 

0.024 

0.064 

0.006 

0.057 

0.180 

313.44 

Over Exploited 

Bhagaura 

0808000101103900 

0.22 

0.00 

1,508.99 

0.00 

- 

0.00 

0.01 

0.10 

- 

0.0100 

0.0017 

0.0020 

- 

0.014 

0.014 

0.016 

0.001 

0.016 

0.072 

464.10 

Over Exploited 



0.12 

0.04 

50.81 

0.04 

0.01 

0.05 

0.05 

0.54 

- 

0.0300 

0.0090 

0.0108 

- 

0.050 

0.050 

0.102 

0.005 

0.097 

0.181 

187.29 

Over Exploited 

Bhaulpura 

0808000301146400 

0.22 

0.00 

- 

0.00 

0.00 

0.00 

0.01 

0.11 

- 

- 

0.0008 

0.0010 

0.000 

0.002 

0.002 

0.006 

0.001 

0.006 

0.002 

28.09 

Safe 

Bhoorapura 

0808000301146600 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

0.0005 

0.0006 

- 

0.001 

0.001 

0.003 

0.000 

0.002 

0.029 

1,188.13 

Over Exploited 

Boreli 

0808000101102000 

0.22 

0.32 

3.63 

0.34 

0.07 

0.41 

0.03 

0.41 

- 

0.1600 

0.0591 

0.0712 

0.036 

0.327 

0.327 

0.738 

0.037 

0.701 

0.884 

126.17 

Over Exploited 



0.12 

0.06 

15.68 

0.06 

0.01 

0.07 

0.02 

0.23 

- 

0.0400 

0.0330 

0.0397 

0.001 

0.113 

0.113 

0.188 

0.009 

0.178 

0.220 

123.39 

Over Exploited 

Chailpura 

0808000301143200 

0.22 

0.00 

413.68 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

0.0008 

0.0013 

- 

0.002 

0.002 

0.004 

0.000 

0.004 

0.001 

26.24 

Safe 

Chandu Ka Pura 

0808000301141200 

0.22 

0.28 

(45.97) 

0.22 

0.00 

0.22 

0.06 

0.64 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.234 

0.012 

0.222 

0.172 

77.59 

Semi Critical 

Chhar Alinagar 

0808000101101500 

0.12 

0.11 

(57.74) 

0.09 

0.01 

0.10 

0.05 

0.57 

- 

0.0200 

0.0266 

0.0320 

- 

0.079 

0.079 

0.176 

0.009 

0.167 

0.086 

51.69 

Safe 

Chharboreli 

0808000101101900 

0.22 

0.00 

5,619.32 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.02 

359.14 

0.02 

- 

0.02 

0.01 

0.13 

- 

0.0100 

0.0102 

0.0123 

- 

0.033 

0.033 

0.054 

0.003 

0.051 

0.038 

75.21 

Semi Critical 



0.12 

0.14 

(61.54) 

0.11 

0.00 

0.11 

0.04 

0.50 

- 

0.0100 

0.0391 

0.0471 

0.001 

0.097 

0.097 

0.212 

0.011 

0.201 

0.040 

20.06 

Safe 

Chorpura 

0808000101104400 

0.22 

0.25 

53.25 

0.30 

0.03 

0.33 

0.05 

0.53 

- 

0.0800 

0.0350 

0.0421 

- 

0.157 

0.157 

0.484 

0.024 

0.460 

0.416 

90.55 

Critical 



0.12 

0.00 

2,427.87 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0005 

0.0006 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

10.91 

Safe 

Dadipura 

0808000101103100 

0.12 

0.00 

25,708.04 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.00 

1,371.02 

0.00 

0.00 

0.00 

0.00 

0.05 

- 

- 

0.0047 

0.0057 

0.000 

0.010 

0.010 

0.014 

0.001 

0.013 

0.001 

8.53 

Safe 



0.12 

0.26 

(59.42) 

0.21 

0.01 

0.21 

0.05 

0.60 

- 

0.0100 

0.0598 

0.0720 

0.008 

0.150 

0.150 

0.361 

0.018 

0.343 

0.079 

23.12 

Safe 

Dadkee 

0808000301140700 

0.22 

0.09 

49.02 

0.11 

- 

0.11 

0.05 

0.64 

- 

0.0100 

0.0036 

0.0044 

- 

0.018 

0.018 

0.129 

0.006 

0.123 

0.175 

142.59 

Over Exploited 

Davopura 

0808000101105800 

0.22 

0.00 

1,779.58 

0.00 

0.01 

0.01 

0.00 

0.05 

- 

0.0300 

0.0045 

0.0054 

- 

0.040 

0.040 

0.054 

0.003 

0.051 

0.157 

308.54 

Over Exploited 

Deenpur 

0808000101103000 

0.22 

0.05 

332.04 

0.07 

0.01 

0.08 

0.03 

0.30 

- 

0.0400 

0.0113 

0.0109 

- 

0.062 

0.062 

0.138 

0.007 

0.131 

0.339 

259.29 

Over Exploited 

Dinkata 

0808000101105100 

0.22 

0.00 

750.11 

0.00 

- 

0.00 

0.01 

0.09 

- 

0.0100 

0.0030 

0.0036 

- 

0.017 

0.017 

0.021 

0.001 

0.020 

0.079 

401.77 

Over Exploited 

Donari 

0808000301140500 

0.22 

0.76 

62.52 

0.91 

0.02 

0.93 

0.05 

0.64 

- 

0.0500 

0.0298 

0.0359 

0.002 

0.117 

0.117 

1.049 

0.052 

0.996 

1.380 

138.48 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Doongarwara 

080800030113700C 

1.755 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.052 

1.38 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.02 






Parbati 

Command 

Older Alluvium 

1.703 

1.38 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.29 

0.26 

0.02 

0.016 

0.57 

0.64 


Ekta 

080800010110290C 

5.982 

Fresh 

Parbati 

Command 

Older Alluvium 

4.101 

1.38 

0.120 

0.32 

0.08 

0.00 

0.00 

0.00 

0.92 

0.83 

1.27 

0.015 

0.40 

0.45 







Command 

Bhander Sandstone 

1.876 

1.38 

0.020 

0.07 

0.02 

0.00 

0.00 

0.00 

0.10 

0.09 

0.26 

0.007 

0.18 

0.21 


Ghughrai 

080800030113710C 

1.395 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.046 

1.27 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.02 






Parbati 

Command 

Older Alluvium 

1.349 

1.27 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.23 

0.20 

0.08 

0.013 

0.57 

0.63 


Gogali 

080800030113690C 

6.334 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.039 

1.49 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 






Parbati 

Command 

Older Alluvium 

6.295 

1.49 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

1.17 

1.05 

0.07 

0.059 

0.58 

0.65 


Gurja 

080800010110420C 

1.883 

Fresh 

Parbati 

Command 

Older Alluvium 

1.794 

0.32 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.12 

0.13 

0.23 

0.007 

0.51 

0.47 


Hingota 

0808000101106100 

2.971 

Fresh 

Parbati 

Command 

Older Alluvium 

0.360 

0.87 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.08 

0.16 

0.001 

0.06 

0.06 


Indoli 

0808000301146800 

3.155 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.072 

-2.84 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.01 

0.02 






Parbati 

Command 

Older Alluvium 

3.083 

-2.84 

0.120 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.54 

0.029 

0.57 

0.69 


Intaki 

0808000301142900 

0.749 

Fresh 

Parbati 

Command 

Older Alluvium 

0.749 

0.89 

0.120 

0.13 

0.02 

0.00 

0.00 

0.00 

0.19 

0.17 

0.49 

0.007 

0.59 

0.66 


Jageer Boreli 

0808000101102200 

2.797 

Fresh 

Parbati 

Command 

Older Alluvium 

2.717 

-0.07 

0.120 

0.03 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.010 

0.57 

0.63 


Jageer Pura Kalan 

0808000301141400 

1.630 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.332 

-2.30 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.012 

0.47 

0.57 






Parbati 

Command 

Older Alluvium 

0.297 

-2.30 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.003 

0.11 

0.13 


Jageerpura 

0808000301141700 

1.467 

Fresh 

Parbati 

Command 

Older Alluvium 

1.467 

0.18 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.11 

0.014 

0.58 

0.68 


Jarga 

0808000101101000 

7.541 

Fresh 

Parbati 

Command 

Older Alluvium 

0.798 

0.61 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.10 

0.10 

0.19 

0.003 

0.06 

0.06 







Command 

Bhander Sandstone 

0.007 

0.61 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jaroli 

0808000301140600 

4.352 

Fresh 

Parbati 

Command 

Older Alluvium 

4.352 

1.59 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.90 

0.78 

0.24 

0.041 

0.58 

0.67 


Jhilra 

0808000301140200 

1.426 

Fresh 

Parbati 

Command 

Older Alluvium 

0.675 

0.38 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.006 

0.28 

0.31 


Kaithri 

0808000301137200 

7.421 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

1.16 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Parbati 

Command 

Older Alluvium 

7.421 

1.16 

0.120 

0.19 

0.02 

0.00 

0.00 

0.00 

1.20 

1.08 

0.66 

0.069 

0.59 

0.66 


Kalloopura 

0808000101103600 

1.618 

Fresh 

Parbati 

Command 

Older Alluvium 

0.098 

1.45 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.000 

0.04 

0.04 


Kanasil 

0808000301143600 

1.634 

Fresh 

Parbati 

Command 

Older Alluvium 

1.440 

0.70 

0.120 

0.13 

0.01 

0.00 

0.00 

0.00 

0.24 

0.21 

0.49 

0.013 

0.51 

0.60 


Katailpura 

0808000101105900 

1.234 

Fresh 

Parbati 

Command 

Older Alluvium 

0.227 

0.42 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.001 

0.10 

0.08 


Kharagpur 

0808000301146900 

5.280 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.462 

-2.17 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.004 

0.05 

0.06 






Parbati 

Command 

Older Alluvium 

3.864 

-2.17 

0.120 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.65 

0.036 

0.43 

0.53 


Khemri 

0808000101102100 

2.834 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.012 

0.82 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Parbati 

Command 

Older Alluvium 

1.516 

0.82 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.20 

0.18 

0.23 

0.006 

0.32 

0.35 







Command 

Bhander Sandstone 

1.305 

0.82 

0.020 

0.02 

0.01 

0.00 

0.00 

0.00 

0.03 

0.03 

0.08 

0.005 

0.27 

0.30 


Khidora 

0808000101106000 

2.272 

Fresh 

Parbati 

Command 

Older Alluvium 

0.056 

0.96 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.08 

0.000 

0.01 

0.01 


Kodpura 

0808000301140400 

0.675 

Fresh 

Parbati 

Command 

Older Alluvium 

0.675 

0.69 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.00 

0.006 

0.59 

0.66 


Kolari 

0808000301143700 

1.653 

Fresh 

Parbati 

Command 

Older Alluvium 

0.135 

-0.98 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.001 

0.05 

0.06 


Kuiya 

0808000101103400 

2.619 

Fresh 

Parbati 

Command 

Older Alluvium 

0.458 

1.32 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.08 

0.002 

0.10 

0.11 







Command 

Bhander Sandstone 

2.160 

1.32 

0.020 

0.05 

0.01 

0.00 

0.00 

0.01 

0.09 

0.08 

0.18 

0.008 

0.48 

0.53 


Kunkuta 

0808000101102400 

7.134 

Fresh 

Parbati 

Command 

Older Alluvium 

1.215 

-0.67 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.004 

0.10 

0.11 


Kurendha 

0808000301142300 

2.544 

Fresh 

Parbati 

Command 

Older Alluvium 

2.544 

-1.71 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.024 

0.58 

0.70 


Laudpura 

0808000101105600 

0.134 

Fresh 

Parbati 

Command 

Older Alluvium 

0.134 

0.62 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.05 

0.06 

0.20 

0.000 

0.53 

0.46 


Levade Ka Pura 

0808000101102300 

0.830 

Fresh 

Parbati 

Command 

Older Alluvium 

0.830 

-0.74 

0.120 

0.07 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.003 

0.59 

0.65 


Ludhpura 

0808000301141000 

2.307 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.269 

0.66 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.25 

0.21 

0.25 

0.021 

0.57 

0.67 






Parbati 

Command 

Older Alluvium 

0.038 

0.66 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Maloni Panwar 

0808000301140900 

8.760 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.833 

0.85 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.48 

0.42 

0.33 

0.036 

0.25 

0.29 






Parbati 

Command 

Older Alluvium 

4.927 

0.85 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.61 

0.53 

0.44 

0.046 

0.33 

0.38 


Mamodhan 

0808000101104300 

3.790 

Fresh 

Parbati 

Command 

Older Alluvium 

0.099 

0.87 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.000 

0.02 

0.02 


Mansoorpura 

0808000301143800 

2.861 

Fresh 

Parbati 

Command 

Older Alluvium 

0.077 

-2.26 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.02 


Mau Gulawali 

0808000101102800 

4.013 

Fresh 

Parbati 

Command 

Older Alluvium 

3.346 

1.14 

0.120 

0.11 

0.03 

0.00 

0.00 

0.00 

0.54 

0.48 

0.42 

0.012 

0.49 

0.55 


Mirzapur 

0808000101103700 

1.515 

Fresh 

Parbati 

Command 

Older Alluvium 

0.088 

1.63 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.000 

0.03 

0.04 


Moosalpur 

0808000301146300 

0.815 

Fresh 

Parbati 

Command 

Older Alluvium 

0.471 

-3.05 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.004 

0.34 

0.41 


Motiram Ka Nagala 

0808000301143100 

0.784 

Fresh 

Parbati 

Command 

Older Alluvium 

0.774 

1.08 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.14 

0.12 

0.16 

0.007 

0.58 

0.67 


Nagla Harlal 

0808000301141900 

2.131 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.867 

-2.09 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.008 

0.24 

0.28 






Parbati 

Command 

Older Alluvium 

1.263 

-2.09 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.012 

0.34 

0.41 


Nagla Kharapur 

0808000301146700 

2.622 

Fresh 

Parbati 

Command 

Older Alluvium 

2.109 

-3.00 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.020 

0.47 

0.58 


Nagla Mau 

0808000101102700 

1.366 

Fresh 

Parbati 

Command 

Older Alluvium 

0.009 

1.47 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nandpura 

0808000301141300 

2.485 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.485 

0.41 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.11 

0.02 

0.023 

0.58 

0.69 


Naya Nagla 

0808000301140800 

3.379 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.235 

1.10 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.03 

0.002 

0.04 

0.05 






Parbati 

Command 

Older Alluvium 

3.144 

1.10 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.52 

0.46 

0.36 

0.029 

0.54 

0.62 


Nonera Prithvisingh 

0808000101104600 

3.830 

Fresh 

Parbati 

Command 

Older Alluvium 

1.375 

0.28 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.08 

0.16 

0.005 

0.20 

0.19 


Nrisinghpur 

0808000101101800 

1.867 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.024 

1.14 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Parbati 

Command 

Bhander Sandstone 

1.843 

1.14 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.00 

0.007 

0.58 

0.65 


Pati Ka Pura 

0808000301142600 

2.982 

Fresh 

Parbati 

Command 

Older Alluvium 

2.982 

1.79 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.68 

0.58 

0.12 

0.028 

0.58 

0.68 


Pattipura 

0808000101101700 

4.371 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.010 

1.15 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Parbati 

Command 

Bhander Sandstone 

4.205 

1.15 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.12 

0.10 

0.11 

0.015 

0.57 

0.63 


Peepripura 

0808000101104100 

0.947 

Fresh 

Parbati 

Command 

Older Alluvium 

0.089 

0.37 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.05 

0.05 


Phoote Ka Nagla 

0808000301137600 

1.304 

Fresh 

Parbati 

Command 

Older Alluvium 

0.014 

-0.35 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Piphera 

0808000301142700 

5.464 

Fresh 

Parbati 

Command 

Older Alluvium 

5.464 

2.01 

0.120 

0.29 

0.01 

0.00 

0.00 

0.00 

1.60 

1.38 

1.08 

0.051 

0.58 

0.68 


Piprauwa 

0808000301142800 

2.384 

Fresh 

Parbati 

Command 

Older Alluvium 

2.384 

1.61 

0.120 

0.22 

0.01 

0.00 

0.00 

0.00 

0.67 

0.58 

0.84 

0.022 

0.58 

0.67 


Pohap Singh Ka Pura 

0808000101105200 

0.280 

Fresh 

Parbati 

Command 

Older Alluvium 

0.193 

0.84 

0.120 

0.03 

0.01 

0.00 

0.00 

0.00 

0.04 

0.05 

0.11 

0.001 

0.36 

0.31 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Doongarwara 

0808000301137000 

0.22 

0.00 

3,768.38 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.21 

22.73 

0.26 

- 

0.26 

0.05 

0.62 

- 

- 

0.0258 

0.0311 

- 

0.057 

0.057 

0.313 

0.016 

0.298 

0.040 

13.39 

Safe 

Ekta 

0808000101102900 

0.22 

0.36 

126.56 

0.44 

0.08 

0.52 

0.04 

0.44 

- 

0.2400 

0.0622 

0.0748 

0.002 

0.379 

0.379 

0.898 

0.045 

0.853 

1.281 

150.20 

Over Exploited 



0.12 

0.04 

120.37 

0.05 

0.02 

0.07 

0.02 

0.20 

- 

0.0500 

0.0284 

0.0342 

- 

0.113 

0.113 

0.183 

0.009 

0.174 

0.264 

152.05 

Over Exploited 

Ghughrai 

0808000301137100 

0.22 

0.00 

3,089.31 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.17 

19.62 

0.20 

- 

0.20 

0.05 

0.62 

- 

0.0100 

0.0170 

0.0164 

- 

0.043 

0.043 

0.245 

0.012 

0.232 

0.092 

39.38 

Safe 

Gogali 

0808000301136900 

0.22 

0.00 

19,940.61 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.81 

29.71 

0.97 

0.00 

0.97 

0.05 

0.64 

- 

0.0100 

0.0954 

0.1148 

0.001 

0.221 

0.221 

1.194 

0.060 

1.134 

0.131 

11.52 

Safe 

Gurja 

0808000101104200 

0.22 

0.20 

(36.04) 

0.16 

0.01 

0.17 

0.05 

0.56 

- 

0.0400 

0.0272 

0.0327 

- 

0.100 

0.100 

0.272 

0.014 

0.258 

0.241 

93.07 

Critical 

Hingota 

0808000101106100 

0.22 

0.01 

1,443.53 

0.01 

0.01 

0.02 

0.01 

0.07 

- 

0.0300 

0.0055 

0.0066 

- 

0.042 

0.042 

0.058 

0.003 

0.055 

0.157 

285.29 

Over Exploited 

Indoli 

0808000301146800 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.017 

8,774.96 

Over Exploited 



0.22 

0.39 

- 

0.39 

0.01 

0.40 

0.05 

0.62 

- 

0.0200 

0.0156 

0.0187 

0.001 

0.056 

0.056 

0.453 

0.045 

0.407 

0.570 

139.83 

Over Exploited 

Intaki 

0808000301142900 

0.22 

0.10 

73.83 

0.12 

0.02 

0.14 

0.05 

0.64 

- 

0.0600 

0.0057 

0.0091 

0.001 

0.076 

0.076 

0.212 

0.011 

0.201 

0.501 

248.82 

Over Exploited 

Jageer Boreli 

0808000101102200 

0.22 

0.34 

- 

0.34 

0.01 

0.35 

0.05 

0.62 

- 

0.0200 

0.0412 

0.0496 

0.001 

0.111 

0.111 

0.464 

0.046 

0.417 

0.130 

31.11 

Safe 

Jageer Pura Kalan 

0808000301141400 

0.22 

0.14 

- 

0.14 

- 

0.14 

0.05 

0.52 

- 

- 

- 

- 

- 

- 

- 

0.139 

0.014 

0.125 

0.086 

69.00 

Safe 



0.22 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.12 

- 

- 

0.0015 

0.0018 

- 

0.003 

0.003 

0.010 

0.001 

0.009 

0.019 

203.76 

Over Exploited 

Jageerpura 

0808000301141700 

0.22 

0.19 

(72.26) 

0.15 

0.00 

0.15 

0.06 

0.64 

- 

- 

0.0074 

0.0089 

0.001 

0.017 

0.017 

0.168 

0.008 

0.159 

0.120 

75.17 

Semi Critical 

Jarga 

0808000101101000 

0.22 

0.01 

895.39 

0.01 

0.01 

0.02 

0.01 

0.06 

- 

0.0400 

0.0121 

0.0146 

- 

0.067 

0.067 

0.089 

0.004 

0.084 

0.195 

230.93 

Over Exploited 



0.12 

0.00 

21,787.65 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jaroli 

0808000301140600 

0.22 

0.56 

40.21 

0.67 

0.00 

0.67 

0.05 

0.64 

- 

0.0100 

0.0220 

0.0265 

0.003 

0.062 

0.062 

0.734 

0.037 

0.698 

0.280 

40.07 

Safe 

Jhilra 

0808000301140200 

0.22 

0.04 

(33.35) 

0.03 

- 

0.03 

0.03 

0.30 

- 

- 

0.0085 

0.0082 

- 

0.017 

0.017 

0.050 

0.002 

0.047 

0.006 

13.31 

Safe 

Kaithri 

0808000301137200 

0.22 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.96 

12.36 

1.08 

0.02 

1.10 

0.05 

0.64 

- 

0.0700 

0.0750 

0.0902 

0.002 

0.237 

0.237 

1.333 

0.067 

1.267 

0.727 

57.40 

Safe 

Kalloopura 

0808000101103600 

0.22 

0.00 

3,139.55 

0.00 

- 

0.00 

0.00 

0.04 

- 

0.0100 

0.0012 

0.0012 

- 

0.012 

0.012 

0.013 

0.001 

0.013 

0.036 

287.34 

Over Exploited 

Kanasil 

0808000301143600 

0.22 

0.16 

25.74 

0.20 

0.01 

0.21 

0.05 

0.56 

- 

0.0200 

0.0073 

0.0088 

0.002 

0.038 

0.038 

0.244 

0.012 

0.232 

0.505 

217.69 

Over Exploited 

Katailpura 

0808000101105900 

0.22 

0.00 

413.09 

0.01 

- 

0.01 

0.01 

0.11 

- 

0.0100 

0.0034 

0.0041 

- 

0.018 

0.018 

0.023 

0.001 

0.022 

0.043 

192.82 

Over Exploited 

Kharagpur 

0808000301146900 

0.22 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.001 

0.005 

0.082 

1,761.47 

Over Exploited 



0.22 

0.36 

- 

0.36 

0.01 

0.37 

0.04 

0.47 

- 

0.0200 

0.0195 

0.0235 

- 

0.063 

0.063 

0.436 

0.044 

0.392 

0.688 

175.45 

Over Exploited 

Khemri 

0808000101102100 

0.22 

0.00 

17,219.83 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.11 

70.43 

0.13 

0.01 

0.14 

0.03 

0.34 

- 

0.0400 

0.0230 

0.0277 

- 

0.091 

0.091 

0.227 

0.011 

0.215 

0.234 

108.39 

Over Exploited 



0.12 

0.04 

(33.43) 

0.03 

0.01 

0.04 

0.02 

0.30 

- 

0.0200 

0.0198 

0.0238 

- 

0.064 

0.064 

0.108 

0.005 

0.102 

0.088 

85.82 

Semi Critical 

Khidora 

0808000101106000 

0.22 

0.00 

19,837.84 

0.00 

- 

0.00 

0.00 

0.01 

- 

0.0100 

0.0008 

0.0010 

- 

0.012 

0.012 

0.012 

0.001 

0.011 

0.078 

681.10 

Over Exploited 

Kodpura 

0808000301140400 

0.22 

0.09 

(43.08) 

0.07 

- 

0.07 

0.05 

0.64 

- 

- 

0.0068 

0.0082 

- 

0.015 

0.015 

0.085 

0.004 

0.080 

0.006 

7.82 

Safe 

Kolari 

0808000301143700 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

0.0007 

0.0008 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

0.131 

5,007.65 

Over Exploited 

Kuiya 

0808000101103400 

0.22 

0.01 

722.78 

0.01 

- 

0.01 

0.01 

0.11 

- 

0.0100 

0.0069 

0.0084 

- 

0.025 

0.025 

0.038 

0.002 

0.036 

0.080 

222.62 

Over Exploited 



0.12 

0.12 

(35.82) 

0.10 

0.02 

0.12 

0.04 

0.53 

- 

0.0300 

0.0327 

0.0394 

0.014 

0.116 

0.116 

0.236 

0.012 

0.224 

0.192 

85.62 

Semi Critical 

Kunkuta 

0808000101102400 

0.22 

0.03 

- 

0.03 

0.01 

0.04 

0.01 

0.11 

- 

0.0400 

0.0184 

0.0222 

0.001 

0.081 

0.081 

0.118 

0.012 

0.107 

0.232 

218.00 

Over Exploited 

Kurendha 

0808000301142300 

0.22 

0.33 

- 

0.33 

0.00 

0.33 

0.06 

0.64 

- 

0.0100 

0.0129 

0.0155 

0.001 

0.039 

0.039 

0.366 

0.037 

0.329 

0.365 

110.81 

Over Exploited 

Laudpura 

0808000101105600 

0.22 

0.02 

269.38 

0.02 

0.01 

0.03 

0.05 

0.58 

- 

0.0400 

0.0020 

0.0024 

- 

0.045 

0.045 

0.073 

0.004 

0.069 

0.198 

286.01 

Over Exploited 

Levade Ka Pura 

0808000101102300 

0.22 

0.11 

- 

0.11 

0.02 

0.13 

0.05 

0.64 

- 

0.0500 

0.0126 

0.0151 

- 

0.078 

0.078 

0.205 

0.021 

0.185 

0.267 

144.49 

Over Exploited 

Ludhpura 

0808000301141000 

0.22 

0.29 

(25.42) 

0.23 

0.00 

0.23 

0.06 

0.63 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.239 

0.012 

0.227 

0.275 

121.27 

Over Exploited 



0.22 

0.00 

3,175.25 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0002 

0.0002 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Maloni Panwar 

0808000301140900 

0.22 

0.22 

94.88 

0.26 

0.00 

0.26 

0.02 

0.28 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.269 

0.013 

0.256 

0.368 

143.87 

Over Exploited 



0.22 

0.36 

50.20 

0.43 

0.01 

0.44 

0.03 

0.36 

- 

0.0200 

0.0249 

0.0300 

0.001 

0.076 

0.076 

0.513 

0.026 

0.487 

0.484 

99.30 

Critical 

Mamodhan 

0808000101104300 

0.22 

0.00 

5,768.34 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0013 

0.0012 

- 

0.003 

0.003 

0.003 

0.000 

0.003 

0.036 

1,321.28 

Over Exploited 

Mansoorpura 

0808000301143800 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0004 

0.0005 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.001 

68.47 

Safe 

Mau Gulawali 

0808000101102800 

0.22 

0.36 

33.80 

0.43 

0.03 

0.47 

0.04 

0.54 

- 

0.0800 

0.0507 

0.0610 

0.002 

0.194 

0.194 

0.659 

0.033 

0.626 

0.432 

69.02 

Safe 

Mirzapur 

0808000101103700 

0.22 

0.00 

2,257.11 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

0.0011 

0.0011 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

11.22 

Safe 

Moosalpur 

0808000301146300 

0.22 

0.03 

- 

0.03 

0.00 

0.04 

0.03 

0.37 

- 

- 

0.0024 

0.0029 

0.000 

0.006 

0.006 

0.041 

0.004 

0.037 

0.059 

162.44 

Over Exploited 

Motiram Ka Nagala 

0808000301143100 

0.22 

0.10 

23.75 

0.12 

- 

0.12 

0.05 

0.63 

- 

0.0100 

0.0039 

0.0047 

- 

0.019 

0.019 

0.137 

0.007 

0.130 

0.168 

129.70 

Over Exploited 

Nagla Harlal 

0808000301141900 

0.22 

0.05 

- 

0.05 

- 

0.05 

0.02 

0.26 

- 

- 

- 

- 

- 

- 

- 

0.045 

0.005 

0.041 

0.082 

202.27 

Over Exploited 



0.22 

0.10 

- 

0.10 

- 

0.10 

0.03 

0.38 

- 

- 

0.0064 

0.0077 

- 

0.014 

0.014 

0.110 

0.011 

0.099 

0.145 

146.51 

Over Exploited 

Nagla Kharapur 

0808000301146700 

0.22 

0.22 

- 

0.22 

0.00 

0.22 

0.04 

0.51 

- 

0.0100 

0.0107 

0.0128 

0.001 

0.034 

0.034 

0.253 

0.025 

0.227 

0.325 

142.80 

Over Exploited 

Nagla Mau 

0808000101102700 

0.22 

0.00 

17,546.77 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nandpura 

0808000301141300 

0.22 

0.32 

(64.79) 

0.25 

0.00 

0.25 

0.06 

0.64 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.256 

0.013 

0.243 

0.047 

19.40 

Safe 

Naya Nagla 

0808000301140800 

0.22 

0.00 

1,626.91 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.002 

0.030 

1,259.75 

Over Exploited 



0.22 

0.38 

21.01 

0.45 

0.00 

0.45 

0.05 

0.59 

- 

0.0100 

0.0159 

0.0191 

0.000 

0.045 

0.045 

0.497 

0.025 

0.472 

0.390 

82.65 

Semi Critical 

Nonera Prithvisingh 

0808000101104600 

0.22 

0.06 

28.32 

0.07 

0.01 

0.08 

0.02 

0.22 

- 

0.0300 

0.0208 

0.0251 

- 

0.076 

0.076 

0.159 

0.008 

0.151 

0.161 

106.56 

Over Exploited 

Nrisinghpur 

0808000101101800 

0.12 

0.00 

2,125.88 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.13 

(70.53) 

0.10 

- 

0.10 

0.05 

0.63 

- 

- 

0.0279 

0.0336 

- 

0.062 

0.062 

0.164 

0.008 

0.156 

0.007 

4.28 

Safe 

Pati Ka Pura 

0808000301142600 

0.22 

0.38 

52.70 

0.46 

0.00 

0.46 

0.05 

0.64 

- 

- 

0.0151 

0.0181 

0.002 

0.035 

0.035 

0.495 

0.025 

0.470 

0.146 

31.00 

Safe 

Pattipura 

0808000101101700 

0.12 

0.00 

12,407.93 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.29 

(63.37) 

0.23 

0.01 

0.24 

0.05 

0.62 

- 

0.0200 

0.0637 

0.0767 

0.001 

0.161 

0.161 

0.400 

0.020 

0.380 

0.127 

33.45 

Safe 

Peepripura 

0808000101104100 

0.22 

0.00 

284.74 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

0.0011 

0.0011 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

9.81 

Safe 

Phoote Ka Nagla 

0808000301137600 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0002 

0.0002 

- 

0.001 

0.001 

0.001 

0.000 

0.000 

0.000 

- 

Safe 

Piphera 

0808000301142700 

0.22 

0.70 

96.90 

0.84 

0.01 

0.85 

0.05 

0.64 

- 

0.0400 

0.0276 

0.0332 

0.003 

0.104 

0.104 

0.956 

0.048 

0.908 

1.126 

123.95 

Over Exploited 

Piprauwa 

0808000301142800 

0.22 

0.31 

90.06 

0.37 

0.01 

0.38 

0.05 

0.64 

- 

0.0300 

0.0120 

0.0145 

0.002 

0.059 

0.059 

0.438 

0.022 

0.416 

0.862 

207.31 

Over Exploited 

Pohap Singh Ka Pura 

0808000101105200 

0.22 

0.02 

201.95 

0.02 

0.01 

0.03 

0.04 

0.39 

- 

0.0200 

0.0029 

0.0035 

- 

0.026 

0.026 

0.055 

0.003 

0.052 

0.115 

220.96 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Poothpura 

080800030113790C 

0.799 

Fresh 

Parbati 

Command 

Older Alluvium 

0.797 

0.66 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.12 

0.11 

0.27 

0.007 

0.59 

0.65 


Prithvipura 

0808000301142500 

1.204 

Fresh 

Parbati 

Command 

Older Alluvium 

1.204 

1.24 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.16 

0.03 

0.011 

0.58 

0.68 


Raiviyapura 

0808000101103800 

5.431 

Fresh 

Parbati 

Command 

Older Alluvium 

0.165 

1.41 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.04 

0.001 

0.02 

0.02 







Command 

Bhander Sandstone 

4.894 

1.41 

0.020 

0.09 

0.02 

0.00 

0.00 

0.00 

0.21 

0.19 

0.34 

0.018 

0.53 

0.59 


Rajaura Kalan 

0808000301140300 

5.452 

Fresh 

Parbati 

Command 

Older Alluvium 

1.608 

0.70 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.14 

0.11 

0.015 

0.17 

0.20 


Rajora Khurd 

0808000301137800 

4.591 

Fresh 

Parbati 

Command 

Older Alluvium 

0.885 

0.44 

0.120 

0.03 

0.01 

0.00 

0.00 

0.00 

0.07 

0.06 

0.11 

0.008 

0.11 

0.13 


Ramnagar 

0808000101101600 

1.588 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.018 

0.92 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Parbati 

Command 

Bhander Sandstone 

1.351 

0.92 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.005 

0.50 

0.55 


Rampur Amarpura 

0808000101104800 

0.536 

Fresh 

Parbati 

Command 

Older Alluvium 

0.373 

0.27 

0.120 

0.17 

0.04 

0.00 

0.00 

0.00 

0.14 

0.16 

0.70 

0.001 

0.37 

0.33 


Rampur Jatpura 

0808000101104900 

0.784 

Fresh 

Parbati 

Command 

Older Alluvium 

0.226 

0.35 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.08 

0.001 

0.15 

0.13 


Ranjeetpura 

0808000301142200 

2.001 

Fresh 

Parbati 

Command 

Older Alluvium 

2.001 

-2.30 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.019 

0.58 

0.70 


Ranjeetpura (Nawar) 

0808000301141100 

2.806 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.114 

0.70 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.08 

0.010 

0.23 

0.27 






Parbati 

Command 

Older Alluvium 

1.692 

0.70 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.18 

0.16 

0.14 

0.016 

0.35 

0.41 


Rundh Rajora 

0808000301137300 

1.631 

Fresh 

Parbati 

Command 

Older Alluvium 

1.631 

1.84 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.37 

0.33 

0.02 

0.015 

0.59 

0.65 


Sahpur 

0808000301141500 

0.926 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.666 

-1.80 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.006 

0.42 

0.49 






Parbati 

Command 

Older Alluvium 

0.260 

-1.80 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.002 

0.16 

0.19 


Sahroli 

0808000301137500 

3.506 

Fresh 

Parbati 

Command 

Older Alluvium 

2.489 

1.67 

0.120 

0.13 

0.03 

0.00 

0.00 

0.00 

0.60 

0.54 

0.49 

0.023 

0.42 

0.46 


Sarkana 

0808000301142400 

3.725 

Fresh 

Parbati 

Command 

Older Alluvium 

3.624 

-1.05 

0.120 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.54 

0.034 

0.57 

0.68 


Semra 

0808000301137400 

1.948 

Fresh 

Parbati 

Command 

Older Alluvium 

1.540 

1.70 

0.120 

0.07 

0.02 

0.00 

0.00 

0.00 

0.36 

0.33 

0.26 

0.014 

0.46 

0.52 


Signa Ka Nagla 

0808000101104000 

0.817 

Fresh 

Parbati 

Command 

Older Alluvium 

0.504 

1.45 

0.120 

0.08 

0.02 

0.00 

0.00 

0.00 

0.15 

0.14 

0.34 

0.002 

0.35 

0.37 







Command 

Bhander Sandstone 

0.313 

1.45 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.03 

0.03 

0.11 

0.001 

0.22 

0.23 


Siholi 

0808000101101300 

2.750 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.002 

0.78 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Parbati 

Command 

Older Alluvium 

0.000 

0.78 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Bhander Sandstone 

0.447 

0.78 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.002 

0.09 

0.10 


Singhora 

0808000301142100 

2.746 

Fresh 

Parbati 

Command 

Older Alluvium 

2.746 

-1.84 

0.120 

0.08 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.29 

0.026 

0.58 

0.69 


Tuniyapura 

0808000101101100 

3.266 

Fresh 

Parbati 

Command 

Older Alluvium 

0.924 

0.79 

0.120 

0.03 

0.01 

0.00 

0.00 

0.00 

0.11 

0.12 

0.11 

0.003 

0.15 

0.14 

04001013 

Alampur 

0809000401227400 

2.741 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.580 

0.89 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.05 

0.010 

0.51 

0.56 


Aneejara 

0809000401229000 

8.920 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.123 

0.72 

0.040 

0.03 

0.00 

0.00 

0.00 

0.01 

0.13 

0.12 

0.11 

0.016 

0.25 

0.28 


Bajna 

0807000901083800 

15.816 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.296 

1.71 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.14 

0.04 

0.011 

0.08 

0.07 


Ban Kookra 

0807000901079700 

2.643 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.642 

2.38 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.21 

0.02 

0.013 

0.54 

0.51 


Bangaspura 

0807000901078600 

3.969 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.047 

0.63 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Banswari 

0809000401228900 

5.074 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.043 

0.75 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.004 

0.11 

0.12 


Bhojpur 

0809000401227800 

7.512 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.017 

0.77 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.18 

0.00 

0.023 

0.43 

0.48 


Budhawar 

0807000901080000 

3.266 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.149 

1.68 

0.150 

0.05 

0.01 

0.00 

0.00 

0.01 

0.82 

0.89 

0.17 

0.015 

0.52 

0.48 







Non-command 

Bhander Sandstone 

0.118 

1.68 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.02 


Chainpura 

0807000901083100 

3.110 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.110 

1.30 

0.150 

0.09 

0.01 

0.00 

0.00 

0.08 

0.60 

0.64 

0.33 

0.015 

0.55 

0.52 


Chamarpura 

0809000401226300 

12.050 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.094 

0.98 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.19 

0.01 

0.019 

0.23 

0.26 


Danda 

0809000401226700 

25.592 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.263 

1.30 

0.140 

0.02 

0.00 

0.00 

0.00 

0.00 

0.61 

0.58 

0.06 

0.012 

0.07 

0.08 







Non-command 

Bhander Sandstone 

4.361 

1.30 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.25 

0.23 

0.07 

0.016 

0.10 

0.10 


Dar Barahna 

0807000901083400 

12.424 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.110 

1.78 

0.150 

0.03 

0.00 

0.00 

0.00 

0.02 

0.58 

0.61 

0.09 

0.010 

0.09 

0.09 







Non-command 

Bhander Sandstone 

10.193 

1.78 

0.030 

0.07 

0.01 

0.00 

0.00 

0.01 

0.60 

0.63 

0.23 

0.050 

0.45 

0.42 


Dumriya 

0807001001093000 

9.823 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.069 

1.70 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.001 

0.00 

0.00 







Non-command 

Bhander Sandstone 

0.602 

1.70 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.005 

0.03 

0.03 


Farakpur 

0809000401227700 

4.759 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.892 

0.74 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.03 

0.011 

0.33 

0.37 


Gajnua 

0807000901079300 

6.938 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.662 

1.62 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.41 

0.44 

0.01 

0.008 

0.13 

0.12 







Non-command 

Bhander Sandstone 

4.212 

1.62 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.23 

0.01 

0.021 

0.33 

0.31 


Garh Mandora 

0809000401228000 

14.554 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.916 

0.96 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.003 

0.03 

0.04 


Ghunaini 

0807000901082600 

14.986 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.304 

1.31 

0.150 

0.18 

0.03 

0.00 

0.00 

0.00 

1.79 

1.74 

0.68 

0.041 

0.32 

0.33 







Non-command 

Bhander Sandstone 

2.216 

1.31 

0.030 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.09 

0.011 

0.09 

0.09 


Gurdha Dang 

0807000901082900 

11.261 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.293 

1.44 

0.150 

0.00 

0.00 

0.00 

0.00 

0.01 

0.06 

0.06 

0.00 

0.001 

0.01 

0.01 







Non-command 

Bhander Sandstone 

10.968 

1.44 

0.030 

0.04 

0.00 

0.00 

0.00 

0.02 

0.49 

0.51 

0.10 

0.054 

0.54 

0.52 


Jamoora 

0809000401227000 

39.137 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

12.022 

1.17 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.58 

0.58 

0.02 

0.045 

0.17 

0.17 


Kheri Dang 

0807000901080300 

6.850 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.054 

1.07 

0.150 

0.13 

0.02 

0.00 

0.00 

0.00 

1.08 

1.15 

0.48 

0.030 

0.48 

0.45 


Khulawali 

0807000901080200 

1.755 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.755 

1.19 

0.150 

0.01 

0.00 

0.00 

0.00 

0.12 

0.21 

0.22 

0.01 

0.009 

0.54 

0.50 


Kot 

0807000901083600 

35.420 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.567 

1.50 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.003 

0.01 

0.01 


Lakhnipur 

0809000401225500 

1.461 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.030 

0.74 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Mahmadpura 

0807000901078700 

11.258 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.004 

0.64 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mangren Kalan 

0807000901079600 

2.827 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.391 

2.73 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.13 

0.01 

0.007 

0.27 

0.26 


Mangrol 

0809000401227300 

3.076 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.894 

0.93 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.01 

0.007 

0.34 

0.36 


Masalpur 

0809000401229300 

7.735 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.335 

0.72 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.06 

0.009 

0.16 

0.18 


Meola 

0809000401226200 

6.004 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.208 

0.80 

0.040 

0.01 

0.00 

0.00 

0.00 

0.02 

0.03 

0.03 

0.02 

0.005 

0.11 

0.12 


Nawalapura 

0809000401226800 

9.388 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

7.224 

1.31 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.40 

0.39 

0.05 

0.027 

0.43 

0.45 


Palidang 

0807000901079200 

3.300 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.021 

0.93 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Parua 

0807000901083500 

19.098 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

9.366 

1.70 

0.030 

0.07 

0.01 

0.00 

0.00 

0.00 

0.53 

0.56 

0.21 

0.046 

0.27 

0.26 


Popalpura 

0807000901083200 

1.168 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.168 

1.55 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.30 

0.32 

0.09 

0.006 

0.54 

0.50 


Samri 

0807000901079900 

4.516 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.282 

1.62 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.58 

0.63 

0.10 

0.011 

0.27 

0.25 







Non-command 

Bhander Sandstone 

2.229 

1.62 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.14 

0.05 

0.011 

0.27 

0.25 


Seopura 

0807000901082800 

7.657 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.303 

1.27 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.27 

0.27 

0.06 

0.006 

0.10 

0.09 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Poothpura 

0808000301137900 

0.22 

0.10 

7.47 

0.11 

0.01 

0.12 

0.05 

0.64 

- 

0.0300 

0.0101 

0.0097 

- 

0.050 

0.050 

0.170 

0.009 

0.162 

0.279 

172.91 

Over Exploited 

Prithvipura 

0808000301142500 

0.22 

0.15 

4.25 

0.16 

0.00 

0.16 

0.05 

0.64 

- 

- 

0.0061 

0.0073 

0.001 

0.015 

0.015 

0.176 

0.009 

0.168 

0.039 

23.40 

Safe 

Raiviyapura 

0808000101103800 

0.22 

0.00 

5,200.94 

0.00 

- 

0.00 

0.00 

0.02 

- 

0.0100 

0.0025 

0.0030 

- 

0.016 

0.016 

0.016 

0.001 

0.015 

0.037 

236.71 

Over Exploited 



0.12 

0.31 

(39.63) 

0.25 

0.02 

0.27 

0.05 

0.58 

- 

0.0600 

0.0742 

0.0893 

- 

0.223 

0.223 

0.492 

0.025 

0.468 

0.358 

76.48 

Semi Critical 

Rajaura Kalan 

0808000301140300 

0.22 

0.06 

136.78 

0.07 

0.00 

0.07 

0.02 

0.19 

- 

0.0100 

0.0163 

0.0196 

0.001 

0.047 

0.047 

0.120 

0.006 

0.114 

0.125 

109.25 

Over Exploited 

Rajora Khurd 

0808000301137800 

0.22 

0.02 

170.72 

0.03 

0.01 

0.04 

0.01 

0.12 

- 

0.0200 

0.0134 

0.0161 

- 

0.050 

0.050 

0.086 

0.004 

0.082 

0.118 

144.62 

Over Exploited 

Ramnagar 

0808000101101600 

0.12 

0.00 

1,927.96 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.08 

(72.51) 

0.06 

0.00 

0.06 

0.05 

0.54 

- 

- 

0.0205 

0.0246 

0.000 

0.046 

0.046 

0.110 

0.006 

0.105 

0.005 

4.67 

Safe 

Rampur Amarpura 

0808000101104800 

0.22 

0.03 

424.81 

0.04 

0.04 

0.08 

0.04 

0.41 

- 

0.1300 

0.0056 

0.0068 

- 

0.142 

0.142 

0.219 

0.011 

0.208 

0.697 

335.49 

Over Exploited 

Rampur Jatpura 

0808000101104900 

0.22 

0.01 

344.65 

0.01 

- 

0.01 

0.02 

0.17 

- 

0.0100 

0.0034 

0.0041 

- 

0.018 

0.018 

0.027 

0.001 

0.025 

0.079 

312.28 

Over Exploited 

Ranjeetpura 

0808000301142200 

0.22 

0.26 

- 

0.26 

0.00 

0.26 

0.06 

0.64 

- 

- 

0.0101 

0.0122 

0.002 

0.024 

0.024 

0.281 

0.028 

0.253 

0.019 

7.36 

Safe 

Ranjeetpura (Nawar) 

0808000301141100 

0.22 

0.06 

72.41 

0.07 

0.00 

0.07 

0.02 

0.25 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.068 

0.003 

0.065 

0.088 

136.12 

Over Exploited 



0.22 

0.13 

20.01 

0.16 

- 

0.16 

0.03 

0.38 

- 

0.0100 

0.0085 

0.0103 

- 

0.029 

0.029 

0.185 

0.009 

0.176 

0.153 

86.68 

Semi Critical 

Rundh Rajora 

0808000301137300 

0.22 

0.21 

57.81 

0.25 

0.00 

0.25 

0.05 

0.64 

- 

- 

0.0247 

0.0298 

0.001 

0.055 

0.055 

0.309 

0.015 

0.293 

0.039 

13.36 

Safe 

Sahpur 

0808000301141500 

0.22 

0.06 

- 

0.06 

0.00 

0.06 

0.04 

0.46 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.062 

0.006 

0.055 

0.112 

202.51 

Over Exploited 



0.22 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.18 

- 

- 

0.0013 

0.0016 

- 

0.003 

0.003 

0.012 

0.001 

0.011 

0.049 

448.63 

Over Exploited 

Sahroli 

0808000301137500 

0.22 

0.23 

135.13 

0.27 

0.03 

0.31 

0.04 

0.46 

- 

0.0900 

0.0377 

0.0454 

0.002 

0.175 

0.175 

0.481 

0.024 

0.457 

0.517 

113.20 

Over Exploited 

Sarkana 

0808000301142400 

0.22 

0.45 

- 

0.45 

0.01 

0.46 

0.05 

0.62 

- 

0.0200 

0.0183 

0.0220 

- 

0.060 

0.060 

0.523 

0.052 

0.471 

0.569 

120.86 

Over Exploited 

Semra 

0808000301137400 

0.22 

0.16 

108.08 

0.19 

0.02 

0.21 

0.04 

0.51 

- 

0.0500 

0.0233 

0.0281 

0.001 

0.102 

0.102 

0.311 

0.016 

0.296 

0.273 

92.42 

Critical 

Signa Ka Nagla 

0808000101104000 

0.22 

0.04 

255.09 

0.05 

0.02 

0.07 

0.03 

0.39 

- 

0.0600 

0.0076 

0.0092 

- 

0.077 

0.077 

0.144 

0.007 

0.137 

0.338 

246.93 

Over Exploited 



0.12 

0.01 

231.85 

0.01 

0.01 

0.02 

0.02 

0.24 

- 

0.0200 

0.0047 

0.0057 

- 

0.031 

0.031 

0.050 

0.003 

0.048 

0.115 

240.26 

Over Exploited 

Siholi 

0808000101101300 

0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.01 

215.45 

0.01 

- 

0.01 

0.01 

0.10 

- 

0.0100 

0.0068 

0.0082 

- 

0.025 

0.025 

0.031 

0.002 

0.029 

0.051 

172.18 

Over Exploited 

Singhora 

0808000301142100 

0.22 

0.35 

- 

0.35 

0.01 

0.36 

0.06 

0.64 

- 

0.0100 

0.0139 

0.0167 

0.009 

0.050 

0.050 

0.407 

0.041 

0.366 

0.312 

85.03 

Semi Critical 

Tuniyapura 

0808000101101100 

0.22 

0.03 

274.68 

0.04 

0.01 

0.05 

0.01 

0.17 

- 

0.0200 

0.0140 

0.0169 

- 

0.051 

0.051 

0.098 

0.005 

0.093 

0.117 

125.90 

Over Exploited 

Alampur 

0809000401227400 

0.12 

0.16 

(35.51) 

0.13 

- 

0.13 

0.05 

0.56 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.137 

0.007 

0.130 

0.058 

44.45 

Safe 

Aneejara 

0809000401229000 

0.12 

0.12 

(4.74) 

0.12 

0.01 

0.13 

0.02 

0.27 

- 

0.0100 

- 

- 

0.022 

0.032 

0.032 

0.163 

0.008 

0.155 

0.129 

82.83 

Semi Critical 

Bajna 

0807000901083800 

0.12 

0.02 

527.84 

0.03 

- 

0.03 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.036 

0.002 

0.034 

0.054 

158.40 

Over Exploited 

Ban Kookra 

0807000901079700 

0.12 

0.17 

20.22 

0.21 

0.00 

0.21 

0.05 

0.60 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.213 

0.011 

0.203 

0.035 

17.25 

Safe 

Bangaspura 

0807000901078600 

0.25 

0.00 

6,391.69 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Banswari 

0809000401228900 

0.12 

0.01 

103.19 

0.02 

- 

0.02 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.017 

0.001 

0.016 

0.004 

24.64 

Safe 

Bhojpur 

0809000401227800 

0.12 

0.31 

(43.65) 

0.25 

- 

0.25 

0.04 

0.47 

- 

- 

- 

- 

- 

- 

- 

0.251 

0.013 

0.238 

0.023 

9.50 

Safe 

Budhawar 

0807000901080000 

0.25 

0.41 

115.45 

0.49 

0.02 

0.52 

0.05 

0.57 

- 

0.0200 

- 

- 

0.021 

0.041 

0.041 

0.558 

0.028 

0.530 

0.184 

34.78 

Safe 



0.12 

0.00 

2,221.64 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Chainpura 

0807000901083100 

0.25 

0.43 

49.31 

0.51 

0.09 

0.61 

0.05 

0.60 

- 

0.0400 

- 

- 

0.123 

0.164 

0.164 

0.769 

0.038 

0.730 

0.346 

47.41 

Safe 

Chamarpura 

0809000401226300 

0.12 

0.14 

34.34 

0.17 

- 

0.17 

0.02 

0.25 

- 

- 

- 

- 

- 

- 

- 

0.167 

0.008 

0.159 

0.029 

18.35 

Safe 

Danda 

0809000401226700 

0.24 

0.06 

933.05 

0.07 

- 

0.07 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.077 

0.004 

0.073 

0.072 

98.34 

Critical 



0.12 

0.05 

365.03 

0.06 

- 

0.06 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.070 

0.004 

0.067 

0.083 

125.11 

Over Exploited 

Dar Barahna 

0807000901083400 

0.25 

0.05 

1,149.94 

0.06 

0.02 

0.08 

0.01 

0.10 

- 

0.0100 

- 

- 

0.025 

0.035 

0.035 

0.110 

0.005 

0.104 

0.100 

96.06 

Critical 



0.12 

0.55 

15.56 

0.63 

0.02 

0.65 

0.04 

0.49 

- 

0.0300 

- 

- 

0.010 

0.040 

0.040 

0.692 

0.035 

0.657 

0.281 

42.75 

Safe 

Dumriya 

0807001001093000 

0.22 

0.00 

25,455.45 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.08 

0.00 

2,586.68 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.000 

- 

- 

0.002 

0.000 

0.002 

0.023 

1,227.96 

Over Exploited 

Farakpur 

0809000401227700 

0.12 

0.11 

(29.11) 

0.09 

0.00 

0.10 

0.03 

0.35 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.102 

0.005 

0.097 

0.040 

40.96 

Safe 

Gajnua 

0807000901079300 

0.25 

0.05 

720.15 

0.06 

0.00 

0.07 

0.01 

0.14 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.066 

0.003 

0.063 

0.022 

35.31 

Safe 



0.12 

0.17 

38.06 

0.20 

0.00 

0.20 

0.03 

0.36 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.201 

0.010 

0.190 

0.035 

18.21 

Safe 

Garh Mandora 

0809000401228000 

0.12 

0.00 

777.63 

0.00 

0.00 

0.01 

0.00 

0.04 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.006 

0.000 

0.005 

0.003 

62.98 

Safe 

Ghunaini 

0807000901082600 

0.25 

0.67 

160.48 

0.80 

0.03 

0.83 

0.03 

0.36 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.913 

0.046 

0.867 

0.718 

82.77 

Semi Critical 



0.12 

0.02 

400.80 

0.03 

- 

0.03 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.037 

0.002 

0.036 

0.101 

283.66 

Over Exploited 

Gurdha Dang 

0807000901082900 

0.25 

0.00 

5,386.24 

0.00 

0.01 

0.01 

0.00 

0.02 

- 

- 

- 

- 

0.011 

0.011 

0.011 

0.019 

0.001 

0.018 

0.001 

7.93 

Safe 



0.12 

0.71 

(28.91) 

0.57 

0.02 

0.59 

0.05 

0.59 

- 

0.0100 

- 

- 

0.037 

0.047 

0.047 

0.642 

0.032 

0.610 

0.155 

25.39 

Safe 

Jamoora 

0809000401227000 

0.12 

0.25 

134.50 

0.29 

- 

0.29 

0.02 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.294 

0.015 

0.280 

0.069 

24.75 

Safe 

Kheri Dang 

0807000901080300 

0.25 

0.73 

57.23 

0.88 

0.02 

0.90 

0.05 

0.53 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.949 

0.047 

0.902 

0.505 

55.98 

Safe 

Khulawali 

0807000901080200 

0.25 

0.24 

(6.14) 

0.22 

0.12 

0.34 

0.05 

0.59 

- 

- 

- 

- 

0.174 

0.174 

0.174 

0.513 

0.026 

0.488 

0.023 

4.64 

Safe 

Kot 

0807000901083600 

0.12 

0.00 

4,283.15 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.010 

1,430.79 

Over Exploited 

Lakhnipur 

0809000401225500 

0.12 

0.00 

(6,347.35) 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.009 

0.000 

0.009 

0.000 

1.26 

Safe 

Mahmadpura 

0807000901078700 

0.25 

0.00 

200,133.94 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mangren Kalan 

0807000901079600 

0.12 

0.04 

184.74 

0.05 

- 

0.05 

0.03 

0.29 

- 

- 

- 

- 

- 

- 

- 

0.054 

0.003 

0.051 

0.021 

40.71 

Safe 

Mangrol 

0809000401227300 

0.12 

0.08 

(1.55) 

0.08 

- 

0.08 

0.03 

0.37 

- 

- 

- 

- 

- 

- 

- 

0.076 

0.004 

0.072 

0.019 

26.66 

Safe 

Masalpur 

0809000401229300 

0.12 

0.05 

69.22 

0.06 

0.00 

0.06 

0.01 

0.18 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.066 

0.003 

0.063 

0.064 

101.42 

Over Exploited 

Meola 

0809000401226200 

0.12 

0.02 

70.47 

0.02 

0.02 

0.04 

0.01 

0.12 

- 

- 

- 

- 

0.027 

0.027 

0.027 

0.064 

0.003 

0.061 

0.024 

38.86 

Safe 

Nawalapura 

0809000401226800 

0.12 

0.38 

2.47 

0.39 

- 

0.39 

0.04 

0.48 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.396 

0.020 

0.376 

0.075 

20.00 

Safe 

Palidang 

0807000901079200 

0.25 

0.00 

17,317.29 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Parua 

0807000901083500 

0.12 

0.30 

85.36 

0.36 

0.01 

0.38 

0.03 

0.30 

- 

0.0400 

- 

- 

0.007 

0.047 

0.047 

0.425 

0.021 

0.404 

0.258 

63.94 

Safe 

Popalpura 

0807000901083200 

0.25 

0.16 

101.28 

0.19 

0.00 

0.20 

0.05 

0.59 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.212 

0.011 

0.202 

0.100 

49.47 

Safe 

Samri 

0807000901079900 

0.25 

0.16 

302.19 

0.19 

0.00 

0.19 

0.03 

0.30 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.198 

0.010 

0.188 

0.115 

61.19 

Safe 



0.12 

0.07 

92.06 

0.09 

0.00 

0.09 

0.03 

0.29 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.098 

0.005 

0.093 

0.058 

62.55 

Safe 

Seopura 

0807000901082800 

0.25 

0.03 

777.13 

0.04 

- 

0.04 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.047 

0.002 

0.045 

0.064 

142.92 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 







Non-command 

Bhander Sandstone 

6.355 

1.27 

0.030 

0.04 

0.00 

0.00 

0.00 

0.00 

0.28 

0.29 

0.13 

0.031 

0.47 

0.46 


Shahpur 

0807000901082700 

24.785 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.687 

1.27 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.74 

0.74 

0.18 

0.018 

0.08 

0.09 







Non-command 

Bhander Sandstone 

21.098 

1.27 

0.030 

0.17 

0.02 

0.00 

0.00 

0.01 

0.95 

0.94 

0.54 

0.104 

0.49 

0.49 


Siganpur 

0809000401227200 

1.816 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.816 

1.12 

0.040 

0.01 

0.00 

0.00 

0.00 

0.01 

0.09 

0.08 

0.02 

0.007 

0.55 

0.58 


Singhan Dang 

0807000901083000 

1.085 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.605 

1.34 

0.150 

0.00 

0.00 

0.00 

0.00 

0.01 

0.12 

0.12 

0.01 

0.003 

0.31 

0.29 







Non-command 

Bhander Sandstone 

0.480 

1.34 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.002 

0.24 

0.23 


Singniya 

0809000401227600 

5.829 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.885 

0.73 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.02 

0.007 

0.17 

0.20 


Sookha Seela 

0807000901080100 

6.925 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.887 

0.77 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.58 

0.63 

0.04 

0.024 

0.38 

0.35 


Tarbeejpur 

0807000901079400 

4.085 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.026 

2.46 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 







Non-command 

Bhander Sandstone 

3.368 

2.46 

0.030 

0.03 

0.00 

0.00 

0.00 

0.00 

0.27 

0.29 

0.11 

0.017 

0.45 

0.43 


Tarhati With Kanchanpur 

0809000401227500 

5.761 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.478 

0.80 

0.040 

0.09 

0.01 

0.00 

0.00 

0.00 

0.26 

0.23 

0.33 

0.021 

0.51 

0.57 


Tarsooma 

0807000901079800 

8.849 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.043 

1.84 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 







Non-command 

Bhander Sandstone 

8.006 

1.84 

0.030 

0.05 

0.00 

0.00 

0.00 

0.00 

0.49 

0.52 

0.13 

0.039 

0.49 

0.46 


Thana Dang 

0807000901080400 

5.979 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.122 

1.20 

0.150 

0.12 

0.02 

0.00 

0.00 

0.00 

0.66 

0.66 

0.46 

0.015 

0.30 

0.30 


Timkoli 

0809000401226900 

15.023 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

14.132 

1.41 

0.040 

0.02 

0.00 

0.00 

0.00 

0.01 

0.81 

0.82 

0.02 

0.053 

0.53 

0.52 


Turtipura 

0807000901083300 

3.874 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.874 

1.39 

0.150 

0.20 

0.03 

0.00 

0.00 

0.13 

0.85 

0.92 

0.79 

0.019 

0.54 

0.50 


Umri 

0809000401227100 

6.597 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.074 

1.07 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.27 

0.25 

0.02 

0.023 

0.51 

0.54 


Uncha Gaon 

0809000401224900 

4.262 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.549 

0.72 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.002 

0.07 

0.08 

04001014 

Aneejara 

0809000401229000 

8.920 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.771 

0.72 

0.040 

0.04 

0.01 

0.00 

0.00 

0.01 

0.15 

0.13 

0.14 

0.018 

0.29 

0.33 


Bahrai 

0809000401231200 

8.566 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

8.225 

1.41 

0.040 

0.04 

0.01 

0.00 

0.00 

0.01 

0.48 

0.37 

0.11 

0.031 

0.59 

0.77 


Balloopura 

0809000401222100 

2.236 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.088 

1.19 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.03 

0.04 


Bhaisawat 

0809000401222500 

6.198 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.059 

1.11 

0.140 

0.01 

0.00 

0.00 

0.00 

0.00 

0.49 

0.36 

0.03 

0.012 

0.31 

0.41 







Non-command 

Bhander Sandstone 

2.923 

1.11 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.10 

0.01 

0.011 

0.29 

0.39 


Bhaua 

0809000401225600 

1.565 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.000 

0.74 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.05 

0.004 

0.34 

0.39 


Bhauwapura 

0809000401231100 

6.580 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.084 

1.73 

0.040 

0.01 

0.00 

0.00 

0.00 

0.02 

0.34 

0.27 

0.00 

0.019 

0.46 

0.56 


Bhavli 

0809000401230400 

10.992 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

9.519 

0.74 

0.040 

0.07 

0.01 

0.00 

0.00 

0.02 

0.32 

0.28 

0.24 

0.036 

0.47 

0.54 


Binega 

0809000401231800 

4.383 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.629 

1.33 

0.040 

0.02 

0.00 

0.00 

0.00 

0.01 

0.21 

0.15 

0.04 

0.014 

0.55 

0.76 


Chainpur 

0809000401223100 

8.391 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.846 

1.31 

0.140 

0.17 

0.02 

0.00 

0.00 

0.00 

1.22 

0.88 

0.63 

0.022 

0.45 

0.63 







Non-command 

Bhander Sandstone 

2.210 

1.31 

0.040 

0.05 

0.01 

0.00 

0.00 

0.00 

0.15 

0.11 

0.19 

0.008 

0.17 

0.24 


Chhawar 

0809000401231400 

4.539 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.362 

1.32 

0.040 

0.06 

0.01 

0.00 

0.00 

0.00 

0.28 

0.21 

0.24 

0.016 

0.62 

0.83 


Deeppura 

0809000401222000 

2.836 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.614 

1.65 

0.140 

0.19 

0.03 

0.00 

0.00 

0.00 

0.76 

0.54 

0.76 

0.010 

0.62 

0.87 


Farakpur 

0809000401227700 

4.759 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.865 

0.74 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.02 

0.007 

0.21 

0.24 


Fatehpur 

0809000401223400 

14.560 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.615 

0.74 

0.140 

0.10 

0.01 

0.00 

0.00 

0.00 

1.49 

1.19 

0.33 

0.051 

0.53 

0.67 







Non-command 

Bhander Sandstone 

0.700 

0.74 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.003 

0.03 

0.03 


Gadoli 

0809000401223300 

7.216 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.808 

1.12 

0.140 

0.13 

0.02 

0.00 

0.00 

0.00 

1.02 

0.77 

0.48 

0.022 

0.49 

0.65 







Non-command 

Bhander Sandstone 

1.408 

1.12 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.08 

0.005 

0.12 

0.16 


Golara 

0809000401230700 

6.752 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.166 

1.28 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.001 

0.01 

0.02 







Non-command 

Bhander Sandstone 

6.531 

1.28 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.36 

0.30 

0.06 

0.025 

0.55 

0.66 


Goojar Bhavli 

0809000401224100 

1.028 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.028 

0.63 

0.040 

0.06 

0.01 

0.00 

0.00 

0.00 

0.08 

0.06 

0.23 

0.004 

0.54 

0.64 


Gurdah 

0809000501238300 

65.831 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.052 

2.04 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.15 

0.02 

0.005 

0.02 

0.02 


Guwreda 

0809000401230600 

10.166 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.052 

1.23 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 







Non-command 

Bhander Sandstone 

7.957 

1.23 

0.040 

0.03 

0.00 

0.00 

0.00 

0.03 

0.40 

0.34 

0.08 

0.030 

0.43 

0.50 


Hakimpura 

0809000401223900 

1.276 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.276 

0.62 

0.140 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.12 

0.09 

0.005 

0.55 

0.66 


Karauli (M) 

0809000440903000 

27.257 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.444 

1.29 

0.140 

0.04 

0.00 

0.00 

0.00 

0.00 

0.12 

0.09 

0.01 

0.101 

0.01 

0.02 


Kasara 

0809000401230300 

2.895 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.895 

0.89 

0.040 

0.03 

0.00 

0.00 

0.00 

0.02 

0.11 

0.10 

0.09 

0.011 

0.55 

0.63 


Khaira 

0809000401231000 

19.560 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

7.731 

1.66 

0.040 

0.01 

0.00 

0.00 

0.00 

0.01 

0.52 

0.45 

0.00 

0.029 

0.22 

0.25 


Kharwaya 

0809000401224500 

2.890 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.075 

0.61 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.13 

0.004 

0.19 

0.23 


Khera Rajgarh 

0809000401225100 

1.610 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.466 

0.70 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.002 

0.15 

0.18 


Kheriya 

0809000401224000 

4.014 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.157 

0.64 

0.140 

0.06 

0.01 

0.00 

0.00 

0.00 

0.33 

0.28 

0.21 

0.012 

0.43 

0.51 







Non-command 

Bhander Sandstone 

0.857 

0.64 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.06 

0.003 

0.12 

0.14 


Khoobnagar 

0809000401237500 

16.276 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.461 

1.21 

0.040 

0.02 

0.00 

0.00 

0.00 

0.01 

0.23 

0.16 

0.04 

0.017 

0.18 

0.25 


Konder 

0809000401222900 

1.430 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.340 

1.31 

0.140 

0.48 

0.07 

0.00 

0.00 

0.00 

0.66 

0.47 

1.93 

0.005 

0.61 

0.84 


Kosra 

0809000401232000 

5.342 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.001 

1.14 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kota(Chhawar) 

0809000401231500 

14.949 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

13.189 

1.33 

0.040 

0.26 

0.04 

0.00 

0.00 

0.01 

0.92 

0.67 

0.96 

0.050 

0.57 

0.78 


Kotri 

0809000301217200 

13.892 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.262 

0.75 

0.140 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.002 

0.01 

0.01 







Non-command 

Bhander Sandstone 

0.204 

0.75 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.002 

0.01 

0.01 


Lakhnipur 

0809000401225500 

1.461 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.431 

0.74 

0.040 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.06 

0.15 

0.005 

0.52 

0.60 


Ledor Kalan 

0809000401223600 

5.306 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.113 

0.79 

0.140 

0.05 

0.01 

0.00 

0.00 

0.00 

0.60 

0.50 

0.17 

0.019 

0.54 

0.66 







Non-command 

Bhander Sandstone 

0.174 

0.79 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.02 

0.02 


Ledor Khurd 

0809000401230800 

13.260 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.116 

1.24 

0.140 

0.03 

0.01 

0.00 

0.00 

0.00 

0.91 

0.73 

0.09 

0.019 

0.23 

0.28 







Non-command 

Bhander Sandstone 

8.125 

1.24 

0.040 

0.04 

0.01 

0.00 

0.00 

0.00 

0.43 

0.35 

0.11 

0.031 

0.36 

0.45 


Lotda 

0809000401230000 

10.582 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.644 

1.13 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.002 

0.03 

0.04 


Machani 

0809000401231600 

3.982 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.009 

1.36 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Bhander Sandstone 

3.973 

1.36 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.24 

0.18 

0.08 

0.015 

0.63 

0.85 


Madanpur 

0809000401225000 

2.982 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.994 

0.70 

0.040 

0.03 

0.00 

0.00 

0.00 

0.01 

0.08 

0.06 

0.13 

0.008 

0.35 

0.41 


Mahuwa Khera 

0809000401230900 

13.569 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.026 

1.96 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Makanpur Chaube 

0809000401222800 

3.940 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.104 

1.35 

0.140 

0.09 

0.01 

0.00 

0.00 

0.00 

0.48 

0.34 

0.36 

0.008 

0.36 

0.50 


Malpur 

0809000401224300 

3.548 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.292 

0.61 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.06 

0.012 

0.49 

0.59 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.12 

0.36 

(19.22) 

0.29 

- 

0.29 

0.05 

0.51 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.298 

0.015 

0.283 

0.161 

56.98 

Safe 

Shahpur 

080700090108270C 

0.25 

0.08 

844.84 

0.09 

0.01 

0.10 

0.01 

0.09 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.125 

0.006 

0.118 

0.194 

164.03 

Over Exploited 



0.12 

1.23 

(23.55) 

0.98 

0.03 

1.01 

0.05 

0.54 

- 

0.0600 

- 

- 

0.015 

0.075 

0.075 

1.089 

0.054 

1.034 

0.640 

61.84 

Safe 

Siganpur 

0809000401227200 

0.12 

0.12 

(31.95) 

0.10 

0.01 

0.10 

0.05 

0.60 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.110 

0.006 

0.105 

0.031 

29.47 

Safe 

Singhan Dang 

0807000901083000 

0.25 

0.05 

161.33 

0.06 

0.01 

0.06 

0.03 

0.34 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.072 

0.004 

0.068 

0.017 

24.97 

Safe 



0.12 

0.01 

12.97 

0.02 

0.00 

0.02 

0.02 

0.27 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.027 

0.001 

0.025 

0.002 

9.35 

Safe 

Singniya 

0809000401227600 

0.12 

0.04 

37.16 

0.05 

0.00 

0.05 

0.01 

0.19 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.055 

0.003 

0.052 

0.026 

49.88 

Safe 

Sookha Seela 

0807000901080100 

0.25 

0.47 

34.94 

0.56 

- 

0.56 

0.04 

0.42 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.570 

0.029 

0.542 

0.067 

12.37 

Safe 

Tarbeejpur 

0807000901079400 

0.25 

0.00 

45,418.60 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.18 

59.78 

0.22 

0.00 

0.22 

0.04 

0.49 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.248 

0.012 

0.236 

0.125 

52.86 

Safe 

Tarhati With Kanchanpur 

0809000401227500 

0.12 

0.34 

(32.20) 

0.27 

0.01 

0.28 

0.04 

0.56 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.320 

0.016 

0.304 

0.347 

114.11 

Over Exploited 

Tarsooma 

0807000901079800 

0.25 

0.00 

43,917.47 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.47 

10.53 

0.52 

0.00 

0.53 

0.05 

0.54 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.541 

0.027 

0.513 

0.168 

32.78 

Safe 

Thana Dang 

0807000901080400 

0.25 

0.23 

184.48 

0.28 

0.02 

0.30 

0.03 

0.33 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.350 

0.018 

0.333 

0.472 

141.98 

Over Exploited 

Timkoli 

0809000401226900 

0.12 

0.89 

(8.43) 

0.82 

0.01 

0.82 

0.05 

0.58 

- 

- 

- 

- 

0.010 

0.010 

0.010 

0.833 

0.042 

0.792 

0.077 

9.75 

Safe 

Turtipura 

0807000901083300 

0.25 

0.53 

75.00 

0.63 

0.16 

0.79 

0.05 

0.59 

- 

0.0900 

- 

- 

0.192 

0.282 

0.282 

1.070 

0.054 

1.017 

0.811 

79.77 

Semi Critical 

Umri 

0809000401227100 

0.12 

0.37 

(31.69) 

0.30 

- 

0.30 

0.05 

0.55 

- 

- 

- 

- 

- 

- 

- 

0.295 

0.015 

0.280 

0.047 

16.71 

Safe 

Uncha Gaon 

0809000401224900 

0.12 

0.00 

390.00 

0.01 

- 

0.01 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.036 

704.64 

Over Exploited 

Aneejara 

0809000401229000 

0.12 

0.16 

(18.86) 

0.13 

0.02 

0.16 

0.02 

0.31 

- 

0.0200 

- 

- 

0.022 

0.042 

0.042 

0.200 

0.010 

0.190 

0.155 

81.67 

Semi Critical 

Bahrai 

0809000401231200 

0.12 

0.58 

(36.29) 

0.47 

0.02 

0.49 

0.06 

0.65 

- 

0.0200 

- 

- 

0.019 

0.039 

0.039 

0.526 

0.026 

0.500 

0.139 

27.80 

Safe 

Balloopura 

0809000401222100 

0.24 

0.00 

1,781.32 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Bhaisawat 

0809000401222500 

0.24 

0.23 

(39.11) 

0.27 

- 

0.27 

0.03 

0.34 

- 

- 

- 

- 

- 

- 

- 

0.271 

0.014 

0.258 

0.043 

16.49 

Safe 



0.12 

0.10 

1.43 

0.10 

- 

0.10 

0.03 

0.32 

- 

- 

- 

- 

- 

- 

- 

0.105 

0.005 

0.099 

0.023 

23.12 

Safe 

Bhaua 

0809000401225600 

0.12 

0.04 

(18.19) 

0.03 

0.00 

0.03 

0.03 

0.36 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.045 

0.002 

0.043 

0.054 

125.26 

Over Exploited 

Bhauwapura 

0809000401231100 

0.12 

0.28 

(2.01) 

0.27 

0.02 

0.30 

0.04 

0.50 

- 

- 

- 

- 

0.037 

0.037 

0.037 

0.334 

0.017 

0.317 

0.019 

6.03 

Safe 

Bhavli 

0809000401230400 

0.12 

0.54 

(48.43) 

0.43 

0.03 

0.46 

0.04 

0.51 

- 

0.0300 

- 

- 

0.033 

0.063 

0.063 

0.525 

0.026 

0.498 

0.271 

54.35 

Safe 

Binega 

0809000401231800 

0.12 

0.24 

(37.79) 

0.19 

0.01 

0.20 

0.05 

0.60 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.206 

0.010 

0.195 

0.057 

29.01 

Safe 

Chainpur 

0809000401223100 

0.24 

0.64 

38.90 

0.76 

0.02 

0.79 

0.04 

0.50 

- 

0.0700 

- 

- 

0.002 

0.072 

0.072 

0.858 

0.043 

0.815 

0.656 

80.52 

Semi Critical 



0.12 

0.05 

146.24 

0.05 

0.01 

0.07 

0.02 

0.19 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.088 

0.004 

0.083 

0.195 

234.75 

Over Exploited 

Chhawar 

0809000401231400 

0.12 

0.32 

(35.79) 

0.26 

0.01 

0.27 

0.06 

0.68 

- 

0.0400 

- 

- 

0.000 

0.040 

0.040 

0.308 

0.015 

0.293 

0.254 

86.92 

Semi Critical 

Deeppura 

0809000401222000 

0.24 

0.39 

39.64 

0.46 

0.03 

0.49 

0.06 

0.68 

- 

0.0900 

- 

- 

0.001 

0.091 

0.091 

0.585 

0.029 

0.556 

0.770 

138.52 

Over Exploited 

Farakpur 

0809000401227700 

0.12 

0.05 

13.53 

0.05 

0.00 

0.06 

0.02 

0.23 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.065 

0.003 

0.062 

0.026 

41.88 

Safe 

Fatehpur 

0809000401223400 

0.24 

1.75 

(31.87) 

1.40 

0.01 

1.41 

0.05 

0.58 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

1.448 

0.072 

1.376 

0.379 

27.56 

Safe 



0.12 

0.00 

615.27 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.015 

556.40 

Over Exploited 

Gadoli 

0809000401223300 

0.24 

0.69 

12.69 

0.77 

0.02 

0.80 

0.05 

0.54 

- 

0.0500 

- 

- 

0.005 

0.055 

0.055 

0.853 

0.043 

0.811 

0.506 

62.40 

Safe 



0.12 

0.02 

195.99 

0.02 

0.00 

0.03 

0.01 

0.13 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.046 

0.002 

0.043 

0.089 

205.61 

Over Exploited 

Golara 

0809000401230700 

0.24 

0.00 

4,381.02 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

- 

Safe 



0.12 

0.43 

(31.15) 

0.34 

- 

0.34 

0.05 

0.60 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.355 

0.018 

0.337 

0.085 

25.11 

Safe 

Goojar Bhavli 

0809000401224100 

0.12 

0.07 

(3.32) 

0.06 

0.01 

0.07 

0.04 

0.58 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.104 

0.005 

0.099 

0.232 

234.15 

Over Exploited 

Gurdah 

0809000501238300 

0.12 

0.00 

3,233.22 

0.01 

- 

0.01 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.023 

448.77 

Over Exploited 

Guwreda 

0809000401230600 

0.24 

0.00 

21,733.76 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.42 

(17.61) 

0.34 

0.03 

0.37 

0.04 

0.48 

- 

0.0100 

- 

- 

0.040 

0.050 

0.050 

0.419 

0.021 

0.398 

0.107 

26.89 

Safe 

Flakimpura 

0809000401223900 

0.24 

0.17 

(30.14) 

0.13 

0.00 

0.13 

0.05 

0.59 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.144 

0.007 

0.137 

0.099 

72.07 

Semi Critical 

Karauli (M) 

0809000440903000 

0.24 

0.00 

7,248.37 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.113 

8,551.78 

Over Exploited 

Kasara 

0809000401230300 

0.12 

0.19 

(48.18) 

0.15 

0.02 

0.17 

0.05 

0.60 

- 

0.0100 

- 

- 

0.030 

0.040 

0.040 

0.213 

0.011 

0.202 

0.100 

49.41 

Safe 

Khaira 

0809000401231000 

0.12 

0.21 

121.30 

0.25 

0.01 

0.26 

0.02 

0.24 

- 

- 

- 

- 

0.014 

0.014 

0.014 

0.270 

0.013 

0.256 

0.029 

11.35 

Safe 

Kharwaya 

0809000401224500 

0.12 

0.03 

86.48 

0.03 

- 

0.03 

0.01 

0.21 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.040 

0.002 

0.038 

0.131 

343.86 

Over Exploited 

Khera Rajgarh 

0809000401225100 

0.12 

0.01 

110.52 

0.01 

0.00 

0.01 

0.01 

0.16 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.015 

0.001 

0.014 

0.021 

148.91 

Over Exploited 

Kheriya 

0809000401224000 

0.24 

0.32 

(14.30) 

0.28 

0.01 

0.29 

0.04 

0.46 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.312 

0.016 

0.297 

0.224 

75.45 

Semi Critical 



0.12 

0.01 

121.43 

0.01 

0.00 

0.01 

0.01 

0.13 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.025 

0.001 

0.024 

0.058 

241.09 

Over Exploited 

Khoobnagar 

0809000401237500 

0.12 

0.10 

69.13 

0.12 

0.01 

0.12 

0.02 

0.20 

- 

- 

- 

- 

0.010 

0.010 

0.010 

0.133 

0.007 

0.127 

0.055 

43.28 

Safe 

Konder 

0809000401222900 

0.24 

0.20 

141.41 

0.24 

0.07 

0.31 

0.06 

0.67 

- 

0.2200 

- 

- 

- 

0.220 

0.220 

0.525 

0.026 

0.499 

1.938 

388.23 

Over Exploited 

Kosra 

0809000401232000 

0.24 

0.00 

248,145.60 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kota(Chhawar) 

0809000401231500 

0.12 

0.91 

(26.32) 

0.72 

0.05 

0.77 

0.06 

0.63 

- 

0.1800 

- 

- 

0.010 

0.190 

0.190 

0.960 

0.048 

0.912 

1.008 

110.44 

Over Exploited 

Kotri 

0809000301217200 

0.22 

0.00 

4,813.78 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.021 

3,057.62 

Over Exploited 



0.08 

0.00 

3,517.21 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

6,368.12 

Over Exploited 

Lakhnipur 

0809000401225500 

0.12 

0.09 

(33.67) 

0.07 

0.01 

0.09 

0.04 

0.56 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.111 

0.006 

0.105 

0.159 

151.69 

Over Exploited 

Ledor Kalan 

0809000401223600 

0.24 

0.66 

(25.37) 

0.53 

0.01 

0.54 

0.05 

0.59 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.571 

0.029 

0.543 

0.191 

35.23 

Safe 



0.12 

0.00 

1,072.36 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Ledor Khurd 

0809000401230800 

0.24 

0.28 

161.27 

0.33 

0.01 

0.34 

0.02 

0.25 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.363 

0.018 

0.345 

0.113 

32.80 

Safe 



0.12 

0.35 

(1.22) 

0.35 

0.01 

0.36 

0.03 

0.39 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.376 

0.019 

0.357 

0.139 

38.77 

Safe 

Lotda 

0809000401230000 

0.12 

0.00 

930.94 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.002 

82.38 

Semi Critical 

Machani 

0809000401231600 

0.24 

0.00 

37,668.79 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.30 

(39.90) 

0.24 

0.00 

0.24 

0.06 

0.69 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.266 

0.013 

0.253 

0.097 

38.29 

Safe 

Madanpur 

0809000401225000 

0.12 

0.08 

(23.84) 

0.07 

0.01 

0.08 

0.03 

0.38 

- 

0.0100 

- 

- 

0.016 

0.026 

0.026 

0.103 

0.005 

0.098 

0.133 

134.80 

Over Exploited 

Mahuwa Khera 

0809000401230900 

0.12 

0.00 

51,681.69 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Makanpur Chaube 

0809000401222800 

0.24 

0.18 

88.24 

0.22 

0.01 

0.23 

0.04 

0.39 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.266 

0.013 

0.253 

0.366 

144.89 

Over Exploited 

Malpur 

0809000401224300 

0.12 

0.19 

(56.49) 

0.16 

- 

0.16 

0.04 

0.53 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.165 

0.008 

0.157 

0.067 

42.94 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Manchi 

080900040122240C 

5.726 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.932 

1.36 

0.140 

0.13 

0.02 

0.00 

0.00 

0.00 

1.05 

0.75 

0.51 

0.019 

0.57 

0.80 


Manda Khera 

0809000401223800 

3.239 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.239 

0.62 

0.140 

0.05 

0.01 

0.00 

0.00 

0.00 

0.32 

0.26 

0.19 

0.012 

0.54 

0.65 


Masalpur 

0809000401229300 

7.735 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.036 

0.72 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mengra Kalan 

0809000401223500 

2.077 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.066 

0.61 

0.140 

0.04 

0.01 

0.00 

0.00 

0.00 

0.21 

0.17 

0.16 

0.008 

0.54 

0.66 


Mengra Khurd 

0809000401223700 

0.419 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.419 

0.70 

0.140 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.09 

0.002 

0.55 

0.67 


Meola 

0809000401226200 

6.004 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.067 

0.80 

0.040 

0.00 

0.00 

0.00 

0.00 

0.02 

-0.02 

-0.01 

0.00 

0.000 

0.01 

0.01 


Mothiyapur 

0809000301211300 

13.698 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.335 

0.60 

0.140 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.003 

0.01 

0.02 







Non-command 

Bhander Sandstone 

0.351 

0.60 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.003 

0.01 

0.02 


Munshipura 

0809000401229100 

1.667 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.667 

0.70 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.00 

0.006 

0.53 

0.63 


Narayana 

0809000401224200 

3.331 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.331 

0.67 

0.040 

0.06 

0.01 

0.00 

0.00 

0.00 

0.14 

0.12 

0.20 

0.013 

0.53 

0.63 


Pahari Meeran 

0809000401222700 

3.320 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.320 

1.52 

0.140 

0.09 

0.01 

0.00 

0.00 

0.00 

0.79 

0.56 

0.36 

0.012 

0.67 

0.94 


Palanpur 

0809000301217400 

10.622 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.595 

1.23 

0.140 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.10 

0.10 

0.005 

0.04 

0.05 







Non-command 

Bhander Sandstone 

0.016 

1.23 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Parao Makkhoosingh 

0809000401221900 

2.983 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.271 

1.72 

0.140 

0.01 

0.00 

0.00 

0.00 

0.00 

0.32 

0.22 

0.04 

0.005 

0.28 

0.40 


Parasari 

0809000401237600 

9.599 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.716 

1.18 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.14 

0.06 

0.014 

0.25 

0.35 


Pejpura 

0809000401224700 

1.390 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.370 

0.67 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.06 

0.005 

0.52 

0.62 


Pura Auodarkhan 

0809000401225400 

1.215 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.990 

0.73 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.004 

0.43 

0.50 


Rajanipura 

0809000401224600 

1.716 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.003 

0.61 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rampura 

0809000401224400 

5.816 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.444 

0.60 

0.140 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.18 

0.05 

0.009 

0.22 

0.27 







Non-command 

Bhander Sandstone 

2.969 

0.60 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.04 

0.011 

0.27 

0.33 


Ratiyapura 

0809000401231300 

12.020 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.937 

1.66 

0.040 

0.00 

0.00 

0.00 

0.00 

0.01 

0.12 

0.10 

0.00 

0.007 

0.10 

0.13 


Rohar 

0809000401229200 

1.349 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.297 

0.72 

0.040 

0.05 

0.01 

0.00 

0.00 

0.00 

0.08 

0.07 

0.20 

0.005 

0.52 

0.60 


Sahanpur 

0809000401230200 

3.688 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.251 

1.18 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.04 

0.04 


Seeloti 

0809000401224800 

4.585 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.230 

0.67 

0.040 

0.09 

0.01 

0.00 

0.00 

0.01 

0.13 

0.11 

0.36 

0.008 

0.25 

0.30 


Shankarpura 

0809000401222600 

5.619 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.234 

1.26 

0.140 

0.17 

0.03 

0.00 

0.00 

0.00 

1.06 

0.77 

0.67 

0.020 

0.60 

0.83 







Non-command 

Bhander Sandstone 

0.281 

1.26 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.03 

0.04 


Shubhnagar 

0809000401230500 

3.936 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.810 

0.78 

0.140 

0.02 

0.00 

0.00 

0.00 

0.00 

0.22 

0.18 

0.06 

0.007 

0.25 

0.30 







Non-command 

Bhander Sandstone 

2.126 

0.78 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.05 

0.008 

0.30 

0.35 


Singniya 

0809000401227600 

5.829 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.944 

0.73 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.11 

0.05 

0.015 

0.36 

0.42 


Sohanpur 

0809000401223000 

5.708 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.698 

1.37 

0.140 

0.04 

0.00 

0.00 

0.00 

0.00 

1.13 

0.81 

0.12 

0.021 

0.66 

0.93 


Tarhati With Kanchanpur 

0809000401227500 

5.761 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.051 

0.80 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Tatwai 

0809000401231700 

2.029 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.029 

1.36 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.09 

0.01 

0.008 

0.65 

0.89 


Ummedpura 

0809000401223200 

2.902 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.902 

1.12 

0.140 

0.01 

0.00 

0.00 

0.00 

0.00 

0.46 

0.35 

0.03 

0.011 

0.62 

0.82 


Uncha Gaon 

0809000401224900 

4.262 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.703 

0.72 

0.040 

0.04 

0.01 

0.00 

0.00 

0.00 

0.14 

0.12 

0.15 

0.014 

0.46 

0.54 

04001015 

Alawara 

0809000301209600 

2.726 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.935 

0.97 

0.140 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.12 

0.04 

0.008 

0.18 

0.21 






Jugger 

Command 

Older Alluvium 

1.791 

0.97 

0.140 

0.02 

0.00 

0.00 

0.00 

0.00 

0.26 

0.22 

0.07 

0.016 

0.34 

0.40 


Bahadurpur 

0809000301209500 

2.156 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.479 

0.87 

0.140 

0.02 

0.00 

0.00 

0.00 

0.00 

0.20 

0.17 

0.06 

0.013 

0.36 

0.42 






Jugger 

Command 

Older Alluvium 

0.677 

0.87 

0.140 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.02 

0.006 

0.16 

0.19 


Chak Peeloowala 

0809000301211000 

5.855 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.169 

0.89 

0.140 

0.02 

0.00 

0.00 

0.00 

0.00 

0.41 

0.34 

0.05 

0.028 

0.28 

0.34 







Non-command 

Quartzite 

0.012 

0.89 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chak Sherpur 

0809000301210400 

1.294 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.132 

0.34 

0.140 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.001 

0.05 

0.06 






Jugger 

Command 

Older Alluvium 

1.162 

0.34 

0.140 

0.06 

0.01 

0.00 

0.00 

0.00 

0.10 

0.09 

0.23 

0.010 

0.46 

0.56 


Chandeela 

0809000301206000 

2.979 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.812 

0.57 

0.140 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.08 

0.14 

0.007 

0.15 

0.16 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.57 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chinayata 

0809000301210700 

5.375 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.077 

0.44 

0.140 

0.37 

0.05 

0.00 

0.00 

0.00 

0.57 

0.47 

1.43 

0.037 

0.39 

0.47 


Churari 

0809000301205100 

1.948 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.161 

0.68 

0.140 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.001 

0.04 

0.05 


Dedroli 

0809000301216600 

5.445 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.365 

0.22 

0.140 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.11 

0.003 

0.04 

0.04 


Dhandhawali 

0809000301208300 

5.947 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.027 

1.21 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 






Jugger 

Command 

Older Alluvium 

1.753 

1.21 

0.140 

0.12 

0.02 

0.00 

0.00 

0.00 

0.40 

0.34 

0.46 

0.016 

0.15 

0.18 


Dhindhora 

0809000301208200 

14.387 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.899 

1.16 

0.140 

0.04 

0.01 

0.00 

0.00 

0.00 

0.18 

0.15 

0.14 

0.008 

0.03 

0.04 






Jugger 

Command 

Older Alluvium 

12.643 

1.16 

0.140 

0.56 

0.08 

0.00 

0.00 

0.00 

2.54 

2.15 

2.08 

0.114 

0.46 

0.54 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.318 

1.16 

0.140 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.03 

0.003 

0.01 

0.01 






Jugger 

Command 

Older Alluvium 

0.527 

1.16 

0.140 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.07 

0.005 

0.02 

0.02 


Dhursi 

0809000301205600 

4.230 

Fresh 

Jugger 

Command 

Older Alluvium 

2.396 

1.19 

0.140 

0.07 

0.01 

0.00 

0.00 

0.00 

0.46 

0.40 

0.26 

0.022 

0.30 

0.35 


Dughati 

0809000301212100 

3.179 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.994 

0.21 

0.140 

0.05 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.19 

0.018 

0.34 

0.38 







Non-command 

Bhander Sandstone 

0.567 

0.21 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.005 

0.10 

0.11 


Dukawali 

0809000401225900 

8.261 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.079 

0.67 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.01 


Ekolasi 

0809000301210000 

3.426 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.418 

0.87 

0.140 

0.08 

0.01 

0.00 

0.00 

0.00 

0.49 

0.42 

0.28 

0.031 

0.52 

0.61 






Jugger 

Command 

Older Alluvium 

0.007 

0.87 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Hadoli 

0809000301210600 

5.707 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.316 

0.29 

0.140 

0.31 

0.04 

0.00 

0.00 

0.00 

0.49 

0.40 

1.16 

0.048 

0.48 

0.58 






Jugger 

Command 

Older Alluvium 

0.319 

0.29 

0.140 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.08 

0.003 

0.03 

0.03 


Hindaun (M) 

0809000340902000 

35.597 

Fresh 

Non-command 

Non-command 

Older Alluvium 

26.014 

1.65 

0.140 

2.02 

0.00 

0.00 

0.00 

0.08 

7.95 

7.17 

0.04 

6.124 

0.39 

0.44 







Non-command 

Quartzite 

3.477 

1.65 

0.020 

0.27 

0.00 

0.00 

0.00 

0.00 

0.38 

0.35 

0.00 

0.818 

0.05 

0.06 


Hindaun (Rural) 

0809000301212700 

0.802 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.349 

1.43 

0.140 

0.37 

0.06 

0.00 

0.00 

0.00 

0.38 

0.35 

1.49 

0.003 

0.24 

0.26 


Hukmi Khera 

0809000301208100 

6.566 

Fresh 

Jugger 

Command 

Older Alluvium 

5.008 

1.20 

0.140 

0.26 

0.04 

0.00 

0.00 

0.00 

1.06 

0.91 

1.00 

0.045 

0.40 

0.47 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.050 

1.20 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.00 

0.00 






Jugger 

Command 

Older Alluvium 

1.507 

1.20 

0.140 

0.06 

0.01 

0.00 

0.00 

0.00 

0.30 

0.26 

0.21 

0.014 

0.12 

0.14 


Jagar 

0809000301210800 

19.224 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.585 

0.47 

0.140 

0.74 

0.11 

0.00 

0.00 

0.00 

1.19 

0.98 

2.86 

0.077 

0.23 

0.28 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Manchi 

0809000401222400 

0.24 

0.67 

10.88 

0.75 

0.02 

0.77 

0.06 

0.63 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.827 

0.041 

0.786 

0.524 

66.64 

Safe 

Manda Khera 

0809000401223800 

0.24 

0.42 

(37.15) 

0.34 

0.01 

0.35 

0.04 

0.59 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.368 

0.018 

0.349 

0.199 

57.02 

Safe 

Masalpur 

0809000401229300 

0.12 

0.00 

4,382.18 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

12.14 

Safe 

Mengra Kalan 

0809000401223500 

0.24 

0.27 

(37.06) 

0.22 

0.01 

0.23 

0.04 

0.59 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.255 

0.013 

0.242 

0.164 

67.59 

Safe 

Mengra Khurd 

0809000401223700 

0.24 

0.06 

(9.29) 

0.05 

- 

0.05 

0.05 

0.60 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.061 

0.003 

0.057 

0.096 

166.29 

Over Exploited 

Meola 

0809000401226200 

0.12 

0.00 

(28,959.81) 

0.00 

0.02 

0.02 

0.00 

0.01 

- 

- 

- 

- 

0.027 

0.027 

0.027 

0.045 

0.002 

0.043 

0.000 

0.59 

Safe 

Mothiyapur 

0809000301211300 

0.22 

0.00 

3,223.39 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.022 

2,030.75 

Over Exploited 



0.08 

0.00 

3,930.02 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.020 

4,657.22 

Over Exploited 

Munshipura 

0809000401229100 

0.12 

0.11 

(62.78) 

0.09 

- 

0.09 

0.04 

0.58 

- 

- 

- 

- 

- 

- 

- 

0.085 

0.004 

0.081 

0.006 

7.75 

Safe 

Narayana 

0809000401224200 

0.12 

0.21 

(45.44) 

0.17 

0.01 

0.18 

0.04 

0.57 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.205 

0.010 

0.195 

0.217 

111.23 

Over Exploited 

Pahari Meeran 

0809000401222700 

0.24 

0.53 

5.11 

0.56 

0.01 

0.57 

0.07 

0.73 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.608 

0.030 

0.578 

0.373 

64.67 

Safe 

Palanpur 

0809000301217400 

0.22 

0.00 

2,029.15 

0.01 

- 

0.01 

0.00 

0.04 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.015 

0.103 

700.28 

Over Exploited 



0.08 

0.00 

47,364.78 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Parao Makkhoosingh 

0809000401221900 

0.24 

0.09 

158.08 

0.10 

- 

0.10 

0.03 

0.31 

- 

- 

- 

- 

- 

- 

- 

0.104 

0.005 

0.099 

0.045 

45.30 

Safe 

Parasari 

0809000401237600 

0.12 

0.11 

24.53 

0.14 

0.00 

0.14 

0.02 

0.28 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.153 

0.008 

0.146 

0.072 

49.46 

Safe 

Pejpura 

0809000401224700 

0.12 

0.09 

(43.95) 

0.07 

- 

0.07 

0.04 

0.56 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.078 

0.004 

0.074 

0.067 

90.37 

Critical 

Pura Auodarkhan 

0809000401225400 

0.12 

0.05 

(42.03) 

0.04 

0.00 

0.04 

0.03 

0.46 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.051 

0.003 

0.049 

0.023 

46.74 

Safe 

Rajanipura 

0809000401224600 

0.12 

0.00 

43,016.10 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rampura 

0809000401224400 

0.24 

0.13 

36.32 

0.16 

- 

0.16 

0.02 

0.24 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.167 

0.008 

0.159 

0.056 

35.34 

Safe 



0.12 

0.10 

(30.24) 

0.08 

- 

0.08 

0.02 

0.29 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.087 

0.004 

0.083 

0.047 

56.80 

Safe 

Ratiyapura 

0809000401231300 

0.12 

0.02 

322.48 

0.03 

0.01 

0.03 

0.01 

0.11 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.042 

0.002 

0.040 

0.007 

18.33 

Safe 

Rohar 

0809000401229200 

0.12 

0.08 

(17.20) 

0.07 

0.01 

0.08 

0.04 

0.56 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.098 

0.005 

0.093 

0.202 

217.05 

Over Exploited 

Sahanpur 

0809000401230200 

0.12 

0.00 

846.32 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

73.32 

Semi Critical 

Seeloti 

0809000401224800 

0.12 

0.07 

55.63 

0.08 

0.02 

0.10 

0.02 

0.27 

- 

0.0400 

- 

- 

0.020 

0.060 

0.060 

0.165 

0.008 

0.156 

0.368 

235.50 

Over Exploited 

Shankarpura 

0809000401222600 

0.24 

0.76 

1.86 

0.77 

0.03 

0.80 

0.06 

0.66 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.880 

0.044 

0.836 

0.688 

82.23 

Semi Critical 



0.12 

0.00 

1,508.71 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.020 

1,617.29 

Over Exploited 

Shubhnagar 

0809000401230500 

0.24 

0.11 

65.48 

0.13 

0.00 

0.13 

0.02 

0.28 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.144 

0.007 

0.137 

0.062 

45.18 

Safe 



0.12 

0.08 

(6.78) 

0.07 

0.00 

0.07 

0.03 

0.32 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.086 

0.004 

0.082 

0.061 

74.72 

Semi Critical 

Singniya 

0809000401227600 

0.12 

0.17 

(33.00) 

0.14 

0.00 

0.14 

0.03 

0.39 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.155 

0.008 

0.147 

0.063 

42.76 

Safe 

Sohanpur 

0809000401223000 

0.24 

0.90 

(10.45) 

0.81 

- 

0.81 

0.07 

0.73 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.819 

0.041 

0.778 

0.143 

18.44 

Safe 

Tarhati With Kanchanpur 

0809000401227500 

0.12 

0.00 

4,651.12 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Tatwai 

0809000401231700 

0.12 

0.16 

(45.46) 

0.13 

0.00 

0.13 

0.06 

0.71 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.131 

0.007 

0.124 

0.020 

15.82 

Safe 

Ummedpura 

0809000401223200 

0.24 

0.43 

(19.14) 

0.35 

- 

0.35 

0.06 

0.68 

- 

- 

- 

- 

- 

- 

- 

0.349 

0.017 

0.331 

0.042 

12.65 

Safe 

Uncha Gaon 

0809000401224900 

0.12 

0.20 

(42.99) 

0.16 

0.01 

0.17 

0.04 

0.50 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.193 

0.010 

0.184 

0.163 

88.72 

Semi Critical 

Alawara 

0809000301209600 

0.22 

0.04 

214.70 

0.04 

- 

0.04 

0.01 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.044 

0.002 

0.042 

0.044 

105.56 

Over Exploited 



0.22 

0.14 

64.73 

0.16 

- 

0.16 

0.03 

0.37 

- 

0.0100 

0.0186 

0.0224 

- 

0.051 

0.051 

0.213 

0.011 

0.203 

0.088 

43.43 

Safe 

Bahadurpur 

0809000301209500 

0.22 

0.12 

43.90 

0.14 

0.00 

0.14 

0.03 

0.38 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.151 

0.008 

0.144 

0.073 

51.04 

Safe 



0.22 

0.02 

215.73 

0.03 

0.00 

0.03 

0.01 

0.18 

- 

- 

0.0070 

0.0085 

0.001 

0.017 

0.017 

0.046 

0.002 

0.044 

0.030 

68.21 

Safe 

Chak Peeloowala 

0809000301211000 

0.22 

0.19 

51,394.71 

0.23 

- 

0.23 

0.02 

0.30 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.242 

0.012 

0.230 

0.076 

33.30 

Safe 



0.06 

0.00 

24,955.98 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chak Sherpur 

0809000301210400 

0.22 

0.00 

771.82 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.035 

2,023.29 

Over Exploited 



0.22 

0.12 

(27.01) 

0.09 

0.01 

0.10 

0.03 

0.49 

- 

0.0300 

0.0120 

0.0145 

- 

0.057 

0.057 

0.161 

0.008 

0.153 

0.238 

156.12 

Over Exploited 

Chandeela 

0809000301206000 

0.22 

0.03 

220.87 

0.03 

0.01 

0.04 

0.01 

0.16 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.063 

0.003 

0.060 

0.151 

251.82 

Over Exploited 



0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chinayata 

0809000301210700 

0.22 

0.35 

34.77 

0.42 

0.05 

0.47 

0.03 

0.42 

- 

0.1600 

- 

- 

- 

0.160 

0.160 

0.631 

0.032 

0.599 

1.467 

244.80 

Over Exploited 

Churari 

0809000301205100 

0.22 

0.00 

1,299.72 

0.00 

0.00 

0.00 

0.00 

0.05 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.003 

0.000 

0.003 

0.037 

1,150.61 

Over Exploited 

Dedroli 

0809000301216600 

0.22 

0.00 

1,062.26 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.003 

0.116 

3,479.81 

Over Exploited 

Dhandhawali 

0809000301208300 

0.22 

0.00 

27,108.08 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

74,932.17 

Over Exploited 



0.22 

0.06 

464.35 

0.07 

0.02 

0.09 

0.01 

0.17 

- 

0.0500 

0.0227 

0.0219 

- 

0.095 

0.095 

0.186 

0.009 

0.177 

0.479 

271.02 

Over Exploited 

Dhindhora 

0809000301208200 

0.22 

0.01 

2,213.01 

0.01 

0.01 

0.02 

0.00 

0.04 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.038 

0.002 

0.036 

0.150 

418.52 

Over Exploited 



0.22 

1.28 

68.19 

1.53 

0.08 

1.61 

0.04 

0.49 

- 

0.2300 

0.1639 

0.1578 

- 

0.552 

0.552 

2.164 

0.108 

2.056 

2.197 

106.83 

Over Exploited 



0.22 

0.00 

6,368.25 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.037 

3,998.61 

Over Exploited 



0.22 

0.00 

3,936.79 

0.00 

- 

0.00 

0.00 

0.02 

- 

0.0100 

0.0068 

0.0066 

- 

0.023 

0.023 

0.026 

0.001 

0.025 

0.070 

281.64 

Over Exploited 

Dhursi 

0809000301205600 

0.22 

0.16 

151.69 

0.19 

0.01 

0.20 

0.03 

0.33 

- 

0.0300 

0.0311 

0.0299 

0.000 

0.091 

0.091 

0.292 

0.015 

0.278 

0.281 

101.08 

Over Exploited 

Dughati 

0809000301212100 

0.22 

0.15 

(34.80) 

0.12 

- 

0.12 

0.03 

0.37 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.129 

0.006 

0.123 

0.210 

171.27 

Over Exploited 



0.08 

0.00 

409.93 

0.01 

- 

0.01 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.059 

1,185.34 

Over Exploited 

Dukawali 

0809000401225900 

0.24 

0.00 

6,508.41 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ekolasi 

0809000301210000 

0.22 

0.39 

5.55 

0.42 

0.01 

0.43 

0.04 

0.57 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.456 

0.023 

0.433 

0.307 

70.83 

Semi Critical 



0.22 

0.00 

46,670.56 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Hadoli 

0809000301210600 

0.22 

0.56 

18,601.84 

0.45 

0.04 

0.49 

0.03 

0.51 

- 

0.1300 

- 

- 

- 

0.130 

0.130 

0.616 

0.031 

0.585 

1.212 

207.10 

Over Exploited 



0.22 

0.00 

1,246.25 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

0.0033 

0.0040 

- 

0.017 

0.017 

0.020 

0.001 

0.019 

0.082 

437.08 

Over Exploited 

Hindaun (M) 

0809000340902000 

0.22 

2.26 

217.35 

2.71 

0.08 

2.79 

0.04 

0.43 

- 

- 

- 

- 

0.117 

0.117 

0.117 

2.906 

0.145 

2.761 

6.160 

223.14 

Over Exploited 



0.06 

0.01 

12,746.77 

0.01 

- 

0.01 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.006 

0.818 

12,791.47 

Over Exploited 

Hindaun (Rural) 

0809000301212700 

0.22 

0.02 

1,821.89 

0.02 

0.06 

0.08 

0.02 

0.26 

- 

0.1700 

- 

- 

- 

0.170 

0.170 

0.252 

0.013 

0.239 

1.491 

623.07 

Over Exploited 

Hukmi Khera 

0809000301208100 

0.22 

0.44 

105.46 

0.53 

0.04 

0.57 

0.03 

0.44 

- 

0.1100 

0.0649 

0.0625 

- 

0.237 

0.237 

0.810 

0.041 

0.770 

1.041 

135.23 

Over Exploited 



0.22 

0.00 

15,925.85 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

16,503.31 

Over Exploited 



0.22 

0.04 

548.23 

0.05 

0.01 

0.06 

0.01 

0.13 

- 

0.0200 

0.0195 

0.0188 

- 

0.058 

0.058 

0.117 

0.006 

0.111 

0.228 

205.52 

Over Exploited 

Jagar 

0809000301210800 

0.22 

0.43 

126.29 

0.52 

0.11 

0.63 

0.02 

0.25 

- 

0.3200 

- 

- 

- 

0.320 

0.320 

0.950 

0.047 

0.902 

2.938 

325.70 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Jat Nagala 

080900030120940C 

3.437 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.390 

0.64 

0.140 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.08 

0.004 

0.06 

0.07 






Jugger 

Command 

Older Alluvium 

3.046 

0.64 

0.140 

0.16 

0.02 

0.00 

0.00 

0.00 

0.41 

0.34 

0.61 

0.027 

0.46 

0.55 


Kachroli 

080900030121650C 

11.182 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.938 

-0.21 

0.140 

0.53 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.05 

0.035 

0.19 

0.21 







Non-command 

Quartzite 

2.149 

-0.21 

0.020 

0.35 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.37 

0.019 

0.10 

0.11 







Non-command 

Bhander Sandstone 

0.004 

-0.21 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kalwari Jatt 

0809000301210300 

5.546 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.658 

0.52 

0.140 

0.04 

0.00 

0.00 

0.00 

0.05 

0.19 

0.15 

0.12 

0.024 

0.25 

0.30 






Jugger 

Command 

Older Alluvium 

1.912 

0.52 

0.140 

0.03 

0.00 

0.00 

0.00 

0.05 

0.12 

0.10 

0.08 

0.017 

0.18 

0.22 


Kalyanpur Sayta 

0809000301210900 

4.169 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.316 

0.93 

0.140 

0.05 

0.01 

0.00 

0.00 

0.08 

0.26 

0.22 

0.19 

0.021 

0.28 

0.35 







Non-command 

Quartzite 

0.163 

0.93 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.02 






Jugger 

Command 

Older Alluvium 

0.001 

0.93 

0.140 

0.00 

0.00 

0.00 

0.00 

0.08 

-0.08 

-0.06 

0.00 

0.000 

0.00 

0.00 


Karsoli 

0809000301210200 

4.234 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.859 

1.01 

0.140 

0.07 

0.01 

0.00 

0.00 

0.00 

0.32 

0.27 

0.26 

0.017 

0.23 

0.27 







Non-command 

Quartzite 

0.927 

1.01 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.04 

0.16 

0.008 

0.11 

0.14 






Jugger 

Command 

Older Alluvium 

1.448 

1.01 

0.140 

0.06 

0.01 

0.00 

0.00 

0.00 

0.25 

0.21 

0.20 

0.013 

0.18 

0.21 


Khera 

0809000301215300 

4.139 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.012 

-0.02 

0.140 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kheri Hewat 

0809000301208900 

10.761 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.523 

0.52 

0.140 

0.10 

0.01 

0.00 

0.00 

0.00 

0.35 

0.29 

0.37 

0.032 

0.17 

0.20 


Khijoori 

0809000301209200 

3.069 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.060 

0.72 

0.140 

0.05 

0.01 

0.00 

0.00 

0.00 

0.15 

0.12 

0.18 

0.010 

0.18 

0.21 






Jugger 

Command 

Older Alluvium 

2.009 

0.72 

0.140 

0.09 

0.01 

0.00 

0.00 

0.00 

0.28 

0.24 

0.33 

0.018 

0.34 

0.41 


Khohara Ghuseti 

0809000301212000 

4.823 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.652 

0.40 

0.140 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.05 

0.006 

0.07 

0.08 







Non-command 

Bhander Sandstone 

0.041 

0.40 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Lahchora 

0809000301208000 

4.444 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.937 

0.60 

0.140 

0.20 

0.03 

0.00 

0.00 

0.00 

0.33 

0.29 

0.78 

0.017 

0.23 

0.26 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.221 

0.60 

0.140 

0.09 

0.01 

0.00 

0.00 

0.00 

0.18 

0.16 

0.34 

0.011 

0.15 

0.17 






Jugger 

Command 

Older Alluvium 

0.048 

0.60 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.01 

0.01 


Mukandpura 

0809000301210100 

3.591 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.068 

1.09 

0.140 

0.05 

0.01 

0.00 

0.00 

0.00 

0.51 

0.42 

0.18 

0.028 

0.44 

0.53 







Non-command 

Quartzite 

0.034 

1.09 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 






Jugger 

Command 

Older Alluvium 

0.489 

1.09 

0.140 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.02 

0.004 

0.07 

0.08 


Pali 

0809000301205200 

1.051 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.202 

0.77 

0.140 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.10 

0.002 

0.10 

0.12 






Jugger 

Command 

Older Alluvium 

0.589 

0.77 

0.140 

0.07 

0.01 

0.00 

0.00 

0.00 

0.12 

0.11 

0.29 

0.005 

0.30 

0.34 


Phulwara 

0809000301212200 

6.700 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.476 

-0.28 

0.140 

0.24 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.90 

0.049 

0.45 

0.48 







Non-command 

Quartzite 

1.206 

-0.28 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.011 

0.10 

0.11 


Rara Shahpur 

0809000301210500 

2.297 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.096 

0.27 

0.140 

0.12 

0.02 

0.00 

0.00 

0.00 

0.18 

0.15 

0.45 

0.019 

0.47 

0.57 






Jugger 

Command 

Older Alluvium 

0.129 

0.27 

0.140 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.001 

0.03 

0.04 


Reejwas 

0809000301205400 

2.480 

Fresh 

Jugger 

Command 

Older Alluvium 

0.589 

0.84 

0.140 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.10 

0.005 

0.13 

0.14 


Sherpur 

0809000301209300 

3.328 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.521 

0.28 

0.140 

0.16 

0.02 

0.00 

0.00 

0.00 

0.24 

0.20 

0.63 

0.023 

0.39 

0.47 






Jugger 

Command 

Older Alluvium 

0.807 

0.28 

0.140 

0.05 

0.01 

0.00 

0.00 

0.00 

0.07 

0.06 

0.20 

0.007 

0.12 

0.15 


Sikroda Jatt 

0809000301212300 

2.713 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.849 

0.01 

0.140 

0.05 

0.01 

0.00 

0.00 

0.01 

0.03 

0.03 

0.19 

0.017 

0.37 

0.40 


Sikroda Meena 

0809000301212400 

3.061 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.492 

0.52 

0.140 

0.01 

0.00 

0.00 

0.00 

0.01 

0.04 

0.04 

0.04 

0.004 

0.09 

0.10 


Singhan Jatt 

0809000301205300 

2.294 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.84 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Jugger 

Command 

Older Alluvium 

1.109 

0.84 

0.140 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.14 

0.11 

0.010 

0.26 

0.29 


Singhan Meena 

0809000301216400 

3.643 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.003 

0.23 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Bhander Sandstone 

0.034 

0.23 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.01 


Sitapur 

0809000301205900 

3.453 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.306 

0.69 

0.140 

0.09 

0.01 

0.00 

0.00 

0.00 

0.30 

0.27 

0.35 

0.021 

0.36 

0.40 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.033 

0.69 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Somli 

0809000301209100 

4.255 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.233 

0.70 

0.140 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.05 

0.002 

0.03 

0.03 


Suroth 

0809000301208400 

16.304 

Fresh 

Jugger 

Command 

Older Alluvium 

0.001 

1.05 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Vajna Kalan 

0809000301209800 

5.668 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.183 

0.64 

0.140 

0.19 

0.03 

0.00 

0.00 

0.00 

0.53 

0.47 

0.72 

0.038 

0.39 

0.45 


Vajna Khurd 

0809000301209700 

3.079 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.785 

0.46 

0.140 

0.14 

0.01 

0.00 

0.00 

0.00 

0.24 

0.22 

0.54 

0.016 

0.31 

0.35 


Vanki 

0809000301209900 

4.848 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.751 

0.55 

0.140 

0.12 

0.02 

0.00 

0.00 

0.00 

0.31 

0.28 

0.43 

0.025 

0.30 

0.34 


Ver Khera 

0809000301205800 

5.889 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.480 

0.90 

0.140 

0.04 

0.01 

0.00 

0.00 

0.00 

0.22 

0.19 

0.15 

0.013 

0.13 

0.15 






Jugger 

Command 

Older Alluvium 

3.507 

0.90 

0.140 

0.10 

0.01 

0.00 

0.00 

0.00 

0.53 

0.47 

0.36 

0.032 

0.32 

0.36 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.088 

0.90 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.01 






Jugger 

Command 

Older Alluvium 

0.814 

0.90 

0.140 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.05 

0.007 

0.07 

0.08 


Vijaypura 

0809000301205700 

3.092 

Fresh 

Jugger 

Command 

Older Alluvium 

2.930 

1.06 

0.140 

0.19 

0.03 

0.00 

0.00 

0.00 

0.60 

0.52 

0.73 

0.026 

0.51 

0.58 


Wai Jatt 

0809000301205500 

4.422 

Fresh 

Jugger 

Command 

Older Alluvium 

1.163 

0.85 

0.140 

0.05 

0.01 

0.00 

0.00 

0.00 

0.18 

0.16 

0.18 

0.010 

0.14 

0.16 

04001016 

Areni Goojar 

0809000301211200 

8.730 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

8.730 

0.61 

0.040 

0.15 

0.02 

0.00 

0.00 

0.00 

0.34 

0.28 

0.48 

0.078 

0.52 

0.62 


Barh Ponchhari 

0809000301211700 

0.900 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.900 

0.43 

0.040 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.04 

0.15 

0.008 

0.53 

0.62 


Barwatpura 

0809000401226000 

2.572 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.572 

0.77 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.10 

0.010 

0.52 

0.62 


Baseri 

0809000401218000 

6.427 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.014 

1.30 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhango 

0809000301211900 

2.128 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.012 

0.32 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Bhander Sandstone 

1.983 

0.32 

0.040 

0.09 

0.00 

0.00 

0.00 

0.00 

0.12 

0.10 

0.32 

0.018 

0.49 

0.58 


Bhaua 

0809000401225600 

1.565 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.566 

0.74 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.002 

0.19 

0.22 


Chak Peeloowala 

0809000301211000 

5.855 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.118 

0.89 

0.140 

0.02 

0.00 

0.00 

0.00 

0.00 

0.28 

0.23 

0.04 

0.019 

0.19 

0.23 


Chamarpura 

0809000401226300 

12.050 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.720 

0.98 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.27 

0.24 

0.01 

0.025 

0.30 

0.34 


Chinayata 

0809000301210700 

5.375 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.44 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Danda 

0809000401226700 

25.592 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.525 

1.30 

0.140 

0.01 

0.00 

0.00 

0.00 

0.00 

0.29 

0.27 

0.02 

0.006 

0.03 

0.04 







Non-command 

Bhander Sandstone 

14.891 

1.30 

0.040 

0.08 

0.01 

0.00 

0.00 

0.00 

0.84 

0.80 

0.24 

0.056 

0.33 

0.35 


Dedroli 

0809000301216600 

5.445 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.791 

0.22 

0.140 

0.14 

0.01 

0.00 

0.00 

0.00 

0.18 

0.17 

0.53 

0.016 

0.18 

0.20 







Non-command 

Bhander Sandstone 

0.946 

0.22 

0.040 

0.07 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.25 

0.009 

0.09 

0.10 


Dughati 

0809000301212100 

3.179 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.362 

0.21 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.003 

0.06 

0.07 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Jat Nagala 

0809000301209400 

0.22 

0.01 

803.83 

0.01 

0.00 

0.01 

0.00 

0.06 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.017 

0.001 

0.016 

0.088 

551.63 

Over Exploited 



0.22 

0.31 

11.84 

0.34 

0.02 

0.36 

0.03 

0.49 

- 

0.0700 

0.0316 

0.0380 

0.000 

0.140 

0.140 

0.503 

0.025 

0.478 

0.639 

133.68 

Over Exploited 

Kachroli 

0809000301216500 

0.22 

0.17 

- 

0.17 

0.03 

0.20 

0.02 

0.21 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.276 

0.028 

0.249 

2.089 

839.76 

Over Exploited 



0.06 

0.01 

- 

0.01 

0.02 

0.03 

0.01 

0.11 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.084 

0.008 

0.075 

1.392 

1,851.84 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kalwari Jatt 

0809000301210300 

0.22 

0.14 

7.42 

0.15 

0.05 

0.20 

0.02 

0.26 

- 

0.0100 

- 

- 

0.069 

0.079 

0.079 

0.280 

0.014 

0.266 

0.144 

54.18 

Safe 



0.22 

0.07 

36.50 

0.09 

0.05 

0.14 

0.01 

0.19 

- 

0.0100 

0.0198 

0.0239 

0.069 

0.123 

0.123 

0.258 

0.013 

0.245 

0.101 

41.28 

Safe 

Kalyanpur Sayta 

0809000301210900 

0.22 

0.15 

49.82 

0.17 

0.09 

0.26 

0.02 

0.31 

- 

0.0200 

- 

- 

0.117 

0.137 

0.137 

0.400 

0.020 

0.380 

0.213 

56.05 

Safe 



0.06 

0.00 

1,167.18 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.015 

6,877.73 

Over Exploited 



0.22 

0.00 

########## 

0.00 

0.08 

0.08 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

0.117 

0.117 

0.117 

0.195 

0.010 

0.186 

0.000 

0.00 

Safe 

Karsoli 

0809000301210200 

0.22 

0.09 

187.69 

0.11 

0.01 

0.12 

0.02 

0.24 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.151 

0.008 

0.143 

0.281 

195.73 

Over Exploited 



0.06 

0.01 

540.45 

0.01 

0.01 

0.02 

0.01 

0.12 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.038 

0.002 

0.036 

0.166 

466.73 

Over Exploited 



0.22 

0.06 

274.19 

0.07 

0.01 

0.08 

0.01 

0.19 

- 

0.0200 

0.0150 

0.0181 

0.000 

0.053 

0.053 

0.130 

0.007 

0.124 

0.217 

175.14 

Over Exploited 

Khera 

0809000301215300 

0.22 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.00 

- 

- 

- 

- 

0.012 

0.013 

0.013 

0.021 

0.002 

0.019 

0.000 

0.58 

Safe 

Kheri Hewat 

0809000301208900 

0.22 

0.13 

118.68 

0.16 

0.01 

0.17 

0.01 

0.18 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.208 

0.010 

0.197 

0.399 

202.03 

Over Exploited 

Khijoori 

0809000301209200 

0.22 

0.04 

192.42 

0.05 

0.01 

0.06 

0.01 

0.19 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.082 

0.004 

0.078 

0.188 

239.59 

Over Exploited 



0.22 

0.15 

57.10 

0.18 

0.01 

0.19 

0.03 

0.36 

- 

0.0400 

0.0260 

0.0251 

0.001 

0.093 

0.093 

0.283 

0.014 

0.269 

0.349 

129.73 

Over Exploited 

Khohara Ghuseti 

0809000301212000 

0.22 

0.01 

57,349.21 

0.01 

- 

0.01 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.012 

0.054 

468.02 

Over Exploited 



0.08 

0.00 

4,033.23 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Lahchora 

0809000301208000 

0.22 

0.10 

195.86 

0.12 

0.03 

0.15 

0.02 

0.25 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.239 

0.012 

0.227 

0.797 

351.14 

Over Exploited 



0.22 

0.04 

308.64 

0.05 

0.01 

0.06 

0.01 

0.16 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.097 

0.005 

0.092 

0.355 

383.99 

Over Exploited 



0.22 

0.00 

5,718.33 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0004 

0.0006 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.017 

1,711.06 

Over Exploited 

Mukandpura 

0809000301210100 

0.22 

0.30 

42.20 

0.36 

0.01 

0.37 

0.03 

0.48 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.389 

0.019 

0.370 

0.208 

56.12 

Safe 



0.06 

0.00 

5,891.40 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.01 

830.06 

0.01 

0.00 

0.01 

0.01 

0.08 

- 

- 

0.0051 

0.0061 

0.001 

0.012 

0.012 

0.021 

0.001 

0.020 

0.028 

140.41 

Over Exploited 

Pali 

0809000301205200 

0.22 

0.00 

707.99 

0.01 

- 

0.01 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.015 

0.098 

661.33 

Over Exploited 



0.22 

0.04 

180.85 

0.05 

0.01 

0.06 

0.03 

0.33 

- 

0.0300 

0.0046 

0.0074 

- 

0.042 

0.042 

0.099 

0.005 

0.094 

0.293 

311.22 

Over Exploited 

Phulwara 

0809000301212200 

0.22 

0.54 

- 

0.54 

0.03 

0.57 

0.04 

0.49 

- 

0.1000 

- 

- 

0.004 

0.104 

0.104 

0.675 

0.067 

0.607 

0.949 

156.33 

Over Exploited 



0.06 

0.01 

- 

0.01 

0.01 

0.02 

0.01 

0.11 

- 

0.0300 

- 

- 

0.007 

0.037 

0.037 

0.058 

0.006 

0.052 

0.256 

489.06 

Over Exploited 

Rara Shahpur 

0809000301210500 

0.22 

0.22 

49,622.25 

0.17 

0.02 

0.19 

0.03 

0.50 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.242 

0.012 

0.230 

0.473 

205.25 

Over Exploited 



0.22 

0.00 

1,406.99 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0013 

0.0016 

- 

0.003 

0.003 

0.004 

0.000 

0.004 

0.035 

953.95 

Over Exploited 

Reejwas 

0809000301205400 

0.22 

0.02 

432.29 

0.02 

0.00 

0.02 

0.01 

0.14 

- 

0.0100 

0.0061 

0.0073 

0.000 

0.024 

0.024 

0.044 

0.002 

0.042 

0.101 

243.05 

Over Exploited 

Sherpur 

0809000301209300 

0.22 

0.22 

(9.63) 

0.20 

0.02 

0.22 

0.03 

0.42 

- 

0.0700 

- 

- 

0.001 

0.072 

0.072 

0.288 

0.014 

0.274 

0.649 

237.09 

Over Exploited 



0.22 

0.02 

161.36 

0.03 

0.01 

0.04 

0.01 

0.13 

- 

0.0200 

0.0105 

0.0101 

0.001 

0.042 

0.042 

0.080 

0.004 

0.076 

0.209 

276.67 

Over Exploited 

Sikroda Jatt 

0809000301212300 

0.22 

0.15 

(81.35) 

0.12 

0.02 

0.14 

0.03 

0.41 

- 

0.0200 

- 

- 

0.016 

0.036 

0.036 

0.178 

0.009 

0.170 

0.209 

123.07 

Over Exploited 

Sikroda Meena 

0809000301212400 

0.22 

0.01 

279.63 

0.01 

0.01 

0.02 

0.01 

0.10 

- 

- 

- 

- 

0.010 

0.010 

0.010 

0.028 

0.001 

0.027 

0.040 

151.25 

Over Exploited 

Singhan Jatt 

0809000301205300 

0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.06 

125.20 

0.08 

- 

0.08 

0.02 

0.28 

- 

0.0100 

0.0115 

0.0138 

- 

0.035 

0.035 

0.112 

0.006 

0.106 

0.118 

111.05 

Over Exploited 

Singhan Meena 

0809000301216400 

0.22 

0.00 

39,315.76 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

2,128.69 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

73,661.03 

Over Exploited 

Sitapur 

0809000301205900 

0.22 

0.18 

47.83 

0.22 

0.01 

0.23 

0.03 

0.39 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.269 

0.013 

0.255 

0.369 

144.50 

Over Exploited 



0.22 

0.00 

7,434.74 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Somli 

0809000301209100 

0.22 

0.00 

1,773.82 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.012 

0.001 

0.011 

0.050 

441.48 

Over Exploited 

Suroth 

0809000301208400 

0.22 

0.00 

########## 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

0.33 

Safe 

Vajna Kalan 

0809000301209800 

0.22 

0.36 

29.21 

0.43 

0.03 

0.47 

0.03 

0.43 

- 

0.0800 

- 

- 

0.005 

0.085 

0.085 

0.552 

0.028 

0.524 

0.758 

144.57 

Over Exploited 

Vajna Khurd 

0809000301209700 

0.22 

0.12 

77.01 

0.15 

0.01 

0.16 

0.03 

0.34 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.176 

0.009 

0.168 

0.556 

331.92 

Over Exploited 

Vanki 

0809000301209900 

0.22 

0.18 

50.19 

0.22 

0.02 

0.24 

0.03 

0.33 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.292 

0.015 

0.277 

0.457 

164.90 

Over Exploited 

Ver Khera 

0809000301205800 

0.22 

0.04 

334.69 

0.05 

0.01 

0.06 

0.01 

0.15 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.083 

0.004 

0.078 

0.167 

213.22 

Over Exploited 



0.22 

0.25 

90.19 

0.30 

0.01 

0.31 

0.03 

0.35 

- 

0.0400 

0.0364 

0.0438 

- 

0.120 

0.120 

0.425 

0.021 

0.404 

0.387 

95.64 

Critical 



0.22 

0.00 

6,213.42 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.009 

4,968.03 

Over Exploited 



0.22 

0.01 

647.42 

0.02 

- 

0.02 

0.01 

0.08 

- 

0.0100 

0.0084 

0.0102 

- 

0.029 

0.029 

0.045 

0.002 

0.042 

0.057 

135.54 

Over Exploited 

Vijaypura 

0809000301205700 

0.22 

0.33 

60.02 

0.39 

0.03 

0.42 

0.04 

0.55 

- 

0.0800 

0.0304 

0.0366 

0.001 

0.148 

0.148 

0.570 

0.029 

0.542 

0.760 

140.33 

Over Exploited 

Wai Jatt 

0809000301205500 

0.22 

0.04 

338.94 

0.04 

0.01 

0.05 

0.01 

0.16 

- 

0.0200 

0.0121 

0.0145 

- 

0.047 

0.047 

0.101 

0.005 

0.096 

0.188 

197.04 

Over Exploited 

Areni Goojar 

0809000301211200 

0.08 

0.36 

(21.86) 

0.29 

0.02 

0.31 

0.04 

0.56 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.361 

0.018 

0.343 

0.555 

161.83 

Over Exploited 

Barh Ponchhari 

0809000301211700 

0.08 

0.04 

0.96 

0.04 

0.01 

0.05 

0.04 

0.57 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.068 

0.003 

0.065 

0.159 

245.54 

Over Exploited 

Barwatpura 

0809000401226000 

0.12 

0.16 

(42.77) 

0.13 

- 

0.13 

0.04 

0.56 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.139 

0.007 

0.132 

0.113 

85.31 

Semi Critical 

Baseri 

0809000401218000 

0.24 

0.00 

40,850.15 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.000 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhango 

0809000301211900 

0.22 

0.00 

5,121.65 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.08 

25.66 

0.09 

- 

0.09 

0.04 

0.53 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.104 

0.005 

0.098 

0.342 

347.04 

Over Exploited 

Bhaua 

0809000401225600 

0.12 

0.01 

71.20 

0.02 

0.00 

0.02 

0.02 

0.21 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.018 

0.001 

0.017 

0.033 

197.36 

Over Exploited 

Chak Peeloowala 

0809000301211000 

0.22 

0.09 

154,394.27 

0.10 

- 

0.10 

0.01 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.104 

0.005 

0.099 

0.055 

55.80 

Safe 

Chamarpura 

0809000401226300 

0.12 

0.24 

0.65 

0.24 

- 

0.24 

0.03 

0.33 

- 

- 

- 

- 

- 

- 

- 

0.244 

0.012 

0.232 

0.035 

15.21 

Safe 

Chinayata 

0809000301210700 

0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Danda 

0809000401226700 

0.24 

0.01 

2,115.69 

0.01 

- 

0.01 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.015 

0.001 

0.014 

0.030 

212.73 

Over Exploited 



0.12 

0.58 

36.46 

0.70 

0.01 

0.71 

0.03 

0.36 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.741 

0.037 

0.704 

0.298 

42.31 

Safe 

Dedroli 

0809000301216600 

0.22 

0.07 

99,289.34 

0.08 

0.01 

0.09 

0.02 

0.19 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.114 

0.006 

0.109 

0.544 

500.97 

Over Exploited 



0.08 

0.01 

885.43 

0.01 

- 

0.01 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.019 

0.001 

0.018 

0.260 

1,469.78 

Over Exploited 

Dughati 

0809000301212100 

0.08 

0.00 

554.79 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.035 

1,730.80 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Dukawali 

0809000401225900 

8.261 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.232 

0.67 

0.140 

0.02 

0.00 

0.00 

0.00 

0.00 

0.23 

0.19 

0.06 

0.008 

0.14 

0.17 







Non-command 

Bhander Sandstone 

5.530 

0.67 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.18 

0.15 

0.11 

0.021 

0.35 

0.42 


Gaoda Goojar 

0809000301216000 

3.939 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.046 

0.42 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.01 

0.01 


Gaoda Meena 

0809000301215900 

4.535 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.099 

0.88 

0.140 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.06 

0.001 

0.01 

0.02 







Non-command 

Bhander Sandstone 

0.132 

0.88 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.07 

0.001 

0.02 

0.02 


Garhi 

0809000401226100 

3.106 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.106 

0.85 

0.040 

0.05 

0.01 

0.00 

0.00 

0.01 

0.14 

0.12 

0.18 

0.012 

0.53 

0.62 


Gunsar 

0809000301216300 

4.115 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.189 

0.20 

0.140 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.12 

0.002 

0.03 

0.03 







Non-command 

Bhander Sandstone 

0.771 

0.20 

0.040 

0.12 

0.01 

0.00 

0.00 

0.00 

0.12 

0.10 

0.46 

0.007 

0.10 

0.11 


Jagar 

0809000301210800 

19.224 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.450 

0.47 

0.140 

0.82 

0.12 

0.00 

0.00 

0.00 

1.32 

1.08 

3.15 

0.085 

0.25 

0.31 







Non-command 

Bhander Sandstone 

0.923 

0.47 

0.040 

0.07 

0.01 

0.00 

0.00 

0.00 

0.08 

0.06 

0.27 

0.008 

0.02 

0.03 


Jewarwada Atak 

0809000301211800 

8.762 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.594 

0.42 

0.140 

0.26 

0.01 

0.00 

0.00 

0.00 

0.64 

0.54 

0.97 

0.059 

0.39 

0.47 







Non-command 

Bhander Sandstone 

2.029 

0.42 

0.040 

0.07 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.27 

0.018 

0.12 

0.14 


Jhirna 

0809000301211500 

5.061 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.041 

0.58 

0.040 

0.06 

0.01 

0.00 

0.00 

0.00 

0.17 

0.14 

0.16 

0.045 

0.52 

0.62 


Kachroli 

0809000301216500 

11.182 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.141 

-0.21 

0.140 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.001 

0.01 

0.01 


Kalakhana 

0809000301217300 

1.352 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.000 

1.20 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kalwari Jatt 

0809000301210300 

5.546 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.977 

0.52 

0.140 

0.01 

0.00 

0.00 

0.00 

0.05 

0.04 

0.03 

0.05 

0.009 

0.09 

0.11 


Kalyanpur Sayta 

0809000301210900 

4.169 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.689 

0.93 

0.140 

0.04 

0.01 

0.00 

0.00 

0.08 

0.17 

0.14 

0.14 

0.015 

0.21 

0.25 


Karwar Meena 

0809000301216900 

4.444 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.155 

0.28 

0.040 

0.32 

0.02 

0.00 

0.00 

0.00 

0.35 

0.30 

1.23 

0.037 

0.51 

0.59 


Khanwara 

0809000301217000 

9.990 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

9.949 

0.46 

0.040 

0.20 

0.03 

0.00 

0.00 

0.00 

0.35 

0.30 

0.67 

0.089 

0.54 

0.64 


Khareta 

0809000301211100 

29.042 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.792 

0.61 

0.140 

0.13 

0.01 

0.00 

0.00 

0.00 

1.22 

1.00 

0.36 

0.115 

0.23 

0.28 







Non-command 

Bhander Sandstone 

16.022 

0.61 

0.040 

0.15 

0.01 

0.00 

0.00 

0.00 

0.53 

0.44 

0.40 

0.144 

0.28 

0.34 


Kharwaya 

0809000401224500 

2.890 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.632 

0.61 

0.040 

0.05 

0.01 

0.00 

0.00 

0.00 

0.08 

0.07 

0.18 

0.006 

0.30 

0.35 


Khera Rajgarh 

0809000401225100 

1.610 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.144 

0.70 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.05 

0.004 

0.37 

0.44 


Khohara Ghuseti 

0809000301212000 

4.823 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.772 

0.40 

0.140 

0.06 

0.00 

0.00 

0.00 

0.00 

0.22 

0.19 

0.19 

0.025 

0.30 

0.35 







Non-command 

Bhander Sandstone 

0.839 

0.40 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.05 

0.008 

0.09 

0.11 


Kotra Dhahar 

0809000301217100 

8.211 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.902 

0.72 

0.140 

0.15 

0.01 

0.00 

0.00 

0.00 

0.33 

0.27 

0.58 

0.017 

0.13 

0.16 







Non-command 

Bhander Sandstone 

5.511 

0.72 

0.040 

0.39 

0.02 

0.00 

0.00 

0.01 

0.52 

0.42 

1.48 

0.050 

0.38 

0.47 


Kotri 

0809000301217200 

13.892 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.207 

0.75 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.002 

0.01 

0.01 







Non-command 

Bhander Sandstone 

2.973 

0.75 

0.040 

0.05 

0.01 

0.00 

0.00 

0.00 

0.13 

0.10 

0.18 

0.027 

0.12 

0.15 


Kumherpur 

0809000401225300 

1.827 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.827 

0.69 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.12 

0.007 

0.52 

0.62 


Leeloti 

0809000301216800 

1.305 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.305 

0.27 

0.040 

0.21 

0.01 

0.00 

0.00 

0.00 

0.21 

0.18 

0.81 

0.012 

0.54 

0.62 


Madanpur 

0809000401225000 

2.982 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.988 

0.70 

0.040 

0.02 

0.00 

0.00 

0.00 

0.01 

0.04 

0.03 

0.07 

0.004 

0.17 

0.21 


Malpur 

0809000401224300 

3.548 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.084 

0.61 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Manema 

0809000301216200 

4.053 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.017 

0.19 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Meola 

0809000401226200 

6.004 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.729 

0.80 

0.040 

0.03 

0.00 

0.00 

0.00 

0.02 

0.16 

0.14 

0.09 

0.018 

0.42 

0.48 


Mothiyapur 

0809000301211300 

13.698 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.489 

0.60 

0.140 

0.03 

0.01 

0.00 

0.00 

0.00 

0.14 

0.12 

0.10 

0.013 

0.06 

0.07 







Non-command 

Bhander Sandstone 

10.716 

0.60 

0.040 

0.18 

0.04 

0.00 

0.00 

0.00 

0.40 

0.33 

0.58 

0.096 

0.41 

0.50 


Nawalapura 

0809000401226800 

9.388 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.148 

1.31 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.12 

0.02 

0.008 

0.13 

0.13 


Nayawas 

0809000401225700 

2.729 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.729 

0.72 

0.040 

0.05 

0.01 

0.00 

0.00 

0.00 

0.12 

0.10 

0.19 

0.010 

0.52 

0.62 


Neemor Patti 

0809000301211400 

7.244 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

7.244 

0.59 

0.040 

0.07 

0.01 

0.00 

0.00 

0.00 

0.23 

0.19 

0.21 

0.065 

0.52 

0.62 


Neemripura 

0809000401225800 

2.572 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.116 

0.64 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.03 







Non-command 

Bhander Sandstone 

2.456 

0.64 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.04 

0.009 

0.49 

0.59 


Peepal Khera 

0809000401226600 

7.671 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.190 

1.17 

0.140 

0.01 

0.00 

0.00 

0.00 

0.00 

0.53 

0.48 

0.02 

0.012 

0.23 

0.25 







Non-command 

Bhander Sandstone 

3.261 

1.17 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.15 

0.02 

0.012 

0.23 

0.26 


Ponchhari 

0809000301211600 

6.754 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.429 

0.52 

0.040 

0.19 

0.03 

0.00 

0.00 

0.00 

0.29 

0.24 

0.68 

0.058 

0.49 

0.59 


Pura Auodarkhan 

0809000401225400 

1.215 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.226 

0.73 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.10 

0.11 


Rajanipura 

0809000401224600 

1.716 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.701 

0.61 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.04 

0.006 

0.52 

0.62 


Rampura 

0809000401224400 

5.816 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.110 

0.60 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Sadhpura 

0809000401226500 

4.760 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.100 

1.00 

0.140 

0.01 

0.00 

0.00 

0.00 

0.00 

0.30 

0.27 

0.01 

0.008 

0.24 

0.27 







Non-command 

Bhander Sandstone 

2.260 

1.00 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.01 

0.009 

0.25 

0.29 


Sakarghata 

0809000401225200 

2.577 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.577 

0.67 

0.040 

0.10 

0.01 

0.00 

0.00 

0.00 

0.16 

0.13 

0.38 

0.010 

0.52 

0.62 


Seeloti 

0809000401224800 

4.585 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.355 

0.67 

0.040 

0.10 

0.01 

0.00 

0.00 

0.01 

0.14 

0.12 

0.38 

0.009 

0.27 

0.32 


Singhan Meena 

0809000301216400 

3.643 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.696 

0.23 

0.140 

0.22 

0.01 

0.00 

0.00 

0.00 

0.30 

0.26 

0.85 

0.024 

0.40 

0.45 







Non-command 

Bhander Sandstone 

0.811 

0.23 

0.040 

0.06 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.22 

0.007 

0.12 

0.13 


Tali 

0809000401226400 

7.672 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.402 

0.90 

0.140 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.15 

0.01 

0.005 

0.10 

0.11 







Non-command 

Bhander Sandstone 

5.862 

0.90 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.19 

0.03 

0.022 

0.40 

0.47 


Todoopura 

0809000301216100 

3.296 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.126 

0.27 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.06 

0.001 

0.02 

0.02 


Vajheda 

0809000301216700 

3.411 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.506 

0.26 

0.140 

0.18 

0.01 

0.00 

0.00 

0.00 

0.22 

0.19 

0.73 

0.014 

0.24 

0.27 







Non-command 

Bhander Sandstone 

1.486 

0.26 

0.040 

0.17 

0.01 

0.00 

0.00 

0.00 

0.18 

0.15 

0.66 

0.013 

0.23 

0.27 

River Basin: Ghaggar 

Sub Basin: Ghaggar 

15001001 

1 ARW 

0802000300373300 

1.947 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.947 

0.81 

0.150 

0.03 

0.00 

0.02 

0.02 

0.00 

0.23 

0.12 

0.11 

0.001 

0.18 

0.34 


1 AWSM 

0802000300376000 

2.531 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.001 

0.13 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Bhakhra Canal 

Command 

Younger Alluvium 

2.530 

0.13 

0.150 

0.02 

0.01 

0.04 

0.09 

0.00 

-0.07 

-0.03 

0.10 

0.001 

0.19 

0.41 


1 BHM 

0801000900291300 

2.510 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.561 

0.57 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.000 

0.04 

0.07 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.949 

0.57 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

0.19 

0.10 

0.01 

0.000 

0.13 

0.24 


1 BJW 

0801000900289600 

4.123 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.310 

0.29 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.05 

0.000 

0.01 

0.03 






Non-command 

Non-command 

Younger Alluvium 

0.305 

0.29 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.05 

0.000 

0.01 

0.03 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrigation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Dukawali 

0809000401225900 

0.24 

0.08 

155.53 

0.09 

- 

0.09 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.100 

0.005 

0.095 

0.067 

70.83 

Semi Critical 



0.12 

0.23 

(35.34) 

0.18 

- 

0.18 

0.03 

0.37 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.194 

0.010 

0.185 

0.127 

68.64 

Safe 

Gaoda Goojar 

0809000301216000 

0.08 

0.00 

1,539.65 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.019 

2,916.11 

Over Exploited 

Gaoda Meena 

0809000301215900 

0.22 

0.00 

6,248.85 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.056 

17,487.35 

Over Exploited 



0.08 

0.00 

10,566.35 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.069 

4,249.71 

Over Exploited 

Garhi 

0809000401226100 

0.12 

0.20 

(39.41) 

0.16 

0.02 

0.17 

0.04 

0.57 

- 

0.0200 

- 

- 

0.010 

0.030 

0.030 

0.204 

0.010 

0.194 

0.187 

96.33 

Critical 

Gunsar 

0809000301216300 

0.22 

0.00 

12,811.11 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.122 

11,456.21 

Over Exploited 



0.08 

0.01 

1,558.26 

0.01 

0.01 

0.02 

0.01 

0.11 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.038 

0.002 

0.036 

0.467 

1,308.49 

Over Exploited 

Jagar 

0809000301210800 

0.22 

0.52 

106.61 

0.63 

0.12 

0.75 

0.02 

0.27 

- 

0.3500 

- 

- 

- 

0.350 

0.350 

1.100 

0.055 

1.045 

3.236 

309.77 

Over Exploited 



0.08 

0.00 

3,387.82 

0.00 

0.01 

0.01 

0.00 

0.03 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.042 

0.002 

0.040 

0.280 

699.41 

Over Exploited 

Jewarwada Atak 

0809000301211800 

0.22 

0.57 

38,019.10 

0.54 

0.01 

0.55 

0.03 

0.42 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.587 

0.029 

0.558 

1.024 

183.67 

Over Exploited 



0.08 

0.02 

347.64 

0.02 

- 

0.02 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.033 

0.002 

0.032 

0.291 

917.02 

Over Exploited 

Jhirna 

0809000301211500 

0.08 

0.21 

(33.33) 

0.17 

0.01 

0.18 

0.04 

0.56 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.207 

0.010 

0.197 

0.208 

105.90 

Over Exploited 

Kachroli 

0809000301216500 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.078 

44,577.40 

Over Exploited 

Kalakhana 

0809000301217300 

0.08 

0.00 

########## 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Kalwari Jatt 

0809000301210300 

0.22 

0.02 

49.19 

0.02 

0.05 

0.07 

0.01 

0.10 

- 

0.0100 

- 

- 

0.069 

0.079 

0.079 

0.148 

0.007 

0.141 

0.057 

40.26 

Safe 

Kalyanpur Sayta 

0809000301210900 

0.22 

0.08 

83.83 

0.09 

0.09 

0.18 

0.01 

0.22 

- 

0.0200 

- 

- 

0.117 

0.137 

0.137 

0.318 

0.016 

0.302 

0.159 

52.67 

Safe 

Karwar Meena 

0809000301216900 

0.08 

0.17 

76.66 

0.20 

0.02 

0.22 

0.04 

0.55 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.274 

0.014 

0.260 

1.270 

488.90 

Over Exploited 

Khanwara 

0809000301217000 

0.08 

0.43 

(30.23) 

0.34 

0.03 

0.37 

0.04 

0.58 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.451 

0.023 

0.429 

0.760 

177.39 

Over Exploited 

Khareta 

0809000301211100 

0.22 

0.64 

57.00 

0.76 

0.01 

0.77 

0.02 

0.24 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.815 

0.041 

0.774 

0.475 

61.34 

Safe 



0.08 

0.36 

20.47 

0.44 

0.01 

0.45 

0.02 

0.30 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.486 

0.024 

0.462 

0.543 

117.50 

Over Exploited 

Kharwaya 

0809000401224500 

0.12 

0.06 

14.76 

0.07 

0.01 

0.08 

0.02 

0.32 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.096 

0.005 

0.092 

0.181 

197.79 

Over Exploited 

Khera Rajgarh 

0809000401225100 

0.12 

0.05 

(33.69) 

0.04 

0.00 

0.04 

0.03 

0.40 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.055 

0.003 

0.053 

0.052 

99.56 

Critical 

Khohara Ghuseti 

0809000301212000 

0.22 

0.18 

98,924.46 

0.18 

- 

0.18 

0.02 

0.33 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.195 

0.010 

0.185 

0.217 

117.27 

Over Exploited 



0.08 

0.01 

367.10 

0.01 

- 

0.01 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.062 

875.48 

Over Exploited 

Kotra Dhahar 

0809000301217100 

0.22 

0.06 

383.44 

0.07 

0.01 

0.08 

0.01 

0.14 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.102 

0.005 

0.097 

0.595 

612.00 

Over Exploited 



0.08 

0.17 

148.61 

0.20 

0.03 

0.23 

0.03 

0.42 

- 

0.0600 

- 

- 

0.019 

0.079 

0.079 

0.314 

0.016 

0.298 

1.534 

514.79 

Over Exploited 

Kotri 

0809000301217200 

0.22 

0.00 

4,474.32 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

2,719.08 

Over Exploited 



0.08 

0.03 

261.42 

0.03 

0.01 

0.04 

0.01 

0.13 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.064 

0.003 

0.061 

0.209 

340.80 

Over Exploited 

Kumherpur 

0809000401225300 

0.12 

0.11 

(42.81) 

0.09 

0.00 

0.09 

0.04 

0.56 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.109 

0.005 

0.103 

0.127 

122.93 

Over Exploited 

Leeloti 

0809000301216800 

0.08 

0.06 

228.71 

0.07 

0.01 

0.08 

0.05 

0.58 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.107 

0.005 

0.102 

0.823 

805.87 

Over Exploited 

Madanpur 

0809000401225000 

0.12 

0.02 

53.10 

0.02 

0.01 

0.04 

0.01 

0.19 

- 

0.0100 

- 

- 

0.016 

0.026 

0.026 

0.061 

0.003 

0.058 

0.071 

121.94 

Over Exploited 

Malpur 

0809000401224300 

0.12 

0.00 

1,330.04 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Manema 

0809000301216200 

0.08 

0.00 

2,993.94 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Meola 

0809000401226200 

0.12 

0.24 

(40.40) 

0.19 

0.02 

0.21 

0.03 

0.45 

- 

0.0100 

- 

- 

0.027 

0.037 

0.037 

0.245 

0.012 

0.233 

0.104 

44.57 

Safe 

Mothiyapur 

0809000301211300 

0.22 

0.02 

540.13 

0.02 

0.01 

0.03 

0.00 

0.06 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.052 

0.003 

0.050 

0.109 

219.32 

Over Exploited 



0.08 

0.35 

(6.86) 

0.33 

0.04 

0.37 

0.03 

0.44 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

0.479 

0.024 

0.455 

0.678 

149.09 

Over Exploited 

Nawalapura 

0809000401226800 

0.12 

0.03 

256.36 

0.04 

- 

0.04 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.040 

0.002 

0.038 

0.027 

71.38 

Semi Critical 

Nayawas 

0809000401225700 

0.12 

0.17 

(41.89) 

0.14 

0.01 

0.15 

0.04 

0.56 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.170 

0.008 

0.161 

0.202 

125.60 

Over Exploited 

Neemor Patti 

0809000301211400 

0.08 

0.30 

(36.26) 

0.24 

0.01 

0.25 

0.04 

0.55 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.269 

0.013 

0.256 

0.276 

108.04 

Over Exploited 

Neemripura 

0809000401225800 

0.24 

0.00 

1,234.16 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.12 

0.15 

(58.67) 

0.12 

0.00 

0.12 

0.04 

0.53 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.117 

0.006 

0.111 

0.050 

45.33 

Safe 

Peepal Khera 

0809000401226600 

0.24 

0.17 

175.50 

0.21 

- 

0.21 

0.02 

0.25 

- 

- 

- 

- 

- 

- 

- 

0.210 

0.010 

0.199 

0.036 

18.07 

Safe 



0.12 

0.09 

61.03 

0.11 

- 

0.11 

0.02 

0.25 

- 

- 

- 

- 

- 

- 

- 

0.110 

0.005 

0.104 

0.031 

30.03 

Safe 

Ponchhari 

0809000301211600 

0.08 

0.25 

(4.02) 

0.24 

0.03 

0.27 

0.04 

0.53 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.354 

0.018 

0.337 

0.742 

220.38 

Over Exploited 

Pura Auodarkhan 

0809000401225400 

0.12 

0.00 

(24.51) 

0.00 

0.00 

0.01 

0.01 

0.11 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.013 

0.001 

0.012 

0.011 

90.72 

Critical 

Rajanipura 

0809000401224600 

0.12 

0.11 

(59.49) 

0.08 

- 

0.08 

0.04 

0.56 

- 

- 

- 

- 

- 

- 

- 

0.084 

0.004 

0.080 

0.044 

55.42 

Safe 

Rampura 

0809000401224400 

0.12 

0.00 

1,546.05 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sadhpura 

0809000401226500 

0.24 

0.12 

123.75 

0.14 

- 

0.14 

0.02 

0.26 

- 

- 

- 

- 

- 

- 

- 

0.143 

0.007 

0.136 

0.020 

14.67 

Safe 



0.12 

0.07 

27.75 

0.08 

- 

0.08 

0.02 

0.28 

- 

- 

- 

- 

- 

- 

- 

0.083 

0.004 

0.079 

0.019 

23.56 

Safe 

Sakarghata 

0809000401225200 

0.12 

0.16 

(19.13) 

0.13 

0.01 

0.14 

0.04 

0.56 

- 

0.0400 

- 

- 

0.004 

0.044 

0.044 

0.187 

0.009 

0.178 

0.392 

220.63 

Over Exploited 

Seeloti 

0809000401224800 

0.12 

0.08 

54.39 

0.09 

0.02 

0.11 

0.02 

0.29 

- 

0.0400 

- 

- 

0.020 

0.060 

0.060 

0.174 

0.009 

0.165 

0.388 

234.61 

Over Exploited 

Singhan Meena 

0809000301216400 

0.22 

0.24 

11.88 

0.26 

0.01 

0.27 

0.03 

0.43 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.304 

0.015 

0.289 

0.871 

301.97 

Over Exploited 



0.08 

0.01 

671.01 

0.01 

- 

0.01 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.019 

0.001 

0.018 

0.229 

1,250.07 

Over Exploited 

Tali 

0809000401226400 

0.24 

0.03 

368.01 

0.04 

- 

0.04 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.039 

0.002 

0.037 

0.017 

46.56 

Safe 



0.12 

0.28 

(33.06) 

0.23 

- 

0.23 

0.03 

0.44 

- 

- 

- 

- 

- 

- 

- 

0.228 

0.011 

0.216 

0.051 

23.61 

Safe 

Todoopura 

0809000301216100 

0.08 

0.00 

8,617.84 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.061 

25,133.98 

Over Exploited 

Vajheda 

0809000301216700 

0.22 

0.07 

118,772.65 

0.09 

0.01 

0.10 

0.02 

0.26 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.130 

0.006 

0.123 

0.746 

605.67 

Over Exploited 



0.08 

0.03 

449.55 

0.03 

0.01 

0.04 

0.02 

0.25 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.063 

0.003 

0.060 

0.674 

1,123.72 

Over Exploited 


River Basin: Ghaggar 


Sub Basin: Ghaggar 

1 ARW 

0802000300373300 

0.20 

0.07 

76.23 

0.08 

0.04 

0.12 

0.05 

0.22 

0.02 

0.0200 

0.0239 

0.0270 

- 

0.071 

0.089 

0.207 

0.010 

0.197 

0.114 

57.58 

Safe 

1 AWSM 

0802000300376000 

0.20 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.10 

(133.55) 

0.08 

0.14 

0.22 

0.05 

0.24 

0.03 

0.0200 

0.0457 

0.1076 

- 

0.173 

0.199 

0.417 

0.021 

0.396 

0.096 

24.17 

Safe 

1 BHM 

0801000900291300 

0.25 

0.01 

563.27 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.008 

0.000 

0.97 

Safe 



0.25 

0.07 

58.64 

0.08 

0.04 

0.12 

0.04 

0.17 

0.02 

- 

0.0239 

0.0270 

- 

0.051 

0.068 

0.185 

0.009 

0.175 

0.009 

5.28 

Safe 

1 BJW 

0801000900289600 

0.25 

0.00 

1,146.32 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

0.0100 

0.0009 

0.0017 

- 

0.013 

0.013 

0.016 

0.001 

0.015 

0.045 

298.64 

Over Exploited 



0.25 

0.00 

1,259.02 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.011 

0.045 

415.82 

Over Exploited 



Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


1 BNPM 

080100090025590C 

0.950 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.950 

0.01 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

-0.01 

0.00 

0.05 

0.000 

0.19 

0.61 


1 BRP 

0802000400406700 

1.095 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.763 

0.11 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.12 

0.27 






Bhakhra Canal 

Command 

Younger Alluvium 

0.332 

0.11 

0.150 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

-0.01 

0.00 

0.001 

0.05 

0.12 


1 BRW 

0802000200335000 

3.842 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.234 

-0.33 

0.150 

0.03 

0.01 

0.02 

0.04 

0.00 

0.00 

0.00 

0.13 

0.005 

0.07 

0.10 


1C 

0802000300374000 

2.054 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.056 

1.14 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.01 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.997 

1.14 

0.150 

0.01 

0.00 

0.02 

0.02 

0.00 

0.32 

0.17 

0.05 

0.001 

0.18 

0.34 


1 CDR 

0802000200322800 

3.609 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

2.586 

-0.03 

0.150 

0.06 

0.01 

0.03 

0.07 

0.00 

0.00 

0.00 

0.23 

0.010 

0.16 

0.25 


ICS 

0802000300373600 

5.370 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.370 

1.15 

0.150 

0.03 

0.00 

0.05 

0.05 

0.00 

0.86 

0.48 

0.13 

0.001 

0.18 

0.32 


1 DBL-A 

0802000300364100 

2.522 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.522 

-0.21 

0.150 

0.02 

0.00 

0.03 

0.07 

0.00 

0.00 

0.00 

0.08 

0.001 

0.17 

0.31 


1 DBL-B 

0802000300364000 

2.696 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.696 

-0.05 

0.150 

0.03 

0.00 

0.02 

0.08 

0.00 

0.00 

0.00 

0.11 

0.001 

0.17 

0.24 


1 DPM 

0802000200324100 

2.847 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.000 

0.06 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.847 

0.06 

0.150 

0.06 

0.01 

0.04 

0.08 

0.00 

-0.04 

-0.03 

0.22 

0.011 

0.22 

0.37 


1 FDM 

0801000900266200 

2.592 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.592 

0.07 

0.200 

0.03 

0.01 

0.03 

0.04 

0.00 

-0.01 

0.00 

0.12 

0.000 

0.18 

0.51 


1 FTP-A 

0802000200324400 

2.273 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.273 

0.00 

0.150 

0.08 

0.01 

0.03 

0.07 

0.00 

-0.02 

-0.01 

0.29 

0.009 

0.22 

0.36 


1 FTP-B 

0802000200324300 

3.538 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.538 

0.04 

0.150 

0.07 

0.01 

0.04 

0.10 

0.00 

-0.07 

-0.04 

0.26 

0.014 

0.22 

0.36 


1GB-A 

0801000800251300 

2.978 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.499 

0.03 

0.200 

0.12 

0.01 

0.02 

0.02 

0.00 

0.08 

0.03 

0.14 

0.248 

0.10 

0.31 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.449 

0.03 

0.200 

0.03 

0.00 

0.16 

0.00 

0.00 

-0.13 

-0.04 

0.04 

0.074 

0.03 

0.09 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.790 

0.03 

0.180 

0.06 

0.00 

0.01 

0.01 

0.00 

0.04 

0.01 

0.05 

0.131 

0.05 

0.16 


1GB-B 

0801000800251200 

3.065 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.008 

0.00 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.923 

0.00 

0.180 

0.01 

0.00 

0.01 

0.01 

0.00 

-0.01 

0.00 

0.03 

0.000 

0.06 

0.19 


1 GGR 

0802000200332500 

5.671 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

5.671 

-0.66 

0.150 

0.19 

0.03 

0.07 

0.16 

0.00 

0.00 

0.00 

0.71 

0.022 

0.22 

0.32 


1 GMD 

0801000900258500 

1.666 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.823 

0.04 

0.200 

0.02 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.06 

0.000 

0.09 

0.26 






Gang Canal 

Command 

Younger Alluvium 

0.588 

0.04 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

-0.01 

0.00 

0.05 

0.000 

0.07 

0.19 


1 HMH 

0802000200326000 

3.019 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.019 

-0.67 

0.150 

0.25 

0.04 

0.04 

0.09 

0.00 

0.00 

0.00 

1.00 

0.012 

0.21 

0.36 


1JRK 

0802000300355800 

3.888 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.372 

-0.30 

0.150 

0.01 

0.00 

0.05 

0.00 

0.00 

0.00 

0.00 

0.04 

0.000 

0.02 

0.05 






Bhakhra Canal 

Command 

Younger Alluvium 

2.345 

-0.30 

0.150 

0.07 

0.01 

0.02 

0.07 

0.00 

0.00 

0.00 

0.28 

0.001 

0.11 

0.31 


1JW 

0802000400410800 

5.716 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.127 

0.81 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.01 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.589 

0.81 

0.150 

0.04 

0.01 

0.05 

0.05 

0.00 

0.61 

0.35 

0.14 

0.014 

0.17 

0.29 


1 KDM 

0802000500416900 

9.591 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

9.350 

0.46 

0.090 

0.05 

0.01 

0.08 

0.09 

0.00 

0.26 

0.14 

0.21 

0.001 

0.17 

0.31 


1 KND 

0801000900290100 

5.691 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.102 

0.57 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.00 

0.01 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.857 

0.57 

0.200 

0.08 

0.01 

0.02 

0.04 

0.00 

0.45 

0.24 

0.31 

0.001 

0.12 

0.22 


1 KNJ (RURAL) 

0802000300359500 

3.427 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.718 

-0.47 

0.150 

0.00 

0.00 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.04 

0.11 






Bhakhra Canal 

Command 

Younger Alluvium 

2.710 

-0.47 

0.150 

0.00 

0.00 

0.02 

0.08 

0.00 

0.00 

0.00 

0.00 

0.001 

0.15 

0.41 


1 KSP-A 

0802000200330800 

1.940 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.940 

-0.90 

0.150 

0.03 

0.00 

0.02 

0.06 

0.00 

0.00 

0.00 

0.11 

0.007 

0.22 

0.32 


1 KSP-B 

0802000200333100 

1.839 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.839 

-0.76 

0.150 

0.02 

0.00 

0.02 

0.05 

0.00 

0.00 

0.00 

0.07 

0.007 

0.22 

0.32 


1 KSP-C 

0802000200333200 

2.126 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.126 

-0.50 

0.150 

0.03 

0.01 

0.03 

0.08 

0.00 

0.00 

0.00 

0.11 

0.008 

0.22 

0.32 


1 KSR-A 

0801000900270100 

2.568 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.200 

0.08 

0.200 

0.01 

0.00 

0.43 

0.00 

0.00 

-0.40 

-0.17 

0.05 

0.000 

0.08 

0.19 





Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.369 

0.08 

0.200 

0.01 

0.00 

0.49 

0.00 

0.00 

-0.46 

-0.19 

0.03 

0.000 

0.09 

0.22 


1 KSR-B 

0801000900271200 

2.151 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.151 

-0.08 

0.200 

0.03 

0.01 

0.04 

0.08 

0.00 

0.00 

0.00 

0.13 

0.000 

0.17 

0.41 


1 KWD 

0802000300383800 

2.331 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.331 

0.17 

0.150 

0.03 

0.01 

0.02 

0.03 

0.00 

0.02 

0.01 

0.11 

0.001 

0.20 

0.35 


1 KWM 

0802000300384400 

1.694 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.694 

0.15 

0.150 

0.03 

0.01 

0.02 

0.02 

0.00 

0.01 

0.01 

0.13 

0.000 

0.20 

0.35 


1LAKH-RD 

0802000400408000 

3.259 

Saline 

Non-command 

Non-command 

Younger Alluvium 

3.259 

-0.25 

0.150 

0.07 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.008 

0.16 

0.29 


1 LBM 

0802000400412100 

2.070 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.070 

-0.28 

0.150 

0.03 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.13 

0.005 

0.16 

0.29 


1 LGW 

0802000300363400 

6.134 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

4.593 

0.20 

0.150 

0.07 

0.01 

0.46 

0.00 

0.00 

-0.26 

-0.24 

0.28 

0.001 

0.12 

0.13 






Bhakhra Canal 

Command 

Younger Alluvium 

0.386 

0.20 

0.150 

0.01 

0.00 

0.00 

0.01 

0.00 

0.01 

0.01 

0.03 

0.000 

0.01 

0.01 


1 LK 

0802000300382200 

1.550 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.304 

0.14 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.07 

0.000 

0.04 

0.07 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.636 

0.14 

0.150 

0.04 

0.01 

0.15 

0.00 

0.00 

-0.11 

-0.06 

0.15 

0.000 

0.08 

0.15 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.611 

0.14 

0.150 

0.02 

0.00 

0.01 

0.01 

0.00 

0.02 

0.01 

0.07 

0.000 

0.08 

0.14 


1 LKS 

0802000400394300 

2.693 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.097 

-0.04 

0.150 

0.02 

0.00 

0.11 

0.00 

0.00 

0.00 

0.00 

0.07 

0.003 

0.07 

0.09 






Bhakhra Canal 

Command 

Younger Alluvium 

0.557 

-0.04 

0.150 

0.01 

0.00 

0.00 

0.02 

0.00 

0.00 

0.00 

0.03 

0.001 

0.03 

0.05 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.767 

-0.04 

0.150 

0.01 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.04 

0.002 

0.05 

0.06 


1 M 

0802000300381100 

1.186 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.186 

0.92 

0.150 

0.03 

0.01 

0.24 

0.00 

0.00 

-0.05 

-0.03 

0.14 

0.000 

0.19 

0.35 


1 MD 

0802000200336200 

2.777 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.764 

0.08 

0.150 

0.10 

0.03 

0.65 

0.00 

0.00 

-0.54 

-0.36 

0.41 

0.011 

0.21 

0.32 






Bhakhra Canal 

Command 

Younger Alluvium 

0.013 

0.08 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


1 MKS-A 

0802000200322200 

3.046 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.460 

0.11 

0.150 

0.01 

0.00 

0.01 

0.02 

0.00 

-0.01 

0.00 

0.04 

0.002 

0.03 

0.06 


1 MKS-B 

0802000200322100 

2.121 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.566 

0.12 

0.150 

0.02 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.07 

0.002 

0.06 

0.10 


1 MNWM 

0801000900257400 

3.116 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.116 

0.04 

0.200 

0.01 

0.00 

0.04 

0.05 

0.00 

-0.05 

-0.02 

0.05 

0.000 

0.19 

0.59 


1 MOD 

0802000300359900 

2.933 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.929 

-0.42 

0.150 

0.10 

0.02 

0.29 

0.00 

0.00 

0.00 

0.00 

0.41 

0.001 

0.19 

0.50 






Bhakhra Canal 

Command 

Younger Alluvium 

0.005 

-0.42 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


1 MST 

0802000200337100 

1.499 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.634 

0.15 

0.150 

0.02 

0.01 

0.01 

0.01 

0.00 

0.01 

0.00 

0.08 

0.002 

0.09 

0.14 






Bhakhra Canal 

Command 

Younger Alluvium 

0.865 

0.15 

0.150 

0.03 

0.01 

0.02 

0.03 

0.00 

-0.01 

0.00 

0.11 

0.003 

0.12 

0.19 


1 MST-SM 

0802000200337600 

1.242 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.016 

0.24 

0.150 

0.03 

0.01 

0.01 

0.01 

0.00 

0.03 

0.02 

0.10 

0.004 

0.18 

0.26 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.015 

0.24 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Bhakhra Canal 

Command 

Younger Alluvium 

0.211 

0.24 

0.150 

0.01 

0.00 

0.00 

0.01 

0.00 

0.01 

0.00 

0.02 

0.001 

0.04 

0.05 


1 MW 

0802000300377800 

1.995 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.995 

0.01 

0.150 

0.09 

0.02 

0.40 

0.00 

0.00 

-0.33 

-0.19 

0.35 

0.001 

0.21 

0.35 


1 MWM 

0802000300379100 

1.266 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.266 

0.19 

0.150 

0.07 

0.02 

0.01 

0.02 

0.00 

0.05 

0.03 

0.27 

0.000 

0.19 

0.38 


1 NDR 

0802000200335500 

1.803 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.160 

0.12 

0.150 

0.00 

0.00 

0.04 

0.00 

0.00 

-0.03 

-0.02 

0.01 

0.001 

0.02 

0.03 






Bhakhra Canal 

Command 

Younger Alluvium 

0.093 

0.12 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.02 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ; 

(24; 

(25; 

(26; 

( 27 ; 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

1 BNPM 

0801000900255900 

0.25 

0.05 

(109.29) 

0.04 

0.02 

0.06 

0.04 

0.24 

0.01 

0.0100 

0.0140 

0.0198 

- 

0.044 

0.053 

0.115 

0.006 

0.109 

0.045 

41.23 

Safe 

1 BRP 

0802000400406700 

0.20 

0.02 

(70.41) 

0.01 

- 

0.01 

0.03 

0.15 

0.00 

- 

- 

- 

- 

- 

0.005 

0.019 

0.001 

0.018 

0.002 

10.38 

Safe 



0.20 

0.00 

(262.79) 

0.00 

0.02 

0.02 

0.01 

0.06 

0.00 

- 

0.0070 

0.0141 

- 

0.021 

0.022 

0.042 

0.002 

0.040 

0.001 

2.03 

Safe 

1 BRW 

0802000200335000 

0.20 

0.02 

- 

0.02 

0.07 

0.09 

0.02 

0.09 

0.00 

0.0100 

0.0223 

0.0525 

- 

0.085 

0.090 

0.180 

0.018 

0.162 

0.134 

82.69 

Semi Critical 

1C 

0802000300374000 

0.20 

0.00 

8,053.95 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0007 

0.0008 

- 

0.002 

0.002 

0.003 

0.000 

0.002 

0.000 

0.58 

Safe 



0.20 

0.07 

134.56 

0.09 

0.04 

0.12 

0.05 

0.23 

0.02 

0.0100 

0.0245 

0.0277 

- 

0.062 

0.081 

0.203 

0.010 

0.193 

0.051 

26.15 

Safe 

1 CDR 

0802000200322800 

0.20 

0.08 

- 

0.08 

0.12 

0.20 

0.05 

0.21 

0.02 

0.0300 

0.0389 

0.0880 

- 

0.157 

0.182 

0.382 

0.038 

0.344 

0.238 

69.18 

Safe 

ICS 

0802000300373600 

0.20 

0.19 

151.64 

0.23 

0.10 

0.33 

0.05 

0.22 

0.05 

0.0200 

0.0658 

0.0744 

- 

0.160 

0.210 

0.537 

0.027 

0.510 

0.127 

24.98 

Safe 

1 DBL-A 

0802000300364100 

0.20 

0.09 

- 

0.09 

0.10 

0.19 

0.04 

0.22 

0.02 

0.0100 

0.0304 

0.0858 

- 

0.126 

0.147 

0.332 

0.033 

0.299 

0.083 

27.62 

Safe 

1 DBL-B 

0802000300364000 

0.20 

0.09 

- 

0.09 

0.10 

0.19 

0.04 

0.21 

0.02 

0.0100 

0.0243 

0.0917 

- 

0.126 

0.146 

0.335 

0.034 

0.302 

0.108 

35.71 

Safe 

1 DPM 

0802000200324100 

0.20 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.12 

(120.19) 

0.10 

0.13 

0.23 

0.06 

0.28 

0.04 

0.0400 

0.0429 

0.0969 

- 

0.180 

0.216 

0.442 

0.022 

0.420 

0.230 

54.69 

Safe 

1 FDM 

0801000900266200 

0.25 

0.12 

(103.97) 

0.09 

0.08 

0.17 

0.04 

0.23 

0.03 

0.0200 

0.0381 

0.0539 

- 

0.112 

0.140 

0.312 

0.016 

0.297 

0.117 

39.56 

Safe 

1 FTP-A 

0802000200324400 

0.20 

0.10 

(113.93) 

0.08 

0.10 

0.18 

0.07 

0.29 

0.03 

0.0300 

0.0342 

0.0774 

- 

0.142 

0.171 

0.356 

0.018 

0.338 

0.301 

89.02 

Semi Critical 

1 FTP-B 

0802000200324300 

0.20 

0.16 

(126.55) 

0.12 

0.16 

0.28 

0.06 

0.28 

0.05 

0.0300 

0.0533 

0.1204 

- 

0.204 

0.249 

0.529 

0.026 

0.503 

0.273 

54.20 

Safe 

1GB-A 

0801000800251300 

0.25 

0.04 

(31.93) 

0.03 

0.05 

0.08 

0.02 

0.12 

0.01 

0.0300 

0.0220 

0.0312 

- 

0.083 

0.091 

0.169 

0.008 

0.161 

0.388 

241.09 

Over Exploited 



0.25 

0.00 

(1,338.53) 

0.00 

0.16 

0.16 

0.01 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.174 

0.009 

0.165 

0.109 

66.07 

Safe 



0.22 

0.01 

52.63 

0.01 

0.02 

0.03 

0.01 

0.06 

0.00 

0.0100 

0.0116 

0.0164 

- 

0.038 

0.040 

0.071 

0.004 

0.068 

0.185 

272.75 

Over Exploited 

1GB-B 

0801000800251200 

0.25 

0.00 

(9,357.28) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.000 

- 

- 

Safe 



0.22 

0.01 

(135.07) 

0.01 

0.02 

0.03 

0.01 

0.07 

0.00 

0.0100 

0.0136 

0.0192 

- 

0.043 

0.045 

0.079 

0.004 

0.075 

0.027 

36.01 

Safe 

1 GGR 

0802000200332500 

0.20 

0.24 

- 

0.24 

0.26 

0.51 

0.06 

0.28 

0.07 

0.0800 

0.0854 

0.1930 

- 

0.358 

0.428 

0.937 

0.094 

0.844 

0.735 

87.10 

Semi Critical 

1 GMD 

0801000900258500 

0.25 

0.02 

(91.60) 

0.02 

0.02 

0.04 

0.02 

0.11 

0.00 

0.0100 

0.0121 

0.0171 

- 

0.039 

0.043 

0.080 

0.004 

0.076 

0.063 

82.82 

Semi Critical 



0.25 

0.01 

(141.16) 

0.01 

0.03 

0.03 

0.01 

0.08 

0.00 

0.0100 

0.0148 

0.0210 

- 

0.046 

0.048 

0.081 

0.004 

0.077 

0.045 

58.43 

Safe 

1 HMH 

0802000200326000 

0.20 

0.13 

- 

0.13 

0.16 

0.29 

0.06 

0.27 

0.04 

0.1100 

0.0454 

0.1027 

- 

0.258 

0.294 

0.585 

0.059 

0.527 

1.008 

191.23 

Over Exploited 

1JRK 

0802000300355800 

0.20 

0.00 

- 

0.00 

0.05 

0.05 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.051 

0.005 

0.046 

0.041 

88.92 

Semi Critical 



0.20 

0.05 

- 

0.05 

0.10 

0.15 

0.03 

0.14 

0.01 

0.0300 

0.0282 

0.0798 

- 

0.138 

0.152 

0.306 

0.031 

0.276 

0.285 

103.30 

Over Exploited 

1JW 

0802000400410800 

0.20 

0.00 

7,596.59 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0016 

0.0018 

- 

0.003 

0.003 

0.006 

0.000 

0.006 

0.000 

5.69 

Safe 



0.20 

0.19 

84.63 

0.23 

0.11 

0.34 

0.04 

0.21 

0.05 

0.0300 

0.0685 

0.0775 

- 

0.176 

0.226 

0.567 

0.028 

0.538 

0.158 

29.31 

Safe 

1 KDM 

0802000500416900 

0.20 

0.32 

(55.62) 

0.26 

0.18 

0.44 

0.05 

0.22 

0.09 

0.0200 

0.1146 

0.1296 

- 

0.264 

0.350 

0.793 

0.040 

0.753 

0.212 

28.19 

Safe 

1 KND 

0801000900290100 

0.25 

0.00 

7,686.75 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.009 

8,271.26 

Over Exploited 



0.25 

0.11 

111.11 

0.13 

0.07 

0.20 

0.03 

0.15 

0.03 

0.0300 

0.0284 

0.0534 

- 

0.112 

0.141 

0.345 

0.017 

0.328 

0.307 

93.59 

Critical 

1 KNJ (RURAL) 

0802000300359500 

0.20 

0.01 

- 

0.01 

0.07 

0.08 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.079 

0.008 

0.071 

0.000 

0.26 

Safe 



0.20 

0.08 

- 

0.08 

0.10 

0.18 

0.04 

0.19 

0.02 

- 

0.0245 

0.0922 

- 

0.117 

0.137 

0.316 

0.032 

0.285 

0.001 

0.25 

Safe 

1 KSP-A 

0802000200330800 

0.20 

0.08 

- 

0.08 

0.08 

0.16 

0.06 

0.28 

0.02 

0.0100 

0.0292 

0.0660 

- 

0.105 

0.129 

0.293 

0.029 

0.264 

0.120 

45.67 

Safe 

1 KSP-B 

0802000200333100 

0.20 

0.08 

- 

0.08 

0.08 

0.16 

0.06 

0.28 

0.02 

0.0100 

0.0277 

0.0626 

- 

0.100 

0.123 

0.278 

0.028 

0.251 

0.080 

31.96 

Safe 

1 KSP-C 

0802000200333200 

0.20 

0.09 

- 

0.09 

0.12 

0.21 

0.06 

0.28 

0.03 

0.0200 

0.0384 

0.0905 

- 

0.149 

0.175 

0.385 

0.039 

0.347 

0.113 

32.63 

Safe 

1 KSR-A 

0801000900270100 

0.25 

0.02 

(10,969.60) 

0.02 

0.43 

0.45 

0.02 

0.10 

0.01 

0.0100 

- 

- 

- 

0.010 

0.015 

0.461 

0.023 

0.438 

0.054 

12.36 

Safe 



0.25 

0.03 

(714.98) 

0.02 

0.49 

0.51 

0.02 

0.11 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.533 

0.027 

0.506 

0.027 

5.37 

Safe 

1 KSR-B 

0801000900271200 

0.25 

0.09 

- 

0.09 

0.12 

0.21 

0.05 

0.21 

0.02 

0.0200 

0.0389 

0.0915 

- 

0.150 

0.175 

0.388 

0.039 

0.350 

0.126 

36.13 

Safe 

1 KWD 

0802000300383800 

0.20 

0.09 

(87.82) 

0.07 

0.07 

0.14 

0.05 

0.25 

0.02 

0.0200 

0.0343 

0.0485 

- 

0.103 

0.127 

0.270 

0.013 

0.256 

0.108 

42.00 

Safe 

1 KWM 

0802000300384400 

0.20 

0.07 

(89.09) 

0.05 

0.06 

0.11 

0.05 

0.25 

0.02 

0.0200 

0.0291 

0.0352 

- 

0.084 

0.103 

0.213 

0.011 

0.202 

0.126 

62.62 

Safe 

1LAKH-RD 

0802000400408000 

0.20 

0.11 

- 

0.11 

0.01 

0.12 

0.04 

0.21 

0.03 

0.0300 

- 

- 

- 

0.030 

0.059 

0.175 

0.018 

0.158 

0.267 

169.32 

Over Exploited 

1 LBM 

0802000400412100 

0.20 

0.07 

- 

0.07 

0.03 

0.10 

0.04 

0.21 

0.02 

0.0100 

0.0203 

0.0287 

- 

0.059 

0.077 

0.180 

0.018 

0.162 

0.135 

83.29 

Semi Critical 

1 LGW 

0802000300363400 

0.20 

0.11 

(313.77) 

0.09 

0.47 

0.56 

0.03 

0.15 

0.02 

0.0300 

- 

- 

- 

0.030 

0.054 

0.614 

0.031 

0.584 

0.285 

48.86 

Safe 



0.20 

0.00 

790.43 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0035 

0.0131 

- 

0.017 

0.017 

0.032 

0.002 

0.030 

0.027 

89.96 

Semi Critical 

1 LK 

0802000300382200 

0.20 

0.00 

329.07 

0.00 

0.01 

0.01 

0.01 

0.05 

0.00 

0.0100 

0.0052 

0.0063 

- 

0.022 

0.022 

0.033 

0.002 

0.032 

0.068 

215.99 

Over Exploited 



0.20 

0.01 

(665.31) 

0.01 

0.16 

0.17 

0.02 

0.10 

0.00 

0.0300 

- 

- 

- 

0.030 

0.033 

0.200 

0.010 

0.190 

0.149 

78.61 

Semi Critical 



0.20 

0.01 

(3.30) 

0.01 

0.02 

0.03 

0.02 

0.10 

0.00 

0.0100 

0.0105 

0.0127 

- 

0.033 

0.036 

0.062 

0.003 

0.058 

0.069 

118.26 

Over Exploited 

1 LKS 

0802000400394300 

0.20 

0.01 

- 

0.01 

0.11 

0.12 

0.02 

0.08 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.138 

0.014 

0.124 

0.068 

54.53 

Safe 



0.20 

0.00 

- 

0.00 

0.02 

0.02 

0.01 

0.04 

0.00 

- 

0.0050 

0.0190 

- 

0.024 

0.025 

0.049 

0.005 

0.044 

0.033 

75.92 

Semi Critical 



0.20 

0.01 

- 

0.01 

0.03 

0.03 

0.01 

0.06 

0.00 

- 

0.0069 

0.0261 

- 

0.033 

0.035 

0.070 

0.007 

0.063 

0.040 

63.68 

Safe 

1 M 

0802000300381100 

0.20 

0.04 

(166.43) 

0.04 

0.25 

0.28 

0.05 

0.24 

0.01 

0.0300 

- 

- 

- 

0.030 

0.042 

0.325 

0.016 

0.309 

0.135 

43.82 

Safe 

1 MD 

0802000200336200 

0.20 

0.12 

(406.47) 

0.09 

0.68 

0.77 

0.06 

0.27 

0.03 

0.0800 

- 

- 

- 

0.080 

0.114 

0.884 

0.044 

0.840 

0.417 

49.58 

Safe 



0.20 

0.00 

(14,613.40) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0006 

- 

0.001 

0.001 

0.002 

0.000 

0.001 

0.000 

3.55 

Safe 

1 MKS-A 

0802000200322200 

0.20 

0.00 

(214.21) 

0.00 

0.02 

0.03 

0.01 

0.04 

0.00 

0.0100 

0.0083 

0.0196 

- 

0.038 

0.039 

0.065 

0.003 

0.062 

0.042 

67.81 

Safe 

1 MKS-B 

0802000200322100 

0.20 

0.01 

(86.86) 

0.01 

0.03 

0.03 

0.02 

0.08 

0.00 

0.0100 

0.0102 

0.0241 

- 

0.044 

0.046 

0.081 

0.004 

0.077 

0.071 

92.81 

Critical 

1 MNWM 

0801000900257400 

0.25 

0.15 

(110.81) 

0.12 

0.08 

0.20 

0.04 

0.23 

0.03 

0.0100 

0.0458 

0.0648 

- 

0.121 

0.153 

0.354 

0.018 

0.336 

0.054 

16.19 

Safe 

1 MOD 

0802000300359900 

0.20 

0.11 

- 

0.11 

0.31 

0.42 

0.05 

0.24 

0.03 

0.0500 

- 

- 

- 

0.050 

0.078 

0.502 

0.050 

0.451 

0.406 

89.89 

Semi Critical 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0002 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

1 MST 

0802000200337100 

0.20 

0.01 

(58.34) 

0.01 

0.03 

0.04 

0.03 

0.12 

0.00 

0.0200 

0.0109 

0.0132 

- 

0.044 

0.047 

0.084 

0.004 

0.079 

0.083 

104.97 

Over Exploited 



0.20 

0.02 

(120.97) 

0.02 

0.06 

0.07 

0.04 

0.16 

0.01 

0.0200 

0.0182 

0.0368 

- 

0.075 

0.081 

0.155 

0.008 

0.147 

0.108 

73.76 

Semi Critical 

1 MST-SM 

0802000200337600 

0.20 

0.04 

(45.62) 

0.03 

0.04 

0.07 

0.05 

0.23 

0.01 

0.0200 

0.0174 

0.0211 

- 

0.059 

0.069 

0.135 

0.007 

0.128 

0.101 

78.94 

Semi Critical 



0.20 

0.00 

########## 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.003 

0.000 

1.72 

Safe 



0.20 

0.00 

172.67 

0.00 

0.01 

0.01 

0.01 

0.05 

0.00 

- 

0.0044 

0.0090 

- 

0.013 

0.014 

0.027 

0.001 

0.026 

0.025 

96.78 

Critical 

1 MW 

0802000300377800 

0.20 

0.08 

(331.62) 

0.07 

0.42 

0.49 

0.06 

0.26 

0.02 

0.0700 

- 

- 

- 

0.070 

0.093 

0.579 

0.029 

0.550 

0.352 

63.92 

Safe 

1 MWM 

0802000300379100 

0.20 

0.05 

(43.76) 

0.04 

0.05 

0.09 

0.05 

0.25 

0.01 

0.0500 

0.0186 

0.0263 

- 

0.095 

0.108 

0.199 

0.010 

0.189 

0.271 

143.49 

Over Exploited 

1 NDR 

0802000200335500 

0.20 

0.00 

(3,931.20) 

0.00 

0.04 

0.04 

0.01 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.038 

0.002 

0.036 

0.011 

29.43 

Safe 



0.20 

0.00 

(1,159.09) 

0.00 

0.00 

0.01 

0.00 

0.01 

0.00 

- 

0.0020 

0.0040 

- 

0.006 

0.006 

0.011 

0.001 

0.011 

0.010 

98.08 

Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 





Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.051 

0.12 

0.150 

0.00 

0.00 

0.01 

0.00 

0.00 

-0.01 

-0.01 

0.00 

0.000 

0.01 

0.01 






Bhakhra Canal 

Command 

Younger Alluvium 

1.453 

0.12 

0.150 

0.02 

0.01 

0.03 

0.05 

0.00 

-0.04 

-0.03 

0.08 

0.006 

0.17 

0.26 


1 NM 

080200040040810C 

2.432 

Saline 

Non-command 

Non-command 

Younger Alluvium 

2.432 

-0.20 

0.150 

0.13 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.51 

0.006 

0.17 

0.32 


1 NR 

0802000400404700 

3.297 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.974 

-0.25 

0.150 

0.07 

0.01 

0.01 

0.02 

0.00 

0.00 

0.00 

0.27 

0.005 

0.10 

0.15 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.155 

-0.25 

0.150 

0.00 

0.00 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.01 

0.01 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.168 

-0.25 

0.150 

0.03 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.13 

0.003 

0.06 

0.09 


1 NRD 

0801000900258300 

1.580 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.620 

0.02 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.04 

0.000 

0.07 

0.22 






Gang Canal 

Command 

Younger Alluvium 

0.937 

0.02 

0.200 

0.01 

0.00 

0.02 

0.02 

0.00 

-0.03 

-0.01 

0.05 

0.000 

0.11 

0.33 


1 NSW 

0802000400409300 

3.334 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.334 

-0.30 

0.150 

0.06 

0.01 

0.03 

0.03 

0.00 

0.00 

0.00 

0.22 

0.008 

0.16 

0.26 


1 NWN 

0802000300356200 

7.329 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

6.177 

-0.57 

0.150 

0.04 

0.01 

0.06 

0.18 

0.00 

0.00 

0.00 

0.17 

0.002 

0.16 

0.41 


1 PBN 

0802000400397600 

4.514 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.068 

0.13 

0.150 

0.00 

0.00 

0.11 

0.00 

0.00 

-0.09 

-0.06 

0.02 

0.003 

0.04 

0.05 






Bhakhra Canal 

Command 

Younger Alluvium 

0.312 

0.13 

0.150 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

0.00 

0.01 

0.001 

0.01 

0.02 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.134 

0.13 

0.150 

0.01 

0.00 

0.02 

0.09 

0.00 

-0.04 

-0.03 

0.04 

0.008 

0.11 

0.16 



0802000400405500 

2.697 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.351 

-0.28 

0.150 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.04 

0.003 

0.08 

0.13 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.346 

-0.28 

0.150 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.01 

0.003 

0.08 

0.13 


1 PBN-T 

0802000400405400 

1.760 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.649 

-0.25 

0.150 

0.02 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.07 

0.004 

0.15 

0.24 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.111 

-0.25 

0.150 

0.00 

0.00 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


1 PPM 

0801000900275900 

6.117 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.622 

0.09 

0.200 

0.02 

0.00 

0.07 

0.08 

0.00 

-0.03 

-0.01 

0.06 

0.001 

0.16 

0.40 






Gang Canal 

Command 

Younger Alluvium 

0.495 

0.09 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

-0.01 

0.01 

0.000 

0.01 

0.03 


1 PWM 

0802000400410200 

3.331 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.329 

0.27 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.03 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.546 

0.27 

0.150 

0.00 

0.00 

0.11 

0.00 

0.00 

-0.09 

-0.05 

0.02 

0.001 

0.03 

0.05 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.456 

0.27 

0.150 

0.02 

0.00 

0.03 

0.04 

0.00 

0.06 

0.03 

0.06 

0.006 

0.12 

0.21 


1 R 

0802000300368400 

2.152 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.351 

0.31 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.000 

0.03 

0.06 






Bhakhra Canal 

Command 

Younger Alluvium 

1.801 

0.31 

0.150 

0.05 

0.01 

0.02 

0.05 

0.00 

0.05 

0.02 

0.18 

0.000 

0.15 

0.29 


1 RK 

0802000200331800 

2.703 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.503 

-0.69 

0.150 

0.05 

0.01 

0.20 

0.00 

0.00 

0.00 

0.00 

0.21 

0.006 

0.12 

0.18 






Bhakhra Canal 

Command 

Younger Alluvium 

0.790 

-0.69 

0.150 

0.03 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.11 

0.003 

0.06 

0.09 





Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.410 

-0.69 

0.150 

0.01 

0.00 

0.05 

0.00 

0.00 

0.00 

0.00 

0.05 

0.002 

0.03 

0.05 


1 RM 

0801000900255200 

4.873 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.772 

-0.04 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.01 

0.000 

0.03 

0.10 


1 RP 

0802000300382800 

2.468 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.468 

0.06 

0.150 

0.08 

0.02 

0.58 

0.00 

0.00 

-0.50 

-0.31 

0.34 

0.001 

0.21 

0.34 


1 RPM 

0802000400402600 

2.091 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.091 

-0.01 

0.150 

0.06 

0.01 

0.03 

0.07 

0.00 

0.00 

0.00 

0.22 

0.005 

0.17 

0.41 


1 RRW 

0802000100318300 

6.098 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.278 

-0.31 

0.150 

0.02 

0.00 

0.03 

0.09 

0.00 

0.00 

0.00 

0.05 

0.010 

0.11 

0.25 


1 SGM (CT) 

0801000940111000 

1.587 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.587 

-0.17 

0.200 

0.07 

0.02 

0.03 

0.06 

0.00 

0.00 

0.00 

0.29 

0.000 

0.17 

0.41 


1SGR-A 

0802000400399600 

3.042 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

3.042 

-0.22 

0.150 

0.04 

0.01 

0.41 

0.00 

0.00 

0.00 

0.00 

0.15 

0.008 

0.16 

0.25 


1SGR-B 

0802000400399500 

2.103 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.103 

-0.14 

0.150 

0.04 

0.01 

0.28 

0.00 

0.00 

0.00 

0.00 

0.16 

0.005 

0.16 

0.26 


1 SNM 

0802000300362600 

1.565 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.565 

-0.42 

0.150 

0.03 

0.00 

0.02 

0.04 

0.00 

0.00 

0.00 

0.13 

0.000 

0.19 

0.52 


1 SPD 

0801000900265500 

2.902 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.891 

0.04 

0.200 

0.01 

0.00 

0.03 

0.04 

0.00 

-0.04 

-0.02 

0.05 

0.000 

0.18 

0.48 


1SRPM 

0801000900290500 

7.185 

Saline 

Non-command 

Non-command 

Younger Alluvium 

7.185 

0.58 

0.200 

0.02 

0.00 

0.00 

0.00 

0.00 

0.86 

0.47 

0.09 

0.001 

0.17 

0.31 


1 SRW 

0802000200329600 

4.812 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.002 

-0.41 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Bhakhra Canal 

Command 

Younger Alluvium 

4.810 

-0.41 

0.150 

0.26 

0.04 

0.05 

0.14 

0.00 

0.00 

0.00 

1.02 

0.018 

0.22 

0.32 


1 STB 

0801000900256700 

4.648 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.156 

0.05 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.02 



0802000300381500 

1.399 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.399 

0.19 

0.150 

0.04 

0.01 

0.02 

0.02 

0.00 

0.03 

0.02 

0.17 

0.000 

0.20 

0.35 


1 STD 

0802000300356300 

2.265 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.265 

-0.38 

0.150 

0.01 

0.00 

0.02 

0.06 

0.00 

0.00 

0.00 

0.06 

0.001 

0.19 

0.49 


1STG (RURAL) 

0802000300359600 

1.661 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.392 

-0.47 

0.150 

0.07 

0.01 

0.14 

0.00 

0.00 

0.00 

0.00 

0.28 

0.000 

0.16 

0.43 






Bhakhra Canal 

Command 

Younger Alluvium 

0.269 

-0.47 

0.150 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.05 

0.000 

0.03 

0.08 


IT 

0802000400409000 

1.708 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.708 

-0.31 

0.150 

0.06 

0.01 

0.01 

0.02 

0.00 

0.00 

0.00 

0.23 

0.004 

0.16 

0.27 


1 TLW-A 

0802000200332200 

3.680 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

3.680 

-0.49 

0.150 

0.13 

0.02 

0.05 

0.11 

0.00 

0.00 

0.00 

0.50 

0.014 

0.22 

0.32 


1 TLW-B 

0802000200332300 

2.994 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

2.994 

-0.53 

0.150 

0.18 

0.03 

0.04 

0.09 

0.00 

0.00 

0.00 

0.69 

0.011 

0.22 

0.32 


1 TTD 

0801000900291900 

1.453 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.413 

0.63 

0.200 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.04 

0.16 

0.000 

0.05 

0.09 


1 ZWD 

0802000300381400 

6.611 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

6.611 

0.30 

0.150 

0.05 

0.01 

0.07 

0.10 

0.00 

0.17 

0.09 

0.19 

0.002 

0.19 

0.34 


10 CDR-A 

0802000200327600 

4.265 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

4.162 

-0.33 

0.150 

0.42 

0.06 

0.42 

0.00 

0.00 

0.00 

0.00 

1.65 

0.016 

0.21 

0.32 






Bhakhra Canal 

Command 

Younger Alluvium 

0.103 

-0.33 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.000 

0.01 

0.01 


10 CDR-B 

0802000200327800 

1.817 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.817 

-0.31 

0.150 

0.03 

0.00 

0.18 

0.00 

0.00 

0.00 

0.00 

0.12 

0.007 

0.22 

0.32 


10DBL 

0802000200339500 

1.739 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.456 

0.13 

0.150 

0.01 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

0.02 

0.002 

0.06 

0.09 


10 FDM 

0801000900266800 

1.529 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.529 

0.10 

0.200 

0.02 

0.01 

0.02 

0.02 

0.00 

0.00 

0.00 

0.09 

0.000 

0.19 

0.60 


10 FTP 

0802000200325200 

4.126 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.648 

-0.16 

0.150 

0.02 

0.00 

0.11 

0.00 

0.00 

0.00 

0.00 

0.06 

0.002 

0.03 

0.06 






Bhakhra Canal 

Command 

Younger Alluvium 

0.502 

-0.16 

0.150 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.05 

0.002 

0.03 

0.04 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.975 

-0.16 

0.150 

0.06 

0.01 

0.04 

0.09 

0.00 

0.00 

0.00 

0.23 

0.011 

0.16 

0.25 


10 GGR 

0802000200331000 

2.888 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.888 

-0.95 

0.150 

0.21 

0.03 

0.04 

0.08 

0.00 

0.00 

0.00 

0.84 

0.011 

0.22 

0.32 


10HMH 

0802000300358600 

2.126 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.100 

-0.51 

0.150 

0.01 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.000 

0.01 

0.02 






Bhakhra Canal 

Command 

Younger Alluvium 

0.217 

-0.51 

0.150 

0.03 

0.01 

0.00 

0.01 

0.00 

0.00 

0.00 

0.14 

0.000 

0.02 

0.05 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.808 

-0.51 

0.150 

0.13 

0.02 

0.02 

0.05 

0.00 

0.00 

0.00 

0.51 

0.000 

0.16 

0.44 


10 KSP 

0802000300370900 

4.286 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.286 

-0.15 

0.150 

0.05 

0.01 

0.07 

0.15 

0.00 

0.00 

0.00 

0.20 

0.001 

0.21 

0.38 


10 LGW 

0802000400398500 

3.284 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

3.284 

-0.34 

0.150 

0.05 

0.01 

0.33 

0.00 

0.00 

0.00 

0.00 

0.20 

0.008 

0.16 

0.25 


10 LKS 

0802000400396400 

17.807 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.525 

-0.04 

0.150 

0.00 

0.00 

0.03 

0.07 

0.00 

0.00 

0.00 

0.01 

0.006 

0.02 

0.04 


10 LLW 

0802000300351800 

2.713 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

2.469 

-0.23 

0.150 

0.08 

0.01 

0.02 

0.07 

0.00 

0.00 

0.00 

0.31 

0.001 

0.17 

0.44 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.243 

-0.23 

0.150 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.04 


10 MD-A 

0802000300376800 

1.276 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.027 

-0.09 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 






Bhakhra Canal 

Command 

Younger Alluvium 

1.249 

-0.09 

0.150 

0.02 

0.00 

0.02 

0.04 

0.00 

0.00 

0.00 

0.07 

0.000 

0.20 

0.36 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 


( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.20 

0.00 

(12,058.34) 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.012 

0.001 

0.011 

0.000 

1.72 

Safe 



0.20 

0.05 

(155.28) 

0.04 

0.09 

0.13 

0.05 

0.22 

0.01 

0.0200 

0.0306 

0.0618 

- 

0.113 

0.127 

0.255 

0.013 

0.242 

0.087 

35.73 

Safe 

1 NM 

080200040040810C 

0.20 

0.08 

- 

0.08 

0.02 

0.10 

0.04 

0.21 

0.02 

0.0600 

- 

- 

- 

0.060 

0.082 

0.182 

0.018 

0.164 

0.511 

312.14 

Over Exploited 

1 NR 

0802000400404700 

0.20 

0.04 

- 

0.04 

0.04 

0.08 

0.03 

0.12 

0.01 

0.0300 

0.0194 

0.0274 

- 

0.077 

0.087 

0.168 

0.017 

0.151 

0.276 

182.31 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.02 

0.02 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.021 

0.002 

0.019 

0.018 

97.02 

Critical 



0.20 

0.01 

- 

0.01 

0.02 

0.03 

0.02 

0.07 

0.00 

0.0100 

0.0115 

0.0162 

- 

0.038 

0.041 

0.074 

0.007 

0.067 

0.133 

199.22 

Over Exploited 

1 NRD 

0801000900258300 

0.25 

0.01 

(109.53) 

0.01 

0.02 

0.03 

0.02 

0.09 

0.00 

0.0100 

0.0091 

0.0129 

- 

0.032 

0.035 

0.060 

0.003 

0.057 

0.036 

63.36 

Safe 



0.25 

0.03 

(133.71) 

0.02 

0.04 

0.06 

0.02 

0.14 

0.01 

0.0100 

0.0236 

0.0334 

- 

0.067 

0.073 

0.134 

0.007 

0.128 

0.045 

35.33 

Safe 

1 NSW 

0802000400409300 

0.20 

0.11 

- 

0.11 

0.07 

0.18 

0.04 

0.21 

0.03 

0.0200 

0.0409 

0.0462 

- 

0.107 

0.136 

0.316 

0.032 

0.284 

0.225 

79.19 

Semi Critical 

1 NWN 

0802000300356200 

0.20 

0.20 

- 

0.20 

0.25 

0.45 

0.04 

0.21 

0.05 

0.0200 

0.0744 

0.2102 

- 

0.305 

0.357 

0.809 

0.081 

0.728 

0.172 

23.56 

Safe 

1 PBN 

0802000400397600 

0.20 

0.01 

(843.34) 

0.01 

0.11 

0.11 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.002 

0.116 

0.006 

0.110 

0.019 

16.97 

Safe 



0.20 

0.00 

(616.91) 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0028 

0.0106 

- 

0.013 

0.014 

0.025 

0.001 

0.024 

0.009 

36.29 

Safe 



0.20 

0.07 

(141.72) 

0.06 

0.11 

0.17 

0.03 

0.14 

0.02 

- 

0.0283 

0.1067 

- 

0.135 

0.153 

0.323 

0.016 

0.306 

0.046 

14.92 

Safe 


0802000400405500 

0.20 

0.02 

- 

0.02 

0.03 

0.05 

0.02 

0.10 

0.01 

- 

0.0166 

0.0187 

- 

0.035 

0.041 

0.088 

0.009 

0.079 

0.039 

49.65 

Safe 



0.20 

0.02 

- 

0.02 

0.02 

0.05 

0.02 

0.10 

0.01 

- 

0.0165 

0.0187 

- 

0.035 

0.041 

0.088 

0.009 

0.079 

0.017 

21.96 

Safe 

1 PBN-T 

0802000400405400 

0.20 

0.05 

- 

0.05 

0.03 

0.08 

0.04 

0.19 

0.01 

0.0100 

0.0202 

0.0228 

- 

0.053 

0.067 

0.147 

0.015 

0.132 

0.076 

57.59 

Safe 



0.20 

0.00 

- 

0.00 

0.02 

0.02 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.019 

0.002 

0.017 

0.000 

1.62 

Safe 

1 PPM 

0801000900275900 

0.25 

0.22 

(105.98) 

0.18 

0.16 

0.34 

0.04 

0.20 

0.06 

0.0100 

0.0965 

0.1169 

- 

0.223 

0.281 

0.617 

0.031 

0.587 

0.064 

10.87 

Safe 



0.25 

0.00 

(416.73) 

0.00 

0.02 

0.02 

0.00 

0.02 

0.00 

- 

0.0146 

0.0176 

- 

0.032 

0.033 

0.057 

0.003 

0.054 

0.009 

16.74 

Safe 

1 PWM 

0802000400410200 

0.20 

0.00 

166.49 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0048 

0.0068 

- 

0.012 

0.012 

0.022 

0.001 

0.021 

0.001 

3.96 

Safe 



0.20 

0.00 

(1,854.29) 

0.00 

0.11 

0.11 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.113 

0.006 

0.107 

0.019 

18.10 

Safe 



0.20 

0.06 

(44.79) 

0.05 

0.06 

0.11 

0.03 

0.16 

0.02 

0.0100 

0.0361 

0.0511 

- 

0.097 

0.113 

0.224 

0.011 

0.212 

0.063 

29.69 

Safe 

1 R 

0802000300368400 

0.20 

0.00 

391.22 

0.00 

0.01 

0.01 

0.01 

0.04 

0.00 

0.0100 

0.0043 

0.0049 

- 

0.019 

0.020 

0.029 

0.001 

0.027 

0.038 

139.85 

Over Exploited 



0.20 

0.05 

(54.04) 

0.04 

0.08 

0.13 

0.04 

0.19 

0.01 

0.0300 

0.0271 

0.0613 

- 

0.118 

0.132 

0.259 

0.013 

0.246 

0.183 

74.51 

Semi Critical 

1 RK 

0802000200331800 

0.20 

0.04 

- 

0.04 

0.21 

0.25 

0.03 

0.15 

0.01 

0.0200 

- 

- 

- 

0.020 

0.030 

0.277 

0.028 

0.250 

0.214 

85.65 

Semi Critical 



0.20 

0.01 

- 

0.01 

0.03 

0.04 

0.02 

0.08 

0.00 

0.0100 

0.0095 

0.0269 

- 

0.046 

0.049 

0.090 

0.009 

0.081 

0.112 

138.59 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.05 

0.06 

0.01 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.068 

0.007 

0.061 

0.051 

82.32 

Semi Critical 

1 RM 

0801000900255200 

0.25 

0.01 

- 

0.01 

0.02 

0.03 

0.01 

0.04 

0.00 

- 

0.0162 

0.0183 

- 

0.035 

0.036 

0.067 

0.007 

0.060 

0.009 

15.20 

Safe 

1 RP 

0802000300382800 

0.20 

0.10 

(395.05) 

0.08 

0.60 

0.68 

0.06 

0.27 

0.03 

0.0600 

- 

- 

- 

0.060 

0.089 

0.769 

0.038 

0.731 

0.339 

46.34 

Safe 

1 RPM 

0802000400402600 

0.20 

0.07 

- 

0.07 

0.12 

0.19 

0.05 

0.21 

0.02 

0.0400 

0.0378 

0.0890 

- 

0.167 

0.186 

0.373 

0.037 

0.336 

0.222 

66.14 

Safe 

1 RRW 

0802000100318300 

0.20 

0.07 

- 

0.07 

0.13 

0.20 

0.03 

0.14 

0.02 

0.0100 

0.0395 

0.1116 

- 

0.161 

0.180 

0.377 

0.038 

0.339 

0.059 

17.39 

Safe 

1 SGM (CT) 

0801000940111000 

0.25 

0.07 

- 

0.07 

0.10 

0.17 

0.05 

0.21 

0.02 

0.0500 

0.0287 

0.0675 

- 

0.146 

0.164 

0.334 

0.033 

0.301 

0.288 

95.77 

Critical 

1SGR-A 

0802000400399600 

0.20 

0.10 

- 

0.10 

0.42 

0.51 

0.04 

0.20 

0.03 

0.0200 

- 

- 

- 

0.020 

0.047 

0.561 

0.056 

0.505 

0.154 

30.42 

Safe 

1SGR-B 

0802000400399500 

0.20 

0.07 

- 

0.07 

0.29 

0.36 

0.04 

0.20 

0.02 

0.0200 

- 

- 

- 

0.020 

0.038 

0.397 

0.040 

0.357 

0.167 

46.80 

Safe 

1 SNM 

0802000300362600 

0.20 

0.06 

- 

0.06 

0.06 

0.12 

0.05 

0.24 

0.01 

0.0100 

0.0188 

0.0533 

- 

0.082 

0.097 

0.217 

0.022 

0.195 

0.126 

64.74 

Safe 

1 SPD 

0801000900265500 

0.25 

0.13 

(111.45) 

0.10 

0.08 

0.18 

0.04 

0.22 

0.03 

0.0100 

0.0425 

0.0601 

- 

0.113 

0.144 

0.324 

0.016 

0.308 

0.045 

14.75 

Safe 

1SRPM 

0801000900290500 

0.25 

0.31 

53.75 

0.37 

- 

0.37 

0.05 

0.22 

0.08 

0.0100 

- 

- 

- 

0.010 

0.091 

0.458 

0.023 

0.435 

0.091 

20.90 

Safe 

1 SRW 

0802000200329600 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.21 

- 

0.21 

0.23 

0.43 

0.06 

0.28 

0.06 

0.1100 

0.0579 

0.1637 

- 

0.332 

0.391 

0.825 

0.082 

0.742 

1.038 

139.87 

Over Exploited 

1 STB 

0801000900256700 

0.25 

0.00 

(411.78) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0023 

0.0032 

- 

0.006 

0.006 

0.010 

0.000 

0.009 

0.009 

96.65 

Critical 


0802000300381500 

0.20 

0.05 

(66.79) 

0.04 

0.05 

0.09 

0.05 

0.25 

0.01 

0.0300 

0.0240 

0.0291 

- 

0.083 

0.098 

0.189 

0.009 

0.180 

0.170 

94.74 

Critical 

1 STD 

0802000300356300 

0.20 

0.09 

- 

0.09 

0.09 

0.18 

0.05 

0.24 

0.02 

0.0100 

0.0273 

0.0771 

- 

0.114 

0.137 

0.312 

0.031 

0.281 

0.058 

20.51 

Safe 

1STG (RURAL) 

0802000300359600 

0.20 

0.04 

- 

0.04 

0.15 

0.19 

0.04 

0.20 

0.01 

0.0300 

- 

- 

- 

0.030 

0.041 

0.235 

0.023 

0.211 

0.284 

134.58 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.01 

0.04 

0.00 

0.0100 

0.0024 

0.0091 

- 

0.022 

0.022 

0.033 

0.003 

0.030 

0.054 

179.94 

Over Exploited 

IT 

0802000400409000 

0.20 

0.06 

- 

0.06 

0.04 

0.10 

0.04 

0.21 

0.02 

0.0300 

0.0209 

0.0237 

- 

0.075 

0.090 

0.187 

0.019 

0.168 

0.235 

139.83 

Over Exploited 

1 TLW-A 

0802000200332200 

0.20 

0.16 

- 

0.16 

0.17 

0.33 

0.06 

0.28 

0.05 

0.0600 

0.0554 

0.1252 

- 

0.241 

0.286 

0.617 

0.062 

0.555 

0.509 

91.75 

Critical 

1 TLW-B 

0802000200332300 

0.20 

0.13 

- 

0.13 

0.15 

0.28 

0.06 

0.28 

0.04 

0.0800 

0.0451 

0.1019 

- 

0.227 

0.264 

0.547 

0.055 

0.492 

0.704 

143.18 

Over Exploited 

1 TTD 

0801000900291900 

0.25 

0.01 

688.77 

0.01 

0.02 

0.02 

0.01 

0.06 

0.00 

0.0200 

0.0040 

0.0057 

- 

0.030 

0.031 

0.054 

0.003 

0.052 

0.162 

313.78 

Over Exploited 

1 ZWD 

0802000300381400 

0.20 

0.25 

(62.47) 

0.20 

0.18 

0.38 

0.05 

0.24 

0.07 

0.0400 

0.0973 

0.1374 

- 

0.275 

0.342 

0.721 

0.036 

0.685 

0.191 

27.85 

Safe 

10 CDR-A 

0802000200327600 

0.20 

0.18 

- 

0.18 

0.48 

0.65 

0.06 

0.27 

0.05 

0.1900 

- 

- 

- 

0.190 

0.240 

0.892 

0.089 

0.803 

1.669 

207.85 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0009 

0.0035 

- 

0.005 

0.005 

0.008 

0.001 

0.008 

0.040 

535.38 

Over Exploited 

10 CDR-B 

0802000200327800 

0.20 

0.08 

- 

0.08 

0.18 

0.26 

0.06 

0.28 

0.02 

0.0100 

- 

- 

- 

0.010 

0.032 

0.293 

0.029 

0.264 

0.126 

47.79 

Safe 

10 DBL 

0802000200339500 

0.20 

0.01 

(18.94) 

0.00 

0.01 

0.02 

0.02 

0.07 

0.00 

- 

0.0078 

0.0095 

- 

0.017 

0.019 

0.035 

0.002 

0.033 

0.026 

77.24 

Semi Critical 

10 FDM 

0801000900266800 

0.25 

0.07 

(100.00) 

0.06 

0.05 

0.11 

0.04 

0.23 

0.02 

0.0200 

0.0225 

0.0318 

- 

0.074 

0.090 

0.199 

0.010 

0.189 

0.090 

47.71 

Safe 

10 FTP 

0802000200325200 

0.20 

0.00 

- 

0.00 

0.11 

0.11 

0.01 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.124 

0.012 

0.111 

0.061 

55.15 

Safe 



0.20 

0.00 

- 

0.00 

0.02 

0.02 

0.01 

0.03 

0.00 

0.0100 

0.0076 

0.0171 

- 

0.035 

0.035 

0.059 

0.006 

0.053 

0.052 

98.08 

Critical 



0.20 

0.09 

- 

0.09 

0.13 

0.23 

0.04 

0.20 

0.03 

0.0300 

0.0448 

0.1013 

- 

0.176 

0.203 

0.428 

0.043 

0.385 

0.238 

61.92 

Safe 

10 GGR 

0802000200331000 

0.20 

0.12 

- 

0.12 

0.15 

0.27 

0.06 

0.28 

0.04 

0.0900 

0.0435 

0.0983 

- 

0.232 

0.267 

0.541 

0.054 

0.487 

0.853 

175.07 

Over Exploited 

10 HMH 

0802000300358600 

0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.024 

0.002 

0.021 

0.054 

254.40 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.02 

0.02 

0.00 

0.02 

0.00 

0.0200 

0.0026 

0.0074 

- 

0.030 

0.030 

0.049 

0.005 

0.045 

0.135 

303.23 

Over Exploited 



0.20 

0.06 

- 

0.06 

0.09 

0.15 

0.04 

0.20 

0.01 

0.0600 

0.0218 

0.0615 

- 

0.143 

0.158 

0.307 

0.031 

0.276 

0.510 

184.95 

Over Exploited 

10 KSP 

0802000300370900 

0.20 

0.18 

- 

0.18 

0.23 

0.41 

0.06 

0.26 

0.05 

0.0400 

0.0774 

0.1823 

- 

0.300 

0.349 

0.755 

0.075 

0.679 

0.203 

29.90 

Safe 

10 LGW 

0802000400398500 

0.20 

0.11 

- 

0.11 

0.34 

0.44 

0.04 

0.20 

0.03 

0.0200 

- 

- 

- 

0.020 

0.049 

0.493 

0.049 

0.444 

0.211 

47.58 

Safe 

10 LKS 

0802000400396400 

0.20 

0.01 

- 

0.01 

0.10 

0.12 

0.01 

0.03 

0.00 

- 

0.0380 

0.0859 

- 

0.124 

0.127 

0.243 

0.024 

0.219 

0.014 

6.51 

Safe 

10 LLW 

0802000300351800 

0.20 

0.09 

- 

0.09 

0.10 

0.19 

0.04 

0.22 

0.02 

0.0300 

0.0223 

0.0840 

- 

0.136 

0.159 

0.344 

0.034 

0.310 

0.312 

100.55 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0022 

0.0083 

- 

0.011 

0.011 

0.020 

0.002 

0.018 

0.013 

71.26 

Semi Critical 

10 MD-A 

0802000300376800 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0004 

0.0006 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

0.46 

Safe 



0.20 

0.05 

- 

0.05 

0.06 

0.11 

0.06 

0.26 

0.01 

0.0100 

0.0226 

0.0531 

- 

0.086 

0.100 

0.214 

0.021 

0.192 

0.069 

36.03 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


10 MD-B 

080200030037670C 

1.874 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.254 

-0.09 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.03 

0.05 






Bhakhra Canal 

Command 

Younger Alluvium 

1.620 

-0.09 

0.150 

0.01 

0.00 

0.02 

0.06 

0.00 

0.00 

0.00 

0.04 

0.000 

0.18 

0.33 


10 MD-C 

080200030037660C 

0.942 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.942 

-0.09 

0.150 

0.01 

0.00 

0.01 

0.03 

0.00 

0.00 

0.00 

0.04 

0.000 

0.20 

0.38 


10 MKS-A 

0802000200323500 

3.644 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.198 

0.15 

0.150 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

0.00 

0.01 

0.001 

0.01 

0.02 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.535 

0.15 

0.150 

0.01 

0.00 

0.01 

0.02 

0.00 

-0.01 

0.00 

0.02 

0.002 

0.03 

0.06 


10 MKS-B 

0802000200323600 

1.878 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.053 

0.19 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


10 MWM 

0802000300373800 

1.882 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.410 

1.12 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.01 

0.000 

0.04 

0.07 






Ghaggar River Bed 

Command 

Younger Alluvium 

1.152 

1.12 

0.150 

0.01 

0.00 

0.19 

0.00 

0.00 

0.01 

0.01 

0.04 

0.000 

0.11 

0.21 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.320 

1.12 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.01 

0.000 

0.03 

0.06 


10 MZW 

0802000300384500 

7.400 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.003 

0.13 

0.150 

0.08 

0.02 

0.06 

0.07 

0.00 

0.03 

0.02 

0.32 

0.001 

0.14 

0.23 


10NDR 

0802000300382500 

1.899 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.899 

0.14 

0.150 

0.07 

0.02 

0.44 

0.00 

0.00 

-0.35 

-0.20 

0.27 

0.000 

0.20 

0.36 


10NGC 

0802000200328000 

3.440 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.421 

-0.41 

0.150 

0.14 

0.02 

0.32 

0.00 

0.00 

0.00 

0.00 

0.54 

0.009 

0.15 

0.23 






Bhakhra Canal 

Command 

Younger Alluvium 

0.278 

-0.41 

0.150 

0.02 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.06 

0.001 

0.02 

0.03 





Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.004 

-0.41 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Bhakhra Canal 

Command 

Younger Alluvium 

0.738 

-0.41 

0.150 

0.04 

0.01 

0.01 

0.02 

0.00 

0.00 

0.00 

0.14 

0.003 

0.05 

0.07 


10 NRD 

0801000900255400 

2.312 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.067 

-0.08 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 






Gang Canal 

Command 

Younger Alluvium 

1.586 

-0.08 

0.200 

0.01 

0.00 

0.03 

0.04 

0.00 

0.00 

0.00 

0.03 

0.000 

0.14 

0.44 


10 NSW 

0802000400406400 

4.835 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.901 

-0.09 

0.150 

0.03 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.002 

0.03 

0.05 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.824 

-0.09 

0.150 

0.11 

0.03 

0.04 

0.06 

0.00 

0.00 

0.00 

0.45 

0.009 

0.13 

0.23 






Bhakhra Canal 

Command 

Younger Alluvium 

0.110 

-0.09 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.01 


10 PBN-A 

0802000400398100 

3.459 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

3.459 

0.01 

0.150 

0.17 

0.02 

0.35 

0.00 

0.00 

-0.19 

-0.12 

0.67 

0.009 

0.16 

0.25 


10 PBN-B 

0802000400398200 

3.390 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

3.390 

-0.18 

0.150 

0.15 

0.02 

0.34 

0.00 

0.00 

0.00 

0.00 

0.59 

0.008 

0.16 

0.25 


10 RP-A 

0802000300382000 

1.162 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.427 

0.16 

0.150 

0.01 

0.00 

0.00 

0.01 

0.00 

0.01 

0.01 

0.05 

0.000 

0.07 

0.13 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.359 

0.16 

0.150 

0.01 

0.00 

0.07 

0.00 

0.00 

-0.05 

-0.03 

0.05 

0.000 

0.06 

0.11 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.376 

0.16 

0.150 

0.01 

0.00 

0.00 

0.01 

0.00 

0.01 

0.01 

0.03 

0.000 

0.06 

0.12 


10 RP-B 

0802000300381900 

1.442 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.442 

0.21 

0.150 

0.01 

0.00 

0.02 

0.02 

0.00 

0.02 

0.01 

0.05 

0.000 

0.19 

0.35 


10 SGR 

0801000900263700 

1.570 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.667 

0.03 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.04 

0.000 

0.07 

0.15 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.266 

0.03 

0.200 

0.00 

0.00 

0.08 

0.00 

0.00 

-0.08 

-0.04 

0.02 

0.000 

0.03 

0.06 






Bhakhra Canal 

Command 

Younger Alluvium 

0.011 

0.03 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.121 

0.03 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.03 






Bhakhra Canal 

Command 

Younger Alluvium 

0.505 

0.03 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.02 

-0.01 

0.01 

0.000 

0.05 

0.12 


10 SHPD-A 

0801000900268100 

1.724 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.802 

0.05 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

-0.01 

0.02 

0.000 

0.08 

0.20 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.779 

0.05 

0.200 

0.00 

0.00 

0.28 

0.00 

0.00 

-0.27 

-0.11 

0.02 

0.000 

0.08 

0.20 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.143 

0.05 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.04 


10 SHPD-B 

0801000900267700 

1.615 

Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.615 

0.09 

0.200 

0.02 

0.01 

0.58 

0.00 

0.00 

-0.54 

-0.21 

0.09 

0.000 

0.18 

0.45 


10 SHPD-C 

0801000900267800 

1.836 

Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.533 

0.06 

0.200 

0.02 

0.01 

0.55 

0.00 

0.00 

-0.52 

-0.21 

0.08 

0.000 

0.14 

0.36 






Bhakhra Canal 

Command 

Younger Alluvium 

0.303 

0.06 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

0.00 

0.02 

0.000 

0.03 

0.07 


10 SHPD-D 

0801000900267900 

2.708 

Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.463 

0.02 

0.200 

0.01 

0.00 

0.88 

0.00 

0.00 

-0.86 

-0.35 

0.05 

0.000 

0.16 

0.38 






Bhakhra Canal 

Command 

Younger Alluvium 

0.245 

0.02 

0.200 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

0.00 

0.01 

0.000 

0.02 

0.04 


10 SHPD-E 

0801000900268000 

2.212 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.180 

0.05 

0.200 

0.00 

0.00 

0.06 

0.00 

0.00 

-0.06 

-0.03 

0.00 

0.000 

0.01 

0.04 





Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.032 

0.05 

0.200 

0.00 

0.00 

0.73 

0.00 

0.00 

-0.71 

-0.28 

0.01 

0.000 

0.16 

0.40 


10SLW 

0802000200335600 

3.073 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

3.073 

0.06 

0.150 

0.06 

0.01 

0.72 

0.00 

0.00 

-0.64 

-0.43 

0.23 

0.012 

0.22 

0.32 


10 SSW-A 

0802000300369800 

3.405 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.405 

-0.39 

0.150 

0.02 

0.00 

0.04 

0.10 

0.00 

0.00 

0.00 

0.08 

0.001 

0.19 

0.50 


10 SSW-B 

0802000300369900 

2.719 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.719 

-0.39 

0.150 

0.01 

0.00 

0.03 

0.08 

0.00 

0.00 

0.00 

0.06 

0.001 

0.19 

0.51 


10 STB 

0802000400408300 

5.826 

Saline 

Non-command 

Non-command 

Younger Alluvium 

3.217 

-0.29 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.008 

0.09 

0.16 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.609 

-0.29 

0.150 

0.04 

0.01 

0.02 

0.03 

0.00 

0.00 

0.00 

0.14 

0.006 

0.07 

0.13 


10 STG 

0802000300363000 

1.752 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.752 

-0.35 

0.150 

0.19 

0.03 

0.02 

0.05 

0.00 

0.00 

0.00 

0.76 

0.000 

0.18 

0.43 


10 ZWD 

0802000400415200 

1.982 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.982 

0.52 

0.150 

0.00 

0.00 

0.02 

0.02 

0.00 

0.12 

0.07 

0.00 

0.005 

0.17 

0.30 


11CDR 

0802000200327900 

3.188 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

3.180 

-0.32 

0.150 

0.07 

0.01 

0.32 

0.00 

0.00 

0.00 

0.00 

0.26 

0.012 

0.21 

0.32 





Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.008 

-0.32 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


11 DBL 

0802000200341500 

1.273 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.095 

0.11 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.03 


11 FTP 

0802000200326900 

1.808 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.808 

-0.52 

0.150 

0.08 

0.01 

0.30 

0.00 

0.00 

0.00 

0.00 

0.31 

0.007 

0.21 

0.34 


11GGR 

0802000200330900 

1.933 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.933 

-0.96 

0.150 

0.03 

0.00 

0.02 

0.06 

0.00 

0.00 

0.00 

0.11 

0.007 

0.22 

0.32 


11 HMH 

0802000300358700 

3.850 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.096 

-0.53 

0.150 

0.01 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.000 

0.00 

0.01 






Bhakhra Canal 

Command 

Younger Alluvium 

0.707 

-0.53 

0.150 

0.04 

0.01 

0.01 

0.02 

0.00 

0.00 

0.00 

0.16 

0.000 

0.03 

0.09 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.047 

-0.53 

0.150 

0.08 

0.01 

0.03 

0.09 

0.00 

0.00 

0.00 

0.33 

0.001 

0.15 

0.41 


11 KSP 

0802000300371000 

3.217 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.217 

-0.14 

0.150 

0.03 

0.01 

0.05 

0.12 

0.00 

0.00 

0.00 

0.12 

0.001 

0.20 

0.41 


11 LGW 

0802000400398600 

3.175 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

3.175 

-0.33 

0.150 

0.05 

0.01 

0.32 

0.00 

0.00 

0.00 

0.00 

0.19 

0.008 

0.16 

0.25 


11 LLW 

0802000300352200 

2.707 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

2.048 

-0.08 

0.150 

0.07 

0.01 

0.02 

0.06 

0.00 

0.00 

0.00 

0.27 

0.001 

0.15 

0.35 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.186 

-0.08 

0.150 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.03 


11 MD 

0802000300376500 

3.615 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.615 

-0.10 

0.150 

0.04 

0.01 

0.05 

0.13 

0.00 

0.00 

0.00 

0.16 

0.001 

0.21 

0.36 


11 MKS 

0802000200323700 

2.437 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.437 

0.11 

0.150 

0.07 

0.01 

0.03 

0.07 

0.00 

0.00 

0.00 

0.28 

0.009 

0.22 

0.39 


11 MOD 

0802000400393700 

10.329 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

3.120 

0.29 

0.150 

0.01 

0.00 

0.31 

0.00 

0.00 

-0.17 

-0.16 

0.03 

0.008 

0.05 

0.05 


11 MWM 

0802000400416400 

5.973 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.973 

0.53 

0.150 

0.03 

0.01 

0.06 

0.09 

0.00 

0.35 

0.19 

0.09 

0.015 

0.18 

0.33 


11 NDR 

0802000300382600 

1.476 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.476 

0.09 

0.150 

0.09 

0.02 

0.30 

0.00 

0.00 

-0.21 

-0.12 

0.37 

0.000 

0.21 

0.36 


11 NRD 

0801000900254900 

3.550 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.001 

-0.08 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


11 PBN 

0802000400400000 

2.425 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.425 

-0.16 

0.150 

0.14 

0.02 

0.24 

0.00 

0.00 

0.00 

0.00 

0.54 

0.006 

0.16 

0.25 


11 RP 

0802000300381800 

0.875 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.393 

0.22 

0.150 

0.02 

0.00 

0.00 

0.01 

0.00 

0.02 

0.01 

0.07 

0.000 

0.09 

0.16 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

10 MD-B 

0802000300376700 

0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.01 

0.04 

0.00 

- 

0.0037 

0.0053 

- 

0.009 

0.009 

0.017 

0.002 

0.015 

0.006 

39.23 

Safe 



0.20 

0.06 

- 

0.06 

0.08 

0.14 

0.05 

0.22 

0.02 

0.0100 

0.0293 

0.0689 

- 

0.108 

0.124 

0.263 

0.026 

0.237 

0.044 

18.75 

Safe 

10 MD-C 

0802000300376600 

0.20 

0.04 

- 

0.04 

0.05 

0.09 

0.06 

0.26 

0.01 

0.0100 

0.0170 

0.0401 

- 

0.067 

0.078 

0.164 

0.016 

0.148 

0.044 

29.93 

Safe 

10 MKS-A 

0802000200323500 

0.20 

0.00 

(769.49) 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0036 

0.0084 

- 

0.012 

0.012 

0.023 

0.001 

0.021 

0.011 

50.06 

Safe 



0.20 

0.00 

(183.19) 

0.00 

0.03 

0.03 

0.01 

0.04 

0.00 

- 

0.0097 

0.0228 

- 

0.032 

0.033 

0.064 

0.003 

0.060 

0.026 

43.18 

Safe 

10 MKS-B 

0802000200323600 

0.20 

0.00 

(702.24) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0008 

0.0018 

- 

0.003 

0.003 

0.005 

0.000 

0.005 

0.008 

177.31 

Over Exploited 

10 MWM 

0802000300373800 

0.20 

0.00 

901.29 

0.00 

0.01 

0.01 

0.01 

0.05 

0.00 

- 

0.0050 

0.0057 

- 

0.011 

0.012 

0.023 

0.001 

0.022 

0.014 

64.23 

Safe 



0.20 

0.03 

(76.17) 

0.02 

0.19 

0.21 

0.03 

0.14 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.230 

0.012 

0.219 

0.041 

18.90 

Safe 



0.20 

0.00 

1,181.54 

0.00 

0.01 

0.01 

0.01 

0.04 

0.00 

- 

0.0039 

0.0044 

- 

0.008 

0.009 

0.017 

0.001 

0.016 

0.006 

37.09 

Safe 

10 MZW 

0802000300384500 

0.20 

0.14 

(89.15) 

0.11 

0.15 

0.27 

0.04 

0.18 

0.04 

0.0600 

0.0859 

0.1040 

- 

0.250 

0.288 

0.553 

0.028 

0.525 

0.322 

61.35 

Safe 

10NDR 

0802000300382500 

0.20 

0.08 

(357.08) 

0.06 

0.46 

0.53 

0.05 

0.26 

0.02 

0.0500 

- 

- 

- 

0.050 

0.071 

0.596 

0.030 

0.566 

0.270 

47.76 

Safe 

10NGC 

0802000200328000 

0.20 

0.07 

- 

0.07 

0.34 

0.42 

0.04 

0.19 

0.02 

0.0600 

- 

- 

- 

0.060 

0.081 

0.498 

0.050 

0.448 

0.544 

121.48 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

0.0100 

0.0033 

0.0095 

- 

0.023 

0.023 

0.035 

0.003 

0.031 

0.060 

191.71 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.01 

- 

0.01 

0.04 

0.05 

0.01 

0.06 

0.00 

0.0200 

0.0089 

0.0251 

- 

0.054 

0.056 

0.101 

0.010 

0.091 

0.141 

154.40 

Over Exploited 

10 NRD 

0801000900255400 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0010 

0.0014 

- 

0.002 

0.002 

0.004 

0.000 

0.004 

0.000 

0.23 

Safe 



0.25 

0.05 

- 

0.05 

0.07 

0.12 

0.03 

0.16 

0.01 

0.0100 

0.0400 

0.0565 

- 

0.107 

0.118 

0.240 

0.024 

0.216 

0.027 

12.60 

Safe 

10 NSW 

0802000400406400 

0.20 

0.01 

- 

0.01 

0.01 

0.02 

0.01 

0.04 

0.00 

0.0200 

- 

- 

- 

0.020 

0.021 

0.037 

0.004 

0.033 

0.103 

310.34 

Over Exploited 



0.20 

0.10 

- 

0.10 

0.13 

0.22 

0.03 

0.16 

0.03 

0.0800 

0.0562 

0.0795 

- 

0.216 

0.242 

0.467 

0.047 

0.421 

0.455 

108.27 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

- 

0.0020 

0.0047 

- 

0.007 

0.007 

0.012 

0.001 

0.011 

0.014 

127.65 

Over Exploited 

10 PBN-A 

0802000400398100 

0.20 

0.11 

(210.79) 

0.09 

0.37 

0.45 

0.04 

0.20 

0.03 

0.0700 

- 

- 

- 

0.070 

0.101 

0.555 

0.028 

0.528 

0.675 

127.82 

Over Exploited 

10 PBN-B 

0802000400398200 

0.20 

0.11 

- 

0.11 

0.36 

0.47 

0.04 

0.20 

0.03 

0.0700 

- 

- 

- 

0.070 

0.100 

0.568 

0.057 

0.511 

0.602 

117.84 

Over Exploited 

10 RP-A 

0802000300382000 

0.20 

0.01 

(15.37) 

0.01 

0.01 

0.02 

0.02 

0.09 

0.00 

0.0100 

0.0063 

0.0089 

- 

0.025 

0.027 

0.043 

0.002 

0.041 

0.054 

133.40 

Over Exploited 



0.20 

0.00 

(775.52) 

0.00 

0.07 

0.08 

0.02 

0.08 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.087 

0.004 

0.082 

0.054 

65.73 

Safe 



0.20 

0.00 

11.01 

0.01 

0.01 

0.01 

0.02 

0.08 

0.00 

- 

0.0055 

0.0078 

- 

0.013 

0.015 

0.029 

0.001 

0.028 

0.025 

89.69 

Semi Critical 

10 RP-B 

0802000300381900 

0.20 

0.06 

(80.40) 

0.04 

0.04 

0.08 

0.05 

0.25 

0.01 

0.0100 

0.0212 

0.0300 

- 

0.061 

0.076 

0.157 

0.008 

0.150 

0.050 

33.68 

Safe 

10 SGR 

0801000900263700 

0.25 

0.01 

(93.29) 

0.01 

0.01 

0.02 

0.02 

0.09 

0.00 

- 

0.0082 

0.0092 

- 

0.017 

0.021 

0.043 

0.002 

0.041 

0.036 

88.48 

Semi Critical 



0.25 

0.00 

(2,004.17) 

0.00 

0.08 

0.08 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.081 

0.004 

0.077 

0.018 

23.35 

Safe 



0.25 

0.00 

(6,313.64) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.25 

0.00 

(277.85) 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0015 

0.0017 

- 

0.003 

0.003 

0.006 

0.000 

0.006 

0.000 

0.28 

Safe 



0.25 

0.01 

(222.71) 

0.01 

0.02 

0.03 

0.01 

0.07 

0.00 

- 

0.0076 

0.0172 

- 

0.025 

0.027 

0.053 

0.003 

0.051 

0.009 

17.84 

Safe 

10 SHPD-A 

0801000900268100 

0.25 

0.02 

(130.78) 

0.01 

0.02 

0.03 

0.02 

0.10 

0.00 

- 

0.0118 

0.0167 

- 

0.029 

0.033 

0.067 

0.003 

0.063 

0.018 

28.64 

Safe 



0.25 

0.02 

(801.24) 

0.01 

0.28 

0.29 

0.02 

0.10 

0.00 

- 

- 

- 

- 

- 

0.004 

0.295 

0.015 

0.280 

0.018 

6.46 

Safe 



0.25 

0.00 

(273.51) 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0021 

0.0030 

- 

0.005 

0.005 

0.009 

0.000 

0.009 

0.000 

0.21 

Safe 

10 SHPD-B 

0801000900267700 

0.25 

0.07 

(11,877.04) 

0.05 

0.59 

0.64 

0.04 

0.22 

0.02 

0.0200 

- 

- 

- 

0.020 

0.037 

0.678 

0.034 

0.645 

0.090 

14.00 

Safe 

10 SHPD-C 

0801000900267800 

0.25 

0.06 

(478.63) 

0.04 

0.56 

0.60 

0.04 

0.18 

0.01 

0.0200 

- 

- 

- 

0.020 

0.034 

0.637 

0.032 

0.605 

0.081 

13.41 

Safe 



0.25 

0.00 

(326.79) 

0.00 

0.02 

0.02 

0.01 

0.04 

0.00 

- 

0.0055 

0.0129 

- 

0.018 

0.019 

0.037 

0.002 

0.035 

0.018 

51.98 

Safe 

10 SHPD-D 

0801000900267900 

0.25 

0.09 

(46,601.26) 

0.08 

0.88 

0.96 

0.04 

0.20 

0.02 

0.0100 

- 

- 

- 

0.010 

0.035 

0.992 

0.050 

0.942 

0.054 

5.77 

Safe 



0.25 

0.00 

(604.22) 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0044 

0.0104 

- 

0.015 

0.015 

0.029 

0.001 

0.027 

0.009 

33.08 

Safe 

10 SHPD-E 

0801000900268000 

0.25 

0.00 

(4,044.56) 

0.00 

0.06 

0.06 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.065 

0.003 

0.062 

0.000 

0.04 

Safe 



0.25 

0.05 

(2,014.03) 

0.04 

0.73 

0.77 

0.04 

0.20 

0.01 

- 

- 

- 

- 

- 

0.013 

0.780 

0.039 

0.741 

0.009 

1.25 

Safe 

10SLW 

0802000200335600 

0.20 

0.13 

(427.33) 

0.11 

0.73 

0.83 

0.06 

0.28 

0.04 

0.0400 

- 

- 

- 

0.040 

0.078 

0.912 

0.046 

0.867 

0.240 

27.66 

Safe 

10 SSW-A 

0802000300369800 

0.20 

0.13 

- 

0.13 

0.14 

0.27 

0.05 

0.24 

0.03 

0.0100 

0.0513 

0.1159 

- 

0.177 

0.210 

0.481 

0.048 

0.433 

0.077 

17.76 

Safe 

10 SSW-B 

0802000300369900 

0.20 

0.10 

- 

0.10 

0.11 

0.21 

0.05 

0.24 

0.03 

0.0100 

0.0327 

0.0925 

- 

0.135 

0.162 

0.371 

0.037 

0.334 

0.058 

17.30 

Safe 

10 STB 

0802000400408300 

0.20 

0.06 

- 

0.06 

0.01 

0.07 

0.02 

0.11 

0.02 

0.0200 

- 

- 

- 

0.020 

0.036 

0.104 

0.010 

0.093 

0.195 

209.00 

Over Exploited 



0.20 

0.04 

- 

0.04 

0.06 

0.10 

0.02 

0.09 

0.01 

0.0200 

0.0320 

0.0362 

- 

0.088 

0.098 

0.195 

0.019 

0.175 

0.150 

85.76 

Semi Critical 

10 STG 

0802000300363000 

0.20 

0.06 

- 

0.06 

0.10 

0.16 

0.05 

0.23 

0.02 

0.0900 

0.0211 

0.0596 

- 

0.171 

0.187 

0.349 

0.035 

0.314 

0.762 

242.91 

Over Exploited 

10 ZWD 

0802000400415200 

0.20 

0.07 

(1.50) 

0.07 

0.04 

0.10 

0.05 

0.22 

0.02 

- 

0.0243 

0.0275 

- 

0.052 

0.070 

0.174 

0.009 

0.165 

0.005 

2.96 

Safe 

11CDR 

0802000200327900 

0.20 

0.14 

- 

0.14 

0.33 

0.47 

0.06 

0.28 

0.04 

0.0300 

- 

- 

- 

0.030 

0.069 

0.535 

0.053 

0.481 

0.269 

55.96 

Safe 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

11 DBL 

0802000200341500 

0.20 

0.00 

(299.48) 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0016 

0.0020 

- 

0.004 

0.004 

0.006 

0.000 

0.006 

0.008 

135.66 

Over Exploited 

11 FTP 

0802000200326900 

0.20 

0.08 

- 

0.08 

0.31 

0.39 

0.06 

0.27 

0.02 

0.0300 

- 

- 

- 

0.030 

0.052 

0.441 

0.044 

0.397 

0.314 

79.10 

Semi Critical 

11GGR 

0802000200330900 

0.20 

0.08 

- 

0.08 

0.08 

0.16 

0.06 

0.28 

0.02 

0.0100 

0.0291 

0.0658 

- 

0.105 

0.129 

0.292 

0.029 

0.263 

0.112 

42.77 

Safe 

11 HMH 

0802000300358700 

0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.013 

0.001 

0.012 

0.027 

232.33 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.04 

0.04 

0.01 

0.04 

0.00 

0.0200 

0.0085 

0.0241 

- 

0.053 

0.054 

0.096 

0.010 

0.087 

0.162 

187.37 

Over Exploited 



0.20 

0.09 

- 

0.09 

0.13 

0.22 

0.04 

0.19 

0.02 

0.0400 

0.0367 

0.1037 

- 

0.180 

0.203 

0.423 

0.042 

0.381 

0.329 

86.34 

Semi Critical 

11 KSP 

0802000300371000 

0.20 

0.13 

- 

0.13 

0.17 

0.30 

0.05 

0.26 

0.03 

0.0200 

0.0581 

0.1369 

- 

0.215 

0.250 

0.554 

0.055 

0.498 

0.121 

24.24 

Safe 

11 LGW 

0802000400398600 

0.20 

0.10 

- 

0.10 

0.33 

0.43 

0.04 

0.20 

0.03 

0.0200 

- 

- 

- 

0.020 

0.048 

0.478 

0.048 

0.430 

0.202 

46.96 

Safe 

11 LLW 

0802000300352200 

0.20 

0.06 

- 

0.06 

0.08 

0.14 

0.04 

0.18 

0.02 

0.0300 

0.0185 

0.0697 

- 

0.118 

0.134 

0.278 

0.028 

0.250 

0.271 

108.17 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0017 

0.0063 

- 

0.008 

0.008 

0.015 

0.002 

0.014 

0.013 

94.37 

Critical 

11 MD 

0802000300376500 

0.20 

0.15 

- 

0.15 

0.19 

0.34 

0.06 

0.27 

0.04 

0.0300 

0.0653 

0.1538 

- 

0.249 

0.291 

0.636 

0.064 

0.572 

0.159 

27.79 

Safe 

11 MKS 

0802000200323700 

0.20 

0.11 

(99.24) 

0.08 

0.11 

0.20 

0.06 

0.28 

0.03 

0.0300 

0.0367 

0.0829 

- 

0.150 

0.180 

0.375 

0.019 

0.357 

0.293 

82.26 

Semi Critical 

11 MOD 

0802000400393700 

0.20 

0.03 

(610.00) 

0.02 

0.31 

0.34 

0.01 

0.06 

0.01 

- 

- 

- 

- 

- 

0.006 

0.344 

0.017 

0.327 

0.040 

12.16 

Safe 

11 MWM 

0802000400416400 

0.20 

0.22 

(11.54) 

0.19 

0.16 

0.36 

0.05 

0.23 

0.06 

0.0200 

0.0879 

0.1242 

- 

0.232 

0.290 

0.645 

0.032 

0.613 

0.102 

16.59 

Safe 

11 NDR 

0802000300382600 

0.20 

0.06 

(293.00) 

0.05 

0.32 

0.36 

0.06 

0.26 

0.02 

0.0700 

- 

- 

- 

0.070 

0.087 

0.451 

0.023 

0.428 

0.365 

85.31 

Semi Critical 

11 NRD 

0801000900254900 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

11 PBN 

0802000400400000 

0.20 

0.08 

- 

0.08 

0.26 

0.34 

0.04 

0.20 

0.02 

0.0600 

- 

- 

- 

0.060 

0.081 

0.422 

0.042 

0.380 

0.546 

143.79 

Over Exploited 

11 RP 

0802000300381800 

0.20 

0.01 

82.76 

0.01 

0.01 

0.02 

0.02 

0.11 

0.00 

0.0100 

0.0058 

0.0082 

- 

0.024 

0.026 

0.044 

0.002 

0.042 

0.068 

163.55 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.191 

0.22 

0.150 

0.01 

0.00 

0.04 

0.00 

0.00 

-0.02 

-0.01 

0.03 

0.000 

0.04 

0.08 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.291 

0.22 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.000 

0.06 

0.12 


11SGM 

0801000900267400 

1.785 

Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.334 

0.12 

0.200 

0.02 

0.00 

0.12 

0.00 

0.00 

-0.09 

-0.04 

0.07 

0.000 

0.03 

0.09 






Bhakhra Canal 

Command 

Younger Alluvium 

1.450 

0.12 

0.200 

0.08 

0.02 

0.02 

0.05 

0.00 

0.02 

0.01 

0.33 

0.000 

0.14 

0.37 


11SGR 

0801000900264500 

0.571 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.571 

0.00 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.05 

0.000 

0.17 

0.38 


11SHPD 

0801000900268400 

1.789 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.024 

0.12 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 






Gang Canal 

Command 

Younger Alluvium 

0.245 

0.12 

0.200 

0.01 

0.00 

0.00 

0.01 

0.00 

0.01 

0.00 

0.04 

0.000 

0.02 

0.07 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.480 

0.12 

0.200 

0.02 

0.00 

0.17 

0.00 

0.00 

-0.14 

-0.05 

0.07 

0.000 

0.05 

0.14 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.352 

0.12 

0.200 

0.01 

0.00 

0.00 

0.01 

0.00 

0.01 

0.00 

0.03 

0.000 

0.04 

0.10 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.689 

0.12 

0.200 

0.01 

0.00 

0.25 

0.00 

0.00 

-0.22 

-0.08 

0.05 

0.000 

0.07 

0.19 


11SLW 

0802000200334400 

5.058 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.729 

-0.40 

0.150 

0.01 

0.00 

0.35 

0.00 

0.00 

0.00 

0.00 

0.04 

0.007 

0.07 

0.11 






Bhakhra Canal 

Command 

Younger Alluvium 

0.087 

-0.40 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.047 

-0.40 

0.150 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Bhakhra Canal 

Command 

Younger Alluvium 

3.194 

-0.40 

0.150 

0.02 

0.00 

0.05 

0.11 

0.00 

0.00 

0.00 

0.07 

0.012 

0.14 

0.20 


11SPD-A 

0801000900290900 

1.221 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.221 

0.50 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.05 

0.000 

0.17 

0.30 


11SPD-B 

0801000900290800 

0.784 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.784 

0.52 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.04 

0.000 

0.17 

0.30 


11SSW 

0802000300369600 

3.073 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.073 

-0.25 

0.150 

0.00 

0.00 

0.04 

0.09 

0.00 

0.00 

0.00 

0.00 

0.001 

0.19 

0.47 


11 STB 

0802000400403500 

2.048 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.005 

-0.08 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Bhakhra Canal 

Command 

Younger Alluvium 

1.929 

-0.08 

0.150 

0.02 

0.00 

0.02 

0.06 

0.00 

0.00 

0.00 

0.07 

0.005 

0.16 

0.33 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.114 

-0.08 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


11ZWD 

0802000400414700 

1.132 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.132 

0.40 

0.150 

0.00 

0.00 

0.01 

0.01 

0.00 

0.05 

0.03 

0.00 

0.003 

0.17 

0.30 


12 CDR 

0802000200329500 

3.702 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.604 

-0.31 

0.150 

0.18 

0.03 

0.26 

0.00 

0.00 

0.00 

0.00 

0.71 

0.010 

0.15 

0.22 






Bhakhra Canal 

Command 

Younger Alluvium 

0.008 

-0.31 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.089 

-0.31 

0.150 

0.06 

0.01 

0.11 

0.00 

0.00 

0.00 

0.00 

0.24 

0.004 

0.06 

0.09 


12 FTP-A 

0802000200325300 

3.175 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.214 

-0.17 

0.150 

0.01 

0.00 

0.04 

0.00 

0.00 

0.00 

0.00 

0.03 

0.001 

0.01 

0.02 






Bhakhra Canal 

Command 

Younger Alluvium 

0.275 

-0.17 

0.150 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.04 

0.001 

0.02 

0.03 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.687 

-0.17 

0.150 

0.08 

0.01 

0.03 

0.08 

0.00 

0.00 

0.00 

0.29 

0.010 

0.18 

0.30 


12 FTP-B 

0802000200325400 

3.498 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.915 

-0.33 

0.150 

0.11 

0.02 

0.49 

0.00 

0.00 

0.00 

0.00 

0.42 

0.011 

0.18 

0.30 






Bhakhra Canal 

Command 

Younger Alluvium 

0.411 

-0.33 

0.150 

0.02 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.06 

0.002 

0.02 

0.04 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.172 

-0.33 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.01 

0.02 


12GGR 

0802000200330700 

2.249 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.249 

-0.94 

0.150 

0.06 

0.01 

0.03 

0.06 

0.00 

0.00 

0.00 

0.24 

0.009 

0.22 

0.32 


12 HMH 

0802000300370200 

6.998 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

6.998 

-0.44 

0.150 

0.05 

0.01 

0.07 

0.20 

0.00 

0.00 

0.00 

0.19 

0.002 

0.19 

0.51 


12 KSP-A 

0802000300371400 

1.835 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.835 

-0.13 

0.150 

0.00 

0.00 

0.03 

0.07 

0.00 

0.00 

0.00 

0.00 

0.000 

0.20 

0.43 


12 KSP-B 

0802000300371500 

3.643 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.643 

-0.15 

0.150 

0.00 

0.00 

0.06 

0.13 

0.00 

0.00 

0.00 

0.00 

0.001 

0.20 

0.45 


12 LGW 

0802000400396800 

2.973 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.739 

-0.32 

0.150 

0.01 

0.00 

0.07 

0.00 

0.00 

0.00 

0.00 

0.03 

0.002 

0.04 

0.06 






Bhakhra Canal 

Command 

Younger Alluvium 

0.298 

-0.32 

0.150 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.02 

0.001 

0.02 

0.02 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.080 

-0.32 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


12 LLW 

0802000300352300 

1.415 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.045 

-0.05 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.02 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.370 

-0.05 

0.150 

0.04 

0.01 

0.01 

0.04 

0.00 

0.00 

0.00 

0.17 

0.000 

0.19 

0.47 


12 MD 

0802000300376400 

1.204 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.204 

-0.10 

0.150 

0.02 

0.01 

0.02 

0.04 

0.00 

0.00 

0.00 

0.10 

0.000 

0.20 

0.39 


12 MOD 

0802000400393800 

7.757 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.766 

0.31 

0.150 

0.01 

0.00 

0.18 

0.00 

0.00 

-0.09 

-0.08 

0.02 

0.004 

0.04 

0.04 






Bhakhra Canal 

Command 

Younger Alluvium 

0.374 

0.31 

0.150 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.441 

0.31 

0.150 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 


12 MWM 

0802000400416300 

2.188 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.188 

0.65 

0.150 

0.10 

0.02 

0.02 

0.03 

0.00 

0.24 

0.13 

0.39 

0.005 

0.18 

0.32 


12 NDR-A 

0802000300377900 

3.836 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

3.836 

0.13 

0.150 

0.03 

0.01 

0.90 

0.00 

0.00 

-0.80 

-0.45 

0.12 

0.001 

0.20 

0.36 


12 NDR-B 

0802000300378000 

1.635 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.351 

0.12 

0.150 

0.02 

0.01 

0.00 

0.01 

0.00 

0.01 

0.00 

0.08 

0.000 

0.04 

0.08 






Ghaggar River Bed 

Command 

Younger Alluvium 

1.189 

0.12 

0.150 

0.07 

0.02 

0.24 

0.00 

0.00 

-0.17 

-0.09 

0.28 

0.000 

0.15 

0.27 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.095 

0.12 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.02 


12 PBN 

0802000400398300 

4.262 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

4.262 

-0.32 

0.150 

0.19 

0.03 

0.43 

0.00 

0.00 

0.00 

0.00 

0.74 

0.011 

0.16 

0.25 


12 RP 

0802000300381200 

1.609 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.030 

0.66 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 






Ghaggar River Bed 

Command 

Younger Alluvium 

1.579 

0.66 

0.150 

0.02 

0.01 

0.32 

0.00 

0.00 

-0.15 

-0.08 

0.10 

0.000 

0.19 

0.34 


12SGR 

0801000900264600 

0.956 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.956 

0.01 

0.200 

0.02 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.07 

0.000 

0.17 

0.39 


12SHPD 

0801000900267600 

1.068 

Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.068 

0.11 

0.200 

0.03 

0.01 

0.38 

0.00 

0.00 

-0.34 

-0.13 

0.14 

0.000 

0.18 

0.46 


12SLW 

0802000200334200 

2.402 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.818 

-0.10 

0.150 

0.01 

0.00 

0.16 

0.00 

0.00 

0.00 

0.00 

0.05 

0.003 

0.07 

0.11 






Bhakhra Canal 

Command 

Younger Alluvium 

0.424 

-0.10 

0.150 

0.01 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.02 

0.002 

0.04 

0.06 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.160 

-0.10 

0.150 

0.02 

0.00 

0.02 

0.04 

0.00 

0.00 

0.00 

0.06 

0.004 

0.10 

0.15 


12SPD 

0802000400414500 

1.187 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.368 

0.43 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.09 

0.001 

0.05 

0.09 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.819 

0.43 

0.150 

0.05 

0.01 

0.01 

0.01 

0.00 

0.08 

0.04 

0.19 

0.002 

0.12 

0.21 


12 STB 

0801000900263800 

1.249 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.546 

0.03 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.04 

0.000 

0.07 

0.16 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.264 

0.03 

0.200 

0.00 

0.00 

0.08 

0.00 

0.00 

-0.08 

-0.03 

0.02 

0.000 

0.04 

0.08 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.438 

0.03 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

-0.01 

0.00 

0.02 

0.000 

0.06 

0.13 



0802000400407600 

1.207 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.207 

0.07 

0.150 

0.04 

0.01 

0.00 

0.00 

0.00 

0.04 

0.02 

0.16 

0.003 

0.17 

0.37 


12 STB-A 

0802000400401900 

3.037 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.024 

0.25 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Ghaggar River Bed 

Command 

Younger Alluvium 

3.013 

0.25 

0.150 

0.06 

0.01 

0.50 

0.00 

0.00 

-0.34 

-0.16 

0.26 

0.007 

0.17 

0.36 


12 STB-A (RCP) 

0802000400407900 

2.949 

Saline 

Non-command 

Non-command 

Younger Alluvium 

2.949 

-0.18 

0.150 

0.08 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.007 

0.16 

0.31 


12 STG 

0802000300365900 

2.381 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.381 

-0.26 

0.150 

0.09 

0.01 

0.02 

0.07 

0.00 

0.00 

0.00 

0.35 

0.001 

0.18 

0.39 


12ZWD 

0802000400414300 

1.034 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.688 

0.35 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.002 

0.11 

0.20 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.346 

0.35 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.06 

0.10 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 


( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.20 

0.00 

(851.91) 

0.00 

0.04 

0.04 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.050 

0.003 

0.048 

0.027 

56.84 

Safe 



0.20 

0.00 

75.94 

0.00 

0.01 

0.01 

0.02 

0.08 

0.00 

- 

0.0043 

0.0060 

- 

0.010 

0.011 

0.023 

0.001 

0.022 

0.025 

114.10 

Over Exploited 

11SGM 

0801000900267400 

0.25 

0.00 

(11,373.63) 

0.00 

0.12 

0.12 

0.01 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.132 

0.007 

0.125 

0.072 

57.54 

Safe 



0.25 

0.05 

(86.76) 

0.04 

0.10 

0.14 

0.04 

0.18 

0.01 

0.0600 

0.0262 

0.0617 

- 

0.148 

0.161 

0.298 

0.015 

0.283 

0.333 

117.53 

Over Exploited 

11SGR 

0801000900264500 

0.25 

0.02 

(101.64) 

0.02 

0.01 

0.03 

0.04 

0.22 

0.01 

0.0100 

0.0070 

0.0079 

- 

0.025 

0.031 

0.062 

0.003 

0.059 

0.054 

92.21 

Critical 

11SHPD 

0801000900268400 

0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0004 

0.0005 

- 

0.001 

0.001 

0.002 

0.000 

0.001 

0.000 

0.21 

Safe 



0.25 

0.00 

30.82 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

0.0100 

0.0062 

0.0087 

- 

0.025 

0.025 

0.038 

0.002 

0.036 

0.036 

100.64 

Over Exploited 



0.25 

0.01 

(960.37) 

0.00 

0.17 

0.18 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.188 

0.009 

0.179 

0.072 

40.36 

Safe 



0.25 

0.00 

7.69 

0.00 

0.01 

0.01 

0.01 

0.04 

0.00 

0.0100 

0.0052 

0.0073 

- 

0.023 

0.023 

0.036 

0.002 

0.034 

0.027 

79.47 

Semi Critical 



0.25 

0.01 

(755.82) 

0.01 

0.25 

0.26 

0.02 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.269 

0.013 

0.255 

0.045 

17.65 

Safe 

11SLW 

0802000200334400 

0.20 

0.03 

- 

0.03 

0.35 

0.37 

0.02 

0.09 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.389 

0.039 

0.350 

0.047 

13.31 

Safe 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0016 

0.0037 

- 

0.005 

0.005 

0.010 

0.001 

0.009 

0.000 

3.78 

Safe 



0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.009 

0.001 

0.008 

0.000 

2.12 

Safe 



0.20 

0.09 

- 

0.09 

0.16 

0.25 

0.04 

0.18 

0.02 

0.0100 

0.0577 

0.1359 

- 

0.204 

0.229 

0.478 

0.048 

0.431 

0.077 

17.94 

Safe 

11SPD-A 

0801000900290900 

0.25 

0.05 

44.09 

0.06 

- 

0.06 

0.05 

0.22 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.086 

0.004 

0.082 

0.045 

55.14 

Safe 

11SPD-B 

0801000900290800 

0.25 

0.03 

52.97 

0.04 

- 

0.04 

0.04 

0.21 

0.01 

- 

- 

- 

- 

- 

0.009 

0.049 

0.002 

0.046 

0.036 

77.98 

Semi Critical 

11SSW 

0802000300369600 

0.20 

0.12 

- 

0.12 

0.13 

0.25 

0.05 

0.24 

0.03 

- 

0.0463 

0.1046 

- 

0.151 

0.182 

0.428 

0.043 

0.385 

0.001 

0.21 

Safe 

11 STB 

0802000400403500 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.20 

0.06 

- 

0.06 

0.08 

0.14 

0.04 

0.20 

0.02 

0.0100 

0.0290 

0.0657 

- 

0.105 

0.121 

0.261 

0.026 

0.235 

0.070 

29.69 

Safe 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0017 

0.0039 

- 

0.006 

0.006 

0.011 

0.001 

0.010 

0.000 

2.96 

Safe 

11ZWD 

0802000400414700 

0.20 

0.04 

(29.28) 

0.03 

0.02 

0.05 

0.05 

0.22 

0.01 

- 

0.0139 

0.0157 

- 

0.030 

0.040 

0.092 

0.005 

0.087 

0.003 

3.21 

Safe 

12CDR 

0802000200329500 

0.20 

0.08 

- 

0.08 

0.29 

0.37 

0.04 

0.20 

0.02 

0.0800 

- 

- 

- 

0.080 

0.103 

0.473 

0.047 

0.425 

0.723 

169.99 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0003 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.20 

0.01 

- 

0.01 

0.12 

0.13 

0.02 

0.08 

0.00 

0.0300 

- 

- 

- 

0.030 

0.034 

0.167 

0.017 

0.150 

0.247 

164.53 

Over Exploited 

12 FTP-A 

0802000200325300 

0.20 

0.00 

- 

0.00 

0.04 

0.04 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.037 

0.004 

0.033 

0.031 

93.68 

Critical 



0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.01 

0.02 

0.00 

- 

0.0041 

0.0094 

- 

0.014 

0.014 

0.026 

0.003 

0.024 

0.041 

174.45 

Over Exploited 



0.20 

0.10 

- 

0.10 

0.12 

0.22 

0.05 

0.23 

0.03 

0.0300 

0.0404 

0.0914 

- 

0.162 

0.189 

0.407 

0.041 

0.367 

0.302 

82.45 

Semi Critical 

12 FTP-B 

0802000200325400 

0.20 

0.10 

- 

0.10 

0.51 

0.61 

0.05 

0.23 

0.03 

0.0500 

- 

- 

- 

0.050 

0.079 

0.689 

0.069 

0.620 

0.427 

68.89 

Safe 



0.20 

0.00 

- 

0.00 

0.02 

0.02 

0.01 

0.03 

0.00 

0.0100 

0.0062 

0.0140 

- 

0.030 

0.031 

0.050 

0.005 

0.045 

0.061 

135.19 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0026 

0.0059 

- 

0.009 

0.009 

0.016 

0.002 

0.014 

0.017 

115.16 

Over Exploited 

12GGR 

0802000200330700 

0.20 

0.10 

- 

0.10 

0.10 

0.20 

0.06 

0.28 

0.03 

0.0300 

0.0339 

0.0766 

- 

0.140 

0.168 

0.368 

0.037 

0.331 

0.244 

73.52 

Semi Critical 

12 HMH 

0802000300370200 

0.20 

0.27 

- 

0.27 

0.28 

0.55 

0.05 

0.24 

0.07 

0.0200 

0.0843 

0.2382 

- 

0.343 

0.410 

0.957 

0.096 

0.861 

0.191 

22.15 

Safe 

12 KSP-A 

0802000300371400 

0.20 

0.07 

- 

0.07 

0.09 

0.17 

0.05 

0.25 

0.02 

- 

0.0332 

0.0781 

- 

0.111 

0.131 

0.297 

0.030 

0.267 

0.000 

0.18 

Safe 

12 KSP-B 

0802000300371500 

0.20 

0.14 

- 

0.14 

0.19 

0.33 

0.05 

0.25 

0.04 

- 

0.0658 

0.1550 

- 

0.221 

0.258 

0.586 

0.059 

0.527 

0.001 

0.18 

Safe 

12 LGW 

0802000400396800 

0.20 

0.01 

- 

0.01 

0.07 

0.08 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.002 

0.081 

0.008 

0.073 

0.034 

46.11 

Safe 



0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0027 

0.0102 

- 

0.013 

0.013 

0.025 

0.002 

0.022 

0.017 

74.58 

Semi Critical 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0007 

0.0027 

- 

0.003 

0.003 

0.006 

0.001 

0.006 

0.000 

3.43 

Safe 

12 LLW 

0802000300352300 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0004 

0.0015 

- 

0.002 

0.002 

0.004 

0.000 

0.003 

0.014 

419.11 

Over Exploited 



0.20 

0.05 

- 

0.05 

0.06 

0.11 

0.05 

0.23 

0.01 

0.0200 

0.0124 

0.0466 

- 

0.079 

0.092 

0.202 

0.020 

0.182 

0.170 

93.53 

Critical 

12 MD 

0802000300376400 

0.20 

0.05 

- 

0.05 

0.07 

0.12 

0.06 

0.26 

0.01 

0.0200 

0.0218 

0.0512 

- 

0.093 

0.106 

0.227 

0.023 

0.204 

0.095 

46.63 

Safe 

12 MOD 

0802000400393800 

0.20 

0.01 

(701.32) 

0.01 

0.18 

0.19 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.003 

0.190 

0.010 

0.181 

0.020 

11.26 

Safe 



0.20 

0.00 

475.13 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0034 

0.0127 

- 

0.016 

0.016 

0.030 

0.002 

0.029 

0.001 

3.19 

Safe 



0.20 

0.00 

400.33 

0.00 

0.02 

0.02 

0.00 

0.01 

0.00 

- 

0.0040 

0.0150 

- 

0.019 

0.019 

0.036 

0.002 

0.034 

0.007 

20.66 

Safe 

12 MWM 

0802000400416300 

0.20 

0.08 

70.17 

0.09 

0.08 

0.17 

0.05 

0.23 

0.02 

0.0700 

0.0322 

0.0455 

- 

0.148 

0.168 

0.338 

0.017 

0.321 

0.394 

122.73 

Over Exploited 

12 NDR-A 

0802000300377900 

0.20 

0.16 

(388.58) 

0.13 

0.91 

1.03 

0.06 

0.26 

0.04 

0.0200 

- 

- 

- 

0.020 

0.063 

1.095 

0.055 

1.040 

0.123 

11.82 

Safe 

12 NDR-B 

0802000300378000 

0.20 

0.00 

30.99 

0.00 

0.02 

0.02 

0.01 

0.06 

0.00 

0.0200 

0.0052 

0.0073 

- 

0.033 

0.033 

0.056 

0.003 

0.053 

0.081 

152.86 

Over Exploited 



0.20 

0.04 

(360.54) 

0.03 

0.26 

0.29 

0.04 

0.19 

0.01 

0.0500 

- 

- 

- 

0.050 

0.060 

0.346 

0.017 

0.329 

0.284 

86.51 

Semi Critical 



0.20 

0.00 

(280.72) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0014 

0.0020 

- 

0.003 

0.003 

0.006 

0.000 

0.006 

0.013 

227.79 

Over Exploited 

12 PBN 

0802000400398300 

0.20 

0.14 

- 

0.14 

0.46 

0.59 

0.04 

0.20 

0.04 

0.0800 

- 

- 

- 

0.080 

0.118 

0.711 

0.071 

0.640 

0.749 

117.00 

Over Exploited 

12 RP 

0802000300381200 

0.20 

0.00 

5,683.60 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0004 

0.0006 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

0.43 

Safe 



0.20 

0.06 

(239.05) 

0.05 

0.33 

0.37 

0.05 

0.23 

0.02 

0.0200 

- 

- 

- 

0.020 

0.035 

0.409 

0.020 

0.388 

0.095 

24.56 

Safe 

12SGR 

0801000900264600 

0.25 

0.04 

(103.90) 

0.03 

0.02 

0.06 

0.04 

0.22 

0.01 

0.0100 

0.0141 

0.0199 

- 

0.044 

0.054 

0.112 

0.006 

0.107 

0.072 

67.66 

Safe 

12SHPD 

0801000900267600 

0.25 

0.03 

(1,376.43) 

0.02 

0.39 

0.41 

0.04 

0.22 

0.01 

0.0300 

- 

- 

- 

0.030 

0.036 

0.449 

0.022 

0.426 

0.144 

33.80 

Safe 

12SLW 

0802000200334200 

0.20 

0.01 

- 

0.01 

0.16 

0.18 

0.02 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.189 

0.019 

0.170 

0.053 

31.17 

Safe 



0.20 

0.00 

- 

0.00 

0.02 

0.02 

0.01 

0.05 

0.00 

- 

0.0077 

0.0180 

- 

0.026 

0.027 

0.051 

0.005 

0.046 

0.022 

46.67 

Safe 



0.20 

0.02 

- 

0.02 

0.06 

0.08 

0.03 

0.13 

0.01 

0.0100 

0.0210 

0.0494 

- 

0.080 

0.087 

0.171 

0.017 

0.153 

0.061 

40.04 

Safe 

12SPD 

0802000400414500 

0.20 

0.00 

538.43 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.016 

0.001 

0.015 

0.088 

589.03 

Over Exploited 



0.20 

0.02 

128.68 

0.02 

0.03 

0.05 

0.03 

0.15 

0.01 

0.0200 

0.0100 

0.0113 

- 

0.041 

0.046 

0.095 

0.005 

0.090 

0.189 

209.86 

Over Exploited 

12 STB 

0801000900263800 

0.25 

0.01 

(90.11) 

0.01 

0.01 

0.02 

0.02 

0.09 

0.00 

- 

0.0067 

0.0076 

- 

0.014 

0.017 

0.036 

0.002 

0.034 

0.036 

106.70 

Over Exploited 



0.25 

0.00 

(1,568.20) 

0.00 

0.08 

0.08 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.081 

0.004 

0.077 

0.018 

23.32 

Safe 



0.25 

0.01 

(143.02) 

0.01 

0.01 

0.01 

0.02 

0.08 

0.00 

- 

0.0054 

0.0061 

- 

0.011 

0.013 

0.027 

0.001 

0.025 

0.018 

70.99 

Semi Critical 


0802000400407600 

0.20 

0.04 

(52.06) 

0.03 

0.01 

0.04 

0.04 

0.21 

0.01 

0.0300 

- 

- 

- 

0.030 

0.041 

0.083 

0.004 

0.079 

0.161 

203.64 

Over Exploited 

12 STB-A 

0802000400401900 

0.20 

0.00 

3,094.88 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.20 

0.07 

(1,140.41) 

0.05 

0.51 

0.57 

0.04 

0.21 

0.02 

0.0300 

- 

- 

- 

0.030 

0.048 

0.614 

0.031 

0.584 

0.267 

45.82 

Safe 

12 STB-A (RCP) 

0802000400407900 

0.20 

0.10 

- 

0.10 

0.02 

0.12 

0.04 

0.21 

0.03 

0.0600 

- 

- 

- 

0.060 

0.086 

0.203 

0.020 

0.183 

0.309 

169.43 

Over Exploited 

12STG 

0802000300365900 

0.20 

0.09 

- 

0.09 

0.10 

0.19 

0.04 

0.22 

0.02 

0.0400 

0.0287 

0.0811 

- 

0.150 

0.171 

0.359 

0.036 

0.323 

0.354 

109.45 

Over Exploited 

12ZWD 

0802000400414300 

0.20 

0.02 

31.49 

0.02 

- 

0.02 

0.03 

0.14 

0.00 

- 

- 

- 

- 

- 

0.004 

0.023 

0.001 

0.022 

0.002 

7.87 

Safe 



0.20 

0.00 

67.95 

0.00 

0.01 

0.01 

0.02 

0.07 

0.00 

- 

0.0042 

0.0048 

- 

0.009 

0.010 

0.021 

0.001 

0.020 

0.001 

4.25 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


128 RD 

080200040040370C 

6.312 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.427 

-0.05 

0.150 

0.01 

0.00 

0.02 

0.05 

0.00 

0.00 

0.00 

0.04 

0.004 

0.04 

0.08 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.861 

-0.05 

0.150 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.01 

0.002 

0.02 

0.05 






Bhakhra Canal 

Command 

Younger Alluvium 

4.024 

-0.05 

0.150 

0.02 

0.00 

0.06 

0.14 

0.00 

0.00 

0.00 

0.06 

0.010 

0.11 

0.22 


13 CDR 

080200020032940C 

3.504 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.143 

-0.41 

0.150 

0.01 

0.00 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.001 

0.01 

0.01 





Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.620 

-0.41 

0.150 

0.09 

0.01 

0.22 

0.00 

0.00 

0.00 

0.00 

0.33 

0.006 

0.10 

0.15 






Bhakhra Canal 

Command 

Younger Alluvium 

1.741 

-0.41 

0.150 

0.09 

0.01 

0.02 

0.05 

0.00 

0.00 

0.00 

0.36 

0.007 

0.11 

0.16 


13 FTP 

080200020032680C 

0.972 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.972 

-0.50 

0.150 

0.06 

0.01 

0.16 

0.00 

0.00 

0.00 

0.00 

0.24 

0.004 

0.21 

0.35 


13 GGR 

0802000200330100 

6.016 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

6.016 

-0.93 

0.150 

0.49 

0.07 

0.08 

0.17 

0.00 

0.00 

0.00 

1.94 

0.023 

0.22 

0.32 


13 HMH (RURAL) 

0802000300358800 

2.478 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.478 

-0.57 

0.150 

0.06 

0.01 

0.03 

0.07 

0.00 

0.00 

0.00 

0.22 

0.001 

0.19 

0.52 


13 KSP-A 

0802000300371200 

1.835 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.835 

-0.11 

0.150 

0.05 

0.01 

0.03 

0.07 

0.00 

0.00 

0.00 

0.20 

0.000 

0.20 

0.41 


13 KSP-B 

0802000300371300 

2.039 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.039 

-0.11 

0.150 

0.03 

0.01 

0.03 

0.07 

0.00 

0.00 

0.00 

0.11 

0.001 

0.20 

0.42 


13 LGW 

0802000400398700 

3.159 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

3.028 

-0.30 

0.150 

0.05 

0.01 

0.30 

0.00 

0.00 

0.00 

0.00 

0.19 

0.007 

0.15 

0.24 


13 LKS 

0801000900261600 

1.130 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.100 

-0.06 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.03 


13 LLW 

0802000300352800 

3.052 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.934 

-0.03 

0.150 

0.04 

0.01 

0.01 

0.06 

0.00 

0.00 

0.00 

0.16 

0.000 

0.12 

0.28 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.529 

-0.03 

0.150 

0.00 

0.00 

0.00 

0.02 

0.00 

0.00 

0.00 

0.02 

0.000 

0.03 

0.08 


13 MD 

0802000300376300 

3.807 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.071 

-0.09 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 






Bhakhra Canal 

Command 

Younger Alluvium 

3.736 

-0.09 

0.150 

0.02 

0.01 

0.06 

0.13 

0.00 

0.00 

0.00 

0.09 

0.001 

0.20 

0.40 


13 MKS 

0802000100318900 

4.527 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.150 

0.05 

0.150 

0.02 

0.00 

0.05 

0.12 

0.00 

-0.12 

-0.06 

0.07 

0.013 

0.19 

0.37 


13 MWM 

0802000400416200 

0.961 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.961 

0.62 

0.150 

0.02 

0.00 

0.01 

0.01 

0.00 

0.09 

0.05 

0.07 

0.002 

0.18 

0.31 


13 NDR 

0802000300382100 

2.454 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.298 

0.15 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.03 

0.000 

0.02 

0.04 






Ghaggar River Bed 

Command 

Younger Alluvium 

1.586 

0.15 

0.150 

0.04 

0.01 

0.37 

0.00 

0.00 

-0.31 

-0.17 

0.18 

0.000 

0.13 

0.23 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.571 

0.15 

0.150 

0.01 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

0.03 

0.000 

0.05 

0.08 


13 NGC 

0802000200329200 

1.697 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.697 

-0.82 

0.150 

0.09 

0.01 

0.02 

0.05 

0.00 

0.00 

0.00 

0.34 

0.007 

0.22 

0.32 


13 PBN 

0802000400399900 

3.654 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

3.654 

-0.22 

0.150 

0.17 

0.03 

0.37 

0.00 

0.00 

0.00 

0.00 

0.68 

0.009 

0.16 

0.25 


13 RP 

0802000300381700 

1.863 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.026 

0.33 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.837 

0.33 

0.150 

0.01 

0.00 

0.02 

0.03 

0.00 

0.05 

0.03 

0.06 

0.000 

0.19 

0.34 


13 SGR 

0801000900264700 

1.734 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.734 

0.04 

0.200 

0.03 

0.01 

0.02 

0.03 

0.00 

-0.01 

-0.01 

0.14 

0.000 

0.17 

0.41 


13SHPD 

0801000900267200 

1.930 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.027 

0.11 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 






Gang Canal 

Command 

Younger Alluvium 

0.084 

0.11 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.01 

0.02 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.023 

0.11 

0.200 

0.00 

0.00 

0.01 

0.00 

0.00 

-0.01 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.796 

0.11 

0.200 

0.04 

0.01 

0.02 

0.03 

0.00 

0.02 

0.01 

0.16 

0.000 

0.17 

0.49 


13 SLW 

0802000200335700 

3.079 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.137 

0.05 

0.150 

0.03 

0.01 

0.50 

0.00 

0.00 

-0.46 

-0.31 

0.10 

0.008 

0.15 

0.22 






Bhakhra Canal 

Command 

Younger Alluvium 

0.687 

0.05 

0.150 

0.01 

0.00 

0.01 

0.02 

0.00 

-0.02 

-0.01 

0.03 

0.003 

0.05 

0.07 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.255 

0.05 

0.150 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

-0.01 

0.01 

0.001 

0.02 

0.03 


13 SPD-A 

0802000400414400 

1.471 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.471 

0.43 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.05 

0.00 

0.004 

0.17 

0.30 


13 SPD-B 

0802000400414100 

1.345 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.345 

0.44 

0.150 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.07 

0.16 

0.003 

0.17 

0.30 


13 SSW 

0802000300369500 

2.412 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.412 

-0.28 

0.150 

0.00 

0.00 

0.03 

0.07 

0.00 

0.00 

0.00 

0.00 

0.001 

0.19 

0.48 


13 STB 

0801000900263900 

0.912 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.912 

0.09 

0.200 

0.03 

0.00 

0.27 

0.00 

0.00 

-0.23 

-0.10 

0.11 

0.000 

0.17 

0.38 



0802000400407700 

5.063 

Saline 

Non-command 

Non-command 

Younger Alluvium 

3.568 

-0.02 

0.150 

0.06 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.009 

0.12 

0.24 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.759 

-0.02 

0.150 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.06 

0.002 

0.02 

0.05 






Bhakhra Canal 

Command 

Younger Alluvium 

0.737 

-0.02 

0.150 

0.01 

0.00 

0.01 

0.03 

0.00 

0.00 

0.00 

0.04 

0.002 

0.02 

0.05 


13 STB-A 

0801000900264100 

1.139 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.020 

0.01 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.811 

0.01 

0.200 

0.02 

0.00 

0.24 

0.00 

0.00 

-0.22 

-0.10 

0.07 

0.000 

0.12 

0.28 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.288 

0.01 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.04 

0.10 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.020 

0.01 

0.200 

0.00 

0.00 

0.01 

0.00 

0.00 

-0.01 

0.00 

0.00 

0.000 

0.00 

0.01 


13 STG 

0802000300365800 

2.356 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.356 

-0.16 

0.150 

0.08 

0.01 

0.02 

0.07 

0.00 

0.00 

0.00 

0.33 

0.001 

0.18 

0.33 


13 ZWD 

0802000400414200 

1.853 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.548 

0.31 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.004 

0.14 

0.25 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.305 

0.31 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.03 

0.05 


139 RDL 

0802000400403200 

3.209 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.977 

0.11 

0.150 

0.21 

0.03 

0.33 

0.00 

0.00 

-0.12 

-0.05 

0.85 

0.005 

0.10 

0.23 






Bhakhra Canal 

Command 

Younger Alluvium 

1.232 

0.11 

0.150 

0.13 

0.02 

0.02 

0.04 

0.00 

0.08 

0.04 

0.52 

0.003 

0.06 

0.14 


14DBL 

0802000200341800 

3.621 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.275 

0.11 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.03 


14 FTP 

0802000200325500 

3.829 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

3.239 

-0.37 

0.150 

0.15 

0.02 

0.54 

0.00 

0.00 

0.00 

0.00 

0.58 

0.012 

0.18 

0.32 






Bhakhra Canal 

Command 

Younger Alluvium 

0.175 

-0.37 

0.150 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.03 

0.001 

0.01 

0.02 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.415 

-0.37 

0.150 

0.02 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.07 

0.002 

0.02 

0.04 


14 GGR 

0802000200330600 

3.983 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.983 

-0.76 

0.150 

0.11 

0.02 

0.05 

0.11 

0.00 

0.00 

0.00 

0.41 

0.015 

0.22 

0.32 


14 HMH (RURAL) 

0802000300370100 

3.370 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.370 

-0.39 

0.150 

0.06 

0.01 

0.03 

0.10 

0.00 

0.00 

0.00 

0.25 

0.001 

0.19 

0.52 


14 KSP 

0802000300371600 

4.072 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.072 

-0.08 

0.150 

0.01 

0.00 

0.06 

0.15 

0.00 

0.00 

0.00 

0.04 

0.001 

0.20 

0.43 


14 LGW-A 

0802000400396700 

2.107 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.033 

-0.25 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.289 

-0.25 

0.150 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.03 


14 LGW-B 

0802000400396600 

2.636 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.049 

-0.13 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.587 

-0.13 

0.150 

0.03 

0.00 

0.03 

0.07 

0.00 

0.00 

0.00 

0.12 

0.006 

0.16 

0.26 


14 LKS 

0801000900261900 

1.826 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.217 

0.00 

0.200 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.04 


14 LLW 

0802000300352400 

6.090 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

3.131 

-0.04 

0.150 

0.11 

0.02 

0.02 

0.09 

0.00 

0.00 

0.00 

0.43 

0.001 

0.10 

0.25 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.905 

-0.04 

0.150 

0.05 

0.01 

0.02 

0.08 

0.00 

0.00 

0.00 

0.19 

0.001 

0.09 

0.23 


14 MD 

0802000300376100 

1.993 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.993 

-0.01 

0.150 

0.03 

0.01 

0.03 

0.07 

0.00 

0.00 

0.00 

0.10 

0.001 

0.20 

0.41 


14 MOD 

0802000400394100 

2.938 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.068 

0.28 

0.150 

0.02 

0.00 

0.11 

0.00 

0.00 

-0.04 

-0.04 

0.07 

0.003 

0.06 

0.07 






Bhakhra Canal 

Command 

Younger Alluvium 

0.398 

0.28 

0.150 

0.01 

0.00 

0.00 

0.01 

0.00 

0.01 

0.01 

0.03 

0.001 

0.02 

0.02 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.263 

0.28 

0.150 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.02 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ; 

(24; 

(25; 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

128 RD 

0802000400403700 

0.20 

0.01 

- 

0.01 

0.07 

0.08 

0.01 

0.05 

0.00 

0.0100 

0.0258 

0.0607 

- 

0.097 

0.099 

0.183 

0.018 

0.165 

0.040 

24.02 

Safe 



0.20 

0.00 

- 

0.00 

0.02 

0.03 

0.01 

0.03 

0.00 

- 

0.0127 

0.0179 

- 

0.031 

0.032 

0.057 

0.006 

0.052 

0.016 

31.31 

Safe 



0.20 

0.08 

- 

0.08 

0.21 

0.29 

0.03 

0.13 

0.02 

0.0100 

0.0727 

0.1712 

- 

0.254 

0.277 

0.567 

0.057 

0.510 

0.067 

13.12 

Safe 

13 CDR 

0802000200329400 

0.20 

0.00 

- 

0.00 

0.02 

0.02 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.019 

0.002 

0.018 

0.041 

231.55 

Over Exploited 



0.20 

0.03 

- 

0.03 

0.23 

0.26 

0.03 

0.13 

0.01 

0.0400 

- 

- 

- 

0.040 

0.049 

0.308 

0.031 

0.277 

0.338 

122.05 

Over Exploited 



0.20 

0.04 

- 

0.04 

0.08 

0.11 

0.03 

0.14 

0.01 

0.0400 

0.0210 

0.0593 

- 

0.120 

0.131 

0.246 

0.025 

0.221 

0.363 

164.01 

Over Exploited 

13 FTP 

0802000200326800 

0.20 

0.04 

- 

0.04 

0.17 

0.21 

0.06 

0.27 

0.01 

0.0300 

- 

- 

- 

0.030 

0.042 

0.255 

0.026 

0.230 

0.242 

105.22 

Over Exploited 

13 GGR 

0802000200330100 

0.20 

0.26 

- 

0.26 

0.32 

0.58 

0.06 

0.28 

0.07 

0.2200 

0.0906 

0.2047 

- 

0.515 

0.590 

1.168 

0.117 

1.051 

1.967 

187.20 

Over Exploited 

13 HMH (RURAL) 

0802000300358800 

0.20 

0.09 

- 

0.09 

0.11 

0.20 

0.05 

0.24 

0.02 

0.0200 

0.0298 

0.0844 

- 

0.134 

0.158 

0.358 

0.036 

0.322 

0.222 

68.82 

Safe 

13 KSP-A 

0802000300371200 

0.20 

0.07 

- 

0.07 

0.10 

0.18 

0.05 

0.26 

0.02 

0.0400 

0.0332 

0.0781 

- 

0.151 

0.171 

0.348 

0.035 

0.314 

0.202 

64.57 

Safe 

13 KSP-B 

0802000300371300 

0.20 

0.08 

- 

0.08 

0.11 

0.19 

0.05 

0.25 

0.02 

0.0200 

0.0368 

0.0868 

- 

0.144 

0.165 

0.360 

0.036 

0.324 

0.108 

33.19 

Safe 

13 LGW 

0802000400398700 

0.20 

0.09 

- 

0.09 

0.31 

0.41 

0.04 

0.20 

0.03 

0.0200 

- 

- 

- 

0.020 

0.045 

0.452 

0.045 

0.407 

0.201 

49.54 

Safe 

13 LKS 

0801000900261600 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0015 

0.0034 

- 

0.005 

0.005 

0.010 

0.001 

0.009 

0.009 

104.48 

Over Exploited 

13 LLW 

0802000300352800 

0.20 

0.05 

- 

0.05 

0.08 

0.13 

0.03 

0.15 

0.01 

0.0200 

0.0175 

0.0658 

- 

0.103 

0.116 

0.243 

0.024 

0.219 

0.162 

74.31 

Semi Critical 



0.20 

0.00 

- 

0.00 

0.02 

0.02 

0.01 

0.04 

0.00 

- 

0.0048 

0.0180 

- 

0.023 

0.024 

0.046 

0.005 

0.042 

0.019 

45.80 

Safe 

13 MD 

0802000300376300 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0010 

0.0015 

- 

0.003 

0.003 

0.004 

0.000 

0.004 

0.000 

0.47 

Safe 



0.20 

0.15 

- 

0.15 

0.20 

0.35 

0.05 

0.25 

0.04 

0.0200 

0.0675 

0.1589 

- 

0.246 

0.286 

0.634 

0.063 

0.570 

0.089 

15.60 

Safe 

13 MKS 

0802000100318900 

0.20 

0.16 

(139.29) 

0.13 

0.17 

0.30 

0.06 

0.25 

0.05 

0.0100 

0.0625 

0.1412 

- 

0.214 

0.260 

0.560 

0.028 

0.532 

0.086 

16.08 

Safe 

13 MWM 

0802000400416200 

0.20 

0.03 

40.57 

0.04 

0.02 

0.07 

0.05 

0.23 

0.01 

0.0100 

0.0141 

0.0200 

- 

0.044 

0.053 

0.118 

0.006 

0.113 

0.075 

66.97 

Safe 

13 NDR 

0802000300382100 

0.20 

0.00 

228.79 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

0.0100 

0.0051 

0.0062 

- 

0.021 

0.022 

0.031 

0.002 

0.030 

0.027 

90.71 

Critical 



0.20 

0.04 

(517.64) 

0.03 

0.38 

0.41 

0.03 

0.16 

0.01 

0.0300 

- 

- 

- 

0.030 

0.041 

0.454 

0.023 

0.431 

0.176 

40.89 

Safe 



0.20 

0.01 

(25.69) 

0.00 

0.02 

0.02 

0.01 

0.06 

0.00 

0.0100 

0.0098 

0.0119 

- 

0.032 

0.033 

0.053 

0.003 

0.050 

0.032 

64.23 

Safe 

13 NGC 

0802000200329200 

0.20 

0.07 

- 

0.07 

0.08 

0.15 

0.06 

0.28 

0.02 

0.0400 

0.0204 

0.0577 

- 

0.118 

0.139 

0.288 

0.029 

0.259 

0.347 

133.65 

Over Exploited 

13 PBN 

0802000400399900 

0.20 

0.08 

- 

0.08 

0.40 

0.47 

0.04 

0.20 

0.02 

0.0800 

- 

- 

- 

0.080 

0.101 

0.573 

0.057 

0.516 

0.693 

134.36 

Over Exploited 

13 RP 

0802000300381700 

0.20 

0.00 

2,035.18 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0004 

0.0005 

- 

0.001 

0.001 

0.002 

0.000 

0.001 

0.000 

0.45 

Safe 



0.20 

0.07 

(57.65) 

0.06 

0.05 

0.10 

0.05 

0.24 

0.02 

0.0100 

0.0270 

0.0382 

- 

0.075 

0.094 

0.196 

0.010 

0.186 

0.057 

30.91 

Safe 

13 SGR 

0801000900264700 

0.25 

0.07 

(106.84) 

0.06 

0.06 

0.11 

0.04 

0.22 

0.02 

0.0300 

0.0255 

0.0360 

- 

0.092 

0.111 

0.226 

0.011 

0.215 

0.135 

63.04 

Safe 

13SHPD 

0801000900267200 

0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0004 

0.0006 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

0.23 

Safe 



0.25 

0.00 

(512.19) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0021 

0.0030 

- 

0.005 

0.005 

0.009 

0.000 

0.008 

0.018 

212.62 

Over Exploited 



0.25 

0.00 

(21,145.18) 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.008 

0.000 

0.008 

0.000 

0.04 

Safe 



0.25 

0.08 

(90.42) 

0.06 

0.06 

0.12 

0.04 

0.21 

0.02 

0.0300 

0.0264 

0.0373 

- 

0.094 

0.111 

0.230 

0.012 

0.219 

0.162 

74.21 

Semi Critical 

13 SLW 

0802000200335700 

0.20 

0.06 

(589.87) 

0.05 

0.51 

0.56 

0.04 

0.19 

0.02 

0.0200 

- 

- 

- 

0.020 

0.038 

0.599 

0.030 

0.569 

0.107 

18.84 

Safe 



0.20 

0.01 

(321.41) 

0.01 

0.04 

0.04 

0.01 

0.06 

0.00 

0.0100 

0.0145 

0.0292 

- 

0.054 

0.056 

0.098 

0.005 

0.093 

0.033 

35.19 

Safe 



0.20 

0.00 

(978.54) 

0.00 

0.01 

0.01 

0.01 

0.02 

0.00 

- 

0.0054 

0.0109 

- 

0.016 

0.016 

0.031 

0.002 

0.029 

0.009 

30.64 

Safe 

13 SPD-A 

0802000400414400 

0.20 

0.05 

8.80 

0.05 

- 

0.05 

0.04 

0.21 

0.01 

- 

- 

- 

- 

- 

0.013 

0.068 

0.003 

0.064 

0.004 

5.65 

Safe 

13 SPD-B 

0802000400414100 

0.20 

0.05 

46.73 

0.05 

0.01 

0.06 

0.04 

0.21 

0.01 

0.0200 

- 

- 

- 

0.020 

0.032 

0.097 

0.005 

0.092 

0.161 

175.64 

Over Exploited 

13 SSW 

0802000300369500 

0.20 

0.09 

- 

0.09 

0.10 

0.19 

0.05 

0.24 

0.02 

- 

0.0363 

0.0821 

- 

0.118 

0.142 

0.335 

0.033 

0.301 

0.001 

0.21 

Safe 

13 STB 

0801000900263900 

0.25 

0.04 

(359.74) 

0.03 

0.27 

0.30 

0.04 

0.21 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.323 

0.016 

0.307 

0.108 

35.22 

Safe 


0802000400407700 

0.20 

0.08 

- 

0.08 

0.02 

0.10 

0.03 

0.15 

0.02 

0.0500 

- 

- 

- 

0.050 

0.072 

0.176 

0.018 

0.158 

0.254 

160.54 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.02 

0.02 

0.01 

0.03 

0.00 

0.0100 

0.0112 

0.0158 

- 

0.037 

0.038 

0.061 

0.006 

0.055 

0.059 

107.61 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.04 

0.04 

0.01 

0.03 

0.00 

0.0100 

0.0133 

0.0313 

- 

0.055 

0.056 

0.097 

0.010 

0.087 

0.045 

51.46 

Safe 

13 STB-A 

0801000900264100 

0.25 

0.00 

(772.03) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.25 

0.02 

(488.64) 

0.02 

0.24 

0.26 

0.03 

0.15 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.278 

0.014 

0.264 

0.072 

27.32 

Safe 



0.25 

0.00 

(167.75) 

0.00 

0.01 

0.01 

0.01 

0.05 

0.00 

- 

0.0035 

0.0040 

- 

0.008 

0.008 

0.016 

0.001 

0.016 

0.018 

116.11 

Over Exploited 



0.25 

0.00 

(17,011.82) 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.006 

0.000 

0.006 

0.000 

0.05 

Safe 

13 STG 

0802000300365800 

0.20 

0.08 

- 

0.08 

0.10 

0.18 

0.04 

0.22 

0.02 

0.0400 

0.0284 

0.0802 

- 

0.149 

0.168 

0.353 

0.035 

0.317 

0.329 

103.54 

Over Exploited 

13 ZWD 

0802000400414200 

0.20 

0.04 

(7.14) 

0.04 

- 

0.04 

0.04 

0.18 

0.01 

- 

- 

- 

- 

- 

0.012 

0.052 

0.003 

0.050 

0.004 

7.71 

Safe 



0.20 

0.00 

177.88 

0.00 

0.01 

0.01 

0.01 

0.04 

0.00 

- 

0.0037 

0.0042 

- 

0.008 

0.008 

0.016 

0.001 

0.015 

0.001 

4.91 

Safe 

139 RDL 

0802000400403200 

0.20 

0.04 

(228.88) 

0.03 

0.36 

0.39 

0.03 

0.13 

0.01 

0.1000 

- 

- 

- 

0.100 

0.111 

0.504 

0.025 

0.479 

0.851 

177.73 

Over Exploited 



0.20 

0.02 

121.39 

0.02 

0.07 

0.09 

0.02 

0.08 

0.00 

0.0600 

0.0185 

0.0419 

- 

0.121 

0.125 

0.215 

0.011 

0.204 

0.525 

257.43 

Over Exploited 

14DBL 

0802000200341800 

0.20 

0.00 

(271.92) 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0040 

0.0057 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.009 

53.96 

Safe 

14 FTP 

0802000200325500 

0.20 

0.11 

- 

0.11 

0.56 

0.68 

0.05 

0.23 

0.03 

0.0700 

- 

- 

- 

0.070 

0.102 

0.778 

0.078 

0.700 

0.596 

85.21 

Semi Critical 



0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0026 

0.0060 

- 

0.009 

0.009 

0.016 

0.002 

0.015 

0.031 

209.70 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.02 

0.02 

0.01 

0.03 

0.00 

0.0100 

0.0063 

0.0141 

- 

0.030 

0.031 

0.050 

0.005 

0.045 

0.067 

148.09 

Over Exploited 

14 GGR 

0802000200330600 

0.20 

0.17 

- 

0.17 

0.18 

0.36 

0.06 

0.28 

0.05 

0.0500 

0.0600 

0.1356 

- 

0.246 

0.295 

0.651 

0.065 

0.586 

0.428 

73.10 

Semi Critical 

14 HMH (RURAL) 

0802000300370100 

0.20 

0.13 

- 

0.13 

0.14 

0.27 

0.05 

0.24 

0.03 

0.0300 

0.0406 

0.1147 

- 

0.185 

0.217 

0.486 

0.049 

0.437 

0.253 

57.82 

Safe 

14 KSP 

0802000300371600 

0.20 

0.16 

- 

0.16 

0.21 

0.37 

0.05 

0.25 

0.04 

0.0100 

0.0736 

0.1733 

- 

0.257 

0.299 

0.666 

0.067 

0.599 

0.039 

6.52 

Safe 

14 LGW-A 

0802000400396700 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0004 

0.0011 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

3.22 

Safe 



0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

- 

0.0035 

0.0098 

- 

0.013 

0.014 

0.026 

0.003 

0.024 

0.014 

58.32 

Safe 

14 LGW-B 

0802000400396600 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0006 

0.0017 

- 

0.002 

0.002 

0.004 

0.000 

0.004 

0.000 

3.18 

Safe 



0.20 

0.08 

- 

0.08 

0.10 

0.18 

0.04 

0.20 

0.02 

0.0100 

0.0312 

0.0880 

- 

0.129 

0.151 

0.334 

0.033 

0.300 

0.126 

42.06 

Safe 

14 LKS 

0801000900261900 

0.25 

0.00 

- 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

- 

0.0039 

0.0092 

- 

0.013 

0.013 

0.026 

0.003 

0.023 

0.009 

38.86 

Safe 

14 LLW 

0802000300352400 

0.20 

0.06 

- 

0.06 

0.13 

0.19 

0.02 

0.12 

0.02 

0.0500 

0.0283 

0.1066 

- 

0.185 

0.200 

0.395 

0.040 

0.356 

0.433 

121.68 

Over Exploited 



0.20 

0.05 

- 

0.05 

0.12 

0.17 

0.02 

0.11 

0.01 

0.0200 

0.0262 

0.0989 

- 

0.145 

0.159 

0.327 

0.033 

0.294 

0.190 

64.56 

Safe 

14 MD 

0802000300376100 

0.20 

0.08 

- 

0.08 

0.11 

0.19 

0.05 

0.25 

0.02 

0.0200 

0.0360 

0.0848 

- 

0.141 

0.161 

0.351 

0.035 

0.316 

0.102 

32.10 

Safe 

14 MOD 

0802000400394100 

0.20 

0.01 

(394.55) 

0.01 

0.11 

0.12 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.130 

0.006 

0.123 

0.076 

61.26 

Safe 



0.20 

0.00 

531.14 

0.00 

0.01 

0.02 

0.00 

0.03 

0.00 

- 

0.0036 

0.0135 

- 

0.017 

0.017 

0.034 

0.002 

0.032 

0.033 

102.12 

Over Exploited 



0.20 

0.00 

82.31 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0024 

0.0089 

- 

0.011 

0.011 

0.022 

0.001 

0.021 

0.014 

65.58 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


14 MWM 

080200030037370C 

2.591 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.002 

1.16 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.589 

1.16 

0.150 

0.02 

0.00 

0.02 

0.03 

0.00 

0.42 

0.23 

0.08 

0.001 

0.18 

0.33 


14 NDR-CAD 

080200030037870C 

1.260 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.260 

0.14 

0.150 

0.04 

0.01 

0.29 

0.00 

0.00 

-0.24 

-0.13 

0.16 

0.000 

0.20 

0.37 


14 NDR-CAD (RAHIT) 

0802000300378800 

2.265 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.265 

0.14 

0.150 

0.06 

0.01 

0.53 

0.00 

0.00 

-0.43 

-0.24 

0.23 

0.001 

0.20 

0.36 


14NGC 

0802000200328100 

1.963 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.862 

-0.54 

0.150 

0.05 

0.01 

0.12 

0.00 

0.00 

0.00 

0.00 

0.18 

0.003 

0.09 

0.14 






Bhakhra Canal 

Command 

Younger Alluvium 

0.401 

-0.54 

0.150 

0.02 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.08 

0.002 

0.04 

0.07 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.700 

-0.54 

0.150 

0.03 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.12 

0.003 

0.08 

0.12 


14 PBN 

0802000400399800 

5.787 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

5.787 

-0.31 

0.150 

0.20 

0.03 

0.58 

0.00 

0.00 

0.00 

0.00 

0.77 

0.014 

0.16 

0.25 


14 SD 

0801000800253100 

10.356 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.785 

0.15 

0.180 

0.02 

0.01 

0.05 

0.07 

0.00 

-0.04 

-0.01 

0.08 

0.000 

0.05 

0.14 


14 SGR 

0801000900262700 

2.340 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.340 

0.04 

0.200 

0.02 

0.01 

0.03 

0.03 

0.00 

-0.03 

-0.01 

0.09 

0.000 

0.17 

0.42 


14SHPD 

0801000900267100 

1.144 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.144 

0.12 

0.200 

0.02 

0.01 

0.01 

0.02 

0.00 

0.01 

0.00 

0.08 

0.000 

0.19 

0.55 


14SLW 

0802000200334100 

2.125 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.020 

-0.13 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Bhakhra Canal 

Command 

Younger Alluvium 

0.177 

-0.13 

0.150 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.02 

0.001 

0.02 

0.03 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.928 

-0.13 

0.150 

0.04 

0.01 

0.03 

0.07 

0.00 

0.00 

0.00 

0.17 

0.007 

0.20 

0.29 


14SPD 

0801000900267300 

1.237 

Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.237 

0.13 

0.200 

0.00 

0.00 

0.44 

0.00 

0.00 

-0.41 

-0.15 

0.00 

0.000 

0.18 

0.49 



0801000900290700 

1.272 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.272 

0.47 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.07 

0.03 

0.000 

0.17 

0.31 


14 SSW 

0802000300370000 

8.139 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

8.139 

-0.39 

0.150 

0.04 

0.01 

0.08 

0.23 

0.00 

0.00 

0.00 

0.16 

0.002 

0.19 

0.51 


14 STB 

0801000900264000 

0.547 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.013 

0.00 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.004 

0.00 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.530 

0.00 

0.200 

0.02 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.06 

0.000 

0.16 

0.38 



0802000400406500 

2.929 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.829 

0.02 

0.150 

0.03 

0.01 

0.00 

0.00 

0.00 

0.02 

0.01 

0.10 

0.002 

0.05 

0.10 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.000 

0.02 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Bhakhra Canal 

Command 

Younger Alluvium 

2.100 

0.02 

0.150 

0.06 

0.01 

0.03 

0.08 

0.00 

-0.05 

-0.02 

0.23 

0.005 

0.12 

0.25 


14 STB-A 

0801000900264200 

0.530 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.530 

0.00 

0.200 

0.02 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.07 

0.000 

0.17 

0.39 


14 STB-B 

0801000900264300 

0.639 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.637 

0.00 

0.200 

0.05 

0.01 

0.01 

0.01 

0.00 

0.03 

0.01 

0.21 

0.000 

0.17 

0.39 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.001 

0.00 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


14 STG 

0802000300364300 

3.311 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.311 

-0.08 

0.150 

0.11 

0.02 

0.03 

0.09 

0.00 

0.00 

0.00 

0.44 

0.001 

0.17 

0.27 


14 ZWD 

0802000400414000 

2.081 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.266 

0.23 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.003 

0.10 

0.18 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.815 

0.23 

0.150 

0.00 

0.00 

0.01 

0.01 

0.00 

0.01 

0.01 

0.01 

0.002 

0.07 

0.12 


143 RD 

0801000900292000 

1.850 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.371 

0.41 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.05 

0.000 

0.03 

0.07 


15 CDR 

0802000200329300 

2.394 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.394 

-0.72 

0.150 

0.11 

0.02 

0.02 

0.07 

0.00 

0.00 

0.00 

0.44 

0.009 

0.22 

0.32 


15 GGR 

0802000200330200 

2.821 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.821 

-0.91 

0.150 

0.08 

0.01 

0.04 

0.08 

0.00 

0.00 

0.00 

0.32 

0.011 

0.22 

0.32 


15 HMH (RURAL) 

0802000300358900 

3.357 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.357 

-0.57 

0.150 

0.05 

0.01 

0.03 

0.10 

0.00 

0.00 

0.00 

0.20 

0.001 

0.19 

0.52 


15 KSP 

0802000300371700 

4.277 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.277 

-0.17 

0.150 

0.00 

0.00 

0.05 

0.12 

0.00 

0.00 

0.00 

0.00 

0.001 

0.19 

0.46 


15 LGW-A 

0802000400398800 

1.543 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.516 

-0.22 

0.150 

0.03 

0.00 

0.20 

0.00 

0.00 

0.00 

0.00 

0.11 

0.004 

0.16 

0.25 


15 LGW-B 

0802000400399000 

2.304 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.018 

-0.12 

0.150 

0.03 

0.00 

0.27 

0.00 

0.00 

0.00 

0.00 

0.13 

0.005 

0.14 

0.23 






Bhakhra Canal 

Command 

Younger Alluvium 

0.286 

-0.12 

0.150 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.02 

0.001 

0.02 

0.03 


15 LGW-C 

0802000400398900 

1.849 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.322 

-0.21 

0.150 

0.01 

0.00 

0.18 

0.00 

0.00 

0.00 

0.00 

0.03 

0.003 

0.12 

0.18 






Bhakhra Canal 

Command 

Younger Alluvium 

0.214 

-0.21 

0.150 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.03 


15 LLW-A 

0802000300352500 

2.121 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.626 

-0.04 

0.150 

0.02 

0.00 

0.00 

0.02 

0.00 

0.00 

0.00 

0.10 

0.000 

0.06 

0.15 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.875 

-0.04 

0.150 

0.02 

0.00 

0.01 

0.03 

0.00 

0.00 

0.00 

0.06 

0.000 

0.08 

0.20 


15 LLW-B 

0802000300352600 

3.194 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.017 

-0.06 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.804 

-0.06 

0.150 

0.01 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.05 

0.000 

0.05 

0.12 


15 MD 

0802000300376900 

1.967 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.887 

-0.07 

0.150 

0.03 

0.01 

0.02 

0.03 

0.00 

0.00 

0.00 

0.13 

0.000 

0.19 

0.37 






Bhakhra Canal 

Command 

Younger Alluvium 

0.080 

-0.07 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.02 


15 MKS 

0802000100319100 

6.427 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.551 

-0.04 

0.150 

0.02 

0.00 

0.06 

0.13 

0.00 

0.00 

0.00 

0.07 

0.014 

0.15 

0.30 


15 MOD-A 

0802000400393400 

4.198 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.006 

0.31 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


15 NDR-A 

0802000300378600 

0.908 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.367 

0.14 

0.150 

0.02 

0.01 

0.00 

0.01 

0.00 

0.01 

0.00 

0.08 

0.000 

0.08 

0.15 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.429 

0.14 

0.150 

0.03 

0.01 

0.10 

0.00 

0.00 

-0.07 

-0.04 

0.11 

0.000 

0.09 

0.18 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.112 

0.14 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.05 


15 NDR-B 

0802000300378500 

1.052 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.141 

0.13 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.03 

0.000 

0.03 

0.05 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.014 

0.13 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.897 

0.13 

0.150 

0.02 

0.01 

0.01 

0.01 

0.00 

0.00 

0.00 

0.09 

0.000 

0.17 

0.33 


15 NGC 

0802000200329100 

1.156 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.156 

-0.86 

0.150 

0.09 

0.01 

0.01 

0.03 

0.00 

0.00 

0.00 

0.36 

0.004 

0.22 

0.32 


15 PBN 

0802000400401200 

3.736 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

3.736 

-0.19 

0.150 

0.16 

0.03 

0.50 

0.00 

0.00 

0.00 

0.00 

0.63 

0.009 

0.16 

0.25 


15 RP 

0802000300381300 

4.220 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.220 

0.39 

0.150 

0.05 

0.01 

0.04 

0.06 

0.00 

0.18 

0.10 

0.19 

0.001 

0.19 

0.34 


15 SGR 

0801000900262800 

1.760 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.695 

0.03 

0.200 

0.01 

0.00 

0.02 

0.03 

0.00 

-0.03 

-0.01 

0.03 

0.000 

0.17 

0.40 






Bhakhra Canal 

Command 

Younger Alluvium 

0.065 

0.03 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


15SHPD 

0801000900267000 

1.301 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.002 

0.13 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Gang Canal 

Command 

Younger Alluvium 

0.274 

0.13 

0.200 

0.02 

0.00 

0.01 

0.01 

0.00 

0.02 

0.01 

0.07 

0.000 

0.04 

0.11 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.452 

0.13 

0.200 

0.03 

0.01 

0.16 

0.00 

0.00 

-0.13 

-0.05 

0.13 

0.000 

0.06 

0.18 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.327 

0.13 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.05 

0.000 

0.05 

0.13 






Gang Canal 

Command 

Younger Alluvium 

0.010 

0.13 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.237 

0.13 

0.200 

0.01 

0.00 

0.08 

0.00 

0.00 

-0.07 

-0.02 

0.04 

0.000 

0.03 

0.10 


15 SLW 

0802000200334000 

2.057 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.057 

-0.12 

0.150 

0.02 

0.00 

0.03 

0.07 

0.00 

0.00 

0.00 

0.06 

0.008 

0.22 

0.32 


15 SPD 

0801000900266900 

3.157 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.364 

0.14 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.04 

0.000 

0.02 

0.06 






Ghaggar River Bed 

Command 

Younger Alluvium 

1.090 

0.14 

0.200 

0.02 

0.00 

0.39 

0.00 

0.00 

-0.34 

-0.12 

0.07 

0.000 

0.06 

0.19 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.661 

0.14 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

0.03 

0.000 

0.04 

0.11 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ; 

(24; 

(25; 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

14 MWM 

0802000300373700 

0.20 

0.00 

335,649.32 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.09 

144.51 

0.11 

0.05 

0.16 

0.05 

0.23 

0.02 

0.0100 

0.0317 

0.0359 

- 

0.078 

0.102 

0.262 

0.013 

0.249 

0.077 

30.81 

Safe 

14 NDR-CAD 

0802000300378700 

0.20 

0.05 

(355.28) 

0.04 

0.30 

0.34 

0.05 

0.25 

0.01 

0.0300 

- 

- 

- 

0.030 

0.044 

0.389 

0.019 

0.369 

0.162 

43.97 

Safe 

14 NDR-CAD (RAHIT) 

0802000300378800 

0.20 

0.09 

(363.03) 

0.07 

0.54 

0.61 

0.05 

0.25 

0.02 

0.0400 

- 

- 

- 

0.040 

0.064 

0.677 

0.034 

0.643 

0.231 

35.87 

Safe 

14NGC 

0802000200328100 

0.20 

0.02 

- 

0.02 

0.13 

0.14 

0.03 

0.12 

0.00 

0.0200 

- 

- 

- 

0.020 

0.025 

0.166 

0.017 

0.149 

0.181 

121.30 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.02 

0.02 

0.01 

0.06 

0.00 

0.0100 

0.0048 

0.0137 

- 

0.029 

0.030 

0.049 

0.005 

0.044 

0.081 

184.16 

Over Exploited 



0.20 

0.01 

- 

0.01 

0.03 

0.04 

0.02 

0.10 

0.00 

0.0100 

0.0084 

0.0238 

- 

0.042 

0.045 

0.083 

0.008 

0.075 

0.125 

166.36 

Over Exploited 

14 PBN 

0802000400399800 

0.20 

0.18 

- 

0.18 

0.61 

0.79 

0.04 

0.20 

0.05 

0.0900 

- 

- 

- 

0.090 

0.141 

0.936 

0.094 

0.842 

0.788 

93.58 

Critical 

14 SD 

0801000800253100 

0.22 

0.03 

(141.22) 

0.02 

0.13 

0.15 

0.01 

0.06 

0.01 

0.0200 

0.0703 

0.0993 

- 

0.190 

0.197 

0.352 

0.018 

0.334 

0.081 

24.25 

Safe 

14 SGR 

0801000900262700 

0.25 

0.10 

(113.47) 

0.08 

0.07 

0.15 

0.04 

0.22 

0.03 

0.0200 

0.0344 

0.0486 

- 

0.103 

0.129 

0.281 

0.014 

0.267 

0.090 

33.78 

Safe 

14SHPD 

0801000900267100 

0.25 

0.05 

(95.34) 

0.04 

0.04 

0.08 

0.04 

0.23 

0.01 

0.0200 

0.0168 

0.0238 

- 

0.061 

0.073 

0.155 

0.008 

0.148 

0.081 

54.96 

Safe 

14SLW 

0802000200334100 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.000 

2.12 

Safe 



0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.01 

0.02 

0.00 

- 

0.0032 

0.0075 

- 

0.011 

0.011 

0.021 

0.002 

0.018 

0.021 

111.85 

Over Exploited 



0.20 

0.08 

- 

0.08 

0.11 

0.18 

0.06 

0.25 

0.02 

0.0300 

0.0348 

0.0820 

- 

0.147 

0.168 

0.352 

0.035 

0.317 

0.177 

55.99 

Safe 

14SPD 

0801000900267300 

0.25 

0.05 

(5,550.11) 

0.04 

0.44 

0.48 

0.04 

0.22 

0.01 

- 

- 

- 

- 

- 

0.012 

0.495 

0.025 

0.470 

0.000 

0.03 

Safe 


0801000900290700 

0.25 

0.05 

32.53 

0.06 

- 

0.06 

0.04 

0.21 

0.01 

- 

- 

- 

- 

- 

0.014 

0.079 

0.004 

0.075 

0.027 

36.38 

Safe 

14 SSW 

0802000300370000 

0.20 

0.31 

- 

0.31 

0.33 

0.63 

0.05 

0.24 

0.08 

0.0200 

0.0980 

0.2770 

- 

0.395 

0.473 

1.108 

0.111 

0.997 

0.160 

16.06 

Safe 

14 STB 

0801000900264000 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.000 

0.05 

Safe 



0.25 

0.02 

- 

0.02 

0.01 

0.03 

0.04 

0.21 

0.01 

0.0100 

0.0065 

0.0073 

- 

0.024 

0.030 

0.062 

0.006 

0.056 

0.063 

113.54 

Over Exploited 


0802000400406500 

0.20 

0.01 

39.59 

0.01 

0.01 

0.02 

0.01 

0.06 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.041 

0.002 

0.039 

0.103 

261.57 

Over Exploited 



0.20 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.05 

(147.10) 

0.04 

0.12 

0.16 

0.03 

0.15 

0.01 

0.0400 

0.0379 

0.0893 

- 

0.167 

0.181 

0.338 

0.017 

0.321 

0.236 

73.57 

Semi Critical 

14 STB-A 

0801000900264200 

0.25 

0.02 

- 

0.02 

0.01 

0.03 

0.04 

0.21 

0.01 

0.0100 

0.0065 

0.0073 

- 

0.024 

0.030 

0.062 

0.006 

0.056 

0.072 

128.18 

Over Exploited 

14 STB-B 

0801000900264300 

0.25 

0.03 

(54.63) 

0.02 

0.02 

0.04 

0.04 

0.21 

0.01 

0.0200 

0.0078 

0.0088 

- 

0.037 

0.044 

0.088 

0.004 

0.083 

0.207 

248.67 

Over Exploited 



0.25 

0.00 

(144,605.54) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

14 STG 

0802000300364300 

0.20 

0.11 

- 

0.11 

0.15 

0.26 

0.04 

0.21 

0.03 

0.0500 

0.0399 

0.1127 

- 

0.203 

0.229 

0.490 

0.049 

0.441 

0.436 

98.85 

Critical 

14 ZWD 

0802000400414000 

0.20 

0.03 

(2.40) 

0.03 

- 

0.03 

0.03 

0.13 

0.01 

- 

- 

- 

- 

- 

0.007 

0.032 

0.002 

0.031 

0.017 

56.03 

Safe 



0.20 

0.01 

(29.21) 

0.01 

0.02 

0.02 

0.02 

0.08 

0.00 

- 

0.0100 

0.0113 

- 

0.021 

0.024 

0.048 

0.002 

0.045 

0.016 

35.23 

Safe 

143 RD 

0801000900292000 

0.25 

0.00 

463.46 

0.00 

0.01 

0.01 

0.01 

0.04 

0.00 

0.0100 

0.0027 

0.0051 

- 

0.018 

0.019 

0.028 

0.001 

0.027 

0.045 

167.68 

Over Exploited 

15 CDR 

0802000200329300 

0.20 

0.10 

- 

0.10 

0.11 

0.22 

0.06 

0.28 

0.03 

0.0500 

0.0288 

0.0815 

- 

0.160 

0.190 

0.406 

0.041 

0.365 

0.446 

122.13 

Over Exploited 

15 GGR 

0802000200330200 

0.20 

0.12 

- 

0.12 

0.13 

0.25 

0.06 

0.28 

0.03 

0.0400 

0.0425 

0.0960 

- 

0.179 

0.213 

0.461 

0.046 

0.415 

0.335 

80.64 

Semi Critical 

15 HMH (RURAL) 

0802000300358900 

0.20 

0.13 

- 

0.13 

0.14 

0.27 

0.05 

0.24 

0.03 

0.0200 

0.0404 

0.1143 

- 

0.175 

0.207 

0.474 

0.047 

0.427 

0.203 

47.55 

Safe 

15 KSP 

0802000300371700 

0.20 

0.16 

- 

0.16 

0.18 

0.34 

0.05 

0.24 

0.04 

- 

0.0644 

0.1456 

- 

0.210 

0.252 

0.594 

0.059 

0.534 

0.001 

0.21 

Safe 

15 LGW-A 

0802000400398800 

0.20 

0.05 

- 

0.05 

0.20 

0.25 

0.04 

0.20 

0.01 

0.0100 

- 

- 

- 

0.010 

0.023 

0.273 

0.027 

0.246 

0.117 

47.43 

Safe 

15 LGW-B 

0802000400399000 

0.20 

0.06 

- 

0.06 

0.27 

0.33 

0.04 

0.18 

0.02 

0.0100 

- 

- 

- 

0.010 

0.025 

0.352 

0.035 

0.317 

0.135 

42.58 

Safe 



0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

- 

0.0034 

0.0097 

- 

0.013 

0.014 

0.026 

0.003 

0.023 

0.017 

72.13 

Semi Critical 

15 LGW-C 

0802000400398900 

0.20 

0.03 

- 

0.03 

0.18 

0.21 

0.03 

0.15 

0.01 

- 

- 

- 

- 

- 

0.008 

0.215 

0.022 

0.194 

0.035 

18.20 

Safe 



0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.01 

0.02 

0.00 

- 

0.0026 

0.0073 

- 

0.010 

0.010 

0.019 

0.002 

0.017 

0.009 

49.34 

Safe 

15 LLW-A 

0802000300352500 

0.20 

0.01 

- 

0.01 

0.02 

0.03 

0.01 

0.07 

0.00 

0.0100 

0.0057 

0.0213 

- 

0.037 

0.039 

0.068 

0.007 

0.062 

0.095 

154.37 

Over Exploited 



0.20 

0.01 

- 

0.01 

0.03 

0.05 

0.02 

0.10 

0.00 

0.0100 

0.0079 

0.0298 

- 

0.048 

0.051 

0.097 

0.010 

0.087 

0.063 

72.77 

Semi Critical 

15 LLW-B 

0802000300352600 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0006 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

0.37 

Safe 



0.20 

0.01 

- 

0.01 

0.03 

0.04 

0.01 

0.06 

0.00 

0.0100 

0.0073 

0.0274 

- 

0.045 

0.047 

0.083 

0.008 

0.075 

0.050 

66.92 

Safe 

15 MD 

0802000300376900 

0.20 

0.07 

- 

0.07 

0.06 

0.13 

0.05 

0.25 

0.02 

0.0200 

0.0278 

0.0392 

- 

0.087 

0.107 

0.238 

0.024 

0.214 

0.132 

61.88 

Safe 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0014 

0.0034 

- 

0.005 

0.005 

0.009 

0.001 

0.008 

0.006 

74.09 

Semi Critical 

15 MKS 

0802000100319100 

0.20 

0.13 

- 

0.13 

0.19 

0.32 

0.04 

0.19 

0.04 

0.0100 

0.0685 

0.1549 

- 

0.233 

0.271 

0.594 

0.059 

0.534 

0.079 

14.75 

Safe 

15 MOD-A 

0802000400393400 

0.20 

0.00 

42,239.53 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0002 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

15 NDR-A 

0802000300378600 

0.20 

0.01 

(30.56) 

0.00 

0.02 

0.02 

0.02 

0.10 

0.00 

0.0200 

0.0063 

0.0076 

- 

0.034 

0.035 

0.060 

0.003 

0.057 

0.081 

142.04 

Over Exploited 



0.20 

0.01 

(566.51) 

0.01 

0.11 

0.12 

0.03 

0.12 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.139 

0.007 

0.132 

0.108 

81.92 

Semi Critical 



0.20 

0.00 

(173.03) 

0.00 

0.00 

0.00 

0.01 

0.03 

0.00 

- 

0.0019 

0.0023 

- 

0.004 

0.004 

0.008 

0.000 

0.007 

0.013 

175.90 

Over Exploited 

15 NDR-B 

0802000300378500 

0.20 

0.00 

525.46 

0.00 

0.00 

0.00 

0.01 

0.03 

0.00 

0.0100 

0.0021 

0.0029 

- 

0.015 

0.015 

0.020 

0.001 

0.019 

0.027 

144.80 

Over Exploited 



0.20 

0.00 

(17,898.73) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.000 

0.14 

Safe 



0.20 

0.03 

(92.44) 

0.02 

0.03 

0.06 

0.05 

0.22 

0.01 

0.0200 

0.0132 

0.0186 

- 

0.052 

0.060 

0.117 

0.006 

0.111 

0.088 

79.44 

Semi Critical 

15 NGC 

0802000200329100 

0.20 

0.05 

- 

0.05 

0.06 

0.11 

0.06 

0.28 

0.01 

0.0400 

0.0174 

0.0393 

- 

0.097 

0.111 

0.218 

0.022 

0.197 

0.360 

183.29 

Over Exploited 

15 PBN 

0802000400401200 

0.20 

0.08 

- 

0.08 

0.53 

0.61 

0.04 

0.20 

0.02 

0.0700 

- 

- 

- 

0.070 

0.091 

0.698 

0.070 

0.628 

0.639 

101.75 

Over Exploited 

15 RP 

0802000300381300 

0.20 

0.16 

(37.98) 

0.13 

0.12 

0.25 

0.05 

0.24 

0.04 

0.0400 

0.0621 

0.0877 

- 

0.190 

0.233 

0.478 

0.024 

0.454 

0.190 

41.87 

Safe 

15 SGR 

0801000900262800 

0.25 

0.07 

(114.94) 

0.06 

0.04 

0.10 

0.04 

0.21 

0.02 

0.0100 

0.0249 

0.0352 

- 

0.070 

0.088 

0.189 

0.009 

0.180 

0.027 

15.15 

Safe 



0.25 

0.00 

(1,363.02) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0012 

0.0027 

- 

0.004 

0.004 

0.007 

0.000 

0.007 

0.000 

0.12 

Safe 

15SHPD 

0801000900267000 

0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.25 

0.00 

101.61 

0.00 

0.01 

0.02 

0.01 

0.05 

0.00 

0.0100 

0.0069 

0.0098 

- 

0.027 

0.027 

0.042 

0.002 

0.040 

0.072 

178.93 

Over Exploited 



0.25 

0.01 

(722.16) 

0.01 

0.17 

0.18 

0.01 

0.08 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.199 

0.010 

0.189 

0.126 

66.62 

Safe 



0.25 

0.00 

(8.21) 

0.00 

0.01 

0.01 

0.01 

0.06 

0.00 

0.0100 

0.0048 

0.0068 

- 

0.022 

0.022 

0.035 

0.002 

0.033 

0.045 

137.42 

Over Exploited 



0.25 

0.00 

(3,071.84) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.25 

0.00 

(1,294.38) 

0.00 

0.08 

0.09 

0.01 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.097 

0.005 

0.092 

0.036 

39.17 

Safe 

15 SLW 

0802000200334000 

0.20 

0.09 

- 

0.09 

0.10 

0.19 

0.06 

0.28 

0.03 

0.0100 

0.0372 

0.0875 

- 

0.135 

0.160 

0.353 

0.035 

0.318 

0.065 

20.40 

Safe 

15 SPD 

0801000900266900 

0.25 

0.00 

(18.71) 

0.00 

0.02 

0.02 

0.00 

0.03 

0.00 

0.0100 

0.0092 

0.0130 

- 

0.032 

0.033 

0.050 

0.003 

0.048 

0.036 

75.89 

Semi Critical 



0.25 

0.02 

(759.46) 

0.01 

0.39 

0.40 

0.01 

0.08 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.418 

0.021 

0.397 

0.072 

18.15 

Safe 



0.25 

0.01 

(36.72) 

0.01 

0.02 

0.02 

0.01 

0.05 

0.00 

0.0100 

0.0097 

0.0137 

- 

0.034 

0.035 

0.057 

0.003 

0.055 

0.027 

49.68 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 






Gang Canal 

Command 

Younger Alluvium 

0.059 

0.14 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.982 

0.14 

0.200 

0.01 

0.00 

0.35 

0.00 

0.00 

-0.31 

-0.11 

0.04 

0.000 

0.06 

0.17 



080200040041270C 

1.192 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.192 

0.40 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.10 

0.003 

0.17 

0.30 


15 SSW-A 

0802000300369300 

2.977 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.977 

-0.31 

0.150 

0.00 

0.00 

0.04 

0.09 

0.00 

0.00 

0.00 

0.00 

0.001 

0.19 

0.49 


15 SSW-B 

0802000300369400 

2.543 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.543 

-0.29 

0.150 

0.00 

0.00 

0.03 

0.07 

0.00 

0.00 

0.00 

0.00 

0.001 

0.19 

0.48 


15 STB-A 

0801000900264900 

1.031 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.585 

0.06 

0.200 

0.07 

0.02 

0.21 

0.00 

0.00 

-0.15 

-0.06 

0.27 

0.000 

0.10 

0.23 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.309 

0.06 

0.200 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.07 

0.000 

0.05 

0.12 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.136 

0.06 

0.200 

0.01 

0.00 

0.05 

0.00 

0.00 

-0.04 

-0.02 

0.03 

0.000 

0.02 

0.05 


15 STB-B 

0801000900264800 

1.578 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.353 

0.02 

0.200 

0.00 

0.00 

0.13 

0.00 

0.00 

-0.12 

-0.05 

0.00 

0.000 

0.04 

0.09 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.145 

0.02 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.02 

-0.01 

0.01 

0.000 

0.12 

0.29 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.080 

0.02 

0.200 

0.00 

0.00 

0.03 

0.00 

0.00 

-0.03 

-0.01 

0.00 

0.000 

0.01 

0.02 


15 STG-A 

0802000300365400 

2.059 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.059 

-0.08 

0.150 

0.08 

0.01 

0.02 

0.06 

0.00 

0.00 

0.00 

0.31 

0.001 

0.17 

0.29 


15 STG-B 

0802000300365300 

1.637 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.637 

0.00 

0.150 

0.07 

0.01 

0.02 

0.05 

0.00 

0.00 

0.00 

0.29 

0.000 

0.17 

0.26 


15 ZWD 

0802000400413900 

1.781 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.781 

0.04 

0.150 

0.06 

0.01 

0.02 

0.02 

0.00 

0.03 

0.02 

0.25 

0.004 

0.17 

0.29 


156 RDR 

0801000900290000 

2.739 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.979 

0.37 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.07 

0.02 

0.000 

0.12 

0.24 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.602 

0.37 

0.200 

0.00 

0.00 

0.00 

0.01 

0.00 

0.03 

0.02 

0.01 

0.000 

0.04 

0.07 


16 FTP 

0802000100318800 

4.522 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.476 

-0.23 

0.150 

0.02 

0.00 

0.25 

0.00 

0.00 

0.00 

0.00 

0.06 

0.004 

0.07 

0.13 






Bhakhra Canal 

Command 

Younger Alluvium 

0.591 

-0.23 

0.150 

0.01 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.02 

0.002 

0.03 

0.05 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.455 

-0.23 

0.150 

0.01 

0.00 

0.03 

0.07 

0.00 

0.00 

0.00 

0.04 

0.007 

0.11 

0.22 


16 GGR 

0802000200330500 

2.544 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.544 

-0.74 

0.150 

0.07 

0.01 

0.03 

0.07 

0.00 

0.00 

0.00 

0.28 

0.010 

0.22 

0.32 


16 HMH (RURAL) 

0802000300359000 

3.039 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.039 

-0.38 

0.150 

0.03 

0.00 

0.03 

0.09 

0.00 

0.00 

0.00 

0.13 

0.001 

0.19 

0.52 


16 KSP 

0802000300371800 

2.835 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.835 

0.00 

0.150 

0.03 

0.01 

0.04 

0.10 

0.00 

-0.12 

-0.06 

0.11 

0.001 

0.19 

0.43 


16 LGW 

0802000400399100 

7.903 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.484 

-0.11 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.01 

0.02 






Ghaggar River Bed 

Command 

Younger Alluvium 

3.309 

-0.11 

0.150 

0.05 

0.01 

0.55 

0.00 

0.00 

0.00 

0.00 

0.16 

0.008 

0.07 

0.12 






Bhakhra Canal 

Command 

Younger Alluvium 

1.019 

-0.11 

0.150 

0.01 

0.00 

0.01 

0.03 

0.00 

0.00 

0.00 

0.05 

0.003 

0.02 

0.04 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.605 

-0.11 

0.150 

0.02 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.06 

0.004 

0.03 

0.06 






Bhakhra Canal 

Command 

Younger Alluvium 

1.485 

-0.11 

0.150 

0.02 

0.00 

0.02 

0.04 

0.00 

0.00 

0.00 

0.06 

0.004 

0.03 

0.06 


16 LLW-A 

0802000300352700 

4.256 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.048 

-0.03 

0.150 

0.02 

0.00 

0.01 

0.03 

0.00 

0.00 

0.00 

0.10 

0.000 

0.05 

0.11 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.186 

-0.03 

0.150 

0.01 

0.00 

0.01 

0.03 

0.00 

0.00 

0.00 

0.05 

0.000 

0.05 

0.13 


16 MD 

0802000300376200 

2.796 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.671 

0.01 

0.150 

0.01 

0.00 

0.01 

0.01 

0.00 

-0.01 

0.00 

0.05 

0.000 

0.05 

0.10 






Bhakhra Canal 

Command 

Younger Alluvium 

2.125 

0.01 

0.150 

0.04 

0.01 

0.03 

0.08 

0.00 

-0.08 

-0.04 

0.15 

0.001 

0.15 

0.30 


16 MOD 

0802000400393200 

5.929 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.078 

0.11 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


16NDR 

0802000300378900 

3.456 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.502 

0.14 

0.150 

0.01 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

0.05 

0.000 

0.03 

0.05 






Ghaggar River Bed 

Command 

Younger Alluvium 

2.757 

0.14 

0.150 

0.07 

0.02 

0.64 

0.00 

0.00 

-0.54 

-0.28 

0.27 

0.001 

0.16 

0.30 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.197 

0.14 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.02 


16NGC 

0802000200329000 

1.462 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.011 

-0.85 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.451 

-0.85 

0.150 

0.11 

0.02 

0.02 

0.04 

0.00 

0.00 

0.00 

0.41 

0.006 

0.21 

0.32 


16 PBN 

0802000400399700 

5.148 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

5.148 

-0.27 

0.150 

0.19 

0.03 

0.52 

0.00 

0.00 

0.00 

0.00 

0.76 

0.013 

0.16 

0.25 


16SLW 

0802000200335800 

4.138 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.069 

-0.10 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.01 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.069 

-0.10 

0.150 

0.10 

0.02 

0.06 

0.15 

0.00 

0.00 

0.00 

0.37 

0.016 

0.21 

0.32 


16SPD 

0802000400412800 

0.739 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.393 

0.25 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.001 

0.09 

0.16 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.346 

0.25 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.001 

0.08 

0.14 


16 SPD-A 

0802000400412900 

1.041 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.529 

0.16 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.06 

0.001 

0.09 

0.15 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.512 

0.16 

0.150 

0.01 

0.00 

0.00 

0.01 

0.00 

0.01 

0.01 

0.04 

0.001 

0.08 

0.15 


16SSW 

0802000300366700 

4.263 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.263 

-0.38 

0.150 

0.05 

0.01 

0.04 

0.12 

0.00 

0.00 

0.00 

0.19 

0.001 

0.19 

0.51 


16 STB 

0801000900265000 

1.718 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.717 

0.07 

0.200 

0.04 

0.01 

0.26 

0.00 

0.00 

-0.22 

-0.09 

0.18 

0.000 

0.07 

0.17 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.827 

0.07 

0.200 

0.03 

0.01 

0.01 

0.01 

0.00 

0.01 

0.00 

0.11 

0.000 

0.08 

0.20 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.173 

0.07 

0.200 

0.01 

0.00 

0.06 

0.00 

0.00 

-0.05 

-0.02 

0.03 

0.000 

0.02 

0.04 


16STG 

0802000300364500 

3.103 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.103 

0.05 

0.150 

0.09 

0.01 

0.03 

0.09 

0.00 

-0.02 

-0.01 

0.37 

0.001 

0.17 

0.24 


16 ZWD 

0802000400413400 

1.501 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.501 

-0.11 

0.150 

0.07 

0.01 

0.01 

0.01 

0.00 

0.00 

0.00 

0.29 

0.004 

0.17 

0.29 


168 RDR 

0801000900289700 

3.251 

Saline 

Non-command 

Non-command 

Younger Alluvium 

3.251 

0.12 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.04 

0.05 

0.000 

0.17 

0.34 


17 GGR 

0802000200330300 

3.234 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.234 

-0.87 

0.150 

0.27 

0.04 

0.04 

0.09 

0.00 

0.00 

0.00 

1.08 

0.012 

0.22 

0.32 


17 HMH (RURAL) 

0802000300359100 

4.442 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.442 

-0.51 

0.150 

0.03 

0.00 

0.05 

0.13 

0.00 

0.00 

0.00 

0.13 

0.001 

0.19 

0.52 


17 KSP 

0802000300371900 

2.205 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.205 

-0.12 

0.150 

0.01 

0.00 

0.03 

0.06 

0.00 

0.00 

0.00 

0.05 

0.001 

0.19 

0.46 


17 LGW 

0802000400396500 

7.916 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

5.593 

-0.09 

0.150 

0.03 

0.00 

0.07 

0.16 

0.00 

0.00 

0.00 

0.08 

0.014 

0.12 

0.21 


17 LLW 

0802000300352900 

4.471 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.371 

-0.01 

0.150 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.03 

0.000 

0.02 

0.03 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.090 

-0.01 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


17 MKS 

0802000100319000 

7.149 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

7.149 

-0.18 

0.150 

0.03 

0.00 

0.07 

0.20 

0.00 

0.00 

0.00 

0.07 

0.022 

0.20 

0.44 


17 NDR 

0802000300379000 

1.511 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.107 

0.14 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.03 

0.000 

0.01 

0.03 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.404 

0.14 

0.150 

0.05 

0.01 

0.02 

0.02 

0.00 

0.03 

0.02 

0.19 

0.000 

0.18 

0.36 


17 NGC 

0802000200328900 

1.746 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.015 

-0.84 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 






Bhakhra Canal 

Command 

Younger Alluvium 

0.182 

-0.84 

0.150 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.06 

0.001 

0.02 

0.03 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.549 

-0.84 

0.150 

0.11 

0.02 

0.02 

0.04 

0.00 

0.00 

0.00 

0.44 

0.006 

0.19 

0.28 


17 PBN 

0802000400401300 

6.028 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.218 

-0.11 

0.150 

0.03 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.13 

0.003 

0.03 

0.05 






Ghaggar River Bed 

Command 

Younger Alluvium 

4.604 

-0.11 

0.150 

0.12 

0.01 

0.62 

0.00 

0.00 

0.00 

0.00 

0.47 

0.011 

0.12 

0.20 






Bhakhra Canal 

Command 

Younger Alluvium 

0.205 

-0.11 

0.150 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.02 

0.001 

0.01 

0.01 


17 SPD 

0802000400413000 

2.764 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.124 

-0.02 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.003 

0.07 

0.12 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.640 

-0.02 

0.150 

0.01 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.04 

0.004 

0.10 

0.18 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ; 

(24; 

(25; 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.25 

0.00 

(677.03) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0015 

0.0021 

- 

0.004 

0.004 

0.006 

0.000 

0.006 

0.000 

0.13 

Safe 



0.25 

0.01 

(851.59) 

0.01 

0.35 

0.36 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.376 

0.019 

0.357 

0.036 

10.11 

Safe 


0802000400412700 

0.20 

0.04 

41.24 

0.05 

- 

0.05 

0.04 

0.21 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.069 

0.003 

0.065 

0.104 

158.77 

Over Exploited 

15 SSW-A 

0802000300369300 

0.20 

0.11 

- 

0.11 

0.12 

0.24 

0.05 

0.24 

0.03 

- 

0.0448 

0.1013 

- 

0.146 

0.175 

0.412 

0.041 

0.370 

0.001 

0.21 

Safe 

15 SSW-B 

0802000300369400 

0.20 

0.10 

- 

0.10 

0.11 

0.20 

0.05 

0.24 

0.02 

- 

0.0383 

0.0866 

- 

0.125 

0.150 

0.352 

0.035 

0.317 

0.001 

0.21 

Safe 

15 STB-A 

0801000900264900 

0.25 

0.01 

(2,031.81) 

0.01 

0.23 

0.23 

0.03 

0.12 

0.00 

0.0500 

- 

- 

- 

0.050 

0.052 

0.287 

0.014 

0.272 

0.270 

99.13 

Critical 



0.25 

0.00 

68.88 

0.00 

0.01 

0.01 

0.01 

0.06 

0.00 

0.0100 

0.0046 

0.0064 

- 

0.021 

0.022 

0.035 

0.002 

0.033 

0.072 

217.43 

Over Exploited 



0.25 

0.00 

(2,134.72) 

0.00 

0.05 

0.05 

0.01 

0.03 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.060 

0.003 

0.057 

0.027 

47.67 

Safe 

15 STB-B 

0801000900264800 

0.25 

0.00 

(1,687.81) 

0.00 

0.13 

0.13 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.130 

0.006 

0.123 

0.000 

0.04 

Safe 



0.25 

0.04 

(129.58) 

0.03 

0.03 

0.06 

0.03 

0.16 

0.01 

- 

0.0168 

0.0238 

- 

0.041 

0.050 

0.108 

0.005 

0.103 

0.009 

8.90 

Safe 



0.25 

0.00 

(7,049.90) 

0.00 

0.03 

0.03 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.029 

0.001 

0.027 

0.000 

0.04 

Safe 

15 STG-A 

0802000300365400 

0.20 

0.07 

- 

0.07 

0.09 

0.16 

0.04 

0.21 

0.02 

0.0300 

0.0248 

0.0701 

- 

0.125 

0.142 

0.302 

0.030 

0.272 

0.310 

113.75 

Over Exploited 

15 STG-B 

0802000300365300 

0.20 

0.06 

- 

0.06 

0.07 

0.13 

0.04 

0.21 

0.01 

0.0300 

0.0197 

0.0557 

- 

0.105 

0.118 

0.247 

0.025 

0.222 

0.290 

130.60 

Over Exploited 

15 ZWD 

0802000400413900 

0.20 

0.06 

(74.47) 

0.05 

0.04 

0.09 

0.04 

0.21 

0.02 

0.0300 

0.0218 

0.0247 

- 

0.077 

0.092 

0.183 

0.009 

0.174 

0.249 

143.49 

Over Exploited 

156 RDR 

0801000900290000 

0.25 

0.06 

22.09 

0.07 

- 

0.07 

0.03 

0.15 

0.02 

- 

- 

- 

- 

- 

0.016 

0.089 

0.004 

0.084 

0.018 

21.68 

Safe 



0.25 

0.01 

216.49 

0.01 

0.01 

0.02 

0.01 

0.05 

0.00 

- 

0.0044 

0.0083 

- 

0.013 

0.014 

0.030 

0.002 

0.029 

0.009 

31.52 

Safe 

16 FTP 

0802000100318800 

0.20 

0.02 

- 

0.02 

0.25 

0.27 

0.02 

0.09 

0.01 

0.0100 

- 

- 

- 

0.010 

0.015 

0.282 

0.028 

0.254 

0.063 

25.02 

Safe 



0.20 

0.00 

- 

0.00 

0.02 

0.03 

0.01 

0.03 

0.00 

- 

0.0089 

0.0201 

- 

0.029 

0.030 

0.057 

0.006 

0.052 

0.022 

42.14 

Safe 



0.20 

0.06 

- 

0.06 

0.10 

0.16 

0.03 

0.14 

0.02 

- 

0.0370 

0.0836 

- 

0.121 

0.136 

0.292 

0.029 

0.263 

0.048 

18.43 

Safe 

16 GGR 

0802000200330500 

0.20 

0.11 

- 

0.11 

0.12 

0.22 

0.06 

0.28 

0.03 

0.0300 

0.0383 

0.0866 

- 

0.155 

0.186 

0.411 

0.041 

0.370 

0.285 

77.00 

Semi Critical 

16 HMH (RURAL) 

0802000300359000 

0.20 

0.12 

- 

0.12 

0.12 

0.23 

0.05 

0.24 

0.03 

0.0100 

0.0366 

0.1034 

- 

0.150 

0.179 

0.412 

0.041 

0.371 

0.133 

35.81 

Safe 

16KSP 

0802000300371800 

0.20 

0.11 

(150.94) 

0.09 

0.15 

0.24 

0.05 

0.24 

0.03 

0.0200 

0.0512 

0.1206 

- 

0.192 

0.220 

0.462 

0.023 

0.439 

0.114 

25.88 

Safe 

16 LGW 

0802000400399100 

0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0059 

0.0067 

- 

0.013 

0.013 

0.023 

0.002 

0.021 

0.025 

122.74 

Over Exploited 



0.20 

0.04 

- 

0.04 

0.56 

0.60 

0.02 

0.09 

0.01 

0.0200 

- 

- 

- 

0.020 

0.029 

0.627 

0.063 

0.564 

0.170 

30.15 

Safe 



0.20 

0.00 

- 

0.00 

0.04 

0.05 

0.01 

0.03 

0.00 

0.0100 

0.0153 

0.0347 

- 

0.060 

0.061 

0.108 

0.011 

0.097 

0.052 

53.22 

Safe 



0.20 

0.01 

- 

0.01 

0.03 

0.04 

0.01 

0.04 

0.00 

0.0100 

0.0197 

0.0222 

- 

0.052 

0.055 

0.095 

0.010 

0.086 

0.061 

71.15 

Semi Critical 



0.20 

0.01 

- 

0.01 

0.06 

0.07 

0.01 

0.04 

0.00 

0.0100 

0.0224 

0.0505 

- 

0.083 

0.085 

0.156 

0.016 

0.140 

0.061 

43.26 

Safe 

16 LLW-A 

0802000300352700 

0.20 

0.01 

- 

0.01 

0.04 

0.05 

0.01 

0.06 

0.00 

0.0100 

0.0095 

0.0357 

- 

0.055 

0.058 

0.105 

0.011 

0.095 

0.095 

100.43 

Over Exploited 



0.20 

0.01 

- 

0.01 

0.04 

0.06 

0.01 

0.07 

0.00 

0.0100 

0.0107 

0.0404 

- 

0.061 

0.064 

0.120 

0.012 

0.108 

0.050 

46.64 

Safe 

16 MD 

0802000300376200 

0.20 

0.01 

(146.96) 

0.01 

0.02 

0.02 

0.01 

0.06 

0.00 

0.0100 

0.0099 

0.0140 

- 

0.034 

0.036 

0.058 

0.003 

0.055 

0.050 

91.81 

Critical 



0.20 

0.06 

(158.39) 

0.05 

0.12 

0.17 

0.04 

0.19 

0.02 

0.0300 

0.0384 

0.0904 

- 

0.159 

0.176 

0.346 

0.017 

0.328 

0.152 

46.17 

Safe 

16 MOD 

0802000400393200 

0.20 

0.00 

(4,510.34) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0007 

0.0027 

- 

0.003 

0.003 

0.006 

0.000 

0.006 

0.000 

3.25 

Safe 

16NDR 

0802000300378900 

0.20 

0.00 

32.04 

0.00 

0.01 

0.02 

0.01 

0.04 

0.00 

0.0100 

0.0086 

0.0104 

- 

0.029 

0.030 

0.047 

0.002 

0.045 

0.054 

121.61 

Over Exploited 



0.20 

0.09 

(426.01) 

0.07 

0.66 

0.73 

0.04 

0.20 

0.02 

0.0500 

- 

- 

- 

0.050 

0.073 

0.807 

0.040 

0.767 

0.271 

35.31 

Safe 



0.20 

0.00 

(235.06) 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0034 

0.0041 

- 

0.008 

0.008 

0.013 

0.001 

0.013 

0.006 

47.93 

Safe 

16NGC 

0802000200329000 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.20 

0.06 

- 

0.06 

0.08 

0.14 

0.06 

0.27 

0.02 

0.0500 

0.0218 

0.0494 

- 

0.121 

0.139 

0.281 

0.028 

0.253 

0.419 

165.56 

Over Exploited 

16 PBN 

0802000400399700 

0.20 

0.16 

- 

0.16 

0.55 

0.71 

0.04 

0.20 

0.05 

0.0900 

- 

- 

- 

0.090 

0.135 

0.846 

0.085 

0.761 

0.769 

100.98 

Over Exploited 

16SLW 

0802000200335800 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0013 

0.0029 

- 

0.004 

0.004 

0.008 

0.001 

0.007 

0.010 

146.25 

Over Exploited 



0.20 

0.17 

- 

0.17 

0.23 

0.40 

0.06 

0.27 

0.05 

0.0700 

0.0735 

0.1731 

- 

0.317 

0.365 

0.765 

0.076 

0.688 

0.389 

56.47 

Safe 

16SPD 

0802000400412800 

0.20 

0.01 

99.52 

0.01 

- 

0.01 

0.02 

0.11 

0.00 

- 

- 

- 

- 

- 

0.002 

0.010 

0.001 

0.010 

0.044 

450.15 

Over Exploited 



0.20 

0.01 

70.43 

0.01 

0.01 

0.01 

0.02 

0.10 

0.00 

- 

0.0042 

0.0048 

- 

0.009 

0.010 

0.023 

0.001 

0.022 

0.030 

134.21 

Over Exploited 

16 SPD-A 

0802000400412900 

0.20 

0.01 

41.09 

0.01 

- 

0.01 

0.02 

0.11 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.023 

0.001 

0.022 

0.058 

264.63 

Over Exploited 



0.20 

0.01 

(8.72) 

0.01 

0.01 

0.02 

0.02 

0.10 

0.00 

- 

0.0050 

0.0071 

- 

0.012 

0.014 

0.031 

0.002 

0.029 

0.044 

152.07 

Over Exploited 

16SSW 

0802000300366700 

0.20 

0.16 

- 

0.16 

0.18 

0.34 

0.05 

0.24 

0.04 

0.0200 

0.0513 

0.1451 

- 

0.216 

0.257 

0.594 

0.059 

0.535 

0.190 

35.54 

Safe 

16 STB 

0801000900265000 

0.25 

0.01 

(9,027.05) 

0.01 

0.27 

0.28 

0.02 

0.09 

0.00 

0.0300 

- 

- 

- 

0.030 

0.033 

0.308 

0.015 

0.293 

0.180 

61.57 

Safe 



0.25 

0.02 

(75.96) 

0.01 

0.03 

0.05 

0.02 

0.10 

0.00 

0.0200 

0.0122 

0.0172 

- 

0.049 

0.054 

0.099 

0.005 

0.094 

0.108 

114.85 

Over Exploited 



0.25 

0.00 

(2,884.98) 

0.00 

0.06 

0.06 

0.00 

0.02 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.073 

0.004 

0.069 

0.027 

39.10 

Safe 

16STG 

0802000300364500 

0.20 

0.10 

(111.34) 

0.08 

0.13 

0.21 

0.04 

0.21 

0.02 

0.0400 

0.0374 

0.1056 

- 

0.183 

0.207 

0.420 

0.021 

0.399 

0.373 

93.40 

Critical 

16 ZWD 

0802000400413400 

0.20 

0.05 

- 

0.05 

0.04 

0.09 

0.04 

0.21 

0.01 

0.0300 

0.0147 

0.0208 

- 

0.066 

0.079 

0.164 

0.016 

0.148 

0.292 

197.73 

Over Exploited 

168 RDR 

0801000900289700 

0.25 

0.14 

(67.99) 

0.11 

- 

0.11 

0.04 

0.21 

0.04 

0.0100 

- 

- 

- 

0.010 

0.046 

0.156 

0.008 

0.148 

0.054 

36.83 

Safe 

17 GGR 

0802000200330300 

0.20 

0.14 

- 

0.14 

0.17 

0.31 

0.06 

0.28 

0.04 

0.1200 

0.0487 

0.1101 

- 

0.279 

0.318 

0.631 

0.063 

0.568 

1.089 

191.80 

Over Exploited 

17 HMH (RURAL) 

0802000300359100 

0.20 

0.17 

- 

0.17 

0.17 

0.34 

0.05 

0.24 

0.04 

0.0100 

0.0535 

0.1512 

- 

0.215 

0.257 

0.598 

0.060 

0.538 

0.127 

23.64 

Safe 

17 KSP 

0802000300371900 

0.20 

0.08 

- 

0.08 

0.09 

0.18 

0.05 

0.24 

0.02 

0.0100 

0.0332 

0.0751 

- 

0.118 

0.140 

0.316 

0.032 

0.284 

0.051 

17.81 

Safe 

17 LGW 

0802000400396500 

0.20 

0.13 

- 

0.13 

0.23 

0.36 

0.03 

0.15 

0.03 

0.0100 

0.0842 

0.1904 

- 

0.285 

0.319 

0.681 

0.068 

0.612 

0.096 

15.64 

Safe 

17 LLW 

0802000300352900 

0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0033 

0.0126 

- 

0.016 

0.016 

0.031 

0.003 

0.028 

0.027 

97.35 

Critical 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0008 

0.0031 

- 

0.004 

0.004 

0.007 

0.001 

0.007 

0.000 

0.36 

Safe 

17 MKS 

0802000100319000 

0.20 

0.29 

- 

0.29 

0.28 

0.57 

0.06 

0.26 

0.08 

0.0100 

0.0861 

0.2433 

- 

0.339 

0.418 

0.985 

0.098 

0.886 

0.095 

10.68 

Safe 

17 NDR 

0802000300379000 

0.20 

0.00 

1,503.76 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

0.0100 

0.0018 

0.0022 

- 

0.014 

0.014 

0.017 

0.001 

0.017 

0.027 

163.25 

Over Exploited 



0.20 

0.05 

(67.23) 

0.04 

0.05 

0.09 

0.05 

0.23 

0.01 

0.0400 

0.0241 

0.0292 

- 

0.093 

0.107 

0.196 

0.010 

0.186 

0.189 

101.80 

Over Exploited 

17 NGC 

0802000200328900 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.010 

451.48 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

0.0100 

0.0027 

0.0062 

- 

0.019 

0.019 

0.028 

0.003 

0.025 

0.060 

240.44 

Over Exploited 



0.20 

0.06 

- 

0.06 

0.08 

0.14 

0.05 

0.25 

0.02 

0.0500 

0.0233 

0.0527 

- 

0.126 

0.143 

0.286 

0.029 

0.257 

0.443 

172.07 

Over Exploited 

17 PBN 

0802000400401300 

0.20 

0.01 

- 

0.01 

0.02 

0.03 

0.01 

0.04 

0.00 

0.0100 

0.0119 

0.0169 

- 

0.039 

0.041 

0.069 

0.007 

0.062 

0.129 

206.74 

Over Exploited 



0.20 

0.07 

- 

0.07 

0.63 

0.70 

0.03 

0.16 

0.02 

0.0500 

- 

- 

- 

0.050 

0.070 

0.767 

0.077 

0.690 

0.479 

69.45 

Safe 



0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0025 

0.0070 

- 

0.009 

0.009 

0.018 

0.002 

0.016 

0.019 

116.66 

Over Exploited 

17 SPD 

0802000400413000 

0.20 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.09 

0.00 

- 

- 

- 

- 

- 

0.004 

0.019 

0.002 

0.017 

0.032 

183.03 

Over Exploited 



0.20 

0.03 

- 

0.03 

0.03 

0.06 

0.03 

0.13 

0.01 

- 

0.0161 

0.0227 

- 

0.039 

0.047 

0.107 

0.011 

0.097 

0.047 

48.66 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


17 SSW 

080200030036920C 

1.779 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.779 

-0.29 

0.150 

0.00 

0.00 

0.02 

0.05 

0.00 

0.00 

0.00 

0.00 

0.000 

0.19 

0.48 


17 STB-A 

080100090026990C 

1.094 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.008 

0.09 

0.200 

0.07 

0.02 

0.36 

0.00 

0.00 

-0.29 

-0.12 

0.27 

0.000 

0.16 

0.38 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.034 

0.09 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.052 

0.09 

0.200 

0.00 

0.00 

0.02 

0.00 

0.00 

-0.02 

-0.01 

0.01 

0.000 

0.01 

0.02 


17 STB-B 

080100090027000C 

2.058 

Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.869 

0.04 

0.200 

0.00 

0.00 

0.31 

0.00 

0.00 

-0.30 

-0.13 

0.01 

0.000 

0.07 

0.17 






Bhakhra Canal 

Command 

Younger Alluvium 

1.189 

0.04 

0.200 

0.00 

0.00 

0.02 

0.04 

0.00 

-0.05 

-0.02 

0.02 

0.000 

0.10 

0.24 


17 STG 

0802000300364400 

4.052 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.052 

0.06 

0.150 

0.13 

0.02 

0.03 

0.12 

0.00 

0.00 

0.00 

0.52 

0.001 

0.17 

0.22 


17 ZWD 

0802000400413200 

1.601 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.601 

-0.21 

0.150 

0.02 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.06 

0.004 

0.17 

0.29 


18 GGR 

0802000200330400 

4.538 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.538 

-0.62 

0.150 

0.10 

0.01 

0.06 

0.13 

0.00 

0.00 

0.00 

0.37 

0.017 

0.21 

0.33 


18 HMH (RURAL) 

0802000300359200 

3.000 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.000 

-0.45 

0.150 

0.10 

0.02 

0.03 

0.09 

0.00 

0.00 

0.00 

0.41 

0.001 

0.19 

0.52 


18 KSP 

0802000300372000 

3.609 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.609 

0.06 

0.150 

0.01 

0.00 

0.05 

0.13 

0.00 

-0.14 

-0.06 

0.04 

0.001 

0.19 

0.43 


18 LGW-A 

0801000900263300 

0.759 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.735 

-0.14 

0.200 

0.02 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.09 

0.000 

0.16 

0.32 


18 LGW-B 

0801000900263200 

2.125 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.060 

-0.07 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 






Bhakhra Canal 

Command 

Younger Alluvium 

2.066 

-0.07 

0.200 

0.03 

0.00 

0.03 

0.06 

0.00 

0.00 

0.00 

0.11 

0.000 

0.16 

0.34 


18NDR 

0802000300375900 

3.588 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.824 

0.12 

0.150 

0.09 

0.02 

0.03 

0.04 

0.00 

0.05 

0.03 

0.35 

0.001 

0.15 

0.31 






Bhakhra Canal 

Command 

Younger Alluvium 

0.764 

0.12 

0.150 

0.02 

0.01 

0.01 

0.03 

0.00 

-0.01 

-0.01 

0.10 

0.000 

0.04 

0.08 


18NGC 

0802000200328200 

2.290 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.720 

-0.61 

0.150 

0.19 

0.03 

0.23 

0.00 

0.00 

0.00 

0.00 

0.76 

0.007 

0.16 

0.24 






Bhakhra Canal 

Command 

Younger Alluvium 

0.345 

-0.61 

0.150 

0.04 

0.01 

0.00 

0.01 

0.00 

0.00 

0.00 

0.16 

0.001 

0.03 

0.05 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.224 

-0.61 

0.150 

0.02 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.08 

0.001 

0.02 

0.03 


18 PBN-A 

0802000400401400 

8.623 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

8.623 

-0.10 

0.150 

0.09 

0.01 

1.15 

0.00 

0.00 

0.00 

0.00 

0.34 

0.021 

0.16 

0.26 


18 PBN-B 

0802000400401500 

3.152 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.847 

-0.07 

0.150 

0.10 

0.01 

0.48 

0.00 

0.00 

0.00 

0.00 

0.39 

0.007 

0.15 

0.25 






Bhakhra Canal 

Command 

Younger Alluvium 

0.305 

-0.07 

0.150 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.04 

0.001 

0.02 

0.03 


18 SPD-A 

0802000400412600 

2.734 

Saline 

Non-command 

Non-command 

Younger Alluvium 

2.734 

0.29 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.08 

0.10 

0.007 

0.17 

0.31 


18SPD-B 

0802000400412500 

1.947 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.947 

0.07 

0.150 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.03 

0.14 

0.005 

0.17 

0.31 


18 SSW 

0802000300366800 

3.590 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.590 

-0.38 

0.150 

0.02 

0.00 

0.04 

0.10 

0.00 

0.00 

0.00 

0.10 

0.001 

0.19 

0.50 


18 STB 

0801000900269800 

1.567 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.003 

0.08 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.506 

0.08 

0.200 

0.03 

0.01 

0.18 

0.00 

0.00 

-0.15 

-0.06 

0.11 

0.000 

0.06 

0.13 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.022 

0.08 

0.200 

0.03 

0.01 

0.01 

0.02 

0.00 

0.01 

0.00 

0.12 

0.000 

0.11 

0.27 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.036 

0.08 

0.200 

0.00 

0.00 

0.01 

0.00 

0.00 

-0.01 

-0.01 

0.00 

0.000 

0.00 

0.01 


18 STG 

0802000300364600 

2.621 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.621 

0.09 

0.150 

0.08 

0.01 

0.02 

0.08 

0.00 

0.01 

0.01 

0.31 

0.001 

0.17 

0.22 


18 ZWD 

0802000400412300 

5.105 

Saline 

Non-command 

Non-command 

Younger Alluvium 

3.693 

-0.24 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.009 

0.12 

0.22 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.412 

-0.24 

0.150 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.03 

0.003 

0.05 

0.08 


185 RD-A 

0801000900289100 

6.051 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.122 

0.18 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 






Non-command 

Non-command 

Younger Alluvium 

0.019 

0.18 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


185 RD-B 

0801000900289200 

11.660 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

6.888 

0.23 

0.200 

0.00 

0.00 

0.01 

0.03 

0.00 

0.27 

0.12 

0.01 

0.001 

0.10 

0.22 






Non-command 

Non-command 

Younger Alluvium 

3.358 

0.23 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.07 

0.00 

0.000 

0.05 

0.11 


19 FTP 

0802000100318600 

4.439 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.344 

-0.27 

0.150 

0.02 

0.00 

0.18 

0.00 

0.00 

0.00 

0.00 

0.08 

0.004 

0.06 

0.14 






Bhakhra Canal 

Command 

Younger Alluvium 

0.939 

-0.27 

0.150 

0.02 

0.00 

0.01 

0.03 

0.00 

0.00 

0.00 

0.06 

0.003 

0.04 

0.10 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.157 

-0.27 

0.150 

0.01 

0.00 

0.02 

0.06 

0.00 

0.00 

0.00 

0.05 

0.007 

0.10 

0.22 


19 GGR 

0802000200326500 

3.060 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.060 

-0.78 

0.150 

0.24 

0.04 

0.04 

0.09 

0.00 

0.00 

0.00 

0.96 

0.012 

0.21 

0.33 


19 HMH 

0802000300366600 

3.835 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.835 

-0.39 

0.150 

0.06 

0.01 

0.04 

0.11 

0.00 

0.00 

0.00 

0.25 

0.001 

0.19 

0.52 


19 KSP (KISHANPURA) 

0802000300372100 

2.625 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.625 

-0.06 

0.150 

0.03 

0.00 

0.03 

0.08 

0.00 

0.00 

0.00 

0.11 

0.001 

0.19 

0.45 


19 LGW-A 

0801000900261700 

0.868 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.504 

-0.09 

0.200 

0.02 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.08 

0.000 

0.10 

0.19 


19 LGW-B 

0801000900261800 

1.088 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.789 

-0.03 

0.200 

0.03 

0.01 

0.01 

0.02 

0.00 

0.00 

0.00 

0.14 

0.000 

0.12 

0.25 


19 MKS (MANAKSAR) 

0802000100318400 

3.002 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.118 

-0.20 

0.150 

0.01 

0.00 

0.02 

0.06 

0.00 

0.00 

0.00 

0.05 

0.006 

0.14 

0.32 


19 MOD 

0802000400394600 

3.685 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.183 

-0.20 

0.150 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


19 NDR 

0802000300375800 

1.063 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.469 

0.28 

0.150 

0.02 

0.00 

0.00 

0.01 

0.00 

0.03 

0.01 

0.06 

0.000 

0.08 

0.18 






Bhakhra Canal 

Command 

Younger Alluvium 

0.594 

0.28 

0.150 

0.02 

0.01 

0.01 

0.02 

0.00 

0.00 

0.00 

0.08 

0.000 

0.11 

0.22 


19 NGC-A 

0802000200328300 

1.432 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.431 

-0.66 

0.150 

0.08 

0.01 

0.19 

0.00 

0.00 

0.00 

0.00 

0.33 

0.005 

0.21 

0.33 






Bhakhra Canal 

Command 

Younger Alluvium 

0.000 

-0.66 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


19 NGC-B 

0802000200328400 

1.820 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.820 

-0.64 

0.150 

0.09 

0.01 

0.30 

0.00 

0.00 

0.00 

0.00 

0.36 

0.007 

0.21 

0.34 


19 PBN-A 

0802000400403900 

3.840 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.568 

-0.06 

0.150 

0.02 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.07 

0.001 

0.02 

0.04 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.707 

-0.06 

0.150 

0.02 

0.00 

0.12 

0.00 

0.00 

0.00 

0.00 

0.08 

0.002 

0.03 

0.05 






Bhakhra Canal 

Command 

Younger Alluvium 

1.917 

-0.06 

0.150 

0.06 

0.01 

0.02 

0.05 

0.00 

0.00 

0.00 

0.22 

0.005 

0.08 

0.14 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.624 

-0.06 

0.150 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.06 

0.002 

0.03 

0.05 






Bhakhra Canal 

Command 

Younger Alluvium 

0.024 

-0.06 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


19 PBN-B 

0802000400403800 

3.333 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.400 

-0.05 

0.150 

0.05 

0.01 

0.02 

0.05 

0.00 

0.00 

0.00 

0.19 

0.003 

0.07 

0.13 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.429 

-0.05 

0.150 

0.04 

0.01 

0.01 

0.02 

0.00 

0.00 

0.00 

0.16 

0.004 

0.07 

0.13 






Bhakhra Canal 

Command 

Younger Alluvium 

0.503 

-0.05 

0.150 

0.01 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.06 

0.001 

0.02 

0.05 


19 SPD 

0802000400413100 

2.398 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.918 

-0.13 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.005 

0.13 

0.24 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.480 

-0.13 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.03 

0.06 


19 SSW 

0802000300369100 

2.656 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.656 

-0.26 

0.150 

0.03 

0.00 

0.03 

0.08 

0.00 

0.00 

0.00 

0.12 

0.001 

0.19 

0.48 


19 STB 

0801000900265100 

1.580 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.580 

0.06 

0.200 

0.11 

0.03 

0.02 

0.02 

0.00 

0.06 

0.02 

0.42 

0.000 

0.17 

0.42 


19 STG 

0802000300364700 

2.564 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.564 

0.12 

0.150 

0.09 

0.01 

0.02 

0.07 

0.00 

0.03 

0.02 

0.34 

0.001 

0.16 

0.22 


10 SPD 

0801000900291600 

3.474 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.550 

0.63 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.01 

0.000 

0.03 

0.05 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.316 

0.63 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.14 

0.08 

0.02 

0.000 

0.07 

0.12 


2 ARW 

0802000300375000 

2.413 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.425 

0.89 

0.150 

0.01 

0.00 

0.01 

0.01 

0.00 

0.17 

0.09 

0.04 

0.000 

0.11 

0.21 






Bhakhra Canal 

Command 

Younger Alluvium 

0.988 

0.89 

0.150 

0.01 

0.00 

0.01 

0.03 

0.00 

0.10 

0.05 

0.03 

0.000 

0.07 

0.15 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ; 

(24; 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

17 SSW 

0802000300369200 

0.20 

0.07 

- 

0.07 

0.07 

0.14 

0.05 

0.24 

0.02 

- 

0.0268 

0.0605 

- 

0.087 

0.104 

0.246 

0.025 

0.221 

0.000 

0.21 

Safe 

17 STB-A 

0801000900269900 

0.25 

0.02 

(1,617.26) 

0.02 

0.38 

0.40 

0.04 

0.20 

0.01 

0.0500 

- 

- 

- 

0.050 

0.056 

0.454 

0.023 

0.431 

0.270 

62.64 

Safe 



0.25 

0.00 

(319.09) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0005 

0.0007 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.009 

442.78 

Over Exploited 



0.25 

0.00 

(7,121.35) 

0.00 

0.02 

0.02 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.019 

0.001 

0.018 

0.009 

50.69 

Safe 

17 STB-B 

0801000900270000 

0.25 

0.02 

(913.87) 

0.01 

0.31 

0.32 

0.02 

0.09 

0.00 

- 

- 

- 

- 

- 

0.004 

0.328 

0.016 

0.311 

0.009 

2.93 

Safe 



0.25 

0.03 

(175.14) 

0.02 

0.06 

0.09 

0.03 

0.12 

0.01 

- 

0.0215 

0.0506 

- 

0.072 

0.080 

0.165 

0.008 

0.157 

0.018 

11.57 

Safe 

17 STG 

0802000300364400 

0.20 

0.13 

(100.74) 

0.11 

0.17 

0.27 

0.04 

0.20 

0.03 

0.0600 

0.0366 

0.1379 

- 

0.235 

0.265 

0.539 

0.027 

0.512 

0.524 

102.28 

Over Exploited 

17 ZWD 

0802000400413200 

0.20 

0.05 

- 

0.05 

0.03 

0.08 

0.04 

0.21 

0.01 

0.0100 

0.0157 

0.0222 

- 

0.048 

0.062 

0.142 

0.014 

0.128 

0.061 

47.70 

Safe 

18 GGR 

0802000200330400 

0.20 

0.19 

- 

0.19 

0.20 

0.39 

0.06 

0.28 

0.06 

0.0400 

0.0683 

0.1545 

- 

0.263 

0.318 

0.710 

0.071 

0.639 

0.390 

61.07 

Safe 

18 HMH (RURAL) 

0802000300359200 

0.20 

0.11 

- 

0.11 

0.14 

0.25 

0.05 

0.24 

0.03 

0.0500 

0.0361 

0.1021 

- 

0.188 

0.217 

0.467 

0.047 

0.420 

0.411 

97.79 

Critical 

18 KSP 

0802000300372000 

0.20 

0.14 

(145.05) 

0.11 

0.18 

0.29 

0.05 

0.24 

0.04 

0.0100 

0.0652 

0.1535 

- 

0.229 

0.264 

0.558 

0.028 

0.530 

0.045 

8.47 

Safe 

18 LGW-A 

0801000900263300 

0.25 

0.03 

- 

0.03 

0.03 

0.06 

0.04 

0.20 

0.01 

0.0100 

0.0111 

0.0250 

- 

0.046 

0.054 

0.115 

0.011 

0.103 

0.090 

87.20 

Semi Critical 

18 LGW-B 

0801000900263200 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0007 

0.0008 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

0.31 

Safe 



0.25 

0.08 

- 

0.08 

0.09 

0.17 

0.04 

0.21 

0.02 

0.0100 

0.0311 

0.0703 

- 

0.111 

0.133 

0.306 

0.031 

0.275 

0.108 

39.37 

Safe 

18NDR 

0802000300375900 

0.20 

0.09 

(71.04) 

0.07 

0.09 

0.16 

0.04 

0.20 

0.02 

0.0700 

0.0415 

0.0587 

- 

0.170 

0.193 

0.354 

0.018 

0.337 

0.354 

105.05 

Over Exploited 



0.20 

0.01 

(215.59) 

0.01 

0.05 

0.05 

0.01 

0.05 

0.00 

0.0200 

0.0138 

0.0325 

- 

0.066 

0.068 

0.122 

0.006 

0.116 

0.095 

82.07 

Semi Critical 

18NGC 

0802000200328200 

0.20 

0.06 

- 

0.06 

0.26 

0.32 

0.05 

0.21 

0.02 

0.0900 

- 

- 

- 

0.090 

0.106 

0.421 

0.042 

0.379 

0.769 

202.72 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.02 

0.03 

0.01 

0.04 

0.00 

0.0200 

0.0042 

0.0117 

- 

0.036 

0.037 

0.062 

0.006 

0.056 

0.159 

284.80 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

0.0100 

0.0027 

0.0076 

- 

0.020 

0.021 

0.030 

0.003 

0.027 

0.082 

301.03 

Over Exploited 

18 PBN-A 

0802000400401400 

0.20 

0.28 

- 

0.28 

1.16 

1.44 

0.04 

0.20 

0.08 

0.0400 

- 

- 

- 

0.040 

0.116 

1.556 

0.156 

1.400 

0.361 

25.81 

Safe 

18 PBN-B 

0802000400401500 

0.20 

0.08 

- 

0.08 

0.49 

0.57 

0.04 

0.19 

0.02 

0.0400 

- 

- 

- 

0.040 

0.063 

0.631 

0.063 

0.568 

0.396 

69.70 

Safe 



0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0046 

0.0104 

- 

0.015 

0.015 

0.029 

0.003 

0.026 

0.042 

161.10 

Over Exploited 

18 SPD-A 

0802000400412600 

0.20 

0.09 

(11.33) 

0.08 

- 

0.08 

0.04 

0.21 

0.02 

0.0100 

- 

- 

- 

0.010 

0.034 

0.116 

0.006 

0.110 

0.108 

97.97 

Critical 

18SPD-B 

0802000400412500 

0.20 

0.07 

(58.50) 

0.05 

0.01 

0.06 

0.04 

0.21 

0.02 

0.0200 

- 

- 

- 

0.020 

0.037 

0.099 

0.005 

0.094 

0.149 

157.65 

Over Exploited 

18 SSW 

0802000300366800 

0.20 

0.14 

- 

0.14 

0.14 

0.28 

0.05 

0.24 

0.03 

0.0100 

0.0432 

0.1222 

- 

0.175 

0.210 

0.485 

0.049 

0.437 

0.096 

21.97 

Safe 

18 STB 

0801000900269800 

0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.25 

0.01 

(1,006.74) 

0.01 

0.19 

0.20 

0.01 

0.07 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.218 

0.011 

0.208 

0.108 

52.07 

Safe 



0.25 

0.03 

(87.09) 

0.02 

0.04 

0.06 

0.03 

0.14 

0.01 

0.0200 

0.0150 

0.0213 

- 

0.056 

0.064 

0.123 

0.006 

0.117 

0.117 

99.95 

Critical 



0.25 

0.00 

(14,648.70) 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.013 

0.001 

0.012 

0.000 

0.04 

Safe 

18 STG 

0802000300364600 

0.20 

0.09 

(90.41) 

0.07 

0.10 

0.17 

0.04 

0.20 

0.02 

0.0300 

0.0237 

0.0892 

- 

0.143 

0.163 

0.337 

0.017 

0.320 

0.310 

96.66 

Critical 

18 ZWD 

0802000400412300 

0.20 

0.09 

- 

0.09 

- 

0.09 

0.03 

0.15 

0.02 

0.0100 

- 

- 

- 

0.010 

0.034 

0.122 

0.012 

0.110 

0.082 

74.77 

Semi Critical 



0.20 

0.01 

- 

0.01 

0.02 

0.04 

0.01 

0.06 

0.00 

- 

0.0139 

0.0196 

- 

0.033 

0.037 

0.074 

0.007 

0.066 

0.032 

49.11 

Safe 

185 RD-A 

0801000900289100 

0.25 

0.00 

1,533.43 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0004 

0.0007 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

0.90 

Safe 



0.25 

0.00 

12,396.97 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

185 RD-B 

0801000900289200 

0.25 

0.17 

(28.35) 

0.14 

0.04 

0.18 

0.03 

0.13 

0.05 

- 

0.0199 

0.0374 

- 

0.057 

0.103 

0.281 

0.014 

0.267 

0.010 

3.71 

Safe 



0.25 

0.04 

68.95 

0.05 

- 

0.05 

0.01 

0.06 

0.01 

- 

- 

- 

- 

- 

0.011 

0.060 

0.003 

0.057 

0.000 

0.77 

Safe 

19 FTP 

0802000100318600 

0.20 

0.02 

- 

0.02 

0.18 

0.20 

0.02 

0.08 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.210 

0.021 

0.189 

0.083 

43.95 

Safe 



0.20 

0.01 

- 

0.01 

0.04 

0.04 

0.01 

0.05 

0.00 

0.0100 

0.0113 

0.0319 

- 

0.053 

0.055 

0.100 

0.010 

0.090 

0.062 

69.00 

Safe 



0.20 

0.04 

- 

0.04 

0.08 

0.13 

0.03 

0.12 

0.01 

0.0100 

0.0260 

0.0734 

- 

0.109 

0.121 

0.246 

0.025 

0.221 

0.056 

25.10 

Safe 

19 GGR 

0802000200326500 

0.20 

0.13 

- 

0.13 

0.17 

0.30 

0.06 

0.27 

0.04 

0.1100 

0.0461 

0.1042 

- 

0.260 

0.297 

0.595 

0.059 

0.535 

0.968 

180.85 

Over Exploited 

19 HMH 

0802000300366600 

0.20 

0.15 

- 

0.15 

0.16 

0.30 

0.05 

0.24 

0.04 

0.0300 

0.0462 

0.1305 

- 

0.207 

0.243 

0.547 

0.055 

0.493 

0.247 

50.15 

Safe 

19 KSP (KISHANPURA) 

0802000300372100 

0.20 

0.10 

- 

0.10 

0.11 

0.21 

0.05 

0.24 

0.03 

0.0100 

0.0395 

0.0894 

- 

0.139 

0.164 

0.372 

0.037 

0.335 

0.108 

32.13 

Safe 

19 LGW-A 

0801000900261700 

0.25 

0.01 

- 

0.01 

0.02 

0.03 

0.03 

0.12 

0.00 

0.0100 

0.0076 

0.0172 

- 

0.035 

0.038 

0.072 

0.007 

0.065 

0.081 

125.68 

Over Exploited 

19 LGW-B 

0801000900261800 

0.25 

0.02 

- 

0.02 

0.04 

0.07 

0.03 

0.15 

0.01 

0.0200 

0.0119 

0.0269 

- 

0.059 

0.065 

0.133 

0.013 

0.119 

0.135 

113.07 

Over Exploited 

19 MKS (MANAKSAR) 

0802000100318400 

0.20 

0.06 

- 

0.06 

0.08 

0.14 

0.04 

0.18 

0.02 

0.0100 

0.0255 

0.0721 

- 

0.108 

0.124 

0.267 

0.027 

0.240 

0.055 

23.05 

Safe 

19 MOD 

0802000400394600 

0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0017 

0.0062 

- 

0.008 

0.008 

0.015 

0.001 

0.013 

0.006 

48.09 

Safe 

19 NDR 

0802000300375800 

0.20 

0.01 

70.88 

0.01 

0.01 

0.02 

0.02 

0.11 

0.00 

0.0100 

0.0069 

0.0098 

- 

0.027 

0.029 

0.050 

0.003 

0.048 

0.063 

132.46 

Over Exploited 



0.20 

0.01 

(81.94) 

0.01 

0.04 

0.05 

0.03 

0.14 

0.00 

0.0200 

0.0107 

0.0253 

- 

0.056 

0.059 

0.110 

0.005 

0.104 

0.082 

78.75 

Semi Critical 

19 NGC-A 

0802000200328300 

0.20 

0.06 

- 

0.06 

0.20 

0.26 

0.06 

0.28 

0.02 

0.0400 

- 

- 

- 

0.040 

0.057 

0.320 

0.032 

0.288 

0.332 

115.39 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

19 NGC-B 

0802000200328400 

0.20 

0.08 

- 

0.08 

0.31 

0.39 

0.06 

0.27 

0.02 

0.0400 

- 

- 

- 

0.040 

0.062 

0.454 

0.045 

0.408 

0.363 

88.91 

Semi Critical 

19 PBN-A 

0802000400403900 

0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

0.0100 

0.0070 

0.0079 

- 

0.025 

0.026 

0.039 

0.004 

0.035 

0.066 

190.19 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.12 

0.12 

0.01 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.133 

0.013 

0.120 

0.083 

68.89 

Safe 



0.20 

0.03 

- 

0.03 

0.09 

0.12 

0.02 

0.10 

0.01 

0.0200 

0.0289 

0.0652 

- 

0.114 

0.123 

0.243 

0.024 

0.218 

0.224 

102.44 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

0.0100 

0.0076 

0.0086 

- 

0.026 

0.027 

0.042 

0.004 

0.038 

0.059 

154.75 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0004 

0.0008 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

3.00 

Safe 

19 PBN-B 

0802000400403800 

0.20 

0.02 

- 

0.02 

0.08 

0.10 

0.02 

0.09 

0.01 

0.0400 

0.0253 

0.0596 

- 

0.125 

0.130 

0.231 

0.023 

0.208 

0.197 

95.08 

Critical 



0.20 

0.02 

- 

0.02 

0.05 

0.07 

0.02 

0.09 

0.01 

0.0300 

0.0210 

0.0297 

- 

0.081 

0.086 

0.152 

0.015 

0.137 

0.162 

117.94 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.03 

0.03 

0.01 

0.03 

0.00 

0.0100 

0.0091 

0.0214 

- 

0.041 

0.041 

0.069 

0.007 

0.062 

0.058 

93.38 

Critical 

19 SPD 

0802000400413100 

0.20 

0.05 

- 

0.05 

- 

0.05 

0.04 

0.17 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.075 

0.007 

0.067 

0.092 

136.59 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.01 

0.04 

0.00 

- 

0.0047 

0.0067 

- 

0.011 

0.012 

0.024 

0.002 

0.021 

0.015 

71.77 

Semi Critical 

19 SSW 

0802000300369100 

0.20 

0.10 

- 

0.10 

0.11 

0.21 

0.05 

0.24 

0.03 

0.0100 

0.0400 

0.0904 

- 

0.140 

0.166 

0.376 

0.038 

0.339 

0.121 

35.63 

Safe 

19 STB 

0801000900265100 

0.25 

0.07 

(64.99) 

0.05 

0.07 

0.13 

0.04 

0.22 

0.02 

0.0800 

0.0232 

0.0328 

- 

0.136 

0.154 

0.279 

0.014 

0.266 

0.423 

159.40 

Over Exploited 

19 STG 

0802000300364700 

0.20 

0.08 

(70.40) 

0.07 

0.10 

0.17 

0.04 

0.20 

0.02 

0.0400 

0.0232 

0.0873 

- 

0.150 

0.170 

0.340 

0.017 

0.323 

0.341 

105.37 

Over Exploited 

10 SPD 

0801000900291600 

0.25 

0.00 

897.83 

0.00 

- 

0.00 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.005 

0.009 

172.26 

Over Exploited 



0.25 

0.02 

259.51 

0.03 

0.02 

0.05 

0.02 

0.08 

0.01 

- 

0.0129 

0.0182 

- 

0.031 

0.037 

0.086 

0.004 

0.082 

0.018 

22.29 

Safe 

2 ARW 

0802000300375000 

0.20 

0.03 

189.86 

0.04 

0.03 

0.06 

0.03 

0.13 

0.01 

0.0100 

0.0175 

0.0198 

- 

0.047 

0.055 

0.118 

0.006 

0.112 

0.038 

34.26 

Safe 



0.20 

0.01 

251.14 

0.02 

0.04 

0.06 

0.02 

0.09 

0.00 

- 

0.0149 

0.0336 

- 

0.049 

0.052 

0.111 

0.006 

0.105 

0.025 

24.04 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


2 AWSM 

080200030037570C 

1.258 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.258 

0.22 

0.150 

0.04 

0.01 

0.02 

0.05 

0.00 

0.01 

0.00 

0.16 

0.000 

0.19 

0.41 


2 BHM 

080100090029100C 

1.527 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.527 

0.59 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.11 

0.04 

0.000 

0.17 

0.31 


2 BHM-A 

080100090029110C 

1.578 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.678 

0.47 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.01 

0.000 

0.07 

0.13 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.900 

0.47 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.07 

0.04 

0.02 

0.000 

0.10 

0.17 


2 BJW 

080100090028950C 

6.137 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

1.138 

0.20 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.01 

0.000 

0.03 

0.07 






Non-command 

Non-command 

Younger Alluvium 

4.999 

0.20 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.10 

0.02 

0.001 

0.14 

0.29 


2 BNPM -A 

080100090025570C 

6.500 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.901 

-0.06 

0.200 

0.00 

0.00 

0.04 

0.06 

0.00 

0.00 

0.00 

0.02 

0.001 

0.12 

0.39 


2 BNPM -B 

0801000900255800 

1.579 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.535 

-0.01 

0.200 

0.01 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.05 

0.000 

0.19 

0.61 






Gang Canal 

Command 

Younger Alluvium 

0.044 

-0.01 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


2 BRP 

0802000400406600 

2.285 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.877 

0.08 

0.150 

0.10 

0.03 

0.00 

0.00 

0.00 

0.09 

0.04 

0.40 

0.005 

0.14 

0.31 






Bhakhra Canal 

Command 

Younger Alluvium 

0.408 

0.08 

0.150 

0.02 

0.01 

0.01 

0.01 

0.00 

-0.01 

0.00 

0.09 

0.001 

0.03 

0.07 


2 BRP(RCP) 

0802000400407800 

4.223 

Saline 

Non-command 

Non-command 

Younger Alluvium 

4.070 

-0.11 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.010 

0.16 

0.32 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.153 

-0.11 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


2 C 

0802000300374100 

1.943 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.943 

1.15 

0.150 

0.01 

0.00 

0.02 

0.02 

0.00 

0.31 

0.16 

0.03 

0.001 

0.18 

0.34 


2 CDR 

0802000200322700 

2.083 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.950 

-0.12 

0.150 

0.10 

0.01 

0.02 

0.06 

0.00 

0.00 

0.00 

0.38 

0.007 

0.21 

0.32 


2 CS 

0802000400410700 

5.463 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.463 

0.95 

0.150 

0.07 

0.01 

0.05 

0.05 

0.00 

0.74 

0.41 

0.27 

0.013 

0.18 

0.32 


2 DBL 

0802000300363800 

3.293 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.012 

0.07 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Bhakhra Canal 

Command 

Younger Alluvium 

2.757 

0.07 

0.150 

0.05 

0.01 

0.02 

0.08 

0.00 

-0.03 

-0.03 

0.20 

0.001 

0.14 

0.17 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.524 

0.07 

0.150 

0.00 

0.00 

0.00 

0.02 

0.00 

-0.01 

-0.01 

0.02 

0.000 

0.03 

0.03 


2 DPM 

0802000200324000 

3.405 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.405 

0.00 

0.150 

0.10 

0.01 

0.04 

0.10 

0.00 

-0.05 

-0.03 

0.37 

0.013 

0.21 

0.37 


2 FDM 

0801000900266000 

2.692 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.692 

0.05 

0.200 

0.02 

0.01 

0.03 

0.04 

0.00 

-0.03 

-0.01 

0.09 

0.000 

0.19 

0.54 


2 FTP 

0802000200324500 

3.155 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

2.708 

-0.12 

0.150 

0.09 

0.01 

0.03 

0.08 

0.00 

0.00 

0.00 

0.34 

0.010 

0.19 

0.30 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.447 

-0.12 

0.150 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.05 

0.002 

0.03 

0.05 


2 GB HINDU 

0801000800251000 

3.231 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.230 

0.11 

0.180 

0.18 

0.04 

0.04 

0.05 

0.00 

0.12 

0.04 

0.70 

0.000 

0.19 

0.60 


2GB-A 

0801000800251400 

4.886 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.929 

0.15 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

0.04 

0.000 

0.04 

0.11 






Gang Canal 

Command 

Younger Alluvium 

0.228 

0.15 

0.200 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.03 






Ghaggar River Bed 

Command 

Younger Alluvium 

2.727 

0.15 

0.200 

0.03 

0.01 

0.98 

0.00 

0.00 

-0.87 

-0.29 

0.11 

0.000 

0.11 

0.32 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.908 

0.15 

0.180 

0.01 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

0.03 

0.000 

0.04 

0.11 






Gang Canal 

Command 

Younger Alluvium 

0.033 

0.15 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.060 

0.15 

0.180 

0.00 

0.00 

0.02 

0.00 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.00 

0.01 


2GB-B 

0801000800251100 

1.212 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.094 

0.18 

0.200 

0.04 

0.01 

0.39 

0.00 

0.00 

-0.32 

-0.11 

0.16 

0.000 

0.17 

0.52 





Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.118 

0.18 

0.180 

0.00 

0.00 

0.04 

0.00 

0.00 

-0.04 

-0.01 

0.01 

0.000 

0.02 

0.06 


2 GGR 

0802000200332600 

2.585 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.305 

-0.90 

0.150 

0.05 

0.01 

0.22 

0.00 

0.00 

0.00 

0.00 

0.19 

0.005 

0.11 

0.16 






Bhakhra Canal 

Command 

Younger Alluvium 

0.444 

-0.90 

0.150 

0.02 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.07 

0.002 

0.04 

0.05 





Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.836 

-0.90 

0.150 

0.03 

0.00 

0.14 

0.00 

0.00 

0.00 

0.00 

0.10 

0.003 

0.07 

0.10 


2 GMD 

0801000900258600 

1.221 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.185 

0.04 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.03 

0.000 

0.03 

0.08 


2 HLM 

0802000300381000 

3.325 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.274 

0.62 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.000 

0.02 

0.03 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.242 

0.62 

0.150 

0.01 

0.00 

0.05 

0.00 

0.00 

-0.02 

-0.01 

0.04 

0.000 

0.01 

0.02 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.809 

0.62 

0.150 

0.06 

0.01 

0.03 

0.04 

0.00 

0.24 

0.13 

0.22 

0.001 

0.16 

0.29 


2 HMH 

0802000300358200 

6.860 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

6.860 

-0.57 

0.150 

0.07 

0.01 

0.09 

0.20 

0.00 

0.00 

0.00 

0.26 

0.002 

0.21 

0.38 


2 JRK 

0802000300359700 

3.033 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.505 

-0.41 

0.150 

0.10 

0.01 

0.33 

0.00 

0.00 

0.00 

0.00 

0.39 

0.001 

0.16 

0.42 


2 JW 

0802000400411100 

1.556 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.556 

0.50 

0.150 

0.04 

0.01 

0.01 

0.02 

0.00 

0.12 

0.07 

0.17 

0.004 

0.17 

0.29 


2 KBM 

0802000500418800 

3.369 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.128 

0.12 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


2 KDM 

0802000500417000 

1.381 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.381 

0.47 

0.090 

0.12 

0.02 

0.01 

0.01 

0.00 

0.13 

0.07 

0.49 

0.000 

0.18 

0.31 


2 KND 

0801000900289900 

5.916 

Saline 

Non-command 

Non-command 

Younger Alluvium 

2.137 

0.25 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.06 

0.05 

0.000 

0.06 

0.12 


2 KNJ 

0802000300362300 

1.962 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.304 

-0.46 

0.150 

0.03 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.11 

0.000 

0.03 

0.08 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.658 

-0.46 

0.150 

0.06 

0.01 

0.02 

0.05 

0.00 

0.00 

0.00 

0.26 

0.000 

0.16 

0.44 


2 KSP 

0802000200334300 

3.429 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.429 

-0.52 

0.150 

0.04 

0.01 

0.05 

0.12 

0.00 

0.00 

0.00 

0.15 

0.013 

0.22 

0.32 


2 KSR 

0801000900271300 

3.855 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

3.517 

0.08 

0.200 

0.03 

0.01 

1.26 

0.00 

0.00 

-1.18 

-0.49 

0.13 

0.000 

0.16 

0.38 






Bhakhra Canal 

Command 

Younger Alluvium 

0.176 

0.08 

0.200 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

0.00 

0.00 

0.000 

0.01 

0.02 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.162 

0.08 

0.200 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

0.00 

0.00 

0.000 

0.01 

0.02 


2 Kwm 

0802000300384300 

2.241 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.975 

0.14 

0.150 

0.04 

0.01 

0.02 

0.03 

0.00 

0.02 

0.01 

0.15 

0.001 

0.18 

0.31 


2 LBM 

0802000400408800 

1.477 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.026 

-0.30 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.451 

-0.30 

0.150 

0.04 

0.01 

0.01 

0.01 

0.00 

0.00 

0.00 

0.17 

0.004 

0.16 

0.28 


2 LGW 

0802000400393900 

9.359 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

4.195 

0.21 

0.150 

0.02 

0.00 

0.42 

0.00 

0.00 

-0.27 

-0.22 

0.07 

0.010 

0.07 

0.09 






Bhakhra Canal 

Command 

Younger Alluvium 

0.716 

0.21 

0.150 

0.00 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.01 

0.002 

0.01 

0.02 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.246 

0.21 

0.150 

0.02 

0.00 

0.03 

0.12 

0.00 

0.00 

0.00 

0.05 

0.010 

0.07 

0.09 


2 LK 

0802000300383700 

1.306 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.306 

0.15 

0.150 

0.02 

0.01 

0.01 

0.02 

0.00 

0.01 

0.00 

0.08 

0.000 

0.20 

0.35 


2 LKS 

0802000400394400 

2.010 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.114 

-0.26 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.531 

-0.26 

0.150 

0.01 

0.00 

0.00 

0.02 

0.00 

0.00 

0.00 

0.04 

0.001 

0.04 

0.06 


2 M 

0802000300380600 

1.464 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.464 

1.12 

0.150 

0.05 

0.01 

0.24 

0.00 

0.00 

0.04 

0.02 

0.19 

0.000 

0.18 

0.33 


2 MD 

0802000200335900 

4.074 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.240 

-0.09 

0.150 

0.01 

0.00 

0.05 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.01 

0.02 






Bhakhra Canal 

Command 

Younger Alluvium 

0.656 

-0.09 

0.150 

0.02 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.06 

0.003 

0.03 

0.05 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.178 

-0.09 

0.150 

0.06 

0.01 

0.05 

0.11 

0.00 

0.00 

0.00 

0.23 

0.012 

0.17 

0.26 


2 MKS-A 

0802000200323100 

3.588 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.302 

0.08 

0.150 

0.02 

0.00 

0.02 

0.05 

0.00 

-0.03 

-0.02 

0.08 

0.005 

0.08 

0.13 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.239 

0.08 

0.150 

0.03 

0.01 

0.03 

0.08 

0.00 

-0.07 

-0.04 

0.11 

0.009 

0.14 

0.23 


2 MKS-B 

0802000200323200 

2.723 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.087 

0.10 

0.150 

0.02 

0.01 

0.02 

0.04 

0.00 

-0.03 

-0.02 

0.09 

0.004 

0.09 

0.15 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.636 

0.10 

0.150 

0.03 

0.01 

0.02 

0.06 

0.00 

-0.04 

-0.02 

0.11 

0.006 

0.13 

0.22 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 


(27) 

(2s; 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

2 AWSM 

0802000300375700 

0.20 

0.05 

(92.96) 

0.04 

0.07 

0.11 

0.05 

0.24 

0.01 

0.0300 

0.0227 

0.0535 

- 

0.106 

0.119 

0.232 

0.012 

0.220 

0.158 

71.93 

Semi Critical 

2 BHM 

0801000900291000 

0.25 

0.07 

62.82 

0.08 

- 

0.08 

0.05 

0.22 

0.02 

- 

- 

- 

- 

- 

0.017 

0.096 

0.005 

0.091 

0.036 

39.72 

Safe 

2 BHM-A 

0801000900291100 

0.25 

0.01 

192.67 

0.01 

- 

0.01 

0.02 

0.09 

0.00 

- 

- 

- 

- 

- 

0.003 

0.018 

0.001 

0.017 

0.009 

52.40 

Safe 



0.25 

0.02 

75.45 

0.03 

0.02 

0.04 

0.03 

0.12 

0.01 

- 

0.0110 

0.0125 

- 

0.024 

0.029 

0.073 

0.004 

0.069 

0.018 

26.10 

Safe 

2 BJW 

0801000900289500 

0.25 

0.01 

111.29 

0.01 

0.01 

0.02 

0.01 

0.04 

0.00 

- 

0.0033 

0.0062 

- 

0.010 

0.012 

0.029 

0.001 

0.028 

0.009 

32.91 

Safe 



0.25 

0.17 

(43.76) 

0.14 

- 

0.14 

0.04 

0.17 

0.05 

- 

- 

- 

- 

- 

0.046 

0.183 

0.009 

0.174 

0.019 

10.74 

Safe 

2 BNPM -A 

0801000900255700 

0.25 

0.12 

- 

0.12 

0.10 

0.22 

0.02 

0.14 

0.02 

- 

0.0574 

0.0811 

- 

0.139 

0.162 

0.380 

0.038 

0.342 

0.019 

5.42 

Safe 

2 BNPM -B 

0801000900255800 

0.25 

0.07 

- 

0.07 

0.04 

0.11 

0.04 

0.23 

0.02 

0.0100 

0.0226 

0.0319 

- 

0.065 

0.080 

0.193 

0.019 

0.174 

0.045 

26.05 

Safe 



0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0011 

0.0016 

- 

0.003 

0.003 

0.005 

0.000 

0.004 

0.000 

0.14 

Safe 

2 BRP 

0802000400406600 

0.20 

0.05 

(20.51) 

0.04 

0.03 

0.07 

0.04 

0.17 

0.01 

0.0800 

- 

- 

- 

0.080 

0.094 

0.165 

0.008 

0.157 

0.408 

259.72 

Over Exploited 



0.20 

0.00 

(230.91) 

0.00 

0.03 

0.03 

0.01 

0.04 

0.00 

0.0200 

0.0086 

0.0174 

- 

0.046 

0.047 

0.080 

0.004 

0.076 

0.088 

115.14 

Over Exploited 

2 BRP(RCP) 

0802000400407800 

0.20 

0.13 

- 

0.13 

0.01 

0.14 

0.04 

0.20 

0.03 

0.0400 

- 

- 

- 

0.040 

0.075 

0.215 

0.021 

0.193 

0.197 

102.02 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0023 

0.0032 

- 

0.005 

0.005 

0.009 

0.001 

0.009 

0.000 

4.42 

Safe 

2 C 

0802000300374100 

0.20 

0.07 

132.16 

0.08 

0.04 

0.12 

0.05 

0.23 

0.02 

- 

0.0238 

0.0269 

- 

0.051 

0.069 

0.190 

0.009 

0.180 

0.026 

14.14 

Safe 

2 CDR 

0802000200322700 

0.20 

0.08 

- 

0.08 

0.09 

0.17 

0.06 

0.27 

0.02 

0.0400 

0.0294 

0.0664 

- 

0.136 

0.160 

0.332 

0.033 

0.299 

0.383 

128.22 

Over Exploited 

2 CS 

0802000400410700 

0.20 

0.20 

110.82 

0.24 

0.11 

0.35 

0.05 

0.23 

0.05 

0.0500 

0.0670 

0.0757 

- 

0.193 

0.244 

0.591 

0.030 

0.562 

0.287 

51.18 

Safe 

2 DBL 

0802000300363800 

0.20 

0.00 

(63,047.10) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.000 

0.27 

Safe 



0.20 

0.08 

(134.50) 

0.06 

0.11 

0.17 

0.03 

0.17 

0.02 

0.0200 

0.0249 

0.0938 

- 

0.139 

0.155 

0.326 

0.016 

0.310 

0.204 

65.71 

Safe 



0.20 

0.00 

(508.57) 

0.00 

0.02 

0.02 

0.01 

0.03 

0.00 

- 

0.0047 

0.0178 

- 

0.023 

0.023 

0.044 

0.002 

0.042 

0.019 

45.37 

Safe 

2 DPM 

0802000200324000 

0.20 

0.15 

(118.96) 

0.12 

0.15 

0.27 

0.06 

0.28 

0.04 

0.0400 

0.0513 

0.1159 

- 

0.207 

0.249 

0.517 

0.026 

0.491 

0.378 

77.05 

Semi Critical 

2 FDM 

0801000900266000 

0.25 

0.13 

(108.99) 

0.10 

0.08 

0.18 

0.04 

0.23 

0.03 

0.0200 

0.0396 

0.0559 

- 

0.116 

0.144 

0.325 

0.016 

0.308 

0.090 

29.30 

Safe 

2 FTP 

0802000200324500 

0.20 

0.10 

- 

0.10 

0.12 

0.22 

0.06 

0.24 

0.03 

0.0400 

0.0408 

0.0922 

- 

0.173 

0.203 

0.427 

0.043 

0.384 

0.347 

90.36 

Critical 



0.20 

0.00 

- 

0.00 

0.02 

0.02 

0.01 

0.04 

0.00 

0.0100 

0.0067 

0.0152 

- 

0.032 

0.033 

0.054 

0.005 

0.049 

0.051 

104.45 

Over Exploited 

2 GB HINDU 

0801000800251000 

0.22 

0.14 

(71.49) 

0.11 

0.12 

0.23 

0.04 

0.23 

0.03 

0.1300 

0.0475 

0.0671 

- 

0.245 

0.274 

0.508 

0.025 

0.482 

0.702 

145.51 

Over Exploited 

2GB-A 

0801000800251400 

0.25 

0.01 

(45.42) 

0.01 

0.02 

0.03 

0.01 

0.04 

0.00 

0.0100 

0.0137 

0.0193 

- 

0.043 

0.045 

0.076 

0.004 

0.072 

0.035 

48.59 

Safe 



0.25 

0.00 

(297.05) 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0058 

0.0081 

- 

0.014 

0.014 

0.024 

0.001 

0.023 

0.012 

52.03 

Safe 



0.25 

0.05 

(2,630.84) 

0.04 

0.99 

1.03 

0.02 

0.13 

0.01 

0.0200 

- 

- 

- 

0.020 

0.031 

1.056 

0.053 

1.003 

0.105 

10.46 

Safe 



0.22 

0.01 

(47.79) 

0.01 

0.02 

0.03 

0.01 

0.04 

0.00 

0.0100 

0.0134 

0.0189 

- 

0.042 

0.044 

0.073 

0.004 

0.069 

0.027 

38.88 

Safe 



0.22 

0.00 

(2,174.97) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0008 

0.0012 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

- 

- 

Safe 



0.22 

0.00 

(21,220.50) 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.022 

0.001 

0.021 

- 

- 

Safe 

2GB-B 

0801000800251100 

0.25 

0.03 

(1,551.57) 

0.03 

0.40 

0.43 

0.04 

0.21 

0.01 

0.0300 

- 

- 

- 

0.030 

0.037 

0.464 

0.023 

0.441 

0.164 

37.20 

Safe 



0.22 

0.00 

(36,203.91) 

0.00 

0.04 

0.04 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.043 

0.002 

0.041 

0.009 

22.15 

Safe 

2 GGR 

0802000200332600 

0.20 

0.03 

- 

0.03 

0.23 

0.26 

0.03 

0.14 

0.01 

0.0200 

- 

- 

- 

0.020 

0.028 

0.285 

0.028 

0.256 

0.193 

75.37 

Semi Critical 



0.20 

0.00 

- 

0.00 

0.02 

0.02 

0.01 

0.05 

0.00 

0.0100 

0.0067 

0.0151 

- 

0.032 

0.033 

0.054 

0.005 

0.049 

0.071 

144.55 

Over Exploited 



0.20 

0.01 

- 

0.01 

0.14 

0.15 

0.02 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.165 

0.016 

0.148 

0.100 

67.63 

Safe 

2 GMD 

0801000900258600 

0.25 

0.00 

84.80 

0.00 

0.00 

0.01 

0.01 

0.03 

0.00 

0.0100 

0.0027 

0.0039 

- 

0.017 

0.017 

0.023 

0.001 

0.022 

0.027 

122.10 

Over Exploited 

2 HLM 

0802000300381000 

0.20 

0.00 

1,756.28 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

0.0100 

0.0040 

0.0057 

- 

0.020 

0.020 

0.028 

0.001 

0.026 

0.041 

155.22 

Over Exploited 



0.20 

0.00 

(1,439.78) 

0.00 

0.05 

0.05 

0.00 

0.02 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.059 

0.003 

0.056 

0.041 

72.96 

Semi Critical 



0.20 

0.09 

48.23 

0.11 

0.08 

0.19 

0.04 

0.20 

0.02 

0.0400 

0.0413 

0.0584 

- 

0.140 

0.163 

0.351 

0.018 

0.334 

0.222 

66.42 

Safe 

2 HMH 

0802000300358200 

0.20 

0.28 

- 

0.28 

0.29 

0.58 

0.06 

0.26 

0.08 

0.0300 

0.1033 

0.2335 

- 

0.367 

0.445 

1.023 

0.102 

0.921 

0.260 

28.22 

Safe 

2 JRK 

0802000300359700 

0.20 

0.08 

- 

0.08 

0.34 

0.42 

0.04 

0.20 

0.02 

0.0400 

- 

- 

- 

0.040 

0.060 

0.483 

0.048 

0.434 

0.393 

90.41 

Critical 

2 JW 

0802000400411100 

0.20 

0.05 

30.19 

0.06 

0.04 

0.10 

0.04 

0.21 

0.01 

0.0300 

0.0191 

0.0216 

- 

0.071 

0.085 

0.187 

0.009 

0.177 

0.177 

99.66 

Critical 

2 KBM 

0802000500418800 

0.20 

0.00 

(696.65) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0019 

0.0027 

- 

0.005 

0.005 

0.008 

0.000 

0.008 

0.000 

0.23 

Safe 

2 KDM 

0802000500417000 

0.20 

0.05 

53.08 

0.06 

0.05 

0.10 

0.05 

0.22 

0.01 

0.0600 

0.0169 

0.0191 

- 

0.096 

0.109 

0.213 

0.011 

0.203 

0.494 

243.91 

Over Exploited 

2 KND 

0801000900289900 

0.25 

0.03 

75.42 

0.04 

- 

0.04 

0.02 

0.08 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.058 

0.003 

0.055 

0.045 

82.38 

Semi Critical 

2 KNJ 

0802000300362300 

0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.01 

0.04 

0.00 

0.0100 

0.0037 

0.0103 

- 

0.024 

0.024 

0.038 

0.004 

0.034 

0.108 

315.90 

Over Exploited 



0.20 

0.05 

- 

0.05 

0.07 

0.13 

0.04 

0.20 

0.01 

0.0300 

0.0200 

0.0564 

- 

0.106 

0.120 

0.247 

0.025 

0.222 

0.258 

116.19 

Over Exploited 

2 KSP 

0802000200334300 

0.20 

0.15 

- 

0.15 

0.18 

0.33 

0.06 

0.28 

0.04 

0.0300 

0.0620 

0.1459 

- 

0.238 

0.280 

0.613 

0.061 

0.552 

0.159 

28.84 

Safe 

2 KSR 

0801000900271300 

0.25 

0.08 

(1,892.29) 

0.06 

1.27 

1.33 

0.04 

0.20 

0.02 

0.0300 

- 

- 

- 

0.030 

0.051 

1.384 

0.069 

1.315 

0.126 

9.62 

Safe 



0.25 

0.00 

(886.50) 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0032 

0.0075 

- 

0.011 

0.011 

0.020 

0.001 

0.019 

0.000 

0.12 

Safe 



0.25 

0.00 

(956.58) 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0029 

0.0069 

- 

0.010 

0.010 

0.019 

0.001 

0.018 

0.000 

0.12 

Safe 

2 Kwm 

0802000300384300 

0.20 

0.07 

(84.77) 

0.06 

0.06 

0.12 

0.05 

0.22 

0.02 

0.0300 

0.0339 

0.0411 

- 

0.105 

0.124 

0.243 

0.012 

0.230 

0.152 

65.76 

Safe 

2 LBM 

0802000400408800 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.05 

- 

0.05 

0.04 

0.08 

0.04 

0.20 

0.01 

0.0200 

0.0178 

0.0201 

- 

0.058 

0.070 

0.154 

0.015 

0.139 

0.177 

127.30 

Over Exploited 

2 LGW 

0802000400393900 

0.20 

0.06 

(458.15) 

0.05 

0.42 

0.47 

0.02 

0.09 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.493 

0.025 

0.469 

0.075 

16.08 

Safe 



0.20 

0.00 

(262.55) 

0.00 

0.03 

0.03 

0.00 

0.02 

0.00 

- 

0.0065 

0.0244 

- 

0.031 

0.031 

0.059 

0.003 

0.056 

0.010 

17.55 

Safe 



0.20 

0.06 

(100.80) 

0.05 

0.15 

0.20 

0.02 

0.09 

0.01 

0.0100 

0.0384 

0.1445 

- 

0.193 

0.207 

0.411 

0.021 

0.391 

0.060 

15.48 

Safe 

2 LK 

0802000300383700 

0.20 

0.05 

(93.50) 

0.04 

0.04 

0.08 

0.05 

0.25 

0.01 

0.0200 

0.0192 

0.0272 

- 

0.066 

0.081 

0.165 

0.008 

0.157 

0.082 

52.44 

Safe 

2 LKS 

0802000400394400 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0010 

0.0039 

- 

0.005 

0.005 

0.009 

0.001 

0.008 

0.008 

98.88 

Critical 



0.20 

0.00 

- 

0.00 

0.02 

0.02 

0.01 

0.05 

0.00 

- 

0.0048 

0.0181 

- 

0.023 

0.024 

0.048 

0.005 

0.043 

0.039 

91.34 

Critical 

2 M 

0802000300380600 

0.20 

0.05 

(57.99) 

0.04 

0.25 

0.30 

0.05 

0.23 

0.01 

0.0400 

- 

- 

- 

0.040 

0.054 

0.351 

0.018 

0.334 

0.189 

56.73 

Safe 

2 MD 

0802000200335900 

0.20 

0.00 

- 

0.00 

0.05 

0.05 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.049 

0.005 

0.044 

0.021 

47.46 

Safe 



0.20 

0.00 

- 

0.00 

0.03 

0.04 

0.01 

0.04 

0.00 

0.0100 

0.0118 

0.0279 

- 

0.050 

0.051 

0.089 

0.009 

0.080 

0.062 

76.87 

Semi Critical 



0.20 

0.11 

- 

0.11 

0.17 

0.28 

0.05 

0.21 

0.03 

0.0400 

0.0574 

0.1352 

- 

0.233 

0.263 

0.541 

0.054 

0.486 

0.239 

49.17 

Safe 

2 MKS-A 

0802000200323100 

0.20 

0.02 

(191.84) 

0.02 

0.07 

0.08 

0.02 

0.11 

0.01 

0.0100 

0.0235 

0.0554 

- 

0.089 

0.095 

0.178 

0.009 

0.170 

0.084 

49.53 

Safe 



0.20 

0.06 

(167.72) 

0.05 

0.12 

0.17 

0.04 

0.18 

0.02 

0.0200 

0.0404 

0.0952 

- 

0.156 

0.174 

0.349 

0.017 

0.331 

0.122 

36.72 

Safe 

2 MKS-B 

0802000200323200 

0.20 

0.02 

(190.65) 

0.02 

0.07 

0.08 

0.03 

0.12 

0.01 

0.0200 

0.0196 

0.0463 

- 

0.086 

0.092 

0.173 

0.009 

0.164 

0.093 

56.84 

Safe 



0.20 

0.04 

(153.08) 

0.03 

0.09 

0.13 

0.04 

0.17 

0.01 

0.0200 

0.0296 

0.0696 

- 

0.119 

0.132 

0.261 

0.013 

0.248 

0.119 

48.18 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 


( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


2 MNWM 

080100090025620C 

1.965 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.965 

0.04 

0.200 

0.02 

0.01 

0.02 

0.03 

0.00 

-0.03 

-0.01 

0.10 

0.000 

0.19 

0.61 


2 MNWM-A 

0801000900256100 

1.843 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.843 

0.05 

0.200 

0.01 

0.00 

0.02 

0.03 

0.00 

-0.02 

-0.01 

0.03 

0.000 

0.19 

0.61 


2 MOD-A 

0802000300360100 

2.256 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.450 

-0.37 

0.150 

0.08 

0.01 

0.15 

0.00 

0.00 

0.00 

0.00 

0.34 

0.000 

0.12 

0.29 






Bhakhra Canal 

Command 

Younger Alluvium 

0.806 

-0.37 

0.150 

0.05 

0.01 

0.01 

0.02 

0.00 

0.00 

0.00 

0.19 

0.000 

0.07 

0.16 


2 MOD-B 

0802000300361800 

3.845 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.815 

-0.33 

0.150 

0.03 

0.01 

0.11 

0.00 

0.00 

0.00 

0.00 

0.14 

0.000 

0.04 

0.09 






Bhakhra Canal 

Command 

Younger Alluvium 

2.990 

-0.33 

0.150 

0.13 

0.02 

0.03 

0.09 

0.00 

0.00 

0.00 

0.50 

0.001 

0.14 

0.31 


2 MST 

0802000200337000 

1.149 

Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.570 

0.17 

0.150 

0.03 

0.01 

0.13 

0.00 

0.00 

-0.10 

-0.07 

0.11 

0.002 

0.11 

0.16 






Bhakhra Canal 

Command 

Younger Alluvium 

0.579 

0.17 

0.150 

0.03 

0.01 

0.01 

0.02 

0.00 

0.00 

0.00 

0.11 

0.002 

0.11 

0.16 


2 MST-SM 

0802000200337500 

1.202 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.202 

0.18 

0.150 

0.03 

0.01 

0.01 

0.02 

0.00 

0.02 

0.01 

0.11 

0.005 

0.21 

0.33 


2 MW 

0802000300378100 

1.248 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.532 

0.01 

0.150 

0.03 

0.01 

0.01 

0.01 

0.00 

0.01 

0.00 

0.12 

0.000 

0.09 

0.16 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.578 

0.01 

0.150 

0.03 

0.01 

0.12 

0.00 

0.00 

-0.10 

-0.05 

0.12 

0.000 

0.10 

0.17 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.137 

0.01 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.04 


2 MWM-A 

0802000300379500 

1.376 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.376 

0.74 

0.150 

0.01 

0.00 

0.01 

0.02 

0.00 

0.13 

0.06 

0.06 

0.000 

0.19 

0.37 


2 MWM-B 

0802000300379600 

1.264 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.264 

0.94 

0.150 

0.02 

0.00 

0.01 

0.02 

0.00 

0.17 

0.09 

0.07 

0.000 

0.19 

0.36 


2 NDR 

0802000200336800 

1.601 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.076 

0.14 

0.150 

0.03 

0.01 

0.25 

0.00 

0.00 

-0.21 

-0.14 

0.12 

0.004 

0.14 

0.21 





Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.443 

0.14 

0.150 

0.01 

0.00 

0.10 

0.00 

0.00 

-0.08 

-0.06 

0.04 

0.002 

0.06 

0.09 






Bhakhra Canal 

Command 

Younger Alluvium 

0.081 

0.14 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.02 


2 NM 

0802000400408200 

3.160 

Saline 

Non-command 

Non-command 

Younger Alluvium 

3.160 

-0.26 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.008 

0.16 

0.31 


2 NR 

0802000400404600 

1.630 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.536 

-0.21 

0.150 

0.08 

0.01 

0.01 

0.02 

0.00 

0.00 

0.00 

0.32 

0.004 

0.15 

0.24 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.061 

-0.21 

0.150 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.01 

0.01 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.033 

-0.21 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


2 NRD-A 

0801000900258400 

1.073 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.073 

0.01 

0.200 

0.02 

0.00 

0.02 

0.03 

0.00 

-0.02 

-0.01 

0.07 

0.000 

0.19 

0.58 


2 NRD-B 

0801000900257700 

2.018 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.650 

0.02 

0.200 

0.02 

0.00 

0.02 

0.02 

0.00 

-0.02 

-0.01 

0.06 

0.000 

0.16 

0.47 






Gang Canal 

Command 

Younger Alluvium 

0.368 

0.02 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

0.00 

0.01 

0.000 

0.04 

0.11 


2 NSW 

0802000400409200 

1.870 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.870 

-0.31 

0.150 

0.06 

0.01 

0.02 

0.02 

0.00 

0.00 

0.00 

0.23 

0.005 

0.16 

0.26 


2 NWN (RURAL) 

0802000300356100 

5.158 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

5.158 

-0.61 

0.150 

0.06 

0.01 

0.05 

0.15 

0.00 

0.00 

0.00 

0.22 

0.001 

0.19 

0.51 


2 PBN 

0802000300363700 

3.981 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.992 

0.17 

0.150 

0.13 

0.02 

0.02 

0.06 

0.00 

0.09 

0.08 

0.53 

0.001 

0.08 

0.09 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.989 

0.17 

0.150 

0.06 

0.01 

0.02 

0.06 

0.00 

0.03 

0.03 

0.25 

0.001 

0.08 

0.09 



0802000400405300 

2.730 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.099 

-0.22 

0.150 

0.02 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.05 

0.005 

0.12 

0.20 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.555 

-0.22 

0.150 

0.00 

0.00 

0.09 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.03 

0.05 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.076 

-0.22 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


2 PPN 

0801000900288300 

2.855 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.298 

-0.21 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.000 

0.02 

0.04 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.304 

-0.21 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.000 

0.02 

0.04 


2 PWM 

0802000400410000 

3.590 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.279 

0.01 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

-0.01 

0.00 

0.02 

0.001 

0.01 

0.02 






Ghaggar River Bed 

Command 

Younger Alluvium 

3.231 

0.01 

0.150 

0.03 

0.01 

0.65 

0.00 

0.00 

-0.62 

-0.39 

0.13 

0.008 

0.15 

0.24 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.080 

0.01 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


2 R 

0802000300368300 

1.728 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.393 

0.18 

0.150 

0.01 

0.00 

0.00 

0.01 

0.00 

0.01 

0.01 

0.03 

0.000 

0.04 

0.07 






Bhakhra Canal 

Command 

Younger Alluvium 

1.336 

0.18 

0.150 

0.03 

0.01 

0.02 

0.05 

0.00 

-0.01 

-0.01 

0.11 

0.000 

0.13 

0.25 


2 RK 

0802000200331600 

1.391 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.882 

-0.85 

0.150 

0.05 

0.01 

0.15 

0.00 

0.00 

0.00 

0.00 

0.18 

0.003 

0.14 

0.20 






Bhakhra Canal 

Command 

Younger Alluvium 

0.324 

-0.85 

0.150 

0.02 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.07 

0.001 

0.05 

0.07 





Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.184 

-0.85 

0.150 

0.01 

0.00 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.001 

0.03 

0.04 


2 RP-CAD 

0802000200338100 

2.153 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.286 

0.10 

0.150 

0.00 

0.00 

0.07 

0.00 

0.00 

-0.06 

-0.04 

0.01 

0.001 

0.03 

0.04 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.390 

0.10 

0.150 

0.01 

0.00 

0.02 

0.02 

0.00 

-0.01 

0.00 

0.05 

0.005 

0.14 

0.22 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.477 

0.10 

0.150 

0.00 

0.00 

0.11 

0.00 

0.00 

-0.10 

-0.06 

0.02 

0.002 

0.05 

0.08 


2 RP-CAD (RAHIT) 

0802000200338200 

2.689 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.400 

0.12 

0.150 

0.02 

0.00 

0.03 

0.04 

0.00 

0.00 

0.00 

0.07 

0.009 

0.19 

0.30 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.289 

0.12 

0.150 

0.00 

0.00 

0.07 

0.00 

0.00 

-0.06 

-0.04 

0.01 

0.001 

0.02 

0.04 


2 RPM 

0802000400402500 

2.008 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.008 

-0.13 

0.150 

0.11 

0.03 

0.03 

0.07 

0.00 

0.00 

0.00 

0.43 

0.005 

0.17 

0.41 


2 RRW 

0802000300351600 

4.162 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.012 

-0.73 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.379 

-0.73 

0.150 

0.07 

0.01 

0.03 

0.10 

0.00 

0.00 

0.00 

0.28 

0.001 

0.16 

0.40 


2 RWB 

0802000200335300 

2.702 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.022 

0.10 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.001 

0.10 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


2 SGM 

0801000900271600 

1.254 

Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.800 

0.03 

0.200 

0.03 

0.01 

0.29 

0.00 

0.00 

-0.26 

-0.11 

0.11 

0.000 

0.11 

0.26 






Bhakhra Canal 

Command 

Younger Alluvium 

0.454 

0.03 

0.200 

0.02 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.06 

0.000 

0.06 

0.15 


2 SGR 

0802000400401700 

5.016 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

5.016 

-0.05 

0.150 

0.06 

0.01 

0.84 

0.00 

0.00 

0.00 

0.00 

0.23 

0.012 

0.16 

0.30 


2SHPD 

0801000900265600 

2.828 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.828 

0.04 

0.200 

0.01 

0.00 

0.03 

0.04 

0.00 

-0.04 

-0.02 

0.05 

0.000 

0.19 

0.52 






Gang Canal 

Command 

Younger Alluvium 

0.000 

0.04 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


2 SNM (RURAL) 

0802000300362500 

3.009 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.009 

-0.44 

0.150 

0.12 

0.02 

0.03 

0.09 

0.00 

0.00 

0.00 

0.47 

0.001 

0.19 

0.52 


2 SPD 

0801000900265700 

2.287 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.717 

0.03 

0.200 

0.06 

0.02 

0.02 

0.03 

0.00 

0.01 

0.00 

0.25 

0.000 

0.14 

0.41 






Gang Canal 

Command 

Younger Alluvium 

0.570 

0.03 

0.200 

0.02 

0.01 

0.01 

0.01 

0.00 

-0.01 

0.00 

0.08 

0.000 

0.05 

0.14 


2SRPM 

0801000900290600 

1.241 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.241 

0.34 

0.200 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.12 

0.000 

0.17 

0.31 


2 SRW 

0802000200329800 

3.617 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.421 

-0.39 

0.150 

0.11 

0.02 

0.19 

0.00 

0.00 

0.00 

0.00 

0.42 

0.005 

0.08 

0.12 






Bhakhra Canal 

Command 

Younger Alluvium 

0.095 

-0.39 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.000 

0.01 

0.01 





Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.101 

-0.39 

0.150 

0.13 

0.02 

0.28 

0.00 

0.00 

0.00 

0.00 

0.50 

0.008 

0.13 

0.18 


2 SSW 

0802000300370600 

0.771 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.771 

-0.48 

0.150 

0.02 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.10 

0.000 

0.21 

0.36 


2 STB 

0802000400416100 

1.525 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.525 

0.53 

0.150 

0.11 

0.03 

0.02 

0.02 

0.00 

0.16 

0.09 

0.42 

0.004 

0.18 

0.32 


2 STD 

0802000300356400 

1.057 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.057 

-0.39 

0.150 

0.00 

0.00 

0.01 

0.03 

0.00 

0.00 

0.00 

0.02 

0.000 

0.19 

0.49 


2 STG 

0802000300360000 

1.312 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.597 

-0.42 

0.150 

0.04 

0.01 

0.06 

0.00 

0.00 

0.00 

0.00 

0.18 

0.000 

0.09 

0.23 






Bhakhra Canal 

Command 

Younger Alluvium 

0.716 

-0.42 

0.150 

0.05 

0.01 

0.01 

0.02 

0.00 

0.00 

0.00 

0.20 

0.000 

0.10 

0.27 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 


( 22 ) 


(24j 



( 27 ) 


( 29 ; 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

2 MNWM 

0801000900256200 

0.25 

0.10 

(108.91) 

0.08 

0.06 

0.14 

0.04 

0.23 

0.02 

0.0200 

0.0289 

0.0408 

- 

0.090 

0.110 

0.247 

0.012 

0.235 

0.099 

42.25 

Safe 

2 MNWM-A 

0801000900256100 

0.25 

0.09 

(107.14) 

0.07 

0.05 

0.12 

0.04 

0.24 

0.02 

0.0100 

0.0271 

0.0383 

- 

0.075 

0.094 

0.214 

0.011 

0.203 

0.027 

13.40 

Safe 

2 MOD-A 

0802000300360100 

0.20 

0.03 

- 

0.03 

0.16 

0.19 

0.03 

0.15 

0.01 

0.0400 

- 

- 

- 

0.040 

0.049 

0.239 

0.024 

0.215 

0.338 

157.63 

Over Exploited 



0.20 

0.01 

- 

0.01 

0.04 

0.05 

0.02 

0.08 

0.00 

0.0200 

0.0073 

0.0274 

- 

0.055 

0.057 

0.107 

0.011 

0.097 

0.189 

196.05 

Over Exploited 

2 MOD-B 

0802000300361800 

0.20 

0.01 

- 

0.01 

0.12 

0.13 

0.01 

0.05 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.147 

0.015 

0.132 

0.135 

102.44 

Over Exploited 



0.20 

0.08 

- 

0.08 

0.14 

0.22 

0.03 

0.18 

0.02 

0.0600 

0.0360 

0.1018 

- 

0.198 

0.218 

0.439 

0.044 

0.395 

0.501 

126.88 

Over Exploited 

2 MST 

0802000200337000 

0.20 

0.01 

(642.49) 

0.01 

0.14 

0.15 

0.03 

0.14 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.176 

0.009 

0.168 

0.115 

68.70 

Safe 



0.20 

0.01 

(79.25) 

0.01 

0.04 

0.05 

0.03 

0.14 

0.00 

0.0200 

0.0122 

0.0246 

- 

0.057 

0.060 

0.111 

0.006 

0.106 

0.115 

108.91 

Over Exploited 

2 MST-SM 

0802000200337500 

0.20 

0.05 

(73.56) 

0.04 

0.04 

0.08 

0.06 

0.27 

0.01 

0.0200 

0.0206 

0.0250 

- 

0.066 

0.080 

0.164 

0.008 

0.156 

0.110 

70.48 

Semi Critical 

2 MW 

0802000300378100 

0.20 

0.01 

(58.14) 

0.01 

0.02 

0.03 

0.02 

0.11 

0.00 

0.0200 

0.0078 

0.0111 

- 

0.039 

0.041 

0.072 

0.004 

0.069 

0.122 

177.77 

Over Exploited 



0.20 

0.01 

(586.90) 

0.01 

0.13 

0.13 

0.03 

0.12 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.158 

0.008 

0.150 

0.122 

81.50 

Semi Critical 



0.20 

0.00 

(406.50) 

0.00 

0.00 

0.00 

0.01 

0.03 

0.00 

- 

0.0020 

0.0029 

- 

0.005 

0.005 

0.009 

0.000 

0.009 

0.013 

152.05 

Over Exploited 

2 MWM-A 

0802000300379500 

0.20 

0.05 

23.70 

0.06 

0.03 

0.10 

0.05 

0.24 

0.01 

0.0100 

0.0202 

0.0286 

- 

0.059 

0.072 

0.169 

0.008 

0.161 

0.057 

35.66 

Safe 

2 MWM-B 

0802000300379600 

0.20 

0.05 

81.46 

0.06 

0.03 

0.09 

0.05 

0.24 

0.01 

0.0100 

0.0186 

0.0263 

- 

0.055 

0.067 

0.156 

0.008 

0.148 

0.069 

46.80 

Safe 

2 NDR 

0802000200336800 

0.20 

0.03 

(552.96) 

0.02 

0.26 

0.29 

0.04 

0.19 

0.01 

0.0200 

- 

- 

- 

0.020 

0.029 

0.315 

0.016 

0.300 

0.123 

41.08 

Safe 



0.20 

0.01 

(1,176.84) 

0.00 

0.10 

0.11 

0.02 

0.08 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.119 

0.006 

0.113 

0.043 

37.66 

Safe 



0.20 

0.00 

(1,111.94) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0017 

0.0035 

- 

0.005 

0.005 

0.010 

0.000 

0.009 

0.008 

89.79 

Semi Critical 

2 NM 

0802000400408200 

0.20 

0.10 

- 

0.10 

0.01 

0.11 

0.04 

0.21 

0.03 

0.0200 

- 

- 

- 

0.020 

0.048 

0.162 

0.016 

0.146 

0.181 

124.06 

Over Exploited 

2 NR 

0802000400404600 

0.20 

0.05 

- 

0.05 

0.04 

0.08 

0.04 

0.19 

0.01 

0.0400 

0.0151 

0.0213 

- 

0.076 

0.089 

0.171 

0.017 

0.154 

0.328 

212.77 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.008 

0.001 

0.007 

0.018 

243.73 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0005 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

6.51 

Safe 

2 NRD-A 

0801000900258400 

0.25 

0.05 

(115.30) 

0.04 

0.05 

0.09 

0.04 

0.23 

0.01 

0.0100 

0.0271 

0.0383 

- 

0.075 

0.086 

0.174 

0.009 

0.165 

0.072 

43.62 

Safe 

2 NRD-B 

0801000900257700 

0.25 

0.06 

(107.73) 

0.05 

0.04 

0.09 

0.03 

0.19 

0.01 

0.0100 

0.0243 

0.0343 

- 

0.069 

0.083 

0.177 

0.009 

0.168 

0.063 

37.52 

Safe 



0.25 

0.00 

(245.81) 

0.00 

0.02 

0.02 

0.01 

0.04 

0.00 

- 

0.0093 

0.0131 

- 

0.022 

0.023 

0.042 

0.002 

0.040 

0.009 

22.89 

Safe 

2 NSW 

0802000400409200 

0.20 

0.06 

- 

0.06 

0.04 

0.11 

0.04 

0.21 

0.02 

0.0300 

0.0229 

0.0259 

- 

0.079 

0.095 

0.200 

0.020 

0.180 

0.236 

130.65 

Over Exploited 

2 NWN (RURAL) 

0802000300356100 

0.20 

0.20 

- 

0.20 

0.21 

0.41 

0.05 

0.24 

0.05 

0.0200 

0.0621 

0.1756 

- 

0.258 

0.307 

0.713 

0.071 

0.642 

0.222 

34.63 

Safe 

2 PBN 

0802000300363700 

0.20 

0.03 

141.48 

0.04 

0.09 

0.13 

0.02 

0.10 

0.01 

0.0600 

0.0180 

0.0678 

- 

0.146 

0.153 

0.284 

0.014 

0.270 

0.528 

195.28 

Over Exploited 



0.20 

0.03 

(19.90) 

0.03 

0.08 

0.11 

0.02 

0.10 

0.01 

0.0300 

0.0180 

0.0677 

- 

0.116 

0.123 

0.231 

0.012 

0.219 

0.247 

112.34 

Over Exploited 


0802000400405300 

0.20 

0.05 

- 

0.05 

0.04 

0.09 

0.03 

0.16 

0.01 

0.0100 

0.0257 

0.0291 

- 

0.065 

0.079 

0.170 

0.017 

0.153 

0.059 

38.71 

Safe 



0.20 

0.00 

- 

0.00 

0.09 

0.10 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.097 

0.010 

0.088 

0.019 

22.13 

Safe 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0009 

0.0011 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

5.96 

Safe 

2 PPN 

0801000900288300 

0.25 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.027 

1,802.28 

Over Exploited 



0.25 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0037 

0.0042 

- 

0.008 

0.008 

0.016 

0.002 

0.014 

0.027 

193.75 

Over Exploited 

2 PWM 

0802000400410000 

0.20 

0.00 

(677.56) 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0041 

0.0058 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.019 

111.25 

Over Exploited 



0.20 

0.10 

(504.56) 

0.08 

0.66 

0.73 

0.04 

0.19 

0.03 

0.0200 

- 

- 

- 

0.020 

0.045 

0.779 

0.039 

0.740 

0.134 

18.10 

Safe 



0.20 

0.00 

(2,129.94) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0012 

0.0017 

- 

0.003 

0.003 

0.005 

0.000 

0.005 

0.000 

4.19 

Safe 

2 R 

0802000300368300 

0.20 

0.00 

83.79 

0.00 

0.01 

0.01 

0.01 

0.05 

0.00 

0.0100 

0.0058 

0.0082 

- 

0.024 

0.025 

0.038 

0.002 

0.036 

0.032 

88.21 

Semi Critical 



0.20 

0.04 

(119.25) 

0.03 

0.08 

0.11 

0.03 

0.17 

0.01 

0.0200 

0.0241 

0.0568 

- 

0.101 

0.110 

0.217 

0.011 

0.206 

0.107 

52.10 

Safe 

2 RK 

0802000200331600 

0.20 

0.02 

- 

0.02 

0.16 

0.18 

0.04 

0.18 

0.01 

0.0200 

- 

- 

- 

0.020 

0.027 

0.208 

0.021 

0.188 

0.181 

96.71 

Critical 



0.20 

0.00 

- 

0.00 

0.01 

0.02 

0.01 

0.06 

0.00 

0.0100 

0.0049 

0.0110 

- 

0.026 

0.027 

0.043 

0.004 

0.039 

0.070 

179.48 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.03 

0.03 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.032 

0.003 

0.029 

0.033 

113.09 

Over Exploited 

2 RP-CAD 

0802000200338100 

0.20 

0.00 

(2,534.31) 

0.00 

0.07 

0.07 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.068 

0.003 

0.065 

0.011 

17.05 

Safe 



0.20 

0.04 

(111.38) 

0.03 

0.04 

0.07 

0.04 

0.17 

0.01 

0.0100 

0.0239 

0.0289 

- 

0.063 

0.073 

0.141 

0.007 

0.134 

0.054 

40.55 

Safe 



0.20 

0.00 

(1,557.66) 

0.00 

0.11 

0.12 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.116 

0.006 

0.110 

0.018 

16.14 

Safe 

2 RP-CAD (RAHIT) 

0802000200338200 

0.20 

0.09 

(100.11) 

0.07 

0.06 

0.14 

0.05 

0.24 

0.03 

0.0100 

0.0412 

0.0499 

- 

0.101 

0.127 

0.264 

0.013 

0.251 

0.074 

29.61 

Safe 



0.20 

0.00 

(3,090.75) 

0.00 

0.07 

0.07 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.069 

0.003 

0.066 

0.009 

13.89 

Safe 

2 RPM 

0802000400402500 

0.20 

0.07 

- 

0.07 

0.13 

0.20 

0.05 

0.21 

0.02 

0.0800 

0.0363 

0.0854 

- 

0.202 

0.220 

0.420 

0.042 

0.378 

0.437 

115.52 

Over Exploited 

2 RRW 

0802000300351600 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.20 

0.11 

- 

0.11 

0.14 

0.25 

0.04 

0.20 

0.03 

0.0300 

0.0407 

0.1150 

- 

0.186 

0.213 

0.459 

0.046 

0.413 

0.285 

68.92 

Safe 

2 RWB 

0802000200335300 

0.20 

0.00 

(6,570.11) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0005 

0.0009 

- 

0.001 

0.001 

0.003 

0.000 

0.002 

0.000 

3.43 

Safe 



0.20 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

2 SGM 

0801000900271600 

0.25 

0.02 

(600.99) 

0.02 

0.30 

0.31 

0.03 

0.14 

0.01 

0.0200 

- 

- 

- 

0.020 

0.026 

0.339 

0.017 

0.322 

0.108 

33.54 

Safe 



0.25 

0.01 

(105.72) 

0.01 

0.02 

0.03 

0.02 

0.08 

0.00 

0.0100 

0.0082 

0.0193 

- 

0.038 

0.039 

0.069 

0.003 

0.065 

0.063 

96.63 

Critical 

2 SGR 

0802000400401700 

0.20 

0.16 

- 

0.16 

0.85 

1.01 

0.04 

0.21 

0.04 

0.0300 

- 

- 

- 

0.030 

0.074 

1.086 

0.109 

0.978 

0.239 

24.49 

Safe 

2SHPD 

0801000900265600 

0.25 

0.13 

(111.75) 

0.10 

0.07 

0.18 

0.04 

0.23 

0.03 

0.0100 

0.0416 

0.0588 

- 

0.110 

0.140 

0.319 

0.016 

0.303 

0.054 

17.94 

Safe 



0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

2 SNM (RURAL) 

0802000300362500 

0.20 

0.11 

- 

0.11 

0.14 

0.25 

0.05 

0.24 

0.03 

0.0500 

0.0362 

0.1024 

- 

0.189 

0.217 

0.468 

0.047 

0.421 

0.467 

110.81 

Over Exploited 

2 SPD 

0801000900265700 

0.25 

0.06 

(96.88) 

0.05 

0.06 

0.11 

0.03 

0.17 

0.01 

0.0500 

0.0253 

0.0357 

- 

0.111 

0.124 

0.238 

0.012 

0.226 

0.252 

111.53 

Over Exploited 



0.25 

0.01 

(158.00) 

0.01 

0.03 

0.04 

0.01 

0.06 

0.00 

0.0200 

0.0144 

0.0203 

- 

0.055 

0.056 

0.096 

0.005 

0.091 

0.081 

88.68 

Semi Critical 

2SRPM 

0801000900290600 

0.25 

0.05 

18.86 

0.06 

- 

0.06 

0.04 

0.21 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.086 

0.004 

0.082 

0.117 

143.66 

Over Exploited 

2 SRW 

0802000200329800 

0.20 

0.02 

- 

0.02 

0.21 

0.23 

0.02 

0.11 

0.01 

0.0500 

- 

- 

- 

0.050 

0.057 

0.291 

0.029 

0.262 

0.421 

161.00 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0011 

0.0032 

- 

0.004 

0.004 

0.008 

0.001 

0.007 

0.030 

409.79 

Over Exploited 



0.20 

0.05 

- 

0.05 

0.30 

0.35 

0.04 

0.16 

0.02 

0.0600 

- 

- 

- 

0.060 

0.075 

0.428 

0.043 

0.386 

0.510 

132.28 

Over Exploited 

2 SSW 

0802000300370600 

0.20 

0.03 

- 

0.03 

0.03 

0.06 

0.06 

0.27 

0.01 

0.0100 

0.0116 

0.0262 

- 

0.048 

0.057 

0.121 

0.012 

0.109 

0.095 

87.37 

Semi Critical 

2 STB 

0802000400416100 

0.20 

0.05 

68.40 

0.07 

0.07 

0.13 

0.05 

0.23 

0.01 

0.0800 

0.0224 

0.0317 

- 

0.134 

0.148 

0.282 

0.014 

0.268 

0.422 

157.24 

Over Exploited 

2 STD 

0802000300356400 

0.20 

0.04 

- 

0.04 

0.04 

0.08 

0.05 

0.24 

0.01 

- 

0.0127 

0.0360 

- 

0.049 

0.059 

0.141 

0.014 

0.127 

0.019 

15.16 

Safe 

2 STG 

0802000300360000 

0.20 

0.01 

- 

0.01 

0.07 

0.08 

0.02 

0.11 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.103 

0.010 

0.092 

0.176 

190.85 

Over Exploited 



0.20 

0.01 

- 

0.01 

0.04 

0.05 

0.03 

0.13 

0.00 

0.0200 

0.0065 

0.0244 

- 

0.051 

0.054 

0.105 

0.011 

0.095 

0.203 

214.74 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


2 T 

080200040040910C 

2.152 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.152 

-0.31 

0.150 

0.10 

0.01 

0.02 

0.02 

0.00 

0.00 

0.00 

0.38 

0.005 

0.16 

0.27 


2TLW 

080200020033240C 

1.472 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.472 

-0.63 

0.150 

0.07 

0.01 

0.02 

0.04 

0.00 

0.00 

0.00 

0.28 

0.006 

0.22 

0.32 


2 TTD 

080100090029180C 

1.142 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.142 

0.63 

0.200 

0.16 

0.02 

0.01 

0.01 

0.00 

0.26 

0.14 

0.64 

0.000 

0.17 

0.32 


2 ZWM 

080200050041770C 

2.637 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.171 

0.12 

0.090 

0.01 

0.00 

0.01 

0.02 

0.00 

-0.01 

-0.01 

0.05 

0.000 

0.08 

0.15 


20 FTP (FATEHPUR) 

080200010031870C 

3.099 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

3.099 

-0.36 

0.150 

0.06 

0.01 

0.41 

0.00 

0.00 

0.00 

0.00 

0.22 

0.009 

0.20 

0.46 


20HMH 

080200030036650C 

7.517 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

7.517 

-0.40 

0.150 

0.06 

0.01 

0.08 

0.22 

0.00 

0.00 

0.00 

0.23 

0.002 

0.19 

0.51 


20 KSP 

080200030037220C 

1.394 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.394 

0.21 

0.150 

0.04 

0.01 

0.02 

0.04 

0.00 

0.02 

0.01 

0.16 

0.000 

0.19 

0.42 


20 LGW 

080100090026310C 

2.378 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.518 

0.00 

0.200 

0.02 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.07 

0.000 

0.11 

0.23 






Bhakhra Canal 

Command 

Younger Alluvium 

0.860 

0.00 

0.200 

0.01 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.04 

0.000 

0.06 

0.13 


20MKS 

080200010031850C 

5.081 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

5.081 

-0.23 

0.150 

0.03 

0.00 

0.05 

0.15 

0.00 

0.00 

0.00 

0.10 

0.015 

0.20 

0.48 


20 NDR-A 

080200030037920C 

1.132 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.132 

0.17 

0.150 

0.00 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.00 

0.000 

0.19 

0.39 


20 NDR-B 

080200030037930C 

2.112 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.112 

0.32 

0.150 

0.05 

0.01 

0.02 

0.03 

0.00 

0.09 

0.04 

0.18 

0.001 

0.19 

0.39 


20NGC 

080200020032880C 

2.431 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.084 

-0.85 

0.150 

0.01 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.01 

0.01 






Bhakhra Canal 

Command 

Younger Alluvium 

0.193 

-0.85 

0.150 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.04 

0.001 

0.02 

0.03 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.154 

-0.85 

0.150 

0.08 

0.01 

0.03 

0.06 

0.00 

0.00 

0.00 

0.32 

0.008 

0.19 

0.29 


20 PBN 

080200040040160C 

5.365 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

3.824 

-0.07 

0.150 

0.05 

0.01 

0.64 

0.00 

0.00 

0.00 

0.00 

0.17 

0.009 

0.12 

0.23 






Bhakhra Canal 

Command 

Younger Alluvium 

1.541 

-0.07 

0.150 

0.02 

0.00 

0.02 

0.04 

0.00 

0.00 

0.00 

0.07 

0.004 

0.05 

0.09 


20SPD 

080200040041240C 

3.053 

Saline 

Non-command 

Non-command 

Younger Alluvium 

3.053 

-0.16 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.008 

0.17 

0.31 


20 SSW 

080200030036690C 

3.446 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.446 

-0.36 

0.150 

0.04 

0.01 

0.03 

0.10 

0.00 

0.00 

0.00 

0.16 

0.001 

0.19 

0.49 


20 STB 

080100090026970C 

0.889 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.008 

0.07 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.224 

0.07 

0.200 

0.02 

0.00 

0.08 

0.00 

0.00 

-0.06 

-0.02 

0.11 

0.000 

0.04 

0.11 






Bhakhra Canal 

Command 

Younger Alluvium 

0.027 

0.07 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.01 

0.01 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.587 

0.07 

0.200 

0.04 

0.01 

0.01 

0.01 

0.00 

0.02 

0.01 

0.14 

0.000 

0.11 

0.28 






Bhakhra Canal 

Command 

Younger Alluvium 

0.042 

0.07 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.02 


20 STB-A 

080100090026960C 

1.480 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.139 

0.07 

0.200 

0.02 

0.00 

0.01 

0.02 

0.00 

0.01 

0.00 

0.07 

0.000 

0.13 

0.33 






Bhakhra Canal 

Command 

Younger Alluvium 

0.341 

0.07 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.03 

0.000 

0.04 

0.10 


20 STG 

080200030036480C 

5.348 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

5.348 

0.14 

0.150 

0.07 

0.01 

0.04 

0.15 

0.00 

-0.02 

-0.02 

0.30 

0.001 

0.16 

0.22 


207 RD 

080100090025760C 

0.885 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.885 

0.03 

0.200 

0.02 

0.01 

0.01 

0.01 

0.00 

-0.01 

0.00 

0.09 

0.000 

0.19 

0.58 


21 AG 

080200030038470C 

2.885 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.001 

0.12 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


21 HMH-A 

080200030036640C 

1.658 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.658 

-0.41 

0.150 

0.04 

0.01 

0.02 

0.05 

0.00 

0.00 

0.00 

0.18 

0.000 

0.19 

0.51 


21 HMH-B 

080200030036630C 

1.738 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.738 

-0.41 

0.150 

0.04 

0.01 

0.02 

0.05 

0.00 

0.00 

0.00 

0.18 

0.000 

0.19 

0.50 


21 KSP 

080200030037230C 

2.598 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.598 

0.11 

0.150 

0.04 

0.01 

0.03 

0.07 

0.00 

-0.04 

-0.02 

0.15 

0.001 

0.19 

0.43 


21 LGW 

080100090026230C 

1.701 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.326 

0.00 

0.200 

0.02 

0.01 

0.02 

0.05 

0.00 

-0.06 

-0.03 

0.10 

0.000 

0.13 

0.29 


21 NDR 

080200030037940C 

1.096 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.045 

0.62 

0.150 

0.05 

0.01 

0.01 

0.02 

0.00 

0.11 

0.05 

0.19 

0.000 

0.18 

0.36 






Bhakhra Canal 

Command 

Younger Alluvium 

0.051 

0.62 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.02 


21 NGC 

080200020032870C 

2.177 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.088 

-0.85 

0.150 

0.01 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.01 

0.01 






Bhakhra Canal 

Command 

Younger Alluvium 

0.131 

-0.85 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.001 

0.01 

0.02 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.958 

-0.85 

0.150 

0.09 

0.01 

0.02 

0.06 

0.00 

0.00 

0.00 

0.34 

0.008 

0.19 

0.29 


21 PBN 

080200040040330C 

4.413 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

3.539 

-0.01 

0.150 

0.25 

0.04 

0.59 

0.00 

0.00 

0.00 

0.00 

1.01 

0.009 

0.13 

0.28 






Bhakhra Canal 

Command 

Younger Alluvium 

0.874 

-0.01 

0.150 

0.06 

0.01 

0.01 

0.03 

0.00 

0.00 

0.00 

0.25 

0.002 

0.03 

0.07 


21 SSW 

080200030036900C 

1.511 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.511 

-0.23 

0.150 

0.02 

0.00 

0.02 

0.04 

0.00 

0.00 

0.00 

0.08 

0.000 

0.19 

0.47 


21 STB 

080100090026520C 

1.210 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.210 

0.05 

0.200 

0.04 

0.01 

0.01 

0.02 

0.00 

0.01 

0.00 

0.17 

0.000 

0.18 

0.44 


22 HMH 

080200030036620C 

8.456 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

8.456 

-0.36 

0.150 

0.02 

0.00 

0.09 

0.24 

0.00 

0.00 

0.00 

0.08 

0.002 

0.19 

0.48 


22 KSP 

080200030037240C 

1.281 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.281 

0.42 

0.150 

0.01 

0.00 

0.02 

0.04 

0.00 

0.04 

0.02 

0.03 

0.000 

0.19 

0.40 


22 LGW-A 

080100090026240C 

2.996 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.306 

0.02 

0.200 

0.01 

0.00 

0.02 

0.05 

0.00 

-0.05 

-0.02 

0.05 

0.000 

0.08 

0.17 


22 LGW-B 

080100090026250C 

1.022 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.403 

0.03 

0.200 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

0.00 

0.02 

0.000 

0.07 

0.16 






Bhakhra Canal 

Command 

Younger Alluvium 

0.620 

0.03 

0.200 

0.01 

0.00 

0.01 

0.02 

0.00 

-0.02 

-0.01 

0.03 

0.000 

0.11 

0.25 


22 LGW-C 

080100090025960C 

1.312 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.722 

0.03 

0.200 

0.00 

0.00 

0.01 

0.03 

0.00 

-0.03 

-0.01 

0.02 

0.000 

0.10 

0.23 


22 NDR 

080200030037540C 

2.745 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.420 

0.50 

0.150 

0.00 

0.00 

0.00 

0.01 

0.00 

0.02 

0.01 

0.01 

0.000 

0.03 

0.06 






Bhakhra Canal 

Command 

Younger Alluvium 

2.325 

0.50 

0.150 

0.02 

0.00 

0.04 

0.08 

0.00 

0.08 

0.04 

0.07 

0.001 

0.16 

0.33 


22 NGC 

080200020032860C 

2.412 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.138 

-0.82 

0.150 

0.01 

0.00 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.001 

0.01 

0.02 






Bhakhra Canal 

Command 

Younger Alluvium 

0.207 

-0.82 

0.150 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.04 

0.001 

0.02 

0.03 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.067 

-0.82 

0.150 

0.08 

0.01 

0.03 

0.06 

0.00 

0.00 

0.00 

0.32 

0.008 

0.18 

0.28 


22 PBN 

080200040040200C 

7.222 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

7.222 

0.42 

0.150 

0.19 

0.03 

1.21 

0.00 

0.00 

-0.60 

-0.26 

0.74 

0.018 

0.17 

0.38 


22 SSW 

080200030036890C 

3.700 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.700 

-0.16 

0.150 

0.04 

0.01 

0.05 

0.11 

0.00 

0.00 

0.00 

0.14 

0.001 

0.19 

0.46 


22 STB 

080100090026930C 

1.763 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.763 

0.06 

0.200 

0.02 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.07 

0.000 

0.17 

0.44 


22 STB-A 

080100090026950C 

1.394 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.394 

0.06 

0.200 

0.01 

0.00 

0.02 

0.02 

0.00 

-0.01 

0.00 

0.05 

0.000 

0.17 

0.43 


22 STB-B 

080100090026940C 

0.941 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.941 

0.05 

0.200 

0.03 

0.01 

0.01 

0.01 

0.00 

0.01 

0.00 

0.11 

0.000 

0.18 

0.45 


22 STG 

080200040040030C 

15.642 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.819 

0.03 

0.150 

0.02 

0.00 

0.01 

0.01 

0.00 

0.01 

0.01 

0.09 

0.002 

0.01 

0.01 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.559 

0.03 

0.150 

0.01 

0.00 

0.07 

0.00 

0.00 

-0.06 

-0.04 

0.05 

0.001 

0.01 

0.01 






Bhakhra Canal 

Command 

Younger Alluvium 

0.223 

0.03 

0.150 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

0.00 

0.02 

0.001 

0.00 

0.00 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.555 

0.03 

0.150 

0.03 

0.00 

0.01 

0.02 

0.00 

0.01 

0.01 

0.13 

0.004 

0.02 

0.02 






Bhakhra Canal 

Command 

Younger Alluvium 

12.486 

0.03 

0.150 

0.27 

0.04 

0.13 

0.36 

0.00 

-0.19 

-0.13 

1.02 

0.031 

0.13 

0.20 


23 HMH 

080200030036610C 

3.603 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.603 

-0.37 

0.150 

0.03 

0.00 

0.04 

0.10 

0.00 

0.00 

0.00 

0.12 

0.001 

0.19 

0.47 


23 KSP 

080200030037250C 

3.021 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.021 

0.34 

0.150 

0.03 

0.00 

0.04 

0.09 

0.00 

0.06 

0.03 

0.12 

0.001 

0.18 

0.39 


23 LGW-A 

080100090026300C 

2.227 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.313 

0.01 

0.200 

0.01 

0.00 

0.01 

0.02 

0.00 

-0.02 

-0.01 

0.04 

0.000 

0.10 

0.23 






Bhakhra Canal 

Command 

Younger Alluvium 

0.914 

0.01 

0.200 

0.01 

0.00 

0.02 

0.03 

0.00 

-0.04 

-0.02 

0.03 

0.000 

0.07 

0.16 


23 LGW-B 

080100090026290C 

2.838 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.240 

0.02 

0.200 

0.01 

0.00 

0.03 

0.03 

0.00 

-0.04 

-0.02 

0.05 

0.000 

0.14 

0.32 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

( 23 ; 

(24; 

(25; 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

2T 

0802000400409100 

0.20 

0.07 

- 

0.07 

0.05 

0.12 

0.04 

0.21 

0.02 

0.0400 

0.0264 

0.0298 

- 

0.096 

0.115 

0.235 

0.023 

0.211 

0.380 

179.87 

Over Exploited 

2TLW 

0802000200332400 

0.20 

0.06 

- 

0.06 

0.07 

0.13 

0.06 

0.28 

0.02 

0.0300 

0.0222 

0.0501 

- 

0.102 

0.120 

0.255 

0.025 

0.229 

0.283 

123.35 

Over Exploited 

2 TTD 

0801000900291800 

0.25 

0.05 

186.83 

0.06 

0.04 

0.10 

0.05 

0.22 

0.01 

0.0700 

0.0112 

0.0158 

- 

0.097 

0.110 

0.209 

0.010 

0.198 

0.639 

322.57 

Over Exploited 

2 ZWM 

0802000500417700 

0.20 

0.02 

(126.67) 

0.02 

0.03 

0.05 

0.02 

0.11 

0.01 

0.0100 

0.0201 

0.0243 

- 

0.055 

0.060 

0.107 

0.005 

0.102 

0.049 

48.27 

Safe 

20 FTP (FATEHPUR) 

0802000100318700 

0.20 

0.12 

- 

0.12 

0.42 

0.55 

0.05 

0.25 

0.03 

0.0200 

- 

- 

- 

0.020 

0.052 

0.598 

0.060 

0.538 

0.227 

42.24 

Safe 

20 HMH 

0802000300366500 

0.20 

0.28 

- 

0.28 

0.30 

0.59 

0.05 

0.24 

0.07 

0.0300 

0.0905 

0.2558 

- 

0.376 

0.448 

1.034 

0.103 

0.931 

0.235 

25.24 

Safe 

20 KSP 

0802000300372200 

0.20 

0.05 

(85.33) 

0.04 

0.07 

0.11 

0.05 

0.24 

0.01 

0.0200 

0.0210 

0.0474 

- 

0.088 

0.102 

0.211 

0.011 

0.201 

0.158 

78.84 

Semi Critical 

20 LGW 

0801000900263100 

0.25 

0.04 

- 

0.04 

0.03 

0.07 

0.03 

0.14 

0.01 

0.0100 

0.0186 

0.0210 

- 

0.050 

0.060 

0.131 

0.013 

0.118 

0.072 

61.36 

Safe 



0.25 

0.01 

- 

0.01 

0.04 

0.05 

0.02 

0.08 

0.00 

- 

0.0129 

0.0293 

- 

0.042 

0.046 

0.095 

0.010 

0.086 

0.036 

42.10 

Safe 

20MKS 

0802000100318500 

0.20 

0.20 

- 

0.20 

0.20 

0.40 

0.05 

0.25 

0.05 

0.0100 

0.0612 

0.1730 

- 

0.244 

0.296 

0.693 

0.069 

0.623 

0.112 

18.03 

Safe 

20 NDR-A 

0802000300379200 

0.20 

0.04 

(99.55) 

0.04 

0.03 

0.06 

0.05 

0.25 

0.01 

- 

0.0166 

0.0235 

- 

0.040 

0.052 

0.116 

0.006 

0.110 

0.000 

0.27 

Safe 

20 NDR-B 

0802000300379300 

0.20 

0.08 

(45.81) 

0.06 

0.06 

0.13 

0.05 

0.24 

0.02 

0.0300 

0.0311 

0.0439 

- 

0.105 

0.126 

0.254 

0.013 

0.242 

0.184 

75.97 

Semi Critical 

20NGC 

0802000200328800 

0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.014 

0.001 

0.013 

0.020 

159.76 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0029 

0.0066 

- 

0.010 

0.010 

0.018 

0.002 

0.016 

0.041 

246.95 

Over Exploited 



0.20 

0.08 

- 

0.08 

0.10 

0.18 

0.05 

0.25 

0.02 

0.0400 

0.0324 

0.0733 

- 

0.146 

0.169 

0.350 

0.035 

0.315 

0.332 

105.41 

Over Exploited 

20 PBN 

0802000400401600 

0.20 

0.09 

- 

0.09 

0.65 

0.74 

0.03 

0.15 

0.02 

0.0200 

- 

- 

- 

0.020 

0.044 

0.782 

0.078 

0.704 

0.179 

25.48 

Safe 



0.20 

0.01 

- 

0.01 

0.06 

0.08 

0.01 

0.06 

0.00 

0.0100 

0.0232 

0.0524 

- 

0.086 

0.090 

0.168 

0.017 

0.151 

0.077 

50.88 

Safe 

20SPD 

0802000400412400 

0.20 

0.10 

- 

0.10 

- 

0.10 

0.04 

0.21 

0.03 

0.0100 

- 

- 

- 

0.010 

0.037 

0.139 

0.014 

0.125 

0.081 

64.60 

Safe 

20 SSW 

0802000300366900 

0.20 

0.13 

- 

0.13 

0.14 

0.27 

0.05 

0.24 

0.03 

0.0200 

0.0415 

0.1173 

- 

0.179 

0.212 

0.486 

0.049 

0.437 

0.159 

36.36 

Safe 

20 STB 

0801000900269700 

0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.000 

0.000 

- 

Safe 



0.25 

0.00 

(4,039.71) 

0.00 

0.08 

0.08 

0.01 

0.05 

0.00 

0.0200 

- 

- 

- 

0.020 

0.020 

0.102 

0.005 

0.096 

0.108 

111.99 

Over Exploited 



0.25 

0.00 

(1,214.81) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0005 

0.0012 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

0.018 

619.10 

Over Exploited 



0.25 

0.02 

(42.55) 

0.01 

0.03 

0.04 

0.03 

0.14 

0.00 

0.0300 

0.0086 

0.0122 

- 

0.051 

0.055 

0.094 

0.005 

0.089 

0.144 

161.66 

Over Exploited 



0.25 

0.00 

(900.97) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0008 

0.0018 

- 

0.003 

0.003 

0.005 

0.000 

0.005 

0.009 

192.93 

Over Exploited 

20 STB-A 

0801000900269600 

0.25 

0.04 

(93.95) 

0.03 

0.03 

0.06 

0.03 

0.17 

0.01 

0.0100 

0.0168 

0.0237 

- 

0.050 

0.060 

0.120 

0.006 

0.114 

0.072 

63.14 

Safe 



0.25 

0.00 

(138.23) 

0.00 

0.02 

0.02 

0.01 

0.05 

0.00 

0.0100 

0.0062 

0.0145 

- 

0.031 

0.031 

0.052 

0.003 

0.049 

0.027 

54.74 

Safe 

20 STG 

0802000300364800 

0.20 

0.17 

(109.06) 

0.14 

0.20 

0.34 

0.04 

0.20 

0.04 

0.0300 

0.0483 

0.1820 

- 

0.260 

0.302 

0.645 

0.032 

0.613 

0.297 

48.52 

Safe 

207 RD 

0801000900257600 

0.25 

0.04 

(105.44) 

0.03 

0.03 

0.07 

0.04 

0.23 

0.01 

0.0200 

0.0130 

0.0184 

- 

0.051 

0.061 

0.127 

0.006 

0.121 

0.090 

74.42 

Semi Critical 

21 AG 

0802000300384700 

0.20 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

21 HMH-A 

0802000300366400 

0.20 

0.06 

- 

0.06 

0.07 

0.14 

0.05 

0.24 

0.02 

0.0200 

0.0200 

0.0564 

- 

0.096 

0.112 

0.249 

0.025 

0.224 

0.176 

78.66 

Semi Critical 

21 HMH-B 

0802000300366300 

0.20 

0.07 

- 

0.07 

0.08 

0.14 

0.05 

0.24 

0.02 

0.0200 

0.0209 

0.0592 

- 

0.100 

0.117 

0.260 

0.026 

0.234 

0.176 

75.55 

Semi Critical 

21 KSP 

0802000300372300 

0.20 

0.10 

(116.20) 

0.08 

0.12 

0.20 

0.05 

0.24 

0.02 

0.0200 

0.0391 

0.0884 

- 

0.148 

0.172 

0.368 

0.018 

0.349 

0.152 

43.42 

Safe 

21 LGW 

0801000900262300 

0.25 

0.04 

(161.81) 

0.04 

0.08 

0.11 

0.03 

0.17 

0.01 

0.0200 

0.0239 

0.0564 

- 

0.100 

0.112 

0.226 

0.011 

0.215 

0.099 

46.11 

Safe 

21 NDR 

0802000300379400 

0.20 

0.04 

45.20 

0.05 

0.04 

0.08 

0.05 

0.23 

0.01 

0.0400 

0.0154 

0.0217 

- 

0.077 

0.087 

0.168 

0.008 

0.160 

0.189 

118.27 

Over Exploited 



0.20 

0.00 

1,012.92 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0009 

0.0022 

- 

0.003 

0.003 

0.006 

0.000 

0.006 

0.006 

108.52 

Over Exploited 

21 NGC 

0802000200328700 

0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.015 

0.001 

0.013 

0.020 

152.28 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0020 

0.0045 

- 

0.007 

0.007 

0.012 

0.001 

0.011 

0.031 

274.01 

Over Exploited 



0.20 

0.08 

- 

0.08 

0.09 

0.17 

0.06 

0.25 

0.02 

0.0400 

0.0295 

0.0666 

- 

0.136 

0.158 

0.324 

0.032 

0.292 

0.348 

119.08 

Over Exploited 

21 PBN 

0802000400403300 

0.20 

0.09 

- 

0.09 

0.63 

0.73 

0.04 

0.17 

0.03 

0.1100 

- 

- 

- 

0.110 

0.135 

0.861 

0.086 

0.775 

1.017 

131.21 

Over Exploited 



0.20 

0.01 

- 

0.01 

0.05 

0.05 

0.01 

0.04 

0.00 

0.0300 

0.0132 

0.0297 

- 

0.073 

0.074 

0.126 

0.013 

0.114 

0.254 

223.57 

Over Exploited 

21 SSW 

0802000300369000 

0.20 

0.06 

- 

0.06 

0.06 

0.12 

0.05 

0.24 

0.01 

0.0100 

0.0228 

0.0514 

- 

0.084 

0.099 

0.218 

0.022 

0.196 

0.082 

41.95 

Safe 

21 STB 

0801000900265200 

0.25 

0.05 

(92.50) 

0.04 

0.04 

0.08 

0.04 

0.22 

0.01 

0.0300 

0.0178 

0.0251 

- 

0.073 

0.086 

0.170 

0.009 

0.162 

0.171 

105.73 

Over Exploited 

22 HMH 

0802000300366200 

0.20 

0.32 

- 

0.32 

0.33 

0.64 

0.05 

0.23 

0.08 

0.0100 

0.1018 

0.2878 

- 

0.400 

0.479 

1.123 

0.112 

1.011 

0.084 

8.33 

Safe 

22 KSP 

0802000300372400 

0.20 

0.05 

(64.22) 

0.04 

0.05 

0.09 

0.05 

0.23 

0.01 

- 

0.0193 

0.0436 

- 

0.063 

0.075 

0.166 

0.008 

0.158 

0.032 

20.51 

Safe 

22 LGW-A 

0801000900262400 

0.25 

0.02 

(196.78) 

0.02 

0.07 

0.09 

0.02 

0.09 

0.01 

0.0100 

0.0236 

0.0556 

- 

0.089 

0.095 

0.184 

0.009 

0.174 

0.054 

31.07 

Safe 

22 LGW-B 

0801000900262500 

0.25 

0.01 

(150.35) 

0.01 

0.01 

0.02 

0.02 

0.09 

0.00 

- 

0.0059 

0.0084 

- 

0.014 

0.016 

0.032 

0.002 

0.031 

0.018 

59.17 

Safe 



0.25 

0.02 

(148.68) 

0.01 

0.03 

0.05 

0.03 

0.13 

0.00 

0.0100 

0.0112 

0.0264 

- 

0.048 

0.052 

0.097 

0.005 

0.092 

0.027 

29.34 

Safe 

22 LGW-C 

0801000900259600 

0.25 

0.02 

(179.96) 

0.01 

0.04 

0.05 

0.02 

0.12 

0.00 

- 

0.0130 

0.0307 

- 

0.044 

0.048 

0.100 

0.005 

0.095 

0.018 

19.06 

Safe 

22 NDR 

0802000300375400 

0.20 

0.00 

314.76 

0.00 

0.01 

0.01 

0.01 

0.04 

0.00 

- 

0.0062 

0.0087 

- 

0.015 

0.016 

0.029 

0.001 

0.028 

0.013 

47.51 

Safe 



0.20 

0.07 

(50.78) 

0.06 

0.12 

0.18 

0.04 

0.20 

0.02 

0.0100 

0.0420 

0.0989 

- 

0.151 

0.170 

0.349 

0.017 

0.331 

0.070 

21.02 

Safe 

22 NGC 

0802000200328600 

0.20 

0.00 

- 

0.00 

0.02 

0.02 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.023 

0.002 

0.021 

0.031 

144.64 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.01 

0.02 

0.00 

- 

0.0031 

0.0070 

- 

0.010 

0.010 

0.020 

0.002 

0.018 

0.041 

229.71 

Over Exploited 



0.20 

0.08 

- 

0.08 

0.10 

0.17 

0.05 

0.24 

0.02 

0.0400 

0.0311 

0.0704 

- 

0.142 

0.163 

0.334 

0.033 

0.301 

0.324 

107.60 

Over Exploited 

22 PBN 

0802000400402000 

0.20 

0.16 

(865.04) 

0.13 

1.24 

1.37 

0.04 

0.21 

0.04 

0.0900 

- 

- 

- 

0.090 

0.134 

1.501 

0.075 

1.426 

0.756 

53.01 

Safe 

22 SSW 

0802000300368900 

0.20 

0.14 

- 

0.14 

0.16 

0.30 

0.05 

0.24 

0.04 

0.0200 

0.0557 

0.1259 

- 

0.202 

0.237 

0.539 

0.054 

0.485 

0.140 

28.85 

Safe 

22 STB 

0801000900269300 

0.25 

0.08 

(102.08) 

0.06 

0.05 

0.11 

0.04 

0.22 

0.02 

0.0100 

0.0259 

0.0366 

- 

0.073 

0.092 

0.200 

0.010 

0.190 

0.072 

38.07 

Safe 

22 STB-A 

0801000900269500 

0.25 

0.06 

(107.22) 

0.05 

0.04 

0.09 

0.04 

0.22 

0.02 

0.0100 

0.0205 

0.0290 

- 

0.060 

0.075 

0.160 

0.008 

0.152 

0.054 

35.65 

Safe 

22 STB-B 

0801000900269400 

0.25 

0.04 

(94.73) 

0.03 

0.03 

0.07 

0.04 

0.22 

0.01 

0.0200 

0.0138 

0.0196 

- 

0.053 

0.064 

0.132 

0.007 

0.125 

0.108 

86.47 

Semi Critical 

22 STG 

0802000400400300 

0.20 

0.00 

386.29 

0.00 

0.01 

0.02 

0.00 

0.01 

0.00 

0.0100 

0.0080 

0.0113 

- 

0.029 

0.030 

0.045 

0.002 

0.043 

0.093 

216.74 

Over Exploited 



0.20 

0.00 

(6,369.43) 

0.00 

0.07 

0.08 

0.00 

0.01 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.085 

0.004 

0.081 

0.055 

68.31 

Safe 



0.20 

0.00 

(4,908.96) 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

- 

0.0027 

0.0076 

- 

0.010 

0.010 

0.019 

0.001 

0.018 

0.019 

102.54 

Over Exploited 



0.20 

0.00 

50.95 

0.01 

0.03 

0.03 

0.00 

0.02 

0.00 

0.0100 

0.0153 

0.0216 

- 

0.047 

0.048 

0.080 

0.004 

0.076 

0.134 

175.63 

Over Exploited 



0.20 

0.32 

(139.06) 

0.26 

0.52 

0.78 

0.03 

0.16 

0.09 

0.1100 

0.1504 

0.4250 

- 

0.685 

0.772 

1.552 

0.078 

1.474 

1.053 

71.41 

Semi Critical 

23 HMH 

0802000300366100 

0.20 

0.13 

- 

0.13 

0.14 

0.27 

0.05 

0.23 

0.03 

0.0100 

0.0434 

0.1226 

- 

0.176 

0.209 

0.483 

0.048 

0.435 

0.121 

27.80 

Safe 

23 KSP 

0802000300372500 

0.20 

0.11 

(74.48) 

0.09 

0.12 

0.21 

0.05 

0.23 

0.03 

0.0100 

0.0455 

0.1028 

- 

0.158 

0.187 

0.400 

0.020 

0.380 

0.121 

31.78 

Safe 

23 LGW-A 

0801000900263000 

0.25 

0.03 

(129.81) 

0.03 

0.03 

0.06 

0.03 

0.13 

0.01 

0.0100 

0.0193 

0.0273 

- 

0.057 

0.065 

0.126 

0.006 

0.120 

0.036 

30.23 

Safe 



0.25 

0.02 

(200.72) 

0.01 

0.05 

0.06 

0.02 

0.09 

0.00 

0.0100 

0.0165 

0.0389 

- 

0.065 

0.070 

0.130 

0.007 

0.124 

0.027 

21.93 

Safe 

23 LGW-B 

0801000900262900 

0.25 

0.08 

(123.05) 

0.06 

0.06 

0.12 

0.03 

0.17 

0.02 

0.0100 

0.0330 

0.0466 

- 

0.090 

0.109 

0.229 

0.011 

0.217 

0.045 

20.86 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 






Bhakhra Canal 

Command 

Younger Alluvium 

0.598 

0.02 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.03 

-0.01 

0.01 

0.000 

0.04 

0.08 


23 NDR 

0802000300375300 

0.699 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.699 

0.57 

0.150 

0.02 

0.01 

0.01 

0.03 

0.00 

0.03 

0.02 

0.10 

0.000 

0.19 

0.40 


23 NGC 

0802000200328500 

2.666 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.135 

-0.79 

0.150 

0.01 

0.00 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.001 

0.01 

0.02 






Bhakhra Canal 

Command 

Younger Alluvium 

0.199 

-0.79 

0.150 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.04 

0.001 

0.02 

0.02 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.332 

-0.79 

0.150 

0.09 

0.01 

0.03 

0.07 

0.00 

0.00 

0.00 

0.37 

0.009 

0.19 

0.29 


23 PBN 

0802000400403100 

2.553 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.273 

0.30 

0.150 

0.13 

0.02 

0.21 

0.00 

0.00 

-0.04 

-0.02 

0.50 

0.003 

0.08 

0.20 






Bhakhra Canal 

Command 

Younger Alluvium 

1.176 

0.30 

0.150 

0.12 

0.02 

0.01 

0.03 

0.00 

0.11 

0.05 

0.47 

0.003 

0.08 

0.18 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.104 

0.30 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.03 

0.000 

0.01 

0.02 


23 SSW 

0802000300367000 

5.261 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

5.261 

-0.32 

0.150 

0.03 

0.00 

0.05 

0.15 

0.00 

0.00 

0.00 

0.13 

0.001 

0.19 

0.48 


23 STB 

0801000900265300 

3.031 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.959 

0.04 

0.200 

0.03 

0.01 

0.02 

0.03 

0.00 

-0.02 

-0.01 

0.11 

0.000 

0.12 

0.29 






Bhakhra Canal 

Command 

Younger Alluvium 

0.340 

0.04 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.02 

-0.01 

0.02 

0.000 

0.02 

0.05 


23 STB-A 

0801000900265400 

2.198 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.786 

0.04 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.05 

0.000 

0.06 

0.17 


23 STG 

0802000400400400 

4.554 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.042 

-0.01 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.00 

0.00 






Ghaggar River Bed 

Command 

Younger Alluvium 

4.375 

-0.01 

0.150 

0.28 

0.05 

0.58 

0.00 

0.00 

0.00 

0.00 

1.12 

0.011 

0.15 

0.24 






Bhakhra Canal 

Command 

Younger Alluvium 

0.125 

-0.01 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.000 

0.00 

0.01 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.011 

-0.01 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


24 KSP 

0802000300372700 

2.099 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.113 

0.62 

0.150 

0.03 

0.00 

0.01 

0.01 

0.00 

0.11 

0.06 

0.12 

0.000 

0.10 

0.19 






Bhakhra Canal 

Command 

Younger Alluvium 

0.985 

0.62 

0.150 

0.03 

0.00 

0.01 

0.03 

0.00 

0.08 

0.04 

0.11 

0.000 

0.08 

0.17 


24 LGW 

0801000900259700 

2.197 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.347 

0.03 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.02 

-0.01 

0.01 

0.000 

0.03 

0.07 


24 NDR 

0802000300374700 

3.985 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.183 

0.80 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.000 

0.01 

0.02 






Bhakhra Canal 

Command 

Younger Alluvium 

3.802 

0.80 

0.150 

0.03 

0.01 

0.06 

0.14 

0.00 

0.28 

0.14 

0.12 

0.001 

0.18 

0.36 


24 NGC 

0802000200326700 

1.181 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.181 

-0.55 

0.150 

0.05 

0.01 

0.20 

0.00 

0.00 

0.00 

0.00 

0.19 

0.005 

0.21 

0.36 


24 PBN 

0802000400402100 

7.965 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

7.965 

0.23 

0.150 

0.13 

0.01 

1.33 

0.00 

0.00 

-0.94 

-0.40 

0.47 

0.020 

0.17 

0.40 


24 SSW 

0802000300368800 

3.635 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.635 

0.01 

0.150 

0.04 

0.01 

0.05 

0.10 

0.00 

-0.12 

-0.05 

0.16 

0.001 

0.19 

0.43 


24 STG 

0802000400400500 

4.894 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

4.894 

-0.03 

0.150 

0.36 

0.06 

0.49 

0.00 

0.00 

0.00 

0.00 

1.44 

0.012 

0.16 

0.25 


25 KSP 

0802000300372600 

1.430 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.692 

0.48 

0.150 

0.03 

0.00 

0.01 

0.01 

0.00 

0.07 

0.03 

0.12 

0.000 

0.09 

0.18 






Bhakhra Canal 

Command 

Younger Alluvium 

0.738 

0.48 

0.150 

0.03 

0.00 

0.01 

0.02 

0.00 

0.05 

0.03 

0.13 

0.000 

0.09 

0.19 


25 LGW-A 

0801000900259400 

1.314 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.016 

0.04 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


25 NDR-A 

0802000300374500 

1.299 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.299 

1.02 

0.150 

0.04 

0.01 

0.01 

0.01 

0.00 

0.21 

0.10 

0.16 

0.000 

0.19 

0.36 


25 NDR-B 

0802000300374600 

1.281 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.112 

0.97 

0.150 

0.01 

0.00 

0.01 

0.02 

0.00 

0.14 

0.07 

0.04 

0.000 

0.16 

0.32 






Bhakhra Canal 

Command 

Younger Alluvium 

0.169 

0.97 

0.150 

0.00 

0.00 

0.00 

0.01 

0.00 

0.02 

0.01 

0.01 

0.000 

0.02 

0.05 


25 NGC 

0802000200326600 

1.849 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.087 

-0.75 

0.150 

0.01 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.01 

0.02 






Bhakhra Canal 

Command 

Younger Alluvium 

0.127 

-0.75 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.000 

0.01 

0.02 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.635 

-0.75 

0.150 

0.08 

0.01 

0.02 

0.05 

0.00 

0.00 

0.00 

0.32 

0.006 

0.19 

0.30 


25 PBN 

0802000400402700 

4.861 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.931 

0.22 

0.150 

0.02 

0.00 

0.19 

0.00 

0.00 

-0.14 

-0.06 

0.07 

0.002 

0.03 

0.08 






Bhakhra Canal 

Command 

Younger Alluvium 

0.460 

0.22 

0.150 

0.01 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.04 

0.001 

0.02 

0.04 





Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.049 

0.22 

0.150 

0.00 

0.00 

0.01 

0.00 

0.00 

-0.01 

0.00 

0.00 

0.000 

0.00 

0.00 






Bhakhra Canal 

Command 

Younger Alluvium 

3.422 

0.22 

0.150 

0.05 

0.01 

0.05 

0.12 

0.00 

-0.02 

-0.01 

0.20 

0.008 

0.12 

0.28 


25 SSW 

0802000300367100 

4.312 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.312 

-0.22 

0.150 

0.04 

0.01 

0.04 

0.12 

0.00 

0.00 

0.00 

0.16 

0.001 

0.19 

0.45 


25 STG 

0802000400400600 

4.247 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

4.247 

-0.07 

0.150 

0.25 

0.04 

0.43 

0.00 

0.00 

0.00 

0.00 

1.01 

0.010 

0.16 

0.25 


26 NDR-A 

0802000300374400 

1.068 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.068 

1.11 

0.150 

0.02 

0.00 

0.01 

0.01 

0.00 

0.18 

0.09 

0.08 

0.000 

0.18 

0.36 






Bhakhra Canal 

Command 

Younger Alluvium 

0.000 

1.11 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


26 NDR-B 

0802000300374300 

0.913 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.913 

1.14 

0.150 

0.02 

0.00 

0.01 

0.01 

0.00 

0.16 

0.08 

0.09 

0.000 

0.18 

0.35 


26 NGC 

0802000200326400 

1.693 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.074 

-0.69 

0.150 

0.01 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.01 

0.02 






Bhakhra Canal 

Command 

Younger Alluvium 

0.107 

-0.69 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.000 

0.01 

0.02 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.512 

-0.69 

0.150 

0.10 

0.01 

0.02 

0.04 

0.00 

0.00 

0.00 

0.40 

0.006 

0.19 

0.31 


26 PBN 

0802000400402200 

7.513 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

6.532 

0.13 

0.150 

0.26 

0.06 

1.31 

0.00 

0.00 

-0.98 

-0.41 

1.01 

0.016 

0.15 

0.35 





Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.981 

0.13 

0.150 

0.03 

0.01 

0.20 

0.00 

0.00 

-0.16 

-0.07 

0.12 

0.002 

0.02 

0.05 


26 SSW 

0802000300368700 

4.046 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.046 

0.06 

0.150 

0.05 

0.01 

0.05 

0.12 

0.00 

-0.09 

-0.04 

0.20 

0.001 

0.18 

0.41 


26 STG 

0802000400400700 

3.496 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

3.496 

-0.13 

0.150 

0.29 

0.05 

0.47 

0.00 

0.00 

0.00 

0.00 

1.14 

0.009 

0.16 

0.25 


27 LGW 

0801000900262600 

1.530 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.688 

0.04 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

-0.01 

0.01 

0.000 

0.08 

0.19 






Bhakhra Canal 

Command 

Younger Alluvium 

0.842 

0.04 

0.200 

0.00 

0.00 

0.01 

0.03 

0.00 

-0.04 

-0.02 

0.02 

0.000 

0.10 

0.24 


27 NDR 

0802000300374800 

2.497 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.091 

0.99 

0.150 

0.02 

0.00 

0.01 

0.01 

0.00 

0.16 

0.08 

0.06 

0.000 

0.08 

0.16 






Bhakhra Canal 

Command 

Younger Alluvium 

1.406 

0.99 

0.150 

0.02 

0.00 

0.02 

0.04 

0.00 

0.17 

0.09 

0.08 

0.000 

0.10 

0.20 


27 NGC 

0802000200326300 

1.353 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.214 

-0.61 

0.150 

0.01 

0.00 

0.04 

0.00 

0.00 

0.00 

0.00 

0.05 

0.001 

0.03 

0.06 






Bhakhra Canal 

Command 

Younger Alluvium 

0.209 

-0.61 

0.150 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.04 

0.001 

0.03 

0.06 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.930 

-0.61 

0.150 

0.04 

0.01 

0.01 

0.03 

0.00 

0.00 

0.00 

0.16 

0.004 

0.14 

0.25 


27 PBN 

0802000400402300 

2.346 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.002 

0.10 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.115 

0.10 

0.150 

0.00 

0.00 

0.02 

0.00 

0.00 

-0.02 

-0.01 

0.01 

0.000 

0.01 

0.02 






Bhakhra Canal 

Command 

Younger Alluvium 

2.229 

0.10 

0.150 

0.09 

0.02 

0.03 

0.08 

0.00 

-0.01 

0.00 

0.35 

0.006 

0.16 

0.38 


27 STG 

0802000400401000 

6.466 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

6.466 

-0.15 

0.150 

0.23 

0.03 

0.65 

0.00 

0.00 

0.00 

0.00 

0.90 

0.016 

0.16 

0.25 


28 NDR 

0802000300374900 

1.397 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.397 

1.08 

0.150 

0.01 

0.00 

0.01 

0.01 

0.00 

0.21 

0.11 

0.03 

0.000 

0.18 

0.35 


28 NGC 

0802000200325600 

1.983 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.983 

-0.35 

0.150 

0.08 

0.01 

0.33 

0.00 

0.00 

0.00 

0.00 

0.32 

0.008 

0.20 

0.41 


28 PBN-A 

0801000900270200 

0.684 

Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.129 

0.05 

0.200 

0.01 

0.00 

0.05 

0.00 

0.00 

-0.03 

-0.01 

0.05 

0.000 

0.03 

0.08 






Bhakhra Canal 

Command 

Younger Alluvium 

0.556 

0.05 

0.200 

0.05 

0.01 

0.01 

0.02 

0.00 

0.02 

0.01 

0.21 

0.000 

0.14 

0.33 


28 PBN-B 

0801000900270300 

1.131 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.131 

0.00 

0.200 

0.05 

0.01 

0.02 

0.04 

0.00 

0.00 

0.00 

0.22 

0.000 

0.17 

0.41 


28 SSW 

0802000300368600 

3.024 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.024 

0.09 

0.150 

0.06 

0.01 

0.04 

0.09 

0.00 

-0.03 

-0.02 

0.25 

0.001 

0.18 

0.39 


28 STG-A 

0802000400400800 

2.889 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.066 

-0.15 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.00 

0.01 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 


(27) 

(2s; 

(29; 

(30; 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.25 

0.01 

(331.85) 

0.00 

0.03 

0.04 

0.01 

0.05 

0.00 

- 

0.0108 

0.0254 

- 

0.036 

0.038 

0.073 

0.004 

0.070 

0.009 

13.05 

Safe 

23 NDR 

0802000300375300 

0.20 

0.03 

(37.39) 

0.02 

0.05 

0.07 

0.05 

0.24 

0.01 

0.0200 

0.0126 

0.0297 

- 

0.062 

0.069 

0.136 

0.007 

0.129 

0.095 

73.80 

Semi Critical 

23 NGC 

0802000200328500 

0.20 

0.00 

- 

0.00 

0.02 

0.02 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.023 

0.002 

0.021 

0.031 

148.45 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0030 

0.0068 

- 

0.010 

0.010 

0.019 

0.002 

0.017 

0.041 

240.21 

Over Exploited 



0.20 

0.09 

- 

0.09 

0.11 

0.19 

0.05 

0.24 

0.02 

0.0400 

0.0351 

0.0794 

- 

0.155 

0.179 

0.373 

0.037 

0.336 

0.374 

111.45 

Over Exploited 

23 PBN 

0802000400403100 

0.20 

0.02 

(188.58) 

0.02 

0.23 

0.25 

0.02 

0.11 

0.01 

0.0600 

- 

- 

- 

0.060 

0.066 

0.315 

0.016 

0.300 

0.507 

169.22 

Over Exploited 



0.20 

0.02 

146.44 

0.02 

0.07 

0.09 

0.02 

0.10 

0.00 

0.0500 

0.0177 

0.0400 

- 

0.108 

0.113 

0.203 

0.010 

0.193 

0.471 

244.07 

Over Exploited 



0.20 

0.00 

3,032.82 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0016 

0.0035 

- 

0.005 

0.005 

0.010 

0.000 

0.009 

0.029 

320.38 

Over Exploited 

23 SSW 

0802000300367000 

0.20 

0.20 

- 

0.20 

0.20 

0.40 

0.05 

0.24 

0.05 

0.0100 

0.0634 

0.1791 

- 

0.252 

0.302 

0.704 

0.070 

0.633 

0.127 

20.11 

Safe 

23 STB 

0801000900265300 

0.25 

0.06 

(110.62) 

0.05 

0.06 

0.11 

0.03 

0.14 

0.01 

0.0200 

0.0288 

0.0407 

- 

0.090 

0.103 

0.210 

0.010 

0.199 

0.108 

54.34 

Safe 



0.25 

0.00 

(452.44) 

0.00 

0.02 

0.02 

0.00 

0.02 

0.00 

- 

0.0061 

0.0145 

- 

0.021 

0.021 

0.040 

0.002 

0.038 

0.018 

47.29 

Safe 

23 STB-A 

0801000900265400 

0.25 

0.01 

(111.76) 

0.01 

0.02 

0.03 

0.02 

0.08 

0.00 

0.0100 

0.0116 

0.0163 

- 

0.038 

0.041 

0.072 

0.004 

0.068 

0.045 

66.27 

Safe 

23 STG 

0802000400400400 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0004 

0.0006 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.018 

1,165.25 

Over Exploited 



0.20 

0.10 

- 

0.10 

0.63 

0.74 

0.04 

0.20 

0.03 

0.1300 

- 

- 

- 

0.130 

0.158 

0.895 

0.089 

0.805 

1.127 

139.91 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0015 

0.0043 

- 

0.006 

0.006 

0.011 

0.001 

0.010 

0.036 

373.69 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

24 KSP 

0802000300372700 

0.20 

0.02 

163.59 

0.03 

0.02 

0.05 

0.02 

0.12 

0.01 

0.0200 

0.0136 

0.0154 

- 

0.049 

0.055 

0.101 

0.005 

0.096 

0.120 

125.65 

Over Exploited 



0.20 

0.02 

141.38 

0.02 

0.04 

0.06 

0.02 

0.11 

0.00 

0.0200 

0.0148 

0.0335 

- 

0.068 

0.073 

0.133 

0.007 

0.127 

0.107 

84.64 

Semi Critical 

24 LGW 

0801000900259700 

0.25 

0.00 

(380.72) 

0.00 

0.02 

0.02 

0.01 

0.03 

0.00 

- 

0.0063 

0.0148 

- 

0.021 

0.022 

0.042 

0.002 

0.040 

0.009 

22.84 

Safe 

24 NDR 

0802000300374700 

0.20 

0.00 

2,597.60 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0027 

0.0038 

- 

0.007 

0.007 

0.012 

0.001 

0.011 

0.006 

55.08 

Safe 



0.20 

0.13 

1.12 

0.14 

0.20 

0.34 

0.05 

0.22 

0.03 

0.0200 

0.0687 

0.1618 

- 

0.251 

0.285 

0.626 

0.031 

0.594 

0.121 

20.35 

Safe 

24 NGC 

0802000200326700 

0.20 

0.05 

- 

0.05 

0.21 

0.26 

0.06 

0.27 

0.01 

0.0200 

- 

- 

- 

0.020 

0.034 

0.291 

0.029 

0.262 

0.193 

73.53 

Semi Critical 

24 PBN 

0802000400402100 

0.20 

0.18 

(1,049.82) 

0.14 

1.34 

1.48 

0.04 

0.21 

0.05 

0.0500 

- 

- 

- 

0.050 

0.097 

1.579 

0.079 

1.500 

0.488 

32.50 

Safe 

24 SSW 

0802000300368800 

0.20 

0.14 

(136.96) 

0.11 

0.16 

0.27 

0.05 

0.23 

0.03 

0.0200 

0.0547 

0.1237 

- 

0.198 

0.233 

0.501 

0.025 

0.476 

0.165 

34.66 

Safe 

24 STG 

0802000400400500 

0.20 

0.12 

- 

0.12 

0.55 

0.67 

0.04 

0.20 

0.03 

0.1600 

- 

- 

- 

0.160 

0.193 

0.864 

0.086 

0.778 

1.452 

186.63 

Over Exploited 

25 KSP 

0802000300372600 

0.20 

0.01 

178.29 

0.01 

0.01 

0.03 

0.02 

0.11 

0.00 

0.0200 

0.0085 

0.0096 

- 

0.038 

0.041 

0.068 

0.003 

0.065 

0.120 

184.85 

Over Exploited 



0.20 

0.01 

92.57 

0.02 

0.03 

0.05 

0.02 

0.12 

0.00 

0.0200 

0.0111 

0.0251 

- 

0.056 

0.060 

0.107 

0.005 

0.101 

0.126 

124.56 

Over Exploited 

25 LGW-A 

0801000900259400 

0.25 

0.00 

(1,254.04) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

25 NDR-A 

0802000300374500 

0.20 

0.05 

117.34 

0.06 

0.03 

0.09 

0.05 

0.23 

0.01 

0.0300 

0.0159 

0.0180 

- 

0.064 

0.076 

0.168 

0.008 

0.160 

0.158 

98.93 

Critical 

25 NDR-B 

0802000300374600 

0.20 

0.04 

102.40 

0.04 

0.03 

0.07 

0.04 

0.20 

0.01 

0.0100 

0.0164 

0.0231 

- 

0.050 

0.059 

0.130 

0.006 

0.123 

0.044 

35.89 

Safe 



0.20 

0.00 

877.14 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

- 

0.0031 

0.0072 

- 

0.010 

0.010 

0.020 

0.001 

0.019 

0.006 

31.76 

Safe 

25 NGC 

0802000200326600 

0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.015 

0.001 

0.013 

0.020 

152.88 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0019 

0.0043 

- 

0.006 

0.006 

0.012 

0.001 

0.011 

0.030 

284.46 

Over Exploited 



0.20 

0.06 

- 

0.06 

0.08 

0.14 

0.05 

0.24 

0.02 

0.0400 

0.0246 

0.0556 

- 

0.120 

0.138 

0.277 

0.028 

0.249 

0.322 

129.34 

Over Exploited 

25 PBN 

0802000400402700 

0.20 

0.01 

(1,051.06) 

0.00 

0.19 

0.19 

0.01 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.203 

0.010 

0.193 

0.074 

38.53 

Safe 



0.20 

0.00 

(59.24) 

0.00 

0.02 

0.02 

0.00 

0.02 

0.00 

0.0100 

0.0083 

0.0196 

- 

0.038 

0.038 

0.063 

0.003 

0.060 

0.037 

62.14 

Safe 



0.20 

0.00 

(20,375.35) 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.010 

0.000 

0.009 

0.000 

1.29 

Safe 



0.20 

0.08 

(112.26) 

0.07 

0.18 

0.25 

0.03 

0.15 

0.02 

0.0400 

0.0618 

0.1456 

- 

0.247 

0.269 

0.519 

0.026 

0.493 

0.209 

42.49 

Safe 

25 SSW 

0802000300367100 

0.20 

0.16 

- 

0.16 

0.18 

0.34 

0.05 

0.23 

0.04 

0.0200 

0.0519 

0.1468 

- 

0.219 

0.259 

0.596 

0.060 

0.537 

0.159 

29.65 

Safe 

25 STG 

0802000400400600 

0.20 

0.07 

- 

0.07 

0.47 

0.54 

0.04 

0.20 

0.02 

0.1200 

- 

- 

- 

0.120 

0.139 

0.675 

0.067 

0.607 

1.018 

167.75 

Over Exploited 

26 NDR-A 

0802000300374400 

0.20 

0.04 

134.68 

0.05 

0.02 

0.07 

0.05 

0.23 

0.01 

0.0200 

0.0131 

0.0148 

- 

0.048 

0.058 

0.125 

0.006 

0.119 

0.082 

69.40 

Safe 



0.20 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

26 NDR-B 

0802000300374300 

0.20 

0.03 

150.84 

0.04 

0.02 

0.06 

0.05 

0.23 

0.01 

0.0200 

0.0112 

0.0127 

- 

0.044 

0.052 

0.109 

0.005 

0.104 

0.088 

85.08 

Semi Critical 

26 NGC 

0802000200326400 

0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.013 

0.001 

0.011 

0.020 

180.05 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0016 

0.0036 

- 

0.005 

0.005 

0.010 

0.001 

0.009 

0.030 

339.09 

Over Exploited 



0.20 

0.06 

- 

0.06 

0.07 

0.13 

0.05 

0.24 

0.02 

0.0400 

0.0228 

0.0515 

- 

0.114 

0.130 

0.260 

0.026 

0.234 

0.403 

172.19 

Over Exploited 

26 PBN 

0802000400402200 

0.20 

0.18 

(5,674.36) 

0.14 

1.37 

1.51 

0.04 

0.19 

0.05 

0.1900 

- 

- 

- 

0.190 

0.237 

1.750 

0.087 

1.662 

1.024 

61.62 

Safe 



0.20 

0.00 

(1,622.74) 

0.00 

0.21 

0.21 

0.01 

0.03 

0.00 

0.0200 

- 

- 

- 

0.020 

0.021 

0.231 

0.012 

0.220 

0.117 

53.45 

Safe 

26 SSW 

0802000300368700 

0.20 

0.15 

(127.28) 

0.12 

0.18 

0.30 

0.05 

0.23 

0.04 

0.0200 

0.0609 

0.1377 

- 

0.219 

0.256 

0.552 

0.028 

0.525 

0.203 

38.70 

Safe 

26 STG 

0802000400400700 

0.20 

0.09 

- 

0.09 

0.52 

0.60 

0.04 

0.20 

0.02 

0.1300 

- 

- 

- 

0.130 

0.154 

0.757 

0.076 

0.681 

1.144 

167.84 

Over Exploited 

27 LGW 

0801000900262600 

0.25 

0.01 

(138.89) 

0.01 

0.02 

0.03 

0.02 

0.10 

0.00 

- 

0.0101 

0.0143 

- 

0.024 

0.028 

0.057 

0.003 

0.054 

0.009 

16.89 

Safe 



0.25 

0.02 

(176.03) 

0.02 

0.04 

0.06 

0.02 

0.12 

0.01 

- 

0.0152 

0.0358 

- 

0.051 

0.056 

0.116 

0.006 

0.111 

0.018 

16.38 

Safe 

27 NDR 

0802000300374800 

0.20 

0.02 

366.76 

0.02 

0.02 

0.04 

0.02 

0.10 

0.00 

0.0100 

0.0134 

0.0151 

- 

0.039 

0.043 

0.084 

0.004 

0.080 

0.063 

79.16 

Semi Critical 



0.20 

0.03 

196.90 

0.03 

0.06 

0.09 

0.03 

0.13 

0.01 

0.0200 

0.0212 

0.0479 

- 

0.089 

0.096 

0.189 

0.009 

0.180 

0.082 

45.80 

Safe 

27 NGC 

0802000200326300 

0.20 

0.00 

- 

0.00 

0.04 

0.04 

0.01 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.048 

0.005 

0.043 

0.051 

118.57 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.01 

0.04 

0.00 

- 

0.0031 

0.0071 

- 

0.010 

0.011 

0.021 

0.002 

0.019 

0.041 

219.30 

Over Exploited 



0.20 

0.03 

- 

0.03 

0.05 

0.08 

0.04 

0.18 

0.01 

0.0200 

0.0140 

0.0316 

- 

0.066 

0.073 

0.148 

0.015 

0.133 

0.166 

124.04 

Over Exploited 

27 PBN 

0802000400402300 

0.20 

0.00 

(222,306.74) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.00 

(4,796.02) 

0.00 

0.02 

0.02 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.023 

0.001 

0.022 

0.014 

64.92 

Safe 



0.20 

0.07 

(106.55) 

0.06 

0.13 

0.19 

0.04 

0.20 

0.02 

0.0600 

0.0403 

0.0948 

- 

0.195 

0.214 

0.405 

0.020 

0.385 

0.351 

91.04 

Critical 

27 STG 

0802000400401000 

0.20 

0.11 

- 

0.11 

0.68 

0.79 

0.04 

0.20 

0.03 

0.1000 

- 

- 

- 

0.100 

0.131 

0.921 

0.092 

0.829 

0.916 

110.55 

Over Exploited 

28 NDR 

0802000300374900 

0.20 

0.05 

119.01 

0.06 

0.03 

0.09 

0.05 

0.23 

0.01 

- 

0.0171 

0.0194 

- 

0.037 

0.049 

0.136 

0.007 

0.129 

0.025 

19.66 

Safe 

28 NGC 

0802000200325600 

0.20 

0.08 

- 

0.08 

0.34 

0.42 

0.06 

0.26 

0.02 

0.0400 

- 

- 

- 

0.040 

0.062 

0.484 

0.048 

0.436 

0.325 

74.49 

Semi Critical 

28 PBN-A 

0801000900270200 

0.25 

0.00 

(1,515.91) 

0.00 

0.05 

0.05 

0.01 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.057 

0.003 

0.054 

0.045 

82.97 

Semi Critical 



0.25 

0.02 

(64.99) 

0.02 

0.04 

0.05 

0.04 

0.17 

0.01 

0.0400 

0.0100 

0.0236 

- 

0.074 

0.079 

0.133 

0.007 

0.127 

0.207 

163.66 

Over Exploited 

28 PBN-B 

0801000900270300 

0.25 

0.05 

- 

0.05 

0.07 

0.12 

0.05 

0.21 

0.01 

0.0400 

0.0204 

0.0481 

- 

0.109 

0.121 

0.238 

0.024 

0.215 

0.216 

100.75 

Over Exploited 

28 SSW 

0802000300368600 

0.20 

0.11 

(114.12) 

0.09 

0.13 

0.22 

0.05 

0.23 

0.03 

0.0300 

0.0455 

0.1029 

- 

0.178 

0.206 

0.429 

0.021 

0.407 

0.247 

60.60 

Safe 

28 STG-A 

0802000400400800 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0007 

0.0009 

- 

0.002 

0.002 

0.003 

0.000 

0.002 

0.018 

726.99 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 






Ghaggar River Bed 

Command 

Younger Alluvium 

2.822 

-0.15 

0.150 

0.21 

0.03 

0.38 

0.00 

0.00 

0.00 

0.00 

0.83 

0.007 

0.16 

0.25 


28 STG-B 

080200040040090C 

3.014 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.881 

-0.15 

0.150 

0.06 

0.01 

0.01 

0.01 

0.00 

0.00 

0.00 

0.25 

0.002 

0.05 

0.07 






Ghaggar River Bed 

Command 

Younger Alluvium 

2.134 

-0.15 

0.150 

0.15 

0.02 

0.29 

0.00 

0.00 

0.00 

0.00 

0.61 

0.005 

0.11 

0.18 


29 NDR 

0802000300374200 

1.432 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.432 

1.14 

0.150 

0.03 

0.01 

0.01 

0.01 

0.00 

0.24 

0.13 

0.14 

0.000 

0.18 

0.33 


29 NGC 

0802000200326200 

1.522 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.578 

-0.53 

0.150 

0.06 

0.01 

0.10 

0.00 

0.00 

0.00 

0.00 

0.22 

0.002 

0.08 

0.15 






Bhakhra Canal 

Command 

Younger Alluvium 

0.174 

-0.53 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.001 

0.02 

0.04 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.769 

-0.53 

0.150 

0.06 

0.01 

0.01 

0.02 

0.00 

0.00 

0.00 

0.24 

0.003 

0.10 

0.19 


29 PBN 

0802000400402400 

5.249 

Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.117 

0.02 

0.150 

0.00 

0.00 

0.02 

0.00 

0.00 

-0.02 

-0.01 

0.01 

0.000 

0.00 

0.01 






Bhakhra Canal 

Command 

Younger Alluvium 

5.132 

0.02 

0.150 

0.09 

0.02 

0.08 

0.18 

0.00 

-0.18 

-0.07 

0.33 

0.013 

0.17 

0.40 


29 SSW 

0802000300367200 

3.671 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.671 

-0.19 

0.150 

0.02 

0.00 

0.04 

0.11 

0.00 

0.00 

0.00 

0.08 

0.001 

0.18 

0.42 


29 STG 

0802000400404300 

2.617 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.000 

-0.10 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.617 

-0.10 

0.150 

0.14 

0.02 

0.02 

0.03 

0.00 

0.00 

0.00 

0.56 

0.006 

0.16 

0.27 


3 ARW 

0802000300372800 

1.353 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.005 

0.48 

0.150 

0.03 

0.01 

0.01 

0.01 

0.00 

0.07 

0.03 

0.13 

0.000 

0.13 

0.26 






Bhakhra Canal 

Command 

Younger Alluvium 

0.347 

0.48 

0.150 

0.01 

0.00 

0.01 

0.01 

0.00 

0.02 

0.01 

0.04 

0.000 

0.05 

0.09 


3 AWSM-A 

0802000300375500 

0.949 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.949 

0.29 

0.150 

0.03 

0.01 

0.01 

0.03 

0.00 

0.01 

0.01 

0.11 

0.000 

0.19 

0.41 


3 AWSM-B 

0802000300375600 

1.107 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.107 

0.15 

0.150 

0.03 

0.01 

0.02 

0.04 

0.00 

-0.01 

-0.01 

0.11 

0.000 

0.19 

0.42 


3 BHM-A 

0802000400414600 

0.635 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.635 

0.47 

0.150 

0.05 

0.01 

0.01 

0.01 

0.00 

0.07 

0.04 

0.20 

0.002 

0.17 

0.30 


3 BHM-B 

0802000400415300 

0.951 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.951 

0.49 

0.150 

0.04 

0.01 

0.01 

0.01 

0.00 

0.08 

0.05 

0.16 

0.002 

0.17 

0.30 


3 BJW 

0801000900289400 

3.294 

Saline 

Non-command 

Non-command 

Younger Alluvium 

3.294 

0.09 

0.200 

0.08 

0.01 

0.00 

0.00 

0.00 

0.13 

0.06 

0.32 

0.000 

0.17 

0.35 


3 BNPM 

0801000900256000 

2.129 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.104 

-0.01 

0.200 

0.01 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.03 

0.000 

0.19 

0.63 


3 BRP 

0802000400406800 

1.438 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.438 

0.13 

0.150 

0.08 

0.02 

0.00 

0.00 

0.00 

0.09 

0.04 

0.32 

0.004 

0.17 

0.39 


3 CDR 

0802000200322900 

3.203 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

3.201 

-0.07 

0.150 

0.14 

0.02 

0.04 

0.09 

0.00 

0.00 

0.00 

0.55 

0.012 

0.22 

0.35 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.002 

-0.07 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


3 DBL 

0802000300363900 

1.714 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.714 

0.06 

0.150 

0.03 

0.01 

0.01 

0.05 

0.00 

-0.03 

-0.02 

0.14 

0.000 

0.17 

0.21 


3 DPM 

0802000200323900 

3.316 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.316 

-0.03 

0.150 

0.13 

0.02 

0.04 

0.09 

0.00 

0.00 

0.00 

0.50 

0.013 

0.21 

0.39 


3 FDM 

0801000900266300 

1.157 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.157 

0.07 

0.200 

0.02 

0.01 

0.01 

0.02 

0.00 

0.00 

0.00 

0.10 

0.000 

0.18 

0.52 


3 FTP 

0802000200324900 

3.221 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.008 

-0.16 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Bhakhra Canal 

Command 

Younger Alluvium 

1.500 

-0.16 

0.150 

0.05 

0.01 

0.02 

0.04 

0.00 

0.00 

0.00 

0.18 

0.006 

0.10 

0.16 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.713 

-0.16 

0.150 

0.04 

0.01 

0.02 

0.05 

0.00 

0.00 

0.00 

0.16 

0.007 

0.12 

0.18 


3GB-A 

0801000800251600 

4.110 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.309 

0.07 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.04 

0.000 

0.01 

0.05 






Ghaggar River Bed 

Command 

Younger Alluvium 

3.406 

0.07 

0.200 

0.09 

0.02 

1.22 

0.00 

0.00 

-1.10 

-0.36 

0.35 

0.000 

0.16 

0.50 


3GB-B 

0801000800251800 

1.443 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.088 

-0.06 

0.200 

0.00 

0.00 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.04 


3 GGR 

0802000200332700 

5.682 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.829 

-0.82 

0.150 

0.05 

0.01 

0.47 

0.00 

0.00 

0.00 

0.00 

0.18 

0.011 

0.11 

0.16 






Bhakhra Canal 

Command 

Younger Alluvium 

1.161 

-0.82 

0.150 

0.02 

0.00 

0.01 

0.03 

0.00 

0.00 

0.00 

0.07 

0.004 

0.04 

0.06 





Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.692 

-0.82 

0.150 

0.02 

0.00 

0.28 

0.00 

0.00 

0.00 

0.00 

0.09 

0.006 

0.06 

0.09 


3 GMD 

0801000900258700 

1.110 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.160 

0.03 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.03 

0.08 


3 HLM 

0802000300380800 

4.613 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.645 

1.00 

0.150 

0.01 

0.00 

0.01 

0.01 

0.00 

0.10 

0.05 

0.03 

0.000 

0.03 

0.05 






Ghaggar River Bed 

Command 

Younger Alluvium 

2.605 

1.00 

0.150 

0.03 

0.00 

0.44 

0.00 

0.00 

-0.01 

-0.01 

0.11 

0.001 

0.10 

0.19 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.363 

1.00 

0.150 

0.01 

0.00 

0.01 

0.01 

0.00 

0.19 

0.10 

0.03 

0.000 

0.05 

0.10 


3 HMH 

0802000200325900 

2.446 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.446 

-0.58 

0.150 

0.18 

0.03 

0.03 

0.07 

0.00 

0.00 

0.00 

0.71 

0.009 

0.21 

0.39 


3 JRK 

0802000300355700 

3.827 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.002 

-0.21 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


3 JSD 

0801000800250800 

5.313 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.001 

-0.02 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.025 

-0.02 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


3 JW 

0802000400411200 

1.675 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.675 

0.25 

0.150 

0.02 

0.00 

0.01 

0.02 

0.00 

0.05 

0.03 

0.09 

0.004 

0.17 

0.29 


3 KDM 

0802000500416800 

4.101 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.466 

0.61 

0.090 

0.02 

0.00 

0.01 

0.01 

0.00 

0.07 

0.04 

0.10 

0.000 

0.06 

0.11 


3 KLM 

0802000500418100 

3.355 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.402 

0.16 

0.090 

0.01 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.04 

0.000 

0.08 

0.14 


3 KNJ (RURAL) 

0802000300359400 

2.114 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.392 

-0.48 

0.150 

0.04 

0.01 

0.00 

0.01 

0.00 

0.00 

0.00 

0.16 

0.000 

0.04 

0.10 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.722 

-0.48 

0.150 

0.08 

0.01 

0.01 

0.05 

0.00 

0.00 

0.00 

0.33 

0.000 

0.15 

0.42 


3 KSP 

0802000200333900 

3.535 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.535 

-0.21 

0.150 

0.04 

0.01 

0.05 

0.13 

0.00 

0.00 

0.00 

0.15 

0.014 

0.22 

0.32 


3 KSR 

0801000900269200 

2.881 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.881 

0.06 

0.200 

0.01 

0.00 

0.03 

0.04 

0.00 

-0.03 

-0.01 

0.04 

0.000 

0.18 

0.45 


3 LBM 

0802000400412200 

1.672 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.102 

-0.29 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.570 

-0.29 

0.150 

0.02 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.09 

0.004 

0.15 

0.27 


3 LGW 

0802000400394000 

3.558 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

3.531 

0.18 

0.150 

0.04 

0.00 

0.35 

0.00 

0.00 

-0.22 

-0.17 

0.13 

0.009 

0.16 

0.20 


3 LK 

0802000300383900 

0.901 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.901 

0.16 

0.150 

0.03 

0.01 

0.01 

0.01 

0.00 

0.02 

0.01 

0.13 

0.000 

0.20 

0.35 


3 LKS 

0802000400394500 

4.134 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.000 

-0.40 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Bhakhra Canal 

Command 

Younger Alluvium 

0.082 

-0.40 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.018 

-0.40 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


3 MD 

0802000200336100 

2.469 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.131 

-0.04 

0.150 

0.08 

0.02 

0.43 

0.00 

0.00 

0.00 

0.00 

0.28 

0.008 

0.18 

0.29 






Bhakhra Canal 

Command 

Younger Alluvium 

0.261 

-0.04 

0.150 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.03 

0.001 

0.02 

0.03 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.078 

-0.04 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


3 MKS 

0802000200322000 

2.679 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.103 

0.13 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


3 MNWM 

0801000900256300 

2.128 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.988 

0.01 

0.200 

0.02 

0.01 

0.02 

0.03 

0.00 

-0.04 

-0.01 

0.10 

0.000 

0.18 

0.59 


3 MOD 

0802000300361700 

2.415 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.619 

-0.27 

0.150 

0.06 

0.01 

0.16 

0.00 

0.00 

0.00 

0.00 

0.23 

0.000 

0.12 

0.23 






Bhakhra Canal 

Command 

Younger Alluvium 

0.006 

-0.27 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


3 MST 

0802000200337700 

0.649 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.387 

0.22 

0.150 

0.01 

0.00 

0.00 

0.01 

0.00 

0.01 

0.01 

0.06 

0.001 

0.13 

0.19 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.262 

0.22 

0.150 

0.01 

0.00 

0.06 

0.00 

0.00 

-0.04 

-0.03 

0.04 

0.001 

0.09 

0.13 


3 MST-SM 

0802000200337900 

3.170 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.780 

0.17 

0.150 

0.01 

0.00 

0.18 

0.00 

0.00 

-0.15 

-0.10 

0.02 

0.003 

0.05 

0.08 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.974 

0.17 

0.150 

0.01 

0.00 

0.01 

0.01 

0.00 

0.01 

0.01 

0.02 

0.004 

0.07 

0.10 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.20 

0.09 

- 

0.09 

0.41 

0.50 

0.04 

0.20 

0.02 

0.0900 

- 

- 

- 

0.090 

0.114 

0.609 

0.061 

0.548 

0.835 

152.23 

Over Exploited 

28 STG-B 

080200040040090C 

0.20 

0.01 

- 

0.01 

0.02 

0.03 

0.01 

0.06 

0.00 

0.0300 

0.0086 

0.0122 

- 

0.051 

0.053 

0.086 

0.009 

0.077 

0.254 

328.06 

Over Exploited 



0.20 

0.05 

- 

0.05 

0.31 

0.35 

0.03 

0.14 

0.01 

0.0700 

- 

- 

- 

0.070 

0.083 

0.437 

0.044 

0.393 

0.617 

157.05 

Over Exploited 

29 NDR 

0802000300374200 

0.20 

0.05 

149.61 

0.06 

0.04 

0.10 

0.05 

0.23 

0.01 

0.0300 

0.0176 

0.0199 

- 

0.067 

0.081 

0.179 

0.009 

0.170 

0.139 

82.12 

Semi Critical 

29 NGC 

0802000200326200 

0.20 

0.01 

- 

0.01 

0.11 

0.12 

0.02 

0.10 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.138 

0.014 

0.124 

0.220 

177.13 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

0.0100 

0.0026 

0.0059 

- 

0.019 

0.019 

0.027 

0.003 

0.024 

0.070 

288.28 

Over Exploited 



0.20 

0.02 

- 

0.02 

0.04 

0.06 

0.03 

0.13 

0.00 

0.0300 

0.0116 

0.0262 

- 

0.068 

0.072 

0.130 

0.013 

0.117 

0.238 

203.11 

Over Exploited 

29 PBN 

0802000400402400 

0.20 

0.00 

(11,033.17) 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.023 

0.001 

0.022 

0.014 

64.09 

Safe 



0.20 

0.17 

(143.40) 

0.14 

0.28 

0.42 

0.04 

0.21 

0.05 

0.0600 

0.0927 

0.2184 

- 

0.371 

0.416 

0.834 

0.042 

0.793 

0.344 

43.37 

Safe 

29 SSW 

0802000300367200 

0.20 

0.13 

- 

0.13 

0.14 

0.28 

0.05 

0.23 

0.03 

0.0100 

0.0442 

0.1250 

- 

0.179 

0.213 

0.489 

0.049 

0.440 

0.077 

17.47 

Safe 

29 STG 

0802000400404300 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.08 

- 

0.08 

0.07 

0.15 

0.04 

0.21 

0.02 

0.0600 

0.0321 

0.0363 

- 

0.128 

0.151 

0.304 

0.030 

0.274 

0.568 

207.61 

Over Exploited 

3 ARW 

0802000300372800 

0.20 

0.03 

29.73 

0.03 

0.04 

0.07 

0.03 

0.17 

0.01 

0.0200 

0.0148 

0.0209 

- 

0.056 

0.062 

0.130 

0.006 

0.123 

0.132 

107.42 

Over Exploited 



0.20 

0.00 

178.05 

0.00 

0.02 

0.02 

0.01 

0.06 

0.00 

0.0100 

0.0063 

0.0148 

- 

0.031 

0.032 

0.053 

0.003 

0.051 

0.044 

87.05 

Semi Critical 

3 AWSM-A 

0802000300375500 

0.20 

0.04 

(82.84) 

0.03 

0.06 

0.09 

0.05 

0.24 

0.01 

0.0200 

0.0171 

0.0404 

- 

0.078 

0.087 

0.174 

0.009 

0.165 

0.107 

64.82 

Safe 

3 AWSM-B 

0802000300375600 

0.20 

0.04 

(111.82) 

0.03 

0.07 

0.10 

0.05 

0.24 

0.01 

0.0200 

0.0200 

0.0471 

- 

0.087 

0.098 

0.198 

0.010 

0.188 

0.107 

56.94 

Safe 

3 BHM-A 

0802000400414600 

0.20 

0.02 

90.43 

0.03 

0.02 

0.05 

0.05 

0.22 

0.01 

0.0200 

0.0078 

0.0088 

- 

0.037 

0.042 

0.090 

0.005 

0.086 

0.203 

236.02 

Over Exploited 

3 BHM-B 

0802000400415300 

0.20 

0.03 

43.51 

0.04 

0.03 

0.07 

0.05 

0.22 

0.01 

0.0200 

0.0117 

0.0132 

- 

0.045 

0.053 

0.121 

0.006 

0.115 

0.160 

140.01 

Over Exploited 

3 BJW 

0801000900289400 

0.25 

0.14 

(56.03) 

0.11 

0.01 

0.12 

0.04 

0.21 

0.04 

0.0400 

- 

- 

- 

0.040 

0.077 

0.197 

0.010 

0.188 

0.315 

168.15 

Over Exploited 

3 BNPM 

0801000900256000 

0.25 

0.10 

- 

0.10 

0.05 

0.16 

0.04 

0.23 

0.02 

0.0100 

0.0310 

0.0437 

- 

0.085 

0.106 

0.263 

0.026 

0.237 

0.027 

11.52 

Safe 

3 BRP 

0802000400406800 

0.20 

0.05 

(21.56) 

0.04 

0.02 

0.06 

0.05 

0.21 

0.01 

0.0600 

- 

- 

- 

0.060 

0.073 

0.132 

0.007 

0.125 

0.321 

256.18 

Over Exploited 

3 CDR 

0802000200322900 

0.20 

0.14 

- 

0.14 

0.15 

0.30 

0.07 

0.29 

0.04 

0.0600 

0.0482 

0.1089 

- 

0.217 

0.260 

0.555 

0.055 

0.499 

0.566 

113.42 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

3 DBL 

0802000300363900 

0.20 

0.06 

(137.94) 

0.05 

0.07 

0.12 

0.04 

0.20 

0.01 

0.0200 

0.0155 

0.0583 

- 

0.094 

0.106 

0.224 

0.011 

0.213 

0.139 

65.54 

Safe 

3 DPM 

0802000200323900 

0.20 

0.14 

- 

0.14 

0.16 

0.30 

0.06 

0.27 

0.04 

0.0600 

0.0499 

0.1129 

- 

0.223 

0.263 

0.560 

0.056 

0.504 

0.515 

102.09 

Over Exploited 

3 FDM 

0801000900266300 

0.25 

0.05 

(102.06) 

0.04 

0.04 

0.08 

0.04 

0.23 

0.01 

0.0200 

0.0170 

0.0241 

- 

0.061 

0.073 

0.156 

0.008 

0.149 

0.099 

66.77 

Safe 

3 FTP 

0802000200324900 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.20 

0.03 

- 

0.03 

0.07 

0.10 

0.03 

0.13 

0.01 

0.0200 

0.0181 

0.0511 

- 

0.089 

0.098 

0.197 

0.020 

0.177 

0.184 

103.83 

Over Exploited 



0.20 

0.04 

- 

0.04 

0.08 

0.12 

0.03 

0.15 

0.01 

0.0200 

0.0206 

0.0583 

- 

0.099 

0.110 

0.227 

0.023 

0.204 

0.169 

82.65 

Semi Critical 

3GB-A 

0801000800251600 

0.25 

0.00 

77.72 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

0.0100 

0.0046 

0.0064 

- 

0.021 

0.021 

0.031 

0.002 

0.029 

0.035 

120.16 

Over Exploited 



0.25 

0.12 

(3,748.97) 

0.09 

1.24 

1.33 

0.03 

0.19 

0.02 

0.0600 

- 

- 

- 

0.060 

0.085 

1.418 

0.071 

1.347 

0.351 

26.06 

Safe 

3 GB-B 

0801000800251800 

0.25 

0.00 

- 

0.00 

0.03 

0.03 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.032 

0.003 

0.029 

- 

- 

Safe 

3 GGR 

0802000200332700 

0.20 

0.06 

- 

0.06 

0.48 

0.54 

0.03 

0.14 

0.02 

0.0200 

- 

- 

- 

0.020 

0.037 

0.581 

0.058 

0.523 

0.189 

36.13 

Safe 



0.20 

0.01 

- 

0.01 

0.05 

0.06 

0.01 

0.06 

0.00 

0.0100 

0.0175 

0.0395 

- 

0.067 

0.070 

0.128 

0.013 

0.115 

0.073 

63.71 

Safe 



0.20 

0.02 

- 

0.02 

0.28 

0.30 

0.02 

0.08 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.321 

0.032 

0.289 

0.095 

33.10 

Safe 

3 GMD 

0801000900258700 

0.25 

0.00 

(201.96) 

0.00 

0.00 

0.01 

0.01 

0.03 

0.00 

- 

0.0023 

0.0033 

- 

0.006 

0.006 

0.011 

0.001 

0.010 

0.009 

86.55 

Semi Critical 

3 HLM 

0802000300380800 

0.20 

0.00 

1,483.51 

0.00 

0.01 

0.02 

0.01 

0.03 

0.00 

0.0100 

0.0079 

0.0089 

- 

0.027 

0.028 

0.044 

0.002 

0.041 

0.027 

65.58 

Safe 



0.20 

0.05 

(113.31) 

0.04 

0.44 

0.48 

0.03 

0.13 

0.01 

0.0200 

- 

- 

- 

0.020 

0.034 

0.513 

0.026 

0.487 

0.109 

22.32 

Safe 



0.20 

0.01 

607.48 

0.02 

0.03 

0.04 

0.01 

0.07 

0.00 

- 

0.0167 

0.0189 

- 

0.036 

0.039 

0.083 

0.004 

0.078 

0.025 

32.33 

Safe 

3 HMH 

0802000200325900 

0.20 

0.10 

- 

0.10 

0.13 

0.23 

0.06 

0.26 

0.03 

0.0800 

0.0368 

0.0833 

- 

0.200 

0.228 

0.460 

0.046 

0.414 

0.714 

172.73 

Over Exploited 

3 JRK 

0802000300355700 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

3 JSD 

0801000800250800 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.22 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0004 

0.0005 

- 

0.001 

0.001 

0.002 

0.000 

0.001 

- 

- 

Safe 

3 JW 

0802000400411200 

0.20 

0.06 

(44.93) 

0.05 

0.03 

0.08 

0.04 

0.21 

0.01 

0.0100 

0.0205 

0.0232 

- 

0.054 

0.069 

0.145 

0.007 

0.137 

0.091 

66.31 

Safe 

3 KDM 

0802000500416800 

0.20 

0.02 

120.47 

0.02 

0.03 

0.05 

0.02 

0.08 

0.00 

0.0100 

0.0180 

0.0203 

- 

0.048 

0.053 

0.102 

0.005 

0.097 

0.097 

99.90 

Critical 

3 KLM 

0802000500418100 

0.20 

0.02 

(112.44) 

0.02 

0.04 

0.05 

0.02 

0.10 

0.01 

0.0100 

0.0206 

0.0291 

- 

0.060 

0.066 

0.118 

0.006 

0.112 

0.041 

36.68 

Safe 

3 KNJ (RURAL) 

0802000300359400 

0.20 

0.00 

- 

0.00 

0.02 

0.03 

0.01 

0.04 

0.00 

0.0200 

0.0035 

0.0134 

- 

0.037 

0.038 

0.065 

0.006 

0.058 

0.162 

278.96 

Over Exploited 



0.20 

0.05 

- 

0.05 

0.07 

0.13 

0.04 

0.19 

0.01 

0.0400 

0.0156 

0.0586 

- 

0.114 

0.128 

0.253 

0.025 

0.228 

0.334 

146.83 

Over Exploited 

3 KSP 

0802000200333900 

0.20 

0.15 

- 

0.15 

0.19 

0.34 

0.06 

0.28 

0.04 

0.0300 

0.0639 

0.1504 

- 

0.244 

0.288 

0.630 

0.063 

0.567 

0.160 

28.13 

Safe 

3 KSR 

0801000900269200 

0.25 

0.13 

(109.65) 

0.10 

0.08 

0.18 

0.04 

0.22 

0.03 

0.0100 

0.0424 

0.0599 

- 

0.112 

0.144 

0.321 

0.016 

0.305 

0.036 

11.93 

Safe 

3 LBM 

0802000400412200 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.05 

- 

0.05 

0.03 

0.07 

0.04 

0.20 

0.01 

0.0100 

0.0154 

0.0218 

- 

0.047 

0.060 

0.135 

0.014 

0.122 

0.091 

74.74 

Semi Critical 

3 LGW 

0802000400394000 

0.20 

0.11 

(249.98) 

0.09 

0.35 

0.44 

0.04 

0.20 

0.03 

0.0100 

- 

- 

- 

0.010 

0.037 

0.482 

0.024 

0.458 

0.139 

30.31 

Safe 

3 LK 

0802000300383900 

0.20 

0.04 

(72.05) 

0.03 

0.03 

0.06 

0.05 

0.25 

0.01 

0.0200 

0.0155 

0.0187 

- 

0.054 

0.064 

0.127 

0.006 

0.120 

0.126 

104.85 

Over Exploited 

3 LKS 

0802000400394500 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0007 

0.0028 

- 

0.004 

0.004 

0.007 

0.001 

0.006 

0.008 

139.12 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0006 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

3.44 

Safe 

3 MD 

0802000200336100 

0.20 

0.07 

- 

0.07 

0.45 

0.51 

0.05 

0.24 

0.02 

0.0500 

- 

- 

- 

0.050 

0.069 

0.584 

0.058 

0.526 

0.285 

54.25 

Safe 



0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

0.0100 

0.0047 

0.0111 

- 

0.026 

0.026 

0.041 

0.004 

0.037 

0.031 

84.85 

Semi Critical 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0014 

0.0033 

- 

0.005 

0.005 

0.009 

0.001 

0.008 

0.008 

104.70 

Over Exploited 

3 MKS 

0802000200322000 

0.20 

0.00 

(1,217.05) 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0019 

0.0044 

- 

0.006 

0.006 

0.012 

0.001 

0.011 

0.010 

94.04 

Critical 

3 MNWM 

0801000900256300 

0.25 

0.09 

(113.01) 

0.07 

0.06 

0.14 

0.04 

0.22 

0.02 

0.0200 

0.0293 

0.0413 

- 

0.091 

0.109 

0.244 

0.012 

0.232 

0.099 

42.76 

Safe 

3 MOD 

0802000300361700 

0.20 

0.04 

- 

0.04 

0.17 

0.21 

0.03 

0.15 

0.01 

0.0300 

- 

- 

- 

0.030 

0.039 

0.250 

0.025 

0.225 

0.230 

102.43 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

3 MST 

0802000200337700 

0.20 

0.01 

(18.35) 

0.01 

0.01 

0.02 

0.04 

0.16 

0.00 

0.0100 

0.0066 

0.0081 

- 

0.025 

0.028 

0.046 

0.002 

0.044 

0.058 

133.67 

Over Exploited 



0.20 

0.00 

(4,447.10) 

0.00 

0.06 

0.06 

0.02 

0.11 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.074 

0.004 

0.071 

0.041 

57.94 

Safe 

3 MST-SM 

0802000200337900 

0.20 

0.01 

(1,312.86) 

0.01 

0.18 

0.19 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.002 

0.191 

0.010 

0.182 

0.023 

12.66 

Safe 



0.20 

0.01 

(56.95) 

0.01 

0.03 

0.04 

0.02 

0.08 

0.00 

- 

0.0167 

0.0202 

- 

0.037 

0.041 

0.077 

0.004 

0.073 

0.020 

26.99 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 






Ghaggar River Bed 

Command 

Younger Alluvium 

1.417 

0.17 

0.150 

0.01 

0.00 

0.33 

0.00 

0.00 

-0.29 

-0.19 

0.02 

0.005 

0.10 

0.15 


3 MW 

0802000300378200 

1.896 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.337 

0.03 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.000 

0.04 

0.07 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.014 

0.03 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.544 

0.03 

0.150 

0.03 

0.01 

0.02 

0.02 

0.00 

-0.01 

-0.01 

0.11 

0.000 

0.17 

0.31 


3 MWM 

0802000300379800 

2.752 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.246 

0.29 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.000 

0.02 

0.03 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.016 

0.29 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.490 

0.29 

0.150 

0.05 

0.01 

0.03 

0.04 

0.00 

0.09 

0.04 

0.21 

0.001 

0.17 

0.34 


3 NDR 

0802000200336900 

1.474 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.561 

0.16 

0.150 

0.02 

0.00 

0.13 

0.00 

0.00 

-0.10 

-0.07 

0.08 

0.002 

0.08 

0.12 





Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.681 

0.16 

0.150 

0.02 

0.00 

0.16 

0.00 

0.00 

-0.12 

-0.08 

0.07 

0.003 

0.10 

0.15 






Bhakhra Canal 

Command 

Younger Alluvium 

0.232 

0.16 

0.150 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.02 

0.001 

0.03 

0.05 


3 NR 

0802000400404500 

2.541 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.390 

-0.17 

0.150 

0.08 

0.01 

0.02 

0.02 

0.00 

0.00 

0.00 

0.31 

0.006 

0.15 

0.24 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.136 

-0.17 

0.150 

0.00 

0.00 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.01 

0.01 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.014 

-0.17 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


3 NRD-A 

0801000900258200 

1.126 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.799 

0.02 

0.200 

0.02 

0.00 

0.02 

0.02 

0.00 

-0.01 

0.00 

0.07 

0.000 

0.14 

0.41 


3 NRD-B 

0801000900258100 

3.357 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.054 

0.02 

0.200 

0.01 

0.00 

0.02 

0.03 

0.00 

-0.03 

-0.01 

0.03 

0.000 

0.06 

0.19 


3 NSW 

0802000400405600 

1.895 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.112 

-0.29 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.01 

0.02 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.783 

-0.29 

0.150 

0.06 

0.01 

0.02 

0.02 

0.00 

0.00 

0.00 

0.22 

0.004 

0.15 

0.24 


3 NWN 

0802000302900001 

6.436 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

3.086 

-0.33 

0.150 

0.00 

0.00 

0.41 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.09 

0.25 






Bhakhra Canal 

Command 

Younger Alluvium 

1.650 

-0.33 

0.150 

0.00 

0.00 

0.02 

0.05 

0.00 

0.00 

0.00 

0.01 

0.000 

0.05 

0.13 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.699 

-0.33 

0.150 

0.00 

0.00 

0.02 

0.05 

0.00 

0.00 

0.00 

0.01 

0.000 

0.05 

0.14 


3 PBN 

0802000300363600 

3.148 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.407 

0.18 

0.150 

0.02 

0.00 

0.00 

0.01 

0.00 

0.02 

0.01 

0.10 

0.000 

0.02 

0.02 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.741 

0.18 

0.150 

0.07 

0.01 

0.02 

0.08 

0.00 

0.03 

0.03 

0.29 

0.001 

0.14 

0.17 



0802000400405200 

5.713 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.133 

-0.10 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 






Ghaggar River Bed 

Command 

Younger Alluvium 

5.580 

-0.10 

0.150 

0.03 

0.00 

0.93 

0.00 

0.00 

0.00 

0.00 

0.09 

0.014 

0.16 

0.25 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.000 

-0.10 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


3 PPM 

0801000900275700 

15.847 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.058 

0.12 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.230 

0.12 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


3 Pwm 

0802000400409900 

3.724 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.185 

0.05 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.01 

0.01 






Ghaggar River Bed 

Command 

Younger Alluvium 

3.539 

0.05 

0.150 

0.05 

0.01 

0.71 

0.00 

0.00 

-0.64 

-0.39 

0.18 

0.009 

0.16 

0.26 


3 RK 

0802000200331700 

1.753 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.031 

-0.83 

0.150 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.722 

-0.83 

0.150 

0.06 

0.01 

0.29 

0.00 

0.00 

0.00 

0.00 

0.23 

0.007 

0.21 

0.31 


3 RP 

0802000300383000 

2.185 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.185 

0.08 

0.150 

0.07 

0.02 

0.51 

0.00 

0.00 

-0.44 

-0.27 

0.28 

0.001 

0.21 

0.34 


3 RPM 

0801000900270500 

4.504 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.504 

-0.13 

0.200 

0.00 

0.00 

0.07 

0.16 

0.00 

0.00 

0.00 

0.00 

0.001 

0.17 

0.41 


3 RRW-A 

0802000300351700 

3.368 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

2.726 

-0.55 

0.150 

0.09 

0.01 

0.02 

0.08 

0.00 

0.00 

0.00 

0.38 

0.001 

0.16 

0.40 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.529 

-0.55 

0.150 

0.01 

0.00 

0.00 

0.02 

0.00 

0.00 

0.00 

0.03 

0.000 

0.03 

0.08 


3 RRW-B 

0802000300356000 

2.597 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.305 

-0.47 

0.150 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.05 

0.000 

0.02 

0.06 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.292 

-0.47 

0.150 

0.05 

0.01 

0.02 

0.07 

0.00 

0.00 

0.00 

0.20 

0.001 

0.17 

0.45 


3 RWB 

0802000200335400 

1.188 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.180 

0.12 

0.150 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.02 

0.001 

0.03 

0.05 


3 SGM 

0801000900271100 

4.198 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.198 

-0.21 

0.200 

0.00 

0.00 

0.07 

0.15 

0.00 

0.00 

0.00 

0.01 

0.001 

0.17 

0.41 


3 SGR 

0802000400399400 

3.217 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

3.217 

-0.09 

0.150 

0.06 

0.01 

0.43 

0.00 

0.00 

0.00 

0.00 

0.22 

0.008 

0.16 

0.26 


3SHPD 

0801000900265900 

2.069 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.069 

0.04 

0.200 

0.02 

0.01 

0.02 

0.03 

0.00 

-0.03 

-0.01 

0.08 

0.000 

0.18 

0.51 


3 SNM 

0802000300362400 

1.893 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.893 

-0.44 

0.150 

0.08 

0.01 

0.02 

0.05 

0.00 

0.00 

0.00 

0.33 

0.000 

0.19 

0.52 


3 SPD 

0801000900265800 

3.260 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.260 

0.05 

0.200 

0.01 

0.00 

0.04 

0.05 

0.00 

-0.05 

-0.02 

0.05 

0.000 

0.19 

0.53 



0802000500418300 

3.591 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.265 

0.46 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.02 

0.000 

0.01 

0.02 


3 SRW 

0802000200329700 

2.337 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.599 

-0.45 

0.150 

0.06 

0.01 

0.21 

0.00 

0.00 

0.00 

0.00 

0.23 

0.006 

0.15 

0.22 






Bhakhra Canal 

Command 

Younger Alluvium 

0.475 

-0.45 

0.150 

0.02 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.07 

0.002 

0.04 

0.06 





Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.263 

-0.45 

0.150 

0.01 

0.00 

0.04 

0.00 

0.00 

0.00 

0.00 

0.03 

0.001 

0.02 

0.04 


3 SSW 

0802000200333500 

4.084 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.084 

-0.34 

0.150 

0.13 

0.03 

0.06 

0.15 

0.00 

0.00 

0.00 

0.50 

0.016 

0.21 

0.34 


3 STB 

0802000400415000 

5.647 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.647 

0.79 

0.150 

0.04 

0.01 

0.06 

0.08 

0.00 

0.56 

0.32 

0.12 

0.014 

0.18 

0.32 


3 STD 

0802000300356500 

3.002 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.000 

-0.67 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.002 

-0.67 

0.150 

0.08 

0.01 

0.03 

0.09 

0.00 

0.00 

0.00 

0.30 

0.001 

0.19 

0.51 


3 STG 

0802000300362100 

2.660 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.207 

-0.40 

0.150 

0.03 

0.01 

0.01 

0.03 

0.00 

0.00 

0.00 

0.14 

0.000 

0.08 

0.22 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.453 

-0.40 

0.150 

0.02 

0.00 

0.01 

0.04 

0.00 

0.00 

0.00 

0.07 

0.000 

0.10 

0.26 


3 T 

0802000400408400 

2.735 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.307 

-0.30 

0.150 

0.06 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.003 

0.08 

0.13 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.428 

-0.30 

0.150 

0.06 

0.01 

0.01 

0.01 

0.00 

0.00 

0.00 

0.25 

0.004 

0.08 

0.14 


3 TLW 

0802000200332100 

3.213 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

3.213 

-0.56 

0.150 

0.17 

0.02 

0.04 

0.09 

0.00 

0.00 

0.00 

0.64 

0.012 

0.22 

0.32 


3 TTD-A 

0801000900290300 

2.611 

Saline 

Non-command 

Non-command 

Younger Alluvium 

2.611 

0.26 

0.200 

0.11 

0.02 

0.00 

0.00 

0.00 

0.23 

0.12 

0.45 

0.000 

0.17 

0.32 


3 TTD-B 

0801000900290200 

6.870 

Saline 

Non-command 

Non-command 

Younger Alluvium 

2.341 

0.51 

0.200 

0.03 

0.01 

0.00 

0.00 

0.00 

0.26 

0.14 

0.14 

0.000 

0.06 

0.11 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.529 

0.51 

0.200 

0.07 

0.01 

0.03 

0.04 

0.00 

0.45 

0.24 

0.27 

0.001 

0.11 

0.21 


3 ZWM 

0802000500417800 

2.763 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.184 

0.11 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.01 

0.02 


30 NDR 

0802000300373400 

2.533 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.533 

1.04 

0.150 

0.04 

0.01 

0.02 

0.02 

0.00 

0.38 

0.20 

0.15 

0.001 

0.18 

0.33 


30NGC 

0802000200326100 

1.863 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.748 

-0.49 

0.150 

0.05 

0.01 

0.13 

0.00 

0.00 

0.00 

0.00 

0.20 

0.003 

0.08 

0.16 






Bhakhra Canal 

Command 

Younger Alluvium 

0.233 

-0.49 

0.150 

0.02 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.06 

0.001 

0.03 

0.05 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.881 

-0.49 

0.150 

0.05 

0.01 

0.01 

0.03 

0.00 

0.00 

0.00 

0.19 

0.003 

0.10 

0.19 


30 PBN 

0801000900270400 

4.016 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.016 

-0.21 

0.200 

0.00 

0.00 

0.07 

0.14 

0.00 

0.00 

0.00 

0.00 

0.001 

0.17 

0.41 


30 SSW 

0802000300368500 

2.697 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.697 

0.09 

0.150 

0.04 

0.01 

0.03 

0.08 

0.00 

-0.04 

-0.02 

0.15 

0.001 

0.18 

0.37 


30 STG 

0802000400401100 

4.580 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.859 

-0.13 

0.150 

0.14 

0.02 

0.01 

0.02 

0.00 

0.00 

0.00 

0.54 

0.005 

0.06 

0.10 






Ghaggar River Bed 

Command 

Younger Alluvium 

2.449 

-0.13 

0.150 

0.18 

0.03 

0.33 

0.00 

0.00 

0.00 

0.00 

0.70 

0.006 

0.09 

0.14 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 


( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.20 

0.03 

(60,746.25) 

0.02 

0.33 

0.35 

0.03 

0.12 

0.01 

- 

- 

- 

- 

- 

0.007 

0.360 

0.018 

0.342 

0.029 

8.61 

Safe 

3 MW 

080200030037820C 

0.20 

0.00 

(34.38) 

0.00 

0.01 

0.01 

0.01 

0.05 

0.00 

0.0100 

0.0050 

0.0070 

- 

0.022 

0.023 

0.033 

0.002 

0.031 

0.054 

171.92 

Over Exploited 



0.20 

0.00 

(36,684.34) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.000 

0.14 

Safe 



0.20 

0.05 

(112.73) 

0.04 

0.05 

0.09 

0.04 

0.21 

0.01 

0.0200 

0.0227 

0.0321 

- 

0.075 

0.089 

0.178 

0.009 

0.170 

0.107 

63.35 

Safe 

3 MWM 

0802000300379800 

0.20 

0.00 

775.36 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

0.0100 

0.0036 

0.0051 

- 

0.019 

0.019 

0.026 

0.001 

0.025 

0.041 

165.39 

Over Exploited 



0.20 

0.00 

(36,067.32) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.000 

0.14 

Safe 



0.20 

0.09 

(49.42) 

0.07 

0.07 

0.14 

0.05 

0.22 

0.02 

0.0400 

0.0366 

0.0518 

- 

0.128 

0.151 

0.293 

0.015 

0.279 

0.209 

74.89 

Semi Critical 

3 NDR 

0802000200336900 

0.20 

0.01 

(814.81) 

0.01 

0.13 

0.14 

0.02 

0.11 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.151 

0.008 

0.144 

0.081 

56.50 

Safe 



0.20 

0.01 

(710.24) 

0.01 

0.16 

0.17 

0.03 

0.13 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.184 

0.009 

0.175 

0.076 

43.28 

Safe 



0.20 

0.00 

33.58 

0.00 

0.01 

0.01 

0.01 

0.04 

0.00 

- 

0.0049 

0.0099 

- 

0.015 

0.015 

0.030 

0.001 

0.028 

0.025 

88.64 

Semi Critical 

3 NR 

0802000400404500 

0.20 

0.07 

- 

0.07 

0.05 

0.12 

0.04 

0.19 

0.02 

0.0300 

0.0234 

0.0331 

- 

0.087 

0.106 

0.229 

0.023 

0.206 

0.312 

151.63 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.02 

0.02 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.018 

0.002 

0.017 

0.018 

110.34 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.000 

0.000 

- 

Safe 

3 NRD-A 

0801000900258200 

0.25 

0.03 

(115.04) 

0.02 

0.03 

0.06 

0.03 

0.17 

0.01 

0.0100 

0.0202 

0.0285 

- 

0.059 

0.065 

0.121 

0.006 

0.115 

0.072 

62.76 

Safe 

3 NRD-B 

0801000900258100 

0.25 

0.02 

(163.44) 

0.01 

0.05 

0.06 

0.01 

0.07 

0.00 

0.0100 

0.0266 

0.0376 

- 

0.074 

0.078 

0.136 

0.007 

0.129 

0.027 

21.00 

Safe 

3 NSW 

0802000400405600 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0014 

0.0016 

- 

0.003 

0.003 

0.005 

0.001 

0.005 

0.018 

386.89 

Over Exploited 



0.20 

0.05 

- 

0.05 

0.04 

0.10 

0.04 

0.19 

0.01 

0.0200 

0.0219 

0.0247 

- 

0.067 

0.081 

0.178 

0.018 

0.160 

0.221 

137.96 

Over Exploited 

3 NWN 

0802000302900001 

0.20 

0.06 

- 

0.06 

0.41 

0.47 

0.02 

0.11 

0.01 

- 

- 

- 

- 

- 

0.014 

0.483 

0.048 

0.434 

0.015 

3.41 

Safe 



0.20 

0.02 

- 

0.02 

0.06 

0.08 

0.01 

0.06 

0.00 

- 

0.0199 

0.0562 

- 

0.076 

0.080 

0.160 

0.016 

0.144 

0.014 

10.01 

Safe 



0.20 

0.02 

- 

0.02 

0.07 

0.08 

0.01 

0.06 

0.00 

- 

0.0205 

0.0578 

- 

0.078 

0.083 

0.165 

0.017 

0.149 

0.006 

4.32 

Safe 

3 PBN 

0802000300363600 

0.20 

0.00 

708.95 

0.00 

0.01 

0.02 

0.00 

0.03 

0.00 

0.0100 

0.0037 

0.0139 

- 

0.028 

0.028 

0.045 

0.002 

0.042 

0.095 

223.96 

Over Exploited 



0.20 

0.08 

(62.16) 

0.06 

0.11 

0.17 

0.03 

0.17 

0.02 

0.0300 

0.0248 

0.0933 

- 

0.148 

0.165 

0.337 

0.017 

0.320 

0.291 

90.77 

Critical 


0802000400405200 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0016 

0.0018 

- 

0.004 

0.004 

0.006 

0.001 

0.005 

0.000 

5.99 

Safe 



0.20 

0.17 

- 

0.17 

0.93 

1.11 

0.04 

0.20 

0.05 

0.0100 

- 

- 

- 

0.010 

0.058 

1.165 

0.116 

1.048 

0.105 

10.00 

Safe 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

3 PPM 

0801000900275700 

0.25 

0.00 

(1,176.28) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0010 

0.0012 

- 

0.002 

0.002 

0.004 

0.000 

0.004 

0.000 

0.21 

Safe 



0.25 

0.00 

(307.28) 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

- 

0.0040 

0.0048 

- 

0.009 

0.009 

0.015 

0.001 

0.015 

0.000 

0.21 

Safe 

3 Pwm 

0802000400409900 

0.20 

0.00 

(759.51) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0027 

0.0038 

- 

0.007 

0.007 

0.012 

0.001 

0.011 

0.018 

167.70 

Over Exploited 



0.20 

0.11 

(453.55) 

0.09 

0.72 

0.81 

0.04 

0.20 

0.03 

0.0300 

- 

- 

- 

0.030 

0.060 

0.868 

0.043 

0.824 

0.189 

22.90 

Safe 

3 RK 

0802000200331700 

0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.001 

0.005 

0.000 

2.54 

Safe 



0.20 

0.07 

- 

0.07 

0.30 

0.37 

0.06 

0.27 

0.02 

0.0300 

- 

- 

- 

0.030 

0.051 

0.422 

0.042 

0.379 

0.234 

61.58 

Safe 

3 RP 

0802000300383000 

0.20 

0.09 

(390.27) 

0.07 

0.53 

0.60 

0.06 

0.27 

0.03 

0.0500 

- 

- 

- 

0.050 

0.076 

0.680 

0.034 

0.646 

0.285 

44.07 

Safe 

3 RPM 

0801000900270500 

0.25 

0.19 

- 

0.19 

0.24 

0.43 

0.05 

0.21 

0.05 

- 

0.0814 

0.1916 

- 

0.273 

0.324 

0.750 

0.075 

0.675 

0.001 

0.09 

Safe 

3 RRW-A 

0802000300351700 

0.20 

0.08 

- 

0.08 

0.11 

0.19 

0.04 

0.20 

0.02 

0.0400 

0.0246 

0.0928 

- 

0.157 

0.179 

0.372 

0.037 

0.335 

0.379 

112.96 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.02 

0.02 

0.01 

0.04 

0.00 

- 

0.0048 

0.0180 

- 

0.023 

0.024 

0.046 

0.005 

0.041 

0.032 

77.67 

Semi Critical 

3 RRW-B 

0802000300356000 

0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

0.0100 

0.0037 

0.0104 

- 

0.024 

0.024 

0.038 

0.004 

0.034 

0.054 

160.17 

Over Exploited 



0.20 

0.08 

- 

0.08 

0.10 

0.18 

0.04 

0.21 

0.02 

0.0200 

0.0276 

0.0780 

- 

0.126 

0.145 

0.321 

0.032 

0.289 

0.196 

67.72 

Safe 

3 RWB 

0802000200335400 

0.20 

0.00 

103.93 

0.00 

0.01 

0.01 

0.01 

0.04 

0.00 

- 

0.0038 

0.0077 

- 

0.012 

0.012 

0.023 

0.001 

0.022 

0.025 

113.52 

Over Exploited 

3 SGM 

0801000900271100 

0.25 

0.18 

- 

0.18 

0.22 

0.40 

0.05 

0.21 

0.05 

- 

0.0758 

0.1786 

- 

0.254 

0.302 

0.699 

0.070 

0.629 

0.010 

1.52 

Safe 

3 SGR 

0802000400399400 

0.20 

0.10 

- 

0.10 

0.44 

0.54 

0.04 

0.21 

0.03 

0.0200 

- 

- 

- 

0.020 

0.048 

0.592 

0.059 

0.533 

0.227 

42.62 

Safe 

3SHPD 

0801000900265900 

0.25 

0.10 

(109.79) 

0.08 

0.06 

0.14 

0.04 

0.23 

0.02 

0.0200 

0.0304 

0.0430 

- 

0.093 

0.115 

0.255 

0.013 

0.243 

0.081 

33.49 

Safe 

3 SNM 

0802000300362400 

0.20 

0.07 

- 

0.07 

0.08 

0.16 

0.05 

0.24 

0.02 

0.0400 

0.0228 

0.0644 

- 

0.127 

0.145 

0.300 

0.030 

0.270 

0.328 

121.52 

Over Exploited 

3 SPD 

0801000900265800 

0.25 

0.15 

(110.57) 

0.12 

0.09 

0.21 

0.04 

0.23 

0.03 

0.0100 

0.0480 

0.0678 

- 

0.126 

0.160 

0.366 

0.018 

0.348 

0.045 

13.05 

Safe 


0802000500418300 

0.20 

0.00 

399.90 

0.00 

0.00 

0.01 

0.00 

0.02 

0.00 

- 

0.0033 

0.0037 

- 

0.007 

0.007 

0.013 

0.001 

0.012 

0.016 

131.45 

Over Exploited 

3 SRW 

0802000200329700 

0.20 

0.05 

- 

0.05 

0.22 

0.27 

0.04 

0.19 

0.01 

0.0300 

- 

- 

- 

0.030 

0.044 

0.314 

0.031 

0.283 

0.234 

82.74 

Semi Critical 



0.20 

0.00 

- 

0.00 

0.02 

0.02 

0.01 

0.06 

0.00 

0.0100 

0.0057 

0.0162 

- 

0.032 

0.033 

0.056 

0.006 

0.050 

0.071 

141.34 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.04 

0.04 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.037 

0.004 

0.033 

0.033 

99.87 

Critical 

3 SSW 

0802000200333500 

0.20 

0.17 

- 

0.17 

0.24 

0.41 

0.06 

0.27 

0.05 

0.0900 

0.0738 

0.1738 

- 

0.338 

0.386 

0.798 

0.080 

0.719 

0.518 

72.05 

Semi Critical 

3 STB 

0802000400415000 

0.20 

0.20 

55.52 

0.24 

0.15 

0.40 

0.05 

0.23 

0.05 

0.0200 

0.0831 

0.1174 

- 

0.220 

0.274 

0.670 

0.034 

0.637 

0.137 

21.51 

Safe 

3 STD 

0802000300356500 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.11 

- 

0.11 

0.13 

0.24 

0.05 

0.24 

0.03 

0.0300 

0.0362 

0.1022 

- 

0.168 

0.197 

0.438 

0.044 

0.395 

0.303 

76.73 

Semi Critical 

3 STG 

0802000300362100 

0.20 

0.02 

- 

0.02 

0.06 

0.08 

0.02 

0.11 

0.01 

0.0200 

0.0145 

0.0411 

- 

0.076 

0.081 

0.158 

0.016 

0.142 

0.135 

95.19 

Critical 



0.20 

0.03 

- 

0.03 

0.06 

0.09 

0.03 

0.13 

0.01 

0.0100 

0.0175 

0.0495 

- 

0.077 

0.084 

0.170 

0.017 

0.153 

0.069 

45.23 

Safe 

3 T 

0802000400408400 

0.20 

0.02 

- 

0.02 

0.01 

0.03 

0.02 

0.10 

0.01 

0.0200 

- 

- 

- 

0.020 

0.025 

0.056 

0.006 

0.050 

0.220 

439.20 

Over Exploited 



0.20 

0.02 

- 

0.02 

0.04 

0.06 

0.02 

0.11 

0.01 

0.0300 

0.0175 

0.0198 

- 

0.067 

0.074 

0.134 

0.013 

0.121 

0.249 

205.35 

Over Exploited 

3 TLW 

0802000200332100 

0.20 

0.14 

- 

0.14 

0.15 

0.29 

0.06 

0.28 

0.04 

0.0700 

0.0484 

0.1094 

- 

0.228 

0.267 

0.559 

0.056 

0.503 

0.656 

130.56 

Over Exploited 

3 TTD-A 

0801000900290300 

0.25 

0.11 

6.65 

0.12 

0.02 

0.14 

0.04 

0.21 

0.03 

0.0500 

- 

- 

- 

0.050 

0.079 

0.216 

0.011 

0.205 

0.450 

219.21 

Over Exploited 

3 TTD-B 

0801000900290200 

0.25 

0.03 

300.01 

0.04 

0.01 

0.05 

0.02 

0.07 

0.01 

0.0200 

- 

- 

- 

0.020 

0.029 

0.080 

0.004 

0.076 

0.135 

179.14 

Over Exploited 



0.25 

0.13 

86.41 

0.15 

0.08 

0.23 

0.03 

0.14 

0.03 

0.0300 

0.0333 

0.0628 

- 

0.126 

0.160 

0.392 

0.020 

0.372 

0.271 

72.72 

Semi Critical 

3 ZWM 

0802000500417800 

0.20 

0.00 

(485.51) 

0.00 

0.00 

0.01 

0.00 

0.02 

0.00 

- 

0.0032 

0.0038 

- 

0.007 

0.007 

0.012 

0.001 

0.012 

0.016 

135.40 

Over Exploited 

30 NDR 

0802000300373400 

0.20 

0.09 

127.14 

0.11 

0.06 

0.16 

0.05 

0.22 

0.02 

0.0300 

0.0310 

0.0351 

- 

0.096 

0.119 

0.284 

0.014 

0.270 

0.152 

56.27 

Safe 

30NGC 

0802000200326100 

0.20 

0.01 

- 

0.01 

0.14 

0.15 

0.02 

0.10 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.171 

0.017 

0.154 

0.201 

130.76 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

0.0100 

0.0035 

0.0079 

- 

0.021 

0.022 

0.033 

0.003 

0.029 

0.060 

204.45 

Over Exploited 



0.20 

0.02 

- 

0.02 

0.05 

0.06 

0.03 

0.12 

0.00 

0.0200 

0.0133 

0.0300 

- 

0.063 

0.068 

0.131 

0.013 

0.118 

0.189 

160.11 

Over Exploited 

30 PBN 

0801000900270400 

0.25 

0.17 

- 

0.17 

0.21 

0.38 

0.05 

0.21 

0.05 

- 

0.0726 

0.1709 

- 

0.243 

0.289 

0.669 

0.067 

0.602 

0.001 

0.09 

Safe 

30 SSW 

0802000300368500 

0.20 

0.10 

(121.80) 

0.08 

0.12 

0.20 

0.05 

0.22 

0.02 

0.0200 

0.0406 

0.0918 

- 

0.152 

0.177 

0.375 

0.019 

0.357 

0.152 

42.53 

Safe 

30 STG 

0802000400401100 

0.20 

0.02 

- 

0.02 

0.05 

0.08 

0.02 

0.08 

0.01 

0.0600 

0.0182 

0.0258 

- 

0.104 

0.111 

0.186 

0.019 

0.167 

0.545 

325.30 

Over Exploited 



0.20 

0.04 

- 

0.04 

0.36 

0.40 

0.02 

0.11 

0.01 

0.0800 

- 

- 

- 

0.080 

0.092 

0.491 

0.049 

0.442 

0.708 

160.33 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.273 

-0.13 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.001 

0.01 

0.02 


31 NDR 

0802000300373500 

3.791 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.791 

1.11 

0.150 

0.02 

0.00 

0.03 

0.04 

0.00 

0.58 

0.32 

0.08 

0.001 

0.18 

0.32 


31 PBN 

0801000900270900 

3.774 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.060 

-0.26 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

Non-command 

Non-command 

Younger Alluvium 

0.718 

-0.26 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.08 






Bhakhra Canal 

Command 

Younger Alluvium 

2.996 

-0.26 

0.200 

0.00 

0.00 

0.05 

0.11 

0.00 

0.00 

0.00 

0.00 

0.000 

0.13 

0.32 


31 SSW (FATEHGARH) 

0802000300367300 

5.337 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

5.337 

-0.14 

0.150 

0.06 

0.01 

0.05 

0.15 

0.00 

0.00 

0.00 

0.25 

0.001 

0.18 

0.38 


31STG 

0802000400404200 

2.346 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.153 

-0.08 

0.150 

0.10 

0.01 

0.01 

0.01 

0.00 

0.00 

0.00 

0.40 

0.003 

0.08 

0.13 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.194 

-0.08 

0.150 

0.08 

0.01 

0.01 

0.01 

0.00 

0.00 

0.00 

0.33 

0.003 

0.08 

0.14 


32 NDR 

0802000300373200 

3.370 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.370 

0.77 

0.150 

0.03 

0.01 

0.04 

0.05 

0.00 

0.33 

0.18 

0.11 

0.001 

0.17 

0.31 


32 NGC 

0802000200325700 

1.911 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.980 

-0.44 

0.150 

0.06 

0.01 

0.16 

0.00 

0.00 

0.00 

0.00 

0.25 

0.004 

0.10 

0.22 






Bhakhra Canal 

Command 

Younger Alluvium 

0.275 

-0.44 

0.150 

0.02 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.07 

0.001 

0.03 

0.06 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.656 

-0.44 

0.150 

0.03 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.13 

0.003 

0.07 

0.15 


32 PBN 

0801000900271000 

4.655 

Saline 

Non-command 

Non-command 

Younger Alluvium 

2.991 

-0.23 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.11 

0.26 






Bhakhra Canal 

Command 

Younger Alluvium 

1.664 

-0.23 

0.200 

0.00 

0.00 

0.03 

0.06 

0.00 

0.00 

0.00 

0.00 

0.000 

0.06 

0.15 


32 SSW 

0802000300367400 

4.195 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.195 

0.11 

0.150 

0.05 

0.01 

0.05 

0.12 

0.00 

-0.07 

-0.03 

0.21 

0.001 

0.18 

0.34 


32STG 

0802000400404100 

3.400 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.383 

-0.04 

0.150 

0.13 

0.03 

0.02 

0.04 

0.00 

0.00 

0.00 

0.52 

0.006 

0.11 

0.22 






Bhakhra Canal 

Command 

Younger Alluvium 

1.017 

-0.04 

0.150 

0.06 

0.01 

0.02 

0.04 

0.00 

0.00 

0.00 

0.22 

0.003 

0.05 

0.09 


33 NDR 

0802000400410600 

9.822 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.615 

1.07 

0.150 

0.01 

0.00 

0.01 

0.02 

0.00 

0.24 

0.14 

0.04 

0.004 

0.03 

0.05 






Ghaggar River Bed 

Command 

Younger Alluvium 

7.876 

1.07 

0.150 

0.05 

0.01 

1.32 

0.00 

0.00 

-0.01 

0.00 

0.18 

0.019 

0.14 

0.25 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.330 

1.07 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.001 

0.01 

0.01 


33 PBN 

0801000900270800 

6.337 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.287 

-0.25 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.08 





Saline 

Non-command 

Non-command 

Younger Alluvium 

5.050 

-0.25 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.13 

0.32 


33 SSW 

0802000300365700 

2.631 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.631 

-0.06 

0.150 

0.05 

0.01 

0.03 

0.08 

0.00 

0.00 

0.00 

0.20 

0.001 

0.18 

0.35 


33 STG 

0802000400404000 

4.922 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.050 

-0.01 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.161 

-0.01 

0.150 

0.09 

0.02 

0.02 

0.03 

0.00 

0.00 

0.00 

0.36 

0.005 

0.07 

0.15 






Bhakhra Canal 

Command 

Younger Alluvium 

2.711 

-0.01 

0.150 

0.12 

0.03 

0.04 

0.10 

0.00 

0.00 

0.00 

0.46 

0.007 

0.09 

0.18 


34 NDR 

0802000400410900 

3.233 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.939 

0.80 

0.150 

0.03 

0.00 

0.01 

0.01 

0.00 

0.13 

0.07 

0.13 

0.002 

0.05 

0.09 






Ghaggar River Bed 

Command 

Younger Alluvium 

1.578 

0.80 

0.150 

0.05 

0.01 

0.26 

0.00 

0.00 

-0.03 

-0.02 

0.20 

0.004 

0.08 

0.14 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.715 

0.80 

0.150 

0.02 

0.00 

0.01 

0.01 

0.00 

0.09 

0.05 

0.07 

0.002 

0.04 

0.07 


34 PBN-A 

0801000900272000 

3.556 

Saline 

Non-command 

Non-command 

Younger Alluvium 

2.181 

-0.19 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.10 

0.25 






Bhakhra Canal 

Command 

Younger Alluvium 

1.376 

-0.19 

0.200 

0.00 

0.00 

0.02 

0.05 

0.00 

0.00 

0.00 

0.00 

0.000 

0.07 

0.16 


34 PBN-B 

0801000900271900 

7.341 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

7.341 

-0.12 

0.200 

0.03 

0.01 

0.12 

0.26 

0.00 

0.00 

0.00 

0.11 

0.001 

0.17 

0.41 


34 SSW 

0802000300367500 

3.168 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.149 

0.08 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 






Bhakhra Canal 

Command 

Younger Alluvium 

3.019 

0.08 

0.150 

0.04 

0.01 

0.04 

0.09 

0.00 

-0.06 

-0.03 

0.17 

0.001 

0.16 

0.30 


34 STG 

0802000400403600 

11.149 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.296 

-0.02 

0.150 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.02 

0.001 

0.00 

0.01 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

10.853 

-0.02 

0.150 

0.10 

0.02 

0.16 

0.39 

0.00 

0.00 

0.00 

0.35 

0.027 

0.16 

0.37 


35 NDR 

0802000300373100 

4.107 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.107 

0.21 

0.150 

0.03 

0.01 

0.04 

0.06 

0.00 

0.04 

0.03 

0.12 

0.001 

0.17 

0.30 


35 PBN 

0801000900270700 

9.799 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.129 

-0.21 

0.200 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.001 

0.07 

0.17 





Saline 

Non-command 

Non-command 

Younger Alluvium 

5.670 

-0.21 

0.200 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.001 

0.10 

0.23 


35 SSW 

0802000300365600 

3.748 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.748 

-0.02 

0.150 

0.07 

0.01 

0.05 

0.11 

0.00 

0.00 

0.00 

0.27 

0.001 

0.17 

0.32 


35 STG 

0802000400403400 

2.665 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.476 

-0.02 

0.150 

0.08 

0.01 

0.02 

0.04 

0.00 

0.00 

0.00 

0.31 

0.004 

0.09 

0.21 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.189 

-0.02 

0.150 

0.05 

0.01 

0.02 

0.03 

0.00 

0.00 

0.00 

0.19 

0.003 

0.08 

0.17 


36 NDR 

0802000400410400 

11.226 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.582 

0.94 

0.150 

0.00 

0.00 

0.01 

0.01 

0.00 

0.07 

0.04 

0.00 

0.001 

0.01 

0.02 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.306 

0.94 

0.150 

0.00 

0.00 

0.05 

0.00 

0.00 

-0.01 

0.00 

0.00 

0.001 

0.00 

0.01 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

10.337 

0.94 

0.150 

0.03 

0.00 

0.09 

0.10 

0.00 

1.30 

0.75 

0.09 

0.026 

0.16 

0.27 


36 PBN 

0801000900272100 

5.444 

Saline 

Non-command 

Non-command 

Younger Alluvium 

5.444 

-0.13 

0.200 

0.08 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.001 

0.17 

0.41 


36 SSW 

0802000300367600 

4.299 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.299 

0.05 

0.150 

0.04 

0.01 

0.07 

0.15 

0.00 

-0.15 

-0.09 

0.15 

0.001 

0.17 

0.29 


36 STG-A 

0802000400403000 

2.467 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.513 

0.16 

0.150 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.05 

0.001 

0.04 

0.08 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.954 

0.16 

0.150 

0.04 

0.01 

0.02 

0.06 

0.00 

0.00 

0.00 

0.17 

0.005 

0.13 

0.32 


36 STG-B 

0802000400402800 

1.915 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.915 

0.08 

0.150 

0.09 

0.01 

0.02 

0.05 

0.00 

0.02 

0.01 

0.36 

0.005 

0.17 

0.40 


37 NDR 

0802000400411000 

1.639 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.459 

0.50 

0.150 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.03 

0.16 

0.001 

0.05 

0.08 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.049 

0.50 

0.150 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.01 

0.01 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.131 

0.50 

0.150 

0.08 

0.01 

0.01 

0.01 

0.00 

0.13 

0.08 

0.32 

0.003 

0.12 

0.20 


37 NGC 

0802000300357900 

3.706 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.787 

-0.38 

0.150 

0.11 

0.02 

0.37 

0.00 

0.00 

0.00 

0.00 

0.43 

0.001 

0.15 

0.37 






Bhakhra Canal 

Command 

Younger Alluvium 

0.422 

-0.38 

0.150 

0.02 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.07 

0.000 

0.02 

0.06 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.497 

-0.38 

0.150 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.04 

0.000 

0.03 

0.07 


37 PBN 

0801000900272200 

3.879 

Saline 

Non-command 

Non-command 

Younger Alluvium 

3.879 

-0.19 

0.200 

0.02 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.001 

0.17 

0.41 


37 SSW 

0802000300365500 

3.458 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.458 

-0.01 

0.150 

0.08 

0.01 

0.04 

0.10 

0.00 

0.00 

0.00 

0.32 

0.001 

0.17 

0.29 


37 STG 

0801000900277100 

8.679 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.634 

0.13 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.01 

0.03 






Bhakhra Canal 

Command 

Younger Alluvium 

8.046 

0.13 

0.200 

0.00 

0.00 

0.16 

0.29 

0.00 

-0.24 

-0.10 

0.00 

0.001 

0.16 

0.37 


38 NDR-A 

0802000400410500 

9.552 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.328 

0.99 

0.150 

0.01 

0.00 

0.01 

0.01 

0.00 

0.18 

0.10 

0.02 

0.003 

0.02 

0.04 






Ghaggar River Bed 

Command 

Younger Alluvium 

6.523 

0.99 

0.150 

0.03 

0.00 

1.09 

0.00 

0.00 

-0.09 

-0.05 

0.11 

0.016 

0.12 

0.21 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.700 

0.99 

0.150 

0.01 

0.00 

0.01 

0.02 

0.00 

0.23 

0.13 

0.03 

0.004 

0.03 

0.05 


38 NDRTP 

0802000400410300 

3.391 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.439 

0.37 

0.150 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.01 

0.02 

0.001 

0.02 

0.04 






Ghaggar River Bed 

Command 

Younger Alluvium 

2.504 

0.37 

0.150 

0.03 

0.01 

0.50 

0.00 

0.00 

-0.34 

-0.21 

0.11 

0.006 

0.12 

0.21 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.448 

0.37 

0.150 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.04 


38 NGC 

0802000300357800 

2.046 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.721 

-0.44 

0.150 

0.13 

0.02 

0.23 

0.00 

0.00 

0.00 

0.00 

0.51 

0.000 

0.16 

0.42 






Bhakhra Canal 

Command 

Younger Alluvium 

0.248 

-0.44 

0.150 

0.02 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.07 

0.000 

0.02 

0.06 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 


( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.20 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

0.01 

0.00 

0.0100 

0.0027 

0.0038 

- 

0.017 

0.017 

0.022 

0.002 

0.020 

0.058 

294.69 

Over Exploited 

31 NDR 

0802000300373500 

0.20 

0.13 

141.04 

0.16 

0.07 

0.23 

0.05 

0.22 

0.03 

0.0100 

0.0465 

0.0525 

- 

0.109 

0.144 

0.374 

0.019 

0.355 

0.077 

21.68 

Safe 

31 PBN 

0801000900270900 

0.25 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.25 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.002 

0.007 

0.001 

0.007 

0.000 

1.43 

Safe 



0.25 

0.10 

- 

0.10 

0.16 

0.26 

0.04 

0.17 

0.03 

- 

0.0541 

0.1275 

- 

0.182 

0.209 

0.466 

0.047 

0.419 

0.000 

0.09 

Safe 

31 SSW (FATEHGARH) 

0802000300367300 

0.20 

0.19 

- 

0.19 

0.22 

0.41 

0.04 

0.22 

0.05 

0.0300 

0.0643 

0.1817 

- 

0.276 

0.323 

0.732 

0.073 

0.659 

0.247 

37.53 

Safe 

31STG 

0802000400404200 

0.20 

0.02 

- 

0.02 

0.03 

0.05 

0.02 

0.10 

0.00 

0.0400 

0.0141 

0.0160 

- 

0.070 

0.075 

0.125 

0.012 

0.112 

0.399 

355.36 

Over Exploited 



0.20 

0.02 

- 

0.02 

0.03 

0.05 

0.02 

0.10 

0.01 

0.0400 

0.0146 

0.0165 

- 

0.071 

0.077 

0.128 

0.013 

0.115 

0.334 

289.33 

Over Exploited 

32 NDR 

0802000300373200 

0.20 

0.12 

54.40 

0.14 

0.09 

0.24 

0.04 

0.22 

0.03 

0.0200 

0.0496 

0.0701 

- 

0.140 

0.170 

0.405 

0.020 

0.385 

0.108 

28.01 

Safe 

32 NGC 

0802000200325700 

0.20 

0.02 

- 

0.02 

0.17 

0.19 

0.03 

0.13 

0.01 

0.0300 

- 

- 

- 

0.030 

0.035 

0.229 

0.023 

0.206 

0.252 

121.94 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.01 

0.04 

0.00 

0.0100 

0.0041 

0.0094 

- 

0.024 

0.024 

0.037 

0.004 

0.033 

0.070 

211.09 

Over Exploited 



0.20 

0.01 

- 

0.01 

0.03 

0.04 

0.02 

0.09 

0.00 

0.0100 

0.0099 

0.0223 

- 

0.042 

0.045 

0.081 

0.008 

0.073 

0.133 

182.14 

Over Exploited 

32 PBN 

0801000900271000 

0.25 

0.08 

- 

0.08 

- 

0.08 

0.03 

0.14 

0.02 

- 

- 

- 

- 

- 

0.022 

0.103 

0.010 

0.093 

0.000 

0.42 

Safe 



0.25 

0.03 

- 

0.03 

0.09 

0.11 

0.02 

0.08 

0.01 

- 

0.0301 

0.0708 

- 

0.101 

0.108 

0.220 

0.022 

0.198 

0.000 

0.11 

Safe 

32 SSW 

0802000300367400 

0.20 

0.15 

(122.65) 

0.12 

0.18 

0.30 

0.04 

0.22 

0.04 

0.0200 

0.0632 

0.1428 

- 

0.226 

0.263 

0.565 

0.028 

0.536 

0.215 

40.09 

Safe 

32STG 

0802000400404100 

0.20 

0.05 

- 

0.05 

0.09 

0.14 

0.03 

0.15 

0.01 

0.1000 

0.0351 

0.0495 

- 

0.185 

0.199 

0.344 

0.034 

0.310 

0.525 

169.45 

Over Exploited 



0.20 

0.01 

- 

0.01 

0.06 

0.07 

0.01 

0.06 

0.00 

0.0400 

0.0184 

0.0433 

- 

0.102 

0.104 

0.176 

0.018 

0.159 

0.220 

138.48 

Over Exploited 

33 NDR 

0802000400410600 

0.20 

0.01 

1,338.86 

0.01 

0.03 

0.04 

0.01 

0.04 

0.00 

0.0100 

0.0198 

0.0224 

- 

0.052 

0.055 

0.096 

0.005 

0.091 

0.040 

43.90 

Safe 



0.20 

0.22 

(101.83) 

0.18 

1.33 

1.50 

0.04 

0.18 

0.06 

0.0300 

- 

- 

- 

0.030 

0.089 

1.593 

0.080 

1.514 

0.199 

13.18 

Safe 



0.20 

0.00 

6,648.63 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0041 

0.0046 

- 

0.009 

0.009 

0.015 

0.001 

0.015 

0.001 

5.61 

Safe 

33 PBN 

0801000900270800 

0.25 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.003 

0.014 

0.001 

0.013 

0.000 

1.34 

Safe 



0.25 

0.17 

- 

0.17 

- 

0.17 

0.04 

0.17 

0.05 

- 

- 

- 

- 

- 

0.046 

0.216 

0.022 

0.194 

0.001 

0.34 

Safe 

33 SSW 

0802000300365700 

0.20 

0.09 

- 

0.09 

0.11 

0.20 

0.04 

0.22 

0.02 

0.0200 

0.0317 

0.0895 

- 

0.141 

0.164 

0.369 

0.037 

0.332 

0.196 

58.93 

Safe 

33 STG 

0802000400404000 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0007 

0.0010 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

0.018 

654.88 

Over Exploited 



0.20 

0.03 

- 

0.03 

0.07 

0.11 

0.02 

0.09 

0.01 

0.0700 

0.0318 

0.0449 

- 

0.147 

0.155 

0.261 

0.026 

0.235 

0.366 

155.97 

Over Exploited 



0.20 

0.05 

- 

0.05 

0.17 

0.22 

0.02 

0.12 

0.01 

0.0900 

0.0490 

0.1153 

- 

0.254 

0.268 

0.485 

0.049 

0.437 

0.468 

107.11 

Over Exploited 

34 NDR 

0802000400410900 

0.20 

0.01 

680.61 

0.01 

0.02 

0.03 

0.01 

0.06 

0.00 

0.0200 

0.0115 

0.0130 

- 

0.045 

0.047 

0.076 

0.004 

0.072 

0.128 

178.74 

Over Exploited 



0.20 

0.03 

(175.04) 

0.02 

0.27 

0.29 

0.02 

0.11 

0.01 

0.0400 

- 

- 

- 

0.040 

0.047 

0.342 

0.017 

0.325 

0.202 

62.20 

Safe 



0.20 

0.01 

894.26 

0.01 

0.01 

0.02 

0.01 

0.05 

0.00 

0.0100 

0.0088 

0.0099 

- 

0.029 

0.030 

0.050 

0.002 

0.047 

0.075 

157.74 

Over Exploited 

34 PBN-A 

0801000900272000 

0.25 

0.06 

- 

0.06 

- 

0.06 

0.03 

0.13 

0.02 

- 

- 

- 

- 

- 

0.015 

0.072 

0.007 

0.065 

0.000 

0.44 

Safe 



0.25 

0.02 

- 

0.02 

0.07 

0.09 

0.02 

0.08 

0.01 

- 

0.0249 

0.0585 

- 

0.083 

0.089 

0.184 

0.018 

0.166 

0.000 

0.11 

Safe 

34 PBN-B 

0801000900271900 

0.25 

0.31 

- 

0.31 

0.39 

0.71 

0.05 

0.21 

0.08 

0.0200 

0.1326 

0.3123 

- 

0.465 

0.548 

1.253 

0.125 

1.128 

0.109 

9.66 

Safe 

34 SSW 

0802000300367500 

0.20 

0.00 

(306.95) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0018 

0.0021 

- 

0.004 

0.004 

0.007 

0.000 

0.007 

0.006 

91.94 

Critical 



0.20 

0.10 

(131.79) 

0.08 

0.13 

0.21 

0.04 

0.21 

0.03 

0.0200 

0.0455 

0.1028 

- 

0.168 

0.193 

0.407 

0.020 

0.387 

0.171 

44.12 

Safe 

34 STG 

0802000400403600 

0.20 

0.00 

- 

0.00 

0.02 

0.02 

0.00 

0.01 

0.00 

- 

0.0054 

0.0126 

- 

0.018 

0.018 

0.033 

0.003 

0.030 

0.019 

62.23 

Safe 



0.20 

0.36 

- 

0.36 

0.57 

0.93 

0.04 

0.21 

0.10 

0.0600 

0.1961 

0.4617 

- 

0.718 

0.813 

1.741 

0.174 

1.567 

0.372 

23.72 

Safe 

35 NDR 

0802000300373100 

0.20 

0.14 

(81.88) 

0.11 

0.11 

0.23 

0.04 

0.21 

0.04 

0.0200 

0.0604 

0.0854 

- 

0.166 

0.202 

0.428 

0.021 

0.406 

0.121 

29.80 

Safe 

35 PBN 

0801000900270700 

0.25 

0.07 

- 

0.07 

0.01 

0.08 

0.02 

0.09 

0.02 

0.0400 

- 

- 

- 

0.040 

0.060 

0.143 

0.014 

0.129 

0.217 

167.85 

Over Exploited 



0.25 

0.14 

- 

0.14 

0.01 

0.15 

0.03 

0.12 

0.04 

0.0300 

- 

- 

- 

0.030 

0.067 

0.216 

0.022 

0.194 

0.145 

74.46 

Semi Critical 

35 SSW 

0802000300365600 

0.20 

0.13 

- 

0.13 

0.16 

0.29 

0.04 

0.22 

0.03 

0.0300 

0.0564 

0.1276 

- 

0.214 

0.246 

0.541 

0.054 

0.487 

0.266 

54.65 

Safe 

35 STG 

0802000400403400 

0.20 

0.03 

- 

0.03 

0.07 

0.10 

0.02 

0.12 

0.01 

0.0300 

0.0222 

0.0502 

- 

0.103 

0.110 

0.208 

0.021 

0.187 

0.310 

165.16 

Over Exploited 



0.20 

0.02 

- 

0.02 

0.06 

0.08 

0.02 

0.10 

0.00 

0.0200 

0.0179 

0.0405 

- 

0.078 

0.083 

0.160 

0.016 

0.144 

0.190 

131.82 

Over Exploited 

36 NDR 

0802000400410400 

0.20 

0.00 

3,864.68 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0071 

0.0081 

- 

0.015 

0.015 

0.028 

0.001 

0.026 

0.001 

5.50 

Safe 



0.20 

0.00 

(1,699.66) 

0.00 

0.05 

0.05 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.051 

0.003 

0.049 

0.001 

1.55 

Safe 



0.20 

0.33 

128.52 

0.39 

0.19 

0.58 

0.04 

0.20 

0.09 

0.0200 

0.1267 

0.1433 

- 

0.290 

0.376 

0.960 

0.048 

0.912 

0.113 

12.33 

Safe 

36 PBN 

0801000900272100 

0.25 

0.23 

- 

0.23 

0.02 

0.25 

0.05 

0.21 

0.06 

0.0600 

- 

- 

- 

0.060 

0.121 

0.372 

0.037 

0.335 

0.334 

99.58 

Critical 

36 SSW 

0802000300367600 

0.20 

0.15 

(160.68) 

0.12 

0.23 

0.35 

0.04 

0.21 

0.04 

0.0300 

0.0777 

0.1829 

- 

0.291 

0.328 

0.674 

0.034 

0.640 

0.152 

23.76 

Safe 

36 STG-A 

0802000400403000 

0.20 

0.00 

(86.15) 

0.00 

0.02 

0.02 

0.01 

0.04 

0.00 

0.0100 

0.0077 

0.0175 

- 

0.035 

0.036 

0.060 

0.003 

0.057 

0.055 

96.57 

Critical 



0.20 

0.05 

(103.06) 

0.04 

0.09 

0.13 

0.04 

0.17 

0.01 

0.0200 

0.0294 

0.0665 

- 

0.116 

0.130 

0.262 

0.013 

0.249 

0.178 

71.33 

Semi Critical 

36 STG-B 

0802000400402800 

0.20 

0.06 

(85.50) 

0.05 

0.09 

0.14 

0.05 

0.21 

0.02 

0.0700 

0.0288 

0.0652 

- 

0.164 

0.181 

0.322 

0.016 

0.306 

0.366 

119.46 

Over Exploited 

37 NDR 

0802000400411000 

0.20 

0.00 

659.51 

0.01 

0.02 

0.02 

0.01 

0.06 

0.00 

0.0300 

0.0056 

0.0064 

- 

0.042 

0.043 

0.067 

0.003 

0.064 

0.163 

256.80 

Over Exploited 



0.20 

0.00 

(5,307.04) 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.008 

0.000 

0.008 

0.018 

230.64 

Over Exploited 



0.20 

0.03 

198.92 

0.03 

0.03 

0.06 

0.03 

0.15 

0.01 

0.0600 

0.0139 

0.0157 

- 

0.090 

0.096 

0.159 

0.008 

0.151 

0.320 

211.65 

Over Exploited 

37 NGC 

0802000300357900 

0.20 

0.08 

- 

0.08 

0.39 

0.47 

0.04 

0.18 

0.02 

0.0500 

- 

- 

- 

0.050 

0.071 

0.544 

0.054 

0.490 

0.433 

88.37 

Semi Critical 



0.20 

0.00 

- 

0.00 

0.02 

0.02 

0.01 

0.03 

0.00 

0.0100 

0.0051 

0.0144 

- 

0.029 

0.030 

0.048 

0.005 

0.043 

0.068 

157.35 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.02 

0.02 

0.01 

0.03 

0.00 

- 

0.0060 

0.0169 

- 

0.023 

0.024 

0.045 

0.005 

0.041 

0.038 

93.32 

Critical 

37 PBN 

0801000900272200 

0.25 

0.16 

- 

0.16 

0.01 

0.17 

0.05 

0.21 

0.04 

0.0200 

- 

- 

- 

0.020 

0.064 

0.238 

0.024 

0.214 

0.091 

42.23 

Safe 

37 SSW 

0802000300365500 

0.20 

0.12 

- 

0.12 

0.14 

0.26 

0.04 

0.21 

0.03 

0.0400 

0.0416 

0.1177 

- 

0.199 

0.228 

0.490 

0.049 

0.441 

0.316 

71.57 

Semi Critical 

37 STG 

0801000900277100 

0.25 

0.00 

252.71 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.003 

0.000 

0.003 

0.000 

3.04 

Safe 



0.25 

0.32 

(131.73) 

0.25 

0.44 

0.70 

0.04 

0.20 

0.08 

- 

0.1696 

0.3423 

- 

0.512 

0.596 

1.291 

0.065 

1.227 

0.001 

0.09 

Safe 

38 NDR-A 

0802000400410500 

0.20 

0.01 

1,504.40 

0.01 

0.02 

0.03 

0.01 

0.03 

0.00 

- 

0.0163 

0.0184 

- 

0.035 

0.036 

0.069 

0.003 

0.065 

0.021 

32.57 

Safe 



0.20 

0.16 

(132.38) 

0.12 

1.09 

1.21 

0.03 

0.15 

0.04 

0.0200 

- 

- 

- 

0.020 

0.061 

1.275 

0.064 

1.211 

0.124 

10.25 

Safe 



0.20 

0.01 

1,138.61 

0.01 

0.03 

0.04 

0.01 

0.04 

0.00 

0.0100 

0.0208 

0.0236 

- 

0.054 

0.057 

0.101 

0.005 

0.096 

0.033 

34.46 

Safe 

38 NDRTP 

0802000400410300 

0.20 

0.00 

309.32 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

- 

0.0065 

0.0091 

- 

0.016 

0.016 

0.029 

0.001 

0.028 

0.019 

68.21 

Safe 



0.20 

0.06 

(431.19) 

0.05 

0.51 

0.56 

0.03 

0.16 

0.02 

0.0200 

- 

- 

- 

0.020 

0.036 

0.598 

0.030 

0.568 

0.114 

20.11 

Safe 



0.20 

0.00 

304.03 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

- 

0.0066 

0.0093 

- 

0.016 

0.016 

0.030 

0.002 

0.029 

0.015 

52.87 

Safe 

38 NGC 

0802000300357800 

0.20 

0.06 

- 

0.06 

0.25 

0.31 

0.04 

0.20 

0.01 

0.0600 

- 

- 

- 

0.060 

0.074 

0.379 

0.038 

0.341 

0.513 

150.37 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

0.0100 

0.0030 

0.0084 

- 

0.021 

0.022 

0.032 

0.003 

0.029 

0.068 

233.09 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.078 

-0.44 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.02 


38 PBN 

0801000900272300 

4.300 

Saline 

Non-command 

Non-command 

Younger Alluvium 

4.300 

-0.17 

0.200 

0.16 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.65 

0.001 

0.17 

0.41 


38SSW 

0802000300367700 

2.579 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.002 

0.03 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Bhakhra Canal 

Command 

Younger Alluvium 

2.577 

0.03 

0.150 

0.00 

0.00 

0.04 

0.09 

0.00 

-0.12 

-0.07 

0.00 

0.001 

0.17 

0.28 


38STG 

0802000400402900 

1.274 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.822 

0.01 

0.150 

0.06 

0.01 

0.01 

0.02 

0.00 

0.02 

0.01 

0.23 

0.002 

0.11 

0.25 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.453 

0.01 

0.150 

0.03 

0.00 

0.01 

0.01 

0.00 

0.01 

0.01 

0.10 

0.001 

0.06 

0.14 


39 NDR 

0802000400411300 

2.551 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.374 

0.27 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.07 

0.001 

0.02 

0.04 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.177 

0.27 

0.150 

0.09 

0.01 

0.02 

0.02 

0.00 

0.13 

0.08 

0.35 

0.005 

0.14 

0.24 


39 NGC 

0802000300357700 

1.844 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.770 

-0.49 

0.150 

0.13 

0.02 

0.24 

0.00 

0.00 

0.00 

0.00 

0.50 

0.000 

0.18 

0.49 






Bhakhra Canal 

Command 

Younger Alluvium 

0.074 

-0.49 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.000 

0.01 

0.02 


39 PBN 

0801000900272400 

5.266 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.496 

-0.11 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.04 






Bhakhra Canal 

Command 

Younger Alluvium 

4.769 

-0.11 

0.200 

0.01 

0.00 

0.08 

0.17 

0.00 

0.00 

0.00 

0.03 

0.001 

0.15 

0.37 


39 SSW 

0802000300365200 

3.499 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.499 

0.02 

0.150 

0.06 

0.01 

0.04 

0.10 

0.00 

-0.08 

-0.05 

0.25 

0.001 

0.17 

0.27 


39 STG 

0801000900277000 

1.291 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.291 

0.00 

0.200 

0.00 

0.00 

0.02 

0.05 

0.00 

0.00 

0.00 

0.00 

0.000 

0.17 

0.40 


4ARW 

0802000300372900 

2.042 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.042 

0.30 

0.150 

0.03 

0.01 

0.02 

0.03 

0.00 

0.06 

0.03 

0.14 

0.001 

0.17 

0.32 


4 ARW-A 

0802000300373000 

1.658 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.658 

0.40 

0.150 

0.02 

0.01 

0.02 

0.02 

0.00 

0.07 

0.04 

0.10 

0.000 

0.17 

0.31 


4AWSM 

0802000300375100 

1.992 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.992 

0.70 

0.150 

0.02 

0.00 

0.03 

0.06 

0.00 

0.15 

0.07 

0.09 

0.001 

0.18 

0.38 


4 BHM 

0802000400415400 

1.140 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.140 

0.49 

0.150 

0.03 

0.00 

0.01 

0.01 

0.00 

0.09 

0.05 

0.13 

0.003 

0.17 

0.30 


4 BJW 

0801000900289300 

8.552 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.027 

0.04 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Younger Alluvium 

8.525 

0.04 

0.200 

0.07 

0.01 

0.00 

0.00 

0.00 

0.12 

0.06 

0.29 

0.001 

0.17 

0.36 


4 BRP 

0802000400406900 

2.213 

Saline 

Non-command 

Non-command 

Younger Alluvium 

2.213 

0.08 

0.150 

0.07 

0.02 

0.00 

0.00 

0.00 

0.08 

0.03 

0.29 

0.005 

0.17 

0.38 


4 CDR 

0802000200324600 

3.370 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

3.370 

-0.14 

0.150 

0.10 

0.01 

0.04 

0.10 

0.00 

0.00 

0.00 

0.37 

0.013 

0.22 

0.35 


4 DBL 

0802000200338600 

1.269 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.029 

0.16 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


4 FDM-A 

0801000900266400 

2.143 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.143 

0.08 

0.200 

0.02 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.06 

0.000 

0.19 

0.56 


4 FDM-B 

0801000900266500 

1.534 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.534 

0.07 

0.200 

0.02 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.07 

0.000 

0.19 

0.59 


4 FTP 

0802000200324200 

2.882 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.882 

-0.04 

0.150 

0.08 

0.01 

0.04 

0.08 

0.00 

0.00 

0.00 

0.31 

0.011 

0.22 

0.35 


4 GB 

0801000800251700 

1.429 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.215 

0.03 

0.200 

0.04 

0.01 

0.43 

0.00 

0.00 

-0.40 

-0.13 

0.18 

0.000 

0.16 

0.50 


4 HLM 

0802000300380900 

4.274 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.391 

0.79 

0.150 

0.00 

0.00 

0.00 

0.01 

0.00 

0.04 

0.02 

0.01 

0.000 

0.02 

0.03 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.359 

0.79 

0.150 

0.00 

0.00 

0.07 

0.00 

0.00 

-0.03 

-0.02 

0.01 

0.000 

0.02 

0.03 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.524 

0.79 

0.150 

0.01 

0.00 

0.04 

0.05 

0.00 

0.34 

0.19 

0.04 

0.001 

0.15 

0.28 


4 HLM-A 

0802000300380700 

1.069 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.069 

1.06 

0.150 

0.02 

0.00 

0.18 

0.00 

0.00 

0.01 

0.01 

0.07 

0.000 

0.19 

0.34 


4 HMH 

0802000200325800 

4.458 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.605 

-0.50 

0.150 

0.05 

0.01 

0.10 

0.00 

0.00 

0.00 

0.00 

0.20 

0.002 

0.03 

0.06 






Bhakhra Canal 

Command 

Younger Alluvium 

0.236 

-0.50 

0.150 

0.02 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.08 

0.001 

0.01 

0.02 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.618 

-0.50 

0.150 

0.24 

0.04 

0.05 

0.10 

0.00 

0.00 

0.00 

0.95 

0.014 

0.16 

0.36 


4 JSD 

0801000800250900 

5.755 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.044 

-0.02 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.001 

-0.02 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


4 JW 

0802000400411500 

1.988 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.988 

-0.03 

0.150 

0.01 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.01 

0.005 

0.17 

0.28 


4 KKW 

0802000300352000 

3.344 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.132 

-0.25 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


4 KSP 

0802000200333300 

5.133 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

5.133 

-0.29 

0.150 

0.03 

0.01 

0.08 

0.18 

0.00 

0.00 

0.00 

0.11 

0.020 

0.22 

0.32 


4 KSR 

0801000900271400 

1.483 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.098 

0.06 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.03 






Ghaggar River Bed 

Command 

Younger Alluvium 

1.373 

0.06 

0.200 

0.02 

0.00 

0.49 

0.00 

0.00 

-0.46 

-0.19 

0.09 

0.000 

0.16 

0.39 






Bhakhra Canal 

Command 

Younger Alluvium 

0.012 

0.06 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


4 LBM 

0802000400408700 

1.103 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.592 

-0.28 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.09 

0.16 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.511 

-0.28 

0.150 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.001 

0.08 

0.14 


4 LGW-A 

0802000400397500 

0.502 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.502 

0.11 

0.150 

0.02 

0.00 

0.05 

0.00 

0.00 

-0.02 

-0.01 

0.08 

0.001 

0.16 

0.24 


4 LGW-B 

0802000400397400 

1.363 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.363 

0.11 

0.150 

0.02 

0.00 

0.14 

0.00 

0.00 

-0.09 

-0.06 

0.07 

0.003 

0.16 

0.25 


4 LK 

0802000300384000 

1.289 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.289 

0.16 

0.150 

0.02 

0.00 

0.02 

0.02 

0.00 

0.02 

0.01 

0.06 

0.000 

0.20 

0.35 


4 MD 

0802000200336000 

3.295 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.769 

-0.08 

0.150 

0.06 

0.01 

0.35 

0.00 

0.00 

0.00 

0.00 

0.24 

0.007 

0.11 

0.18 






Bhakhra Canal 

Command 

Younger Alluvium 

0.425 

-0.08 

0.150 

0.02 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.06 

0.002 

0.03 

0.04 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.101 

-0.08 

0.150 

0.03 

0.01 

0.02 

0.04 

0.00 

0.00 

0.00 

0.12 

0.004 

0.07 

0.11 


4 MKS 

0802000200323300 

2.483 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.321 

0.12 

0.150 

0.05 

0.01 

0.02 

0.05 

0.00 

0.00 

0.00 

0.18 

0.005 

0.12 

0.20 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.961 

0.12 

0.150 

0.03 

0.01 

0.01 

0.03 

0.00 

-0.01 

-0.01 

0.11 

0.004 

0.09 

0.14 


4MNWM 

0801000900256400 

1.171 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.171 

0.01 

0.200 

0.02 

0.00 

0.01 

0.02 

0.00 

-0.01 

0.00 

0.06 

0.000 

0.20 

0.61 


4 MOD 

0802000300361500 

4.917 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.053 

-0.14 

0.150 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


4 MST 

0802000200337800 

1.637 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.442 

0.19 

0.150 

0.01 

0.00 

0.10 

0.00 

0.00 

-0.08 

-0.05 

0.05 

0.002 

0.06 

0.09 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.017 

0.19 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Ghaggar River Bed 

Command 

Younger Alluvium 

1.172 

0.19 

0.150 

0.03 

0.01 

0.27 

0.00 

0.00 

-0.22 

-0.15 

0.11 

0.004 

0.15 

0.23 






Bhakhra Canal 

Command 

Younger Alluvium 

0.006 

0.19 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


4 MST SM (RAHIT) 

0802000200338300 

2.142 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.339 

0.14 

0.150 

0.01 

0.00 

0.08 

0.00 

0.00 

-0.06 

-0.04 

0.02 

0.001 

0.03 

0.05 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.685 

0.14 

0.150 

0.01 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

0.03 

0.003 

0.07 

0.11 






Ghaggar River Bed 

Command 

Younger Alluvium 

1.118 

0.14 

0.150 

0.01 

0.00 

0.26 

0.00 

0.00 

-0.23 

-0.15 

0.05 

0.004 

0.11 

0.17 


4 MST SM (SAHIT) 

0802000200338400 

1.443 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.115 

0.17 

0.150 

0.02 

0.00 

0.01 

0.02 

0.00 

0.02 

0.01 

0.07 

0.004 

0.16 

0.25 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.328 

0.17 

0.150 

0.01 

0.00 

0.08 

0.00 

0.00 

-0.06 

-0.04 

0.02 

0.001 

0.05 

0.07 


4 MW 

0802000300378400 

1.385 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.394 

0.12 

0.150 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.01 

0.000 

0.06 

0.11 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.296 

0.12 

0.150 

0.00 

0.00 

0.07 

0.00 

0.00 

-0.06 

-0.03 

0.01 

0.000 

0.04 

0.08 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.695 

0.12 

0.150 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

0.00 

0.02 

0.000 

0.10 

0.19 


4 MWM-A 

0802000300379900 

4.819 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

4.819 

0.15 

0.150 

0.13 

0.03 

1.13 

0.00 

0.00 

-0.92 

-0.49 

0.51 

0.001 

0.20 

0.37 


4 MWM-B 

0802000300380000 

1.183 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.254 

0.23 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.000 

0.04 

0.08 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


(24j 

(25) 

(26j 

(27) 

( 25 ; 

(29j 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0009 

0.0026 

- 

0.004 

0.004 

0.007 

0.001 

0.006 

0.013 

214.08 

Over Exploited 

38 PBN 

0801000900272300 

0.25 

0.18 

- 

0.18 

0.04 

0.22 

0.05 

0.21 

0.05 

0.1200 

- 

- 

- 

0.120 

0.169 

0.391 

0.039 

0.352 

0.649 

184.42 

Over Exploited 

38SSW 

0802000300367700 

0.20 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.09 

(184.45) 

0.07 

0.13 

0.20 

0.04 

0.21 

0.02 

- 

0.0466 

0.1096 

- 

0.156 

0.178 

0.379 

0.019 

0.360 

0.001 

0.18 

Safe 

38STG 

0802000400402900 

0.20 

0.02 

(57.49) 

0.01 

0.04 

0.06 

0.03 

0.14 

0.00 

0.0300 

0.0124 

0.0280 

- 

0.070 

0.075 

0.133 

0.007 

0.127 

0.236 

186.38 

Over Exploited 



0.20 

0.01 

(4.14) 

0.01 

0.02 

0.02 

0.02 

0.08 

0.00 

0.0100 

0.0068 

0.0154 

- 

0.032 

0.034 

0.058 

0.003 

0.055 

0.102 

186.81 

Over Exploited 

39 NDR 

0802000400411300 

0.20 

0.00 

812.14 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

0.0100 

0.0046 

0.0052 

- 

0.020 

0.020 

0.029 

0.001 

0.028 

0.073 

260.76 

Over Exploited 



0.20 

0.06 

22.62 

0.07 

0.05 

0.13 

0.04 

0.18 

0.02 

0.0600 

0.0267 

0.0302 

- 

0.117 

0.133 

0.258 

0.013 

0.245 

0.350 

142.79 

Over Exploited 

39 NGC 

0802000300357700 

0.20 

0.06 

- 

0.06 

0.26 

0.32 

0.05 

0.23 

0.02 

0.0600 

- 

- 

- 

0.060 

0.076 

0.398 

0.040 

0.358 

0.500 

139.80 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0009 

0.0025 

- 

0.003 

0.003 

0.006 

0.001 

0.006 

0.027 

468.36 

Over Exploited 

39 PBN 

0801000900272400 

0.25 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.003 

0.000 

0.002 

0.000 

2.87 

Safe 



0.25 

0.18 

- 

0.18 

0.25 

0.43 

0.04 

0.19 

0.05 

0.0100 

0.0862 

0.2029 

- 

0.299 

0.348 

0.781 

0.078 

0.703 

0.028 

3.93 

Safe 

39SSW 

0802000300365200 

0.20 

0.12 

(144.53) 

0.09 

0.15 

0.25 

0.04 

0.21 

0.03 

0.0300 

0.0527 

0.1191 

- 

0.202 

0.231 

0.479 

0.024 

0.455 

0.253 

55.56 

Safe 

39 STG 

0801000900277000 

0.25 

0.05 

- 

0.05 

0.07 

0.12 

0.05 

0.21 

0.01 

- 

0.0233 

0.0549 

- 

0.078 

0.093 

0.215 

0.022 

0.194 

0.000 

0.09 

Safe 

4 ARW 

0802000300372900 

0.20 

0.07 

(53.30) 

0.06 

0.06 

0.12 

0.04 

0.22 

0.02 

0.0300 

0.0300 

0.0424 

- 

0.103 

0.121 

0.239 

0.012 

0.227 

0.140 

61.45 

Safe 

4 ARW-A 

0802000300373000 

0.20 

0.06 

(34.51) 

0.05 

0.05 

0.10 

0.04 

0.22 

0.01 

0.0200 

0.0244 

0.0345 

- 

0.079 

0.094 

0.191 

0.010 

0.182 

0.095 

52.48 

Safe 

4 AWSM 

0802000300375100 

0.20 

0.07 

(2.03) 

0.07 

0.08 

0.15 

0.05 

0.23 

0.02 

0.0200 

0.0300 

0.0678 

- 

0.118 

0.137 

0.290 

0.015 

0.276 

0.089 

32.08 

Safe 

4 BHM 

0802000400415400 

0.20 

0.04 

33.73 

0.05 

0.02 

0.07 

0.05 

0.22 

0.01 

0.0100 

0.0140 

0.0158 

- 

0.040 

0.050 

0.119 

0.006 

0.113 

0.133 

117.77 

Over Exploited 

4 BJW 

0801000900289300 

0.25 

0.00 

2,740.26 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.25 

0.36 

(84.40) 

0.29 

0.01 

0.30 

0.04 

0.21 

0.10 

0.0300 

- 

- 

- 

0.030 

0.125 

0.421 

0.021 

0.400 

0.289 

72.30 

Semi Critical 

4 BRP 

0802000400406900 

0.20 

0.07 

(54.16) 

0.06 

0.02 

0.08 

0.04 

0.21 

0.02 

0.0500 

- 

- 

- 

0.050 

0.070 

0.149 

0.007 

0.142 

0.293 

206.75 

Over Exploited 

4 CDR 

0802000200324600 

0.20 

0.15 

- 

0.15 

0.15 

0.30 

0.07 

0.29 

0.04 

0.0400 

0.0507 

0.1147 

- 

0.205 

0.249 

0.548 

0.055 

0.493 

0.379 

76.84 

Semi Critical 

4 DBL 

0802000200338600 

0.20 

0.00 

(446.67) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0005 

0.0006 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

6.15 

Safe 

4 FDM-A 

0801000900266400 

0.25 

0.10 

(100.20) 

0.08 

0.06 

0.14 

0.04 

0.23 

0.02 

0.0100 

0.0315 

0.0445 

- 

0.086 

0.108 

0.246 

0.012 

0.233 

0.063 

27.13 

Safe 

4 FDM-B 

0801000900266500 

0.25 

0.07 

(99.05) 

0.06 

0.04 

0.10 

0.04 

0.23 

0.02 

0.0100 

0.0226 

0.0319 

- 

0.064 

0.080 

0.179 

0.009 

0.170 

0.072 

42.40 

Safe 

4 FTP 

0802000200324200 

0.20 

0.13 

- 

0.13 

0.13 

0.25 

0.06 

0.28 

0.04 

0.0300 

0.0434 

0.0981 

- 

0.172 

0.208 

0.462 

0.046 

0.416 

0.319 

76.70 

Semi Critical 

4 GB 

0801000800251700 

0.25 

0.05 

(359.70) 

0.04 

0.44 

0.48 

0.03 

0.20 

0.01 

0.0300 

- 

- 

- 

0.030 

0.041 

0.525 

0.026 

0.499 

0.176 

35.28 

Safe 

4 HLM 

0802000300380900 

0.20 

0.00 

1,410.91 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0058 

0.0081 

- 

0.014 

0.014 

0.026 

0.001 

0.024 

0.014 

57.76 

Safe 



0.20 

0.00 

(1,562.78) 

0.00 

0.07 

0.07 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.073 

0.004 

0.069 

0.014 

20.29 

Safe 



0.20 

0.11 

72.77 

0.13 

0.09 

0.22 

0.04 

0.19 

0.03 

0.0100 

0.0518 

0.0733 

- 

0.135 

0.164 

0.382 

0.019 

0.363 

0.045 

12.37 

Safe 

4 HLM-A 

0802000300380700 

0.20 

0.04 

(85.11) 

0.03 

0.18 

0.21 

0.05 

0.23 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.231 

0.012 

0.219 

0.068 

31.16 

Safe 

4 HMH 

0802000200325800 

0.20 

0.00 

- 

0.00 

0.11 

0.11 

0.01 

0.03 

0.00 

0.0200 

- 

- 

- 

0.020 

0.021 

0.135 

0.014 

0.122 

0.200 

164.68 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

0.0100 

0.0035 

0.0080 

- 

0.022 

0.022 

0.032 

0.003 

0.029 

0.080 

277.71 

Over Exploited 



0.20 

0.12 

- 

0.12 

0.19 

0.31 

0.04 

0.21 

0.03 

0.1100 

0.0545 

0.1231 

- 

0.288 

0.319 

0.626 

0.063 

0.563 

0.962 

170.85 

Over Exploited 

4 JSD 

0801000800250900 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0007 

0.0009 

- 

0.002 

0.002 

0.003 

0.000 

0.002 

- 

- 

Safe 



0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

4 JW 

0802000400411500 

0.20 

0.07 

- 

0.07 

0.04 

0.10 

0.04 

0.21 

0.02 

- 

0.0244 

0.0275 

- 

0.052 

0.069 

0.172 

0.017 

0.155 

0.019 

12.19 

Safe 

4 KKW 

0802000300352000 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0012 

0.0045 

- 

0.006 

0.006 

0.011 

0.001 

0.010 

0.000 

0.35 

Safe 

4 KSP 

0802000200333300 

0.20 

0.22 

- 

0.22 

0.27 

0.49 

0.06 

0.28 

0.06 

0.0200 

0.0927 

0.2184 

- 

0.331 

0.394 

0.887 

0.089 

0.798 

0.125 

15.62 

Safe 

4 KSR 

0801000900271400 

0.25 

0.00 

(315.83) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0014 

0.0020 

- 

0.004 

0.004 

0.006 

0.000 

0.006 

0.000 

0.21 

Safe 



0.25 

0.04 

(2,494.92) 

0.03 

0.49 

0.52 

0.04 

0.20 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.542 

0.027 

0.515 

0.090 

17.52 

Safe 



0.25 

0.00 

(4,714.41) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0005 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

0.13 

Safe 

4 LBM 

0802000400408700 

0.20 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.11 

0.00 

- 

- 

- 

- 

- 

0.003 

0.013 

0.001 

0.012 

0.001 

12.24 

Safe 



0.20 

0.01 

- 

0.01 

0.01 

0.02 

0.02 

0.10 

0.00 

- 

0.0063 

0.0071 

- 

0.013 

0.015 

0.033 

0.003 

0.029 

0.001 

4.28 

Safe 

4 LGW-A 

0802000400397500 

0.20 

0.02 

(189.49) 

0.01 

0.05 

0.06 

0.04 

0.20 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.077 

0.004 

0.074 

0.082 

111.71 

Over Exploited 

4 LGW-B 

0802000400397400 

0.20 

0.04 

(238.34) 

0.03 

0.14 

0.17 

0.04 

0.20 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.193 

0.010 

0.184 

0.068 

37.22 

Safe 

4 LK 

0802000300384000 

0.20 

0.05 

(81.00) 

0.04 

0.03 

0.08 

0.05 

0.25 

0.01 

0.0100 

0.0221 

0.0268 

- 

0.059 

0.073 

0.148 

0.007 

0.141 

0.063 

44.99 

Safe 

4 MD 

0802000200336000 

0.20 

0.03 

- 

0.03 

0.36 

0.39 

0.03 

0.15 

0.01 

0.0500 

- 

- 

- 

0.050 

0.059 

0.454 

0.045 

0.408 

0.245 

59.96 

Safe 



0.20 

0.00 

- 

0.00 

0.02 

0.02 

0.01 

0.04 

0.00 

0.0100 

0.0077 

0.0181 

- 

0.036 

0.036 

0.060 

0.006 

0.054 

0.061 

111.66 

Over Exploited 



0.20 

0.02 

- 

0.02 

0.07 

0.08 

0.02 

0.09 

0.00 

0.0200 

0.0199 

0.0468 

- 

0.087 

0.091 

0.173 

0.017 

0.156 

0.126 

81.14 

Semi Critical 

4 MKS 

0802000200323300 

0.20 

0.03 

(107.35) 

0.03 

0.08 

0.10 

0.04 

0.15 

0.01 

0.0300 

0.0239 

0.0562 

- 

0.110 

0.119 

0.222 

0.011 

0.211 

0.183 

86.86 

Semi Critical 



0.20 

0.02 

(142.95) 

0.01 

0.06 

0.07 

0.03 

0.11 

0.00 

0.0200 

0.0174 

0.0409 

- 

0.078 

0.083 

0.155 

0.008 

0.148 

0.109 

73.65 

Semi Critical 

4MNWM 

0801000900256400 

0.25 

0.06 

(104.20) 

0.05 

0.03 

0.08 

0.04 

0.24 

0.01 

0.0100 

0.0172 

0.0243 

- 

0.052 

0.063 

0.140 

0.007 

0.133 

0.063 

47.55 

Safe 

4 MOD 

0802000300361500 

0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.001 

0.005 

0.000 

0.28 

Safe 

4 MST 

0802000200337800 

0.20 

0.01 

(1,144.70) 

0.00 

0.10 

0.11 

0.02 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.119 

0.006 

0.113 

0.052 

45.73 

Safe 



0.20 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

6.34 

Safe 



0.20 

0.02 

(2,454.31) 

0.02 

0.28 

0.30 

0.04 

0.20 

0.01 

0.0200 

- 

- 

- 

0.020 

0.027 

0.330 

0.017 

0.314 

0.117 

37.43 

Safe 



0.20 

0.00 

(11,409.36) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

4 MST SM (RAHIT) 

0802000200338300 

0.20 

0.00 

(1,842.48) 

0.00 

0.08 

0.08 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.082 

0.004 

0.078 

0.021 

27.42 

Safe 



0.20 

0.01 

(60.25) 

0.01 

0.02 

0.03 

0.02 

0.09 

0.00 

0.0100 

0.0118 

0.0142 

- 

0.036 

0.039 

0.065 

0.003 

0.061 

0.035 

56.50 

Safe 



0.20 

0.02 

(688.80) 

0.02 

0.26 

0.28 

0.03 

0.14 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.298 

0.015 

0.283 

0.053 

18.81 

Safe 

4 MST SM (SAHIT) 

0802000200338400 

0.20 

0.04 

(68.47) 

0.03 

0.03 

0.06 

0.05 

0.21 

0.01 

0.0100 

0.0191 

0.0232 

- 

0.052 

0.063 

0.122 

0.006 

0.116 

0.077 

66.58 

Safe 



0.20 

0.00 

(1,292.36) 

0.00 

0.08 

0.08 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.080 

0.004 

0.076 

0.025 

33.19 

Safe 

4 MW 

0802000300378400 

0.20 

0.00 

(140.04) 

0.00 

0.01 

0.01 

0.02 

0.07 

0.00 

- 

0.0068 

0.0082 

- 

0.015 

0.016 

0.030 

0.002 

0.029 

0.014 

48.96 

Safe 



0.20 

0.00 

(1,431.44) 

0.00 

0.07 

0.07 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.072 

0.004 

0.068 

0.014 

20.63 

Safe 



0.20 

0.01 

(122.14) 

0.01 

0.02 

0.03 

0.03 

0.13 

0.00 

- 

0.0119 

0.0144 

- 

0.026 

0.030 

0.060 

0.003 

0.057 

0.019 

33.59 

Safe 

4 MWM-A 

0802000300379900 

0.20 

0.19 

(360.21) 

0.15 

1.16 

1.31 

0.05 

0.25 

0.05 

0.1000 

- 

- 

- 

0.100 

0.150 

1.458 

0.073 

1.385 

0.514 

37.12 

Safe 

4 MWM-B 

0802000300380000 

0.20 

0.00 

205.19 

0.00 

0.01 

0.01 

0.01 

0.05 

0.00 

0.0100 

0.0037 

0.0053 

- 

0.019 

0.020 

0.028 

0.001 

0.027 

0.041 

151.84 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.866 

0.23 

0.150 

0.03 

0.01 

0.17 

0.00 

0.00 

-0.12 

-0.06 

0.14 

0.000 

0.14 

0.27 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.063 

0.23 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.02 


4 NDR 

080200020033670C 

2.742 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.742 

0.14 

0.150 

0.10 

0.02 

0.64 

0.00 

0.00 

-0.50 

-0.34 

0.40 

0.011 

0.22 

0.32 


4 NR 

080200040040440C 

2.604 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.554 

-0.18 

0.150 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.05 

0.001 

0.03 

0.05 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.050 

-0.18 

0.150 

0.05 

0.01 

0.02 

0.02 

0.00 

0.00 

0.00 

0.19 

0.005 

0.13 

0.20 


4 NRD 

0801000900257800 

1.433 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.702 

0.00 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

-0.01 

0.00 

0.05 

0.000 

0.09 

0.29 






Gang Canal 

Command 

Younger Alluvium 

0.731 

0.00 

0.200 

0.01 

0.00 

0.01 

0.02 

0.00 

-0.02 

-0.01 

0.05 

0.000 

0.10 

0.30 


4 NSW-A 

0802000400405700 

1.809 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.809 

-0.30 

0.150 

0.05 

0.01 

0.02 

0.02 

0.00 

0.00 

0.00 

0.20 

0.004 

0.16 

0.26 


4 NSW-B 

0802000400405800 

2.032 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.316 

-0.30 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.001 

0.03 

0.04 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.716 

-0.30 

0.150 

0.05 

0.01 

0.01 

0.02 

0.00 

0.00 

0.00 

0.19 

0.004 

0.14 

0.22 


4 PBN 

0802000300363500 

5.699 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.017 

0.24 

0.150 

0.03 

0.00 

0.10 

0.00 

0.00 

-0.04 

-0.03 

0.12 

0.000 

0.03 

0.03 






Bhakhra Canal 

Command 

Younger Alluvium 

1.321 

0.24 

0.150 

0.04 

0.01 

0.01 

0.04 

0.00 

0.03 

0.03 

0.15 

0.000 

0.04 

0.04 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.361 

0.24 

0.150 

0.04 

0.01 

0.03 

0.10 

0.00 

0.03 

0.03 

0.18 

0.001 

0.10 

0.11 



0802000400404900 

2.571 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.571 

-0.10 

0.150 

0.03 

0.00 

0.34 

0.00 

0.00 

0.00 

0.00 

0.11 

0.006 

0.16 

0.25 


4 PPM 

0801000900278100 

4.009 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.031 

-0.20 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


4 PPN 

0801000900288400 

8.598 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.232 

-0.24 

0.200 

0.02 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.000 

0.02 

0.06 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.250 

-0.24 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.00 

0.01 





Saline 

Non-command 

Non-command 

Younger Alluvium 

6.407 

-0.24 

0.200 

0.06 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.001 

0.13 

0.30 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.670 

-0.24 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.03 

0.000 

0.01 

0.03 


4 RK 

0802000200331500 

1.448 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.004 

-0.96 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.444 

-0.96 

0.150 

0.06 

0.01 

0.24 

0.00 

0.00 

0.00 

0.00 

0.25 

0.006 

0.22 

0.32 


4 RP 

0802000200341700 

3.860 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.002 

0.10 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.067 

0.10 

0.150 

0.00 

0.00 

0.02 

0.00 

0.00 

-0.01 

-0.01 

0.00 

0.000 

0.00 

0.01 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.808 

0.10 

0.150 

0.02 

0.00 

0.03 

0.04 

0.00 

-0.01 

-0.01 

0.05 

0.011 

0.15 

0.25 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.278 

0.10 

0.150 

0.00 

0.00 

0.07 

0.00 

0.00 

-0.06 

-0.04 

0.01 

0.001 

0.02 

0.02 


4 RPM 

0801000900270600 

4.359 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.416 

-0.24 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.04 






Bhakhra Canal 

Command 

Younger Alluvium 

1.845 

-0.24 

0.200 

0.00 

0.00 

0.03 

0.07 

0.00 

0.00 

0.00 

0.00 

0.000 

0.07 

0.17 





Saline 

Non-command 

Non-command 

Younger Alluvium 

0.012 

-0.24 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Bhakhra Canal 

Command 

Younger Alluvium 

2.086 

-0.24 

0.200 

0.00 

0.00 

0.03 

0.07 

0.00 

0.00 

0.00 

0.00 

0.000 

0.08 

0.19 


4 RRW 

0802000300355900 

7.046 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

5.220 

-0.22 

0.150 

0.05 

0.01 

0.04 

0.15 

0.00 

0.00 

0.00 

0.22 

0.001 

0.14 

0.38 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.826 

-0.22 

0.150 

0.01 

0.00 

0.01 

0.05 

0.00 

0.00 

0.00 

0.03 

0.000 

0.05 

0.13 


4 RWB 

0802000200337200 

1.405 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.081 

0.10 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.02 






Bhakhra Canal 

Command 

Younger Alluvium 

0.091 

0.10 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.02 


4 SGM 

0801000900271700 

1.304 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.304 

-0.03 

0.200 

0.00 

0.00 

0.02 

0.05 

0.00 

0.00 

0.00 

0.00 

0.000 

0.17 

0.41 


4 SGR 

0802000400399300 

2.109 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.109 

-0.07 

0.150 

0.06 

0.01 

0.35 

0.00 

0.00 

0.00 

0.00 

0.25 

0.005 

0.16 

0.27 


4 SNM 

0802000300362800 

2.534 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.534 

-0.42 

0.150 

0.06 

0.01 

0.03 

0.07 

0.00 

0.00 

0.00 

0.26 

0.001 

0.19 

0.51 


4 SPD 

0801000900269100 

1.985 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.985 

0.05 

0.200 

0.08 

0.02 

0.02 

0.03 

0.00 

0.03 

0.01 

0.32 

0.000 

0.18 

0.47 



0802000500418200 

6.682 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.600 

0.24 

0.090 

0.01 

0.00 

0.03 

0.04 

0.00 

0.02 

0.01 

0.04 

0.000 

0.10 

0.17 


4 SPD-A 

0802000500418000 

4.196 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.196 

0.26 

0.090 

0.03 

0.01 

0.04 

0.06 

0.00 

0.01 

0.01 

0.11 

0.001 

0.18 

0.32 


4 SSW 

0802000300370700 

2.248 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.248 

-0.31 

0.150 

0.03 

0.01 

0.03 

0.08 

0.00 

0.00 

0.00 

0.13 

0.001 

0.21 

0.37 


4 STB 

0802000400413800 

7.169 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

7.169 

0.23 

0.150 

0.04 

0.01 

0.06 

0.07 

0.00 

0.15 

0.08 

0.14 

0.018 

0.17 

0.29 


4 STG 

0802000300362000 

3.860 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.634 

-0.42 

0.150 

0.04 

0.01 

0.02 

0.05 

0.00 

0.00 

0.00 

0.15 

0.000 

0.08 

0.21 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.226 

-0.42 

0.150 

0.03 

0.00 

0.02 

0.06 

0.00 

0.00 

0.00 

0.10 

0.001 

0.11 

0.29 


4 TLW 

0802000200332000 

2.877 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

2.877 

-0.59 

0.150 

0.12 

0.02 

0.03 

0.08 

0.00 

0.00 

0.00 

0.45 

0.011 

0.22 

0.32 


4 ZWD 

0802000500417900 

3.599 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.558 

0.22 

0.090 

0.01 

0.00 

0.04 

0.05 

0.00 

-0.01 

0.00 

0.04 

0.000 

0.18 

0.32 


40 NDR 

0802000400411400 

3.151 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.041 

0.03 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.110 

0.03 

0.150 

0.07 

0.01 

0.03 

0.03 

0.00 

0.02 

0.01 

0.26 

0.008 

0.16 

0.27 


40NGC 

0802000300357600 

1.556 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.556 

-0.52 

0.150 

0.12 

0.02 

0.21 

0.00 

0.00 

0.00 

0.00 

0.47 

0.000 

0.19 

0.51 


40 PBN 

0801000900272800 

1.261 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.261 

-0.02 

0.200 

0.01 

0.00 

0.02 

0.05 

0.00 

0.00 

0.00 

0.04 

0.000 

0.17 

0.41 


40 SSW 

0802000300367800 

2.862 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.862 

0.02 

0.150 

0.03 

0.01 

0.04 

0.10 

0.00 

-0.12 

-0.07 

0.11 

0.001 

0.17 

0.26 


40 STG 

0801000900276800 

1.663 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.663 

0.02 

0.200 

0.00 

0.00 

0.02 

0.05 

0.00 

-0.06 

-0.03 

0.00 

0.000 

0.17 

0.40 


41 NDR 

0802000400409800 

1.744 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.450 

0.09 

0.150 

0.02 

0.00 

0.00 

0.01 

0.00 

0.02 

0.01 

0.07 

0.001 

0.04 

0.07 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.950 

0.09 

0.150 

0.04 

0.01 

0.19 

0.00 

0.00 

-0.15 

-0.09 

0.14 

0.002 

0.09 

0.15 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.344 

0.09 

0.150 

0.01 

0.00 

0.00 

0.01 

0.00 

0.01 

0.00 

0.04 

0.001 

0.03 

0.05 


41 NGC 

0802000300356600 

2.656 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.460 

-0.56 

0.150 

0.02 

0.00 

0.06 

0.00 

0.00 

0.00 

0.00 

0.10 

0.000 

0.03 

0.09 






Bhakhra Canal 

Command 

Younger Alluvium 

0.684 

-0.56 

0.150 

0.03 

0.01 

0.01 

0.02 

0.00 

0.00 

0.00 

0.14 

0.000 

0.05 

0.13 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.511 

-0.56 

0.150 

0.04 

0.01 

0.02 

0.04 

0.00 

0.00 

0.00 

0.15 

0.000 

0.11 

0.29 


41 PBN 

0801000900272900 

3.842 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.819 

-0.04 

0.200 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.000 

0.04 

0.09 






Bhakhra Canal 

Command 

Younger Alluvium 

3.023 

-0.04 

0.200 

0.17 

0.04 

0.05 

0.11 

0.00 

0.00 

0.00 

0.68 

0.000 

0.13 

0.32 


41 SSW 

0802000300365100 

3.393 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.393 

0.03 

0.150 

0.06 

0.01 

0.04 

0.10 

0.00 

-0.07 

-0.05 

0.25 

0.001 

0.17 

0.25 


41 STG 

0801000900276900 

2.575 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.575 

-0.01 

0.200 

0.00 

0.00 

0.04 

0.09 

0.00 

0.00 

0.00 

0.00 

0.000 

0.17 

0.40 


42 NDR 

0802000400409700 

2.453 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.503 

-0.08 

0.150 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.04 

0.001 

0.03 

0.05 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.280 

-0.08 

0.150 

0.00 

0.00 

0.06 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.02 

0.03 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.669 

-0.08 

0.150 

0.02 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.07 

0.004 

0.11 

0.18 


42 NDR-A 

0802000400409600 

4.542 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.703 

-0.09 

0.150 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.02 

0.002 

0.03 

0.04 






Ghaggar River Bed 

Command 

Younger Alluvium 

2.755 

-0.09 

0.150 

0.02 

0.01 

0.55 

0.00 

0.00 

0.00 

0.00 

0.09 

0.007 

0.10 

0.16 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.084 

-0.09 

0.150 

0.01 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.03 

0.003 

0.04 

0.06 


42 NGC 

0802000300357500 

1.826 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.617 

-0.52 

0.150 

0.07 

0.01 

0.22 

0.00 

0.00 

0.00 

0.00 

0.30 

0.000 

0.17 

0.46 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 


(27) 

(2s; 


( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.20 

0.02 

(366.18) 

0.02 

0.18 

0.20 

0.04 

0.18 

0.01 

0.0300 

- 

- 

- 

0.030 

0.036 

0.239 

0.012 

0.227 

0.135 

59.44 

Safe 



0.20 

0.00 

129.97 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0009 

0.0013 

- 

0.002 

0.002 

0.004 

0.000 

0.004 

0.006 

158.87 

Over Exploited 

4 NDR 

0802000200336700 

0.20 

0.12 

(387.53) 

0.09 

0.66 

0.76 

0.06 

0.28 

0.03 

0.0700 

- 

- 

- 

0.070 

0.104 

0.859 

0.043 

0.816 

0.407 

49.79 

Safe 

4 NR 

0802000400404400 

0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.01 

0.04 

0.00 

0.0100 

0.0068 

0.0077 

- 

0.025 

0.026 

0.040 

0.004 

0.036 

0.055 

155.39 

Over Exploited 



0.20 

0.05 

- 

0.05 

0.05 

0.10 

0.03 

0.16 

0.01 

0.0200 

0.0251 

0.0284 

- 

0.074 

0.088 

0.188 

0.019 

0.169 

0.192 

113.81 

Over Exploited 

4 NRD 

0801000900257800 

0.25 

0.02 

(115.02) 

0.01 

0.02 

0.03 

0.02 

0.11 

0.00 

0.0100 

0.0103 

0.0146 

- 

0.035 

0.038 

0.070 

0.004 

0.067 

0.045 

67.75 

Safe 



0.25 

0.02 

(138.20) 

0.01 

0.03 

0.05 

0.02 

0.12 

0.00 

0.0100 

0.0185 

0.0261 

- 

0.055 

0.058 

0.104 

0.005 

0.099 

0.045 

45.47 

Safe 

4 NSW-A 

0802000400405700 

0.20 

0.06 

- 

0.06 

0.04 

0.10 

0.04 

0.21 

0.02 

0.0200 

0.0222 

0.0251 

- 

0.067 

0.083 

0.185 

0.019 

0.167 

0.205 

123.38 

Over Exploited 

4 NSW-B 

0802000400405800 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.030 

1,644.06 

Over Exploited 



0.20 

0.05 

- 

0.05 

0.04 

0.09 

0.04 

0.17 

0.01 

0.0200 

0.0210 

0.0238 

- 

0.065 

0.078 

0.166 

0.017 

0.149 

0.191 

127.97 

Over Exploited 

4 PBN 

0802000300363500 

0.20 

0.01 

(629.39) 

0.00 

0.10 

0.11 

0.01 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.118 

0.006 

0.112 

0.122 

109.09 

Over Exploited 



0.20 

0.01 

163.19 

0.01 

0.06 

0.07 

0.01 

0.05 

0.00 

0.0200 

0.0119 

0.0450 

- 

0.077 

0.079 

0.149 

0.007 

0.142 

0.149 

105.54 

Over Exploited 



0.20 

0.06 

(60.29) 

0.05 

0.13 

0.18 

0.02 

0.12 

0.01 

0.0200 

0.0304 

0.1144 

- 

0.165 

0.179 

0.363 

0.018 

0.344 

0.177 

51.35 

Safe 


0802000400404900 

0.20 

0.08 

- 

0.08 

0.34 

0.43 

0.04 

0.20 

0.02 

0.0100 

- 

- 

- 

0.010 

0.033 

0.458 

0.046 

0.413 

0.114 

27.72 

Safe 

4 PPM 

0801000900278100 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0005 

0.0006 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

0.22 

Safe 

4 PPN 

0801000900288400 

0.25 

0.01 

- 

0.01 

0.01 

0.02 

0.01 

0.03 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.039 

0.004 

0.036 

0.090 

253.77 

Over Exploited 



0.25 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0037 

0.0052 

- 

0.009 

0.009 

0.016 

0.002 

0.014 

0.018 

126.73 

Over Exploited 



0.25 

0.20 

- 

0.20 

0.02 

0.22 

0.03 

0.16 

0.05 

0.0500 

- 

- 

- 

0.050 

0.104 

0.326 

0.033 

0.294 

0.253 

86.10 

Semi Critical 



0.25 

0.00 

- 

0.00 

0.02 

0.02 

0.00 

0.02 

0.00 

0.0100 

0.0099 

0.0139 

- 

0.034 

0.034 

0.054 

0.005 

0.049 

0.027 

55.64 

Safe 

4 RK 

0802000200331500 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.20 

0.06 

- 

0.06 

0.25 

0.31 

0.06 

0.28 

0.02 

0.0300 

- 

- 

- 

0.030 

0.048 

0.361 

0.036 

0.325 

0.257 

78.93 

Semi Critical 

4 RP 

0802000200341700 

0.20 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.00 

(18,453.01) 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.016 

0.001 

0.015 

0.000 

1.72 

Safe 



0.20 

0.09 

(108.32) 

0.07 

0.08 

0.14 

0.04 

0.19 

0.02 

0.0100 

0.0482 

0.0584 

- 

0.117 

0.140 

0.284 

0.014 

0.270 

0.060 

22.15 

Safe 



0.20 

0.00 

(4,518.79) 

0.00 

0.07 

0.07 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.066 

0.003 

0.063 

0.009 

14.47 

Safe 

4 RPM 

0801000900270600 

0.25 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.000 

2.84 

Safe 



0.25 

0.03 

- 

0.03 

0.10 

0.13 

0.02 

0.09 

0.01 

- 

0.0333 

0.0785 

- 

0.112 

0.121 

0.250 

0.025 

0.225 

0.000 

0.11 

Safe 



0.25 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.25 

0.04 

- 

0.04 

0.11 

0.15 

0.02 

0.10 

0.01 

- 

0.0377 

0.0888 

- 

0.127 

0.138 

0.289 

0.029 

0.260 

0.000 

0.10 

Safe 

4 RRW 

0802000300355900 

0.20 

0.15 

- 

0.15 

0.20 

0.35 

0.04 

0.18 

0.04 

0.0200 

0.0472 

0.1777 

- 

0.245 

0.282 

0.628 

0.063 

0.565 

0.217 

38.45 

Safe 



0.20 

0.02 

- 

0.02 

0.07 

0.08 

0.01 

0.06 

0.00 

- 

0.0165 

0.0622 

- 

0.079 

0.083 

0.167 

0.017 

0.151 

0.032 

21.55 

Safe 

4 RWB 

0802000200337200 

0.20 

0.00 

(451.62) 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0014 

0.0017 

- 

0.003 

0.003 

0.005 

0.000 

0.005 

0.008 

159.39 

Over Exploited 



0.20 

0.00 

(1,001.13) 

0.00 

0.00 

0.01 

0.00 

0.02 

0.00 

- 

0.0019 

0.0039 

- 

0.006 

0.006 

0.011 

0.001 

0.010 

0.008 

80.17 

Semi Critical 

4 SGM 

0801000900271700 

0.25 

0.06 

- 

0.06 

0.07 

0.12 

0.05 

0.21 

0.01 

- 

0.0236 

0.0555 

- 

0.079 

0.094 

0.217 

0.022 

0.196 

0.000 

0.09 

Safe 

4 SGR 

0802000400399300 

0.20 

0.07 

- 

0.07 

0.36 

0.43 

0.04 

0.21 

0.02 

0.0300 

- 

- 

- 

0.030 

0.048 

0.479 

0.048 

0.431 

0.256 

59.42 

Safe 

4 SNM 

0802000300362800 

0.20 

0.10 

- 

0.10 

0.11 

0.20 

0.05 

0.24 

0.02 

0.0300 

0.0305 

0.0863 

- 

0.147 

0.171 

0.375 

0.037 

0.337 

0.259 

76.67 

Semi Critical 

4 SPD 

0801000900269100 

0.25 

0.09 

(87.78) 

0.07 

0.07 

0.14 

0.04 

0.22 

0.02 

0.0600 

0.0292 

0.0413 

- 

0.131 

0.152 

0.295 

0.015 

0.280 

0.324 

115.64 

Over Exploited 


0802000500418200 

0.20 

0.07 

(82.89) 

0.06 

0.07 

0.12 

0.03 

0.12 

0.02 

- 

0.0441 

0.0499 

- 

0.094 

0.113 

0.236 

0.012 

0.224 

0.041 

18.51 

Safe 

4 SPD-A 

0802000500418000 

0.20 

0.15 

(94.73) 

0.12 

0.12 

0.24 

0.05 

0.23 

0.04 

0.0200 

0.0617 

0.0872 

- 

0.169 

0.209 

0.448 

0.022 

0.426 

0.114 

26.69 

Safe 

4 SSW 

0802000300370700 

0.20 

0.09 

- 

0.09 

0.12 

0.22 

0.06 

0.27 

0.03 

0.0100 

0.0406 

0.0956 

- 

0.146 

0.172 

0.391 

0.039 

0.352 

0.133 

37.70 

Safe 

4 STB 

0802000400413800 

0.20 

0.24 

(65.06) 

0.19 

0.14 

0.34 

0.04 

0.21 

0.06 

0.0200 

0.0879 

0.0993 

- 

0.207 

0.271 

0.608 

0.030 

0.577 

0.162 

28.01 

Safe 

4 STG 

0802000300362000 

0.20 

0.03 

- 

0.03 

0.07 

0.10 

0.02 

0.10 

0.01 

0.0200 

0.0197 

0.0556 

- 

0.095 

0.102 

0.201 

0.020 

0.181 

0.149 

82.52 

Semi Critical 



0.20 

0.05 

- 

0.05 

0.09 

0.13 

0.03 

0.14 

0.01 

0.0100 

0.0268 

0.0758 

- 

0.113 

0.125 

0.259 

0.026 

0.233 

0.102 

43.51 

Safe 

4 TLW 

0802000200332000 

0.20 

0.12 

- 

0.12 

0.13 

0.26 

0.06 

0.28 

0.04 

0.0500 

0.0346 

0.0979 

- 

0.183 

0.218 

0.474 

0.047 

0.426 

0.457 

107.20 

Over Exploited 

4 ZWD 

0802000500417900 

0.20 

0.13 

(103.29) 

0.10 

0.09 

0.19 

0.05 

0.23 

0.03 

0.0100 

0.0523 

0.0740 

- 

0.136 

0.171 

0.365 

0.018 

0.347 

0.041 

11.97 

Safe 

40 NDR 

0802000400411400 

0.20 

0.00 

(2,305.53) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0005 

0.0006 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

5.71 

Safe 



0.20 

0.10 

(89.69) 

0.08 

0.07 

0.15 

0.04 

0.21 

0.03 

0.0300 

0.0381 

0.0431 

- 

0.111 

0.138 

0.287 

0.014 

0.273 

0.267 

97.67 

Critical 

40NGC 

0802000300357600 

0.20 

0.06 

- 

0.06 

0.23 

0.29 

0.05 

0.24 

0.01 

0.0500 

- 

- 

- 

0.050 

0.065 

0.352 

0.035 

0.317 

0.473 

149.46 

Over Exploited 

40 PBN 

0801000900272800 

0.25 

0.05 

- 

0.05 

0.07 

0.12 

0.05 

0.22 

0.01 

0.0100 

0.0228 

0.0537 

- 

0.086 

0.101 

0.220 

0.022 

0.198 

0.036 

18.24 

Safe 

40 SSW 

0802000300367800 

0.20 

0.10 

(177.93) 

0.08 

0.16 

0.23 

0.04 

0.21 

0.02 

0.0200 

0.0517 

0.1218 

- 

0.194 

0.218 

0.450 

0.022 

0.427 

0.114 

26.62 

Safe 

40 STG 

0801000900276800 

0.25 

0.07 

(137.95) 

0.06 

0.07 

0.13 

0.05 

0.21 

0.02 

- 

0.0250 

0.0566 

- 

0.082 

0.100 

0.227 

0.011 

0.216 

0.000 

0.10 

Safe 

41 NDR 

0802000400409800 

0.20 

0.00 

136.03 

0.00 

0.01 

0.02 

0.01 

0.05 

0.00 

0.0100 

0.0066 

0.0094 

- 

0.026 

0.027 

0.043 

0.002 

0.041 

0.073 

178.98 

Over Exploited 



0.20 

0.02 

(617.90) 

0.01 

0.20 

0.21 

0.02 

0.11 

0.00 

0.0300 

- 

- 

- 

0.030 

0.035 

0.249 

0.012 

0.236 

0.146 

61.95 

Safe 



0.20 

0.00 

64.62 

0.00 

0.01 

0.01 

0.01 

0.04 

0.00 

0.0100 

0.0051 

0.0071 

- 

0.022 

0.023 

0.034 

0.002 

0.032 

0.044 

135.12 

Over Exploited 

41 NGC 

0802000300356600 

0.20 

0.00 

- 

0.00 

0.06 

0.06 

0.01 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.075 

0.008 

0.068 

0.095 

140.29 

Over Exploited 



0.20 

0.01 

- 

0.01 

0.04 

0.04 

0.01 

0.06 

0.00 

0.0200 

0.0082 

0.0233 

- 

0.052 

0.053 

0.096 

0.010 

0.087 

0.135 

155.72 

Over Exploited 



0.20 

0.03 

- 

0.03 

0.07 

0.10 

0.03 

0.14 

0.01 

0.0200 

0.0182 

0.0514 

- 

0.090 

0.098 

0.199 

0.020 

0.179 

0.145 

81.04 

Semi Critical 

41 PBN 

0801000900272900 

0.25 

0.01 

- 

0.01 

0.01 

0.02 

0.01 

0.05 

0.00 

0.0400 

- 

- 

- 

0.040 

0.042 

0.059 

0.006 

0.053 

0.189 

353.80 

Over Exploited 



0.25 

0.10 

- 

0.10 

0.20 

0.30 

0.04 

0.17 

0.03 

0.1300 

0.0546 

0.1286 

- 

0.313 

0.340 

0.639 

0.064 

0.575 

0.684 

118.94 

Over Exploited 

41 SSW 

0802000300365100 

0.20 

0.11 

(142.89) 

0.09 

0.15 

0.24 

0.04 

0.21 

0.03 

0.0300 

0.0511 

0.1155 

- 

0.197 

0.224 

0.465 

0.023 

0.441 

0.253 

57.30 

Safe 

41 STG 

0801000900276900 

0.25 

0.11 

- 

0.11 

0.13 

0.24 

0.05 

0.21 

0.03 

- 

0.0465 

0.1095 

- 

0.156 

0.185 

0.429 

0.043 

0.386 

0.000 

0.09 

Safe 

42 NDR 

0802000400409700 

0.20 

0.00 

- 

0.00 

0.01 

0.02 

0.01 

0.04 

0.00 

0.0100 

0.0074 

0.0105 

- 

0.028 

0.029 

0.045 

0.004 

0.040 

0.037 

92.21 

Critical 



0.20 

0.00 

- 

0.00 

0.06 

0.06 

0.01 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.058 

0.006 

0.052 

0.019 

36.11 

Safe 



0.20 

0.04 

- 

0.04 

0.04 

0.08 

0.03 

0.14 

0.01 

0.0100 

0.0246 

0.0347 

- 

0.069 

0.079 

0.158 

0.016 

0.143 

0.077 

54.08 

Safe 

42 NDR-A 

0802000400409600 

0.20 

0.00 

- 

0.00 

0.02 

0.02 

0.01 

0.03 

0.00 

- 

0.0103 

0.0146 

- 

0.025 

0.026 

0.047 

0.005 

0.042 

0.020 

46.44 

Safe 



0.20 

0.05 

- 

0.05 

0.56 

0.62 

0.03 

0.13 

0.01 

0.0200 

- 

- 

- 

0.020 

0.035 

0.651 

0.065 

0.586 

0.098 

16.69 

Safe 



0.20 

0.01 

- 

0.01 

0.03 

0.04 

0.01 

0.05 

0.00 

0.0100 

0.0160 

0.0225 

- 

0.049 

0.051 

0.087 

0.009 

0.078 

0.032 

40.69 

Safe 

42 NGC 

0802000300357500 

0.20 

0.05 

- 

0.05 

0.23 

0.28 

0.04 

0.21 

0.01 

0.0300 

- 

- 

- 

0.030 

0.044 

0.324 

0.032 

0.292 

0.297 

101.99 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 






Bhakhra Canal 

Command 

Younger Alluvium 

0.210 

-0.52 

0.150 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.04 

0.000 

0.02 

0.06 


42 PBN 

0801000900273000 

1.327 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.327 

0.02 

0.200 

0.02 

0.00 

0.02 

0.05 

0.00 

-0.04 

-0.02 

0.06 

0.000 

0.17 

0.42 


42 SSW 

0802000300367900 

2.762 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.762 

0.01 

0.150 

0.03 

0.01 

0.04 

0.10 

0.00 

-0.12 

-0.08 

0.11 

0.001 

0.16 

0.26 


42 STG 

0801000900276700 

2.249 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.249 

-0.01 

0.200 

0.00 

0.00 

0.04 

0.08 

0.00 

0.00 

0.00 

0.00 

0.000 

0.17 

0.40 


43 NDR 

0802000400411700 

2.660 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.660 

-0.26 

0.150 

0.04 

0.01 

0.02 

0.03 

0.00 

0.00 

0.00 

0.14 

0.007 

0.16 

0.27 


43 NDR-A 

0802000400411600 

3.335 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.335 

-0.17 

0.150 

0.07 

0.01 

0.03 

0.03 

0.00 

0.00 

0.00 

0.27 

0.008 

0.16 

0.27 


43 NGC 

0802000300357400 

2.078 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.423 

-0.52 

0.150 

0.06 

0.01 

0.19 

0.00 

0.00 

0.00 

0.00 

0.26 

0.000 

0.13 

0.35 






Bhakhra Canal 

Command 

Younger Alluvium 

0.461 

-0.52 

0.150 

0.02 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.08 

0.000 

0.04 

0.11 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.194 

-0.52 

0.150 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.02 

0.000 

0.02 

0.05 


43 PBN 

0801000900273100 

3.143 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.303 

0.03 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.04 






Bhakhra Canal 

Command 

Younger Alluvium 

2.840 

0.03 

0.200 

0.00 

0.00 

0.05 

0.10 

0.00 

-0.14 

-0.06 

0.00 

0.000 

0.15 

0.38 


43 SSW 

0802000300365000 

2.473 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.473 

0.05 

0.150 

0.05 

0.01 

0.03 

0.07 

0.00 

-0.04 

-0.02 

0.18 

0.001 

0.16 

0.24 


43 STG 1 

0801000900277300 

1.475 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.250 

0.13 

0.200 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.04 

0.000 

0.03 

0.07 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.225 

0.13 

0.200 

0.02 

0.01 

0.02 

0.04 

0.00 

-0.03 

-0.01 

0.08 

0.000 

0.14 

0.34 


43 STG II 

0801000900276600 

1.169 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.169 

-0.04 

0.200 

0.02 

0.01 

0.02 

0.04 

0.00 

0.00 

0.00 

0.08 

0.000 

0.17 

0.41 


44 NDR-A 

0802000400411800 

1.866 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.866 

-0.27 

0.150 

0.08 

0.01 

0.02 

0.02 

0.00 

0.00 

0.00 

0.33 

0.005 

0.16 

0.27 


44 NGC 

0802000300357300 

2.417 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.256 

-0.52 

0.150 

0.08 

0.01 

0.17 

0.00 

0.00 

0.00 

0.00 

0.32 

0.000 

0.10 

0.27 






Bhakhra Canal 

Command 

Younger Alluvium 

0.582 

-0.52 

0.150 

0.04 

0.01 

0.01 

0.02 

0.00 

0.00 

0.00 

0.15 

0.000 

0.05 

0.12 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.578 

-0.52 

0.150 

0.02 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.07 

0.000 

0.05 

0.12 


44 PBN 

0801000900273200 

1.886 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.886 

0.08 

0.200 

0.05 

0.01 

0.03 

0.07 

0.00 

-0.03 

-0.01 

0.21 

0.000 

0.17 

0.43 


44 SSW 

0802000300368000 

6.707 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

6.707 

0.01 

0.150 

0.03 

0.00 

0.08 

0.19 

0.00 

-0.24 

-0.16 

0.12 

0.002 

0.16 

0.25 


44 STG 

0801000900276500 

2.251 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.244 

0.03 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.04 






Bhakhra Canal 

Command 

Younger Alluvium 

1.195 

0.03 

0.200 

0.00 

0.00 

0.02 

0.04 

0.00 

-0.06 

-0.02 

0.00 

0.000 

0.09 

0.22 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.812 

0.03 

0.200 

0.00 

0.00 

0.01 

0.03 

0.00 

-0.04 

-0.02 

0.00 

0.000 

0.06 

0.15 


45 NDR 

0802000400409500 

4.743 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.275 

-0.19 

0.150 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.02 

0.003 

0.04 

0.07 






Ghaggar River Bed 

Command 

Younger Alluvium 

1.240 

-0.19 

0.150 

0.01 

0.00 

0.21 

0.00 

0.00 

0.00 

0.00 

0.02 

0.003 

0.04 

0.07 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.228 

-0.19 

0.150 

0.01 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.03 

0.006 

0.08 

0.12 


45 NGC 

0802000300356700 

2.456 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.130 

-0.48 

0.150 

0.04 

0.01 

0.15 

0.00 

0.00 

0.00 

0.00 

0.15 

0.000 

0.09 

0.24 






Bhakhra Canal 

Command 

Younger Alluvium 

0.752 

-0.48 

0.150 

0.03 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.11 

0.000 

0.06 

0.16 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.575 

-0.48 

0.150 

0.01 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.04 

0.000 

0.04 

0.12 


45 PBN 

0801000900273300 

1.103 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.103 

0.10 

0.200 

0.00 

0.00 

0.02 

0.04 

0.00 

-0.04 

-0.01 

0.00 

0.000 

0.17 

0.44 


45 SSW 

0802000300364900 

5.760 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

5.760 

0.07 

0.150 

0.04 

0.01 

0.06 

0.16 

0.00 

-0.13 

-0.09 

0.14 

0.001 

0.16 

0.24 


45 STG (RURAL) 

0801000900276400 

1.061 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.061 

-0.26 

0.200 

0.17 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.68 

0.000 

0.17 

0.41 


46 NDR 

0802000400409400 

2.603 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.096 

-0.28 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.507 

-0.28 

0.150 

0.05 

0.01 

0.02 

0.02 

0.00 

0.00 

0.00 

0.19 

0.006 

0.16 

0.25 


46 NGC 

0802000300357200 

1.974 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.912 

-0.51 

0.150 

0.07 

0.01 

0.12 

0.00 

0.00 

0.00 

0.00 

0.28 

0.000 

0.09 

0.24 






Bhakhra Canal 

Command 

Younger Alluvium 

0.457 

-0.51 

0.150 

0.04 

0.01 

0.00 

0.01 

0.00 

0.00 

0.00 

0.15 

0.000 

0.04 

0.12 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.605 

-0.51 

0.150 

0.02 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.09 

0.000 

0.06 

0.16 


46 PBN 

0801000900273400 

4.032 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.262 

0.09 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.05 

0.000 

0.05 

0.14 






Gang Canal 

Command 

Younger Alluvium 

1.307 

0.09 

0.200 

0.01 

0.00 

0.02 

0.03 

0.00 

-0.02 

-0.01 

0.05 

0.000 

0.06 

0.14 






Bhakhra Canal 

Command 

Younger Alluvium 

1.463 

0.09 

0.200 

0.02 

0.00 

0.02 

0.05 

0.00 

-0.03 

-0.01 

0.06 

0.000 

0.06 

0.16 


46 SSW 

0802000400405000 

26.509 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.306 

-0.01 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.155 

-0.01 

0.150 

0.00 

0.00 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

20.690 

-0.01 

0.150 

0.09 

0.02 

0.22 

0.31 

0.00 

0.00 

0.00 

0.30 

0.051 

0.13 

0.21 






Bhakhra Canal 

Command 

Younger Alluvium 

5.358 

-0.01 

0.150 

0.02 

0.00 

0.08 

0.19 

0.00 

0.00 

0.00 

0.07 

0.013 

0.03 

0.05 


47 NDR 

0802000400411900 

3.841 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.841 

-0.30 

0.150 

0.07 

0.01 

0.03 

0.04 

0.00 

0.00 

0.00 

0.26 

0.009 

0.16 

0.27 


47 NGC 

0802000300357100 

2.431 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.983 

-0.50 

0.150 

0.07 

0.01 

0.13 

0.00 

0.00 

0.00 

0.00 

0.28 

0.000 

0.08 

0.21 






Bhakhra Canal 

Command 

Younger Alluvium 

0.620 

-0.50 

0.150 

0.04 

0.01 

0.01 

0.02 

0.00 

0.00 

0.00 

0.18 

0.000 

0.05 

0.13 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.828 

-0.50 

0.150 

0.03 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.11 

0.000 

0.06 

0.18 


47 PBN 

0801000900273500 

2.355 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.311 

0.12 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

0.00 

0.00 

0.000 

0.02 

0.06 






Bhakhra Canal 

Command 

Younger Alluvium 

2.044 

0.12 

0.200 

0.00 

0.00 

0.03 

0.07 

0.00 

-0.06 

-0.02 

0.00 

0.000 

0.15 

0.39 


47 SSW 

0802000400405100 

10.971 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.159 

-0.02 

0.150 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.04 

0.003 

0.02 

0.03 






Ghaggar River Bed 

Command 

Younger Alluvium 

6.071 

-0.02 

0.150 

0.06 

0.01 

1.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.015 

0.09 

0.14 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.367 

-0.02 

0.150 

0.03 

0.00 

0.03 

0.03 

0.00 

0.00 

0.00 

0.10 

0.008 

0.05 

0.08 






Bhakhra Canal 

Command 

Younger Alluvium 

0.374 

-0.02 

0.150 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 


48 NGC (RURAL) 

0802000300357000 

2.589 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.341 

-0.50 

0.150 

0.02 

0.00 

0.05 

0.00 

0.00 

0.00 

0.00 

0.10 

0.000 

0.02 

0.07 






Bhakhra Canal 

Command 

Younger Alluvium 

1.178 

-0.50 

0.150 

0.08 

0.01 

0.01 

0.03 

0.00 

0.00 

0.00 

0.31 

0.000 

0.09 

0.24 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.069 

-0.50 

0.150 

0.03 

0.00 

0.01 

0.03 

0.00 

0.00 

0.00 

0.13 

0.000 

0.08 

0.21 


48 PBN 

0801000900273600 

4.804 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.096 

0.13 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 






Gang Canal 

Command 

Younger Alluvium 

4.708 

0.13 

0.200 

0.00 

0.00 

0.09 

0.12 

0.00 

-0.08 

-0.03 

0.00 

0.001 

0.17 

0.45 


49 NGC (RURAL) 

0802000300359300 

3.740 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.361 

-0.46 

0.150 

0.02 

0.00 

0.04 

0.00 

0.00 

0.00 

0.00 

0.07 

0.000 

0.02 

0.05 






Bhakhra Canal 

Command 

Younger Alluvium 

2.037 

-0.46 

0.150 

0.10 

0.02 

0.02 

0.06 

0.00 

0.00 

0.00 

0.41 

0.001 

0.10 

0.28 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.343 

-0.46 

0.150 

0.03 

0.00 

0.01 

0.04 

0.00 

0.00 

0.00 

0.13 

0.000 

0.07 

0.19 


49 PBN 

0801000900273700 

8.605 

Saline 

Gang Canal 

Command 

Younger Alluvium 

6.826 

0.15 

0.200 

0.00 

0.00 

0.13 

0.17 

0.00 

-0.09 

-0.03 

0.00 

0.001 

0.14 

0.39 






Ghaggar River Bed 

Command 

Younger Alluvium 

1.441 

0.15 

0.200 

0.00 

0.00 

0.52 

0.00 

0.00 

-0.47 

-0.17 

0.00 

0.000 

0.03 

0.08 






Bhakhra Canal 

Command 

Younger Alluvium 

0.338 

0.15 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

0.00 

0.00 

0.000 

0.01 

0.02 


5 ARW-A 

0802000300368200 

1.092 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.092 

0.09 

0.150 

0.01 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.05 

0.000 

0.17 

0.30 


5 ARW-B 

0802000300368100 

1.403 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.191 

0.03 

0.150 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.02 

-0.01 

0.02 

0.000 

0.14 

0.24 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 


(27; 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

- 

0.0025 

0.0071 

- 

0.010 

0.010 

0.019 

0.002 

0.017 

0.041 

240.45 

Over Exploited 

42 PBN 

0801000900273000 

0.25 

0.06 

(130.99) 

0.05 

0.07 

0.11 

0.04 

0.22 

0.01 

0.0100 

0.0240 

0.0565 

- 

0.090 

0.105 

0.220 

0.011 

0.209 

0.063 

30.21 

Safe 

42 SSW 

0802000300367900 

0.20 

0.09 

(184.21) 

0.07 

0.15 

0.22 

0.04 

0.21 

0.02 

0.0200 

0.0499 

0.1175 

- 

0.187 

0.211 

0.434 

0.022 

0.412 

0.114 

27.57 

Safe 

42 STG 

0801000900276700 

0.25 

0.10 

- 

0.10 

0.12 

0.21 

0.05 

0.21 

0.03 

- 

0.0406 

0.0957 

- 

0.136 

0.162 

0.375 

0.037 

0.337 

0.000 

0.09 

Safe 

43 NDR 

0802000400411700 

0.20 

0.09 

- 

0.09 

0.06 

0.15 

0.04 

0.21 

0.02 

0.0200 

0.0326 

0.0369 

- 

0.090 

0.113 

0.259 

0.026 

0.233 

0.151 

64.56 

Safe 

43 NDR-A 

0802000400411600 

0.20 

0.11 

- 

0.11 

0.07 

0.18 

0.04 

0.21 

0.03 

0.0300 

0.0409 

0.0462 

- 

0.117 

0.146 

0.328 

0.033 

0.295 

0.282 

95.56 

Critical 

43 NGC 

0802000300357400 

0.20 

0.04 

- 

0.04 

0.20 

0.24 

0.03 

0.16 

0.01 

0.0300 

- 

- 

- 

0.030 

0.039 

0.276 

0.028 

0.249 

0.257 

103.45 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.02 

0.02 

0.01 

0.05 

0.00 

0.0100 

0.0055 

0.0157 

- 

0.031 

0.032 

0.054 

0.005 

0.049 

0.081 

167.22 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0023 

0.0066 

- 

0.009 

0.009 

0.017 

0.002 

0.016 

0.019 

121.68 

Over Exploited 

43 PBN 

0801000900273100 

0.25 

0.00 

(44.11) 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.000 

3.14 

Safe 



0.25 

0.11 

(152.01) 

0.09 

0.16 

0.24 

0.04 

0.20 

0.03 

- 

0.0598 

0.1208 

- 

0.181 

0.209 

0.454 

0.023 

0.431 

0.000 

0.09 

Safe 

43 SSW 

0802000300365000 

0.20 

0.08 

(130.50) 

0.07 

0.11 

0.17 

0.04 

0.20 

0.02 

0.0200 

0.0298 

0.0842 

- 

0.134 

0.154 

0.325 

0.016 

0.309 

0.184 

59.48 

Safe 

43 STG 1 

0801000900277300 

0.25 

0.00 

(38.49) 

0.00 

0.01 

0.02 

0.01 

0.04 

0.00 

0.0100 

0.0053 

0.0106 

- 

0.026 

0.026 

0.042 

0.002 

0.039 

0.036 

91.28 

Critical 



0.25 

0.04 

(125.30) 

0.03 

0.08 

0.11 

0.04 

0.18 

0.01 

0.0200 

0.0258 

0.0521 

- 

0.098 

0.109 

0.221 

0.011 

0.210 

0.081 

38.60 

Safe 

43 STG II 

0801000900276600 

0.25 

0.05 

- 

0.05 

0.07 

0.12 

0.05 

0.21 

0.01 

0.0200 

0.0211 

0.0497 

- 

0.091 

0.104 

0.225 

0.022 

0.202 

0.081 

40.12 

Safe 

44 NDR-A 

0802000400411800 

0.20 

0.06 

- 

0.06 

0.04 

0.11 

0.04 

0.21 

0.02 

0.0400 

0.0229 

0.0259 

- 

0.089 

0.105 

0.211 

0.021 

0.190 

0.336 

176.79 

Over Exploited 

44 NGC 

0802000300357300 

0.20 

0.02 

- 

0.02 

0.18 

0.20 

0.02 

0.12 

0.01 

0.0400 

- 

- 

- 

0.040 

0.046 

0.249 

0.025 

0.224 

0.324 

144.82 

Over Exploited 



0.20 

0.01 

- 

0.01 

0.03 

0.04 

0.01 

0.06 

0.00 

0.0200 

0.0070 

0.0198 

- 

0.047 

0.048 

0.086 

0.009 

0.077 

0.149 

192.65 

Over Exploited 



0.20 

0.01 

- 

0.01 

0.02 

0.03 

0.01 

0.06 

0.00 

0.0100 

0.0070 

0.0197 

- 

0.037 

0.038 

0.066 

0.007 

0.059 

0.069 

117.16 

Over Exploited 

44 PBN 

0801000900273200 

0.25 

0.08 

(114.62) 

0.07 

0.11 

0.17 

0.04 

0.22 

0.02 

0.0400 

0.0341 

0.0802 

- 

0.154 

0.175 

0.349 

0.017 

0.332 

0.207 

62.49 

Safe 

44 SSW 

0802000300368000 

0.20 

0.22 

(171.83) 

0.17 

0.28 

0.45 

0.04 

0.20 

0.06 

0.0100 

0.1010 

0.2283 

- 

0.339 

0.396 

0.848 

0.042 

0.805 

0.122 

15.12 

Safe 

44 STG 

0801000900276500 

0.25 

0.00 

(55.42) 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.000 

2.81 

Safe 



0.25 

0.03 

(187.13) 

0.02 

0.06 

0.08 

0.02 

0.11 

0.01 

- 

0.0216 

0.0508 

- 

0.072 

0.080 

0.164 

0.008 

0.155 

0.000 

0.10 

Safe 



0.25 

0.01 

(228.24) 

0.01 

0.04 

0.05 

0.02 

0.08 

0.00 

- 

0.0147 

0.0345 

- 

0.049 

0.053 

0.105 

0.005 

0.100 

0.000 

0.11 

Safe 

45 NDR 

0802000400409500 

0.20 

0.01 

- 

0.01 

0.02 

0.03 

0.01 

0.06 

0.00 

- 

0.0156 

0.0177 

- 

0.033 

0.036 

0.071 

0.007 

0.064 

0.021 

33.08 

Safe 



0.20 

0.01 

- 

0.01 

0.21 

0.22 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.003 

0.221 

0.022 

0.198 

0.021 

10.61 

Safe 



0.20 

0.03 

- 

0.03 

0.04 

0.08 

0.02 

0.10 

0.01 

- 

0.0273 

0.0309 

- 

0.058 

0.067 

0.143 

0.014 

0.128 

0.035 

26.88 

Safe 

45 NGC 

0802000300356700 

0.20 

0.02 

- 

0.02 

0.16 

0.18 

0.02 

0.11 

0.00 

0.0200 

- 

- 

- 

0.020 

0.025 

0.206 

0.021 

0.185 

0.149 

80.67 

Semi Critical 



0.20 

0.01 

- 

0.01 

0.03 

0.04 

0.01 

0.07 

0.00 

0.0100 

0.0091 

0.0256 

- 

0.045 

0.047 

0.085 

0.008 

0.076 

0.108 

141.99 

Over Exploited 



0.20 

0.01 

- 

0.01 

0.02 

0.03 

0.01 

0.06 

0.00 

- 

0.0069 

0.0196 

- 

0.027 

0.028 

0.055 

0.006 

0.050 

0.038 

76.81 

Semi Critical 

45 PBN 

0801000900273300 

0.25 

0.05 

(130.22) 

0.04 

0.06 

0.10 

0.04 

0.22 

0.01 

- 

0.0199 

0.0469 

- 

0.067 

0.079 

0.175 

0.009 

0.166 

0.000 

0.09 

Safe 

45 SSW 

0802000300364900 

0.20 

0.19 

(147.87) 

0.15 

0.23 

0.38 

0.04 

0.20 

0.05 

0.0200 

0.0694 

0.1960 

- 

0.285 

0.333 

0.716 

0.036 

0.680 

0.140 

20.65 

Safe 

45 STG (RURAL) 

0801000900276400 

0.25 

0.04 

- 

0.04 

0.04 

0.08 

0.05 

0.21 

0.01 

0.1300 

- 

- 

- 

0.130 

0.142 

0.227 

0.023 

0.204 

0.684 

334.97 

Over Exploited 

46 NDR 

0802000400409400 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0012 

0.0013 

- 

0.003 

0.003 

0.004 

0.000 

0.004 

0.000 

5.94 

Safe 



0.20 

0.08 

- 

0.08 

0.06 

0.13 

0.04 

0.20 

0.02 

0.0200 

0.0307 

0.0347 

- 

0.086 

0.107 

0.241 

0.024 

0.217 

0.193 

88.95 

Semi Critical 

46 NGC 

0802000300357200 

0.20 

0.02 

- 

0.02 

0.13 

0.15 

0.02 

0.11 

0.00 

0.0300 

- 

- 

- 

0.030 

0.034 

0.182 

0.018 

0.164 

0.284 

173.61 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.03 

0.03 

0.01 

0.05 

0.00 

0.0200 

0.0055 

0.0156 

- 

0.041 

0.042 

0.074 

0.007 

0.066 

0.149 

224.37 

Over Exploited 



0.20 

0.01 

- 

0.01 

0.02 

0.03 

0.01 

0.07 

0.00 

0.0100 

0.0073 

0.0206 

- 

0.038 

0.040 

0.070 

0.007 

0.063 

0.088 

139.68 

Over Exploited 

46 PBN 

0801000900273400 

0.25 

0.02 

(25.84) 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.028 

0.001 

0.027 

0.054 

202.95 

Over Exploited 



0.25 

0.02 

(152.78) 

0.01 

0.06 

0.07 

0.01 

0.07 

0.00 

0.0100 

0.0330 

0.0466 

- 

0.090 

0.094 

0.166 

0.008 

0.157 

0.054 

34.44 

Safe 



0.25 

0.02 

(154.77) 

0.02 

0.08 

0.09 

0.02 

0.08 

0.01 

0.0100 

0.0264 

0.0622 

- 

0.099 

0.105 

0.200 

0.010 

0.190 

0.063 

33.34 

Safe 

46 SSW 

0802000400405000 

0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

- 

0.0045 

0.0064 

- 

0.011 

0.011 

0.019 

0.002 

0.017 

0.001 

4.48 

Safe 



0.20 

0.00 

- 

0.00 

0.03 

0.03 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.031 

0.003 

0.028 

0.000 

1.37 

Safe 



0.20 

0.53 

- 

0.53 

0.54 

1.07 

0.03 

0.16 

0.14 

0.0600 

0.3044 

0.4301 

- 

0.794 

0.934 

2.006 

0.201 

1.806 

0.353 

19.55 

Safe 



0.20 

0.04 

- 

0.04 

0.27 

0.31 

0.01 

0.04 

0.01 

0.0100 

0.0968 

0.2279 

- 

0.335 

0.344 

0.653 

0.065 

0.588 

0.086 

14.68 

Safe 

47 NDR 

0802000400411900 

0.20 

0.13 

- 

0.13 

0.08 

0.21 

0.04 

0.21 

0.03 

0.0300 

0.0471 

0.0532 

- 

0.130 

0.164 

0.371 

0.037 

0.333 

0.268 

80.51 

Semi Critical 

47 NGC 

0802000300357100 

0.20 

0.02 

- 

0.02 

0.14 

0.16 

0.02 

0.10 

0.00 

0.0300 

- 

- 

- 

0.030 

0.034 

0.190 

0.019 

0.171 

0.284 

166.11 

Over Exploited 



0.20 

0.01 

- 

0.01 

0.03 

0.04 

0.01 

0.06 

0.00 

0.0200 

0.0075 

0.0211 

- 

0.049 

0.050 

0.090 

0.009 

0.081 

0.176 

217.12 

Over Exploited 



0.20 

0.01 

- 

0.01 

0.03 

0.04 

0.02 

0.08 

0.00 

0.0100 

0.0100 

0.0282 

- 

0.048 

0.051 

0.094 

0.009 

0.084 

0.113 

134.27 

Over Exploited 

47 PBN 

0801000900273500 

0.25 

0.00 

(227.48) 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

- 

0.0078 

0.0111 

- 

0.019 

0.019 

0.034 

0.002 

0.033 

0.000 

0.13 

Safe 



0.25 

0.08 

(129.10) 

0.06 

0.11 

0.17 

0.04 

0.19 

0.02 

- 

0.0369 

0.0870 

- 

0.124 

0.143 

0.313 

0.016 

0.297 

0.000 

0.09 

Safe 

47 SSW 

0802000400405100 

0.20 

0.00 

- 

0.00 

0.02 

0.03 

0.00 

0.02 

0.00 

- 

0.0142 

0.0161 

- 

0.030 

0.031 

0.057 

0.006 

0.051 

0.039 

76.01 

Semi Critical 



0.20 

0.11 

- 

0.11 

1.02 

1.13 

0.02 

0.11 

0.03 

0.0300 

- 

- 

- 

0.030 

0.059 

1.192 

0.119 

1.072 

0.249 

23.22 

Safe 



0.20 

0.03 

- 

0.03 

0.06 

0.10 

0.01 

0.06 

0.01 

0.0100 

0.0413 

0.0467 

- 

0.098 

0.107 

0.203 

0.020 

0.182 

0.109 

59.94 

Safe 



0.20 

0.00 

- 

0.00 

0.02 

0.02 

0.00 

0.01 

0.00 

- 

0.0056 

0.0127 

- 

0.018 

0.019 

0.034 

0.003 

0.031 

0.015 

48.25 

Safe 

48 NGC (RURAL) 

0802000300357000 

0.20 

0.00 

- 

0.00 

0.05 

0.05 

0.01 

0.03 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.058 

0.006 

0.052 

0.095 

182.92 

Over Exploited 



0.20 

0.02 

- 

0.02 

0.06 

0.08 

0.02 

0.11 

0.01 

0.0300 

0.0142 

0.0401 

- 

0.084 

0.089 

0.165 

0.017 

0.149 

0.311 

209.15 

Over Exploited 



0.20 

0.02 

- 

0.02 

0.04 

0.06 

0.02 

0.10 

0.00 

0.0100 

0.0129 

0.0364 

- 

0.059 

0.064 

0.122 

0.012 

0.110 

0.132 

120.76 

Over Exploited 

48 PBN 

0801000900273600 

0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0014 

0.0020 

- 

0.003 

0.003 

0.006 

0.000 

0.006 

0.000 

0.22 

Safe 



0.25 

0.20 

(115.53) 

0.16 

0.20 

0.37 

0.04 

0.22 

0.05 

- 

0.1188 

0.1679 

- 

0.287 

0.337 

0.704 

0.035 

0.669 

0.001 

0.09 

Safe 

49 NGC (RURAL) 

0802000300359300 

0.20 

0.00 

- 

0.00 

0.04 

0.04 

0.00 

0.02 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.048 

0.005 

0.043 

0.068 

158.28 

Over Exploited 



0.20 

0.04 

- 

0.04 

0.09 

0.14 

0.03 

0.13 

0.01 

0.0500 

0.0184 

0.0693 

- 

0.138 

0.148 

0.284 

0.028 

0.256 

0.406 

158.61 

Over Exploited 



0.20 

0.02 

- 

0.02 

0.05 

0.07 

0.02 

0.09 

0.00 

0.0100 

0.0121 

0.0457 

- 

0.068 

0.072 

0.139 

0.014 

0.125 

0.126 

100.77 

Over Exploited 

49 PBN 

0801000900273700 

0.25 

0.25 

(113.24) 

0.20 

0.30 

0.49 

0.03 

0.18 

0.06 

- 

0.1722 

0.2434 

- 

0.416 

0.474 

0.966 

0.048 

0.917 

0.001 

0.10 

Safe 



0.25 

0.01 

(44,613.87) 

0.01 

0.52 

0.52 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.002 

0.526 

0.026 

0.500 

0.000 

0.04 

Safe 



0.25 

0.00 

(548.56) 

0.00 

0.02 

0.02 

0.00 

0.01 

0.00 

- 

0.0061 

0.0144 

- 

0.021 

0.021 

0.039 

0.002 

0.037 

0.000 

0.12 

Safe 

5 ARW-A 

0802000300368200 

0.20 

0.04 

(104.83) 

0.03 

0.03 

0.06 

0.04 

0.21 

0.01 

0.0100 

0.0161 

0.0227 

- 

0.049 

0.058 

0.116 

0.006 

0.110 

0.050 

45.75 

Safe 

5 ARW-B 

0802000300368100 

0.20 

0.03 

(142.79) 

0.03 

0.03 

0.06 

0.04 

0.18 

0.01 

- 

0.0175 

0.0248 

- 

0.042 

0.051 

0.108 

0.005 

0.103 

0.019 

18.76 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 






Bhakhra Canal 

Command 

Younger Alluvium 

0.212 

0.03 

0.150 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

-0.01 

0.00 

0.000 

0.03 

0.04 


5 AWSM 

0802000300375200 

2.624 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.624 

0.42 

0.150 

0.04 

0.01 

0.04 

0.09 

0.00 

0.06 

0.03 

0.16 

0.001 

0.19 

0.41 


5 BHM 

0802000400415600 

1.063 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.063 

0.49 

0.150 

0.11 

0.02 

0.01 

0.01 

0.00 

0.15 

0.08 

0.42 

0.003 

0.18 

0.31 


5 BPM 

0801000900256500 

4.222 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.154 

-0.02 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


5 BRP 

0802000400407500 

2.832 

Saline 

Non-command 

Non-command 

Younger Alluvium 

2.832 

0.00 

0.150 

0.03 

0.01 

0.00 

0.00 

0.00 

0.02 

0.01 

0.10 

0.007 

0.17 

0.36 


5 CDR 

0802000200324700 

3.632 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

3.632 

-0.22 

0.150 

0.10 

0.01 

0.04 

0.10 

0.00 

0.00 

0.00 

0.37 

0.014 

0.22 

0.34 


5 DBL 

0802000200338500 

1.772 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.459 

0.17 

0.150 

0.01 

0.00 

0.01 

0.01 

0.00 

0.01 

0.01 

0.02 

0.002 

0.06 

0.08 


5 FDM -B 

0801000900257200 

2.123 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.123 

0.06 

0.200 

0.02 

0.01 

0.02 

0.03 

0.00 

-0.02 

-0.01 

0.08 

0.000 

0.19 

0.58 


5 FDM-A 

0801000900266100 

1.415 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.415 

0.07 

0.200 

0.02 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.07 

0.000 

0.19 

0.55 


5 FTP 

0802000200325000 

3.141 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.764 

-0.26 

0.150 

0.04 

0.01 

0.24 

0.00 

0.00 

0.00 

0.00 

0.17 

0.007 

0.12 

0.19 






Bhakhra Canal 

Command 

Younger Alluvium 

0.895 

-0.26 

0.150 

0.02 

0.00 

0.01 

0.03 

0.00 

0.00 

0.00 

0.09 

0.003 

0.06 

0.10 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.482 

-0.26 

0.150 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.04 

0.002 

0.03 

0.05 


5GB-A 

0801000800252300 

1.044 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.000 

-0.02 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


5 GGR 

0802000200332800 

4.083 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.067 

-0.88 

0.150 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.581 

-0.88 

0.150 

0.04 

0.01 

0.43 

0.00 

0.00 

0.00 

0.00 

0.14 

0.010 

0.14 

0.20 






Bhakhra Canal 

Command 

Younger Alluvium 

1.434 

-0.88 

0.150 

0.02 

0.00 

0.02 

0.04 

0.00 

0.00 

0.00 

0.07 

0.005 

0.08 

0.11 


5 GMD 

0801000900258900 

1.036 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.001 

0.03 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


5 HLM 

0802000400416600 

3.013 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.013 

0.46 

0.150 

0.09 

0.02 

0.03 

0.04 

0.00 

0.20 

0.12 

0.33 

0.007 

0.18 

0.32 


5 HMH 

0802000300358000 

4.314 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.792 

-0.47 

0.150 

0.03 

0.00 

0.13 

0.00 

0.00 

0.00 

0.00 

0.11 

0.000 

0.04 

0.09 






Bhakhra Canal 

Command 

Younger Alluvium 

0.375 

-0.47 

0.150 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.05 

0.000 

0.02 

0.04 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.148 

-0.47 

0.150 

0.05 

0.01 

0.04 

0.09 

0.00 

0.00 

0.00 

0.21 

0.001 

0.14 

0.34 


5 JRK 

0802000300359800 

2.970 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.029 

-0.35 

0.150 

0.02 

0.00 

0.10 

0.00 

0.00 

0.00 

0.00 

0.10 

0.000 

0.07 

0.17 


5 KNJ 

0802000300362200 

2.787 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.182 

-0.45 

0.150 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.05 

0.000 

0.01 

0.03 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.605 

-0.45 

0.150 

0.09 

0.01 

0.03 

0.07 

0.00 

0.00 

0.00 

0.36 

0.001 

0.18 

0.48 


5 KSP 

0802000200333800 

3.188 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.188 

-0.14 

0.150 

0.10 

0.02 

0.05 

0.11 

0.00 

0.00 

0.00 

0.40 

0.012 

0.21 

0.33 


5 LGW 

0802000400394200 

3.379 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.156 

0.14 

0.150 

0.02 

0.00 

0.22 

0.00 

0.00 

-0.15 

-0.12 

0.06 

0.005 

0.10 

0.13 






Bhakhra Canal 

Command 

Younger Alluvium 

0.694 

0.14 

0.150 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.01 

-0.01 

0.02 

0.002 

0.03 

0.04 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.503 

0.14 

0.150 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

-0.01 

0.01 

0.001 

0.02 

0.03 


5 LK 

0802000300384100 

3.796 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.862 

0.16 

0.150 

0.00 

0.00 

0.03 

0.04 

0.00 

-0.01 

0.00 

0.01 

0.001 

0.15 

0.26 


5 MD 

0802000300377500 

1.892 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.002 

-0.09 

0.150 

0.06 

0.02 

0.20 

0.00 

0.00 

0.00 

0.00 

0.23 

0.000 

0.11 

0.18 






Bhakhra Canal 

Command 

Younger Alluvium 

0.334 

-0.09 

0.150 

0.02 

0.01 

0.01 

0.01 

0.00 

0.00 

0.00 

0.08 

0.000 

0.04 

0.06 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.556 

-0.09 

0.150 

0.01 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.06 

0.000 

0.06 

0.10 


5 MKS 

0802000200321900 

5.875 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.910 

0.13 

0.150 

0.03 

0.01 

0.03 

0.07 

0.00 

-0.04 

-0.02 

0.10 

0.007 

0.07 

0.13 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.101 

0.13 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.01 


5 MNWM 

0801000900257000 

6.078 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.149 

-0.01 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.02 


5 MOD 

0802000300361600 

1.225 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.215 

-0.16 

0.150 

0.01 

0.00 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.000 

0.03 

0.05 


5 MST 

0802000200336600 

1.019 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.019 

0.17 

0.150 

0.03 

0.01 

0.24 

0.00 

0.00 

-0.19 

-0.13 

0.13 

0.004 

0.21 

0.32 


5 MW 

0802000300378300 

1.849 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.849 

0.03 

0.150 

0.04 

0.01 

0.02 

0.03 

0.00 

-0.01 

0.00 

0.15 

0.000 

0.20 

0.38 


5 MWM-A (MAINAWALI) 

0802000300380100 

3.821 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

3.821 

0.18 

0.150 

0.11 

0.03 

0.77 

0.00 

0.00 

-0.58 

-0.31 

0.42 

0.001 

0.19 

0.36 


5 MWM-B 

0802000300380200 

2.343 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.404 

0.31 

0.150 

0.02 

0.01 

0.00 

0.01 

0.00 

0.02 

0.01 

0.08 

0.000 

0.03 

0.06 






Ghaggar River Bed 

Command 

Younger Alluvium 

1.833 

0.31 

0.150 

0.10 

0.02 

0.37 

0.00 

0.00 

-0.20 

-0.11 

0.39 

0.000 

0.15 

0.28 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.107 

0.31 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.02 


5 NDR 

0802000200336300 

2.428 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.428 

0.07 

0.150 

0.12 

0.03 

0.57 

0.00 

0.00 

-0.45 

-0.30 

0.49 

0.009 

0.21 

0.33 


5 NDR-A 

0802000200336500 

3.676 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

3.109 

0.16 

0.150 

0.09 

0.03 

0.73 

0.00 

0.00 

-0.59 

-0.39 

0.37 

0.012 

0.18 

0.28 





Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.567 

0.16 

0.150 

0.01 

0.00 

0.13 

0.00 

0.00 

-0.11 

-0.07 

0.05 

0.002 

0.03 

0.05 


5 NDR-C 

0802000200338000 

1.317 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.808 

0.10 

0.150 

0.02 

0.01 

0.19 

0.00 

0.00 

-0.17 

-0.11 

0.09 

0.003 

0.13 

0.21 





Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.509 

0.10 

0.150 

0.01 

0.00 

0.12 

0.00 

0.00 

-0.10 

-0.06 

0.05 

0.002 

0.08 

0.13 


5 NRD 

0801000900258000 

6.076 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.174 

-0.01 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 






Gang Canal 

Command 

Younger Alluvium 

2.390 

-0.01 

0.200 

0.01 

0.00 

0.04 

0.06 

0.00 

0.00 

0.00 

0.05 

0.000 

0.08 

0.24 


5 NSW 

0802000400405900 

2.143 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.008 

-0.28 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.135 

-0.28 

0.150 

0.03 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.12 

0.005 

0.16 

0.26 


5 PBN 

0802000400397800 

5.199 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.708 

0.10 

0.150 

0.03 

0.00 

0.07 

0.00 

0.00 

-0.03 

-0.02 

0.13 

0.002 

0.02 

0.03 






Bhakhra Canal 

Command 

Younger Alluvium 

0.482 

0.10 

0.150 

0.02 

0.00 

0.00 

0.01 

0.00 

0.01 

0.01 

0.09 

0.001 

0.01 

0.02 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.009 

0.10 

0.150 

0.15 

0.02 

0.03 

0.11 

0.00 

0.04 

0.03 

0.61 

0.010 

0.12 

0.19 



0802000400404800 

3.277 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.429 

-0.19 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.001 

0.02 

0.03 






Ghaggar River Bed 

Command 

Younger Alluvium 

2.849 

-0.19 

0.150 

0.08 

0.01 

0.38 

0.00 

0.00 

0.00 

0.00 

0.32 

0.007 

0.14 

0.22 


5 RK 

0802000200331400 

2.143 

Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.120 

-0.94 

0.150 

0.08 

0.01 

0.35 

0.00 

0.00 

0.00 

0.00 

0.31 

0.008 

0.21 

0.31 






Bhakhra Canal 

Command 

Younger Alluvium 

0.023 

-0.94 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


5 RP 

0802000300383100 

2.227 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.227 

0.09 

0.150 

0.07 

0.02 

0.45 

0.00 

0.00 

-0.37 

-0.22 

0.27 

0.001 

0.21 

0.35 


5 RWB 

0802000200337300 

2.112 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.235 

0.08 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.02 

0.001 

0.02 

0.04 


5 SGM 

0801000900271800 

0.923 

Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.175 

0.00 

0.200 

0.00 

0.00 

0.06 

0.00 

0.00 

-0.06 

-0.03 

0.00 

0.000 

0.03 

0.08 






Bhakhra Canal 

Command 

Younger Alluvium 

0.748 

0.00 

0.200 

0.00 

0.00 

0.01 

0.03 

0.00 

-0.04 

-0.02 

0.00 

0.000 

0.14 

0.33 


5 SGR 

0802000400399200 

5.861 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.523 

-0.10 

0.150 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.02 

0.001 

0.01 

0.03 






Ghaggar River Bed 

Command 

Younger Alluvium 

4.431 

-0.10 

0.150 

0.05 

0.01 

0.74 

0.00 

0.00 

0.00 

0.00 

0.16 

0.011 

0.12 

0.23 






Bhakhra Canal 

Command 

Younger Alluvium 

0.078 

-0.10 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.828 

-0.10 

0.150 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.03 

0.002 

0.02 

0.04 


5SHPD-A 

0801000900269000 

2.176 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.176 

0.05 

0.200 

0.05 

0.01 

0.02 

0.03 

0.00 

0.01 

0.00 

0.18 

0.000 

0.18 

0.49 


5SHPD-B 

0801000900268900 

3.106 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.106 

0.06 

0.200 

0.04 

0.01 

0.04 

0.05 

0.00 

-0.01 

-0.01 

0.14 

0.000 

0.18 

0.47 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.20 

0.00 

(645.53) 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

- 

0.0038 

0.0090 

- 

0.013 

0.013 

0.025 

0.001 

0.024 

0.000 

0.23 

Safe 

5 AWSM 

0802000300375200 

0.20 

0.10 

(71.28) 

0.08 

0.14 

0.22 

0.05 

0.24 

0.03 

0.0300 

0.0474 

0.1117 

- 

0.189 

0.214 

0.437 

0.022 

0.415 

0.159 

38.21 

Safe 

5 BHM 

0802000400415600 

0.20 

0.04 

125.76 

0.04 

0.04 

0.08 

0.05 

0.22 

0.01 

0.0500 

0.0130 

0.0147 

- 

0.078 

0.088 

0.172 

0.009 

0.164 

0.421 

257.02 

Over Exploited 

5 BPM 

0801000900256500 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0023 

0.0032 

- 

0.006 

0.006 

0.010 

0.001 

0.009 

0.000 

0.23 

Safe 

5 BRP 

0802000400407500 

0.20 

0.09 

(89.64) 

0.08 

0.01 

0.09 

0.04 

0.21 

0.03 

0.0200 

- 

- 

- 

0.020 

0.045 

0.131 

0.007 

0.124 

0.108 

86.76 

Semi Critical 

5 CDR 

0802000200324700 

0.20 

0.16 

- 

0.16 

0.15 

0.31 

0.06 

0.28 

0.05 

0.0400 

0.0437 

0.1236 

- 

0.207 

0.254 

0.564 

0.056 

0.508 

0.380 

74.82 

Semi Critical 

5 DBL 

0802000200338500 

0.20 

0.01 

18.06 

0.01 

0.01 

0.02 

0.02 

0.07 

0.00 

- 

0.0079 

0.0095 

- 

0.017 

0.019 

0.037 

0.002 

0.035 

0.026 

72.90 

Semi Critical 

5 FDM -B 

0801000900257200 

0.25 

0.10 

(106.50) 

0.08 

0.07 

0.15 

0.04 

0.23 

0.02 

0.0200 

0.0312 

0.0441 

- 

0.095 

0.117 

0.264 

0.013 

0.251 

0.081 

32.42 

Safe 

5 FDM-A 

0801000900266100 

0.25 

0.07 

(98.64) 

0.05 

0.04 

0.09 

0.04 

0.23 

0.01 

0.0100 

0.0208 

0.0294 

- 

0.060 

0.075 

0.165 

0.008 

0.157 

0.072 

46.02 

Safe 

5 FTP 

0802000200325000 

0.20 

0.04 

- 

0.04 

0.25 

0.29 

0.04 

0.16 

0.01 

0.0200 

- 

- 

- 

0.020 

0.032 

0.321 

0.032 

0.289 

0.175 

60.49 

Safe 



0.20 

0.01 

- 

0.01 

0.03 

0.05 

0.02 

0.08 

0.00 

0.0100 

0.0108 

0.0305 

- 

0.051 

0.054 

0.100 

0.010 

0.090 

0.092 

102.56 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.02 

0.02 

0.01 

0.04 

0.00 

- 

0.0058 

0.0164 

- 

0.022 

0.023 

0.045 

0.005 

0.041 

0.043 

105.70 

Over Exploited 

5GB-A 

0801000800252300 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

5 GGR 

0802000200332800 

0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.011 

0.001 

0.010 

0.000 

2.54 

Safe 



0.20 

0.07 

- 

0.07 

0.44 

0.51 

0.04 

0.18 

0.02 

0.0200 

- 

- 

- 

0.020 

0.040 

0.552 

0.055 

0.497 

0.148 

29.78 

Safe 



0.20 

0.02 

- 

0.02 

0.06 

0.08 

0.02 

0.10 

0.01 

0.0100 

0.0216 

0.0488 

- 

0.080 

0.087 

0.168 

0.017 

0.151 

0.078 

52.04 

Safe 

5 GMD 

0801000900258900 

0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

5 HLM 

0802000400416600 

0.20 

0.11 

5.50 

0.12 

0.10 

0.21 

0.05 

0.23 

0.03 

0.0600 

0.0443 

0.0626 

- 

0.167 

0.196 

0.407 

0.020 

0.386 

0.338 

87.59 

Semi Critical 

5 HMH 

0802000300358000 

0.20 

0.01 

- 

0.01 

0.13 

0.14 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.149 

0.015 

0.134 

0.108 

80.49 

Semi Critical 



0.20 

0.00 

- 

0.00 

0.02 

0.02 

0.00 

0.02 

0.00 

0.0100 

0.0056 

0.0127 

- 

0.028 

0.029 

0.045 

0.005 

0.041 

0.054 

132.20 

Over Exploited 



0.20 

0.09 

- 

0.09 

0.14 

0.23 

0.04 

0.18 

0.02 

0.0200 

0.0474 

0.1071 

- 

0.175 

0.198 

0.428 

0.043 

0.385 

0.215 

55.82 

Safe 

5 JRK 

0802000300359800 

0.20 

0.01 

- 

0.01 

0.10 

0.12 

0.02 

0.08 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.130 

0.013 

0.117 

0.095 

81.52 

Semi Critical 

5 KNJ 

0802000300362200 

0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

0.0100 

0.0022 

0.0062 

- 

0.018 

0.019 

0.026 

0.003 

0.023 

0.054 

230.94 

Over Exploited 



0.20 

0.09 

- 

0.09 

0.11 

0.20 

0.04 

0.22 

0.02 

0.0400 

0.0314 

0.0887 

- 

0.160 

0.183 

0.386 

0.039 

0.348 

0.360 

103.45 

Over Exploited 

5 KSP 

0802000200333800 

0.20 

0.14 

- 

0.14 

0.18 

0.32 

0.06 

0.27 

0.04 

0.0700 

0.0576 

0.1356 

- 

0.263 

0.302 

0.620 

0.062 

0.558 

0.409 

73.28 

Semi Critical 

5 LGW 

0802000400394200 

0.20 

0.04 

(364.74) 

0.04 

0.22 

0.25 

0.02 

0.13 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.272 

0.014 

0.259 

0.062 

24.09 

Safe 



0.20 

0.00 

(281.42) 

0.00 

0.03 

0.03 

0.01 

0.04 

0.00 

- 

0.0063 

0.0236 

- 

0.030 

0.031 

0.060 

0.003 

0.057 

0.018 

31.15 

Safe 



0.20 

0.00 

(347.23) 

0.00 

0.02 

0.02 

0.01 

0.03 

0.00 

- 

0.0045 

0.0171 

- 

0.022 

0.022 

0.042 

0.002 

0.040 

0.014 

35.33 

Safe 

5 LK 

0802000300384100 

0.20 

0.08 

(104.40) 

0.07 

0.08 

0.14 

0.04 

0.19 

0.02 

- 

0.0491 

0.0595 

- 

0.109 

0.131 

0.275 

0.014 

0.262 

0.014 

5.25 

Safe 

5 MD 

0802000300377500 

0.20 

0.01 

- 

0.01 

0.22 

0.23 

0.03 

0.14 

0.00 

0.0500 

- 

- 

- 

0.050 

0.053 

0.286 

0.029 

0.258 

0.230 

89.33 

Semi Critical 



0.20 

0.00 

- 

0.00 

0.03 

0.03 

0.01 

0.05 

0.00 

0.0200 

0.0060 

0.0142 

- 

0.040 

0.041 

0.070 

0.007 

0.063 

0.081 

127.95 

Over Exploited 



0.20 

0.01 

- 

0.01 

0.03 

0.04 

0.02 

0.08 

0.00 

0.0100 

0.0100 

0.0236 

- 

0.044 

0.046 

0.081 

0.008 

0.073 

0.057 

78.53 

Semi Critical 

5 MKS 

0802000200321900 

0.20 

0.03 

(185.19) 

0.02 

0.11 

0.13 

0.02 

0.10 

0.01 

0.0200 

0.0345 

0.0812 

- 

0.136 

0.144 

0.274 

0.014 

0.260 

0.106 

40.84 

Safe 



0.20 

0.00 

(2,514.19) 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0018 

0.0043 

- 

0.006 

0.006 

0.011 

0.001 

0.011 

0.008 

77.83 

Semi Critical 

5 MNWM 

0801000900257000 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0022 

0.0031 

- 

0.005 

0.005 

0.009 

0.001 

0.008 

0.000 

0.23 

Safe 

5 MOD 

0802000300361600 

0.20 

0.00 

- 

0.00 

0.02 

0.02 

0.01 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.033 

0.003 

0.030 

0.054 

181.27 

Over Exploited 

5 MST 

0802000200336600 

0.20 

0.04 

(394.01) 

0.04 

0.25 

0.28 

0.06 

0.28 

0.01 

0.0200 

- 

- 

- 

0.020 

0.032 

0.316 

0.016 

0.300 

0.133 

44.30 

Safe 

5 MW 

0802000300378300 

0.20 

0.07 

(106.45) 

0.06 

0.06 

0.12 

0.05 

0.26 

0.02 

0.0300 

0.0272 

0.0384 

- 

0.096 

0.116 

0.232 

0.012 

0.220 

0.151 

68.80 

Safe 

5 MWM-A (MAINAWALI) 

0802000300380100 

0.20 

0.15 

(311.89) 

0.12 

0.80 

0.91 

0.05 

0.25 

0.04 

0.0800 

- 

- 

- 

0.080 

0.120 

1.034 

0.052 

0.983 

0.420 

42.75 

Safe 

5 MWM-B 

0802000300380200 

0.20 

0.00 

282.20 

0.00 

0.02 

0.02 

0.01 

0.04 

0.00 

0.0200 

0.0059 

0.0084 

- 

0.034 

0.035 

0.058 

0.003 

0.055 

0.081 

146.24 

Over Exploited 



0.20 

0.06 

(299.37) 

0.04 

0.39 

0.43 

0.04 

0.19 

0.01 

0.0700 

- 

- 

- 

0.070 

0.085 

0.516 

0.026 

0.490 

0.392 

80.05 

Semi Critical 



0.20 

0.00 

595.59 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0016 

0.0022 

- 

0.004 

0.004 

0.007 

0.000 

0.006 

0.013 

202.74 

Over Exploited 

5 NDR 

0802000200336300 

0.20 

0.10 

(23,430.34) 

0.08 

0.60 

0.68 

0.06 

0.27 

0.03 

0.0900 

- 

- 

- 

0.090 

0.119 

0.797 

0.040 

0.757 

0.494 

65.29 

Safe 

5 NDR-A 

0802000200336500 

0.20 

0.07 

(2,087.62) 

0.06 

0.76 

0.81 

0.05 

0.23 

0.02 

0.0700 

- 

- 

- 

0.070 

0.090 

0.903 

0.045 

0.858 

0.378 

44.04 

Safe 



0.20 

0.00 

(12,224.09) 

0.00 

0.13 

0.13 

0.01 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.145 

0.007 

0.138 

0.051 

37.11 

Safe 

5 NDR-C 

0802000200338000 

0.20 

0.02 

(600.49) 

0.02 

0.20 

0.22 

0.04 

0.17 

0.01 

0.0200 

- 

- 

- 

0.020 

0.026 

0.242 

0.012 

0.229 

0.092 

40.14 

Safe 



0.20 

0.01 

(866.68) 

0.01 

0.12 

0.13 

0.02 

0.10 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.138 

0.007 

0.131 

0.051 

38.85 

Safe 

5 NRD 

0801000900258000 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0026 

0.0036 

- 

0.006 

0.006 

0.011 

0.001 

0.010 

0.000 

0.23 

Safe 



0.25 

0.05 

- 

0.05 

0.10 

0.15 

0.02 

0.09 

0.01 

0.0100 

0.0603 

0.0852 

- 

0.156 

0.165 

0.314 

0.031 

0.283 

0.054 

19.19 

Safe 

5 NSW 

0802000400405900 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.07 

- 

0.07 

0.04 

0.11 

0.04 

0.20 

0.02 

0.0100 

0.0262 

0.0296 

- 

0.066 

0.085 

0.193 

0.019 

0.173 

0.120 

69.42 

Safe 

5 PBN 

0802000400397800 

0.20 

0.00 

(749.75) 

0.00 

0.07 

0.07 

0.01 

0.03 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.084 

0.004 

0.080 

0.128 

159.57 

Over Exploited 



0.20 

0.00 

333.40 

0.00 

0.02 

0.02 

0.00 

0.02 

0.00 

0.0100 

0.0043 

0.0164 

- 

0.031 

0.031 

0.050 

0.003 

0.048 

0.092 

193.11 

Over Exploited 



0.20 

0.10 

(71.86) 

0.08 

0.17 

0.24 

0.03 

0.16 

0.03 

0.0700 

0.0362 

0.1365 

- 

0.243 

0.269 

0.514 

0.026 

0.488 

0.615 

125.93 

Over Exploited 


0802000400404800 

0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

0.0100 

0.0042 

0.0059 

- 

0.020 

0.021 

0.030 

0.003 

0.027 

0.055 

206.72 

Over Exploited 



0.20 

0.08 

- 

0.08 

0.39 

0.47 

0.04 

0.18 

0.02 

0.0400 

- 

- 

- 

0.040 

0.062 

0.532 

0.053 

0.479 

0.331 

69.18 

Safe 

5 RK 

0802000200331400 

0.20 

0.09 

- 

0.09 

0.36 

0.45 

0.06 

0.27 

0.03 

0.0300 

- 

- 

- 

0.030 

0.056 

0.511 

0.051 

0.460 

0.316 

68.80 

Safe 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0008 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

4.73 

Safe 

5 RP 

0802000300383100 

0.20 

0.09 

(336.59) 

0.07 

0.47 

0.54 

0.06 

0.27 

0.03 

0.0500 

- 

- 

- 

0.050 

0.076 

0.616 

0.031 

0.585 

0.271 

46.23 

Safe 

5 RWB 

0802000200337300 

0.20 

0.00 

283.88 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

- 

0.0040 

0.0049 

- 

0.009 

0.009 

0.017 

0.001 

0.016 

0.025 

155.26 

Over Exploited 

5 SGM 

0801000900271800 

0.25 

0.00 

(1,931.65) 

0.00 

0.06 

0.06 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.064 

0.003 

0.061 

0.000 

0.04 

Safe 



0.25 

0.03 

(162.45) 

0.02 

0.04 

0.06 

0.04 

0.17 

0.01 

- 

0.0135 

0.0318 

- 

0.045 

0.052 

0.112 

0.006 

0.106 

0.000 

0.09 

Safe 

5 SGR 

0802000400399200 

0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0064 

0.0072 

- 

0.014 

0.014 

0.025 

0.003 

0.023 

0.017 

75.82 

Semi Critical 



0.20 

0.09 

- 

0.09 

0.75 

0.84 

0.03 

0.16 

0.02 

0.0200 

- 

- 

- 

0.020 

0.043 

0.878 

0.088 

0.790 

0.173 

21.88 

Safe 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0012 

0.0027 

- 

0.004 

0.004 

0.007 

0.001 

0.006 

0.000 

3.04 

Safe 



0.20 

0.00 

- 

0.00 

0.02 

0.02 

0.01 

0.03 

0.00 

- 

0.0102 

0.0115 

- 

0.022 

0.023 

0.042 

0.004 

0.038 

0.027 

71.84 

Semi Critical 

5 SHPD-A 

0801000900269000 

0.25 

0.10 

(97.46) 

0.08 

0.07 

0.15 

0.04 

0.22 

0.02 

0.0300 

0.0320 

0.0452 

- 

0.107 

0.131 

0.276 

0.014 

0.263 

0.180 

68.67 

Safe 

5 SHPD-B 

0801000900268900 

0.25 

0.14 

(103.97) 

0.11 

0.09 

0.20 

0.04 

0.22 

0.03 

0.0300 

0.0457 

0.0646 

- 

0.140 

0.174 

0.376 

0.019 

0.357 

0.144 

40.43 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


5 SPD-A 

0802000500417100 

4.199 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.199 

0.40 

0.090 

0.03 

0.00 

0.04 

0.04 

0.00 

0.11 

0.06 

0.11 

0.001 

0.18 

0.32 


5 SPD-B 

0802000500417200 

2.447 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.447 

0.37 

0.090 

0.04 

0.01 

0.03 

0.04 

0.00 

0.05 

0.03 

0.15 

0.000 

0.18 

0.32 


5 SRW 

0802000200329900 

1.794 

Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.186 

-0.62 

0.150 

0.08 

0.01 

0.16 

0.00 

0.00 

0.00 

0.00 

0.30 

0.005 

0.14 

0.21 






Bhakhra Canal 

Command 

Younger Alluvium 

0.608 

-0.62 

0.150 

0.04 

0.01 

0.01 

0.02 

0.00 

0.00 

0.00 

0.15 

0.002 

0.07 

0.11 


5 SSW (JHAMBAR) 

0802000300370500 

4.044 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.044 

-0.44 

0.150 

0.08 

0.01 

0.05 

0.12 

0.00 

0.00 

0.00 

0.32 

0.001 

0.20 

0.41 


5 STB 

0802000400413700 

2.355 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.355 

0.16 

0.150 

0.03 

0.00 

0.02 

0.02 

0.00 

0.04 

0.02 

0.12 

0.006 

0.17 

0.29 


5 TLW 

0802000200331900 

5.312 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

5.312 

-0.67 

0.150 

0.10 

0.01 

0.07 

0.15 

0.00 

0.00 

0.00 

0.39 

0.020 

0.22 

0.32 


5 ZWD 

0802000500417600 

5.643 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.344 

0.13 

0.090 

0.01 

0.00 

0.05 

0.06 

0.00 

-0.06 

-0.03 

0.04 

0.001 

0.15 

0.26 


50 NGC (RURAL) 

0802000300356800 

2.288 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.288 

-0.35 

0.150 

0.09 

0.01 

0.31 

0.00 

0.00 

0.00 

0.00 

0.38 

0.001 

0.19 

0.52 


50 PBN 

0801000900273800 

6.100 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.012 

0.15 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Gang Canal 

Command 

Younger Alluvium 

4.716 

0.15 

0.200 

0.00 

0.00 

0.09 

0.12 

0.00 

-0.06 

-0.02 

0.00 

0.001 

0.14 

0.37 


51 NGC (RURAL) 

0802000300356900 

1.607 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.518 

-0.40 

0.150 

0.10 

0.02 

0.15 

0.00 

0.00 

0.00 

0.00 

0.42 

0.000 

0.18 

0.49 






Bhakhra Canal 

Command 

Younger Alluvium 

0.089 

-0.40 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.000 

0.01 

0.03 


51 PBN 

0801000800251500 

2.807 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.574 

0.18 

0.200 

0.00 

0.00 

0.21 

0.00 

0.00 

-0.19 

-0.06 

0.00 

0.000 

0.04 

0.11 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.511 

0.18 

0.180 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

0.00 

0.00 

0.000 

0.03 

0.10 






Ghaggar River Bed 

Command 

Younger Alluvium 

1.722 

0.18 

0.180 

0.00 

0.00 

0.62 

0.00 

0.00 

-0.56 

-0.19 

0.00 

0.000 

0.12 

0.34 


51000 RD 

0802000400414900 

3.022 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.022 

0.72 

0.150 

0.03 

0.00 

0.03 

0.03 

0.00 

0.30 

0.17 

0.12 

0.007 

0.17 

0.30 


52 PBN 

0801000800251900 

6.124 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.002 

0.18 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Gang Canal 

Command 

Younger Alluvium 

4.782 

0.18 

0.180 

0.00 

0.00 

0.09 

0.12 

0.00 

-0.05 

-0.02 

0.00 

0.000 

0.15 

0.42 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.953 

0.18 

0.180 

0.00 

0.00 

0.34 

0.00 

0.00 

-0.31 

-0.11 

0.00 

0.000 

0.03 

0.08 


54000 RD 

0802000400414800 

1.882 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.882 

0.53 

0.150 

0.03 

0.00 

0.02 

0.02 

0.00 

0.14 

0.08 

0.13 

0.005 

0.17 

0.30 


55/56 RD 

0802000300381600 

1.976 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.976 

0.21 

0.150 

0.00 

0.00 

0.02 

0.03 

0.00 

0.01 

0.01 

0.00 

0.001 

0.20 

0.35 


6 ARW 

0802000400410100 

13.097 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.445 

0.14 

0.150 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.02 

0.001 

0.01 

0.01 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.475 

0.14 

0.150 

0.00 

0.00 

0.10 

0.00 

0.00 

-0.08 

-0.05 

0.02 

0.001 

0.01 

0.01 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

12.176 

0.14 

0.150 

0.12 

0.03 

0.13 

0.18 

0.00 

0.05 

0.03 

0.43 

0.030 

0.16 

0.26 


6 BHM 

0802000400415500 

0.924 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.924 

0.50 

0.150 

0.10 

0.02 

0.01 

0.01 

0.00 

0.13 

0.07 

0.41 

0.002 

0.17 

0.31 


6 BRP 

0802000400407100 

4.437 

Saline 

Non-command 

Non-command 

Younger Alluvium 

4.437 

-0.03 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.011 

0.17 

0.36 


6 CDR 

0802000200324800 

3.880 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.182 

-0.30 

0.150 

0.01 

0.00 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.01 

0.02 






Bhakhra Canal 

Command 

Younger Alluvium 

3.698 

-0.30 

0.150 

0.09 

0.01 

0.04 

0.11 

0.00 

0.00 

0.00 

0.34 

0.014 

0.21 

0.32 


6 DBL 

0802000200339400 

1.660 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.299 

0.15 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.04 

0.06 


6 FDM-A 

0801000900266600 

2.479 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.479 

0.08 

0.200 

0.02 

0.01 

0.03 

0.04 

0.00 

-0.01 

0.00 

0.08 

0.000 

0.19 

0.59 


6 FDM-B 

0801000900266700 

2.132 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.132 

0.09 

0.200 

0.02 

0.01 

0.02 

0.03 

0.00 

-0.01 

0.00 

0.09 

0.000 

0.19 

0.60 


6 FTP 

0802000200325100 

3.459 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.085 

-0.21 

0.150 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 






Bhakhra Canal 

Command 

Younger Alluvium 

1.125 

-0.21 

0.150 

0.03 

0.00 

0.01 

0.03 

0.00 

0.00 

0.00 

0.12 

0.004 

0.07 

0.11 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.250 

-0.21 

0.150 

0.05 

0.01 

0.02 

0.06 

0.00 

0.00 

0.00 

0.19 

0.009 

0.14 

0.22 


6 GB-A 

0801000800252000 

3.477 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.295 

0.15 

0.200 

0.04 

0.01 

0.46 

0.00 

0.00 

-0.40 

-0.13 

0.14 

0.000 

0.07 

0.21 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.042 

0.15 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 






Gang Canal 

Command 

Younger Alluvium 

0.449 

0.15 

0.180 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.04 

0.000 

0.02 

0.07 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.905 

0.15 

0.180 

0.02 

0.00 

0.32 

0.00 

0.00 

-0.28 

-0.09 

0.07 

0.000 

0.05 

0.15 


6 GGR 

0802000200331300 

4.834 

Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.689 

-1.02 

0.150 

0.22 

0.03 

0.45 

0.00 

0.00 

0.00 

0.00 

0.87 

0.010 

0.12 

0.18 






Bhakhra Canal 

Command 

Younger Alluvium 

2.145 

-1.02 

0.150 

0.17 

0.03 

0.03 

0.06 

0.00 

0.00 

0.00 

0.69 

0.008 

0.10 

0.14 


6 HLM 

0802000400416500 

3.596 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.596 

0.32 

0.150 

0.01 

0.00 

0.04 

0.05 

0.00 

0.09 

0.05 

0.03 

0.009 

0.19 

0.33 


6 HMH 

0802000300358100 

2.850 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.268 

-0.48 

0.150 

0.02 

0.00 

0.04 

0.00 

0.00 

0.00 

0.00 

0.07 

0.000 

0.02 

0.05 






Bhakhra Canal 

Command 

Younger Alluvium 

0.140 

-0.48 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.000 

0.01 

0.02 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.442 

-0.48 

0.150 

0.07 

0.01 

0.03 

0.07 

0.00 

0.00 

0.00 

0.30 

0.001 

0.17 

0.42 


6 KHR 

0802000200322500 

2.327 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.296 

-0.01 

0.150 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.03 

0.001 

0.03 

0.04 


6 KKW 

0802000300352100 

4.774 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.164 

-0.08 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


6 KSP 

0802000200333400 

2.792 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.792 

-0.18 

0.150 

0.05 

0.01 

0.04 

0.10 

0.00 

0.00 

0.00 

0.17 

0.011 

0.21 

0.33 


6 LGW 

0802000400397300 

3.237 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

3.237 

0.11 

0.150 

0.02 

0.00 

0.32 

0.00 

0.00 

-0.25 

-0.16 

0.09 

0.008 

0.16 

0.25 


6 LLW 

0802000300351400 

2.977 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.006 

-0.44 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


6 MD-A 

0802000300377400 

1.965 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.965 

-0.11 

0.150 

0.04 

0.01 

0.03 

0.07 

0.00 

0.00 

0.00 

0.16 

0.001 

0.21 

0.34 


6 MD-B 

0802000300377300 

1.367 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.367 

-0.14 

0.150 

0.06 

0.02 

0.02 

0.05 

0.00 

0.00 

0.00 

0.26 

0.000 

0.21 

0.35 


6 MOD 

0802000300361400 

2.945 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.376 

0.02 

0.150 

0.07 

0.01 

0.24 

0.00 

0.00 

-0.17 

-0.14 

0.27 

0.001 

0.13 

0.16 


6 MWM-A 

0802000300380400 

1.614 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.095 

0.41 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.000 

0.01 

0.02 






Ghaggar River Bed 

Command 

Younger Alluvium 

1.468 

0.41 

0.150 

0.10 

0.02 

0.29 

0.00 

0.00 

-0.12 

-0.07 

0.39 

0.000 

0.17 

0.32 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.051 

0.41 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


6 MWM-B 

0802000300380300 

1.821 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.003 

0.68 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Ghaggar River Bed 

Command 

Younger Alluvium 

1.818 

0.68 

0.150 

0.06 

0.02 

0.36 

0.00 

0.00 

-0.14 

-0.07 

0.24 

0.000 

0.19 

0.35 


6 NDR 

0802000200336400 

3.112 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

3.112 

0.07 

0.150 

0.11 

0.03 

0.73 

0.00 

0.00 

-0.62 

-0.39 

0.42 

0.012 

0.21 

0.33 


6 NRD 

0801000900257900 

2.965 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.963 

0.00 

0.200 

0.02 

0.00 

0.03 

0.04 

0.00 

-0.06 

-0.02 

0.07 

0.000 

0.19 

0.60 






Gang Canal 

Command 

Younger Alluvium 

0.001 

0.00 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


6 NSW 

0802000400406000 

1.107 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.988 

-0.30 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.002 

0.14 

0.24 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.118 

-0.30 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.03 


6 PBN 

0802000400397700 

3.331 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.355 

0.11 

0.150 

0.06 

0.01 

0.24 

0.00 

0.00 

-0.15 

-0.10 

0.25 

0.006 

0.11 

0.17 






Bhakhra Canal 

Command 

Younger Alluvium 

0.306 

0.11 

0.150 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.04 

0.001 

0.01 

0.02 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.670 

0.11 

0.150 

0.01 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.06 

0.002 

0.03 

0.05 


6 RP 

0802000300383500 

2.113 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.173 

0.11 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.03 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.474 

0.11 

0.150 

0.01 

0.00 

0.10 

0.00 

0.00 

-0.08 

-0.05 

0.04 

0.000 

0.05 

0.08 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

(23/ 


( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

5 SPD-A 

0802000500417100 

0.20 

0.15 

(60.42) 

0.12 

0.08 

0.20 

0.05 

0.23 

0.04 

0.0200 

0.0515 

0.0582 

- 

0.130 

0.169 

0.367 

0.018 

0.349 

0.106 

30.25 

Safe 

5 SPD-B 

0802000500417200 

0.20 

0.09 

(68.77) 

0.07 

0.07 

0.14 

0.05 

0.23 

0.02 

0.0300 

0.0360 

0.0509 

- 

0.117 

0.140 

0.283 

0.014 

0.269 

0.146 

54.46 

Safe 

5 SRW 

0802000200329900 

0.20 

0.03 

- 

0.03 

0.17 

0.20 

0.04 

0.18 

0.01 

0.0300 

- 

- 

- 

0.030 

0.040 

0.242 

0.024 

0.218 

0.305 

139.81 

Over Exploited 



0.20 

0.01 

- 

0.01 

0.03 

0.04 

0.02 

0.09 

0.00 

0.0200 

0.0073 

0.0207 

- 

0.048 

0.051 

0.093 

0.009 

0.084 

0.156 

186.84 

Over Exploited 

5 SSW (JHAMBAR) 

0802000300370500 

0.20 

0.16 

- 

0.16 

0.18 

0.34 

0.05 

0.26 

0.04 

0.0400 

0.0609 

0.1376 

- 

0.239 

0.283 

0.624 

0.062 

0.561 

0.316 

56.31 

Safe 

5 STB 

0802000400413700 

0.20 

0.08 

(69.01) 

0.06 

0.04 

0.11 

0.04 

0.21 

0.02 

0.0100 

0.0289 

0.0326 

- 

0.072 

0.092 

0.199 

0.010 

0.189 

0.121 

63.80 

Safe 

5 TLW 

0802000200331900 

0.20 

0.23 

- 

0.23 

0.23 

0.46 

0.06 

0.28 

0.07 

0.0400 

0.0800 

0.1808 

- 

0.301 

0.366 

0.825 

0.082 

0.742 

0.406 

54.73 

Safe 

5 ZWD 

0802000500417600 

0.20 

0.13 

(125.82) 

0.10 

0.12 

0.22 

0.04 

0.19 

0.03 

0.0100 

0.0745 

0.0903 

- 

0.175 

0.209 

0.429 

0.021 

0.408 

0.042 

10.20 

Safe 

50 NGC (RURAL) 

0802000300356800 

0.20 

0.09 

- 

0.09 

0.32 

0.40 

0.05 

0.24 

0.02 

0.0400 

- 

- 

- 

0.040 

0.062 

0.464 

0.046 

0.418 

0.379 

90.61 

Critical 

50 PBN 

0801000900273800 

0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.25 

0.16 

(113.51) 

0.13 

0.20 

0.34 

0.03 

0.17 

0.04 

- 

0.1190 

0.1681 

- 

0.287 

0.327 

0.662 

0.033 

0.629 

0.001 

0.10 

Safe 

51 NGC (RURAL) 

0802000300356900 

0.20 

0.05 

- 

0.05 

0.17 

0.23 

0.04 

0.22 

0.01 

0.0500 

- 

- 

- 

0.050 

0.064 

0.290 

0.029 

0.261 

0.419 

160.63 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0008 

0.0030 

- 

0.004 

0.004 

0.007 

0.001 

0.007 

0.027 

414.39 

Over Exploited 

51 PBN 

0801000800251500 

0.25 

0.01 

(1,250.58) 

0.00 

0.21 

0.21 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.211 

0.011 

0.201 

- 

- 

Safe 



0.22 

0.00 

(152.14) 

0.00 

0.02 

0.03 

0.01 

0.04 

0.00 

- 

0.0129 

0.0182 

- 

0.031 

0.032 

0.057 

0.003 

0.054 

- 

- 

Safe 



0.22 

0.04 

(540.54) 

0.03 

0.62 

0.65 

0.03 

0.14 

0.01 

- 

- 

- 

- 

- 

0.010 

0.661 

0.033 

0.628 

- 

- 

Safe 

51000 RD 

0802000400414900 

0.20 

0.11 

63.18 

0.13 

0.06 

0.18 

0.05 

0.22 

0.03 

0.0200 

0.0370 

0.0419 

- 

0.099 

0.127 

0.309 

0.015 

0.293 

0.122 

41.76 

Safe 

52 PBN 

0801000800251900 

0.25 

0.00 

(885,266.46) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

- 

- 

Safe 



0.22 

0.15 

(112.09) 

0.12 

0.21 

0.33 

0.03 

0.18 

0.03 

- 

0.1207 

0.1705 

- 

0.291 

0.326 

0.656 

0.033 

0.623 

- 

- 

Safe 



0.22 

0.01 

########## 

0.00 

0.34 

0.35 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.347 

0.017 

0.330 

- 

- 

Safe 

54000 RD 

0802000400414800 

0.20 

0.06 

28.41 

0.08 

0.03 

0.11 

0.05 

0.22 

0.02 

0.0200 

0.0231 

0.0261 

- 

0.069 

0.086 

0.198 

0.010 

0.188 

0.135 

71.46 

Semi Critical 

55/56 RD 

0802000300381600 

0.20 

0.08 

(90.28) 

0.06 

0.05 

0.11 

0.05 

0.25 

0.02 

- 

0.0291 

0.0411 

- 

0.070 

0.091 

0.202 

0.010 

0.192 

0.001 

0.27 

Safe 

6 ARW 

0802000400410100 

0.20 

0.00 

(297.90) 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0065 

0.0093 

- 

0.016 

0.016 

0.028 

0.001 

0.026 

0.019 

72.98 

Semi Critical 



0.20 

0.00 

(8,974.36) 

0.00 

0.10 

0.10 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.096 

0.005 

0.091 

0.019 

21.06 

Safe 



0.20 

0.38 

(92.49) 

0.30 

0.34 

0.64 

0.04 

0.20 

0.10 

0.0800 

0.1791 

0.2531 

- 

0.512 

0.612 

1.251 

0.063 

1.189 

0.462 

38.88 

Safe 

6 BHM 

0802000400415500 

0.20 

0.03 

132.61 

0.04 

0.04 

0.08 

0.05 

0.22 

0.01 

0.0500 

0.0113 

0.0128 

- 

0.074 

0.083 

0.158 

0.008 

0.150 

0.412 

274.08 

Over Exploited 

6 BRP 

0802000400407100 

0.20 

0.15 

- 

0.15 

- 

0.15 

0.04 

0.21 

0.04 

0.0100 

- 

- 

- 

0.010 

0.050 

0.198 

0.020 

0.178 

0.098 

54.90 

Safe 

6 CDR 

0802000200324800 

0.20 

0.00 

- 

0.00 

0.02 

0.02 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.025 

0.002 

0.022 

0.021 

92.60 

Critical 



0.20 

0.15 

- 

0.15 

0.15 

0.31 

0.06 

0.27 

0.04 

0.0400 

0.0445 

0.1259 

- 

0.210 

0.255 

0.562 

0.056 

0.505 

0.351 

69.49 

Safe 

6 DBL 

0802000200339400 

0.20 

0.00 

(134.98) 

0.00 

0.01 

0.01 

0.01 

0.05 

0.00 

- 

0.0051 

0.0062 

- 

0.011 

0.012 

0.022 

0.001 

0.021 

0.017 

82.73 

Semi Critical 

6 FDM-A 

0801000900266600 

0.25 

0.12 

(103.44) 

0.10 

0.07 

0.17 

0.04 

0.23 

0.03 

0.0200 

0.0365 

0.0515 

- 

0.108 

0.133 

0.304 

0.015 

0.288 

0.081 

28.20 

Safe 

6 FDM-B 

0801000900266700 

0.25 

0.10 

(102.14) 

0.08 

0.07 

0.15 

0.04 

0.23 

0.02 

0.0200 

0.0314 

0.0443 

- 

0.096 

0.118 

0.265 

0.013 

0.252 

0.090 

35.80 

Safe 

6 FTP 

0802000200325100 

0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.011 

0.001 

0.010 

0.010 

100.35 

Over Exploited 



0.20 

0.02 

- 

0.02 

0.04 

0.06 

0.02 

0.09 

0.00 

0.0100 

0.0135 

0.0383 

- 

0.062 

0.066 

0.126 

0.013 

0.113 

0.123 

108.97 

Over Exploited 



0.20 

0.06 

- 

0.06 

0.10 

0.16 

0.04 

0.18 

0.02 

0.0200 

0.0271 

0.0766 

- 

0.124 

0.142 

0.302 

0.030 

0.272 

0.195 

71.52 

Semi Critical 

6GB-A 

0801000800252000 

0.25 

0.01 

(3,055.32) 

0.01 

0.47 

0.48 

0.02 

0.09 

0.00 

0.0300 

- 

- 

- 

0.030 

0.033 

0.518 

0.026 

0.492 

0.140 

28.47 

Safe 



0.22 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0006 

0.0009 

- 

0.002 

0.002 

0.003 

0.000 

0.002 

- 

- 

Safe 



0.22 

0.00 

(67.18) 

0.00 

0.02 

0.02 

0.01 

0.03 

0.00 

0.0100 

0.0113 

0.0160 

- 

0.037 

0.038 

0.059 

0.003 

0.056 

0.036 

63.89 

Safe 



0.22 

0.01 

(4,274.28) 

0.00 

0.32 

0.33 

0.01 

0.06 

0.00 

0.0200 

- 

- 

- 

0.020 

0.021 

0.349 

0.017 

0.332 

0.072 

21.69 

Safe 

6 GGR 

0802000200331300 

0.20 

0.06 

- 

0.06 

0.48 

0.54 

0.03 

0.15 

0.02 

0.1000 

- 

- 

- 

0.100 

0.118 

0.662 

0.066 

0.596 

0.877 

147.23 

Over Exploited 



0.20 

0.04 

- 

0.04 

0.12 

0.16 

0.03 

0.12 

0.01 

0.0800 

0.0323 

0.0730 

- 

0.185 

0.197 

0.357 

0.036 

0.321 

0.697 

217.15 

Over Exploited 

6 HLM 

0802000400416500 

0.20 

0.13 

(62.26) 

0.11 

0.09 

0.20 

0.05 

0.24 

0.04 

0.0100 

0.0529 

0.0747 

- 

0.138 

0.173 

0.371 

0.019 

0.353 

0.038 

10.74 

Safe 

6 HMH 

0802000300358100 

0.20 

0.00 

- 

0.00 

0.04 

0.05 

0.00 

0.02 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.056 

0.006 

0.050 

0.068 

135.01 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0021 

0.0048 

- 

0.007 

0.007 

0.013 

0.001 

0.012 

0.041 

349.87 

Over Exploited 



0.20 

0.08 

- 

0.08 

0.11 

0.19 

0.04 

0.21 

0.02 

0.0300 

0.0368 

0.0831 

- 

0.150 

0.171 

0.362 

0.036 

0.326 

0.297 

90.93 

Critical 

6 KHR 

0802000200322500 

0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.01 

0.04 

0.00 

- 

0.0044 

0.0101 

- 

0.015 

0.015 

0.029 

0.003 

0.026 

0.031 

119.62 

Over Exploited 

6 KKW 

0802000300352100 

0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0015 

0.0056 

- 

0.007 

0.007 

0.013 

0.001 

0.012 

0.000 

0.35 

Safe 

6 KSP 

0802000200333400 

0.20 

0.12 

- 

0.12 

0.15 

0.27 

0.06 

0.28 

0.03 

0.0300 

0.0504 

0.1188 

- 

0.199 

0.233 

0.505 

0.051 

0.455 

0.181 

39.75 

Safe 

6 LGW 

0802000400397300 

0.20 

0.10 

(258.59) 

0.08 

0.32 

0.41 

0.04 

0.20 

0.03 

0.0100 

- 

- 

- 

0.010 

0.038 

0.445 

0.022 

0.423 

0.097 

22.93 

Safe 

6 LLW 

0802000300351400 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.000 

0.000 

- 

Safe 

6MD-A 

0802000300377400 

0.20 

0.08 

- 

0.08 

0.11 

0.19 

0.06 

0.27 

0.02 

0.0300 

0.0355 

0.0836 

- 

0.149 

0.173 

0.366 

0.037 

0.329 

0.159 

48.14 

Safe 

6 MD-B 

0802000300377300 

0.20 

0.06 

- 

0.06 

0.09 

0.15 

0.06 

0.27 

0.02 

0.0500 

0.0247 

0.0581 

- 

0.133 

0.149 

0.296 

0.030 

0.267 

0.258 

96.86 

Critical 

6 MOD 

0802000300361400 

0.20 

0.06 

(327.49) 

0.05 

0.25 

0.30 

0.03 

0.16 

0.01 

0.0300 

- 

- 

- 

0.030 

0.044 

0.343 

0.017 

0.325 

0.271 

83.15 

Semi Critical 

6 MWM-A 

0802000300380400 

0.20 

0.00 

3,282.63 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.0100 

0.0014 

0.0020 

- 

0.013 

0.013 

0.016 

0.001 

0.015 

0.027 

176.66 

Over Exploited 



0.20 

0.05 

(231.36) 

0.04 

0.31 

0.35 

0.05 

0.22 

0.01 

0.0700 

- 

- 

- 

0.070 

0.083 

0.438 

0.022 

0.416 

0.392 

94.21 

Critical 



0.20 

0.00 

1,508.68 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0008 

0.0011 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

0.006 

198.87 

Over Exploited 

6 MWM-B 

0802000300380300 

0.20 

0.00 

56,788.60 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.07 

(207.40) 

0.05 

0.38 

0.44 

0.05 

0.24 

0.02 

0.0500 

- 

- 

- 

0.050 

0.068 

0.507 

0.025 

0.482 

0.243 

50.52 

Safe 

6 NDR 

0802000200336400 

0.20 

0.13 

(12,807.47) 

0.10 

0.76 

0.86 

0.06 

0.27 

0.04 

0.0800 

- 

- 

- 

0.080 

0.115 

0.973 

0.049 

0.925 

0.428 

46.28 

Safe 

6 NRD 

0801000900257900 

0.25 

0.14 

(112.51) 

0.12 

0.08 

0.19 

0.04 

0.24 

0.03 

0.0100 

0.0436 

0.0616 

- 

0.115 

0.145 

0.338 

0.017 

0.321 

0.072 

22.55 

Safe 



0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

6 NSW 

0802000400406000 

0.20 

0.03 

- 

0.03 

- 

0.03 

0.04 

0.18 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.046 

0.005 

0.042 

0.089 

214.94 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0015 

0.0016 

- 

0.003 

0.003 

0.006 

0.001 

0.005 

0.014 

273.06 

Over Exploited 

6 PBN 

0802000400397700 

0.20 

0.05 

(279.58) 

0.04 

0.25 

0.29 

0.03 

0.14 

0.01 

0.0300 

- 

- 

- 

0.030 

0.044 

0.333 

0.017 

0.316 

0.258 

81.48 

Semi Critical 



0.20 

0.00 

177.28 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0028 

0.0104 

- 

0.013 

0.013 

0.026 

0.001 

0.024 

0.037 

150.99 

Over Exploited 



0.20 

0.00 

(151.03) 

0.00 

0.02 

0.03 

0.01 

0.04 

0.00 

0.0100 

0.0060 

0.0228 

- 

0.039 

0.040 

0.068 

0.003 

0.064 

0.059 

91.21 

Critical 

6 RP 

0802000300383500 

0.20 

0.00 

(235.82) 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0025 

0.0036 

- 

0.006 

0.006 

0.011 

0.001 

0.011 

0.014 

133.23 

Over Exploited 



0.20 

0.00 

(1,143.33) 

0.00 

0.10 

0.10 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.110 

0.005 

0.104 

0.041 

39.42 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 


( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.466 

0.11 

0.150 

0.02 

0.00 

0.02 

0.02 

0.00 

0.01 

0.00 

0.06 

0.000 

0.14 

0.24 


6 RWB 

0802000200337400 

1.414 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.076 

0.11 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.02 


6 SGM-A 

0801000900271500 

3.509 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.301 

0.04 

0.200 

0.00 

0.00 

0.11 

0.00 

0.00 

-0.11 

-0.04 

0.00 

0.000 

0.01 

0.04 





Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

3.102 

0.04 

0.200 

0.01 

0.00 

1.11 

0.00 

0.00 

-1.08 

-0.44 

0.03 

0.000 

0.15 

0.37 






Bhakhra Canal 

Command 

Younger Alluvium 

0.105 

0.04 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


6 SGM-B 

0801000900272500 

1.566 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.566 

-0.04 

0.200 

0.06 

0.02 

0.03 

0.06 

0.00 

0.00 

0.00 

0.25 

0.000 

0.17 

0.41 


6 SGR 

0802000400401800 

3.018 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.215 

-0.06 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.01 

0.02 






Ghaggar River Bed 

Command 

Younger Alluvium 

2.775 

-0.06 

0.150 

0.06 

0.01 

0.46 

0.00 

0.00 

0.00 

0.00 

0.24 

0.007 

0.15 

0.31 






Bhakhra Canal 

Command 

Younger Alluvium 

0.005 

-0.06 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.024 

-0.06 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


6 SHPD 

0801000900268800 

1.227 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.951 

0.06 

0.200 

0.05 

0.01 

0.01 

0.01 

0.00 

0.03 

0.01 

0.18 

0.000 

0.14 

0.34 






Bhakhra Canal 

Command 

Younger Alluvium 

0.276 

0.06 

0.200 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.05 

0.000 

0.04 

0.10 


6 SLW 

0802000200334700 

5.764 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.867 

-0.19 

0.150 

0.04 

0.01 

0.37 

0.00 

0.00 

0.00 

0.00 

0.16 

0.007 

0.07 

0.10 






Bhakhra Canal 

Command 

Younger Alluvium 

3.781 

-0.19 

0.150 

0.08 

0.02 

0.06 

0.14 

0.00 

0.00 

0.00 

0.31 

0.014 

0.14 

0.21 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.116 

-0.19 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.01 


6 SNM 

0802000300362700 

3.909 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.909 

-0.43 

0.150 

0.07 

0.01 

0.04 

0.11 

0.00 

0.00 

0.00 

0.28 

0.001 

0.19 

0.51 


6 SPD 

0801000900268700 

1.070 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.122 

0.06 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.05 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.094 

0.06 

0.200 

0.00 

0.00 

0.03 

0.00 

0.00 

-0.03 

-0.01 

0.00 

0.000 

0.02 

0.04 






Bhakhra Canal 

Command 

Younger Alluvium 

0.278 

0.06 

0.200 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

0.00 

0.02 

0.000 

0.05 

0.11 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.292 

0.06 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.05 

0.12 






Bhakhra Canal 

Command 

Younger Alluvium 

0.283 

0.06 

0.200 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

0.00 

0.01 

0.000 

0.05 

0.11 


6 SPD-A 

0802000500417500 

3.120 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.120 

0.17 

0.090 

0.03 

0.01 

0.03 

0.05 

0.00 

-0.01 

-0.01 

0.14 

0.000 

0.19 

0.33 


6 SPD-B 

0802000500417400 

1.872 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.872 

0.25 

0.090 

0.03 

0.01 

0.02 

0.03 

0.00 

0.01 

0.01 

0.13 

0.000 

0.19 

0.33 


6 SRW 

0802000200330000 

2.767 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.767 

-0.93 

0.150 

0.22 

0.03 

0.04 

0.08 

0.00 

0.00 

0.00 

0.88 

0.011 

0.22 

0.32 


6 SSW 

0802000300370400 

1.584 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.584 

-0.38 

0.150 

0.09 

0.01 

0.02 

0.05 

0.00 

0.00 

0.00 

0.34 

0.000 

0.20 

0.43 


6 STG 

0802000300361900 

1.492 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.492 

-0.41 

0.150 

0.07 

0.01 

0.02 

0.04 

0.00 

0.00 

0.00 

0.30 

0.000 

0.19 

0.49 


6 ZWD-A 

0802000400415700 

1.734 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.734 

0.50 

0.150 

0.00 

0.00 

0.02 

0.02 

0.00 

0.10 

0.06 

0.00 

0.004 

0.18 

0.31 


644 RD 

0802000200334900 

3.728 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

2.882 

-0.64 

0.150 

0.05 

0.01 

0.04 

0.08 

0.00 

0.00 

0.00 

0.20 

0.011 

0.17 

0.24 


650 RD 

0802000200334800 

5.229 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.657 

-0.45 

0.150 

0.02 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.06 

0.003 

0.03 

0.04 


654 RD 

0802000200335200 

7.282 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.605 

-0.13 

0.150 

0.01 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.05 

0.002 

0.02 

0.03 


67000 RD 

0802000400413600 

3.101 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.101 

-0.08 

0.150 

0.05 

0.01 

0.03 

0.03 

0.00 

0.00 

0.00 

0.17 

0.008 

0.17 

0.28 


6 ZWD-B 

0802000400416000 

1.766 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.766 

0.48 

0.150 

0.00 

0.00 

0.02 

0.03 

0.00 

0.08 

0.05 

0.00 

0.004 

0.18 

0.31 


7 BRP 

0802000400407400 

4.755 

Saline 

Non-command 

Non-command 

Younger Alluvium 

4.755 

-0.14 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.012 

0.17 

0.34 


7 CDR 

0802000200327400 

3.335 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.921 

-0.33 

0.150 

0.09 

0.01 

0.12 

0.00 

0.00 

0.00 

0.00 

0.34 

0.004 

0.06 

0.09 






Bhakhra Canal 

Command 

Younger Alluvium 

2.415 

-0.33 

0.150 

0.22 

0.03 

0.02 

0.07 

0.00 

0.00 

0.00 

0.87 

0.009 

0.16 

0.24 


7 FDM 

0801000900257100 

1.780 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.780 

0.04 

0.200 

0.03 

0.01 

0.02 

0.03 

0.00 

-0.01 

0.00 

0.11 

0.000 

0.20 

0.62 


7 FTP 

0802000200327300 

4.796 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

4.779 

-0.33 

0.150 

0.39 

0.06 

0.64 

0.00 

0.00 

0.00 

0.00 

1.55 

0.018 

0.22 

0.33 






Bhakhra Canal 

Command 

Younger Alluvium 

0.017 

-0.33 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 


7 GGR 

0802000200332900 

1.480 

Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.018 

-0.98 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Bhakhra Canal 

Command 

Younger Alluvium 

1.462 

-0.98 

0.150 

0.07 

0.01 

0.02 

0.04 

0.00 

0.00 

0.00 

0.28 

0.006 

0.21 

0.31 


7 HMH 

0802000300358300 

4.340 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.340 

-0.45 

0.150 

0.10 

0.01 

0.05 

0.12 

0.00 

0.00 

0.00 

0.38 

0.001 

0.19 

0.48 


7 JRK 

0802000300360200 

3.224 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.378 

-0.32 

0.150 

0.01 

0.00 

0.04 

0.00 

0.00 

0.00 

0.00 

0.05 

0.000 

0.02 

0.05 


7 KHR 

0802000200322400 

2.934 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.147 

0.03 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

-0.01 

0.00 

0.01 

0.001 

0.01 

0.02 


7 KSP 

0802000200333700 

2.559 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.559 

-0.15 

0.150 

0.06 

0.01 

0.04 

0.09 

0.00 

0.00 

0.00 

0.22 

0.010 

0.21 

0.34 


7 LGW-A 

0802000400397200 

2.994 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.994 

0.04 

0.150 

0.16 

0.02 

0.30 

0.00 

0.00 

-0.14 

-0.10 

0.65 

0.007 

0.16 

0.24 


7 LGW-B 

0802000400397100 

1.804 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.804 

-0.26 

0.150 

0.15 

0.02 

0.18 

0.00 

0.00 

0.00 

0.00 

0.61 

0.004 

0.16 

0.25 


7 LLW 

0802000300351200 

2.243 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.004 

-0.37 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


7 MD 

0802000300377200 

3.064 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.014 

-0.10 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.007 

-0.10 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Bhakhra Canal 

Command 

Younger Alluvium 

0.287 

-0.10 

0.150 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.03 

0.000 

0.02 

0.03 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.160 

-0.10 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.02 






Bhakhra Canal 

Command 

Younger Alluvium 

2.596 

-0.10 

0.150 

0.03 

0.01 

0.04 

0.09 

0.00 

0.00 

0.00 

0.12 

0.001 

0.18 

0.30 


7 MKS 

0802000200323400 

2.378 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.342 

0.11 

0.150 

0.05 

0.01 

0.02 

0.05 

0.00 

-0.01 

0.00 

0.20 

0.005 

0.12 

0.21 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.032 

0.11 

0.150 

0.03 

0.01 

0.02 

0.04 

0.00 

-0.02 

-0.01 

0.12 

0.004 

0.10 

0.16 


7 MOD 

0802000300361300 

3.237 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.031 

-0.04 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


7 MWM 

0802000300379700 

4.007 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.755 

0.63 

0.150 

0.01 

0.00 

0.01 

0.01 

0.00 

0.06 

0.03 

0.03 

0.000 

0.04 

0.07 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.735 

0.63 

0.150 

0.01 

0.00 

0.15 

0.00 

0.00 

-0.07 

-0.04 

0.03 

0.000 

0.03 

0.07 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.517 

0.63 

0.150 

0.01 

0.00 

0.03 

0.04 

0.00 

0.18 

0.10 

0.05 

0.001 

0.12 

0.23 


7 NDR-A 

0802000300377700 

3.001 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.245 

-0.05 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.03 






Ghaggar River Bed 

Command 

Younger Alluvium 

2.631 

-0.05 

0.150 

0.05 

0.01 

0.53 

0.00 

0.00 

0.00 

0.00 

0.20 

0.001 

0.18 

0.31 






Bhakhra Canal 

Command 

Younger Alluvium 

0.126 

-0.05 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


7 NDR-B 

0802000300377600 

2.065 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.065 

-0.02 

0.150 

0.13 

0.03 

0.41 

0.00 

0.00 

0.00 

0.00 

0.51 

0.001 

0.21 

0.34 


7 NRD 

0801000900257500 

0.799 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.799 

0.04 

0.200 

0.02 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

0.07 

0.000 

0.19 

0.57 


7 NSW 

0802000400406100 

1.829 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.447 

-0.29 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.004 

0.13 

0.21 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.381 

-0.29 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.03 

0.06 


7 PBN 

0802000400397900 

1.916 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.916 

0.08 

0.150 

0.09 

0.01 

0.19 

0.00 

0.00 

-0.09 

-0.06 

0.34 

0.005 

0.16 

0.25 


7 RP-A 

0802000300383200 

2.235 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.235 

0.13 

0.150 

0.09 

0.02 

0.52 

0.00 

0.00 

-0.41 

-0.24 

0.38 

0.001 

0.21 

0.36 


7 RP-B 

0802000300382400 

2.611 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.611 

0.14 

0.150 

0.05 

0.01 

0.61 

0.00 

0.00 

-0.52 

-0.29 

0.22 

0.001 

0.20 

0.36 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 


( 22 ) 


( 24 ) 

( 25 ) 


(27) 

(2s; 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.20 

0.04 

(88.86) 

0.03 

0.04 

0.07 

0.04 

0.18 

0.01 

0.0100 

0.0216 

0.0305 

- 

0.062 

0.074 

0.144 

0.007 

0.137 

0.063 

46.22 

Safe 

6 RWB 

0802000200337400 

0.20 

0.00 

(388.34) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0013 

0.0016 

- 

0.003 

0.003 

0.005 

0.000 

0.005 

0.008 

170.33 

Over Exploited 

6 SGM-A 

0801000900271500 

0.25 

0.00 

(28,715.49) 

0.00 

0.11 

0.11 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.109 

0.005 

0.103 

0.000 

0.04 

Safe 



0.25 

0.11 

(17,106.00) 

0.09 

1.11 

1.20 

0.04 

0.19 

0.03 

0.0100 

- 

- 

- 

0.010 

0.039 

1.239 

0.062 

1.177 

0.027 

2.33 

Safe 



0.25 

0.00 

(1,512.38) 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0019 

0.0045 

- 

0.006 

0.006 

0.012 

0.001 

0.011 

0.000 

0.12 

Safe 

6 SGM-B 

0801000900272500 

0.25 

0.07 

- 

0.07 

0.10 

0.17 

0.05 

0.22 

0.02 

0.0500 

0.0283 

0.0666 

- 

0.145 

0.163 

0.331 

0.033 

0.298 

0.252 

84.66 

Semi Critical 

6 SGR 

0802000400401800 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0026 

0.0030 

- 

0.006 

0.006 

0.010 

0.001 

0.009 

0.017 

179.75 

Over Exploited 



0.20 

0.06 

- 

0.06 

0.47 

0.53 

0.04 

0.19 

0.01 

0.0300 

- 

- 

- 

0.030 

0.045 

0.575 

0.057 

0.517 

0.242 

46.75 

Safe 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

6 SHPD 

0801000900268800 

0.25 

0.03 

(67.47) 

0.03 

0.03 

0.06 

0.03 

0.17 

0.01 

0.0300 

0.0140 

0.0198 

- 

0.064 

0.072 

0.133 

0.007 

0.126 

0.180 

143.00 

Over Exploited 



0.25 

0.00 

(114.76) 

0.00 

0.01 

0.02 

0.01 

0.05 

0.00 

0.0100 

0.0050 

0.0117 

- 

0.027 

0.027 

0.044 

0.002 

0.042 

0.054 

129.36 

Over Exploited 

6 SLW 

0802000200334700 

0.20 

0.03 

- 

0.03 

0.38 

0.41 

0.02 

0.09 

0.01 

0.0300 

- 

- 

- 

0.030 

0.037 

0.448 

0.045 

0.403 

0.165 

40.99 

Safe 



0.20 

0.11 

- 

0.11 

0.21 

0.32 

0.04 

0.18 

0.03 

0.0600 

0.0683 

0.1609 

- 

0.289 

0.320 

0.640 

0.064 

0.576 

0.321 

55.85 

Safe 



0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0021 

0.0049 

- 

0.007 

0.007 

0.013 

0.001 

0.012 

0.008 

71.94 

Semi Critical 

6 SNM 

0802000300362700 

0.20 

0.15 

- 

0.15 

0.16 

0.31 

0.05 

0.24 

0.04 

0.0300 

0.0471 

0.1331 

- 

0.210 

0.247 

0.557 

0.056 

0.501 

0.285 

56.87 

Safe 

6 SPD 

0801000900268700 

0.25 

0.00 

(215.14) 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

- 

0.0018 

0.0025 

- 

0.004 

0.004 

0.008 

0.000 

0.008 

0.000 

0.21 

Safe 



0.25 

0.00 

(3,726.66) 

0.00 

0.03 

0.03 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.034 

0.002 

0.032 

0.000 

0.04 

Safe 



0.25 

0.00 

(243.75) 

0.00 

0.01 

0.02 

0.01 

0.06 

0.00 

- 

0.0050 

0.0118 

- 

0.017 

0.018 

0.035 

0.002 

0.033 

0.018 

54.82 

Safe 



0.25 

0.00 

(146.18) 

0.00 

0.01 

0.01 

0.01 

0.06 

0.00 

- 

0.0043 

0.0061 

- 

0.010 

0.011 

0.022 

0.001 

0.021 

0.009 

43.88 

Safe 



0.25 

0.00 

(238.35) 

0.00 

0.01 

0.02 

0.01 

0.06 

0.00 

- 

0.0051 

0.0120 

- 

0.017 

0.018 

0.035 

0.002 

0.034 

0.009 

26.84 

Safe 

6 SPD-A 

0802000500417500 

0.20 

0.12 

(105.51) 

0.09 

0.09 

0.18 

0.05 

0.24 

0.03 

0.0300 

0.0459 

0.0649 

- 

0.141 

0.172 

0.355 

0.018 

0.337 

0.138 

41.05 

Safe 

6 SPD-B 

0802000500417400 

0.20 

0.07 

(88.41) 

0.06 

0.06 

0.11 

0.05 

0.24 

0.02 

0.0200 

0.0275 

0.0389 

- 

0.086 

0.105 

0.218 

0.011 

0.207 

0.130 

62.92 

Safe 

6 SRW 

0802000200330000 

0.20 

0.12 

- 

0.12 

0.14 

0.26 

0.06 

0.28 

0.03 

0.1000 

0.0417 

0.0942 

- 

0.236 

0.270 

0.534 

0.053 

0.480 

0.886 

184.39 

Over Exploited 

6 SSW 

0802000300370400 

0.20 

0.06 

- 

0.06 

0.08 

0.14 

0.05 

0.25 

0.02 

0.0400 

0.0238 

0.0539 

- 

0.118 

0.135 

0.273 

0.027 

0.246 

0.340 

138.37 

Over Exploited 

6 STG 

0802000300361900 

0.20 

0.06 

- 

0.06 

0.07 

0.12 

0.05 

0.23 

0.01 

0.0300 

0.0180 

0.0508 

- 

0.099 

0.113 

0.237 

0.024 

0.213 

0.297 

139.60 

Over Exploited 

6 ZWD-A 

0802000400415700 

0.20 

0.06 

(8.97) 

0.06 

0.03 

0.09 

0.05 

0.22 

0.02 

- 

0.0213 

0.0240 

- 

0.045 

0.061 

0.149 

0.007 

0.142 

0.004 

3.02 

Safe 

644 RD 

0802000200334900 

0.20 

0.10 

- 

0.10 

0.13 

0.23 

0.05 

0.21 

0.03 

0.0200 

0.0434 

0.0981 

- 

0.162 

0.189 

0.414 

0.041 

0.373 

0.209 

56.08 

Safe 

650 RD 

0802000200334800 

0.20 

0.00 

- 

0.00 

0.03 

0.04 

0.01 

0.03 

0.00 

0.0100 

0.0119 

0.0279 

- 

0.050 

0.051 

0.088 

0.009 

0.079 

0.062 

77.79 

Semi Critical 

654 RD 

0802000200335200 

0.20 

0.00 

- 

0.00 

0.03 

0.03 

0.01 

0.02 

0.00 

0.0100 

0.0109 

0.0257 

- 

0.047 

0.047 

0.080 

0.008 

0.072 

0.052 

72.37 

Semi Critical 

67000 RD 

0802000400413600 

0.20 

0.10 

- 

0.10 

0.07 

0.17 

0.04 

0.21 

0.03 

0.0200 

0.0380 

0.0430 

- 

0.101 

0.128 

0.299 

0.030 

0.269 

0.181 

67.11 

Safe 

6 ZWD-B 

0802000400416000 

0.20 

0.06 

(25.52) 

0.05 

0.04 

0.09 

0.05 

0.22 

0.02 

- 

0.0260 

0.0367 

- 

0.063 

0.079 

0.174 

0.009 

0.165 

0.004 

2.64 

Safe 

7 BRP 

0802000400407400 

0.20 

0.16 

- 

0.16 

- 

0.16 

0.04 

0.21 

0.04 

0.0100 

- 

- 

- 

0.010 

0.052 

0.211 

0.021 

0.190 

0.099 

52.08 

Safe 

7 CDR 

0802000200327400 

0.20 

0.01 

- 

0.01 

0.13 

0.14 

0.02 

0.08 

0.00 

0.0400 

- 

- 

- 

0.040 

0.043 

0.187 

0.019 

0.168 

0.341 

202.12 

Over Exploited 



0.20 

0.08 

- 

0.08 

0.12 

0.20 

0.05 

0.20 

0.02 

0.1000 

0.0291 

0.0822 

- 

0.211 

0.233 

0.432 

0.043 

0.389 

0.880 

226.18 

Over Exploited 

7 FDM 

0801000900257100 

0.25 

0.09 

(104.36) 

0.07 

0.06 

0.13 

0.04 

0.24 

0.02 

0.0200 

0.0262 

0.0370 

- 

0.083 

0.101 

0.227 

0.011 

0.216 

0.108 

50.10 

Safe 

7 FTP 

0802000200327300 

0.20 

0.21 

- 

0.21 

0.70 

0.90 

0.06 

0.28 

0.06 

0.1700 

- 

- 

- 

0.170 

0.229 

1.133 

0.113 

1.020 

1.572 

154.17 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0006 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.010 

768.98 

Over Exploited 

7 GGR 

0802000200332900 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.000 

2.54 

Safe 



0.20 

0.06 

- 

0.06 

0.07 

0.13 

0.06 

0.27 

0.02 

0.0300 

0.0220 

0.0498 

- 

0.102 

0.120 

0.252 

0.025 

0.227 

0.290 

127.51 

Over Exploited 

7 HMH 

0802000300358300 

0.20 

0.17 

- 

0.17 

0.19 

0.36 

0.05 

0.24 

0.04 

0.0400 

0.0653 

0.1477 

- 

0.253 

0.297 

0.654 

0.065 

0.589 

0.385 

65.38 

Safe 

7 JRK 

0802000300360200 

0.20 

0.00 

- 

0.00 

0.04 

0.04 

0.01 

0.03 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.050 

0.005 

0.045 

0.054 

120.41 

Over Exploited 

7 KHR 

0802000200322400 

0.20 

0.00 

(1,110.14) 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0022 

0.0050 

- 

0.007 

0.007 

0.014 

0.001 

0.013 

0.011 

81.46 

Semi Critical 

7 KSP 

0802000200333700 

0.20 

0.11 

- 

0.11 

0.14 

0.25 

0.06 

0.27 

0.03 

0.0400 

0.0462 

0.1089 

- 

0.195 

0.226 

0.475 

0.048 

0.428 

0.229 

53.48 

Safe 

7 LGW-A 

0802000400397200 

0.20 

0.10 

(199.14) 

0.08 

0.32 

0.40 

0.04 

0.20 

0.03 

0.0700 

- 

- 

- 

0.070 

0.096 

0.492 

0.025 

0.468 

0.655 

140.11 

Over Exploited 

7 LGW-B 

0802000400397100 

0.20 

0.06 

- 

0.06 

0.20 

0.26 

0.04 

0.20 

0.02 

0.0700 

- 

- 

- 

0.070 

0.086 

0.344 

0.034 

0.310 

0.616 

198.92 

Over Exploited 

7 LLW 

0802000300351200 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

7 MD 

0802000300377200 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.000 

0.14 

Safe 



0.20 

0.00 

- 

0.00 

0.01 

0.02 

0.01 

0.03 

0.00 

0.0100 

0.0052 

0.0122 

- 

0.027 

0.028 

0.043 

0.004 

0.039 

0.027 

69.18 

Safe 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0024 

0.0033 

- 

0.006 

0.006 

0.010 

0.001 

0.009 

0.006 

65.98 

Safe 



0.20 

0.09 

- 

0.09 

0.14 

0.23 

0.05 

0.23 

0.03 

0.0200 

0.0469 

0.1104 

- 

0.177 

0.203 

0.438 

0.044 

0.394 

0.121 

30.63 

Safe 

7 MKS 

0802000200323400 

0.20 

0.03 

(110.80) 

0.03 

0.08 

0.11 

0.04 

0.16 

0.01 

0.0400 

0.0242 

0.0571 

- 

0.121 

0.131 

0.236 

0.012 

0.225 

0.203 

90.47 

Critical 



0.20 

0.02 

(146.14) 

0.02 

0.06 

0.08 

0.03 

0.12 

0.01 

0.0200 

0.0187 

0.0439 

- 

0.083 

0.088 

0.167 

0.008 

0.159 

0.126 

79.47 

Semi Critical 

7 MOD 

0802000300361300 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.000 

0.29 

Safe 

7 MWM 

0802000300379700 

0.20 

0.01 

503.39 

0.01 

0.02 

0.03 

0.01 

0.05 

0.00 

0.0100 

0.0111 

0.0157 

- 

0.037 

0.038 

0.064 

0.003 

0.061 

0.027 

44.94 

Safe 



0.20 

0.01 

(791.12) 

0.00 

0.15 

0.15 

0.01 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.163 

0.008 

0.155 

0.027 

17.59 

Safe 



0.20 

0.06 

60.58 

0.07 

0.06 

0.14 

0.03 

0.15 

0.02 

0.0100 

0.0370 

0.0523 

- 

0.099 

0.115 

0.250 

0.013 

0.238 

0.051 

21.29 

Safe 

7 NDR-A 

0802000300377700 

0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0036 

0.0051 

- 

0.009 

0.009 

0.016 

0.002 

0.014 

0.014 

98.12 

Critical 



0.20 

0.08 

- 

0.08 

0.54 

0.62 

0.05 

0.23 

0.02 

0.0400 

- 

- 

- 

0.040 

0.062 

0.680 

0.068 

0.612 

0.204 

33.26 

Safe 



0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0023 

0.0053 

- 

0.008 

0.008 

0.014 

0.001 

0.013 

0.014 

109.17 

Over Exploited 

7 NDR-B 

0802000300377600 

0.20 

0.09 

- 

0.09 

0.44 

0.53 

0.06 

0.27 

0.02 

0.1000 

- 

- 

- 

0.100 

0.124 

0.656 

0.066 

0.590 

0.514 

87.04 

Semi Critical 

7 NRD 

0801000900257500 

0.25 

0.04 

(95.54) 

0.03 

0.02 

0.05 

0.04 

0.23 

0.01 

0.0100 

0.0117 

0.0166 

- 

0.038 

0.047 

0.098 

0.005 

0.093 

0.072 

77.53 

Semi Critical 

7 NSW 

0802000400406100 

0.20 

0.04 

- 

0.04 

- 

0.04 

0.03 

0.16 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.057 

0.006 

0.051 

0.077 

149.01 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.01 

0.04 

0.00 

- 

0.0047 

0.0053 

- 

0.010 

0.011 

0.020 

0.002 

0.018 

0.015 

81.65 

Semi Critical 

7 PBN 

0802000400397900 

0.20 

0.06 

(192.60) 

0.05 

0.20 

0.25 

0.04 

0.20 

0.02 

0.0400 

- 

- 

- 

0.040 

0.057 

0.308 

0.015 

0.292 

0.347 

118.54 

Over Exploited 

7 RP-A 

0802000300383200 

0.20 

0.09 

(358.13) 

0.07 

0.54 

0.62 

0.06 

0.26 

0.03 

0.0700 

- 

- 

- 

0.070 

0.095 

0.711 

0.036 

0.676 

0.379 

56.02 

Safe 

7 RP-B 

0802000300382400 

0.20 

0.11 

(376.74) 

0.08 

0.62 

0.71 

0.06 

0.26 

0.03 

0.0400 

- 

- 

- 

0.040 

0.069 

0.774 

0.039 

0.735 

0.217 

29.46 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


7 RPC 

0802000300382300 

1.294 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.286 

0.14 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.07 

0.000 

0.04 

0.08 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.366 

0.14 

0.150 

0.02 

0.01 

0.09 

0.00 

0.00 

-0.07 

-0.04 

0.08 

0.000 

0.06 

0.10 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.642 

0.14 

0.150 

0.02 

0.00 

0.01 

0.01 

0.00 

0.02 

0.01 

0.06 

0.000 

0.10 

0.18 


7 SGM 

0801000900272600 

1.978 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.978 

-0.03 

0.200 

0.07 

0.02 

0.03 

0.07 

0.00 

0.00 

0.00 

0.26 

0.000 

0.17 

0.41 


7 SGR-A 

0801000900263400 

0.899 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.114 

-0.15 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.02 

0.04 






Bhakhra Canal 

Command 

Younger Alluvium 

0.012 

-0.15 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.327 

-0.15 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.000 

0.06 

0.12 






Bhakhra Canal 

Command 

Younger Alluvium 

0.445 

-0.15 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.04 

0.000 

0.08 

0.17 


7 SGR-B 

0801000900263500 

0.985 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.785 

-0.15 

0.200 

0.03 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.11 

0.000 

0.13 

0.27 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.200 

-0.15 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.03 

0.07 


7 SHPD-A 

0801000900268600 

2.728 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.064 

0.06 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.664 

0.06 

0.200 

0.05 

0.01 

0.03 

0.04 

0.00 

0.00 

0.00 

0.18 

0.000 

0.17 

0.45 


7 SHPD-B 

0801000900268500 

2.494 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.494 

0.09 

0.200 

0.06 

0.01 

0.03 

0.04 

0.00 

0.03 

0.01 

0.23 

0.000 

0.18 

0.51 


7 SNM 

0802000300362900 

6.089 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

6.089 

-0.36 

0.150 

0.10 

0.02 

0.06 

0.17 

0.00 

0.00 

0.00 

0.40 

0.002 

0.18 

0.45 


7 SPD 

0802000500417300 

0.900 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.900 

0.36 

0.090 

0.02 

0.01 

0.01 

0.01 

0.00 

0.02 

0.01 

0.10 

0.000 

0.18 

0.32 


7 SRW 

0802000200331200 

2.681 

Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.201 

-0.96 

0.150 

0.02 

0.00 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.001 

0.02 

0.02 






Bhakhra Canal 

Command 

Younger Alluvium 

2.480 

-0.96 

0.150 

0.21 

0.03 

0.03 

0.07 

0.00 

0.00 

0.00 

0.82 

0.010 

0.20 

0.29 


7 SSW 

0802000300370800 

6.177 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

6.177 

-0.23 

0.150 

0.02 

0.01 

0.09 

0.22 

0.00 

0.00 

0.00 

0.08 

0.002 

0.20 

0.42 


7 STB 

0802000400412000 

1.503 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.503 

-0.29 

0.150 

0.07 

0.01 

0.01 

0.01 

0.00 

0.00 

0.00 

0.29 

0.004 

0.16 

0.28 


7 STG 

0802000300363100 

4.007 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.099 

-0.34 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.000 

0.00 

0.01 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.908 

-0.34 

0.150 

0.17 

0.03 

0.04 

0.11 

0.00 

0.00 

0.00 

0.67 

0.001 

0.18 

0.41 


7 ZWD 

0802000400415900 

1.803 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.803 

0.56 

0.150 

0.00 

0.00 

0.02 

0.03 

0.00 

0.11 

0.06 

0.00 

0.004 

0.18 

0.31 


75000 RD 

0802000400413500 

3.649 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.649 

-0.19 

0.150 

0.05 

0.01 

0.03 

0.04 

0.00 

0.00 

0.00 

0.20 

0.009 

0.17 

0.28 


767.50 RD 

0802000400413300 

2.727 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.727 

-0.26 

0.150 

0.05 

0.01 

0.02 

0.03 

0.00 

0.00 

0.00 

0.19 

0.007 

0.16 

0.28 


8 BRP 

0802000400407300 

3.622 

Saline 

Non-command 

Non-command 

Younger Alluvium 

3.622 

-0.24 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.009 

0.17 

0.32 


8 CDR 

0802000200327500 

2.953 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.182 

-0.33 

0.150 

0.24 

0.03 

0.22 

0.00 

0.00 

0.00 

0.00 

0.93 

0.008 

0.16 

0.24 






Bhakhra Canal 

Command 

Younger Alluvium 

0.771 

-0.33 

0.150 

0.08 

0.01 

0.01 

0.02 

0.00 

0.00 

0.00 

0.33 

0.003 

0.06 

0.09 


8 FDM 

0801000900256900 

3.166 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.673 

0.05 

0.200 

0.02 

0.00 

0.02 

0.02 

0.00 

-0.01 

0.00 

0.07 

0.000 

0.10 

0.33 


8 FTP-A 

0802000200327200 

2.213 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.183 

-0.36 

0.150 

0.16 

0.02 

0.29 

0.00 

0.00 

0.00 

0.00 

0.64 

0.008 

0.21 

0.33 






Bhakhra Canal 

Command 

Younger Alluvium 

0.031 

-0.36 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 


8 FTP-B 

0802000200327100 

3.011 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

3.011 

-0.41 

0.150 

0.15 

0.02 

0.40 

0.00 

0.00 

0.00 

0.00 

0.59 

0.012 

0.22 

0.33 






Bhakhra Canal 

Command 

Younger Alluvium 

0.000 

-0.41 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


8 GGR 

0802000200331100 

5.349 

Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.025 

-0.99 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 






Bhakhra Canal 

Command 

Younger Alluvium 

5.324 

-0.99 

0.150 

0.37 

0.05 

0.07 

0.15 

0.00 

0.00 

0.00 

1.43 

0.020 

0.21 

0.31 


8 HMH 

0802000300358400 

2.821 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.270 

-0.48 

0.150 

0.02 

0.00 

0.05 

0.00 

0.00 

0.00 

0.00 

0.10 

0.000 

0.02 

0.05 






Bhakhra Canal 

Command 

Younger Alluvium 

0.222 

-0.48 

0.150 

0.02 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.07 

0.000 

0.02 

0.04 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.330 

-0.48 

0.150 

0.09 

0.01 

0.03 

0.07 

0.00 

0.00 

0.00 

0.36 

0.001 

0.16 

0.41 


8 JRK 

0802000300360300 

3.983 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.616 

-0.28 

0.150 

0.02 

0.00 

0.06 

0.00 

0.00 

0.00 

0.00 

0.10 

0.000 

0.03 

0.06 


8 KHR 

0802000200322300 

3.505 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.705 

0.08 

0.150 

0.02 

0.00 

0.01 

0.03 

0.00 

-0.01 

0.00 

0.07 

0.003 

0.05 

0.07 


8 KSP 

0802000300371100 

2.190 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.190 

-0.14 

0.150 

0.07 

0.02 

0.03 

0.08 

0.00 

0.00 

0.00 

0.28 

0.001 

0.21 

0.37 


8 LGW-A 

0802000400397000 

3.660 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.766 

-0.25 

0.150 

0.07 

0.01 

0.18 

0.00 

0.00 

0.00 

0.00 

0.29 

0.004 

0.08 

0.12 






Bhakhra Canal 

Command 

Younger Alluvium 

0.004 

-0.25 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


8 LGW-B 

0802000400396900 

4.607 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.624 

-0.34 

0.150 

0.03 

0.00 

0.26 

0.00 

0.00 

0.00 

0.00 

0.11 

0.006 

0.09 

0.14 






Bhakhra Canal 

Command 

Younger Alluvium 

0.670 

-0.34 

0.150 

0.01 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.02 

0.002 

0.02 

0.04 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.042 

-0.34 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


8 LLW 

0802000300351500 

3.149 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.476 

-0.51 

0.150 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.05 

0.000 

0.03 

0.07 


8 MD 

0802000300377100 

2.723 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.142 

-0.09 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.02 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.793 

-0.09 

0.150 

0.03 

0.01 

0.02 

0.03 

0.00 

0.00 

0.00 

0.11 

0.000 

0.14 

0.24 






Bhakhra Canal 

Command 

Younger Alluvium 

0.787 

-0.09 

0.150 

0.01 

0.00 

0.01 

0.03 

0.00 

0.00 

0.00 

0.05 

0.000 

0.06 

0.10 


8 MKS 

0802000200321800 

4.820 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.207 

0.13 

0.150 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

0.00 

0.01 

0.001 

0.01 

0.02 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.121 

0.13 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


8 MWM 

0802000300380500 

1.175 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.181 

1.00 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.000 

0.03 

0.05 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.992 

1.00 

0.150 

0.02 

0.01 

0.20 

0.00 

0.00 

-0.04 

-0.02 

0.10 

0.000 

0.16 

0.30 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.002 

1.00 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


8 MZW 

0802000200341900 

5.164 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.035 

0.12 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


8 NDR 

0802000300382900 

1.789 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.789 

0.05 

0.150 

0.04 

0.01 

0.36 

0.00 

0.00 

-0.32 

-0.19 

0.16 

0.000 

0.21 

0.35 


8 NRD 

0801000900255300 

1.170 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.170 

-0.05 

0.200 

0.04 

0.01 

0.02 

0.03 

0.00 

0.00 

0.00 

0.14 

0.000 

0.20 

0.63 


8 NSW 

0802000400406300 

6.545 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.543 

-0.21 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.004 

0.04 

0.06 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.003 

-0.21 

0.150 

0.05 

0.01 

0.04 

0.05 

0.00 

0.00 

0.00 

0.17 

0.012 

0.12 

0.20 


8 PBN 

0802000400398000 

3.033 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

3.033 

0.10 

0.150 

0.17 

0.02 

0.30 

0.00 

0.00 

-0.11 

-0.07 

0.67 

0.007 

0.16 

0.25 


8 RP-CAD(RAHIT) 

0802000300383400 

2.946 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.252 

0.13 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.03 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.791 

0.13 

0.150 

0.01 

0.00 

0.16 

0.00 

0.00 

-0.13 

-0.08 

0.04 

0.000 

0.06 

0.09 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.904 

0.13 

0.150 

0.01 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.04 

0.000 

0.13 

0.23 


8 RP-CAD(SAHIT) 

0802000300383300 

1.307 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.307 

0.13 

0.150 

0.05 

0.01 

0.31 

0.00 

0.00 

-0.24 

-0.14 

0.22 

0.000 

0.21 

0.35 


8 SD 

0801000900273900 

6.397 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.261 

0.15 

0.200 

0.02 

0.00 

0.04 

0.05 

0.00 

0.03 

0.01 

0.07 

0.000 

0.09 

0.23 






Gang Canal 

Command 

Younger Alluvium 

0.662 

0.15 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.01 

0.00 

0.02 

0.000 

0.02 

0.05 


8 SGM 

0801000900272700 

2.527 

Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.055 

0.02 

0.200 

0.00 

0.00 

0.02 

0.00 

0.00 

-0.02 

-0.01 

0.01 

0.000 

0.00 

0.01 






Bhakhra Canal 

Command 

Younger Alluvium 

2.472 

0.02 

0.200 

0.08 

0.02 

0.04 

0.09 

0.00 

-0.06 

-0.02 

0.32 

0.000 

0.17 

0.41 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

1 RPC 

0802000300382300 

0.20 

0.00 

309.19 

0.00 

0.01 

0.01 

0.01 

0.06 

0.00 

0.0100 

0.0049 

0.0059 

- 

0.021 

0.021 

0.032 

0.002 

0.031 

0.068 

222.29 

Over Exploited 



0.20 

0.00 

(1,021.84) 

0.00 

0.10 

0.10 

0.02 

0.07 

0.00 

0.0200 

- 

- 

- 

0.020 

0.021 

0.120 

0.006 

0.114 

0.081 

71.14 

Semi Critical 



0.20 

0.01 

(27.55) 

0.01 

0.02 

0.03 

0.03 

0.13 

0.00 

0.0100 

0.0110 

0.0133 

- 

0.034 

0.038 

0.065 

0.003 

0.062 

0.063 

101.59 

Over Exploited 

7 SGM 

0801000900272600 

0.25 

0.08 

- 

0.08 

0.12 

0.21 

0.05 

0.22 

0.02 

0.0500 

0.0357 

0.0841 

- 

0.170 

0.192 

0.400 

0.040 

0.360 

0.261 

72.62 

Semi Critical 

7 SGR-A 

0801000900263400 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.01 

0.03 

0.00 

- 

0.0014 

0.0016 

- 

0.003 

0.003 

0.006 

0.001 

0.005 

0.018 

334.94 

Over Exploited 



0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

0.16 

Safe 



0.25 

0.00 

- 

0.00 

0.01 

0.01 

0.02 

0.08 

0.00 

- 

0.0040 

0.0045 

- 

0.009 

0.010 

0.021 

0.002 

0.019 

0.027 

142.59 

Over Exploited 



0.25 

0.01 

- 

0.01 

0.02 

0.03 

0.02 

0.10 

0.00 

- 

0.0067 

0.0152 

- 

0.022 

0.024 

0.052 

0.005 

0.047 

0.036 

76.42 

Semi Critical 

7 SGR-B 

0801000900263500 

0.25 

0.03 

- 

0.03 

0.02 

0.04 

0.04 

0.17 

0.01 

0.0100 

0.0096 

0.0109 

- 

0.031 

0.037 

0.079 

0.008 

0.071 

0.108 

152.55 

Over Exploited 



0.25 

0.00 

- 

0.00 

0.00 

0.01 

0.01 

0.04 

0.00 

- 

0.0024 

0.0028 

- 

0.005 

0.006 

0.011 

0.001 

0.010 

0.018 

178.97 

Over Exploited 

7 SHPD-A 

0801000900268600 

0.25 

0.00 

(551.62) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0009 

0.0013 

- 

0.002 

0.002 

0.004 

0.000 

0.004 

0.000 

0.22 

Safe 



0.25 

0.12 

(98.70) 

0.09 

0.08 

0.17 

0.04 

0.22 

0.03 

0.0300 

0.0392 

0.0554 

- 

0.125 

0.153 

0.325 

0.016 

0.308 

0.180 

58.46 

Safe 

7 SHPD-B 

0801000900268500 

0.25 

0.11 

(91.33) 

0.09 

0.08 

0.17 

0.04 

0.23 

0.03 

0.0400 

0.0367 

0.0519 

- 

0.129 

0.155 

0.322 

0.016 

0.306 

0.225 

73.75 

Semi Critical 

7 SNM 

0802000300362900 

0.20 

0.23 

- 

0.23 

0.26 

0.48 

0.05 

0.23 

0.06 

0.0500 

0.0733 

0.2073 

- 

0.331 

0.386 

0.867 

0.087 

0.781 

0.405 

51.83 

Safe 

7 SPD 

0802000500417300 

0.20 

0.03 

(72.44) 

0.03 

0.03 

0.06 

0.05 

0.23 

0.01 

0.0200 

0.0132 

0.0187 

- 

0.052 

0.061 

0.120 

0.006 

0.114 

0.097 

85.42 

Semi Critical 

7 SRW 

0802000200331200 

0.20 

0.00 

- 

0.00 

0.03 

0.03 

0.00 

0.02 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.044 

0.004 

0.040 

0.066 

164.40 

Over Exploited 



0.20 

0.10 

- 

0.10 

0.13 

0.23 

0.06 

0.26 

0.03 

0.0900 

0.0373 

0.0844 

- 

0.212 

0.240 

0.471 

0.047 

0.424 

0.828 

195.04 

Over Exploited 

7 SSW 

0802000300370800 

0.20 

0.25 

- 

0.25 

0.32 

0.57 

0.05 

0.26 

0.07 

0.0200 

0.1116 

0.2628 

- 

0.394 

0.461 

1.036 

0.104 

0.932 

0.084 

8.97 

Safe 

7 STB 

0802000400412000 

0.20 

0.05 

- 

0.05 

0.04 

0.09 

0.04 

0.21 

0.01 

0.0300 

0.0184 

0.0208 

- 

0.069 

0.083 

0.170 

0.017 

0.153 

0.292 

190.99 

Over Exploited 

7 STG 

0802000300363100 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0012 

0.0034 

- 

0.005 

0.005 

0.009 

0.001 

0.008 

0.041 

532.96 

Over Exploited 



0.20 

0.14 

- 

0.14 

0.18 

0.32 

0.04 

0.22 

0.03 

0.0800 

0.0471 

0.1330 

- 

0.260 

0.294 

0.615 

0.061 

0.553 

0.669 

120.89 

Over Exploited 

7 ZWD 

0802000400415900 

0.20 

0.06 

(6.00) 

0.06 

0.05 

0.11 

0.05 

0.22 

0.02 

- 

0.0265 

0.0375 

- 

0.064 

0.081 

0.186 

0.009 

0.177 

0.004 

2.52 

Safe 

75000 RD 

0802000400413500 

0.20 

0.12 

- 

0.12 

0.08 

0.20 

0.04 

0.21 

0.03 

0.0200 

0.0447 

0.0506 

- 

0.115 

0.148 

0.346 

0.035 

0.312 

0.210 

67.42 

Safe 

767.50 RD 

0802000400413300 

0.20 

0.09 

- 

0.09 

0.06 

0.15 

0.04 

0.21 

0.02 

0.0200 

0.0334 

0.0378 

- 

0.091 

0.115 

0.266 

0.027 

0.239 

0.194 

80.98 

Semi Critical 

8 BRP 

0802000400407300 

0.20 

0.12 

- 

0.12 

- 

0.12 

0.04 

0.21 

0.03 

- 

- 

- 

- 

- 

0.032 

0.152 

0.015 

0.137 

0.009 

6.54 

Safe 

8 CDR 

0802000200327500 

0.20 

0.07 

- 

0.07 

0.25 

0.32 

0.05 

0.21 

0.02 

0.1000 

- 

- 

- 

0.100 

0.120 

0.438 

0.044 

0.394 

0.939 

238.18 

Over Exploited 



0.20 

0.01 

- 

0.01 

0.04 

0.05 

0.02 

0.07 

0.00 

0.0400 

0.0070 

0.0262 

- 

0.073 

0.076 

0.122 

0.012 

0.110 

0.330 

299.76 

Over Exploited 

8 FDM 

0801000900256900 

0.25 

0.04 

(105.98) 

0.03 

0.04 

0.08 

0.02 

0.13 

0.01 

0.0100 

0.0246 

0.0348 

- 

0.069 

0.078 

0.157 

0.008 

0.149 

0.072 

48.50 

Safe 

8 FTP-A 

0802000200327200 

0.20 

0.09 

- 

0.09 

0.31 

0.40 

0.06 

0.27 

0.03 

0.0700 

- 

- 

- 

0.070 

0.097 

0.501 

0.050 

0.451 

0.652 

144.71 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0004 

0.0010 

- 

0.001 

0.001 

0.003 

0.000 

0.002 

0.010 

431.32 

Over Exploited 

8 FTP-B 

0802000200327100 

0.20 

0.13 

- 

0.13 

0.42 

0.55 

0.06 

0.28 

0.04 

0.0700 

- 

- 

- 

0.070 

0.107 

0.659 

0.066 

0.593 

0.606 

102.12 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

8 GGR 

0802000200331100 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.008 

211.62 

Over Exploited 



0.20 

0.23 

- 

0.23 

0.27 

0.50 

0.06 

0.28 

0.07 

0.1600 

0.0801 

0.1812 

- 

0.421 

0.487 

0.985 

0.099 

0.887 

1.454 

163.98 

Over Exploited 

8HMH 

0802000300358400 

0.20 

0.00 

- 

0.00 

0.05 

0.05 

0.00 

0.02 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.056 

0.006 

0.051 

0.095 

187.27 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

0.0100 

0.0033 

0.0075 

- 

0.021 

0.021 

0.031 

0.003 

0.028 

0.068 

244.81 

Over Exploited 



0.20 

0.07 

- 

0.07 

0.11 

0.18 

0.04 

0.20 

0.02 

0.0400 

0.0351 

0.0793 

- 

0.154 

0.173 

0.353 

0.035 

0.318 

0.360 

113.14 

Over Exploited 

8 JRK 

0802000300360300 

0.20 

0.00 

- 

0.00 

0.06 

0.07 

0.01 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.076 

0.008 

0.068 

0.095 

138.99 

Over Exploited 

8 KHR 

0802000200322300 

0.20 

0.01 

(174.51) 

0.01 

0.04 

0.04 

0.01 

0.06 

0.00 

0.0100 

0.0127 

0.0300 

- 

0.053 

0.055 

0.096 

0.005 

0.091 

0.072 

78.82 

Semi Critical 

8 KSP 

0802000300371100 

0.20 

0.09 

- 

0.09 

0.13 

0.22 

0.06 

0.26 

0.02 

0.0500 

0.0396 

0.0932 

- 

0.183 

0.208 

0.430 

0.043 

0.387 

0.285 

73.53 

Semi Critical 

8 LGW-A 

0802000400397000 

0.20 

0.03 

- 

0.03 

0.19 

0.21 

0.02 

0.10 

0.01 

0.0300 

- 

- 

- 

0.030 

0.037 

0.252 

0.025 

0.226 

0.292 

129.13 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0002 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

8 LGW-B 

0802000400396900 

0.20 

0.05 

- 

0.05 

0.26 

0.31 

0.02 

0.12 

0.01 

0.0100 

- 

- 

- 

0.010 

0.023 

0.334 

0.033 

0.300 

0.111 

37.10 

Safe 



0.20 

0.00 

- 

0.00 

0.02 

0.03 

0.01 

0.03 

0.00 

- 

0.0060 

0.0228 

- 

0.029 

0.030 

0.057 

0.006 

0.051 

0.026 

49.98 

Safe 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0004 

0.0014 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

3.46 

Safe 

8 LLW 

0802000300351500 

0.20 

0.00 

- 

0.00 

0.02 

0.02 

0.01 

0.04 

0.00 

0.0100 

0.0057 

0.0162 

- 

0.032 

0.033 

0.054 

0.005 

0.049 

0.054 

111.51 

Over Exploited 

8 MD 

0802000300377100 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0021 

0.0030 

- 

0.005 

0.005 

0.009 

0.001 

0.008 

0.014 

171.75 

Over Exploited 



0.20 

0.05 

- 

0.05 

0.06 

0.10 

0.04 

0.17 

0.01 

0.0200 

0.0264 

0.0373 

- 

0.084 

0.097 

0.202 

0.020 

0.181 

0.113 

62.56 

Safe 



0.20 

0.01 

- 

0.01 

0.04 

0.05 

0.02 

0.08 

0.00 

0.0100 

0.0142 

0.0335 

- 

0.058 

0.060 

0.110 

0.011 

0.099 

0.050 

50.75 

Safe 

8 MKS 

0802000200321800 

0.20 

0.00 

(1,049.22) 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0037 

0.0088 

- 

0.013 

0.013 

0.023 

0.001 

0.022 

0.011 

48.38 

Safe 



0.20 

0.00 

(1,694.07) 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0022 

0.0052 

- 

0.007 

0.007 

0.014 

0.001 

0.013 

0.008 

64.86 

Safe 

8 MWM 

0802000300380500 

0.20 

0.00 

1,053.40 

0.00 

0.00 

0.01 

0.01 

0.04 

0.00 

- 

0.0027 

0.0038 

- 

0.006 

0.007 

0.012 

0.001 

0.012 

0.014 

118.50 

Over Exploited 



0.20 

0.03 

(167.78) 

0.03 

0.21 

0.23 

0.04 

0.20 

0.01 

0.0200 

- 

- 

- 

0.020 

0.028 

0.262 

0.013 

0.249 

0.095 

38.28 

Safe 



0.20 

0.00 

136,282.49 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

8 MZW 

0802000200341900 

0.20 

0.00 

(2,129.14) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0005 

0.0007 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

6.75 

Safe 

8 NDR 

0802000300382900 

0.20 

0.07 

(354.27) 

0.06 

0.37 

0.43 

0.06 

0.27 

0.02 

0.0300 

- 

- 

- 

0.030 

0.051 

0.479 

0.024 

0.455 

0.162 

35.69 

Safe 

8 NRD 

0801000900255300 

0.25 

0.06 

- 

0.06 

0.06 

0.12 

0.04 

0.24 

0.01 

0.0300 

0.0295 

0.0417 

- 

0.101 

0.113 

0.231 

0.023 

0.208 

0.144 

69.29 

Safe 

8 NSW 

0802000400406300 

0.20 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.025 

0.002 

0.022 

0.061 

271.24 

Over Exploited 



0.20 

0.12 

- 

0.12 

0.10 

0.23 

0.03 

0.16 

0.03 

0.0200 

0.0613 

0.0693 

- 

0.151 

0.184 

0.410 

0.041 

0.369 

0.185 

50.20 

Safe 

8 PBN 

0802000400398000 

0.20 

0.10 

(171.83) 

0.08 

0.32 

0.40 

0.04 

0.20 

0.03 

0.0700 

- 

- 

- 

0.070 

0.097 

0.498 

0.025 

0.473 

0.673 

142.29 

Over Exploited 

8 RP-CAD(RAHIT) 

0802000300383400 

0.20 

0.00 

(201.75) 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0037 

0.0052 

- 

0.009 

0.009 

0.016 

0.001 

0.015 

0.014 

91.46 

Critical 



0.20 

0.01 

(998.80) 

0.01 

0.16 

0.17 

0.02 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.178 

0.009 

0.169 

0.041 

24.38 

Safe 



0.20 

0.05 

(101.78) 

0.04 

0.05 

0.09 

0.04 

0.17 

0.01 

0.0100 

0.0280 

0.0396 

- 

0.078 

0.092 

0.180 

0.009 

0.171 

0.038 

22.51 

Safe 

8 RP-CAD(SAHIT) 

0802000300383300 

0.20 

0.05 

(360.93) 

0.04 

0.32 

0.36 

0.06 

0.26 

0.01 

0.0400 

- 

- 

- 

0.040 

0.055 

0.413 

0.021 

0.393 

0.216 

55.10 

Safe 

8 SD 

0801000900273900 

0.25 

0.07 

(82.31) 

0.06 

0.09 

0.14 

0.02 

0.11 

0.02 

0.0100 

0.0480 

0.0678 

- 

0.126 

0.144 

0.288 

0.014 

0.273 

0.072 

26.52 

Safe 



0.25 

0.00 

(216.35) 

0.00 

0.03 

0.03 

0.00 

0.02 

0.00 

- 

0.0167 

0.0236 

- 

0.040 

0.041 

0.072 

0.004 

0.069 

0.018 

26.40 

Safe 

8 SGM 

0801000900272700 

0.25 

0.00 

(15,452.22) 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.020 

0.001 

0.019 

0.009 

47.63 

Safe 



0.25 

0.10 

(122.90) 

0.08 

0.15 

0.23 

0.04 

0.21 

0.03 

0.0600 

0.0447 

0.1052 

- 

0.210 

0.237 

0.469 

0.023 

0.446 

0.315 

70.76 

Semi Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


8 SGR 

080100090026360C 

1.111 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.010 

-0.11 

0.200 

0.07 

0.01 

0.01 

0.01 

0.00 

0.00 

0.00 

0.29 

0.000 

0.15 

0.32 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.098 

-0.11 

0.200 

0.01 

0.00 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.000 

0.01 

0.03 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.003 

-0.11 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


8 SHPD 

0801000900268200 

2.185 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.613 

0.07 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.05 

0.000 

0.05 

0.13 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.216 

0.07 

0.200 

0.00 

0.00 

0.08 

0.00 

0.00 

-0.07 

-0.03 

0.02 

0.000 

0.02 

0.05 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.265 

0.07 

0.200 

0.01 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.05 

0.000 

0.10 

0.27 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.091 

0.07 

0.200 

0.00 

0.00 

0.03 

0.00 

0.00 

-0.03 

-0.01 

0.00 

0.000 

0.01 

0.02 


8 SLW 

0802000200334600 

3.608 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

3.462 

-0.55 

0.150 

0.07 

0.02 

0.69 

0.00 

0.00 

0.00 

0.00 

0.25 

0.013 

0.21 

0.30 





Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.146 

-0.55 

0.150 

0.00 

0.00 

0.03 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 


8 SPD 

0801000900291200 

6.764 

Saline 

Non-command 

Non-command 

Younger Alluvium 

2.469 

0.54 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.15 

0.02 

0.000 

0.06 

0.11 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.295 

0.54 

0.200 

0.01 

0.00 

0.04 

0.04 

0.00 

0.39 

0.22 

0.03 

0.001 

0.11 

0.19 


8 SSW 

0802000300370300 

8.971 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

8.971 

-0.36 

0.150 

0.05 

0.01 

0.11 

0.26 

0.00 

0.00 

0.00 

0.21 

0.002 

0.19 

0.48 


8 STB 

0802000400408900 

3.267 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.267 

-0.30 

0.150 

0.07 

0.01 

0.03 

0.03 

0.00 

0.00 

0.00 

0.26 

0.008 

0.16 

0.28 


8 STG-A 

0802000300363200 

3.150 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.964 

-0.26 

0.150 

0.06 

0.01 

0.02 

0.06 

0.00 

0.00 

0.00 

0.24 

0.001 

0.11 

0.21 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.186 

-0.26 

0.150 

0.02 

0.00 

0.01 

0.03 

0.00 

0.00 

0.00 

0.07 

0.000 

0.07 

0.13 


8 STG-B 

0802000300363300 

6.472 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.838 

-0.12 

0.150 

0.01 

0.00 

0.08 

0.00 

0.00 

0.00 

0.00 

0.04 

0.000 

0.02 

0.03 






Bhakhra Canal 

Command 

Younger Alluvium 

4.549 

-0.12 

0.150 

0.06 

0.01 

0.03 

0.13 

0.00 

0.00 

0.00 

0.24 

0.001 

0.12 

0.18 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.130 

-0.12 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.01 


8 ZWD 

0802000400415800 

1.718 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.718 

0.51 

0.150 

0.00 

0.00 

0.01 

0.02 

0.00 

0.10 

0.06 

0.00 

0.004 

0.17 

0.31 


9 BRP 

0802000400408600 

1.265 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.191 

-0.28 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.15 

0.28 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.074 

-0.28 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


9 CDR 

0802000200327700 

7.195 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.120 

-0.33 

0.150 

0.05 

0.01 

0.11 

0.00 

0.00 

0.00 

0.00 

0.20 

0.004 

0.03 

0.05 






Bhakhra Canal 

Command 

Younger Alluvium 

6.075 

-0.33 

0.150 

0.28 

0.04 

0.05 

0.17 

0.00 

0.00 

0.00 

1.09 

0.023 

0.18 

0.27 


9 FDM 

0801000900256800 

2.582 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.815 

0.07 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.04 

0.000 

0.06 

0.20 


9 FTP 

0802000200327000 

2.876 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.876 

-0.46 

0.150 

0.19 

0.03 

0.38 

0.00 

0.00 

0.00 

0.00 

0.75 

0.011 

0.21 

0.34 


9 GGR 

0802000200333000 

2.733 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.733 

-0.89 

0.150 

0.06 

0.01 

0.03 

0.08 

0.00 

0.00 

0.00 

0.21 

0.010 

0.22 

0.32 


9 HMH 

0802000300358500 

2.977 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.178 

-0.50 

0.150 

0.01 

0.00 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.000 

0.01 

0.03 






Bhakhra Canal 

Command 

Younger Alluvium 

0.250 

-0.50 

0.150 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.05 

0.000 

0.02 

0.04 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.549 

-0.50 

0.150 

0.06 

0.01 

0.03 

0.07 

0.00 

0.00 

0.00 

0.25 

0.001 

0.16 

0.43 


9 JRK 

0802000300360400 

2.740 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.015 

-0.22 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


9 KHR 

0802000200323000 

3.260 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.900 

0.01 

0.150 

0.03 

0.00 

0.02 

0.05 

0.00 

-0.05 

-0.03 

0.13 

0.007 

0.13 

0.21 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.360 

0.01 

0.150 

0.02 

0.00 

0.02 

0.04 

0.00 

-0.03 

-0.02 

0.08 

0.005 

0.09 

0.15 


9 KSP 

0802000200333600 

3.975 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.975 

-0.16 

0.150 

0.11 

0.03 

0.06 

0.14 

0.00 

0.00 

0.00 

0.41 

0.015 

0.21 

0.35 


9 LGW 

0802000400398400 

1.565 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.565 

-0.34 

0.150 

0.16 

0.02 

0.16 

0.00 

0.00 

0.00 

0.00 

0.65 

0.004 

0.16 

0.25 


9 LKS-A 

0802000400396200 

2.652 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.508 

-0.27 

0.150 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.02 

0.001 

0.03 

0.05 


9 LKS-B 

0802000400396300 

2.246 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.166 

-0.17 

0.150 

0.02 

0.00 

0.01 

0.03 

0.00 

0.00 

0.00 

0.06 

0.003 

0.08 

0.13 


9 LLW 

0802000300351900 

2.124 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.987 

-0.29 

0.150 

0.08 

0.01 

0.02 

0.06 

0.00 

0.00 

0.00 

0.31 

0.001 

0.18 

0.44 


9 MD 

0802000300377000 

1.639 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.249 

-0.07 

0.150 

0.02 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.000 

0.03 

0.06 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.025 

-0.07 

0.150 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.01 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.364 

-0.07 

0.150 

0.05 

0.01 

0.01 

0.02 

0.00 

0.00 

0.00 

0.20 

0.000 

0.17 

0.31 


9 MKS 

0802000200323800 

2.342 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.731 

0.11 

0.150 

0.02 

0.00 

0.01 

0.03 

0.00 

-0.01 

0.00 

0.08 

0.003 

0.07 

0.12 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.611 

0.11 

0.150 

0.04 

0.01 

0.02 

0.06 

0.00 

-0.03 

-0.01 

0.15 

0.006 

0.15 

0.26 


9 MOD 

0802000300361200 

4.294 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.291 

0.07 

0.150 

0.00 

0.00 

0.03 

0.00 

0.00 

-0.03 

-0.02 

0.01 

0.000 

0.01 

0.01 


9 MWM 

0802000300373900 

1.768 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.000 

1.10 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.767 

1.10 

0.150 

0.02 

0.00 

0.02 

0.02 

0.00 

0.28 

0.15 

0.10 

0.000 

0.19 

0.35 


9 NDR 

0802000300382700 

1.042 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.042 

0.09 

0.150 

0.05 

0.01 

0.21 

0.00 

0.00 

-0.15 

-0.09 

0.22 

0.000 

0.21 

0.35 


9 NRD- A 

0801000900255500 

1.883 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.227 

-0.04 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.08 






Gang Canal 

Command 

Younger Alluvium 

1.657 

-0.04 

0.200 

0.02 

0.00 

0.03 

0.04 

0.00 

0.00 

0.00 

0.07 

0.000 

0.17 

0.55 


9 NRD-B 

0801000900255600 

4.265 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.446 

-0.07 

0.200 

0.02 

0.01 

0.03 

0.04 

0.00 

0.00 

0.00 

0.08 

0.000 

0.11 

0.37 






Gang Canal 

Command 

Younger Alluvium 

0.814 

-0.07 

0.200 

0.01 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.03 

0.000 

0.04 

0.12 


9 NSW 

0802000400406200 

3.283 

Saline 

Non-command 

Non-command 

Younger Alluvium 

3.084 

-0.24 

0.150 

0.13 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.52 

0.008 

0.15 

0.26 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.199 

-0.24 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.000 

0.01 

0.02 


9 PBN-A 

0802000400400200 

2.646 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.646 

0.05 

0.150 

0.12 

0.02 

0.27 

0.00 

0.00 

-0.15 

-0.09 

0.47 

0.007 

0.16 

0.25 


9 PBN-B 

0802000400400100 

3.725 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

3.725 

-0.03 

0.150 

0.17 

0.02 

0.37 

0.00 

0.00 

0.00 

0.00 

0.67 

0.009 

0.16 

0.25 


9 RP 

0802000300383600 

5.429 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.412 

0.14 

0.150 

0.01 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

0.04 

0.000 

0.02 

0.03 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.402 

0.14 

0.150 

0.01 

0.00 

0.09 

0.00 

0.00 

-0.08 

-0.04 

0.04 

0.000 

0.02 

0.03 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.615 

0.14 

0.150 

0.06 

0.02 

0.06 

0.07 

0.00 

0.01 

0.01 

0.25 

0.001 

0.17 

0.30 


9 SD 

0801000900274000 

6.482 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.047 

0.16 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


9 SGM 

0801000900267500 

1.003 

Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.395 

0.08 

0.200 

0.03 

0.01 

0.14 

0.00 

0.00 

-0.11 

-0.05 

0.14 

0.000 

0.07 

0.17 






Bhakhra Canal 

Command 

Younger Alluvium 

0.608 

0.08 

0.200 

0.05 

0.01 

0.01 

0.02 

0.00 

0.02 

0.01 

0.21 

0.000 

0.11 

0.26 


9 SGR 

0801000900264400 

1.654 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.001 

0.00 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.375 

0.00 

0.200 

0.02 

0.00 

0.01 

0.01 

0.00 

-0.01 

0.00 

0.06 

0.000 

0.14 

0.31 






Bhakhra Canal 

Command 

Younger Alluvium 

0.277 

0.00 

0.200 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

-0.01 

0.01 

0.000 

0.03 

0.06 


9SHPD 

0801000900268300 

1.834 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.233 

0.10 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.04 

0.000 

0.02 

0.06 






Gang Canal 

Command 

Younger Alluvium 

0.033 

0.10 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.123 

0.10 

0.200 

0.00 

0.00 

0.04 

0.00 

0.00 

-0.04 

-0.02 

0.02 

0.000 

0.01 

0.03 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.410 

0.10 

0.200 

0.01 

0.00 

0.00 

0.01 

0.00 

0.01 

0.00 

0.03 

0.000 

0.04 

0.11 






Ghaggar River Bed 

Command 

Younger Alluvium 

1.036 

0.10 

0.200 

0.02 

0.00 

0.37 

0.00 

0.00 

-0.33 

-0.12 

0.07 

0.000 

0.10 

0.27 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

8 SGR 

0801000900263600 

0.25 

0.04 

- 

0.04 

0.03 

0.07 

0.04 

0.19 

0.01 

0.0300 

0.0124 

0.0140 

- 

0.056 

0.067 

0.135 

0.013 

0.121 

0.288 

237.99 

Over Exploited 



0.25 

0.00 

- 

0.00 

0.03 

0.03 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.030 

0.003 

0.027 

0.036 

134.55 

Over Exploited 



0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

8SHPD 

0801000900268200 

0.25 

0.01 

(85.60) 

0.01 

0.02 

0.02 

0.01 

0.06 

0.00 

0.0100 

0.0090 

0.0128 

- 

0.032 

0.034 

0.056 

0.003 

0.053 

0.054 

102.01 

Over Exploited 



0.25 

0.00 

(3,092.16) 

0.00 

0.08 

0.08 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.078 

0.004 

0.074 

0.018 

24.22 

Safe 



0.25 

0.03 

(105.54) 

0.03 

0.03 

0.06 

0.03 

0.13 

0.01 

0.0100 

0.0186 

0.0263 

- 

0.055 

0.063 

0.122 

0.006 

0.116 

0.054 

46.78 

Safe 



0.25 

0.00 

(7,353.12) 

0.00 

0.03 

0.03 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.033 

0.002 

0.031 

0.000 

0.04 

Safe 

8 SLW 

0802000200334600 

0.20 

0.14 

- 

0.14 

0.71 

0.86 

0.06 

0.27 

0.04 

0.0300 

- 

- 

- 

0.030 

0.071 

0.928 

0.093 

0.836 

0.261 

31.27 

Safe 



0.20 

0.00 

- 

0.00 

0.03 

0.03 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.030 

0.003 

0.027 

0.009 

32.17 

Safe 

8 SPD 

0801000900291200 

0.25 

0.04 

284.63 

0.05 

- 

0.05 

0.02 

0.08 

0.01 

- 

- 

- 

- 

- 

0.010 

0.057 

0.003 

0.054 

0.018 

33.88 

Safe 



0.25 

0.12 

86.31 

0.14 

0.08 

0.22 

0.03 

0.14 

0.03 

- 

0.0526 

0.0595 

- 

0.112 

0.143 

0.367 

0.018 

0.349 

0.028 

7.90 

Safe 

8 SSW 

0802000300370300 

0.20 

0.35 

- 

0.35 

0.38 

0.73 

0.05 

0.24 

0.09 

0.0200 

0.1351 

0.3053 

- 

0.460 

0.551 

1.280 

0.128 

1.152 

0.216 

18.78 

Safe 

8 STB 

0802000400408900 

0.20 

0.11 

- 

0.11 

0.07 

0.18 

0.04 

0.21 

0.03 

0.0300 

0.0401 

0.0453 

- 

0.115 

0.144 

0.321 

0.032 

0.289 

0.267 

92.32 

Critical 

8 STG-A 

0802000300363200 

0.20 

0.04 

- 

0.04 

0.09 

0.13 

0.03 

0.14 

0.01 

0.0300 

0.0236 

0.0668 

- 

0.121 

0.131 

0.260 

0.026 

0.234 

0.244 

104.01 

Over Exploited 



0.20 

0.02 

- 

0.02 

0.05 

0.06 

0.02 

0.08 

0.00 

0.0100 

0.0143 

0.0404 

- 

0.065 

0.068 

0.130 

0.013 

0.117 

0.069 

59.15 

Safe 

8 STG-B 

0802000300363300 

0.20 

0.00 

- 

0.00 

0.08 

0.09 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.089 

0.009 

0.080 

0.041 

51.72 

Safe 



0.20 

0.11 

- 

0.11 

0.17 

0.28 

0.03 

0.15 

0.02 

0.0300 

0.0411 

0.1548 

- 

0.226 

0.250 

0.534 

0.053 

0.481 

0.244 

50.79 

Safe 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0012 

0.0044 

- 

0.006 

0.006 

0.010 

0.001 

0.009 

0.006 

64.34 

Safe 

8 ZWD 

0802000400415800 

0.20 

0.06 

(4.93) 

0.06 

0.03 

0.09 

0.05 

0.22 

0.02 

- 

0.0211 

0.0238 

- 

0.045 

0.061 

0.150 

0.007 

0.142 

0.004 

2.98 

Safe 

9 BRP 

0802000400408600 

0.20 

0.04 

- 

0.04 

- 

0.04 

0.04 

0.20 

0.01 

- 

- 

- 

- 

- 

0.010 

0.047 

0.005 

0.042 

0.003 

6.98 

Safe 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0009 

0.0010 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

5.88 

Safe 

9 CDR 

0802000200327700 

0.20 

0.01 

- 

0.01 

0.12 

0.13 

0.01 

0.04 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.152 

0.015 

0.137 

0.202 

147.91 

Over Exploited 



0.20 

0.22 

- 

0.22 

0.26 

0.48 

0.05 

0.23 

0.06 

0.1200 

0.0549 

0.2068 

- 

0.382 

0.445 

0.927 

0.093 

0.834 

1.112 

133.35 

Over Exploited 

9 FDM 

0801000900256800 

0.25 

0.01 

(100.00) 

0.01 

0.02 

0.03 

0.01 

0.07 

0.00 

0.0100 

0.0120 

0.0169 

- 

0.039 

0.041 

0.073 

0.004 

0.069 

0.036 

52.19 

Safe 

9 FTP 

0802000200327000 

0.20 

0.12 

- 

0.12 

0.41 

0.54 

0.06 

0.28 

0.04 

0.0800 

- 

- 

- 

0.080 

0.115 

0.653 

0.065 

0.588 

0.763 

129.87 

Over Exploited 

9 GGR 

0802000200333000 

0.20 

0.12 

- 

0.12 

0.12 

0.24 

0.06 

0.28 

0.03 

0.0200 

0.0411 

0.0930 

- 

0.154 

0.188 

0.429 

0.043 

0.386 

0.221 

57.39 

Safe 

9 HMH 

0802000300358500 

0.20 

0.00 

- 

0.00 

0.02 

0.02 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.024 

0.002 

0.022 

0.041 

187.44 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

0.0100 

0.0030 

0.0085 

- 

0.022 

0.022 

0.032 

0.003 

0.029 

0.054 

186.59 

Over Exploited 



0.20 

0.08 

- 

0.08 

0.11 

0.19 

0.04 

0.20 

0.02 

0.0300 

0.0307 

0.0868 

- 

0.147 

0.168 

0.361 

0.036 

0.325 

0.253 

77.86 

Semi Critical 

9 JRK 

0802000300360400 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.000 

0.29 

Safe 

9 KHR 

0802000200323000 

0.20 

0.05 

(157.25) 

0.04 

0.08 

0.12 

0.04 

0.17 

0.01 

0.0100 

0.0286 

0.0647 

- 

0.103 

0.118 

0.236 

0.012 

0.224 

0.136 

60.71 

Safe 



0.20 

0.03 

(183.81) 

0.02 

0.06 

0.08 

0.03 

0.12 

0.01 

0.0100 

0.0205 

0.0463 

- 

0.077 

0.084 

0.161 

0.008 

0.153 

0.086 

56.41 

Safe 

9 KSP 

0802000200333600 

0.20 

0.17 

- 

0.17 

0.23 

0.40 

0.06 

0.27 

0.05 

0.0800 

0.0718 

0.1691 

- 

0.321 

0.368 

0.768 

0.077 

0.691 

0.420 

60.79 

Safe 

9 LGW 

0802000400398400 

0.20 

0.05 

- 

0.05 

0.18 

0.23 

0.04 

0.20 

0.01 

0.0700 

- 

- 

- 

0.070 

0.084 

0.311 

0.031 

0.280 

0.652 

233.17 

Over Exploited 

9 LKS-A 

0802000400396200 

0.20 

0.00 

- 

0.00 

0.02 

0.02 

0.01 

0.04 

0.00 

- 

0.0061 

0.0173 

- 

0.023 

0.024 

0.047 

0.005 

0.042 

0.025 

59.58 

Safe 

9 LKS-B 

0802000400396300 

0.20 

0.02 

- 

0.02 

0.05 

0.06 

0.02 

0.11 

0.01 

0.0100 

0.0140 

0.0397 

- 

0.064 

0.069 

0.134 

0.013 

0.120 

0.060 

49.73 

Safe 

9 LLW 

0802000300351900 

0.20 

0.07 

- 

0.07 

0.08 

0.15 

0.05 

0.23 

0.02 

0.0300 

0.0179 

0.0676 

- 

0.116 

0.134 

0.289 

0.029 

0.260 

0.312 

119.86 

Over Exploited 

9 MD 

0802000300377000 

0.20 

0.00 

- 

0.00 

0.02 

0.02 

0.01 

0.04 

0.00 

0.0200 

0.0037 

0.0052 

- 

0.029 

0.029 

0.047 

0.005 

0.042 

0.081 

190.94 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.001 

0.005 

0.014 

303.43 

Over Exploited 



0.20 

0.05 

- 

0.05 

0.04 

0.09 

0.05 

0.22 

0.01 

0.0400 

0.0201 

0.0284 

- 

0.088 

0.101 

0.192 

0.019 

0.173 

0.195 

112.91 

Over Exploited 

9 MKS 

0802000200323800 

0.20 

0.01 

(130.03) 

0.01 

0.04 

0.05 

0.02 

0.09 

0.00 

0.0100 

0.0132 

0.0311 

- 

0.054 

0.057 

0.103 

0.005 

0.097 

0.082 

83.99 

Semi Critical 



0.20 

0.05 

(129.92) 

0.04 

0.09 

0.13 

0.04 

0.19 

0.01 

0.0300 

0.0291 

0.0685 

- 

0.128 

0.142 

0.273 

0.014 

0.259 

0.152 

58.73 

Safe 

9 MOD 

0802000300361200 

0.20 

0.00 

(3,745.96) 

0.00 

0.03 

0.03 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.030 

0.001 

0.028 

0.014 

49.65 

Safe 

9 MWM 

0802000300373900 

0.20 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.07 

124.38 

0.08 

0.03 

0.11 

0.05 

0.23 

0.02 

0.0200 

0.0217 

0.0245 

- 

0.066 

0.083 

0.195 

0.010 

0.185 

0.095 

51.60 

Safe 

9 NDR 

0802000300382700 

0.20 

0.04 

(309.08) 

0.03 

0.22 

0.25 

0.06 

0.26 

0.01 

0.0400 

- 

- 

- 

0.040 

0.052 

0.305 

0.015 

0.290 

0.216 

74.57 

Semi Critical 

9 NRD- A 

0801000900255500 

0.25 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.03 

0.00 

- 

0.0033 

0.0047 

- 

0.008 

0.008 

0.016 

0.002 

0.014 

0.009 

64.62 

Safe 



0.25 

0.07 

- 

0.07 

0.07 

0.14 

0.04 

0.21 

0.01 

0.0100 

0.0418 

0.0591 

- 

0.111 

0.126 

0.269 

0.027 

0.242 

0.072 

29.84 

Safe 

9NRD-B 

0801000900255600 

0.25 

0.07 

- 

0.07 

0.07 

0.14 

0.02 

0.14 

0.01 

0.0200 

0.0360 

0.0508 

- 

0.107 

0.121 

0.264 

0.026 

0.238 

0.081 

34.21 

Safe 



0.25 

0.01 

- 

0.01 

0.04 

0.04 

0.01 

0.05 

0.00 

0.0100 

0.0205 

0.0290 

- 

0.060 

0.061 

0.104 

0.010 

0.094 

0.027 

28.94 

Safe 

9 NSW 

0802000400406200 

0.20 

0.09 

- 

0.09 

0.02 

0.11 

0.04 

0.19 

0.03 

0.0600 

- 

- 

- 

0.060 

0.086 

0.199 

0.020 

0.180 

0.527 

293.37 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0024 

0.0028 

- 

0.005 

0.005 

0.009 

0.001 

0.008 

0.029 

349.46 

Over Exploited 

9 PBN-A 

0802000400400200 

0.20 

0.08 

(168,242.35) 

0.07 

0.29 

0.35 

0.04 

0.20 

0.02 

0.0500 

- 

- 

- 

0.050 

0.073 

0.426 

0.021 

0.405 

0.475 

117.28 

Over Exploited 

9 PBN-B 

0802000400400100 

0.20 

0.12 

- 

0.12 

0.39 

0.51 

0.04 

0.20 

0.03 

0.0700 

- 

- 

- 

0.070 

0.103 

0.615 

0.062 

0.554 

0.675 

121.96 

Over Exploited 

9 RP 

0802000300383600 

0.20 

0.00 

246.70 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

0.0100 

0.0071 

0.0086 

- 

0.026 

0.026 

0.039 

0.002 

0.037 

0.041 

112.20 

Over Exploited 



0.20 

0.00 

(3,707.63) 

0.00 

0.09 

0.09 

0.00 

0.02 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.105 

0.005 

0.100 

0.041 

41.13 

Safe 



0.20 

0.16 

(94.98) 

0.13 

0.14 

0.27 

0.05 

0.22 

0.04 

0.0500 

0.0792 

0.0959 

- 

0.225 

0.268 

0.540 

0.027 

0.513 

0.247 

48.17 

Safe 

9 SD 

0801000900274000 

0.25 

0.00 

(1,385.71) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0012 

0.0017 

- 

0.003 

0.003 

0.005 

0.000 

0.005 

0.000 

0.13 

Safe 

9 SGM 

0801000900267500 

0.25 

0.01 

(774.00) 

0.01 

0.15 

0.16 

0.02 

0.09 

0.00 

0.0300 

- 

- 

- 

0.030 

0.032 

0.189 

0.009 

0.179 

0.135 

75.35 

Semi Critical 



0.25 

0.02 

(53.77) 

0.01 

0.04 

0.05 

0.03 

0.13 

0.00 

0.0400 

0.0110 

0.0258 

- 

0.077 

0.081 

0.135 

0.007 

0.129 

0.207 

160.90 

Over Exploited 

9 SGR 

0801000900264400 

0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.25 

0.05 

(105.98) 

0.04 

0.03 

0.07 

0.04 

0.18 

0.01 

0.0100 

0.0169 

0.0191 

- 

0.046 

0.059 

0.124 

0.006 

0.118 

0.063 

53.67 

Safe 



0.25 

0.00 

(369.13) 

0.00 

0.01 

0.01 

0.01 

0.04 

0.00 

- 

0.0042 

0.0094 

- 

0.014 

0.014 

0.027 

0.001 

0.026 

0.009 

34.66 

Safe 

9SHPD 

0801000900268300 

0.25 

0.00 

149.52 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

0.0100 

0.0034 

0.0048 

- 

0.018 

0.019 

0.026 

0.001 

0.025 

0.036 

144.27 

Over Exploited 



0.25 

0.00 

(1,202.16) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0008 

0.0012 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

0.13 

Safe 



0.25 

0.00 

(55,703.41) 

0.00 

0.04 

0.04 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.044 

0.002 

0.042 

0.018 

42.91 

Safe 



0.25 

0.00 

(29.08) 

0.00 

0.01 

0.01 

0.01 

0.05 

0.00 

0.0100 

0.0060 

0.0085 

- 

0.025 

0.025 

0.039 

0.002 

0.037 

0.027 

72.17 

Semi Critical 



0.25 

0.01 

(22,744.02) 

0.01 

0.37 

0.38 

0.02 

0.13 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.404 

0.020 

0.384 

0.072 

18.77 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


9 SLW 

080200020033450C 

3.184 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.796 

-0.27 

0.150 

0.05 

0.01 

0.56 

0.00 

0.00 

0.00 

0.00 

0.19 

0.011 

0.19 

0.28 





Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.212 

-0.27 

0.150 

0.00 

0.00 

0.04 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.02 






Bhakhra Canal 

Command 

Younger Alluvium 

0.176 

-0.27 

0.150 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.02 


9 SPD-A 

0801000900291500 

2.046 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.780 

0.62 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.05 

0.01 

0.000 

0.07 

0.12 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.161 

0.62 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.12 

0.07 

0.02 

0.000 

0.10 

0.18 


9 SPD-B 

0801000900291400 

5.230 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.120 

0.60 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.01 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.110 

0.60 

0.200 

0.00 

0.00 

0.05 

0.05 

0.00 

0.51 

0.29 

0.02 

0.001 

0.17 

0.31 


9 SSW 

0802000300369700 

2.325 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.325 

-0.25 

0.150 

0.03 

0.00 

0.03 

0.07 

0.00 

0.00 

0.00 

0.11 

0.001 

0.20 

0.47 


9 STB 

0802000400408500 

3.547 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.106 

-0.30 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.01 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.441 

-0.30 

0.150 

0.06 

0.01 

0.03 

0.03 

0.00 

0.00 

0.00 

0.23 

0.008 

0.16 

0.28 


9 STG 

0802000300364200 

2.077 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.077 

-0.21 

0.150 

0.12 

0.02 

0.02 

0.06 

0.00 

0.00 

0.00 

0.46 

0.001 

0.18 

0.33 


9 ZWD 

0802000400415100 

4.583 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.583 

0.63 

0.150 

0.00 

0.00 

0.05 

0.07 

0.00 

0.31 

0.18 

0.00 

0.011 

0.18 

0.31 


Amarpura Jatan 

0801000900276100 

10.779 

Saline 

Non-command 

Non-command 

Younger Alluvium 

6.642 

-0.05 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.001 

0.11 

0.25 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.665 

-0.05 

0.200 

0.01 

0.00 

0.05 

0.05 

0.00 

0.00 

0.00 

0.03 

0.000 

0.06 

0.14 






Bhakhra Canal 

Command 

Younger Alluvium 

0.472 

-0.05 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Bareka 

0801000900277200 

2.440 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.440 

0.07 

0.200 

0.23 

0.06 

0.05 

0.09 

0.00 

0.07 

0.03 

0.90 

0.000 

0.17 

0.40 


BAROPALBARANI 

0802000400407200 

16.042 

Saline 

Non-command 

Non-command 

Younger Alluvium 

16.042 

-0.08 

0.150 

0.30 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

1.15 

0.040 

0.17 

0.33 


Bhairoonpura 

0801000900275800 

9.588 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.006 

-0.10 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.747 

-0.10 

0.200 

0.00 

0.00 

0.05 

0.06 

0.00 

0.00 

0.00 

0.02 

0.000 

0.07 

0.16 





Saline 

Non-command 

Non-command 

Younger Alluvium 

1.960 

-0.10 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.08 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.713 

-0.10 

0.200 

0.00 

0.00 

0.04 

0.04 

0.00 

0.00 

0.00 

0.01 

0.000 

0.05 

0.12 


Bhojewala 

0801000900289000 

38.493 

Fresh 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.133 

0.08 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Younger Alluvium 

7.388 

0.08 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.05 

0.04 

0.001 

0.03 

0.07 





Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

1.903 

0.08 

0.200 

0.00 

0.00 

0.00 

0.01 

0.00 

0.02 

0.01 

0.00 

0.000 

0.01 

0.02 






Non-command 

Non-command 

Younger Alluvium 

16.980 

0.08 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.27 

0.12 

0.04 

0.002 

0.07 

0.17 


Dhadhiyawali 

0801000900277800 

26.081 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.680 

-0.18 

0.200 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.000 

0.02 

0.04 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.871 

-0.18 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.04 

0.000 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Younger Alluvium 

17.742 

-0.18 

0.200 

0.11 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.002 

0.12 

0.28 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.322 

-0.18 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.01 


Hanumangarh (M) 

0802000340202000 

7.898 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

4.991 

-0.47 

0.150 

1.29 

0.00 

0.50 

0.00 

0.00 

0.00 

0.00 

0.00 

3.931 

0.12 

0.33 






Bhakhra Canal 

Command 

Younger Alluvium 

2.907 

-0.47 

0.150 

0.75 

0.00 

0.02 

0.08 

0.00 

0.00 

0.00 

0.00 

2.289 

0.07 

0.19 


Kanor 

0801000900289800 

9.771 

Saline 

Non-command 

Non-command 

Younger Alluvium 

9.771 

0.15 

0.200 

0.12 

0.02 

0.00 

0.00 

0.00 

0.40 

0.20 

0.50 

0.001 

0.17 

0.33 


KHEDASARI 

0802000500416700 

1.520 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.520 

0.52 

0.090 

0.09 

0.01 

0.01 

0.01 

0.00 

0.12 

0.07 

0.37 

0.000 

0.18 

0.31 


Kishanpura 

0801000900277600 

33.315 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

14.926 

-0.05 

0.200 

0.34 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

1.37 

0.002 

0.08 

0.18 





Saline 

Non-command 

Non-command 

Younger Alluvium 

14.723 

-0.05 

0.200 

0.17 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.68 

0.002 

0.07 

0.18 


Manaksar 

0801000900276200 

5.935 

Saline 

Non-command 

Non-command 

Younger Alluvium 

5.902 

-0.11 

0.200 

0.02 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.001 

0.17 

0.41 






Bhakhra Canal 

Command 

Younger Alluvium 

0.033 

-0.11 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


MANAKTHERI BARANI 

0802000400407000 

2.969 

Saline 

Non-command 

Non-command 

Younger Alluvium 

2.969 

0.02 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.007 

0.17 

0.37 


Mohamdabad 

0801000900276000 

4.368 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.990 

0.03 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.04 

0.10 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.059 

0.03 

0.200 

0.00 

0.00 

0.04 

0.05 

0.00 

-0.07 

-0.03 

0.01 

0.000 

0.12 

0.30 






Gang Canal 

Command 

Younger Alluvium 

0.320 

0.03 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

-0.01 

0.00 

0.000 

0.01 

0.03 


Na 

0801000901900019 

1.227 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.227 

0.02 

0.200 

0.00 

0.00 

0.02 

0.04 

0.00 

-0.06 

-0.02 

0.00 

0.000 

0.17 

0.40 



0801000901900021 

0.525 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.166 

0.02 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.06 

0.17 






Gang Canal 

Command 

Younger Alluvium 

0.132 

0.02 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

-0.01 

0.00 

0.00 

0.000 

0.05 

0.14 



0801000901900022 

0.569 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.569 

0.06 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

0.00 

0.00 

0.000 

0.19 

0.55 



0801000901900023 

1.154 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.154 

0.04 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.19 

0.56 


Nagliya 

080100090027790C 

14.186 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.067 

-0.16 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.332 

-0.16 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.00 

0.01 





Saline 

Non-command 

Non-command 

Younger Alluvium 

0.055 

-0.16 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.075 

-0.16 

0.200 

0.01 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.03 

0.000 

0.01 

0.03 


Pilibanga (M) 

080200044020300C 

3.016 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

3.016 

0.12 

0.150 

0.38 

0.00 

0.30 

0.00 

0.00 

0.13 

0.09 

0.00 

1.150 

0.16 

0.24 


Rajpura Piperan 

0801000900288600 

10.403 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.044 

0.12 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rangmahal 

0801000900277400 

33.193 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

22.243 

0.10 

0.200 

0.06 

0.01 

0.00 

0.00 

0.00 

0.52 

0.22 

0.23 

0.003 

0.11 

0.27 






Bhakhra Canal 

Command 

Younger Alluvium 

0.321 

0.10 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Younger Alluvium 

9.851 

0.10 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.09 

0.05 

0.001 

0.05 

0.12 






Bhakhra Canal 

Command 

Younger Alluvium 

0.778 

0.10 

0.200 

0.00 

0.00 

0.01 

0.03 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.00 

0.01 


Sardarpura Khartha 

0801000900291700 

4.907 

Saline 

Non-command 

Non-command 

Younger Alluvium 

2.919 

0.62 

0.200 

0.05 

0.01 

0.00 

0.00 

0.00 

0.40 

0.22 

0.22 

0.000 

0.10 

0.19 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.115 

0.62 

0.200 

0.02 

0.00 

0.01 

0.01 

0.00 

0.14 

0.08 

0.08 

0.000 

0.04 

0.07 


Sardarpura Ladana 

0801000900288100 

18.979 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.040 

-0.14 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Younger Alluvium 

1.831 

-0.14 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.04 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.754 

-0.14 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Suratgarh (m) 

0801000940112000 

10.061 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

7.487 

-0.15 

0.200 

1.12 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

1.21 

2.485 

0.13 

0.30 






Bhakhra Canal 

Command 

Younger Alluvium 

2.574 

-0.15 

0.200 

0.38 

0.03 

0.04 

0.09 

0.00 

0.00 

0.00 

0.41 

0.855 

0.04 

0.10 


Suratgarh (rural) 

0801000900276300 

35.265 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

30.042 

-0.19 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.004 

0.14 

0.35 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.384 

-0.19 

0.200 

0.00 

0.00 

0.05 

0.06 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.05 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.084 

-0.19 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Takharawali 

0801000900277500 

32.745 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

22.160 

0.04 

0.200 

0.20 

0.03 

0.00 

0.00 

0.00 

0.37 

0.16 

0.79 

0.003 

0.11 

0.27 





Saline 

Non-command 

Non-command 

Younger Alluvium 

10.585 

0.04 

0.200 

0.05 

0.01 

0.00 

0.00 

0.00 

0.13 

0.06 

0.19 

0.001 

0.05 

0.13 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 


(24) 

(25) 


(27) 


(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

9 SLW 

0802000200334500 

0.20 

0.11 

- 

0.11 

0.57 

0.68 

0.05 

0.24 

0.03 

0.0400 

- 

- 

- 

0.040 

0.070 

0.747 

0.075 

0.672 

0.199 

29.58 

Safe 



0.20 

0.00 

- 

0.00 

0.04 

0.04 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.043 

0.004 

0.039 

0.009 

22.59 

Safe 



0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0032 

0.0075 

- 

0.011 

0.011 

0.020 

0.002 

0.018 

0.009 

47.63 

Safe 

9 SPD-A 

0801000900291500 

0.25 

0.01 

315.85 

0.02 

- 

0.02 

0.02 

0.08 

0.00 

- 

- 

- 

- 

- 

0.003 

0.019 

0.001 

0.018 

0.009 

50.79 

Safe 



0.25 

0.03 

135.43 

0.03 

0.02 

0.06 

0.03 

0.12 

0.01 

- 

0.0142 

0.0161 

- 

0.030 

0.038 

0.095 

0.005 

0.090 

0.018 

20.21 

Safe 

9 SPD-B 

0801000900291400 

0.25 

0.00 

6,579.67 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.25 

0.22 

31.04 

0.26 

0.10 

0.36 

0.04 

0.22 

0.06 

- 

0.0626 

0.0708 

- 

0.134 

0.191 

0.551 

0.028 

0.523 

0.019 

3.57 

Safe 

9 SSW 

0802000300369700 

0.20 

0.09 

- 

0.09 

0.10 

0.19 

0.05 

0.25 

0.02 

0.0100 

0.0350 

0.0791 

- 

0.124 

0.148 

0.334 

0.033 

0.301 

0.114 

37.74 

Safe 

9 STB 

0802000400408500 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.014 

12,050.37 

Over Exploited 



0.20 

0.11 

- 

0.11 

0.07 

0.18 

0.04 

0.20 

0.03 

0.0300 

0.0422 

0.0477 

- 

0.120 

0.149 

0.332 

0.033 

0.299 

0.239 

80.12 

Semi Critical 

9 STG 

0802000300364200 

0.20 

0.07 

- 

0.07 

0.10 

0.17 

0.04 

0.22 

0.02 

0.0500 

0.0250 

0.0707 

- 

0.146 

0.163 

0.336 

0.034 

0.303 

0.461 

152.19 

Over Exploited 

9 ZWD 

0802000400415100 

0.20 

0.16 

11.57 

0.18 

0.12 

0.29 

0.05 

0.22 

0.04 

- 

0.0674 

0.0953 

- 

0.163 

0.205 

0.500 

0.025 

0.475 

0.011 

2.38 

Safe 

Amarpura Jatan 

0801000900276100 

0.25 

0.17 

- 

0.17 

- 

0.17 

0.03 

0.13 

0.05 

0.0100 

- 

- 

- 

0.010 

0.056 

0.231 

0.023 

0.208 

0.055 

26.43 

Safe 



0.25 

0.05 

- 

0.05 

0.10 

0.16 

0.02 

0.07 

0.01 

0.0100 

0.0629 

0.0762 

- 

0.149 

0.163 

0.319 

0.032 

0.287 

0.027 

9.58 

Safe 



0.25 

0.00 

- 

0.00 

0.03 

0.03 

0.00 

0.01 

0.00 

- 

0.0100 

0.0201 

- 

0.030 

0.030 

0.057 

0.006 

0.051 

0.000 

0.12 

Safe 

Bareka 

0801000900277200 

0.25 

0.10 

(72.20) 

0.08 

0.19 

0.28 

0.05 

0.21 

0.03 

0.1700 

0.0514 

0.1038 

- 

0.325 

0.353 

0.630 

0.031 

0.598 

0.900 

150.49 

Over Exploited 

BAROPALBARANI 

0802000400407200 

0.20 

0.54 

- 

0.54 

0.04 

0.58 

0.04 

0.21 

0.14 

0.1300 

- 

- 

- 

0.130 

0.273 

0.848 

0.085 

0.763 

1.192 

156.07 

Over Exploited 

Bhairoonpura 

0801000900275800 

0.25 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.25 

0.06 

- 

0.06 

0.10 

0.17 

0.02 

0.08 

0.02 

- 

0.0643 

0.0779 

- 

0.142 

0.159 

0.326 

0.033 

0.294 

0.018 

6.30 

Safe 



0.25 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.004 

0.022 

0.002 

0.019 

0.000 

1.32 

Safe 



0.25 

0.03 

- 

0.03 

0.08 

0.11 

0.01 

0.06 

0.01 

- 

0.0466 

0.0564 

- 

0.103 

0.112 

0.220 

0.022 

0.198 

0.009 

4.72 

Safe 

Bhojewala 

0801000900289000 

0.25 

0.00 

2,482.34 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0004 

0.0007 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

0.96 

Safe 



0.25 

0.06 

(10.42) 

0.05 

- 

0.05 

0.01 

0.04 

0.02 

- 

- 

- 

- 

- 

0.016 

0.070 

0.003 

0.066 

0.037 

55.86 

Safe 



0.25 

0.00 

96.19 

0.00 

0.01 

0.02 

0.00 

0.01 

0.00 

- 

0.0055 

0.0103 

- 

0.016 

0.017 

0.033 

0.002 

0.031 

0.000 

0.80 

Safe 



0.25 

0.32 

(62.83) 

0.25 

- 

0.25 

0.02 

0.09 

0.08 

- 

- 

- 

- 

- 

0.084 

0.338 

0.017 

0.321 

0.038 

11.92 

Safe 

Dhadhiyawali 

0801000900277800 

0.25 

0.01 

- 

0.01 

0.01 

0.02 

0.00 

0.02 

0.00 

0.0300 

- 

- 

- 

0.030 

0.033 

0.055 

0.005 

0.049 

0.144 

292.69 

Over Exploited 



0.25 

0.00 

- 

0.00 

0.02 

0.03 

0.00 

0.01 

0.00 

0.0100 

0.0150 

0.0181 

- 

0.043 

0.043 

0.069 

0.007 

0.062 

0.036 

58.11 

Safe 



0.25 

0.51 

- 

0.51 

0.03 

0.54 

0.03 

0.15 

0.14 

0.0800 

- 

- 

- 

0.080 

0.216 

0.758 

0.076 

0.683 

0.452 

66.27 

Safe 



0.25 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

- 

0.0055 

0.0067 

- 

0.012 

0.012 

0.021 

0.002 

0.019 

0.009 

46.91 

Safe 

Hanumangarh (M) 

0802000340202000 

0.20 

0.12 

- 

0.12 

0.50 

0.62 

0.03 

0.15 

0.03 

- 

- 

- 

- 

- 

0.030 

0.650 

0.065 

0.585 

3.931 

672.19 

Over Exploited 



0.20 

0.04 

- 

0.04 

0.11 

0.15 

0.02 

0.09 

0.01 

- 

0.0263 

0.0989 

- 

0.125 

0.135 

0.281 

0.028 

0.253 

2.289 

904.38 

Over Exploited 

Kanor 

0801000900289800 

0.25 

0.41 

(51.41) 

0.33 

0.02 

0.35 

0.04 

0.21 

0.11 

0.0600 

- 

- 

- 

0.060 

0.169 

0.518 

0.026 

0.492 

0.496 

100.93 

Over Exploited 

KHEDASARI 

0802000500416700 

0.20 

0.05 

29.34 

0.06 

0.04 

0.10 

0.05 

0.22 

0.01 

0.0400 

0.0186 

0.0211 

- 

0.080 

0.094 

0.196 

0.010 

0.186 

0.365 

195.98 

Over Exploited 

Kishanpura 

0801000900277600 

0.25 

0.28 

- 

0.28 

0.05 

0.33 

0.02 

0.10 

0.08 

0.1500 

- 

- 

- 

0.150 

0.226 

0.559 

0.056 

0.503 

1.370 

272.50 

Over Exploited 



0.25 

0.28 

- 

0.28 

0.03 

0.31 

0.02 

0.09 

0.07 

0.0800 

- 

- 

- 

0.080 

0.153 

0.459 

0.046 

0.413 

0.677 

163.89 

Over Exploited 

Manaksar 

0801000900276200 

0.25 

0.25 

- 

0.25 

0.01 

0.26 

0.04 

0.21 

0.07 

0.0200 

- 

- 

- 

0.020 

0.086 

0.345 

0.035 

0.311 

0.082 

26.31 

Safe 



0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0007 

0.0014 

- 

0.002 

0.002 

0.004 

0.000 

0.004 

0.000 

0.12 

Safe 

MANAKTHERI BARANI 

0802000400407000 

0.20 

0.10 

(96.69) 

0.08 

- 

0.08 

0.04 

0.21 

0.03 

- 

- 

- 

- 

- 

0.027 

0.106 

0.005 

0.101 

0.007 

7.25 

Safe 

Mohamdabad 

0801000900276000 

0.25 

0.01 

(73.03) 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.003 

0.010 

0.001 

0.010 

0.000 

1.33 

Safe 



0.25 

0.09 

(129.20) 

0.07 

0.09 

0.16 

0.03 

0.15 

0.02 

- 

0.0525 

0.0636 

- 

0.116 

0.140 

0.299 

0.015 

0.284 

0.009 

3.31 

Safe 



0.25 

0.00 

(615.99) 

0.00 

0.01 

0.02 

0.00 

0.02 

0.00 

- 

0.0094 

0.0114 

- 

0.021 

0.021 

0.037 

0.002 

0.035 

0.000 

0.12 

Safe 

Na 

0801000901900019 

0.25 

0.05 

(146.79) 

0.04 

0.06 

0.11 

0.05 

0.21 

0.01 

- 

0.0222 

0.0522 

- 

0.074 

0.088 

0.194 

0.010 

0.184 

0.000 

0.09 

Safe 


0801000901900021 

0.25 

0.00 

(148.20) 

0.00 

0.00 

0.01 

0.01 

0.07 

0.00 

- 

0.0024 

0.0034 

- 

0.006 

0.006 

0.013 

0.001 

0.012 

0.000 

0.18 

Safe 



0.25 

0.00 

(213.31) 

0.00 

0.01 

0.01 

0.01 

0.06 

0.00 

- 

0.0033 

0.0047 

- 

0.008 

0.008 

0.015 

0.001 

0.015 

0.000 

0.12 

Safe 


0801000901900022 

0.25 

0.03 

(110.82) 

0.02 

0.01 

0.04 

0.04 

0.23 

0.01 

- 

0.0084 

0.0118 

- 

0.020 

0.026 

0.062 

0.003 

0.059 

0.000 

0.13 

Safe 


0801000901900023 

0.25 

0.05 

(113.55) 

0.04 

0.03 

0.07 

0.04 

0.23 

0.01 

- 

0.0170 

0.0240 

- 

0.041 

0.053 

0.127 

0.006 

0.120 

0.000 

0.13 

Safe 

Nagliya 

080100090027790C 

0.25 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.25 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0057 

0.0069 

- 

0.013 

0.013 

0.022 

0.002 

0.020 

0.018 

89.87 

Semi Critical 



0.25 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.25 

0.00 

- 

0.00 

0.03 

0.03 

0.00 

0.02 

0.00 

0.0100 

0.0184 

0.0223 

- 

0.051 

0.052 

0.085 

0.009 

0.077 

0.027 

35.37 

Safe 

Pilibanga (M) 

080200044020300C 

0.20 

0.10 

(8.78) 

0.09 

0.30 

0.39 

0.04 

0.20 

0.03 

- 

- 

- 

- 

- 

0.025 

0.416 

0.021 

0.395 

1.150 

290.98 

Over Exploited 

Rajpura Piperan 

0801000900288600 

0.25 

0.00 

4,986.30 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rangmahal 

0801000900277400 

0.25 

0.63 

(65.65) 

0.50 

0.01 

0.51 

0.03 

0.14 

0.17 

0.0400 

- 

- 

- 

0.040 

0.209 

0.723 

0.036 

0.687 

0.237 

34.49 

Safe 



0.25 

0.00 

(3,302.36) 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

- 

0.0058 

0.0136 

- 

0.019 

0.019 

0.036 

0.002 

0.035 

0.000 

0.12 

Safe 



0.25 

0.12 

(26.59) 

0.10 

- 

0.10 

0.01 

0.06 

0.03 

0.0100 

- 

- 

- 

0.010 

0.043 

0.142 

0.007 

0.135 

0.055 

40.98 

Safe 



0.25 

0.00 

(1,421.96) 

0.00 

0.04 

0.04 

0.00 

0.01 

0.00 

- 

0.0141 

0.0331 

- 

0.047 

0.047 

0.089 

0.004 

0.084 

0.000 

0.12 

Safe 

Sardarpura Khartha 

0801000900291700 

0.25 

0.07 

194.98 

0.09 

0.01 

0.10 

0.03 

0.13 

0.02 

0.0200 

- 

- 

- 

0.020 

0.040 

0.140 

0.007 

0.133 

0.216 

163.15 

Over Exploited 



0.25 

0.01 

598.73 

0.01 

0.02 

0.03 

0.01 

0.05 

0.00 

0.0100 

0.0109 

0.0154 

- 

0.036 

0.039 

0.072 

0.004 

0.068 

0.081 

119.00 

Over Exploited 

Sardarpura Ladana 

0801000900288100 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0005 

0.0006 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

0.33 

Safe 



0.25 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.002 

0.009 

0.001 

0.009 

0.000 

2.81 

Safe 



0.25 

0.00 

- 

0.00 

0.01 

0.02 

0.00 

0.01 

0.00 

- 

0.0092 

0.0104 

- 

0.020 

0.020 

0.036 

0.004 

0.032 

0.000 

0.31 

Safe 

Suratgarh (m) 

0801000940112000 

0.25 

0.24 

- 

0.24 

0.08 

0.32 

0.03 

0.16 

0.06 

0.2300 

- 

- 

- 

0.230 

0.293 

0.609 

0.061 

0.548 

3.691 

673.63 

Over Exploited 



0.25 

0.03 

- 

0.03 

0.16 

0.19 

0.01 

0.05 

0.01 

0.0800 

0.0465 

0.1095 

- 

0.236 

0.243 

0.436 

0.044 

0.392 

1.269 

323.28 

Over Exploited 

Suratgarh (rural) 

0801000900276300 

0.25 

1.08 

- 

1.08 

- 

1.08 

0.04 

0.18 

0.29 

0.0100 

- 

- 

- 

0.010 

0.299 

1.383 

0.138 

1.245 

0.058 

4.65 

Safe 



0.25 

0.02 

- 

0.02 

0.11 

0.14 

0.01 

0.03 

0.01 

- 

0.0645 

0.0911 

- 

0.156 

0.162 

0.299 

0.030 

0.269 

0.001 

0.21 

Safe 



0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0012 

0.0018 

- 

0.003 

0.003 

0.005 

0.001 

0.005 

0.000 

0.24 

Safe 

Takharawali 

0801000900277500 

0.25 

0.63 

(75.14) 

0.51 

0.03 

0.54 

0.03 

0.14 

0.17 

0.0900 

- 

- 

- 

0.090 

0.259 

0.796 

0.040 

0.756 

0.795 

105.12 

Over Exploited 



0.25 

0.14 

(60.15) 

0.12 

0.01 

0.13 

0.01 

0.07 

0.04 

0.0200 

- 

- 

- 

0.020 

0.059 

0.184 

0.009 

0.175 

0.190 

108.78 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 


( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Thethar 

080100090029040C 

8.486 

Saline 

Non-command 

Non-command 

Younger Alluvium 

7.289 

0.42 

0.200 

0.31 

0.05 

0.00 

0.00 

0.00 

0.88 

0.47 

1.25 

0.001 

0.15 

0.27 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.197 

0.42 

0.200 

0.05 

0.01 

0.01 

0.01 

0.00 

0.12 

0.06 

0.21 

0.000 

0.02 

0.04 


Tilawali 

080100090027770C 

14.919 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.703 

-0.13 

0.200 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.000 

0.03 

0.07 





Saline 

Non-command 

Non-command 

Younger Alluvium 

8.443 

-0.13 

0.200 

0.08 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.001 

0.10 

0.23 

15001002 

1 A-A 

080100060016670C 

2.547 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.042 

0.77 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 






Gang Canal 

Command 

Younger Alluvium 

1.840 

0.77 

0.180 

0.00 

0.00 

0.03 

0.03 

0.00 

0.20 

0.13 

0.00 

0.000 

0.12 

0.19 


1 A-B 

080100060016660C 

1.815 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.319 

0.72 

0.200 

0.00 

0.00 

0.00 

0.01 

0.00 

0.04 

0.02 

0.00 

0.000 

0.03 

0.04 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.027 

0.72 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Gang Canal 

Command 

Younger Alluvium 

1.469 

0.72 

0.180 

0.00 

0.00 

0.02 

0.02 

0.00 

0.14 

0.09 

0.02 

0.000 

0.13 

0.21 


1 APD 

0801000800232700 

2.546 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.546 

0.20 

0.180 

0.05 

0.01 

0.03 

0.04 

0.00 

0.07 

0.03 

0.19 

0.000 

0.17 

0.36 


1 APM 

0801000600153000 

1.552 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.552 

0.41 

0.180 

0.00 

0.00 

0.01 

0.02 

0.00 

0.09 

0.06 

0.00 

0.000 

0.17 

0.25 


IAS 

0801000900281600 

1.257 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.257 

0.08 

0.200 

0.05 

0.01 

0.01 

0.02 

0.00 

0.03 

0.01 

0.18 

0.000 

0.18 

0.44 


1 BGD 

0801000800250200 

3.292 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.290 

0.12 

0.180 

0.01 

0.00 

0.04 

0.05 

0.00 

-0.01 

0.00 

0.05 

0.000 

0.20 

0.63 






Gang Canal 

Command 

Younger Alluvium 

0.002 

0.12 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


1 BGM 

0801000800250600 

2.688 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.688 

0.13 

0.180 

0.00 

0.00 

0.03 

0.04 

0.00 

-0.01 

0.00 

0.00 

0.000 

0.20 

0.63 


1 BKM 

0801000900285800 

2.516 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.094 

0.34 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.000 

0.01 

0.02 


1 BKSM 

0801000900286100 

1.781 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.781 

0.27 

0.200 

0.05 

0.01 

0.01 

0.02 

0.00 

0.11 

0.05 

0.19 

0.000 

0.18 

0.42 


1 BLD 

0801000800229600 

1.650 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.650 

0.05 

0.180 

0.05 

0.01 

0.02 

0.02 

0.00 

0.01 

0.00 

0.22 

0.000 

0.18 

0.46 


1 BLM 

0801000800245300 

3.318 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.318 

0.12 

0.180 

0.06 

0.02 

0.04 

0.05 

0.00 

0.02 

0.01 

0.24 

0.000 

0.18 

0.48 


1 BNM 

0801000600153700 

2.203 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.203 

0.56 

0.180 

0.00 

0.00 

0.02 

0.02 

0.00 

0.18 

0.12 

0.00 

0.000 

0.17 

0.25 


1 BPM 

0801000900279400 

9.259 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.329 

0.11 

0.200 

0.01 

0.00 

0.04 

0.05 

0.00 

-0.01 

0.00 

0.05 

0.000 

0.06 

0.16 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.931 

0.11 

0.200 

0.01 

0.00 

0.07 

0.09 

0.00 

-0.02 

-0.01 

0.05 

0.001 

0.11 

0.29 


1 BPSM 

0801000900279700 

2.758 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.131 

0.18 

0.200 

0.02 

0.01 

0.02 

0.03 

0.00 

0.03 

0.01 

0.09 

0.000 

0.14 

0.37 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.627 

0.18 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

0.01 

0.000 

0.04 

0.11 


1 BSM 

0801000600154100 

2.166 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.166 

0.39 

0.180 

0.00 

0.00 

0.02 

0.02 

0.00 

0.11 

0.07 

0.01 

0.000 

0.17 

0.25 


1 BWM-A 

0801000500130100 

1.943 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.763 

0.54 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.07 

0.04 

0.02 

0.000 

0.07 

0.12 






Gang Canal 

Command 

Younger Alluvium 

0.719 

0.54 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.06 

0.03 

0.02 

0.000 

0.06 

0.11 


1 BWM-B 

0801000500130200 

1.002 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.002 

0.57 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


1 BWSM 

0801000500128900 

1.582 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.389 

0.49 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.000 

0.04 

0.08 






Gang Canal 

Command 

Younger Alluvium 

0.006 

0.49 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


1 CDM-A 

0801000800234300 

1.858 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.858 

0.30 

0.180 

0.01 

0.00 

0.02 

0.02 

0.00 

0.07 

0.04 

0.05 

0.000 

0.17 

0.30 


1 CDM-B 

0801000800234200 

1.517 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.517 

0.34 

0.180 

0.02 

0.00 

0.01 

0.01 

0.00 

0.08 

0.05 

0.06 

0.000 

0.17 

0.29 


1 DAM 

0801000800232100 

1.600 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.600 

0.21 

0.180 

0.01 

0.00 

0.02 

0.02 

0.00 

0.04 

0.02 

0.03 

0.000 

0.17 

0.35 


1 DD 

0801000600176500 

4.477 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.149 

0.02 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.449 

0.02 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

-0.01 

0.00 

0.00 

0.000 

0.02 

0.03 


1 DJM 

0801000800235700 

4.702 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.916 

0.26 

0.180 

0.01 

0.00 

0.04 

0.04 

0.00 

0.12 

0.07 

0.05 

0.000 

0.14 

0.25 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.786 

0.26 

0.180 

0.00 

0.00 

0.23 

0.00 

0.00 

-0.20 

-0.11 

0.01 

0.000 

0.03 

0.05 


1 DWM 

0801000900286600 

8.144 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.023 

0.38 

0.200 

0.05 

0.01 

0.03 

0.04 

0.00 

0.28 

0.12 

0.19 

0.001 

0.09 

0.21 


1 DWSM 

0801000900282900 

4.080 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.080 

0.18 

0.200 

0.06 

0.01 

0.04 

0.04 

0.00 

0.12 

0.05 

0.23 

0.001 

0.18 

0.43 


1GB-A 

0801000800251300 

2.978 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.000 

0.03 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.017 

0.03 

0.200 

0.00 

0.00 

0.01 

0.00 

0.00 

-0.01 

0.00 

0.00 

0.003 

0.00 

0.00 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.223 

0.03 

0.180 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

0.02 

0.037 

0.01 

0.05 


1GB-B 

0801000800251200 

3.065 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.134 

0.00 

0.180 

0.02 

0.00 

0.02 

0.03 

0.00 

-0.03 

-0.01 

0.06 

0.000 

0.14 

0.43 


1 GDM 

0801000900285600 

1.526 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.849 

0.06 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.05 

0.000 

0.10 

0.22 


1GDSM 

0801000900283800 

2.291 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.683 

0.21 

0.200 

0.07 

0.02 

0.02 

0.02 

0.00 

0.07 

0.03 

0.26 

0.000 

0.13 

0.27 


1GM 

0801000800242000 

0.781 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.781 

0.21 

0.180 

0.02 

0.00 

0.01 

0.02 

0.00 

0.02 

0.01 

0.07 

0.000 

0.18 

0.43 


1 GSM 

0801000900281000 

1.768 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.768 

0.26 

0.200 

0.09 

0.01 

0.02 

0.02 

0.00 

0.14 

0.06 

0.36 

0.000 

0.18 

0.41 


1 H 

0801000600170900 

2.402 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.196 

-0.08 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.870 

-0.08 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.00 

0.000 

0.13 

0.20 


1 IWM 

0801000500132500 

2.610 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.610 

0.02 

0.200 

0.01 

0.00 

0.05 

0.06 

0.00 

-0.09 

-0.04 

0.05 

0.001 

0.17 

0.38 


1JKM 

0801000800248600 

3.661 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.528 

0.13 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.01 

0.000 

0.03 

0.09 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.088 

0.13 

0.200 

0.00 

0.00 

0.03 

0.00 

0.00 

-0.03 

-0.01 

0.00 

0.000 

0.00 

0.01 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.045 

0.13 

0.180 

0.02 

0.00 

0.03 

0.04 

0.00 

0.01 

0.00 

0.07 

0.000 

0.16 

0.50 


1JKSM 

0801000500140200 

4.012 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.012 

0.10 

0.200 

0.00 

0.00 

0.05 

0.06 

0.00 

-0.03 

-0.01 

0.02 

0.001 

0.19 

0.57 


1JSD 

0801000800250100 

1.976 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.206 

0.08 

0.180 

0.01 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.04 

0.000 

0.12 

0.39 






Gang Canal 

Command 

Younger Alluvium 

0.770 

0.08 

0.180 

0.01 

0.00 

0.01 

0.02 

0.00 

-0.01 

0.00 

0.03 

0.000 

0.08 

0.25 


1 K-A 

0801000600168400 

0.908 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.908 

-0.08 

0.200 

0.04 

0.01 

0.01 

0.01 

0.00 

0.00 

0.00 

0.15 

0.000 

0.17 

0.25 


1 KAM 

0801000600148900 

0.923 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.923 

0.62 

0.180 

0.00 

0.00 

0.01 

0.01 

0.00 

0.09 

0.06 

0.00 

0.000 

0.17 

0.25 


1 K-B 

0801000600168500 

1.444 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.444 

-0.08 

0.200 

0.03 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.12 

0.000 

0.17 

0.25 


1 KBM 

0801000600147000 

3.165 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.165 

0.65 

0.180 

0.00 

0.00 

0.03 

0.03 

0.00 

0.31 

0.20 

0.00 

0.000 

0.17 

0.26 


1 KSD-A 

0801000800227300 

2.591 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.015 

0.23 

0.180 

0.01 

0.00 

0.02 

0.03 

0.00 

0.04 

0.02 

0.05 

0.000 

0.13 

0.28 






Gang Canal 

Command 

Younger Alluvium 

0.576 

0.23 

0.180 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.01 

0.000 

0.04 

0.08 


1 KSD-B 

0801000800227200 

2.253 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.253 

0.24 

0.180 

0.04 

0.01 

0.03 

0.03 

0.00 

0.07 

0.03 

0.14 

0.000 

0.17 

0.35 


1 KSM 

0801000600145500 

1.438 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.438 

0.55 

0.180 

0.00 

0.00 

0.01 

0.01 

0.00 

0.11 

0.07 

0.00 

0.000 

0.17 

0.26 



0801000900274800 

8.768 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.406 

0.37 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.02 

0.01 

0.02 

0.000 

0.01 

0.02 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

8.362 

0.37 

0.200 

0.03 

0.01 

0.11 

0.12 

0.00 

0.40 

0.16 

0.10 

0.001 

0.17 

0.42 


1 KWM 

0801000500133600 

2.482 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.339 

0.03 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

-0.03 

-0.01 

0.01 

0.000 

0.10 

0.31 






Gang Canal 

Command 

Younger Alluvium 

1.143 

0.03 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

-0.04 

-0.01 

0.01 

0.000 

0.09 

0.27 








Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 


(27) 

(2s; 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Thethar 

0801000900290400 

0.25 

0.26 

77.06 

0.32 

0.05 

0.37 

0.04 

0.18 

0.07 

0.1400 

- 

- 

- 

0.140 

0.210 

0.578 

0.029 

0.549 

1.252 

228.17 

Over Exploited 



0.25 

0.01 

801.57 

0.01 

0.03 

0.04 

0.01 

0.03 

0.00 

0.0200 

0.0117 

0.0166 

- 

0.048 

0.050 

0.090 

0.004 

0.085 

0.207 

243.44 

Over Exploited 

Tilawali 

0801000900277700 

0.25 

0.02 

- 

0.02 

0.01 

0.03 

0.01 

0.04 

0.01 

0.0200 

- 

- 

- 

0.020 

0.026 

0.056 

0.006 

0.051 

0.216 

427.12 

Over Exploited 



0.25 

0.20 

- 

0.20 

0.01 

0.21 

0.03 

0.12 

0.05 

0.0400 

- 

- 

- 

0.040 

0.094 

0.306 

0.031 

0.276 

0.334 

121.16 

Over Exploited 

1 A-A 

0801000600166700 

0.22 

0.00 

13,050.19 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0005 

0.0006 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

- 

- 

Safe 



0.22 

0.05 

163.05 

0.06 

0.06 

0.12 

0.03 

0.15 

0.01 

- 

0.0387 

0.0437 

- 

0.082 

0.096 

0.213 

0.011 

0.203 

- 

- 

Safe 

1 A-B 

0801000600166600 

0.25 

0.00 

901.35 

0.00 

0.01 

0.01 

0.01 

0.04 

0.00 

- 

0.0067 

0.0076 

- 

0.014 

0.015 

0.028 

0.001 

0.027 

- 

- 

Safe 



0.22 

0.00 

13,517.53 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

- 

- 

Safe 



0.22 

0.04 

115.08 

0.05 

0.05 

0.10 

0.04 

0.17 

0.01 

- 

0.0309 

0.0349 

- 

0.066 

0.078 

0.177 

0.009 

0.168 

0.018 

10.68 

Safe 

1 APD 

0801000800232700 

0.22 

0.10 

(67.42) 

0.08 

0.08 

0.15 

0.04 

0.22 

0.03 

0.0400 

0.0375 

0.0529 

- 

0.130 

0.156 

0.309 

0.015 

0.294 

0.189 

64.31 

Safe 

1 APM 

0801000600153000 

0.22 

0.06 

(0.07) 

0.06 

0.03 

0.09 

0.05 

0.21 

0.02 

- 

0.0190 

0.0215 

- 

0.041 

0.057 

0.143 

0.007 

0.136 

- 

- 

Safe 

IAS 

0801000900281600 

0.25 

0.06 

(80.57) 

0.04 

0.04 

0.09 

0.04 

0.22 

0.01 

0.0300 

0.0185 

0.0261 

- 

0.075 

0.088 

0.176 

0.009 

0.167 

0.180 

107.65 

Over Exploited 

1 BGD 

0801000800250200 

0.22 

0.14 

(101.54) 

0.11 

0.09 

0.20 

0.04 

0.24 

0.03 

0.0100 

0.0484 

0.0684 

- 

0.127 

0.156 

0.356 

0.018 

0.338 

0.045 

13.32 

Safe 



0.22 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

1 BGM 

0801000800250600 

0.22 

0.12 

(101.63) 

0.09 

0.07 

0.16 

0.04 

0.24 

0.02 

- 

0.0395 

0.0559 

- 

0.095 

0.119 

0.282 

0.014 

0.268 

- 

- 

Safe 

1 BKM 

0801000900285800 

0.25 

0.00 

1,253.58 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0007 

0.0013 

- 

0.002 

0.002 

0.004 

0.000 

0.003 

0.009 

257.78 

Over Exploited 

1 BKSM 

0801000900286100 

0.25 

0.08 

(42.33) 

0.06 

0.04 

0.10 

0.04 

0.22 

0.02 

0.0200 

0.0175 

0.0247 

- 

0.062 

0.082 

0.186 

0.009 

0.177 

0.189 

106.85 

Over Exploited 

1 BLD 

0801000800229600 

0.22 

0.07 

(92.84) 

0.05 

0.05 

0.11 

0.04 

0.22 

0.02 

0.0400 

0.0243 

0.0343 

- 

0.099 

0.114 

0.220 

0.011 

0.209 

0.216 

103.44 

Over Exploited 

1 BLM 

0801000800245300 

0.22 

0.13 

(93.63) 

0.11 

0.11 

0.21 

0.04 

0.23 

0.03 

0.0500 

0.0488 

0.0690 

- 

0.168 

0.199 

0.412 

0.021 

0.392 

0.243 

62.02 

Safe 

1 BNM 

0801000600153700 

0.22 

0.08 

44.31 

0.10 

0.04 

0.14 

0.05 

0.21 

0.02 

- 

0.0270 

0.0305 

- 

0.058 

0.080 

0.220 

0.011 

0.209 

- 

- 

Safe 

1 BPM 

0801000900279400 

0.25 

0.05 

(104.32) 

0.04 

0.09 

0.13 

0.02 

0.08 

0.01 

0.0100 

0.0490 

0.0692 

- 

0.128 

0.141 

0.271 

0.014 

0.257 

0.054 

21.16 

Safe 



0.25 

0.17 

(104.32) 

0.14 

0.15 

0.29 

0.03 

0.14 

0.04 

0.0100 

0.0872 

0.1233 

- 

0.221 

0.262 

0.552 

0.028 

0.525 

0.046 

8.73 

Safe 

1 BPSM 

0801000900279700 

0.25 

0.07 

(85.14) 

0.06 

0.07 

0.13 

0.03 

0.17 

0.02 

0.0200 

0.0313 

0.0443 

- 

0.096 

0.113 

0.239 

0.012 

0.227 

0.090 

39.79 

Safe 



0.25 

0.01 

(67.57) 

0.01 

0.02 

0.02 

0.01 

0.05 

0.00 

- 

0.0092 

0.0130 

- 

0.022 

0.024 

0.045 

0.002 

0.043 

0.009 

21.06 

Safe 

1 BSM 

0801000600154100 

0.22 

0.08 

(9.01) 

0.07 

0.04 

0.11 

0.05 

0.21 

0.02 

- 

0.0266 

0.0300 

- 

0.057 

0.079 

0.193 

0.010 

0.183 

0.009 

4.91 

Safe 

1 BWM-A 

0801000500130100 

0.25 

0.01 

193.64 

0.02 

0.01 

0.03 

0.02 

0.08 

0.00 

- 

0.0094 

0.0106 

- 

0.020 

0.023 

0.053 

0.003 

0.051 

0.018 

35.99 

Safe 



0.25 

0.01 

167.89 

0.01 

0.02 

0.04 

0.02 

0.08 

0.00 

- 

0.0151 

0.0171 

- 

0.032 

0.035 

0.072 

0.004 

0.068 

0.018 

26.71 

Safe 

1 BWM-B 

0801000500130200 

0.25 

0.00 

75,746.14 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

1 BWSM 

0801000500128900 

0.25 

0.00 

295.51 

0.00 

0.01 

0.01 

0.01 

0.05 

0.00 

- 

0.0048 

0.0054 

- 

0.010 

0.011 

0.024 

0.001 

0.022 

0.009 

40.54 

Safe 



0.25 

0.00 

24,017.31 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

1 CDM-A 

0801000800234300 

0.22 

0.07 

(40.69) 

0.06 

0.04 

0.09 

0.05 

0.22 

0.02 

0.0100 

0.0228 

0.0258 

- 

0.059 

0.077 

0.169 

0.008 

0.160 

0.045 

28.08 

Safe 

1 CDM-B 

0801000800234200 

0.22 

0.06 

(14.16) 

0.05 

0.03 

0.08 

0.05 

0.22 

0.02 

0.0100 

0.0186 

0.0210 

- 

0.050 

0.065 

0.143 

0.007 

0.136 

0.063 

46.49 

Safe 

1 DAM 

0801000800232100 

0.22 

0.06 

(67.33) 

0.05 

0.03 

0.08 

0.05 

0.22 

0.02 

- 

0.0196 

0.0222 

- 

0.042 

0.058 

0.137 

0.007 

0.130 

0.027 

20.70 

Safe 

1 DD 

0801000600176500 

0.25 

0.00 

(726.47) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0015 

0.0021 

- 

0.004 

0.004 

0.006 

0.000 

0.006 

- 

- 

Safe 



0.25 

0.00 

(308.11) 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0044 

0.0062 

- 

0.011 

0.011 

0.020 

0.001 

0.019 

- 

- 

Safe 

1 DJM 

0801000800235700 

0.22 

0.12 

(44.71) 

0.10 

0.08 

0.17 

0.04 

0.18 

0.03 

0.0100 

0.0480 

0.0543 

- 

0.112 

0.145 

0.319 

0.016 

0.303 

0.054 

17.85 

Safe 



0.22 

0.00 

(2,353.93) 

0.00 

0.23 

0.24 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.240 

0.012 

0.228 

0.009 

3.95 

Safe 

1 DWM 

0801000900286600 

0.25 

0.09 

31.33 

0.11 

0.08 

0.19 

0.02 

0.11 

0.02 

0.0200 

0.0395 

0.0557 

- 

0.115 

0.137 

0.323 

0.016 

0.307 

0.190 

61.82 

Safe 

1 DWSM 

0801000900282900 

0.25 

0.18 

(73.53) 

0.15 

0.09 

0.23 

0.04 

0.22 

0.05 

0.0300 

0.0500 

0.0565 

- 

0.137 

0.182 

0.416 

0.021 

0.395 

0.226 

57.08 

Safe 

1GB-A 

0801000800251300 

0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.25 

0.00 

(41,957.70) 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.006 

0.000 

0.006 

0.003 

48.61 

Safe 



0.22 

0.00 

567.96 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0033 

0.0046 

- 

0.008 

0.008 

0.015 

0.001 

0.014 

0.055 

392.37 

Over Exploited 

1GB-B 

0801000800251200 

0.22 

0.06 

(116.70) 

0.05 

0.06 

0.11 

0.03 

0.16 

0.01 

0.0100 

0.0314 

0.0444 

- 

0.086 

0.099 

0.206 

0.010 

0.196 

0.063 

32.20 

Safe 

1 GDM 

0801000900285600 

0.25 

0.02 

(105.27) 

0.02 

0.02 

0.04 

0.03 

0.12 

0.01 

0.0100 

0.0125 

0.0176 

- 

0.040 

0.045 

0.084 

0.004 

0.080 

0.054 

67.57 

Safe 

1GDSM 

0801000900283800 

0.25 

0.05 

(35.92) 

0.04 

0.07 

0.11 

0.03 

0.16 

0.01 

0.0500 

0.0289 

0.0350 

- 

0.114 

0.128 

0.238 

0.012 

0.227 

0.261 

115.32 

Over Exploited 

1 GM 

0801000800242000 

0.22 

0.03 

(77.90) 

0.02 

0.03 

0.06 

0.04 

0.22 

0.01 

0.0100 

0.0197 

0.0278 

- 

0.058 

0.065 

0.123 

0.006 

0.117 

0.072 

61.38 

Safe 

1 GSM 

0801000900281000 

0.25 

0.08 

(24.04) 

0.06 

0.04 

0.11 

0.04 

0.22 

0.02 

0.0400 

0.0217 

0.0245 

- 

0.086 

0.106 

0.213 

0.011 

0.202 

0.360 

178.13 

Over Exploited 

1 H 

0801000600170900 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0019 

0.0027 

- 

0.005 

0.005 

0.009 

0.001 

0.008 

- 

- 

Safe 



0.25 

0.06 

- 

0.06 

0.03 

0.09 

0.04 

0.17 

0.02 

- 

0.0183 

0.0259 

- 

0.044 

0.061 

0.155 

0.015 

0.139 

- 

- 

Safe 

1 IWM 

0801000500132500 

0.25 

0.11 

(137.90) 

0.09 

0.11 

0.20 

0.04 

0.21 

0.03 

0.0100 

0.0659 

0.0931 

- 

0.169 

0.198 

0.399 

0.020 

0.380 

0.046 

12.05 

Safe 

1JKM 

0801000800248600 

0.25 

0.00 

(100.00) 

0.00 

0.01 

0.02 

0.01 

0.03 

0.00 

- 

0.0078 

0.0110 

- 

0.019 

0.019 

0.036 

0.002 

0.034 

0.012 

34.90 

Safe 



0.25 

0.00 

(9,299.43) 

0.00 

0.03 

0.03 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.032 

0.002 

0.030 

- 

- 

Safe 



0.22 

0.11 

(96.57) 

0.09 

0.08 

0.17 

0.03 

0.19 

0.02 

0.0100 

0.0448 

0.0633 

- 

0.118 

0.141 

0.307 

0.015 

0.291 

0.072 

24.72 

Safe 

1JKSM 

0801000500140200 

0.25 

0.19 

(104.80) 

0.15 

0.10 

0.26 

0.04 

0.23 

0.04 

- 

0.0590 

0.0834 

- 

0.142 

0.184 

0.442 

0.022 

0.420 

0.019 

4.55 

Safe 

1JSD 

0801000800250100 

0.22 

0.03 

(104.36) 

0.03 

0.03 

0.06 

0.02 

0.15 

0.01 

0.0100 

0.0177 

0.0251 

- 

0.053 

0.059 

0.116 

0.006 

0.111 

0.036 

32.55 

Safe 



0.22 

0.01 

(129.10) 

0.01 

0.03 

0.04 

0.02 

0.09 

0.00 

0.0100 

0.0194 

0.0274 

- 

0.057 

0.060 

0.103 

0.005 

0.098 

0.027 

27.52 

Safe 

1 K-A 

0801000600168400 

0.25 

0.04 

- 

0.04 

0.03 

0.07 

0.05 

0.21 

0.01 

0.0200 

0.0111 

0.0126 

- 

0.044 

0.054 

0.120 

0.012 

0.108 

0.150 

139.29 

Over Exploited 

1 KAM 

0801000600148900 

0.22 

0.03 

64.75 

0.04 

0.02 

0.06 

0.05 

0.21 

0.01 

- 

0.0113 

0.0128 

- 

0.024 

0.034 

0.092 

0.005 

0.087 

- 

- 

Safe 

1 K-B 

0801000600168500 

0.25 

0.06 

- 

0.06 

0.03 

0.09 

0.05 

0.21 

0.02 

0.0100 

0.0177 

0.0200 

- 

0.048 

0.065 

0.153 

0.015 

0.137 

0.120 

87.42 

Semi Critical 

1 KBM 

0801000600147000 

0.22 

0.12 

70.28 

0.14 

0.06 

0.20 

0.05 

0.21 

0.03 

- 

0.0388 

0.0439 

- 

0.083 

0.115 

0.316 

0.016 

0.300 

- 

- 

Safe 

1 KSD-A 

0801000800227300 

0.22 

0.06 

(67.18) 

0.05 

0.05 

0.10 

0.03 

0.17 

0.02 

0.0100 

0.0296 

0.0419 

- 

0.082 

0.097 

0.197 

0.010 

0.187 

0.045 

24.06 

Safe 



0.22 

0.00 

(112.43) 

0.00 

0.02 

0.03 

0.01 

0.05 

0.00 

- 

0.0145 

0.0205 

- 

0.035 

0.036 

0.065 

0.003 

0.062 

0.009 

14.54 

Safe 

1 KSD-B 

0801000800227200 

0.22 

0.09 

(61.20) 

0.07 

0.07 

0.14 

0.05 

0.22 

0.02 

0.0300 

0.0331 

0.0468 

- 

0.110 

0.132 

0.269 

0.013 

0.256 

0.144 

56.30 

Safe 

1 KSM 

0801000600145500 

0.22 

0.05 

40.42 

0.06 

0.03 

0.09 

0.05 

0.21 

0.01 

- 

0.0176 

0.0199 

- 

0.038 

0.052 

0.143 

0.007 

0.136 

- 

- 

Safe 


0801000900274800 

0.25 

0.00 

795.11 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0070 

0.0084 

- 

0.015 

0.016 

0.028 

0.001 

0.027 

0.018 

67.96 

Safe 



0.25 

0.35 

(54.22) 

0.28 

0.24 

0.52 

0.04 

0.21 

0.09 

0.0200 

0.1435 

0.1738 

- 

0.337 

0.426 

0.950 

0.048 

0.903 

0.100 

11.09 

Safe 

1 KWM 

0801000500133600 

0.25 

0.03 

(124.24) 

0.03 

0.03 

0.06 

0.02 

0.13 

0.01 

- 

0.0197 

0.0278 

- 

0.048 

0.055 

0.118 

0.006 

0.112 

0.009 

8.39 

Safe 



0.25 

0.03 

(154.24) 

0.02 

0.05 

0.07 

0.02 

0.11 

0.01 

- 

0.0288 

0.0408 

- 

0.070 

0.075 

0.145 

0.007 

0.137 

0.009 

6.78 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


1 LC 

080100050012240C 

0.700 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.700 

0.00 

0.200 

0.03 

0.01 

0.01 

0.01 

0.00 

0.00 

0.00 

0.11 

0.000 

0.20 

0.65 


1 LGM 

0801000800234700 

1.926 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.926 

0.44 

0.180 

0.01 

0.00 

0.02 

0.02 

0.00 

0.12 

0.08 

0.05 

0.000 

0.17 

0.27 


1 LM 

0801000600177700 

2.629 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.877 

0.34 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

0.09 

0.06 

0.00 

0.000 

0.12 

0.18 


1 LPM 

0801000500137700 

1.551 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.044 

0.42 

0.200 

0.02 

0.00 

0.01 

0.01 

0.00 

0.09 

0.05 

0.10 

0.000 

0.11 

0.22 






Gang Canal 

Command 

Younger Alluvium 

0.507 

0.42 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.04 

0.02 

0.05 

0.000 

0.06 

0.11 


1 LSM 

0801000600149700 

1.548 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.548 

0.56 

0.180 

0.00 

0.00 

0.01 

0.02 

0.00 

0.12 

0.08 

0.00 

0.000 

0.17 

0.25 


1 LSM -A 

0801000600149800 

0.699 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.699 

0.55 

0.180 

0.00 

0.00 

0.01 

0.01 

0.00 

0.06 

0.04 

0.00 

0.000 

0.17 

0.25 


1 MGM 

0801000500133800 

2.833 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.114 

0.00 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.03 

-0.01 

0.00 

0.000 

0.07 

0.21 






Gang Canal 

Command 

Younger Alluvium 

1.719 

0.00 

0.200 

0.00 

0.00 

0.03 

0.04 

0.00 

-0.07 

-0.03 

0.00 

0.000 

0.11 

0.33 


1 MSD 

0801000800249400 

3.064 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.004 

0.05 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Gang Canal 

Command 

Younger Alluvium 

3.060 

0.05 

0.180 

0.02 

0.01 

0.06 

0.07 

0.00 

-0.10 

-0.03 

0.10 

0.000 

0.20 

0.65 


1 MSD-A 

0801000800249500 

6.628 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.678 

0.02 

0.180 

0.02 

0.00 

0.06 

0.08 

0.00 

-0.11 

-0.03 

0.06 

0.000 

0.17 

0.56 






Gang Canal 

Command 

Younger Alluvium 

0.950 

0.02 

0.180 

0.00 

0.00 

0.02 

0.02 

0.00 

-0.04 

-0.01 

0.01 

0.000 

0.03 

0.09 


1 MSR (RURAL) 

0801000600161300 

1.106 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.064 

-0.19 

0.200 

0.02 

0.00 

0.32 

0.00 

0.00 

0.00 

0.00 

0.08 

0.000 

0.16 

0.24 





Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.043 

-0.19 

0.180 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


1 ND 

0801000600167100 

1.531 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.095 

0.63 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.02 


1 NP 

0801000500120600 

2.591 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.014 

-0.03 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


1 NWM 

0801000600176700 

2.787 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.451 

0.06 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

0.00 

0.00 

0.000 

0.09 

0.13 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.030 

0.06 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

0.00 

0.00 

0.000 

0.06 

0.09 


1 NZM-A 

0801000800229300 

2.077 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.077 

0.02 

0.180 

0.09 

0.02 

0.02 

0.03 

0.00 

0.02 

0.01 

0.37 

0.000 

0.18 

0.44 


1 NZM-B 

0801000800229200 

2.026 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.026 

0.03 

0.180 

0.07 

0.02 

0.02 

0.03 

0.00 

0.01 

0.00 

0.28 

0.000 

0.18 

0.43 


1 NZP-A 

0801000500139800 

1.726 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.726 

0.02 

0.200 

0.03 

0.01 

0.02 

0.03 

0.00 

-0.02 

-0.01 

0.14 

0.000 

0.18 

0.50 


1 NZP-B 

0801000500139700 

2.141 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.141 

0.01 

0.200 

0.03 

0.01 

0.02 

0.03 

0.00 

-0.03 

-0.01 

0.11 

0.001 

0.18 

0.49 


1 P 

0801000600168300 

2.932 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.932 

0.04 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

-0.03 

-0.02 

0.00 

0.000 

0.17 

0.25 


1 PGM 

0801000600160700 

5.211 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.197 

0.17 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Ghaggar River Bed 

Command 

Younger Alluvium 

5.014 

0.17 

0.200 

0.00 

0.00 

1.50 

0.00 

0.00 

-1.33 

-0.88 

0.00 

0.000 

0.16 

0.24 


1 PM 

0801000600169800 

3.971 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.687 

-0.04 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.00 

0.000 

0.11 

0.17 






Ghaggar River Bed 

Command 

Younger Alluvium 

1.284 

-0.04 

0.200 

0.00 

0.00 

0.31 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.05 

0.08 


1 PPM 

0801000900275900 

6.117 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.000 

0.09 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


1 PTD-A 

0801000800228100 

1.019 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.442 

0.16 

0.180 

0.01 

0.00 

0.01 

0.01 

0.00 

0.01 

0.01 

0.04 

0.000 

0.07 

0.16 






Gang Canal 

Command 

Younger Alluvium 

0.577 

0.16 

0.180 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.05 

0.000 

0.10 

0.21 


1 PTD-B 

0801000800228000 

1.568 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.568 

0.10 

0.180 

0.04 

0.01 

0.02 

0.02 

0.00 

0.02 

0.01 

0.16 

0.000 

0.17 

0.39 


1 RBM 

0801000800235600 

1.749 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.673 

0.53 

0.180 

0.02 

0.00 

0.02 

0.02 

0.00 

0.15 

0.09 

0.06 

0.000 

0.16 

0.27 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.076 

0.53 

0.180 

0.00 

0.00 

0.02 

0.00 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.01 

0.01 


1 RM 

0801000900255200 

4.873 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.267 

-0.04 

0.200 

0.00 

0.00 

0.04 

0.04 

0.00 

0.00 

0.00 

0.02 

0.000 

0.09 

0.29 



0801000900279800 

3.431 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.734 

0.16 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.01 

0.01 

0.04 

0.000 

0.04 

0.10 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.697 

0.16 

0.200 

0.01 

0.00 

0.03 

0.04 

0.00 

0.03 

0.01 

0.05 

0.000 

0.14 

0.36 


1 RTM 

0801000600158300 

2.241 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.090 

0.32 

0.200 

0.00 

0.00 

0.03 

0.00 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.01 

0.01 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.222 

0.32 

0.180 

0.00 

0.00 

0.01 

0.01 

0.00 

0.05 

0.03 

0.01 

0.000 

0.09 

0.14 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.929 

0.32 

0.180 

0.00 

0.00 

0.28 

0.00 

0.00 

-0.22 

-0.14 

0.00 

0.000 

0.07 

0.11 


1 SAD 

0801000800248900 

1.314 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.314 

0.09 

0.180 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.01 

0.00 

0.02 

0.000 

0.20 

0.62 


1SD 

0801000900278800 

5.790 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.004 

-0.05 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.348 

-0.05 

0.200 

0.03 

0.00 

0.05 

0.05 

0.00 

0.00 

0.00 

0.13 

0.001 

0.16 

0.38 


1SJM-A 

0801000600143900 

3.168 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.168 

0.30 

0.180 

0.00 

0.00 

0.03 

0.03 

0.00 

0.11 

0.06 

0.00 

0.000 

0.17 

0.32 


1SJM-B 

0801000600144000 

1.052 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.052 

0.34 

0.180 

0.00 

0.00 

0.01 

0.01 

0.00 

0.04 

0.02 

0.02 

0.000 

0.17 

0.32 


1 SPM 

0801000500137000 

2.521 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.521 

0.61 

0.200 

0.02 

0.00 

0.02 

0.02 

0.00 

0.28 

0.17 

0.07 

0.001 

0.17 

0.28 


1 STB 

0801000900256700 

4.648 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.492 

0.05 

0.200 

0.03 

0.01 

0.05 

0.07 

0.00 

-0.05 

-0.02 

0.13 

0.001 

0.19 

0.61 


1 SVSM-A 

0801000800244000 

1.223 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.223 

0.19 

0.200 

0.04 

0.01 

0.44 

0.00 

0.00 

-0.36 

-0.15 

0.14 

0.000 

0.18 

0.45 


1 SVSM-B 

0801000800243900 

1.784 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.784 

0.19 

0.200 

0.02 

0.01 

0.64 

0.00 

0.00 

-0.56 

-0.22 

0.09 

0.000 

0.18 

0.46 


1 UDM-A 

0801000600150400 

4.128 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.128 

0.39 

0.180 

0.00 

0.00 

0.04 

0.04 

0.00 

0.21 

0.14 

0.00 

0.000 

0.17 

0.26 


1 UDM-B 

0801000600150500 

2.138 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.138 

0.38 

0.180 

0.00 

0.00 

0.02 

0.02 

0.00 

0.10 

0.07 

0.00 

0.000 

0.17 

0.26 


1USS 

0801000600151300 

2.326 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.326 

0.37 

0.180 

0.00 

0.00 

0.02 

0.02 

0.00 

0.11 

0.07 

0.01 

0.000 

0.17 

0.25 


10 APD-A 

0801000800233900 

2.758 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.758 

0.35 

0.180 

0.02 

0.00 

0.03 

0.03 

0.00 

0.14 

0.08 

0.09 

0.000 

0.17 

0.28 


10 APD-B 

0801000800233800 

2.037 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.037 

0.36 

0.180 

0.03 

0.00 

0.02 

0.02 

0.00 

0.12 

0.07 

0.13 

0.000 

0.17 

0.28 


10 AS 

0801000800240400 

4.293 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.175 

0.56 

0.180 

0.01 

0.00 

0.04 

0.04 

0.00 

0.35 

0.19 

0.05 

0.000 

0.17 

0.30 






Gang Canal 

Command 

Younger Alluvium 

0.118 

0.56 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.01 


10 BGD 

0801000500141600 

0.846 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.846 

0.12 

0.200 

0.03 

0.01 

0.30 

0.00 

0.00 

-0.26 

-0.09 

0.13 

0.000 

0.19 

0.54 


10 BLD 

0801000800230800 

2.479 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.479 

0.20 

0.180 

0.01 

0.00 

0.03 

0.04 

0.00 

0.03 

0.01 

0.05 

0.000 

0.18 

0.39 


10 BLM-A 

0801000800244700 

4.465 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.297 

0.19 

0.200 

0.01 

0.00 

0.39 

0.00 

0.00 

-0.33 

-0.14 

0.02 

0.000 

0.05 

0.12 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.057 

0.19 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 






Ghaggar River Bed 

Command 

Younger Alluvium 

3.110 

0.19 

0.180 

0.01 

0.00 

0.93 

0.00 

0.00 

-0.81 

-0.36 

0.05 

0.000 

0.12 

0.28 


10 BLM-B 

0801000800244600 

2.696 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.068 

0.19 

0.200 

0.01 

0.00 

0.32 

0.00 

0.00 

-0.27 

-0.12 

0.04 

0.000 

0.07 

0.15 





Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.628 

0.19 

0.180 

0.01 

0.00 

0.49 

0.00 

0.00 

-0.42 

-0.19 

0.04 

0.000 

0.11 

0.23 


10 GB 

0801000800252800 

4.680 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.073 

0.13 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 






Ghaggar River Bed 

Command 

Younger Alluvium 

4.207 

0.13 

0.200 

0.07 

0.01 

1.51 

0.00 

0.00 

-1.33 

-0.44 

0.26 

0.000 

0.17 

0.53 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.400 

0.13 

0.180 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

0.00 

0.02 

0.000 

0.02 

0.05 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.000 

0.13 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


10 Gm 

0801000800239300 

5.030 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.385 

0.36 

0.180 

0.01 

0.00 

0.03 

0.04 

0.00 

0.10 

0.05 

0.05 

0.000 

0.08 

0.16 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 





( 27 ) 

( 28 ) 

( 29 ; 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

1 LC 

0801000500122400 

0.25 

0.03 

(97.99) 

0.03 

0.03 

0.06 

0.04 

0.24 

0.01 

0.0200 

0.0103 

0.0145 

- 

0.045 

0.052 

0.108 

0.005 

0.102 

0.108 

105.61 

Over Exploited 

1 LGM 

0801000800234700 

0.22 

0.07 

7.62 

0.08 

0.04 

0.11 

0.05 

0.21 

0.02 

0.0100 

0.0236 

0.0267 

- 

0.060 

0.080 

0.194 

0.010 

0.184 

0.054 

29.34 

Safe 

1 LM 

0801000600177700 

0.25 

0.06 

7.46 

0.06 

0.04 

0.10 

0.03 

0.15 

0.02 

- 

0.0230 

0.0260 

- 

0.049 

0.065 

0.161 

0.008 

0.153 

- 

- 

Safe 

1 LPM 

0801000500137700 

0.25 

0.03 

54.53 

0.04 

0.02 

0.06 

0.03 

0.14 

0.01 

0.0200 

0.0128 

0.0145 

- 

0.047 

0.055 

0.111 

0.006 

0.106 

0.099 

94.02 

Critical 



0.25 

0.01 

172.18 

0.01 

0.02 

0.02 

0.01 

0.07 

0.00 

0.0100 

0.0107 

0.0121 

- 

0.033 

0.035 

0.059 

0.003 

0.056 

0.054 

96.23 

Critical 

1 LSM 

0801000600149700 

0.22 

0.06 

44.76 

0.07 

0.03 

0.10 

0.05 

0.21 

0.02 

- 

0.0190 

0.0215 

- 

0.040 

0.056 

0.154 

0.008 

0.147 

- 

- 

Safe 

1 LSM -A 

0801000600149800 

0.22 

0.03 

44.57 

0.03 

0.01 

0.04 

0.05 

0.21 

0.01 

- 

0.0086 

0.0097 

- 

0.018 

0.026 

0.070 

0.003 

0.066 

- 

- 

Safe 

1 MGM 

0801000500133800 

0.25 

0.02 

(148.15) 

0.02 

0.03 

0.05 

0.02 

0.09 

0.00 

- 

0.0164 

0.0232 

- 

0.040 

0.044 

0.090 

0.004 

0.085 

0.000 

0.36 

Safe 



0.25 

0.05 

(151.87) 

0.04 

0.07 

0.11 

0.03 

0.14 

0.01 

- 

0.0434 

0.0613 

- 

0.105 

0.116 

0.229 

0.011 

0.218 

0.000 

0.22 

Safe 

1 MSD 

0801000800249400 

0.22 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.22 

0.13 

(122.33) 

0.11 

0.14 

0.25 

0.04 

0.24 

0.03 

0.0200 

0.0772 

0.1091 

- 

0.206 

0.233 

0.482 

0.024 

0.458 

0.099 

21.61 

Safe 

1 MSD-A 

0801000800249500 

0.22 

0.21 

(115.30) 

0.17 

0.15 

0.32 

0.03 

0.20 

0.04 

0.0100 

0.0835 

0.1180 

- 

0.212 

0.254 

0.572 

0.029 

0.544 

0.063 

11.59 

Safe 



0.22 

0.01 

(293.25) 

0.00 

0.04 

0.05 

0.01 

0.03 

0.00 

- 

0.0240 

0.0339 

- 

0.058 

0.059 

0.105 

0.005 

0.100 

0.009 

9.03 

Safe 

1 MSR (RURAL) 

0801000600161300 

0.25 

0.04 

- 

0.04 

0.32 

0.36 

0.05 

0.21 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.382 

0.038 

0.344 

0.082 

23.86 

Safe 



0.22 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.013 

0.001 

0.012 

- 

- 

Safe 

1 ND 

0801000600167100 

0.22 

0.00 

2,406.12 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0014 

0.0020 

- 

0.003 

0.003 

0.006 

0.000 

0.006 

- 

- 

Safe 

1 NP 

0801000500120600 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

1 NWM 

0801000600176700 

0.25 

0.03 

(115.60) 

0.03 

0.03 

0.05 

0.02 

0.11 

0.01 

- 

0.0142 

0.0201 

- 

0.034 

0.043 

0.094 

0.005 

0.089 

- 

- 

Safe 



0.25 

0.02 

(121.50) 

0.01 

0.02 

0.03 

0.02 

0.08 

0.00 

- 

0.0101 

0.0143 

- 

0.024 

0.029 

0.059 

0.003 

0.056 

- 

- 

Safe 

1 NZM-A 

0801000800229300 

0.22 

0.08 

(88.68) 

0.06 

0.07 

0.14 

0.04 

0.22 

0.02 

0.0700 

0.0306 

0.0432 

- 

0.144 

0.164 

0.303 

0.015 

0.288 

0.369 

128.29 

Over Exploited 

1 NZM-B 

0801000800229200 

0.22 

0.08 

(95.44) 

0.06 

0.07 

0.14 

0.04 

0.22 

0.02 

0.0500 

0.0298 

0.0421 

- 

0.122 

0.141 

0.277 

0.014 

0.263 

0.279 

o 

cn 

bo 

00 

Over Exploited 

1 NZP-A 

0801000500139800 

0.25 

0.08 

(108.82) 

0.06 

0.06 

0.12 

0.04 

0.23 

0.02 

0.0300 

0.0254 

0.0359 

- 

0.091 

0.110 

0.228 

0.011 

0.217 

0.135 

62.51 

Safe 

1 NZP-B 

0801000500139700 

0.25 

0.10 

(112.58) 

0.08 

0.07 

0.14 

0.04 

0.23 

0.02 

0.0200 

0.0315 

0.0445 

- 

0.096 

0.119 

0.263 

0.013 

0.250 

0.109 

43.48 

Safe 

1 P 

0801000600168300 

0.25 

0.12 

(116.00) 

0.10 

0.05 

0.15 

0.05 

0.21 

0.03 

- 

0.0288 

0.0406 

- 

0.069 

0.104 

0.252 

0.013 

0.240 

- 

- 

Safe 

1 PGM 

0801000600160700 

0.25 

0.00 

512.31 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0024 

0.0027 

- 

0.005 

0.005 

0.009 

0.000 

0.009 

- 

- 

Safe 



0.25 

0.16 

(4,871.98) 

0.13 

1.50 

1.63 

0.05 

0.21 

0.05 

- 

- 

- 

- 

- 

0.046 

1.672 

0.084 

1.588 

- 

- 

Safe 

1 PM 

0801000600169800 

0.25 

0.08 

- 

0.08 

0.05 

0.12 

0.03 

0.14 

0.02 

- 

0.0263 

0.0372 

- 

0.064 

0.085 

0.207 

0.021 

0.187 

- 

- 

Safe 



0.25 

0.02 

- 

0.02 

0.31 

0.32 

0.02 

0.07 

0.00 

- 

- 

- 

- 

- 

0.005 

0.329 

0.033 

0.296 

- 

- 

Safe 

1 PPM 

0801000900275900 

0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

1 PTD-A 

0801000800228100 

0.22 

0.01 

(28.50) 

0.01 

0.01 

0.02 

0.02 

0.09 

0.00 

0.0100 

0.0065 

0.0092 

- 

0.026 

0.028 

0.045 

0.002 

0.043 

0.036 

84.34 

Semi Critical 



0.22 

0.01 

(93.56) 

0.01 

0.02 

0.03 

0.03 

0.12 

0.00 

0.0100 

0.0146 

0.0206 

- 

0.045 

0.048 

0.083 

0.004 

0.079 

0.054 

68.22 

Safe 

1 PTD-B 

0801000800228000 

0.22 

0.06 

(87.50) 

0.05 

0.05 

0.10 

0.04 

0.22 

0.02 

0.0300 

0.0231 

0.0326 

- 

0.086 

0.101 

0.200 

0.010 

0.190 

0.162 

85.30 

Semi Critical 

1 RBM 

0801000800235600 

0.22 

0.06 

49.96 

0.07 

0.03 

0.10 

0.04 

0.21 

0.02 

0.0100 

0.0205 

0.0232 

- 

0.054 

0.070 

0.173 

0.009 

0.165 

0.063 

38.23 

Safe 



0.22 

0.00 

(7,730.37) 

0.00 

0.02 

0.02 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.023 

0.001 

0.022 

- 

- 

Safe 

1 RM 

0801000900255200 

0.25 

0.05 

- 

0.05 

0.07 

0.12 

0.02 

0.11 

0.01 

- 

0.0477 

0.0539 

- 

0.102 

0.112 

0.237 

0.024 

0.213 

0.018 

8.59 

Safe 


0801000900279800 

0.25 

0.01 

(18.03) 

0.01 

0.02 

0.02 

0.01 

0.05 

0.00 

0.0100 

0.0108 

0.0153 

- 

0.036 

0.038 

0.063 

0.003 

0.060 

0.036 

60.53 

Safe 



0.25 

0.10 

(88.59) 

0.08 

0.07 

0.15 

0.03 

0.18 

0.02 

0.0100 

0.0397 

0.0561 

- 

0.106 

0.129 

0.276 

0.014 

0.262 

0.054 

20.75 

Safe 

1 RTM 

0801000600158300 

0.25 

0.00 

(38,330.92) 

0.00 

0.03 

0.03 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.027 

0.001 

0.026 

- 

- 

Safe 



0.22 

0.02 

24.31 

0.03 

0.02 

0.05 

0.03 

0.12 

0.01 

- 

0.0150 

0.0169 

- 

0.032 

0.039 

0.092 

0.005 

0.087 

0.009 

10.33 

Safe 



0.22 

0.01 

(708,168.92) 

0.01 

0.28 

0.29 

0.02 

0.09 

0.00 

- 

- 

- 

- 

- 

0.004 

0.292 

0.015 

0.278 

- 

- 

Safe 

1 SAD 

0801000800248900 

0.22 

0.06 

(107.07) 

0.05 

0.03 

0.08 

0.04 

0.24 

0.01 

- 

0.0193 

0.0273 

- 

0.047 

0.058 

0.138 

0.007 

0.131 

0.018 

13.75 

Safe 

1SD 

0801000900278800 

0.25 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.25 

0.21 

- 

0.21 

0.10 

0.31 

0.04 

0.20 

0.06 

0.0100 

0.0656 

0.0741 

- 

0.150 

0.205 

0.520 

0.052 

0.468 

0.127 

27.08 

Safe 

1SJM-A 

0801000600143900 

0.22 

0.12 

(50.98) 

0.09 

0.06 

0.16 

0.05 

0.22 

0.03 

- 

0.0388 

0.0439 

- 

0.083 

0.115 

0.271 

0.014 

0.257 

- 

- 

Safe 

1SJM-B 

0801000600144000 

0.22 

0.04 

(39.19) 

0.03 

0.02 

0.05 

0.05 

0.22 

0.01 

- 

0.0129 

0.0146 

- 

0.028 

0.038 

0.090 

0.004 

0.085 

0.018 

21.09 

Safe 

1 SPM 

0801000500137000 

0.25 

0.11 

57.67 

0.13 

0.05 

0.18 

0.05 

0.21 

0.03 

0.0100 

0.0309 

0.0349 

- 

0.076 

0.105 

0.281 

0.014 

0.267 

0.073 

27.27 

Safe 

1 STB 

0801000900256700 

0.25 

0.21 

(108.02) 

0.17 

0.13 

0.30 

0.04 

0.23 

0.04 

0.0200 

0.0661 

0.0934 

- 

0.180 

0.223 

0.521 

0.026 

0.495 

0.127 

25.57 

Safe 

1 SVSM-A 

0801000800244000 

0.25 

0.06 

(363.97) 

0.04 

0.45 

0.49 

0.04 

0.22 

0.01 

0.0300 

- 

- 

- 

0.030 

0.043 

0.535 

0.027 

0.509 

0.140 

27.52 

Safe 

1 SVSM-B 

0801000800243900 

0.25 

0.08 

(370.90) 

0.06 

0.65 

0.71 

0.04 

0.23 

0.02 

0.0200 

- 

- 

- 

0.020 

0.039 

0.753 

0.038 

0.715 

0.094 

13.14 

Safe 

1 UDM-A 

0801000600150400 

0.22 

0.15 

(9.95) 

0.14 

0.08 

0.22 

0.05 

0.21 

0.04 

- 

0.0506 

0.0572 

- 

0.108 

0.150 

0.366 

0.018 

0.348 

- 

- 

Safe 

1 UDM-B 

0801000600150500 

0.22 

0.08 

(14.00) 

0.07 

0.04 

0.11 

0.05 

0.21 

0.02 

- 

0.0262 

0.0296 

- 

0.056 

0.078 

0.187 

0.009 

0.177 

- 

- 

Safe 

1USS 

0801000600151300 

0.22 

0.09 

(14.47) 

0.07 

0.04 

0.12 

0.05 

0.21 

0.02 

- 

0.0285 

0.0322 

- 

0.061 

0.085 

0.202 

0.010 

0.192 

0.009 

4.68 

Safe 

10 APD-A 

0801000800233900 

0.22 

0.10 

(17.51) 

0.08 

0.05 

0.14 

0.05 

0.21 

0.03 

0.0100 

0.0338 

0.0382 

- 

0.082 

0.110 

0.248 

0.012 

0.235 

0.090 

38.26 

Safe 

10 APD-B 

0801000800233800 

0.22 

0.08 

(3.17) 

0.07 

0.04 

0.11 

0.05 

0.21 

0.02 

0.0100 

0.0250 

0.0282 

- 

0.063 

0.084 

0.196 

0.010 

0.186 

0.126 

67.58 

Safe 

10 AS 

0801000800240400 

0.22 

0.15 

24.79 

0.18 

0.08 

0.26 

0.04 

0.21 

0.04 

0.0100 

0.0512 

0.0578 

- 

0.119 

0.160 

0.424 

0.021 

0.403 

0.054 

13.41 

Safe 



0.22 

0.00 

3,495.22 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0025 

0.0028 

- 

0.005 

0.005 

0.009 

0.000 

0.009 

- 

- 

Safe 

10 BGD 

0801000500141600 

0.25 

0.04 

(328.11) 

0.03 

0.31 

0.34 

0.04 

0.23 

0.01 

0.0200 

- 

- 

- 

0.020 

0.029 

0.374 

0.019 

0.355 

0.126 

35.55 

Safe 

10 BLD 

0801000800230800 

0.22 

0.10 

(84.68) 

0.08 

0.06 

0.14 

0.04 

0.22 

0.02 

0.0100 

0.0365 

0.0515 

- 

0.098 

0.122 

0.264 

0.013 

0.251 

0.054 

21.55 

Safe 

10 BLM-A 

0801000800244700 

0.25 

0.02 

(959.17) 

0.01 

0.39 

0.40 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.004 

0.404 

0.020 

0.384 

0.023 

5.99 

Safe 



0.22 

0.00 

1,288.80 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0007 

0.0008 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

- 

- 

Safe 



0.22 

0.08 

(520.50) 

0.07 

0.93 

1.00 

0.03 

0.15 

0.02 

0.0100 

- 

- 

- 

0.010 

0.031 

1.026 

0.051 

0.975 

0.054 

5.54 

Safe 

10 BLM-B 

0801000800244600 

0.25 

0.02 

(764.04) 

0.01 

0.32 

0.33 

0.02 

0.09 

0.00 

- 

- 

- 

- 

- 

0.005 

0.338 

0.017 

0.321 

0.035 

10.89 

Safe 



0.22 

0.04 

(609.20) 

0.03 

0.49 

0.52 

0.03 

0.13 

0.01 

- 

- 

- 

- 

- 

0.010 

0.526 

0.026 

0.499 

0.036 

7.21 

Safe 

10 GB 

0801000800252800 

0.25 

0.00 

(833.38) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0018 

0.0026 

- 

0.004 

0.004 

0.008 

0.000 

0.007 

- 

- 

Safe 



0.25 

0.11 

(1,430.26) 

0.09 

1.52 

1.60 

0.04 

0.21 

0.02 

0.0500 

- 

- 

- 

0.050 

0.074 

1.678 

0.084 

1.594 

0.257 

16.12 

Safe 



0.22 

0.00 

(279.47) 

0.00 

0.02 

0.02 

0.00 

0.02 

0.00 

- 

0.0101 

0.0143 

- 

0.024 

0.025 

0.043 

0.002 

0.041 

0.018 

43.88 

Safe 



0.22 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

10 Gm 

0801000800239300 

0.22 

0.04 

22.11 

0.05 

0.06 

0.11 

0.02 

0.10 

0.01 

0.0100 

0.0351 

0.0496 

- 

0.095 

0.106 

0.220 

0.011 

0.209 

0.054 

25.84 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


10 K 

080100060016250C 

3.920 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.620 

-0.08 

0.200 

0.00 

0.00 

0.63 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.11 

0.17 





Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.300 

-0.08 

0.200 

0.00 

0.00 

0.31 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.06 

0.08 


10 KSD 

080100050013780C 

1.303 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.303 

0.50 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.11 

0.06 

0.04 

0.000 

0.17 

0.30 


10 LM-A 

080100060017690C 

1.984 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.012 

0.06 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.006 

0.06 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


10 LM-B 

0801000600176800 

1.943 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.051 

0.06 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


10 LSM 

0801000600147300 

1.726 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.726 

0.70 

0.180 

0.00 

0.00 

0.02 

0.02 

0.00 

0.18 

0.12 

0.00 

0.000 

0.17 

0.26 


10 NRD 

0801000900255400 

2.312 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.004 

-0.08 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Gang Canal 

Command 

Younger Alluvium 

0.656 

-0.08 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.01 

0.000 

0.06 

0.18 


10 PTD 

0801000500131500 

3.715 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.715 

0.34 

0.200 

0.03 

0.01 

0.07 

0.09 

0.00 

0.11 

0.06 

0.10 

0.001 

0.17 

0.34 


10 SAD 

0801000500134200 

3.178 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.372 

0.00 

0.200 

0.01 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.04 

0.000 

0.08 

0.22 






Gang Canal 

Command 

Younger Alluvium 

1.806 

0.00 

0.200 

0.01 

0.00 

0.03 

0.04 

0.00 

0.00 

0.00 

0.05 

0.001 

0.10 

0.29 


10 SARKARI 

0801000800253200 

2.732 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.255 

0.14 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.05 






Gang Canal 

Command 

Younger Alluvium 

2.478 

0.14 

0.180 

0.02 

0.01 

0.05 

0.06 

0.00 

-0.04 

-0.01 

0.10 

0.000 

0.17 

0.47 


10 SD 

0801000900275100 

2.242 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.242 

0.16 

0.200 

0.04 

0.01 

0.03 

0.03 

0.00 

0.04 

0.02 

0.15 

0.000 

0.18 

0.48 


10 SD-A 

0801000900275000 

3.833 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.618 

0.17 

0.200 

0.04 

0.01 

0.02 

0.02 

0.00 

0.04 

0.02 

0.14 

0.000 

0.08 

0.20 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.215 

0.17 

0.200 

0.02 

0.01 

0.03 

0.03 

0.00 

0.03 

0.01 

0.10 

0.000 

0.10 

0.27 


10 SJM 

0801000600145100 

2.014 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.014 

0.52 

0.180 

0.00 

0.00 

0.02 

0.02 

0.00 

0.15 

0.09 

0.01 

0.000 

0.17 

0.27 


10:00 AM 

0801000600167700 

2.027 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.027 

0.04 

0.200 

0.01 

0.00 

0.02 

0.02 

0.00 

-0.01 

-0.01 

0.03 

0.000 

0.17 

0.25 


11 A-A 

0801000600167900 

2.433 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.433 

-0.02 

0.200 

0.02 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.06 

0.000 

0.17 

0.25 


11 A-B 

0801000600168000 

2.087 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.087 

0.01 

0.200 

0.01 

0.00 

0.02 

0.02 

0.00 

-0.03 

-0.02 

0.03 

0.000 

0.17 

0.25 


11 APD 

0801000800233500 

1.676 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.676 

0.37 

0.180 

0.02 

0.00 

0.02 

0.02 

0.00 

0.10 

0.06 

0.08 

0.000 

0.17 

0.28 


11 AS 

0801000800240300 

5.385 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.385 

0.44 

0.180 

0.03 

0.00 

0.05 

0.05 

0.00 

0.36 

0.19 

0.12 

0.000 

0.17 

0.33 


11 BGD 

0801000500141500 

1.228 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.228 

0.13 

0.200 

0.04 

0.01 

0.44 

0.00 

0.00 

-0.38 

-0.13 

0.16 

0.000 

0.19 

0.53 


11 BLD 

0801000800230900 

1.871 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.871 

0.20 

0.180 

0.01 

0.00 

0.02 

0.02 

0.00 

0.04 

0.02 

0.05 

0.000 

0.17 

0.37 


11 BLM 

0801000800244500 

6.379 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.257 

0.19 

0.180 

0.01 

0.00 

0.05 

0.05 

0.00 

0.09 

0.04 

0.05 

0.000 

0.14 

0.30 






Ghaggar River Bed 

Command 

Younger Alluvium 

1.122 

0.19 

0.180 

0.00 

0.00 

0.33 

0.00 

0.00 

-0.30 

-0.14 

0.01 

0.000 

0.03 

0.06 


11 GB-A 

0801000800247900 

2.457 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.457 

0.13 

0.200 

0.01 

0.00 

0.88 

0.00 

0.00 

-0.81 

-0.27 

0.06 

0.000 

0.19 

0.57 


11GB-B 

0801000800247800 

2.380 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.008 

0.12 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Gang Canal 

Command 

Younger Alluvium 

0.147 

0.12 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.03 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.232 

0.12 

0.200 

0.00 

0.00 

0.08 

0.00 

0.00 

-0.08 

-0.03 

0.02 

0.000 

0.02 

0.05 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.992 

0.12 

0.180 

0.04 

0.01 

0.04 

0.05 

0.00 

-0.01 

0.00 

0.14 

0.000 

0.16 

0.47 


11JOIYANWALI 

0801000800254500 

2.334 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.334 

0.12 

0.180 

0.00 

0.00 

0.04 

0.06 

0.00 

-0.05 

-0.02 

0.02 

0.000 

0.19 

0.52 


11 K 

0801000600163200 

2.068 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.148 

-0.06 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 






Ghaggar River Bed 

Command 

Younger Alluvium 

1.920 

-0.06 

0.200 

0.00 

0.00 

0.46 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.15 

0.23 


11 LSM 

0801000600146900 

1.614 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.614 

0.69 

0.180 

0.00 

0.00 

0.02 

0.02 

0.00 

0.17 

0.11 

0.00 

0.000 

0.17 

0.26 


11 LSM-A 

0801000600146800 

3.497 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.497 

0.67 

0.180 

0.00 

0.00 

0.03 

0.03 

0.00 

0.35 

0.22 

0.00 

0.000 

0.17 

0.27 


11 NRD 

0801000900254900 

3.550 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.039 

-0.08 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 






Gang Canal 

Command 

Younger Alluvium 

3.510 

-0.08 

0.200 

0.02 

0.00 

0.06 

0.06 

0.00 

0.00 

0.00 

0.06 

0.000 

0.20 

0.64 


11 NWD 

0801000900254800 

1.960 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.960 

-0.09 

0.200 

0.00 

0.00 

0.03 

0.03 

0.00 

0.00 

0.00 

0.00 

0.000 

0.20 

0.65 


11 P 

0801000600175700 

4.527 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.058 

-0.08 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.04 

0.06 


11 PTD 

0801000500136000 

2.320 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.879 

0.41 

0.200 

0.02 

0.00 

0.01 

0.01 

0.00 

0.08 

0.04 

0.07 

0.000 

0.06 

0.13 






Gang Canal 

Command 

Younger Alluvium 

1.441 

0.41 

0.200 

0.03 

0.00 

0.02 

0.02 

0.00 

0.10 

0.05 

0.11 

0.000 

0.11 

0.21 


11 SAD 

0801000500134300 

2.161 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.549 

0.00 

0.200 

0.02 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.07 

0.000 

0.13 

0.34 






Gang Canal 

Command 

Younger Alluvium 

0.611 

0.00 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.03 

0.000 

0.05 

0.14 


USD 

0801000900274100 

2.778 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.778 

0.16 

0.200 

0.05 

0.01 

0.03 

0.04 

0.00 

0.06 

0.02 

0.19 

0.000 

0.18 

0.49 


11SJM-A 

0801000600142900 

1.300 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.300 

0.57 

0.180 

0.00 

0.00 

0.01 

0.01 

0.00 

0.11 

0.06 

0.00 

0.000 

0.17 

0.28 


11SJM-B 

0801000600143000 

1.836 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.836 

0.58 

0.180 

0.00 

0.00 

0.02 

0.02 

0.00 

0.16 

0.09 

0.01 

0.000 

0.17 

0.28 


12 A-A 

0801000600165700 

1.290 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.120 

-0.12 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.03 

0.000 

0.14 

0.22 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.170 

-0.12 

0.200 

0.00 

0.00 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 


12 A-B 

0801000600165600 

1.969 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.421 

-0.16 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.12 

0.18 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.548 

-0.16 

0.200 

0.00 

0.00 

0.16 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.05 

0.07 


12 APD 

0801000600144300 

1.441 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.441 

0.37 

0.180 

0.00 

0.00 

0.01 

0.01 

0.00 

0.07 

0.04 

0.00 

0.000 

0.17 

0.28 


12 AS 

0801000800240200 

3.136 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.136 

0.37 

0.180 

0.02 

0.00 

0.04 

0.05 

0.00 

0.15 

0.07 

0.07 

0.000 

0.17 

0.34 


12 BGD-A 

0801000500141200 

2.071 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.580 

0.12 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

0.05 

0.000 

0.05 

0.15 






Ghaggar River Bed 

Command 

Younger Alluvium 

1.298 

0.12 

0.200 

0.03 

0.01 

0.46 

0.00 

0.00 

-0.41 

-0.15 

0.11 

0.000 

0.12 

0.33 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.194 

0.12 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.05 


12 BGD-B 

0801000500141300 

1.771 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.034 

0.14 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 






Ghaggar River Bed 

Command 

Younger Alluvium 

1.737 

0.14 

0.200 

0.04 

0.01 

0.62 

0.00 

0.00 

-0.54 

-0.20 

0.16 

0.000 

0.18 

0.50 


12 BLD 

0801000800231000 

1.986 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.986 

0.20 

0.180 

0.01 

0.00 

0.02 

0.02 

0.00 

0.04 

0.02 

0.05 

0.000 

0.17 

0.37 


12 BLM-A 

0801000800244400 

1.845 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.845 

0.19 

0.180 

0.02 

0.00 

0.02 

0.02 

0.00 

0.05 

0.02 

0.07 

0.000 

0.17 

0.35 


12 BLM-B 

0801000800244300 

1.932 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.886 

0.19 

0.180 

0.01 

0.00 

0.01 

0.01 

0.00 

0.02 

0.01 

0.03 

0.000 

0.08 

0.15 






Ghaggar River Bed 

Command 

Younger Alluvium 

1.046 

0.19 

0.180 

0.01 

0.00 

0.31 

0.00 

0.00 

-0.27 

-0.14 

0.04 

0.000 

0.09 

0.18 


12 GB-A 

0801000800247700 

2.188 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.020 

0.12 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 






Gang Canal 

Command 

Younger Alluvium 

0.235 

0.12 

0.200 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.06 






Ghaggar River Bed 

Command 

Younger Alluvium 

1.666 

0.12 

0.200 

0.02 

0.00 

0.60 

0.00 

0.00 

-0.53 

-0.18 

0.09 

0.000 

0.14 

0.42 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.267 

0.12 

0.180 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

0.00 

0.01 

0.000 

0.02 

0.07 


12 GB-B 

0801000800247600 

1.403 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.183 

0.12 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.02 

0.000 

0.02 

0.07 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 


(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

10 K 

0801000600162500 

0.25 

0.07 

- 

0.07 

0.63 

0.70 

0.03 

0.14 

0.02 

- 

- 

- 

- 

- 

0.021 

0.718 

0.072 

0.647 

- 

- 

Safe 



0.25 

0.02 

- 

0.02 

0.31 

0.33 

0.02 

0.07 

0.01 

- 

- 

- 

- 

- 

0.005 

0.333 

0.033 

0.300 

- 

- 

Safe 

10 KSD 

0801000500137800 

0.25 

0.05 

16.27 

0.06 

0.03 

0.09 

0.05 

0.21 

0.01 

0.0100 

0.0160 

0.0181 

- 

0.044 

0.059 

0.148 

0.007 

0.141 

0.036 

25.86 

Safe 

10 LM-A 

0801000600176900 

0.25 

0.00 

(3,392.27) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

- 

- 

Safe 



0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

10 LM-B 

0801000600176800 

0.25 

0.00 

(460.60) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0006 

0.0007 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

- 

- 

Safe 

10 LSM 

0801000600147300 

0.22 

0.06 

86.17 

0.08 

0.03 

0.11 

0.05 

0.21 

0.02 

- 

0.0212 

0.0239 

- 

0.045 

0.063 

0.172 

0.009 

0.164 

- 

- 

Safe 

10 NRD 

0801000900255400 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.25 

0.01 

- 

0.01 

0.03 

0.04 

0.01 

0.07 

0.00 

- 

0.0165 

0.0234 

- 

0.040 

0.042 

0.079 

0.008 

0.071 

0.009 

12.73 

Safe 

10 PTD 

0801000500131500 

0.25 

0.16 

(64.86) 

0.13 

0.17 

0.30 

0.05 

0.21 

0.04 

0.0200 

0.0937 

0.1324 

- 

0.246 

0.288 

0.584 

0.029 

0.555 

0.100 

18.02 

Safe 

10 SAD 

0801000500134200 

0.25 

0.03 

- 

0.03 

0.04 

0.06 

0.02 

0.10 

0.01 

0.0100 

0.0202 

0.0285 

- 

0.059 

0.065 

0.128 

0.013 

0.115 

0.036 

31.57 

Safe 



0.25 

0.05 

- 

0.05 

0.08 

0.13 

0.02 

0.13 

0.01 

0.0100 

0.0456 

0.0644 

- 

0.120 

0.131 

0.256 

0.026 

0.230 

0.055 

23.65 

Safe 

10 SARKARI 

0801000800253200 

0.22 

0.00 

(110.31) 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0037 

0.0053 

- 

0.009 

0.009 

0.017 

0.001 

0.016 

0.009 

56.92 

Safe 



0.22 

0.09 

(113.82) 

0.07 

0.12 

0.19 

0.04 

0.21 

0.02 

0.0200 

0.0625 

0.0883 

- 

0.171 

0.192 

0.383 

0.019 

0.363 

0.099 

27.24 

Safe 

10 SD 

0801000900275100 

0.25 

0.10 

(83.47) 

0.08 

0.07 

0.15 

0.04 

0.22 

0.02 

0.0300 

0.0330 

0.0466 

- 

0.110 

0.134 

0.283 

0.014 

0.269 

0.153 

56.96 

Safe 

10 SD-A 

0801000900275000 

0.25 

0.03 

(47.49) 

0.02 

0.05 

0.08 

0.02 

0.09 

0.01 

0.0300 

0.0238 

0.0336 

- 

0.087 

0.095 

0.172 

0.009 

0.163 

0.144 

88.47 

Semi Critical 



0.25 

0.06 

(82.44) 

0.05 

0.07 

0.11 

0.03 

0.13 

0.01 

0.0200 

0.0326 

0.0461 

- 

0.099 

0.113 

0.226 

0.011 

0.215 

0.099 

46.17 

Safe 

10 SJM 

0801000600145100 

0.22 

0.07 

24.32 

0.09 

0.04 

0.13 

0.05 

0.21 

0.02 

- 

0.0247 

0.0279 

- 

0.053 

0.073 

0.201 

0.010 

0.191 

0.009 

4.71 

Safe 

10:00 AM 

0801000600167700 

0.25 

0.08 

(110.33) 

0.07 

0.04 

0.11 

0.05 

0.21 

0.02 

- 

0.0248 

0.0281 

- 

0.053 

0.077 

0.183 

0.009 

0.174 

0.030 

17.23 

Safe 

11 A-A 

0801000600167900 

0.25 

0.10 

- 

0.10 

0.05 

0.15 

0.05 

0.21 

0.03 

0.0100 

0.0298 

0.0337 

- 

0.074 

0.102 

0.250 

0.025 

0.225 

0.060 

26.66 

Safe 

11 A-B 

0801000600168000 

0.25 

0.09 

(120.76) 

0.07 

0.04 

0.11 

0.05 

0.21 

0.02 

- 

0.0256 

0.0289 

- 

0.055 

0.079 

0.189 

0.009 

0.179 

0.030 

16.73 

Safe 

11 APD 

0801000800233500 

0.22 

0.06 

(6.19) 

0.06 

0.03 

0.09 

0.05 

0.21 

0.02 

0.0100 

0.0206 

0.0232 

- 

0.054 

0.071 

0.161 

0.008 

0.153 

0.081 

52.80 

Safe 

11 AS 

0801000800240300 

0.22 

0.20 

(8.20) 

0.19 

0.10 

0.29 

0.05 

0.22 

0.05 

0.0200 

0.0660 

0.0746 

- 

0.161 

0.215 

0.506 

0.025 

0.481 

0.117 

24.34 

Safe 

11 BGD 

0801000500141500 

0.25 

0.06 

(332.97) 

0.05 

0.45 

0.50 

0.04 

0.23 

0.01 

0.0300 

- 

- 

- 

0.030 

0.043 

0.538 

0.027 

0.511 

0.162 

31.74 

Safe 

11 BLD 

0801000800230900 

0.22 

0.07 

(72.65) 

0.06 

0.04 

0.09 

0.05 

0.22 

0.02 

0.0100 

0.0229 

0.0259 

- 

0.059 

0.077 

0.171 

0.009 

0.162 

0.045 

27.72 

Safe 

11 BLM 

0801000800244500 

0.22 

0.17 

(74.05) 

0.13 

0.10 

0.23 

0.04 

0.18 

0.04 

0.0100 

0.0644 

0.0729 

- 

0.147 

0.190 

0.425 

0.021 

0.404 

0.045 

11.15 

Safe 



0.22 

0.01 

(1,947.99) 

0.01 

0.33 

0.34 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.002 

0.343 

0.017 

0.326 

0.009 

2.76 

Safe 

11 GB-A 

0801000800247900 

0.25 

0.12 

(50,797.29) 

0.09 

0.88 

0.97 

0.04 

0.23 

0.03 

0.0100 

- 

- 

- 

0.010 

0.035 

1.008 

0.050 

0.957 

0.059 

6.16 

Safe 

11GB-B 

0801000800247800 

0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.000 

- 

- 

Safe 



0.25 

0.00 

(330.93) 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0037 

0.0053 

- 

0.009 

0.009 

0.016 

0.001 

0.015 

0.012 

79.86 

Semi Critical 



0.25 

0.00 

(12,516.52) 

0.00 

0.08 

0.08 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.084 

0.004 

0.080 

0.024 

30.14 

Safe 



0.22 

0.07 

(106.75) 

0.06 

0.10 

0.15 

0.03 

0.19 

0.02 

0.0300 

0.0503 

0.0710 

- 

0.151 

0.167 

0.318 

0.016 

0.303 

0.144 

47.60 

Safe 

11JOIYANWALI 

0801000800254500 

0.22 

0.10 

(118.50) 

0.08 

0.10 

0.18 

0.04 

0.23 

0.02 

- 

0.0589 

0.0832 

- 

0.142 

0.164 

0.341 

0.017 

0.324 

0.018 

5.55 

Safe 

11 K 

0801000600163200 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0015 

0.0021 

- 

0.004 

0.004 

0.007 

0.001 

0.006 

- 

- 

Safe 



0.25 

0.07 

- 

0.07 

0.46 

0.53 

0.04 

0.20 

0.02 

- 

- 

- 

- 

- 

0.021 

0.553 

0.055 

0.498 

- 

- 

Safe 

11 LSM 

0801000600146900 

0.22 

0.06 

81.20 

0.07 

0.03 

0.10 

0.05 

0.21 

0.02 

- 

0.0198 

0.0224 

- 

0.042 

0.059 

0.161 

0.008 

0.153 

- 

- 

Safe 

11 LSM-A 

0801000600146800 

0.22 

0.13 

72.09 

0.15 

0.07 

0.22 

0.05 

0.21 

0.04 

- 

0.0429 

0.0485 

- 

0.091 

0.127 

0.349 

0.017 

0.332 

- 

- 

Safe 

11 NRD 

0801000900254900 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0005 

0.0005 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

0.32 

Safe 



0.25 

0.17 

- 

0.17 

0.11 

0.28 

0.04 

0.24 

0.03 

0.0100 

0.0738 

0.0834 

- 

0.167 

0.202 

0.486 

0.049 

0.438 

0.063 

14.50 

Safe 

11 NWD 

0801000900254800 

0.25 

0.10 

- 

0.10 

0.06 

0.16 

0.04 

0.24 

0.02 

- 

0.0412 

0.0466 

- 

0.088 

0.107 

0.267 

0.027 

0.240 

0.000 

0.11 

Safe 

11 P 

0801000600175700 

0.25 

0.01 

- 

0.01 

0.02 

0.03 

0.01 

0.05 

0.00 

- 

0.0104 

0.0147 

- 

0.025 

0.028 

0.057 

0.006 

0.051 

- 

- 

Safe 

11 PTD 

0801000500136000 

0.25 

0.01 

174.09 

0.02 

0.02 

0.03 

0.02 

0.08 

0.00 

0.0100 

0.0108 

0.0122 

- 

0.033 

0.037 

0.071 

0.004 

0.067 

0.072 

107.83 

Over Exploited 



0.25 

0.04 

38.52 

0.05 

0.05 

0.09 

0.03 

0.13 

0.01 

0.0200 

0.0303 

0.0343 

- 

0.085 

0.095 

0.186 

0.009 

0.177 

0.108 

61.24 

Safe 

11 SAD 

0801000500134300 

0.25 

0.05 

- 

0.05 

0.04 

0.09 

0.03 

0.16 

0.01 

0.0100 

0.0228 

0.0322 

- 

0.065 

0.077 

0.168 

0.017 

0.151 

0.072 

48.03 

Safe 



0.25 

0.01 

- 

0.01 

0.03 

0.03 

0.01 

0.06 

0.00 

0.0100 

0.0154 

0.0218 

- 

0.047 

0.049 

0.083 

0.008 

0.075 

0.027 

36.23 

Safe 

USD 

0801000900274100 

0.25 

0.13 

(82.91) 

0.10 

0.08 

0.18 

0.04 

0.22 

0.03 

0.0400 

0.0409 

0.0577 

- 

0.139 

0.169 

0.352 

0.018 

0.334 

0.189 

56.67 

Safe 

11SJM-A 

0801000600142900 

0.22 

0.05 

32.70 

0.06 

0.03 

0.08 

0.05 

0.21 

0.01 

- 

0.0159 

0.0180 

- 

0.034 

0.047 

0.130 

0.006 

0.123 

- 

- 

Safe 

11SJM-B 

0801000600143000 

0.22 

0.07 

38.76 

0.08 

0.04 

0.12 

0.05 

0.21 

0.02 

- 

0.0225 

0.0254 

- 

0.048 

0.067 

0.183 

0.009 

0.174 

0.009 

5.17 

Safe 

12 A-A 

0801000600165700 

0.25 

0.04 

- 

0.04 

0.02 

0.06 

0.04 

0.19 

0.01 

- 

0.0137 

0.0155 

- 

0.029 

0.041 

0.103 

0.010 

0.092 

0.030 

32.49 

Safe 



0.25 

0.00 

- 

0.00 

0.05 

0.05 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.052 

0.005 

0.047 

- 

- 

Safe 

12 A-B 

0801000600165600 

0.25 

0.04 

- 

0.04 

0.03 

0.07 

0.03 

0.15 

0.01 

- 

0.0174 

0.0197 

- 

0.037 

0.049 

0.119 

0.012 

0.107 

- 

- 

Safe 



0.25 

0.01 

- 

0.01 

0.16 

0.17 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.002 

0.171 

0.017 

0.154 

- 

- 

Safe 

12 APD 

0801000600144300 

0.22 

0.05 

(22.19) 

0.04 

0.03 

0.07 

0.05 

0.21 

0.01 

- 

0.0177 

0.0200 

- 

0.038 

0.052 

0.123 

0.006 

0.117 

- 

- 

Safe 

12 AS 

0801000800240200 

0.22 

0.12 

(38.15) 

0.10 

0.08 

0.18 

0.05 

0.22 

0.03 

0.0100 

0.0461 

0.0652 

- 

0.121 

0.153 

0.330 

0.017 

0.314 

0.072 

22.94 

Safe 

12 BGD-A 

0801000500141200 

0.25 

0.01 

(56.50) 

0.01 

0.02 

0.02 

0.01 

0.06 

0.00 

0.0100 

0.0085 

0.0121 

- 

0.031 

0.032 

0.054 

0.003 

0.051 

0.054 

106.54 

Over Exploited 



0.25 

0.04 

(486.90) 

0.03 

0.47 

0.50 

0.03 

0.14 

0.01 

0.0200 

- 

- 

- 

0.020 

0.029 

0.533 

0.027 

0.507 

0.108 

21.39 

Safe 



0.25 

0.00 

(111.77) 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0029 

0.0040 

- 

0.007 

0.007 

0.013 

0.001 

0.012 

0.009 

74.25 

Semi Critical 

12 BGD-B 

0801000500141300 

0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0005 

0.0007 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

0.47 

Safe 



0.25 

0.08 

(349.06) 

0.06 

0.63 

0.70 

0.04 

0.22 

0.02 

0.0300 

- 

- 

- 

0.030 

0.048 

0.743 

0.037 

0.706 

0.162 

23.02 

Safe 

12 BLD 

0801000800231000 

0.22 

0.08 

(74.00) 

0.06 

0.04 

0.10 

0.05 

0.22 

0.02 

0.0100 

0.0243 

0.0275 

- 

0.062 

0.082 

0.181 

0.009 

0.172 

0.054 

31.44 

Safe 

12 BLM-A 

0801000800244400 

0.22 

0.07 

(65.24) 

0.06 

0.04 

0.09 

0.05 

0.22 

0.02 

0.0100 

0.0226 

0.0256 

- 

0.058 

0.077 

0.168 

0.008 

0.160 

0.072 

45.01 

Safe 

12 BLM-B 

0801000800244300 

0.22 

0.02 

(21.51) 

0.01 

0.02 

0.03 

0.02 

0.10 

0.00 

- 

0.0109 

0.0123 

- 

0.023 

0.027 

0.057 

0.003 

0.054 

0.027 

50.20 

Safe 



0.22 

0.02 

(734.06) 

0.02 

0.31 

0.33 

0.02 

0.12 

0.01 

- 

- 

- 

- 

- 

0.006 

0.335 

0.017 

0.318 

0.036 

11.32 

Safe 

12 GB-A 

0801000800247700 

0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

- 

- 

Safe 



0.25 

0.00 

(225.44) 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0059 

0.0084 

- 

0.014 

0.015 

0.026 

0.001 

0.024 

0.012 

49.20 

Safe 



0.25 

0.03 

(1,412.21) 

0.02 

0.60 

0.62 

0.03 

0.18 

0.01 

0.0200 

- 

- 

- 

0.020 

0.027 

0.647 

0.032 

0.615 

0.094 

15.29 

Safe 



0.22 

0.00 

(239.78) 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

- 

0.0067 

0.0095 

- 

0.016 

0.016 

0.029 

0.001 

0.028 

0.009 

32.52 

Safe 

12GB-B 

0801000800247600 

0.25 

0.00 

94.39 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

- 

0.0046 

0.0065 

- 

0.011 

0.011 

0.021 

0.001 

0.020 

0.023 

116.73 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.027 

0.12 

0.200 

0.00 

0.00 

0.01 

0.00 

0.00 

-0.01 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.193 

0.12 

0.180 

0.03 

0.01 

0.02 

0.03 

0.00 

-0.01 

0.00 

0.11 

0.000 

0.16 

0.47 


12 GM 

080100080023950C 

11.309 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.062 

0.38 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


12 K 

0801000600162600 

2.254 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.435 

-0.05 

0.200 

0.00 

0.00 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.05 





Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.818 

-0.05 

0.200 

0.00 

0.00 

0.43 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.13 

0.20 


12 LSM 

0801000600146700 

2.642 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.642 

0.68 

0.180 

0.00 

0.00 

0.02 

0.03 

0.00 

0.27 

0.17 

0.00 

0.000 

0.17 

0.27 


12 NRD 

0801000500121300 

3.362 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.400 

-0.12 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.02 

0.000 

0.02 

0.08 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.821 

-0.12 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.03 

0.000 

0.05 

0.16 






Gang Canal 

Command 

Younger Alluvium 

2.141 

-0.12 

0.200 

0.02 

0.00 

0.03 

0.03 

0.00 

0.00 

0.00 

0.07 

0.001 

0.13 

0.41 


12 NRD-A 

0801000500121400 

3.470 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.001 

-0.10 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.686 

-0.10 

0.200 

0.02 

0.00 

0.03 

0.03 

0.00 

0.00 

0.00 

0.07 

0.001 

0.15 

0.50 






Gang Canal 

Command 

Younger Alluvium 

0.782 

-0.10 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.02 

0.000 

0.04 

0.15 


12 PTD 

0801000500131200 

3.734 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.734 

0.37 

0.200 

0.02 

0.00 

0.06 

0.06 

0.00 

0.18 

0.09 

0.09 

0.001 

0.17 

0.34 


12 PTD-A 

0801000500136100 

2.571 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.472 

0.43 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.03 

0.000 

0.03 

0.06 






Gang Canal 

Command 

Younger Alluvium 

2.099 

0.43 

0.200 

0.03 

0.00 

0.03 

0.03 

0.00 

0.14 

0.07 

0.11 

0.001 

0.14 

0.27 


12 PTD-B 

0801000500136200 

2.057 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.057 

0.41 

0.200 

0.04 

0.01 

0.03 

0.03 

0.00 

0.13 

0.07 

0.17 

0.001 

0.17 

0.33 


12 SAD 

0801000500134400 

4.045 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.000 

0.00 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Gang Canal 

Command 

Younger Alluvium 

4.045 

0.00 

0.200 

0.04 

0.01 

0.08 

0.10 

0.00 

0.00 

0.00 

0.16 

0.001 

0.18 

0.46 


12 SD 

0801000900274300 

0.572 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.571 

0.16 

0.200 

0.03 

0.01 

0.01 

0.01 

0.00 

0.02 

0.01 

0.12 

0.000 

0.18 

0.49 






Gang Canal 

Command 

Younger Alluvium 

0.002 

0.16 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


12SJM 

0801000600145200 

2.693 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.693 

0.55 

0.180 

0.00 

0.00 

0.03 

0.03 

0.00 

0.22 

0.13 

0.00 

0.000 

0.17 

0.27 


13 A 

0801000600168100 

1.082 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.082 

-0.05 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.03 

0.000 

0.17 

0.25 


13 APD-A 

0801000800233700 

2.045 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.045 

0.36 

0.180 

0.02 

0.00 

0.02 

0.02 

0.00 

0.11 

0.07 

0.07 

0.000 

0.17 

0.27 


13 APD-B 

0801000800233600 

3.845 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.845 

0.35 

0.180 

0.02 

0.00 

0.04 

0.04 

0.00 

0.19 

0.12 

0.08 

0.000 

0.17 

0.27 


13 AS 

0801000800240100 

4.764 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.764 

0.42 

0.180 

0.03 

0.01 

0.05 

0.07 

0.00 

0.26 

0.14 

0.14 

0.000 

0.17 

0.32 


13 BGD 

0801000500141400 

0.571 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.571 

0.14 

0.200 

0.04 

0.01 

0.20 

0.00 

0.00 

-0.16 

-0.06 

0.14 

0.000 

0.19 

0.51 


13 BLD 

0801000800231100 

2.642 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.899 

0.20 

0.180 

0.01 

0.00 

0.02 

0.02 

0.00 

0.04 

0.02 

0.03 

0.000 

0.12 

0.23 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.743 

0.20 

0.180 

0.00 

0.00 

0.22 

0.00 

0.00 

-0.20 

-0.10 

0.01 

0.000 

0.05 

0.09 


13 BLD-A 

0801000800231300 

3.895 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.895 

0.22 

0.180 

0.02 

0.00 

0.04 

0.04 

0.00 

0.10 

0.05 

0.06 

0.000 

0.17 

0.33 


13 BLD-B 

0801000800231400 

3.132 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.132 

0.22 

0.180 

0.02 

0.00 

0.03 

0.03 

0.00 

0.08 

0.04 

0.09 

0.000 

0.17 

0.32 


13 BLD-C 

0801000800231200 

0.687 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.687 

0.20 

0.180 

0.02 

0.00 

0.01 

0.01 

0.00 

0.03 

0.02 

0.09 

0.000 

0.17 

0.33 


13 BLM-A 

0801000800244100 

3.872 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.489 

0.19 

0.200 

0.01 

0.00 

0.44 

0.00 

0.00 

-0.38 

-0.18 

0.04 

0.000 

0.07 

0.14 





Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.383 

0.19 

0.180 

0.01 

0.00 

0.71 

0.00 

0.00 

-0.62 

-0.30 

0.05 

0.000 

0.11 

0.22 


13 BLM-B 

0801000800244200 

1.539 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.097 

0.20 

0.200 

0.02 

0.00 

0.33 

0.00 

0.00 

-0.26 

-0.14 

0.08 

0.000 

0.12 

0.23 





Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.442 

0.20 

0.180 

0.01 

0.00 

0.13 

0.00 

0.00 

-0.11 

-0.06 

0.03 

0.000 

0.05 

0.09 


13 GB 

0801000800247300 

2.125 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.125 

0.12 

0.180 

0.05 

0.01 

0.04 

0.05 

0.00 

-0.01 

0.00 

0.20 

0.000 

0.19 

0.51 


13 K 

0801000600162700 

3.200 

Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

3.200 

-0.02 

0.200 

0.00 

0.00 

0.76 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.17 

0.25 


13 NRD-A 

0801000500121100 

2.351 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.351 

-0.12 

0.200 

0.02 

0.00 

0.04 

0.04 

0.00 

0.00 

0.00 

0.10 

0.001 

0.20 

0.65 


13 NRD-B 

0801000500121200 

3.067 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.067 

-0.12 

0.200 

0.02 

0.00 

0.05 

0.05 

0.00 

0.00 

0.00 

0.09 

0.001 

0.20 

0.65 


13 NWD 

0801000500122000 

2.278 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.278 

-0.15 

0.200 

0.05 

0.01 

0.04 

0.04 

0.00 

0.00 

0.00 

0.22 

0.001 

0.20 

0.65 


13 P 

0801000600169500 

2.364 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.820 

-0.08 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.06 

0.09 


13 SAD 

0801000500134600 

2.129 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.467 

0.00 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.02 

0.000 

0.04 

0.10 






Gang Canal 

Command 

Younger Alluvium 

1.661 

0.00 

0.200 

0.02 

0.00 

0.03 

0.04 

0.00 

0.00 

0.00 

0.06 

0.000 

0.14 

0.35 


13 SD 

0801000900274200 

1.266 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.253 

0.16 

0.200 

0.02 

0.01 

0.01 

0.02 

0.00 

0.02 

0.01 

0.10 

0.000 

0.18 

0.49 






Gang Canal 

Command 

Younger Alluvium 

0.013 

0.16 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


13 SJM 

0801000600145700 

2.752 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.752 

0.59 

0.180 

0.00 

0.00 

0.03 

0.03 

0.00 

0.24 

0.15 

0.00 

0.000 

0.17 

0.26 


14 A 

0801000600164900 

3.779 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.001 

-0.22 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Ghaggar River Bed 

Command 

Younger Alluvium 

3.778 

-0.22 

0.200 

0.00 

0.00 

1.13 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.17 

0.25 





Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.000 

-0.22 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


14 APD-A 

0801000600144400 

1.684 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.684 

0.39 

0.180 

0.00 

0.00 

0.02 

0.02 

0.00 

0.09 

0.05 

0.00 

0.000 

0.17 

0.27 


14 APD-B 

0801000600144500 

2.246 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.246 

0.42 

0.180 

0.00 

0.00 

0.02 

0.02 

0.00 

0.13 

0.08 

0.00 

0.000 

0.17 

0.27 


14 AS-A 

0801000800239900 

4.867 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.860 

0.43 

0.180 

0.01 

0.00 

0.06 

0.07 

0.00 

0.26 

0.15 

0.05 

0.000 

0.17 

0.30 


14 AS-B 

0801000800239800 

4.956 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.268 

0.45 

0.180 

0.01 

0.00 

0.05 

0.06 

0.00 

0.24 

0.14 

0.05 

0.000 

0.15 

0.25 


14 BGD 

0801000800246200 

3.338 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.817 

0.15 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

0.02 

0.000 

0.05 

0.12 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.972 

0.15 

0.200 

0.01 

0.00 

0.35 

0.00 

0.00 

-0.31 

-0.12 

0.04 

0.000 

0.05 

0.14 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.548 

0.15 

0.180 

0.01 

0.00 

0.02 

0.02 

0.00 

0.01 

0.00 

0.05 

0.000 

0.09 

0.23 


14 BLD-A 

0801000800231500 

2.244 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.244 

0.25 

0.180 

0.02 

0.00 

0.02 

0.02 

0.00 

0.08 

0.04 

0.10 

0.000 

0.17 

0.31 


14 BLD-B 

0801000800231600 

1.619 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.619 

0.23 

0.180 

0.01 

0.00 

0.02 

0.02 

0.00 

0.05 

0.03 

0.03 

0.000 

0.17 

0.31 


14 BLD-C 

0801000800231700 

3.970 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.970 

0.38 

0.180 

0.01 

0.00 

0.04 

0.04 

0.00 

0.21 

0.12 

0.05 

0.000 

0.17 

0.29 


14 GB 

0801000800247400 

2.186 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.005 

0.12 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.002 

0.12 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.179 

0.12 

0.180 

0.07 

0.02 

0.04 

0.05 

0.00 

0.00 

0.00 

0.26 

0.000 

0.19 

0.54 


14 K 

0801000600163100 

5.442 

Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

5.442 

-0.03 

0.200 

0.00 

0.00 

1.30 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.17 

0.25 


14 NP 

0801000500124300 

2.303 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.001 

0.01 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.258 

0.01 

0.200 

0.04 

0.01 

0.04 

0.04 

0.00 

-0.04 

-0.01 

0.16 

0.001 

0.18 

0.53 


14 P 

0801000600170800 

3.493 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.282 

-0.07 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.00 

0.000 

0.16 

0.24 


14 PTD 

0801000500131000 

2.524 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.308 

0.40 

0.200 

0.04 

0.01 

0.04 

0.04 

0.00 

0.14 

0.07 

0.14 

0.001 

0.15 

0.31 


14 SAD 

0801000500134500 

2.262 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.262 

0.00 

0.200 

0.03 

0.01 

0.04 

0.06 

0.00 

0.00 

0.00 

0.14 

0.001 

0.18 

0.44 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 


(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.25 

0.00 

(12,529.34) 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.010 

0.000 

0.009 

- 

- 

Safe 



0.22 

0.04 

(104.74) 

0.03 

0.06 

0.10 

0.04 

0.20 

0.01 

0.0200 

0.0301 

0.0425 

- 

0.093 

0.102 

0.197 

0.010 

0.187 

0.108 

57.63 

Safe 

12 GM 

0801000800239500 

0.22 

0.00 

10,975.30 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0009 

0.0013 

- 

0.002 

0.002 

0.004 

0.000 

0.004 

- 

- 

Safe 

12 K 

0801000600162600 

0.25 

0.00 

- 

0.00 

0.10 

0.11 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.108 

0.011 

0.098 

- 

- 

Safe 



0.25 

0.06 

- 

0.06 

0.43 

0.49 

0.04 

0.17 

0.02 

- 

- 

- 

- 

- 

0.017 

0.512 

0.051 

0.461 

- 

- 

Safe 

12 LSM 

0801000600146700 

0.22 

0.10 

75.73 

0.12 

0.05 

0.17 

0.05 

0.21 

0.03 

- 

0.0324 

0.0366 

- 

0.069 

0.096 

0.264 

0.013 

0.251 

- 

- 

Safe 

12 NRD 

0801000500121300 

0.25 

0.00 

- 

0.00 

0.01 

0.02 

0.00 

0.03 

0.00 

- 

0.0084 

0.0095 

- 

0.018 

0.018 

0.034 

0.003 

0.030 

0.018 

60.02 

Safe 



0.25 

0.01 

- 

0.01 

0.02 

0.03 

0.01 

0.06 

0.00 

- 

0.0101 

0.0114 

- 

0.021 

0.023 

0.049 

0.005 

0.044 

0.027 

61.52 

Safe 



0.25 

0.07 

- 

0.07 

0.07 

0.14 

0.03 

0.15 

0.01 

0.0100 

0.0450 

0.0509 

- 

0.106 

0.119 

0.256 

0.026 

0.230 

0.073 

31.55 

Safe 

12 NRD-A 

0801000500121400 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.25 

0.10 

- 

0.10 

0.05 

0.16 

0.03 

0.18 

0.02 

0.0100 

0.0329 

0.0372 

- 

0.080 

0.101 

0.256 

0.026 

0.230 

0.073 

31.57 

Safe 



0.25 

0.01 

- 

0.01 

0.03 

0.03 

0.01 

0.05 

0.00 

- 

0.0165 

0.0186 

- 

0.035 

0.037 

0.071 

0.007 

0.063 

0.018 

28.70 

Safe 

12 PTD 

0801000500131200 

0.25 

0.16 

(43.76) 

0.13 

0.12 

0.25 

0.05 

0.21 

0.04 

0.0200 

0.0785 

0.0888 

- 

0.187 

0.229 

0.475 

0.024 

0.451 

0.091 

20.18 

Safe 

12 PTD-A 

0801000500136100 

0.25 

0.00 

484.44 

0.00 

0.01 

0.01 

0.01 

0.04 

0.00 

0.0100 

0.0058 

0.0065 

- 

0.022 

0.023 

0.037 

0.002 

0.035 

0.027 

77.65 

Semi Critical 



0.25 

0.07 

1.98 

0.07 

0.07 

0.14 

0.04 

0.18 

0.02 

0.0200 

0.0441 

0.0499 

- 

0.114 

0.133 

0.274 

0.014 

0.261 

0.109 

41.64 

Safe 

12 PTD-B 

0801000500136200 

0.25 

0.09 

(22.70) 

0.07 

0.08 

0.15 

0.05 

0.21 

0.02 

0.0300 

0.0432 

0.0489 

- 

0.122 

0.145 

0.291 

0.015 

0.276 

0.172 

62.13 

Safe 

12 SAD 

0801000500134400 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.25 

0.18 

- 

0.18 

0.18 

0.37 

0.04 

0.22 

0.04 

0.0300 

0.1021 

0.1442 

- 

0.276 

0.320 

0.685 

0.069 

0.617 

0.163 

26.45 

Safe 

12 SD 

0801000900274300 

0.25 

0.03 

(66.09) 

0.02 

0.02 

0.05 

0.04 

0.22 

0.01 

0.0200 

0.0084 

0.0119 

- 

0.040 

0.046 

0.092 

0.005 

0.087 

0.117 

CO 

00 

CO 

CO 

Over Exploited 



0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

12SJM 

0801000600145200 

0.22 

0.10 

36.03 

0.12 

0.05 

0.17 

0.05 

0.21 

0.03 

- 

0.0330 

0.0373 

- 

0.070 

0.098 

0.269 

0.013 

0.255 

- 

- 

Safe 

13 A 

0801000600168100 

0.25 

0.04 

- 

0.04 

0.02 

0.07 

0.05 

0.21 

0.01 

- 

0.0133 

0.0150 

- 

0.028 

0.041 

0.107 

0.011 

0.096 

0.030 

31.20 

Safe 

13 APD-A 

0801000800233700 

0.22 

0.08 

(9.04) 

0.07 

0.04 

0.11 

0.05 

0.21 

0.02 

0.0100 

0.0251 

0.0283 

- 

0.063 

0.084 

0.192 

0.010 

0.183 

0.072 

39.39 

Safe 

13 APD-B 

0801000800233600 

0.22 

0.14 

(15.29) 

0.12 

0.07 

0.19 

0.05 

0.21 

0.04 

0.0100 

0.0471 

0.0533 

- 

0.110 

0.150 

0.344 

0.017 

0.327 

0.081 

24.79 

Safe 

13 AS 

0801000800240100 

0.22 

0.18 

(23.53) 

0.14 

0.13 

0.28 

0.05 

0.22 

0.05 

0.0300 

0.0701 

0.0990 

- 

0.199 

0.247 

0.526 

0.026 

0.499 

0.135 

27.04 

Safe 

13 BGD 

0801000500141400 

0.25 

0.03 

(316.03) 

0.02 

0.21 

0.24 

0.04 

0.23 

0.01 

0.0300 

- 

- 

- 

0.030 

0.036 

0.272 

0.014 

0.258 

0.144 

55.86 

Safe 

13 BLD 

0801000800231100 

0.22 

0.05 

(58.06) 

0.04 

0.04 

0.08 

0.03 

0.16 

0.01 

- 

0.0233 

0.0263 

- 

0.050 

0.063 

0.141 

0.007 

0.134 

0.027 

20.13 

Safe 



0.22 

0.01 

(1,402.97) 

0.01 

0.22 

0.23 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.002 

0.230 

0.012 

0.219 

0.009 

4.12 

Safe 

13 BLD-A 

0801000800231300 

0.22 

0.15 

(64.34) 

0.12 

0.08 

0.19 

0.05 

0.22 

0.04 

0.0100 

0.0477 

0.0540 

- 

0.112 

0.151 

0.344 

0.017 

0.327 

0.063 

19.30 

Safe 

13 BLD-B 

0801000800231400 

0.22 

0.12 

(62.20) 

0.09 

0.06 

0.15 

0.05 

0.22 

0.03 

0.0100 

0.0384 

0.0434 

- 

0.092 

0.123 

0.278 

0.014 

0.264 

0.090 

34.06 

Safe 

13 BLD-C 

0801000800231200 

0.22 

0.03 

(36.01) 

0.02 

0.01 

0.03 

0.05 

0.22 

0.01 

0.0100 

0.0084 

0.0095 

- 

0.028 

0.035 

0.069 

0.003 

0.065 

0.090 

137.67 

Over Exploited 

13 BLM-A 

0801000800244100 

0.25 

0.02 

(843.08) 

0.02 

0.44 

0.46 

0.02 

0.08 

0.01 

- 

- 

- 

- 

- 

0.006 

0.470 

0.024 

0.447 

0.035 

7.83 

Safe 



0.22 

0.06 

(640.77) 

0.04 

0.71 

0.76 

0.03 

0.13 

0.01 

0.0100 

- 

- 

- 

0.010 

0.025 

0.780 

0.039 

0.741 

0.045 

6.07 

Safe 

13 BLM-B 

0801000800244200 

0.25 

0.03 

(514.07) 

0.03 

0.33 

0.35 

0.03 

0.16 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.373 

0.019 

0.354 

0.082 

23.13 

Safe 



0.22 

0.00 

(1,267.47) 

0.00 

0.13 

0.14 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.137 

0.007 

0.130 

0.027 

20.76 

Safe 

13 GB 

0801000800247300 

0.22 

0.09 

(102.19) 

0.07 

0.10 

0.17 

0.04 

0.23 

0.02 

0.0400 

0.0536 

0.0758 

- 

0.169 

0.189 

0.361 

0.018 

0.343 

0.198 

57.78 

Safe 

13 K 

0801000600162700 

0.25 

0.13 

- 

0.13 

0.76 

0.90 

0.05 

0.21 

0.04 

- 

- 

- 

- 

- 

0.038 

0.934 

0.093 

0.841 

0.018 

2.14 

Safe 

13 NRD-A 

0801000500121100 

0.25 

0.12 

- 

0.12 

0.08 

0.19 

0.04 

0.24 

0.02 

0.0100 

0.0494 

0.0559 

- 

0.115 

0.139 

0.331 

0.033 

0.298 

0.100 

33.49 

Safe 

13 NRD-B 

0801000500121200 

0.25 

0.15 

- 

0.15 

0.10 

0.25 

0.04 

0.24 

0.03 

0.0100 

0.0645 

0.0729 

- 

0.147 

0.178 

0.428 

0.043 

0.386 

0.091 

23.57 

Safe 

13 NWD 

0801000500122000 

0.25 

0.11 

- 

0.11 

0.08 

0.20 

0.04 

0.24 

0.02 

0.0200 

0.0479 

0.0541 

- 

0.122 

0.145 

0.341 

0.034 

0.307 

0.217 

70.65 

Semi Critical 

13 P 

0801000600169500 

0.25 

0.01 

- 

0.01 

0.01 

0.03 

0.02 

0.07 

0.00 

- 

0.0080 

0.0114 

- 

0.019 

0.023 

0.049 

0.005 

0.044 

- 

- 

Safe 

13 SAD 

0801000500134600 

0.25 

0.00 

- 

0.00 

0.01 

0.02 

0.01 

0.05 

0.00 

- 

0.0069 

0.0097 

- 

0.017 

0.018 

0.034 

0.003 

0.031 

0.018 

58.44 

Safe 



0.25 

0.06 

- 

0.06 

0.07 

0.13 

0.03 

0.17 

0.01 

0.0100 

0.0419 

0.0592 

- 

0.111 

0.125 

0.255 

0.025 

0.229 

0.063 

27.68 

Safe 

13 SD 

0801000900274200 

0.25 

0.06 

(88.12) 

0.05 

0.04 

0.09 

0.04 

0.22 

0.01 

0.0200 

0.0184 

0.0261 

- 

0.065 

0.078 

0.166 

0.008 

0.157 

0.099 

62.99 

Safe 



0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0005 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

0.13 

Safe 

13 SJM 

0801000600145700 

0.22 

0.10 

50.32 

0.12 

0.05 

0.17 

0.05 

0.21 

0.03 

- 

0.0337 

0.0381 

- 

0.072 

0.100 

0.275 

0.014 

0.261 

- 

- 

Safe 

14 A 

0801000600164900 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.25 

0.16 

- 

0.16 

1.13 

1.28 

0.05 

0.21 

0.04 

- 

- 

- 

- 

- 

0.044 

1.328 

0.133 

1.195 

- 

- 

Safe 



0.22 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

14 APD-A 

0801000600144400 

0.22 

0.06 

(15.62) 

0.05 

0.03 

0.08 

0.05 

0.21 

0.02 

- 

0.0206 

0.0233 

- 

0.044 

0.061 

0.146 

0.007 

0.139 

- 

- 

Safe 

14 APD-B 

0801000600144500 

0.22 

0.08 

(6.03) 

0.08 

0.04 

0.12 

0.05 

0.21 

0.02 

- 

0.0275 

0.0311 

- 

0.059 

0.082 

0.203 

0.010 

0.193 

- 

- 

Safe 

14 AS-A 

0801000800239900 

0.22 

0.18 

(19.44) 

0.15 

0.13 

0.27 

0.05 

0.22 

0.05 

0.0100 

0.0715 

0.1010 

- 

0.183 

0.232 

0.505 

0.025 

0.480 

0.045 

9.37 

Safe 

14 AS-B 

0801000800239800 

0.22 

0.14 

3.58 

0.14 

0.11 

0.25 

0.04 

0.19 

0.04 

0.0100 

0.0628 

0.0887 

- 

0.162 

0.199 

0.452 

0.023 

0.430 

0.054 

12.56 

Safe 

14 BGD 

0801000800246200 

0.25 

0.01 

(47.99) 

0.01 

0.02 

0.03 

0.01 

0.06 

0.00 

- 

0.0120 

0.0170 

- 

0.029 

0.031 

0.060 

0.003 

0.057 

0.023 

40.45 

Safe 



0.25 

0.01 

(982.10) 

0.01 

0.35 

0.36 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.371 

0.019 

0.353 

0.035 

9.92 

Safe 



0.22 

0.03 

(85.93) 

0.02 

0.04 

0.06 

0.02 

0.11 

0.01 

0.0100 

0.0228 

0.0322 

- 

0.065 

0.072 

0.135 

0.007 

0.129 

0.045 

34.97 

Safe 

14 BLD-A 

0801000800231500 

0.22 

0.08 

(50.14) 

0.07 

0.04 

0.11 

0.05 

0.22 

0.02 

0.0100 

0.0275 

0.0311 

- 

0.069 

0.091 

0.202 

0.010 

0.192 

0.099 

51.62 

Safe 

14 BLD-B 

0801000800231600 

0.22 

0.06 

(57.45) 

0.05 

0.03 

0.08 

0.05 

0.22 

0.02 

- 

0.0198 

0.0224 

- 

0.042 

0.059 

0.138 

0.007 

0.132 

0.027 

20.53 

Safe 

14 BLD-C 

0801000800231700 

0.22 

0.15 

(17.86) 

0.12 

0.08 

0.20 

0.05 

0.22 

0.04 

0.0100 

0.0487 

0.0550 

- 

0.114 

0.154 

0.352 

0.018 

0.334 

0.054 

16.15 

Safe 

14 GB 

0801000800247400 

0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.000 

- 

- 

Safe 



0.25 

0.00 

(260,825.65) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

- 

- 

Safe 



0.22 

0.09 

(98.89) 

0.07 

0.11 

0.19 

0.04 

0.23 

0.02 

0.0500 

0.0550 

0.0777 

- 

0.183 

0.203 

0.389 

0.019 

0.370 

0.261 

70.63 

Semi Critical 

14 K 

0801000600163100 

0.25 

0.23 

- 

0.23 

1.30 

1.52 

0.05 

0.21 

0.06 

- 

- 

- 

- 

- 

0.064 

1.589 

0.159 

1.430 

0.009 

0.63 

Safe 

14 NP 

0801000500124300 

0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.25 

0.10 

(111.95) 

0.08 

0.08 

0.17 

0.04 

0.22 

0.02 

0.0200 

0.0475 

0.0537 

- 

0.121 

0.144 

0.309 

0.015 

0.294 

0.163 

55.33 

Safe 

14 P 

0801000600170800 

0.25 

0.13 

- 

0.13 

0.06 

0.19 

0.04 

0.20 

0.04 

- 

0.0322 

0.0455 

- 

0.078 

0.114 

0.299 

0.030 

0.269 

- 

- 

Safe 

14 PTD 

0801000500131000 

0.25 

0.09 

(22.14) 

0.07 

0.08 

0.16 

0.04 

0.20 

0.02 

0.0300 

0.0485 

0.0549 

- 

0.133 

0.157 

0.312 

0.016 

0.297 

0.145 

48.74 

Safe 

14 SAD 

0801000500134500 

0.25 

0.10 

- 

0.10 

0.11 

0.21 

0.04 

0.22 

0.02 

0.0300 

0.0571 

0.0807 

- 

0.168 

0.192 

0.400 

0.040 

0.360 

0.136 

37.68 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


14 SD 

0801000800253IOC 

10.356 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.081 

0.15 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Gang Canal 

Command 

Younger Alluvium 

7.489 

0.15 

0.180 

0.06 

0.01 

0.14 

0.18 

0.00 

-0.07 

-0.03 

0.23 

0.000 

0.13 

0.38 


14 SJM-A 

080100060014280C 

1.432 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.432 

0.61 

0.180 

0.00 

0.00 

0.01 

0.01 

0.00 

0.13 

0.08 

0.01 

0.000 

0.17 

0.27 


14 SJM-B 

080100060014270C 

1.808 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.808 

0.63 

0.180 

0.00 

0.00 

0.02 

0.02 

0.00 

0.17 

0.11 

0.01 

0.000 

0.17 

0.27 


15 A-A 

080100060016510C 

1.449 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.056 

-0.20 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Ghaggar River Bed 

Command 

Younger Alluvium 

1.393 

-0.20 

0.200 

0.00 

0.00 

0.42 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.16 

0.24 


15 A-B 

080100060016500C 

1.114 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.125 

-0.20 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.989 

-0.20 

0.200 

0.00 

0.00 

0.30 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.15 

0.22 


15 APD 

080100060015030C 

3.037 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.037 

0.42 

0.180 

0.00 

0.00 

0.03 

0.03 

0.00 

0.17 

0.11 

0.01 

0.000 

0.17 

0.26 


15 AS-A 

080100080023720C 

3.274 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.190 

0.68 

0.180 

0.02 

0.00 

0.03 

0.03 

0.00 

0.35 

0.20 

0.06 

0.000 

0.16 

0.28 






Gang Canal 

Command 

Younger Alluvium 

0.084 

0.68 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.01 


15 AS-B 

080100080023730C 

6.061 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.964 

0.79 

0.180 

0.03 

0.00 

0.05 

0.05 

0.00 

0.64 

0.39 

0.11 

0.000 

0.14 

0.23 






Gang Canal 

Command 

Younger Alluvium 

1.097 

0.79 

0.180 

0.01 

0.00 

0.02 

0.02 

0.00 

0.13 

0.08 

0.03 

0.000 

0.03 

0.05 


15 BGD 

080100080024610C 

3.886 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.035 

0.17 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Ghaggar River Bed 

Command 

Younger Alluvium 

3.824 

0.17 

0.200 

0.04 

0.01 

1.37 

0.00 

0.00 

-1.21 

-0.46 

0.16 

0.000 

0.18 

0.48 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.027 

0.17 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


15 BLD-A 

080100080023180C 

1.888 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.888 

0.27 

0.180 

0.02 

0.00 

0.02 

0.02 

0.00 

0.08 

0.04 

0.06 

0.000 

0.17 

0.31 


15 BLD-B 

080100080023480C 

2.120 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.120 

0.46 

0.180 

0.02 

0.00 

0.02 

0.02 

0.00 

0.16 

0.10 

0.08 

0.000 

0.17 

0.27 


15 GB 

080100080024750C 

1.819 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.029 

0.12 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 






Gang Canal 

Command 

Younger Alluvium 

0.051 

0.12 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 






Ghaggar River Bed 

Command 

Younger Alluvium 

1.412 

0.12 

0.200 

0.02 

0.01 

0.51 

0.00 

0.00 

-0.46 

-0.16 

0.11 

0.000 

0.15 

0.43 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.012 

0.12 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Gang Canal 

Command 

Younger Alluvium 

0.315 

0.12 

0.180 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

0.00 

0.02 

0.000 

0.03 

0.10 


15 GM 

080100080023780C 

3.032 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.635 

0.40 

0.180 

0.00 

0.00 

0.01 

0.01 

0.00 

0.03 

0.02 

0.01 

0.000 

0.04 

0.06 


15 H 

080100060017140C 

4.953 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.329 

0.02 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


15 K 

080100060016280C 

4.603 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.899 

0.03 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

-0.01 

0.00 

0.000 

0.03 

0.05 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.171 

0.03 

0.200 

0.00 

0.00 

0.05 

0.00 

0.00 

-0.05 

-0.03 

0.00 

0.000 

0.01 

0.01 





Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

3.533 

0.03 

0.200 

0.00 

0.00 

1.05 

0.00 

0.00 

-1.04 

-0.68 

0.02 

0.000 

0.13 

0.20 


15 NP 

080100050012330C 

5.036 

Saline 

Gang Canal 

Command 

Younger Alluvium 

5.036 

0.00 

0.200 

0.02 

0.01 

0.09 

0.12 

0.00 

-0.21 

-0.07 

0.09 

0.001 

0.19 

0.60 


15 NRD 

080100050012180C 

1.913 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.270 

-0.14 

0.200 

0.05 

0.01 

0.02 

0.02 

0.00 

0.00 

0.00 

0.18 

0.000 

0.13 

0.43 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.643 

-0.14 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.05 

0.000 

0.07 

0.22 


15 NWD 

080100050012190C 

4.678 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.638 

-0.14 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.04 

0.000 

0.03 

0.09 





Saline 

Gang Canal 

Command 

Younger Alluvium 

3.530 

-0.14 

0.200 

0.03 

0.00 

0.06 

0.06 

0.00 

0.00 

0.00 

0.10 

0.001 

0.15 

0.49 


15 P 

080100060016960C 

3.333 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.333 

-0.07 

0.200 

0.00 

0.00 

0.03 

0.03 

0.00 

0.00 

0.00 

0.00 

0.000 

0.17 

0.25 


15 PTD-A 

080100050013090C 

0.796 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.796 

0.40 

0.200 

0.02 

0.00 

0.01 

0.01 

0.00 

0.06 

0.03 

0.07 

0.000 

0.17 

0.34 


15 PTD-B 

080100050013080C 

0.988 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.988 

0.43 

0.200 

0.03 

0.00 

0.02 

0.02 

0.00 

0.08 

0.04 

0.12 

0.000 

0.17 

0.33 


15 SAD 

080100050013470C 

4.678 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.123 

0.00 

0.200 

0.01 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.05 

0.001 

0.08 

0.19 






Gang Canal 

Command 

Younger Alluvium 

2.555 

0.00 

0.200 

0.02 

0.00 

0.05 

0.06 

0.00 

0.00 

0.00 

0.06 

0.001 

0.10 

0.23 


15 SD 

080100080025360C 

1.481 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.481 

0.11 

0.180 

0.03 

0.01 

0.03 

0.04 

0.00 

-0.02 

-0.01 

0.14 

0.000 

0.19 

0.55 


15 SJM 

080100060014580C 

2.297 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.297 

0.63 

0.180 

0.00 

0.00 

0.02 

0.02 

0.00 

0.22 

0.14 

0.00 

0.000 

0.17 

0.26 


155 RDAS 

080100060016780C 

1.456 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.440 

0.06 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

-0.01 

0.00 

0.000 

0.16 

0.25 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.016 

0.06 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


16 A 

080100060016480C 

3.698 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

3.490 

-0.20 

0.200 

0.02 

0.00 

1.04 

0.00 

0.00 

0.00 

0.00 

0.09 

0.000 

0.16 

0.24 





Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.208 

-0.20 

0.180 

0.00 

0.00 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


16 APD-A 

080100060014470C 

2.015 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.015 

0.46 

0.180 

0.00 

0.00 

0.02 

0.02 

0.00 

0.13 

0.08 

0.00 

0.000 

0.17 

0.27 


16 APD-B 

080100060014480C 

2.351 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.351 

0.49 

0.180 

0.00 

0.00 

0.02 

0.02 

0.00 

0.16 

0.10 

0.02 

0.000 

0.17 

0.26 


16 AS 

080100080023770C 

4.820 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.624 

0.50 

0.180 

0.01 

0.00 

0.03 

0.04 

0.00 

0.27 

0.16 

0.05 

0.000 

0.13 

0.21 


16 BLD-A 

080100080023500C 

1.423 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.423 

0.51 

0.180 

0.03 

0.00 

0.01 

0.01 

0.00 

0.13 

0.08 

0.11 

0.000 

0.17 

0.27 


16 BLD-B 

080100080023510C 

3.462 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.406 

0.39 

0.180 

0.01 

0.00 

0.02 

0.02 

0.00 

0.13 

0.09 

0.05 

0.000 

0.12 

0.18 






Ghaggar River Bed 

Command 

Younger Alluvium 

1.056 

0.39 

0.180 

0.00 

0.00 

0.31 

0.00 

0.00 

-0.24 

-0.15 

0.02 

0.000 

0.05 

0.08 


16 BLD-C 

080100080023520C 

1.294 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.931 

0.62 

0.180 

0.02 

0.00 

0.01 

0.01 

0.00 

0.11 

0.07 

0.09 

0.000 

0.12 

0.19 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.363 

0.62 

0.180 

0.01 

0.00 

0.11 

0.00 

0.00 

-0.06 

-0.04 

0.04 

0.000 

0.05 

0.08 


16 GB 

080100080024640C 

4.186 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

4.186 

0.12 

0.200 

0.02 

0.01 

1.50 

0.00 

0.00 

-1.38 

-0.48 

0.09 

0.000 

0.19 

0.55 


16 K 

080100060016290C 

2.788 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.306 

0.01 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.071 

0.01 

0.200 

0.00 

0.00 

0.02 

0.00 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.00 

0.01 





Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.411 

0.01 

0.200 

0.00 

0.00 

0.58 

0.00 

0.00 

-0.57 

-0.37 

0.02 

0.000 

0.14 

0.22 


16 P 

080100060017070C 

4.302 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.302 

-0.06 

0.200 

0.00 

0.00 

0.03 

0.04 

0.00 

0.00 

0.00 

0.00 

0.000 

0.17 

0.25 


16 PTD-A 

080100050012860C 

1.434 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.965 

0.43 

0.200 

0.01 

0.00 

0.02 

0.02 

0.00 

0.06 

0.03 

0.04 

0.000 

0.11 

0.22 


16 PTD-B 

080100050012870C 

3.445 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.326 

0.45 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.02 

0.03 






Gang Canal 

Command 

Younger Alluvium 

0.546 

0.45 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.03 

0.02 

0.01 

0.000 

0.03 

0.05 


16 SAD 

080100050013480C 

2.578 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.578 

0.00 

0.200 

0.04 

0.01 

0.05 

0.06 

0.00 

0.00 

0.00 

0.17 

0.001 

0.17 

0.41 


16 SD 

080100080025330C 

5.622 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.789 

0.14 

0.180 

0.01 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

0.05 

0.000 

0.03 

0.07 






Gang Canal 

Command 

Younger Alluvium 

4.833 

0.14 

0.180 

0.08 

0.02 

0.09 

0.12 

0.00 

-0.03 

-0.01 

0.31 

0.000 

0.16 

0.44 


16 SJM 

080100060014610C 

1.794 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.794 

0.66 

0.180 

0.00 

0.00 

0.02 

0.02 

0.00 

0.18 

0.11 

0.01 

0.000 

0.17 

0.26 


16/17 NP 

080100050012410C 

2.233 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.233 

0.01 

0.200 

0.03 

0.01 

0.04 

0.05 

0.00 

-0.07 

-0.02 

0.14 

0.001 

0.19 

0.53 


17 A-A 

080100060016470C 

2.387 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.387 

-0.19 

0.200 

0.00 

0.00 

0.71 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.17 

0.25 


17 A-B 

080100060016460C 

1.729 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.729 

-0.19 

0.200 

0.00 

0.00 

0.52 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.17 

0.25 


17 APD 

080100060015020C 

1.414 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.414 

0.45 

0.180 

0.00 

0.00 

0.01 

0.01 

0.00 

0.09 

0.06 

0.01 

0.000 

0.17 

0.26 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

14 SD 

0801000800253100 

0.22 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0012 

0.0017 

- 

0.003 

0.003 

0.005 

0.000 

0.005 

- 

- 

Safe 



0.22 

0.22 

(111.63) 

0.18 

0.33 

0.51 

0.03 

0.16 

0.05 

0.0400 

0.1890 

0.2670 

- 

0.496 

0.547 

1.057 

0.053 

1.004 

0.225 

22.40 

Safe 

14 SJM-A 

0801000600142800 

0.22 

0.05 

50.06 

0.06 

0.03 

0.09 

0.05 

0.21 

0.01 

- 

0.0176 

0.0198 

- 

0.037 

0.052 

0.143 

0.007 

0.136 

0.009 

6.63 

Safe 

14 SJM-B 

0801000600142700 

0.22 

0.07 

57.77 

0.08 

0.03 

0.11 

0.05 

0.21 

0.02 

- 

0.0222 

0.0251 

- 

0.047 

0.066 

0.181 

0.009 

0.171 

0.009 

5.25 

Safe 

15 A-A 

0801000600165100 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0007 

0.0008 

- 

0.002 

0.002 

0.003 

0.000 

0.002 

- 

- 

Safe 



0.25 

0.06 

- 

0.06 

0.42 

0.47 

0.05 

0.20 

0.02 

- 

- 

- 

- 

- 

0.016 

0.487 

0.049 

0.438 

- 

- 

Safe 

15 A-B 

0801000600165000 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

- 

0.0015 

0.0017 

- 

0.003 

0.003 

0.006 

0.001 

0.006 

- 

- 

Safe 



0.25 

0.04 

- 

0.04 

0.30 

0.33 

0.04 

0.19 

0.01 

- 

- 

- 

- 

- 

0.010 

0.342 

0.034 

0.308 

- 

- 

Safe 

15 APD 

0801000600150300 

0.22 

0.11 

(3.34) 

0.11 

0.06 

0.17 

0.05 

0.21 

0.03 

- 

0.0372 

0.0421 

- 

0.079 

0.111 

0.277 

0.014 

0.263 

0.009 

3.42 

Safe 

15 AS-A 

0801000800237200 

0.22 

0.12 

75.70 

0.14 

0.06 

0.20 

0.05 

0.21 

0.03 

0.0100 

0.0391 

0.0442 

- 

0.093 

0.125 

0.326 

0.016 

0.309 

0.063 

20.37 

Safe 



0.22 

0.00 

5,385.38 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0018 

0.0020 

- 

0.004 

0.004 

0.007 

0.000 

0.006 

- 

- 

Safe 

15 AS-B 

0801000800237300 

0.22 

0.15 

157.16 

0.18 

0.10 

0.28 

0.04 

0.18 

0.04 

0.0100 

0.0609 

0.0688 

- 

0.140 

0.181 

0.458 

0.023 

0.435 

0.108 

24.82 

Safe 



0.22 

0.01 

978.18 

0.01 

0.04 

0.04 

0.01 

0.04 

0.00 

- 

0.0231 

0.0261 

- 

0.049 

0.051 

0.095 

0.005 

0.090 

0.027 

29.91 

Safe 

15 BGD 

0801000800246100 

0.25 

0.00 

574.85 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0005 

0.0007 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

- 

- 

Safe 



0.25 

0.17 

(364.22) 

0.14 

1.38 

1.52 

0.04 

0.22 

0.04 

0.0300 

- 

- 

- 

0.030 

0.070 

1.587 

0.079 

1.508 

0.164 

10.88 

Safe 



0.22 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0004 

0.0006 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

- 

- 

Safe 

15 BLD-A 

0801000800231800 

0.22 

0.07 

(40.07) 

0.06 

0.04 

0.09 

0.05 

0.22 

0.02 

0.0100 

0.0231 

0.0262 

- 

0.059 

0.078 

0.171 

0.009 

0.163 

0.063 

38.71 

Safe 

15 BLD-B 

0801000800234800 

0.22 

0.08 

24.27 

0.09 

0.04 

0.13 

0.05 

0.21 

0.02 

0.0100 

0.0260 

0.0294 

- 

0.065 

0.087 

0.222 

0.011 

0.211 

0.081 

38.44 

Safe 

15 GB 

0801000800247500 

0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0004 

0.0006 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

- 

- 

Safe 



0.25 

0.00 

(541.12) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0013 

0.0018 

- 

0.003 

0.003 

0.005 

0.000 

0.005 

- 

- 

Safe 



0.25 

0.05 

(5,614.82) 

0.04 

0.52 

0.55 

0.03 

0.18 

0.01 

0.0200 

- 

- 

- 

0.020 

0.030 

0.582 

0.029 

0.553 

0.106 

19.17 

Safe 



0.22 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0003 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

- 

- 

Safe 



0.22 

0.00 

(201.23) 

0.00 

0.01 

0.02 

0.01 

0.04 

0.00 

- 

0.0079 

0.0112 

- 

0.019 

0.020 

0.035 

0.002 

0.033 

0.018 

53.92 

Safe 

15 GM 

0801000800237800 

0.22 

0.00 

258.81 

0.01 

0.02 

0.02 

0.01 

0.05 

0.00 

- 

0.0093 

0.0132 

- 

0.023 

0.024 

0.046 

0.002 

0.044 

0.009 

20.44 

Safe 

15 H 

0801000600171400 

0.25 

0.00 

(429.51) 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0032 

0.0046 

- 

0.008 

0.008 

0.015 

0.001 

0.014 

- 

- 

Safe 

15 K 

0801000600162800 

0.25 

0.01 

(212.17) 

0.01 

0.02 

0.02 

0.01 

0.04 

0.00 

- 

0.0110 

0.0125 

- 

0.024 

0.026 

0.049 

0.002 

0.046 

- 

- 

Safe 



0.25 

0.00 

(12,528.20) 

0.00 

0.05 

0.05 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.051 

0.003 

0.049 

- 

- 

Safe 



0.25 

0.11 

(700.46) 

0.09 

1.05 

1.14 

0.04 

0.16 

0.03 

- 

- 

- 

- 

- 

0.032 

1.176 

0.059 

1.117 

0.018 

1.61 

Safe 

15 NP 

0801000500123300 

0.25 

0.24 

(127.36) 

0.20 

0.23 

0.42 

0.04 

0.23 

0.05 

0.0200 

0.1271 

0.1796 

- 

0.327 

0.378 

0.801 

0.040 

0.761 

0.091 

12.02 

Safe 

15 NRD 

0801000500121800 

0.25 

0.04 

- 

0.04 

0.05 

0.09 

0.03 

0.16 

0.01 

0.0200 

0.0267 

0.0302 

- 

0.077 

0.085 

0.178 

0.018 

0.160 

0.180 

112.74 

Over Exploited 



0.25 

0.01 

- 

0.01 

0.02 

0.03 

0.01 

0.08 

0.00 

0.0100 

0.0135 

0.0153 

- 

0.039 

0.041 

0.072 

0.007 

0.065 

0.045 

69.45 

Safe 

15 NWD 

0801000500121900 

0.25 

0.00 

- 

0.00 

0.02 

0.02 

0.01 

0.03 

0.00 

- 

0.0134 

0.0152 

- 

0.029 

0.029 

0.054 

0.005 

0.049 

0.036 

74.17 

Semi Critical 



0.25 

0.13 

- 

0.13 

0.11 

0.25 

0.03 

0.18 

0.03 

0.0100 

0.0742 

0.0839 

- 

0.168 

0.195 

0.440 

0.044 

0.396 

0.100 

25.26 

Safe 

15 P 

0801000600169600 

0.25 

0.14 

- 

0.14 

0.06 

0.20 

0.05 

0.21 

0.04 

- 

0.0327 

0.0462 

- 

0.079 

0.118 

0.315 

0.031 

0.283 

- 

- 

Safe 

15 PTD-A 

0801000500130900 

0.25 

0.03 

(11.97) 

0.03 

0.03 

0.06 

0.05 

0.21 

0.01 

0.0100 

0.0167 

0.0189 

- 

0.046 

0.055 

0.110 

0.005 

0.104 

0.072 

69.27 

Safe 

15 PTD-B 

0801000500130800 

0.25 

0.04 

3.23 

0.04 

0.03 

0.07 

0.05 

0.21 

0.01 

0.0200 

0.0208 

0.0235 

- 

0.064 

0.075 

0.150 

0.008 

0.143 

0.117 

82.25 

Semi Critical 

15 SAD 

0801000500134700 

0.25 

0.04 

- 

0.04 

0.06 

0.10 

0.02 

0.10 

0.01 

0.0100 

0.0312 

0.0441 

- 

0.085 

0.096 

0.194 

0.019 

0.174 

0.046 

26.18 

Safe 



0.25 

0.06 

- 

0.06 

0.11 

0.17 

0.02 

0.12 

0.02 

0.0100 

0.0645 

0.0911 

- 

0.166 

0.181 

0.353 

0.035 

0.317 

0.064 

20.08 

Safe 

15 SD 

0801000800253600 

0.22 

0.06 

(108.28) 

0.05 

0.07 

0.12 

0.04 

0.23 

0.01 

0.0300 

0.0374 

0.0528 

- 

0.120 

0.134 

0.257 

0.013 

0.244 

0.135 

55.25 

Safe 

15 SJM 

0801000600145800 

0.22 

0.08 

61.59 

0.10 

0.04 

0.15 

0.05 

0.21 

0.02 

- 

0.0282 

0.0318 

- 

0.060 

0.084 

0.229 

0.011 

0.218 

- 

- 

Safe 

155 RDAS 

0801000600167800 

0.25 

0.06 

(112.50) 

0.05 

0.03 

0.08 

0.05 

0.21 

0.02 

- 

0.0177 

0.0200 

- 

0.038 

0.054 

0.129 

0.006 

0.123 

- 

- 

Safe 



0.25 

0.00 

(1,430.12) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

- 

- 

Safe 

16 A 

0801000600164800 

0.25 

0.14 

- 

0.14 

1.04 

1.18 

0.04 

0.20 

0.04 

0.0100 

- 

- 

- 

0.010 

0.049 

1.227 

0.123 

1.104 

0.094 

8.52 

Safe 



0.22 

0.00 

- 

0.00 

0.06 

0.06 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.062 

0.006 

0.056 

- 

- 

Safe 

16 APD-A 

0801000600144700 

0.22 

0.07 

7.18 

0.08 

0.04 

0.12 

0.05 

0.21 

0.02 

- 

0.0247 

0.0279 

- 

0.053 

0.073 

0.192 

0.010 

0.182 

- 

- 

Safe 

16 APD-B 

0801000600144800 

0.22 

0.09 

20.38 

0.10 

0.05 

0.15 

0.05 

0.21 

0.02 

- 

0.0288 

0.0326 

- 

0.061 

0.086 

0.235 

0.012 

0.223 

0.018 

8.08 

Safe 

16 AS 

0801000800237700 

0.22 

0.10 

56.22 

0.12 

0.07 

0.19 

0.04 

0.16 

0.03 

0.0100 

0.0444 

0.0502 

- 

0.105 

0.133 

0.324 

0.016 

0.308 

0.045 

14.63 

Safe 

16 BLD-A 

0801000800235000 

0.22 

0.05 

59.63 

0.06 

0.03 

0.09 

0.05 

0.21 

0.01 

0.0100 

0.0174 

0.0197 

- 

0.047 

0.062 

0.152 

0.008 

0.145 

0.108 

74.72 

Semi Critical 

16 BLD-B 

0801000800235100 

0.22 

0.06 

39.23 

0.07 

0.05 

0.12 

0.03 

0.15 

0.02 

0.0100 

0.0295 

0.0333 

- 

0.073 

0.090 

0.210 

0.011 

0.200 

0.045 

22.54 

Safe 



0.22 

0.01 

(1,400.75) 

0.01 

0.31 

0.32 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.003 

0.328 

0.016 

0.311 

0.018 

5.78 

Safe 

16 BLD-C 

0801000800235200 

0.22 

0.02 

165.37 

0.03 

0.02 

0.05 

0.03 

0.15 

0.01 

0.0100 

0.0114 

0.0129 

- 

0.034 

0.041 

0.089 

0.004 

0.084 

0.090 

106.74 

Over Exploited 



0.22 

0.00 

(1,053.32) 

0.00 

0.11 

0.11 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.112 

0.006 

0.107 

0.036 

33.74 

Safe 

16 GB 

0801000800246400 

0.25 

0.19 

(15,300.23) 

0.15 

1.51 

1.66 

0.04 

0.23 

0.04 

0.0200 

- 

- 

- 

0.020 

0.062 

1.724 

0.086 

1.638 

0.094 

5.74 

Safe 

16 K 

0801000600162900 

0.25 

0.00 

(321.64) 

0.00 

0.01 

0.01 

0.01 

0.02 

0.00 

- 

0.0030 

0.0042 

- 

0.007 

0.008 

0.014 

0.001 

0.013 

- 

- 

Safe 



0.25 

0.00 

(14,762.49) 

0.00 

0.02 

0.02 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.017 

0.001 

0.016 

- 

- 

Safe 



0.25 

0.09 

(530.10) 

0.07 

0.58 

0.64 

0.04 

0.18 

0.02 

- 

- 

- 

- 

- 

0.025 

0.669 

0.033 

0.636 

0.018 

2.83 

Safe 

16 P 

0801000600170700 

0.25 

0.18 

- 

0.18 

0.07 

0.25 

0.05 

0.21 

0.05 

- 

0.0422 

0.0596 

- 

0.102 

0.152 

0.406 

0.041 

0.366 

- 

- 

Safe 

16 PTD-A 

0801000500128600 

0.25 

0.03 

14.41 

0.03 

0.03 

0.06 

0.03 

0.14 

0.01 

0.0100 

0.0203 

0.0229 

- 

0.053 

0.061 

0.123 

0.006 

0.117 

0.036 

31.09 

Safe 

16 PTD-B 

0801000500128700 

0.25 

0.00 

806.17 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0040 

0.0045 

- 

0.009 

0.009 

0.017 

0.001 

0.016 

0.000 

0.57 

Safe 



0.25 

0.00 

342.30 

0.00 

0.02 

0.02 

0.01 

0.03 

0.00 

- 

0.0115 

0.0130 

- 

0.025 

0.025 

0.047 

0.002 

0.045 

0.009 

20.35 

Safe 

16 SAD 

0801000500134800 

0.25 

0.11 

- 

0.11 

0.12 

0.23 

0.04 

0.22 

0.03 

0.0300 

0.0651 

0.0919 

- 

0.187 

0.215 

0.448 

0.045 

0.403 

0.172 

42.58 

Safe 

16 SD 

0801000800253300 

0.22 

0.00 

(24.52) 

0.00 

0.02 

0.02 

0.01 

0.03 

0.00 

0.0100 

0.0116 

0.0164 

- 

0.038 

0.039 

0.063 

0.003 

0.060 

0.054 

89.88 

Semi Critical 



0.22 

0.17 

(105.57) 

0.14 

0.23 

0.36 

0.04 

0.20 

0.04 

0.0600 

0.1219 

0.1723 

- 

0.354 

0.393 

0.757 

0.038 

0.719 

0.306 

42.53 

Safe 

16 SJM 

0801000600146100 

0.22 

0.07 

71.43 

0.08 

0.03 

0.11 

0.05 

0.21 

0.02 

- 

0.0220 

0.0249 

- 

0.047 

0.065 

0.179 

0.009 

0.170 

0.009 

5.30 

Safe 

16/17 NP 

0801000500124100 

0.25 

0.10 

(123.97) 

0.08 

0.11 

0.19 

0.04 

0.23 

0.02 

0.0300 

0.0563 

0.0796 

- 

0.166 

0.189 

0.379 

0.019 

0.360 

0.136 

37.66 

Safe 

17 A-A 

0801000600164700 

0.25 

0.10 

- 

0.10 

0.71 

0.81 

0.05 

0.21 

0.03 

- 

- 

- 

- 

- 

0.028 

0.839 

0.084 

0.755 

- 

- 

Safe 

17 A-B 

0801000600164600 

0.25 

0.07 

- 

0.07 

0.52 

0.59 

0.05 

0.21 

0.02 

- 

- 

- 

- 

- 

0.020 

0.608 

0.061 

0.547 

0.012 

2.19 

Safe 

17 APD 

0801000600150200 

0.22 

0.05 

10.25 

0.06 

0.03 

0.08 

0.05 

0.21 

0.01 

- 

0.0173 

0.0196 

- 

0.037 

0.052 

0.136 

0.007 

0.129 

0.009 

6.97 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


17 AS 

080100080023740C 

1.413 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.702 

0.88 

0.180 

0.02 

0.00 

0.01 

0.01 

0.00 

0.12 

0.07 

0.06 

0.000 

0.08 

0.13 






Gang Canal 

Command 

Younger Alluvium 

0.712 

0.88 

0.180 

0.02 

0.00 

0.01 

0.01 

0.00 

0.11 

0.07 

0.07 

0.000 

0.08 

0.14 


17 BLD 

080100080023530C 

4.658 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.755 

0.95 

0.200 

0.01 

0.00 

0.82 

0.00 

0.00 

-0.29 

-0.18 

0.06 

0.000 

0.10 

0.16 





Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.903 

0.95 

0.180 

0.01 

0.00 

0.57 

0.00 

0.00 

-0.23 

-0.15 

0.04 

0.000 

0.07 

0.11 


17 GB 

0801000800246500 

2.769 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.012 

0.13 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Ghaggar River Bed 

Command 

Younger Alluvium 

2.553 

0.13 

0.200 

0.02 

0.00 

0.91 

0.00 

0.00 

-0.83 

-0.29 

0.06 

0.000 

0.17 

0.49 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.143 

0.13 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.03 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.060 

0.13 

0.180 

0.00 

0.00 

0.02 

0.00 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.00 

0.01 


17 H 

0801000600171500 

4.455 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.017 

0.02 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


17 P 

0801000600169700 

4.689 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.689 

-0.06 

0.200 

0.00 

0.00 

0.04 

0.05 

0.00 

0.00 

0.00 

0.00 

0.000 

0.17 

0.25 


17 PTD 

0801000500130700 

2.373 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.383 

0.45 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.03 

0.000 

0.03 

0.05 






Gang Canal 

Command 

Younger Alluvium 

1.989 

0.45 

0.200 

0.03 

0.01 

0.03 

0.03 

0.00 

0.14 

0.07 

0.14 

0.001 

0.14 

0.27 


17 SAD 

0801000500132700 

1.472 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.472 

0.02 

0.200 

0.01 

0.00 

0.03 

0.04 

0.00 

-0.05 

-0.02 

0.05 

0.000 

0.17 

0.37 


17 SD 

0801000800253400 

2.050 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.667 

0.15 

0.180 

0.02 

0.00 

0.01 

0.01 

0.00 

0.02 

0.01 

0.06 

0.000 

0.06 

0.17 






Gang Canal 

Command 

Younger Alluvium 

1.383 

0.15 

0.180 

0.04 

0.01 

0.03 

0.03 

0.00 

0.01 

0.00 

0.14 

0.000 

0.12 

0.34 


17 SD-A 

0801000800253500 

1.936 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.936 

0.13 

0.180 

0.04 

0.01 

0.04 

0.05 

0.00 

-0.01 

0.00 

0.17 

0.000 

0.19 

0.53 


17 SJM-B 

0801000600142400 

1.646 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.646 

0.67 

0.180 

0.00 

0.00 

0.02 

0.02 

0.00 

0.16 

0.10 

0.00 

0.000 

0.17 

0.27 


17 SJM-A 

0801000600142600 

1.950 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.950 

0.65 

0.180 

0.00 

0.00 

0.02 

0.02 

0.00 

0.19 

0.12 

0.02 

0.000 

0.17 

0.27 


171 RDAS 

0801000600168200 

1.033 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.033 

0.04 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

-0.01 

0.00 

0.000 

0.17 

0.25 


18 A-A 

0801000600161400 

0.825 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.825 

-0.19 

0.200 

0.01 

0.00 

0.25 

0.00 

0.00 

0.00 

0.00 

0.06 

0.000 

0.17 

0.25 


18 A-B 

0801000600161500 

1.460 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.460 

-0.20 

0.200 

0.00 

0.00 

0.44 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.17 

0.25 


18 APD-A 

0801000600145300 

1.255 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.255 

0.53 

0.180 

0.00 

0.00 

0.01 

0.01 

0.00 

0.09 

0.06 

0.00 

0.000 

0.17 

0.26 


18 APD-B 

0801000600145400 

0.956 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.956 

0.54 

0.180 

0.00 

0.00 

0.01 

0.01 

0.00 

0.07 

0.05 

0.01 

0.000 

0.17 

0.26 


18 AS 

0801000800237600 

11.370 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

9.619 

0.58 

0.180 

0.03 

0.01 

0.11 

0.14 

0.00 

0.77 

0.48 

0.12 

0.000 

0.14 

0.23 






Gang Canal 

Command 

Younger Alluvium 

0.000 

0.58 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


18 GB 

0801000800246300 

3.681 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

3.681 

0.13 

0.200 

0.03 

0.01 

1.32 

0.00 

0.00 

-1.20 

-0.43 

0.11 

0.000 

0.19 

0.53 


18 NP 

0801000500123900 

2.075 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.480 

0.01 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.04 

0.000 

0.04 

0.14 






Gang Canal 

Command 

Younger Alluvium 

1.595 

0.01 

0.200 

0.03 

0.01 

0.03 

0.04 

0.00 

-0.05 

-0.01 

0.12 

0.000 

0.15 

0.47 


18 P 

0801000600170400 

5.901 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.901 

-0.02 

0.200 

0.00 

0.00 

0.04 

0.06 

0.00 

0.00 

0.00 

0.00 

0.000 

0.17 

0.25 


18 PTD-A 

0801000500130600 

2.327 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.700 

0.49 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.07 

0.03 

0.05 

0.000 

0.05 

0.10 






Gang Canal 

Command 

Younger Alluvium 

1.627 

0.49 

0.200 

0.03 

0.00 

0.03 

0.03 

0.00 

0.14 

0.07 

0.12 

0.000 

0.12 

0.22 


18 PTD-B 

0801000500130500 

2.036 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.190 

0.53 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.000 

0.02 

0.03 






Gang Canal 

Command 

Younger Alluvium 

1.846 

0.53 

0.200 

0.03 

0.01 

0.03 

0.03 

0.00 

0.16 

0.08 

0.14 

0.001 

0.15 

0.28 


18 SAD 

0801000500134900 

1.692 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.692 

0.00 

0.200 

0.01 

0.00 

0.03 

0.04 

0.00 

-0.06 

-0.03 

0.04 

0.000 

0.17 

0.40 


18 SD 

0801000800253700 

3.962 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.962 

0.12 

0.180 

0.11 

0.03 

0.07 

0.10 

0.00 

-0.01 

0.00 

0.43 

0.000 

0.19 

0.54 


18SJM 

0801000600146200 

3.886 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.886 

0.70 

0.180 

0.00 

0.00 

0.04 

0.04 

0.00 

0.41 

0.26 

0.00 

0.000 

0.17 

0.26 


19 A-A 

0801000600161600 

1.739 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.739 

-0.20 

0.200 

0.00 

0.00 

0.52 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.17 

0.25 


19 A-B 

0801000600161700 

1.863 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.863 

-0.20 

0.200 

0.00 

0.00 

0.56 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.17 

0.25 


19 APD 

0801000600150100 

2.599 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.599 

0.48 

0.180 

0.00 

0.00 

0.02 

0.03 

0.00 

0.18 

0.12 

0.01 

0.000 

0.17 

0.25 


19 AS 

0801000800237500 

3.929 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.772 

0.93 

0.180 

0.00 

0.00 

0.01 

0.01 

0.00 

0.11 

0.07 

0.02 

0.000 

0.03 

0.05 






Gang Canal 

Command 

Younger Alluvium 

3.069 

0.93 

0.180 

0.02 

0.00 

0.05 

0.05 

0.00 

0.43 

0.27 

0.07 

0.000 

0.13 

0.21 


19 GB 

0801000800246600 

3.146 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

3.146 

0.15 

0.200 

0.03 

0.01 

1.13 

0.00 

0.00 

-1.01 

-0.37 

0.12 

0.000 

0.19 

0.51 


19 H 

0801000600171600 

4.164 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.057 

0.02 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


19 NP 

0801000500124000 

3.257 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.257 

0.01 

0.200 

0.03 

0.01 

0.06 

0.08 

0.00 

-0.12 

-0.04 

0.11 

0.001 

0.19 

0.57 


19 P 

0801000600170600 

4.520 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.520 

-0.03 

0.200 

0.00 

0.00 

0.03 

0.04 

0.00 

0.00 

0.00 

0.02 

0.000 

0.17 

0.25 


19 PTD 

0801000500128800 

1.565 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.021 

0.50 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Gang Canal 

Command 

Younger Alluvium 

0.761 

0.50 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.06 

0.03 

0.04 

0.000 

0.08 

0.15 


19 SD 

0801000800253800 

1.576 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.576 

0.12 

0.180 

0.05 

0.01 

0.03 

0.04 

0.00 

0.01 

0.00 

0.21 

0.000 

0.19 

0.53 


19 SDC 

0801000800253900 

1.289 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.073 

0.16 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.03 






Gang Canal 

Command 

Younger Alluvium 

1.217 

0.16 

0.180 

0.01 

0.00 

0.02 

0.03 

0.00 

-0.01 

0.00 

0.03 

0.000 

0.17 

0.48 


19 SJM 

0801000600146300 

1.905 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.905 

0.72 

0.180 

0.00 

0.00 

0.02 

0.03 

0.00 

0.20 

0.13 

0.00 

0.000 

0.17 

0.26 


2 A-A 

0801000600167200 

1.058 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.638 

0.64 

0.180 

0.00 

0.00 

0.01 

0.01 

0.00 

0.06 

0.04 

0.01 

0.000 

0.10 

0.15 






Gang Canal 

Command 

Younger Alluvium 

0.173 

0.64 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.03 

0.04 


2 A-B 

0801000600167300 

2.009 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.003 

0.53 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.858 

0.53 

0.180 

0.00 

0.00 

0.02 

0.02 

0.00 

0.14 

0.09 

0.00 

0.000 

0.15 

0.23 






Gang Canal 

Command 

Younger Alluvium 

0.148 

0.53 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.02 


2 APD-A 

0801000800232400 

1.339 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.339 

0.23 

0.180 

0.06 

0.01 

0.02 

0.02 

0.00 

0.07 

0.04 

0.23 

0.000 

0.17 

0.35 


2 APD-B 

0801000800232300 

5.011 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.011 

0.20 

0.180 

0.05 

0.01 

0.06 

0.07 

0.00 

0.09 

0.04 

0.19 

0.000 

0.17 

0.37 


2 APM 

0801000600152900 

1.585 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.585 

0.33 

0.180 

0.01 

0.00 

0.01 

0.02 

0.00 

0.07 

0.05 

0.05 

0.000 

0.17 

0.25 


2 AS 

0801000900281500 

4.120 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.120 

0.17 

0.200 

0.14 

0.03 

0.05 

0.06 

0.00 

0.15 

0.06 

0.56 

0.001 

0.18 

0.45 


2 BGD 

0801000800250300 

1.743 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.743 

0.11 

0.180 

0.00 

0.00 

0.02 

0.03 

0.00 

-0.01 

0.00 

0.01 

0.000 

0.20 

0.61 


2 BGM 

0801000800250700 

5.270 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.621 

0.14 

0.200 

0.02 

0.01 

0.02 

0.02 

0.00 

0.01 

0.00 

0.08 

0.000 

0.06 

0.19 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.612 

0.14 

0.200 

0.01 

0.00 

0.22 

0.00 

0.00 

-0.19 

-0.06 

0.04 

0.000 

0.02 

0.07 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.027 

0.14 

0.180 

0.03 

0.01 

0.03 

0.04 

0.00 

0.02 

0.01 

0.12 

0.000 

0.11 

0.36 


2 BKM 

0801000900285900 

5.362 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.307 

0.15 

0.200 

0.04 

0.01 

0.04 

0.04 

0.00 

0.08 

0.03 

0.17 

0.001 

0.14 

0.33 


2 BKSM 

0801000900282800 

1.468 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.468 

0.27 

0.200 

0.05 

0.01 

0.01 

0.01 

0.00 

0.09 

0.04 

0.21 

0.000 

0.18 

0.43 


2 BLD 

0801000800229700 

2.748 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.748 

0.01 

0.180 

0.00 

0.00 

0.03 

0.04 

0.00 

-0.07 

-0.03 

0.00 

0.000 

0.18 

0.47 


2 BLD-A 

0801000800229800 

3.213 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.213 

0.07 

0.180 

0.04 

0.01 

0.04 

0.05 

0.00 

-0.01 

0.00 

0.16 

0.000 

0.18 

0.48 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 


(27) 

(2s; 


( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

17 AS 

0801000800237400 

0.22 

0.01 

467.12 

0.02 

0.01 

0.03 

0.02 

0.11 

0.00 

0.0100 

0.0086 

0.0097 

- 

0.028 

0.032 

0.061 

0.003 

0.058 

0.063 

108.97 

Over Exploited 



0.22 

0.01 

415.52 

0.02 

0.02 

0.04 

0.02 

0.11 

0.00 

0.0100 

0.0150 

0.0169 

- 

0.042 

0.046 

0.084 

0.004 

0.080 

0.072 

90.02 

Critical 

17 BLD 

0801000800235300 

0.25 

0.07 

(368.58) 

0.05 

0.82 

0.88 

0.03 

0.13 

0.02 

0.0100 

- 

- 

- 

0.010 

0.029 

0.905 

0.045 

0.860 

0.059 

6.86 

Safe 



0.22 

0.03 

(614.43) 

0.02 

0.57 

0.59 

0.02 

0.09 

0.01 

- 

- 

- 

- 

- 

0.008 

0.599 

0.030 

0.569 

0.036 

6.33 

Safe 

17 GB 

0801000800246500 

0.25 

0.00 

(4,069.75) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

- 

- 

Safe 



0.25 

0.06 

(1,278.45) 

0.04 

0.91 

0.96 

0.04 

0.21 

0.01 

0.0100 

- 

- 

- 

0.010 

0.023 

0.981 

0.049 

0.932 

0.058 

6.22 

Safe 



0.22 

0.00 

(426.15) 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0036 

0.0051 

- 

0.009 

0.009 

0.015 

0.001 

0.014 

- 

- 

Safe 



0.22 

0.00 

(13,168.64) 

0.00 

0.02 

0.02 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.022 

0.001 

0.021 

- 

- 

Safe 

17 H 

0801000600171500 

0.25 

0.00 

(3,913.14) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

- 

- 

Safe 

17 P 

0801000600169700 

0.25 

0.19 

- 

0.19 

0.08 

0.28 

0.05 

0.21 

0.06 

- 

0.0460 

0.0650 

- 

0.111 

0.166 

0.443 

0.044 

0.398 

- 

- 

Safe 

17 PTD 

0801000500130700 

0.25 

0.00 

640.76 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

0.0100 

0.0047 

0.0053 

- 

0.020 

0.021 

0.031 

0.002 

0.030 

0.027 

91.33 

Critical 



0.25 

0.07 

0.86 

0.07 

0.07 

0.14 

0.04 

0.18 

0.02 

0.0300 

0.0418 

0.0473 

- 

0.119 

0.138 

0.283 

0.014 

0.269 

0.136 

50.46 

Safe 

17 SAD 

0801000500132700 

0.25 

0.06 

(134.72) 

0.05 

0.06 

0.11 

0.04 

0.21 

0.02 

0.0100 

0.0371 

0.0525 

- 

0.100 

0.116 

0.229 

0.011 

0.218 

0.054 

25.00 

Safe 

17 SD 

0801000800253400 

0.22 

0.01 

(12.26) 

0.01 

0.02 

0.03 

0.01 

0.07 

0.00 

0.0100 

0.0098 

0.0139 

- 

0.034 

0.036 

0.061 

0.003 

0.058 

0.063 

109.00 

Over Exploited 



0.22 

0.04 

(91.79) 

0.03 

0.07 

0.10 

0.03 

0.15 

0.01 

0.0300 

0.0349 

0.0493 

- 

0.114 

0.123 

0.223 

0.011 

0.212 

0.144 

67.96 

Safe 

17 SD-A 

0801000800253500 

0.22 

0.08 

(104.40) 

0.06 

0.09 

0.16 

0.04 

0.23 

0.02 

0.0300 

0.0489 

0.0690 

- 

0.148 

0.166 

0.323 

0.016 

0.307 

0.171 

55.68 

Safe 

17 SJM-B 

0801000600142400 

0.22 

0.06 

58.50 

0.07 

0.04 

0.12 

0.05 

0.21 

0.02 

- 

0.0242 

0.0342 

- 

0.058 

0.075 

0.191 

0.010 

0.181 

- 

- 

Safe 

17 SJM-A 

0801000600142600 

0.22 

0.07 

64.67 

0.09 

0.04 

0.12 

0.05 

0.21 

0.02 

- 

0.0239 

0.0270 

- 

0.051 

0.071 

0.195 

0.010 

0.185 

0.018 

9.73 

Safe 

171 RDAS 

0801000600168200 

0.25 

0.04 

(117.01) 

0.03 

0.02 

0.05 

0.05 

0.21 

0.01 

- 

0.0127 

0.0143 

- 

0.027 

0.039 

0.093 

0.005 

0.089 

- 

- 

Safe 

18 A-A 

0801000600161400 

0.25 

0.03 

- 

0.03 

0.25 

0.28 

0.05 

0.21 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.300 

0.030 

0.270 

0.059 

21.85 

Safe 

18 A-B 

0801000600161500 

0.25 

0.06 

- 

0.06 

0.44 

0.50 

0.05 

0.21 

0.02 

- 

- 

- 

- 

- 

0.017 

0.513 

0.051 

0.462 

- 

- 

Safe 

18 APD-A 

0801000600145300 

0.22 

0.05 

31.61 

0.06 

0.02 

0.08 

0.05 

0.21 

0.01 

- 

0.0154 

0.0174 

- 

0.033 

0.046 

0.125 

0.006 

0.119 

- 

- 

Safe 

18 APD-B 

0801000600145400 

0.22 

0.04 

35.47 

0.04 

0.02 

0.06 

0.05 

0.21 

0.01 

- 

0.0117 

0.0133 

- 

0.025 

0.035 

0.095 

0.005 

0.091 

0.009 

9.93 

Safe 

18 AS 

0801000800237600 

0.22 

0.30 

59.26 

0.36 

0.26 

0.62 

0.04 

0.18 

0.08 

0.0200 

0.1415 

0.1999 

- 

0.361 

0.445 

1.067 

0.053 

1.013 

0.117 

11.54 

Safe 



0.22 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

18 GB 

0801000800246300 

0.25 

0.17 

(347.82) 

0.14 

1.33 

1.47 

0.04 

0.23 

0.04 

0.0200 

- 

- 

- 

0.020 

0.059 

1.524 

0.076 

1.448 

0.105 

7.25 

Safe 

18 NP 

0801000500123900 

0.25 

0.01 

(109.27) 

0.00 

0.01 

0.02 

0.01 

0.05 

0.00 

0.0100 

0.0071 

0.0100 

- 

0.027 

0.028 

0.045 

0.002 

0.043 

0.036 

84.57 

Semi Critical 



0.25 

0.06 

(124.55) 

0.05 

0.08 

0.13 

0.03 

0.18 

0.01 

0.0200 

0.0402 

0.0569 

- 

0.117 

0.130 

0.256 

0.013 

0.243 

0.117 

48.27 

Safe 

18 P 

0801000600170400 

0.25 

0.25 

- 

0.25 

0.10 

0.35 

0.05 

0.21 

0.07 

- 

0.0579 

0.0818 

- 

0.140 

0.209 

0.557 

0.056 

0.501 

- 

- 

Safe 

18 PTD-A 

0801000500130600 

0.25 

0.01 

292.77 

0.01 

0.01 

0.02 

0.01 

0.06 

0.00 

0.0100 

0.0086 

0.0097 

- 

0.028 

0.031 

0.055 

0.003 

0.052 

0.054 

103.99 

Over Exploited 



0.25 

0.05 

53.66 

0.06 

0.05 

0.11 

0.03 

0.15 

0.01 

0.0200 

0.0342 

0.0387 

- 

0.093 

0.106 

0.216 

0.011 

0.205 

0.117 

57.33 

Safe 

18 PTD-B 

0801000500130500 

0.25 

0.00 

1,088.78 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0023 

0.0026 

- 

0.005 

0.005 

0.010 

0.000 

0.009 

0.009 

97.57 

Critical 



0.25 

0.07 

19.23 

0.08 

0.07 

0.15 

0.04 

0.19 

0.02 

0.0300 

0.0388 

0.0439 

- 

0.113 

0.132 

0.285 

0.014 

0.271 

0.136 

50.01 

Safe 

18 SAD 

0801000500134900 

0.25 

0.07 

(136.72) 

0.06 

0.07 

0.13 

0.04 

0.22 

0.02 

0.0100 

0.0427 

0.0603 

- 

0.113 

0.132 

0.263 

0.013 

0.250 

0.036 

14.58 

Safe 

18 SD 

0801000800253700 

0.22 

0.16 

(101.34) 

0.13 

0.20 

0.33 

0.04 

0.23 

0.04 

0.0800 

0.1000 

0.1413 

- 

0.321 

0.358 

0.690 

0.035 

0.656 

0.432 

65.88 

Safe 

18SJM 

0801000600146200 

0.22 

0.14 

84.28 

0.17 

0.07 

0.25 

0.05 

0.21 

0.04 

- 

0.0476 

0.0539 

- 

0.102 

0.142 

0.388 

0.019 

0.368 

- 

- 

Safe 

19 A-A 

0801000600161600 

0.25 

0.07 

- 

0.07 

0.52 

0.59 

0.05 

0.21 

0.02 

- 

- 

- 

- 

- 

0.020 

0.610 

0.061 

0.549 

- 

- 

Safe 

19 A-B 

0801000600161700 

0.25 

0.07 

- 

0.07 

0.56 

0.62 

0.05 

0.21 

0.02 

- 

- 

- 

- 

- 

0.019 

0.643 

0.064 

0.578 

0.012 

2.08 

Safe 

19 APD 

0801000600150100 

0.22 

0.10 

20.98 

0.11 

0.05 

0.16 

0.05 

0.21 

0.03 

- 

0.0319 

0.0360 

- 

0.068 

0.095 

0.259 

0.013 

0.246 

0.009 

3.66 

Safe 

19 AS 

0801000800237500 

0.22 

0.01 

1,188.77 

0.01 

0.01 

0.02 

0.01 

0.04 

0.00 

- 

0.0095 

0.0107 

- 

0.020 

0.022 

0.043 

0.002 

0.041 

0.018 

43.69 

Safe 



0.22 

0.09 

210.75 

0.11 

0.10 

0.20 

0.04 

0.17 

0.02 

0.0100 

0.0645 

0.0729 

- 

0.148 

0.172 

0.376 

0.019 

0.357 

0.072 

20.15 

Safe 

19 GB 

0801000800246600 

0.25 

0.15 

(353.00) 

0.12 

1.14 

1.25 

0.04 

0.23 

0.03 

0.0200 

- 

- 

- 

0.020 

0.053 

1.306 

0.065 

1.241 

0.117 

9.43 

Safe 

19 H 

0801000600171600 

0.25 

0.00 

(1,639.30) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0006 

0.0008 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

- 

- 

Safe 

19 NP 

0801000500124000 

0.25 

0.15 

(124.84) 

0.12 

0.15 

0.27 

0.04 

0.23 

0.03 

0.0200 

0.0822 

0.1161 

- 

0.218 

0.252 

0.527 

0.026 

0.500 

0.109 

21.76 

Safe 

19 P 

0801000600170600 

0.25 

0.19 

- 

0.19 

0.08 

0.27 

0.05 

0.21 

0.05 

- 

0.0443 

0.0626 

- 

0.107 

0.160 

0.427 

0.043 

0.384 

0.018 

4.69 

Safe 

19 PTD 

0801000500128800 

0.25 

0.00 

7,415.69 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.25 

0.02 

110.52 

0.02 

0.02 

0.04 

0.02 

0.10 

0.00 

0.0100 

0.0160 

0.0181 

- 

0.044 

0.048 

0.091 

0.005 

0.087 

0.036 

41.71 

Safe 

19 SD 

0801000800253800 

0.22 

0.06 

(96.76) 

0.05 

0.08 

0.13 

0.04 

0.23 

0.01 

0.0400 

0.0398 

0.0562 

- 

0.136 

0.151 

0.281 

0.014 

0.267 

0.207 

77.62 

Semi Critical 

19 SDC 

0801000800253900 

0.22 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0011 

0.0015 

- 

0.003 

0.003 

0.005 

0.000 

0.004 

- 

- 

Safe 



0.22 

0.05 

(106.45) 

0.04 

0.05 

0.09 

0.04 

0.21 

0.01 

0.0100 

0.0307 

0.0434 

- 

0.084 

0.095 

0.185 

0.009 

0.176 

0.027 

15.38 

Safe 

19 SJM 

0801000600146300 

0.22 

0.07 

79.08 

0.08 

0.05 

0.13 

0.05 

0.21 

0.02 

- 

0.0280 

0.0396 

- 

0.068 

0.087 

0.221 

0.011 

0.210 

- 

- 

Safe 

2 A-A 

0801000600167200 

0.22 

0.01 

186.64 

0.02 

0.01 

0.03 

0.03 

0.13 

0.00 

- 

0.0078 

0.0088 

- 

0.017 

0.021 

0.050 

0.002 

0.047 

0.009 

18.98 

Safe 



0.22 

0.00 

820.56 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

- 

0.0036 

0.0041 

- 

0.008 

0.008 

0.015 

0.001 

0.014 

- 

- 

Safe 

2 A-B 

0801000600167300 

0.25 

0.00 

95,892.38 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.22 

0.06 

47.08 

0.08 

0.04 

0.11 

0.04 

0.20 

0.02 

- 

0.0228 

0.0257 

- 

0.049 

0.066 

0.178 

0.009 

0.169 

- 

- 

Safe 



0.22 

0.00 

1,432.63 

0.00 

0.00 

0.01 

0.00 

0.02 

0.00 

- 

0.0031 

0.0035 

- 

0.007 

0.007 

0.012 

0.001 

0.011 

- 

- 

Safe 

2 APD-A 

0801000800232400 

0.22 

0.05 

(30.89) 

0.04 

0.04 

0.09 

0.05 

0.22 

0.01 

0.0400 

0.0197 

0.0278 

- 

0.088 

0.101 

0.186 

0.009 

0.177 

0.234 

132.24 

Over Exploited 

2 APD-B 

0801000800232300 

0.22 

0.19 

(77.31) 

0.15 

0.14 

0.29 

0.04 

0.22 

0.05 

0.0400 

0.0737 

0.1042 

- 

0.218 

0.267 

0.561 

0.028 

0.533 

0.189 

35.45 

Safe 

2 APM 

0801000600152900 

0.22 

0.06 

(17.17) 

0.05 

0.03 

0.08 

0.05 

0.21 

0.02 

0.0100 

0.0194 

0.0220 

- 

0.051 

0.068 

0.146 

0.007 

0.139 

0.054 

38.83 

Safe 

2 AS 

0801000900281500 

0.25 

0.19 

(68.20) 

0.15 

0.14 

0.29 

0.04 

0.22 

0.05 

0.1000 

0.0606 

0.0856 

- 

0.246 

0.291 

0.577 

0.029 

0.548 

0.559 

101.87 

Over Exploited 

2 BGD 

0801000800250300 

0.22 

0.07 

(104.41) 

0.06 

0.05 

0.11 

0.04 

0.24 

0.02 

- 

0.0256 

0.0362 

- 

0.062 

0.077 

0.183 

0.009 

0.174 

0.009 

5.18 

Safe 

2 BGM 

0801000800250700 

0.25 

0.02 

(82.78) 

0.02 

0.05 

0.07 

0.01 

0.07 

0.01 

0.0200 

0.0238 

0.0337 

- 

0.078 

0.083 

0.154 

0.008 

0.147 

0.082 

55.92 

Safe 



0.25 

0.00 

(1,840.18) 

0.00 

0.22 

0.22 

0.00 

0.03 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.233 

0.012 

0.221 

0.035 

15.84 

Safe 



0.22 

0.07 

(92.52) 

0.06 

0.09 

0.15 

0.02 

0.14 

0.02 

0.0200 

0.0445 

0.0629 

- 

0.128 

0.143 

0.292 

0.015 

0.277 

0.117 

42.19 

Safe 

2 BKM 

0801000900285900 

0.25 

0.15 

(77.62) 

0.12 

0.09 

0.22 

0.04 

0.18 

0.04 

0.0200 

0.0528 

0.0597 

- 

0.133 

0.171 

0.387 

0.019 

0.368 

0.172 

46.64 

Safe 

2 BKSM 

0801000900282800 

0.25 

0.07 

(40.69) 

0.05 

0.04 

0.09 

0.04 

0.22 

0.02 

0.0200 

0.0144 

0.0203 

- 

0.055 

0.071 

0.159 

0.008 

0.151 

0.207 

137.35 

Over Exploited 

2 BLD 

0801000800229700 

0.22 

0.11 

(123.91) 

0.09 

0.07 

0.16 

0.04 

0.22 

0.03 

- 

0.0404 

0.0571 

- 

0.098 

0.123 

0.283 

0.014 

0.268 

- 

- 

Safe 

2 BLD-A 

0801000800229800 

0.22 

0.13 

(103.17) 

0.10 

0.09 

0.20 

0.04 

0.23 

0.03 

0.0300 

0.0473 

0.0668 

- 

0.144 

0.174 

0.372 

0.019 

0.353 

0.162 

45.90 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


2 BLD-B 

080100080022990C 

2.597 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.597 

0.04 

0.180 

0.06 

0.02 

0.03 

0.04 

0.00 

-0.01 

0.00 

0.24 

0.000 

0.18 

0.49 


2 BLM 

0801000800245200 

2.204 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.204 

0.16 

0.180 

0.07 

0.02 

0.03 

0.03 

0.00 

0.05 

0.02 

0.28 

0.000 

0.18 

0.44 


2 BMM 

0801000900286700 

18.407 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.834 

0.29 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.02 

0.000 

0.01 

0.02 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

7.077 

0.29 

0.200 

0.03 

0.00 

0.05 

0.07 

0.00 

0.32 

0.13 

0.13 

0.001 

0.07 

0.16 


2 BNM 

0801000600148400 

3.382 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.382 

0.59 

0.180 

0.00 

0.00 

0.03 

0.03 

0.00 

0.29 

0.19 

0.00 

0.000 

0.17 

0.26 



0801000900287100 

15.046 

Saline 

Non-command 

Non-command 

Younger Alluvium 

2.603 

0.08 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.01 

0.000 

0.03 

0.07 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.126 

0.08 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.01 

0.000 

0.04 

0.09 


2 BNPM -A 

0801000900255700 

6.500 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.599 

-0.06 

0.200 

0.00 

0.00 

0.03 

0.04 

0.00 

0.00 

0.00 

0.01 

0.000 

0.08 

0.26 


2 BPM 

0801000900279500 

6.232 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.273 

0.12 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.02 

0.000 

0.04 

0.09 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.959 

0.12 

0.200 

0.01 

0.00 

0.06 

0.07 

0.00 

0.00 

0.00 

0.03 

0.001 

0.14 

0.36 


2 BPSM 

0801000900280000 

3.071 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.137 

0.17 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.934 

0.17 

0.200 

0.01 

0.00 

0.03 

0.04 

0.00 

0.03 

0.01 

0.05 

0.000 

0.17 

0.46 


2 BSM 

0801000600154200 

1.205 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.205 

0.39 

0.180 

0.00 

0.00 

0.01 

0.01 

0.00 

0.06 

0.04 

0.02 

0.000 

0.17 

0.25 


2 BWM-A 

0801000500129000 

1.304 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.330 

0.53 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.03 

0.000 

0.04 

0.08 


2 BWM-B 

0801000500129100 

1.786 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.346 

0.52 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.000 

0.03 

0.06 


2 DAM 

0801000800232000 

0.601 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.601 

0.22 

0.180 

0.00 

0.00 

0.01 

0.01 

0.00 

0.01 

0.01 

0.02 

0.000 

0.17 

0.35 


2 DJM-A 

0801000800235800 

2.184 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.674 

0.38 

0.180 

0.00 

0.00 

0.01 

0.01 

0.00 

0.03 

0.02 

0.02 

0.000 

0.05 

0.09 






Ghaggar River Bed 

Command 

Younger Alluvium 

1.510 

0.38 

0.180 

0.01 

0.00 

0.45 

0.00 

0.00 

-0.34 

-0.19 

0.04 

0.000 

0.12 

0.20 


2 DJM-B 

0801000800235900 

2.011 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.465 

0.23 

0.200 

0.01 

0.00 

0.14 

0.00 

0.00 

-0.11 

-0.06 

0.02 

0.000 

0.04 

0.07 





Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.546 

0.23 

0.180 

0.01 

0.00 

0.46 

0.00 

0.00 

-0.39 

-0.21 

0.05 

0.000 

0.13 

0.24 


2 DWSM 

0801000900281400 

8.461 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

8.461 

0.15 

0.200 

0.05 

0.01 

0.10 

0.12 

0.00 

0.07 

0.03 

0.20 

0.001 

0.18 

0.44 


2 GB HINDU 

0801000800251000 

3.231 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.001 

0.11 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


2 GBM 

0801000900287300 

3.512 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.330 

0.03 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.04 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.376 

0.03 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.04 


2 GDM 

0801000900285500 

3.530 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.879 

0.00 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

-0.01 

-0.01 

0.03 

0.000 

0.04 

0.10 


2 GM 

0801000900283500 

3.409 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.409 

0.26 

0.200 

0.08 

0.02 

0.04 

0.05 

0.00 

0.15 

0.07 

0.32 

0.000 

0.18 

0.38 


2 GSM 

0801000900281200 

9.929 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

9.929 

0.23 

0.200 

0.09 

0.01 

0.09 

0.10 

0.00 

0.35 

0.15 

0.36 

0.001 

0.18 

0.42 


2 H 

0801000600175100 

3.117 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.107 

-0.08 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.002 

-0.08 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


2 IWM 

0801000500135000 

3.538 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.538 

0.02 

0.200 

0.01 

0.00 

0.07 

0.09 

0.00 

-0.13 

-0.06 

0.04 

0.001 

0.17 

0.39 


2 JKM 

0801000800248700 

3.536 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.536 

0.10 

0.180 

0.01 

0.00 

0.04 

0.05 

0.00 

-0.02 

-0.01 

0.04 

0.000 

0.19 

0.59 


2JKSM 

0801000500140300 

1.885 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.885 

0.07 

0.200 

0.01 

0.00 

0.02 

0.03 

0.00 

-0.01 

0.00 

0.05 

0.001 

0.19 

0.55 


2 JSD 

0801000800249600 

1.944 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.511 

0.05 

0.180 

0.02 

0.00 

0.02 

0.02 

0.00 

-0.01 

0.00 

0.06 

0.000 

0.15 

0.50 






Gang Canal 

Command 

Younger Alluvium 

0.433 

0.05 

0.180 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

0.00 

0.02 

0.000 

0.04 

0.14 


2 K-A 

0801000600165500 

1.294 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.294 

-0.15 

0.200 

0.02 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.06 

0.000 

0.17 

0.25 


2 KAM 

0801000600148100 

3.151 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.151 

0.61 

0.180 

0.00 

0.00 

0.03 

0.03 

0.00 

0.28 

0.19 

0.00 

0.000 

0.17 

0.25 



0801000600178400 

4.042 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.284 

0.66 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.000 

0.01 

0.02 






Gang Canal 

Command 

Younger Alluvium 

0.067 

0.66 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 


2 K-B 

0801000600165400 

1.409 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.409 

-0.17 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.17 

0.25 


2 KBS 

0801000600147100 

3.244 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.244 

0.63 

0.180 

0.00 

0.00 

0.03 

0.03 

0.00 

0.31 

0.20 

0.00 

0.000 

0.17 

0.26 


2 KSD 

0801000800227100 

2.663 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.663 

0.26 

0.180 

0.03 

0.00 

0.03 

0.03 

0.00 

0.10 

0.05 

0.12 

0.000 

0.17 

0.34 


2 KSM 

0801000600145600 

1.419 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.419 

0.58 

0.180 

0.00 

0.00 

0.01 

0.01 

0.00 

0.12 

0.08 

0.01 

0.000 

0.17 

0.26 



0801000900274700 

3.167 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.389 

0.21 

0.200 

0.02 

0.00 

0.02 

0.02 

0.00 

0.04 

0.02 

0.07 

0.000 

0.08 

0.20 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.778 

0.21 

0.200 

0.01 

0.00 

0.02 

0.03 

0.00 

0.04 

0.01 

0.04 

0.000 

0.10 

0.26 


2 Kwm 

0801000800248800 

2.645 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.645 

0.09 

0.180 

0.03 

0.01 

0.03 

0.04 

0.00 

-0.01 

0.00 

0.13 

0.000 

0.19 

0.60 


2 LC 

0801000500122500 

4.976 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.174 

-0.01 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 






Gang Canal 

Command 

Younger Alluvium 

4.803 

-0.01 

0.200 

0.02 

0.00 

0.08 

0.08 

0.00 

0.00 

0.00 

0.09 

0.001 

0.19 

0.63 


2 LGM 

0801000800234600 

2.075 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.075 

0.39 

0.180 

0.01 

0.00 

0.02 

0.02 

0.00 

0.12 

0.07 

0.05 

0.000 

0.17 

0.26 


2 LM -A 

0801000600177600 

1.882 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.433 

0.24 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.04 

0.03 

0.00 

0.000 

0.13 

0.19 


2 LM -B 

0801000600177500 

1.700 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.420 

0.17 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.02 

0.01 

0.00 

0.000 

0.14 

0.21 


2 LPM 

0801000500136300 

2.313 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.805 

0.46 

0.200 

0.03 

0.00 

0.02 

0.02 

0.00 

0.16 

0.09 

0.13 

0.001 

0.13 

0.25 






Gang Canal 

Command 

Younger Alluvium 

0.509 

0.46 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.04 

0.02 

0.04 

0.000 

0.04 

0.07 


2 LSM 

0801000600149300 

2.084 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.084 

0.51 

0.180 

0.00 

0.00 

0.02 

0.02 

0.00 

0.15 

0.10 

0.02 

0.000 

0.17 

0.25 


2 MGM 

0801000500133900 

1.906 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.906 

0.00 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

-0.05 

-0.02 

0.00 

0.001 

0.19 

0.52 


2 MSD 

0801000800249300 

3.843 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.018 

0.06 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Gang Canal 

Command 

Younger Alluvium 

3.825 

0.06 

0.180 

0.03 

0.01 

0.07 

0.09 

0.00 

-0.10 

-0.03 

0.12 

0.000 

0.20 

0.64 


2 MSR (RURAL) 

0801000600156400 

3.663 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.077 

-0.22 

0.200 

0.00 

0.00 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.265 

-0.22 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 






Gang Canal 

Command 

Younger Alluvium 

1.399 

-0.22 

0.180 

0.00 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.01 

0.000 

0.06 

0.10 






Ghaggar River Bed 

Command 

Younger Alluvium 

1.923 

-0.22 

0.180 

0.00 

0.00 

0.57 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.09 

0.13 


2 ND-A 

0801000600177800 

2.605 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.467 

0.52 

0.180 

0.00 

0.00 

0.02 

0.02 

0.00 

0.18 

0.12 

0.00 

0.000 

0.16 

0.24 


2 ND-B 

0801000600177900 

1.134 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.422 

0.44 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.000 

0.06 

0.09 


2 NP 

0801000500120500 

3.303 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.189 

0.02 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

-0.01 

0.00 

0.02 

0.000 

0.01 

0.04 


2 NWM 

0801000600176600 

4.996 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.170 

0.06 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

-0.01 

-0.01 

0.01 

0.000 

0.07 

0.11 


2 NZP 

0801000800229400 

3.324 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.324 

0.01 

0.180 

0.09 

0.02 

0.04 

0.05 

0.00 

-0.01 

0.00 

0.36 

0.000 

0.18 

0.45 


2 P 

0801000600168600 

1.032 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.032 

-0.02 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.17 

0.25 


2 P-A 

0801000600168900 

1.440 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.357 

-0.02 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.16 

0.24 


2 PGM-A 

0801000600160800 

2.802 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.243 

-0.01 

0.200 

0.00 

0.00 

0.37 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.07 

0.11 








Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 


( 22 ) 


( 24 ) 

( 25 ) 


( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

2 BLD-B 

0801000800229900 

0.22 

0.10 

(103.53) 

0.08 

0.09 

0.17 

0.04 

0.23 

0.02 

0.0500 

0.0382 

0.0540 

- 

0.142 

0.167 

0.338 

0.017 

0.321 

0.243 

75.66 

Semi Critical 

2 BLM 

0801000800245200 

0.22 

0.09 

(74.54) 

0.07 

0.08 

0.15 

0.04 

0.22 

0.02 

0.0500 

0.0324 

0.0458 

- 

0.128 

0.149 

0.297 

0.015 

0.282 

0.279 

99.03 

Critical 

2 BMM 

0801000900286700 

0.25 

0.00 

1,118.98 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.018 

CD 

O 

oo 

00 

Over Exploited 



0.25 

0.12 

10.89 

0.13 

0.12 

0.26 

0.02 

0.08 

0.03 

0.0100 

0.0694 

0.0981 

- 

0.178 

0.208 

0.463 

0.023 

0.440 

0.127 

28.83 

Safe 

2 BNM 

0801000600148400 

0.22 

0.12 

53.49 

0.15 

0.07 

0.21 

0.05 

0.21 

0.03 

- 

0.0415 

0.0469 

- 

0.088 

0.123 

0.337 

0.017 

0.320 

- 

- 

Safe 


0801000900287100 

0.25 

0.02 

(10.93) 

0.02 

- 

0.02 

0.01 

0.04 

0.01 

- 

- 

- 

- 

- 

0.005 

0.022 

0.001 

0.021 

0.009 

43.81 

Safe 



0.25 

0.03 

(106.39) 

0.02 

0.05 

0.08 

0.01 

0.05 

0.01 

- 

0.0307 

0.0433 

- 

0.074 

0.081 

0.158 

0.008 

0.150 

0.009 

6.26 

Safe 

2 BNPM -A 

0801000900255700 

0.25 

0.05 

- 

0.05 

0.07 

0.12 

0.02 

0.10 

0.01 

- 

0.0382 

0.0540 

- 

0.092 

0.103 

0.222 

0.022 

0.200 

0.009 

4.68 

Safe 

2 BPM 

0801000900279500 

0.25 

0.01 

(112.03) 

0.01 

0.03 

0.04 

0.01 

0.05 

0.00 

- 

0.0187 

0.0265 

- 

0.045 

0.048 

0.091 

0.005 

0.086 

0.018 

21.11 

Safe 



0.25 

0.18 

(100.85) 

0.14 

0.13 

0.27 

0.03 

0.18 

0.04 

0.0100 

0.0729 

0.1031 

- 

0.186 

0.229 

0.500 

0.025 

0.475 

0.028 

5.82 

Safe 

2 BPSM 

0801000900280000 

0.25 

0.00 

44.25 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0020 

0.0028 

- 

0.005 

0.005 

0.009 

0.000 

0.008 

0.000 

0.21 

Safe 



0.25 

0.13 

(90.60) 

0.10 

0.08 

0.18 

0.04 

0.22 

0.03 

0.0100 

0.0432 

0.0610 

- 

0.114 

0.145 

0.323 

0.016 

0.307 

0.045 

14.78 

Safe 

2 BSM 

0801000600154200 

0.22 

0.04 

(7.18) 

0.04 

0.02 

0.06 

0.05 

0.21 

0.01 

- 

0.0148 

0.0167 

- 

0.032 

0.044 

0.108 

0.005 

0.103 

0.018 

17.52 

Safe 

2 BWM-A 

0801000500129000 

0.25 

0.00 

492.71 

0.00 

0.01 

0.01 

0.01 

0.05 

0.00 

0.0100 

0.0040 

0.0046 

- 

0.019 

0.020 

0.030 

0.002 

0.029 

0.027 

94.59 

Critical 

2 BWM-B 

0801000500129100 

0.25 

0.00 

460.66 

0.00 

0.01 

0.01 

0.01 

0.04 

0.00 

- 

0.0042 

0.0048 

- 

0.009 

0.010 

0.020 

0.001 

0.019 

0.018 

95.97 

Critical 

2 DAM 

0801000800232000 

0.22 

0.02 

(72.84) 

0.02 

0.01 

0.03 

0.05 

0.22 

0.01 

- 

0.0074 

0.0083 

- 

0.016 

0.022 

0.052 

0.003 

0.049 

0.018 

36.76 

Safe 

2 DJM-A 

0801000800235800 

0.22 

0.01 

151.79 

0.01 

0.01 

0.02 

0.01 

0.07 

0.00 

- 

0.0083 

0.0093 

- 

0.018 

0.020 

0.042 

0.002 

0.040 

0.018 

45.09 

Safe 



0.22 

0.04 

(601.82) 

0.03 

0.45 

0.48 

0.03 

0.15 

0.01 

- 

- 

- 

- 

- 

0.011 

0.492 

0.025 

0.467 

0.036 

7.70 

Safe 

2 DJM-B 

0801000800235900 

0.25 

0.00 

(1,385.21) 

0.00 

0.14 

0.14 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.144 

0.007 

0.137 

0.023 

16.84 

Safe 



0.22 

0.04 

(577.14) 

0.04 

0.46 

0.50 

0.04 

0.17 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.519 

0.026 

0.493 

0.045 

9.13 

Safe 

2 DWSM 

0801000900281400 

0.25 

0.38 

(92.22) 

0.30 

0.23 

0.53 

0.04 

0.22 

0.09 

0.0400 

0.1245 

0.1759 

- 

0.340 

0.434 

0.968 

0.048 

0.919 

0.199 

21.66 

Safe 

2 GB HINDU 

0801000800251000 

0.22 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

2 GBM 

0801000900287300 

0.25 

0.00 

(32.66) 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.000 

3.21 

Safe 



0.25 

0.00 

(180.83) 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0028 

0.0052 

- 

0.008 

0.008 

0.016 

0.001 

0.015 

0.000 

0.33 

Safe 

2 GDM 

0801000900285500 

0.25 

0.01 

(157.86) 

0.01 

0.02 

0.03 

0.01 

0.06 

0.00 

0.0100 

0.0129 

0.0183 

- 

0.041 

0.044 

0.074 

0.004 

0.071 

0.027 

38.38 

Safe 

2 GM 

0801000900283500 

0.25 

0.15 

(55.69) 

0.12 

0.11 

0.23 

0.05 

0.22 

0.04 

0.0600 

0.0502 

0.0709 

- 

0.181 

0.220 

0.449 

0.022 

0.426 

0.315 

74.03 

Semi Critical 

2 GSM 

0801000900281200 

0.25 

0.44 

(66.22) 

0.35 

0.20 

0.55 

0.04 

0.22 

0.11 

0.0400 

0.1217 

0.1376 

- 

0.299 

0.410 

0.965 

0.048 

0.916 

0.361 

39.42 

Safe 

2 H 

0801000600175100 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0010 

0.0015 

- 

0.003 

0.003 

0.005 

0.000 

0.004 

- 

- 

Safe 



0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

2 IWM 

0801000500135000 

0.25 

0.15 

(137.50) 

0.12 

0.15 

0.27 

0.04 

0.22 

0.04 

0.0100 

0.0893 

0.1262 

- 

0.225 

0.264 

0.539 

0.027 

0.512 

0.037 

7.23 

Safe 

2 JKM 

0801000800248700 

0.22 

0.15 

(103.67) 

0.12 

0.09 

0.21 

0.04 

0.23 

0.03 

0.0100 

0.0520 

0.0735 

- 

0.136 

0.167 

0.380 

0.019 

0.361 

0.036 

9.98 

Safe 

2JKSM 

0801000500140300 

0.25 

0.09 

(105.38) 

0.07 

0.05 

0.12 

0.04 

0.23 

0.02 

0.0100 

0.0277 

0.0392 

- 

0.077 

0.097 

0.217 

0.011 

0.206 

0.046 

22.08 

Safe 

2 JSD 

0801000800249600 

0.22 

0.05 

(103.51) 

0.04 

0.04 

0.08 

0.03 

0.19 

0.01 

0.0100 

0.0222 

0.0314 

- 

0.064 

0.074 

0.154 

0.008 

0.147 

0.063 

42.97 

Safe 



0.22 

0.00 

(207.20) 

0.00 

0.02 

0.02 

0.01 

0.05 

0.00 

- 

0.0109 

0.0154 

- 

0.026 

0.027 

0.049 

0.002 

0.047 

0.018 

38.50 

Safe 

2 K-A 

0801000600165500 

0.25 

0.05 

- 

0.05 

0.02 

0.08 

0.05 

0.21 

0.02 

0.0100 

0.0159 

0.0179 

- 

0.044 

0.059 

0.138 

0.014 

0.124 

0.060 

48.39 

Safe 

2 KAM 

0801000600148100 

0.22 

0.12 

61.15 

0.14 

0.06 

0.20 

0.05 

0.21 

0.03 

- 

0.0386 

0.0437 

- 

0.082 

0.115 

0.314 

0.016 

0.298 

- 

- 

Safe 


0801000600178400 

0.22 

0.00 

2,182.39 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0042 

0.0059 

- 

0.010 

0.010 

0.019 

0.001 

0.018 

- 

- 

Safe 



0.22 

0.00 

7,729.39 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0017 

0.0024 

- 

0.004 

0.004 

0.007 

0.000 

0.007 

- 

- 

Safe 

2 K-B 

0801000600165400 

0.25 

0.06 

- 

0.06 

0.03 

0.09 

0.05 

0.21 

0.02 

- 

0.0173 

0.0195 

- 

0.037 

0.053 

0.139 

0.014 

0.125 

- 

- 

Safe 

2 KBS 

0801000600147100 

0.22 

0.12 

65.31 

0.14 

0.06 

0.21 

0.05 

0.21 

0.03 

- 

0.0398 

0.0450 

- 

0.085 

0.118 

0.324 

0.016 

0.307 

- 

- 

Safe 

2 KSD 

0801000800227100 

0.22 

0.10 

(47.51) 

0.08 

0.05 

0.13 

0.05 

0.22 

0.03 

0.0200 

0.0326 

0.0369 

- 

0.090 

0.116 

0.248 

0.012 

0.235 

0.117 

49.74 

Safe 

2 KSM 

0801000600145600 

0.22 

0.05 

50.95 

0.06 

0.03 

0.09 

0.05 

0.21 

0.01 

- 

0.0174 

0.0197 

- 

0.037 

0.052 

0.142 

0.007 

0.134 

0.009 

6.69 

Safe 


0801000900274700 

0.25 

0.03 

(40.72) 

0.02 

0.04 

0.06 

0.02 

0.10 

0.01 

0.0100 

0.0204 

0.0289 

- 

0.059 

0.066 

0.124 

0.006 

0.118 

0.072 

61.30 

Safe 



0.25 

0.04 

(67.40) 

0.04 

0.05 

0.08 

0.02 

0.12 

0.01 

0.0100 

0.0262 

0.0370 

- 

0.073 

0.084 

0.166 

0.008 

0.158 

0.036 

22.97 

Safe 

2 Kwm 

0801000800248800 

0.22 

0.11 

(102.04) 

0.09 

0.08 

0.17 

0.04 

0.23 

0.02 

0.0200 

0.0389 

0.0550 

- 

0.114 

0.138 

0.307 

0.015 

0.292 

0.126 

43.21 

Safe 

2 LC 

0801000500122500 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0021 

0.0024 

- 

0.005 

0.005 

0.008 

0.001 

0.007 

0.000 

0.65 

Safe 



0.25 

0.23 

- 

0.23 

0.15 

0.38 

0.04 

0.23 

0.05 

0.0100 

0.1010 

0.1142 

- 

0.225 

0.271 

0.655 

0.066 

0.590 

0.091 

15.49 

Safe 

2 LGM 

0801000800234600 

0.22 

0.08 

(4.44) 

0.07 

0.04 

0.11 

0.05 

0.21 

0.02 

0.0100 

0.0254 

0.0287 

- 

0.064 

0.086 

0.198 

0.010 

0.189 

0.054 

28.64 

Safe 

2 LM -A 

0801000600177600 

0.25 

0.05 

(40.53) 

0.04 

0.03 

0.06 

0.04 

0.16 

0.01 

- 

0.0176 

0.0199 

- 

0.037 

0.050 

0.114 

0.006 

0.108 

- 

- 

Safe 

2 LM -B 

0801000600177500 

0.25 

0.05 

(73.01) 

0.04 

0.03 

0.07 

0.04 

0.18 

0.01 

- 

0.0174 

0.0197 

- 

0.037 

0.051 

0.118 

0.006 

0.112 

- 

- 

Safe 

2 LPM 

0801000500136300 

0.25 

0.06 

44.47 

0.07 

0.03 

0.11 

0.04 

0.17 

0.02 

0.0200 

0.0221 

0.0250 

- 

0.067 

0.083 

0.189 

0.009 

0.180 

0.127 

70.30 

Semi Critical 



0.25 

0.00 

357.03 

0.01 

0.02 

0.02 

0.01 

0.05 

0.00 

0.0100 

0.0107 

0.0121 

- 

0.033 

0.034 

0.056 

0.003 

0.053 

0.036 

67.92 

Safe 

2 LSM 

0801000600149300 

0.22 

0.08 

29.33 

0.09 

0.04 

0.13 

0.05 

0.21 

0.02 

- 

0.0255 

0.0289 

- 

0.054 

0.076 

0.208 

0.010 

0.197 

0.018 

9.12 

Safe 

2 MGM 

0801000500133900 

0.25 

0.09 

(120.16) 

0.07 

0.05 

0.12 

0.04 

0.23 

0.02 

- 

0.0280 

0.0396 

- 

0.068 

0.088 

0.208 

0.010 

0.198 

0.001 

0.27 

Safe 

2 MSD 

0801000800249300 

0.22 

0.00 

(2,763.63) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

- 

- 

Safe 



0.22 

0.17 

(118.97) 

0.13 

0.18 

0.31 

0.04 

0.24 

0.03 

0.0200 

0.0965 

0.1364 

- 

0.253 

0.286 

0.595 

0.030 

0.565 

0.117 

20.71 

Safe 

2 MSR (RURAL) 

0801000600156400 

0.25 

0.00 

- 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.023 

0.002 

0.021 

- 

- 

Safe 



0.22 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0032 

0.0037 

- 

0.007 

0.007 

0.013 

0.001 

0.012 

- 

- 

Safe 



0.22 

0.02 

- 

0.02 

0.04 

0.06 

0.02 

0.08 

0.01 

- 

0.0294 

0.0333 

- 

0.063 

0.068 

0.132 

0.013 

0.119 

0.009 

7.55 

Safe 



0.22 

0.02 

- 

0.02 

0.57 

0.59 

0.02 

0.11 

0.01 

- 

- 

- 

- 

- 

0.006 

0.601 

0.060 

0.541 

0.009 

1.66 

Safe 

2 ND-A 

0801000600177800 

0.22 

0.09 

40.26 

0.10 

0.05 

0.15 

0.04 

0.20 

0.02 

- 

0.0302 

0.0342 

- 

0.064 

0.089 

0.239 

0.012 

0.227 

- 

- 

Safe 

2 ND-B 

0801000600177900 

0.22 

0.01 

188.30 

0.01 

0.01 

0.02 

0.02 

0.08 

0.00 

- 

0.0052 

0.0059 

- 

0.011 

0.013 

0.028 

0.001 

0.026 

- 

- 

Safe 

2 NP 

0801000500120500 

0.25 

0.00 

(416.83) 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0040 

0.0045 

- 

0.009 

0.009 

0.015 

0.001 

0.014 

0.018 

126.05 

Over Exploited 

2 NWM 

0801000600176600 

0.25 

0.04 

(118.13) 

0.03 

0.04 

0.07 

0.02 

0.09 

0.01 

- 

0.0213 

0.0301 

- 

0.051 

0.062 

0.131 

0.007 

0.125 

0.009 

7.21 

Safe 

2 NZP 

0801000800229400 

0.22 

0.13 

(102.83) 

0.10 

0.11 

0.21 

0.04 

0.22 

0.03 

0.0700 

0.0489 

0.0691 

- 

0.188 

0.220 

0.431 

0.022 

0.410 

0.360 

87.90 

Semi Critical 

2 P 

0801000600168600 

0.25 

0.04 

- 

0.04 

0.02 

0.06 

0.05 

0.21 

0.01 

- 

0.0101 

0.0143 

- 

0.024 

0.037 

0.097 

0.010 

0.088 

- 

- 

Safe 

2 P-A 

0801000600168900 

0.25 

0.05 

- 

0.05 

0.02 

0.08 

0.04 

0.20 

0.02 

- 

0.0133 

0.0188 

- 

0.032 

0.047 

0.124 

0.012 

0.111 

- 

- 

Safe 

2 PGM -A 

0801000600160800 

0.25 

0.02 

- 

0.02 

0.37 

0.39 

0.02 

0.09 

0.01 

- 

- 

- 

- 

- 

0.005 

0.395 

0.040 

0.356 

- 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 





Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.559 

-0.01 

0.180 

0.00 

0.00 

0.47 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.09 

0.14 


2 PGM -B 

080100060016090C 

2.880 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.766 

-0.15 

0.200 

0.00 

0.00 

0.53 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.10 

0.15 





Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.114 

-0.15 

0.180 

0.00 

0.00 

0.33 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.06 

0.10 


2 PM 

080100060016990C 

2.999 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.382 

-0.01 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.08 

0.12 






Ghaggar River Bed 

Command 

Younger Alluvium 

1.618 

-0.01 

0.200 

0.00 

0.00 

0.39 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.09 

0.14 


2 PPM 

0801000900275500 

3.466 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.091 

0.54 

0.200 

0.02 

0.01 

0.03 

0.03 

0.00 

0.18 

0.07 

0.09 

0.000 

0.11 

0.26 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.375 

0.54 

0.200 

0.01 

0.00 

0.02 

0.02 

0.00 

0.12 

0.05 

0.03 

0.000 

0.07 

0.17 


2 PPN 

0801000900288300 

2.855 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.014 

-0.21 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


2 PTD 

0801000800227900 

1.529 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.452 

0.12 

0.180 

0.01 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

0.05 

0.000 

0.05 

0.11 






Gang Canal 

Command 

Younger Alluvium 

1.077 

0.12 

0.180 

0.04 

0.01 

0.02 

0.03 

0.00 

0.01 

0.00 

0.14 

0.000 

0.12 

0.27 


2 RBM 

0801000800235400 

2.239 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.226 

0.70 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.000 

0.02 

0.03 






Ghaggar River Bed 

Command 

Younger Alluvium 

2.013 

0.70 

0.180 

0.02 

0.00 

0.60 

0.00 

0.00 

-0.33 

-0.20 

0.08 

0.000 

0.15 

0.24 


2 RM 

0801000900279900 

1.793 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.793 

0.16 

0.200 

0.12 

0.03 

0.02 

0.03 

0.00 

0.10 

0.04 

0.50 

0.000 

0.18 

0.46 


2 RM-A 

0801000900255100 

5.373 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.042 

-0.07 

0.200 

0.01 

0.00 

0.05 

0.05 

0.00 

0.00 

0.00 

0.03 

0.000 

0.11 

0.36 


2 RM-B 

0801000900255000 

1.460 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.460 

-0.06 

0.200 

0.01 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.05 

0.000 

0.20 

0.64 


2 RTM 

0801000800234900 

3.094 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.094 

0.31 

0.180 

0.01 

0.00 

0.03 

0.03 

0.00 

0.12 

0.08 

0.05 

0.000 

0.17 

0.26 


2 SAD 

0801000800249000 

1.501 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.501 

0.07 

0.180 

0.00 

0.00 

0.02 

0.02 

0.00 

-0.02 

-0.01 

0.02 

0.000 

0.19 

0.61 


2 SD 

0801000900278600 

3.516 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.516 

-0.01 

0.200 

0.02 

0.01 

0.04 

0.05 

0.00 

0.00 

0.00 

0.08 

0.000 

0.17 

0.41 


2 SJM 

0801000800232800 

0.959 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.959 

0.30 

0.180 

0.03 

0.01 

0.01 

0.01 

0.00 

0.05 

0.03 

0.14 

0.000 

0.17 

0.32 


2 SPM-B 

0801000900282700 

7.773 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

7.129 

0.36 

0.200 

0.05 

0.01 

0.05 

0.07 

0.00 

0.43 

0.18 

0.20 

0.001 

0.16 

0.39 


2SPSM 

0801000500136900 

1.571 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.571 

0.63 

0.200 

0.01 

0.00 

0.01 

0.02 

0.00 

0.18 

0.11 

0.05 

0.000 

0.17 

0.28 


2 STB 

0801000800229100 

1.076 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.076 

0.08 

0.180 

0.06 

0.01 

0.01 

0.02 

0.00 

0.04 

0.02 

0.23 

0.000 

0.18 

0.44 


2 UDM 

0801000600151200 

2.052 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.052 

0.35 

0.180 

0.00 

0.00 

0.02 

0.02 

0.00 

0.09 

0.06 

0.00 

0.000 

0.17 

0.26 


2 USS 

0801000600151400 

4.860 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.860 

0.27 

0.180 

0.00 

0.00 

0.05 

0.05 

0.00 

0.14 

0.10 

0.00 

0.000 

0.17 

0.25 


20 A-A 

0801000600164500 

2.335 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.335 

-0.19 

0.200 

0.01 

0.00 

0.70 

0.00 

0.00 

0.00 

0.00 

0.03 

0.000 

0.17 

0.25 


20 A-B 

0801000600164400 

1.603 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.603 

-0.18 

0.200 

0.00 

0.00 

0.48 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.17 

0.25 


20 APD 

0801000600149900 

1.411 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.411 

0.56 

0.180 

0.00 

0.00 

0.01 

0.01 

0.00 

0.11 

0.07 

0.02 

0.000 

0.17 

0.26 


20 AS 

0801000600166900 

4.552 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.328 

0.92 

0.180 

0.00 

0.00 

0.05 

0.05 

0.00 

0.44 

0.29 

0.00 

0.000 

0.12 

0.19 


20 GB 

0801000800246700 

2.785 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.785 

0.15 

0.200 

0.02 

0.01 

1.00 

0.00 

0.00 

-0.91 

-0.33 

0.11 

0.000 

0.19 

0.51 


20 NP 

0801000500124500 

2.764 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.160 

0.03 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.01 

0.03 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.125 

0.03 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.02 


20 P 

0801000600170500 

3.311 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.046 

-0.01 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.00 

0.000 

0.15 

0.23 


20 PTD 

0801000500130400 

2.432 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.878 

0.57 

0.200 

0.03 

0.01 

0.02 

0.02 

0.00 

0.20 

0.11 

0.14 

0.001 

0.13 

0.24 






Gang Canal 

Command 

Younger Alluvium 

0.554 

0.57 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.06 

0.03 

0.05 

0.000 

0.04 

0.07 


20 SD-A 

0801000800254000 

3.422 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.617 

0.14 

0.180 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.01 

0.000 

0.03 

0.09 






Gang Canal 

Command 

Younger Alluvium 

2.805 

0.14 

0.180 

0.02 

0.00 

0.05 

0.07 

0.00 

-0.03 

-0.01 

0.06 

0.000 

0.15 

0.43 


20 SD-B 

0801000800254100 

3.396 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.340 

0.14 

0.180 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.05 






Gang Canal 

Command 

Younger Alluvium 

3.056 

0.14 

0.180 

0.03 

0.01 

0.06 

0.07 

0.00 

-0.04 

-0.01 

0.11 

0.000 

0.17 

0.47 


20 SJM 

0801000600142300 

1.822 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.822 

0.69 

0.180 

0.00 

0.00 

0.02 

0.03 

0.00 

0.18 

0.11 

0.02 

0.000 

0.17 

0.27 


21 A 

0801000600163700 

2.404 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.404 

-0.17 

0.200 

0.00 

0.00 

0.72 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.17 

0.25 


21 APD-A 

0801000600151500 

1.177 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.177 

0.46 

0.180 

0.01 

0.00 

0.01 

0.01 

0.00 

0.08 

0.06 

0.03 

0.000 

0.17 

0.25 


21 APD-B 

0801000600150000 

1.225 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.225 

0.50 

0.180 

0.00 

0.00 

0.01 

0.01 

0.00 

0.09 

0.06 

0.02 

0.000 

0.17 

0.25 


21GB 

0801000800246800 

4.049 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.010 

0.13 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.585 

0.13 

0.200 

0.01 

0.00 

0.21 

0.00 

0.00 

-0.18 

-0.07 

0.04 

0.000 

0.03 

0.08 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.929 

0.13 

0.180 

0.04 

0.01 

0.06 

0.07 

0.00 

-0.03 

-0.01 

0.14 

0.000 

0.14 

0.38 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.525 

0.13 

0.180 

0.01 

0.00 

0.19 

0.00 

0.00 

-0.17 

-0.06 

0.03 

0.000 

0.02 

0.07 


21 P 

0801000600170300 

3.729 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.685 

-0.01 

0.200 

0.00 

0.00 

0.03 

0.04 

0.00 

0.00 

0.00 

0.00 

0.000 

0.16 

0.25 


21 PTD 

0801000500130300 

1.352 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.352 

0.61 

0.200 

0.02 

0.00 

0.01 

0.01 

0.00 

0.16 

0.09 

0.07 

0.000 

0.17 

0.30 


21 SD-A 

0801000800254200 

2.438 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.240 

0.14 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.05 






Gang Canal 

Command 

Younger Alluvium 

2.198 

0.14 

0.180 

0.01 

0.00 

0.04 

0.05 

0.00 

-0.03 

-0.01 

0.05 

0.000 

0.17 

0.46 


21 SD-B 

0801000800254300 

3.349 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.569 

0.14 

0.180 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.02 

0.000 

0.03 

0.09 






Gang Canal 

Command 

Younger Alluvium 

2.780 

0.14 

0.180 

0.02 

0.01 

0.05 

0.07 

0.00 

-0.04 

-0.01 

0.08 

0.000 

0.15 

0.42 


21 SJM 

0801000600146400 

2.086 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.086 

0.73 

0.180 

0.00 

0.00 

0.02 

0.03 

0.00 

0.22 

0.14 

0.00 

0.000 

0.17 

0.26 


21/23 NP 

0801000500125000 

4.060 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.001 

0.05 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.501 

0.05 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.02 

-0.01 

0.02 

0.000 

0.02 

0.05 


22 A-A 

0801000600161800 

3.809 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

3.809 

-0.19 

0.200 

0.00 

0.00 

1.14 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.17 

0.25 


22 A-B 

0801000600161900 

2.643 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.643 

-0.17 

0.200 

0.01 

0.00 

0.79 

0.00 

0.00 

0.00 

0.00 

0.04 

0.000 

0.17 

0.25 


22 APD 

0801000600151600 

1.693 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.693 

0.47 

0.180 

0.00 

0.00 

0.02 

0.02 

0.00 

0.11 

0.07 

0.00 

0.000 

0.17 

0.25 


22 GB 

0801000800247200 

1.204 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.204 

0.14 

0.180 

0.05 

0.01 

0.02 

0.03 

0.00 

0.02 

0.01 

0.22 

0.000 

0.18 

0.49 


22 NP 

0801000500124200 

5.379 

Saline 

Gang Canal 

Command 

Younger Alluvium 

5.379 

0.02 

0.200 

0.04 

0.01 

0.10 

0.13 

0.00 

-0.18 

-0.06 

0.15 

0.001 

0.18 

0.51 


22 P 

0801000600170200 

4.468 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.256 

0.01 

0.200 

0.00 

0.00 

0.03 

0.04 

0.00 

-0.07 

-0.04 

0.00 

0.000 

0.16 

0.24 


22 PTD-A 

0801000500129900 

0.639 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.353 

0.59 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.05 

0.000 

0.09 

0.17 


22 PTD-B 

0801000500130000 

2.007 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.647 

0.59 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.07 

0.04 

0.04 

0.000 

0.05 

0.10 


22 SD 

0801000900280400 

4.762 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.762 

0.17 

0.200 

0.05 

0.01 

0.05 

0.07 

0.00 

0.08 

0.03 

0.18 

0.001 

0.18 

0.46 


22 SJM 

0801000600146500 

2.258 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.258 

0.71 

0.180 

0.00 

0.00 

0.03 

0.03 

0.00 

0.23 

0.14 

0.00 

0.000 

0.17 

0.27 


23 A-A 

0801000600163600 

0.902 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.902 

-0.13 

0.200 

0.00 

0.00 

0.27 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.17 

0.25 


23 A-B 

0801000600162200 

1.504 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.504 

-0.15 

0.200 

0.00 

0.00 

0.45 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.17 

0.25 


23 APD 

0801000600151800 

2.068 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.068 

0.49 

0.180 

0.01 

0.00 

0.02 

0.02 

0.00 

0.15 

0.10 

0.03 

0.000 

0.17 

0.25 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 


(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.22 

0.02 

- 

0.02 

0.47 

0.49 

0.03 

0.12 

0.01 

- 

- 

- 

- 

- 

0.007 

0.497 

0.050 

0.447 

- 

- 

Safe 

2 PGM -B 

080100060016090C 

0.25 

0.03 

- 

0.03 

0.53 

0.56 

0.03 

0.13 

0.01 

- 

- 

- 

- 

- 

0.008 

0.563 

0.056 

0.507 

- 

- 

Safe 



0.22 

0.01 

- 

0.01 

0.33 

0.34 

0.02 

0.08 

0.00 

- 

- 

- 

- 

- 

0.003 

0.344 

0.034 

0.310 

- 

- 

Safe 

2 PM 

0801000600169900 

0.25 

0.03 

- 

0.03 

0.02 

0.05 

0.02 

0.10 

0.01 

- 

0.0136 

0.0191 

- 

0.033 

0.040 

0.091 

0.009 

0.082 

- 

- 

Safe 



0.25 

0.04 

- 

0.04 

0.39 

0.42 

0.03 

0.12 

0.01 

- 

- 

- 

- 

- 

0.010 

0.433 

0.043 

0.389 

- 

- 

Safe 

2 PPM 

0801000900275500 

0.25 

0.06 

29.74 

0.07 

0.07 

0.13 

0.03 

0.13 

0.01 

0.0200 

0.0359 

0.0435 

- 

0.099 

0.113 

0.248 

0.012 

0.236 

0.090 

38.28 

Safe 



0.25 

0.02 

103.15 

0.03 

0.04 

0.07 

0.02 

0.09 

0.01 

0.0100 

0.0236 

0.0286 

- 

0.062 

0.068 

0.135 

0.007 

0.129 

0.027 

21.14 

Safe 

2 PPN 

0801000900288300 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

2 PTD 

0801000800227900 

0.22 

0.01 

(25.09) 

0.00 

0.01 

0.02 

0.01 

0.06 

0.00 

0.0100 

0.0066 

0.0094 

- 

0.026 

0.027 

0.043 

0.002 

0.041 

0.054 

131.71 

Over Exploited 



0.22 

0.03 

(87.87) 

0.02 

0.06 

0.08 

0.03 

0.15 

0.01 

0.0300 

0.0272 

0.0384 

- 

0.096 

0.103 

0.183 

0.009 

0.174 

0.144 

82.96 

Semi Critical 

2 RBM 

0801000800235400 

0.22 

0.00 

1,713.16 

0.00 

0.00 

0.01 

0.00 

0.02 

0.00 

- 

0.0028 

0.0031 

- 

0.006 

0.006 

0.011 

0.001 

0.011 

0.009 

82.41 

Semi Critical 



0.22 

0.07 

(405.49) 

0.05 

0.60 

0.65 

0.04 

0.19 

0.02 

0.0100 

- 

- 

- 

0.010 

0.029 

0.682 

0.034 

0.648 

0.081 

12.50 

Safe 

2 RM 

0801000900279900 

0.25 

0.08 

(50.87) 

0.06 

0.08 

0.14 

0.04 

0.22 

0.02 

0.0900 

0.0264 

0.0373 

- 

0.154 

0.173 

0.315 

0.016 

0.299 

0.495 

165.55 

Over Exploited 

2 RM-A 

0801000900255100 

0.25 

0.09 

- 

0.09 

0.10 

0.18 

0.02 

0.13 

0.02 

- 

0.0640 

0.0723 

- 

0.136 

0.154 

0.336 

0.034 

0.303 

0.027 

9.06 

Safe 

2 RM-B 

0801000900255000 

0.25 

0.07 

- 

0.07 

0.05 

0.12 

0.04 

0.24 

0.01 

0.0100 

0.0307 

0.0347 

- 

0.075 

0.090 

0.209 

0.021 

0.188 

0.054 

28.82 

Safe 

2 RTM 

0801000800234900 

0.22 

0.11 

(31.45) 

0.09 

0.06 

0.15 

0.05 

0.21 

0.03 

0.0100 

0.0379 

0.0429 

- 

0.091 

0.123 

0.273 

0.014 

0.260 

0.054 

20.81 

Safe 

2 SAD 

0801000800249000 

0.22 

0.06 

(110.42) 

0.05 

0.04 

0.09 

0.04 

0.24 

0.01 

- 

0.0221 

0.0312 

- 

0.053 

0.067 

0.157 

0.008 

0.149 

0.018 

12.05 

Safe 

2 SD 

0801000900278600 

0.25 

0.15 

- 

0.15 

0.10 

0.25 

0.04 

0.22 

0.04 

0.0200 

0.0517 

0.0731 

- 

0.145 

0.184 

0.437 

0.044 

0.393 

0.081 

20.72 

Safe 

2 SJM 

0801000800232800 

0.22 

0.04 

(20.92) 

0.03 

0.03 

0.06 

0.05 

0.22 

0.01 

0.0200 

0.0118 

0.0133 

- 

0.045 

0.055 

0.112 

0.006 

0.106 

0.135 

126.88 

Over Exploited 

2 SPM-B 

0801000900282700 

0.25 

0.29 

(38.27) 

0.23 

0.13 

0.37 

0.04 

0.20 

0.07 

0.0200 

0.0699 

0.0988 

- 

0.189 

0.262 

0.628 

0.031 

0.596 

0.199 

33.35 

Safe 

2SPSM 

0801000500136900 

0.25 

0.07 

60.78 

0.08 

0.03 

0.11 

0.05 

0.21 

0.02 

0.0100 

0.0193 

0.0218 

- 

0.051 

0.069 

0.179 

0.009 

0.170 

0.054 

32.07 

Safe 

2 STB 

0801000800229100 

0.22 

0.04 

(64.31) 

0.03 

0.04 

0.07 

0.04 

0.22 

0.01 

0.0400 

0.0158 

0.0224 

- 

0.078 

0.089 

0.160 

0.008 

0.152 

0.225 

147.61 

Over Exploited 

2 UDM 

0801000600151200 

0.22 

0.08 

(23.93) 

0.06 

0.04 

0.10 

0.05 

0.21 

0.02 

- 

0.0252 

0.0284 

- 

0.054 

0.075 

0.175 

0.009 

0.166 

- 

- 

Safe 

2 USS 

0801000600151400 

0.22 

0.18 

(46.51) 

0.14 

0.09 

0.24 

0.05 

0.21 

0.05 

- 

0.0596 

0.0674 

- 

0.127 

0.177 

0.413 

0.021 

0.393 

- 

- 

Safe 

20 A-A 

0801000600164500 

0.25 

0.10 

- 

0.10 

0.70 

0.79 

0.05 

0.21 

0.03 

- 

- 

- 

- 

- 

0.027 

0.821 

0.082 

0.739 

0.030 

4.06 

Safe 

20 A-B 

0801000600164400 

0.25 

0.07 

- 

0.07 

0.48 

0.54 

0.05 

0.21 

0.02 

- 

- 

- 

- 

- 

0.019 

0.563 

0.056 

0.507 

- 

- 

Safe 

20 APD 

0801000600149900 

0.22 

0.05 

44.32 

0.06 

0.03 

0.09 

0.05 

0.21 

0.01 

- 

0.0173 

0.0196 

- 

0.037 

0.051 

0.141 

0.007 

0.134 

0.018 

13.46 

Safe 

20 AS 

0801000600166900 

0.22 

0.09 

219.32 

0.11 

0.11 

0.21 

0.03 

0.16 

0.03 

- 

0.0700 

0.0791 

- 

0.149 

0.174 

0.388 

0.019 

0.368 

- 

- 

Safe 

20 GB 

0801000800246700 

0.25 

0.10 

(2,346.58) 

0.08 

1.01 

1.09 

0.04 

0.23 

0.02 

0.0200 

- 

- 

- 

0.020 

0.043 

1.128 

0.056 

1.071 

0.106 

9.89 

Safe 

20 NP 

0801000500124500 

0.25 

0.00 

(482.82) 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0034 

0.0038 

- 

0.007 

0.007 

0.013 

0.001 

0.012 

0.018 

149.05 

Over Exploited 



0.25 

0.00 

(566.25) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0026 

0.0030 

- 

0.006 

0.006 

0.010 

0.000 

0.009 

0.009 

96.29 

Critical 

20 P 

0801000600170500 

0.25 

0.12 

- 

0.12 

0.05 

0.17 

0.04 

0.20 

0.03 

- 

0.0299 

0.0422 

- 

0.072 

0.105 

0.275 

0.027 

0.247 

- 

- 

Safe 

20 PTD 

0801000500130400 

0.25 

0.06 

79.31 

0.07 

0.05 

0.12 

0.04 

0.17 

0.02 

0.0300 

0.0230 

0.0260 

- 

0.079 

0.096 

0.215 

0.011 

0.205 

0.136 

66.25 

Safe 



0.25 

0.01 

476.75 

0.01 

0.02 

0.02 

0.01 

0.05 

0.00 

0.0100 

0.0116 

0.0132 

- 

0.035 

0.036 

0.060 

0.003 

0.057 

0.045 

78.76 

Semi Critical 

20 SD-A 

0801000800254000 

0.22 

0.00 

(104.40) 

0.00 

0.02 

0.02 

0.01 

0.04 

0.00 

- 

0.0091 

0.0128 

- 

0.022 

0.023 

0.043 

0.002 

0.041 

0.009 

22.20 

Safe 



0.22 

0.09 

(111.71) 

0.08 

0.12 

0.20 

0.03 

0.19 

0.02 

0.0100 

0.0708 

0.1000 

- 

0.181 

0.202 

0.399 

0.020 

0.379 

0.063 

16.63 

Safe 

20 SD-B 

0801000800254100 

0.22 

0.00 

(107.19) 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0050 

0.0071 

- 

0.012 

0.012 

0.022 

0.001 

0.021 

0.009 

42.28 

Safe 



0.22 

0.11 

(111.22) 

0.09 

0.14 

0.23 

0.04 

0.21 

0.03 

0.0200 

0.0771 

0.1090 

- 

0.206 

0.232 

0.464 

0.023 

0.441 

0.108 

24.51 

Safe 

20 SJM 

0801000600142300 

0.22 

0.07 

65.12 

0.08 

0.05 

0.13 

0.05 

0.21 

0.02 

- 

0.0268 

0.0379 

- 

0.065 

0.083 

0.211 

0.011 

0.201 

0.018 

8.96 

Safe 

21 A 

0801000600163700 

0.25 

0.10 

- 

0.10 

0.72 

0.82 

0.05 

0.21 

0.03 

- 

- 

- 

- 

- 

0.028 

0.845 

0.085 

0.761 

- 

- 

Safe 

21 APD-A 

0801000600151500 

0.22 

0.04 

29.35 

0.05 

0.02 

0.07 

0.05 

0.21 

0.01 

- 

0.0144 

0.0163 

- 

0.031 

0.043 

0.117 

0.006 

0.111 

0.027 

24.24 

Safe 

21 APD-B 

0801000600150000 

0.22 

0.04 

26.12 

0.05 

0.02 

0.08 

0.05 

0.21 

0.01 

- 

0.0150 

0.0170 

- 

0.032 

0.045 

0.122 

0.006 

0.116 

0.018 

15.52 

Safe 

21GB 

0801000800246800 

0.25 

0.00 

(8,806.38) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

- 

- 

Safe 



0.25 

0.00 

(1,768.69) 

0.00 

0.21 

0.21 

0.01 

0.03 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.223 

0.011 

0.212 

0.035 

16.49 

Safe 



0.22 

0.09 

(112.51) 

0.07 

0.14 

0.21 

0.03 

0.17 

0.02 

0.0300 

0.0739 

0.1045 

- 

0.208 

0.228 

0.435 

0.022 

0.413 

0.144 

34.88 

Safe 



0.22 

0.00 

(2,220.29) 

0.00 

0.19 

0.19 

0.01 

0.03 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.201 

0.010 

0.191 

0.027 

14.16 

Safe 

21 P 

0801000600170300 

0.25 

0.15 

- 

0.15 

0.06 

0.22 

0.05 

0.21 

0.04 

- 

0.0361 

0.0511 

- 

0.087 

0.130 

0.346 

0.035 

0.311 

- 

- 

Safe 

21 PTD 

0801000500130300 

0.25 

0.06 

58.92 

0.07 

0.03 

0.09 

0.05 

0.21 

0.02 

0.0100 

0.0166 

0.0187 

- 

0.045 

0.061 

0.155 

0.008 

0.148 

0.072 

49.05 

Safe 

21 SD-A 

0801000800254200 

0.22 

0.00 

(110.34) 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0035 

0.0050 

- 

0.009 

0.009 

0.016 

0.001 

0.015 

0.009 

60.07 

Safe 



0.22 

0.08 

(113.11) 

0.06 

0.10 

0.16 

0.04 

0.21 

0.02 

0.0100 

0.0555 

0.0784 

- 

0.144 

0.162 

0.322 

0.016 

0.306 

0.054 

17.65 

Safe 

21 SD-B 

0801000800254300 

0.22 

0.00 

(100.00) 

0.00 

0.01 

0.02 

0.01 

0.04 

0.00 

- 

0.0084 

0.0118 

- 

0.020 

0.021 

0.039 

0.002 

0.037 

0.018 

48.47 

Safe 



0.22 

0.09 

(114.91) 

0.08 

0.13 

0.21 

0.04 

0.19 

0.02 

0.0200 

0.0702 

0.0991 

- 

0.189 

0.211 

0.416 

0.021 

0.396 

0.081 

20.48 

Safe 

21 SJM 

0801000600146400 

0.22 

0.08 

80.72 

0.09 

0.05 

0.15 

0.05 

0.21 

0.02 

- 

0.0307 

0.0434 

- 

0.074 

0.095 

0.242 

0.012 

0.230 

- 

- 

Safe 

21/23 NP 

0801000500125000 

0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.25 

0.00 

(360.40) 

0.00 

0.02 

0.02 

0.01 

0.03 

0.00 

- 

0.0126 

0.0178 

- 

0.031 

0.031 

0.055 

0.003 

0.052 

0.018 

34.73 

Safe 

22 A-A 

0801000600161800 

0.25 

0.13 

- 

0.13 

1.14 

1.27 

0.05 

0.21 

0.04 

- 

- 

- 

- 

- 

0.037 

1.305 

0.131 

1.175 

0.012 

1.02 

Safe 

22 A-B 

0801000600161900 

0.25 

0.08 

- 

0.08 

0.79 

0.87 

0.05 

0.21 

0.02 

- 

- 

- 

- 

- 

0.022 

0.887 

0.089 

0.798 

0.035 

4.38 

Safe 

22 APD 

0801000600151600 

0.22 

0.06 

17.07 

0.07 

0.03 

0.11 

0.05 

0.21 

0.02 

- 

0.0208 

0.0235 

- 

0.044 

0.062 

0.167 

0.008 

0.159 

- 

- 

Safe 

22 GB 

0801000800247200 

0.22 

0.05 

(86.07) 

0.04 

0.06 

0.10 

0.04 

0.23 

0.01 

0.0400 

0.0304 

0.0429 

- 

0.113 

0.125 

0.226 

0.011 

0.215 

0.216 

100.69 

Over Exploited 

22 NP 

0801000500124200 

0.25 

0.25 

(125.77) 

0.20 

0.24 

0.44 

0.04 

0.23 

0.06 

0.0300 

0.1357 

0.1918 

- 

0.358 

0.414 

0.855 

0.043 

0.812 

0.154 

19.03 

Safe 

22 P 

0801000600170200 

0.25 

0.17 

(126.16) 

0.14 

0.07 

0.21 

0.04 

0.20 

0.05 

- 

0.0417 

0.0590 

- 

0.101 

0.148 

0.358 

0.018 

0.340 

- 

- 

Safe 

22 PTD-A 

0801000500129900 

0.25 

0.01 

208.64 

0.01 

0.01 

0.02 

0.03 

0.12 

0.00 

0.0100 

0.0043 

0.0049 

- 

0.019 

0.021 

0.038 

0.002 

0.036 

0.045 

124.46 

Over Exploited 

22 PTD-B 

0801000500130000 

0.25 

0.01 

367.30 

0.01 

0.01 

0.02 

0.01 

0.07 

0.00 

0.0100 

0.0079 

0.0090 

- 

0.027 

0.029 

0.052 

0.003 

0.050 

0.036 

72.77 

Semi Critical 

22 SD 

0801000900280400 

0.25 

0.22 

(85.00) 

0.17 

0.13 

0.31 

0.04 

0.22 

0.05 

0.0300 

0.0700 

0.0990 

- 

0.199 

0.251 

0.558 

0.028 

0.530 

0.181 

34.10 

Safe 

22 SJM 

0801000600146500 

0.22 

0.08 

73.20 

0.10 

0.06 

0.16 

0.05 

0.21 

0.02 

- 

0.0332 

0.0469 

- 

0.080 

0.103 

0.262 

0.013 

0.249 

- 

- 

Safe 

23 A-A 

0801000600163600 

0.25 

0.04 

- 

0.04 

0.27 

0.31 

0.05 

0.21 

0.01 

- 

- 

- 

- 

- 

0.011 

0.317 

0.032 

0.285 

- 

- 

Safe 

23 A-B 

0801000600162200 

0.25 

0.06 

- 

0.06 

0.45 

0.51 

0.05 

0.21 

0.02 

- 

- 

- 

- 

- 

0.018 

0.529 

0.053 

0.476 

- 

- 

Safe 

23 APD 

0801000600151800 

0.22 

0.08 

34.47 

0.09 

0.04 

0.13 

0.05 

0.21 

0.02 

- 

0.0253 

0.0287 

- 

0.054 

0.075 

0.206 

0.010 

0.196 

0.027 

13.79 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


23 GB 

080100080024690C 

5.152 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.205 

0.14 

0.200 

0.00 

0.00 

0.07 

0.00 

0.00 

-0.07 

-0.03 

0.01 

0.000 

0.01 

0.02 





Saline 

Gang Canal 

Command 

Younger Alluvium 

4.038 

0.14 

0.180 

0.05 

0.01 

0.08 

0.10 

0.00 

-0.04 

-0.01 

0.22 

0.000 

0.15 

0.39 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.909 

0.14 

0.180 

0.01 

0.00 

0.33 

0.00 

0.00 

-0.29 

-0.11 

0.05 

0.000 

0.03 

0.09 


23 P 

080100060017000C 

7.854 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.246 

0.01 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.010 

0.01 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

6.897 

0.01 

0.200 

0.00 

0.00 

0.05 

0.07 

0.00 

-0.11 

-0.07 

0.00 

0.000 

0.15 

0.22 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.701 

0.01 

0.200 

0.00 

0.00 

0.17 

0.00 

0.00 

-0.17 

-0.11 

0.00 

0.000 

0.01 

0.02 


23 PTD-A 

0801000600142100 

1.335 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.335 

0.64 

0.180 

0.00 

0.00 

0.02 

0.02 

0.00 

0.12 

0.07 

0.00 

0.000 

0.17 

0.28 


23 PTD-B 

0801000600142000 

4.849 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.842 

0.64 

0.180 

0.00 

0.00 

0.05 

0.05 

0.00 

0.47 

0.27 

0.00 

0.000 

0.17 

0.29 


23 SD 

0801000800254400 

1.256 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.256 

0.12 

0.180 

0.02 

0.01 

0.02 

0.03 

0.00 

-0.02 

-0.01 

0.09 

0.000 

0.19 

0.53 


23 SJM 

0801000600146600 

1.063 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.063 

0.69 

0.180 

0.00 

0.00 

0.01 

0.02 

0.00 

0.10 

0.07 

0.00 

0.000 

0.17 

0.27 


239.500 RD 

0801000900256600 

7.716 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

7.716 

0.03 

0.200 

0.02 

0.01 

0.09 

0.11 

0.00 

-0.14 

-0.04 

0.08 

0.001 

0.20 

0.64 


24 A-A 

0801000600162000 

2.455 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.455 

-0.15 

0.200 

0.00 

0.00 

0.73 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.17 

0.25 


24 A-B 

0801000600162100 

0.814 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.814 

-0.13 

0.200 

0.00 

0.00 

0.24 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.17 

0.25 


24 APD 

0801000600152000 

3.170 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.170 

0.50 

0.180 

0.00 

0.00 

0.03 

0.03 

0.00 

0.23 

0.15 

0.02 

0.000 

0.17 

0.25 


24 APD-A 

0801000600151900 

1.699 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.699 

0.45 

0.180 

0.00 

0.00 

0.02 

0.02 

0.00 

0.10 

0.07 

0.01 

0.000 

0.17 

0.25 


24 GB 

0801000800247100 

9.572 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.352 

0.16 

0.180 

0.01 

0.00 

0.04 

0.05 

0.00 

0.02 

0.01 

0.04 

0.000 

0.06 

0.17 






Gang Canal 

Command 

Younger Alluvium 

6.220 

0.16 

0.180 

0.02 

0.00 

0.12 

0.15 

0.00 

-0.07 

-0.03 

0.07 

0.000 

0.12 

0.31 


24 NP 

0801000500133100 

3.492 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.443 

0.01 

0.200 

0.05 

0.01 

0.06 

0.08 

0.00 

-0.10 

-0.04 

0.22 

0.001 

0.18 

0.47 


24 P 

0801000600170100 

4.558 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.169 

0.02 

0.200 

0.00 

0.00 

0.03 

0.04 

0.00 

-0.06 

-0.04 

0.00 

0.000 

0.15 

0.24 


24 PTD 

0801000500129800 

1.897 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.897 

0.65 

0.200 

0.02 

0.00 

0.02 

0.02 

0.00 

0.23 

0.14 

0.06 

0.001 

0.17 

0.28 


24 SD 

0801000900280600 

1.691 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.691 

0.18 

0.200 

0.09 

0.02 

0.02 

0.02 

0.00 

0.09 

0.04 

0.35 

0.000 

0.18 

0.44 


24 SJM 

0801000600141900 

5.371 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.371 

0.68 

0.180 

0.00 

0.00 

0.06 

0.08 

0.00 

0.51 

0.31 

0.00 

0.000 

0.17 

0.27 


25 A-A 

0801000600162300 

2.477 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.477 

-0.12 

0.200 

0.00 

0.00 

0.74 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.17 

0.25 


25 A-B 

0801000600162400 

1.757 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.757 

-0.10 

0.200 

0.01 

0.00 

0.52 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.17 

0.25 


25 APD(A) 

0801000600149200 

2.824 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.824 

0.47 

0.180 

0.00 

0.00 

0.03 

0.03 

0.00 

0.19 

0.12 

0.00 

0.000 

0.17 

0.25 


25 APD-B 

0801000600148800 

3.754 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.754 

0.49 

0.180 

0.00 

0.00 

0.04 

0.04 

0.00 

0.26 

0.17 

0.00 

0.000 

0.17 

0.25 


25 GB 

0801000800247000 

7.924 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.390 

0.18 

0.180 

0.02 

0.01 

0.03 

0.04 

0.00 

0.02 

0.01 

0.10 

0.000 

0.05 

0.14 






Gang Canal 

Command 

Younger Alluvium 

5.533 

0.18 

0.180 

0.06 

0.02 

0.10 

0.14 

0.00 

-0.02 

-0.01 

0.24 

0.000 

0.13 

0.32 


25 NP 

0801000500133000 

1.600 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.471 

0.02 

0.200 

0.01 

0.00 

0.03 

0.04 

0.00 

-0.05 

-0.02 

0.05 

0.000 

0.16 

0.39 


25 PTD 

0801000500129700 

2.760 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.662 

0.62 

0.200 

0.01 

0.00 

0.03 

0.03 

0.00 

0.29 

0.16 

0.05 

0.001 

0.16 

0.28 


25 SJM 

0801000600141700 

5.021 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.021 

0.64 

0.180 

0.00 

0.00 

0.05 

0.05 

0.00 

0.49 

0.29 

0.01 

0.000 

0.17 

0.28 


26 A 

0801000600155800 

4.225 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

4.225 

-0.09 

0.200 

0.03 

0.00 

1.26 

0.00 

0.00 

0.00 

0.00 

0.09 

0.000 

0.17 

0.25 


26 APD 

0801000600153100 

2.149 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.149 

0.48 

0.180 

0.00 

0.00 

0.02 

0.02 

0.00 

0.14 

0.10 

0.00 

0.000 

0.17 

0.25 


26 GB 

0801000800243800 

5.177 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

3.787 

0.17 

0.200 

0.00 

0.00 

1.36 

0.00 

0.00 

-1.23 

-0.46 

0.00 

0.000 

0.13 

0.36 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.232 

0.17 

0.180 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 






Ghaggar River Bed 

Command 

Younger Alluvium 

1.157 

0.17 

0.180 

0.00 

0.00 

0.41 

0.00 

0.00 

-0.38 

-0.14 

0.00 

0.000 

0.04 

0.11 


26 PTD 

0801000500129600 

0.605 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.605 

0.64 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.08 

0.04 

0.04 

0.000 

0.17 

0.28 


26 SJM 

0801000600141800 

4.337 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.337 

0.66 

0.180 

0.00 

0.00 

0.04 

0.04 

0.00 

0.43 

0.27 

0.01 

0.000 

0.17 

0.27 


27 A 

0801000600155500 

3.353 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

3.353 

-0.05 

0.200 

0.01 

0.00 

1.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.000 

0.17 

0.25 


27 APD-A 

0801000600148700 

2.285 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.285 

0.52 

0.180 

0.00 

0.00 

0.02 

0.02 

0.00 

0.17 

0.11 

0.01 

0.000 

0.17 

0.25 


27 APD-B 

0801000600148600 

2.132 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.132 

0.55 

0.180 

0.00 

0.00 

0.02 

0.02 

0.00 

0.17 

0.11 

0.01 

0.000 

0.17 

0.25 


27 GB 

0801000800243700 

3.023 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.753 

0.18 

0.200 

0.00 

0.00 

0.63 

0.00 

0.00 

-0.57 

-0.22 

0.00 

0.000 

0.11 

0.28 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.448 

0.18 

0.180 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

0.00 

0.00 

0.000 

0.03 

0.07 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.822 

0.18 

0.180 

0.00 

0.00 

0.29 

0.00 

0.00 

-0.27 

-0.10 

0.00 

0.000 

0.05 

0.13 


27 NP-A 

0801000500119500 

5.306 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.171 

0.08 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.969 

0.08 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

-0.03 

-0.01 

0.00 

0.000 

0.03 

0.07 


27 NP-B 

0801000500119400 

5.600 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.433 

0.08 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

-0.01 

0.00 

0.000 

0.01 

0.03 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.087 

0.08 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


27 PTD 

0801000500129400 

2.743 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.129 

0.60 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

0.21 

0.12 

0.02 

0.001 

0.13 

0.23 


28 A 

0801000600155600 

2.574 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.631 

0.07 

0.200 

0.00 

0.00 

0.49 

0.00 

0.00 

-0.46 

-0.31 

0.01 

0.000 

0.11 

0.16 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.225 

0.07 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.717 

0.07 

0.180 

0.00 

0.00 

0.21 

0.00 

0.00 

-0.20 

-0.14 

0.00 

0.000 

0.05 

0.07 


28 APD-A 

0801000600153200 

2.315 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.315 

0.48 

0.180 

0.00 

0.00 

0.02 

0.02 

0.00 

0.16 

0.10 

0.00 

0.000 

0.17 

0.25 


28 APD-B 

0801000600153300 

1.866 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.866 

0.53 

0.180 

0.00 

0.00 

0.02 

0.02 

0.00 

0.14 

0.09 

0.01 

0.000 

0.17 

0.25 


28 GB-A 

0801000800243400 

2.465 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.283 

0.19 

0.180 

0.02 

0.00 

0.04 

0.06 

0.00 

0.00 

0.00 

0.06 

0.000 

0.17 

0.42 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.182 

0.19 

0.180 

0.00 

0.00 

0.07 

0.00 

0.00 

-0.06 

-0.02 

0.01 

0.000 

0.01 

0.03 


28GB-B 

0801000800243300 

9.709 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.848 

0.20 

0.180 

0.01 

0.00 

0.06 

0.07 

0.00 

0.06 

0.02 

0.05 

0.000 

0.09 

0.22 






Gang Canal 

Command 

Younger Alluvium 

4.861 

0.20 

0.180 

0.01 

0.00 

0.09 

0.12 

0.00 

-0.03 

-0.01 

0.05 

0.000 

0.09 

0.22 


28 PTD 

0801000500129500 

2.237 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.237 

0.62 

0.200 

0.01 

0.00 

0.02 

0.02 

0.00 

0.24 

0.14 

0.04 

0.001 

0.17 

0.29 


29 A 

0801000600155300 

2.725 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.582 

0.09 

0.200 

0.00 

0.00 

0.77 

0.00 

0.00 

-0.73 

-0.48 

0.00 

0.000 

0.16 

0.24 





Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.144 

0.09 

0.180 

0.00 

0.00 

0.04 

0.00 

0.00 

-0.04 

-0.03 

0.00 

0.000 

0.01 

0.01 


29 APD 

0801000600148500 

3.242 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.242 

0.59 

0.180 

0.00 

0.00 

0.03 

0.03 

0.00 

0.28 

0.18 

0.01 

0.000 

0.17 

0.25 


29 GB-A (RURAL) 

0801000800243600 

1.566 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.819 

0.18 

0.200 

0.00 

0.00 

0.29 

0.00 

0.00 

-0.26 

-0.10 

0.00 

0.000 

0.10 

0.24 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.090 

0.18 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.03 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.657 

0.18 

0.180 

0.00 

0.00 

0.24 

0.00 

0.00 

-0.21 

-0.08 

0.00 

0.000 

0.08 

0.20 


29 GB-B (RURAL) 

0801000800243500 

2.594 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.202 

0.19 

0.200 

0.00 

0.00 

0.43 

0.00 

0.00 

-0.38 

-0.15 

0.00 

0.000 

0.08 

0.21 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.001 

0.19 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

23 GB 

0801000800246900 

0.25 

0.00 

(30,861.15) 

0.00 

0.07 

0.07 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.074 

0.004 

0.070 

0.012 

17.12 

Safe 



0.22 

0.13 

(110.24) 

0.10 

0.18 

0.29 

0.03 

0.18 

0.03 

0.0400 

0.1019 

0.1440 

- 

0.286 

0.316 

0.604 

0.030 

0.573 

0.216 

37.67 

Safe 



0.22 

0.01 

(143,341.61) 

0.01 

0.33 

0.33 

0.01 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.342 

0.017 

0.325 

0.045 

13.86 

Safe 

23 P 

0801000600170000 

0.25 

0.00 

(877.79) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0024 

0.0034 

- 

0.006 

0.006 

0.010 

0.001 

0.010 

- 

- 

Safe 



0.25 

0.00 

(296,411.72) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

- 

- 

Safe 



0.25 

0.25 

(127.18) 

0.20 

0.12 

0.32 

0.04 

0.19 

0.07 

- 

0.0676 

0.0956 

- 

0.163 

0.234 

0.556 

0.028 

0.528 

- 

- 

Safe 



0.25 

0.00 

(4,239.33) 

0.00 

0.17 

0.17 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.170 

0.008 

0.161 

- 

- 

Safe 

23 PTD-A 

0801000600142100 

0.22 

0.05 

43.74 

0.06 

0.03 

0.09 

0.05 

0.21 

0.01 

- 

0.0196 

0.0277 

- 

0.047 

0.061 

0.155 

0.008 

0.147 

- 

- 

Safe 

23 PTD-B 

0801000600142000 

0.22 

0.18 

53.14 

0.21 

0.09 

0.31 

0.05 

0.21 

0.05 

- 

0.0594 

0.0671 

- 

0.127 

0.176 

0.484 

0.024 

0.460 

- 

- 

Safe 

23 SD 

0801000800254400 

0.22 

0.05 

(111.42) 

0.04 

0.06 

0.11 

0.04 

0.23 

0.01 

0.0200 

0.0317 

0.0448 

- 

0.097 

0.108 

0.214 

0.011 

0.203 

0.090 

44.31 

Safe 

23 SJM 

0801000600146600 

0.22 

0.04 

66.68 

0.05 

0.03 

0.07 

0.05 

0.21 

0.01 

- 

0.0156 

0.0221 

- 

0.038 

0.049 

0.123 

0.006 

0.117 

- 

- 

Safe 

239.500 RD 

0801000900256600 

0.25 

0.38 

(111.37) 

0.31 

0.21 

0.52 

0.04 

0.24 

0.08 

0.0200 

0.1135 

0.1604 

- 

0.294 

0.371 

0.888 

0.044 

0.843 

0.082 

9.72 

Safe 

24 A-A 

0801000600162000 

0.25 

0.08 

- 

0.08 

0.73 

0.81 

0.05 

0.21 

0.02 

- 

- 

- 

- 

- 

0.023 

0.834 

0.083 

0.751 

0.012 

1.60 

Safe 

24 A-B 

0801000600162100 

0.25 

0.03 

- 

0.03 

0.24 

0.28 

0.05 

0.21 

0.01 

- 

- 

- 

- 

- 

0.010 

0.286 

0.029 

0.258 

0.012 

4.66 

Safe 

24APD 

0801000600152000 

0.22 

0.12 

29.12 

0.14 

0.06 

0.20 

0.05 

0.21 

0.03 

- 

0.0389 

0.0439 

- 

0.083 

0.116 

0.316 

0.016 

0.300 

0.018 

6.00 

Safe 

24 APD-A 

0801000600151900 

0.22 

0.06 

11.20 

0.07 

0.03 

0.10 

0.05 

0.21 

0.02 

- 

0.0208 

0.0235 

- 

0.044 

0.062 

0.164 

0.008 

0.156 

0.009 

5.78 

Safe 

24 GB 

0801000800247100 

0.22 

0.05 

(83.26) 

0.04 

0.09 

0.13 

0.02 

0.08 

0.01 

0.0100 

0.0493 

0.0697 

- 

0.129 

0.140 

0.265 

0.013 

0.252 

0.036 

14.28 

Safe 



0.22 

0.16 

(115.87) 

0.13 

0.27 

0.40 

0.03 

0.15 

0.04 

0.0100 

0.1570 

0.2218 

- 

0.389 

0.427 

0.826 

0.041 

0.785 

0.072 

9.17 

Safe 

24 NP 

0801000500133100 

0.25 

0.15 

(125.51) 

0.12 

0.16 

0.28 

0.04 

0.22 

0.04 

0.0400 

0.0869 

0.1228 

- 

0.250 

0.286 

0.567 

0.028 

0.538 

0.217 

40.29 

Safe 

24 P 

0801000600170100 

0.25 

0.16 

(124.15) 

0.13 

0.07 

0.20 

0.04 

0.20 

0.04 

- 

0.0409 

0.0578 

- 

0.099 

0.144 

0.343 

0.017 

0.326 

- 

- 

Safe 

24 PTD 

0801000500129800 

0.25 

0.08 

70.25 

0.10 

0.04 

0.13 

0.05 

0.21 

0.02 

0.0100 

0.0233 

0.0263 

- 

0.060 

0.082 

0.214 

0.011 

0.203 

0.064 

31.28 

Safe 

24 SD 

0801000900280600 

0.25 

0.08 

(52.74) 

0.06 

0.06 

0.12 

0.04 

0.22 

0.02 

0.0700 

0.0249 

0.0352 

- 

0.130 

0.149 

0.274 

0.014 

0.260 

0.351 

135.15 

Over Exploited 

24 SJM 

0801000600141900 

0.22 

0.20 

58.24 

0.24 

0.14 

0.38 

0.05 

0.21 

0.06 

- 

0.0790 

0.1117 

- 

0.191 

0.246 

0.624 

0.031 

0.592 

- 

- 

Safe 

25 A-A 

0801000600162300 

0.25 

0.10 

- 

0.10 

0.74 

0.84 

0.05 

0.21 

0.03 

- 

- 

- 

- 

- 

0.029 

0.871 

0.087 

0.784 

0.012 

1.53 

Safe 

25 A-B 

0801000600162400 

0.25 

0.07 

- 

0.07 

0.52 

0.60 

0.05 

0.21 

0.02 

- 

- 

- 

- 

- 

0.021 

0.618 

0.062 

0.556 

0.023 

4.14 

Safe 

25 APD(A) 

0801000600149200 

0.22 

0.10 

18.39 

0.12 

0.05 

0.18 

0.05 

0.21 

0.03 

- 

0.0346 

0.0391 

- 

0.074 

0.103 

0.280 

0.014 

0.266 

- 

- 

Safe 

25 APD-B 

0801000600148800 

0.22 

0.14 

24.40 

0.16 

0.07 

0.24 

0.05 

0.21 

0.04 

- 

0.0460 

0.0520 

- 

0.098 

0.137 

0.374 

0.019 

0.355 

- 

- 

Safe 

25 GB 

0801000800247000 

0.22 

0.03 

(67.43) 

0.02 

0.07 

0.10 

0.01 

0.07 

0.01 

0.0200 

0.0352 

0.0497 

- 

0.105 

0.112 

0.207 

0.010 

0.197 

0.099 

50.30 

Safe 



0.22 

0.15 

(105.76) 

0.12 

0.26 

0.38 

0.03 

0.16 

0.04 

0.0500 

0.1396 

0.1973 

- 

0.387 

0.424 

0.807 

0.040 

0.767 

0.243 

31.70 

Safe 

25 NP 

0801000500133000 

0.25 

0.06 

(134.33) 

0.05 

0.06 

0.11 

0.04 

0.20 

0.01 

0.0100 

0.0371 

0.0525 

- 

0.100 

0.114 

0.225 

0.011 

0.214 

0.054 

25.45 

Safe 

25 PTD 

0801000500129700 

0.25 

0.11 

52.38 

0.13 

0.05 

0.18 

0.04 

0.21 

0.03 

0.0100 

0.0326 

0.0369 

- 

0.080 

0.109 

0.290 

0.015 

0.276 

0.055 

19.85 

Safe 

25 SJM 

0801000600141700 

0.22 

0.19 

57.35 

0.22 

0.10 

0.32 

0.05 

0.21 

0.05 

- 

0.0615 

0.0696 

- 

0.131 

0.183 

0.502 

0.025 

0.477 

0.009 

1.89 

Safe 

26 A 

0801000600155800 

0.25 

0.10 

- 

0.10 

1.26 

1.36 

0.05 

0.21 

0.03 

0.0100 

- 

- 

- 

0.010 

0.039 

1.400 

0.140 

1.260 

0.093 

7.38 

Safe 

26 APD 

0801000600153100 

0.22 

0.08 

21.15 

0.09 

0.04 

0.14 

0.05 

0.21 

0.02 

- 

0.0263 

0.0298 

- 

0.056 

0.078 

0.214 

0.011 

0.203 

- 

- 

Safe 

26 GB 

0801000800243800 

0.25 

0.10 

(4,180.43) 

0.08 

1.36 

1.44 

0.03 

0.17 

0.02 

- 

- 

- 

- 

- 

0.024 

1.463 

0.073 

1.390 

- 

- 

Safe 



0.22 

0.00 

(384.41) 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0059 

0.0083 

- 

0.014 

0.014 

0.025 

0.001 

0.023 

- 

- 

Safe 



0.22 

0.01 

(195,335.35) 

0.01 

0.41 

0.42 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.002 

0.425 

0.021 

0.404 

- 

- 

Safe 

26 PTD 

0801000500129600 

0.25 

0.03 

76.25 

0.03 

0.01 

0.04 

0.05 

0.21 

0.01 

0.0100 

0.0074 

0.0084 

- 

0.026 

0.033 

0.075 

0.004 

0.071 

0.036 

50.77 

Safe 

26 SJM 

0801000600141800 

0.22 

0.16 

67.36 

0.19 

0.08 

0.28 

0.05 

0.21 

0.04 

- 

0.0532 

0.0601 

- 

0.113 

0.158 

0.433 

0.022 

0.412 

0.009 

2.19 

Safe 

27 A 

0801000600155500 

0.25 

0.14 

- 

0.14 

1.00 

1.14 

0.05 

0.21 

0.04 

0.0100 

- 

- 

- 

0.010 

0.049 

1.189 

0.119 

1.070 

0.059 

5.52 

Safe 

27 APD-A 

0801000600148700 

0.22 

0.08 

35.16 

0.10 

0.04 

0.14 

0.05 

0.21 

0.02 

- 

0.0280 

0.0317 

- 

0.060 

0.083 

0.228 

0.011 

0.216 

0.009 

4.16 

Safe 

27 APD-B 

0801000600148600 

0.22 

0.08 

43.07 

0.09 

0.04 

0.13 

0.05 

0.21 

0.02 

- 

0.0261 

0.0295 

- 

0.056 

0.078 

0.212 

0.011 

0.202 

0.009 

4.46 

Safe 

27 GB 

0801000800243700 

0.25 

0.03 

(3,050.90) 

0.03 

0.63 

0.65 

0.03 

0.13 

0.01 

- 

- 

- 

- 

- 

0.007 

0.660 

0.033 

0.627 

- 

- 

Safe 



0.22 

0.00 

(174.88) 

0.00 

0.02 

0.02 

0.01 

0.03 

0.00 

- 

0.0113 

0.0160 

- 

0.027 

0.028 

0.049 

0.002 

0.047 

- 

- 

Safe 



0.22 

0.01 

(383,935.10) 

0.01 

0.29 

0.30 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.002 

0.303 

0.015 

0.288 

- 

- 

Safe 

27 NP-A 

0801000500119500 

0.25 

0.00 

(1,047.93) 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0043 

0.0061 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.000 

0.28 

Safe 



0.25 

0.01 

(263.24) 

0.01 

0.04 

0.05 

0.01 

0.04 

0.00 

- 

0.0245 

0.0346 

- 

0.059 

0.061 

0.109 

0.005 

0.103 

0.000 

0.26 

Safe 

27 NP-B 

0801000500119400 

0.25 

0.00 

(508.20) 

0.00 

0.02 

0.02 

0.00 

0.02 

0.00 

- 

0.0109 

0.0154 

- 

0.026 

0.027 

0.047 

0.002 

0.044 

0.000 

0.27 

Safe 



0.25 

0.00 

(2,213.79) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0022 

0.0031 

- 

0.005 

0.005 

0.009 

0.000 

0.009 

0.000 

0.28 

Safe 

27 PTD 

0801000500129400 

0.25 

0.07 

74.54 

0.08 

0.04 

0.12 

0.04 

0.17 

0.02 

- 

0.0261 

0.0295 

- 

0.056 

0.075 

0.199 

0.010 

0.189 

0.019 

9.82 

Safe 

28 A 

0801000600155600 

0.25 

0.04 

(812.46) 

0.03 

0.49 

0.52 

0.03 

0.14 

0.01 

- 

- 

- 

- 

- 

0.012 

0.533 

0.027 

0.506 

0.012 

2.37 

Safe 



0.22 

0.00 

(238.69) 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0028 

0.0031 

- 

0.006 

0.006 

0.011 

0.001 

0.010 

- 

- 

Safe 



0.22 

0.01 

(1,949.54) 

0.01 

0.21 

0.22 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.002 

0.222 

0.011 

0.211 

- 

- 

Safe 

28 APD-A 

0801000600153200 

0.22 

0.08 

21.52 

0.10 

0.04 

0.15 

0.05 

0.21 

0.02 

- 

0.0284 

0.0321 

- 

0.061 

0.084 

0.231 

0.012 

0.219 

- 

- 

Safe 

28 APD-B 

0801000600153300 

0.22 

0.07 

37.01 

0.08 

0.04 

0.12 

0.05 

0.21 

0.02 

- 

0.0229 

0.0259 

- 

0.049 

0.068 

0.186 

0.009 

0.177 

0.009 

5.10 

Safe 

28 GB-A 

0801000800243400 

0.22 

0.08 

(100.47) 

0.07 

0.10 

0.17 

0.04 

0.21 

0.02 

0.0100 

0.0576 

0.0814 

- 

0.149 

0.169 

0.336 

0.017 

0.319 

0.063 

19.76 

Safe 



0.22 

0.00 

(4,479.24) 

0.00 

0.07 

0.07 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.066 

0.003 

0.063 

0.009 

14.38 

Safe 

28GB-B 

0801000800243300 

0.22 

0.10 

(75.75) 

0.08 

0.13 

0.20 

0.02 

0.11 

0.02 

0.0100 

0.0713 

0.1008 

- 

0.182 

0.205 

0.409 

0.020 

0.388 

0.045 

11.59 

Safe 



0.22 

0.10 

(110.98) 

0.08 

0.21 

0.29 

0.02 

0.11 

0.02 

0.0100 

0.1227 

0.1733 

- 

0.306 

0.329 

0.617 

0.031 

0.586 

0.054 

9.21 

Safe 

28 PTD 

0801000500129500 

0.25 

0.09 

50.73 

0.11 

0.04 

0.16 

0.05 

0.21 

0.03 

0.0100 

0.0274 

0.0310 

- 

0.068 

0.094 

0.251 

0.013 

0.238 

0.037 

15.39 

Safe 

29 A 

0801000600155300 

0.25 

0.10 

(570.40) 

0.08 

0.77 

0.85 

0.04 

0.20 

0.03 

- 

- 

- 

- 

- 

0.029 

0.880 

0.044 

0.836 

- 

- 

Safe 



0.22 

0.00 

(9,788.81) 

0.00 

0.04 

0.04 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.043 

0.002 

0.041 

- 

- 

Safe 

29 APD 

0801000600148500 

0.22 

0.12 

55.10 

0.14 

0.06 

0.20 

0.05 

0.21 

0.03 

- 

0.0397 

0.0449 

- 

0.085 

0.118 

0.323 

0.016 

0.307 

0.009 

2.93 

Safe 

29 GB-A (RURAL) 

0801000800243600 

0.25 

0.01 

(2,412.89) 

0.01 

0.29 

0.30 

0.02 

0.12 

0.00 

- 

- 

- 

- 

- 

0.002 

0.304 

0.015 

0.288 

- 

- 

Safe 



0.22 

0.00 

(291.07) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0023 

0.0032 

- 

0.006 

0.006 

0.010 

0.000 

0.009 

- 

- 

Safe 



0.22 

0.01 

(851.05) 

0.01 

0.24 

0.24 

0.02 

0.09 

0.00 

- 

- 

- 

- 

- 

0.003 

0.247 

0.012 

0.234 

- 

- 

Safe 

29 GB-B (RURAL) 

0801000800243500 

0.25 

0.02 

(7,544.83) 

0.02 

0.43 

0.45 

0.02 

0.10 

0.01 

- 

- 

- 

- 

- 

0.005 

0.452 

0.023 

0.430 

- 

- 

Safe 



0.22 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 






Ghaggar River Bed 

Command 

Younger Alluvium 

1.392 

0.19 

0.180 

0.00 

0.00 

0.50 

0.00 

0.00 

-0.45 

-0.18 

0.00 

0.000 

0.10 

0.25 


3 A 

0801000600166500 

1.518 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.239 

0.54 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.03 

0.04 






Gang Canal 

Command 

Younger Alluvium 

0.920 

0.54 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

0.07 

0.05 

0.00 

0.000 

0.10 

0.15 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.037 

0.54 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 






Gang Canal 

Command 

Younger Alluvium 

0.323 

0.54 

0.180 

0.00 

0.00 

0.01 

0.01 

0.00 

0.02 

0.01 

0.00 

0.000 

0.04 

0.05 


3 AP 

0801000900287900 

2.352 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.081 

-0.11 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


3 APD-A 

0801000800233000 

0.855 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.855 

0.27 

0.180 

0.02 

0.00 

0.01 

0.01 

0.00 

0.04 

0.02 

0.10 

0.000 

0.17 

0.33 


3 APD-B 

0801000800232600 

0.534 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.534 

0.25 

0.180 

0.03 

0.00 

0.01 

0.01 

0.00 

0.04 

0.02 

0.11 

0.000 

0.17 

0.34 


3 APM 

0801000600152100 

2.970 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.970 

0.41 

0.180 

0.00 

0.00 

0.03 

0.03 

0.00 

0.16 

0.11 

0.01 

0.000 

0.17 

0.25 


3 AS 

0801000900280900 

1.865 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.865 

0.22 

0.200 

0.08 

0.01 

0.02 

0.02 

0.00 

0.11 

0.05 

0.32 

0.000 

0.18 

0.41 


3 BGD 

0801000800250400 

3.453 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.453 

0.13 

0.180 

0.01 

0.00 

0.04 

0.05 

0.00 

0.00 

0.00 

0.05 

0.000 

0.20 

0.62 


3 BGM 

0801000800252100 

3.975 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

3.975 

0.12 

0.200 

0.05 

0.01 

1.42 

0.00 

0.00 

-1.28 

-0.41 

0.21 

0.000 

0.19 

0.61 


3 BKM 

0801000900286000 

1.757 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.757 

0.25 

0.200 

0.05 

0.01 

0.01 

0.02 

0.00 

0.10 

0.04 

0.20 

0.000 

0.18 

0.41 


3 BKSM 

0801000900283000 

4.213 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.213 

0.16 

0.200 

0.04 

0.01 

0.04 

0.04 

0.00 

0.09 

0.04 

0.16 

0.001 

0.18 

0.44 


3 BLD 

0801000800230000 

1.946 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.946 

0.12 

0.180 

0.07 

0.02 

0.02 

0.03 

0.00 

0.04 

0.02 

0.30 

0.000 

0.18 

0.45 


3 BLM 

0801000800245500 

1.612 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.612 

0.15 

0.180 

0.05 

0.01 

0.02 

0.02 

0.00 

0.04 

0.02 

0.18 

0.000 

0.18 

0.46 


3 BLM-A 

0801000800245400 

2.144 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.144 

0.16 

0.180 

0.07 

0.02 

0.02 

0.03 

0.00 

0.06 

0.02 

0.30 

0.000 

0.18 

0.47 


3 BMM 

0801000900282000 

5.003 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.003 

-0.08 

0.200 

0.01 

0.00 

0.06 

0.07 

0.00 

0.00 

0.00 

0.05 

0.001 

0.18 

0.43 


3 BNM 

0801000900287200 

5.406 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.187 

0.06 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.04 

0.09 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.232 

0.06 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

0.00 

0.01 

0.000 

0.04 

0.09 


3 BNPM 

0801000900256000 

2.129 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.025 

-0.01 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


3 BPM 

0801000900279600 

1.870 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.171 

0.17 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.04 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.699 

0.17 

0.200 

0.01 

0.00 

0.02 

0.03 

0.00 

0.02 

0.01 

0.04 

0.000 

0.17 

0.44 



0801000900285200 

4.319 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.037 

0.08 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

0.03 

0.000 

0.04 

0.10 


3 BPSM 

0801000900280100 

2.022 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.022 

0.17 

0.200 

0.04 

0.01 

0.02 

0.03 

0.00 

0.04 

0.02 

0.15 

0.000 

0.18 

0.48 


3 DAM 

0801000800232200 

3.462 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.462 

0.21 

0.180 

0.00 

0.00 

0.03 

0.03 

0.00 

0.06 

0.03 

0.02 

0.000 

0.17 

0.37 


3 DJM 

0801000800236100 

3.994 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

3.926 

0.63 

0.200 

0.03 

0.00 

1.17 

0.00 

0.00 

-0.65 

-0.38 

0.13 

0.000 

0.17 

0.28 





Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.068 

0.63 

0.180 

0.00 

0.00 

0.02 

0.00 

0.00 

-0.01 

-0.01 

0.00 

0.000 

0.00 

0.00 


3GB-A 

0801000800251600 

4.110 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.395 

0.07 

0.200 

0.01 

0.00 

0.14 

0.00 

0.00 

-0.13 

-0.04 

0.05 

0.000 

0.02 

0.06 


3GB-B 

0801000800251800 

1.443 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.355 

-0.06 

0.200 

0.01 

0.00 

0.49 

0.00 

0.00 

0.00 

0.00 

0.05 

0.000 

0.18 

0.57 


3 H 

0801000600175000 

3.337 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.002 

-0.07 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


3 ISW-A 

0801000500134100 

2.336 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.067 

0.00 

0.200 

0.02 

0.01 

0.02 

0.03 

0.00 

0.00 

0.00 

0.09 

0.001 

0.16 

0.42 






Gang Canal 

Command 

Younger Alluvium 

0.269 

0.00 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.05 


3 ISW-B 

0801000500134000 

2.978 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.978 

0.00 

0.200 

0.02 

0.01 

0.03 

0.04 

0.00 

0.00 

0.00 

0.09 

0.001 

0.18 

0.49 


3 JKM 

0801000500140700 

1.584 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.428 

0.11 

0.200 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.02 

0.000 

0.05 

0.15 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.040 

0.11 

0.200 

0.00 

0.00 

0.01 

0.00 

0.00 

-0.01 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.116 

0.11 

0.200 

0.01 

0.00 

0.01 

0.02 

0.00 

0.01 

0.00 

0.03 

0.000 

0.13 

0.40 


3JKSM 

0801000500140400 

2.652 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.652 

0.04 

0.200 

0.01 

0.00 

0.03 

0.04 

0.00 

-0.04 

-0.01 

0.04 

0.001 

0.19 

0.53 


3 JSD 

0801000800250800 

5.313 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.025 

-0.02 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.263 

-0.02 

0.180 

0.04 

0.01 

0.06 

0.08 

0.00 

0.00 

0.00 

0.16 

0.000 

0.20 

0.63 


3 K 

0801000600165300 

1.372 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.372 

-0.17 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.17 

0.25 


3 KAM 

0801000600148000 

0.685 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.685 

0.69 

0.180 

0.00 

0.00 

0.01 

0.01 

0.00 

0.07 

0.05 

0.00 

0.000 

0.17 

0.26 


3 KSD 

0801000800227400 

3.604 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.206 

0.25 

0.180 

0.04 

0.01 

0.03 

0.03 

0.00 

0.07 

0.03 

0.17 

0.000 

0.10 

0.22 






Gang Canal 

Command 

Younger Alluvium 

1.398 

0.25 

0.180 

0.03 

0.01 

0.03 

0.03 

0.00 

0.02 

0.01 

0.11 

0.000 

0.07 

0.14 


3 KSM 

0801000600149600 

2.682 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.682 

0.59 

0.180 

0.00 

0.00 

0.03 

0.03 

0.00 

0.23 

0.15 

0.01 

0.000 

0.17 

0.26 



0801000900274600 

2.524 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.803 

0.19 

0.200 

0.02 

0.00 

0.01 

0.01 

0.00 

0.03 

0.01 

0.07 

0.000 

0.06 

0.15 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.722 

0.19 

0.200 

0.02 

0.01 

0.02 

0.03 

0.00 

0.03 

0.01 

0.09 

0.000 

0.12 

0.32 


3 KWM 

0801000500140100 

2.668 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.668 

0.06 

0.200 

0.00 

0.00 

0.03 

0.04 

0.00 

-0.04 

-0.01 

0.02 

0.001 

0.19 

0.58 


3 LC-A 

0801000800249700 

2.500 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.500 

0.02 

0.180 

0.08 

0.02 

0.03 

0.04 

0.00 

0.01 

0.00 

0.32 

0.000 

0.20 

0.64 


3 LC-B 

0801000800249800 

1.623 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.623 

0.03 

0.180 

0.07 

0.02 

0.02 

0.02 

0.00 

0.02 

0.01 

0.26 

0.000 

0.20 

0.64 


3 LGM 

0801000800234400 

3.182 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.182 

0.35 

0.180 

0.02 

0.00 

0.03 

0.03 

0.00 

0.16 

0.10 

0.10 

0.000 

0.17 

0.28 


3 LPM-A 

0801000500137600 

1.923 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.923 

0.48 

0.200 

0.05 

0.01 

0.02 

0.02 

0.00 

0.19 

0.10 

0.19 

0.001 

0.17 

0.31 


3 LPM-B 

0801000500137500 

1.405 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.405 

0.52 

0.200 

0.04 

0.01 

0.01 

0.01 

0.00 

0.15 

0.08 

0.17 

0.000 

0.17 

0.31 


3 LSM 

0801000600149400 

3.471 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.471 

0.57 

0.180 

0.01 

0.00 

0.03 

0.03 

0.00 

0.30 

0.20 

0.04 

0.000 

0.17 

0.25 


3 MC 

0801000900287500 

5.692 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.613 

-0.04 

0.200 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.02 

0.000 

0.02 

0.04 


3 MNWM 

0801000900256300 

2.128 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.139 

0.01 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.04 


3 MSD 

0801000500122600 

6.412 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.012 

-0.01 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Gang Canal 

Command 

Younger Alluvium 

6.400 

-0.01 

0.200 

0.05 

0.01 

0.10 

0.10 

0.00 

0.00 

0.00 

0.18 

0.002 

0.20 

0.65 


3 MSR 

0801000600156200 

1.549 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.053 

-0.20 

0.200 

0.00 

0.00 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.119 

-0.20 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 






Ghaggar River Bed 

Command 

Younger Alluvium 

1.378 

-0.20 

0.180 

0.00 

0.00 

0.41 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.15 

0.22 


3 NP 

0801000500120400 

4.842 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.000 

0.00 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.015 

0.00 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


3 NZP 

0801000500139600 

3.547 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.547 

0.00 

0.200 

0.03 

0.01 

0.04 

0.05 

0.00 

0.00 

0.00 

0.13 

0.001 

0.18 

0.48 


3 NZP(BARANI) 

0801000500139500 

1.323 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.323 

0.00 

0.200 

0.03 

0.01 

0.02 

0.02 

0.00 

0.00 

0.00 

0.11 

0.000 

0.18 

0.45 


3 P 

0801000600176400 

2.788 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.770 

0.04 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

-0.03 

-0.02 

0.00 

0.000 

0.17 

0.25 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.018 

0.04 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


3 PGM 

0801000600165900 

4.216 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

4.216 

-0.11 

0.200 

0.01 

0.00 

1.26 

0.00 

0.00 

0.00 

0.00 

0.04 

0.000 

0.17 

0.25 








Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.22 

0.03 

(695.84) 

0.02 

0.50 

0.52 

0.02 

0.12 

0.01 

- 

- 

- 

- 

- 

0.007 

0.529 

0.026 

0.503 

- 

- 

Safe 

3 A 

0801000600166500 

0.25 

0.00 

797.51 

0.00 

0.00 

0.01 

0.01 

0.03 

0.00 

- 

0.0029 

0.0033 

- 

0.006 

0.007 

0.013 

0.001 

0.012 

- 

- 

Safe 



0.25 

0.02 

99.16 

0.03 

0.03 

0.06 

0.03 

0.13 

0.01 

- 

0.0193 

0.0219 

- 

0.041 

0.048 

0.105 

0.005 

0.100 

- 

- 

Safe 



0.22 

0.00 

5,773.85 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0004 

0.0005 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

- 

- 

Safe 



0.22 

0.00 

454.24 

0.00 

0.01 

0.01 

0.01 

0.05 

0.00 

- 

0.0068 

0.0077 

- 

0.014 

0.015 

0.028 

0.001 

0.027 

- 

- 

Safe 

3 AP 

0801000900287900 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0010 

0.0011 

- 

0.002 

0.002 

0.004 

0.000 

0.003 

0.000 

0.31 

Safe 

3 APD-A 

0801000800233000 

0.22 

0.03 

(28.83) 

0.03 

0.02 

0.04 

0.05 

0.22 

0.01 

0.0100 

0.0105 

0.0118 

- 

0.032 

0.041 

0.083 

0.004 

0.079 

0.099 

125.41 

Over Exploited 

3 APD-B 

0801000800232600 

0.22 

0.02 

12.28 

0.02 

0.01 

0.03 

0.05 

0.22 

0.01 

0.0100 

0.0065 

0.0074 

- 

0.024 

0.029 

0.062 

0.003 

0.059 

0.108 

182.95 

Over Exploited 

3 APM 

0801000600152100 

0.22 

0.11 

(1.55) 

0.11 

0.06 

0.16 

0.05 

0.21 

0.03 

- 

0.0364 

0.0412 

- 

0.078 

0.108 

0.273 

0.014 

0.259 

0.009 

3.48 

Safe 

3 AS 

0801000900280900 

0.25 

0.08 

(40.67) 

0.07 

0.05 

0.11 

0.04 

0.22 

0.02 

0.0400 

0.0229 

0.0258 

- 

0.089 

0.110 

0.222 

0.011 

0.211 

0.315 

149.59 

Over Exploited 

3 BGD 

0801000800250400 

0.22 

0.15 

(99.60) 

0.12 

0.09 

0.21 

0.04 

0.24 

0.03 

0.0100 

0.0508 

0.0718 

- 

0.133 

0.163 

0.373 

0.019 

0.354 

0.054 

15.26 

Safe 

3 BGM 

0801000800252100 

0.25 

0.19 

(312.22) 

0.15 

1.43 

1.59 

0.04 

0.24 

0.04 

0.0400 

- 

- 

- 

0.040 

0.080 

1.668 

0.083 

1.584 

0.211 

13.32 

Safe 

3 BKM 

0801000900286000 

0.25 

0.08 

(45.47) 

0.06 

0.04 

0.10 

0.04 

0.22 

0.02 

0.0200 

0.0172 

0.0243 

- 

0.062 

0.081 

0.184 

0.009 

0.175 

0.198 

113.26 

Over Exploited 

3 BKSM 

0801000900283000 

0.25 

0.19 

(81.39) 

0.15 

0.09 

0.24 

0.04 

0.22 

0.05 

0.0200 

0.0516 

0.0584 

- 

0.130 

0.177 

0.418 

0.021 

0.397 

0.163 

40.90 

Safe 

3 BLD 

0801000800230000 

0.22 

0.08 

(78.43) 

0.06 

0.07 

0.13 

0.04 

0.22 

0.02 

0.0600 

0.0286 

0.0404 

- 

0.129 

0.148 

0.280 

0.014 

0.266 

0.297 

111.63 

Over Exploited 

3 BLM 

0801000800245500 

0.22 

0.06 

(73.90) 

0.05 

0.05 

0.10 

0.04 

0.22 

0.02 

0.0300 

0.0237 

0.0335 

- 

0.087 

0.103 

0.206 

0.010 

0.196 

0.180 

91.93 

Critical 

3 BLM-A 

0801000800245400 

0.22 

0.09 

(75.27) 

0.07 

0.08 

0.14 

0.04 

0.23 

0.02 

0.0600 

0.0315 

0.0446 

- 

0.136 

0.156 

0.301 

0.015 

0.286 

0.297 

103.77 

Over Exploited 

3 BMM 

0801000900282000 

0.25 

0.22 

- 

0.22 

0.13 

0.35 

0.04 

0.22 

0.06 

0.0100 

0.0736 

0.1040 

- 

0.188 

0.243 

0.594 

0.059 

0.535 

0.046 

8.54 

Safe 

3 BNM 

0801000900287200 

0.25 

0.01 

(50.34) 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.003 

0.012 

0.001 

0.011 

0.009 

80.70 

Semi Critical 



0.25 

0.01 

(125.53) 

0.01 

0.02 

0.03 

0.01 

0.05 

0.00 

- 

0.0121 

0.0171 

- 

0.029 

0.032 

0.064 

0.003 

0.060 

0.009 

15.19 

Safe 

3 BNPM 

0801000900256000 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0004 

0.0005 

- 

0.001 

0.001 

0.002 

0.000 

0.001 

0.000 

0.23 

Safe 

3 BPM 

0801000900279600 

0.25 

0.00 

(29.97) 

0.00 

0.00 

0.01 

0.00 

0.02 

0.00 

- 

0.0025 

0.0036 

- 

0.006 

0.006 

0.011 

0.001 

0.011 

0.000 

0.21 

Safe 



0.25 

0.07 

(87.67) 

0.06 

0.04 

0.10 

0.04 

0.21 

0.02 

0.0100 

0.0250 

0.0353 

- 

0.070 

0.087 

0.188 

0.009 

0.178 

0.036 

20.31 

Safe 


0801000900285200 

0.25 

0.01 

(68.30) 

0.01 

0.02 

0.03 

0.01 

0.05 

0.00 

- 

0.0102 

0.0144 

- 

0.025 

0.027 

0.054 

0.003 

0.051 

0.027 

52.71 

Safe 

3 BPSM 

0801000900280100 

0.25 

0.09 

(81.43) 

0.07 

0.06 

0.14 

0.04 

0.23 

0.02 

0.0300 

0.0297 

0.0420 

- 

0.102 

0.124 

0.260 

0.013 

0.247 

0.153 

62.02 

Safe 

3 DAM 

0801000800232200 

0.22 

0.13 

(77.67) 

0.11 

0.07 

0.17 

0.04 

0.22 

0.03 

- 

0.0424 

0.0480 

- 

0.090 

0.125 

0.297 

0.015 

0.283 

0.018 

6.37 

Safe 

3 DJM 

0801000800236100 

0.25 

0.15 

(9,240.87) 

0.12 

1.17 

1.29 

0.05 

0.21 

0.04 

0.0100 

- 

- 

- 

0.010 

0.052 

1.347 

0.067 

1.279 

0.129 

10.08 

Safe 



0.22 

0.00 

(17,190.30) 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.020 

0.001 

0.019 

- 

- 

Safe 

3GB-A 

0801000800251600 

0.25 

0.00 

(2,320.44) 

0.00 

0.14 

0.14 

0.00 

0.02 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.153 

0.008 

0.146 

0.047 

32.27 

Safe 

3 GB-B 

0801000800251800 

0.25 

0.06 

- 

0.06 

0.49 

0.55 

0.04 

0.22 

0.01 

0.0100 

- 

- 

- 

0.010 

0.023 

0.570 

0.057 

0.513 

0.047 

9.16 

Safe 

3 H 

0801000600175000 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

3 ISW-A 

0801000500134100 

0.25 

0.08 

- 

0.08 

0.06 

0.15 

0.04 

0.20 

0.02 

0.0200 

0.0304 

0.0430 

- 

0.093 

0.113 

0.259 

0.026 

0.234 

0.091 

38.79 

Safe 



0.25 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.03 

0.00 

- 

0.0068 

0.0096 

- 

0.016 

0.017 

0.030 

0.003 

0.027 

0.009 

33.86 

Safe 

3 ISW-B 

0801000500134000 

0.25 

0.14 

- 

0.14 

0.09 

0.22 

0.04 

0.22 

0.03 

0.0200 

0.0438 

0.0619 

- 

0.126 

0.157 

0.381 

0.038 

0.343 

0.091 

26.50 

Safe 

3 JKM 

0801000500140700 

0.25 

0.01 

(109.06) 

0.00 

0.01 

0.02 

0.01 

0.06 

0.00 

- 

0.0063 

0.0089 

- 

0.015 

0.016 

0.032 

0.002 

0.030 

0.018 

59.62 

Safe 



0.25 

0.00 

(9,692.93) 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.014 

0.001 

0.013 

0.000 

0.08 

Safe 



0.25 

0.04 

(94.39) 

0.03 

0.03 

0.06 

0.03 

0.16 

0.01 

0.0100 

0.0164 

0.0232 

- 

0.050 

0.058 

0.117 

0.006 

0.111 

0.027 

24.60 

Safe 

3 JKSM 

0801000500140400 

0.25 

0.12 

(110.24) 

0.10 

0.07 

0.17 

0.04 

0.23 

0.03 

0.0100 

0.0390 

0.0551 

- 

0.104 

0.132 

0.300 

0.015 

0.285 

0.037 

12.87 

Safe 

3 JSD 

0801000800250800 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0004 

0.0005 

- 

0.001 

0.001 

0.002 

0.000 

0.001 

- 

- 

Safe 



0.22 

0.23 

- 

0.23 

0.15 

0.37 

0.04 

0.23 

0.05 

0.0300 

0.0774 

0.1094 

- 

0.217 

0.263 

0.636 

0.064 

0.572 

0.162 

28.30 

Safe 

3 K 

0801000600165300 

0.25 

0.06 

- 

0.06 

0.03 

0.08 

0.05 

0.21 

0.02 

- 

0.0168 

0.0190 

- 

0.036 

0.052 

0.135 

0.014 

0.122 

- 

- 

Safe 

3 KAM 

0801000600148000 

0.22 

0.03 

85.28 

0.03 

0.01 

0.04 

0.05 

0.21 

0.01 

- 

0.0084 

0.0095 

- 

0.018 

0.025 

0.068 

0.003 

0.065 

- 

- 

Safe 

3 KSD 

0801000800227400 

0.22 

0.05 

(32.18) 

0.04 

0.07 

0.11 

0.03 

0.13 

0.01 

0.0300 

0.0324 

0.0459 

- 

0.108 

0.122 

0.230 

0.011 

0.218 

0.171 

78.32 

Semi Critical 



0.22 

0.02 

(48.00) 

0.02 

0.07 

0.09 

0.02 

0.08 

0.01 

0.0200 

0.0353 

0.0499 

- 

0.105 

0.110 

0.197 

0.010 

0.187 

0.108 

57.63 

Safe 

3 KSM 

0801000600149600 

0.22 

0.10 

55.38 

0.12 

0.05 

0.17 

0.05 

0.21 

0.03 

- 

0.0329 

0.0372 

- 

0.070 

0.098 

0.267 

0.013 

0.254 

0.009 

3.54 

Safe 


0801000900274600 

0.25 

0.01 

0.20 

0.01 

0.02 

0.03 

0.01 

0.07 

0.00 

0.0100 

0.0118 

0.0167 

- 

0.039 

0.041 

0.074 

0.004 

0.070 

0.072 

102.93 

Over Exploited 



0.25 

0.05 

(77.26) 

0.04 

0.05 

0.10 

0.03 

0.15 

0.01 

0.0200 

0.0253 

0.0358 

- 

0.081 

0.094 

0.191 

0.010 

0.181 

0.090 

49.71 

Safe 

3 KWM 

0801000500140100 

0.25 

0.13 

(109.77) 

0.10 

0.07 

0.17 

0.04 

0.23 

0.03 

- 

0.0392 

0.0555 

- 

0.095 

0.122 

0.294 

0.015 

0.279 

0.019 

6.71 

Safe 

3 LC-A 

0801000800249700 

0.22 

0.11 

(98.35) 

0.09 

0.09 

0.17 

0.04 

0.24 

0.02 

0.0600 

0.0368 

0.0520 

- 

0.149 

0.171 

0.343 

0.017 

0.326 

0.315 

96.68 

Critical 

3LC-B 

0801000800249800 

0.22 

0.07 

(92.21) 

0.06 

0.06 

0.12 

0.04 

0.24 

0.01 

0.0500 

0.0239 

0.0337 

- 

0.108 

0.122 

0.241 

0.012 

0.229 

0.261 

114.14 

Over Exploited 

3 LGM 

0801000800234400 

0.22 

0.12 

(17.17) 

0.10 

0.06 

0.16 

0.05 

0.21 

0.03 

0.0100 

0.0390 

0.0441 

- 

0.093 

0.126 

0.285 

0.014 

0.270 

0.099 

36.62 

Safe 

3 LPM-A 

0801000500137600 

0.25 

0.08 

24.64 

0.10 

0.05 

0.14 

0.05 

0.21 

0.02 

0.0400 

0.0236 

0.0267 

- 

0.090 

0.112 

0.257 

0.013 

0.244 

0.190 

77.68 

Semi Critical 

3 LPM-B 

0801000500137500 

0.25 

0.06 

37.79 

0.07 

0.04 

0.11 

0.05 

0.21 

0.02 

0.0300 

0.0172 

0.0195 

- 

0.067 

0.083 

0.191 

0.010 

0.182 

0.171 

94.40 

Critical 

3 LSM 

0801000600149400 

0.22 

0.13 

54.28 

0.15 

0.07 

0.22 

0.05 

0.21 

0.04 

0.0100 

0.0426 

0.0481 

- 

0.101 

0.137 

0.356 

0.018 

0.338 

0.036 

10.64 

Safe 

3 MC 

0801000900287500 

0.25 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0060 

0.0085 

- 

0.015 

0.015 

0.029 

0.003 

0.026 

0.018 

69.90 

Safe 

3 MNWM 

0801000900256300 

0.25 

0.00 

(344.95) 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0020 

0.0029 

- 

0.005 

0.005 

0.009 

0.000 

0.009 

0.009 

105.62 

Over Exploited 

3 MSD 

0801000500122600 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.000 

0.000 

- 

Safe 



0.25 

0.32 

- 

0.32 

0.21 

0.53 

0.04 

0.24 

0.06 

0.0200 

0.1346 

0.1521 

- 

0.307 

0.370 

0.902 

0.090 

0.812 

0.182 

22.39 

Safe 

3 MSR 

0801000600156200 

0.25 

0.00 

- 

0.00 

0.02 

0.02 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.016 

0.002 

0.014 

- 

- 

Safe 



0.22 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0025 

0.0028 

- 

0.005 

0.005 

0.010 

0.001 

0.009 

- 

- 

Safe 



0.22 

0.04 

- 

0.04 

0.41 

0.45 

0.04 

0.19 

0.01 

- 

- 

- 

- 

- 

0.012 

0.464 

0.046 

0.418 

- 

- 

Safe 

3 NP 

0801000500120400 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

0.39 

Safe 

3 NZP 

0801000500139600 

0.25 

0.16 

- 

0.16 

0.10 

0.26 

0.04 

0.22 

0.04 

0.0200 

0.0522 

0.0737 

- 

0.146 

0.184 

0.447 

0.045 

0.402 

0.127 

31.56 

Safe 

3 NZP(BARANI) 

0801000500139500 

0.25 

0.06 

- 

0.06 

0.04 

0.10 

0.04 

0.22 

0.01 

0.0200 

0.0195 

0.0275 

- 

0.067 

0.081 

0.185 

0.018 

0.166 

0.108 

65.23 

Safe 

3 P 

0801000600176400 

0.25 

0.11 

(115.74) 

0.09 

0.05 

0.14 

0.05 

0.21 

0.03 

- 

0.0272 

0.0384 

- 

0.066 

0.098 

0.238 

0.012 

0.226 

- 

- 

Safe 



0.25 

0.00 

(2,124.99) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0003 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

- 

- 

Safe 

3 PGM 

0801000600165900 

0.25 

0.18 

- 

0.18 

1.26 

1.43 

0.05 

0.21 

0.05 

- 

- 

- 

- 

- 

0.050 

1.482 

0.148 

1.334 

0.035 

2.62 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


3 PM 

080100060016300C 

5.474 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.505 

0.00 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.092 

0.00 

0.200 

0.00 

0.00 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

4.877 

0.00 

0.200 

0.00 

0.00 

1.16 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.15 

0.23 


3 PPM 

0801000900275700 

15.847 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

11.574 

0.12 

0.200 

0.04 

0.01 

0.15 

0.17 

0.00 

-0.01 

0.00 

0.14 

0.002 

0.13 

0.31 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.984 

0.12 

0.200 

0.01 

0.00 

0.05 

0.06 

0.00 

0.00 

0.00 

0.03 

0.001 

0.04 

0.11 


3 PPM-A 

0801000900275600 

5.787 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.819 

0.53 

0.200 

0.02 

0.00 

0.04 

0.04 

0.00 

0.24 

0.10 

0.07 

0.000 

0.08 

0.21 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.969 

0.53 

0.200 

0.01 

0.00 

0.04 

0.04 

0.00 

0.24 

0.10 

0.05 

0.000 

0.09 

0.22 


3 PTD 

0801000800227600 

1.082 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.057 

0.18 

0.180 

0.06 

0.02 

0.01 

0.02 

0.00 

0.05 

0.02 

0.24 

0.000 

0.17 

0.36 






Gang Canal 

Command 

Younger Alluvium 

0.025 

0.18 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.01 


3 RBM 

0801000800235500 

3.392 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.783 

0.63 

0.200 

0.01 

0.00 

0.23 

0.00 

0.00 

-0.13 

-0.07 

0.02 

0.000 

0.04 

0.07 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.039 

0.63 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Ghaggar River Bed 

Command 

Younger Alluvium 

2.571 

0.63 

0.180 

0.02 

0.00 

0.77 

0.00 

0.00 

-0.46 

-0.27 

0.06 

0.000 

0.13 

0.21 


3 RM 

0801000900280200 

2.559 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.559 

0.15 

0.200 

0.11 

0.03 

0.03 

0.04 

0.00 

0.09 

0.04 

0.42 

0.000 

0.18 

0.45 


3 RPM 

0801000500121000 

3.730 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.257 

-0.12 

0.200 

0.02 

0.00 

0.04 

0.04 

0.00 

0.00 

0.00 

0.06 

0.001 

0.12 

0.39 


3 RTM 

0801000600158200 

2.933 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.674 

0.16 

0.180 

0.00 

0.00 

0.03 

0.03 

0.00 

0.03 

0.02 

0.01 

0.000 

0.15 

0.23 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.260 

0.16 

0.180 

0.00 

0.00 

0.08 

0.00 

0.00 

-0.07 

-0.05 

0.00 

0.000 

0.01 

0.02 


3 SAD 

0801000800249100 

5.498 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.461 

0.08 

0.180 

0.01 

0.00 

0.06 

0.08 

0.00 

-0.05 

-0.02 

0.03 

0.000 

0.20 

0.63 






Gang Canal 

Command 

Younger Alluvium 

0.038 

0.08 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


3 SD 

0801000900278500 

4.933 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.933 

0.00 

0.200 

0.03 

0.01 

0.07 

0.07 

0.00 

-0.11 

-0.05 

0.13 

0.001 

0.17 

0.41 


3 SJM 

0801000600144100 

3.024 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.024 

0.34 

0.180 

0.00 

0.00 

0.03 

0.03 

0.00 

0.13 

0.07 

0.00 

0.000 

0.17 

0.30 


3 SPM 

0801000900282600 

8.537 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.464 

0.46 

0.200 

0.01 

0.00 

0.01 

0.02 

0.00 

0.20 

0.08 

0.05 

0.000 

0.05 

0.12 


3 SPS 

0801000600142500 

1.056 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.056 

0.65 

0.180 

0.00 

0.00 

0.01 

0.02 

0.00 

0.10 

0.06 

0.00 

0.000 

0.17 

0.28 


3 STB 

0801000800229000 

1.291 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.291 

0.13 

0.180 

0.04 

0.01 

0.01 

0.02 

0.00 

0.03 

0.01 

0.16 

0.000 

0.18 

0.41 


3 UDM-A 

0801000600150600 

1.915 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.915 

0.34 

0.180 

0.00 

0.00 

0.02 

0.02 

0.00 

0.08 

0.05 

0.02 

0.000 

0.17 

0.26 


3 UDM-B 

0801000600150700 

5.531 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.531 

0.32 

0.180 

0.00 

0.00 

0.05 

0.05 

0.00 

0.21 

0.14 

0.01 

0.000 

0.17 

0.26 


30 A 

0801000600155400 

3.212 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

3.212 

-0.02 

0.200 

0.00 

0.00 

0.96 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.17 

0.25 


30 APD 

0801000600153400 

3.020 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.020 

0.49 

0.180 

0.00 

0.00 

0.03 

0.03 

0.00 

0.21 

0.14 

0.00 

0.000 

0.17 

0.25 


31 A 

0801000600155200 

2.183 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.183 

0.09 

0.200 

0.02 

0.00 

0.65 

0.00 

0.00 

-0.59 

-0.39 

0.08 

0.000 

0.17 

0.25 


31 APD-A 

0801000600153600 

3.222 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.222 

0.53 

0.180 

0.00 

0.00 

0.03 

0.03 

0.00 

0.24 

0.16 

0.00 

0.000 

0.17 

0.25 


31 APD-B 

0801000600153500 

1.940 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.940 

0.48 

0.180 

0.00 

0.00 

0.02 

0.02 

0.00 

0.13 

0.09 

0.00 

0.000 

0.17 

0.25 


31GB (RURAL) 

0801000800243200 

1.904 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.251 

0.20 

0.180 

0.02 

0.00 

0.02 

0.03 

0.00 

0.01 

0.00 

0.07 

0.000 

0.12 

0.29 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.652 

0.20 

0.180 

0.01 

0.00 

0.23 

0.00 

0.00 

-0.20 

-0.08 

0.04 

0.000 

0.06 

0.15 


32 A 

0801000600155100 

3.889 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

3.435 

0.00 

0.200 

0.00 

0.00 

1.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.15 

0.22 





Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.454 

0.00 

0.200 

0.00 

0.00 

0.14 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 


32 APD 

0801000600153800 

3.027 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.027 

0.47 

0.180 

0.00 

0.00 

0.03 

0.03 

0.00 

0.20 

0.13 

0.00 

0.000 

0.17 

0.25 


32 GB 

0801000800243100 

1.215 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.041 

0.20 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Ghaggar River Bed 

Command 

Younger Alluvium 

1.174 

0.20 

0.180 

0.01 

0.00 

0.42 

0.00 

0.00 

-0.37 

-0.15 

0.05 

0.000 

0.17 

0.41 


33 A 

0801000600154800 

2.300 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.090 

0.11 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Ghaggar River Bed 

Command 

Younger Alluvium 

2.210 

0.11 

0.200 

0.01 

0.00 

0.66 

0.00 

0.00 

-0.60 

-0.40 

0.06 

0.000 

0.16 

0.24 


33 APD 

0801000600154000 

4.049 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.049 

0.35 

0.180 

0.01 

0.00 

0.04 

0.04 

0.00 

0.19 

0.12 

0.05 

0.000 

0.17 

0.25 


33 GB (RURAL) 

0801000800243000 

5.162 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

4.619 

0.20 

0.200 

0.00 

0.00 

1.65 

0.00 

0.00 

-1.47 

-0.61 

0.00 

0.000 

0.16 

0.39 





Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.543 

0.20 

0.180 

0.00 

0.00 

0.19 

0.00 

0.00 

-0.18 

-0.07 

0.00 

0.000 

0.02 

0.05 


33 ML 

0801000500120700 

3.625 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.015 

-0.09 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.007 

-0.09 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


33 NP 

0801000500125100 

2.020 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.136 

0.03 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

-0.01 

0.00 

0.02 

0.000 

0.01 

0.03 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.178 

0.03 

0.200 

0.02 

0.01 

0.02 

0.03 

0.00 

-0.03 

-0.02 

0.08 

0.000 

0.10 

0.22 


34 A 

0801000600155000 

4.953 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.260 

0.03 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Ghaggar River Bed 

Command 

Younger Alluvium 

1.895 

0.03 

0.200 

0.00 

0.00 

0.57 

0.00 

0.00 

-0.55 

-0.36 

0.00 

0.000 

0.06 

0.10 





Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.797 

0.03 

0.200 

0.00 

0.00 

0.83 

0.00 

0.00 

-0.82 

-0.54 

0.00 

0.000 

0.09 

0.14 


34 APD 

0801000600153900 

3.843 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.843 

0.31 

0.180 

0.01 

0.00 

0.04 

0.04 

0.00 

0.15 

0.10 

0.03 

0.000 

0.17 

0.25 


34 GB 

0801000800242900 

2.019 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.019 

0.19 

0.200 

0.00 

0.00 

0.60 

0.00 

0.00 

-0.52 

-0.23 

0.00 

0.000 

0.18 

0.40 


34 NP 

0801000500132900 

4.300 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.300 

0.00 

0.200 

0.02 

0.01 

0.08 

0.11 

0.00 

-0.18 

-0.07 

0.08 

0.001 

0.17 

0.42 


35 A 

0801000600154900 

3.645 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.826 

0.08 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.01 

0.01 

0.02 

0.000 

0.04 

0.06 






Ghaggar River Bed 

Command 

Younger Alluvium 

2.819 

0.08 

0.200 

0.01 

0.00 

0.84 

0.00 

0.00 

-0.78 

-0.51 

0.06 

0.000 

0.13 

0.20 


35 APD 

0801000600154700 

3.715 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.341 

0.20 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.02 

0.02 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.501 

0.20 

0.200 

0.00 

0.00 

0.15 

0.00 

0.00 

-0.13 

-0.09 

0.00 

0.000 

0.02 

0.03 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.622 

0.20 

0.180 

0.00 

0.00 

0.02 

0.03 

0.00 

0.04 

0.03 

0.01 

0.000 

0.12 

0.18 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.252 

0.20 

0.180 

0.00 

0.00 

0.08 

0.00 

0.00 

-0.07 

-0.04 

0.00 

0.000 

0.01 

0.02 


35 GB 

0801000800242800 

4.105 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

3.165 

0.20 

0.200 

0.00 

0.00 

0.94 

0.00 

0.00 

-0.82 

-0.37 

0.00 

0.000 

0.14 

0.30 





Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.940 

0.20 

0.180 

0.00 

0.00 

0.28 

0.00 

0.00 

-0.25 

-0.11 

0.00 

0.000 

0.04 

0.09 


35 ML 

0801000500120800 

2.859 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.209 

-0.15 

0.200 

0.02 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.09 

0.000 

0.08 

0.28 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.576 

-0.15 

0.200 

0.02 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.06 

0.000 

0.11 

0.36 


35 NP 

0801000500132800 

3.506 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.502 

0.01 

0.200 

0.02 

0.01 

0.07 

0.09 

0.00 

-0.14 

-0.06 

0.09 

0.001 

0.17 

0.38 


36 APD 

0801000600154600 

3.740 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.644 

0.19 

0.180 

0.00 

0.00 

0.03 

0.04 

0.00 

0.06 

0.04 

0.02 

0.000 

0.16 

0.25 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.096 

0.19 

0.180 

0.00 

0.00 

0.03 

0.00 

0.00 

-0.03 

-0.02 

0.00 

0.000 

0.00 

0.01 


36 GB 

0801000800242300 

3.143 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.501 

0.20 

0.180 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.01 

0.000 

0.03 

0.06 






Ghaggar River Bed 

Command 

Younger Alluvium 

2.642 

0.20 

0.180 

0.01 

0.00 

0.79 

0.00 

0.00 

-0.68 

-0.30 

0.03 

0.000 

0.15 

0.34 


36 NP 

0801000500126100 

1.565 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.990 

0.06 

0.200 

0.04 

0.01 

0.02 

0.02 

0.00 

0.00 

0.00 

0.16 

0.000 

0.11 

0.22 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

3 PM 

0801000600163000 

0.25 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0050 

0.0070 

- 

0.012 

0.012 

0.023 

0.002 

0.021 

- 

- 

Safe 



0.25 

0.00 

- 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.022 

0.002 

0.020 

- 

- 

Safe 



0.25 

0.18 

- 

0.18 

1.16 

1.34 

0.04 

0.19 

0.05 

- 

- 

- 

- 

- 

0.051 

1.395 

0.140 

1.256 

- 

- 

Safe 

3 PPM 

0801000900275700 

0.25 

0.37 

(101.01) 

0.29 

0.33 

0.63 

0.03 

0.16 

0.09 

0.0300 

0.1986 

0.2406 

- 

0.469 

0.564 

1.190 

0.059 

1.130 

0.146 

12.88 

Safe 



0.25 

0.04 

(103.23) 

0.03 

0.11 

0.15 

0.01 

0.05 

0.01 

0.0100 

0.0684 

0.0828 

- 

0.161 

0.172 

0.319 

0.016 

0.303 

0.028 

9.09 

Safe 

3 PPM-A 

0801000900275600 

0.25 

0.06 

62.43 

0.07 

0.08 

0.15 

0.02 

0.11 

0.02 

0.0100 

0.0484 

0.0586 

- 

0.117 

0.132 

0.283 

0.014 

0.269 

0.072 

26.94 

Safe 



0.25 

0.07 

47.50 

0.08 

0.08 

0.16 

0.02 

0.11 

0.02 

0.0100 

0.0509 

0.0617 

- 

0.123 

0.140 

0.302 

0.015 

0.287 

0.045 

15.81 

Safe 

3 PTD 

0801000800227600 

0.22 

0.04 

(45.44) 

0.03 

0.05 

0.08 

0.04 

0.21 

0.01 

0.0500 

0.0156 

0.0220 

- 

0.088 

0.098 

0.177 

0.009 

0.168 

0.243 

144.82 

Over Exploited 



0.22 

0.00 

(551.06) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0006 

0.0009 

- 

0.002 

0.002 

0.003 

0.000 

0.002 

0.009 

362.84 

Over Exploited 

3 RBM 

0801000800235500 

0.25 

0.01 

(1,085.15) 

0.01 

0.23 

0.24 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.002 

0.242 

0.012 

0.230 

0.023 

10.02 

Safe 



0.22 

0.00 

13,149.83 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0005 

0.0005 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

- 

- 

Safe 



0.22 

0.07 

(478.44) 

0.06 

0.77 

0.82 

0.04 

0.16 

0.02 

0.0100 

- 

- 

- 

0.010 

0.030 

0.854 

0.043 

0.812 

0.063 

7.76 

Safe 

3 RM 

0801000900280200 

0.25 

0.12 

(68.29) 

0.09 

0.10 

0.19 

0.04 

0.22 

0.03 

0.0800 

0.0376 

0.0532 

- 

0.171 

0.199 

0.388 

0.019 

0.368 

0.423 

114.93 

Over Exploited 

3 RPM 

0801000500121000 

0.25 

0.07 

- 

0.07 

0.07 

0.14 

0.02 

0.14 

0.01 

0.0100 

0.0475 

0.0537 

- 

0.111 

0.125 

0.265 

0.026 

0.238 

0.064 

26.71 

Safe 

3 RTM 

0801000600158200 

0.22 

0.09 

(81.52) 

0.07 

0.05 

0.12 

0.04 

0.19 

0.03 

- 

0.0328 

0.0370 

- 

0.070 

0.095 

0.218 

0.011 

0.207 

0.009 

4.35 

Safe 



0.22 

0.00 

(25,477.52) 

0.00 

0.08 

0.08 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.078 

0.004 

0.074 

- 

- 

Safe 

3 SAD 

0801000800249100 

0.22 

0.24 

(107.23) 

0.19 

0.14 

0.33 

0.04 

0.24 

0.05 

0.0100 

0.0803 

0.1135 

- 

0.204 

0.252 

0.582 

0.029 

0.553 

0.027 

4.88 

Safe 



0.22 

0.00 

(2,796.37) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0009 

0.0013 

- 

0.002 

0.002 

0.004 

0.000 

0.004 

- 

- 

Safe 

3 SD 

0801000900278500 

0.25 

0.21 

(122.40) 

0.17 

0.15 

0.32 

0.04 

0.22 

0.06 

0.0200 

0.0847 

0.1025 

- 

0.207 

0.263 

0.580 

0.029 

0.551 

0.127 

22.99 

Safe 

3 SJM 

0801000600144100 

0.22 

0.11 

(36.61) 

0.09 

0.06 

0.15 

0.05 

0.22 

0.03 

- 

0.0371 

0.0419 

- 

0.079 

0.110 

0.258 

0.013 

0.245 

- 

- 

Safe 

3 SPM 

0801000900282600 

0.25 

0.03 

161.84 

0.04 

0.04 

0.08 

0.01 

0.06 

0.01 

0.0100 

0.0181 

0.0341 

- 

0.062 

0.070 

0.146 

0.007 

0.139 

0.045 

32.61 

Safe 

3 SPS 

0801000600142500 

0.22 

0.04 

48.42 

0.05 

0.03 

0.07 

0.05 

0.21 

0.01 

- 

0.0155 

0.0219 

- 

0.038 

0.048 

0.123 

0.006 

0.116 

- 

- 

Safe 

3 STB 

0801000800229000 

0.22 

0.05 

(77.22) 

0.04 

0.04 

0.08 

0.04 

0.22 

0.01 

0.0300 

0.0190 

0.0268 

- 

0.076 

0.088 

0.172 

0.009 

0.163 

0.162 

99.10 

Critical 

3 UDM-A 

0801000600150600 

0.22 

0.07 

(26.05) 

0.06 

0.04 

0.09 

0.05 

0.21 

0.02 

- 

0.0235 

0.0265 

- 

0.050 

0.070 

0.163 

0.008 

0.155 

0.018 

11.63 

Safe 

3 UDM-B 

0801000600150700 

0.22 

0.20 

(32.23) 

0.16 

0.11 

0.27 

0.05 

0.21 

0.06 

- 

0.0678 

0.0767 

- 

0.145 

0.202 

0.471 

0.024 

0.447 

0.009 

2.01 

Safe 

30 A 

0801000600155400 

0.25 

0.13 

- 

0.13 

0.96 

1.09 

0.05 

0.21 

0.04 

- 

- 

- 

- 

- 

0.038 

1.129 

0.113 

1.016 

0.012 

1.18 

Safe 

30 APD 

0801000600153400 

0.22 

0.11 

24.00 

0.13 

0.06 

0.19 

0.05 

0.21 

0.03 

- 

0.0370 

0.0419 

- 

0.079 

0.110 

0.301 

0.015 

0.286 

- 

- 

Safe 

31 A 

0801000600155200 

0.25 

0.09 

(530.86) 

0.07 

0.65 

0.72 

0.05 

0.21 

0.03 

0.0100 

- 

- 

- 

0.010 

0.036 

0.759 

0.038 

0.721 

0.082 

11.37 

Safe 

31 APD-A 

0801000600153600 

0.22 

0.12 

35.82 

0.14 

0.06 

0.20 

0.05 

0.21 

0.03 

- 

0.0395 

0.0447 

- 

0.084 

0.118 

0.321 

0.016 

0.305 

- 

- 

Safe 

31 APD-B 

0801000600153500 

0.22 

0.07 

20.44 

0.09 

0.04 

0.12 

0.05 

0.21 

0.02 

- 

0.0238 

0.0269 

- 

0.051 

0.071 

0.193 

0.010 

0.184 

- 

- 

Safe 

31GB (RURAL) 

0801000800243200 

0.22 

0.03 

(87.14) 

0.03 

0.05 

0.08 

0.03 

0.15 

0.01 

0.0100 

0.0316 

0.0446 

- 

0.086 

0.094 

0.174 

0.009 

0.166 

0.072 

43.46 

Safe 



0.22 

0.01 

(1,018.24) 

0.01 

0.23 

0.24 

0.02 

0.08 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.253 

0.013 

0.240 

0.036 

15.00 

Safe 

32 A 

0801000600155100 

0.25 

0.13 

- 

0.13 

1.02 

1.15 

0.04 

0.19 

0.04 

- 

- 

- 

- 

- 

0.036 

1.186 

0.119 

1.068 

- 

- 

Safe 



0.25 

0.00 

- 

0.00 

0.14 

0.14 

0.01 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.138 

0.014 

0.124 

- 

- 

Safe 

32 APD 

0801000600153800 

0.22 

0.11 

15.60 

0.13 

0.06 

0.19 

0.05 

0.21 

0.03 

- 

0.0371 

0.0419 

- 

0.079 

0.110 

0.297 

0.015 

0.282 

- 

- 

Safe 

32 GB 

0801000800243100 

0.22 

0.00 

(287.05) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0010 

0.0014 

- 

0.003 

0.003 

0.004 

0.000 

0.004 

- 

- 

Safe 



0.22 

0.04 

(445.50) 

0.04 

0.42 

0.46 

0.04 

0.22 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.477 

0.024 

0.453 

0.045 

9.93 

Safe 

33 A 

0801000600154800 

0.25 

0.00 

(32.22) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0011 

0.0013 

- 

0.002 

0.002 

0.004 

0.000 

0.004 

- 

- 

Safe 



0.25 

0.09 

(547.67) 

0.07 

0.66 

0.73 

0.05 

0.20 

0.02 

0.0100 

- 

- 

- 

0.010 

0.035 

0.765 

0.038 

0.726 

0.059 

8.12 

Safe 

33 APD 

0801000600154000 

0.22 

0.15 

(15.82) 

0.12 

0.08 

0.20 

0.05 

0.21 

0.04 

0.0100 

0.0496 

0.0561 

- 

0.116 

0.158 

0.360 

0.018 

0.342 

0.045 

13.14 

Safe 

33 GB (RURAL) 

0801000800243000 

0.25 

0.10 

(1,675.34) 

0.08 

1.65 

1.74 

0.04 

0.20 

0.03 

- 

- 

- 

- 

- 

0.025 

1.761 

0.088 

1.673 

- 

- 

Safe 



0.22 

0.00 

(94,182.13) 

0.00 

0.19 

0.20 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.196 

0.010 

0.187 

- 

- 

Safe 

33 ML 

0801000500120700 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

0.39 

Safe 



0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.000 

0.000 

- 

Safe 

33 NP 

0801000500125100 

0.25 

0.00 

(694.33) 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0034 

0.0048 

- 

0.008 

0.008 

0.015 

0.001 

0.014 

0.018 

130.09 

Over Exploited 



0.25 

0.03 

(152.68) 

0.02 

0.06 

0.08 

0.03 

0.12 

0.01 

0.0200 

0.0297 

0.0420 

- 

0.092 

0.099 

0.184 

0.009 

0.174 

0.081 

46.63 

Safe 

34 A 

0801000600155000 

0.25 

0.00 

(504.02) 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0032 

0.0036 

- 

0.007 

0.007 

0.012 

0.001 

0.012 

- 

- 

Safe 



0.25 

0.03 

(1,306.89) 

0.02 

0.57 

0.59 

0.02 

0.08 

0.01 

- 

- 

- 

- 

- 

0.009 

0.598 

0.030 

0.568 

- 

- 

Safe 



0.25 

0.07 

(917.79) 

0.05 

0.83 

0.89 

0.03 

0.12 

0.02 

- 

- 

- 

- 

- 

0.019 

0.905 

0.045 

0.860 

- 

- 

Safe 

34 APD 

0801000600153900 

0.22 

0.14 

(29.39) 

0.11 

0.07 

0.19 

0.05 

0.21 

0.04 

- 

0.0471 

0.0533 

- 

0.100 

0.140 

0.327 

0.016 

0.310 

0.027 

8.70 

Safe 

34 GB 

0801000800242900 

0.25 

0.09 

(356.81) 

0.07 

0.60 

0.67 

0.04 

0.22 

0.02 

- 

- 

- 

- 

- 

0.022 

0.696 

0.035 

0.661 

- 

- 

Safe 

34 NP 

0801000500132900 

0.25 

0.19 

(139.19) 

0.15 

0.20 

0.35 

0.04 

0.22 

0.05 

0.0200 

0.1085 

0.1533 

- 

0.282 

0.329 

0.674 

0.034 

0.640 

0.082 

12.84 

Safe 

35 A 

0801000600154900 

0.25 

0.01 

(31.95) 

0.01 

0.02 

0.02 

0.01 

0.05 

0.00 

- 

0.0101 

0.0114 

- 

0.022 

0.024 

0.046 

0.002 

0.044 

0.023 

52.67 

Safe 



0.25 

0.09 

(667.34) 

0.07 

0.84 

0.91 

0.04 

0.17 

0.03 

0.0100 

- 

- 

- 

0.010 

0.036 

0.949 

0.047 

0.901 

0.059 

6.55 

Safe 

35 APD 

0801000600154700 

0.25 

0.00 

246.58 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0042 

0.0047 

- 

0.009 

0.009 

0.017 

0.001 

0.017 

- 

- 

Safe 



0.25 

0.00 

(3,141.61) 

0.00 

0.15 

0.15 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.152 

0.008 

0.145 

- 

- 

Safe 



0.22 

0.07 

(58.65) 

0.05 

0.05 

0.10 

0.03 

0.15 

0.02 

- 

0.0321 

0.0363 

- 

0.069 

0.088 

0.192 

0.010 

0.183 

0.009 

4.92 

Safe 



0.22 

0.00 

(7,074.39) 

0.00 

0.08 

0.08 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.076 

0.004 

0.072 

- 

- 

Safe 

35 GB 

0801000800242800 

0.25 

0.11 

(227,471.95) 

0.09 

0.94 

1.03 

0.03 

0.17 

0.03 

- 

- 

- 

- 

- 

0.027 

1.057 

0.053 

1.004 

- 

- 

Safe 



0.22 

0.01 

(6,800.23) 

0.00 

0.28 

0.28 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.286 

0.014 

0.271 

- 

- 

Safe 

35 ML 

0801000500120800 

0.25 

0.03 

- 

0.03 

0.04 

0.06 

0.02 

0.10 

0.01 

0.0100 

0.0254 

0.0287 

- 

0.064 

0.069 

0.133 

0.013 

0.120 

0.090 

75.26 

Semi Critical 



0.25 

0.04 

- 

0.04 

0.05 

0.09 

0.02 

0.13 

0.01 

0.0100 

0.0331 

0.0375 

- 

0.081 

0.089 

0.183 

0.018 

0.165 

0.063 

38.56 

Safe 

35 NP 

0801000500132800 

0.25 

0.15 

(140.37) 

0.12 

0.16 

0.28 

0.04 

0.21 

0.04 

0.0200 

0.0884 

0.1249 

- 

0.233 

0.272 

0.552 

0.028 

0.524 

0.091 

17.35 

Safe 

36 APD 

0801000600154600 

0.22 

0.13 

(71.35) 

0.10 

0.07 

0.17 

0.05 

0.21 

0.04 

- 

0.0447 

0.0505 

- 

0.095 

0.132 

0.306 

0.015 

0.291 

0.018 

6.19 

Safe 



0.22 

0.00 

(18,672.03) 

0.00 

0.03 

0.03 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.029 

0.001 

0.027 

- 

- 

Safe 

36 GB 

0801000800242300 

0.22 

0.00 

(64.75) 

0.00 

0.02 

0.02 

0.01 

0.04 

0.00 

- 

0.0105 

0.0119 

- 

0.022 

0.023 

0.042 

0.002 

0.040 

0.009 

22.72 

Safe 



0.22 

0.08 

(11,325.00) 

0.07 

0.79 

0.85 

0.04 

0.19 

0.02 

- 

- 

- 

- 

- 

0.020 

0.873 

0.044 

0.830 

0.027 

3.25 

Safe 

36 NP 

0801000500126100 

0.25 

0.03 

(102.31) 

0.02 

0.05 

0.07 

0.03 

0.13 

0.01 

0.0300 

0.0250 

0.0353 

- 

0.090 

0.097 

0.171 

0.009 

0.162 

0.162 

99.95 

Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.567 

0.06 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

-0.01 

0.00 

0.05 

0.000 

0.06 

0.13 


37 GB-A 

0801000800241800 

1.208 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.208 

0.24 

0.180 

0.01 

0.00 

0.02 

0.02 

0.00 

0.02 

0.01 

0.04 

0.000 

0.18 

0.39 


37 GB-B 

0801000800242200 

1.514 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.514 

0.21 

0.180 

0.06 

0.02 

0.03 

0.04 

0.00 

0.03 

0.01 

0.25 

0.000 

0.18 

0.42 


37 NP 

0801000500125300 

2.647 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.148 

0.06 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.01 

0.02 


37 NP-A 

0801000500119100 

3.109 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.094 

0.04 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.104 

0.04 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


38 GB 

0801000800242400 

3.747 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.565 

0.21 

0.180 

0.00 

0.00 

0.02 

0.03 

0.00 

0.01 

0.00 

0.01 

0.000 

0.07 

0.16 






Ghaggar River Bed 

Command 

Younger Alluvium 

2.182 

0.21 

0.180 

0.00 

0.00 

0.65 

0.00 

0.00 

-0.57 

-0.26 

0.02 

0.000 

0.10 

0.22 


38 NP 

0801000500126000 

3.702 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

3.408 

0.07 

0.200 

0.05 

0.01 

0.06 

0.08 

0.00 

-0.06 

-0.03 

0.20 

0.001 

0.15 

0.32 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.294 

0.07 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

0.00 

0.01 

0.000 

0.01 

0.03 


39 GB 

0801000800242700 

4.686 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

3.721 

0.20 

0.200 

0.00 

0.00 

1.11 

0.00 

0.00 

-0.96 

-0.46 

0.00 

0.000 

0.14 

0.29 





Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.965 

0.20 

0.180 

0.00 

0.00 

0.29 

0.00 

0.00 

-0.25 

-0.12 

0.00 

0.000 

0.04 

0.08 


39 NP 

0801000500125400 

1.888 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.290 

0.05 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

-0.01 

0.00 

0.01 

0.000 

0.03 

0.05 


4 A 

0801000600166400 

2.936 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.896 

0.41 

0.200 

0.01 

0.00 

0.03 

0.03 

0.00 

0.19 

0.13 

0.02 

0.000 

0.16 

0.25 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.040 

0.41 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


4 AP 

0801000900278900 

5.373 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.732 

0.03 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.02 

0.06 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.877 

0.03 

0.200 

0.03 

0.00 

0.03 

0.04 

0.00 

-0.01 

-0.01 

0.11 

0.001 

0.12 

0.30 


4 APD 

0801000800232500 

1.198 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.198 

0.24 

0.180 

0.03 

0.01 

0.01 

0.01 

0.00 

0.05 

0.02 

0.14 

0.000 

0.17 

0.35 


4 APM 

0801000600152800 

2.906 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.906 

0.19 

0.180 

0.01 

0.00 

0.03 

0.03 

0.00 

0.05 

0.04 

0.04 

0.000 

0.17 

0.25 


4 AS 

0801000800242100 

1.127 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.127 

0.21 

0.180 

0.02 

0.01 

0.02 

0.03 

0.00 

0.00 

0.00 

0.09 

0.000 

0.18 

0.43 


4 BGD 

0801000800250500 

4.044 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.024 

0.13 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.020 

0.13 

0.180 

0.02 

0.00 

0.05 

0.06 

0.00 

0.01 

0.00 

0.07 

0.000 

0.19 

0.61 


4 Bgm 

0801000800252200 

4.800 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

4.800 

0.14 

0.200 

0.04 

0.01 

1.72 

0.00 

0.00 

-1.55 

-0.51 

0.15 

0.000 

0.19 

0.59 


4 BKM 

0801000900283100 

1.971 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.971 

0.28 

0.200 

0.04 

0.01 

0.01 

0.02 

0.00 

0.11 

0.04 

0.14 

0.000 

0.18 

0.42 


4BKSM 

0801000900281300 

5.033 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.033 

0.21 

0.200 

0.20 

0.03 

0.05 

0.05 

0.00 

0.29 

0.12 

0.81 

0.001 

0.18 

0.43 


4 BLD 

0801000800229500 

1.896 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.896 

0.07 

0.180 

0.05 

0.01 

0.02 

0.03 

0.00 

0.01 

0.01 

0.18 

0.000 

0.18 

0.45 


4 BLM 

0801000800245100 

2.817 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.817 

0.18 

0.180 

0.05 

0.01 

0.03 

0.04 

0.00 

0.06 

0.02 

0.18 

0.000 

0.18 

0.44 


4 BMM 

0801000900281900 

7.713 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

7.713 

-0.08 

0.200 

0.18 

0.04 

0.09 

0.11 

0.00 

0.00 

0.00 

0.70 

0.001 

0.18 

0.43 


4 BPM 

0801000500121500 

1.957 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.957 

-0.02 

0.200 

0.01 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.04 

0.001 

0.20 

0.65 



0801000800254700 

4.153 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.821 

0.16 

0.180 

0.08 

0.02 

0.03 

0.04 

0.00 

0.07 

0.03 

0.33 

0.000 

0.12 

0.33 






Gang Canal 

Command 

Younger Alluvium 

1.332 

0.16 

0.180 

0.04 

0.01 

0.03 

0.03 

0.00 

0.01 

0.00 

0.15 

0.000 

0.06 

0.16 


4 DJM 

0801000800236000 

2.339 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.323 

0.33 

0.200 

0.04 

0.01 

0.69 

0.00 

0.00 

-0.51 

-0.28 

0.14 

0.000 

0.17 

0.30 





Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.016 

0.33 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


4 DWM 

0801000900282300 

2.469 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.469 

0.18 

0.200 

0.16 

0.02 

0.02 

0.02 

0.00 

0.18 

0.08 

0.65 

0.000 

0.18 

0.43 


4 GB 

0801000800251700 

1.429 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.214 

0.03 

0.200 

0.01 

0.00 

0.08 

0.00 

0.00 

-0.07 

-0.02 

0.04 

0.000 

0.03 

0.09 


4 H 

0801000600171000 

2.786 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.633 

-0.07 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.00 

0.000 

0.16 

0.24 


4 JKM 

0801000500140600 

1.934 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.934 

0.09 

0.200 

0.01 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.05 

0.001 

0.19 

0.56 


4 JSD 

0801000800250900 

5.755 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.902 

-0.02 

0.200 

0.02 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.07 

0.000 

0.06 

0.21 






Ghaggar River Bed 

Command 

Younger Alluvium 

1.055 

-0.02 

0.200 

0.01 

0.00 

0.38 

0.00 

0.00 

0.00 

0.00 

0.04 

0.000 

0.04 

0.11 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.753 

-0.02 

0.180 

0.02 

0.00 

0.03 

0.04 

0.00 

0.00 

0.00 

0.07 

0.000 

0.09 

0.30 


4 K-A 

0801000600168700 

1.643 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.311 

-0.10 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.03 

0.000 

0.13 

0.20 


4 KAM 

0801000600147200 

1.513 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.513 

0.66 

0.180 

0.00 

0.00 

0.01 

0.01 

0.00 

0.15 

0.10 

0.00 

0.000 

0.17 

0.26 


4 K-B 

0801000600168800 

1.587 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.102 

-0.09 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


4 KSD-A 

0801000600143800 

1.617 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.617 

0.30 

0.180 

0.00 

0.00 

0.02 

0.02 

0.00 

0.06 

0.03 

0.02 

0.000 

0.17 

0.33 


4 KSD-B 

0801000600143700 

1.336 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.336 

0.31 

0.180 

0.00 

0.00 

0.01 

0.01 

0.00 

0.05 

0.03 

0.01 

0.000 

0.17 

0.33 


4 KSM 

0801000600146000 

3.369 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.369 

0.65 

0.180 

0.00 

0.00 

0.04 

0.05 

0.00 

0.31 

0.20 

0.00 

0.000 

0.17 

0.26 


4 KSM-A 

0801000600145900 

2.392 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.392 

0.62 

0.180 

0.00 

0.00 

0.02 

0.02 

0.00 

0.22 

0.14 

0.00 

0.000 

0.17 

0.26 


4 KWM 

0801000500140000 

1.780 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.780 

0.03 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

-0.03 

-0.01 

0.00 

0.000 

0.19 

0.56 


4LC-A 

0801000800249900 

3.058 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.058 

0.09 

0.180 

0.06 

0.02 

0.03 

0.05 

0.00 

0.01 

0.00 

0.25 

0.000 

0.20 

0.64 


4LC-B 

0801000800250000 

1.967 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.324 

0.11 

0.180 

0.03 

0.01 

0.02 

0.02 

0.00 

0.01 

0.00 

0.12 

0.000 

0.13 

0.43 






Gang Canal 

Command 

Younger Alluvium 

0.643 

0.11 

0.180 

0.02 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.06 

0.000 

0.06 

0.21 


4 LGM 

0801000800234500 

5.997 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.997 

0.37 

0.180 

0.01 

0.00 

0.06 

0.06 

0.00 

0.29 

0.18 

0.05 

0.000 

0.17 

0.28 


4 LM 

0801000600177400 

3.273 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.397 

0.09 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.972 

0.09 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.00 

0.000 

0.10 

0.15 


4 LPM 

0801000500137400 

2.554 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.554 

0.55 

0.200 

0.03 

0.00 

0.02 

0.03 

0.00 

0.26 

0.15 

0.13 

0.001 

0.17 

0.30 


4 LSM 

0801000600149100 

1.872 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.872 

0.43 

0.180 

0.00 

0.00 

0.02 

0.02 

0.00 

0.11 

0.07 

0.00 

0.000 

0.17 

0.25 


4 LSM-A 

0801000600149000 

3.385 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.385 

0.37 

0.180 

0.00 

0.00 

0.03 

0.03 

0.00 

0.16 

0.11 

0.01 

0.000 

0.17 

0.25 


4 MSD 

0801000500123500 

2.112 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.498 

0.02 

0.200 

0.02 

0.00 

0.02 

0.02 

0.00 

-0.01 

0.00 

0.06 

0.000 

0.14 

0.46 






Gang Canal 

Command 

Younger Alluvium 

0.615 

0.02 

0.200 

0.01 

0.00 

0.01 

0.02 

0.00 

-0.01 

0.00 

0.03 

0.000 

0.06 

0.19 


4 MSR 

0801000600156000 

3.850 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.223 

-0.12 

0.200 

0.00 

0.00 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.323 

-0.12 

0.180 

0.01 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.03 

0.000 

0.06 

0.09 






Ghaggar River Bed 

Command 

Younger Alluvium 

2.305 

-0.12 

0.180 

0.01 

0.00 

0.69 

0.00 

0.00 

0.00 

0.00 

0.05 

0.000 

0.10 

0.15 


4 NZP 

0801000500139300 

1.614 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.015 

0.01 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

-0.02 

-0.01 

0.05 

0.000 

0.11 

0.26 






Gang Canal 

Command 

Younger Alluvium 

0.599 

0.01 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

-0.02 

-0.01 

0.04 

0.000 

0.07 

0.16 


4 P 

0801000600169000 

2.023 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.012 

-0.03 

0.200 

0.02 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.06 

0.000 

0.17 

0.25 


4 PGM 

0801000600165800 

3.889 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

3.889 

-0.20 

0.200 

0.01 

0.00 

1.16 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.17 

0.25 


4 PPM 

0801000900278100 

4.009 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.976 

-0.20 

0.200 

0.06 

0.01 

0.05 

0.06 

0.00 

0.00 

0.00 

0.23 

0.001 

0.17 

0.41 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.002 

-0.20 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 








Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 


( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.25 

0.01 

(144.48) 

0.01 

0.02 

0.03 

0.02 

0.08 

0.00 

0.0100 

0.0143 

0.0202 

- 

0.045 

0.047 

0.078 

0.004 

0.074 

0.045 

60.82 

Safe 

37 GB-A 

0801000800241800 

0.22 

0.05 

(77.62) 

0.04 

0.04 

0.08 

0.04 

0.22 

0.01 

- 

0.0254 

0.0287 

- 

0.054 

0.066 

0.142 

0.007 

0.135 

0.036 

26.66 

Safe 

37GB-B 

0801000800242200 

0.22 

0.06 

(77.15) 

0.05 

0.09 

0.13 

0.04 

0.22 

0.01 

0.0500 

0.0382 

0.0540 

- 

0.142 

0.157 

0.290 

0.015 

0.276 

0.252 

91.45 

Critical 

37 NP 

0801000500125300 

0.25 

0.00 

(776.67) 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0037 

0.0053 

- 

0.009 

0.009 

0.016 

0.001 

0.015 

0.018 

120.59 

Over Exploited 

37 NP-A 

0801000500119100 

0.25 

0.00 

(1,046.75) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0020 

0.0022 

- 

0.004 

0.004 

0.007 

0.000 

0.007 

0.000 

0.37 

Safe 



0.25 

0.00 

(941.42) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0022 

0.0025 

- 

0.005 

0.005 

0.008 

0.000 

0.008 

0.000 

0.37 

Safe 

38 GB 

0801000800242400 

0.22 

0.03 

(81.83) 

0.02 

0.05 

0.07 

0.02 

0.09 

0.01 

- 

0.0329 

0.0372 

- 

0.070 

0.077 

0.147 

0.007 

0.140 

0.009 

6.45 

Safe 



0.22 

0.05 

(627.68) 

0.04 

0.65 

0.69 

0.03 

0.13 

0.01 

- 

- 

- 

- 

- 

0.013 

0.703 

0.035 

0.668 

0.018 

2.70 

Safe 

38 NP 

0801000500126000 

0.25 

0.13 

(122.11) 

0.10 

0.16 

0.26 

0.04 

0.19 

0.03 

0.0400 

0.0860 

0.1215 

- 

0.248 

0.282 

0.544 

0.027 

0.516 

0.199 

38.52 

Safe 



0.25 

0.00 

(523.13) 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0074 

0.0105 

- 

0.018 

0.018 

0.032 

0.002 

0.030 

0.009 

30.18 

Safe 

39 GB 

0801000800242700 

0.25 

0.13 

(456.02) 

0.10 

1.11 

1.21 

0.04 

0.17 

0.03 

- 

- 

- 

- 

- 

0.033 

1.246 

0.062 

1.184 

- 

- 

Safe 



0.22 

0.01 

(9,833.70) 

0.00 

0.29 

0.29 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.293 

0.015 

0.279 

- 

- 

Safe 

39 NP 

0801000500125400 

0.25 

0.00 

(275.26) 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

- 

0.0061 

0.0069 

- 

0.013 

0.013 

0.024 

0.001 

0.023 

0.009 

39.46 

Safe 

4 A 

0801000600166400 

0.25 

0.12 

6.63 

0.13 

0.06 

0.18 

0.05 

0.21 

0.03 

- 

0.0355 

0.0401 

- 

0.076 

0.109 

0.292 

0.015 

0.277 

0.023 

8.30 

Safe 



0.22 

0.00 

6,751.52 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0005 

0.0006 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

- 

- 

Safe 

4 AP 

0801000900278900 

0.25 

0.00 

(55.70) 

0.00 

- 

0.00 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.004 

0.018 

418.65 

Over Exploited 



0.25 

0.12 

(104.57) 

0.10 

0.07 

0.16 

0.03 

0.16 

0.03 

0.0100 

0.0380 

0.0537 

- 

0.102 

0.133 

0.297 

0.015 

0.282 

0.109 

38.49 

Safe 

4 APD 

0801000800232500 

0.22 

0.05 

(47.72) 

0.04 

0.03 

0.07 

0.05 

0.22 

0.01 

0.0300 

0.0147 

0.0166 

- 

0.061 

0.073 

0.143 

0.007 

0.135 

0.135 

99.64 

Critical 

4 APM 

0801000600152800 

0.22 

0.11 

(67.06) 

0.09 

0.06 

0.14 

0.05 

0.21 

0.03 

- 

0.0356 

0.0403 

- 

0.076 

0.106 

0.247 

0.012 

0.235 

0.036 

15.34 

Safe 

4 AS 

0801000800242100 

0.22 

0.04 

(96.40) 

0.04 

0.06 

0.09 

0.04 

0.22 

0.01 

0.0200 

0.0284 

0.0402 

- 

0.089 

0.100 

0.194 

0.010 

0.184 

0.090 

48.88 

Safe 

4 BGD 

0801000800250500 

0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0004 

0.0005 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

- 

- 

Safe 



0.22 

0.17 

(98.37) 

0.14 

0.10 

0.24 

0.04 

0.23 

0.04 

0.0100 

0.0591 

0.0836 

- 

0.153 

0.188 

0.431 

0.022 

0.409 

0.072 

17.60 

Safe 

4 Bgm 

0801000800252200 

0.25 

0.23 

(319.77) 

0.19 

1.73 

1.91 

0.04 

0.23 

0.05 

0.0300 

- 

- 

- 

0.030 

0.079 

1.992 

0.100 

1.893 

0.152 

8.03 

Safe 

4 BKM 

0801000900283100 

0.25 

0.09 

(48.71) 

0.07 

0.04 

0.11 

0.04 

0.22 

0.02 

0.0200 

0.0193 

0.0273 

- 

0.067 

0.089 

0.203 

0.010 

0.193 

0.144 

74.81 

Semi Critical 

4BKSM 

0801000900281300 

0.25 

0.22 

(46.75) 

0.18 

0.13 

0.31 

0.04 

0.22 

0.06 

0.0900 

0.0617 

0.0698 

- 

0.222 

0.277 

0.584 

0.029 

0.555 

0.811 

o 

CD 

Over Exploited 

4 BLD 

0801000800229500 

0.22 

0.07 

(92.93) 

0.06 

0.06 

0.12 

0.04 

0.22 

0.02 

0.0300 

0.0279 

0.0394 

- 

0.097 

0.115 

0.235 

0.012 

0.223 

0.180 

80.69 

Semi Critical 

4 BLM 

0801000800245100 

0.22 

0.11 

(78.63) 

0.09 

0.08 

0.17 

0.04 

0.22 

0.03 

0.0300 

0.0414 

0.0585 

- 

0.130 

0.157 

0.330 

0.016 

0.313 

0.180 

57.47 

Safe 

4 BMM 

0801000900281900 

0.25 

0.34 

- 

0.34 

0.24 

0.58 

0.04 

0.22 

0.09 

0.1300 

0.1135 

0.1603 

- 

0.404 

0.489 

1.070 

0.107 

0.963 

0.703 

73.03 

Semi Critical 

4 BPM 

0801000500121500 

0.25 

0.10 

- 

0.10 

0.05 

0.15 

0.04 

0.24 

0.02 

0.0100 

0.0288 

0.0407 

- 

0.080 

0.099 

0.247 

0.025 

0.223 

0.037 

16.42 

Safe 


0801000800254700 

0.22 

0.08 

(66.84) 

0.06 

0.09 

0.16 

0.03 

0.15 

0.02 

0.0600 

0.0415 

0.0586 

- 

0.160 

0.178 

0.334 

0.017 

0.317 

0.333 

105.04 

Over Exploited 



0.22 

0.02 

(76.18) 

0.01 

0.07 

0.08 

0.01 

0.07 

0.00 

0.0300 

0.0336 

0.0475 

- 

0.111 

0.115 

0.197 

0.010 

0.187 

0.153 

81.94 

Semi Critical 

4 DJM 

0801000800236000 

0.25 

0.10 

(911,777.80) 

0.08 

0.70 

0.78 

0.05 

0.21 

0.03 

0.0200 

- 

- 

- 

0.020 

0.047 

0.828 

0.041 

0.786 

0.140 

17.80 

Safe 



0.22 

0.00 

(51,192.13) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.005 

- 

- 

Safe 

4 DWM 

0801000900282300 

0.25 

0.11 

(31.17) 

0.09 

0.07 

0.16 

0.04 

0.22 

0.03 

0.0700 

0.0303 

0.0342 

- 

0.135 

0.162 

0.317 

0.016 

0.301 

0.648 

215.15 

Over Exploited 

4 GB 

0801000800251700 

0.25 

0.00 

(1,477.66) 

0.00 

0.08 

0.08 

0.01 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.088 

0.004 

0.084 

0.035 

41.78 

Safe 

4 H 

0801000600171000 

0.25 

0.10 

- 

0.10 

0.05 

0.15 

0.04 

0.20 

0.03 

- 

0.0258 

0.0365 

- 

0.062 

0.092 

0.241 

0.024 

0.217 

- 

- 

Safe 

4 JKM 

0801000500140600 

0.25 

0.09 

(101.42) 

0.07 

0.05 

0.12 

0.04 

0.23 

0.02 

0.0100 

0.0284 

0.0402 

- 

0.079 

0.099 

0.223 

0.011 

0.211 

0.046 

21.54 

Safe 

4 JSD 

0801000800250900 

0.25 

0.03 

- 

0.03 

0.05 

0.08 

0.01 

0.08 

0.01 

0.0100 

0.0280 

0.0395 

- 

0.078 

0.084 

0.164 

0.016 

0.148 

0.070 

47.34 

Safe 



0.25 

0.01 

- 

0.01 

0.38 

0.39 

0.01 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.399 

0.040 

0.359 

0.035 

9.75 

Safe 



0.22 

0.06 

- 

0.06 

0.07 

0.13 

0.02 

0.11 

0.01 

0.0100 

0.0405 

0.0572 

- 

0.108 

0.119 

0.248 

0.025 

0.223 

0.072 

32.25 

Safe 

4 K-A 

0801000600168700 

0.25 

0.04 

- 

0.04 

0.02 

0.07 

0.04 

0.17 

0.01 

- 

0.0129 

0.0182 

- 

0.031 

0.043 

0.110 

0.011 

0.099 

0.030 

30.41 

Safe 

4 KAM 

0801000600147200 

0.22 

0.06 

74.54 

0.07 

0.03 

0.10 

0.05 

0.21 

0.02 

- 

0.0185 

0.0210 

- 

0.040 

0.055 

0.151 

0.008 

0.143 

- 

- 

Safe 

4 K-B 

0801000600168800 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0010 

0.0014 

- 

0.002 

0.002 

0.005 

0.000 

0.004 

- 

- 

Safe 

4 KSD-A 

0801000600143800 

0.22 

0.06 

(51.34) 

0.05 

0.03 

0.08 

0.05 

0.22 

0.02 

- 

0.0198 

0.0224 

- 

0.042 

0.058 

0.138 

0.007 

0.131 

0.018 

13.72 

Safe 

4 KSD-B 

0801000600143700 

0.22 

0.05 

(50.04) 

0.04 

0.03 

0.07 

0.05 

0.22 

0.01 

- 

0.0164 

0.0185 

- 

0.035 

0.048 

0.114 

0.006 

0.108 

0.009 

8.31 

Safe 

4 KSM 

0801000600146000 

0.22 

0.12 

62.06 

0.15 

0.09 

0.24 

0.05 

0.21 

0.03 

- 

0.0496 

0.0700 

- 

0.120 

0.154 

0.391 

0.020 

0.371 

- 

- 

Safe 

4 KSM-A 

0801000600145900 

0.22 

0.09 

63.37 

0.11 

0.05 

0.15 

0.05 

0.21 

0.02 

- 

0.0293 

0.0332 

- 

0.063 

0.087 

0.239 

0.012 

0.227 

- 

- 

Safe 

4 KWM 

0801000500140000 

0.25 

0.08 

(113.88) 

0.07 

0.05 

0.11 

0.04 

0.23 

0.02 

- 

0.0262 

0.0370 

- 

0.063 

0.082 

0.196 

0.010 

0.186 

0.000 

0.27 

Safe 

4LC-A 

0801000800249900 

0.22 

0.13 

(97.82) 

0.11 

0.10 

0.21 

0.04 

0.24 

0.03 

0.0500 

0.0450 

0.0636 

- 

0.159 

0.186 

0.392 

0.020 

0.372 

0.252 

67.74 

Safe 

4LC-B 

0801000800250000 

0.22 

0.04 

(90.96) 

0.03 

0.04 

0.08 

0.03 

0.16 

0.01 

0.0200 

0.0195 

0.0275 

- 

0.067 

0.075 

0.150 

0.008 

0.143 

0.117 

81.90 

Semi Critical 



0.22 

0.01 

(83.57) 

0.01 

0.03 

0.04 

0.01 

0.08 

0.00 

0.0100 

0.0162 

0.0229 

- 

0.049 

0.051 

0.086 

0.004 

0.082 

0.063 

77.05 

Semi Critical 

4 LGM 

0801000800234500 

0.22 

0.22 

(19.19) 

0.18 

0.12 

0.29 

0.05 

0.21 

0.06 

0.0100 

0.0735 

0.0831 

- 

0.167 

0.228 

0.523 

0.026 

0.497 

0.054 

10.87 

Safe 

4 LM 

0801000600177400 

0.25 

0.00 

(109.98) 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

- 

0.0049 

0.0055 

- 

0.010 

0.011 

0.020 

0.001 

0.019 

- 

- 

Safe 



0.25 

0.05 

(102.02) 

0.04 

0.04 

0.08 

0.03 

0.13 

0.01 

- 

0.0242 

0.0273 

- 

0.052 

0.065 

0.143 

0.007 

0.136 

- 

- 

Safe 

4 LPM 

0801000500137400 

0.25 

0.11 

36.47 

0.13 

0.05 

0.18 

0.05 

0.21 

0.03 

0.0200 

0.0313 

0.0354 

- 

0.087 

0.116 

0.295 

0.015 

0.280 

0.127 

45.28 

Safe 

4 LSM 

0801000600149100 

0.22 

0.07 

4.07 

0.07 

0.04 

0.11 

0.05 

0.21 

0.02 

- 

0.0230 

0.0259 

- 

0.049 

0.068 

0.176 

0.009 

0.167 

- 

- 

Safe 

4 LSM-A 

0801000600149000 

0.22 

0.12 

(14.13) 

0.11 

0.07 

0.17 

0.05 

0.21 

0.04 

- 

0.0415 

0.0469 

- 

0.088 

0.123 

0.295 

0.015 

0.280 

0.009 

3.21 

Safe 

4 MSD 

0801000500123500 

0.25 

0.05 

(106.84) 

0.04 

0.04 

0.08 

0.03 

0.17 

0.01 

0.0100 

0.0220 

0.0311 

- 

0.063 

0.074 

0.155 

0.008 

0.147 

0.063 

43.08 

Safe 



0.25 

0.01 

(147.40) 

0.01 

0.03 

0.03 

0.01 

0.07 

0.00 

0.0100 

0.0155 

0.0219 

- 

0.047 

0.049 

0.083 

0.004 

0.079 

0.027 

34.51 

Safe 

4 MSR 

0801000600156000 

0.25 

0.00 

- 

0.00 

0.07 

0.07 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.067 

0.007 

0.060 

- 

- 

Safe 



0.22 

0.02 

- 

0.02 

0.04 

0.06 

0.02 

0.07 

0.00 

- 

0.0278 

0.0315 

- 

0.059 

0.064 

0.123 

0.012 

0.111 

0.027 

24.40 

Safe 



0.22 

0.05 

- 

0.05 

0.69 

0.74 

0.03 

0.13 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.762 

0.076 

0.686 

0.045 

6.56 

Safe 

4 NZP 

0801000500139300 

0.25 

0.03 

(122.45) 

0.02 

0.03 

0.05 

0.03 

0.14 

0.01 

0.0100 

0.0149 

0.0211 

- 

0.046 

0.053 

0.102 

0.005 

0.097 

0.054 

56.07 

Safe 



0.25 

0.01 

(164.46) 

0.01 

0.03 

0.03 

0.02 

0.08 

0.00 

0.0100 

0.0151 

0.0214 

- 

0.047 

0.049 

0.083 

0.004 

0.079 

0.036 

46.05 

Safe 

4 P 

0801000600169000 

0.25 

0.08 

- 

0.08 

0.04 

0.12 

0.05 

0.21 

0.02 

0.0100 

0.0197 

0.0279 

- 

0.058 

0.081 

0.199 

0.020 

0.179 

0.060 

33.45 

Safe 

4 PGM 

0801000600165800 

0.25 

0.16 

- 

0.16 

1.16 

1.32 

0.05 

0.21 

0.05 

- 

- 

- 

- 

- 

0.046 

1.367 

0.137 

1.230 

0.023 

1.87 

Safe 

4 PPM 

0801000900278100 

0.25 

0.17 

- 

0.17 

0.12 

0.29 

0.04 

0.21 

0.04 

0.0400 

0.0682 

0.0827 

- 

0.191 

0.235 

0.525 

0.053 

0.473 

0.235 

49.62 

Safe 



0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


4 PPN 

080100090028840C 

8.598 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.011 

-0.24 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


4 PTD-A 

0801000800227700 

1.878 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.005 

0.11 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Gang Canal 

Command 

Younger Alluvium 

1.873 

0.11 

0.180 

0.07 

0.02 

0.04 

0.05 

0.00 

0.01 

0.00 

0.26 

0.000 

0.17 

0.38 


4 PTD-B 

0801000800227800 

1.740 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.740 

0.10 

0.180 

0.05 

0.01 

0.03 

0.04 

0.00 

0.00 

0.00 

0.21 

0.000 

0.17 

0.38 


4 RM 

0801000900280300 

2.177 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.177 

0.17 

0.200 

0.10 

0.02 

0.02 

0.03 

0.00 

0.10 

0.04 

0.39 

0.000 

0.18 

0.46 


4 RTM 

0801000600158100 

2.795 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.414 

0.18 

0.180 

0.00 

0.00 

0.02 

0.02 

0.00 

0.03 

0.02 

0.00 

0.000 

0.14 

0.22 






Gang Canal 

Command 

Younger Alluvium 

0.382 

0.18 

0.180 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 


4 SAD 

0801000500123700 

2.615 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.523 

0.04 

0.200 

0.02 

0.01 

0.02 

0.02 

0.00 

-0.02 

-0.01 

0.08 

0.000 

0.11 

0.37 






Gang Canal 

Command 

Younger Alluvium 

1.092 

0.04 

0.200 

0.01 

0.00 

0.02 

0.03 

0.00 

-0.03 

-0.01 

0.05 

0.000 

0.08 

0.26 


4SD- A 

0801000900278400 

7.286 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

7.286 

0.55 

0.200 

0.02 

0.01 

0.10 

0.11 

0.00 

0.61 

0.25 

0.09 

0.001 

0.17 

0.43 


4SD-B 

0801000900278300 

2.433 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.001 

0.28 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.432 

0.28 

0.200 

0.03 

0.01 

0.03 

0.04 

0.00 

0.09 

0.04 

0.11 

0.000 

0.17 

0.42 


4 SJM-A 

0801000600143500 

2.513 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.513 

0.38 

0.180 

0.00 

0.00 

0.02 

0.02 

0.00 

0.12 

0.07 

0.02 

0.000 

0.17 

0.31 


4 SJM-B 

0801000600143400 

2.831 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.831 

0.44 

0.180 

0.00 

0.00 

0.03 

0.03 

0.00 

0.17 

0.10 

0.02 

0.000 

0.17 

0.29 


4 SPS(SALEMPURA) 

0801000600142200 

2.669 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.669 

0.67 

0.180 

0.00 

0.00 

0.03 

0.04 

0.00 

0.25 

0.15 

0.00 

0.000 

0.17 

0.28 


4 STB 

0801000800228900 

2.260 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.260 

0.10 

0.180 

0.05 

0.01 

0.03 

0.03 

0.00 

0.02 

0.01 

0.18 

0.000 

0.18 

0.42 


4 UDM 

0801000600151100 

2.554 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.554 

0.30 

0.180 

0.00 

0.00 

0.02 

0.03 

0.00 

0.09 

0.06 

0.01 

0.000 

0.17 

0.25 


40 GB 

0801000800242600 

6.441 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

4.214 

0.22 

0.200 

0.00 

0.00 

1.26 

0.00 

0.00 

-1.07 

-0.55 

0.00 

0.000 

0.11 

0.22 





Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.227 

0.22 

0.180 

0.00 

0.00 

0.66 

0.00 

0.00 

-0.58 

-0.29 

0.00 

0.000 

0.06 

0.12 


40 NP 

0801000500125900 

2.811 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.087 

0.07 

0.200 

0.01 

0.00 

0.02 

0.02 

0.00 

-0.01 

0.00 

0.05 

0.000 

0.06 

0.13 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.830 

0.07 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.02 

-0.01 

0.02 

0.000 

0.05 

0.10 


41GB 

0801000800242500 

2.012 

Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.012 

0.22 

0.180 

0.00 

0.00 

0.60 

0.00 

0.00 

-0.52 

-0.26 

0.00 

0.000 

0.17 

0.35 


42 GB 

0801000800241700 

1.763 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.323 

0.23 

0.180 

0.01 

0.00 

0.02 

0.02 

0.00 

0.02 

0.01 

0.03 

0.000 

0.13 

0.27 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.440 

0.23 

0.180 

0.00 

0.00 

0.13 

0.00 

0.00 

-0.11 

-0.05 

0.01 

0.000 

0.04 

0.09 


43 GB 

0801000800241600 

4.307 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.307 

0.26 

0.180 

0.03 

0.00 

0.07 

0.07 

0.00 

0.09 

0.05 

0.11 

0.000 

0.17 

0.37 


44 GB 

0801000800241500 

2.551 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.656 

0.27 

0.180 

0.01 

0.00 

0.03 

0.03 

0.00 

0.04 

0.02 

0.04 

0.000 

0.11 

0.22 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.895 

0.27 

0.180 

0.00 

0.00 

0.27 

0.00 

0.00 

-0.22 

-0.11 

0.02 

0.000 

0.06 

0.12 


45 GB-A 

0801000800241400 

1.827 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.827 

0.31 

0.180 

0.05 

0.01 

0.03 

0.03 

0.00 

0.08 

0.04 

0.18 

0.000 

0.17 

0.34 


45 GB-B 

0801000800241300 

2.816 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.816 

0.44 

0.180 

0.01 

0.00 

0.04 

0.05 

0.00 

0.14 

0.08 

0.05 

0.000 

0.17 

0.32 


45 NP 

0801000500126200 

3.577 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.009 

0.07 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Gang Canal 

Command 

Younger Alluvium 

3.568 

0.07 

0.200 

0.03 

0.01 

0.07 

0.09 

0.00 

-0.08 

-0.04 

0.10 

0.001 

0.17 

0.35 


46 GB-A 

0801000800236600 

1.838 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.815 

0.38 

0.180 

0.01 

0.00 

0.03 

0.03 

0.00 

0.08 

0.04 

0.05 

0.000 

0.17 

0.32 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.023 

0.38 

0.180 

0.00 

0.00 

0.01 

0.00 

0.00 

-0.01 

0.00 

0.00 

0.000 

0.00 

0.00 


46 GB-B 

0801000800236700 

1.930 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.454 

0.55 

0.180 

0.00 

0.00 

0.02 

0.02 

0.00 

0.10 

0.05 

0.02 

0.000 

0.13 

0.23 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.476 

0.55 

0.180 

0.00 

0.00 

0.14 

0.00 

0.00 

-0.09 

-0.05 

0.01 

0.000 

0.04 

0.07 


46 NP 

0801000500126800 

1.256 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.636 

0.12 

0.200 

0.02 

0.00 

0.01 

0.01 

0.00 

0.01 

0.01 

0.09 

0.000 

0.08 

0.17 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.057 

0.12 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


47 GB 

0801000800237000 

4.910 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.283 

0.66 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.000 

0.01 

0.02 






Gang Canal 

Command 

Younger Alluvium 

4.627 

0.66 

0.180 

0.01 

0.00 

0.07 

0.08 

0.00 

0.41 

0.23 

0.05 

0.000 

0.16 

0.28 


47 NP 

0801000500126700 

2.987 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.002 

0.13 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.936 

0.13 

0.200 

0.02 

0.00 

0.06 

0.07 

0.00 

-0.03 

-0.01 

0.07 

0.001 

0.16 

0.34 


48 GB-A 

0801000800236200 

4.374 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

3.768 

0.92 

0.200 

0.01 

0.00 

0.90 

0.00 

0.00 

-0.20 

-0.12 

0.04 

0.000 

0.14 

0.24 





Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.606 

0.92 

0.180 

0.00 

0.00 

0.14 

0.00 

0.00 

-0.04 

-0.03 

0.01 

0.000 

0.02 

0.04 


48 GB-B 

0801000800236300 

1.335 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.335 

0.29 

0.200 

0.02 

0.00 

0.40 

0.00 

0.00 

-0.30 

-0.17 

0.08 

0.000 

0.17 

0.31 


48 NP 

0801000500126900 

4.877 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.080 

0.18 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.051 

0.18 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


49 GB-A 

0801000800236400 

0.996 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.013 

0.28 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.984 

0.28 

0.180 

0.00 

0.00 

0.29 

0.00 

0.00 

-0.24 

-0.13 

0.00 

0.000 

0.17 

0.32 


49 GB-B 

0801000800236500 

2.137 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.093 

0.38 

0.200 

0.00 

0.00 

0.03 

0.00 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.01 

0.01 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.381 

0.38 

0.180 

0.00 

0.00 

0.01 

0.01 

0.00 

0.01 

0.01 

0.00 

0.000 

0.03 

0.06 






Ghaggar River Bed 

Command 

Younger Alluvium 

1.663 

0.38 

0.180 

0.00 

0.00 

0.50 

0.00 

0.00 

-0.38 

-0.21 

0.00 

0.000 

0.13 

0.24 


49 NP 

0801000500127000 

2.923 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.329 

0.25 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

0.01 

0.000 

0.02 

0.04 


5 A-A 

0801000600167400 

1.616 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.249 

0.36 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.03 

0.04 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.367 

0.36 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.08 

0.05 

0.03 

0.000 

0.14 

0.21 


5 A-B 

0801000600167500 

1.012 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.862 

0.29 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.03 

0.02 

0.00 

0.000 

0.14 

0.21 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.150 

0.29 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.02 

0.04 


5 AP 

0801000900279000 

7.694 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

7.694 

0.16 

0.200 

0.02 

0.00 

0.09 

0.11 

0.00 

0.06 

0.03 

0.07 

0.001 

0.17 

0.42 


5 APD-A 

0801000800233100 

1.120 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.120 

0.25 

0.180 

0.05 

0.01 

0.01 

0.01 

0.00 

0.07 

0.04 

0.18 

0.000 

0.17 

0.33 


5 APD-B 

0801000800233200 

2.314 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.314 

0.23 

0.180 

0.02 

0.00 

0.02 

0.02 

0.00 

0.07 

0.04 

0.09 

0.000 

0.17 

0.35 


5 APM-A 

0801000600152600 

1.904 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.904 

0.04 

0.180 

0.01 

0.00 

0.02 

0.02 

0.00 

-0.01 

-0.01 

0.03 

0.000 

0.17 

0.25 


5 APM-B 

0801000600152500 

1.607 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.607 

0.00 

0.180 

0.01 

0.00 

0.02 

0.02 

0.00 

-0.02 

-0.01 

0.04 

0.000 

0.17 

0.25 


5 AS-A 

0801000800241200 

1.616 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.616 

0.25 

0.180 

0.02 

0.00 

0.03 

0.03 

0.00 

0.04 

0.02 

0.07 

0.000 

0.18 

0.39 


5 AS-B 

0801000800241000 

3.032 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.603 

0.30 

0.180 

0.02 

0.00 

0.02 

0.03 

0.00 

0.11 

0.05 

0.08 

0.000 

0.15 

0.32 






Gang Canal 

Command 

Younger Alluvium 

0.429 

0.30 

0.180 

0.00 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

0.01 

0.000 

0.02 

0.05 


5 BGD 

0801000800248500 

1.612 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.856 

0.14 

0.200 

0.02 

0.01 

0.01 

0.01 

0.00 

0.01 

0.00 

0.09 

0.000 

0.10 

0.32 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.618 

0.14 

0.200 

0.02 

0.00 

0.22 

0.00 

0.00 

-0.18 

-0.06 

0.07 

0.000 

0.07 

0.23 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.138 

0.14 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.05 


5 BKM 

0801000900283200 

4.547 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.547 

0.16 

0.200 

0.09 

0.01 

0.04 

0.04 

0.00 

0.14 

0.06 

0.34 

0.001 

0.18 

0.40 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

4 PPN 

0801000900288400 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

4 PTD-A 

0801000800227700 

0.22 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.22 

0.07 

(95.76) 

0.06 

0.10 

0.16 

0.04 

0.22 

0.02 

0.0500 

0.0473 

0.0668 

- 

0.164 

0.182 

0.340 

0.017 

0.323 

0.261 

80.79 

Semi Critical 

4 PTD-B 

0801000800227800 

0.22 

0.07 

(103.04) 

0.05 

0.09 

0.14 

0.04 

0.22 

0.02 

0.0400 

0.0439 

0.0620 

- 

0.146 

0.163 

0.301 

0.015 

0.286 

0.207 

72.45 

Semi Critical 

4 RM 

0801000900280300 

0.25 

0.10 

(61.51) 

0.08 

0.08 

0.16 

0.04 

0.22 

0.02 

0.0700 

0.0320 

0.0452 

- 

0.147 

0.171 

0.327 

0.016 

0.310 

0.387 

124.81 

Over Exploited 

4 RTM 

0801000600158100 

0.22 

0.08 

(74.18) 

0.06 

0.05 

0.11 

0.04 

0.18 

0.02 

- 

0.0296 

0.0334 

- 

0.063 

0.085 

0.192 

0.010 

0.183 

- 

- 

Safe 



0.22 

0.00 

(105.25) 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

- 

0.0080 

0.0091 

- 

0.017 

0.018 

0.031 

0.002 

0.030 

- 

- 

Safe 

4 SAD 

0801000500123700 

0.25 

0.04 

(113.08) 

0.03 

0.05 

0.08 

0.02 

0.14 

0.01 

0.0200 

0.0224 

0.0317 

- 

0.074 

0.083 

0.168 

0.008 

0.159 

0.081 

51.13 

Safe 



0.25 

0.02 

(140.22) 

0.02 

0.05 

0.07 

0.02 

0.10 

0.00 

0.0100 

0.0276 

0.0389 

- 

0.077 

0.081 

0.146 

0.007 

0.139 

0.054 

39.09 

Safe 

4SD- A 

0801000900278400 

0.25 

0.32 

(20.79) 

0.25 

0.21 

0.47 

0.04 

0.22 

0.08 

0.0200 

0.1250 

0.1515 

- 

0.297 

0.378 

0.845 

0.042 

0.802 

0.091 

11.34 

Safe 

4SD- B 

0801000900278300 

0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.25 

0.10 

(65.23) 

0.08 

0.08 

0.16 

0.04 

0.22 

0.03 

0.0200 

0.0417 

0.0505 

- 

0.112 

0.140 

0.301 

0.015 

0.286 

0.108 

37.84 

Safe 

4 SJM-A 

0801000600143500 

0.22 

0.09 

(26.67) 

0.07 

0.05 

0.12 

0.05 

0.22 

0.03 

- 

0.0308 

0.0348 

- 

0.066 

0.091 

0.214 

0.011 

0.204 

0.018 

8.84 

Safe 

4 SJM-B 

0801000600143400 

0.22 

0.10 

(7.14) 

0.10 

0.05 

0.15 

0.05 

0.21 

0.03 

- 

0.0347 

0.0392 

- 

0.074 

0.103 

0.255 

0.013 

0.242 

0.018 

7.44 

Safe 

4 SPS(SALEMPURA) 

0801000600142200 

0.22 

0.10 

55.98 

0.12 

0.07 

0.19 

0.05 

0.21 

0.03 

- 

0.0393 

0.0555 

- 

0.095 

0.122 

0.310 

0.015 

0.294 

- 

- 

Safe 

4 STB 

0801000800228900 

0.22 

0.09 

(90.59) 

0.07 

0.07 

0.14 

0.04 

0.22 

0.02 

0.0300 

0.0332 

0.0470 

- 

0.110 

0.132 

0.272 

0.014 

0.258 

0.180 

69.78 

Safe 

4 UDM 

0801000600151100 

0.22 

0.09 

(37.44) 

0.07 

0.05 

0.12 

0.05 

0.21 

0.03 

- 

0.0313 

0.0354 

- 

0.067 

0.093 

0.217 

0.011 

0.206 

0.009 

4.36 

Safe 

40 GB 

0801000800242600 

0.25 

0.11 

(8,529.53) 

0.08 

1.26 

1.34 

0.03 

0.14 

0.03 

- 

- 

- 

- 

- 

0.028 

1.370 

0.068 

1.301 

- 

- 

Safe 



0.22 

0.01 

(4,261.79) 

0.01 

0.66 

0.68 

0.02 

0.08 

0.00 

- 

- 

- 

- 

- 

0.004 

0.680 

0.034 

0.646 

- 

- 

Safe 

40 NP 

0801000500125900 

0.25 

0.02 

(127.69) 

0.01 

0.03 

0.05 

0.02 

0.08 

0.00 

0.0100 

0.0229 

0.0258 

- 

0.059 

0.063 

0.112 

0.006 

0.106 

0.054 

51.02 

Safe 



0.25 

0.01 

(173.33) 

0.01 

0.03 

0.03 

0.01 

0.06 

0.00 

- 

0.0174 

0.0197 

- 

0.037 

0.040 

0.075 

0.004 

0.071 

0.018 

25.75 

Safe 

41GB 

0801000800242500 

0.22 

0.06 

(3,266.65) 

0.05 

0.60 

0.65 

0.05 

0.22 

0.02 

- 

- 

- 

- 

- 

0.016 

0.664 

0.033 

0.631 

- 

- 

Safe 

42 GB 

0801000800241700 

0.22 

0.04 

(71.41) 

0.03 

0.04 

0.07 

0.03 

0.16 

0.01 

- 

0.0278 

0.0315 

- 

0.059 

0.069 

0.142 

0.007 

0.135 

0.027 

20.01 

Safe 



0.22 

0.00 

(1,389.83) 

0.00 

0.13 

0.13 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.136 

0.007 

0.129 

0.009 

6.99 

Safe 

43 GB 

0801000800241600 

0.22 

0.17 

(72.79) 

0.13 

0.14 

0.27 

0.05 

0.22 

0.04 

0.0100 

0.0906 

0.1024 

- 

0.203 

0.246 

0.516 

0.026 

0.490 

0.108 

22.03 

Safe 

44 GB 

0801000800241500 

0.22 

0.04 

(51.78) 

0.03 

0.05 

0.09 

0.03 

0.14 

0.01 

- 

0.0348 

0.0394 

- 

0.074 

0.085 

0.171 

0.009 

0.162 

0.036 

22.21 

Safe 



0.22 

0.01 

(1,053.25) 

0.01 

0.27 

0.28 

0.02 

0.08 

0.00 

- 

- 

- 

- 

- 

0.003 

0.280 

0.014 

0.266 

0.018 

6.78 

Safe 

45 GB-A 

0801000800241400 

0.22 

0.07 

(39.67) 

0.06 

0.07 

0.12 

0.05 

0.22 

0.02 

0.0200 

0.0384 

0.0434 

- 

0.102 

0.120 

0.244 

0.012 

0.232 

0.180 

77.54 

Semi Critical 

45 GB-B 

0801000800241300 

0.22 

0.11 

(28.53) 

0.09 

0.09 

0.18 

0.05 

0.22 

0.03 

0.0100 

0.0592 

0.0669 

- 

0.136 

0.165 

0.340 

0.017 

0.323 

0.045 

13.94 

Safe 

45 NP 

0801000500126200 

0.25 

0.00 

(11,905.38) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.25 

0.15 

(126.28) 

0.12 

0.16 

0.28 

0.04 

0.21 

0.04 

0.0200 

0.0900 

0.1272 

- 

0.237 

0.277 

0.560 

0.028 

0.532 

0.100 

18.80 

Safe 

46 GB-A 

0801000800236600 

0.22 

0.07 

(40.89) 

0.05 

0.06 

0.11 

0.05 

0.21 

0.02 

0.0100 

0.0382 

0.0432 

- 

0.091 

0.109 

0.222 

0.011 

0.211 

0.045 

21.38 

Safe 



0.22 

0.00 

(25,555.03) 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.007 

0.000 

0.007 

- 

- 

Safe 

46 GB-B 

0801000800236700 

0.22 

0.04 

33.35 

0.05 

0.05 

0.10 

0.03 

0.16 

0.01 

- 

0.0306 

0.0346 

- 

0.065 

0.076 

0.172 

0.009 

0.163 

0.018 

11.02 

Safe 



0.22 

0.00 

(1,307.45) 

0.00 

0.14 

0.15 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.147 

0.007 

0.139 

0.009 

6.46 

Safe 

46 NP 

0801000500126800 

0.25 

0.01 

(47.53) 

0.01 

0.02 

0.03 

0.02 

0.11 

0.00 

0.0100 

0.0134 

0.0151 

- 

0.039 

0.042 

0.073 

0.004 

0.069 

0.090 

129.86 

Over Exploited 



0.25 

0.00 

(285.88) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0012 

0.0014 

- 

0.003 

0.003 

0.005 

0.000 

0.004 

0.000 

0.37 

Safe 

47 GB 

0801000800237000 

0.22 

0.00 

2,495.29 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0035 

0.0039 

- 

0.007 

0.008 

0.014 

0.001 

0.013 

- 

- 

Safe 



0.22 

0.16 

41.84 

0.20 

0.15 

0.34 

0.04 

0.20 

0.04 

0.0100 

0.0973 

0.1100 

- 

0.217 

0.262 

0.605 

0.030 

0.575 

0.045 

7.82 

Safe 

47 NP 

0801000500126700 

0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.25 

0.12 

(111.74) 

0.10 

0.13 

0.22 

0.04 

0.21 

0.03 

0.0100 

0.0741 

0.1047 

- 

0.189 

0.221 

0.444 

0.022 

0.422 

0.073 

17.26 

Safe 

48 GB-A 

0801000800236200 

0.25 

0.12 

(1,462.16) 

0.09 

0.90 

0.99 

0.04 

0.18 

0.03 

- 

- 

- 

- 

- 

0.032 

1.024 

0.051 

0.973 

0.035 

3.60 

Safe 



0.22 

0.00 

(973.69) 

0.00 

0.14 

0.15 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.148 

0.007 

0.141 

0.009 

6.40 

Safe 

48 GB-B 

0801000800236300 

0.25 

0.06 

(390.36) 

0.05 

0.40 

0.44 

0.05 

0.22 

0.02 

0.0100 

- 

- 

- 

0.010 

0.025 

0.469 

0.023 

0.445 

0.082 

18.41 

Safe 

48 NP 

0801000500126900 

0.25 

0.00 

82.78 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0017 

0.0019 

- 

0.004 

0.004 

0.006 

0.000 

0.006 

0.000 

0.38 

Safe 



0.25 

0.00 

351.70 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0011 

0.0012 

- 

0.002 

0.002 

0.004 

0.000 

0.004 

0.000 

0.38 

Safe 

49 GB-A 

0801000800236400 

0.22 

0.00 

1,583.92 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

- 

- 

Safe 



0.22 

0.04 

(319,421.19) 

0.03 

0.29 

0.32 

0.05 

0.21 

0.01 

- 

- 

- 

- 

- 

0.010 

0.332 

0.017 

0.316 

- 

- 

Safe 

49 GB-B 

0801000800236500 

0.25 

0.00 

(6,611.78) 

0.00 

0.03 

0.03 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.028 

0.001 

0.027 

- 

- 

Safe 



0.22 

0.00 

201.42 

0.00 

0.01 

0.02 

0.01 

0.04 

0.00 

- 

0.0080 

0.0091 

- 

0.017 

0.018 

0.033 

0.002 

0.031 

- 

- 

Safe 



0.22 

0.03 

(2,770.03) 

0.03 

0.50 

0.52 

0.04 

0.17 

0.01 

- 

- 

- 

- 

- 

0.009 

0.531 

0.027 

0.504 

- 

- 

Safe 

49 NP 

0801000500127000 

0.25 

0.00 

81.94 

0.00 

0.01 

0.01 

0.01 

0.02 

0.00 

- 

0.0069 

0.0078 

- 

0.015 

0.015 

0.027 

0.001 

0.026 

0.009 

34.82 

Safe 

5 A-A 

0801000600167400 

0.25 

0.00 

432.39 

0.00 

0.00 

0.01 

0.01 

0.03 

0.00 

- 

0.0031 

0.0035 

- 

0.007 

0.007 

0.014 

0.001 

0.013 

- 

- 

Safe 



0.25 

0.05 

10.91 

0.05 

0.03 

0.08 

0.04 

0.18 

0.01 

- 

0.0168 

0.0189 

- 

0.036 

0.049 

0.129 

0.006 

0.123 

0.027 

22.04 

Safe 

5 A-B 

0801000600167500 

0.25 

0.03 

(27.26) 

0.02 

0.02 

0.04 

0.04 

0.18 

0.01 

- 

0.0106 

0.0119 

- 

0.023 

0.031 

0.072 

0.004 

0.069 

- 

- 

Safe 



0.22 

0.00 

305.74 

0.00 

0.00 

0.00 

0.01 

0.03 

0.00 

- 

0.0018 

0.0021 

- 

0.004 

0.004 

0.008 

0.000 

0.008 

- 

- 

Safe 

5 AP 

0801000900279000 

0.25 

0.33 

(92.45) 

0.27 

0.20 

0.47 

0.04 

0.22 

0.09 

0.0100 

0.1132 

0.1599 

- 

0.283 

0.369 

0.836 

0.042 

0.794 

0.073 

9.19 

Safe 

5 APD-A 

0801000800233100 

0.22 

0.04 

(15.49) 

0.04 

0.03 

0.07 

0.05 

0.22 

0.01 

0.0200 

0.0137 

0.0155 

- 

0.049 

0.060 

0.128 

0.006 

0.121 

0.180 

co 

00 

■'fr 

Over Exploited 

5 APD-B 

0801000800233200 

0.22 

0.09 

(58.63) 

0.07 

0.04 

0.11 

0.05 

0.22 

0.02 

0.0100 

0.0284 

0.0321 

- 

0.070 

0.093 

0.208 

0.010 

0.198 

0.090 

45.48 

Safe 

5 APM-A 

0801000600152600 

0.22 

0.07 

(111.35) 

0.06 

0.04 

0.09 

0.05 

0.21 

0.02 

- 

0.0233 

0.0264 

- 

0.050 

0.069 

0.162 

0.008 

0.154 

0.027 

17.56 

Safe 

5 APM-B 

0801000600152500 

0.22 

0.06 

(122.46) 

0.05 

0.03 

0.08 

0.05 

0.21 

0.02 

- 

0.0197 

0.0223 

- 

0.042 

0.059 

0.137 

0.007 

0.130 

0.036 

27.73 

Safe 

5 AS-A 

0801000800241200 

0.22 

0.06 

(70.05) 

0.05 

0.05 

0.10 

0.04 

0.22 

0.02 

0.0100 

0.0340 

0.0384 

- 

0.082 

0.098 

0.200 

0.010 

0.190 

0.072 

37.85 

Safe 

5 AS-B 

0801000800241000 

0.22 

0.09 

(38.87) 

0.07 

0.05 

0.12 

0.04 

0.19 

0.02 

0.0100 

0.0319 

0.0361 

- 

0.078 

0.100 

0.219 

0.011 

0.208 

0.081 

38.87 

Safe 



0.22 

0.00 

96.18 

0.00 

0.01 

0.02 

0.01 

0.03 

0.00 

- 

0.0090 

0.0102 

- 

0.019 

0.020 

0.036 

0.002 

0.035 

0.009 

26.07 

Safe 

5 BGD 

0801000800248500 

0.25 

0.02 

(83.22) 

0.02 

0.03 

0.05 

0.02 

0.12 

0.00 

0.0200 

0.0126 

0.0178 

- 

0.050 

0.055 

0.105 

0.005 

0.100 

0.094 

94.23 

Critical 



0.25 

0.01 

(616.65) 

0.01 

0.22 

0.23 

0.02 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.243 

0.012 

0.230 

0.070 

30.37 

Safe 



0.22 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0020 

0.0029 

- 

0.005 

0.005 

0.009 

0.000 

0.009 

0.009 

104.99 

Over Exploited 

5 BKM 

0801000900283200 

0.25 

0.20 

(69.88) 

0.16 

0.10 

0.26 

0.05 

0.22 

0.05 

0.0400 

0.0557 

0.0630 

- 

0.159 

0.210 

0.469 

0.023 

0.445 

0.343 

76.96 

Semi Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


5 BLD-A 

080100080023010C 

2.721 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.721 

0.15 

0.180 

0.02 

0.00 

0.03 

0.04 

0.00 

0.02 

0.01 

0.07 

0.000 

0.18 

0.42 


5 BLD-B 

0801000800230200 

1.759 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.759 

0.18 

0.180 

0.02 

0.01 

0.02 

0.03 

0.00 

0.02 

0.01 

0.09 

0.000 

0.18 

0.41 


5 BLM 

0801000800245800 

2.281 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.001 

0.18 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.286 

0.18 

0.200 

0.01 

0.00 

0.10 

0.00 

0.00 

-0.08 

-0.03 

0.02 

0.000 

0.02 

0.06 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.761 

0.18 

0.180 

0.03 

0.01 

0.02 

0.03 

0.00 

0.03 

0.01 

0.11 

0.000 

0.14 

0.36 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.233 

0.18 

0.180 

0.00 

0.00 

0.08 

0.00 

0.00 

-0.08 

-0.03 

0.02 

0.000 

0.02 

0.05 


5 BPM 

0801000900256500 

4.222 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.068 

-0.02 

0.200 

0.01 

0.00 

0.05 

0.06 

0.00 

0.00 

0.00 

0.04 

0.001 

0.19 

0.62 


5 DWM 

0801000900282200 

2.765 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.765 

0.10 

0.200 

0.09 

0.01 

0.03 

0.03 

0.00 

0.08 

0.03 

0.38 

0.000 

0.18 

0.43 


5GB-A 

0801000800252300 

1.044 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.044 

-0.02 

0.200 

0.01 

0.00 

0.37 

0.00 

0.00 

0.00 

0.00 

0.06 

0.000 

0.19 

0.60 


5GB-B 

0801000800252400 

2.314 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.904 

0.01 

0.200 

0.03 

0.01 

0.68 

0.00 

0.00 

-0.66 

-0.21 

0.12 

0.000 

0.16 

0.49 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.009 

0.01 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Gang Canal 

Command 

Younger Alluvium 

0.135 

0.01 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

-0.01 

0.00 

0.01 

0.000 

0.01 

0.03 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.266 

0.01 

0.180 

0.00 

0.00 

0.10 

0.00 

0.00 

-0.09 

-0.03 

0.01 

0.000 

0.02 

0.07 


5 GDM 

0801000900284200 

3.859 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.442 

0.16 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.04 


5 JKM 

0801000500140500 

4.070 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.070 

0.07 

0.200 

0.01 

0.00 

0.05 

0.06 

0.00 

-0.04 

-0.01 

0.03 

0.001 

0.19 

0.52 


5 K 

0801000600165200 

3.258 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.231 

-0.17 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.00 

0.000 

0.11 

0.17 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.910 

-0.17 

0.200 

0.00 

0.00 

0.27 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.05 

0.07 


5 K-A 

0801000600164300 

2.810 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.561 

-0.14 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.00 

0.000 

0.15 

0.23 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.139 

-0.14 

0.200 

0.00 

0.00 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


5 KAM(A) 

0801000600148300 

3.604 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.604 

0.62 

0.180 

0.00 

0.00 

0.03 

0.04 

0.00 

0.34 

0.22 

0.00 

0.000 

0.17 

0.26 


5 KAM(B) 

0801000600148200 

1.532 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.532 

0.61 

0.180 

0.00 

0.00 

0.01 

0.02 

0.00 

0.14 

0.09 

0.00 

0.000 

0.17 

0.25 


5 KSD-A 

0801000500138300 

2.084 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.251 

0.31 

0.200 

0.02 

0.00 

0.01 

0.01 

0.00 

0.07 

0.04 

0.07 

0.000 

0.10 

0.20 






Gang Canal 

Command 

Younger Alluvium 

0.833 

0.31 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.03 

0.02 

0.05 

0.000 

0.07 

0.14 


5 KSD-B 

0801000500138400 

1.187 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.054 

0.37 

0.200 

0.05 

0.01 

0.01 

0.01 

0.00 

0.10 

0.05 

0.20 

0.000 

0.15 

0.29 






Gang Canal 

Command 

Younger Alluvium 

0.133 

0.37 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.000 

0.02 

0.04 


5 KWM 

0801000500133700 

3.012 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.679 

0.01 

0.200 

0.00 

0.00 

0.03 

0.04 

0.00 

-0.06 

-0.02 

0.00 

0.001 

0.17 

0.49 






Gang Canal 

Command 

Younger Alluvium 

0.333 

0.01 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

0.00 

0.00 

0.000 

0.02 

0.06 


5 LC 

0801000500122200 

6.637 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.078 

-0.08 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.04 

0.000 

0.03 

0.11 






Gang Canal 

Command 

Younger Alluvium 

0.950 

-0.08 

0.200 

0.01 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.04 

0.000 

0.03 

0.09 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.215 

-0.08 

0.200 

0.01 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.04 

0.001 

0.07 

0.22 






Gang Canal 

Command 

Younger Alluvium 

2.393 

-0.08 

0.200 

0.01 

0.00 

0.04 

0.04 

0.00 

0.00 

0.00 

0.05 

0.001 

0.07 

0.24 


5 LPM-A 

0801000500136400 

2.153 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.031 

0.52 

0.200 

0.03 

0.00 

0.02 

0.02 

0.00 

0.20 

0.11 

0.11 

0.001 

0.16 

0.29 






Gang Canal 

Command 

Younger Alluvium 

0.122 

0.52 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.000 

0.01 

0.02 


5 LPM-B 

0801000500136500 

1.667 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.646 

0.54 

0.200 

0.04 

0.01 

0.02 

0.02 

0.00 

0.18 

0.10 

0.14 

0.000 

0.17 

0.30 






Gang Canal 

Command 

Younger Alluvium 

0.021 

0.54 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


5 LSM 

0801000600149500 

2.354 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.354 

0.61 

0.180 

0.00 

0.00 

0.02 

0.02 

0.00 

0.21 

0.14 

0.00 

0.000 

0.17 

0.26 


5 LSM-A 

0801000600147700 

2.416 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.416 

0.78 

0.180 

0.00 

0.00 

0.03 

0.04 

0.00 

0.28 

0.18 

0.00 

0.000 

0.17 

0.26 


5 MNWM 

0801000900257000 

6.078 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.930 

-0.01 

0.200 

0.02 

0.00 

0.07 

0.09 

0.00 

0.00 

0.00 

0.07 

0.001 

0.19 

0.63 


5 MSD 

0801000500123600 

1.979 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.128 

0.02 

0.200 

0.02 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.06 

0.000 

0.11 

0.37 






Gang Canal 

Command 

Younger Alluvium 

0.851 

0.02 

0.200 

0.01 

0.00 

0.02 

0.02 

0.00 

-0.02 

-0.01 

0.05 

0.000 

0.08 

0.28 


5 MSR 

0801000600155900 

2.031 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.055 

-0.02 

0.200 

0.00 

0.00 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.356 

-0.02 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.03 

0.04 






Gang Canal 

Command 

Younger Alluvium 

0.244 

-0.02 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.03 






Ghaggar River Bed 

Command 

Younger Alluvium 

1.376 

-0.02 

0.180 

0.01 

0.00 

0.41 

0.00 

0.00 

0.00 

0.00 

0.05 

0.000 

0.11 

0.17 


5 NP 

0801000500122100 

4.870 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

3.867 

-0.11 

0.200 

0.05 

0.01 

0.06 

0.06 

0.00 

0.00 

0.00 

0.22 

0.001 

0.16 

0.52 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.951 

-0.11 

0.200 

0.01 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.03 

0.000 

0.04 

0.13 


5 NZP 

0801000500139400 

5.660 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.658 

0.00 

0.200 

0.01 

0.00 

0.03 

0.04 

0.00 

-0.06 

-0.02 

0.03 

0.001 

0.08 

0.20 






Gang Canal 

Command 

Younger Alluvium 

3.002 

0.00 

0.200 

0.01 

0.00 

0.06 

0.07 

0.00 

-0.12 

-0.05 

0.03 

0.001 

0.09 

0.22 


5 P 

0801000600176300 

3.361 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.230 

-0.03 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.06 

0.09 


5 PGM 

0801000600161100 

3.999 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.824 

-0.23 

0.200 

0.01 

0.00 

0.84 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.12 

0.18 





Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.175 

-0.23 

0.180 

0.00 

0.00 

0.35 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.05 

0.07 


5 PPM 

0801000900278200 

4.599 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.119 

-0.13 

0.200 

0.02 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.07 

0.000 

0.04 

0.10 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.480 

-0.13 

0.200 

0.03 

0.01 

0.05 

0.05 

0.00 

0.00 

0.00 

0.11 

0.000 

0.13 

0.31 


5 PTD 

0801000800227500 

3.828 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.539 

0.19 

0.180 

0.01 

0.00 

0.01 

0.01 

0.00 

0.01 

0.01 

0.04 

0.000 

0.02 

0.05 






Gang Canal 

Command 

Younger Alluvium 

3.288 

0.19 

0.180 

0.05 

0.01 

0.06 

0.08 

0.00 

0.01 

0.00 

0.20 

0.000 

0.15 

0.31 


5 RM 

0801000900280700 

3.157 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.157 

0.20 

0.200 

0.11 

0.02 

0.03 

0.03 

0.00 

0.15 

0.06 

0.46 

0.000 

0.18 

0.43 


5 RTM 

0801000600150800 

2.960 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.960 

0.25 

0.180 

0.01 

0.00 

0.03 

0.03 

0.00 

0.09 

0.06 

0.03 

0.000 

0.17 

0.26 


5 SAD 

0801000500133500 

2.130 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.987 

0.03 

0.200 

0.02 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.07 

0.000 

0.09 

0.28 






Gang Canal 

Command 

Younger Alluvium 

1.143 

0.03 

0.200 

0.02 

0.01 

0.02 

0.03 

0.00 

-0.03 

-0.01 

0.08 

0.000 

0.10 

0.32 


5 SD 

0801000900274900 

5.659 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.179 

0.36 

0.200 

0.09 

0.02 

0.03 

0.03 

0.00 

0.16 

0.06 

0.34 

0.000 

0.07 

0.17 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.480 

0.36 

0.200 

0.07 

0.02 

0.05 

0.05 

0.00 

0.20 

0.08 

0.27 

0.000 

0.11 

0.28 


5 SJM 

0801000600144200 

2.528 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.528 

0.39 

0.180 

0.00 

0.00 

0.02 

0.02 

0.00 

0.13 

0.07 

0.00 

0.000 

0.17 

0.29 


5 STB-A 

0801000800228500 

1.711 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.711 

0.13 

0.180 

0.06 

0.01 

0.02 

0.03 

0.00 

0.05 

0.02 

0.23 

0.000 

0.18 

0.40 


5 STB-B 

0801000800228400 

1.909 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.909 

0.15 

0.180 

0.05 

0.01 

0.02 

0.03 

0.00 

0.04 

0.02 

0.22 

0.000 

0.17 

0.39 


5 UDM 

0801000600150900 

4.065 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.065 

0.25 

0.180 

0.00 

0.00 

0.04 

0.04 

0.00 

0.10 

0.07 

0.02 

0.000 

0.17 

0.25 


5 UDM-A 

0801000600151000 

4.092 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.092 

0.23 

0.180 

0.00 

0.00 

0.04 

0.04 

0.00 

0.09 

0.06 

0.02 

0.000 

0.17 

0.25 


50 GB 

0801000800236800 

5.882 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.708 

0.80 

0.200 

0.00 

0.00 

0.51 

0.00 

0.00 

-0.24 

-0.14 

0.01 

0.000 

0.05 

0.08 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.737 

0.80 

0.180 

0.00 

0.00 

0.03 

0.03 

0.00 

0.19 

0.11 

0.01 

0.000 

0.05 

0.08 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

5 BLD-A 

0801000800230100 

0.22 

0.11 

(91.82) 

0.09 

0.07 

0.16 

0.04 

0.22 

0.03 

0.0100 

0.0400 

0.0566 

- 

0.107 

0.133 

0.289 

0.014 

0.275 

0.072 

26.22 

Safe 

5 BLD-B 

0801000800230200 

0.22 

0.07 

(87.27) 

0.05 

0.06 

0.11 

0.04 

0.22 

0.02 

0.0200 

0.0259 

0.0366 

- 

0.082 

0.099 

0.210 

0.011 

0.200 

0.090 

45.10 

Safe 

5 BLM 

0801000800245800 

0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.25 

0.00 

(2,061.88) 

0.00 

0.10 

0.10 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.104 

0.005 

0.099 

0.023 

23.23 

Safe 



0.22 

0.05 

(77.22) 

0.04 

0.06 

0.10 

0.03 

0.17 

0.01 

0.0200 

0.0259 

0.0366 

- 

0.083 

0.095 

0.195 

0.010 

0.185 

0.108 

58.32 

Safe 



0.22 

0.00 

(3,217.90) 

0.00 

0.08 

0.08 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.084 

0.004 

0.080 

0.018 

22.49 

Safe 

5 BPM 

0801000900256500 

0.25 

0.19 

- 

0.19 

0.11 

0.30 

0.04 

0.23 

0.04 

0.0100 

0.0598 

0.0846 

- 

0.154 

0.194 

0.494 

0.049 

0.444 

0.037 

8.22 

Safe 

5 DWM 

0801000900282200 

0.25 

0.12 

(73.62) 

0.10 

0.06 

0.16 

0.04 

0.22 

0.03 

0.0400 

0.0339 

0.0383 

- 

0.112 

0.143 

0.304 

0.015 

0.289 

0.378 

130.83 

Over Exploited 

5GB-A 

0801000800252300 

0.25 

0.05 

- 

0.05 

0.37 

0.42 

0.04 

0.23 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.445 

0.044 

0.400 

0.059 

14.74 

Safe 

5GB-B 

0801000800252400 

0.25 

0.08 

(384.34) 

0.06 

0.69 

0.75 

0.03 

0.19 

0.02 

0.0200 

- 

- 

- 

0.020 

0.036 

0.788 

0.039 

0.749 

0.117 

15.63 

Safe 



0.22 

0.00 

(6,410.52) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

- 

- 

Safe 



0.22 

0.00 

(638.31) 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0034 

0.0048 

- 

0.008 

0.008 

0.014 

0.001 

0.014 

0.009 

65.87 

Safe 



0.22 

0.00 

(593,448.15) 

0.00 

0.10 

0.10 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.096 

0.005 

0.092 

0.009 

9.83 

Safe 

5 GDM 

0801000900284200 

0.25 

0.00 

(63.95) 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

- 

0.0076 

0.0092 

- 

0.017 

0.017 

0.032 

0.002 

0.030 

0.009 

30.24 

Safe 

5 JKM 

0801000500140500 

0.25 

0.19 

(107.00) 

0.15 

0.11 

0.26 

0.04 

0.23 

0.04 

0.0100 

0.0599 

0.0846 

- 

0.155 

0.197 

0.456 

0.023 

0.433 

0.028 

6.50 

Safe 

5 K 

0801000600165200 

0.25 

0.06 

- 

0.06 

0.04 

0.11 

0.03 

0.15 

0.02 

- 

0.0274 

0.0309 

- 

0.058 

0.076 

0.183 

0.018 

0.165 

- 

- 

Safe 



0.25 

0.01 

- 

0.01 

0.27 

0.28 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.003 

0.285 

0.028 

0.256 

- 

- 

Safe 

5 K-A 

0801000600164300 

0.25 

0.10 

- 

0.10 

0.04 

0.14 

0.04 

0.19 

0.03 

- 

0.0251 

0.0355 

- 

0.061 

0.088 

0.230 

0.023 

0.207 

- 

- 

Safe 



0.25 

0.00 

- 

0.00 

0.03 

0.03 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.033 

0.003 

0.030 

- 

- 

Safe 

5 KAM(A) 

0801000600148300 

0.22 

0.13 

65.22 

0.16 

0.07 

0.23 

0.05 

0.21 

0.04 

- 

0.0442 

0.0499 

- 

0.094 

0.131 

0.359 

0.018 

0.341 

- 

- 

Safe 

5 KAM(B) 

0801000600148200 

0.22 

0.06 

60.30 

0.07 

0.03 

0.10 

0.05 

0.21 

0.02 

- 

0.0188 

0.0212 

- 

0.040 

0.056 

0.153 

0.008 

0.145 

- 

- 

Safe 

5 KSD-A 

0801000500138300 

0.25 

0.03 

14.87 

0.04 

0.02 

0.06 

0.03 

0.13 

0.01 

0.0100 

0.0153 

0.0173 

- 

0.043 

0.051 

0.112 

0.006 

0.106 

0.072 

67.98 

Safe 



0.25 

0.01 

23.43 

0.02 

0.03 

0.04 

0.02 

0.09 

0.00 

0.0100 

0.0175 

0.0198 

- 

0.047 

0.051 

0.095 

0.005 

0.090 

0.054 

60.26 

Safe 

5 KSD-B 

0801000500138400 

0.25 

0.04 

25.88 

0.05 

0.03 

0.08 

0.04 

0.19 

0.01 

0.0400 

0.0129 

0.0146 

- 

0.068 

0.078 

0.156 

0.008 

0.148 

0.198 

133.69 

Over Exploited 



0.25 

0.00 

1,168.20 

0.00 

0.00 

0.01 

0.01 

0.02 

0.00 

0.0100 

0.0028 

0.0032 

- 

0.016 

0.016 

0.021 

0.001 

0.020 

0.027 

134.41 

Over Exploited 

5 KWM 

0801000500133700 

0.25 

0.11 

(119.69) 

0.09 

0.07 

0.16 

0.04 

0.20 

0.02 

- 

0.0394 

0.0557 

- 

0.095 

0.120 

0.280 

0.014 

0.266 

0.001 

0.28 

Safe 



0.25 

0.00 

(370.83) 

0.00 

0.01 

0.02 

0.00 

0.03 

0.00 

- 

0.0084 

0.0119 

- 

0.020 

0.021 

0.036 

0.002 

0.035 

0.000 

0.27 

Safe 

5 LC 

0801000500122200 

0.25 

0.01 

- 

0.01 

0.02 

0.03 

0.01 

0.04 

0.00 

- 

0.0132 

0.0149 

- 

0.028 

0.030 

0.059 

0.006 

0.053 

0.036 

67.98 

Safe 



0.25 

0.01 

- 

0.01 

0.03 

0.04 

0.01 

0.03 

0.00 

- 

0.0200 

0.0226 

- 

0.043 

0.044 

0.081 

0.008 

0.073 

0.036 

49.68 

Safe 



0.25 

0.04 

- 

0.04 

0.04 

0.08 

0.01 

0.08 

0.01 

- 

0.0272 

0.0307 

- 

0.058 

0.065 

0.145 

0.014 

0.130 

0.037 

28.11 

Safe 



0.25 

0.04 

- 

0.04 

0.08 

0.12 

0.01 

0.09 

0.01 

0.0100 

0.0503 

0.0569 

- 

0.117 

0.126 

0.245 

0.025 

0.221 

0.046 

20.69 

Safe 

5 LPM-A 

0801000500136400 

0.25 

0.08 

34.35 

0.10 

0.04 

0.14 

0.04 

0.20 

0.02 

0.0200 

0.0249 

0.0281 

- 

0.073 

0.095 

0.231 

0.012 

0.220 

0.109 

49.43 

Safe 



0.25 

0.00 

1,512.19 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0026 

0.0029 

- 

0.006 

0.006 

0.010 

0.000 

0.009 

0.009 

96.76 

Critical 

5 LPM-B 

0801000500136500 

0.25 

0.07 

40.15 

0.08 

0.04 

0.12 

0.05 

0.21 

0.02 

0.0300 

0.0202 

0.0228 

- 

0.073 

0.092 

0.216 

0.011 

0.205 

0.144 

70.50 

Semi Critical 



0.25 

0.00 

7,770.87 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0004 

0.0005 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

0.37 

Safe 

5 LSM 

0801000600149500 

0.22 

0.09 

60.36 

0.10 

0.05 

0.15 

0.05 

0.21 

0.02 

- 

0.0289 

0.0326 

- 

0.062 

0.086 

0.235 

0.012 

0.223 

- 

- 

Safe 

5 LSM-A 

0801000600147700 

0.22 

0.09 

101.43 

0.11 

0.06 

0.17 

0.05 

0.21 

0.02 

- 

0.0355 

0.0502 

- 

0.086 

0.111 

0.280 

0.014 

0.266 

- 

- 

Safe 

5 MNWM 

0801000900257000 

0.25 

0.29 

- 

0.29 

0.15 

0.44 

0.04 

0.23 

0.06 

0.0100 

0.0872 

0.1233 

- 

0.221 

0.278 

0.720 

0.072 

0.648 

0.073 

11.24 

Safe 

5 MSD 

0801000500123600 

0.25 

0.03 

(104.09) 

0.03 

0.03 

0.05 

0.02 

0.14 

0.01 

0.0100 

0.0166 

0.0235 

- 

0.050 

0.056 

0.111 

0.006 

0.106 

0.063 

59.88 

Safe 



0.25 

0.02 

(138.75) 

0.01 

0.04 

0.05 

0.02 

0.10 

0.00 

0.0100 

0.0215 

0.0303 

- 

0.062 

0.065 

0.117 

0.006 

0.111 

0.054 

48.91 

Safe 

5 MSR 

0801000600155900 

0.25 

0.00 

- 

0.00 

0.02 

0.02 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.017 

0.002 

0.015 

- 

- 

Safe 



0.22 

0.00 

- 

0.00 

0.01 

0.01 

0.01 

0.04 

0.00 

- 

0.0044 

0.0049 

- 

0.009 

0.010 

0.019 

0.002 

0.017 

0.009 

52.41 

Safe 



0.22 

0.00 

- 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

- 

0.0051 

0.0058 

- 

0.011 

0.011 

0.020 

0.002 

0.018 

0.009 

49.51 

Safe 



0.22 

0.03 

- 

0.03 

0.41 

0.44 

0.03 

0.14 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.461 

0.046 

0.415 

0.045 

10.83 

Safe 

5 NP 

0801000500122100 

0.25 

0.15 

- 

0.15 

0.13 

0.29 

0.03 

0.19 

0.03 

0.0200 

0.0813 

0.0919 

- 

0.193 

0.224 

0.510 

0.051 

0.459 

0.217 

47.29 

Safe 



0.25 

0.01 

- 

0.01 

0.03 

0.04 

0.01 

0.05 

0.00 

- 

0.0200 

0.0226 

- 

0.043 

0.044 

0.084 

0.008 

0.076 

0.027 

36.02 

Safe 

5 NZP 

0801000500139400 

0.25 

0.05 

(144.56) 

0.04 

0.07 

0.11 

0.02 

0.10 

0.01 

0.0100 

0.0391 

0.0553 

- 

0.104 

0.118 

0.231 

0.012 

0.220 

0.028 

12.63 

Safe 



0.25 

0.07 

(170.89) 

0.06 

0.13 

0.19 

0.02 

0.12 

0.02 

0.0100 

0.0757 

0.1070 

- 

0.193 

0.210 

0.396 

0.020 

0.376 

0.028 

7.40 

Safe 

5 P 

0801000600176300 

0.25 

0.02 

- 

0.02 

0.02 

0.04 

0.02 

0.08 

0.01 

- 

0.0121 

0.0170 

- 

0.029 

0.034 

0.075 

0.007 

0.067 

- 

- 

Safe 

5 PGM 

0801000600161100 

0.25 

0.06 

- 

0.06 

0.84 

0.90 

0.03 

0.15 

0.02 

- 

- 

- 

- 

- 

0.016 

0.913 

0.091 

0.822 

0.023 

2.80 

Safe 



0.22 

0.01 

- 

0.01 

0.35 

0.36 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.002 

0.362 

0.036 

0.326 

0.009 

2.76 

Safe 

5 PPM 

0801000900278200 

0.25 

0.01 

- 

0.01 

0.03 

0.04 

0.01 

0.05 

0.00 

0.0100 

0.0192 

0.0233 

- 

0.053 

0.056 

0.099 

0.010 

0.089 

0.072 

81.36 

Semi Critical 



0.25 

0.11 

- 

0.11 

0.11 

0.22 

0.03 

0.16 

0.03 

0.0200 

0.0597 

0.0723 

- 

0.152 

0.182 

0.402 

0.040 

0.362 

0.108 

29.98 

Safe 

5 PTD 

0801000800227500 

0.22 

0.00 

133.90 

0.00 

0.01 

0.02 

0.01 

0.03 

0.00 

0.0100 

0.0079 

0.0112 

- 

0.029 

0.030 

0.047 

0.002 

0.045 

0.036 

80.01 

Semi Critical 



0.22 

0.11 

(96.06) 

0.09 

0.15 

0.24 

0.04 

0.19 

0.03 

0.0400 

0.0830 

0.1172 

- 

0.240 

0.268 

0.505 

0.025 

0.480 

0.198 

41.24 

Safe 

5 RM 

0801000900280700 

0.25 

0.14 

(54.71) 

0.11 

0.08 

0.19 

0.04 

0.22 

0.03 

0.0500 

0.0387 

0.0437 

- 

0.132 

0.167 

0.361 

0.018 

0.343 

0.459 

133.86 

Over Exploited 

5 RTM 

0801000600150800 

0.22 

0.11 

(47.80) 

0.09 

0.06 

0.14 

0.05 

0.21 

0.03 

- 

0.0363 

0.0410 

- 

0.077 

0.108 

0.252 

0.013 

0.239 

0.027 

11.29 

Safe 

5 SAD 

0801000500133500 

0.25 

0.02 

(99.09) 

0.02 

0.03 

0.04 

0.02 

0.11 

0.00 

0.0100 

0.0145 

0.0205 

- 

0.045 

0.050 

0.093 

0.005 

0.088 

0.072 

81.73 

Semi Critical 



0.25 

0.03 

(135.13) 

0.02 

0.06 

0.08 

0.02 

0.13 

0.01 

0.0200 

0.0288 

0.0407 

- 

0.090 

0.096 

0.179 

0.009 

0.170 

0.081 

47.83 

Safe 

5 SD 

0801000900274900 

0.25 

0.04 

74.41 

0.04 

0.08 

0.13 

0.02 

0.09 

0.01 

0.0600 

0.0374 

0.0453 

- 

0.143 

0.152 

0.277 

0.014 

0.264 

0.342 

129.86 

Over Exploited 



0.25 

0.09 

(16.59) 

0.08 

0.12 

0.20 

0.03 

0.14 

0.02 

0.0500 

0.0597 

0.0723 

- 

0.182 

0.206 

0.402 

0.020 

0.382 

0.270 

70.82 

Semi Critical 

5 SJM 

0801000600144200 

0.22 

0.09 

(21.06) 

0.07 

0.05 

0.12 

0.05 

0.21 

0.03 

- 

0.0310 

0.0350 

- 

0.066 

0.092 

0.216 

0.011 

0.205 

- 

- 

Safe 

5 STB-A 

0801000800228500 

0.22 

0.07 

(68.97) 

0.05 

0.05 

0.11 

0.04 

0.22 

0.02 

0.0400 

0.0252 

0.0356 

- 

0.101 

0.117 

0.225 

0.011 

0.214 

0.234 

o 

CD 

cn 

cn 

Over Exploited 

5 STB-B 

0801000800228400 

0.22 

0.07 

(75.47) 

0.06 

0.06 

0.12 

0.04 

0.22 

0.02 

0.0400 

0.0281 

0.0397 

- 

0.108 

0.126 

0.245 

0.012 

0.233 

0.216 

92.86 

Critical 

5 UDM 

0801000600150900 

0.22 

0.15 

(54.17) 

0.12 

0.08 

0.20 

0.05 

0.21 

0.04 

- 

0.0498 

0.0563 

- 

0.106 

0.148 

0.346 

0.017 

0.328 

0.018 

5.48 

Safe 

5 UDM-A 

0801000600151000 

0.22 

0.15 

(58.99) 

0.12 

0.08 

0.20 

0.05 

0.21 

0.04 

- 

0.0502 

0.0567 

- 

0.107 

0.149 

0.348 

0.017 

0.331 

0.018 

5.45 

Safe 

50 GB 

0801000800236800 

0.25 

0.01 

(3,203.57) 

0.01 

0.51 

0.52 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.003 

0.522 

0.026 

0.496 

0.012 

2.42 

Safe 



0.22 

0.02 

499.26 

0.02 

0.06 

0.08 

0.01 

0.06 

0.01 

- 

0.0365 

0.0413 

- 

0.078 

0.083 

0.161 

0.008 

0.153 

0.009 

5.87 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 






Ghaggar River Bed 

Command 

Younger Alluvium 

2.437 

0.80 

0.180 

0.00 

0.00 

0.73 

0.00 

0.00 

-0.38 

-0.22 

0.01 

0.000 

0.07 

0.12 


50 NP 

0801000500132100 

4.931 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.333 

0.20 

0.200 

0.01 

0.00 

0.08 

0.11 

0.00 

0.00 

0.00 

0.05 

0.001 

0.15 

0.31 


50PBN 

0801000900273800 

6.100 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.723 

0.15 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.06 






Gang Canal 

Command 

Younger Alluvium 

0.650 

0.15 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.01 

0.00 

0.00 

0.000 

0.02 

0.05 


51GB 

0801000800236900 

4.158 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.158 

0.79 

0.180 

0.00 

0.00 

0.07 

0.07 

0.00 

0.46 

0.27 

0.00 

0.000 

0.17 

0.29 


51 NP 

0801000500132000 

2.163 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.522 

0.26 

0.200 

0.01 

0.00 

0.03 

0.04 

0.00 

0.02 

0.01 

0.05 

0.000 

0.12 

0.25 


52 GB 

0801000800237100 

2.484 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.484 

0.87 

0.180 

0.02 

0.00 

0.04 

0.04 

0.00 

0.33 

0.20 

0.09 

0.000 

0.17 

0.28 


52 PBN 

0801000800251900 

6.124 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.387 

0.18 

0.180 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.03 


53 GB 

0801000600158800 

2.135 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.135 

1.03 

0.180 

0.00 

0.00 

0.03 

0.03 

0.00 

0.33 

0.20 

0.00 

0.000 

0.17 

0.27 


53 NP 

0801000500127200 

2.810 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.001 

0.35 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


54 GB 

0801000600159200 

2.511 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.511 

1.12 

0.180 

0.00 

0.00 

0.03 

0.04 

0.00 

0.43 

0.27 

0.00 

0.000 

0.17 

0.27 


54 NP 

0801000500127300 

2.417 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.182 

0.31 

0.200 

0.01 

0.00 

0.02 

0.02 

0.00 

0.04 

0.02 

0.04 

0.000 

0.08 

0.17 


55 GB 

0801000600159100 

4.003 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.003 

1.08 

0.180 

0.00 

0.00 

0.05 

0.07 

0.00 

0.66 

0.42 

0.01 

0.000 

0.17 

0.27 


55 NP 

0801000500126300 

1.254 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.254 

0.05 

0.200 

0.03 

0.01 

0.02 

0.03 

0.00 

-0.02 

-0.01 

0.12 

0.000 

0.17 

0.36 


56 GB-A 

0801000600158900 

1.427 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.427 

0.94 

0.180 

0.01 

0.00 

0.02 

0.02 

0.00 

0.21 

0.13 

0.04 

0.000 

0.17 

0.28 


56 GB-B 

0801000600159000 

2.125 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.017 

1.01 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Gang Canal 

Command 

Younger Alluvium 

2.108 

1.01 

0.180 

0.00 

0.00 

0.03 

0.03 

0.00 

0.32 

0.20 

0.02 

0.000 

0.17 

0.27 


56 NP 

0801000500126400 

2.226 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.226 

0.06 

0.200 

0.03 

0.01 

0.04 

0.05 

0.00 

-0.05 

-0.02 

0.12 

0.001 

0.17 

0.36 


57 GB 

0801000600158700 

4.480 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.343 

1.13 

0.200 

0.00 

0.00 

0.00 

0.01 

0.00 

0.07 

0.04 

0.00 

0.000 

0.01 

0.02 






Ghaggar River Bed 

Command 

Younger Alluvium 

1.987 

1.13 

0.200 

0.01 

0.00 

0.47 

0.00 

0.00 

-0.02 

-0.01 

0.02 

0.000 

0.07 

0.12 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.938 

1.13 

0.180 

0.00 

0.00 

0.02 

0.03 

0.00 

0.34 

0.21 

0.02 

0.000 

0.07 

0.12 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.212 

1.13 

0.180 

0.00 

0.00 

0.05 

0.00 

0.00 

-0.01 

0.00 

0.00 

0.000 

0.01 

0.01 


57 NP 

0801000500132600 

2.602 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.602 

0.01 

0.200 

0.01 

0.00 

0.05 

0.06 

0.00 

-0.10 

-0.04 

0.05 

0.001 

0.17 

0.38 


58 GB 

0801000600158500 

1.856 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.856 

1.14 

0.200 

0.00 

0.00 

0.44 

0.00 

0.00 

-0.02 

-0.01 

0.01 

0.000 

0.17 

0.27 


58 NP 

0801000500126500 

3.202 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.202 

0.05 

0.200 

0.03 

0.01 

0.06 

0.08 

0.00 

-0.08 

-0.04 

0.10 

0.001 

0.17 

0.37 


59 GB 

0801000600158600 

3.384 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

3.384 

1.05 

0.200 

0.01 

0.00 

1.01 

0.00 

0.00 

-0.29 

-0.19 

0.02 

0.000 

0.17 

0.26 


59 NP 

0801000500138900 

3.738 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.738 

0.06 

0.200 

0.03 

0.01 

0.07 

0.09 

0.00 

-0.10 

-0.04 

0.12 

0.001 

0.17 

0.38 


6 A-A 

0801000600166300 

1.474 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.474 

0.31 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.06 

0.04 

0.00 

0.000 

0.17 

0.25 


6 A-B 

0801000600166200 

1.026 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.011 

0.25 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.03 

0.02 

0.00 

0.000 

0.16 

0.25 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.015 

0.25 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


6 AP 

0801000900279300 

8.535 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

7.166 

0.20 

0.200 

0.01 

0.00 

0.08 

0.11 

0.00 

0.11 

0.04 

0.05 

0.001 

0.15 

0.39 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.369 

0.20 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

0.02 

0.01 

0.00 

0.000 

0.03 

0.07 


6 APD 

0801000800231900 

2.484 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.484 

0.25 

0.180 

0.03 

0.00 

0.02 

0.02 

0.00 

0.09 

0.05 

0.12 

0.000 

0.17 

0.33 


6 APM 

0801000600152200 

3.404 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.404 

0.31 

0.180 

0.00 

0.00 

0.03 

0.03 

0.00 

0.13 

0.08 

0.00 

0.000 

0.17 

0.25 


6 AS 

0801000800240900 

12.682 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

10.722 

0.24 

0.180 

0.03 

0.01 

0.10 

0.11 

0.00 

0.27 

0.12 

0.14 

0.000 

0.15 

0.36 






Gang Canal 

Command 

Younger Alluvium 

1.960 

0.24 

0.180 

0.01 

0.00 

0.03 

0.03 

0.00 

0.03 

0.01 

0.03 

0.000 

0.03 

0.06 


6 BGD 

0801000800248400 

3.446 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.536 

0.15 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

0.04 

0.000 

0.03 

0.09 






Ghaggar River Bed 

Command 

Younger Alluvium 

2.910 

0.15 

0.200 

0.06 

0.01 

1.04 

0.00 

0.00 

-0.91 

-0.29 

0.22 

0.000 

0.16 

0.51 


6 BKM 

0801000900283300 

7.640 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

6.426 

0.16 

0.200 

0.07 

0.02 

0.07 

0.09 

0.00 

0.08 

0.04 

0.26 

0.001 

0.15 

0.32 


6 BLD 

0801000800230300 

1.019 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.019 

0.18 

0.180 

0.02 

0.00 

0.01 

0.02 

0.00 

0.03 

0.01 

0.06 

0.000 

0.18 

0.42 


6 BLM-A 

0801000800245700 

0.710 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.710 

0.19 

0.180 

0.01 

0.00 

0.01 

0.01 

0.00 

0.02 

0.01 

0.05 

0.000 

0.18 

0.45 


6 BLM-B 

0801000800245600 

0.868 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.860 

0.19 

0.180 

0.02 

0.01 

0.01 

0.01 

0.00 

0.02 

0.01 

0.08 

0.000 

0.18 

0.44 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.008 

0.19 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


6 BPM 

0801000500121600 

5.549 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.485 

-0.09 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.02 

0.06 






Gang Canal 

Command 

Younger Alluvium 

1.739 

-0.09 

0.200 

0.01 

0.00 

0.03 

0.03 

0.00 

0.00 

0.00 

0.04 

0.000 

0.06 

0.20 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.005 

-0.09 

0.200 

0.01 

0.00 

0.03 

0.03 

0.00 

0.00 

0.00 

0.03 

0.001 

0.11 

0.35 






Gang Canal 

Command 

Younger Alluvium 

0.320 

-0.09 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.04 


6 DWM 

0801000900282100 

3.873 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.873 

0.00 

0.200 

0.16 

0.04 

0.04 

0.06 

0.00 

0.02 

0.01 

0.62 

0.001 

0.18 

0.43 


6 GB-A 

0801000800252000 

3.477 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.336 

0.15 

0.200 

0.01 

0.00 

0.12 

0.00 

0.00 

-0.10 

-0.03 

0.04 

0.000 

0.02 

0.06 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.016 

0.15 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Gang Canal 

Command 

Younger Alluvium 

0.319 

0.15 

0.180 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.03 

0.000 

0.02 

0.05 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.115 

0.15 

0.180 

0.00 

0.00 

0.04 

0.00 

0.00 

-0.04 

-0.01 

0.01 

0.000 

0.01 

0.02 


6 GB-B 

0801000800253000 

3.057 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.154 

0.04 

0.200 

0.03 

0.01 

0.41 

0.00 

0.00 

-0.38 

-0.13 

0.12 

0.000 

0.07 

0.22 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.272 

0.04 

0.180 

0.02 

0.01 

0.02 

0.03 

0.00 

-0.04 

-0.01 

0.09 

0.000 

0.08 

0.24 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.630 

0.04 

0.180 

0.01 

0.00 

0.23 

0.00 

0.00 

-0.21 

-0.07 

0.05 

0.000 

0.04 

0.12 


6 JKM 

0801000500141000 

2.005 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.529 

0.10 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

0.04 

0.000 

0.05 

0.14 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.105 

0.10 

0.200 

0.00 

0.00 

0.04 

0.00 

0.00 

-0.04 

-0.01 

0.00 

0.000 

0.01 

0.03 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.372 

0.10 

0.200 

0.01 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.04 

0.000 

0.13 

0.37 


6 K-A 

0801000600164200 

4.033 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.208 

-0.10 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.03 

0.000 

0.05 

0.08 


6 K-B 

0801000600164100 

2.491 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.057 

-0.09 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


6 KSD 

0801000600143600 

5.423 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.423 

0.37 

0.180 

0.00 

0.00 

0.05 

0.05 

0.00 

0.26 

0.14 

0.00 

0.000 

0.17 

0.32 


6 KWM 

0801000500139900 

4.497 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.497 

0.02 

0.200 

0.00 

0.00 

0.05 

0.07 

0.00 

-0.10 

-0.04 

0.00 

0.001 

0.19 

0.53 


6 LC 

0801000500121700 

2.925 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.870 

-0.08 

0.200 

0.02 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.07 

0.000 

0.06 

0.19 






Gang Canal 

Command 

Younger Alluvium 

0.561 

-0.08 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.04 

0.000 

0.04 

0.13 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.494 

-0.08 

0.200 

0.02 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.06 

0.000 

0.10 

0.33 


6 LPM 

0801000500137300 

1.940 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.940 

0.58 

0.200 

0.02 

0.00 

0.02 

0.02 

0.00 

0.21 

0.12 

0.10 

0.001 

0.17 

0.29 


6 LSM 

0801000600147800 

2.921 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.921 

0.91 

0.180 

0.00 

0.00 

0.03 

0.03 

0.00 

0.42 

0.28 

0.00 

0.000 

0.17 

0.26 


6 MSD 

0801000500123400 

7.030 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.034 

-0.01 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.22 

0.03 

(4,444.99) 

0.02 

0.73 

0.75 

0.02 

0.09 

0.01 

- 

- 

- 

- 

- 

0.007 

0.756 

0.038 

0.718 

0.009 

1.25 

Safe 

50 NP 

0801000500132100 

0.25 

0.16 

(100.44) 

0.13 

0.19 

0.31 

0.04 

0.19 

0.04 

0.0100 

0.1093 

0.1545 

- 

0.274 

0.316 

0.631 

0.032 

0.600 

0.046 

7.71 

Safe 

50 PBN 

0801000900273800 

0.25 

0.00 

(68.90) 

0.00 

0.02 

0.02 

0.01 

0.03 

0.00 

- 

0.0106 

0.0150 

- 

0.026 

0.027 

0.049 

0.002 

0.046 

0.000 

0.21 

Safe 



0.25 

0.00 

(199.33) 

0.00 

0.03 

0.03 

0.00 

0.02 

0.00 

- 

0.0164 

0.0232 

- 

0.040 

0.040 

0.071 

0.004 

0.067 

0.000 

0.13 

Safe 

51GB 

0801000800236900 

0.22 

0.15 

72.59 

0.19 

0.13 

0.32 

0.05 

0.22 

0.04 

- 

0.0874 

0.0988 

- 

0.186 

0.229 

0.548 

0.027 

0.520 

- 

- 

Safe 

51 NP 

0801000500132000 

0.25 

0.04 

(74.58) 

0.04 

0.07 

0.10 

0.03 

0.15 

0.01 

0.0100 

0.0384 

0.0543 

- 

0.103 

0.115 

0.216 

0.011 

0.206 

0.045 

22.10 

Safe 

52 GB 

0801000800237100 

0.22 

0.09 

112.99 

0.11 

0.08 

0.19 

0.05 

0.22 

0.03 

0.0100 

0.0522 

0.0590 

- 

0.121 

0.147 

0.337 

0.017 

0.320 

0.090 

28.13 

Safe 

52 PBN 

0801000800251900 

0.22 

0.00 

(248.90) 

0.00 

0.02 

0.02 

0.00 

0.01 

0.00 

- 

0.0098 

0.0138 

- 

0.024 

0.024 

0.041 

0.002 

0.039 

- 

- 

Safe 

53 GB 

0801000600158800 

0.22 

0.08 

159.08 

0.09 

0.06 

0.16 

0.05 

0.21 

0.02 

- 

0.0359 

0.0507 

- 

0.087 

0.109 

0.265 

0.013 

0.252 

- 

- 

Safe 

53 NP 

0801000500127200 

0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

54 GB 

0801000600159200 

0.22 

0.09 

193.87 

0.11 

0.07 

0.18 

0.05 

0.21 

0.03 

- 

0.0422 

0.0597 

- 

0.102 

0.128 

0.311 

0.016 

0.296 

- 

- 

Safe 

54 NP 

0801000500127300 

0.25 

0.02 

(10.98) 

0.02 

0.04 

0.06 

0.02 

0.10 

0.01 

0.0100 

0.0248 

0.0281 

- 

0.063 

0.069 

0.129 

0.006 

0.122 

0.036 

29.73 

Safe 

55 GB 

0801000600159100 

0.22 

0.15 

183.73 

0.18 

0.12 

0.29 

0.05 

0.21 

0.04 

- 

0.0673 

0.0952 

- 

0.163 

0.204 

0.496 

0.025 

0.471 

0.009 

1.91 

Safe 

55 NP 

0801000500126300 

0.25 

0.05 

(120.23) 

0.04 

0.06 

0.11 

0.04 

0.21 

0.01 

0.0200 

0.0316 

0.0447 

- 

0.096 

0.110 

0.216 

0.011 

0.206 

0.117 

57.06 

Safe 

56 GB-A 

0801000600158900 

0.22 

0.05 

138.93 

0.06 

0.05 

0.11 

0.05 

0.21 

0.01 

- 

0.0300 

0.0339 

- 

0.064 

0.079 

0.188 

0.009 

0.178 

0.036 

20.21 

Safe 

56GB-B 

0801000600159000 

0.22 

0.00 

32,704.60 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0002 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

- 

- 

Safe 



0.22 

0.08 

154.49 

0.09 

0.07 

0.16 

0.05 

0.21 

0.02 

- 

0.0443 

0.0501 

- 

0.094 

0.116 

0.276 

0.014 

0.262 

0.018 

6.87 

Safe 

56 NP 

0801000500126400 

0.25 

0.09 

(124.85) 

0.07 

0.11 

0.18 

0.04 

0.21 

0.02 

0.0200 

0.0562 

0.0794 

- 

0.156 

0.180 

0.361 

0.018 

0.343 

0.118 

34.27 

Safe 

57 GB 

0801000600158700 

0.25 

0.00 

3,723.16 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0058 

0.0082 

- 

0.014 

0.014 

0.025 

0.001 

0.024 

- 

- 

Safe 



0.25 

0.02 

(438.40) 

0.02 

0.47 

0.49 

0.02 

0.10 

0.01 

- 

- 

- 

- 

- 

0.007 

0.500 

0.025 

0.475 

0.023 

4.84 

Safe 



0.22 

0.03 

581.15 

0.04 

0.06 

0.09 

0.02 

0.09 

0.01 

- 

0.0326 

0.0461 

- 

0.079 

0.087 

0.180 

0.009 

0.171 

0.018 

10.51 

Safe 



0.22 

0.00 

(1,372.50) 

0.00 

0.05 

0.05 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.051 

0.003 

0.048 

- 

- 

Safe 

57 NP 

0801000500132600 

0.25 

0.11 

(139.18) 

0.09 

0.11 

0.20 

0.04 

0.21 

0.03 

0.0100 

0.0657 

0.0928 

- 

0.168 

0.197 

0.398 

0.020 

0.378 

0.046 

12.10 

Safe 

58 GB 

0801000600158500 

0.25 

0.04 

(267.02) 

0.03 

0.44 

0.48 

0.05 

0.21 

0.01 

- 

- 

- 

- 

- 

0.012 

0.489 

0.024 

0.464 

0.012 

2.59 

Safe 

58 NP 

0801000500126500 

0.25 

0.13 

(128.60) 

0.11 

0.15 

0.26 

0.04 

0.21 

0.04 

0.0200 

0.0808 

0.1142 

- 

0.215 

0.250 

0.507 

0.025 

0.482 

0.100 

20.74 

Safe 

59 GB 

0801000600158600 

0.25 

0.14 

(10,795.74) 

0.11 

1.01 

1.12 

0.05 

0.21 

0.04 

- 

- 

- 

- 

- 

0.039 

1.158 

0.058 

1.100 

0.023 

2.09 

Safe 

59 NP 

0801000500138900 

0.25 

0.16 

(127.98) 

0.13 

0.17 

0.30 

0.04 

0.22 

0.04 

0.0200 

0.0943 

0.1333 

- 

0.248 

0.289 

0.589 

0.029 

0.559 

0.118 

21.11 

Safe 

6 A-A 

0801000600166300 

0.25 

0.06 

(31.43) 

0.05 

0.03 

0.08 

0.05 

0.21 

0.02 

- 

0.0181 

0.0204 

- 

0.039 

0.056 

0.133 

0.007 

0.127 

- 

- 

Safe 

6 A-B 

0801000600166200 

0.25 

0.04 

(51.42) 

0.03 

0.02 

0.05 

0.05 

0.21 

0.01 

- 

0.0124 

0.0140 

- 

0.026 

0.038 

0.091 

0.005 

0.086 

- 

- 

Safe 



0.25 

0.00 

(25,947.92) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.004 

- 

- 

Safe 

6 AP 

0801000900279300 

0.25 

0.27 

(83.86) 

0.22 

0.19 

0.40 

0.04 

0.19 

0.07 

0.0100 

0.1054 

0.1490 

- 

0.264 

0.330 

0.734 

0.037 

0.697 

0.055 

7.88 

Safe 



0.25 

0.01 

(23.11) 

0.01 

0.04 

0.04 

0.01 

0.04 

0.00 

- 

0.0201 

0.0285 

- 

0.049 

0.051 

0.095 

0.005 

0.090 

0.000 

0.20 

Safe 

6 APD 

0801000800231900 

0.22 

0.09 

(47.53) 

0.07 

0.05 

0.12 

0.05 

0.22 

0.02 

0.0100 

0.0304 

0.0344 

- 

0.075 

0.100 

0.223 

0.011 

0.211 

0.117 

55.32 

Safe 

6 APM 

0801000600152200 

0.22 

0.12 

(32.90) 

0.10 

0.07 

0.17 

0.05 

0.21 

0.04 

- 

0.0417 

0.0472 

- 

0.089 

0.124 

0.289 

0.014 

0.275 

- 

- 

Safe 

6 AS 

0801000800240900 

0.22 

0.36 

(67.46) 

0.28 

0.22 

0.50 

0.04 

0.19 

0.09 

0.0200 

0.1314 

0.1486 

- 

0.300 

0.388 

0.890 

0.045 

0.846 

0.135 

15.96 

Safe 



0.22 

0.01 

11.80 

0.01 

0.06 

0.08 

0.01 

0.03 

0.00 

- 

0.0412 

0.0466 

- 

0.088 

0.091 

0.167 

0.008 

0.158 

0.027 

17.05 

Safe 

6 BGD 

0801000800248400 

0.25 

0.00 

(6.16) 

0.00 

0.01 

0.02 

0.01 

0.04 

0.00 

0.0100 

0.0079 

0.0111 

- 

0.029 

0.030 

0.048 

0.002 

0.045 

0.035 

77.36 

Semi Critical 



0.25 

0.12 

(342.82) 

0.10 

1.05 

1.15 

0.03 

0.20 

0.02 

0.0400 

- 

- 

- 

0.040 

0.065 

1.212 

0.061 

1.152 

0.222 

19.28 

Safe 

6 BKM 

0801000900283300 

0.25 

0.24 

(83.78) 

0.19 

0.19 

0.38 

0.04 

0.19 

0.06 

0.0500 

0.0945 

0.1336 

- 

0.278 

0.339 

0.717 

0.036 

0.682 

0.262 

38.42 

Safe 

6 BLD 

0801000800230300 

0.22 

0.04 

(72.18) 

0.03 

0.03 

0.06 

0.04 

0.22 

0.01 

0.0100 

0.0150 

0.0212 

- 

0.046 

0.056 

0.115 

0.006 

0.109 

0.063 

57.89 

Safe 

6 BLM-A 

0801000800245700 

0.22 

0.03 

(77.67) 

0.02 

0.02 

0.04 

0.04 

0.22 

0.01 

0.0100 

0.0105 

0.0148 

- 

0.035 

0.042 

0.083 

0.004 

0.079 

0.054 

68.38 

Safe 

6 BLM-B 

0801000800245600 

0.22 

0.03 

(79.26) 

0.03 

0.03 

0.06 

0.04 

0.22 

0.01 

0.0200 

0.0127 

0.0179 

- 

0.051 

0.059 

0.118 

0.006 

0.112 

0.081 

72.16 

Semi Critical 



0.22 

0.00 

(35,948.88) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

- 

- 

Safe 

6 BPM 

0801000500121600 

0.25 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0059 

0.0067 

- 

0.013 

0.013 

0.025 

0.002 

0.022 

0.018 

81.98 

Semi Critical 



0.25 

0.03 

- 

0.03 

0.06 

0.08 

0.01 

0.07 

0.01 

- 

0.0366 

0.0413 

- 

0.078 

0.083 

0.166 

0.017 

0.149 

0.036 

24.41 

Safe 



0.25 

0.08 

- 

0.08 

0.06 

0.14 

0.02 

0.13 

0.02 

- 

0.0368 

0.0416 

- 

0.079 

0.095 

0.233 

0.023 

0.210 

0.028 

13.25 

Safe 



0.25 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0067 

0.0076 

- 

0.014 

0.014 

0.026 

0.003 

0.023 

0.000 

0.39 

Safe 

6 DWM 

0801000900282100 

0.25 

0.17 

(95.45) 

0.14 

0.14 

0.28 

0.04 

0.22 

0.04 

0.1200 

0.0570 

0.0805 

- 

0.258 

0.300 

0.579 

0.029 

0.550 

0.622 

113.05 

Over Exploited 

6 GB-A 

0801000800252000 

0.25 

0.00 

(2,252.48) 

0.00 

0.12 

0.12 

0.00 

0.02 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.132 

0.007 

0.125 

0.035 

27.93 

Safe 



0.22 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

- 

- 

Safe 



0.22 

0.00 

30.37 

0.00 

0.01 

0.02 

0.00 

0.02 

0.00 

0.0100 

0.0080 

0.0114 

- 

0.029 

0.030 

0.045 

0.002 

0.043 

0.027 

63.26 

Safe 



0.22 

0.00 

(8,034.14) 

0.00 

0.04 

0.04 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.041 

0.002 

0.039 

0.009 

22.90 

Safe 

6GB-B 

0801000800253000 

0.25 

0.01 

(3,127.10) 

0.01 

0.42 

0.43 

0.02 

0.09 

0.00 

0.0300 

- 

- 

- 

0.030 

0.033 

0.466 

0.023 

0.442 

0.117 

26.45 

Safe 



0.22 

0.02 

(152.55) 

0.02 

0.07 

0.08 

0.02 

0.10 

0.00 

0.0200 

0.0321 

0.0454 

- 

0.097 

0.102 

0.185 

0.009 

0.176 

0.090 

51.19 

Safe 



0.22 

0.00 

(5,363.47) 

0.00 

0.23 

0.23 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.238 

0.012 

0.226 

0.045 

19.87 

Safe 

6 JKM 

0801000500141000 

0.25 

0.01 

(61.92) 

0.01 

0.01 

0.02 

0.01 

0.06 

0.00 

0.0100 

0.0078 

0.0110 

- 

0.029 

0.030 

0.049 

0.002 

0.047 

0.036 

77.13 

Semi Critical 



0.25 

0.00 

(4,942.98) 

0.00 

0.04 

0.04 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.038 

0.002 

0.036 

0.000 

0.08 

Safe 



0.25 

0.04 

(98.18) 

0.04 

0.04 

0.07 

0.03 

0.16 

0.01 

0.0100 

0.0202 

0.0285 

- 

0.059 

0.069 

0.140 

0.007 

0.133 

0.036 

27.43 

Safe 

6 K-A 

0801000600164200 

0.25 

0.02 

- 

0.02 

0.02 

0.04 

0.01 

0.06 

0.00 

- 

0.0119 

0.0167 

- 

0.029 

0.033 

0.069 

0.007 

0.062 

0.030 

48.36 

Safe 

6 K-B 

0801000600164100 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0006 

0.0008 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

- 

- 

Safe 

6 KSD 

0801000600143600 

0.22 

0.20 

(31.71) 

0.16 

0.10 

0.27 

0.05 

0.22 

0.05 

- 

0.0665 

0.0751 

- 

0.142 

0.196 

0.463 

0.023 

0.439 

- 

- 

Safe 

6KWM 

0801000500139900 

0.25 

0.21 

(117.13) 

0.17 

0.12 

0.29 

0.04 

0.23 

0.05 

- 

0.0662 

0.0935 

- 

0.160 

0.207 

0.492 

0.025 

0.467 

0.001 

0.27 

Safe 

6 LC 

0801000500121700 

0.25 

0.01 

- 

0.01 

0.02 

0.03 

0.01 

0.07 

0.00 

0.0100 

0.0107 

0.0121 

- 

0.033 

0.035 

0.065 

0.006 

0.058 

0.072 

LO 

CD 

CO 

CM 

Over Exploited 



0.25 

0.01 

- 

0.01 

0.02 

0.02 

0.01 

0.05 

0.00 

- 

0.0118 

0.0133 

- 

0.025 

0.026 

0.049 

0.005 

0.044 

0.036 

81.26 

Semi Critical 



0.25 

0.04 

- 

0.04 

0.03 

0.07 

0.02 

0.12 

0.01 

0.0100 

0.0183 

0.0207 

- 

0.049 

0.057 

0.123 

0.012 

0.111 

0.063 

57.12 

Safe 

6 LPM 

0801000500137300 

0.25 

0.08 

46.01 

0.10 

0.04 

0.14 

0.05 

0.21 

0.02 

0.0200 

0.0238 

0.0269 

- 

0.071 

0.093 

0.229 

0.011 

0.217 

0.100 

45.85 

Safe 

6 LSM 

0801000600147800 

0.22 

0.11 

156.99 

0.13 

0.06 

0.18 

0.05 

0.21 

0.03 

- 

0.0358 

0.0405 

- 

0.076 

0.106 

0.291 

0.015 

0.277 

- 

- 

Safe 

6 MSD 

0801000500123400 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0004 

0.0005 

- 

0.001 

0.001 

0.002 

0.000 

0.001 

0.000 

0.67 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 






Gang Canal 

Command 

Younger Alluvium 

6.996 

-0.01 

0.200 

0.03 

0.01 

0.11 

0.11 

0.00 

0.00 

0.00 

0.14 

0.002 

0.20 

0.63 


6 MSR 

0801000600155700 

2.565 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.407 

0.01 

0.200 

0.00 

0.00 

0.42 

0.00 

0.00 

-0.42 

-0.28 

0.01 

0.000 

0.09 

0.14 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.051 

0.01 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Ghaggar River Bed 

Command 

Younger Alluvium 

1.107 

0.01 

0.180 

0.00 

0.00 

0.33 

0.00 

0.00 

-0.33 

-0.22 

0.00 

0.000 

0.07 

0.11 


6 NP 

0801000500122700 

5.131 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.754 

-0.05 

0.200 

0.02 

0.00 

0.03 

0.03 

0.00 

0.00 

0.00 

0.07 

0.000 

0.07 

0.22 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.707 

-0.05 

0.200 

0.01 

0.00 

0.04 

0.04 

0.00 

0.00 

0.00 

0.05 

0.001 

0.10 

0.34 


6 NZP-A 

0801000500139200 

1.783 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.686 

0.04 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.05 

0.000 

0.07 

0.16 






Gang Canal 

Command 

Younger Alluvium 

1.097 

0.04 

0.200 

0.02 

0.01 

0.02 

0.03 

0.00 

-0.03 

-0.01 

0.08 

0.000 

0.11 

0.25 


6 NZP-B 

0801000500139100 

1.671 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.660 

0.05 

0.200 

0.02 

0.01 

0.01 

0.01 

0.00 

0.00 

0.00 

0.08 

0.000 

0.07 

0.16 






Gang Canal 

Command 

Younger Alluvium 

1.010 

0.05 

0.200 

0.03 

0.01 

0.02 

0.02 

0.00 

-0.01 

-0.01 

0.12 

0.000 

0.11 

0.24 


6 NZP-C 

0801000500139000 

2.082 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.598 

0.04 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.05 

0.000 

0.05 

0.11 






Gang Canal 

Command 

Younger Alluvium 

1.484 

0.04 

0.200 

0.03 

0.01 

0.03 

0.04 

0.00 

-0.03 

-0.01 

0.12 

0.000 

0.12 

0.28 


6 P 

0801000600169100 

3.405 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.123 

-0.07 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.05 

0.08 


6 PGM 

0801000600161000 

2.261 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.311 

-0.17 

0.180 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 






Ghaggar River Bed 

Command 

Younger Alluvium 

1.950 

-0.17 

0.180 

0.00 

0.00 

0.58 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.14 

0.22 


6 PTD-A 

0801000500138800 

0.967 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.967 

0.17 

0.200 

0.03 

0.01 

0.02 

0.02 

0.00 

0.01 

0.01 

0.12 

0.000 

0.17 

0.37 


6 PTD-B 

0801000500138700 

2.648 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.648 

0.23 

0.200 

0.06 

0.02 

0.05 

0.06 

0.00 

0.05 

0.02 

0.25 

0.001 

0.17 

0.36 


6 SAD 

0801000500123800 

3.581 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.868 

0.03 

0.200 

0.02 

0.01 

0.03 

0.04 

0.00 

-0.05 

-0.02 

0.08 

0.001 

0.16 

0.49 






Gang Canal 

Command 

Younger Alluvium 

0.713 

0.03 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.03 

-0.01 

0.02 

0.000 

0.04 

0.12 


6 SD 

0801000900275400 

3.805 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.786 

0.22 

0.200 

0.02 

0.00 

0.01 

0.01 

0.00 

0.03 

0.01 

0.07 

0.000 

0.04 

0.09 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.019 

0.22 

0.200 

0.03 

0.01 

0.04 

0.04 

0.00 

0.07 

0.03 

0.13 

0.000 

0.14 

0.35 


6 SJM 

0801000600144600 

1.278 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.278 

0.42 

0.180 

0.00 

0.00 

0.01 

0.01 

0.00 

0.07 

0.04 

0.00 

0.000 

0.17 

0.28 


6 STB-A 

0801000800228800 

1.252 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.184 

0.05 

0.180 

0.07 

0.02 

0.01 

0.02 

0.00 

0.03 

0.01 

0.26 

0.000 

0.17 

0.40 






Gang Canal 

Command 

Younger Alluvium 

0.068 

0.05 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.01 

0.02 


6 STB-B 

0801000800228700 

2.364 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.349 

0.06 

0.180 

0.04 

0.01 

0.02 

0.02 

0.00 

0.01 

0.00 

0.17 

0.000 

0.10 

0.23 






Gang Canal 

Command 

Younger Alluvium 

1.016 

0.06 

0.180 

0.03 

0.01 

0.02 

0.02 

0.00 

-0.01 

-0.01 

0.13 

0.000 

0.08 

0.18 


6 STB-C 

0801000800228600 

0.591 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.591 

0.09 

0.180 

0.05 

0.01 

0.01 

0.01 

0.00 

0.03 

0.01 

0.22 

0.000 

0.18 

0.41 


60 GB-A 

0801000600159300 

2.412 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.021 

1.16 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

0.21 

0.13 

0.01 

0.000 

0.07 

0.11 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.249 

1.16 

0.200 

0.00 

0.00 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.142 

1.16 

0.180 

0.00 

0.00 

0.01 

0.02 

0.00 

0.20 

0.13 

0.01 

0.000 

0.08 

0.12 


60 GB-B 

0801000600159400 

1.740 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.885 

1.12 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.18 

0.12 

0.02 

0.000 

0.08 

0.13 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.312 

1.12 

0.200 

0.00 

0.00 

0.07 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.03 

0.05 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.543 

1.12 

0.180 

0.00 

0.00 

0.01 

0.01 

0.00 

0.09 

0.06 

0.01 

0.000 

0.05 

0.08 


60 NP 

0801000500135200 

1.268 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.268 

0.09 

0.200 

0.03 

0.01 

0.02 

0.03 

0.00 

-0.01 

-0.01 

0.11 

0.000 

0.17 

0.37 


61GB 

0801000600159500 

3.039 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.445 

0.93 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

0.22 

0.14 

0.00 

0.000 

0.08 

0.12 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.676 

0.93 

0.200 

0.00 

0.00 

0.20 

0.00 

0.00 

-0.08 

-0.05 

0.00 

0.000 

0.04 

0.06 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.918 

0.93 

0.180 

0.00 

0.00 

0.01 

0.01 

0.00 

0.12 

0.08 

0.00 

0.000 

0.05 

0.08 


61 NP 

0801000500132400 

2.002 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.002 

0.13 

0.200 

0.04 

0.01 

0.04 

0.05 

0.00 

-0.01 

0.00 

0.14 

0.001 

0.17 

0.36 


62 GB-A 

0801000600159900 

1.988 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.988 

0.76 

0.200 

0.03 

0.00 

0.59 

0.00 

0.00 

-0.26 

-0.17 

0.11 

0.000 

0.17 

0.26 


62 GB-B 

0801000600159800 

3.217 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

3.201 

0.17 

0.200 

0.01 

0.00 

0.95 

0.00 

0.00 

-0.83 

-0.55 

0.06 

0.000 

0.17 

0.25 





Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.016 

0.17 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


62 NP 

0801000500135300 

2.037 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.037 

0.11 

0.200 

0.06 

0.01 

0.04 

0.05 

0.00 

0.01 

0.00 

0.23 

0.001 

0.17 

0.37 


63 GB 

0801000600159600 

2.561 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.001 

0.66 

0.200 

0.01 

0.00 

0.03 

0.03 

0.00 

0.21 

0.14 

0.06 

0.000 

0.13 

0.20 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.559 

0.66 

0.200 

0.00 

0.00 

0.17 

0.00 

0.00 

-0.09 

-0.06 

0.01 

0.000 

0.04 

0.06 


63 NP 

0801000500132200 

3.456 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.456 

0.15 

0.200 

0.05 

0.01 

0.06 

0.08 

0.00 

0.00 

0.00 

0.18 

0.001 

0.17 

0.36 


64 GB 

0801000600158400 

2.969 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.073 

0.26 

0.200 

0.00 

0.00 

0.02 

0.00 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.00 

0.01 





Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.896 

0.26 

0.180 

0.01 

0.00 

0.86 

0.00 

0.00 

-0.72 

-0.47 

0.05 

0.000 

0.16 

0.25 


64 NP 

0801000500135400 

2.343 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.343 

0.17 

0.200 

0.04 

0.01 

0.04 

0.06 

0.00 

0.01 

0.00 

0.16 

0.001 

0.17 

0.36 


65 GB 

0801000600160000 

3.010 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.428 

0.25 

0.200 

0.01 

0.00 

0.43 

0.00 

0.00 

-0.34 

-0.22 

0.04 

0.000 

0.08 

0.12 





Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.582 

0.25 

0.180 

0.01 

0.00 

0.47 

0.00 

0.00 

-0.39 

-0.25 

0.03 

0.000 

0.09 

0.13 


65 NP 

0801000500131800 

2.277 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.277 

0.20 

0.200 

0.03 

0.01 

0.04 

0.06 

0.00 

0.01 

0.01 

0.12 

0.001 

0.17 

0.36 


66 GB 

0801000600160100 

2.495 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.163 

0.09 

0.200 

0.00 

0.00 

0.05 

0.00 

0.00 

-0.05 

-0.03 

0.01 

0.000 

0.01 

0.02 





Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.332 

0.09 

0.180 

0.02 

0.00 

0.70 

0.00 

0.00 

-0.64 

-0.42 

0.07 

0.000 

0.16 

0.24 


66 NP 

0801000500135500 

2.789 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.789 

0.24 

0.200 

0.02 

0.01 

0.05 

0.07 

0.00 

0.02 

0.01 

0.08 

0.001 

0.17 

0.36 


67 GB 

0801000600160200 

3.942 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.467 

0.11 

0.180 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

0.00 

0.01 

0.000 

0.02 

0.03 






Ghaggar River Bed 

Command 

Younger Alluvium 

3.475 

0.11 

0.180 

0.02 

0.00 

1.04 

0.00 

0.00 

-0.95 

-0.62 

0.08 

0.000 

0.15 

0.22 


67 NP 

0801000500131700 

2.172 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.172 

0.27 

0.200 

0.02 

0.00 

0.04 

0.05 

0.00 

0.04 

0.02 

0.06 

0.001 

0.17 

0.35 


68 NP 

0801000500131600 

1.954 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.954 

0.30 

0.200 

0.02 

0.01 

0.04 

0.05 

0.00 

0.04 

0.02 

0.08 

0.001 

0.17 

0.35 


68/1 GB 

0801000600160300 

2.797 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.879 

0.20 

0.200 

0.00 

0.00 

0.56 

0.00 

0.00 

-0.48 

-0.32 

0.01 

0.000 

0.11 

0.17 





Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.919 

0.20 

0.180 

0.00 

0.00 

0.27 

0.00 

0.00 

-0.24 

-0.16 

0.00 

0.000 

0.05 

0.08 


68/2 GB 

0801000600160400 

2.812 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.166 

0.13 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Ghaggar River Bed 

Command 

Younger Alluvium 

2.646 

0.13 

0.180 

0.01 

0.00 

0.79 

0.00 

0.00 

-0.72 

-0.47 

0.05 

0.000 

0.16 

0.24 


68/3 GB 

0801000600160500 

1.779 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.023 

0.12 

0.200 

0.00 

0.00 

0.01 

0.00 

0.00 

-0.01 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.756 

0.12 

0.180 

0.01 

0.00 

0.52 

0.00 

0.00 

-0.48 

-0.31 

0.05 

0.000 

0.16 

0.25 


69 GB 

0801000600159700 

2.531 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.177 

0.39 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.02 






Gang Canal 

Command 

Younger Alluvium 

0.620 

0.39 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.04 

0.03 

0.02 

0.000 

0.04 

0.06 






Ghaggar River Bed 

Command 

Younger Alluvium 

1.734 

0.39 

0.200 

0.01 

0.00 

0.52 

0.00 

0.00 

-0.37 

-0.24 

0.07 

0.000 

0.11 

0.17 


69 NP 

0801000500131400 

2.520 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.520 

0.32 

0.200 

0.01 

0.00 

0.04 

0.04 

0.00 

0.09 

0.04 

0.05 

0.001 

0.17 

0.35 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

(27) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.25 

0.34 

- 

0.34 

0.23 

0.58 

0.04 

0.24 

0.07 

0.0200 

0.1471 

0.1663 

- 

0.333 

0.403 

0.980 

0.098 

0.882 

0.137 

15.53 

Safe 

6 MSR 

080100060015570C 

0.25 

0.02 

(4,309.45) 

0.01 

0.42 

0.43 

0.03 

0.12 

0.01 

- 

- 

- 

- 

- 

0.005 

0.440 

0.022 

0.418 

0.012 

2.87 

Safe 



0.22 

0.00 

(1,741.55) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0006 

0.0007 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

- 

- 

Safe 



0.22 

0.01 

(5,194.58) 

0.01 

0.33 

0.34 

0.02 

0.09 

0.00 

- 

- 

- 

- 

- 

0.002 

0.340 

0.017 

0.323 

- 

- 

Safe 

6 NP 

0801000500122700 

0.25 

0.03 

- 

0.03 

0.06 

0.09 

0.01 

0.08 

0.01 

0.0100 

0.0369 

0.0417 

- 

0.089 

0.095 

0.180 

0.018 

0.162 

0.072 

44.63 

Safe 



0.25 

0.07 

- 

0.07 

0.09 

0.16 

0.02 

0.13 

0.01 

0.0100 

0.0569 

0.0644 

- 

0.131 

0.145 

0.303 

0.030 

0.273 

0.055 

20.07 

Safe 

6 NZP-A 

0801000500139200 

0.25 

0.01 

(109.55) 

0.01 

0.02 

0.03 

0.02 

0.08 

0.00 

0.0100 

0.0101 

0.0143 

- 

0.034 

0.037 

0.064 

0.003 

0.061 

0.054 

88.53 

Semi Critical 



0.25 

0.03 

(142.12) 

0.02 

0.06 

0.08 

0.03 

0.13 

0.01 

0.0200 

0.0277 

0.0391 

- 

0.087 

0.094 

0.175 

0.009 

0.166 

0.081 

48.84 

Safe 

6 NZP-B 

0801000500139100 

0.25 

0.01 

(103.52) 

0.01 

0.03 

0.04 

0.02 

0.09 

0.00 

0.0200 

0.0097 

0.0137 

- 

0.043 

0.046 

0.083 

0.004 

0.078 

0.081 

103.47 

Over Exploited 



0.25 

0.03 

(122.95) 

0.02 

0.05 

0.07 

0.03 

0.13 

0.01 

0.0200 

0.0255 

0.0360 

- 

0.082 

0.088 

0.163 

0.008 

0.155 

0.117 

75.64 

Semi Critical 

6 NZP-C 

0801000500139000 

0.25 

0.01 

(101.34) 

0.01 

0.02 

0.02 

0.01 

0.06 

0.00 

0.0100 

0.0088 

0.0124 

- 

0.031 

0.033 

0.055 

0.003 

0.052 

0.045 

87.00 

Semi Critical 



0.25 

0.05 

(129.67) 

0.04 

0.07 

0.11 

0.03 

0.15 

0.01 

0.0200 

0.0375 

0.0529 

- 

0.110 

0.122 

0.233 

0.012 

0.221 

0.117 

53.05 

Safe 

6 P 

0801000600169100 

0.25 

0.02 

- 

0.02 

0.02 

0.03 

0.02 

0.07 

0.00 

- 

0.0110 

0.0156 

- 

0.027 

0.031 

0.066 

0.007 

0.059 

- 

- 

Safe 

6 PGM 

0801000600161000 

0.22 

0.00 

- 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

- 

0.0065 

0.0074 

- 

0.014 

0.014 

0.026 

0.003 

0.023 

- 

- 

Safe 



0.22 

0.04 

- 

0.04 

0.58 

0.63 

0.04 

0.18 

0.01 

- 

- 

- 

- 

- 

0.013 

0.639 

0.064 

0.575 

0.009 

1.57 

Safe 

6 PTD-A 

0801000500138800 

0.25 

0.04 

(87.91) 

0.03 

0.05 

0.08 

0.04 

0.22 

0.01 

0.0200 

0.0244 

0.0345 

- 

0.079 

0.090 

0.175 

0.009 

0.166 

0.117 

70.70 

Semi Critical 

6 PTD-B 

0801000500138700 

0.25 

0.11 

(80.82) 

0.09 

0.13 

0.22 

0.04 

0.21 

0.03 

0.0500 

0.0668 

0.0944 

- 

0.211 

0.241 

0.466 

0.023 

0.442 

0.253 

57.14 

Safe 

6 SAD 

0801000500123800 

0.25 

0.11 

(113.79) 

0.09 

0.08 

0.17 

0.03 

0.19 

0.02 

0.0200 

0.0422 

0.0596 

- 

0.122 

0.145 

0.319 

0.016 

0.303 

0.082 

26.97 

Safe 



0.25 

0.01 

(223.34) 

0.01 

0.03 

0.04 

0.01 

0.05 

0.00 

- 

0.0180 

0.0254 

- 

0.043 

0.045 

0.081 

0.004 

0.077 

0.018 

23.60 

Safe 

6 SD 

0801000900275400 

0.25 

0.01 

85.40 

0.01 

0.02 

0.03 

0.01 

0.05 

0.00 

0.0100 

0.0135 

0.0163 

- 

0.040 

0.042 

0.072 

0.004 

0.069 

0.072 

105.23 

Over Exploited 



0.25 

0.11 

(73.19) 

0.08 

0.09 

0.18 

0.04 

0.17 

0.03 

0.0200 

0.0518 

0.0628 

- 

0.135 

0.161 

0.340 

0.017 

0.323 

0.126 

39.16 

Safe 

6 SJM 

0801000600144600 

0.22 

0.05 

(10.50) 

0.04 

0.02 

0.07 

0.05 

0.21 

0.01 

- 

0.0157 

0.0177 

- 

0.033 

0.046 

0.113 

0.006 

0.108 

- 

- 

Safe 

6 STB-A 

0801000800228800 

0.22 

0.04 

(71.70) 

0.03 

0.05 

0.09 

0.04 

0.21 

0.01 

0.0500 

0.0174 

0.0246 

- 

0.092 

0.103 

0.188 

0.009 

0.179 

0.261 

145.78 

Over Exploited 



0.22 

0.00 

(794.18) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0017 

0.0024 

- 

0.004 

0.004 

0.007 

0.000 

0.007 

0.018 

263.17 

Over Exploited 

6 STB-B 

0801000800228700 

0.22 

0.03 

(87.54) 

0.02 

0.05 

0.07 

0.03 

0.13 

0.01 

0.0300 

0.0198 

0.0280 

- 

0.078 

0.085 

0.154 

0.008 

0.147 

0.171 

116.67 

Over Exploited 



0.22 

0.02 

(134.45) 

0.01 

0.05 

0.07 

0.02 

0.09 

0.00 

0.0200 

0.0256 

0.0362 

- 

0.082 

0.086 

0.153 

0.008 

0.146 

0.126 

86.45 

Semi Critical 

6 STB-C 

0801000800228600 

0.22 

0.02 

(35.64) 

0.02 

0.03 

0.04 

0.04 

0.22 

0.01 

0.0400 

0.0087 

0.0123 

- 

0.061 

0.067 

0.110 

0.006 

0.105 

0.216 

205.93 

Over Exploited 

60 GB-A 

0801000600159300 

0.25 

0.02 

634.47 

0.02 

0.03 

0.05 

0.02 

0.09 

0.01 

- 

0.0172 

0.0243 

- 

0.041 

0.046 

0.098 

0.005 

0.093 

0.012 

12.95 

Safe 



0.25 

0.00 

(211.92) 

0.00 

0.06 

0.06 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.061 

0.003 

0.058 

- 

- 

Safe 



0.22 

0.02 

561.00 

0.02 

0.03 

0.06 

0.02 

0.10 

0.01 

- 

0.0192 

0.0272 

- 

0.046 

0.052 

0.109 

0.005 

0.103 

0.009 

8.71 

Safe 

60 GB-B 

0801000600159400 

0.25 

0.02 

529.53 

0.02 

0.03 

0.05 

0.02 

0.11 

0.01 

- 

0.0149 

0.0210 

- 

0.036 

0.041 

0.089 

0.004 

0.085 

0.023 

27.15 

Safe 



0.25 

0.00 

(228.49) 

0.00 

0.07 

0.08 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.077 

0.004 

0.073 

0.012 

16.40 

Safe 



0.22 

0.01 

875.30 

0.01 

0.02 

0.02 

0.01 

0.07 

0.00 

- 

0.0091 

0.0129 

- 

0.022 

0.024 

0.047 

0.002 

0.045 

0.009 

20.21 

Safe 

60 NP 

0801000500135200 

0.25 

0.05 

(109.78) 

0.04 

0.06 

0.11 

0.04 

0.22 

0.01 

0.0200 

0.0320 

0.0452 

- 

0.097 

0.111 

0.219 

0.011 

0.208 

0.108 

51.97 

Safe 

61GB 

0801000600159500 

0.25 

0.03 

403.56 

0.03 

0.05 

0.08 

0.02 

0.10 

0.01 

- 

0.0304 

0.0344 

- 

0.065 

0.073 

0.153 

0.008 

0.146 

- 

- 

Safe 



0.25 

0.01 

(894.33) 

0.01 

0.20 

0.21 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.002 

0.209 

0.010 

0.198 

- 

- 

Safe 



0.22 

0.01 

691.87 

0.01 

0.03 

0.04 

0.01 

0.06 

0.00 

- 

0.0193 

0.0218 

- 

0.041 

0.044 

0.085 

0.004 

0.081 

- 

- 

Safe 

61 NP 

0801000500132400 

0.25 

0.08 

(103.31) 

0.07 

0.10 

0.16 

0.04 

0.21 

0.02 

0.0300 

0.0505 

0.0714 

- 

0.152 

0.174 

0.338 

0.017 

0.321 

0.145 

44.97 

Safe 

62 GB-A 

0801000600159900 

0.25 

0.08 

(304.89) 

0.07 

0.59 

0.66 

0.05 

0.21 

0.02 

0.0100 

- 

- 

- 

0.010 

0.033 

0.692 

0.035 

0.658 

0.105 

15.96 

Safe 

62 GB-B 

0801000600159800 

0.25 

0.13 

(514.11) 

0.11 

0.95 

1.06 

0.05 

0.21 

0.04 

0.0100 

- 

- 

- 

0.010 

0.047 

1.108 

0.055 

1.053 

0.059 

5.61 

Safe 



0.22 

0.00 

(95,965.16) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.005 

- 

- 

Safe 

62 NP 

0801000500135300 

0.25 

0.09 

(95.39) 

0.07 

0.10 

0.17 

0.04 

0.21 

0.02 

0.0400 

0.0514 

0.0726 

- 

0.164 

0.187 

0.354 

0.018 

0.336 

0.226 

67.04 

Safe 

63 GB 

0801000600159600 

0.25 

0.07 

111.54 

0.08 

0.06 

0.14 

0.04 

0.17 

0.02 

0.0100 

0.0421 

0.0476 

- 

0.100 

0.118 

0.260 

0.013 

0.247 

0.059 

23.87 

Safe 



0.25 

0.01 

(1,296.40) 

0.00 

0.17 

0.17 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.172 

0.009 

0.164 

0.012 

7.33 

Safe 

63 NP 

0801000500132200 

0.25 

0.15 

(100.82) 

0.12 

0.16 

0.28 

0.04 

0.21 

0.04 

0.0300 

0.0872 

0.1232 

- 

0.240 

0.279 

0.555 

0.028 

0.527 

0.181 

34.31 

Safe 

64 GB 

0801000600158400 

0.25 

0.00 

(15,798.01) 

0.00 

0.02 

0.02 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.022 

0.001 

0.021 

- 

- 

Safe 



0.22 

0.06 

(2,262.44) 

0.05 

0.86 

0.91 

0.05 

0.21 

0.02 

- 

- 

- 

- 

- 

0.016 

0.927 

0.046 

0.880 

0.054 

6.13 

Safe 

64 NP 

0801000500135400 

0.25 

0.10 

(96.79) 

0.08 

0.11 

0.19 

0.04 

0.21 

0.03 

0.0300 

0.0591 

0.0836 

- 

0.173 

0.199 

0.390 

0.020 

0.371 

0.163 

43.90 

Safe 

65 GB 

0801000600160000 

0.25 

0.03 

(895.60) 

0.02 

0.43 

0.45 

0.02 

0.10 

0.01 

- 

- 

- 

- 

- 

0.008 

0.456 

0.023 

0.434 

0.035 

8.07 

Safe 



0.22 

0.03 

(15,463.79) 

0.02 

0.47 

0.49 

0.02 

0.11 

0.01 

- 

- 

- 

- 

- 

0.008 

0.501 

0.025 

0.476 

0.027 

5.67 

Safe 

65 NP 

0801000500131800 

0.25 

0.10 

(93.03) 

0.08 

0.11 

0.19 

0.04 

0.21 

0.03 

0.0200 

0.0575 

0.0812 

- 

0.159 

0.184 

0.370 

0.018 

0.351 

0.118 

33.51 

Safe 

66 GB 

0801000600160100 

0.25 

0.00 

(6,866.03) 

0.00 

0.05 

0.05 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.049 

0.002 

0.047 

0.012 

25.67 

Safe 



0.22 

0.08 

(625.59) 

0.06 

0.70 

0.76 

0.04 

0.20 

0.02 

0.0100 

- 

- 

- 

0.010 

0.033 

0.792 

0.040 

0.752 

0.072 

9.57 

Safe 

66 NP 

0801000500135500 

0.25 

0.12 

(90.78) 

0.09 

0.13 

0.23 

0.04 

0.21 

0.03 

0.0200 

0.0704 

0.0995 

- 

0.190 

0.221 

0.446 

0.022 

0.424 

0.082 

19.29 

Safe 

67 GB 

0801000600160200 

0.22 

0.00 

(278.05) 

0.00 

0.01 

0.02 

0.01 

0.03 

0.00 

- 

0.0098 

0.0111 

- 

0.021 

0.021 

0.038 

0.002 

0.036 

0.009 

24.92 

Safe 



0.22 

0.11 

(655.04) 

0.09 

1.04 

1.13 

0.04 

0.19 

0.03 

0.0100 

- 

- 

- 

0.010 

0.042 

1.168 

0.058 

1.109 

0.081 

7.30 

Safe 

67 NP 

0801000500131700 

0.25 

0.09 

(77.10) 

0.07 

0.09 

0.17 

0.04 

0.21 

0.02 

0.0100 

0.0548 

0.0774 

- 

0.142 

0.166 

0.334 

0.017 

0.317 

0.064 

20.06 

Safe 

68 NP 

0801000500131600 

0.25 

0.08 

(75.24) 

0.07 

0.09 

0.16 

0.04 

0.21 

0.02 

0.0200 

0.0493 

0.0697 

- 

0.139 

0.161 

0.321 

0.016 

0.305 

0.082 

26.71 

Safe 

68/1 GB 

0801000600160300 

0.25 

0.04 

(5,697.85) 

0.03 

0.56 

0.59 

0.03 

0.14 

0.01 

- 

- 

- 

- 

- 

0.012 

0.604 

0.030 

0.574 

0.012 

2.09 

Safe 



0.22 

0.01 

(1,536.76) 

0.01 

0.27 

0.28 

0.02 

0.07 

0.00 

- 

- 

- 

- 

- 

0.003 

0.286 

0.014 

0.272 

- 

- 

Safe 

68/2 GB 

0801000600160400 

0.22 

0.00 

(351.51) 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0035 

0.0039 

- 

0.007 

0.008 

0.013 

0.001 

0.012 

- 

- 

Safe 



0.22 

0.09 

(18,090.52) 

0.07 

0.79 

0.86 

0.04 

0.20 

0.02 

0.0100 

- 

- 

- 

0.010 

0.034 

0.892 

0.045 

0.848 

0.054 

6.37 

Safe 

68/3 GB 

0801000600160500 

0.25 

0.00 

(33,738.74) 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.007 

0.000 

0.007 

- 

- 

Safe 



0.22 

0.04 

(3,421.20) 

0.03 

0.52 

0.56 

0.05 

0.21 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.581 

0.029 

0.552 

0.054 

9.79 

Safe 

69 GB 

0801000600159700 

0.25 

0.00 

1,227.39 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0022 

0.0024 

- 

0.005 

0.005 

0.009 

0.000 

0.008 

0.012 

144.10 

Over Exploited 



0.25 

0.01 

302.21 

0.01 

0.02 

0.03 

0.01 

0.05 

0.00 

- 

0.0130 

0.0147 

- 

0.028 

0.030 

0.057 

0.003 

0.054 

0.023 

42.48 

Safe 



0.25 

0.04 

(5,065.99) 

0.03 

0.52 

0.55 

0.03 

0.15 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.570 

0.028 

0.541 

0.071 

13.12 

Safe 

69 NP 

0801000500131400 

0.25 

0.11 

(57.64) 

0.08 

0.08 

0.17 

0.04 

0.21 

0.03 

0.0100 

0.0530 

0.0599 

- 

0.123 

0.151 

0.316 

0.016 

0.301 

0.055 

18.19 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 


( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


7 A 

080100060016610C 

1.403 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.219 

0.17 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.03 

0.02 

0.02 

0.000 

0.14 

0.22 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.184 

0.17 

0.200 

0.00 

0.00 

0.05 

0.00 

0.00 

-0.05 

-0.03 

0.00 

0.000 

0.02 

0.03 


7 AP 

080100090027920C 

10.915 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

10.915 

-0.07 

0.200 

0.00 

0.00 

0.12 

0.16 

0.00 

0.00 

0.00 

0.02 

0.001 

0.17 

0.42 


7 APD-A 

080100080023290C 

2.692 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.692 

0.29 

0.180 

0.04 

0.01 

0.03 

0.03 

0.00 

0.12 

0.06 

0.14 

0.000 

0.17 

0.32 


7 APD-B 

080100080023330C 

0.808 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.808 

0.29 

0.180 

0.01 

0.00 

0.01 

0.01 

0.00 

0.04 

0.02 

0.03 

0.000 

0.17 

0.31 


7 APM 

0801000600152300 

2.156 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.156 

0.11 

0.180 

0.00 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.00 

0.000 

0.17 

0.25 


7 APM-A 

0801000600152400 

1.493 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.493 

-0.04 

0.180 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.17 

0.25 


7 AS 

0801000800241100 

4.691 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.839 

0.33 

0.180 

0.01 

0.00 

0.02 

0.02 

0.00 

0.08 

0.04 

0.04 

0.000 

0.07 

0.14 






Gang Canal 

Command 

Younger Alluvium 

2.852 

0.33 

0.180 

0.01 

0.00 

0.04 

0.05 

0.00 

0.09 

0.04 

0.05 

0.000 

0.11 

0.21 


7 BGD 

0801000800248300 

2.916 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.513 

0.13 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

0.02 

0.000 

0.03 

0.10 






Ghaggar River Bed 

Command 

Younger Alluvium 

2.359 

0.13 

0.200 

0.03 

0.01 

0.84 

0.00 

0.00 

-0.76 

-0.25 

0.12 

0.000 

0.16 

0.47 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.044 

0.13 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


7 BKM 

0801000900283400 

4.614 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.614 

0.23 

0.200 

0.08 

0.01 

0.04 

0.05 

0.00 

0.19 

0.09 

0.33 

0.001 

0.18 

0.40 


7 BLD 

0801000800230400 

2.069 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.069 

0.19 

0.180 

0.02 

0.00 

0.02 

0.03 

0.00 

0.04 

0.02 

0.06 

0.000 

0.18 

0.39 


7 BLM-A 

0801000800246000 

2.269 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.333 

0.19 

0.200 

0.02 

0.00 

0.48 

0.00 

0.00 

-0.41 

-0.16 

0.07 

0.000 

0.11 

0.27 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.128 

0.19 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.03 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.808 

0.19 

0.180 

0.01 

0.00 

0.29 

0.00 

0.00 

-0.25 

-0.10 

0.04 

0.000 

0.06 

0.16 


7 BLM-B 

0801000800245900 

2.937 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.003 

0.19 

0.200 

0.01 

0.00 

0.36 

0.00 

0.00 

-0.31 

-0.13 

0.04 

0.000 

0.06 

0.15 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.009 

0.19 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Ghaggar River Bed 

Command 

Younger Alluvium 

1.925 

0.19 

0.180 

0.02 

0.00 

0.69 

0.00 

0.00 

-0.60 

-0.25 

0.06 

0.000 

0.12 

0.28 


7 DWM 

0801000900281700 

1.743 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.743 

0.08 

0.200 

0.07 

0.02 

0.02 

0.03 

0.00 

0.03 

0.01 

0.30 

0.000 

0.18 

0.44 


7GB-A 

0801000800252500 

1.667 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.667 

0.07 

0.200 

0.03 

0.01 

0.60 

0.00 

0.00 

-0.55 

-0.18 

0.11 

0.000 

0.19 

0.59 


7GB-B 

0801000800252600 

2.960 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.960 

0.10 

0.200 

0.02 

0.00 

1.06 

0.00 

0.00 

-0.98 

-0.32 

0.08 

0.000 

0.19 

0.59 


7 H 

0801000600171100 

3.889 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.555 

-0.05 

0.200 

0.00 

0.00 

0.03 

0.03 

0.00 

0.00 

0.00 

0.00 

0.000 

0.15 

0.23 


7 JKM 

0801000500141100 

3.650 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.004 

0.11 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.646 

0.11 

0.200 

0.02 

0.01 

0.04 

0.05 

0.00 

-0.01 

0.00 

0.08 

0.001 

0.19 

0.51 


7 KA 

0801000600163800 

3.648 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.804 

-0.13 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.03 

0.000 

0.04 

0.06 






Ghaggar River Bed 

Command 

Younger Alluvium 

2.071 

-0.13 

0.200 

0.02 

0.00 

0.49 

0.00 

0.00 

0.00 

0.00 

0.09 

0.000 

0.09 

0.14 





Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.028 

-0.13 

0.200 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


7 K-B 

0801000600163500 

1.208 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.005 

-0.10 

0.200 

0.01 

0.00 

0.24 

0.00 

0.00 

0.00 

0.00 

0.03 

0.000 

0.14 

0.21 





Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.202 

-0.10 

0.200 

0.00 

0.00 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.04 


7 KSD 

0801000500138200 

1.694 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.694 

0.40 

0.200 

0.05 

0.01 

0.02 

0.02 

0.00 

0.14 

0.08 

0.20 

0.000 

0.17 

0.32 


7 LC 

0801000800249200 

4.649 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.457 

0.07 

0.180 

0.01 

0.00 

0.03 

0.04 

0.00 

-0.02 

-0.01 

0.03 

0.000 

0.10 

0.34 






Gang Canal 

Command 

Younger Alluvium 

2.192 

0.07 

0.180 

0.00 

0.00 

0.04 

0.05 

0.00 

-0.07 

-0.02 

0.02 

0.000 

0.09 

0.30 


7 LM-A 

0801000600177300 

1.537 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.623 

0.06 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.07 

0.10 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.514 

0.06 

0.200 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.06 

0.08 


7 LM-B 

0801000600177200 

1.618 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.176 

0.05 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

-0.01 

0.00 

0.000 

0.12 

0.18 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.208 

0.05 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 


7 LPM 

0801000500136600 

1.539 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.501 

0.57 

0.200 

0.03 

0.00 

0.01 

0.01 

0.00 

0.17 

0.10 

0.13 

0.000 

0.16 

0.30 






Gang Canal 

Command 

Younger Alluvium 

0.039 

0.57 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


7 LSM 

0801000600147600 

2.096 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.096 

0.77 

0.180 

0.00 

0.00 

0.02 

0.03 

0.00 

0.24 

0.15 

0.00 

0.000 

0.17 

0.26 


7 NP-A 

0801000500122800 

3.213 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.331 

-0.02 

0.200 

0.03 

0.00 

0.04 

0.04 

0.00 

0.00 

0.00 

0.11 

0.001 

0.14 

0.47 


7 NP-B 

0801000500122900 

4.044 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.044 

-0.04 

0.200 

0.05 

0.01 

0.06 

0.07 

0.00 

0.00 

0.00 

0.18 

0.001 

0.20 

0.65 


7 NZP 

0801000500135100 

2.668 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.668 

0.03 

0.200 

0.01 

0.00 

0.05 

0.07 

0.00 

-0.09 

-0.04 

0.05 

0.001 

0.17 

0.39 


7 PGM 

0801000600161200 

2.932 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.875 

-0.22 

0.180 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.05 

0.07 






Ghaggar River Bed 

Command 

Younger Alluvium 

2.058 

-0.22 

0.180 

0.00 

0.00 

0.61 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.12 

0.18 


7 PTD-A 

0801000500138600 

1.257 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.257 

0.29 

0.200 

0.06 

0.02 

0.02 

0.03 

0.00 

0.06 

0.03 

0.25 

0.000 

0.17 

0.35 


7 PTD-B 

0801000500138500 

1.244 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.147 

0.32 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.02 

0.000 

0.02 

0.04 






Gang Canal 

Command 

Younger Alluvium 

1.097 

0.32 

0.200 

0.03 

0.01 

0.02 

0.03 

0.00 

0.04 

0.02 

0.11 

0.000 

0.15 

0.30 


7 SAD 

0801000500133400 

2.083 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.083 

0.01 

0.200 

0.05 

0.01 

0.04 

0.05 

0.00 

-0.05 

-0.02 

0.19 

0.001 

0.19 

0.57 


7 SD 

0801000900275200 

6.820 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.421 

0.17 

0.200 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.02 

0.000 

0.01 

0.03 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

6.399 

0.17 

0.200 

0.03 

0.01 

0.07 

0.09 

0.00 

0.07 

0.03 

0.12 

0.001 

0.17 

0.43 


7 SJM-A 

0801000600143300 

2.649 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.649 

0.49 

0.180 

0.00 

0.00 

0.03 

0.03 

0.00 

0.18 

0.10 

0.02 

0.000 

0.17 

0.29 


7 SJM-B 

0801000600143200 

2.152 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.152 

0.53 

0.180 

0.00 

0.00 

0.02 

0.02 

0.00 

0.16 

0.09 

0.02 

0.000 

0.17 

0.29 


7 STB 

0801000800228300 

1.665 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.665 

0.16 

0.180 

0.04 

0.01 

0.02 

0.02 

0.00 

0.04 

0.02 

0.16 

0.000 

0.17 

0.38 


70 GB 

0801000600160600 

2.757 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.424 

0.20 

0.200 

0.01 

0.00 

0.72 

0.00 

0.00 

-0.62 

-0.41 

0.04 

0.000 

0.15 

0.22 





Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.333 

0.20 

0.180 

0.00 

0.00 

0.10 

0.00 

0.00 

-0.09 

-0.06 

0.00 

0.000 

0.02 

0.03 


70 NP 

0801000500127400 

1.962 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.409 

0.34 

0.200 

0.01 

0.00 

0.02 

0.02 

0.00 

0.06 

0.03 

0.04 

0.000 

0.12 

0.25 


71GB 

0801000600158000 

2.589 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.429 

0.13 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.04 






Gang Canal 

Command 

Younger Alluvium 

1.621 

0.13 

0.180 

0.00 

0.00 

0.03 

0.03 

0.00 

-0.01 

-0.01 

0.00 

0.000 

0.10 

0.16 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.539 

0.13 

0.180 

0.00 

0.00 

0.16 

0.00 

0.00 

-0.15 

-0.10 

0.00 

0.000 

0.03 

0.05 


71 GB-A 

0801000600157200 

1.149 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.143 

0.07 

0.180 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

-0.01 

0.01 

0.000 

0.17 

0.25 






Gang Canal 

Command 

Younger Alluvium 

0.006 

0.07 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


71 NP 

0801000500127500 

2.759 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.595 

0.36 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.02 

0.01 

0.01 

0.000 

0.04 

0.07 


72 GB 

0801000600157900 

2.438 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.299 

0.14 

0.180 

0.01 

0.00 

0.04 

0.04 

0.00 

0.00 

0.00 

0.05 

0.000 

0.16 

0.24 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.139 

0.14 

0.180 

0.00 

0.00 

0.04 

0.00 

0.00 

-0.04 

-0.03 

0.00 

0.000 

0.01 

0.01 


72 NP 

0801000500131300 

3.427 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.390 

0.35 

0.200 

0.02 

0.00 

0.05 

0.06 

0.00 

0.15 

0.07 

0.07 

0.001 

0.17 

0.34 


73 GB 

0801000600157800 

2.297 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.541 

0.16 

0.180 

0.00 

0.00 

0.01 

0.02 

0.00 

0.01 

0.01 

0.01 

0.000 

0.11 

0.17 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 




( 24 ) 

( 25 ) 


(27) 

(2s; 

(29; 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

7 A 

0801000600166100 

0.25 

0.04 

(57.27) 

0.04 

0.02 

0.06 

0.04 

0.19 

0.01 

- 

0.0149 

0.0169 

- 

0.032 

0.044 

0.103 

0.005 

0.098 

0.023 

23.51 

Safe 



0.25 

0.00 

(3,293.85) 

0.00 

0.05 

0.06 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.056 

0.003 

0.053 

- 

- 

Safe 

7 AP 

0801000900279200 

0.25 

0.48 

- 

0.48 

0.28 

0.76 

0.04 

0.22 

0.12 

- 

0.1606 

0.2269 

- 

0.387 

0.509 

1.269 

0.127 

1.142 

0.019 

1.70 

Safe 

7 APD-A 

0801000800232900 

0.22 

0.10 

(36.93) 

0.08 

0.06 

0.14 

0.05 

0.22 

0.03 

0.0200 

0.0330 

0.0373 

- 

0.090 

0.117 

0.260 

0.013 

0.247 

0.144 

58.29 

Safe 

7 APD-B 

0801000800233300 

0.22 

0.03 

(34.58) 

0.02 

0.02 

0.04 

0.05 

0.22 

0.01 

- 

0.0099 

0.0112 

- 

0.021 

0.029 

0.069 

0.003 

0.066 

0.027 

41.15 

Safe 

7 APM 

0801000600152300 

0.22 

0.08 

(99.37) 

0.06 

0.04 

0.10 

0.05 

0.21 

0.02 

- 

0.0264 

0.0299 

- 

0.056 

0.079 

0.183 

0.009 

0.174 

- 

- 

Safe 

7 APM-A 

0801000600152400 

0.22 

0.05 

- 

0.05 

0.03 

0.08 

0.05 

0.21 

0.02 

- 

0.0183 

0.0207 

- 

0.039 

0.054 

0.138 

0.014 

0.124 

- 

- 

Safe 

7 AS 

0801000800241100 

0.22 

0.03 

50.12 

0.03 

0.04 

0.07 

0.02 

0.09 

0.01 

- 

0.0225 

0.0255 

- 

0.048 

0.055 

0.124 

0.006 

0.118 

0.036 

30.61 

Safe 



0.22 

0.07 

(34.23) 

0.05 

0.09 

0.14 

0.03 

0.13 

0.02 

0.0100 

0.0600 

0.0678 

- 

0.138 

0.155 

0.299 

0.015 

0.284 

0.045 

15.82 

Safe 

7 BGD 

0801000800248300 

0.25 

0.00 

(23.76) 

0.00 

0.01 

0.02 

0.01 

0.04 

0.00 

- 

0.0075 

0.0107 

- 

0.018 

0.019 

0.036 

0.002 

0.034 

0.023 

67.29 

Safe 



0.25 

0.09 

(376.42) 

0.07 

0.85 

0.93 

0.03 

0.19 

0.02 

0.0200 

- 

- 

- 

0.020 

0.040 

0.967 

0.048 

0.919 

0.117 

12.73 

Safe 



0.22 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0007 

0.0009 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

- 

- 

Safe 

7 BKM 

0801000900283400 

0.25 

0.20 

(57.44) 

0.16 

0.10 

0.26 

0.05 

0.22 

0.05 

0.0600 

0.0566 

0.0639 

- 

0.181 

0.232 

0.495 

0.025 

0.470 

0.334 

71.00 

Semi Critical 

7 BLD 

0801000800230400 

0.22 

0.08 

(79.80) 

0.06 

0.05 

0.12 

0.04 

0.22 

0.02 

0.0100 

0.0304 

0.0430 

- 

0.083 

0.104 

0.221 

0.011 

0.210 

0.063 

29.95 

Safe 

7 BLM-A 

0801000800246000 

0.25 

0.04 

(556.11) 

0.03 

0.48 

0.51 

0.03 

0.13 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.524 

0.026 

0.498 

0.070 

14.06 

Safe 



0.22 

0.00 

39.37 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0019 

0.0027 

- 

0.005 

0.005 

0.008 

0.000 

0.008 

0.009 

114.86 

Over Exploited 



0.22 

0.01 

(973.21) 

0.01 

0.29 

0.30 

0.02 

0.08 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.311 

0.016 

0.296 

0.036 

12.18 

Safe 

7 BLM-B 

0801000800245900 

0.25 

0.02 

(937.26) 

0.01 

0.36 

0.37 

0.01 

0.08 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.385 

0.019 

0.366 

0.035 

9.57 

Safe 



0.22 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

- 

- 

Safe 



0.22 

0.05 

(601.28) 

0.04 

0.69 

0.73 

0.03 

0.15 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.751 

0.038 

0.713 

0.063 

8.83 

Safe 

7 DWM 

0801000900281700 

0.25 

0.08 

(83.51) 

0.06 

0.07 

0.13 

0.04 

0.22 

0.02 

0.0600 

0.0256 

0.0362 

- 

0.122 

0.141 

0.269 

0.013 

0.255 

0.297 

116.41 

Over Exploited 

7GB-A 

0801000800252500 

0.25 

0.08 

(323.24) 

0.06 

0.61 

0.67 

0.04 

0.23 

0.02 

0.0200 

- 

- 

- 

0.020 

0.037 

0.708 

0.035 

0.673 

0.105 

15.61 

Safe 

7GB-B 

0801000800252600 

0.25 

0.07 

(1,108.63) 

0.06 

1.06 

1.12 

0.04 

0.23 

0.02 

0.0200 

- 

- 

- 

0.020 

0.035 

1.152 

0.058 

1.094 

0.082 

7.49 

Safe 

7 H 

0801000600171100 

0.25 

0.14 

- 

0.14 

0.06 

0.20 

0.04 

0.20 

0.04 

- 

0.0349 

0.0493 

- 

0.084 

0.122 

0.319 

0.032 

0.287 

- 

- 

Safe 

7 JKM 

0801000500141100 

0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.25 

0.17 

(101.78) 

0.14 

0.11 

0.24 

0.04 

0.23 

0.04 

0.0200 

0.0536 

0.0758 

- 

0.149 

0.188 

0.428 

0.021 

0.407 

0.082 

20.15 

Safe 

7 KA 

0801000600163800 

0.25 

0.01 

- 

0.01 

0.01 

0.02 

0.01 

0.05 

0.00 

- 

0.0079 

0.0111 

- 

0.019 

0.021 

0.042 

0.004 

0.038 

0.030 

78.57 

Semi Critical 



0.25 

0.05 

- 

0.05 

0.49 

0.54 

0.03 

0.12 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.567 

0.057 

0.510 

0.090 

17.64 

Safe 



0.25 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.007 

0.001 

0.006 

- 

- 

Safe 

7 K-B 

0801000600163500 

0.25 

0.03 

- 

0.03 

0.24 

0.27 

0.04 

0.18 

0.01 

- 

- 

- 

- 

- 

0.010 

0.285 

0.028 

0.256 

0.030 

11.72 

Safe 



0.25 

0.00 

- 

0.00 

0.05 

0.05 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.050 

0.005 

0.045 

- 

- 

Safe 

7 KSD 

0801000500138200 

0.25 

0.07 

5.19 

0.08 

0.04 

0.12 

0.05 

0.22 

0.02 

0.0400 

0.0208 

0.0235 

- 

0.084 

0.104 

0.222 

0.011 

0.211 

0.198 

94.24 

Critical 

7 LC 

0801000800249200 

0.22 

0.06 

(111.50) 

0.05 

0.06 

0.11 

0.02 

0.13 

0.01 

0.0100 

0.0361 

0.0511 

- 

0.097 

0.109 

0.218 

0.011 

0.207 

0.027 

13.04 

Safe 



0.22 

0.05 

(144.67) 

0.04 

0.09 

0.13 

0.02 

0.11 

0.01 

- 

0.0553 

0.0782 

- 

0.134 

0.143 

0.273 

0.014 

0.260 

0.018 

6.93 

Safe 

7 LM-A 

0801000600177300 

0.25 

0.01 

(128.61) 

0.01 

0.01 

0.02 

0.02 

0.09 

0.00 

- 

0.0076 

0.0086 

- 

0.016 

0.019 

0.040 

0.002 

0.038 

- 

- 

Safe 



0.25 

0.01 

(134.95) 

0.01 

0.01 

0.02 

0.02 

0.07 

0.00 

- 

0.0063 

0.0071 

- 

0.013 

0.015 

0.031 

0.002 

0.030 

- 

- 

Safe 

7LM-B 

0801000600177200 

0.25 

0.04 

(118.85) 

0.03 

0.02 

0.05 

0.03 

0.16 

0.01 

- 

0.0144 

0.0163 

- 

0.031 

0.041 

0.092 

0.005 

0.087 

- 

- 

Safe 



0.25 

0.00 

(207.55) 

0.00 

0.00 

0.00 

0.01 

0.03 

0.00 

- 

0.0026 

0.0029 

- 

0.005 

0.006 

0.011 

0.001 

0.010 

- 

- 

Safe 

7 LPM 

0801000500136600 

0.25 

0.06 

54.16 

0.07 

0.03 

0.10 

0.04 

0.21 

0.02 

0.0200 

0.0184 

0.0208 

- 

0.059 

0.076 

0.179 

0.009 

0.170 

0.126 

74.34 

Semi Critical 



0.25 

0.00 

4,291.65 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0008 

0.0009 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

0.38 

Safe 

7 LSM 

0801000600147600 

0.22 

0.08 

96.21 

0.09 

0.05 

0.15 

0.05 

0.21 

0.02 

- 

0.0308 

0.0436 

- 

0.074 

0.096 

0.243 

0.012 

0.231 

- 

- 

Safe 

7 NP-A 

0801000500122800 

0.25 

0.08 

- 

0.08 

0.07 

0.16 

0.03 

0.17 

0.02 

0.0100 

0.0490 

0.0554 

- 

0.114 

0.131 

0.290 

0.029 

0.261 

0.109 

41.66 

Safe 

7 NP-B 

0801000500122900 

0.25 

0.20 

- 

0.20 

0.14 

0.34 

0.04 

0.24 

0.04 

0.0200 

0.0850 

0.0961 

- 

0.201 

0.241 

0.582 

0.058 

0.524 

0.181 

34.60 

Safe 

7 NZP 

0801000500135100 

0.25 

0.12 

(134.43) 

0.09 

0.12 

0.21 

0.04 

0.22 

0.03 

0.0100 

0.0673 

0.0951 

- 

0.173 

0.202 

0.409 

0.020 

0.389 

0.046 

11.76 

Safe 

7 PGM 

0801000600161200 

0.22 

0.01 

- 

0.01 

0.03 

0.04 

0.01 

0.06 

0.00 

- 

0.0184 

0.0208 

- 

0.039 

0.042 

0.079 

0.008 

0.071 

- 

- 

Safe 



0.22 

0.05 

- 

0.05 

0.61 

0.66 

0.03 

0.15 

0.01 

- 

- 

- 

- 

- 

0.014 

0.677 

0.068 

0.609 

0.009 

1.48 

Safe 

7 PTD-A 

0801000500138600 

0.25 

0.05 

(46.50) 

0.04 

0.07 

0.12 

0.05 

0.22 

0.01 

0.0500 

0.0317 

0.0448 

- 

0.127 

0.141 

0.258 

0.013 

0.245 

0.252 

o 

CO 

o 

Over Exploited 

7 PTD-B 

0801000500138500 

0.25 

0.00 

278.46 

0.00 

0.00 

0.00 

0.01 

0.03 

0.00 

- 

0.0022 

0.0031 

- 

0.005 

0.005 

0.010 

0.001 

0.010 

0.018 

187.54 

Over Exploited 



0.25 

0.04 

(47.88) 

0.03 

0.06 

0.09 

0.04 

0.19 

0.01 

0.0200 

0.0277 

0.0391 

- 

0.087 

0.098 

0.188 

0.009 

0.179 

0.108 

60.64 

Safe 

7 SAD 

0801000500133400 

0.25 

0.10 

(115.53) 

0.08 

0.10 

0.18 

0.04 

0.23 

0.02 

0.0400 

0.0526 

0.0743 

- 

0.167 

0.188 

0.368 

0.018 

0.349 

0.190 

54.27 

Safe 

7 SD 

0801000900275200 

0.25 

0.00 

4.13 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0062 

0.0088 

- 

0.015 

0.015 

0.027 

0.001 

0.026 

0.018 

69.43 

Safe 



0.25 

0.27 

(90.39) 

0.21 

0.18 

0.39 

0.04 

0.21 

0.07 

0.0200 

0.0941 

0.1330 

- 

0.247 

0.313 

0.703 

0.035 

0.668 

0.118 

17.64 

Safe 

7 SJM-A 

0801000600143300 

0.22 

0.10 

6.39 

0.10 

0.05 

0.16 

0.05 

0.21 

0.03 

- 

0.0325 

0.0367 

- 

0.069 

0.096 

0.252 

0.013 

0.239 

0.018 

7.53 

Safe 

7 SJM-B 

0801000600143200 

0.22 

0.08 

18.68 

0.09 

0.04 

0.14 

0.05 

0.21 

0.02 

- 

0.0264 

0.0298 

- 

0.056 

0.078 

0.214 

0.011 

0.203 

0.018 

8.85 

Safe 

7 STB 

0801000800228300 

0.22 

0.06 

(74.55) 

0.05 

0.05 

0.10 

0.04 

0.22 

0.02 

0.0300 

0.0245 

0.0346 

- 

0.089 

0.105 

0.210 

0.010 

0.199 

0.162 

81.27 

Semi Critical 

70 GB 

0801000600160600 

0.25 

0.07 

(4,388.56) 

0.06 

0.72 

0.78 

0.04 

0.19 

0.02 

- 

- 

- 

- 

- 

0.019 

0.798 

0.040 

0.758 

0.035 

4.62 

Safe 



0.22 

0.00 

(4,028.13) 

0.00 

0.10 

0.10 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.101 

0.005 

0.096 

- 

- 

Safe 

70 NP 

0801000500127400 

0.25 

0.04 

(32.24) 

0.03 

0.05 

0.08 

0.03 

0.15 

0.01 

0.0100 

0.0296 

0.0335 

- 

0.073 

0.084 

0.163 

0.008 

0.155 

0.036 

23.45 

Safe 

71GB 

0801000600158000 

0.22 

0.00 

(53.79) 

0.00 

0.01 

0.01 

0.01 

0.04 

0.00 

- 

0.0053 

0.0059 

- 

0.011 

0.012 

0.022 

0.001 

0.021 

- 

- 

Safe 



0.22 

0.04 

(124.51) 

0.03 

0.05 

0.08 

0.03 

0.13 

0.01 

- 

0.0341 

0.0385 

- 

0.073 

0.083 

0.165 

0.008 

0.156 

- 

- 

Safe 



0.22 

0.00 

(42,699.91) 

0.00 

0.16 

0.16 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.165 

0.008 

0.157 

- 

- 

Safe 

71 GB-A 

0801000600157200 

0.22 

0.04 

(113.46) 

0.03 

0.02 

0.06 

0.05 

0.21 

0.01 

- 

0.0140 

0.0158 

- 

0.030 

0.042 

0.097 

0.005 

0.092 

0.009 

9.77 

Safe 



0.22 

0.00 

(9,402.89) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

71 NP 

0801000500127500 

0.25 

0.01 

117.22 

0.01 

0.02 

0.03 

0.01 

0.05 

0.00 

- 

0.0125 

0.0142 

- 

0.027 

0.028 

0.054 

0.003 

0.051 

0.009 

17.99 

Safe 

72 GB 

0801000600157900 

0.22 

0.08 

(104.04) 

0.06 

0.07 

0.14 

0.04 

0.20 

0.02 

0.0100 

0.0483 

0.0547 

- 

0.113 

0.135 

0.272 

0.014 

0.259 

0.045 

17.39 

Safe 



0.22 

0.00 

(8,724.75) 

0.00 

0.04 

0.04 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.042 

0.002 

0.040 

- 

- 

Safe 

72 NP 

0801000500131300 

0.25 

0.14 

(47.60) 

0.11 

0.11 

0.22 

0.04 

0.21 

0.04 

0.0100 

0.0713 

0.0806 

- 

0.162 

0.200 

0.421 

0.021 

0.400 

0.073 

18.24 

Safe 

73 GB 

0801000600157800 

0.22 

0.04 

(76.72) 

0.03 

0.03 

0.06 

0.03 

0.14 

0.01 

- 

0.0189 

0.0214 

- 

0.040 

0.051 

0.111 

0.006 

0.105 

0.009 

8.55 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 






Gang Canal 

Command 

Younger Alluvium 

0.756 

0.16 

0.180 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.05 

0.08 


73 NP 

0801000500131100 

2.673 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.593 

0.37 

0.200 

0.01 

0.00 

0.04 

0.04 

0.00 

0.12 

0.06 

0.05 

0.001 

0.16 

0.33 


74 GB 

0801000600157700 

2.212 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.212 

0.15 

0.180 

0.00 

0.00 

0.02 

0.02 

0.00 

0.02 

0.01 

0.01 

0.000 

0.17 

0.25 


74 NP 

0801000500127600 

3.851 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.895 

0.38 

0.200 

0.01 

0.00 

0.05 

0.05 

0.00 

0.14 

0.07 

0.04 

0.001 

0.13 

0.26 


75 GB 

0801000600157600 

5.192 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.490 

-0.03 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 






Gang Canal 

Command 

Younger Alluvium 

3.594 

-0.03 

0.180 

0.00 

0.00 

0.06 

0.06 

0.00 

0.00 

0.00 

0.00 

0.000 

0.12 

0.17 






Ghaggar River Bed 

Command 

Younger Alluvium 

1.108 

-0.03 

0.180 

0.00 

0.00 

0.33 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.04 

0.05 


75 LNP 

0801000400097800 

2.258 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.002 

0.01 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


75 NP 

0801000500127700 

2.169 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.031 

0.39 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


76 GB 

0801000600157300 

1.837 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.837 

0.16 

0.180 

0.00 

0.00 

0.02 

0.02 

0.00 

0.02 

0.01 

0.00 

0.000 

0.17 

0.25 


76 NP 

0801000500127800 

2.156 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.216 

0.40 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.02 

0.03 


77 GB 

0801000600157100 

2.949 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.949 

0.16 

0.180 

0.00 

0.00 

0.03 

0.03 

0.00 

0.03 

0.02 

0.00 

0.000 

0.17 

0.25 


77GBA 

0801000600151700 

4.521 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.521 

0.27 

0.180 

0.00 

0.00 

0.04 

0.04 

0.00 

0.14 

0.09 

0.00 

0.000 

0.17 

0.25 


78 GB 

0801000600157400 

4.537 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.534 

-0.04 

0.180 

0.01 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.03 

0.000 

0.09 

0.14 






Gang Canal 

Command 

Younger Alluvium 

2.003 

-0.04 

0.180 

0.00 

0.00 

0.03 

0.03 

0.00 

0.00 

0.00 

0.02 

0.000 

0.07 

0.11 


79 GB 

0801000600156700 

2.359 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.026 

-0.19 

0.180 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.07 

0.11 






Gang Canal 

Command 

Younger Alluvium 

1.333 

-0.19 

0.180 

0.00 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.00 

0.000 

0.09 

0.14 


8 A 

0801000600167600 

1.843 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.674 

0.16 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

0.02 

0.01 

0.00 

0.000 

0.15 

0.23 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.170 

0.16 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


8 APD-A 

0801000800234100 

1.471 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.471 

0.29 

0.180 

0.03 

0.00 

0.01 

0.01 

0.00 

0.08 

0.04 

0.12 

0.000 

0.17 

0.31 


8 APD-B 

0801000800234000 

3.764 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.764 

0.32 

0.180 

0.02 

0.00 

0.04 

0.04 

0.00 

0.17 

0.09 

0.06 

0.000 

0.17 

0.30 


8 AS 

0801000800240700 

12.335 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

12.335 

0.36 

0.180 

0.07 

0.02 

0.14 

0.18 

0.00 

0.53 

0.26 

0.26 

0.000 

0.17 

0.36 


8 BGD-A 

0801000800248000 

3.295 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

3.295 

0.13 

0.200 

0.03 

0.01 

1.18 

0.00 

0.00 

-1.07 

-0.36 

0.12 

0.000 

0.19 

0.58 


8 BGD-B 

0801000800248100 

2.103 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.103 

0.13 

0.200 

0.03 

0.01 

0.75 

0.00 

0.00 

-0.68 

-0.23 

0.11 

0.000 

0.19 

0.56 


8 BGD-C 

0801000800248200 

1.338 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.338 

0.13 

0.200 

0.02 

0.01 

0.48 

0.00 

0.00 

-0.43 

-0.15 

0.08 

0.000 

0.19 

0.57 


8 BLD-A 

0801000800230500 

0.530 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.530 

0.19 

0.180 

0.01 

0.00 

0.01 

0.01 

0.00 

0.01 

0.01 

0.05 

0.000 

0.18 

0.41 


8 BLD-B 

0801000800230600 

1.057 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.057 

0.19 

0.180 

0.02 

0.00 

0.01 

0.02 

0.00 

0.03 

0.01 

0.06 

0.000 

0.18 

0.41 


8 BLM-A 

0801000800245000 

1.585 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.585 

0.19 

0.180 

0.04 

0.01 

0.02 

0.02 

0.00 

0.04 

0.02 

0.17 

0.000 

0.18 

0.42 


8 BLM-B 

0801000800244900 

1.878 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.864 

0.19 

0.180 

0.02 

0.00 

0.02 

0.03 

0.00 

0.04 

0.02 

0.07 

0.000 

0.18 

0.41 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.014 

0.19 

0.180 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


8 DWM 

0801000900281800 

2.979 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.979 

0.02 

0.200 

0.11 

0.03 

0.03 

0.04 

0.00 

0.01 

0.01 

0.42 

0.000 

0.18 

0.44 


8 FDM 

0801000900256900 

3.166 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.493 

0.05 

0.200 

0.02 

0.00 

0.02 

0.02 

0.00 

-0.01 

0.00 

0.06 

0.000 

0.09 

0.30 


8 GB 

0801000800252700 

2.476 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.373 

0.10 

0.200 

0.01 

0.00 

0.49 

0.00 

0.00 

-0.45 

-0.15 

0.04 

0.000 

0.11 

0.32 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.001 

0.10 

0.180 

0.00 

0.00 

0.02 

0.02 

0.00 

-0.03 

-0.01 

0.02 

0.000 

0.08 

0.23 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.102 

0.10 

0.180 

0.00 

0.00 

0.04 

0.00 

0.00 

-0.03 

-0.01 

0.00 

0.000 

0.01 

0.02 


8 K-A 

0801000600164000 

1.171 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.068 

-0.09 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


8 K-B 

0801000600163900 

2.414 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.033 

-0.09 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.008 

-0.09 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.034 

-0.09 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.07 

0.11 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.059 

-0.09 

0.200 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


8 KSD-A 

0801000500138100 

1.792 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.792 

0.43 

0.200 

0.04 

0.01 

0.02 

0.02 

0.00 

0.15 

0.08 

0.14 

0.000 

0.17 

0.31 


8 KSD-B 

0801000500138000 

0.476 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.476 

0.47 

0.200 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.06 

0.000 

0.17 

0.30 


8 LPM-A 

0801000500137200 

0.551 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.551 

0.60 

0.200 

0.05 

0.01 

0.01 

0.01 

0.00 

0.10 

0.06 

0.18 

0.000 

0.17 

0.29 


8 LPM-B 

0801000500137100 

1.422 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.422 

0.61 

0.200 

0.02 

0.00 

0.01 

0.01 

0.00 

0.17 

0.10 

0.08 

0.000 

0.17 

0.29 


8 LSM 

0801000600147500 

1.444 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.444 

0.73 

0.180 

0.00 

0.00 

0.02 

0.02 

0.00 

0.15 

0.10 

0.00 

0.000 

0.17 

0.26 


8 NP 

0801000500123100 

8.640 

Saline 

Gang Canal 

Command 

Younger Alluvium 

5.995 

-0.03 

0.200 

0.03 

0.00 

0.09 

0.10 

0.00 

0.00 

0.00 

0.12 

0.002 

0.14 

0.43 


8 PTD-A 

0801000500135600 

1.493 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.493 

0.28 

0.200 

0.01 

0.00 

0.03 

0.04 

0.00 

0.03 

0.01 

0.05 

0.000 

0.17 

0.35 


8 PTD-B 

0801000500135700 

2.921 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.921 

0.31 

0.200 

0.02 

0.00 

0.05 

0.07 

0.00 

0.07 

0.04 

0.06 

0.001 

0.17 

0.35 


8 SAD 

0801000500133200 

4.325 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.325 

0.00 

0.200 

0.03 

0.01 

0.08 

0.11 

0.00 

-0.16 

-0.06 

0.14 

0.001 

0.19 

0.54 


8 SD 

0801000900273900 

6.397 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.386 

0.15 

0.200 

0.01 

0.00 

0.03 

0.04 

0.00 

0.02 

0.01 

0.05 

0.000 

0.07 

0.17 






Gang Canal 

Command 

Younger Alluvium 

0.088 

0.15 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


8 SJM-A 

0801000600144900 

2.201 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.201 

0.45 

0.180 

0.00 

0.00 

0.02 

0.02 

0.00 

0.14 

0.08 

0.00 

0.000 

0.17 

0.28 


8 SJM-B 

0801000600145000 

2.172 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.172 

0.49 

0.180 

0.00 

0.00 

0.02 

0.02 

0.00 

0.15 

0.09 

0.00 

0.000 

0.17 

0.28 


8 STB 

0801000800228200 

1.853 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.853 

0.12 

0.180 

0.04 

0.01 

0.02 

0.03 

0.00 

0.02 

0.01 

0.16 

0.000 

0.17 

0.39 


80 GB(RURAL) 

0801000600156600 

4.332 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.201 

-0.22 

0.180 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.01 

0.000 

0.05 

0.07 






Gang Canal 

Command 

Younger Alluvium 

3.131 

-0.22 

0.180 

0.00 

0.00 

0.05 

0.05 

0.00 

0.00 

0.00 

0.01 

0.000 

0.12 

0.18 


81GB 

0801000600157500 

2.636 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.636 

-0.15 

0.180 

0.00 

0.00 

0.04 

0.04 

0.00 

0.00 

0.00 

0.01 

0.000 

0.17 

0.25 


85 LNP 

0801000500120900 

3.181 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.166 

-0.13 

0.200 

0.01 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.05 

0.000 

0.07 

0.24 


86 GB-A 

0801000600157000 

1.245 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.245 

0.09 

0.180 

0.01 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

0.03 

0.000 

0.17 

0.25 


86GB-B 

0801000600156900 

2.293 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.293 

0.09 

0.180 

0.01 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.05 

0.000 

0.17 

0.25 


87 GB 

0801000600156800 

3.511 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.808 

-0.12 

0.180 

0.00 

0.00 

0.03 

0.03 

0.00 

0.00 

0.00 

0.02 

0.000 

0.13 

0.20 






Gang Canal 

Command 

Younger Alluvium 

0.703 

-0.12 

0.180 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.05 


88 GB 

0801000600156500 

3.719 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.679 

-0.17 

0.180 

0.00 

0.00 

0.03 

0.04 

0.00 

0.00 

0.00 

0.00 

0.000 

0.16 

0.25 






Gang Canal 

Command 

Younger Alluvium 

0.040 

-0.17 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


89 GB 

0801000600156300 

2.395 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.505 

-0.17 

0.180 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.01 

0.000 

0.10 

0.16 






Gang Canal 

Command 

Younger Alluvium 

0.817 

-0.17 

0.180 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.06 

0.09 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.073 

-0.17 

0.180 

0.00 

0.00 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


9 A 

0801000600166000 

5.609 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.989 

0.00 

0.200 

0.00 

0.00 

0.05 

0.05 

0.00 

0.00 

0.00 

0.00 

0.000 

0.15 

0.22 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.22 

0.01 

(121.97) 

0.01 

0.02 

0.03 

0.02 

0.07 

0.00 

- 

0.0159 

0.0180 

- 

0.034 

0.036 

0.068 

0.003 

0.065 

- 

- 

Safe 

73 NP 

0801000500131100 

0.25 

0.11 

(44.36) 

0.08 

0.08 

0.17 

0.04 

0.21 

0.03 

0.0100 

0.0545 

0.0616 

- 

0.126 

0.154 

0.322 

0.016 

0.306 

0.046 

14.94 

Safe 

74 GB 

0801000600157700 

0.22 

0.08 

(84.79) 

0.06 

0.04 

0.11 

0.05 

0.21 

0.02 

- 

0.0271 

0.0307 

- 

0.058 

0.081 

0.188 

0.009 

0.179 

0.009 

5.04 

Safe 

74 NP 

0801000500127600 

0.25 

0.09 

(25.34) 

0.07 

0.09 

0.17 

0.03 

0.16 

0.02 

0.0100 

0.0609 

0.0688 

- 

0.140 

0.164 

0.330 

0.016 

0.313 

0.037 

11.74 

Safe 

75 GB 

0801000600157600 

0.22 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0060 

0.0068 

- 

0.013 

0.013 

0.024 

0.002 

0.022 

- 

- 

Safe 



0.22 

0.09 

- 

0.09 

0.11 

0.21 

0.03 

0.15 

0.03 

- 

0.0756 

0.0854 

- 

0.161 

0.187 

0.393 

0.039 

0.353 

- 

- 

Safe 



0.22 

0.00 

- 

0.00 

0.33 

0.34 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.336 

0.034 

0.303 

- 

- 

Safe 

75 LNP 

0801000400097800 

0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

75 NP 

0801000500127700 

0.25 

0.00 

3,710.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0006 

0.0007 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

0.37 

Safe 

76 GB 

0801000600157300 

0.22 

0.07 

(81.39) 

0.05 

0.04 

0.09 

0.05 

0.21 

0.02 

- 

0.0225 

0.0255 

- 

0.048 

0.067 

0.156 

0.008 

0.148 

- 

- 

Safe 

76 NP 

0801000500127800 

0.25 

0.00 

478.13 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0045 

0.0051 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.009 

53.09 

Safe 

77 GB 

0801000600157100 

0.22 

0.11 

(84.42) 

0.09 

0.06 

0.14 

0.05 

0.21 

0.03 

- 

0.0361 

0.0409 

- 

0.077 

0.108 

0.251 

0.013 

0.238 

- 

- 

Safe 

77GBA 

0801000600151700 

0.22 

0.17 

(45.68) 

0.13 

0.09 

0.22 

0.05 

0.21 

0.05 

- 

0.0554 

0.0626 

- 

0.118 

0.165 

0.384 

0.019 

0.365 

- 

- 

Safe 

78 GB 

0801000600157400 

0.22 

0.05 

- 

0.05 

0.05 

0.10 

0.03 

0.12 

0.01 

- 

0.0311 

0.0351 

- 

0.066 

0.081 

0.181 

0.018 

0.163 

0.027 

16.53 

Safe 



0.22 

0.03 

- 

0.03 

0.06 

0.10 

0.02 

0.09 

0.01 

- 

0.0421 

0.0476 

- 

0.090 

0.099 

0.195 

0.020 

0.176 

0.018 

10.24 

Safe 

79 GB 

0801000600156700 

0.22 

0.02 

- 

0.02 

0.02 

0.04 

0.02 

0.09 

0.00 

- 

0.0126 

0.0142 

- 

0.027 

0.031 

0.068 

0.007 

0.061 

- 

- 

Safe 



0.22 

0.03 

- 

0.03 

0.04 

0.07 

0.03 

0.12 

0.01 

- 

0.0280 

0.0317 

- 

0.060 

0.067 

0.138 

0.014 

0.124 

- 

- 

Safe 

8 A 

0801000600167600 

0.25 

0.06 

(78.15) 

0.05 

0.03 

0.08 

0.04 

0.19 

0.02 

- 

0.0205 

0.0232 

- 

0.044 

0.062 

0.144 

0.007 

0.137 

- 

- 

Safe 



0.25 

0.00 

115.59 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0021 

0.0024 

- 

0.004 

0.005 

0.009 

0.000 

0.008 

- 

- 

Safe 

8 APD-A 

0801000800234100 

0.22 

0.06 

(22.74) 

0.04 

0.03 

0.07 

0.05 

0.22 

0.01 

0.0100 

0.0180 

0.0204 

- 

0.048 

0.063 

0.136 

0.007 

0.129 

0.117 

90.78 

Critical 

8 APD-B 

0801000800234000 

0.22 

0.14 

(32.28) 

0.11 

0.07 

0.18 

0.05 

0.22 

0.04 

0.0100 

0.0461 

0.0522 

- 

0.108 

0.147 

0.331 

0.017 

0.315 

0.063 

20.02 

Safe 

8 AS 

0801000800240700 

0.22 

0.47 

(45.11) 

0.38 

0.34 

0.72 

0.05 

0.22 

0.12 

0.0500 

0.1815 

0.2564 

- 

0.488 

0.611 

1.332 

0.067 

1.265 

0.261 

20.63 

Safe 

8 BGD-A 

0801000800248000 

0.25 

0.16 

(325.98) 

0.13 

1.19 

1.32 

0.04 

0.23 

0.03 

0.0200 

- 

- 

- 

0.020 

0.054 

1.369 

0.068 

1.301 

0.117 

8.99 

Safe 

8 BGD-B 

0801000800248100 

0.25 

0.10 

(329.40) 

0.08 

0.76 

0.84 

0.04 

0.23 

0.02 

0.0200 

- 

- 

- 

0.020 

0.042 

0.885 

0.044 

0.840 

0.105 

12.49 

Safe 

8 BGD-C 

0801000800248200 

0.25 

0.06 

(328.09) 

0.05 

0.49 

0.54 

0.04 

0.23 

0.01 

0.0200 

- 

- 

- 

0.020 

0.034 

0.574 

0.029 

0.545 

0.082 

15.04 

Safe 

8 BLD-A 

0801000800230500 

0.22 

0.02 

(70.55) 

0.02 

0.01 

0.03 

0.04 

0.22 

0.01 

0.0100 

0.0078 

0.0110 

- 

0.029 

0.034 

0.064 

0.003 

0.061 

0.054 

88.32 

Semi Critical 

8 BLD-B 

0801000800230600 

0.22 

0.04 

(69.72) 

0.03 

0.03 

0.06 

0.04 

0.22 

0.01 

0.0100 

0.0155 

0.0220 

- 

0.048 

0.058 

0.118 

0.006 

0.112 

0.063 

56.02 

Safe 

8 BLM-A 

0801000800245000 

0.22 

0.06 

(69.73) 

0.05 

0.05 

0.10 

0.04 

0.22 

0.02 

0.0300 

0.0233 

0.0330 

- 

0.086 

0.102 

0.203 

0.010 

0.193 

0.171 

88.78 

Semi Critical 

8 BLM-B 

0801000800244900 

0.22 

0.07 

(78.62) 

0.06 

0.05 

0.11 

0.04 

0.22 

0.02 

0.0100 

0.0274 

0.0387 

- 

0.076 

0.094 

0.201 

0.010 

0.191 

0.072 

37.75 

Safe 



0.22 

0.00 

(45,760.90) 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.005 

- 

- 

Safe 

8 DWM 

0801000900281800 

0.25 

0.13 

(95.54) 

0.11 

0.11 

0.21 

0.04 

0.22 

0.03 

0.0800 

0.0438 

0.0619 

- 

0.186 

0.219 

0.432 

0.022 

0.411 

0.423 

103.11 

Over Exploited 

8 FDM 

0801000900256900 

0.25 

0.03 

(104.91) 

0.03 

0.04 

0.07 

0.02 

0.11 

0.01 

0.0100 

0.0220 

0.0310 

- 

0.063 

0.070 

0.137 

0.007 

0.130 

0.063 

48.64 

Safe 

8 GB 

0801000800252700 

0.25 

0.04 

(515.42) 

0.03 

0.49 

0.52 

0.02 

0.13 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.538 

0.027 

0.512 

0.035 

6.84 

Safe 



0.22 

0.02 

(149.30) 

0.01 

0.04 

0.06 

0.02 

0.09 

0.00 

- 

0.0253 

0.0357 

- 

0.061 

0.065 

0.122 

0.006 

0.116 

0.018 

15.58 

Safe 



0.22 

0.00 

(6,624.42) 

0.00 

0.04 

0.04 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.037 

0.002 

0.035 

- 

- 

Safe 

8 K-A 

0801000600164000 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0007 

0.0009 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

- 

- 

Safe 

8 K-B 

0801000600163900 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0005 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

- 

- 

Safe 



0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

- 

- 

Safe 



0.25 

0.02 

- 

0.02 

0.02 

0.04 

0.02 

0.09 

0.01 

- 

0.0101 

0.0143 

- 

0.025 

0.030 

0.066 

0.007 

0.059 

- 

- 

Safe 



0.25 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.014 

0.001 

0.013 

- 

- 

Safe 

8 KSD-A 

0801000500138100 

0.25 

0.08 

8.58 

0.08 

0.04 

0.13 

0.05 

0.22 

0.02 

0.0300 

0.0220 

0.0248 

- 

0.077 

0.097 

0.224 

0.011 

0.213 

0.144 

67.83 

Safe 

8 KSD-B 

0801000500138000 

0.25 

0.02 

53.89 

0.02 

0.01 

0.03 

0.05 

0.21 

0.01 

0.0100 

0.0058 

0.0066 

- 

0.022 

0.028 

0.061 

0.003 

0.058 

0.063 

108.69 

Over Exploited 

8 LPM-A 

0801000500137200 

0.25 

0.02 

139.60 

0.03 

0.02 

0.05 

0.05 

0.21 

0.01 

0.0300 

0.0068 

0.0076 

- 

0.044 

0.051 

0.099 

0.005 

0.094 

0.180 

191.15 

Over Exploited 

8 LPM-B 

0801000500137100 

0.25 

0.06 

61.19 

0.07 

0.03 

0.10 

0.05 

0.21 

0.02 

0.0200 

0.0174 

0.0197 

- 

0.057 

0.074 

0.173 

0.009 

0.164 

0.081 

49.59 

Safe 

8 LSM 

0801000600147500 

0.22 

0.05 

83.19 

0.06 

0.04 

0.10 

0.05 

0.21 

0.01 

- 

0.0212 

0.0300 

- 

0.051 

0.066 

0.167 

0.008 

0.159 

- 

- 

Safe 

8 NP 

0801000500123100 

0.25 

0.20 

- 

0.20 

0.19 

0.40 

0.03 

0.16 

0.04 

0.0100 

0.1261 

0.1425 

- 

0.279 

0.320 

0.716 

0.072 

0.644 

0.119 

18.42 

Safe 

8 PTD-A 

0801000500135600 

0.25 

0.06 

(78.21) 

0.05 

0.06 

0.12 

0.04 

0.21 

0.02 

0.0100 

0.0377 

0.0532 

- 

0.101 

0.118 

0.233 

0.012 

0.221 

0.054 

24.59 

Safe 

8 PTD-B 

0801000500135700 

0.25 

0.12 

(71.70) 

0.10 

0.13 

0.23 

0.04 

0.21 

0.03 

0.0100 

0.0737 

0.1041 

- 

0.188 

0.221 

0.446 

0.022 

0.424 

0.064 

15.06 

Safe 

8 SAD 

0801000500133200 

0.25 

0.20 

(128.19) 

0.16 

0.20 

0.36 

0.04 

0.23 

0.05 

0.0300 

0.1091 

0.1542 

- 

0.293 

0.338 

0.697 

0.035 

0.662 

0.136 

20.56 

Safe 

8 SD 

0801000900273900 

0.25 

0.04 

(80.54) 

0.03 

0.06 

0.09 

0.02 

0.08 

0.01 

0.0100 

0.0351 

0.0496 

- 

0.095 

0.105 

0.198 

0.010 

0.188 

0.054 

28.87 

Safe 



0.25 

0.00 

(1,041.82) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0022 

0.0031 

- 

0.005 

0.005 

0.009 

0.000 

0.009 

0.000 

0.13 

Safe 

8 SJM-A 

0801000600144900 

0.22 

0.08 

0.54 

0.08 

0.04 

0.12 

0.05 

0.21 

0.02 

- 

0.0270 

0.0305 

- 

0.058 

0.080 

0.204 

0.010 

0.194 

- 

- 

Safe 

8 SJM-B 

0801000600145000 

0.22 

0.08 

13.25 

0.09 

0.04 

0.13 

0.05 

0.21 

0.02 

- 

0.0266 

0.0301 

- 

0.057 

0.079 

0.212 

0.011 

0.201 

- 

- 

Safe 

8 STB 

0801000800228200 

0.22 

0.07 

(86.76) 

0.06 

0.06 

0.12 

0.04 

0.22 

0.02 

0.0300 

0.0273 

0.0385 

- 

0.096 

0.114 

0.229 

0.011 

0.218 

0.162 

74.45 

Semi Critical 

80 GB(RURAL) 

0801000600156600 

0.22 

0.01 

- 

0.01 

0.02 

0.04 

0.01 

0.06 

0.00 

- 

0.0147 

0.0166 

- 

0.031 

0.035 

0.070 

0.007 

0.063 

0.009 

14.24 

Safe 



0.22 

0.08 

- 

0.08 

0.10 

0.18 

0.03 

0.15 

0.02 

- 

0.0658 

0.0744 

- 

0.140 

0.164 

0.347 

0.035 

0.312 

0.009 

2.89 

Safe 

81GB 

0801000600157500 

0.22 

0.10 

- 

0.10 

0.08 

0.18 

0.05 

0.21 

0.03 

- 

0.0554 

0.0627 

- 

0.118 

0.145 

0.326 

0.033 

0.293 

0.009 

3.07 

Safe 

85 LNP 

0801000500120900 

0.25 

0.02 

- 

0.02 

0.04 

0.06 

0.01 

0.09 

0.00 

0.0100 

0.0245 

0.0277 

- 

0.062 

0.066 

0.125 

0.012 

0.112 

0.045 

40.30 

Safe 

86 GB-A 

0801000600157000 

0.22 

0.05 

(90.33) 

0.04 

0.02 

0.06 

0.05 

0.21 

0.01 

- 

0.0153 

0.0172 

- 

0.033 

0.045 

0.106 

0.005 

0.101 

0.027 

26.86 

Safe 

86GB-B 

0801000600156900 

0.22 

0.08 

(97.73) 

0.07 

0.04 

0.11 

0.05 

0.21 

0.02 

0.0100 

0.0281 

0.0318 

- 

0.070 

0.094 

0.205 

0.010 

0.195 

0.045 

23.11 

Safe 

87 GB 

0801000600156800 

0.22 

0.08 

- 

0.08 

0.05 

0.14 

0.04 

0.17 

0.02 

- 

0.0344 

0.0389 

- 

0.073 

0.097 

0.233 

0.023 

0.210 

0.018 

8.59 

Safe 



0.22 

0.01 

- 

0.01 

0.02 

0.03 

0.01 

0.04 

0.00 

- 

0.0148 

0.0167 

- 

0.032 

0.033 

0.061 

0.006 

0.055 

- 

- 

Safe 

88 GB 

0801000600156500 

0.22 

0.13 

- 

0.13 

0.07 

0.20 

0.05 

0.21 

0.04 

- 

0.0451 

0.0510 

- 

0.096 

0.134 

0.338 

0.034 

0.304 

- 

- 

Safe 



0.22 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0008 

0.0009 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

- 

- 

Safe 

89 GB 

0801000600156300 

0.22 

0.03 

- 

0.03 

0.03 

0.06 

0.03 

0.13 

0.01 

- 

0.0185 

0.0209 

- 

0.039 

0.049 

0.113 

0.011 

0.101 

0.009 

8.87 

Safe 



0.22 

0.01 

- 

0.01 

0.03 

0.04 

0.02 

0.07 

0.00 

- 

0.0172 

0.0194 

- 

0.037 

0.039 

0.076 

0.008 

0.068 

- 

- 

Safe 



0.22 

0.00 

- 

0.00 

0.02 

0.02 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.022 

0.002 

0.020 

- 

- 

Safe 

9 A 

0801000600166000 

0.25 

0.18 

- 

0.18 

0.10 

0.28 

0.04 

0.19 

0.05 

- 

0.0612 

0.0691 

- 

0.130 

0.183 

0.463 

0.046 

0.417 

- 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.620 

0.00 

0.200 

0.00 

0.00 

0.18 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 


9 APD 

080100080023340C 

2.321 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.321 

0.33 

0.180 

0.02 

0.00 

0.02 

0.02 

0.00 

0.11 

0.06 

0.07 

0.000 

0.17 

0.30 


9 AS-A 

080100080024060C 

2.817 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.946 

0.44 

0.180 

0.01 

0.00 

0.02 

0.02 

0.00 

0.13 

0.07 

0.05 

0.000 

0.12 

0.23 






Gang Canal 

Command 

Younger Alluvium 

0.870 

0.44 

0.180 

0.00 

0.00 

0.01 

0.01 

0.00 

0.04 

0.02 

0.02 

0.000 

0.05 

0.10 


9 AS-B 

080100080024050C 

3.270 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.270 

0.47 

0.180 

0.02 

0.00 

0.03 

0.03 

0.00 

0.24 

0.12 

0.10 

0.000 

0.17 

0.33 


9 BGD-A 

0801000500140800 

3.210 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.561 

0.12 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.02 

0.000 

0.03 

0.10 






Ghaggar River Bed 

Command 

Younger Alluvium 

2.490 

0.12 

0.200 

0.03 

0.01 

0.89 

0.00 

0.00 

-0.81 

-0.28 

0.11 

0.001 

0.15 

0.43 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.159 

0.12 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.03 


9 BGD-B 

0801000500140900 

2.424 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.424 

0.12 

0.200 

0.04 

0.01 

0.87 

0.00 

0.00 

-0.78 

-0.27 

0.16 

0.001 

0.19 

0.54 


9 BLD 

0801000800230700 

3.725 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.725 

0.20 

0.180 

0.01 

0.00 

0.04 

0.05 

0.00 

0.04 

0.02 

0.05 

0.000 

0.18 

0.40 


9 BLM 

0801000800244800 

2.357 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.357 

0.19 

0.180 

0.02 

0.00 

0.02 

0.02 

0.00 

0.06 

0.02 

0.06 

0.000 

0.18 

0.41 


9 FDM 

0801000900256800 

2.582 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.768 

0.07 

0.200 

0.02 

0.01 

0.02 

0.03 

0.00 

-0.01 

0.00 

0.08 

0.000 

0.13 

0.43 


9 GB 

0801000800252900 

4.288 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.288 

0.10 

0.180 

0.08 

0.02 

0.08 

0.10 

0.00 

-0.05 

-0.02 

0.32 

0.000 

0.19 

0.56 


9 H 

0801000600171200 

4.352 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.517 

-0.01 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.06 

0.09 


9 K-A 

0801000600163400 

5.323 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.505 

-0.09 

0.200 

0.00 

0.00 

0.03 

0.03 

0.00 

0.00 

0.00 

0.00 

0.000 

0.11 

0.17 






Ghaggar River Bed 

Command 

Younger Alluvium 

1.803 

-0.09 

0.200 

0.00 

0.00 

0.43 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.06 

0.09 


9 K-B 

0801000600163300 

2.070 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.259 

-0.07 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 






Ghaggar River Bed 

Command 

Younger Alluvium 

1.811 

-0.07 

0.200 

0.00 

0.00 

0.43 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.15 

0.22 


9 KSD 

0801000500137900 

1.960 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.960 

0.46 

0.200 

0.05 

0.01 

0.02 

0.02 

0.00 

0.18 

0.10 

0.18 

0.001 

0.17 

0.31 


9 LM-A 

0801000600177100 

1.618 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.822 

0.06 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

0.00 

0.00 

0.000 

0.08 

0.13 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.002 

0.06 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


9 LM-B 

0801000600177000 

1.506 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.075 

0.06 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

-0.01 

0.00 

0.000 

0.12 

0.18 


9 LPM-A 

0801000500136700 

2.749 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.749 

0.60 

0.200 

0.02 

0.00 

0.03 

0.03 

0.00 

0.30 

0.17 

0.06 

0.001 

0.17 

0.30 


9 LPM-B 

0801000500136800 

1.430 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.430 

0.62 

0.200 

0.04 

0.01 

0.01 

0.01 

0.00 

0.18 

0.11 

0.14 

0.000 

0.17 

0.29 


9 LSM 

0801000600147900 

2.318 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.318 

0.82 

0.180 

0.00 

0.00 

0.03 

0.03 

0.00 

0.28 

0.18 

0.00 

0.000 

0.17 

0.26 


9 LSM-A 

0801000600147400 

1.329 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.329 

0.75 

0.180 

0.00 

0.00 

0.02 

0.02 

0.00 

0.14 

0.09 

0.00 

0.000 

0.17 

0.26 


9 NRD-B 

0801000900255600 

4.265 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.980 

-0.07 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.03 

0.000 

0.05 

0.15 






Gang Canal 

Command 

Younger Alluvium 

0.025 

-0.07 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


9 PTD-A 

0801000500135800 

1.207 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.074 

0.35 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.02 






Gang Canal 

Command 

Younger Alluvium 

1.133 

0.35 

0.200 

0.04 

0.01 

0.02 

0.03 

0.00 

0.06 

0.03 

0.16 

0.000 

0.16 

0.32 


9 PTD-B 

0801000500135900 

1.674 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.052 

0.39 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 






Gang Canal 

Command 

Younger Alluvium 

1.623 

0.39 

0.200 

0.04 

0.01 

0.03 

0.03 

0.00 

0.10 

0.05 

0.17 

0.000 

0.16 

0.32 


9 SAD 

0801000500133300 

1.070 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.078 

0.00 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.01 

0.04 






Gang Canal 

Command 

Younger Alluvium 

0.992 

0.00 

0.200 

0.05 

0.01 

0.02 

0.02 

0.00 

0.00 

0.00 

0.18 

0.000 

0.17 

0.50 


9 SD 

0801000900274000 

6.482 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.764 

0.16 

0.200 

0.03 

0.01 

0.07 

0.09 

0.00 

0.06 

0.02 

0.11 

0.001 

0.16 

0.42 






Gang Canal 

Command 

Younger Alluvium 

0.670 

0.16 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.01 

0.00 

0.01 

0.000 

0.02 

0.05 


9 SJM 

0801000600143100 

1.359 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.359 

0.55 

0.180 

0.00 

0.00 

0.01 

0.01 

0.00 

0.11 

0.06 

0.01 

0.000 

0.17 

0.29 


90 GB 

0801000600152700 

1.949 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.719 

-0.04 

0.180 

0.00 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.02 

0.000 

0.15 

0.22 






Gang Canal 

Command 

Younger Alluvium 

0.230 

-0.04 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 


91GB 

0801000600154300 

3.202 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.035 

0.08 

0.180 

0.01 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.04 

0.000 

0.11 

0.16 






Gang Canal 

Command 

Younger Alluvium 

1.168 

0.08 

0.180 

0.01 

0.00 

0.02 

0.02 

0.00 

-0.01 

-0.01 

0.03 

0.000 

0.06 

0.09 


92 GB 

0801000600154400 

3.345 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.837 

0.20 

0.180 

0.02 

0.00 

0.03 

0.03 

0.00 

0.07 

0.05 

0.07 

0.000 

0.14 

0.21 






Gang Canal 

Command 

Younger Alluvium 

0.508 

0.20 

0.180 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.01 

0.000 

0.03 

0.04 


93 GB 

0801000600156100 

3.275 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.273 

-0.15 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 






Gang Canal 

Command 

Younger Alluvium 

2.821 

-0.15 

0.180 

0.01 

0.00 

0.04 

0.05 

0.00 

0.00 

0.00 

0.03 

0.000 

0.14 

0.22 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.180 

-0.15 

0.180 

0.00 

0.00 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


94 GB 

0801000600154500 

1.714 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.714 

0.18 

0.180 

0.00 

0.00 

0.02 

0.02 

0.00 

0.02 

0.01 

0.01 

0.000 

0.17 

0.25 


Amargarh 

0801000500125200 

1.874 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.215 

0.05 

0.200 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

0.00 

0.00 

0.000 

0.02 

0.04 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.391 

0.05 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

-0.01 

0.00 

0.000 

0.03 

0.07 


Anupgarh(m) 

0801000640108000 

3.349 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.048 

-0.25 

0.200 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.008 

0.00 

0.00 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.604 

-0.25 

0.180 

0.03 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.100 

0.03 

0.05 






Ghaggar River Bed 

Command 

Younger Alluvium 

2.696 

-0.25 

0.180 

0.15 

0.00 

0.80 

0.00 

0.00 

0.00 

0.00 

0.00 

0.446 

0.13 

0.20 


Bagicha 

0801000500126600 

2.363 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.363 

0.14 

0.200 

0.00 

0.00 

0.04 

0.06 

0.00 

-0.04 

-0.02 

0.01 

0.001 

0.17 

0.35 


Baranwali 

0801000500116800 

0.979 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.022 

-0.11 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Baror Barani 

0801000600166800 

1.169 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.169 

0.98 

0.180 

0.00 

0.00 

0.02 

0.02 

0.00 

0.17 

0.11 

0.01 

0.000 

0.17 

0.26 


Bhagsar 

0801000500123000 

2.631 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.631 

-0.03 

0.200 

0.00 

0.00 

0.04 

0.04 

0.00 

0.00 

0.00 

0.02 

0.001 

0.20 

0.65 



0801000800240000 

4.404 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.404 

0.54 

0.180 

0.00 

0.00 

0.04 

0.04 

0.00 

0.34 

0.19 

0.00 

0.000 

0.17 

0.30 


Bhairoonpura 

0801000900275800 

9.588 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.713 

-0.10 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.03 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.450 

-0.10 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Bidasari 

0801000900281100 

2.220 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.220 

0.26 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

0.07 

0.03 

0.00 

0.000 

0.18 

0.40 


Chainpura Barani 

0801000800241900 

3.329 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.329 

0.22 

0.180 

0.00 

0.00 

0.06 

0.08 

0.00 

-0.01 

0.00 

0.00 

0.000 

0.18 

0.41 


Dhadhiyawali 

0801000900277800 

26.081 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.484 

-0.18 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.00 

0.01 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.048 

-0.18 

0.200 

0.03 

0.01 

0.03 

0.03 

0.00 

0.00 

0.00 

0.11 

0.000 

0.01 

0.03 





Saline 

Non-command 

Non-command 

Younger Alluvium 

1.046 

-0.18 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.000 

0.01 

0.02 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.888 

-0.18 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.02 

0.000 

0.01 

0.01 


Dhani Kishnawali 

0801000800254600 

3.462 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.524 

0.15 

0.180 

0.00 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.01 

0.000 

0.08 

0.22 






Gang Canal 

Command 

Younger Alluvium 

1.938 

0.15 

0.180 

0.00 

0.00 

0.04 

0.05 

0.00 

-0.03 

-0.01 

0.01 

0.000 

0.10 

0.28 


Dulrasar 

0801000500112500 

12.813 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.515 

0.41 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.03 

0.01 

0.00 

0.000 

0.01 

0.01 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.25 

0.00 

- 

0.00 

0.18 

0.19 

0.01 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.189 

0.019 

0.170 

- 

- 

Safe 

9 APD 

0801000800233400 

0.22 

0.09 

(24.93) 

0.07 

0.04 

0.11 

0.05 

0.22 

0.02 

0.0100 

0.0284 

0.0322 

- 

0.071 

0.094 

0.208 

0.010 

0.198 

0.072 

36.43 

Safe 

9 AS-A 

0801000800240600 

0.22 

0.05 

29.89 

0.06 

0.04 

0.10 

0.03 

0.15 

0.01 

0.0100 

0.0239 

0.0270 

- 

0.061 

0.074 

0.173 

0.009 

0.164 

0.045 

27.37 

Safe 



0.22 

0.01 

110.98 

0.01 

0.03 

0.04 

0.01 

0.07 

0.00 

- 

0.0183 

0.0207 

- 

0.039 

0.042 

0.082 

0.004 

0.078 

0.018 

23.17 

Safe 

9 AS-B 

0801000800240500 

0.22 

0.12 

0.14 

0.12 

0.06 

0.19 

0.05 

0.22 

0.03 

0.0100 

0.0401 

0.0453 

- 

0.095 

0.128 

0.315 

0.016 

0.300 

0.099 

33.04 

Safe 

9 BGD-A 

0801000500140800 

0.25 

0.00 

(110.76) 

0.00 

0.01 

0.02 

0.01 

0.04 

0.00 

- 

0.0083 

0.0117 

- 

0.020 

0.021 

0.039 

0.002 

0.037 

0.018 

48.66 

Safe 



0.25 

0.09 

(403.40) 

0.07 

0.90 

0.97 

0.03 

0.18 

0.02 

0.0200 

- 

- 

- 

0.020 

0.040 

1.014 

0.051 

0.964 

0.109 

11.28 

Safe 



0.25 

0.00 

(126.62) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0023 

0.0033 

- 

0.006 

0.006 

0.010 

0.001 

0.010 

0.000 

0.45 

Safe 

9 BGD-B 

0801000500140900 

0.25 

0.11 

(337.43) 

0.09 

0.88 

0.97 

0.04 

0.23 

0.03 

0.0300 

- 

- 

- 

0.030 

0.055 

1.024 

0.051 

0.973 

0.163 

16.72 

Safe 

9 BLD 

0801000800230700 

0.22 

0.14 

(86.67) 

0.12 

0.10 

0.21 

0.04 

0.22 

0.04 

0.0100 

0.0548 

0.0774 

- 

0.142 

0.179 

0.392 

0.020 

0.372 

0.045 

12.09 

Safe 

9 BLM 

0801000800244800 

0.22 

0.09 

(73.15) 

0.07 

0.05 

0.12 

0.04 

0.22 

0.02 

0.0100 

0.0289 

0.0327 

- 

0.072 

0.095 

0.214 

0.011 

0.203 

0.063 

31.04 

Safe 

9 FDM 

0801000900256800 

0.25 

0.06 

(106.25) 

0.05 

0.06 

0.10 

0.03 

0.16 

0.01 

0.0200 

0.0260 

0.0367 

- 

0.083 

0.095 

0.198 

0.010 

0.189 

0.081 

43.09 

Safe 

9 GB 

0801000800252900 

0.22 

0.18 

(109.91) 

0.14 

0.21 

0.35 

0.04 

0.23 

0.04 

0.0600 

0.1082 

0.1529 

- 

0.321 

0.360 

0.709 

0.035 

0.673 

0.315 

46.78 

Safe 

9 H 

0801000600171200 

0.25 

0.02 

- 

0.02 

0.03 

0.05 

0.02 

0.07 

0.01 

- 

0.0149 

0.0210 

- 

0.036 

0.042 

0.091 

0.009 

0.081 

- 

- 

Safe 

9 K-A 

0801000600163400 

0.25 

0.10 

- 

0.10 

0.06 

0.16 

0.03 

0.14 

0.03 

- 

0.0344 

0.0486 

- 

0.083 

0.110 

0.267 

0.027 

0.240 

- 

- 

Safe 



0.25 

0.03 

- 

0.03 

0.43 

0.46 

0.02 

0.07 

0.01 

- 

- 

- 

- 

- 

0.007 

0.463 

0.046 

0.416 

- 

- 

Safe 

9 K-B 

0801000600163300 

0.25 

0.00 

- 

0.00 

0.00 

0.01 

0.01 

0.03 

0.00 

- 

0.0025 

0.0036 

- 

0.006 

0.006 

0.012 

0.001 

0.011 

- 

- 

Safe 



0.25 

0.07 

- 

0.07 

0.43 

0.50 

0.04 

0.19 

0.02 

- 

- 

- 

- 

- 

0.019 

0.516 

0.052 

0.465 

- 

- 

Safe 

9 KSD 

0801000500137900 

0.25 

0.08 

19.10 

0.10 

0.05 

0.15 

0.05 

0.21 

0.02 

0.0300 

0.0240 

0.0272 

- 

0.081 

0.104 

0.250 

0.013 

0.238 

0.181 

75.97 

Semi Critical 

9 LM-A 

0801000600177100 

0.25 

0.02 

(125.34) 

0.01 

0.02 

0.03 

0.02 

0.11 

0.00 

- 

0.0101 

0.0114 

- 

0.022 

0.026 

0.056 

0.003 

0.053 

- 

- 

Safe 



0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

9 LM-B 

0801000600177000 

0.25 

0.03 

(115.98) 

0.03 

0.02 

0.05 

0.03 

0.15 

0.01 

- 

0.0132 

0.0149 

- 

0.028 

0.037 

0.083 

0.004 

0.079 

- 

- 

Safe 

9 LPM-A 

0801000500136700 

0.25 

0.12 

47.02 

0.14 

0.05 

0.19 

0.05 

0.21 

0.03 

0.0100 

0.0337 

0.0381 

- 

0.082 

0.114 

0.305 

0.015 

0.290 

0.064 

21.97 

Safe 

9 LPM-B 

0801000500136800 

0.25 

0.06 

75.16 

0.07 

0.04 

0.11 

0.05 

0.21 

0.02 

0.0300 

0.0175 

0.0198 

- 

0.067 

0.084 

0.194 

0.010 

0.184 

0.144 

78.51 

Semi Critical 

9 LSM 

0801000600147900 

0.22 

0.08 

113.33 

0.10 

0.06 

0.16 

0.05 

0.21 

0.02 

- 

0.0341 

0.0482 

- 

0.082 

0.106 

0.269 

0.013 

0.255 

- 

- 

Safe 

9 LSM-A 

0801000600147400 

0.22 

0.05 

89.39 

0.06 

0.03 

0.09 

0.05 

0.21 

0.01 

- 

0.0195 

0.0276 

- 

0.047 

0.061 

0.154 

0.008 

0.146 

- 

- 

Safe 

9NRD-B 

0801000900255600 

0.25 

0.01 

- 

0.01 

0.03 

0.04 

0.01 

0.05 

0.00 

0.0100 

0.0144 

0.0204 

- 

0.045 

0.047 

0.084 

0.008 

0.075 

0.027 

35.97 

Safe 



0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0006 

0.0009 

- 

0.002 

0.002 

0.003 

0.000 

0.002 

0.000 

0.14 

Safe 

9 PTD-A 

0801000500135800 

0.25 

0.00 

789.82 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0011 

0.0015 

- 

0.003 

0.003 

0.005 

0.000 

0.005 

0.009 

197.65 

Over Exploited 



0.25 

0.05 

(32.61) 

0.04 

0.06 

0.10 

0.04 

0.20 

0.01 

0.0300 

0.0286 

0.0404 

- 

0.099 

0.111 

0.206 

0.010 

0.196 

0.162 

82.89 

Semi Critical 

9 PTD-B 

0801000500135900 

0.25 

0.00 

2,129.46 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0006 

0.0007 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.009 

396.46 

Over Exploited 



0.25 

0.07 

(21.35) 

0.05 

0.06 

0.12 

0.04 

0.21 

0.02 

0.0300 

0.0341 

0.0386 

- 

0.103 

0.121 

0.236 

0.012 

0.224 

0.171 

76.57 

Semi Critical 

9 SAD 

0801000500133300 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0011 

0.0016 

- 

0.003 

0.003 

0.005 

0.001 

0.005 

0.018 

388.36 

Over Exploited 



0.25 

0.04 

- 

0.04 

0.05 

0.10 

0.04 

0.21 

0.01 

0.0300 

0.0250 

0.0354 

- 

0.090 

0.100 

0.196 

0.020 

0.176 

0.180 

102.26 

Over Exploited 

9 SD 

0801000900274000 

0.25 

0.23 

(90.83) 

0.18 

0.16 

0.34 

0.04 

0.20 

0.06 

0.0200 

0.0848 

0.1198 

- 

0.225 

0.280 

0.624 

0.031 

0.593 

0.109 

18.34 

Safe 



0.25 

0.00 

(190.39) 

0.00 

0.03 

0.03 

0.00 

0.02 

0.00 

- 

0.0169 

0.0239 

- 

0.041 

0.042 

0.073 

0.004 

0.069 

0.009 

13.10 

Safe 

9 SJM 

0801000600143100 

0.22 

0.05 

26.15 

0.06 

0.03 

0.09 

0.05 

0.21 

0.01 

- 

0.0167 

0.0188 

- 

0.036 

0.049 

0.136 

0.007 

0.129 

0.009 

6.97 

Safe 

90 GB 

0801000600152700 

0.22 

0.06 

- 

0.06 

0.03 

0.09 

0.04 

0.19 

0.02 

- 

0.0211 

0.0238 

- 

0.045 

0.061 

0.149 

0.015 

0.134 

0.018 

13.41 

Safe 



0.22 

0.00 

- 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

- 

0.0048 

0.0055 

- 

0.010 

0.011 

0.019 

0.002 

0.017 

- 

- 

Safe 

91GB 

0801000600154300 

0.22 

0.05 

(99.79) 

0.04 

0.04 

0.08 

0.03 

0.14 

0.01 

- 

0.0249 

0.0282 

- 

0.053 

0.066 

0.144 

0.007 

0.136 

0.036 

26.40 

Safe 



0.22 

0.02 

(144.33) 

0.01 

0.04 

0.05 

0.02 

0.08 

0.00 

- 

0.0246 

0.0278 

- 

0.052 

0.057 

0.106 

0.005 

0.101 

0.027 

26.69 

Safe 

92 GB 

0801000600154400 

0.22 

0.09 

(47.72) 

0.07 

0.05 

0.13 

0.04 

0.18 

0.02 

0.0100 

0.0348 

0.0393 

- 

0.084 

0.109 

0.234 

0.012 

0.222 

0.072 

32.37 

Safe 



0.22 

0.00 

(43.26) 

0.00 

0.02 

0.02 

0.01 

0.03 

0.00 

- 

0.0107 

0.0121 

- 

0.023 

0.024 

0.042 

0.002 

0.040 

0.009 

22.51 

Safe 

93 GB 

0801000600156100 

0.22 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0034 

0.0038 

- 

0.007 

0.007 

0.013 

0.001 

0.012 

- 

- 

Safe 



0.22 

0.09 

- 

0.09 

0.09 

0.18 

0.04 

0.18 

0.03 

- 

0.0593 

0.0671 

- 

0.126 

0.152 

0.331 

0.033 

0.298 

0.027 

9.07 

Safe 



0.22 

0.00 

- 

0.00 

0.05 

0.05 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.054 

0.005 

0.049 

- 

- 

Safe 

94 GB 

0801000600154500 

0.22 

0.06 

(77.82) 

0.05 

0.03 

0.08 

0.05 

0.21 

0.02 

- 

0.0210 

0.0237 

- 

0.045 

0.063 

0.146 

0.007 

0.138 

0.009 

6.50 

Safe 

Amargarh 

0801000500125200 

0.25 

0.00 

(431.71) 

0.00 

0.01 

0.01 

0.01 

0.02 

0.00 

- 

0.0054 

0.0077 

- 

0.013 

0.013 

0.023 

0.001 

0.022 

0.000 

0.27 

Safe 



0.25 

0.00 

(282.11) 

0.00 

0.02 

0.02 

0.01 

0.04 

0.00 

- 

0.0099 

0.0139 

- 

0.024 

0.025 

0.044 

0.002 

0.042 

0.000 

0.26 

Safe 

Anupgarh(m) 

0801000640108000 

0.25 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.014 

0.001 

0.013 

0.008 

61.46 

Safe 



0.22 

0.00 

- 

0.00 

0.02 

0.02 

0.01 

0.04 

0.00 

- 

0.0127 

0.0144 

- 

0.027 

0.028 

0.052 

0.005 

0.046 

0.100 

215.48 

Over Exploited 



0.22 

0.05 

- 

0.05 

0.80 

0.86 

0.04 

0.17 

0.02 

- 

- 

- 

- 

- 

0.015 

0.873 

0.087 

0.785 

0.446 

56.77 

Safe 

Bagicha 

0801000500126600 

0.25 

0.10 

(117.82) 

0.08 

0.10 

0.18 

0.04 

0.21 

0.03 

- 

0.0596 

0.0842 

- 

0.144 

0.170 

0.351 

0.018 

0.334 

0.010 

2.89 

Safe 

Baranwali 

0801000500116800 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0005 

0.0005 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

0.39 

Safe 

Baror Barani 

0801000600166800 

0.22 

0.04 

154.06 

0.05 

0.04 

0.09 

0.05 

0.21 

0.01 

- 

0.0246 

0.0278 

- 

0.052 

0.064 

0.153 

0.008 

0.146 

0.009 

6.18 

Safe 

Bhagsar 

0801000500123000 

0.25 

0.13 

- 

0.13 

0.08 

0.21 

0.04 

0.24 

0.03 

- 

0.0553 

0.0625 

- 

0.118 

0.144 

0.359 

0.036 

0.323 

0.019 

5.80 

Safe 


0801000800240000 

0.22 

0.16 

17.10 

0.19 

0.08 

0.28 

0.05 

0.22 

0.04 

- 

0.0540 

0.0610 

- 

0.115 

0.160 

0.438 

0.022 

0.416 

- 

- 

Safe 

Bhairoonpura 

0801000900275800 

0.25 

0.00 

- 

0.00 

0.02 

0.02 

0.00 

0.02 

0.00 

- 

0.0122 

0.0148 

- 

0.027 

0.028 

0.050 

0.005 

0.045 

0.000 

0.21 

Safe 



0.25 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0077 

0.0094 

- 

0.017 

0.017 

0.031 

0.003 

0.028 

0.000 

0.21 

Safe 

Bidasari 

0801000900281100 

0.25 

0.10 

(66.90) 

0.08 

0.04 

0.12 

0.04 

0.22 

0.02 

- 

0.0272 

0.0308 

- 

0.058 

0.083 

0.204 

0.010 

0.194 

0.000 

0.15 

Safe 

Chainpura Barani 

0801000800241900 

0.22 

0.13 

(103.22) 

0.10 

0.14 

0.25 

0.04 

0.22 

0.03 

- 

0.0840 

0.1187 

- 

0.203 

0.235 

0.484 

0.024 

0.459 

- 

- 

Safe 

Dhadhiyawali 

0801000900277800 

0.25 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.018 

4,164.12 

Over Exploited 



0.25 

0.01 

- 

0.01 

0.07 

0.07 

0.00 

0.02 

0.00 

0.0200 

0.0352 

0.0426 

- 

0.098 

0.100 

0.174 

0.017 

0.156 

0.108 

69.27 

Safe 



0.25 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.027 

246.04 

Over Exploited 



0.25 

0.00 

- 

0.00 

0.02 

0.03 

0.00 

0.01 

0.00 

- 

0.0152 

0.0185 

- 

0.034 

0.034 

0.060 

0.006 

0.054 

0.018 

33.45 

Safe 

Dhani Kishnawali 

0801000800254600 

0.22 

0.03 

(99.63) 

0.02 

0.04 

0.06 

0.02 

0.10 

0.01 

- 

0.0224 

0.0317 

- 

0.054 

0.060 

0.122 

0.006 

0.116 

0.009 

7.77 

Safe 



0.22 

0.04 

(127.76) 

0.04 

0.08 

0.12 

0.02 

0.13 

0.01 

- 

0.0489 

0.0691 

- 

0.118 

0.128 

0.247 

0.012 

0.235 

0.009 

3.83 

Safe 

Dulrasar 

0801000500112500 

0.25 

0.00 

1,320.50 

0.00 

0.02 

0.02 

0.00 

0.01 

0.00 

- 

0.0108 

0.0122 

- 

0.023 

0.023 

0.041 

0.002 

0.039 

0.000 

0.37 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Govindsar 

080100090028370C 

8.680 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.978 

0.31 

0.200 

0.01 

0.00 

0.07 

0.09 

0.00 

0.22 

0.11 

0.04 

0.001 

0.12 

0.25 


Gurli Barani 

0801000900283600 

3.251 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.251 

0.26 

0.200 

0.01 

0.00 

0.04 

0.05 

0.00 

0.09 

0.04 

0.04 

0.000 

0.18 

0.37 


Hardaswali Barani 

0801000900279100 

3.803 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.803 

-0.01 

0.200 

0.00 

0.00 

0.04 

0.06 

0.00 

0.00 

0.00 

0.00 

0.000 

0.18 

0.43 


Haripura 

0801000500122300 

6.807 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.634 

-0.05 

0.200 

0.01 

0.00 

0.05 

0.06 

0.00 

0.00 

0.00 

0.02 

0.002 

0.16 

0.54 






Gang Canal 

Command 

Younger Alluvium 

1.173 

-0.05 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.11 


Jyankidaswala 

0801000900275300 

1.984 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.984 

0.16 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

0.01 

0.00 

0.00 

0.000 

0.18 

0.47 


Karanisar 

0801000900274500 

6.719 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.219 

0.17 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

6.500 

0.17 

0.200 

0.00 

0.00 

0.07 

0.10 

0.00 

0.05 

0.02 

0.00 

0.001 

0.18 

0.48 


Kararwali 

0801000500123200 

5.650 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.029 

-0.02 

0.200 

0.04 

0.01 

0.06 

0.07 

0.00 

0.00 

0.00 

0.15 

0.001 

0.14 

0.43 


Kunplee Barani 

0801000800239400 

5.219 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.942 

0.39 

0.180 

0.00 

0.00 

0.03 

0.04 

0.00 

0.13 

0.07 

0.00 

0.000 

0.10 

0.18 


Motasar 

0801000800240800 

23.419 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

23.272 

0.28 

0.180 

0.00 

0.00 

0.22 

0.23 

0.00 

0.72 

0.32 

0.00 

0.000 

0.18 

0.40 






Gang Canal 

Command 

Younger Alluvium 

0.147 

0.28 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mukalawa 

0801000500120200 

4.413 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.032 

-0.06 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.00 

0.000 

0.05 

0.15 


Na 

0801000501900007 

5.015 

Saline 

Gang Canal 

Command 

Younger Alluvium 

5.015 

0.00 

0.200 

0.01 

0.00 

0.09 

0.12 

0.00 

-0.20 

-0.09 

0.05 

0.001 

0.17 

0.39 



0801000601900009 

0.934 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.098 

-0.23 

0.200 

0.00 

0.00 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 





Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.835 

-0.23 

0.180 

0.00 

0.00 

0.25 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.15 

0.22 



0801000601900010 

1.540 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.540 

-0.13 

0.200 

0.00 

0.00 

0.37 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.17 

0.25 



0801000601900011 

0.562 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.562 

0.56 

0.180 

0.00 

0.00 

0.01 

0.01 

0.00 

0.05 

0.03 

0.00 

0.000 

0.17 

0.25 



0801000901900017 

2.287 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.287 

0.20 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

0.05 

0.02 

0.00 

0.000 

0.18 

0.41 


Nagliya 

0801000900277900 

14.186 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.461 

-0.16 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.01 

0.01 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.877 

-0.16 

0.200 

0.03 

0.01 

0.02 

0.03 

0.00 

0.00 

0.00 

0.11 

0.000 

0.02 

0.05 





Saline 

Non-command 

Non-command 

Younger Alluvium 

1.506 

-0.16 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.000 

0.02 

0.04 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

8.813 

-0.16 

0.200 

0.06 

0.02 

0.12 

0.13 

0.00 

0.00 

0.00 

0.24 

0.001 

0.11 

0.25 


Padampura 

0801000900278000 

4.410 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.206 

-0.21 

0.200 

0.00 

0.00 

0.06 

0.06 

0.00 

0.00 

0.00 

0.00 

0.001 

0.16 

0.39 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.203 

-0.21 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Raghunathpura 

0801000900280800 

2.334 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.334 

0.21 

0.200 

0.08 

0.01 

0.02 

0.02 

0.00 

0.13 

0.05 

0.32 

0.000 

0.18 

0.42 


Ramsara Kumharan 

0801000500112600 

12.984 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.270 

0.41 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.01 


Ratnisar 

0801000900274400 

4.825 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.054 

0.17 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.772 

0.17 

0.200 

0.01 

0.00 

0.05 

0.07 

0.00 

0.05 

0.02 

0.04 

0.001 

0.18 

0.49 


Sangeeta Agoona 

0801000900288000 

13.767 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.317 

-0.15 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.04 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

12.450 

-0.15 

0.200 

0.00 

0.00 

0.16 

0.18 

0.00 

0.00 

0.00 

0.00 

0.002 

0.15 

0.37 


Sangeeta Athoona 

0801000900278700 

4.170 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.170 

0.44 

0.200 

0.00 

0.00 

0.06 

0.06 

0.00 

0.25 

0.10 

0.00 

0.001 

0.17 

0.43 


Sardarpura Ladana 

0801000900288100 

18.979 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.081 

-0.14 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

10.454 

-0.14 

0.200 

0.00 

0.00 

0.10 

0.10 

0.00 

0.00 

0.00 

0.00 

0.001 

0.09 

0.22 


Shyamgarh 

0801000500132300 

2.508 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.508 

0.09 

0.200 

0.00 

0.00 

0.05 

0.06 

0.00 

-0.06 

-0.03 

0.01 

0.001 

0.17 

0.36 


Suratgarh (rural) 

0801000900276300 

35.265 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.755 

-0.19 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Tatarsar 

0801000500131900 

2.051 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.051 

0.26 

0.200 

0.00 

0.00 

0.04 

0.05 

0.00 

0.02 

0.01 

0.00 

0.001 

0.17 

0.35 


Vijainagar (m) 

0801000840110000 

3.891 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.872 

0.20 

0.200 

0.05 

0.00 

0.31 

0.00 

0.00 

-0.23 

-0.09 

0.00 

0.144 

0.04 

0.10 





Saline 

Ghaggar River Bed 

Command 

Younger Alluvium 

3.019 

0.20 

0.180 

0.16 

0.00 

1.08 

0.00 

0.00 

-0.81 

-0.33 

0.00 

0.499 

0.14 

0.34 

River Basin: Luni 

Sub Basin: Bandi 

11001001 

Ajbar 

0818000402303800 

11.345 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.106 

1.65 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 






BandiSendra 

Command 

Jalore Granite 

0.015 

1.65 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.09 

0.000 

0.00 

0.00 


Ambatri 

0818000402304500 

11.693 

Fresh 

Non-command 

Non-command 

Jalore Granite 

2.345 

2.30 

0.025 

0.01 

0.00 

0.00 

0.00 

0.01 

0.14 

0.08 

0.04 

0.013 

0.09 

0.16 


Arnoo 

0818000502311100 

3.506 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.102 

-1.00 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.01 

0.02 


Bagawas 

0818000502311300 

9.718 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.791 

-1.15 

0.060 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.028 

0.27 

0.39 


Bhadarda 

0818000402300800 

11.002 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.843 

1.53 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.09 

0.010 

0.08 

0.12 







Non-command 

Older Alluvium 

1.908 

1.53 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.29 

0.20 

0.23 

0.011 

0.08 

0.12 







Non-command 

Younger Alluvium 

6.491 

1.53 

0.120 

0.18 

0.01 

0.00 

0.00 

0.01 

1.35 

0.90 

0.68 

0.036 

0.28 

0.42 


Bhagal Sephta 

0818000402299100 

12.180 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

11.170 

2.45 

0.100 

0.35 

0.02 

0.00 

0.00 

0.00 

3.07 

2.16 

1.33 

0.054 

0.41 

0.59 


Bharoori 

0818000402302300 

9.768 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.782 

2.37 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.05 

0.010 

0.09 

0.14 







Non-command 

Older Alluvium 

4.641 

2.37 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.97 

0.61 

0.32 

0.026 

0.22 

0.35 






BandiSendra 

Command 

Jalore Granite 

0.875 

2.37 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.10 

0.005 

0.04 

0.07 







Command 

Older Alluvium 

0.196 

2.37 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.04 

0.001 

0.01 

0.01 


Bhinmal (M) 

0818000441802000 

104.556 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.065 

1.31 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.00 

0.00 







Non-command 

Older Alluvium 

13.377 

1.31 

0.080 

0.50 

0.02 

0.00 

0.00 

0.00 

1.88 

1.21 

1.38 

0.459 

0.06 

0.10 







Non-command 

Younger Alluvium 

2.266 

1.31 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.45 

0.29 

0.24 

0.078 

0.01 

0.02 


Bhinmal (Rural) 

0818000402299400 

14.339 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.019 

0.46 

0.060 

0.25 

0.04 

0.00 

0.00 

0.00 

0.24 

0.16 

1.01 

0.005 

0.03 

0.05 


Borta 

0818000402298900 

29.260 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.334 

0.99 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.28 

0.20 

0.03 

0.021 

0.07 

0.10 







Non-command 

Younger Alluvium 

0.009 

0.99 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Daman 

0818000502310500 

20.562 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.562 

-3.18 

0.060 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.55 

0.027 

0.11 

0.16 


Daspan 

0818000402297900 

34.227 

Fresh 

Non-command 

Non-command 

Older Alluvium 

15.007 

0.99 

0.060 

0.37 

0.02 

0.00 

0.00 

0.00 

1.24 

0.87 

1.40 

0.073 

0.19 

0.28 







Non-command 

Younger Alluvium 

14.223 

0.99 

0.100 

0.46 

0.02 

0.00 

0.00 

0.00 

1.85 

1.29 

1.76 

0.069 

0.18 

0.26 


Delwara 

0818000402300600 

20.136 

Fresh 

Non-command 

Non-command 

Jalore Granite 

6.887 

3.19 

0.025 

0.04 

0.00 

0.00 

0.00 

0.00 

0.59 

0.36 

0.13 

0.039 

0.16 

0.26 


Deta Khurd 

0818000102274900 

6.240 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.019 

0.98 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dhumbariya 

0818000502310400 

43.956 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.233 

-2.28 

0.060 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.73 

0.030 

0.05 

0.09 







Non-command 

Younger Alluvium 

0.675 

-2.28 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.003 

0.01 

0.01 


Dorda 

0818000402304700 

60.412 

Fresh 

Non-command 

Non-command 

Jalore Granite 

4.113 

2.69 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.31 

0.17 

0.10 

0.023 

0.03 

0.06 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Govindsar 

0801000900283700 

0.25 

0.18 

(39.96) 

0.14 

0.16 

0.30 

0.03 

0.15 

0.05 

0.0100 

0.0879 

0.1243 

- 

0.222 

0.269 

0.569 

0.028 

0.540 

0.037 

6.81 

Safe 

Gurli Barani 

0801000900283600 

0.25 

0.14 

(69.42) 

0.11 

0.08 

0.20 

0.05 

0.22 

0.04 

0.0100 

0.0478 

0.0676 

- 

0.125 

0.162 

0.361 

0.018 

0.343 

0.036 

10.62 

Safe 

Hardaswali Barani 

0801000900279100 

0.25 

0.17 

- 

0.17 

0.10 

0.27 

0.04 

0.22 

0.04 

- 

0.0559 

0.0791 

- 

0.135 

0.177 

0.443 

0.044 

0.399 

0.000 

0.12 

Safe 

Haripura 

0801000500122300 

0.25 

0.23 

- 

0.23 

0.11 

0.34 

0.03 

0.20 

0.05 

- 

0.0691 

0.0781 

- 

0.147 

0.193 

0.534 

0.053 

0.480 

0.020 

4.07 

Safe 



0.25 

0.01 

- 

0.01 

0.04 

0.05 

0.01 

0.04 

0.00 

- 

0.0247 

0.0279 

- 

0.053 

0.055 

0.102 

0.010 

0.092 

0.000 

0.35 

Safe 

Jyankidaswala 

0801000900275300 

0.25 

0.09 

(94.50) 

0.07 

0.05 

0.12 

0.04 

0.22 

0.02 

- 

0.0292 

0.0412 

- 

0.070 

0.092 

0.215 

0.011 

0.204 

0.000 

0.13 

Safe 

Karanisar 

0801000900274500 

0.25 

0.00 

83.58 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0032 

0.0046 

- 

0.008 

0.008 

0.014 

0.001 

0.013 

0.000 

0.22 

Safe 



0.25 

0.29 

(93.85) 

0.23 

0.17 

0.40 

0.04 

0.22 

0.07 

- 

0.0956 

0.1351 

- 

0.231 

0.298 

0.698 

0.035 

0.663 

0.001 

0.13 

Safe 

Kararwali 

0801000500123200 

0.25 

0.14 

- 

0.14 

0.14 

0.28 

0.03 

0.17 

0.03 

0.0200 

0.0847 

0.0958 

- 

0.201 

0.230 

0.508 

0.051 

0.457 

0.154 

33.71 

Safe 

Kunplee Barani 

0801000800239400 

0.22 

0.06 

12.90 

0.07 

0.08 

0.15 

0.03 

0.12 

0.02 

- 

0.0433 

0.0611 

- 

0.104 

0.121 

0.268 

0.013 

0.255 

- 

- 

Safe 

Motasar 

0801000800240800 

0.22 

0.90 

(64.71) 

0.72 

0.45 

1.17 

0.04 

0.22 

0.23 

- 

0.2853 

0.3225 

- 

0.608 

0.836 

2.005 

0.100 

1.905 

- 

- 

Safe 



0.22 

0.00 

3,236.99 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0031 

0.0035 

- 

0.007 

0.007 

0.011 

0.001 

0.011 

- 

- 

Safe 

Mukalawa 

0801000500120200 

0.25 

0.01 

- 

0.01 

0.03 

0.04 

0.01 

0.06 

0.00 

- 

0.0217 

0.0245 

- 

0.046 

0.049 

0.093 

0.009 

0.084 

0.000 

0.34 

Safe 

Na 

0801000501900007 

0.25 

0.21 

(141.73) 

0.17 

0.22 

0.39 

0.04 

0.22 

0.06 

0.0100 

0.1265 

0.1788 

- 

0.315 

0.370 

0.759 

0.038 

0.721 

0.046 

6.43 

Safe 


0801000601900009 

0.25 

0.00 

- 

0.00 

0.03 

0.03 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.030 

0.003 

0.027 

- 

- 

Safe 



0.22 

0.02 

- 

0.02 

0.25 

0.27 

0.04 

0.19 

0.01 

- 

- 

- 

- 

- 

0.007 

0.281 

0.028 

0.253 

- 

- 

Safe 


0801000601900010 

0.25 

0.06 

- 

0.06 

0.37 

0.43 

0.05 

0.21 

0.02 

- 

- 

- 

- 

- 

0.018 

0.449 

0.045 

0.404 

- 

- 

Safe 


0801000601900011 

0.22 

0.02 

46.34 

0.02 

0.01 

0.04 

0.05 

0.21 

0.01 

- 

0.0069 

0.0078 

- 

0.015 

0.021 

0.056 

0.003 

0.053 

- 

- 

Safe 


0801000901900017 

0.25 

0.10 

(79.99) 

0.08 

0.04 

0.13 

0.04 

0.22 

0.03 

- 

0.0280 

0.0317 

- 

0.060 

0.085 

0.211 

0.011 

0.200 

0.000 

0.15 

Safe 

Nagliya 

0801000900277900 

0.25 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.018 

2,490.80 

Over Exploited 



0.25 

0.01 

- 

0.01 

0.06 

0.07 

0.01 

0.03 

0.00 

0.0200 

0.0322 

0.0390 

- 

0.091 

0.094 

0.167 

0.017 

0.150 

0.108 

71.98 

Semi Critical 



0.25 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.019 

0.002 

0.017 

0.045 

270.16 

Over Exploited 



0.25 

0.23 

- 

0.23 

0.27 

0.50 

0.03 

0.13 

0.06 

0.0500 

0.1513 

0.1832 

- 

0.385 

0.446 

0.945 

0.095 

0.851 

0.244 

28.69 

Safe 

Padampura 

0801000900278000 

0.25 

0.17 

- 

0.17 

0.12 

0.29 

0.04 

0.21 

0.05 

- 

0.0722 

0.0874 

- 

0.160 

0.205 

0.494 

0.049 

0.444 

0.001 

0.12 

Safe 



0.25 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0035 

0.0042 

- 

0.008 

0.008 

0.014 

0.001 

0.013 

0.000 

0.21 

Safe 

Raghunathpura 

0801000900280800 

0.25 

0.10 

(49.35) 

0.08 

0.06 

0.14 

0.04 

0.22 

0.03 

0.0400 

0.0286 

0.0323 

- 

0.101 

0.127 

0.265 

0.013 

0.252 

0.315 

125.14 

Over Exploited 

Ramsara Kumharan 

0801000500112600 

0.25 

0.00 

2,735.85 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

- 

0.0057 

0.0064 

- 

0.012 

0.012 

0.021 

0.001 

0.020 

0.000 

0.37 

Safe 

Ratnisar 

0801000900274400 

0.25 

0.00 

266.20 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0008 

0.0011 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

0.22 

Safe 



0.25 

0.22 

(92.19) 

0.17 

0.12 

0.30 

0.04 

0.22 

0.05 

0.0100 

0.0702 

0.0992 

- 

0.179 

0.230 

0.527 

0.026 

0.501 

0.037 

7.32 

Safe 

Sangeeta Agoona 

0801000900288000 

0.25 

0.01 

- 

0.01 

0.04 

0.04 

0.00 

0.02 

0.00 

- 

0.0226 

0.0274 

- 

0.050 

0.051 

0.094 

0.009 

0.084 

0.000 

0.20 

Safe 



0.25 

0.48 

- 

0.48 

0.35 

0.83 

0.04 

0.19 

0.13 

- 

0.2137 

0.2588 

- 

0.473 

0.599 

1.428 

0.143 

1.285 

0.002 

0.13 

Safe 

Sangeeta Athoona 

0801000900278700 

0.25 

0.18 

(43.13) 

0.15 

0.12 

0.26 

0.04 

0.22 

0.05 

- 

0.0716 

0.0867 

- 

0.158 

0.205 

0.466 

0.023 

0.443 

0.001 

0.12 

Safe 

Sardarpura Ladana 

0801000900288100 

0.25 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.001 

0.003 

0.000 

0.003 

0.000 

4.75 

Safe 



0.25 

0.24 

- 

0.24 

0.20 

0.45 

0.02 

0.12 

0.06 

- 

0.1281 

0.1449 

- 

0.273 

0.338 

0.784 

0.078 

0.706 

0.001 

0.19 

Safe 

Shyamgarh 

0801000500132300 

0.25 

0.11 

(127.34) 

0.08 

0.11 

0.19 

0.04 

0.21 

0.03 

- 

0.0633 

0.0894 

- 

0.153 

0.181 

0.374 

0.019 

0.355 

0.010 

2.73 

Safe 

Suratgarh (rural) 

0801000900276300 

0.25 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Tatarsar 

0801000500131900 

0.25 

0.09 

(89.91) 

0.07 

0.09 

0.16 

0.04 

0.21 

0.02 

- 

0.0518 

0.0731 

- 

0.125 

0.148 

0.306 

0.015 

0.290 

0.001 

0.20 

Safe 

Vijainagar (m) 

0801000840110000 

0.25 

0.01 

(1,158.96) 

0.01 

0.31 

0.32 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.002 

0.321 

0.016 

0.305 

0.144 

47.25 

Safe 



0.22 

0.09 

(458.76) 

0.07 

1.08 

1.15 

0.03 

0.17 

0.02 

- 

- 

- 

- 

- 

0.023 

1.177 

0.059 

1.119 

0.499 

44.64 

Safe 


River Basin: Luni 


Sub Basin: Bandi 

Ajbar 

0818000402303800 

0.11 

0.00 

5,173.92 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.11 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.010 

0.001 

0.010 

0.087 

916.57 

Over Exploited 

Ambatri 

0818000402304500 

0.11 

0.02 

233.02 

0.03 

0.01 

0.04 

0.01 

0.10 

0.00 

- 

- 

- 

0.013 

0.013 

0.016 

0.053 

0.003 

0.050 

0.055 

109.69 

Over Exploited 

Arnoo 

0818000502311100 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.018 

10,119.93 

Over Exploited 

Bagawas 

0818000502311300 

0.15 

0.23 

- 

0.23 

0.00 

0.23 

0.03 

0.30 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.247 

0.025 

0.223 

0.382 

171.72 

Over Exploited 

Bhadarda 

0818000402300800 

0.11 

0.02 

305.26 

0.02 

0.00 

0.02 

0.01 

0.09 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.027 

0.001 

0.025 

0.099 

391.01 

Over Exploited 



0.14 

0.02 

796.25 

0.03 

- 

0.03 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.036 

0.002 

0.034 

0.236 

685.49 

Over Exploited 



0.16 

0.29 

212.41 

0.35 

0.02 

0.36 

0.03 

0.31 

- 

0.0300 

- 

- 

0.011 

0.041 

0.041 

0.405 

0.020 

0.385 

0.715 

185.82 

Over Exploited 

Bhagal Sephta 

0818000402299100 

0.20 

0.92 

133.56 

1.11 

0.02 

1.13 

0.04 

0.46 

- 

0.0500 

- 

- 

0.000 

0.050 

0.050 

1.178 

0.059 

1.119 

1.388 

124.04 

Over Exploited 

Bharoori 

0818000402302300 

0.11 

0.02 

371.65 

0.02 

- 

0.02 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.002 

0.022 

0.001 

0.021 

0.060 

286.16 

Over Exploited 



0.14 

0.14 

321.51 

0.17 

0.00 

0.18 

0.03 

0.25 

0.02 

0.0100 

- 

- 

0.003 

0.013 

0.030 

0.206 

0.010 

0.195 

0.346 

177.18 

Over Exploited 



0.11 

0.00 

1,174.31 

0.00 

- 

0.00 

0.00 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.005 

0.100 

1,976.85 

Over Exploited 



0.14 

0.00 

11,436.17 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.041 

12,790.53 

Over Exploited 

Bhinmal (M) 

0818000441802000 

0.11 

0.00 

60,542.78 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.002 

91,696.19 

Over Exploited 



0.14 

0.11 

951.74 

0.14 

0.02 

0.16 

0.01 

0.07 

- 

0.0500 

- 

- 

0.005 

0.055 

0.055 

0.216 

0.011 

0.205 

1.841 

899.18 

Over Exploited 



0.16 

0.00 

7,516.97 

0.00 

- 

0.00 

0.00 

0.01 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.014 

0.318 

2,305.43 

Over Exploited 

Bhinmal (Rural) 

0818000402299400 

0.15 

0.01 

3,005.54 

0.01 

0.04 

0.05 

0.00 

0.04 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

0.156 

0.008 

0.148 

1.013 

682.60 

Over Exploited 

Borta 

0818000402298900 

0.15 

0.04 

345.79 

0.05 

- 

0.05 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.053 

0.003 

0.050 

0.054 

107.83 

Over Exploited 



0.20 

0.00 

216,314.12 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Daman 

0818000502310500 

0.15 

0.09 

- 

0.09 

0.01 

0.10 

0.01 

0.12 

0.01 

0.0200 

- 

- 

0.001 

0.022 

0.032 

0.134 

0.013 

0.120 

0.573 

476.06 

Over Exploited 

Daspan 

0818000402297900 

0.15 

0.43 

99.82 

0.52 

0.02 

0.54 

0.02 

0.21 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.593 

0.030 

0.563 

1.477 

262.31 

Over Exploited 



0.20 

0.52 

148.27 

0.62 

0.02 

0.65 

0.02 

0.20 

- 

0.0700 

- 

- 

0.003 

0.073 

0.073 

0.718 

0.036 

0.682 

1.833 

268.59 

Over Exploited 

Delwara 

0818000402300600 

0.11 

0.12 

197.28 

0.15 

0.00 

0.15 

0.02 

0.18 

0.01 

0.0100 

- 

- 

0.002 

0.013 

0.026 

0.175 

0.009 

0.166 

0.165 

99.12 

Critical 

Deta Khurd 

0818000102274900 

0.15 

0.00 

39,001.72 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dhumbariya 

0818000502310400 

0.15 

0.05 

- 

0.05 

0.01 

0.06 

0.01 

0.06 

0.01 

0.0300 

- 

- 

- 

0.030 

0.036 

0.096 

0.010 

0.087 

0.756 

872.86 

Over Exploited 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.105 

13,280.53 

Over Exploited 

Dorda 

0818000402304700 

0.11 

0.01 

1,125.17 

0.02 

0.00 

0.02 

0.00 

0.03 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.013 

0.031 

0.002 

0.029 

0.124 

423.17 

Over Exploited 



Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Ghaseri 

081800040230220C 

9.227 

Fresh 

Non-command 

Non-command 

Jalore Granite 

2.392 

2.88 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.09 

0.04 

0.012 

0.12 

0.19 







Non-command 

Older Alluvium 

0.952 

2.88 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.11 

0.03 

0.005 

0.05 

0.07 


Jaitoo 

081800050231080C 

23.803 

Fresh 

Non-command 

Non-command 

Older Alluvium 

23.803 

-0.98 

0.060 

0.65 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.45 

0.115 

0.44 

0.63 


Kaleti 

0818000502310600 

13.392 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.734 

-2.50 

0.060 

0.36 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.37 

0.042 

0.27 

0.39 







Non-command 

Younger Alluvium 

3.338 

-2.50 

0.100 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.67 

0.016 

0.10 

0.15 


Kawtara 

0818000502310900 

30.772 

Fresh 

Non-command 

Non-command 

Older Alluvium 

28.193 

-0.33 

0.060 

0.56 

0.03 

0.00 

0.00 

0.01 

0.00 

0.00 

2.05 

0.137 

0.42 

0.61 


Khanpur 

0818000402300700 

15.683 

Fresh 

Non-command 

Non-command 

Jalore Granite 

9.707 

3.20 

0.025 

0.11 

0.00 

0.00 

0.00 

0.01 

0.88 

0.57 

0.39 

0.054 

0.29 

0.45 







Non-command 

Younger Alluvium 

0.604 

3.20 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.25 

0.16 

0.06 

0.003 

0.02 

0.03 


Komta 

0818000102274700 

25.582 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.759 

-0.07 

0.060 

0.47 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.78 

0.062 

0.19 

0.28 







Non-command 

Younger Alluvium 

7.048 

-0.07 

0.100 

0.30 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.14 

0.037 

0.12 

0.17 


Kora 

0818000402297700 

24.673 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.071 

0.30 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.14 

0.010 

0.04 

0.05 







Non-command 

Younger Alluvium 

8.634 

0.30 

0.100 

0.22 

0.01 

0.00 

0.00 

0.00 

0.47 

0.33 

0.84 

0.042 

0.15 

0.21 


Kot Kasta 

0818000402301000 

12.139 

Fresh 

Non-command 

Non-command 

Jalore Granite 

3.286 

2.50 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.12 

0.06 

0.016 

0.13 

0.19 







Non-command 

Older Alluvium 

6.247 

2.50 

0.060 

0.05 

0.00 

0.00 

0.00 

0.00 

0.99 

0.65 

0.17 

0.030 

0.24 

0.36 







Non-command 

Younger Alluvium 

0.991 

2.50 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.17 

0.04 

0.005 

0.04 

0.06 


Kushlapura 

0818000402299200 

11.576 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.314 

2.19 

0.060 

0.09 

0.00 

0.00 

0.00 

0.00 

0.66 

0.45 

0.34 

0.021 

0.17 

0.25 







Non-command 

Younger Alluvium 

7.262 

2.19 

0.100 

0.20 

0.01 

0.00 

0.00 

0.00 

1.78 

1.21 

0.77 

0.035 

0.29 

0.43 


Ledarmer 

0818000402300900 

12.908 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.014 

0.36 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Older Alluvium 

4.078 

0.36 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.09 

0.020 

0.15 

0.22 







Non-command 

Younger Alluvium 

7.853 

0.36 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.36 

0.25 

0.27 

0.038 

0.28 

0.42 


Loonawas 

0818000502310700 

10.380 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.553 

-4.80 

0.060 

0.21 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.81 

0.032 

0.27 

0.39 


Loor 

0818000402301100 

7.285 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.352 

3.00 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.04 

0.002 

0.02 

0.03 


Mandakwana 

0818000102275000 

6.194 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.146 

0.44 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.01 

0.01 


Meerpura 

0818000502311000 

5.807 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.510 

1.39 

0.060 

0.04 

0.00 

0.00 

0.00 

0.01 

0.49 

0.33 

0.11 

0.027 

0.45 

0.66 


Mindawas 

0818000502311400 

10.737 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.200 

-4.03 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.006 

0.05 

0.07 


Munthla Kaba 

0818000402302400 

16.643 

Fresh 

Non-command 

Non-command 

Jalore Granite 

10.632 

3.01 

0.025 

0.15 

0.01 

0.00 

0.00 

0.00 

0.94 

0.57 

0.50 

0.059 

0.30 

0.49 






BandiSendra 

Command 

Jalore Granite 

0.210 

3.01 

0.025 

0.19 

0.01 

0.00 

0.00 

0.00 

0.20 

0.12 

0.74 

0.001 

0.01 

0.01 


Narsana 

0818000502311600 

25.586 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.694 

-4.48 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.008 

0.03 

0.04 


Narta 

0818000402299300 

8.505 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.639 

2.25 

0.060 

0.16 

0.01 

0.00 

0.00 

0.00 

0.77 

0.54 

0.59 

0.022 

0.25 

0.36 







Non-command 

Younger Alluvium 

3.866 

2.25 

0.100 

0.16 

0.01 

0.00 

0.00 

0.00 

1.02 

0.70 

0.63 

0.019 

0.21 

0.30 


Nasoli 

0818000402299000 

14.885 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.987 

2.20 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.10 

0.03 

0.005 

0.03 

0.04 







Non-command 

Younger Alluvium 

11.382 

2.20 

0.100 

0.12 

0.01 

0.00 

0.00 

0.00 

2.61 

1.82 

0.40 

0.055 

0.35 

0.50 


Navapura Chaupawatan 

0818000402297800 

4.738 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.120 

0.24 

0.060 

0.26 

0.01 

0.00 

0.00 

0.00 

0.28 

0.20 

1.01 

0.010 

0.19 

0.27 







Non-command 

Younger Alluvium 

2.618 

0.24 

0.100 

0.41 

0.02 

0.00 

0.00 

0.00 

0.45 

0.32 

1.63 

0.013 

0.24 

0.34 


Pawli 

0818000402300300 

15.312 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.235 

2.99 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.001 

0.01 

0.01 


Punrau 

0818000102274600 

13.764 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.647 

1.07 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.56 

0.38 

0.19 

0.025 

0.13 

0.20 


Rah 

0818000502311500 

16.765 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.995 

-5.77 

0.060 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.59 

0.019 

0.10 

0.15 


Sarthala 

0818000402298100 

7.707 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.667 

2.04 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.36 

0.26 

0.07 

0.008 

0.10 

0.13 


Sindhara 

0818000402304600 

15.052 

Fresh 

Non-command 

Non-command 

Jalore Granite 

12.434 

3.31 

0.025 

0.11 

0.00 

0.00 

0.00 

0.00 

1.14 

0.67 

0.36 

0.070 

0.38 

0.65 






BandiSendra 

Command 

Jalore Granite 

0.349 

3.31 

0.025 

0.10 

0.01 

0.00 

0.00 

0.00 

0.12 

0.07 

0.40 

0.002 

0.01 

0.02 


Tawab 

0818000402302100 

17.148 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.624 

2.51 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.42 

0.28 

0.36 

0.009 

0.04 

0.07 


Thoor 

0818000402302500 

23.768 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.150 

1.36 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.02 

0.001 

0.00 

0.00 






BandiSendra 

Command 

Jalore Granite 

0.363 

1.36 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.002 

0.01 

0.01 


Tilora 

0818000102274400 

28.626 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.064 

1.20 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 

11001002 

Ajbar 

0818000402303800 

11.345 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.461 

1.65 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.003 

0.02 

0.03 


Akoona 

0819000202353900 

17.427 

Fresh 

Non-command 

Non-command 

Jalore Granite 

5.955 

4.06 

0.020 

0.05 

0.01 

0.00 

0.00 

0.01 

0.52 

0.30 

0.17 

0.013 

0.16 

0.27 


Ambatri 

0818000402304500 

11.693 

Fresh 

Non-command 

Non-command 

Jalore Granite 

8.513 

2.30 

0.025 

0.05 

0.00 

0.00 

0.00 

0.37 

0.17 

0.10 

0.15 

0.048 

0.34 

0.58 


Amlari 

0819000202357100 

18.731 

Fresh 

Non-command 

Non-command 

Jalore Granite 

13.383 

4.23 

0.020 

0.26 

0.04 

0.00 

0.00 

0.05 

1.31 

0.79 

1.01 

0.028 

0.35 

0.58 


Anapur 

0819000502376500 

8.000 

Fresh 

Non-command 

Non-command 

Jalore Granite 

7.795 

3.85 

0.020 

0.11 

0.01 

0.00 

0.00 

0.00 

0.70 

0.39 

0.41 

0.027 

0.44 

0.80 


Bag 

0819000202357200 

5.840 

Fresh 

Non-command 

Non-command 

Jalore Granite 

3.096 

3.83 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.27 

0.18 

0.20 

0.007 

0.28 

0.43 


Bara Bhawji 

0818000402307300 

5.946 

Fresh 

Non-command 

Non-command 

Jalore Granite 

5.946 

3.82 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.60 

0.33 

0.14 

0.033 

0.45 

0.82 


Betarna 

0818000402304100 

6.847 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.044 

3.45 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bikanwas 

0818000402306700 

2.131 

Fresh 

Non-command 

Non-command 

Jalore Granite 

2.131 

3.58 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.22 

0.12 

0.10 

0.012 

0.45 

0.82 


Boogaon 

0818000402303900 

14.417 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.102 

2.99 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.00 

0.01 


Chandoor 

0818000402304200 

18.816 

Fresh 

Non-command 

Non-command 

Jalore Granite 

13.772 

3.12 

0.025 

0.13 

0.02 

0.00 

0.00 

0.01 

1.17 

0.69 

0.43 

0.077 

0.34 

0.58 


Chekla 

0818000402305500 

9.295 

Fresh 

Non-command 

Non-command 

Jalore Granite 

4.098 

2.75 

0.025 

0.05 

0.01 

0.00 

0.00 

0.04 

0.28 

0.15 

0.19 

0.023 

0.20 

0.36 


Dantrai 

0819000502376800 

19.870 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.491 

4.78 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.03 

0.002 

0.01 

0.02 


Dorda 

0818000402304700 

60.412 

Fresh 

Non-command 

Non-command 

Jalore Granite 

23.952 

2.69 

0.025 

0.20 

0.02 

0.00 

0.00 

0.01 

1.78 

1.00 

0.62 

0.134 

0.18 

0.32 


Gajapura 1/3 

0818000402306900 

3.212 

Fresh 

Non-command 

Non-command 

Jalore Granite 

3.212 

3.79 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.32 

0.18 

0.08 

0.018 

0.45 

0.82 


Gajapura 2/3 

0818000402306800 

6.004 

Fresh 

Non-command 

Non-command 

Jalore Granite 

6.004 

3.69 

0.025 

0.04 

0.00 

0.00 

0.00 

0.01 

0.58 

0.32 

0.12 

0.034 

0.45 

0.82 


Golana 

0818000402306500 

16.602 

Fresh 

Non-command 

Non-command 

Jalore Granite 

16.198 

2.80 

0.025 

0.24 

0.03 

0.00 

0.00 

0.01 

1.34 

0.73 

0.83 

0.091 

0.44 

0.80 


Haliwara 

0819000202354100 

11.290 

Fresh 

Non-command 

Non-command 

Jalore Granite 

5.387 

3.41 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.44 

0.24 

0.36 

0.011 

0.21 

0.39 


Harni Amarpura(harni) 

0819000502376600 

21.585 

Fresh 

Non-command 

Non-command 

Jalore Granite 

2.932 

4.20 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.28 

0.17 

0.17 

0.010 

0.07 

0.11 


Himmatpura 

0819000502376300 

13.483 

Fresh 

Non-command 

Non-command 

Jalore Granite 

7.470 

3.80 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.61 

0.34 

0.15 

0.026 

0.25 

0.45 







Non-command 

Younger Alluvium 

2.534 

3.80 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.98 

0.55 

0.08 

0.009 

0.09 

0.15 


Jaswant Pura 

0818000402307400 

12.272 

Fresh 

Non-command 

Non-command 

Jalore Granite 

8.308 

2.88 

0.025 

0.11 

0.01 

0.00 

0.00 

0.01 

0.69 

0.37 

0.37 

0.046 

0.30 

0.55 


Jawiya 

0818000402306300 

18.110 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.025 

2.79 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jeetpura 

0818000402307200 

5.389 

Fresh 

Non-command 

Non-command 

Jalore Granite 

5.389 

3.39 

0.025 

0.10 

0.01 

0.00 

0.00 

0.02 

0.53 

0.29 

0.36 

0.030 

0.45 

0.82 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Ghaseri 

0818000402302200 

0.11 

0.03 

192.86 

0.04 

0.00 

0.04 

0.01 

0.14 

0.00 

- 

- 

- 

0.004 

0.005 

0.008 

0.049 

0.002 

0.047 

0.050 

105.67 

Over Exploited 



0.15 

0.01 

1,533.72 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.009 

0.035 

402.32 

Over Exploited 

Jaitoo 

0818000502310800 

0.15 

1.56 

- 

1.56 

0.03 

1.60 

0.05 

0.49 

- 

0.0900 

- 

- 

0.007 

0.097 

0.097 

1.695 

0.170 

1.526 

2.569 

168.38 

Over Exploited 

Kaleti 

0818000502310600 

0.15 

0.36 

- 

0.36 

0.02 

0.38 

0.03 

0.30 

- 

0.0500 

- 

- 

0.007 

0.057 

0.057 

0.437 

0.044 

0.393 

1.413 

359.46 

Over Exploited 



0.20 

0.07 

- 

0.07 

0.01 

0.08 

0.01 

0.12 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.111 

0.011 

0.100 

0.686 

688.20 

Over Exploited 

Kawtara 

0818000502310900 

0.15 

1.77 

- 

1.77 

0.04 

1.81 

0.05 

0.46 

- 

0.0800 

- 

- 

0.008 

0.088 

0.088 

1.896 

0.190 

1.706 

2.189 

128.29 

Over Exploited 

Khanpur 

0818000402300700 

0.11 

0.31 

81.51 

0.37 

0.01 

0.38 

0.03 

0.32 

- 

0.0100 

- 

- 

0.014 

0.025 

0.025 

0.409 

0.020 

0.388 

0.441 

113.68 

Over Exploited 



0.16 

0.00 

9,153.44 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.062 

3,110.22 

Over Exploited 

Komta 

0818000102274700 

0.10 

0.23 

- 

0.23 

0.02 

0.25 

0.02 

0.21 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.317 

0.032 

0.285 

1.844 

647.26 

Over Exploited 



0.15 

0.12 

- 

0.12 

0.01 

0.13 

0.01 

0.13 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.172 

0.017 

0.155 

1.181 

762.71 

Over Exploited 

Kora 

0818000402297700 

0.15 

0.01 

398.07 

0.01 

- 

0.01 

0.00 

0.04 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.022 

0.154 

703.22 

Over Exploited 



0.20 

0.25 

30.30 

0.30 

0.01 

0.31 

0.02 

0.16 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.343 

0.017 

0.325 

0.881 

270.62 

Over Exploited 

Kot Kasta 

0818000402301000 

0.11 

0.05 

165.23 

0.05 

0.00 

0.06 

0.01 

0.14 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.058 

0.003 

0.056 

0.074 

133.15 

Over Exploited 



0.15 

0.23 

190.10 

0.27 

0.00 

0.27 

0.03 

0.27 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.285 

0.014 

0.271 

0.195 

72.05 

Semi Critical 



0.20 

0.01 

2,154.79 

0.01 

0.00 

0.01 

0.00 

0.04 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.011 

0.001 

0.010 

0.045 

437.41 

Over Exploited 

Kushlapura 

0818000402299200 

0.15 

0.11 

300.66 

0.13 

0.00 

0.13 

0.02 

0.19 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.146 

0.007 

0.139 

0.363 

261.52 

Over Exploited 



0.20 

0.42 

187.35 

0.51 

0.01 

0.52 

0.03 

0.32 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.552 

0.028 

0.525 

0.807 

153.82 

Over Exploited 

Ledarmer 

0818000402300900 

0.11 

0.00 

12,012.96 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.09 

(13.48) 

0.08 

0.00 

0.08 

0.02 

0.16 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.086 

0.004 

0.082 

0.113 

137.40 

Over Exploited 



0.20 

0.45 

(44.95) 

0.36 

0.00 

0.36 

0.03 

0.32 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.371 

0.019 

0.353 

0.303 

85.90 

Semi Critical 

Loonawas 

0818000502310700 

0.15 

0.27 

- 

0.27 

0.01 

0.28 

0.03 

0.30 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.309 

0.031 

0.279 

0.839 

301.16 

Over Exploited 

Loor 

0818000402301100 

0.14 

0.00 

5,759.48 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.042 

3,339.15 

Over Exploited 

Mandakwana 

0818000102275000 

0.15 

0.00 

2,047.88 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Meerpura 

0818000502311000 

0.15 

0.37 

(9.19) 

0.33 

0.01 

0.34 

0.05 

0.49 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.361 

0.018 

0.343 

0.135 

39.27 

Safe 

Mindawas 

0818000502311400 

0.15 

0.01 

- 

0.01 

0.00 

0.01 

0.01 

0.06 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.011 

0.001 

0.010 

0.093 

968.96 

Over Exploited 

Munthla Kaba 

0818000402302400 

0.11 

0.35 

62.52 

0.42 

0.01 

0.43 

0.03 

0.33 

0.04 

0.0200 

- 

- 

0.002 

0.022 

0.063 

0.494 

0.025 

0.470 

0.563 

119.95 

Over Exploited 



0.11 

0.00 

86,640.48 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

0.0300 

- 

- 

- 

0.030 

0.030 

0.040 

0.002 

0.038 

0.740 

1,939.10 

Over Exploited 

Narsana 

0818000502311600 

0.15 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.001 

0.007 

0.131 

1,987.40 

Over Exploited 

Narta 

0818000402299300 

0.15 

0.17 

207.19 

0.21 

0.01 

0.22 

0.03 

0.28 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.241 

0.012 

0.229 

0.616 

269.76 

Over Exploited 



0.20 

0.16 

335.99 

0.19 

0.01 

0.20 

0.02 

0.23 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.224 

0.011 

0.213 

0.651 

305.31 

Over Exploited 

Nasoli 

0818000402299000 

0.15 

0.00 

2,069.67 

0.01 

- 

0.01 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.038 

737.61 

Over Exploited 



0.20 

0.80 

128.15 

0.96 

0.01 

0.97 

0.04 

0.39 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.986 

0.049 

0.937 

0.457 

48.82 

Safe 

Navapura Chaupawatan 

0818000402297800 

0.15 

0.06 

219.29 

0.07 

0.01 

0.08 

0.02 

0.21 

- 

0.0400 

- 

- 

0.002 

0.042 

0.042 

0.127 

0.006 

0.121 

1.018 

842.78 

Over Exploited 



0.20 

0.12 

154.62 

0.15 

0.02 

0.17 

0.03 

0.26 

- 

0.0600 

- 

- 

0.001 

0.061 

0.061 

0.231 

0.012 

0.219 

1.646 

750.44 

Over Exploited 

Pawli 

0818000402300300 

0.11 

0.00 

5,542.34 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.018 

7,928.35 

Over Exploited 

Punrau 

0818000102274600 

0.15 

0.09 

302.61 

0.11 

0.00 

0.11 

0.02 

0.15 

0.01 

0.0100 

- 

- 

0.002 

0.012 

0.022 

0.136 

0.007 

0.129 

0.213 

164.82 

Over Exploited 

Rah 

0818000502311500 

0.15 

0.06 

- 

0.06 

0.01 

0.07 

0.01 

0.11 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.093 

0.009 

0.084 

0.610 

730.46 

Over Exploited 

Sarthala 

0818000402298100 

0.20 

0.03 

700.30 

0.04 

- 

0.04 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.038 

0.002 

0.036 

0.078 

214.37 

Over Exploited 

Sindhara 

0818000402304600 

0.11 

0.52 

28.34 

0.63 

0.00 

0.63 

0.05 

0.43 

0.06 

0.0100 

- 

- 

0.001 

0.011 

0.073 

0.704 

0.035 

0.669 

0.427 

63.77 

Safe 



0.11 

0.00 

16,958.08 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

0.0200 

- 

- 

- 

0.020 

0.020 

0.031 

0.002 

0.029 

0.404 

1,392.11 

Over Exploited 

Tawab 

0818000402302100 

0.14 

0.01 

2,679.70 

0.01 

- 

0.01 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.022 

0.001 

0.021 

0.373 

1,782.87 

Over Exploited 

Thoor 

0818000402302500 

0.11 

0.00 

6,507.63 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.018 

29,515.24 

Over Exploited 



0.11 

0.00 

4,881.12 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.044 

12,377.23 

Over Exploited 

Tilora 

0818000102274400 

0.15 

0.00 

63,189.15 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ajbar 

0818000402303800 

0.11 

0.00 

1,107.54 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.011 

880.32 

Over Exploited 

Akoona 

0819000202353900 

0.15 

0.14 

112.82 

0.17 

0.02 

0.18 

0.02 

0.18 

0.02 

0.0200 

- 

- 

0.009 

0.029 

0.046 

0.230 

0.011 

0.218 

0.185 

84.60 

Semi Critical 

Ambatri 

0818000402304500 

0.11 

0.32 

(68.00) 

0.25 

0.37 

0.62 

0.04 

0.38 

0.04 

0.0200 

- 

- 

0.550 

0.570 

0.608 

1.227 

0.061 

1.166 

0.199 

17.04 

Safe 

Amlari 

0819000202357100 

0.15 

0.70 

12.30 

0.79 

0.09 

0.87 

0.04 

0.39 

0.08 

0.1100 

- 

- 

0.068 

0.178 

0.258 

1.129 

0.056 

1.072 

1.042 

97.20 

Critical 

Anapur 

0819000502376500 

0.08 

0.27 

40.96 

0.33 

0.01 

0.34 

0.06 

0.49 

0.03 

0.0500 

- 

- 

- 

0.050 

0.085 

0.423 

0.021 

0.402 

0.435 

108.29 

Over Exploited 

Bag 

0819000202357200 

0.15 

0.13 

36.94 

0.16 

0.01 

0.17 

0.03 

0.31 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.197 

0.010 

0.187 

0.210 

111.99 

Over Exploited 

Bara Bhawji 

0818000402307300 

0.11 

0.29 

12.73 

0.33 

0.01 

0.34 

0.06 

0.50 

0.04 

0.0200 

- 

- 

0.007 

0.027 

0.064 

0.408 

0.020 

0.388 

0.176 

45.47 

Safe 

Betarna 

0818000402304100 

0.11 

0.00 

15,996.05 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bikanwas 

0818000402306700 

0.11 

0.10 

14.26 

0.12 

0.00 

0.12 

0.06 

0.50 

0.01 

0.0100 

- 

- 

0.002 

0.012 

0.026 

0.146 

0.007 

0.139 

0.113 

81.24 

Semi Critical 

Boogaon 

0818000402303900 

0.11 

0.00 

12,849.53 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Chandoor 

0818000402304200 

0.11 

0.51 

34.28 

0.61 

0.03 

0.65 

0.04 

0.38 

0.06 

0.0500 

- 

- 

0.018 

0.069 

0.130 

0.777 

0.039 

0.738 

0.508 

68.84 

Safe 

Chekla 

0818000402305500 

0.11 

0.09 

73.02 

0.11 

0.05 

0.16 

0.03 

0.22 

0.01 

0.0200 

- 

- 

0.061 

0.081 

0.092 

0.249 

0.012 

0.236 

0.208 

87.97 

Semi Critical 

Dantrai 

0819000502376800 

0.08 

0.00 

7,480.75 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.031 

5,183.71 

Over Exploited 

Dorda 

0818000402304700 

0.11 

0.47 

110.22 

0.57 

0.03 

0.60 

0.02 

0.20 

0.06 

0.0700 

- 

- 

0.018 

0.088 

0.147 

0.748 

0.037 

0.711 

0.750 

105.54 

Over Exploited 

Gajapura 1/3 

0818000402306900 

0.11 

0.16 

11.96 

0.18 

0.00 

0.18 

0.06 

0.50 

0.02 

0.0100 

- 

- 

0.000 

0.010 

0.031 

0.207 

0.010 

0.197 

0.094 

47.73 

Safe 

Gajapura 2/3 

0818000402306800 

0.11 

0.29 

7.81 

0.32 

0.01 

0.33 

0.06 

0.50 

0.04 

0.0100 

- 

- 

0.017 

0.027 

0.065 

0.393 

0.020 

0.374 

0.152 

40.56 

Safe 

Golana 

0818000402306500 

0.11 

0.78 

(6.08) 

0.73 

0.04 

0.77 

0.06 

0.49 

0.10 

0.0900 

- 

- 

0.012 

0.102 

0.201 

0.968 

0.048 

0.919 

0.925 

100.56 

Over Exploited 

Haliwara 

0819000202354100 

0.15 

0.17 

41.10 

0.21 

0.01 

0.22 

0.03 

0.24 

0.02 

0.0400 

- 

- 

0.003 

0.043 

0.065 

0.285 

0.014 

0.270 

0.370 

137.02 

Over Exploited 

Harni Amarpura(harni) 

0819000502376600 

0.08 

0.02 

995.72 

0.02 

0.01 

0.03 

0.01 

0.07 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.049 

0.002 

0.046 

0.176 

379.16 

Over Exploited 

Himmatpura 

0819000502376300 

0.08 

0.15 

25.25 

0.18 

0.01 

0.19 

0.03 

0.28 

0.02 

0.0200 

- 

- 

- 

0.020 

0.039 

0.230 

0.012 

0.219 

0.175 

80.01 

Semi Critical 



0.24 

0.04 

418,771.67 

0.05 

- 

0.05 

0.01 

0.10 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.069 

0.003 

0.066 

0.085 

128.58 

Over Exploited 

Jaswant Pura 

0818000402307400 

0.11 

0.28 

35.21 

0.33 

0.02 

0.35 

0.04 

0.34 

0.04 

0.0400 

- 

- 

0.021 

0.061 

0.096 

0.451 

0.023 

0.429 

0.414 

96.66 

Critical 

Jawiya 

0818000402306300 

0.11 

0.00 

57,804.17 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jeetpura 

0818000402307200 

0.11 

0.26 

8.70 

0.29 

0.03 

0.32 

0.06 

0.50 

0.03 

0.0400 

- 

- 

0.029 

0.069 

0.103 

0.419 

0.021 

0.398 

0.385 

96.71 

Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Kalapura 

081800040230660C 

11.138 

Fresh 

Non-command 

Non-command 

Jalore Granite 

11.089 

3.09 

0.025 

0.10 

0.01 

0.00 

0.00 

0.01 

0.94 

0.51 

0.34 

0.062 

0.44 

0.81 


Keebla 

0818000402306400 

11.124 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.252 

2.56 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.01 

0.02 


Mermandwara 

0819000202356500 

37.873 

Fresh 

Non-command 

Non-command 

Jalore Granite 

16.387 

3.69 

0.020 

0.21 

0.03 

0.00 

0.00 

0.00 

1.39 

0.78 

0.80 

0.035 

0.20 

0.35 


Nembora 

0819000202353800 

6.655 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.069 

3.70 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.01 


Nimbaj 

0819000502376400 

14.573 

Fresh 

Non-command 

Non-command 

Jalore Granite 

2.689 

3.80 

0.020 

0.12 

0.02 

0.00 

0.00 

0.00 

0.30 

0.18 

0.50 

0.009 

0.09 

0.15 


Noon 

0819000202353700 

14.434 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.013 

3.87 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Padar 

0818000402307000 

3.629 

Fresh 

Non-command 

Non-command 

Jalore Granite 

3.629 

3.82 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.38 

0.21 

0.08 

0.020 

0.45 

0.82 


Pawti 

0818000402304300 

7.800 

Fresh 

Non-command 

Non-command 

Jalore Granite 

6.678 

3.05 

0.025 

0.09 

0.01 

0.00 

0.00 

0.00 

0.59 

0.32 

0.32 

0.037 

0.39 

0.70 


Phaidani 

0818000402304400 

18.397 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.715 

3.16 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.01 

0.004 

0.02 

0.03 


Poseetara 

0819000202356400 

7.160 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.715 

3.26 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.05 

0.002 

0.05 

0.08 


Punawa 

0819000202356900 

3.352 

Fresh 

Non-command 

Non-command 

Jalore Granite 

3.352 

4.22 

0.020 

0.15 

0.02 

0.00 

0.00 

0.01 

0.41 

0.23 

0.61 

0.007 

0.46 

0.82 


Rampura 

0819000202357000 

7.076 

Fresh 

Non-command 

Non-command 

Jalore Granite 

7.076 

4.04 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.59 

0.33 

0.06 

0.015 

0.45 

0.82 


Roda Khera 

0819000202356800 

9.586 

Fresh 

Non-command 

Non-command 

Jalore Granite 

9.569 

4.02 

0.020 

0.07 

0.01 

0.00 

0.00 

0.02 

0.81 

0.44 

0.23 

0.020 

0.45 

0.82 


Sanpur 

0819000202357300 

18.672 

Fresh 

Non-command 

Non-command 

Jalore Granite 

2.416 

3.37 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.19 

0.13 

0.17 

0.005 

0.07 

0.11 







Non-command 

Phyllite & Schist 

0.016 

3.37 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sildar 

0819000202356700 

6.242 

Fresh 

Non-command 

Non-command 

Jalore Granite 

6.242 

3.86 

0.020 

0.17 

0.03 

0.00 

0.00 

0.00 

0.62 

0.34 

0.67 

0.013 

0.45 

0.82 


Sindhara 

0818000402304600 

15.052 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.689 

3.31 

0.025 

0.01 

0.00 

0.00 

0.00 

0.02 

0.05 

0.03 

0.02 

0.004 

0.02 

0.04 


Sirodki 

0819000202356600 

6.969 

Fresh 

Non-command 

Non-command 

Jalore Granite 

6.969 

3.84 

0.020 

0.18 

0.03 

0.00 

0.00 

0.00 

0.68 

0.37 

0.72 

0.015 

0.45 

0.82 


Uchmat 

0818000402307100 

9.536 

Fresh 

Non-command 

Non-command 

Jalore Granite 

3.417 

3.67 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.34 

0.19 

0.14 

0.019 

0.16 

0.29 


Wadwaj 

0819000502376100 

31.697 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.000 

3.60 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

0.382 

3.60 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.08 

0.01 

0.001 

0.01 

0.01 

11001003 

Akoona 

0819000202353900 

17.427 

Fresh 

Non-command 

Non-command 

Jalore Granite 

10.379 

4.06 

0.020 

0.09 

0.01 

0.00 

0.00 

0.01 

0.91 

0.53 

0.31 

0.022 

0.27 

0.47 


Baida (v) 

0819000202354800 

30.827 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.712 

4.58 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.34 

0.30 

0.05 

0.010 

0.09 

0.10 


Chandoor 

0818000402304200 

18.816 

Fresh 

Non-command 

Non-command 

Jalore Granite 

2.888 

3.12 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.25 

0.15 

0.08 

0.016 

0.07 

0.12 


Dorda 

0818000402304700 

60.412 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.147 

2.69 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.03 

0.006 

0.01 

0.02 


Haliwara 

0819000202354100 

11.290 

Fresh 

Non-command 

Non-command 

Jalore Granite 

5.903 

3.41 

0.020 

0.10 

0.01 

0.00 

0.00 

0.01 

0.48 

0.26 

0.39 

0.013 

0.23 

0.43 


Jaila 

0819000202354500 

4.676 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.734 

3.70 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.08 

0.002 

0.08 

0.12 


Kakendra 

0819000202356300 

18.133 

Fresh 

Non-command 

Non-command 

Jalore Granite 

13.600 

3.28 

0.020 

0.15 

0.02 

0.00 

0.00 

0.10 

0.92 

0.63 

0.58 

0.029 

0.40 

0.58 







Non-command 

Phyllite & Schist 

4.531 

3.28 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.27 

0.19 

0.22 

0.010 

0.13 

0.19 


Kalapura 

0818000402306600 

11.138 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.049 

3.09 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kooma 

0819000202354700 

11.579 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.205 

4.52 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.29 

0.23 

0.04 

0.009 

0.20 

0.25 


Kotra 

0819000202354300 

3.407 

Fresh 

Non-command 

Non-command 

Jalore Granite 

3.407 

3.43 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.26 

0.15 

0.11 

0.007 

0.46 

0.80 


Madiya 

0819000202354000 

15.581 

Fresh 

Non-command 

Non-command 

Jalore Granite 

15.581 

3.58 

0.020 

0.37 

0.05 

0.00 

0.00 

0.03 

1.41 

0.79 

1.42 

0.033 

0.46 

0.81 


Mermandwara 

0819000202356500 

37.873 

Fresh 

Non-command 

Non-command 

Jalore Granite 

19.163 

3.69 

0.020 

0.24 

0.03 

0.00 

0.00 

0.00 

1.63 

0.92 

0.92 

0.041 

0.23 

0.41 


Nembora 

0819000202353800 

6.655 

Fresh 

Non-command 

Non-command 

Jalore Granite 

6.398 

3.70 

0.020 

0.04 

0.01 

0.00 

0.00 

0.05 

0.45 

0.26 

0.16 

0.014 

0.45 

0.76 


Noon 

0819000202353700 

14.434 

Fresh 

Non-command 

Non-command 

Jalore Granite 

3.383 

3.87 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.30 

0.18 

0.20 

0.007 

0.11 

0.18 


Padroo Khera 

0819000202356100 

7.767 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.939 

3.55 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.25 

0.20 

0.18 

0.008 

0.33 

0.41 


Pawti 

0818000402304300 

7.800 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.122 

3.05 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.05 

0.05 

0.006 

0.06 

0.12 


Phaidani 

0818000402304400 

18.397 

Fresh 

Non-command 

Non-command 

Jalore Granite 

17.682 

3.16 

0.025 

0.07 

0.01 

0.00 

0.00 

0.02 

1.44 

0.81 

0.17 

0.099 

0.44 

0.78 


Phalwadi 

0819000202354600 

26.368 

Fresh 

Non-command 

Non-command 

Jalore Granite 

13.322 

3.70 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

1.03 

0.70 

0.16 

0.028 

0.25 

0.38 







Non-command 

Phyllite & Schist 

0.508 

3.70 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.01 

0.01 


Poseetara 

0819000202356400 

7.160 

Fresh 

Non-command 

Non-command 

Jalore Granite 

6.367 

3.26 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.50 

0.30 

0.34 

0.014 

0.43 

0.71 


Sanpur 

0819000202357300 

18.672 

Fresh 

Non-command 

Non-command 

Jalore Granite 

2.955 

3.37 

0.020 

0.05 

0.01 

0.00 

0.00 

0.01 

0.23 

0.16 

0.20 

0.006 

0.09 

0.13 







Non-command 

Phyllite & Schist 

4.767 

3.37 

0.015 

0.10 

0.01 

0.00 

0.00 

0.00 

0.33 

0.23 

0.40 

0.010 

0.15 

0.21 


Savrata 

0819000202354400 

3.497 

Fresh 

Non-command 

Non-command 

Jalore Granite 

3.128 

3.45 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.25 

0.15 

0.20 

0.007 

0.42 

0.71 


Siya Kara 

0819000202356200 

7.925 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.067 

3.30 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Phyllite & Schist 

7.735 

3.30 

0.015 

0.15 

0.02 

0.00 

0.00 

0.01 

0.50 

0.38 

0.59 

0.016 

0.58 

0.77 


Tua 

0819000202354200 

6.162 

Fresh 

Non-command 

Non-command 

Jalore Granite 

5.023 

3.55 

0.020 

0.11 

0.02 

0.00 

0.00 

0.00 

0.45 

0.25 

0.44 

0.011 

0.37 

0.66 

Sub Basin: Bandi (Hemawas) | 

11002004 

Akeli 

0820000502431000 

8.357 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.951 

1.64 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.02 

0.004 

0.04 

0.05 


Akhawas 

0820000602440800 

8.810 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.619 

3.32 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.29 

0.08 

0.004 

0.04 

0.02 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

7.191 

3.32 

0.025 

0.07 

0.01 

0.00 

0.00 

0.00 

0.66 

1.21 

0.27 

0.018 

0.20 

0.11 


Baldo Ki Dhani 

0820000502434100 

7.545 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.453 

2.25 

0.025 

0.00 

0.00 

0.00 

0.00 

0.01 

0.07 

0.06 

0.01 

0.006 

0.07 

0.08 







Non-command 

Erinpura Granite 

4.713 

2.25 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.19 

0.02 

0.019 

0.22 

0.25 


Bali 

0820000602443300 

7.368 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.368 

2.12 

0.025 

0.03 

0.00 

0.00 

0.00 

0.01 

0.41 

0.45 

0.09 

0.018 

0.28 

0.26 


Baniyawas 

0820000502431500 

13.280 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.863 

5.27 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.04 

0.003 

0.02 

0.03 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

11.720 

5.27 

0.025 

0.08 

0.01 

0.00 

0.00 

0.00 

1.61 

1.05 

0.25 

0.047 

0.25 

0.39 


Baraton Ka Oda 

0820000602445900 

1.988 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

1.913 

2.60 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.09 

0.005 

0.42 

0.46 


Bari 

0820000602446500 

8.916 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.994 

2.83 

0.100 

0.11 

0.01 

0.00 

0.00 

0.01 

2.07 

2.07 

0.40 

0.017 

0.25 

0.25 







Non-command 

Phyllite & Schist 

1.921 

2.83 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.15 

0.08 

0.005 

0.07 

0.07 


Basni Bhadawatan 

0820000302416200 

7.208 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.121 

1.40 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.003 

0.05 

0.06 


Basni Jodhraj 

0820000302416100 

8.705 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.106 

5.13 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Beethoo 

0820000402426500 

29.589 

Saline 

Non-command 

Non-command 

Younger Alluvium 

12.291 

1.24 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.23 

0.98 

0.01 

0.031 

0.13 

0.17 







Non-command 

Erinpura Granite 

0.000 

1.24 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhaisana 

0820000302416900 

18.482 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

12.854 

1.03 

0.020 

0.08 

0.00 

0.00 

0.00 

0.01 

0.34 

0.27 

0.27 

0.035 

0.22 

0.28 


Bhakri 

0815000602001800 

10.601 

Saline 

Non-command 

Non-command 

Younger Alluvium 

3.006 

0.87 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.34 

0.26 

0.05 

0.010 

0.09 

0.12 


Bhambolai 

0820000502430400 

13.001 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.001 

0.53 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhaton Ki Dhani 

0820000502434000 

8.520 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

8.009 

1.28 

0.025 

0.02 

0.00 

0.00 

0.00 

0.02 

0.26 

0.22 

0.03 

0.032 

0.33 

0.38 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Kalapura 

0818000402306600 

0.11 

0.54 

(5.42) 

0.51 

0.02 

0.53 

0.06 

0.50 

0.07 

0.0400 

- 

- 

0.009 

0.049 

0.118 

0.647 

0.032 

0.615 

0.398 

64.75 

Safe 

Keebla 

0818000402306400 

0.11 

0.00 

3,023.22 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.009 

2,647.91 

Over Exploited 

Mermandwara 

0819000202356500 

0.15 

0.49 

########## 

0.59 

0.03 

0.62 

0.02 

0.22 

0.06 

0.0900 

- 

- 

- 

0.090 

0.150 

0.766 

0.038 

0.728 

0.831 

114.19 

Over Exploited 

Nembora 

0819000202353800 

0.15 

0.00 

5,998.04 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nimbaj 

0819000502376400 

0.08 

0.02 

########## 

0.02 

0.02 

0.04 

0.01 

0.10 

0.00 

0.0500 

- 

- 

- 

0.050 

0.052 

0.093 

0.005 

0.088 

0.508 

577.50 

Over Exploited 

Noon 

0819000202353700 

0.15 

0.00 

69,913.05 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Padar 

0818000402307000 

0.11 

0.18 

15.01 

0.21 

0.00 

0.21 

0.06 

0.50 

0.02 

0.0100 

- 

- 

0.002 

0.012 

0.034 

0.241 

0.012 

0.229 

0.104 

45.64 

Safe 

Pawti 

0818000402304300 

0.11 

0.28 

14.63 

0.32 

0.01 

0.34 

0.05 

0.43 

0.04 

0.0400 

- 

- 

0.004 

0.044 

0.080 

0.417 

0.021 

0.396 

0.356 

90.02 

Critical 

Phaidani 

0818000402304400 

0.11 

0.00 

2,181.06 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.012 

688.01 

Over Exploited 

Poseetara 

0819000202356400 

0.15 

0.01 

556.36 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.017 

0.001 

0.016 

0.049 

303.80 

Over Exploited 

Punawa 

0819000202356900 

0.15 

0.23 

(0.74) 

0.23 

0.03 

0.25 

0.06 

0.51 

0.03 

0.0700 

- 

- 

0.009 

0.079 

0.107 

0.361 

0.018 

0.343 

0.615 

179.31 

Over Exploited 

Rampura 

0819000202357000 

0.15 

0.48 

(31.95) 

0.38 

0.00 

0.38 

0.06 

0.51 

0.06 

0.0100 

- 

- 

0.003 

0.013 

0.073 

0.458 

0.023 

0.435 

0.077 

17.72 

Safe 

Roda Khera 

0819000202356800 

0.15 

0.65 

(31.24) 

0.52 

0.03 

0.55 

0.06 

0.51 

0.08 

0.0300 

- 

- 

0.036 

0.066 

0.148 

0.698 

0.035 

0.663 

0.254 

38.34 

Safe 

Sanpur 

0819000202357300 

0.15 

0.03 

392.41 

0.03 

0.01 

0.05 

0.01 

0.08 

- 

0.0200 

- 

- 

0.007 

0.027 

0.027 

0.073 

0.004 

0.070 

0.177 

254.20 

Over Exploited 



0.15 

0.00 

49,464.23 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sildar 

0819000202356700 

0.15 

0.42 

(19.42) 

0.34 

0.03 

0.37 

0.06 

0.50 

0.05 

0.0800 

- 

- 

0.006 

0.086 

0.140 

0.511 

0.026 

0.485 

0.684 

140.98 

Over Exploited 

Sindhara 

0818000402304600 

0.11 

0.00 

1,711.48 

0.00 

0.02 

0.02 

0.00 

0.02 

0.00 

- 

- 

- 

0.026 

0.027 

0.027 

0.046 

0.002 

0.044 

0.021 

47.42 

Safe 

Sirodki 

0819000202356600 

0.15 

0.47 

(20.00) 

0.37 

0.03 

0.40 

0.06 

0.50 

0.06 

0.0800 

- 

- 

0.002 

0.082 

0.142 

0.546 

0.027 

0.519 

0.733 

141.18 

Over Exploited 

Uchmat 

0818000402307100 

0.11 

0.06 

209.84 

0.07 

0.01 

0.08 

0.02 

0.18 

0.01 

0.0200 

- 

- 

0.002 

0.022 

0.030 

0.114 

0.006 

0.108 

0.162 

149.68 

Over Exploited 

Wadwaj 

0819000502376100 

0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.24 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.015 

8,474.44 

Over Exploited 

Akoona 

0819000202353900 

0.15 

0.43 

23.55 

0.51 

0.02 

0.53 

0.03 

0.31 

0.05 

0.0400 

- 

- 

0.015 

0.055 

0.107 

0.638 

0.032 

0.606 

0.334 

55.16 

Safe 

Baida (v) 

0819000202354800 

0.15 

0.06 

375.65 

0.08 

0.01 

0.08 

0.01 

0.10 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.101 

0.005 

0.096 

0.064 

66.68 

Safe 

Chandoor 

0818000402304200 

0.11 

0.02 

563.62 

0.03 

0.00 

0.03 

0.01 

0.08 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.014 

0.041 

0.002 

0.039 

0.100 

256.60 

Over Exploited 

Dorda 

0818000402304700 

0.11 

0.00 

4,389.20 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.031 

2,295.97 

Over Exploited 

Haliwara 

0819000202354100 

0.15 

0.21 

27.22 

0.25 

0.02 

0.27 

0.03 

0.26 

0.03 

0.0400 

- 

- 

0.016 

0.056 

0.082 

0.352 

0.018 

0.334 

0.403 

120.53 

Over Exploited 

Jaila 

0819000202354500 

0.15 

0.01 

451.78 

0.01 

0.00 

0.01 

0.01 

0.08 

0.00 

0.0100 

- 

- 

0.002 

0.012 

0.013 

0.024 

0.001 

0.022 

0.080 

355.71 

Over Exploited 

Kakendra 

0819000202356300 

0.15 

0.81 

(22.61) 

0.65 

0.12 

0.77 

0.04 

0.44 

- 

0.0600 

- 

- 

0.151 

0.211 

0.211 

0.978 

0.049 

0.929 

0.606 

65.22 

Safe 



0.15 

0.09 

106.49 

0.11 

0.01 

0.12 

0.01 

0.15 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.138 

0.007 

0.131 

0.226 

172.50 

Over Exploited 

Kalapura 

0818000402306600 

0.11 

0.00 

20,017.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kooma 

0819000202354700 

0.15 

0.13 

86.57 

0.15 

0.00 

0.15 

0.02 

0.22 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.152 

0.008 

0.145 

0.045 

31.05 

Safe 

Kotra 

0819000202354300 

0.15 

0.24 

(36.12) 

0.19 

0.00 

0.19 

0.06 

0.52 

0.03 

0.0100 

- 

- 

0.004 

0.014 

0.042 

0.235 

0.012 

0.223 

0.116 

52.08 

Safe 

Madiya 

0819000202354000 

0.15 

1.07 

(25.61) 

0.85 

0.08 

0.93 

0.06 

0.51 

0.13 

0.1600 

- 

- 

0.045 

0.205 

0.338 

1.270 

0.063 

1.206 

1.453 

120.46 

Over Exploited 

Mermandwara 

0819000202356500 

0.15 

0.66 

993,840.75 

0.80 

0.03 

0.83 

0.03 

0.26 

0.08 

0.1000 

- 

- 

- 

0.100 

0.182 

1.010 

0.050 

0.959 

0.961 

100.13 

Over Exploited 

Nembora 

0819000202353800 

0.15 

0.43 

(38.45) 

0.34 

0.06 

0.41 

0.05 

0.50 

0.05 

0.0200 

- 

- 

0.081 

0.101 

0.152 

0.559 

0.028 

0.531 

0.170 

31.91 

Safe 

Noon 

0819000202353700 

0.15 

0.06 

229.89 

0.07 

0.01 

0.08 

0.01 

0.12 

0.01 

0.0200 

- 

- 

- 

0.020 

0.026 

0.104 

0.005 

0.099 

0.210 

213.25 

Over Exploited 

Padroo Khera 

0819000202356100 

0.15 

0.20 

3.66 

0.20 

0.01 

0.21 

0.03 

0.36 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.236 

0.012 

0.224 

0.188 

84.05 

Semi Critical 

Pawti 

0818000402304300 

0.11 

0.01 

561.45 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.021 

0.001 

0.020 

0.056 

287.43 

Over Exploited 

Phaidani 

0818000402304400 

0.11 

0.85 

(4.95) 

0.81 

0.03 

0.83 

0.05 

0.49 

0.11 

0.0200 

- 

- 

0.024 

0.044 

0.150 

0.981 

0.049 

0.932 

0.267 

28.64 

Safe 

Phalwadi 

0819000202354600 

0.15 

0.51 

36.52 

0.61 

0.01 

0.62 

0.03 

0.28 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.641 

0.032 

0.609 

0.184 

30.27 

Safe 



0.15 

0.00 

2,485.24 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

128.04 

Over Exploited 

Poseetara 

0819000202356400 

0.15 

0.41 

(27.46) 

0.33 

0.01 

0.34 

0.05 

0.48 

0.05 

0.0400 

- 

- 

- 

0.040 

0.087 

0.426 

0.021 

0.404 

0.357 

88.15 

Semi Critical 

Sanpur 

0819000202357300 

0.15 

0.04 

296.99 

0.05 

0.02 

0.07 

0.01 

0.10 

- 

0.0200 

- 

- 

0.018 

0.038 

0.038 

0.108 

0.005 

0.103 

0.209 

203.74 

Over Exploited 



0.15 

0.11 

119.38 

0.13 

0.01 

0.14 

0.01 

0.16 

- 

0.0400 

- 

- 

0.006 

0.046 

0.046 

0.187 

0.009 

0.177 

0.406 

229.04 

Over Exploited 

Savrata 

0819000202354400 

0.15 

0.20 

(23.86) 

0.16 

0.01 

0.17 

0.05 

0.47 

0.02 

0.0200 

- 

- 

0.003 

0.023 

0.046 

0.217 

0.011 

0.206 

0.210 

101.88 

Over Exploited 

Siya Kara 

0819000202356200 

0.15 

0.00 

6,398.18 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.67 

(44.21) 

0.54 

0.03 

0.57 

0.05 

0.63 

- 

0.0700 

- 

- 

0.017 

0.087 

0.087 

0.657 

0.033 

0.624 

0.610 

97.84 

Critical 

Tua 

0819000202354200 

0.15 

0.28 

293,045.61 

0.25 

0.02 

0.27 

0.05 

0.41 

0.03 

0.0500 

- 

- 

- 

0.050 

0.085 

0.351 

0.018 

0.334 

0.448 

134.17 

Over Exploited 


Sub Basin: Bandi (Hemawas) 

Akeli 

0820000502431000 

0.12 

0.00 

808.69 

0.01 

- 

0.01 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.022 

387.65 

Over Exploited 

Akhawas 

0820000602440800 

0.10 

0.01 

3,826.13 

0.01 

- 

0.01 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.019 

0.001 

0.018 

0.084 

472.14 

Over Exploited 



0.08 

0.11 

958.53 

0.14 

0.01 

0.15 

0.01 

0.21 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.178 

0.009 

0.169 

0.287 

169.89 

Over Exploited 

Baldo Ki Dhani 

0820000502434100 

0.09 

0.01 

629.66 

0.01 

0.01 

0.02 

0.01 

0.07 

- 

- 

- 

- 

0.012 

0.012 

0.012 

0.030 

0.002 

0.029 

0.014 

48.01 

Safe 



0.08 

0.08 

132.79 

0.10 

0.00 

0.10 

0.02 

0.23 

- 

- 

- 

- 

0.002 

0.003 

0.003 

0.102 

0.005 

0.097 

0.043 

44.30 

Safe 

Bali 

0820000602443300 

0.10 

0.21 

118.12 

0.25 

0.01 

0.26 

0.02 

0.30 

- 

- 

- 

- 

0.011 

0.011 

0.011 

0.266 

0.013 

0.253 

0.109 

43.18 

Safe 

Baniyawas 

0820000502431500 

0.12 

0.00 

4,089.81 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.039 

1,798.33 

Over Exploited 



0.09 

0.27 

295.34 

0.32 

0.01 

0.33 

0.02 

0.27 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.359 

0.018 

0.341 

0.292 

85.46 

Semi Critical 

Baraton Ka Oda 

0820000602445900 

0.08 

0.06 

33,301.53 

0.08 

- 

0.08 

0.05 

0.47 

0.01 

- 

- 

- 

- 

- 

0.008 

0.084 

0.004 

0.079 

0.091 

114.32 

Over Exploited 

Bari 

0820000602446500 

0.12 

0.21 

891.90 

0.25 

0.02 

0.27 

0.02 

0.27 

- 

0.0200 

- 

- 

0.016 

0.037 

0.037 

0.308 

0.015 

0.293 

0.420 

143.43 

Over Exploited 



0.10 

0.01 

1,068.31 

0.02 

0.00 

0.02 

0.01 

0.07 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.023 

0.001 

0.022 

0.085 

391.57 

Over Exploited 

Basni Bhadawatan 

0820000302416200 

0.08 

0.00 

633.96 

0.01 

0.00 

0.01 

0.00 

0.05 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.007 

0.000 

0.007 

0.025 

376.16 

Over Exploited 

Basni Jodhraj 

0820000302416100 

0.08 

0.00 

26,260.81 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Beethoo 

0820000402426500 

0.15 

0.24 

300.02 

0.29 

0.00 

0.30 

0.01 

0.14 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.301 

0.015 

0.286 

0.043 

15.09 

Safe 



0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhaisana 

0820000302416900 

0.08 

0.23 

17.29 

0.27 

0.01 

0.28 

0.02 

0.25 

- 

0.0100 

- 

- 

0.013 

0.023 

0.023 

0.302 

0.015 

0.287 

0.305 

106.22 

Over Exploited 

Bhakri 

0815000602001800 

0.15 

0.04 

539.70 

0.05 

- 

0.05 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.059 

0.003 

0.056 

0.060 

108.53 

Over Exploited 

Bhambolai 

0820000502430400 

0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhaton Ki Dhani 

0820000502434000 

0.09 

0.24 

(5.70) 

0.22 

0.02 

0.24 

0.03 

0.36 

- 

- 

- 

- 

0.029 

0.029 

0.029 

0.273 

0.014 

0.259 

0.057 

21.93 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Younger Alluvium 

0.394 

1.28 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.00 

0.002 

0.02 

0.02 







Non-command 

Erinpura Granite 

0.117 

1.28 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Bhawan 

082000060244530C 

10.354 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.504 

2.59 

0.025 

0.08 

0.01 

0.00 

0.00 

0.00 

0.49 

0.45 

0.30 

0.016 

0.28 

0.30 


Bheenwli 

0820000602444300 

5.035 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.035 

1.72 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.94 

0.81 

0.31 

0.012 

0.36 

0.42 


Bhojawas 

0820000602446200 

4.580 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.580 

2.38 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

1.14 

1.06 

0.20 

0.011 

0.38 

0.41 


Bijliyawas 

0820000302416500 

9.466 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.466 

0.24 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.08 

0.11 

0.16 

0.026 

0.26 

0.19 


Bomadara 

0820000502431200 

5.991 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.714 

2.41 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.26 

0.23 

0.18 

0.015 

0.22 

0.25 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.144 

2.41 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.13 

0.06 

0.009 

0.13 

0.15 


Bori Mada 

0820000602445700 

8.896 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.431 

4.19 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.38 

0.34 

0.09 

0.008 

0.17 

0.19 







Non-command 

Erinpura Granite 

2.268 

4.19 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.18 

0.05 

0.006 

0.11 

0.12 


Bornari 

0820000602444200 

7.634 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.819 

1.29 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.21 

0.05 

0.004 

0.09 

0.11 







Non-command 

Phyllite & Schist 

3.043 

1.29 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.10 

0.07 

0.008 

0.15 

0.18 







Non-command 

Erinpura Granite 

2.772 

1.29 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.08 

0.007 

0.14 

0.16 


Bujarel 

0821000402533800 

1.821 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.914 

3.01 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.02 

0.004 

0.22 

0.24 


Chainpura Bhatan 

0815000602001900 

10.373 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.922 

0.71 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.13 

0.01 

0.007 

0.06 

0.08 


Chatelaoo 

0820000402426300 

18.083 

Saline 

Non-command 

Non-command 

Younger Alluvium 

18.083 

0.50 

0.080 

0.02 

0.00 

0.00 

0.00 

0.01 

0.74 

0.60 

0.01 

0.046 

0.33 

0.40 


Chawadiya 

0820000602441400 

10.790 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.598 

2.86 

0.025 

0.03 

0.00 

0.00 

0.00 

0.10 

0.12 

0.15 

0.11 

0.006 

0.06 

0.05 







Non-command 

Erinpura Granite 

0.194 

2.86 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.00 

0.00 


Chawarda 

0820000502434600 

4.239 

Saline 

Hemawas 

Command 

Older Alluvium 

0.000 

0.77 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Younger Alluvium 

1.047 

0.77 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.10 

0.01 

0.004 

0.08 

0.10 


Chelawas 

0820000602446800 

10.048 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.725 

3.79 

0.025 

0.02 

0.00 

0.00 

0.00 

0.02 

0.16 

0.18 

0.09 

0.004 

0.05 

0.04 


Chirpatiya 

0820000602442800 

21.499 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.015 

3.00 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.000 

0.00 

0.00 







Non-command 

Phyllite & Schist 

21.484 

3.00 

0.025 

0.20 

0.01 

0.00 

0.00 

0.04 

1.77 

2.02 

0.73 

0.053 

0.28 

0.24 


Dansariya 

0825000102962700 

5.526 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.003 

3.51 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dharamdhari 

0820000402428400 

6.929 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.319 

1.97 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.03 

0.03 

0.00 

0.003 

0.06 

0.08 







Non-command 

Younger Alluvium 

1.683 

1.97 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.21 

0.00 

0.004 

0.08 

0.10 







Non-command 

Erinpura Granite 

1.778 

1.97 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.01 

0.005 

0.08 

0.10 


Dhola Danta(Bara Khan) 

0821000402533600 

1.311 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.542 

3.00 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.03 

0.003 

0.18 

0.20 


Dholeriya Jagir 

0820000402424000 

13.116 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.446 

1.10 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.01 

0.01 







Non-command 

Younger Alluvium 

7.274 

1.10 

0.080 

0.02 

0.00 

0.00 

0.00 

0.01 

0.65 

0.53 

0.04 

0.018 

0.18 

0.22 


Dholeriya Sasan 

0820000402423900 

12.299 

Saline 

Non-command 

Non-command 

Younger Alluvium 

10.432 

1.21 

0.080 

0.01 

0.00 

0.00 

0.00 

0.02 

1.00 

0.81 

0.00 

0.026 

0.27 

0.34 


Dhundhala 

0820000602443800 

12.941 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.197 

1.73 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.17 

0.05 

0.003 

0.03 

0.04 







Non-command 

Phyllite & Schist 

10.342 

1.73 

0.025 

0.10 

0.00 

0.00 

0.00 

0.00 

0.55 

0.42 

0.39 

0.026 

0.28 

0.36 


Dhundhara 

0815000602000900 

53.561 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.001 

4.15 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

6.077 

4.15 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

3.04 

2.21 

0.03 

0.021 

0.03 

0.05 


Dingor 

0820000602450500 

16.405 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.037 

3.56 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.01 

0.003 

0.03 

0.03 







Non-command 

Erinpura Granite 

1.197 

3.56 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.01 

0.003 

0.03 

0.04 


Diwandi 

0820000402422200 

26.110 

Saline 

Non-command 

Non-command 

Younger Alluvium 

17.302 

1.91 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

2.67 

2.05 

0.08 

0.044 

0.21 

0.27 


Dudor 

0820000602441000 

42.950 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

40.830 

2.04 

0.025 

0.25 

0.01 

0.00 

0.00 

0.00 

2.32 

3.10 

0.88 

0.101 

0.25 

0.19 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.119 

2.04 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.16 

0.03 

0.005 

0.01 

0.01 


Gadana 

0820000602446700 

15.036 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.582 

4.19 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.68 

0.71 

0.09 

0.004 

0.03 

0.03 







Non-command 

Phyllite & Schist 

7.763 

4.19 

0.025 

0.09 

0.00 

0.00 

0.00 

0.01 

0.89 

0.93 

0.33 

0.019 

0.16 

0.15 


Gajangarh 

0820000402428500 

25.454 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.928 

2.87 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.002 

0.01 

0.01 







Non-command 

Erinpura Granite 

8.881 

2.87 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.52 

0.43 

0.00 

0.022 

0.12 

0.14 


Garwara 

0820000402426400 

27.887 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.705 

0.86 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.002 

0.01 

0.01 







Non-command 

Younger Alluvium 

27.182 

0.86 

0.080 

0.05 

0.01 

0.00 

0.00 

0.02 

1.88 

1.53 

0.10 

0.069 

0.32 

0.39 


Giradra Jageer 

0820000502433800 

7.115 

Saline 

Hemawas 

Command 

Phyllite & Schist 

7.115 

1.19 

0.025 

0.01 

0.00 

0.00 

0.00 

0.02 

0.20 

0.18 

0.00 

0.028 

0.36 

0.40 


Giradra Khalsa 

0820000502434800 

11.212 

Saline 

Hemawas 

Command 

Older Alluvium 

1.428 

1.01 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.13 

0.01 

0.006 

0.05 

0.05 







Command 

Phyllite & Schist 

1.908 

1.01 

0.025 

0.01 

0.00 

0.00 

0.00 

0.01 

0.05 

0.04 

0.03 

0.008 

0.06 

0.07 







Command 

Younger Alluvium 

0.710 

1.01 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.01 

0.003 

0.02 

0.03 


Gopawas 

0820000602443000 

2.740 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.247 

2.47 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.60 

0.60 

0.17 

0.006 

0.25 

0.25 







Non-command 

Phyllite & Schist 

0.493 

2.47 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.04 

0.001 

0.06 

0.05 


Gulabpura 

0820000502433700 

5.719 

Saline 

Hemawas 

Command 

Phyllite & Schist 

1.417 

0.97 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.006 

0.09 

0.10 


Gura Dhamawat 

0820000602450400 

17.373 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.796 

3.83 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.85 

0.77 

0.02 

0.022 

0.22 

0.25 







Non-command 

Erinpura Granite 

5.242 

3.83 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.41 

0.37 

0.01 

0.013 

0.13 

0.15 


Gura Soorsingh 

0820000602450200 

8.205 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

1.907 

3.23 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.15 

0.14 

0.17 

0.005 

0.10 

0.11 


Guragari 

0820000602444100 

3.315 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.945 

1.23 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.08 

0.002 

0.11 

0.13 







Non-command 

Erinpura Granite 

1.391 

1.23 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.14 

0.003 

0.16 

0.19 


Hameer Was 

0820000602444500 

2.834 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.834 

2.34 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.68 

0.61 

0.06 

0.007 

0.34 

0.38 


Hariya Mali 

0820000302420700 

12.687 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

5.286 

0.94 

0.020 

0.07 

0.00 

0.00 

0.00 

0.01 

0.16 

0.14 

0.28 

0.014 

0.17 

0.19 


Heerawas 

0820000402423200 

7.906 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.890 

0.95 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.11 

0.00 

0.005 

0.08 

0.10 


Hemliyawas Kalan (Rural) 

0820000602441100 

4.972 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.214 

3.67 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.21 

0.06 

0.003 

0.06 

0.04 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

3.757 

3.67 

0.025 

0.04 

0.00 

0.00 

0.00 

0.00 

0.39 

0.60 

0.16 

0.009 

0.19 

0.12 


Hemliyawas Khurd (Rural) 

0820000602442500 

7.069 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.532 

3.68 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.25 

0.35 

0.08 

0.006 

0.09 

0.07 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.432 

3.68 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.24 

0.34 

0.06 

0.006 

0.09 

0.06 


Indra Nagar 

0820000502430800 

15.730 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.798 

2.59 

0.025 

0.04 

0.00 

0.00 

0.00 

0.00 

0.41 

0.34 

0.12 

0.023 

0.12 

0.15 


Jaitpur 

0820000402424100 

38.998 

Saline 

Non-command 

Non-command 

Older Alluvium 

15.789 

0.62 

0.060 

0.03 

0.00 

0.00 

0.00 

0.03 

0.59 

0.49 

0.05 

0.040 

0.13 

0.16 







Non-command 

Younger Alluvium 

2.857 

0.62 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.12 

0.01 

0.007 

0.02 

0.03 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.15 

0.00 

6,788.98 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.002 

143.67 

Over Exploited 



0.08 

0.00 

5,639.21 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhawan 

0820000602445300 

0.10 

0.18 

148.55 

0.22 

0.01 

0.23 

0.03 

0.31 

0.02 

0.0300 

- 

- 

- 

0.030 

0.052 

0.277 

0.014 

0.263 

0.318 

120.73 

Over Exploited 

Bheenwli 

0820000602444300 

0.12 

0.22 

274.16 

0.26 

- 

0.26 

0.04 

0.39 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.269 

0.013 

0.255 

0.322 

126.37 

Over Exploited 

Bhojawas 

0820000602446200 

0.12 

0.21 

405.03 

0.25 

0.00 

0.25 

0.04 

0.42 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.262 

0.013 

0.249 

0.213 

85.58 

Semi Critical 

Bijliyawas 

0820000302416500 

0.08 

0.20 

(42.23) 

0.16 

0.01 

0.17 

0.02 

0.28 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.191 

0.010 

0.182 

0.188 

103.19 

Over Exploited 

Bomadara 

0820000502431200 

0.12 

0.10 

132.07 

0.12 

0.01 

0.13 

0.02 

0.23 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.147 

0.007 

0.140 

0.195 

139.43 

Over Exploited 



0.09 

0.02 

425.59 

0.03 

- 

0.03 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.039 

0.002 

0.037 

0.066 

175.78 

Over Exploited 

Bori Mada 

0820000602445700 

0.10 

0.06 

########## 

0.07 

- 

0.07 

0.02 

0.19 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.085 

0.004 

0.081 

0.097 

120.90 

Over Exploited 



0.08 

0.02 

785.31 

0.02 

- 

0.02 

0.01 

0.13 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.037 

0.002 

0.035 

0.054 

152.47 

Over Exploited 

Bornari 

0820000602444200 

0.12 

0.02 

965.82 

0.02 

- 

0.02 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.023 

0.001 

0.022 

0.051 

231.15 

Over Exploited 



0.10 

0.05 

120.62 

0.05 

- 

0.05 

0.02 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.055 

0.003 

0.052 

0.077 

147.22 

Over Exploited 



0.08 

0.03 

157.29 

0.04 

- 

0.04 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.036 

0.002 

0.035 

0.084 

242.96 

Over Exploited 

Bujarel 

0821000402533800 

0.06 

0.01 

373.39 

0.01 

- 

0.01 

0.03 

0.25 

0.00 

- 

- 

- 

- 

- 

0.002 

0.017 

0.001 

0.016 

0.022 

142.92 

Over Exploited 

Chainpura Bhatan 

0815000602001900 

0.15 

0.02 

651.90 

0.02 

- 

0.02 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.020 

0.001 

0.019 

0.015 

75.44 

Semi Critical 

Chatelaoo 

0820000402426300 

0.15 

0.89 

(32.18) 

0.71 

0.01 

0.73 

0.03 

0.35 

- 

- 

- 

- 

0.019 

0.019 

0.019 

0.744 

0.037 

0.707 

0.052 

7.33 

Safe 

Chawadiya 

0820000602441400 

0.08 

0.01 

1,064.20 

0.02 

0.10 

0.11 

0.00 

0.07 

- 

0.0100 

- 

- 

0.144 

0.154 

0.154 

0.265 

0.013 

0.251 

0.120 

47.90 

Safe 



0.08 

0.00 

19,374.99 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

9,258.29 

Over Exploited 

Chawarda 

0820000502434600 

0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.01 

676.55 

0.02 

- 

0.02 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.016 

0.001 

0.015 

0.016 

107.26 

Over Exploited 

Chelawas 

0820000602446800 

0.10 

0.01 

2,061.09 

0.01 

0.02 

0.03 

0.00 

0.05 

- 

- 

- 

- 

0.033 

0.033 

0.033 

0.066 

0.003 

0.062 

0.095 

152.77 

Over Exploited 

Chirpatiya 

0820000602442800 

0.12 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.60 

239.42 

0.71 

0.05 

0.76 

0.02 

0.30 

- 

0.0300 

- 

- 

0.057 

0.087 

0.087 

0.849 

0.042 

0.807 

0.782 

96.93 

Critical 

Dansariya 

0825000102962700 

0.04 

0.00 

549,358.52 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dharamdhari 

0820000402428400 

0.06 

0.00 

444.85 

0.01 

0.01 

0.01 

0.00 

0.07 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.021 

0.001 

0.020 

0.003 

16.83 

Safe 



0.15 

0.02 

976.75 

0.02 

0.00 

0.02 

0.01 

0.09 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.025 

0.001 

0.024 

0.004 

17.74 

Safe 



0.08 

0.01 

363.20 

0.01 

0.00 

0.02 

0.01 

0.09 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.020 

0.001 

0.019 

0.010 

50.16 

Safe 

Dhola Danta(Bara Khan) 

0821000402533600 

0.06 

0.01 

534.42 

0.01 

- 

0.01 

0.02 

0.20 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.018 

0.001 

0.017 

0.033 

190.13 

Over Exploited 

Dholeriya Jagir 

0820000402424000 

0.07 

0.00 

6,872.50 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

287.82 

Over Exploited 



0.15 

0.20 

171.21 

0.24 

0.01 

0.24 

0.02 

0.19 

- 

0.0100 

- 

- 

0.012 

0.022 

0.022 

0.266 

0.013 

0.253 

0.054 

21.51 

Safe 

Dholeriya Sasan 

0820000402423900 

0.15 

0.43 

88.64 

0.51 

0.02 

0.53 

0.02 

0.30 

- 

- 

- 

- 

0.026 

0.026 

0.026 

0.557 

0.028 

0.529 

0.026 

4.99 

Safe 

Dhundhala 

0820000602443800 

0.12 

0.00 

3,490.82 

0.01 

0.00 

0.01 

0.00 

0.04 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.007 

0.000 

0.007 

0.057 

807.32 

Over Exploited 



0.10 

0.29 

45.52 

0.35 

0.00 

0.35 

0.03 

0.31 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.361 

0.018 

0.343 

0.412 

119.96 

Over Exploited 

Dhundhara 

0815000602000900 

0.10 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.03 

7,054.90 

0.04 

- 

0.04 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.004 

0.041 

0.002 

0.039 

0.046 

117.97 

Over Exploited 

Dingor 

0820000602450500 

0.10 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.003 

0.014 

392.34 

Over Exploited 



0.08 

0.00 

2,283.74 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.015 

383.63 

Over Exploited 

Diwandi 

0820000402422200 

0.15 

0.54 

278.38 

0.65 

0.00 

0.65 

0.02 

0.23 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.670 

0.033 

0.636 

0.122 

19.15 

Safe 

Dudor 

0820000602441000 

0.10 

1.01 

207.08 

1.21 

0.01 

1.22 

0.02 

0.26 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

1.250 

0.062 

1.187 

0.985 

82.97 

Semi Critical 



0.08 

0.00 

7,148.29 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.002 

0.039 

1,584.24 

Over Exploited 

Gadana 

0820000602446700 

0.12 

0.01 

11,533.60 

0.01 

- 

0.01 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.098 

1,408.34 

Over Exploited 



0.10 

0.12 

658.90 

0.15 

0.01 

0.16 

0.01 

0.17 

- 

0.0100 

- 

- 

0.014 

0.024 

0.024 

0.181 

0.009 

0.172 

0.345 

201.23 

Over Exploited 

Gajangarh 

0820000402428500 

0.06 

0.00 

4,787.28 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.002 

304.59 

Over Exploited 



0.08 

0.08 

420.50 

0.10 

- 

0.10 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.099 

0.005 

0.094 

0.022 

23.88 

Safe 

Garwara 

0820000402426400 

0.07 

0.00 

7,080.87 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.002 

113.98 

Over Exploited 



0.15 

1.29 

18.65 

1.53 

0.03 

1.56 

0.03 

0.34 

- 

0.0200 

- 

- 

0.030 

0.050 

0.050 

1.610 

0.081 

1.530 

0.165 

10.78 

Safe 

Giradra Jageer 

0820000502433800 

0.09 

0.23 

(22.04) 

0.19 

0.02 

0.21 

0.03 

0.40 

- 

- 

- 

- 

0.029 

0.029 

0.029 

0.235 

0.012 

0.223 

0.028 

12.69 

Safe 

Giradra Khalsa 

0820000502434800 

0.12 

0.01 

1,539.80 

0.01 

0.00 

0.01 

0.00 

0.05 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.011 

0.001 

0.010 

0.018 

170.46 

Over Exploited 



0.09 

0.01 

313.57 

0.01 

0.01 

0.02 

0.01 

0.07 

- 

- 

- 

- 

0.014 

0.014 

0.014 

0.037 

0.002 

0.035 

0.033 

93.79 

Critical 



0.15 

0.00 

3,809.37 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.007 

0.000 

0.007 

0.015 

214.65 

Over Exploited 

Gopawas 

0820000602443000 

0.12 

0.07 

792.70 

0.08 

- 

0.08 

0.02 

0.27 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.091 

0.005 

0.087 

0.175 

201.29 

Over Exploited 



0.10 

0.00 

1,412.93 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.036 

1,169.55 

Over Exploited 

Gulabpura 

0820000502433700 

0.09 

0.01 

246.14 

0.01 

- 

0.01 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.013 

0.023 

171.90 

Over Exploited 

Gura Dhamawat 

0820000602450400 

0.10 

0.20 

########## 

0.23 

- 

0.23 

0.03 

0.25 

0.02 

- 

- 

- 

- 

- 

0.024 

0.259 

0.013 

0.246 

0.044 

17.81 

Safe 



0.08 

0.06 

########## 

0.07 

- 

0.07 

0.02 

0.15 

0.01 

- 

- 

- 

- 

- 

0.007 

0.073 

0.004 

0.070 

0.025 

35.78 

Safe 

Gura Soorsingh 

0820000602450200 

0.08 

0.02 

808.61 

0.02 

0.01 

0.03 

0.01 

0.11 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.055 

0.003 

0.052 

0.173 

329.16 

Over Exploited 

Guragari 

0820000602444100 

0.10 

0.01 

281.48 

0.01 

0.00 

0.02 

0.01 

0.12 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.019 

0.001 

0.018 

0.080 

438.44 

Over Exploited 



0.08 

0.02 

250.54 

0.02 

0.00 

0.02 

0.02 

0.18 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.033 

0.002 

0.031 

0.140 

446.32 

Over Exploited 

Hameer Was 

0820000602444500 

0.12 

0.12 

423.59 

0.14 

0.00 

0.14 

0.03 

0.38 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.141 

0.007 

0.134 

0.068 

50.65 

Safe 

Hariya Mali 

0820000302420700 

0.08 

0.07 

101.62 

0.08 

0.01 

0.09 

0.02 

0.18 

0.01 

0.0100 

- 

- 

0.012 

0.022 

0.030 

0.123 

0.006 

0.116 

0.291 

250.36 

Over Exploited 

Heerawas 

0820000402423200 

0.15 

0.02 

427.33 

0.03 

- 

0.03 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.026 

0.001 

0.025 

0.005 

19.42 

Safe 

Hemliyawas Kalan (Rural) 

0820000602441100 

0.10 

0.01 

2,681.85 

0.01 

- 

0.01 

0.00 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.019 

0.001 

0.018 

0.065 

362.47 

Over Exploited 



0.08 

0.06 

963.65 

0.07 

- 

0.07 

0.01 

0.20 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.088 

0.004 

0.084 

0.165 

197.71 

Over Exploited 

Hemliyawas Khurd (Rural) 

0820000602442500 

0.10 

0.02 

1,432.25 

0.03 

- 

0.03 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.028 

0.001 

0.026 

0.086 

328.27 

Over Exploited 



0.08 

0.02 

1,899.97 

0.02 

- 

0.02 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.020 

0.001 

0.019 

0.070 

361.06 

Over Exploited 

Indra Nagar 

0820000502430800 

0.12 

0.09 

302.05 

0.10 

- 

0.10 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.112 

0.006 

0.106 

0.142 

133.49 

Over Exploited 

Jaitpur 

0820000402424100 

0.07 

0.15 

231.03 

0.18 

0.03 

0.21 

0.01 

0.14 

- 

0.0100 

- 

- 

0.045 

0.055 

0.055 

0.262 

0.013 

0.249 

0.090 

36.11 

Safe 



0.15 

0.01 

1,025.68 

0.01 

0.00 

0.01 

0.00 

0.03 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.016 

0.001 

0.015 

0.013 

85.45 

Semi Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 






Giroliya Tank 

Command 

Older Alluvium 

0.000 

0.62 

0.060 

0.00 

0.00 

0.00 

0.00 

0.03 

-0.03 

-0.02 

0.00 

0.000 

0.00 

0.00 


Jawariya 

082000050243390C 

9.929 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

5.827 

1.09 

0.025 

0.03 

0.01 

0.00 

0.00 

0.00 

0.18 

0.16 

0.09 

0.023 

0.21 

0.24 







Non-command 

Younger Alluvium 

1.037 

1.09 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.16 

0.02 

0.004 

0.04 

0.04 






Hemawas 

Command 

Phyllite & Schist 

2.230 

1.09 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.03 

0.009 

0.08 

0.09 







Command 

Younger Alluvium 

0.834 

1.09 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.12 

0.01 

0.003 

0.03 

0.03 


Jeejardi 

0820000602445000 

15.616 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.303 

1.19 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.01 







Non-command 

Erinpura Granite 

7.285 

1.19 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.22 

0.20 

0.21 

0.018 

0.20 

0.22 


Jograwas 

0820000602440700 

11.973 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

10.705 

3.66 

0.025 

0.10 

0.01 

0.00 

0.00 

0.24 

0.83 

1.59 

0.38 

0.026 

0.22 

0.11 







Non-command 

Erinpura Granite 

1.268 

3.66 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.20 

0.05 

0.003 

0.03 

0.01 


Jor Dudor 

0820000602440900 

5.117 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.605 

3.46 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.09 

0.00 

0.001 

0.03 

0.02 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

4.512 

3.46 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.40 

0.67 

0.01 

0.011 

0.22 

0.13 


Kachhbali 

0825000102965200 

7.653 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.010 

4.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kantaliya 

0820000602444800 

34.652 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.400 

1.06 

0.100 

0.28 

0.04 

0.00 

0.00 

0.00 

1.66 

1.48 

1.08 

0.033 

0.15 

0.17 







Non-command 

Phyllite & Schist 

0.001 

1.06 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Erinpura Granite 

20.275 

1.06 

0.020 

0.36 

0.05 

0.00 

0.00 

0.02 

0.72 

0.64 

1.36 

0.050 

0.23 

0.26 


Karniyali 

0815000602002000 

15.864 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.435 

0.73 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.002 

0.01 

0.01 


Karoliya 

0820000602442700 

5.136 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.562 

3.50 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.33 

0.39 

0.06 

0.009 

0.19 

0.15 


Ker Khera 

0820000302420800 

6.490 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.072 

0.94 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Kerla 

0820000502434200 

5.718 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.751 

1.98 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.07 

0.007 

0.10 

0.12 







Non-command 

Younger Alluvium 

3.902 

1.98 

0.150 

0.06 

0.01 

0.00 

0.00 

0.00 

1.21 

1.02 

0.20 

0.016 

0.23 

0.27 






Hemawas 

Command 

Younger Alluvium 

0.065 

1.98 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.000 

0.00 

0.00 


Kharchi 

0820000602441300 

8.784 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

6.464 

3.74 

0.025 

0.08 

0.00 

0.00 

0.00 

0.01 

0.67 

1.06 

0.30 

0.016 

0.18 

0.12 


Kharda 

0820000402428600 

40.174 

Saline 

Non-command 

Non-command 

Erinpura Granite 

0.768 

2.73 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.002 

0.01 

0.01 


Khardi 

0820000602440500 

23.753 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.005 

7.64 

0.025 

0.08 

0.00 

0.00 

0.00 

0.00 

1.23 

0.95 

0.28 

0.015 

0.07 

0.09 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

10.044 

7.64 

0.025 

0.11 

0.00 

0.00 

0.00 

0.00 

2.03 

1.57 

0.39 

0.025 

0.12 

0.15 







Non-command 

Erinpura Granite 

0.847 

7.64 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.11 

0.03 

0.002 

0.01 

0.01 


Khariya Soda 

0820000302416700 

10.498 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.715 

-0.23 

0.020 

0.04 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.15 

0.016 

0.16 

0.18 


Khariya Swami 

0820000302416600 

10.118 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.118 

0.14 

0.020 

0.06 

0.01 

0.00 

0.00 

0.01 

0.07 

0.07 

0.21 

0.027 

0.28 

0.27 


Khetawas 

0820000502430600 

12.968 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.962 

1.23 

0.025 

0.08 

0.01 

0.00 

0.00 

0.01 

0.21 

0.19 

0.30 

0.020 

0.14 

0.15 


Khutani 

0820000402422800 

31.706 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.011 

1.28 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

3.029 

1.28 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.25 

0.00 

0.008 

0.03 

0.04 


Kushalpura 

0820000602442900 

3.587 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.587 

2.50 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.24 

0.26 

0.08 

0.009 

0.29 

0.27 


Lakhar Thumb 

0815000602001000 

4.812 

Saline 

Non-command 

Non-command 

Younger Alluvium 

2.340 

4.02 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

1.14 

0.85 

0.04 

0.008 

0.15 

0.20 


Lambra 

0820000402422400 

21.164 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.902 

1.56 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.00 

0.002 

0.01 

0.02 


Lolawas 

0820000602441200 

2.990 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.990 

3.73 

0.025 

0.04 

0.00 

0.00 

0.00 

0.01 

0.31 

0.58 

0.16 

0.007 

0.24 

0.13 


Malaton Kiber 

0821000402533900 

6.783 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.415 

3.96 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.22 

0.20 

0.11 

0.012 

0.16 

0.17 


Malsa Baori 

0820000602449900 

9.237 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.732 

1.47 

0.100 

0.17 

0.01 

0.00 

0.00 

0.00 

1.15 

1.08 

0.65 

0.017 

0.28 

0.30 







Non-command 

Erinpura Granite 

0.718 

1.47 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.06 

0.002 

0.03 

0.03 


Mamawas 

0820000302416400 

6.413 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.194 

-0.23 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.003 

0.06 

0.07 


Manda 

0820000602443200 

26.828 

Fresh 

Non-command 

Non-command 

Older Alluvium 

22.182 

2.37 

0.100 

0.27 

0.01 

0.00 

0.00 

0.02 

5.49 

5.21 

1.02 

0.055 

0.27 

0.28 







Non-command 

Phyllite & Schist 

4.646 

2.37 

0.025 

0.04 

0.00 

0.00 

0.00 

0.00 

0.31 

0.30 

0.16 

0.011 

0.06 

0.06 


Mandawar 

0825000102964800 

5.800 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.101 

5.20 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 


Mandawas 

0820000402422900 

56.442 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.582 

1.26 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.00 

0.001 

0.00 

0.00 







Non-command 

Younger Alluvium 

11.764 

1.26 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.19 

0.97 

0.00 

0.030 

0.07 

0.08 


Mandiya 

0820000520900004 

16.810 

Saline 

Hemawas 

Command 

Phyllite & Schist 

10.407 

2.04 

0.025 

0.02 

0.00 

0.00 

0.00 

0.01 

0.54 

0.49 

0.02 

0.041 

0.23 

0.25 


Manpura 

0820000520900002 

12.293 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.061 

2.77 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Marwar Junction (CT) 

0820000642005000 

8.219 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

5.094 

3.75 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.50 

0.74 

0.04 

0.031 

0.16 

0.10 


Mathoo Wara 

0821000402534000 

6.019 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.253 

4.80 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.02 

0.02 


Mayala Gurha 

0820000602445600 

6.114 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.184 

3.83 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.52 

0.47 

0.08 

0.013 

0.37 

0.41 







Non-command 

Erinpura Granite 

0.180 

3.83 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Mediya 

0821000402533700 

78.618 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

28.074 

3.64 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

2.10 

1.91 

0.04 

0.136 

0.16 

0.17 


Melap 

0820000602444700 

3.471 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.167 

1.58 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.56 

0.51 

0.22 

0.008 

0.37 

0.40 







Non-command 

Erinpura Granite 

0.304 

1.58 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.04 

0.04 


Melawas 

0820000602443700 

6.092 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.189 

1.81 

0.025 

0.09 

0.00 

0.00 

0.00 

0.00 

0.23 

0.19 

0.35 

0.008 

0.19 

0.24 


Mewara Ki Dhani 

0820000602445200 

3.533 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.612 

1.64 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.09 

0.15 

0.004 

0.20 

0.22 







Non-command 

Erinpura Granite 

0.994 

1.64 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.10 

0.002 

0.12 

0.14 


Moriya 

0820000402426600 

11.694 

Saline 

Non-command 

Non-command 

Younger Alluvium 

5.050 

1.08 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.44 

0.35 

0.00 

0.013 

0.14 

0.17 


Muliawas 

0820000502434300 

12.876 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.369 

1.01 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 







Non-command 

Younger Alluvium 

11.209 

1.01 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

1.71 

1.43 

0.04 

0.045 

0.29 

0.35 






Hemawas 

Command 

Younger Alluvium 

1.175 

1.01 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.14 

0.00 

0.005 

0.03 

0.04 


Murdiya 

0820000402423000 

13.356 

Saline 

Non-command 

Non-command 

Younger Alluvium 

13.320 

0.68 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.74 

0.59 

0.05 

0.034 

0.32 

0.40 


Musaliya 

0820000602443600 

6.427 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.038 

1.69 

0.100 

0.17 

0.01 

0.00 

0.00 

0.00 

1.18 

0.97 

0.67 

0.015 

0.33 

0.40 







Non-command 

Phyllite & Schist 

0.390 

1.69 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.001 

0.02 

0.03 


Narsinghpura 

0820000602442400 

4.472 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.738 

3.56 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.01 

0.002 

0.04 

0.03 


Neembala Khera 

0820000502431300 

4.415 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.326 

2.46 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.02 

0.03 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.112 

2.46 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.02 

0.004 

0.08 

0.10 


Nehra 

0820000402423800 

11.443 

Saline 

Non-command 

Non-command 

Younger Alluvium 

11.365 

1.54 

0.080 

0.02 

0.00 

0.00 

0.00 

0.03 

1.39 

1.12 

0.04 

0.029 

0.32 

0.40 


Nimli Manda 

0820000602446300 

17.474 

Fresh 

Non-command 

Non-command 

Older Alluvium 

17.474 

2.37 

0.100 

0.29 

0.01 

0.00 

0.00 

0.01 

4.41 

4.19 

1.11 

0.043 

0.35 

0.37 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.07 

0.00 

########## 

0.00 

0.03 

0.03 

0.00 

0.00 

- 

- 

- 

- 

0.045 

0.045 

0.045 

0.075 

0.004 

0.071 

0.000 

0.00 

Safe 

Jawariya 

082000050243390C 

0.09 

0.11 

43.99 

0.13 

0.01 

0.14 

0.02 

0.23 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.162 

0.008 

0.154 

0.110 

71.66 

Semi Critical 



0.15 

0.01 

2,642.58 

0.01 

- 

0.01 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.028 

427.23 

Over Exploited 



0.09 

0.02 

288.27 

0.02 

0.00 

0.02 

0.01 

0.09 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.020 

0.001 

0.019 

0.034 

180.84 

Over Exploited 



0.15 

0.00 

3,116.93 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.015 

359.16 

Over Exploited 

Jeejardi 

0820000602445000 

0.10 

0.00 

3,145.65 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.012 

3,703.89 

Over Exploited 



0.08 

0.12 

27,418.58 

0.14 

0.01 

0.15 

0.02 

0.22 

0.01 

0.0200 

- 

- 

- 

0.020 

0.034 

0.183 

0.009 

0.174 

0.224 

129.01 

Over Exploited 

Jograwas 

0820000602440700 

0.08 

0.19 

753.26 

0.22 

0.25 

0.47 

0.01 

0.23 

- 

0.0400 

- 

- 

0.356 

0.396 

0.396 

0.867 

0.043 

0.824 

0.410 

49.81 

Safe 



0.08 

0.00 

7,416.18 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.049 

393.71 

Over Exploited 

Jor Dudor 

0820000602440900 

0.10 

0.00 

4,870.68 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.001 

74.32 

Semi Critical 



0.08 

0.08 

755.31 

0.09 

- 

0.09 

0.01 

0.23 

- 

- 

- 

- 

- 

- 

- 

0.094 

0.005 

0.090 

0.022 

24.73 

Safe 

Kachhbali 

0825000102965200 

0.04 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kantaliya 

0820000602444800 

0.12 

0.25 

497.33 

0.30 

0.04 

0.34 

0.02 

0.17 

0.03 

0.1200 

- 

- 

- 

0.120 

0.148 

0.486 

0.024 

0.462 

1.113 

240.96 

Over Exploited 



0.10 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.38 

69.88 

0.45 

0.07 

0.52 

0.03 

0.26 

0.04 

0.1500 

- 

- 

0.029 

0.179 

0.222 

0.746 

0.037 

0.709 

1.408 

198.61 

Over Exploited 

Karniyali 

0815000602002000 

0.15 

0.00 

5,177.56 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.002 

230.85 

Over Exploited 

Karoliya 

0820000602442700 

0.10 

0.07 

493.15 

0.08 

0.00 

0.08 

0.01 

0.20 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.090 

0.004 

0.085 

0.067 

78.44 

Semi Critical 

Ker Khera 

0820000302420800 

0.08 

0.00 

4,841.86 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kerla 

0820000502434200 

0.09 

0.02 

436.94 

0.02 

0.00 

0.02 

0.01 

0.11 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.036 

0.002 

0.035 

0.074 

213.37 

Over Exploited 



0.15 

0.14 

653.03 

0.16 

0.01 

0.17 

0.02 

0.25 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.197 

0.010 

0.187 

0.220 

117.21 

Over Exploited 



0.15 

0.00 

39,324.05 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.004 

0.000 

0.004 

0.000 

6.48 

Safe 

Kharchi 

0820000602441300 

0.08 

0.09 

1,025.00 

0.11 

0.01 

0.13 

0.01 

0.19 

- 

0.0300 

- 

- 

0.019 

0.049 

0.049 

0.175 

0.009 

0.166 

0.311 

187.35 

Over Exploited 

Kharda 

0820000402428600 

0.08 

0.00 

8,753.26 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.002 

459.49 

Over Exploited 

Khardi 

0820000602440500 

0.10 

0.04 

2,175.85 

0.05 

- 

0.05 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.060 

0.003 

0.057 

0.299 

524.20 

Over Exploited 



0.08 

0.09 

1,581.09 

0.11 

- 

0.11 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.122 

0.006 

0.116 

0.413 

356.36 

Over Exploited 



0.08 

0.00 

16,149.88 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.028 

3,715.04 

Over Exploited 

Khariya Soda 

0820000302416700 

0.08 

0.07 

- 

0.07 

0.02 

0.09 

0.01 

0.18 

- 

0.0200 

- 

- 

0.009 

0.029 

0.029 

0.119 

0.012 

0.107 

0.167 

155.83 

Over Exploited 

Khariya Swami 

0820000302416600 

0.08 

0.23 

(67.62) 

0.18 

0.02 

0.20 

0.02 

0.30 

- 

0.0200 

- 

- 

0.012 

0.032 

0.032 

0.231 

0.012 

0.220 

0.236 

107.55 

Over Exploited 

Khetawas 

0820000502430600 

0.12 

0.08 

133.24 

0.10 

0.02 

0.12 

0.01 

0.15 

- 

0.0300 

- 

- 

0.012 

0.042 

0.042 

0.158 

0.008 

0.150 

0.319 

213.00 

Over Exploited 

Khutani 

0820000402422800 

0.07 

0.00 

750,743.86 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.01 

1,644.55 

0.02 

- 

0.02 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.017 

0.001 

0.016 

0.008 

47.78 

Safe 

Kushalpura 

0820000602442900 

0.10 

0.10 

154.48 

0.12 

0.00 

0.12 

0.02 

0.31 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.126 

0.006 

0.120 

0.089 

73.96 

Semi Critical 

Lakhar Thumb 

0815000602001000 

0.15 

0.05 

1,521.68 

0.06 

- 

0.06 

0.02 

0.17 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.079 

0.004 

0.075 

0.050 

66.61 

Safe 

Lambra 

0820000402422400 

0.15 

0.00 

4,640.17 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.002 

100.40 

Over Exploited 

Lolawas 

0820000602441200 

0.08 

0.06 

884.97 

0.07 

0.01 

0.08 

0.01 

0.26 

- 

0.0200 

- 

- 

0.010 

0.030 

0.030 

0.107 

0.005 

0.101 

0.167 

165.25 

Over Exploited 

Malaton Kiber 

0821000402533900 

0.06 

0.02 

752.29 

0.03 

- 

0.03 

0.02 

0.18 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.041 

0.002 

0.039 

0.126 

322.56 

Over Exploited 

Malsa Baori 

0820000602449900 

0.12 

0.22 

380.98 

0.27 

0.01 

0.28 

0.03 

0.31 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.305 

0.015 

0.290 

0.669 

230.66 

Over Exploited 



0.08 

0.00 

2,167.49 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.062 

3,175.13 

Over Exploited 

Mamawas 

0820000302416400 

0.08 

0.01 

- 

0.01 

0.00 

0.01 

0.01 

0.06 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.008 

0.001 

0.007 

0.035 

472.37 

Over Exploited 

Manda 

0820000602443200 

0.12 

0.72 

625.73 

0.86 

0.03 

0.89 

0.02 

0.29 

- 

0.0400 

- 

- 

0.028 

0.068 

0.068 

0.957 

0.048 

0.909 

1.074 

118.10 

Over Exploited 



0.10 

0.03 

1,030.06 

0.03 

0.00 

0.03 

0.01 

0.06 

- 

0.0100 

- 

- 

0.003 

0.014 

0.014 

0.047 

0.002 

0.045 

0.175 

390.77 

Over Exploited 

Mandawar 

0825000102964800 

0.04 

0.00 

28,334.39 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.005 

11,031.95 

Over Exploited 

Mandawas 

0820000402422900 

0.07 

0.00 

26,060.33 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

944.59 

Over Exploited 



0.15 

0.12 

708.13 

0.14 

0.00 

0.15 

0.01 

0.07 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.156 

0.008 

0.148 

0.030 

20.12 

Safe 

Mandiya 

0820000520900004 

0.09 

0.21 

130.63 

0.26 

0.01 

0.27 

0.02 

0.25 

- 

- 

- 

- 

0.015 

0.015 

0.015 

0.281 

0.014 

0.267 

0.058 

21.87 

Safe 

Manpura 

0820000520900002 

0.12 

0.00 

27,829.85 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Marwar Junction (CT) 

0820000642005000 

0.08 

0.06 

1,075.39 

0.08 

0.00 

0.08 

0.01 

0.16 

- 

- 

- 

- 

0.000 

0.001 

0.001 

0.077 

0.004 

0.073 

0.067 

91.91 

Critical 

Mathoo Wara 

0821000402534000 

0.06 

0.00 

7,456.06 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

335.50 

Over Exploited 

Mayala Gurha 

0820000602445600 

0.10 

0.19 

140.35 

0.23 

- 

0.23 

0.05 

0.42 

0.02 

0.0100 

- 

- 

- 

0.010 

0.034 

0.267 

0.013 

0.253 

0.089 

35.04 

Safe 



0.08 

0.00 

6,565.36 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mediya 

0821000402533700 

0.06 

0.27 

########## 

0.32 

- 

0.32 

0.02 

0.18 

0.03 

- 

- 

- 

- 

- 

0.033 

0.354 

0.018 

0.336 

0.172 

51.07 

Safe 

Melap 

0820000602444700 

0.12 

0.14 

265.65 

0.17 

0.00 

0.17 

0.04 

0.41 

0.02 

0.0100 

- 

- 

0.000 

0.010 

0.026 

0.193 

0.010 

0.183 

0.224 

122.12 

Over Exploited 



0.08 

0.00 

920.17 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.013 

1,198.18 

Over Exploited 

Melawas 

0820000602443700 

0.10 

0.06 

208.80 

0.07 

0.00 

0.07 

0.02 

0.21 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.085 

0.004 

0.081 

0.358 

444.18 

Over Exploited 

Mewara Ki Dhani 

0820000602445200 

0.10 

0.03 

170.78 

0.04 

0.01 

0.05 

0.02 

0.22 

0.00 

0.0200 

- 

- 

- 

0.020 

0.024 

0.073 

0.004 

0.069 

0.155 

224.77 

Over Exploited 



0.08 

0.01 

47,006.21 

0.01 

- 

0.01 

0.02 

0.14 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.023 

0.001 

0.022 

0.098 

454.92 

Over Exploited 

Moriya 

0820000402426600 

0.15 

0.10 

231.85 

0.12 

0.00 

0.13 

0.01 

0.15 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.128 

0.006 

0.122 

0.013 

10.50 

Safe 

Muliawas 

0820000502434300 

0.09 

0.00 

2,347.73 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

404.50 

Over Exploited 



0.15 

0.49 

190.77 

0.59 

0.00 

0.59 

0.02 

0.32 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.611 

0.031 

0.580 

0.081 

13.91 

Safe 



0.15 

0.01 

2,574.60 

0.01 

0.00 

0.01 

0.00 

0.03 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.018 

0.001 

0.018 

0.005 

26.71 

Safe 

Murdiya 

0820000402423000 

0.15 

0.64 

(8.06) 

0.59 

0.00 

0.59 

0.03 

0.35 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.610 

0.031 

0.580 

0.082 

14.10 

Safe 

Musaliya 

0820000602443600 

0.12 

0.24 

305.17 

0.29 

0.01 

0.30 

0.03 

0.36 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.317 

0.016 

0.301 

0.681 

226.01 

Over Exploited 



0.10 

0.00 

2,525.52 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.036 

3,799.46 

Over Exploited 

Narsinghpura 

0820000602442400 

0.10 

0.00 

2,533.46 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.013 

355.26 

Over Exploited 

Neembala Khera 

0820000502431300 

0.12 

0.00 

1,580.25 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.019 

1,811.86 

Over Exploited 



0.09 

0.01 

653.33 

0.01 

- 

0.01 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.000 

0.009 

0.021 

231.01 

Over Exploited 

Nehra 

0820000402423800 

0.15 

0.54 

104.85 

0.65 

0.03 

0.69 

0.03 

0.35 

- 

0.0100 

- 

- 

0.049 

0.059 

0.059 

0.746 

0.037 

0.709 

0.071 

9.99 

Safe 

Nimli Manda 

0820000602446300 

0.12 

0.74 

466.69 

0.89 

0.02 

0.90 

0.03 

0.39 

- 

0.0400 

- 

- 

0.008 

0.048 

0.048 

0.952 

0.048 

0.904 

1.152 

127.47 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Pali (MCI) 

082000054200400C 

97.271 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

56.080 

2.45 

0.025 

0.21 

0.03 

0.00 

0.00 

0.00 

3.61 

3.29 

0.85 

0.000 

0.21 

0.23 






Hemawas 

Command 

Phyllite & Schist 

1.240 

2.45 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.02 

0.000 

0.00 

0.01 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

5.477 

2.45 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.35 

0.31 

0.05 

0.000 

0.02 

0.02 







Non-command 

Erinpura Granite 

0.437 

2.45 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.000 

0.00 

0.00 






Hemawas 

Command 

Phyllite & Schist 

1.030 

2.45 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.01 

0.000 

0.00 

0.00 


Parasla Kalan 

0820000502431400 

19.518 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.226 

3.57 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.51 

0.35 

0.16 

0.021 

0.08 

0.11 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

9.719 

3.57 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.91 

0.63 

0.13 

0.039 

0.15 

0.21 


Parasla Khurd 

0820000502431600 

8.155 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.220 

2.34 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.05 

0.005 

0.04 

0.06 







Non-command 

Erinpura Granite 

0.058 

2.34 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Pardi 

0820000602445100 

8.265 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.549 

1.95 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.05 

0.004 

0.08 

0.09 







Non-command 

Erinpura Granite 

0.032 

1.95 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Phenkariya 

0820000402423100 

10.894 

Saline 

Non-command 

Non-command 

Younger Alluvium 

10.894 

0.78 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.70 

0.56 

0.08 

0.028 

0.32 

0.40 


Phooliya 

0820000602443100 

7.195 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.537 

2.38 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.37 

0.01 

0.004 

0.06 

0.06 







Non-command 

Phyllite & Schist 

5.658 

2.38 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.36 

0.37 

0.06 

0.014 

0.23 

0.22 


Punayta 

0820000520900001 

12.675 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

7.397 

2.55 

0.025 

0.08 

0.01 

0.00 

0.00 

0.01 

0.53 

0.48 

0.27 

0.029 

0.21 

0.24 







Non-command 

Erinpura Granite 

1.528 

2.55 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.04 

0.006 

0.04 

0.05 






Hemawas 

Command 

Phyllite & Schist 

3.125 

2.55 

0.025 

0.03 

0.00 

0.00 

0.00 

0.01 

0.22 

0.20 

0.11 

0.012 

0.09 

0.10 


Rad Jhalra 

0820000602445500 

7.658 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.788 

3.00 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.39 

0.35 

0.16 

0.012 

0.28 

0.30 







Non-command 

Erinpura Granite 

1.581 

3.00 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.10 

0.06 

0.004 

0.09 

0.10 


Rajkiyawas Khurd 

0820000602440600 

10.738 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.470 

1.99 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.01 

0.01 







Non-command 

Erinpura Granite 

7.576 

1.99 

0.020 

0.02 

0.00 

0.00 

0.00 

0.02 

0.31 

0.25 

0.06 

0.019 

0.19 

0.23 


Rajola Khurd 

0820000602444400 

7.393 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.393 

2.02 

0.100 

0.14 

0.01 

0.00 

0.00 

0.00 

1.62 

1.43 

0.55 

0.018 

0.36 

0.41 


Ranawas 

0820000602446600 

12.808 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.995 

3.45 

0.100 

0.21 

0.01 

0.00 

0.00 

0.00 

3.65 

3.57 

0.80 

0.025 

0.27 

0.27 







Non-command 

Phyllite & Schist 

0.372 

3.45 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.001 

0.01 

0.01 


Raunagar 

0820000502434400 

3.822 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.523 

1.18 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.00 

0.002 

0.05 

0.06 






Hemawas 

Command 

Older Alluvium 

0.281 

1.18 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.001 

0.03 

0.03 







Command 

Younger Alluvium 

3.015 

1.18 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.53 

0.46 

0.00 

0.012 

0.27 

0.32 


Rawalwas 

0820000502431100 

6.632 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.659 

1.83 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.003 

0.04 

0.04 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.852 

1.83 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.13 

0.01 

0.011 

0.16 

0.18 


Reesaniya 

0820000602443400 

7.777 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.777 

1.60 

0.025 

0.02 

0.00 

0.00 

0.00 

0.01 

0.32 

0.31 

0.04 

0.019 

0.29 

0.30 


Rewariya 

0820000602442600 

4.545 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.545 

3.43 

0.025 

0.02 

0.00 

0.00 

0.00 

0.01 

0.40 

0.53 

0.06 

0.011 

0.26 

0.20 


Rodiyana 

0821000402533500 

1.589 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.133 

3.04 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.04 

0.04 


Roopawas 

0820000502434500 

29.307 

Saline 

Hemawas 

Command 

Older Alluvium 

2.359 

0.85 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.18 

0.01 

0.009 

0.03 

0.03 







Command 

Younger Alluvium 

0.720 

0.85 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.00 

0.003 

0.01 

0.01 


Saji 

0820000402423700 

7.655 

Saline 

Non-command 

Non-command 

Younger Alluvium 

4.447 

1.28 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.46 

0.37 

0.01 

0.011 

0.19 

0.23 


Sajianpura 

0820000402423600 

14.415 

Saline 

Non-command 

Non-command 

Younger Alluvium 

14.209 

1.05 

0.080 

0.02 

0.00 

0.00 

0.00 

0.01 

1.20 

0.96 

0.03 

0.036 

0.32 

0.39 


Samooja 

0817000402167800 

32.703 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.513 

2.27 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.09 

0.00 

0.002 

0.00 

0.01 


Saran 

0820000602446000 

14.402 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.509 

2.13 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.06 

0.001 

0.01 

0.02 







Non-command 

Erinpura Granite 

13.681 

2.13 

0.020 

0.32 

0.02 

0.00 

0.00 

0.00 

0.88 

0.80 

1.22 

0.034 

0.40 

0.44 


Sawaipura 

0820000402428300 

11.383 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.422 

1.79 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.00 

0.001 

0.01 

0.01 







Non-command 

Erinpura Granite 

0.019 

1.79 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sawrad 

0820000602443500 

29.705 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.599 

1.58 

0.100 

0.14 

0.01 

0.00 

0.00 

0.02 

2.43 

2.06 

0.52 

0.036 

0.16 

0.19 







Non-command 

Phyllite & Schist 

15.107 

1.58 

0.025 

0.11 

0.01 

0.00 

0.00 

0.01 

0.68 

0.58 

0.40 

0.037 

0.17 

0.20 


Seenchiyawas 

0820000602445400 

11.496 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.877 

1.68 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.13 

0.07 

0.007 

0.11 

0.12 







Non-command 

Erinpura Granite 

6.824 

1.68 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.26 

0.24 

0.17 

0.017 

0.26 

0.28 


Seeriyari 

0820000602450100 

24.545 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.247 

3.02 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

1.02 

0.93 

0.16 

0.008 

0.06 

0.06 







Non-command 

Phyllite & Schist 

0.964 

3.02 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.03 

0.002 

0.02 

0.02 







Non-command 

Erinpura Granite 

20.244 

3.02 

0.020 

0.22 

0.01 

0.00 

0.00 

0.00 

1.43 

1.31 

0.83 

0.050 

0.35 

0.38 


Shekhawas 

0820000602444600 

6.317 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.317 

2.13 

0.100 

0.12 

0.01 

0.00 

0.00 

0.00 

1.45 

1.32 

0.45 

0.016 

0.37 

0.41 


Sinchana 

0820000602450000 

4.578 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.737 

1.88 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.79 

0.74 

0.33 

0.009 

0.32 

0.34 







Non-command 

Erinpura Granite 

0.841 

1.88 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.06 

0.002 

0.07 

0.08 


Sinla 

0820000602440400 

41.804 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

25.434 

5.90 

0.025 

0.32 

0.02 

0.00 

0.00 

0.00 

4.05 

5.40 

1.20 

0.063 

0.15 

0.12 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

6.388 

5.90 

0.025 

0.06 

0.00 

0.00 

0.00 

0.00 

1.00 

1.33 

0.24 

0.016 

0.04 

0.03 


Sisarwada 

0820000302417000 

11.013 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.905 

1.33 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.04 

0.005 

0.06 

0.08 


Sojat Road (CT) 

0820000342003000 

7.714 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.559 

1.61 

0.020 

0.08 

0.00 

0.00 

0.00 

0.00 

0.16 

0.12 

0.11 

0.165 

0.12 

0.16 


Sonailakha 

0820000402423500 

21.642 

Saline 

Non-command 

Non-command 

Younger Alluvium 

6.562 

0.97 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.52 

0.42 

0.01 

0.017 

0.10 

0.12 


Sukarlai 

0820000402426200 

8.241 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.297 

0.62 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.00 

0.003 

0.05 

0.06 







Non-command 

Younger Alluvium 

0.808 

0.62 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.002 

0.03 

0.04 






Hemawas 

Command 

Older Alluvium 

0.022 

0.62 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Talai 

0825000102965300 

0.815 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.114 

4.99 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.06 

0.07 


Thakurwas 

0820000602446400 

4.979 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.979 

2.05 

0.100 

0.11 

0.01 

0.00 

0.00 

0.00 

1.12 

1.07 

0.43 

0.012 

0.35 

0.37 


Thai 

0820000602444900 

10.076 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.104 

1.09 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.03 

0.003 

0.05 

0.05 







Non-command 

Erinpura Granite 

8.712 

1.09 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.23 

0.21 

0.18 

0.022 

0.36 

0.40 


Uparli Neembari 

0820000602445800 

10.367 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

9.750 

1.98 

0.020 

0.09 

0.00 

0.00 

0.00 

0.00 

0.48 

0.43 

0.31 

0.024 

0.41 

0.45 


Utvan 

0820000502430900 

7.044 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.118 

2.00 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.30 

0.27 

0.16 

0.020 

0.27 

0.30 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.272 

2.00 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.02 


Vaniya Mali 

0820000602450300 

5.262 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.085 

3.39 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 







Non-command 

Erinpura Granite 

4.792 

3.39 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.39 

0.36 

0.30 

0.012 

0.40 

0.44 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Pali (MCI) 

082000054200400C 

0.12 

1.43 

129.94 

1.72 

0.03 

1.75 

0.02 

0.23 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

1.847 

0.092 

1.755 

0.853 

48.61 

Safe 



0.12 

0.00 

9,773.77 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.018 

2,256.18 

Over Exploited 



0.09 

0.01 

2,971.57 

0.01 

- 

0.01 

0.00 

0.02 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.022 

0.001 

0.021 

0.045 

212.58 

Over Exploited 



0.08 

0.00 

33,540.29 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.09 

0.00 

15,766.58 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

1,939.80 

Over Exploited 

Parasla Kalan 

0820000502431400 

0.12 

0.05 

618.56 

0.06 

0.01 

0.07 

0.01 

0.08 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.089 

0.004 

0.085 

0.183 

215.82 

Over Exploited 



0.09 

0.13 

396.46 

0.15 

0.01 

0.16 

0.01 

0.16 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.183 

0.009 

0.174 

0.173 

99.11 

Critical 

Parasla Khurd 

0820000502431600 

0.09 

0.00 

1,020.19 

0.01 

0.00 

0.01 

0.00 

0.05 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.021 

0.001 

0.020 

0.055 

271.21 

Over Exploited 



0.08 

0.00 

19,048.93 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pardi 

0820000602445100 

0.10 

0.01 

515.67 

0.02 

- 

0.02 

0.01 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.027 

0.001 

0.025 

0.058 

227.64 

Over Exploited 



0.08 

0.00 

27,643.37 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Phenkariya 

0820000402423100 

0.15 

0.52 

7.67 

0.56 

0.00 

0.57 

0.03 

0.35 

- 

0.0100 

- 

- 

0.002 

0.013 

0.013 

0.579 

0.029 

0.550 

0.106 

19.20 

Safe 

Phooliya 

0820000602443100 

0.12 

0.01 

3,118.47 

0.01 

0.00 

0.02 

0.01 

0.07 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.026 

0.001 

0.024 

0.018 

73.04 

Semi Critical 



0.10 

0.13 

181.31 

0.16 

0.00 

0.16 

0.02 

0.25 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.158 

0.008 

0.150 

0.070 

46.62 

Safe 

Punayta 

0820000520900001 

0.09 

0.14 

240.31 

0.17 

0.02 

0.19 

0.02 

0.23 

- 

0.0300 

- 

- 

0.012 

0.042 

0.042 

0.230 

0.011 

0.218 

0.295 

135.37 

Over Exploited 



0.08 

0.01 

1,378.40 

0.01 

- 

0.01 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.049 

800.75 

Over Exploited 



0.09 

0.03 

690.56 

0.03 

0.01 

0.04 

0.01 

0.10 

- 

0.0100 

- 

- 

0.012 

0.022 

0.022 

0.060 

0.003 

0.057 

0.124 

218.18 

Over Exploited 

Rad Jhalra 

0820000602445500 

0.10 

0.13 

947,464.74 

0.16 

0.01 

0.17 

0.03 

0.31 

0.02 

0.0200 

- 

- 

- 

0.020 

0.036 

0.203 

0.010 

0.193 

0.174 

89.92 

Semi Critical 



0.08 

0.01 

407,429.86 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.025 

0.001 

0.024 

0.064 

267.37 

Over Exploited 

Rajkiyawas Khurd 

0820000602440600 

0.08 

0.00 

4,230.38 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

228.92 

Over Exploited 



0.08 

0.12 

118.05 

0.14 

0.02 

0.15 

0.01 

0.21 

- 

0.0100 

- 

- 

0.024 

0.034 

0.034 

0.188 

0.009 

0.179 

0.079 

44.04 

Safe 

Rajola Khurd 

0820000602444400 

0.12 

0.32 

349.37 

0.38 

0.01 

0.40 

0.04 

0.40 

- 

0.0200 

- 

- 

0.007 

0.027 

0.027 

0.423 

0.021 

0.402 

0.572 

142.26 

Over Exploited 

Ranawas 

0820000602446600 

0.12 

0.32 

1,014.01 

0.38 

0.01 

0.40 

0.02 

0.29 

- 

0.0300 

- 

- 

0.003 

0.034 

0.034 

0.430 

0.022 

0.409 

0.821 

200.74 

Over Exploited 



0.10 

0.00 

11,057.15 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.023 

5,444.49 

Over Exploited 

Raunagar 

0820000502434400 

0.15 

0.00 

2,004.05 

0.00 

0.00 

0.01 

0.00 

0.05 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.009 

0.000 

0.009 

0.002 

24.05 

Safe 



0.12 

0.00 

3,235.89 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

114.42 

Over Exploited 



0.15 

0.12 

271.51 

0.15 

0.00 

0.15 

0.02 

0.30 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.153 

0.008 

0.145 

0.012 

8.26 

Safe 

Rawalwas 

0820000502431100 

0.12 

0.00 

823.59 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.003 

0.003 

78.77 

Semi Critical 



0.09 

0.04 

207.09 

0.05 

- 

0.05 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.049 

0.002 

0.047 

0.019 

41.36 

Safe 

Reesaniya 

0820000602443400 

0.10 

0.23 

36.24 

0.28 

0.01 

0.29 

0.02 

0.32 

- 

- 

- 

- 

0.017 

0.017 

0.017 

0.303 

0.015 

0.288 

0.054 

18.84 

Safe 

Rewariya 

0820000602442600 

0.10 

0.12 

348.21 

0.14 

0.01 

0.15 

0.02 

0.28 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.156 

0.008 

0.148 

0.073 

49.41 

Safe 

Rodiyana 

0821000402533500 

0.06 

0.00 

2,308.68 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.013 

3,314.81 

Over Exploited 

Roopawas 

0820000502434500 

0.12 

0.01 

2,091.49 

0.01 

- 

0.01 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.000 

0.009 

0.015 

168.76 

Over Exploited 



0.15 

0.00 

8,446.88 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.003 

0.000 

0.003 

0.003 

101.39 

Over Exploited 

Saji 

0820000402423700 

0.15 

0.12 

199.55 

0.15 

- 

0.15 

0.02 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.149 

0.007 

0.141 

0.023 

16.47 

Safe 

Sajianpura 

0820000402423600 

0.15 

0.67 

43.11 

0.81 

0.01 

0.82 

0.03 

0.34 

- 

0.0100 

- 

- 

0.013 

0.023 

0.023 

0.840 

0.042 

0.798 

0.066 

8.27 

Safe 

Samooja 

0817000402167800 

0.22 

0.00 

15,957.02 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

302.11 

Over Exploited 

Saran 

0820000602446000 

0.12 

0.00 

11,703.17 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.059 

5,186.18 

Over Exploited 



0.08 

0.44 

107,840.58 

0.53 

0.02 

0.55 

0.05 

0.45 

0.05 

0.0500 

- 

- 

- 

0.050 

0.102 

0.649 

0.032 

0.617 

1.258 

203.96 

Over Exploited 

Sawaipura 

0820000402428300 

0.15 

0.00 

6,302.50 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

125.21 

Over Exploited 



0.08 

0.00 

78,115.31 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sawrad 

0820000602443500 

0.12 

0.28 

630.01 

0.34 

0.03 

0.36 

0.02 

0.18 

- 

0.0200 

- 

- 

0.023 

0.043 

0.043 

0.406 

0.020 

0.386 

0.558 

144.78 

Over Exploited 



0.10 

0.25 

130.54 

0.30 

0.02 

0.33 

0.02 

0.18 

- 

0.0200 

- 

- 

0.021 

0.041 

0.041 

0.367 

0.018 

0.349 

0.439 

125.96 

Over Exploited 

Seenchiyawas 

0820000602445400 

0.10 

0.03 

77,473.83 

0.04 

- 

0.04 

0.01 

0.12 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.051 

0.003 

0.048 

0.072 

149.11 

Over Exploited 



0.08 

0.13 

228,223.00 

0.15 

0.01 

0.16 

0.03 

0.29 

0.02 

0.0200 

- 

- 

- 

0.020 

0.035 

0.196 

0.010 

0.186 

0.185 

99.54 

Critical 

Seeriyari 

0820000602450100 

0.12 

0.02 

4,182.85 

0.03 

- 

0.03 

0.01 

0.06 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.049 

0.002 

0.046 

0.166 

359.48 

Over Exploited 



0.10 

0.00 

4,626.67 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.034 

1,720.59 

Over Exploited 



0.08 

0.56 

132.02 

0.68 

0.01 

0.69 

0.04 

0.39 

0.06 

0.0900 

- 

- 

- 

0.090 

0.154 

0.842 

0.042 

0.800 

0.883 

110.44 

Over Exploited 

Shekhawas 

0820000602444600 

0.12 

0.28 

366.37 

0.34 

0.01 

0.35 

0.04 

0.41 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.373 

0.019 

0.355 

0.466 

131.27 

Over Exploited 

Sinchana 

0820000602450000 

0.12 

0.14 

416.72 

0.17 

- 

0.17 

0.03 

0.35 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.182 

0.009 

0.173 

0.340 

196.57 

Over Exploited 



0.08 

0.00 

806.92 

0.01 

0.00 

0.01 

0.01 

0.08 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.017 

0.001 

0.017 

0.062 

373.84 

Over Exploited 

Sinla 

0820000602440400 

0.10 

0.39 

1,268.68 

0.47 

0.02 

0.49 

0.01 

0.16 

- 

0.1400 

- 

- 

- 

0.140 

0.140 

0.633 

0.032 

0.601 

1.266 

210.50 

Over Exploited 



0.08 

0.02 

6,609.67 

0.02 

- 

0.02 

0.00 

0.04 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.054 

0.003 

0.051 

0.253 

493.99 

Over Exploited 

Sisarwada 

0820000302417000 

0.08 

0.01 

349.54 

0.01 

0.00 

0.01 

0.01 

0.07 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.019 

0.001 

0.018 

0.041 

223.21 

Over Exploited 

Sojat Road (CT) 

0820000342003000 

0.08 

0.02 

397.16 

0.03 

- 

0.03 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.029 

0.001 

0.027 

0.270 

991.79 

Over Exploited 

Sonailakha 

0820000402423500 

0.15 

0.10 

336.01 

0.11 

0.00 

0.12 

0.01 

0.10 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.118 

0.006 

0.112 

0.023 

20.17 

Safe 

Sukarlai 

0820000402426200 

0.07 

0.00 

744.45 

0.01 

0.00 

0.01 

0.00 

0.06 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

0.000 

0.006 

0.003 

56.46 

Safe 



0.15 

0.00 

744.68 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.002 

44.88 

Safe 



0.07 

0.00 

42,794.56 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Talai 

0825000102965300 

0.04 

0.00 

205,157.68 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.018 

4,850.53 

Over Exploited 

Thakurwas 

0820000602446400 

0.12 

0.21 

407.47 

0.25 

0.01 

0.27 

0.03 

0.39 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.290 

0.014 

0.275 

0.437 

158.78 

Over Exploited 

Thai 

0820000602444900 

0.12 

0.01 

1,834.02 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.008 

0.032 

413.50 

Over Exploited 



0.08 

0.25 

(17.80) 

0.21 

0.01 

0.22 

0.04 

0.41 

0.03 

0.0200 

- 

- 

- 

0.020 

0.050 

0.269 

0.013 

0.256 

0.204 

79.58 

Semi Critical 

Uparli Neembari 

0820000602445800 

0.08 

0.32 

35.20 

0.38 

- 

0.38 

0.05 

0.46 

0.04 

0.0100 

- 

- 

- 

0.010 

0.049 

0.432 

0.022 

0.410 

0.336 

81.96 

Semi Critical 

Utvan 

0820000502430900 

0.12 

0.17 

60.07 

0.20 

0.01 

0.21 

0.02 

0.29 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.241 

0.012 

0.229 

0.182 

79.79 

Semi Critical 



0.09 

0.00 

3,377.93 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

268.57 

Over Exploited 

Vaniya Mali 

0820000602450300 

0.10 

0.00 

10,812.60 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.15 

41,112.74 

0.18 

0.01 

0.19 

0.05 

0.44 

0.02 

0.0300 

- 

- 

- 

0.030 

0.047 

0.239 

0.012 

0.227 

0.312 

137.45 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Vopari 

082000060244610C 

15.470 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.657 

2.31 

0.100 

0.24 

0.01 

0.00 

0.00 

0.02 

3.13 

2.87 

0.90 

0.031 

0.33 

0.36 







Non-command 

Erinpura Granite 

2.813 

2.31 

0.020 

0.04 

0.00 

0.00 

0.00 

0.01 

0.16 

0.14 

0.17 

0.007 

0.07 

0.08 

11002005 

Akrawas 

082000050243170C 

6.435 

Saline 

Non-command 

Non-command 

Erinpura Granite 

6.435 

2.08 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.30 

0.22 

0.09 

0.026 

0.28 

0.39 


Akrawas Purohitan 

0820000502431800 

6.944 

Saline 

Non-command 

Non-command 

Erinpura Granite 

6.944 

1.66 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.25 

0.20 

0.03 

0.028 

0.29 

0.37 


Angdosh 

0820000602446900 

9.846 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.846 

3.83 

0.025 

0.16 

0.01 

0.00 

0.00 

0.00 

1.09 

1.13 

0.60 

0.024 

0.30 

0.29 


Asan (Ghanchian) 

0820000602447300 

11.477 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

11.384 

2.88 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.85 

0.90 

0.10 

0.028 

0.28 

0.26 







Non-command 

Erinpura Granite 

0.094 

2.88 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Asan Dakaniya 

0820000602451300 

4.575 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

4.575 

3.35 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.32 

0.30 

0.05 

0.011 

0.44 

0.47 


Asan Jodhwan 

0820000602451400 

4.667 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

4.667 

3.57 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.35 

0.33 

0.05 

0.012 

0.42 

0.45 


Asan Melra 

0820000602451000 

3.952 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

3.952 

3.40 

0.020 

0.04 

0.00 

0.00 

0.00 

0.01 

0.30 

0.28 

0.13 

0.010 

0.45 

0.49 


Auwa 

0820000602447100 

6.203 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.203 

2.77 

0.025 

0.19 

0.01 

0.00 

0.00 

0.01 

0.60 

0.62 

0.76 

0.015 

0.29 

0.29 


Baniyawas 

0820000502431500 

13.280 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.356 

5.27 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.01 

0.001 

0.01 

0.01 


Bariya 

0820000602448400 

16.517 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

8.568 

0.76 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.15 

0.15 

0.09 

0.021 

0.17 

0.17 


Barsa 

0820000602441900 

16.450 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

4.207 

2.00 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.24 

0.22 

0.15 

0.010 

0.07 

0.07 







Non-command 

Erinpura Granite 

12.243 

2.00 

0.020 

0.10 

0.01 

0.00 

0.00 

0.01 

0.57 

0.54 

0.37 

0.030 

0.20 

0.21 


Basni Jojawar 

0820000602451800 

7.727 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

5.771 

3.25 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.40 

0.38 

0.10 

0.014 

0.33 

0.35 


Beeram Gurha 

0825000102966500 

3.100 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.145 

4.13 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.02 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.861 

4.13 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.16 

0.07 

0.011 

0.29 

0.32 


Bhagora 

0820000602453500 

11.859 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.027 

3.36 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Erinpura Granite 

3.930 

3.36 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.29 

0.27 

0.16 

0.010 

0.15 

0.17 


Bhagwanpura 

0820000602442000 

2.533 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.533 

3.51 

0.025 

0.11 

0.01 

0.00 

0.00 

0.00 

0.32 

0.37 

0.43 

0.006 

0.27 

0.24 


Bithora Kalan 

0820000602442300 

17.306 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.776 

3.24 

0.025 

0.08 

0.00 

0.00 

0.00 

0.00 

0.79 

0.92 

0.29 

0.022 

0.13 

0.12 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

8.530 

3.24 

0.025 

0.06 

0.00 

0.00 

0.00 

0.00 

0.75 

0.87 

0.22 

0.021 

0.13 

0.11 


Bithora Khurd 

0820000602442100 

7.241 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

7.241 

3.11 

0.025 

0.07 

0.00 

0.00 

0.00 

0.01 

0.63 

0.70 

0.27 

0.018 

0.26 

0.24 


Bogla 

0820000602453000 

3.420 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

3.416 

3.39 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.29 

0.27 

0.26 

0.008 

0.46 

0.50 


Bomadara 

0820000502431200 

5.991 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.134 

2.41 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 


Chaita 

0825000102966900 

3.908 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.239 

4.33 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.03 

0.03 


Chatra Gura 

0820000602453400 

7.513 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.432 

3.54 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.02 

0.001 

0.03 

0.03 







Non-command 

Erinpura Granite 

2.918 

3.54 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.24 

0.22 

0.17 

0.007 

0.18 

0.20 


Chaudhariyon Ki Dhani 

0820000602447500 

7.418 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.133 

0.70 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Erinpura Granite 

7.286 

0.70 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.10 

0.10 

0.01 

0.018 

0.29 

0.30 


Chaukariya 

0820000602451100 

10.077 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

10.077 

3.23 

0.020 

0.13 

0.02 

0.00 

0.00 

0.02 

0.74 

0.69 

0.49 

0.025 

0.43 

0.47 


Chawadiya 

0820000602441400 

10.790 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

7.812 

2.86 

0.025 

0.09 

0.01 

0.00 

0.00 

0.10 

0.54 

0.67 

0.33 

0.019 

0.18 

0.15 







Non-command 

Erinpura Granite 

0.186 

2.86 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.00 

0.00 


Chelawas 

0820000602446800 

10.048 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.323 

3.79 

0.025 

0.12 

0.01 

0.00 

0.00 

0.02 

0.88 

0.98 

0.46 

0.021 

0.23 

0.21 


Deoli 

0820000602448600 

18.910 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

3.757 

1.14 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.13 

0.13 

0.20 

0.009 

0.07 

0.07 


Dhal 

0820000602450900 

4.911 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.077 

3.42 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.04 

0.003 

0.10 

0.11 







Non-command 

Erinpura Granite 

3.483 

3.42 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.27 

0.24 

0.14 

0.009 

0.33 

0.36 


Dhamli 

0820000602447800 

17.944 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

3.524 

1.14 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.20 

0.009 

0.06 

0.07 





Saline 

Non-command 

Non-command 

Erinpura Granite 

2.841 

1.14 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.09 

0.007 

0.05 

0.05 


Dingor 

0820000602450500 

16.405 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.987 

3.56 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.28 

0.25 

0.03 

0.007 

0.08 

0.09 







Non-command 

Erinpura Granite 

5.254 

3.56 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.39 

0.36 

0.06 

0.013 

0.14 

0.16 


Gadana 

0820000602446700 

15.036 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.690 

4.19 

0.025 

0.07 

0.00 

0.00 

0.00 

0.01 

0.66 

0.68 

0.25 

0.014 

0.12 

0.11 


Gawar 

0820000602450700 

3.283 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.965 

3.49 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.21 

0.19 

0.18 

0.005 

0.28 

0.31 


Godawas 

0820000602441600 

8.044 

Saline 

Non-command 

Non-command 

Erinpura Granite 

8.044 

1.85 

0.020 

0.05 

0.01 

0.00 

0.00 

0.01 

0.33 

0.27 

0.16 

0.020 

0.28 

0.33 


Gura Bhopa 

0820000602452900 

3.834 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

3.834 

3.30 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.29 

0.27 

0.19 

0.009 

0.45 

0.49 


Gura Dhamawat 

0820000602450400 

17.373 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.018 

3.83 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gura Durjan 

0820000602449400 

3.668 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.032 

3.44 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 







Non-command 

Erinpura Granite 

3.637 

3.44 

0.020 

0.09 

0.00 

0.00 

0.00 

0.01 

0.33 

0.32 

0.36 

0.009 

0.40 

0.42 


Gura Keshar Singh 

0820000602449100 

12.116 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.984 

2.49 

0.025 

0.09 

0.00 

0.00 

0.00 

0.00 

0.34 

0.33 

0.33 

0.010 

0.11 

0.11 







Non-command 

Erinpura Granite 

8.132 

2.49 

0.020 

0.19 

0.01 

0.00 

0.00 

0.01 

0.58 

0.57 

0.72 

0.020 

0.23 

0.23 


Gura Mehkaran 

0820000602449800 

4.375 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.719 

2.35 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.43 

0.40 

0.12 

0.004 

0.16 

0.17 







Non-command 

Erinpura Granite 

2.657 

2.35 

0.020 

0.04 

0.00 

0.00 

0.00 

0.01 

0.16 

0.15 

0.16 

0.007 

0.25 

0.26 


Gura Mokan Singh 

0820000602448900 

7.706 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

6.983 

3.29 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.53 

0.52 

0.32 

0.017 

0.35 

0.35 


Gura Premsingh 

0820000602449600 

7.984 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.483 

4.18 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

3.19 

3.09 

0.26 

0.019 

0.34 

0.35 







Non-command 

Phyllite & Schist 

0.484 

4.18 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.01 

0.001 

0.02 

0.02 







Non-command 

Erinpura Granite 

0.017 

4.18 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gura Ramsingh 

0820000602449300 

11.781 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.897 

3.79 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.35 

0.34 

0.03 

0.002 

0.03 

0.03 







Non-command 

Phyllite & Schist 

3.365 

3.79 

0.025 

0.03 

0.00 

0.00 

0.00 

0.01 

0.34 

0.33 

0.10 

0.008 

0.10 

0.11 







Non-command 

Erinpura Granite 

7.519 

3.79 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.64 

0.62 

0.25 

0.019 

0.23 

0.23 


Gura Rughnathsingh 

0820000602449500 

6.174 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.283 

2.79 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

1.22 

1.15 

0.10 

0.011 

0.27 

0.29 







Non-command 

Erinpura Granite 

1.892 

2.79 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.11 

0.10 

0.05 

0.005 

0.12 

0.13 


Gura Soorsingh 

0820000602450200 

8.205 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

6.298 

3.23 

0.020 

0.14 

0.02 

0.00 

0.00 

0.00 

0.52 

0.48 

0.55 

0.016 

0.33 

0.36 


Gurha Ajba 

0820000602451700 

5.306 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

5.306 

3.92 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.44 

0.42 

0.10 

0.013 

0.41 

0.42 


Gurha Ganga-I 

0820000602453200 

6.042 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.852 

3.59 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.28 

0.25 

0.09 

0.007 

0.22 

0.24 







Non-command 

Erinpura Granite 

1.315 

3.59 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.05 

0.003 

0.10 

0.11 


Gurha Ganga-li 

0820000602453300 

3.155 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.621 

3.82 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.15 

0.02 

0.004 

0.24 

0.27 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.002 

3.82 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Vopari 

0820000602446100 

0.12 

0.50 

476.10 

0.60 

0.03 

0.63 

0.04 

0.36 

0.06 

0.0300 

- 

- 

0.030 

0.060 

0.115 

0.743 

0.037 

0.706 

0.935 

132.50 

Over Exploited 



0.08 

0.02 

777.46 

0.02 

0.01 

0.03 

0.01 

0.08 

0.00 

0.0100 

- 

- 

0.019 

0.029 

0.031 

0.063 

0.003 

0.060 

0.177 

293.91 

Over Exploited 

Akrawas 

0820000502431700 

0.08 

0.15 

48.47 

0.18 

0.00 

0.18 

0.02 

0.31 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.191 

0.010 

0.182 

0.112 

61.40 

Safe 

Akrawas Purohitan 

0820000502431800 

0.08 

0.16 

20.96 

0.19 

0.00 

0.20 

0.02 

0.31 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.201 

0.010 

0.191 

0.057 

29.73 

Safe 

Angdosh 

0820000602446900 

0.10 

0.30 

277.65 

0.36 

0.01 

0.37 

0.02 

0.33 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.394 

0.020 

0.374 

0.622 

166.31 

Over Exploited 

Asan (Ghanchian) 

0820000602447300 

0.10 

0.32 

186.40 

0.38 

0.00 

0.38 

0.02 

0.30 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.385 

0.019 

0.366 

0.127 

34.78 

Safe 



0.08 

0.00 

33,968.47 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Asan Dakaniya 

0820000602451300 

0.08 

0.16 

85.75 

0.19 

0.01 

0.20 

0.05 

0.48 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.216 

0.011 

0.205 

0.059 

28.94 

Safe 

Asan Jodhwan 

0820000602451400 

0.08 

0.16 

109.61 

0.19 

0.00 

0.19 

0.04 

0.46 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.205 

0.010 

0.195 

0.060 

30.51 

Safe 

Asan Melra 

0820000602451000 

0.08 

0.14 

96.57 

0.17 

0.01 

0.18 

0.05 

0.49 

- 

0.0100 

- 

- 

0.009 

0.020 

0.020 

0.195 

0.010 

0.185 

0.142 

76.61 

Semi Critical 

Auwa 

0820000602447100 

0.10 

0.18 

239.57 

0.22 

0.02 

0.24 

0.02 

0.32 

- 

0.0300 

- 

- 

0.012 

0.042 

0.042 

0.278 

0.014 

0.264 

0.770 

291.29 

Over Exploited 

Baniyawas 

0820000502431500 

0.09 

0.00 

12,352.04 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.009 

3,362.13 

Over Exploited 

Bariya 

0820000602448400 

0.08 

0.11 

32.15 

0.14 

0.01 

0.14 

0.01 

0.18 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.151 

0.008 

0.143 

0.107 

74.82 

Semi Critical 

Barsa 

0820000602441900 

0.08 

0.02 

856.67 

0.03 

0.01 

0.04 

0.00 

0.07 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.068 

0.003 

0.064 

0.156 

242.99 

Over Exploited 



0.08 

0.20 

170.99 

0.24 

0.02 

0.26 

0.01 

0.22 

- 

0.0400 

- 

- 

0.018 

0.058 

0.058 

0.319 

0.016 

0.303 

0.402 

132.86 

Over Exploited 

Basni Jojawar 

0820000602451800 

0.08 

0.15 

152.59 

0.18 

0.00 

0.18 

0.03 

0.36 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.195 

0.010 

0.185 

0.112 

60.58 

Safe 

Beeram Gurha 

0825000102966500 

0.04 

0.00 

7,805.77 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.009 

5,680.34 

Over Exploited 



0.04 

0.02 

627.01 

0.03 

0.00 

0.03 

0.03 

0.32 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.040 

0.002 

0.038 

0.083 

217.34 

Over Exploited 

Bhagora 

0820000602453500 

0.10 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.05 

454.82 

0.06 

0.01 

0.07 

0.02 

0.17 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.088 

0.004 

0.084 

0.168 

200.21 

Over Exploited 

Bhagwanpura 

0820000602442000 

0.10 

0.07 

434.20 

0.08 

0.01 

0.09 

0.02 

0.29 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.116 

0.006 

0.110 

0.436 

397.53 

Over Exploited 

Bithora Kalan 

0820000602442300 

0.10 

0.12 

678.14 

0.14 

- 

0.14 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.151 

0.008 

0.144 

0.307 

213.34 

Over Exploited 



0.08 

0.09 

877.64 

0.11 

- 

0.11 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.117 

0.006 

0.111 

0.245 

220.82 

Over Exploited 

Bithora Khurd 

0820000602442100 

0.08 

0.15 

359.16 

0.18 

0.01 

0.19 

0.02 

0.28 

- 

0.0300 

- 

- 

0.011 

0.041 

0.041 

0.231 

0.012 

0.220 

0.291 

132.46 

Over Exploited 

Bogla 

0820000602453000 

0.08 

0.13 

111.01 

0.15 

0.01 

0.16 

0.05 

0.51 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.194 

0.010 

0.184 

0.272 

147.88 

Over Exploited 

Bomadara 

0820000502431200 

0.09 

0.00 

7,279.44 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Chaita 

0825000102966900 

0.04 

0.00 

6,569.04 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.015 

4,816.64 

Over Exploited 

Chatra Gura 

0820000602453400 

0.10 

0.00 

546,198.03 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.023 

2,232.06 

Over Exploited 



0.08 

0.04 

408.11 

0.05 

0.01 

0.06 

0.02 

0.20 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.081 

0.004 

0.077 

0.177 

230.61 

Over Exploited 

Chaudhariyon Ki Dhani 

0820000602447500 

0.10 

0.00 

2,851.10 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.08 

0.17 

(42.71) 

0.14 

0.01 

0.15 

0.02 

0.32 

- 

- 

- 

- 

0.020 

0.020 

0.020 

0.170 

0.009 

0.162 

0.030 

18.56 

Safe 

Chaukariya 

0820000602451100 

0.08 

0.35 

97.50 

0.42 

0.04 

0.46 

0.05 

0.48 

- 

0.0500 

- 

- 

0.026 

0.076 

0.076 

0.532 

0.027 

0.505 

0.512 

101.38 

Over Exploited 

Chawadiya 

0820000602441400 

0.08 

0.12 

482.66 

0.14 

0.11 

0.24 

0.01 

0.20 

- 

0.0400 

- 

- 

0.144 

0.184 

0.184 

0.428 

0.021 

0.406 

0.350 

86.20 

Semi Critical 



0.08 

0.00 

19,968.62 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

9,950.81 

Over Exploited 

Chelawas 

0820000602446800 

0.10 

0.19 

404.96 

0.23 

0.03 

0.26 

0.02 

0.25 

- 

0.0200 

- 

- 

0.033 

0.053 

0.053 

0.318 

0.016 

0.302 

0.481 

159.27 

Over Exploited 

Deoli 

0820000602448600 

0.08 

0.02 

520.39 

0.03 

0.00 

0.03 

0.01 

0.08 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.042 

0.002 

0.040 

0.206 

515.61 

Over Exploited 

Dhal 

0820000602450900 

0.10 

0.01 

325,200.08 

0.01 

- 

0.01 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.012 

0.046 

377.47 

Over Exploited 



0.08 

0.09 

169.26 

0.11 

0.01 

0.12 

0.03 

0.36 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.139 

0.007 

0.132 

0.153 

115.79 

Over Exploited 

Dhamli 

0820000602447800 

0.08 

0.02 

603.19 

0.02 

- 

0.02 

0.00 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.030 

0.002 

0.029 

0.211 

737.68 

Over Exploited 



0.08 

0.01 

686.88 

0.01 

- 

0.01 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.012 

0.101 

815.60 

Over Exploited 

Dingor 

0820000602450500 

0.10 

0.02 

########## 

0.03 

- 

0.03 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.002 

0.028 

0.001 

0.027 

0.039 

147.11 

Over Exploited 



0.08 

0.06 

756,080.10 

0.07 

- 

0.07 

0.02 

0.16 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.088 

0.004 

0.084 

0.073 

86.90 

Semi Critical 

Gadana 

0820000602446700 

0.10 

0.07 

937.83 

0.08 

0.01 

0.09 

0.01 

0.12 

- 

0.0100 

- 

- 

0.014 

0.024 

0.024 

0.113 

0.006 

0.107 

0.260 

243.01 

Over Exploited 

Gawar 

0820000602450700 

0.10 

0.05 

247,503.50 

0.06 

0.01 

0.07 

0.03 

0.31 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.091 

0.005 

0.087 

0.189 

217.70 

Over Exploited 

Godawas 

0820000602441600 

0.08 

0.18 

53.45 

0.21 

0.02 

0.24 

0.02 

0.30 

- 

0.0200 

- 

- 

0.016 

0.036 

0.036 

0.271 

0.014 

0.257 

0.176 

68.38 

Safe 

Gura Bhopa 

0820000602452900 

0.08 

0.14 

92.28 

0.17 

0.01 

0.18 

0.05 

0.50 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.206 

0.010 

0.196 

0.201 

102.76 

Over Exploited 

Gura Dhamawat 

0820000602450400 

0.10 

0.00 

192,039.14 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gura Durjan 

0820000602449400 

0.12 

0.00 

78,265.00 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.12 

173.10 

0.14 

0.01 

0.14 

0.04 

0.44 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.162 

0.008 

0.154 

0.371 

241.40 

Over Exploited 

Gura Keshar Singh 

0820000602449100 

0.10 

0.04 

643.27 

0.05 

0.00 

0.06 

0.01 

0.12 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.068 

0.003 

0.065 

0.342 

528.51 

Over Exploited 



0.08 

0.15 

283.75 

0.18 

0.02 

0.19 

0.02 

0.25 

- 

0.0300 

- 

- 

0.010 

0.040 

0.040 

0.235 

0.012 

0.223 

0.740 

332.10 

Over Exploited 

Gura Mehkaran 

0820000602449800 

0.12 

0.03 

1,136.25 

0.04 

- 

0.04 

0.02 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.039 

0.002 

0.037 

0.119 

319.39 

Over Exploited 



0.08 

0.05 

182.21 

0.06 

0.01 

0.07 

0.03 

0.27 

- 

0.0100 

- 

- 

0.011 

0.021 

0.021 

0.090 

0.005 

0.086 

0.163 

189.64 

Over Exploited 

Gura Mokan Singh 

0820000602448900 

0.08 

0.19 

167.14 

0.23 

0.01 

0.24 

0.03 

0.38 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.283 

0.014 

0.269 

0.334 

124.19 

Over Exploited 

Gura Premsingh 

0820000602449600 

0.12 

0.30 

914.33 

0.37 

0.00 

0.37 

0.03 

0.37 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.381 

0.019 

0.362 

0.282 

77.76 

Semi Critical 



0.10 

0.00 

4,501.84 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.000 

- 

- 

0.001 

0.000 

0.001 

0.012 

1,008.23 

Over Exploited 



0.08 

0.00 

39,325.41 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

1.65 

Safe 

Gura Ramsingh 

0820000602449300 

0.12 

0.00 

11,492.88 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

0.000 

0.004 

0.031 

853.93 

Over Exploited 



0.10 

0.03 

859.29 

0.04 

0.01 

0.05 

0.01 

0.11 

- 

- 

- 

- 

0.014 

0.014 

0.014 

0.064 

0.003 

0.061 

0.105 

172.41 

Over Exploited 



0.08 

0.14 

350.80 

0.16 

0.00 

0.17 

0.02 

0.25 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.181 

0.009 

0.172 

0.273 

158.42 

Over Exploited 

Gura Rughnathsingh 

0820000602449500 

0.12 

0.14 

716.60 

0.17 

0.00 

0.17 

0.03 

0.30 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.172 

0.009 

0.164 

0.115 

70.01 

Semi Critical 



0.08 

0.02 

460.74 

0.02 

0.01 

0.03 

0.01 

0.13 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.038 

0.002 

0.036 

0.055 

153.32 

Over Exploited 

Gura Soorsingh 

0820000602450200 

0.08 

0.17 

190.33 

0.20 

0.02 

0.22 

0.04 

0.36 

- 

0.0600 

- 

- 

0.004 

0.064 

0.064 

0.286 

0.014 

0.272 

0.568 

209.00 

Over Exploited 

Gurha Ajba 

0820000602451700 

0.08 

0.17 

144.92 

0.21 

0.01 

0.21 

0.04 

0.44 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.233 

0.012 

0.221 

0.111 

50.19 

Safe 

Gurha Ganga-I 

0820000602453200 

0.10 

0.06 

########## 

0.07 

- 

0.07 

0.02 

0.24 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.078 

0.004 

0.074 

0.093 

125.33 

Over Exploited 



0.08 

0.01 

782.22 

0.01 

- 

0.01 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.022 

0.051 

235.64 

Over Exploited 

Gurha Ganga-li 

0820000602453300 

0.10 

0.04 

500,158.44 

0.05 

- 

0.05 

0.03 

0.27 

- 

- 

- 

- 

- 

- 

- 

0.047 

0.002 

0.044 

0.026 

58.78 

Safe 



0.08 

0.00 

526,814.62 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Gurha Nawan 

082000060245150C 

5.373 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

5.373 

3.77 

0.020 

0.07 

0.01 

0.00 

0.00 

0.01 

0.45 

0.44 

0.26 

0.013 

0.38 

0.40 


Gurna Durga 

082000060245190C 

12.908 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

2.079 

3.36 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.16 

0.07 

0.005 

0.06 

0.07 


Hemliyawas Khurd (Rural) 

082000060244250C 

7.069 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.457 

3.68 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.01 

0.001 

0.02 

0.01 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.649 

3.68 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.23 

0.04 

0.004 

0.06 

0.04 


Hingola Kalan 

082000060244170C 

9.901 

Saline 

Non-command 

Non-command 

Erinpura Granite 

9.066 

1.39 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.28 

0.24 

0.14 

0.022 

0.27 

0.31 


Hingola Khurd 

082000060244790C 

11.850 

Saline 

Non-command 

Non-command 

Erinpura Granite 

0.130 

1.36 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Isali 

082000060244900C 

10.339 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

10.339 

2.12 

0.020 

0.35 

0.02 

0.00 

0.00 

0.01 

0.75 

0.74 

1.37 

0.026 

0.36 

0.36 


Jaitpura 

0820000602448500 

6.001 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

6.001 

0.39 

0.020 

0.11 

0.01 

0.00 

0.00 

0.03 

0.12 

0.12 

0.44 

0.015 

0.32 

0.33 


Januda 

0820000602448800 

6.721 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

4.741 

0.82 

0.020 

0.15 

0.01 

0.00 

0.00 

0.00 

0.22 

0.21 

0.58 

0.012 

0.25 

0.25 


Jatiyon Ki Dhani 

0820000602447000 

4.988 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.986 

2.44 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.31 

0.32 

0.04 

0.012 

0.31 

0.30 







Non-command 

Erinpura Granite 

0.002 

2.44 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jojawar 

0820000602452600 

14.688 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.465 

3.05 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.08 

0.001 

0.01 

0.02 


Jooni Phulad 

0820000602450600 

3.059 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.142 

3.57 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.22 

0.20 

0.13 

0.005 

0.32 

0.35 







Non-command 

Erinpura Granite 

0.002 

3.57 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kachhbali 

0825000102965200 

7.653 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.242 

4.25 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.10 

0.01 

0.007 

0.07 

0.08 


Kadoo 

0820000602449200 

4.563 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.563 

2.79 

0.025 

0.09 

0.00 

0.00 

0.00 

0.00 

0.41 

0.41 

0.33 

0.011 

0.32 

0.32 


Kamla (Rural) 

0825000202974100 

10.112 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.161 

4.09 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.401 

4.09 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.19 

0.05 

0.004 

0.11 

0.13 


Kapari 

0820000602447600 

19.966 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.893 

1.56 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.02 

0.005 

0.03 

0.03 







Non-command 

Erinpura Granite 

7.479 

1.56 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.26 

0.26 

0.08 

0.019 

0.10 

0.11 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.176 

1.56 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.02 

0.005 

0.03 

0.03 







Non-command 

Erinpura Granite 

8.418 

1.56 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.28 

0.28 

0.06 

0.021 

0.12 

0.12 


Karmal 

0820000602453100 

8.473 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.060 

3.45 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.01 

0.003 

0.06 

0.06 







Non-command 

Erinpura Granite 

5.523 

3.45 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.40 

0.36 

0.07 

0.014 

0.30 

0.33 


Karoliya 

0820000602442700 

5.136 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.574 

3.50 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.17 

0.02 

0.004 

0.08 

0.07 


Kharchi 

0820000602441300 

8.784 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.321 

3.74 

0.025 

0.03 

0.00 

0.00 

0.00 

0.01 

0.23 

0.37 

0.10 

0.006 

0.07 

0.04 


Kharchi Ki Dhani 

0820000602447200 

3.882 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.882 

3.76 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.38 

0.41 

0.07 

0.010 

0.29 

0.27 


Khati Khera 

0820000502432700 

2.681 

Saline 

Non-command 

Non-command 

Erinpura Granite 

0.191 

1.16 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.03 


Kheema Gurha 

0825000102966700 

1.089 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.055 

4.12 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 


Lambiya 

0820000502431900 

24.257 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

6.492 

2.39 

0.025 

0.04 

0.00 

0.00 

0.00 

0.01 

0.41 

0.32 

0.13 

0.026 

0.08 

0.11 







Non-command 

Erinpura Granite 

10.962 

2.39 

0.020 

0.06 

0.01 

0.00 

0.00 

0.01 

0.57 

0.43 

0.18 

0.044 

0.14 

0.18 


Malsa Baori 

0820000602449900 

9.237 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.205 

1.47 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.20 

0.19 

0.12 

0.003 

0.05 

0.05 







Non-command 

Erinpura Granite 

0.582 

1.47 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.05 

0.001 

0.02 

0.03 


Mani 

0820000602451600 

9.045 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

9.045 

3.84 

0.020 

0.16 

0.02 

0.00 

0.00 

0.03 

0.80 

0.76 

0.62 

0.022 

0.41 

0.43 


Marwar Junction (CT) 

0820000642005000 

8.219 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

3.125 

3.75 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.30 

0.45 

0.03 

0.019 

0.10 

0.06 


Mukanpura 

0820000602448700 

4.642 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

1.071 

0.98 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.06 

0.003 

0.08 

0.09 


Narsinghpura 

0820000602442400 

4.472 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.128 

3.56 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.30 

0.38 

0.06 

0.008 

0.18 

0.14 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.606 

3.56 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.01 

0.001 

0.04 

0.03 


Nawa Gura 

0820000602451200 

3.842 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

3.842 

3.38 

0.020 

0.07 

0.01 

0.00 

0.00 

0.02 

0.30 

0.27 

0.26 

0.010 

0.45 

0.49 


Nayagaon 

0820000602447700 

6.140 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

3.674 

1.02 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.02 

0.009 

0.18 

0.19 


Neembala Khera 

0820000502431300 

4.415 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.977 

2.46 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.15 

0.04 

0.012 

0.22 

0.28 


Neevon Ki Khejri 

0820000602452700 

3.288 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

1.269 

2.94 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.05 

0.003 

0.18 

0.19 


Parasla Kalan 

0820000502431400 

19.518 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.461 

3.57 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.16 

0.03 

0.010 

0.04 

0.05 


Parasla Khurd 

0820000502431600 

8.155 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

3.961 

2.34 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.27 

0.18 

0.16 

0.016 

0.14 

0.21 







Non-command 

Erinpura Granite 

2.916 

2.34 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.17 

0.11 

0.10 

0.012 

0.10 

0.15 


Peepali 

0825000102966400 

18.027 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.925 

3.55 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.73 

0.66 

0.06 

0.058 

0.26 

0.29 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.213 

3.55 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.01 

0.01 


Peetha Gurha 

0825000102966600 

1.376 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.004 

4.15 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Phulad 

0820000602450800 

12.169 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.392 

3.46 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.31 

0.28 

0.05 

0.008 

0.13 

0.14 







Non-command 

Erinpura Granite 

5.242 

3.46 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.39 

0.36 

0.11 

0.013 

0.20 

0.22 


Radawas 

0820000602449700 

5.981 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

4.04 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Phyllite & Schist 

5.958 

4.04 

0.025 

0.18 

0.01 

0.00 

0.00 

0.02 

0.76 

0.75 

0.70 

0.015 

0.33 

0.33 







Non-command 

Erinpura Granite 

0.022 

4.04 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rajkiyawas Kalan 

0820000602441500 

6.946 

Saline 

Non-command 

Non-command 

Erinpura Granite 

6.946 

1.87 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.31 

0.24 

0.21 

0.017 

0.28 

0.36 


Rajkiyawas Khurd 

0820000602440600 

10.738 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.093 

1.99 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Erinpura Granite 

2.599 

1.99 

0.020 

0.01 

0.00 

0.00 

0.00 

0.02 

0.10 

0.08 

0.01 

0.006 

0.07 

0.08 


Rampura 

0820000502432500 

7.735 

Saline 

Non-command 

Non-command 

Erinpura Granite 

4.825 

1.22 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.14 

0.12 

0.08 

0.019 

0.19 

0.23 


Ranawas 

0820000602446600 

12.808 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.367 

3.45 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.86 

0.85 

0.19 

0.006 

0.06 

0.06 







Non-command 

Phyllite & Schist 

0.074 

3.45 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Rawalwas 

0820000502431100 

6.632 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.157 

1.83 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.01 

0.005 

0.06 

0.07 


Satiyon Ki Dhani 

0820000602447400 

9.049 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.086 

1.23 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.11 

0.02 

0.008 

0.10 

0.10 







Non-command 

Erinpura Granite 

5.963 

1.23 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.17 

0.06 

0.015 

0.19 

0.19 


Shivpura 

0820000502432800 

8.255 

Saline 

Non-command 

Non-command 

Erinpura Granite 

0.299 

1.36 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 


Sodon Ki Dhana 

0820000602452800 

11.373 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

11.373 

3.26 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.74 

0.69 

0.01 

0.028 

0.44 

0.47 


Sugaliya 

0820000602441800 

4.218 

Saline 

Non-command 

Non-command 

Erinpura Granite 

4.218 

1.34 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.12 

0.11 

0.01 

0.010 

0.28 

0.31 


Surya Nagar 

0820000602442200 

3.258 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

3.258 

3.69 

0.025 

0.16 

0.01 

0.00 

0.00 

0.00 

0.45 

0.58 

0.64 

0.008 

0.26 

0.20 


Thoriya 

0825000102966300 

2.377 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.052 

3.17 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 

Sub Basin: Guhiya | 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Gurha Nawan 

0820000602451500 

0.08 

0.16 

164.89 

0.20 

0.02 

0.22 

0.04 

0.42 

- 

0.0300 

- 

- 

0.016 

0.046 

0.046 

0.264 

0.013 

0.250 

0.270 

107.93 

Over Exploited 

Gurna Durga 

0820000602451900 

0.08 

0.01 

1,340.36 

0.01 

0.00 

0.01 

0.01 

0.07 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.024 

0.001 

0.023 

0.079 

345.17 

Over Exploited 

Hemliyawas Khurd (Rural) 

0820000602442500 

0.10 

0.00 

7,721.36 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.012 

1,417.80 

Over Exploited 



0.08 

0.01 

2,785.59 

0.01 

- 

0.01 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.009 

0.040 

449.68 

Over Exploited 

Hingola Kalan 

0820000602441700 

0.08 

0.20 

22.16 

0.23 

0.01 

0.25 

0.02 

0.29 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.271 

0.014 

0.258 

0.162 

62.99 

Safe 

Hingola Khurd 

0820000602447900 

0.08 

0.00 

8,553.60 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Isali 

0820000602449000 

0.08 

0.30 

151.23 

0.35 

0.03 

0.39 

0.03 

0.39 

- 

0.1500 

- 

- 

0.019 

0.169 

0.169 

0.557 

0.028 

0.529 

1.396 

263.70 

Over Exploited 

Jaitpura 

0820000602448500 

0.08 

0.15 

(22.13) 

0.12 

0.04 

0.16 

0.03 

0.35 

- 

0.0200 

- 

- 

0.038 

0.058 

0.058 

0.216 

0.011 

0.205 

0.454 

220.87 

Over Exploited 

Januda 

0820000602448800 

0.08 

0.10 

125.01 

0.11 

0.01 

0.12 

0.02 

0.27 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.145 

0.007 

0.137 

0.590 

429.59 

Over Exploited 

Jatiyon Ki Dhani 

0820000602447000 

0.10 

0.15 

106.78 

0.18 

0.00 

0.19 

0.02 

0.33 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.187 

0.009 

0.178 

0.049 

27.73 

Safe 



0.08 

0.00 

764,951.68 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jojawar 

0820000602452600 

0.08 

0.00 

8,431.44 

0.00 

- 

0.00 

0.00 

0.02 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.085 

842.63 

Over Exploited 

Jooni Phulad 

0820000602450600 

0.10 

0.06 

7,548.55 

0.08 

- 

0.08 

0.04 

0.36 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.094 

0.005 

0.089 

0.135 

151.50 

Over Exploited 



0.08 

0.00 

285,685.54 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kachhbali 

0825000102965200 

0.04 

0.00 

########## 

0.00 

0.00 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

0.000 

0.000 

0.001 

0.006 

0.000 

0.005 

0.020 

381.17 

Over Exploited 

Kadoo 

0820000602449200 

0.10 

0.15 

177.42 

0.18 

- 

0.18 

0.03 

0.35 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.187 

0.009 

0.177 

0.343 

193.42 

Over Exploited 

Kamla (Rural) 

0825000202974100 

0.05 

0.00 

16,910.44 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.004 

0.000 

0.004 

0.006 

160.78 

Over Exploited 



0.06 

0.02 

1,031.36 

0.02 

0.00 

0.02 

0.01 

0.13 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.032 

0.002 

0.030 

0.051 

168.94 

Over Exploited 

Kapari 

0820000602447600 

0.10 

0.01 

1,551.39 

0.01 

- 

0.01 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.027 

466.28 

Over Exploited 



0.08 

0.06 

315.36 

0.08 

- 

0.08 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.075 

0.004 

0.071 

0.103 

143.48 

Over Exploited 



0.08 

0.01 

1,667.15 

0.01 

- 

0.01 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.022 

370.29 

Over Exploited 



0.08 

0.08 

251.92 

0.10 

- 

0.10 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.095 

0.005 

0.091 

0.079 

87.10 

Semi Critical 

Karmal 

0820000602453100 

0.10 

0.01 

263,940.04 

0.01 

- 

0.01 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.014 

197.24 

Over Exploited 



0.08 

0.13 

########## 

0.16 

- 

0.16 

0.03 

0.33 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.168 

0.008 

0.160 

0.086 

53.61 

Safe 

Karoliya 

0820000602442700 

0.10 

0.01 

1,230.81 

0.02 

0.00 

0.02 

0.01 

0.09 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.026 

0.001 

0.025 

0.028 

113.62 

Over Exploited 

Kharchi 

0820000602441300 

0.08 

0.01 

2,944.19 

0.01 

0.01 

0.03 

0.00 

0.07 

- 

0.0100 

- 

- 

0.019 

0.029 

0.029 

0.056 

0.003 

0.053 

0.108 

202.19 

Over Exploited 

Kharchi Ki Dhani 

0820000602447200 

0.10 

0.11 

265.37 

0.13 

- 

0.13 

0.02 

0.31 

- 

- 

- 

- 

- 

- 

- 

0.134 

0.007 

0.128 

0.076 

59.26 

Safe 

Khati Khera 

0820000502432700 

0.08 

0.00 

908.94 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Kheema Gurha 

0825000102966700 

0.04 

0.00 

7,663.97 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

7,176.82 

Over Exploited 

Lambiya 

0820000502431900 

0.09 

0.05 

549.72 

0.06 

0.01 

0.07 

0.01 

0.09 

- 

0.0200 

- 

- 

0.019 

0.039 

0.039 

0.110 

0.006 

0.105 

0.155 

147.94 

Over Exploited 



0.08 

0.12 

250.09 

0.15 

0.02 

0.16 

0.01 

0.15 

- 

0.0300 

- 

- 

0.011 

0.041 

0.041 

0.205 

0.010 

0.195 

0.220 

112.56 

Over Exploited 

Malsa Baori 

0820000602449900 

0.12 

0.01 

2,580.14 

0.01 

0.00 

0.01 

0.01 

0.05 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.014 

0.001 

0.013 

0.118 

879.75 

Over Exploited 



0.08 

0.00 

2,178.01 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.049 

3,874.24 

Over Exploited 

Mani 

0820000602451600 

0.08 

0.29 

159.16 

0.35 

0.05 

0.40 

0.04 

0.45 

- 

0.0700 

- 

- 

0.045 

0.115 

0.115 

0.518 

0.026 

0.492 

0.639 

129.84 

Over Exploited 

Marwar Junction (CT) 

0820000642005000 

0.08 

0.02 

1,800.89 

0.03 

0.00 

0.03 

0.01 

0.10 

- 

- 

- 

- 

0.000 

0.001 

0.001 

0.029 

0.001 

0.028 

0.047 

168.38 

Over Exploited 

Mukanpura 

0820000602448700 

0.08 

0.01 

461.04 

0.01 

- 

0.01 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.008 

0.065 

781.72 

Over Exploited 

Narsinghpura 

0820000602442400 

0.10 

0.06 

566.23 

0.07 

- 

0.07 

0.01 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.068 

0.003 

0.065 

0.066 

101.37 

Over Exploited 



0.08 

0.00 

3,907.37 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.009 

488.17 

Over Exploited 

Nawa Gura 

0820000602451200 

0.08 

0.14 

96.54 

0.17 

0.03 

0.20 

0.05 

0.50 

- 

0.0300 

- 

- 

0.035 

0.065 

0.065 

0.264 

0.013 

0.251 

0.274 

108.86 

Over Exploited 

Nayagaon 

0820000602447700 

0.08 

0.05 

46.27 

0.06 

0.00 

0.07 

0.01 

0.19 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.074 

0.004 

0.070 

0.033 

47.31 

Safe 

Neembala Khera 

0820000502431300 

0.09 

0.06 

158.81 

0.07 

- 

0.07 

0.02 

0.23 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.080 

0.004 

0.076 

0.054 

70.89 

Semi Critical 

Neevon Ki Khejri 

0820000602452700 

0.08 

0.02 

337.07 

0.02 

- 

0.02 

0.02 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.031 

0.002 

0.030 

0.051 

171.20 

Over Exploited 

Parasla Kalan 

0820000502431400 

0.09 

0.01 

1,859.38 

0.01 

- 

0.01 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.000 

0.009 

0.044 

468.51 

Over Exploited 

Parasla Khurd 

0820000502431600 

0.09 

0.05 

262.47 

0.06 

0.01 

0.07 

0.01 

0.15 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.105 

0.005 

0.100 

0.176 

176.29 

Over Exploited 



0.08 

0.02 

364.85 

0.03 

- 

0.03 

0.01 

0.11 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.049 

0.002 

0.046 

0.113 

244.16 

Over Exploited 

Peepali 

0825000102966400 

0.04 

0.11 

########## 

0.13 

0.01 

0.14 

0.03 

0.29 

- 

0.0100 

- 

- 

0.012 

0.022 

0.022 

0.160 

0.008 

0.152 

0.121 

79.64 

Semi Critical 



0.04 

0.00 

28,571.74 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

2,288.59 

Over Exploited 

Peetha Gurha 

0825000102966600 

0.04 

0.00 

128,817.94 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Phulad 

0820000602450800 

0.10 

0.04 

########## 

0.04 

- 

0.04 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.055 

0.003 

0.052 

0.062 

120.18 

Over Exploited 



0.08 

0.08 

34,679.30 

0.10 

- 

0.10 

0.02 

0.22 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.108 

0.005 

0.102 

0.121 

118.37 

Over Exploited 

Radawas 

0820000602449700 

0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.20 

283.76 

0.23 

0.03 

0.26 

0.03 

0.36 

- 

0.0300 

- 

- 

0.024 

0.054 

0.054 

0.316 

0.016 

0.300 

0.718 

239.36 

Over Exploited 



0.08 

0.00 

83,179.78 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rajkiyawas Kalan 

0820000602441500 

0.08 

0.15 

55.48 

0.18 

0.01 

0.20 

0.02 

0.30 

- 

0.0400 

- 

- 

0.003 

0.043 

0.043 

0.238 

0.012 

0.226 

0.223 

98.74 

Critical 

Rajkiyawas Khurd 

0820000602440600 

0.08 

0.00 

21,900.11 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.01 

492.27 

0.02 

0.02 

0.03 

0.00 

0.07 

- 

- 

- 

- 

0.024 

0.024 

0.024 

0.056 

0.003 

0.053 

0.020 

38.63 

Safe 

Rampura 

0820000502432500 

0.08 

0.07 

57.43 

0.09 

0.01 

0.10 

0.01 

0.21 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.113 

0.006 

0.108 

0.098 

91.10 

Critical 

Ranawas 

0820000602446600 

0.12 

0.02 

4,608.61 

0.02 

0.00 

0.02 

0.01 

0.07 

- 

0.0100 

- 

- 

0.003 

0.014 

0.014 

0.037 

0.002 

0.036 

0.197 

554.37 

Over Exploited 



0.10 

0.00 

42,513.17 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rawalwas 

0820000502431100 

0.09 

0.01 

603.43 

0.01 

- 

0.01 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.013 

163.77 

Over Exploited 

Satiyon Ki Dhani 

0820000602447400 

0.10 

0.03 

244.99 

0.04 

0.00 

0.04 

0.01 

0.11 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.038 

0.002 

0.037 

0.030 

81.16 

Semi Critical 



0.08 

0.09 

82.67 

0.11 

0.00 

0.11 

0.01 

0.21 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.114 

0.006 

0.108 

0.075 

68.91 

Safe 

Shivpura 

0820000502432800 

0.08 

0.00 

2,391.00 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

371.42 

Over Exploited 

Sodon Ki Dhana 

0820000602452800 

0.08 

0.40 

71.81 

0.48 

0.01 

0.49 

0.04 

0.48 

- 

- 

- 

- 

0.022 

0.022 

0.022 

0.516 

0.026 

0.490 

0.040 

8.19 

Safe 

Sugaliya 

0820000602441800 

0.08 

0.10 

9.46 

0.11 

0.01 

0.11 

0.02 

0.31 

- 

- 

- 

- 

0.010 

0.011 

0.011 

0.123 

0.006 

0.117 

0.017 

14.96 

Safe 

Surya Nagar 

0820000602442200 

0.08 

0.07 

769.75 

0.08 

0.01 

0.09 

0.02 

0.27 

- 

0.0700 

- 

- 

0.005 

0.075 

0.075 

0.168 

0.008 

0.160 

0.650 

407.27 

Over Exploited 

Thoriya 

0825000102966300 

0.04 

0.00 

13,154.69 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 


Sub Basin: Guhiya | 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 

11003006 

Amarpura(Khera Kalan) 

082100040253120C 

1.450 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.287 

4.88 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.15 

0.10 

0.006 

0.38 

0.40 







Non-command 

Gneisses 

0.001 

4.88 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Anakar 

082100040252900C 

3.223 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.275 

5.51 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.001 

0.03 

0.04 


Asan Jilelao 

0820000202402500 

8.191 

Fresh 

Non-command 

Non-command 

Gneisses 

7.619 

2.68 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.44 

0.42 

0.09 

0.038 

0.38 

0.40 


Asan Tiloriya 

0820000202403700 

6.334 

Fresh 

Non-command 

Non-command 

Gneisses 

6.268 

3.91 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.51 

0.52 

0.05 

0.032 

0.42 

0.40 


Badiya Ajba 

0821000402524000 

0.864 

Fresh 

Non-command 

Non-command 

Gneisses 

0.816 

4.51 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.06 

0.004 

0.39 

0.42 


Badiya Bhau (Jawaja) 

0821000402528200 

1.543 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.810 

2.17 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.04 

0.04 

0.07 

0.004 

0.20 

0.23 







Non-command 

Gneisses 

0.733 

2.17 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.06 

0.004 

0.18 

0.21 


Badiya Gena 

0821000402524100 

1.169 

Fresh 

Non-command 

Non-command 

Gneisses 

0.813 

4.71 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.07 

0.004 

0.29 

0.30 


Badiya Loomba 

0821000402523800 

1.988 

Fresh 

Non-command 

Non-command 

Gneisses 

1.859 

3.34 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.08 

0.009 

0.39 

0.48 


Badiya Mota 

0821000402523900 

1.136 

Fresh 

Non-command 

Non-command 

Gneisses 

0.997 

3.12 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.07 

0.005 

0.36 

0.40 


Badiya Teja 

0821000402524200 

1.190 

Fresh 

Non-command 

Non-command 

Gneisses 

1.163 

4.54 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.02 

0.006 

0.41 

0.42 


Badni 

0825000102959000 

3.569 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.009 

5.43 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bagri 

0820000202402300 

23.842 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

3.54 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses 

21.639 

3.54 

0.020 

0.15 

0.02 

0.00 

0.00 

0.00 

1.66 

1.57 

0.44 

0.109 

0.37 

0.39 


Bali 

0820000202401000 

5.320 

Fresh 

Non-command 

Non-command 

Gneisses 

5.020 

1.66 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.20 

0.06 

0.025 

0.41 

0.38 



0825000102960100 

14.954 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.289 

3.73 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.43 

0.40 

0.08 

0.031 

0.15 

0.16 







Non-command 

Gneisses 

0.000 

3.73 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Balloo Pura 

0820000202403000 

7.965 

Fresh 

Non-command 

Non-command 

Gneisses 

7.593 

2.37 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.39 

0.40 

0.06 

0.038 

0.40 

0.39 


Banar Khera 

0821000402529500 

0.329 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.329 

2.67 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.02 

0.002 

0.36 

0.43 


Bar Kochara 

0821000402529800 

8.530 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.976 

4.51 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.02 

0.005 

0.04 

0.05 







Non-command 

Gneisses(B.G.C) 

3.330 

4.51 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.25 

0.20 

0.05 

0.016 

0.14 

0.17 


Baral (Jawaja) 

0821000402527600 

5.068 

Fresh 

Non-command 

Non-command 

Gneisses 

4.962 

2.37 

0.015 

0.02 

0.00 

0.00 

0.00 

0.02 

0.18 

0.16 

0.03 

0.024 

0.38 

0.44 


Barla Chora 

0825000102959900 

5.385 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.369 

4.30 

0.020 

0.04 

0.00 

0.00 

0.00 

0.01 

0.49 

0.46 

0.11 

0.031 

0.42 

0.45 







Non-command 

Gneisses 

0.010 

4.30 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bassi (Jawaja) 

0821000402523700 

1.786 

Fresh 

Non-command 

Non-command 

Gneisses 

0.008 

3.42 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Belpana 

0820000202402000 

14.014 

Fresh 

Non-command 

Non-command 

Gneisses 

6.616 

4.50 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.65 

0.62 

0.20 

0.033 

0.20 

0.21 


Bhadsi 

0824000102781800 

4.786 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.087 

3.17 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Bhagwanpura (Jawaja) 

0821000402528400 

2.084 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.771 

2.63 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.10 

0.11 

0.009 

0.31 

0.37 







Non-command 

Gneisses 

0.231 

2.63 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.04 

0.05 


Bhairoon Khera (Bar Kochara) 

0821000402529700 

2.453 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.039 

4.32 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.19 

0.16 

0.05 

0.010 

0.30 

0.36 







Non-command 

Gneisses(B.G.C) 

0.414 

4.32 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.002 

0.06 

0.07 


Bhartawa 

0825000102959200 

4.471 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.451 

5.46 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.19 

0.15 

0.09 

0.008 

0.11 

0.14 







Non-command 

Gneisses(B.G.C) 

0.504 

5.46 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.03 

0.003 

0.04 

0.05 


Bhooriya Khera Kalan 

0821000402529300 

2.447 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.326 

5.06 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.27 

0.22 

0.09 

0.011 

0.34 

0.41 


Bhooriya Khera Khurd 

0821000402529400 

1.614 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.614 

3.55 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.13 

0.11 

0.08 

0.008 

0.36 

0.43 


Bihar Ratanpura 

0821000402529600 

5.704 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.337 

2.63 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.35 

0.29 

0.29 

0.026 

0.34 

0.41 


Biliyawas 

0825000102959600 

2.889 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.520 

3.30 

0.018 

0.08 

0.01 

0.00 

0.00 

0.00 

0.21 

0.17 

0.30 

0.015 

0.31 

0.38 


Biyan Khera 

0821000402527700 

1.986 

Fresh 

Non-command 

Non-command 

Gneisses 

0.203 

2.38 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.04 

0.05 


Chak Deepawas 

0820000202403500 

6.615 

Fresh 

Non-command 

Non-command 

Gneisses 

6.291 

2.63 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.36 

0.38 

0.09 

0.032 

0.41 

0.39 


Chiliyabar 

0821000402527800 

9.942 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.610 

2.46 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.003 

0.02 

0.03 







Non-command 

Gneisses 

8.357 

2.46 

0.015 

0.03 

0.00 

0.00 

0.00 

0.02 

0.32 

0.27 

0.07 

0.040 

0.32 

0.37 


Dadola 

0821000402531100 

9.661 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.638 

3.70 

0.020 

0.06 

0.01 

0.00 

0.00 

0.03 

0.73 

0.67 

0.20 

0.047 

0.40 

0.43 







Non-command 

Gneisses(B.G.C) 

0.000 

3.70 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses 

0.022 

3.70 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Deepawas 

0820000202403200 

6.690 

Fresh 

Non-command 

Non-command 

Gneisses 

1.806 

1.82 

0.020 

0.03 

0.00 

0.00 

0.00 

0.06 

0.04 

0.04 

0.11 

0.009 

0.12 

0.11 






Raipur Luni 

Command 

Gneisses 

0.048 

1.82 

0.020 

0.00 

0.00 

0.00 

0.00 

0.06 

-0.06 

-0.06 

0.00 

0.000 

0.00 

0.00 


Deola 

0820000202401700 

13.482 

Fresh 

Non-command 

Non-command 

Gneisses 

2.704 

1.42 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.00 

0.014 

0.09 

0.08 


Dhawli 

0821000402527000 

0.734 

Fresh 

Non-command 

Non-command 

Gneisses 

0.133 

3.21 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.07 

0.09 


Dhola Danta-ll 

0821000402524500 

1.625 

Fresh 

Non-command 

Non-command 

Gneisses 

0.099 

3.41 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.02 

0.03 


Dholiya 

0820000202407300 

6.624 

Fresh 

Non-command 

Non-command 

Gneisses 

2.259 

3.72 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.26 

0.22 

0.39 

0.011 

0.14 

0.16 


Fata Khera 

0820000202403800 

8.184 

Fresh 

Non-command 

Non-command 

Gneisses 

6.230 

2.47 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.34 

0.36 

0.07 

0.031 

0.33 

0.31 


Hathan Khera 

0821000402529100 

2.006 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.339 

5.82 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.002 

0.06 

0.07 


Jagpura 

0821000402529200 

1.071 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.001 

4.65 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jaliya li Bas Durga 

0821000402530400 

1.008 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.983 

2.90 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.03 

0.005 

0.37 

0.42 







Non-command 

Gneisses 

0.025 

2.90 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Jaliya li Bas Peetha 

0821000402530300 

1.946 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.386 

2.61 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.09 

0.08 

0.10 

0.007 

0.27 

0.31 







Non-command 

Gneisses 

0.559 

2.61 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.003 

0.11 

0.12 


Jaliya -li Baslala 

0821000402528000 

1.898 

Fresh 

Non-command 

Non-command 

Gneisses 

1.898 

2.18 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.11 

0.009 

0.38 

0.44 


Jaliya-li Bas Roopa 

0821000402528100 

1.138 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.214 

2.05 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.07 

0.08 







Non-command 

Gneisses 

0.923 

2.05 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.07 

0.004 

0.31 

0.35 


Jalpa 

0825000102960200 

6.568 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.181 

3.79 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.02 

0.007 

0.08 

0.08 







Non-command 

Gneisses(B.G.C) 

0.780 

3.79 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.01 

0.005 

0.05 

0.05 


Jawaja 

0821000402528300 

2.155 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.155 

2.18 

0.020 

0.09 

0.01 

0.00 

0.00 

0.05 

0.13 

0.11 

0.34 

0.010 

0.37 

0.43 


Jhala Ki Chauki 

0820000202407100 

9.868 

Fresh 

Non-command 

Non-command 

Gneisses 

8.224 

4.66 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.81 

0.80 

0.12 

0.041 

0.34 

0.35 


Kabra 

0821000402526900 

3.901 

Fresh 

Non-command 

Non-command 

Gneisses 

0.096 

3.00 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Kalab Kalan 

0820000202401900 

24.880 

Fresh 

Non-command 

Non-command 

Gneisses 

15.311 

3.04 

0.020 

0.17 

0.02 

0.00 

0.00 

0.00 

1.08 

1.09 

0.59 

0.077 

0.26 

0.26 


Kalab Khurd 

0820000202402600 

12.553 

Fresh 

Non-command 

Non-command 

Gneisses 

11.099 

2.19 

0.020 

0.11 

0.01 

0.00 

0.00 

0.00 

0.59 

0.60 

0.37 

0.056 

0.38 

0.36 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Amarpura(Khera Kalan) 

0821000402531200 

0.06 

0.03 

379.12 

0.04 

0.00 

0.04 

0.05 

0.43 

0.00 

0.0200 

- 

- 

0.003 

0.023 

0.027 

0.065 

0.003 

0.062 

0.102 

165.16 

Over Exploited 



0.11 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Anakar 

0821000402529000 

0.06 

0.00 

4,832.49 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

206.00 

Over Exploited 

Asan Jilelao 

0820000202402500 

0.06 

0.17 

142.06 

0.21 

- 

0.21 

0.05 

0.43 

0.02 

0.0200 

- 

- 

- 

0.020 

0.041 

0.250 

0.012 

0.237 

0.124 

52.44 

Safe 

Asan Tiloriya 

0820000202403700 

0.06 

0.16 

234.06 

0.19 

0.00 

0.19 

0.05 

0.46 

0.02 

0.0100 

- 

- 

0.003 

0.013 

0.030 

0.220 

0.011 

0.209 

0.080 

37.99 

Safe 

Badiya Ajba 

0821000402524000 

0.11 

0.04 

98.26 

0.04 

- 

0.04 

0.04 

0.43 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.056 

0.003 

0.053 

0.064 

120.09 

Over Exploited 

Badiya Bhau (Jawaja) 

0821000402528200 

0.06 

0.01 

268.13 

0.01 

0.01 

0.03 

0.03 

0.23 

0.00 

0.0100 

- 

- 

0.020 

0.030 

0.031 

0.056 

0.003 

0.054 

0.070 

130.33 

Over Exploited 



0.11 

0.01 

161.95 

0.02 

0.00 

0.02 

0.02 

0.20 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.013 

0.030 

0.002 

0.029 

0.064 

219.76 

Over Exploited 

Badiya Gena 

0821000402524100 

0.11 

0.03 

184.94 

0.03 

- 

0.03 

0.03 

0.32 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.041 

0.002 

0.039 

0.070 

181.05 

Over Exploited 

Badiya Loomba 

0821000402523800 

0.11 

0.08 

16.50 

0.09 

- 

0.09 

0.05 

0.44 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.113 

0.006 

0.108 

0.087 

80.68 

Semi Critical 

Badiya Mota 

0821000402523900 

0.11 

0.04 

50.10 

0.05 

- 

0.05 

0.04 

0.41 

0.00 

0.0100 

- 

- 

- 

0.010 

0.015 

0.063 

0.003 

0.059 

0.071 

119.06 

Over Exploited 

Badiya Teja 

0821000402524200 

0.11 

0.05 

64.66 

0.06 

- 

0.06 

0.05 

0.45 

0.01 

- 

- 

- 

- 

- 

0.006 

0.068 

0.003 

0.065 

0.030 

45.88 

Safe 

Badni 

0825000102959000 

0.04 

0.00 

230,707.00 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bagri 

0820000202402300 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.48 

########## 

0.58 

0.02 

0.60 

0.05 

0.42 

0.06 

0.0800 

- 

- 

- 

0.080 

0.140 

0.735 

0.037 

0.698 

0.551 

78.86 

Semi Critical 

Bali 

0820000202401000 

0.06 

0.12 

61.66 

0.15 

- 

0.15 

0.05 

0.45 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.171 

0.009 

0.162 

0.083 

51.35 

Safe 


0825000102960100 

0.04 

0.03 

1,060.50 

0.04 

- 

0.04 

0.02 

0.17 

0.00 

0.0200 

- 

- 

- 

0.020 

0.024 

0.066 

0.003 

0.062 

0.111 

178.22 

Over Exploited 



0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Balloo Pura 

0820000202403000 

0.06 

0.18 

89,930.53 

0.22 

- 

0.22 

0.05 

0.45 

0.02 

0.0100 

- 

- 

- 

0.010 

0.031 

0.251 

0.013 

0.239 

0.096 

40.30 

Safe 

Banar Khera 

0821000402529500 

0.06 

0.01 

93.09 

0.01 

0.01 

0.02 

0.05 

0.41 

0.00 

- 

- 

- 

0.016 

0.016 

0.017 

0.036 

0.002 

0.034 

0.020 

56.90 

Safe 

Bar Kochara 

0821000402529800 

0.06 

0.00 

3,152.90 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.023 

731.07 

Over Exploited 



0.06 

0.03 

619.50 

0.03 

- 

0.03 

0.02 

0.16 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.047 

0.002 

0.045 

0.064 

143.47 

Over Exploited 

Baral (Jawaja) 

0821000402527600 

0.11 

0.21 

(24.75) 

0.17 

0.02 

0.18 

0.05 

0.43 

0.03 

- 

- 

- 

0.025 

0.025 

0.052 

0.236 

0.012 

0.224 

0.054 

24.14 

Safe 

Barla Chora 

0825000102959900 

0.04 

0.10 

379.72 

0.12 

0.01 

0.13 

0.05 

0.47 

0.01 

0.0200 

- 

- 

0.020 

0.040 

0.052 

0.180 

0.009 

0.171 

0.144 

84.25 

Semi Critical 



0.04 

0.00 

232,637.51 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bassi (Jawaja) 

0821000402523700 

0.11 

0.00 

18,330.71 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Belpana 

0820000202402000 

0.06 

0.08 

########## 

0.09 

0.01 

0.10 

0.02 

0.22 

0.01 

0.0400 

- 

- 

- 

0.040 

0.049 

0.153 

0.008 

0.145 

0.235 

161.90 

Over Exploited 

Bhadsi 

0824000102781800 

0.04 

0.00 

14,818.11 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.007 

24,331.32 

Over Exploited 

Bhagwanpura (Jawaja) 

0821000402528400 

0.06 

0.03 

205.10 

0.04 

- 

0.04 

0.04 

0.36 

0.00 

0.0100 

- 

- 

- 

0.010 

0.015 

0.056 

0.003 

0.053 

0.123 

231.80 

Over Exploited 



0.11 

0.00 

643.04 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.019 

1,448.49 

Over Exploited 

Bhairoon Khera (Bar Kochara) 

0821000402529700 

0.06 

0.04 

317.34 

0.04 

0.01 

0.05 

0.04 

0.34 

0.01 

0.0100 

- 

- 

0.011 

0.021 

0.027 

0.079 

0.004 

0.075 

0.058 

77.46 

Semi Critical 



0.06 

0.00 

1,306.19 

0.00 

0.00 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

0.002 

0.002 

0.002 

0.005 

0.000 

0.005 

0.012 

236.58 

Over Exploited 

Bhartawa 

0825000102959200 

0.04 

0.01 

2,140.31 

0.01 

- 

0.01 

0.02 

0.13 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.019 

0.001 

0.018 

0.100 

549.49 

Over Exploited 



0.04 

0.00 

5,949.61 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.032 

3,186.22 

Over Exploited 

Bhooriya Khera Kalan 

0821000402529300 

0.06 

0.05 

350.03 

0.06 

- 

0.06 

0.05 

0.39 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.076 

0.004 

0.072 

0.101 

140.53 

Over Exploited 

Bhooriya Khera Khurd 

0821000402529400 

0.06 

0.04 

197.77 

0.04 

0.01 

0.05 

0.05 

0.41 

0.01 

0.0100 

- 

- 

0.010 

0.020 

0.025 

0.075 

0.004 

0.071 

0.092 

129.66 

Over Exploited 

Bihar Ratanpura 

0821000402529600 

0.06 

0.11 

62.82 

0.13 

0.01 

0.14 

0.05 

0.39 

0.02 

0.0500 

- 

- 

- 

0.050 

0.066 

0.211 

0.011 

0.200 

0.314 

156.86 

Over Exploited 

Biliyawas 

0825000102959600 

0.04 

0.03 

452.74 

0.04 

0.01 

0.05 

0.05 

0.36 

0.00 

0.0600 

- 

- 

0.004 

0.065 

0.069 

0.120 

0.006 

0.114 

0.310 

271.62 

Over Exploited 

Biyan Khera 

0821000402527700 

0.11 

0.00 

575.47 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

86.25 

Semi Critical 

Chak Deepawas 

0820000202403500 

0.06 

0.15 

56,340.33 

0.18 

- 

0.18 

0.05 

0.45 

0.02 

0.0100 

- 

- 

- 

0.010 

0.028 

0.210 

0.011 

0.200 

0.118 

58.92 

Safe 

Chiliyabar 

0821000402527800 

0.06 

0.00 

2,823.24 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.009 

806.44 

Over Exploited 



0.11 

0.29 

(7.13) 

0.27 

0.02 

0.29 

0.04 

0.36 

0.04 

0.0100 

- 

- 

0.028 

0.038 

0.078 

0.369 

0.018 

0.350 

0.106 

30.38 

Safe 

Dadola 

0821000402531100 

0.06 

0.24 

183.89 

0.28 

0.04 

0.32 

0.05 

0.45 

0.03 

0.0400 

- 

- 

0.044 

0.085 

0.115 

0.439 

0.022 

0.418 

0.245 

58.59 

Safe 



0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.11 

0.00 

48,828.17 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

0.000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Deepawas 

0820000202403200 

0.06 

0.01 

196.84 

0.02 

0.06 

0.08 

0.01 

0.13 

0.00 

0.0100 

- 

- 

0.091 

0.101 

0.103 

0.179 

0.009 

0.170 

0.118 

69.58 

Safe 



0.06 

0.00 

(706,719.72) 

0.00 

0.06 

0.06 

0.00 

0.00 

0.00 

- 

- 

- 

0.091 

0.091 

0.091 

0.152 

0.008 

0.144 

0.000 

0.17 

Safe 

Deola 

0820000202401700 

0.06 

0.01 

481.48 

0.02 

- 

0.02 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.002 

0.018 

0.001 

0.018 

0.014 

77.52 

Semi Critical 

Dhawli 

0821000402527000 

0.11 

0.00 

391.38 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

47.49 

Safe 

Dhola Danta-ll 

0821000402524500 

0.11 

0.00 

1,418.84 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dholiya 

0820000202407300 

0.06 

0.01 

180,209.44 

0.01 

0.01 

0.02 

0.02 

0.16 

0.00 

0.0400 

- 

- 

- 

0.040 

0.041 

0.066 

0.003 

0.063 

0.396 

629.62 

Over Exploited 

Fata Khera 

0820000202403800 

0.06 

0.12 

193.56 

0.15 

- 

0.15 

0.04 

0.36 

0.01 

- 

- 

- 

- 

- 

0.014 

0.160 

0.008 

0.152 

0.098 

64.66 

Safe 

Hathan Khera 

0821000402529100 

0.06 

0.00 

2,432.17 

0.00 

0.00 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

0.001 

0.002 

0.002 

0.004 

0.000 

0.004 

0.002 

41.41 

Safe 

Jagpura 

0821000402529200 

0.06 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jaliya li Bas Durga 

0821000402530400 

0.06 

0.02 

162.62 

0.03 

- 

0.03 

0.05 

0.42 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.040 

0.002 

0.038 

0.035 

91.08 

Critical 



0.11 

0.00 

3,069.18 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.000 

0.000 

- 

Safe 

Jaliya li Bas Peetha 

0821000402530300 

0.06 

0.02 

253.19 

0.03 

0.01 

0.04 

0.04 

0.31 

0.00 

0.0200 

- 

- 

0.014 

0.034 

0.037 

0.074 

0.004 

0.070 

0.103 

145.74 

Over Exploited 



0.11 

0.01 

314.28 

0.01 

0.00 

0.01 

0.01 

0.12 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.011 

0.020 

0.001 

0.019 

0.039 

208.80 

Over Exploited 

Jaliya -li Baslala 

0821000402528000 

0.11 

0.08 

(2.74) 

0.08 

0.00 

0.08 

0.05 

0.43 

0.01 

0.0100 

- 

- 

0.005 

0.016 

0.026 

0.107 

0.005 

0.102 

0.123 

120.79 

Over Exploited 

Jaliya-li Bas Roopa 

0821000402528100 

0.06 

0.00 

708.08 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.019 

1,593.64 

Over Exploited 



0.11 

0.03 

35.04 

0.04 

0.00 

0.04 

0.04 

0.35 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.014 

0.052 

0.003 

0.049 

0.076 

155.54 

Over Exploited 

Jalpa 

0825000102960200 

0.04 

0.00 

2,304.88 

0.00 

0.00 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.006 

0.000 

0.006 

0.024 

389.92 

Over Exploited 



0.04 

0.00 

2,939.92 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.016 

771.51 

Over Exploited 

Jawaja 

0821000402528300 

0.06 

0.05 

119.83 

0.06 

0.06 

0.12 

0.05 

0.42 

0.01 

0.0400 

- 

- 

0.071 

0.111 

0.118 

0.234 

0.012 

0.222 

0.346 

155.85 

Over Exploited 

Jhala Ki Chauki 

0820000202407100 

0.06 

0.17 

371.68 

0.20 

- 

0.20 

0.04 

0.38 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.213 

0.011 

0.203 

0.156 

77.12 

Semi Critical 

Kabra 

0821000402526900 

0.11 

0.00 

3,284.07 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kalab Kalan 

0820000202401900 

0.06 

0.24 

141,448.74 

0.29 

0.02 

0.31 

0.03 

0.29 

0.03 

0.0700 

- 

- 

- 

0.070 

0.098 

0.404 

0.020 

0.384 

0.663 

172.84 

Over Exploited 

Kalab Khurd 

0820000202402600 

0.06 

0.25 

151,607.52 

0.30 

0.01 

0.31 

0.04 

0.42 

0.03 

0.0400 

- 

- 

- 

0.040 

0.069 

0.374 

0.019 

0.356 

0.421 

118.27 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Kalaliya 

082000020240240C 

15.489 

Fresh 

Non-command 

Non-command 

Gneisses 

15.217 

2.93 

0.020 

0.13 

0.02 

0.00 

0.00 

0.00 

1.00 

0.94 

0.43 

0.076 

0.39 

0.42 


Kalan Khera 

0821000402527500 

1.225 

Fresh 

Non-command 

Non-command 

Gneisses 

1.225 

2.42 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.01 

0.006 

0.39 

0.44 


Kalat Khera 

0821000402528500 

1.899 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.419 

3.43 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.002 

0.08 

0.10 







Non-command 

Gneisses 

0.351 

3.43 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.002 

0.07 

0.08 


Kansya 

0824000102781700 

4.896 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.374 

3.30 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.11 

0.04 

0.009 

0.18 

0.21 


Kanuja 

0820000202403600 

28.794 

Fresh 

Non-command 

Non-command 

Gneisses 

25.205 

2.74 

0.020 

0.27 

0.03 

0.00 

0.00 

0.00 

1.62 

1.61 

0.91 

0.127 

0.37 

0.37 


Karkaro 

0825000102960000 

1.937 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.223 

4.48 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.04 

0.007 

0.27 

0.29 


Kaya Bheela 

0820000202404000 

1.813 

Fresh 

Non-command 

Non-command 

Gneisses 

0.681 

3.46 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.06 

0.003 

0.16 

0.15 


Kharnikhera 

0820000302422100 

10.579 

Fresh 

Non-command 

Non-command 

Gneisses 

2.550 

3.66 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.00 

0.007 

0.10 

0.10 


Khera Danti 

0821000402530800 

2.696 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.672 

3.23 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.22 

0.19 

0.21 

0.013 

0.37 

0.43 







Non-command 

Gneisses(B.G.C) 

0.012 

3.23 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khera Neemri 

0821000402527200 

7.560 

Fresh 

Non-command 

Non-command 

Gneisses 

7.514 

2.48 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.32 

0.30 

0.11 

0.036 

0.41 

0.43 


Kheta Khera 

0825000102959100 

1.197 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

5.43 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kishanpura (Deota) 

0821000402528600 

0.865 

Fresh 

Non-command 

Non-command 

Gneisses 

0.022 

3.30 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Kookra 

0825000102959800 

8.426 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.441 

3.70 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.52 

0.48 

0.11 

0.038 

0.32 

0.34 







Non-command 

Gneisses(B.G.C) 

1.196 

3.70 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.02 

0.007 

0.06 

0.06 


Kot Kirana 

0820000202402200 

20.102 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.228 

4.58 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.20 

0.03 

0.011 

0.05 

0.05 







Non-command 

Gneisses 

11.407 

4.58 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

1.11 

1.04 

0.21 

0.057 

0.24 

0.25 


Kotra 

0821000402524400 

5.496 

Fresh 

Non-command 

Non-command 

Gneisses 

1.630 

3.21 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.12 

0.10 

0.19 

0.008 

0.12 

0.15 


Lasani 

0821000402530600 

2.571 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.567 

3.14 

0.020 

0.04 

0.00 

0.00 

0.00 

0.03 

0.17 

0.15 

0.13 

0.012 

0.38 

0.43 







Non-command 

Gneisses 

0.004 

3.14 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Lasariya 

0825000102959700 

6.052 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.239 

3.47 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.02 

0.02 







Non-command 

Gneisses(B.G.C) 

3.124 

3.47 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.22 

0.20 

0.08 

0.018 

0.21 

0.22 


Lawacha 

0820000202403100 

10.774 

Fresh 

Non-command 

Non-command 

Gneisses 

10.716 

2.22 

0.020 

0.07 

0.01 

0.00 

0.00 

0.04 

0.50 

0.53 

0.19 

0.054 

0.43 

0.40 


Lotiyana 

0821000402530100 

3.227 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.226 

3.01 

0.020 

0.03 

0.01 

0.00 

0.00 

0.04 

0.17 

0.15 

0.10 

0.016 

0.37 

0.43 


Makarwali 

0820000202403400 

3.457 

Fresh 

Non-command 

Non-command 

Gneisses 

0.380 

3.13 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.002 

0.05 

0.04 


Malni 

0820000202403300 

6.307 

Fresh 

Non-command 

Non-command 

Gneisses 

1.691 

3.89 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.15 

0.05 

0.009 

0.12 

0.11 


Megarda 

0820000202403900 

14.250 

Fresh 

Non-command 

Non-command 

Gneisses 

13.811 

2.90 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.85 

0.90 

0.16 

0.069 

0.42 

0.39 


Mohra Khurd 

0820000202402900 

3.036 

Fresh 

Non-command 

Non-command 

Gneisses 

2.860 

1.40 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.07 

0.014 

0.41 

0.38 


Nai Kalan 

0821000402527100 

9.954 

Fresh 

Non-command 

Non-command 

Gneisses 

9.911 

2.44 

0.015 

0.05 

0.00 

0.00 

0.00 

0.00 

0.41 

0.36 

0.12 

0.048 

0.41 

0.46 


Nai Khurd 

0821000402527300 

5.992 

Fresh 

Non-command 

Non-command 

Gneisses 

5.789 

2.48 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.21 

0.02 

0.028 

0.39 

0.42 


Naya Khera 

0821000402530700 

2.165 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.155 

3.46 

0.020 

0.04 

0.01 

0.00 

0.00 

0.01 

0.17 

0.15 

0.16 

0.010 

0.39 

0.43 







Non-command 

Gneisses 

0.010 

3.46 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Pachanpura 

0820000202402800 

7.440 

Fresh 

Non-command 

Non-command 

Gneisses 

7.346 

1.93 

0.020 

0.11 

0.01 

0.00 

0.00 

0.00 

0.38 

0.40 

0.39 

0.037 

0.42 

0.40 


Peepaliya Badia 

0820000202402700 

12.082 

Fresh 

Non-command 

Non-command 

Gneisses 

9.780 

2.63 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.54 

0.55 

0.05 

0.049 

0.34 

0.34 


Punera 

0821000402527400 

4.942 

Fresh 

Non-command 

Non-command 

Gneisses 

4.942 

2.45 

0.015 

0.06 

0.01 

0.00 

0.00 

0.01 

0.22 

0.20 

0.21 

0.024 

0.39 

0.43 


Rajwa 

0825000102959500 

5.365 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.001 

3.10 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ramgarh Sedontan 

0820000202407600 

5.208 

Fresh 

Non-command 

Non-command 

Gneisses 

0.360 

3.60 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.06 

0.002 

0.03 

0.04 


Rawatmala 

0821000402530500 

1.655 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.652 

3.00 

0.020 

0.06 

0.01 

0.00 

0.00 

0.01 

0.14 

0.13 

0.22 

0.008 

0.38 

0.43 







Non-command 

Gneisses 

0.003 

3.00 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Roopana 

0821000402527900 

1.818 

Fresh 

Non-command 

Non-command 

Gneisses 

1.818 

2.31 

0.015 

0.03 

0.00 

0.00 

0.00 

0.02 

0.08 

0.07 

0.10 

0.009 

0.38 

0.44 


Rudhana 

0821000402530900 

7.445 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.677 

3.39 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.02 

0.003 

0.03 

0.04 







Non-command 

Gneisses(B.G.C) 

6.453 

3.39 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.37 

0.32 

0.17 

0.031 

0.33 

0.38 


Saroth 

0825000102959400 

9.353 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.881 

5.62 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.36 

0.29 

0.19 

0.017 

0.11 

0.13 







Non-command 

Gneisses(B.G.C) 

1.624 

5.62 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.19 

0.15 

0.09 

0.009 

0.06 

0.08 


Sheeli Beri 

0821000402524300 

4.449 

Fresh 

Non-command 

Non-command 

Gneisses 

3.991 

3.50 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.24 

0.22 

0.10 

0.019 

0.37 

0.40 


Soniyana 

0821000402529900 

6.700 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.137 

3.19 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.03 

0.006 

0.06 

0.07 







Non-command 

Gneisses(B.G.C) 

5.563 

3.19 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.30 

0.25 

0.12 

0.027 

0.30 

0.36 


Soniyana Chaura 

0821000402530000 

1.734 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.165 

3.37 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.09 

0.006 

0.25 

0.29 







Non-command 

Gneisses(B.G.C) 

0.569 

3.37 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.04 

0.003 

0.12 

0.14 


Surajpura (Lotiyana) 

0821000402530200 

1.646 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.646 

3.02 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.10 

0.05 

0.008 

0.37 

0.43 


Taragarh 

0821000402531000 

2.156 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.268 

3.51 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.00 

0.006 

0.23 

0.26 







Non-command 

Gneisses(B.G.C) 

0.797 

3.51 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.00 

0.004 

0.14 

0.16 


Thaneta 

0825000102960300 

5.671 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

3.48 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

0.264 

3.48 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.002 

0.02 

0.02 

11003007 

Ajeetpura 

0820000302415700 

5.192 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.873 

1.45 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.15 

0.11 

0.13 

0.011 

0.26 

0.38 


Alawas 

0820000302417300 

11.086 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

11.086 

1.61 

0.020 

0.08 

0.00 

0.00 

0.00 

0.00 

0.43 

0.30 

0.28 

0.030 

0.36 

0.51 


Bagawas 

0820000302415900 

27.691 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.119 

7.69 

0.020 

0.01 

0.00 

0.00 

0.00 

0.02 

0.47 

0.40 

0.04 

0.008 

0.03 

0.04 


Basni Anant 

0820000302414400 

5.042 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.035 

2.10 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.975 

2.10 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.01 

0.005 

0.12 

0.15 


Basni Bhadawatan 

0820000302416200 

7.208 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.307 

1.40 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.07 

0.009 

0.15 

0.18 


Basni Jodhraj 

0820000302416100 

8.705 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.617 

5.13 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.38 

0.30 

0.04 

0.010 

0.13 

0.17 


Basni Mootha 

0820000302417100 

8.616 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.616 

1.40 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.26 

0.18 

0.08 

0.023 

0.36 

0.52 


Basni Narsingh 

0820000302416300 

3.731 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.345 

0.49 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.03 

0.009 

0.31 

0.42 


Basni Tilwadiyan 

0820000302417200 

7.212 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.212 

1.68 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.26 

0.18 

0.05 

0.020 

0.36 

0.53 


Bhaisana 

0820000302416900 

18.482 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.744 

1.03 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.08 

0.010 

0.07 

0.08 


Bijpur 

0820000302413800 

12.238 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

9.786 

2.00 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.42 

0.34 

0.09 

0.027 

0.24 

0.29 


Bilawas 

0820000302415500 

24.340 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

24.340 

1.18 

0.020 

0.32 

0.05 

0.00 

0.00 

0.02 

0.83 

0.57 

1.21 

0.066 

0.36 

0.53 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Kalaliya 

0820000202402400 

0.06 

0.36 

160.63 

0.43 

0.02 

0.45 

0.05 

0.44 

0.05 

0.0800 

- 

- 

- 

0.080 

0.126 

0.576 

0.029 

0.548 

0.508 

92.87 

Critical 

Kalan Khera 

0821000402527500 

0.11 

0.05 

(27.19) 

0.04 

0.00 

0.04 

0.05 

0.44 

0.01 

- 

- 

- 

0.002 

0.002 

0.009 

0.053 

0.003 

0.050 

0.018 

35.64 

Safe 

Kalat Khera 

0821000402528500 

0.06 

0.00 

1,052.20 

0.00 

- 

0.00 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.008 

300.57 

Over Exploited 



0.11 

0.00 

476.21 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.003 

0.008 

229.59 

Over Exploited 

Kansya 

0824000102781700 

0.04 

0.02 

537.82 

0.02 

- 

0.02 

0.03 

0.21 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.033 

0.002 

0.032 

0.045 

141.64 

Over Exploited 

Kanuja 

0820000202403600 

0.06 

0.55 

########## 

0.66 

0.03 

0.69 

0.04 

0.41 

0.06 

0.1000 

- 

- 

- 

0.100 

0.164 

0.857 

0.043 

0.814 

1.039 

127.65 

Over Exploited 

Karkaro 

0825000102960000 

0.04 

0.01 

694.73 

0.02 

0.00 

0.02 

0.03 

0.31 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.013 

0.031 

0.002 

0.029 

0.049 

168.03 

Over Exploited 

Kaya Bheela 

0820000202404000 

0.06 

0.01 

984.54 

0.01 

- 

0.01 

0.02 

0.17 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.018 

0.001 

0.018 

0.061 

350.89 

Over Exploited 

Kharnikhera 

0820000302422100 

0.06 

0.02 

488.78 

0.02 

- 

0.02 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.002 

0.021 

0.001 

0.020 

0.007 

35.45 

Safe 

Khera Danti 

0821000402530800 

0.06 

0.06 

214.97 

0.07 

0.01 

0.08 

0.05 

0.43 

0.01 

0.0400 

- 

- 

- 

0.040 

0.049 

0.133 

0.007 

0.126 

0.223 

177.01 

Over Exploited 



0.06 

0.00 

44,887.28 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khera Neemri 

0821000402527200 

0.11 

0.34 

(10.00) 

0.30 

- 

0.30 

0.05 

0.46 

0.04 

0.0100 

- 

- 

- 

0.010 

0.051 

0.353 

0.018 

0.336 

0.150 

44.78 

Safe 

Kheta Khera 

0825000102959100 

0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kishanpura (Deota) 

0821000402528600 

0.11 

0.00 

3,727.81 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kookra 

0825000102959800 

0.04 

0.09 

460.42 

0.10 

0.00 

0.11 

0.04 

0.36 

0.01 

0.0200 

- 

- 

0.003 

0.023 

0.034 

0.139 

0.007 

0.132 

0.147 

110.66 

Over Exploited 



0.04 

0.00 

2,817.74 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.025 

704.46 

Over Exploited 

Kot Kirana 

0820000202402200 

0.06 

0.01 

3,135.12 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.018 

0.001 

0.017 

0.040 

231.74 

Over Exploited 



0.06 

0.16 

536.79 

0.20 

0.01 

0.21 

0.03 

0.27 

0.02 

0.0400 

- 

- 

- 

0.040 

0.060 

0.267 

0.013 

0.253 

0.268 

105.98 

Over Exploited 

Kotra 

0821000402524400 

0.11 

0.02 

########## 

0.03 

0.01 

0.04 

0.01 

0.14 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.059 

0.003 

0.056 

0.194 

345.03 

Over Exploited 

Lasani 

0821000402530600 

0.06 

0.06 

152.52 

0.07 

0.03 

0.10 

0.05 

0.44 

0.01 

0.0200 

- 

- 

0.043 

0.064 

0.072 

0.174 

0.009 

0.165 

0.138 

83.94 

Semi Critical 



0.11 

0.00 

80,261.23 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Lasariya 

0825000102959700 

0.04 

0.00 

9,492.09 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.009 

4,684.87 

Over Exploited 



0.04 

0.03 

684.44 

0.03 

- 

0.03 

0.03 

0.23 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.044 

0.002 

0.042 

0.094 

224.45 

Over Exploited 

Lawacha 

0820000202403100 

0.06 

0.28 

91.67 

0.33 

0.05 

0.38 

0.05 

0.48 

0.03 

0.0200 

- 

- 

0.060 

0.080 

0.111 

0.492 

0.025 

0.467 

0.246 

52.63 

Safe 

Lotiyana 

0821000402530100 

0.06 

0.07 

102.55 

0.09 

0.05 

0.14 

0.05 

0.42 

0.01 

0.0200 

- 

- 

0.060 

0.080 

0.090 

0.229 

0.011 

0.217 

0.112 

51.41 

Safe 

Makarwali 

0820000202403400 

0.06 

0.00 

2,256.52 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

141.31 

Over Exploited 

Malni 

0820000202403300 

0.06 

0.01 

1,156.56 

0.01 

0.00 

0.02 

0.01 

0.13 

0.00 

0.0100 

- 

- 

0.005 

0.016 

0.017 

0.035 

0.002 

0.033 

0.057 

171.89 

Over Exploited 

Megarda 

0820000202403900 

0.06 

0.35 

161.08 

0.41 

0.01 

0.42 

0.05 

0.46 

0.04 

0.0200 

- 

- 

- 

0.020 

0.060 

0.484 

0.024 

0.460 

0.232 

50.57 

Safe 

Mohra Khurd 

0820000202402900 

0.06 

0.07 

50.06 

0.08 

0.00 

0.09 

0.05 

0.45 

0.01 

0.0100 

- 

- 

0.003 

0.013 

0.021 

0.107 

0.005 

0.101 

0.081 

80.29 

Semi Critical 

Nai Kalan 

0821000402527100 

0.11 

0.44 

(17.83) 

0.36 

- 

0.36 

0.05 

0.45 

0.05 

0.0100 

- 

- 

- 

0.010 

0.064 

0.427 

0.021 

0.406 

0.168 

41.42 

Safe 

Nai Khurd 

0821000402527300 

0.11 

0.25 

(16.26) 

0.21 

- 

0.21 

0.05 

0.44 

0.03 

- 

- 

- 

- 

- 

0.031 

0.237 

0.012 

0.226 

0.046 

20.40 

Safe 

Naya Khera 

0821000402530700 

0.06 

0.05 

199.81 

0.06 

0.02 

0.08 

0.05 

0.44 

0.01 

0.0300 

- 

- 

0.011 

0.042 

0.048 

0.128 

0.006 

0.121 

0.166 

137.13 

Over Exploited 



0.11 

0.00 

20,102.29 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pachanpura 

0820000202402800 

0.06 

0.19 

115.90 

0.22 

0.01 

0.23 

0.05 

0.47 

0.02 

0.0400 

- 

- 

- 

0.040 

0.062 

0.295 

0.015 

0.280 

0.431 

153.88 

Over Exploited 

Peepaliya Badia 

0820000202402700 

0.06 

0.20 

########## 

0.24 

- 

0.24 

0.04 

0.38 

0.02 

0.0100 

- 

- 

- 

0.010 

0.033 

0.270 

0.014 

0.257 

0.097 

37.87 

Safe 

Punera 

0821000402527400 

0.11 

0.21 

(7.92) 

0.20 

0.02 

0.22 

0.05 

0.44 

0.03 

0.0200 

- 

- 

0.022 

0.043 

0.070 

0.292 

0.015 

0.277 

0.234 

84.44 

Semi Critical 

Rajwa 

0825000102959500 

0.04 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ramgarh Sedontan 

0820000202407600 

0.06 

0.00 

5,725.99 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.060 

580.79 

Over Exploited 

Rawatmala 

0821000402530500 

0.06 

0.04 

223.03 

0.05 

0.02 

0.06 

0.05 

0.43 

0.01 

0.0400 

- 

- 

0.011 

0.051 

0.056 

0.120 

0.006 

0.114 

0.224 

196.96 

Over Exploited 



0.11 

0.00 

41,396.08 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Roopana 

0821000402527900 

0.11 

0.08 

(12.45) 

0.07 

0.02 

0.08 

0.05 

0.43 

0.01 

0.0100 

- 

- 

0.024 

0.034 

0.044 

0.128 

0.006 

0.121 

0.111 

91.46 

Critical 

Rudhana 

0821000402530900 

0.06 

0.00 

3,296.55 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.027 

1,481.93 

Over Exploited 



0.06 

0.13 

153.21 

0.15 

0.01 

0.16 

0.05 

0.38 

0.02 

0.0300 

- 

- 

- 

0.030 

0.048 

0.211 

0.011 

0.201 

0.204 

101.84 

Over Exploited 

Saroth 

0825000102959400 

0.04 

0.01 

2,135.24 

0.02 

0.01 

0.03 

0.02 

0.12 

0.00 

0.0200 

- 

- 

0.002 

0.022 

0.024 

0.052 

0.003 

0.049 

0.206 

418.97 

Over Exploited 



0.04 

0.00 

3,745.60 

0.00 

0.00 

0.01 

0.01 

0.07 

0.00 

0.0100 

- 

- 

0.003 

0.013 

0.014 

0.021 

0.001 

0.020 

0.099 

506.93 

Over Exploited 

Sheeli Beri 

0821000402524300 

0.11 

0.16 

305,282.14 

0.20 

- 

0.20 

0.04 

0.42 

0.02 

0.0100 

- 

- 

- 

0.010 

0.029 

0.225 

0.011 

0.213 

0.121 

56.86 

Safe 

Soniyana 

0821000402529900 

0.06 

0.00 

1,483.65 

0.01 

0.00 

0.01 

0.01 

0.07 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.012 

0.017 

0.001 

0.016 

0.036 

215.79 

Over Exploited 



0.06 

0.10 

150.26 

0.12 

0.00 

0.13 

0.05 

0.35 

0.02 

0.0200 

- 

- 

0.007 

0.027 

0.042 

0.167 

0.008 

0.159 

0.147 

92.44 

Critical 

Soniyana Chaura 

0821000402530000 

0.06 

0.02 

359.83 

0.02 

0.00 

0.02 

0.04 

0.29 

0.00 

0.0200 

- 

- 

0.004 

0.024 

0.026 

0.050 

0.003 

0.048 

0.096 

199.39 

Over Exploited 



0.06 

0.00 

697.97 

0.01 

- 

0.01 

0.02 

0.14 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.016 

0.001 

0.015 

0.041 

273.61 

Over Exploited 

Surajpura (Lotiyana) 

0821000402530200 

0.06 

0.04 

171.80 

0.05 

- 

0.05 

0.05 

0.43 

0.01 

0.0100 

- 

- 

- 

0.010 

0.015 

0.061 

0.003 

0.058 

0.062 

107.40 

Over Exploited 

Taragarh 

0821000402531000 

0.06 

0.02 

346.14 

0.02 

- 

0.02 

0.03 

0.26 

0.00 

- 

- 

- 

- 

- 

0.002 

0.024 

0.001 

0.023 

0.006 

26.87 

Safe 



0.06 

0.01 

446.78 

0.01 

- 

0.01 

0.02 

0.16 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.009 

0.004 

43.92 

Safe 

Thaneta 

0825000102960300 

0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

7,149.73 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.006 

2,105.21 

Over Exploited 

Ajeetpura 

0820000302415700 

0.08 

0.08 

28.09 

0.10 

0.00 

0.10 

0.03 

0.29 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.111 

0.006 

0.105 

0.145 

137.28 

Over Exploited 

Alawas 

0820000302417300 

0.08 

0.32 

(4.26) 

0.30 

0.00 

0.31 

0.04 

0.40 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.322 

0.016 

0.306 

0.307 

100.41 

Over Exploited 

Bagawas 

0820000302415900 

0.08 

0.01 

4,592.58 

0.01 

0.02 

0.03 

0.00 

0.04 

- 

- 

- 

- 

0.026 

0.026 

0.026 

0.053 

0.003 

0.050 

0.048 

96.02 

Critical 

Basni Anant 

0820000302414400 

0.08 

0.00 

20,546.94 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.02 

255.31 

0.02 

- 

0.02 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.023 

0.001 

0.022 

0.013 

61.61 

Safe 

Basni Bhadawatan 

0820000302416200 

0.08 

0.04 

125.49 

0.05 

0.00 

0.05 

0.01 

0.16 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.066 

0.003 

0.063 

0.074 

118.23 

Over Exploited 

Basni Jodhraj 

0820000302416100 

0.08 

0.04 

687.20 

0.05 

0.00 

0.05 

0.01 

0.14 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.056 

0.003 

0.053 

0.053 

99.74 

Critical 

Basni Mootha 

0820000302417100 

0.08 

0.25 

(26.00) 

0.20 

0.01 

0.20 

0.04 

0.40 

- 

- 

- 

- 

0.010 

0.010 

0.010 

0.214 

0.011 

0.204 

0.099 

48.81 

Safe 

Basni Narsingh 

0820000302416300 

0.08 

0.08 

(63.62) 

0.07 

0.00 

0.07 

0.03 

0.34 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.071 

0.004 

0.067 

0.038 

56.78 

Safe 

Basni Tilwadiyan 

0820000302417200 

0.08 

0.21 

(14.12) 

0.18 

0.00 

0.18 

0.04 

0.40 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.181 

0.009 

0.172 

0.066 

38.24 

Safe 

Bhaisana 

0820000302416900 

0.08 

0.02 

292.83 

0.02 

0.00 

0.02 

0.01 

0.07 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.027 

0.001 

0.026 

0.093 

360.75 

Over Exploited 

Bijpur 

0820000302413800 

0.08 

0.19 

84.19 

0.22 

0.00 

0.23 

0.02 

0.26 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.244 

0.012 

0.232 

0.116 

49.86 

Safe 

Bilawas 

0820000302415500 

0.08 

0.70 

(19.27) 

0.57 

0.07 

0.63 

0.04 

0.40 

- 

0.1400 

- 

- 

0.023 

0.163 

0.163 

0.795 

0.040 

0.755 

1.279 

169.39 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Birawas 

082000030241480C 

9.179 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.214 

1.56 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.461 

1.56 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.004 

0.06 

0.08 


Dadiya 

082000060244390C 

8.314 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.003 

2.29 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dhakri 

0820000302415800 

15.263 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.797 

4.33 

0.020 

0.03 

0.00 

0.00 

0.00 

0.04 

0.41 

0.29 

0.10 

0.013 

0.11 

0.15 


Dhandheri 

0820000302418000 

13.860 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.691 

1.79 

0.080 

0.01 

0.00 

0.00 

0.00 

0.01 

0.10 

0.07 

0.04 

0.002 

0.02 

0.03 







Non-command 

Phyllite & Schist 

0.164 

1.79 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.01 


Dheenawas 

0820000302416000 

21.118 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

21.118 

2.42 

0.020 

0.24 

0.01 

0.00 

0.00 

0.01 

1.24 

0.85 

0.88 

0.057 

0.36 

0.52 


Dhundhala 

0820000602443800 

12.941 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.160 

1.73 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.01 


Gagura 

0820000302414600 

21.741 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.315 

1.78 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.02 

0.006 

0.04 

0.05 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

13.636 

1.78 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.53 

0.40 

0.12 

0.037 

0.21 

0.28 


Hingawas 

0820000302415600 

11.311 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.729 

1.29 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.29 

0.20 

0.17 

0.026 

0.31 

0.44 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.002 

1.29 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jhupelao 

0820000302413500 

28.056 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.867 

1.52 

0.020 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.00 

0.005 

0.02 

0.03 


Khamal 

0820000302413900 

29.328 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.056 

2.05 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Lundawas 

0820000302415300 

9.393 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.469 

1.29 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.03 


Mamawas 

0820000302416400 

6.413 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.819 

-0.23 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.002 

0.04 

0.05 


Morawas 

0820000302413700 

14.336 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

14.336 

2.02 

0.020 

0.03 

0.00 

0.00 

0.00 

0.02 

0.59 

0.48 

0.09 

0.039 

0.31 

0.38 


Nai Dhani 

0820000302411900 

7.642 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.014 

1.73 

0.020 

0.00 

0.00 

0.00 

0.00 

0.17 

-0.17 

-0.14 

0.00 

0.000 

0.00 

0.00 


Ramasaniwala 

0820000302418100 

18.012 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

4.813 

1.95 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.84 

0.57 

0.35 

0.013 

0.10 

0.14 







Non-command 

Phyllite & Schist 

2.271 

1.95 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.10 

0.07 

0.09 

0.006 

0.05 

0.07 


Rendari 

0820000302416800 

11.538 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.158 

0.41 

0.020 

0.14 

0.01 

0.00 

0.00 

0.01 

0.20 

0.15 

0.50 

0.028 

0.31 

0.43 


Rupawas 

0820000302414900 

25.250 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.816 

1.44 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.01 

0.005 

0.03 

0.04 


Sardar Samand 

0820000302412000 

34.650 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

10.498 

1.62 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.36 

0.30 

0.05 

0.029 

0.09 

0.11 


Shiv Nagar 

0820000302413600 

3.906 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

3.900 

1.69 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.11 

0.00 

0.011 

0.31 

0.39 


Shivpura 

0820000302412100 

24.773 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

11.581 

1.72 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.42 

0.35 

0.07 

0.031 

0.14 

0.17 


Sisarwada 

0820000302417000 

11.013 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.109 

1.33 

0.020 

0.04 

0.00 

0.00 

0.00 

0.01 

0.28 

0.20 

0.13 

0.025 

0.29 

0.40 


Siyat 

0820000302417400 

14.316 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.958 

1.79 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.22 

0.16 

0.20 

0.013 

0.12 

0.18 


Sojat (M) 

0820000342002000 

50.304 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

45.469 

1.56 

0.020 

1.10 

0.01 

0.00 

0.00 

0.02 

2.48 

1.69 

0.53 

2.931 

0.33 

0.48 


Sojat (Rural) 

0820000302415400 

9.596 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.317 

1.35 

0.020 

0.40 

0.06 

0.00 

0.00 

0.00 

0.48 

0.33 

1.59 

0.014 

0.20 

0.29 


Sojat Road (CT) 

0820000342003000 

7.714 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.697 

1.61 

0.020 

0.15 

0.00 

0.00 

0.00 

0.00 

0.30 

0.22 

0.20 

0.303 

0.21 

0.29 


Sundarda 

0820000302414700 

7.187 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.896 

1.69 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.29 

0.21 

0.22 

0.019 

0.33 

0.46 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.013 

1.69 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Surayta 

0820000302414500 

39.320 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.257 

3.66 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.72 

0.56 

0.13 

0.025 

0.08 

0.10 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

4.191 

3.66 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.32 

0.25 

0.05 

0.011 

0.03 

0.04 

11003008 

Aakeli 

0820000202400700 

9.228 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

2.959 

1.86 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.12 

0.04 

0.015 

0.14 

0.13 


Abkai Ki Dhani 

0820000302411100 

6.677 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.303 

1.12 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.22 

0.00 

0.006 

0.11 

0.13 


Agewa 

0820000102393800 

25.578 

Fresh 

Non-command 

Non-command 

Older Alluvium 

22.408 

2.12 

0.100 

0.21 

0.01 

0.00 

0.00 

0.01 

4.93 

3.96 

0.69 

0.104 

0.33 

0.41 







Non-command 

Phyllite & Schist 

0.001 

2.12 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


At para 

0820000302418400 

47.119 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

19.349 

2.46 

0.080 

0.15 

0.01 

0.00 

0.00 

0.01 

3.94 

4.07 

0.53 

0.053 

0.15 

0.15 


Bagiyara 

0820000202400600 

9.134 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.875 

1.41 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.75 

0.68 

0.19 

0.024 

0.21 

0.23 







Non-command 

Erinpura Granite 

3.315 

1.41 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.09 

0.017 

0.14 

0.16 


Bar 

0820000202404100 

14.784 

Fresh 

Non-command 

Non-command 

Gneisses 

2.182 

1.99 

0.020 

0.08 

0.00 

0.00 

0.00 

0.00 

0.17 

0.18 

0.32 

0.011 

0.06 

0.06 






Raipur Luni 

Command 

Gneisses 

0.746 

1.99 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.11 

0.004 

0.02 

0.02 


Bariyala 

0820000302413400 

11.380 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.570 

1.94 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.24 

0.00 

0.004 

0.05 

0.06 







Non-command 

Phyllite & Schist 

9.809 

1.94 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.38 

0.30 

0.00 

0.027 

0.29 

0.37 


Barna 

0815000702013900 

36.499 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

36.499 

3.29 

0.080 

0.27 

0.01 

0.00 

0.00 

0.02 

9.84 

11.42 

0.89 

0.157 

0.38 

0.32 







Non-command 

Phyllite & Schist 

0.000 

3.29 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Basni Dadhwariyan 

0820000202399900 

3.513 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.696 

1.31 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.08 

0.009 

0.19 

0.20 







Non-command 

Erinpura Granite 

0.479 

1.31 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.002 

0.05 

0.06 


Basni Kaviyan 

0820000202399600 

4.064 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.064 

0.77 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.03 

0.020 

0.38 

0.43 


Beechardi 

0820000202400900 

5.747 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

5.625 

1.20 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.18 

0.19 

0.11 

0.028 

0.42 

0.40 






Raipur Luni 

Command 

Erinpura Granite 

0.122 

1.20 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Beejasani 

0815000702013300 

7.040 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

4.028 

0.58 

0.080 

0.07 

0.01 

0.00 

0.00 

0.00 

0.24 

0.30 

0.24 

0.017 

0.22 

0.18 






Jaswant Sagar 

Command 

Bilara Limestone 

0.598 

0.58 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.04 

0.003 

0.03 

0.03 







Command 

Older Alluvium 

0.000 

0.58 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Beenj Wariya 

0815000702013700 

14.795 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

8.865 

5.80 

0.080 

0.17 

0.01 

0.00 

0.00 

0.00 

4.27 

5.07 

0.65 

0.038 

0.22 

0.19 


Bhakhar Washi 

0820000102393100 

2.477 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

1.240 

1.42 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.04 

0.006 

0.19 

0.20 


Bilara (M) 

0815000741504000 

99.879 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

67.737 

1.87 

0.080 

7.41 

0.96 

0.00 

0.00 

0.02 

16.57 

20.47 

25.70 

2.985 

0.26 

0.21 






Jaswant Sagar 

Command 

Bilara Limestone 

2.062 

1.87 

0.080 

0.23 

0.03 

0.00 

0.00 

0.00 

0.51 

0.63 

0.79 

0.091 

0.01 

0.01 


Birawas 

0820000302414800 

9.179 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.051 

1.56 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

7.453 

1.56 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.18 

0.03 

0.020 

0.28 

0.39 


Butelao 

0820000302415000 

13.245 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

1.842 

1.82 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.20 

0.00 

0.005 

0.05 

0.07 







Non-command 

Older Alluvium 

0.594 

1.82 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.00 

0.002 

0.02 

0.02 





Saline 

Non-command 

Non-command 

Bilara Limestone 

4.037 

1.82 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.59 

0.43 

0.00 

0.011 

0.11 

0.15 







Non-command 

Older Alluvium 

6.773 

1.82 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

1.24 

0.91 

0.01 

0.018 

0.18 

0.25 


Chamdiyak 

0820000302415200 

8.917 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

6.720 

2.49 

0.080 

0.05 

0.01 

0.00 

0.00 

0.00 

1.38 

0.96 

0.19 

0.018 

0.27 

0.39 







Non-command 

Older Alluvium 

1.709 

2.49 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.43 

0.30 

0.02 

0.005 

0.07 

0.10 







Non-command 

Phyllite & Schist 

0.487 

2.49 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.02 

0.03 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Birawas 

0820000302414800 

0.08 

0.00 

3,410.70 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.08 

0.01 

412.50 

0.01 

- 

0.01 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.007 

0.004 

53.73 

Safe 

Dadiya 

0820000602443900 

0.10 

0.00 

620,704.63 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dhakri 

0820000302415800 

0.08 

0.04 

607.72 

0.05 

0.04 

0.09 

0.01 

0.12 

- 

- 

- 

- 

0.059 

0.059 

0.059 

0.148 

0.007 

0.141 

0.117 

82.99 

Semi Critical 

Dhandheri 

0820000302418000 

0.12 

0.00 

4,634.72 

0.00 

0.01 

0.01 

0.00 

0.02 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.015 

0.001 

0.014 

0.043 

298.26 

Over Exploited 



0.08 

0.00 

6,286.75 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

25.15 

Safe 

Dheenawas 

0820000302416000 

0.08 

0.61 

40.58 

0.73 

0.02 

0.75 

0.04 

0.40 

- 

0.1000 

- 

- 

0.020 

0.120 

0.120 

0.870 

0.044 

0.827 

0.932 

112.76 

Over Exploited 

Dhundhala 

0820000602443800 

0.10 

0.00 

7,566.62 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gagura 

0820000302414600 

0.08 

0.01 

966.28 

0.01 

- 

0.01 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.007 

0.028 

377.43 

Over Exploited 



0.08 

0.23 

74.73 

0.27 

- 

0.27 

0.02 

0.23 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.284 

0.014 

0.270 

0.161 

59.74 

Safe 

Hingawas 

0820000302415600 

0.08 

0.24 

(15.64) 

0.20 

0.01 

0.21 

0.03 

0.34 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.240 

0.012 

0.228 

0.195 

85.87 

Semi Critical 



0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jhupelao 

0820000302413500 

0.08 

0.00 

488.28 

0.00 

0.03 

0.04 

0.00 

0.02 

- 

- 

- 

- 

0.051 

0.051 

0.051 

0.089 

0.004 

0.085 

0.005 

5.99 

Safe 

Khamal 

0820000302413900 

0.08 

0.00 

72,988.16 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Lundawas 

0820000302415300 

0.08 

0.00 

1,126.10 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.012 

1,590.57 

Over Exploited 

Mamawas 

0820000302416400 

0.08 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

0.04 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.009 

0.001 

0.008 

0.024 

295.40 

Over Exploited 

Morawas 

0820000302413700 

0.08 

0.35 

35.71 

0.42 

0.02 

0.44 

0.03 

0.34 

- 

0.0100 

- 

- 

0.030 

0.040 

0.040 

0.483 

0.024 

0.459 

0.126 

27.47 

Safe 

Nai Dhani 

0820000302411900 

0.08 

0.00 

########## 

0.00 

0.17 

0.17 

0.00 

0.00 

- 

- 

- 

- 

0.250 

0.250 

0.250 

0.416 

0.021 

0.395 

0.000 

0.01 

Safe 

Ramasaniwala 

0820000302418100 

0.12 

0.06 

926.84 

0.07 

0.00 

0.07 

0.01 

0.11 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.088 

0.004 

0.084 

0.364 

434.74 

Over Exploited 



0.08 

0.01 

754.77 

0.01 

0.01 

0.02 

0.00 

0.05 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.023 

0.001 

0.022 

0.092 

422.77 

Over Exploited 

Rendari 

0820000302416800 

0.08 

0.25 

(41.25) 

0.20 

0.02 

0.22 

0.03 

0.34 

- 

0.0200 

- 

- 

0.016 

0.036 

0.036 

0.255 

0.013 

0.242 

0.532 

219.53 

Over Exploited 

Rupawas 

0820000302414900 

0.08 

0.00 

913.20 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.016 

376.60 

Over Exploited 

Sardar Samand 

0820000302412000 

0.08 

0.08 

292.66 

0.09 

- 

0.09 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.101 

0.005 

0.096 

0.074 

76.91 

Semi Critical 

Shiv Nagar 

0820000302413600 

0.08 

0.10 

8.06 

0.11 

- 

0.11 

0.03 

0.34 

- 

- 

- 

- 

- 

- 

- 

0.106 

0.005 

0.100 

0.011 

10.55 

Safe 

Shivpura 

0820000302412100 

0.08 

0.13 

167.92 

0.15 

0.01 

0.17 

0.01 

0.15 

- 

0.0100 

- 

- 

0.016 

0.026 

0.026 

0.192 

0.010 

0.182 

0.105 

57.90 

Safe 

Sisarwada 

0820000302417000 

0.08 

0.21 

(5.21) 

0.20 

0.01 

0.21 

0.03 

0.32 

- 

- 

- 

- 

0.008 

0.009 

0.009 

0.214 

0.011 

0.203 

0.154 

75.71 

Semi Critical 

Siyat 

0820000302417400 

0.08 

0.05 

219.91 

0.06 

0.00 

0.06 

0.01 

0.14 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.077 

0.004 

0.073 

0.211 

289.91 

Over Exploited 

Sojat (M) 

0820000342002000 

0.08 

1.19 

42.54 

1.42 

0.03 

1.46 

0.04 

0.36 

- 

0.0200 

- 

- 

0.031 

0.051 

0.051 

1.506 

0.075 

1.430 

3.460 

241.89 

Over Exploited 

Sojat (Rural) 

0820000302415400 

0.08 

0.09 

284.08 

0.10 

0.06 

0.16 

0.02 

0.22 

- 

0.1800 

- 

- 

0.003 

0.183 

0.183 

0.347 

0.017 

0.330 

1.605 

486.35 

Over Exploited 

Sojat Road (CT) 

0820000342003000 

0.08 

0.08 

173.07 

0.10 

0.00 

0.10 

0.02 

0.24 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.108 

0.005 

0.103 

0.501 

487.96 

Over Exploited 

Sundarda 

0820000302414700 

0.08 

0.18 

14.86 

0.21 

- 

0.21 

0.03 

0.37 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.220 

0.011 

0.209 

0.235 

112.16 

Over Exploited 



0.08 

0.00 

44,872.26 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Surayta 

0820000302414500 

0.08 

0.06 

906.65 

0.07 

- 

0.07 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.077 

0.004 

0.073 

0.151 

207.40 

Over Exploited 



0.08 

0.01 

2,068.84 

0.01 

- 

0.01 

0.00 

0.04 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.024 

0.001 

0.022 

0.056 

250.72 

Over Exploited 

Aakeli 

0820000202400700 

0.08 

0.03 

286.99 

0.04 

- 

0.04 

0.02 

0.15 

0.00 

- 

- 

- 

- 

- 

0.004 

0.042 

0.002 

0.040 

0.051 

126.27 

Over Exploited 

Abkai Ki Dhani 

0820000302411100 

0.12 

0.03 

628.70 

0.04 

0.00 

0.04 

0.01 

0.12 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.046 

0.002 

0.044 

0.006 

14.28 

Safe 

Agewa 

0820000102393800 

0.15 

1.10 

261.31 

1.32 

0.02 

1.34 

0.03 

0.36 

- 

0.0300 

- 

- 

0.015 

0.045 

0.045 

1.382 

0.069 

1.313 

0.794 

60.43 

Safe 



0.06 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

At para 

0820000302418400 

0.12 

0.36 

1,047.39 

0.43 

0.02 

0.45 

0.02 

0.17 

- 

0.0600 

- 

- 

0.021 

0.081 

0.081 

0.532 

0.027 

0.505 

0.582 

115.13 

Over Exploited 

Bagiyara 

0820000202400600 

0.12 

0.12 

447.20 

0.15 

- 

0.15 

0.02 

0.24 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.159 

0.008 

0.151 

0.216 

143.18 

Over Exploited 



0.08 

0.04 

193.35 

0.05 

- 

0.05 

0.02 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.046 

0.002 

0.044 

0.111 

253.33 

Over Exploited 

Bar 

0820000202404100 

0.06 

0.01 

2,052.88 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

0.0400 

- 

- 

- 

0.040 

0.041 

0.051 

0.003 

0.048 

0.328 

679.72 

Over Exploited 



0.06 

0.00 

6,486.98 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.011 

0.110 

1,025.82 

Over Exploited 

Bariyala 

0820000302413400 

0.12 

0.01 

2,640.84 

0.01 

- 

0.01 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.010 

0.004 

42.41 

Safe 



0.08 

0.23 

31.30 

0.28 

0.01 

0.29 

0.03 

0.32 

- 

- 

- 

- 

0.017 

0.017 

0.017 

0.303 

0.015 

0.288 

0.027 

9.26 

Safe 

Barna 

0815000702013900 

0.08 

1.10 

939.96 

1.32 

0.03 

1.35 

0.04 

0.41 

- 

0.0300 

- 

- 

0.030 

0.060 

0.060 

1.408 

0.070 

1.337 

1.045 

78.12 

Semi Critical 



0.07 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Basni Dadhwariyan 

0820000202399900 

0.06 

0.02 

204.19 

0.02 

0.00 

0.03 

0.02 

0.22 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.028 

0.001 

0.026 

0.089 

336.96 

Over Exploited 



0.08 

0.00 

924.68 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.002 

0.027 

1,145.82 

Over Exploited 

Basni Kaviyan 

0820000202399600 

0.06 

0.09 

(31.01) 

0.07 

0.00 

0.08 

0.04 

0.43 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.077 

0.004 

0.073 

0.049 

67.95 

Safe 

Beechardi 

0820000202400900 

0.08 

0.19 

(1.67) 

0.19 

- 

0.19 

0.05 

0.47 

0.02 

- 

- 

- 

- 

- 

0.022 

0.208 

0.010 

0.198 

0.136 

68.91 

Safe 



0.08 

0.00 

3,392.02 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Beejasani 

0815000702013300 

0.08 

0.07 

331.41 

0.08 

0.01 

0.10 

0.02 

0.24 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.128 

0.006 

0.122 

0.257 

210.78 

Over Exploited 



0.08 

0.00 

2,921.33 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.000 

- 

- 

0.002 

0.000 

0.002 

0.039 

2,217.23 

Over Exploited 



0.10 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Beenj Wariya 

0815000702013700 

0.08 

0.16 

3,088.13 

0.19 

0.01 

0.21 

0.02 

0.25 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.231 

0.012 

0.220 

0.686 

312.25 

Over Exploited 

Bhakhar Washi 

0820000102393100 

0.07 

0.02 

654.09 

0.02 

0.00 

0.02 

0.02 

0.21 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.026 

0.001 

0.024 

0.042 

171.94 

Over Exploited 

Bilara (M) 

0815000741504000 

0.08 

1.39 

1,375.80 

1.66 

0.98 

2.65 

0.03 

0.28 

- 

2.8900 

- 

- 

0.035 

2.925 

2.925 

5.573 

0.279 

5.294 

28.683 

541.79 

Over Exploited 



0.08 

0.00 

48,806.56 

0.00 

0.03 

0.03 

0.00 

0.01 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.122 

0.006 

0.115 

0.877 

759.43 

Over Exploited 

Birawas 

0820000302414800 

0.08 

0.00 

15,166.47 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.17 

4.78 

0.18 

- 

0.18 

0.03 

0.31 

- 

- 

- 

- 

- 

- 

- 

0.177 

0.009 

0.168 

0.048 

28.75 

Safe 

Butelao 

0820000302415000 

0.12 

0.01 

1,684.57 

0.01 

- 

0.01 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.013 

0.005 

39.75 

Safe 



0.12 

0.00 

6,818.93 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.002 

123.28 

Over Exploited 



0.12 

0.05 

714.27 

0.06 

- 

0.06 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.064 

0.003 

0.060 

0.011 

18.14 

Safe 



0.12 

0.15 

511.46 

0.18 

- 

0.18 

0.02 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.179 

0.009 

0.170 

0.026 

15.51 

Safe 

Chamdiyak 

0820000302415200 

0.12 

0.22 

335.97 

0.26 

0.01 

0.27 

0.03 

0.30 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.297 

0.015 

0.282 

0.206 

73.12 

Semi Critical 



0.12 

0.01 

2,011.25 

0.02 

0.00 

0.02 

0.01 

0.08 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.028 

0.001 

0.027 

0.024 

88.87 

Semi Critical 



0.08 

0.00 

2,083.58 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.012 

1,405.08 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Chandasani 

0820000302412300 

6.858 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.734 

1.67 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.97 

0.80 

0.02 

0.016 

0.25 

0.30 


Chanwadiya Khurd 

0820000202401500 

7.507 

Fresh 

Non-command 

Non-command 

Gneisses 

0.513 

2.20 

0.020 

0.01 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.03 

0.003 

0.03 

0.03 


Charwas 

0820000302412500 

15.264 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

1.83 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

10.565 

1.83 

0.100 

0.01 

0.00 

0.00 

0.00 

0.01 

1.93 

1.62 

0.01 

0.029 

0.22 

0.26 







Non-command 

Phyllite & Schist 

4.699 

1.83 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.15 

0.01 

0.013 

0.10 

0.11 


Chawandiya 

0820000102393700 

14.988 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.352 

1.62 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

1.87 

1.58 

0.09 

0.052 

0.29 

0.34 







Non-command 

Phyllite & Schist 

3.636 

1.62 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.13 

0.01 

0.017 

0.09 

0.11 


Chheetariya 

0820000302418500 

18.234 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.769 

1.70 

0.080 

0.00 

0.00 

0.00 

0.00 

0.01 

0.10 

0.09 

0.00 

0.002 

0.02 

0.02 


Chopra 

0820000302411300 

17.639 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.428 

1.47 

0.100 

0.01 

0.00 

0.00 

0.00 

0.04 

0.62 

0.52 

0.04 

0.012 

0.08 

0.09 


Chundlai 

0820000302411700 

29.762 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

3.779 

1.99 

0.020 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.05 

0.00 

0.010 

0.04 

0.05 


Deepawas 

0820000202403200 

6.690 

Fresh 

Non-command 

Non-command 

Gneisses 

4.132 

1.82 

0.020 

0.07 

0.01 

0.00 

0.00 

0.06 

0.15 

0.16 

0.25 

0.021 

0.27 

0.25 






Raipur Luni 

Command 

Gneisses 

0.704 

1.82 

0.020 

0.01 

0.00 

0.00 

0.00 

0.06 

-0.03 

-0.03 

0.04 

0.004 

0.05 

0.04 


Deo Nagar 

0820000302413200 

5.801 

Saline 

Non-command 

Non-command 

Bilara Limestone 

2.545 

2.31 

0.080 

0.06 

0.01 

0.00 

0.00 

0.00 

0.52 

0.42 

0.25 

0.007 

0.16 

0.20 







Non-command 

Older Alluvium 

3.256 

2.31 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.78 

0.63 

0.15 

0.009 

0.20 

0.25 


Deola 

0820000202401700 

13.482 

Fresh 

Non-command 

Non-command 

Gneisses 

8.557 

1.42 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.25 

0.27 

0.00 

0.043 

0.27 

0.26 


Deoli Kalan 

0820000202399400 

52.344 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

4.029 

1.66 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.57 

0.55 

0.08 

0.020 

0.03 

0.03 







Non-command 

Phyllite & Schist 

26.928 

1.66 

0.020 

0.13 

0.00 

0.00 

0.00 

0.02 

1.01 

0.98 

0.34 

0.135 

0.20 

0.20 


Deoriya 

0820000102393900 

10.626 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.194 

2.69 

0.100 

0.10 

0.00 

0.00 

0.00 

0.00 

2.57 

2.10 

0.34 

0.042 

0.32 

0.39 


Dhagarwas 

0820000302412600 

12.642 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

2.06 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

5.364 

2.06 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

1.11 

0.92 

0.00 

0.015 

0.14 

0.17 







Non-command 

Phyllite & Schist 

7.278 

2.06 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.30 

0.25 

0.00 

0.020 

0.19 

0.23 


Fata Khera 

0820000202403800 

8.184 

Fresh 

Non-command 

Non-command 

Gneisses 

1.124 

2.47 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.01 

0.006 

0.06 

0.06 


Gagura 

0820000302414600 

21.741 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

5.790 

1.78 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.23 

0.17 

0.05 

0.016 

0.09 

0.12 


Garniya 

0820000102392500 

15.723 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.040 

1.61 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Godelao 

0820000302413300 

10.186 

Saline 

Non-command 

Non-command 

Older Alluvium 

10.186 

1.59 

0.100 

0.01 

0.00 

0.00 

0.00 

0.04 

1.59 

1.28 

0.01 

0.028 

0.35 

0.44 


Goojrawas 

0815000702012800 

12.512 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.010 

-0.26 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.373 

-0.26 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.006 

0.04 

0.04 






Jaswant Sagar 

Command 

Older Alluvium 

2.028 

-0.26 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.009 

0.06 

0.05 


Hapat 

0820000302412800 

16.306 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

1.27 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

16.252 

1.27 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

2.08 

1.95 

0.02 

0.044 

0.35 

0.37 


Hariyada 

0815000702012000 

23.443 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.637 

0.80 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.30 

0.27 

0.00 

0.016 

0.05 

0.06 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.175 

0.80 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.23 

0.00 

0.014 

0.04 

0.05 


Harsh 

0815000702013800 

2.727 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

2.727 

4.56 

0.080 

0.13 

0.01 

0.00 

0.00 

0.00 

1.12 

1.38 

0.51 

0.012 

0.38 

0.31 


Hingawas 

0820000302415600 

11.311 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.580 

1.29 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.02 

0.004 

0.05 

0.07 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

1.29 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jajanwas 

0820000102393300 

8.669 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

8.365 

8.78 

0.070 

0.32 

0.02 

0.00 

0.00 

0.01 

5.43 

6.10 

1.23 

0.039 

0.36 

0.32 


Janasani 

0820000102394400 

3.252 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.238 

2.04 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.66 

0.52 

0.00 

0.015 

0.37 

0.47 


Jelwa 

0815000702013500 

9.265 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

9.265 

2.47 

0.080 

0.23 

0.03 

0.00 

0.00 

0.01 

2.02 

2.40 

0.88 

0.040 

0.38 

0.32 


Jetiwas 

0815000702013400 

18.124 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

18.124 

3.18 

0.080 

0.60 

0.09 

0.00 

0.00 

0.02 

5.10 

5.54 

2.28 

0.078 

0.37 

0.34 


Jhoontha 

0820000202401200 

25.419 

Fresh 

Non-command 

Non-command 

Gneisses 

8.198 

1.59 

0.020 

0.10 

0.00 

0.00 

0.00 

0.04 

0.32 

0.34 

0.36 

0.041 

0.14 

0.13 







Non-command 

Erinpura Granite 

6.437 

1.59 

0.020 

0.06 

0.00 

0.00 

0.00 

0.01 

0.26 

0.27 

0.21 

0.032 

0.11 

0.10 


Jhujanda 

0820000102394300 

6.545 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.266 

1.67 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.00 

0.001 

0.02 

0.02 


Jhupelao 

0820000302413500 

28.056 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

26.189 

1.52 

0.020 

0.03 

0.00 

0.00 

0.00 

0.03 

0.79 

0.64 

0.03 

0.071 

0.29 

0.36 


Jodhawas 

0820000102394000 

3.463 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.307 

2.19 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.00 

0.001 

0.03 

0.04 


Karmawas Maliyan 

0820000202400400 

5.199 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

5.199 

1.47 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.21 

0.22 

0.20 

0.026 

0.42 

0.41 


Khariya Meethapur 

0815000702013600 

23.783 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.577 

2.56 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.16 

0.19 

0.14 

0.002 

0.01 

0.01 


Khariya Neev 

0820000302415100 

36.490 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

31.776 

3.77 

0.080 

0.33 

0.02 

0.00 

0.00 

0.00 

9.90 

7.69 

1.21 

0.086 

0.32 

0.41 





Saline 

Non-command 

Non-command 

Bilara Limestone 

1.303 

3.77 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.40 

0.31 

0.04 

0.004 

0.01 

0.02 


Kheenwal 

0820000202401800 

3.854 

Fresh 

Non-command 

Non-command 

Gneisses 

3.111 

1.90 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.15 

0.16 

0.13 

0.016 

0.35 

0.33 


Khoontaliya 

0815000702012100 

9.429 

Saline 

Non-command 

Non-command 

Older Alluvium 

9.429 

1.79 

0.100 

0.01 

0.00 

0.00 

0.00 

0.01 

1.69 

1.49 

0.01 

0.041 

0.33 

0.37 


Kushalpura 

0820000202400500 

22.969 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.878 

1.44 

0.100 

0.11 

0.00 

0.00 

0.00 

0.00 

1.24 

1.22 

0.40 

0.040 

0.14 

0.14 







Non-command 

Erinpura Granite 

15.092 

1.44 

0.020 

0.17 

0.01 

0.00 

0.00 

0.00 

0.59 

0.58 

0.58 

0.076 

0.27 

0.28 


Lakhasani 

0820000102393200 

4.695 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

3.932 

5.74 

0.070 

0.03 

0.00 

0.00 

0.00 

0.00 

1.60 

1.65 

0.11 

0.018 

0.31 

0.30 


Lawacha 

0820000202403100 

10.774 

Fresh 

Non-command 

Non-command 

Gneisses 

0.050 

2.22 

0.020 

0.00 

0.00 

0.00 

0.00 

0.04 

-0.04 

-0.04 

0.00 

0.000 

0.00 

0.00 


Leelamba 

0820000202400800 

11.096 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

10.085 

3.03 

0.020 

0.07 

0.00 

0.00 

0.00 

0.01 

0.67 

0.71 

0.22 

0.051 

0.39 

0.37 






Raipur Luni 

Command 

Erinpura Granite 

0.879 

3.03 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.05 

0.06 

0.02 

0.004 

0.03 

0.03 


Lumbarawas 

0820000102393600 

14.709 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.230 

2.37 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.001 

0.01 

0.01 







Non-command 

Older Alluvium 

12.243 

2.37 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

2.93 

2.51 

0.03 

0.057 

0.31 

0.36 







Non-command 

Phyllite & Schist 

2.237 

2.37 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.11 

0.00 

0.010 

0.06 

0.07 


Lundawas 

0820000302415300 

9.393 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.622 

1.29 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.35 

0.24 

0.04 

0.007 

0.10 

0.15 







Non-command 

Phyllite & Schist 

6.281 

1.29 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.19 

0.13 

0.10 

0.017 

0.24 

0.35 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.020 

1.29 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Makarwali 

0820000202403400 

3.457 

Fresh 

Non-command 

Non-command 

Gneisses 

1.210 

3.13 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.01 

0.006 

0.15 

0.14 






Raipur Luni 

Command 

Gneisses 

1.867 

3.13 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.14 

0.01 

0.009 

0.23 

0.22 


Malkosni 

0815000702012900 

22.504 

Fresh 

Jaswant Sagar 

Command 

Bilara Limestone 

0.025 

-0.15 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Older Alluvium 

2.390 

-0.15 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.010 

0.04 

0.03 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

-0.15 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Jaswant Sagar 

Command 

Older Alluvium 

0.238 

-0.15 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.00 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Chandasani 

0820000302412300 

0.12 

0.17 

364.76 

0.21 

0.00 

0.21 

0.02 

0.27 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.218 

0.011 

0.207 

0.033 

15.74 

Safe 

Chanwadiya Khurd 

0820000202401500 

0.06 

0.00 

1,421.28 

0.00 

0.02 

0.02 

0.00 

0.03 

0.00 

- 

- 

- 

0.029 

0.029 

0.029 

0.050 

0.003 

0.048 

0.032 

66.42 

Safe 

Charwas 

0820000302412500 

0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.27 

489.40 

0.33 

0.01 

0.34 

0.02 

0.24 

- 

- 

- 

- 

0.017 

0.017 

0.017 

0.358 

0.018 

0.340 

0.037 

10.80 

Safe 



0.08 

0.04 

318.79 

0.04 

0.00 

0.04 

0.01 

0.11 

- 

- 

- 

- 

0.001 

0.002 

0.002 

0.046 

0.002 

0.044 

0.021 

47.54 

Safe 

Chawandiya 

0820000102393700 

0.15 

0.49 

223.68 

0.59 

0.00 

0.59 

0.03 

0.32 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.591 

0.030 

0.562 

0.142 

25.35 

Safe 



0.06 

0.02 

560.72 

0.02 

- 

0.02 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.024 

0.001 

0.023 

0.028 

121.40 

Over Exploited 

Chheetariya 

0820000302418500 

0.12 

0.00 

6,391.74 

0.00 

0.01 

0.01 

0.00 

0.02 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.015 

0.001 

0.014 

0.002 

15.07 

Safe 

Chopra 

0820000302411300 

0.12 

0.04 

1,183.21 

0.05 

0.04 

0.09 

0.01 

0.08 

- 

0.0100 

- 

- 

0.056 

0.066 

0.066 

0.152 

0.008 

0.145 

0.054 

37.36 

Safe 

Chundlai 

0820000302411700 

0.08 

0.01 

########## 

0.01 

0.08 

0.10 

0.00 

0.04 

- 

- 

- 

- 

0.126 

0.126 

0.126 

0.224 

0.011 

0.212 

0.010 

4.83 

Safe 

Deepawas 

0820000202403200 

0.06 

0.07 

142.60 

0.08 

0.07 

0.15 

0.03 

0.30 

0.01 

0.0300 

- 

- 

0.091 

0.121 

0.129 

0.279 

0.014 

0.265 

0.268 

101.02 

Over Exploited 



0.06 

0.00 

(1,500.24) 

0.00 

0.06 

0.06 

0.01 

0.05 

0.00 

- 

- 

- 

0.091 

0.091 

0.091 

0.154 

0.008 

0.146 

0.042 

28.43 

Safe 

Deo Nagar 

0820000302413200 

0.12 

0.05 

768.11 

0.06 

0.01 

0.07 

0.02 

0.17 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.102 

0.005 

0.097 

0.253 

261.82 

Over Exploited 



0.12 

0.08 

699.05 

0.09 

0.01 

0.11 

0.02 

0.22 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.126 

0.006 

0.120 

0.161 

133.86 

Over Exploited 

Deola 

0820000202401700 

0.06 

0.14 

91.49 

0.17 

- 

0.17 

0.03 

0.31 

0.02 

- 

- 

- 

- 

- 

0.016 

0.185 

0.009 

0.176 

0.043 

24.50 

Safe 

Deoli Kalan 

0820000202399400 

0.10 

0.01 

4,525.11 

0.01 

0.00 

0.01 

0.00 

0.03 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.015 

0.001 

0.014 

0.104 

729.05 

Over Exploited 



0.06 

0.32 

207.65 

0.38 

0.02 

0.40 

0.02 

0.22 

- 

0.0100 

- 

- 

0.026 

0.036 

0.036 

0.433 

0.022 

0.412 

0.477 

115.96 

Over Exploited 

Deoriya 

0820000102393900 

0.15 

0.44 

374.36 

0.53 

0.00 

0.54 

0.03 

0.36 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.552 

0.028 

0.525 

0.380 

72.53 

Semi Critical 

Dhagarwas 

0820000302412600 

0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.09 

925.85 

0.11 

0.00 

0.11 

0.01 

0.15 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.113 

0.006 

0.107 

0.015 

13.62 

Safe 



0.08 

0.11 

125.88 

0.13 

0.01 

0.14 

0.02 

0.21 

- 

- 

- 

- 

0.018 

0.018 

0.018 

0.161 

0.008 

0.153 

0.020 

12.89 

Safe 

Fata Khera 

0820000202403800 

0.06 

0.00 

1,382.72 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.005 

0.016 

316.11 

Over Exploited 

Gagura 

0820000302414600 

0.08 

0.04 

317.00 

0.05 

- 

0.05 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.059 

0.003 

0.056 

0.069 

121.88 

Over Exploited 

Garniya 

0820000102392500 

0.15 

0.00 

94,315.91 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Godelao 

0820000302413300 

0.12 

0.43 

194.75 

0.52 

0.04 

0.56 

0.04 

0.39 

- 

- 

- 

- 

0.061 

0.061 

0.061 

0.620 

0.031 

0.589 

0.036 

6.05 

Safe 

Goojrawas 

0815000702012800 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.001 

0.005 

0.012 

239.15 

Over Exploited 



0.10 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.011 

0.015 

135.51 

Over Exploited 

Hapat 

0820000302412800 

0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.68 

188.85 

0.81 

- 

0.81 

0.03 

0.38 

- 

- 

- 

- 

- 

- 

- 

0.811 

0.041 

0.770 

0.061 

7.94 

Safe 

Hariyada 

0815000702012000 

0.10 

0.02 

1,366.27 

0.02 

- 

0.02 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.022 

0.001 

0.021 

0.016 

75.08 

Semi Critical 



0.10 

0.01 

1,524.29 

0.02 

- 

0.02 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.017 

0.001 

0.016 

0.014 

86.00 

Semi Critical 

Harsh 

0815000702013800 

0.08 

0.08 

1,571.14 

0.10 

0.01 

0.11 

0.04 

0.42 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.129 

0.006 

0.122 

0.522 

426.16 

Over Exploited 

Hingawas 

0820000302415600 

0.08 

0.01 

424.44 

0.01 

0.00 

0.01 

0.01 

0.05 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.016 

0.001 

0.016 

0.026 

168.90 

Over Exploited 



0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jajanwas 

0820000102393300 

0.07 

0.21 

2,788.58 

0.25 

0.03 

0.28 

0.04 

0.40 

- 

0.1400 

- 

- 

0.016 

0.156 

0.156 

0.440 

0.022 

0.418 

1.269 

303.78 

Over Exploited 

Janasani 

0820000102394400 

0.15 

0.18 

191.49 

0.22 

0.00 

0.22 

0.04 

0.41 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.220 

0.011 

0.209 

0.015 

7.17 

Safe 

Jelwa 

0815000702013500 

0.08 

0.28 

761.79 

0.33 

0.04 

0.37 

0.04 

0.41 

- 

0.1000 

- 

- 

0.010 

0.110 

0.110 

0.480 

0.024 

0.456 

0.922 

202.27 

Over Exploited 

Jetiwas 

0815000702013400 

0.08 

0.54 

928.45 

0.65 

0.11 

0.76 

0.04 

0.41 

- 

0.2600 

- 

- 

0.030 

0.291 

0.291 

1.048 

0.052 

0.995 

2.358 

236.92 

Over Exploited 

Jhoontha 

0820000202401200 

0.06 

0.07 

392.84 

0.08 

0.04 

0.13 

0.02 

0.15 

0.01 

0.0100 

- 

- 

0.067 

0.077 

0.085 

0.211 

0.011 

0.201 

0.396 

197.30 

Over Exploited 



0.08 

0.06 

385.35 

0.07 

0.01 

0.08 

0.01 

0.12 

0.01 

0.0100 

- 

- 

0.013 

0.023 

0.030 

0.106 

0.005 

0.101 

0.241 

239.95 

Over Exploited 

Jhujanda 

0820000102394300 

0.15 

0.00 

5,753.69 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.000 

- 

- 

0.001 

0.000 

0.001 

0.001 

172.95 

Over Exploited 

Jhupelao 

0820000302413500 

0.08 

0.61 

5.43 

0.64 

0.03 

0.68 

0.03 

0.32 

- 

0.0100 

- 

- 

0.051 

0.061 

0.061 

0.737 

0.037 

0.700 

0.105 

15.01 

Safe 

Jodhawas 

0820000102394000 

0.15 

0.00 

3,449.76 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.001 

82.33 

Semi Critical 

Karmawas Maliyan 

0820000202400400 

0.08 

0.18 

24.86 

0.21 

- 

0.21 

0.05 

0.47 

0.02 

0.0100 

- 

- 

- 

0.010 

0.030 

0.242 

0.012 

0.230 

0.221 

96.34 

Critical 

Khariya Meethapur 

0815000702013600 

0.08 

0.00 

45,335.55 

0.00 

- 

0.00 

0.00 

0.01 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.146 

1,468.39 

Over Exploited 

Khariya Neev 

0820000302415100 

0.12 

1.20 

538.34 

1.45 

0.02 

1.47 

0.03 

0.35 

- 

0.1400 

- 

- 

- 

0.140 

0.140 

1.606 

0.080 

1.525 

1.298 

85.12 

Semi Critical 



0.12 

0.00 

15,360.77 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.040 

1,711.57 

Over Exploited 

Kheenwal 

0820000202401800 

0.06 

0.06 

151.77 

0.08 

0.00 

0.08 

0.04 

0.39 

0.01 

0.0100 

- 

- 

0.007 

0.017 

0.025 

0.107 

0.005 

0.102 

0.141 

137.92 

Over Exploited 

Khoontaliya 

0815000702012100 

0.10 

0.31 

379.37 

0.37 

0.01 

0.38 

0.03 

0.36 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.387 

0.019 

0.368 

0.047 

12.65 

Safe 

Kushalpura 

0820000202400500 

0.12 

0.13 

811.09 

0.16 

- 

0.16 

0.02 

0.16 

0.02 

0.0100 

- 

- 

- 

0.010 

0.025 

0.186 

0.009 

0.177 

0.436 

246.45 

Over Exploited 



0.08 

0.33 

78.02 

0.39 

0.01 

0.40 

0.03 

0.30 

0.04 

0.0200 

- 

- 

- 

0.020 

0.057 

0.461 

0.023 

0.438 

0.660 

150.74 

Over Exploited 

Lakhasani 

0820000102393200 

0.07 

0.09 

1,821.87 

0.10 

0.00 

0.11 

0.03 

0.34 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.125 

0.006 

0.119 

0.126 

106.27 

Over Exploited 

Lawacha 

0820000202403100 

0.06 

0.00 

(663,450.78) 

0.00 

0.04 

0.04 

0.00 

0.00 

0.00 

- 

- 

- 

0.060 

0.060 

0.060 

0.100 

0.005 

0.095 

0.000 

0.27 

Safe 

Leelamba 

0820000202400800 

0.08 

0.31 

125.44 

0.38 

0.01 

0.39 

0.04 

0.44 

0.04 

0.0100 

- 

- 

0.016 

0.026 

0.062 

0.450 

0.022 

0.427 

0.271 

63.32 

Safe 



0.08 

0.00 

2,240.16 

0.00 

0.01 

0.01 

0.00 

0.04 

0.00 

- 

- 

- 

0.016 

0.016 

0.016 

0.029 

0.001 

0.028 

0.026 

95.87 

Critical 

Lumbarawas 

0820000102393600 

0.07 

0.00 

34,562.05 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

989.07 

Over Exploited 



0.15 

0.57 

338.85 

0.69 

0.00 

0.69 

0.03 

0.34 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.694 

0.035 

0.660 

0.087 

13.12 

Safe 



0.06 

0.01 

1,387.79 

0.01 

- 

0.01 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.009 

0.010 

118.80 

Over Exploited 

Lundawas 

0820000302415300 

0.12 

0.03 

652.03 

0.04 

- 

0.04 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.038 

0.002 

0.036 

0.048 

133.21 

Over Exploited 



0.08 

0.12 

8.46 

0.13 

- 

0.13 

0.03 

0.27 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.142 

0.007 

0.134 

0.117 

87.08 

Semi Critical 



0.12 

0.00 

94,713.94 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Makarwali 

0820000202403400 

0.06 

0.01 

639.61 

0.01 

- 

0.01 

0.02 

0.17 

0.00 

- 

- 

- 

- 

- 

0.001 

0.014 

0.001 

0.014 

0.016 

117.40 

Over Exploited 



0.06 

0.03 

420.67 

0.03 

- 

0.03 

0.03 

0.26 

0.00 

- 

- 

- 

- 

- 

0.003 

0.034 

0.002 

0.033 

0.019 

59.41 

Safe 

Malkosni 

0815000702012900 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.04 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.019 

0.002 

0.017 

0.102 

585.01 

Over Exploited 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

8,375.94 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Malni 

0820000202403300 

6.307 

Fresh 

Non-command 

Non-command 

Gneisses 

1.384 

3.89 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.12 

0.04 

0.007 

0.09 

0.09 






Raipur Luni 

Command 

Gneisses 

3.232 

3.89 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.28 

0.30 

0.10 

0.016 

0.22 

0.21 


Meo 

0820000302413100 

26.379 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

1.406 

2.50 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.26 

0.00 

0.004 

0.02 

0.02 





Saline 

Non-command 

Non-command 

Bilara Limestone 

10.876 

2.50 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

2.19 

2.05 

0.05 

0.030 

0.15 

0.16 







Non-command 

Older Alluvium 

14.098 

2.50 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

3.54 

3.31 

0.03 

0.038 

0.19 

0.21 


Mohra Kalan 

0820000202400100 

12.777 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.029 

1.46 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Erinpura Granite 

3.435 

1.46 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.12 

0.07 

0.017 

0.11 

0.11 


Mohra Khurd 

0820000202402900 

3.036 

Fresh 

Non-command 

Non-command 

Gneisses 

0.177 

1.40 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.03 

0.02 


Nai Dhani 

0820000302411900 

7.642 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

7.626 

1.73 

0.020 

0.02 

0.00 

0.00 

0.00 

0.17 

0.12 

0.10 

0.06 

0.021 

0.30 

0.36 


Naya Gaon 

0820000302411200 

10.575 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

1.58 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

10.575 

1.58 

0.100 

0.05 

0.01 

0.00 

0.00 

0.07 

1.64 

1.37 

0.15 

0.029 

0.31 

0.37 


Nimaj 

0820000102394500 

29.891 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.254 

1.42 

0.100 

0.28 

0.01 

0.00 

0.00 

0.00 

1.02 

0.86 

1.07 

0.024 

0.07 

0.08 


Nimbera Kalan 

0820000202399800 

19.511 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.247 

1.36 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.35 

0.33 

0.16 

0.011 

0.05 

0.05 







Non-command 

Phyllite & Schist 

2.606 

1.36 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.11 

0.11 

0.14 

0.013 

0.05 

0.06 







Non-command 

Erinpura Granite 

14.658 

1.36 

0.020 

0.23 

0.01 

0.00 

0.00 

0.00 

0.62 

0.59 

0.81 

0.074 

0.30 

0.32 


Nokh 

0820000202399700 

4.414 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.076 

0.75 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 







Non-command 

Phyllite & Schist 

4.338 

0.75 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.03 

0.022 

0.38 

0.42 


Pachchwa Khurd 

0820000302412200 

7.512 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.220 

1.65 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.37 

0.30 

0.00 

0.006 

0.09 

0.11 







Non-command 

Phyllite & Schist 

5.278 

1.65 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

0.16 

0.14 

0.00 

0.014 

0.21 

0.25 


Padasala Kalan 

0815000702012700 

18.023 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.007 

-0.15 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

5.189 

-0.15 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.022 

0.10 

0.10 


Padasala Khurd 

0815000702012200 

11.334 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.683 

0.50 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.003 

0.02 

0.02 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.995 

0.50 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.00 

0.009 

0.06 

0.06 


Panchwa Kalan 

0820000302412400 

16.167 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.409 

1.41 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.62 

0.51 

0.00 

0.012 

0.08 

0.10 







Non-command 

Phyllite & Schist 

11.758 

1.41 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.34 

0.28 

0.00 

0.032 

0.22 

0.26 


Patwa 

0820000102393500 

30.793 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

29.005 

3.56 

0.070 

0.45 

0.02 

0.00 

0.00 

0.02 

7.64 

7.80 

1.63 

0.134 

0.35 

0.35 







Non-command 

Older Alluvium 

1.786 

3.56 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.66 

0.67 

0.08 

0.008 

0.02 

0.02 







Non-command 

Phyllite & Schist 

0.001 

3.56 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Peepaliya Kalan 

0820000202400300 

14.268 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.365 

1.97 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.01 

0.002 

0.01 

0.01 


Prithvi Pura 

0820000102393000 

6.426 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.090 

0.67 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Raipur 

0820000202401100 

46.279 

Fresh 

Non-command 

Non-command 

Gneisses 

16.281 

2.27 

0.020 

0.26 

0.03 

0.00 

0.00 

0.00 

0.97 

1.04 

0.92 

0.082 

0.15 

0.14 







Non-command 

Erinpura Granite 

0.967 

2.27 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.04 

0.005 

0.01 

0.01 






Raipur Luni 

Command 

Gneisses 

16.740 

2.27 

0.020 

0.27 

0.04 

0.00 

0.00 

0.00 

0.99 

1.06 

0.95 

0.084 

0.16 

0.15 







Command 

Erinpura Granite 

6.833 

2.27 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.38 

0.41 

0.29 

0.034 

0.06 

0.06 


Rajadand 

0820000102393400 

5.999 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

4.233 

4.27 

0.070 

0.04 

0.00 

0.00 

0.00 

0.00 

1.30 

1.18 

0.14 

0.020 

0.26 

0.29 







Non-command 

Older Alluvium 

1.652 

4.27 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.71 

0.65 

0.03 

0.008 

0.10 

0.11 


Ramasani Sandwan 

0820000302412900 

14.077 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

-0.01 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Jaswant Sagar 

Command 

Older Alluvium 

0.000 

-0.01 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

12.712 

-0.01 

0.100 

0.02 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.02 

0.035 

0.33 

0.30 






Jaswant Sagar 

Command 

Older Alluvium 

1.364 

-0.01 

0.100 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.004 

0.04 

0.03 


Ramasaniwala 

0820000302418100 

18.012 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

8.601 

1.95 

0.080 

0.16 

0.01 

0.00 

0.00 

0.00 

1.49 

1.02 

0.62 

0.023 

0.17 

0.25 







Non-command 

Phyllite & Schist 

0.265 

1.95 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.01 

0.001 

0.01 

0.01 


Rampura Kalan 

0820000202400000 

11.719 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.627 

1.45 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.03 

0.013 

0.09 

0.09 


Reprawas 

0820000302412700 

16.522 

Saline 

Non-command 

Non-command 

Older Alluvium 

16.522 

1.49 

0.100 

0.04 

0.00 

0.00 

0.00 

0.01 

2.49 

2.28 

0.08 

0.045 

0.35 

0.39 


Rupawas 

0820000302414900 

25.250 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.344 

1.44 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.00 

0.001 

0.00 

0.01 







Non-command 

Phyllite & Schist 

4.352 

1.44 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.10 

0.02 

0.012 

0.06 

0.09 





Saline 

Non-command 

Non-command 

Older Alluvium 

6.464 

1.44 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.94 

0.68 

0.03 

0.018 

0.09 

0.13 







Non-command 

Phyllite & Schist 

12.273 

1.44 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.37 

0.27 

0.05 

0.033 

0.17 

0.24 


Sabalpura 

0820000202401400 

10.258 

Fresh 

Non-command 

Non-command 

Gneisses 

1.490 

2.20 

0.020 

0.02 

0.00 

0.00 

0.00 

0.05 

0.04 

0.04 

0.09 

0.007 

0.06 

0.06 


Sangawas 

0820000102394800 

5.078 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.258 

1.55 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.21 

0.17 

0.08 

0.006 

0.09 

0.12 


Sardar Samand 

0820000302412000 

34.650 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.173 

1.62 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.01 

0.006 

0.02 

0.02 






Sardar Samand 

Command 

Phyllite & Schist 

0.000 

1.62 

0.020 

0.00 

0.00 

0.00 

0.00 

0.22 

-0.22 

-0.18 

0.00 

0.000 

0.00 

0.00 


Seengla 

0820000202399500 

5.635 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.003 

1.35 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Phyllite & Schist 

5.632 

1.35 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.19 

0.17 

0.11 

0.028 

0.38 

0.43 


Shiv Nagar 

0820000302413600 

3.906 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.006 

1.69 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Shivpura 

0820000302412100 

24.773 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

13.191 

1.72 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.47 

0.39 

0.08 

0.036 

0.16 

0.19 


Sobrawas 

0820000302411800 

15.096 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.099 

1.99 

0.100 

0.02 

0.00 

0.00 

0.00 

0.01 

0.23 

0.19 

0.07 

0.003 

0.02 

0.03 







Non-command 

Phyllite & Schist 

10.268 

1.99 

0.020 

0.18 

0.02 

0.00 

0.00 

0.10 

0.46 

0.38 

0.67 

0.028 

0.20 

0.24 


Sojat (Rural) 

0820000302415400 

9.596 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.798 

1.35 

0.080 

0.11 

0.02 

0.00 

0.00 

0.00 

0.18 

0.12 

0.44 

0.002 

0.03 

0.04 







Non-command 

Older Alluvium 

0.122 

1.35 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.000 

0.00 

0.01 







Non-command 

Phyllite & Schist 

3.359 

1.35 

0.020 

0.25 

0.04 

0.00 

0.00 

0.00 

0.30 

0.20 

1.01 

0.009 

0.13 

0.19 


Tharasani 

0820000302413000 

20.426 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.000 

1.08 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Jaswant Sagar 

Command 

Bilara Limestone 

0.000 

1.08 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Older Alluvium 

0.000 

1.08 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Bilara Limestone 

12.245 

1.08 

0.080 

0.03 

0.00 

0.00 

0.00 

0.01 

1.08 

1.24 

0.08 

0.033 

0.22 

0.20 







Non-command 

Older Alluvium 

7.283 

1.08 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.80 

0.91 

0.02 

0.020 

0.13 

0.12 






Jaswant Sagar 

Command 

Bilara Limestone 

0.147 

1.08 

0.080 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.00 

0.000 

0.00 

0.00 







Command 

Older Alluvium 

0.751 

1.08 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.00 

0.002 

0.01 

0.01 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Malni 

0820000202403300 

0.06 

0.01 

1,452.21 

0.01 

0.00 

0.01 

0.01 

0.11 

0.00 

- 

- 

- 

0.005 

0.006 

0.006 

0.019 

0.001 

0.019 

0.045 

242.83 

Over Exploited 



0.06 

0.04 

593.27 

0.05 

0.00 

0.06 

0.03 

0.25 

0.00 

0.0100 

- 

- 

0.005 

0.016 

0.020 

0.076 

0.004 

0.072 

0.112 

156.30 

Over Exploited 

Meo 

0820000302413100 

0.12 

0.00 

7,935.65 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.004 

102.45 

Over Exploited 



0.12 

0.20 

948.12 

0.23 

- 

0.23 

0.02 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.245 

0.012 

0.233 

0.084 

35.92 

Safe 



0.12 

0.33 

907.17 

0.39 

- 

0.39 

0.02 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.394 

0.020 

0.375 

0.072 

19.29 

Safe 

Mohra Kalan 

0820000202400100 

0.06 

0.00 

(265,597.39) 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

- 

- 

- 

0.008 

0.008 

0.008 

0.013 

0.001 

0.012 

0.000 

1.19 

Safe 



0.08 

0.03 

293.46 

0.04 

- 

0.04 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.003 

0.040 

0.002 

0.038 

0.082 

215.82 

Over Exploited 

Mohra Khurd 

0820000202402900 

0.06 

0.00 

1,065.69 

0.00 

0.00 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

0.003 

0.003 

0.003 

0.005 

0.000 

0.005 

0.001 

17.40 

Safe 

Nai Dhani 

0820000302411900 

0.08 

0.18 

(45.98) 

0.14 

0.17 

0.31 

0.03 

0.33 

- 

0.0100 

- 

- 

0.250 

0.260 

0.260 

0.571 

0.029 

0.542 

0.082 

15.07 

Safe 

Naya Gaon 

0820000302411200 

0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.39 

252.54 

0.47 

0.08 

0.55 

0.03 

0.34 

- 

0.0300 

- 

- 

0.101 

0.131 

0.131 

0.677 

0.034 

0.643 

0.180 

27.96 

Safe 

Nimaj 

0820000102394500 

0.15 

0.05 

1,519.34 

0.06 

0.01 

0.07 

0.01 

0.07 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.115 

0.006 

0.109 

1.094 

1,000.28 

Over Exploited 

Nimbera Kalan 

0820000202399800 

0.12 

0.01 

2,516.83 

0.02 

- 

0.02 

0.01 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.025 

0.001 

0.024 

0.174 

732.79 

Over Exploited 



0.06 

0.01 

1,146.94 

0.01 

- 

0.01 

0.01 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.020 

0.001 

0.019 

0.157 

822.13 

Over Exploited 



0.08 

0.36 

64.89 

0.43 

0.01 

0.44 

0.03 

0.34 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.468 

0.023 

0.445 

0.884 

198.69 

Over Exploited 

Nokh 

0820000202399700 

0.12 

0.00 

8,307.17 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.10 

(31.50) 

0.08 

- 

0.08 

0.04 

0.42 

- 

- 

- 

- 

- 

- 

- 

0.080 

0.004 

0.076 

0.047 

61.76 

Safe 

Pachchwa Khurd 

0820000302412200 

0.12 

0.02 

1,195.84 

0.03 

- 

0.03 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.028 

0.001 

0.027 

0.006 

22.59 

Safe 



0.08 

0.09 

53.99 

0.11 

0.01 

0.12 

0.02 

0.23 

- 

- 

- 

- 

0.015 

0.015 

0.015 

0.132 

0.007 

0.125 

0.014 

11.47 

Safe 

Padasala Kalan 

0815000702012700 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.05 

- 

0.05 

- 

0.05 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.054 

0.005 

0.048 

0.052 

108.17 

Over Exploited 

Padasala Khurd 

0815000702012200 

0.10 

0.00 

2,211.74 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.003 

180.88 

Over Exploited 



0.10 

0.01 

692.21 

0.01 

- 

0.01 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.015 

0.001 

0.014 

0.009 

61.92 

Safe 

Panchwa Kalan 

0820000302412400 

0.12 

0.04 

1,083.50 

0.05 

0.00 

0.05 

0.01 

0.09 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.057 

0.003 

0.054 

0.012 

22.00 

Safe 



0.08 

0.21 

35.09 

0.25 

0.01 

0.25 

0.02 

0.24 

- 

- 

- 

- 

0.010 

0.010 

0.010 

0.262 

0.013 

0.249 

0.032 

12.82 

Safe 

Patwa 

0820000102393500 

0.07 

0.72 

987.26 

0.86 

0.04 

0.90 

0.04 

0.39 

- 

0.0600 

- 

- 

0.027 

0.087 

0.087 

0.986 

0.049 

0.936 

1.760 

187.96 

Over Exploited 



0.15 

0.01 

11,384.02 

0.01 

- 

0.01 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.087 

1,312.85 

Over Exploited 



0.06 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Peepaliya Kalan 

0820000202400300 

0.08 

0.00 

2,540.87 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

- 

- 

0.010 

0.010 

0.010 

0.016 

0.001 

0.016 

0.009 

56.64 

Safe 

Prithvi Pura 

0820000102393000 

0.07 

0.00 

13,004.99 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Raipur 

0820000202401100 

0.06 

0.15 

600.35 

0.18 

0.03 

0.21 

0.02 

0.17 

0.02 

0.1000 

- 

- 

- 

0.100 

0.117 

0.325 

0.016 

0.309 

1.004 

324.85 

Over Exploited 



0.08 

0.00 

8,179.94 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.048 

5,487.92 

Over Exploited 



0.06 

0.16 

576.72 

0.19 

0.04 

0.23 

0.02 

0.17 

0.02 

0.1100 

- 

- 

- 

0.110 

0.128 

0.356 

0.018 

0.339 

1.034 

305.39 

Over Exploited 



0.08 

0.03 

1,069.93 

0.04 

0.01 

0.05 

0.01 

0.07 

0.00 

0.0300 

- 

- 

- 

0.030 

0.034 

0.086 

0.004 

0.082 

0.322 

395.19 

Over Exploited 

Rajadand 

0820000102393400 

0.07 

0.08 

1,414.61 

0.09 

0.00 

0.10 

0.03 

0.29 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.111 

0.006 

0.106 

0.164 

154.43 

Over Exploited 



0.15 

0.03 

2,437.87 

0.03 

0.00 

0.03 

0.01 

0.11 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.038 

0.002 

0.036 

0.034 

92.65 

Critical 

Ramasani Sandwan 

0820000302412900 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.51 

- 

0.51 

0.01 

0.52 

0.03 

0.36 

- 

- 

- 

- 

0.016 

0.016 

0.016 

0.534 

0.053 

0.480 

0.052 

10.73 

Safe 



0.12 

0.01 

- 

0.01 

0.01 

0.02 

0.00 

0.04 

- 

- 

- 

- 

0.016 

0.016 

0.016 

0.033 

0.003 

0.030 

0.004 

12.48 

Safe 

Ramasaniwala 

0820000302418100 

0.12 

0.18 

471.89 

0.21 

0.01 

0.23 

0.02 

0.19 

- 

0.0200 

- 

- 

0.007 

0.027 

0.027 

0.255 

0.013 

0.242 

0.640 

264.33 

Over Exploited 



0.08 

0.00 

3,008.06 

0.00 

0.01 

0.01 

0.00 

0.01 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.013 

0.001 

0.012 

0.012 

93.85 

Critical 

Rampura Kalan 

0820000202400000 

0.06 

0.01 

467.88 

0.02 

0.00 

0.02 

0.01 

0.10 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.024 

0.001 

0.023 

0.038 

169.08 

Over Exploited 

Reprawas 

0820000302412700 

0.12 

0.70 

225.91 

0.84 

0.01 

0.85 

0.04 

0.39 

- 

0.0100 

- 

- 

0.017 

0.027 

0.027 

0.877 

0.044 

0.833 

0.129 

15.47 

Safe 

Rupawas 

0820000302414900 

0.12 

0.00 

17,752.94 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.08 

0.02 

357.00 

0.03 

- 

0.03 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.026 

0.001 

0.024 

0.034 

139.20 

Over Exploited 



0.12 

0.07 

859.96 

0.08 

- 

0.08 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.085 

0.004 

0.080 

0.043 

52.93 

Safe 



0.08 

0.17 

58.55 

0.20 

- 

0.20 

0.02 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.213 

0.011 

0.203 

0.083 

41.11 

Safe 

Sabalpura 

0820000202401400 

0.06 

0.01 

619.69 

0.01 

0.05 

0.05 

0.01 

0.07 

0.00 

0.0100 

- 

- 

0.071 

0.082 

0.082 

0.136 

0.007 

0.130 

0.093 

72.10 

Semi Critical 

Sangawas 

0820000102394800 

0.15 

0.02 

871.99 

0.02 

0.00 

0.02 

0.01 

0.10 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.024 

0.001 

0.022 

0.085 

377.61 

Over Exploited 

Sardar Samand 

0820000302412000 

0.08 

0.00 

1,692.29 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.014 

376.84 

Over Exploited 



0.08 

0.00 

########## 

0.00 

0.22 

0.22 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

0.331 

0.331 

0.331 

0.552 

0.028 

0.525 

0.000 

0.00 

Safe 

Seengla 

0820000202399500 

0.10 

0.00 

495,111.99 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.13 

33.01 

0.15 

0.00 

0.15 

0.04 

0.42 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.155 

0.008 

0.148 

0.140 

95.02 

Critical 

Shiv Nagar 

0820000302413600 

0.08 

0.00 

87,400.32 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Shivpura 

0820000302412100 

0.08 

0.17 

133.88 

0.20 

0.01 

0.21 

0.02 

0.17 

- 

0.0100 

- 

- 

0.016 

0.026 

0.026 

0.238 

0.012 

0.226 

0.118 

52.17 

Safe 

Sobrawas 

0820000302411800 

0.12 

0.00 

6,671.38 

0.00 

0.01 

0.01 

0.00 

0.02 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.026 

0.001 

0.025 

0.073 

292.86 

Over Exploited 



0.08 

0.17 

131.53 

0.20 

0.12 

0.32 

0.02 

0.22 

- 

0.1200 

- 

- 

0.155 

0.276 

0.276 

0.598 

0.030 

0.568 

0.694 

122.13 

Over Exploited 

Sojat (Rural) 

0820000302415400 

0.12 

0.00 

4,058.29 

0.00 

0.02 

0.02 

0.00 

0.03 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.073 

0.004 

0.070 

0.440 

630.75 

Over Exploited 



0.12 

0.00 

26,752.05 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.029 

38,381.38 

Over Exploited 



0.08 

0.03 

496.80 

0.04 

0.04 

0.08 

0.01 

0.14 

- 

0.1100 

- 

- 

0.003 

0.113 

0.113 

0.196 

0.010 

0.186 

1.017 

546.29 

Over Exploited 

Tharasani 

0820000302413000 

0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.33 

277.21 

0.39 

0.01 

0.40 

0.02 

0.24 

- 

0.0100 

- 

- 

0.012 

0.022 

0.022 

0.423 

0.021 

0.402 

0.117 

29.17 

Safe 



0.12 

0.12 

682.67 

0.14 

0.00 

0.14 

0.01 

0.15 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.149 

0.007 

0.142 

0.039 

27.40 

Safe 



0.12 

0.00 

10,985.52 

0.00 

0.01 

0.01 

0.00 

0.00 

- 

- 

- 

- 

0.012 

0.012 

0.012 

0.020 

0.001 

0.019 

0.000 

2.07 

Safe 



0.12 

0.00 

7,068.93 

0.00 

0.00 

0.01 

0.00 

0.02 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.011 

0.001 

0.011 

0.002 

18.71 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 

11003009 

Bagri 

082000030241770C 

67.964 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

43.986 

2.03 

0.020 

0.57 

0.03 

0.00 

0.00 

0.02 

2.30 

1.84 

2.11 

0.119 

0.24 

0.30 







Non-command 

Erinpura Granite 

5.765 

2.03 

0.020 

0.09 

0.00 

0.00 

0.00 

0.00 

0.32 

0.26 

0.35 

0.016 

0.03 

0.04 


Basna 

082000030241870C 

16.582 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.431 

1.64 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 


Dadi 

0820000302421500 

6.122 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

3.265 

3.95 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.31 

0.29 

0.23 

0.009 

0.22 

0.24 


Deoli Hulla 

0820000302420000 

18.818 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

5.113 

2.83 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.33 

0.31 

0.13 

0.014 

0.11 

0.12 


Dhoondha Lambodi 

0820000302420400 

14.536 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

12.022 

1.77 

0.020 

0.08 

0.00 

0.00 

0.00 

0.00 

0.50 

0.46 

0.29 

0.033 

0.34 

0.37 


Gajnai 

0820000302421600 

6.399 

Fresh 

Non-command 

Non-command 

Gneisses 

0.090 

3.90 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Erinpura Granite 

0.250 

3.90 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.02 

0.02 


Guda Beeja 

0820000302419900 

17.605 

Fresh 

Non-command 

Non-command 

Gneisses 

1.704 

4.00 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.02 

0.005 

0.04 

0.04 







Non-command 

Erinpura Granite 

13.275 

4.00 

0.020 

0.16 

0.02 

0.00 

0.00 

0.00 

1.20 

1.18 

0.58 

0.036 

0.32 

0.32 


Guda Chatura 

0820000302420600 

4.340 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.775 

0.90 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.06 

0.002 

0.07 

0.08 


Gura Bachhraj 

0820000302419000 

7.155 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.021 

1.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.02 

-0.02 

-0.01 

0.00 

0.000 

0.00 

0.00 


Heerawas 

0820000302421400 

6.546 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

3.311 

2.93 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.23 

0.22 

0.19 

0.009 

0.21 

0.23 


Kelwad 

0820000302420200 

8.670 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

8.470 

2.37 

0.020 

0.13 

0.02 

0.00 

0.00 

0.00 

0.51 

0.46 

0.48 

0.023 

0.39 

0.43 


Khokhara 

0820000302417800 

22.469 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

19.513 

1.71 

0.020 

0.12 

0.01 

0.00 

0.00 

0.02 

0.76 

0.55 

0.41 

0.053 

0.31 

0.44 


Khoriya 

0820000302422000 

8.207 

Fresh 

Non-command 

Non-command 

Gneisses 

0.089 

3.54 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ladpura 

0820000302420100 

7.825 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

7.825 

3.97 

0.020 

0.06 

0.01 

0.00 

0.00 

0.03 

0.65 

0.62 

0.20 

0.021 

0.42 

0.43 


Nathal Kundi 

0820000302418800 

10.094 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.673 

1.32 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.10 

0.02 

0.013 

0.17 

0.22 


Pachunda Kalan 

0820000302417500 

8.565 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.060 

2.54 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Pachunda Khurd 

0820000302417600 

6.700 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.534 

2.09 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.01 

0.001 

0.03 

0.04 


Peeplad 

0820000302420300 

10.257 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.920 

1.40 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.04 

0.002 

0.03 

0.04 







Non-command 

Erinpura Granite 

9.337 

1.40 

0.020 

0.14 

0.01 

0.00 

0.00 

0.00 

0.39 

0.33 

0.53 

0.025 

0.35 

0.41 


Rayara Kalan & Khurd 

0820000302419800 

30.862 

Fresh 

Non-command 

Non-command 

Gneisses 

1.481 

3.11 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.01 

0.004 

0.02 

0.02 







Non-command 

Erinpura Granite 

0.040 

3.11 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sand Magra 

0820000302421800 

3.612 

Fresh 

Non-command 

Non-command 

Gneisses 

0.011 

3.83 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sandiya 

0820000302418900 

22.494 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.001 

1.34 

0.020 

0.02 

0.00 

0.00 

0.00 

0.02 

0.11 

0.09 

0.07 

0.011 

0.07 

0.08 


Sarangwas 

0820000302420500 

10.415 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

8.542 

0.90 

0.020 

0.15 

0.01 

0.00 

0.00 

0.00 

0.29 

0.25 

0.58 

0.023 

0.32 

0.37 

11003010 

At para 

0820000302418400 

47.119 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

27.355 

2.46 

0.080 

0.22 

0.01 

0.00 

0.00 

0.01 

5.58 

5.78 

0.76 

0.074 

0.22 

0.21 







Non-command 

Phyllite & Schist 

0.414 

2.46 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.00 

0.00 


Bagri 

0820000302417700 

67.964 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

13.037 

2.03 

0.020 

0.17 

0.01 

0.00 

0.00 

0.02 

0.67 

0.53 

0.63 

0.035 

0.07 

0.09 







Non-command 

Erinpura Granite 

4.538 

2.03 

0.020 

0.08 

0.00 

0.00 

0.00 

0.00 

0.26 

0.21 

0.29 

0.012 

0.02 

0.03 


Bali 

0820000202401000 

5.320 

Fresh 

Non-command 

Non-command 

Gneisses 

0.228 

1.66 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.02 


Banseeya 

0820000202400200 

21.960 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.829 

1.05 

0.020 

0.06 

0.00 

0.00 

0.00 

0.01 

0.28 

0.28 

0.17 

0.054 

0.20 

0.20 







Non-command 

Erinpura Granite 

11.131 

1.05 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.30 

0.30 

0.19 

0.056 

0.21 

0.21 


Basna 

0820000302418700 

16.582 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

10.107 

1.64 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

1.42 

1.07 

0.33 

0.027 

0.22 

0.29 







Non-command 

Phyllite & Schist 

6.044 

1.64 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.23 

0.17 

0.11 

0.016 

0.13 

0.18 


Basni Dadhwariyan 

0820000202399900 

3.513 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.337 

1.31 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.07 

0.007 

0.15 

0.16 


Boyal 

0820000302418600 

11.342 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

11.342 

1.35 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.31 

0.26 

0.01 

0.031 

0.37 

0.45 


Chandawal 

0820000302419100 

30.157 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

20.736 

1.39 

0.020 

0.18 

0.01 

0.00 

0.00 

0.01 

0.74 

0.68 

0.64 

0.056 

0.27 

0.29 







Non-command 

Erinpura Granite 

9.421 

1.39 

0.020 

0.10 

0.00 

0.00 

0.00 

0.01 

0.35 

0.33 

0.36 

0.026 

0.12 

0.13 


Chandawal Station 

0820000302419300 

6.218 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

6.218 

1.66 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.22 

0.21 

0.07 

0.017 

0.40 

0.43 


Chanwadiya Khurd 

0820000202401500 

7.507 

Fresh 

Non-command 

Non-command 

Gneisses 

6.994 

2.20 

0.020 

0.12 

0.02 

0.00 

0.00 

0.02 

0.39 

0.41 

0.42 

0.035 

0.40 

0.38 


Chheetariya 

0820000302418500 

18.234 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

4.357 

1.70 

0.080 

0.01 

0.00 

0.00 

0.00 

0.01 

0.60 

0.57 

0.04 

0.012 

0.09 

0.09 







Non-command 

Phyllite & Schist 

13.108 

1.70 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.47 

0.45 

0.09 

0.036 

0.27 

0.28 


Dadiya 

0820000602443900 

8.314 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.834 

2.29 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.09 

0.04 

0.005 

0.08 

0.10 


Deola 

0820000202401700 

13.482 

Fresh 

Non-command 

Non-command 

Gneisses 

2.161 

1.42 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.00 

0.011 

0.07 

0.06 


Deoli Hulla 

0820000302420000 

18.818 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

13.648 

2.83 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.86 

0.82 

0.35 

0.037 

0.30 

0.31 


Deoli Kalan 

0820000202399400 

52.344 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.053 

1.66 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 







Non-command 

Phyllite & Schist 

21.333 

1.66 

0.020 

0.10 

0.00 

0.00 

0.00 

0.02 

0.79 

0.77 

0.28 

0.107 

0.16 

0.16 


Dhandheri 

0820000302418000 

13.860 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

6.333 

1.79 

0.080 

0.10 

0.00 

0.00 

0.00 

0.01 

1.00 

0.68 

0.38 

0.017 

0.17 

0.24 







Non-command 

Phyllite & Schist 

6.109 

1.79 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.28 

0.19 

0.20 

0.017 

0.16 

0.23 


Dornari 

0820000302419500 

11.676 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.093 

0.91 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Erinpura Granite 

11.583 

0.91 

0.020 

0.09 

0.00 

0.00 

0.00 

0.01 

0.29 

0.29 

0.30 

0.031 

0.41 

0.41 


Guda Beeja 

0820000302419900 

17.605 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

2.457 

4.00 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.23 

0.22 

0.10 

0.007 

0.06 

0.06 


Gura Bachhraj 

0820000302419000 

7.155 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.775 

1.25 

0.020 

0.07 

0.01 

0.00 

0.00 

0.02 

0.19 

0.16 

0.26 

0.016 

0.31 

0.36 







Non-command 

Erinpura Granite 

1.358 

1.25 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.09 

0.004 

0.07 

0.08 


Guriya 

0820000202401300 

8.744 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

8.672 

2.12 

0.020 

0.09 

0.00 

0.00 

0.00 

0.00 

0.46 

0.48 

0.30 

0.044 

0.42 

0.41 


Jhoontha 

0820000202401200 

25.419 

Fresh 

Non-command 

Non-command 

Gneisses 

4.202 

1.59 

0.020 

0.05 

0.00 

0.00 

0.00 

0.04 

0.14 

0.15 

0.18 

0.021 

0.07 

0.07 







Non-command 

Erinpura Granite 

6.582 

1.59 

0.020 

0.06 

0.00 

0.00 

0.00 

0.01 

0.26 

0.28 

0.22 

0.033 

0.11 

0.10 


Kalab Kalan 

0820000202401900 

24.880 

Fresh 

Non-command 

Non-command 

Gneisses 

4.175 

3.04 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.29 

0.30 

0.16 

0.021 

0.07 

0.07 


Kalakot 

0820000202401600 

4.762 

Fresh 

Non-command 

Non-command 

Gneisses 

4.762 

2.18 

0.020 

0.11 

0.02 

0.00 

0.00 

0.01 

0.28 

0.30 

0.40 

0.024 

0.43 

0.41 


Karmawas 

0820000302419600 

6.879 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

6.879 

1.36 

0.020 

0.11 

0.01 

0.00 

0.00 

0.01 

0.28 

0.28 

0.42 

0.019 

0.42 

0.41 


Kelwad 

0820000302420200 

8.670 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.200 

2.37 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.01 


Khariya Neev 

0820000302415100 

36.490 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

3.411 

3.77 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

1.07 

0.83 

0.15 

0.009 

0.03 

0.04 


Kharnikhera 

0820000302422100 

10.579 

Fresh 

Non-command 

Non-command 

Gneisses 

0.717 

3.66 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.002 

0.03 

0.03 


Kheenwal 

0820000202401800 

3.854 

Fresh 

Non-command 

Non-command 

Gneisses 

0.743 

1.90 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.03 

0.004 

0.08 

0.08 


Khokhara 

0820000302417800 

22.469 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.041 

1.71 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Phyllite & Schist 

2.915 

1.71 

0.020 

0.02 

0.00 

0.00 

0.00 

0.02 

0.10 

0.07 

0.05 

0.008 

0.05 

0.07 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Bagri 

0820000302417700 

0.08 

0.85 

116.61 

1.02 

0.05 

1.07 

0.03 

0.27 

- 

0.0800 

- 

- 

0.036 

0.116 

0.116 

1.189 

0.059 

1.129 

2.232 

197.66 

Over Exploited 



0.08 

0.01 

1,648.89 

0.02 

0.00 

0.02 

0.00 

0.04 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.040 

0.002 

0.038 

0.365 

971.69 

Over Exploited 

Basna 

0820000302418700 

0.08 

0.00 

2,965.42 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.001 

51.12 

Safe 

Dadi 

0820000302421500 

0.08 

0.06 

400.30 

0.07 

0.01 

0.08 

0.03 

0.25 

0.01 

0.0300 

- 

- 

- 

0.030 

0.037 

0.117 

0.006 

0.111 

0.239 

214.23 

Over Exploited 

Deoli Hulla 

0820000302420000 

0.08 

0.05 

591.78 

0.05 

- 

0.05 

0.01 

0.12 

0.01 

0.0100 

- 

- 

- 

0.010 

0.015 

0.070 

0.003 

0.066 

0.144 

217.87 

Over Exploited 

Dhoondha Lambodi 

0820000302420400 

0.08 

0.32 

40.23 

0.39 

0.00 

0.39 

0.04 

0.38 

0.04 

0.0100 

- 

- 

0.005 

0.015 

0.053 

0.446 

0.022 

0.423 

0.321 

75.72 

Semi Critical 

Gajnai 

0820000302421600 

0.06 

0.00 

10,526.87 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

5,517.61 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.015 

3,518.68 

Over Exploited 

Guda Beeja 

0820000302419900 

0.06 

0.00 

1,736.17 

0.00 

- 

0.00 

0.00 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.005 

0.029 

550.06 

Over Exploited 



0.08 

0.34 

249.05 

0.40 

0.02 

0.42 

0.04 

0.35 

0.04 

0.0700 

- 

- 

- 

0.070 

0.109 

0.533 

0.027 

0.507 

0.614 

121.22 

Over Exploited 

Guda Chatura 

0820000302420600 

0.08 

0.00 

558.72 

0.01 

0.00 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

0.001 

0.001 

0.002 

0.008 

0.000 

0.007 

0.060 

825.08 

Over Exploited 

Gura Bachhraj 

0820000302419000 

0.08 

0.00 

(753,895.45) 

0.00 

0.02 

0.02 

0.00 

0.00 

- 

- 

- 

- 

0.026 

0.026 

0.026 

0.044 

0.002 

0.042 

0.000 

0.14 

Safe 

Heerawas 

0820000302421400 

0.08 

0.06 

290.09 

0.07 

0.01 

0.08 

0.02 

0.24 

0.01 

0.0200 

- 

- 

- 

0.020 

0.027 

0.104 

0.005 

0.098 

0.198 

201.31 

Over Exploited 

Kelwad 

0820000302420200 

0.08 

0.27 

73.47 

0.32 

0.02 

0.34 

0.04 

0.44 

0.03 

0.0500 

- 

- 

0.002 

0.052 

0.082 

0.423 

0.021 

0.402 

0.500 

124.28 

Over Exploited 

Khokhara 

0820000302417800 

0.08 

0.49 

11.17 

0.55 

0.03 

0.57 

0.03 

0.35 

- 

0.0200 

- 

- 

0.025 

0.045 

0.045 

0.617 

0.031 

0.586 

0.463 

79.05 

Semi Critical 

Khoriya 

0820000302422000 

0.06 

0.00 

12,949.75 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ladpura 

0820000302420100 

0.08 

0.26 

138.19 

0.31 

0.04 

0.35 

0.05 

0.46 

0.03 

0.0200 

- 

- 

0.038 

0.058 

0.088 

0.435 

0.022 

0.413 

0.223 

54.02 

Safe 

Nathal Kundi 

0820000302418800 

0.08 

0.06 

55.26 

0.08 

0.00 

0.08 

0.02 

0.19 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.086 

0.004 

0.082 

0.035 

42.25 

Safe 

Pachunda Kalan 

0820000302417500 

0.08 

0.00 

(15,186.85) 

0.00 

0.01 

0.01 

0.00 

0.00 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.014 

0.001 

0.013 

0.000 

1.23 

Safe 

Pachunda Khurd 

0820000302417600 

0.08 

0.00 

878.87 

0.00 

0.01 

0.01 

0.00 

0.03 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.014 

0.001 

0.014 

0.012 

91.41 

Critical 

Peeplad 

0820000302420300 

0.08 

0.00 

1,094.70 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.045 

1,425.33 

Over Exploited 



0.08 

0.26 

25.90 

0.32 

0.01 

0.33 

0.04 

0.39 

0.03 

0.0200 

- 

- 

0.006 

0.026 

0.055 

0.386 

0.019 

0.367 

0.559 

152.50 

Over Exploited 

Rayara Kalan & Khurd 

0820000302419800 

0.06 

0.00 

2,474.87 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.009 

398.71 

Over Exploited 



0.08 

0.00 

142,050.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sand Magra 

0820000302421800 

0.06 

0.00 

46,598.34 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sandiya 

0820000302418900 

0.08 

0.02 

313.82 

0.03 

0.02 

0.05 

0.01 

0.07 

- 

- 

- 

- 

0.031 

0.031 

0.031 

0.077 

0.004 

0.073 

0.083 

113.29 

Over Exploited 

Sarangwas 

0820000302420500 

0.08 

0.22 

14.57 

0.25 

0.01 

0.26 

0.04 

0.36 

0.03 

0.0200 

- 

- 

0.002 

0.022 

0.047 

0.312 

0.016 

0.296 

0.603 

203.50 

Over Exploited 

At para 

0820000302418400 

0.12 

0.71 

714.19 

0.85 

0.02 

0.88 

0.02 

0.24 

- 

0.0900 

- 

- 

0.021 

0.111 

0.111 

0.987 

0.049 

0.938 

0.837 

89.28 

Semi Critical 



0.08 

0.00 

19,355.73 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

909.82 

Over Exploited 

Bagri 

0820000302417700 

0.08 

0.07 

612.90 

0.09 

0.03 

0.12 

0.01 

0.08 

- 

0.0200 

- 

- 

0.036 

0.056 

0.056 

0.179 

0.009 

0.170 

0.668 

392.97 

Over Exploited 



0.08 

0.01 

2,193.79 

0.01 

0.00 

0.02 

0.00 

0.03 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.033 

0.002 

0.031 

0.304 

975.38 

Over Exploited 

Bali 

0820000202401000 

0.06 

0.00 

3,082.08 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

364.39 

Over Exploited 

Banseeya 

0820000202400200 

0.06 

0.13 

112.70 

0.16 

0.01 

0.17 

0.02 

0.23 

0.01 

0.0100 

- 

- 

0.010 

0.020 

0.035 

0.200 

0.010 

0.190 

0.227 

119.58 

Over Exploited 



0.08 

0.19 

61.52 

0.22 

0.00 

0.23 

0.02 

0.23 

0.02 

0.0100 

- 

- 

0.005 

0.015 

0.036 

0.263 

0.013 

0.250 

0.247 

98.67 

Critical 

Basna 

0820000302418700 

0.12 

0.27 

298.16 

0.32 

0.00 

0.32 

0.02 

0.25 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.334 

0.017 

0.317 

0.357 

112.61 

Over Exploited 



0.08 

0.06 

168.46 

0.08 

0.00 

0.08 

0.01 

0.15 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.079 

0.004 

0.075 

0.124 

166.07 

Over Exploited 

Basni Dadhwariyan 

0820000202399900 

0.06 

0.01 

315.84 

0.01 

0.00 

0.02 

0.02 

0.17 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.019 

0.001 

0.018 

0.072 

403.69 

Over Exploited 

Boyal 

0820000302418600 

0.08 

0.33 

(23.05) 

0.27 

0.00 

0.27 

0.04 

0.41 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.274 

0.014 

0.261 

0.045 

17.19 

Safe 

Chandawal 

0820000302419100 

0.08 

0.44 

53.87 

0.53 

0.02 

0.55 

0.03 

0.30 

- 

0.0200 

- 

- 

0.016 

0.036 

0.036 

0.588 

0.029 

0.559 

0.697 

124.85 

Over Exploited 



0.08 

0.09 

257.05 

0.11 

0.01 

0.12 

0.01 

0.13 

- 

0.0100 

- 

- 

0.014 

0.024 

0.024 

0.143 

0.007 

0.136 

0.390 

286.27 

Over Exploited 

Chandawal Station 

0820000302419300 

0.08 

0.20 

4.14 

0.21 

0.01 

0.21 

0.05 

0.45 

0.02 

0.0100 

- 

- 

0.008 

0.018 

0.041 

0.255 

0.013 

0.242 

0.089 

36.67 

Safe 

Chanwadiya Khurd 

0820000202401500 

0.06 

0.17 

143.35 

0.20 

0.04 

0.24 

0.05 

0.45 

0.02 

0.0500 

- 

- 

0.029 

0.079 

0.099 

0.339 

0.017 

0.322 

0.457 

141.77 

Over Exploited 

Chheetariya 

0820000302418500 

0.12 

0.05 

1,115.00 

0.06 

0.01 

0.06 

0.01 

0.10 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.069 

0.003 

0.065 

0.053 

80.81 

Semi Critical 



0.08 

0.28 

59.70 

0.34 

0.00 

0.34 

0.03 

0.30 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.353 

0.018 

0.335 

0.126 

37.48 

Safe 

Dadiya 

0820000602443900 

0.10 

0.01 

497.88 

0.02 

- 

0.02 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.017 

0.001 

0.017 

0.042 

250.69 

Over Exploited 

Deola 

0820000202401700 

0.06 

0.01 

628.81 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.012 

0.001 

0.011 

0.011 

97.02 

Critical 

Deoli Hulla 

0820000302420000 

0.08 

0.32 

154.21 

0.39 

0.01 

0.40 

0.03 

0.33 

0.04 

0.0400 

- 

- 

- 

0.040 

0.077 

0.474 

0.024 

0.450 

0.384 

85.26 

Semi Critical 

Deoli Kalan 

0820000202399400 

0.10 

0.00 

319,337.32 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.06 

0.20 

285.13 

0.24 

0.02 

0.26 

0.02 

0.17 

- 

0.0100 

- 

- 

0.026 

0.036 

0.036 

0.292 

0.015 

0.277 

0.384 

138.66 

Over Exploited 

Dhandheri 

0820000302418000 

0.12 

0.13 

444.64 

0.15 

0.01 

0.16 

0.02 

0.18 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.174 

0.009 

0.165 

0.393 

237.90 

Over Exploited 



0.08 

0.08 

143.75 

0.09 

0.00 

0.09 

0.02 

0.18 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.105 

0.005 

0.100 

0.219 

218.64 

Over Exploited 

Dornari 

0820000302419500 

0.08 

0.00 

6,872.97 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.38 

(22.96) 

0.30 

0.01 

0.31 

0.05 

0.45 

0.04 

0.0100 

- 

- 

0.009 

0.019 

0.061 

0.369 

0.018 

0.351 

0.335 

95.67 

Critical 

Guda Beeja 

0820000302419900 

0.08 

0.01 

1,820.72 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.025 

0.001 

0.024 

0.108 

450.16 

Over Exploited 

Gura Bachhraj 

0820000302419000 

0.08 

0.14 

13.18 

0.16 

0.03 

0.19 

0.03 

0.34 

- 

0.0300 

- 

- 

0.026 

0.056 

0.056 

0.245 

0.012 

0.232 

0.275 

118.15 

Over Exploited 



0.08 

0.01 

491.86 

0.01 

- 

0.01 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.019 

0.001 

0.018 

0.090 

485.95 

Over Exploited 

Guriya 

0820000202401300 

0.08 

0.29 

62.53 

0.35 

- 

0.35 

0.05 

0.47 

0.03 

0.0100 

- 

- 

- 

0.010 

0.044 

0.395 

0.020 

0.376 

0.346 

91.98 

Critical 

Jhoontha 

0820000202401200 

0.06 

0.02 

724.64 

0.02 

0.04 

0.07 

0.01 

0.08 

0.00 

0.0100 

- 

- 

0.067 

0.077 

0.079 

0.145 

0.007 

0.138 

0.203 

147.35 

Over Exploited 



0.08 

0.06 

372.59 

0.07 

0.01 

0.08 

0.01 

0.12 

0.01 

0.0100 

- 

- 

0.013 

0.023 

0.030 

0.109 

0.005 

0.104 

0.249 

240.02 

Over Exploited 

Kalab Kalan 

0820000202401900 

0.06 

0.02 

1,564.06 

0.02 

0.01 

0.03 

0.01 

0.08 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.053 

0.003 

0.051 

0.184 

362.31 

Over Exploited 

Kalakot 

0820000202401600 

0.06 

0.12 

141.45 

0.15 

0.03 

0.18 

0.05 

0.48 

0.01 

0.0500 

- 

- 

0.021 

0.071 

0.085 

0.266 

0.013 

0.253 

0.427 

169.02 

Over Exploited 

Karmawas 

0820000302419600 

0.08 

0.23 

21.98 

0.28 

0.02 

0.29 

0.05 

0.46 

0.03 

0.0200 

- 

- 

0.012 

0.033 

0.059 

0.352 

0.018 

0.334 

0.438 

130.89 

Over Exploited 

Kelwad 

0820000302420200 

0.08 

0.00 

4,882.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

0.002 

0.002 

0.002 

0.003 

0.000 

0.003 

0.015 

455.78 

Over Exploited 

Khariya Neev 

0820000302415100 

0.12 

0.01 

5,884.17 

0.02 

- 

0.02 

0.00 

0.04 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.037 

0.002 

0.035 

0.156 

448.69 

Over Exploited 

Kharnikhera 

0820000302422100 

0.06 

0.00 

1,992.66 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.002 

126.05 

Over Exploited 

Kheenwal 

0820000202401800 

0.06 

0.00 

863.07 

0.00 

0.00 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

0.007 

0.007 

0.008 

0.017 

0.001 

0.016 

0.033 

204.34 

Over Exploited 

Khokhara 

0820000302417800 

0.12 

0.00 

122,862.42 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.01 

575.89 

0.01 

0.02 

0.03 

0.01 

0.05 

- 

- 

- 

- 

0.025 

0.025 

0.025 

0.054 

0.003 

0.052 

0.062 

120.06 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Khoriya 

082000030242200C 

8.207 

Fresh 

Non-command 

Non-command 

Gneisses 

2.302 

3.54 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.01 

0.006 

0.12 

0.12 


Mandla 

0820000302418200 

18.826 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

18.630 

1.85 

0.080 

0.26 

0.01 

0.00 

0.00 

0.01 

2.99 

2.10 

0.98 

0.051 

0.36 

0.51 







Non-command 

Phyllite & Schist 

0.195 

1.85 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.00 

0.01 


Mohra Kalan 

0820000202400100 

12.777 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.357 

1.46 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.11 

0.11 

0.06 

0.017 

0.11 

0.11 







Non-command 

Erinpura Granite 

5.956 

1.46 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.21 

0.21 

0.11 

0.030 

0.19 

0.19 


Murdawa 

0820000302419200 

10.682 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.152 

1.27 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.003 

0.04 

0.05 







Non-command 

Erinpura Granite 

9.530 

1.27 

0.020 

0.01 

0.00 

0.00 

0.00 

0.04 

0.22 

0.19 

0.00 

0.026 

0.35 

0.39 


Nathal Kundi 

0820000302418800 

10.094 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.420 

1.32 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.11 

0.04 

0.015 

0.20 

0.26 


Pachunda Kalan 

0820000302417500 

8.565 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.778 

2.54 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.27 

0.19 

0.10 

0.013 

0.20 

0.28 


Pachunda Khurd 

0820000302417600 

6.700 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.396 

2.09 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.17 

0.12 

0.09 

0.009 

0.18 

0.26 


Peepaliya Kalan 

0820000202400300 

14.268 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

13.904 

1.97 

0.020 

0.08 

0.00 

0.00 

0.00 

0.01 

0.62 

0.65 

0.25 

0.070 

0.42 

0.40 


Ramasaniwala 

0820000302418100 

18.012 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

1.524 

1.95 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.26 

0.18 

0.10 

0.004 

0.03 

0.04 







Non-command 

Phyllite & Schist 

0.538 

1.95 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.03 

0.02 

0.02 

0.001 

0.01 

0.02 


Rampura Kalan 

0820000202400000 

11.719 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.093 

1.45 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.29 

0.28 

0.06 

0.046 

0.31 

0.32 


Rayara Kalan & Khurd 

0820000302419800 

30.862 

Fresh 

Non-command 

Non-command 

Gneisses 

19.901 

3.11 

0.010 

0.04 

0.00 

0.00 

0.00 

0.00 

0.66 

0.67 

0.07 

0.054 

0.27 

0.27 







Non-command 

Erinpura Granite 

9.409 

3.11 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.62 

0.62 

0.09 

0.026 

0.13 

0.13 


Roondiya 

0820000302418300 

16.356 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

16.356 

2.55 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

3.38 

2.80 

0.13 

0.044 

0.37 

0.44 


Sabalpura 

0820000202401400 

10.258 

Fresh 

Non-command 

Non-command 

Gneisses 

8.260 

2.20 

0.020 

0.14 

0.02 

0.00 

0.00 

0.05 

0.44 

0.46 

0.51 

0.042 

0.35 

0.33 







Non-command 

Erinpura Granite 

0.507 

2.20 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.003 

0.02 

0.02 


Sandiya 

0820000302418900 

22.494 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

18.126 

1.34 

0.020 

0.09 

0.00 

0.00 

0.00 

0.02 

0.55 

0.46 

0.30 

0.049 

0.30 

0.36 







Non-command 

Erinpura Granite 

0.368 

1.34 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 


Sarangwas 

0820000302420500 

10.415 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.034 

0.90 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sardarpura 

0820000302417900 

6.028 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

2.728 

1.79 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.45 

0.31 

0.21 

0.007 

0.16 

0.24 







Non-command 

Phyllite & Schist 

3.301 

1.79 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.13 

0.009 

0.20 

0.29 


Sehwaj 

0820000602444000 

9.511 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.866 

1.83 

0.025 

0.06 

0.00 

0.00 

0.00 

0.00 

0.14 

0.11 

0.22 

0.005 

0.07 

0.09 


Singpura 

0820000302419700 

12.087 

Fresh 

Non-command 

Non-command 

Gneisses 

0.747 

2.21 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.002 

0.03 

0.03 







Non-command 

Erinpura Granite 

10.934 

2.21 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.52 

0.54 

0.12 

0.030 

0.38 

0.37 


Siyat 

0820000302417400 

14.316 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.157 

1.79 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.01 


Sojat (M) 

0820000342002000 

50.304 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.484 

1.56 

0.020 

0.03 

0.00 

0.00 

0.00 

0.02 

0.06 

0.04 

0.01 

0.096 

0.01 

0.02 


Udeshi Kua 

0820000302419400 

14.241 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

14.241 

1.29 

0.020 

0.04 

0.00 

0.00 

0.00 

0.02 

0.38 

0.37 

0.12 

0.039 

0.40 

0.42 

11003011 

Abkai Ki Dhani 

0820000302411100 

6.677 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

1.12 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

4.374 

1.12 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.49 

0.41 

0.00 

0.012 

0.20 

0.24 


Ajeetpura 

0820000302415700 

5.192 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.319 

1.45 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.05 

0.004 

0.09 

0.13 


Aratiya 

0820000402428800 

18.863 

Saline 

Sardar Samand 

Command 

Phyllite & Schist 

18.863 

0.73 

0.015 

0.02 

0.00 

0.00 

0.00 

0.02 

0.21 

0.16 

0.02 

0.048 

0.31 

0.40 


Bagariya 

0820000402429100 

23.882 

Saline 

Non-command 

Non-command 

Erinpura Granite 

16.941 

2.11 

0.020 

0.01 

0.00 

0.00 

0.00 

0.03 

0.70 

0.59 

0.00 

0.043 

0.24 

0.28 






Sardar Samand 

Command 

Erinpura Granite 

0.001 

2.11 

0.020 

0.00 

0.00 

0.00 

0.00 

0.03 

-0.03 

-0.02 

0.00 

0.000 

0.00 

0.00 


Bagawas 

0820000302415900 

27.691 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

24.571 

7.69 

0.020 

0.09 

0.01 

0.00 

0.00 

0.02 

3.84 

3.23 

0.28 

0.067 

0.27 

0.32 


Bagawasiya 

0815000702012400 

5.260 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.260 

0.22 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.13 

0.00 

0.023 

0.35 

0.34 


Bala 

0815000702012500 

23.997 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.140 

-0.14 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.044 

0.15 

0.14 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.142 

-0.14 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.009 

0.03 

0.03 


Bandai 

0820000402428700 

15.646 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.547 

0.91 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.01 

0.01 







Non-command 

Younger Alluvium 

1.181 

0.91 

0.080 

0.00 

0.00 

0.00 

0.00 

0.01 

0.08 

0.06 

0.00 

0.003 

0.02 

0.03 







Non-command 

Erinpura Granite 

2.326 

0.91 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

0.03 

0.02 

0.00 

0.006 

0.05 

0.06 






Sardar Samand 

Command 

Phyllite & Schist 

5.979 

0.91 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.00 

0.015 

0.12 

0.15 







Command 

Younger Alluvium 

0.034 

0.91 

0.080 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Kharda Bund 

Command 

Phyllite & Schist 

3.301 

0.91 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.008 

0.07 

0.09 







Command 

Younger Alluvium 

1.909 

0.91 

0.080 

0.00 

0.00 

0.00 

0.00 

0.01 

0.13 

0.10 

0.00 

0.005 

0.04 

0.05 







Command 

Erinpura Granite 

0.369 

0.91 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

0.00 

0.00 

0.001 

0.01 

0.01 


Baniyawas 

0820000502431500 

13.280 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.341 

5.27 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.001 

0.01 

0.01 


Basni Anant 

0820000302414400 

5.042 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.863 

2.10 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.01 

0.005 

0.11 

0.14 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.170 

2.10 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.00 

0.003 

0.07 

0.09 


Basni Bhadawatan 

0820000302416200 

7.208 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.780 

1.40 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.05 

0.008 

0.12 

0.15 


Basni Jodhraj 

0820000302416100 

8.705 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.983 

5.13 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.53 

0.42 

0.05 

0.014 

0.18 

0.23 


Basni Narsingh 

0820000302416300 

3.731 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.386 

0.49 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.04 

0.05 


Basni Surayta 

0820000302414300 

6.050 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.050 

2.74 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.33 

0.27 

0.00 

0.016 

0.31 

0.38 


Beethoo 

0820000402426500 

29.589 

Saline 

Non-command 

Non-command 

Younger Alluvium 

4.195 

1.24 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.42 

0.33 

0.01 

0.011 

0.05 

0.06 







Non-command 

Erinpura Granite 

5.692 

1.24 

0.020 

0.01 

0.00 

0.00 

0.00 

0.02 

0.13 

0.10 

0.01 

0.014 

0.06 

0.08 






Kharda Bund 

Command 

Younger Alluvium 

3.644 

1.24 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.29 

0.00 

0.009 

0.04 

0.05 







Command 

Erinpura Granite 

3.767 

1.24 

0.020 

0.00 

0.00 

0.00 

0.00 

0.02 

0.07 

0.06 

0.01 

0.010 

0.04 

0.05 


Bhagesar 

0820000502430300 

41.928 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.330 

1.44 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.11 

0.04 

0.013 

0.02 

0.03 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

38.598 

1.44 

0.025 

0.09 

0.01 

0.00 

0.00 

0.00 

1.47 

1.23 

0.14 

0.154 

0.29 

0.34 


Bhaisana 

0820000302416900 

18.482 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.885 

1.03 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.04 

0.005 

0.03 

0.04 


Bhakriwala 

0820000402429400 

32.708 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

3.895 

1.69 

0.015 

0.00 

0.00 

0.00 

0.00 

0.02 

0.08 

0.06 

0.01 

0.010 

0.04 

0.05 






Sardar Samand 

Command 

Phyllite & Schist 

28.813 

1.69 

0.015 

0.05 

0.00 

0.00 

0.00 

0.02 

0.76 

0.60 

0.09 

0.073 

0.27 

0.35 


Bhalelao 

0820000502430200 

17.282 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.898 

1.31 

0.025 

0.04 

0.00 

0.00 

0.00 

0.00 

0.17 

0.15 

0.13 

0.016 

0.08 

0.09 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

5.308 

1.31 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.20 

0.18 

0.08 

0.021 

0.11 

0.12 







Non-command 

Erinpura Granite 

6.998 

1.31 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.21 

0.19 

0.09 

0.028 

0.14 

0.16 


Bhambolai 

0820000502430400 

13.001 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.478 

0.53 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.13 

0.02 

0.038 

0.25 

0.29 





Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Khoriya 

0820000302422000 

0.06 

0.02 

449.93 

0.02 

- 

0.02 

0.01 

0.13 

0.00 

- 

- 

- 

- 

- 

0.002 

0.022 

0.001 

0.021 

0.020 

98.58 

Critical 

Mandla 

0820000302418200 

0.12 

0.80 

163.06 

0.96 

0.02 

0.98 

0.04 

0.40 

- 

0.0400 

- 

- 

0.020 

0.060 

0.060 

1.043 

0.052 

0.991 

1.033 

104.19 

Over Exploited 



0.08 

0.00 

8,623.12 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Mohra Kalan 

0820000202400100 

0.06 

0.02 

415.45 

0.03 

0.01 

0.03 

0.01 

0.12 

0.00 

- 

- 

- 

0.008 

0.008 

0.010 

0.042 

0.002 

0.040 

0.075 

189.52 

Over Exploited 



0.08 

0.09 

132.67 

0.11 

- 

0.11 

0.02 

0.21 

0.01 

- 

- 

- 

- 

- 

0.010 

0.121 

0.006 

0.115 

0.138 

120.35 

Over Exploited 

Murdawa 

0820000302419200 

0.08 

0.00 

580.82 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.004 

0.003 

70.51 

Semi Critical 



0.08 

0.27 

(27.20) 

0.21 

0.04 

0.25 

0.04 

0.39 

- 

- 

- 

- 

0.056 

0.057 

0.057 

0.307 

0.015 

0.292 

0.026 

8.87 

Safe 

Nathal Kundi 

0820000302418800 

0.08 

0.08 

33.10 

0.10 

0.00 

0.11 

0.02 

0.22 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.113 

0.006 

0.107 

0.051 

47.43 

Safe 

Pachunda Kalan 

0820000302417500 

0.08 

0.08 

150.21 

0.09 

0.01 

0.10 

0.02 

0.22 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.106 

0.005 

0.101 

0.113 

112.41 

Over Exploited 

Pachunda Khurd 

0820000302417600 

0.08 

0.05 

135.02 

0.06 

0.01 

0.06 

0.02 

0.20 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.072 

0.004 

0.069 

0.099 

144.36 

Over Exploited 

Peepaliya Kalan 

0820000202400300 

0.08 

0.46 

40.73 

0.55 

0.01 

0.56 

0.05 

0.46 

0.05 

0.0100 

- 

- 

0.010 

0.020 

0.072 

0.634 

0.032 

0.602 

0.315 

52.32 

Safe 

Ramasaniwala 

0820000302418100 

0.12 

0.01 

3,123.67 

0.01 

0.00 

0.01 

0.00 

0.03 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.018 

0.001 

0.017 

0.106 

623.97 

Over Exploited 



0.08 

0.00 

3,705.28 

0.00 

0.01 

0.01 

0.00 

0.01 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.014 

0.001 

0.013 

0.023 

182.03 

Over Exploited 

Rampura Kalan 

0820000202400000 

0.06 

0.17 

65.26 

0.20 

0.00 

0.20 

0.03 

0.34 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.208 

0.010 

0.198 

0.104 

52.41 

Safe 

Rayara Kalan & Khurd 

0820000302419800 

0.06 

0.33 

104.10 

0.39 

- 

0.39 

0.03 

0.31 

0.04 

0.0100 

- 

- 

- 

0.010 

0.048 

0.440 

0.022 

0.418 

0.127 

30.40 

Safe 



0.08 

0.10 

539.43 

0.12 

- 

0.12 

0.02 

0.14 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.138 

0.007 

0.131 

0.112 

85.01 

Semi Critical 

Roondiya 

0820000302418300 

0.12 

0.72 

289.82 

0.86 

0.00 

0.86 

0.04 

0.40 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.868 

0.043 

0.825 

0.170 

20.66 

Safe 

Sabalpura 

0820000202401400 

0.06 

0.17 

168.76 

0.21 

0.07 

0.27 

0.04 

0.39 

0.02 

0.0600 

- 

- 

0.071 

0.132 

0.151 

0.424 

0.021 

0.403 

0.548 

135.82 

Over Exploited 



0.08 

0.00 

3,870.57 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.025 

2,281.51 

Over Exploited 

Sandiya 

0820000302418900 

0.08 

0.44 

5.08 

0.46 

0.02 

0.48 

0.03 

0.33 

- 

0.0100 

- 

- 

0.031 

0.041 

0.041 

0.520 

0.026 

0.494 

0.348 

70.53 

Semi Critical 



0.08 

0.00 

4,417.64 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Sarangwas 

0820000302420500 

0.08 

0.00 

(23,565.18) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

0.002 

0.002 

0.002 

0.004 

0.000 

0.004 

0.000 

2.50 

Safe 

Sardarpura 

0820000302417900 

0.12 

0.05 

476.85 

0.06 

0.00 

0.06 

0.02 

0.18 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.075 

0.004 

0.071 

0.220 

309.18 

Over Exploited 



0.08 

0.05 

92.06 

0.06 

0.00 

0.06 

0.02 

0.22 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.067 

0.003 

0.064 

0.135 

210.55 

Over Exploited 

Sehwaj 

0820000602444000 

0.10 

0.01 

748.64 

0.02 

0.00 

0.02 

0.01 

0.08 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.034 

0.002 

0.032 

0.220 

685.04 

Over Exploited 

Singpura 

0820000302419700 

0.06 

0.00 

1,341.51 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.002 

138.56 

Over Exploited 



0.08 

0.33 

621,546.80 

0.40 

- 

0.40 

0.04 

0.43 

0.04 

0.0100 

- 

- 

- 

0.010 

0.048 

0.445 

0.022 

0.423 

0.147 

34.69 

Safe 

Siyat 

0820000302417400 

0.08 

0.00 

3,537.69 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.008 

0.000 

0.007 

0.011 

155.73 

Over Exploited 

Sojat (M) 

0820000342002000 

0.08 

0.00 

2,906.11 

0.00 

0.02 

0.02 

0.00 

0.01 

- 

- 

- 

- 

0.031 

0.031 

0.031 

0.052 

0.003 

0.050 

0.107 

213.81 

Over Exploited 

Udeshi Kua 

0820000302419400 

0.08 

0.46 

(20.32) 

0.37 

0.02 

0.39 

0.05 

0.45 

0.05 

- 

- 

- 

0.037 

0.037 

0.088 

0.480 

0.024 

0.456 

0.154 

33.67 

Safe 

Abkai Ki Dhani 

0820000302411100 

0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.11 

286.90 

0.13 

0.00 

0.13 

0.02 

0.22 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.138 

0.007 

0.131 

0.012 

9.03 

Safe 

Ajeetpura 

0820000302415700 

0.08 

0.01 

244.86 

0.01 

0.00 

0.01 

0.01 

0.10 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.014 

0.001 

0.013 

0.050 

379.28 

Over Exploited 

Aratiya 

0820000402428800 

0.06 

0.35 

(54.23) 

0.28 

0.02 

0.30 

0.02 

0.33 

- 

- 

0.0023 

0.0027 

0.026 

0.031 

0.031 

0.331 

0.017 

0.315 

0.066 

20.90 

Safe 

Bagariya 

0820000402429100 

0.08 

0.33 

81.18 

0.39 

0.03 

0.42 

0.02 

0.26 

- 

- 

- 

- 

0.039 

0.039 

0.039 

0.458 

0.023 

0.435 

0.043 

9.87 

Safe 



0.08 

0.00 

########## 

0.00 

0.03 

0.03 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

0.039 

0.039 

0.039 

0.065 

0.003 

0.062 

0.000 

0.01 

Safe 

Bagawas 

0820000302415900 

0.08 

0.53 

514.81 

0.63 

0.03 

0.66 

0.02 

0.29 

- 

0.0300 

- 

- 

0.026 

0.056 

0.056 

0.714 

0.036 

0.678 

0.348 

51.28 

Safe 

Bagawasiya 

0815000702012400 

0.10 

0.18 

(30.79) 

0.15 

- 

0.15 

0.03 

0.38 

- 

- 

- 

- 

- 

- 

- 

0.147 

0.007 

0.140 

0.023 

16.16 

Safe 

Bala 

0815000702012500 

0.10 

0.15 

- 

0.15 

- 

0.15 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.153 

0.015 

0.138 

0.069 

49.65 

Safe 



0.10 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.001 

0.006 

0.015 

246.73 

Over Exploited 

Bandai 

0820000402428700 

0.06 

0.00 

1,102.04 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.005 

0.000 

0.005 

0.001 

27.00 

Safe 



0.15 

0.00 

1,363.37 

0.01 

0.01 

0.01 

0.00 

0.03 

- 

- 

- 

- 

0.011 

0.011 

0.011 

0.023 

0.001 

0.021 

0.003 

13.97 

Safe 



0.08 

0.01 

165.08 

0.01 

0.01 

0.02 

0.00 

0.05 

- 

- 

- 

- 

0.019 

0.019 

0.019 

0.042 

0.002 

0.040 

0.006 

14.71 

Safe 



0.06 

0.04 

43.87 

0.05 

0.00 

0.05 

0.01 

0.13 

- 

- 

0.0007 

0.0009 

0.003 

0.005 

0.005 

0.058 

0.003 

0.055 

0.015 

27.56 

Safe 



0.15 

0.00 

(106,176.94) 

0.00 

0.01 

0.01 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

0.011 

0.011 

0.011 

0.018 

0.001 

0.017 

0.000 

0.51 

Safe 



0.06 

0.01 

155.17 

0.02 

0.00 

0.02 

0.00 

0.07 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.021 

0.001 

0.020 

0.008 

42.67 

Safe 



0.15 

0.01 

835.67 

0.01 

0.01 

0.02 

0.00 

0.04 

- 

- 

- 

- 

0.011 

0.011 

0.011 

0.031 

0.002 

0.029 

0.005 

16.62 

Safe 



0.08 

0.00 

(2,263.66) 

0.00 

0.01 

0.01 

0.00 

0.01 

- 

- 

- 

- 

0.019 

0.019 

0.019 

0.032 

0.002 

0.030 

0.001 

3.08 

Safe 

Baniyawas 

0820000502431500 

0.12 

0.00 

9,659.43 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.019 

5,656.10 

Over Exploited 

Basni Anant 

0820000302414400 

0.08 

0.02 

276.72 

0.02 

- 

0.02 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.020 

0.001 

0.019 

0.016 

83.18 

Semi Critical 



0.08 

0.01 

498.42 

0.01 

- 

0.01 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.003 

41.71 

Safe 

Basni Bhadawatan 

0820000302416200 

0.08 

0.03 

175.76 

0.03 

0.00 

0.04 

0.01 

0.13 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.052 

0.003 

0.050 

0.062 

124.09 

Over Exploited 

Basni Jodhraj 

0820000302416100 

0.08 

0.07 

479.85 

0.09 

0.00 

0.09 

0.02 

0.20 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.107 

0.005 

0.102 

0.068 

66.44 

Safe 

Basni Narsingh 

0820000302416300 

0.08 

0.00 

28.14 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.006 

0.000 

0.006 

0.001 

17.90 

Safe 

Basni Surayta 

0820000302414300 

0.08 

0.15 

82.62 

0.18 

0.01 

0.19 

0.03 

0.34 

- 

- 

- 

- 

0.013 

0.013 

0.013 

0.200 

0.010 

0.190 

0.016 

8.67 

Safe 

Beethoo 

0820000402426500 

0.15 

0.03 

1,060.22 

0.03 

0.00 

0.04 

0.00 

0.05 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.039 

0.002 

0.037 

0.017 

44.98 

Safe 



0.08 

0.03 

267.77 

0.03 

0.02 

0.06 

0.00 

0.07 

- 

- 

- 

- 

0.033 

0.034 

0.034 

0.089 

0.004 

0.085 

0.019 

22.89 

Safe 



0.15 

0.02 

1,235.29 

0.03 

0.00 

0.03 

0.00 

0.04 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.031 

0.002 

0.029 

0.009 

31.82 

Safe 



0.08 

0.01 

363.34 

0.01 

0.02 

0.04 

0.00 

0.04 

- 

- 

- 

- 

0.033 

0.034 

0.034 

0.070 

0.004 

0.067 

0.015 

21.72 

Safe 

Bhagesar 

0820000502430300 

0.12 

0.01 

1,000.96 

0.01 

- 

0.01 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.011 

0.049 

436.49 

Over Exploited 



0.09 

1.00 

23.52 

1.20 

0.01 

1.21 

0.03 

0.31 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

1.227 

0.061 

1.166 

0.297 

25.45 

Safe 

Bhaisana 

0820000302416900 

0.08 

0.00 

669.08 

0.01 

0.00 

0.01 

0.00 

0.04 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.010 

0.000 

0.009 

0.041 

449.73 

Over Exploited 

Bhakriwala 

0820000402429400 

0.06 

0.01 

625.03 

0.01 

0.02 

0.03 

0.00 

0.04 

- 

- 

- 

- 

0.029 

0.029 

0.029 

0.059 

0.003 

0.056 

0.017 

29.93 

Safe 



0.06 

0.47 

27.24 

0.57 

0.02 

0.58 

0.02 

0.29 

- 

0.0100 

0.0023 

0.0028 

0.029 

0.045 

0.045 

0.629 

0.031 

0.598 

0.158 

26.42 

Safe 

Bhalelao 

0820000502430200 

0.12 

0.04 

297.11 

0.04 

- 

0.04 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.055 

0.003 

0.052 

0.142 

271.34 

Over Exploited 



0.09 

0.05 

246.82 

0.06 

- 

0.06 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.072 

0.004 

0.069 

0.097 

141.14 

Over Exploited 



0.08 

0.08 

134.94 

0.10 

- 

0.10 

0.01 

0.16 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.106 

0.005 

0.101 

0.114 

112.57 

Over Exploited 

Bhambolai 

0820000502430400 

0.12 

0.29 

(55.95) 

0.23 

- 

0.23 

0.02 

0.27 

- 

- 

- 

- 

- 

- 

- 

0.230 

0.011 

0.218 

0.056 

25.53 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

3.522 

0.53 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.00 

0.014 

0.09 

0.11 


Bhaniya 

082000030241090C 

11.910 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.233 

0.82 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.01 

0.01 


Bhatinda 

081500040197030C 

39.719 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.992 

1.15 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.22 

0.00 

0.010 

0.02 

0.03 







Non-command 

Younger Alluvium 

2.011 

1.15 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.23 

0.00 

0.007 

0.02 

0.02 


Bhooriya Sani 

082000040242760C 

10.105 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.026 

1.14 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.003 

0.03 

0.04 







Non-command 

Younger Alluvium 

5.288 

1.14 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.48 

0.38 

0.00 

0.013 

0.16 

0.21 






Sardar Samand 

Command 

Phyllite & Schist 

2.515 

1.14 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.006 

0.08 

0.10 







Command 

Younger Alluvium 

0.207 

1.14 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.01 

0.01 


Bijpur 

082000030241380C 

12.238 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.452 

2.00 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.02 

0.007 

0.06 

0.07 


Chainpura Bhatan 

081500060200190C 

10.373 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.319 

0.71 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.01 

0.005 

0.04 

0.05 


Chandasani 

082000030241230C 

6.858 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.124 

1.67 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.15 

0.00 

0.003 

0.05 

0.06 


Chopra 

0820000302411300 

17.639 

Saline 

Non-command 

Non-command 

Older Alluvium 

13.210 

1.47 

0.100 

0.04 

0.01 

0.00 

0.00 

0.04 

1.93 

1.61 

0.11 

0.036 

0.23 

0.27 


Chotila 

0820000402428200 

24.540 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.421 

1.31 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.12 

0.00 

0.004 

0.02 

0.02 







Non-command 

Erinpura Granite 

15.927 

1.31 

0.020 

0.01 

0.00 

0.00 

0.00 

0.04 

0.39 

0.30 

0.00 

0.040 

0.20 

0.26 






Kharda Bund 

Command 

Younger Alluvium 

3.550 

1.31 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.37 

0.29 

0.00 

0.009 

0.05 

0.06 







Command 

Erinpura Granite 

3.641 

1.31 

0.020 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.04 

0.00 

0.009 

0.05 

0.06 


Chundlai 

0820000302411700 

29.762 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.383 

1.99 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.23 

0.00 

0.004 

0.01 

0.02 







Non-command 

Phyllite & Schist 

18.520 

1.99 

0.020 

0.02 

0.00 

0.00 

0.00 

0.04 

0.72 

0.59 

0.02 

0.050 

0.18 

0.22 






Sardar Samand 

Command 

Phyllite & Schist 

6.081 

1.99 

0.020 

0.01 

0.00 

0.00 

0.00 

0.04 

0.21 

0.17 

0.00 

0.017 

0.06 

0.07 


Danasani 

0820000402428000 

18.222 

Saline 

Non-command 

Non-command 

Younger Alluvium 

13.496 

1.07 

0.080 

0.01 

0.00 

0.00 

0.00 

0.01 

1.16 

0.90 

0.00 

0.034 

0.23 

0.30 






Sardar Samand 

Command 

Younger Alluvium 

3.795 

1.07 

0.080 

0.00 

0.00 

0.00 

0.00 

0.01 

0.32 

0.25 

0.00 

0.010 

0.07 

0.08 






Kharda Bund 

Command 

Younger Alluvium 

0.931 

1.07 

0.080 

0.00 

0.00 

0.00 

0.00 

0.01 

0.07 

0.06 

0.00 

0.002 

0.02 

0.02 


Dhabar Kalan & Khurd 

0820000402428900 

25.167 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.537 

1.64 

0.015 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.02 

0.00 

0.006 

0.03 

0.04 







Non-command 

Erinpura Granite 

2.158 

1.64 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.00 

0.005 

0.03 

0.03 






Sardar Samand 

Command 

Phyllite & Schist 

20.429 

1.64 

0.015 

0.02 

0.00 

0.00 

0.00 

0.04 

0.48 

0.37 

0.00 

0.052 

0.25 

0.33 







Command 

Erinpura Granite 

0.033 

1.64 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Kharda Bund 

Command 

Phyllite & Schist 

0.010 

1.64 

0.015 

0.00 

0.00 

0.00 

0.00 

0.04 

-0.04 

-0.03 

0.00 

0.000 

0.00 

0.00 


Dhakri 

0820000302415800 

15.263 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.465 

4.33 

0.020 

0.06 

0.00 

0.00 

0.00 

0.04 

0.93 

0.67 

0.21 

0.028 

0.23 

0.33 


Dhandhiya 

0815000602002400 

23.772 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.401 

1.00 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.21 

0.00 

0.012 

0.05 

0.06 


Dharamdhari 

0820000402428400 

6.929 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.064 

1.97 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 







Non-command 

Erinpura Granite 

2.085 

1.97 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

0.07 

0.06 

0.01 

0.005 

0.10 

0.12 


Dhudali 

0820000402426800 

14.748 

Saline 

Non-command 

Non-command 

Older Alluvium 

11.924 

0.92 

0.060 

0.01 

0.00 

0.00 

0.00 

0.01 

0.66 

0.52 

0.00 

0.030 

0.25 

0.32 







Non-command 

Younger Alluvium 

2.824 

0.92 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.16 

0.00 

0.007 

0.06 

0.08 


Dhurasani 

0820000302411600 

18.837 

Saline 

Non-command 

Non-command 

Older Alluvium 

17.543 

2.05 

0.100 

0.02 

0.00 

0.00 

0.00 

0.01 

3.61 

2.97 

0.01 

0.048 

0.28 

0.34 







Non-command 

Phyllite & Schist 

0.603 

2.05 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.002 

0.01 

0.01 







Non-command 

Younger Alluvium 

0.691 

2.05 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.18 

0.00 

0.002 

0.01 

0.01 


Doodali 

0820000402426900 

7.147 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.147 

1.07 

0.060 

0.01 

0.00 

0.00 

0.00 

0.01 

0.46 

0.36 

0.00 

0.018 

0.32 

0.40 


Doodiya 

0820000402429200 

12.242 

Saline 

Non-command 

Non-command 

Erinpura Granite 

1.033 

1.85 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.003 

0.03 

0.03 






Sardar Samand 

Command 

Phyllite & Schist 

7.930 

1.85 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.22 

0.18 

0.00 

0.020 

0.20 

0.26 







Command 

Erinpura Granite 

3.278 

1.85 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.10 

0.00 

0.008 

0.08 

0.11 


Dungar Pur 

0820000402423400 

23.865 

Saline 

Non-command 

Non-command 

Older Alluvium 

19.017 

1.03 

0.060 

0.02 

0.00 

0.00 

0.00 

0.02 

1.17 

0.93 

0.00 

0.048 

0.25 

0.32 







Non-command 

Younger Alluvium 

4.848 

1.03 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.31 

0.00 

0.012 

0.06 

0.08 


Gajangarh 

0820000402428500 

25.454 

Saline 

Non-command 

Non-command 

Erinpura Granite 

0.335 

2.87 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.00 

0.01 


Goojrawas 

0815000702012800 

12.512 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.076 

-0.26 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Jaswant Sagar 

Command 

Older Alluvium 

2.884 

-0.26 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.012 

0.08 

0.07 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.013 

-0.26 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Jaswant Sagar 

Command 

Older Alluvium 

1.592 

-0.26 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.007 

0.05 

0.04 


Hapat 

0820000302412800 

16.306 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.001 

1.27 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.053 

1.27 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Hariyada 

0815000702012000 

23.443 

Fresh 

Non-command 

Non-command 

Older Alluvium 

15.529 

0.80 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

1.27 

1.13 

0.02 

0.067 

0.21 

0.24 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.102 

0.80 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.00 

0.005 

0.02 

0.02 


Heerawas 

0820000402423200 

7.906 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.312 

0.95 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.00 

0.003 

0.05 

0.07 







Non-command 

Younger Alluvium 

4.703 

0.95 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.37 

0.29 

0.01 

0.012 

0.19 

0.24 


Holpur Kalan 

0815000702011900 

16.358 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.512 

0.53 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.30 

0.29 

0.01 

0.024 

0.11 

0.12 





Saline 

Non-command 

Non-command 

Older Alluvium 

6.873 

0.53 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.38 

0.35 

0.01 

0.030 

0.14 

0.15 


Holpur Khurd 

0815000702012300 

5.060 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.060 

0.44 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.22 

0.01 

0.022 

0.34 

0.36 


Hoongaon Kalan 

0815000702011800 

12.306 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.863 

0.98 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.40 

0.35 

0.04 

0.017 

0.10 

0.11 





Saline 

Non-command 

Non-command 

Older Alluvium 

4.021 

0.98 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.41 

0.36 

0.04 

0.017 

0.10 

0.12 


Hoongaon Khurd 

0815000702011700 

3.469 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.015 

0.96 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.032 

0.96 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Indra Nagar 

0820000502430800 

15.730 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.580 

2.59 

0.025 

0.06 

0.01 

0.00 

0.00 

0.00 

0.67 

0.55 

0.20 

0.038 

0.20 

0.25 


Indrokon Ki Dhani 

0820000402429500 

13.217 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

6.421 

1.29 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.13 

0.11 

0.02 

0.016 

0.15 

0.18 






Sardar Samand 

Command 

Phyllite & Schist 

6.796 

1.29 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.14 

0.11 

0.02 

0.017 

0.16 

0.19 


Jadan Jageer 

0820000602440300 

12.203 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

12.203 

8.11 

0.025 

0.37 

0.02 

0.00 

0.00 

0.00 

2.82 

2.24 

1.46 

0.030 

0.28 

0.35 


Jadan Khalsa 

0820000602440200 

25.830 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

25.830 

6.47 

0.025 

0.37 

0.05 

0.00 

0.00 

0.01 

4.49 

3.67 

1.40 

0.064 

0.28 

0.35 


Jheetra 

0820000402429600 

7.583 

Saline 

Sardar Samand 

Command 

Phyllite & Schist 

7.583 

0.63 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.05 

0.019 

0.30 

0.36 


Kala Pipal Ki Dhani 

0820000402429800 

14.342 

Saline 

Sardar Samand 

Command 

Phyllite & Schist 

14.342 

0.73 

0.015 

0.03 

0.01 

0.00 

0.00 

0.02 

0.16 

0.13 

0.09 

0.036 

0.30 

0.37 


Kalali 

0820000402427700 

29.285 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.529 

1.00 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.01 

0.01 





Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.09 

0.03 

36.04 

0.04 

- 

0.04 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.036 

0.002 

0.034 

0.014 

41.35 

Safe 

Bhaniya 

0820000302410900 

0.12 

0.00 

9,408.04 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Bhatinda 

0815000401970300 

0.10 

0.01 

3,154.89 

0.01 

- 

0.01 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.010 

131.55 

Over Exploited 



0.15 

0.00 

4,744.16 

0.01 

- 

0.01 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.005 

0.007 

130.48 

Over Exploited 

Bhooriya Sani 

0820000402427600 

0.06 

0.00 

460.79 

0.00 

0.00 

0.01 

0.00 

0.03 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.012 

0.001 

0.011 

0.003 

23.50 

Safe 



0.15 

0.13 

192.73 

0.16 

0.00 

0.16 

0.01 

0.18 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.156 

0.008 

0.148 

0.013 

9.06 

Safe 



0.06 

0.01 

163.43 

0.01 

0.00 

0.02 

0.01 

0.08 

- 

- 

0.0003 

0.0004 

0.006 

0.006 

0.006 

0.024 

0.001 

0.023 

0.006 

28.02 

Safe 



0.15 

0.00 

7,254.06 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0000 

0.0000 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Bijpur 

0820000302413800 

0.08 

0.01 

632.35 

0.01 

0.00 

0.02 

0.01 

0.07 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.023 

0.001 

0.022 

0.024 

106.36 

Over Exploited 

Chainpura Bhatan 

0815000602001900 

0.15 

0.01 

996.45 

0.01 

- 

0.01 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.000 

0.009 

0.013 

137.46 

Over Exploited 

Chandasani 

0820000302412300 

0.12 

0.01 

2,197.64 

0.01 

0.00 

0.01 

0.00 

0.05 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.020 

0.001 

0.019 

0.003 

16.40 

Safe 

Chopra 

0820000302411300 

0.12 

0.36 

347.49 

0.43 

0.05 

0.48 

0.02 

0.25 

- 

0.0200 

- 

- 

0.056 

0.076 

0.076 

0.555 

0.028 

0.527 

0.145 

27.50 

Safe 

Chotila 

0820000402428200 

0.15 

0.00 

2,903.17 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.004 

0.004 

81.49 

Semi Critical 



0.08 

0.26 

16.61 

0.30 

0.04 

0.34 

0.01 

0.22 

- 

- 

- 

- 

0.060 

0.060 

0.060 

0.403 

0.020 

0.383 

0.040 

10.53 

Safe 



0.15 

0.02 

1,102.97 

0.03 

- 

0.03 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.029 

0.001 

0.028 

0.009 

32.63 

Safe 



0.08 

0.01 

218.46 

0.02 

0.04 

0.06 

0.00 

0.05 

- 

- 

- 

- 

0.060 

0.060 

0.060 

0.117 

0.006 

0.111 

0.009 

8.30 

Safe 

Chundlai 

0820000302411700 

0.12 

0.00 

9,818.79 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.004 

0.000 

0.004 

0.004 

96.29 

Critical 



0.08 

0.27 

116.01 

0.33 

0.04 

0.37 

0.02 

0.20 

- 

- 

- 

- 

0.063 

0.063 

0.063 

0.433 

0.022 

0.412 

0.069 

16.84 

Safe 



0.08 

0.03 

488.42 

0.04 

0.04 

0.08 

0.01 

0.07 

- 

- 

0.0006 

0.0006 

0.063 

0.064 

0.064 

0.142 

0.007 

0.134 

0.017 

12.28 

Safe 

Danasani 

0820000402428000 

0.15 

0.47 

92.44 

0.56 

0.01 

0.57 

0.02 

0.25 

- 

- 

- 

- 

0.010 

0.010 

0.010 

0.581 

0.029 

0.552 

0.034 

6.20 

Safe 



0.15 

0.04 

568.05 

0.04 

0.01 

0.05 

0.00 

0.07 

- 

- 

0.0005 

0.0005 

0.010 

0.011 

0.011 

0.063 

0.003 

0.060 

0.010 

16.10 

Safe 



0.15 

0.00 

2,440.45 

0.00 

0.01 

0.01 

0.00 

0.02 

- 

- 

- 

- 

0.010 

0.010 

0.010 

0.020 

0.001 

0.019 

0.002 

12.43 

Safe 

Dhabar Kalan & Khurd 

0820000402428900 

0.06 

0.00 

236.10 

0.01 

0.04 

0.05 

0.00 

0.03 

- 

- 

- 

- 

0.063 

0.063 

0.063 

0.110 

0.006 

0.105 

0.006 

6.15 

Safe 



0.08 

0.00 

1,089.72 

0.01 

- 

0.01 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.005 

0.005 

103.74 

Over Exploited 



0.06 

0.31 

20.32 

0.37 

0.04 

0.41 

0.02 

0.27 

- 

- 

0.0024 

0.0029 

0.063 

0.068 

0.068 

0.483 

0.024 

0.458 

0.052 

11.29 

Safe 



0.08 

0.00 

80,847.84 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

########## 

0.00 

0.04 

0.04 

0.00 

0.00 

- 

- 

- 

- 

0.063 

0.063 

0.063 

0.104 

0.005 

0.099 

0.000 

0.03 

Safe 

Dhakri 

0820000302415800 

0.08 

0.20 

239.49 

0.24 

0.04 

0.28 

0.02 

0.26 

- 

0.0100 

- 

- 

0.059 

0.069 

0.069 

0.345 

0.017 

0.328 

0.237 

72.47 

Semi Critical 

Dhandhiya 

0815000602002400 

0.10 

0.02 

1,285.15 

0.02 

- 

0.02 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.018 

0.001 

0.018 

0.012 

66.90 

Safe 

Dharamdhari 

0820000402428400 

0.15 

0.00 

28,288.38 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.02 

267.99 

0.02 

0.01 

0.03 

0.01 

0.11 

- 

- 

- 

- 

0.012 

0.012 

0.012 

0.040 

0.002 

0.038 

0.010 

27.21 

Safe 

Dhudali 

0820000402426800 

0.07 

0.21 

143.76 

0.25 

0.01 

0.27 

0.02 

0.27 

- 

- 

- 

- 

0.016 

0.016 

0.016 

0.282 

0.014 

0.268 

0.030 

11.27 

Safe 



0.15 

0.03 

541.11 

0.03 

0.00 

0.03 

0.00 

0.06 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.031 

0.002 

0.029 

0.007 

24.34 

Safe 

Dhurasani 

0820000302411600 

0.12 

0.58 

409.29 

0.70 

0.01 

0.71 

0.03 

0.30 

- 

- 

- 

- 

0.016 

0.016 

0.016 

0.727 

0.036 

0.691 

0.056 

8.06 

Safe 



0.08 

0.00 

4,336.16 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.002 

312.38 

Over Exploited 



0.15 

0.00 

15,378.49 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.002 

145.45 

Over Exploited 

Doodali 

0820000402426900 

0.07 

0.16 

129.14 

0.19 

0.01 

0.20 

0.02 

0.34 

- 

- 

- 

- 

0.017 

0.017 

0.017 

0.217 

0.011 

0.207 

0.018 

8.76 

Safe 

Doodiya 

0820000402429200 

0.08 

0.00 

1,272.57 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.002 

0.003 

104.67 

Over Exploited 



0.06 

0.10 

81.35 

0.12 

0.01 

0.12 

0.02 

0.22 

- 

- 

0.0008 

0.0008 

0.010 

0.012 

0.012 

0.135 

0.007 

0.128 

0.020 

15.65 

Safe 



0.08 

0.02 

332.33 

0.03 

- 

0.03 

0.01 

0.09 

- 

- 

0.0003 

0.0003 

- 

0.001 

0.001 

0.027 

0.001 

0.026 

0.008 

32.25 

Safe 

Dungar Pur 

0820000402423400 

0.07 

0.34 

175.85 

0.40 

0.02 

0.42 

0.02 

0.27 

- 

- 

- 

- 

0.028 

0.028 

0.028 

0.450 

0.022 

0.427 

0.048 

11.27 

Safe 



0.15 

0.05 

572.55 

0.06 

- 

0.06 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.056 

0.003 

0.053 

0.012 

23.02 

Safe 

Gajangarh 

0820000402428500 

0.08 

0.00 

13,443.65 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Goojrawas 

0815000702012800 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.024 

0.002 

0.022 

0.029 

133.85 

Over Exploited 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.001 

0.007 

0.013 

192.00 

Over Exploited 

Hapat 

0820000302412800 

0.12 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.00 

88,548.51 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Hariyada 

0815000702012000 

0.10 

0.33 

240.13 

0.40 

- 

0.40 

0.02 

0.24 

- 

- 

- 

- 

- 

- 

- 

0.399 

0.020 

0.379 

0.084 

22.06 

Safe 



0.10 

0.00 

4,581.17 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.005 

247.72 

Over Exploited 

Heerawas 

0820000402423200 

0.07 

0.00 

1,104.05 

0.01 

0.00 

0.01 

0.00 

0.06 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.008 

0.000 

0.008 

0.003 

41.83 

Safe 



0.15 

0.13 

117.32 

0.16 

0.00 

0.16 

0.02 

0.21 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.163 

0.008 

0.155 

0.018 

11.54 

Safe 

Holpur Kalan 

0815000702011900 

0.10 

0.06 

361.10 

0.07 

- 

0.07 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.074 

0.004 

0.071 

0.032 

44.77 

Safe 



0.10 

0.10 

267.25 

0.12 

- 

0.12 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.116 

0.006 

0.110 

0.036 

32.29 

Safe 

Holpur Khurd 

0815000702012300 

0.10 

0.17 

27.83 

0.20 

0.00 

0.21 

0.03 

0.37 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.211 

0.011 

0.200 

0.030 

14.84 

Safe 

Hoongaon Kalan 

0815000702011800 

0.10 

0.04 

810.90 

0.05 

- 

0.05 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.057 

0.003 

0.054 

0.059 

109.06 

Over Exploited 



0.10 

0.04 

752.45 

0.05 

- 

0.05 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.060 

0.003 

0.057 

0.053 

92.77 

Critical 

Hoongaon Khurd 

0815000702011700 

0.10 

0.00 

62,282.35 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.00 

28,411.44 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Indra Nagar 

0820000502430800 

0.12 

0.23 

137.60 

0.28 

0.01 

0.29 

0.02 

0.22 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.309 

0.015 

0.293 

0.240 

81.91 

Semi Critical 

Indrokon Ki Dhani 

0820000402429500 

0.06 

0.06 

85.95 

0.07 

0.01 

0.07 

0.01 

0.16 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.081 

0.004 

0.077 

0.034 

44.53 

Safe 



0.06 

0.06 

75.34 

0.08 

0.01 

0.08 

0.01 

0.17 

- 

- 

0.0008 

0.0010 

0.008 

0.010 

0.010 

0.091 

0.005 

0.086 

0.035 

40.76 

Safe 

Jadan Jageer 

0820000602440300 

0.10 

0.34 

564.51 

0.40 

0.02 

0.43 

0.02 

0.30 

- 

0.1600 

- 

- 

0.003 

0.163 

0.163 

0.590 

0.029 

0.560 

1.488 

265.69 

Over Exploited 

Jadan Khalsa 

0820000602440200 

0.10 

0.73 

399.49 

0.88 

0.06 

0.94 

0.02 

0.31 

- 

0.1600 

- 

- 

0.020 

0.180 

0.180 

1.124 

0.056 

1.068 

1.468 

137.44 

Over Exploited 

Jheetra 

0820000402429600 

0.06 

0.14 

(45.60) 

0.11 

0.00 

0.11 

0.03 

0.33 

- 

0.0100 

0.0009 

0.0011 

0.002 

0.014 

0.014 

0.124 

0.006 

0.118 

0.073 

62.30 

Safe 

Kala Pipal Ki Dhani 

0820000402429800 

0.06 

0.26 

(50.97) 

0.21 

0.03 

0.24 

0.03 

0.33 

- 

0.0200 

0.0017 

0.0021 

0.034 

0.057 

0.057 

0.297 

0.015 

0.282 

0.127 

45.18 

Safe 

Kalali 

0820000402427700 

0.07 

0.00 

11,687.82 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

563.23 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Younger Alluvium 

11.570 

1.00 

0.080 

0.01 

0.00 

0.00 

0.00 

0.01 

0.92 

0.72 

0.00 

0.029 

0.12 

0.16 






Sardar Samand 

Command 

Phyllite & Schist 

7.859 

1.00 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.12 

0.10 

0.00 

0.020 

0.08 

0.11 







Command 

Younger Alluvium 

7.664 

1.00 

0.080 

0.01 

0.00 

0.00 

0.00 

0.01 

0.61 

0.48 

0.00 

0.019 

0.08 

0.10 


Kanawas 

0820000302414100 

11.958 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

11.958 

3.07 

0.020 

0.07 

0.01 

0.00 

0.00 

0.01 

0.78 

0.64 

0.23 

0.032 

0.30 

0.37 



0820000402429000 

6.972 

Saline 

Non-command 

Non-command 

Erinpura Granite 

6.970 

2.80 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.39 

0.31 

0.00 

0.018 

0.32 

0.40 


Karniyali 

0815000602002000 

15.864 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.390 

0.73 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.16 

0.01 

0.012 

0.07 

0.09 







Non-command 

Younger Alluvium 

4.779 

0.73 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.43 

0.34 

0.02 

0.016 

0.10 

0.12 


Khamal 

0820000302413900 

29.328 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.671 

2.05 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.47 

0.39 

0.09 

0.029 

0.11 

0.13 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

18.596 

2.05 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.80 

0.66 

0.14 

0.051 

0.19 

0.23 


Khandi 

0820000402423300 

20.878 

Saline 

Non-command 

Non-command 

Older Alluvium 

14.733 

1.01 

0.060 

0.01 

0.00 

0.00 

0.00 

0.01 

0.90 

0.71 

0.01 

0.037 

0.22 

0.28 







Non-command 

Younger Alluvium 

6.080 

1.01 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.50 

0.40 

0.01 

0.015 

0.09 

0.12 


Kharda 

0820000402428600 

40.174 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.101 

2.73 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.00 

0.003 

0.01 

0.01 







Non-command 

Erinpura Granite 

18.429 

2.73 

0.020 

0.02 

0.00 

0.00 

0.00 

0.48 

0.54 

0.42 

0.00 

0.047 

0.14 

0.18 






Kharda Bund 

Command 

Phyllite & Schist 

2.689 

2.73 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.00 

0.007 

0.02 

0.03 







Command 

Erinpura Granite 

2.642 

2.73 

0.020 

0.00 

0.00 

0.00 

0.00 

0.48 

-0.34 

-0.27 

0.00 

0.007 

0.02 

0.03 


Khardi 

0820000602440500 

23.753 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.858 

7.64 

0.025 

0.09 

0.00 

0.00 

0.00 

0.00 

1.40 

1.08 

0.32 

0.017 

0.08 

0.10 


Khariya Soda 

0820000302416700 

10.498 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.783 

-0.23 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.013 

0.14 

0.15 


Khetawas 

0820000502430600 

12.968 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.007 

1.23 

0.025 

0.12 

0.02 

0.00 

0.00 

0.01 

0.33 

0.30 

0.46 

0.032 

0.22 

0.25 


Lalki 

0820000402427200 

29.143 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.034 

1.31 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.31 

0.00 

0.013 

0.05 

0.07 







Non-command 

Younger Alluvium 

0.842 

1.31 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.00 

0.002 

0.01 

0.01 


Lanera 

0820000302411000 

13.784 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

1.07 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

12.708 

1.07 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

1.37 

1.16 

0.01 

0.035 

0.28 

0.34 


Madpuriya 

0820000402429700 

5.653 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.354 

1.18 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.02 






Sardar Samand 

Command 

Phyllite & Schist 

5.299 

1.18 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.02 

0.013 

0.28 

0.34 


Malkosni 

0815000702012900 

22.504 

Fresh 

Jaswant Sagar 

Command 

Older Alluvium 

2.895 

-0.15 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.012 

0.05 

0.04 





Saline 

Jaswant Sagar 

Command 

Older Alluvium 

0.070 

-0.15 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Malpuriya Kalan 

0820000302414200 

10.939 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.939 

4.73 

0.020 

0.05 

0.01 

0.00 

0.00 

0.01 

1.07 

0.88 

0.16 

0.030 

0.30 

0.36 


Malpuriya Khurd 

0820000302414000 

8.597 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.597 

2.84 

0.020 

0.04 

0.00 

0.00 

0.00 

0.06 

0.47 

0.39 

0.11 

0.023 

0.30 

0.37 


Mamawas 

0820000302416400 

6.413 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.400 

-0.23 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.012 

0.21 

0.25 


Mandli Darjiyan 

0820000402429300 

13.126 

Saline 

Sardar Samand 

Command 

Phyllite & Schist 

13.126 

1.49 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.31 

0.25 

0.07 

0.033 

0.31 

0.39 


Moklasani 

0815000401970400 

20.537 

Saline 

Non-command 

Non-command 

Older Alluvium 

11.538 

1.78 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.65 

1.36 

0.00 

0.040 

0.17 

0.21 


Moriya 

0820000402426600 

11.694 

Saline 

Non-command 

Non-command 

Younger Alluvium 

4.317 

1.08 

0.080 

0.00 

0.00 

0.00 

0.00 

0.01 

0.37 

0.29 

0.00 

0.011 

0.12 

0.15 






Kharda Bund 

Command 

Younger Alluvium 

2.327 

1.08 

0.080 

0.00 

0.00 

0.00 

0.00 

0.01 

0.19 

0.15 

0.00 

0.006 

0.06 

0.08 


Mukanpura 

0820000402428100 

10.100 

Saline 

Non-command 

Non-command 

Younger Alluvium 

6.370 

0.96 

0.080 

0.01 

0.00 

0.00 

0.00 

0.01 

0.49 

0.38 

0.01 

0.016 

0.20 

0.25 






Sardar Samand 

Command 

Phyllite & Schist 

2.318 

0.96 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.006 

0.07 

0.09 







Command 

Younger Alluvium 

1.412 

0.96 

0.080 

0.00 

0.00 

0.00 

0.00 

0.01 

0.10 

0.08 

0.00 

0.004 

0.04 

0.06 


Murdiya 

0820000402423000 

13.356 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.036 

0.68 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nai Dhani 

0820000302411900 

7.642 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.001 

1.73 

0.020 

0.00 

0.00 

0.00 

0.00 

0.17 

-0.17 

-0.14 

0.00 

0.000 

0.00 

0.00 


Napawas 

0820000302411400 

9.119 

Saline 

Non-command 

Non-command 

Older Alluvium 

9.119 

1.81 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

1.66 

1.37 

0.00 

0.025 

0.30 

0.36 


Neembli Bramnan 

0820000402427100 

15.671 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.649 

2.01 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.68 

0.53 

0.00 

0.014 

0.11 

0.14 


Neembli Patelan 

0820000402427000 

18.707 

Saline 

Non-command 

Non-command 

Older Alluvium 

10.276 

1.81 

0.060 

0.01 

0.00 

0.00 

0.00 

0.01 

1.12 

0.88 

0.00 

0.026 

0.17 

0.22 


Neembli Urra 

0820000402430000 

28.642 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

9.786 

1.57 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.23 

0.19 

0.00 

0.025 

0.11 

0.13 







Non-command 

Erinpura Granite 

3.740 

1.57 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

0.11 

0.09 

0.00 

0.009 

0.04 

0.05 






Sardar Samand 

Command 

Phyllite & Schist 

9.962 

1.57 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.24 

0.20 

0.00 

0.025 

0.11 

0.13 







Command 

Erinpura Granite 

5.154 

1.57 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

0.16 

0.13 

0.00 

0.013 

0.06 

0.07 


Nimbara 

0820000502430100 

7.475 

Saline 

Non-command 

Non-command 

Erinpura Granite 

6.170 

1.71 

0.020 

0.07 

0.01 

0.00 

0.00 

0.01 

0.26 

0.23 

0.26 

0.025 

0.29 

0.33 


Pabupura Bhatan 

0815000401970500 

6.847 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.399 

1.81 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.00 

0.001 

0.02 

0.02 







Non-command 

Phyllite & Schist 

0.704 

1.81 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.002 

0.03 

0.04 







Non-command 

Younger Alluvium 

5.446 

1.81 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

1.19 

0.97 

0.00 

0.019 

0.24 

0.29 


Pachchwa Khurd 

0820000302412200 

7.512 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.014 

1.65 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Padasala Kalan 

0815000702012700 

18.023 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.010 

-0.15 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.034 

0.16 

0.15 






Jaswant Sagar 

Command 

Older Alluvium 

1.453 

-0.15 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.006 

0.03 

0.03 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.090 

-0.15 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.009 

0.04 

0.04 


Padasala Khurd 

0815000702012200 

11.334 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.987 

0.50 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.36 

0.35 

0.01 

0.030 

0.21 

0.22 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.669 

0.50 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.00 

0.007 

0.05 

0.05 


Pali (MCI) 

0820000542004000 

97.271 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.750 

2.45 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.02 

0.000 

0.01 

0.01 


Parasla Kalan 

0820000502431400 

19.518 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.112 

3.57 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.21 

0.15 

0.05 

0.008 

0.03 

0.05 


Peepaliya Ki Dhani 

0820000402429900 

4.785 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.873 

1.25 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.05 

0.04 

0.01 

0.007 

0.18 

0.22 






Sardar Samand 

Command 

Phyllite & Schist 

1.912 

1.25 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.03 

0.02 

0.00 

0.005 

0.12 

0.15 


Potaliya 

0820000302411500 

7.898 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.898 

1.94 

0.100 

0.01 

0.00 

0.00 

0.00 

0.01 

1.54 

1.27 

0.00 

0.021 

0.30 

0.36 


Rajola Kalan 

0820000302410700 

18.467 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.598 

1.36 

0.100 

0.01 

0.00 

0.00 

0.00 

0.01 

1.17 

0.97 

0.00 

0.023 

0.14 

0.17 


Rampura 

0820000402427800 

20.139 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.106 

0.81 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

8.330 

0.81 

0.080 

0.02 

0.00 

0.00 

0.00 

0.01 

0.55 

0.43 

0.04 

0.021 

0.13 

0.17 






Sardar Samand 

Command 

Phyllite & Schist 

2.286 

0.81 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.006 

0.04 

0.05 







Command 

Younger Alluvium 

9.418 

0.81 

0.080 

0.02 

0.00 

0.00 

0.00 

0.01 

0.62 

0.49 

0.04 

0.024 

0.15 

0.19 


Rendari 

0815000602002100 

8.803 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.714 

0.71 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.12 

0.01 

0.009 

0.10 

0.12 



0820000302416800 

11.538 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.380 

0.41 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.06 

0.004 

0.04 

0.06 


Rohat 

0820000402427900 

37.878 

Saline 

Non-command 

Non-command 

Older Alluvium 

21.870 

1.07 

0.060 

0.03 

0.00 

0.00 

0.00 

0.02 

1.41 

1.10 

0.04 

0.055 

0.18 

0.23 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.15 

0.21 

235.69 

0.26 

0.01 

0.27 

0.01 

0.13 

- 

- 

- 

- 

0.016 

0.016 

0.016 

0.283 

0.014 

0.269 

0.029 

10.91 

Safe 



0.06 

0.04 

140.81 

0.05 

0.01 

0.05 

0.01 

0.09 

- 

- 

0.0009 

0.0011 

0.008 

0.010 

0.010 

0.063 

0.003 

0.060 

0.020 

33.18 

Safe 



0.15 

0.09 

406.69 

0.11 

0.01 

0.12 

0.01 

0.09 

- 

- 

0.0009 

0.0011 

0.016 

0.018 

0.018 

0.141 

0.007 

0.134 

0.019 

14.53 

Safe 

Kanawas 

0820000302414100 

0.08 

0.29 

119.85 

0.35 

0.02 

0.37 

0.02 

0.33 

- 

0.0300 

- 

- 

0.016 

0.046 

0.046 

0.414 

0.021 

0.393 

0.259 

65.98 

Safe 


0820000402429000 

0.08 

0.18 

75.39 

0.21 

0.01 

0.22 

0.02 

0.34 

- 

- 

- 

- 

0.010 

0.010 

0.010 

0.228 

0.011 

0.217 

0.018 

8.14 

Safe 

Karniyali 

0815000602002000 

0.10 

0.02 

611.63 

0.03 

- 

0.03 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.028 

0.001 

0.026 

0.018 

67.29 

Safe 



0.15 

0.07 

392.11 

0.08 

- 

0.08 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.083 

0.004 

0.078 

0.033 

42.71 

Safe 

Khamal 

0820000302413900 

0.08 

0.09 

310.75 

0.11 

- 

0.11 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.123 

0.006 

0.117 

0.123 

105.37 

Over Exploited 



0.08 

0.29 

132.15 

0.34 

0.01 

0.35 

0.02 

0.21 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.373 

0.019 

0.354 

0.186 

52.39 

Safe 

Khandi 

0820000402423300 

0.07 

0.23 

208.19 

0.28 

0.01 

0.28 

0.02 

0.24 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.292 

0.015 

0.278 

0.047 

17.05 

Safe 



0.15 

0.08 

371.81 

0.10 

- 

0.10 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.101 

0.005 

0.096 

0.021 

22.22 

Safe 

Kharda 

0820000402428600 

0.06 

0.00 

6,072.69 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.003 

427.70 

Over Exploited 



0.08 

0.21 

98.68 

0.26 

0.48 

0.74 

0.01 

0.16 

- 

- 

- 

- 

0.726 

0.726 

0.726 

1.466 

0.073 

1.393 

0.047 

3.35 

Safe 



0.06 

0.00 

2,429.16 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.007 

175.10 

Over Exploited 



0.08 

0.00 

(6,171.95) 

0.00 

0.48 

0.49 

0.00 

0.02 

- 

- 

- 

- 

0.726 

0.726 

0.726 

1.213 

0.061 

1.153 

0.007 

0.58 

Safe 

Khardi 

0820000602440500 

0.10 

0.05 

1,890.87 

0.07 

- 

0.07 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.075 

0.004 

0.071 

0.338 

472.85 

Over Exploited 

Khariya Soda 

0820000302416700 

0.08 

0.05 

- 

0.05 

0.00 

0.05 

0.01 

0.15 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.064 

0.006 

0.057 

0.143 

249.38 

Over Exploited 

Khetawas 

0820000502430600 

0.12 

0.21 

39.87 

0.25 

0.03 

0.29 

0.02 

0.24 

- 

0.0500 

- 

- 

0.016 

0.067 

0.067 

0.352 

0.018 

0.334 

0.489 

146.41 

Over Exploited 

Lalki 

0820000402427200 

0.07 

0.02 

1,513.82 

0.02 

0.00 

0.03 

0.00 

0.06 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.029 

0.001 

0.027 

0.013 

46.51 

Safe 



0.15 

0.00 

5,946.10 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.002 

163.88 

Over Exploited 

Lanera 

0820000302411000 

0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.43 

167.43 

0.52 

0.00 

0.52 

0.03 

0.31 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.531 

0.027 

0.504 

0.043 

8.43 

Safe 

Madpuriya 

0820000402429700 

0.06 

0.00 

889.46 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.004 

0.000 

0.004 

0.001 

21.16 

Safe 



0.06 

0.09 

(4.90) 

0.08 

0.00 

0.09 

0.03 

0.31 

- 

- 

0.0006 

0.0008 

0.002 

0.004 

0.004 

0.089 

0.004 

0.085 

0.031 

36.97 

Safe 

Malkosni 

0815000702012900 

0.10 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.024 

0.002 

0.021 

0.121 

566.17 

Over Exploited 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Malpuriya Kalan 

0820000302414200 

0.08 

0.26 

236.14 

0.31 

0.02 

0.33 

0.03 

0.32 

- 

0.0200 

- 

- 

0.008 

0.028 

0.028 

0.358 

0.018 

0.340 

0.189 

55.55 

Safe 

Malpuriya Khurd 

0820000302414000 

0.08 

0.21 

85.40 

0.25 

0.06 

0.31 

0.03 

0.33 

- 

0.0100 

- 

- 

0.085 

0.095 

0.095 

0.404 

0.020 

0.384 

0.134 

35.02 

Safe 

Mamawas 

0820000302416400 

0.08 

0.07 

- 

0.07 

0.00 

0.08 

0.02 

0.23 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.091 

0.009 

0.082 

0.120 

146.50 

Over Exploited 

Mandli Darjiyan 

0820000402429300 

0.06 

0.24 

0.70 

0.25 

0.01 

0.26 

0.02 

0.33 

- 

0.0100 

0.0013 

0.0013 

0.014 

0.027 

0.027 

0.283 

0.014 

0.269 

0.098 

36.57 

Safe 

Moklasani 

0815000401970400 

0.10 

0.19 

598.24 

0.23 

0.00 

0.24 

0.02 

0.19 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.245 

0.012 

0.233 

0.040 

17.07 

Safe 

Moriya 

0820000402426600 

0.15 

0.08 

280.80 

0.09 

0.01 

0.10 

0.01 

0.13 

- 

- 

- 

- 

0.012 

0.012 

0.012 

0.112 

0.006 

0.106 

0.011 

10.32 

Safe 



0.15 

0.02 

593.30 

0.03 

0.01 

0.03 

0.00 

0.07 

- 

- 

- 

- 

0.012 

0.012 

0.012 

0.047 

0.002 

0.044 

0.006 

13.25 

Safe 

Mukanpura 

0820000402428100 

0.15 

0.19 

102.91 

0.23 

0.01 

0.23 

0.01 

0.21 

- 

- 

- 

- 

0.011 

0.011 

0.011 

0.244 

0.012 

0.231 

0.022 

9.57 

Safe 



0.06 

0.01 

154.73 

0.01 

0.00 

0.01 

0.01 

0.08 

- 

- 

0.0003 

0.0003 

0.001 

0.002 

0.002 

0.014 

0.001 

0.014 

0.006 

43.40 

Safe 



0.15 

0.01 

751.87 

0.01 

0.01 

0.02 

0.00 

0.05 

- 

- 

0.0002 

0.0002 

0.011 

0.011 

0.011 

0.029 

0.001 

0.028 

0.004 

12.96 

Safe 

Murdiya 

0820000402423000 

0.15 

0.00 

34,027.89 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nai Dhani 

0820000302411900 

0.08 

0.00 

########## 

0.00 

0.17 

0.17 

0.00 

0.00 

- 

- 

- 

- 

0.250 

0.250 

0.250 

0.416 

0.021 

0.395 

0.000 

0.00 

Safe 

Napawas 

0820000302411400 

0.12 

0.33 

318.49 

0.39 

0.00 

0.40 

0.03 

0.33 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.405 

0.020 

0.385 

0.025 

6.43 

Safe 

Neembli Bramnan 

0820000402427100 

0.07 

0.04 

1,093.14 

0.05 

0.00 

0.05 

0.01 

0.12 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.056 

0.003 

0.053 

0.014 

26.91 

Safe 

Neembli Patelan 

0820000402427000 

0.07 

0.12 

608.51 

0.15 

0.01 

0.16 

0.01 

0.19 

- 

- 

- 

- 

0.010 

0.010 

0.010 

0.166 

0.008 

0.158 

0.026 

16.53 

Safe 

Neembli Urra 

0820000402430000 

0.06 

0.06 

201.07 

0.08 

0.01 

0.08 

0.01 

0.12 

- 

- 

- 

- 

0.012 

0.012 

0.012 

0.097 

0.005 

0.092 

0.025 

26.87 

Safe 



0.08 

0.01 

641.58 

0.01 

0.01 

0.02 

0.00 

0.05 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.030 

0.001 

0.028 

0.009 

33.33 

Safe 



0.06 

0.07 

195.64 

0.08 

0.01 

0.09 

0.01 

0.12 

- 

- 

0.0010 

0.0010 

0.012 

0.014 

0.014 

0.102 

0.005 

0.097 

0.025 

26.07 

Safe 



0.08 

0.02 

445.63 

0.03 

0.01 

0.03 

0.01 

0.06 

- 

- 

0.0005 

0.0005 

0.009 

0.010 

0.010 

0.044 

0.002 

0.042 

0.013 

30.98 

Safe 

Nimbara 

0820000502430100 

0.08 

0.14 

58.47 

0.17 

0.02 

0.19 

0.03 

0.32 

- 

0.0300 

- 

- 

0.018 

0.048 

0.048 

0.242 

0.012 

0.230 

0.289 

125.31 

Over Exploited 

Pabupura Bhatan 

0815000401970500 

0.10 

0.00 

6,649.23 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

172.81 

Over Exploited 



0.07 

0.00 

1,266.11 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.002 

139.83 

Over Exploited 



0.15 

0.20 

397.68 

0.23 

0.00 

0.24 

0.02 

0.26 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.238 

0.012 

0.227 

0.019 

8.29 

Safe 

Pachchwa Khurd 

0820000302412200 

0.12 

0.00 

207,367.91 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Padasala Kalan 

0815000702012700 

0.10 

0.13 

- 

0.13 

- 

0.13 

0.02 

0.18 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.138 

0.014 

0.124 

0.093 

75.23 

Semi Critical 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.014 

375.71 

Over Exploited 



0.10 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.001 

0.008 

0.021 

267.51 

Over Exploited 

Padasala Khurd 

0815000702012200 

0.10 

0.15 

132.77 

0.18 

- 

0.18 

0.02 

0.23 

- 

- 

- 

- 

- 

- 

- 

0.179 

0.009 

0.170 

0.038 

22.40 

Safe 



0.10 

0.01 

847.14 

0.01 

- 

0.01 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.001 

0.010 

0.007 

74.02 

Semi Critical 

Pali (MCI) 

0820000542004000 

0.12 

0.00 

6,899.94 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.018 

1,132.43 

Over Exploited 

Parasla Kalan 

0820000502431400 

0.12 

0.01 

1,711.27 

0.01 

- 

0.01 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.020 

0.001 

0.019 

0.062 

334.18 

Over Exploited 

Peepaliya Ki Dhani 

0820000402429900 

0.06 

0.03 

20.70 

0.04 

0.01 

0.05 

0.02 

0.20 

- 

- 

- 

- 

0.012 

0.012 

0.012 

0.058 

0.003 

0.055 

0.014 

26.06 

Safe 



0.06 

0.01 

64.79 

0.02 

0.01 

0.02 

0.01 

0.13 

- 

- 

0.0002 

0.0003 

0.012 

0.013 

0.013 

0.037 

0.002 

0.036 

0.009 

24.85 

Safe 

Potaliya 

0820000302411500 

0.12 

0.28 

350.48 

0.34 

0.01 

0.34 

0.03 

0.33 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.351 

0.018 

0.334 

0.021 

6.42 

Safe 

Rajola Kalan 

0820000302410700 

0.12 

0.15 

569.88 

0.17 

0.01 

0.18 

0.01 

0.15 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.188 

0.009 

0.179 

0.023 

13.07 

Safe 

Rampura 

0820000402427800 

0.07 

0.00 

32,976.44 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.16 

166.50 

0.19 

0.01 

0.20 

0.01 

0.14 

- 

0.0100 

- 

- 

0.014 

0.024 

0.024 

0.227 

0.011 

0.215 

0.057 

26.51 

Safe 



0.06 

0.00 

333.93 

0.01 

0.00 

0.01 

0.00 

0.04 

- 

- 

0.0003 

0.0003 

0.001 

0.002 

0.002 

0.009 

0.000 

0.008 

0.013 

157.01 

Over Exploited 



0.15 

0.21 

135.19 

0.25 

0.01 

0.26 

0.01 

0.16 

- 

0.0100 

0.0011 

0.0014 

0.014 

0.026 

0.026 

0.283 

0.014 

0.269 

0.066 

24.48 

Safe 

Rendari 

0815000602002100 

0.10 

0.03 

354.28 

0.03 

0.00 

0.03 

0.01 

0.11 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.033 

0.002 

0.032 

0.015 

48.41 

Safe 


0820000302416800 

0.08 

0.00 

227.41 

0.01 

0.01 

0.02 

0.00 

0.05 

- 

- 

- 

- 

0.016 

0.016 

0.016 

0.032 

0.002 

0.030 

0.061 

200.82 

Over Exploited 

Rohat 

0820000402427900 

0.07 

0.28 

298.48 

0.33 

0.02 

0.35 

0.01 

0.19 

- 

0.0100 

- 

- 

0.034 

0.044 

0.044 

0.399 

0.020 

0.379 

0.093 

24.66 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Younger Alluvium 

11.334 

1.07 

0.080 

0.01 

0.00 

0.00 

0.00 

0.04 

0.94 

0.73 

0.01 

0.029 

0.09 

0.12 






Sardar Samand 

Command 

Younger Alluvium 

0.026 

1.07 

0.080 

0.00 

0.00 

0.00 

0.00 

0.04 

-0.04 

-0.03 

0.00 

0.000 

0.00 

0.00 


Saji 

082000040242370C 

7.655 

Saline 

Non-command 

Non-command 

Younger Alluvium 

3.208 

1.28 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.26 

0.01 

0.008 

0.13 

0.17 


Sajianpura 

0820000402423600 

14.415 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.206 

1.05 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.00 

0.01 


Sanpa 

0820000502430700 

7.100 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.100 

2.99 

0.025 

0.16 

0.02 

0.00 

0.00 

0.00 

0.67 

0.55 

0.60 

0.028 

0.32 

0.39 


Sanwalta Kalan 

0820000402427400 

40.140 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.003 

1.12 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Phyllite & Schist 

2.448 

1.12 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.006 

0.02 

0.02 







Non-command 

Younger Alluvium 

10.049 

1.12 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.91 

0.73 

0.00 

0.025 

0.08 

0.10 


Sanwalta Khurd 

0820000402427500 

19.488 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

7.667 

1.20 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.12 

0.01 

0.019 

0.12 

0.15 







Non-command 

Younger Alluvium 

11.533 

1.20 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.12 

0.89 

0.01 

0.029 

0.18 

0.23 






Sardar Samand 

Command 

Phyllite & Schist 

0.055 

1.20 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sardar Samand 

0820000302412000 

34.650 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

20.477 

1.62 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.70 

0.58 

0.08 

0.056 

0.18 

0.21 






Sardar Samand 

Command 

Phyllite & Schist 

1.501 

1.62 

0.020 

0.00 

0.00 

0.00 

0.00 

0.22 

-0.17 

-0.14 

0.01 

0.004 

0.01 

0.02 


Sawaipura 

0820000402428300 

11.383 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.039 

1.79 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Erinpura Granite 

10.836 

1.79 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.40 

0.32 

0.00 

0.027 

0.30 

0.38 


Singari 

0820000402426700 

16.663 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.360 

0.82 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.01 

0.01 







Non-command 

Younger Alluvium 

7.796 

0.82 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.52 

0.41 

0.00 

0.020 

0.15 

0.19 






Kharda Bund 

Command 

Younger Alluvium 

8.507 

0.82 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.56 

0.44 

0.01 

0.022 

0.16 

0.20 


Sinla 

0820000602440400 

41.804 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.982 

5.90 

0.025 

0.13 

0.01 

0.00 

0.00 

0.00 

1.59 

2.12 

0.47 

0.025 

0.06 

0.05 


Sobrawas 

0820000302411800 

15.096 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.203 

1.99 

0.100 

0.06 

0.01 

0.00 

0.00 

0.01 

0.68 

0.56 

0.22 

0.009 

0.06 

0.08 







Non-command 

Phyllite & Schist 

0.526 

1.99 

0.020 

0.01 

0.00 

0.00 

0.00 

0.10 

-0.07 

-0.06 

0.03 

0.001 

0.01 

0.01 


Sonailakha 

0820000402423500 

21.642 

Saline 

Non-command 

Non-command 

Younger Alluvium 

14.518 

0.97 

0.080 

0.02 

0.00 

0.00 

0.00 

0.02 

1.14 

0.91 

0.02 

0.037 

0.21 

0.27 






Kharda Bund 

Command 

Younger Alluvium 

0.563 

0.97 

0.080 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.00 

0.001 

0.01 

0.01 


Sowaniya 

0820000502430500 

14.703 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

14.703 

1.96 

0.025 

0.10 

0.01 

0.00 

0.00 

0.06 

0.75 

0.63 

0.32 

0.059 

0.32 

0.38 


Sundarda 

0820000302414700 

7.187 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.278 

1.69 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.02 


Surayta 

0820000302414500 

39.320 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

25.871 

3.66 

0.020 

0.11 

0.01 

0.00 

0.00 

0.00 

1.99 

1.55 

0.35 

0.070 

0.21 

0.27 


Talka 

0820000602440100 

15.107 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

15.107 

4.23 

0.025 

0.06 

0.01 

0.00 

0.00 

0.03 

1.62 

1.21 

0.19 

0.037 

0.29 

0.39 


Vishawas 

0815000602002200 

6.213 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.267 

0.42 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.02 


Vishnu Ki Dhani 

0815000602002300 

6.958 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.604 

0.50 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.002 

0.03 

0.04 

11003012 

Bagariya 

0820000402429100 

23.882 

Saline 

Non-command 

Non-command 

Erinpura Granite 

6.940 

2.11 

0.020 

0.01 

0.00 

0.00 

0.00 

0.03 

0.28 

0.24 

0.00 

0.018 

0.10 

0.12 


Baldo Ki Dhani 

0820000502434100 

7.545 

Saline 

Non-command 

Non-command 

Erinpura Granite 

1.379 

2.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.01 

0.005 

0.06 

0.07 


Bhalelao 

0820000502430200 

17.282 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.081 

1.31 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.232 

1.31 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.00 

0.01 







Non-command 

Erinpura Granite 

0.765 

1.31 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.003 

0.02 

0.02 


Gajangarh 

0820000402428500 

25.454 

Saline 

Non-command 

Non-command 

Erinpura Granite 

15.244 

2.87 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.88 

0.73 

0.00 

0.039 

0.20 

0.24 


Kanawas 

0820000402429000 

6.972 

Saline 

Non-command 

Non-command 

Erinpura Granite 

0.001 

2.80 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

-0.01 

0.00 

0.000 

0.00 

0.00 


Kharda 

0820000402428600 

40.174 

Saline 

Non-command 

Non-command 

Erinpura Granite 

14.545 

2.73 

0.020 

0.01 

0.00 

0.00 

0.00 

0.48 

0.32 

0.25 

0.00 

0.037 

0.11 

0.15 






Kharda Bund 

Command 

Erinpura Granite 

0.000 

2.73 

0.020 

0.00 

0.00 

0.00 

0.00 

0.48 

-0.48 

-0.38 

0.00 

0.000 

0.00 

0.00 


Nimbara 

0820000502430100 

7.475 

Saline 

Non-command 

Non-command 

Erinpura Granite 

1.305 

1.71 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.04 

0.04 

0.05 

0.005 

0.06 

0.07 


Pali (MCI) 

0820000542004000 

97.271 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.657 

2.45 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.31 

0.28 

0.08 

0.000 

0.02 

0.02 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.523 

2.45 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.14 

0.02 

0.000 

0.01 

0.01 







Non-command 

Erinpura Granite 

12.482 

2.45 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.63 

0.58 

0.08 

0.000 

0.05 

0.05 


Punayta 

0820000520900001 

12.675 

Saline 

Non-command 

Non-command 

Erinpura Granite 

0.625 

2.55 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.002 

0.02 

0.02 

11003013 

Amarpura(Khera Kalan) 

0821000402531200 

1.450 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.162 

4.88 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.05 

0.05 


Asan(Khera Kalan) 

0821000402532900 

0.581 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.581 

3.04 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.13 

0.003 

0.44 

0.48 


Baghmal 

0821000402532800 

5.238 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.235 

4.07 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.49 

0.45 

0.23 

0.025 

0.44 

0.47 


Bagri 

0820000302417700 

67.964 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.017 

2.03 

0.020 

0.00 

0.00 

0.00 

0.00 

0.02 

-0.02 

-0.02 

0.00 

0.000 

0.00 

0.00 







Non-command 

Erinpura Granite 

0.622 

2.03 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.002 

0.00 

0.00 


Bali 

0825000102960100 

14.954 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.831 

3.73 

0.020 

0.03 

0.00 

0.00 

0.00 

0.03 

0.44 

0.41 

0.09 

0.034 

0.17 

0.18 


Bamanhera 

0821000402532100 

5.481 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.481 

4.56 

0.020 

0.06 

0.01 

0.00 

0.00 

0.01 

0.54 

0.50 

0.20 

0.027 

0.44 

0.47 


Banjari 

0821000402532400 

8.037 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.067 

3.96 

0.020 

0.19 

0.03 

0.00 

0.00 

0.00 

0.64 

0.60 

0.70 

0.029 

0.33 

0.36 


Barakhan 

0821000402533200 

1.547 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.547 

2.97 

0.020 

0.04 

0.01 

0.00 

0.00 

0.01 

0.11 

0.10 

0.14 

0.007 

0.44 

0.48 


Been 

0821000402532500 

1.983 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.148 

3.77 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.03 

0.04 


Belpana 

0820000202402000 

14.014 

Fresh 

Non-command 

Non-command 

Gneisses 

6.264 

4.50 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.61 

0.59 

0.19 

0.031 

0.19 

0.20 


Bhawan 

0820000602445300 

10.354 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.762 

2.59 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.08 

0.004 

0.07 

0.08 


Bhim 

0825000102962300 

9.219 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

4.83 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bujarel 

0821000402533800 

1.821 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.853 

3.01 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.02 

0.004 

0.21 

0.23 


Charpalan 

0821000402532000 

14.139 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

11.457 

3.93 

0.020 

0.11 

0.01 

0.00 

0.00 

0.00 

1.00 

0.94 

0.37 

0.055 

0.35 

0.37 


Dadi 

0820000302421500 

6.122 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

2.822 

3.95 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.26 

0.25 

0.19 

0.008 

0.19 

0.20 


Dadiya 

0820000602443900 

8.314 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.477 

2.29 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.40 

0.30 

0.11 

0.016 

0.28 

0.37 


Dansariya 

0825000102962700 

5.526 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.006 

3.51 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Deolatan 

0821000402532700 

1.570 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.570 

3.76 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.12 

0.11 

0.05 

0.008 

0.44 

0.47 


Dewal Fatehpura 

0821000402532200 

6.656 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.624 

5.45 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.76 

0.71 

0.17 

0.032 

0.44 

0.47 


Dhandheri 

0820000302418000 

13.860 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.563 

1.79 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.002 

0.01 

0.02 


Dhola Danta(Bara Khan) 

0821000402533600 

1.311 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.559 

3.00 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.04 

0.003 

0.19 

0.21 


Dhoondha Lambodi 

0820000302420400 

14.536 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

2.514 

1.77 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.06 

0.007 

0.07 

0.08 


Dhundhala 

0820000602443800 

12.941 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.243 

1.73 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.04 

0.003 

0.03 

0.04 


Gajnai 

0820000302421600 

6.399 

Fresh 

Non-command 

Non-command 

Gneisses 

4.964 

3.90 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.21 

0.20 

0.07 

0.013 

0.33 

0.34 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.15 

0.16 

360.47 

0.19 

0.04 

0.23 

0.01 

0.10 

- 

- 

- 

- 

0.062 

0.062 

0.062 

0.295 

0.015 

0.280 

0.041 

14.52 

Safe 



0.15 

0.00 

########## 

0.00 

0.04 

0.04 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

0.062 

0.062 

0.062 

0.104 

0.005 

0.099 

0.000 

0.07 

Safe 

Saji 

0820000402423700 

0.15 

0.06 

300.27 

0.08 

0.00 

0.08 

0.01 

0.15 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.089 

0.004 

0.085 

0.014 

16.67 

Safe 

Sajianpura 

0820000402423600 

0.15 

0.00 

9,685.95 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Sanpa 

0820000502430700 

0.12 

0.28 

101.08 

0.33 

0.02 

0.35 

0.03 

0.35 

- 

0.1100 

- 

- 

0.002 

0.112 

0.112 

0.464 

0.023 

0.441 

0.629 

142.61 

Over Exploited 

Sanwalta Kalan 

0820000402427400 

0.07 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

1,066.18 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.006 

0.000 

0.006 

0.006 

106.42 

Over Exploited 



0.15 

0.12 

528.29 

0.14 

0.00 

0.14 

0.01 

0.08 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.148 

0.007 

0.141 

0.025 

18.08 

Safe 

Sanwalta Khurd 

0820000402427500 

0.06 

0.06 

112.10 

0.07 

- 

0.07 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.067 

0.003 

0.063 

0.026 

41.63 

Safe 



0.15 

0.32 

181.82 

0.38 

0.00 

0.38 

0.02 

0.20 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.389 

0.019 

0.370 

0.041 

11.14 

Safe 



0.06 

0.00 

27,675.71 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sardar Samand 

0820000302412000 

0.08 

0.29 

101.65 

0.34 

- 

0.34 

0.02 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.355 

0.018 

0.337 

0.134 

39.65 

Safe 



0.08 

0.00 

(9,321.96) 

0.00 

0.22 

0.22 

0.00 

0.01 

- 

- 

0.0002 

0.0002 

0.331 

0.332 

0.332 

0.554 

0.028 

0.526 

0.012 

2.29 

Safe 

Sawaipura 

0820000402428300 

0.15 

0.00 

68,271.97 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.26 

19.92 

0.32 

- 

0.32 

0.02 

0.33 

- 

- 

- 

- 

- 

- 

- 

0.316 

0.016 

0.300 

0.027 

9.16 

Safe 

Singari 

0820000402426700 

0.07 

0.00 

7,942.47 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.15 

0.17 

134.96 

0.21 

0.00 

0.21 

0.01 

0.16 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.214 

0.011 

0.203 

0.020 

9.72 

Safe 



0.15 

0.21 

115.10 

0.25 

0.00 

0.25 

0.01 

0.17 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.254 

0.013 

0.241 

0.028 

11.44 

Safe 

Sinla 

0820000602440400 

0.10 

0.06 

3,392.16 

0.07 

0.01 

0.08 

0.00 

0.06 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.133 

0.007 

0.126 

0.499 

395.08 

Over Exploited 

Sobrawas 

0820000302411800 

0.12 

0.02 

2,227.57 

0.03 

0.02 

0.04 

0.01 

0.07 

- 

0.0400 

- 

- 

0.008 

0.048 

0.048 

0.092 

0.005 

0.087 

0.226 

258.65 

Over Exploited 



0.08 

0.00 

(13,914.86) 

0.00 

0.10 

0.10 

0.00 

0.01 

- 

0.0100 

- 

- 

0.155 

0.166 

0.166 

0.269 

0.013 

0.256 

0.035 

13.84 

Safe 

Sonailakha 

0820000402423500 

0.15 

0.47 

94.64 

0.56 

0.02 

0.57 

0.02 

0.23 

- 

- 

- 

- 

0.023 

0.023 

0.023 

0.597 

0.030 

0.567 

0.055 

9.66 

Safe 



0.15 

0.00 

3,172.24 

0.00 

0.02 

0.02 

0.00 

0.01 

- 

- 

- 

- 

0.023 

0.023 

0.023 

0.039 

0.002 

0.037 

0.001 

3.87 

Safe 

Sowaniya 

0820000502430500 

0.12 

0.56 

12.67 

0.63 

0.07 

0.70 

0.03 

0.34 

- 

0.0400 

- 

- 

0.086 

0.126 

0.126 

0.824 

0.041 

0.783 

0.379 

48.38 

Safe 

Sundarda 

0820000302414700 

0.08 

0.00 

2,189.22 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

3,471.16 

Over Exploited 

Surayta 

0820000302414500 

0.08 

0.43 

258.12 

0.52 

0.01 

0.53 

0.02 

0.23 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.571 

0.029 

0.542 

0.415 

76.55 

Semi Critical 

Talka 

0820000602440100 

0.10 

0.44 

172.27 

0.53 

0.04 

0.57 

0.02 

0.32 

- 

0.0200 

- 

- 

0.041 

0.061 

0.061 

0.631 

0.032 

0.599 

0.223 

37.28 

Safe 

Vishawas 

0815000602002200 

0.10 

0.00 

1,792.39 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Vishnu Ki Dhani 

0815000602002300 

0.10 

0.00 

1,042.01 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.002 

109.90 

Over Exploited 

Bagariya 

0820000402429100 

0.08 

0.05 

327.73 

0.07 

0.03 

0.09 

0.01 

0.11 

- 

- 

- 

- 

0.039 

0.039 

0.039 

0.131 

0.007 

0.124 

0.018 

14.13 

Safe 

Baldo Ki Dhani 

0820000502434100 

0.08 

0.01 

663.13 

0.01 

0.00 

0.01 

0.01 

0.07 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.009 

0.000 

0.008 

0.012 

151.70 

Over Exploited 

Bhalelao 

0820000502430200 

0.12 

0.00 

14,680.94 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.09 

0.00 

6,630.68 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.08 

0.00 

1,743.77 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.010 

917.97 

Over Exploited 

Gajangarh 

0820000402428500 

0.08 

0.24 

200.79 

0.29 

- 

0.29 

0.02 

0.22 

- 

- 

- 

- 

- 

- 

- 

0.292 

0.015 

0.278 

0.039 

13.91 

Safe 

Kanawas 

0820000402429000 

0.08 

0.00 

########## 

0.00 

0.01 

0.01 

0.00 

0.00 

- 

- 

- 

- 

0.010 

0.010 

0.010 

0.017 

0.001 

0.016 

0.000 

0.02 

Safe 

Kharda 

0820000402428600 

0.08 

0.13 

88.20 

0.16 

0.48 

0.64 

0.01 

0.12 

- 

- 

- 

- 

0.726 

0.726 

0.726 

1.370 

0.068 

1.301 

0.037 

2.83 

Safe 



0.08 

0.00 

########## 

0.00 

0.48 

0.48 

0.00 

0.00 

- 

- 

- 

- 

0.726 

0.726 

0.726 

1.210 

0.060 

1.149 

0.000 

0.00 

Safe 

Nimbara 

0820000502430100 

0.08 

0.01 

486.13 

0.01 

0.01 

0.02 

0.01 

0.07 

- 

0.0100 

- 

- 

0.018 

0.028 

0.028 

0.047 

0.002 

0.045 

0.055 

123.51 

Over Exploited 

Pali (MCI) 

0820000542004000 

0.12 

0.01 

2,715.63 

0.01 

- 

0.01 

0.00 

0.02 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.022 

0.001 

0.021 

0.076 

366.24 

Over Exploited 



0.09 

0.00 

6,376.89 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.002 

0.017 

686.46 

Over Exploited 



0.08 

0.05 

1,116.55 

0.06 

- 

0.06 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.067 

0.003 

0.063 

0.084 

132.53 

Over Exploited 

Punayta 

0820000520900001 

0.08 

0.00 

3,106.19 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.016 

1,610.14 

Over Exploited 

Amarpura(Khera Kalan) 

0821000402531200 

0.06 

0.00 

2,929.39 

0.00 

0.00 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.013 

817.21 

Over Exploited 

Asan(Khera Kalan) 

0821000402532900 

0.06 

0.02 

275.62 

0.02 

0.00 

0.02 

0.05 

0.49 

0.00 

0.0200 

- 

- 

0.002 

0.022 

0.024 

0.043 

0.002 

0.041 

0.135 

326.27 

Over Exploited 

Baghmal 

0821000402532800 

0.06 

0.14 

217.11 

0.17 

0.01 

0.18 

0.05 

0.49 

0.02 

0.0400 

- 

- 

- 

0.040 

0.057 

0.237 

0.012 

0.225 

0.253 

112.40 

Over Exploited 

Bagri 

0820000302417700 

0.08 

0.00 

########## 

0.00 

0.02 

0.02 

0.00 

0.00 

- 

- 

- 

- 

0.036 

0.036 

0.036 

0.059 

0.003 

0.057 

0.000 

0.08 

Safe 



0.08 

0.00 

14,278.35 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.012 

0.001 

0.012 

0.031 

264.86 

Over Exploited 

Bali 

0825000102960100 

0.04 

0.04 

880.21 

0.05 

0.03 

0.08 

0.02 

0.19 

0.00 

0.0200 

- 

- 

0.044 

0.064 

0.069 

0.148 

0.007 

0.141 

0.122 

86.56 

Semi Critical 

Bamanhera 

0821000402532100 

0.06 

0.15 

239.03 

0.18 

0.02 

0.20 

0.05 

0.49 

0.02 

0.0400 

- 

- 

0.022 

0.063 

0.080 

0.283 

0.014 

0.269 

0.231 

85.83 

Semi Critical 

Banjari 

0821000402532400 

0.06 

0.12 

380.56 

0.15 

0.03 

0.18 

0.04 

0.37 

0.01 

0.1300 

- 

- 

- 

0.130 

0.145 

0.325 

0.016 

0.308 

0.731 

237.19 

Over Exploited 

Barakhan 

0821000402533200 

0.06 

0.04 

141.39 

0.05 

0.02 

0.07 

0.05 

0.49 

0.01 

0.0300 

- 

- 

0.017 

0.047 

0.052 

0.124 

0.006 

0.118 

0.151 

128.70 

Over Exploited 

Been 

0821000402532500 

0.06 

0.00 

3,380.63 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Belpana 

0820000202402000 

0.06 

0.07 

########## 

0.08 

0.01 

0.09 

0.02 

0.21 

0.01 

0.0400 

- 

- 

- 

0.040 

0.049 

0.143 

0.007 

0.136 

0.223 

164.90 

Over Exploited 

Bhawan 

0820000602445300 

0.10 

0.01 

824.17 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.027 

0.001 

0.026 

0.080 

308.43 

Over Exploited 

Bhim 

0825000102962300 

0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bujarel 

0821000402533800 

0.06 

0.01 

412.79 

0.01 

- 

0.01 

0.03 

0.23 

0.00 

- 

- 

- 

- 

- 

0.001 

0.014 

0.001 

0.014 

0.022 

161.84 

Over Exploited 

Charpalan 

0821000402532000 

0.06 

0.24 

########## 

0.29 

0.01 

0.30 

0.04 

0.39 

0.03 

0.0700 

- 

- 

- 

0.070 

0.099 

0.400 

0.020 

0.380 

0.421 

110.79 

Over Exploited 

Dadi 

0820000302421500 

0.08 

0.04 

471.82 

0.05 

0.01 

0.06 

0.02 

0.22 

0.01 

0.0200 

- 

- 

- 

0.020 

0.025 

0.088 

0.004 

0.083 

0.195 

233.31 

Over Exploited 

Dadiya 

0820000602443900 

0.10 

0.18 

67.13 

0.22 

- 

0.22 

0.03 

0.31 

- 

- 

- 

- 

- 

- 

- 

0.217 

0.011 

0.207 

0.127 

61.48 

Safe 

Dansariya 

0825000102962700 

0.04 

0.00 

323,936.70 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Deolatan 

0821000402532700 

0.06 

0.04 

168.66 

0.05 

0.01 

0.07 

0.05 

0.49 

0.01 

0.0100 

- 

- 

0.022 

0.032 

0.037 

0.103 

0.005 

0.098 

0.062 

62.99 

Safe 

Dewal Fatehpura 

0821000402532200 

0.06 

0.18 

298.54 

0.21 

0.01 

0.22 

0.05 

0.49 

0.02 

0.0300 

- 

- 

- 

0.030 

0.051 

0.276 

0.014 

0.262 

0.200 

76.42 

Semi Critical 

Dhandheri 

0820000302418000 

0.08 

0.00 

1,910.28 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.003 

0.000 

0.002 

0.013 

508.32 

Over Exploited 

Dhola Danta(Bara Khan) 

0821000402533600 

0.06 

0.01 

410.37 

0.01 

- 

0.01 

0.02 

0.21 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.019 

0.001 

0.018 

0.039 

219.35 

Over Exploited 

Dhoondha Lambodi 

0820000302420400 

0.08 

0.01 

574.51 

0.02 

0.00 

0.02 

0.01 

0.08 

0.00 

- 

- 

- 

0.005 

0.005 

0.007 

0.027 

0.001 

0.026 

0.065 

250.75 

Over Exploited 

Dhundhala 

0820000602443800 

0.10 

0.00 

1,079.42 

0.01 

- 

0.01 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.043 

905.77 

Over Exploited 

Gajnai 

0820000302421600 

0.06 

0.10 

107.92 

0.12 

- 

0.12 

0.04 

0.37 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.140 

0.007 

0.133 

0.080 

60.65 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 







Non-command 

Erinpura Granite 

0.609 

3.90 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.03 

0.002 

0.04 

0.04 


Ganeshpura (Satoo Khera) 

0821000402533000 

1.359 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.359 

3.02 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.09 

0.007 

0.44 

0.48 


Godaji Ka Gaon 

0825000102961900 

0.507 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.013 

3.80 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Gogela 

0821000402533300 

0.478 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.478 

2.97 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.10 

0.09 

0.30 

0.002 

0.44 

0.48 


Goojargama 

0821000402534200 

1.144 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.649 

3.06 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.00 

0.003 

0.25 

0.27 


Guda Beeja 

0820000302419900 

17.605 

Fresh 

Non-command 

Non-command 

Gneisses 

0.011 

4.00 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Guda Bhadawatan 

0820000302420900 

2.631 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

2.631 

1.09 

0.020 

0.12 

0.01 

0.00 

0.00 

0.00 

0.17 

0.15 

0.46 

0.007 

0.42 

0.47 


Guda Chatura 

0820000302420600 

4.340 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

3.565 

0.90 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.27 

0.010 

0.34 

0.38 


Guda Kalan 

0820000302421200 

13.299 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.764 

2.30 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.20 

0.19 

0.15 

0.010 

0.12 

0.13 







Non-command 

Erinpura Granite 

9.429 

2.30 

0.020 

0.13 

0.02 

0.00 

0.00 

0.00 

0.54 

0.50 

0.48 

0.026 

0.30 

0.33 


Guda Ramsingh 

0820000302421300 

20.268 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.172 

3.24 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.43 

0.40 

0.15 

0.017 

0.13 

0.14 







Non-command 

Gneisses 

0.663 

3.24 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.002 

0.01 

0.01 







Non-command 

Erinpura Granite 

12.234 

3.24 

0.020 

0.11 

0.01 

0.00 

0.00 

0.00 

0.89 

0.83 

0.39 

0.033 

0.26 

0.27 


Guda Shyama 

0820000302421000 

7.408 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

7.292 

1.39 

0.020 

0.11 

0.01 

0.00 

0.00 

0.00 

0.30 

0.28 

0.43 

0.020 

0.42 

0.46 


Guragari 

0820000602444100 

3.315 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.432 

1.23 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.001 

0.05 

0.06 







Non-command 

Erinpura Granite 

0.548 

1.23 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.001 

0.06 

0.07 


Hariya Mali 

0820000302420700 

12.687 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

7.401 

0.94 

0.020 

0.11 

0.01 

0.00 

0.00 

0.00 

0.24 

0.21 

0.41 

0.020 

0.23 

0.26 


Heerawas 

0820000302421400 

6.546 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

3.235 

2.93 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.23 

0.21 

0.17 

0.009 

0.21 

0.22 


Jeejardi 

0820000602445000 

15.616 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

6.335 

1.19 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.19 

0.17 

0.18 

0.016 

0.17 

0.19 


Kalab Kalan 

0820000202401900 

24.880 

Fresh 

Non-command 

Non-command 

Gneisses 

4.040 

3.04 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.29 

0.29 

0.15 

0.020 

0.07 

0.07 


Kantaliya 

0820000602444800 

34.652 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.977 

1.06 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.06 

0.002 

0.01 

0.01 


Karkaro 

0825000102960000 

1.937 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.714 

4.48 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.03 

0.004 

0.16 

0.17 


Ker Khera 

0820000302420800 

6.490 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

6.418 

0.94 

0.020 

0.05 

0.00 

0.00 

0.00 

0.01 

0.17 

0.15 

0.19 

0.017 

0.41 

0.46 


Kharnikhera 

0820000302422100 

10.579 

Fresh 

Non-command 

Non-command 

Gneisses 

6.646 

3.66 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.25 

0.25 

0.00 

0.018 

0.27 

0.27 


Khejariya Ka Bala 

0820000302421900 

8.280 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.002 

3.90 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses 

7.112 

3.90 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.29 

0.28 

0.02 

0.019 

0.37 

0.38 


Khera Kalan 

0821000402532300 

8.717 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.717 

4.31 

0.020 

0.10 

0.01 

0.00 

0.00 

0.03 

0.81 

0.76 

0.35 

0.042 

0.44 

0.47 


Khera Nabra 

0820000302421100 

10.415 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.033 

2.44 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.33 

0.31 

0.12 

0.016 

0.25 

0.27 







Non-command 

Erinpura Granite 

3.703 

2.44 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.20 

0.18 

0.09 

0.010 

0.15 

0.17 


Khodmal 

0821000402531900 

3.647 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.647 

3.14 

0.020 

0.17 

0.04 

0.00 

0.00 

0.01 

0.35 

0.33 

0.65 

0.018 

0.44 

0.46 


Khoriya 

0820000302422000 

8.207 

Fresh 

Non-command 

Non-command 

Gneisses 

5.359 

3.54 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.21 

0.21 

0.05 

0.015 

0.28 

0.28 


Kot Kirana 

0820000202402200 

20.102 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.968 

4.58 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.29 

0.28 

0.04 

0.015 

0.06 

0.07 







Non-command 

Gneisses 

3.324 

4.58 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.32 

0.31 

0.07 

0.017 

0.07 

0.07 


Lakhan Ka Khet 

0820000302421700 

5.936 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.881 

3.88 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.15 

0.03 

0.005 

0.14 

0.14 







Non-command 

Gneisses 

3.252 

3.88 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.13 

0.02 

0.009 

0.23 

0.25 


Mediya 

0821000402533700 

78.618 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

30.871 

3.64 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

2.31 

2.11 

0.04 

0.149 

0.17 

0.19 


Melawas 

0820000602443700 

6.092 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.903 

1.81 

0.025 

0.08 

0.00 

0.00 

0.00 

0.00 

0.21 

0.17 

0.31 

0.007 

0.17 

0.22 


Mewasa 

0821000402531600 

2.790 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.104 

3.28 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.18 

0.17 

0.20 

0.010 

0.33 

0.36 


Negadiya 

0821000402533400 

2.533 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.842 

3.05 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.17 

0.16 

0.28 

0.009 

0.32 

0.35 


Pachunda Kalan 

0820000302417500 

8.565 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.728 

2.54 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.20 

0.15 

0.07 

0.010 

0.16 

0.22 


Pachunda Khurd 

0820000302417600 

6.700 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.771 

2.09 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.13 

0.09 

0.08 

0.008 

0.15 

0.21 


Palri 

0821000402531700 

4.319 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.646 

2.71 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.24 

0.22 

0.12 

0.018 

0.37 

0.40 


Pardi 

0820000602445100 

8.265 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.919 

1.95 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.22 

0.20 

0.14 

0.010 

0.21 

0.23 







Non-command 

Erinpura Granite 

1.103 

1.95 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.05 

0.003 

0.06 

0.06 


Ranata Bhagwanpura 

0821000402532600 

5.888 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.599 

3.29 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.42 

0.39 

0.21 

0.027 

0.42 

0.45 


Rodiyana 

0821000402533500 

1.589 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.632 

3.04 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.06 

0.003 

0.18 

0.19 


Roopnagar Arnali 

0821000402531800 

5.484 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.484 

2.66 

0.020 

0.04 

0.00 

0.00 

0.00 

0.01 

0.32 

0.30 

0.11 

0.027 

0.44 

0.47 


Samapa 

0821000402531500 

2.453 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.485 

3.12 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.02 

0.007 

0.27 

0.29 


Sand Magra 

0820000302421800 

3.612 

Fresh 

Non-command 

Non-command 

Gneisses 

3.384 

3.83 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.13 

0.02 

0.009 

0.40 

0.41 


Sarangwas 

0820000302420500 

10.415 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

1.839 

0.90 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.13 

0.005 

0.07 

0.08 


Satoo Khera 

0821000402533100 

1.825 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.825 

2.97 

0.020 

0.04 

0.01 

0.00 

0.00 

0.02 

0.12 

0.11 

0.14 

0.009 

0.44 

0.48 


Seerma 

0820000202402100 

15.936 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.516 

4.03 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.20 

0.04 

0.013 

0.07 

0.07 







Non-command 

Gneisses 

10.694 

4.03 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.92 

0.87 

0.23 

0.054 

0.29 

0.30 


Sehwaj 

0820000602444000 

9.511 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.087 

1.83 

0.025 

0.21 

0.01 

0.00 

0.00 

0.00 

0.52 

0.42 

0.83 

0.018 

0.28 

0.34 







Non-command 

Erinpura Granite 

0.558 

1.83 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.06 

0.001 

0.02 

0.03 


Siyat 

0820000302417400 

14.316 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.200 

1.79 

0.020 

0.10 

0.00 

0.00 

0.00 

0.00 

0.43 

0.30 

0.38 

0.025 

0.23 

0.33 


Sojat (M) 

0820000342002000 

50.304 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.351 

1.56 

0.020 

0.08 

0.00 

0.00 

0.00 

0.02 

0.16 

0.11 

0.03 

0.216 

0.02 

0.04 


Sojat Road (CT) 

0820000342003000 

7.714 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.458 

1.61 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.030 

0.02 

0.03 

Sub Basin: Jawai | 

11004014 

Agwari 

0818000202287400 

8.007 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.001 

-2.07 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

3.816 

-2.07 

0.100 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.78 

0.014 

0.16 

0.17 






Jawai Dam 

Command 

Younger Alluvium 

2.151 

-2.07 

0.100 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.48 

0.008 

0.09 

0.09 


Ahore 

0818000202286000 

16.766 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.767 

0.91 

0.060 

0.27 

0.01 

0.00 

0.00 

0.00 

0.68 

0.65 

0.53 

0.431 

0.16 

0.17 







Non-command 

Younger Alluvium 

6.319 

0.91 

0.100 

0.26 

0.01 

0.00 

0.00 

0.01 

0.82 

0.78 

0.60 

0.351 

0.13 

0.14 


Akhapura Khuni 

0819000102346400 

2.620 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.218 

1.63 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.04 

0.04 







Non-command 

Erinpura Granite 

0.484 

1.63 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.002 

0.09 

0.08 


Alasan 

0818000302292700 

22.500 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.138 

1.04 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.08 

0.006 

0.02 

0.02 







Non-command 

Younger Alluvium 

1.092 

1.04 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.10 

0.06 

0.006 

0.02 

0.02 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.08 

0.00 

2,690.06 

0.00 

- 

0.00 

0.00 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.031 

1,240.77 

Over Exploited 

Ganeshpura (Satoo Khera) 

0821000402533000 

0.06 

0.04 

149.78 

0.04 

0.00 

0.05 

0.05 

0.49 

0.00 

0.0200 

- 

- 

0.002 

0.022 

0.027 

0.073 

0.004 

0.069 

0.097 

139.99 

Over Exploited 

Godaji Ka Gaon 

0825000102961900 

0.04 

0.00 

13,591.24 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.008 

97,970.40 

Over Exploited 

Gogela 

0821000402533300 

0.06 

0.01 

591.58 

0.02 

0.01 

0.03 

0.05 

0.50 

0.00 

0.0600 

- 

- 

0.000 

0.060 

0.062 

0.087 

0.004 

0.083 

0.302 

364.33 

Over Exploited 

Goojargama 

0821000402534200 

0.06 

0.01 

15,801.69 

0.01 

- 

0.01 

0.03 

0.28 

0.00 

- 

- 

- 

- 

- 

0.001 

0.013 

0.001 

0.012 

0.003 

26.01 

Safe 

Guda Beeja 

0820000302419900 

0.06 

0.00 

268,151.90 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Guda Bhadawatan 

0820000302420900 

0.08 

0.09 

70.60 

0.11 

0.01 

0.12 

0.05 

0.47 

0.01 

0.0500 

- 

- 

- 

0.050 

0.061 

0.178 

0.009 

0.169 

0.464 

274.94 

Over Exploited 

Guda Chatura 

0820000302420600 

0.08 

0.10 

24.71 

0.12 

0.00 

0.12 

0.04 

0.38 

0.01 

0.0100 

- 

- 

0.001 

0.011 

0.022 

0.139 

0.007 

0.132 

0.284 

215.40 

Over Exploited 

Guda Kalan 

0820000302421200 

0.08 

0.04 

415.63 

0.04 

0.01 

0.05 

0.01 

0.14 

0.00 

0.0200 

- 

- 

- 

0.020 

0.024 

0.078 

0.004 

0.074 

0.164 

221.69 

Over Exploited 



0.08 

0.23 

119.88 

0.27 

0.02 

0.29 

0.04 

0.34 

0.03 

0.0500 

- 

- 

- 

0.050 

0.077 

0.371 

0.019 

0.352 

0.503 

142.59 

Over Exploited 

Guda Ramsingh 

0820000302421300 

0.08 

0.06 

528.74 

0.08 

0.01 

0.09 

0.02 

0.14 

0.01 

0.0200 

- 

- 

- 

0.020 

0.028 

0.114 

0.006 

0.109 

0.171 

157.20 

Over Exploited 



0.06 

0.00 

3,534.22 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.007 

980.91 

Over Exploited 



0.08 

0.25 

232.35 

0.30 

0.01 

0.31 

0.03 

0.29 

0.03 

0.0400 

- 

- 

- 

0.040 

0.070 

0.381 

0.019 

0.362 

0.423 

116.82 

Over Exploited 

Guda Shyama 

0820000302421000 

0.08 

0.24 

13.18 

0.28 

0.01 

0.29 

0.05 

0.47 

0.03 

0.0200 

- 

- 

- 

0.020 

0.049 

0.336 

0.017 

0.319 

0.452 

141.54 

Over Exploited 

Guragari 

0820000602444100 

0.10 

0.00 

817.31 

0.00 

- 

0.00 

0.01 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.002 

0.046 

1,891.30 

Over Exploited 



0.08 

0.00 

619.63 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.051 

1,637.31 

Over Exploited 

Hariya Mali 

0820000302420700 

0.08 

0.14 

51.68 

0.16 

0.01 

0.18 

0.03 

0.26 

0.02 

0.0200 

- 

- 

0.002 

0.022 

0.038 

0.214 

0.011 

0.203 

0.429 

211.38 

Over Exploited 

Heerawas 

0820000302421400 

0.08 

0.05 

300.74 

0.06 

0.01 

0.07 

0.02 

0.23 

0.01 

0.0200 

- 

- 

- 

0.020 

0.026 

0.100 

0.005 

0.095 

0.182 

190.99 

Over Exploited 

Jeejardi 

0820000602445000 

0.08 

0.09 

86,159.49 

0.11 

0.01 

0.12 

0.02 

0.20 

0.01 

0.0200 

- 

- 

- 

0.020 

0.031 

0.146 

0.007 

0.139 

0.198 

142.28 

Over Exploited 

Kalab Kalan 

0820000202401900 

0.06 

0.02 

########## 

0.02 

0.01 

0.03 

0.01 

0.08 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.052 

0.003 

0.049 

0.174 

354.20 

Over Exploited 

Kantaliya 

0820000602444800 

0.08 

0.00 

4,039.01 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.011 

0.062 

588.95 

Over Exploited 

Karkaro 

0825000102960000 

0.04 

0.00 

1,330.71 

0.01 

0.00 

0.01 

0.02 

0.18 

0.00 

- 

- 

- 

0.001 

0.002 

0.002 

0.009 

0.000 

0.008 

0.029 

347.28 

Over Exploited 

Ker Khera 

0820000302420800 

0.08 

0.21 

(28.96) 

0.17 

0.01 

0.17 

0.05 

0.46 

0.02 

0.0100 

- 

- 

0.008 

0.018 

0.043 

0.216 

0.011 

0.205 

0.204 

99.54 

Critical 

Kharnikhera 

0820000302422100 

0.06 

0.11 

135.23 

0.13 

- 

0.13 

0.03 

0.30 

0.01 

- 

- 

- 

- 

- 

0.013 

0.140 

0.007 

0.133 

0.018 

13.60 

Safe 

Khejariya Ka Bala 

0820000302421900 

0.08 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.16 

76.97 

0.19 

- 

0.19 

0.04 

0.41 

0.02 

- 

- 

- 

- 

- 

0.019 

0.206 

0.010 

0.195 

0.038 

19.61 

Safe 

Khera Kalan 

0821000402532300 

0.06 

0.24 

219.89 

0.28 

0.04 

0.33 

0.05 

0.49 

0.03 

0.0700 

- 

- 

0.049 

0.119 

0.147 

0.473 

0.024 

0.450 

0.396 

88.13 

Semi Critical 

Khera Nabra 

0820000302421100 

0.08 

0.12 

153.73 

0.15 

- 

0.15 

0.03 

0.28 

0.01 

0.0100 

- 

- 

- 

0.010 

0.025 

0.170 

0.008 

0.161 

0.135 

83.91 

Semi Critical 



0.08 

0.05 

303.98 

0.05 

- 

0.05 

0.02 

0.17 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.070 

0.004 

0.067 

0.096 

144.02 

Over Exploited 

Khodmal 

0821000402531900 

0.06 

0.10 

236.57 

0.12 

0.05 

0.17 

0.05 

0.49 

0.01 

0.1200 

- 

- 

0.012 

0.132 

0.144 

0.310 

0.015 

0.294 

0.666 

226.29 

Over Exploited 

Khoriya 

0820000302422000 

0.06 

0.09 

132.48 

0.11 

- 

0.11 

0.03 

0.31 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.127 

0.006 

0.121 

0.060 

49.28 

Safe 

Kot Kirana 

0820000202402200 

0.06 

0.01 

2,385.06 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.025 

0.001 

0.023 

0.058 

247.28 

Over Exploited 



0.06 

0.01 

2,102.03 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.028 

0.001 

0.027 

0.084 

310.46 

Over Exploited 

Lakhan Ka Khet 

0820000302421700 

0.08 

0.02 

624.08 

0.02 

- 

0.02 

0.02 

0.15 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.037 

0.002 

0.035 

0.037 

105.68 

Over Exploited 



0.06 

0.05 

181.88 

0.05 

- 

0.05 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.005 

0.060 

0.003 

0.057 

0.033 

57.17 

Safe 

Mediya 

0821000402533700 

0.06 

0.32 

########## 

0.38 

- 

0.38 

0.02 

0.19 

0.04 

- 

- 

- 

- 

- 

0.040 

0.424 

0.021 

0.403 

0.191 

47.46 

Safe 

Melawas 

0820000602443700 

0.10 

0.05 

234.78 

0.06 

0.00 

0.06 

0.02 

0.19 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.075 

0.004 

0.071 

0.321 

453.44 

Over Exploited 

Mewasa 

0821000402531600 

0.06 

0.04 

285.70 

0.05 

0.01 

0.06 

0.04 

0.37 

0.01 

0.0400 

- 

- 

- 

0.040 

0.045 

0.107 

0.005 

0.102 

0.208 

204.81 

Over Exploited 

Negadiya 

0821000402533400 

0.06 

0.04 

237.65 

0.04 

0.01 

0.05 

0.04 

0.36 

0.00 

0.0500 

- 

- 

- 

0.050 

0.054 

0.108 

0.005 

0.103 

0.291 

283.23 

Over Exploited 

Pachunda Kalan 

0820000302417500 

0.08 

0.05 

213.45 

0.06 

0.01 

0.06 

0.02 

0.17 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.070 

0.003 

0.066 

0.075 

113.26 

Over Exploited 

Pachunda Khurd 

0820000302417600 

0.08 

0.03 

176.68 

0.04 

0.01 

0.04 

0.02 

0.16 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.052 

0.003 

0.050 

0.087 

173.60 

Over Exploited 

Palri 

0821000402531700 

0.06 

0.08 

166.89 

0.10 

- 

0.10 

0.04 

0.42 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.120 

0.006 

0.114 

0.138 

120.45 

Over Exploited 

Pardi 

0820000602445100 

0.10 

0.08 

148.70 

0.10 

0.01 

0.11 

0.03 

0.23 

0.01 

0.0200 

- 

- 

- 

0.020 

0.030 

0.137 

0.007 

0.130 

0.150 

114.93 

Over Exploited 



0.08 

0.01 

839.92 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.017 

0.001 

0.016 

0.051 

318.12 

Over Exploited 

Ranata Bhagwanpura 

0821000402532600 

0.06 

0.14 

168.64 

0.17 

0.01 

0.18 

0.05 

0.47 

0.02 

0.0400 

- 

- 

- 

0.040 

0.057 

0.241 

0.012 

0.229 

0.237 

103.48 

Over Exploited 

Rodiyana 

0821000402533500 

0.06 

0.01 

674.94 

0.01 

- 

0.01 

0.02 

0.20 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.019 

0.001 

0.018 

0.063 

348.24 

Over Exploited 

Roopnagar Arnali 

0821000402531800 

0.06 

0.15 

105.41 

0.18 

0.01 

0.19 

0.05 

0.49 

0.02 

0.0200 

- 

- 

0.011 

0.031 

0.048 

0.234 

0.012 

0.222 

0.135 

60.59 

Safe 

Samapa 

0821000402531500 

0.06 

0.02 

293.55 

0.03 

- 

0.03 

0.03 

0.30 

0.00 

- 

- 

- 

- 

- 

0.003 

0.032 

0.002 

0.031 

0.031 

101.70 

Over Exploited 

Sand Magra 

0820000302421800 

0.06 

0.08 

66.28 

0.10 

- 

0.10 

0.05 

0.45 

0.01 

- 

- 

- 

- 

- 

0.010 

0.107 

0.005 

0.101 

0.028 

27.83 

Safe 

Sarangwas 

0820000302420500 

0.08 

0.01 

421.46 

0.01 

0.00 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

0.002 

0.002 

0.003 

0.017 

0.001 

0.016 

0.136 

827.87 

Over Exploited 

Satoo Khera 

0821000402533100 

0.06 

0.05 

116.89 

0.06 

0.03 

0.09 

0.05 

0.49 

0.01 

0.0300 

- 

- 

0.031 

0.061 

0.067 

0.158 

0.008 

0.150 

0.147 

97.97 

Critical 

Seerma 

0820000202402100 

0.06 

0.01 

1,874.72 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.023 

0.001 

0.022 

0.056 

249.37 

Over Exploited 



0.06 

0.18 

########## 

0.22 

0.01 

0.23 

0.03 

0.32 

0.02 

0.0400 

- 

- 

- 

0.040 

0.062 

0.289 

0.014 

0.274 

0.284 

103.45 

Over Exploited 

Sehwaj 

0820000602444000 

0.10 

0.20 

115.38 

0.23 

0.01 

0.25 

0.03 

0.30 

- 

0.0300 

- 

- 

0.005 

0.035 

0.035 

0.282 

0.014 

0.268 

0.845 

315.66 

Over Exploited 



0.08 

0.00 

3,273.81 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.063 

5,753.72 

Over Exploited 

Siyat 

0820000302417400 

0.08 

0.17 

76.53 

0.20 

0.00 

0.21 

0.02 

0.26 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.221 

0.011 

0.210 

0.403 

191.78 

Over Exploited 

Sojat (M) 

0820000342002000 

0.08 

0.01 

1,630.78 

0.01 

0.02 

0.03 

0.00 

0.03 

- 

- 

- 

- 

0.031 

0.031 

0.031 

0.059 

0.003 

0.056 

0.248 

444.57 

Over Exploited 

Sojat Road (CT) 

0820000342003000 

0.08 

0.00 

2,211.83 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.041 

1,776.38 

Over Exploited 


Sub Basin: Jawai | 

Agwari 

0818000202287400 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.09 

- 

0.09 

0.01 

0.10 

0.02 

0.18 

0.01 

0.0300 

- 

- 

0.001 

0.031 

0.042 

0.144 

0.014 

0.130 

0.797 

614.90 

Over Exploited 



0.15 

0.03 

- 

0.03 

0.01 

0.04 

0.01 

0.10 

0.00 

0.0200 

0.0057 

0.0069 

0.002 

0.034 

0.038 

0.078 

0.008 

0.070 

0.483 

690.61 

Over Exploited 

Ahore 

0818000202286000 

0.12 

0.15 

322.68 

0.18 

0.01 

0.20 

0.02 

0.18 

0.02 

0.0200 

- 

- 

0.004 

0.024 

0.042 

0.238 

0.012 

0.227 

0.958 

422.87 

Over Exploited 



0.15 

0.13 

512.00 

0.15 

0.02 

0.17 

0.02 

0.15 

0.01 

0.0200 

- 

- 

0.013 

0.033 

0.047 

0.219 

0.011 

0.208 

0.950 

457.30 

Over Exploited 

Akhapura Khuni 

0819000102346400 

0.15 

0.00 

619.79 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

0.013 

861.00 

Over Exploited 



0.15 

0.01 

326.33 

0.01 

- 

0.01 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.007 

0.038 

512.48 

Over Exploited 

Alasan 

0818000302292700 

0.10 

0.00 

3,282.68 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

0.002 

0.002 

0.002 

0.005 

0.000 

0.005 

0.083 

1,640.09 

Over Exploited 



0.15 

0.00 

3,528.40 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

0.000 

0.000 

0.001 

0.004 

0.000 

0.004 

0.065 

1,545.71 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Alawa (A) 

081800020228970C 

2.379 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.907 

1.54 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.29 

0.00 

0.007 

0.26 

0.26 


Alawa (B) 

0818000202289500 

3.837 

Fresh 

Jawai Dam 

Command 

Older Alluvium 

1.021 

1.55 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.03 

0.004 

0.08 

0.08 


Alawa (C) 

0818000202289800 

3.405 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.069 

1.28 

0.100 

0.09 

0.01 

0.00 

0.00 

0.00 

0.34 

0.34 

0.35 

0.007 

0.20 

0.21 


Alpa 

0819000102343300 

17.182 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

15.490 

2.05 

0.200 

0.54 

0.08 

0.00 

0.00 

0.00 

6.80 

6.55 

2.08 

0.058 

0.39 

0.40 


Angor 

0820000802473900 

3.968 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.125 

2.74 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.01 






Jawai Dam 

Command 

Phyllite & Schist 

1.021 

2.74 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.06 

0.005 

0.12 

0.12 







Command 

Erinpura Granite 

2.821 

2.74 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.22 

0.24 

0.15 

0.013 

0.34 

0.32 


Anwloj 

0818000302290500 

17.310 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

2.67 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

0.088 

2.67 

0.100 

0.49 

0.02 

0.00 

0.00 

0.00 

0.49 

0.39 

1.95 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

16.235 

2.67 

0.060 

0.28 

0.01 

0.00 

0.00 

0.01 

2.86 

2.26 

1.01 

0.086 

0.34 

0.43 







Non-command 

Younger Alluvium 

0.986 

2.67 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.28 

0.22 

0.07 

0.005 

0.02 

0.03 


Arathwara 

0819000102345700 

20.197 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

9.095 

3.31 

0.200 

0.69 

0.03 

0.00 

0.00 

0.00 

6.68 

6.34 

2.72 

0.034 

0.20 

0.21 


Badanwari 

0818000202285400 

10.488 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.833 

0.76 

0.100 

0.27 

0.01 

0.00 

0.00 

0.00 

0.63 

0.59 

1.06 

0.024 

0.16 

0.18 





Saline 

Non-command 

Non-command 

Younger Alluvium 

5.655 

0.76 

0.100 

0.17 

0.01 

0.00 

0.00 

0.00 

0.59 

0.55 

0.64 

0.028 

0.19 

0.21 


Badla 

0819000102346900 

5.081 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

4.258 

3.11 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.32 

0.33 

0.27 

0.016 

0.40 

0.40 


Bagar 

0820000802472500 

8.382 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.745 

3.05 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

1.16 

1.22 

0.05 

0.017 

0.21 

0.20 


Bagotra 

0818000202284400 

8.462 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.972 

0.80 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.16 

0.07 

0.015 

0.12 

0.13 







Non-command 

Younger Alluvium 

4.371 

0.80 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.38 

0.36 

0.09 

0.022 

0.18 

0.19 


Balupura 

0820000802471500 

6.664 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.743 

2.33 

0.100 

0.14 

0.01 

0.00 

0.00 

0.00 

1.47 

1.47 

0.54 

0.026 

0.29 

0.29 


Balwana 

0820000802474300 

18.771 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

8.147 

3.58 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.77 

0.74 

0.15 

0.037 

0.21 

0.22 






Jawai Dam 

Command 

Erinpura Granite 

2.386 

3.58 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.22 

0.04 

0.011 

0.06 

0.06 


Balwara 

0818000302290300 

25.117 

Saline 

Non-command 

Non-command 

Older Alluvium 

10.858 

0.48 

0.060 

0.06 

0.00 

0.00 

0.00 

0.00 

0.37 

0.30 

0.17 

0.057 

0.16 

0.20 


Bamnera 

0820000802472700 

7.173 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.105 

2.71 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.89 

0.91 

0.17 

0.014 

0.20 

0.19 







Non-command 

Younger Alluvium 

4.068 

2.71 

0.150 

0.06 

0.00 

0.00 

0.00 

0.00 

1.71 

1.76 

0.21 

0.019 

0.26 

0.25 


Bankali 

0820000802471600 

25.770 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.497 

2.60 

0.100 

0.27 

0.04 

0.00 

0.00 

0.00 

2.70 

2.74 

1.01 

0.044 

0.14 

0.14 







Non-command 

Phyllite & Schist 

4.642 

2.60 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.33 

0.34 

0.39 

0.021 

0.07 

0.07 


Bar Gaon 

0819000102346600 

29.108 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

18.565 

4.13 

0.020 

0.17 

0.02 

0.00 

0.00 

0.05 

1.63 

1.74 

0.60 

0.070 

0.31 

0.29 






Jawai Dam 

Command 

Erinpura Granite 

0.009 

4.13 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Basan 

0818000302290400 

9.228 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.572 

1.54 

0.060 

0.14 

0.01 

0.00 

0.00 

0.00 

0.92 

0.72 

0.51 

0.045 

0.34 

0.43 


Beechhawari 

0818000202285700 

4.385 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.385 

1.30 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.62 

0.59 

0.23 

0.022 

0.36 

0.37 


Beesalpur 

0820000902477500 

43.495 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

17.007 

4.93 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

1.77 

1.39 

0.30 

0.084 

0.19 

0.24 






Jawai Dam 

Command 

Erinpura Granite 

0.564 

4.93 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.02 

0.003 

0.01 

0.01 


Bhagwa 

0817000402165500 

16.324 

Fresh 

Non-command 

Non-command 

Older Alluvium 

16.324 

2.17 

0.080 

0.48 

0.02 

0.00 

0.00 

0.00 

3.29 

2.27 

1.83 

0.065 

0.35 

0.50 


Bhainswara 

0818000202285900 

8.389 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

8.389 

1.47 

0.100 

0.45 

0.02 

0.00 

0.00 

0.00 

1.66 

1.58 

1.75 

0.030 

0.36 

0.37 


Bhaiv 

0819000102345600 

15.915 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.367 

1.60 

0.200 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.12 

0.10 

0.001 

0.01 

0.01 


Bhanli Purohitan 

0818000202287800 

7.217 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

7.217 

1.03 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.80 

0.76 

0.21 

0.036 

0.36 

0.37 


Bharoonda 

0820000802472400 

13.482 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.795 

2.91 

0.100 

0.32 

0.02 

0.00 

0.00 

0.00 

3.74 

3.89 

1.22 

0.054 

0.39 

0.37 


Bishangarh 

0818000302291500 

15.434 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.445 

1.53 

0.100 

0.18 

0.01 

0.00 

0.00 

0.00 

0.24 

0.19 

0.73 

0.002 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

12.403 

1.53 

0.060 

0.10 

0.00 

0.00 

0.00 

0.01 

1.23 

0.99 

0.33 

0.066 

0.30 

0.37 







Non-command 

Younger Alluvium 

2.586 

1.53 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.42 

0.33 

0.08 

0.014 

0.06 

0.08 


Bithiya 

0820000802471200 

15.074 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.616 

2.05 

0.100 

0.04 

0.01 

0.00 

0.00 

0.01 

0.76 

0.75 

0.16 

0.017 

0.07 

0.07 


Bithura 

0818000202286700 

9.203 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.123 

0.80 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

0.003 

0.80 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bokra 

0818000202285000 

11.946 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.013 

0.42 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.04 

0.015 

0.09 

0.11 


Buderi 

0819000102343100 

3.453 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.361 

2.39 

0.200 

0.18 

0.03 

0.00 

0.00 

0.00 

1.76 

1.77 

0.69 

0.013 

0.41 

0.41 


Budtara 

0818000202288400 

14.770 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.298 

1.51 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.68 

0.64 

0.04 

0.026 

0.18 

0.19 







Non-command 

Younger Alluvium 

7.472 

1.51 

0.100 

0.03 

0.00 

0.00 

0.00 

0.02 

1.13 

1.07 

0.07 

0.027 

0.18 

0.19 


Chak Samatipura 

0818000302294100 

2.984 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.326 

0.11 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.011 

0.28 

0.34 





Saline 

Non-command 

Non-command 

Younger Alluvium 

0.658 

0.11 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.003 

0.08 

0.10 


Chandana 

0819000102346500 

1.535 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.211 

1.58 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.001 

0.07 

0.06 







Non-command 

Erinpura Granite 

1.042 

1.58 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.07 

0.08 

0.18 

0.004 

0.33 

0.31 


Charli 

0818000202286200 

12.598 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.752 

0.61 

0.060 

0.05 

0.00 

0.00 

0.00 

0.00 

0.26 

0.25 

0.17 

0.020 

0.16 

0.17 







Non-command 

Younger Alluvium 

2.763 

0.61 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.20 

0.19 

0.12 

0.010 

0.08 

0.08 


Chawarcha 

0818000202288500 

13.100 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.867 

1.55 

0.060 

0.02 

0.00 

0.00 

0.00 

0.01 

0.74 

0.70 

0.03 

0.028 

0.21 

0.23 







Non-command 

Younger Alluvium 

5.233 

1.55 

0.100 

0.01 

0.00 

0.00 

0.00 

0.02 

0.80 

0.75 

0.02 

0.019 

0.14 

0.15 


Cheeparwara 

0818000202288300 

15.430 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.620 

1.09 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.40 

0.38 

0.09 

0.020 

0.13 

0.14 







Non-command 

Younger Alluvium 

9.790 

1.09 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

1.13 

1.08 

0.22 

0.035 

0.23 

0.24 


Chhipi 

0818000302291900 

2.415 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.415 

1.63 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.43 

0.35 

0.14 

0.013 

0.37 

0.45 


Dangara 

0818000302291100 

11.694 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

11.694 

2.09 

0.100 

0.81 

0.04 

0.00 

0.00 

0.00 

3.21 

2.46 

3.17 

0.062 

0.36 

0.47 


Darbala 

0817000402165700 

13.968 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.066 

1.91 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

1.47 

1.00 

0.32 

0.036 

0.22 

0.33 


Dayalpura 1 

0818000202286300 

10.791 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.007 

0.33 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.03 

0.007 

0.07 

0.07 







Non-command 

Younger Alluvium 

1.881 

0.33 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.05 

0.007 

0.06 

0.06 


Dayalpura-li 

0818000202287200 

5.788 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.003 

0.41 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.04 

0.011 

0.18 

0.19 







Non-command 

Younger Alluvium 

0.782 

0.41 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.003 

0.05 

0.05 


Debawas 

0818000202281400 

35.462 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.318 

1.01 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.00 

0.007 

0.01 

0.02 


Dechhoo 

0818000202285300 

12.355 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.025 

0.47 

0.100 

0.25 

0.01 

0.00 

0.00 

0.00 

0.29 

0.25 

0.99 

0.005 

0.03 

0.03 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.102 

0.47 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.00 

0.00 







Non-command 

Younger Alluvium 

10.858 

0.47 

0.100 

0.17 

0.01 

0.00 

0.00 

0.00 

0.67 

0.60 

0.62 

0.054 

0.32 

0.36 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Alawa (A) 

0818000202289700 

0.15 

0.07 

288.35 

0.09 

0.00 

0.09 

0.03 

0.29 

0.01 

- 

- 

- 

0.001 

0.001 

0.010 

0.100 

0.005 

0.095 

0.007 

7.13 

Safe 

Alawa (B) 

0818000202289500 

0.12 

0.01 

939.97 

0.01 

0.00 

0.01 

0.01 

0.09 

0.00 

- 

0.0041 

0.0065 

0.001 

0.011 

0.012 

0.025 

0.001 

0.023 

0.037 

156.01 

Over Exploited 

Alawa (C) 

0818000202289800 

0.15 

0.06 

439.42 

0.08 

0.01 

0.09 

0.02 

0.23 

0.01 

0.0400 

- 

- 

0.002 

0.042 

0.049 

0.135 

0.007 

0.129 

0.358 

278.57 

Over Exploited 

Alpa 

0819000102343300 

0.24 

1.44 

########## 

1.72 

0.08 

1.80 

0.04 

0.43 

- 

0.2300 

- 

- 

- 

0.230 

0.230 

2.034 

0.102 

1.932 

2.137 

110.60 

Over Exploited 

Angor 

0820000802473900 

0.12 

0.00 

2,663.33 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.007 

0.000 

0.007 

0.009 

130.31 

Over Exploited 



0.10 

0.01 

541.68 

0.02 

- 

0.02 

0.01 

0.14 

- 

0.0100 

0.0054 

0.0065 

- 

0.022 

0.022 

0.037 

0.002 

0.035 

0.063 

177.87 

Over Exploited 



0.12 

0.12 

103.60 

0.14 

0.01 

0.15 

0.03 

0.37 

- 

0.0200 

0.0149 

0.0180 

0.004 

0.057 

0.057 

0.209 

0.010 

0.198 

0.164 

82.70 

Semi Critical 

Anwloj 

0818000302290500 

0.10 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.00 

########## 

0.00 

0.02 

0.02 

0.00 

0.00 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.090 

0.005 

0.086 

1.951 

2,281.67 

Over Exploited 



0.10 

0.56 

306.60 

0.67 

0.02 

0.68 

0.04 

0.38 

- 

0.0400 

- 

- 

0.008 

0.048 

0.048 

0.730 

0.037 

0.694 

1.094 

157.67 

Over Exploited 



0.15 

0.00 

7,160.26 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.071 

2,029.23 

Over Exploited 

Arathwara 

0819000102345700 

0.24 

0.43 

870,015.60 

0.52 

0.03 

0.55 

0.02 

0.22 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.652 

0.033 

0.619 

2.754 

444.93 

Over Exploited 

Badanwari 

0818000202285400 

0.16 

0.13 

363.10 

0.15 

0.01 

0.16 

0.02 

0.18 

0.01 

0.0400 

- 

- 

- 

0.040 

0.055 

0.217 

0.011 

0.206 

1.088 

527.45 

Over Exploited 



0.16 

0.17 

217.99 

0.21 

0.01 

0.22 

0.02 

0.21 

0.02 

0.0200 

- 

- 

- 

0.020 

0.040 

0.259 

0.013 

0.246 

0.665 

270.43 

Over Exploited 

Badla 

0819000102346900 

0.15 

0.25 

117,998.33 

0.30 

0.01 

0.31 

0.04 

0.44 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.341 

0.017 

0.324 

0.281 

86.79 

Semi Critical 

Bagar 

0820000802472500 

0.18 

0.14 

768.32 

0.17 

0.00 

0.17 

0.02 

0.23 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.184 

0.009 

0.175 

0.065 

37.30 

Safe 

Bagotra 

0818000202284400 

0.14 

0.05 

198.08 

0.06 

0.00 

0.06 

0.01 

0.14 

0.01 

- 

- 

- 

0.000 

0.000 

0.006 

0.069 

0.003 

0.066 

0.085 

129.02 

Over Exploited 



0.16 

0.13 

180.21 

0.15 

0.00 

0.16 

0.02 

0.21 

0.01 

- 

- 

- 

0.003 

0.004 

0.018 

0.175 

0.009 

0.166 

0.111 

66.53 

Safe 

Balupura 

0820000802471500 

0.18 

0.30 

388.84 

0.36 

0.01 

0.37 

0.03 

0.33 

0.04 

0.0600 

- 

- 

0.003 

0.063 

0.099 

0.471 

0.024 

0.447 

0.566 

126.63 

Over Exploited 

Balwana 

0820000802474300 

0.12 

0.20 

########## 

0.24 

0.01 

0.25 

0.02 

0.23 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.270 

0.013 

0.256 

0.182 

71.16 

Semi Critical 



0.12 

0.02 

1,135.81 

0.02 

- 

0.02 

0.01 

0.07 

- 

- 

0.0126 

0.0152 

- 

0.028 

0.028 

0.049 

0.002 

0.046 

0.053 

114.44 

Over Exploited 

Balwara 

0818000302290300 

0.10 

0.17 

72.51 

0.21 

0.00 

0.21 

0.02 

0.18 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.221 

0.011 

0.210 

0.230 

109.85 

Over Exploited 

Bamnera 

0820000802472700 

0.18 

0.11 

732.93 

0.13 

- 

0.13 

0.02 

0.22 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.152 

0.008 

0.144 

0.182 

126.43 

Over Exploited 



0.22 

0.23 

662.01 

0.28 

0.00 

0.28 

0.02 

0.28 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.303 

0.015 

0.288 

0.224 

77.76 

Semi Critical 

Bankali 

0820000802471600 

0.18 

0.24 

1,065.07 

0.28 

0.04 

0.32 

0.02 

0.15 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

0.432 

0.022 

0.411 

1.053 

256.41 

Over Exploited 



0.10 

0.03 

########## 

0.04 

0.01 

0.05 

0.01 

0.07 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.087 

0.004 

0.083 

0.412 

496.56 

Over Exploited 

Bar Gaon 

0819000102346600 

0.15 

0.85 

103.40 

1.03 

0.07 

1.10 

0.03 

0.34 

- 

0.0700 

- 

- 

0.078 

0.149 

0.149 

1.247 

0.062 

1.184 

0.670 

56.55 

Safe 



0.15 

0.00 

354,717.36 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Basan 

0818000302290400 

0.10 

0.29 

147.98 

0.35 

0.01 

0.36 

0.04 

0.37 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.382 

0.019 

0.363 

0.550 

151.48 

Over Exploited 

Beechhawari 

0818000202285700 

0.16 

0.25 

136.05 

0.30 

0.01 

0.31 

0.04 

0.40 

0.03 

0.0300 

- 

- 

0.002 

0.032 

0.060 

0.371 

0.019 

0.353 

0.253 

71.64 

Semi Critical 

Beesalpur 

0820000902477500 

0.12 

0.39 

########## 

0.46 

0.01 

0.47 

0.02 

0.21 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.535 

0.027 

0.508 

0.384 

75.65 

Semi Critical 



0.12 

0.00 

10,106.64 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0037 

0.0036 

- 

0.007 

0.007 

0.008 

0.000 

0.007 

0.019 

253.29 

Over Exploited 

Bhagwa 

0817000402165500 

0.15 

0.85 

167.24 

1.02 

0.02 

1.04 

0.04 

0.39 

0.10 

0.0700 

- 

- 

0.002 

0.072 

0.169 

1.208 

0.060 

1.148 

1.895 

165.14 

Over Exploited 

Bhainswara 

0818000202285900 

0.15 

0.45 

253.05 

0.54 

0.02 

0.56 

0.04 

0.40 

0.05 

0.0700 

- 

- 

- 

0.070 

0.122 

0.679 

0.034 

0.645 

1.776 

275.26 

Over Exploited 

Bhaiv 

0819000102345600 

0.24 

0.00 

14,119.69 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.096 

9,854.17 

Over Exploited 

Bhanli Purohitan 

0818000202287800 

0.16 

0.41 

85.18 

0.49 

- 

0.49 

0.04 

0.40 

0.05 

0.0100 

- 

- 

- 

0.010 

0.057 

0.551 

0.028 

0.523 

0.246 

46.95 

Safe 

Bharoonda 

0820000802472400 

0.18 

0.82 

########## 

0.99 

0.02 

1.01 

0.04 

0.43 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

1.056 

0.053 

1.003 

1.272 

126.78 

Over Exploited 

Bishangarh 

0818000302291500 

0.15 

0.00 

26,911.86 

0.00 

0.01 

0.01 

0.00 

0.01 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.041 

0.002 

0.039 

0.733 

1,889.80 

Over Exploited 



0.10 

0.37 

169.68 

0.44 

0.01 

0.45 

0.03 

0.33 

- 

0.0100 

- 

- 

0.012 

0.022 

0.022 

0.470 

0.023 

0.446 

0.392 

87.69 

Semi Critical 



0.15 

0.02 

1,296.85 

0.03 

- 

0.03 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.029 

0.001 

0.027 

0.091 

333.12 

Over Exploited 

Bithiya 

0820000802471200 

0.18 

0.05 

1,460.72 

0.06 

0.02 

0.08 

0.01 

0.08 

0.01 

0.0200 

- 

- 

0.013 

0.033 

0.039 

0.116 

0.006 

0.110 

0.173 

157.29 

Over Exploited 

Bithura 

0818000202286700 

0.12 

0.00 

8,411.09 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

0.000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.00 

428,370.81 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bokra 

0818000202285000 

0.14 

0.04 

98.95 

0.05 

- 

0.05 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.047 

0.002 

0.045 

0.057 

127.70 

Over Exploited 

Buderi 

0819000102343100 

0.24 

0.33 

430.05 

0.40 

0.03 

0.43 

0.04 

0.45 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.510 

0.026 

0.485 

0.706 

145.62 

Over Exploited 

Budtara 

0818000202288400 

0.12 

0.15 

317.37 

0.18 

0.00 

0.19 

0.02 

0.20 

0.02 

- 

- 

- 

0.001 

0.001 

0.019 

0.205 

0.010 

0.194 

0.063 

32.41 

Safe 



0.15 

0.20 

432.11 

0.24 

0.02 

0.26 

0.02 

0.20 

0.02 

0.0100 

- 

- 

0.032 

0.042 

0.065 

0.329 

0.016 

0.313 

0.101 

32.17 

Safe 

Chak Samatipura 

0818000302294100 

0.16 

0.11 

(80.11) 

0.08 

0.00 

0.09 

0.03 

0.31 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.088 

0.004 

0.083 

0.011 

13.76 

Safe 



0.16 

0.01 

(32.59) 

0.01 

0.00 

0.01 

0.01 

0.09 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.008 

0.000 

0.008 

0.003 

41.28 

Safe 

Chandana 

0819000102346500 

0.15 

0.00 

836.87 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.002 

0.037 

1,542.70 

Over Exploited 



0.15 

0.05 

49.51 

0.06 

0.01 

0.07 

0.03 

0.36 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.095 

0.005 

0.090 

0.184 

204.02 

Over Exploited 

Charli 

0818000202286200 

0.12 

0.11 

119.28 

0.13 

0.00 

0.14 

0.02 

0.18 

0.01 

0.0100 

- 

- 

0.001 

0.011 

0.024 

0.160 

0.008 

0.152 

0.189 

124.89 

Over Exploited 



0.15 

0.03 

475.37 

0.04 

0.00 

0.04 

0.01 

0.09 

0.00 

- 

- 

- 

0.003 

0.003 

0.007 

0.047 

0.002 

0.045 

0.131 

290.79 

Over Exploited 

Chawarcha 

0818000202288500 

0.12 

0.20 

245.93 

0.24 

0.01 

0.25 

0.02 

0.24 

0.02 

- 

- 

- 

0.014 

0.014 

0.037 

0.289 

0.014 

0.275 

0.061 

22.20 

Safe 



0.15 

0.11 

573.50 

0.13 

0.02 

0.16 

0.02 

0.16 

0.01 

- 

- 

- 

0.032 

0.032 

0.045 

0.201 

0.010 

0.191 

0.042 

21.78 

Safe 

Cheeparwara 

0818000202288300 

0.12 

0.09 

330.41 

0.10 

0.00 

0.11 

0.01 

0.14 

0.01 

- 

- 

- 

0.001 

0.001 

0.011 

0.117 

0.006 

0.111 

0.106 

95.48 

Critical 



0.15 

0.33 

224.12 

0.40 

0.00 

0.40 

0.03 

0.25 

0.04 

0.0100 

- 

- 

0.005 

0.015 

0.054 

0.455 

0.023 

0.433 

0.256 

59.15 

Safe 

Chhipi 

0818000302291900 

0.15 

0.13 

164.14 

0.16 

- 

0.16 

0.04 

0.40 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.169 

0.008 

0.160 

0.150 

93.45 

Critical 

Dangara 

0818000302291100 

0.15 

0.63 

291.91 

0.75 

0.04 

0.80 

0.04 

0.40 

- 

0.1200 

- 

- 

0.006 

0.126 

0.126 

0.924 

0.046 

0.878 

3.227 

367.67 

Over Exploited 

Darbala 

0817000402165700 

0.15 

0.23 

########## 

0.28 

- 

0.28 

0.03 

0.25 

0.03 

0.0100 

- 

- 

- 

0.010 

0.036 

0.314 

0.016 

0.298 

0.357 

119.89 

Over Exploited 

Dayalpura 1 

0818000202286300 

0.12 

0.02 

197.59 

0.02 

0.00 

0.02 

0.01 

0.07 

0.00 

- 

- 

- 

0.001 

0.001 

0.003 

0.023 

0.001 

0.022 

0.040 

183.31 

Over Exploited 



0.15 

0.02 

286.69 

0.02 

0.00 

0.02 

0.01 

0.07 

0.00 

- 

- 

- 

0.004 

0.004 

0.006 

0.029 

0.001 

0.028 

0.054 

195.10 

Over Exploited 

Dayalpura-li 

0818000202287200 

0.12 

0.07 

21.15 

0.08 

- 

0.08 

0.02 

0.21 

0.01 

- 

- 

- 

- 

- 

0.008 

0.087 

0.004 

0.083 

0.048 

57.56 

Safe 



0.15 

0.01 

446.16 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.003 

39.61 

Safe 

Debawas 

0818000202281400 

0.14 

0.00 

2,454.00 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.007 

225.48 

Over Exploited 

Dechhoo 

0818000202285300 

0.16 

0.00 

5,093.82 

0.01 

0.01 

0.02 

0.00 

0.03 

0.00 

0.0400 

- 

- 

0.004 

0.044 

0.044 

0.062 

0.003 

0.059 

0.997 

1,680.41 

Over Exploited 



0.14 

0.00 

6,043.47 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.007 

12,330.13 

Over Exploited 



0.16 

0.55 

8.22 

0.60 

0.01 

0.61 

0.04 

0.35 

0.06 

0.0200 

- 

- 

0.005 

0.025 

0.087 

0.695 

0.035 

0.661 

0.669 

101.19 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Deoli 

081900010234670C 

4.493 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

4.493 

3.84 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.40 

0.42 

0.26 

0.017 

0.48 

0.46 


Dhawala 

081800030229440C 

24.624 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.599 

0.87 

0.060 

0.08 

0.00 

0.00 

0.00 

0.00 

0.64 

0.59 

0.26 

0.052 

0.15 

0.17 


Dodiyali 

081800020228870C 

12.655 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

7.284 

1.06 

0.100 

0.13 

0.02 

0.00 

0.00 

0.00 

0.88 

0.86 

0.50 

0.026 

0.19 

0.20 


Doodni 

0820000902480200 

22.676 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

6.398 

2.94 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.45 

0.39 

0.28 

0.032 

0.13 

0.15 


Elana 

0818000302290800 

43.441 

Fresh 

Non-command 

Non-command 

Older Alluvium 

29.131 

1.64 

0.060 

1.93 

0.09 

0.00 

0.00 

0.00 

4.70 

3.20 

7.51 

0.154 

0.23 

0.34 







Non-command 

Younger Alluvium 

14.203 

1.64 

0.100 

0.99 

0.05 

0.00 

0.00 

0.00 

3.26 

2.22 

3.84 

0.075 

0.11 

0.16 


Fatapura 

0820000802473300 

2.273 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.142 

2.72 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.32 

0.34 

0.05 

0.005 

0.24 

0.23 



0819000102344000 

2.536 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.536 

2.95 

0.200 

0.03 

0.00 

0.00 

0.00 

0.00 

1.53 

1.46 

0.10 

0.010 

0.44 

0.46 


Firozpura 

0818000302292300 

13.223 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.812 

2.00 

0.060 

0.23 

0.01 

0.00 

0.00 

0.00 

1.39 

1.14 

0.86 

0.052 

0.27 

0.33 


Galthani 

0820000802474200 

6.230 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

1.847 

3.39 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.18 

0.05 

0.008 

0.14 

0.14 






Jawai Dam 

Command 

Erinpura Granite 

4.382 

3.39 

0.025 

0.04 

0.00 

0.00 

0.00 

0.00 

0.41 

0.43 

0.13 

0.020 

0.34 

0.32 


Gangawa 

0818000202286500 

5.436 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.964 

-0.17 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.003 

0.06 

0.07 







Non-command 

Younger Alluvium 

4.472 

-0.17 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.016 

0.29 

0.30 


Godan 

0818000202285800 

17.573 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

15.569 

1.26 

0.100 

0.27 

0.01 

0.00 

0.00 

0.00 

2.21 

2.10 

0.98 

0.077 

0.32 

0.33 





Saline 

Non-command 

Non-command 

Younger Alluvium 

1.819 

1.26 

0.100 

0.16 

0.01 

0.00 

0.00 

0.00 

0.38 

0.36 

0.63 

0.009 

0.04 

0.04 


Gola 

0819000102343200 

6.978 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.774 

1.98 

0.200 

0.07 

0.01 

0.00 

0.00 

0.00 

2.74 

2.69 

0.25 

0.025 

0.41 

0.42 


Gura Balotan 

0818000202286600 

7.232 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.766 

-1.14 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.003 

0.04 

0.04 







Non-command 

Younger Alluvium 

4.586 

-1.14 

0.100 

0.23 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.88 

0.016 

0.22 

0.23 


Hariyali 

0818000202288800 

12.555 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.278 

1.18 

0.100 

0.13 

0.02 

0.00 

0.00 

0.00 

0.61 

0.61 

0.49 

0.015 

0.11 

0.11 






Jawai Dam 

Command 

Older Alluvium 

0.207 

1.18 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.01 

0.01 







Command 

Younger Alluvium 

1.678 

1.18 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.23 

0.23 

0.09 

0.006 

0.04 

0.04 


Harjee 

0818000202288600 

23.435 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

19.899 

1.03 

0.100 

0.34 

0.05 

0.00 

0.00 

0.01 

2.32 

2.22 

1.27 

0.071 

0.29 

0.31 


Jakhora 

0820000802473600 

22.834 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

5.445 

2.57 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.38 

0.38 

0.13 

0.025 

0.11 

0.11 






Jawai Dam 

Command 

Phyllite & Schist 

6.567 

2.57 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.39 

0.39 

0.18 

0.030 

0.14 

0.14 







Command 

Erinpura Granite 

6.341 

2.57 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.45 

0.45 

0.15 

0.029 

0.13 

0.13 


Jalor (M) 

0818000341801000 

79.397 

Fresh 

Non-command 

Non-command 

Older Alluvium 

30.478 

2.15 

0.060 

0.70 

0.01 

0.00 

0.00 

0.05 

4.57 

4.00 

0.52 

1.735 

0.14 

0.16 







Non-command 

Younger Alluvium 

1.806 

2.15 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.43 

0.37 

0.03 

0.103 

0.01 

0.01 


Jalor 'B' (Rural) 

0818000302293800 

6.933 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.186 

0.91 

0.060 

0.19 

0.03 

0.00 

0.00 

0.00 

0.38 

0.32 

0.73 

0.021 

0.22 

0.26 







Non-command 

Younger Alluvium 

2.747 

0.91 

0.100 

0.13 

0.02 

0.00 

0.00 

0.00 

0.36 

0.30 

0.50 

0.014 

0.14 

0.17 


Jana 

0820000802471400 

7.422 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.422 

2.30 

0.100 

0.19 

0.01 

0.00 

0.00 

0.00 

1.88 

1.90 

0.70 

0.034 

0.37 

0.37 


Jhadoli 

0819000102343400 

38.351 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.133 

2.51 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.00 

0.000 

0.00 

0.00 


Jogapura 

0819000102343600 

18.420 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

18.267 

2.17 

0.200 

0.58 

0.03 

0.00 

0.00 

0.00 

8.47 

8.25 

2.21 

0.069 

0.44 

0.45 


Joyla 

0819000102343700 

10.640 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.236 

3.38 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.11 

0.04 

0.001 

0.01 

0.01 







Non-command 

Younger Alluvium 

6.676 

3.38 

0.200 

0.37 

0.02 

0.00 

0.00 

0.01 

4.84 

5.06 

1.46 

0.025 

0.30 

0.28 


Jubliganj 

0819000102342600 

1.752 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.752 

0.96 

0.200 

0.60 

0.09 

0.00 

0.00 

0.00 

0.85 

0.80 

2.40 

0.007 

0.36 

0.38 


Kana Kolar 

0819000102347500 

11.221 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

4.493 

2.60 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.26 

0.26 

0.09 

0.017 

0.19 

0.19 


Kaniwara 

0818000202288000 

8.244 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.219 

0.65 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.00 

0.011 

0.10 

0.10 







Non-command 

Younger Alluvium 

6.025 

0.65 

0.100 

0.01 

0.00 

0.00 

0.00 

0.01 

0.39 

0.37 

0.02 

0.030 

0.26 

0.27 


Kanpura 

0820000802473500 

3.717 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.801 

2.05 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.19 

0.21 

0.11 

0.004 

0.10 

0.10 







Non-command 

Phyllite & Schist 

0.173 

2.05 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.02 

0.02 







Non-command 

Erinpura Granite 

0.537 

2.05 

0.025 

0.01 

0.00 

0.00 

0.00 

0.01 

0.03 

0.03 

0.05 

0.002 

0.07 

0.06 


Katarasan 

0818000302292600 

8.386 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.213 

1.12 

0.060 

0.05 

0.00 

0.00 

0.00 

0.00 

0.20 

0.16 

0.20 

0.012 

0.09 

0.12 


Kathari 

0817000402165900 

37.865 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.434 

1.20 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.70 

0.50 

0.29 

0.026 

0.06 

0.08 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

1.20 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Keral 

0819000102342800 

2.304 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.304 

1.61 

0.120 

0.13 

0.01 

0.00 

0.00 

0.00 

0.57 

0.57 

0.53 

0.009 

0.38 

0.38 


Keshwana 

0818000302292500 

26.682 

Fresh 

Non-command 

Non-command 

Older Alluvium 

17.656 

1.99 

0.060 

0.52 

0.02 

0.00 

0.00 

0.00 

2.61 

2.05 

1.96 

0.093 

0.24 

0.30 







Non-command 

Younger Alluvium 

0.627 

1.99 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.11 

0.06 

0.003 

0.01 

0.01 


Khanpur 

0818000302292100 

9.139 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.054 

1.37 

0.060 

0.01 

0.00 

0.00 

0.00 

0.02 

0.33 

0.27 

0.00 

0.021 

0.16 

0.20 







Non-command 

Younger Alluvium 

3.906 

1.37 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.54 

0.45 

0.00 

0.021 

0.16 

0.19 


Khara 

0818000202286100 

11.809 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.276 

0.46 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 


Kharal 

0818000102276300 

8.001 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

7.989 

1.32 

0.100 

0.64 

0.03 

0.00 

0.00 

0.00 

1.66 

1.21 

2.51 

0.042 

0.35 

0.48 


Khera Narwi 

0820000802472800 

2.028 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.424 

3.49 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.51 

0.53 

0.04 

0.007 

0.32 

0.31 


Khiwandi 

0820000802471700 

42.430 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

16.653 

2.54 

0.020 

0.22 

0.03 

0.00 

0.00 

0.00 

1.04 

1.03 

0.78 

0.077 

0.15 

0.15 






Jawai Dam 

Command 

Phyllite & Schist 

2.061 

2.54 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.13 

0.10 

0.009 

0.02 

0.02 


Kolar 

0818000302292200 

12.089 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.844 

2.37 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.58 

0.48 

0.11 

0.020 

0.12 

0.14 


Koliwara 

0820000802473800 

18.133 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

3.412 

3.12 

0.025 

0.02 

0.00 

0.00 

0.00 

0.03 

0.26 

0.26 

0.07 

0.016 

0.09 

0.09 






Jawai Dam 

Command 

Phyllite & Schist 

0.212 

3.12 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 







Command 

Erinpura Granite 

13.944 

3.12 

0.025 

0.09 

0.01 

0.00 

0.00 

0.03 

1.14 

1.14 

0.27 

0.064 

0.37 

0.37 


Korta 

0820000802472600 

7.156 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.585 

3.30 

0.100 

0.13 

0.01 

0.00 

0.00 

0.00 

1.30 

1.34 

0.52 

0.016 

0.22 

0.21 







Non-command 

Younger Alluvium 

1.384 

3.30 

0.150 

0.05 

0.00 

0.00 

0.00 

0.00 

0.74 

0.76 

0.18 

0.006 

0.08 

0.08 


Kothar 

0820000902481200 

26.902 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

4.976 

2.70 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.30 

0.24 

0.08 

0.025 

0.08 

0.11 





Saline 

Non-command 

Non-command 

Erinpura Granite 

1.755 

2.70 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.01 

0.009 

0.03 

0.04 


Kuaber 

0818000302290900 

36.093 

Fresh 

Non-command 

Non-command 

Older Alluvium 

31.030 

1.10 

0.060 

0.44 

0.02 

0.00 

0.00 

0.00 

2.46 

1.57 

1.55 

0.164 

0.28 

0.45 


Kuara 

0818000202287500 

11.756 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

11.756 

-0.42 

0.100 

0.17 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.64 

0.042 

0.34 

0.36 


Kukri Khera 

0819000102346800 

7.804 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

7.804 

3.56 

0.020 

0.06 

0.01 

0.00 

0.00 

0.02 

0.59 

0.60 

0.19 

0.029 

0.48 

0.47 


Kumahroon Ki Dhani 

0817000402165800 

14.425 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.161 

1.80 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.97 

0.58 

0.30 

0.025 

0.14 

0.23 


Lakhmawa Bara 

0819000102343000 

2.196 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.729 

2.71 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.63 

0.64 

0.27 

0.007 

0.33 

0.32 







Non-command 

Younger Alluvium 

0.466 

2.71 

0.200 

0.03 

0.00 

0.00 

0.00 

0.00 

0.28 

0.29 

0.13 

0.002 

0.09 

0.09 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Deoli 

0819000102346700 

0.15 

0.32 

30.89 

0.39 

0.01 

0.40 

0.04 

0.52 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.429 

0.021 

0.407 

0.281 

68.99 

Safe 

Dhawala 

0818000302294400 

0.14 

0.23 

155.84 

0.28 

0.00 

0.28 

0.02 

0.17 

0.03 

0.0100 

- 

- 

0.001 

0.011 

0.037 

0.312 

0.016 

0.297 

0.316 

106.61 

Over Exploited 

Dodiyali 

0818000202288700 

0.15 

0.21 

314.13 

0.25 

0.02 

0.27 

0.02 

0.21 

0.03 

0.0600 

- 

- 

0.002 

0.062 

0.087 

0.358 

0.018 

0.340 

0.521 

153.16 

Over Exploited 

Doodni 

0820000902480200 

0.12 

0.10 

280.58 

0.12 

0.01 

0.13 

0.01 

0.15 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.163 

0.008 

0.155 

0.313 

201.87 

Over Exploited 

Elana 

0818000302290800 

0.10 

0.67 

380.64 

0.80 

0.09 

0.89 

0.03 

0.26 

0.08 

0.2800 

- 

- 

0.002 

0.282 

0.360 

1.251 

0.063 

1.188 

7.660 

644.51 

Over Exploited 



0.15 

0.24 

835.26 

0.29 

0.05 

0.34 

0.01 

0.12 

0.03 

0.1400 

- 

- 

0.005 

0.145 

0.173 

0.512 

0.026 

0.486 

3.917 

805.58 

Over Exploited 

Fatapura 

0820000802473300 

0.18 

0.05 

585.07 

0.06 

0.00 

0.06 

0.02 

0.26 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.075 

0.004 

0.071 

0.053 

75.22 

Semi Critical 


0819000102344000 

0.24 

0.27 

444.75 

0.32 

- 

0.32 

0.04 

0.48 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.333 

0.017 

0.316 

0.105 

33.08 

Safe 

Firozpura 

0818000302292300 

0.10 

0.26 

331.84 

0.32 

0.01 

0.33 

0.03 

0.30 

- 

0.0300 

- 

- 

0.005 

0.035 

0.035 

0.365 

0.018 

0.346 

0.912 

263.17 

Over Exploited 

Galthani 

0820000802474200 

0.12 

0.03 

480.81 

0.04 

0.00 

0.04 

0.01 

0.16 

- 

0.0100 

- 

- 

0.001 

0.012 

0.012 

0.050 

0.003 

0.048 

0.058 

122.18 

Over Exploited 



0.12 

0.18 

141.29 

0.21 

0.00 

0.21 

0.03 

0.37 

- 

0.0100 

0.0232 

0.0279 

0.001 

0.063 

0.063 

0.277 

0.014 

0.263 

0.146 

55.54 

Safe 

Gangawa 

0818000202286500 

0.12 

0.01 

- 

0.01 

0.00 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

0.000 

0.000 

0.001 

0.008 

0.001 

0.007 

0.020 

277.43 

Over Exploited 



0.15 

0.19 

- 

0.19 

0.00 

0.19 

0.03 

0.32 

0.02 

0.0100 

- 

- 

0.000 

0.010 

0.033 

0.227 

0.023 

0.204 

0.160 

78.22 

Semi Critical 

Godan 

0818000202285800 

0.16 

0.79 

167.68 

0.94 

0.01 

0.96 

0.04 

0.35 

0.09 

0.0400 

- 

- 

0.005 

0.046 

0.136 

1.093 

0.055 

1.038 

1.058 

101.91 

Over Exploited 



0.16 

0.01 

3,252.24 

0.01 

0.01 

0.02 

0.00 

0.04 

0.00 

0.0200 

- 

- 

0.000 

0.020 

0.022 

0.045 

0.002 

0.043 

0.635 

1,492.29 

Over Exploited 

Gola 

0819000102343200 

0.24 

0.67 

374,707.84 

0.81 

0.01 

0.82 

0.04 

0.46 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.846 

0.042 

0.804 

0.277 

34.51 

Safe 

Gura Balotan 

0818000202286600 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.003 

0.106 

3,120.03 

Over Exploited 



0.15 

0.15 

- 

0.15 

0.01 

0.16 

0.03 

0.25 

0.02 

0.0300 

- 

- 

- 

0.030 

0.048 

0.209 

0.021 

0.188 

0.900 

479.69 

Over Exploited 

Hariyali 

0818000202288800 

0.15 

0.07 

789.26 

0.08 

0.02 

0.10 

0.01 

0.12 

0.01 

0.0600 

- 

- 

0.003 

0.063 

0.072 

0.176 

0.009 

0.167 

0.506 

303.48 

Over Exploited 



0.12 

0.00 

11,307.89 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

0.0008 

0.0013 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.018 

822.86 

Over Exploited 



0.15 

0.01 

2,050.12 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

0.0100 

0.0067 

0.0107 

- 

0.027 

0.029 

0.041 

0.002 

0.039 

0.100 

254.69 

Over Exploited 

Flarjee 

0818000202288600 

0.15 

0.88 

153.23 

1.05 

0.06 

1.11 

0.03 

0.33 

0.10 

0.1400 

- 

- 

0.014 

0.154 

0.257 

1.370 

0.069 

1.302 

1.338 

102.76 

Over Exploited 

Jakhora 

0820000802473600 

0.12 

0.07 

413.31 

0.09 

0.01 

0.10 

0.01 

0.12 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.129 

0.006 

0.123 

0.159 

129.59 

Over Exploited 



0.10 

0.09 

331.99 

0.11 

0.01 

0.12 

0.01 

0.15 

- 

0.0300 

0.0435 

0.0418 

- 

0.115 

0.115 

0.233 

0.012 

0.222 

0.212 

95.70 

Critical 



0.12 

0.10 

345.84 

0.12 

0.01 

0.13 

0.01 

0.14 

- 

0.0300 

0.0420 

0.0404 

- 

0.112 

0.112 

0.243 

0.012 

0.231 

0.180 

77.93 

Semi Critical 

Jalor (M) 

0818000341801000 

0.14 

0.59 

576.34 

0.71 

0.06 

0.77 

0.02 

0.15 

0.07 

0.0200 

- 

- 

0.072 

0.092 

0.158 

0.926 

0.046 

0.879 

2.253 

256.25 

Over Exploited 



0.16 

0.00 

15,666.54 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

0.000 

0.000 

0.001 

0.004 

0.000 

0.004 

0.136 

3,768.93 

Over Exploited 

Jalor 'B' (Rural) 

0818000302293800 

0.14 

0.13 

151.18 

0.15 

0.03 

0.19 

0.02 

0.24 

- 

0.0800 

- 

- 

0.005 

0.085 

0.085 

0.273 

0.014 

0.259 

0.751 

289.52 

Over Exploited 



0.16 

0.06 

376.98 

0.08 

0.02 

0.10 

0.02 

0.16 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.156 

0.008 

0.148 

0.516 

348.14 

Over Exploited 

Jana 

0820000802471400 

0.18 

0.50 

282.59 

0.60 

0.01 

0.61 

0.04 

0.41 

- 

0.0300 

- 

- 

0.006 

0.036 

0.036 

0.647 

0.032 

0.615 

0.730 

118.78 

Over Exploited 

Jhadoli 

0819000102343400 

0.24 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jogapura 

0819000102343600 

0.24 

1.92 

725,067.05 

2.31 

0.03 

2.34 

0.04 

0.48 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

2.417 

0.121 

2.296 

2.281 

99.35 

Critical 

Joyla 

0819000102343700 

0.20 

0.00 

22,161.43 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.037 

6,524.84 

Over Exploited 



0.24 

0.48 

964.27 

0.57 

0.03 

0.61 

0.03 

0.32 

- 

0.0500 

- 

- 

0.022 

0.073 

0.073 

0.678 

0.034 

0.644 

1.486 

230.76 

Over Exploited 

Jubliganj 

0819000102342600 

0.24 

0.15 

422.69 

0.18 

0.09 

0.27 

0.04 

0.41 

0.02 

0.2700 

- 

- 

- 

0.270 

0.287 

0.561 

0.028 

0.533 

2.406 

451.03 

Over Exploited 

Kana Kolar 

0819000102347500 

0.15 

0.12 

########## 

0.15 

- 

0.15 

0.02 

0.21 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.157 

0.008 

0.149 

0.102 

68.46 

Safe 

Kaniwara 

0818000202288000 

0.14 

0.03 

174.96 

0.04 

- 

0.04 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.003 

0.039 

0.002 

0.037 

0.011 

29.40 

Safe 



0.16 

0.25 

46.88 

0.30 

0.01 

0.31 

0.03 

0.29 

0.03 

- 

- 

- 

0.018 

0.018 

0.047 

0.361 

0.018 

0.342 

0.047 

13.64 

Safe 

Kanpura 

0820000802473500 

0.18 

0.01 

1,286.95 

0.02 

- 

0.02 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.028 

0.001 

0.027 

0.112 

420.44 

Over Exploited 



0.10 

0.00 

4,626.87 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.020 

4,485.12 

Over Exploited 



0.12 

0.00 

632.90 

0.01 

0.01 

0.01 

0.01 

0.08 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.032 

0.002 

0.031 

0.052 

170.76 

Over Exploited 

Katarasan 

0818000302292600 

0.10 

0.02 

643.37 

0.03 

0.00 

0.03 

0.01 

0.10 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.013 

0.038 

0.002 

0.036 

0.215 

596.44 

Over Exploited 

Kathari 

0817000402165900 

0.15 

0.05 

########## 

0.06 

- 

0.06 

0.01 

0.07 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.077 

0.004 

0.073 

0.312 

425.78 

Over Exploited 



0.15 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Keral 

0819000102342800 

0.20 

0.18 

222.88 

0.21 

0.01 

0.22 

0.04 

0.42 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.242 

0.012 

0.230 

0.535 

232.64 

Over Exploited 

Keshwana 

0818000302292500 

0.10 

0.42 

389.11 

0.50 

0.02 

0.53 

0.03 

0.26 

- 

0.0700 

- 

- 

0.007 

0.077 

0.077 

0.606 

0.030 

0.575 

2.051 

356.53 

Over Exploited 



0.15 

0.00 

14,286.88 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.065 

7,217.65 

Over Exploited 

Khanpur 

0818000302292100 

0.10 

0.07 

311.53 

0.08 

0.02 

0.09 

0.02 

0.18 

- 

- 

- 

- 

0.023 

0.023 

0.023 

0.117 

0.006 

0.111 

0.021 

19.28 

Safe 



0.15 

0.09 

387.74 

0.11 

0.00 

0.11 

0.02 

0.17 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.119 

0.006 

0.113 

0.021 

18.21 

Safe 

Khara 

0818000202286100 

0.12 

0.00 

2,512.07 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

0.000 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Kharal 

0818000102276300 

0.15 

0.42 

189.39 

0.50 

0.03 

0.53 

0.04 

0.39 

0.05 

0.0900 

- 

- 

0.001 

0.091 

0.140 

0.671 

0.034 

0.637 

2.552 

400.43 

Over Exploited 

Khera Narwi 

0820000802472800 

0.18 

0.08 

536.11 

0.10 

- 

0.10 

0.03 

0.35 

- 

- 

- 

- 

- 

- 

- 

0.100 

0.005 

0.095 

0.043 

44.95 

Safe 

Khiwandi 

0820000802471700 

0.10 

0.24 

########## 

0.29 

0.03 

0.32 

0.02 

0.16 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.411 

0.021 

0.391 

0.855 

218.68 

Over Exploited 



0.10 

0.00 

3,477.18 

0.00 

- 

0.00 

0.00 

0.02 

- 

0.0100 

0.0082 

0.0131 

- 

0.031 

0.031 

0.036 

0.002 

0.034 

0.107 

316.09 

Over Exploited 

Kolar 

0818000302292200 

0.10 

0.04 

983.56 

0.05 

0.00 

0.05 

0.01 

0.13 

- 

0.0100 

- 

- 

0.001 

0.012 

0.012 

0.066 

0.003 

0.062 

0.128 

205.90 

Over Exploited 

Koliwara 

0820000802473800 

0.12 

0.04 

593.34 

0.04 

0.03 

0.07 

0.01 

0.10 

- 

0.0100 

- 

- 

0.046 

0.056 

0.056 

0.130 

0.007 

0.124 

0.083 

66.84 

Safe 



0.10 

0.00 

11,036.33 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0011 

0.0013 

- 

0.003 

0.003 

0.003 

0.000 

0.003 

0.001 

38.77 

Safe 



0.12 

0.62 

84.56 

0.74 

0.04 

0.78 

0.03 

0.40 

- 

0.0300 

0.0738 

0.0888 

0.046 

0.238 

0.238 

1.020 

0.051 

0.969 

0.333 

34.39 

Safe 

Korta 

0820000802472600 

0.18 

0.14 

842.92 

0.17 

0.01 

0.18 

0.02 

0.24 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.240 

0.012 

0.228 

0.532 

233.19 

Over Exploited 



0.22 

0.03 

2,819.68 

0.03 

- 

0.03 

0.01 

0.09 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.051 

0.003 

0.048 

0.190 

392.55 

Over Exploited 

Kothar 

0820000902481200 

0.12 

0.05 

374.04 

0.06 

- 

0.06 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.070 

0.004 

0.067 

0.103 

154.31 

Over Exploited 



0.08 

0.00 

1,906.03 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.021 

437.70 

Over Exploited 

Kuaber 

0818000302290900 

0.10 

0.88 

77.86 

1.06 

0.02 

1.08 

0.03 

0.32 

0.11 

0.0600 

- 

- 

0.000 

0.061 

0.169 

1.248 

0.062 

1.185 

1.717 

144.85 

Over Exploited 

Kuara 

0818000202287500 

0.15 

0.61 

- 

0.61 

0.02 

0.63 

0.04 

0.38 

0.07 

0.0700 

- 

- 

0.002 

0.072 

0.144 

0.772 

0.077 

0.694 

0.677 

97.47 

Critical 

Kukri Khera 

0819000102346800 

0.15 

0.56 

7.86 

0.60 

0.03 

0.63 

0.04 

0.52 

- 

0.0200 

- 

- 

0.025 

0.045 

0.045 

0.676 

0.034 

0.642 

0.221 

34.47 

Safe 

Kumahroon Ki Dhani 

0817000402165800 

0.15 

0.07 

########## 

0.08 

- 

0.08 

0.02 

0.16 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.097 

0.005 

0.092 

0.328 

355.86 

Over Exploited 

Lakhmawa Bara 

0819000102343000 

0.20 

0.11 

467.78 

0.14 

- 

0.14 

0.03 

0.36 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.166 

0.008 

0.157 

0.277 

175.69 

Over Exploited 



0.24 

0.01 

2,809.63 

0.01 

- 

0.01 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.022 

0.001 

0.021 

0.128 

615.95 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Lakhmawa Chhota 

081900010234290C 

2.731 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.073 

1.64 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.48 

0.48 

0.31 

0.008 

0.30 

0.30 







Non-command 

Younger Alluvium 

0.658 

1.64 

0.200 

0.05 

0.01 

0.00 

0.00 

0.00 

0.26 

0.26 

0.19 

0.002 

0.09 

0.09 


Leta 

081800030229430C 

15.850 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.225 

1.22 

0.060 

0.06 

0.01 

0.00 

0.00 

0.03 

0.70 

0.65 

0.19 

0.045 

0.21 

0.22 







Non-command 

Younger Alluvium 

6.625 

1.22 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.84 

0.78 

0.16 

0.033 

0.15 

0.16 


Madri 

081800020228640C 

4.650 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.650 

0.44 

0.100 

0.14 

0.01 

0.00 

0.00 

0.00 

0.33 

0.32 

0.55 

0.017 

0.35 

0.37 


Maheshpura 

0818000302294200 

8.634 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

8.634 

0.09 

0.100 

0.03 

0.00 

0.00 

0.00 

0.01 

0.10 

0.09 

0.08 

0.043 

0.36 

0.40 


Malpura 

0818000202289000 

8.280 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.121 

0.91 

0.100 

0.13 

0.02 

0.00 

0.00 

0.00 

0.21 

0.21 

0.50 

0.004 

0.04 

0.04 






Jawai Dam 

Command 

Younger Alluvium 

0.951 

0.91 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.11 

0.07 

0.003 

0.04 

0.04 


Manadar 

0819000102342500 

102.270 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.626 

1.65 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

1.16 

1.08 

0.13 

0.021 

0.02 

0.02 







Non-command 

Younger Alluvium 

35.823 

1.65 

0.200 

0.40 

0.05 

0.00 

0.00 

0.00 

12.20 

11.35 

1.42 

0.135 

0.13 

0.14 


Mandwala 

0818000302291300 

12.228 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.773 

1.64 

0.060 

0.05 

0.00 

0.00 

0.00 

0.00 

0.13 

0.10 

0.21 

0.004 

0.02 

0.03 







Non-command 

Younger Alluvium 

8.323 

1.64 

0.100 

0.57 

0.03 

0.00 

0.00 

0.00 

1.90 

1.50 

2.21 

0.044 

0.25 

0.31 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.898 

1.64 

0.060 

0.10 

0.00 

0.00 

0.00 

0.00 

0.19 

0.15 

0.38 

0.005 

0.03 

0.03 







Non-command 

Younger Alluvium 

2.234 

1.64 

0.100 

0.24 

0.01 

0.00 

0.00 

0.00 

0.60 

0.47 

0.96 

0.012 

0.07 

0.08 


Meda Uparla 

0818000302294500 

51.913 

Fresh 

Non-command 

Non-command 

Older Alluvium 

19.186 

1.30 

0.060 

0.13 

0.02 

0.00 

0.00 

0.01 

1.60 

1.49 

0.41 

0.095 

0.13 

0.14 


Meethri 

0818000202284700 

16.863 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.293 

-0.85 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 







Non-command 

Younger Alluvium 

2.549 

-0.85 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.013 

0.05 

0.06 


Mochhal 

0819000102344100 

15.039 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

10.285 

1.97 

0.200 

0.19 

0.03 

0.00 

0.00 

0.00 

4.20 

3.76 

0.71 

0.039 

0.28 

0.32 


Mordoo 

0820000802472200 

6.438 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.389 

5.34 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.01 

0.002 

0.03 

0.03 






Jawai Dam 

Command 

Phyllite & Schist 

6.049 

5.34 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.67 

0.71 

0.09 

0.028 

0.44 

0.42 


Moroo 

0818000202287100 

4.185 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.108 

-0.51 

0.100 

0.32 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.27 

0.004 

0.09 

0.09 






Jawai Dam 

Command 

Younger Alluvium 

1.906 

-0.51 

0.100 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.78 

0.007 

0.15 

0.15 


Mubari 

0817000402164900 

24.537 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.877 

0.45 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.004 

0.01 

0.02 


Mudi 

0818000302291700 

13.982 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.428 

0.42 

0.100 

0.13 

0.01 

0.00 

0.00 

0.00 

0.18 

0.15 

0.53 

0.008 

0.04 

0.05 





Saline 

Non-command 

Non-command 

Older Alluvium 

9.405 

0.42 

0.060 

0.07 

0.00 

0.00 

0.00 

0.00 

0.30 

0.25 

0.23 

0.050 

0.25 

0.31 







Non-command 

Younger Alluvium 

3.058 

0.42 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.12 

0.07 

0.016 

0.08 

0.10 


Narsana 

0818000302291600 

12.424 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.743 

0.62 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.30 

0.24 

0.00 

0.041 

0.23 

0.29 


Nawa Bas 

0819000102347000 

1.551 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

1.551 

3.49 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.13 

0.07 

0.006 

0.48 

0.46 


Netra 

0820000802472000 

9.951 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.920 

3.11 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.04 

0.004 

0.04 

0.04 







Non-command 

Erinpura Granite 

2.731 

3.11 

0.025 

0.03 

0.01 

0.00 

0.00 

0.00 

0.23 

0.23 

0.11 

0.013 

0.13 

0.13 






Jawai Dam 

Command 

Phyllite & Schist 

2.510 

3.11 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.18 

0.17 

0.12 

0.012 

0.12 

0.12 







Command 

Erinpura Granite 

0.333 

3.11 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.002 

0.02 

0.02 


Nimblana 

0818000302290700 

24.816 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.961 

2.13 

0.060 

0.40 

0.02 

0.00 

0.00 

0.00 

1.90 

1.38 

1.53 

0.063 

0.17 

0.23 







Non-command 

Younger Alluvium 

4.248 

2.13 

0.100 

0.15 

0.01 

0.00 

0.00 

0.00 

1.04 

0.76 

0.59 

0.022 

0.06 

0.08 





Saline 

Non-command 

Non-command 

Older Alluvium 

8.607 

2.13 

0.060 

0.32 

0.02 

0.00 

0.00 

0.00 

1.40 

1.01 

1.21 

0.045 

0.12 

0.17 


Nowi 

0820000802471300 

12.676 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.417 

0.99 

0.100 

0.44 

0.06 

0.00 

0.00 

0.01 

1.41 

1.40 

1.69 

0.048 

0.29 

0.29 







Non-command 

Younger Alluvium 

2.259 

0.99 

0.150 

0.08 

0.01 

0.00 

0.00 

0.00 

0.41 

0.40 

0.32 

0.010 

0.06 

0.06 


Oon 

0818000202287900 

6.428 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.428 

1.21 

0.100 

0.09 

0.00 

0.00 

0.00 

0.01 

0.86 

0.82 

0.30 

0.032 

0.36 

0.37 


Otwala 

0818000102276200 

21.248 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.188 

2.21 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.001 

0.00 

0.00 







Non-command 

Younger Alluvium 

20.714 

2.21 

0.100 

1.13 

0.05 

0.00 

0.00 

0.00 

5.65 

3.99 

4.36 

0.109 

0.34 

0.48 


Pachanawa 

0818000202288900 

2.914 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.898 

0.60 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.23 

0.22 

0.21 

0.010 

0.32 

0.33 


Paharpur 

0818000302291800 

10.555 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

8.144 

0.83 

0.100 

0.28 

0.01 

0.00 

0.00 

0.00 

0.95 

0.77 

1.04 

0.043 

0.28 

0.35 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.829 

0.83 

0.060 

0.11 

0.01 

0.00 

0.00 

0.00 

0.19 

0.16 

0.44 

0.010 

0.06 

0.08 







Non-command 

Younger Alluvium 

0.582 

0.83 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.13 

0.003 

0.02 

0.02 


Palasiya 

0818000202290100 

6.446 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.675 

1.47 

0.060 

0.06 

0.01 

0.00 

0.00 

0.00 

0.37 

0.37 

0.22 

0.013 

0.18 

0.18 







Non-command 

Younger Alluvium 

1.872 

1.47 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.30 

0.30 

0.14 

0.007 

0.09 

0.09 






Jawai Dam 

Command 

Older Alluvium 

0.068 

1.47 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.000 

0.00 

0.00 


Palasiya Khurd 

0818000202290200 

3.114 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.055 

0.97 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Younger Alluvium 

3.059 

0.97 

0.100 

0.13 

0.02 

0.00 

0.00 

0.00 

0.41 

0.40 

0.49 

0.011 

0.32 

0.33 


Pandgara 

0818000202288200 

13.335 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.095 

0.36 

0.060 

0.09 

0.01 

0.00 

0.00 

0.00 

0.30 

0.28 

0.28 

0.050 

0.27 

0.28 







Non-command 

Younger Alluvium 

0.495 

0.36 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.002 

0.01 

0.01 


Paota 

0818000202289600 

9.930 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.421 

1.62 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.07 

0.001 

0.01 

0.01 







Non-command 

Younger Alluvium 

2.384 

1.62 

0.100 

0.14 

0.02 

0.00 

0.00 

0.00 

0.51 

0.50 

0.55 

0.008 

0.07 

0.08 






Jawai Dam 

Command 

Older Alluvium 

3.370 

1.62 

0.060 

0.06 

0.01 

0.00 

0.00 

0.01 

0.37 

0.37 

0.22 

0.012 

0.10 

0.11 







Command 

Younger Alluvium 

0.085 

1.62 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Pariharon Ki Dhani 

0817000402164700 

40.374 

Fresh 

Non-command 

Non-command 

Jalore Granite 

3.763 

0.06 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.08 

0.015 

0.03 

0.05 







Non-command 

Older Alluvium 

5.617 

0.06 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.17 

0.022 

0.04 

0.08 


Phachariya 

0819000102347100 

3.607 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.747 

2.83 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.01 

0.003 

0.10 

0.10 


Pomawa 

0820000802472300 

14.900 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.308 

4.85 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.16 

0.00 

0.001 

0.01 

0.01 







Non-command 

Phyllite & Schist 

2.193 

4.85 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.24 

0.03 

0.010 

0.07 

0.07 






Jawai Dam 

Command 

Phyllite & Schist 

11.782 

4.85 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

1.19 

1.27 

0.17 

0.054 

0.38 

0.35 


Posaliyan 

0819000102343800 

14.697 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

8.751 

5.08 

0.200 

0.59 

0.03 

0.00 

0.00 

0.00 

9.45 

9.64 

2.31 

0.033 

0.28 

0.27 


Poyana 

0820000802472900 

3.158 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.194 

2.79 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.64 

0.67 

0.11 

0.010 

0.33 

0.31 







Non-command 

Younger Alluvium 

0.622 

2.79 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.27 

0.28 

0.03 

0.003 

0.09 

0.09 


Purara 

0820000802473400 

12.691 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.037 

3.17 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.99 

1.06 

0.11 

0.014 

0.11 

0.11 







Non-command 

Phyllite & Schist 

3.174 

3.17 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.23 

0.25 

0.09 

0.015 

0.12 

0.11 






Jawai Dam 

Command 

Older Alluvium 

1.204 

3.17 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.39 

0.42 

0.05 

0.006 

0.05 

0.04 







Command 

Phyllite & Schist 

4.715 

3.17 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.33 

0.35 

0.13 

0.022 

0.18 

0.17 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Lakhmawa Chhota 

0819000102342900 

0.20 

0.12 

289.41 

0.15 

0.01 

0.16 

0.03 

0.33 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.188 

0.009 

0.179 

0.314 

175.37 

Over Exploited 



0.24 

0.01 

1,624.39 

0.02 

0.01 

0.03 

0.01 

0.10 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.048 

0.002 

0.046 

0.191 

420.54 

Over Exploited 

Leta 

0818000302294300 

0.14 

0.27 

140.25 

0.32 

0.04 

0.36 

0.02 

0.23 

0.03 

0.0200 

- 

- 

0.039 

0.059 

0.090 

0.449 

0.022 

0.426 

0.230 

54.04 

Safe 



0.16 

0.16 

392.51 

0.19 

0.01 

0.20 

0.02 

0.17 

0.02 

0.0200 

- 

- 

0.005 

0.025 

0.044 

0.247 

0.012 

0.235 

0.188 

79.88 

Semi Critical 

Madri 

0818000202286400 

0.15 

0.25 

27.72 

0.30 

0.01 

0.31 

0.04 

0.40 

0.03 

0.0200 

- 

- 

- 

0.020 

0.049 

0.355 

0.018 

0.338 

0.562 

166.31 

Over Exploited 

Maheshpura 

0818000302294200 

0.16 

0.50 

(81.86) 

0.40 

0.01 

0.40 

0.04 

0.40 

0.06 

- 

- 

- 

0.009 

0.009 

0.065 

0.468 

0.023 

0.444 

0.126 

28.26 

Safe 

Malpura 

0818000202289000 

0.15 

0.01 

2,825.36 

0.01 

0.02 

0.03 

0.01 

0.05 

0.00 

0.0600 

- 

- 

- 

0.060 

0.061 

0.089 

0.004 

0.085 

0.503 

591.71 

Over Exploited 



0.15 

0.01 

1,946.34 

0.01 

- 

0.01 

0.00 

0.04 

0.00 

0.0100 

0.0038 

0.0061 

- 

0.020 

0.020 

0.027 

0.001 

0.025 

0.073 

290.23 

Over Exploited 

Manadar 

0819000102342500 

0.20 

0.02 

4,547.03 

0.03 

- 

0.03 

0.00 

0.02 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.038 

0.002 

0.036 

0.151 

421.02 

Over Exploited 



0.24 

1.09 

########## 

1.31 

0.05 

1.36 

0.01 

0.15 

- 

0.1600 

- 

- 

- 

0.160 

0.160 

1.523 

0.076 

1.446 

1.552 

107.28 

Over Exploited 

Mandwala 

0818000302291300 

0.10 

0.00 

5,499.03 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.012 

0.211 

1,831.41 

Over Exploited 



0.15 

0.31 

386.51 

0.37 

0.03 

0.40 

0.03 

0.27 

- 

0.0800 

- 

- 

0.004 

0.084 

0.084 

0.488 

0.024 

0.463 

2.257 

487.23 

Over Exploited 



0.10 

0.00 

6,104.21 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.389 

3,178.02 

Over Exploited 



0.15 

0.02 

2,016.93 

0.03 

0.01 

0.04 

0.01 

0.07 

- 

0.0400 

- 

- 

0.000 

0.040 

0.040 

0.077 

0.004 

0.073 

0.967 

1,323.92 

Over Exploited 

Meda Uparla 

0818000302294500 

0.14 

0.36 

314.45 

0.43 

0.03 

0.46 

0.02 

0.15 

0.04 

0.0500 

- 

- 

0.010 

0.060 

0.101 

0.558 

0.028 

0.530 

0.501 

94.50 

Critical 

Meethri 

0818000202284700 

0.14 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

0.005 

0.005 

0.005 

0.008 

0.001 

0.007 

0.001 

20.25 

Safe 



0.16 

0.02 

- 

0.02 

0.00 

0.02 

0.01 

0.06 

0.00 

- 

- 

- 

0.003 

0.003 

0.006 

0.030 

0.003 

0.027 

0.046 

167.17 

Over Exploited 

Mochhal 

0819000102344100 

0.24 

0.65 

########## 

0.78 

0.03 

0.81 

0.03 

0.31 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.891 

0.045 

0.846 

0.744 

87.87 

Semi Critical 

Mordoo 

0820000802472200 

0.10 

0.00 

3,774.56 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.004 

0.000 

0.004 

0.012 

309.43 

Over Exploited 



0.10 

0.27 

167.04 

0.32 

0.00 

0.32 

0.04 

0.48 

- 

0.0100 

0.0160 

0.0193 

0.002 

0.047 

0.047 

0.368 

0.018 

0.349 

0.114 

32.58 

Safe 

Moroo 

0818000202287100 

0.15 

0.01 

- 

0.01 

0.02 

0.03 

0.01 

0.10 

0.00 

0.0500 

- 

- 

- 

0.050 

0.052 

0.086 

0.009 

0.077 

1.275 

1,645.67 

Over Exploited 



0.15 

0.04 

- 

0.04 

0.01 

0.05 

0.02 

0.17 

0.01 

0.0300 

0.0050 

0.0061 

- 

0.041 

0.046 

0.099 

0.010 

0.089 

0.783 

881.39 

Over Exploited 

Mubari 

0817000402164900 

0.11 

0.00 

2,689.36 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.012 

1,173.44 

Over Exploited 

Mudi 

0818000302291700 

0.15 

0.01 

1,719.95 

0.01 

0.01 

0.02 

0.00 

0.04 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.080 

0.004 

0.076 

0.538 

710.49 

Over Exploited 



0.10 

0.23 

6.16 

0.25 

0.00 

0.25 

0.03 

0.27 

- 

0.0300 

- 

- 

0.007 

0.037 

0.037 

0.288 

0.014 

0.273 

0.278 

101.61 

Over Exploited 



0.15 

0.04 

228.62 

0.04 

- 

0.04 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.054 

0.003 

0.052 

0.081 

157.56 

Over Exploited 

Narsana 

0818000302291600 

0.10 

0.18 

33.42 

0.21 

0.00 

0.22 

0.02 

0.25 

- 

- 

- 

- 

0.005 

0.006 

0.006 

0.223 

0.011 

0.211 

0.041 

19.35 

Safe 

Nawa Bas 

0819000102347000 

0.15 

0.11 

18.35 

0.13 

0.00 

0.13 

0.04 

0.52 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.147 

0.007 

0.139 

0.078 

55.88 

Safe 

Netra 

0820000802472000 

0.10 

0.00 

1,568.50 

0.00 

- 

0.00 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.014 

0.042 

302.64 

Over Exploited 



0.12 

0.04 

42,322.88 

0.05 

0.01 

0.06 

0.01 

0.14 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.078 

0.004 

0.074 

0.122 

163.22 

Over Exploited 



0.10 

0.03 

487.83 

0.03 

0.01 

0.04 

0.01 

0.13 

- 

0.0200 

0.0199 

0.0240 

- 

0.064 

0.064 

0.109 

0.005 

0.103 

0.127 

122.46 

Over Exploited 



0.12 

0.00 

3,992.64 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0026 

0.0032 

- 

0.006 

0.006 

0.007 

0.000 

0.006 

0.019 

298.44 

Over Exploited 

Nimblana 

0818000302290700 

0.10 

0.20 

581.42 

0.24 

0.02 

0.26 

0.02 

0.19 

0.02 

0.0600 

- 

- 

0.002 

0.062 

0.085 

0.349 

0.017 

0.332 

1.589 

478.96 

Over Exploited 



0.15 

0.04 

1,872.69 

0.05 

0.01 

0.06 

0.01 

0.07 

0.00 

0.0200 

- 

- 

- 

0.020 

0.024 

0.080 

0.004 

0.076 

0.609 

798.71 

Over Exploited 



0.10 

0.10 

865.99 

0.13 

0.02 

0.15 

0.01 

0.14 

0.01 

0.0500 

- 

- 

- 

0.050 

0.062 

0.208 

0.010 

0.197 

1.253 

635.22 

Over Exploited 

Nowi 

0820000802471300 

0.18 

0.54 

161.37 

0.64 

0.07 

0.71 

0.03 

0.32 

0.06 

0.1900 

- 

- 

0.008 

0.198 

0.261 

0.969 

0.048 

0.921 

1.735 

188.46 

Over Exploited 



0.22 

0.03 

1,211.90 

0.04 

0.01 

0.05 

0.01 

0.07 

0.00 

0.0400 

- 

- 

- 

0.040 

0.044 

0.091 

0.005 

0.086 

0.334 

388.75 

Over Exploited 

Oon 

0818000202287900 

0.16 

0.37 

123.40 

0.44 

0.01 

0.44 

0.04 

0.40 

0.04 

0.0100 

- 

- 

0.008 

0.018 

0.060 

0.505 

0.025 

0.479 

0.336 

70.02 

Semi Critical 

Otwala 

0818000102276200 

0.10 

0.00 

295,710.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.037 

65,965.83 

Over Exploited 



0.15 

1.04 

281.68 

1.25 

0.05 

1.31 

0.04 

0.38 

0.12 

0.1600 

- 

- 

0.003 

0.163 

0.287 

1.592 

0.080 

1.513 

4.470 

295.56 

Over Exploited 

Pachanawa 

0818000202288900 

0.15 

0.14 

56.89 

0.17 

0.01 

0.18 

0.04 

0.36 

0.02 

0.0200 

- 

- 

- 

0.020 

0.037 

0.215 

0.011 

0.205 

0.221 

108.17 

Over Exploited 

Paharpur 

0818000302291800 

0.15 

0.35 

123.46 

0.41 

0.01 

0.42 

0.03 

0.31 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.464 

0.023 

0.441 

1.087 

246.53 

Over Exploited 



0.10 

0.01 

1,237.41 

0.01 

0.01 

0.02 

0.01 

0.07 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.046 

0.002 

0.043 

0.452 

1,043.30 

Over Exploited 



0.15 

0.00 

3,520.49 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.135 

6,723.85 

Over Exploited 

Palasiya 

0818000202290100 

0.12 

0.08 

365.50 

0.10 

0.01 

0.11 

0.02 

0.20 

0.01 

0.0200 

- 

- 

0.003 

0.023 

0.033 

0.140 

0.007 

0.133 

0.228 

171.93 

Over Exploited 



0.15 

0.03 

1,068.69 

0.03 

0.01 

0.04 

0.01 

0.10 

0.00 

0.0200 

- 

- 

0.003 

0.023 

0.026 

0.069 

0.003 

0.065 

0.147 

224.40 

Over Exploited 



0.12 

0.00 

58,795.31 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.033 

4,755.43 

Over Exploited 

Palasiya Khurd 

0818000202290200 

0.12 

0.00 

8,397.88 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.15 

171.67 

0.18 

0.02 

0.20 

0.04 

0.36 

0.02 

0.0600 

- 

- 

0.000 

0.060 

0.078 

0.276 

0.014 

0.262 

0.502 

191.57 

Over Exploited 

Pandgara 

0818000202288200 

0.14 

0.38 

(25.79) 

0.30 

0.01 

0.32 

0.03 

0.30 

0.04 

0.0300 

- 

- 

0.002 

0.033 

0.076 

0.393 

0.020 

0.373 

0.334 

89.39 

Semi Critical 



0.16 

0.00 

2,431.75 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.019 

1,486.41 

Over Exploited 

Paota 

0818000202289600 

0.12 

0.00 

9,021.23 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.067 

653.13 

Over Exploited 



0.15 

0.03 

1,788.79 

0.03 

0.02 

0.05 

0.01 

0.08 

0.00 

0.0600 

- 

- 

- 

0.060 

0.063 

0.115 

0.006 

0.110 

0.553 

505.46 

Over Exploited 



0.12 

0.04 

763.79 

0.05 

0.02 

0.07 

0.01 

0.12 

0.01 

0.0200 

0.0134 

0.0215 

0.011 

0.066 

0.072 

0.140 

0.007 

0.133 

0.230 

172.92 

Over Exploited 



0.15 

0.00 

40,276.54 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0005 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Pariharon Ki Dhani 

0817000402164700 

0.11 

0.01 

4,699.81 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.009 

0.094 

1,088.51 

Over Exploited 



0.15 

0.03 

2,090.36 

0.03 

- 

0.03 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.045 

0.002 

0.043 

0.195 

457.44 

Over Exploited 

Phachariya 

0819000102347100 

0.15 

0.01 

297.28 

0.01 

- 

0.01 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.013 

0.015 

116.77 

Over Exploited 

Pomawa 

0820000802472300 

0.18 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

244.01 

Over Exploited 



0.10 

0.02 

975,906.94 

0.02 

- 

0.02 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.018 

0.001 

0.018 

0.039 

223.32 

Over Exploited 



0.10 

0.44 

185.51 

0.53 

0.01 

0.54 

0.03 

0.41 

- 

0.0200 

0.0468 

0.0751 

- 

0.142 

0.142 

0.685 

0.034 

0.651 

0.227 

34.91 

Safe 

Posaliyan 

0819000102343800 

0.24 

0.59 

1,542.33 

0.70 

0.03 

0.74 

0.03 

0.31 

- 

0.0900 

- 

- 

0.004 

0.094 

0.094 

0.831 

0.042 

0.789 

2.345 

297.19 

Over Exploited 

Poyana 

0820000802472900 

0.18 

0.13 

419.67 

0.15 

0.00 

0.16 

0.03 

0.36 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.169 

0.008 

0.161 

0.118 

73.57 

Semi Critical 



0.22 

0.01 

2,129.36 

0.02 

0.00 

0.02 

0.01 

0.10 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.016 

0.001 

0.015 

0.035 

226.70 

Over Exploited 

Purara 

0820000802473400 

0.18 

0.06 

1,587.86 

0.08 

- 

0.08 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.085 

0.004 

0.081 

0.122 

150.69 

Over Exploited 



0.10 

0.04 

########## 

0.05 

- 

0.05 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.056 

0.003 

0.053 

0.101 

190.45 

Over Exploited 



0.18 

0.01 

4,137.82 

0.01 

- 

0.01 

0.00 

0.05 

- 

0.0100 

0.0048 

0.0077 

- 

0.022 

0.022 

0.034 

0.002 

0.033 

0.054 

164.71 

Over Exploited 



0.10 

0.08 

317.64 

0.10 

0.01 

0.11 

0.02 

0.19 

- 

0.0200 

0.0187 

0.0300 

- 

0.069 

0.069 

0.179 

0.009 

0.171 

0.156 

91.31 

Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Rajanwari 

081800020228810C 

5.579 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.579 

0.38 

0.060 

0.03 

0.00 

0.00 

0.00 

0.01 

0.15 

0.14 

0.10 

0.028 

0.36 

0.38 


Ramnagar 

0820000802474100 

1.640 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.168 

3.05 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.05 

0.05 






Jawai Dam 

Command 

Erinpura Granite 

1.472 

3.05 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.14 

0.08 

0.007 

0.43 

0.41 


Ranchhor Nagar 

0818000302293700 

3.263 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.001 

0.67 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

3.262 

0.67 

0.100 

0.10 

0.01 

0.00 

0.00 

0.00 

0.31 

0.27 

0.39 

0.016 

0.36 

0.41 


Rasiyawas 

0818000202289900 

6.534 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.070 

1.57 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

3.862 

1.57 

0.100 

0.10 

0.01 

0.00 

0.00 

0.00 

0.69 

0.68 

0.40 

0.014 

0.19 

0.19 






Jawai Dam 

Command 

Older Alluvium 

1.744 

1.57 

0.060 

0.05 

0.01 

0.00 

0.00 

0.00 

0.20 

0.20 

0.18 

0.006 

0.08 

0.08 







Command 

Younger Alluvium 

0.460 

1.57 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.07 

0.002 

0.02 

0.02 


Ratanpura 

0818000202285500 

9.635 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

9.413 

0.70 

0.100 

0.14 

0.02 

0.00 

0.00 

0.00 

0.78 

0.73 

0.48 

0.046 

0.35 

0.37 


Ratunja 

0818000302291200 

5.264 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.692 

1.99 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.12 

0.09 

0.15 

0.004 

0.05 

0.06 







Non-command 

Younger Alluvium 

3.163 

1.99 

0.100 

0.19 

0.01 

0.00 

0.00 

0.00 

0.81 

0.62 

0.75 

0.017 

0.22 

0.28 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.409 

1.99 

0.060 

0.13 

0.01 

0.00 

0.00 

0.00 

0.29 

0.22 

0.50 

0.007 

0.10 

0.13 







Non-command 

Younger Alluvium 

0.000 

1.99 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Relon Ki Dhani 

0817000402164800 

19.122 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.222 

-0.15 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.00 

0.01 


Rewatra 

0818000102276600 

15.716 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.378 

1.29 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.002 

0.01 

0.01 


Rojra 

0820000802472100 

16.328 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.290 

3.18 

0.020 

0.04 

0.00 

0.00 

0.00 

0.01 

0.50 

0.50 

0.13 

0.034 

0.20 

0.20 






Jawai Dam 

Command 

Phyllite & Schist 

8.093 

3.18 

0.020 

0.05 

0.01 

0.00 

0.00 

0.01 

0.55 

0.55 

0.13 

0.037 

0.22 

0.22 


Rowara 

0819000102342700 

40.831 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.273 

1.64 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.02 

0.001 

0.00 

0.00 







Non-command 

Younger Alluvium 

32.124 

1.64 

0.200 

0.58 

0.08 

0.00 

0.00 

0.00 

11.05 

10.80 

2.17 

0.121 

0.30 

0.31 


Rughnathpura 

0820000902480300 

14.869 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

11.023 

2.83 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.69 

0.62 

0.27 

0.055 

0.35 

0.39 





Saline 

Non-command 

Non-command 

Erinpura Granite 

0.427 

2.83 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.002 

0.01 

0.02 


Samati Pura 

0818000302294000 

5.420 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.124 

0.12 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.07 

0.025 

0.34 

0.39 





Saline 

Non-command 

Non-command 

Younger Alluvium 

0.296 

0.12 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.001 

0.02 

0.02 


Samooja 

0818000202284500 

23.280 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.785 

0.50 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.11 

0.12 

0.014 

0.04 

0.04 







Non-command 

Younger Alluvium 

11.646 

0.50 

0.100 

0.15 

0.01 

0.00 

0.00 

0.01 

0.71 

0.68 

0.52 

0.057 

0.18 

0.19 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.905 

0.50 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.004 

0.01 

0.01 







Non-command 

Younger Alluvium 

1.807 

0.50 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.09 

0.009 

0.03 

0.03 


Sankarna 

0818000202285600 

12.468 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.204 

0.57 

0.060 

0.02 

0.00 

0.00 

0.00 

0.01 

0.05 

0.05 

0.07 

0.006 

0.03 

0.04 







Non-command 

Younger Alluvium 

11.264 

0.57 

0.100 

0.17 

0.02 

0.00 

0.00 

0.00 

0.79 

0.75 

0.61 

0.056 

0.32 

0.34 


Sanphara 

0818000302292000 

17.025 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.314 

1.78 

0.060 

0.43 

0.02 

0.00 

0.00 

0.01 

1.61 

1.29 

1.64 

0.060 

0.24 

0.30 







Non-command 

Younger Alluvium 

5.520 

1.78 

0.100 

0.22 

0.01 

0.00 

0.00 

0.00 

1.19 

0.96 

0.84 

0.029 

0.12 

0.15 


Sanwara 

0818000202287700 

11.962 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

11.962 

0.95 

0.100 

0.18 

0.01 

0.00 

0.00 

0.00 

1.31 

1.25 

0.65 

0.043 

0.36 

0.37 


Sapni 

0818000202285100 

3.702 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.180 

0.28 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.006 

0.12 

0.14 







Non-command 

Younger Alluvium 

0.000 

0.28 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sardargarh 

0818000302293900 

2.353 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.699 

0.12 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.13 

0.008 

0.26 

0.32 





Saline 

Non-command 

Non-command 

Younger Alluvium 

0.653 

0.12 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.09 

0.003 

0.10 

0.12 


Sarupura 

0818000202285200 

5.666 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.346 

0.15 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.007 

0.09 

0.10 







Non-command 

Younger Alluvium 

4.320 

0.15 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.09 

0.021 

0.28 

0.33 


Sayla 

0818000102276100 

58.476 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.250 

1.97 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.06 

0.001 

0.00 

0.00 







Non-command 

Younger Alluvium 

9.107 

1.97 

0.100 

0.46 

0.02 

0.00 

0.00 

0.00 

2.23 

1.54 

1.77 

0.048 

0.05 

0.08 


Sedariya Balotan 

0818000202289400 

1.853 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.170 

1.65 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.05 

0.001 

0.03 

0.03 







Non-command 

Younger Alluvium 

1.505 

1.65 

0.100 

0.17 

0.02 

0.00 

0.00 

0.00 

0.40 

0.39 

0.66 

0.005 

0.26 

0.26 






Jawai Dam 

Command 

Older Alluvium 

0.177 

1.65 

0.060 

0.13 

0.02 

0.00 

0.00 

0.00 

0.13 

0.12 

0.52 

0.001 

0.03 

0.03 


Sedariya Kupawatan 

0818000202284600 

7.327 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.148 

-0.93 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.006 

0.06 

0.06 


Sheoganj (M) 

0819000141901000 

5.976 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.288 

2.10 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.01 

0.071 

0.02 

0.02 







Non-command 

Erinpura Granite 

2.121 

2.10 

0.020 

0.20 

0.00 

0.00 

0.00 

0.00 

0.29 

0.31 

0.10 

0.522 

0.17 

0.16 


Sindroo 

0820000802471800 

26.130 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.102 

2.99 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Erinpura Granite 

0.036 

2.99 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sonpura 

0820000802474000 

2.069 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

1.767 

3.97 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.20 

0.21 

0.08 

0.008 

0.41 

0.39 






Jawai Dam 

Command 

Erinpura Granite 

0.302 

3.97 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.001 

0.07 

0.07 


Sugaliya Balotan 

0818000202289300 

9.823 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.022 

1.41 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

0.299 

1.41 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.09 

0.09 

0.26 

0.001 

0.01 

0.01 






Jawai Dam 

Command 

Older Alluvium 

2.126 

1.41 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.19 

0.05 

0.008 

0.07 

0.07 







Command 

Younger Alluvium 

0.291 

1.41 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.00 

0.001 

0.01 

0.01 


Sumerpur (M) 

0820000842009000 

11.152 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.433 

1.43 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.028 

0.02 

0.02 







Non-command 

Erinpura Granite 

0.203 

1.43 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.013 

0.01 

0.01 






Jawai Dam 

Command 

Phyllite & Schist 

10.196 

1.43 

0.020 

0.37 

0.02 

0.00 

0.00 

0.00 

0.64 

0.69 

0.60 

0.656 

0.44 

0.41 







Command 

Erinpura Granite 

0.266 

1.43 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.017 

0.01 

0.01 


Tadwa 

0818000302292400 

22.441 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.155 

1.58 

0.060 

0.18 

0.01 

0.00 

0.00 

0.00 

0.47 

0.38 

0.68 

0.017 

0.05 

0.06 


Taleta 

0819000102343500 

22.471 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.277 

2.93 

0.200 

0.03 

0.00 

0.00 

0.00 

0.00 

0.78 

0.68 

0.10 

0.005 

0.02 

0.03 


Teekhi 

0818000302291400 

6.245 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.949 

1.62 

0.100 

0.29 

0.01 

0.00 

0.00 

0.00 

1.25 

1.00 

1.14 

0.031 

0.35 

0.43 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.018 

1.62 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

0.278 

1.62 

0.100 

0.15 

0.01 

0.00 

0.00 

0.00 

0.19 

0.15 

0.60 

0.001 

0.02 

0.02 


Telwara 

0817000402165400 

48.547 

Fresh 

Non-command 

Non-command 

Older Alluvium 

32.205 

1.55 

0.080 

0.21 

0.01 

0.00 

0.00 

0.00 

4.19 

2.55 

0.66 

0.129 

0.22 

0.36 


Thalunda 

0818000302290600 

8.498 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.498 

2.68 

0.060 

0.16 

0.01 

0.00 

0.00 

0.01 

1.51 

1.16 

0.58 

0.045 

0.36 

0.47 


Thanwla 

0818000202287600 

8.465 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

8.465 

1.09 

0.100 

0.79 

0.04 

0.00 

0.00 

0.01 

1.67 

1.59 

3.11 

0.030 

0.35 

0.37 


Ummedabad 

0818000302291000 

43.806 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.906 

1.58 

0.060 

0.04 

0.00 

0.00 

0.00 

0.01 

1.16 

0.85 

0.08 

0.063 

0.09 

0.13 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Rajanwari 

0818000202288100 

0.14 

0.28 

(49.96) 

0.22 

0.01 

0.23 

0.04 

0.40 

0.03 

0.0100 

- 

- 

0.014 

0.024 

0.056 

0.289 

0.014 

0.274 

0.127 

46.09 

Safe 

Ramnagar 

0820000802474100 

0.12 

0.00 

1,262.63 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.009 

771.15 

Over Exploited 



0.12 

0.08 

84.61 

0.09 

- 

0.09 

0.04 

0.47 

- 

0.0100 

0.0058 

0.0094 

- 

0.025 

0.025 

0.117 

0.006 

0.111 

0.091 

81.81 

Semi Critical 

Ranchhor Nagar 

0818000302293700 

0.14 

0.00 

384,225.79 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.16 

0.19 

45.22 

0.23 

0.01 

0.24 

0.04 

0.40 

0.02 

0.0400 

- 

- 

0.002 

0.042 

0.063 

0.299 

0.015 

0.285 

0.403 

141.68 

Over Exploited 

Rasiyawas 

0818000202289900 

0.12 

0.00 

22,802.35 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.11 

535.85 

0.13 

0.01 

0.14 

0.02 

0.21 

0.01 

0.0400 

- 

- 

0.005 

0.045 

0.059 

0.201 

0.010 

0.191 

0.412 

215.56 

Over Exploited 



0.12 

0.02 

1,025.02 

0.02 

0.01 

0.04 

0.01 

0.09 

0.00 

0.0200 

0.0069 

0.0111 

0.007 

0.045 

0.047 

0.082 

0.004 

0.078 

0.188 

240.85 

Over Exploited 



0.15 

0.00 

5,743.77 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

0.0100 

0.0018 

0.0029 

0.003 

0.018 

0.018 

0.022 

0.001 

0.020 

0.072 

350.44 

Over Exploited 

Ratanpura 

0818000202285500 

0.16 

0.53 

38.50 

0.63 

0.02 

0.65 

0.04 

0.39 

0.06 

0.0500 

- 

- 

- 

0.050 

0.110 

0.760 

0.038 

0.722 

0.525 

72.74 

Semi Critical 

Ratunja 

0818000302291200 

0.10 

0.00 

2,775.19 

0.00 

- 

0.00 

0.01 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.157 

1,185.42 

Over Exploited 



0.15 

0.10 

504.16 

0.12 

0.01 

0.13 

0.02 

0.24 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.166 

0.008 

0.158 

0.763 

482.57 

Over Exploited 



0.10 

0.01 

1,527.68 

0.02 

0.01 

0.03 

0.01 

0.11 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.046 

0.002 

0.044 

0.505 

1,150.59 

Over Exploited 



0.15 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Relon Ki Dhani 

0817000402164800 

0.11 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.009 

10,762.23 

Over Exploited 

Rewatra 

0818000102276600 

0.10 

0.00 

6,714.95 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

493.39 

Over Exploited 

Rojra 

0820000802472100 

0.10 

0.15 

238.21 

0.18 

0.01 

0.18 

0.02 

0.22 

- 

0.0200 

- 

- 

0.011 

0.031 

0.031 

0.214 

0.011 

0.204 

0.159 

77.84 

Semi Critical 



0.10 

0.18 

202.64 

0.22 

0.02 

0.23 

0.02 

0.24 

- 

0.0300 

0.0535 

0.0516 

0.011 

0.146 

0.146 

0.380 

0.019 

0.361 

0.171 

47.37 

Safe 

Rowara 

0819000102342700 

0.20 

0.00 

37,784.74 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.019 

12,020.74 

Over Exploited 



0.24 

2.29 

########## 

2.75 

0.08 

2.83 

0.03 

0.33 

- 

0.2400 

- 

- 

- 

0.240 

0.240 

3.070 

0.153 

2.916 

2.295 

78.69 

Semi Critical 

Rughnathpura 

0820000902480300 

0.12 

0.46 

34.68 

0.55 

0.01 

0.56 

0.03 

0.38 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.591 

0.030 

0.561 

0.320 

56.99 

Safe 



0.08 

0.00 

4,589.52 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.008 

1,553.63 

Over Exploited 

Samati Pura 

0818000302294000 

0.16 

0.28 

(75.60) 

0.22 

0.00 

0.23 

0.04 

0.38 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.245 

0.012 

0.233 

0.091 

39.25 

Safe 



0.16 

0.00 

1,163.13 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.044 

4,174.63 

Over Exploited 

Samooja 

0818000202284500 

0.14 

0.02 

547.39 

0.02 

- 

0.02 

0.00 

0.05 

0.00 

- 

- 

- 

- 

- 

0.002 

0.022 

0.001 

0.021 

0.130 

625.20 

Over Exploited 



0.16 

0.33 

104.48 

0.40 

0.02 

0.41 

0.02 

0.20 

0.04 

0.0200 

- 

- 

0.008 

0.028 

0.066 

0.480 

0.024 

0.456 

0.581 

127.57 

Over Exploited 



0.14 

0.00 

1,906.09 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.028 

1,298.14 

Over Exploited 



0.16 

0.01 

1,192.73 

0.01 

0.00 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

0.002 

0.002 

0.003 

0.013 

0.001 

0.013 

0.095 

749.46 

Over Exploited 

Sankarna 

0818000202285600 

0.14 

0.01 

782.08 

0.01 

0.01 

0.01 

0.00 

0.04 

0.00 

0.0100 

- 

- 

0.011 

0.021 

0.021 

0.035 

0.002 

0.034 

0.072 

214.39 

Over Exploited 



0.16 

0.58 

28.37 

0.70 

0.02 

0.72 

0.04 

0.36 

0.07 

0.0700 

- 

- 

0.006 

0.076 

0.143 

0.864 

0.043 

0.821 

0.667 

81.21 

Semi Critical 

Sanphara 

0818000302292000 

0.10 

0.27 

373.83 

0.33 

0.03 

0.36 

0.03 

0.27 

- 

0.0600 

- 

- 

0.012 

0.072 

0.072 

0.428 

0.021 

0.407 

1.698 

417.65 

Over Exploited 



0.15 

0.10 

882.70 

0.12 

0.01 

0.13 

0.01 

0.13 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.157 

0.008 

0.149 

0.869 

582.63 

Over Exploited 

Sanwara 

0818000202287700 

0.15 

0.64 

95.44 

0.77 

0.01 

0.78 

0.04 

0.40 

0.07 

0.0200 

- 

- 

- 

0.020 

0.094 

0.870 

0.043 

0.826 

0.693 

83.82 

Semi Critical 

Sapni 

0818000202285100 

0.14 

0.02 

(14.07) 

0.02 

- 

0.02 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.017 

0.001 

0.016 

0.006 

37.13 

Safe 



0.16 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sardargarh 

0818000302293900 

0.16 

0.07 

(30.70) 

0.06 

- 

0.06 

0.03 

0.29 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.067 

0.003 

0.064 

0.140 

219.33 

Over Exploited 



0.16 

0.01 

116.04 

0.01 

- 

0.01 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.022 

0.089 

413.38 

Over Exploited 

Sarupura 

0818000202285200 

0.14 

0.02 

10.76 

0.02 

0.00 

0.02 

0.01 

0.10 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.020 

0.001 

0.019 

0.019 

100.00 

Critical 



0.16 

0.19 

(59.74) 

0.15 

0.00 

0.16 

0.03 

0.31 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.172 

0.009 

0.164 

0.107 

65.55 

Safe 

Sayla 

0818000102276100 

0.10 

0.00 

93,197.08 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.060 

######### 

Over Exploited 



0.15 

0.07 

2,008.07 

0.09 

0.02 

0.11 

0.01 

0.06 

0.01 

0.0700 

- 

- 

0.001 

0.071 

0.080 

0.188 

0.009 

0.179 

1.817 

1,016.65 

Over Exploited 

Sedariya Balotan 

0818000202289400 

0.12 

0.00 

4,364.62 

0.00 

0.00 

0.00 

0.00 

0.03 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.011 

0.001 

0.010 

0.051 

486.11 

Over Exploited 



0.15 

0.06 

580.58 

0.07 

0.02 

0.09 

0.03 

0.29 

0.01 

0.0700 

- 

- 

- 

0.070 

0.077 

0.167 

0.008 

0.158 

0.664 

419.85 

Over Exploited 



0.12 

0.00 

19,350.86 

0.00 

0.02 

0.02 

0.00 

0.03 

0.00 

0.0600 

0.0007 

0.0011 

0.002 

0.064 

0.064 

0.087 

0.004 

0.082 

0.516 

626.42 

Over Exploited 

Sedariya Kupawatan 

0818000202284600 

0.16 

0.01 

- 

0.01 

0.00 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

0.001 

0.001 

0.002 

0.013 

0.001 

0.012 

0.017 

139.35 

Over Exploited 

Sheoganj (M) 

0819000141901000 

0.15 

0.00 

4,710.47 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.083 

7,239.90 

Over Exploited 



0.15 

0.05 

468.29 

0.07 

- 

0.07 

0.02 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.075 

0.004 

0.072 

0.618 

863.47 

Over Exploited 

Sindroo 

0820000802471800 

0.10 

0.00 

26,986.66 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.00 

82,071.89 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sonpura 

0820000802474000 

0.12 

0.09 

138.85 

0.10 

- 

0.10 

0.04 

0.45 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.115 

0.006 

0.109 

0.084 

77.24 

Semi Critical 



0.12 

0.00 

1,156.22 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

0.0012 

0.0019 

- 

0.003 

0.003 

0.006 

0.000 

0.006 

0.018 

314.39 

Over Exploited 

Sugaliya Balotan 

0818000202289300 

0.12 

0.00 

104,306.36 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.017 

######### 

Over Exploited 



0.15 

0.00 

21,627.91 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

0.0300 

- 

- 

- 

0.030 

0.030 

0.041 

0.002 

0.039 

0.258 

669.79 

Over Exploited 



0.12 

0.02 

1,006.09 

0.02 

0.00 

0.02 

0.01 

0.07 

0.00 

0.0100 

0.0084 

0.0135 

0.000 

0.032 

0.034 

0.055 

0.003 

0.052 

0.058 

110.82 

Over Exploited 



0.15 

0.00 

10,107.77 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

0.0012 

0.0019 

- 

0.003 

0.003 

0.004 

0.000 

0.003 

0.001 

30.89 

Safe 

Sumerpur (M) 

0820000842009000 

0.10 

0.00 

4,182.61 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.057 

6,157.21 

Over Exploited 



0.12 

0.00 

8,583.22 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.021 

8,665.81 

Over Exploited 



0.10 

0.45 

53.07 

0.54 

0.02 

0.56 

0.04 

0.48 

- 

0.0700 

0.0540 

0.0650 

- 

0.189 

0.189 

0.748 

0.037 

0.710 

1.256 

176.83 

Over Exploited 



0.12 

0.00 

5,617.39 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0014 

0.0017 

- 

0.003 

0.003 

0.004 

0.000 

0.003 

0.034 

1,014.09 

Over Exploited 

Tadwa 

0818000302292400 

0.10 

0.02 

2,282.77 

0.02 

0.01 

0.03 

0.01 

0.06 

0.00 

0.0300 

- 

- 

- 

0.030 

0.032 

0.061 

0.003 

0.058 

0.701 

1,208.89 

Over Exploited 

Taleta 

0819000102343500 

0.24 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.100 

2,832.06 

Over Exploited 

Teekhi 

0818000302291400 

0.15 

0.31 

221.94 

0.37 

0.01 

0.38 

0.04 

0.39 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.424 

0.021 

0.403 

1.168 

289.88 

Over Exploited 



0.10 

0.00 

493,240.53 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.032 

######### 

Over Exploited 



0.15 

0.00 

21,838.73 

0.00 

0.01 

0.01 

0.00 

0.02 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.031 

0.002 

0.029 

0.597 

2,041.04 

Over Exploited 

Telwara 

0817000402165400 

0.15 

0.54 

########## 

0.65 

0.01 

0.66 

0.03 

0.25 

0.07 

0.0300 

- 

- 

- 

0.030 

0.096 

0.751 

0.038 

0.714 

0.792 

110.93 

Over Exploited 

Thalunda 

0818000302290600 

0.10 

0.31 

277.54 

0.37 

0.02 

0.38 

0.04 

0.40 

- 

0.0200 

- 

- 

0.010 

0.030 

0.030 

0.414 

0.021 

0.394 

0.621 

157.76 

Over Exploited 

Thanwla 

0818000202287600 

0.15 

0.45 

253.28 

0.54 

0.05 

0.58 

0.04 

0.39 

0.05 

0.3500 

- 

- 

0.009 

0.359 

0.411 

0.996 

0.050 

0.946 

3.144 

332.39 

Over Exploited 

Ummedabad 

0818000302291000 

0.10 

0.06 

2,817.26 

0.07 

0.01 

0.08 

0.01 

0.11 

0.01 

- 

- 

- 

0.011 

0.011 

0.017 

0.092 

0.005 

0.088 

0.145 

165.14 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 







Non-command 

Younger Alluvium 

31.132 

1.58 

0.100 

0.12 

0.00 

0.00 

0.00 

0.00 

5.04 

3.66 

0.28 

0.165 

0.25 

0.34 


Vadka 

081900010234390C 

2.466 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.466 

3.39 

0.200 

0.09 

0.00 

0.00 

0.00 

0.00 

1.76 

1.73 

0.35 

0.009 

0.45 

0.46 


Van 

081900010234420C 

20.163 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.089 

4.45 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.00 

0.000 

0.00 

0.00 


Vedana Kalan 

0818000202289100 

5.576 

Fresh 

Jawai Dam 

Command 

Older Alluvium 

0.001 

1.04 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Younger Alluvium 

0.004 

1.04 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Virana 

0818000102276400 

8.136 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.398 

2.13 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.00 

0.002 

0.02 

0.02 


Water Body 

0818000318900004 

8.452 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

8.452 

0.38 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.37 

0.33 

0.18 

0.042 

0.36 

0.41 

11004015 

Akhapura Khuni 

0819000102346400 

2.620 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

1.918 

1.63 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.10 

0.14 

0.007 

0.35 

0.33 


Amli 

0819000302359700 

10.323 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.007 

4.78 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Erinpura Granite 

0.001 

4.78 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Amliya 

0820000902482000 

7.437 

Saline 

Non-command 

Non-command 

Erinpura Granite 

0.048 

3.59 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Arathwara 

0819000102345700 

20.197 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.661 

3.31 

0.025 

0.05 

0.00 

0.00 

0.00 

0.00 

0.19 

0.18 

0.18 

0.006 

0.04 

0.04 







Non-command 

Younger Alluvium 

7.879 

3.31 

0.200 

0.60 

0.03 

0.00 

0.00 

0.00 

5.78 

5.49 

2.37 

0.030 

0.18 

0.18 


Bagar 

0820000802472500 

8.382 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.637 

3.05 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

1.44 

1.52 

0.07 

0.021 

0.26 

0.25 


Baida 

0819000202352300 

10.920 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.158 

5.54 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.01 

0.01 


Bar Gaon 

0819000102346600 

29.108 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

10.534 

4.13 

0.020 

0.10 

0.01 

0.00 

0.00 

0.02 

0.94 

1.01 

0.34 

0.040 

0.17 

0.16 


Baravera 

0819000102349200 

10.502 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.843 

4.83 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.61 

0.48 

0.06 

0.018 

0.21 

0.27 







Non-command 

Erinpura Granite 

4.868 

4.83 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.49 

0.39 

0.07 

0.018 

0.22 

0.27 


Bhaiv 

0819000102345600 

15.915 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.406 

1.60 

0.200 

0.41 

0.02 

0.00 

0.00 

0.00 

2.43 

2.16 

1.60 

0.024 

0.17 

0.19 


Chamunderi Rana Watan 

0820000902481800 

20.385 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

1.708 

3.03 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.13 

0.08 

0.16 

0.008 

0.03 

0.05 





Saline 

Non-command 

Non-command 

Erinpura Granite 

13.090 

3.03 

0.020 

0.14 

0.02 

0.00 

0.00 

0.00 

0.91 

0.55 

0.46 

0.065 

0.25 

0.42 


Chandana 

0819000102346500 

1.535 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.282 

1.58 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.001 

0.09 

0.08 


Chhiba Gaon 

0819000102348100 

28.834 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.701 

3.62 

0.025 

0.07 

0.00 

0.00 

0.00 

0.00 

0.95 

0.74 

0.25 

0.036 

0.15 

0.19 







Non-command 

Erinpura Granite 

11.517 

3.62 

0.020 

0.10 

0.00 

0.00 

0.00 

0.00 

0.93 

0.73 

0.33 

0.043 

0.18 

0.23 


Chimanpura 

0820000902481400 

11.002 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

3.553 

2.95 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.23 

0.14 

0.05 

0.018 

0.13 

0.21 





Saline 

Non-command 

Non-command 

Erinpura Granite 

6.350 

2.95 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.39 

0.25 

0.03 

0.032 

0.23 

0.37 


Chooli 

0819000102347800 

14.009 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.665 

1.97 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.14 

0.10 

0.010 

0.09 

0.10 







Non-command 

Erinpura Granite 

9.608 

1.97 

0.020 

0.10 

0.00 

0.00 

0.00 

0.00 

0.48 

0.42 

0.35 

0.036 

0.31 

0.35 


Choteela 

0819000102348000 

12.869 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.613 

3.03 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.01 

0.002 

0.02 

0.03 







Non-command 

Erinpura Granite 

10.956 

3.03 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.73 

0.55 

0.24 

0.041 

0.37 

0.50 


Darla Padar 

0819000302358100 

10.176 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

4.111 

4.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.20 

0.00 

0.015 

0.15 

0.26 


Devon Ka Bera 

0819000102349300 

26.679 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.086 

5.20 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.80 

0.62 

0.01 

0.023 

0.11 

0.14 







Non-command 

Erinpura Granite 

19.899 

5.20 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

2.11 

1.63 

0.06 

0.075 

0.35 

0.46 


Dhanapura 

0820000802473000 

4.473 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.001 

4.52 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Erinpura Granite 

4.472 

4.52 

0.025 

0.04 

0.00 

0.00 

0.00 

0.00 

0.54 

0.57 

0.15 

0.021 

0.48 

0.45 


Dharubana 

0819000102347400 

8.714 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

8.664 

2.02 

0.020 

0.12 

0.01 

0.00 

0.00 

0.00 

0.46 

0.47 

0.43 

0.033 

0.47 

0.46 


Fatapura 

0820000802473300 

2.273 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.130 

2.72 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.31 

0.34 

0.05 

0.005 

0.24 

0.22 


Godana 

0819000102347700 

14.564 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.628 

1.64 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.002 

0.02 

0.02 







Non-command 

Erinpura Granite 

13.679 

1.64 

0.020 

0.13 

0.01 

0.00 

0.00 

0.00 

0.57 

0.53 

0.47 

0.051 

0.44 

0.47 


Heerola 

0820000902481700 

2.085 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.091 

2.98 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.02 

0.03 





Saline 

Non-command 

Non-command 

Erinpura Granite 

1.993 

2.98 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.08 

0.05 

0.010 

0.36 

0.61 


Jaitpura 

0819000102346200 

3.607 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

3.607 

2.49 

0.020 

0.11 

0.02 

0.00 

0.00 

0.01 

0.26 

0.28 

0.41 

0.014 

0.48 

0.45 


Joyla 

0819000102343700 

10.640 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.664 

3.38 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.29 

0.30 

0.07 

0.002 

0.03 

0.03 







Non-command 

Younger Alluvium 

3.064 

3.38 

0.200 

0.17 

0.01 

0.00 

0.00 

0.00 

2.23 

2.33 

0.67 

0.012 

0.14 

0.13 







Non-command 

Erinpura Granite 

0.000 

3.38 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kaldari 

0819000102349100 

6.400 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.592 

5.77 

0.025 

0.04 

0.00 

0.00 

0.00 

0.00 

0.85 

0.72 

0.13 

0.021 

0.44 

0.52 


Kana Kolar 

0819000102347500 

11.221 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

3.118 

2.60 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.18 

0.06 

0.012 

0.13 

0.13 


Kanpura 

0820000802473500 

3.717 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.529 

2.05 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.14 

0.07 

0.002 

0.07 

0.06 







Non-command 

Erinpura Granite 

1.677 

2.05 

0.025 

0.04 

0.01 

0.00 

0.00 

0.01 

0.11 

0.12 

0.17 

0.008 

0.22 

0.20 


Kesarpura 

0819000102346300 

3.923 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

3.923 

2.97 

0.020 

0.05 

0.01 

0.00 

0.00 

0.01 

0.26 

0.28 

0.18 

0.015 

0.48 

0.45 


Keshavganj 

0819000302359500 

3.874 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

1.355 

4.59 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.13 

0.07 

0.01 

0.005 

0.12 

0.22 


Khandra 

0819000102346000 

6.676 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.353 

4.41 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.40 

0.41 

0.11 

0.013 

0.24 

0.23 







Non-command 

Younger Alluvium 

0.519 

4.41 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.47 

0.48 

0.03 

0.002 

0.04 

0.04 







Non-command 

Erinpura Granite 

2.785 

4.41 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.28 

0.28 

0.10 

0.010 

0.20 

0.19 


Khari Gegarwa 

0819000302357900 

11.781 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.969 

5.27 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.32 

0.26 

0.04 

0.011 

0.12 

0.15 







Non-command 

Erinpura Granite 

4.137 

5.27 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.45 

0.36 

0.03 

0.015 

0.17 

0.21 


Khejariya 

0819000102347200 

3.649 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

3.649 

2.37 

0.020 

0.06 

0.01 

0.00 

0.00 

0.01 

0.22 

0.23 

0.23 

0.014 

0.48 

0.45 


Khera Narwi 

0820000802472800 

2.028 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.605 

3.49 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.22 

0.01 

0.003 

0.14 

0.13 


Korta 

0820000802472600 

7.156 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.058 

3.30 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.76 

0.78 

0.30 

0.009 

0.13 

0.12 


Kothar 

0820000902481200 

26.902 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

2.426 

2.70 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.11 

0.03 

0.012 

0.04 

0.05 


Lakhmawa Bara 

0819000102343000 

2.196 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.001 

2.71 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Lalpura 

0820000902481600 

11.744 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

11.744 

3.51 

0.020 

0.06 

0.01 

0.00 

0.00 

0.07 

0.81 

0.46 

0.16 

0.058 

0.36 

0.64 


Lundara 

0820000902481500 

32.062 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

27.752 

3.42 

0.020 

0.16 

0.02 

0.00 

0.00 

0.00 

2.04 

1.26 

0.48 

0.138 

0.34 

0.55 





Saline 

Non-command 

Non-command 

Erinpura Granite 

4.309 

3.42 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.30 

0.19 

0.02 

0.021 

0.05 

0.09 


Malnoo 

0820000902481900 

19.439 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

14.605 

3.75 

0.020 

0.13 

0.02 

0.00 

0.00 

0.00 

1.20 

0.68 

0.42 

0.073 

0.27 

0.48 





Saline 

Non-command 

Non-command 

Erinpura Granite 

4.834 

3.75 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.38 

0.22 

0.05 

0.024 

0.09 

0.16 


Mochhal 

0819000102344100 

15.039 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.329 

1.97 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.12 

0.03 

0.001 

0.01 

0.01 


Muri 

0819000302358200 

5.932 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

3.134 

4.35 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.30 

0.17 

0.09 

0.011 

0.19 

0.33 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.15 

1.16 

216.64 

1.39 

0.00 

1.39 

0.03 

0.28 

0.13 

0.0100 

- 

- 

0.001 

0.011 

0.144 

1.534 

0.077 

1.457 

0.440 

30.16 

Safe 

Vadka 

0819000102343900 

0.24 

0.27 

545.54 

0.32 

0.00 

0.32 

0.04 

0.50 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.337 

0.017 

0.320 

0.356 

111.26 

Over Exploited 

Van 

0819000102344200 

0.24 

0.00 

186,190.27 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Vedana Kalan 

0818000202289100 

0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.00 

328,270.71 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Virana 

0818000102276400 

0.10 

0.00 

5,319.87 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

245.18 

Over Exploited 

Water Body 

0818000318900004 

0.16 

0.49 

(32.59) 

0.39 

0.01 

0.40 

0.04 

0.40 

0.05 

0.0200 

- 

- 

0.002 

0.022 

0.077 

0.478 

0.024 

0.454 

0.224 

49.29 

Safe 

Akhapura Khuni 

0819000102346400 

0.15 

0.10 

(3.05) 

0.10 

0.01 

0.11 

0.03 

0.39 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.129 

0.006 

0.123 

0.151 

122.98 

Over Exploited 

Amli 

0819000302359700 

0.15 

0.00 

124,863.72 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.09 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Amliya 

0820000902482000 

0.08 

0.00 

19,594.13 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Arathwara 

0819000102345700 

0.15 

0.01 

1,832.52 

0.01 

- 

0.01 

0.00 

0.04 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.021 

0.001 

0.020 

0.187 

936.50 

Over Exploited 



0.24 

0.33 

########## 

0.40 

0.03 

0.43 

0.02 

0.19 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.517 

0.026 

0.491 

2.397 

487.95 

Over Exploited 

Bagar 

0820000802472500 

0.18 

0.22 

604.07 

0.26 

0.00 

0.26 

0.02 

0.28 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.274 

0.014 

0.260 

0.093 

35.84 

Safe 

Baida 

0819000202352300 

0.15 

0.00 

105,598.26 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.018 

9,708.62 

Over Exploited 

Bar Gaon 

0819000102346600 

0.15 

0.28 

265.66 

0.33 

0.03 

0.36 

0.02 

0.19 

- 

0.0400 

- 

- 

0.024 

0.064 

0.064 

0.420 

0.021 

0.399 

0.376 

94.06 

Critical 

Baravera 

0819000102349200 

0.15 

0.15 

18,411.28 

0.18 

- 

0.18 

0.02 

0.24 

- 

- 

- 

- 

- 

- 

- 

0.181 

0.009 

0.172 

0.078 

45.51 

Safe 



0.15 

0.16 

144.98 

0.19 

- 

0.19 

0.02 

0.24 

- 

- 

- 

- 

- 

- 

- 

0.189 

0.009 

0.179 

0.091 

50.91 

Safe 

Bhaiv 

0819000102345600 

0.24 

0.26 

########## 

0.31 

0.02 

0.33 

0.02 

0.19 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.388 

0.019 

0.368 

1.623 

440.80 

Over Exploited 

Chamunderi Rana Watan 

0820000902481800 

0.12 

0.01 

1,100.53 

0.01 

0.01 

0.02 

0.00 

0.04 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.048 

0.002 

0.046 

0.164 

360.52 

Over Exploited 



0.08 

0.26 

109.72 

0.31 

0.02 

0.33 

0.03 

0.28 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.424 

0.021 

0.403 

0.529 

131.26 

Over Exploited 

Chandana 

0819000102346500 

0.15 

0.00 

438.11 

0.00 

0.00 

0.00 

0.01 

0.10 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.015 

0.001 

0.014 

0.049 

352.11 

Over Exploited 

Chhiba Gaon 

0819000102348100 

0.15 

0.21 

########## 

0.25 

- 

0.25 

0.01 

0.16 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.263 

0.013 

0.250 

0.288 

115.30 

Over Exploited 



0.15 

0.30 

743,373.83 

0.36 

- 

0.36 

0.02 

0.20 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.374 

0.019 

0.355 

0.368 

103.68 

Over Exploited 

Chimanpura 

0820000902481400 

0.12 

0.06 

161.92 

0.07 

- 

0.07 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.076 

0.004 

0.073 

0.065 

89.09 

Semi Critical 



0.08 

0.12 

111.32 

0.14 

- 

0.14 

0.02 

0.26 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.151 

0.008 

0.144 

0.062 

42.81 

Safe 

Chooli 

0819000102347800 

0.15 

0.03 

309.36 

0.04 

- 

0.04 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.042 

0.002 

0.040 

0.106 

267.17 

Over Exploited 



0.15 

0.41 

310,868.79 

0.40 

- 

0.40 

0.03 

0.34 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.407 

0.020 

0.387 

0.384 

99.29 

Critical 

Choteela 

0819000102348000 

0.15 

0.00 

32,793.88 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.014 

739.30 

Over Exploited 



0.15 

0.60 

########## 

0.55 

- 

0.55 

0.04 

0.41 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.556 

0.028 

0.528 

0.281 

53.27 

Safe 

Darla Padar 

0819000302358100 

0.15 

0.09 

120.68 

0.11 

- 

0.11 

0.02 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.110 

0.006 

0.105 

0.015 

13.91 

Safe 

Devon Ka Bera 

0819000102349300 

0.15 

0.10 

530.58 

0.12 

- 

0.12 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.118 

0.006 

0.112 

0.035 

31.21 

Safe 



0.15 

1.05 

55.29 

1.26 

- 

1.26 

0.03 

0.39 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

1.268 

0.063 

1.205 

0.135 

11.19 

Safe 

Dhanapura 

0820000802473000 

0.22 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.26 

123.57 

0.31 

0.00 

0.31 

0.04 

0.52 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.326 

0.016 

0.310 

0.172 

55.37 

Safe 

Dharubana 

0819000102347400 

0.15 

0.62 

(23.62) 

0.49 

0.01 

0.50 

0.04 

0.52 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.523 

0.026 

0.496 

0.467 

93.99 

Critical 

Fatapura 

0820000802473300 

0.18 

0.05 

592.44 

0.06 

0.00 

0.06 

0.02 

0.26 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.073 

0.004 

0.070 

0.053 

76.39 

Semi Critical 

Godana 

0819000102347700 

0.15 

0.00 

1,657.88 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.026 

1,224.42 

Over Exploited 



0.15 

0.90 

(40.94) 

0.72 

0.01 

0.73 

0.04 

0.48 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.747 

0.037 

0.710 

0.521 

73.49 

Semi Critical 

Heerola 

0820000902481700 

0.12 

0.00 

1,681.35 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.06 

41.65 

0.07 

- 

0.07 

0.04 

0.40 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.079 

0.004 

0.075 

0.064 

85.47 

Semi Critical 

Jaitpura 

0819000102346200 

0.15 

0.26 

7.69 

0.28 

0.03 

0.30 

0.04 

0.52 

- 

0.0500 

- 

- 

0.008 

0.058 

0.058 

0.363 

0.018 

0.345 

0.422 

122.35 

Over Exploited 

Joyla 

0819000102343700 

0.20 

0.00 

7,602.88 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.004 

0.074 

1,666.81 

Over Exploited 



0.24 

0.10 

2,225.36 

0.12 

0.01 

0.13 

0.01 

0.15 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.160 

0.008 

0.152 

0.680 

446.65 

Over Exploited 



0.15 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kaldari 

0819000102349100 

0.15 

0.36 

19,679.62 

0.44 

- 

0.44 

0.04 

0.48 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.446 

0.022 

0.424 

0.154 

36.34 

Safe 

Kana Kolar 

0819000102347500 

0.15 

0.06 

323,206.96 

0.07 

- 

0.07 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.082 

0.004 

0.078 

0.073 

92.90 

Critical 

Kanpura 

0820000802473500 

0.18 

0.01 

2,002.79 

0.01 

- 

0.01 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.074 

439.17 

Over Exploited 



0.12 

0.04 

166.90 

0.05 

0.02 

0.07 

0.02 

0.24 

- 

0.0200 

- 

- 

0.010 

0.030 

0.030 

0.099 

0.005 

0.094 

0.176 

186.00 

Over Exploited 

Kesarpura 

0819000102346300 

0.15 

0.28 

(1.67) 

0.28 

0.02 

0.30 

0.04 

0.53 

- 

0.0200 

- 

- 

0.019 

0.039 

0.039 

0.340 

0.017 

0.323 

0.195 

60.21 

Safe 

Keshavganj 

0819000302359500 

0.15 

0.03 

186.04 

0.03 

0.01 

0.04 

0.01 

0.14 

0.00 

- 

- 

- 

0.008 

0.008 

0.011 

0.047 

0.002 

0.045 

0.019 

42.17 

Safe 

Khandra 

0819000102346000 

0.15 

0.12 

242.21 

0.14 

- 

0.14 

0.02 

0.26 

- 

- 

- 

- 

- 

- 

- 

0.144 

0.007 

0.137 

0.122 

88.95 

Semi Critical 



0.24 

0.00 

10,346.53 

0.01 

- 

0.01 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.005 

0.034 

647.91 

Over Exploited 



0.15 

0.08 

242.09 

0.10 

- 

0.10 

0.02 

0.22 

- 

- 

- 

- 

- 

- 

- 

0.099 

0.005 

0.094 

0.107 

113.96 

Over Exploited 

Khari Gegarwa 

0819000302357900 

0.12 

0.04 

489.93 

0.05 

- 

0.05 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.053 

0.003 

0.051 

0.047 

91.69 

Critical 



0.15 

0.11 

235.75 

0.13 

- 

0.13 

0.02 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.130 

0.006 

0.123 

0.044 

35.47 

Safe 

Khejariya 

0819000102347200 

0.15 

0.26 

(12.32) 

0.23 

0.02 

0.25 

0.04 

0.52 

- 

0.0300 

- 

- 

0.008 

0.038 

0.038 

0.283 

0.014 

0.269 

0.242 

89.91 

Semi Critical 

Khera Narwi 

0820000802472800 

0.18 

0.01 

1,369.01 

0.02 

- 

0.02 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.018 

0.001 

0.017 

0.015 

86.61 

Semi Critical 

Korta 

0820000802472600 

0.18 

0.05 

1,567.01 

0.06 

- 

0.06 

0.01 

0.14 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.086 

0.004 

0.082 

0.309 

378.19 

Over Exploited 

Kothar 

0820000902481200 

0.12 

0.01 

741.84 

0.01 

- 

0.01 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.014 

0.043 

317.57 

Over Exploited 

Lakhmawa Bara 

0819000102343000 

0.20 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Lalpura 

0820000902481600 

0.12 

0.51 

(9.71) 

0.46 

0.08 

0.54 

0.04 

0.40 

- 

0.0300 

- 

- 

0.099 

0.129 

0.129 

0.668 

0.033 

0.634 

0.214 

33.80 

Safe 

Lundara 

0820000902481500 

0.12 

1.13 

11.63 

1.26 

0.02 

1.28 

0.04 

0.38 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

1.334 

0.067 

1.268 

0.613 

48.35 

Safe 



0.08 

0.02 

938.53 

0.02 

- 

0.02 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.022 

0.001 

0.021 

0.045 

218.76 

Over Exploited 

Malnoo 

0820000902481900 

0.12 

0.48 

43.75 

0.57 

0.02 

0.59 

0.03 

0.30 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.671 

0.034 

0.637 

0.493 

77.31 

Semi Critical 



0.08 

0.03 

524.65 

0.04 

- 

0.04 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.052 

0.003 

0.049 

0.074 

150.79 

Over Exploited 

Mochhal 

0819000102344100 

0.24 

0.00 

99,705.55 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.033 

6,114.11 

Over Exploited 

Muri 

0819000302358200 

0.15 

0.09 

90.43 

0.11 

0.00 

0.11 

0.02 

0.21 

0.01 

0.0200 

- 

- 

0.006 

0.026 

0.036 

0.145 

0.007 

0.138 

0.097 

70.54 

Semi Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Nana 

082000090248220C 

46.067 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

3.499 

3.85 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.32 

0.20 

0.20 

0.017 

0.03 

0.05 





Saline 

Non-command 

Non-command 

Erinpura Granite 

7.821 

3.85 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.65 

0.41 

0.17 

0.039 

0.07 

0.12 


Palri 

082000080247310C 

21.902 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.926 

2.90 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

1.18 

1.26 

0.12 

0.018 

0.09 

0.08 







Non-command 

Younger Alluvium 

0.000 

2.90 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Erinpura Granite 

17.976 

2.90 

0.025 

0.13 

0.02 

0.00 

0.00 

0.03 

1.38 

1.47 

0.40 

0.083 

0.39 

0.37 



081900010234900C 

34.944 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.199 

4.57 

0.025 

0.04 

0.00 

0.00 

0.00 

0.00 

0.52 

0.44 

0.16 

0.016 

0.05 

0.06 


Phachariya 

081900010234710C 

3.607 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

2.855 

2.83 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.19 

0.05 

0.011 

0.38 

0.36 


Posaliyan 

0819000102343800 

14.697 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.366 

5.08 

0.200 

0.35 

0.02 

0.00 

0.00 

0.00 

5.78 

5.90 

1.39 

0.020 

0.17 

0.17 







Non-command 

Erinpura Granite 

0.580 

5.08 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.06 

0.002 

0.02 

0.02 


Poyana 

0820000802472900 

3.158 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.342 

2.79 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.01 

0.002 

0.05 

0.05 


Radbar 

0819000102347900 

19.309 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.998 

2.67 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.22 

0.18 

0.07 

0.011 

0.07 

0.09 







Non-command 

Erinpura Granite 

12.772 

2.67 

0.020 

0.10 

0.00 

0.00 

0.00 

0.00 

0.78 

0.63 

0.32 

0.048 

0.29 

0.37 


Rukhada 

0819000102345900 

3.553 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.209 

5.26 

0.025 

0.04 

0.00 

0.00 

0.00 

0.00 

0.20 

0.20 

0.16 

0.005 

0.16 

0.16 







Non-command 

Younger Alluvium 

2.345 

5.26 

0.200 

0.19 

0.01 

0.00 

0.00 

0.00 

2.65 

2.63 

0.76 

0.009 

0.31 

0.31 


Sadalwa 

0819000302359600 

5.692 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.229 

4.61 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.02 

0.03 


Salodariya 

0820000802473200 

2.656 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.656 

2.36 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.67 

0.72 

0.24 

0.012 

0.48 

0.45 


Sarneshwarji 

0819000202352200 

32.802 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.210 

5.45 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.85 

0.77 

0.07 

0.022 

0.17 

0.19 


Sheoganj (M) 

0819000141901000 

5.976 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

3.566 

2.10 

0.020 

0.33 

0.01 

0.00 

0.00 

0.00 

0.47 

0.50 

0.16 

0.877 

0.29 

0.27 


Sikhon Ka Jor 

0819000102347600 

5.284 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

5.284 

1.96 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.20 

0.19 

0.00 

0.020 

0.47 

0.50 


Sirohi (M) 

0819000241902000 

43.752 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.450 

4.93 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.02 

0.051 

0.01 

0.01 


Siwera 

0819000302358300 

9.341 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

1.381 

4.60 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.07 

0.03 

0.005 

0.05 

0.09 


Surajpura 

0819000102347300 

4.077 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

4.077 

2.25 

0.020 

0.07 

0.00 

0.00 

0.00 

0.01 

0.25 

0.26 

0.24 

0.015 

0.48 

0.46 


Sutharon Ka Gurha 

0819000102345800 

2.317 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.317 

3.74 

0.025 

0.10 

0.00 

0.00 

0.00 

0.00 

0.32 

0.30 

0.37 

0.009 

0.46 

0.49 


Uthman 

0819000102348200 

13.277 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.061 

2.75 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.12 

0.004 

0.04 

0.04 


Van 

0819000102344200 

20.163 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.084 

4.45 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.00 

0.000 

0.00 

0.00 


Velar 

0820000902481300 

35.803 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

12.948 

2.82 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.78 

0.55 

0.14 

0.064 

0.15 

0.22 





Saline 

Non-command 

Non-command 

Erinpura Granite 

10.033 

2.82 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.60 

0.42 

0.04 

0.050 

0.12 

0.17 


Vera Rampura 

0819000102346100 

1.819 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

1.819 

5.38 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.24 

0.26 

0.18 

0.007 

0.48 

0.46 


Vera Vilpur 

0819000102348900 

10.308 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.071 

5.70 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Viroli 

0819000302358000 

15.505 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

8.114 

4.29 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.74 

0.48 

0.12 

0.029 

0.21 

0.33 

11004016 

Amba Ka Khadra 

0826000303084700 

3.242 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.085 

3.41 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.02 


Amliya 

0820000902482000 

7.437 

Saline 

Non-command 

Non-command 

Erinpura Granite 

5.056 

3.59 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.40 

0.26 

0.16 

0.025 

0.31 

0.48 


Aradwan 

0820000902482900 

8.545 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

6.174 

2.69 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.31 

0.21 

0.04 

0.031 

0.35 

0.50 







Non-command 

Erinpura Granite 

0.383 

2.69 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.002 

0.02 

0.03 


Balwana 

0820000802474300 

18.771 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

5.276 

3.58 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.50 

0.48 

0.10 

0.024 

0.13 

0.14 


Bankawas 

0826000303088300 

8.771 

Saline 

Non-command 

Non-command 

Erinpura Granite 

0.005 

2.64 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Barawal 

0820000902480400 

2.464 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.174 

2.65 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.03 

0.04 





Saline 

Non-command 

Non-command 

Erinpura Granite 

2.290 

2.65 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.10 

0.04 

0.011 

0.43 

0.54 


Beejapur 

0820000902479800 

21.313 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

19.238 

2.60 

0.020 

0.40 

0.05 

0.00 

0.00 

0.02 

1.33 

0.92 

1.47 

0.096 

0.44 

0.64 


Beesalpur 

0820000902477500 

43.495 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

8.391 

4.93 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.87 

0.68 

0.16 

0.042 

0.09 

0.12 


Bera 

0820000902480600 

51.670 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.735 

2.49 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.03 

0.004 

0.01 

0.01 







Non-command 

Erinpura Granite 

9.177 

2.49 

0.020 

0.16 

0.02 

0.00 

0.00 

0.00 

0.60 

0.43 

0.57 

0.046 

0.08 

0.11 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

5.407 

2.49 

0.018 

0.04 

0.00 

0.00 

0.00 

0.00 

0.28 

0.20 

0.13 

0.027 

0.05 

0.07 







Non-command 

Erinpura Granite 

35.929 

2.49 

0.020 

0.28 

0.03 

0.00 

0.00 

0.00 

2.04 

1.48 

0.87 

0.178 

0.32 

0.45 


Beran 

0826000303087800 

4.015 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.088 

3.13 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.02 







Non-command 

Erinpura Granite 

0.037 

3.13 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Berdi 

0820000902480700 

13.617 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.716 

1.95 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.004 

0.02 

0.04 







Non-command 

Erinpura Granite 

0.630 

1.95 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.003 

0.02 

0.03 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

9.983 

1.95 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.37 

0.26 

0.11 

0.050 

0.35 

0.50 







Non-command 

Erinpura Granite 

2.091 

1.95 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.02 

0.010 

0.07 

0.10 


Bhagli 

0820000902477600 

6.820 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.526 

4.72 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.02 

0.003 

0.04 

0.06 


Bhandar 

0820000902481000 

29.291 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

7.409 

3.02 

0.018 

0.08 

0.01 

0.00 

0.00 

0.00 

0.46 

0.31 

0.26 

0.037 

0.11 

0.17 







Non-command 

Erinpura Granite 

21.303 

3.02 

0.020 

0.22 

0.03 

0.00 

0.00 

0.00 

1.48 

0.99 

0.75 

0.106 

0.32 

0.48 


Bhaton Ka Sayra 

0826000203070500 

15.923 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.084 

4.05 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.53 

0.37 

0.14 

0.025 

0.18 

0.27 


Bhatoond 

0820000902479900 

29.177 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.887 

2.33 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.00 

0.009 

0.03 

0.04 







Non-command 

Erinpura Granite 

25.388 

2.33 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

1.23 

0.89 

0.05 

0.126 

0.42 

0.58 


Bheemana 

0820000902482400 

48.204 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

26.473 

3.96 

0.018 

0.29 

0.04 

0.00 

0.00 

0.00 

2.08 

1.38 

1.00 

0.132 

0.28 

0.42 







Non-command 

Erinpura Granite 

5.304 

3.96 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.47 

0.31 

0.20 

0.026 

0.06 

0.08 


Bokhara 

0826000203070300 

47.239 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

16.180 

3.22 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

1.10 

0.74 

0.19 

0.068 

0.16 

0.24 


Champa Ki Nal 

0826000303084400 

8.474 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.635 

3.43 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.12 

0.00 

0.006 

0.15 

0.23 


Chamunderi Rana Watan 

0820000902481800 

20.385 

Saline 

Non-command 

Non-command 

Erinpura Granite 

5.587 

3.03 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.39 

0.23 

0.21 

0.028 

0.11 

0.18 


Chana Ki Umar 

0826000303087700 

3.876 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.415 

3.32 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.00 

0.003 

0.18 

0.27 







Non-command 

Erinpura Granite 

0.003 

3.32 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Cheetarawas 

0826000203074700 

8.370 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.154 

3.46 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.358 

3.46 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.02 

0.03 


Chimanpura 

0820000902481400 

11.002 

Saline 

Non-command 

Non-command 

Erinpura Granite 

1.099 

2.95 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.01 

0.005 

0.04 

0.06 


Danverli 

0820000902482800 

7.220 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.576 

0.70 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.008 

0.10 

0.15 







Non-command 

Erinpura Granite 

3.143 

0.70 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.06 

0.016 

0.21 

0.30 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Nana 

0820000902482200 

0.12 

0.01 

1,365.03 

0.02 

0.01 

0.03 

0.00 

0.04 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.066 

0.003 

0.063 

0.220 

349.12 

Over Exploited 



0.08 

0.05 

797.66 

0.05 

0.01 

0.06 

0.01 

0.08 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.095 

0.005 

0.090 

0.213 

236.36 

Over Exploited 

Palri 

0820000802473100 

0.18 

0.06 

1,963.31 

0.07 

0.00 

0.07 

0.01 

0.09 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.084 

0.004 

0.080 

0.138 

172.51 

Over Exploited 



0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.85 

72.90 

1.02 

0.05 

1.07 

0.04 

0.43 

- 

0.0500 

- 

- 

0.050 

0.100 

0.100 

1.175 

0.059 

1.116 

0.486 

43.51 

Safe 


0819000102349000 

0.15 

0.03 

########## 

0.04 

- 

0.04 

0.01 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.050 

0.002 

0.047 

0.174 

366.41 

Over Exploited 

Phachariya 

0819000102347100 

0.15 

0.16 

16.73 

0.19 

- 

0.19 

0.03 

0.41 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.200 

0.010 

0.190 

0.059 

30.98 

Safe 

Posaliyan 

0819000102343800 

0.24 

0.22 

2,572.25 

0.26 

0.02 

0.29 

0.02 

0.19 

- 

0.0500 

- 

- 

0.002 

0.052 

0.052 

0.339 

0.017 

0.322 

1.413 

439.25 

Over Exploited 



0.15 

0.00 

4,895.19 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.062 

3,380.52 

Over Exploited 

Poyana 

0820000802472900 

0.18 

0.00 

3,022.70 

0.00 

0.00 

0.01 

0.00 

0.06 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.008 

0.000 

0.008 

0.014 

173.07 

Over Exploited 

Radbar 

0819000102347900 

0.15 

0.03 

########## 

0.04 

- 

0.04 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.037 

0.002 

0.035 

0.083 

238.26 

Over Exploited 



0.15 

0.53 

########## 

0.61 

- 

0.61 

0.03 

0.32 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.620 

0.031 

0.589 

0.372 

63.22 

Safe 

Rukhada 

0819000102345900 

0.15 

0.03 

579.76 

0.03 

0.00 

0.04 

0.01 

0.17 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.048 

0.002 

0.045 

0.162 

357.15 

Over Exploited 



0.24 

0.17 

1,411.15 

0.21 

0.01 

0.22 

0.03 

0.34 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.249 

0.012 

0.236 

0.772 

326.91 

Over Exploited 

Sadalwa 

0819000302359600 

0.15 

0.00 

2,125.68 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.015 

2,126.78 

Over Exploited 

Salodariya 

0820000802473200 

0.18 

0.23 

211.74 

0.28 

0.01 

0.29 

0.04 

0.52 

- 

0.0300 

- 

- 

0.007 

0.038 

0.038 

0.328 

0.016 

0.312 

0.252 

80.89 

Semi Critical 

Sarneshwarji 

0819000202352200 

0.15 

0.24 

########## 

0.28 

- 

0.28 

0.02 

0.18 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.294 

0.015 

0.279 

0.094 

33.52 

Safe 

Sheoganj (M) 

0819000141901000 

0.15 

0.15 

224.99 

0.18 

0.01 

0.20 

0.03 

0.31 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.221 

0.011 

0.210 

1.033 

492.94 

Over Exploited 

Sikhon Ka Jor 

0819000102347600 

0.15 

0.37 

(47.96) 

0.30 

0.01 

0.31 

0.04 

0.51 

- 

- 

- 

- 

0.018 

0.018 

0.018 

0.327 

0.016 

0.310 

0.020 

6.40 

Safe 

Sirohi (M) 

0819000241902000 

0.15 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.069 

16,346.24 

Over Exploited 

Siwera 

0819000302358300 

0.15 

0.01 

586.72 

0.01 

0.00 

0.02 

0.01 

0.06 

0.00 

0.0100 

- 

- 

0.007 

0.017 

0.018 

0.035 

0.002 

0.033 

0.034 

101.51 

Over Exploited 

Surajpura 

0819000102347300 

0.15 

0.29 

(11.84) 

0.26 

0.01 

0.26 

0.04 

0.52 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.281 

0.014 

0.267 

0.257 

96.40 

Critical 

Sutharon Ka Gurha 

0819000102345800 

0.15 

0.16 

86.95 

0.19 

0.00 

0.19 

0.04 

0.51 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.205 

0.010 

0.194 

0.381 

195.84 

Over Exploited 

Uthman 

0819000102348200 

0.15 

0.01 

1,505.14 

0.01 

- 

0.01 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.006 

0.124 

1,916.40 

Over Exploited 

Van 

0819000102344200 

0.24 

0.00 

197,890.31 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Velar 

0820000902481300 

0.12 

0.24 

910,520.72 

0.29 

0.01 

0.30 

0.02 

0.17 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.317 

0.016 

0.301 

0.204 

67.96 

Safe 



0.08 

0.09 

########## 

0.11 

- 

0.11 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.107 

0.005 

0.102 

0.092 

90.22 

Critical 

Vera Rampura 

0819000102346100 

0.15 

0.13 

96.09 

0.16 

0.00 

0.16 

0.04 

0.52 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.172 

0.009 

0.164 

0.191 

116.61 

Over Exploited 

Vera Vilpur 

0819000102348900 

0.15 

0.00 

102,386.25 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Viroli 

0819000302358000 

0.15 

0.26 

131,205.14 

0.31 

- 

0.31 

0.02 

0.24 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.331 

0.017 

0.315 

0.144 

45.71 

Safe 

Amba Ka Khadra 

0826000303084700 

0.04 

0.00 

8,714.87 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Amliya 

0820000902482000 

0.08 

0.13 

161,075.49 

0.15 

0.01 

0.16 

0.03 

0.34 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.192 

0.010 

0.182 

0.189 

103.68 

Over Exploited 

Aradwan 

0820000902482900 

0.08 

0.15 

287,792.82 

0.18 

- 

0.18 

0.03 

0.38 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.192 

0.010 

0.182 

0.073 

39.83 

Safe 



0.08 

0.00 

2,050.76 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.002 

252.72 

Over Exploited 

Balwana 

0820000802474300 

0.12 

0.08 

244,778.08 

0.10 

- 

0.10 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.111 

0.006 

0.105 

0.119 

113.54 

Over Exploited 

Bankawas 

0826000303088300 

0.04 

0.00 

301,957.26 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Barawal 

0820000902480400 

0.12 

0.00 

977.93 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.017 

2,184.25 

Over Exploited 



0.08 

0.08 

32.75 

0.09 

- 

0.09 

0.04 

0.47 

- 

- 

- 

- 

- 

- 

- 

0.094 

0.005 

0.089 

0.053 

59.71 

Safe 

Beejapur 

0820000902479800 

0.12 

1.02 

(9.61) 

0.92 

0.07 

0.99 

0.04 

0.48 

- 

0.1600 

- 

- 

0.028 

0.188 

0.188 

1.179 

0.059 

1.120 

1.562 

139.39 

Over Exploited 

Beesalpur 

0820000902477500 

0.12 

0.09 

617.99 

0.11 

0.01 

0.12 

0.01 

0.10 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.154 

0.008 

0.146 

0.201 

137.40 

Over Exploited 

Bera 

0820000902480600 

0.10 

0.00 

8,199.21 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.036 

6,424.33 

Over Exploited 



0.12 

0.09 

375.05 

0.11 

0.02 

0.13 

0.01 

0.09 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.189 

0.009 

0.180 

0.614 

341.24 

Over Exploited 



0.08 

0.02 

847.54 

0.03 

- 

0.03 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.035 

0.002 

0.034 

0.155 

461.91 

Over Exploited 



0.08 

0.93 

58.76 

1.12 

0.03 

1.15 

0.03 

0.35 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

1.247 

0.062 

1.184 

1.049 

88.61 

Semi Critical 

Beran 

0826000303087800 

0.04 

0.00 

108,930.55 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

21,384.67 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Berdi 

0820000902480700 

0.10 

0.00 

1,263.35 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.015 

716.44 

Over Exploited 



0.12 

0.00 

1,355.28 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.019 

1,013.32 

Over Exploited 



0.08 

0.28 

(6.74) 

0.26 

0.01 

0.27 

0.03 

0.38 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.289 

0.014 

0.274 

0.158 

57.50 

Safe 



0.08 

0.01 

4,957.05 

0.01 

- 

0.01 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.011 

0.028 

250.47 

Over Exploited 

Bhagli 

0820000902477600 

0.12 

0.00 

1,291.97 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.004 

0.000 

0.004 

0.019 

457.89 

Over Exploited 

Bhandar 

0820000902481000 

0.08 

0.07 

369.13 

0.08 

0.01 

0.09 

0.01 

0.12 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.119 

0.006 

0.113 

0.295 

260.30 

Over Exploited 



0.08 

0.55 

81.52 

0.65 

0.03 

0.68 

0.03 

0.35 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.765 

0.038 

0.727 

0.856 

117.77 

Over Exploited 

Bhaton Ka Sayra 

0826000203070500 

0.06 

0.06 

########## 

0.07 

- 

0.07 

0.02 

0.20 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.089 

0.004 

0.084 

0.169 

201.51 

Over Exploited 

Bhatoond 

0820000902479900 

0.10 

0.01 

584,612.33 

0.01 

- 

0.01 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.006 

0.009 

148.97 

Over Exploited 



0.12 

1.27 

(30.31) 

1.02 

- 

1.02 

0.04 

0.46 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

1.029 

0.051 

0.977 

0.173 

17.72 

Safe 

Bheemana 

0820000902482400 

0.08 

0.54 

########## 

0.65 

0.04 

0.69 

0.02 

0.30 

- 

0.1800 

- 

- 

- 

0.180 

0.180 

0.869 

0.043 

0.826 

1.128 

136.55 

Over Exploited 



0.08 

0.02 

1,026.20 

0.03 

0.01 

0.04 

0.00 

0.06 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.078 

0.004 

0.074 

0.230 

310.56 

Over Exploited 

Bokhara 

0826000203070300 

0.06 

0.15 

########## 

0.18 

0.01 

0.19 

0.01 

0.17 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.223 

0.011 

0.212 

0.254 

119.80 

Over Exploited 

Champa Ki Nal 

0826000303084400 

0.04 

0.01 

########## 

0.02 

- 

0.02 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.017 

0.001 

0.016 

0.006 

37.39 

Safe 

Chamunderi Rana Watan 

0820000902481800 

0.08 

0.05 

389.90 

0.06 

0.01 

0.07 

0.01 

0.12 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.107 

0.005 

0.102 

0.234 

229.44 

Over Exploited 

Chana Ki Umar 

0826000303087700 

0.04 

0.00 

108,645.90 

0.01 

- 

0.01 

0.02 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.003 

66.61 

Safe 



0.04 

0.00 

211,488.47 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Cheetarawas 

0826000203074700 

0.06 

0.00 

183,950.81 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.06 

0.00 

132,446.14 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.000 

0.001 

305.12 

Over Exploited 

Chimanpura 

0820000902481400 

0.08 

0.00 

1,060.04 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.011 

285.08 

Over Exploited 

Danverli 

0820000902482800 

0.10 

0.02 

22,777.31 

0.02 

- 

0.02 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.019 

0.001 

0.018 

0.030 

166.59 

Over Exploited 



0.12 

0.08 

(43.33) 

0.06 

- 

0.06 

0.02 

0.23 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.073 

0.004 

0.069 

0.078 

112.20 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.542 

0.70 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.003 

0.04 

0.05 







Non-command 

Erinpura Granite 

0.451 

0.70 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.002 

0.03 

0.04 


Doodni 

082000090248020C 

22.676 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

16.243 

2.94 

0.020 

0.20 

0.03 

0.00 

0.00 

0.00 

1.12 

0.98 

0.69 

0.081 

0.34 

0.39 


Goriya 

0820000902482600 

16.010 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.757 

2.35 

0.025 

0.08 

0.02 

0.00 

0.00 

0.00 

0.40 

0.28 

0.30 

0.029 

0.17 

0.25 







Non-command 

Erinpura Granite 

4.536 

2.35 

0.020 

0.10 

0.02 

0.00 

0.00 

0.00 

0.29 

0.20 

0.36 

0.023 

0.14 

0.20 


Gura Devisingh 

0820000902479400 

2.395 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

1.487 

2.27 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.06 

0.007 

0.30 

0.45 


Hanyla 

0826000203074600 

3.530 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.538 

4.55 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.02 

0.002 

0.08 

0.11 


Jalora 

0826000303084900 

2.682 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.283 

3.39 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.00 

0.003 

0.24 

0.36 


Jeewda 

0820000902480000 

5.558 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

5.558 

3.57 

0.020 

0.12 

0.02 

0.00 

0.00 

0.03 

0.47 

0.35 

0.44 

0.028 

0.49 

0.65 


Kagdara 

0820000902482100 

6.226 

Saline 

Non-command 

Non-command 

Erinpura Granite 

6.226 

3.81 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.51 

0.32 

0.14 

0.031 

0.44 

0.69 


Kakradi 

0820000902482700 

7.855 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.479 

3.32 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.03 

0.007 

0.09 

0.13 







Non-command 

Erinpura Granite 

5.985 

3.32 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.44 

0.30 

0.11 

0.030 

0.36 

0.52 


Karech 

0826000203074800 

20.218 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.156 

3.41 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.005 

0.03 

0.04 


Khera 

0826000303087900 

1.927 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.666 

3.32 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.001 

0.17 

0.26 







Non-command 

Erinpura Granite 

0.824 

3.32 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.00 

0.002 

0.22 

0.33 


Khetarli 

0820000902483300 

28.079 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

11.910 

3.57 

0.018 

0.04 

0.00 

0.00 

0.00 

0.00 

0.78 

0.53 

0.09 

0.059 

0.20 

0.30 







Non-command 

Erinpura Granite 

11.878 

3.57 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.89 

0.60 

0.09 

0.059 

0.20 

0.30 


Khila 

0826000303088000 

3.390 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.208 

3.41 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.01 

0.003 

0.18 

0.27 







Non-command 

Erinpura Granite 

1.069 

3.41 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.01 

0.002 

0.16 

0.24 


Khindawa 

0820000902479300 

4.929 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

1.046 

2.24 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.03 

0.005 

0.10 

0.15 


Kolwara 

0820000902483000 

17.310 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

10.606 

3.21 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.62 

0.42 

0.03 

0.053 

0.28 

0.41 







Non-command 

Erinpura Granite 

6.133 

3.21 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.40 

0.28 

0.02 

0.030 

0.16 

0.24 


Kooran 

0820000902483100 

15.037 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

12.654 

3.19 

0.018 

0.10 

0.01 

0.00 

0.00 

0.00 

0.80 

0.54 

0.31 

0.063 

0.41 

0.61 


Korwa 

0820000902483200 

22.383 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.435 

1.24 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.23 

0.16 

0.07 

0.032 

0.14 

0.20 







Non-command 

Erinpura Granite 

4.747 

1.24 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.08 

0.024 

0.10 

0.15 


Kothar 

0820000902481200 

26.902 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.144 

2.70 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Erinpura Granite 

15.946 

2.70 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.91 

0.72 

0.10 

0.079 

0.27 

0.34 


Kotra 

0820000902477700 

8.209 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.242 

3.86 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.01 

0.02 


Koyalvao 

0820000902482500 

43.424 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

29.166 

3.59 

0.018 

0.18 

0.02 

0.00 

0.00 

0.00 

1.99 

1.33 

0.53 

0.145 

0.32 

0.48 







Non-command 

Erinpura Granite 

8.949 

3.59 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.69 

0.46 

0.16 

0.044 

0.10 

0.15 


Kumtiya 

0820000902481100 

4.596 

Saline 

Non-command 

Non-command 

Erinpura Granite 

4.596 

2.65 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.27 

0.19 

0.11 

0.023 

0.45 

0.63 


Kundal 

0820000902479700 

53.330 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.276 

1.78 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.34 

0.24 

0.04 

0.036 

0.07 

0.09 







Non-command 

Erinpura Granite 

17.878 

1.78 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.70 

0.49 

0.17 

0.089 

0.16 

0.23 


Madar 

0826000203071700 

5.617 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.169 

4.51 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.14 

0.05 

0.009 

0.19 

0.27 


Mewaron Ka Math 

0826000303085200 

7.924 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.107 

3.42 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Mori 

0820000902480500 

7.160 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

5.596 

2.66 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.38 

0.30 

0.34 

0.028 

0.37 

0.47 





Saline 

Non-command 

Non-command 

Erinpura Granite 

1.565 

2.66 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.04 

0.008 

0.10 

0.13 


Nana 

0820000902482200 

46.067 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

15.068 

3.85 

0.018 

0.11 

0.01 

0.00 

0.00 

0.00 

1.12 

0.70 

0.34 

0.075 

0.14 

0.22 







Non-command 

Erinpura Granite 

18.418 

3.85 

0.020 

0.13 

0.02 

0.00 

0.00 

0.00 

1.53 

0.96 

0.41 

0.092 

0.17 

0.27 


Paba 

0826000203071800 

6.780 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.201 

2.77 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.13 

0.02 

0.013 

0.23 

0.33 


Padarla 

0820000902479200 

7.921 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.599 

2.50 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.003 

0.04 

0.06 


Padrara 

0826000203074500 

8.872 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.056 

4.79 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 


Pahar Kalan 

0819000302360400 

78.602 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

8.403 

4.53 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.58 

0.37 

0.01 

0.030 

0.05 

0.08 







Non-command 

Gneisses 

1.442 

4.53 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.00 

0.005 

0.01 

0.01 







Non-command 

Erinpura Granite 

0.281 

4.53 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.00 

0.00 


Rai 

0826000303084800 

3.434 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.005 

3.43 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.09 

0.00 

0.004 

0.29 

0.43 


Rughnathpura 

0820000902480300 

14.869 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

2.156 

2.83 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.13 

0.05 

0.011 

0.07 

0.08 





Saline 

Non-command 

Non-command 

Erinpura Granite 

1.174 

2.83 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.01 

0.006 

0.04 

0.04 


Sambharwara 

0820000902483400 

9.204 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.278 

2.20 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.33 

0.23 

0.18 

0.026 

0.28 

0.40 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.945 

2.20 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.02 

0.005 

0.05 

0.07 


Sayra 

0826000203070400 

6.936 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.742 

3.79 

0.020 

0.02 

0.01 

0.00 

0.00 

0.00 

0.14 

0.10 

0.08 

0.007 

0.12 

0.17 


Semar 

0826000203071900 

13.989 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.729 

4.04 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.60 

0.42 

0.23 

0.028 

0.24 

0.34 


Sena 

0820000902480100 

13.901 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

13.330 

3.02 

0.020 

0.16 

0.02 

0.00 

0.00 

0.00 

0.94 

0.75 

0.55 

0.066 

0.46 

0.58 


Sendla 

0820000902480800 

5.019 

Saline 

Non-command 

Non-command 

Erinpura Granite 

5.019 

2.69 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.31 

0.21 

0.19 

0.025 

0.44 

0.65 


Tarawala 

0826000303088100 

1.425 

Saline 

Non-command 

Non-command 

Erinpura Granite 

0.711 

3.08 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.002 

0.25 

0.38 


Teja Ka Was 

0826000303088200 

28.271 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.979 

3.63 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.00 

0.002 

0.02 

0.03 


Thandi Beri 

0820000902482300 

16.948 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

10.591 

3.96 

0.018 

0.04 

0.00 

0.00 

0.00 

0.00 

0.77 

0.51 

0.11 

0.053 

0.31 

0.47 







Non-command 

Erinpura Granite 

3.824 

3.96 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.32 

0.21 

0.04 

0.019 

0.11 

0.17 



0819000302359800 

8.041 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.017 

4.46 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses 

0.095 

4.46 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Erinpura Granite 

1.787 

4.46 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.11 

0.04 

0.006 

0.11 

0.17 


Umarna 

0826000203072000 

4.902 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.608 

4.64 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.11 

0.03 

0.007 

0.16 

0.24 


Velar 

0820000902481300 

35.803 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.000 

2.82 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Erinpura Granite 

7.924 

2.82 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.47 

0.33 

0.03 

0.039 

0.09 

0.13 


Virampura 

0820000902480900 

17.750 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

3.340 

3.19 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.21 

0.14 

0.08 

0.017 

0.08 

0.13 







Non-command 

Erinpura Granite 

14.410 

3.19 

0.020 

0.12 

0.01 

0.00 

0.00 

0.01 

1.02 

0.66 

0.37 

0.072 

0.35 

0.54 

Sub Basin: Jojri ) 

11005017 

Adaksar 

0814001001889300 

12.775 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.863 

-0.63 

0.080 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.59 

0.051 

0.22 

0.40 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.08 

0.00 

195.27 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.009 

489.52 

Over Exploited 



0.08 

0.00 

308.56 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.008 

671.13 

Over Exploited 

Doodni 

082000090248020C 

0.12 

0.66 

48.88 

0.79 

0.03 

0.82 

0.03 

0.37 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.903 

0.045 

0.858 

0.767 

89.33 

Semi Critical 

Goriya 

0820000902482600 

0.10 

0.09 

########## 

0.11 

0.02 

0.13 

0.02 

0.19 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.190 

0.010 

0.181 

0.331 

183.09 

Over Exploited 



0.12 

0.07 

65,441.81 

0.09 

0.02 

0.11 

0.01 

0.15 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.179 

0.009 

0.170 

0.382 

224.46 

Over Exploited 

Gura Devisingh 

0820000902479400 

0.12 

0.05 

9.20 

0.06 

0.00 

0.06 

0.03 

0.33 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.071 

0.004 

0.068 

0.069 

102.75 

Over Exploited 

Hanyla 

0826000203074600 

0.06 

0.00 

1,553.87 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.026 

933.34 

Over Exploited 

Jalora 

0826000303084900 

0.04 

0.01 

176,770.82 

0.01 

- 

0.01 

0.02 

0.26 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.012 

0.003 

24.22 

Safe 

Jeewda 

0820000902480000 

0.12 

0.33 

7.65 

0.35 

0.05 

0.40 

0.05 

0.53 

- 

0.0500 

- 

- 

0.043 

0.093 

0.093 

0.491 

0.025 

0.467 

0.465 

99.59 

Critical 

Kagdara 

0820000902482100 

0.08 

0.22 

49.18 

0.26 

0.01 

0.27 

0.04 

0.48 

- 

0.0300 

- 

- 

0.004 

0.034 

0.034 

0.308 

0.015 

0.292 

0.175 

59.85 

Safe 

Kakradi 

0820000902482700 

0.08 

0.01 

525.27 

0.01 

- 

0.01 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.022 

0.037 

173.01 

Over Exploited 



0.08 

0.17 

148,969.57 

0.21 

- 

0.21 

0.03 

0.40 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.228 

0.011 

0.216 

0.138 

63.63 

Safe 

Karech 

0826000203074800 

0.06 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.005 

506.40 

Over Exploited 

Khera 

0826000303087900 

0.04 

0.00 

528.85 

0.01 

- 

0.01 

0.02 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.005 

0.001 

28.05 

Safe 



0.04 

0.01 

409.21 

0.01 

- 

0.01 

0.02 

0.24 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.008 

0.004 

47.29 

Safe 

Khetarli 

0820000902483300 

0.08 

0.18 

########## 

0.21 

- 

0.21 

0.02 

0.22 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.222 

0.011 

0.211 

0.149 

70.86 

Semi Critical 



0.08 

0.19 

########## 

0.23 

- 

0.23 

0.02 

0.22 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.240 

0.012 

0.228 

0.149 

65.40 

Safe 

Khila 

0826000303088000 

0.04 

0.01 

528.65 

0.01 

- 

0.01 

0.02 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.001 

0.010 

0.010 

97.80 

Critical 



0.04 

0.01 

9,118.09 

0.01 

- 

0.01 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.007 

112.26 

Over Exploited 

Khindawa 

0820000902479300 

0.12 

0.01 

190.86 

0.02 

0.00 

0.02 

0.01 

0.11 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.017 

0.001 

0.016 

0.036 

225.25 

Over Exploited 

Kolwara 

0820000902483000 

0.08 

0.24 

76.01 

0.29 

- 

0.29 

0.03 

0.31 

- 

- 

- 

- 

- 

- 

- 

0.287 

0.014 

0.273 

0.083 

30.33 

Safe 



0.08 

0.08 

245.06 

0.10 

- 

0.10 

0.02 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.096 

0.005 

0.091 

0.048 

53.17 

Safe 

Kooran 

0820000902483100 

0.08 

0.40 

6,285.83 

0.48 

0.01 

0.49 

0.04 

0.45 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.522 

0.026 

0.496 

0.375 

75.65 

Semi Critical 

Korwa 

0820000902483200 

0.10 

0.07 

########## 

0.08 

- 

0.08 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.093 

0.005 

0.088 

0.097 

110.24 

Over Exploited 



0.12 

0.06 

105,607.80 

0.07 

- 

0.07 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.078 

0.004 

0.074 

0.102 

137.03 

Over Exploited 

Kothar 

0820000902481200 

0.12 

0.00 

14,601.79 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.08 

0.34 

111.26 

0.41 

- 

0.41 

0.03 

0.29 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.421 

0.021 

0.400 

0.175 

43.78 

Safe 

Kotra 

0820000902477700 

0.12 

0.00 

2,811.11 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.001 

190.76 

Over Exploited 

Koyalvao 

0820000902482500 

0.08 

0.74 

########## 

0.89 

0.02 

0.91 

0.03 

0.35 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

1.012 

0.051 

0.961 

0.679 

70.64 

Semi Critical 



0.08 

0.07 

469,373.12 

0.08 

0.01 

0.09 

0.01 

0.11 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.124 

0.006 

0.118 

0.206 

175.25 

Over Exploited 

Kumtiya 

0820000902481100 

0.08 

0.16 

16.10 

0.19 

0.00 

0.20 

0.04 

0.49 

- 

0.0100 

- 

- 

0.007 

0.018 

0.018 

0.214 

0.011 

0.203 

0.131 

64.42 

Safe 

Kundal 

0820000902479700 

0.10 

0.04 

########## 

0.04 

- 

0.04 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.052 

0.003 

0.050 

0.079 

159.67 

Over Exploited 



0.12 

0.34 

41.20 

0.41 

0.01 

0.42 

0.01 

0.17 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.452 

0.023 

0.430 

0.261 

60.69 

Safe 

Madar 

0826000203071700 

0.06 

0.02 

479.30 

0.03 

- 

0.03 

0.02 

0.20 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.039 

0.002 

0.037 

0.057 

152.48 

Over Exploited 

Mewaron Ka Math 

0826000303085200 

0.04 

0.00 

17,098.03 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mori 

0820000902480500 

0.12 

0.25 

20.69 

0.29 

0.01 

0.30 

0.03 

0.40 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.345 

0.017 

0.327 

0.371 

113.23 

Over Exploited 



0.08 

0.01 

471.88 

0.02 

- 

0.02 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.015 

0.001 

0.015 

0.044 

299.98 

Over Exploited 

Nana 

0820000902482200 

0.08 

0.17 

########## 

0.20 

0.01 

0.21 

0.01 

0.15 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.273 

0.014 

0.259 

0.417 

160.70 

Over Exploited 



0.08 

0.25 

279.31 

0.30 

0.02 

0.32 

0.02 

0.19 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.404 

0.020 

0.384 

0.506 

131.75 

Over Exploited 

Paba 

0826000203071800 

0.06 

0.04 

########## 

0.05 

- 

0.05 

0.02 

0.25 

- 

- 

- 

- 

- 

- 

- 

0.049 

0.002 

0.046 

0.037 

80.82 

Semi Critical 

Padarla 

0820000902479200 

0.12 

0.00 

606.17 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.007 

0.000 

0.007 

0.019 

283.06 

Over Exploited 

Padrara 

0826000203074500 

0.06 

0.00 

33,779.59 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pahar Kalan 

0819000302360400 

0.08 

0.02 

########## 

0.03 

- 

0.03 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.025 

0.001 

0.024 

0.036 

149.76 

Over Exploited 



0.09 

0.00 

5,183.86 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.005 

376.15 

Over Exploited 



0.09 

0.00 

36,146.88 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Rai 

0826000303084800 

0.04 

0.02 

623,581.88 

0.03 

- 

0.03 

0.03 

0.32 

- 

- 

- 

- 

- 

- 

- 

0.028 

0.001 

0.027 

0.004 

16.91 

Safe 

Rughnathpura 

0820000902480300 

0.12 

0.02 

620.62 

0.02 

- 

0.02 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.031 

0.002 

0.030 

0.058 

195.55 

Over Exploited 



0.08 

0.00 

1,605.93 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.018 

450.77 

Over Exploited 

Sambharwara 

0820000902483400 

0.10 

0.14 

279,013.75 

0.17 

0.01 

0.18 

0.03 

0.30 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.207 

0.010 

0.197 

0.210 

106.72 

Over Exploited 



0.08 

0.00 

751.02 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.004 

0.023 

529.41 

Over Exploited 

Sayra 

0826000203070400 

0.06 

0.01 

672.54 

0.01 

0.01 

0.02 

0.01 

0.13 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.045 

0.002 

0.043 

0.091 

213.87 

Over Exploited 

Semar 

0826000203071900 

0.06 

0.09 

########## 

0.11 

0.01 

0.12 

0.02 

0.26 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.159 

0.008 

0.151 

0.258 

170.45 

Over Exploited 

Sena 

0820000902480100 

0.12 

0.73 

981,202.77 

0.75 

0.02 

0.77 

0.04 

0.50 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.831 

0.042 

0.790 

0.612 

77.51 

Semi Critical 

Sendla 

0820000902480800 

0.08 

0.18 

18.63 

0.21 

0.01 

0.22 

0.04 

0.49 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.247 

0.012 

0.235 

0.211 

89.79 

Semi Critical 

Tarawala 

0826000303088100 

0.04 

0.01 

306.22 

0.01 

- 

0.01 

0.02 

0.27 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.008 

0.004 

43.82 

Safe 

Teja Ka Was 

0826000303088200 

0.04 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.002 

493.63 

Over Exploited 

Thandi Beri 

0820000902482300 

0.08 

0.23 

########## 

0.28 

- 

0.28 

0.03 

0.33 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.297 

0.015 

0.282 

0.161 

56.99 

Safe 



0.08 

0.03 

528.49 

0.04 

- 

0.04 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.051 

0.003 

0.048 

0.061 

126.68 

Over Exploited 


0819000302359800 

0.08 

0.00 

47,431.74 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.09 

0.00 

8,011.54 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.09 

0.02 

514.88 

0.02 

- 

0.02 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.032 

0.002 

0.030 

0.048 

158.97 

Over Exploited 

Umarna 

0826000203072000 

0.06 

0.02 

597.49 

0.02 

- 

0.02 

0.01 

0.18 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.029 

0.001 

0.027 

0.037 

133.56 

Over Exploited 

Velar 

0820000902481300 

0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.06 

########## 

0.07 

- 

0.07 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.070 

0.004 

0.067 

0.069 

104.20 

Over Exploited 

Virampura 

0820000902480900 

0.08 

0.02 

536.78 

0.03 

0.00 

0.03 

0.01 

0.09 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.050 

0.002 

0.047 

0.101 

212.30 

Over Exploited 



0.08 

0.41 

62.56 

0.49 

0.02 

0.51 

0.03 

0.39 

- 

0.0700 

- 

- 

0.012 

0.082 

0.082 

0.588 

0.029 

0.558 

0.438 

78.36 

Semi Critical 


Sub Basin: Jojri | 

Adaksar 

0814001001889300 

0.15 

0.27 


0.27 

0.01 

0.28 

0.04 

0.26 

0.04 

0.0200 | - | 


0.020 

0.062 

0.337 

0.034 

0.303 

0.642 

211.78 

Over Exploited 



Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Akhepura 

081400090188360C 

3.957 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.957 

-0.04 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.023 

0.38 

0.68 


Amarpura 

0814000901879200 

4.044 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.991 

0.05 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.011 

0.19 

0.33 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.052 

0.05 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.012 

0.19 

0.34 


Amarsar 

0814000901879700 

6.162 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.488 

0.02 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.03 

0.05 







Non-command 

Phyllite & Schist 

2.406 

0.02 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.014 

0.15 

0.25 


Anandpura 

0814001001893400 

3.594 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.594 

-0.31 

0.080 

0.46 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.81 

0.023 

0.38 

0.57 


Asanpura 

0814001001893500 

8.174 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.536 

-0.30 

0.080 

0.44 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.69 

0.043 

0.30 

0.47 


Asarwa 

0814000901878800 

11.756 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.480 

-0.21 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.066 

0.37 

0.63 


Aspura 

0814001001893000 

11.567 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.567 

-0.31 

0.080 

0.40 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.49 

0.076 

0.38 

0.55 


Bajyo Ki Dhani 

0814000901883300 

4.017 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.906 

-0.04 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.022 

0.37 

0.69 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.111 

-0.04 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 


Bansa 

0814000201783500 

9.637 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.307 

-0.29 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.002 

0.01 

0.02 


Bansra 

0814000901884700 

5.685 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.685 

-0.16 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.032 

0.38 

0.69 


Baralpura 

0814001001888800 

2.562 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.155 

-0.54 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.001 

0.02 

0.04 


Barwala 

0814000901884200 

12.079 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.079 

-0.33 

0.080 

0.28 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.03 

0.069 

0.38 

0.60 


Barwali 

0814000901884300 

14.766 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.766 

-0.31 

0.080 

0.35 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.30 

0.084 

0.38 

0.62 


Besroli 

0814000901885500 

13.477 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.055 

0.01 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.006 

0.03 

0.05 


Bhadliya 

0814000201782700 

13.731 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.745 

-0.30 

0.060 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.68 

0.043 

0.19 

0.30 


Bhanwarpura 

0814001001893300 

4.362 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.362 

-0.32 

0.080 

0.24 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.92 

0.029 

0.38 

0.57 


Bhanwata 

0814001001895700 

16.293 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.371 

-0.46 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.002 

0.01 

0.01 


Bharnai 

0814000901878100 

11.576 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.576 

-0.32 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.066 

0.38 

0.62 


Bhawanipura 

0814001001892300 

4.318 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.188 

-0.57 

0.080 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.027 

0.36 

0.61 


Bheenchron Ka Bas 

0814001001891400 

4.338 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.338 

-0.70 

0.080 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.47 

0.028 

0.36 

0.65 


Bherpura 

0814001001895900 

2.745 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.745 

-1.00 

0.080 

0.27 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.08 

0.018 

0.38 

0.58 


Bhichawa 

0814000901883400 

4.614 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.963 

-0.04 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.005 

0.08 

0.15 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.651 

-0.04 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.021 

0.30 

0.55 


Bidiyad 

0814000801865600 

28.620 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

26.939 

-0.09 

0.015 

0.24 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.77 

0.153 

0.35 

0.76 







Non-command 

Quartzite 

0.768 

-0.09 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.004 

0.01 

0.02 


Biloo 

0814000901885800 

19.861 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.505 

-0.26 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.026 

0.09 

0.18 







Non-command 

Phyllite & Schist 

2.218 

-0.26 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.013 

0.04 

0.09 


Borawar 

0814000901885000 

27.969 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.070 

-0.10 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.014 

0.00 

0.00 







Non-command 

Phyllite & Schist 

27.899 

-0.10 

0.015 

1.88 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

5.418 

0.38 

0.76 


Budhdeopura 

0814001001903200 

4.636 

Fresh 

Non-command 

Non-command 

Quartzite 

0.003 

0.47 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Budsoo 

0814000901884100 

31.723 

Fresh 

Non-command 

Non-command 

Older Alluvium 

31.667 

-0.31 

0.080 

0.75 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.77 

0.181 

0.38 

0.64 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.055 

-0.31 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Butinathpura 

0814001001892200 

3.519 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.337 

-0.55 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.002 

0.04 

0.06 


Chandpura 

0814001001892700 

4.653 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.653 

-0.48 

0.080 

0.35 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.38 

0.030 

0.38 

0.58 


Charanwas 

0814001001892600 

3.593 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.593 

-0.37 

0.080 

0.25 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.98 

0.023 

0.38 

0.59 


Chawandiya 

0814000901884900 

7.021 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.522 

-0.10 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.032 

0.30 

0.57 







Non-command 

Phyllite & Schist 

1.499 

-0.10 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.009 

0.08 

0.16 


Chhapri 

0814001001891600 

6.909 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.904 

-0.79 

0.080 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.68 

0.045 

0.37 

0.63 


Chitawa 

0814001001891500 

33.526 

Fresh 

Non-command 

Non-command 

Older Alluvium 

33.526 

-0.79 

0.080 

1.38 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

5.25 

0.219 

0.36 

0.64 


Dabriya 

0814000901882700 

15.462 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.720 

0.02 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.027 

0.12 

0.21 


Daulatpura 

0814001001889200 

5.844 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.174 

-0.57 

0.080 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.54 

0.027 

0.26 

0.46 


Deeppura 

0814001001895100 

4.612 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.577 

-0.31 

0.080 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.030 

0.38 

0.53 


Deola 

0814000901878700 

7.565 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.436 

-0.27 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.008 

0.07 

0.12 


Deori 

0814000901883900 

9.626 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.354 

-0.19 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.013 

0.09 

0.16 





Saline 

Non-command 

Non-command 

Older Alluvium 

7.273 

-0.19 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.042 

0.29 

0.50 


Deusar 

0814001001896700 

1.227 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.227 

-1.03 

0.080 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.008 

0.37 

0.59 


Dhananwana 

0814000901877200 

13.631 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.800 

-0.23 

0.080 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.027 

0.13 

0.22 


Dhani Mamdoli 

0814000901885400 

10.328 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.712 

0.01 

0.015 

0.06 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.16 

0.055 

0.36 

0.69 


Dheejpura 

0814000901879600 

4.984 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.697 

0.04 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.05 

0.09 







Non-command 

Phyllite & Schist 

0.183 

0.04 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.839 

0.04 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.016 

0.22 

0.38 







Non-command 

Phyllite & Schist 

1.266 

0.04 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.007 

0.10 

0.17 


Dheersar 

0814000901879300 

3.182 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.185 

0.04 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.007 

0.14 

0.24 







Non-command 

Phyllite & Schist 

1.998 

0.04 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.011 

0.24 

0.41 


Dirdhani 

0814000801865900 

9.319 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.525 

0.68 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.04 

0.020 

0.14 

0.29 







Non-command 

Quartzite 

0.087 

0.68 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Dodwari 

0814000901884000 

7.207 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.741 

-0.25 

0.080 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.37 

0.033 

0.30 

0.53 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.466 

-0.25 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.008 

0.08 

0.14 


Gangwa 

0814000801865800 

19.799 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.605 

0.54 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.13 

0.026 

0.09 

0.19 







Non-command 

Quartzite 

0.246 

0.54 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 


Gopalpura 

0814001001896100 

3.840 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.840 

-0.36 

0.080 

0.21 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.80 

0.025 

0.38 

0.55 


Gugarwar 

0814001001897000 

12.996 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.686 

-0.89 

0.080 

0.39 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.49 

0.050 

0.22 

0.37 


Gunawati 

0814000801865500 

9.547 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.547 

-0.08 

0.015 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.054 

0.38 

0.78 


Haritpura 

0814001001895000 

2.041 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.236 

-0.30 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.002 

0.04 

0.06 


Harnawa Toseena 

0814000901883700 

4.245 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.245 

-0.07 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.024 

0.38 

0.69 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Akhepura 

0814000901883600 

0.15 

0.22 

- 

0.22 

- 

0.22 

0.05 

0.43 

0.03 

- 

- 

- 

- 

- 

0.029 

0.253 

0.025 

0.228 

0.078 

34.02 

Safe 

Amarpura 

0814000901879200 

0.04 

0.01 

(93.92) 

0.01 

- 

0.01 

0.02 

0.21 

0.00 

- 

- 

- 

- 

- 

0.002 

0.014 

0.001 

0.013 

0.011 

86.93 

Semi Critical 



0.04 

0.02 

(94.28) 

0.01 

- 

0.01 

0.02 

0.22 

0.00 

- 

- 

- 

- 

- 

0.002 

0.015 

0.001 

0.014 

0.012 

84.36 

Semi Critical 

Amarsar 

0814000901879700 

0.15 

0.00 

(81.68) 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.003 

144.37 

Over Exploited 



0.04 

0.01 

(97.17) 

0.01 

- 

0.01 

0.02 

0.17 

0.00 

- 

- 

- 

- 

- 

0.002 

0.013 

0.001 

0.013 

0.014 

109.88 

Over Exploited 

Anandpura 

0814001001893400 

0.15 

0.21 

- 

0.21 

0.02 

0.23 

0.05 

0.44 

0.03 

0.0700 

- 

- 

- 

0.070 

0.099 

0.326 

0.033 

0.293 

1.833 

625.74 

Over Exploited 

Asanpura 

0814001001893500 

0.15 

0.30 

- 

0.30 

0.02 

0.32 

0.04 

0.35 

0.04 

0.0600 

- 

- 

- 

0.060 

0.103 

0.422 

0.042 

0.379 

1.737 

457.81 

Over Exploited 

Asarwa 

0814000901878800 

0.15 

0.63 

- 

0.63 

- 

0.63 

0.05 

0.42 

0.08 

0.0100 

- 

- 

- 

0.010 

0.094 

0.726 

0.073 

0.654 

0.330 

50.42 

Safe 

Aspura 

0814001001893000 

0.15 

0.66 

- 

0.66 

0.02 

0.68 

0.05 

0.44 

0.09 

0.0600 

- 

- 

- 

0.060 

0.155 

0.839 

0.084 

0.755 

1.569 

207.66 

Over Exploited 

Bajyo Ki Dhani 

0814000901883300 

0.15 

0.22 

- 

0.22 

- 

0.22 

0.05 

0.42 

0.03 

- 

- 

- 

- 

- 

0.028 

0.244 

0.024 

0.220 

0.066 

30.19 

Safe 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Bansa 

0814000201783500 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.052 

13,634.69 

Over Exploited 

Bansra 

0814000901884700 

0.15 

0.32 

- 

0.32 

- 

0.32 

0.05 

0.43 

0.04 

- 

- 

- 

- 

- 

0.042 

0.367 

0.037 

0.330 

0.032 

9.83 

Safe 

Baralpura 

0814001001888800 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.040 

7,376.93 

Over Exploited 

Barwala 

0814000901884200 

0.15 

0.69 

- 

0.69 

0.01 

0.70 

0.05 

0.44 

0.09 

0.0400 

- 

- 

- 

0.040 

0.135 

0.839 

0.084 

0.755 

1.103 

146.00 

Over Exploited 

Barwali 

0814000901884300 

0.15 

0.85 

- 

0.85 

0.02 

0.87 

0.05 

0.44 

0.11 

0.0500 

- 

- 

- 

0.050 

0.165 

1.034 

0.103 

0.931 

1.382 

148.53 

Over Exploited 

Besroli 

0814000901885500 

0.04 

0.00 

(91.97) 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.018 

1,642.96 

Over Exploited 

Bhadliya 

0814000201782700 

0.10 

0.13 

- 

0.13 

0.01 

0.14 

0.03 

0.21 

0.02 

0.0300 

- 

- 

- 

0.030 

0.048 

0.184 

0.018 

0.165 

0.720 

435.65 

Over Exploited 

Bhanwarpura 

0814001001893300 

0.15 

0.25 

- 

0.25 

0.01 

0.26 

0.05 

0.44 

0.04 

0.0300 

- 

- 

- 

0.030 

0.065 

0.326 

0.033 

0.293 

0.948 

322.93 

Over Exploited 

Bhanwata 

0814001001895700 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.120 

24,075.85 

Over Exploited 

Bharnai 

0814000901878100 

0.15 

0.66 

- 

0.66 

- 

0.66 

0.05 

0.43 

0.09 

0.0100 

- 

- 

- 

0.010 

0.100 

0.762 

0.076 

0.686 

0.352 

51.36 

Safe 

Bhawanipura 

0814001001892300 

0.15 

0.23 

- 

0.23 

- 

0.23 

0.05 

0.42 

0.03 

0.0100 

- 

- 

- 

0.010 

0.044 

0.271 

0.027 

0.244 

0.376 

154.16 

Over Exploited 

Bheenchron Ka Bas 

0814001001891400 

0.15 

0.23 

- 

0.23 

0.01 

0.24 

0.06 

0.42 

0.04 

0.0200 

- 

- 

- 

0.020 

0.058 

0.300 

0.030 

0.270 

0.493 

182.54 

Over Exploited 

Bherpura 

0814001001895900 

0.15 

0.15 

- 

0.15 

0.01 

0.16 

0.06 

0.43 

0.02 

0.0400 

- 

- 

- 

0.040 

0.063 

0.228 

0.023 

0.205 

1.093 

533.48 

Over Exploited 

Bhichawa 

0814000901883400 

0.15 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.001 

0.013 

0.001 

0.012 

0.027 

236.61 

Over Exploited 



0.15 

0.16 

- 

0.16 

- 

0.16 

0.04 

0.34 

0.02 

- 

- 

- 

- 

- 

0.021 

0.186 

0.019 

0.167 

0.087 

51.95 

Safe 

Bidiyad 

0814000801865600 

0.08 

0.76 

- 

0.76 

0.01 

0.77 

0.04 

0.40 

0.10 

0.0300 

- 

- 

- 

0.030 

0.125 

0.896 

0.090 

0.807 

0.925 

114.68 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.010 

2,232.75 

Over Exploited 

Biloo 

0814000901885800 

0.15 

0.06 

- 

0.06 

- 

0.06 

0.01 

0.10 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.075 

0.007 

0.067 

0.268 

398.30 

Over Exploited 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.080 

2,116.59 

Over Exploited 

Borawar 

0814000901885000 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.014 

######### 

Over Exploited 



0.04 

0.42 

- 

0.42 

- 

0.42 

0.05 

0.42 

0.05 

0.0100 

- 

- 

- 

0.010 

0.063 

0.484 

0.048 

0.435 

5.812 

1,334.54 

Over Exploited 

Budhdeopura 

0814001001903200 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Budsoo 

0814000901884100 

0.15 

1.81 

- 

1.81 

0.03 

1.84 

0.05 

0.43 

0.24 

0.1000 

- 

- 

- 

0.100 

0.343 

2.180 

0.218 

1.962 

2.953 

150.51 

Over Exploited 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Butinathpura 

0814001001892200 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.021 

1,137.21 

Over Exploited 

Chandpura 

0814001001892700 

0.15 

0.26 

- 

0.26 

0.02 

0.28 

0.06 

0.43 

0.04 

0.0500 

- 

- 

- 

0.050 

0.089 

0.373 

0.037 

0.335 

1.405 

419.20 

Over Exploited 

Charanwas 

0814001001892600 

0.15 

0.20 

- 

0.20 

0.01 

0.21 

0.06 

0.43 

0.03 

0.0400 

- 

- 

- 

0.040 

0.070 

0.284 

0.028 

0.255 

0.999 

391.55 

Over Exploited 

Chawandiya 

0814000901884900 

0.15 

0.25 

- 

0.25 

- 

0.25 

0.04 

0.34 

0.03 

- 

- 

- 

- 

- 

0.032 

0.279 

0.028 

0.251 

0.032 

12.57 

Safe 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.001 

0.005 

0.009 

173.63 

Over Exploited 

Chhapri 

0814001001891600 

0.15 

0.38 

- 

0.38 

0.01 

0.39 

0.06 

0.43 

0.06 

0.0300 

- 

- 

- 

0.030 

0.089 

0.481 

0.048 

0.433 

0.724 

167.41 

Over Exploited 

Chitawa 

0814001001891500 

0.15 

1.83 

- 

1.83 

0.07 

1.90 

0.06 

0.42 

0.29 

0.2000 

- 

- 

- 

0.200 

0.488 

2.391 

0.239 

2.152 

5.466 

254.04 

Over Exploited 

Dabriya 

0814000901882700 

0.04 

0.02 

(70.56) 

0.02 

- 

0.02 

0.01 

0.13 

0.00 

- 

- 

- 

- 

- 

0.003 

0.020 

0.001 

0.019 

0.039 

203.19 

Over Exploited 

Daulatpura 

0814001001889200 

0.15 

0.16 

- 

0.16 

0.01 

0.17 

0.04 

0.30 

0.03 

0.0200 

- 

- 

- 

0.020 

0.046 

0.220 

0.022 

0.198 

0.569 

288.05 

Over Exploited 

Deeppura 

0814001001895100 

0.15 

0.26 

- 

0.26 

0.01 

0.27 

0.05 

0.44 

0.04 

0.0200 

- 

- 

- 

0.020 

0.057 

0.329 

0.033 

0.296 

0.462 

156.04 

Over Exploited 

Deola 

0814000901878700 

0.15 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.002 

0.017 

0.002 

0.016 

0.074 

472.14 

Over Exploited 

Deori 

0814000901883900 

0.15 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.004 

0.037 

0.004 

0.033 

0.101 

303.98 

Over Exploited 



0.15 

0.31 

- 

0.31 

- 

0.31 

0.04 

0.32 

0.04 

0.0100 

- 

- 

- 

0.010 

0.051 

0.364 

0.036 

0.328 

0.185 

56.33 

Safe 

Deusar 

0814001001896700 

0.15 

0.07 

- 

0.07 

0.01 

0.08 

0.06 

0.43 

0.01 

0.0200 

- 

- 

- 

0.020 

0.030 

0.109 

0.011 

0.098 

0.418 

425.07 

Over Exploited 

Dhananwana 

0814000901877200 

0.15 

0.10 

- 

0.10 

- 

0.10 

0.02 

0.15 

0.01 

0.0100 

- 

- 

- 

0.010 

0.023 

0.118 

0.012 

0.106 

0.379 

357.71 

Over Exploited 

Dhani Mamdoli 

0814000901885400 

0.04 

0.14 

(76.95) 

0.11 

- 

0.11 

0.05 

0.40 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.138 

0.007 

0.131 

0.212 

162.22 

Over Exploited 

Dheejpura 

0814000901879600 

0.15 

0.01 

(76.44) 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.004 

81.61 

Semi Critical 



0.04 

0.00 

(1.19) 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

970.73 

Over Exploited 



0.15 

0.09 

(87.88) 

0.07 

- 

0.07 

0.03 

0.24 

0.01 

- 

- 

- 

- 

- 

0.012 

0.085 

0.004 

0.081 

0.027 

33.63 

Safe 



0.04 

0.00 

(91.76) 

0.00 

- 

0.00 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.004 

0.016 

378.13 

Over Exploited 

Dheersar 

0814000901879300 

0.15 

0.02 

(91.17) 

0.02 

- 

0.02 

0.02 

0.16 

0.00 

- 

- 

- 

- 

- 

0.003 

0.023 

0.001 

0.022 

0.007 

30.69 

Safe 



0.04 

0.02 

(96.30) 

0.02 

- 

0.02 

0.03 

0.27 

0.00 

- 

- 

- 

- 

- 

0.002 

0.018 

0.001 

0.017 

0.011 

68.26 

Safe 

Dirdhani 

0814000801865900 

0.08 

0.04 

(31.33) 

0.03 

- 

0.03 

0.02 

0.16 

0.01 

- 

- 

- 

- 

- 

0.005 

0.037 

0.002 

0.036 

0.061 

171.75 

Over Exploited 



0.06 

0.00 

3,162.97 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dodwari 

0814000901884000 

0.15 

0.26 

- 

0.26 

- 

0.26 

0.04 

0.34 

0.03 

0.0100 

- 

- 

- 

0.010 

0.045 

0.305 

0.031 

0.275 

0.407 

148.05 

Over Exploited 



0.15 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.002 

0.019 

0.002 

0.017 

0.052 

302.05 

Over Exploited 

Gangwa 

0814000801865800 

0.08 

0.03 

12.33 

0.04 

- 

0.04 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.004 

0.040 

0.002 

0.038 

0.152 

397.87 

Over Exploited 



0.06 

0.00 

1,268.03 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

1,817.90 

Over Exploited 

Gopalpura 

0814001001896100 

0.15 

0.22 

- 

0.22 

0.01 

0.23 

0.05 

0.44 

0.03 

0.0300 

- 

- 

- 

0.030 

0.062 

0.292 

0.029 

0.262 

0.825 

314.44 

Over Exploited 

Gugarwar 

0814001001897000 

0.15 

0.25 

- 

0.25 

0.02 

0.27 

0.03 

0.25 

0.04 

0.0600 

- 

- 

- 

0.060 

0.099 

0.367 

0.037 

0.330 

1.541 

466.93 

Over Exploited 

Gunawati 

0814000801865500 

0.08 

0.29 

- 

0.29 

- 

0.29 

0.05 

0.42 

0.04 

0.0100 

- 

- 

- 

0.010 

0.046 

0.335 

0.033 

0.301 

0.439 

145.85 

Over Exploited 

Haritpura 

0814001001895000 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.200 

1,878.26 

Over Exploited 

Harnawa Toseena 

0814000901883700 

0.15 

0.24 

- 

0.24 

- 

0.24 

0.05 

0.43 

0.03 

- 

- 

- 

- 

- 

0.032 

0.272 

0.027 

0.245 

0.057 

23.35 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Heerani 

081400100189540C 

7.043 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.390 

-0.31 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.003 

0.02 

0.03 


Huriya 

0814000901882800 

11.708 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.018 

0.05 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.00 

0.046 

0.26 

0.46 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.030 

0.05 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Indali 

0814001001898000 

23.728 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.154 

-0.64 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.00 

0.00 


Indokha 

0814000901879900 

18.501 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.295 

-0.09 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.01 







Non-command 

Phyllite & Schist 

0.026 

-0.09 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jakhli 

0814000901884800 

10.670 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.670 

-0.11 

0.080 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.59 

0.061 

0.38 

0.70 


Jasrana 

0814001001894100 

7.700 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.933 

-0.34 

0.080 

0.43 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.65 

0.045 

0.35 

0.51 


Jaswantpura 

0814001001896300 

5.248 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.248 

-0.66 

0.080 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.62 

0.034 

0.38 

0.59 


Jiliya 

0814001001892800 

16.847 

Fresh 

Non-command 

Non-command 

Older Alluvium 

16.759 

-0.33 

0.080 

0.66 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.51 

0.110 

0.38 

0.58 


Jiwadiya 

0814000901879800 

8.816 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.075 

-0.13 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.046 

0.34 

0.58 







Non-command 

Phyllite & Schist 

0.005 

-0.13 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Joosri 

0814000901884400 

35.079 

Fresh 

Non-command 

Non-command 

Older Alluvium 

31.933 

-0.01 

0.080 

0.70 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.57 

0.182 

0.35 

0.59 







Non-command 

Quartzite 

0.587 

-0.01 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.003 

0.01 

0.01 


Joosriya 

0814000901884600 

8.056 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.056 

-0.24 

0.080 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.046 

0.38 

0.68 


Kacholiya 

0814000901883800 

8.525 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.395 

-0.19 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.025 

0.20 

0.34 





Saline 

Non-command 

Non-command 

Older Alluvium 

4.130 

-0.19 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.024 

0.18 

0.32 


Kajana 

0814000901883000 

6.106 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.129 

0.03 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.018 

0.19 

0.36 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.010 

0.03 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Phyllite & Schist 

2.967 

0.03 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.017 

0.18 

0.34 


Kakot 

0814001001891800 

5.882 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.571 

-0.95 

0.080 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.036 

0.35 

0.57 


Kalwa Bara 

0814000901883100 

13.212 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.926 

0.01 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.005 

0.03 

0.05 







Non-command 

Phyllite & Schist 

11.443 

0.01 

0.015 

0.09 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.27 

0.065 

0.33 

0.62 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.785 

0.01 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.004 

0.02 

0.04 







Non-command 

Phyllite & Schist 

0.058 

0.01 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kalwa Chhota 

0814000901882900 

11.491 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

11.491 

0.02 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.05 

0.066 

0.38 

0.71 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

0.02 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Karkeri 

0814001001888400 

9.197 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.741 

-0.42 

0.080 

0.28 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.07 

0.044 

0.28 

0.45 


Khoranda 

0814001001890700 

4.685 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.002 

-0.54 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khorandi 

0814001001890000 

13.042 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.005 

-0.41 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kinsariya 

0814000801867300 

10.876 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.658 

-0.11 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.02 

0.05 







Non-command 

Quartzite 

0.061 

-0.11 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kishorpura 

0814000801865700 

8.702 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.318 

-0.05 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.007 

0.06 

0.12 







Non-command 

Quartzite 

1.214 

-0.05 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.007 

0.05 

0.12 


Kola Doongri 

0814000901885100 

6.413 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.413 

-0.13 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.037 

0.38 

0.79 


Kotra 

0814001001890900 

7.556 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.507 

-0.61 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.003 

0.02 

0.04 







Non-command 

Quartzite 

0.127 

-0.61 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Kuchaman City (M) 

0814001041411000 

24.732 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.688 

-0.28 

0.080 

0.61 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.19 

0.203 

0.09 

0.12 


Kukanwali 

0814001001896800 

13.811 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.811 

-1.09 

0.080 

0.62 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.36 

0.090 

0.37 

0.61 


Kukrod 

0814000901878200 

12.254 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.952 

-0.35 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.017 

0.09 

0.15 


LADOLI 

0814000901885700 

13.746 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.768 

0.01 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.010 

0.05 

0.10 







Non-command 

Phyllite & Schist 

0.051 

0.01 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Lakhji Ka Bas 

0814001001895200 

5.361 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.755 

-0.30 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.005 

0.05 

0.07 


Lamba 

0814001001891100 

8.200 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.569 

-0.66 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.043 

0.29 

0.52 







Non-command 

Quartzite 

0.206 

-0.66 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 


Likhamasar 

0814001001893700 

3.335 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.335 

-0.33 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.022 

0.38 

0.59 


Lora Ka Bas 

0814001001891200 

2.749 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.124 

-0.63 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.007 

0.15 

0.26 


Loroli 

0814000901879100 

6.089 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.912 

0.01 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.034 

0.37 

0.66 







Non-command 

Phyllite & Schist 

0.177 

0.01 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 


Makrana (M) 

0814000941410000 

37.123 

Fresh 

Non-command 

Non-command 

Older Alluvium 

29.838 

0.08 

0.080 

2.12 

0.01 

0.00 

0.00 

0.00 

2.31 

1.20 

0.86 

5.794 

0.31 

0.59 







Non-command 

Phyllite & Schist 

5.996 

0.08 

0.015 

0.41 

0.00 

0.00 

0.00 

0.00 

0.42 

0.22 

0.09 

1.164 

0.06 

0.12 







Non-command 

Quartzite 

0.070 

0.08 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.014 

0.00 

0.00 


Mamdoli 

0814000901885600 

8.921 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.093 

0.06 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 







Non-command 

Phyllite & Schist 

1.292 

0.06 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.05 

0.007 

0.05 

0.11 


Manana 

0814000901879500 

10.103 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.061 

0.05 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Phyllite & Schist 

4.577 

0.05 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.026 

0.17 

0.30 


Mangalpura 

0814001001892500 

5.803 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.782 

-0.35 

0.080 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.53 

0.038 

0.38 

0.60 


Manpura 

0814001001895800 

6.580 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.683 

-0.82 

0.080 

0.32 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.24 

0.037 

0.33 

0.48 


Midkiya 

0814000901884500 

7.810 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.810 

-0.30 

0.080 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.48 

0.045 

0.38 

0.65 


Mokhampura 

0814000901879400 

7.297 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.899 

-0.07 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.039 

0.36 

0.62 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.398 

-0.07 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.02 

0.04 


Morer 

0814000901885200 

9.866 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.818 

-0.25 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.005 

0.03 

0.07 







Non-command 

Phyllite & Schist 

8.715 

-0.25 

0.015 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.050 

0.33 

0.72 


Motipura 

0814001001897300 

7.836 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.912 

-0.36 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.012 

0.09 

0.16 







Non-command 

Quartzite 

0.519 

-0.36 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.003 

0.02 

0.04 


Nagwara 

0814001001897100 

13.332 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.332 

-0.75 

0.080 

0.68 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.61 

0.087 

0.36 

0.64 


Nagwara Kalan 

0814000901879000 

3.468 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.423 

-0.09 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.002 

0.05 

0.08 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.045 

-0.09 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.017 

0.33 

0.59 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Heerani 

0814001001895400 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.141 

1,366.35 

Over Exploited 

Huriya 

0814000901882800 

0.04 

0.08 

(82.50) 

0.07 

- 

0.07 

0.03 

0.29 

0.01 

- 

- 

- 

- 

- 

0.011 

0.077 

0.004 

0.073 

0.046 

62.60 

Safe 



0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Indali 

0814001001898000 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.020 

34,488.71 

Over Exploited 

Indokha 

0814000901879900 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

625.16 

Over Exploited 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jakhli 

0814000901884800 

0.15 

0.61 

- 

0.61 

0.01 

0.62 

0.05 

0.43 

0.08 

0.0200 

- 

- 

- 

0.020 

0.099 

0.717 

0.072 

0.645 

0.655 

101.47 

Over Exploited 

Jasrana 

0814001001894100 

0.15 

0.36 

- 

0.36 

0.02 

0.38 

0.05 

0.39 

0.05 

0.0600 

- 

- 

- 

0.060 

0.110 

0.490 

0.049 

0.441 

1.690 

383.10 

Over Exploited 

Jaswantpura 

0814001001896300 

0.15 

0.30 

- 

0.30 

0.01 

0.31 

0.06 

0.43 

0.04 

0.0200 

- 

- 

- 

0.020 

0.064 

0.370 

0.037 

0.333 

0.653 

196.23 

Over Exploited 

Jiliya 

0814001001892800 

0.15 

0.95 

- 

0.95 

0.03 

0.98 

0.05 

0.43 

0.14 

0.0900 

- 

- 

- 

0.090 

0.228 

1.207 

0.121 

1.086 

2.624 

241.56 

Over Exploited 

Jiwadiya 

0814000901879800 

0.15 

0.42 

- 

0.42 

- 

0.42 

0.05 

0.39 

0.06 

0.0100 

- 

- 

- 

0.010 

0.065 

0.482 

0.048 

0.434 

0.266 

61.30 

Safe 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Joosri 

0814000901884400 

0.15 

1.67 

- 

1.67 

0.03 

1.70 

0.05 

0.40 

0.22 

0.1000 

- 

- 

- 

0.100 

0.321 

2.024 

0.202 

1.821 

2.756 

151.33 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.014 

6,676.73 

Over Exploited 

Joosriya 

0814000901884600 

0.15 

0.46 

- 

0.46 

0.01 

0.47 

0.05 

0.43 

0.06 

0.0200 

- 

- 

- 

0.020 

0.081 

0.552 

0.055 

0.496 

0.508 

102.34 

Over Exploited 

Kacholiya 

0814000901883800 

0.15 

0.13 

- 

0.13 

- 

0.13 

0.03 

0.22 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.156 

0.016 

0.140 

0.267 

190.59 

Over Exploited 



0.15 

0.11 

- 

0.11 

- 

0.11 

0.02 

0.21 

0.02 

- 

- 

- 

- 

- 

0.015 

0.129 

0.013 

0.116 

0.134 

115.35 

Over Exploited 

Kajana 

0814000901883000 

0.04 

0.02 

(74.86) 

0.02 

- 

0.02 

0.02 

0.22 

0.00 

- 

- 

- 

- 

- 

0.003 

0.023 

0.001 

0.021 

0.018 

83.47 

Semi Critical 



0.15 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.02 

(72.03) 

0.02 

- 

0.02 

0.02 

0.21 

0.00 

- 

- 

- 

- 

- 

0.003 

0.020 

0.001 

0.019 

0.017 

88.04 

Semi Critical 

Kakot 

0814001001891800 

0.15 

0.29 

- 

0.29 

0.01 

0.30 

0.05 

0.41 

0.04 

0.0200 

- 

- 

- 

0.020 

0.064 

0.368 

0.037 

0.331 

0.443 

133.99 

Over Exploited 

Kalwa Bara 

0814000901883100 

0.15 

0.00 

54.50 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.005 

0.049 

1,059.09 

Over Exploited 



0.04 

0.15 

(67.82) 

0.12 

- 

0.12 

0.04 

0.37 

0.02 

0.0100 

- 

- 

- 

0.010 

0.029 

0.149 

0.007 

0.142 

0.331 

233.67 

Over Exploited 



0.15 

0.00 

(84.89) 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.015 

663.50 

Over Exploited 



0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kalwa Chhota 

0814000901882900 

0.04 

0.17 

(89.70) 

0.14 

- 

0.14 

0.05 

0.43 

0.02 

- 

- 

- 

- 

- 

0.022 

0.161 

0.008 

0.153 

0.114 

74.20 

Semi Critical 



0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Karkeri 

0814001001888400 

0.15 

0.28 

- 

0.28 

0.01 

0.29 

0.04 

0.32 

0.04 

0.0400 

- 

- 

- 

0.040 

0.081 

0.370 

0.037 

0.333 

1.114 

334.75 

Over Exploited 

Khoranda 

0814001001890700 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khorandi 

0814001001890000 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kinsariya 

0814000801867300 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.004 

309.54 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kishorpura 

0814000801865700 

0.08 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.001 

0.006 

0.019 

321.86 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.007 

178.88 

Over Exploited 

Kola Doongri 

0814000901885100 

0.04 

0.10 

- 

0.10 

- 

0.10 

0.05 

0.42 

0.01 

- 

- 

- 

- 

- 

0.012 

0.109 

0.011 

0.098 

0.141 

143.87 

Over Exploited 

Kotra 

0814001001890900 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.064 

3,381.94 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Kuchaman City (M) 

0814001041411000 

0.15 

0.08 

- 

0.08 

0.03 

0.11 

0.01 

0.10 

0.01 

0.0800 

- 

- 

- 

0.080 

0.091 

0.196 

0.020 

0.177 

2.392 

1,353.45 

Over Exploited 

Kukanwali 

0814001001896800 

0.15 

0.76 

- 

0.76 

0.03 

0.79 

0.06 

0.42 

0.12 

0.0900 

- 

- 

- 

0.090 

0.207 

1.000 

0.100 

0.900 

2.447 

271.82 

Over Exploited 

Kukrod 

0814000901878200 

0.15 

0.04 

- 

0.04 

- 

0.04 

0.01 

0.10 

0.01 

- 

- 

- 

- 

- 

0.006 

0.046 

0.005 

0.041 

0.039 

94.16 

Critical 

LADOLI 

0814000901885700 

0.15 

0.01 

(57.92) 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.002 

0.012 

0.001 

0.011 

0.054 

479.50 

Over Exploited 



0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Lakhji Ka Bas 

0814001001895200 

0.15 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.001 

0.006 

0.066 

1,041.57 

Over Exploited 

Lamba 

0814001001891100 

0.15 

0.28 

- 

0.28 

- 

0.28 

0.05 

0.33 

0.05 

0.0100 

- 

- 

- 

0.010 

0.056 

0.337 

0.034 

0.303 

0.285 

93.91 

Critical 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

1,164.76 

Over Exploited 

Likhamasar 

0814001001893700 

0.15 

0.19 

- 

0.19 

- 

0.19 

0.05 

0.44 

0.03 

0.0100 

- 

- 

- 

0.010 

0.036 

0.228 

0.023 

0.205 

0.355 

172.93 

Over Exploited 

Lora Ka Bas 

0814001001891200 

0.15 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.17 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.036 

0.004 

0.032 

0.351 

1,092.64 

Over Exploited 

Loroli 

0814000901879100 

0.15 

0.32 

(97.48) 

0.26 

- 

0.26 

0.05 

0.41 

0.04 

- 

- 

- 

- 

- 

0.042 

0.302 

0.015 

0.287 

0.034 

11.76 

Safe 



0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

1,472.27 

Over Exploited 

Makrana (M) 

0814000941410000 

0.15 

1.37 

(12.12) 

1.20 

0.01 

1.21 

0.04 

0.34 

0.18 

0.0300 

- 

- 

- 

0.030 

0.205 

1.416 

0.071 

1.345 

6.652 

494.53 

Over Exploited 



0.04 

0.01 

1,376.21 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.002 

0.020 

0.001 

0.019 

1.256 

6,767.27 

Over Exploited 



0.06 

0.00 

5,308.09 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.014 

######### 

Over Exploited 

Mamdoli 

0814000901885600 

0.15 

0.00 

263.29 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.04 

0.00 

102.01 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.055 

1,557.73 

Over Exploited 

Manana 

0814000901879500 

0.15 

0.00 

873.28 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.03 

(74.71) 

0.02 

- 

0.02 

0.02 

0.19 

0.00 

- 

- 

- 

- 

- 

0.004 

0.029 

0.001 

0.028 

0.038 

138.10 

Over Exploited 

Mangalpura 

0814001001892500 

0.15 

0.33 

- 

0.33 

0.01 

0.34 

0.06 

0.43 

0.05 

0.0200 

- 

- 

- 

0.020 

0.068 

0.404 

0.040 

0.363 

0.563 

154.85 

Over Exploited 

Manpura 

0814001001895800 

0.15 

0.28 

- 

0.28 

0.02 

0.30 

0.05 

0.37 

0.04 

0.0500 

- 

- 

- 

0.050 

0.091 

0.389 

0.039 

0.351 

1.280 

365.23 

Over Exploited 

Midkiya 

0814000901884500 

0.15 

0.45 

- 

0.45 

0.01 

0.46 

0.05 

0.43 

0.06 

0.0200 

- 

- 

- 

0.020 

0.080 

0.538 

0.054 

0.484 

0.529 

109.23 

Over Exploited 

Mokhampura 

0814000901879400 

0.15 

0.37 

- 

0.37 

- 

0.37 

0.05 

0.40 

0.05 

- 

- 

- 

- 

- 

0.049 

0.417 

0.042 

0.376 

0.061 

16.35 

Safe 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

182.12 

Over Exploited 

Morer 

0814000901885200 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.049 

1,261.22 

Over Exploited 



0.04 

0.12 

- 

0.12 

- 

0.12 

0.04 

0.37 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.140 

0.014 

0.126 

0.268 

212.77 

Over Exploited 

Motipura 

0814001001897300 

0.15 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.10 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.039 

0.004 

0.035 

0.249 

709.97 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.028 

3,686.42 

Over Exploited 

Nagwara 

0814001001897100 

0.15 

0.72 

- 

0.72 

0.03 

0.75 

0.06 

0.42 

0.11 

0.1000 

- 

- 

- 

0.100 

0.215 

0.964 

0.096 

0.868 

2.694 

310.47 

Over Exploited 

Nagwara Kalan 

0814000901879000 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.024 

819.70 

Over Exploited 



0.15 

0.15 

- 

0.15 

- 

0.15 

0.04 

0.37 

0.02 

- 

- 

- 

- 

- 

0.020 

0.171 

0.017 

0.154 

0.138 

89.82 

Semi Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Nagwara Khurd 

081400090187890C 

7.174 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.914 

-0.11 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.028 

0.26 

0.45 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.261 

-0.11 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.013 

0.12 

0.21 


Nalot 

0814001001891300 

15.377 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.630 

-0.69 

0.080 

0.43 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.58 

0.096 

0.34 

0.62 


Nawad 

0814000901877100 

14.693 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.037 

-0.15 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nonpura 

0814001001891900 

6.969 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.959 

-0.79 

0.080 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.59 

0.045 

0.37 

0.61 


Nosar 

0814000201782600 

7.130 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.582 

-0.33 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.010 

0.08 

0.14 


Ompura 

0814001001896900 

2.460 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.385 

-1.05 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.009 

0.21 

0.33 


Panchwa 

0814001001896400 

12.473 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.649 

-0.80 

0.080 

0.44 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.66 

0.076 

0.35 

0.54 


Parewadi 

0814001001888600 

10.424 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.319 

-0.55 

0.080 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.70 

0.015 

0.08 

0.14 


Prempura 

0814001001891700 

5.155 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.155 

-1.04 

0.080 

0.25 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.95 

0.034 

0.37 

0.62 


Raithaliya 

0814000901877300 

7.721 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.296 

-0.24 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.007 

0.06 

0.11 


Rajpura 

0814001001888500 

6.886 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.599 

-0.53 

0.080 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.49 

0.024 

0.20 

0.33 


Rampur 

0814000901878000 

6.840 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.318 

-0.34 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.013 

0.13 

0.21 


Rampura 

0814001001895300 

2.596 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.687 

-0.51 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.004 

0.09 

0.17 







Non-command 

Quartzite 

1.361 

-0.51 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.009 

0.19 

0.35 


Ranasar 

0814001001893600 

7.198 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.011 

-0.31 

0.080 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.72 

0.039 

0.32 

0.49 


Ranwa 

0814001001894000 

7.992 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.992 

-0.33 

0.080 

0.46 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.76 

0.052 

0.38 

0.60 


Rasal 

0814001001893900 

26.050 

Fresh 

Non-command 

Non-command 

Older Alluvium 

21.203 

-0.31 

0.080 

0.61 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.27 

0.139 

0.31 

0.49 


Ratanpura 

0814000901883200 

3.442 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.085 

-0.04 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.018 

0.34 

0.64 







Non-command 

Phyllite & Schist 

0.358 

-0.04 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.04 

0.07 


Rooppura 

0814001001894200 

0.613 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.613 

-0.34 

0.080 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.66 

0.004 

0.38 

0.58 


Sabalpur 

0814000901885300 

18.326 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.529 

-0.08 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.003 

0.01 

0.02 







Non-command 

Phyllite & Schist 

17.681 

-0.08 

0.015 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.57 

0.101 

0.36 

0.75 


Sabalpura 

0814001001892400 

14.370 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.370 

-0.55 

0.080 

0.58 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.21 

0.094 

0.37 

0.61 


Safer Bari 

0814000901878600 

5.312 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.268 

-0.14 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.013 

0.16 

0.29 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.043 

-0.14 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.017 

0.22 

0.38 


Safer Chhoti 

0814000901878500 

7.915 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.086 

-0.21 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.040 

0.34 

0.58 


Sarangpur 

0814001001893800 

0.825 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.825 

-0.34 

0.080 

0.25 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.00 

0.005 

0.38 

0.57 


Sardarpura 

0814001001896600 

3.332 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.332 

-1.07 

0.080 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.78 

0.022 

0.37 

0.60 


Sheshma Ka Bas 

0814001001896500 

2.112 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.112 

-1.07 

0.080 

0.26 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.01 

0.014 

0.37 

0.59 


Shiv 

0814001001892000 

5.014 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.014 

-0.65 

0.080 

0.48 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.90 

0.033 

0.37 

0.62 


Shivdanpura 

0814001001896200 

2.088 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.088 

-0.42 

0.080 

0.29 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.14 

0.014 

0.38 

0.57 


Shivpurvi 

0814001001892100 

2.480 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.296 

-0.67 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.015 

0.34 

0.58 


Sooratpura 

0814000901883500 

4.387 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.331 

0.01 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.025 

0.37 

0.69 







Non-command 

Phyllite & Schist 

0.055 

0.01 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Soothli 

0814000901878400 

10.861 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.545 

-0.33 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.015 

0.09 

0.15 


Srachagpura 

0814001001893100 

0.730 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.730 

-0.32 

0.080 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.42 

0.005 

0.38 

0.56 


Sujanpura 

0814001001896000 

7.427 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.416 

-0.49 

0.080 

0.25 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.93 

0.048 

0.38 

0.55 


Suratpura 

0814001001889000 

6.369 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.113 

-0.54 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.014 

0.12 

0.21 


Todas 

0814001001889500 

24.068 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.929 

-0.54 

0.080 

0.25 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.91 

0.078 

0.18 

0.32 


Torda 

0814001001894300 

20.226 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.464 

-0.25 

0.080 

0.32 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.14 

0.095 

0.28 

0.41 







Non-command 

Quartzite 

0.011 

-0.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ucheriya 

0814000901878300 

7.563 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.250 

-0.32 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.030 

0.26 

0.45 


Udaipura 

0814001001892900 

8.361 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.361 

-0.31 

0.080 

0.29 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.09 

0.055 

0.38 

0.58 


Ugarpura 

0814001001893200 

4.348 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.348 

-0.31 

0.080 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.44 

0.028 

0.38 

0.56 

11005018 

Altawa 

0814000901887800 

16.776 

Fresh 

Non-command 

Non-command 

Older Alluvium 

15.828 

0.31 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.43 

0.30 

0.02 

0.090 

0.35 

0.52 


Amarsar 

0814000901879700 

6.162 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.041 

0.02 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Phyllite & Schist 

3.228 

0.02 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.018 

0.20 

0.33 


Bajoli 

0814000901888200 

16.625 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.580 

0.17 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.11 

0.015 

0.06 

0.08 


Balathana 

0814000901880300 

5.302 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.017 

-0.31 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.029 

0.35 

0.54 


Basra 

0814000801867400 

3.620 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.180 

-0.11 

0.080 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.37 

0.018 

0.33 

0.73 







Non-command 

Phyllite & Schist 

0.440 

-0.11 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.002 

0.05 

0.10 


Beenjari 

0814000901880200 

10.644 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.063 

-0.20 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.017 

0.11 

0.17 







Non-command 

Phyllite & Schist 

7.569 

-0.20 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.043 

0.27 

0.42 


Besroli 

0814000901885500 

13.477 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.686 

0.01 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.10 

0.05 

0.26 

0.061 

0.30 

0.55 







Non-command 

Phyllite & Schist 

1.735 

0.01 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.010 

0.05 

0.09 


Bhaiya Kalan 

0814000901881300 

24.661 

Fresh 

Non-command 

Non-command 

Older Alluvium 

24.661 

-0.23 

0.080 

0.28 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.92 

0.141 

0.37 

0.54 


Bhaiya Khurd 

0814000901881400 

5.853 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.853 

-0.16 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.033 

0.37 

0.54 


Bhawariya 

0814000701849500 

5.634 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.338 

-0.02 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.008 

0.15 

0.23 


Bhotawa 

0814000901887700 

3.888 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.888 

-0.11 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.022 

0.37 

0.55 


Biloo 

0814000901885800 

19.861 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.137 

-0.26 

0.080 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.66 

0.075 

0.25 

0.53 


Birsala 

0814000901886400 

8.898 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.898 

0.07 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.10 

0.05 

0.13 

0.051 

0.38 

0.70 


Bugala 

0814000901887500 

5.402 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.946 

0.42 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.13 

0.04 

0.028 

0.34 

0.51 


Chakmadas 

0814000901886800 

6.506 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.506 

-0.05 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.037 

0.37 

0.57 


Chanda Roon 

0814000701854000 

18.334 

Fresh 

Non-command 

Non-command 

Older Alluvium 

16.855 

-0.21 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.056 

0.34 

0.50 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.208 

-0.21 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 


Charanwas 

0814000701857400 

5.334 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.001 

0.00 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chhapara 

0814000901881000 

10.033 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.008 

-0.02 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.057 

0.37 

0.55 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Nagwara Khurd 

0814000901878900 

0.15 

0.19 

- 

0.19 

- 

0.19 

0.03 

0.29 

0.03 

- 

- 

- 

- 

- 

0.025 

0.215 

0.022 

0.194 

0.050 

25.85 

Safe 



0.15 

0.04 

- 

0.04 

- 

0.04 

0.02 

0.13 

0.01 

- 

- 

- 

- 

- 

0.005 

0.046 

0.005 

0.041 

0.013 

31.49 

Safe 

Nalot 

0814001001891300 

0.15 

0.75 

- 

0.75 

0.02 

0.77 

0.06 

0.40 

0.12 

0.0600 

- 

- 

- 

0.060 

0.181 

0.951 

0.095 

0.856 

1.680 

196.15 

Over Exploited 

Nawad 

0814000901877100 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nonpura 

0814001001891900 

0.15 

0.39 

- 

0.39 

0.01 

0.40 

0.06 

0.43 

0.06 

0.0200 

- 

- 

- 

0.020 

0.079 

0.477 

0.048 

0.429 

0.631 

147.11 

Over Exploited 

Nosar 

0814000201782600 

0.10 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.002 

0.015 

0.002 

0.014 

0.142 

1,039.99 

Over Exploited 

Ompura 

0814001001896900 

0.15 

0.04 

- 

0.04 

- 

0.04 

0.03 

0.24 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.060 

0.006 

0.054 

0.149 

276.33 

Over Exploited 

Panchwa 

0814001001896400 

0.15 

0.61 

- 

0.61 

0.02 

0.63 

0.05 

0.40 

0.09 

0.0600 

- 

- 

- 

0.060 

0.150 

0.781 

0.078 

0.703 

1.734 

246.76 

Over Exploited 

Parewadi 

0814001001888600 

0.15 

0.03 

- 

0.03 

0.01 

0.04 

0.01 

0.10 

0.00 

0.0300 

- 

- 

- 

0.030 

0.034 

0.073 

0.007 

0.066 

0.714 

1,083.15 

Over Exploited 

Prempura 

0814001001891700 

0.15 

0.29 

- 

0.29 

0.01 

0.30 

0.06 

0.43 

0.04 

0.0400 

- 

- 

- 

0.040 

0.084 

0.380 

0.038 

0.342 

0.980 

286.72 

Over Exploited 

Raithaliya 

0814000901877300 

0.15 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.002 

0.014 

0.001 

0.012 

0.095 

763.45 

Over Exploited 

Rajpura 

0814001001888500 

0.15 

0.11 

- 

0.11 

0.01 

0.12 

0.03 

0.22 

0.02 

0.0200 

- 

- 

- 

0.020 

0.036 

0.151 

0.015 

0.136 

0.514 

376.88 

Over Exploited 

Rampur 

0814000901878000 

0.15 

0.04 

- 

0.04 

- 

0.04 

0.02 

0.15 

0.01 

- 

- 

- 

- 

- 

0.006 

0.051 

0.005 

0.046 

0.079 

173.23 

Over Exploited 

Rampura 

0814001001895300 

0.15 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.11 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.021 

0.002 

0.019 

0.202 

1,059.58 

Over Exploited 



0.06 

0.02 

- 

0.02 

- 

0.02 

0.03 

0.22 

0.00 

- 

- 

- 

- 

- 

0.002 

0.018 

0.002 

0.016 

0.128 

804.98 

Over Exploited 

Ranasar 

0814001001893600 

0.15 

0.29 

- 

0.29 

0.01 

0.30 

0.05 

0.36 

0.04 

0.0300 

- 

- 

- 

0.030 

0.071 

0.368 

0.037 

0.332 

0.757 

228.39 

Over Exploited 

Ranwa 

0814001001894000 

0.15 

0.46 

- 

0.46 

0.02 

0.48 

0.05 

0.44 

0.06 

0.0700 

- 

- 

- 

0.070 

0.133 

0.613 

0.061 

0.551 

1.812 

328.74 

Over Exploited 

Rasal 

0814001001893900 

0.15 

0.99 

- 

0.99 

0.03 

1.02 

0.04 

0.35 

0.14 

0.0800 

- 

- 

- 

0.080 

0.218 

1.237 

0.124 

1.113 

2.405 

216.04 

Over Exploited 

Ratanpura 

0814000901883200 

0.15 

0.16 

- 

0.16 

- 

0.16 

0.04 

0.38 

0.02 

- 

- 

- 

- 

- 

0.020 

0.177 

0.018 

0.160 

0.062 

38.58 

Safe 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

356.67 

Over Exploited 

Rooppura 

0814001001894200 

0.15 

0.04 

- 

0.04 

0.01 

0.05 

0.05 

0.44 

0.00 

0.0200 

- 

- 

- 

0.020 

0.025 

0.070 

0.007 

0.063 

0.661 

1,046.13 

Over Exploited 

Sabalpur 

0814000901885300 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.025 

2,861.04 

Over Exploited 



0.04 

0.26 

- 

0.26 

0.01 

0.27 

0.05 

0.41 

0.03 

0.0200 

- 

- 

- 

0.020 

0.052 

0.319 

0.032 

0.287 

0.672 

233.80 

Over Exploited 

Sabalpura 

0814001001892400 

0.15 

0.81 

- 

0.81 

0.03 

0.84 

0.06 

0.43 

0.12 

0.0800 

- 

- 

- 

0.080 

0.200 

1.039 

0.104 

0.935 

2.300 

246.06 

Over Exploited 

Safer Bari 

0814000901878600 

0.15 

0.05 

- 

0.05 

- 

0.05 

0.02 

0.18 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.072 

0.007 

0.065 

0.189 

291.01 

Over Exploited 



0.15 

0.10 

- 

0.10 

- 

0.10 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.013 

0.112 

0.011 

0.101 

0.138 

137.43 

Over Exploited 

Safer Chhoti 

0814000901878500 

0.15 

0.36 

- 

0.36 

- 

0.36 

0.05 

0.38 

0.05 

- 

- 

- 

- 

- 

0.048 

0.407 

0.041 

0.366 

0.172 

47.09 

Safe 

Sarangpur 

0814001001893800 

0.15 

0.05 

- 

0.05 

0.01 

0.06 

0.05 

0.44 

0.01 

0.0400 

- 

- 

- 

0.040 

0.047 

0.104 

0.010 

0.094 

1.009 

1,077.49 

Over Exploited 

Sardarpura 

0814001001896600 

0.15 

0.19 

- 

0.19 

0.01 

0.20 

0.06 

0.43 

0.03 

0.0300 

- 

- 

- 

0.030 

0.058 

0.254 

0.025 

0.228 

0.800 

350.11 

Over Exploited 

Sheshma Ka Bas 

0814001001896500 

0.15 

0.12 

- 

0.12 

0.01 

0.13 

0.06 

0.43 

0.02 

0.0400 

- 

- 

- 

0.040 

0.058 

0.186 

0.019 

0.167 

1.023 

611.44 

Over Exploited 

Shiv 

0814001001892000 

0.15 

0.28 

- 

0.28 

0.02 

0.30 

0.06 

0.43 

0.04 

0.0700 

- 

- 

- 

0.070 

0.112 

0.412 

0.041 

0.371 

1.928 

519.72 

Over Exploited 

Shivdanpura 

0814001001896200 

0.15 

0.12 

- 

0.12 

0.01 

0.13 

0.06 

0.44 

0.02 

0.0400 

- 

- 

- 

0.040 

0.057 

0.186 

0.019 

0.168 

1.155 

688.62 

Over Exploited 

Shivpurvi 

0814001001892100 

0.15 

0.12 

- 

0.12 

- 

0.12 

0.05 

0.40 

0.02 

0.0100 

- 

- 

- 

0.010 

0.028 

0.146 

0.015 

0.131 

0.210 

159.73 

Over Exploited 

Sooratpura 

0814000901883500 

0.15 

0.24 

(97.20) 

0.19 

- 

0.19 

0.05 

0.42 

0.03 

- 

- 

- 

- 

- 

0.031 

0.226 

0.011 

0.215 

0.036 

16.66 

Safe 



0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Soothli 

0814000901878400 

0.15 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.005 

0.038 

0.004 

0.034 

0.037 

105.93 

Over Exploited 

Srachagpura 

0814001001893100 

0.15 

0.04 

- 

0.04 

0.01 

0.05 

0.05 

0.44 

0.01 

0.0200 

- 

- 

- 

0.020 

0.026 

0.078 

0.008 

0.070 

0.429 

611.30 

Over Exploited 

Sujanpura 

0814001001896000 

0.15 

0.42 

- 

0.42 

0.01 

0.43 

0.06 

0.44 

0.06 

0.0300 

- 

- 

- 

0.030 

0.091 

0.524 

0.052 

0.472 

0.980 

207.81 

Over Exploited 

Suratpura 

0814001001889000 

0.15 

0.04 

- 

0.04 

- 

0.04 

0.02 

0.14 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.055 

0.005 

0.049 

0.363 

737.08 

Over Exploited 

Todas 

0814001001889500 

0.15 

0.32 

- 

0.32 

0.01 

0.33 

0.03 

0.21 

0.05 

0.0300 

- 

- 

- 

0.030 

0.081 

0.414 

0.041 

0.373 

0.991 

265.79 

Over Exploited 

Torda 

0814001001894300 

0.15 

0.60 

- 

0.60 

0.01 

0.61 

0.04 

0.31 

0.08 

0.0400 

- 

- 

- 

0.040 

0.122 

0.731 

0.073 

0.658 

1.234 

187.60 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ucheriya 

0814000901878300 

0.15 

0.21 

- 

0.21 

- 

0.21 

0.04 

0.30 

0.03 

0.0100 

- 

- 

- 

0.010 

0.038 

0.245 

0.025 

0.221 

0.250 

113.35 

Over Exploited 

Udaipura 

0814001001892900 

0.15 

0.48 

- 

0.48 

0.01 

0.49 

0.05 

0.44 

0.07 

0.0400 

- 

- 

- 

0.040 

0.109 

0.596 

0.060 

0.537 

1.144 

213.04 

Over Exploited 

Ugarpura 

0814001001893200 

0.15 

0.25 

- 

0.25 

0.01 

0.26 

0.05 

0.44 

0.04 

0.0200 

- 

- 

- 

0.020 

0.055 

0.316 

0.032 

0.284 

0.471 

165.88 

Over Exploited 

Altawa 

0814000901887800 

0.15 

0.84 

(64.63) 

0.67 

- 

0.67 

0.05 

0.40 

0.11 

- 

- 

- 

- 

- 

0.112 

0.781 

0.039 

0.742 

0.112 

15.15 

Safe 

Amarsar 

0814000901879700 

0.15 

0.00 

556.71 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.03 

(74.84) 

0.02 

- 

0.02 

0.03 

0.22 

0.00 

- 

- 

- 

- 

- 

0.003 

0.024 

0.001 

0.023 

0.018 

81.90 

Semi Critical 

Bajoli 

0814000901888200 

0.15 

0.02 

96.02 

0.03 

- 

0.03 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.003 

0.030 

0.001 

0.028 

0.125 

438.76 

Over Exploited 

Balathana 

0814000901880300 

0.04 

0.07 

- 

0.07 

- 

0.07 

0.05 

0.40 

0.01 

- 

- 

- 

- 

- 

0.009 

0.080 

0.008 

0.072 

0.053 

72.72 

Semi Critical 

Basra 

0814000801867400 

0.12 

0.13 

- 

0.13 

- 

0.13 

0.04 

0.37 

0.02 

0.0100 

- 

- 

- 

0.010 

0.026 

0.151 

0.015 

0.136 

0.392 

288.18 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.038 

2,377.41 

Over Exploited 

Beenjari 

0814000901880200 

0.15 

0.05 

- 

0.05 

- 

0.05 

0.01 

0.12 

0.01 

- 

- 

- 

- 

- 

0.007 

0.056 

0.006 

0.050 

0.039 

78.30 

Semi Critical 



0.04 

0.08 

- 

0.08 

- 

0.08 

0.04 

0.30 

0.01 

- 

- 

- 

- 

- 

0.011 

0.091 

0.009 

0.082 

0.091 

111.10 

Over Exploited 

Besroli 

0814000901885500 

0.15 

0.48 

(88.58) 

0.38 

- 

0.38 

0.04 

0.34 

0.06 

0.0100 

- 

- 

- 

0.010 

0.071 

0.454 

0.023 

0.432 

0.325 

75.30 

Semi Critical 



0.04 

0.00 

66.23 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.034 

798.20 

Over Exploited 

Bhaiya Kalan 

0814000901881300 

0.15 

1.38 

- 

1.38 

0.01 

1.39 

0.05 

0.42 

0.18 

0.0300 

- 

- 

- 

0.030 

0.215 

1.606 

0.161 

1.445 

1.065 

73.69 

Semi Critical 

Bhaiya Khurd 

0814000901881400 

0.15 

0.33 

- 

0.33 

- 

0.33 

0.05 

0.42 

0.04 

0.0100 

- 

- 

- 

0.010 

0.054 

0.382 

0.038 

0.343 

0.253 

73.79 

Semi Critical 

Bhawariya 

0814000701849500 

0.10 

0.04 

- 

0.04 

- 

0.04 

0.02 

0.18 

0.00 

- 

- 

- 

- 

- 

0.005 

0.041 

0.004 

0.037 

0.008 

20.96 

Safe 

Bhotawa 

0814000901887700 

0.15 

0.22 

- 

0.22 

- 

0.22 

0.05 

0.42 

0.03 

0.0100 

- 

- 

- 

0.010 

0.039 

0.257 

0.026 

0.231 

0.176 

76.21 

Semi Critical 

Biloo 

0814000901885800 

0.15 

0.49 

- 

0.49 

0.01 

0.50 

0.03 

0.28 

0.06 

0.0200 

- 

- 

- 

0.020 

0.081 

0.580 

0.058 

0.522 

0.735 

140.81 

Over Exploited 

Birsala 

0814000901886400 

0.15 

0.50 

(89.55) 

0.40 

- 

0.40 

0.05 

0.42 

0.06 

- 

- 

- 

- 

- 

0.064 

0.466 

0.023 

0.443 

0.183 

41.31 

Safe 

Bugala 

0814000901887500 

0.15 

0.25 

(50.29) 

0.20 

- 

0.20 

0.05 

0.39 

0.03 

- 

- 

- 

- 

- 

0.034 

0.237 

0.012 

0.225 

0.072 

32.10 

Safe 

Chakmadas 

0814000901886800 

0.15 

0.37 

- 

0.37 

- 

0.37 

0.05 

0.42 

0.05 

- 

- 

- 

- 

- 

0.048 

0.414 

0.041 

0.372 

0.103 

27.71 

Safe 

Chanda Roon 

0814000701854000 

0.10 

0.58 

- 

0.58 

- 

0.58 

0.05 

0.39 

0.08 

- 

- 

- 

- 

- 

0.077 

0.656 

0.066 

0.590 

0.140 

23.69 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Charanwas 

0814000701857400 

0.10 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chhapara 

0814000901881000 

0.15 

0.56 

- 

0.56 

- 

0.56 

0.05 

0.42 

0.07 

- 

- 

- 

- 

- 

0.075 

0.634 

0.063 

0.570 

0.167 

29.30 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Dabriya 

081400090188270C 

15.462 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.959 

0.02 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.028 

0.12 

0.22 







Non-command 

Phyllite & Schist 

5.783 

0.02 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.033 

0.14 

0.25 


Damboi Kalan 

081400090188150C 

7.651 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.651 

-0.15 

0.080 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.59 

0.044 

0.37 

0.55 


Damboi Khurd 

0814000901881600 

7.290 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.290 

-0.12 

0.080 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.42 

0.042 

0.37 

0.55 


Degana Gaon 

0814000701857000 

23.226 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.127 

-0.06 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.017 

0.08 

0.12 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.663 

-0.06 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.006 

0.03 

0.04 


Dhananwana 

0814000901877200 

13.631 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.315 

-0.23 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.008 

0.04 

0.06 


Dhandholi 

0814000901886200 

9.359 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.389 

0.05 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.02 

0.03 


Dhani Mamdoli 

0814000901885400 

10.328 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.615 

0.01 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.004 

0.02 

0.04 


Dobri Kalan 

0814000901881800 

6.218 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.265 

0.04 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.18 

0.019 

0.20 

0.29 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.953 

0.04 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.08 

0.017 

0.18 

0.27 


Dobri Khurd 

0814000901881700 

7.964 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.964 

-0.13 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.045 

0.37 

0.55 


Dobri Sanwaldas 

0814000901881900 

8.531 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.577 

0.22 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.02 

0.020 

0.16 

0.24 





Saline 

Non-command 

Non-command 

Older Alluvium 

4.954 

0.22 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.02 

0.028 

0.22 

0.33 


Gehra Kalan 

0814000901882400 

10.787 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.768 

0.12 

0.080 

0.11 

0.00 

0.00 

0.00 

0.00 

0.22 

0.13 

0.35 

0.061 

0.37 

0.60 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.019 

0.12 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gehra Khurd 

0814000901882500 

2.384 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.384 

-0.08 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.014 

0.38 

0.63 


Gigaliya 

0814000901886500 

19.972 

Fresh 

Non-command 

Non-command 

Older Alluvium 

15.011 

0.06 

0.080 

0.28 

0.01 

0.00 

0.00 

0.00 

0.35 

0.20 

1.01 

0.086 

0.28 

0.48 


Gorawa 

0814000901880100 

10.398 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.972 

-0.15 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.028 

0.18 

0.28 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

5.427 

-0.15 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.031 

0.20 

0.31 


Goredi Chancha(CT 

0814000741408000 

7.746 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.704 

-0.39 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.194 

0.13 

0.19 


Goredi Kama 

0814000701854200 

5.791 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.621 

-0.24 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.04 

0.06 


Gothri 

0814000901877000 

16.959 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.008 

-0.02 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.040 

0.15 

0.24 







Non-command 

Phyllite & Schist 

0.151 

-0.02 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 


Gudha Kheri 

0814000901887300 

1.970 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.261 

0.53 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.05 

0.07 


Gundisar 

0814000701853700 

16.687 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.472 

-0.12 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.02 


Gunsali 

0814000701849900 

11.076 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.320 

-0.02 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.008 

0.08 

0.11 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.508 

-0.02 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.02 

0.02 


Huldhani 

0814000801867500 

10.950 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.075 

-0.10 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.006 

0.04 

0.08 


Huriya 

0814000901882800 

11.708 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.660 

0.05 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.021 

0.12 

0.21 


Indokha 

0814000901879900 

18.501 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.972 

-0.09 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.040 

0.14 

0.23 







Non-command 

Phyllite & Schist 

11.208 

-0.09 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.064 

0.23 

0.37 


Itawa Bamniya 

0814000901886900 

5.559 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.559 

-0.07 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.032 

0.37 

0.56 


Itawa Khichiyan 

0814000901887600 

2.043 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.043 

-0.13 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.012 

0.37 

0.55 


Itawa Lakha 

0814000901886700 

13.746 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.746 

-0.01 

0.080 

0.29 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.06 

0.079 

0.37 

0.59 


Jakhera 

0814000701849700 

22.748 

Fresh 

Non-command 

Non-command 

Older Alluvium 

22.748 

-0.03 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.075 

0.37 

0.55 


Jaswantpura 

0814000901880400 

10.936 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.445 

-0.08 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.02 

0.02 







Non-command 

Phyllite & Schist 

0.304 

-0.08 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Older Alluvium 

9.448 

-0.08 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.054 

0.32 

0.49 







Non-command 

Phyllite & Schist 

0.739 

-0.08 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.03 

0.04 


Jawa Sisodiya 

0814000701857300 

5.867 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.986 

-0.03 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.007 

0.13 

0.18 


Jhagarwas 

0814000701854300 

4.957 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.160 

-0.26 

0.080 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.298 

0.31 

0.45 


Jhalamaliya 

0814000901880600 

9.211 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.609 

-0.26 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.021 

0.15 

0.22 







Non-command 

Phyllite & Schist 

5.602 

-0.26 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.032 

0.23 

0.34 


Jiwadiya 

0814000901879800 

8.816 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.717 

-0.13 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.004 

0.03 

0.05 







Non-command 

Phyllite & Schist 

0.019 

-0.13 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kanwal 

0814000701849800 

8.950 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.168 

0.00 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.05 

0.07 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.032 

0.00 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khardiya 

0814000901880800 

6.587 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.426 

-0.10 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.037 

0.36 

0.54 


Kharwaliya 

0814000201780000 

9.275 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.345 

0.06 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.02 


Kheri Leela 

0814000901882100 

5.276 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.276 

0.11 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.24 

0.030 

0.37 

0.57 


Kheri Seela 

0814000901887400 

6.689 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.295 

0.52 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.02 

0.02 


Khinyawas 

0814000301798200 

2.002 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.763 

-0.15 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.14 

0.21 


Kinsariya 

0814000801867300 

10.876 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.215 

-0.11 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 







Non-command 

Phyllite & Schist 

2.461 

-0.11 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.014 

0.08 

0.19 







Non-command 

Quartzite 

1.388 

-0.11 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.008 

0.05 

0.11 


Kirad 

0814000701857200 

7.222 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.314 

0.00 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.25 

0.011 

0.17 

0.25 


Kitalsar 

0814000701857100 

13.125 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.324 

-0.01 

0.080 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.42 

0.034 

0.29 

0.43 


Kucheepala 

0814000901887000 

12.992 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.847 

0.32 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.21 

0.13 

0.20 

0.033 

0.17 

0.26 


Kutiyasani Kalan 

0814000701850000 

7.343 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.343 

-0.01 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.024 

0.37 

0.54 


Kutiyasani Khurd 

0814000701850100 

6.702 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.933 

-0.07 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.020 

0.33 

0.48 


LADOLI 

0814000901885700 

13.746 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.926 

0.01 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.09 

0.04 

0.22 

0.068 

0.33 

0.67 


Langor 

0814000701854400 

4.638 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.778 

-0.37 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.14 

0.21 


Mamdoli 

0814000901885600 

8.921 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.493 

0.06 

0.080 

0.13 

0.01 

0.00 

0.00 

0.00 

0.15 

0.08 

0.48 

0.037 

0.27 

0.54 







Non-command 

Phyllite & Schist 

1.042 

0.06 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.05 

0.006 

0.04 

0.09 


Manana 

0814000901879500 

10.103 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.465 

0.05 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.031 

0.20 

0.35 


Manani 

0814000901880000 

10.636 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.711 

-0.04 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.055 

0.34 

0.57 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.925 

-0.04 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.03 

0.05 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Dabriya 

0814000901882700 

0.15 

0.09 

(88.88) 

0.07 

- 

0.07 

0.02 

0.14 

0.01 

- 

- 

- 

- 

- 

0.012 

0.084 

0.004 

0.079 

0.050 

63.42 

Safe 



0.04 

0.03 

(80.08) 

0.03 

- 

0.03 

0.02 

0.16 

0.00 

- 

- 

- 

- 

- 

0.004 

0.030 

0.002 

0.029 

0.045 

156.48 

Over Exploited 

Damboi Kalan 

0814000901881500 

0.15 

0.43 

- 

0.43 

0.01 

0.44 

0.05 

0.42 

0.06 

0.0200 

- 

- 

- 

0.020 

0.077 

0.516 

0.052 

0.464 

0.638 

137.37 

Over Exploited 

Damboi Khurd 

0814000901881600 

0.15 

0.41 

- 

0.41 

0.01 

0.42 

0.05 

0.42 

0.05 

0.0200 

- 

- 

- 

0.020 

0.074 

0.493 

0.049 

0.444 

0.460 

103.59 

Over Exploited 

Degana Gaon 

0814000701857000 

0.10 

0.04 

- 

0.04 

- 

0.04 

0.01 

0.09 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.058 

0.006 

0.052 

0.185 

354.99 

Over Exploited 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.001 

0.005 

0.030 

650.44 

Over Exploited 

Dhananwana 

0814000901877200 

0.15 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.001 

0.007 

0.096 

1,310.49 

Over Exploited 

Dhandholi 

0814000901886200 

0.15 

0.00 

(1.32) 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

230.37 

Over Exploited 

Dhani Mamdoli 

0814000901885400 

0.04 

0.00 

(81.95) 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.016 

3,181.17 

Over Exploited 

Dobri Kalan 

0814000901881800 

0.15 

0.10 

(57.16) 

0.08 

- 

0.08 

0.03 

0.22 

0.01 

0.0100 

- 

- 

- 

0.010 

0.023 

0.100 

0.005 

0.095 

0.195 

205.52 

Over Exploited 



0.15 

0.08 

(73.94) 

0.06 

- 

0.06 

0.02 

0.20 

0.01 

- 

- 

- 

- 

- 

0.010 

0.073 

0.004 

0.070 

0.094 

134.67 

Over Exploited 

Dobri Khurd 

0814000901881700 

0.15 

0.45 

- 

0.45 

- 

0.45 

0.05 

0.42 

0.06 

- 

- 

- 

- 

- 

0.059 

0.506 

0.051 

0.455 

0.067 

14.83 

Safe 

Dobri Sanwaldas 

0814000901881900 

0.15 

0.08 

(42.52) 

0.07 

- 

0.07 

0.02 

0.18 

0.01 

- 

- 

- 

- 

- 

0.011 

0.078 

0.004 

0.075 

0.042 

56.91 

Safe 



0.15 

0.16 

(59.99) 

0.13 

- 

0.13 

0.03 

0.25 

0.02 

- 

- 

- 

- 

- 

0.021 

0.150 

0.008 

0.143 

0.050 

35.18 

Safe 

Gehra Kalan 

0814000901882400 

0.15 

0.60 

(77.72) 

0.48 

- 

0.48 

0.05 

0.42 

0.08 

0.0100 

- 

- 

- 

0.010 

0.089 

0.573 

0.029 

0.544 

0.413 

75.96 

Semi Critical 



0.15 

0.00 

5,143.27 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gehra Khurd 

0814000901882500 

0.15 

0.13 

- 

0.13 

- 

0.13 

0.05 

0.42 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.162 

0.016 

0.146 

0.256 

175.50 

Over Exploited 

Gigaliya 

0814000901886500 

0.15 

0.64 

(67.87) 

0.51 

0.01 

0.52 

0.04 

0.32 

0.08 

0.0400 

- 

- 

- 

0.040 

0.122 

0.641 

0.032 

0.609 

1.098 

180.38 

Over Exploited 

Gorawa 

0814000901880100 

0.04 

0.04 

- 

0.04 

- 

0.04 

0.02 

0.20 

0.00 

- 

- 

- 

- 

- 

0.005 

0.040 

0.004 

0.036 

0.028 

78.26 

Semi Critical 



0.04 

0.04 

- 

0.04 

- 

0.04 

0.03 

0.22 

0.01 

- 

- 

- 

- 

- 

0.006 

0.048 

0.005 

0.043 

0.031 

71.70 

Semi Critical 

Goredi Chancha(CT 

0814000741408000 

0.10 

0.04 

- 

0.04 

- 

0.04 

0.02 

0.15 

0.00 

- 

- 

- 

- 

- 

0.005 

0.040 

0.004 

0.036 

0.194 

538.78 

Over Exploited 

Goredi Kama 

0814000701854200 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.002 

81.06 

Semi Critical 

Gothri 

0814000901877000 

0.15 

0.16 

- 

0.16 

- 

0.16 

0.02 

0.18 

0.02 

- 

- 

- 

- 

- 

0.022 

0.184 

0.018 

0.166 

0.062 

37.46 

Safe 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Gudha Kheri 

0814000901887300 

0.15 

0.00 

276.43 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.001 

60.71 

Safe 

Gundisar 

0814000701853700 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

307.78 

Over Exploited 

Gunsali 

0814000701849900 

0.10 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.002 

0.021 

0.002 

0.019 

0.008 

41.53 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

189.51 

Over Exploited 

Huldhani 

0814000801867500 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.001 

0.005 

0.060 

1,252.20 

Over Exploited 

Huriya 

0814000901882800 

0.04 

0.02 

(58.87) 

0.01 

- 

0.01 

0.02 

0.13 

0.00 

- 

- 

- 

- 

- 

0.002 

0.016 

0.001 

0.015 

0.021 

137.13 

Over Exploited 

Indokha 

0814000901879900 

0.15 

0.15 

- 

0.15 

- 

0.15 

0.02 

0.16 

0.02 

- 

- 

- 

- 

- 

0.020 

0.167 

0.017 

0.151 

0.128 

84.84 

Semi Critical 



0.04 

0.10 

- 

0.10 

- 

0.10 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.013 

0.115 

0.012 

0.104 

0.137 

131.97 

Over Exploited 

Itawa Bamniya 

0814000901886900 

0.15 

0.31 

- 

0.31 

- 

0.31 

0.05 

0.42 

0.04 

0.0100 

- 

- 

- 

0.010 

0.051 

0.363 

0.036 

0.327 

0.230 

70.28 

Semi Critical 

Itawa Khichiyan 

0814000901887600 

0.15 

0.11 

- 

0.11 

- 

0.11 

0.05 

0.42 

0.02 

- 

- 

- 

- 

- 

0.015 

0.130 

0.013 

0.117 

0.100 

85.33 

Semi Critical 

Itawa Lakha 

0814000901886700 

0.15 

0.77 

- 

0.77 

0.01 

0.78 

0.05 

0.42 

0.10 

0.0400 

- 

- 

- 

0.040 

0.141 

0.924 

0.092 

0.832 

1.135 

136.40 

Over Exploited 

Jakhera 

0814000701849700 

0.10 

0.85 

- 

0.85 

- 

0.85 

0.05 

0.42 

0.11 

- 

- 

- 

- 

- 

0.113 

0.963 

0.096 

0.866 

0.075 

8.70 

Safe 

Jaswantpura 

0814000901880400 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.003 

245.28 

Over Exploited 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

1,348.09 

Over Exploited 



0.15 

0.46 

- 

0.46 

- 

0.46 

0.04 

0.37 

0.06 

- 

- 

- 

- 

- 

0.061 

0.519 

0.052 

0.467 

0.098 

20.99 

Safe 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.004 

554.57 

Over Exploited 

Jawa Sisodiya 

0814000701857300 

0.10 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.14 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.038 

0.004 

0.035 

0.217 

625.87 

Over Exploited 

Jhagarwas 

0814000701854300 

0.10 

0.13 

- 

0.13 

- 

0.13 

0.04 

0.36 

0.02 

- 

- 

- 

- 

- 

0.017 

0.148 

0.015 

0.133 

0.298 

224.13 

Over Exploited 

Jhalamaliya 

0814000901880600 

0.15 

0.08 

- 

0.08 

- 

0.08 

0.02 

0.17 

0.01 

- 

- 

- 

- 

- 

0.011 

0.090 

0.009 

0.081 

0.065 

79.94 

Semi Critical 



0.04 

0.05 

- 

0.05 

- 

0.05 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.007 

0.058 

0.006 

0.052 

0.068 

130.93 

Over Exploited 

Jiwadiya 

0814000901879800 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.003 

0.026 

778.10 

Over Exploited 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kanwal 

0814000701849800 

0.10 

0.01 

(98.24) 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.004 

76.66 

Semi Critical 



0.10 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khardiya 

0814000901880800 

0.15 

0.35 

- 

0.35 

- 

0.35 

0.05 

0.41 

0.05 

- 

- 

- 

- 

- 

0.047 

0.398 

0.040 

0.358 

0.103 

28.67 

Safe 

Kharwaliya 

0814000201780000 

0.10 

0.00 

46.06 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

363.35 

Over Exploited 

Kheri Leela 

0814000901882100 

0.15 

0.30 

(73.95) 

0.24 

- 

0.24 

0.05 

0.42 

0.04 

0.0100 

- 

- 

- 

0.010 

0.049 

0.286 

0.014 

0.272 

0.272 

100.09 

Over Exploited 

Kheri Seela 

0814000901887400 

0.15 

0.00 

1,026.87 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

182.63 

Over Exploited 

Khinyawas 

0814000301798200 

0.15 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.16 

0.00 

- 

- 

- 

- 

- 

0.002 

0.018 

0.002 

0.017 

0.003 

17.72 

Safe 

Kinsariya 

0814000801867300 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

632.33 

Over Exploited 



0.08 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.002 

0.019 

0.002 

0.017 

0.055 

325.90 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.014 

344.82 

Over Exploited 

Kirad 

0814000701857200 

0.10 

0.06 

(14.40) 

0.05 

- 

0.05 

0.02 

0.19 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.066 

0.003 

0.063 

0.263 

418.19 

Over Exploited 

Kitalsar 

0814000701857100 

0.10 

0.30 

- 

0.30 

0.01 

0.31 

0.04 

0.33 

0.04 

0.0200 

- 

- 

- 

0.020 

0.061 

0.374 

0.037 

0.336 

0.454 

135.05 

Over Exploited 

Kucheepala 

0814000901887000 

0.15 

0.15 

(9.89) 

0.13 

- 

0.13 

0.02 

0.19 

0.02 

0.0100 

- 

- 

- 

0.010 

0.029 

0.163 

0.008 

0.155 

0.231 

149.74 

Over Exploited 

Kutiyasani Kalan 

0814000701850000 

0.10 

0.27 

- 

0.27 

- 

0.27 

0.05 

0.42 

0.04 

- 

- 

- 

- 

- 

0.037 

0.311 

0.031 

0.280 

0.024 

8.70 

Safe 

Kutiyasani Khurd 

0814000701850100 

0.10 

0.20 

- 

0.20 

- 

0.20 

0.04 

0.37 

0.03 

- 

- 

- 

- 

- 

0.026 

0.222 

0.022 

0.200 

0.104 

51.81 

Safe 

LADOLI 

0814000901885700 

0.15 

0.58 

(92.74) 

0.47 

- 

0.47 

0.04 

0.37 

0.07 

0.0100 

- 

- 

- 

0.010 

0.083 

0.550 

0.028 

0.523 

0.288 

55.12 

Safe 

Langor 

0814000701854400 

0.10 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.16 

0.00 

- 

- 

- 

- 

- 

0.003 

0.029 

0.003 

0.026 

0.006 

22.68 

Safe 

Mamdoli 

0814000901885600 

0.15 

0.27 

(71.59) 

0.21 

0.01 

0.22 

0.03 

0.31 

0.03 

0.0200 

- 

- 

- 

0.020 

0.054 

0.277 

0.014 

0.264 

0.521 

197.69 

Over Exploited 



0.04 

0.00 

205.13 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.054 

2,333.22 

Over Exploited 

Manana 

0814000901879500 

0.04 

0.04 

(81.37) 

0.04 

- 

0.04 

0.03 

0.23 

0.01 

- 

- 

- 

- 

- 

0.006 

0.041 

0.002 

0.039 

0.043 

109.74 

Over Exploited 

Manani 

0814000901880000 

0.04 

0.13 

- 

0.13 

- 

0.13 

0.04 

0.39 

0.02 

- 

- 

- 

- 

- 

0.017 

0.151 

0.015 

0.136 

0.055 

40.90 

Safe 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.005 

429.24 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Manda Kheri 

081400090188090C 

7.462 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.844 

-0.14 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.028 

0.24 

0.36 


Mandan 

0814000801867600 

13.802 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.672 

-0.05 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.004 

0.02 

0.04 







Non-command 

Phyllite & Schist 

0.398 

-0.05 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.02 







Non-command 

Quartzite 

0.020 

-0.05 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mangalpura 

0814000901880700 

4.662 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.146 

-0.18 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.024 

0.33 

0.49 







Non-command 

Phyllite & Schist 

0.516 

-0.18 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.04 

0.06 


Manjhee 

0814000701850200 

16.278 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.279 

-0.08 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.008 

0.05 

0.08 


Manwa 

0814000901886300 

6.399 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.547 

0.06 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.26 

0.026 

0.27 

0.49 


Midiyan 

0814000901888100 

14.148 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.148 

-0.01 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.081 

0.37 

0.54 


Mithriya 

0814000701853900 

14.764 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.764 

-0.21 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.049 

0.37 

0.54 


Modi Bheekha 

0814000901886600 

6.857 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.857 

-0.05 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.039 

0.38 

0.62 


Modi Charna 

0814000901882600 

15.025 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.019 

0.00 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.29 

0.057 

0.25 

0.42 







Non-command 

Phyllite & Schist 

5.005 

0.00 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.09 

0.029 

0.13 

0.21 


Morer 

0814000901885200 

9.866 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.102 

-0.25 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 







Non-command 

Phyllite & Schist 

0.218 

-0.25 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 


Moti Nagar 

0814000301798300 

2.642 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.053 

-0.53 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Nandoli Mertiya 

0814000901886100 

7.064 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.374 

0.09 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.11 

0.031 

0.29 

0.57 


Nawad 

0814000901877100 

14.693 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.156 

-0.15 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.069 

0.31 

0.51 


Neem Nagar 

0814000301798100 

4.710 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.738 

-0.55 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.011 

0.22 

0.32 


Nimbari 

0814000901885900 

10.377 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.996 

-0.27 

0.080 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.029 

0.18 

0.39 


Noond 

0814000701853800 

15.744 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.768 

-0.15 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.02 

0.03 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.138 

-0.15 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Noondara 

0814000901880500 

11.192 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.332 

-0.08 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.053 

0.31 

0.47 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.861 

-0.08 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.011 

0.06 

0.09 


Nosariya 

0814000901881100 

4.756 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.756 

0.00 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.027 

0.37 

0.54 


Palri Mahecha 

0814000901887900 

2.360 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.360 

-0.04 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.013 

0.37 

0.54 


Palri Raja 

0814000901888000 

2.771 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.771 

0.02 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.016 

0.37 

0.54 


Pawa 

0814000201779200 

15.631 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.554 

-0.19 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.01 

0.02 


Poberi Mand 

0814000901882000 

4.241 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.241 

-0.07 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.024 

0.37 

0.55 


Pundlota 

0814000701857600 

30.558 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.062 

-0.24 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.386 

-0.24 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 


Rajapura 

0814000701849600 

7.045 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.281 

-0.25 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.017 

0.28 

0.41 


Ramsiya 

0814000901882300 

15.756 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.281 

-0.09 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.01 







Non-command 

Phyllite & Schist 

0.320 

-0.09 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

9.013 

-0.09 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.051 

0.21 

0.34 







Non-command 

Phyllite & Schist 

6.142 

-0.09 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.035 

0.15 

0.23 


Rani Gaon 

0814000901876600 

10.751 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.100 

-0.36 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 







Non-command 

Phyllite & Schist 

5.977 

-0.36 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.034 

0.21 

0.31 


Rawaliyawas 

0814000701854100 

10.207 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.851 

-0.16 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.033 

0.36 

0.52 


Rewat 

0814000701853600 

15.624 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.763 

-0.25 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.02 

0.03 


Sabalpur 

0814000901885300 

18.326 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.116 

-0.08 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 


Sarnawara 

0814000901881200 

18.070 

Fresh 

Non-command 

Non-command 

Older Alluvium 

18.070 

-0.10 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.103 

0.37 

0.55 


Shivrasi 

0814000901882200 

5.532 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.280 

0.36 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.20 

0.13 

0.18 

0.030 

0.36 

0.57 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.252 

0.36 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.02 

0.03 


SIRSOON 

0814000901886000 

6.684 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.534 

-0.10 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.020 

0.20 

0.41 


Ucheriya 

0814000901876500 

2.243 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.003 

-0.30 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 

11005019 

Altawa 

0814000901887800 

16.776 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.948 

0.31 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.005 

0.02 

0.03 


Badoo 

0814000801868300 

21.404 

Fresh 

Non-command 

Non-command 

Older Alluvium 

21.404 

-0.28 

0.080 

0.38 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.37 

0.122 

0.38 

0.76 


Bajoli 

0814000901888200 

16.625 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.796 

0.17 

0.080 

0.17 

0.01 

0.00 

0.00 

0.00 

0.34 

0.24 

0.59 

0.079 

0.31 

0.45 


Barnel 

0814000801868700 

7.969 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.969 

0.41 

0.080 

0.17 

0.01 

0.00 

0.00 

0.00 

0.42 

0.27 

0.62 

0.045 

0.37 

0.58 


Beenthawaliya 

0814000801868900 

7.799 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.847 

0.07 

0.080 

0.16 

0.01 

0.00 

0.00 

0.00 

0.18 

0.12 

0.61 

0.028 

0.23 

0.35 


Bhadwa 

0814000801868200 

20.420 

Fresh 

Non-command 

Non-command 

Older Alluvium 

19.951 

-0.43 

0.080 

0.22 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.75 

0.113 

0.37 

0.79 


Bhawasiya 

0814000801868000 

9.484 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.560 

-0.12 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.015 

0.10 

0.22 


Bugala 

0814000901887500 

5.402 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.455 

0.42 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.003 

0.03 

0.05 


Charanwas 

0814000701857400 

5.334 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.620 

0.00 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.005 

0.11 

0.17 


Chitai 

0814000801871200 

9.255 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.896 

-0.01 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.022 

0.16 

0.29 


Chitawa 

0814000801871100 

5.289 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.472 

-0.17 

0.080 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.014 

0.18 

0.33 


Dhandholi 

0814000901886200 

9.359 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.970 

0.05 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.09 

0.051 

0.36 

0.70 


Dhunthiyan 

0814000801870900 

10.107 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.216 

-0.23 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.02 


Garhi 

0814000801868400 

1.839 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.839 

0.03 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.20 

0.010 

0.38 

0.71 


Gigaliya 

0814000901886500 

19.972 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.961 

0.06 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.33 

0.028 

0.09 

0.16 


Gudha Chak-1 

0814000901887200 

2.015 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.015 

0.51 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.04 

0.012 

0.37 

0.57 


Gudha Chak-2 

0814000901887100 

1.255 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.255 

0.39 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.02 

0.007 

0.37 

0.59 


Gudha Kheri 

0814000901887300 

1.970 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.709 

0.53 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.04 

0.010 

0.32 

0.49 


Gujron Ki Dhani 

0814000801868100 

10.787 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.787 

0.08 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.14 

0.07 

0.22 

0.061 

0.38 

0.70 


Gular 

0814000801869700 

25.622 

Fresh 

Non-command 

Non-command 

Older Alluvium 

24.239 

0.28 

0.080 

0.31 

0.01 

0.00 

0.00 

0.00 

0.84 

0.51 

1.07 

0.138 

0.36 

0.59 


Haripura 

0814000801867900 

4.560 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.680 

0.08 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.004 

0.06 

0.12 







Non-command 

Quartzite 

0.207 

0.08 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.04 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Manda Kheri 

081400090188090C 

0.15 

0.18 

- 

0.18 

- 

0.18 

0.03 

0.27 

0.02 

- 

- 

- 

- 

- 

0.023 

0.200 

0.020 

0.180 

0.028 

15.40 

Safe 

Mandan 

081400080186760C 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.018 

1,199.44 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

650.23 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mangalpura 

0814000901880700 

0.15 

0.21 

- 

0.21 

- 

0.21 

0.04 

0.38 

0.03 

- 

- 

- 

- 

- 

0.027 

0.234 

0.023 

0.211 

0.090 

42.56 

Safe 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.003 

338.47 

Over Exploited 

Manjhee 

0814000701850200 

0.10 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.002 

0.013 

0.001 

0.012 

0.008 

62.13 

Safe 

Manwa 

0814000901886300 

0.15 

0.18 

(71.87) 

0.15 

- 

0.15 

0.03 

0.30 

0.02 

0.0100 

- 

- 

- 

0.010 

0.033 

0.179 

0.009 

0.170 

0.290 

170.41 

Over Exploited 

Midiyan 

0814000901888100 

0.15 

0.79 

- 

0.79 

- 

0.79 

0.05 

0.42 

0.11 

- 

- 

- 

- 

- 

0.106 

0.898 

0.090 

0.808 

0.125 

15.44 

Safe 

Mithriya 

0814000701853900 

0.10 

0.55 

- 

0.55 

- 

0.55 

0.05 

0.42 

0.07 

- 

- 

- 

- 

- 

0.074 

0.625 

0.062 

0.562 

0.091 

16.17 

Safe 

Modi Bheekha 

0814000901886600 

0.15 

0.39 

- 

0.39 

- 

0.39 

0.05 

0.42 

0.05 

0.0100 

- 

- 

- 

0.010 

0.060 

0.447 

0.045 

0.402 

0.281 

69.96 

Safe 

Modi Charna 

0814000901882600 

0.15 

0.38 

(85.45) 

0.30 

- 

0.30 

0.03 

0.28 

0.05 

0.0100 

- 

- 

- 

0.010 

0.059 

0.360 

0.018 

0.342 

0.343 

100.30 

Over Exploited 



0.04 

0.03 

(28.58) 

0.02 

- 

0.02 

0.02 

0.14 

0.00 

- 

- 

- 

- 

- 

0.003 

0.023 

0.001 

0.022 

0.114 

513.06 

Over Exploited 

Morer 

0814000901885200 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

1,702.48 

Over Exploited 

Moti Nagar 

0814000301798300 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nandoli Mertiya 

0814000901886100 

0.15 

0.23 

(83.10) 

0.18 

- 

0.18 

0.04 

0.32 

0.03 

- 

- 

- 

- 

- 

0.029 

0.214 

0.011 

0.203 

0.141 

69.33 

Safe 

Nawad 

0814000901877100 

0.15 

0.57 

- 

0.57 

- 

0.57 

0.04 

0.35 

0.08 

0.0100 

- 

- 

- 

0.010 

0.085 

0.651 

0.065 

0.586 

0.267 

45.65 

Safe 

Neem Nagar 

0814000301798100 

0.15 

0.09 

- 

0.09 

- 

0.09 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.012 

0.101 

0.010 

0.091 

0.053 

57.80 

Safe 

Nimbari 

0814000901885900 

0.15 

0.14 

- 

0.14 

- 

0.14 

0.02 

0.20 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.162 

0.016 

0.146 

0.381 

260.59 

Over Exploited 

Noond 

0814000701853800 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.003 

178.28 

Over Exploited 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Noondara 

0814000901880500 

0.15 

0.44 

- 

0.44 

- 

0.44 

0.04 

0.35 

0.06 

- 

- 

- 

- 

- 

0.058 

0.494 

0.049 

0.445 

0.075 

16.93 

Safe 



0.15 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.002 

0.020 

0.002 

0.018 

0.011 

60.11 

Safe 

Nosariya 

0814000901881100 

0.15 

0.27 

- 

0.27 

- 

0.27 

0.05 

0.42 

0.04 

- 

- 

- 

- 

- 

0.036 

0.302 

0.030 

0.272 

0.049 

18.09 

Safe 

Palri Mahecha 

0814000901887900 

0.15 

0.13 

- 

0.13 

- 

0.13 

0.05 

0.42 

0.02 

- 

- 

- 

- 

- 

0.018 

0.150 

0.015 

0.135 

0.013 

10.00 

Safe 

Palri Raja 

0814000901888000 

0.15 

0.16 

(93.75) 

0.12 

- 

0.12 

0.05 

0.42 

0.02 

- 

- 

- 

- 

- 

0.021 

0.145 

0.007 

0.138 

0.016 

11.50 

Safe 

Pawa 

0814000201779200 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.004 

474.45 

Over Exploited 

Poberi Mand 

0814000901882000 

0.15 

0.24 

- 

0.24 

- 

0.24 

0.05 

0.42 

0.03 

0.0100 

- 

- 

- 

0.010 

0.042 

0.279 

0.028 

0.251 

0.244 

97.15 

Critical 

Pundlota 

0814000701857600 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

688.94 

Over Exploited 

Rajapura 

0814000701849600 

0.10 

0.15 

- 

0.15 

- 

0.15 

0.04 

0.32 

0.02 

- 

- 

- 

- 

- 

0.020 

0.168 

0.017 

0.151 

0.017 

11.60 

Safe 

Ramsiya 

0814000901882300 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

559.02 

Over Exploited 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

1,841.36 

Over Exploited 



0.15 

0.29 

- 

0.29 

- 

0.29 

0.03 

0.24 

0.04 

- 

- 

- 

- 

- 

0.038 

0.328 

0.033 

0.295 

0.084 

28.64 

Safe 



0.04 

0.04 

- 

0.04 

- 

0.04 

0.02 

0.17 

0.00 

- 

- 

- 

- 

- 

0.005 

0.041 

0.004 

0.037 

0.053 

145.29 

Over Exploited 

Rani Gaon 

0814000901876600 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.04 

0.05 

- 

0.05 

- 

0.05 

0.03 

0.24 

0.01 

- 

- 

- 

- 

- 

0.007 

0.056 

0.006 

0.051 

0.058 

114.79 

Over Exploited 

Rawaliyawas 

0814000701854100 

0.10 

0.35 

- 

0.35 

- 

0.35 

0.05 

0.41 

0.05 

- 

- 

- 

- 

- 

0.047 

0.402 

0.040 

0.362 

0.075 

20.61 

Safe 

Rewat 

0814000701853600 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.003 

178.05 

Over Exploited 

Sabalpur 

0814000901885300 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Sarnawara 

0814000901881200 

0.15 

1.01 

- 

1.01 

- 

1.01 

0.05 

0.42 

0.14 

0.0100 

- 

- 

- 

0.010 

0.145 

1.157 

0.116 

1.042 

0.345 

33.14 

Safe 

Shivrasi 

0814000901882200 

0.15 

0.28 

(55.21) 

0.23 

- 

0.23 

0.05 

0.40 

0.04 

0.0100 

- 

- 

- 

0.010 

0.047 

0.274 

0.014 

0.260 

0.206 

79.24 

Semi Critical 



0.15 

0.00 

614.00 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

176.49 

Over Exploited 

SIRSOON 

0814000901886000 

0.15 

0.11 

- 

0.11 

- 

0.11 

0.02 

0.22 

0.01 

- 

- 

- 

- 

- 

0.013 

0.118 

0.012 

0.107 

0.152 

142.72 

Over Exploited 

Ucheriya 

0814000901876500 

0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Altawa 

0814000901887800 

0.15 

0.00 

435.98 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.005 

142.36 

Over Exploited 

Badoo 

0814000801868300 

0.12 

0.97 

- 

0.97 

0.02 

0.99 

0.05 

0.42 

0.12 

0.0500 

- 

- 

- 

0.050 

0.171 

1.157 

0.116 

1.041 

1.495 

143.57 

Over Exploited 

Bajoli 

0814000901888200 

0.15 

0.64 

(63.36) 

0.51 

0.01 

0.52 

0.04 

0.35 

0.09 

0.0200 

- 

- 

- 

0.020 

0.105 

0.629 

0.031 

0.597 

0.673 

112.64 

Over Exploited 

Barnel 

0814000801868700 

0.12 

0.36 

(23.46) 

0.29 

0.01 

0.30 

0.05 

0.42 

0.05 

0.0200 

- 

- 

- 

0.020 

0.067 

0.364 

0.018 

0.346 

0.660 

191.09 

Over Exploited 

Beenthawaliya 

0814000801868900 

0.12 

0.14 

(13.48) 

0.12 

0.01 

0.13 

0.03 

0.26 

0.02 

0.0200 

- 

- 

- 

0.020 

0.038 

0.165 

0.008 

0.157 

0.634 

404.13 

Over Exploited 

Bhadwa 

0814000801868200 

0.12 

0.88 

- 

0.88 

0.01 

0.89 

0.05 

0.41 

0.11 

0.0300 

- 

- 

- 

0.030 

0.139 

1.027 

0.103 

0.924 

0.861 

93.21 

Critical 

Bhawasiya 

0814000801868000 

0.12 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.11 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.045 

0.004 

0.040 

0.186 

458.91 

Over Exploited 

Bugala 

0814000901887500 

0.15 

0.00 

382.84 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.003 

95.40 

Critical 

Charanwas 

0814000701857400 

0.10 

0.02 

(61.36) 

0.01 

- 

0.01 

0.02 

0.13 

0.00 

- 

- 

- 

- 

- 

0.002 

0.017 

0.001 

0.016 

0.047 

290.75 

Over Exploited 

Chitai 

0814000801871200 

0.12 

0.07 

- 

0.07 

- 

0.07 

0.02 

0.18 

0.01 

- 

- 

- 

- 

- 

0.009 

0.084 

0.008 

0.075 

0.136 

180.87 

Over Exploited 

Chitawa 

0814000801871100 

0.12 

0.05 

- 

0.05 

- 

0.05 

0.02 

0.20 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.069 

0.007 

0.062 

0.400 

645.84 

Over Exploited 

Dhandholi 

0814000901886200 

0.15 

0.49 

(91.67) 

0.39 

- 

0.39 

0.05 

0.41 

0.06 

- 

- 

- 

- 

- 

0.061 

0.449 

0.022 

0.427 

0.139 

32.62 

Safe 

Dhunthiyan 

0814000801870900 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.015 

7,176.68 

Over Exploited 

Garhi 

0814000801868400 

0.12 

0.08 

(65.31) 

0.07 

- 

0.07 

0.05 

0.42 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.087 

0.004 

0.083 

0.210 

254.92 

Over Exploited 

Gigaliya 

0814000901886500 

0.15 

0.07 

(2.10) 

0.07 

- 

0.07 

0.01 

0.11 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.087 

0.004 

0.083 

0.358 

433.81 

Over Exploited 

Gudha Chak-1 

0814000901887200 

0.15 

0.11 

(47.17) 

0.09 

- 

0.09 

0.05 

0.42 

0.01 

- 

- 

- 

- 

- 

0.015 

0.105 

0.005 

0.100 

0.056 

55.41 

Safe 

Gudha Chak-2 

0814000901887100 

0.15 

0.07 

(55.38) 

0.06 

- 

0.06 

0.05 

0.42 

0.01 

- 

- 

- 

- 

- 

0.009 

0.066 

0.003 

0.062 

0.029 

46.73 

Safe 

Gudha Kheri 

0814000901887300 

0.15 

0.08 

(34.40) 

0.07 

- 

0.07 

0.04 

0.37 

0.01 

- 

- 

- 

- 

- 

0.011 

0.078 

0.004 

0.074 

0.054 

72.94 

Semi Critical 

Gujron Ki Dhani 

0814000801868100 

0.12 

0.49 

(84.79) 

0.39 

- 

0.39 

0.05 

0.42 

0.06 

0.0100 

- 

- 

- 

0.010 

0.071 

0.461 

0.023 

0.438 

0.276 

63.06 

Safe 

Gular 

0814000801869700 

0.12 

1.04 

(51.14) 

0.83 

0.01 

0.84 

0.05 

0.40 

0.13 

0.0400 

- 

- 

- 

0.040 

0.173 

1.011 

0.051 

0.960 

1.211 

126.08 

Over Exploited 

Haripura 

0814000801867900 

0.12 

0.00 

(58.20) 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.018 

447.24 

Over Exploited 



0.06 

0.00 

(251.25) 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

651.74 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Harnawa 

081400080186860C 

21.477 

Fresh 

Non-command 

Non-command 

Older Alluvium 

21 All 

0.23 

0.080 

0.24 

0.01 

0.00 

0.00 

0.00 

0.62 

0.36 

0.82 

0.122 

0.38 

0.65 


Hukmpura 

0814000801868500 

3.751 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.751 

0.13 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.10 

0.05 

0.23 

0.021 

0.38 

0.70 


Huldhani 

0814000801867500 

10.950 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.875 

-0.10 

0.080 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.056 

0.34 

0.74 


Jagdishpura 

0814000801869600 

4.922 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.486 

0.13 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.003 

0.04 

0.06 


Janjila 

0814000801870000 

13.634 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.029 

-0.36 

0.080 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.64 

0.063 

0.30 

0.63 


Jawa Sisodiya 

0814000701857300 

5.867 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.707 

-0.03 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.002 

0.05 

0.07 


Kheri Seela 

0814000901887400 

6.689 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.394 

0.52 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.28 

0.18 

0.00 

0.037 

0.36 

0.53 


Kucheepala 

0814000901887000 

12.992 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.146 

0.32 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.25 

0.16 

0.24 

0.041 

0.21 

0.32 


Kurada 

0814000801868800 

22.510 

Fresh 

Non-command 

Non-command 

Older Alluvium 

16.764 

0.17 

0.080 

0.35 

0.02 

0.00 

0.00 

0.00 

0.56 

0.36 

1.28 

0.095 

0.28 

0.43 


Lalana Kalan 

0814000801869900 

1.655 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.652 

-0.19 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.009 

0.38 

0.74 


Lalana Khurd 

0814000801869800 

5.342 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.342 

0.11 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.07 

0.030 

0.38 

0.69 


Mandan 

0814000801867600 

13.802 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.389 

-0.05 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.014 

0.06 

0.14 







Non-command 

Phyllite & Schist 

0.178 

-0.05 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 







Non-command 

Quartzite 

0.475 

-0.05 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.01 

0.03 


Manwa 

0814000901886300 

6.399 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.852 

0.06 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.09 

0.011 

0.11 

0.20 


Merasi 

0814000801869000 

8.684 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.153 

0.04 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.06 

0.007 

0.05 

0.07 


Nandoli Mertiya 

0814000901886100 

7.064 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.690 

0.09 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.010 

0.09 

0.18 


Nimbari 

0814000901885900 

10.377 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.381 

-0.27 

0.080 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.42 

0.031 

0.19 

0.42 


Ratnas 

0814000901888300 

3.636 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.636 

0.29 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.18 

0.021 

0.37 

0.56 


SIRSOON 

0814000901886000 

6.684 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.150 

-0.10 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.018 

0.18 

0.37 

11005020 

Achhojai 

0814000701857800 

20.881 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.075 

-0.04 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.013 

0.07 

0.11 


Antroli Kalan 

0814000701855000 

9.227 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.725 

0.52 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.31 

0.21 

0.07 

0.022 

0.27 

0.40 


Antroli Khurd 

0814000701855200 

8.769 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.380 

0.58 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.12 

0.08 

0.011 

0.14 

0.21 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.080 

0.58 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.02 

0.007 

0.09 

0.13 


Banwarla 

0814000701854800 

12.187 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.688 

0.04 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.009 

0.08 

0.12 





Saline 

Non-command 

Non-command 

Older Alluvium 

6.216 

0.04 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.021 

0.19 

0.28 


Chak Jalsoo Kalan 

0814000701853200 

1.248 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.051 

-0.27 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Chak Jalsoo Khurd 

0814000701854900 

3.681 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.564 

0.17 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.012 

0.36 

0.53 


Chiknas 

0814000701855300 

2.887 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.119 

0.40 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.004 

0.14 

0.21 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.466 

0.40 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.002 

0.06 

0.09 


Chochiyas 

0814000701856700 

7.160 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.905 

-0.19 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.05 

0.07 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.264 

-0.19 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 


Degana Gaon 

0814000701857000 

23.226 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.789 

-0.06 

0.080 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.42 

0.046 

0.22 

0.32 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.048 

-0.06 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.007 

0.03 

0.05 


Doongras 

0814000701855600 

6.095 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.002 

0.20 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Goredi Chancha(CT 

0814000741408000 

7.746 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.042 

-0.39 

0.080 

0.13 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.361 

0.24 

0.35 


Goredi Kama 

0814000701854200 

5.791 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.170 

-0.24 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.017 

0.33 

0.48 


Himmat Nagar 

0814000701854600 

15.812 

Fresh 

Non-command 

Non-command 

Older Alluvium 

15.564 

-0.23 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.052 

0.37 

0.53 


Idwa 

0814000701856800 

36.203 

Fresh 

Non-command 

Non-command 

Older Alluvium 

23.034 

-0.24 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.076 

0.24 

0.35 





Saline 

Non-command 

Non-command 

Older Alluvium 

9.162 

-0.24 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.030 

0.09 

0.14 


Jalsoo Kalan 

0814000701853400 

11.175 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.868 

-0.25 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.013 

0.13 

0.19 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.636 

-0.25 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.05 

0.08 


Jalsoo Khurd 

0814000701853500 

10.500 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.126 

-0.13 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Jalsoo Nanak 

0814000701853300 

16.639 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.794 

-0.20 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.02 

0.03 





Saline 

Non-command 

Non-command 

Older Alluvium 

10.198 

-0.20 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.034 

0.23 

0.33 


Jhagarwas 

0814000701854300 

4.957 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.615 

-0.26 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.044 

0.05 

0.07 


Kirad 

0814000701857200 

7.222 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.907 

0.00 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.25 

0.013 

0.20 

0.29 


Kitalsar 

0814000701857100 

13.125 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.800 

-0.01 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.009 

0.08 

0.12 


Langor 

0814000701854400 

4.638 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.739 

-0.37 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.009 

0.22 

0.32 


Modriya 

0814000701856500 

4.885 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.032 

-0.25 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Paliyas 

0814000701857900 

26.305 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.063 

-0.15 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.146 

-0.15 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Pundlota 

0814000701857600 

30.558 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.185 

-0.24 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 


Ramsari 

0814000701854700 

5.494 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.494 

-0.18 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.018 

0.37 

0.54 


Rawaliyawas 

0814000701854100 

10.207 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.356 

-0.16 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 


Rewat 

0814000701853600 

15.624 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.442 

-0.25 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.035 

0.25 

0.36 


Sarsanda 

0814000701855400 

7.728 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.102 

0.43 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.08 

0.010 

0.15 

0.22 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.703 

0.43 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.002 

0.03 

0.05 


Tamroli 

0814000701854500 

9.259 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.259 

-0.12 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.031 

0.37 

0.54 


Tilanesh 

0814000701856900 

10.223 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.223 

-0.12 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.034 

0.37 

0.54 

11005021 

Ajwa 

0814000801872600 

9.174 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.411 

0.20 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.14 

0.07 

0.16 

0.031 

0.22 

0.45 







Non-command 

Phyllite & Schist 

3.600 

0.20 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.09 

0.020 

0.15 

0.30 


Amarpura 

0821000102486500 

5.570 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.570 

0.92 

0.020 

0.08 

0.00 

0.00 

0.00 

0.00 

0.18 

0.10 

0.28 

0.015 

0.37 

0.67 


Aradka 

0821000202501000 

17.376 

Fresh 

Non-command 

Non-command 

Gneisses 

0.003 

2.07 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Arath 

0814000801870600 

9.440 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.691 

0.28 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.010 

0.07 

0.15 







Non-command 

Quartzite 

0.428 

0.28 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.02 

0.04 


Bagot 

0814000801871000 

11.338 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.338 

-0.24 

0.080 

0.24 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.89 

0.064 

0.38 

0.74 


Bajwas 

0814000801873200 

7.623 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.963 

-0.01 

0.015 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.62 

0.022 

0.20 

0.36 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Harnawa 

0814000801868600 

0.12 

0.97 

(63.13) 

0.77 

0.01 

0.78 

0.05 

0.42 

0.12 

0.0300 

- 

- 

- 

0.030 

0.154 

0.939 

0.047 

0.892 

0.937 

105.04 

Over Exploited 

Hukmpura 

0814000801868500 

0.12 

0.17 

(68.70) 

0.14 

- 

0.14 

0.05 

0.42 

0.02 

0.0100 

- 

- 

- 

0.010 

0.031 

0.167 

0.008 

0.159 

0.250 

157.91 

Over Exploited 

Huldhani 

0814000801867500 

0.12 

0.40 

- 

0.40 

0.01 

0.41 

0.04 

0.38 

0.05 

0.0200 

- 

- 

- 

0.020 

0.070 

0.480 

0.048 

0.432 

0.487 

112.71 

Over Exploited 

Jagdishpura 

0814000801869600 

0.12 

0.00 

313.26 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.032 

1,157.42 

Over Exploited 

Janjila 

0814000801870000 

0.12 

0.40 

- 

0.40 

0.01 

0.41 

0.04 

0.34 

0.05 

0.0200 

- 

- 

- 

0.020 

0.070 

0.483 

0.048 

0.434 

0.704 

161.96 

Over Exploited 

Jawa Sisodiya 

0814000701857300 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.003 

0.086 

2,658.79 

Over Exploited 

Kheri Seela 

0814000901887400 

0.15 

0.34 

(46.11) 

0.27 

- 

0.27 

0.05 

0.40 

0.05 

- 

- 

- 

- 

- 

0.045 

0.320 

0.016 

0.304 

0.037 

12.02 

Safe 

Kucheepala 

0814000901887000 

0.15 

0.22 

(27.22) 

0.18 

- 

0.18 

0.03 

0.23 

0.03 

0.0100 

- 

- 

- 

0.010 

0.039 

0.216 

0.011 

0.205 

0.283 

138.03 

Over Exploited 

Kurada 

0814000801868800 

0.12 

0.56 

(35.68) 

0.45 

0.02 

0.47 

0.04 

0.32 

0.07 

0.0500 

- 

- 

- 

0.050 

0.123 

0.593 

0.030 

0.564 

1.373 

243.66 

Over Exploited 

Lalana Kalan 

0814000801869900 

0.12 

0.07 

- 

0.07 

- 

0.07 

0.05 

0.42 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.094 

0.009 

0.084 

0.152 

180.48 

Over Exploited 

Lalana Khurd 

0814000801869800 

0.12 

0.24 

(83.07) 

0.19 

- 

0.19 

0.05 

0.42 

0.03 

- 

- 

- 

- 

- 

0.030 

0.224 

0.011 

0.212 

0.102 

48.18 

Safe 

Mandan 

0814000801867600 

0.12 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.002 

0.021 

0.002 

0.019 

0.063 

333.06 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

1,456.86 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.003 

743.43 

Over Exploited 

Manwa 

0814000901886300 

0.15 

0.03 

(28.26) 

0.02 

- 

0.02 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.004 

0.028 

0.001 

0.027 

0.099 

369.90 

Over Exploited 

Merasi 

0814000801869000 

0.12 

0.01 

129.90 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.009 

0.064 

730.47 

Over Exploited 

Nandoli Mertiya 

0814000901886100 

0.15 

0.02 

(51.79) 

0.02 

- 

0.02 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.003 

0.021 

0.001 

0.020 

0.032 

157.71 

Over Exploited 

Nimbari 

0814000901885900 

0.15 

0.16 

- 

0.16 

0.01 

0.17 

0.02 

0.22 

0.02 

0.0200 

- 

- 

- 

0.020 

0.040 

0.207 

0.021 

0.186 

0.449 

241.30 

Over Exploited 

Ratnas 

0814000901888300 

0.15 

0.20 

(55.54) 

0.16 

- 

0.16 

0.05 

0.42 

0.03 

0.0100 

- 

- 

- 

0.010 

0.037 

0.200 

0.010 

0.190 

0.197 

103.44 

Over Exploited 

SIRSOON 

0814000901886000 

0.15 

0.08 

- 

0.08 

- 

0.08 

0.02 

0.20 

0.01 

- 

- 

- 

- 

- 

0.010 

0.094 

0.009 

0.085 

0.128 

151.08 

Over Exploited 

Achhojai 

0814000701857800 

0.10 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.08 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.044 

0.004 

0.039 

0.061 

156.25 

Over Exploited 

Antroli Kalan 

0814000701855000 

0.10 

0.18 

15.82 

0.21 

- 

0.21 

0.04 

0.31 

0.02 

0.0100 

- 

- 

- 

0.010 

0.034 

0.246 

0.012 

0.234 

0.094 

40.27 

Safe 

Antroli Khurd 

0814000701855200 

0.10 

0.05 

146.85 

0.06 

- 

0.06 

0.02 

0.16 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.075 

0.004 

0.071 

0.095 

133.78 

Over Exploited 



0.10 

0.02 

292.55 

0.02 

- 

0.02 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.002 

0.025 

0.001 

0.023 

0.031 

132.26 

Over Exploited 

Banwarla 

0814000701854800 

0.10 

0.02 

(72.92) 

0.02 

- 

0.02 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.003 

0.021 

0.001 

0.020 

0.009 

45.34 

Safe 



0.10 

0.12 

(82.70) 

0.09 

- 

0.09 

0.03 

0.22 

0.02 

- 

- 

- 

- 

- 

0.016 

0.111 

0.006 

0.105 

0.021 

19.61 

Safe 

Chak Jalsoo Kalan 

0814000701853200 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chak Jalsoo Khurd 

0814000701854900 

0.10 

0.13 

(73.85) 

0.10 

- 

0.10 

0.05 

0.41 

0.02 

- 

- 

- 

- 

- 

0.017 

0.120 

0.006 

0.114 

0.012 

10.33 

Safe 

Chiknas 

0814000701855300 

0.10 

0.02 

52.37 

0.02 

- 

0.02 

0.02 

0.16 

0.00 

- 

- 

- 

- 

- 

0.002 

0.022 

0.001 

0.021 

0.004 

18.06 

Safe 



0.10 

0.00 

262.27 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.002 

43.33 

Safe 

Chochiyas 

0814000701856700 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.004 

0.003 

68.77 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Degana Gaon 

0814000701857000 

0.10 

0.31 

- 

0.31 

0.01 

0.32 

0.03 

0.25 

0.04 

0.0200 

- 

- 

- 

0.020 

0.061 

0.376 

0.038 

0.339 

0.466 

137.45 

Over Exploited 



0.10 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.001 

0.007 

0.031 

447.76 

Over Exploited 

Doongras 

0814000701855600 

0.10 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Goredi Chancha(CT 

0814000741408000 

0.10 

0.12 

- 

0.12 

- 

0.12 

0.03 

0.28 

0.02 

- 

- 

- 

- 

- 

0.016 

0.139 

0.014 

0.125 

0.403 

322.60 

Over Exploited 

Goredi Kama 

0814000701854200 

0.10 

0.17 

- 

0.17 

- 

0.17 

0.04 

0.38 

0.02 

- 

- 

- 

- 

- 

0.023 

0.195 

0.020 

0.176 

0.017 

9.74 

Safe 

Himmat Nagar 

0814000701854600 

0.10 

0.57 

- 

0.57 

- 

0.57 

0.05 

0.42 

0.08 

- 

- 

- 

- 

- 

0.076 

0.648 

0.065 

0.583 

0.052 

8.84 

Safe 

Idwa 

0814000701856800 

0.10 

0.55 

- 

0.55 

- 

0.55 

0.03 

0.27 

0.07 

- 

- 

- 

- 

- 

0.073 

0.620 

0.062 

0.558 

0.076 

13.66 

Safe 



0.10 

0.09 

- 

0.09 

- 

0.09 

0.01 

0.11 

0.01 

- 

- 

- 

- 

- 

0.012 

0.098 

0.010 

0.088 

0.030 

34.35 

Safe 

Jalsoo Kalan 

0814000701853400 

0.10 

0.05 

- 

0.05 

- 

0.05 

0.02 

0.15 

0.01 

- 

- 

- 

- 

- 

0.007 

0.057 

0.006 

0.051 

0.055 

107.50 

Over Exploited 



0.10 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.009 

0.005 

59.41 

Safe 

Jalsoo Khurd 

0814000701853500 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jalsoo Nanak 

0814000701853300 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.003 

182.28 

Over Exploited 



0.10 

0.23 

- 

0.23 

- 

0.23 

0.03 

0.26 

0.03 

- 

- 

- 

- 

- 

0.031 

0.265 

0.026 

0.238 

0.082 

34.35 

Safe 

Jhagarwas 

0814000701854300 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.044 

1,515.83 

Over Exploited 

Kirad 

0814000701857200 

0.10 

0.08 

(38.29) 

0.06 

- 

0.06 

0.03 

0.23 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.084 

0.004 

0.080 

0.265 

333.24 

Over Exploited 

Kitalsar 

0814000701857100 

0.10 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.003 

0.025 

0.003 

0.023 

0.135 

594.43 

Over Exploited 

Langor 

0814000701854400 

0.10 

0.06 

- 

0.06 

- 

0.06 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.008 

0.068 

0.007 

0.062 

0.009 

14.73 

Safe 

Modriya 

0814000701856500 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Paliyas 

0814000701857900 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pundlota 

0814000701857600 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Ramsari 

0814000701854700 

0.10 

0.21 

- 

0.21 

- 

0.21 

0.05 

0.42 

0.03 

- 

- 

- 

- 

- 

0.027 

0.233 

0.023 

0.209 

0.018 

8.70 

Safe 

Rawaliyawas 

0814000701854100 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.001 

249.07 

Over Exploited 

Rewat 

0814000701853600 

0.10 

0.26 

- 

0.26 

- 

0.26 

0.03 

0.28 

0.03 

- 

- 

- 

- 

- 

0.035 

0.295 

0.030 

0.266 

0.035 

13.01 

Safe 

Sarsanda 

0814000701855400 

0.10 

0.05 

86.38 

0.06 

- 

0.06 

0.02 

0.17 

0.01 

- 

- 

- 

- 

- 

0.006 

0.062 

0.003 

0.059 

0.094 

159.93 

Over Exploited 



0.10 

0.00 

593.56 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.002 

76.90 

Semi Critical 

Tamroli 

0814000701854500 

0.10 

0.35 

- 

0.35 

- 

0.35 

0.05 

0.42 

0.05 

- 

- 

- 

- 

- 

0.046 

0.392 

0.039 

0.353 

0.031 

8.70 

Safe 

Tilanesh 

0814000701856900 

0.10 

0.38 

- 

0.38 

- 

0.38 

0.05 

0.42 

0.05 

- 

- 

- 

- 

- 

0.051 

0.433 

0.043 

0.389 

0.034 

8.70 

Safe 

Ajwa 

0814000801872600 

0.12 

0.14 

(53.39) 

0.12 

- 

0.12 

0.03 

0.25 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.143 

0.007 

0.136 

0.188 

138.43 

Over Exploited 



0.08 

0.04 

(52.75) 

0.03 

- 

0.03 

0.02 

0.17 

0.01 

- 

- 

- 

- 

- 

0.005 

0.039 

0.002 

0.037 

0.105 

283.40 

Over Exploited 

Amarpura 

0821000102486500 

0.07 

0.14 

(26.79) 

0.11 

- 

0.11 

0.04 

0.41 

0.02 

0.0100 

- 

- 

- 

0.010 

0.026 

0.136 

0.007 

0.129 

0.296 

229.20 

Over Exploited 

Aradka 

0821000202501000 

0.06 

0.00 

795,314.15 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Arath 

0814000801870600 

0.08 

0.01 

(13.95) 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.008 

0.034 

396.11 

Over Exploited 



0.06 

0.00 

152.48 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

443.24 

Over Exploited 

Bagot 

0814000801871000 

0.12 

0.51 

- 

0.51 

0.01 

0.52 

0.05 

0.42 

0.06 

0.0300 

- 

- 

- 

0.030 

0.093 

0.616 

0.062 

0.555 

0.951 

171.47 

Over Exploited 

Bajwas 

0814000801873200 

0.08 

0.06 

- 

0.06 

0.01 

0.07 

0.02 

0.22 

0.01 

0.0200 

- 

- 

- 

0.020 

0.027 

0.101 

0.010 

0.091 

0.644 

712.08 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Banser 

081400080187550C 

9.224 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.105 

0.57 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.05 

0.040 

0.30 

0.48 


Banwal 

0814000801875200 

24.288 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.709 

1.52 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.85 

0.58 

0.13 

0.038 

0.10 

0.15 







Non-command 

Phyllite & Schist 

0.967 

1.52 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.005 

0.01 

0.02 







Non-command 

Gneisses 

2.307 

1.52 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.02 

0.013 

0.04 

0.05 


Barev 

0814000801871900 

5.740 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.740 

-0.14 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.033 

0.38 

0.72 


Baroon 

0814000801875600 

5.835 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.815 

0.28 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.05 

0.033 

0.38 

0.60 


Beesas 

0814000801873100 

8.258 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.258 

0.02 

0.015 

0.08 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.25 

0.047 

0.38 

0.69 


Bhadsiyan 

0814000801874900 

9.380 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.780 

0.29 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.16 

0.10 

0.17 

0.027 

0.19 

0.30 







Non-command 

Phyllite & Schist 

4.601 

0.29 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.13 

0.026 

0.18 

0.29 


Bhadwa 

0814000801868200 

20.420 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.470 

-0.43 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.003 

0.01 

0.02 


Bhakri Maulas 

0814000801871400 

9.816 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.862 

-0.04 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.011 

0.07 

0.13 


Bhakri sheel 

0814000801871300 

3.287 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.287 

-0.15 

0.080 

0.24 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.95 

0.019 

0.38 

0.69 


Bhawani Gaon 

0814000801871700 

7.864 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.864 

-0.01 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.045 

0.38 

0.71 


Bhawasiya 

0814000801868000 

9.484 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.924 

-0.12 

0.080 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.039 

0.27 

0.60 


Bherwas 

0814000801874200 

2.803 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.742 

-0.04 

0.015 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.016 

0.37 

0.66 


Bhootas 

0814000801874400 

4.049 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.049 

0.04 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.023 

0.38 

0.67 


Charnawas 

0814000801875000 

4.601 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.457 

1.56 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.45 

0.30 

0.07 

0.020 

0.27 

0.41 







Non-command 

Gneisses 

0.786 

1.56 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.004 

0.06 

0.09 


Cheewli 

0814000801874300 

3.597 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.583 

0.02 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.020 

0.38 

0.68 


Chitai 

0814000801871200 

9.255 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.359 

-0.01 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.030 

0.22 

0.39 


Chitawa 

0814000801871100 

5.289 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.816 

-0.17 

0.080 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.016 

0.20 

0.38 


Dhadhi Khera 

0814000801871800 

1.275 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.275 

-0.10 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.007 

0.38 

0.70 


Dhadhota 

0814000801873000 

10.590 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.299 

0.29 

0.015 

0.06 

0.00 

0.00 

0.00 

0.00 

0.11 

0.05 

0.17 

0.058 

0.37 

0.71 


Dholiya 

0814000801872400 

6.026 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.742 

0.18 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.14 

0.021 

0.23 

0.46 







Non-command 

Phyllite & Schist 

2.254 

0.18 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.07 

0.013 

0.14 

0.28 


Dhunthiyan 

0814000801870900 

10.107 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.890 

-0.23 

0.080 

0.23 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.85 

0.056 

0.37 

0.72 


Gular 

0814000801869700 

25.622 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.383 

0.28 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.06 

0.008 

0.02 

0.03 


Haripura 

0814000801867900 

4.560 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.490 

0.08 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.008 

0.12 

0.27 







Non-command 

Quartzite 

0.405 

0.08 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.03 

0.07 


Hatheli 

0814000801872100 

2.764 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.764 

0.08 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.04 

0.016 

0.38 

0.74 


Jagdishpura 

0814000801869600 

4.922 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.435 

0.13 

0.080 

0.10 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.36 

0.025 

0.34 

0.57 


Janjila 

0814000801870000 

13.634 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.604 

-0.36 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.015 

0.07 

0.15 


Jawla 

0814000801869200 

15.302 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.135 

0.05 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.32 

0.023 

0.10 

0.16 


Jhalra 

0814000801872800 

10.993 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.628 

0.34 

0.015 

0.25 

0.01 

0.00 

0.00 

0.00 

0.28 

0.13 

0.93 

0.049 

0.29 

0.64 







Non-command 

Quartzite 

2.360 

0.34 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.12 

0.013 

0.08 

0.18 


Kaletara 

0814000801874600 

7.190 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.190 

0.28 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.08 

0.041 

0.37 

0.63 


Kankediyas 

0814000801874500 

2.871 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.871 

-0.03 

0.015 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.44 

0.016 

0.38 

0.64 


Kanwlad 

0814000801870800 

8.570 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.570 

-0.06 

0.080 

0.27 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.03 

0.049 

0.38 

0.79 


Karkeri 

0821000102486100 

28.282 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

23.654 

0.80 

0.020 

0.24 

0.01 

0.00 

0.00 

0.00 

0.61 

0.30 

0.89 

0.066 

0.31 

0.64 


Keriya Ki Dhani 

0821000102486000 

4.673 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.229 

0.89 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.003 

0.10 

0.21 


Khanpur 

0814000801870700 

17.552 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.503 

0.10 

0.080 

0.45 

0.02 

0.00 

0.00 

0.00 

0.55 

0.25 

1.70 

0.082 

0.31 

0.67 







Non-command 

Quartzite 

2.952 

0.10 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.13 

0.017 

0.06 

0.14 


Khundiyas 

0814000801874800 

10.761 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.534 

1.44 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.30 

0.19 

0.01 

0.014 

0.09 

0.13 







Non-command 

Phyllite & Schist 

4.657 

1.44 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.02 

0.026 

0.16 

0.25 







Non-command 

Gneisses 

0.136 

1.44 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 


Kitiya 

0814000801872000 

2.273 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.273 

-0.13 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.013 

0.38 

0.74 


Kurada 

0814000801868800 

22.510 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.921 

0.17 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.22 

0.017 

0.05 

0.08 


Lakhiyas 

0814000801872700 

5.293 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.264 

0.19 

0.080 

0.20 

0.01 

0.00 

0.00 

0.00 

0.24 

0.11 

0.77 

0.019 

0.23 

0.49 







Non-command 

Phyllite & Schist 

1.553 

0.19 

0.015 

0.08 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.32 

0.009 

0.11 

0.23 







Non-command 

Quartzite 

0.404 

0.19 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.002 

0.03 

0.06 


Lalana Kalan 

0814000801869900 

1.655 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.003 

-0.19 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Madhwa 

0814000801872900 

7.695 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.695 

0.43 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.06 

0.044 

0.38 

0.79 


Malas Charnan 

0814000801874100 

1.809 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.754 

-0.04 

0.015 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.010 

0.37 

0.64 


Mandowari 

0814000801874700 

3.866 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.436 

1.33 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.09 

0.014 

0.23 

0.39 


Manpura 

0814000801875700 

6.171 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.130 

0.20 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 


Mayapur 

0814000801875100 

9.490 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.730 

1.34 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.88 

0.59 

0.14 

0.044 

0.30 

0.45 







Non-command 

Phyllite & Schist 

0.363 

1.34 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.002 

0.01 

0.02 







Non-command 

Gneisses 

0.674 

1.34 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.004 

0.03 

0.04 


Mehgaon 

0814000801870400 

21.424 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.891 

0.72 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.005 

0.02 

0.03 


Modi Khurd 

0814000801873300 

6.355 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.658 

0.01 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.004 

0.04 

0.07 


Mokhampura 

0821000102486300 

2.625 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.520 

0.69 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.06 

0.007 

0.36 

0.69 


Moondota 

0814000801872300 

8.357 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.140 

0.15 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.10 

0.029 

0.23 

0.45 







Non-command 

Phyllite & Schist 

3.216 

0.15 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.06 

0.018 

0.15 

0.28 


Narma 

0814000801869500 

16.799 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.680 

-0.01 

0.080 

0.22 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.80 

0.066 

0.26 

0.45 


Narwar 

0821000202501200 

16.879 

Fresh 

Non-command 

Non-command 

Gneisses 

0.002 

2.55 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Neniya 

0814000801870100 

11.619 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.619 

-0.09 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.066 

0.38 

0.80 


Nimbola 

0814000801871600 

11.270 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.414 

0.01 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.008 

0.05 

0.09 







Non-command 

Phyllite & Schist 

3.154 

0.01 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.018 

0.11 

0.19 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Banser 

0814000801875500 

0.08 

0.17 

50,379.45 

0.14 

- 

0.14 

0.03 

0.33 

- 

- 

- 

- 

- 

- 

- 

0.136 

0.007 

0.129 

0.085 

66.24 

Safe 

Banwal 

0814000801875200 

0.12 

0.08 

589.76 

0.10 

- 

0.10 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.100 

0.005 

0.095 

0.167 

175.67 

Over Exploited 



0.08 

0.00 

1,179.74 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.017 

1,326.76 

Over Exploited 



0.07 

0.01 

########## 

0.01 

- 

0.01 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.006 

0.030 

486.62 

Over Exploited 

Barev 

0814000801871900 

0.12 

0.26 

- 

0.26 

- 

0.26 

0.05 

0.43 

0.03 

0.0100 

- 

- 

- 

0.010 

0.041 

0.303 

0.030 

0.273 

0.305 

111.72 

Over Exploited 

Baroon 

0814000801875600 

0.08 

0.18 

(184.26) 

0.14 

- 

0.14 

0.04 

0.42 

- 

- 

- 

- 

- 

- 

- 

0.141 

0.007 

0.134 

0.086 

64.09 

Safe 

Beesas 

0814000801873100 

0.08 

0.25 

(81.93) 

0.20 

- 

0.20 

0.04 

0.42 

0.03 

0.0100 

- 

- 

- 

0.010 

0.039 

0.240 

0.012 

0.228 

0.301 

132.06 

Over Exploited 

Bhadsiyan 

0814000801874900 

0.12 

0.11 

(8.37) 

0.10 

- 

0.10 

0.02 

0.21 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.110 

0.005 

0.104 

0.198 

189.77 

Over Exploited 



0.08 

0.07 

(44.47) 

0.05 

- 

0.05 

0.02 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.054 

0.003 

0.051 

0.153 

299.13 

Over Exploited 

Bhadwa 

0814000801868200 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.017 

3,386.43 

Over Exploited 

Bhakri Maulas 

0814000801871400 

0.12 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.002 

0.018 

0.002 

0.016 

0.140 

854.94 

Over Exploited 

Bhakri sheel 

0814000801871300 

0.12 

0.15 

- 

0.15 

0.01 

0.16 

0.05 

0.43 

0.02 

0.0400 

- 

- 

- 

0.040 

0.058 

0.218 

0.022 

0.196 

0.970 

494.32 

Over Exploited 

Bhawani Gaon 

0814000801871700 

0.12 

0.36 

- 

0.36 

- 

0.36 

0.05 

0.43 

0.04 

- 

- 

- 

- 

- 

0.042 

0.403 

0.040 

0.362 

0.117 

32.19 

Safe 

Bhawasiya 

0814000801868000 

0.12 

0.23 

- 

0.23 

0.01 

0.24 

0.03 

0.31 

0.03 

0.0200 

- 

- 

- 

0.020 

0.048 

0.285 

0.029 

0.257 

0.468 

182.29 

Over Exploited 

Bherwas 

0814000801874200 

0.08 

0.08 

- 

0.08 

- 

0.08 

0.04 

0.42 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.101 

0.010 

0.091 

0.415 

454.89 

Over Exploited 

Bhootas 

0814000801874400 

0.08 

0.12 

(94.26) 

0.10 

- 

0.10 

0.04 

0.42 

0.01 

- 

- 

- 

- 

- 

0.014 

0.111 

0.006 

0.106 

0.047 

44.37 

Safe 

Charnawas 

0814000801875000 

0.12 

0.11 

166.89 

0.14 

- 

0.14 

0.03 

0.30 

- 

- 

- 

- 

- 

- 

- 

0.135 

0.007 

0.129 

0.092 

71.24 

Semi Critical 



0.07 

0.00 

61.25 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.010 

271.68 

Over Exploited 

Cheewli 

0814000801874300 

0.08 

0.11 

(94.44) 

0.09 

- 

0.09 

0.04 

0.42 

0.01 

- 

- 

- 

- 

- 

0.012 

0.099 

0.005 

0.094 

0.044 

47.28 

Safe 

Chitai 

0814000801871200 

0.12 

0.14 

- 

0.14 

- 

0.14 

0.03 

0.25 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.168 

0.017 

0.151 

0.187 

123.85 

Over Exploited 

Chitawa 

0814000801871100 

0.12 

0.07 

- 

0.07 

0.01 

0.08 

0.02 

0.23 

0.01 

0.0200 

- 

- 

- 

0.020 

0.028 

0.106 

0.011 

0.096 

0.465 

485.88 

Over Exploited 

Dhadhi Khera 

0814000801871800 

0.12 

0.06 

- 

0.06 

- 

0.06 

0.05 

0.43 

0.01 

- 

- 

- 

- 

- 

0.007 

0.065 

0.007 

0.059 

0.036 

61.71 

Safe 

Dhadhota 

0814000801873000 

0.08 

0.30 

(82.00) 

0.24 

- 

0.24 

0.04 

0.41 

0.04 

0.0100 

- 

- 

- 

0.010 

0.046 

0.287 

0.014 

0.272 

0.227 

83.54 

Semi Critical 

Dholiya 

0814000801872400 

0.12 

0.11 

(54.13) 

0.08 

- 

0.08 

0.03 

0.26 

0.01 

0.0100 

- 

- 

- 

0.010 

0.023 

0.107 

0.005 

0.101 

0.164 

161.92 

Over Exploited 



0.08 

0.03 

(47.38) 

0.02 

- 

0.02 

0.02 

0.16 

0.00 

- 

- 

- 

- 

- 

0.003 

0.023 

0.001 

0.022 

0.086 

385.93 

Over Exploited 

Dhunthiyan 

0814000801870900 

0.12 

0.44 

- 

0.44 

0.01 

0.45 

0.05 

0.41 

0.05 

0.0300 

- 

- 

- 

0.030 

0.084 

0.532 

0.053 

0.479 

0.902 

188.36 

Over Exploited 

Gular 

0814000801869700 

0.12 

0.00 

807.99 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.065 

1,525.20 

Over Exploited 

Haripura 

0814000801867900 

0.12 

0.02 

(60.22) 

0.02 

- 

0.02 

0.02 

0.14 

0.00 

- 

- 

- 

- 

- 

0.003 

0.020 

0.001 

0.019 

0.022 

116.92 

Over Exploited 



0.06 

0.00 

(161.05) 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

339.62 

Over Exploited 

Hatheli 

0814000801872100 

0.12 

0.13 

(84.47) 

0.10 

- 

0.10 

0.05 

0.42 

0.02 

- 

- 

- 

- 

- 

0.015 

0.116 

0.006 

0.110 

0.059 

53.48 

Safe 

Jagdishpura 

0814000801869600 

0.12 

0.18 

(51.82) 

0.14 

- 

0.14 

0.04 

0.38 

0.02 

0.0100 

- 

- 

- 

0.010 

0.033 

0.178 

0.009 

0.169 

0.380 

225.27 

Over Exploited 

Janjila 

0814000801870000 

0.12 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.035 

0.004 

0.032 

0.158 

497.49 

Over Exploited 

Jawla 

0814000801869200 

0.12 

0.05 

32.20 

0.06 

- 

0.06 

0.01 

0.11 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.077 

0.004 

0.073 

0.343 

468.47 

Over Exploited 

Jhalra 

0814000801872800 

0.08 

0.20 

(35.98) 

0.16 

0.01 

0.17 

0.04 

0.33 

0.03 

0.0300 

- 

- 

- 

0.030 

0.055 

0.227 

0.011 

0.216 

0.981 

453.99 

Over Exploited 



0.06 

0.01 

84.46 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.001 

0.015 

0.001 

0.014 

0.129 

903.73 

Over Exploited 

Kaletara 

0814000801874600 

0.08 

0.21 

(83.39) 

0.17 

- 

0.17 

0.04 

0.41 

0.02 

- 

- 

- 

- 

- 

0.024 

0.196 

0.010 

0.186 

0.119 

63.93 

Safe 

Kankediyas 

0814000801874500 

0.08 

0.09 

- 

0.09 

0.01 

0.10 

0.04 

0.42 

0.01 

0.0200 

- 

- 

- 

0.020 

0.030 

0.127 

0.013 

0.114 

0.452 

397.23 

Over Exploited 

Kanwlad 

0814000801870800 

0.12 

0.39 

- 

0.39 

0.01 

0.40 

0.05 

0.42 

0.05 

0.0400 

- 

- 

- 

0.040 

0.088 

0.484 

0.048 

0.436 

1.079 

247.44 

Over Exploited 

Karkeri 

0821000102486100 

0.07 

0.49 

(139.32) 

0.39 

0.01 

0.40 

0.04 

0.35 

0.06 

0.0300 

- 

- 

- 

0.030 

0.090 

0.493 

0.025 

0.468 

0.952 

203.19 

Over Exploited 

Keriya Ki Dhani 

0821000102486000 

0.07 

0.01 

30.53 

0.01 

- 

0.01 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.010 

0.003 

33.83 

Safe 

Khanpur 

0814000801870700 

0.12 

0.54 

(52.97) 

0.43 

0.02 

0.45 

0.04 

0.35 

0.07 

0.0600 

- 

- 

- 

0.060 

0.127 

0.578 

0.029 

0.549 

1.784 

324.90 

Over Exploited 



0.06 

0.01 

90.68 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.015 

0.001 

0.014 

0.149 

1,058.99 

Over Exploited 

Khundiyas 

0814000801874800 

0.12 

0.03 

641.12 

0.03 

- 

0.03 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.003 

0.034 

0.002 

0.032 

0.028 

87.63 

Semi Critical 



0.08 

0.06 

20.43 

0.07 

- 

0.07 

0.02 

0.17 

0.01 

- 

- 

- 

- 

- 

0.007 

0.077 

0.004 

0.073 

0.050 

69.16 

Safe 



0.07 

0.00 

400,688.95 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Kitiya 

0814000801872000 

0.12 

0.10 

- 

0.10 

- 

0.10 

0.05 

0.42 

0.01 

- 

- 

- 

- 

- 

0.012 

0.116 

0.012 

0.104 

0.099 

95.08 

Critical 

Kurada 

0814000801868800 

0.12 

0.02 

278.80 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.033 

0.002 

0.031 

0.232 

745.11 

Over Exploited 

Lakhiyas 

0814000801872700 

0.12 

0.09 

25.33 

0.11 

0.01 

0.12 

0.03 

0.26 

0.01 

0.0300 

- 

- 

- 

0.030 

0.041 

0.160 

0.008 

0.152 

0.791 

520.12 

Over Exploited 



0.08 

0.01 

192.20 

0.02 

- 

0.02 

0.01 

0.12 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.028 

0.001 

0.027 

0.324 

1,212.80 

Over Exploited 



0.06 

0.00 

691.26 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.041 

4,728.19 

Over Exploited 

Lalana Kalan 

0814000801869900 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Madhwa 

0814000801872900 

0.08 

0.23 

(83.50) 

0.18 

- 

0.18 

0.05 

0.42 

0.03 

- 

- 

- 

- 

- 

0.028 

0.213 

0.011 

0.202 

0.105 

51.75 

Safe 

Malas Charnan 

0814000801874100 

0.08 

0.05 

- 

0.05 

- 

0.05 

0.04 

0.41 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.068 

0.007 

0.061 

0.288 

472.41 

Over Exploited 

Mandowari 

0814000801874700 

0.08 

0.04 

4.26 

0.05 

- 

0.05 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.005 

0.052 

0.003 

0.049 

0.104 

210.14 

Over Exploited 

Manpura 

0814000801875700 

0.08 

0.00 

(220.39) 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.013 

15,583.36 

Over Exploited 

Mayapur 

0814000801875100 

0.12 

0.28 

112.45 

0.33 

- 

0.33 

0.03 

0.33 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.342 

0.017 

0.325 

0.187 

57.52 

Safe 



0.08 

0.00 

1,103.84 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.002 

444.20 

Over Exploited 



0.07 

0.00 

49,534.99 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.010 

827.87 

Over Exploited 

Mehgaon 

0814000801870400 

0.08 

0.00 

288.20 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.017 

1,223.57 

Over Exploited 

Modi Khurd 

0814000801873300 

0.08 

0.00 

170.41 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.028 

1,055.37 

Over Exploited 

Mokhampura 

0821000102486300 

0.07 

0.06 

(52.40) 

0.05 

- 

0.05 

0.04 

0.40 

0.01 

- 

- 

- 

- 

- 

0.007 

0.055 

0.003 

0.053 

0.062 

117.89 

Over Exploited 

Moondota 

0814000801872300 

0.12 

0.14 

(66.22) 

0.12 

- 

0.12 

0.03 

0.26 

0.02 

- 

- 

- 

- 

- 

0.017 

0.132 

0.007 

0.125 

0.129 

102.95 

Over Exploited 



0.08 

0.04 

(61.66) 

0.03 

- 

0.03 

0.02 

0.16 

0.00 

- 

- 

- 

- 

- 

0.004 

0.034 

0.002 

0.033 

0.079 

242.00 

Over Exploited 

Narma 

0814000801869500 

0.12 

0.37 

- 

0.37 

0.01 

0.38 

0.03 

0.30 

0.05 

0.0300 

- 

- 

- 

0.030 

0.076 

0.455 

0.046 

0.410 

0.867 

211.60 

Over Exploited 

Narwar 

0821000202501200 

0.06 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Neniya 

0814000801870100 

0.12 

0.52 

- 

0.52 

- 

0.52 

0.05 

0.42 

0.06 

0.0100 

- 

- 

- 

0.010 

0.075 

0.598 

0.060 

0.538 

0.323 

59.99 

Safe 

Nimbola 

0814000801871600 

0.12 

0.01 

(26.72) 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.022 

309.43 

Over Exploited 



0.08 

0.03 

(78.66) 

0.02 

- 

0.02 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.003 

0.025 

0.001 

0.024 

0.030 

126.59 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Padanga 

082100010248640C 

4.575 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.472 

0.47 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.08 

0.012 

0.36 

0.66 


Palri Kadwan 

0814000801872200 

7.666 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.977 

0.09 

0.080 

0.13 

0.01 

0.00 

0.00 

0.00 

0.16 

0.08 

0.50 

0.028 

0.25 

0.46 







Non-command 

Phyllite & Schist 

2.689 

0.09 

0.015 

0.06 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.23 

0.015 

0.13 

0.25 


Parasoli 

0821000102486200 

5.947 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.947 

0.69 

0.020 

0.11 

0.01 

0.00 

0.00 

0.00 

0.18 

0.09 

0.43 

0.017 

0.37 

0.76 


Pawaron Ki Dhani 

0821000102486600 

5.032 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.993 

1.24 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.05 

0.008 

0.22 

0.40 


Peelwa 

0814000801874000 

18.574 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

11.919 

-0.02 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.068 

0.25 

0.41 


Rabdiyad 

0814000801872500 

13.287 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.287 

0.13 

0.080 

0.26 

0.01 

0.00 

0.00 

0.00 

0.39 

0.19 

0.96 

0.075 

0.38 

0.77 


Rohindi 

0814000801870200 

16.302 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.795 

0.24 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.06 

0.09 

0.027 

0.11 

0.24 







Non-command 

Quartzite 

1.608 

0.24 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.009 

0.04 

0.08 


Sanchor 

0814000801870500 

14.236 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.489 

0.70 

0.015 

0.11 

0.00 

0.00 

0.00 

0.00 

0.19 

0.09 

0.39 

0.043 

0.20 

0.43 


Sidiyas 

0814000801875400 

7.616 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

0.66 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Taparwara 

0814000801871500 

15.488 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.190 

-0.04 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.007 

0.03 

0.05 

11005022 

Achhojai 

0814000701857800 

20.881 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.895 

-0.04 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.006 

0.03 

0.05 





Saline 

Non-command 

Non-command 

Older Alluvium 

13.180 

-0.04 

0.080 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.044 

0.24 

0.35 


Antroli Sanga 

0814000801869100 

6.738 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.738 

0.06 

0.080 

0.18 

0.01 

0.00 

0.00 

0.00 

0.20 

0.13 

0.66 

0.038 

0.38 

0.57 


Bajoli 

0814000901888200 

16.625 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.248 

0.17 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Bajwas 

0814000801873200 

7.623 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.660 

-0.01 

0.015 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.57 

0.021 

0.18 

0.33 


Banda Hera 

0814000801876100 

10.062 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.455 

0.33 

0.015 

0.23 

0.01 

0.00 

0.00 

0.00 

0.27 

0.14 

0.84 

0.054 

0.38 

0.73 


Banser 

0814000801875500 

9.224 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.006 

0.57 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Banwarla 

0814000701854800 

12.187 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.070 

0.04 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.212 

0.04 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.011 

0.10 

0.14 


Beenthawaliya 

0814000801868900 

7.799 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.952 

0.07 

0.080 

0.10 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.36 

0.017 

0.14 

0.21 


Bhakri Maulas 

0814000801871400 

9.816 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.157 

-0.04 

0.080 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.52 

0.041 

0.28 

0.48 







Non-command 

Phyllite & Schist 

0.796 

-0.04 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.005 

0.03 

0.05 


Bherunda 

0814000701861100 

23.762 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.009 

-0.12 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bherwas 

0814000801874200 

2.803 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.061 

-0.04 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Bofli 

0814000701864100 

4.932 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.932 

-0.07 

0.015 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.021 

0.39 

0.71 


Charanwas 

0814000701857400 

5.334 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.714 

0.00 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.13 

0.012 

0.26 

0.38 


Chiknas 

0814000701855300 

2.887 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.013 

0.40 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.003 

0.13 

0.19 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.289 

0.40 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.04 

0.05 


Chochiyas 

0814000701856700 

7.160 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.087 

-0.19 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.014 

0.21 

0.31 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.904 

-0.19 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.10 

0.15 


Degana Gaon 

0814000701857000 

23.226 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.599 

-0.06 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.01 


Deola Mada 

0814000701855700 

4.545 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.003 

-0.21 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.002 

-0.21 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dhana 

0814000701857500 

3.833 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.833 

-0.06 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.013 

0.37 

0.55 


Doongras 

0814000701855600 

6.095 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.047 

0.20 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.856 

0.20 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.006 

0.11 

0.17 


Gonarda 

0814000701857700 

13.503 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.252 

-0.22 

0.080 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.031 

0.26 

0.38 





Saline 

Non-command 

Non-command 

Older Alluvium 

4.252 

-0.22 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.014 

0.12 

0.17 


Gonardi 

0814000701859500 

1.984 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.759 

-0.37 

0.080 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.80 

0.006 

0.33 

0.50 


Gudha 

0821000202503600 

8.931 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.013 

0.66 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gulababpura 

0814000701864000 

6.268 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.193 

-0.04 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 







Non-command 

Phyllite & Schist 

6.076 

-0.04 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.020 

0.38 

0.66 


Harsor 

0814000701863800 

26.260 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.034 

-0.09 

0.080 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.013 

0.06 

0.10 







Non-command 

Phyllite & Schist 

21.570 

-0.09 

0.015 

0.28 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.04 

0.071 

0.32 

0.55 


Idwa 

0814000701856800 

36.203 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.332 

-0.24 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.011 

0.03 

0.05 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.443 

-0.24 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 


Jagdishpura 

0814000801869600 

4.922 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.001 

0.13 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jalampura 

0814000801873600 

3.921 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.921 

0.06 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.12 

0.022 

0.39 

0.70 


Jawa Sisodiya 

0814000701857300 

5.867 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.174 

-0.03 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.011 

0.20 

0.29 


Jawla 

0814000801869200 

15.302 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.831 

0.05 

0.080 

0.24 

0.01 

0.00 

0.00 

0.00 

0.27 

0.17 

0.87 

0.061 

0.27 

0.42 


Kheri Kheewsi 

0814000801869400 

3.508 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.508 

0.02 

0.080 

0.24 

0.01 

0.00 

0.00 

0.00 

0.24 

0.14 

0.92 

0.020 

0.38 

0.62 


Khkhariya 

0814000801873900 

4.760 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.760 

0.04 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.12 

0.027 

0.39 

0.68 


Kuliyana 

0814000801875900 

7.378 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.378 

0.19 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.05 

0.042 

0.40 

0.72 


Kundri 

0814000801875800 

14.751 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

13.817 

0.49 

0.015 

0.35 

0.02 

0.00 

0.00 

0.00 

0.43 

0.24 

1.30 

0.078 

0.38 

0.68 


Kurada 

0814000801868800 

22.510 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.826 

0.17 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.22 

0.016 

0.05 

0.07 


Lawadar 

0814000701859700 

9.483 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.970 

-0.29 

0.080 

0.79 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

3.11 

0.030 

0.35 

0.53 


Luniyas 

0814000701860100 

4.233 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.013 

-0.13 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Maharana 

0814000701859900 

7.167 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.451 

-0.05 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.008 

0.13 

0.20 


Malas Charnan 

0814000801874100 

1.809 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.055 

-0.04 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.02 


Mandal Deva 

0814000701859200 

6.564 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.643 

-0.13 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.002 

0.04 

0.06 


Mandal Jodha 

0814000701859300 

7.219 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.423 

-0.24 

0.080 

0.51 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.02 

0.015 

0.23 

0.35 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.004 

-0.24 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mandelpura 

0814000701863900 

8.232 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.224 

-0.21 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 


Manpura 

0814000801875700 

6.171 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.315 

0.20 

0.015 

0.12 

0.01 

0.00 

0.00 

0.00 

0.13 

0.07 

0.45 

0.030 

0.34 

0.58 


Merasi 

0814000801869000 

8.684 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.531 

0.04 

0.080 

0.10 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.36 

0.043 

0.32 

0.48 


Mindakiya 

0814000801876000 

5.969 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.969 

0.00 

0.015 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.75 

0.034 

0.40 

0.75 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Padanga 

0821000102486400 

0.07 

0.11 

(68.34) 

0.09 

- 

0.09 

0.04 

0.41 

0.01 

- 

- 

- 

- 

- 

0.013 

0.099 

0.005 

0.095 

0.089 

94.62 

Critical 

Palri Kadwan 

0814000801872200 

0.12 

0.15 

(43.42) 

0.12 

0.01 

0.13 

0.03 

0.28 

0.02 

0.0200 

- 

- 

- 

0.020 

0.037 

0.166 

0.008 

0.157 

0.529 

336.61 

Over Exploited 



0.08 

0.03 

18.56 

0.03 

- 

0.03 

0.02 

0.15 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.047 

0.002 

0.045 

0.245 

543.92 

Over Exploited 

Parasoli 

0821000102486200 

0.07 

0.15 

(39.68) 

0.12 

0.01 

0.13 

0.05 

0.42 

0.02 

0.0200 

- 

- 

- 

0.020 

0.038 

0.167 

0.008 

0.158 

0.447 

282.07 

Over Exploited 

Pawaron Ki Dhani 

0821000102486600 

0.07 

0.04 

7.17 

0.05 

- 

0.05 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.005 

0.052 

0.003 

0.049 

0.056 

114.02 

Over Exploited 

Peelwa 

0814000801874000 

0.08 

0.24 

- 

0.24 

- 

0.24 

0.03 

0.27 

- 

- 

- 

- 

- 

- 

- 

0.235 

0.024 

0.212 

0.133 

62.72 

Safe 

Rabdiyad 

0814000801872500 

0.12 

0.60 

(68.30) 

0.48 

0.01 

0.49 

0.05 

0.42 

0.07 

0.0400 

- 

- 

- 

0.040 

0.113 

0.604 

0.030 

0.574 

1.033 

180.19 

Over Exploited 

Rohindi 

0814000801870200 

0.12 

0.06 

(12.20) 

0.06 

- 

0.06 

0.01 

0.12 

0.01 

- 

- 

- 

- 

- 

0.008 

0.063 

0.003 

0.060 

0.119 

197.67 

Over Exploited 



0.06 

0.00 

(272.16) 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.004 

0.020 

455.62 

Over Exploited 

Sanchor 

0814000801870500 

0.08 

0.12 

(27.33) 

0.09 

- 

0.09 

0.02 

0.22 

0.01 

0.0100 

- 

- 

- 

0.010 

0.025 

0.119 

0.006 

0.113 

0.430 

379.95 

Over Exploited 

Sidiyas 

0814000801875400 

0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Taparwara 

0814000801871500 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.004 

0.036 

843.00 

Over Exploited 

Achhojai 

0814000701857800 

0.10 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.001 

0.007 

0.048 

735.28 

Over Exploited 



0.10 

0.31 

- 

0.31 

0.01 

0.32 

0.03 

0.27 

0.04 

0.0200 

- 

- 

- 

0.020 

0.061 

0.383 

0.038 

0.345 

0.188 

54.47 

Safe 

Antroli Sanga 

0814000801869100 

0.12 

0.30 

(56.43) 

0.24 

0.01 

0.25 

0.05 

0.42 

0.04 

0.0200 

- 

- 

- 

0.020 

0.060 

0.312 

0.016 

0.297 

0.702 

236.66 

Over Exploited 

Bajoli 

0814000901888200 

0.15 

0.00 

1,006.47 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

538.72 

Over Exploited 

Bajwas 

0814000801873200 

0.08 

0.05 

- 

0.05 

0.01 

0.06 

0.02 

0.21 

0.01 

0.0200 

- 

- 

- 

0.020 

0.026 

0.090 

0.009 

0.081 

0.595 

732.64 

Over Exploited 

Banda Hera 

0814000801876100 

0.08 

0.29 

(51.97) 

0.23 

0.01 

0.24 

0.04 

0.42 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.272 

0.014 

0.259 

0.889 

343.70 

Over Exploited 

Banser 

0814000801875500 

0.08 

0.00 

(300.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Banwarla 

0814000701854800 

0.10 

0.00 

557.54 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.03 

(77.88) 

0.03 

- 

0.03 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.004 

0.030 

0.001 

0.028 

0.011 

37.94 

Safe 

Beenthawaliya 

0814000801868900 

0.12 

0.05 

53.66 

0.06 

- 

0.06 

0.02 

0.16 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.077 

0.004 

0.073 

0.375 

513.00 

Over Exploited 

Bhakri Maulas 

0814000801871400 

0.12 

0.24 

- 

0.24 

0.01 

0.25 

0.03 

0.31 

0.03 

0.0200 

- 

- 

- 

0.020 

0.049 

0.298 

0.030 

0.268 

0.556 

207.20 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.053 

2,641.11 

Over Exploited 

Bherunda 

0814000701861100 

0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bherwas 

0814000801874200 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.012 

30,606.97 

Over Exploited 

Bofli 

0814000701864100 

0.04 

0.08 

- 

0.08 

- 

0.08 

0.04 

0.44 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.088 

0.009 

0.079 

0.349 

442.87 

Over Exploited 

Charanwas 

0814000701857400 

0.10 

0.10 

(71.11) 

0.08 

- 

0.08 

0.03 

0.29 

0.01 

- 

- 

- 

- 

- 

0.013 

0.090 

0.005 

0.086 

0.138 

161.51 

Over Exploited 

Chiknas 

0814000701855300 

0.10 

0.01 

67.92 

0.02 

- 

0.02 

0.02 

0.15 

0.00 

- 

- 

- 

- 

- 

0.002 

0.018 

0.001 

0.017 

0.003 

19.95 

Safe 



0.10 

0.00 

490.37 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

69.83 

Safe 

Chochiyas 

0814000701856700 

0.10 

0.09 

- 

0.09 

- 

0.09 

0.03 

0.24 

0.01 

- 

- 

- 

- 

- 

0.012 

0.099 

0.010 

0.089 

0.014 

15.23 

Safe 



0.10 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.003 

0.021 

0.002 

0.019 

0.006 

32.67 

Safe 

Degana Gaon 

0814000701857000 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

337.18 

Over Exploited 

Deola Mada 

0814000701855700 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dhana 

0814000701857500 

0.10 

0.14 

- 

0.14 

- 

0.14 

0.05 

0.42 

0.02 

0.0100 

- 

- 

- 

0.010 

0.029 

0.172 

0.017 

0.155 

0.307 

197.78 

Over Exploited 

Doongras 

0814000701855600 

0.10 

0.00 

3,573.89 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.02 

29.19 

0.03 

- 

0.03 

0.02 

0.13 

0.00 

- 

- 

- 

- 

- 

0.003 

0.028 

0.001 

0.027 

0.030 

112.76 

Over Exploited 

Gonarda 

0814000701857700 

0.10 

0.24 

- 

0.24 

- 

0.24 

0.03 

0.29 

0.03 

0.0100 

- 

- 

- 

0.010 

0.041 

0.279 

0.028 

0.251 

0.409 

162.99 

Over Exploited 



0.10 

0.05 

- 

0.05 

- 

0.05 

0.02 

0.13 

0.01 

- 

- 

- 

- 

- 

0.007 

0.057 

0.006 

0.051 

0.086 

168.61 

Over Exploited 

Gonardi 

0814000701859500 

0.10 

0.06 

- 

0.06 

0.01 

0.07 

0.04 

0.38 

0.01 

0.0300 

- 

- 

- 

0.030 

0.038 

0.106 

0.011 

0.096 

0.804 

841.03 

Over Exploited 

Gudha 

0821000202503600 

0.07 

0.00 

16,350.09 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gulababpura 

0814000701864000 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.07 

0.16 

- 

0.16 

- 

0.16 

0.04 

0.42 

0.02 

- 

- 

- 

- 

- 

0.018 

0.178 

0.018 

0.160 

0.128 

79.91 

Semi Critical 

Harsor 

0814000701863800 

0.10 

0.02 

- 

0.02 

0.01 

0.03 

0.01 

0.07 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.057 

0.006 

0.051 

0.475 

931.16 

Over Exploited 



0.07 

0.48 

- 

0.48 

0.01 

0.49 

0.04 

0.35 

0.06 

0.0400 

- 

- 

- 

0.040 

0.096 

0.585 

0.058 

0.526 

1.115 

211.92 

Over Exploited 

Idwa 

0814000701856800 

0.10 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.002 

0.013 

0.001 

0.012 

0.011 

94.46 

Critical 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

710.64 

Over Exploited 

Jagdishpura 

0814000801869600 

0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jalampura 

0814000801873600 

0.08 

0.12 

(79.99) 

0.10 

- 

0.10 

0.04 

0.44 

- 

- 

- 

- 

- 

- 

- 

0.099 

0.005 

0.094 

0.140 

149.51 

Over Exploited 

Jawa Sisodiya 

0814000701857300 

0.10 

0.06 

- 

0.06 

- 

0.06 

0.03 

0.23 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.083 

0.008 

0.074 

0.347 

465.68 

Over Exploited 

Jawla 

0814000801869200 

0.12 

0.35 

(50.60) 

0.28 

0.01 

0.29 

0.03 

0.30 

0.04 

0.0300 

- 

- 

- 

0.030 

0.074 

0.362 

0.018 

0.344 

0.927 

269.70 

Over Exploited 

Kheri Kheewsi 

0814000801869400 

0.12 

0.16 

(10.01) 

0.14 

0.01 

0.15 

0.05 

0.43 

0.02 

0.0300 

- 

- 

- 

0.030 

0.050 

0.204 

0.010 

0.194 

0.941 

486.07 

Over Exploited 

Khkhariya 

0814000801873900 

0.08 

0.15 

(83.47) 

0.12 

- 

0.12 

0.04 

0.43 

- 

- 

- 

- 

- 

- 

- 

0.120 

0.006 

0.114 

0.145 

127.70 

Over Exploited 

Kuliyana 

0814000801875900 

0.08 

0.24 

(88.02) 

0.19 

- 

0.19 

0.04 

0.44 

- 

- 

- 

- 

- 

- 

- 

0.188 

0.009 

0.179 

0.090 

50.26 

Safe 

Kundri 

0814000801875800 

0.08 

0.42 

88,742.14 

0.33 

0.02 

0.35 

0.04 

0.42 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.403 

0.020 

0.383 

1.373 

359.06 

Over Exploited 

Kurada 

0814000801868800 

0.12 

0.02 

298.97 

0.02 

- 

0.02 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.031 

0.002 

0.030 

0.231 

777.83 

Over Exploited 

Lawadar 

0814000701859700 

0.10 

0.32 

- 

0.32 

0.04 

0.36 

0.05 

0.40 

0.04 

0.1200 

- 

- 

- 

0.120 

0.162 

0.520 

0.052 

0.468 

3.138 

670.58 

Over Exploited 

Luniyas 

0814000701860100 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Maharana 

0814000701859900 

0.10 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.15 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.046 

0.005 

0.041 

0.260 

633.45 

Over Exploited 

Malas Charnan 

0814000801874100 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.012 

24,228.26 

Over Exploited 

Mandal Deva 

0814000701859200 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.086 

3,567.91 

Over Exploited 

Mandal Jodha 

0814000701859300 

0.10 

0.10 

- 

0.10 

0.03 

0.13 

0.03 

0.26 

0.01 

0.0800 

- 

- 

- 

0.080 

0.093 

0.225 

0.023 

0.203 

2.031 

1,002.45 

Over Exploited 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mandelpura 

0814000701863900 

0.07 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Manpura 

0814000801875700 

0.08 

0.14 

(448.56) 

0.11 

0.01 

0.12 

0.04 

0.37 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.145 

0.007 

0.137 

0.478 

348.06 

Over Exploited 

Merasi 

0814000801869000 

0.12 

0.29 

(71.90) 

0.23 

- 

0.23 

0.04 

0.37 

0.04 

0.0100 

- 

- 

- 

0.010 

0.049 

0.283 

0.014 

0.269 

0.401 

148.86 

Over Exploited 

Mindakiya 

0814000801876000 

0.08 

0.19 

- 

0.19 

0.01 

0.20 

0.04 

0.44 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.232 

0.023 

0.209 

0.784 

375.95 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Modi Khurd 

0814000801873300 

6.355 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.697 

0.01 

0.015 

0.07 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.23 

0.032 

0.35 

0.62 


Modriya 

0814000701856500 

4.885 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.854 

-0.25 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.016 

0.37 

0.55 


Mori Kalan 

0814000701863600 

18.478 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

14.502 

-0.14 

0.015 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.71 

0.061 

0.31 

0.58 


Moriyana 

0814000701864300 

8.788 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.788 

-0.16 

0.015 

0.21 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.78 

0.037 

0.40 

0.76 


Narma 

0814000801869500 

16.799 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.119 

-0.01 

0.080 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.029 

0.12 

0.20 


Netiyas 

0814000801873700 

2.852 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.852 

0.04 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.14 

0.016 

0.39 

0.70 


Nimbari Kalan 

0814000701859600 

6.865 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.604 

-0.40 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.005 

0.09 

0.13 


Nimbari Kothariya 

0814000701860400 

12.068 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.015 

-0.39 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nimbola 

0814000801871600 

11.270 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.645 

0.01 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.02 

0.04 







Non-command 

Phyllite & Schist 

6.057 

0.01 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.034 

0.21 

0.37 


Oriyana 

0814000701864200 

9.160 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.160 

-0.06 

0.015 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.039 

0.40 

0.73 


Paliyas 

0814000701857900 

26.305 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.226 

-0.15 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.024 

0.10 

0.16 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.480 

-0.15 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.01 


Peeh 

0814000801876200 

24.137 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.281 

-0.26 

0.015 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.024 

0.07 

0.15 


Peelwa 

0814000801874000 

18.574 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.286 

-0.02 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.036 

0.13 

0.22 


Pundlota 

0814000701857600 

30.558 

Fresh 

Non-command 

Non-command 

Older Alluvium 

25.520 

-0.24 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.085 

0.31 

0.46 





Saline 

Non-command 

Non-command 

Older Alluvium 

4.165 

-0.24 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.014 

0.05 

0.07 


Puniyas 

0814000701856400 

5.996 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.340 

-0.17 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.03 


Rajlota 

0814000701860000 

7.914 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.021 

-0.29 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rakiyasani 

0814000701864400 

9.971 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.203 

-0.25 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.026 

0.25 

0.49 


Ramgarh 

0814000701859800 

2.473 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.473 

-0.06 

0.080 

0.41 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.64 

0.008 

0.37 

0.56 


Ranas 

0814000701855900 

3.635 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.193 

0.00 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.12 

0.18 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.289 

0.00 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.03 

0.04 


Rid 

0814000801873500 

8.993 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.993 

0.04 

0.015 

0.06 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.18 

0.051 

0.39 

0.71 


Rojas 

0814000801873800 

3.305 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.305 

0.00 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.019 

0.39 

0.68 


Saneriya 

0814000701864500 

10.661 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.055 

-0.37 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sarsanda 

0814000701855400 

7.728 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.705 

0.43 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.08 

0.006 

0.08 

0.12 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.290 

0.43 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.05 

0.004 

0.06 

0.09 


Seetawat 

0814000801873400 

8.811 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.811 

-0.01 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.050 

0.39 

0.70 


Sidiyas 

0814000801875400 

7.616 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.081 

0.66 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Sirasana 

0814000701856100 

20.135 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.212 

-0.18 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.02 

0.03 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.191 

-0.18 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 


Sundari 

0814000701856600 

2.236 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.503 

-0.19 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.25 

0.37 


Taparwara 

0814000801871500 

15.488 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.852 

-0.04 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.045 

0.19 

0.35 







Non-command 

Phyllite & Schist 

6.446 

-0.04 

0.015 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.037 

0.16 

0.28 


Teenwli 

0814000801869300 

2.767 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.574 

-0.02 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.015 

0.35 

0.57 


Thata 

0814000701863700 

24.152 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

13.877 

-0.15 

0.015 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.58 

0.046 

0.23 

0.41 


Udiyas 

0814000701855800 

4.031 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.287 

0.15 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.011 

0.31 

0.45 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.300 

0.15 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.03 

0.04 

11005023 

Achhojai 

0814000701857800 

20.881 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.642 

-0.04 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.808 

-0.04 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.01 

0.02 


Achla Ka Khet 

0814000701848200 

1.595 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.064 

-0.70 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Alwas 

0814000701852400 

6.502 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.623 

0.17 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.00 

0.015 

0.27 

0.39 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.878 

0.17 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.006 

0.11 

0.16 


Antroli Kalan 

0814000701855000 

9.227 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.503 

0.52 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.02 

0.008 

0.10 

0.15 


Antroli Khurd 

0814000701855200 

8.769 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.728 

0.58 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.002 

0.03 

0.05 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.580 

0.58 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.05 

0.009 

0.11 

0.16 


Arniyala 

0814000601843700 

9.741 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.196 

0.06 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.005 

0.05 

0.08 


Bachhwas 

0814000701852000 

7.938 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.830 

-0.57 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.026 

0.37 

0.54 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.108 

-0.57 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Bagar 

0814000601844100 

16.896 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.397 

-0.13 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.010 

0.05 

0.09 





Saline 

Non-command 

Non-command 

Older Alluvium 

6.407 

-0.13 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.027 

0.14 

0.23 


Bamna Kalan 

0814000701850800 

7.646 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.549 

-0.05 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.018 

0.27 

0.39 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.097 

-0.05 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.007 

0.10 

0.15 


Bamna Khurd 

0814000701850700 

13.887 

Saline 

Non-command 

Non-command 

Older Alluvium 

13.887 

-0.02 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.046 

0.37 

0.54 


Barna 

0814000701851100 

17.731 

Fresh 

Non-command 

Non-command 

Older Alluvium 

17.045 

-0.31 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.056 

0.36 

0.52 







Non-command 

Tertiary Sandstone 

0.686 

-0.31 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.02 


Basni Neta 

0814000601827700 

11.518 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.802 

-1.25 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.000 

0.03 

0.04 







Non-command 

Tertiary Sandstone 

10.382 

-1.25 

0.060 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.76 

0.004 

0.34 

0.48 


Basni Rebariyan 

0814000601832200 

8.392 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.392 

-0.70 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.38 

0.56 


Basni Sumer 

0814000601837400 

4.517 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.548 

-0.05 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.05 

0.07 


Bedas Kalan 

0814000701858200 

4.150 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.309 

-0.11 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.03 

0.05 


Bhadwasi 

0814000701848100 

1.733 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.006 

-0.75 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

0.032 

-0.75 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Bharli 

0814000701851300 

8.482 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.207 

-0.52 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 







Non-command 

Tertiary Sandstone 

8.275 

-0.52 

0.060 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.027 

0.36 

0.53 


Bhawariya 

0814000701849500 

5.634 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.091 

-0.02 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Bichpuri 

0814000701847600 

7.279 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

6.644 

-0.83 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.022 

0.34 

0.50 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Modi Khurd 

0814000801873300 

0.08 

0.16 

(74.89) 

0.13 

- 

0.13 

0.04 

0.39 

0.02 

0.0100 

- 

- 

- 

0.010 

0.028 

0.154 

0.008 

0.147 

0.262 

179.06 

Over Exploited 

Modriya 

0814000701856500 

0.10 

0.18 

- 

0.18 

- 

0.18 

0.05 

0.42 

0.02 

- 

- 

- 

- 

- 

0.024 

0.204 

0.020 

0.184 

0.016 

8.74 

Safe 

Mori Kalan 

0814000701863600 

0.04 

0.18 

- 

0.18 

0.01 

0.19 

0.03 

0.35 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.221 

0.022 

0.199 

0.769 

386.62 

Over Exploited 

Moriyana 

0814000701864300 

0.04 

0.14 

- 

0.14 

0.01 

0.15 

0.04 

0.44 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.181 

0.018 

0.163 

0.816 

500.18 

Over Exploited 

Narma 

0814000801869500 

0.12 

0.07 

- 

0.07 

- 

0.07 

0.01 

0.13 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.090 

0.009 

0.081 

0.387 

478.99 

Over Exploited 

Netiyas 

0814000801873700 

0.08 

0.09 

(73.79) 

0.07 

- 

0.07 

0.04 

0.43 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.081 

0.004 

0.077 

0.151 

195.46 

Over Exploited 

Nimbari Kalan 

0814000701859600 

0.10 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.026 

0.003 

0.023 

0.215 

922.45 

Over Exploited 

Nimbari Kothariya 

0814000701860400 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nimbola 

0814000801871600 

0.12 

0.00 

(88.26) 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.004 

247.20 

Over Exploited 



0.08 

0.10 

(88.52) 

0.08 

- 

0.08 

0.02 

0.23 

0.01 

- 

- 

- 

- 

- 

0.012 

0.092 

0.005 

0.087 

0.058 

67.03 

Safe 

Oriyana 

0814000701864200 

0.04 

0.15 

- 

0.15 

- 

0.15 

0.04 

0.44 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.155 

0.016 

0.140 

0.347 

247.76 

Over Exploited 

Paliyas 

0814000701857900 

0.10 

0.07 

- 

0.07 

- 

0.07 

0.01 

0.12 

0.01 

- 

- 

- 

- 

- 

0.010 

0.084 

0.008 

0.076 

0.066 

86.93 

Semi Critical 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

474.64 

Over Exploited 

Peeh 

0814000801876200 

0.08 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.035 

0.004 

0.032 

0.222 

704.02 

Over Exploited 

Peelwa 

0814000801874000 

0.08 

0.07 

- 

0.07 

- 

0.07 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.065 

0.007 

0.059 

0.077 

130.35 

Over Exploited 

Pundlota 

0814000701857600 

0.10 

0.80 

- 

0.80 

- 

0.80 

0.04 

0.35 

0.11 

- 

- 

- 

- 

- 

0.106 

0.902 

0.090 

0.812 

0.211 

25.92 

Safe 



0.10 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.003 

0.024 

0.002 

0.022 

0.038 

174.71 

Over Exploited 

Puniyas 

0814000701856400 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

152.94 

Over Exploited 

Raj lota 

0814000701860000 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rakiyasani 

0814000701864400 

0.04 

0.06 

- 

0.06 

- 

0.06 

0.03 

0.28 

- 

- 

- 

- 

- 

- 

- 

0.062 

0.006 

0.056 

0.061 

108.72 

Over Exploited 

Ramgarh 

0814000701859800 

0.10 

0.09 

- 

0.09 

0.02 

0.11 

0.05 

0.42 

0.01 

0.0600 

- 

- 

- 

0.060 

0.072 

0.185 

0.018 

0.166 

1.646 

989.67 

Over Exploited 

Ranas 

0814000701855900 

0.10 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.14 

0.00 

- 

- 

- 

- 

- 

0.002 

0.017 

0.002 

0.015 

0.004 

26.48 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Rid 

0814000801873500 

0.08 

0.28 

(87.11) 

0.23 

- 

0.23 

0.04 

0.44 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.237 

0.012 

0.225 

0.233 

103.47 

Over Exploited 

Rojas 

0814000801873800 

0.08 

0.10 

- 

0.10 

- 

0.10 

0.04 

0.43 

- 

- 

- 

- 

- 

- 

- 

0.103 

0.010 

0.093 

0.100 

107.80 

Over Exploited 

Saneriya 

0814000701864500 

0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sarsanda 

0814000701855400 

0.10 

0.01 

283.23 

0.02 

- 

0.02 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.002 

0.019 

0.001 

0.018 

0.090 

503.58 

Over Exploited 



0.10 

0.01 

362.07 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.010 

0.052 

512.97 

Over Exploited 

Seetawat 

0814000801873400 

0.08 

0.27 

- 

0.27 

- 

0.27 

0.04 

0.43 

0.03 

- 

- 

- 

- 

- 

0.031 

0.305 

0.031 

0.275 

0.115 

41.83 

Safe 

Sidiyas 

0814000801875400 

0.08 

0.00 

1,728.64 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sirasana 

0814000701856100 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.004 

144.27 

Over Exploited 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Sundari 

0814000701856600 

0.10 

0.04 

- 

0.04 

- 

0.04 

0.03 

0.28 

0.00 

- 

- 

- 

- 

- 

0.005 

0.043 

0.004 

0.039 

0.005 

12.91 

Safe 

Taparwara 

0814000801871500 

0.12 

0.18 

- 

0.18 

- 

0.18 

0.02 

0.22 

0.02 

0.0100 

- 

- 

- 

0.010 

0.032 

0.215 

0.022 

0.194 

0.280 

144.44 

Over Exploited 



0.08 

0.08 

- 

0.08 

- 

0.08 

0.02 

0.18 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.102 

0.010 

0.092 

0.199 

216.00 

Over Exploited 

Teenwli 

0814000801869300 

0.12 

0.11 

- 

0.11 

- 

0.11 

0.04 

0.40 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.133 

0.013 

0.119 

0.330 

275.89 

Over Exploited 

Thata 

0814000701863700 

0.07 

0.22 

- 

0.22 

0.01 

0.23 

0.03 

0.25 

0.02 

0.0200 

- 

- 

- 

0.020 

0.045 

0.273 

0.027 

0.246 

0.622 

252.72 

Over Exploited 

Udiyas 

0814000701855800 

0.10 

0.10 

(74.08) 

0.08 

- 

0.08 

0.04 

0.35 

0.01 

- 

- 

- 

- 

- 

0.013 

0.093 

0.005 

0.089 

0.011 

12.26 

Safe 



0.10 

0.00 

187.43 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

94.02 

Critical 

Achhojai 

0814000701857800 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

282.18 

Over Exploited 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.003 

224.28 

Over Exploited 

Achla Ka Khet 

0814000701848200 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Alwas 

0814000701852400 

0.10 

0.12 

(59.40) 

0.10 

- 

0.10 

0.04 

0.30 

0.02 

- 

- 

- 

- 

- 

0.016 

0.115 

0.006 

0.109 

0.015 

14.07 

Safe 



0.10 

0.02 

(13.76) 

0.02 

- 

0.02 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.003 

0.020 

0.001 

0.019 

0.006 

32.46 

Safe 

Antroli Kalan 

0814000701855000 

0.10 

0.03 

208.09 

0.03 

- 

0.03 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.003 

0.034 

0.002 

0.032 

0.032 

100.56 

Over Exploited 

Antroli Khurd 

0814000701855200 

0.10 

0.00 

914.91 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.002 

84.36 

Semi Critical 



0.10 

0.03 

210.91 

0.03 

- 

0.03 

0.01 

0.12 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.048 

0.002 

0.045 

0.057 

124.49 

Over Exploited 

Arniyala 

0814000601843700 

0.20 

0.01 

(14.04) 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.010 

0.033 

318.13 

Over Exploited 

Bachhwas 

0814000701852000 

0.10 

0.29 

- 

0.29 

- 

0.29 

0.05 

0.42 

0.04 

0.0100 

- 

- 

- 

0.010 

0.048 

0.336 

0.034 

0.303 

0.194 

64.06 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bagar 

0814000601844100 

0.20 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.003 

0.029 

0.003 

0.026 

0.010 

38.74 

Safe 



0.20 

0.18 

- 

0.18 

- 

0.18 

0.02 

0.16 

0.02 

- 

- 

- 

- 

- 

0.023 

0.207 

0.021 

0.186 

0.044 

23.62 

Safe 

Bamna Kalan 

0814000701850800 

0.10 

0.15 

- 

0.15 

- 

0.15 

0.04 

0.31 

0.02 

- 

- 

- 

- 

- 

0.020 

0.170 

0.017 

0.153 

0.018 

11.98 

Safe 



0.10 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.003 

0.024 

0.002 

0.022 

0.007 

31.72 

Safe 

Bamna Khurd 

0814000701850700 

0.10 

0.52 

- 

0.52 

- 

0.52 

0.05 

0.42 

0.07 

- 

- 

- 

- 

- 

0.069 

0.588 

0.059 

0.529 

0.046 

8.70 

Safe 

Barna 

0814000701851100 

0.10 

0.61 

- 

0.61 

- 

0.61 

0.05 

0.41 

0.08 

0.0100 

- 

- 

- 

0.010 

0.092 

0.703 

0.070 

0.633 

0.308 

48.73 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

224.67 

Over Exploited 

Basni Neta 

0814000601827700 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.003 

0.055 

1,729.72 

Over Exploited 



0.10 

0.35 

- 

0.35 

0.01 

0.36 

0.04 

0.38 

0.04 

0.0300 

- 

- 

- 

0.030 

0.072 

0.437 

0.044 

0.393 

0.763 

194.19 

Over Exploited 

Basni Rebariyan 

0814000601832200 

0.15 

0.47 

- 

0.47 

- 

0.47 

0.05 

0.42 

0.06 

- 

- 

- 

- 

- 

0.060 

0.532 

0.053 

0.479 

0.003 

0.66 

Safe 

Basni Sumer 

0814000601837400 

0.20 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.005 

0.002 

45.70 

Safe 

Bedas Kalan 

0814000701858200 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

115.78 

Over Exploited 

Bhadwasi 

0814000701848100 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bharli 

0814000701851300 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.10 

0.30 

- 

0.30 

- 

0.30 

0.05 

0.41 

0.04 

0.0100 

- 

- 

- 

0.010 

0.050 

0.352 

0.035 

0.316 

0.171 

54.17 

Safe 

Bhawariya 

0814000701849500 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bichpuri 

0814000701847600 

0.10 

0.23 

- 

0.23 

- 

0.23 

0.04 

0.39 

0.03 

- 

- 

- 

- 

- 

0.029 

0.256 

0.026 

0.230 

0.022 

9.55 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

0.635 

-0.83 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.03 

0.05 


Bikharniya Kalan 

0814000701858700 

12.182 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.174 

-0.03 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Bikharniya Khurd 

0814000701858800 

6.080 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.145 

-0.04 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.004 

0.07 

0.12 


Chak Chiknas 

0814000701855100 

1.278 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.278 

0.59 

0.080 

0.05 

0.01 

0.00 

0.00 

0.00 

0.10 

0.07 

0.19 

0.004 

0.37 

0.54 


Chak Dhani 

0814000701847000 

3.657 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

2.744 

-0.82 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.009 

0.28 

0.41 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

0.913 

-0.82 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.09 

0.14 


Chak Jalsoo Kalan 

0814000701853200 

1.248 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.197 

-0.27 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.004 

0.36 

0.52 


Chak Jalsoo Khurd 

0814000701854900 

3.681 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.117 

0.17 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Chak Sanwaliyas 

0814000701847200 

1.898 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

1.835 

-0.53 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.36 

0.53 


Chanda Roon 

0814000701854000 

18.334 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.120 

-0.21 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.151 

-0.21 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.02 

0.03 


Chandni 

0814000701851000 

8.781 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.750 

-0.12 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.029 

0.37 

0.54 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.031 

-0.12 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chardas 

0814000701851200 

4.897 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.254 

-0.50 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.011 

0.25 

0.36 







Non-command 

Tertiary Sandstone 

1.613 

-0.50 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.005 

0.12 

0.18 


Charnon Ki Dhani 

0814000601838000 

4.744 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.715 

-0.67 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.06 

0.08 





Saline 

Non-command 

Non-command 

Older Alluvium 

4.030 

-0.67 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.002 

0.32 

0.47 


Chhapri Kalan 

0814000601827800 

7.586 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

7.438 

-1.21 

0.060 

0.67 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.67 

0.003 

0.37 

0.51 







Non-command 

Vindhyan Sandstone 

0.143 

-1.21 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.000 

0.01 

0.01 


Chhapri Khurd 

0814000601827900 

8.588 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

4.849 

-0.95 

0.060 

0.56 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.24 

0.002 

0.21 

0.29 







Non-command 

Vindhyan Sandstone 

3.646 

-0.95 

0.040 

0.35 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.40 

0.001 

0.16 

0.22 


Choliyas 

0814000701851800 

5.162 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

5.162 

-0.66 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.017 

0.37 

0.55 


Chopra Ki Dhani 

0814000601826700 

2.825 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.932 

-0.94 

0.040 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.000 

0.12 

0.16 


Chosli 

0814000701850900 

16.871 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.426 

-0.56 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.041 

0.27 

0.40 


Chua 

0814000701849200 

22.935 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.122 

-0.36 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.007 

0.03 

0.05 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.520 

-0.36 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.01 


Chui 

0814000701850600 

12.431 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.260 

-0.07 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.031 

0.28 

0.40 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.171 

-0.07 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.011 

0.10 

0.14 


Churiyas 

0814000701852500 

7.401 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.001 

-0.28 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

5.656 

-0.28 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.019 

0.29 

0.42 







Non-command 

Tertiary Sandstone 

1.744 

-0.28 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.09 

0.13 


Dabariyani Kalan 

0814000601837700 

21.984 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.271 

-0.56 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.21 

0.31 







Non-command 

Tertiary Sandstone 

0.421 

-0.56 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.237 

-0.56 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.06 

0.08 







Non-command 

Tertiary Sandstone 

0.009 

-0.56 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dabriyani Khurd 

0814000601832300 

2.182 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.172 

-0.75 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.37 

0.55 


Dadhwara 

0814000601827000 

18.083 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

18.009 

-1.27 

0.040 

0.76 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

3.03 

0.007 

0.37 

0.49 


Dadhwari 

0814000601827100 

26.732 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

22.511 

-1.53 

0.040 

0.35 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.40 

0.009 

0.31 

0.40 


Dagra 

0814000701848900 

7.967 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.058 

-0.59 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Tertiary Sandstone 

0.220 

-0.59 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 


Daron Ki Dhani 

0814000601838100 

4.486 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.254 

-0.68 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.001 

0.27 

0.40 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.231 

-0.68 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.10 

0.15 


Datani 

0814000601832100 

12.816 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.806 

-0.94 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.14 

0.21 


Deola Kalan 

0814000701856000 

4.856 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.612 

-0.33 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.015 

0.36 

0.53 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.244 

-0.33 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.03 


Deola Mada 

0814000701855700 

4.545 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.994 

-0.21 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.007 

0.16 

0.24 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.546 

-0.21 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.008 

0.21 

0.31 


Deshwal 

0814000601827500 

32.731 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

1.503 

-1.00 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.001 

0.02 

0.02 







Non-command 

Vindhyan Sandstone 

1.333 

-1.00 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.001 

0.02 

0.02 


Dewas 

0814000601832400 

4.700 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.700 

-0.77 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.38 

0.55 


Dhadhlas Jalap 

0814000601838700 

3.355 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.597 

0.05 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.007 

0.18 

0.28 


Dhadhlas Uda 

0814000601838600 

11.210 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.210 

-0.08 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.047 

0.38 

0.58 


Dhamniya 

0814000601844000 

8.160 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.551 

-0.16 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.015 

0.16 

0.25 





Saline 

Non-command 

Non-command 

Older Alluvium 

4.609 

-0.16 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.019 

0.21 

0.33 


Dhawa 

0814000401816900 

38.605 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

24.781 

-1.47 

0.030 

0.26 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.06 

0.000 

0.23 

0.30 



0814000601827600 

27.721 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.271 

-1.12 

0.100 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.74 

0.002 

0.06 

0.08 







Non-command 

Tertiary Sandstone 

4.730 

-1.12 

0.060 

0.25 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.99 

0.002 

0.06 

0.09 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.039 

-1.12 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Tertiary Sandstone 

3.245 

-1.12 

0.060 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.001 

0.04 

0.06 


Dholerao Kalan 

0814000601838800 

11.319 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.489 

0.06 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.010 

0.08 

0.13 


Doodhras 

0814000701846600 

6.228 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

2.179 

-0.51 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.007 

0.13 

0.19 


Dookiyasar 

0814000701850400 

6.398 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.398 

0.01 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.021 

0.37 

0.54 


Doongras 

0814000701855600 

6.095 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.438 

0.20 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.03 

0.04 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.752 

0.20 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.02 

0.012 

0.23 

0.34 


Dotolai 

0814000601838400 

6.309 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.309 

-0.39 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.027 

0.38 

0.57 


Dugor Achla 

0814000701848000 

9.158 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

6.611 

-0.75 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.022 

0.27 

0.39 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

1.056 

-0.75 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.04 

0.06 


Dugorchiknas 

0814000701848400 

4.308 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

1.008 

-0.69 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.09 

0.13 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.002 

99.90 

Critical 

Bikharniya Kalan 

0814000701858700 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Bikharniya Khurd 

0814000701858800 

0.10 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.001 

0.008 

0.088 

1,052.69 

Over Exploited 

Chak Chiknas 

0814000701855100 

0.10 

0.05 

44.38 

0.06 

0.01 

0.07 

0.05 

0.42 

0.01 

0.0200 

- 

- 

- 

0.020 

0.026 

0.094 

0.005 

0.089 

0.196 

220.62 

Over Exploited 

Chak Dhani 

0814000701847000 

0.10 

0.08 

- 

0.08 

- 

0.08 

0.04 

0.32 

0.01 

- 

- 

- 

- 

- 

0.010 

0.087 

0.009 

0.078 

0.009 

11.62 

Safe 



0.10 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.009 

0.003 

34.92 

Safe 

Chak Jalsoo Kalan 

0814000701853200 

0.10 

0.04 

- 

0.04 

- 

0.04 

0.05 

0.41 

0.01 

- 

- 

- 

- 

- 

0.006 

0.049 

0.005 

0.044 

0.124 

283.43 

Over Exploited 

Chak Jalsoo Khurd 

0814000701854900 

0.10 

0.00 

691.35 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chak Sanwaliyas 

0814000701847200 

0.10 

0.07 

- 

0.07 

- 

0.07 

0.05 

0.41 

0.01 

- 

- 

- 

- 

- 

0.009 

0.075 

0.007 

0.067 

0.006 

9.02 

Safe 

Chanda Roon 

0814000701854000 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.004 

138.55 

Over Exploited 

Chandni 

0814000701851000 

0.10 

0.33 

- 

0.33 

- 

0.33 

0.05 

0.42 

0.04 

- 

- 

- 

- 

- 

0.044 

0.369 

0.037 

0.332 

0.029 

8.73 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chardas 

0814000701851200 

0.10 

0.08 

- 

0.08 

- 

0.08 

0.03 

0.28 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.101 

0.010 

0.091 

0.263 

287.68 

Over Exploited 



0.10 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.14 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.032 

0.003 

0.029 

0.149 

510.80 

Over Exploited 

Charnon Ki Dhani 

0814000601838000 

0.15 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.001 

0.006 

0.000 

4.41 

Safe 



0.15 

0.19 

- 

0.19 

- 

0.19 

0.04 

0.36 

0.02 

- 

- 

- 

- 

- 

0.025 

0.217 

0.022 

0.195 

0.068 

34.60 

Safe 

Chhapri Kalan 

0814000601827800 

0.10 

0.28 

- 

0.28 

0.03 

0.31 

0.04 

0.42 

0.03 

0.1000 

- 

- 

- 

0.100 

0.132 

0.439 

0.044 

0.395 

2.676 

677.60 

Over Exploited 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.055 

53,328.01 

Over Exploited 

Chhapri Khurd 

0814000601827900 

0.10 

0.10 

- 

0.10 

0.03 

0.13 

0.02 

0.24 

0.01 

0.0800 

- 

- 

- 

0.080 

0.092 

0.226 

0.023 

0.203 

2.246 

1,105.50 

Over Exploited 



0.10 

0.06 

- 

0.06 

0.02 

0.08 

0.02 

0.18 

0.01 

0.0500 

- 

- 

- 

0.050 

0.057 

0.135 

0.014 

0.122 

1.404 

1,152.30 

Over Exploited 

Choliyas 

0814000701851800 

0.10 

0.19 

- 

0.19 

- 

0.19 

0.05 

0.42 

0.03 

- 

- 

- 

- 

- 

0.025 

0.218 

0.022 

0.196 

0.017 

8.71 

Safe 

Chopra Ki Dhani 

0814000601826700 

0.10 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.14 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.023 

0.002 

0.021 

0.303 

1,475.75 

Over Exploited 

Chosli 

0814000701850900 

0.10 

0.34 

- 

0.34 

- 

0.34 

0.04 

0.31 

0.05 

0.0100 

- 

- 

- 

0.010 

0.056 

0.397 

0.040 

0.358 

0.335 

93.75 

Critical 

Chua 

0814000701849200 

0.10 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.001 

0.007 

0.007 

94.03 

Critical 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

383.85 

Over Exploited 

Chui 

0814000701850600 

0.10 

0.26 

- 

0.26 

- 

0.26 

0.04 

0.32 

0.03 

0.0100 

- 

- 

- 

0.010 

0.044 

0.302 

0.030 

0.272 

0.199 

73.12 

Semi Critical 



0.10 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.004 

0.034 

0.003 

0.031 

0.035 

112.03 

Over Exploited 

Churiyas 

0814000701852500 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.16 

- 

0.16 

- 

0.16 

0.04 

0.32 

0.02 

- 

- 

- 

- 

- 

0.021 

0.183 

0.018 

0.165 

0.067 

40.54 

Safe 



0.10 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.002 

0.017 

0.002 

0.016 

0.006 

36.93 

Safe 

Dabariyani Kalan 

0814000601837700 

0.15 

0.39 

- 

0.39 

- 

0.39 

0.03 

0.24 

0.05 

- 

- 

- 

- 

- 

0.048 

0.434 

0.043 

0.390 

0.005 

1.19 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.003 

0.030 

0.003 

0.027 

0.001 

4.51 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dabriyani Khurd 

0814000601832300 

0.15 

0.12 

- 

0.12 

- 

0.12 

0.05 

0.42 

0.02 

- 

- 

- 

- 

- 

0.015 

0.137 

0.014 

0.123 

0.001 

0.67 

Safe 

Dadhwara 

0814000601827000 

0.10 

0.67 

- 

0.67 

0.04 

0.71 

0.04 

0.42 

0.08 

0.1100 

- 

- 

- 

0.110 

0.186 

0.899 

0.090 

0.810 

3.032 

374.52 

Over Exploited 

Dadhwari 

0814000601827100 

0.10 

0.69 

- 

0.69 

0.02 

0.71 

0.03 

0.34 

0.08 

0.0500 

- 

- 

- 

0.050 

0.128 

0.839 

0.084 

0.755 

1.412 

186.99 

Over Exploited 

Dagra 

0814000701848900 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Daron Ki Dhani 

0814000601838100 

0.15 

0.13 

- 

0.13 

- 

0.13 

0.04 

0.31 

0.02 

- 

- 

- 

- 

- 

0.017 

0.150 

0.015 

0.135 

0.029 

21.71 

Safe 



0.15 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.002 

0.021 

0.002 

0.019 

0.022 

116.58 

Over Exploited 

Datani 

0814000601832100 

0.15 

0.10 

- 

0.10 

- 

0.10 

0.02 

0.16 

0.01 

- 

- 

- 

- 

- 

0.012 

0.114 

0.011 

0.102 

0.002 

1.78 

Safe 

Deola Kalan 

0814000701856000 

0.10 

0.16 

- 

0.16 

- 

0.16 

0.05 

0.40 

0.02 

- 

- 

- 

- 

- 

0.021 

0.186 

0.019 

0.167 

0.015 

9.15 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.001 

- 

Safe 

Deola Mada 

0814000701855700 

0.10 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.19 

0.00 

- 

- 

- 

- 

- 

0.004 

0.037 

0.004 

0.033 

0.007 

19.81 

Safe 



0.10 

0.05 

- 

0.05 

- 

0.05 

0.03 

0.24 

0.01 

- 

- 

- 

- 

- 

0.007 

0.060 

0.006 

0.054 

0.008 

15.52 

Safe 

Deshwal 

0814000601827500 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.166 

1,427.80 

Over Exploited 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.139 

1,254.37 

Over Exploited 

Dewas 

0814000601832400 

0.15 

0.26 

- 

0.26 

- 

0.26 

0.05 

0.42 

0.03 

- 

- 

- 

- 

- 

0.033 

0.298 

0.030 

0.268 

0.002 

0.66 

Safe 

Dhadhlas Jalap 

0814000601838700 

0.20 

0.06 

(93.22) 

0.05 

- 

0.05 

0.02 

0.20 

0.01 

- 

- 

- 

- 

- 

0.007 

0.053 

0.003 

0.050 

0.007 

13.39 

Safe 

Dhadhlas Uda 

0814000601838600 

0.20 

0.85 

- 

0.85 

- 

0.85 

0.05 

0.42 

0.10 

- 

- 

- 

- 

- 

0.105 

0.951 

0.095 

0.856 

0.047 

5.52 

Safe 

Dhamniya 

0814000601844000 

0.20 

0.12 

- 

0.12 

- 

0.12 

0.02 

0.18 

0.01 

0.0100 

- 

- 

- 

0.010 

0.025 

0.141 

0.014 

0.127 

0.164 

128.89 

Over Exploited 



0.20 

0.20 

- 

0.20 

- 

0.20 

0.03 

0.24 

0.02 

- 

- 

- 

- 

- 

0.025 

0.221 

0.022 

0.199 

0.151 

76.00 

Semi Critical 

Dhawa 

0814000401816900 

0.08 

0.46 

- 

0.46 

0.01 

0.47 

0.03 

0.26 

0.05 

0.0400 

- 

- 

- 

0.040 

0.093 

0.560 

0.056 

0.504 

1.059 

210.05 

Over Exploited 


0814000601827600 

0.15 

0.04 

- 

0.04 

0.01 

0.05 

0.01 

0.06 

0.00 

0.0300 

- 

- 

- 

0.030 

0.034 

0.082 

0.008 

0.073 

0.745 

1,014.86 

Over Exploited 



0.10 

0.03 

- 

0.03 

0.01 

0.04 

0.01 

0.07 

0.00 

0.0400 

- 

- 

- 

0.040 

0.044 

0.084 

0.008 

0.076 

0.992 

1,312.53 

Over Exploited 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.01 

- 

0.01 

0.01 

0.02 

0.01 

0.05 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.046 

0.005 

0.041 

0.463 

1,119.23 

Over Exploited 

Dholerao Kalan 

0814000601838800 

0.20 

0.04 

(81.88) 

0.03 

- 

0.03 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.005 

0.038 

0.002 

0.036 

0.010 

29.01 

Safe 

Doodhras 

0814000701846600 

0.10 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.15 

0.00 

- 

- 

- 

- 

- 

0.004 

0.032 

0.003 

0.029 

0.007 

24.89 

Safe 

Dookiyasar 

0814000701850400 

0.10 

0.24 

(96.23) 

0.19 

- 

0.19 

0.05 

0.42 

0.03 

- 

- 

- 

- 

- 

0.032 

0.223 

0.011 

0.212 

0.021 

10.00 

Safe 

Doongras 

0814000701855600 

0.10 

0.00 

308.05 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.001 

97.44 

Critical 



0.10 

0.09 

(44.22) 

0.07 

- 

0.07 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.011 

0.081 

0.004 

0.076 

0.036 

47.62 

Safe 

Dotolai 

0814000601838400 

0.20 

0.47 

- 

0.47 

- 

0.47 

0.05 

0.42 

0.06 

- 

- 

- 

- 

- 

0.060 

0.534 

0.053 

0.481 

0.027 

5.53 

Safe 

Dugor Achla 

0814000701848000 

0.10 

0.18 

- 

0.18 

- 

0.18 

0.04 

0.31 

0.02 

- 

- 

- 

- 

- 

0.024 

0.202 

0.020 

0.182 

0.115 

63.25 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.001 

0.005 

0.003 

75.46 

Semi Critical 

Dugorchiknas 

0814000701848400 

0.10 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.009 

0.003 

37.19 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Gagra 

0814000601827300 

9.493 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

9.493 

-0.94 

0.040 

0.48 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.93 

0.004 

0.38 

0.51 


Gaimaliyawas 

0814000701851400 

4.846 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.020 

-0.27 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.013 

0.31 

0.45 







Non-command 

Tertiary Sandstone 

0.696 

-0.27 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.002 

0.05 

0.08 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.130 

-0.27 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Gundisar 

0814000701853700 

16.687 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.221 

-0.12 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.014 

0.09 

0.14 





Saline 

Non-command 

Non-command 

Older Alluvium 

11.994 

-0.12 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.040 

0.27 

0.39 


Gunsali 

0814000701849900 

11.076 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.717 

-0.02 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.02 

0.04 





Saline 

Non-command 

Non-command 

Older Alluvium 

7.531 

-0.02 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.025 

0.25 

0.37 


Habchar 

0814000701850300 

12.820 

Saline 

Non-command 

Non-command 

Older Alluvium 

12.820 

0.05 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.00 

0.042 

0.37 

0.54 


Himmat Nagar 

0814000701854600 

15.812 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.248 

-0.23 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Igyasani 

0814000701847500 

9.061 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.333 

-0.78 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.011 

0.14 

0.20 







Non-command 

Tertiary Sandstone 

5.729 

-0.78 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.019 

0.24 

0.35 


Jalsoo Kalan 

0814000701853400 

11.175 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.553 

-0.25 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.05 

0.08 





Saline 

Non-command 

Non-command 

Older Alluvium 

4.118 

-0.25 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.014 

0.14 

0.20 


Jalsoo Khurd 

0814000701853500 

10.500 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.284 

-0.13 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.018 

0.19 

0.27 





Saline 

Non-command 

Non-command 

Older Alluvium 

5.089 

-0.13 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.017 

0.18 

0.26 


Jalsoo Nanak 

0814000701853300 

16.639 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.647 

-0.20 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.019 

0.13 

0.18 


Jalwana 

0814000601843900 

13.765 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.055 

-0.14 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.038 

0.25 

0.38 





Saline 

Non-command 

Non-command 

Older Alluvium 

4.710 

-0.14 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.020 

0.13 

0.20 


Jaoli 

0814000601837800 

5.875 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.154 

-0.69 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.14 

0.20 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.721 

-0.69 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.24 

0.35 


Jaroda Charna 

0814000601830800 

3.278 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.055 

-1.28 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.12 

0.17 







Non-command 

Tertiary Sandstone 

2.223 

-1.28 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.001 

0.26 

0.36 


Jaroda Gujran 

0814000601831100 

2.677 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.187 

-1.25 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.17 

0.24 


Jaroda Kalan 

0814000601830900 

6.883 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.327 

-1.29 

0.100 

0.95 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

3.80 

0.002 

0.35 

0.50 







Non-command 

Tertiary Sandstone 

0.546 

-1.29 

0.060 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.000 

0.03 

0.04 


Jaroda Khurd 

0814000601831000 

2.579 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.300 

-1.26 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.19 

0.27 


Jesas Akheraj 

0814000601831300 

7.557 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.024 

-0.99 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jhagarwas 

0814000701854300 

4.957 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.182 

-0.26 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.013 

0.01 

0.02 


Jodhras 

0814000701852700 

4.116 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.897 

-0.14 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.010 

0.26 

0.38 







Non-command 

Tertiary Sandstone 

1.219 

-0.14 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.11 

0.16 


Jorawarpura 

0814000601832000 

5.674 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.538 

-0.80 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.23 

0.34 







Non-command 

Tertiary Sandstone 

2.136 

-0.80 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.14 

0.21 


Kanwal 

0814000701849800 

8.950 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.386 

0.00 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.011 

0.14 

0.21 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.958 

0.00 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.013 

0.17 

0.24 


Karasora 

0814000701846800 

3.942 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.663 

-0.35 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.002 

0.06 

0.09 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

1.092 

-0.35 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.004 

0.10 

0.15 


Kartasar 

0814000701853000 

2.782 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.782 

0.19 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.24 

0.009 

0.37 

0.54 


Keriya Rawan 

0814000701856300 

7.574 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.561 

-0.15 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.015 

0.23 

0.34 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.013 

-0.15 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.010 

0.15 

0.22 


Khanpura 

0814000701858900 

2.019 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.961 

-0.07 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.18 

0.30 


Khariya Kalan 

0814000701847800 

8.425 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

8.425 

-0.68 

0.060 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.028 

0.37 

0.55 


Khariya Khurd 

0814000701847700 

4.022 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

1.707 

-0.80 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.16 

0.23 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

2.315 

-0.80 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.008 

0.22 

0.32 


Khatolai 

0814000701852800 

5.411 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.411 

0.48 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.15 

0.02 

0.018 

0.37 

0.54 


Khera Kishanpura 

0814000601843800 

5.228 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.656 

-0.05 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.020 

0.34 

0.53 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.245 

-0.05 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.03 


Kheri Champa 

0814000701856200 

4.753 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.512 

-0.16 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.015 

0.36 

0.54 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.241 

-0.16 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.03 


Kherwa 

0814000701848500 

4.225 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

2.298 

-0.56 

0.060 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.008 

0.20 

0.30 


Khindas 

0814000701852900 

4.168 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.168 

0.35 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.00 

0.014 

0.37 

0.54 


Khivtana 

0814000701849100 

25.173 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.557 

-0.55 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.005 

0.02 

0.03 


Khiyas 

0814000701846700 

7.543 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

2.713 

-0.42 

0.060 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.009 

0.13 

0.20 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

1.977 

-0.42 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.007 

0.10 

0.14 


Khuri Kalan 

0814000701851700 

20.019 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

12.915 

-0.70 

0.060 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.043 

0.24 

0.35 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

7.104 

-0.70 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.024 

0.13 

0.19 


Khuri Khurd 

0814000701851600 

5.894 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

5.894 

-0.74 

0.060 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.020 

0.37 

0.54 


Kumpras 

0814000601828500 

14.515 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

1.022 

0.21 

0.060 

0.05 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.20 

0.000 

0.03 

0.03 







Non-command 

Vindhyan Sandstone 

1.122 

0.21 

0.040 

0.05 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.19 

0.000 

0.03 

0.04 


Kutiyasani Khurd 

0814000701850100 

6.702 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.769 

-0.07 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.04 

0.06 


Lanchh Ki Dhani 

0814000601826000 

5.772 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

0.011 

-0.07 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Langor 

0814000701854400 

4.638 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.121 

-0.37 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Maidand Kalan 

0814000601831900 

6.514 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.263 

-0.93 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.19 

0.27 







Non-command 

Tertiary Sandstone 

3.252 

-0.93 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.19 

0.27 


Maidand Khurd 

0814000601831800 

1.913 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.913 

-1.17 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.38 

0.55 


Mandal Deva 

0814000701859200 

6.564 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.142 

-0.13 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.007 

0.12 

0.19 


Manjhee 

0814000701850200 

16.278 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.943 

-0.08 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.020 

0.14 

0.20 





Saline 

Non-command 

Non-command 

Older Alluvium 

8.056 

-0.08 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.027 

0.18 

0.27 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Gagra 

0814000601827300 

0.10 

0.36 

- 

0.36 

0.02 

0.38 

0.04 

0.42 

0.04 

0.0700 

- 

- 

- 

0.070 

0.111 

0.490 

0.049 

0.441 

1.929 

437.16 

Over Exploited 

Gaimaliyawas 

0814000701851400 

0.10 

0.12 

- 

0.12 

- 

0.12 

0.04 

0.35 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.151 

0.015 

0.136 

0.265 

195.07 

Over Exploited 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.050 

1,319.77 

Over Exploited 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gundisar 

0814000701853700 

0.10 

0.04 

- 

0.04 

- 

0.04 

0.01 

0.11 

0.01 

- 

- 

- 

- 

- 

0.005 

0.045 

0.005 

0.041 

0.014 

34.38 

Safe 



0.10 

0.32 

- 

0.32 

- 

0.32 

0.04 

0.30 

0.04 

- 

- 

- 

- 

- 

0.043 

0.365 

0.036 

0.328 

0.064 

19.41 

Safe 

Gunsali 

0814000701849900 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.002 

134.33 

Over Exploited 



0.10 

0.19 

- 

0.19 

- 

0.19 

0.03 

0.29 

0.03 

- 

- 

- 

- 

- 

0.026 

0.217 

0.022 

0.195 

0.025 

12.79 

Safe 

Habchar 

0814000701850300 

0.10 

0.48 

(90.55) 

0.38 

- 

0.38 

0.05 

0.42 

0.06 

- 

- 

- 

- 

- 

0.064 

0.447 

0.022 

0.424 

0.042 

10.00 

Safe 

Himmat Nagar 

0814000701854600 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Igyasani 

0814000701847500 

0.10 

0.05 

- 

0.05 

- 

0.05 

0.02 

0.16 

0.01 

- 

- 

- 

- 

- 

0.006 

0.052 

0.005 

0.047 

0.011 

23.69 

Safe 



0.10 

0.14 

- 

0.14 

- 

0.14 

0.03 

0.27 

0.02 

- 

- 

- 

- 

- 

0.017 

0.153 

0.015 

0.138 

0.019 

13.78 

Safe 

Jalsoo Kalan 

0814000701853400 

0.10 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.001 

0.008 

0.005 

62.58 

Safe 



0.10 

0.06 

- 

0.06 

- 

0.06 

0.02 

0.16 

0.01 

- 

- 

- 

- 

- 

0.008 

0.064 

0.006 

0.058 

0.038 

65.12 

Safe 

Jalsoo Khurd 

0814000701853500 

0.10 

0.10 

- 

0.10 

- 

0.10 

0.03 

0.21 

0.01 

- 

- 

- 

- 

- 

0.013 

0.113 

0.011 

0.101 

0.102 

100.21 

Over Exploited 



0.10 

0.09 

- 

0.09 

- 

0.09 

0.02 

0.21 

0.01 

- 

- 

- 

- 

- 

0.012 

0.104 

0.010 

0.094 

0.041 

43.49 

Safe 

Jalsoo Nanak 

0814000701853300 

0.10 

0.07 

- 

0.07 

- 

0.07 

0.02 

0.14 

0.01 

- 

- 

- 

- 

- 

0.010 

0.081 

0.008 

0.073 

0.043 

58.50 

Safe 

Jalwana 

0814000601843900 

0.20 

0.45 

- 

0.45 

- 

0.45 

0.03 

0.28 

0.06 

- 

- 

- 

- 

- 

0.057 

0.506 

0.051 

0.456 

0.038 

8.38 

Safe 



0.20 

0.12 

- 

0.12 

- 

0.12 

0.02 

0.15 

0.02 

- 

- 

- 

- 

- 

0.015 

0.137 

0.014 

0.123 

0.020 

16.11 

Safe 

Jaoli 

0814000601837800 

0.15 

0.04 

- 

0.04 

- 

0.04 

0.02 

0.15 

0.01 

- 

- 

- 

- 

- 

0.006 

0.050 

0.005 

0.045 

0.001 

1.81 

Safe 



0.15 

0.13 

- 

0.13 

- 

0.13 

0.03 

0.27 

0.02 

- 

- 

- 

- 

- 

0.017 

0.149 

0.015 

0.134 

0.001 

1.05 

Safe 

Jaroda Charna 

0814000601830800 

0.15 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.14 

0.00 

- 

- 

- 

- 

- 

0.002 

0.022 

0.002 

0.019 

0.000 

2.06 

Safe 



0.10 

0.06 

- 

0.06 

- 

0.06 

0.03 

0.29 

0.01 

- 

- 

- 

- 

- 

0.007 

0.064 

0.006 

0.058 

0.034 

58.84 

Safe 

Jaroda Gujran 

0814000601831100 

0.15 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.19 

0.00 

- 

- 

- 

- 

- 

0.004 

0.033 

0.003 

0.030 

0.000 

1.49 

Safe 

Jaroda Kalan 

0814000601830900 

0.15 

0.33 

- 

0.33 

0.05 

0.38 

0.04 

0.39 

0.04 

0.1400 

- 

- 

- 

0.140 

0.179 

0.560 

0.056 

0.504 

3.797 

753.47 

Over Exploited 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.396 

3,719.91 

Over Exploited 

Jaroda Khurd 

0814000601831000 

0.15 

0.04 

- 

0.04 

- 

0.04 

0.02 

0.21 

0.00 

- 

- 

- 

- 

- 

0.004 

0.042 

0.004 

0.038 

0.000 

1.31 

Safe 

Jesas Akheraj 

0814000601831300 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jhagarwas 

0814000701854300 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.013 

5,131.15 

Over Exploited 

Jodhras 

0814000701852700 

0.10 

0.08 

- 

0.08 

- 

0.08 

0.03 

0.30 

0.01 

- 

- 

- 

- 

- 

0.010 

0.086 

0.009 

0.078 

0.010 

12.36 

Safe 



0.10 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.13 

0.00 

- 

- 

- 

- 

- 

0.002 

0.015 

0.002 

0.014 

0.004 

29.36 

Safe 

Jorawarpura 

0814000601832000 

0.15 

0.12 

- 

0.12 

- 

0.12 

0.03 

0.26 

0.02 

- 

- 

- 

- 

- 

0.016 

0.140 

0.014 

0.126 

0.001 

1.07 

Safe 



0.10 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.16 

0.00 

- 

- 

- 

- 

- 

0.004 

0.034 

0.003 

0.031 

0.001 

2.65 

Safe 

Kanwal 

0814000701849800 

0.10 

0.05 

(99.58) 

0.04 

- 

0.04 

0.02 

0.16 

0.01 

- 

- 

- 

- 

- 

0.006 

0.045 

0.002 

0.042 

0.011 

26.45 

Safe 



0.10 

0.07 

(99.54) 

0.05 

- 

0.05 

0.02 

0.19 

0.01 

- 

- 

- 

- 

- 

0.009 

0.061 

0.003 

0.058 

0.013 

22.63 

Safe 

Karasora 

0814000701846800 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.015 

0.001 

0.013 

0.146 

1,103.91 

Over Exploited 



0.10 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.001 

0.013 

0.001 

0.012 

0.100 

865.83 

Over Exploited 

Kartasar 

0814000701853000 

0.10 

0.10 

(32.72) 

0.08 

- 

0.08 

0.05 

0.42 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.107 

0.005 

0.102 

0.249 

245.23 

Over Exploited 

Keriya Rawan 

0814000701856300 

0.10 

0.10 

- 

0.10 

- 

0.10 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.013 

0.117 

0.012 

0.105 

0.057 

54.46 

Safe 



0.10 

0.05 

- 

0.05 

- 

0.05 

0.02 

0.17 

0.01 

- 

- 

- 

- 

- 

0.006 

0.051 

0.005 

0.046 

0.010 

21.81 

Safe 

Khanpura 

0814000701858900 

0.10 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.20 

0.00 

- 

- 

- 

- 

- 

0.002 

0.020 

0.002 

0.018 

0.003 

18.08 

Safe 

Khariya Kalan 

0814000701847800 

0.10 

0.31 

- 

0.31 

- 

0.31 

0.05 

0.42 

0.04 

0.0100 

- 

- 

- 

0.010 

0.051 

0.366 

0.037 

0.329 

0.196 

59.48 

Safe 

Khariya Khurd 

0814000701847700 

0.10 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.18 

0.00 

- 

- 

- 

- 

- 

0.004 

0.031 

0.003 

0.028 

0.006 

20.53 

Safe 



0.10 

0.05 

- 

0.05 

- 

0.05 

0.03 

0.24 

0.01 

- 

- 

- 

- 

- 

0.006 

0.056 

0.006 

0.051 

0.008 

15.14 

Safe 

Khatolai 

0814000701852800 

0.10 

0.20 

(26.42) 

0.16 

- 

0.16 

0.05 

0.42 

0.03 

- 

- 

- 

- 

- 

0.027 

0.189 

0.009 

0.179 

0.042 

23.40 

Safe 

Khera Kishanpura 

0814000601843800 

0.20 

0.31 

- 

0.31 

- 

0.31 

0.04 

0.38 

0.04 

- 

- 

- 

- 

- 

0.038 

0.353 

0.035 

0.318 

0.020 

6.18 

Safe 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

117.66 

Over Exploited 

Kheri Champa 

0814000701856200 

0.10 

0.16 

- 

0.16 

- 

0.16 

0.05 

0.40 

0.02 

- 

- 

- 

- 

- 

0.021 

0.182 

0.018 

0.164 

0.015 

9.14 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.001 

- 

Safe 

Kherwa 

0814000701848500 

0.10 

0.05 

- 

0.05 

- 

0.05 

0.03 

0.23 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.063 

0.006 

0.057 

0.296 

522.35 

Over Exploited 

Khindas 

0814000701852900 

0.10 

0.16 

(47.69) 

0.12 

- 

0.12 

0.05 

0.42 

0.02 

- 

- 

- 

- 

- 

0.021 

0.145 

0.007 

0.138 

0.014 

10.00 

Safe 

Khivtana 

0814000701849100 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.047 

1,286.28 

Over Exploited 

Khiyas 

0814000701846700 

0.10 

0.04 

- 

0.04 

- 

0.04 

0.02 

0.15 

0.00 

0.0100 

- 

- 

- 

0.010 

0.015 

0.051 

0.005 

0.046 

0.390 

845.51 

Over Exploited 



0.10 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.11 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.032 

0.003 

0.029 

0.151 

524.28 

Over Exploited 

Khuri Kalan 

0814000701851700 

0.10 

0.31 

- 

0.31 

- 

0.31 

0.03 

0.27 

0.04 

0.0100 

- 

- 

- 

0.010 

0.051 

0.362 

0.036 

0.326 

0.226 

69.21 

Safe 



0.10 

0.09 

- 

0.09 

- 

0.09 

0.02 

0.15 

0.01 

- 

- 

- 

- 

- 

0.012 

0.107 

0.011 

0.096 

0.072 

74.54 

Semi Critical 

Khuri Khurd 

0814000701851600 

0.10 

0.22 

- 

0.22 

- 

0.22 

0.05 

0.42 

0.03 

0.0100 

- 

- 

- 

0.010 

0.039 

0.259 

0.026 

0.233 

0.335 

143.30 

Over Exploited 

Kumpras 

0814000601828500 

0.10 

0.00 

1,670.04 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.198 

1,537.94 

Over Exploited 



0.10 

0.00 

1,291.70 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.014 

0.193 

1,423.19 

Over Exploited 

Kutiyasani Khurd 

0814000701850100 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.003 

0.003 

75.78 

Semi Critical 

Lanchh Ki Dhani 

0814000601826000 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Langor 

0814000701854400 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Maidand Kalan 

0814000601831900 

0.15 

0.09 

- 

0.09 

- 

0.09 

0.02 

0.21 

0.01 

- 

- 

- 

- 

- 

0.011 

0.103 

0.010 

0.093 

0.001 

1.33 

Safe 



0.10 

0.06 

- 

0.06 

- 

0.06 

0.02 

0.21 

0.01 

- 

- 

- 

- 

- 

0.008 

0.068 

0.007 

0.062 

0.001 

2.00 

Safe 

Maidand Khurd 

0814000601831800 

0.15 

0.11 

- 

0.11 

- 

0.11 

0.05 

0.42 

0.01 

- 

- 

- 

- 

- 

0.013 

0.121 

0.012 

0.109 

0.001 

0.67 

Safe 

Mandal Deva 

0814000701859200 

0.10 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.14 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.040 

0.004 

0.036 

0.343 

958.81 

Over Exploited 

Manjhee 

0814000701850200 

0.10 

0.08 

- 

0.08 

- 

0.08 

0.02 

0.15 

0.01 

- 

- 

- 

- 

- 

0.011 

0.092 

0.009 

0.083 

0.020 

23.82 

Safe 



0.10 

0.15 

- 

0.15 

- 

0.15 

0.02 

0.21 

0.02 

- 

- 

- 

- 

- 

0.020 

0.169 

0.017 

0.152 

0.027 

17.57 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Megadand 

081400060183750C 

4.743 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.804 

-0.45 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.30 

0.46 


Meora 

0814000701858300 

32.611 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.592 

-0.09 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.009 

0.03 

0.05 


Merta City (M) 

0814000641407000 

84.472 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.214 

0.39 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.03 

0.061 

0.01 

0.01 







Non-command 

Tertiary Sandstone 

0.607 

0.39 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.031 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.010 

0.39 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Tertiary Sandstone 

0.005 

0.39 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Miyasar 

0814000701850500 

6.997 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.754 

-0.17 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.019 

0.31 

0.45 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.189 

-0.17 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.06 

0.09 


Mogas 

0814000701851500 

5.203 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.454 

-0.24 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.008 

0.18 

0.26 







Non-command 

Tertiary Sandstone 

1.239 

-0.24 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.09 

0.13 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.510 

-0.24 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.005 

0.11 

0.16 


Morra 

0814000601838500 

15.091 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.058 

-0.12 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.055 

0.33 

0.50 


Motoos 

0814000601831700 

16.150 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.998 

-0.93 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 







Non-command 

Tertiary Sandstone 

6.530 

-0.93 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.15 

0.22 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

5.809 

-0.93 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.13 

0.20 


Nathawara 

0814000701858000 

9.142 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.765 

-0.14 

0.080 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.029 

0.36 

0.57 


Nathawari 

0814000701858100 

7.862 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.175 

-0.13 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.024 

0.35 

0.56 


Nenas 

0814000701847900 

4.901 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.625 

-0.62 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.05 

0.07 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

4.275 

-0.62 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.014 

0.33 

0.48 


Nimbola Kalan 

0814000701852200 

4.512 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.929 

-0.10 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.08 

0.11 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.583 

-0.10 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.012 

0.30 

0.44 


Nimbola Khurd 

0814000701852100 

4.664 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.981 

-0.38 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.08 

0.12 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.683 

-0.38 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.012 

0.30 

0.44 


Nimbola Purihita ch 

0814000701852300 

4.245 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.128 

-0.26 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.014 

0.36 

0.53 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.117 

-0.26 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Nokha Chandawata 

0814000601826900 

37.484 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

10.663 

-1.37 

0.040 

0.54 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.15 

0.004 

0.10 

0.13 


Noond 

0814000701853800 

15.744 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.329 

-0.15 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.03 

0.05 





Saline 

Non-command 

Non-command 

Older Alluvium 

13.510 

-0.15 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.045 

0.32 

0.46 


Oladan 

0814000601827400 

31.515 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

5.089 

-1.12 

0.060 

0.22 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.86 

0.002 

0.06 

0.08 







Non-command 

Vindhyan Sandstone 

24.665 

-1.12 

0.040 

0.86 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

3.41 

0.009 

0.29 

0.41 


Paliyas 

0814000701857900 

26.305 

Fresh 

Non-command 

Non-command 

Older Alluvium 

17.713 

-0.15 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.059 

0.25 

0.38 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.675 

-0.15 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.01 


Palri Kalan 

0814000701859000 

24.842 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.058 

-0.07 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.033 

0.15 

0.24 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.423 

-0.07 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.008 

0.04 

0.06 


Panchkuta Ki Dhani 

0814000601838200 

9.362 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.099 

-0.63 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

9.263 

-0.63 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.004 

0.37 

0.55 


Pandwala 

0814000701852600 

9.721 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.232 

-0.48 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.05 

0.07 







Non-command 

Tertiary Sandstone 

5.169 

-0.48 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.017 

0.20 

0.29 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.602 

-0.48 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.06 

0.09 







Non-command 

Tertiary Sandstone 

1.717 

-0.48 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.006 

0.07 

0.10 


Pharaspura 

0814000601837300 

6.452 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.328 

-0.27 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.018 

0.25 

0.38 


Polas Vishnoiyan 

0814000701851900 

10.404 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.336 

-0.64 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.014 

0.16 

0.23 







Non-command 

Tertiary Sandstone 

0.916 

-0.64 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.03 

0.05 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.589 

-0.64 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.005 

0.06 

0.08 







Non-command 

Tertiary Sandstone 

3.563 

-0.64 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.012 

0.13 

0.19 


Poonas 

0814000701847100 

5.367 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

2.227 

-0.38 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.007 

0.16 

0.23 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

0.971 

-0.38 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.003 

0.07 

0.10 


Poonjiyas 

0814000601830700 

28.918 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

1.531 

-1.08 

0.060 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.001 

0.02 

0.03 


Puniyas 

0814000701856400 

5.996 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.781 

-0.17 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.11 

0.17 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.875 

-0.17 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.013 

0.24 

0.36 


Rajod 

0814000701847400 

25.243 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

18.574 

-0.71 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.062 

0.28 

0.41 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

0.202 

-0.71 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 


Ranas 

0814000701855900 

3.635 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.153 

0.00 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.007 

0.22 

0.33 


Ren 

0814000601838300 

45.900 

Fresh 

Non-command 

Non-command 

Older Alluvium 

24.573 

-0.66 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.009 

0.20 

0.30 





Saline 

Non-command 

Non-command 

Older Alluvium 

21.327 

-0.66 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.008 

0.17 

0.26 


Rewat 

0814000701853600 

15.624 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.050 

-0.25 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.013 

0.10 

0.14 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.189 

-0.25 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 


Roon 

0814000401816600 

62.459 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

6.594 

-1.12 

0.030 

0.39 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.54 

0.000 

0.04 

0.05 


Sandas 

0814000701855500 

6.132 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.022 

0.40 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.04 

0.007 

0.12 

0.18 





Saline 

Non-command 

Non-command 

Older Alluvium 

4.110 

0.40 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.10 

0.02 

0.014 

0.25 

0.37 


Sanjoo 

0814000701849000 

19.619 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.275 

-0.59 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.001 

0.01 

0.01 


Sanwaliyawas 

0814000701847300 

2.040 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.679 

-0.38 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.12 

0.18 


Sarsanda 

0814000701855400 

7.728 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.862 

0.43 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.003 

0.04 

0.06 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.066 

0.43 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Shivrampura 

0814000601828000 

2.394 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.005 

-1.28 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Tertiary Sandstone 

1.177 

-1.28 

0.060 

0.28 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.12 

0.000 

0.19 

0.26 


Siradhana 

0814000601827200 

1.580 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.580 

-1.21 

0.040 

0.24 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.96 

0.001 

0.37 

0.50 


Sirasana 

0814000701856100 

20.135 

Fresh 

Non-command 

Non-command 

Older Alluvium 

18.732 

-0.18 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.062 

0.35 

0.52 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Megadand 

0814000601837500 

0.15 

0.17 

- 

0.17 

- 

0.17 

0.04 

0.34 

0.02 

- 

- 

- 

- 

- 

0.021 

0.194 

0.019 

0.174 

0.001 

0.83 

Safe 

Meora 

0814000701858300 

0.10 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.001 

0.008 

0.009 

108.04 

Over Exploited 

Merta City (M) 

0814000641407000 

0.15 

0.00 

5,423.02 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.089 

7,193.49 

Over Exploited 



0.10 

0.00 

10,258.60 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.031 

14,811.63 

Over Exploited 



0.15 

0.00 

466,434.85 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.00 

916,221.18 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Miyasar 

0814000701850500 

0.10 

0.18 

- 

0.18 

- 

0.18 

0.04 

0.35 

0.02 

- 

- 

- 

- 

- 

0.024 

0.200 

0.020 

0.180 

0.019 

10.58 

Safe 



0.10 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.001 

0.008 

0.004 

51.19 

Safe 

Mogas 

0814000701851500 

0.10 

0.04 

- 

0.04 

- 

0.04 

0.02 

0.20 

0.01 

- 

- 

- 

- 

- 

0.006 

0.049 

0.005 

0.044 

0.050 

113.74 

Over Exploited 



0.10 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.001 

0.012 

0.001 

0.011 

0.004 

36.52 

Safe 



0.10 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.002 

0.019 

0.002 

0.017 

0.029 

173.73 

Over Exploited 

Morra 

0814000601838500 

0.20 

0.85 

- 

0.85 

- 

0.85 

0.04 

0.37 

0.11 

- 

- 

- 

- 

- 

0.105 

0.957 

0.096 

0.861 

0.055 

6.39 

Safe 

Motoos 

0814000601831700 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.000 

10.78 

Safe 



0.10 

0.10 

- 

0.10 

- 

0.10 

0.02 

0.17 

0.01 

- 

- 

- 

- 

- 

0.012 

0.111 

0.011 

0.100 

0.002 

2.47 

Safe 



0.10 

0.08 

- 

0.08 

- 

0.08 

0.02 

0.15 

0.01 

- 

- 

- 

- 

- 

0.010 

0.088 

0.009 

0.079 

0.002 

2.78 

Safe 

Nathawara 

0814000701858000 

0.10 

0.32 

- 

0.32 

0.01 

0.33 

0.05 

0.41 

0.04 

0.0200 

- 

- 

- 

0.020 

0.060 

0.388 

0.039 

0.349 

0.491 

140.61 

Over Exploited 

Nathawari 

0814000701858100 

0.10 

0.25 

- 

0.25 

- 

0.25 

0.04 

0.39 

0.03 

- 

- 

- 

- 

- 

0.030 

0.280 

0.028 

0.252 

0.024 

9.45 

Safe 

Nenas 

0814000701847900 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.002 

68.23 

Safe 



0.10 

0.14 

- 

0.14 

- 

0.14 

0.04 

0.37 

0.02 

- 

- 

- 

- 

- 

0.018 

0.158 

0.016 

0.142 

0.062 

43.80 

Safe 

Nimbola Kalan 

0814000701852200 

0.10 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.001 

0.007 

0.003 

42.23 

Safe 



0.10 

0.11 

- 

0.11 

- 

0.11 

0.04 

0.34 

0.01 

- 

- 

- 

- 

- 

0.014 

0.120 

0.012 

0.108 

0.060 

55.23 

Safe 

Nimbola Khurd 

0814000701852100 

0.10 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.001 

0.008 

0.003 

41.34 

Safe 



0.10 

0.11 

- 

0.11 

- 

0.11 

0.04 

0.33 

0.01 

- 

- 

- 

- 

- 

0.014 

0.123 

0.012 

0.111 

0.060 

54.34 

Safe 

Nimbola Purihita ch 

0814000701852300 

0.10 

0.15 

- 

0.15 

- 

0.15 

0.05 

0.41 

0.02 

- 

- 

- 

- 

- 

0.020 

0.170 

0.017 

0.153 

0.098 

63.91 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nokha Chandawata 

0814000601826900 

0.10 

0.11 

- 

0.11 

0.03 

0.14 

0.01 

0.12 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.222 

0.022 

0.199 

2.149 

1,077.70 

Over Exploited 

Noond 

0814000701853800 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.004 

0.004 

103.03 

Over Exploited 



0.10 

0.43 

- 

0.43 

- 

0.43 

0.04 

0.36 

0.06 

- 

- 

- 

- 

- 

0.058 

0.491 

0.049 

0.441 

0.117 

26.44 

Safe 

Oladan 

0814000601827400 

0.10 

0.03 

- 

0.03 

0.01 

0.04 

0.01 

0.07 

0.00 

0.0300 

- 

- 

- 

0.030 

0.034 

0.075 

0.007 

0.067 

0.860 

1,282.04 

Over Exploited 



0.10 

0.73 

- 

0.73 

0.04 

0.77 

0.03 

0.33 

0.08 

0.1300 

- 

- 

- 

0.130 

0.215 

0.981 

0.098 

0.883 

3.419 

387.20 

Over Exploited 

Paliyas 

0814000701857900 

0.10 

0.45 

- 

0.45 

- 

0.45 

0.03 

0.29 

0.06 

- 

- 

- 

- 

- 

0.058 

0.506 

0.051 

0.456 

0.101 

22.09 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

337.70 

Over Exploited 

Palri Kalan 

0814000701859000 

0.10 

0.15 

- 

0.15 

- 

0.15 

0.02 

0.17 

0.02 

0.0100 

- 

- 

- 

0.010 

0.029 

0.184 

0.018 

0.165 

0.285 

172.64 

Over Exploited 



0.10 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.009 

0.032 

353.28 

Over Exploited 

Panchkuta Ki Dhani 

0814000601838200 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.51 

- 

0.51 

- 

0.51 

0.05 

0.42 

0.07 

- 

- 

- 

- 

- 

0.067 

0.582 

0.058 

0.524 

0.136 

25.88 

Safe 

Pandwala 

0814000701852600 

0.10 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.001 

0.006 

0.004 

68.61 

Safe 



0.10 

0.10 

- 

0.10 

- 

0.10 

0.03 

0.23 

0.01 

- 

- 

- 

- 

- 

0.014 

0.116 

0.012 

0.105 

0.113 

108.06 

Over Exploited 



0.10 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.010 

0.005 

52.77 

Safe 



0.10 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.002 

0.013 

0.001 

0.012 

0.030 

257.01 

Over Exploited 

Pharaspura 

0814000601837300 

0.20 

0.22 

- 

0.22 

- 

0.22 

0.03 

0.28 

0.03 

- 

- 

- 

- 

- 

0.027 

0.246 

0.025 

0.221 

0.018 

8.25 

Safe 

Polas Vishnoiyan 

0814000701851900 

0.10 

0.07 

- 

0.07 

- 

0.07 

0.02 

0.18 

0.01 

- 

- 

- 

- 

- 

0.009 

0.076 

0.008 

0.069 

0.098 

143.09 

Over Exploited 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.003 

98.89 

Critical 



0.10 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.009 

0.029 

316.99 

Over Exploited 



0.10 

0.05 

- 

0.05 

- 

0.05 

0.02 

0.14 

0.01 

- 

- 

- 

- 

- 

0.006 

0.052 

0.005 

0.046 

0.060 

128.87 

Over Exploited 

Poonas 

0814000701847100 

0.10 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.18 

0.00 

- 

- 

- 

- 

- 

0.004 

0.039 

0.004 

0.035 

0.103 

294.45 

Over Exploited 



0.10 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.001 

0.007 

0.027 

407.47 

Over Exploited 

Poonjiyas 

0814000601830700 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.331 

2,736.66 

Over Exploited 

Puniyas 

0814000701856400 

0.10 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.13 

0.00 

- 

- 

- 

- 

- 

0.003 

0.022 

0.002 

0.020 

0.006 

29.21 

Safe 



0.10 

0.09 

- 

0.09 

- 

0.09 

0.03 

0.27 

0.01 

- 

- 

- 

- 

- 

0.012 

0.106 

0.011 

0.096 

0.037 

38.52 

Safe 

Rajod 

0814000701847400 

0.10 

0.51 

- 

0.51 

- 

0.51 

0.03 

0.31 

0.06 

- 

- 

- 

- 

- 

0.065 

0.577 

0.058 

0.519 

0.062 

11.85 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Ranas 

0814000701855900 

0.10 

0.05 

- 

0.05 

- 

0.05 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.006 

0.054 

0.005 

0.049 

0.007 

14.66 

Safe 

Ren 

0814000601838300 

0.15 

0.74 

- 

0.74 

- 

0.74 

0.03 

0.23 

0.09 

- 

- 

- 

- 

- 

0.094 

0.834 

0.083 

0.751 

0.009 

1.24 

Safe 



0.15 

0.56 

- 

0.56 

- 

0.56 

0.02 

0.20 

0.07 

- 

- 

- 

- 

- 

0.071 

0.629 

0.063 

0.566 

0.008 

1.43 

Safe 

Rewat 

0814000701853600 

0.10 

0.04 

- 

0.04 

- 

0.04 

0.01 

0.11 

0.01 

- 

- 

- 

- 

- 

0.005 

0.044 

0.004 

0.040 

0.013 

33.55 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Roon 

0814000401816600 

0.08 

0.02 

- 

0.02 

0.02 

0.04 

0.00 

0.04 

0.00 

0.0600 

- 

- 

- 

0.060 

0.062 

0.103 

0.010 

0.092 

1.543 

1,670.65 

Over Exploited 

Sandas 

0814000701855500 

0.10 

0.02 

105.86 

0.03 

- 

0.03 

0.02 

0.14 

0.00 

- 

- 

- 

- 

- 

0.003 

0.033 

0.002 

0.032 

0.049 

154.36 

Over Exploited 



0.10 

0.10 

(5.56) 

0.10 

- 

0.10 

0.03 

0.28 

0.01 

- 

- 

- 

- 

- 

0.014 

0.111 

0.006 

0.105 

0.038 

35.72 

Safe 

Sanjoo 

0814000701849000 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.043 

29,228.46 

Over Exploited 

Sanwaliyawas 

0814000701847300 

0.10 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.14 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.009 

0.002 

26.25 

Safe 

Sarsanda 

0814000701855400 

0.10 

0.00 

464.73 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.005 

0.003 

62.75 

Safe 



0.10 

0.00 

7,478.45 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Shivrampura 

0814000601828000 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.02 

- 

0.02 

0.01 

0.03 

0.02 

0.21 

0.00 

0.0400 

- 

- 

- 

0.040 

0.043 

0.075 

0.007 

0.067 

1.122 

1,673.48 

Over Exploited 

Siradhana 

0814000601827200 

0.10 

0.06 

- 

0.06 

0.01 

0.07 

0.04 

0.42 

0.01 

0.0400 

- 

- 

- 

0.040 

0.047 

0.116 

0.012 

0.104 

0.964 

923.85 

Over Exploited 

Sirasana 

0814000701856100 

0.10 

0.65 

- 

0.65 

- 

0.65 

0.05 

0.39 

0.08 

- 

- 

- 

- 

- 

0.085 

0.739 

0.074 

0.665 

0.062 

9.33 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Sirsala 

081400060183160C 

13.032 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.357 

-1.16 

0.100 

0.23 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.94 

0.002 

0.18 

0.26 







Non-command 

Tertiary Sandstone 

0.492 

-1.16 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.000 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.659 

-1.16 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.000 

0.02 

0.03 







Non-command 

Tertiary Sandstone 

2.498 

-1.16 

0.060 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.001 

0.07 

0.10 


Subdand 

081400060183760C 

2.422 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.014 

-0.45 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Tertiary Sandstone 

0.011 

-0.45 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.383 

-0.45 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.21 

0.32 







Non-command 

Tertiary Sandstone 

0.791 

-0.45 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.12 

0.18 


Sukhwasni 

081400070185310C 

5.365 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.464 

-0.16 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.008 

0.17 

0.25 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.901 

-0.16 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.010 

0.20 

0.29 


Sundari 

081400070185660C 

2.236 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.732 

-0.19 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.12 

0.18 


Thala Ki Dhani 

081400060183790C 

3.784 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.784 

-0.69 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.001 

0.37 

0.55 


Udiyas 

081400070185580C 

4.031 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.444 

0.15 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.04 

0.06 


Veer Teja Nagar 

081400060182860C 

2.839 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.151 

-0.15 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.000 

0.02 

0.03 

11005024 

Banda Hera 

081400080187610C 

10.062 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.157 

0.33 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 


Banwara 

081400070186350C 

9.605 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.605 

-0.12 

0.015 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.040 

0.40 

0.79 


Bhawal Charna 

081400070186020C 

5.756 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.156 

-0.26 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 







Non-command 

Phyllite & Schist 

5.600 

-0.26 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.019 

0.37 

0.63 


Bherunda 

081400070186110C 

23.762 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

14.824 

-0.12 

0.015 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.71 

0.062 

0.25 

0.47 


Bikharniya Kalan 

081400070185870C 

12.182 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.370 

-0.03 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.005 

0.04 

0.08 







Non-command 

Phyllite & Schist 

0.058 

-0.03 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bikharniya Khurd 

081400070185880C 

6.080 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.259 

-0.04 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.014 

0.27 

0.45 


Gol 

081400070186080C 

9.059 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.346 

-0.10 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.03 







Non-command 

Phyllite & Schist 

8.668 

-0.10 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.037 

0.37 

0.66 


Gonardi 

081400070185950C 

1.984 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.225 

-0.37 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.001 

0.04 

0.06 


Gothra 

081400070185910C 

10.273 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.932 

-0.12 

0.080 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.42 

0.033 

0.37 

0.61 







Non-command 

Phyllite & Schist 

0.341 

-0.12 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 


Gudha 

082100020250360C 

8.931 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.006 

0.66 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gurha Jodha 

081400070186100C 

7.085 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.307 

-0.07 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.006 

0.07 

0.13 


Harsor 

081400070186380C 

26.260 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.353 

-0.09 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.001 

0.01 

0.01 







Non-command 

Phyllite & Schist 

0.303 

-0.09 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.00 

0.01 


Jawla 

081400080186920C 

15.302 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.336 

0.05 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.002 

0.01 

0.01 


Kalan Ka Was 

081400070186060C 

1.870 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.790 

-0.29 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.006 

0.37 

0.59 







Non-command 

Phyllite & Schist 

0.080 

-0.29 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 


Kalyanpura 

081400070186460C 

4.790 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.605 

-0.50 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.003 

0.05 

0.11 


Khanpura 

081400070185890C 

2.019 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.058 

-0.07 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.20 

0.33 


Kharolwas 

081400070185940C 

3.519 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.519 

-0.30 

0.080 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.76 

0.012 

0.38 

0.59 


Lawadar 

081400070185970C 

9.483 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.513 

-0.29 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.002 

0.02 

0.03 


Luniyas 

081400070186010C 

4.233 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.149 

-0.13 

0.080 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.42 

0.014 

0.37 

0.60 







Non-command 

Phyllite & Schist 

0.071 

-0.13 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Maharana 

081400070185990C 

7.167 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.716 

-0.05 

0.080 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.016 

0.25 

0.38 


Mandal Deva 

081400070185920C 

6.564 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.779 

-0.13 

0.080 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.59 

0.013 

0.22 

0.34 


Mandal Jodha 

081400070185930C 

7.219 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.792 

-0.24 

0.080 

0.32 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.26 

0.009 

0.15 

0.22 


Mandelpura 

081400070186390C 

8.232 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.003 

-0.21 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Phyllite & Schist 

8.006 

-0.21 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.027 

0.38 

0.65 


Meora 

081400070185830C 

32.611 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.005 

-0.09 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mori Kalan 

081400070186360C 

18.478 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.975 

-0.14 

0.015 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.017 

0.09 

0.16 


Nathawara 

081400070185800C 

9.142 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.377 

-0.14 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.02 


Nimbari Kalan 

081400070185960C 

6.865 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.261 

-0.40 

0.080 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.71 

0.017 

0.29 

0.44 


Nimbari Kothariya 

081400070186040C 

12.068 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.012 

-0.39 

0.080 

0.22 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.84 

0.040 

0.38 

0.59 







Non-command 

Phyllite & Schist 

0.041 

-0.39 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nimbola Biswa 

081400070186340C 

14.960 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.206 

-0.15 

0.015 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.035 

0.22 

0.46 


Pachranda Khurd 

081400070186070C 

11.438 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.349 

-0.20 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.001 

0.01 

0.02 







Non-command 

Phyllite & Schist 

11.090 

-0.20 

0.015 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.037 

0.37 

0.64 


Palri Kalan 

081400070185900C 

24.842 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.362 

-0.07 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.041 

0.19 

0.30 


Patniya 

081400070186090C 

1.582 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.582 

-0.12 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.007 

0.40 

0.73 


Peeh 

081400080187620C 

24.137 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

11.987 

-0.26 

0.015 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.55 

0.068 

0.21 

0.42 


Punwalia 

081400080187630C 

4.192 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.626 

-0.54 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.015 

0.26 

0.55 


Rajlota 

081400070186000C 

7.914 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.893 

-0.29 

0.080 

0.21 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.80 

0.026 

0.38 

0.59 


Rakiyasani 

081400070186440C 

9.971 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.768 

-0.25 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.016 

0.15 

0.30 


Raliyawata 

081400070186030C 

9.301 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.194 

-0.35 

0.080 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.50 

0.017 

0.21 

0.34 







Non-command 

Phyllite & Schist 

4.107 

-0.35 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.014 

0.17 

0.27 


Rata Dhoondha 

081400070186480C 

5.832 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.150 

-0.51 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.02 


Saneriya 

081400070186450C 

10.661 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.383 

-0.37 

0.015 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.044 

0.40 

0.81 


Shahpura 

081400070186330C 

7.903 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.146 

-0.10 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.013 

0.16 

0.31 


Suriyas 

081400070186050C 

9.401 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.742 

-0.30 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.002 

0.03 

0.05 







Non-command 

Phyllite & Schist 

8.658 

-0.30 

0.015 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.029 

0.35 

0.59 


Teenwli 

081400080186930C 

2.767 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.192 

-0.02 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.001 

0.03 

0.04 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Sirsala 

0814000601831600 

0.15 

0.17 

- 

0.17 

0.01 

0.18 

0.02 

0.21 

0.02 

0.0400 

- 

- 

- 

0.040 

0.061 

0.246 

0.025 

0.221 

0.937 

423.66 

Over Exploited 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.099 

14,063.87 

Over Exploited 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.088 

4,663.53 

Over Exploited 



0.10 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.030 

0.003 

0.027 

0.287 

1,057.17 

Over Exploited 

Subdand 

0814000601837600 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.04 

- 

0.04 

- 

0.04 

0.03 

0.24 

0.01 

- 

- 

- 

- 

- 

0.005 

0.050 

0.005 

0.045 

0.001 

1.16 

Safe 



0.10 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.14 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.010 

0.000 

3.05 

Safe 

Sukhwasni 

0814000701853100 

0.10 

0.04 

- 

0.04 

- 

0.04 

0.02 

0.19 

0.01 

- 

- 

- 

- 

- 

0.006 

0.048 

0.005 

0.043 

0.050 

116.41 

Over Exploited 



0.10 

0.06 

- 

0.06 

- 

0.06 

0.03 

0.23 

0.01 

- 

- 

- 

- 

- 

0.008 

0.066 

0.007 

0.060 

0.034 

56.25 

Safe 

Sundari 

0814000701856600 

0.10 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.14 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.009 

0.002 

26.52 

Safe 

Thala Ki Dhani 

0814000601837900 

0.15 

0.21 

- 

0.21 

- 

0.21 

0.05 

0.42 

0.03 

- 

- 

- 

- 

- 

0.027 

0.240 

0.024 

0.216 

0.111 

51.67 

Safe 

Udiyas 

0814000701855800 

0.10 

0.00 

91.35 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.001 

63.52 

Safe 

Veer Teja Nagar 

0814000601828600 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.083 

27,205.96 

Over Exploited 

Banda Hera 

0814000801876100 

0.08 

0.00 

401.59 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.013 

14,178.39 

Over Exploited 

Banwara 

0814000701863500 

0.04 

0.15 

- 

0.15 

- 

0.15 

0.04 

0.44 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.165 

0.016 

0.148 

0.374 

252.84 

Over Exploited 

Bhawal Charna 

0814000701860200 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.07 

0.15 

- 

0.15 

- 

0.15 

0.04 

0.42 

0.02 

- 

- 

- 

- 

- 

0.017 

0.164 

0.016 

0.148 

0.109 

73.45 

Semi Critical 

Bherunda 

0814000701861100 

0.04 

0.15 

- 

0.15 

0.01 

0.16 

0.03 

0.27 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.187 

0.019 

0.168 

0.770 

458.85 

Over Exploited 

Bikharniya Kalan 

0814000701858700 

0.10 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.001 

0.006 

0.089 

1,475.68 

Over Exploited 



0.07 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bikharniya Khurd 

0814000701858800 

0.10 

0.11 

- 

0.11 

- 

0.11 

0.03 

0.30 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.138 

0.014 

0.124 

0.350 

281.54 

Over Exploited 

Gol 

0814000701860800 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

141.17 

Over Exploited 



0.04 

0.13 

- 

0.13 

- 

0.13 

0.04 

0.42 

0.01 

- 

- 

- 

- 

- 

0.015 

0.144 

0.014 

0.130 

0.063 

48.28 

Safe 

Gonardi 

0814000701859500 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.085 

8,713.33 

Over Exploited 

Gothra 

0814000701859100 

0.10 

0.37 

- 

0.37 

0.01 

0.38 

0.04 

0.42 

0.04 

0.0200 

- 

- 

- 

0.020 

0.064 

0.443 

0.044 

0.398 

0.453 

113.68 

Over Exploited 



0.07 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

368.21 

Over Exploited 

Gudha 

0821000202503600 

0.07 

0.00 

81,906.49 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gurha Jodha 

0814000701861000 

0.04 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.068 

1,784.93 

Over Exploited 

Harsor 

0814000701863800 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.043 

23,444.23 

Over Exploited 



0.07 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.019 

20,015.66 

Over Exploited 

Jawla 

0814000801869200 

0.12 

0.00 

2,054.92 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.031 

7,335.15 

Over Exploited 

Kalan Ka Was 

0814000701860600 

0.10 

0.07 

- 

0.07 

- 

0.07 

0.05 

0.41 

0.01 

- 

- 

- 

- 

- 

0.008 

0.073 

0.007 

0.066 

0.132 

199.67 

Over Exploited 



0.07 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kalyanpura 

0814000701864600 

0.04 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.012 

1,022.29 

Over Exploited 

Khanpura 

0814000701858900 

0.10 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.22 

0.00 

- 

- 

- 

- 

- 

0.003 

0.024 

0.002 

0.021 

0.004 

16.41 

Safe 

Kharolwas 

0814000701859400 

0.10 

0.13 

- 

0.13 

0.01 

0.14 

0.05 

0.43 

0.02 

0.0300 

- 

- 

- 

0.030 

0.047 

0.190 

0.019 

0.171 

0.768 

448.68 

Over Exploited 

Lawadar 

0814000701859700 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.170 

1,687.10 

Over Exploited 

Luniyas 

0814000701860100 

0.10 

0.15 

- 

0.15 

0.01 

0.16 

0.05 

0.42 

0.02 

0.0200 

- 

- 

- 

0.020 

0.039 

0.204 

0.020 

0.183 

0.434 

236.52 

Over Exploited 



0.07 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Maharana 

0814000701859900 

0.10 

0.12 

- 

0.12 

0.01 

0.13 

0.03 

0.28 

0.02 

0.0200 

- 

- 

- 

0.020 

0.035 

0.162 

0.016 

0.146 

0.478 

327.75 

Over Exploited 

Mandal Deva 

0814000701859200 

0.10 

0.08 

- 

0.08 

0.01 

0.09 

0.03 

0.25 

0.01 

0.0200 

- 

- 

- 

0.020 

0.030 

0.123 

0.012 

0.110 

0.601 

544.09 

Over Exploited 

Mandal Jodha 

0814000701859300 

0.10 

0.04 

- 

0.04 

0.02 

0.06 

0.02 

0.16 

0.01 

0.0500 

- 

- 

- 

0.050 

0.055 

0.116 

0.012 

0.104 

1.269 

1,217.25 

Over Exploited 

Mandelpura 

0814000701863900 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.21 

- 

0.21 

- 

0.21 

0.04 

0.42 

0.02 

- 

- 

- 

- 

- 

0.025 

0.235 

0.024 

0.212 

0.153 

72.01 

Semi Critical 

Meora 

0814000701858300 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mori Kalan 

0814000701863600 

0.04 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.024 

0.002 

0.021 

0.222 

1,043.98 

Over Exploited 

Nathawara 

0814000701858000 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

209.37 

Over Exploited 

Nimbari Kalan 

0814000701859600 

0.10 

0.15 

- 

0.15 

0.01 

0.16 

0.04 

0.33 

0.02 

0.0300 

- 

- 

- 

0.030 

0.050 

0.211 

0.021 

0.190 

0.731 

384.43 

Over Exploited 

Nimbari Kothariya 

0814000701860400 

0.10 

0.45 

- 

0.45 

0.01 

0.46 

0.05 

0.42 

0.06 

0.0300 

- 

- 

- 

0.030 

0.087 

0.550 

0.055 

0.495 

0.880 

177.76 

Over Exploited 



0.07 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nimbola Biswa 

0814000701863400 

0.04 

0.07 

- 

0.07 

- 

0.07 

0.02 

0.25 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.083 

0.008 

0.075 

0.266 

355.50 

Over Exploited 

Pachranda Khurd 

0814000701860700 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.043 

10,424.93 

Over Exploited 



0.07 

0.29 

- 

0.29 

- 

0.29 

0.04 

0.42 

0.03 

0.0100 

- 

- 

- 

0.010 

0.044 

0.335 

0.034 

0.302 

0.361 

119.54 

Over Exploited 

Palri Kalan 

0814000701859000 

0.10 

0.23 

- 

0.23 

- 

0.23 

0.02 

0.21 

0.03 

0.0100 

- 

- 

- 

0.010 

0.039 

0.272 

0.027 

0.245 

0.335 

136.69 

Over Exploited 

Patniya 

0814000701860900 

0.04 

0.03 

- 

0.03 

- 

0.03 

0.04 

0.44 

- 

- 

- 

- 

- 

- 

- 

0.025 

0.003 

0.023 

0.025 

109.63 

Over Exploited 

Peeh 

0814000801876200 

0.08 

0.20 

- 

0.20 

0.01 

0.21 

0.02 

0.23 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.227 

0.023 

0.204 

0.613 

300.51 

Over Exploited 

Punwalia 

0814000801876300 

0.08 

0.05 

- 

0.05 

- 

0.05 

0.03 

0.28 

- 

- 

- 

- 

- 

- 

- 

0.054 

0.005 

0.049 

0.081 

165.42 

Over Exploited 

Raj lota 

0814000701860000 

0.10 

0.30 

- 

0.30 

0.01 

0.31 

0.05 

0.43 

0.04 

0.0300 

- 

- 

- 

0.030 

0.068 

0.375 

0.038 

0.338 

0.824 

243.89 

Over Exploited 

Rakiyasani 

0814000701864400 

0.04 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.023 

0.002 

0.021 

0.042 

201.84 

Over Exploited 

Raliyawata 

0814000701860300 

0.10 

0.11 

- 

0.11 

0.01 

0.12 

0.03 

0.24 

0.01 

0.0200 

- 

- 

- 

0.020 

0.034 

0.154 

0.015 

0.139 

0.521 

375.52 

Over Exploited 



0.07 

0.05 

- 

0.05 

- 

0.05 

0.02 

0.19 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.064 

0.006 

0.058 

0.176 

303.19 

Over Exploited 

Rata Dhoondha 

0814000701864800 

0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

16,849.24 

Over Exploited 

Saneriya 

0814000701864500 

0.04 

0.17 

- 

0.17 

- 

0.17 

0.04 

0.44 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.175 

0.018 

0.158 

0.293 

185.78 

Over Exploited 

Shahpura 

0814000701863300 

0.04 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.020 

0.002 

0.018 

0.039 

217.44 

Over Exploited 

Suriyas 

0814000701860500 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.044 

1,956.67 

Over Exploited 



0.07 

0.21 

- 

0.21 

- 

0.21 

0.04 

0.40 

0.03 

0.0100 

- 

- 

- 

0.010 

0.036 

0.250 

0.025 

0.225 

0.299 

132.53 

Over Exploited 

Teenwli 

0814000801869300 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.030 

4,883.91 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Thata 

081400070186370C 

24.152 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.276 

-0.15 

0.015 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.034 

0.17 

0.30 

11005025 

Aakeli -A 

0814000601840400 

23.234 

Fresh 

Non-command 

Non-command 

Older Alluvium 

22.807 

0.42 

0.080 

0.88 

0.04 

0.00 

0.00 

0.00 

1.61 

1.27 

3.40 

0.096 

0.37 

0.47 


Arniyala 

0814000601843700 

9.741 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.812 

0.06 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.14 

0.029 

0.27 

0.43 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.733 

0.06 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.007 

0.07 

0.11 


Bagar 

0814000601844100 

16.896 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.473 

-0.13 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.015 

0.08 

0.12 





Saline 

Non-command 

Non-command 

Older Alluvium 

4.619 

-0.13 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.019 

0.10 

0.17 


Bakaliyas 

0814000601828900 

16.359 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

1.371 

3.64 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.36 

0.31 

0.03 

0.001 

0.03 

0.04 







Non-command 

Vindhyan Sandstone 

14.987 

3.64 

0.040 

0.04 

0.00 

0.00 

0.00 

0.00 

2.22 

1.91 

0.17 

0.006 

0.34 

0.40 


Bamanawas 

0814000601828300 

14.973 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

14.012 

0.14 

0.060 

0.10 

0.00 

0.00 

0.00 

0.00 

0.22 

0.17 

0.40 

0.005 

0.35 

0.46 







Non-command 

Vindhyan Sandstone 

0.960 

0.14 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.000 

0.02 

0.03 


Bargaon 

0814000601840700 

20.027 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

5.324 

-0.04 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.002 

0.10 

0.12 


Basni Kachchhawa 

0814000601840600 

13.553 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

13.553 

-0.14 

0.060 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.56 

0.005 

0.38 

0.45 


Basni Narsingh Bars 

0814000601829700 

6.206 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

6.206 

-0.35 

0.070 

0.29 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.16 

0.002 

0.37 

0.41 


Basni Rama Charna 

0814000601835400 

1.392 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

1.392 

0.28 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.38 

0.50 


Basni Seja 

0814000601829900 

5.640 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

5.171 

1.20 

0.070 

0.12 

0.01 

0.00 

0.00 

0.00 

0.54 

0.48 

0.50 

0.002 

0.34 

0.39 







Non-command 

Vindhyan Sandstone 

0.469 

1.20 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.06 

0.000 

0.03 

0.04 


Basni Sumer 

0814000601837400 

4.517 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.969 

-0.05 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.017 

0.33 

0.50 


Basni Vyasa 

0814000601835600 

5.896 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.896 

0.28 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.20 

0.16 

0.23 

0.025 

0.38 

0.49 


Basnisiya Charana 

0814000601829800 

9.810 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

9.810 

0.21 

0.070 

0.12 

0.01 

0.00 

0.00 

0.00 

0.26 

0.23 

0.50 

0.004 

0.37 

0.41 


Bayad 

0814000601834600 

22.100 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

8.856 

-0.87 

0.070 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.003 

0.15 

0.17 







Non-command 

Tertiary Sandstone 

13.244 

-0.87 

0.060 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.005 

0.22 

0.25 


Bedas Kalan 

0814000701858200 

4.150 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.842 

-0.11 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.013 

0.35 

0.59 


Bedawari Kalan 

0814000601833100 

3.185 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

3.185 

-0.42 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.38 

0.51 


Bedawari Khurd 

0814000601833000 

3.718 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

3.718 

-0.15 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.38 

0.52 


Beejanda Ki Dhani 

0814000601836200 

2.399 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.399 

0.08 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.38 

0.55 


Beetan 

0814000601834100 

17.069 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

17.069 

-1.16 

0.070 

0.39 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.54 

0.006 

0.37 

0.40 


Benas 

0814000601835900 

2.653 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.653 

0.34 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.17 

0.011 

0.38 

0.53 


Bhakhron Ki Dhani 

0815000702006200 

8.728 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

7.632 

1.37 

0.080 

3.32 

0.17 

0.00 

0.00 

0.00 

3.98 

3.92 

13.25 

0.033 

0.32 

0.33 


Bhanas 

0814000601836400 

1.446 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.446 

0.29 

0.080 

0.10 

0.00 

0.00 

0.00 

0.00 

0.13 

0.10 

0.40 

0.006 

0.38 

0.53 


Bhatiyon Ki Dhani 

0814000601826500 

3.316 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

3.316 

-1.04 

0.040 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.47 

0.001 

0.37 

0.44 


Bhensra Kalan 

0814000601839900 

12.412 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.015 

-0.05 

0.080 

0.24 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.89 

0.046 

0.34 

0.50 


Bhensra Khurd 

0814000601840000 

12.053 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.519 

0.00 

0.080 

0.06 

0.01 

0.00 

0.00 

0.00 

0.05 

0.04 

0.17 

0.044 

0.33 

0.47 


Bherawas 

0814000601831400 

2.061 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

2.061 

-0.90 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.38 

0.54 


Bherunda 

0814000701861100 

23.762 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.475 

-0.12 

0.015 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.019 

0.07 

0.14 


Bhilawas 

0814000601829000 

7.297 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

2.820 

1.17 

0.070 

0.04 

0.00 

0.00 

0.00 

0.00 

0.27 

0.24 

0.17 

0.001 

0.14 

0.16 







Non-command 

Vindhyan Sandstone 

4.477 

1.17 

0.040 

0.06 

0.00 

0.00 

0.00 

0.00 

0.27 

0.24 

0.25 

0.002 

0.23 

0.26 


Bhoonas 

0814000601831200 

2.344 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

2.344 

-0.85 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.38 

0.53 


Bhoori Yasani 

0814000601835500 

15.155 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.600 

0.31 

0.100 

0.23 

0.01 

0.00 

0.00 

0.00 

0.67 

0.52 

0.91 

0.006 

0.37 

0.48 







Non-command 

Tertiary Sandstone 

0.555 

0.31 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.000 

0.01 

0.02 


Bikharniya Kalan 

0814000701858700 

12.182 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.765 

-0.03 

0.080 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.67 

0.032 

0.31 

0.55 







Non-command 

Phyllite & Schist 

0.814 

-0.03 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.003 

0.03 

0.05 


Bikharniya Khurd 

0814000701858800 

6.080 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.676 

-0.04 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.002 

0.04 

0.07 


Boroonda 

0815000702006100 

50.439 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

39.124 

1.15 

0.080 

0.39 

0.02 

0.00 

0.00 

0.01 

3.96 

3.94 

1.34 

0.168 

0.29 

0.29 







Non-command 

Vindhyan Sandstone 

10.326 

1.15 

0.040 

0.06 

0.00 

0.00 

0.00 

0.00 

0.53 

0.53 

0.17 

0.044 

0.08 

0.08 


Chauhan Nagar 

0814000601834700 

6.657 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

4.851 

-1.07 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.27 

0.30 







Non-command 

Tertiary Sandstone 

1.806 

-1.07 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.10 

0.11 


Chawandiya Kalan 

0814000601839600 

5.304 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.304 

0.02 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.26 

0.022 

0.38 

0.59 


Chawandiya Khurd 

0814000601839700 

4.964 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.964 

0.07 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.07 

0.021 

0.38 

0.57 


Chhapri Kalan 

0814000601827800 

7.586 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.004 

-1.21 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chhapri Khurd 

0814000601827900 

8.588 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.093 

-0.95 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.000 

0.00 

0.01 


Chodhras Khurd 

0814000601839300 

2.450 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.450 

0.04 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.010 

0.38 

0.60 


Chokasani 

0814000601835700 

0.436 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.436 

0.35 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.17 

0.002 

0.38 

0.53 


Chopra Ki Dhani 

0814000601826700 

2.825 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.893 

-0.94 

0.040 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.63 

0.001 

0.25 

0.32 


Chundiya 

0814000601836100 

5.948 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.948 

0.20 

0.080 

0.13 

0.01 

0.00 

0.00 

0.00 

0.21 

0.15 

0.50 

0.025 

0.38 

0.55 


Dabariyani Kalan 

0814000601837700 

21.984 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.746 

-0.56 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 







Non-command 

Tertiary Sandstone 

4.338 

-0.56 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.07 

0.11 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.550 

-0.56 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Tertiary Sandstone 

0.411 

-0.56 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Dabriyani Khurd 

0814000601832300 

2.182 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.010 

-0.75 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dadhwara 

0814000601827000 

18.083 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.074 

-1.27 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dangawas 

0814000601836900 

29.630 

Fresh 

Non-command 

Non-command 

Older Alluvium 

29.630 

0.39 

0.100 

0.70 

0.04 

0.00 

0.00 

0.00 

1.83 

1.25 

2.81 

0.011 

0.38 

0.56 


Datani 

0814000601832100 

12.816 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.376 

-0.94 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.22 

0.31 







Non-command 

Tertiary Sandstone 

0.634 

-0.94 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 


Dhadhasani 

0814000601833700 

5.242 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

5.242 

0.42 

0.060 

0.74 

0.04 

0.00 

0.00 

0.00 

0.83 

0.70 

2.97 

0.002 

0.38 

0.45 


Dhadhesri 

0815000301953300 

10.557 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.828 

0.47 

0.060 

0.06 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.23 

0.009 

0.06 

0.07 


Dhadhlas Jalap 

0814000601838700 

3.355 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.758 

0.05 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.007 

0.20 

0.31 


Dhanapa 

0814000601829600 

30.715 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

24.913 

-1.25 

0.070 

1.52 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

6.05 

0.009 

0.30 

0.32 







Non-command 

Vindhyan Sandstone 

5.775 

-1.25 

0.040 

0.35 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.40 

0.002 

0.07 

0.07 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Thata 

0814000701863700 

0.07 

0.12 

- 

0.12 

0.01 

0.13 

0.02 

0.19 

0.01 

0.0200 

- 

- 

- 

0.020 

0.033 

0.163 

0.016 

0.147 

0.466 

316.72 

Over Exploited 

Aakeli -A 

0814000601840400 

0.20 

1.71 

(25.29) 

1.36 

0.04 

1.40 

0.04 

0.41 

- 

0.1300 

- 

- 

- 

0.130 

0.130 

1.535 

0.077 

1.458 

3.495 

239.71 

Over Exploited 

Arniyala 

0814000601843700 

0.20 

0.36 

(87.85) 

0.29 

- 

0.29 

0.03 

0.30 

0.04 

0.0100 

- 

- 

- 

0.010 

0.053 

0.343 

0.017 

0.326 

0.167 

51.18 

Safe 



0.20 

0.02 

(52.65) 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.003 

0.022 

0.001 

0.020 

0.024 

118.72 

Over Exploited 

Bagar 

0814000601844100 

0.20 

0.05 

- 

0.05 

- 

0.05 

0.01 

0.09 

0.01 

- 

- 

- 

- 

- 

0.007 

0.061 

0.006 

0.055 

0.043 

77.90 

Semi Critical 



0.20 

0.10 

- 

0.10 

- 

0.10 

0.01 

0.12 

0.01 

- 

- 

- 

- 

- 

0.012 

0.108 

0.011 

0.097 

0.036 

37.67 

Safe 

Bakaliyas 

0814000601828900 

0.08 

0.00 

8,894.35 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.029 

727.25 

Over Exploited 



0.10 

0.51 

272.46 

0.62 

- 

0.62 

0.04 

0.38 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.626 

0.031 

0.595 

0.171 

28.69 

Safe 

Bamanawas 

0814000601828300 

0.10 

0.50 

(65.48) 

0.40 

- 

0.40 

0.04 

0.39 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.407 

0.020 

0.387 

0.401 

103.72 

Over Exploited 



0.10 

0.00 

418.65 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.028 

1,066.47 

Over Exploited 

Bargaon 

0814000601840700 

0.10 

0.05 

- 

0.05 

- 

0.05 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.053 

0.005 

0.048 

0.134 

279.05 

Over Exploited 

Basni Kachchhawa 

0814000601840600 

0.10 

0.51 

- 

0.51 

0.01 

0.52 

0.04 

0.42 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.542 

0.054 

0.488 

0.566 

116.10 

Over Exploited 

Basni Narsingh Bars 

0814000601829700 

0.08 

0.18 

- 

0.18 

0.01 

0.19 

0.04 

0.41 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.235 

0.023 

0.211 

1.157 

547.43 

Over Exploited 

Basni Rama Charna 

0814000601835400 

0.10 

0.05 

(65.97) 

0.04 

- 

0.04 

0.04 

0.42 

- 

- 

- 

- 

- 

- 

- 

0.042 

0.002 

0.040 

0.001 

1.31 

Safe 

Basni Seja 

0814000601829900 

0.08 

0.14 

238.11 

0.17 

0.01 

0.18 

0.04 

0.38 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.200 

0.010 

0.190 

0.497 

261.83 

Over Exploited 



0.10 

0.00 

1,861.75 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.055 

3,319.99 

Over Exploited 

Basni Sumer 

0814000601837400 

0.20 

0.26 

- 

0.26 

- 

0.26 

0.04 

0.37 

0.03 

- 

- 

- 

- 

- 

0.032 

0.295 

0.029 

0.265 

0.017 

6.31 

Safe 

Basni Vyasa 

0814000601835600 

0.20 

0.45 

(64.83) 

0.36 

- 

0.36 

0.04 

0.42 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.370 

0.018 

0.351 

0.256 

72.81 

Semi Critical 

Basnisiya Charana 

0814000601829800 

0.08 

0.29 

(20.75) 

0.23 

0.01 

0.24 

0.04 

0.41 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.264 

0.013 

0.251 

0.499 

198.94 

Over Exploited 

Bayad 

0814000601834600 

0.08 

0.11 

- 

0.11 

- 

0.11 

0.02 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.106 

0.011 

0.096 

0.113 

118.46 

Over Exploited 



0.10 

0.30 

- 

0.30 

- 

0.30 

0.02 

0.25 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.307 

0.031 

0.276 

0.203 

73.43 

Semi Critical 

Bedas Kalan 

0814000701858200 

0.10 

0.14 

- 

0.14 

- 

0.14 

0.04 

0.40 

0.02 

- 

- 

- 

- 

- 

0.016 

0.152 

0.015 

0.137 

0.097 

70.73 

Semi Critical 

Bedawari Kalan 

0814000601833100 

0.10 

0.12 

- 

0.12 

- 

0.12 

0.04 

0.42 

0.01 

- 

- 

- 

- 

- 

0.014 

0.134 

0.013 

0.121 

0.001 

1.00 

Safe 

Bedawari Khurd 

0814000601833000 

0.10 

0.14 

- 

0.14 

- 

0.14 

0.04 

0.42 

0.02 

- 

- 

- 

- 

- 

0.016 

0.157 

0.016 

0.141 

0.001 

1.00 

Safe 

Beejanda Ki Dhani 

0814000601836200 

0.15 

0.14 

(89.84) 

0.11 

- 

0.11 

0.04 

0.42 

- 

- 

- 

- 

- 

- 

- 

0.109 

0.005 

0.104 

0.001 

0.87 

Safe 

Beetan 

0814000601834100 

0.08 

0.51 

- 

0.51 

0.02 

0.53 

0.04 

0.41 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.589 

0.059 

0.530 

1.546 

291.90 

Over Exploited 

Benas 

0814000601835900 

0.20 

0.20 

(60.60) 

0.16 

- 

0.16 

0.04 

0.42 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.171 

0.009 

0.163 

0.176 

108.32 

Over Exploited 

Bhakhron Ki Dhani 

0815000702006200 

0.08 

0.20 

1,878.41 

0.24 

0.17 

0.41 

0.03 

0.36 

- 

0.5000 

- 

- 

0.006 

0.506 

0.506 

0.917 

0.046 

0.871 

13.281 

1,524.84 

Over Exploited 

Bhanas 

0814000601836400 

0.20 

0.11 

(12.06) 

0.10 

- 

0.10 

0.04 

0.42 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.107 

0.005 

0.102 

0.402 

394.83 

Over Exploited 

Bhatiyon Ki Dhani 

0814000601826500 

0.10 

0.12 

- 

0.12 

0.01 

0.13 

0.04 

0.41 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.152 

0.015 

0.137 

0.469 

342.96 

Over Exploited 

Bhensra Kalan 

0814000601839900 

0.20 

0.75 

- 

0.75 

0.03 

0.78 

0.04 

0.38 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.878 

0.088 

0.790 

0.937 

118.64 

Over Exploited 

Bhensra Khurd 

0814000601840000 

0.20 

0.70 

(94.61) 

0.56 

0.01 

0.57 

0.04 

0.37 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.592 

0.030 

0.563 

0.209 

37.20 

Safe 

Bherawas 

0814000601831400 

0.10 

0.08 

- 

0.08 

- 

0.08 

0.05 

0.42 

0.01 

- 

- 

- 

- 

- 

0.009 

0.087 

0.009 

0.079 

0.001 

0.99 

Safe 

Bherunda 

0814000701861100 

0.04 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.002 

0.021 

0.241 

1,145.70 

Over Exploited 

Bhilawas 

0814000601829000 

0.08 

0.03 

637.49 

0.04 

- 

0.04 

0.01 

0.16 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.049 

0.002 

0.047 

0.166 

356.85 

Over Exploited 



0.10 

0.10 

132.97 

0.12 

- 

0.12 

0.02 

0.25 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.133 

0.007 

0.126 

0.250 

197.92 

Over Exploited 

Bhoonas 

0814000601831200 

0.10 

0.09 

- 

0.09 

- 

0.09 

0.04 

0.42 

0.01 

- 

- 

- 

- 

- 

0.010 

0.099 

0.010 

0.089 

0.001 

1.00 

Safe 

Bhoori Yasani 

0814000601835500 

0.15 

0.81 

(35.66) 

0.64 

0.01 

0.65 

0.04 

0.41 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.684 

0.034 

0.650 

0.914 

140.56 

Over Exploited 



0.10 

0.00 

1,911.83 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.033 

3,756.93 

Over Exploited 

Bikharniya Kalan 

0814000701858700 

0.10 

0.30 

- 

0.30 

0.01 

0.31 

0.04 

0.35 

0.03 

0.0300 

- 

- 

- 

0.030 

0.065 

0.379 

0.038 

0.341 

0.704 

206.76 

Over Exploited 



0.07 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.021 

1,395.14 

Over Exploited 

Bikharniya Khurd 

0814000701858800 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.044 

1,524.29 

Over Exploited 

Boroonda 

0815000702006100 

0.08 

0.90 

338.62 

1.08 

0.03 

1.11 

0.03 

0.32 

- 

0.0500 

- 

- 

0.015 

0.065 

0.065 

1.174 

0.059 

1.115 

1.506 

135.10 

Over Exploited 



0.07 

0.05 

867.35 

0.07 

0.00 

0.07 

0.01 

0.08 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.082 

0.004 

0.078 

0.217 

278.05 

Over Exploited 

Chauhan Nagar 

0814000601834700 

0.08 

0.11 

- 

0.11 

- 

0.11 

0.03 

0.30 

- 

- 

- 

- 

- 

- 

- 

0.106 

0.011 

0.095 

0.002 

1.93 

Safe 



0.10 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.018 

0.002 

0.016 

0.001 

4.15 

Safe 

Chawandiya Kalan 

0814000601839600 

0.20 

0.40 

(87.47) 

0.32 

- 

0.32 

0.04 

0.42 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.333 

0.017 

0.316 

0.286 

90.49 

Critical 

Chawandiya Khurd 

0814000601839700 

0.20 

0.38 

(91.74) 

0.30 

- 

0.30 

0.04 

0.42 

- 

- 

- 

- 

- 

- 

- 

0.302 

0.015 

0.287 

0.087 

30.28 

Safe 

Chhapri Kalan 

0814000601827800 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chhapri Khurd 

0814000601827900 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.033 

85,783.30 

Over Exploited 

Chodhras Khurd 

0814000601839300 

0.20 

0.19 

(97.64) 

0.15 

- 

0.15 

0.04 

0.42 

0.02 

- 

- 

- 

- 

- 

0.021 

0.170 

0.009 

0.162 

0.010 

6.38 

Safe 

Chokasani 

0814000601835700 

0.20 

0.03 

14.23 

0.04 

- 

0.04 

0.04 

0.42 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.048 

0.002 

0.045 

0.167 

367.40 

Over Exploited 

Chopra Ki Dhani 

0814000601826700 

0.10 

0.05 

- 

0.05 

0.01 

0.06 

0.03 

0.28 

0.01 

0.0200 

- 

- 

- 

0.020 

0.025 

0.083 

0.008 

0.075 

0.634 

848.48 

Over Exploited 

Chundiya 

0814000601836100 

0.20 

0.45 

(67.56) 

0.36 

0.01 

0.37 

0.04 

0.42 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.392 

0.020 

0.372 

0.520 

139.74 

Over Exploited 

Dabariyani Kalan 

0814000601837700 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.000 

19.59 

Safe 



0.10 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.004 

0.036 

0.004 

0.033 

0.002 

5.05 

Safe 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dabriyani Khurd 

0814000601832300 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dadhwara 

0814000601827000 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dangawas 

0814000601836900 

0.15 

1.69 

(26.13) 

1.35 

0.04 

1.39 

0.04 

0.42 

0.19 

0.1100 

- 

- 

- 

0.110 

0.303 

1.692 

0.085 

1.608 

2.816 

175.17 

Over Exploited 

Datani 

0814000601832100 

0.15 

0.24 

- 

0.24 

- 

0.24 

0.03 

0.24 

0.03 

- 

- 

- 

- 

- 

0.029 

0.268 

0.027 

0.241 

0.003 

1.16 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.000 

20.19 

Safe 

Dhadhasani 

0814000601833700 

0.10 

0.20 

252.82 

0.24 

0.04 

0.28 

0.04 

0.42 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

0.388 

0.019 

0.368 

2.972 

807.12 

Over Exploited 

Dhadhesri 

0815000301953300 

0.10 

0.01 

810.75 

0.01 

- 

0.01 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.024 

0.001 

0.022 

0.234 

1,040.06 

Over Exploited 

Dhadhlas Jalap 

0814000601838700 

0.20 

0.07 

(93.83) 

0.06 

- 

0.06 

0.02 

0.22 

0.01 

- 

- 

- 

- 

- 

0.008 

0.064 

0.003 

0.061 

0.007 

12.16 

Safe 

Dhanapa 

0814000601829600 

0.08 

0.60 

- 

0.60 

0.08 

0.68 

0.03 

0.33 

- 

0.2300 

- 

- 

- 

0.230 

0.230 

0.909 

0.091 

0.818 

6.059 

741.05 

Over Exploited 



0.10 

0.04 

- 

0.04 

0.02 

0.06 

0.01 

0.08 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.110 

0.011 

0.099 

1.405 

1,416.70 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Dhaneriya 

081400060184020C 

5.848 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.848 

0.20 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.00 

0.025 

0.38 

0.53 


Dhaneriya Leel 

0814000601840300 

20.926 

Fresh 

Non-command 

Non-command 

Older Alluvium 

18.580 

0.37 

0.080 

0.19 

0.01 

0.00 

0.00 

0.00 

0.73 

0.55 

0.66 

0.078 

0.34 

0.45 


Dholerao Kalan 

0814000601838800 

11.319 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.830 

0.06 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.037 

0.29 

0.46 


Dholerao Khurd 

0814000601839000 

2.122 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.122 

0.07 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.009 

0.38 

0.59 


Digarna 

0820000102388600 

19.602 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.001 

1.06 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dodiyana 

0814000701861300 

20.189 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.048 

-0.24 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.004 

0.02 

0.04 







Non-command 

Phyllite & Schist 

3.408 

-0.24 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.014 

0.07 

0.13 


Dookiya 

0814000601840100 

9.580 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.363 

0.11 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.00 

0.027 

0.25 

0.34 


Dookiyo Ki Dhani 

0814000601829300 

1.836 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

1.603 

-0.20 

0.070 

0.48 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.93 

0.001 

0.32 

0.36 







Non-command 

Vindhyan Sandstone 

0.233 

-0.20 

0.040 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.000 

0.05 

0.05 


Gadh Sooriya 

0815000702006000 

14.952 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.490 

2.81 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.04 

0.002 

0.01 

0.01 


Gagra 

0814000601827300 

9.493 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.000 

-0.94 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gagrana 

0814000601833900 

23.867 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

8.899 

-0.32 

0.070 

0.29 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.16 

0.003 

0.14 

0.16 







Non-command 

Tertiary Sandstone 

14.968 

-0.32 

0.060 

0.58 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.31 

0.006 

0.24 

0.27 


Ganeshpura 

0814000601836800 

3.377 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.377 

0.32 

0.100 

0.14 

0.01 

0.00 

0.00 

0.00 

0.24 

0.16 

0.58 

0.001 

0.38 

0.55 


Gangarda 

0814000601830300 

11.802 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

11.802 

-0.40 

0.060 

0.21 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.83 

0.004 

0.38 

0.49 


Gangardi 

0814000601830500 

7.437 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

7.437 

-1.07 

0.060 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.003 

0.38 

0.50 


Gathiya 

0814000601833800 

23.736 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

8.228 

0.41 

0.070 

0.45 

0.02 

0.00 

0.00 

0.00 

0.66 

0.58 

1.79 

0.003 

0.13 

0.15 







Non-command 

Tertiary Sandstone 

15.237 

0.41 

0.060 

1.00 

0.05 

0.00 

0.00 

0.00 

1.32 

1.15 

3.99 

0.006 

0.24 

0.28 







Non-command 

Vindhyan Sandstone 

0.271 

0.41 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.06 

0.000 

0.00 

0.00 


Gawardi 

0814000601839100 

8.010 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.010 

0.06 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.03 

0.034 

0.38 

0.60 


Gemliyas 

0814000601841500 

22.802 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.392 

0.71 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.03 

0.006 

0.02 

0.03 


Ghodawat 

0815000301954000 

40.349 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

6.289 

0.60 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.36 

0.36 

0.20 

0.030 

0.06 

0.06 







Non-command 

Vindhyan Sandstone 

28.511 

0.60 

0.060 

0.34 

0.01 

0.00 

0.00 

0.01 

1.34 

1.34 

1.17 

0.137 

0.26 

0.26 


Gol 

0814000701860800 

9.059 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.044 

-0.10 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gothan 

0814000601829400 

19.589 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

12.094 

-0.43 

0.070 

0.70 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.98 

0.609 

0.22 

0.25 







Non-command 

Vindhyan Sandstone 

7.447 

-0.43 

0.040 

0.43 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.21 

0.375 

0.14 

0.15 


Gurha Jodha 

0814000701861000 

7.085 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.778 

-0.07 

0.015 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.024 

0.32 

0.59 


Hariya Dhana 

0815000702006400 

27.330 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

2.889 

2.58 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.60 

0.63 

0.00 

0.012 

0.04 

0.04 







Non-command 

Vindhyan Sandstone 

0.001 

2.58 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Harsolao 

0814000601826300 

98.934 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

7.647 

-1.53 

0.070 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.003 

0.03 

0.03 







Non-command 

Vindhyan Sandstone 

36.500 

-1.53 

0.040 

0.45 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.79 

0.014 

0.13 

0.16 


Hasiyas 

0814000601830400 

5.239 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

5.239 

-0.61 

0.060 

0.26 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.02 

0.002 

0.38 

0.49 


Hindas Kalan 

0814000601839200 

4.989 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.989 

0.07 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.03 

0.021 

0.38 

0.59 


Hindas Khurd 

0814000601836300 

1.786 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.786 

0.29 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.23 

0.008 

0.38 

0.54 


Hiran Khuri 

0814000601834900 

5.269 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.048 

0.24 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.14 

0.000 

0.08 

0.09 







Non-command 

Tertiary Sandstone 

4.220 

0.24 

0.060 

0.15 

0.01 

0.00 

0.00 

0.00 

0.20 

0.16 

0.59 

0.002 

0.30 

0.37 


Indawar 

0814000601834800 

21.443 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

21.443 

-0.03 

0.060 

1.50 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

6.01 

0.008 

0.38 

0.45 


Indokiya Was 

0814000601830200 

6.097 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

5.872 

1.96 

0.060 

0.47 

0.02 

0.00 

0.00 

0.00 

1.14 

0.92 

1.88 

0.002 

0.36 

0.45 







Non-command 

Vindhyan Sandstone 

0.225 

1.96 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.06 

0.000 

0.01 

0.02 


Itawara Bhoja 

0814000701858500 

9.609 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.609 

-0.07 

0.080 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.42 

0.032 

0.39 

0.71 


Itawara Ladkhani 

0814000701858400 

9.485 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.485 

-0.06 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.031 

0.39 

0.69 


Jajasani 

0814000601844700 

5.739 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.026 

-0.20 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.009 

0.14 

0.25 


Jajrawas 

0814000601828200 

4.251 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

4.251 

-1.13 

0.060 

0.28 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.12 

0.002 

0.38 

0.50 


Jarau Kalan 

0814000601843100 

26.020 

Fresh 

Non-command 

Non-command 

Older Alluvium 

25.473 

-0.07 

0.080 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.107 

0.37 

0.59 


Jarau Khurd 

0814000601843200 

2.426 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.426 

-0.07 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.010 

0.38 

0.61 


Jaroda Gujran 

0814000601831100 

2.677 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.139 

-1.25 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 







Non-command 

Tertiary Sandstone 

1.351 

-1.25 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.19 

0.27 


Jaroda Kalan 

0814000601830900 

6.883 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.010 

-1.29 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jaroda Khurd 

0814000601831000 

2.579 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.217 

-1.26 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.18 

0.26 







Non-command 

Tertiary Sandstone 

0.061 

-1.26 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Jatawas 

0814000601845200 

6.758 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.626 

-0.12 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.04 

0.06 


Jesas Akheraj 

0814000601831300 

7.557 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.860 

-0.99 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.24 

0.35 







Non-command 

Tertiary Sandstone 

2.673 

-0.99 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.13 

0.19 


Jesas Rohit 

0814000601843300 

7.031 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.031 

0.00 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.030 

0.38 

0.61 


Jintiya 

0814000601843000 

3.968 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.843 

-0.05 

0.080 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.004 

0.08 

0.13 


Jodhras Kalan 

0814000601839400 

3.853 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.853 

0.01 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.10 

0.016 

0.38 

0.59 


Kalru 

0814000601833400 

9.075 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

9.075 

0.14 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.12 

0.09 

0.17 

0.003 

0.38 

0.50 


Kama Basni 

0814000601833200 

2.425 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

2.425 

0.12 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.001 

0.38 

0.51 


Kanwariyat 

0814000601843500 

10.385 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.385 

-0.12 

0.080 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.044 

0.38 

0.64 


Kapriwas 

0814000601828400 

0.833 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.833 

-1.12 

0.060 

0.38 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.52 

0.000 

0.38 

0.50 


Karakwal 

0814000601837100 

5.689 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.689 

0.25 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.00 

0.024 

0.38 

0.57 


Karwasaron Ki Dhani 

0814000601826200 

2.847 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.020 

-1.64 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Katyasani 

0814000601835800 

12.904 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.904 

0.31 

0.080 

0.49 

0.02 

0.00 

0.00 

0.00 

0.79 

0.59 

1.88 

0.054 

0.38 

0.51 


Keriya Makra 

0814000601844500 

4.875 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.875 

-0.21 

0.080 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.76 

0.021 

0.39 

0.69 


Khakharki 

0814000601840500 

23.280 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.468 

0.29 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.06 

0.001 

0.04 

0.05 







Non-command 

Tertiary Sandstone 

8.470 

0.29 

0.060 

0.06 

0.00 

0.00 

0.00 

0.00 

0.21 

0.17 

0.23 

0.003 

0.14 

0.17 


Khariya Khangar 

0815000301953400 

18.387 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.756 

0.39 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.004 

0.01 

0.02 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Dhaneriya 

0814000601840200 

0.20 

0.45 

(83.61) 

0.36 

- 

0.36 

0.04 

0.42 

- 

- 

- 

- 

- 

- 

- 

0.358 

0.018 

0.340 

0.025 

7.24 

Safe 

Dhaneriya Leel 

0814000601840300 

0.20 

1.26 

(56.24) 

1.01 

0.01 

1.02 

0.04 

0.38 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

1.038 

0.052 

0.986 

0.738 

74.85 

Semi Critical 

Dholerao Kalan 

0814000601838800 

0.20 

0.52 

(93.66) 

0.42 

- 

0.42 

0.04 

0.33 

0.06 

- 

- 

- 

- 

- 

0.062 

0.479 

0.024 

0.455 

0.037 

8.18 

Safe 

Dholerao Khurd 

0814000601839000 

0.20 

0.16 

(95.34) 

0.13 

- 

0.13 

0.04 

0.42 

0.02 

- 

- 

- 

- 

- 

0.019 

0.148 

0.007 

0.140 

0.009 

6.38 

Safe 

Digarna 

0820000102388600 

0.07 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dodiyana 

0814000701861300 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.032 

842.17 

Over Exploited 



0.04 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.001 

0.008 

0.060 

740.89 

Over Exploited 

Dookiya 

0814000601840100 

0.20 

0.32 

(85.24) 

0.26 

- 

0.26 

0.03 

0.28 

- 

- 

- 

- 

- 

- 

- 

0.258 

0.013 

0.246 

0.027 

10.92 

Safe 

Dookiyo Ki Dhani 

0814000601829300 

0.08 

0.04 

- 

0.04 

0.02 

0.06 

0.03 

0.36 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.132 

0.013 

0.118 

1.926 

1,625.87 

Over Exploited 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.275 

2,753.66 

Over Exploited 

Gadh Sooriya 

0815000702006000 

0.07 

0.00 

16,912.08 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.045 

9,601.76 

Over Exploited 

Gagra 

0814000601827300 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gagrana 

0814000601833900 

0.08 

0.10 

- 

0.10 

0.01 

0.11 

0.01 

0.15 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.149 

0.015 

0.135 

1.158 

860.97 

Over Exploited 



0.10 

0.35 

- 

0.35 

0.03 

0.38 

0.02 

0.26 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.472 

0.047 

0.425 

2.316 

545.35 

Over Exploited 

Ganeshpura 

0814000601836800 

0.15 

0.19 

(14.75) 

0.16 

0.01 

0.17 

0.04 

0.42 

0.02 

0.0200 

- 

- 

- 

0.020 

0.041 

0.216 

0.011 

0.205 

0.579 

282.87 

Over Exploited 

Gangarda 

0814000601830300 

0.10 

0.45 

- 

0.45 

0.01 

0.46 

0.04 

0.42 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.487 

0.049 

0.438 

0.829 

189.35 

Over Exploited 

Gangardi 

0814000601830500 

0.10 

0.28 

- 

0.28 

- 

0.28 

0.04 

0.42 

0.03 

0.0100 

- 

- 

- 

0.010 

0.042 

0.323 

0.032 

0.291 

0.366 

125.87 

Over Exploited 

Gathiya 

0814000601833800 

0.08 

0.09 

577.89 

0.10 

0.02 

0.12 

0.01 

0.14 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.193 

0.010 

0.183 

1.791 

978.46 

Over Exploited 



0.10 

0.37 

214.76 

0.44 

0.05 

0.49 

0.03 

0.27 

- 

0.1500 

- 

- 

- 

0.150 

0.150 

0.640 

0.032 

0.608 

3.999 

657.51 

Over Exploited 



0.10 

0.00 

10,780.06 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.055 

41,737.61 

Over Exploited 

Gawardi 

0814000601839100 

0.20 

0.61 

(93.79) 

0.49 

- 

0.49 

0.04 

0.42 

0.07 

- 

- 

- 

- 

- 

0.070 

0.557 

0.028 

0.530 

0.067 

12.61 

Safe 

Gemliyas 

0814000601841500 

0.20 

0.01 

1,029.91 

0.01 

- 

0.01 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.007 

0.039 

527.72 

Over Exploited 

Ghodawat 

0815000301954000 

0.10 

0.04 

890.89 

0.04 

0.00 

0.04 

0.01 

0.06 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.055 

0.003 

0.052 

0.233 

446.68 

Over Exploited 



0.10 

0.74 

80.29 

0.89 

0.02 

0.91 

0.03 

0.29 

- 

0.0400 

- 

- 

0.009 

0.050 

0.050 

0.960 

0.048 

0.912 

1.307 

143.39 

Over Exploited 

Gol 

0814000701860800 

0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gothan 

0814000601829400 

0.08 

0.22 

- 

0.22 

0.02 

0.24 

0.02 

0.25 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.307 

0.031 

0.276 

2.589 

936.61 

Over Exploited 



0.10 

0.10 

- 

0.10 

0.02 

0.12 

0.01 

0.15 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.173 

0.017 

0.156 

1.585 

1,018.52 

Over Exploited 

Gurha Jodha 

0814000701861000 

0.04 

0.07 

- 

0.07 

- 

0.07 

0.04 

0.36 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.092 

0.009 

0.083 

0.314 

379.03 

Over Exploited 

Hariya Dhana 

0815000702006400 

0.08 

0.01 

6,876.33 

0.01 

0.00 

0.01 

0.00 

0.04 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

0.001 

0.010 

0.012 

118.86 

Over Exploited 



0.07 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Harsolao 

0814000601826300 

0.08 

0.02 

- 

0.02 

- 

0.02 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.027 

0.003 

0.024 

0.388 

1,594.50 

Over Exploited 



0.10 

0.48 

- 

0.48 

0.02 

0.50 

0.01 

0.15 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.575 

0.057 

0.517 

1.802 

348.18 

Over Exploited 

Hasiyas 

0814000601830400 

0.10 

0.20 

- 

0.20 

0.01 

0.21 

0.04 

0.42 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.248 

0.025 

0.224 

1.025 

458.54 

Over Exploited 

Hindas Kalan 

0814000601839200 

0.20 

0.38 

(91.57) 

0.30 

- 

0.30 

0.04 

0.42 

0.04 

- 

- 

- 

- 

- 

0.043 

0.347 

0.017 

0.330 

0.054 

16.39 

Safe 

Hindas Khurd 

0814000601836300 

0.20 

0.14 

(47.23) 

0.11 

- 

0.11 

0.04 

0.42 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.119 

0.006 

0.113 

0.239 

211.80 

Over Exploited 

Hiran Khuri 

0814000601834900 

0.15 

0.01 

279.26 

0.01 

- 

0.01 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.024 

0.001 

0.023 

0.138 

600.26 

Over Exploited 



0.10 

0.13 

27.65 

0.15 

0.01 

0.16 

0.03 

0.34 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.184 

0.009 

0.175 

0.596 

340.41 

Over Exploited 

Indawar 

0814000601834800 

0.10 

0.81 

- 

0.81 

0.08 

0.89 

0.04 

0.42 

- 

0.2300 

- 

- 

- 

0.230 

0.230 

1.120 

0.112 

1.008 

6.014 

596.50 

Over Exploited 

Indokiya Was 

0814000601830200 

0.10 

0.21 

328.73 

0.26 

0.02 

0.28 

0.04 

0.40 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.347 

0.017 

0.330 

1.883 

571.42 

Over Exploited 



0.10 

0.00 

6,977.86 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.055 

15,405.59 

Over Exploited 

Itawara Bhoja 

0814000701858500 

0.10 

0.37 

- 

0.37 

0.01 

0.38 

0.04 

0.43 

0.04 

0.0200 

- 

- 

- 

0.020 

0.062 

0.446 

0.045 

0.401 

0.452 

112.59 

Over Exploited 

Itawara Ladkhani 

0814000701858400 

0.10 

0.37 

- 

0.37 

- 

0.37 

0.04 

0.43 

0.04 

0.0100 

- 

- 

- 

0.010 

0.052 

0.419 

0.042 

0.377 

0.367 

97.51 

Critical 

Jajasani 

0814000601844700 

0.20 

0.06 

- 

0.06 

- 

0.06 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.055 

0.006 

0.050 

0.092 

184.26 

Over Exploited 

Jajrawas 

0814000601828200 

0.10 

0.16 

- 

0.16 

0.01 

0.17 

0.04 

0.42 

0.02 

0.0400 

- 

- 

- 

0.040 

0.058 

0.229 

0.023 

0.206 

1.124 

545.45 

Over Exploited 

Jarau Kalan 

0814000601843100 

0.20 

1.91 

- 

1.91 

0.01 

1.92 

0.04 

0.42 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

1.936 

0.194 

1.742 

0.536 

30.78 

Safe 

Jarau Khurd 

0814000601843200 

0.20 

0.19 

- 

0.19 

- 

0.19 

0.04 

0.42 

- 

- 

- 

- 

- 

- 

- 

0.185 

0.019 

0.167 

0.010 

6.13 

Safe 

Jaroda Gujran 

0814000601831100 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.21 

0.00 

- 

- 

- 

- 

- 

0.003 

0.029 

0.003 

0.026 

0.001 

1.97 

Safe 

Jaroda Kalan 

0814000601830900 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jaroda Khurd 

0814000601831000 

0.15 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.20 

0.00 

- 

- 

- 

- 

- 

0.004 

0.037 

0.004 

0.033 

0.000 

1.40 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jatawas 

0814000601845200 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.003 

65.89 

Safe 

Jesas Akheraj 

0814000601831300 

0.15 

0.18 

- 

0.18 

- 

0.18 

0.03 

0.27 

0.02 

- 

- 

- 

- 

- 

0.021 

0.199 

0.020 

0.179 

0.002 

1.03 

Safe 



0.10 

0.04 

- 

0.04 

- 

0.04 

0.02 

0.15 

0.00 

- 

- 

- 

- 

- 

0.004 

0.040 

0.004 

0.036 

0.001 

2.81 

Safe 

Jesas Rohit 

0814000601843300 

0.20 

0.54 

- 

0.54 

- 

0.54 

0.04 

0.43 

0.06 

- 

- 

- 

- 

- 

0.060 

0.598 

0.060 

0.538 

0.085 

15.73 

Safe 

Jintiya 

0814000601843000 

0.20 

0.01 

- 

0.01 

0.01 

0.02 

0.01 

0.09 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.044 

0.004 

0.039 

0.202 

512.81 

Over Exploited 

Jodhras Kalan 

0814000601839400 

0.20 

0.29 

(92.44) 

0.23 

- 

0.23 

0.04 

0.42 

0.03 

- 

- 

- 

- 

- 

0.033 

0.268 

0.013 

0.254 

0.115 

45.32 

Safe 

Kalru 

0814000601833400 

0.10 

0.34 

(74.01) 

0.27 

- 

0.27 

0.04 

0.42 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.285 

0.014 

0.271 

0.168 

62.25 

Safe 

Kama Basni 

0814000601833200 

0.10 

0.09 

(78.11) 

0.07 

- 

0.07 

0.04 

0.42 

0.01 

- 

- 

- 

- 

- 

0.010 

0.084 

0.004 

0.080 

0.034 

42.64 

Safe 

Kanwariyat 

0814000601843500 

0.20 

0.80 

- 

0.80 

- 

0.80 

0.04 

0.43 

0.09 

0.0100 

- 

- 

- 

0.010 

0.100 

0.896 

0.090 

0.807 

0.374 

46.34 

Safe 

Kapriwas 

0814000601828400 

0.10 

0.03 

- 

0.03 

0.02 

0.05 

0.04 

0.42 

0.00 

0.0600 

- 

- 

- 

0.060 

0.064 

0.115 

0.012 

0.104 

1.518 

1,466.83 

Over Exploited 

Karakwal 

0814000601837100 

0.20 

0.43 

(80.74) 

0.34 

- 

0.34 

0.05 

0.42 

0.05 

- 

- 

- 

- 

- 

0.052 

0.395 

0.020 

0.375 

0.024 

6.39 

Safe 

Karwasaron Ki Dhani 

0814000601826200 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Katyasani 

0814000601835800 

0.20 

0.99 

(39.77) 

0.79 

0.02 

0.81 

0.04 

0.42 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.879 

0.044 

0.835 

1.935 

231.74 

Over Exploited 

Keriya Makra 

0814000601844500 

0.20 

0.38 

- 

0.38 

0.01 

0.39 

0.04 

0.43 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.417 

0.042 

0.375 

0.780 

207.84 

Over Exploited 

Khakharki 

0814000601840500 

0.15 

0.01 

359.60 

0.02 

- 

0.02 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.018 

0.001 

0.017 

0.056 

329.69 

Over Exploited 



0.10 

0.12 

48.53 

0.14 

- 

0.14 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.150 

0.008 

0.143 

0.234 

164.16 

Over Exploited 

Khariya Khangar 

0815000301953400 

0.10 

0.00 

2,277.81 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.042 

3,265.21 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Khawaspura 

081500030195390C 

29.789 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.017 

-0.95 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Vindhyan Sandstone 

9.137 

-0.95 

0.060 

0.22 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.83 

0.044 

0.11 

0.11 


Kheduli 

081400060183250C 

15.845 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

15.845 

-0.21 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.006 

0.38 

0.54 


Khera Dhoonawala 

0814000601845100 

4.772 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.772 

-0.17 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.020 

0.38 

0.64 


Khera Kishanpura 

0814000601843800 

5.228 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.315 

-0.05 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.04 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.013 

-0.05 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kheras Khurd 

0814000601844200 

6.795 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.795 

-0.05 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.029 

0.38 

0.63 


Khojanagar 

0815000702006500 

16.489 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.226 

2.10 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.00 

0.001 

0.01 

0.01 


Kumpras 

0814000601828500 

14.515 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

2.570 

0.21 

0.060 

0.12 

0.01 

0.00 

0.00 

0.00 

0.14 

0.11 

0.50 

0.001 

0.07 

0.09 







Non-command 

Vindhyan Sandstone 

9.801 

0.21 

0.040 

0.39 

0.02 

0.00 

0.00 

0.00 

0.45 

0.35 

1.57 

0.004 

0.26 

0.33 


Kurdaya 

0814000601834200 

28.685 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

8.610 

-0.07 

0.070 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.003 

0.11 

0.12 


Lai 

0814000601830600 

19.220 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

19.220 

-1.01 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.007 

0.38 

0.52 


Lamba Jatan 

0814000601830100 

27.548 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.004 

2.98 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Tertiary Sandstone 

10.856 

2.98 

0.060 

0.50 

0.02 

0.00 

0.00 

0.00 

2.42 

2.03 

1.98 

0.004 

0.15 

0.18 







Non-command 

Vindhyan Sandstone 

16.688 

2.98 

0.040 

0.63 

0.03 

0.00 

0.00 

0.00 

2.59 

2.17 

2.53 

0.006 

0.23 

0.27 


Lampolai 

0814000601843600 

18.547 

Fresh 

Non-command 

Non-command 

Older Alluvium 

17.522 

0.05 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.10 

0.074 

0.36 

0.59 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.025 

0.05 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.02 

0.03 


Lanchh Ki Dhani 

0814000601826000 

5.772 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

2.811 

-0.07 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.18 

0.27 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

2.950 

-0.07 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.19 

0.29 


Looniyas 

0814000601834500 

13.985 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

3.810 

-0.77 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.001 

0.10 

0.12 







Non-command 

Tertiary Sandstone 

9.691 

-0.77 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.004 

0.26 

0.29 


Mad Puriya 

0815000301953800 

6.598 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.599 

-4.77 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.003 

0.03 

0.03 


Mandawara 

0814000601839800 

6.217 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.217 

-0.01 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.026 

0.38 

0.58 


Mangliyawas 

0814000601828800 

16.572 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

16.572 

2.44 

0.040 

0.14 

0.01 

0.00 

0.00 

0.00 

1.75 

1.49 

0.55 

0.006 

0.37 

0.44 


Mankiyas 

0814000601843400 

7.993 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.993 

-0.13 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.034 

0.38 

0.62 


Megadand 

0814000601837500 

4.743 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.939 

-0.45 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.07 

0.11 


Meora 

0814000701858300 

32.611 

Fresh 

Non-command 

Non-command 

Older Alluvium 

30.015 

-0.09 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.099 

0.35 

0.60 


Merta City (M) 

0814000641407000 

84.472 

Fresh 

Non-command 

Non-command 

Older Alluvium 

59.089 

0.39 

0.100 

1.29 

0.02 

0.00 

0.00 

0.00 

3.60 

2.54 

1.27 

2.973 

0.27 

0.38 







Non-command 

Tertiary Sandstone 

23.535 

0.39 

0.060 

0.54 

0.01 

0.00 

0.00 

0.00 

1.09 

0.77 

0.59 

1.184 

0.11 

0.15 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

0.012 

0.39 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 


Merta Road 

0814000601828100 

3.651 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

3.651 

-1.13 

0.060 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.184 

0.38 

0.51 


Mokala 

0814000601833500 

51.867 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

51.867 

0.28 

0.060 

1.25 

0.06 

0.00 

0.00 

0.00 

2.05 

1.64 

4.98 

0.020 

0.38 

0.47 


Morari Goda 

0814000601837200 

1.890 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.890 

0.06 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.008 

0.38 

0.58 


Morra 

0814000601838500 

15.091 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.033 

-0.12 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.009 

0.05 

0.08 


Nathawari 

0814000701858100 

7.862 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.687 

-0.13 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.03 

0.05 


Naya Khera 

0814000601832700 

3.190 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

3.190 

0.48 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.00 

0.001 

0.38 

0.54 


Netadiya 

0814000601837000 

15.938 

Fresh 

Non-command 

Non-command 

Older Alluvium 

15.938 

0.17 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.34 

0.23 

0.28 

0.006 

0.38 

0.58 


Nokha Chandawata 

0814000601826900 

37.484 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

23.945 

-1.37 

0.040 

1.21 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

4.84 

0.009 

0.23 

0.29 


Padoo Khurd 

0814000601844900 

9.436 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.436 

-0.20 

0.080 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.040 

0.39 

0.67 


Padu kalan 

0814000601844400 

22.726 

Fresh 

Non-command 

Non-command 

Older Alluvium 

22.726 

-0.18 

0.080 

0.30 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.06 

0.096 

0.39 

0.69 


Palri Siddha 

0815000301953700 

22.523 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.780 

-4.90 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.01 

0.01 


Panchroliya Kalan 

0814000601836700 

4.882 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.882 

0.23 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.10 

0.11 

0.002 

0.38 

0.57 


Panchroliya Khurd 

0814000601836600 

5.221 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.221 

0.12 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.14 

0.002 

0.38 

0.57 


Pandoo Khan 

0814000601832800 

7.494 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

7.494 

0.07 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.003 

0.38 

0.53 


Patel Nagar 

0815000702006300 

13.483 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

9.843 

1.18 

0.080 

0.17 

0.01 

0.00 

0.00 

0.01 

1.08 

1.04 

0.62 

0.042 

0.27 

0.28 


Pharaspura 

0814000601837300 

6.452 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.123 

-0.27 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.009 

0.12 

0.19 


Polas 

0814000601832600 

4.583 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

4.583 

0.35 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.00 

0.002 

0.38 

0.54 


Poondloo 

0814000601834000 

27.332 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

27.331 

-0.60 

0.070 

1.01 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

4.02 

0.010 

0.37 

0.39 







Non-command 

Vindhyan Sandstone 

0.000 

-0.60 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Poonjiyas 

0814000601830700 

28.918 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

27.387 

-1.08 

0.060 

1.41 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

5.61 

0.010 

0.36 

0.49 







Non-command 

Vindhyan Sandstone 

0.000 

-1.08 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Prithvipura 

0814000601835300 

10.572 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

10.572 

0.24 

0.060 

0.08 

0.00 

0.00 

0.00 

0.00 

0.23 

0.18 

0.30 

0.004 

0.38 

0.50 


Rajlani 

0815000301953200 

49.484 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.024 

-0.21 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Raliyawata 

0814000601838900 

4.295 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.295 

0.06 

0.080 

0.11 

0.01 

0.00 

0.00 

0.00 

0.12 

0.08 

0.41 

0.018 

0.38 

0.60 


Ramliyas 

0814000601834400 

8.851 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

4.112 

-0.64 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.002 

0.17 

0.19 


Ramnagar 

0814000601829200 

5.794 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

5.794 

-0.23 

0.070 

0.28 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.13 

0.002 

0.37 

0.40 


Rasliyas 

0814000601839500 

4.281 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.281 

0.07 

0.080 

0.10 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.36 

0.018 

0.38 

0.58 


Riyan Bari 

0814000601845300 

33.012 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.982 

-0.03 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.021 

0.06 

0.10 


Riya-Shyamdas 

0814000601828700 

31.272 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.245 

3.78 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.03 

0.000 

0.00 

0.00 







Non-command 

Vindhyan Sandstone 

31.027 

3.78 

0.040 

0.89 

0.04 

0.00 

0.00 

0.00 

5.54 

4.52 

3.55 

0.012 

0.37 

0.46 


Rohisara 

0814000701861200 

5.903 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.126 

-0.12 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.009 

0.14 

0.26 







Non-command 

Phyllite & Schist 

3.777 

-0.12 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.016 

0.25 

0.47 


Rol Chandawata 

0814000601826800 

21.764 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

21.764 

1.62 

0.040 

1.10 

0.06 

0.00 

0.00 

0.00 

2.45 

1.98 

4.40 

0.008 

0.38 

0.47 


Samdolao Kalan 

0814000601841700 

8.313 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.158 

0.53 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 


Sangva Ki Dhani 

0814000601826100 

0.719 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.483 

-1.07 

0.040 

0.10 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.000 

0.24 

0.27 


Sarang Basni 

0814000601832900 

2.985 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

2.985 

0.27 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.00 

0.001 

0.38 

0.52 


Sarangwas 

0814000601844600 

2.413 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.891 

-0.27 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.004 

0.14 

0.26 


Sathana Kalan 

0814000701861400 

2.146 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.942 

-0.29 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.004 

0.17 

0.32 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Khawaspura 

0815000301953900 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.10 

- 

0.10 

0.01 

0.11 

0.01 

0.12 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.146 

0.015 

0.132 

0.877 

666.15 

Over Exploited 

Kheduli 

0814000601832500 

0.10 

0.60 

- 

0.60 

- 

0.60 

0.04 

0.42 

0.07 

- 

- 

- 

- 

- 

0.071 

0.670 

0.067 

0.603 

0.072 

11.94 

Safe 

Khera Dhoonawala 

0814000601845100 

0.20 

0.37 

- 

0.37 

- 

0.37 

0.04 

0.43 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.376 

0.038 

0.339 

0.185 

54.66 

Safe 

Khera Kishanpura 

0814000601843800 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.001 

91.46 

Critical 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kheras Khurd 

0814000601844200 

0.20 

0.52 

- 

0.52 

- 

0.52 

0.05 

0.43 

0.06 

- 

- 

- 

- 

- 

0.061 

0.580 

0.058 

0.522 

0.057 

10.85 

Safe 

Khojanagar 

0815000702006500 

0.08 

0.00 

41,152.68 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Kumpras 

0814000601828500 

0.10 

0.02 

534.55 

0.02 

0.01 

0.03 

0.01 

0.07 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.053 

0.003 

0.050 

0.496 

992.37 

Over Exploited 



0.10 

0.25 

38.73 

0.30 

0.02 

0.32 

0.03 

0.28 

0.03 

0.0600 

- 

- 

- 

0.060 

0.088 

0.409 

0.020 

0.388 

1.572 

404.64 

Over Exploited 

Kurdaya 

0814000601834200 

0.08 

0.08 

- 

0.08 

- 

0.08 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.087 

0.009 

0.079 

0.223 

284.18 

Over Exploited 

Lai 

0814000601830600 

0.10 

0.73 

- 

0.73 

- 

0.73 

0.04 

0.42 

0.08 

- 

- 

- 

- 

- 

0.084 

0.811 

0.081 

0.730 

0.007 

1.00 

Safe 

Lamba Jatan 

0814000601830100 

0.08 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.16 

1,155.71 

0.19 

0.02 

0.21 

0.02 

0.16 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.284 

0.014 

0.270 

1.984 

736.01 

Over Exploited 



0.10 

0.38 

468.28 

0.46 

0.03 

0.49 

0.02 

0.25 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.578 

0.029 

0.549 

2.536 

462.01 

Over Exploited 

Lampolai 

0814000601843600 

0.20 

1.26 

(94.06) 

1.01 

- 

1.01 

0.04 

0.40 

0.15 

- 

- 

- 

- 

- 

0.147 

1.157 

0.058 

1.099 

0.173 

15.72 

Safe 



0.20 

0.00 

(39.84) 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.004 

114.86 

Over Exploited 

Lanchh Ki Dhani 

0814000601826000 

0.10 

0.05 

- 

0.05 

- 

0.05 

0.02 

0.21 

0.01 

- 

- 

- 

- 

- 

0.006 

0.058 

0.006 

0.052 

0.001 

2.05 

Safe 



0.10 

0.06 

- 

0.06 

- 

0.06 

0.02 

0.22 

0.01 

- 

- 

- 

- 

- 

0.007 

0.064 

0.006 

0.057 

0.001 

1.95 

Safe 

Looniyas 

0814000601834500 

0.08 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.031 

0.003 

0.028 

0.029 

104.91 

Over Exploited 



0.10 

0.25 

- 

0.25 

- 

0.25 

0.03 

0.29 

- 

- 

- 

- 

- 

- 

- 

0.252 

0.025 

0.227 

0.103 

45.23 

Safe 

Mad Puriya 

0815000301953800 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.078 

4,335.48 

Over Exploited 

Mandawara 

0814000601839800 

0.20 

0.47 

- 

0.47 

- 

0.47 

0.04 

0.42 

- 

- 

- 

- 

- 

- 

- 

0.473 

0.047 

0.426 

0.158 

37.14 

Safe 

Mangliyawas 

0814000601828800 

0.10 

0.62 

141.04 

0.74 

0.01 

0.75 

0.04 

0.41 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.772 

0.039 

0.733 

0.556 

75.88 

Semi Critical 

Mankiyas 

0814000601843400 

0.20 

0.61 

- 

0.61 

- 

0.61 

0.04 

0.43 

0.07 

- 

- 

- 

- 

- 

0.068 

0.681 

0.068 

0.613 

0.166 

27.02 

Safe 

Megadand 

0814000601837500 

0.15 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.012 

0.001 

0.011 

0.000 

3.35 

Safe 

Meora 

0814000701858300 

0.10 

1.06 

- 

1.06 

- 

1.06 

0.04 

0.39 

0.12 

0.0100 

- 

- 

- 

0.010 

0.134 

1.194 

0.119 

1.075 

0.309 

28.79 

Safe 

Merta City (M) 

0814000641407000 

0.15 

2.35 

7.89 

2.54 

0.02 

2.56 

0.03 

0.30 

0.27 

0.0500 

- 

- 

- 

0.050 

0.318 

2.873 

0.144 

2.729 

4.238 

155.29 

Over Exploited 



0.10 

0.25 

207.99 

0.30 

0.01 

0.31 

0.01 

0.12 

0.03 

0.0200 

- 

- 

- 

0.020 

0.048 

0.357 

0.018 

0.339 

1.778 

524.99 

Over Exploited 



0.10 

0.00 

307,601.94 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Merta Road 

0814000601828100 

0.10 

0.14 

- 

0.14 

- 

0.14 

0.04 

0.42 

0.02 

- 

- 

- 

- 

- 

0.016 

0.154 

0.015 

0.138 

0.316 

228.13 

Over Exploited 

Mokala 

0814000601833500 

0.10 

1.97 

(16.52) 

1.64 

0.06 

1.70 

0.04 

0.42 

- 

0.1900 

- 

- 

- 

0.190 

0.190 

1.890 

0.095 

1.796 

5.003 

278.56 

Over Exploited 

Morari Goda 

0814000601837200 

0.20 

0.14 

(96.07) 

0.11 

- 

0.11 

0.05 

0.42 

0.02 

- 

- 

- 

- 

- 

0.017 

0.131 

0.007 

0.125 

0.008 

6.39 

Safe 

Morra 

0814000601838500 

0.20 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.003 

0.023 

0.002 

0.021 

0.009 

41.05 

Safe 

Nathawari 

0814000701858100 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.002 

98.67 

Critical 

Naya Khera 

0814000601832700 

0.10 

0.12 

(46.67) 

0.10 

- 

0.10 

0.04 

0.42 

0.01 

- 

- 

- 

- 

- 

0.014 

0.111 

0.006 

0.105 

0.001 

1.15 

Safe 

Netadiya 

0814000601837000 

0.15 

0.91 

(75.12) 

0.73 

- 

0.73 

0.04 

0.42 

0.11 

0.0100 

- 

- 

- 

0.010 

0.116 

0.841 

0.042 

0.799 

0.281 

35.18 

Safe 

Nokha Chandawata 

0814000601826900 

0.10 

0.56 

- 

0.56 

0.06 

0.62 

0.03 

0.26 

- 

0.1800 

- 

- 

- 

0.180 

0.180 

0.803 

0.080 

0.722 

4.849 

671.25 

Over Exploited 

Padoo Khurd 

0814000601844900 

0.20 

0.73 

- 

0.73 

- 

0.73 

0.04 

0.43 

0.08 

0.0100 

- 

- 

- 

0.010 

0.091 

0.818 

0.082 

0.736 

0.436 

59.21 

Safe 

Padu kalan 

0814000601844400 

0.20 

1.76 

- 

1.76 

0.01 

1.77 

0.04 

0.43 

0.20 

0.0400 

- 

- 

- 

0.040 

0.236 

2.002 

0.200 

1.801 

1.152 

63.94 

Safe 

Palri Siddha 

0815000301953700 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.004 

424.10 

Over Exploited 

Panchroliya Kalan 

0814000601836700 

0.15 

0.28 

(65.51) 

0.22 

- 

0.22 

0.04 

0.42 

0.03 

- 

- 

- 

- 

- 

0.031 

0.254 

0.013 

0.241 

0.112 

46.32 

Safe 

Panchroliya Khurd 

0814000601836600 

0.15 

0.30 

(77.18) 

0.24 

- 

0.24 

0.04 

0.42 

0.03 

0.0100 

- 

- 

- 

0.010 

0.043 

0.282 

0.014 

0.267 

0.140 

52.33 

Safe 

Pandoo Khan 

0814000601832800 

0.10 

0.28 

(91.61) 

0.23 

- 

0.23 

0.04 

0.42 

0.03 

- 

- 

- 

- 

- 

0.033 

0.260 

0.013 

0.247 

0.003 

1.15 

Safe 

Patel Nagar 

0815000702006300 

0.08 

0.21 

386.73 

0.26 

0.02 

0.27 

0.03 

0.30 

- 

0.0200 

- 

- 

0.008 

0.028 

0.028 

0.300 

0.015 

0.285 

0.666 

233.97 

Over Exploited 

Pharaspura 

0814000601837300 

0.20 

0.05 

- 

0.05 

- 

0.05 

0.02 

0.14 

0.01 

- 

- 

- 

- 

- 

0.007 

0.059 

0.006 

0.053 

0.009 

16.82 

Safe 

Polas 

0814000601832600 

0.10 

0.17 

(61.06) 

0.14 

- 

0.14 

0.04 

0.42 

0.02 

- 

- 

- 

- 

- 

0.020 

0.159 

0.008 

0.151 

0.002 

1.15 

Safe 

Poondloo 

0814000601834000 

0.08 

0.81 

- 

0.81 

0.05 

0.86 

0.04 

0.41 

- 

0.1500 

- 

- 

- 

0.150 

0.150 

1.013 

0.101 

0.912 

4.025 

441.49 

Over Exploited 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Poonjiyas 

0814000601830700 

0.10 

0.98 

- 

0.98 

0.07 

1.05 

0.04 

0.40 

0.11 

0.2100 

- 

- 

- 

0.210 

0.323 

1.375 

0.138 

1.238 

5.620 

454.15 

Over Exploited 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Prithvipura 

0814000601835300 

0.10 

0.40 

(55.46) 

0.32 

- 

0.32 

0.04 

0.42 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.331 

0.017 

0.314 

0.301 

95.83 

Critical 

Rajlani 

0815000301953200 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Raliyawata 

0814000601838900 

0.20 

0.33 

(76.37) 

0.26 

0.01 

0.27 

0.04 

0.42 

0.04 

0.0200 

- 

- 

- 

0.020 

0.058 

0.329 

0.016 

0.312 

0.431 

138.06 

Over Exploited 

Ramliyas 

0814000601834400 

0.08 

0.06 

- 

0.06 

- 

0.06 

0.02 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.057 

0.006 

0.051 

0.057 

109.88 

Over Exploited 

Ramnagar 

0814000601829200 

0.08 

0.17 

- 

0.17 

0.01 

0.18 

0.04 

0.41 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.220 

0.022 

0.198 

1.130 

570.16 

Over Exploited 

Rasliyas 

0814000601839500 

0.20 

0.33 

(75.58) 

0.26 

- 

0.26 

0.04 

0.42 

0.04 

0.0100 

- 

- 

- 

0.010 

0.047 

0.307 

0.015 

0.292 

0.381 

130.48 

Over Exploited 

Riyan Bari 

0814000601845300 

0.20 

0.06 

- 

0.06 

- 

0.06 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.057 

0.006 

0.052 

0.115 

222.68 

Over Exploited 

Riya-Shyamdas 

0814000601828700 

0.10 

0.00 

73,674.72 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.033 

40,029.71 

Over Exploited 



0.10 

1.16 

288.89 

1.39 

0.04 

1.43 

0.04 

0.42 

- 

0.1300 

- 

- 

- 

0.130 

0.130 

1.565 

0.078 

1.487 

3.560 

239.43 

Over Exploited 

Rohisara 

0814000701861200 

0.20 

0.06 

- 

0.06 

- 

0.06 

0.02 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.060 

0.006 

0.054 

0.037 

68.36 

Safe 



0.04 

0.04 

- 

0.04 

- 

0.04 

0.03 

0.28 

- 

- 

- 

- 

- 

- 

- 

0.038 

0.004 

0.034 

0.025 

73.02 

Semi Critical 

Rol Chandawata 

0814000601826800 

0.10 

0.82 

142.40 

0.98 

0.06 

1.04 

0.04 

0.42 

- 

0.1700 

- 

- 

- 

0.170 

0.170 

1.212 

0.061 

1.151 

4.408 

382.84 

Over Exploited 

Samdolao Kalan 

0814000601841700 

0.20 

0.00 

2,183.09 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Sangva Ki Dhani 

0814000601826100 

0.10 

0.01 

- 

0.01 

0.01 

0.02 

0.03 

0.27 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.042 

0.004 

0.037 

0.413 

1,103.40 

Over Exploited 

Sarang Basni 

0814000601832900 

0.10 

0.11 

(68.42) 

0.09 

- 

0.09 

0.04 

0.42 

0.01 

- 

- 

- 

- 

- 

0.013 

0.103 

0.005 

0.098 

0.001 

1.15 

Safe 

Sarangwas 

0814000601844600 

0.20 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.025 

0.003 

0.023 

0.032 

138.44 

Over Exploited 

Sathana Kalan 

0814000701861400 

0.20 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.042 

0.004 

0.038 

0.169 

445.41 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Sathana Khurd 

081400070186160C 

5.245 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.187 

-0.33 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.005 

0.09 

0.16 


Sathani 

0814000701861500 

2.051 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.051 

-0.25 

0.080 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.61 

0.009 

0.39 

0.72 


Satlas 

0814000601835200 

9.877 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.025 

0.26 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Tertiary Sandstone 

9.852 

0.26 

0.060 

0.31 

0.02 

0.00 

0.00 

0.00 

0.45 

0.35 

1.22 

0.004 

0.38 

0.49 


SENSARA 

0814000601845000 

7.926 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.926 

-0.20 

0.080 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.47 

0.033 

0.38 

0.66 


Shekhasani 

0814000601833600 

5.366 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

5.366 

0.21 

0.060 

0.11 

0.01 

0.00 

0.00 

0.00 

0.17 

0.14 

0.43 

0.002 

0.38 

0.45 


Shiv 

0814000601826600 

8.566 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.495 

-0.74 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.000 

0.02 

0.02 







Non-command 

Vindhyan Sandstone 

8.071 

-0.74 

0.040 

0.22 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.88 

0.003 

0.34 

0.40 


Shivrampura 

0814000601828000 

2.394 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.109 

-1.28 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.000 

0.02 

0.02 







Non-command 

Tertiary Sandstone 

1.103 

-1.28 

0.060 

0.26 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.06 

0.000 

0.17 

0.25 


Shyampura 

0814000601836500 

4.204 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.204 

0.22 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.08 

0.002 

0.38 

0.56 


Siyas 

0814000601836000 

8.961 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.961 

0.21 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.19 

0.14 

0.10 

0.038 

0.38 

0.54 


Sodas 

0814000601830000 

4.807 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

1.968 

2.73 

0.070 

0.06 

0.00 

0.00 

0.00 

0.00 

0.44 

0.38 

0.25 

0.001 

0.15 

0.17 







Non-command 

Vindhyan Sandstone 

2.839 

2.73 

0.040 

0.09 

0.00 

0.00 

0.00 

0.00 

0.40 

0.35 

0.36 

0.001 

0.22 

0.25 


Sogawas 

0814000601833300 

26.313 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.947 

0.43 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.19 

0.00 

0.002 

0.09 

0.12 







Non-command 

Tertiary Sandstone 

20.366 

0.43 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.52 

0.38 

0.00 

0.008 

0.29 

0.40 


Sooriyas 

0814000601842800 

15.822 

Fresh 

Non-command 

Non-command 

Older Alluvium 

15.713 

-0.12 

0.080 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.61 

0.066 

0.38 

0.64 


Sowaniya 

0815000702006700 

18.161 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.264 

2.61 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.00 

0.001 

0.01 

0.00 







Non-command 

Vindhyan Sandstone 

0.201 

2.61 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.00 

0.00 


Subdand 

0814000601837600 

2.422 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

0.223 

-0.45 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.05 


Surpura 

0814000701858600 

3.606 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.183 

-0.04 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.007 

0.24 

0.44 







Non-command 

Phyllite & Schist 

1.422 

-0.04 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.005 

0.15 

0.28 


Tado Ki Dhani 

0814000601826400 

2.183 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

2.183 

-1.82 

0.040 

0.26 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.05 

0.001 

0.37 

0.43 


Talanpur 

0814000601829500 

16.266 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

10.264 

-1.05 

0.070 

0.43 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.71 

0.004 

0.23 

0.24 







Non-command 

Vindhyan Sandstone 

6.002 

-1.05 

0.040 

0.25 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.99 

0.002 

0.14 

0.14 


That 

0814000601844300 

7.413 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.413 

-0.12 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.031 

0.38 

0.65 


Togas 

0814000601831500 

1.429 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.223 

-1.13 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.06 

0.09 







Non-command 

Tertiary Sandstone 

1.206 

-1.13 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.32 

0.46 


Tunkliya 

0814000601829100 

16.002 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

15.065 

-0.06 

0.070 

0.40 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.60 

0.006 

0.35 

0.38 







Non-command 

Vindhyan Sandstone 

0.937 

-0.06 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.000 

0.02 

0.02 


Uncharda Kalan 

0814000601835100 

6.880 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.030 

0.24 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Tertiary Sandstone 

6.849 

0.24 

0.060 

0.08 

0.00 

0.00 

0.00 

0.00 

0.18 

0.14 

0.30 

0.003 

0.38 

0.48 


Uncharda Khurd 

0814000601835000 

3.779 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.140 

0.22 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 







Non-command 

Tertiary Sandstone 

3.639 

0.22 

0.060 

0.10 

0.00 

0.00 

0.00 

0.00 

0.15 

0.12 

0.40 

0.001 

0.37 

0.45 


Veer Teja Nagar 

0814000601828600 

2.839 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

2.687 

-0.15 

0.040 

0.32 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.29 

0.001 

0.36 

0.46 

11005026 

Bagarki 

0815000702005000 

1.450 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.450 

0.82 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.06 

0.006 

0.36 

0.34 


Bankaliya 

0815000702007700 

11.716 

Fresh 

Non-command 

Non-command 

Jalore Granite 

4.844 

5.30 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.42 

0.43 

0.08 

0.021 

0.15 

0.14 


Basni Buddha 

0815000301953000 

10.005 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

7.476 

1.44 

0.060 

0.10 

0.00 

0.00 

0.00 

0.00 

0.75 

0.70 

0.34 

0.036 

0.26 

0.28 


Basni Kaparda 

0815000702008200 

9.228 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.105 

2.10 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.00 

0.005 

0.04 

0.04 


Basni Khariya 

0815000301953600 

10.489 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

10.489 

-1.45 

0.060 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.051 

0.36 

0.37 


Benan 

0815000702008000 

10.814 

Fresh 

Non-command 

Non-command 

Jalore Granite 

7.064 

2.26 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.30 

0.29 

0.24 

0.030 

0.23 

0.23 





Saline 

Non-command 

Non-command 

Jalore Granite 

2.292 

2.26 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.06 

0.010 

0.07 

0.07 


Bhaton Ki Dhani 

0815000401968500 

26.169 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.718 

2.00 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.003 

0.01 

0.01 


Bhundana 

0815000301955200 

27.935 

Fresh 

Non-command 

Non-command 

Jalore Granite 

7.779 

2.45 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.30 

0.30 

0.00 

0.037 

0.10 

0.10 





Saline 

Non-command 

Non-command 

Jalore Granite 

8.171 

2.45 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.31 

0.31 

0.00 

0.039 

0.10 

0.10 


Binawas 

0815000702008400 

22.758 

Fresh 

Non-command 

Non-command 

Jalore Granite 

13.180 

5.93 

0.015 

0.07 

0.01 

0.00 

0.00 

0.01 

1.22 

1.11 

0.19 

0.057 

0.19 

0.21 


Boroonda 

0815000702006100 

50.439 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.989 

1.15 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.01 

0.004 

0.01 

0.01 


Buch Kalan 

0815000702007800 

11.728 

Fresh 

Non-command 

Non-command 

Jalore Granite 

7.958 

2.87 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.38 

0.39 

0.16 

0.034 

0.24 

0.23 





Saline 

Non-command 

Non-command 

Jalore Granite 

0.680 

2.87 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.003 

0.02 

0.02 


Burchha 

0815000301952800 

24.116 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.069 

2.20 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.005 

0.02 

0.02 


Chapla 

0815000301953100 

7.017 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

3.175 

0.70 

0.060 

0.18 

0.01 

0.00 

0.00 

0.00 

0.30 

0.28 

0.71 

0.015 

0.16 

0.17 


Chaukri Kalan 

0815000301954300 

19.414 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

18.860 

0.83 

0.060 

0.30 

0.01 

0.00 

0.00 

0.00 

1.23 

1.27 

1.09 

0.091 

0.36 

0.34 


Chaukri Khurd 

0815000301954100 

17.866 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

17.839 

1.89 

0.060 

0.23 

0.03 

0.00 

0.00 

0.00 

2.23 

2.35 

0.82 

0.086 

0.37 

0.35 


Chodha 

0815000702008300 

24.619 

Fresh 

Non-command 

Non-command 

Jalore Granite 

16.267 

4.10 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

1.06 

1.01 

0.21 

0.070 

0.22 

0.24 





Saline 

Non-command 

Non-command 

Jalore Granite 

0.955 

4.10 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.01 

0.004 

0.01 

0.01 


Dantiwara 

0815000401968400 

24.354 

Fresh 

Non-command 

Non-command 

Jalore Granite 

6.148 

2.97 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.28 

0.24 

0.01 

0.023 

0.08 

0.10 


Devnagar 

0815000301953500 

17.658 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.398 

1.31 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.007 

0.03 

0.03 







Non-command 

Vindhyan Sandstone 

16.083 

1.31 

0.060 

0.16 

0.01 

0.00 

0.00 

0.00 

1.41 

1.36 

0.53 

0.077 

0.32 

0.34 


Dhadhesri 

0815000301953300 

10.557 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

8.711 

0.47 

0.060 

0.26 

0.01 

0.00 

0.00 

0.00 

0.50 

0.46 

0.98 

0.042 

0.30 

0.32 


Dhanapa 

0814000601829600 

30.715 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.026 

-1.25 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gadh Sooriya 

0815000702006000 

14.952 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

14.462 

2.81 

0.040 

0.30 

0.04 

0.00 

0.00 

0.01 

1.88 

2.02 

1.10 

0.062 

0.35 

0.33 


Ghodawat 

0815000301954000 

40.349 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

5.549 

0.60 

0.060 

0.07 

0.00 

0.00 

0.00 

0.00 

0.27 

0.27 

0.26 

0.027 

0.05 

0.05 


Gothan 

0814000601829400 

19.589 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.048 

-0.43 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.00 

0.00 


Harsolao 

0814000601826300 

98.934 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.684 

-1.53 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.001 

0.01 

0.01 


Jaliwara Kalan 

0815000702005500 

7.728 

Fresh 

Non-command 

Non-command 

Jalore Granite 

2.119 

2.38 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.12 

0.10 

0.009 

0.10 

0.09 


Jaliwara Khurd 

0815000702005600 

16.555 

Fresh 

Non-command 

Non-command 

Jalore Granite 

9.391 

2.19 

0.015 

0.18 

0.01 

0.00 

0.00 

0.00 

0.48 

0.53 

0.67 

0.040 

0.21 

0.19 


Jaspali 

0815000702007500 

27.859 

Fresh 

Non-command 

Non-command 

Jalore Granite 

12.170 

2.93 

0.015 

0.04 

0.00 

0.00 

0.00 

0.01 

0.57 

0.61 

0.10 

0.052 

0.16 

0.15 


Jatiyawas 

0815000702007900 

11.810 

Fresh 

Non-command 

Non-command 

Jalore Granite 

4.402 

1.83 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.14 

0.04 

0.019 

0.13 

0.13 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Sathana Khurd 

0814000701861600 

0.20 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.031 

0.003 

0.028 

0.225 

810.15 

Over Exploited 

Sathani 

0814000701861500 

0.20 

0.16 

- 

0.16 

0.01 

0.17 

0.04 

0.43 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.189 

0.019 

0.170 

0.614 

360.76 

Over Exploited 

Satlas 

0814000601835200 

0.15 

0.00 

13,600.54 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.37 

(7.42) 

0.35 

0.02 

0.37 

0.04 

0.42 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.417 

0.021 

0.396 

1.225 

309.53 

Over Exploited 

SENSARA 

0814000601845000 

0.20 

0.61 

- 

0.61 

0.01 

0.62 

0.04 

0.43 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.640 

0.064 

0.576 

0.501 

87.08 

Semi Critical 

Shekhasani 

0814000601833600 

0.10 

0.20 

(30.57) 

0.16 

0.01 

0.17 

0.04 

0.42 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.192 

0.010 

0.183 

0.431 

236.03 

Over Exploited 

Shiv 

0814000601826600 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.055 

7,345.91 

Over Exploited 



0.10 

0.28 

- 

0.28 

0.01 

0.29 

0.04 

0.38 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.318 

0.032 

0.286 

0.883 

308.70 

Over Exploited 

Shivrampura 

0814000601828000 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.083 

29,281.12 

Over Exploited 



0.10 

0.02 

- 

0.02 

0.01 

0.03 

0.02 

0.20 

0.00 

0.0400 

- 

- 

- 

0.040 

0.042 

0.072 

0.007 

0.064 

1.056 

1,640.59 

Over Exploited 

Shyampura 

0814000601836500 

0.15 

0.24 

(68.18) 

0.19 

- 

0.19 

0.04 

0.42 

0.03 

- 

- 

- 

- 

- 

0.027 

0.218 

0.011 

0.208 

0.085 

40.75 

Safe 

Siyas 

0814000601836000 

0.20 

0.68 

(80.00) 

0.55 

- 

0.55 

0.04 

0.42 

- 

- 

- 

- 

- 

- 

- 

0.547 

0.027 

0.520 

0.137 

26.33 

Safe 

Sodas 

0814000601830000 

0.08 

0.02 

1,487.62 

0.03 

- 

0.03 

0.02 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.039 

0.002 

0.037 

0.249 

673.96 

Over Exploited 



0.10 

0.06 

459.85 

0.08 

- 

0.08 

0.02 

0.24 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.085 

0.004 

0.081 

0.359 

444.46 

Over Exploited 

Sogawas 

0814000601833300 

0.15 

0.08 

142.16 

0.09 

- 

0.09 

0.01 

0.10 

0.01 

- 

- 

- 

- 

- 

0.009 

0.100 

0.005 

0.095 

0.002 

2.36 

Safe 



0.10 

0.60 

(36.36) 

0.48 

- 

0.48 

0.03 

0.33 

0.07 

- 

- 

- 

- 

- 

0.067 

0.545 

0.027 

0.518 

0.008 

1.49 

Safe 

Sooriyas 

0814000601842800 

0.20 

1.20 

- 

1.20 

0.01 

1.21 

0.04 

0.42 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

1.227 

0.123 

1.104 

0.677 

61.35 

Safe 

Sowaniya 

0815000702006700 

0.08 

0.00 

53,367.38 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

883.63 

Over Exploited 



0.07 

0.00 

39,999.38 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Subdand 

0814000601837600 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Surpura 

0814000701858600 

0.10 

0.05 

- 

0.05 

- 

0.05 

0.03 

0.26 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.062 

0.006 

0.056 

0.217 

390.86 

Over Exploited 



0.07 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.015 

0.002 

0.014 

0.077 

554.55 

Over Exploited 

Tado Ki Dhani 

0814000601826400 

0.10 

0.08 

- 

0.08 

0.01 

0.09 

0.04 

0.40 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.130 

0.013 

0.117 

1.046 

895.67 

Over Exploited 

Talanpur 

0814000601829500 

0.08 

0.19 

- 

0.19 

0.02 

0.21 

0.02 

0.25 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.270 

0.027 

0.243 

1.709 

703.61 

Over Exploited 



0.10 

0.08 

- 

0.08 

0.01 

0.09 

0.01 

0.15 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.131 

0.013 

0.118 

0.992 

840.71 

Over Exploited 

That 

0814000601844300 

0.20 

0.57 

- 

0.57 

- 

0.57 

0.04 

0.43 

0.06 

- 

- 

- 

- 

- 

0.065 

0.633 

0.063 

0.570 

0.119 

20.93 

Safe 

Togas 

0814000601831500 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.000 

4.23 

Safe 



0.10 

0.04 

- 

0.04 

- 

0.04 

0.04 

0.36 

0.00 

- 

- 

- 

- 

- 

0.005 

0.043 

0.004 

0.039 

0.000 

1.18 

Safe 

Tunkliya 

0814000601829100 

0.08 

0.42 

- 

0.42 

0.02 

0.44 

0.04 

0.39 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.501 

0.050 

0.451 

1.601 

354.70 

Over Exploited 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.110 

6,010.76 

Over Exploited 

Uncharda Kalan 

0814000601835100 

0.15 

0.00 

7,766.64 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.26 

(44.63) 

0.21 

- 

0.21 

0.04 

0.42 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.218 

0.011 

0.207 

0.300 

144.82 

Over Exploited 

Uncharda Khurd 

0814000601835000 

0.15 

0.00 

743.17 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.13 

(10.15) 

0.12 

- 

0.12 

0.04 

0.41 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.130 

0.006 

0.123 

0.397 

322.26 

Over Exploited 

Veer Teja Nagar 

0814000601828600 

0.10 

0.10 

- 

0.10 

0.02 

0.12 

0.04 

0.40 

0.01 

0.0500 

- 

- 

- 

0.050 

0.061 

0.177 

0.018 

0.159 

1.294 

811.82 

Over Exploited 

Bagarki 

0815000702005000 

0.07 

0.04 

11.08 

0.04 

- 

0.04 

0.04 

0.39 

- 

- 

- 

- 

- 

- 

- 

0.040 

0.002 

0.038 

0.061 

160.33 

Over Exploited 

Bankaliya 

0815000702007700 

0.07 

0.05 

766.63 

0.06 

- 

0.06 

0.01 

0.16 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.069 

0.003 

0.066 

0.097 

147.16 

Over Exploited 

Basni Buddha 

0815000301953000 

0.10 

0.20 

256.61 

0.24 

- 

0.24 

0.03 

0.29 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.247 

0.012 

0.234 

0.374 

159.57 

Over Exploited 

Basni Kaparda 

0815000702008200 

0.07 

0.00 

1,003.73 

0.00 

0.00 

0.00 

0.00 

0.05 

- 

- 

- 

- 

0.000 

- 

- 

0.004 

0.000 

0.004 

0.005 

126.88 

Over Exploited 

Basni Khariya 

0815000301953600 

0.10 

0.38 

- 

0.38 

0.00 

0.38 

0.04 

0.40 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.398 

0.040 

0.358 

0.239 

66.61 

Safe 

Benan 

0815000702008000 

0.07 

0.11 

164.14 

0.13 

0.01 

0.14 

0.02 

0.25 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.174 

0.009 

0.165 

0.266 

161.41 

Over Exploited 



0.07 

0.01 

718.03 

0.01 

- 

0.01 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.024 

0.001 

0.023 

0.068 

296.57 

Over Exploited 

Bhaton Ki Dhani 

0815000401968500 

0.06 

0.00 

4,744.96 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

604.02 

Over Exploited 

Bhundana 

0815000301955200 

0.08 

0.06 

388.69 

0.07 

- 

0.07 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.073 

0.004 

0.069 

0.037 

53.97 

Safe 



0.08 

0.07 

364.47 

0.08 

- 

0.08 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.081 

0.004 

0.077 

0.039 

51.38 

Safe 

Binawas 

0815000702008400 

0.07 

0.18 

522.06 

0.21 

0.02 

0.23 

0.02 

0.21 

- 

0.0200 

- 

- 

0.014 

0.034 

0.034 

0.267 

0.013 

0.253 

0.243 

95.78 

Critical 

Boroonda 

0815000702006100 

0.07 

0.00 

8,912.42 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.016 

2,835.62 

Over Exploited 

Buch Kalan 

0815000702007800 

0.07 

0.13 

196.15 

0.16 

0.01 

0.17 

0.02 

0.26 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.189 

0.009 

0.180 

0.196 

109.04 

Over Exploited 



0.07 

0.00 

3,004.93 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.015 

1,350.14 

Over Exploited 

Burchha 

0815000301952800 

0.08 

0.00 

2,467.95 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.005 

342.37 

Over Exploited 

Chapla 

0815000301953100 

0.10 

0.05 

456.25 

0.06 

0.01 

0.07 

0.02 

0.18 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.101 

0.005 

0.096 

0.720 

748.55 

Over Exploited 

Chaukri Kalan 

0815000301954300 

0.10 

0.67 

89.16 

0.80 

0.01 

0.81 

0.04 

0.39 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

0.934 

0.047 

0.887 

1.179 

132.86 

Over Exploited 

Chaukri Khurd 

0815000301954100 

0.10 

0.65 

259.77 

0.79 

0.03 

0.82 

0.04 

0.40 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.905 

0.045 

0.860 

0.904 

105.12 

Over Exploited 

Chodha 

0815000702008300 

0.07 

0.26 

293.04 

0.31 

0.01 

0.32 

0.02 

0.25 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.337 

0.017 

0.320 

0.276 

86.21 

Semi Critical 



0.07 

0.00 

6,221.32 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.014 

1,403.94 

Over Exploited 

Dantiwara 

0815000401968400 

0.06 

0.03 

681.71 

0.04 

0.00 

0.04 

0.01 

0.09 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.042 

0.002 

0.040 

0.031 

76.14 

Semi Critical 

Devnagar 

0815000301953500 

0.08 

0.00 

1,043.47 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.025 

687.33 

Over Exploited 



0.10 

0.52 

160.72 

0.63 

0.01 

0.64 

0.03 

0.36 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.656 

0.033 

0.624 

0.602 

96.62 

Critical 

Dhadhesri 

0815000301953300 

0.10 

0.26 

78.26 

0.31 

0.01 

0.32 

0.03 

0.33 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.360 

0.018 

0.342 

1.017 

297.20 

Over Exploited 

Dhanapa 

0814000601829600 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gadh Sooriya 

0815000702006000 

0.07 

0.36 

462.83 

0.43 

0.05 

0.48 

0.03 

0.39 

- 

0.1200 

- 

- 

0.012 

0.132 

0.132 

0.611 

0.031 

0.580 

1.166 

201.05 

Over Exploited 

Ghodawat 

0815000301954000 

0.10 

0.03 

847.37 

0.03 

0.00 

0.03 

0.01 

0.06 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.046 

0.002 

0.044 

0.282 

639.43 

Over Exploited 

Gothan 

0814000601829400 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.002 

62,509.68 

Over Exploited 

Harsolao 

0814000601826300 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.084 

9,006.86 

Over Exploited 

Jaliwara Kalan 

0815000702005500 

0.07 

0.01 

701.18 

0.02 

- 

0.02 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.028 

0.001 

0.026 

0.111 

421.46 

Over Exploited 

Jaliwara Khurd 

0815000702005600 

0.07 

0.14 

291.23 

0.16 

0.01 

0.18 

0.02 

0.23 

- 

0.0700 

- 

- 

0.004 

0.074 

0.074 

0.249 

0.012 

0.237 

0.706 

298.14 

Over Exploited 

Jaspali 

0815000702007500 

0.07 

0.13 

357.59 

0.16 

0.01 

0.17 

0.02 

0.17 

- 

0.0100 

- 

- 

0.013 

0.023 

0.023 

0.192 

0.010 

0.183 

0.154 

84.48 

Semi Critical 

Jatiyawas 

0815000702007900 

0.07 

0.04 

251.39 

0.05 

- 

0.05 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.048 

0.002 

0.045 

0.055 

121.24 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 





Saline 

Non-command 

Non-command 

Jalore Granite 

2.197 

1.83 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.01 

0.009 

0.06 

0.06 


Jawasiya 

0815000702005100 

4.467 

Fresh 

Non-command 

Non-command 

Jalore Granite 

4.467 

1.69 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.15 

0.16 

0.14 

0.019 

0.36 

0.33 


Kagal 

0815000301955000 

6.260 

Fresh 

Non-command 

Non-command 

Jalore Granite 

4.004 

2.67 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.17 

0.02 

0.019 

0.23 

0.22 


Khangata 

0815000301954500 

45.234 

Fresh 

Non-command 

Non-command 

Jalore Granite 

25.846 

3.40 

0.015 

0.11 

0.00 

0.00 

0.00 

0.00 

1.43 

1.45 

0.27 

0.125 

0.21 

0.20 







Non-command 

Vindhyan Sandstone 

19.363 

3.40 

0.060 

0.13 

0.00 

0.00 

0.00 

0.00 

4.08 

4.13 

0.40 

0.093 

0.15 

0.15 


Khariya Khangar 

0815000301953400 

18.387 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

17.632 

0.39 

0.060 

0.35 

0.02 

0.00 

0.00 

0.00 

0.75 

0.71 

1.28 

0.085 

0.35 

0.36 


Khawaspura 

0815000301953900 

29.789 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

20.635 

-0.95 

0.060 

0.50 

0.02 

0.00 

0.00 

0.02 

0.00 

0.00 

1.85 

0.099 

0.26 

0.25 


Khokhariya 

0815000301957300 

26.420 

Fresh 

Non-command 

Non-command 

Jalore Granite 

3.705 

1.22 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.00 

0.018 

0.05 

0.05 


Khudecha 

0815000702005300 

6.247 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.855 

1.45 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.06 

0.008 

0.11 

0.10 


Kosana 

0815000301954600 

36.692 

Fresh 

Non-command 

Non-command 

Jalore Granite 

30.538 

1.95 

0.015 

0.40 

0.02 

0.00 

0.00 

0.02 

1.26 

1.36 

1.42 

0.147 

0.30 

0.28 







Non-command 

Vindhyan Sandstone 

6.153 

1.95 

0.060 

0.18 

0.01 

0.00 

0.00 

0.00 

0.89 

0.96 

0.69 

0.030 

0.06 

0.06 


Kur 

0815000301957200 

13.319 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.128 

0.03 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 


Lawari 

0815000702005900 

15.510 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.695 

2.19 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.05 

0.007 

0.04 

0.04 







Non-command 

Vindhyan Sandstone 

13.815 

2.19 

0.040 

0.18 

0.02 

0.00 

0.00 

0.00 

1.36 

1.48 

0.62 

0.059 

0.33 

0.30 


Mad Puriya 

0815000301953800 

6.598 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

5.999 

-4.77 

0.060 

0.26 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.98 

0.029 

0.33 

0.34 


Madliya 

0815000702005800 

12.262 

Fresh 

Non-command 

Non-command 

Jalore Granite 

8.969 

2.02 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.28 

0.31 

0.00 

0.039 

0.27 

0.24 







Non-command 

Vindhyan Sandstone 

0.253 

2.02 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.01 

0.01 


Malar 

0815000301955500 

18.698 

Saline 

Non-command 

Non-command 

Jalore Granite 

0.109 

2.12 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 


Malawas 

0815000702005700 

21.179 

Fresh 

Non-command 

Non-command 

Jalore Granite 

17.658 

1.83 

0.015 

0.07 

0.00 

0.00 

0.00 

0.01 

0.54 

0.60 

0.19 

0.076 

0.30 

0.27 


Mirasiya 

0815000301954400 

5.605 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

5.567 

0.64 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.23 

0.24 

0.04 

0.027 

0.36 

0.36 


Nanan 

0815000702005400 

18.063 

Fresh 

Non-command 

Non-command 

Jalore Granite 

15.156 

1.67 

0.015 

0.06 

0.00 

0.00 

0.00 

0.01 

0.43 

0.47 

0.17 

0.065 

0.30 

0.28 


Palri Siddha 

0815000301953700 

22.523 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

21.743 

-4.90 

0.060 

0.10 

0.00 

0.00 

0.00 

0.02 

0.00 

0.00 

0.26 

0.105 

0.35 

0.36 


Pipar City 

0815000741503000 

26.952 

Fresh 

Non-command 

Non-command 

Jalore Granite 

8.381 

1.20 

0.015 

0.19 

0.01 

0.00 

0.00 

0.01 

0.32 

0.35 

0.29 

0.369 

0.11 

0.10 


Rajlani 

0815000301953200 

49.484 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.588 

-0.21 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.003 

0.00 

0.00 


Ratkuriya 

0815000301952900 

42.653 

Fresh 

Non-command 

Non-command 

Jalore Granite 

31.501 

2.38 

0.015 

0.05 

0.00 

0.00 

0.00 

0.00 

1.18 

1.16 

0.02 

0.152 

0.26 

0.26 







Non-command 

Vindhyan Sandstone 

4.635 

2.38 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.67 

0.67 

0.00 

0.022 

0.04 

0.04 


Riyan 

0815000702007600 

8.043 

Fresh 

Non-command 

Non-command 

Jalore Granite 

4.013 

5.81 

0.015 

0.05 

0.00 

0.00 

0.00 

0.01 

0.39 

0.41 

0.16 

0.017 

0.18 

0.17 


Salwa Khurd 

0815000301956600 

62.858 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.213 

2.52 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.00 

0.006 

0.01 

0.01 


Sangva Ki Dhani 

0814000601826100 

0.719 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.015 

-1.07 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Sargiya Kalan 

0815000301954900 

13.894 

Fresh 

Non-command 

Non-command 

Jalore Granite 

7.134 

2.62 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.30 

0.30 

0.05 

0.034 

0.18 

0.18 


Sargiya Khurd 

0815000301954800 

6.580 

Fresh 

Non-command 

Non-command 

Jalore Granite 

5.133 

2.43 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.22 

0.22 

0.07 

0.025 

0.28 

0.28 


Satheen 

0815000301954700 

73.236 

Fresh 

Non-command 

Non-command 

Jalore Granite 

59.322 

1.93 

0.015 

0.20 

0.01 

0.00 

0.00 

0.00 

1.91 

2.01 

0.43 

0.286 

0.29 

0.28 





Saline 

Non-command 

Non-command 

Jalore Granite 

13.915 

1.93 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.43 

0.46 

0.05 

0.067 

0.07 

0.06 


Shekhnagar 

0815000301955600 

24.233 

Fresh 

Non-command 

Non-command 

Jalore Granite 

11.753 

1.48 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.28 

0.29 

0.00 

0.057 

0.17 

0.17 





Saline 

Non-command 

Non-command 

Jalore Granite 

6.497 

1.48 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.16 

0.00 

0.031 

0.10 

0.09 


Sindhipura 

0815000702005200 

11.777 

Fresh 

Non-command 

Non-command 

Jalore Granite 

11.777 

0.60 

0.015 

0.10 

0.00 

0.00 

0.00 

0.01 

0.20 

0.21 

0.32 

0.051 

0.36 

0.33 


Siyara 

0815000301954200 

8.177 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

8.177 

1.88 

0.060 

0.23 

0.03 

0.00 

0.00 

0.02 

1.10 

1.17 

0.88 

0.039 

0.37 

0.34 


Sowaniya 

0815000702006700 

18.161 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.561 

2.61 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.002 

0.01 

0.01 







Non-command 

Vindhyan Sandstone 

6.009 

2.61 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.66 

0.72 

0.08 

0.026 

0.12 

0.11 


Vishnu Nagar 

0815000702008100 

3.261 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.000 

3.94 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 

11005027 

Anawas 

0815000702007100 

4.475 

Fresh 

Non-command 

Non-command 

Jalore Granite 

4.475 

-0.35 

0.015 

0.08 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.30 

0.019 

0.36 

0.32 


Banjara 

0815000702010100 

10.424 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.003 

2.35 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Basni Kaparda 

0815000702008200 

9.228 

Fresh 

Non-command 

Non-command 

Jalore Granite 

8.123 

2.10 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.25 

0.26 

0.00 

0.035 

0.31 

0.30 


Bhaton Ki Dhani 

0815000401968500 

26.169 

Fresh 

Non-command 

Non-command 

Jalore Granite 

5.687 

2.00 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.16 

0.00 

0.021 

0.07 

0.08 


Bhavi 

0815000702011000 

57.665 

Fresh 

Non-command 

Non-command 

Jalore Granite 

4.884 

1.19 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.11 

0.03 

0.021 

0.03 

0.03 







Non-command 

Older Alluvium 

0.149 

1.19 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Jalore Granite 

5.781 

1.19 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.14 

0.04 

0.025 

0.04 

0.03 


Binawas 

0815000702008400 

22.758 

Fresh 

Non-command 

Non-command 

Jalore Granite 

9.578 

5.93 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.89 

0.80 

0.14 

0.041 

0.14 

0.15 


Birawas 

0815000702010900 

20.922 

Fresh 

Non-command 

Non-command 

Jalore Granite 

8.928 

2.33 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.35 

0.40 

0.15 

0.038 

0.15 

0.13 







Non-command 

Older Alluvium 

3.969 

2.33 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.95 

1.09 

0.09 

0.017 

0.07 

0.06 





Saline 

Non-command 

Non-command 

Jalore Granite 

2.598 

2.33 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.12 

0.03 

0.011 

0.04 

0.04 







Non-command 

Older Alluvium 

0.208 

2.33 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.00 

0.001 

0.00 

0.00 


Boyal 

0815000702009200 

43.262 

Fresh 

Non-command 

Non-command 

Jalore Granite 

35.210 

0.36 

0.015 

0.15 

0.01 

0.00 

0.00 

0.05 

0.28 

0.31 

0.39 

0.151 

0.29 

0.26 







Non-command 

Older Alluvium 

8.052 

0.36 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.33 

0.37 

0.13 

0.035 

0.07 

0.06 


Buch Kalan 

0815000702007800 

11.728 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.091 

2.87 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chandelao 

0815000702008600 

22.908 

Fresh 

Non-command 

Non-command 

Jalore Granite 

14.307 

3.15 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.71 

0.65 

0.04 

0.061 

0.21 

0.22 





Saline 

Non-command 

Non-command 

Jalore Granite 

0.083 

3.15 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chirdhani 

0815000702007300 

28.505 

Fresh 

Non-command 

Non-command 

Jalore Granite 

28.505 

1.97 

0.015 

0.05 

0.00 

0.00 

0.00 

0.01 

0.88 

1.00 

0.02 

0.122 

0.36 

0.32 


Chodha 

0815000702008300 

24.619 

Fresh 

Non-command 

Non-command 

Jalore Granite 

4.685 

4.10 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.31 

0.29 

0.06 

0.020 

0.06 

0.07 


Dantiwara 

0815000401968400 

24.354 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.000 

2.97 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ghana Magra 

0815000702009500 

17.447 

Fresh 

Non-command 

Non-command 

Jalore Granite 

13.249 

3.62 

0.015 

0.10 

0.01 

0.00 

0.00 

0.00 

0.81 

0.93 

0.32 

0.057 

0.28 

0.24 





Saline 

Non-command 

Non-command 

Jalore Granite 

4.198 

3.62 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.26 

0.30 

0.08 

0.018 

0.09 

0.08 


Jaliwara Kalan 

0815000702005500 

7.728 

Fresh 

Non-command 

Non-command 

Jalore Granite 

5.609 

2.38 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.27 

0.30 

0.28 

0.024 

0.26 

0.24 


Jaliwara Khurd 

0815000702005600 

16.555 

Fresh 

Non-command 

Non-command 

Jalore Granite 

7.164 

2.19 

0.015 

0.14 

0.01 

0.00 

0.00 

0.00 

0.36 

0.41 

0.51 

0.031 

0.16 

0.14 


Jalkhan 

0815000702007400 

10.038 

Fresh 

Non-command 

Non-command 

Jalore Granite 

10.038 

1.44 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.27 

0.31 

0.22 

0.043 

0.36 

0.32 


Jaspali 

0815000702007500 

27.859 

Fresh 

Non-command 

Non-command 

Jalore Granite 

15.690 

2.93 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.74 

0.79 

0.13 

0.067 

0.20 

0.19 


Kaparda 

0815000702008800 

33.210 

Fresh 

Non-command 

Non-command 

Jalore Granite 

11.424 

0.80 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.18 

0.19 

0.11 

0.049 

0.12 

0.11 







Non-command 

Older Alluvium 

11.471 

0.80 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.97 

1.03 

0.16 

0.049 

0.12 

0.12 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.07 

0.01 

604.47 

0.01 

- 

0.01 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.011 

0.023 

207.80 

Over Exploited 

Jawasiya 

0815000702005100 

0.07 

0.11 

42.78 

0.13 

0.00 

0.14 

0.04 

0.39 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.156 

0.008 

0.148 

0.163 

110.41 

Over Exploited 

Kagal 

0815000301955000 

0.08 

0.07 

137.72 

0.09 

- 

0.09 

0.02 

0.25 

- 

- 

- 

- 

- 

- 

- 

0.087 

0.004 

0.082 

0.037 

45.26 

Safe 

Khangata 

0815000301954500 

0.08 

0.43 

239.84 

0.51 

- 

0.51 

0.02 

0.23 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.521 

0.026 

0.495 

0.395 

79.70 

Semi Critical 



0.10 

0.30 

1,283.82 

0.36 

- 

0.36 

0.02 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.369 

0.018 

0.350 

0.491 

140.32 

Over Exploited 

Khariya Khangar 

0815000301953400 

0.10 

0.61 

16.72 

0.71 

0.02 

0.73 

0.04 

0.38 

- 

0.0500 

- 

- 

0.003 

0.053 

0.053 

0.786 

0.039 

0.747 

1.360 

182.10 

Over Exploited 

Khawaspura 

0815000301953900 

0.10 

0.53 

- 

0.53 

0.04 

0.57 

0.03 

0.28 

- 

0.0700 

- 

- 

0.037 

0.107 

0.107 

0.678 

0.068 

0.610 

1.952 

319.90 

Over Exploited 

Khokhariya 

0815000301957300 

0.08 

0.01 

387.34 

0.02 

- 

0.02 

0.01 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.016 

0.001 

0.016 

0.018 

115.10 

Over Exploited 

Khudecha 

0815000702005300 

0.07 

0.01 

379.64 

0.02 

- 

0.02 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.027 

0.001 

0.025 

0.068 

267.09 

Over Exploited 

Kosana 

0815000301954600 

0.08 

0.74 

83.76 

0.89 

0.04 

0.92 

0.03 

0.33 

- 

0.0500 

- 

- 

0.024 

0.074 

0.074 

0.996 

0.050 

0.946 

1.563 

165.23 

Over Exploited 



0.10 

0.04 

2,456.59 

0.04 

0.01 

0.06 

0.01 

0.07 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.090 

0.005 

0.086 

0.720 

837.44 

Over Exploited 

Kur 

0815000301957200 

0.08 

0.00 

204.19 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Lawari 

0815000702005900 

0.07 

0.00 

1,388.23 

0.01 

0.00 

0.01 

0.00 

0.04 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.017 

0.001 

0.016 

0.055 

338.87 

Over Exploited 



0.07 

0.32 

370.03 

0.38 

0.02 

0.40 

0.03 

0.36 

- 

0.0700 

- 

- 

0.006 

0.076 

0.076 

0.478 

0.024 

0.454 

0.683 

150.41 

Over Exploited 

Mad Puriya 

0815000301953800 

0.10 

0.20 

- 

0.20 

0.01 

0.21 

0.03 

0.37 

- 

0.0400 

- 

- 

0.004 

0.044 

0.044 

0.256 

0.026 

0.230 

1.012 

439.02 

Over Exploited 

Madliya 

0815000702005800 

0.07 

0.17 

83.01 

0.20 

0.00 

0.21 

0.03 

0.29 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.213 

0.011 

0.202 

0.039 

19.07 

Safe 



0.07 

0.00 

16,360.88 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.001 

67.76 

Safe 

Malar 

0815000301955500 

0.08 

0.00 

19,077.58 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Malawas 

0815000702005700 

0.07 

0.38 

59.82 

0.45 

0.01 

0.46 

0.03 

0.33 

- 

0.0100 

- 

- 

0.017 

0.027 

0.027 

0.489 

0.024 

0.464 

0.263 

56.61 

Safe 

Mirasiya 

0815000301954400 

0.10 

0.20 

18.03 

0.24 

- 

0.24 

0.04 

0.40 

- 

- 

- 

- 

- 

- 

- 

0.238 

0.012 

0.226 

0.065 

28.73 

Safe 

Nanan 

0815000702005400 

0.07 

0.32 

46.69 

0.39 

0.01 

0.40 

0.03 

0.33 

- 

0.0200 

- 

- 

0.016 

0.036 

0.036 

0.433 

0.022 

0.411 

0.239 

58.16 

Safe 

Palri Siddha 

0815000301953700 

0.10 

0.77 

- 

0.77 

0.02 

0.78 

0.04 

0.39 

- 

0.0100 

- 

- 

0.023 

0.033 

0.033 

0.813 

0.081 

0.732 

0.368 

50.23 

Safe 

Pipar City 

0815000741503000 

0.07 

0.07 

437.19 

0.08 

0.02 

0.10 

0.01 

0.12 

- 

0.0300 

- 

- 

0.016 

0.046 

0.046 

0.145 

0.007 

0.138 

0.659 

478.05 

Over Exploited 

Rajlani 

0815000301953200 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.078 

35,007.03 

Over Exploited 

Ratkuriya 

0815000301952900 

0.08 

0.66 

76.29 

0.79 

- 

0.79 

0.03 

0.29 

- 

- 

- 

- 

- 

- 

- 

0.792 

0.040 

0.752 

0.170 

22.58 

Safe 



0.10 

0.02 

3,626.53 

0.02 

- 

0.02 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.021 

0.001 

0.020 

0.022 

109.73 

Over Exploited 

Riyan 

0815000702007600 

0.07 

0.05 

729.72 

0.06 

0.01 

0.07 

0.02 

0.19 

- 

0.0200 

- 

- 

0.009 

0.030 

0.030 

0.096 

0.005 

0.091 

0.179 

197.52 

Over Exploited 

Salwa Khurd 

0815000301956600 

0.08 

0.00 

6,790.13 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.006 

433.63 

Over Exploited 

Sangva Ki Dhani 

0814000601826100 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sargiya Kalan 

0815000301954900 

0.08 

0.10 

191.50 

0.12 

- 

0.12 

0.02 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.124 

0.006 

0.118 

0.088 

75.17 

Semi Critical 

Sargiya Khurd 

0815000301954800 

0.08 

0.11 

91.30 

0.14 

- 

0.14 

0.03 

0.30 

- 

- 

- 

- 

- 

- 

- 

0.136 

0.007 

0.129 

0.097 

75.12 

Semi Critical 

Satheen 

0815000301954700 

0.08 

1.38 

45.89 

1.66 

0.01 

1.67 

0.03 

0.32 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

1.686 

0.084 

1.602 

0.718 

44.82 

Safe 



0.08 

0.08 

501.65 

0.09 

- 

0.09 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.091 

0.005 

0.087 

0.115 

132.92 

Over Exploited 

Shekhnagar 

0815000301955600 

0.08 

0.16 

79.70 

0.19 

- 

0.19 

0.02 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.194 

0.010 

0.184 

0.057 

30.70 

Safe 



0.08 

0.05 

222.91 

0.06 

- 

0.06 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.059 

0.003 

0.056 

0.031 

55.53 

Safe 

Sindhipura 

0815000702005200 

0.07 

0.30 

(27.88) 

0.24 

0.01 

0.25 

0.04 

0.39 

- 

0.0400 

- 

- 

0.013 

0.053 

0.053 

0.299 

0.015 

0.284 

0.373 

131.19 

Over Exploited 

Siyara 

0815000301954200 

0.10 

0.30 

290.01 

0.36 

0.05 

0.41 

0.04 

0.40 

- 

0.1000 

- 

- 

0.036 

0.136 

0.136 

0.548 

0.027 

0.521 

0.917 

176.10 

Over Exploited 

Sowaniya 

0815000702006700 

0.07 

0.00 

5,269.00 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.010 

2,051.53 

Over Exploited 



0.07 

0.05 

1,302.06 

0.06 

0.00 

0.06 

0.01 

0.13 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.065 

0.003 

0.062 

0.108 

173.89 

Over Exploited 

Vishnu Nagar 

0815000702008100 

0.07 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Anawas 

0815000702007100 

0.07 

0.11 

- 

0.11 

0.02 

0.13 

0.03 

0.40 

- 

0.0300 

- 

- 

0.009 

0.039 

0.039 

0.169 

0.017 

0.152 

0.319 

210.10 

Over Exploited 

Banjara 

0815000702010100 

0.07 

0.00 

388,933.05 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Basni Kaparda 

0815000702008200 

0.07 

0.18 

49.55 

0.21 

0.01 

0.22 

0.03 

0.34 

- 

- 

- 

- 

0.018 

0.018 

0.018 

0.241 

0.012 

0.229 

0.035 

15.25 

Safe 

Bhaton Ki Dhani 

0815000401968500 

0.06 

0.02 

547.36 

0.03 

- 

0.03 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.029 

0.001 

0.027 

0.021 

76.23 

Semi Critical 

Bhavi 

0815000702011000 

0.07 

0.01 

964.78 

0.01 

- 

0.01 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.012 

0.051 

421.79 

Over Exploited 



0.10 

0.00 

145,976.94 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.07 

0.01 

863.92 

0.02 

- 

0.02 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.018 

0.001 

0.017 

0.061 

359.23 

Over Exploited 

Binawas 

0815000702008400 

0.07 

0.09 

754.21 

0.11 

0.01 

0.13 

0.01 

0.15 

- 

0.0200 

- 

- 

0.007 

0.027 

0.027 

0.155 

0.008 

0.147 

0.177 

120.28 

Over Exploited 

Birawas 

0815000702010900 

0.07 

0.10 

317.29 

0.12 

0.01 

0.13 

0.01 

0.17 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.146 

0.007 

0.139 

0.192 

138.88 

Over Exploited 



0.10 

0.03 

3,909.60 

0.03 

- 

0.03 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.043 

0.002 

0.041 

0.105 

259.01 

Over Exploited 



0.07 

0.01 

1,312.44 

0.01 

- 

0.01 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.000 

0.009 

0.044 

474.14 

Over Exploited 



0.10 

0.00 

73,921.03 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Boyal 

0815000702009200 

0.07 

0.73 

(57.37) 

0.58 

0.06 

0.64 

0.03 

0.32 

- 

0.0400 

- 

- 

0.079 

0.119 

0.119 

0.762 

0.038 

0.724 

0.543 

75.06 

Semi Critical 



0.10 

0.05 

575.49 

0.07 

0.00 

0.07 

0.01 

0.07 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.078 

0.004 

0.074 

0.161 

215.64 

Over Exploited 

Buch Kalan 

0815000702007800 

0.07 

0.00 

22,728.62 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chandelao 

0815000702008600 

0.07 

0.21 

213.16 

0.25 

- 

0.25 

0.02 

0.23 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.261 

0.013 

0.248 

0.103 

41.74 

Safe 



0.07 

0.00 

51,029.03 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chirdhani 

0815000702007300 

0.07 

0.73 

37.20 

0.87 

0.01 

0.89 

0.03 

0.40 

- 

- 

- 

- 

0.022 

0.022 

0.022 

0.909 

0.045 

0.864 

0.146 

16.96 

Safe 

Chodha 

0815000702008300 

0.07 

0.02 

1,276.85 

0.03 

- 

0.03 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.035 

0.002 

0.034 

0.080 

237.93 

Over Exploited 

Dantiwara 

0815000401968400 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ghana Magra 

0815000702009500 

0.07 

0.26 

264.36 

0.31 

0.01 

0.32 

0.03 

0.30 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.357 

0.018 

0.339 

0.374 

110.17 

Over Exploited 



0.07 

0.03 

1,056.62 

0.03 

- 

0.03 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.041 

0.002 

0.039 

0.102 

262.90 

Over Exploited 

Jaliwara Kalan 

0815000702005500 

0.07 

0.10 

190.97 

0.12 

0.01 

0.14 

0.03 

0.29 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.168 

0.008 

0.160 

0.300 

188.13 

Over Exploited 

Jaliwara Khurd 

0815000702005600 

0.07 

0.08 

414.58 

0.09 

0.01 

0.11 

0.02 

0.17 

- 

0.0600 

- 

- 

0.002 

0.062 

0.062 

0.167 

0.008 

0.159 

0.536 

337.24 

Over Exploited 

Jalkhan 

0815000702007400 

0.07 

0.26 

20.42 

0.31 

0.01 

0.32 

0.03 

0.40 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.347 

0.017 

0.329 

0.265 

80.50 

Semi Critical 

Jaspali 

0815000702007500 

0.07 

0.22 

257.84 

0.27 

0.01 

0.28 

0.02 

0.22 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.306 

0.015 

0.290 

0.201 

69.34 

Safe 

Kaparda 

0815000702008800 

0.07 

0.10 

93.34 

0.12 

- 

0.12 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.127 

0.006 

0.121 

0.163 

134.65 

Over Exploited 



0.10 

0.14 

633.90 

0.17 

0.01 

0.18 

0.01 

0.13 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.199 

0.010 

0.189 

0.209 

110.58 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 





Saline 

Non-command 

Non-command 

Jalore Granite 

4.094 

0.80 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.03 

0.018 

0.04 

0.04 







Non-command 

Older Alluvium 

3.044 

0.80 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.25 

0.27 

0.03 

0.013 

0.03 

0.03 


Khariya Anawas 

081500070200700C 

6.065 

Fresh 

Non-command 

Non-command 

Jalore Granite 

6.065 

0.75 

0.015 

0.18 

0.03 

0.00 

0.00 

0.01 

0.21 

0.24 

0.70 

0.026 

0.36 

0.32 


Khejarla 

0815000702009600 

36.511 

Fresh 

Non-command 

Non-command 

Jalore Granite 

30.948 

1.41 

0.015 

0.15 

0.02 

0.00 

0.00 

0.05 

0.73 

0.84 

0.43 

0.133 

0.31 

0.27 


Khudecha 

0815000702005300 

6.247 

Fresh 

Non-command 

Non-command 

Jalore Granite 

4.392 

1.45 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.14 

0.14 

0.019 

0.26 

0.23 


Lamba 

0815000702011100 

25.800 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.042 

-0.06 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Older Alluvium 

1.713 

-0.06 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.007 

0.02 

0.02 


Madliya 

0815000702005800 

12.262 

Fresh 

Non-command 

Non-command 

Jalore Granite 

3.040 

2.02 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.00 

0.013 

0.09 

0.08 


Malawas 

0815000702005700 

21.179 

Fresh 

Non-command 

Non-command 

Jalore Granite 

3.521 

1.83 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.12 

0.03 

0.015 

0.06 

0.05 


Nanan 

0815000702005400 

18.063 

Fresh 

Non-command 

Non-command 

Jalore Granite 

2.907 

1.67 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.04 

0.012 

0.06 

0.05 


Pichiyak 

0815000702010600 

15.744 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.124 

0.69 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.12 

0.17 

0.005 

0.03 

0.02 





Saline 

Non-command 

Non-command 

Jalore Granite 

1.025 

0.69 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.09 

0.004 

0.02 

0.02 







Non-command 

Older Alluvium 

1.536 

0.69 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.14 

0.16 

0.17 

0.007 

0.04 

0.03 


Pipar City 

0815000741503000 

26.952 

Fresh 

Non-command 

Non-command 

Jalore Granite 

18.571 

1.20 

0.015 

0.43 

0.02 

0.00 

0.00 

0.01 

0.74 

0.81 

0.65 

0.819 

0.25 

0.23 


Ransi Gaon 

0815000702006800 

47.925 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

1.748 

2.25 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.33 

0.37 

0.07 

0.008 

0.01 

0.01 







Non-command 

Jalore Granite 

8.690 

2.25 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.33 

0.37 

0.11 

0.037 

0.07 

0.06 







Non-command 

Vindhyan Sandstone 

10.682 

2.25 

0.040 

0.06 

0.00 

0.00 

0.00 

0.01 

1.01 

1.12 

0.20 

0.046 

0.08 

0.07 


Rawniyana 

0815000702006900 

28.288 

Fresh 

Non-command 

Non-command 

Jalore Granite 

28.288 

0.33 

0.015 

0.10 

0.00 

0.00 

0.00 

0.08 

0.16 

0.19 

0.22 

0.122 

0.36 

0.32 


Roonakiya 

0815000702007200 

10.287 

Fresh 

Non-command 

Non-command 

Jalore Granite 

10.287 

0.32 

0.015 

0.17 

0.02 

0.00 

0.00 

0.02 

0.17 

0.20 

0.61 

0.044 

0.36 

0.32 


Sambariya 

0815000702009700 

17.814 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.248 

2.05 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.00 

0.001 

0.01 

0.00 







Non-command 

Jalore Granite 

1.312 

2.05 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.02 

0.006 

0.03 

0.02 


Sayarpura 

0815000702008900 

7.047 

Fresh 

Non-command 

Non-command 

Jalore Granite 

6.786 

1.19 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.12 

0.13 

0.01 

0.029 

0.34 

0.32 







Non-command 

Older Alluvium 

0.261 

1.19 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.001 

0.01 

0.01 


Silari 

0815000702009300 

20.181 

Fresh 

Non-command 

Non-command 

Jalore Granite 

20.181 

2.64 

0.015 

0.06 

0.00 

0.00 

0.00 

0.01 

0.85 

0.97 

0.11 

0.087 

0.36 

0.32 


Sindhi Nagar 

0815000702008700 

11.749 

Fresh 

Non-command 

Non-command 

Jalore Granite 

2.530 

1.15 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.03 

0.011 

0.07 

0.07 





Saline 

Non-command 

Non-command 

Jalore Granite 

4.370 

1.15 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.04 

0.019 

0.13 

0.13 







Non-command 

Older Alluvium 

0.017 

1.15 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sowaniya 

0815000702006700 

18.161 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.229 

2.61 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.00 

0.001 

0.00 

0.00 







Non-command 

Jalore Granite 

0.117 

2.61 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.001 

0.00 

0.00 







Non-command 

Vindhyan Sandstone 

5.272 

2.61 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.57 

0.62 

0.07 

0.023 

0.11 

0.10 


Tilwasani 

0815000702009400 

21.145 

Fresh 

Non-command 

Non-command 

Jalore Granite 

21.145 

3.85 

0.015 

0.12 

0.00 

0.00 

0.00 

0.02 

1.32 

1.52 

0.37 

0.091 

0.36 

0.32 


Vishnu Ki Dhani 

0815000702008500 

8.631 

Fresh 

Non-command 

Non-command 

Jalore Granite 

8.631 

4.12 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.53 

0.52 

0.00 

0.037 

0.34 

0.35 


Vishnu Nagar 

0815000702008100 

3.261 

Fresh 

Non-command 

Non-command 

Jalore Granite 

3.261 

3.94 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.19 

0.00 

0.014 

0.35 

0.35 

11005028 

Akthali 

0815000401967400 

8.913 

Fresh 

Non-command 

Non-command 

Jalore Granite 

5.076 

1.06 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.00 

0.019 

0.18 

0.24 


Asanda 

0815000401967500 

16.668 

Fresh 

Non-command 

Non-command 

Jalore Granite 

16.535 

1.10 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.29 

0.22 

0.00 

0.061 

0.31 

0.41 


Bankaliya 

0815000702007700 

11.716 

Fresh 

Non-command 

Non-command 

Jalore Granite 

4.499 

5.30 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.39 

0.40 

0.08 

0.019 

0.14 

0.13 





Saline 

Non-command 

Non-command 

Jalore Granite 

2.373 

5.30 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.20 

0.03 

0.010 

0.07 

0.07 


Bara Kalan 

0815000301956700 

25.791 

Fresh 

Non-command 

Non-command 

Jalore Granite 

21.799 

2.51 

0.015 

0.05 

0.00 

0.00 

0.00 

0.00 

0.87 

0.84 

0.05 

0.105 

0.29 

0.30 





Saline 

Non-command 

Non-command 

Jalore Granite 

3.991 

2.51 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.16 

0.00 

0.019 

0.05 

0.05 


Bara Khurd 

0815000301956800 

4.495 

Fresh 

Non-command 

Non-command 

Jalore Granite 

4.436 

1.76 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.00 

0.021 

0.33 

0.36 


Basni Charna 

0815000401969000 

3.935 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.715 

0.49 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.11 

0.00 

0.013 

0.30 

0.39 


Bawarla 

0815000401967700 

23.360 

Fresh 

Non-command 

Non-command 

Jalore Granite 

21.803 

0.94 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.34 

0.24 

0.00 

0.080 

0.29 

0.41 


Benan 

0815000702008000 

10.814 

Saline 

Non-command 

Non-command 

Jalore Granite 

1.458 

2.26 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.04 

0.006 

0.05 

0.05 


Bhaton Ki Dhani 

0815000401968500 

26.169 

Fresh 

Non-command 

Non-command 

Jalore Granite 

13.069 

2.00 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.41 

0.35 

0.00 

0.048 

0.16 

0.19 







Non-command 

Older Alluvium 

0.017 

2.00 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhundana 

0815000301955200 

27.935 

Fresh 

Non-command 

Non-command 

Jalore Granite 

5.725 

2.45 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.22 

0.00 

0.028 

0.07 

0.07 





Saline 

Non-command 

Non-command 

Jalore Granite 

0.061 

2.45 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Binawas 

0815000702008400 

22.758 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.001 

5.93 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Birami 

0815000401969100 

10.633 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.588 

0.51 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.28 

0.21 

0.00 

0.023 

0.19 

0.25 


Birdawas 

0815000401969500 

7.475 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.278 

0.75 

0.080 

0.01 

0.00 

0.00 

0.00 

0.01 

0.38 

0.30 

0.00 

0.022 

0.26 

0.33 


Bisalpur 

0815000401968600 

28.277 

Fresh 

Bisalpura 

Command 

Jalore Granite 

17.759 

1.25 

0.015 

0.04 

0.00 

0.00 

0.00 

0.02 

0.36 

0.29 

0.09 

0.065 

0.20 

0.25 






Non-command 

Non-command 

Jalore Granite 

10.369 

1.25 

0.015 

0.02 

0.00 

0.00 

0.00 

0.02 

0.20 

0.16 

0.05 

0.038 

0.12 

0.15 







Non-command 

Older Alluvium 

0.142 

1.25 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.00 

0.00 


Buch Kalan 

0815000702007800 

11.728 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.217 

2.87 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Jalore Granite 

2.782 

2.87 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.14 

0.05 

0.012 

0.08 

0.08 


Burchha 

0815000301952800 

24.116 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.197 

2.20 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.00 

0.00 


Chandelao 

0815000702008600 

22.908 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.368 

3.15 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.002 

0.01 

0.01 


Chodha 

0815000702008300 

24.619 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.192 

4.10 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Jalore Granite 

2.520 

4.10 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.16 

0.02 

0.011 

0.03 

0.04 


Dangiyawas 

0815000401968200 

18.085 

Fresh 

Bisalpura 

Command 

Jalore Granite 

5.387 

1.23 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.00 

0.020 

0.09 

0.12 






Non-command 

Non-command 

Jalore Granite 

12.698 

1.23 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.24 

0.19 

0.01 

0.047 

0.22 

0.28 


Dantiwara 

0815000401968400 

24.354 

Fresh 

Non-command 

Non-command 

Jalore Granite 

18.206 

2.97 

0.015 

0.03 

0.00 

0.00 

0.00 

0.02 

0.83 

0.69 

0.03 

0.067 

0.24 

0.29 


Deoliya 

0815000401967800 

7.299 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.070 

0.97 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dhayalon Ki Dhani 

0815000401968300 

11.890 

Fresh 

Non-command 

Non-command 

Jalore Granite 

11.890 

1.13 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.22 

0.17 

0.02 

0.044 

0.32 

0.41 


Doliya 

0815000401968100 

22.208 

Fresh 

Bisalpura 

Command 

Jalore Granite 

8.712 

0.82 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.09 

0.00 

0.030 

0.12 

0.17 






Non-command 

Non-command 

Jalore Granite 

11.176 

0.82 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.11 

0.00 

0.039 

0.16 

0.22 





Saline 

Non-command 

Non-command 

Jalore Granite 

0.062 

0.82 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dudi Nagar 

0815000301955100 

2.248 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.144 

2.65 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.02 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.07 

0.01 

402.54 

0.02 

- 

0.02 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.015 

0.001 

0.014 

0.052 

359.86 

Over Exploited 



0.10 

0.01 

2,630.88 

0.01 

- 

0.01 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.011 

0.043 

380.64 

Over Exploited 

Khariya Anawas 

081500070200700C 

0.07 

0.15 

53.72 

0.19 

0.04 

0.22 

0.03 

0.40 

- 

0.0800 

- 

- 

0.012 

0.092 

0.092 

0.316 

0.016 

0.300 

0.728 

242.79 

Over Exploited 

Khejarla 

0815000702009600 

0.07 

0.67 

25.89 

0.80 

0.07 

0.87 

0.03 

0.34 

- 

0.0500 

- 

- 

0.078 

0.128 

0.128 

1.002 

0.050 

0.952 

0.561 

58.91 

Safe 

Khudecha 

0815000702005300 

0.07 

0.08 

75.32 

0.09 

0.01 

0.11 

0.02 

0.28 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.129 

0.006 

0.122 

0.157 

128.19 

Over Exploited 

Lamba 

0815000702011100 

0.07 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.015 

409.59 

Over Exploited 

Madliya 

0815000702005800 

0.07 

0.02 

427.55 

0.02 

0.00 

0.02 

0.01 

0.10 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.024 

0.001 

0.023 

0.013 

57.68 

Safe 

Malawas 

0815000702005700 

0.07 

0.01 

685.24 

0.02 

0.00 

0.02 

0.01 

0.07 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.019 

0.001 

0.018 

0.045 

248.74 

Over Exploited 

Nanan 

0815000702005400 

0.07 

0.01 

658.92 

0.01 

0.00 

0.02 

0.01 

0.06 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.017 

0.001 

0.016 

0.048 

296.76 

Over Exploited 

Pichiyak 

0815000702010600 

0.10 

0.00 

4,129.35 

0.00 

0.01 

0.01 

0.00 

0.03 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.033 

0.002 

0.032 

0.175 

549.66 

Over Exploited 



0.07 

0.00 

1,973.46 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.095 

835.10 

Over Exploited 



0.10 

0.01 

2,762.42 

0.01 

0.01 

0.02 

0.00 

0.04 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.036 

0.002 

0.035 

0.176 

506.45 

Over Exploited 

Pipar City 

0815000741503000 

0.07 

0.32 

151.13 

0.39 

0.03 

0.42 

0.02 

0.27 

- 

0.0700 

- 

- 

0.013 

0.083 

0.083 

0.501 

0.025 

0.476 

1.468 

308.52 

Over Exploited 

Ransi Gaon 

0815000702006800 

0.08 

0.00 

19,869.66 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.074 

3,454.05 

Over Exploited 



0.07 

0.04 

815.14 

0.05 

0.00 

0.05 

0.01 

0.07 

- 

- 

- 

- 

0.002 

0.003 

0.003 

0.053 

0.003 

0.050 

0.146 

292.79 

Over Exploited 



0.07 

0.06 

1,742.24 

0.07 

0.01 

0.09 

0.01 

0.09 

- 

0.0100 

- 

- 

0.019 

0.029 

0.029 

0.114 

0.006 

0.109 

0.243 

223.46 

Over Exploited 

Rawniyana 

0815000702006900 

0.07 

0.72 

########## 

0.58 

0.08 

0.65 

0.03 

0.40 

- 

0.0200 

- 

- 

0.115 

0.135 

0.135 

0.789 

0.039 

0.750 

0.344 

45.82 

Safe 

Roonakiya 

0815000702007200 

0.07 

0.26 

(23.58) 

0.21 

0.04 

0.25 

0.03 

0.40 

- 

0.0700 

- 

- 

0.037 

0.107 

0.107 

0.362 

0.018 

0.344 

0.650 

189.16 

Over Exploited 

Sambariya 

0815000702009700 

0.08 

0.00 

46,152.67 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

928.59 

Over Exploited 



0.07 

0.00 

2,230.89 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

0.000 

0.003 

0.029 

969.26 

Over Exploited 

Sayarpura 

0815000702008900 

0.07 

0.16 

(19.05) 

0.13 

0.01 

0.14 

0.03 

0.37 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.146 

0.007 

0.139 

0.041 

29.57 

Safe 



0.10 

0.00 

9,397.98 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

287.54 

Over Exploited 

Silari 

0815000702009300 

0.07 

0.51 

88.59 

0.62 

0.01 

0.63 

0.03 

0.40 

- 

0.0100 

- 

- 

0.018 

0.028 

0.028 

0.657 

0.033 

0.625 

0.201 

32.13 

Safe 

Sindhi Nagar 

0815000702008700 

0.07 

0.01 

310.37 

0.02 

- 

0.02 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.026 

0.001 

0.025 

0.041 

165.87 

Over Exploited 



0.07 

0.04 

144.58 

0.05 

- 

0.05 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.058 

0.003 

0.055 

0.062 

113.00 

Over Exploited 



0.10 

0.00 

232,824.25 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sowaniya 

0815000702006700 

0.08 

0.00 

61,511.52 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.07 

0.00 

25,752.19 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.07 

0.04 

1,478.22 

0.05 

0.00 

0.05 

0.01 

0.12 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.053 

0.003 

0.050 

0.093 

184.72 

Over Exploited 

Tilwasani 

0815000702009400 

0.07 

0.54 

181.41 

0.65 

0.02 

0.67 

0.03 

0.40 

- 

0.0400 

- 

- 

0.035 

0.075 

0.075 

0.746 

0.037 

0.709 

0.456 

64.31 

Safe 

Vishnu Ki Dhani 

0815000702008500 

0.07 

0.21 

150.09 

0.25 

0.01 

0.26 

0.03 

0.38 

- 

- 

- 

- 

0.014 

0.014 

0.014 

0.271 

0.014 

0.258 

0.037 

14.38 

Safe 

Vishnu Nagar 

0815000702008100 

0.07 

0.08 

140.04 

0.09 

0.00 

0.10 

0.03 

0.38 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.102 

0.005 

0.097 

0.014 

14.42 

Safe 

Akthali 

0815000401967400 

0.06 

0.05 

21.33 

0.07 

- 

0.07 

0.02 

0.20 

0.01 

- 

- 

- 

- 

- 

0.007 

0.072 

0.004 

0.069 

0.019 

27.07 

Safe 

Asanda 

0815000401967500 

0.06 

0.31 

(28.69) 

0.25 

- 

0.25 

0.04 

0.35 

0.04 

- 

- 

- 

- 

- 

0.037 

0.287 

0.014 

0.273 

0.061 

22.20 

Safe 

Bankaliya 

0815000702007700 

0.07 

0.04 

837.85 

0.05 

- 

0.05 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.061 

0.003 

0.058 

0.095 

164.16 

Over Exploited 



0.07 

0.01 

1,627.58 

0.01 

- 

0.01 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.014 

0.038 

282.76 

Over Exploited 

Bara Kalan 

0815000301956700 

0.08 

0.51 

66.57 

0.61 

- 

0.61 

0.03 

0.32 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.618 

0.031 

0.587 

0.159 

27.10 

Safe 



0.08 

0.02 

814.05 

0.02 

- 

0.02 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.020 

0.001 

0.019 

0.019 

99.35 

Critical 

Bara Khurd 

0815000301956800 

0.08 

0.12 

(0.92) 

0.12 

- 

0.12 

0.04 

0.37 

- 

- 

- 

- 

- 

- 

- 

0.117 

0.006 

0.111 

0.021 

19.26 

Safe 

Basni Charna 

0815000401969000 

0.10 

0.11 

(0.07) 

0.11 

- 

0.11 

0.03 

0.33 

0.01 

- 

- 

- 

- 

- 

0.012 

0.122 

0.006 

0.116 

0.013 

11.03 

Safe 

Bawarla 

0815000401967700 

0.06 

0.38 

(36.58) 

0.31 

- 

0.31 

0.04 

0.33 

0.05 

- 

- 

- 

- 

- 

0.048 

0.354 

0.018 

0.336 

0.080 

23.74 

Safe 

Benan 

0815000702008000 

0.07 

0.00 

1,130.84 

0.01 

- 

0.01 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.005 

0.044 

818.32 

Over Exploited 

Bhaton Ki Dhani 

0815000401968500 

0.06 

0.13 

179.71 

0.15 

- 

0.15 

0.02 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.152 

0.008 

0.144 

0.048 

33.17 

Safe 



0.10 

0.00 

642,147.55 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhundana 

0815000301955200 

0.08 

0.03 

571.89 

0.04 

- 

0.04 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.040 

0.002 

0.038 

0.028 

73.33 

Semi Critical 



0.08 

0.00 

59,061.92 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Binawas 

0815000702008400 

0.07 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Birami 

0815000401969100 

0.10 

0.13 

67.15 

0.15 

0.00 

0.16 

0.02 

0.22 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.163 

0.008 

0.155 

0.023 

14.70 

Safe 

Birdawas 

0815000401969500 

0.10 

0.17 

83.26 

0.20 

0.01 

0.20 

0.03 

0.29 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.212 

0.011 

0.201 

0.022 

10.76 

Safe 

Bisalpur 

0815000401968600 

0.06 

0.21 

34.58 

0.25 

0.02 

0.27 

0.02 

0.22 

- 

0.0100 

- 

- 

0.023 

0.033 

0.033 

0.303 

0.015 

0.288 

0.156 

54.22 

Safe 



0.06 

0.07 

117.56 

0.09 

0.02 

0.10 

0.01 

0.13 

- 

0.0100 

- 

- 

0.026 

0.036 

0.036 

0.140 

0.007 

0.133 

0.088 

66.13 

Safe 



0.10 

0.00 

49,969.62 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Buch Kalan 

0815000702007800 

0.07 

0.00 

9,716.06 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.07 

0.02 

784.79 

0.02 

- 

0.02 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.029 

0.001 

0.028 

0.065 

231.95 

Over Exploited 

Burchha 

0815000301952800 

0.08 

0.00 

13,686.56 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Chandelao 

0815000702008600 

0.07 

0.00 

11,546.04 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.002 

1,002.88 

Over Exploited 

Chodha 

0815000702008300 

0.07 

0.00 

31,193.22 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.07 

0.01 

2,446.82 

0.01 

- 

0.01 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.035 

497.80 

Over Exploited 

Dangiyawas 

0815000401968200 

0.06 

0.03 

173.31 

0.04 

0.00 

0.04 

0.01 

0.11 

0.00 

- 

- 

- 

0.004 

0.004 

0.008 

0.048 

0.002 

0.045 

0.020 

43.71 

Safe 



0.06 

0.17 

11.29 

0.19 

0.01 

0.20 

0.03 

0.25 

0.02 

- 

- 

- 

0.020 

0.020 

0.040 

0.242 

0.012 

0.230 

0.053 

22.83 

Safe 

Dantiwara 

0815000401968400 

0.06 

0.26 

161.44 

0.32 

0.02 

0.33 

0.03 

0.27 

- 

- 

- 

- 

0.024 

0.024 

0.024 

0.357 

0.018 

0.339 

0.101 

29.68 

Safe 

Deoliya 

0815000401967800 

0.06 

0.00 

5,420.45 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dhayalon Ki Dhani 

0815000401968300 

0.06 

0.23 

(25.35) 

0.18 

0.00 

0.18 

0.04 

0.35 

0.03 

- 

- 

- 

0.003 

0.003 

0.030 

0.213 

0.011 

0.203 

0.064 

31.36 

Safe 

Doliya 

0815000401968100 

0.07 

0.08 

13.49 

0.09 

- 

0.09 

0.02 

0.14 

0.01 

- 

- 

- 

- 

- 

0.009 

0.094 

0.005 

0.090 

0.030 

33.48 

Safe 



0.07 

0.12 

(13.24) 

0.11 

- 

0.11 

0.02 

0.18 

0.02 

- 

- 

- 

- 

- 

0.015 

0.122 

0.006 

0.116 

0.039 

33.13 

Safe 



0.07 

0.00 

15,543.59 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dudi Nagar 

0815000301955100 

0.08 

0.00 

2,065.15 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Goliya 

0815000401969300 

13.251 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.004 

1.20 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gujrawas Kalan 

0815000602003900 

14.493 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.827 

0.51 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.003 

0.02 

0.02 


Hinganiya 

0815000301957100 

12.810 

Fresh 

Non-command 

Non-command 

Jalore Granite 

12.606 

1.10 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.23 

0.19 

0.02 

0.061 

0.32 

0.38 


Jajiwal Vishnoiyan 

0815000401967200 

9.838 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.211 

1.42 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Jaleli Champawatan 

0815000401968000 

14.611 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.065 

0.51 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.004 

0.02 

0.03 







Non-command 

Older Alluvium 

0.510 

0.51 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.002 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Jalore Granite 

2.899 

0.51 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.011 

0.06 

0.09 







Non-command 

Older Alluvium 

4.408 

0.51 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.14 

0.00 

0.016 

0.09 

0.13 


Jaleli Daikara 

0815000401959900 

23.923 

Fresh 

Non-command 

Non-command 

Jalore Granite 

5.262 

1.62 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.11 

0.00 

0.019 

0.07 

0.09 


Jatiyawas 

0815000401968700 

10.264 

Fresh 

Bisalpura 

Command 

Jalore Granite 

3.563 

0.80 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.013 

0.11 

0.15 






Non-command 

Non-command 

Jalore Granite 

6.701 

0.80 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.08 

0.06 

0.00 

0.025 

0.21 

0.28 



0815000702007900 

11.810 

Saline 

Non-command 

Non-command 

Jalore Granite 

5.212 

1.83 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.16 

0.03 

0.022 

0.15 

0.15 


Kagal 

0815000301955000 

6.260 

Fresh 

Non-command 

Non-command 

Jalore Granite 

2.240 

2.67 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.02 

0.011 

0.13 

0.12 


Kakelao 

0815000401968900 

27.508 

Saline 

Non-command 

Non-command 

Jalore Granite 

0.083 

0.53 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Older Alluvium 

14.915 

0.53 

0.080 

0.02 

0.00 

0.00 

0.00 

0.01 

0.64 

0.46 

0.00 

0.051 

0.17 

0.24 


Khatiyasani 

0815000401967600 

7.171 

Fresh 

Non-command 

Non-command 

Jalore Granite 

7.171 

1.98 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.22 

0.17 

0.00 

0.026 

0.32 

0.40 


Khejarli Khurd 

0815000602004100 

13.260 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.208 

0.93 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.00 

0.01 


Kheri Salwa 

0815000301956300 

29.195 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.626 

1.71 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.003 

0.01 

0.01 


Khokhariya 

0815000301957300 

26.420 

Fresh 

Non-command 

Non-command 

Jalore Granite 

22.715 

1.22 

0.015 

0.04 

0.00 

0.00 

0.00 

0.01 

0.45 

0.38 

0.02 

0.109 

0.28 

0.33 


Kukanda 

0815000401959800 

15.093 

Fresh 

Non-command 

Non-command 

Jalore Granite 

14.373 

1.27 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.29 

0.23 

0.00 

0.053 

0.31 

0.38 


Kur 

0815000301957200 

13.319 

Fresh 

Non-command 

Non-command 

Jalore Granite 

8.669 

0.03 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.042 

0.22 

0.24 





Saline 

Non-command 

Non-command 

Jalore Granite 

4.521 

0.03 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.022 

0.11 

0.13 


Malar 

0815000301955500 

18.698 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.233 

2.12 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.00 

0.006 

0.02 

0.02 





Saline 

Non-command 

Non-command 

Jalore Granite 

6.743 

2.12 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.22 

0.00 

0.032 

0.12 

0.13 


Miyasani 

0815000401969600 

6.592 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.592 

0.58 

0.080 

0.01 

0.00 

0.00 

0.00 

0.01 

0.31 

0.24 

0.00 

0.023 

0.31 

0.41 


Palasani 

0815000401969800 

19.971 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.794 

1.38 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.003 

0.01 

0.02 







Non-command 

Older Alluvium 

2.377 

1.38 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.29 

0.24 

0.12 

0.008 

0.04 

0.05 





Saline 

Non-command 

Non-command 

Older Alluvium 

9.158 

1.38 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

1.05 

0.87 

0.12 

0.032 

0.14 

0.18 


Peethasani 

0815000401969200 

7.557 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.77 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Peethawas 

0815000401968800 

13.862 

Fresh 

Bisalpura 

Command 

Jalore Granite 

0.032 

0.49 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Jalore Granite 

12.311 

0.49 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.00 

0.042 

0.28 

0.38 







Non-command 

Older Alluvium 

1.309 

0.49 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.00 

0.005 

0.03 

0.04 





Saline 

Non-command 

Non-command 

Jalore Granite 

0.073 

0.49 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Older Alluvium 

0.136 

0.49 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 


Ram Nagar 

0815000401959700 

11.916 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.004 

2.18 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ramrawas Kalan 

0815000301957000 

34.869 

Fresh 

Non-command 

Non-command 

Jalore Granite 

28.879 

1.21 

0.015 

0.05 

0.00 

0.00 

0.00 

0.00 

0.58 

0.52 

0.02 

0.139 

0.28 

0.31 





Saline 

Non-command 

Non-command 

Jalore Granite 

5.968 

1.21 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.00 

0.029 

0.06 

0.06 


Ramrawas Khurd 

0815000301956900 

10.332 

Fresh 

Non-command 

Non-command 

Jalore Granite 

8.476 

1.70 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.26 

0.23 

0.09 

0.041 

0.27 

0.31 


Riyan 

0815000702007600 

8.043 

Fresh 

Non-command 

Non-command 

Jalore Granite 

4.030 

5.81 

0.015 

0.05 

0.00 

0.00 

0.00 

0.01 

0.39 

0.41 

0.17 

0.017 

0.18 

0.17 


Roodkali 

0815000401969700 

14.192 

Fresh 

Bisalpura 

Command 

Jalore Granite 

0.993 

0.81 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.004 

0.02 

0.03 






Non-command 

Non-command 

Jalore Granite 

4.876 

0.81 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.00 

0.018 

0.11 

0.14 







Non-command 

Older Alluvium 

3.160 

0.81 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.16 

0.00 

0.012 

0.07 

0.09 





Saline 

Non-command 

Non-command 

Older Alluvium 

5.162 

0.81 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.34 

0.27 

0.00 

0.019 

0.11 

0.15 


Salwa Khurd 

0815000301956600 

62.858 

Fresh 

Non-command 

Non-command 

Jalore Granite 

51.641 

2.52 

0.015 

0.13 

0.00 

0.00 

0.00 

0.01 

2.07 

2.03 

0.20 

0.249 

0.28 

0.29 


Sangasani 

0815000602003700 

10.749 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.890 

0.63 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.31 

0.23 

0.00 

0.020 

0.17 

0.23 


Sargiya Kalan 

0815000301954900 

13.894 

Fresh 

Non-command 

Non-command 

Jalore Granite 

2.145 

2.62 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.02 

0.010 

0.05 

0.05 


Sargiya Khurd 

0815000301954800 

6.580 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.787 

2.43 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.004 

0.04 

0.04 


Sewalon Ki Dhani 

0815000401969400 

4.390 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.786 

1.14 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.28 

0.00 

0.013 

0.27 

0.33 


Shekhnagar 

0815000301955600 

24.233 

Fresh 

Non-command 

Non-command 

Jalore Granite 

4.617 

1.48 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.12 

0.00 

0.022 

0.07 

0.07 





Saline 

Non-command 

Non-command 

Jalore Granite 

1.367 

1.48 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.007 

0.02 

0.02 


Sooraj Basni 

0815000401967300 

7.293 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.364 

1.10 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.005 

0.06 

0.08 


Tigra 

0815000301956500 

4.418 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.321 

1.67 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.006 

0.10 

0.11 

Sub Basin: Khari | 

11006029 

Alasan 

0818000302292700 

22.500 

Fresh 

Non-command 

Non-command 

Older Alluvium 

19.853 

1.04 

0.060 

0.29 

0.01 

0.00 

0.00 

0.01 

1.51 

1.16 

1.03 

0.105 

0.31 

0.41 







Non-command 

Younger Alluvium 

0.418 

1.04 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.02 

0.002 

0.01 

0.01 


Bagra 

0818000302295600 

21.017 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.159 

3.00 

0.060 

0.32 

0.01 

0.00 

0.00 

0.00 

2.32 

1.97 

1.20 

0.055 

0.20 

0.23 


Bakra 

0818000302292800 

31.323 

Fresh 

Non-command 

Non-command 

Older Alluvium 

25.466 

1.50 

0.060 

0.58 

0.03 

0.00 

0.00 

0.01 

2.83 

2.22 

2.15 

0.135 

0.30 

0.38 


Bakraroad 

0818000302293200 

4.971 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.317 

2.58 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.06 

0.002 

0.02 

0.03 


Berath 

0818000302292900 

22.180 

Fresh 

Non-command 

Non-command 

Older Alluvium 

20.614 

1.44 

0.060 

0.32 

0.01 

0.00 

0.00 

0.00 

2.09 

1.67 

1.15 

0.109 

0.34 

0.42 


Bhagli Sindhian 

0818000302293600 

17.218 

Fresh 

Non-command 

Non-command 

Older Alluvium 

17.218 

1.11 

0.060 

0.42 

0.02 

0.00 

0.00 

0.00 

1.54 

1.32 

1.56 

0.085 

0.36 

0.43 


Bhetala 

0818000302296500 

16.671 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.179 

2.35 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.00 

0.00 


Choora 

0818000302295100 

12.590 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.771 

2.71 

0.060 

0.29 

0.01 

0.00 

0.00 

0.00 

1.38 

1.13 

1.14 

0.033 

0.20 

0.25 


Dakatara 

0818000302293300 

12.666 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.537 

1.65 

0.060 

0.42 

0.02 

0.00 

0.00 

0.01 

1.63 

1.33 

1.60 

0.062 

0.37 

0.45 


Dhanpur 

0818000302294900 

9.256 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.028 

2.14 

0.060 

0.04 

0.00 

0.00 

0.00 

0.01 

1.20 

1.02 

0.12 

0.045 

0.36 

0.42 


Dhansa 

0818000402298300 

80.950 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.499 

1.42 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.72 

0.53 

0.30 

0.031 

0.03 

0.04 







Non-command 

Younger Alluvium 

0.048 

1.42 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Dhawala 

0818000302294400 

24.624 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.001 

0.87 

0.060 

0.09 

0.00 

0.00 

0.00 

0.00 

0.71 

0.66 

0.30 

0.059 

0.17 

0.19 


Doodsi 

0818000302295700 

26.251 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.085 

3.48 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.00 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Goliya 

0815000401969300 

0.10 

0.00 

644,451.58 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gujrawas Kalan 

0815000602003900 

0.10 

0.00 

1,707.85 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.003 

169.92 

Over Exploited 

Hinganiya 

0815000301957100 

0.08 

0.32 

(40.73) 

0.26 

- 

0.26 

0.04 

0.36 

0.04 

- 

- 

- 

- 

- 

0.036 

0.295 

0.015 

0.280 

0.079 

28.07 

Safe 

Jajiwal Vishnoiyan 

0815000401967200 

0.06 

0.00 

3,662.50 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Jaleli Champawatan 

0815000401968000 

0.06 

0.00 

297.57 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.004 

212.72 

Over Exploited 



0.10 

0.00 

2,568.89 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

266.36 

Over Exploited 



0.06 

0.01 

46.27 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.014 

0.001 

0.014 

0.011 

78.18 

Semi Critical 



0.10 

0.04 

225.47 

0.05 

- 

0.05 

0.01 

0.11 

0.01 

- 

- 

- 

- 

- 

0.005 

0.055 

0.003 

0.052 

0.016 

30.84 

Safe 

Jaleli Daikara 

0815000401959900 

0.06 

0.02 

376.42 

0.03 

- 

0.03 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.003 

0.029 

0.001 

0.028 

0.019 

69.53 

Safe 

Jatiyawas 

0815000401968700 

0.06 

0.02 

26.80 

0.03 

0.00 

0.03 

0.01 

0.12 

0.00 

- 

- 

- 

0.005 

0.005 

0.007 

0.038 

0.002 

0.037 

0.013 

35.71 

Safe 



0.06 

0.08 

(24.67) 

0.07 

0.01 

0.07 

0.02 

0.23 

0.01 

- 

- 

- 

0.010 

0.010 

0.020 

0.093 

0.005 

0.089 

0.025 

27.71 

Safe 


0815000702007900 

0.07 

0.06 

190.28 

0.07 

- 

0.07 

0.02 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.067 

0.003 

0.064 

0.056 

88.80 

Semi Critical 

Kagal 

0815000301955000 

0.08 

0.02 

344.94 

0.03 

- 

0.03 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.027 

0.001 

0.026 

0.029 

111.70 

Over Exploited 

Kakelao 

0815000401968900 

0.07 

0.00 

9,057.18 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.25 

81.78 

0.30 

0.01 

0.31 

0.02 

0.19 

0.03 

- 

- 

- 

0.013 

0.013 

0.044 

0.356 

0.018 

0.338 

0.051 

15.20 

Safe 

Khatiyasani 

0815000401967600 

0.06 

0.14 

26.60 

0.17 

0.01 

0.17 

0.04 

0.36 

0.02 

- 

- 

- 

0.009 

0.009 

0.024 

0.196 

0.010 

0.186 

0.026 

14.12 

Safe 

Khejarli Khurd 

0815000602004100 

0.10 

0.00 

11,400.80 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Kheri Salwa 

0815000301956300 

0.08 

0.00 

3,713.88 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.003 

693.18 

Over Exploited 

Khokhariya 

0815000301957300 

0.08 

0.51 

(25.69) 

0.41 

0.01 

0.42 

0.03 

0.31 

- 

- 

- 

- 

0.015 

0.015 

0.015 

0.434 

0.022 

0.412 

0.127 

30.92 

Safe 

Kukanda 

0815000401959800 

0.06 

0.26 

(11.65) 

0.23 

- 

0.23 

0.04 

0.34 

0.03 

- 

- 

- 

- 

- 

0.031 

0.264 

0.013 

0.251 

0.053 

21.00 

Safe 

Kur 

0815000301957200 

0.08 

0.15 

(85.61) 

0.12 

- 

0.12 

0.02 

0.24 

- 

- 

- 

- 

- 

- 

- 

0.120 

0.006 

0.114 

0.060 

52.38 

Safe 



0.08 

0.04 

(73.55) 

0.03 

- 

0.03 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.033 

0.002 

0.031 

0.022 

70.19 

Semi Critical 

Malar 

0815000301955500 

0.08 

0.00 

1,580.97 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.006 

231.75 

Over Exploited 



0.08 

0.07 

221.92 

0.08 

- 

0.08 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.081 

0.004 

0.077 

0.032 

42.38 

Safe 

Miyasani 

0815000401969600 

0.10 

0.21 

14.80 

0.24 

0.01 

0.25 

0.04 

0.35 

0.02 

- 

- 

- 

0.013 

0.014 

0.037 

0.283 

0.014 

0.269 

0.023 

8.46 

Safe 

Palasani 

0815000401969800 

0.07 

0.00 

3,024.13 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.022 

2,732.68 

Over Exploited 



0.10 

0.01 

2,598.94 

0.01 

- 

0.01 

0.00 

0.04 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.031 

0.002 

0.029 

0.128 

439.22 

Over Exploited 



0.10 

0.13 

553.62 

0.16 

- 

0.16 

0.01 

0.16 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.179 

0.009 

0.170 

0.152 

89.08 

Semi Critical 

Peethasani 

0815000401969200 

0.10 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Peethawas 

0815000401968800 

0.07 

0.00 

6,038.11 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.24 

(69.54) 

0.19 

- 

0.19 

0.03 

0.31 

0.03 

- 

- 

- 

- 

- 

0.029 

0.221 

0.011 

0.210 

0.042 

20.21 

Safe 



0.10 

0.00 

861.68 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.005 

0.005 

92.74 

Critical 



0.07 

0.00 

4,580.71 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.00 

9,164.35 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ram Nagar 

0815000401959700 

0.06 

0.00 

504,410.63 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ramrawas Kalan 

0815000301957000 

0.08 

0.64 

(18.37) 

0.52 

- 

0.52 

0.03 

0.31 

- 

- 

- 

- 

- 

- 

- 

0.523 

0.026 

0.497 

0.157 

31.65 

Safe 



0.08 

0.03 

293.78 

0.03 

- 

0.03 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.033 

0.002 

0.031 

0.029 

92.23 

Critical 

Ramrawas Khurd 

0815000301956900 

0.08 

0.18 

23.26 

0.22 

- 

0.22 

0.03 

0.30 

- 

- 

- 

- 

- 

- 

- 

0.222 

0.011 

0.211 

0.131 

62.08 

Safe 

Riyan 

0815000702007600 

0.07 

0.05 

710.63 

0.06 

0.01 

0.07 

0.02 

0.20 

- 

0.0200 

- 

- 

0.020 

0.040 

0.040 

0.114 

0.006 

0.108 

0.187 

173.11 

Over Exploited 

Roodkali 

0815000401969700 

0.06 

0.00 

609.03 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.004 

222.39 

Over Exploited 



0.06 

0.03 

68.62 

0.04 

- 

0.04 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.004 

0.042 

0.002 

0.039 

0.018 

45.30 

Safe 



0.10 

0.02 

612.56 

0.03 

- 

0.03 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.003 

0.029 

0.001 

0.028 

0.012 

41.94 

Safe 



0.10 

0.06 

349.43 

0.07 

- 

0.07 

0.01 

0.13 

0.01 

- 

- 

- 

- 

- 

0.007 

0.078 

0.004 

0.074 

0.019 

25.67 

Safe 

Salwa Khurd 

0815000301956600 

0.08 

1.18 

72.52 

1.41 

0.01 

1.42 

0.03 

0.31 

- 

0.0100 

- 

- 

0.017 

0.027 

0.027 

1.449 

0.072 

1.377 

0.447 

32.45 

Safe 

Sangasani 

0815000602003700 

0.10 

0.10 

129.47 

0.12 

0.00 

0.12 

0.02 

0.19 

0.01 

- 

- 

- 

0.001 

0.002 

0.013 

0.135 

0.007 

0.128 

0.020 

15.82 

Safe 

Sargiya Kalan 

0815000301954900 

0.08 

0.01 

912.47 

0.01 

- 

0.01 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.011 

0.028 

266.58 

Over Exploited 

Sargiya Khurd 

0815000301954800 

0.08 

0.00 

1,349.88 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.022 

719.89 

Over Exploited 

Sewalon Ki Dhani 

0815000401969400 

0.10 

0.10 

172.28 

0.12 

0.00 

0.13 

0.03 

0.30 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.129 

0.006 

0.122 

0.013 

10.67 

Safe 

Shekhnagar 

0815000301955600 

0.08 

0.02 

366.16 

0.03 

- 

0.03 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.030 

0.001 

0.028 

0.022 

78.14 

Semi Critical 



0.08 

0.00 

1,335.15 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.002 

0.007 

263.99 

Over Exploited 

Sooraj Basni 

0815000401967300 

0.06 

0.00 

233.30 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.005 

82.67 

Semi Critical 

Tigra 

0815000301956500 

0.08 

0.01 

182.52 

0.01 

- 

0.01 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.012 

0.006 

52.93 

Safe 


Sub Basin: Khari | 

Alasan 

0818000302292700 

0.10 

0.62 

86.05 

0.75 

0.02 

0.77 

0.04 

0.35 

0.07 

0.0400 

- 

- 

0.018 

0.058 

0.129 

0.899 

0.045 

0.854 

1.136 

132.94 

Over Exploited 



0.15 

0.00 

9,832.93 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.022 

3,275.83 

Over Exploited 

Bagra 

0818000302295600 

0.14 

0.31 

532.38 

0.37 

0.01 

0.39 

0.02 

0.22 

0.03 

0.0400 

- 

- 

0.004 

0.044 

0.079 

0.465 

0.023 

0.442 

1.253 

283.64 

Over Exploited 

Bakra 

0818000302292800 

0.10 

0.76 

194.02 

0.91 

0.04 

0.94 

0.03 

0.33 

0.09 

0.0800 

- 

- 

0.011 

0.091 

0.176 

1.120 

0.056 

1.064 

2.286 

214.89 

Over Exploited 

Bakraroad 

0818000302293200 

0.14 

0.00 

5,064.51 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.061 

4,527.96 

Over Exploited 

Berath 

0818000302292900 

0.10 

0.70 

138.80 

0.84 

0.01 

0.85 

0.04 

0.38 

0.08 

0.0400 

- 

- 

0.003 

0.043 

0.122 

0.975 

0.049 

0.926 

1.261 

136.13 

Over Exploited 

Bhagli Sindhian 

0818000302293600 

0.14 

0.88 

50.01 

1.06 

0.02 

1.08 

0.04 

0.41 

0.10 

0.0600 

- 

- 

0.006 

0.066 

0.165 

1.244 

0.062 

1.182 

1.641 

138.82 

Over Exploited 

Bhetala 

0818000302296500 

0.14 

0.00 

22,198.20 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Choora 

0818000302295100 

0.14 

0.19 

483.59 

0.23 

0.01 

0.24 

0.02 

0.23 

0.02 

0.0400 

- 

- 

0.002 

0.042 

0.063 

0.307 

0.015 

0.291 

1.168 

401.23 

Over Exploited 

Dakatara 

0818000302293300 

0.14 

0.65 

105.45 

0.78 

0.03 

0.81 

0.04 

0.41 

0.07 

0.0600 

- 

- 

0.015 

0.075 

0.147 

0.953 

0.048 

0.905 

1.660 

183.37 

Over Exploited 

Dhanpur 

0818000302294900 

0.14 

0.46 

123.26 

0.55 

0.01 

0.55 

0.04 

0.40 

0.05 

- 

- 

- 

0.008 

0.008 

0.059 

0.612 

0.031 

0.581 

0.164 

28.12 

Safe 

Dhansa 

0818000402298300 

0.14 

0.02 

2,485.69 

0.02 

0.00 

0.03 

0.00 

0.03 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.013 

0.038 

0.002 

0.036 

0.331 

909.51 

Over Exploited 



0.16 

0.00 

339,215.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dhawala 

0818000302294400 

0.14 

0.29 

124.50 

0.35 

0.00 

0.36 

0.02 

0.19 

0.03 

0.0100 

- 

- 

0.007 

0.017 

0.050 

0.408 

0.020 

0.387 

0.356 

91.99 

Critical 

Doodsi 

0818000302295700 

0.14 

0.00 

98,519.46 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

32.83 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Firozpura 

0818000302292300 

13.223 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.000 

2.00 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.11 

0.09 

0.005 

0.03 

0.03 


Jalor (M) 

0818000341801000 

79.397 

Fresh 

Non-command 

Non-command 

Older Alluvium 

33.664 

2.15 

0.060 

0.78 

0.01 

0.00 

0.00 

0.01 

5.10 

4.46 

0.59 

1.916 

0.15 

0.17 


Jor Virana 

0818000102276500 

4.880 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.485 

2.05 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.14 

0.02 

0.008 

0.11 

0.15 







Non-command 

Younger Alluvium 

1.273 

2.05 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.27 

0.20 

0.02 

0.007 

0.09 

0.13 


Kalapura 

0818000302293400 

9.977 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.758 

1.01 

0.060 

0.29 

0.01 

0.00 

0.00 

0.01 

0.86 

0.71 

1.10 

0.052 

0.36 

0.43 


Katarasan 

0818000302292600 

8.386 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.051 

1.12 

0.060 

0.15 

0.01 

0.00 

0.00 

0.00 

0.55 

0.43 

0.55 

0.032 

0.26 

0.33 


Keshwana 

0818000302292500 

26.682 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.490 

1.99 

0.060 

0.22 

0.01 

0.00 

0.00 

0.00 

1.10 

0.87 

0.83 

0.040 

0.10 

0.13 


Kharal 

0818000102276300 

8.001 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.012 

1.32 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kolar 

0818000302292200 

12.089 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.548 

2.37 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.19 

0.04 

0.008 

0.05 

0.06 


Madalpura 

0818000302294800 

10.523 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.523 

1.93 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

1.25 

1.09 

0.07 

0.052 

0.36 

0.42 


Mauk 

0818000302295000 

8.778 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.778 

1.90 

0.060 

0.16 

0.01 

0.00 

0.00 

0.00 

1.15 

0.95 

0.59 

0.043 

0.37 

0.45 


Meda Uparla 

0818000302294500 

51.913 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.930 

1.30 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.02 

0.005 

0.01 

0.01 


Narnawas 

0818000302294600 

36.588 

Fresh 

Non-command 

Non-command 

Older Alluvium 

22.395 

2.43 

0.060 

0.13 

0.00 

0.00 

0.00 

0.00 

3.39 

3.03 

0.37 

0.110 

0.22 

0.25 


Naya Narnawas 

0818000302294700 

1.896 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.896 

2.54 

0.060 

0.38 

0.02 

0.00 

0.00 

0.00 

0.65 

0.56 

1.49 

0.009 

0.37 

0.43 


Otwala 

0818000102276200 

21.248 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.007 

2.21 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

0.339 

2.21 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.06 

0.002 

0.01 

0.01 


Rewat 

0818000302293500 

17.306 

Fresh 

Non-command 

Non-command 

Older Alluvium 

17.297 

0.95 

0.060 

0.44 

0.02 

0.00 

0.00 

0.00 

1.41 

1.18 

1.66 

0.085 

0.36 

0.44 


Rewatra 

0818000102276600 

15.716 

Fresh 

Non-command 

Non-command 

Older Alluvium 

15.338 

1.29 

0.060 

0.05 

0.00 

0.00 

0.00 

0.01 

1.23 

0.93 

0.10 

0.081 

0.35 

0.46 


Santhoo 

0818000302295500 

26.753 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.250 

3.43 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.29 

0.24 

0.16 

0.006 

0.02 

0.02 


Sayla 

0818000102276100 

58.476 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.123 

1.97 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.00 

0.00 







Non-command 

Younger Alluvium 

3.276 

1.97 

0.100 

0.17 

0.01 

0.00 

0.00 

0.00 

0.80 

0.56 

0.65 

0.017 

0.02 

0.03 


Tadwa 

0818000302292400 

22.441 

Fresh 

Non-command 

Non-command 

Older Alluvium 

19.286 

1.58 

0.060 

1.07 

0.05 

0.00 

0.00 

0.00 

2.85 

2.32 

4.13 

0.102 

0.31 

0.38 


Ummedabad 

0818000302291000 

43.806 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.435 

1.58 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.002 

0.00 

0.00 







Non-command 

Younger Alluvium 

0.334 

1.58 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.00 

0.002 

0.00 

0.00 


Virana 

0818000102276400 

8.136 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.889 

2.13 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.52 

0.38 

0.07 

0.021 

0.17 

0.23 







Non-command 

Younger Alluvium 

3.843 

2.13 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.83 

0.61 

0.07 

0.020 

0.17 

0.23 

11006030 

Adwara 

0818000302295900 

9.862 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.008 

2.05 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

9.739 

2.05 

0.100 

0.13 

0.01 

0.00 

0.00 

0.00 

2.11 

1.81 

0.45 

0.048 

0.38 

0.45 


Ajbar 

0818000402303800 

11.345 

Fresh 

Non-command 

Non-command 

Jalore Granite 

3.922 

1.65 

0.025 

0.03 

0.00 

0.00 

0.00 

0.01 

0.18 

0.11 

0.08 

0.022 

0.16 

0.26 


Akhapura Kharal 

0819000102345100 

5.905 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.142 

3.68 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.00 

0.001 

0.01 

0.01 






Ora Bund 

Command 

Younger Alluvium 

5.763 

3.68 

0.200 

0.05 

0.01 

0.00 

0.00 

0.01 

4.28 

3.63 

0.19 

0.022 

0.37 

0.43 


Akoli 

0818000302297200 

18.178 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.158 

3.06 

0.060 

0.14 

0.01 

0.00 

0.00 

0.00 

0.89 

0.75 

0.55 

0.021 

0.09 

0.11 







Non-command 

Younger Alluvium 

14.020 

3.06 

0.100 

0.50 

0.02 

0.00 

0.00 

0.01 

4.76 

3.98 

1.91 

0.069 

0.31 

0.36 


Akoona 

0819000202353900 

17.427 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.093 

4.06 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.03 

0.002 

0.03 

0.05 


Ambatri 

0818000402304500 

11.693 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.002 

2.30 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bagra 

0818000302295600 

21.017 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.048 

3.00 

0.060 

0.26 

0.01 

0.00 

0.00 

0.01 

1.87 

1.59 

0.96 

0.045 

0.16 

0.19 


Bakra 

0818000302292800 

31.323 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.857 

1.50 

0.060 

0.14 

0.01 

0.00 

0.00 

0.00 

0.65 

0.51 

0.50 

0.031 

0.07 

0.09 


Bakraroad 

0818000302293200 

4.971 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.454 

2.58 

0.060 

0.25 

0.01 

0.00 

0.00 

0.00 

0.93 

0.75 

0.96 

0.022 

0.34 

0.42 







Non-command 

Younger Alluvium 

0.199 

2.58 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.05 

0.001 

0.02 

0.02 


Baida (v) 

0819000202354800 

30.827 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.844 

4.58 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.02 

0.002 

0.02 

0.02 


Baoli 

0819000202350900 

4.433 

Fresh 

Non-command 

Non-command 

Jalore Granite 

4.084 

4.51 

0.020 

0.11 

0.01 

0.00 

0.00 

0.01 

0.46 

0.39 

0.44 

0.009 

0.39 

0.47 







Non-command 

Younger Alluvium 

0.348 

4.51 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.21 

0.17 

0.06 

0.001 

0.03 

0.04 


Barloot 

0819000202350600 

30.988 

Fresh 

Non-command 

Non-command 

Jalore Granite 

2.246 

1.26 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.09 

0.005 

0.03 

0.03 







Non-command 

Younger Alluvium 

11.485 

1.26 

0.120 

0.26 

0.01 

0.00 

0.00 

0.01 

1.98 

1.69 

1.00 

0.024 

0.15 

0.17 


Basra Dhanji 

0818000402301400 

27.904 

Fresh 

Non-command 

Non-command 

Older Alluvium 

24.802 

2.90 

0.080 

0.08 

0.00 

0.00 

0.00 

0.05 

5.77 

4.37 

0.14 

0.139 

0.39 

0.51 






BandiSendra 

Command 

Older Alluvium 

3.102 

2.90 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.76 

0.57 

0.14 

0.017 

0.05 

0.06 


Beebalsar 

0818000302297400 

20.512 

Fresh 

Non-command 

Non-command 

Older Alluvium 

20.512 

3.29 

0.060 

0.12 

0.00 

0.00 

0.00 

0.02 

4.15 

3.45 

0.34 

0.101 

0.42 

0.50 


Beethan 

0818000402304000 

12.631 

Fresh 

Non-command 

Non-command 

Jalore Granite 

12.631 

3.18 

0.025 

0.05 

0.00 

0.00 

0.00 

0.15 

0.90 

0.58 

0.11 

0.071 

0.47 

0.73 


Berath 

0818000302292900 

22.180 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.567 

1.44 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.17 

0.13 

0.10 

0.008 

0.03 

0.03 


Betarna 

0818000402304100 

6.847 

Fresh 

Non-command 

Non-command 

Jalore Granite 

6.803 

3.45 

0.025 

0.07 

0.01 

0.00 

0.00 

0.02 

0.62 

0.38 

0.24 

0.038 

0.46 

0.75 


Bharoori 

0818000402302300 

9.768 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.072 

2.37 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.22 

0.14 

0.08 

0.006 

0.05 

0.08 






BandiSendra 

Command 

Jalore Granite 

0.918 

2.37 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.10 

0.005 

0.04 

0.07 







Command 

Older Alluvium 

0.284 

2.37 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.06 

0.002 

0.01 

0.02 


Bheempura 

0818000402298700 

10.800 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.800 

1.60 

0.060 

0.05 

0.01 

0.00 

0.00 

0.01 

1.07 

0.78 

0.14 

0.052 

0.45 

0.61 


Bhetala 

0818000302296500 

16.671 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.517 

2.35 

0.060 

0.17 

0.02 

0.00 

0.00 

0.02 

1.90 

1.69 

0.58 

0.062 

0.28 

0.32 


Bhootwas 

0818000402303100 

10.749 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.749 

4.31 

0.080 

0.12 

0.00 

0.00 

0.00 

0.02 

3.81 

3.10 

0.40 

0.060 

0.43 

0.52 


Bhut Gaon 

0819000202349700 

4.865 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.068 

3.73 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.03 

0.000 

0.01 

0.01 






Ora Bund 

Command 

Younger Alluvium 

0.631 

3.73 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.32 

0.27 

0.15 

0.001 

0.05 

0.06 


Boogaon 

0818000402303900 

14.417 

Fresh 

Non-command 

Non-command 

Jalore Granite 

12.966 

2.99 

0.025 

0.04 

0.00 

0.00 

0.00 

0.02 

0.99 

0.63 

0.07 

0.073 

0.42 

0.66 


Borta 

0818000402298900 

29.260 

Fresh 

Non-command 

Non-command 

Older Alluvium 

15.558 

0.99 

0.060 

0.05 

0.00 

0.00 

0.00 

0.01 

0.97 

0.68 

0.08 

0.075 

0.24 

0.34 


Chadooal 

0819000202353400 

5.847 

Fresh 

Non-command 

Non-command 

Jalore Granite 

5.847 

3.41 

0.020 

0.08 

0.01 

0.00 

0.00 

0.01 

0.46 

0.35 

0.31 

0.012 

0.49 

0.63 


Chak Beebalsar 

0818000318900002 

1.659 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.659 

2.71 

0.060 

0.13 

0.01 

0.00 

0.00 

0.00 

0.39 

0.33 

0.53 

0.008 

0.40 

0.48 


Chak Chandna 

0818000402301900 

3.981 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.648 

2.05 

0.080 

0.17 

0.01 

0.00 

0.00 

0.00 

0.76 

0.58 

0.63 

0.020 

0.41 

0.53 






BandiSendra 

Command 

Older Alluvium 

0.333 

2.05 

0.080 

0.16 

0.01 

0.00 

0.00 

0.00 

0.20 

0.16 

0.63 

0.002 

0.04 

0.05 


Chandana 

0818000302296700 

34.044 

Fresh 

Non-command 

Non-command 

Older Alluvium 

16.714 

2.24 

0.060 

0.28 

0.04 

0.00 

0.00 

0.01 

2.48 

2.14 

1.02 

0.082 

0.19 

0.22 







Non-command 

Younger Alluvium 

17.202 

2.24 

0.100 

0.29 

0.04 

0.00 

0.00 

0.01 

4.10 

3.54 

1.06 

0.085 

0.20 

0.23 


Chandna 

0818000402302900 

18.851 

Fresh 

Non-command 

Non-command 

Older Alluvium 

18.851 

3.59 

0.080 

0.03 

0.00 

0.00 

0.00 

0.02 

5.43 

4.28 

0.00 

0.105 

0.44 

0.55 


Chandoor 

0818000402304200 

18.816 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.953 

3.12 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.03 

0.005 

0.02 

0.04 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Firozpura 

0818000302292300 

0.10 

0.00 

4,076.28 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.095 

3,056.58 

Over Exploited 

Jalor (M) 

0818000341801000 

0.14 

0.72 

518.96 

0.87 

0.02 

0.88 

0.02 

0.17 

0.08 

0.0200 

- 

- 

0.010 

0.030 

0.110 

0.992 

0.050 

0.942 

2.503 

265.63 

Over Exploited 

Jor Virana 

0818000102276500 

0.10 

0.02 

778.35 

0.02 

0.00 

0.02 

0.01 

0.12 

0.00 

- 

- 

- 

0.003 

0.003 

0.004 

0.025 

0.001 

0.024 

0.031 

127.74 

Over Exploited 



0.15 

0.02 

1,030.80 

0.02 

- 

0.02 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.002 

0.023 

0.001 

0.022 

0.030 

134.56 

Over Exploited 

Kalapura 

0818000302293400 

0.10 

0.35 

102.64 

0.42 

0.02 

0.44 

0.04 

0.40 

0.04 

0.0400 

- 

- 

0.022 

0.062 

0.101 

0.545 

0.027 

0.518 

1.150 

221.98 

Over Exploited 

Katarasan 

0818000302292600 

0.10 

0.16 

173.41 

0.19 

0.01 

0.20 

0.03 

0.29 

0.02 

0.0200 

- 

- 

0.001 

0.021 

0.038 

0.236 

0.012 

0.224 

0.586 

261.15 

Over Exploited 

Keshwana 

0818000302292500 

0.10 

0.08 

1,050.00 

0.09 

0.01 

0.10 

0.01 

0.11 

- 

0.0300 

- 

- 

0.004 

0.034 

0.034 

0.138 

0.007 

0.131 

0.873 

666.64 

Over Exploited 

Kharal 

0818000102276300 

0.15 

0.00 

124,989.34 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kolar 

0818000302292200 

0.10 

0.01 

2,572.20 

0.01 

- 

0.01 

0.01 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.008 

0.044 

540.20 

Over Exploited 

Madalpura 

0818000302294800 

0.14 

0.54 

103.76 

0.64 

- 

0.64 

0.04 

0.41 

0.06 

- 

- 

- 

- 

- 

0.060 

0.704 

0.035 

0.669 

0.122 

18.22 

Safe 

Mauk 

0818000302295000 

0.14 

0.46 

108.47 

0.55 

0.01 

0.56 

0.04 

0.41 

0.05 

0.0200 

- 

- 

0.005 

0.025 

0.076 

0.638 

0.032 

0.606 

0.637 

105.14 

Over Exploited 

Meda Uparla 

0818000302294500 

0.14 

0.00 

8,999.06 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.022 

2,051.70 

Over Exploited 

Narnawas 

0818000302294600 

0.14 

0.70 

332.38 

0.84 

0.00 

0.84 

0.03 

0.25 

0.08 

0.0100 

- 

- 

0.002 

0.012 

0.091 

0.934 

0.047 

0.887 

0.477 

53.80 

Safe 

Naya Narnawas 

0818000302294700 

0.14 

0.10 

474.29 

0.12 

0.02 

0.14 

0.04 

0.41 

0.01 

0.0600 

- 

- 

0.000 

0.060 

0.071 

0.208 

0.010 

0.198 

1.499 

757.51 

Over Exploited 

Otwala 

0818000102276200 

0.10 

0.00 

744,797.52 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.00 

23,817.08 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.061 

17,355.01 

Over Exploited 

Rewat 

0818000302293500 

0.14 

0.88 

33.43 

1.06 

0.02 

1.08 

0.04 

0.41 

0.10 

0.0600 

- 

- 

- 

0.060 

0.159 

1.239 

0.062 

1.177 

1.748 

148.56 

Over Exploited 

Rewatra 

0818000102276600 

0.10 

0.53 

73.97 

0.64 

0.01 

0.65 

0.04 

0.39 

0.06 

- 

- 

- 

0.014 

0.014 

0.076 

0.725 

0.036 

0.689 

0.185 

26.87 

Safe 

Santhoo 

0818000302295500 

0.14 

0.00 

7,529.18 

0.00 

0.00 

0.01 

0.00 

0.02 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.023 

0.001 

0.022 

0.167 

777.45 

Over Exploited 

Sayla 

0818000102276100 

0.10 

0.00 

111,997.05 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.019 

######### 

Over Exploited 



0.15 

0.01 

5,773.44 

0.01 

0.01 

0.02 

0.00 

0.02 

0.00 

0.0200 

- 

- 

- 

0.020 

0.021 

0.043 

0.002 

0.040 

0.669 

1,657.44 

Over Exploited 

Tadwa 

0818000302292400 

0.10 

0.60 

287.09 

0.72 

0.05 

0.77 

0.03 

0.34 

0.07 

0.1500 

- 

- 

0.001 

0.151 

0.218 

0.987 

0.049 

0.938 

4.233 

451.42 

Over Exploited 

Ummedabad 

0818000302291000 

0.10 

0.00 

19,784.61 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

1,222.64 

Over Exploited 



0.15 

0.00 

28,740.60 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

1,060.88 

Over Exploited 

Virana 

0818000102276400 

0.10 

0.07 

476.61 

0.08 

0.00 

0.08 

0.02 

0.19 

0.01 

- 

- 

- 

0.001 

0.001 

0.009 

0.088 

0.004 

0.084 

0.089 

105.77 

Over Exploited 



0.15 

0.10 

536.79 

0.11 

0.00 

0.12 

0.02 

0.19 

0.01 

- 

- 

- 

0.005 

0.005 

0.016 

0.135 

0.007 

0.128 

0.088 

69.11 

Safe 

Adwara 

0818000302295900 

0.14 

0.00 

246,434.58 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.16 

0.60 

201.83 

0.72 

0.01 

0.73 

0.04 

0.43 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.748 

0.037 

0.711 

0.500 

70.36 

Semi Critical 

Ajbar 

0818000402303800 

0.11 

0.07 

61.60 

0.08 

0.01 

0.09 

0.02 

0.18 

0.01 

0.0100 

- 

- 

0.011 

0.021 

0.029 

0.120 

0.006 

0.114 

0.100 

87.64 

Semi Critical 

Akhapura Kharal 

0819000102345100 

0.24 

0.00 

28,696.52 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.24 

0.51 

613.63 

0.61 

0.02 

0.63 

0.04 

0.41 

- 

0.0200 

0.0085 

0.0137 

0.012 

0.054 

0.054 

0.682 

0.034 

0.648 

0.211 

32.51 

Safe 

Akoli 

0818000302297200 

0.14 

0.05 

1,314.09 

0.06 

0.01 

0.08 

0.01 

0.10 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.100 

0.005 

0.095 

0.569 

600.89 

Over Exploited 



0.16 

0.68 

481.80 

0.82 

0.03 

0.85 

0.03 

0.34 

- 

0.0700 

- 

- 

0.012 

0.082 

0.082 

0.931 

0.047 

0.885 

1.981 

223.98 

Over Exploited 

Akoona 

0819000202353900 

0.15 

0.00 

1,104.89 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.033 

561.85 

Over Exploited 

Ambatri 

0818000402304500 

0.11 

0.00 

555,681.18 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bagra 

0818000302295600 

0.14 

0.20 

677.17 

0.25 

0.02 

0.26 

0.02 

0.18 

0.02 

0.0400 

- 

- 

0.011 

0.051 

0.074 

0.337 

0.017 

0.320 

1.008 

314.63 

Over Exploited 

Bakra 

0818000302292800 

0.10 

0.04 

1,180.63 

0.05 

0.01 

0.06 

0.01 

0.08 

0.00 

0.0200 

- 

- 

0.006 

0.026 

0.031 

0.093 

0.005 

0.088 

0.531 

602.48 

Over Exploited 

Bakraroad 

0818000302293200 

0.14 

0.21 

251.95 

0.25 

0.01 

0.26 

0.04 

0.38 

0.02 

0.0400 

- 

- 

- 

0.040 

0.064 

0.328 

0.016 

0.311 

0.979 

314.30 

Over Exploited 



0.16 

0.00 

10,062.19 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.046 

7,617.06 

Over Exploited 

Baida (v) 

0819000202354800 

0.15 

0.00 

2,880.02 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

0.000 

0.003 

0.020 

752.86 

Over Exploited 

Baoli 

0819000202350900 

0.15 

0.24 

60.02 

0.29 

0.02 

0.31 

0.04 

0.44 

- 

0.0500 

- 

- 

0.010 

0.060 

0.060 

0.366 

0.018 

0.348 

0.451 

129.65 

Over Exploited 



0.24 

0.00 

6,093.27 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.014 

0.001 

0.014 

0.061 

444.28 

Over Exploited 

Barloot 

0819000202350600 

0.15 

0.01 

641.22 

0.01 

0.00 

0.01 

0.00 

0.03 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.015 

0.001 

0.014 

0.099 

681.73 

Over Exploited 



0.24 

0.41 

312.00 

0.49 

0.02 

0.51 

0.02 

0.16 

- 

0.0400 

- 

- 

0.008 

0.048 

0.048 

0.555 

0.028 

0.528 

1.020 

193.43 

Over Exploited 

Basra Dhanji 

0818000402301400 

0.14 

1.35 

224.61 

1.62 

0.05 

1.67 

0.04 

0.43 

- 

0.0100 

- 

- 

0.077 

0.087 

0.087 

1.755 

0.088 

1.667 

0.281 

16.84 

Safe 



0.14 

0.02 

2,613.32 

0.03 

0.00 

0.03 

0.01 

0.05 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.044 

0.002 

0.042 

0.159 

378.85 

Over Exploited 

Beebalsar 

0818000302297400 

0.14 

1.19 

189.06 

1.43 

0.02 

1.45 

0.04 

0.46 

- 

0.0400 

- 

- 

0.031 

0.071 

0.071 

1.523 

0.076 

1.447 

0.436 

30.14 

Safe 

Beethan 

0818000402304000 

0.11 

0.65 

(11.28) 

0.58 

0.15 

0.73 

0.05 

0.52 

0.07 

0.0100 

- 

- 

0.229 

0.240 

0.313 

1.043 

0.052 

0.991 

0.180 

18.12 

Safe 

Berath 

0818000302292900 

0.10 

0.00 

3,174.22 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.005 

0.103 

2,044.61 

Over Exploited 

Betarna 

0818000402304100 

0.11 

0.35 

10.57 

0.38 

0.03 

0.42 

0.05 

0.52 

0.04 

0.0300 

- 

- 

0.035 

0.065 

0.105 

0.523 

0.026 

0.496 

0.273 

55.00 

Safe 

Bharoori 

0818000402302300 

0.14 

0.01 

1,722.99 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.010 

0.085 

881.19 

Over Exploited 



0.11 

0.00 

1,096.82 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.100 

1,801.71 

Over Exploited 



0.14 

0.00 

8,468.70 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.061 

8,927.60 

Over Exploited 

Bheempura 

0818000402298700 

0.15 

0.72 

7.69 

0.78 

0.02 

0.80 

0.05 

0.49 

- 

0.0200 

- 

- 

0.019 

0.039 

0.039 

0.840 

0.042 

0.798 

0.196 

24.61 

Safe 

Bhetala 

0818000302296500 

0.14 

0.49 

243.26 

0.59 

0.04 

0.63 

0.03 

0.31 

- 

0.0700 

- 

- 

0.027 

0.097 

0.097 

0.726 

0.036 

0.690 

0.643 

93.19 

Critical 

Bhootwas 

0818000402303100 

0.14 

0.64 

383.12 

0.77 

0.02 

0.78 

0.04 

0.47 

- 

0.0100 

- 

- 

0.023 

0.033 

0.033 

0.818 

0.041 

0.777 

0.459 

59.08 

Safe 

Bhut Gaon 

0819000202349700 

0.24 

0.00 

39,061.94 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.030 

30,103.45 

Over Exploited 



0.24 

0.01 

3,544.07 

0.01 

- 

0.01 

0.01 

0.05 

- 

0.0100 

0.0006 

0.0008 

- 

0.011 

0.011 

0.020 

0.001 

0.019 

0.151 

780.17 

Over Exploited 

Boogaon 

0818000402303900 

0.11 

0.60 

5.45 

0.63 

0.02 

0.65 

0.05 

0.47 

0.07 

0.0100 

- 

- 

0.027 

0.037 

0.105 

0.755 

0.038 

0.717 

0.140 

19.45 

Safe 

Borta 

0818000402298900 

0.15 

0.57 

20.16 

0.68 

0.01 

0.69 

0.03 

0.27 

- 

0.0100 

- 

- 

0.016 

0.026 

0.026 

0.715 

0.036 

0.679 

0.159 

23.47 

Safe 

Chadooal 

0819000202353400 

0.15 

0.43 

(17.50) 

0.35 

0.02 

0.37 

0.05 

0.54 

- 

0.0400 

- 

- 

0.015 

0.055 

0.055 

0.427 

0.021 

0.406 

0.324 

79.96 

Semi Critical 

Chak Beebalsar 

0818000318900002 

0.14 

0.09 

250.90 

0.11 

0.01 

0.12 

0.04 

0.45 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.142 

0.007 

0.135 

0.536 

397.38 

Over Exploited 

Chak Chandna 

0818000402301900 

0.14 

0.21 

179.67 

0.25 

0.01 

0.26 

0.04 

0.45 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.284 

0.014 

0.269 

0.654 

242.85 

Over Exploited 



0.14 

0.00 

8,959.00 

0.00 

0.01 

0.01 

0.00 

0.04 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.032 

0.002 

0.030 

0.636 

2,086.55 

Over Exploited 

Chandana 

0818000302296700 

0.14 

0.44 

382.71 

0.53 

0.05 

0.58 

0.02 

0.21 

- 

0.1200 

- 

- 

0.013 

0.133 

0.133 

0.715 

0.036 

0.679 

1.105 

162.81 

Over Exploited 



0.16 

0.54 

559.12 

0.64 

0.05 

0.69 

0.02 

0.22 

- 

0.1200 

- 

- 

0.013 

0.133 

0.133 

0.825 

0.041 

0.784 

1.148 

146.37 

Over Exploited 

Chandna 

0818000402302900 

0.14 

1.15 

272.34 

1.38 

0.02 

1.40 

0.05 

0.48 

- 

- 

- 

- 

0.033 

0.033 

0.033 

1.435 

0.072 

1.363 

0.105 

7.73 

Safe 

Chandoor 

0818000402304200 

0.11 

0.00 

1,914.75 

0.00 

0.00 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

0.000 

- 

0.000 

0.003 

0.000 

0.003 

0.030 

983.84 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Choora 

0818000302295100 

12.590 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.586 

2.71 

0.060 

0.25 

0.01 

0.00 

0.00 

0.00 

1.14 

0.94 

0.95 

0.028 

0.17 

0.21 







Non-command 

Younger Alluvium 

0.233 

2.71 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.04 

0.001 

0.01 

0.01 


Dakatara 

0818000302293300 

12.666 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.129 

1.65 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.00 

0.00 


Deldar 

0819000202350800 

23.995 

Fresh 

Non-command 

Non-command 

Jalore Granite 

3.142 

4.32 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.31 

0.26 

0.16 

0.007 

0.05 

0.06 







Non-command 

Older Alluvium 

8.126 

4.32 

0.120 

0.15 

0.01 

0.00 

0.00 

0.00 

4.35 

3.68 

0.58 

0.017 

0.14 

0.16 







Non-command 

Younger Alluvium 

12.659 

4.32 

0.120 

0.30 

0.01 

0.00 

0.00 

0.01 

6.84 

5.78 

1.15 

0.027 

0.21 

0.25 


Deldari 

0818000302297300 

17.764 

Fresh 

Non-command 

Non-command 

Older Alluvium 

16.400 

3.95 

0.060 

0.38 

0.02 

0.00 

0.00 

0.01 

4.24 

3.46 

1.41 

0.081 

0.38 

0.47 







Non-command 

Younger Alluvium 

1.365 

3.95 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.57 

0.46 

0.13 

0.007 

0.03 

0.04 


Devda 

0818000302296100 

12.117 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.927 

2.81 

0.060 

0.07 

0.00 

0.00 

0.00 

0.00 

2.08 

1.85 

0.19 

0.059 

0.37 

0.42 


Dewara 

0818000302297100 

9.373 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.361 

2.37 

0.060 

0.16 

0.02 

0.00 

0.00 

0.00 

1.47 

1.24 

0.56 

0.046 

0.40 

0.47 


Dhanani 

0818000102275900 

7.544 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.662 

1.41 

0.100 

0.17 

0.01 

0.00 

0.00 

0.00 

0.53 

0.40 

0.66 

0.014 

0.13 

0.17 


Dhansa 

0818000402298300 

80.950 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.487 

1.42 

0.080 

0.20 

0.01 

0.00 

0.00 

0.01 

1.61 

1.18 

0.70 

0.070 

0.06 

0.08 







Non-command 

Younger Alluvium 

21.316 

1.42 

0.120 

0.33 

0.01 

0.00 

0.00 

0.00 

3.96 

2.92 

1.16 

0.119 

0.10 

0.14 


Digaon 

0818000302296000 

7.308 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.368 

3.78 

0.060 

0.11 

0.01 

0.00 

0.00 

0.01 

1.31 

1.13 

0.42 

0.026 

0.28 

0.32 







Non-command 

Younger Alluvium 

1.940 

3.78 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.77 

0.67 

0.16 

0.010 

0.10 

0.12 


Doodsi 

0818000302295700 

26.251 

Fresh 

Non-command 

Non-command 

Older Alluvium 

18.014 

3.48 

0.060 

0.31 

0.01 

0.00 

0.00 

0.00 

4.05 

3.44 

1.13 

0.089 

0.26 

0.31 







Non-command 

Younger Alluvium 

8.152 

3.48 

0.100 

0.14 

0.01 

0.00 

0.00 

0.00 

2.96 

2.52 

0.52 

0.040 

0.12 

0.14 


Ewadi 

0819000202350100 

8.635 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.131 

3.06 

0.120 

0.02 

0.00 

0.00 

0.00 

0.01 

1.16 

0.98 

0.09 

0.007 

0.14 

0.16 


Ghaseri 

0818000402302200 

9.227 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.015 

2.88 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Older Alluvium 

5.868 

2.88 

0.060 

0.05 

0.00 

0.00 

0.00 

0.00 

1.06 

0.69 

0.17 

0.028 

0.30 

0.46 


Gol 

0819000202350000 

16.199 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

15.849 

3.84 

0.120 

0.59 

0.03 

0.00 

0.00 

0.01 

7.86 

6.66 

2.33 

0.034 

0.37 

0.44 


Gola 

0818000402301700 

6.723 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.721 

4.04 

0.080 

0.06 

0.00 

0.00 

0.00 

0.01 

2.22 

1.75 

0.18 

0.038 

0.43 

0.55 


Gura 

0819000202351100 

13.137 

Fresh 

Non-command 

Non-command 

Jalore Granite 

13.137 

4.53 

0.020 

0.33 

0.05 

0.00 

0.00 

0.02 

1.45 

1.12 

1.27 

0.028 

0.46 

0.59 


Jaila 

0819000202354500 

4.676 

Fresh 

Non-command 

Non-command 

Jalore Granite 

3.942 

3.70 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.38 

0.24 

0.39 

0.008 

0.40 

0.65 


Jamotara 

0819000202349800 

5.302 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.038 

2.76 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 






Ora Bund 

Command 

Younger Alluvium 

1.555 

2.76 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.61 

0.51 

0.34 

0.003 

0.11 

0.13 


Jawal 

0819000202349900 

21.998 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

9.396 

2.99 

0.120 

0.52 

0.03 

0.00 

0.00 

0.01 

3.86 

3.28 

2.05 

0.020 

0.16 

0.19 






Ora Bund 

Command 

Younger Alluvium 

3.220 

2.99 

0.120 

0.18 

0.01 

0.00 

0.00 

0.00 

1.33 

1.13 

0.70 

0.007 

0.06 

0.07 


Jhadoli 

0819000102343400 

38.351 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.748 

2.51 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

1.44 

1.28 

0.04 

0.018 

0.05 

0.05 







Non-command 

Younger Alluvium 

25.673 

2.51 

0.200 

0.12 

0.00 

0.00 

0.00 

0.00 

13.02 

11.55 

0.35 

0.097 

0.26 

0.30 


Jhak 

0818000402303200 

9.633 

Fresh 

Non-command 

Non-command 

Jalore Granite 

3.480 

3.22 

0.025 

0.04 

0.00 

0.00 

0.00 

0.00 

0.32 

0.26 

0.13 

0.019 

0.16 

0.20 







Non-command 

Older Alluvium 

6.153 

3.22 

0.080 

0.14 

0.01 

0.00 

0.00 

0.01 

1.71 

1.36 

0.52 

0.034 

0.28 

0.35 


Jodwara 

0818000402301300 

22.909 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.957 

2.10 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

1.39 

1.00 

0.20 

0.045 

0.16 

0.22 






BandiSendra 

Command 

Older Alluvium 

14.951 

2.10 

0.080 

0.08 

0.00 

0.00 

0.00 

0.01 

2.58 

1.85 

0.20 

0.084 

0.30 

0.41 


Jor Virana 

0818000102276500 

4.880 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.122 

2.05 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.45 

0.33 

0.02 

0.011 

0.15 

0.21 


Kailashnagar @ Las 

0819000102344300 

60.726 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.267 

3.16 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

1.28 

1.10 

0.14 

0.012 

0.02 

0.02 







Non-command 

Younger Alluvium 

52.134 

3.16 

0.200 

1.19 

0.06 

0.00 

0.00 

0.00 

34.13 

29.29 

4.48 

0.196 

0.33 

0.39 


Kalandri 

0819000202351300 

50.019 

Fresh 

Non-command 

Non-command 

Jalore Granite 

32.035 

3.49 

0.020 

0.41 

0.06 

0.00 

0.00 

0.09 

2.49 

2.13 

1.56 

0.068 

0.29 

0.34 







Non-command 

Phyllite & Schist 

3.144 

3.49 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.20 

0.17 

0.18 

0.007 

0.03 

0.03 


Kandar 

0818000302296900 

14.944 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.652 

1.56 

0.060 

0.09 

0.01 

0.00 

0.00 

0.01 

0.70 

0.59 

0.33 

0.033 

0.17 

0.20 







Non-command 

Younger Alluvium 

5.256 

1.56 

0.100 

0.07 

0.01 

0.00 

0.00 

0.00 

0.88 

0.75 

0.25 

0.026 

0.14 

0.16 


Khera Borta 

0818000402298800 

5.652 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.311 

1.65 

0.060 

0.15 

0.01 

0.00 

0.00 

0.00 

0.66 

0.47 

0.58 

0.026 

0.43 

0.61 


Kolar 

0818000402303700 

6.601 

Fresh 

Non-command 

Non-command 

Jalore Granite 

4.136 

2.95 

0.025 

0.02 

0.00 

0.00 

0.00 

0.01 

0.32 

0.21 

0.05 

0.023 

0.29 

0.44 







Non-command 

Older Alluvium 

1.767 

2.95 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.44 

0.29 

0.06 

0.010 

0.13 

0.19 


Kooma 

0819000202354700 

11.579 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.623 

4.52 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.001 

0.03 

0.04 







Non-command 

Phyllite & Schist 

6.402 

4.52 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.45 

0.36 

0.05 

0.014 

0.30 

0.38 


Kot Kasta 

0818000402301000 

12.139 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.859 

2.50 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.09 

0.03 

0.004 

0.03 

0.05 


Ledarmer 

0818000402300900 

12.908 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.703 

0.36 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.003 

0.03 

0.04 


Loor 

0818000402301100 

7.285 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.486 

3.00 

0.080 

0.20 

0.01 

0.00 

0.00 

0.00 

1.51 

1.03 

0.75 

0.031 

0.35 

0.51 






BandiSendra 

Command 

Older Alluvium 

1.153 

3.00 

0.080 

0.20 

0.01 

0.00 

0.00 

0.00 

0.47 

0.32 

0.79 

0.006 

0.07 

0.11 


Lotiwara Bara 

0819000102344600 

13.603 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

7.045 

2.96 

0.200 

0.07 

0.01 

0.00 

0.00 

0.00 

4.22 

3.59 

0.25 

0.026 

0.20 

0.23 






Ora Bund 

Command 

Younger Alluvium 

0.780 

2.96 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.47 

0.40 

0.03 

0.003 

0.02 

0.03 


Lotiwara Chhota 

0819000102344400 

12.855 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

12.754 

3.33 

0.200 

0.12 

0.02 

0.00 

0.00 

0.01 

8.58 

7.32 

0.41 

0.048 

0.38 

0.45 






Ora Bund 

Command 

Younger Alluvium 

0.101 

3.33 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.00 

0.000 

0.00 

0.00 


Madani 

0819000102345000 

9.921 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.728 

3.64 

0.200 

0.08 

0.01 

0.00 

0.00 

0.01 

2.77 

2.35 

0.28 

0.014 

0.14 

0.17 






Ora Bund 

Command 

Younger Alluvium 

6.177 

3.64 

0.200 

0.13 

0.02 

0.00 

0.00 

0.01 

4.60 

3.90 

0.50 

0.023 

0.23 

0.28 


Malpura 

0818000402302700 

6.990 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.673 

1.44 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.67 

0.47 

0.02 

0.032 

0.37 

0.53 






BandiSendra 

Command 

Older Alluvium 

1.317 

1.44 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.11 

0.02 

0.007 

0.09 

0.12 


Manadar 

0819000102342500 

102.270 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.508 

1.65 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

1.74 

1.62 

0.18 

0.032 

0.03 

0.03 







Non-command 

Younger Alluvium 

40.750 

1.65 

0.200 

0.46 

0.06 

0.00 

0.00 

0.00 

13.88 

12.92 

1.64 

0.153 

0.15 

0.16 


Mandawariya 

0819000202350700 

12.122 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.802 

3.46 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.03 

0.002 

0.03 

0.03 







Non-command 

Younger Alluvium 

9.327 

3.46 

0.120 

0.18 

0.01 

0.00 

0.00 

0.01 

4.03 

3.42 

0.70 

0.020 

0.31 

0.36 


Mandoli 

0818000402303000 

27.490 

Fresh 

Non-command 

Non-command 

Older Alluvium 

27.490 

4.32 

0.080 

0.35 

0.05 

0.00 

0.00 

0.01 

9.79 

7.67 

1.21 

0.154 

0.44 

0.56 


Mandwara 

0819000202350500 

14.017 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.008 

1.58 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Manora 

0819000202349600 

7.183 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.279 

4.27 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.14 

0.06 

0.001 

0.01 

0.02 


Margaon 

0818000302293100 

6.164 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.277 

2.67 

0.060 

0.17 

0.01 

0.00 

0.00 

0.00 

0.68 

0.54 

0.66 

0.016 

0.20 

0.26 







Non-command 

Younger Alluvium 

2.887 

2.67 

0.100 

0.15 

0.01 

0.00 

0.00 

0.00 

0.91 

0.72 

0.58 

0.014 

0.18 

0.22 


Maylawas 

0818000302296200 

20.432 

Fresh 

Non-command 

Non-command 

Older Alluvium 

18.709 

2.66 

0.060 

0.23 

0.03 

0.00 

0.00 

0.01 

3.18 

2.88 

0.82 

0.092 

0.34 

0.38 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Choora 

0818000302295100 

0.14 

0.13 

610.64 

0.16 

0.01 

0.17 

0.02 

0.19 

0.01 

0.0400 

- 

- 

0.007 

0.047 

0.062 

0.234 

0.012 

0.222 

0.980 

440.33 

Over Exploited 



0.16 

0.00 

22,739.26 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.041 

12,567.26 

Over Exploited 

Dakatara 

0818000302293300 

0.14 

0.00 

26,996.87 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.021 

24,112.74 

Over Exploited 

Deldar 

0819000202350800 

0.15 

0.02 

954.52 

0.03 

0.00 

0.03 

0.01 

0.06 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.041 

0.002 

0.039 

0.165 

420.60 

Over Exploited 



0.22 

0.24 

1,403.95 

0.29 

0.01 

0.31 

0.01 

0.15 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.331 

0.017 

0.314 

0.599 

190.62 

Over Exploited 



0.24 

0.65 

793.63 

0.78 

0.02 

0.80 

0.02 

0.24 

- 

0.0400 

- 

- 

0.015 

0.055 

0.055 

0.852 

0.043 

0.809 

1.179 

145.70 

Over Exploited 

Deldari 

0818000302297300 

0.14 

0.87 

297.20 

1.04 

0.03 

1.07 

0.04 

0.42 

- 

0.0500 

- 

- 

0.008 

0.058 

0.058 

1.128 

0.056 

1.072 

1.492 

139.18 

Over Exploited 



0.16 

0.01 

6,633.88 

0.01 

- 

0.01 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.135 

1,716.27 

Over Exploited 

Devda 

0818000302296100 

0.14 

0.61 

200.56 

0.74 

- 

0.74 

0.04 

0.41 

0.07 

0.0200 

- 

- 

- 

0.020 

0.088 

0.825 

0.041 

0.784 

0.250 

31.86 

Safe 

Dewara 

0818000302297100 

0.14 

0.52 

137.61 

0.63 

0.02 

0.65 

0.04 

0.44 

- 

0.0600 

- 

- 

0.004 

0.064 

0.064 

0.712 

0.036 

0.677 

0.607 

89.71 

Semi Critical 

Dhanani 

0818000102275900 

0.15 

0.05 

664.91 

0.06 

0.01 

0.07 

0.02 

0.14 

0.01 

0.0200 

- 

- 

0.003 

0.023 

0.029 

0.102 

0.005 

0.097 

0.674 

692.42 

Over Exploited 

Dhansa 

0818000402298300 

0.14 

0.06 

5,433.99 

0.08 

0.02 

0.09 

0.01 

0.07 

0.01 

0.0300 

- 

- 

0.008 

0.038 

0.045 

0.136 

0.007 

0.129 

0.773 

599.44 

Over Exploited 



0.16 

0.35 

733.30 

0.42 

0.01 

0.43 

0.01 

0.11 

0.04 

0.0400 

- 

- 

0.001 

0.041 

0.081 

0.512 

0.026 

0.486 

1.282 

263.86 

Over Exploited 

Digaon 

0818000302296000 

0.14 

0.21 

440.70 

0.25 

0.02 

0.27 

0.03 

0.31 

- 

0.0200 

- 

- 

0.012 

0.032 

0.032 

0.302 

0.015 

0.287 

0.448 

156.53 

Over Exploited 



0.16 

0.03 

2,034.51 

0.04 

0.00 

0.04 

0.01 

0.11 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.051 

0.003 

0.049 

0.165 

336.96 

Over Exploited 

Doodsi 

0818000302295700 

0.14 

0.66 

418.87 

0.80 

0.01 

0.81 

0.03 

0.29 

- 

0.0400 

- 

- 

0.005 

0.045 

0.045 

0.856 

0.043 

0.813 

1.215 

149.44 

Over Exploited 



0.16 

0.16 

1,520.86 

0.19 

0.01 

0.20 

0.01 

0.13 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.216 

0.011 

0.206 

0.558 

271.43 

Over Exploited 

Ewadi 

0819000202350100 

0.24 

0.10 

858.80 

0.12 

0.01 

0.13 

0.01 

0.15 

- 

0.0100 

- 

- 

0.015 

0.025 

0.025 

0.157 

0.008 

0.150 

0.097 

64.60 

Safe 

Ghaseri 

0818000402302200 

0.11 

0.00 

46,588.79 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.26 

161.92 

0.31 

0.00 

0.32 

0.03 

0.33 

0.03 

0.0100 

- 

- 

0.001 

0.011 

0.041 

0.356 

0.018 

0.338 

0.196 

58.06 

Safe 

Gol 

0819000202350000 

0.24 

1.40 

374.49 

1.69 

0.04 

1.73 

0.04 

0.41 

- 

0.0900 

- 

- 

0.020 

0.110 

0.110 

1.839 

0.092 

1.747 

2.368 

135.50 

Over Exploited 

Gola 

0818000402301700 

0.14 

0.40 

332.72 

0.49 

0.01 

0.50 

0.05 

0.48 

- 

0.0100 

- 

- 

0.016 

0.026 

0.026 

0.522 

0.026 

0.496 

0.216 

43.43 

Safe 

Gura 

0819000202351100 

0.15 

0.90 

24.86 

1.08 

0.07 

1.15 

0.05 

0.50 

- 

0.1400 

- 

- 

0.030 

0.170 

0.170 

1.318 

0.066 

1.252 

1.299 

103.78 

Over Exploited 

Jaila 

0819000202354500 

0.15 

0.24 

(1.47) 

0.24 

0.01 

0.25 

0.05 

0.45 

0.03 

0.0400 

- 

- 

0.006 

0.046 

0.073 

0.322 

0.016 

0.306 

0.398 

130.08 

Over Exploited 

Jamotara 

0819000202349800 

0.24 

0.00 

43,537.82 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.24 

0.04 

1,135.00 

0.05 

- 

0.05 

0.01 

0.12 

- 

0.0100 

0.0015 

0.0019 

- 

0.013 

0.013 

0.063 

0.003 

0.060 

0.339 

563.59 

Over Exploited 

Jawal 

0819000202349900 

0.24 

0.37 

794.69 

0.44 

0.04 

0.48 

0.02 

0.18 

- 

0.0800 

- 

- 

0.009 

0.089 

0.089 

0.564 

0.028 

0.535 

2.066 

385.81 

Over Exploited 



0.24 

0.04 

2,518.53 

0.05 

0.01 

0.06 

0.01 

0.06 

- 

0.0300 

0.0032 

0.0038 

- 

0.037 

0.037 

0.099 

0.005 

0.094 

0.709 

756.77 

Over Exploited 

Jhadoli 

0819000102343400 

0.20 

0.05 

2,668.43 

0.06 

- 

0.06 

0.01 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.055 

0.003 

0.053 

0.054 

102.25 

Over Exploited 



0.24 

1.57 

########## 

1.89 

- 

1.89 

0.03 

0.29 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

1.896 

0.095 

1.801 

0.450 

24.96 

Safe 

Jhak 

0818000402303200 

0.11 

0.06 

321.99 

0.07 

0.00 

0.07 

0.02 

0.17 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.074 

0.004 

0.070 

0.145 

208.09 

Over Exploited 



0.14 

0.24 

465.83 

0.29 

0.02 

0.31 

0.03 

0.31 

- 

0.0200 

- 

- 

0.013 

0.033 

0.033 

0.341 

0.017 

0.324 

0.549 

169.57 

Over Exploited 

Jodwara 

0818000402301300 

0.14 

0.18 

466.81 

0.21 

0.00 

0.22 

0.02 

0.18 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.232 

0.012 

0.220 

0.243 

110.16 

Over Exploited 



0.14 

0.62 

197.98 

0.75 

0.01 

0.75 

0.03 

0.33 

- 

0.0100 

- 

- 

0.011 

0.021 

0.021 

0.774 

0.039 

0.735 

0.282 

38.29 

Safe 

Jor Virana 

0818000102276500 

0.15 

0.05 

568.46 

0.06 

- 

0.06 

0.02 

0.17 

0.01 

- 

- 

- 

- 

- 

0.006 

0.065 

0.003 

0.061 

0.034 

55.72 

Safe 

Kailashnagar @ Las 

0819000102344300 

0.20 

0.01 

8,021.78 

0.02 

- 

0.02 

0.00 

0.02 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.026 

0.001 

0.025 

0.156 

627.04 

Over Exploited 



0.24 

4.09 

########## 

4.91 

0.06 

4.97 

0.04 

0.37 

- 

0.1700 

- 

- 

- 

0.170 

0.170 

5.141 

0.257 

4.884 

4.680 

95.82 

Critical 

Kalandri 

0819000202351300 

0.15 

1.41 

50.81 

1.69 

0.15 

1.85 

0.03 

0.32 

- 

0.1800 

- 

- 

0.142 

0.322 

0.322 

2.169 

0.108 

2.060 

1.630 

79.12 

Semi Critical 



0.15 

0.01 

1,178.70 

0.02 

0.01 

0.03 

0.00 

0.03 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.049 

0.002 

0.047 

0.187 

401.31 

Over Exploited 

Kandar 

0818000302296900 

0.14 

0.16 

269.46 

0.19 

0.02 

0.21 

0.02 

0.19 

- 

0.0400 

- 

- 

0.010 

0.050 

0.050 

0.260 

0.013 

0.247 

0.363 

146.74 

Over Exploited 



0.16 

0.11 

554.65 

0.14 

0.01 

0.15 

0.01 

0.15 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.179 

0.009 

0.170 

0.274 

161.11 

Over Exploited 

Khera Borta 

0818000402298800 

0.15 

0.34 

37.61 

0.41 

0.01 

0.42 

0.05 

0.48 

- 

0.0700 

- 

- 

0.002 

0.072 

0.072 

0.494 

0.025 

0.470 

0.608 

129.43 

Over Exploited 

Kolar 

0818000402303700 

0.11 

0.13 

57.34 

0.16 

0.01 

0.17 

0.03 

0.33 

0.01 

0.0100 

- 

- 

0.011 

0.021 

0.036 

0.203 

0.010 

0.193 

0.073 

37.97 

Safe 



0.14 

0.03 

831.53 

0.04 

0.00 

0.04 

0.01 

0.14 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.014 

0.051 

0.003 

0.048 

0.069 

142.60 

Over Exploited 

Kooma 

0819000202354700 

0.15 

0.00 

1,526.96 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.001 

42.18 

Safe 



0.15 

0.29 

23.93 

0.35 

0.00 

0.35 

0.03 

0.33 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.361 

0.018 

0.343 

0.068 

19.72 

Safe 

Kot Kasta 

0818000402301000 

0.15 

0.00 

2,063.00 

0.01 

- 

0.01 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.034 

702.32 

Over Exploited 

Ledarmer 

0818000402300900 

0.15 

0.00 

283.39 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.018 

601.09 

Over Exploited 

Loor 

0818000402301100 

0.14 

0.27 

284.59 

0.32 

0.01 

0.33 

0.04 

0.39 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.362 

0.018 

0.344 

0.783 

227.82 

Over Exploited 



0.14 

0.01 

2,597.80 

0.01 

0.01 

0.02 

0.01 

0.08 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.054 

0.003 

0.051 

0.798 

1,550.48 

Over Exploited 

Lotiwara Bara 

0819000102344600 

0.24 

0.33 

972.78 

0.40 

0.01 

0.42 

0.02 

0.22 

- 

0.0300 

- 

- 

0.007 

0.037 

0.037 

0.454 

0.023 

0.431 

0.278 

64.61 

Safe 



0.24 

0.00 

9,638.72 

0.00 

0.00 

0.01 

0.00 

0.02 

- 

- 

0.0012 

0.0019 

0.002 

0.005 

0.005 

0.011 

0.001 

0.011 

0.035 

321.69 

Over Exploited 

Lotiwara Chhota 

0819000102344400 

0.24 

1.17 

528.38 

1.40 

0.03 

1.43 

0.04 

0.42 

- 

0.0500 

- 

- 

0.018 

0.068 

0.068 

1.497 

0.075 

1.422 

0.458 

32.20 

Safe 



0.24 

0.00 

78,624.73 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Madani 

0819000102345000 

0.24 

0.13 

1,750.76 

0.15 

0.02 

0.18 

0.02 

0.16 

- 

0.0300 

- 

- 

0.021 

0.051 

0.051 

0.227 

0.011 

0.216 

0.298 

138.14 

Over Exploited 



0.24 

0.35 

1,019.95 

0.42 

0.03 

0.44 

0.03 

0.26 

- 

0.0600 

0.0092 

0.0147 

0.008 

0.092 

0.092 

0.535 

0.027 

0.508 

0.527 

103.72 

Over Exploited 

Malpura 

0818000402302700 

0.14 

0.30 

60.85 

0.35 

0.00 

0.36 

0.04 

0.41 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.362 

0.018 

0.344 

0.052 

15.04 

Safe 



0.14 

0.02 

619.74 

0.02 

0.00 

0.02 

0.01 

0.10 

- 

- 

- 

- 

0.000 

- 

- 

0.019 

0.001 

0.018 

0.027 

150.68 

Over Exploited 

Manadar 

0819000102342500 

0.20 

0.05 

2,954.50 

0.06 

0.01 

0.07 

0.00 

0.03 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.094 

0.005 

0.089 

0.216 

243.03 

Over Exploited 



0.24 

1.45 

########## 

1.74 

0.06 

1.80 

0.02 

0.17 

- 

0.1800 

- 

- 

- 

0.180 

0.180 

1.978 

0.099 

1.879 

1.796 

95.59 

Critical 

Mandawariya 

0819000202350700 

0.15 

0.00 

1,637.45 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.033 

899.69 

Over Exploited 



0.24 

0.69 

395.21 

0.83 

0.02 

0.84 

0.03 

0.34 

- 

0.0300 

- 

- 

0.008 

0.038 

0.038 

0.882 

0.044 

0.838 

0.722 

86.11 

Semi Critical 

Mandoli 

0818000402303000 

0.14 

1.68 

355.60 

2.02 

0.06 

2.08 

0.05 

0.48 

- 

0.1400 

- 

- 

0.020 

0.160 

0.160 

2.242 

0.112 

2.130 

1.360 

63.84 

Safe 

Mandwara 

0819000202350500 

0.24 

0.00 

281,930.19 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Manora 

0819000202349600 

0.24 

0.00 

13,688.45 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.061 

5,291.56 

Over Exploited 

Margaon 

0818000302293100 

0.14 

0.09 

484.29 

0.11 

0.01 

0.12 

0.02 

0.22 

0.01 

0.0200 

- 

- 

0.001 

0.021 

0.031 

0.152 

0.008 

0.145 

0.673 

464.83 

Over Exploited 



0.16 

0.08 

774.11 

0.10 

0.01 

0.11 

0.02 

0.20 

0.01 

0.0200 

- 

- 

0.003 

0.023 

0.032 

0.143 

0.007 

0.136 

0.590 

434.24 

Over Exploited 

Maylawas 

0818000302296200 

0.14 

0.89 

223.33 

1.07 

0.04 

1.10 

0.04 

0.38 

0.10 

0.0900 

- 

- 

0.008 

0.098 

0.198 

1.301 

0.065 

1.236 

0.910 

73.67 

Semi Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Meda Uparla 

081800030229450C 

51.913 

Fresh 

Non-command 

Non-command 

Older Alluvium 

18.024 

1.30 

0.060 

0.13 

0.01 

0.00 

0.00 

0.04 

1.48 

1.38 

0.39 

0.089 

0.13 

0.13 


Medanichla 

0818000302296300 

12.005 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.005 

2.44 

0.060 

0.02 

0.00 

0.00 

0.00 

0.01 

1.77 

1.58 

0.00 

0.059 

0.38 

0.42 


Modra 

0818000402298500 

29.222 

Fresh 

Non-command 

Non-command 

Older Alluvium 

29.143 

2.23 

0.080 

0.16 

0.01 

0.00 

0.00 

0.04 

5.32 

4.04 

0.41 

0.163 

0.43 

0.56 







Non-command 

Younger Alluvium 

0.079 

2.23 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.000 

0.00 

0.00 


Modra Ki Dhani 

0818000402298600 

6.493 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.484 

2.13 

0.080 

0.05 

0.00 

0.00 

0.00 

0.01 

1.14 

0.83 

0.14 

0.036 

0.45 

0.62 






BandiSendra 

Command 

Older Alluvium 

0.009 

2.13 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.14 

0.000 

0.00 

0.00 


Mohabbat Nagar 

0819000202351200 

31.192 

Fresh 

Non-command 

Non-command 

Jalore Granite 

31.192 

3.40 

0.020 

0.05 

0.00 

0.00 

0.00 

0.02 

2.15 

1.53 

0.11 

0.066 

0.47 

0.67 


Mudtara Sili 

0818000402302600 

18.554 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.462 

1.70 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.003 

0.01 

0.02 







Non-command 

Older Alluvium 

8.217 

1.70 

0.080 

0.13 

0.01 

0.00 

0.00 

0.06 

1.18 

0.82 

0.46 

0.046 

0.20 

0.30 






BandiSendra 

Command 

Older Alluvium 

9.875 

1.70 

0.080 

0.14 

0.01 

0.00 

0.00 

0.01 

1.46 

1.01 

0.48 

0.055 

0.24 

0.35 


Munthla Kaba 

0818000402302400 

16.643 

Fresh 

BandiSendra 

Command 

Jalore Granite 

0.001 

3.01 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 


Nabi 

0818000302296600 

7.200 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.811 

2.28 

0.060 

0.12 

0.02 

0.00 

0.00 

0.00 

0.76 

0.67 

0.46 

0.024 

0.25 

0.29 


Nagni 

0818000302295800 

8.046 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.335 

3.20 

0.060 

0.06 

0.00 

0.00 

0.00 

0.00 

1.08 

0.94 

0.22 

0.026 

0.25 

0.29 







Non-command 

Younger Alluvium 

2.711 

3.20 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.90 

0.78 

0.10 

0.013 

0.13 

0.15 


Naradara 

0819000102344700 

20.692 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

13.239 

3.12 

0.200 

0.16 

0.02 

0.00 

0.00 

0.02 

8.37 

7.11 

0.57 

0.050 

0.24 

0.29 






Ora Bund 

Command 

Younger Alluvium 

2.141 

3.12 

0.200 

0.03 

0.00 

0.00 

0.00 

0.00 

1.36 

1.16 

0.10 

0.008 

0.04 

0.05 


Narnawas 

0818000302294600 

36.588 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.324 

2.43 

0.060 

0.07 

0.00 

0.00 

0.00 

0.00 

1.86 

1.67 

0.20 

0.061 

0.12 

0.14 


Narpara 

0818000302295300 

7.159 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.060 

3.65 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

7.099 

3.65 

0.100 

0.13 

0.01 

0.00 

0.00 

0.00 

2.71 

2.11 

0.46 

0.035 

0.39 

0.50 


Nawara 

0819000202351000 

12.020 

Fresh 

Non-command 

Non-command 

Jalore Granite 

12.020 

5.39 

0.020 

0.07 

0.00 

0.00 

0.00 

0.01 

1.36 

1.11 

0.23 

0.026 

0.44 

0.54 


Nembora 

0819000202353800 

6.655 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.188 

3.70 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.02 


Noon 

0818000302295400 

23.267 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.442 

4.20 

0.060 

0.21 

0.01 

0.00 

0.00 

0.00 

2.08 

1.65 

0.79 

0.037 

0.13 

0.16 







Non-command 

Younger Alluvium 

15.825 

4.20 

0.100 

0.45 

0.02 

0.00 

0.00 

0.00 

7.08 

5.63 

1.70 

0.078 

0.28 

0.35 



0819000202353700 

14.434 

Fresh 

Non-command 

Non-command 

Jalore Granite 

11.038 

3.87 

0.020 

0.18 

0.03 

0.00 

0.00 

0.02 

0.98 

0.60 

0.69 

0.023 

0.36 

0.59 


Oda 

0819000102345200 

24.152 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

14.429 

3.61 

0.200 

0.21 

0.03 

0.00 

0.00 

0.01 

10.57 

8.97 

0.76 

0.054 

0.23 

0.27 






Ora Bund 

Command 

Younger Alluvium 

2.869 

3.61 

0.200 

0.04 

0.01 

0.00 

0.00 

0.00 

2.10 

1.78 

0.16 

0.011 

0.04 

0.05 


Padeev 

0819000202350300 

34.824 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.892 

3.38 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.81 

0.72 

0.19 

0.004 

0.03 

0.03 


Phachariya 

0819000202353300 

5.677 

Fresh 

Non-command 

Non-command 

Jalore Granite 

5.677 

3.62 

0.020 

0.11 

0.02 

0.00 

0.00 

0.02 

0.48 

0.36 

0.44 

0.012 

0.50 

0.66 


Phalwadi 

0819000202354600 

26.368 

Fresh 

Non-command 

Non-command 

Jalore Granite 

12.478 

3.70 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.95 

0.65 

0.14 

0.027 

0.24 

0.35 







Non-command 

Phyllite & Schist 

0.013 

3.70 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Phoogni 

0819000202353600 

6.078 

Fresh 

Non-command 

Non-command 

Jalore Granite 

6.078 

2.81 

0.020 

0.14 

0.02 

0.00 

0.00 

0.01 

0.45 

0.30 

0.55 

0.013 

0.48 

0.73 


Punang Kalan 

0818000402303400 

13.058 

Fresh 

Non-command 

Non-command 

Jalore Granite 

13.058 

1.69 

0.025 

0.10 

0.01 

0.00 

0.00 

0.06 

0.58 

0.42 

0.29 

0.073 

0.46 

0.64 


Punang Khurd 

0818000402303300 

8.173 

Fresh 

Non-command 

Non-command 

Jalore Granite 

8.153 

3.10 

0.025 

0.06 

0.01 

0.00 

0.00 

0.02 

0.66 

0.52 

0.19 

0.046 

0.44 

0.55 







Non-command 

Older Alluvium 

0.020 

3.10 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 




6.456 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.741 

3.10 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.03 

0.004 

0.05 

0.06 







Non-command 

Older Alluvium 

5.715 

3.10 

0.080 

0.11 

0.01 

0.00 

0.00 

0.01 

1.51 

1.21 

0.40 

0.032 

0.39 

0.48 


Purari Khera 

0819000102342400 

5.938 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.535 

2.89 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.53 

0.47 

0.00 

0.006 

0.10 

0.11 







Non-command 

Younger Alluvium 

4.402 

2.89 

0.200 

0.01 

0.00 

0.00 

0.00 

0.02 

2.54 

2.26 

0.00 

0.017 

0.28 

0.32 


Rampuriya 

0818000302297000 

15.862 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.955 

1.20 

0.060 

0.26 

0.01 

0.00 

0.00 

0.00 

1.25 

1.06 

0.95 

0.069 

0.34 

0.41 







Non-command 

Younger Alluvium 

0.951 

1.20 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.11 

0.07 

0.005 

0.02 

0.03 


Ramseen 

0818000402303600 

39.909 

Fresh 

Non-command 

Non-command 

Jalore Granite 

17.246 

2.90 

0.025 

0.12 

0.01 

0.00 

0.00 

0.04 

1.32 

0.93 

0.37 

0.096 

0.20 

0.28 







Non-command 

Older Alluvium 

22.663 

2.90 

0.080 

0.32 

0.04 

0.00 

0.00 

0.03 

5.51 

3.85 

1.13 

0.127 

0.26 

0.37 


Raniwara 

0818000302293000 

10.288 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.321 

2.62 

0.060 

0.09 

0.00 

0.00 

0.00 

0.00 

0.46 

0.35 

0.34 

0.011 

0.09 

0.11 







Non-command 

Younger Alluvium 

7.967 

2.62 

0.100 

0.32 

0.02 

0.00 

0.00 

0.00 

2.39 

1.86 

1.24 

0.039 

0.30 

0.38 


Ratpura 

0818000402303500 

9.619 

Fresh 

Non-command 

Non-command 

Jalore Granite 

2.217 

2.60 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.12 

0.03 

0.012 

0.10 

0.14 







Non-command 

Older Alluvium 

7.403 

2.60 

0.080 

0.05 

0.01 

0.00 

0.00 

0.00 

1.57 

1.19 

0.16 

0.041 

0.35 

0.46 


Rota 

0818000402301200 

8.223 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.541 

2.72 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

1.50 

1.05 

0.28 

0.037 

0.37 

0.52 


Santhoo 

0818000302295500 

26.753 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.798 

3.43 

0.060 

0.41 

0.02 

0.00 

0.00 

0.01 

2.81 

2.32 

1.54 

0.058 

0.17 

0.21 







Non-command 

Younger Alluvium 

13.704 

3.43 

0.100 

0.49 

0.02 

0.00 

0.00 

0.00 

5.17 

4.26 

1.89 

0.068 

0.20 

0.24 


Sarat 

0818000302295200 

10.817 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.977 

3.49 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.22 

0.18 

0.06 

0.005 

0.03 

0.04 







Non-command 

Younger Alluvium 

9.840 

3.49 

0.100 

0.18 

0.01 

0.00 

0.00 

0.00 

3.60 

2.88 

0.66 

0.049 

0.35 

0.44 


Sartara 

0819000202353100 

14.044 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.443 

4.82 

0.015 

0.09 

0.01 

0.00 

0.00 

0.00 

0.83 

0.73 

0.32 

0.022 

0.38 

0.44 


Savrata 

0819000202354400 

3.497 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.369 

3.45 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.03 

0.001 

0.05 

0.08 


Sawali 

0819000102344900 

15.618 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.959 

3.57 

0.200 

0.06 

0.00 

0.00 

0.00 

0.00 

5.03 

4.27 

0.22 

0.026 

0.17 

0.20 






Ora Bund 

Command 

Younger Alluvium 

3.652 

3.57 

0.200 

0.04 

0.00 

0.00 

0.00 

0.00 

2.65 

2.25 

0.13 

0.014 

0.09 

0.10 


Sayla 

0818000102276100 

58.476 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.116 

1.97 

0.100 

0.26 

0.01 

0.00 

0.00 

0.00 

1.26 

0.87 

1.00 

0.027 

0.03 

0.04 


Seekwara 

0818000402302800 

11.831 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.831 

2.01 

0.080 

0.17 

0.02 

0.00 

0.00 

0.01 

2.05 

1.54 

0.59 

0.066 

0.45 

0.60 


Serna 

0818000402298400 

34.129 

Fresh 

Non-command 

Non-command 

Older Alluvium 

23.064 

1.89 

0.080 

0.44 

0.02 

0.00 

0.00 

0.01 

3.90 

2.95 

1.61 

0.129 

0.27 

0.36 







Non-command 

Younger Alluvium 

11.052 

1.89 

0.120 

0.21 

0.01 

0.00 

0.00 

0.00 

2.71 

2.05 

0.76 

0.062 

0.13 

0.17 


Seuda 

0819000102344800 

6.263 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.263 

5.49 

0.200 

0.19 

0.01 

0.00 

0.00 

0.00 

7.05 

5.99 

0.73 

0.024 

0.38 

0.45 


Siwna 

0818000302297600 

30.084 

Fresh 

Non-command 

Non-command 

Older Alluvium 

30.051 

2.32 

0.060 

0.14 

0.01 

0.00 

0.00 

0.03 

4.29 

3.61 

0.35 

0.148 

0.40 

0.48 







Non-command 

Younger Alluvium 

0.032 

2.32 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Siyana 

0818000302296800 

27.856 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.834 

1.90 

0.060 

0.33 

0.05 

0.00 

0.00 

0.01 

1.39 

1.18 

1.26 

0.048 

0.14 

0.16 







Non-command 

Younger Alluvium 

16.942 

1.90 

0.100 

0.57 

0.08 

0.00 

0.00 

0.01 

3.69 

3.15 

2.19 

0.084 

0.24 

0.28 


Somta 

0818000402302000 

11.034 

Fresh 

BandiSendra 

Command 

Older Alluvium 

11.034 

1.91 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

1.77 

1.26 

0.30 

0.062 

0.46 

0.64 


Sumergarh 

0818000302297500 

11.923 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.923 

4.34 

0.060 

0.04 

0.00 

0.00 

0.00 

0.03 

3.12 

2.58 

0.10 

0.059 

0.42 

0.50 


Takhtpura 

0818000302296400 

9.900 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.501 

2.19 

0.060 

0.04 

0.00 

0.00 

0.00 

0.01 

1.28 

1.12 

0.10 

0.047 

0.37 

0.42 


Taleta 

0819000102343500 

22.471 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

10.739 

2.93 

0.200 

0.20 

0.01 

0.00 

0.00 

0.00 

6.49 

5.66 

0.73 

0.040 

0.19 

0.22 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Meda Uparla 

0818000302294500 

0.14 

0.32 

336.31 

0.38 

0.05 

0.43 

0.01 

0.14 

0.04 

0.0400 

- 

- 

0.059 

0.099 

0.135 

0.564 

0.028 

0.536 

0.478 

89.14 

Semi Critical 

Medanichla 

0818000302296300 

0.14 

0.64 

148.29 

0.76 

0.01 

0.78 

0.04 

0.42 

- 

- 

- 

- 

0.021 

0.021 

0.021 

0.798 

0.040 

0.758 

0.059 

7.81 

Safe 

Modra 

0818000402298500 

0.14 

1.74 

132.45 

2.08 

0.05 

2.13 

0.05 

0.47 

- 

0.0200 

- 

- 

0.055 

0.075 

0.075 

2.206 

0.110 

2.096 

0.570 

27.20 

Safe 



0.16 

0.00 

109,862.66 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Modra Ki Dhani 

0818000402298600 

0.14 

0.41 

102.46 

0.49 

0.01 

0.50 

0.05 

0.50 

- 

0.0100 

- 

- 

0.017 

0.027 

0.027 

0.530 

0.026 

0.503 

0.175 

34.82 

Safe 



0.14 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.010 

0.001 

0.010 

0.139 

1,463.55 

Over Exploited 

Mohabbat Nagar 

0819000202351200 

0.15 

2.21 

(30.98) 

1.77 

0.02 

1.79 

0.05 

0.52 

- 

0.0100 

- 

- 

0.031 

0.041 

0.041 

1.830 

0.092 

1.739 

0.175 

10.08 

Safe 

Mudtara Sili 

0818000402302600 

0.11 

0.00 

2,165.61 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.011 

511.64 

Over Exploited 



0.14 

0.23 

247.78 

0.28 

0.07 

0.35 

0.02 

0.23 

- 

0.0200 

- 

- 

0.090 

0.110 

0.110 

0.461 

0.023 

0.438 

0.501 

114.47 

Over Exploited 



0.14 

0.34 

198.62 

0.41 

0.02 

0.43 

0.03 

0.27 

- 

0.0200 

- 

- 

0.018 

0.039 

0.039 

0.467 

0.023 

0.444 

0.530 

119.49 

Over Exploited 

Munthla Kaba 

0818000402302400 

0.11 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.008 

######### 

Over Exploited 

Nabi 

0818000302296600 

0.14 

0.17 

289.74 

0.21 

0.02 

0.23 

0.03 

0.28 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.277 

0.014 

0.263 

0.485 

184.20 

Over Exploited 

Nagni 

0818000302295800 

0.14 

0.19 

397.97 

0.23 

0.00 

0.23 

0.03 

0.28 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.238 

0.012 

0.226 

0.241 

106.64 

Over Exploited 



0.16 

0.06 

1,293.48 

0.07 

0.00 

0.07 

0.01 

0.14 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.073 

0.004 

0.069 

0.112 

161.88 

Over Exploited 

Naradara 

0819000102344700 

0.24 

0.77 

820.99 

0.93 

0.04 

0.97 

0.03 

0.27 

- 

0.0600 

- 

- 

0.029 

0.089 

0.089 

1.055 

0.053 

1.003 

0.617 

61.52 

Safe 



0.24 

0.02 

5,624.95 

0.02 

0.00 

0.03 

0.00 

0.04 

- 

0.0100 

0.0032 

0.0051 

0.005 

0.023 

0.023 

0.050 

0.003 

0.048 

0.103 

215.35 

Over Exploited 

Narnawas 

0818000302294600 

0.14 

0.21 

684.50 

0.25 

0.00 

0.26 

0.01 

0.14 

0.02 

0.0100 

- 

- 

0.003 

0.013 

0.037 

0.294 

0.015 

0.279 

0.263 

94.08 

Critical 

Narpara 

0818000302295300 

0.14 

0.00 

36,766.85 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.16 

0.44 

378.61 

0.53 

0.01 

0.54 

0.04 

0.43 

0.05 

0.0200 

- 

- 

0.000 

0.020 

0.070 

0.610 

0.030 

0.579 

0.499 

86.15 

Semi Critical 

Nawara 

0819000202351000 

0.15 

0.79 

40.28 

0.95 

0.01 

0.96 

0.05 

0.48 

- 

0.0300 

- 

- 

0.009 

0.039 

0.039 

0.995 

0.050 

0.945 

0.260 

27.46 

Safe 

Nembora 

0819000202353800 

0.15 

0.00 

2,121.91 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Noon 

0818000302295400 

0.14 

0.14 

1,120.66 

0.16 

0.01 

0.17 

0.01 

0.14 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.204 

0.010 

0.194 

0.826 

425.09 

Over Exploited 



0.16 

0.70 

705.15 

0.84 

0.02 

0.86 

0.03 

0.31 

- 

0.0600 

- 

- 

0.007 

0.068 

0.068 

0.932 

0.047 

0.885 

1.782 

201.26 

Over Exploited 


0819000202353700 

0.15 

0.60 

0.77 

0.60 

0.05 

0.65 

0.04 

0.40 

0.07 

0.0800 

- 

- 

0.034 

0.114 

0.183 

0.837 

0.042 

0.795 

0.709 

89.22 

Semi Critical 

Oda 

0819000102345200 

0.24 

0.78 

1,049.92 

0.94 

0.04 

0.98 

0.02 

0.25 

- 

0.0900 

- 

- 

0.022 

0.112 

0.112 

1.092 

0.055 

1.037 

0.817 

78.78 

Semi Critical 



0.24 

0.03 

5,675.93 

0.04 

0.01 

0.05 

0.00 

0.05 

- 

0.0200 

0.0043 

0.0068 

- 

0.031 

0.031 

0.078 

0.004 

0.074 

0.169 

227.53 

Over Exploited 

Padeev 

0819000202350300 

0.24 

0.01 

6,231.27 

0.01 

0.01 

0.03 

0.00 

0.03 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.048 

0.002 

0.046 

0.190 

415.43 

Over Exploited 

Phachariya 

0819000202353300 

0.15 

0.42 

(14.68) 

0.36 

0.04 

0.40 

0.05 

0.55 

- 

0.0500 

- 

- 

0.031 

0.082 

0.082 

0.483 

0.024 

0.459 

0.449 

97.81 

Critical 

Phalwadi 

0819000202354600 

0.15 

0.45 

44.60 

0.54 

0.01 

0.55 

0.03 

0.26 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.566 

0.028 

0.538 

0.167 

30.97 

Safe 



0.15 

0.00 

109,827.95 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Phoogni 

0819000202353600 

0.15 

0.44 

(31.64) 

0.35 

0.03 

0.38 

0.05 

0.53 

- 

0.0600 

- 

- 

0.011 

0.071 

0.071 

0.447 

0.022 

0.425 

0.559 

131.50 

Over Exploited 

Punang Kalan 

0818000402303400 

0.11 

0.66 

(36.37) 

0.53 

0.07 

0.60 

0.05 

0.51 

- 

0.0300 

- 

- 

0.088 

0.118 

0.118 

0.717 

0.036 

0.682 

0.367 

53.86 

Safe 

Punang Khurd 

0818000402303300 

0.11 

0.39 

34.41 

0.47 

0.03 

0.50 

0.05 

0.48 

- 

0.0200 

- 

- 

0.036 

0.056 

0.056 

0.559 

0.028 

0.531 

0.239 

44.92 

Safe 



0.14 

0.00 

133,213.16 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.11 

0.00 

1,217.39 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.029 

626.03 

Over Exploited 



0.14 

0.31 

289.97 

0.37 

0.02 

0.39 

0.04 

0.43 

- 

0.0400 

- 

- 

0.010 

0.050 

0.050 

0.438 

0.022 

0.416 

0.428 

102.86 

Over Exploited 

Purari Khera 

0819000102342400 

0.20 

0.03 

1,450.14 

0.04 

0.00 

0.04 

0.01 

0.11 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.042 

0.002 

0.040 

0.006 

14.62 

Safe 



0.24 

0.30 

651.88 

0.36 

0.02 

0.38 

0.03 

0.32 

- 

- 

- 

- 

0.025 

0.025 

0.025 

0.402 

0.020 

0.382 

0.017 

4.33 

Safe 

Rampuriya 

0818000302297000 

0.14 

0.67 

58.45 

0.81 

0.01 

0.82 

0.04 

0.38 

- 

0.0400 

- 

- 

0.003 

0.044 

0.044 

0.862 

0.043 

0.819 

1.022 

124.78 

Over Exploited 



0.16 

0.00 

3,097.62 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.071 

1,740.76 

Over Exploited 

Ramseen 

0818000402303600 

0.11 

0.38 

144.74 

0.45 

0.05 

0.50 

0.02 

0.22 

- 

0.0400 

- 

- 

0.055 

0.095 

0.095 

0.596 

0.030 

0.566 

0.468 

82.79 

Semi Critical 



0.14 

0.83 

363.34 

1.00 

0.07 

1.07 

0.03 

0.29 

- 

0.1300 

- 

- 

0.045 

0.175 

0.175 

1.243 

0.062 

1.181 

1.259 

106.62 

Over Exploited 

Raniwara 

0818000302293000 

0.14 

0.02 

5,829.70 

0.02 

- 

0.02 

0.01 

0.10 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.031 

0.002 

0.030 

0.355 

1,201.31 

Over Exploited 



0.16 

0.38 

393.63 

0.45 

0.02 

0.47 

0.03 

0.33 

0.04 

0.0500 

- 

- 

0.002 

0.052 

0.095 

0.569 

0.028 

0.540 

1.274 

235.94 

Over Exploited 

Ratpura 

0818000402303500 

0.11 

0.03 

358.78 

0.03 

0.00 

0.03 

0.01 

0.11 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.032 

0.002 

0.030 

0.037 

122.72 

Over Exploited 



0.14 

0.36 

232.34 

0.43 

0.01 

0.44 

0.04 

0.38 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.469 

0.023 

0.445 

0.199 

44.76 

Safe 

Rota 

0818000402301200 

0.14 

0.34 

212.53 

0.40 

0.00 

0.41 

0.04 

0.41 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.423 

0.021 

0.402 

0.314 

77.98 

Semi Critical 

Santhoo 

0818000302295500 

0.14 

0.27 

55,478.88 

0.33 

0.03 

0.36 

0.02 

0.19 

- 

0.0600 

- 

- 

0.011 

0.071 

0.071 

0.428 

0.021 

0.406 

1.600 

393.69 

Over Exploited 



0.16 

0.44 

877.22 

0.52 

0.02 

0.55 

0.02 

0.22 

- 

0.0700 

- 

- 

0.004 

0.074 

0.074 

0.620 

0.031 

0.589 

1.958 

332.23 

Over Exploited 

Sarat 

0818000302295200 

0.14 

0.00 

3,659.96 

0.01 

0.00 

0.01 

0.00 

0.04 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.007 

0.000 

0.007 

0.061 

885.04 

Over Exploited 



0.16 

0.55 

420.87 

0.66 

0.01 

0.68 

0.04 

0.39 

0.06 

0.0200 

- 

- 

0.003 

0.023 

0.085 

0.760 

0.038 

0.722 

0.708 

97.94 

Critical 

Sartara 

0819000202353100 

0.15 

0.60 

21.26 

0.72 

0.01 

0.73 

0.04 

0.42 

- 

0.0400 

- 

- 

0.003 

0.043 

0.043 

0.777 

0.039 

0.739 

0.346 

46.88 

Safe 

Savrata 

0819000202354400 

0.15 

0.00 

661.31 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.003 

0.032 

920.26 

Over Exploited 

Sawali 

0819000102344900 

0.24 

0.28 

1,412.38 

0.34 

0.00 

0.34 

0.02 

0.19 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.368 

0.018 

0.349 

0.247 

70.73 

Semi Critical 



0.24 

0.08 

2,790.64 

0.09 

0.00 

0.10 

0.01 

0.10 

- 

0.0100 

0.0036 

0.0043 

0.003 

0.021 

0.021 

0.117 

0.006 

0.111 

0.140 

126.16 

Over Exploited 

Sayla 

0818000102276100 

0.15 

0.02 

3,661.13 

0.03 

0.01 

0.04 

0.00 

0.03 

0.00 

0.0400 

- 

- 

- 

0.040 

0.043 

0.081 

0.004 

0.076 

1.022 

1,336.31 

Over Exploited 

Seekwara 

0818000402302800 

0.14 

0.74 

106.89 

0.89 

0.03 

0.92 

0.05 

0.50 

- 

0.0700 

- 

- 

0.012 

0.082 

0.082 

1.001 

0.050 

0.951 

0.660 

69.45 

Safe 

Serna 

0818000402298400 

0.14 

0.83 

10,613.24 

1.00 

0.03 

1.03 

0.03 

0.30 

- 

0.0600 

- 

- 

0.015 

0.075 

0.075 

1.104 

0.055 

1.049 

1.741 

165.95 

Over Exploited 



0.16 

0.23 

782.39 

0.28 

0.01 

0.29 

0.01 

0.15 

- 

0.0300 

- 

- 

0.004 

0.034 

0.034 

0.324 

0.016 

0.308 

0.826 

267.98 

Over Exploited 

Seuda 

0819000102344800 

0.24 

0.57 

951.28 

0.68 

0.01 

0.70 

0.04 

0.42 

- 

0.0300 

- 

- 

0.005 

0.035 

0.035 

0.732 

0.037 

0.696 

0.755 

108.49 

Over Exploited 

Siwna 

0818000302297600 

0.14 

1.70 

112.61 

2.04 

0.04 

2.08 

0.04 

0.45 

- 

0.0400 

- 

- 

0.048 

0.088 

0.088 

2.169 

0.108 

2.060 

0.495 

24.04 

Safe 



0.16 

0.00 

279,654.42 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Siyana 

0818000302296800 

0.14 

0.19 

519.57 

0.23 

0.06 

0.29 

0.01 

0.15 

- 

0.1400 

- 

- 

0.021 

0.161 

0.161 

0.454 

0.023 

0.432 

1.308 

303.17 

Over Exploited 



0.16 

0.65 

386.68 

0.78 

0.09 

0.87 

0.03 

0.26 

- 

0.2500 

- 

- 

0.020 

0.270 

0.270 

1.140 

0.057 

1.083 

2.270 

209.57 

Over Exploited 

Somta 

0818000402302000 

0.14 

0.71 

78.60 

0.85 

0.00 

0.85 

0.05 

0.51 

- 

0.0100 

- 

- 

0.004 

0.015 

0.015 

0.865 

0.043 

0.822 

0.359 

43.64 

Safe 

Sumergarh 

0818000302297500 

0.14 

0.70 

270.32 

0.84 

0.03 

0.87 

0.04 

0.46 

- 

0.0100 

- 

- 

0.045 

0.055 

0.055 

0.922 

0.046 

0.876 

0.158 

18.01 

Safe 

Takhtpura 

0818000302296400 

0.14 

0.49 

129.90 

0.59 

0.01 

0.60 

0.04 

0.41 

- 

0.0100 

- 

- 

0.014 

0.024 

0.024 

0.620 

0.031 

0.589 

0.150 

25.45 

Safe 

Taleta 

0819000102343500 

0.24 

0.41 

########## 

0.49 

0.01 

0.50 

0.02 

0.21 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.523 

0.026 

0.497 

0.766 

154.35 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Tatol 

081800040230160C 

16.589 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.071 

3.52 

0.080 

0.09 

0.00 

0.00 

0.00 

0.01 

3.77 

2.90 

0.25 

0.073 

0.34 

0.44 






BandiSendra 

Command 

Older Alluvium 

3.516 

3.52 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

1.06 

0.82 

0.25 

0.020 

0.09 

0.12 


Tawab 

081800040230210C 

17.148 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.715 

2.51 

0.080 

0.37 

0.02 

0.00 

0.00 

0.01 

1.69 

1.13 

1.43 

0.038 

0.18 

0.27 






BandiSendra 

Command 

Older Alluvium 

8.734 

2.51 

0.080 

0.46 

0.02 

0.00 

0.00 

0.00 

2.20 

1.47 

1.80 

0.049 

0.24 

0.35 


Tawari 

081900020235350C 

10.352 

Fresh 

Non-command 

Non-command 

Jalore Granite 

10.352 

3.31 

0.020 

0.25 

0.04 

0.00 

0.00 

0.01 

0.89 

0.61 

0.97 

0.022 

0.49 

0.71 


Thoor 

0818000402302500 

23.768 

Fresh 

Non-command 

Non-command 

Jalore Granite 

7.422 

1.36 

0.025 

0.23 

0.01 

0.00 

0.00 

0.02 

0.45 

0.29 

0.85 

0.042 

0.15 

0.23 







Non-command 

Older Alluvium 

3.641 

1.36 

0.080 

0.25 

0.01 

0.00 

0.00 

0.00 

0.63 

0.40 

0.97 

0.020 

0.07 

0.11 






BandiSendra 

Command 

Jalore Granite 

4.422 

1.36 

0.025 

0.14 

0.01 

0.00 

0.00 

0.00 

0.28 

0.18 

0.53 

0.025 

0.09 

0.14 







Command 

Older Alluvium 

6.014 

1.36 

0.080 

0.43 

0.02 

0.00 

0.00 

0.00 

1.06 

0.67 

1.67 

0.034 

0.12 

0.19 


Ud 

0819000202350400 

7.288 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.445 

-1.18 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.37 

0.003 

0.08 

0.09 


Ummedgarh 

0819000102344500 

5.724 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.211 

3.36 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.82 

0.70 

0.03 

0.005 

0.08 

0.10 






Ora Bund 

Command 

Younger Alluvium 

1.728 

3.36 

0.200 

0.02 

0.00 

0.00 

0.00 

0.00 

1.18 

1.00 

0.06 

0.006 

0.12 

0.14 


Vadakhera 

0819000202350200 

58.104 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.299 

4.30 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.19 

0.02 

0.007 

0.02 

0.03 







Non-command 

Younger Alluvium 

8.809 

4.30 

0.120 

0.03 

0.00 

0.00 

0.00 

0.01 

4.57 

3.96 

0.09 

0.019 

0.06 

0.07 


Valdara 

0819000202353200 

13.225 

Fresh 

Non-command 

Non-command 

Jalore Granite 

7.646 

4.13 

0.020 

0.08 

0.01 

0.00 

0.00 

0.05 

0.66 

0.53 

0.31 

0.016 

0.29 

0.36 







Non-command 

Phyllite & Schist 

5.579 

4.13 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.40 

0.33 

0.27 

0.012 

0.21 

0.27 


Van 

0819000102344200 

20.163 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.988 

4.45 

0.200 

0.03 

0.00 

0.00 

0.00 

0.00 

0.91 

0.78 

0.13 

0.004 

0.02 

0.02 


Varal 

0819000202353000 

7.545 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.475 

4.03 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.05 

0.001 

0.03 

0.03 


Virana 

0818000102276400 

8.136 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.005 

2.13 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Vishnoiyon Ka Goliya 

0818000402301500 

7.769 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.189 

3.49 

0.080 

0.17 

0.01 

0.00 

0.00 

0.00 

2.16 

1.69 

0.62 

0.040 

0.39 

0.50 







Non-command 

Younger Alluvium 

0.581 

3.49 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.26 

0.21 

0.06 

0.003 

0.03 

0.04 


Warka Goga 

0818000402301800 

6.716 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.716 

3.90 

0.080 

0.05 

0.00 

0.00 

0.00 

0.01 

2.13 

1.70 

0.14 

0.038 

0.43 

0.54 


Water Body 

0818000318900003 

6.112 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.075 

2.10 

0.100 

0.13 

0.02 

0.00 

0.00 

0.00 

1.39 

1.19 

0.46 

0.030 

0.39 

0.45 

11006031 

Angore 

0819000202351500 

8.195 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.111 

5.07 

0.015 

0.05 

0.01 

0.00 

0.00 

0.02 

0.18 

0.17 

0.18 

0.004 

0.13 

0.14 






Angore 

Command 

Phyllite & Schist 

1.548 

5.07 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.14 

0.13 

0.003 

0.09 

0.10 


Baida 

0819000202352300 

10.920 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.397 

5.54 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.04 

0.001 

0.02 

0.02 







Non-command 

Erinpura Granite 

0.517 

5.54 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.05 

0.001 

0.03 

0.03 


Baida (v) 

0819000202354800 

30.827 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.154 

4.58 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Barloot 

0819000202350600 

30.988 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.221 

1.26 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.05 

0.003 

0.02 

0.02 







Non-command 

Younger Alluvium 

11.226 

1.26 

0.120 

0.25 

0.01 

0.00 

0.00 

0.01 

1.92 

1.64 

0.97 

0.024 

0.15 

0.17 






Angore 

Command 

Jalore Granite 

0.043 

1.26 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Younger Alluvium 

4.767 

1.26 

0.120 

0.11 

0.01 

0.00 

0.00 

0.02 

0.80 

0.68 

0.43 

0.010 

0.06 

0.07 


Bhut Gaon 

0819000202349700 

4.865 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.797 

3.73 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.91 

0.78 

0.46 

0.004 

0.14 

0.17 






Ora Bund 

Command 

Younger Alluvium 

2.368 

3.73 

0.120 

0.15 

0.01 

0.00 

0.00 

0.00 

1.20 

1.02 

0.61 

0.005 

0.19 

0.22 


Churlikhera 

0819000302362300 

9.897 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

8.636 

4.13 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.80 

0.92 

0.36 

0.031 

0.39 

0.34 


Darbari Khera 

0819000202355400 

11.441 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

7.264 

3.98 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.63 

0.75 

0.22 

0.015 

0.27 

0.23 


Deldar 

0819000202350800 

23.995 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.067 

4.32 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.000 

0.00 

0.00 


Dhanta 

0819000202355200 

23.563 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.602 

3.80 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.001 

0.01 

0.01 







Non-command 

Erinpura Granite 

14.521 

3.80 

0.020 

0.14 

0.02 

0.00 

0.00 

0.00 

1.22 

1.42 

0.52 

0.031 

0.27 

0.23 


Dodua 

0819000202351400 

24.216 

Fresh 

Non-command 

Non-command 

Jalore Granite 

8.002 

4.96 

0.020 

0.12 

0.02 

0.00 

0.00 

0.01 

0.89 

0.82 

0.45 

0.017 

0.16 

0.17 







Non-command 

Phyllite & Schist 

13.119 

4.96 

0.015 

0.23 

0.03 

0.00 

0.00 

0.02 

1.16 

1.07 

0.86 

0.028 

0.26 

0.28 






Angore 

Command 

Jalore Granite 

0.913 

4.96 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.05 

0.002 

0.02 

0.02 







Command 

Phyllite & Schist 

1.713 

4.96 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.15 

0.11 

0.004 

0.03 

0.04 


Goyli 

0819000202352000 

7.433 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.433 

7.47 

0.015 

0.50 

0.03 

0.00 

0.00 

0.10 

1.20 

1.08 

0.90 

0.836 

0.53 

0.59 


Isra 

0819000302362400 

6.982 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

3.908 

4.24 

0.020 

0.04 

0.01 

0.00 

0.00 

0.01 

0.35 

0.38 

0.16 

0.014 

0.28 

0.26 


Jajar Khe 

0819000202355600 

3.437 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

1.724 

4.22 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.17 

0.00 

0.004 

0.23 

0.20 


Jamotara 

0819000202349800 

5.302 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.256 

2.76 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.86 

0.73 

0.46 

0.005 

0.16 

0.19 






Ora Bund 

Command 

Younger Alluvium 

1.454 

2.76 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.56 

0.48 

0.31 

0.003 

0.10 

0.12 


Jawal 

0819000202349900 

21.998 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

9.310 

2.99 

0.120 

0.52 

0.03 

0.00 

0.00 

0.00 

3.83 

3.25 

2.05 

0.020 

0.16 

0.19 






Angore 

Command 

Younger Alluvium 

0.073 

2.99 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.000 

0.00 

0.00 


Kalandri 

0819000202351300 

50.019 

Fresh 

Non-command 

Non-command 

Jalore Granite 

13.198 

3.49 

0.020 

0.17 

0.02 

0.00 

0.00 

0.04 

1.03 

0.88 

0.66 

0.028 

0.12 

0.14 







Non-command 

Phyllite & Schist 

1.641 

3.49 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.09 

0.003 

0.02 

0.02 






Angore 

Command 

Jalore Granite 

0.000 

3.49 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kandar 

0818000302296900 

14.944 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.907 

1.56 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.05 

0.004 

0.02 

0.03 







Non-command 

Younger Alluvium 

2.113 

1.56 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.36 

0.31 

0.10 

0.010 

0.05 

0.06 






Ora Bund 

Command 

Younger Alluvium 

0.016 

1.56 

0.100 

0.19 

0.03 

0.00 

0.00 

0.00 

0.16 

0.14 

0.75 

0.000 

0.00 

0.00 


Ker 

0819000302362200 

11.036 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.289 

4.04 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.001 

0.01 

0.01 


Khambal 

0819000202351600 

11.045 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.828 

4.24 

0.015 

0.21 

0.03 

0.00 

0.00 

0.00 

0.55 

0.53 

0.81 

0.012 

0.27 

0.28 


Khokhri Khera 

0819000302362600 

7.158 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.464 

4.18 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.01 

0.002 

0.03 

0.03 


Kua Khera 

0819000202355500 

4.546 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

1.974 

4.30 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.19 

0.00 

0.004 

0.20 

0.17 


Lotiwara Bara 

0819000102344600 

13.603 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.136 

2.96 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.00 

0.001 

0.00 

0.00 







Non-command 

Younger Alluvium 

0.332 

2.96 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.17 

0.00 

0.001 

0.01 

0.01 






Ora Bund 

Command 

Younger Alluvium 

5.310 

2.96 

0.200 

0.05 

0.01 

0.00 

0.00 

0.00 

3.18 

2.70 

0.19 

0.020 

0.15 

0.18 


Lotiwara Chhota 

0819000102344400 

12.855 

Fresh 

Ora Bund 

Command 

Younger Alluvium 

0.001 

3.33 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Madani 

0819000102345000 

9.921 

Fresh 

Ora Bund 

Command 

Younger Alluvium 

0.016 

3.64 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Mamawali 

0819000202352800 

16.927 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.042 

5.12 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mandawariya 

0819000202350700 

12.122 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.994 

3.46 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.85 

0.72 

0.12 

0.004 

0.07 

0.08 


Mandwa 

0819000202352100 

10.682 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.006 

5.98 

0.015 

0.05 

0.00 

0.00 

0.00 

0.00 

0.32 

0.29 

0.19 

0.006 

0.15 

0.17 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Tatol 

0818000402301600 

0.14 

0.63 

362.75 

0.75 

0.01 

0.76 

0.04 

0.38 

- 

0.0100 

- 

- 

0.009 

0.019 

0.019 

0.777 

0.039 

0.738 

0.318 

43.11 

Safe 



0.14 

0.05 

1,698.19 

0.05 

0.00 

0.06 

0.01 

0.10 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.068 

0.003 

0.064 

0.265 

412.17 

Over Exploited 

Tawab 

0818000402302100 

0.14 

0.17 

560.74 

0.21 

0.03 

0.23 

0.02 

0.20 

- 

0.0500 

- 

- 

0.010 

0.060 

0.060 

0.293 

0.015 

0.278 

1.469 

528.16 

Over Exploited 



0.14 

0.29 

406.42 

0.35 

0.02 

0.37 

0.03 

0.26 

- 

0.0700 

- 

- 

0.001 

0.071 

0.071 

0.439 

0.022 

0.417 

1.844 

442.12 

Over Exploited 

Tawari 

0819000202353500 

0.15 

0.76 

(19.47) 

0.61 

0.05 

0.66 

0.05 

0.54 

- 

0.1100 

- 

- 

0.009 

0.119 

0.119 

0.777 

0.039 

0.738 

0.989 

133.97 

Over Exploited 

Thoor 

0818000402302500 

0.11 

0.12 

142.11 

0.14 

0.03 

0.17 

0.02 

0.16 

0.01 

0.0300 

- 

- 

0.026 

0.056 

0.069 

0.240 

0.012 

0.228 

0.889 

390.22 

Over Exploited 



0.14 

0.04 

999.17 

0.04 

0.01 

0.06 

0.01 

0.08 

0.00 

0.0400 

- 

- 

0.004 

0.044 

0.048 

0.105 

0.005 

0.100 

0.993 

994.60 

Over Exploited 



0.11 

0.04 

319.93 

0.05 

0.01 

0.06 

0.01 

0.10 

0.00 

0.0200 

- 

- 

- 

0.020 

0.025 

0.086 

0.004 

0.081 

0.551 

677.12 

Over Exploited 



0.14 

0.10 

576.37 

0.12 

0.02 

0.14 

0.01 

0.13 

0.01 

0.0600 

- 

- 

0.002 

0.062 

0.073 

0.214 

0.011 

0.204 

1.705 

837.51 

Over Exploited 

Ud 

0819000202350400 

0.24 

0.03 

- 

0.03 

0.00 

0.03 

0.01 

0.09 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.038 

0.004 

0.034 

0.369 

1,073.75 

Over Exploited 

Ummedgarh 

0819000102344500 

0.24 

0.02 

2,865.61 

0.03 

- 

0.03 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.028 

0.001 

0.027 

0.037 

135.56 

Over Exploited 



0.24 

0.05 

1,986.04 

0.06 

0.00 

0.06 

0.01 

0.13 

- 

0.0100 

0.0026 

0.0041 

0.002 

0.019 

0.019 

0.078 

0.004 

0.074 

0.069 

93.39 

Critical 

Vadakhera 

0819000202350200 

0.15 

0.01 

1,514.06 

0.01 

0.00 

0.02 

0.00 

0.03 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.020 

0.001 

0.019 

0.025 

131.21 

Over Exploited 



0.24 

0.14 

2,831.25 

0.16 

0.01 

0.17 

0.01 

0.07 

- 

0.0100 

- 

- 

0.012 

0.022 

0.022 

0.192 

0.010 

0.182 

0.109 

59.60 

Safe 

Valdara 

0819000202353200 

0.15 

0.34 

56.60 

0.40 

0.06 

0.46 

0.03 

0.32 

- 

0.0400 

- 

- 

0.070 

0.110 

0.110 

0.571 

0.029 

0.543 

0.328 

60.50 

Safe 



0.15 

0.18 

81.21 

0.22 

0.01 

0.23 

0.02 

0.24 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.261 

0.013 

0.248 

0.282 

113.86 

Over Exploited 

Van 

0819000102344200 

0.24 

0.00 

########## 

0.01 

- 

0.01 

0.00 

0.02 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.015 

0.137 

941.07 

Over Exploited 

Varal 

0819000202353000 

0.15 

0.00 

1,498.64 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.055 

458.58 

Over Exploited 

Virana 

0818000102276400 

0.15 

0.00 

439,579.26 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Vishnoiyon Ka Goliya 

0818000402301500 

0.14 

0.39 

332.70 

0.47 

0.01 

0.48 

0.04 

0.43 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.499 

0.025 

0.474 

0.655 

138.34 

Over Exploited 



0.16 

0.00 

6,945.23 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.065 

1,965.08 

Over Exploited 

Warka Goga 

0818000402301800 

0.14 

0.41 

318.50 

0.49 

0.01 

0.50 

0.05 

0.48 

- 

0.0100 

- 

- 

0.018 

0.028 

0.028 

0.527 

0.026 

0.501 

0.177 

35.24 

Safe 

Water Body 

0818000318900003 

0.16 

0.37 

217.03 

0.45 

0.02 

0.47 

0.04 

0.43 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.520 

0.026 

0.494 

0.492 

99.63 

Critical 

Angore 

0819000202351500 

0.15 

0.04 

316.89 

0.05 

0.03 

0.08 

0.01 

0.14 

- 

0.0300 

- 

- 

0.032 

0.062 

0.062 

0.142 

0.007 

0.135 

0.184 

136.80 

Over Exploited 



0.15 

0.02 

524.66 

0.03 

0.00 

0.03 

0.01 

0.10 

- 

0.0200 

0.0044 

0.0042 

0.005 

0.033 

0.033 

0.063 

0.003 

0.060 

0.129 

216.20 

Over Exploited 

Baida 

0819000202352300 

0.15 

0.00 

242,648.72 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.037 

3,024.64 

Over Exploited 



0.15 

0.00 

385,970.07 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.012 

0.048 

408.94 

Over Exploited 

Baida (v) 

0819000202354800 

0.15 

0.00 

13,898.86 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Barloot 

0819000202350600 

0.15 

0.00 

1,036.37 

0.00 

0.00 

0.01 

0.00 

0.02 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.009 

0.000 

0.009 

0.050 

582.70 

Over Exploited 



0.24 

0.39 

319.52 

0.47 

0.02 

0.49 

0.02 

0.16 

- 

0.0400 

- 

- 

0.015 

0.055 

0.055 

0.545 

0.027 

0.518 

0.990 

191.13 

Over Exploited 



0.15 

0.00 

24,418.39 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.24 

0.07 

869.63 

0.08 

0.03 

0.11 

0.01 

0.07 

- 

0.0200 

0.0054 

0.0065 

0.026 

0.058 

0.058 

0.170 

0.009 

0.162 

0.436 

269.73 

Over Exploited 

Bhut Gaon 

0819000202349700 

0.24 

0.06 

1,174.79 

0.07 

0.01 

0.08 

0.02 

0.16 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.103 

0.005 

0.098 

0.460 

469.32 

Over Exploited 



0.24 

0.11 

861.33 

0.13 

0.01 

0.14 

0.02 

0.21 

- 

0.0200 

0.0023 

0.0028 

0.004 

0.029 

0.029 

0.169 

0.008 

0.160 

0.611 

381.26 

Over Exploited 

Churlikhera 

0819000302362300 

0.15 

0.50 

84.01 

0.60 

0.01 

0.61 

0.04 

0.43 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.652 

0.033 

0.619 

0.391 

63.10 

Safe 

Darbari Khera 

0819000202355400 

0.15 

0.29 

########## 

0.35 

0.01 

0.36 

0.03 

0.31 

0.03 

0.0200 

- 

- 

- 

0.020 

0.054 

0.417 

0.021 

0.396 

0.233 

58.88 

Safe 

Deldar 

0819000202350800 

0.24 

0.00 

161,372.80 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dhanta 

0819000202355200 

0.15 

0.00 

3,829.36 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.019 

1,523.11 

Over Exploited 



0.15 

0.57 

105,378.72 

0.69 

0.02 

0.71 

0.03 

0.30 

0.06 

0.0600 

- 

- 

- 

0.060 

0.124 

0.831 

0.042 

0.789 

0.546 

69.17 

Safe 

Dodua 

0819000202351400 

0.15 

0.19 

327.66 

0.23 

0.03 

0.26 

0.02 

0.17 

- 

0.0500 

- 

- 

0.013 

0.063 

0.063 

0.320 

0.016 

0.304 

0.469 

154.11 

Over Exploited 



0.15 

0.51 

108.62 

0.62 

0.05 

0.66 

0.03 

0.29 

- 

0.1000 

- 

- 

0.023 

0.123 

0.123 

0.784 

0.039 

0.744 

0.892 

119.82 

Over Exploited 



0.15 

0.00 

3,615.47 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

0.0100 

0.0021 

0.0025 

0.001 

0.015 

0.015 

0.019 

0.001 

0.018 

0.049 

274.02 

Over Exploited 



0.15 

0.01 

1,559.01 

0.01 

- 

0.01 

0.00 

0.04 

- 

0.0100 

0.0039 

0.0046 

- 

0.019 

0.019 

0.029 

0.001 

0.028 

0.112 

405.29 

Over Exploited 

Goyli 

0819000202352000 

0.15 

0.59 

82.76 

0.71 

0.13 

0.85 

0.05 

0.58 

- 

0.1000 

- 

- 

0.157 

0.257 

0.257 

1.103 

0.055 

1.048 

1.736 

165.64 

Over Exploited 

Isra 

0819000302362400 

0.15 

0.16 

135.12 

0.19 

0.02 

0.21 

0.03 

0.30 

- 

0.0200 

- 

- 

0.011 

0.031 

0.031 

0.242 

0.012 

0.230 

0.172 

74.69 

Semi Critical 

Jajar Khe 

0819000202355600 

0.15 

0.06 

76,075.32 

0.07 

- 

0.07 

0.02 

0.25 

- 

- 

- 

- 

- 

- 

- 

0.070 

0.004 

0.067 

0.004 

5.48 

Safe 

Jamotara 

0819000202349800 

0.24 

0.09 

729.81 

0.11 

0.01 

0.12 

0.02 

0.18 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.140 

0.007 

0.133 

0.461 

347.36 

Over Exploited 



0.24 

0.04 

1,210.54 

0.04 

0.00 

0.04 

0.01 

0.12 

- 

0.0100 

0.0014 

0.0017 

0.001 

0.014 

0.014 

0.058 

0.003 

0.055 

0.309 

559.09 

Over Exploited 

Jawal 

0819000202349900 

0.24 

0.36 

805.05 

0.43 

0.03 

0.46 

0.02 

0.18 

- 

0.0800 

- 

- 

0.002 

0.082 

0.082 

0.544 

0.027 

0.517 

2.066 

399.38 

Over Exploited 



0.24 

0.00 

101,430.73 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kalandri 

0819000202351300 

0.15 

0.24 

266.45 

0.29 

0.06 

0.35 

0.01 

0.13 

- 

0.0700 

- 

- 

0.065 

0.135 

0.135 

0.486 

0.024 

0.462 

0.686 

148.55 

Over Exploited 



0.15 

0.00 

2,325.06 

0.00 

0.00 

0.01 

0.00 

0.02 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.016 

0.001 

0.015 

0.093 

609.83 

Over Exploited 



0.15 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kandar 

0818000302296900 

0.14 

0.00 

2,612.25 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.014 

0.001 

0.013 

0.054 

421.47 

Over Exploited 



0.16 

0.02 

1,556.41 

0.02 

- 

0.02 

0.01 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.032 

0.002 

0.031 

0.109 

357.24 

Over Exploited 



0.16 

0.00 

########## 

0.00 

0.03 

0.03 

0.00 

0.00 

- 

0.0800 

0.0000 

0.0000 

- 

0.080 

0.080 

0.110 

0.006 

0.105 

0.749 

716.16 

Over Exploited 

Ker 

0819000302362200 

0.15 

0.00 

5,386.44 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.015 

2,678.29 

Over Exploited 

Khambal 

0819000202351600 

0.15 

0.23 

########## 

0.28 

0.03 

0.31 

0.03 

0.29 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.398 

0.020 

0.378 

0.822 

217.76 

Over Exploited 

Khokhri Khera 

0819000302362600 

0.15 

0.00 

1,913.20 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.016 

694.35 

Over Exploited 

Kua Khera 

0819000202355500 

0.15 

0.05 

95,525.59 

0.07 

- 

0.07 

0.02 

0.22 

- 

- 

- 

- 

- 

- 

- 

0.065 

0.003 

0.062 

0.004 

6.75 

Safe 

Lotiwara Bara 

0819000102344600 

0.20 

0.00 

39,526.20 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.24 

0.00 

22,384.95 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

147.53 

Over Exploited 



0.24 

0.19 

1,321.98 

0.23 

0.01 

0.24 

0.02 

0.17 

- 

0.0200 

0.0079 

0.0126 

0.002 

0.042 

0.042 

0.282 

0.014 

0.268 

0.209 

78.09 

Semi Critical 

Lotiwara Chhota 

0819000102344400 

0.24 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Madani 

0819000102345000 

0.24 

0.00 

422,410.75 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mamawali 

0819000202352800 

0.15 

0.00 

42,243.69 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mandawariya 

0819000202350700 

0.24 

0.03 

2,195.59 

0.04 

0.00 

0.04 

0.01 

0.07 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.045 

0.002 

0.042 

0.124 

293.66 

Over Exploited 

Mandwa 

0819000202352100 

0.15 

0.07 

322.43 

0.08 

0.00 

0.08 

0.01 

0.17 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.105 

0.005 

0.100 

0.193 

193.98 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Mandwara 

081900020235050C 

14.017 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.865 

1.58 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.06 

0.002 

0.03 

0.03 







Non-command 

Younger Alluvium 

3.071 

1.58 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

0.68 

0.59 

0.43 

0.007 

0.09 

0.11 






Angore 

Command 

Jalore Granite 

2.247 

1.58 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.17 

0.005 

0.07 

0.08 







Command 

Younger Alluvium 

7.826 

1.58 

0.120 

0.29 

0.01 

0.00 

0.00 

0.00 

1.77 

1.53 

1.13 

0.017 

0.23 

0.27 


Mankroda 

0819000202355300 

13.865 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.492 

3.76 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.26 

0.30 

0.29 

0.007 

0.11 

0.10 







Non-command 

Erinpura Granite 

8.805 

3.76 

0.020 

0.16 

0.02 

0.00 

0.00 

0.00 

0.80 

0.93 

0.61 

0.019 

0.28 

0.24 


Manora 

0819000202349600 

7.183 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.606 

4.27 

0.120 

0.15 

0.01 

0.00 

0.00 

0.00 

1.48 

1.25 

0.61 

0.006 

0.14 

0.16 






Ora Bund 

Command 

Younger Alluvium 

4.298 

4.27 

0.120 

0.25 

0.01 

0.00 

0.00 

0.00 

2.44 

2.07 

1.00 

0.009 

0.23 

0.27 


Meerpur 

0819000202355700 

15.496 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.627 

4.50 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.02 

0.001 

0.02 

0.02 


Naradara 

0819000102344700 

20.692 

Fresh 

Ora Bund 

Command 

Younger Alluvium 

5.312 

3.12 

0.200 

0.06 

0.01 

0.00 

0.00 

0.00 

3.36 

2.85 

0.22 

0.020 

0.10 

0.11 


Padeev 

0819000202350300 

34.824 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.655 

3.38 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.03 

0.001 

0.01 

0.01 







Non-command 

Phyllite & Schist 

13.580 

3.38 

0.015 

0.19 

0.03 

0.00 

0.00 

0.01 

0.84 

0.75 

0.72 

0.029 

0.18 

0.20 







Non-command 

Younger Alluvium 

5.415 

3.38 

0.120 

0.13 

0.02 

0.00 

0.00 

0.00 

2.31 

2.06 

0.49 

0.012 

0.07 

0.08 






Angore 

Command 

Jalore Granite 

2.116 

3.38 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.17 

0.15 

0.11 

0.004 

0.03 

0.03 







Command 

Phyllite & Schist 

6.146 

3.38 

0.015 

0.09 

0.01 

0.00 

0.00 

0.00 

0.39 

0.35 

0.33 

0.013 

0.08 

0.09 







Command 

Younger Alluvium 

5.019 

3.38 

0.120 

0.12 

0.02 

0.00 

0.00 

0.00 

2.14 

1.91 

0.46 

0.011 

0.07 

0.07 


Palri 

0819000202351700 

5.600 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.600 

3.74 

0.015 

0.10 

0.01 

0.00 

0.00 

0.00 

0.40 

0.37 

0.38 

0.012 

0.53 

0.57 


Peepalki 

0819000202351900 

7.949 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.949 

6.50 

0.015 

0.06 

0.01 

0.00 

0.00 

0.04 

0.78 

0.71 

0.22 

0.017 

0.53 

0.58 


Rajpura 

0819000202352400 

21.763 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.135 

5.50 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 







Non-command 

Erinpura Granite 

1.906 

5.50 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.20 

0.05 

0.004 

0.05 

0.05 


Rampura 

0819000202351800 

6.402 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.827 

4.78 

0.015 

0.17 

0.02 

0.00 

0.00 

0.01 

0.56 

0.51 

0.65 

0.012 

0.50 

0.55 







Non-command 

Erinpura Granite 

0.575 

4.78 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.06 

0.001 

0.05 

0.05 


Rampuriya 

0818000302297000 

15.862 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.251 

1.20 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.01 

0.01 







Non-command 

Younger Alluvium 

0.706 

1.20 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.05 

0.003 

0.02 

0.02 


Sartara 

0819000202353100 

14.044 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.578 

4.82 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.29 

0.25 

0.11 

0.008 

0.13 

0.15 


Satapura 

0819000202349500 

2.480 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.251 

1.49 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.02 

0.001 

0.04 

0.05 







Non-command 

Younger Alluvium 

0.959 

1.49 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.21 

0.18 

0.15 

0.002 

0.15 

0.18 






Ora Bund 

Command 

Younger Alluvium 

1.271 

1.49 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.29 

0.24 

0.25 

0.003 

0.20 

0.23 


Sawali 

0819000102344900 

15.618 

Fresh 

Ora Bund 

Command 

Younger Alluvium 

5.007 

3.57 

0.200 

0.05 

0.00 

0.00 

0.00 

0.00 

3.62 

3.07 

0.16 

0.019 

0.12 

0.14 


Shergaon 

0819000402367900 

44.535 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.490 

4.24 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.00 

0.001 

0.01 

0.01 


Siloiya 

0819000202352900 

13.627 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.574 

5.24 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.67 

0.63 

0.31 

0.016 

0.28 

0.30 


Sindrath 

0819000202352700 

12.817 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.316 

3.53 

0.015 

0.12 

0.02 

0.00 

0.00 

0.00 

0.33 

0.35 

0.49 

0.009 

0.16 

0.15 







Non-command 

Erinpura Granite 

1.018 

3.53 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.09 

0.002 

0.04 

0.03 


Sirohi (M) 

0819000241902000 

43.752 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.105 

4.93 

0.015 

0.41 

0.01 

0.00 

0.00 

0.00 

1.07 

1.00 

0.29 

1.024 

0.11 

0.12 







Non-command 

Erinpura Granite 

19.672 

4.93 

0.020 

0.87 

0.02 

0.00 

0.00 

0.00 

2.79 

2.60 

0.57 

2.212 

0.24 

0.26 


Sirohi (rural) 

0819000202352500 

31.793 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.045 

4.15 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Erinpura Granite 

7.673 

4.15 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.72 

0.82 

0.35 

0.016 

0.11 

0.09 


Telpi Khera 

0819000202357800 

15.311 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.781 

4.05 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.02 

0.002 

0.03 

0.03 


Ubera 

0819000302362500 

1.523 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.680 

4.22 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.12 

0.002 

0.22 

0.21 


Ud 

0819000202350400 

7.288 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.697 

-1.18 

0.120 

0.25 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.98 

0.008 

0.20 

0.23 






Angore 

Command 

Younger Alluvium 

2.147 

-1.18 

0.120 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.55 

0.005 

0.12 

0.13 


Ummedgarh 

0819000102344500 

5.724 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.471 

3.36 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.33 

0.28 

0.03 

0.002 

0.03 

0.04 






Ora Bund 

Command 

Younger Alluvium 

2.314 

3.36 

0.200 

0.03 

0.00 

0.00 

0.00 

0.00 

1.58 

1.35 

0.10 

0.009 

0.16 

0.18 


Vadakhera 

0819000202350200 

58.104 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.144 

4.30 

0.015 

0.01 

0.00 

0.00 

0.00 

0.03 

0.31 

0.27 

0.04 

0.011 

0.04 

0.04 







Non-command 

Younger Alluvium 

0.354 

4.30 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.16 

0.00 

0.001 

0.00 

0.00 


Varal 

0819000202353000 

7.545 

Fresh 

Non-command 

Non-command 

Jalore Granite 

4.598 

4.03 

0.020 

0.10 

0.02 

0.00 

0.00 

0.03 

0.42 

0.38 

0.41 

0.010 

0.30 

0.33 







Non-command 

Phyllite & Schist 

2.472 

4.03 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.20 

0.18 

0.25 

0.005 

0.16 

0.18 


Verapura 

0819000202352600 

4.460 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.460 

2.51 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.18 

0.07 

0.009 

0.50 

0.50 


Water Body 

0818000318900003 

6.112 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.037 

2.10 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 

11006032 

Andor 

0819000102345400 

9.597 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

9.046 

2.74 

0.200 

0.48 

0.02 

0.00 

0.00 

0.00 

5.42 

4.61 

1.88 

0.034 

0.36 

0.43 


Arathwara 

0819000102345700 

20.197 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.042 

3.31 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

0.244 

3.31 

0.200 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.17 

0.06 

0.001 

0.01 

0.01 


Bagseen 

0819000102348300 

13.948 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.657 

1.52 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.07 

0.002 

0.02 

0.02 







Non-command 

Younger Alluvium 

12.861 

1.52 

0.200 

0.95 

0.05 

0.00 

0.00 

0.00 

4.82 

4.16 

3.75 

0.048 

0.38 

0.44 


Barewara 

0819000102348400 

2.898 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.898 

1.51 

0.200 

0.34 

0.02 

0.00 

0.00 

0.00 

1.20 

1.02 

1.36 

0.011 

0.40 

0.47 


Bhaiv 

0819000102345600 

15.915 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

7.448 

1.60 

0.200 

0.47 

0.02 

0.00 

0.00 

0.00 

2.83 

2.51 

1.85 

0.028 

0.20 

0.22 


Chhiba Gaon 

0819000102348100 

28.834 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.159 

3.62 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.02 

0.004 

0.02 

0.02 


Ewadi 

0819000202350100 

8.635 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.504 

3.06 

0.120 

0.03 

0.00 

0.00 

0.00 

0.21 

1.84 

1.56 

0.12 

0.012 

0.24 

0.28 


Gol 

0819000202350000 

16.199 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.350 

3.84 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.14 

0.03 

0.001 

0.01 

0.01 


Kailashnagar @ Las 

0819000102344300 

60.726 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.201 

3.16 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.11 

0.00 

0.001 

0.00 

0.00 


Kolar 

0819000102348800 

5.219 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.778 

5.77 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.70 

0.62 

0.04 

0.018 

0.45 

0.51 


Mandwa 

0819000202352100 

10.682 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.676 

5.98 

0.015 

0.12 

0.01 

0.00 

0.00 

0.00 

0.79 

0.72 

0.47 

0.016 

0.38 

0.43 


Mochhal 

0819000102344100 

15.039 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.021 

1.97 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Morli 

0819000102348700 

5.904 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.416 

3.71 

0.025 

0.05 

0.00 

0.00 

0.00 

0.00 

0.27 

0.23 

0.20 

0.009 

0.17 

0.19 







Non-command 

Younger Alluvium 

3.378 

3.71 

0.200 

0.18 

0.01 

0.00 

0.00 

0.00 

2.68 

2.29 

0.69 

0.013 

0.23 

0.27 


Nawa Khera 

0819000102348600 

3.102 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.102 

4.06 

0.200 

0.17 

0.02 

0.00 

0.00 

0.00 

2.67 

2.28 

0.65 

0.012 

0.39 

0.46 


Oda 

0819000102345200 

24.152 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.806 

3.61 

0.200 

0.10 

0.01 

0.00 

0.00 

0.30 

4.70 

3.99 

0.35 

0.026 

0.11 

0.13 






Ora Bund 

Command 

Younger Alluvium 

0.046 

3.61 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.000 

0.00 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Mandwara 

0819000202350500 

0.15 

0.00 

1,108.87 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.006 

0.000 

0.006 

0.064 

1,059.34 

Over Exploited 



0.24 

0.07 

780.50 

0.08 

0.01 

0.09 

0.01 

0.10 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.116 

0.006 

0.110 

0.433 

392.21 

Over Exploited 



0.15 

0.02 

368.07 

0.03 

- 

0.03 

0.01 

0.07 

- 

0.0100 

0.0025 

0.0030 

- 

0.016 

0.016 

0.043 

0.002 

0.040 

0.179 

442.06 

Over Exploited 



0.24 

0.44 

251.53 

0.52 

0.01 

0.53 

0.02 

0.26 

- 

0.0400 

0.0088 

0.0106 

0.001 

0.060 

0.060 

0.594 

0.030 

0.564 

1.145 

202.88 

Over Exploited 

Mankroda 

0819000202355300 

0.15 

0.06 

413.97 

0.07 

0.01 

0.08 

0.01 

0.12 

0.01 

0.0300 

- 

- 

- 

0.030 

0.037 

0.116 

0.006 

0.110 

0.295 

267.59 

Over Exploited 



0.15 

0.37 

476,830.90 

0.44 

0.02 

0.46 

0.03 

0.31 

0.04 

0.0700 

- 

- 

- 

0.070 

0.111 

0.573 

0.029 

0.544 

0.627 

115.18 

Over Exploited 

Manora 

0819000202349600 

0.24 

0.09 

1,331.42 

0.11 

0.01 

0.12 

0.02 

0.16 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.135 

0.007 

0.128 

0.612 

476.48 

Over Exploited 



0.24 

0.24 

769.92 

0.29 

0.01 

0.30 

0.02 

0.26 

- 

0.0400 

0.0043 

0.0051 

0.006 

0.055 

0.055 

0.355 

0.018 

0.337 

1.011 

300.19 

Over Exploited 

Meerpur 

0819000202355700 

0.15 

0.00 

3,191.89 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.017 

819.10 

Over Exploited 

Naradara 

0819000102344700 

0.24 

0.12 

2,195.50 

0.15 

0.01 

0.16 

0.01 

0.11 

- 

0.0200 

0.0079 

0.0126 

0.002 

0.043 

0.043 

0.203 

0.010 

0.193 

0.241 

124.74 

Over Exploited 

Padeev 

0819000202350300 

0.15 

0.00 

5,597.63 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.032 

3,337.95 

Over Exploited 



0.15 

0.37 

105.38 

0.44 

0.04 

0.48 

0.02 

0.20 

- 

0.0800 

- 

- 

0.011 

0.091 

0.091 

0.567 

0.028 

0.539 

0.745 

138.22 

Over Exploited 



0.24 

0.09 

2,112.13 

0.11 

0.02 

0.13 

0.01 

0.08 

- 

0.0600 

- 

- 

0.001 

0.061 

0.061 

0.193 

0.010 

0.184 

0.504 

274.01 

Over Exploited 



0.15 

0.01 

1,640.02 

0.01 

0.00 

0.01 

0.00 

0.03 

- 

0.0100 

0.0048 

0.0057 

0.000 

0.021 

0.021 

0.031 

0.002 

0.030 

0.116 

393.18 

Over Exploited 



0.15 

0.07 

365.07 

0.09 

0.01 

0.10 

0.01 

0.09 

- 

0.0400 

0.0138 

0.0166 

0.002 

0.073 

0.073 

0.174 

0.009 

0.165 

0.344 

208.33 

Over Exploited 



0.24 

0.08 

2,285.28 

0.10 

0.02 

0.12 

0.01 

0.07 

- 

0.0500 

0.0113 

0.0136 

- 

0.075 

0.075 

0.191 

0.010 

0.181 

0.473 

260.62 

Over Exploited 

Palri 

0819000202351700 

0.15 

0.45 

(16.27) 

0.37 

0.01 

0.39 

0.05 

0.58 

- 

0.0400 

- 

- 

0.006 

0.046 

0.046 

0.432 

0.022 

0.410 

0.390 

94.99 

Critical 

Peepalki 

0819000202351900 

0.15 

0.63 

13.36 

0.71 

0.05 

0.77 

0.05 

0.58 

- 

0.0200 

- 

- 

0.064 

0.084 

0.084 

0.851 

0.043 

0.808 

0.233 

28.82 

Safe 

Rajpura 

0819000202352400 

0.15 

0.00 

15,033.64 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.01 

1,409.84 

0.02 

- 

0.02 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.026 

0.001 

0.025 

0.051 

207.06 

Over Exploited 

Rampura 

0819000202351800 

0.15 

0.43 

17.64 

0.51 

0.03 

0.54 

0.05 

0.55 

- 

0.0700 

- 

- 

0.008 

0.078 

0.078 

0.615 

0.031 

0.584 

0.660 

113.08 

Over Exploited 



0.15 

0.00 

1,510.92 

0.01 

- 

0.01 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.014 

0.063 

441.30 

Over Exploited 

Rampuriya 

0818000302297000 

0.14 

0.00 

6,999.80 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.018 

7,375.00 

Over Exploited 



0.16 

0.00 

4,002.19 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.053 

2,390.55 

Over Exploited 

Sartara 

0819000202353100 

0.15 

0.07 

257.77 

0.08 

0.00 

0.08 

0.01 

0.14 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.095 

0.005 

0.091 

0.116 

127.70 

Over Exploited 

Satapura 

0819000202349500 

0.22 

0.00 

2,069.88 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.002 

0.025 

1,002.05 

Over Exploited 



0.24 

0.03 

424.71 

0.04 

- 

0.04 

0.02 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.051 

0.003 

0.049 

0.152 

312.79 

Over Exploited 



0.24 

0.06 

304.57 

0.07 

0.00 

0.07 

0.02 

0.22 

- 

0.0100 

0.0013 

0.0015 

0.001 

0.014 

0.014 

0.087 

0.004 

0.083 

0.249 

299.52 

Over Exploited 

Sawali 

0819000102344900 

0.24 

0.15 

2,005.03 

0.18 

0.00 

0.18 

0.01 

0.13 

- 

0.0200 

0.0050 

0.0060 

0.006 

0.037 

0.037 

0.216 

0.011 

0.206 

0.177 

85.98 

Semi Critical 

Shergaon 

0819000402367900 

0.14 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.000 

0.001 

280.42 

Over Exploited 

Siloiya 

0819000202352900 

0.15 

0.32 

98.07 

0.38 

0.01 

0.39 

0.03 

0.31 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.420 

0.021 

0.399 

0.322 

80.66 

Semi Critical 

Sindrath 

0819000202352700 

0.15 

0.10 

########## 

0.12 

0.02 

0.14 

0.02 

0.17 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.188 

0.009 

0.179 

0.495 

276.96 

Over Exploited 



0.15 

0.01 

47,242.49 

0.01 

- 

0.01 

0.00 

0.04 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.016 

0.096 

615.65 

Over Exploited 

Sirohi (M) 

0819000241902000 

0.15 

0.15 

########## 

0.18 

0.01 

0.19 

0.01 

0.12 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.221 

0.011 

0.210 

1.316 

627.24 

Over Exploited 



0.15 

0.70 

########## 

0.84 

0.02 

0.86 

0.02 

0.26 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.922 

0.046 

0.876 

2.781 

317.48 

Over Exploited 

Sirohi (rural) 

0819000202352500 

0.15 

0.00 

77,127.36 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.12 

########## 

0.14 

0.01 

0.15 

0.01 

0.12 

0.01 

0.0400 

- 

- 

- 

0.040 

0.053 

0.203 

0.010 

0.193 

0.362 

187.71 

Over Exploited 

Telpi Khera 

0819000202357800 

0.15 

0.00 

94,881.87 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.018 

463.60 

Over Exploited 

Ubera 

0819000302362500 

0.15 

0.02 

313.25 

0.03 

- 

0.03 

0.02 

0.24 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.037 

0.002 

0.035 

0.117 

335.31 

Over Exploited 

Ud 

0819000202350400 

0.24 

0.18 

- 

0.18 

0.01 

0.19 

0.02 

0.22 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.227 

0.023 

0.205 

0.992 

484.53 

Over Exploited 



0.24 

0.06 

- 

0.06 

0.01 

0.07 

0.01 

0.13 

- 

0.0200 

0.0024 

0.0029 

0.002 

0.027 

0.027 

0.098 

0.010 

0.088 

0.557 

632.69 

Over Exploited 

Ummedgarh 

0819000102344500 

0.24 

0.00 

7,671.63 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.034 

827.86 

Over Exploited 



0.24 

0.09 

1,458.76 

0.10 

0.00 

0.11 

0.02 

0.17 

- 

0.0100 

0.0034 

0.0055 

0.006 

0.025 

0.025 

0.132 

0.007 

0.125 

0.104 

82.65 

Semi Critical 

Vadakhera 

0819000202350200 

0.15 

0.03 

840.74 

0.03 

0.03 

0.06 

0.00 

0.04 

- 

- 

- 

- 

0.044 

0.044 

0.044 

0.108 

0.005 

0.102 

0.047 

45.79 

Safe 



0.24 

0.00 

72,543.37 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Varal 

0819000202353000 

0.15 

0.20 

83.39 

0.25 

0.05 

0.30 

0.03 

0.33 

- 

0.0500 

- 

- 

0.052 

0.102 

0.102 

0.402 

0.020 

0.382 

0.416 

108.76 

Over Exploited 



0.15 

0.06 

203.94 

0.07 

0.01 

0.08 

0.02 

0.18 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.111 

0.006 

0.106 

0.257 

243.13 

Over Exploited 

Verapura 

0819000202352600 

0.15 

0.33 

(45.51) 

0.27 

0.00 

0.27 

0.05 

0.55 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.288 

0.014 

0.273 

0.081 

29.80 

Safe 

Water Body 

0818000318900003 

0.16 

0.00 

48,218.19 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Andor 

0819000102345400 

0.24 

0.78 

752,611.66 

0.94 

0.02 

0.96 

0.04 

0.40 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

1.032 

0.052 

0.980 

1.909 

194.78 

Over Exploited 

Arathwara 

0819000102345700 

0.15 

0.00 

54,839.24 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.24 

0.00 

54,139.91 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.064 

17,670.50 

Over Exploited 

Bagseen 

0819000102348300 

0.15 

0.00 

1,919.02 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.075 

3,436.16 

Over Exploited 



0.24 

1.17 

########## 

1.41 

0.05 

1.46 

0.04 

0.42 

- 

0.1400 

- 

- 

- 

0.140 

0.140 

1.598 

0.080 

1.518 

3.800 

250.34 

Over Exploited 

Barewara 

0819000102348400 

0.24 

0.28 

266.26 

0.34 

0.02 

0.36 

0.04 

0.44 

- 

0.0500 

- 

- 

0.002 

0.052 

0.052 

0.408 

0.020 

0.387 

1.370 

353.81 

Over Exploited 

Bhaiv 

0819000102345600 

0.24 

0.32 

########## 

0.38 

0.02 

0.40 

0.02 

0.22 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.468 

0.023 

0.445 

1.880 

422.64 

Over Exploited 

Chhiba Gaon 

0819000102348100 

0.15 

0.00 

417,303.66 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.028 

870.34 

Over Exploited 

Ewadi 

0819000202350100 

0.24 

0.32 

392.52 

0.38 

0.21 

0.59 

0.03 

0.27 

- 

0.0100 

- 

- 

0.315 

0.325 

0.325 

0.916 

0.046 

0.870 

0.132 

15.14 

Safe 

Gol 

0819000202350000 

0.24 

0.00 

20,625.69 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.011 

0.001 

0.010 

0.031 

294.68 

Over Exploited 

Kailashnagar @ Las 

0819000102344300 

0.24 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Kolar 

0819000102348800 

0.15 

0.32 

360,237.97 

0.39 

- 

0.39 

0.04 

0.50 

- 

- 

- 

- 

- 

- 

- 

0.386 

0.019 

0.367 

0.054 

14.71 

Safe 

Mandwa 

0819000202352100 

0.15 

0.44 

61.78 

0.53 

0.01 

0.55 

0.04 

0.42 

- 

0.0500 

- 

- 

0.005 

0.056 

0.056 

0.601 

0.030 

0.571 

0.484 

84.88 

Semi Critical 

Mochhal 

0819000102344100 

0.24 

0.00 

255,740.09 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Morli 

0819000102348700 

0.15 

0.06 

290.26 

0.07 

- 

0.07 

0.02 

0.18 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.082 

0.004 

0.078 

0.205 

262.74 

Over Exploited 



0.24 

0.19 

1,118.83 

0.23 

0.01 

0.24 

0.02 

0.26 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.266 

0.013 

0.252 

0.699 

276.86 

Over Exploited 

Nawa Khera 

0819000102348600 

0.24 

0.29 

684.98 

0.35 

0.02 

0.37 

0.04 

0.43 

- 

0.0700 

- 

- 

0.000 

0.070 

0.070 

0.438 

0.022 

0.416 

0.661 

158.78 

Over Exploited 

Oda 

0819000102345200 

0.24 

0.17 

2,197.78 

0.21 

0.31 

0.52 

0.01 

0.12 

- 

0.0400 

- 

- 

0.447 

0.487 

0.487 

1.004 

0.050 

0.954 

0.373 

39.07 

Safe 



0.24 

0.00 

351,699.43 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Palri 

081900010234900C 

34.944 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

25.198 

4.57 

0.025 

0.27 

0.01 

0.00 

0.00 

0.00 

3.14 

2.67 

0.96 

0.095 

0.32 

0.38 







Non-command 

Younger Alluvium 

0.639 

4.57 

0.200 

0.02 

0.00 

0.00 

0.00 

0.00 

0.60 

0.51 

0.06 

0.002 

0.01 

0.01 


Radbar 

081900010234790C 

19.309 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.833 

2.67 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.02 

0.003 

0.02 

0.02 


Raniya Khera 

0819000102345300 

5.848 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.848 

3.10 

0.200 

0.11 

0.00 

0.00 

0.00 

0.00 

3.74 

3.17 

0.40 

0.022 

0.38 

0.45 


Sagaliya 

0819000102345500 

8.358 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

7.166 

1.69 

0.200 

0.37 

0.02 

0.00 

0.00 

0.00 

2.77 

2.37 

1.44 

0.027 

0.34 

0.39 


Sardarpura 

0819000102348500 

4.713 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.713 

3.53 

0.200 

0.11 

0.02 

0.00 

0.00 

0.01 

3.41 

2.90 

0.42 

0.018 

0.38 

0.45 


Sarneshwarji 

0819000202352200 

32.802 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

15.051 

5.45 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

1.27 

1.14 

0.11 

0.032 

0.25 

0.27 


Sirohi (M) 

0819000241902000 

43.752 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.556 

4.93 

0.015 

0.21 

0.01 

0.00 

0.00 

0.00 

0.54 

0.50 

0.17 

0.512 

0.06 

0.06 


Taleta 

0819000102343500 

22.471 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.500 

2.93 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.30 

0.27 

0.03 

0.002 

0.01 

0.01 


Uthman 

0819000102348200 

13.277 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.424 

2.75 

0.025 

0.31 

0.01 

0.00 

0.00 

0.00 

1.02 

0.90 

1.18 

0.039 

0.35 

0.40 







Non-command 

Younger Alluvium 

1.085 

2.75 

0.200 

0.08 

0.00 

0.00 

0.00 

0.00 

0.68 

0.60 

0.32 

0.004 

0.04 

0.04 


Vadakhera 

0819000202350200 

58.104 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

30.826 

4.30 

0.015 

0.07 

0.01 

0.00 

0.00 

0.01 

2.04 

1.76 

0.21 

0.066 

0.22 

0.26 







Non-command 

Younger Alluvium 

9.674 

4.30 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

5.02 

4.35 

0.09 

0.021 

0.07 

0.08 


Van 

0819000102344200 

20.163 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

14.289 

4.45 

0.200 

0.45 

0.02 

0.00 

0.00 

0.00 

13.15 

11.25 

1.71 

0.054 

0.27 

0.32 


Vera Vilpur 

0819000102348900 

10.308 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.276 

5.70 

0.025 

0.05 

0.00 

0.00 

0.00 

0.00 

1.23 

1.07 

0.16 

0.031 

0.38 

0.44 

11006033 

Angore 

0819000202351500 

8.195 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.519 

5.07 

0.015 

0.10 

0.01 

0.00 

0.00 

0.25 

0.19 

0.18 

0.40 

0.010 

0.28 

0.29 






Angore 

Command 

Phyllite & Schist 

0.016 

5.07 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Badeli 

0819000202355000 

12.567 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.696 

4.99 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.40 

0.42 

0.23 

0.010 

0.19 

0.18 







Non-command 

Erinpura Granite 

7.871 

4.99 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.86 

0.90 

0.33 

0.017 

0.31 

0.30 


Baida (v) 

0819000202354800 

30.827 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

20.449 

4.58 

0.015 

0.08 

0.01 

0.00 

0.00 

0.01 

1.46 

1.29 

0.25 

0.043 

0.38 

0.44 


Bari Khera 

0819000502378100 

14.385 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.232 

4.02 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.02 

0.02 


Dhanta 

0819000202355200 

23.563 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

5.427 

3.80 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.45 

0.53 

0.19 

0.012 

0.10 

0.09 


Dodua 

0819000202351400 

24.216 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.470 

4.96 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.04 

0.001 

0.01 

0.01 


Guwari Khera 

0819000202355900 

4.423 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.763 

4.30 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.23 

0.22 

0.25 

0.006 

0.38 

0.40 


Isra 

0819000302362400 

6.982 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

3.075 

4.24 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.29 

0.31 

0.12 

0.011 

0.22 

0.20 


Jajar Khe 

0819000202355600 

3.437 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.200 

4.22 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.000 

0.03 

0.02 


Khambal 

0819000202351600 

11.045 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.293 

4.24 

0.015 

0.11 

0.02 

0.00 

0.00 

0.00 

0.30 

0.29 

0.45 

0.007 

0.15 

0.16 


Kooma 

0819000202354700 

11.579 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.348 

4.52 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.02 

0.02 


Krishnganj 

0819000202357700 

27.701 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

11.500 

4.13 

0.015 

0.12 

0.02 

0.00 

0.00 

0.00 

0.81 

0.81 

0.44 

0.024 

0.27 

0.27 







Non-command 

Erinpura Granite 

0.910 

4.13 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.03 

0.002 

0.02 

0.02 


Kua Khera 

0819000202355500 

4.546 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.044 

4.30 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Erinpura Granite 

0.818 

4.30 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.00 

0.002 

0.08 

0.07 


Mamawali 

0819000202352800 

16.927 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

14.280 

5.12 

0.015 

0.20 

0.03 

0.00 

0.00 

0.00 

1.27 

1.27 

0.75 

0.030 

0.41 

0.41 







Non-command 

Erinpura Granite 

2.505 

5.12 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.29 

0.29 

0.11 

0.005 

0.07 

0.07 


Meerpur 

0819000202355700 

15.496 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.749 

4.50 

0.015 

0.12 

0.02 

0.00 

0.00 

0.00 

0.83 

0.89 

0.43 

0.023 

0.34 

0.31 







Non-command 

Erinpura Granite 

2.768 

4.50 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.28 

0.30 

0.09 

0.006 

0.09 

0.08 


Rajpura Khera 

0819000202355100 

4.427 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

4.167 

4.41 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.40 

0.44 

0.16 

0.009 

0.43 

0.39 


Sartara 

0819000202353100 

14.044 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.023 

4.82 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Shergaon 

0819000402367900 

44.535 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

3.577 

4.24 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.30 

0.00 

0.010 

0.05 

0.05 


Siloiya 

0819000202352900 

13.627 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.954 

5.24 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.53 

0.50 

0.25 

0.013 

0.22 

0.23 


Sindrath 

0819000202352700 

12.817 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.580 

3.53 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.12 

0.13 

0.18 

0.003 

0.06 

0.05 







Non-command 

Erinpura Granite 

2.658 

3.53 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.25 

0.26 

0.27 

0.006 

0.10 

0.09 


Telpi Khera 

0819000202357800 

15.311 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.085 

4.05 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 







Non-command 

Erinpura Granite 

9.877 

4.05 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.86 

0.89 

0.25 

0.021 

0.38 

0.36 


Ubera 

0819000302362500 

1.523 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.803 

4.22 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.13 

0.003 

0.26 

0.25 


Unta Khera 

0819000202356000 

2.656 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.102 

4.27 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.05 

0.002 

0.26 

0.28 


Velangari 

0819000202354900 

10.225 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.411 

5.22 

0.015 

0.20 

0.03 

0.00 

0.00 

0.01 

0.67 

0.65 

0.79 

0.014 

0.32 

0.33 







Non-command 

Erinpura Granite 

3.815 

5.22 

0.020 

0.10 

0.02 

0.00 

0.00 

0.00 

0.48 

0.47 

0.41 

0.008 

0.19 

0.20 


Verusa Padar 

0819000202355800 

2.489 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.489 

4.87 

0.015 

0.05 

0.01 

0.00 

0.00 

0.03 

0.19 

0.18 

0.18 

0.005 

0.57 

0.60 

Sub Basin: Khari (Hemawas) | 

11007034 

Akeli 

0820000502431000 

8.357 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.886 

1.64 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.13 

0.05 

0.011 

0.13 

0.14 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.648 

1.64 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.03 

0.011 

0.12 

0.13 


Balelao 

0820000502432100 

7.682 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.148 

0.89 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Mandiya 

0820000520900004 

16.810 

Saline 

Hemawas 

Command 

Phyllite & Schist 

0.062 

2.04 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mandli Khurd 

0820000520900003 

11.880 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.058 

2.87 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Hemawas 

Command 

Phyllite & Schist 

0.846 

2.87 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.01 

0.003 

0.03 

0.03 


Manpura 

0820000520900002 

12.293 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.320 

2.77 

0.025 

0.03 

0.01 

0.00 

0.00 

0.00 

0.25 

0.23 

0.11 

0.013 

0.10 

0.11 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.877 

2.77 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.22 

0.20 

0.05 

0.011 

0.09 

0.10 






Hemawas 

Command 

Phyllite & Schist 

0.090 

2.77 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Pali (MCI) 

082000054200400C 

97.271 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.932 

2.45 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.32 

0.29 

0.08 

0.000 

0.02 

0.02 






Hemawas 

Command 

Phyllite & Schist 

0.319 

2.45 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.937 

2.45 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.16 

0.02 

0.000 

0.01 

0.01 






Hemawas 

Command 

Phyllite & Schist 

3.279 

2.45 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.18 

0.02 

0.000 

0.01 

0.01 


Ramasiya 

0820000502433400 

7.030 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.081 

2.70 

0.025 

0.02 

0.00 

0.00 

0.00 

0.20 

-0.04 

-0.04 

0.07 

0.008 

0.11 

0.12 






Hemawas 

Command 

Phyllite & Schist 

1.094 

2.70 

0.025 

0.01 

0.00 

0.00 

0.00 

0.20 

-0.12 

-0.11 

0.03 

0.004 

0.06 

0.06 


Utvan 

0820000502430900 

7.044 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.610 

2.00 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.002 

0.03 

0.04 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.243 

2.00 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 

11007035 

Aaichiya 

0820000502432300 

15.019 

Saline 

Non-command 

Non-command 

Erinpura Granite 

2.684 

3.79 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.22 

0.20 

0.05 

0.011 

0.07 

0.07 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Palri 

0819000102349000 

0.15 

1.22 

########## 

1.46 

0.01 

1.47 

0.03 

0.36 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

1.509 

0.075 

1.434 

1.056 

73.64 

Semi Critical 



0.24 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.065 

4,917.92 

Over Exploited 

Radbar 

0819000102347900 

0.15 

0.00 

2,089.11 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.027 

992.51 

Over Exploited 

Raniya Khera 

0819000102345300 

0.24 

0.53 

496.62 

0.64 

0.00 

0.64 

0.04 

0.42 

- 

0.0400 

- 

- 

0.006 

0.046 

0.046 

0.689 

0.034 

0.654 

0.419 

64.05 

Safe 

Sagaliya 

0819000102345500 

0.24 

0.58 

########## 

0.69 

0.02 

0.71 

0.04 

0.37 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.761 

0.038 

0.723 

1.469 

203.11 

Over Exploited 

Sardarpura 

0819000102348500 

0.24 

0.43 

574.14 

0.52 

0.03 

0.54 

0.04 

0.42 

- 

0.0500 

- 

- 

0.010 

0.060 

0.060 

0.602 

0.030 

0.572 

0.440 

76.88 

Semi Critical 

Sarneshwarji 

0819000202352200 

0.15 

0.55 

########## 

0.66 

- 

0.66 

0.02 

0.27 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.670 

0.034 

0.637 

0.140 

21.99 

Safe 

Sirohi (M) 

0819000241902000 

0.15 

0.04 

########## 

0.04 

0.01 

0.05 

0.01 

0.06 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.075 

0.004 

0.071 

0.678 

956.36 

Over Exploited 

Taleta 

0819000102343500 

0.24 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.034 

5,244.93 

Over Exploited 

Uthman 

0819000102348200 

0.15 

0.55 

64.39 

0.66 

0.01 

0.67 

0.03 

0.38 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.707 

0.035 

0.671 

1.219 

181.59 

Over Exploited 



0.24 

0.01 

6,210.94 

0.01 

- 

0.01 

0.00 

0.04 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.021 

0.001 

0.020 

0.319 

1,569.99 

Over Exploited 

Vadakhera 

0819000202350200 

0.15 

1.03 

70.72 

1.24 

0.02 

1.26 

0.02 

0.25 

- 

0.0200 

- 

- 

0.018 

0.038 

0.038 

1.301 

0.065 

1.236 

0.271 

21.89 

Safe 



0.24 

0.16 

2,570.86 

0.20 

0.00 

0.20 

0.01 

0.08 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.212 

0.011 

0.201 

0.111 

54.87 

Safe 

Van 

0819000102344200 

0.24 

0.89 

########## 

1.07 

0.02 

1.09 

0.03 

0.30 

- 

0.1900 

- 

- 

- 

0.190 

0.190 

1.277 

0.064 

1.213 

1.759 

144.96 

Over Exploited 

Vera Vilpur 

0819000102348900 

0.15 

0.43 

591,533.93 

0.51 

- 

0.51 

0.04 

0.42 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.523 

0.026 

0.497 

0.189 

38.06 

Safe 

Angore 

0819000202351500 

0.15 

0.19 

(4.54) 

0.18 

0.26 

0.43 

0.03 

0.30 

- 

0.0700 

- 

- 

0.369 

0.439 

0.439 

0.873 

0.044 

0.829 

0.406 

48.93 

Safe 



0.15 

0.00 

32,242.72 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

3.29 

Safe 

Badeli 

0819000202355000 

0.15 

0.13 

217.47 

0.16 

0.01 

0.17 

0.02 

0.20 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.202 

0.010 

0.192 

0.244 

127.33 

Over Exploited 



0.15 

0.37 

144.13 

0.44 

0.01 

0.45 

0.03 

0.34 

- 

0.0400 

- 

- 

0.004 

0.044 

0.044 

0.497 

0.025 

0.472 

0.345 

72.98 

Semi Critical 

Baida (v) 

0819000202354800 

0.15 

1.18 

9.65 

1.29 

0.02 

1.31 

0.03 

0.42 

- 

0.0300 

- 

- 

0.016 

0.046 

0.046 

1.358 

0.068 

1.290 

0.295 

22.91 

Safe 

Bari Khera 

0819000502378100 

0.10 

0.00 

4,801.12 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Dhanta 

0819000202355200 

0.15 

0.07 

212,865.82 

0.09 

0.01 

0.10 

0.01 

0.11 

0.01 

0.0200 

- 

- 

- 

0.020 

0.028 

0.127 

0.006 

0.120 

0.199 

165.12 

Over Exploited 

Dodua 

0819000202351400 

0.15 

0.00 

6,202.20 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.037 

4,928.63 

Over Exploited 

Guwari Khera 

0819000202355900 

0.15 

0.16 

37.71 

0.19 

0.01 

0.20 

0.03 

0.41 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.236 

0.012 

0.224 

0.258 

115.01 

Over Exploited 

Isra 

0819000302362400 

0.15 

0.10 

210.74 

0.12 

0.00 

0.12 

0.02 

0.24 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.133 

0.007 

0.126 

0.126 

99.93 

Critical 

Jajar Khe 

0819000202355600 

0.15 

0.00 

119,688.21 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Khambal 

0819000202351600 

0.15 

0.07 

849,527.91 

0.09 

0.02 

0.11 

0.02 

0.17 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.158 

0.008 

0.150 

0.457 

305.04 

Over Exploited 

Kooma 

0819000202354700 

0.15 

0.00 

2,072.00 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Krishnganj 

0819000202357700 

0.15 

0.47 

73.79 

0.56 

0.02 

0.58 

0.02 

0.29 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.629 

0.031 

0.597 

0.460 

77.09 

Semi Critical 



0.15 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.033 

1,038.90 

Over Exploited 

Kua Khera 

0819000202355500 

0.15 

0.00 

11,198.72 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.01 

378,591.20 

0.01 

- 

0.01 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.011 

0.002 

15.50 

Safe 

Mamawali 

0819000202352800 

0.15 

0.88 

(55.79) 

1.06 

0.03 

1.09 

0.04 

0.45 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

1.167 

0.058 

1.108 

0.775 

69.95 

Safe 



0.15 

0.03 

960.23 

0.03 

- 

0.03 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.043 

0.002 

0.040 

0.114 

283.11 

Over Exploited 

Meerpur 

0819000202355700 

0.15 

0.55 

63.71 

0.66 

0.02 

0.68 

0.03 

0.37 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.725 

0.036 

0.689 

0.455 

66.00 

Safe 



0.15 

0.04 

272,894.59 

0.04 

- 

0.04 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.052 

0.003 

0.050 

0.100 

200.61 

Over Exploited 

Rajpura Khera 

0819000202355100 

0.15 

0.27 

58,056.33 

0.32 

0.01 

0.33 

0.05 

0.48 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.351 

0.018 

0.334 

0.165 

49.43 

Safe 

Sartara 

0819000202353100 

0.15 

0.00 

51,150.30 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Shergaon 

0819000402367900 

0.14 

0.01 

########## 

0.02 

- 

0.02 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.017 

0.001 

0.016 

0.010 

60.12 

Safe 

Siloiya 

0819000202352900 

0.15 

0.20 

154.36 

0.24 

0.01 

0.25 

0.02 

0.24 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.275 

0.014 

0.261 

0.265 

101.29 

Over Exploited 

Sindrath 

0819000202352700 

0.15 

0.01 

800,611.19 

0.01 

0.01 

0.02 

0.01 

0.06 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.045 

0.002 

0.042 

0.183 

432.68 

Over Exploited 



0.15 

0.04 

36,206.06 

0.05 

0.01 

0.06 

0.01 

0.11 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.085 

0.004 

0.081 

0.271 

334.77 

Over Exploited 

Telpi Khera 

0819000202357800 

0.15 

0.00 

932,140.29 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.55 

939,721.22 

0.67 

0.01 

0.68 

0.03 

0.41 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.706 

0.035 

0.670 

0.271 

40.43 

Safe 

Ubera 

0819000302362500 

0.15 

0.03 

231.68 

0.04 

- 

0.04 

0.02 

0.28 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.047 

0.002 

0.045 

0.133 

294.53 

Over Exploited 

Unta Khera 

0819000202356000 

0.15 

0.04 

76.68 

0.05 

- 

0.05 

0.02 

0.28 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.061 

0.003 

0.058 

0.056 

96.89 

Critical 

Velangari 

0819000202354900 

0.15 

0.31 

109.36 

0.37 

0.04 

0.41 

0.03 

0.36 

- 

0.0900 

- 

- 

0.010 

0.100 

0.100 

0.511 

0.026 

0.486 

0.806 

165.91 

Over Exploited 



0.15 

0.11 

324.66 

0.13 

0.02 

0.15 

0.02 

0.21 

- 

0.0500 

- 

- 

0.000 

0.051 

0.051 

0.203 

0.010 

0.193 

0.414 

214.21 

Over Exploited 

Verusa Padar 

0819000202355800 

0.15 

0.21 

(16.61) 

0.18 

0.04 

0.22 

0.05 

0.62 

- 

0.0200 

- 

- 

0.052 

0.072 

0.072 

0.295 

0.015 

0.280 

0.185 

66.08 

Safe 


Sub Basin: Khari (Hemawas) | 

Akeli 

0820000502431000 

0.12 

0.05 

178.51 

0.05 

- 

0.05 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.065 

0.003 

0.061 

0.065 

106.88 

Over Exploited 



0.09 

0.03 

277.99 

0.03 

- 

0.03 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.034 

0.002 

0.033 

0.036 

108.73 

Over Exploited 

Balelao 

0820000502432100 

0.09 

0.00 

2,782.20 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Mandiya 

0820000520900004 

0.09 

0.00 

37,381.47 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mandli Khurd 

0820000520900003 

0.09 

0.00 

953.98 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.010 

0.001 

0.010 

0.000 

2.39 

Safe 



0.09 

0.00 

2,459.44 

0.00 

0.00 

0.01 

0.00 

0.03 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.013 

0.001 

0.012 

0.011 

95.02 

Critical 

Manpura 

0820000520900002 

0.12 

0.04 

465.15 

0.05 

0.01 

0.06 

0.01 

0.11 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.078 

0.004 

0.075 

0.121 

162.65 

Over Exploited 



0.09 

0.02 

779.93 

0.03 

- 

0.03 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.037 

0.002 

0.035 

0.061 

173.50 

Over Exploited 



0.09 

0.00 

25,317.51 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pali (MCI) 

082000054200400C 

0.12 

0.01 

2,548.84 

0.01 

- 

0.01 

0.00 

0.02 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.022 

0.076 

343.60 

Over Exploited 



0.12 

0.00 

38,372.23 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.09 

0.00 

5,462.30 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.003 

0.017 

506.70 

Over Exploited 



0.09 

0.00 

4,882.35 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.017 

406.45 

Over Exploited 

Ramasiya 

0820000502433400 

0.09 

0.02 

(277.72) 

0.02 

0.20 

0.22 

0.01 

0.12 

- 

0.0100 

- 

- 

0.302 

0.312 

0.312 

0.529 

0.026 

0.503 

0.075 

14.97 

Safe 



0.09 

0.01 

(1,956.55) 

0.00 

0.20 

0.21 

0.00 

0.06 

- 

0.0100 

- 

- 

0.302 

0.312 

0.312 

0.517 

0.026 

0.492 

0.038 

7.80 

Safe 

Utvan 

0820000502430900 

0.12 

0.00 

1,442.24 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.020 

755.12 

Over Exploited 



0.09 

0.00 

3,784.74 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Aaichiya 

0820000502432300 

0.08 

0.01 

1,302.24 

0.02 

- 

0.02 

0.00 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.027 

0.001 

0.026 

0.061 

232.74 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Akeli 

082000050243100C 

8.357 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.873 

1.64 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.02 

0.007 

0.09 

0.09 


Balelao 

0820000502432100 

7.682 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.970 

0.89 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.02 

0.012 

0.15 

0.16 







Non-command 

Erinpura Granite 

4.564 

0.89 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.09 

0.08 

0.02 

0.018 

0.23 

0.25 


Budhwara 

0820000502432400 

9.906 

Saline 

Non-command 

Non-command 

Erinpura Granite 

0.787 

3.17 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.00 

0.003 

0.03 

0.03 


Khati Khera 

0820000502432700 

2.681 

Saline 

Non-command 

Non-command 

Erinpura Granite 

2.490 

1.16 

0.020 

0.01 

0.00 

0.00 

0.00 

0.03 

0.04 

0.03 

0.04 

0.010 

0.31 

0.37 


Kherwa 

0820000502432600 

13.923 

Saline 

Non-command 

Non-command 

Erinpura Granite 

5.472 

1.21 

0.020 

0.05 

0.01 

0.00 

0.00 

0.01 

0.16 

0.14 

0.17 

0.022 

0.14 

0.16 


Lambiya 

0820000502431900 

24.257 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

3.316 

2.39 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.22 

0.16 

0.06 

0.013 

0.04 

0.06 







Non-command 

Erinpura Granite 

3.488 

2.39 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.14 

0.05 

0.014 

0.04 

0.06 


Manpura 

0820000520900002 

12.293 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.605 

2.77 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.03 

0.006 

0.05 

0.05 


Pali (MCI) 

0820000542004000 

97.271 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.007 

2.45 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rampura 

0820000502432500 

7.735 

Saline 

Non-command 

Non-command 

Erinpura Granite 

2.220 

1.22 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.04 

0.009 

0.09 

0.11 


Rawalwas 

0820000502431100 

6.632 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.964 

1.83 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.01 

0.008 

0.11 

0.12 


Sadawas 

0820000502432200 

13.784 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

4.946 

1.43 

0.025 

0.02 

0.00 

0.00 

0.00 

0.41 

-0.21 

-0.19 

0.04 

0.020 

0.14 

0.15 







Non-command 

Erinpura Granite 

7.563 

1.43 

0.020 

0.02 

0.00 

0.00 

0.00 

0.09 

0.15 

0.14 

0.06 

0.030 

0.21 

0.23 


Snkrawas 

0820000502432000 

16.278 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.520 

1.66 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.002 

0.01 

0.01 







Non-command 

Erinpura Granite 

15.691 

1.66 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.53 

0.47 

0.01 

0.063 

0.35 

0.40 


Utvan 

0820000502430900 

7.044 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.801 

2.00 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.01 

0.003 

0.04 

0.05 

11007036 

Aaichiya 

0820000502432300 

15.019 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.071 

3.79 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.370 

3.79 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.001 

0.01 

0.01 







Non-command 

Erinpura Granite 

11.892 

3.79 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.96 

0.88 

0.23 

0.047 

0.30 

0.33 


Anji Ki Dhani 

0820000602452300 

3.964 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

3.964 

3.12 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.30 

0.29 

0.22 

0.010 

0.44 

0.46 


Antali 

0825000102966800 

0.124 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.115 

4.38 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.44 

0.49 







Non-command 

Gneisses 

0.004 

4.38 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Asapura 

0820000702456000 

4.003 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

3.582 

2.86 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.23 

0.23 

0.10 

0.016 

0.40 

0.40 





Saline 

Non-command 

Non-command 

Erinpura Granite 

0.421 

2.86 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.002 

0.05 

0.05 


Bader Ka Was 

0820000502433000 

15.070 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

9.133 

1.61 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.33 

0.30 

0.12 

0.036 

0.21 

0.24 





Saline 

Non-command 

Non-command 

Erinpura Granite 

5.937 

1.61 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.21 

0.19 

0.04 

0.024 

0.14 

0.15 


Baghana 

0825000102967300 

5.873 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.617 

4.28 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.04 

0.004 

0.05 

0.06 







Non-command 

Gneisses 

2.242 

4.28 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.20 

0.18 

0.09 

0.013 

0.18 

0.20 


Bansor 

0820000602454200 

17.234 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

5.594 

3.64 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.54 

0.51 

0.11 

0.014 

0.15 

0.16 







Non-command 

Erinpura Granite 

6.901 

3.64 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.54 

0.51 

0.12 

0.017 

0.19 

0.20 


Banta 

0820000602448300 

26.971 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

26.971 

0.92 

0.020 

0.16 

0.01 

0.00 

0.00 

0.03 

0.62 

0.59 

0.56 

0.067 

0.32 

0.34 


Bariya 

0820000602448400 

16.517 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

7.949 

0.76 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.13 

0.07 

0.020 

0.15 

0.16 


Basni Jojawar 

0820000602451800 

7.727 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

1.956 

3.25 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.13 

0.04 

0.005 

0.11 

0.12 


Beeram Gurha 

0825000102966500 

3.100 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

4.13 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.092 

4.13 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.04 

0.006 

0.17 

0.19 


Bhadarlau 

0820000702454700 

4.812 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.199 

4.56 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.02 

0.02 


Bhagora 

0820000602453500 

11.859 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.150 

3.36 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.03 

0.003 

0.05 

0.05 







Non-command 

Erinpura Granite 

2.710 

3.36 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.21 

0.19 

0.11 

0.007 

0.11 

0.12 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.068 

3.36 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.17 

0.05 

0.005 

0.08 

0.09 


Bhera Gurha 

0825000102967400 

1.800 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.275 

4.94 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.04 

0.002 

0.07 

0.08 







Non-command 

Gneisses 

0.134 

4.94 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.04 

0.04 


Bhimaliya 

0820000602448000 

33.781 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

33.781 

1.86 

0.020 

0.15 

0.01 

0.00 

0.00 

0.04 

1.35 

1.25 

0.48 

0.084 

0.33 

0.36 


Budhwara 

0820000502432400 

9.906 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.871 

3.17 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.01 

0.003 

0.03 

0.04 





Saline 

Non-command 

Non-command 

Erinpura Granite 

8.248 

3.17 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.54 

0.49 

0.04 

0.033 

0.31 

0.34 


Busi 

0820000502435800 

15.010 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.070 

5.23 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

-0.01 

0.01 

0.000 

0.00 

0.00 


Chaita 

0825000102966900 

3.908 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.797 

4.33 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.19 

0.17 

0.10 

0.010 

0.22 

0.24 


Chatra Gura 

0820000602453400 

7.513 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.836 

3.54 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.04 

0.002 

0.05 

0.06 







Non-command 

Erinpura Granite 

0.028 

3.54 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.625 

3.54 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.03 

0.002 

0.04 

0.04 


Chhapli 

0825000102968400 

5.876 

Saline 

Non-command 

Non-command 

Gneisses 

1.640 

3.78 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.01 

0.010 

0.13 

0.15 


Dabjar 

0825000102967100 

2.358 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.324 

4.53 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.002 

0.07 

0.07 







Non-command 

Gneisses 

0.301 

4.53 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.002 

0.06 

0.07 


Deoli 

0820000602448600 

18.910 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

15.153 

1.14 

0.020 

0.20 

0.01 

0.00 

0.00 

0.01 

0.53 

0.52 

0.75 

0.037 

0.29 

0.29 


Dhamli 

0820000602447800 

17.944 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

10.197 

1.14 

0.020 

0.15 

0.01 

0.00 

0.00 

0.00 

0.37 

0.34 

0.57 

0.025 

0.17 

0.19 





Saline 

Non-command 

Non-command 

Erinpura Granite 

1.382 

1.14 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.05 

0.003 

0.02 

0.03 


Dhanla 

0820000602452100 

22.915 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

22.872 

2.95 

0.020 

0.55 

0.08 

0.00 

0.00 

0.00 

1.82 

1.83 

2.12 

0.057 

0.43 

0.43 





Saline 

Non-command 

Non-command 

Erinpura Granite 

0.042 

2.95 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dhel Pura 

0820000602453800 

5.986 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.981 

3.61 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.16 

0.01 

0.005 

0.16 

0.17 







Non-command 

Erinpura Granite 

2.677 

3.61 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.19 

0.01 

0.007 

0.21 

0.23 


Gajnipura 

0820000702455500 

8.903 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

8.890 

2.63 

0.020 

0.10 

0.00 

0.00 

0.00 

0.00 

0.57 

0.59 

0.35 

0.032 

0.42 

0.40 


Golki 

0820000602452500 

2.543 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.226 

3.03 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.001 

0.04 

0.04 





Saline 

Non-command 

Non-command 

Erinpura Granite 

2.317 

3.03 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.20 

0.19 

0.28 

0.006 

0.42 

0.45 


Gura Daulji 

0820000702455300 

8.013 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

7.708 

2.78 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.44 

0.45 

0.00 

0.028 

0.38 

0.37 


Gura Hindu 

0820000602448200 

4.712 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

4.712 

2.18 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.21 

0.00 

0.012 

0.37 

0.36 


Gura Mataji 

0820000702455600 

11.527 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

5.108 

3.02 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.33 

0.36 

0.07 

0.019 

0.20 

0.18 


Gura Mokan Singh 

0820000602448900 

7.706 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.723 

3.29 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.02 

0.002 

0.04 

0.04 


Gura Narkhan 

0820000502433100 

15.999 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

3.452 

6.03 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.43 

0.39 

0.01 

0.014 

0.08 

0.09 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Akeli 

0820000502431000 

0.09 

0.01 

453.20 

0.02 

- 

0.02 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.017 

0.001 

0.016 

0.024 

149.50 

Over Exploited 

Balelao 

0820000502432100 

0.09 

0.04 

77.19 

0.05 

0.00 

0.05 

0.01 

0.16 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.048 

0.002 

0.045 

0.029 

63.82 

Safe 



0.08 

0.08 

(5.48) 

0.08 

0.01 

0.08 

0.02 

0.24 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.093 

0.005 

0.089 

0.040 

45.26 

Safe 

Budhwara 

0820000502432400 

0.08 

0.00 

2,316.35 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.003 

146.71 

Over Exploited 

Khati Khera 

0820000502432700 

0.08 

0.06 

(45.51) 

0.05 

0.03 

0.08 

0.02 

0.33 

- 

- 

- 

- 

0.042 

0.042 

0.042 

0.119 

0.006 

0.113 

0.051 

45.14 

Safe 

Kherwa 

0820000502432600 

0.08 

0.06 

137.07 

0.07 

0.02 

0.09 

0.01 

0.15 

- 

0.0200 

- 

- 

0.012 

0.032 

0.032 

0.124 

0.006 

0.118 

0.195 

165.79 

Over Exploited 

Lambiya 

0820000502431900 

0.09 

0.01 

1,190.81 

0.02 

0.00 

0.02 

0.00 

0.05 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.033 

0.002 

0.031 

0.072 

233.51 

Over Exploited 



0.08 

0.01 

1,008.51 

0.01 

0.00 

0.02 

0.00 

0.05 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.037 

0.002 

0.035 

0.064 

180.18 

Over Exploited 

Manpura 

0820000520900002 

0.09 

0.01 

1,463.27 

0.01 

- 

0.01 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.031 

389.23 

Over Exploited 

Pali (MCI) 

0820000542004000 

0.09 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 

Rampura 

0820000502432500 

0.08 

0.02 

219.54 

0.02 

0.00 

0.02 

0.01 

0.10 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.027 

0.001 

0.025 

0.045 

178.00 

Over Exploited 

Rawalwas 

0820000502431100 

0.09 

0.02 

313.84 

0.02 

- 

0.02 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.023 

0.001 

0.022 

0.016 

71.27 

Semi Critical 

Sadawas 

0820000502432200 

0.09 

0.06 

(417.67) 

0.05 

0.41 

0.46 

0.01 

0.15 

- 

0.0100 

- 

- 

0.612 

0.623 

0.623 

1.079 

0.054 

1.025 

0.062 

6.02 

Safe 



0.08 

0.13 

8.20 

0.14 

0.09 

0.22 

0.01 

0.22 

- 

0.0100 

- 

- 

0.130 

0.140 

0.140 

0.364 

0.018 

0.346 

0.088 

25.48 

Safe 

Snkrawas 

0820000502432000 

0.09 

0.00 

3,411.42 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.002 

333.89 

Over Exploited 



0.08 

0.44 

6.70 

0.47 

0.01 

0.48 

0.02 

0.38 

- 

- 

- 

- 

0.013 

0.014 

0.014 

0.493 

0.025 

0.468 

0.077 

16.35 

Safe 

Utvan 

0820000502430900 

0.09 

0.00 

1,079.01 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.011 

319.71 

Over Exploited 

Aaichiya 

0820000502432300 

0.10 

0.00 

38,281.59 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.09 

0.00 

10,166.76 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.009 

2,666.82 

Over Exploited 



0.08 

0.29 

207.23 

0.34 

0.01 

0.35 

0.02 

0.32 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.393 

0.020 

0.373 

0.277 

74.37 

Semi Critical 

Anji Ki Dhani 

0820000602452300 

0.08 

0.14 

104.61 

0.17 

0.01 

0.18 

0.04 

0.48 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.199 

0.010 

0.189 

0.231 

122.34 

Over Exploited 

Antali 

0825000102966800 

0.04 

0.00 

788.04 

0.00 

- 

0.00 

0.05 

0.49 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.023 

975.68 

Over Exploited 



0.04 

0.00 

9,768.69 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Asapura 

0820000702456000 

0.12 

0.17 

35.24 

0.21 

- 

0.21 

0.04 

0.44 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.217 

0.011 

0.206 

0.112 

54.07 

Safe 



0.08 

0.00 

1,401.54 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.007 

376.71 

Over Exploited 

Bader Ka Was 

0820000502433000 

0.10 

0.19 

55.57 

0.23 

- 

0.23 

0.02 

0.22 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.238 

0.012 

0.226 

0.158 

70.07 

Semi Critical 



0.08 

0.06 

190.74 

0.08 

- 

0.08 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.077 

0.004 

0.073 

0.067 

91.05 

Critical 

Baghana 

0825000102967300 

0.04 

0.00 

4,485.61 

0.00 

- 

0.00 

0.01 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.011 

0.040 

362.93 

Over Exploited 



0.04 

0.02 

993.31 

0.02 

- 

0.02 

0.02 

0.20 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.040 

0.002 

0.038 

0.099 

263.11 

Over Exploited 

Bansor 

0820000602454200 

0.08 

0.06 

########## 

0.08 

- 

0.08 

0.02 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.087 

0.004 

0.082 

0.126 

152.56 

Over Exploited 



0.08 

0.10 

390.98 

0.12 

- 

0.12 

0.02 

0.21 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.135 

0.007 

0.128 

0.135 

105.59 

Over Exploited 

Banta 

0820000602448300 

0.08 

0.70 

(15.89) 

0.59 

0.04 

0.63 

0.02 

0.35 

- 

0.0200 

- 

- 

0.047 

0.067 

0.067 

0.697 

0.035 

0.662 

0.631 

95.31 

Critical 

Bariya 

0820000602448400 

0.08 

0.10 

35.46 

0.12 

0.00 

0.12 

0.01 

0.17 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.129 

0.006 

0.122 

0.092 

75.02 

Semi Critical 

Basni Jojawar 

0820000602451800 

0.08 

0.02 

628.03 

0.02 

0.00 

0.02 

0.01 

0.12 

- 

- 

- 

- 

0.005 

0.006 

0.006 

0.030 

0.001 

0.028 

0.043 

150.96 

Over Exploited 

Beeram Gurha 

0825000102966500 

0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.01 

1,130.02 

0.01 

- 

0.01 

0.02 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.008 

0.049 

588.75 

Over Exploited 

Bhadarlau 

0820000702454700 

0.10 

0.00 

5,173.04 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.004 

0.000 

0.004 

0.001 

18.35 

Safe 

Bhagora 

0820000602453500 

0.10 

0.01 

########## 

0.01 

- 

0.01 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.035 

602.01 

Over Exploited 



0.08 

0.02 

741.51 

0.03 

- 

0.03 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.038 

0.002 

0.036 

0.117 

326.16 

Over Exploited 



0.08 

0.01 

########## 

0.02 

- 

0.02 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.026 

0.001 

0.025 

0.055 

222.55 

Over Exploited 

Bhera Gurha 

0825000102967400 

0.04 

0.00 

4,073.34 

0.00 

- 

0.00 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.045 

428.18 

Over Exploited 



0.04 

0.00 

5,358.35 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.015 

6,742.22 

Over Exploited 

Bhimaliya 

0820000602448000 

0.08 

0.90 

38.81 

1.08 

0.05 

1.13 

0.03 

0.36 

- 

0.0200 

- 

- 

0.058 

0.078 

0.078 

1.211 

0.061 

1.151 

0.566 

49.14 

Safe 

Budhwara 

0820000502432400 

0.10 

0.00 

1,646.16 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.016 

503.52 

Over Exploited 



0.08 

0.21 

139.16 

0.25 

- 

0.25 

0.02 

0.33 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.257 

0.013 

0.244 

0.069 

28.20 

Safe 

Busi 

0820000502435800 

0.10 

0.00 

(54,149.48) 

0.00 

0.01 

0.01 

0.00 

0.00 

- 

- 

- 

- 

0.021 

0.021 

0.021 

0.036 

0.002 

0.034 

0.008 

24.35 

Safe 

Chaita 

0825000102966900 

0.04 

0.02 

956.67 

0.02 

- 

0.02 

0.02 

0.24 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.029 

0.001 

0.028 

0.107 

390.05 

Over Exploited 

Chatra Gura 

0820000602453400 

0.10 

0.00 

481,939.85 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.045 

961.41 

Over Exploited 



0.08 

0.00 

45,564.63 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

2,962.07 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.027 

1,198.35 

Over Exploited 

Chhapli 

0825000102968400 

0.04 

0.01 

1,098.70 

0.01 

0.00 

0.01 

0.01 

0.15 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.020 

0.001 

0.019 

0.020 

103.21 

Over Exploited 

Dabjar 

0825000102967100 

0.04 

0.00 

152,686.16 

0.00 

0.00 

0.00 

0.01 

0.07 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.006 

248.45 

Over Exploited 



0.04 

0.00 

########## 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.004 

473.72 

Over Exploited 

Deoli 

0820000602448600 

0.08 

0.35 

51.04 

0.42 

0.02 

0.44 

0.02 

0.31 

- 

0.0300 

- 

- 

0.013 

0.043 

0.043 

0.478 

0.024 

0.454 

0.783 

172.54 

Over Exploited 

Dhamli 

0820000602447800 

0.08 

0.14 

140.11 

0.17 

0.01 

0.18 

0.01 

0.18 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.198 

0.010 

0.188 

0.591 

314.28 

Over Exploited 



0.08 

0.00 

1,353.55 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.049 

1,684.83 

Over Exploited 

Dhanla 

0820000602452100 

0.08 

0.79 

131.08 

0.95 

0.08 

1.03 

0.04 

0.47 

- 

0.2400 

- 

- 

- 

0.240 

0.240 

1.269 

0.063 

1.206 

2.176 

180.43 

Over Exploited 



0.08 

0.00 

92,846.52 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dhel Pura 

0820000602453800 

0.08 

0.02 

561.06 

0.03 

- 

0.03 

0.02 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.030 

0.001 

0.028 

0.013 

45.70 

Safe 



0.08 

0.04 

58,585.01 

0.05 

- 

0.05 

0.02 

0.23 

- 

- 

- 

- 

- 

- 

- 

0.054 

0.003 

0.051 

0.021 

40.55 

Safe 

Gajnipura 

0820000702455500 

0.10 

0.37 

59.63 

0.45 

0.00 

0.45 

0.04 

0.45 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.457 

0.023 

0.434 

0.385 

88.79 

Semi Critical 

Golki 

0820000602452500 

0.08 

0.00 

2,874.84 

0.00 

- 

0.00 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.049 

469.31 

Over Exploited 



0.08 

0.08 

139.54 

0.09 

0.01 

0.10 

0.04 

0.46 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.134 

0.007 

0.127 

0.284 

223.50 

Over Exploited 

Gura Daulji 

0820000702455300 

0.10 

0.30 

53.94 

0.35 

0.00 

0.36 

0.03 

0.41 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.363 

0.018 

0.345 

0.028 

8.17 

Safe 

Gura Hindu 

0820000602448200 

0.08 

0.14 

48.29 

0.17 

0.00 

0.17 

0.03 

0.40 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.171 

0.009 

0.163 

0.012 

7.17 

Safe 

Gura Mataji 

0820000702455600 

0.10 

0.10 

249.54 

0.12 

- 

0.12 

0.02 

0.22 

- 

- 

- 

- 

- 

- 

- 

0.122 

0.006 

0.116 

0.086 

73.92 

Semi Critical 

Gura Mokan Singh 

0820000602448900 

0.08 

0.00 

2,611.86 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.026 

1,091.56 

Over Exploited 

Gura Narkhan 

0820000502433100 

0.10 

0.03 

1,308.93 

0.03 

- 

0.03 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.033 

0.002 

0.031 

0.027 

85.77 

Semi Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Guragirdhari 

082000050243550C 

6.287 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

6.287 

2.23 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.29 

0.26 

0.03 

0.025 

0.33 

0.37 


Gurha Bhopat 

0820000602453700 

5.396 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.593 

3.63 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.14 

0.05 

0.004 

0.14 

0.15 







Non-command 

Erinpura Granite 

2.434 

3.63 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.20 

0.18 

0.07 

0.006 

0.21 

0.23 


Gurha Durjan 

0820000702456200 

2.965 

Saline 

Non-command 

Non-command 

Erinpura Granite 

2.893 

2.65 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.17 

0.06 

0.013 

0.46 

0.46 


Gurha Ganga-li 

0820000602453300 

3.155 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.469 

3.82 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.00 

0.001 

0.07 

0.08 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.032 

3.82 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Gurha Gopinath 

0820000702456300 

20.665 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

5.301 

3.41 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.46 

0.45 

0.03 

0.023 

0.12 

0.13 







Non-command 

Erinpura Granite 

4.159 

3.41 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.29 

0.29 

0.02 

0.018 

0.10 

0.10 


Gurha Himta 

0820000602452200 

2.179 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

2.179 

3.01 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.14 

0.06 

0.005 

0.45 

0.46 


Gurha Jaitsingh 

0820000702455000 

9.852 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

6.384 

3.65 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.51 

0.52 

0.21 

0.023 

0.25 

0.25 


Gurna Durga 

0820000602451900 

12.908 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

10.829 

3.36 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.81 

0.79 

0.34 

0.027 

0.34 

0.35 


Halawat 

0820000602453900 

3.777 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.175 

3.73 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.20 

0.04 

0.005 

0.27 

0.30 







Non-command 

Erinpura Granite 

0.988 

3.73 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.01 

0.002 

0.12 

0.13 


Hemawas 

0820000502433300 

21.602 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

2.283 

1.94 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.07 

0.009 

0.04 

0.04 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

5.069 

1.94 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.28 

0.25 

0.10 

0.020 

0.09 

0.10 







Non-command 

Erinpura Granite 

2.330 

1.94 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.04 

0.009 

0.04 

0.04 


Hingola Kalan 

0820000602441700 

9.901 

Saline 

Non-command 

Non-command 

Erinpura Granite 

0.835 

1.39 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.002 

0.02 

0.03 


Hingola Khurd 

0820000602447900 

11.850 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

7.019 

1.36 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.22 

0.19 

0.11 

0.017 

0.19 

0.21 





Saline 

Non-command 

Non-command 

Erinpura Granite 

4.701 

1.36 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.12 

0.04 

0.012 

0.12 

0.14 


Indarwara 

0820000702454900 

9.656 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

8.357 

4.32 

0.020 

0.25 

0.04 

0.00 

0.00 

0.00 

0.93 

0.91 

0.97 

0.031 

0.32 

0.33 


Januda 

0820000602448800 

6.721 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

1.980 

0.82 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.25 

0.005 

0.11 

0.11 


Jojawar 

0820000602452600 

14.688 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

12.315 

3.05 

0.020 

0.56 

0.08 

0.00 

0.00 

0.00 

1.23 

1.15 

2.20 

0.030 

0.38 

0.40 





Saline 

Non-command 

Non-command 

Erinpura Granite 

1.908 

3.05 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.16 

0.15 

0.20 

0.005 

0.06 

0.06 


Jorkiya 

0820000602452400 

7.929 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

4.964 

3.02 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.35 

0.33 

0.22 

0.012 

0.29 

0.30 





Saline 

Non-command 

Non-command 

Erinpura Granite 

2.964 

3.02 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.20 

0.19 

0.08 

0.007 

0.17 

0.18 


Kamla (Rural) 

0825000202974100 

10.112 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.474 

4.09 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.01 

0.001 

0.02 

0.02 


Kanawas 

0825000102967700 

4.109 

Saline 

Non-command 

Non-command 

Gneisses 

0.856 

3.96 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.00 

0.005 

0.10 

0.11 


Kaniyana 

0825000102967000 

1.810 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.368 

4.89 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.002 

0.10 

0.11 


Karwara 

0820000602453600 

8.765 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.020 

3.55 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Erinpura Granite 

0.882 

3.55 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.02 

0.002 

0.05 

0.05 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

4.118 

3.55 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.40 

0.36 

0.09 

0.010 

0.22 

0.24 







Non-command 

Erinpura Granite 

1.714 

3.55 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.04 

0.004 

0.09 

0.10 


Kenpura 

0820000502432900 

13.603 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

9.699 

3.20 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.66 

0.59 

0.09 

0.039 

0.26 

0.29 





Saline 

Non-command 

Non-command 

Erinpura Granite 

3.905 

3.20 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.23 

0.02 

0.016 

0.10 

0.12 


Kheema Gurha 

0825000102966700 

1.089 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.970 

4.12 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.07 

0.006 

0.43 

0.47 


Khera Kalyanpura 

0820000602454100 

7.735 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.703 

3.48 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.14 

0.00 

0.004 

0.10 

0.11 







Non-command 

Erinpura Granite 

4.892 

3.48 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.35 

0.33 

0.01 

0.012 

0.30 

0.32 


Kherwa 

0820000502432600 

13.923 

Saline 

Non-command 

Non-command 

Erinpura Granite 

8.451 

1.21 

0.020 

0.08 

0.01 

0.00 

0.00 

0.01 

0.27 

0.23 

0.28 

0.034 

0.22 

0.24 


Khiwara 

0820000702455400 

14.606 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

10.925 

2.81 

0.020 

0.55 

0.03 

0.00 

0.00 

0.01 

1.13 

1.20 

2.16 

0.040 

0.31 

0.29 


Kolpura 

0820000602452000 

12.203 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

12.203 

2.57 

0.020 

0.16 

0.01 

0.00 

0.00 

0.01 

0.77 

0.78 

0.61 

0.030 

0.41 

0.40 


Kot Solankiyan 

0820000702456400 

16.510 

Saline 

Non-command 

Non-command 

Erinpura Granite 

0.000 

3.14 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Manpura 

0820000520900002 

12.293 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

4.037 

2.77 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.30 

0.27 

0.07 

0.016 

0.12 

0.13 






Hemawas 

Command 

Phyllite & Schist 

0.001 

2.77 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mevi Kalan 

0820000702455700 

2.605 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.677 

2.76 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.07 

0.003 

0.12 

0.11 


Mevi Khurd 

0820000702455800 

7.437 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

1.397 

3.02 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.05 

0.006 

0.09 

0.08 


Mukanpura 

0820000602448700 

4.642 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

3.572 

0.98 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.17 

0.009 

0.28 

0.28 


Nayagaon 

0820000602447700 

6.140 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

2.465 

1.02 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.01 

0.006 

0.12 

0.13 


Neembara 

0820000502435700 

19.385 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

12.278 

4.92 

0.020 

0.05 

0.00 

0.00 

0.00 

0.02 

1.24 

1.18 

0.14 

0.045 

0.23 

0.24 


Neevon Ki Khejri 

0820000602452700 

3.288 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

2.019 

2.94 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.13 

0.07 

0.005 

0.28 

0.30 


Panchetiya 

0820000602448100 

22.852 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

22.852 

2.01 

0.020 

0.05 

0.00 

0.00 

0.00 

0.04 

0.93 

0.91 

0.14 

0.057 

0.36 

0.36 


Panota 

0820000702455900 

8.739 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.328 

2.65 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.001 

0.02 

0.02 





Saline 

Non-command 

Non-command 

Erinpura Granite 

1.006 

2.65 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.03 

0.004 

0.05 

0.05 


Peetha Gurha 

0825000102966600 

1.376 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.372 

4.15 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.05 

0.008 

0.48 

0.53 


Pipreloo 

0825000102968500 

6.199 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.375 

4.21 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.002 

0.03 

0.03 







Non-command 

Gneisses 

1.744 

4.21 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.00 

0.010 

0.13 

0.14 


Pratap Garh 

0820000502435600 

25.634 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

12.525 

5.20 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

1.31 

1.19 

0.01 

0.046 

0.17 

0.19 


Raipuriya 

0820000702455100 

4.921 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

4.294 

2.65 

0.020 

0.10 

0.01 

0.00 

0.00 

0.01 

0.31 

0.32 

0.36 

0.016 

0.34 

0.33 


Ramasiya 

0820000502433400 

7.030 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.351 

2.70 

0.025 

0.02 

0.00 

0.00 

0.00 

0.20 

-0.02 

-0.02 

0.08 

0.009 

0.13 

0.14 


Rampura 

0820000502432500 

7.735 

Saline 

Non-command 

Non-command 

Erinpura Granite 

0.691 

1.22 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.003 

0.03 

0.03 


Sadawas 

0820000502432200 

13.784 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.139 

1.43 

0.025 

0.00 

0.00 

0.00 

0.00 

0.41 

-0.37 

-0.34 

0.01 

0.005 

0.03 

0.03 







Non-command 

Erinpura Granite 

0.136 

1.43 

0.020 

0.00 

0.00 

0.00 

0.00 

0.09 

-0.08 

-0.08 

0.00 

0.001 

0.00 

0.00 


Sansari 

0820000702456100 

14.777 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

1.338 

2.82 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.04 

0.006 

0.04 

0.04 





Saline 

Non-command 

Non-command 

Erinpura Granite 

13.439 

2.82 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.81 

0.79 

0.15 

0.059 

0.42 

0.43 


Sapooni 

0820000502435400 

11.494 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

9.277 

5.14 

0.020 

0.04 

0.00 

0.00 

0.00 

0.01 

0.98 

0.88 

0.09 

0.037 

0.28 

0.32 


Seemal 

0820000602454000 

3.044 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.258 

3.69 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.04 

0.003 

0.19 

0.21 







Non-command 

Erinpura Granite 

1.012 

3.69 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.03 

0.003 

0.16 

0.17 


Shivpura 

0820000502432800 

8.255 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

3.265 

1.36 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.05 

0.013 

0.13 

0.15 





Saline 

Non-command 

Non-command 

Erinpura Granite 

4.692 

1.36 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.13 

0.04 

0.019 

0.18 

0.21 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Guragirdhari 

0820000502435500 

0.10 

0.21 

21.98 

0.25 

0.00 

0.26 

0.02 

0.36 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.262 

0.013 

0.249 

0.051 

20.50 

Safe 

Gurha Bhopat 

0820000602453700 

0.08 

0.01 

56,720.97 

0.02 

- 

0.02 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.017 

0.001 

0.016 

0.054 

331.68 

Over Exploited 



0.08 

0.04 

331.52 

0.05 

- 

0.05 

0.02 

0.24 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.060 

0.003 

0.057 

0.071 

125.01 

Over Exploited 

Gurha Durjan 

0820000702456200 

0.08 

0.11 

61.90 

0.13 

0.00 

0.13 

0.04 

0.50 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.142 

0.007 

0.135 

0.075 

55.33 

Safe 

Gurha Ganga-li 

0820000602453300 

0.10 

0.00 

1,129.19 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.001 

30.80 

Safe 



0.08 

0.00 

22,743.40 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gurha Gopinath 

0820000702456300 

0.08 

0.05 

########## 

0.06 

- 

0.06 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.060 

0.003 

0.057 

0.053 

92.53 

Critical 



0.08 

0.03 

795.44 

0.04 

- 

0.04 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.038 

0.002 

0.037 

0.037 

101.68 

Over Exploited 

Gurha Himta 

0820000602452200 

0.08 

0.08 

85.24 

0.09 

0.00 

0.10 

0.04 

0.49 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.113 

0.006 

0.107 

0.067 

63.05 

Safe 

Gurha Jaitsingh 

0820000702455000 

0.10 

0.16 

225.88 

0.19 

0.01 

0.20 

0.02 

0.27 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.231 

0.012 

0.219 

0.236 

107.82 

Over Exploited 

Gurna Durga 

0820000602451900 

0.08 

0.29 

168.62 

0.35 

0.01 

0.36 

0.03 

0.37 

- 

0.0400 

- 

- 

0.003 

0.043 

0.043 

0.406 

0.020 

0.385 

0.370 

95.94 

Critical 

Halawat 

0820000602453900 

0.08 

0.05 

312.08 

0.06 

- 

0.06 

0.03 

0.30 

- 

- 

- 

- 

- 

- 

- 

0.057 

0.003 

0.054 

0.047 

87.79 

Semi Critical 



0.08 

0.01 

591.42 

0.01 

- 

0.01 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.011 

0.016 

147.55 

Over Exploited 

Hemawas 

0820000502433300 

0.10 

0.01 

994.84 

0.01 

- 

0.01 

0.00 

0.04 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.021 

0.001 

0.020 

0.075 

378.91 

Over Exploited 



0.09 

0.04 

527.35 

0.05 

- 

0.05 

0.01 

0.09 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.068 

0.003 

0.065 

0.121 

187.10 

Over Exploited 



0.08 

0.01 

1,115.45 

0.01 

- 

0.01 

0.00 

0.04 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.019 

0.001 

0.018 

0.052 

288.85 

Over Exploited 

Hingola Kalan 

0820000602441700 

0.08 

0.00 

1,096.42 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.000 

- 

- 

0.002 

0.000 

0.002 

0.016 

850.71 

Over Exploited 

Hingola Khurd 

0820000602447900 

0.08 

0.10 

85.05 

0.13 

- 

0.13 

0.01 

0.20 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.136 

0.007 

0.129 

0.125 

97.26 

Critical 



0.08 

0.05 

157.51 

0.06 

- 

0.06 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.056 

0.003 

0.054 

0.055 

101.99 

Over Exploited 

Indarwara 

0820000702454900 

0.10 

0.27 

237.55 

0.32 

0.04 

0.37 

0.03 

0.35 

- 

0.1100 

- 

- 

0.007 

0.117 

0.117 

0.485 

0.024 

0.461 

0.997 

216.33 

Over Exploited 

Januda 

0820000602448800 

0.08 

0.02 

441.47 

0.02 

0.00 

0.02 

0.01 

0.11 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.033 

0.002 

0.031 

0.252 

812.33 

Over Exploited 

Jojawar 

0820000602452600 

0.08 

0.37 

209.70 

0.45 

0.08 

0.53 

0.04 

0.42 

- 

0.2500 

- 

- 

- 

0.250 

0.250 

0.777 

0.039 

0.738 

2.233 

302.69 

Over Exploited 



0.08 

0.01 

1,539.22 

0.01 

0.01 

0.02 

0.01 

0.06 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.041 

0.002 

0.039 

0.209 

539.59 

Over Exploited 

Jorkiya 

0820000602452400 

0.08 

0.11 

195.29 

0.14 

0.01 

0.15 

0.03 

0.31 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.176 

0.009 

0.167 

0.235 

140.67 

Over Exploited 



0.08 

0.04 

371.49 

0.05 

- 

0.05 

0.02 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.059 

0.003 

0.056 

0.082 

148.12 

Over Exploited 

Kamla (Rural) 

0825000202974100 

0.06 

0.00 

5,377.06 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.008 

1,070.22 

Over Exploited 

Kanawas 

0825000102967700 

0.04 

0.00 

1,474.71 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.007 

180.05 

Over Exploited 

Kaniyana 

0825000102967000 

0.04 

0.00 

2,168.59 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.009 

560.12 

Over Exploited 

Karwara 

0820000602453600 

0.10 

0.00 

75,519.99 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

1,875.99 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.026 

685.56 

Over Exploited 



0.08 

0.07 

########## 

0.08 

- 

0.08 

0.02 

0.24 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.091 

0.005 

0.087 

0.102 

117.64 

Over Exploited 



0.08 

0.01 

849.51 

0.02 

- 

0.02 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.015 

0.001 

0.014 

0.040 

279.30 

Over Exploited 

Kenpura 

0820000502432900 

0.10 

0.25 

137.62 

0.30 

- 

0.30 

0.02 

0.28 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.309 

0.015 

0.294 

0.131 

44.46 

Safe 



0.08 

0.03 

620.79 

0.04 

- 

0.04 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.039 

0.002 

0.037 

0.038 

101.87 

Over Exploited 

Kheema Gurha 

0825000102966700 

0.04 

0.02 

383,222.26 

0.02 

- 

0.02 

0.04 

0.47 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.029 

0.001 

0.028 

0.074 

264.69 

Over Exploited 

Khera Kalyanpura 

0820000602454100 

0.08 

0.01 

729,615.74 

0.01 

- 

0.01 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.015 

0.001 

0.014 

0.004 

29.62 

Safe 



0.08 

0.12 

180.32 

0.14 

- 

0.14 

0.03 

0.33 

- 

- 

- 

- 

- 

- 

- 

0.139 

0.007 

0.132 

0.019 

14.44 

Safe 

Kherwa 

0820000502432600 

0.08 

0.15 

61.26 

0.17 

0.02 

0.19 

0.02 

0.23 

- 

0.0300 

- 

- 

0.012 

0.042 

0.042 

0.235 

0.012 

0.223 

0.318 

142.25 

Over Exploited 

Khiwara 

0820000702455400 

0.10 

0.34 

249.82 

0.41 

0.04 

0.45 

0.03 

0.34 

- 

0.2400 

- 

- 

0.013 

0.253 

0.253 

0.702 

0.035 

0.667 

2.199 

329.49 

Over Exploited 

Kolpura 

0820000602452000 

0.08 

0.40 

97.20 

0.48 

0.02 

0.49 

0.04 

0.44 

- 

0.0200 

- 

- 

0.009 

0.029 

0.029 

0.522 

0.026 

0.496 

0.640 

129.11 

Over Exploited 

Kot Solankiyan 

0820000702456400 

0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Manpura 

0820000520900002 

0.09 

0.04 

510.74 

0.05 

- 

0.05 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.064 

0.003 

0.061 

0.083 

137.21 

Over Exploited 



0.09 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mevi Kalan 

0820000702455700 

0.12 

0.01 

519.91 

0.01 

- 

0.01 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.022 

0.001 

0.021 

0.075 

363.39 

Over Exploited 

Mevi Khurd 

0820000702455800 

0.12 

0.01 

599.61 

0.02 

- 

0.02 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.027 

0.001 

0.026 

0.054 

208.37 

Over Exploited 

Mukanpura 

0820000602448700 

0.08 

0.08 

41.68 

0.10 

0.00 

0.10 

0.02 

0.31 

- 

0.0100 

- 

- 

0.007 

0.018 

0.018 

0.119 

0.006 

0.113 

0.182 

160.33 

Over Exploited 

Nayagaon 

0820000602447700 

0.08 

0.02 

142.98 

0.03 

- 

0.03 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.028 

0.001 

0.027 

0.018 

67.44 

Safe 

Neembara 

0820000502435700 

0.10 

0.28 

318.79 

0.34 

0.02 

0.35 

0.02 

0.25 

- 

0.0200 

- 

- 

0.023 

0.043 

0.043 

0.396 

0.020 

0.376 

0.182 

48.37 

Safe 

Neevon Ki Khejri 

0820000602452700 

0.08 

0.05 

182.91 

0.05 

- 

0.05 

0.03 

0.31 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.064 

0.003 

0.061 

0.077 

126.06 

Over Exploited 

Panchetiya 

0820000602448100 

0.08 

0.65 

39.95 

0.78 

0.04 

0.82 

0.03 

0.38 

- 

0.0200 

- 

- 

0.061 

0.081 

0.081 

0.904 

0.045 

0.859 

0.194 

22.54 

Safe 

Panota 

0820000702455900 

0.12 

0.00 

4,011.55 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.025 

3,218.03 

Over Exploited 



0.08 

0.00 

1,412.67 

0.01 

- 

0.01 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.038 

774.06 

Over Exploited 

Peetha Gurha 

0825000102966600 

0.04 

0.03 

328.47 

0.03 

- 

0.03 

0.05 

0.53 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.041 

0.002 

0.039 

0.055 

140.08 

Over Exploited 

Pipreloo 

0825000102968500 

0.04 

0.00 

6,678.09 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.000 

0.002 

444.85 

Over Exploited 



0.04 

0.01 

1,174.54 

0.01 

- 

0.01 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.011 

0.010 

95.72 

Critical 

Pratap Garh 

0820000502435600 

0.10 

0.21 

453.70 

0.26 

0.01 

0.27 

0.01 

0.18 

- 

- 

- 

- 

0.020 

0.020 

0.020 

0.291 

0.015 

0.277 

0.054 

19.43 

Safe 

Raipuriya 

0820000702455100 

0.10 

0.15 

117.54 

0.18 

0.02 

0.19 

0.03 

0.37 

- 

0.0400 

- 

- 

0.012 

0.052 

0.052 

0.244 

0.012 

0.232 

0.377 

162.28 

Over Exploited 

Ramasiya 

0820000502433400 

0.09 

0.03 

(176.41) 

0.02 

0.20 

0.22 

0.01 

0.14 

- 

0.0100 

- 

- 

0.302 

0.312 

0.312 

0.534 

0.027 

0.507 

0.085 

16.83 

Safe 

Rampura 

0820000502432500 

0.08 

0.00 

642.67 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.009 

0.000 

0.009 

0.017 

188.46 

Over Exploited 

Sadawas 

0820000502432200 

0.09 

0.00 

(10,516.56) 

0.00 

0.41 

0.41 

0.00 

0.03 

- 

- 

- 

- 

0.612 

0.613 

0.613 

1.023 

0.051 

0.972 

0.013 

1.29 

Safe 



0.08 

0.00 

(184,893.59) 

0.00 

0.09 

0.09 

0.00 

0.00 

- 

- 

- 

- 

0.130 

0.130 

0.130 

0.217 

0.011 

0.206 

0.001 

0.26 

Safe 

Sansari 

0820000702456100 

0.12 

0.01 

1,143.35 

0.01 

- 

0.01 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.042 

543.15 

Over Exploited 



0.08 

0.45 

74.65 

0.55 

0.01 

0.56 

0.04 

0.46 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.575 

0.029 

0.546 

0.205 

37.45 

Safe 

Sapooni 

0820000502435400 

0.10 

0.26 

234.79 

0.32 

0.01 

0.33 

0.02 

0.30 

- 

0.0100 

- 

- 

0.017 

0.027 

0.027 

0.355 

0.018 

0.337 

0.129 

38.28 

Safe 

Seemal 

0820000602454000 

0.08 

0.02 

########## 

0.02 

- 

0.02 

0.02 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.020 

0.001 

0.019 

0.045 

236.12 

Over Exploited 



0.08 

0.01 

516.42 

0.02 

- 

0.02 

0.02 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.015 

0.001 

0.014 

0.032 

217.84 

Over Exploited 

Shivpura 

0820000502432800 

0.10 

0.04 

124.69 

0.05 

- 

0.05 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.060 

0.003 

0.057 

0.066 

115.10 

Over Exploited 



0.08 

0.07 

84.33 

0.08 

- 

0.08 

0.01 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.083 

0.004 

0.079 

0.062 

78.05 

Semi Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Snkrawas 

082000050243200C 

16.278 

Saline 

Non-command 

Non-command 

Erinpura Granite 

0.068 

1.66 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

-0.01 

0.00 

0.000 

0.00 

0.00 


Sonai Manji 

0820000502433200 

26.331 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

6.309 

3.94 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.53 

0.48 

0.15 

0.025 

0.09 

0.10 





Saline 

Non-command 

Non-command 

Erinpura Granite 

0.294 

3.94 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.00 

0.00 


Wandar 

0820000702455200 

9.426 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

4.662 

2.65 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.31 

0.33 

0.27 

0.017 

0.20 

0.19 

11007037 

Aaichiya 

0820000502432300 

15.019 

Saline 

Non-command 

Non-command 

Erinpura Granite 

0.001 

3.79 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bagol 

0820000702457000 

17.196 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

3.652 

5.54 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.54 

0.59 

0.10 

0.016 

0.11 

0.10 







Non-command 

Erinpura Granite 

9.175 

5.54 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

1.07 

1.18 

0.19 

0.040 

0.28 

0.26 


Bansor 

0820000602454200 

17.234 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.282 

3.64 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.001 

0.01 

0.01 


Barari 

0820000702457300 

9.660 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

2.170 

3.52 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.18 

0.03 

0.008 

0.11 

0.10 





Saline 

Non-command 

Non-command 

Erinpura Granite 

7.490 

3.52 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.56 

0.62 

0.09 

0.027 

0.37 

0.33 


Bhadarlau 

0820000702454700 

4.812 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

4.476 

4.56 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.44 

0.44 

0.10 

0.016 

0.36 

0.36 


Bhanka 

0820000702459900 

3.490 

Saline 

Non-command 

Non-command 

Erinpura Granite 

3.490 

3.54 

0.020 

0.01 

0.00 

0.00 

0.00 

0.02 

0.24 

0.27 

0.04 

0.015 

0.49 

0.43 


Bola Kura 

0820000702459300 

9.486 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

1.791 

3.05 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.14 

0.04 

0.007 

0.08 

0.07 


Busi 

0820000502435800 

15.010 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

7.392 

5.23 

0.020 

0.19 

0.03 

0.00 

0.00 

0.01 

0.92 

0.86 

0.74 

0.027 

0.18 

0.19 


Chak Vardiya 

0820000702460300 

2.204 

Saline 

Non-command 

Non-command 

Erinpura Granite 

2.204 

3.26 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.17 

0.02 

0.010 

0.52 

0.46 


Chandelo Ki Gawar 

0825000102967900 

0.965 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.310 

2.80 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.002 

0.15 

0.17 


Chhapli 

0825000102968400 

5.876 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.584 

3.78 

0.020 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.03 

0.01 

0.003 

0.05 

0.05 







Non-command 

Gneisses 

2.331 

3.78 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.15 

0.01 

0.014 

0.19 

0.21 


Dangawas 

0825000102968000 

1.621 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.036 

3.88 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Gneisses 

0.047 

3.88 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Dawer 

0825000102968300 

2.616 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.526 

2.90 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.003 

0.10 

0.10 







Non-command 

Gneisses 

1.044 

2.90 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.01 

0.006 

0.19 

0.21 


Daylana Kalan 

0820000702460900 

11.401 

Saline 

Non-command 

Non-command 

Erinpura Granite 

1.895 

2.72 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.15 

0.08 

0.008 

0.08 

0.07 


Daylana Khurd 

0820000702460800 

4.699 

Saline 

Non-command 

Non-command 

Erinpura Granite 

4.635 

3.05 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.37 

0.43 

0.38 

0.020 

0.52 

0.45 


Elani 

0820000702457800 

10.577 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

2.546 

3.85 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.22 

0.03 

0.009 

0.10 

0.09 


Gajnipura 

0820000702455500 

8.903 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.013 

2.63 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ganthi 

0820000702460400 

16.667 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

3.802 

5.91 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.59 

0.67 

0.14 

0.017 

0.12 

0.11 







Non-command 

Erinpura Granite 

8.746 

5.91 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

1.10 

1.24 

0.25 

0.038 

0.29 

0.25 


Ghenri 

0820000702459500 

14.128 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

14.089 

3.93 

0.020 

0.34 

0.02 

0.00 

0.00 

0.00 

1.43 

1.65 

1.29 

0.051 

0.45 

0.39 





Saline 

Non-command 

Non-command 

Erinpura Granite 

0.039 

3.93 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gura Daulji 

0820000702455300 

8.013 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.305 

2.78 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.01 


Gura Mataji 

0820000702455600 

11.527 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

5.679 

3.02 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.36 

0.39 

0.07 

0.021 

0.22 

0.20 





Saline 

Non-command 

Non-command 

Erinpura Granite 

0.739 

3.02 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.01 

0.003 

0.03 

0.03 


Gura Meghsingh 

0820000702459400 

4.672 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

3.346 

2.76 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.19 

0.21 

0.01 

0.012 

0.31 

0.27 


Gura Narkhan 

0820000502433100 

15.999 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

11.314 

6.03 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

1.39 

1.25 

0.03 

0.045 

0.26 

0.29 


Gura Ramaji 

0820000702459600 

10.336 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

4.894 

5.40 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.55 

0.66 

0.05 

0.018 

0.22 

0.18 





Saline 

Non-command 

Non-command 

Erinpura Granite 

1.200 

5.40 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.16 

0.01 

0.004 

0.05 

0.05 


Gurha Askaran 

0820000702460700 

3.595 

Saline 

Non-command 

Non-command 

Erinpura Granite 

2.336 

3.98 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.21 

0.25 

0.09 

0.010 

0.35 

0.30 


Gurha Deora Mertiyan 

0820000702460200 

6.296 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.063 

3.57 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.00 







Non-command 

Erinpura Granite 

6.232 

3.57 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.47 

0.53 

0.07 

0.027 

0.51 

0.46 


Gurha Deora Solan Kiyan 

0820000702456800 

11.295 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.740 

4.01 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.00 

0.003 

0.03 

0.03 







Non-command 

Erinpura Granite 

4.693 

4.01 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.39 

0.39 

0.01 

0.020 

0.21 

0.20 


Gurha Durjan 

0820000702456200 

2.965 

Saline 

Non-command 

Non-command 

Erinpura Granite 

0.072 

2.65 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Gurha Gopinath 

0820000702456300 

20.665 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

4.214 

3.41 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.37 

0.36 

0.02 

0.018 

0.10 

0.10 







Non-command 

Erinpura Granite 

1.866 

3.41 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.13 

0.01 

0.008 

0.04 

0.04 


Gurha Jaitsingh 

0820000702455000 

9.852 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

3.468 

3.65 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.28 

0.28 

0.11 

0.013 

0.13 

0.13 


Gurha Jetawatan 

0820000702460100 

9.079 

Saline 

Non-command 

Non-command 

Erinpura Granite 

9.079 

3.16 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.60 

0.69 

0.05 

0.040 

0.50 

0.43 


Gurha Kalan 

0820000702456600 

4.909 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.863 

3.14 

0.025 

0.01 

0.00 

0.00 

0.00 

0.03 

0.21 

0.22 

0.02 

0.012 

0.29 

0.27 







Non-command 

Erinpura Granite 

2.046 

3.14 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.12 

0.13 

0.01 

0.009 

0.21 

0.19 


Gurha Kitiyan 

0820000702456700 

4.398 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

3.163 

3.61 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.30 

0.31 

0.02 

0.014 

0.36 

0.35 







Non-command 

Erinpura Granite 

0.886 

3.61 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.01 

0.004 

0.10 

0.10 


Gurha Thakurji 

0820000702457400 

9.319 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

7.812 

3.73 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.64 

0.72 

0.20 

0.029 

0.38 

0.35 





Saline 

Non-command 

Non-command 

Erinpura Granite 

1.507 

3.73 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.14 

0.03 

0.006 

0.07 

0.07 


Indarwara 

0820000702454900 

9.656 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

1.299 

4.32 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.14 

0.13 

0.15 

0.005 

0.05 

0.05 


Jamboo Ka Talab 

0825000402998700 

2.036 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.273 

7.26 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.00 

0.001 

0.08 

0.07 







Non-command 

Gneisses 

0.760 

7.26 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.12 

0.01 

0.002 

0.21 

0.19 





Saline 

Non-command 

Non-command 

Gneisses 

0.014 

7.26 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kaklawas 

0820000702456900 

8.381 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.730 

5.16 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.25 

0.04 

0.008 

0.11 

0.10 







Non-command 

Erinpura Granite 

3.538 

5.16 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.39 

0.41 

0.05 

0.015 

0.22 

0.21 


Kerli 

0820000702459700 

7.038 

Saline 

Non-command 

Non-command 

Erinpura Granite 

3.507 

5.60 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.41 

0.49 

0.05 

0.013 

0.24 

0.20 


Kharchee 

0820000702460000 

3.514 

Saline 

Non-command 

Non-command 

Erinpura Granite 

3.514 

3.45 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.25 

0.28 

0.03 

0.015 

0.50 

0.44 


Kheema Khera 

0825000102967800 

3.265 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.154 

3.27 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.09 

0.08 

0.08 

0.007 

0.17 

0.19 


Khera Jassa 

0825000102968600 

1.615 

Saline 

Non-command 

Non-command 

Gneisses 

0.077 

3.24 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Khiwara 

0820000702455400 

14.606 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

3.681 

2.81 

0.020 

0.18 

0.01 

0.00 

0.00 

0.01 

0.37 

0.39 

0.72 

0.013 

0.11 

0.10 


Kolar 

0820000702457200 

13.659 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.013 

3.13 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Erinpura Granite 

13.647 

3.13 

0.020 

0.12 

0.01 

0.00 

0.00 

0.01 

0.95 

1.03 

0.40 

0.059 

0.49 

0.45 


Kot Solankiyan 

0820000702456400 

16.510 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.659 

3.14 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.23 

0.23 

0.08 

0.012 

0.08 

0.08 







Non-command 

Erinpura Granite 

12.484 

3.14 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.87 

0.88 

0.31 

0.054 

0.37 

0.36 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Snkrawas 

0820000502432000 

0.08 

0.00 

(71,220.27) 

0.00 

0.01 

0.01 

0.00 

0.00 

- 

- 

- 

- 

0.013 

0.014 

0.014 

0.022 

0.001 

0.021 

0.000 

1.27 

Safe 

Sonai Manji 

0820000502433200 

0.10 

0.06 

749.58 

0.07 

0.01 

0.08 

0.01 

0.10 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.108 

0.005 

0.102 

0.170 

166.26 

Over Exploited 



0.08 

0.00 

21,403.90 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

1,047.52 

Over Exploited 

Wandar 

0820000702455200 

0.10 

0.09 

253.77 

0.11 

0.00 

0.11 

0.02 

0.22 

- 

0.0300 

- 

- 

0.004 

0.034 

0.034 

0.148 

0.007 

0.141 

0.286 

203.03 

Over Exploited 

Aaichiya 

0820000502432300 

0.08 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bagol 

0820000702457000 

0.08 

0.03 

########## 

0.04 

- 

0.04 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.048 

0.002 

0.046 

0.112 

245.29 

Over Exploited 



0.08 

0.20 

########## 

0.24 

0.01 

0.25 

0.02 

0.31 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.271 

0.014 

0.258 

0.232 

90.05 

Critical 

Bansor 

0820000602454200 

0.08 

0.00 

13,819.81 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.009 

4,388.90 

Over Exploited 

Barari 

0820000702457300 

0.10 

0.02 

674.30 

0.03 

- 

0.03 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.028 

0.001 

0.027 

0.042 

157.94 

Over Exploited 



0.10 

0.28 

122.41 

0.33 

- 

0.33 

0.03 

0.40 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.343 

0.017 

0.326 

0.117 

36.01 

Safe 

Bhadarlau 

0820000702454700 

0.10 

0.16 

173.02 

0.19 

0.00 

0.19 

0.03 

0.38 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.205 

0.010 

0.195 

0.119 

61.23 

Safe 

Bhanka 

0820000702459900 

0.08 

0.14 

99.88 

0.16 

0.02 

0.18 

0.04 

0.53 

- 

- 

- 

- 

0.025 

0.025 

0.025 

0.205 

0.010 

0.194 

0.053 

27.37 

Safe 

Bola Kura 

0820000702459300 

0.10 

0.02 

819.74 

0.02 

0.00 

0.02 

0.01 

0.09 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.023 

0.001 

0.022 

0.049 

220.95 

Over Exploited 

Busi 

0820000502435800 

0.10 

0.13 

551.01 

0.16 

0.04 

0.20 

0.01 

0.19 

- 

0.0800 

- 

- 

0.021 

0.101 

0.101 

0.304 

0.015 

0.289 

0.765 

265.15 

Over Exploited 

Chak Vardiya 

0820000702460300 

0.08 

0.09 

87.98 

0.11 

0.00 

0.11 

0.04 

0.56 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.115 

0.006 

0.109 

0.034 

30.81 

Safe 

Chandelo Ki Gawar 

0825000102967900 

0.04 

0.00 

739.48 

0.00 

- 

0.00 

0.02 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.013 

596.97 

Over Exploited 

Chhapli 

0825000102968400 

0.04 

0.00 

2,262.61 

0.00 

0.02 

0.02 

0.00 

0.05 

- 

- 

- 

- 

0.023 

0.023 

0.023 

0.040 

0.002 

0.038 

0.010 

27.41 

Safe 



0.04 

0.02 

########## 

0.02 

- 

0.02 

0.02 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.021 

0.001 

0.020 

0.028 

137.86 

Over Exploited 

Dangawas 

0825000102968000 

0.04 

0.00 

17,245.27 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

24,633.14 

Over Exploited 



0.04 

0.00 

11,167.39 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

17,975.84 

Over Exploited 

Dawer 

0825000102968300 

0.04 

0.00 

1,293.62 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.010 

441.32 

Over Exploited 



0.04 

0.01 

514.95 

0.01 

- 

0.01 

0.02 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.009 

0.013 

145.67 

Over Exploited 

Daylana Kalan 

0820000702460900 

0.08 

0.01 

1,035.96 

0.02 

0.00 

0.02 

0.01 

0.09 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.029 

0.001 

0.027 

0.085 

313.08 

Over Exploited 

Daylana Khurd 

0820000702460800 

0.08 

0.19 

122.37 

0.23 

0.01 

0.24 

0.04 

0.56 

- 

0.0400 

- 

- 

0.004 

0.044 

0.044 

0.287 

0.014 

0.273 

0.399 

146.21 

Over Exploited 

Elani 

0820000702457800 

0.10 

0.03 

760.45 

0.03 

0.00 

0.03 

0.01 

0.11 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.041 

0.002 

0.039 

0.034 

87.64 

Semi Critical 

Gajnipura 

0820000702455500 

0.10 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

2.95 

Safe 

Ganthi 

0820000702460400 

0.08 

0.04 

########## 

0.05 

0.01 

0.06 

0.01 

0.13 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.075 

0.004 

0.072 

0.155 

215.73 

Over Exploited 



0.08 

0.20 

########## 

0.24 

0.01 

0.25 

0.02 

0.31 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.279 

0.014 

0.265 

0.292 

110.16 

Over Exploited 

Ghenri 

0820000702459500 

0.10 

0.64 

158.31 

0.77 

0.02 

0.79 

0.04 

0.49 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.835 

0.042 

0.794 

1.345 

169.53 

Over Exploited 



0.10 

0.00 

72,147.47 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gura Daulji 

0820000702455300 

0.10 

0.00 

2,970.55 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.009 

0.000 

0.008 

0.001 

13.16 

Safe 

Gura Mataji 

0820000702455600 

0.10 

0.13 

212.37 

0.15 

- 

0.15 

0.02 

0.24 

- 

- 

- 

- 

- 

- 

- 

0.151 

0.008 

0.143 

0.088 

61.26 

Safe 



0.10 

0.00 

2,169.47 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.002 

0.009 

358.59 

Over Exploited 

Gura Meghsingh 

0820000702459400 

0.10 

0.10 

102.98 

0.12 

0.01 

0.13 

0.02 

0.33 

- 

- 

- 

- 

0.012 

0.012 

0.012 

0.145 

0.007 

0.138 

0.020 

14.68 

Safe 

Gura Narkhan 

0820000502433100 

0.10 

0.29 

329,725.53 

0.35 

- 

0.35 

0.02 

0.28 

- 

- 

- 

- 

- 

- 

- 

0.352 

0.018 

0.334 

0.071 

21.27 

Safe 

Gura Ramaji 

0820000702459600 

0.10 

0.11 

509.64 

0.13 

- 

0.13 

0.02 

0.24 

- 

- 

- 

- 

- 

- 

- 

0.130 

0.007 

0.124 

0.068 

54.84 

Safe 



0.10 

0.01 

2,296.30 

0.01 

- 

0.01 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.007 

0.016 

220.19 

Over Exploited 

Gurha Askaran 

0820000702460700 

0.08 

0.07 

275.71 

0.08 

0.00 

0.08 

0.03 

0.38 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.094 

0.005 

0.089 

0.101 

113.06 

Over Exploited 

Gurha Deora Mertiyan 

0820000702460200 

0.08 

0.00 

24,117.86 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.25 

106.70 

0.31 

0.00 

0.31 

0.04 

0.55 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.326 

0.016 

0.309 

0.099 

32.06 

Safe 

Gurha Deora Solan Kiyan 

0820000702456800 

0.08 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.003 

150.00 

Over Exploited 



0.08 

0.07 

########## 

0.08 

- 

0.08 

0.02 

0.23 

- 

- 

- 

- 

- 

- 

- 

0.082 

0.004 

0.078 

0.030 

39.05 

Safe 

Gurha Durjan 

0820000702456200 

0.08 

0.00 

3,244.55 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.004 

0.000 

0.004 

0.000 

8.37 

Safe 

Gurha Gopinath 

0820000702456300 

0.08 

0.03 

########## 

0.03 

- 

0.03 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.034 

0.002 

0.032 

0.042 

131.10 

Over Exploited 



0.08 

0.01 

709,488.27 

0.01 

- 

0.01 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.007 

0.018 

247.86 

Over Exploited 

Gurha Jaitsingh 

0820000702455000 

0.10 

0.05 

501.72 

0.06 

0.00 

0.06 

0.01 

0.15 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.077 

0.004 

0.073 

0.122 

166.89 

Over Exploited 

Gurha Jetawatan 

0820000702460100 

0.08 

0.36 

89.71 

0.44 

0.01 

0.44 

0.04 

0.54 

- 

0.0100 

- 

- 

0.009 

0.019 

0.019 

0.462 

0.023 

0.439 

0.088 

19.97 

Safe 

Gurha Kalan 

0820000702456600 

0.08 

0.07 

########## 

0.08 

0.03 

0.11 

0.02 

0.32 

- 

- 

- 

- 

0.040 

0.040 

0.040 

0.146 

0.007 

0.139 

0.030 

21.96 

Safe 



0.08 

0.03 

########## 

0.04 

0.01 

0.05 

0.02 

0.23 

- 

- 

- 

- 

0.021 

0.021 

0.021 

0.076 

0.004 

0.072 

0.019 

26.22 

Safe 

Gurha Kitiyan 

0820000702456700 

0.08 

0.09 

237.91 

0.11 

- 

0.11 

0.03 

0.39 

- 

- 

- 

- 

- 

- 

- 

0.110 

0.005 

0.104 

0.032 

30.54 

Safe 



0.08 

0.01 

832.57 

0.01 

- 

0.01 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.008 

0.009 

108.52 

Over Exploited 

Gurha Thakurji 

0820000702457400 

0.10 

0.30 

138.21 

0.36 

- 

0.36 

0.03 

0.42 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.381 

0.019 

0.362 

0.231 

63.74 

Safe 



0.10 

0.01 

1,119.14 

0.01 

- 

0.01 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.013 

0.036 

278.38 

Over Exploited 

Indarwara 

0820000702454900 

0.10 

0.01 

1,973.22 

0.01 

0.01 

0.02 

0.00 

0.05 

- 

0.0200 

- 

- 

0.007 

0.027 

0.027 

0.049 

0.002 

0.047 

0.150 

318.79 

Over Exploited 

Jamboo Ka Talab 

0825000402998700 

0.05 

0.00 

5,184.85 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.005 

405.41 

Over Exploited 



0.04 

0.01 

1,801.76 

0.01 

- 

0.01 

0.02 

0.23 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.007 

0.009 

125.22 

Over Exploited 



0.04 

0.00 

104,390.02 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kaklawas 

0820000702456900 

0.08 

0.01 

609,886.24 

0.02 

- 

0.02 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.017 

0.001 

0.016 

0.044 

266.32 

Over Exploited 



0.08 

0.06 

########## 

0.07 

- 

0.07 

0.02 

0.24 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.080 

0.004 

0.076 

0.068 

90.01 

Critical 

Kerli 

0820000702459700 

0.10 

0.08 

482.70 

0.10 

0.00 

0.10 

0.02 

0.26 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.105 

0.005 

0.100 

0.067 

66.90 

Safe 

Kharchee 

0820000702460000 

0.08 

0.14 

101.62 

0.17 

0.00 

0.17 

0.04 

0.54 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.173 

0.009 

0.164 

0.044 

26.97 

Safe 

Kheema Khera 

0825000102967800 

0.04 

0.01 

910.30 

0.01 

0.01 

0.02 

0.02 

0.19 

- 

0.0100 

- 

- 

0.014 

0.024 

0.024 

0.042 

0.002 

0.040 

0.083 

205.69 

Over Exploited 

Khera Jassa 

0825000102968600 

0.04 

0.00 

5,710.44 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khiwara 

0820000702455400 

0.10 

0.04 

908.30 

0.05 

0.02 

0.07 

0.01 

0.11 

- 

0.0800 

- 

- 

0.013 

0.093 

0.093 

0.158 

0.008 

0.150 

0.735 

489.02 

Over Exploited 

Kolar 

0820000702457200 

0.08 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.003 

0.000 

0.002 

0.000 

2.29 

Safe 



0.08 

0.53 

93.87 

0.64 

0.02 

0.66 

0.04 

0.53 

- 

0.0400 

- 

- 

0.020 

0.060 

0.060 

0.724 

0.036 

0.688 

0.457 

66.50 

Safe 

Kot Solankiyan 

0820000702456400 

0.08 

0.02 

99,480.96 

0.02 

- 

0.02 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.030 

0.001 

0.028 

0.096 

340.54 

Over Exploited 



0.08 

0.37 

63,916.99 

0.44 

0.01 

0.45 

0.03 

0.40 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.479 

0.024 

0.455 

0.361 

79.38 

Semi Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Koyla 

082500040299840C 

16.766 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.860 

6.88 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.34 

0.01 

0.005 

0.06 

0.06 







Non-command 

Gneisses 

1.169 

6.88 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.17 

0.00 

0.003 

0.04 

0.04 


Mada Ki Bassi 

082500020298060C 

12.601 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.781 

3.67 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.13 

0.06 

0.003 

0.07 

0.07 







Non-command 

Gneisses 

0.258 

3.67 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.000 

0.01 

0.01 


Magar Talab 

082000070245710C 

9.880 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

5.103 

3.72 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.50 

0.55 

0.09 

0.022 

0.26 

0.24 







Non-command 

Erinpura Granite 

4.777 

3.72 

0.020 

0.02 

0.00 

0.00 

0.00 

0.02 

0.36 

0.39 

0.07 

0.021 

0.25 

0.23 


Mevi Kalan 

082000070245570C 

2.605 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

1.088 

2.76 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.11 

0.005 

0.19 

0.18 





Saline 

Non-command 

Non-command 

Erinpura Granite 

0.839 

2.76 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.03 

0.004 

0.15 

0.14 


Mevi Khurd 

082000070245580C 

7.437 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

4.758 

3.02 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.34 

0.36 

0.16 

0.021 

0.29 

0.27 





Saline 

Non-command 

Non-command 

Erinpura Granite 

1.282 

3.02 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.02 

0.006 

0.08 

0.07 


Nayagaon 

082000070245650C 

1.962 

Saline 

Non-command 

Non-command 

Erinpura Granite 

1.962 

2.64 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.13 

0.06 

0.009 

0.48 

0.46 


Neembara 

0820000502435700 

19.385 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

7.093 

4.92 

0.020 

0.03 

0.00 

0.00 

0.00 

0.02 

0.71 

0.67 

0.09 

0.026 

0.13 

0.14 


Panota 

0820000702455900 

8.739 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.618 

2.65 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.05 

0.003 

0.03 

0.03 





Saline 

Non-command 

Non-command 

Erinpura Granite 

6.787 

2.65 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.42 

0.44 

0.23 

0.030 

0.36 

0.35 


Peelowani 

0820000702457600 

8.972 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

8.972 

2.47 

0.020 

0.10 

0.00 

0.00 

0.00 

0.02 

0.52 

0.58 

0.35 

0.033 

0.43 

0.39 


Pipreloo 

0825000102968500 

6.199 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.515 

4.21 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.00 

0.003 

0.04 

0.04 







Non-command 

Gneisses 

1.578 

4.21 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.00 

0.009 

0.12 

0.13 


Pratap Garh 

0820000502435600 

25.634 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

13.109 

5.20 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

1.37 

1.24 

0.01 

0.048 

0.18 

0.20 


Puthiya 

0825000402998800 

38.203 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.856 

5.33 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.40 

0.00 

0.008 

0.04 

0.04 







Non-command 

Gneisses 

0.416 

5.33 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.00 

0.001 

0.01 

0.01 


Raipuriya 

0820000702455100 

4.921 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.627 

2.65 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.04 

0.04 

0.05 

0.002 

0.05 

0.05 


Roongri 

0820000702457700 

11.856 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

9.029 

3.02 

0.020 

0.07 

0.00 

0.00 

0.00 

0.01 

0.60 

0.65 

0.25 

0.033 

0.32 

0.29 


Roop Nagar 

0825000402998600 

17.454 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.608 

6.24 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.73 

0.80 

0.03 

0.013 

0.15 

0.14 


Sapooni 

0820000502435400 

11.494 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

2.217 

5.14 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.23 

0.20 

0.03 

0.009 

0.07 

0.08 


Septawa 

0820000702454600 

12.232 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.352 

3.82 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.001 

0.01 

0.01 


Sewantri 

0825000402998500 

16.009 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.822 

7.38 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.17 

0.02 

0.002 

0.03 

0.03 







Non-command 

Gneisses 

0.051 

7.38 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.381 

7.38 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.29 

0.02 

0.004 

0.05 

0.04 







Non-command 

Gneisses 

2.258 

7.38 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.34 

0.38 

0.03 

0.006 

0.08 

0.07 


Siwas 

0820000702457500 

9.835 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

8.352 

4.38 

0.020 

0.42 

0.02 

0.00 

0.00 

0.00 

1.13 

1.28 

1.62 

0.031 

0.39 

0.34 





Saline 

Non-command 

Non-command 

Erinpura Granite 

1.482 

4.38 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.18 

0.20 

0.20 

0.005 

0.07 

0.06 


Sodawas 

0820000502435300 

19.481 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

10.274 

5.58 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

1.22 

1.10 

0.26 

0.041 

0.19 

0.21 


Somesar 

0820000702454800 

9.898 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.977 

4.57 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.00 

0.004 

0.04 

0.04 


Sonai Manji 

0820000502433200 

26.331 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

7.904 

3.94 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.66 

0.60 

0.17 

0.031 

0.11 

0.12 





Saline 

Non-command 

Non-command 

Erinpura Granite 

0.045 

3.94 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sumer 

0820000702460500 

12.874 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.626 

6.40 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.27 

0.30 

0.04 

0.007 

0.07 

0.06 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.017 

6.40 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.18 

0.01 

0.004 

0.04 

0.04 







Non-command 

Erinpura Granite 

1.059 

6.40 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.15 

0.01 

0.005 

0.05 

0.04 


Tewali Kalan 

0820000502436200 

4.725 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

2.760 

5.62 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.34 

0.31 

0.11 

0.011 

0.21 

0.23 


Tewali Khurd 

0820000502436300 

3.880 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.014 

4.68 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Tokarla 

0820000702459800 

4.762 

Saline 

Non-command 

Non-command 

Erinpura Granite 

4.677 

4.95 

0.020 

0.04 

0.00 

0.00 

0.00 

0.01 

0.50 

0.58 

0.14 

0.017 

0.48 

0.41 


Umarwas 

0825000402996400 

22.739 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

6.120 

4.79 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.76 

0.76 

0.09 

0.017 

0.13 

0.14 







Non-command 

Gneisses 

4.037 

4.79 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.40 

0.39 

0.06 

0.011 

0.09 

0.09 


Wandar 

0820000702455200 

9.426 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

4.764 

2.65 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.32 

0.34 

0.28 

0.017 

0.20 

0.19 

Sub Basin: Luni | 

11008038 

Akhawas 

0814000501823700 

8.810 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.432 

-1.96 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.000 

0.01 

0.02 


Anwana 

0815000201943300 

42.315 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

11.816 

1.89 

0.020 

0.16 

0.01 

0.00 

0.00 

0.00 

0.60 

0.38 

0.59 

0.026 

0.07 

0.12 


Asanda 

0815000301946400 

9.299 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

3.379 

0.73 

0.080 

0.34 

0.02 

0.00 

0.00 

0.00 

0.52 

0.38 

1.32 

0.016 

0.11 

0.15 







Non-command 

Vindhyan Sandstone 

0.264 

0.73 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.11 

0.001 

0.01 

0.01 


Baithwasiya 

0815000201937100 

26.431 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

5.847 

0.66 

0.040 

0.16 

0.01 

0.00 

0.00 

0.00 

0.30 

0.19 

0.63 

0.022 

0.06 

0.09 


Bana Ka Bas 

0815000201943200 

59.289 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

11.006 

1.54 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.35 

0.23 

0.00 

0.024 

0.05 

0.08 


Bapini Khurd 

0815000201933100 

32.235 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.440 

0.62 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.002 

0.00 

0.01 


Baran Kalan 

0815000201938800 

15.330 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

13.035 

1.00 

0.020 

0.30 

0.01 

0.00 

0.00 

0.00 

0.55 

0.34 

1.17 

0.029 

0.22 

0.35 


Baran Khurd 

0815000201938700 

25.832 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

24.712 

0.89 

0.020 

0.36 

0.02 

0.00 

0.00 

0.00 

0.78 

0.48 

1.35 

0.054 

0.24 

0.39 


Barbata 

0814000501824200 

8.497 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

8.470 

-1.33 

0.030 

0.30 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.21 

0.000 

0.27 

0.41 


Barsaloo Kalan 

0815000201933600 

5.216 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.030 

0.61 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Barsaloo Khurd 

0815000201933700 

10.411 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

4.724 

2.03 

0.040 

0.09 

0.00 

0.00 

0.00 

0.00 

0.47 

0.30 

0.34 

0.018 

0.12 

0.19 


Basni Danwara 

0815000201942000 

21.759 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

8.858 

1.60 

0.020 

0.20 

0.01 

0.00 

0.00 

0.00 

0.47 

0.29 

0.76 

0.019 

0.10 

0.17 


Basnitarda 

0815000201938300 

10.235 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

10.235 

-0.01 

0.020 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.78 

0.022 

0.26 

0.41 


Beniwalon Ki Dhani 

0814000501823900 

2.916 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.334 

-1.38 

0.030 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.000 

0.03 

0.05 


Bhakhron Ki Dhani 

0815000201937400 

10.502 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

9.026 

0.65 

0.040 

0.27 

0.01 

0.00 

0.00 

0.00 

0.49 

0.30 

1.04 

0.034 

0.22 

0.35 


Bhari Nagar 

0815000201943000 

33.519 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

32.547 

0.12 

0.020 

0.47 

0.02 

0.00 

0.00 

0.00 

0.52 

0.35 

1.80 

0.071 

0.26 

0.40 


Bheeyadiya 

0815000201935100 

31.264 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

6.081 

0.79 

0.040 

0.07 

0.00 

0.00 

0.00 

0.00 

0.26 

0.16 

0.23 

0.023 

0.05 

0.08 


Birloka 

0814000501819600 

17.194 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.884 

-1.37 

0.030 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.000 

0.03 

0.04 


Chandrakh 

0815000201938600 

45.217 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

45.217 

0.92 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.86 

0.54 

0.00 

0.099 

0.25 

0.41 


Chantaliya 

0815000301946300 

22.083 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.634 

0.30 

0.050 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.001 

0.01 

0.01 







Non-command 

Vindhyan Sandstone 

16.620 

0.30 

0.020 

0.28 

0.01 

0.00 

0.00 

0.00 

0.37 

0.26 

1.07 

0.036 

0.22 

0.31 


Chhindiya 

0815000301945700 

11.051 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

11.051 

-0.60 

0.020 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.66 

0.024 

0.28 

0.41 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Koyla 

0825000402998400 

0.05 

0.01 

########## 

0.01 

- 

0.01 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.006 

0.010 

163.29 

Over Exploited 



0.04 

0.00 

9,599.33 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.005 

264.75 

Over Exploited 

Mada Ki Bassi 

0825000202980600 

0.06 

0.01 

########## 

0.01 

- 

0.01 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.017 

0.061 

369.61 

Over Exploited 



0.04 

0.00 

15,302.89 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

4,735.71 

Over Exploited 

Magar Talab 

0820000702457100 

0.08 

0.11 

408.73 

0.13 

0.00 

0.13 

0.02 

0.29 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.148 

0.007 

0.140 

0.112 

80.09 

Semi Critical 



0.08 

0.09 

316.55 

0.11 

0.02 

0.13 

0.02 

0.27 

- 

0.0100 

- 

- 

0.024 

0.034 

0.034 

0.162 

0.008 

0.154 

0.093 

60.13 

Safe 

Mevi Kalan 

0820000702455700 

0.12 

0.03 

277.33 

0.03 

- 

0.03 

0.02 

0.21 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.040 

0.002 

0.038 

0.113 

295.12 

Over Exploited 



0.08 

0.01 

494.64 

0.01 

- 

0.01 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.011 

0.038 

330.69 

Over Exploited 

Mevi Khurd 

0820000702455800 

0.12 

0.17 

115.60 

0.20 

- 

0.20 

0.02 

0.32 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.221 

0.011 

0.210 

0.177 

84.19 

Semi Critical 



0.08 

0.01 

1,052.91 

0.01 

- 

0.01 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.000 

0.009 

0.025 

265.96 

Over Exploited 

Nayagaon 

0820000702456500 

0.08 

0.08 

69.60 

0.09 

0.00 

0.09 

0.04 

0.52 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.101 

0.005 

0.096 

0.067 

69.39 

Safe 

Neembara 

0820000502435700 

0.10 

0.09 

619.34 

0.11 

0.02 

0.13 

0.01 

0.14 

- 

0.0100 

- 

- 

0.023 

0.033 

0.033 

0.161 

0.008 

0.153 

0.113 

73.69 

Semi Critical 

Panota 

0820000702455900 

0.12 

0.00 

1,704.56 

0.00 

- 

0.00 

0.00 

0.04 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.051 

411.97 

Over Exploited 



0.08 

0.20 

120.23 

0.24 

0.01 

0.25 

0.03 

0.40 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.278 

0.014 

0.264 

0.256 

96.94 

Critical 

Peelowani 

0820000702457600 

0.10 

0.38 

49.85 

0.46 

0.02 

0.48 

0.03 

0.46 

- 

0.0100 

- 

- 

0.029 

0.039 

0.039 

0.519 

0.026 

0.493 

0.386 

78.28 

Semi Critical 

Pipreloo 

0825000102968500 

0.04 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.003 

363.37 

Over Exploited 



0.04 

0.01 

########## 

0.01 

0.00 

0.01 

0.01 

0.13 

- 

- 

- 

- 

0.007 

0.008 

0.008 

0.022 

0.001 

0.020 

0.009 

45.10 

Safe 

Pratap Garh 

0820000502435600 

0.10 

0.23 

428.98 

0.28 

0.01 

0.30 

0.01 

0.19 

- 

- 

- 

- 

0.020 

0.020 

0.020 

0.316 

0.016 

0.300 

0.056 

18.63 

Safe 

Puthiya 

0825000402998800 

0.05 

0.01 

########## 

0.01 

- 

0.01 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.008 

113.43 

Over Exploited 



0.04 

0.00 

44,675.94 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

972.88 

Over Exploited 

Raipuriya 

0820000702455100 

0.10 

0.00 

1,067.33 

0.00 

0.01 

0.01 

0.00 

0.05 

- 

0.0100 

- 

- 

0.012 

0.022 

0.022 

0.033 

0.002 

0.031 

0.052 

166.55 

Over Exploited 

Roongri 

0820000702457700 

0.10 

0.29 

127.78 

0.34 

0.01 

0.36 

0.02 

0.34 

- 

0.0300 

- 

- 

0.021 

0.051 

0.051 

0.408 

0.020 

0.387 

0.285 

73.57 

Semi Critical 

Roop Nagar 

0825000402998600 

0.05 

0.03 

2,204.62 

0.04 

0.00 

0.04 

0.01 

0.16 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.053 

0.003 

0.050 

0.047 

92.83 

Critical 

Sapooni 

0820000502435400 

0.10 

0.02 

1,251.38 

0.02 

0.01 

0.03 

0.01 

0.07 

- 

- 

- 

- 

0.017 

0.017 

0.017 

0.047 

0.002 

0.044 

0.035 

78.53 

Semi Critical 

Septawa 

0820000702454600 

0.10 

0.00 

6,702.90 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.001 

73.27 

Semi Critical 

Sewantri 

0825000402998500 

0.05 

0.00 

14,144.52 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.019 

1,450.17 

Over Exploited 



0.04 

0.00 

229,128.46 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.021 

564.09 

Over Exploited 



0.04 

0.01 

5,239.78 

0.01 

- 

0.01 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.001 

0.018 

0.035 

200.95 

Over Exploited 

Siwas 

0820000702457500 

0.10 

0.32 

294.08 

0.39 

0.02 

0.41 

0.03 

0.42 

- 

0.1800 

- 

- 

- 

0.180 

0.180 

0.589 

0.029 

0.560 

1.652 

295.04 

Over Exploited 



0.10 

0.01 

1,888.68 

0.01 

- 

0.01 

0.01 

0.07 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.032 

0.002 

0.031 

0.209 

683.41 

Over Exploited 

Sodawas 

0820000502435300 

0.10 

0.20 

458.79 

0.24 

0.01 

0.25 

0.01 

0.21 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.277 

0.014 

0.263 

0.305 

115.90 

Over Exploited 

Somesar 

0820000702454800 

0.10 

0.00 

2,274.54 

0.00 

0.00 

0.01 

0.00 

0.04 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.007 

0.000 

0.007 

0.004 

51.57 

Safe 

Sonai Manji 

0820000502433200 

0.10 

0.09 

580.70 

0.11 

0.01 

0.12 

0.01 

0.12 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.146 

0.007 

0.139 

0.203 

146.44 

Over Exploited 



0.08 

0.00 

140,945.91 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sumer 

0820000702460500 

0.12 

0.01 

533,154.74 

0.02 

- 

0.02 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.017 

0.001 

0.016 

0.050 

317.88 

Over Exploited 



0.08 

0.00 

4,905.51 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.016 

396.46 

Over Exploited 



0.08 

0.00 

3,746.58 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.004 

0.015 

325.12 

Over Exploited 

Tewali Kalan 

0820000502436200 

0.10 

0.06 

432.58 

0.07 

0.00 

0.07 

0.02 

0.23 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.086 

0.004 

0.082 

0.117 

143.12 

Over Exploited 

Tewali Khurd 

0820000502436300 

0.10 

0.00 

69,287.39 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Tokarla 

0820000702459800 

0.10 

0.22 

158.94 

0.27 

0.01 

0.27 

0.04 

0.52 

- 

0.0200 

- 

- 

0.009 

0.029 

0.029 

0.304 

0.015 

0.288 

0.155 

53.78 

Safe 

Umarwas 

0825000402996400 

0.05 

0.04 

########## 

0.05 

- 

0.05 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.059 

0.003 

0.056 

0.108 

190.98 

Over Exploited 



0.04 

0.01 

########## 

0.02 

0.01 

0.03 

0.01 

0.10 

- 

0.0100 

- 

- 

0.016 

0.026 

0.026 

0.054 

0.003 

0.051 

0.071 

138.88 

Over Exploited 

Wandar 

0820000702455200 

0.10 

0.10 

244.70 

0.12 

0.00 

0.12 

0.02 

0.22 

- 

0.0300 

- 

- 

0.004 

0.034 

0.034 

0.153 

0.008 

0.146 

0.294 

202.25 

Over Exploited 


Sub Basin: Luni | 

Akhawas 

0814000501823700 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.030 

6,223.87 

Over Exploited 

Anwana 

0815000201943300 

0.05 

0.04 

775.97 

0.05 

0.01 

0.06 

0.01 

0.08 

0.01 

0.0200 

- 

- 

- 

0.020 

0.026 

0.088 

0.004 

0.084 

0.616 

734.69 

Over Exploited 

Asanda 

0815000301946400 

0.10 

0.04 

937.63 

0.04 

0.02 

0.06 

0.01 

0.12 

0.00 

0.0500 

- 

- 

- 

0.050 

0.055 

0.119 

0.006 

0.113 

1.336 

1,184.47 

Over Exploited 



0.10 

0.00 

13,550.27 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.114 

40,401.30 

Over Exploited 

Baithwasiya 

0815000201937100 

0.06 

0.02 

853.77 

0.02 

0.01 

0.03 

0.01 

0.06 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.056 

0.003 

0.054 

0.652 

1,217.93 

Over Exploited 

Bana Ka Bas 

0815000201943200 

0.05 

0.03 

730.03 

0.03 

- 

0.03 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.004 

0.037 

0.002 

0.035 

0.024 

69.16 

Safe 

Bapini Khurd 

0815000201933100 

0.06 

0.00 

14,136.70 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.020 

16,802.26 

Over Exploited 

Baran Kalan 

0815000201938800 

0.05 

0.14 

142.15 

0.17 

0.01 

0.18 

0.03 

0.25 

0.02 

0.0400 

- 

- 

- 

0.040 

0.061 

0.239 

0.012 

0.227 

1.195 

526.05 

Over Exploited 

Baran Khurd 

0815000201938700 

0.05 

0.30 

60.55 

0.36 

0.02 

0.38 

0.04 

0.28 

0.04 

0.0500 

- 

- 

- 

0.050 

0.094 

0.473 

0.024 

0.449 

1.408 

313.66 

Over Exploited 

Barbata 

0814000501824200 

0.08 

0.18 

- 

0.18 

0.02 

0.20 

0.04 

0.31 

0.03 

0.0500 

- 

- 

- 

0.050 

0.076 

0.280 

0.028 

0.252 

1.210 

480.72 

Over Exploited 

Barsaloo Kalan 

0815000201933600 

0.06 

0.00 

14,816.83 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Barsaloo Khurd 

0815000201933700 

0.06 

0.03 

799.82 

0.04 

- 

0.04 

0.02 

0.13 

0.00 

0.0100 

- 

- 

- 

0.010 

0.015 

0.054 

0.003 

0.052 

0.360 

697.22 

Over Exploited 

Basni Danwara 

0815000201942000 

0.05 

0.05 

537.38 

0.06 

0.01 

0.07 

0.02 

0.12 

0.01 

0.0300 

- 

- 

- 

0.030 

0.037 

0.102 

0.005 

0.097 

0.777 

800.99 

Over Exploited 

Basnitarda 

0815000201938300 

0.05 

0.13 

- 

0.13 

0.01 

0.14 

0.04 

0.30 

0.02 

0.0300 

- 

- 

- 

0.030 

0.049 

0.192 

0.019 

0.173 

0.800 

462.30 

Over Exploited 

Beniwalon Ki Dhani 

0814000501823900 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.212 

2,152.10 

Over Exploited 

Bhakhron Ki Dhani 

0815000201937400 

0.06 

0.12 

158.73 

0.14 

0.01 

0.15 

0.03 

0.25 

0.02 

0.0400 

- 

- 

- 

0.040 

0.057 

0.208 

0.010 

0.198 

1.075 

543.37 

Over Exploited 

Bhari Nagar 

0815000201943000 

0.05 

0.43 

(19.19) 

0.35 

0.02 

0.37 

0.04 

0.30 

0.06 

0.0700 

- 

- 

0.003 

0.073 

0.132 

0.501 

0.025 

0.476 

1.871 

392.81 

Over Exploited 

Bheeyadiya 

0815000201935100 

0.06 

0.02 

797.52 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.034 

0.002 

0.032 

0.257 

792.81 

Over Exploited 

Birloka 

0814000501819600 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.015 

0.001 

0.013 

0.151 

1,127.33 

Over Exploited 

Chandrakh 

0815000201938600 

0.05 

0.58 

(7.09) 

0.54 

- 

0.54 

0.04 

0.29 

0.08 

- 

- 

- 

- 

- 

0.084 

0.619 

0.031 

0.588 

0.099 

16.87 

Safe 

Chantaliya 

0815000301946300 

0.07 

0.00 

3,673.92 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.033 

7,120.56 

Over Exploited 



0.05 

0.18 

45.17 

0.22 

0.01 

0.23 

0.03 

0.25 

0.02 

0.0400 

- 

- 

- 

0.040 

0.064 

0.293 

0.015 

0.278 

1.102 

396.72 

Over Exploited 

Chhindiya 

0815000301945700 

0.05 

0.15 

- 

0.15 

0.01 

0.16 

0.04 

0.32 

0.02 

0.0200 

- 

- 

- 

0.020 

0.041 

0.205 

0.021 

0.185 

0.686 

371.75 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Chindri 

081500020194280C 

21.165 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

21.165 

-0.04 

0.020 

0.38 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.45 

0.046 

0.26 

0.41 


Danwara 

0815000201942100 

33.440 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

24.134 

1.12 

0.020 

0.22 

0.01 

0.00 

0.00 

0.00 

0.75 

0.46 

0.82 

0.053 

0.18 

0.30 


Dhanari Kalan 

0815000201942900 

19.217 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

19.217 

-0.25 

0.020 

0.58 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.28 

0.042 

0.27 

0.41 


Dhanari Khurd 

0815000301945500 

17.384 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

17.384 

-0.77 

0.020 

0.43 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.69 

0.038 

0.27 

0.41 


Dhandhora 

0815000301946200 

15.648 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

12.315 

-0.84 

0.080 

0.48 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.83 

0.059 

0.23 

0.32 







Non-command 

Vindhyan Sandstone 

0.954 

-0.84 

0.060 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.005 

0.02 

0.02 


Dodiyal 

0815000301946000 

5.396 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

1.856 

-1.86 

0.080 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.009 

0.10 

0.14 







Non-command 

Vindhyan Sandstone 

3.019 

-1.86 

0.060 

0.21 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.83 

0.015 

0.16 

0.23 


Gajsinghpura 

0815000301946500 

38.132 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.654 

0.47 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.003 

0.01 

0.01 


Geengala 

0815000201938500 

12.116 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

12.116 

0.94 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.15 

0.00 

0.027 

0.26 

0.41 


Godaron Ki Dhani 

0814000501824000 

5.040 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.490 

-1.13 

0.030 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.000 

0.08 

0.12 


Gulasar 

0814000501819700 

5.078 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.007 

-1.41 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Hadman Sagar 

0815000201937900 

17.196 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

17.196 

1.41 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.49 

0.31 

0.00 

0.038 

0.26 

0.41 


Haniya 

0815000201937600 

15.122 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

15.122 

0.91 

0.020 

0.24 

0.01 

0.00 

0.00 

0.00 

0.50 

0.31 

0.94 

0.033 

0.25 

0.41 


Haripura 

0815000201936800 

14.207 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

9.384 

0.82 

0.040 

0.16 

0.01 

0.00 

0.00 

0.00 

0.46 

0.28 

0.58 

0.035 

0.17 

0.27 


Hatundi 

0815000201938400 

18.154 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

18.154 

0.65 

0.020 

0.69 

0.03 

0.00 

0.00 

0.00 

0.90 

0.56 

2.69 

0.040 

0.26 

0.41 


Hempura 

0814000501819500 

10.788 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

2.022 

-1.42 

0.030 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.000 

0.05 

0.08 


Isar Navra 

0814000501819900 

10.588 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

9.845 

-1.04 

0.030 

0.31 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.24 

0.000 

0.24 

0.38 


Jaitiyawas 

0815000201942400 

18.252 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

18.252 

1.26 

0.020 

0.19 

0.01 

0.00 

0.00 

0.00 

0.64 

0.40 

0.72 

0.040 

0.26 

0.41 


Jaswant Nagar (Beni 

0814000501824400 

4.551 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

3.513 

-1.96 

0.030 

0.30 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.18 

0.000 

0.22 

0.32 


Kajnau Kalan 

0815000301947500 

32.107 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

5.779 

0.49 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.12 

0.09 

0.26 

0.013 

0.05 

0.07 


Kajnau Khurd 

0815000301945800 

16.246 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.814 

0.61 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.07 

0.002 

0.01 

0.02 


Kapooriya 

0815000201933800 

26.993 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

22.479 

2.14 

0.040 

0.38 

0.02 

0.00 

0.00 

0.00 

2.28 

1.42 

1.40 

0.084 

0.21 

0.34 


Khabaniya 

0815000201938100 

10.599 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

10.599 

-0.77 

0.040 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.74 

0.040 

0.26 

0.41 


Kharda Mewasa 

0815000201941900 

43.995 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.327 

1.06 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.05 

0.005 

0.01 

0.01 


Khindakor 

0815000201937500 

23.557 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

23.557 

0.87 

0.020 

0.62 

0.03 

0.00 

0.00 

0.00 

1.00 

0.62 

2.42 

0.052 

0.25 

0.41 


Khundala 

0814000501824300 

22.016 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

20.941 

-1.79 

0.030 

1.01 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

4.02 

0.000 

0.26 

0.39 


Kinjari 

0815000201938000 

25.387 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

24.375 

0.53 

0.040 

0.42 

0.02 

0.00 

0.00 

0.00 

0.91 

0.57 

1.55 

0.091 

0.25 

0.39 


Kurchhi 

0814000501824100 

46.388 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

45.460 

-0.77 

0.030 

1.13 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

4.51 

0.000 

0.26 

0.40 


Lakheta 

0815000201934000 

15.751 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

4.676 

0.57 

0.040 

0.24 

0.01 

0.00 

0.00 

0.00 

0.34 

0.21 

0.95 

0.017 

0.07 

0.12 


Madhaniyon Ki Dhani 

0814000501820000 

20.802 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.124 

-0.96 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.000 

0.00 

0.00 


Magra Nagar 

0815000201937700 

3.857 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

3.857 

0.98 

0.020 

0.18 

0.01 

0.00 

0.00 

0.00 

0.25 

0.15 

0.72 

0.008 

0.25 

0.41 


Mansagar 

0815000201942200 

12.231 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

12.231 

1.36 

0.020 

0.55 

0.03 

0.00 

0.00 

0.00 

0.85 

0.53 

2.17 

0.027 

0.26 

0.41 


Matora 

0815000201934100 

69.623 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.246 

1.00 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.04 

0.005 

0.00 

0.01 


Mornawara 

0815000301945600 

10.831 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

10.831 

-1.33 

0.020 

0.33 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.30 

0.024 

0.28 

0.41 


Nagri 

0814000501824500 

35.808 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.180 

-2.01 

0.050 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.000 

0.00 

0.00 







Non-command 

Vindhyan Sandstone 

3.511 

-2.01 

0.030 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.000 

0.03 

0.04 


Nandiya Jajra 

0815000201943100 

25.343 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

20.702 

0.80 

0.020 

0.40 

0.02 

0.00 

0.00 

0.00 

0.71 

0.46 

1.54 

0.045 

0.22 

0.34 


Nandiya Kalan 

0815000201942500 

28.742 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

28.469 

1.18 

0.020 

1.28 

0.06 

0.00 

0.00 

0.00 

1.89 

1.20 

5.03 

0.062 

0.26 

0.41 


Nandiya Khurd 

0815000201942700 

18.623 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

18.623 

0.53 

0.020 

0.82 

0.04 

0.00 

0.00 

0.00 

0.98 

0.62 

3.24 

0.041 

0.26 

0.41 


Osian 

0815000201936700 

75.108 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

24.375 

0.80 

0.040 

0.08 

0.01 

0.00 

0.00 

0.00 

0.85 

0.52 

0.20 

0.091 

0.08 

0.13 


Panchla Siddha 

0814000501820100 

14.857 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.202 

-1.03 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.000 

0.00 

0.01 


Panditji Ki Dhani 

0815000201937000 

32.945 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

31.352 

0.45 

0.040 

1.24 

0.06 

0.00 

0.00 

0.00 

1.75 

1.07 

4.82 

0.117 

0.24 

0.39 


Papasani 

0814000501819800 

18.884 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

14.630 

-1.46 

0.030 

0.32 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.27 

0.000 

0.20 

0.32 


Parasala 

0815000201936900 

44.951 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

19.278 

0.38 

0.040 

0.76 

0.04 

0.00 

0.00 

0.00 

1.02 

0.62 

2.96 

0.072 

0.11 

0.18 


Pratapnagar 

0815000201936600 

9.778 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.063 

0.77 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Raikoriya 

0815000201942300 

16.747 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

16.747 

1.07 

0.020 

0.15 

0.01 

0.00 

0.00 

0.00 

0.50 

0.31 

0.53 

0.037 

0.26 

0.41 


Raimalwara 

0815000201933900 

56.651 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

55.903 

0.51 

0.040 

1.78 

0.09 

0.00 

0.00 

0.00 

2.82 

1.74 

6.85 

0.209 

0.25 

0.40 


Sili 

0815000201938200 

11.820 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

11.820 

0.10 

0.040 

0.47 

0.02 

0.00 

0.00 

0.00 

0.50 

0.31 

1.82 

0.044 

0.26 

0.41 


Soyla 

0815000301945900 

24.838 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.181 

-1.07 

0.050 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 







Non-command 

Vindhyan Sandstone 

24.658 

-1.07 

0.020 

0.71 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.75 

0.054 

0.28 

0.41 


Tapoo 

0815000201937800 

14.144 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

14.144 

1.62 

0.020 

0.55 

0.03 

0.00 

0.00 

0.00 

0.98 

0.61 

2.16 

0.031 

0.25 

0.41 


Thob 

0815000201937300 

35.625 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

6.653 

0.82 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.25 

0.15 

0.07 

0.025 

0.05 

0.08 


Umadesar 

0815000201942600 

13.044 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

13.044 

0.74 

0.020 

0.23 

0.01 

0.00 

0.00 

0.00 

0.41 

0.26 

0.88 

0.029 

0.26 

0.41 

11008039 

Asawari 

0814000401817000 

26.831 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

26.831 

-1.33 

0.030 

0.43 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.72 

0.000 

0.35 

0.45 


Asop 

0815000301946900 

95.688 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

64.666 

0.91 

0.080 

0.81 

0.04 

0.00 

0.00 

0.01 

5.47 

4.53 

2.85 

0.312 

0.23 

0.27 







Non-command 

Vindhyan Sandstone 

24.101 

0.91 

0.060 

0.37 

0.01 

0.00 

0.00 

0.01 

1.67 

1.38 

1.35 

0.116 

0.08 

0.10 


Bagoriya 

0815000301952700 

20.290 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

7.266 

1.87 

0.060 

0.06 

0.00 

0.00 

0.00 

0.00 

0.87 

0.80 

0.19 

0.035 

0.12 

0.13 


Barni Kalan 

0815000301949200 

7.700 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

1.711 

0.87 

0.080 

0.17 

0.01 

0.00 

0.00 

0.00 

0.28 

0.24 

0.66 

0.008 

0.08 

0.09 







Non-command 

Vindhyan Sandstone 

5.989 

0.87 

0.060 

0.73 

0.04 

0.00 

0.00 

0.00 

1.00 

0.88 

2.89 

0.029 

0.27 

0.30 


Barni Khurd 

0815000301949700 

22.166 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

8.913 

0.13 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.15 

0.13 

0.18 

0.043 

0.14 

0.16 







Non-command 

Vindhyan Sandstone 

13.253 

0.13 

0.060 

0.10 

0.00 

0.00 

0.00 

0.00 

0.20 

0.17 

0.30 

0.064 

0.21 

0.24 


Basni Buddha 

0815000301953000 

10.005 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

2.441 

1.44 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.24 

0.23 

0.11 

0.012 

0.09 

0.09 


Basni Harisingh 

0815000301946700 

23.944 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.483 

1.23 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.00 

0.002 

0.01 

0.01 


Basni Saindwa 

0815000301949900 

7.367 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

7.367 

1.98 

0.060 

0.07 

0.00 

0.00 

0.00 

0.00 

0.94 

0.83 

0.22 

0.035 

0.34 

0.39 


Bhopalgarh 

0815000301950000 

78.598 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

75.956 

1.67 

0.060 

2.88 

0.14 

0.00 

0.00 

0.00 

10.34 

9.21 

11.05 

0.366 

0.33 

0.37 


Chapla 

0815000301953100 

7.017 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

3.842 

0.70 

0.060 

0.22 

0.01 

0.00 

0.00 

0.00 

0.37 

0.35 

0.85 

0.019 

0.19 

0.21 


Chittani 

0814000401816800 

7.650 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

3.028 

-1.25 

0.030 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.48 

0.000 

0.14 

0.19 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Chindri 

081500020194280C 

0.05 

0.28 

- 

0.28 

0.02 

0.30 

0.04 

0.30 

0.04 

0.0500 

- 

- 

- 

0.050 

0.090 

0.388 

0.039 

0.349 

1.500 

429.39 

Over Exploited 

Danwara 

0815000201942100 

0.05 

0.22 

109.64 

0.26 

0.01 

0.27 

0.03 

0.21 

0.03 

0.0300 

- 

- 

- 

0.030 

0.062 

0.337 

0.017 

0.320 

0.876 

273.49 

Over Exploited 

Dhanari Kalan 

0815000201942900 

0.05 

0.26 

- 

0.26 

0.03 

0.29 

0.04 

0.31 

0.04 

0.0900 

- 

- 

- 

0.090 

0.126 

0.413 

0.041 

0.372 

2.317 

623.27 

Over Exploited 

Dhanari Khurd 

0815000301945500 

0.05 

0.24 

- 

0.24 

0.02 

0.26 

0.04 

0.31 

0.03 

0.0600 

- 

- 

0.001 

0.061 

0.094 

0.352 

0.035 

0.317 

1.723 

543.17 

Over Exploited 

Dhandhora 

0815000301946200 

0.10 

0.28 

- 

0.28 

0.02 

0.30 

0.03 

0.26 

0.04 

0.0700 

- 

- 

- 

0.070 

0.107 

0.412 

0.041 

0.371 

1.889 

509.70 

Over Exploited 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.193 

1,793.63 

Over Exploited 

Dodiyal 

0815000301946000 

0.10 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.11 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.031 

0.003 

0.028 

0.399 

1,441.88 

Over Exploited 



0.10 

0.05 

- 

0.05 

0.01 

0.06 

0.02 

0.18 

0.01 

0.0300 

- 

- 

- 

0.030 

0.037 

0.095 

0.009 

0.085 

0.840 

983.57 

Over Exploited 

Gajsinghpura 

0815000301946500 

0.10 

0.00 

7,434.69 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.033 

7,729.72 

Over Exploited 

Geengala 

0815000201938500 

0.05 

0.16 

(4.93) 

0.15 

0.00 

0.15 

0.04 

0.29 

0.02 

- 

- 

- 

0.001 

0.001 

0.023 

0.172 

0.009 

0.163 

0.027 

16.30 

Safe 

Godaron Ki Dhani 

0814000501824000 

0.08 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.021 

0.002 

0.019 

0.182 

970.92 

Over Exploited 

Gulasar 

0814000501819700 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Hadman Sagar 

0815000201937900 

0.05 

0.22 

39.74 

0.26 

0.00 

0.26 

0.04 

0.29 

0.03 

- 

- 

- 

0.001 

0.001 

0.033 

0.296 

0.015 

0.281 

0.038 

13.41 

Safe 

Haniya 

0815000201937600 

0.05 

0.19 

62.40 

0.23 

0.01 

0.24 

0.04 

0.29 

0.03 

0.0400 

- 

- 

- 

0.040 

0.068 

0.308 

0.015 

0.292 

0.969 

331.37 

Over Exploited 

Haripura 

0815000201936800 

0.06 

0.09 

199.41 

0.11 

0.01 

0.12 

0.02 

0.19 

0.01 

0.0200 

- 

- 

- 

0.020 

0.034 

0.156 

0.008 

0.148 

0.611 

411.83 

Over Exploited 

Hatundi 

0815000201938400 

0.05 

0.23 

140.29 

0.28 

0.03 

0.31 

0.04 

0.29 

0.03 

0.1000 

- 

- 

- 

0.100 

0.134 

0.444 

0.022 

0.422 

2.733 

647.29 

Over Exploited 

Hempura 

0814000501819500 

0.08 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.019 

0.002 

0.017 

0.393 

2,288.27 

Over Exploited 

Isar Navra 

0814000501819900 

0.08 

0.19 

- 

0.19 

0.02 

0.21 

0.04 

0.28 

0.03 

0.0500 

- 

- 

- 

0.050 

0.078 

0.290 

0.029 

0.261 

1.240 

474.58 

Over Exploited 

Jaitiyawas 

0815000201942400 

0.05 

0.24 

70.05 

0.28 

0.01 

0.29 

0.04 

0.30 

0.03 

0.0300 

- 

- 

- 

0.030 

0.064 

0.356 

0.018 

0.339 

0.760 

224.46 

Over Exploited 

Jaswant Nagar (Beni 

0814000501824400 

0.08 

0.06 

- 

0.06 

0.01 

0.07 

0.03 

0.25 

0.01 

0.0400 

- 

- 

- 

0.040 

0.048 

0.119 

0.012 

0.107 

1.180 

1,099.24 

Over Exploited 

Kajnau Kalan 

0815000301947500 

0.05 

0.01 

478.60 

0.02 

0.00 

0.02 

0.01 

0.06 

0.00 

0.0100 

- 

- 

0.005 

0.015 

0.017 

0.038 

0.002 

0.036 

0.272 

758.48 

Over Exploited 

Kajnau Khurd 

0815000301945800 

0.05 

0.00 

3,488.55 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.074 

10,237.25 

Over Exploited 

Kapooriya 

0815000201933800 

0.06 

0.29 

396.40 

0.34 

0.02 

0.36 

0.03 

0.24 

0.04 

0.0500 

- 

- 

0.001 

0.051 

0.093 

0.457 

0.023 

0.434 

1.482 

341.65 

Over Exploited 

Khabaniya 

0815000201938100 

0.06 

0.16 

- 

0.16 

0.01 

0.17 

0.04 

0.30 

0.02 

0.0300 

- 

- 

- 

0.030 

0.054 

0.229 

0.023 

0.206 

0.778 

377.47 

Over Exploited 

Kharda Mewasa 

0815000201941900 

0.06 

0.00 

7,645.08 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.059 

7,565.28 

Over Exploited 

Khindakor 

0815000201937500 

0.05 

0.30 

106.93 

0.36 

0.03 

0.39 

0.04 

0.29 

0.04 

0.0900 

- 

- 

- 

0.090 

0.134 

0.522 

0.026 

0.495 

2.471 

498.68 

Over Exploited 

Khundala 

0814000501824300 

0.08 

0.44 

- 

0.44 

0.05 

0.49 

0.04 

0.30 

0.06 

0.1500 

- 

- 

- 

0.150 

0.212 

0.703 

0.070 

0.633 

4.023 

635.95 

Over Exploited 

Kinjari 

0815000201938000 

0.06 

0.36 

58.88 

0.43 

0.02 

0.45 

0.04 

0.28 

0.05 

0.0600 

- 

- 

0.001 

0.061 

0.113 

0.567 

0.028 

0.538 

1.639 

304.40 

Over Exploited 

Kurchhi 

0814000501824100 

0.08 

0.95 

- 

0.95 

0.06 

1.01 

0.04 

0.30 

0.14 

0.1700 

- 

- 

- 

0.170 

0.306 

1.312 

0.131 

1.181 

4.507 

381.60 

Over Exploited 

Lakheta 

0815000201934000 

0.06 

0.02 

888.19 

0.03 

0.01 

0.04 

0.01 

0.09 

0.00 

0.0400 

- 

- 

- 

0.040 

0.043 

0.078 

0.004 

0.074 

0.971 

1,305.49 

Over Exploited 

Madhaniyon Ki Dhani 

0814000501820000 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.030 

######### 

Over Exploited 

Magra Nagar 

0815000201937700 

0.05 

0.05 

210.08 

0.06 

0.01 

0.07 

0.04 

0.29 

0.01 

0.0300 

- 

- 

- 

0.030 

0.037 

0.106 

0.005 

0.101 

0.728 

722.90 

Over Exploited 

Mansagar 

0815000201942200 

0.05 

0.16 

238.45 

0.19 

0.03 

0.22 

0.04 

0.29 

0.02 

0.0800 

- 

- 

- 

0.080 

0.103 

0.320 

0.016 

0.304 

2.194 

720.64 

Over Exploited 

Matora 

0815000201934100 

0.06 

0.00 

10,864.81 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.041 

9,435.36 

Over Exploited 

Mornawara 

0815000301945600 

0.05 

0.15 

- 

0.15 

0.02 

0.17 

0.04 

0.32 

0.02 

0.0500 

- 

- 

- 

0.050 

0.071 

0.241 

0.024 

0.217 

1.320 

608.52 

Over Exploited 

Nagri 

0814000501824500 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.028 

######### 

Over Exploited 



0.08 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.019 

0.002 

0.017 

0.393 

2,313.44 

Over Exploited 

Nandiya Jajra 

0815000201943100 

0.05 

0.23 

104.90 

0.27 

0.02 

0.29 

0.03 

0.25 

0.03 

0.0600 

- 

- 

- 

0.060 

0.092 

0.383 

0.019 

0.364 

1.586 

435.53 

Over Exploited 

Nandiya Kalan 

0815000201942500 

0.05 

0.37 

226.09 

0.44 

0.06 

0.50 

0.04 

0.29 

0.05 

0.1900 

- 

- 

- 

0.190 

0.243 

0.743 

0.037 

0.706 

5.088 

720.67 

Over Exploited 

Nandiya Khurd 

0815000201942700 

0.05 

0.24 

154.80 

0.29 

0.04 

0.33 

0.04 

0.30 

0.03 

0.1200 

- 

- 

0.003 

0.123 

0.157 

0.491 

0.025 

0.467 

3.281 

702.81 

Over Exploited 

Osian 

0815000201936700 

0.06 

0.12 

335.46 

0.14 

0.01 

0.15 

0.01 

0.09 

0.02 

0.0200 

- 

- 

- 

0.020 

0.038 

0.191 

0.010 

0.181 

0.289 

159.35 

Over Exploited 

Panchla Siddha 

0814000501820100 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.030 

49,180.90 

Over Exploited 

Panditji Ki Dhani 

0815000201937000 

0.06 

0.45 

137.88 

0.54 

0.06 

0.60 

0.04 

0.28 

0.07 

0.1800 

- 

- 

0.000 

0.181 

0.247 

0.849 

0.042 

0.806 

4.941 

612.87 

Over Exploited 

Papasani 

0814000501819800 

0.08 

0.24 

- 

0.24 

0.02 

0.26 

0.03 

0.23 

0.03 

0.0500 

- 

- 

- 

0.050 

0.085 

0.341 

0.034 

0.307 

1.271 

414.03 

Over Exploited 

Parasala 

0815000201936900 

0.06 

0.13 

398.63 

0.15 

0.04 

0.19 

0.02 

0.12 

0.02 

0.1100 

- 

- 

- 

0.110 

0.128 

0.318 

0.016 

0.303 

3.036 

1,003.54 

Over Exploited 

Pratapnagar 

0815000201936600 

0.06 

0.00 

19,445.08 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Raikoriya 

0815000201942300 

0.05 

0.21 

44.51 

0.26 

0.01 

0.27 

0.04 

0.29 

0.03 

0.0200 

- 

- 

- 

0.020 

0.051 

0.318 

0.016 

0.303 

0.570 

188.32 

Over Exploited 

Raimalwara 

0815000201933900 

0.06 

0.84 

107.89 

1.00 

0.09 

1.09 

0.04 

0.29 

0.12 

0.2600 

- 

- 

- 

0.260 

0.383 

1.477 

0.074 

1.403 

7.058 

502.91 

Over Exploited 

Sili 

0815000201938200 

0.06 

0.18 

71.59 

0.22 

0.02 

0.24 

0.04 

0.30 

0.03 

0.0700 

- 

- 

- 

0.070 

0.097 

0.337 

0.017 

0.320 

1.862 

582.18 

Over Exploited 

Soyla 

0815000301945900 

0.07 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.011 

42,529.90 

Over Exploited 



0.05 

0.35 

- 

0.35 

0.03 

0.38 

0.04 

0.32 

0.05 

0.1000 

- 

- 

- 

0.100 

0.147 

0.526 

0.053 

0.473 

2.804 

592.25 

Over Exploited 

Tapoo 

0815000201937800 

0.05 

0.18 

236.81 

0.22 

0.03 

0.25 

0.04 

0.29 

0.03 

0.0800 

- 

- 

0.000 

0.081 

0.107 

0.353 

0.018 

0.335 

2.191 

653.44 

Over Exploited 

Thob 

0815000201937300 

0.06 

0.02 

714.16 

0.02 

- 

0.02 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.003 

0.025 

0.001 

0.024 

0.097 

402.64 

Over Exploited 

Umadesar 

0815000201942600 

0.05 

0.17 

54.13 

0.20 

0.01 

0.21 

0.04 

0.30 

0.02 

0.0300 

- 

- 

- 

0.030 

0.054 

0.266 

0.013 

0.253 

0.907 

358.62 

Over Exploited 

Asawari 

0814000401817000 

0.08 

0.76 

- 

0.76 

0.02 

0.78 

0.04 

0.39 

0.09 

0.0600 

- 

- 

- 

0.060 

0.147 

0.927 

0.093 

0.834 

1.724 

206.67 

Over Exploited 

Asop 

0815000301946900 

0.10 

1.46 

209.12 

1.76 

0.05 

1.81 

0.03 

0.25 

0.17 

0.1100 

- 

- 

0.015 

0.125 

0.296 

2.103 

0.105 

1.998 

3.162 

158.22 

Over Exploited 



0.10 

0.13 

3,663.19 

0.16 

0.02 

0.18 

0.01 

0.09 

0.02 

0.0500 

- 

- 

0.015 

0.065 

0.080 

0.259 

0.013 

0.246 

1.466 

595.50 

Over Exploited 

Bagoriya 

0815000301952700 

0.10 

0.09 

801.44 

0.11 

- 

0.11 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.117 

0.006 

0.111 

0.223 

200.54 

Over Exploited 

Barni Kalan 

0815000301949200 

0.10 

0.01 

1,777.49 

0.02 

0.01 

0.03 

0.01 

0.08 

0.00 

0.0200 

- 

- 

- 

0.020 

0.021 

0.047 

0.002 

0.045 

0.668 

1,494.71 

Over Exploited 



0.10 

0.16 

450.51 

0.19 

0.04 

0.23 

0.03 

0.30 

0.02 

0.1100 

- 

- 

- 

0.110 

0.128 

0.359 

0.018 

0.341 

2.917 

855.28 

Over Exploited 

Barni Khurd 

0815000301949700 

0.10 

0.12 

8.02 

0.13 

- 

0.13 

0.02 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.144 

0.007 

0.137 

0.223 

163.31 

Over Exploited 



0.10 

0.27 

(36.41) 

0.22 

0.00 

0.22 

0.02 

0.23 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.240 

0.012 

0.228 

0.364 

159.30 

Over Exploited 

Basni Buddha 

0815000301953000 

0.10 

0.02 

980.49 

0.03 

- 

0.03 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.025 

0.001 

0.024 

0.125 

520.24 

Over Exploited 

Basni Harisingh 

0815000301946700 

0.10 

0.00 

11,846.45 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

598.64 

Over Exploited 

Basni Saindwa 

0815000301949900 

0.10 

0.25 

231.19 

0.30 

- 

0.30 

0.04 

0.38 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.309 

0.015 

0.294 

0.253 

86.37 

Semi Critical 

Bhopalgarh 

0815000301950000 

0.10 

2.48 

270.83 

2.98 

0.14 

3.12 

0.04 

0.36 

- 

0.4100 

- 

- 

- 

0.410 

0.410 

3.530 

0.177 

3.354 

11.414 

340.35 

Over Exploited 

Chapla 

0815000301953100 

0.10 

0.07 

364.88 

0.09 

0.01 

0.10 

0.02 

0.22 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.130 

0.006 

0.123 

0.867 

702.83 

Over Exploited 

Chittani 

0814000401816800 

0.08 

0.03 

- 

0.03 

0.01 

0.04 

0.02 

0.16 

0.00 

0.0200 

- 

- 

- 

0.020 

0.024 

0.068 

0.007 

0.061 

0.484 

790.23 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Dadhwari 

0814000601827100 

26.732 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

4.221 

-1.53 

0.040 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.002 

0.06 

0.07 


Dadmi 

0815000301949600 

13.653 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

9.883 

-1.22 

0.080 

0.61 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.37 

0.048 

0.25 

0.29 







Non-command 

Vindhyan Sandstone 

3.770 

-1.22 

0.060 

0.29 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.13 

0.018 

0.10 

0.11 


Dhadhesri 

0815000301953300 

10.557 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.018 

0.47 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dhawa 

0814000401816900 

38.605 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

7.820 

-1.47 

0.030 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.000 

0.07 

0.09 


Dheengawas 

0814000401817100 

14.635 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

11.776 

-1.23 

0.050 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.000 

0.28 

0.35 







Non-command 

Vindhyan Sandstone 

2.859 

-1.23 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.000 

0.07 

0.08 


Dhoroo 

0815000301952600 

13.482 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

2.609 

1.24 

0.060 

0.09 

0.00 

0.00 

0.00 

0.00 

0.28 

0.25 

0.34 

0.013 

0.07 

0.07 


Diyawari 

0814000401815800 

25.941 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

3.730 

-0.50 

0.050 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.000 

0.05 

0.06 







Non-command 

Vindhyan Sandstone 

7.597 

-0.50 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.000 

0.10 

0.13 


Garasani 

0815000301949500 

20.627 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

20.627 

-1.20 

0.080 

0.34 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.23 

0.099 

0.35 

0.41 


Govindpura 

0815000301949400 

5.994 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

4.780 

-0.46 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.023 

0.27 

0.33 







Non-command 

Vindhyan Sandstone 

1.213 

-0.46 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.006 

0.07 

0.08 


Harsolao 

0814000601826300 

98.934 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

8.395 

-1.53 

0.070 

0.10 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.003 

0.03 

0.04 







Non-command 

Vindhyan Sandstone 

44.709 

-1.53 

0.040 

0.55 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.17 

0.017 

0.16 

0.19 


Hingoli 

0815000301949000 

27.991 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

19.436 

2.04 

0.060 

0.90 

0.04 

0.00 

0.00 

0.00 

3.24 

2.65 

3.49 

0.094 

0.22 

0.27 


Kankrai 

0814000401815700 

23.054 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.002 

-0.39 

0.050 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Karwasaron Ki Dhani 

0814000601826200 

2.847 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

2.827 

-1.64 

0.040 

0.29 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.16 

0.001 

0.35 

0.41 


Kukarda 

0815000301946800 

17.757 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

1.011 

1.03 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.09 

0.005 

0.02 

0.02 


Kumbhara 

0815000301949100 

29.878 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

29.878 

1.92 

0.060 

0.54 

0.02 

0.00 

0.00 

0.00 

3.97 

3.37 

1.99 

0.144 

0.33 

0.39 


Lawari 

0815000301947100 

9.605 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

2.623 

1.26 

0.080 

0.18 

0.01 

0.00 

0.00 

0.00 

0.43 

0.33 

0.72 

0.013 

0.08 

0.11 


Nadsar 

0815000301949800 

48.564 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

47.698 

1.37 

0.060 

1.77 

0.08 

0.00 

0.00 

0.00 

5.62 

5.07 

6.78 

0.230 

0.34 

0.38 


Nokha Chandawata 

0814000601826900 

37.484 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

2.876 

-1.37 

0.040 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.58 

0.001 

0.03 

0.04 


Palri Ranawata 

0815000301947200 

28.337 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.078 

1.32 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Rajlani 

0815000301953200 

49.484 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

48.871 

-0.21 

0.060 

1.32 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

4.99 

0.235 

0.35 

0.39 


Rampura 

0815000301949300 

11.536 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

8.704 

0.06 

0.080 

0.67 

0.03 

0.00 

0.00 

0.00 

0.68 

0.57 

2.64 

0.042 

0.26 

0.31 







Non-command 

Vindhyan Sandstone 

2.833 

0.06 

0.060 

0.28 

0.01 

0.00 

0.00 

0.00 

0.28 

0.24 

1.09 

0.014 

0.08 

0.10 


Rarod 

0815000301947000 

52.087 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

36.764 

1.41 

0.080 

0.47 

0.02 

0.00 

0.00 

0.01 

4.58 

3.68 

1.65 

0.177 

0.23 

0.28 







Non-command 

Vindhyan Sandstone 

5.075 

1.41 

0.060 

0.08 

0.00 

0.00 

0.00 

0.00 

0.51 

0.41 

0.30 

0.024 

0.03 

0.04 


Ratkuriya 

0815000301952900 

42.653 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

2.165 

2.38 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.31 

0.00 

0.010 

0.02 

0.02 


Sangva Ki Dhani 

0814000601826100 

0.719 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.221 

-1.07 

0.040 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.000 

0.11 

0.12 


Senani 

0814000401815900 

19.045 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

8.496 

-1.08 

0.030 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.000 

0.16 

0.21 


Sopra 

0815000301952500 

10.499 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.236 

0.65 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.001 

0.01 

0.01 


Surpura Khurd 

0815000301948900 

20.872 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

11.987 

1.85 

0.060 

0.70 

0.03 

0.00 

0.00 

0.00 

2.00 

1.64 

2.72 

0.058 

0.19 

0.23 


Ustra 

0815000301950100 

38.939 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.714 

0.32 

0.060 

0.05 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.19 

0.008 

0.01 

0.02 

11008040 

Abhaygarh 

0815000501979700 

13.059 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.111 

0.52 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ajeetgarh 

0815000501979200 

12.552 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

10.160 

0.57 

0.030 

0.13 

0.01 

0.00 

0.00 

0.00 

0.29 

0.19 

0.53 

0.000 

0.20 

0.32 


Banon Ka Bas 

0815000501972900 

18.909 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

18.909 

-0.97 

0.030 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.000 

0.23 

0.37 


Barnau 

0815000501973400 

21.067 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

21.067 

0.57 

0.030 

0.13 

0.01 

0.00 

0.00 

0.00 

0.48 

0.30 

0.52 

0.000 

0.25 

0.39 


Belwa Ranaji 

0815000501981500 

35.969 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.718 

0.39 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.000 

0.01 

0.01 


Bhakhri 

0815000201931900 

22.665 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.074 

-0.11 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhaloo Anopgarh 

0815000501978000 

3.787 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

3.787 

0.31 

0.030 

0.05 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.21 

0.000 

0.26 

0.40 


Bhaloo Jawaharpura 

0815000501978700 

5.581 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

5.581 

0.42 

0.030 

0.05 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.20 

0.000 

0.26 

0.40 


Bhaloo Jogsar 

0815000501978100 

4.654 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

3.335 

0.21 

0.030 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.11 

0.000 

0.18 

0.29 


Bhaloo Kalan 

0815000501978400 

20.909 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

17.133 

0.00 

0.030 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.11 

0.000 

0.22 

0.34 


Bhaloo Kumbaniya 

0815000501978200 

10.482 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

9.827 

0.25 

0.030 

0.06 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.25 

0.000 

0.24 

0.37 


Bhaloo Rajwan 

0815000501978600 

9.137 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

9.137 

0.36 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.05 

0.000 

0.26 

0.40 


Bhaloo Ratangarh 

0815000501978300 

21.101 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

17.350 

0.05 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.05 

0.000 

0.21 

0.33 


Bhaloo Udainagar 

0815000501978500 

4.318 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

4.318 

0.27 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.03 

0.000 

0.26 

0.41 


Bher 

0815000201931300 

22.815 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

4.688 

-1.02 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.018 

0.04 

0.07 


Biramdeogarh 

0815000501976700 

18.030 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

12.959 

0.52 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.42 

0.27 

0.01 

0.045 

0.18 

0.28 


Chamu 

0815000501977900 

30.893 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.006 

0.08 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chordiya 

0815000501976200 

22.644 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.049 

0.25 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dechoo 

0815000501973900 

80.317 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

31.905 

-0.10 

0.060 

0.38 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.39 

0.112 

0.09 

0.14 


Dedha Chak 1 

0815000501977200 

6.913 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

6.913 

0.45 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.00 

0.000 

0.24 

0.38 


Dedha Chak li 

0815000501977100 

2.219 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

2.219 

0.51 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.000 

0.25 

0.38 


Dedha Chak lii 

0815000501977300 

3.160 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

3.160 

0.30 

0.030 

0.14 

0.01 

0.00 

0.00 

0.00 

0.16 

0.10 

0.55 

0.000 

0.25 

0.39 


Dera 

0815000501978900 

16.364 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

11.711 

0.57 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.13 

0.00 

0.000 

0.18 

0.28 


Dewaniya 

0815000501973500 

19.581 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

19.581 

0.58 

0.030 

0.27 

0.01 

0.00 

0.00 

0.00 

0.60 

0.38 

1.09 

0.000 

0.24 

0.38 


Dewatoo 

0815000501978800 

45.046 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

44.913 

0.41 

0.030 

0.60 

0.03 

0.00 

0.00 

0.00 

1.12 

0.72 

2.38 

0.000 

0.25 

0.39 


Ekalkhori 

0815000201935700 

41.277 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

9.076 

1.44 

0.040 

0.08 

0.00 

0.00 

0.00 

0.00 

0.60 

0.38 

0.27 

0.034 

0.06 

0.09 


Gilakor 

0815000501972600 

29.409 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

21.542 

0.42 

0.030 

0.07 

0.00 

0.00 

0.00 

0.00 

0.34 

0.22 

0.29 

0.000 

0.16 

0.26 


Godelai 

0815000501977500 

36.796 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

21.017 

0.35 

0.030 

0.21 

0.01 

0.00 

0.00 

0.00 

0.42 

0.27 

0.86 

0.000 

0.15 

0.23 


Gogadeo Garh 

0815000501979100 

11.901 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

10.871 

0.58 

0.030 

0.06 

0.00 

0.00 

0.00 

0.00 

0.25 

0.16 

0.25 

0.000 

0.23 

0.37 


Gopal Pura 

0815000501973100 

6.153 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

6.153 

-0.26 

0.030 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.48 

0.000 

0.24 

0.39 


Gumanpura 

0815000501972300 

60.418 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

2.893 

-0.17 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.010 

0.01 

0.02 


Hadman Nagar 

0815000201931600 

31.838 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

24.819 

-0.35 

0.040 

0.12 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.093 

0.18 

0.29 


Hapasar 

0815000501979400 

19.044 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

19.044 

0.55 

0.030 

0.15 

0.01 

0.00 

0.00 

0.00 

0.45 

0.29 

0.61 

0.000 

0.25 

0.39 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Dadhwari 

0814000601827100 

0.10 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.037 

0.004 

0.033 

0.250 

748.98 

Over Exploited 

Dadmi 

0815000301949600 

0.10 

0.25 

- 

0.25 

0.03 

0.28 

0.03 

0.28 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.370 

0.037 

0.333 

2.418 

725.52 

Over Exploited 



0.10 

0.04 

- 

0.04 

0.01 

0.05 

0.01 

0.11 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.086 

0.009 

0.078 

1.143 

1,469.66 

Over Exploited 

Dhadhesri 

0815000301953300 

0.10 

0.00 

45,484.26 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dhawa 

0814000401816900 

0.08 

0.05 

- 

0.05 

- 

0.05 

0.01 

0.08 

0.01 

0.0100 

- 

- 

- 

0.010 

0.015 

0.061 

0.006 

0.055 

0.333 

608.56 

Over Exploited 

Dheengawas 

0814000401817100 

0.10 

0.33 

- 

0.33 

- 

0.33 

0.03 

0.31 

0.04 

0.0100 

- 

- 

- 

0.010 

0.048 

0.379 

0.038 

0.341 

0.165 

48.36 

Safe 



0.08 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.002 

0.017 

0.002 

0.016 

0.061 

389.45 

Over Exploited 

Dhoroo 

0815000301952600 

0.10 

0.02 

1,394.01 

0.02 

- 

0.02 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.030 

0.002 

0.029 

0.351 

1,213.20 

Over Exploited 

Diyawari 

0814000401815800 

0.10 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.002 

0.021 

0.002 

0.018 

0.028 

151.38 

Over Exploited 



0.08 

0.06 

- 

0.06 

- 

0.06 

0.01 

0.11 

0.01 

- 

- 

- 

- 

- 

0.007 

0.068 

0.007 

0.061 

0.091 

148.26 

Over Exploited 

Garasani 

0815000301949500 

0.10 

0.72 

- 

0.72 

0.02 

0.74 

0.04 

0.39 

0.08 

0.0500 

- 

- 

- 

0.050 

0.131 

0.868 

0.087 

0.781 

1.329 

170.19 

Over Exploited 

Govindpura 

0815000301949400 

0.10 

0.13 

- 

0.13 

0.00 

0.13 

0.03 

0.31 

0.01 

0.0100 

- 

- 

0.000 

0.010 

0.025 

0.156 

0.016 

0.141 

0.203 

144.21 

Over Exploited 



0.10 

0.01 

- 

0.01 

0.00 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

0.002 

0.002 

0.003 

0.013 

0.001 

0.012 

0.081 

677.72 

Over Exploited 

Harsolao 

0814000601826300 

0.08 

0.02 

- 

0.02 

0.01 

0.03 

0.00 

0.03 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.051 

0.005 

0.045 

0.416 

915.27 

Over Exploited 



0.10 

0.73 

- 

0.73 

0.03 

0.76 

0.02 

0.18 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.838 

0.084 

0.754 

2.190 

290.47 

Over Exploited 

Hingoli 

0815000301949000 

0.10 

0.44 

507.34 

0.52 

0.04 

0.57 

0.03 

0.25 

0.05 

0.1300 

- 

- 

0.007 

0.137 

0.187 

0.755 

0.038 

0.718 

3.582 

499.11 

Over Exploited 

Kankrai 

0814000401815700 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Karwasaron Ki Dhani 

0814000601826200 

0.10 

0.10 

- 

0.10 

0.01 

0.11 

0.04 

0.39 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.150 

0.015 

0.135 

1.156 

855.69 

Over Exploited 

Kukarda 

0815000301946800 

0.10 

0.00 

4,272.46 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.095 

4,032.56 

Over Exploited 

Kumbhara 

0815000301949100 

0.10 

1.00 

238.44 

1.20 

0.02 

1.22 

0.04 

0.37 

0.11 

0.0700 

- 

- 

0.004 

0.074 

0.188 

1.406 

0.070 

1.335 

2.132 

159.64 

Over Exploited 

Lawari 

0815000301947100 

0.10 

0.02 

1,397.88 

0.03 

0.01 

0.04 

0.01 

0.10 

0.00 

0.0300 

- 

- 

- 

0.030 

0.033 

0.069 

0.003 

0.066 

0.733 

1,111.13 

Over Exploited 

Nadsar 

0815000301949800 

0.10 

1.62 

########## 

1.94 

0.08 

2.02 

0.04 

0.38 

- 

0.2500 

- 

- 

- 

0.250 

0.250 

2.274 

0.114 

2.161 

7.010 

324.45 

Over Exploited 

Nokha Chandawata 

0814000601826900 

0.10 

0.01 

- 

0.01 

0.01 

0.02 

0.00 

0.03 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.038 

0.004 

0.034 

0.579 

1,687.96 

Over Exploited 

Palri Ranawata 

0815000301947200 

0.10 

0.00 

95,765.79 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rajlani 

0815000301953200 

0.10 

1.71 

- 

1.71 

0.06 

1.77 

0.04 

0.39 

- 

0.1900 

- 

- 

- 

0.190 

0.190 

1.955 

0.196 

1.760 

5.223 

296.82 

Over Exploited 

Rampura 

0815000301949300 

0.10 

0.23 

154.96 

0.27 

0.03 

0.30 

0.03 

0.29 

0.03 

0.1000 

- 

- 

- 

0.100 

0.126 

0.426 

0.021 

0.404 

2.682 

663.20 

Over Exploited 



0.10 

0.02 

885.51 

0.03 

0.01 

0.04 

0.01 

0.09 

0.00 

0.0400 

- 

- 

0.002 

0.042 

0.044 

0.084 

0.004 

0.080 

1.102 

1,377.75 

Over Exploited 

Rarod 

0815000301947000 

0.10 

0.84 

340.25 

1.00 

0.03 

1.03 

0.03 

0.25 

0.10 

0.0600 

- 

- 

0.012 

0.072 

0.172 

1.202 

0.060 

1.142 

1.827 

159.96 

Over Exploited 



0.10 

0.02 

2,464.72 

0.02 

- 

0.02 

0.00 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.031 

0.002 

0.029 

0.324 

1,101.36 

Over Exploited 

Ratkuriya 

0815000301952900 

0.10 

0.00 

7,758.64 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.004 

0.010 

234.93 

Over Exploited 

Sangva Ki Dhani 

0814000601826100 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.193 

1,726.75 

Over Exploited 

Senani 

0814000401815900 

0.08 

0.11 

- 

0.11 

0.01 

0.12 

0.02 

0.18 

0.01 

0.0200 

- 

- 

- 

0.020 

0.033 

0.149 

0.015 

0.134 

0.454 

338.37 

Over Exploited 

Sopra 

0815000301952500 

0.10 

0.00 

9,335.97 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.039 

18,053.66 

Over Exploited 

Surpura Khurd 

0815000301948900 

0.10 

0.22 

637.19 

0.27 

0.03 

0.30 

0.02 

0.21 

0.03 

0.1000 

- 

- 

- 

0.100 

0.126 

0.423 

0.021 

0.401 

2.781 

692.79 

Over Exploited 

Ustra 

0815000301950100 

0.10 

0.00 

2,672.07 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.013 

0.196 

1,568.11 

Over Exploited 

Abhaygarh 

0815000501979700 

0.08 

0.00 

11,879.12 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ajeetgarh 

0815000501979200 

0.06 

0.12 

50.04 

0.15 

0.01 

0.16 

0.03 

0.23 

0.02 

0.0200 

- 

- 

- 

0.020 

0.038 

0.198 

0.010 

0.188 

0.528 

281.28 

Over Exploited 

Banon Ka Bas 

0815000501972900 

0.06 

0.26 

- 

0.26 

- 

0.26 

0.04 

0.27 

0.04 

0.0100 

- 

- 

- 

0.010 

0.052 

0.313 

0.031 

0.281 

0.277 

98.46 

Critical 

Barnau 

0815000501973400 

0.06 

0.31 

(3.21) 

0.30 

0.01 

0.31 

0.04 

0.28 

0.05 

0.0200 

- 

- 

- 

0.020 

0.067 

0.379 

0.019 

0.360 

0.524 

145.57 

Over Exploited 

Belwa Ranaji 

0815000501981500 

0.06 

0.00 

4,983.41 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.026 

8,731.54 

Over Exploited 

Bhakhri 

0815000201931900 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhaloo Anopgarh 

0815000501978000 

0.06 

0.06 

(6.22) 

0.05 

- 

0.05 

0.04 

0.29 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.073 

0.004 

0.069 

0.209 

301.95 

Over Exploited 

Bhaloo Jawaharpura 

0815000501978700 

0.06 

0.09 

(10.38) 

0.08 

- 

0.08 

0.04 

0.29 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.100 

0.005 

0.095 

0.198 

209.28 

Over Exploited 

Bhaloo Jogsar 

0815000501978100 

0.06 

0.04 

(10.63) 

0.03 

- 

0.03 

0.03 

0.21 

0.01 

- 

- 

- 

- 

- 

0.005 

0.038 

0.002 

0.036 

0.106 

291.77 

Over Exploited 

Bhaloo Kalan 

0815000501978400 

0.06 

0.22 

(90.85) 

0.18 

- 

0.18 

0.03 

0.25 

0.03 

- 

- 

- 

- 

- 

0.032 

0.211 

0.011 

0.200 

0.114 

56.87 

Safe 

Bhaloo Kumbaniya 

0815000501978200 

0.06 

0.14 

(39.45) 

0.11 

- 

0.11 

0.03 

0.28 

0.02 

0.0100 

- 

- 

- 

0.010 

0.031 

0.145 

0.007 

0.137 

0.249 

181.36 

Over Exploited 

Bhaloo Rajwan 

0815000501978600 

0.06 

0.14 

(51.02) 

0.11 

- 

0.11 

0.04 

0.30 

0.02 

- 

- 

- 

- 

- 

0.020 

0.134 

0.007 

0.128 

0.051 

39.92 

Safe 

Bhaloo Ratangarh 

0815000501978300 

0.06 

0.22 

(89.53) 

0.18 

- 

0.18 

0.03 

0.25 

0.03 

- 

- 

- 

- 

- 

0.032 

0.211 

0.011 

0.200 

0.048 

23.96 

Safe 

Bhaloo Udainagar 

0815000501978500 

0.06 

0.07 

(57.43) 

0.05 

- 

0.05 

0.04 

0.30 

0.01 

- 

- 

- 

- 

- 

0.010 

0.064 

0.003 

0.061 

0.026 

42.62 

Safe 

Bher 

0815000201931300 

0.06 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.002 

0.015 

0.001 

0.013 

0.036 

271.82 

Over Exploited 

Biramdeogarh 

0815000501976700 

0.08 

0.18 

47.48 

0.22 

- 

0.22 

0.03 

0.20 

0.03 

- 

- 

- 

- 

- 

0.028 

0.245 

0.012 

0.233 

0.057 

24.66 

Safe 

Chamu 

0815000501977900 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Chordiya 

0815000501976200 

0.08 

0.00 

19,846.26 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dechoo 

0815000501973900 

0.08 

0.22 

- 

0.22 

0.02 

0.24 

0.01 

0.10 

0.04 

0.0500 

- 

- 

- 

0.050 

0.087 

0.325 

0.033 

0.293 

1.504 

513.53 

Over Exploited 

Dedha Chak 1 

0815000501977200 

0.06 

0.10 

(41.02) 

0.08 

- 

0.08 

0.04 

0.28 

0.02 

- 

- 

- 

- 

- 

0.015 

0.096 

0.005 

0.091 

- 

- 

Safe 

Dedha Chak li 

0815000501977100 

0.06 

0.03 

(33.55) 

0.03 

- 

0.03 

0.04 

0.28 

0.00 

- 

- 

- 

- 

- 

0.005 

0.031 

0.002 

0.030 

- 

- 

Safe 

Dedha Chak lii 

0815000501977300 

0.06 

0.05 

117.22 

0.06 

0.01 

0.07 

0.04 

0.28 

0.01 

0.0200 

- 

- 

- 

0.020 

0.027 

0.093 

0.005 

0.089 

0.550 

621.21 

Over Exploited 

Dera 

0815000501978900 

0.06 

0.12 

0.79 

0.13 

- 

0.13 

0.03 

0.20 

0.02 

- 

- 

- 

- 

- 

0.019 

0.145 

0.007 

0.137 

- 

- 

Safe 

Dewaniya 

0815000501973500 

0.06 

0.29 

32.54 

0.34 

0.01 

0.35 

0.04 

0.28 

0.04 

0.0400 

- 

- 

- 

0.040 

0.083 

0.438 

0.022 

0.416 

1.088 

261.23 

Over Exploited 

Dewatoo 

0815000501978800 

0.06 

0.68 

6.53 

0.72 

0.03 

0.75 

0.04 

0.29 

0.10 

0.0900 

- 

- 

- 

0.090 

0.190 

0.939 

0.047 

0.892 

2.383 

267.06 

Over Exploited 

Ekalkhori 

0815000201935700 

0.06 

0.03 

1,142.19 

0.04 

- 

0.04 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.051 

0.003 

0.048 

0.304 

631.20 

Over Exploited 

Gilakor 

0815000501972600 

0.06 

0.21 

4.03 

0.22 

- 

0.22 

0.03 

0.19 

0.03 

0.0100 

- 

- 

- 

0.010 

0.045 

0.263 

0.013 

0.250 

0.290 

115.99 

Over Exploited 

Godelai 

0815000501977500 

0.06 

0.18 

45.90 

0.22 

0.01 

0.23 

0.02 

0.17 

0.03 

0.0300 

- 

- 

0.001 

0.031 

0.058 

0.288 

0.014 

0.274 

0.856 

312.57 

Over Exploited 

Gogadeo Garh 

0815000501979100 

0.06 

0.15 

4.24 

0.16 

- 

0.16 

0.03 

0.27 

0.02 

0.0100 

- 

- 

- 

0.010 

0.032 

0.191 

0.010 

0.181 

0.251 

138.53 

Over Exploited 

Gopal Pura 

0815000501973100 

0.06 

0.09 

- 

0.09 

0.01 

0.10 

0.04 

0.28 

0.01 

0.0200 

- 

- 

- 

0.020 

0.034 

0.133 

0.013 

0.120 

0.475 

397.21 

Over Exploited 

Gumanpura 

0815000501972300 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.058 

2,464.09 

Over Exploited 

Hadman Nagar 

0815000201931600 

0.06 

0.27 

- 

0.27 

- 

0.27 

0.03 

0.21 

0.04 

0.0100 

- 

- 

- 

0.010 

0.053 

0.324 

0.032 

0.291 

0.453 

155.41 

Over Exploited 

Hapasar 

0815000501979400 

0.06 

0.28 

1.82 

0.29 

0.01 

0.30 

0.04 

0.28 

0.04 

0.0200 

- 

- 

- 

0.020 

0.062 

0.360 

0.018 

0.342 

0.607 

177.25 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Harisingh Nagar 

081500050197250C 

9.974 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

2.494 

0.25 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.000 

0.05 

0.08 


Kanodiya Purohitan 

0815000501973800 

35.333 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

26.469 

0.61 

0.030 

0.16 

0.01 

0.00 

0.00 

0.00 

0.64 

0.40 

0.63 

0.000 

0.17 

0.27 


Kami Nagar 

0815000501973300 

13.169 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

13.169 

0.46 

0.030 

0.13 

0.01 

0.00 

0.00 

0.00 

0.30 

0.19 

0.54 

0.000 

0.25 

0.40 


Ketoo Kalan 

0815000501981400 

16.501 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

5.204 

0.72 

0.030 

0.08 

0.00 

0.00 

0.00 

0.00 

0.19 

0.12 

0.31 

0.000 

0.08 

0.13 


Ketoo Manawata 

0815000501979000 

29.549 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

28.548 

0.52 

0.030 

0.03 

0.00 

0.00 

0.00 

0.00 

0.48 

0.31 

0.12 

0.000 

0.25 

0.39 


Ketoo Manda 

0815000501981100 

23.387 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

10.890 

0.74 

0.030 

0.04 

0.00 

0.00 

0.00 

0.00 

0.28 

0.18 

0.15 

0.000 

0.12 

0.19 


Khetsingh Nagar 

0815000501976600 

6.477 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.119 

0.51 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Lawaran 

0815000501976900 

13.155 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

9.779 

0.57 

0.030 

0.16 

0.01 

0.00 

0.00 

0.00 

0.32 

0.20 

0.63 

0.000 

0.18 

0.28 


Lodta Achlawata 

0815000501973600 

45.753 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

45.753 

0.25 

0.030 

0.23 

0.01 

0.00 

0.00 

0.00 

0.56 

0.36 

0.91 

0.000 

0.24 

0.37 


Lodta Haridasot 

0815000501973700 

32.752 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

32.752 

0.41 

0.030 

0.15 

0.01 

0.00 

0.00 

0.00 

0.55 

0.35 

0.62 

0.000 

0.23 

0.36 


Madasar 

0815000501977000 

3.775 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

3.775 

0.55 

0.030 

0.07 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.29 

0.000 

0.25 

0.39 


Meeno Ki Dhani 

0815000201935800 

28.642 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

16.363 

0.91 

0.040 

0.12 

0.00 

0.00 

0.00 

0.00 

0.71 

0.45 

0.40 

0.061 

0.14 

0.23 


Meriya 

0815000501981600 

19.322 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.121 

-0.28 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.000 

0.02 

0.02 


Nathrau 

0815000501973000 

19.089 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

19.089 

0.65 

0.030 

0.10 

0.01 

0.00 

0.00 

0.00 

0.46 

0.29 

0.41 

0.000 

0.23 

0.36 


Panditon Ka Bas 

0815000501977600 

12.319 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

11.592 

0.46 

0.030 

0.15 

0.01 

0.00 

0.00 

0.00 

0.30 

0.19 

0.59 

0.000 

0.24 

0.38 


Peelwa 

0815000101930100 

37.135 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.693 

-0.61 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.00 

0.01 


Prahladpura 

0815000501977700 

32.991 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

6.420 

0.41 

0.030 

0.09 

0.00 

0.00 

0.00 

0.00 

0.17 

0.11 

0.34 

0.000 

0.05 

0.08 


Ramsar 

0815000501977400 

7.001 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

7.001 

0.36 

0.030 

0.21 

0.01 

0.00 

0.00 

0.00 

0.28 

0.18 

0.83 

0.000 

0.25 

0.39 


Rawat Nagar 

0815000101930000 

22.956 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

3.376 

-0.38 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.007 

0.03 

0.05 


Roopnagar 

0815000501973200 

19.653 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

19.653 

0.40 

0.030 

0.08 

0.00 

0.00 

0.00 

0.00 

0.31 

0.20 

0.30 

0.000 

0.24 

0.39 


Sadulnagar 

0815000501972800 

30.826 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

30.826 

0.35 

0.030 

0.08 

0.00 

0.00 

0.00 

0.00 

0.40 

0.25 

0.30 

0.000 

0.24 

0.37 


Samrau 

0815000201931700 

71.966 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

46.619 

0.99 

0.040 

0.30 

0.01 

0.00 

0.00 

0.00 

2.14 

1.33 

0.95 

0.174 

0.16 

0.26 


Shekhala 

0815000501981000 

24.219 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

3.568 

0.57 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.08 

0.000 

0.04 

0.06 


Shivsar 

0815000501976800 

17.885 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

17.331 

0.55 

0.030 

0.06 

0.00 

0.00 

0.00 

0.00 

0.35 

0.22 

0.22 

0.000 

0.24 

0.37 


Sukhmandla 

0815000501972700 

26.119 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

23.948 

-0.15 

0.030 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.79 

0.000 

0.20 

0.32 


Thadiya 

0815000501972400 

33.429 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

28.396 

0.26 

0.030 

0.13 

0.01 

0.00 

0.00 

0.00 

0.34 

0.22 

0.53 

0.000 

0.18 

0.29 


Veeramgarh 

0815000501979300 

4.375 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.707 

0.57 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.07 

0.000 

0.04 

0.06 


Vishnu Nagar 

0815000201931500 

13.834 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

3.621 

-0.82 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.014 

0.06 

0.09 

11008041 

Bana Ka Bas 

0815000201936000 

38.219 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

38.219 

1.47 

0.040 

0.56 

0.03 

0.00 

0.00 

0.00 

2.78 

1.71 

2.07 

0.143 

0.25 

0.41 


Bara Kotecha 

0815000201941200 

32.441 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

24.036 

-0.39 

0.040 

0.58 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.19 

0.090 

0.21 

0.31 


Barla Basni 

0815000201939700 

37.695 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

37.695 

0.38 

0.040 

1.92 

0.09 

0.00 

0.00 

0.00 

2.40 

1.49 

7.51 

0.141 

0.26 

0.41 


Bastawa 

0815000501982200 

32.249 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.566 

-0.37 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.000 

0.00 

0.01 


Beh Charnan 

0815000201936200 

10.582 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

10.582 

0.93 

0.040 

0.12 

0.01 

0.00 

0.00 

0.00 

0.50 

0.31 

0.43 

0.040 

0.25 

0.41 


Berdon Ka Bas 

0815000201935600 

27.859 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

27.859 

2.14 

0.040 

0.52 

0.02 

0.00 

0.00 

0.01 

2.87 

1.78 

1.94 

0.104 

0.25 

0.41 


Bhabhuon Ki Dhani 

0815000201937200 

32.285 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

2.095 

0.85 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.008 

0.02 

0.03 


Bhala Sariya 

0815000201939600 

18.006 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

18.006 

0.63 

0.040 

0.26 

0.01 

0.00 

0.00 

0.00 

0.70 

0.43 

0.95 

0.067 

0.25 

0.41 


Bheekam Kor 

0815000201935200 

27.336 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

12.924 

0.51 

0.040 

0.15 

0.01 

0.00 

0.00 

0.00 

0.40 

0.25 

0.55 

0.048 

0.12 

0.19 


Bheeyadiya 

0815000201935100 

31.264 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

3.446 

0.79 

0.040 

0.04 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.13 

0.013 

0.03 

0.05 


Bijariya Bavri 

0815000201940200 

19.970 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

19.970 

0.14 

0.040 

0.19 

0.01 

0.00 

0.00 

0.00 

0.29 

0.19 

0.67 

0.075 

0.27 

0.42 


Birai 

0815000501983500 

12.226 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

3.105 

-0.28 

0.030 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.000 

0.07 

0.11 


Chamu 

0815000501977900 

30.893 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

3.410 

0.08 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.05 

0.000 

0.03 

0.04 


Chandaliya 

0815000201939900 

22.106 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

22.106 

0.38 

0.040 

0.20 

0.01 

0.00 

0.00 

0.00 

0.52 

0.33 

0.70 

0.083 

0.26 

0.41 


Cherai 

0815000201935900 

57.866 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

57.866 

0.79 

0.040 

0.49 

0.02 

0.00 

0.00 

0.01 

2.29 

1.43 

1.69 

0.216 

0.26 

0.41 


Chimangarh 

0815000501982700 

4.934 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

4.887 

-0.24 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.000 

0.28 

0.42 


Chirwai 

0815000501981900 

23.733 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

23.733 

0.29 

0.030 

0.78 

0.04 

0.00 

0.00 

0.00 

0.95 

0.61 

3.12 

0.000 

0.27 

0.41 


Dabri 

0815000201935500 

25.347 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

25.347 

2.46 

0.040 

0.16 

0.01 

0.00 

0.00 

0.00 

2.65 

1.63 

0.52 

0.095 

0.25 

0.41 


Deogarh 

0815000501982100 

18.486 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

10.269 

-0.27 

0.030 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.59 

0.000 

0.15 

0.23 


Dhunariya 

0815000201939100 

14.640 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.624 

0.96 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.002 

0.01 

0.02 


Digari 

0815000201940400 

14.315 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

9.512 

0.31 

0.040 

0.14 

0.01 

0.00 

0.00 

0.00 

0.25 

0.16 

0.51 

0.036 

0.19 

0.28 


Ekalkhori 

0815000201935700 

41.277 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

32.201 

1.44 

0.040 

0.27 

0.01 

0.00 

0.00 

0.00 

2.12 

1.32 

0.94 

0.120 

0.20 

0.32 


Gagari 

0815000201940100 

23.030 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

23.030 

0.30 

0.040 

0.43 

0.02 

0.00 

0.00 

0.00 

0.69 

0.44 

1.62 

0.086 

0.26 

0.41 


Ghevara 

0815000201939800 

30.730 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

30.730 

0.49 

0.040 

1.12 

0.05 

0.00 

0.00 

0.00 

1.68 

1.04 

4.32 

0.115 

0.26 

0.41 


Gopasariya 

0815000201939500 

13.425 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

9.955 

0.61 

0.040 

0.19 

0.01 

0.00 

0.00 

0.00 

0.42 

0.26 

0.72 

0.037 

0.19 

0.30 


Haripura 

0815000201936800 

14.207 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

4.822 

0.82 

0.040 

0.08 

0.00 

0.00 

0.00 

0.00 

0.24 

0.15 

0.29 

0.018 

0.09 

0.14 


Harlaya 

0815000201934700 

24.464 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

2.081 

1.59 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.10 

0.11 

0.008 

0.02 

0.03 


Indon Ki Dhani 

0815000201934900 

23.587 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

23.587 

1.15 

0.040 

0.06 

0.00 

0.00 

0.00 

0.00 

1.14 

0.70 

0.13 

0.088 

0.25 

0.41 


Jatipura 

0815000201936500 

10.929 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

10.929 

0.75 

0.040 

0.20 

0.01 

0.00 

0.00 

0.00 

0.52 

0.32 

0.76 

0.041 

0.25 

0.41 


Jeloo 

0815000201940300 

32.908 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

32.763 

0.17 

0.040 

0.42 

0.02 

0.00 

0.00 

0.00 

0.62 

0.41 

1.50 

0.123 

0.27 

0.42 


Jhinjhaniyala 

0815000501982600 

10.850 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.055 

0.01 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kanasar 

0815000501983700 

4.113 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.401 

-0.26 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.10 

0.14 


Karwaniyon Ki Dhani 

0815000201935000 

36.219 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

36.219 

1.46 

0.040 

0.33 

0.01 

0.00 

0.00 

0.00 

2.43 

1.50 

1.15 

0.135 

0.25 

0.41 


Kerlanada 

0815000201934800 

54.645 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

24.755 

0.81 

0.040 

0.08 

0.00 

0.00 

0.00 

0.00 

0.88 

0.54 

0.18 

0.093 

0.11 

0.18 


Khabra Kalan 

0815000201936100 

17.423 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

17.423 

1.82 

0.040 

0.17 

0.01 

0.00 

0.00 

0.00 

1.43 

0.88 

0.59 

0.065 

0.25 

0.41 


Khabra Khurd 

0815000201935300 

7.619 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

7.619 

2.37 

0.040 

0.35 

0.02 

0.00 

0.00 

0.00 

1.05 

0.65 

1.35 

0.028 

0.25 

0.41 


Khetasar 

0815000201936400 

48.311 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

48.311 

1.03 

0.040 

0.52 

0.02 

0.00 

0.00 

0.00 

2.49 

1.53 

1.85 

0.181 

0.25 

0.41 


Khudiyala 

0815000501982000 

37.343 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

37.343 

0.04 

0.030 

0.55 

0.03 

0.00 

0.00 

0.00 

0.56 

0.37 

2.21 

0.000 

0.27 

0.42 


Maloonga 

0815000201941000 

13.050 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.122 

0.51 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.00 

0.00 


Mandiyai Kalan 

0815000201941500 

9.812 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

7.952 

0.56 

0.040 

0.28 

0.01 

0.00 

0.00 

0.00 

0.45 

0.28 

1.10 

0.030 

0.21 

0.33 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Harisingh Nagar 

0815000501972500 

0.06 

0.01 

127.85 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.010 

0.026 

250.10 

Over Exploited 

Kanodiya Purohitan 

0815000501973800 

0.06 

0.27 

48.97 

0.33 

0.01 

0.34 

0.03 

0.20 

0.04 

0.0200 

- 

- 

- 

0.020 

0.064 

0.399 

0.020 

0.379 

0.633 

166.91 

Over Exploited 

Kami Nagar 

0815000501973300 

0.06 

0.20 

(3.93) 

0.19 

0.01 

0.20 

0.04 

0.29 

0.03 

0.0200 

- 

- 

- 

0.020 

0.049 

0.248 

0.012 

0.236 

0.539 

228.52 

Over Exploited 

Ketoo Kalan 

0815000501981400 

0.06 

0.03 

373.74 

0.03 

- 

0.03 

0.01 

0.10 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.045 

0.002 

0.043 

0.307 

713.90 

Over Exploited 

Ketoo Manawata 

0815000501979000 

0.06 

0.43 

(28.48) 

0.34 

- 

0.34 

0.04 

0.29 

0.06 

- 

- 

- 

- 

- 

0.062 

0.404 

0.020 

0.384 

0.122 

31.79 

Safe 

Ketoo Manda 

0815000501981100 

0.06 

0.08 

126.43 

0.10 

- 

0.10 

0.02 

0.14 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.117 

0.006 

0.111 

0.151 

136.11 

Over Exploited 

Khetsingh Nagar 

0815000501976600 

0.08 

0.00 

5,395.56 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Lawaran 

0815000501976900 

0.06 

0.10 

94.37 

0.12 

0.01 

0.13 

0.03 

0.20 

0.02 

0.0200 

- 

- 

0.000 

0.020 

0.036 

0.171 

0.009 

0.162 

0.634 

390.58 

Over Exploited 

Lodta Achlawata 

0815000501973600 

0.06 

0.65 

(45.26) 

0.52 

0.01 

0.53 

0.04 

0.27 

0.10 

0.0300 

- 

- 

- 

0.030 

0.131 

0.664 

0.033 

0.631 

0.906 

143.64 

Over Exploited 

Lodta Haridasot 

0815000501973700 

0.06 

0.45 

(23.49) 

0.36 

0.01 

0.37 

0.04 

0.27 

0.07 

0.0200 

- 

- 

- 

0.020 

0.092 

0.465 

0.023 

0.442 

0.619 

139.98 

Over Exploited 

Madasar 

0815000501977000 

0.06 

0.06 

49.90 

0.07 

- 

0.07 

0.04 

0.28 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.085 

0.004 

0.081 

0.290 

357.14 

Over Exploited 

Meeno Ki Dhani 

0815000201935800 

0.06 

0.14 

214.26 

0.17 

- 

0.17 

0.02 

0.17 

0.02 

0.0100 

- 

- 

- 

0.010 

0.031 

0.201 

0.010 

0.191 

0.457 

239.01 

Over Exploited 

Meriya 

0815000501981600 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.040 

3,753.09 

Over Exploited 

Nathrau 

0815000501973000 

0.06 

0.26 

10.94 

0.29 

0.01 

0.30 

0.04 

0.27 

0.04 

0.0200 

- 

- 

- 

0.020 

0.062 

0.365 

0.018 

0.346 

0.409 

118.06 

Over Exploited 

Panditon Ka Bas 

0815000501977600 

0.06 

0.17 

14.52 

0.19 

0.01 

0.20 

0.03 

0.27 

0.02 

0.0200 

- 

- 

- 

0.020 

0.044 

0.244 

0.012 

0.232 

0.590 

254.41 

Over Exploited 

Peelwa 

0815000101930100 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.012 

7,415.00 

Over Exploited 

Prahladpura 

0815000501977700 

0.06 

0.02 

455.91 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.036 

0.002 

0.034 

0.343 

1,007.88 

Over Exploited 

Ramsar 

0815000501977400 

0.06 

0.10 

68.78 

0.12 

0.01 

0.13 

0.04 

0.28 

0.02 

0.0300 

- 

- 

- 

0.030 

0.046 

0.180 

0.009 

0.171 

0.827 

482.38 

Over Exploited 

Rawat Nagar 

0815000101930000 

0.06 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.001 

0.007 

0.050 

756.60 

Over Exploited 

Roopnagar 

0815000501973200 

0.06 

0.29 

(31.13) 

0.23 

- 

0.23 

0.04 

0.28 

0.04 

0.0100 

- 

- 

- 

0.010 

0.054 

0.283 

0.014 

0.269 

0.304 

113.20 

Over Exploited 

Sadulnagar 

0815000501972800 

0.06 

0.44 

(42.16) 

0.35 

- 

0.35 

0.04 

0.27 

0.07 

0.0100 

- 

- 

- 

0.010 

0.078 

0.428 

0.021 

0.407 

0.304 

74.75 

Semi Critical 

Samrau 

0815000201931700 

0.06 

0.45 

197.27 

0.54 

0.01 

0.55 

0.02 

0.18 

0.07 

0.0400 

- 

- 

- 

0.040 

0.107 

0.654 

0.033 

0.622 

1.128 

181.52 

Over Exploited 

Shekhala 

0815000501981000 

0.06 

0.01 

535.15 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.010 

0.079 

765.15 

Over Exploited 

Shivsar 

0815000501976800 

0.06 

0.24 

(9.73) 

0.22 

0.00 

0.22 

0.04 

0.27 

0.04 

0.0100 

- 

- 

0.001 

0.011 

0.048 

0.269 

0.013 

0.256 

0.224 

87.56 

Semi Critical 

Sukhmandla 

0815000501972700 

0.06 

0.29 

- 

0.29 

0.01 

0.30 

0.03 

0.24 

0.05 

0.0300 

- 

- 

- 

0.030 

0.078 

0.379 

0.038 

0.341 

0.792 

232.30 

Over Exploited 

Thadiya 

0815000501972400 

0.06 

0.31 

(31.03) 

0.25 

0.01 

0.26 

0.03 

0.21 

0.05 

0.0200 

- 

- 

0.002 

0.022 

0.075 

0.335 

0.017 

0.319 

0.534 

167.66 

Over Exploited 

Veeramgarh 

0815000501979300 

0.06 

0.00 

1,078.62 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.066 

2,992.75 

Over Exploited 

Vishnu Nagar 

0815000201931500 

0.06 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.002 

0.015 

0.001 

0.013 

0.032 

237.90 

Over Exploited 

Bana Ka Bas 

0815000201936000 

0.06 

0.58 

194.99 

0.70 

0.03 

0.73 

0.04 

0.29 

0.09 

0.0800 

- 

- 

0.006 

0.086 

0.171 

0.902 

0.045 

0.857 

2.213 

258.36 

Over Exploited 

Bara Kotecha 

0815000201941200 

0.06 

0.30 

- 

0.30 

0.03 

0.33 

0.03 

0.23 

0.04 

0.0800 

- 

- 

- 

0.080 

0.121 

0.448 

0.045 

0.403 

2.280 

565.35 

Over Exploited 

Barla Basni 

0815000201939700 

0.06 

0.58 

157.86 

0.69 

0.09 

0.78 

0.04 

0.29 

0.08 

0.2800 

- 

- 

- 

0.280 

0.364 

1.148 

0.057 

1.091 

7.647 

700.94 

Over Exploited 

Bastawa 

0815000501982200 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.026 

15,793.08 

Over Exploited 

Beh Charnan 

0815000201936200 

0.06 

0.16 

92.78 

0.19 

0.01 

0.20 

0.04 

0.29 

0.02 

0.0200 

- 

- 

- 

0.020 

0.044 

0.245 

0.012 

0.233 

0.472 

202.27 

Over Exploited 

Berdon Ka Bas 

0815000201935600 

0.06 

0.42 

319.84 

0.51 

0.03 

0.53 

0.04 

0.29 

0.06 

0.0700 

- 

- 

0.009 

0.079 

0.140 

0.674 

0.034 

0.640 

2.048 

320.05 

Over Exploited 

Bhabhuon Ki Dhani 

0815000201937200 

0.06 

0.00 

2,013.15 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.008 

298.04 

Over Exploited 

Bhala Sariya 

0815000201939600 

0.06 

0.27 

58.42 

0.33 

0.01 

0.34 

0.04 

0.29 

0.04 

0.0400 

- 

- 

- 

0.040 

0.080 

0.417 

0.021 

0.397 

1.021 

257.56 

Over Exploited 

Bheekam Kor 

0815000201935200 

0.06 

0.09 

166.69 

0.11 

0.01 

0.12 

0.02 

0.14 

0.01 

0.0200 

- 

- 

- 

0.020 

0.034 

0.154 

0.008 

0.147 

0.597 

407.10 

Over Exploited 

Bheeyadiya 

0815000201935100 

0.06 

0.01 

1,486.30 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.007 

0.139 

1,889.87 

Over Exploited 

Bijariya Bavri 

0815000201940200 

0.06 

0.32 

(40.84) 

0.25 

0.01 

0.26 

0.04 

0.30 

0.05 

0.0200 

- 

- 

- 

0.020 

0.065 

0.329 

0.016 

0.313 

0.741 

236.65 

Over Exploited 

Birai 

0815000501983500 

0.06 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.025 

0.003 

0.023 

0.151 

664.30 

Over Exploited 

Chamu 

0815000501977900 

0.06 

0.01 

99.91 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.007 

0.053 

709.21 

Over Exploited 

Chandaliya 

0815000201939900 

0.06 

0.34 

(4.47) 

0.33 

0.01 

0.34 

0.04 

0.30 

0.05 

0.0300 

- 

- 

- 

0.030 

0.079 

0.416 

0.021 

0.396 

0.785 

198.38 

Over Exploited 

Cherai 

0815000201935900 

0.06 

0.89 

61.03 

1.06 

0.03 

1.09 

0.04 

0.29 

0.13 

0.0600 

- 

- 

0.010 

0.070 

0.199 

1.290 

0.064 

1.225 

1.908 

155.76 

Over Exploited 

Chimangarh 

0815000501982700 

0.06 

0.08 

- 

0.08 

- 

0.08 

0.04 

0.31 

0.01 

- 

- 

- 

- 

- 

0.011 

0.092 

0.009 

0.083 

0.026 

31.45 

Safe 

Chirwai 

0815000501981900 

0.06 

0.38 

60.19 

0.46 

0.04 

0.50 

0.04 

0.30 

0.05 

0.1200 

- 

- 

- 

0.120 

0.174 

0.669 

0.033 

0.636 

3.119 

490.60 

Over Exploited 

Dabri 

0815000201935500 

0.06 

0.38 

325.10 

0.46 

0.01 

0.47 

0.04 

0.29 

0.06 

0.0200 

- 

- 

- 

0.020 

0.076 

0.547 

0.027 

0.520 

0.617 

118.69 

Over Exploited 

Deogarh 

0815000501982100 

0.06 

0.09 

- 

0.09 

0.01 

0.10 

0.02 

0.17 

0.01 

0.0200 

- 

- 

- 

0.020 

0.033 

0.137 

0.014 

0.123 

0.594 

482.23 

Over Exploited 

Dhunariya 

0815000201939100 

0.06 

0.00 

5,077.94 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.020 

3,955.41 

Over Exploited 

Digari 

0815000201940400 

0.06 

0.11 

52.61 

0.13 

0.01 

0.14 

0.03 

0.21 

0.01 

0.0200 

- 

- 

- 

0.020 

0.035 

0.174 

0.009 

0.165 

0.549 

331.79 

Over Exploited 

Ekalkhori 

0815000201935700 

0.06 

0.38 

246.25 

0.46 

0.01 

0.47 

0.03 

0.23 

0.06 

0.0400 

- 

- 

- 

0.040 

0.096 

0.562 

0.028 

0.534 

1.056 

197.81 

Over Exploited 

Gagari 

0815000201940100 

0.06 

0.36 

20.63 

0.44 

0.02 

0.46 

0.04 

0.30 

0.05 

0.0600 

- 

- 

- 

0.060 

0.112 

0.568 

0.028 

0.540 

1.709 

316.59 

Over Exploited 

Ghevara 

0815000201939800 

0.06 

0.47 

120.60 

0.57 

0.05 

0.62 

0.04 

0.29 

0.07 

0.1600 

- 

- 

- 

0.160 

0.229 

0.845 

0.042 

0.802 

4.435 

552.67 

Over Exploited 

Gopasariya 

0815000201939500 

0.06 

0.11 

132.74 

0.13 

0.01 

0.14 

0.03 

0.21 

0.02 

0.0300 

- 

- 

0.001 

0.031 

0.048 

0.193 

0.010 

0.183 

0.757 

413.90 

Over Exploited 

Haripura 

0815000201936800 

0.06 

0.02 

489.83 

0.03 

- 

0.03 

0.01 

0.10 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.043 

0.002 

0.041 

0.306 

743.63 

Over Exploited 

Harlaya 

0815000201934700 

0.06 

0.00 

3,737.46 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.003 

0.116 

3,440.53 

Over Exploited 

Indon Ki Dhani 

0815000201934900 

0.06 

0.36 

97.08 

0.43 

- 

0.43 

0.04 

0.29 

0.05 

- 

- 

- 

- 

- 

0.052 

0.481 

0.024 

0.457 

0.214 

46.92 

Safe 

Jatipura 

0815000201936500 

0.06 

0.17 

91.81 

0.20 

0.01 

0.21 

0.04 

0.29 

0.02 

0.0300 

- 

- 

- 

0.030 

0.054 

0.262 

0.013 

0.249 

0.797 

319.57 

Over Exploited 

Jeloo 

0815000201940300 

0.06 

0.54 

(24.26) 

0.43 

0.02 

0.45 

0.04 

0.31 

0.07 

0.0600 

- 

- 

- 

0.060 

0.134 

0.583 

0.029 

0.554 

1.623 

292.72 

Over Exploited 

Jhinjhaniyala 

0815000501982600 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Kanasar 

0815000501983700 

0.06 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.001 

0.008 

0.013 

157.73 

Over Exploited 

Karwaniyon Ki Dhani 

0815000201935000 

0.06 

0.55 

174.74 

0.66 

0.01 

0.67 

0.04 

0.29 

0.08 

0.0400 

- 

- 

- 

0.040 

0.121 

0.786 

0.039 

0.747 

1.287 

172.40 

Over Exploited 

Kerlanada 

0815000201934800 

0.06 

0.17 

220.57 

0.20 

- 

0.20 

0.02 

0.13 

0.02 

0.0100 

- 

- 

- 

0.010 

0.035 

0.238 

0.012 

0.226 

0.273 

120.74 

Over Exploited 

Khabra Kalan 

0815000201936100 

0.06 

0.26 

232.65 

0.32 

0.01 

0.33 

0.04 

0.29 

0.04 

0.0200 

- 

- 

- 

0.020 

0.059 

0.385 

0.019 

0.366 

0.659 

180.14 

Over Exploited 

Khabra Khurd 

0815000201935300 

0.06 

0.12 

460.51 

0.14 

0.02 

0.16 

0.04 

0.29 

0.02 

0.0500 

- 

- 

- 

0.050 

0.067 

0.225 

0.011 

0.214 

1.378 

644.04 

Over Exploited 

Khetasar 

0815000201936400 

0.06 

0.73 

108.96 

0.88 

0.02 

0.90 

0.04 

0.29 

0.11 

0.0700 

- 

- 

0.002 

0.072 

0.180 

1.079 

0.054 

1.025 

2.035 

198.54 

Over Exploited 

Khudiyala 

0815000501982000 

0.06 

0.61 

(39.92) 

0.49 

0.03 

0.52 

0.04 

0.31 

0.09 

0.0800 

- 

- 

- 

0.080 

0.165 

0.684 

0.034 

0.650 

2.207 

339.41 

Over Exploited 

Maloonga 

0815000201941000 

0.06 

0.00 

8,375.66 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.018 

72,659.97 

Over Exploited 

Mandiyai Kalan 

0815000201941500 

0.06 

0.10 

181.36 

0.12 

0.01 

0.13 

0.03 

0.24 

0.01 

0.0400 

- 

- 

- 

0.040 

0.054 

0.182 

0.009 

0.173 

1.125 

649.50 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Mandiyai Khurd 

081500020194140C 

15.771 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.131 

0.57 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.13 

0.004 

0.02 

0.03 


Meeno Ki Dhani 

0815000201935800 

28.642 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

12.279 

0.91 

0.040 

0.09 

0.00 

0.00 

0.00 

0.00 

0.54 

0.34 

0.31 

0.046 

0.11 

0.17 


Newra Road 

0815000201939300 

41.426 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.013 

0.81 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Osian 

0815000201936700 

75.108 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

35.413 

0.80 

0.040 

0.12 

0.01 

0.00 

0.00 

0.00 

1.24 

0.76 

0.31 

0.132 

0.12 

0.19 


Paboo Nagar 

0815000501981800 

15.968 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

10.596 

-0.10 

0.030 

0.31 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.23 

0.000 

0.18 

0.27 


Panchla Khurd 

0815000201940000 

46.623 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

46.609 

0.34 

0.040 

0.60 

0.03 

0.00 

0.00 

0.01 

1.19 

0.75 

2.18 

0.174 

0.26 

0.41 


Panditon Ka Bas 

0815000501977600 

12.319 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.135 

0.46 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 


Prahladpura 

0815000501977700 

32.991 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

25.734 

0.41 

0.030 

0.35 

0.02 

0.00 

0.00 

0.00 

0.65 

0.41 

1.41 

0.000 

0.20 

0.32 


Pratapnagar 

0815000201936600 

9.778 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

9.715 

0.77 

0.040 

0.11 

0.01 

0.00 

0.00 

0.00 

0.40 

0.24 

0.40 

0.036 

0.25 

0.41 


Rajabandh 

0815000501982800 

8.162 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

8.107 

-0.23 

0.030 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.37 

0.000 

0.28 

0.42 


Rajsagar 

0815000501977800 

15.490 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

10.229 

0.18 

0.030 

0.19 

0.01 

0.00 

0.00 

0.00 

0.23 

0.15 

0.75 

0.000 

0.17 

0.27 


Ramnagar 

0815000201935400 

6.630 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

6.630 

2.49 

0.040 

0.10 

0.00 

0.00 

0.00 

0.00 

0.76 

0.47 

0.36 

0.025 

0.25 

0.41 


Samrau 

0815000201931700 

71.966 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

17.845 

0.99 

0.040 

0.11 

0.00 

0.00 

0.00 

0.00 

0.82 

0.51 

0.36 

0.067 

0.06 

0.10 


Santora Khurd 

0815000201940500 

23.784 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

2.927 

0.55 

0.040 

0.04 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.16 

0.011 

0.04 

0.05 


Sirmandi 

0815000201936300 

42.024 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

42.023 

0.66 

0.040 

0.29 

0.01 

0.00 

0.00 

0.00 

1.39 

0.85 

0.94 

0.157 

0.25 

0.41 


Tiwari 

0815000201941300 

58.860 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

17.373 

-0.36 

0.040 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.65 

0.065 

0.08 

0.12 


Utambar 

0815000501983000 

11.006 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.211 

-0.08 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.000 

0.03 

0.05 


Vijainagar 

0815000501982900 

5.140 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

3.456 

-0.04 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.000 

0.19 

0.28 

11008042 

Artiya Kalan 

0815000301955700 

21.709 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.574 

1.11 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.08 

0.003 

0.01 

0.01 


Asanda 

0815000301946400 

9.299 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

1.488 

0.73 

0.080 

0.14 

0.01 

0.00 

0.00 

0.00 

0.22 

0.16 

0.57 

0.007 

0.05 

0.07 


Bandra 

0815000301952100 

6.554 

Fresh 

Non-command 

Non-command 

Jalore Granite 

2.327 

0.57 

0.015 

0.08 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.31 

0.011 

0.11 

0.14 







Non-command 

Vindhyan Sandstone 

0.807 

0.57 

0.060 

0.06 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.23 

0.004 

0.04 

0.05 


Baori 

0815000301947800 

68.142 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

27.811 

1.75 

0.020 

0.49 

0.02 

0.00 

0.00 

0.00 

1.44 

0.97 

1.89 

0.061 

0.11 

0.17 


Bhopalgarh 

0815000301950000 

78.598 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

2.480 

1.67 

0.060 

0.09 

0.00 

0.00 

0.00 

0.00 

0.34 

0.30 

0.36 

0.012 

0.01 

0.01 


Birai 

0815000301950500 

81.240 

Fresh 

Non-command 

Non-command 

Jalore Granite 

36.978 

0.98 

0.020 

0.34 

0.05 

0.00 

0.00 

0.00 

1.01 

0.76 

1.24 

0.081 

0.14 

0.19 







Non-command 

Vindhyan Sandstone 

41.812 

0.98 

0.020 

0.50 

0.07 

0.00 

0.00 

0.00 

1.25 

0.93 

1.87 

0.092 

0.16 

0.21 


Birani 

0815000301950300 

8.463 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

8.463 

0.57 

0.060 

0.95 

0.05 

0.00 

0.00 

0.00 

1.19 

0.93 

3.75 

0.041 

0.31 

0.40 


Bucheti 

0815000301952000 

15.046 

Fresh 

Non-command 

Non-command 

Jalore Granite 

2.238 

1.25 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.03 

0.005 

0.05 

0.06 


Dhoroo 

0815000301952600 

13.482 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.457 

1.24 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.08 

0.002 

0.01 

0.01 


Gaderi 

0815000301948800 

15.957 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

15.957 

0.61 

0.060 

1.70 

0.08 

0.00 

0.00 

0.00 

2.20 

1.73 

6.71 

0.077 

0.31 

0.40 


Gangani 

0815000301951000 

46.163 

Fresh 

Non-command 

Non-command 

Jalore Granite 

30.403 

1.73 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

1.10 

0.78 

0.13 

0.067 

0.20 

0.29 


Godawas 

0815000301956000 

20.597 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.457 

0.87 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.002 

0.01 

0.01 


Hingoli 

0815000301949000 

27.991 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

1.349 

2.04 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.27 

0.22 

0.18 

0.007 

0.02 

0.02 







Non-command 

Vindhyan Sandstone 

7.205 

2.04 

0.060 

0.33 

0.02 

0.00 

0.00 

0.00 

1.19 

0.98 

1.28 

0.035 

0.08 

0.10 


Hiradesar 

0815000301952400 

16.002 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

16.002 

0.40 

0.060 

0.63 

0.03 

0.00 

0.00 

0.00 

0.98 

0.80 

2.44 

0.077 

0.32 

0.39 


Jointara 

0815000301948400 

16.000 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

7.810 

1.20 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.23 

0.16 

0.13 

0.017 

0.14 

0.20 


Kalawas 

0815000301950400 

9.925 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

9.925 

0.81 

0.060 

0.50 

0.02 

0.00 

0.00 

0.00 

0.96 

0.74 

1.95 

0.048 

0.31 

0.40 


Kasti 

0815000301950600 

31.246 

Fresh 

Non-command 

Non-command 

Jalore Granite 

22.143 

0.88 

0.020 

0.06 

0.01 

0.00 

0.00 

0.01 

0.43 

0.31 

0.19 

0.049 

0.21 

0.30 







Non-command 

Vindhyan Sandstone 

9.103 

0.88 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.20 

0.14 

0.12 

0.020 

0.09 

0.12 


Kherapa 

0815000301947600 

24.731 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

10.018 

0.58 

0.020 

0.08 

0.00 

0.00 

0.00 

0.00 

0.20 

0.14 

0.29 

0.022 

0.12 

0.17 


Lawari 

0815000301947100 

9.605 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

1.348 

1.26 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.23 

0.17 

0.36 

0.006 

0.04 

0.06 


Lunawas 

0815000301951300 

12.031 

Fresh 

Non-command 

Non-command 

Jalore Granite 

10.307 

1.47 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.33 

0.24 

0.08 

0.023 

0.26 

0.36 


Mailana 

0815000301948500 

23.590 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

20.079 

0.64 

0.020 

0.45 

0.02 

0.00 

0.00 

0.00 

0.68 

0.50 

1.73 

0.044 

0.25 

0.35 


Mandli Charna 

0815000301948700 

11.127 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

11.127 

0.34 

0.060 

0.20 

0.01 

0.00 

0.00 

0.00 

0.41 

0.31 

0.71 

0.054 

0.31 

0.40 


Melawas 

0815000301950800 

7.219 

Fresh 

Non-command 

Non-command 

Jalore Granite 

2.706 

1.83 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.00 

0.006 

0.11 

0.16 







Non-command 

Vindhyan Sandstone 

0.218 

1.83 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Mindoli 

0815000301948600 

11.583 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

11.583 

0.19 

0.060 

0.21 

0.01 

0.00 

0.00 

0.00 

0.33 

0.25 

0.75 

0.056 

0.31 

0.40 


Nagalwas 

0815000301947300 

18.979 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

1.226 

0.84 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.12 

0.006 

0.02 

0.03 







Non-command 

Vindhyan Sandstone 

11.632 

0.84 

0.060 

0.41 

0.02 

0.00 

0.00 

0.00 

0.98 

0.73 

1.58 

0.056 

0.19 

0.25 


Nawa Nagariya 

0815000301950900 

3.217 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.496 

1.81 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.00 

0.003 

0.14 

0.20 


Netra 

0815000301950700 

48.403 

Fresh 

Non-command 

Non-command 

Jalore Granite 

3.273 

2.16 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.01 

0.007 

0.02 

0.03 







Non-command 

Vindhyan Sandstone 

31.243 

2.16 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

1.42 

0.98 

0.17 

0.069 

0.19 

0.27 


Palri Ranawata 

0815000301947200 

28.337 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

22.188 

1.32 

0.080 

1.07 

0.05 

0.00 

0.00 

0.00 

3.36 

2.57 

4.14 

0.107 

0.24 

0.32 







Non-command 

Vindhyan Sandstone 

4.646 

1.32 

0.060 

0.28 

0.01 

0.00 

0.00 

0.00 

0.64 

0.49 

1.09 

0.022 

0.05 

0.07 


Rarod 

0815000301947000 

52.087 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

6.196 

1.41 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.78 

0.62 

0.27 

0.030 

0.04 

0.05 







Non-command 

Vindhyan Sandstone 

0.553 

1.41 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.04 

0.003 

0.00 

0.00 


Roodiya 

0815000301950200 

23.326 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

23.326 

0.28 

0.060 

0.74 

0.04 

0.00 

0.00 

0.00 

1.09 

0.84 

2.81 

0.112 

0.31 

0.40 


Sevki Kalan 

0815000301951400 

11.355 

Fresh 

Non-command 

Non-command 

Jalore Granite 

10.210 

1.28 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.29 

0.22 

0.10 

0.022 

0.28 

0.37 


Sopra 

0815000301952500 

10.499 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

9.657 

0.65 

0.060 

0.45 

0.02 

0.00 

0.00 

0.00 

0.81 

0.69 

1.73 

0.047 

0.30 

0.36 


Surpura Khurd 

0815000301948900 

20.872 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

8.885 

1.85 

0.060 

0.51 

0.02 

0.00 

0.00 

0.00 

1.48 

1.21 

1.98 

0.043 

0.14 

0.17 


Tambariya Kalan 

0815000301952300 

12.386 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

12.008 

0.55 

0.060 

0.29 

0.01 

0.00 

0.00 

0.00 

0.67 

0.55 

1.09 

0.058 

0.31 

0.38 


Tambariya Khurd 

0815000301952200 

7.888 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.019 

0.57 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Vindhyan Sandstone 

6.756 

0.57 

0.060 

0.49 

0.02 

0.00 

0.00 

0.00 

0.70 

0.57 

1.91 

0.033 

0.27 

0.34 


Todiyana 

0815000301947400 

15.853 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

7.698 

0.44 

0.060 

0.18 

0.01 

0.00 

0.00 

0.00 

0.37 

0.27 

0.68 

0.037 

0.14 

0.20 


Ustra 

0815000301950100 

38.939 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

37.207 

0.32 

0.060 

1.14 

0.05 

0.00 

0.00 

0.00 

1.80 

1.45 

4.31 

0.179 

0.31 

0.38 

11008043 

Banda Hera 

0814000801876100 

10.062 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.086 

0.33 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.01 


Banseli 

0821000202505400 

5.035 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.035 

-0.17 

0.120 

0.42 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.63 

0.033 

0.42 

1.04 


Banser 

0814000801875500 

9.224 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.745 

0.57 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.010 

0.07 

0.12 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Mandiyai Khurd 

0815000201941400 

0.06 

0.00 

2,680.49 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.130 

8,187.66 

Over Exploited 

Meeno Ki Dhani 

0815000201935800 

0.06 

0.08 

318.72 

0.10 

- 

0.10 

0.02 

0.12 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.118 

0.006 

0.112 

0.352 

314.57 

Over Exploited 

Newra Road 

0815000201939300 

0.06 

0.00 

332,653.93 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Osian 

0815000201936700 

0.06 

0.25 

201.73 

0.30 

0.01 

0.31 

0.02 

0.14 

0.04 

0.0300 

- 

- 

- 

0.030 

0.067 

0.380 

0.019 

0.361 

0.438 

121.50 

Over Exploited 

Paboo Nagar 

0815000501981800 

0.06 

0.11 

- 

0.11 

0.02 

0.13 

0.02 

0.20 

0.02 

0.0500 

- 

- 

- 

0.050 

0.066 

0.198 

0.020 

0.178 

1.233 

691.52 

Over Exploited 

Panchla Khurd 

0815000201940000 

0.06 

0.73 

3.33 

0.75 

0.04 

0.79 

0.04 

0.30 

0.10 

0.0800 

- 

- 

0.008 

0.088 

0.192 

0.980 

0.049 

0.931 

2.352 

252.59 

Over Exploited 

Panditon Ka Bas 

0815000501977600 

0.06 

0.00 

5,267.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.013 

45,448.43 

Over Exploited 

Prahladpura 

0815000501977700 

0.06 

0.31 

32.11 

0.37 

0.02 

0.39 

0.03 

0.23 

0.04 

0.0500 

- 

- 

0.002 

0.052 

0.097 

0.489 

0.024 

0.464 

1.408 

303.39 

Over Exploited 

Pratapnagar 

0815000201936600 

0.06 

0.15 

67.72 

0.18 

0.01 

0.19 

0.04 

0.29 

0.02 

0.0400 

- 

- 

- 

0.040 

0.061 

0.246 

0.012 

0.234 

0.432 

184.66 

Over Exploited 

Rajabandh 

0815000501982800 

0.06 

0.14 

- 

0.14 

- 

0.14 

0.04 

0.32 

0.02 

0.0100 

- 

- 

- 

0.010 

0.028 

0.164 

0.016 

0.148 

0.365 

247.37 

Over Exploited 

Rajsagar 

0815000501977800 

0.06 

0.11 

41.29 

0.13 

0.01 

0.14 

0.02 

0.20 

0.02 

0.0300 

- 

- 

- 

0.030 

0.045 

0.182 

0.009 

0.173 

0.752 

435.24 

Over Exploited 

Ramnagar 

0815000201935400 

0.06 

0.10 

366.05 

0.12 

- 

0.12 

0.04 

0.29 

0.01 

0.0100 

- 

- 

- 

0.010 

0.025 

0.145 

0.007 

0.138 

0.385 

278.87 

Over Exploited 

Samrau 

0815000201931700 

0.06 

0.07 

675.72 

0.08 

- 

0.08 

0.01 

0.07 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.099 

0.005 

0.094 

0.427 

455.79 

Over Exploited 

Santora Khurd 

0815000201940500 

0.06 

0.01 

1,010.99 

0.01 

- 

0.01 

0.00 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.018 

0.001 

0.018 

0.170 

970.40 

Over Exploited 

Sirmandi 

0815000201936300 

0.06 

0.64 

34.49 

0.76 

0.01 

0.77 

0.04 

0.29 

0.09 

0.0400 

- 

- 

- 

0.040 

0.133 

0.906 

0.045 

0.860 

1.093 

127.06 

Over Exploited 

Tiwari 

0815000201941300 

0.06 

0.08 

- 

0.08 

0.01 

0.09 

0.01 

0.09 

0.01 

0.0200 

- 

- 

- 

0.020 

0.032 

0.124 

0.012 

0.112 

0.710 

635.43 

Over Exploited 

Utambar 

0815000501983000 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.035 

1,494.75 

Over Exploited 

Vijainagar 

0815000501982900 

0.06 

0.04 

- 

0.04 

- 

0.04 

0.03 

0.21 

0.01 

- 

- 

- 

- 

- 

0.005 

0.045 

0.004 

0.040 

0.064 

159.57 

Over Exploited 

Artiya Kalan 

0815000301955700 

0.10 

0.00 

10,004.70 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.078 

12,417.63 

Over Exploited 

Asanda 

0815000301946400 

0.10 

0.01 

2,143.34 

0.01 

0.01 

0.02 

0.01 

0.05 

0.00 

0.0200 

- 

- 

- 

0.020 

0.021 

0.039 

0.002 

0.037 

0.577 

1,539.86 

Over Exploited 

Bandra 

0815000301952100 

0.08 

0.02 

286.02 

0.03 

- 

0.03 

0.01 

0.13 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.038 

0.002 

0.036 

0.317 

881.83 

Over Exploited 



0.10 

0.00 

2,154.10 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.229 

1,697.49 

Over Exploited 

Baori 

0815000301947800 

0.05 

0.16 

509.93 

0.19 

0.02 

0.21 

0.02 

0.13 

0.02 

0.0700 

- 

- 

0.001 

0.071 

0.093 

0.305 

0.015 

0.290 

1.947 

671.07 

Over Exploited 

Bhopalgarh 

0815000301950000 

0.10 

0.00 

11,277.12 

0.00 

- 

0.00 

0.00 

0.01 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.013 

0.372 

2,971.30 

Over Exploited 

Birai 

0815000301950500 

0.05 

0.26 

195.57 

0.31 

0.05 

0.36 

0.02 

0.16 

0.03 

0.1400 

- 

- 

- 

0.140 

0.172 

0.530 

0.026 

0.503 

1.323 

262.87 

Over Exploited 



0.05 

0.33 

184.50 

0.39 

0.07 

0.46 

0.02 

0.18 

0.04 

0.2100 

- 

- 

0.001 

0.211 

0.252 

0.716 

0.036 

0.680 

1.964 

288.71 

Over Exploited 

Birani 

0815000301950300 

0.10 

0.26 

252.19 

0.32 

0.05 

0.37 

0.04 

0.35 

0.03 

0.1400 

- 

- 

- 

0.140 

0.172 

0.537 

0.027 

0.510 

3.791 

742.83 

Over Exploited 

Bucheti 

0815000301952000 

0.05 

0.01 

877.86 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.037 

563.23 

Over Exploited 

Dhoroo 

0815000301952600 

0.10 

0.00 

9,158.43 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.077 

12,981.07 

Over Exploited 

Gaderi 

0815000301948800 

0.10 

0.50 

246.04 

0.60 

0.08 

0.68 

0.04 

0.35 

0.06 

0.2500 

- 

- 

0.002 

0.252 

0.312 

0.994 

0.050 

0.944 

6.790 

719.35 

Over Exploited 

Gangani 

0815000301951000 

0.05 

0.31 

154.03 

0.37 

0.01 

0.38 

0.03 

0.23 

0.04 

0.0200 

- 

- 

- 

0.020 

0.059 

0.440 

0.022 

0.418 

0.201 

48.03 

Safe 

Godawas 

0815000301956000 

0.08 

0.00 

1,763.52 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

669.89 

Over Exploited 

Hingoli 

0815000301949000 

0.10 

0.00 

10,428.32 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.187 

1,537.55 

Over Exploited 



0.10 

0.06 

1,528.44 

0.07 

0.02 

0.09 

0.01 

0.09 

0.01 

0.0500 

- 

- 

- 

0.050 

0.057 

0.149 

0.007 

0.141 

1.310 

925.63 

Over Exploited 

Hiradesar 

0815000301952400 

0.10 

0.51 

55.70 

0.61 

0.03 

0.64 

0.04 

0.36 

0.06 

0.0900 

- 

- 

- 

0.090 

0.150 

0.794 

0.040 

0.754 

2.515 

333.43 

Over Exploited 

Jointara 

0815000301948400 

0.05 

0.06 

190.17 

0.07 

- 

0.07 

0.02 

0.16 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.084 

0.004 

0.080 

0.147 

184.44 

Over Exploited 

Kalawas 

0815000301950400 

0.10 

0.31 

141.13 

0.37 

0.02 

0.39 

0.04 

0.35 

0.04 

0.0700 

- 

- 

0.001 

0.071 

0.109 

0.499 

0.025 

0.474 

1.998 

421.82 

Over Exploited 

Kasti 

0815000301950600 

0.05 

0.24 

31.45 

0.28 

0.02 

0.30 

0.03 

0.24 

0.03 

0.0200 

- 

- 

0.009 

0.029 

0.059 

0.358 

0.018 

0.340 

0.243 

71.25 

Semi Critical 



0.05 

0.04 

258.98 

0.05 

- 

0.05 

0.01 

0.10 

0.01 

0.0100 

- 

- 

- 

0.010 

0.015 

0.063 

0.003 

0.060 

0.135 

225.21 

Over Exploited 

Kherapa 

0815000301947600 

0.05 

0.06 

136.12 

0.07 

- 

0.07 

0.02 

0.13 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.089 

0.004 

0.084 

0.310 

367.67 

Over Exploited 

Lawari 

0815000301947100 

0.10 

0.01 

2,850.26 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.018 

0.001 

0.017 

0.366 

2,172.06 

Over Exploited 

Lunawas 

0815000301951300 

0.05 

0.14 

79.07 

0.16 

- 

0.16 

0.03 

0.30 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.191 

0.010 

0.181 

0.099 

54.39 

Safe 

Mailana 

0815000301948500 

0.05 

0.25 

96.56 

0.30 

0.02 

0.33 

0.03 

0.29 

0.03 

0.0600 

- 

- 

0.005 

0.065 

0.097 

0.425 

0.021 

0.404 

1.772 

438.68 

Over Exploited 

Mandli Charna 

0815000301948700 

0.10 

0.34 

(7.65) 

0.31 

0.01 

0.33 

0.04 

0.34 

0.04 

0.0300 

- 

- 

0.001 

0.031 

0.073 

0.398 

0.020 

0.378 

0.767 

202.73 

Over Exploited 

Melawas 

0815000301950800 

0.05 

0.02 

346.91 

0.02 

- 

0.02 

0.01 

0.13 

0.00 

- 

- 

- 

- 

- 

0.002 

0.021 

0.001 

0.020 

0.006 

30.34 

Safe 



0.05 

0.00 

5,475.30 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mindoli 

0815000301948600 

0.10 

0.35 

(29.00) 

0.28 

0.01 

0.29 

0.04 

0.34 

0.04 

0.0300 

- 

- 

- 

0.030 

0.074 

0.367 

0.018 

0.348 

0.806 

231.26 

Over Exploited 

Nagalwas 

0815000301947300 

0.10 

0.00 

3,403.48 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.126 

4,162.31 

Over Exploited 



0.10 

0.22 

237.78 

0.26 

0.02 

0.28 

0.02 

0.21 

0.03 

0.0600 

- 

- 

0.001 

0.062 

0.089 

0.369 

0.018 

0.351 

1.631 

465.23 

Over Exploited 

Nawa Nagariya 

0815000301950900 

0.05 

0.01 

255.00 

0.01 

- 

0.01 

0.02 

0.16 

0.00 

- 

- 

- 

- 

- 

0.001 

0.014 

0.001 

0.014 

0.003 

24.14 

Safe 

Netra 

0815000301950700 

0.05 

0.00 

3,115.46 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.018 

442.75 

Over Exploited 



0.05 

0.30 

230.83 

0.36 

- 

0.36 

0.02 

0.21 

0.04 

0.0100 

- 

- 

- 

0.010 

0.049 

0.404 

0.020 

0.384 

0.242 

62.94 

Safe 

Palri Ranawata 

0815000301947200 

0.10 

0.54 

379.61 

0.64 

0.05 

0.70 

0.03 

0.27 

0.07 

0.1600 

- 

- 

0.003 

0.163 

0.228 

0.923 

0.046 

0.877 

4.247 

484.15 

Over Exploited 



0.10 

0.02 

1,976.20 

0.03 

0.01 

0.04 

0.01 

0.06 

0.00 

0.0400 

- 

- 

- 

0.040 

0.043 

0.081 

0.004 

0.077 

1.110 

1,441.69 

Over Exploited 

Rarod 

0815000301947000 

0.10 

0.02 

2,531.16 

0.03 

- 

0.03 

0.00 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.041 

0.002 

0.039 

0.300 

764.04 

Over Exploited 



0.10 

0.00 

23,992.89 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.041 

17,178.09 

Over Exploited 

Roodiya 

0815000301950200 

0.10 

0.72 

16.16 

0.84 

0.04 

0.88 

0.04 

0.35 

0.09 

0.1100 

- 

- 

0.002 

0.112 

0.199 

1.077 

0.054 

1.023 

2.925 

286.03 

Over Exploited 

Sevki Kalan 

0815000301951400 

0.05 

0.14 

53.11 

0.17 

- 

0.17 

0.03 

0.31 

0.02 

0.0100 

- 

- 

- 

0.010 

0.028 

0.198 

0.010 

0.188 

0.119 

63.38 

Safe 

Sopra 

0815000301952500 

0.10 

0.29 

134.84 

0.35 

0.02 

0.37 

0.03 

0.34 

0.03 

0.0600 

- 

- 

- 

0.060 

0.093 

0.464 

0.023 

0.440 

1.772 

402.27 

Over Exploited 

Surpura Khurd 

0815000301948900 

0.10 

0.12 

890.02 

0.15 

0.02 

0.17 

0.02 

0.15 

0.01 

0.0700 

- 

- 

- 

0.070 

0.084 

0.251 

0.013 

0.238 

2.023 

849.24 

Over Exploited 

Tambariya Kalan 

0815000301952300 

0.10 

0.37 

47.57 

0.45 

0.01 

0.46 

0.04 

0.35 

0.04 

0.0400 

- 

- 

- 

0.040 

0.083 

0.543 

0.027 

0.516 

1.146 

222.14 

Over Exploited 

Tambariya Khurd 

0815000301952200 

0.08 

0.00 

16,357.62 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.18 

208.15 

0.22 

0.02 

0.24 

0.03 

0.31 

0.02 

0.0700 

- 

- 

- 

0.070 

0.092 

0.334 

0.017 

0.317 

1.946 

613.96 

Over Exploited 

Todiyana 

0815000301947400 

0.10 

0.11 

144.69 

0.13 

0.01 

0.14 

0.02 

0.16 

0.01 

0.0300 

- 

- 

- 

0.030 

0.044 

0.188 

0.009 

0.179 

0.712 

398.67 

Over Exploited 

Ustra 

0815000301950100 

0.10 

1.14 

28.07 

1.36 

0.05 

1.41 

0.04 

0.34 

0.13 

0.1600 

- 

- 

- 

0.160 

0.293 

1.706 

0.085 

1.621 

4.492 

277.19 

Over Exploited 

Banda Hera 

0814000801876100 

0.08 

0.00 

731.94 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

45,568.84 

Over Exploited 

Banseli 

0821000202505400 

0.20 

0.42 

- 

0.42 

0.02 

0.44 

0.04 

0.46 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.504 

0.050 

0.454 

1.663 

366.54 

Over Exploited 

Banser 

0814000801875500 

0.08 

0.01 

(9.22) 

0.01 

- 

0.01 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.009 

0.010 

112.11 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Banwal 

081400080187520C 

24.288 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.447 

1.52 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.70 

0.47 

0.11 

0.031 

0.08 

0.12 







Non-command 

Phyllite & Schist 

2.169 

1.52 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.04 

0.012 

0.03 

0.05 







Non-command 

Gneisses 

2.483 

1.52 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.02 

0.014 

0.04 

0.06 


Bari Ghati 

0814000701865400 

8.958 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.130 

0.01 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 


Bassi 

0814000801875300 

12.787 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.763 

0.79 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.55 

0.34 

0.20 

0.044 

0.25 

0.40 







Non-command 

Phyllite & Schist 

0.892 

0.79 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.005 

0.03 

0.05 







Non-command 

Gneisses 

1.272 

0.79 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.007 

0.04 

0.07 


Bhagwanpura 

0821000302509100 

9.895 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.918 

1.66 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.43 

0.21 

0.22 

0.013 

0.07 

0.15 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.480 

1.66 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.05 

0.04 

0.003 

0.02 

0.04 


Chachiyawas 

0821000202503100 

11.654 

Fresh 

Non-command 

Non-command 

Gneisses 

0.018 

2.21 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chawandiya 

0821000202504200 

5.129 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.889 

-0.17 

0.120 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.69 

0.012 

0.15 

0.38 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.715 

-0.17 

0.120 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.53 

0.018 

0.22 

0.55 







Non-command 

Phyllite & Schist 

0.273 

-0.17 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.002 

0.02 

0.06 


Deo Nagar 

0821000202505500 

10.686 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.481 

0.23 

0.120 

0.53 

0.03 

0.00 

0.00 

0.00 

0.77 

0.33 

2.06 

0.062 

0.38 

0.86 


Deogarh 

0814000701864900 

21.331 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.054 

0.13 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Doongariya Khurd 

0821000202504000 

6.332 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.229 

-0.10 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.015 

0.15 

0.34 







Non-command 

Phyllite & Schist 

3.838 

-0.10 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.025 

0.26 

0.59 


Ganahera 

0821000202505300 

8.792 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.864 

-0.22 

0.120 

0.99 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

3.90 

0.038 

0.28 

0.70 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.152 

-0.22 

0.120 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.77 

0.014 

0.10 

0.26 


Govindgarh 

0821000302508800 

26.771 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.074 

1.01 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Phyllite & Schist 

5.314 

1.01 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.20 

0.10 

0.36 

0.035 

0.07 

0.15 


Gudha 

0821000202503600 

8.931 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.372 

0.66 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.002 

0.02 

0.03 







Non-command 

Phyllite & Schist 

7.665 

0.66 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.14 

0.08 

0.10 

0.050 

0.35 

0.66 


Hokaran 

0821000202503300 

10.021 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.115 

1.11 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.05 

0.001 

0.00 

0.01 







Non-command 

Gneisses 

0.813 

1.11 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.17 

0.005 

0.03 

0.06 


Jaswantpura 

0821000302508900 

15.718 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.275 

2.49 

0.120 

0.36 

0.02 

0.00 

0.00 

0.00 

1.62 

0.80 

1.40 

0.028 

0.10 

0.21 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.078 

2.49 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.00 

0.00 


Kadel 

0821000202503700 

5.083 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.991 

0.58 

0.120 

0.17 

0.01 

0.00 

0.00 

0.00 

0.37 

0.18 

0.65 

0.020 

0.25 

0.49 







Non-command 

Phyllite & Schist 

2.043 

0.58 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.11 

0.06 

0.40 

0.013 

0.17 

0.34 


Kanas 

0821000202505800 

12.146 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.901 

1.25 

0.120 

0.33 

0.02 

0.00 

0.00 

0.00 

1.05 

0.61 

1.27 

0.032 

0.18 

0.31 







Non-command 

Gneisses 

0.357 

1.25 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.05 

0.002 

0.01 

0.02 


Kawalai 

0821000202503500 

5.571 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.744 

0.67 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.06 

0.005 

0.05 

0.10 







Non-command 

Phyllite & Schist 

4.819 

0.67 

0.020 

0.10 

0.00 

0.00 

0.00 

0.00 

0.16 

0.09 

0.37 

0.032 

0.36 

0.63 


Kharekhari 

0821000202504700 

12.127 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.509 

2.23 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.003 

0.02 

0.04 


Khori 

0821000202503400 

5.301 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.552 

0.69 

0.120 

0.31 

0.01 

0.00 

0.00 

0.00 

0.68 

0.37 

1.19 

0.030 

0.36 

0.66 







Non-command 

Gneisses 

0.174 

0.69 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.001 

0.01 

0.03 


Killa 

0814000701865300 

12.117 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.040 

0.96 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

4.945 

0.96 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.12 

0.05 

0.22 

0.021 

0.17 

0.39 


Kishanpura Goyla 

0821000202504300 

15.145 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.704 

0.51 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.03 

0.13 

0.005 

0.02 

0.05 





Saline 

Non-command 

Non-command 

Older Alluvium 

11.692 

0.51 

0.120 

0.34 

0.02 

0.00 

0.00 

0.00 

1.04 

0.42 

1.26 

0.077 

0.32 

0.79 







Non-command 

Phyllite & Schist 

1.584 

0.51 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.11 

0.010 

0.04 

0.11 


Kundri 

0814000801875800 

14.751 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.314 

0.49 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.002 

0.01 

0.02 


Ladpura 

0814000701862400 

20.571 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.356 

0.50 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.01 

0.01 


Lakheena 

0814000701865100 

7.327 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

3.517 

0.90 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.03 

0.09 

0.015 

0.19 

0.43 


Leela Seori 

0821000202505700 

3.542 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.262 

1.10 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.08 

0.02 

0.008 

0.15 

0.32 







Non-command 

Gneisses 

0.210 

1.10 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.03 

0.05 


Leswa 

0821000202504500 

13.547 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.842 

1.91 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.96 

0.46 

0.31 

0.025 

0.11 

0.23 







Non-command 

Phyllite & Schist 

6.400 

1.91 

0.020 

0.12 

0.01 

0.00 

0.00 

0.00 

0.36 

0.17 

0.42 

0.042 

0.18 

0.38 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.898 

1.91 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.46 

0.22 

0.08 

0.012 

0.05 

0.11 







Non-command 

Phyllite & Schist 

1.327 

1.91 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.04 

0.009 

0.04 

0.08 


Majhewla 

0821000202503800 

8.210 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.070 

0.55 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.51 

0.25 

0.43 

0.040 

0.31 

0.64 







Non-command 

Phyllite & Schist 

1.055 

0.55 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.07 

0.007 

0.05 

0.11 







Non-command 

Gneisses 

0.053 

0.55 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Nand 

0821000202504600 

17.040 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.719 

1.25 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.06 

0.07 

0.005 

0.02 

0.04 





Saline 

Non-command 

Non-command 

Older Alluvium 

12.493 

1.25 

0.120 

0.24 

0.03 

0.00 

0.00 

0.00 

2.08 

0.94 

0.84 

0.082 

0.29 

0.64 







Non-command 

Phyllite & Schist 

2.094 

1.25 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.09 

0.014 

0.05 

0.11 


Narwar 

0821000202501200 

16.879 

Fresh 

Non-command 

Non-command 

Gneisses 

0.007 

2.55 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nedaliya 

0821000202505600 

4.479 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.517 

0.34 

0.120 

0.29 

0.01 

0.00 

0.00 

0.00 

0.42 

0.18 

1.17 

0.023 

0.33 

0.78 


Peeh 

0814000801876200 

24.137 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.282 

-0.26 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.002 

0.00 

0.01 


Pushkar(M) 

0821000242102000 

14.556 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.366 

0.93 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.81 

0.33 

0.00 

0.317 

0.18 

0.46 







Non-command 

Phyllite & Schist 

0.308 

0.93 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.015 

0.01 

0.02 







Non-command 

Gneisses 

0.493 

0.93 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.025 

0.01 

0.04 


Pushkar (Rural) 

0821000202505200 

8.445 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.185 

0.13 

0.120 

0.50 

0.02 

0.00 

0.00 

0.00 

0.57 

0.23 

1.93 

0.041 

0.31 

0.76 







Non-command 

Gneisses 

0.161 

0.13 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.04 

0.001 

0.01 

0.02 


Rampura Nand 

0821000202504400 

3.519 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

3.519 

1.22 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.15 

0.07 

0.23 

0.023 

0.40 

0.88 


Rawatkhera 

0814000701862500 

5.354 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

5.136 

1.32 

0.015 

0.10 

0.01 

0.00 

0.00 

0.00 

0.19 

0.09 

0.37 

0.022 

0.38 

0.81 


Rewat 

0821000202503900 

5.157 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.226 

0.10 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.12 

0.05 

0.35 

0.015 

0.18 

0.40 







Non-command 

Phyllite & Schist 

2.156 

0.10 

0.020 

0.08 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.31 

0.014 

0.18 

0.39 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 


(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Banwal 

0814000801875200 

0.12 

0.05 

758.82 

0.07 

- 

0.07 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.066 

0.003 

0.063 

0.145 

231.16 

Over Exploited 



0.08 

0.01 

588.09 

0.01 

- 

0.01 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.048 

729.03 

Over Exploited 



0.07 

0.01 

########## 

0.01 

- 

0.01 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.031 

503.63 

Over Exploited 

Bari Ghati 

0814000701865400 

0.04 

0.00 

(1,000.00) 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

54,785.13 

Over Exploited 

Bassi 

0814000801875300 

0.12 

0.23 

47.81 

0.28 

- 

0.28 

0.03 

0.27 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.285 

0.014 

0.271 

0.241 

88.97 

Semi Critical 



0.08 

0.00 

221.63 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.017 

740.74 

Over Exploited 



0.07 

0.00 

361,665.87 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.018 

578.66 

Over Exploited 

Bhagwanpura 

0821000302509100 

0.20 

0.03 

667.07 

0.03 

0.01 

0.04 

0.01 

0.08 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.073 

0.004 

0.069 

0.236 

339.56 

Over Exploited 



0.20 

0.00 

2,895.61 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.043 

2,192.99 

Over Exploited 

Chachiyawas 

0821000202503100 

0.06 

0.00 

82,576.92 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chawandiya 

0821000202504200 

0.20 

0.06 

- 

0.06 

0.01 

0.07 

0.01 

0.17 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.098 

0.010 

0.089 

0.706 

797.16 

Over Exploited 



0.20 

0.12 

- 

0.12 

0.01 

0.13 

0.02 

0.24 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.151 

0.015 

0.136 

0.551 

405.70 

Over Exploited 



0.07 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.038 

9,836.47 

Over Exploited 

Deo Nagar 

0821000202505500 

0.20 

0.70 

27,230.24 

0.56 

0.03 

0.59 

0.04 

0.41 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.668 

0.033 

0.635 

2.119 

333.97 

Over Exploited 

Deogarh 

0814000701864900 

0.04 

0.00 

(300.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Doongariya Khurd 

0821000202504000 

0.20 

0.07 

- 

0.07 

- 

0.07 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.066 

0.007 

0.059 

0.111 

186.05 

Over Exploited 



0.07 

0.07 

- 

0.07 

- 

0.07 

0.02 

0.28 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.083 

0.008 

0.075 

0.176 

235.51 

Over Exploited 

Ganahera 

0821000202505300 

0.20 

0.33 

- 

0.33 

0.05 

0.38 

0.03 

0.31 

- 

0.1500 

- 

- 

- 

0.150 

0.150 

0.528 

0.053 

0.475 

3.933 

827.75 

Over Exploited 



0.20 

0.04 

- 

0.04 

0.01 

0.05 

0.01 

0.11 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.084 

0.008 

0.076 

0.788 

1,038.14 

Over Exploited 

Govindgarh 

0821000302508800 

0.20 

0.00 

29,011.28 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.03 

233.35 

0.04 

0.01 

0.05 

0.01 

0.08 

- 

0.0400 

- 

- 

0.000 

0.040 

0.040 

0.086 

0.004 

0.081 

0.394 

483.47 

Over Exploited 

Gudha 

0821000202503600 

0.20 

0.00 

1,133.18 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

0.002 

167.80 

Over Exploited 



0.07 

0.20 

(162.98) 

0.16 

- 

0.16 

0.04 

0.39 

- 

- 

- 

- 

- 

- 

- 

0.162 

0.008 

0.154 

0.147 

95.47 

Critical 

Hokaran 

0821000202503300 

0.20 

0.00 

406,898.86 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.047 

47,557.57 

Over Exploited 



0.06 

0.00 

328,455.46 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.171 

20,001.67 

Over Exploited 

Jaswantpura 

0821000302508900 

0.20 

0.09 

822.32 

0.10 

0.02 

0.12 

0.01 

0.11 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.174 

0.009 

0.165 

1.430 

866.87 

Over Exploited 



0.20 

0.00 

39,691.00 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.015 

44,047.03 

Over Exploited 

Kadel 

0821000202503700 

0.20 

0.15 

24.53 

0.18 

0.01 

0.19 

0.02 

0.27 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.207 

0.010 

0.196 

0.666 

338.76 

Over Exploited 



0.07 

0.03 

119.80 

0.03 

0.01 

0.04 

0.02 

0.19 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.061 

0.003 

0.058 

0.415 

717.33 

Over Exploited 

Kanas 

0821000202505800 

0.20 

0.17 

977,851.01 

0.21 

0.02 

0.23 

0.02 

0.20 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.279 

0.014 

0.265 

1.302 

490.73 

Over Exploited 



0.06 

0.00 

393,796.46 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.055 

19,279.16 

Over Exploited 

Kawalai 

0821000202503500 

0.20 

0.01 

450.95 

0.01 

- 

0.01 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.000 

0.009 

0.065 

698.25 

Over Exploited 



0.07 

0.13 

(27.77) 

0.10 

- 

0.10 

0.04 

0.39 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.113 

0.006 

0.107 

0.404 

377.02 

Over Exploited 

Kharekhari 

0821000202504700 

0.04 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.017 

5,705.57 

Over Exploited 

Khori 

0821000202503400 

0.20 

0.33 

12.32 

0.37 

0.01 

0.38 

0.04 

0.40 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.420 

0.021 

0.399 

1.220 

305.72 

Over Exploited 



0.06 

0.00 

46,999.30 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.026 

30,311.05 

Over Exploited 

Killa 

0814000701865300 

0.04 

0.00 

31,472.95 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.03 

(542.87) 

0.04 

0.01 

0.05 

0.02 

0.18 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.069 

0.003 

0.066 

0.241 

365.67 

Over Exploited 

Kishanpura Goyla 

0821000202504300 

0.20 

0.00 

62,057.58 

0.00 

- 

0.00 

0.00 

0.02 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.013 

0.132 

1,047.72 

Over Exploited 



0.20 

0.75 

(43.57) 

0.60 

0.02 

0.62 

0.03 

0.35 

- 

0.1400 

- 

- 

- 

0.140 

0.140 

0.762 

0.038 

0.724 

1.333 

184.00 

Over Exploited 



0.07 

0.00 

190.85 

0.01 

- 

0.01 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.015 

0.121 

808.49 

Over Exploited 

Kundri 

0814000801875800 

0.08 

0.00 

74,468.67 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.026 

12,515.70 

Over Exploited 

Ladpura 

0814000701862400 

0.04 

0.00 

1,249.02 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

6,829.23 

Over Exploited 

Lakheena 

0814000701865100 

0.04 

0.03 

28.91 

0.03 

- 

0.03 

0.02 

0.21 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.042 

0.002 

0.040 

0.109 

269.61 

Over Exploited 

Leela Seori 

0821000202505700 

0.20 

0.04 

116.78 

0.05 

- 

0.05 

0.02 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.047 

0.002 

0.044 

0.032 

72.70 

Semi Critical 



0.06 

0.00 

1,438.44 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

541.54 

Over Exploited 

Leswa 

0821000202504500 

0.20 

0.08 

449.62 

0.10 

- 

0.10 

0.01 

0.12 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.130 

0.007 

0.124 

0.330 

267.08 

Over Exploited 



0.07 

0.09 

94.77 

0.10 

0.01 

0.11 

0.02 

0.20 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.164 

0.008 

0.156 

0.464 

297.44 

Over Exploited 



0.20 

0.02 

966.67 

0.02 

- 

0.02 

0.01 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.034 

0.002 

0.033 

0.095 

291.73 

Over Exploited 



0.07 

0.00 

733.11 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.050 

1,252.19 

Over Exploited 

Majhewla 

0821000202503800 

0.20 

0.36 

44,179.52 

0.29 

0.01 

0.30 

0.03 

0.34 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.321 

0.016 

0.305 

0.467 

152.87 

Over Exploited 



0.07 

0.00 

260.05 

0.01 

- 

0.01 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.072 

1,465.22 

Over Exploited 



0.06 

0.00 

986.95 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nand 

0821000202504600 

0.20 

0.00 

2,310.56 

0.00 

- 

0.00 

0.00 

0.02 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.075 

611.63 

Over Exploited 



0.20 

0.72 

########## 

0.86 

0.03 

0.89 

0.03 

0.32 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.983 

0.049 

0.934 

0.917 

98.14 

Critical 



0.07 

0.01 

454,581.41 

0.01 

- 

0.01 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.101 

596.18 

Over Exploited 

Narwar 

0821000202501200 

0.06 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nedaliya 

0821000202505600 

0.20 

0.22 

49,199.75 

0.18 

0.01 

0.19 

0.03 

0.36 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.229 

0.011 

0.218 

1.194 

548.49 

Over Exploited 

Peeh 

0814000801876200 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.019 

21,344.21 

Over Exploited 

Pushkar(M) 

0821000242102000 

0.20 

0.23 

160,126.06 

0.28 

- 

0.28 

0.02 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.278 

0.014 

0.264 

0.317 

120.06 

Over Exploited 



0.07 

0.00 

52,314.96 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.015 

15,169.39 

Over Exploited 



0.06 

0.00 

8,725.87 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.025 

14,171.73 

Over Exploited 

Pushkar (Rural) 

0821000202505200 

0.20 

0.38 

(138.91) 

0.31 

0.02 

0.33 

0.03 

0.34 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.396 

0.020 

0.376 

1.973 

524.78 

Over Exploited 



0.06 

0.00 

5,092.74 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.037 

40,935.86 

Over Exploited 

Rampura Nand 

0821000202504400 

0.07 

0.10 

(32.45) 

0.08 

0.01 

0.09 

0.04 

0.44 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.118 

0.006 

0.112 

0.253 

225.64 

Over Exploited 

Rawatkhera 

0814000701862500 

0.04 

0.08 

14.68 

0.09 

0.01 

0.10 

0.04 

0.42 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.139 

0.007 

0.132 

0.395 

299.51 

Over Exploited 

Rewat 

0821000202503900 

0.20 

0.08 

(34.67) 

0.06 

- 

0.06 

0.02 

0.20 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.075 

0.004 

0.071 

0.361 

508.39 

Over Exploited 



0.07 

0.03 

(154.31) 

0.03 

- 

0.03 

0.02 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.041 

0.002 

0.039 

0.319 

809.79 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Rughnathpura 

081400080187640C 

10.470 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.070 

-0.53 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Sawaipura 

0821000302509300 

4.101 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.532 

1.82 

0.120 

0.15 

0.02 

0.00 

0.00 

0.00 

0.68 

0.32 

0.57 

0.017 

0.23 

0.49 


Sidiyas 

0814000801875400 

7.616 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.012 

0.66 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Phyllite & Schist 

7.244 

0.66 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.11 

0.041 

0.38 

0.64 


Surajkund 

0821000302509200 

13.970 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.662 

1.06 

0.120 

0.15 

0.02 

0.00 

0.00 

0.00 

1.36 

0.58 

0.52 

0.063 

0.28 

0.65 







Non-command 

Phyllite & Schist 

0.046 

1.06 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.633 

1.06 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.50 

0.22 

0.12 

0.024 

0.10 

0.24 


Tilora 

0821000202504100 

11.817 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.258 

-0.14 

0.120 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.60 

0.028 

0.15 

0.37 







Non-command 

Phyllite & Schist 

4.497 

-0.14 

0.020 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.56 

0.029 

0.16 

0.39 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.395 

-0.14 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.009 

0.05 

0.12 







Non-command 

Phyllite & Schist 

0.832 

-0.14 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.005 

0.03 

0.07 

11008044 

Ajaysar 

0821000202504800 

12.570 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.448 

2.27 

0.020 

0.09 

0.02 

0.00 

0.00 

0.00 

0.36 

0.18 

0.33 

0.042 

0.20 

0.41 


Ajmer (M Cl) 

0821000242103000 

63.699 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

52.235 

2.69 

0.020 

1.29 

0.07 

0.00 

0.00 

0.00 

4.03 

3.14 

1.77 

2.602 

0.37 

0.48 




24.849 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.246 

2.69 

0.020 

0.15 

0.01 

0.00 

0.00 

0.00 

0.48 

0.37 

0.21 

0.311 

0.11 

0.15 







Non-command 

Gneisses 

13.007 

2.69 

0.010 

0.30 

0.01 

0.00 

0.00 

0.00 

0.64 

0.50 

0.34 

0.648 

0.24 

0.31 


Alipura 

0821000302512400 

2.308 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.308 

6.21 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.33 

0.21 

0.17 

0.015 

0.31 

0.50 


Amargarh 

0821000302514200 

9.013 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.275 

1.64 

0.020 

0.20 

0.03 

0.00 

0.00 

0.00 

0.44 

0.30 

0.71 

0.054 

0.30 

0.44 


Amba Maseena 

0821000202507900 

11.854 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.225 

3.72 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.57 

0.29 

0.07 

0.008 

0.04 

0.07 







Non-command 

Phyllite & Schist 

8.501 

3.72 

0.020 

0.13 

0.02 

0.00 

0.00 

0.00 

0.74 

0.38 

0.44 

0.056 

0.26 

0.51 


Ansari 

0821000602554700 

2.471 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.471 

2.16 

0.020 

0.09 

0.01 

0.00 

0.00 

0.01 

0.18 

0.11 

0.36 

0.016 

0.32 

0.49 


Arjunpura Jageer 

0821000302513600 

7.809 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.055 

3.20 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.00 

0.00 







Non-command 

Phyllite & Schist 

7.118 

3.20 

0.020 

0.10 

0.00 

0.00 

0.00 

0.00 

0.56 

0.35 

0.36 

0.047 

0.27 

0.43 


Arjunpura Khalsa 

0821000302513500 

6.953 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.006 

3.24 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

2.04 

1.26 

0.32 

0.033 

0.22 

0.35 







Non-command 

Phyllite & Schist 

1.834 

3.24 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.10 

0.012 

0.08 

0.13 


Bakhtawarpura 

0821000302511400 

5.931 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.524 

3.61 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.19 

0.12 

0.03 

0.017 

0.15 

0.24 


Balwanta 

0821000202507400 

11.325 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.096 

3.42 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.00 

0.01 


Banewara 

0821000602554800 

13.919 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.011 

1.45 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bargaon 

0821000202507600 

3.659 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.659 

3.20 

0.020 

0.12 

0.02 

0.00 

0.00 

0.00 

0.33 

0.25 

0.45 

0.024 

0.43 

0.57 


Beer 

0821000202506900 

20.750 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.104 

2.81 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.00 

0.00 


Bhagwanpura 

0821000302509100 

9.895 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.252 

1.66 

0.120 

0.23 

0.03 

0.00 

0.00 

0.00 

1.65 

0.80 

0.86 

0.048 

0.27 

0.56 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.244 

1.66 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.01 

0.002 

0.01 

0.02 


Bhanwta 

0821000202508000 

14.206 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.932 

3.79 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

1.36 

0.69 

0.10 

0.019 

0.07 

0.15 







Non-command 

Phyllite & Schist 

10.578 

3.79 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.89 

0.45 

0.32 

0.069 

0.27 

0.53 


Bhatsoori 

0821000302511300 

15.707 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.433 

5.26 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.18 

0.11 

0.10 

0.009 

0.03 

0.05 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

14.274 

5.26 

0.020 

0.14 

0.01 

0.00 

0.00 

0.00 

1.63 

0.96 

0.43 

0.094 

0.31 

0.52 


Bheempura 

0821000602554400 

10.285 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.884 

3.03 

0.020 

0.25 

0.03 

0.00 

0.00 

0.00 

0.76 

0.48 

0.91 

0.058 

0.28 

0.44 


Bidkachiyawas 

0821000302513700 

30.235 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

27.554 

2.61 

0.020 

0.38 

0.05 

0.00 

0.00 

0.00 

1.77 

1.12 

1.28 

0.181 

0.28 

0.44 


Boraj Kazipura 

0821000202505000 

9.665 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.740 

2.39 

0.020 

0.31 

0.03 

0.00 

0.00 

0.00 

0.55 

0.31 

0.76 

0.402 

0.26 

0.46 


Budhwara 

0821000302510300 

21.899 

Fresh 

Non-command 

Non-command 

Older Alluvium 

21.550 

3.97 

0.120 

0.39 

0.02 

0.00 

0.00 

0.00 

10.63 

5.43 

1.39 

0.141 

0.35 

0.69 







Non-command 

Phyllite & Schist 

0.078 

3.97 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.00 

0.00 


Chat Sardarpura 

0821000602554200 

9.847 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.030 

4.27 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Danta 

0821000202507200 

15.311 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.800 

3.34 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.05 

0.005 

0.02 

0.03 


Dantra 

0821000302509900 

12.083 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.083 

5.75 

0.120 

0.26 

0.01 

0.00 

0.00 

0.04 

8.55 

4.58 

0.95 

0.079 

0.34 

0.64 


Daulat Khera 

0821000302513900 

5.833 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.833 

1.60 

0.020 

0.09 

0.01 

0.00 

0.00 

0.05 

0.21 

0.13 

0.30 

0.038 

0.29 

0.47 


Daurai (Rural) 

0821000202507700 

15.466 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

15.466 

4.16 

0.020 

0.08 

0.01 

0.00 

0.00 

0.02 

1.33 

0.87 

0.17 

0.101 

0.41 

0.63 


Dhuwariya 

0821000302512200 

9.341 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.684 

4.89 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.27 

0.18 

0.02 

0.018 

0.10 

0.15 


Dodiyana 

0821000302509800 

10.772 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.645 

4.52 

0.120 

0.27 

0.01 

0.00 

0.00 

0.00 

6.04 

3.26 

0.98 

0.070 

0.33 

0.61 


Doomara 

0821000202507800 

14.728 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

12.092 

4.64 

0.020 

0.25 

0.03 

0.00 

0.00 

0.00 

1.34 

0.71 

0.90 

0.079 

0.31 

0.59 


Fatehpura 

0821000302510500 

1.893 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.893 

2.26 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.61 

0.31 

0.40 

0.012 

0.36 

0.72 


Garhi Goojran 

0821000302509500 

8.619 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.504 

2.44 

0.120 

0.11 

0.02 

0.00 

0.00 

0.00 

1.11 

0.56 

0.42 

0.023 

0.15 

0.29 







Non-command 

Phyllite & Schist 

2.394 

2.44 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.17 

0.08 

0.24 

0.016 

0.10 

0.20 


Gola 

0821000302512600 

22.819 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

8.832 

4.48 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.84 

0.55 

0.14 

0.058 

0.13 

0.20 


Govindgarh 

0821000302508800 

26.771 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.290 

1.01 

0.120 

0.03 

0.00 

0.00 

0.00 

0.01 

0.18 

0.09 

0.10 

0.008 

0.02 

0.04 







Non-command 

Phyllite & Schist 

14.649 

1.01 

0.020 

0.28 

0.04 

0.00 

0.00 

0.05 

0.48 

0.24 

0.99 

0.096 

0.21 

0.41 


Hanwantpura 

0821000302511100 

1.419 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.193 

3.99 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.05 

0.02 

0.001 

0.05 

0.09 







Non-command 

Phyllite & Schist 

1.226 

3.99 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.15 

0.08 

0.17 

0.008 

0.31 

0.58 


Hathi Khera 

0821000202505100 

11.343 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.536 

2.30 

0.020 

0.34 

0.05 

0.00 

0.00 

0.00 

0.73 

0.32 

1.27 

0.062 

0.36 

0.81 







Non-command 

Gneisses 

0.959 

2.30 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.11 

0.006 

0.04 

0.08 


Hatoondi 

0821000202508500 

3.752 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.731 

3.69 

0.020 

0.07 

0.01 

0.00 

0.00 

0.02 

0.32 

0.22 

0.26 

0.024 

0.41 

0.59 


Jaswantpura 

0821000302508900 

15.718 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.365 

2.49 

0.120 

0.95 

0.05 

0.00 

0.00 

0.00 

4.30 

2.12 

3.71 

0.074 

0.27 

0.55 


Jatiya 

0821000202507300 

5.893 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.087 

3.47 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.001 

0.01 

0.01 


Jethana 

0821000302513000 

47.028 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.292 

3.97 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

3.10 

1.93 

0.38 

0.041 

0.04 

0.06 







Non-command 

Phyllite & Schist 

30.695 

3.97 

0.020 

0.48 

0.06 

0.00 

0.00 

0.00 

2.86 

1.78 

1.67 

0.201 

0.19 

0.31 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

8.831 

3.97 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.76 

0.47 

0.22 

0.058 

0.06 

0.09 


Kaklana 

0821000202508600 

5.382 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.534 

4.96 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.29 

0.19 

0.16 

0.017 

0.19 

0.29 


Kalesara 

0821000302510200 

19.143 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.608 

6.06 

0.120 

0.15 

0.02 

0.00 

0.00 

0.00 

6.39 

3.52 

0.51 

0.056 

0.15 

0.28 







Non-command 

Phyllite & Schist 

4.271 

6.06 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.57 

0.31 

0.22 

0.028 

0.08 

0.14 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

6.264 

6.06 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.80 

0.44 

0.14 

0.041 

0.11 

0.20 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Rughnathpura 

0814000801876400 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sawaipura 

0821000302509300 

0.20 

0.12 

172.88 

0.14 

0.02 

0.16 

0.03 

0.26 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.222 

0.011 

0.211 

0.591 

280.48 

Over Exploited 

Sidiyas 

0814000801875400 

0.12 

0.00 

44,221.06 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.22 

(169.92) 

0.18 

- 

0.18 

0.04 

0.42 

- 

- 

- 

- 

- 

- 

- 

0.176 

0.009 

0.167 

0.152 

91.09 

Critical 

Surajkund 

0821000302509200 

0.20 

0.53 

230,028.39 

0.58 

0.02 

0.60 

0.03 

0.31 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.660 

0.033 

0.627 

0.586 

93.46 

Critical 



0.07 

0.00 

8,642.45 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.08 

182.89 

0.09 

- 

0.09 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.101 

0.005 

0.096 

0.142 

147.24 

Over Exploited 

Tilora 

0821000202504100 

0.20 

0.13 

- 

0.13 

0.01 

0.14 

0.01 

0.17 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.159 

0.016 

0.143 

0.623 

435.40 

Over Exploited 



0.07 

0.05 

- 

0.05 

0.01 

0.06 

0.02 

0.18 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.084 

0.008 

0.076 

0.584 

773.80 

Over Exploited 



0.20 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.012 

0.128 

1,028.61 

Over Exploited 



0.07 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.048 

3,124.19 

Over Exploited 

Ajaysar 

0821000202504800 

0.04 

0.04 

########## 

0.05 

0.02 

0.07 

0.02 

0.22 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.134 

0.007 

0.127 

0.373 

293.13 

Over Exploited 

Ajmer (M Cl) 

0821000242103000 

0.07 

1.45 

########## 

1.74 

0.07 

1.81 

0.04 

0.41 

- 

0.2000 

- 

- 

- 

0.200 

0.200 

2.011 

0.101 

1.911 

4.373 

228.85 

Over Exploited 



0.07 

0.05 

729,942.47 

0.06 

0.01 

0.07 

0.01 

0.13 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.093 

0.005 

0.088 

0.516 

585.87 

Over Exploited 



0.06 

0.20 

146.29 

0.24 

0.01 

0.25 

0.03 

0.26 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.293 

0.015 

0.278 

0.992 

356.80 

Over Exploited 

Alipura 

0821000302512400 

0.07 

0.05 

312.62 

0.06 

0.00 

0.06 

0.04 

0.35 

0.01 

0.0200 

- 

- 

0.005 

0.025 

0.032 

0.096 

0.005 

0.091 

0.183 

201.11 

Over Exploited 

Amargarh 

0821000302514200 

0.07 

0.18 

170,538.30 

0.22 

0.03 

0.25 

0.04 

0.34 

0.02 

0.0800 

- 

- 

- 

0.080 

0.104 

0.355 

0.018 

0.338 

0.767 

227.21 

Over Exploited 

Amba Maseena 

0821000202507900 

0.20 

0.01 

3,039.21 

0.01 

- 

0.01 

0.00 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.022 

0.001 

0.021 

0.080 

382.22 

Over Exploited 



0.07 

0.16 

########## 

0.19 

0.02 

0.21 

0.03 

0.29 

0.02 

0.0500 

- 

- 

- 

0.050 

0.068 

0.283 

0.014 

0.269 

0.499 

185.72 

Over Exploited 

Ansari 

0821000602554700 

0.07 

0.06 

94.83 

0.07 

0.02 

0.09 

0.04 

0.36 

0.01 

0.0400 

- 

- 

0.015 

0.055 

0.063 

0.153 

0.008 

0.145 

0.372 

256.29 

Over Exploited 

Arjunpura Jageer 

0821000302513600 

0.20 

0.00 

57,836.45 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.14 

29,241.80 

0.17 

- 

0.17 

0.04 

0.31 

0.02 

0.0100 

- 

- 

- 

0.010 

0.029 

0.200 

0.010 

0.190 

0.403 

212.39 

Over Exploited 

Arjunpura Khalsa 

0821000302513500 

0.20 

0.22 

482.55 

0.26 

- 

0.26 

0.03 

0.24 

0.03 

0.0100 

- 

- 

- 

0.010 

0.038 

0.298 

0.015 

0.283 

0.352 

124.31 

Over Exploited 



0.07 

0.01 

745.69 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.001 

0.014 

0.001 

0.014 

0.111 

806.60 

Over Exploited 

Bakhtawarpura 

0821000302511400 

0.07 

0.03 

346.86 

0.03 

0.01 

0.04 

0.02 

0.17 

0.00 

- 

- 

- 

0.008 

0.008 

0.011 

0.048 

0.002 

0.046 

0.046 

98.89 

Critical 

Balwanta 

0821000202507400 

0.04 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Banewara 

0821000602554800 

0.07 

0.00 

86,239.62 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bargaon 

0821000202507600 

0.07 

0.12 

110.75 

0.14 

0.02 

0.16 

0.05 

0.48 

- 

0.0900 

- 

- 

0.005 

0.095 

0.095 

0.260 

0.013 

0.247 

0.478 

193.54 

Over Exploited 

Beer 

0821000202506900 

0.04 

0.00 

70,745.79 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

80,886.51 

Over Exploited 

Bhagwanpura 

0821000302509100 

0.20 

0.39 

104.27 

0.47 

0.03 

0.50 

0.03 

0.30 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.602 

0.030 

0.572 

0.905 

158.14 

Over Exploited 



0.20 

0.00 

5,226.45 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.016 

3,062.74 

Over Exploited 

Bhanwta 

0821000202508000 

0.20 

0.04 

1,484.93 

0.05 

- 

0.05 

0.01 

0.08 

0.00 

0.0100 

- 

- 

- 

0.010 

0.015 

0.067 

0.003 

0.064 

0.115 

180.27 

Over Exploited 



0.07 

0.21 

112.39 

0.26 

0.01 

0.27 

0.03 

0.30 

0.02 

0.0400 

- 

- 

- 

0.040 

0.064 

0.330 

0.016 

0.313 

0.393 

125.64 

Over Exploited 

Bhatsoori 

0821000302511300 

0.07 

0.00 

3,095.08 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.014 

0.106 

778.29 

Over Exploited 



0.07 

0.31 

211.60 

0.37 

0.01 

0.38 

0.04 

0.35 

0.04 

0.0500 

- 

- 

- 

0.050 

0.087 

0.466 

0.023 

0.443 

0.521 

117.49 

Over Exploited 

Bheempura 

0821000602554400 

0.07 

0.19 

878,169.70 

0.22 

0.03 

0.25 

0.04 

0.32 

0.02 

0.1000 

- 

- 

- 

0.100 

0.124 

0.378 

0.019 

0.359 

0.965 

268.54 

Over Exploited 

Bidkachiyawas 

0821000302513700 

0.07 

0.57 

########## 

0.68 

0.05 

0.73 

0.04 

0.31 

0.08 

0.1400 

- 

- 

- 

0.140 

0.215 

0.950 

0.047 

0.902 

1.460 

161.72 

Over Exploited 

Boraj Kazipura 

0821000202505000 

0.04 

0.05 

########## 

0.06 

0.03 

0.09 

0.03 

0.29 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.173 

0.009 

0.165 

1.158 

703.55 

Over Exploited 

Budhwara 

0821000302510300 

0.20 

1.52 

257.06 

1.82 

0.02 

1.84 

0.04 

0.39 

0.17 

0.0500 

- 

- 

- 

0.050 

0.223 

2.067 

0.103 

1.963 

1.533 

78.09 

Semi Critical 



0.07 

0.00 

42,252.24 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Chat Sardarpura 

0821000602554200 

0.07 

0.00 

364,197.35 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Danta 

0821000202507200 

0.04 

0.00 

177,255.07 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.055 

535.95 

Over Exploited 

Dantra 

0821000302509900 

0.20 

0.82 

456.47 

0.99 

0.05 

1.04 

0.04 

0.38 

0.10 

0.1100 

- 

- 

0.057 

0.168 

0.265 

1.301 

0.065 

1.236 

1.027 

83.12 

Semi Critical 

Daulat Khera 

0821000302513900 

0.07 

0.13 

4.35 

0.13 

0.06 

0.20 

0.04 

0.33 

0.02 

0.0300 

- 

- 

0.080 

0.110 

0.127 

0.324 

0.016 

0.308 

0.340 

110.61 

Over Exploited 

Daurai (Rural) 

0821000202507700 

0.07 

0.48 

82.56 

0.57 

0.03 

0.61 

0.05 

0.46 

0.05 

0.0300 

- 

- 

0.035 

0.065 

0.119 

0.727 

0.036 

0.691 

0.274 

39.72 

Safe 

Dhuwariya 

0821000302512200 

0.07 

0.02 

847.51 

0.02 

- 

0.02 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.002 

0.025 

0.001 

0.024 

0.042 

173.25 

Over Exploited 

Dodiyana 

0821000302509800 

0.20 

0.71 

361.01 

0.85 

0.01 

0.86 

0.04 

0.37 

0.08 

0.1100 

- 

- 

- 

0.110 

0.195 

1.054 

0.053 

1.002 

1.052 

105.00 

Over Exploited 

Doomara 

0821000202507800 

0.07 

0.28 

########## 

0.34 

0.03 

0.37 

0.03 

0.35 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.468 

0.023 

0.445 

0.975 

219.28 

Over Exploited 

Fatehpura 

0821000302510500 

0.20 

0.14 

124.74 

0.17 

0.00 

0.17 

0.04 

0.40 

0.02 

0.0100 

- 

- 

0.004 

0.014 

0.030 

0.198 

0.010 

0.188 

0.408 

217.17 

Over Exploited 

Garhi Goojran 

0821000302509500 

0.20 

0.10 

444.65 

0.12 

0.02 

0.14 

0.02 

0.16 

0.01 

0.0500 

- 

- 

- 

0.050 

0.062 

0.205 

0.010 

0.195 

0.441 

226.07 

Over Exploited 



0.07 

0.02 

########## 

0.02 

0.01 

0.03 

0.01 

0.11 

0.00 

0.0300 

- 

- 

- 

0.030 

0.032 

0.061 

0.003 

0.058 

0.256 

440.22 

Over Exploited 

Gola 

0821000302512600 

0.07 

0.08 

594.15 

0.10 

0.01 

0.11 

0.02 

0.14 

0.01 

0.0200 

- 

- 

- 

0.020 

0.030 

0.135 

0.007 

0.128 

0.202 

157.19 

Over Exploited 

Govindgarh 

0821000302508800 

0.20 

0.00 

1,813.29 

0.01 

0.01 

0.01 

0.00 

0.02 

- 

0.0100 

- 

- 

0.013 

0.023 

0.023 

0.036 

0.002 

0.035 

0.104 

301.81 

Over Exploited 



0.07 

0.23 

7.62 

0.24 

0.09 

0.33 

0.02 

0.23 

- 

0.1100 

- 

- 

0.078 

0.188 

0.188 

0.522 

0.026 

0.496 

1.083 

218.20 

Over Exploited 

Hanwantpura 

0821000302511100 

0.20 

0.00 

2,817.15 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.025 

1,086.35 

Over Exploited 



0.07 

0.03 

178.45 

0.03 

- 

0.03 

0.04 

0.34 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.047 

0.002 

0.045 

0.181 

405.98 

Over Exploited 

Hathi Khera 

0821000202505100 

0.04 

0.14 

136.18 

0.16 

0.05 

0.21 

0.03 

0.39 

- 

0.1400 

- 

- 

- 

0.140 

0.140 

0.353 

0.018 

0.336 

1.329 

396.09 

Over Exploited 



0.06 

0.00 

1,248.40 

0.00 

- 

0.00 

0.00 

0.04 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.012 

0.114 

964.00 

Over Exploited 

Hatoondi 

0821000202508500 

0.07 

0.11 

90.64 

0.14 

0.03 

0.17 

0.05 

0.46 

0.01 

0.0300 

- 

- 

0.029 

0.059 

0.073 

0.238 

0.012 

0.227 

0.283 

125.11 

Over Exploited 

Jaswantpura 

0821000302508900 

0.20 

0.61 

246.57 

0.73 

0.05 

0.78 

0.03 

0.30 

- 

0.1400 

- 

- 

- 

0.140 

0.140 

0.923 

0.046 

0.877 

3.782 

431.51 

Over Exploited 

Jatiya 

0821000202507300 

0.04 

0.00 

491,498.92 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.015 

58,209.00 

Over Exploited 

Jethana 

0821000302513000 

0.20 

0.05 

3,765.88 

0.06 

0.01 

0.07 

0.01 

0.04 

0.01 

0.0400 

- 

- 

- 

0.040 

0.047 

0.117 

0.006 

0.111 

0.425 

383.88 

Over Exploited 



0.07 

0.45 

299.53 

0.54 

0.06 

0.60 

0.03 

0.22 

0.06 

0.1900 

- 

- 

- 

0.190 

0.249 

0.844 

0.042 

0.802 

1.875 

233.76 

Over Exploited 



0.07 

0.03 

1,277.90 

0.04 

0.01 

0.05 

0.01 

0.06 

0.00 

0.0200 

- 

- 

- 

0.020 

0.025 

0.076 

0.004 

0.072 

0.274 

379.71 

Over Exploited 

Kaklana 

0821000202508600 

0.07 

0.04 

430.01 

0.04 

0.01 

0.06 

0.02 

0.21 

0.00 

0.0200 

- 

- 

0.006 

0.026 

0.030 

0.087 

0.004 

0.083 

0.179 

215.83 

Over Exploited 

Kalesara 

0821000302510200 

0.20 

0.26 

1,249.65 

0.31 

0.02 

0.33 

0.02 

0.17 

0.03 

0.0600 

- 

- 

- 

0.060 

0.091 

0.424 

0.021 

0.403 

0.567 

140.77 

Over Exploited 



0.07 

0.02 

1,199.03 

0.03 

0.01 

0.04 

0.01 

0.08 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.062 

0.003 

0.059 

0.246 

419.10 

Over Exploited 



0.07 

0.05 

810.79 

0.06 

0.01 

0.07 

0.01 

0.12 

0.01 

0.0200 

- 

- 

- 

0.020 

0.026 

0.094 

0.005 

0.089 

0.182 

204.24 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Kanas 

082100020250580C 

12.146 

Fresh 

Non-command 

Non-command 

Gneisses 

1.911 

1.25 

0.010 

0.08 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.30 

0.013 

0.07 

0.12 


Kankarda Bhonabay 

0821000202506100 

4.509 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.477 

1.61 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.003 

0.05 

0.06 


Kesharpura 

0821000302513400 

9.855 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.497 

3.78 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

1.65 

1.00 

0.21 

0.023 

0.11 

0.18 







Non-command 

Phyllite & Schist 

5.945 

3.78 

0.020 

0.09 

0.00 

0.00 

0.00 

0.00 

0.54 

0.33 

0.31 

0.039 

0.19 

0.31 


Khajpura 

0821000202507500 

4.201 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.042 

3.45 

0.020 

0.23 

0.03 

0.00 

0.00 

0.00 

0.48 

0.35 

0.88 

0.026 

0.40 

0.55 


Kharekhari 

0821000202504700 

12.127 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.264 

2.23 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.43 

0.20 

0.22 

0.054 

0.26 

0.58 


Kiranipura 

0821000242104000 

4.592 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.788 

2.79 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.13 

0.11 

0.17 

0.012 

0.18 

0.21 


Kotaj 

0821000302513300 

4.810 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.762 

4.72 

0.020 

0.09 

0.00 

0.00 

0.00 

0.00 

0.54 

0.33 

0.31 

0.031 

0.33 

0.54 


Lamana 

0821000302514000 

9.256 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.903 

1.22 

0.020 

0.18 

0.02 

0.00 

0.00 

0.00 

0.38 

0.24 

0.66 

0.058 

0.29 

0.46 


Leela Seori 

0821000202505700 

3.542 

Fresh 

Non-command 

Non-command 

Gneisses 

0.027 

1.10 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Leeri 

0821000302514300 

31.080 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

21.126 

1.84 

0.020 

0.51 

0.07 

0.00 

0.00 

0.00 

1.22 

0.83 

1.85 

0.138 

0.22 

0.33 


Lyali Khera 

0821000302510000 

6.805 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.805 

5.98 

0.120 

0.08 

0.01 

0.00 

0.00 

0.02 

4.93 

2.95 

0.25 

0.045 

0.31 

0.51 







Non-command 

Phyllite & Schist 

0.000 

5.98 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Makrera 

0821000302513100 

20.011 

Fresh 

Non-command 

Non-command 

Older Alluvium 

17.636 

3.81 

0.120 

0.30 

0.01 

0.00 

0.00 

0.00 

8.35 

4.87 

1.07 

0.116 

0.28 

0.47 







Non-command 

Phyllite & Schist 

0.058 

3.81 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mangaliyawas 

0821000302513800 

11.937 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.048 

2.58 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.00 

0.00 







Non-command 

Phyllite & Schist 

11.887 

2.58 

0.020 

0.18 

0.01 

0.00 

0.00 

0.07 

0.72 

0.45 

0.63 

0.078 

0.29 

0.47 


Mewariya 

0821000302510900 

11.826 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.975 

2.74 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.08 

0.11 

0.013 

0.06 

0.10 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.707 

2.74 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.05 

0.011 

0.05 

0.09 


Miyapur 

0821000202508300 

4.290 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.263 

5.82 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.57 

0.35 

0.26 

0.028 

0.37 

0.60 


Nad 

0821000302511200 

9.632 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.274 

4.42 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.69 

0.37 

0.04 

0.008 

0.05 

0.09 







Non-command 

Phyllite & Schist 

8.278 

4.42 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.80 

0.44 

0.23 

0.054 

0.30 

0.55 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.080 

4.42 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.00 

0.01 


Nagelao 

0821000302512300 

25.618 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

25.618 

6.32 

0.020 

0.36 

0.05 

0.00 

0.00 

0.12 

3.43 

2.10 

1.24 

0.168 

0.32 

0.52 


Nahargarh 

0820000202410600 

8.561 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

4.067 

6.17 

0.020 

0.02 

0.00 

0.00 

0.00 

0.02 

0.50 

0.32 

0.05 

0.020 

0.16 

0.25 


Naharpura 

0821000202508200 

2.998 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.988 

5.36 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.38 

0.23 

0.23 

0.020 

0.35 

0.57 


Nand 

0821000202504600 

17.040 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.199 

1.25 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.01 

0.001 

0.00 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

1.25 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nathoothala 

0821000302509700 

4.640 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.084 

4.35 

0.120 

0.14 

0.01 

0.00 

0.00 

0.00 

2.26 

1.15 

0.54 

0.027 

0.32 

0.62 







Non-command 

Phyllite & Schist 

0.499 

4.35 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.07 

0.003 

0.04 

0.08 


Nooriyawas 

0821000302509600 

8.290 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.125 

4.20 

0.120 

0.15 

0.01 

0.00 

0.00 

0.00 

3.22 

1.64 

0.55 

0.040 

0.27 

0.52 







Non-command 

Phyllite & Schist 

1.818 

4.20 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.19 

0.10 

0.15 

0.012 

0.08 

0.16 


Pachmata 

0821000602554600 

3.738 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.364 

2.40 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.002 

0.03 

0.05 


Pagara 

0821000302510800 

27.271 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.631 

2.29 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.004 

0.01 

0.01 


Pa Ira 

0821000202507000 

10.258 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.742 

2.50 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.14 

0.04 

0.018 

0.11 

0.12 


Peepliya 

0814000701862200 

8.557 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.587 

0.82 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.002 

0.03 

0.05 


Peesangan 

0821000302510600 

32.688 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.190 

1.96 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

1.55 

0.81 

0.37 

0.041 

0.07 

0.13 







Non-command 

Phyllite & Schist 

22.795 

1.96 

0.020 

0.34 

0.01 

0.00 

0.00 

0.13 

1.10 

0.58 

1.16 

0.149 

0.25 

0.48 


Picholiya 

0821000302509400 

21.082 

Fresh 

Non-command 

Non-command 

Older Alluvium 

19.242 

2.28 

0.120 

0.46 

0.06 

0.00 

0.00 

0.00 

5.66 

2.85 

1.68 

0.126 

0.33 

0.66 







Non-command 

Phyllite & Schist 

0.645 

2.28 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.04 

0.004 

0.01 

0.02 


Pratappura 

0821000302511000 

1.456 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.446 

3.31 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.02 

0.009 

0.35 

0.63 


Pushkar(M) 

0821000242102000 

14.556 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.106 

0.93 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.00 

0.01 







Non-command 

Gneisses 

0.122 

0.93 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.00 

0.01 


Pushkar (Rural) 

0821000202505200 

8.445 

Fresh 

Non-command 

Non-command 

Gneisses 

0.043 

0.13 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.01 


Rajgarh 

0821000602554300 

15.089 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.909 

4.39 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.23 

0.14 

0.25 

0.013 

0.05 

0.07 


Rajosi 

0821000602553900 

16.831 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.091 

3.45 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.15 

0.10 

0.31 

0.007 

0.03 

0.04 


Rampura 

0821000502534800 

15.044 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.605 

3.62 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.01 

0.006 

0.04 

0.05 


Rampura Dabla 

0821000302510400 

10.664 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.664 

2.68 

0.120 

0.25 

0.01 

0.00 

0.00 

0.00 

3.66 

1.87 

0.90 

0.070 

0.36 

0.71 


Rudlai 

0821000302514100 

3.430 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.868 

2.92 

0.020 

0.12 

0.02 

0.00 

0.00 

0.00 

0.27 

0.18 

0.46 

0.019 

0.28 

0.41 


Samla 

0821000302512900 

7.823 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.397 

4.87 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.03 

0.003 

0.02 

0.02 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

7.425 

4.87 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.79 

0.49 

0.24 

0.049 

0.28 

0.46 


Saradhana 

0821000202508100 

25.042 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.766 

5.48 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

4.56 

2.54 

0.41 

0.044 

0.10 

0.17 







Non-command 

Phyllite & Schist 

16.905 

5.48 

0.020 

0.27 

0.01 

0.00 

0.00 

0.00 

2.11 

1.18 

0.93 

0.111 

0.24 

0.43 


Sarsari 

0821000302510100 

3.686 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.696 

6.36 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.54 

0.32 

0.02 

0.005 

0.06 

0.10 







Non-command 

Phyllite & Schist 

0.648 

6.36 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.02 

0.004 

0.06 

0.09 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.342 

6.36 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.32 

0.19 

0.04 

0.015 

0.20 

0.34 


Sawaipura 

0821000302509300 

4.101 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.861 

1.82 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.23 

0.11 

0.19 

0.006 

0.08 

0.17 







Non-command 

Phyllite & Schist 

0.000 

1.82 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sedariya 

0821000202507100 

6.601 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.661 

2.93 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.42 

0.36 

0.36 

0.037 

0.38 

0.45 


Sethan 

0821000302509000 

8.402 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.342 

2.31 

0.120 

0.21 

0.01 

0.00 

0.00 

0.04 

2.47 

1.24 

0.76 

0.055 

0.36 

0.72 







Non-command 

Phyllite & Schist 

0.060 

2.31 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Shivpura 

0821000302513200 

0.905 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.905 

4.72 

0.120 

0.01 

0.00 

0.00 

0.00 

0.01 

0.52 

0.29 

0.02 

0.006 

0.33 

0.57 


Somalpur 

0821000202504900 

9.126 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.838 

3.02 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.57 

0.34 

0.07 

0.058 

0.41 

0.68 


Sumel 

0820000202410300 

26.721 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.486 

3.38 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.002 

0.01 

0.01 


Surajkund 

0821000302509200 

13.970 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.030 

1.06 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.092 

1.06 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.00 

0.01 


Tabeeji (Rural) 

0821000202508400 

7.740 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.740 

6.52 

0.020 

0.10 

0.01 

0.00 

0.00 

0.02 

1.08 

0.67 

0.34 

0.051 

0.39 

0.63 


Titardi 

0821000302512700 

4.518 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.698 

3.53 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.04 

0.005 

0.05 

0.08 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 


(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Kanas 

082100020250580C 

0.06 

0.01 

533,884.43 

0.01 

- 

0.01 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.020 

0.001 

0.019 

0.317 

1,666.86 

Over Exploited 

Kankarda Bhonabay 

0821000202506100 

0.04 

0.00 

7,615.14 

0.00 

- 

0.00 

0.01 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.024 

3,505.17 

Over Exploited 

Kesharpura 

0821000302513400 

0.20 

0.08 

1,184.64 

0.09 

- 

0.09 

0.01 

0.13 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.113 

0.006 

0.108 

0.237 

220.33 

Over Exploited 



0.07 

0.08 

324,793.22 

0.10 

- 

0.10 

0.02 

0.21 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.121 

0.006 

0.115 

0.344 

299.85 

Over Exploited 

Khajpura 

0821000202507500 

0.07 

0.12 

188.25 

0.15 

0.03 

0.18 

0.05 

0.45 

0.01 

0.1000 

- 

- 

- 

0.100 

0.114 

0.290 

0.015 

0.276 

0.903 

327.49 

Over Exploited 

Kharekhari 

0821000202504700 

0.04 

0.09 

########## 

0.10 

0.01 

0.11 

0.03 

0.29 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.153 

0.008 

0.145 

0.277 

190.48 

Over Exploited 

Kiranipura 

0821000242104000 

0.04 

0.01 

40,483.72 

0.01 

0.01 

0.02 

0.02 

0.20 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.042 

0.002 

0.040 

0.177 

443.70 

Over Exploited 

Kotaj 

0821000302513300 

0.07 

0.12 

178.44 

0.14 

- 

0.14 

0.04 

0.37 

0.01 

0.0100 

- 

- 

- 

0.010 

0.025 

0.165 

0.008 

0.157 

0.344 

219.08 

Over Exploited 

Lamana 

0821000302514000 

0.07 

0.19 

24.14 

0.23 

0.02 

0.25 

0.04 

0.33 

0.03 

0.0700 

- 

- 

- 

0.070 

0.095 

0.346 

0.017 

0.329 

0.717 

218.09 

Over Exploited 

Leela Seori 

0821000202505700 

0.06 

0.00 

4,645.17 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Leeri 

0821000302514300 

0.07 

0.35 

########## 

0.42 

0.07 

0.49 

0.03 

0.25 

0.05 

0.2100 

- 

- 

- 

0.210 

0.256 

0.749 

0.037 

0.712 

1.990 

279.62 

Over Exploited 

Lyali Khera 

0821000302510000 

0.20 

0.42 

609.67 

0.50 

0.03 

0.53 

0.04 

0.35 

0.05 

0.0300 

- 

- 

0.036 

0.066 

0.120 

0.653 

0.033 

0.620 

0.297 

47.81 

Safe 



0.07 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Makrera 

0821000302513100 

0.20 

0.95 

########## 

1.13 

0.01 

1.14 

0.04 

0.31 

0.12 

0.0400 

- 

- 

- 

0.040 

0.160 

1.304 

0.065 

1.239 

1.182 

95.36 

Critical 



0.07 

0.00 

66,182.21 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mangaliyawas 

0821000302513800 

0.20 

0.00 

81,799.68 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.26 

72.96 

0.31 

0.08 

0.39 

0.04 

0.33 

0.03 

0.0700 

- 

- 

0.098 

0.168 

0.203 

0.590 

0.030 

0.561 

0.712 

126.93 

Over Exploited 

Mewariya 

0821000302510900 

0.07 

0.01 

829.51 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.012 

0.001 

0.011 

0.125 

1,142.32 

Over Exploited 



0.07 

0.01 

995.34 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.008 

0.059 

776.08 

Over Exploited 

Miyapur 

0821000202508300 

0.07 

0.12 

196.66 

0.14 

- 

0.14 

0.05 

0.42 

0.01 

0.0300 

- 

- 

- 

0.030 

0.045 

0.187 

0.009 

0.178 

0.287 

161.43 

Over Exploited 

Nad 

0821000302511200 

0.20 

0.01 

3,066.43 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.016 

0.001 

0.015 

0.044 

301.13 

Over Exploited 



0.07 

0.19 

133.85 

0.22 

- 

0.22 

0.04 

0.34 

0.02 

0.0300 

- 

- 

- 

0.030 

0.052 

0.275 

0.014 

0.262 

0.281 

107.50 

Over Exploited 



0.07 

0.00 

23,710.87 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Nagelao 

0821000302512300 

0.07 

0.57 

265.57 

0.69 

0.17 

0.86 

0.04 

0.36 

0.07 

0.1400 

- 

- 

0.177 

0.317 

0.389 

1.245 

0.062 

1.183 

1.406 

118.88 

Over Exploited 

Nahargarh 

0820000202410600 

0.06 

0.04 

724.01 

0.05 

0.02 

0.07 

0.02 

0.18 

0.00 

0.0100 

- 

- 

0.035 

0.045 

0.049 

0.120 

0.006 

0.114 

0.068 

60.28 

Safe 

Naharpura 

0821000202508200 

0.07 

0.08 

195.37 

0.09 

- 

0.09 

0.04 

0.39 

0.01 

0.0300 

- 

- 

- 

0.030 

0.040 

0.134 

0.007 

0.127 

0.247 

193.90 

Over Exploited 

Nand 

0821000202504600 

0.20 

0.00 

7,248.00 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.013 

6,398.88 

Over Exploited 



0.20 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nathoothala 

0821000302509700 

0.20 

0.26 

346.05 

0.31 

0.01 

0.32 

0.04 

0.35 

0.03 

0.0600 

- 

- 

- 

0.060 

0.089 

0.409 

0.020 

0.388 

0.567 

145.92 

Over Exploited 



0.07 

0.00 

2,133.43 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.068 

604.18 

Over Exploited 

Nooriyawas 

0821000302509600 

0.20 

0.33 

402.21 

0.39 

0.01 

0.40 

0.03 

0.30 

0.04 

0.0200 

- 

- 

- 

0.020 

0.057 

0.458 

0.023 

0.435 

0.590 

135.73 

Over Exploited 



0.07 

0.01 

########## 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.024 

0.001 

0.023 

0.157 

685.15 

Over Exploited 

Pachmata 

0821000602554600 

0.07 

0.00 

1,790.27 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.024 

2,026.22 

Over Exploited 

Pagara 

0821000302510800 

0.07 

0.00 

3,901.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

0.002 

0.002 

0.002 

0.003 

0.000 

0.003 

0.015 

504.61 

Over Exploited 

Pa Ira 

0821000202507000 

0.04 

0.01 

160,327.34 

0.01 

- 

0.01 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.015 

0.001 

0.014 

0.061 

435.30 

Over Exploited 

Peepliya 

0814000701862200 

0.04 

0.00 

1,391.16 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.020 

2,975.40 

Over Exploited 

Peesangan 

0821000302510600 

0.20 

0.08 

858.52 

0.10 

0.00 

0.11 

0.01 

0.08 

0.01 

0.0400 

- 

- 

0.006 

0.047 

0.056 

0.162 

0.008 

0.154 

0.406 

262.90 

Over Exploited 



0.07 

0.43 

33.20 

0.52 

0.14 

0.66 

0.03 

0.28 

0.05 

0.1300 

- 

- 

0.191 

0.321 

0.370 

1.025 

0.051 

0.974 

1.311 

134.64 

Over Exploited 

Picholiya 

0821000302509400 

0.20 

1.27 

124.10 

1.53 

0.06 

1.59 

0.04 

0.37 

0.14 

0.1900 

- 

- 

- 

0.190 

0.333 

1.919 

0.096 

1.823 

1.801 

98.79 

Critical 



0.07 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.047 

8,561.33 

Over Exploited 

Pratappura 

0821000302511000 

0.07 

0.04 

49.72 

0.05 

0.00 

0.05 

0.04 

0.39 

0.00 

- 

- 

- 

0.006 

0.006 

0.010 

0.060 

0.003 

0.057 

0.031 

55.52 

Safe 

Pushkar(M) 

0821000242102000 

0.07 

0.00 

19,107.07 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

30,778.56 

Over Exploited 



0.06 

0.00 

15,091.53 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

50,665.16 

Over Exploited 

Pushkar (Rural) 

0821000202505200 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

######### 

Over Exploited 

Rajgarh 

0821000602554300 

0.07 

0.01 

########## 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

0.0300 

- 

- 

- 

0.030 

0.031 

0.037 

0.002 

0.035 

0.262 

740.09 

Over Exploited 

Rajosi 

0821000602553900 

0.07 

0.00 

########## 

0.00 

0.01 

0.01 

0.00 

0.03 

0.00 

0.0400 

- 

- 

- 

0.040 

0.040 

0.053 

0.003 

0.050 

0.320 

636.66 

Over Exploited 

Rampura 

0821000502534800 

0.05 

0.00 

1,777.41 

0.00 

0.00 

0.01 

0.00 

0.04 

0.00 

- 

- 

- 

0.003 

0.003 

0.003 

0.009 

0.000 

0.009 

0.017 

196.64 

Over Exploited 

Rampura Dabla 

0821000302510400 

0.20 

0.77 

142.24 

0.92 

0.01 

0.94 

0.04 

0.40 

0.09 

0.0300 

- 

- 

0.004 

0.034 

0.121 

1.058 

0.053 

1.005 

0.970 

96.48 

Critical 

Rudlai 

0821000302514100 

0.07 

0.06 

103.80 

0.07 

0.02 

0.09 

0.04 

0.32 

0.01 

0.0500 

- 

- 

- 

0.050 

0.058 

0.150 

0.008 

0.143 

0.483 

338.76 

Over Exploited 

Samla 

0821000302512900 

0.07 

0.00 

6,590.09 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.035 

6,018.85 

Over Exploited 



0.07 

0.15 

234.11 

0.18 

0.01 

0.19 

0.04 

0.32 

0.02 

0.0300 

- 

- 

- 

0.030 

0.050 

0.237 

0.012 

0.225 

0.289 

128.10 

Over Exploited 

Saradhana 

0821000202508100 

0.20 

0.13 

########## 

0.15 

0.01 

0.16 

0.01 

0.11 

0.02 

0.0200 

- 

- 

- 

0.020 

0.035 

0.200 

0.010 

0.190 

0.452 

237.94 

Over Exploited 



0.07 

0.30 

286.42 

0.37 

0.01 

0.38 

0.03 

0.27 

0.04 

0.0300 

- 

- 

- 

0.030 

0.066 

0.441 

0.022 

0.419 

1.040 

248.10 

Over Exploited 

Sarsari 

0821000302510100 

0.20 

0.01 

3,776.84 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.010 

0.029 

275.00 

Over Exploited 



0.07 

0.00 

1,936.44 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.003 

0.026 

777.93 

Over Exploited 



0.07 

0.03 

474.71 

0.04 

- 

0.04 

0.03 

0.22 

0.00 

- 

- 

- 

- 

- 

0.004 

0.043 

0.002 

0.041 

0.056 

136.99 

Over Exploited 

Sawaipura 

0821000302509300 

0.20 

0.01 

688.18 

0.02 

0.01 

0.03 

0.01 

0.09 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.046 

0.002 

0.044 

0.193 

437.33 

Over Exploited 



0.07 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sedariya 

0821000202507100 

0.04 

0.08 

23,898.75 

0.10 

0.01 

0.11 

0.04 

0.42 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.150 

0.008 

0.143 

0.397 

278.36 

Over Exploited 

Sethan 

0821000302509000 

0.20 

0.61 

104.95 

0.73 

0.05 

0.78 

0.04 

0.40 

0.07 

0.0300 

- 

- 

0.064 

0.094 

0.162 

0.941 

0.047 

0.894 

0.811 

90.67 

Critical 



0.07 

0.00 

1,596.94 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

0.004 

0.004 

0.004 

0.006 

0.000 

0.006 

0.000 

6.88 

Safe 

Shivpura 

0821000302513200 

0.20 

0.06 

398.69 

0.07 

0.01 

0.08 

0.04 

0.37 

0.01 

- 

- 

- 

0.012 

0.012 

0.019 

0.098 

0.005 

0.093 

0.030 

32.14 

Safe 

Somalpur 

0821000202504900 

0.07 

0.27 

26.67 

0.33 

- 

0.33 

0.04 

0.45 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.336 

0.017 

0.319 

0.123 

38.49 

Safe 

Sumel 

0820000202410300 

0.06 

0.00 

11,679.26 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.016 

6,422.56 

Over Exploited 

Surajkund 

0821000302509200 

0.20 

0.00 

31,792.20 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.00 

10,231.13 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Tabeeji (Rural) 

0821000202508400 

0.07 

0.23 

194.18 

0.27 

0.03 

0.30 

0.05 

0.44 

0.03 

0.0400 

- 

- 

0.023 

0.063 

0.089 

0.386 

0.019 

0.367 

0.386 

105.19 

Over Exploited 

Titardi 

0821000302512700 

0.07 

0.00 

1,394.30 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.048 

1,472.98 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.986 

3.53 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.03 

0.006 

0.07 

0.11 

11008045 

Balakua 

0815000401961300 

6.988 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.674 

1.57 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.002 

0.03 

0.04 


Balarwa 

0815000201944100 

31.915 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

31.915 

-1.01 

0.040 

1.04 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

3.99 

0.119 

0.29 

0.43 


Bara Kotecha 

0815000201941200 

32.441 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

5.691 

-0.39 

0.040 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.52 

0.021 

0.05 

0.07 


Bari 

0815000201941100 

15.089 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

4.688 

-0.51 

0.040 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.018 

0.09 

0.14 


Barli 

0815000401962500 

16.319 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

10.098 

1.05 

0.040 

0.06 

0.01 

0.00 

0.00 

0.01 

0.47 

0.32 

0.20 

0.037 

0.19 

0.28 


Basni Karwar 

0815000401958600 

8.389 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

8.389 

1.42 

0.040 

0.21 

0.01 

0.00 

0.00 

0.00 

0.68 

0.47 

0.78 

0.031 

0.31 

0.45 


Basni Lachhan 

0815000401958700 

16.687 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

16.687 

1.61 

0.040 

0.23 

0.03 

0.00 

0.00 

0.00 

1.28 

0.87 

0.84 

0.061 

0.31 

0.46 


Beenj Wariya 

0815000201944200 

11.919 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

11.919 

-0.90 

0.040 

0.63 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.47 

0.045 

0.30 

0.44 


Bhainser Chawandiya 

0815000201943800 

11.726 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

11.726 

0.57 

0.040 

0.23 

0.01 

0.00 

0.00 

0.00 

0.49 

0.31 

0.86 

0.044 

0.26 

0.42 


Bhainser Kootri 

0815000201944000 

20.920 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

20.920 

-0.07 

0.040 

0.32 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.18 

0.078 

0.27 

0.42 


Bhainser Kotwali 

0815000201943900 

16.280 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

16.280 

0.56 

0.040 

0.27 

0.01 

0.00 

0.00 

0.00 

0.62 

0.39 

0.99 

0.061 

0.26 

0.41 


Bhawad 

0815000201945100 

22.567 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.015 

2.53 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhirkali 

0815000401962100 

5.346 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

5.346 

1.05 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.16 

0.02 

0.020 

0.31 

0.46 


Bigmi 

0815000201939400 

7.939 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

7.938 

0.86 

0.040 

0.10 

0.00 

0.00 

0.00 

0.00 

0.37 

0.23 

0.37 

0.030 

0.25 

0.41 


Chaupasani Charnan 

0815000201944500 

5.913 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

5.913 

-0.65 

0.040 

0.34 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.35 

0.022 

0.30 

0.44 


Daijar 

0815000401961800 

17.723 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

16.967 

2.39 

0.040 

0.23 

0.03 

0.00 

0.00 

0.00 

1.82 

1.24 

0.84 

0.062 

0.30 

0.44 


Desooriya Kharolan 

0815000401961600 

2.617 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

2.617 

1.75 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.12 

0.00 

0.010 

0.31 

0.46 


Desooriya Vishnoiya 

0815000401961700 

4.717 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.978 

2.15 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.12 

0.02 

0.007 

0.13 

0.19 


Dhundhara 

0815000201939000 

5.886 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

2.452 

0.97 

0.040 

0.07 

0.01 

0.00 

0.00 

0.00 

0.16 

0.10 

0.27 

0.009 

0.10 

0.17 


Gharab 

0815000401959000 

13.198 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.245 

1.71 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.01 

0.01 







Non-command 

Vindhyan Sandstone 

6.284 

1.71 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.44 

0.31 

0.00 

0.023 

0.15 

0.21 


Golasani 

0815000401962400 

7.840 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.357 

1.04 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.01 

0.02 


Gopasariya 

0815000201939500 

13.425 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

3.471 

0.61 

0.040 

0.07 

0.00 

0.00 

0.00 

0.00 

0.16 

0.10 

0.25 

0.013 

0.07 

0.11 


Indroka 

0815000401958200 

30.498 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

23.563 

-0.48 

0.040 

0.49 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.86 

0.086 

0.24 

0.35 


Jajiwal Bhatiyan 

0815000401960100 

10.372 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.836 

1.72 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.003 

0.03 

0.04 


Jajiwal Gehlota 

0815000401960200 

12.478 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.147 

1.64 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.004 

0.03 

0.04 


Jakharo Ki Dhani 

0815000401962300 

10.465 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

8.190 

1.36 

0.040 

0.11 

0.02 

0.00 

0.00 

0.00 

0.54 

0.37 

0.41 

0.030 

0.25 

0.36 


Jheepasani 

0815000401958900 

12.916 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

9.597 

1.71 

0.040 

0.13 

0.02 

0.00 

0.00 

0.00 

0.77 

0.53 

0.49 

0.035 

0.23 

0.33 


Jodhpur (M Cl) 

0815000441502000 

81.838 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.962 

1.91 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.00 

0.048 

0.00 

0.01 




94.303 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

15.393 

1.91 

0.040 

0.28 

0.00 

0.00 

0.00 

0.00 

1.46 

1.00 

0.12 

0.766 

0.05 

0.07 


Karwar 

0815000401958800 

23.863 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

23.339 

1.69 

0.040 

0.44 

0.06 

0.00 

0.00 

0.00 

1.95 

1.34 

1.66 

0.086 

0.30 

0.44 


Keroo 

0815000401962600 

52.964 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

2.167 

1.97 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.20 

0.14 

0.10 

0.008 

0.01 

0.02 


Khokhari 

0815000401958100 

8.293 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

8.293 

-0.79 

0.040 

0.23 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.86 

0.030 

0.31 

0.45 


Khudiyala 

0815000201941800 

10.364 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.677 

0.86 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.07 

0.003 

0.02 

0.03 


Kiram Sariya Kalan 

0815000201943700 

6.669 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

5.639 

0.72 

0.040 

0.24 

0.01 

0.00 

0.00 

0.00 

0.39 

0.24 

0.92 

0.021 

0.22 

0.35 


Kiramsariya Khurd 

0815000201941700 

9.373 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

8.587 

0.63 

0.040 

0.28 

0.01 

0.00 

0.00 

0.00 

0.49 

0.30 

1.09 

0.032 

0.23 

0.38 


Kotra 

0815000201944400 

4.871 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

4.871 

-0.66 

0.040 

0.55 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.20 

0.018 

0.29 

0.43 


Lordi-pandit Ji 

0815000401961400 

17.068 

Fresh 

Non-command 

Non-command 

Jalore Granite 

7.285 

1.69 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.19 

0.13 

0.00 

0.027 

0.13 

0.19 







Non-command 

Vindhyan Sandstone 

6.832 

1.69 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.47 

0.32 

0.00 

0.025 

0.12 

0.18 


Manai 

0815000401958300 

6.632 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

6.632 

-0.79 

0.040 

1.82 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

7.25 

0.024 

0.31 

0.45 


Manaklao 

0815000401958500 

41.010 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

41.010 

-0.33 

0.040 

1.15 

0.05 

0.00 

0.00 

0.01 

0.00 

0.00 

4.39 

0.150 

0.31 

0.46 


Mandiyai Kalan 

0815000201941500 

9.812 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.860 

0.56 

0.040 

0.07 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.25 

0.007 

0.05 

0.08 


Mandiyai Khurd 

0815000201941400 

15.771 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

14.640 

0.57 

0.040 

0.43 

0.02 

0.00 

0.00 

0.00 

0.74 

0.46 

1.65 

0.055 

0.24 

0.38 


Mathaniya 

0815000201944600 

25.711 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

25.515 

0.27 

0.040 

0.76 

0.04 

0.00 

0.00 

0.00 

1.00 

0.67 

2.92 

0.095 

0.29 

0.43 


Narwa Khichiyan 

0815000401958400 

28.481 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

22.208 

0.84 

0.040 

0.53 

0.03 

0.00 

0.00 

0.00 

1.24 

0.85 

2.01 

0.081 

0.24 

0.36 


Newra 

0815000201939200 

29.492 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

2.216 

0.99 

0.040 

0.04 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.16 

0.008 

0.02 

0.03 


Newra Road 

0815000201939300 

41.426 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

30.565 

0.81 

0.040 

0.39 

0.02 

0.00 

0.00 

0.00 

1.36 

0.83 

1.42 

0.114 

0.19 

0.30 


Osian 

0815000201936700 

75.108 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

13.552 

0.80 

0.040 

0.04 

0.00 

0.00 

0.00 

0.00 

0.47 

0.29 

0.11 

0.051 

0.05 

0.07 


Palri Khichiyan 

0815000401961900 

8.616 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

8.616 

2.04 

0.040 

0.06 

0.00 

0.00 

0.00 

0.00 

0.76 

0.52 

0.22 

0.032 

0.31 

0.46 


Palri Mangaliya 

0815000401962200 

17.437 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

17.427 

2.44 

0.040 

0.17 

0.02 

0.00 

0.00 

0.00 

1.85 

1.26 

0.59 

0.064 

0.31 

0.46 


Palri Panwara 

0815000401962000 

8.732 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

8.732 

1.38 

0.040 

0.07 

0.00 

0.00 

0.00 

0.00 

0.55 

0.38 

0.23 

0.032 

0.31 

0.46 


Rajasani 

0815000201944300 

9.516 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

9.516 

-0.77 

0.040 

0.95 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

3.74 

0.036 

0.30 

0.44 


Ralawas 

0815000401961500 

5.671 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

5.670 

1.70 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.40 

0.27 

0.00 

0.021 

0.31 

0.45 


Rampura Bhatiya 

0815000201944700 

11.562 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

11.562 

-0.65 

0.040 

0.64 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.50 

0.043 

0.31 

0.45 


Riniya 

0815000201941600 

12.038 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

12.038 

0.61 

0.040 

0.18 

0.01 

0.00 

0.00 

0.00 

0.46 

0.28 

0.68 

0.045 

0.25 

0.41 


Salori 

0815000401957800 

36.894 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.248 

1.04 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.00 

0.00 


Sindhiyon Ki Dhani 

0815000201944800 

21.967 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

19.851 

0.51 

0.040 

0.61 

0.03 

0.00 

0.00 

0.00 

0.99 

0.68 

2.34 

0.074 

0.28 

0.40 


Surpura 

0815000401961200 

13.032 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.034 

1.89 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Thabukra 

0815000401959100 

23.926 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.849 

1.76 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.003 

0.01 

0.02 


Tiwari 

0815000201941300 

58.860 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

41.488 

-0.36 

0.040 

0.44 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.54 

0.155 

0.19 

0.29 


Ujaliya 

0815000201944900 

9.641 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

2.908 

1.63 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.16 

0.11 

0.25 

0.006 

0.09 

0.13 


Ummednagar 

0815000201945000 

45.997 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

33.602 

1.46 

0.020 

0.55 

0.03 

0.00 

0.00 

0.00 

1.50 

0.98 

2.09 

0.074 

0.20 

0.31 

11008046 

Akthali 

0815000401967400 

8.913 

Fresh 

Non-command 

Non-command 

Jalore Granite 

2.375 

1.06 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.009 

0.08 

0.11 


Artiya Kalan 

0815000301955700 

21.709 

Fresh 

Non-command 

Non-command 

Jalore Granite 

7.446 

1.11 

0.015 

0.13 

0.01 

0.00 

0.00 

0.00 

0.24 

0.21 

0.49 

0.036 

0.11 

0.13 







Non-command 

Vindhyan Sandstone 

13.383 

1.11 

0.060 

0.48 

0.02 

0.00 

0.00 

0.00 

1.35 

1.18 

1.84 

0.064 

0.20 

0.23 





Saline 

Non-command 

Non-command 

Jalore Granite 

0.307 

1.11 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.001 

0.00 

0.01 


Artiya Khurd 

0815000301955400 

20.815 

Fresh 

Non-command 

Non-command 

Jalore Granite 

10.151 

1.23 

0.015 

0.09 

0.00 

0.00 

0.00 

0.00 

0.28 

0.25 

0.29 

0.049 

0.16 

0.18 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.07 

0.00 

975.77 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.035 

589.73 

Over Exploited 

Balakua 

0815000401961300 

0.06 

0.00 

793.88 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.010 

680.28 

Over Exploited 

Balarwa 

0815000201944100 

0.06 

0.56 

- 

0.56 

0.05 

0.61 

0.04 

0.33 

0.07 

0.1500 

- 

- 

0.005 

0.155 

0.230 

0.842 

0.084 

0.758 

4.106 

541.91 

Over Exploited 

Bara Kotecha 

0815000201941200 

0.06 

0.02 

- 

0.02 

0.01 

0.03 

0.01 

0.06 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.049 

0.005 

0.044 

0.537 

1,219.53 

Over Exploited 

Bari 

0815000201941100 

0.06 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.10 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.039 

0.004 

0.035 

0.246 

693.53 

Over Exploited 

Barli 

0815000401962500 

0.08 

0.16 

105.12 

0.19 

0.02 

0.20 

0.02 

0.22 

0.02 

0.0200 

- 

- 

0.008 

0.028 

0.048 

0.252 

0.013 

0.239 

0.232 

97.03 

Critical 

Basni Karwar 

0815000401958600 

0.08 

0.21 

123.15 

0.25 

0.01 

0.26 

0.04 

0.35 

0.03 

0.0900 

- 

- 

- 

0.090 

0.117 

0.377 

0.019 

0.358 

0.811 

226.29 

Over Exploited 

Basni Lachhan 

0815000401958700 

0.08 

0.42 

109.76 

0.50 

0.03 

0.53 

0.04 

0.35 

0.05 

0.0900 

- 

- 

- 

0.090 

0.144 

0.674 

0.034 

0.640 

0.900 

140.61 

Over Exploited 

Beenj Wariya 

0815000201944200 

0.06 

0.22 

- 

0.22 

0.03 

0.25 

0.04 

0.34 

0.03 

0.0900 

- 

- 

- 

0.090 

0.118 

0.364 

0.036 

0.328 

2.517 

767.40 

Over Exploited 

Bhainser Chawandiya 

0815000201943800 

0.06 

0.19 

67.11 

0.22 

0.01 

0.23 

0.04 

0.30 

0.03 

0.0300 

- 

- 

0.001 

0.031 

0.058 

0.291 

0.015 

0.276 

0.905 

327.76 

Over Exploited 

Bhainser Kootri 

0815000201944000 

0.06 

0.34 

- 

0.34 

0.01 

0.36 

0.04 

0.31 

0.05 

0.0400 

- 

- 

0.003 

0.043 

0.091 

0.447 

0.045 

0.402 

1.254 

311.99 

Over Exploited 

Bhainser Kotwali 

0815000201943900 

0.06 

0.25 

53.70 

0.30 

0.01 

0.32 

0.04 

0.30 

0.04 

0.0400 

- 

- 

0.002 

0.042 

0.078 

0.393 

0.020 

0.374 

1.051 

281.20 

Over Exploited 

Bhawad 

0815000201945100 

0.05 

0.00 

359,256.48 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhirkali 

0815000401962100 

0.08 

0.13 

19.24 

0.16 

- 

0.16 

0.04 

0.35 

0.02 

- 

- 

- 

- 

- 

0.017 

0.177 

0.009 

0.168 

0.040 

23.52 

Safe 

Bigmi 

0815000201939400 

0.06 

0.12 

90.58 

0.14 

- 

0.14 

0.04 

0.29 

0.02 

0.0100 

- 

- 

- 

0.010 

0.028 

0.172 

0.009 

0.163 

0.399 

244.60 

Over Exploited 

Chaupasani Charnan 

0815000201944500 

0.06 

0.11 

- 

0.11 

0.02 

0.13 

0.04 

0.34 

0.01 

0.0500 

- 

- 

- 

0.050 

0.064 

0.190 

0.019 

0.171 

1.372 

800.79 

Over Exploited 

Daijar 

0815000401961800 

0.08 

0.41 

205.96 

0.49 

0.03 

0.52 

0.04 

0.34 

0.05 

0.0900 

- 

- 

0.002 

0.092 

0.144 

0.663 

0.033 

0.630 

0.901 

143.04 

Over Exploited 

Desooriya Kharolan 

0815000401961600 

0.08 

0.07 

88.52 

0.08 

0.00 

0.08 

0.04 

0.35 

0.01 

- 

- 

- 

0.004 

0.004 

0.012 

0.093 

0.005 

0.089 

0.010 

10.81 

Safe 

Desooriya Vishnoiya 

0815000401961700 

0.08 

0.02 

493.57 

0.02 

- 

0.02 

0.02 

0.15 

0.00 

- 

- 

- 

- 

- 

0.003 

0.028 

0.001 

0.026 

0.027 

104.15 

Over Exploited 

Dhundhara 

0815000201939000 

0.06 

0.02 

516.86 

0.02 

0.01 

0.03 

0.02 

0.12 

0.00 

0.0300 

- 

- 

- 

0.030 

0.032 

0.061 

0.003 

0.058 

0.279 

483.41 

Over Exploited 

Gharab 

0815000401959000 

0.06 

0.00 

5,082.66 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.08 

0.07 

310.49 

0.09 

- 

0.09 

0.02 

0.17 

0.01 

- 

- 

- 

- 

- 

0.010 

0.099 

0.005 

0.094 

0.023 

24.54 

Safe 

Golasani 

0815000401962400 

0.08 

0.00 

4,051.51 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.021 

4,126.06 

Over Exploited 

Gopasariya 

0815000201939500 

0.06 

0.01 

601.93 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.028 

0.001 

0.027 

0.265 

985.46 

Over Exploited 

Indroka 

0815000401958200 

0.08 

0.45 

- 

0.45 

0.02 

0.47 

0.03 

0.27 

0.06 

0.0700 

- 

- 

- 

0.070 

0.128 

0.597 

0.060 

0.537 

1.949 

362.97 

Over Exploited 

Jajiwal Bhatiyan 

0815000401960100 

0.06 

0.00 

1,094.33 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.003 

192.18 

Over Exploited 

Jajiwal Gehlota 

0815000401960200 

0.06 

0.00 

891.21 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.004 

168.51 

Over Exploited 

Jakharo Ki Dhani 

0815000401962300 

0.08 

0.16 

128.14 

0.19 

0.02 

0.21 

0.03 

0.28 

0.02 

0.0500 

- 

- 

- 

0.050 

0.071 

0.284 

0.014 

0.270 

0.440 

163.08 

Over Exploited 

Jheepasani 

0815000401958900 

0.08 

0.18 

199.98 

0.21 

0.02 

0.23 

0.03 

0.26 

0.02 

0.0500 

- 

- 

- 

0.050 

0.073 

0.304 

0.015 

0.289 

0.523 

180.91 

Over Exploited 

Jodhpur (M Cl) 

0815000441502000 

0.08 

0.00 

22,441.61 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.048 

13,373.74 

Over Exploited 



0.08 

0.06 

1,481.18 

0.08 

- 

0.08 

0.01 

0.06 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.094 

0.005 

0.089 

0.889 

998.51 

Over Exploited 

Karwar 

0815000401958800 

0.08 

0.57 

136.74 

0.68 

0.06 

0.74 

0.04 

0.34 

0.07 

0.1900 

- 

- 

- 

0.190 

0.263 

1.004 

0.050 

0.954 

1.744 

182.84 

Over Exploited 

Keroo 

0815000401962600 

0.08 

0.00 

6,098.37 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.112 

3,988.40 

Over Exploited 

Khokhari 

0815000401958100 

0.08 

0.20 

- 

0.20 

0.01 

0.21 

0.04 

0.35 

0.03 

0.0300 

- 

- 

- 

0.030 

0.056 

0.271 

0.027 

0.244 

0.893 

366.25 

Over Exploited 

Khudiyala 

0815000201941800 

0.06 

0.00 

3,849.96 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.075 

8,623.84 

Over Exploited 

Kiram Sariya Kalan 

0815000201943700 

0.06 

0.07 

232.04 

0.09 

0.01 

0.10 

0.03 

0.25 

0.01 

0.0300 

- 

- 

- 

0.030 

0.041 

0.139 

0.007 

0.132 

0.945 

715.59 

Over Exploited 

Kiramsariya Khurd 

0815000201941700 

0.06 

0.12 

150.23 

0.14 

0.01 

0.15 

0.03 

0.27 

0.02 

0.0400 

- 

- 

- 

0.040 

0.058 

0.212 

0.011 

0.201 

1.124 

559.37 

Over Exploited 

Kotra 

0815000201944400 

0.06 

0.09 

- 

0.09 

0.03 

0.12 

0.04 

0.33 

0.01 

0.0800 

- 

- 

- 

0.080 

0.091 

0.208 

0.021 

0.187 

2.214 

1,185.21 

Over Exploited 

Lordi-pandit Ji 

0815000401961400 

0.06 

0.06 

123.56 

0.07 

0.01 

0.07 

0.02 

0.15 

0.01 

- 

- 

- 

0.008 

0.008 

0.015 

0.090 

0.004 

0.085 

0.027 

31.25 

Safe 



0.08 

0.07 

373.18 

0.08 

0.00 

0.08 

0.02 

0.14 

0.01 

- 

- 

- 

0.002 

0.002 

0.010 

0.093 

0.005 

0.089 

0.025 

28.26 

Safe 

Manai 

0815000401958300 

0.08 

0.16 

- 

0.16 

0.09 

0.25 

0.04 

0.35 

0.02 

0.2700 

- 

- 

- 

0.270 

0.291 

0.545 

0.055 

0.491 

7.269 

1,481.59 

Over Exploited 

Manaklao 

0815000401958500 

0.08 

1.02 

- 

1.02 

0.06 

1.08 

0.04 

0.35 

0.13 

0.1600 

- 

- 

0.008 

0.169 

0.300 

1.379 

0.138 

1.241 

4.538 

365.67 

Over Exploited 

Mandiyai Kalan 

0815000201941500 

0.06 

0.01 

1,181.16 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.017 

0.001 

0.016 

0.259 

1,581.20 

Over Exploited 

Mandiyai Khurd 

0815000201941400 

0.06 

0.21 

121.37 

0.25 

0.02 

0.27 

0.03 

0.27 

0.03 

0.0600 

- 

- 

- 

0.060 

0.090 

0.361 

0.018 

0.343 

1.708 

498.48 

Over Exploited 

Mathaniya 

0815000201944600 

0.06 

0.44 

52.83 

0.53 

0.04 

0.57 

0.04 

0.33 

0.06 

0.1100 

- 

- 

- 

0.110 

0.169 

0.737 

0.037 

0.700 

3.011 

430.10 

Over Exploited 

Narwa Khichiyan 

0815000401958400 

0.08 

0.43 

95.51 

0.52 

0.03 

0.55 

0.03 

0.28 

0.06 

0.0800 

- 

- 

0.005 

0.085 

0.140 

0.694 

0.035 

0.660 

2.090 

316.88 

Over Exploited 

Newra 

0815000201939200 

0.06 

0.00 

3,002.31 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.013 

0.167 

1,315.00 

Over Exploited 

Newra Road 

0815000201939300 

0.06 

0.34 

144.06 

0.41 

0.02 

0.43 

0.03 

0.21 

0.05 

0.0500 

- 

- 

- 

0.050 

0.100 

0.530 

0.026 

0.503 

1.533 

304.79 

Over Exploited 

Osian 

0815000201936700 

0.06 

0.04 

685.20 

0.04 

- 

0.04 

0.01 

0.05 

0.01 

0.0100 

- 

- 

- 

0.010 

0.015 

0.060 

0.003 

0.057 

0.159 

279.46 

Over Exploited 

Palri Khichiyan 

0815000401961900 

0.08 

0.22 

142.14 

0.26 

- 

0.26 

0.04 

0.35 

0.03 

0.0100 

- 

- 

- 

0.010 

0.038 

0.297 

0.015 

0.282 

0.247 

87.46 

Semi Critical 

Palri Mangaliya 

0815000401962200 

0.08 

0.44 

188.87 

0.53 

0.02 

0.55 

0.04 

0.35 

0.06 

0.0700 

- 

- 

0.002 

0.072 

0.128 

0.675 

0.034 

0.641 

0.649 

101.15 

Over Exploited 

Palri Panwara 

0815000401962000 

0.08 

0.22 

72.34 

0.26 

- 

0.26 

0.04 

0.35 

0.03 

0.0100 

- 

- 

- 

0.010 

0.038 

0.301 

0.015 

0.286 

0.266 

93.06 

Critical 

Rajasani 

0815000201944300 

0.06 

0.17 

- 

0.17 

0.05 

0.22 

0.04 

0.34 

0.02 

0.1400 

- 

- 

- 

0.140 

0.162 

0.383 

0.038 

0.345 

3.780 

1,095.30 

Over Exploited 

Ralawas 

0815000401961500 

0.08 

0.14 

91.84 

0.17 

- 

0.17 

0.04 

0.35 

0.02 

- 

- 

- 

- 

- 

0.018 

0.188 

0.009 

0.179 

0.021 

11.63 

Safe 

Rampura Bhatiya 

0815000201944700 

0.06 

0.21 

- 

0.21 

0.03 

0.24 

0.04 

0.35 

0.03 

0.0900 

- 

- 

- 

0.090 

0.118 

0.361 

0.036 

0.324 

2.545 

784.48 

Over Exploited 

Riniya 

0815000201941600 

0.06 

0.18 

55.67 

0.22 

0.01 

0.23 

0.04 

0.29 

0.03 

0.0300 

- 

- 

- 

0.030 

0.057 

0.286 

0.014 

0.272 

0.723 

265.72 

Over Exploited 

Salori 

0815000401957800 

0.08 

0.00 

17,315.40 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Sindhiyon Ki Dhani 

0815000201944800 

0.06 

0.33 

106.19 

0.39 

0.03 

0.42 

0.04 

0.31 

0.04 

0.0900 

- 

- 

- 

0.090 

0.133 

0.556 

0.028 

0.528 

2.414 

456.83 

Over Exploited 

Surpura 

0815000401961200 

0.08 

0.00 

82,182.21 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Thabukra 

0815000401959100 

0.06 

0.00 

2,669.68 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.003 

437.96 

Over Exploited 

Tiwari 

0815000201941300 

0.06 

0.47 

- 

0.47 

0.02 

0.49 

0.03 

0.22 

0.07 

0.0600 

- 

- 

0.002 

0.062 

0.128 

0.620 

0.062 

0.558 

1.694 

303.74 

Over Exploited 

Ujaliya 

0815000201944900 

0.05 

0.01 

697.20 

0.02 

- 

0.02 

0.01 

0.10 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.028 

0.001 

0.026 

0.251 

951.40 

Over Exploited 

Ummednagar 

0815000201945000 

0.05 

0.34 

189.84 

0.41 

0.03 

0.44 

0.03 

0.23 

0.05 

0.0800 

- 

- 

- 

0.080 

0.127 

0.563 

0.028 

0.535 

2.162 

404.24 

Over Exploited 

Akthali 

0815000401967400 

0.06 

0.01 

130.77 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.001 

0.016 

0.001 

0.015 

0.009 

57.87 

Safe 

Artiya Kalan 

0815000301955700 

0.08 

0.07 

214.09 

0.08 

0.01 

0.09 

0.01 

0.13 

0.01 

0.0200 

- 

- 

- 

0.020 

0.028 

0.119 

0.006 

0.113 

0.522 

462.10 

Over Exploited 



0.10 

0.27 

330.90 

0.33 

0.02 

0.35 

0.02 

0.23 

0.03 

0.0700 

- 

- 

- 

0.070 

0.100 

0.449 

0.022 

0.426 

1.902 

446.16 

Over Exploited 



0.08 

0.00 

3,726.99 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.011 

8,014.16 

Over Exploited 

Artiya Khurd 

0815000301955400 

0.08 

0.13 

87.41 

0.16 

- 

0.16 

0.02 

0.18 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.170 

0.009 

0.162 

0.337 

208.60 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 







Non-command 

Vindhyan Sandstone 

10.657 

1.23 

0.060 

0.17 

0.01 

0.00 

0.00 

0.00 

0.95 

0.85 

0.60 

0.051 

0.17 

0.19 





Saline 

Non-command 

Non-command 

Jalore Granite 

0.007 

1.23 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Asanda 

081500040196750C 

16.668 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.134 

1.10 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bagoriya 

0815000301952700 

20.290 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

12.682 

1.87 

0.060 

0.10 

0.00 

0.00 

0.00 

0.00 

1.52 

1.40 

0.34 

0.061 

0.21 

0.23 


Bandra 

0815000301952100 

6.554 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.384 

0.57 

0.015 

0.05 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.18 

0.007 

0.07 

0.08 







Non-command 

Vindhyan Sandstone 

2.035 

0.57 

0.060 

0.14 

0.01 

0.00 

0.00 

0.00 

0.20 

0.16 

0.56 

0.010 

0.10 

0.12 


Bara Khurd 

0815000301956800 

4.495 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.059 

1.76 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhundana 

0815000301955200 

27.935 

Fresh 

Non-command 

Non-command 

Jalore Granite 

6.199 

2.45 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.24 

0.00 

0.030 

0.08 

0.08 


Birai 

0815000301950500 

81.240 

Fresh 

Non-command 

Non-command 

Jalore Granite 

2.450 

0.98 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.09 

0.005 

0.01 

0.01 


Borvi Kalan 

0815000301951200 

5.678 

Fresh 

Non-command 

Non-command 

Jalore Granite 

2.919 

1.77 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.01 

0.006 

0.16 

0.22 


Borvi Khurd 

0815000301951600 

5.298 

Fresh 

Non-command 

Non-command 

Jalore Granite 

5.298 

1.90 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.16 

0.01 

0.012 

0.31 

0.42 


Bucheti 

0815000301952000 

15.046 

Fresh 

Non-command 

Non-command 

Jalore Granite 

12.809 

1.25 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.36 

0.28 

0.17 

0.028 

0.27 

0.35 


Budh Nagar 

0815000401959600 

7.771 

Fresh 

Non-command 

Non-command 

Jalore Granite 

7.771 

1.86 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.17 

0.00 

0.028 

0.32 

0.43 


Budkiya 

0815000301956200 

29.387 

Fresh 

Non-command 

Non-command 

Jalore Granite 

29.387 

-0.27 

0.015 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.142 

0.33 

0.39 


Burchha 

0815000301952800 

24.116 

Fresh 

Non-command 

Non-command 

Jalore Granite 

18.237 

2.20 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.64 

0.62 

0.04 

0.088 

0.26 

0.27 







Non-command 

Vindhyan Sandstone 

4.595 

2.20 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.63 

0.60 

0.04 

0.022 

0.07 

0.07 


Changawara Charana 

0815000301951900 

7.172 

Fresh 

Non-command 

Non-command 

Jalore Granite 

7.172 

1.14 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.13 

0.01 

0.016 

0.32 

0.41 


Changawara Kalan 

0815000301951800 

2.427 

Fresh 

Non-command 

Non-command 

Jalore Granite 

2.427 

1.04 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.00 

0.005 

0.32 

0.41 


Changawara Khurd 

0815000301951700 

3.396 

Fresh 

Non-command 

Non-command 

Jalore Granite 

3.396 

1.34 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.00 

0.007 

0.32 

0.41 


Daikara 

0815000401959200 

34.367 

Fresh 

Non-command 

Non-command 

Jalore Granite 

13.527 

1.78 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.38 

0.27 

0.00 

0.050 

0.12 

0.17 


Dawcha Pyau 

0815000401959500 

8.264 

Fresh 

Non-command 

Non-command 

Jalore Granite 

8.264 

1.97 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.25 

0.19 

0.00 

0.030 

0.31 

0.43 


Dewatra 

0815000301955900 

25.737 

Fresh 

Non-command 

Non-command 

Jalore Granite 

25.737 

0.74 

0.015 

0.20 

0.01 

0.00 

0.00 

0.00 

0.48 

0.42 

0.63 

0.124 

0.33 

0.38 


Dhoroo 

0815000301952600 

13.482 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.191 

1.24 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.00 

0.01 







Non-command 

Vindhyan Sandstone 

10.225 

1.24 

0.060 

0.36 

0.02 

0.00 

0.00 

0.00 

1.10 

0.98 

1.39 

0.049 

0.26 

0.29 


Dudi Nagar 

0815000301955100 

2.248 

Fresh 

Non-command 

Non-command 

Jalore Granite 

2.104 

2.65 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.00 

0.010 

0.33 

0.33 


Godawas 

0815000301956000 

20.597 

Fresh 

Non-command 

Non-command 

Jalore Granite 

20.140 

0.87 

0.015 

0.11 

0.00 

0.00 

0.00 

0.00 

0.37 

0.31 

0.32 

0.097 

0.32 

0.38 







Non-command 

Vindhyan Sandstone 

0.001 

0.87 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Hinganiya 

0815000301957100 

12.810 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.204 

1.10 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Jajiwal Bhandariya 

0815000401960600 

1.384 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.309 

1.61 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.07 

0.10 


Jajiwal Bhatiyan 

0815000401960100 

10.372 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.447 

1.72 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.01 

0.02 


Jajiwal Dhandhala 

0815000401960500 

1.316 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.149 

1.61 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.004 

0.27 

0.39 


Jajiwal Gehlota 

0815000401960200 

12.478 

Fresh 

Non-command 

Non-command 

Jalore Granite 

2.671 

1.64 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.00 

0.010 

0.07 

0.10 


Jajiwal Godara 

0815000401960000 

1.960 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.960 

1.63 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.007 

0.31 

0.45 


Jajiwal Jakharan 

0815000401960700 

4.713 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.778 

1.57 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.003 

0.05 

0.07 


Jajiwal Kakrala 

0815000401960400 

20.265 

Fresh 

Non-command 

Non-command 

Jalore Granite 

15.908 

1.59 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.40 

0.28 

0.00 

0.058 

0.25 

0.35 


Jajiwal Khichiyan 

0815000401960300 

2.675 

Fresh 

Non-command 

Non-command 

Jalore Granite 

2.675 

1.61 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.010 

0.31 

0.45 


Jajiwal Vishnoiyan 

0815000401967200 

9.838 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.288 

1.42 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.01 

0.01 


Jaleli Daikara 

0815000401959900 

23.923 

Fresh 

Non-command 

Non-command 

Jalore Granite 

18.661 

1.62 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.47 

0.36 

0.00 

0.068 

0.25 

0.32 


Jhalamaliya 

0815000301955800 

10.262 

Fresh 

Non-command 

Non-command 

Jalore Granite 

10.262 

2.70 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.44 

0.39 

0.00 

0.049 

0.34 

0.37 


Kagal 

0815000301955000 

6.260 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.016 

2.67 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Karwali Dhani 

0815000401959300 

9.087 

Fresh 

Non-command 

Non-command 

Jalore Granite 

9.087 

2.13 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.30 

0.23 

0.00 

0.033 

0.32 

0.41 


Kheri Charna 

0815000301956400 

3.682 

Fresh 

Non-command 

Non-command 

Jalore Granite 

3.682 

1.80 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.04 

0.018 

0.33 

0.38 


Kheri Salwa 

0815000301956300 

29.195 

Fresh 

Non-command 

Non-command 

Jalore Granite 

28.569 

1.71 

0.015 

0.05 

0.00 

0.00 

0.00 

0.00 

0.78 

0.65 

0.04 

0.138 

0.32 

0.38 


Kukanda 

0815000401959800 

15.093 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.721 

1.27 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.003 

0.02 

0.02 


Kuri 

0815000301955300 

38.582 

Fresh 

Non-command 

Non-command 

Jalore Granite 

22.769 

1.56 

0.015 

0.16 

0.01 

0.00 

0.00 

0.00 

0.68 

0.63 

0.49 

0.110 

0.20 

0.22 







Non-command 

Vindhyan Sandstone 

15.813 

1.56 

0.060 

0.20 

0.01 

0.00 

0.00 

0.00 

1.67 

1.55 

0.71 

0.076 

0.14 

0.15 


Lunawas 

0815000301951300 

12.031 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.009 

1.47 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Malar 

0815000301955500 

18.698 

Fresh 

Non-command 

Non-command 

Jalore Granite 

4.655 

2.12 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.15 

0.00 

0.022 

0.09 

0.09 





Saline 

Non-command 

Non-command 

Jalore Granite 

5.957 

2.12 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.19 

0.00 

0.029 

0.11 

0.11 


Nandiya Prabhawati 

0815000301956100 

16.247 

Fresh 

Non-command 

Non-command 

Jalore Granite 

16.247 

-0.11 

0.015 

0.14 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.078 

0.32 

0.40 


Ram Nagar 

0815000401959700 

11.916 

Fresh 

Non-command 

Non-command 

Jalore Granite 

11.912 

2.18 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.40 

0.31 

0.00 

0.044 

0.32 

0.41 


Ramrawas Kalan 

0815000301957000 

34.869 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.022 

1.21 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ramrawas Khurd 

0815000301956900 

10.332 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.856 

1.70 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.02 

0.009 

0.06 

0.07 


Ratkuriya 

0815000301952900 

42.653 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.690 

2.38 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.00 

0.008 

0.01 

0.01 







Non-command 

Vindhyan Sandstone 

2.258 

2.38 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.32 

0.00 

0.011 

0.02 

0.02 


Salwa Kalan 

0815000401959400 

42.772 

Fresh 

Non-command 

Non-command 

Jalore Granite 

42.772 

2.32 

0.015 

0.05 

0.00 

0.00 

0.00 

0.00 

1.54 

1.19 

0.00 

0.157 

0.32 

0.41 


Salwa Khurd 

0815000301956600 

62.858 

Fresh 

Non-command 

Non-command 

Jalore Granite 

10.003 

2.52 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.40 

0.39 

0.04 

0.048 

0.06 

0.06 


Sargiya Kalan 

0815000301954900 

13.894 

Fresh 

Non-command 

Non-command 

Jalore Granite 

4.615 

2.62 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.20 

0.20 

0.04 

0.022 

0.12 

0.12 


Sargiya Khurd 

0815000301954800 

6.580 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.660 

2.43 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.003 

0.04 

0.04 


Sevki Kalan 

0815000301951400 

11.355 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.145 

1.28 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.003 

0.03 

0.04 


Sevki Khurd 

0815000301951500 

4.587 

Fresh 

Non-command 

Non-command 

Jalore Granite 

4.587 

1.49 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.11 

0.02 

0.010 

0.31 

0.42 


Sooraj Basni 

0815000401967300 

7.293 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.538 

1.10 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.02 

0.03 


Sopra 

0815000301952500 

10.499 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.607 

0.65 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.11 

0.003 

0.02 

0.02 


Surpura Kalan 

0815000301951100 

3.624 

Fresh 

Non-command 

Non-command 

Jalore Granite 

2.619 

1.87 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.09 

0.07 

0.006 

0.23 

0.31 


Tambariya Kalan 

0815000301952300 

12.386 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.379 

0.55 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.002 

0.01 

0.01 


Tambariya Khurd 

0815000301952200 

7.888 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.112 

0.57 

0.060 

0.08 

0.00 

0.00 

0.00 

0.00 

0.12 

0.10 

0.30 

0.005 

0.05 

0.06 


Tigra 

0815000301956500 

4.418 

Fresh 

Non-command 

Non-command 

Jalore Granite 

3.097 

1.67 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.00 

0.015 

0.23 

0.26 

11008047 

Abasar 

0816000202066300 

10.270 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.338 

0.11 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 





Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.10 

0.18 

364.55 

0.22 

0.01 

0.23 

0.02 

0.19 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.250 

0.013 

0.238 

0.651 

273.76 

Over Exploited 



0.08 

0.00 

149,297.25 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Asanda 

0815000401967500 

0.06 

0.00 

8,202.07 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bagoriya 

0815000301952700 

0.10 

0.27 

735,053.00 

0.32 

- 

0.32 

0.02 

0.24 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.332 

0.017 

0.316 

0.399 

126.40 

Over Exploited 

Bandra 

0815000301952100 

0.08 

0.01 

575.48 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.020 

0.001 

0.019 

0.187 

989.27 

Over Exploited 



0.10 

0.02 

708.14 

0.02 

0.01 

0.03 

0.01 

0.11 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.057 

0.003 

0.054 

0.573 

1,064.29 

Over Exploited 

Bara Khurd 

0815000301956800 

0.08 

0.00 

7,068.44 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhundana 

0815000301955200 

0.08 

0.04 

518.68 

0.05 

- 

0.05 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.046 

0.002 

0.044 

0.030 

67.73 

Safe 

Birai 

0815000301950500 

0.05 

0.00 

4,417.13 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.011 

0.091 

837.00 

Over Exploited 

Borvi Kalan 

0815000301951200 

0.05 

0.02 

225.41 

0.03 

- 

0.03 

0.02 

0.18 

0.00 

- 

- 

- 

- 

- 

0.003 

0.031 

0.002 

0.029 

0.014 

48.86 

Safe 

Borvi Khurd 

0815000301951600 

0.05 

0.08 

89.97 

0.10 

- 

0.10 

0.04 

0.35 

0.01 

- 

- 

- 

- 

- 

0.010 

0.110 

0.006 

0.105 

0.020 

18.77 

Safe 

Bucheti 

0815000301952000 

0.05 

0.17 

63.00 

0.21 

0.01 

0.22 

0.03 

0.30 

0.02 

0.0200 

- 

- 

- 

0.020 

0.041 

0.256 

0.013 

0.243 

0.201 

82.68 

Semi Critical 

Budh Nagar 

0815000401959600 

0.06 

0.15 

13.26 

0.17 

- 

0.17 

0.04 

0.35 

0.02 

- 

- 

- 

- 

- 

0.018 

0.185 

0.009 

0.175 

0.028 

16.23 

Safe 

Budkiya 

0815000301956200 

0.08 

0.76 

- 

0.76 

- 

0.76 

0.04 

0.36 

0.09 

- 

- 

- 

- 

- 

0.087 

0.851 

0.085 

0.766 

0.184 

23.96 

Safe 

Burchha 

0815000301952800 

0.08 

0.38 

60.55 

0.46 

- 

0.46 

0.03 

0.29 

- 

- 

- 

- 

- 

- 

- 

0.461 

0.023 

0.438 

0.124 

28.30 

Safe 



0.10 

0.03 

1,874.53 

0.04 

- 

0.04 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.037 

0.002 

0.035 

0.060 

173.12 

Over Exploited 

Changawara Charana 

0815000301951900 

0.05 

0.11 

18.12 

0.13 

- 

0.13 

0.04 

0.35 

0.01 

- 

- 

- 

- 

- 

0.014 

0.147 

0.007 

0.140 

0.024 

16.96 

Safe 

Changawara Kalan 

0815000301951800 

0.05 

0.04 

1.91 

0.04 

- 

0.04 

0.04 

0.35 

0.00 

- 

- 

- 

- 

- 

0.005 

0.044 

0.002 

0.042 

0.005 

12.80 

Safe 

Changawara Khurd 

0815000301951700 

0.05 

0.05 

31.92 

0.06 

- 

0.06 

0.04 

0.36 

0.01 

- 

- 

- 

- 

- 

0.006 

0.071 

0.004 

0.068 

0.007 

11.03 

Safe 

Daikara 

0815000401959200 

0.06 

0.10 

173.28 

0.12 

- 

0.12 

0.02 

0.14 

0.01 

- 

- 

- 

- 

- 

0.013 

0.132 

0.007 

0.126 

0.050 

39.38 

Safe 

Dawcha Pyau 

0815000401959500 

0.06 

0.16 

18.98 

0.19 

- 

0.19 

0.04 

0.35 

0.02 

- 

- 

- 

- 

- 

0.019 

0.205 

0.010 

0.195 

0.030 

15.54 

Safe 

Dewatra 

0815000301955900 

0.08 

0.68 

(38.85) 

0.55 

0.01 

0.56 

0.04 

0.37 

0.08 

0.0200 

- 

- 

- 

0.020 

0.096 

0.653 

0.033 

0.620 

0.754 

121.63 

Over Exploited 

Dhoroo 

0815000301952600 

0.08 

0.00 

4,163.50 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.019 

22,824.14 

Over Exploited 



0.10 

0.26 

276.85 

0.31 

0.02 

0.33 

0.03 

0.28 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.383 

0.019 

0.364 

1.437 

394.51 

Over Exploited 

Dudi Nagar 

0815000301955100 

0.08 

0.05 

50.19 

0.07 

- 

0.07 

0.03 

0.36 

- 

- 

- 

- 

- 

- 

- 

0.066 

0.003 

0.063 

0.010 

16.17 

Safe 

Godawas 

0815000301956000 

0.08 

0.51 

(38.93) 

0.41 

- 

0.41 

0.04 

0.35 

0.06 

0.0100 

- 

- 

- 

0.010 

0.069 

0.478 

0.024 

0.454 

0.421 

92.73 

Critical 



0.10 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Hinganiya 

0815000301957100 

0.08 

0.00 

3,325.24 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Jajiwal Bhandariya 

0815000401960600 

0.06 

0.00 

294.98 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.001 

69.44 

Safe 

Jajiwal Bhatiyan 

0815000401960100 

0.06 

0.00 

2,119.98 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

359.98 

Over Exploited 

Jajiwal Dhandhala 

0815000401960500 

0.06 

0.02 

0.42 

0.02 

0.00 

0.02 

0.03 

0.31 

0.00 

- 

- 

- 

0.001 

0.001 

0.003 

0.022 

0.001 

0.021 

0.004 

19.90 

Safe 

Jajiwal Gehlota 

0815000401960200 

0.06 

0.01 

325.28 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.014 

0.001 

0.014 

0.010 

72.36 

Semi Critical 

Jajiwal Godara 

0815000401960000 

0.06 

0.04 

(8.42) 

0.03 

- 

0.03 

0.04 

0.35 

0.00 

- 

- 

- 

- 

- 

0.005 

0.038 

0.002 

0.036 

0.007 

19.69 

Safe 

Jajiwal Jakharan 

0815000401960700 

0.06 

0.00 

407.43 

0.00 

0.00 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.005 

0.000 

0.004 

0.003 

63.59 

Safe 

Jajiwal Kakrala 

0815000401960400 

0.06 

0.23 

20.62 

0.28 

- 

0.28 

0.03 

0.28 

0.03 

- 

- 

- 

- 

- 

0.030 

0.311 

0.016 

0.296 

0.058 

19.70 

Safe 

Jajiwal Khichiyan 

0815000401960300 

0.06 

0.05 

(10.50) 

0.04 

- 

0.04 

0.04 

0.35 

0.01 

- 

- 

- 

- 

- 

0.006 

0.051 

0.003 

0.049 

0.010 

20.11 

Safe 

Jajiwal Vishnoiyan 

0815000401967200 

0.06 

0.00 

2,609.70 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

528.13 

Over Exploited 

Jaleli Daikara 

0815000401959900 

0.06 

0.28 

30.04 

0.33 

- 

0.33 

0.03 

0.28 

0.03 

- 

- 

- 

- 

- 

0.033 

0.367 

0.018 

0.349 

0.068 

19.61 

Safe 

Jhalamaliya 

0815000301955800 

0.08 

0.28 

42.37 

0.33 

- 

0.33 

0.04 

0.37 

- 

- 

- 

- 

- 

- 

- 

0.330 

0.017 

0.314 

0.049 

15.76 

Safe 

Kagal 

0815000301955000 

0.08 

0.00 

57,110.30 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Karwali Dhani 

0815000401959300 

0.06 

0.17 

34.13 

0.21 

- 

0.21 

0.04 

0.36 

0.02 

- 

- 

- 

- 

- 

0.021 

0.229 

0.011 

0.217 

0.033 

15.34 

Safe 

Kheri Charna 

0815000301956400 

0.08 

0.10 

(2.05) 

0.10 

- 

0.10 

0.04 

0.37 

- 

- 

- 

- 

- 

- 

- 

0.095 

0.005 

0.090 

0.054 

59.55 

Safe 

Kheri Salwa 

0815000301956300 

0.08 

0.73 

(10.44) 

0.65 

- 

0.65 

0.04 

0.35 

0.08 

- 

- 

- 

- 

- 

0.083 

0.733 

0.037 

0.696 

0.174 

24.95 

Safe 

Kukanda 

0815000401959800 

0.06 

0.00 

1,542.55 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.003 

318.13 

Over Exploited 

Kuri 

0815000301955300 

0.08 

0.37 

73.14 

0.44 

0.01 

0.45 

0.02 

0.22 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.469 

0.023 

0.445 

0.596 

133.74 

Over Exploited 



0.10 

0.22 

602.72 

0.26 

0.01 

0.27 

0.01 

0.15 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.305 

0.015 

0.289 

0.789 

272.74 

Over Exploited 

Lunawas 

0815000301951300 

0.05 

0.00 

175,554.19 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Malar 

0815000301955500 

0.08 

0.03 

375.45 

0.04 

- 

0.04 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.038 

0.002 

0.037 

0.022 

61.38 

Safe 



0.08 

0.05 

266.39 

0.06 

- 

0.06 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.063 

0.003 

0.060 

0.029 

47.97 

Safe 

Nandiya Prabhawati 

0815000301956100 

0.08 

0.41 

- 

0.41 

0.02 

0.43 

0.04 

0.36 

0.05 

0.0500 

- 

- 

- 

0.050 

0.099 

0.533 

0.053 

0.480 

0.528 

110.09 

Over Exploited 

Ram Nagar 

0815000401959700 

0.06 

0.23 

35.54 

0.27 

- 

0.27 

0.04 

0.36 

0.03 

- 

- 

- 

- 

- 

0.027 

0.301 

0.015 

0.286 

0.044 

15.27 

Safe 

Ramrawas Kalan 

0815000301957000 

0.08 

0.00 

111,172.18 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ramrawas Khurd 

0815000301956900 

0.08 

0.01 

475.37 

0.01 

- 

0.01 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.010 

0.027 

266.63 

Over Exploited 

Ratkuriya 

0815000301952900 

0.08 

0.00 

3,045.54 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.008 

376.28 

Over Exploited 



0.10 

0.00 

7,436.23 

0.01 

- 

0.01 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.011 

225.26 

Over Exploited 

Salwa Kalan 

0815000401959400 

0.06 

0.82 

45.41 

0.98 

- 

0.98 

0.04 

0.36 

0.10 

- 

- 

- 

- 

- 

0.098 

1.078 

0.054 

1.024 

0.157 

15.30 

Safe 

Salwa Khurd 

0815000301956600 

0.08 

0.04 

783.68 

0.05 

- 

0.05 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.053 

0.003 

0.050 

0.084 

167.31 

Over Exploited 

Sargiya Kalan 

0815000301954900 

0.08 

0.04 

366.93 

0.05 

- 

0.05 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.052 

0.003 

0.049 

0.058 

118.37 

Over Exploited 

Sargiya Khurd 

0815000301954800 

0.08 

0.00 

1,716.64 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.021 

995.56 

Over Exploited 

Sevki Kalan 

0815000301951400 

0.05 

0.00 

1,128.80 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.014 

600.41 

Over Exploited 

Sevki Khurd 

0815000301951500 

0.05 

0.07 

53.63 

0.09 

- 

0.09 

0.04 

0.35 

0.01 

- 

- 

- 

- 

- 

0.009 

0.095 

0.005 

0.090 

0.027 

29.98 

Safe 

Sooraj Basni 

0815000401967300 

0.06 

0.00 

755.43 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

209.42 

Over Exploited 

Sopra 

0815000301952500 

0.10 

0.00 

3,864.16 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.116 

8,062.37 

Over Exploited 

Surpura Kalan 

0815000301951100 

0.05 

0.03 

192.33 

0.04 

- 

0.04 

0.03 

0.25 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.049 

0.002 

0.047 

0.076 

161.84 

Over Exploited 

Tambariya Kalan 

0815000301952300 

0.10 

0.00 

4,838.06 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.040 

8,550.63 

Over Exploited 

Tambariya Khurd 

0815000301952200 

0.10 

0.01 

1,814.55 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.017 

0.001 

0.016 

0.305 

1,936.04 

Over Exploited 

Tigra 

0815000301956500 

0.08 

0.06 

20.37 

0.07 

- 

0.07 

0.03 

0.26 

- 

- 

- 

- 

- 

- 

- 

0.070 

0.003 

0.066 

0.015 

22.58 

Safe 

Abasar 

0816000202066300 

0.06 

0.00 

669.46 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 





Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Amarsar 

081600020205860C 

50.329 

Saline 

Non-command 

Non-command 

Jalore Granite 

15.144 

0.83 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.06 

0.00 

0.013 

0.06 

0.11 


Asarlai 

0815000501974000 

31.430 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

23.546 

-0.17 

0.060 

0.34 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.26 

0.083 

0.17 

0.26 


Bagthal 

0816000202061400 

21.446 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.755 

0.32 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.003 

0.04 

0.07 







Non-command 

Rhyolite 

9.946 

0.32 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.009 

0.11 

0.18 







Non-command 

Vindhyan Sandstone 

7.744 

0.32 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.007 

0.08 

0.14 


Bahia Basti 

0816000202058900 

17.114 

Saline 

Non-command 

Non-command 

Jalore Granite 

2.975 

0.64 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.003 

0.03 

0.07 







Non-command 

Jurassic Sandstone 

0.028 

0.64 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Baiteena 

0816000202058400 

28.686 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

0.519 

1.52 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.00 

0.01 


Bakasar 

0815000501971500 

21.957 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

21.957 

-0.15 

0.060 

0.33 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.20 

0.077 

0.22 

0.35 


Balar 

0816000202063600 

18.867 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

0.352 

0.48 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.01 







Non-command 

Rhyolite 

7.438 

0.48 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.08 

0.04 

0.18 

0.007 

0.09 

0.16 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

6.988 

0.48 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.06 

0.006 

0.08 

0.15 







Non-command 

Rhyolite 

4.090 

0.48 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.004 

0.05 

0.09 


Baloosingh Ki Dhani 

0816000202056300 

9.460 

Fresh 

Non-command 

Non-command 

Rhyolite 

5.716 

0.30 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.005 

0.13 

0.22 


Bandhewa 

0816000202062700 

19.725 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

19.725 

-0.19 

0.030 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.76 

0.018 

0.21 

0.39 


Barath Ka Gaon 

0816000202056200 

14.848 

Fresh 

Non-command 

Non-command 

Rhyolite 

2.329 

0.04 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.03 

0.06 





Saline 

Non-command 

Non-command 

Rhyolite 

5.083 

0.04 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.07 

0.12 


Barsani 

0816000202064000 

14.663 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

14.663 

0.42 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.10 

0.00 

0.013 

0.22 

0.40 


Bhagwatipura 

0816000202057300 

8.111 

Fresh 

Non-command 

Non-command 

Rhyolite 

8.111 

1.91 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.09 

0.03 

0.007 

0.21 

0.38 


Bhainsara 

0816000202058500 

46.891 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

3.421 

1.08 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.00 

0.003 

0.01 

0.03 





Saline 

Non-command 

Non-command 

Jalore Granite 

11.828 

1.08 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.07 

0.00 

0.010 

0.05 

0.09 







Non-command 

Jurassic Sandstone 

4.933 

1.08 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.08 

0.00 

0.004 

0.02 

0.04 


Bhaniyana 

0816000202057200 

38.540 

Fresh 

Non-command 

Non-command 

Rhyolite 

38.540 

2.15 

0.010 

0.01 

0.00 

0.00 

0.00 

0.03 

0.81 

0.47 

0.00 

0.034 

0.22 

0.37 


Bhankhri 

0816000202055700 

15.188 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

2.091 

-0.80 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.002 

0.03 

0.05 


Bhanu Nagar 

0816000202063800 

15.893 

Fresh 

Non-command 

Non-command 

Rhyolite 

12.017 

0.68 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.011 

0.17 

0.30 





Saline 

Non-command 

Non-command 

Rhyolite 

3.876 

0.68 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.00 

0.003 

0.05 

0.10 


Bheekhorai Jooni 

0816000202063900 

20.907 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

5.057 

0.50 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.00 

0.004 

0.05 

0.10 







Non-command 

Rhyolite 

15.850 

0.50 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.00 

0.014 

0.17 

0.30 


Bheekhorai Nai 

0816000202063300 

48.551 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

33.858 

0.36 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.38 

0.21 

0.00 

0.030 

0.15 

0.28 







Non-command 

Tertiary Sandstone 

1.913 

0.36 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.002 

0.01 

0.02 


Bheenwsagar 

0815000501971100 

6.409 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

6.409 

-0.52 

0.060 

0.92 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

3.66 

0.022 

0.22 

0.35 


Bhinajpura 

0816000202059500 

9.950 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

9.950 

1.49 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.44 

0.24 

0.00 

0.009 

0.20 

0.38 


Bhurajgarh 

0816000202065900 

14.780 

Saline 

Non-command 

Non-command 

Older Alluvium 

9.404 

0.17 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.05 

0.00 

0.008 

0.15 

0.27 


Bonada 

0816000202059300 

44.590 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

16.553 

0.61 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.15 

0.00 

0.015 

0.07 

0.14 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

12.531 

0.61 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.12 

0.00 

0.011 

0.06 

0.11 


Burkiya 

0815000501971600 

13.988 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

13.988 

-0.24 

0.060 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.049 

0.21 

0.34 


Chainpura 

0816000202056400 

5.995 

Fresh 

Non-command 

Non-command 

Rhyolite 

5.995 

0.32 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.005 

0.22 

0.37 


Chand Sama 

0815000501970900 

66.047 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

44.356 

0.20 

0.060 

0.85 

0.04 

0.00 

0.00 

0.00 

1.33 

0.83 

3.20 

0.156 

0.14 

0.22 


Chanuni Meghasar 

0816000202065200 

5.968 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

5.968 

0.65 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.00 

0.005 

0.23 

0.41 


Chatarpura 

0815000501980300 

37.024 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.690 

0.36 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.00 

0.009 

0.02 

0.03 


Chitrori 

0816000202056500 

11.173 

Fresh 

Non-command 

Non-command 

Rhyolite 

11.173 

0.49 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.010 

0.22 

0.37 


Dade Ki Beri 

0815000501974900 

7.691 

Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

3.827 

0.25 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.02 

0.013 

0.12 

0.19 


Dantal 

0816000202061900 

60.022 

Fresh 

Non-command 

Non-command 

Rhyolite 

32.159 

0.61 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.12 

0.00 

0.029 

0.12 

0.21 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

0.039 

0.61 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Older Alluvium 

5.268 

0.61 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.11 

0.00 

0.005 

0.02 

0.03 







Non-command 

Rhyolite 

22.556 

0.61 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.08 

0.00 

0.020 

0.08 

0.15 


Dasaniyan 

0815000501974800 

31.979 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.821 

0.34 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.006 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

4.237 

0.34 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.00 

0.015 

0.03 

0.05 


Dechoo 

0815000501973900 

80.317 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

33.193 

-0.10 

0.060 

0.40 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.44 

0.116 

0.09 

0.14 


Deopalpura 

0816000202063000 

12.586 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

7.234 

-1.00 

0.030 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.006 

0.12 

0.23 


Dhaulasar 

0816000202062200 

24.444 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

2.157 

0.63 

0.030 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.12 

0.002 

0.02 

0.03 







Non-command 

Rhyolite 

22.287 

0.63 

0.010 

0.25 

0.04 

0.00 

0.00 

0.00 

0.35 

0.19 

0.96 

0.020 

0.19 

0.35 


Dholasar 

0815000501974100 

14.852 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

14.818 

-0.14 

0.060 

0.57 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.21 

0.052 

0.22 

0.35 


Doodhiya 

0816000202058000 

19.877 

Fresh 

Non-command 

Non-command 

Rhyolite 

1.272 

0.65 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.01 

0.02 


Doodhli Ki Dhani 

0816000202057000 

9.198 

Fresh 

Non-command 

Non-command 

Rhyolite 

9.198 

2.17 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.12 

0.00 

0.008 

0.21 

0.37 


Doongre Ki Dhani 

0816000202060900 

22.903 

Fresh 

Non-command 

Non-command 

Rhyolite 

22.903 

0.61 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.00 

0.020 

0.22 

0.37 


Fajlooni Murid 

0816000202065100 

5.213 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.63 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Tertiary Sandstone 

5.213 

0.63 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.07 

0.00 

0.005 

0.23 

0.41 


Gadeli Kuwan 

0816000202061700 

4.377 

Fresh 

Non-command 

Non-command 

Rhyolite 

3.916 

0.31 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.003 

0.20 

0.35 





Saline 

Non-command 

Non-command 

Rhyolite 

0.447 

0.31 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.04 







Non-command 

Vindhyan Sandstone 

0.013 

0.31 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Garhi Champawat 

0816000202061300 

26.856 

Saline 

Non-command 

Non-command 

Older Alluvium 

15.393 

0.30 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.29 

0.17 

0.01 

0.014 

0.13 

0.23 







Non-command 

Vindhyan Sandstone 

11.463 

0.30 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.01 

0.010 

0.10 

0.17 


Goraliya 

0816000202064100 

5.599 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

4.642 

0.53 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.004 

0.18 

0.33 







Non-command 

Rhyolite 

0.957 

0.53 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.04 

0.07 


Gundala 

0816000202060100 

15.687 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.061 

2.76 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Jurassic Sandstone 

1.845 

2.76 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.08 

0.00 

0.002 

0.02 

0.04 







Non-command 

Rhyolite 

13.772 

2.76 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.21 

0.00 

0.012 

0.18 

0.33 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Amarsar 

0816000202058600 

0.02 

0.02 

269.73 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.003 

0.024 

0.001 

0.023 

0.013 

58.47 

Safe 

Asarlai 

0815000501974000 

0.08 

0.31 

- 

0.31 

0.02 

0.33 

0.03 

0.19 

0.05 

0.0500 

- 

- 

- 

0.050 

0.101 

0.434 

0.043 

0.391 

1.343 

343.75 

Over Exploited 

Bagthal 

0816000202061400 

0.06 

0.01 

366.62 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.012 

0.001 

0.012 

0.003 

28.74 

Safe 



0.02 

0.02 

(11.88) 

0.02 

- 

0.02 

0.02 

0.12 

0.00 

- 

- 

- 

- 

- 

0.003 

0.022 

0.001 

0.021 

0.009 

42.53 

Safe 



0.03 

0.02 

50.84 

0.02 

- 

0.02 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.003 

0.026 

0.001 

0.025 

0.007 

27.87 

Safe 

Bahia Basti 

0816000202058900 

0.02 

0.00 

383.32 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.003 

99.91 

Critical 



0.04 

0.00 

83,266.64 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Baiteena 

0816000202058400 

0.04 

0.00 

17,350.66 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bakasar 

0815000501971500 

0.08 

0.38 

- 

0.38 

0.02 

0.40 

0.04 

0.25 

0.06 

0.0500 

- 

- 

- 

0.050 

0.114 

0.518 

0.052 

0.466 

1.277 

274.10 

Over Exploited 

Balar 

0816000202063600 

0.04 

0.00 

4,839.54 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.02 

0.01 

228.23 

0.02 

0.01 

0.03 

0.01 

0.10 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.047 

0.002 

0.045 

0.187 

415.16 

Over Exploited 



0.04 

0.02 

196.33 

0.03 

- 

0.03 

0.01 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.041 

0.002 

0.039 

0.064 

166.61 

Over Exploited 



0.02 

0.00 

325.40 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.029 

575.77 

Over Exploited 

Baloosingh Ki Dhani 

0816000202056300 

0.02 

0.01 

(32.39) 

0.01 

0.00 

0.01 

0.02 

0.15 

0.00 

- 

- 

- 

0.001 

0.001 

0.003 

0.016 

0.001 

0.015 

0.005 

34.16 

Safe 

Bandhewa 

0816000202062700 

0.04 

0.16 

- 

0.16 

0.01 

0.18 

0.04 

0.24 

0.03 

0.0300 

- 

- 

0.002 

0.032 

0.060 

0.236 

0.024 

0.212 

0.779 

366.68 

Over Exploited 

Barath Ka Gaon 

0816000202056200 

0.02 

0.00 

(68.20) 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.002 

143.00 

Over Exploited 



0.02 

0.01 

(82.65) 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.005 

65.51 

Safe 

Barsani 

0816000202064000 

0.04 

0.13 

(21.21) 

0.10 

0.00 

0.10 

0.04 

0.26 

0.02 

- 

- 

- 

0.000 

0.000 

0.021 

0.125 

0.006 

0.118 

0.013 

10.99 

Safe 

Bhagwatipura 

0816000202057300 

0.02 

0.03 

170.15 

0.04 

- 

0.04 

0.04 

0.25 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.058 

0.003 

0.055 

0.037 

67.92 

Safe 

Bhainsara 

0816000202058500 

0.04 

0.00 

2,940.10 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.003 

119.80 

Over Exploited 



0.02 

0.01 

485.75 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.002 

0.016 

0.001 

0.015 

0.010 

69.30 

Safe 



0.04 

0.00 

2,004.51 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.005 

0.004 

83.08 

Semi Critical 

Bhaniyana 

0816000202057200 

0.02 

0.17 

180.98 

0.20 

0.03 

0.23 

0.04 

0.25 

0.03 

- 

- 

- 

0.043 

0.043 

0.070 

0.300 

0.015 

0.285 

0.034 

12.01 

Safe 

Bhankhri 

0816000202055700 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.242 

2,213.60 

Over Exploited 

Bhanu Nagar 

0816000202063800 

0.02 

0.04 

13.65 

0.05 

- 

0.05 

0.03 

0.19 

0.01 

- 

- 

- 

- 

- 

0.007 

0.052 

0.003 

0.049 

0.011 

21.66 

Safe 



0.02 

0.00 

252.17 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.005 

0.003 

64.02 

Safe 

Bheekhorai Jooni 

0816000202063900 

0.04 

0.01 

289.59 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.002 

0.015 

0.001 

0.014 

0.004 

32.01 

Safe 



0.02 

0.05 

(17.31) 

0.04 

- 

0.04 

0.03 

0.20 

0.01 

- 

- 

- 

- 

- 

0.009 

0.053 

0.003 

0.050 

0.014 

28.13 

Safe 

Bheekhorai Nai 

0816000202063300 

0.04 

0.21 

0.12 

0.21 

- 

0.21 

0.02 

0.18 

0.03 

- 

- 

- 

- 

- 

0.034 

0.241 

0.012 

0.229 

0.030 

13.14 

Safe 



0.04 

0.00 

2,204.32 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

198.65 

Over Exploited 

Bheenwsagar 

0815000501971100 

0.08 

0.11 

- 

0.11 

0.05 

0.16 

0.04 

0.25 

0.02 

0.1400 

- 

- 

0.001 

0.141 

0.160 

0.321 

0.032 

0.289 

3.682 

1,274.87 

Over Exploited 

Bhinajpura 

0816000202059500 

0.04 

0.08 

192.56 

0.10 

- 

0.10 

0.04 

0.24 

0.01 

- 

- 

- 

- 

- 

0.014 

0.111 

0.006 

0.106 

0.009 

8.35 

Safe 

Bhurajgarh 

0816000202065900 

0.06 

0.08 

(36.29) 

0.07 

- 

0.07 

0.02 

0.17 

0.01 

- 

- 

- 

- 

- 

0.013 

0.080 

0.004 

0.076 

0.008 

11.02 

Safe 

Bonada 

0816000202059300 

0.04 

0.05 

218.71 

0.06 

- 

0.06 

0.01 

0.09 

0.01 

- 

- 

- 

- 

- 

0.009 

0.067 

0.003 

0.064 

0.015 

23.01 

Safe 



0.04 

0.03 

321.19 

0.03 

- 

0.03 

0.01 

0.07 

0.01 

- 

- 

- 

- 

- 

0.005 

0.038 

0.002 

0.037 

0.011 

30.40 

Safe 

Burkiya 

0815000501971600 

0.08 

0.24 

- 

0.24 

- 

0.24 

0.04 

0.25 

0.04 

0.0100 

- 

- 

- 

0.010 

0.050 

0.291 

0.029 

0.262 

0.409 

156.39 

Over Exploited 

Chainpura 

0816000202056400 

0.02 

0.03 

(57.94) 

0.02 

0.00 

0.02 

0.04 

0.26 

0.00 

- 

- 

- 

0.001 

0.001 

0.005 

0.026 

0.001 

0.025 

0.005 

21.18 

Safe 

Chand Sama 

0815000501970900 

0.08 

0.49 

69.13 

0.59 

0.04 

0.63 

0.02 

0.16 

0.09 

0.1200 

- 

- 

- 

0.120 

0.206 

0.835 

0.042 

0.793 

3.360 

423.51 

Over Exploited 

Chanuni Meghasar 

0816000202065200 

0.04 

0.05 

57.03 

0.07 

- 

0.07 

0.04 

0.26 

0.01 

- 

- 

- 

- 

- 

0.009 

0.074 

0.004 

0.070 

0.005 

7.56 

Safe 

Chatarpura 

0815000501980300 

0.10 

0.00 

1,133.79 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.009 

158.90 

Over Exploited 

Chitrori 

0816000202056500 

0.02 

0.05 

(34.54) 

0.04 

0.00 

0.04 

0.04 

0.25 

0.01 

- 

- 

- 

0.001 

0.001 

0.009 

0.049 

0.002 

0.046 

0.010 

21.47 

Safe 

Dade Ki Beri 

0815000501974900 

0.08 

0.04 

13.89 

0.04 

- 

0.04 

0.02 

0.13 

0.01 

- 

- 

- 

- 

- 

0.006 

0.046 

0.002 

0.044 

0.035 

81.33 

Semi Critical 

Dantal 

0816000202061900 

0.02 

0.08 

52.50 

0.09 

- 

0.09 

0.02 

0.14 

0.01 

- 

- 

- 

- 

- 

0.012 

0.105 

0.005 

0.100 

0.029 

28.55 

Safe 



0.04 

0.00 

172,324.02 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.01 

1,670.63 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.008 

0.005 

58.10 

Safe 



0.02 

0.04 

121.90 

0.05 

- 

0.05 

0.01 

0.10 

0.01 

- 

- 

- 

- 

- 

0.006 

0.052 

0.003 

0.049 

0.020 

40.71 

Safe 

Dasaniyan 

0815000501974800 

0.08 

0.00 

1,034.11 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.006 

255.66 

Over Exploited 



0.08 

0.01 

387.35 

0.01 

- 

0.01 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.002 

0.014 

0.001 

0.014 

0.015 

109.86 

Over Exploited 

Dechoo 

0815000501973900 

0.08 

0.24 

- 

0.24 

0.02 

0.26 

0.02 

0.10 

0.04 

0.0500 

- 

- 

- 

0.050 

0.090 

0.346 

0.035 

0.312 

1.556 

499.19 

Over Exploited 

Deopalpura 

0816000202063000 

0.04 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.14 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.050 

0.005 

0.045 

0.402 

896.69 

Over Exploited 

Dhaulasar 

0816000202062200 

0.04 

0.00 

2,301.42 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.012 

0.119 

1,023.77 

Over Exploited 



0.02 

0.09 

122.77 

0.10 

0.04 

0.14 

0.03 

0.23 

0.01 

0.1100 

- 

- 

- 

0.110 

0.125 

0.269 

0.013 

0.255 

0.980 

383.62 

Over Exploited 

Dholasar 

0815000501974100 

0.08 

0.26 

- 

0.26 

0.03 

0.29 

0.04 

0.26 

0.04 

0.0800 

- 

- 

- 

0.080 

0.123 

0.413 

0.041 

0.372 

2.260 

607.65 

Over Exploited 

Doodhiya 

0816000202058000 

0.02 

0.00 

1,280.84 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

254.81 

Over Exploited 

Doodhli Ki Dhani 

0816000202057000 

0.02 

0.04 

195.34 

0.05 

- 

0.05 

0.04 

0.25 

0.01 

- 

- 

- 

- 

- 

0.007 

0.054 

0.003 

0.051 

0.008 

15.91 

Safe 

Doongre Ki Dhani 

0816000202060900 

0.02 

0.10 

(11.72) 

0.09 

- 

0.09 

0.04 

0.26 

0.02 

- 

- 

- 

- 

- 

0.017 

0.106 

0.005 

0.100 

0.020 

20.27 

Safe 

Fajlooni Murid 

0816000202065100 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.05 

53.97 

0.06 

- 

0.06 

0.04 

0.26 

0.01 

- 

- 

- 

- 

- 

0.007 

0.064 

0.003 

0.061 

0.005 

7.58 

Safe 

Gadeli Kuwan 

0816000202061700 

0.02 

0.02 

(55.13) 

0.01 

- 

0.01 

0.03 

0.23 

0.00 

- 

- 

- 

- 

- 

0.003 

0.015 

0.001 

0.014 

0.003 

24.07 

Safe 



0.02 

0.00 

287.82 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

36,718.46 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Garhi Champawat 

0816000202061300 

0.06 

0.12 

37.97 

0.15 

- 

0.15 

0.02 

0.15 

0.02 

- 

- 

- 

- 

- 

0.019 

0.165 

0.008 

0.157 

0.024 

15.06 

Safe 



0.03 

0.03 

36.53 

0.04 

- 

0.04 

0.02 

0.11 

0.01 

- 

- 

- 

- 

- 

0.005 

0.046 

0.002 

0.044 

0.018 

41.72 

Safe 

Goraliya 

0816000202064100 

0.04 

0.03 

21.02 

0.04 

- 

0.04 

0.03 

0.21 

0.01 

- 

- 

- 

- 

- 

0.006 

0.047 

0.002 

0.044 

0.004 

9.29 

Safe 



0.02 

0.00 

298.33 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Gundala 

0816000202060100 

0.02 

0.00 

91,645.56 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

4,569.06 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.002 

70.13 

Semi Critical 



0.02 

0.05 

317.02 

0.06 

- 

0.06 

0.03 

0.21 

0.01 

- 

- 

- 

- 

- 

0.009 

0.068 

0.003 

0.065 

0.012 

18.79 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Hanumanpura 

081700010210050C 

73.517 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

0.289 

-0.73 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

0.000 

-0.73 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Hariyasar 

081600020206250C 

63.255 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

54.942 

0.52 

0.030 

1.64 

0.08 

0.00 

0.00 

0.00 

2.42 

1.28 

6.51 

0.049 

0.18 

0.34 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

7.632 

0.52 

0.030 

0.07 

0.00 

0.00 

0.00 

0.00 

0.19 

0.10 

0.28 

0.007 

0.02 

0.05 


Indranagar 

081600020205580C 

17.850 

Fresh 

Non-command 

Non-command 

Rhyolite 

1.806 

0.15 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.05 

0.03 

0.24 

0.002 

0.02 

0.04 







Non-command 

Vindhyan Sandstone 

15.910 

0.15 

0.020 

0.51 

0.08 

0.00 

0.00 

0.00 

0.48 

0.29 

2.04 

0.014 

0.20 

0.32 





Saline 

Non-command 

Non-command 

Rhyolite 

0.032 

0.15 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Vindhyan Sandstone 

0.102 

0.15 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jaimalan 

081600020205760C 

65.202 

Fresh 

Non-command 

Non-command 

Rhyolite 

3.380 

0.96 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.003 

0.01 

0.02 


Jalpuri 

0815000501970600 

18.997 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

7.198 

0.84 

0.060 

0.08 

0.00 

0.00 

0.00 

0.00 

0.44 

0.28 

0.28 

0.025 

0.08 

0.12 


Jaswantpura 

0816000202057500 

32.048 

Fresh 

Non-command 

Non-command 

Rhyolite 

4.028 

0.97 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.004 

0.03 

0.05 


Jawaharpura 

0815000501971700 

10.750 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

10.750 

-0.20 

0.060 

0.70 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.76 

0.038 

0.21 

0.33 


Jeevrajgarh 

0816000202064900 

7.507 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

7.507 

0.72 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.12 

0.00 

0.007 

0.23 

0.41 


Jeeyasar 

0816000202062000 

16.065 

Fresh 

Non-command 

Non-command 

Rhyolite 

16.065 

0.73 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.00 

0.014 

0.22 

0.39 


Jethaniya 

0815000501974300 

30.060 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

19.358 

0.03 

0.060 

0.28 

0.01 

0.00 

0.00 

0.00 

0.30 

0.19 

1.04 

0.068 

0.15 

0.24 


Jetpura 

0816000202064500 

12.278 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

1.755 

0.63 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.002 

0.03 

0.06 







Non-command 

Older Alluvium 

0.280 

0.63 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 







Non-command 

Tertiary Sandstone 

10.244 

0.63 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.14 

0.00 

0.009 

0.19 

0.34 


Jhabra 

0816000202061200 

37.334 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

11.852 

0.24 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.06 

0.011 

0.07 

0.12 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

25.482 

0.24 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.03 

0.023 

0.16 

0.26 


Jhalariya 

0816000202055400 

22.590 

Saline 

Non-command 

Non-command 

Rhyolite 

2.514 

-1.17 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.02 

0.04 







Non-command 

Vindhyan Sandstone 

0.079 

-1.17 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jhalora Bhatiyan 

0816000202062100 

27.546 

Fresh 

Non-command 

Non-command 

Rhyolite 

27.546 

0.89 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.25 

0.14 

0.00 

0.024 

0.22 

0.39 


Jhalora Pokaran 

0816000202060200 

64.374 

Fresh 

Non-command 

Non-command 

Jalore Granite 

2.173 

1.17 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.00 

0.002 

0.01 

0.01 







Non-command 

Rhyolite 

42.044 

1.17 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.52 

0.29 

0.06 

0.037 

0.14 

0.24 


Joraniyo Ki Dhani 

0817000202103300 

12.126 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

0.045 

0.66 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kajoi 

0816000202064400 

18.801 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

8.527 

0.59 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.08 

0.00 

0.008 

0.10 

0.18 







Non-command 

Tertiary Sandstone 

10.274 

0.59 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.13 

0.00 

0.009 

0.12 

0.22 


Kalau 

0815000501971300 

61.485 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

61.485 

0.00 

0.060 

0.42 

0.02 

0.00 

0.00 

0.00 

0.41 

0.25 

1.38 

0.216 

0.22 

0.36 


Kanasar 

0816000202056900 

17.211 

Fresh 

Non-command 

Non-command 

Rhyolite 

9.146 

0.54 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.008 

0.11 

0.19 


Kanodiya Mahasingh 

0815000501974500 

7.570 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

7.570 

0.10 

0.060 

0.08 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.30 

0.027 

0.23 

0.37 


Kanodiya Purohitan 

0815000501973800 

35.333 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.237 

0.61 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Karada 

0816000202064200 

6.428 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

3.286 

0.60 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.00 

0.003 

0.11 

0.20 







Non-command 

Older Alluvium 

3.142 

0.60 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.00 

0.003 

0.11 

0.20 


Kami Nagar 

0816000202062900 

16.018 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

14.924 

-0.71 

0.030 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.55 

0.013 

0.19 

0.37 


Kasoombala Bhatiyan 

0817000202103100 

20.126 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

13.387 

0.56 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.47 

0.26 

0.03 

0.034 

0.15 

0.27 


Kesoola Ka Pana 

0816000202063200 

39.802 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

25.988 

-0.17 

0.030 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.023 

0.14 

0.26 


Khanpura 

0816000202063500 

6.792 

Fresh 

Non-command 

Non-command 

Rhyolite 

6.792 

0.68 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.06 

0.006 

0.22 

0.39 


Kheenwsar 

0816000202060700 

34.591 

Fresh 

Non-command 

Non-command 

Rhyolite 

34.591 

1.01 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.36 

0.21 

0.00 

0.031 

0.22 

0.38 


Khejarli 

0816000202060800 

5.160 

Fresh 

Non-command 

Non-command 

Rhyolite 

5.160 

0.30 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.005 

0.22 

0.36 


Khelana 

0816000202059700 

33.144 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

33.144 

0.31 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.32 

0.17 

0.00 

0.029 

0.20 

0.38 


Khetasar 

0816000202061600 

4.238 

Fresh 

Non-command 

Non-command 

Rhyolite 

4.238 

0.32 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.004 

0.22 

0.38 


Khomthal 

0816000202062800 

17.217 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

0.321 

-0.07 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.000 

0.00 

0.01 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

16.192 

-0.07 

0.030 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.014 

0.19 

0.37 


Khumansar 

0816000202066600 

25.111 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.586 

-0.01 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.03 

0.06 


Laxman Nagar 

0815000501974400 

4.255 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

4.255 

0.02 

0.060 

0.08 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.30 

0.015 

0.22 

0.36 


Longasar 

0816000202062600 

47.147 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

18.605 

0.35 

0.030 

0.73 

0.04 

0.00 

0.00 

0.00 

0.88 

0.48 

2.89 

0.017 

0.08 

0.15 







Non-command 

Rhyolite 

1.161 

0.35 

0.010 

0.04 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.15 

0.001 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

27.382 

0.35 

0.030 

0.33 

0.02 

0.00 

0.00 

0.00 

0.60 

0.32 

1.31 

0.024 

0.12 

0.23 


Loona Kalan 

0816000202060000 

44.096 

Fresh 

Non-command 

Non-command 

Jalore Granite 

14.066 

1.16 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.09 

0.03 

0.012 

0.06 

0.12 







Non-command 

Jurassic Sandstone 

16.662 

1.16 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.59 

0.32 

0.04 

0.015 

0.08 

0.14 







Non-command 

Rhyolite 

1.189 

1.16 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 


Loona Khurd 

0816000202058200 

50.722 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.448 

0.66 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 


Madwa 

0816000202055200 

83.137 

Fresh 

Non-command 

Non-command 

Rhyolite 

2.006 

0.12 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.01 


Manasar 

0816000202064700 

28.327 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

12.947 

0.66 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.19 

0.00 

0.011 

0.10 

0.19 


Masooriya 

0816000202062400 

16.898 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

16.713 

2.12 

0.030 

1.37 

0.20 

0.00 

0.00 

0.00 

2.23 

1.20 

5.46 

0.015 

0.20 

0.38 







Non-command 

Rhyolite 

0.185 

2.12 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.06 

0.000 

0.00 

0.00 


Matoorasar 

0816000202066100 

6.535 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

6.535 

0.72 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.10 

0.00 

0.006 

0.23 

0.41 


Maulana Azadnagar 

0816000202063700 

8.075 

Fresh 

Non-command 

Non-command 

Rhyolite 

5.515 

0.61 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.005 

0.15 

0.27 





Saline 

Non-command 

Non-command 

Rhyolite 

2.561 

0.61 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.002 

0.07 

0.12 


Meghrisar 

0816000202060500 

7.061 

Fresh 

Non-command 

Non-command 

Rhyolite 

7.061 

0.85 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.006 

0.22 

0.38 


Mekuba 

0816000202063100 

21.598 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

15.850 

-0.88 

0.030 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.48 

0.014 

0.15 

0.29 


Merwa 

0816000202056000 

8.178 

Fresh 

Non-command 

Non-command 

Rhyolite 

0.117 

-0.24 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

Non-command 

Non-command 

Rhyolite 

8.061 

-0.24 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.007 

0.21 

0.35 


Moodhnon Ki Dhani 

0817000102100200 

13.035 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

0.265 

-1.17 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.000 

0.00 

0.01 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

0.000 

-1.17 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Motipura 

0816000202065600 

4.166 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.166 

0.32 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.004 

0.23 

0.40 


Motisar 

0816000202059900 

23.584 

Fresh 

Non-command 

Non-command 

Jalore Granite 

2.596 

0.98 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.00 

0.002 

0.02 

0.04 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Hanumanpura 

0817000102100500 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Hariyasar 

0816000202062500 

0.04 

0.39 

227.60 

0.47 

0.08 

0.55 

0.03 

0.21 

0.07 

0.2400 

- 

- 

- 

0.240 

0.309 

0.857 

0.043 

0.814 

6.562 

805.86 

Over Exploited 



0.04 

0.01 

1,229.95 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.020 

0.001 

0.019 

0.283 

1,461.66 

Over Exploited 

Indranagar 

0816000202055800 

0.02 

0.00 

3,856.16 

0.00 

0.01 

0.01 

0.00 

0.03 

0.00 

0.0300 

- 

- 

- 

0.030 

0.030 

0.041 

0.002 

0.039 

0.242 

618.73 

Over Exploited 



0.03 

0.09 

207.70 

0.11 

0.08 

0.19 

0.03 

0.23 

0.02 

0.2300 

- 

- 

- 

0.230 

0.245 

0.438 

0.022 

0.416 

2.054 

493.26 

Over Exploited 



0.02 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

5,064.28 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jaimalan 

0816000202057600 

0.02 

0.00 

2,516.51 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.003 

314.10 

Over Exploited 

Jalpuri 

0815000501970600 

0.08 

0.04 

520.21 

0.05 

- 

0.05 

0.01 

0.09 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.071 

0.004 

0.068 

0.301 

445.57 

Over Exploited 

Jaswantpura 

0816000202057500 

0.02 

0.00 

963.29 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.004 

129.29 

Over Exploited 

Jawaharpura 

0815000501971700 

0.08 

0.18 

- 

0.18 

0.03 

0.21 

0.04 

0.25 

0.03 

0.1000 

- 

- 

- 

0.100 

0.131 

0.341 

0.034 

0.307 

2.798 

911.46 

Over Exploited 

Jeevrajgarh 

0816000202064900 

0.04 

0.07 

73.44 

0.08 

- 

0.08 

0.04 

0.26 

0.01 

- 

- 

- 

- 

- 

0.011 

0.093 

0.005 

0.089 

0.007 

7.52 

Safe 

Jeeyasar 

0816000202062000 

0.02 

0.07 

(6.82) 

0.07 

- 

0.07 

0.04 

0.26 

0.01 

- 

- 

- 

- 

- 

0.012 

0.077 

0.004 

0.073 

0.014 

19.40 

Safe 

Jethaniya 

0815000501974300 

0.08 

0.23 

(16.76) 

0.19 

0.01 

0.20 

0.02 

0.17 

0.04 

0.0400 

- 

- 

- 

0.040 

0.076 

0.275 

0.014 

0.261 

1.112 

425.46 

Over Exploited 

Jetpura 

0816000202064500 

0.04 

0.00 

710.51 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.002 

53.41 

Safe 



0.06 

0.00 

6,644.00 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.08 

84.87 

0.09 

- 

0.09 

0.03 

0.22 

0.01 

- 

- 

- 

- 

- 

0.012 

0.105 

0.005 

0.099 

0.009 

9.15 

Safe 

Jhabra 

0816000202061200 

0.03 

0.03 

78.61 

0.03 

- 

0.03 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.004 

0.035 

0.002 

0.033 

0.071 

211.59 

Over Exploited 



0.03 

0.12 

(33.37) 

0.10 

- 

0.10 

0.02 

0.18 

0.02 

- 

- 

- 

- 

- 

0.019 

0.114 

0.006 

0.109 

0.053 

48.39 

Safe 

Jhalariya 

0816000202055400 

0.02 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

178.67 

Over Exploited 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jhalora Bhatiyan 

0816000202062100 

0.02 

0.12 

19.85 

0.14 

- 

0.14 

0.04 

0.25 

0.02 

- 

- 

- 

- 

- 

0.020 

0.163 

0.008 

0.155 

0.024 

15.74 

Safe 

Jhalora Pokaran 

0816000202060200 

0.02 

0.00 

4,509.27 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

481.04 

Over Exploited 



0.02 

0.12 

153.43 

0.14 

- 

0.14 

0.02 

0.16 

0.02 

0.0100 

- 

- 

- 

0.010 

0.030 

0.168 

0.008 

0.160 

0.097 

60.99 

Safe 

Joraniyo Ki Dhani 

0817000202103300 

0.05 

0.00 

53,806.72 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kajoi 

0816000202064400 

0.04 

0.03 

140.62 

0.04 

- 

0.04 

0.02 

0.12 

0.01 

- 

- 

- 

- 

- 

0.006 

0.047 

0.002 

0.045 

0.008 

16.99 

Safe 



0.04 

0.05 

166.51 

0.06 

- 

0.06 

0.02 

0.14 

0.01 

- 

- 

- 

- 

- 

0.008 

0.068 

0.003 

0.065 

0.009 

14.10 

Safe 

Kalau 

0815000501971300 

0.08 

1.10 

(77.28) 

0.88 

0.02 

0.90 

0.04 

0.26 

0.18 

0.0500 

- 

- 

- 

0.050 

0.229 

1.125 

0.056 

1.069 

1.596 

149.32 

Over Exploited 

Kanasar 

0816000202056900 

0.02 

0.02 

39.81 

0.03 

- 

0.03 

0.02 

0.13 

0.00 

- 

- 

- 

- 

- 

0.003 

0.029 

0.001 

0.027 

0.008 

29.92 

Safe 

Kanodiya Mahasingh 

0815000501974500 

0.08 

0.14 

(43.46) 

0.11 

- 

0.11 

0.04 

0.26 

0.02 

0.0100 

- 

- 

- 

0.010 

0.032 

0.142 

0.007 

0.135 

0.327 

242.35 

Over Exploited 

Kanodiya Purohitan 

0815000501973800 

0.06 

0.00 

12,324.55 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Karada 

0816000202064200 

0.04 

0.02 

119.02 

0.02 

- 

0.02 

0.02 

0.13 

0.00 

- 

- 

- 

- 

- 

0.002 

0.021 

0.001 

0.020 

0.003 

14.93 

Safe 



0.06 

0.02 

204.90 

0.02 

- 

0.02 

0.02 

0.13 

0.00 

- 

- 

- 

- 

- 

0.003 

0.028 

0.001 

0.027 

0.003 

10.41 

Safe 

Kami Nagar 

0816000202062900 

0.04 

0.11 

- 

0.11 

0.01 

0.12 

0.03 

0.22 

0.02 

0.0200 

- 

- 

- 

0.020 

0.040 

0.164 

0.016 

0.147 

0.565 

383.67 

Over Exploited 

Kasoombala Bhatiyan 

0817000202103100 

0.05 

0.10 

159.80 

0.12 

- 

0.12 

0.02 

0.17 

0.02 

- 

- 

- 

- 

- 

0.016 

0.135 

0.007 

0.128 

0.063 

48.74 

Safe 

Kesoola Ka Pana 

0816000202063200 

0.04 

0.15 

- 

0.15 

- 

0.15 

0.02 

0.16 

0.02 

0.0100 

- 

- 

- 

0.010 

0.034 

0.179 

0.018 

0.161 

0.167 

103.46 

Over Exploited 

Khanpura 

0816000202063500 

0.02 

0.03 

24.45 

0.04 

- 

0.04 

0.04 

0.25 

0.00 

0.0100 

- 

- 

- 

0.010 

0.015 

0.050 

0.003 

0.048 

0.066 

138.55 

Over Exploited 

Kheenwsar 

0816000202060700 

0.02 

0.15 

35.62 

0.18 

0.00 

0.19 

0.04 

0.26 

0.02 

- 

- 

- 

0.002 

0.002 

0.027 

0.212 

0.011 

0.201 

0.031 

15.23 

Safe 

Khejarli 

0816000202060800 

0.02 

0.02 

(59.14) 

0.02 

- 

0.02 

0.04 

0.25 

0.00 

- 

- 

- 

- 

- 

0.004 

0.022 

0.001 

0.021 

0.005 

22.17 

Safe 

Khelana 

0816000202059700 

0.04 

0.27 

(36.15) 

0.21 

0.00 

0.21 

0.04 

0.24 

0.05 

- 

- 

- 

0.001 

0.001 

0.048 

0.261 

0.013 

0.248 

0.029 

11.87 

Safe 

Khetasar 

0816000202061600 

0.02 

0.02 

(59.53) 

0.02 

0.00 

0.02 

0.04 

0.26 

0.00 

- 

- 

- 

0.001 

0.001 

0.004 

0.019 

0.001 

0.018 

0.004 

20.54 

Safe 

Khomthal 

0816000202062800 

0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.039 

75,807.23 

Over Exploited 



0.04 

0.12 

- 

0.12 

- 

0.12 

0.03 

0.23 

0.02 

0.0100 

- 

- 

- 

0.010 

0.032 

0.157 

0.016 

0.141 

0.410 

291.27 

Over Exploited 

Khumansar 

0816000202066600 

0.06 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.001 

0.007 

0.003 

42.76 

Safe 

Laxman Nagar 

0815000501974400 

0.08 

0.08 

(30.98) 

0.06 

- 

0.06 

0.04 

0.26 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.083 

0.004 

0.079 

0.315 

397.90 

Over Exploited 

Longasar 

0816000202062600 

0.04 

0.06 

668.09 

0.07 

0.04 

0.11 

0.01 

0.10 

0.01 

0.1100 

- 

- 

- 

0.110 

0.121 

0.235 

0.012 

0.223 

2.903 

1,300.04 

Over Exploited 



0.02 

0.00 

19,524.36 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.010 

0.001 

0.010 

0.151 

1,563.92 

Over Exploited 



0.04 

0.13 

138.79 

0.16 

0.02 

0.18 

0.02 

0.14 

0.02 

0.0500 

- 

- 

- 

0.050 

0.073 

0.254 

0.013 

0.241 

1.332 

551.83 

Over Exploited 

Loona Kalan 

0816000202060000 

0.02 

0.02 

418.55 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.003 

0.025 

0.001 

0.024 

0.042 

180.64 

Over Exploited 



0.04 

0.05 

528.96 

0.06 

0.00 

0.06 

0.01 

0.09 

0.01 

- 

- 

- 

0.001 

0.001 

0.009 

0.070 

0.004 

0.067 

0.054 

80.37 

Semi Critical 



0.02 

0.00 

5,654.98 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

627.76 

Over Exploited 

Loona Khurd 

0816000202058200 

0.02 

0.00 

3,055.50 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

586.57 

Over Exploited 

Madwa 

0816000202055200 

0.02 

0.00 

587.64 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

671.30 

Over Exploited 

Manasar 

0816000202064700 

0.04 

0.05 

244.61 

0.07 

- 

0.07 

0.02 

0.12 

0.01 

- 

- 

- 

- 

- 

0.008 

0.074 

0.004 

0.070 

0.011 

16.44 

Safe 

Masooriya 

0816000202062400 

0.04 

0.14 

785.44 

0.16 

0.20 

0.36 

0.04 

0.24 

0.02 

0.6100 

- 

- 

- 

0.610 

0.634 

0.996 

0.050 

0.946 

5.475 

578.44 

Over Exploited 



0.02 

0.00 

155,460.23 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.010 

0.001 

0.010 

0.060 

632.58 

Over Exploited 

Matoorasar 

0816000202066100 

0.04 

0.06 

74.46 

0.07 

- 

0.07 

0.04 

0.27 

0.01 

- 

- 

- 

- 

- 

0.009 

0.081 

0.004 

0.077 

0.006 

7.49 

Safe 

Maulana Azadnagar 

0816000202063700 

0.02 

0.02 

13.17 

0.02 

- 

0.02 

0.02 

0.18 

0.00 

- 

- 

- 

- 

- 

0.003 

0.022 

0.001 

0.021 

0.005 

23.84 

Safe 



0.02 

0.00 

144.37 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.002 

48.76 

Safe 

Meghrisar 

0816000202060500 

0.02 

0.03 

12.09 

0.04 

- 

0.04 

0.04 

0.26 

0.01 

- 

- 

- 

- 

- 

0.005 

0.040 

0.002 

0.038 

0.006 

16.41 

Safe 

Mekuba 

0816000202063100 

0.04 

0.10 

- 

0.10 

0.01 

0.11 

0.03 

0.18 

0.02 

0.0200 

- 

- 

- 

0.020 

0.037 

0.143 

0.014 

0.129 

0.494 

383.12 

Over Exploited 

Merwa 

0816000202056000 

0.02 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.02 

0.03 

- 

0.03 

- 

0.03 

0.04 

0.25 

0.01 

- 

- 

- 

- 

- 

0.006 

0.040 

0.004 

0.036 

0.007 

19.74 

Safe 

Moodhnon Ki Dhani 

0817000102100200 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.029 

85,124.15 

Over Exploited 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Motipura 

0816000202065600 

0.06 

0.06 

(21.00) 

0.05 

- 

0.05 

0.04 

0.27 

0.01 

- 

- 

- 

- 

- 

0.009 

0.055 

0.003 

0.053 

0.004 

7.03 

Safe 

Motisar 

0816000202059900 

0.02 

0.00 

1,121.64 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.002 

154.93 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Nagsinghpura 

081500050197200C 

10.004 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

10.004 

-0.45 

0.060 

0.21 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.79 

0.035 

0.21 

0.34 


Nai Rajmathai 

0816000202060300 

17.631 

Fresh 

Non-command 

Non-command 

Rhyolite 

17.631 

1.20 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.24 

0.14 

0.09 

0.016 

0.21 

0.38 


Nayabera 

0815000501976400 

11.044 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

2.124 

0.30 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.10 

0.007 

0.04 

0.07 


Netasar 

0816000202066500 

17.543 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.990 

0.49 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.00 

0.002 

0.03 

0.05 







Non-command 

Tertiary Sandstone 

3.414 

0.49 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.003 

0.04 

0.08 


Paboosar 

0815000501972100 

7.908 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

7.908 

-0.54 

0.060 

0.40 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.56 

0.028 

0.21 

0.33 



0815000501975200 

13.819 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.140 

0.37 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 


Padampura 

0816000202065700 

11.005 

Saline 

Non-command 

Non-command 

Older Alluvium 

10.992 

0.32 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.12 

0.00 

0.010 

0.23 

0.41 


Padrora 

0816000202055900 

17.513 

Fresh 

Non-command 

Non-command 

Rhyolite 

1.584 

0.19 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.03 







Non-command 

Vindhyan Sandstone 

1.744 

0.19 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.002 

0.02 

0.04 





Saline 

Non-command 

Non-command 

Rhyolite 

8.749 

0.19 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.008 

0.11 

0.18 







Non-command 

Vindhyan Sandstone 

5.436 

0.19 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.005 

0.07 

0.11 


Panasar 

0816000202060400 

23.484 

Fresh 

Non-command 

Non-command 

Rhyolite 

23.484 

1.68 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.40 

0.23 

0.00 

0.021 

0.22 

0.38 


Parasar 

0816000202064800 

16.319 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

16.319 

0.66 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.24 

0.00 

0.014 

0.23 

0.41 


Peerasar 

0816000202065300 

6.723 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.520 

0.68 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.13 

0.00 

0.005 

0.19 

0.33 







Non-command 

Tertiary Sandstone 

1.204 

0.68 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.04 

0.07 


Phalsoond 

0816000202065000 

36.274 

Saline 

Non-command 

Non-command 

Older Alluvium 

20.173 

0.69 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.84 

0.47 

0.00 

0.018 

0.13 

0.23 







Non-command 

Tertiary Sandstone 

16.100 

0.69 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.44 

0.25 

0.00 

0.014 

0.10 

0.18 


Phoolasar 

0816000202061500 

25.193 

Saline 

Non-command 

Non-command 

Older Alluvium 

21.505 

0.52 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.68 

0.39 

0.00 

0.019 

0.19 

0.34 







Non-command 

Rhyolite 

3.687 

0.52 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.003 

0.03 

0.06 


Phusasar 

0816000202056800 

4.862 

Fresh 

Non-command 

Non-command 

Rhyolite 

4.862 

1.54 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.004 

0.21 

0.36 


Prabhupura 

0816000202065800 

13.414 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.570 

0.19 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.004 

0.08 

0.14 


Prahaladnagar 

0816000202065500 

9.958 

Saline 

Non-command 

Non-command 

Older Alluvium 

9.958 

0.58 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.20 

0.00 

0.009 

0.23 

0.40 


Prahladpura 

0817000102100100 

36.841 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

1.195 

0.27 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.04 

0.001 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

0.000 

0.27 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Prahladsar 

0816000202057100 

4.085 

Fresh 

Non-command 

Non-command 

Rhyolite 

4.085 

2.04 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.004 

0.22 

0.37 


Pratappura 

0816000202059600 

10.994 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

10.994 

0.86 

0.030 

0.15 

0.01 

0.00 

0.00 

0.00 

0.42 

0.23 

0.59 

0.010 

0.20 

0.38 


Premsar 

0815000501975600 

17.876 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.000 

0.38 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Pugaliya 

0815000501975800 

19.457 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

14.149 

0.14 

0.060 

0.08 

0.00 

0.00 

0.00 

0.00 

0.20 

0.12 

0.26 

0.050 

0.17 

0.27 


Raipalon Ki Dhani 

0816000202055600 

35.833 

Fresh 

Non-command 

Non-command 

Rhyolite 

1.000 

-1.85 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 







Non-command 

Vindhyan Sandstone 

14.400 

-1.85 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.013 

0.09 

0.14 





Saline 

Non-command 

Non-command 

Rhyolite 

0.847 

-1.85 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 







Non-command 

Vindhyan Sandstone 

1.321 

-1.85 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Raisinghpura 

0816000202056700 

13.047 

Fresh 

Non-command 

Non-command 

Rhyolite 

9.086 

0.50 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.008 

0.15 

0.25 


Rajgarh 

0816000202058800 

30.450 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

15.360 

0.56 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.13 

0.00 

0.014 

0.10 

0.19 





Saline 

Non-command 

Non-command 

Jalore Granite 

3.686 

0.56 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.003 

0.02 

0.05 







Non-command 

Jurassic Sandstone 

11.397 

0.56 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.10 

0.00 

0.010 

0.07 

0.14 


Rajmathai 

0816000202062300 

63.756 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

29.609 

1.33 

0.030 

1.46 

0.22 

0.00 

0.00 

0.01 

2.41 

1.32 

5.81 

0.026 

0.10 

0.18 







Non-command 

Rhyolite 

34.147 

1.33 

0.010 

1.30 

0.19 

0.00 

0.00 

0.00 

1.56 

0.86 

5.16 

0.030 

0.11 

0.21 


Rampuriya 

0816000202059400 

11.570 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

9.251 

0.59 

0.030 

0.07 

0.00 

0.00 

0.00 

0.00 

0.23 

0.12 

0.27 

0.008 

0.16 

0.31 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

0.657 

0.59 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.02 


Ramsagar 

0815000501974600 

9.528 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

9.528 

0.19 

0.060 

0.10 

0.00 

0.00 

0.00 

0.00 

0.21 

0.13 

0.36 

0.033 

0.23 

0.38 


Ramsar 

0815000501971400 

11.279 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

10.863 

-1.12 

0.060 

0.72 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

2.83 

0.038 

0.21 

0.34 


Ratariya 

0816000202061000 

51.970 

Fresh 

Non-command 

Non-command 

Rhyolite 

16.432 

0.30 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.06 

0.015 

0.07 

0.12 





Saline 

Non-command 

Non-command 

Rhyolite 

6.888 

0.30 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.006 

0.03 

0.05 







Non-command 

Vindhyan Sandstone 

28.650 

0.30 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.11 

0.03 

0.025 

0.12 

0.21 


Rawatpura 

0816000202064600 

31.711 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

18.291 

0.66 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.49 

0.27 

0.00 

0.016 

0.13 

0.24 


Rawatsar 

0815000501975100 

14.828 

Saline 

Non-command 

Non-command 

Older Alluvium 

14.805 

0.30 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.47 

0.27 

0.00 

0.052 

0.23 

0.40 


Roopsar 

0816000202063400 

16.759 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

16.759 

0.39 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.11 

0.04 

0.015 

0.22 

0.40 


Sabalpura 

0816000202058700 

5.808 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

2.041 

0.60 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.002 

0.07 

0.13 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

3.725 

0.60 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.03 

0.00 

0.003 

0.13 

0.24 


Sadulpura 

0815000501970800 

12.857 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

8.059 

0.50 

0.060 

0.05 

0.00 

0.00 

0.00 

0.00 

0.29 

0.18 

0.17 

0.028 

0.13 

0.20 


Sagran 

0815000501972200 

39.413 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

10.804 

-0.34 

0.060 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.038 

0.06 

0.09 


Sakariya 

0816000202061100 

9.617 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

8.152 

0.27 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.06 

0.007 

0.19 

0.32 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

1.465 

0.27 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.03 

0.06 


Sanga Bera 

0816000202061800 

3.009 

Fresh 

Non-command 

Non-command 

Rhyolite 

1.511 

0.38 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.11 

0.20 





Saline 

Non-command 

Non-command 

Rhyolite 

1.498 

0.38 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.11 

0.19 


Sangram Singh Ki Dhani 

0816000202059800 

17.168 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

15.126 

0.76 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.18 

0.00 

0.013 

0.17 

0.33 


Santosh Nathpura 

0815000501974700 

20.730 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

18.272 

0.23 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.28 

0.17 

0.02 

0.064 

0.20 

0.34 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

0.026 

0.23 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Santoshnagar 

0815000501975000 

15.441 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.183 

0.28 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.09 

0.00 

0.018 

0.08 

0.13 







Non-command 

Vindhyan Sandstone 

6.870 

0.28 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.07 

0.00 

0.024 

0.10 

0.18 


Sanwalon Ki Dhani 

0815000501971000 

15.135 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

15.135 

-0.23 

0.060 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.47 

0.053 

0.21 

0.34 


Sardarsingh Ki Dhani 

0816000202057400 

10.619 

Fresh 

Non-command 

Non-command 

Rhyolite 

9.162 

1.86 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.10 

0.00 

0.008 

0.18 

0.32 


Shakti Fauzdasar 

0816000202060600 

8.382 

Fresh 

Non-command 

Non-command 

Rhyolite 

8.382 

0.68 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.00 

0.007 

0.22 

0.38 


Shivpura 

0815000501971800 

20.015 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

13.410 

-0.41 

0.060 

0.26 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.97 

0.047 

0.14 

0.22 


Shivsagar 

0815000501976000 

4.142 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.727 

0.02 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.14 

0.003 

0.04 

0.06 


Shyampura 

0816000202066400 

16.646 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.945 

0.67 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.20 

0.00 

0.008 

0.12 

0.22 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Nagsinghpura 

0815000501972000 

0.08 

0.17 

- 

0.17 

0.01 

0.18 

0.04 

0.25 

0.03 

0.0300 

- 

- 

- 

0.030 

0.059 

0.240 

0.024 

0.216 

0.827 

382.53 

Over Exploited 

Nai Rajmathai 

0816000202060300 

0.02 

0.08 

80.20 

0.09 

- 

0.09 

0.04 

0.25 

0.01 

0.0100 

- 

- 

- 

0.010 

0.023 

0.113 

0.006 

0.108 

0.106 

98.20 

Critical 

Nayabera 

0815000501976400 

0.08 

0.01 

481.00 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.010 

0.103 

1,069.75 

Over Exploited 

Netasar 

0816000202066500 

0.06 

0.00 

925.63 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.002 

43.85 

Safe 



0.04 

0.01 

497.97 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.008 

0.003 

38.35 

Safe 

Paboosar 

0815000501972100 

0.08 

0.13 

- 

0.13 

0.02 

0.15 

0.04 

0.25 

0.02 

0.0600 

- 

- 

- 

0.060 

0.083 

0.236 

0.024 

0.213 

1.588 

746.29 

Over Exploited 


0815000501975200 

0.10 

0.00 

8,911.85 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Padampura 

0816000202065700 

0.06 

0.15 

(21.23) 

0.12 

- 

0.12 

0.04 

0.27 

0.02 

- 

- 

- 

- 

- 

0.024 

0.146 

0.007 

0.139 

0.010 

7.01 

Safe 

Padrora 

0816000202055900 

0.02 

0.00 

183.41 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

170.87 

Over Exploited 



0.03 

0.00 

237.83 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.002 

103.48 

Over Exploited 



0.02 

0.02 

(48.89) 

0.02 

- 

0.02 

0.02 

0.13 

0.00 

- 

- 

- 

- 

- 

0.003 

0.019 

0.001 

0.018 

0.008 

43.79 

Safe 



0.03 

0.01 

8.77 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.002 

0.014 

0.001 

0.013 

0.005 

36.18 

Safe 

Panasar 

0816000202060400 

0.02 

0.10 

125.64 

0.12 

0.00 

0.12 

0.04 

0.25 

0.02 

- 

- 

- 

0.001 

0.001 

0.018 

0.142 

0.007 

0.135 

0.021 

15.47 

Safe 

Parasar 

0816000202064800 

0.04 

0.15 

60.13 

0.18 

- 

0.18 

0.04 

0.26 

0.02 

- 

- 

- 

- 

- 

0.023 

0.201 

0.010 

0.191 

0.014 

7.58 

Safe 

Peerasar 

0816000202065300 

0.06 

0.06 

103.70 

0.07 

- 

0.07 

0.03 

0.22 

0.01 

- 

- 

- 

- 

- 

0.010 

0.084 

0.004 

0.080 

0.005 

6.13 

Safe 



0.04 

0.00 

832.41 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.001 

42.18 

Safe 

Phalsoond 

0816000202065000 

0.06 

0.15 

206.68 

0.19 

- 

0.19 

0.02 

0.15 

0.02 

- 

- 

- 

- 

- 

0.024 

0.209 

0.010 

0.199 

0.018 

9.00 

Safe 



0.04 

0.07 

279.72 

0.08 

- 

0.08 

0.02 

0.12 

0.01 

- 

- 

- 

- 

- 

0.010 

0.089 

0.004 

0.084 

0.014 

16.92 

Safe 

Phoolasar 

0816000202061500 

0.06 

0.25 

53.89 

0.30 

- 

0.30 

0.03 

0.23 

0.04 

- 

- 

- 

- 

- 

0.040 

0.341 

0.017 

0.324 

0.019 

5.89 

Safe 



0.02 

0.00 

343.30 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.003 

103.11 

Over Exploited 

Phusasar 

0816000202056800 

0.02 

0.02 

112.27 

0.02 

- 

0.02 

0.04 

0.25 

0.00 

- 

- 

- 

- 

- 

0.003 

0.028 

0.001 

0.027 

0.004 

15.98 

Safe 

Prabhupura 

0816000202065800 

0.06 

0.02 

38.20 

0.03 

- 

0.03 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.003 

0.030 

0.001 

0.028 

0.004 

14.46 

Safe 

Prahaladnagar 

0816000202065500 

0.06 

0.14 

44.17 

0.16 

- 

0.16 

0.04 

0.27 

0.02 

- 

- 

- 

- 

- 

0.022 

0.186 

0.009 

0.176 

0.009 

5.01 

Safe 

Prahladpura 

0817000102100100 

0.03 

0.00 

6,291.03 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.044 

14,562.80 

Over Exploited 



0.03 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Prahladsar 

0816000202057100 

0.02 

0.02 

177.13 

0.02 

- 

0.02 

0.04 

0.25 

0.00 

- 

- 

- 

- 

- 

0.003 

0.024 

0.001 

0.023 

0.004 

15.80 

Safe 

Pratappura 

0816000202059600 

0.04 

0.09 

155.10 

0.11 

0.01 

0.12 

0.04 

0.24 

0.02 

0.0700 

- 

- 

0.000 

0.070 

0.086 

0.203 

0.010 

0.193 

0.595 

308.65 

Over Exploited 

Premsar 

0815000501975600 

0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pugaliya 

0815000501975800 

0.08 

0.19 

(36.26) 

0.15 

- 

0.15 

0.03 

0.20 

0.03 

0.0100 

- 

- 

- 

0.010 

0.040 

0.193 

0.010 

0.183 

0.314 

171.22 

Over Exploited 

Raipalon Ki Dhani 

0816000202055600 

0.02 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.03 

0.04 

- 

0.04 

- 

0.04 

0.01 

0.10 

0.01 

- 

- 

- 

- 

- 

0.006 

0.044 

0.004 

0.039 

0.013 

32.59 

Safe 



0.02 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

355.12 

Over Exploited 

Raisinghpura 

0816000202056700 

0.02 

0.03 

(3.17) 

0.03 

0.00 

0.03 

0.02 

0.17 

0.00 

- 

- 

- 

0.002 

0.002 

0.007 

0.034 

0.002 

0.033 

0.008 

24.60 

Safe 

Rajgarh 

0816000202058800 

0.04 

0.06 

118.53 

0.07 

- 

0.07 

0.02 

0.12 

0.01 

- 

- 

- 

- 

- 

0.011 

0.084 

0.004 

0.080 

0.014 

17.07 

Safe 



0.02 

0.00 

505.43 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.003 

142.27 

Over Exploited 



0.04 

0.03 

194.51 

0.04 

- 

0.04 

0.01 

0.09 

0.01 

- 

- 

- 

- 

- 

0.006 

0.046 

0.002 

0.044 

0.010 

23.01 

Safe 

Rajmathai 

0816000202062300 

0.04 

0.12 

1,043.70 

0.14 

0.23 

0.37 

0.02 

0.11 

0.02 

0.6500 

- 

- 

0.015 

0.665 

0.684 

1.053 

0.053 

1.000 

5.837 

583.72 

Over Exploited 



0.02 

0.08 

1,015.42 

0.09 

0.19 

0.28 

0.02 

0.13 

0.01 

0.5800 

- 

- 

- 

0.580 

0.593 

0.875 

0.044 

0.832 

5.190 

624.21 

Over Exploited 

Rampuriya 

0816000202059400 

0.04 

0.06 

103.51 

0.07 

- 

0.07 

0.03 

0.19 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.092 

0.005 

0.088 

0.281 

321.35 

Over Exploited 



0.04 

0.00 

1,898.80 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.013 

3,200.04 

Over Exploited 

Ramsagar 

0815000501974600 

0.08 

0.17 

(27.38) 

0.14 

- 

0.14 

0.04 

0.27 

0.03 

0.0100 

- 

- 

- 

0.010 

0.038 

0.177 

0.009 

0.168 

0.393 

233.73 

Over Exploited 

Ramsar 

0815000501971400 

0.08 

0.18 

- 

0.18 

0.04 

0.22 

0.03 

0.24 

0.03 

0.1100 

- 

- 

0.001 

0.111 

0.141 

0.363 

0.036 

0.327 

2.870 

878.33 

Over Exploited 

Ratariya 

0816000202061000 

0.02 

0.02 

75.02 

0.03 

- 

0.03 

0.01 

0.08 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.042 

0.002 

0.040 

0.075 

187.78 

Over Exploited 



0.02 

0.00 

197.16 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.005 

0.014 

265.81 

Over Exploited 



0.03 

0.11 

0.42 

0.11 

- 

0.11 

0.02 

0.14 

0.02 

- 

- 

- 

- 

- 

0.017 

0.124 

0.006 

0.118 

0.050 

42.74 

Safe 

Rawatpura 

0816000202064600 

0.04 

0.10 

180.53 

0.11 

- 

0.11 

0.02 

0.15 

0.02 

- 

- 

- 

- 

- 

0.015 

0.130 

0.006 

0.123 

0.016 

13.17 

Safe 

Rawatsar 

0815000501975100 

0.10 

0.34 

(21.33) 

0.28 

- 

0.28 

0.04 

0.27 

0.05 

- 

- 

- 

- 

- 

0.054 

0.329 

0.016 

0.313 

0.052 

16.62 

Safe 

Roopsar 

0816000202063400 

0.04 

0.14 

(21.51) 

0.12 

- 

0.12 

0.04 

0.25 

0.02 

- 

- 

- 

- 

- 

0.024 

0.140 

0.007 

0.133 

0.051 

38.35 

Safe 

Sabalpura 

0816000202058700 

0.04 

0.01 

238.49 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.007 

0.002 

24.43 

Safe 



0.04 

0.02 

85.16 

0.02 

- 

0.02 

0.02 

0.15 

0.00 

- 

- 

- 

- 

- 

0.003 

0.026 

0.001 

0.025 

0.003 

13.39 

Safe 

Sadulpura 

0815000501970800 

0.08 

0.08 

124.13 

0.10 

- 

0.10 

0.02 

0.15 

0.01 

0.0100 

- 

- 

- 

0.010 

0.025 

0.123 

0.006 

0.117 

0.196 

168.16 

Over Exploited 

Sagran 

0815000501972200 

0.08 

0.05 

- 

0.05 

- 

0.05 

0.01 

0.07 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.067 

0.007 

0.060 

0.218 

363.08 

Over Exploited 

Sakariya 

0816000202061100 

0.03 

0.05 

(17.44) 

0.04 

- 

0.04 

0.03 

0.22 

0.01 

- 

- 

- 

- 

- 

0.008 

0.046 

0.002 

0.044 

0.067 

153.74 

Over Exploited 



0.03 

0.00 

218.70 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.001 

66.72 

Safe 

Sanga Bera 

0816000202061800 

0.02 

0.00 

(3.73) 

0.00 

- 

0.00 

0.02 

0.13 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.001 

36.67 

Safe 



0.02 

0.00 

(5.04) 

0.00 

- 

0.00 

0.02 

0.13 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.001 

37.42 

Safe 

Sangram Singh Ki Dhani 

0816000202059800 

0.04 

0.11 

74.05 

0.13 

- 

0.13 

0.03 

0.20 

0.02 

- 

- 

- 

- 

- 

0.019 

0.145 

0.007 

0.138 

0.013 

9.75 

Safe 

Santosh Nathpura 

0815000501974700 

0.08 

0.30 

(42.65) 

0.24 

- 

0.24 

0.03 

0.24 

0.05 

- 

- 

- 

- 

- 

0.047 

0.286 

0.014 

0.271 

0.088 

32.46 

Safe 



0.08 

0.00 

34,122.43 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Santoshnagar 

0815000501975000 

0.10 

0.04 

127.01 

0.05 

- 

0.05 

0.01 

0.09 

0.01 

- 

- 

- 

- 

- 

0.006 

0.055 

0.003 

0.052 

0.018 

34.90 

Safe 



0.08 

0.06 

30.70 

0.07 

- 

0.07 

0.02 

0.12 

0.01 

- 

- 

- 

- 

- 

0.009 

0.077 

0.004 

0.073 

0.024 

32.91 

Safe 

Sanwalon Ki Dhani 

0815000501971000 

0.08 

0.26 

- 

0.26 

0.01 

0.27 

0.04 

0.25 

0.04 

0.0200 

- 

- 

- 

0.020 

0.064 

0.332 

0.033 

0.299 

0.521 

174.44 

Over Exploited 

Sardarsingh Ki Dhani 

0816000202057400 

0.02 

0.03 

188.66 

0.04 

0.00 

0.04 

0.03 

0.22 

0.01 

- 

- 

- 

0.001 

0.001 

0.007 

0.049 

0.002 

0.046 

0.008 

17.64 

Safe 

Shakti Fauzdasar 

0816000202060600 

0.02 

0.04 

(10.46) 

0.03 

- 

0.03 

0.04 

0.26 

0.01 

- 

- 

- 

- 

- 

0.006 

0.039 

0.002 

0.037 

0.007 

19.90 

Safe 

Shivpura 

0815000501971800 

0.08 

0.15 

- 

0.15 

0.01 

0.16 

0.02 

0.16 

0.03 

0.0400 

- 

- 

- 

0.040 

0.066 

0.223 

0.022 

0.201 

1.019 

507.76 

Over Exploited 

Shivsagar 

0815000501976000 

0.08 

0.00 

1,015.00 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.147 

1,174.23 

Over Exploited 

Shyampura 

0816000202066400 

0.06 

0.07 

198.82 

0.08 

- 

0.08 

0.02 

0.14 

0.01 

- 

- 

- 

- 

- 

0.010 

0.090 

0.005 

0.086 

0.008 

9.26 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 







Non-command 

Tertiary Sandstone 

7.701 

0.67 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.11 

0.00 

0.007 

0.11 

0.19 


Sohanpura 

0816000202065400 

32.928 

Saline 

Non-command 

Non-command 

Older Alluvium 

32.904 

0.45 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.89 

0.51 

0.00 

0.029 

0.23 

0.41 


Somesar 

0815000501975500 

16.513 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.558 

0.55 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.002 

0.01 

0.01 


Swamiji Ki Dhani 

0816000202064300 

43.785 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

25.200 

0.60 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.47 

0.26 

0.00 

0.022 

0.13 

0.23 







Non-command 

Older Alluvium 

16.674 

0.60 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.60 

0.33 

0.00 

0.015 

0.09 

0.15 







Non-command 

Tertiary Sandstone 

1.911 

0.60 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.002 

0.01 

0.02 


Tanasar 

0816000202066000 

6.360 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.899 

0.45 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.09 

0.00 

0.005 

0.22 

0.38 


Teliwara 

0816000202056600 

11.131 

Fresh 

Non-command 

Non-command 

Rhyolite 

10.244 

1.90 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.12 

0.03 

0.009 

0.20 

0.34 


Uchpadra 

0816000202056100 

10.269 

Fresh 

Non-command 

Non-command 

Rhyolite 

7.095 

0.21 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.006 

0.15 

0.25 





Saline 

Non-command 

Non-command 

Rhyolite 

3.174 

0.21 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.003 

0.07 

0.11 


Utwaliya 

0815000501971900 

13.712 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

13.712 

-0.46 

0.060 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.66 

0.048 

0.21 

0.33 


Vishan Nagar 

0815000501971200 

18.040 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

18.040 

-0.52 

0.060 

0.59 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.28 

0.063 

0.22 

0.36 

11008048 

Abhaygarh 

0815000501979700 

13.059 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.185 

0.52 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.004 

0.02 

0.04 







Non-command 

Vindhyan Sandstone 

8.681 

0.52 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.28 

0.18 

0.01 

0.030 

0.16 

0.26 


Ajeetgarh 

0815000501979200 

12.552 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

2.391 

0.57 

0.030 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.12 

0.000 

0.05 

0.08 


Baori 

0815000501980800 

15.227 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.527 

0.31 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.28 

0.18 

0.08 

0.000 

0.17 

0.28 







Non-command 

Vindhyan Sandstone 

4.700 

0.31 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.04 

0.000 

0.08 

0.13 


Bapunagar 

0815000501979900 

13.431 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

5.767 

1.09 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.39 

0.24 

0.00 

0.020 

0.10 

0.17 


Belwa Ranaji 

0815000501981500 

35.969 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.283 

0.39 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.000 

0.01 

0.01 


Bhoongra 

0815000501985500 

29.911 

Fresh 

Non-command 

Non-command 

Older Alluvium 

29.911 

1.03 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

3.11 

1.85 

0.00 

0.105 

0.25 

0.42 


Biramdeogarh 

0815000501976700 

18.030 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.204 

0.52 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.004 

0.02 

0.03 


Chaba 

0815000501986200 

103.409 

Saline 

Non-command 

Non-command 

Older Alluvium 

25.666 

0.30 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.81 

0.46 

0.01 

0.090 

0.06 

0.10 


Dalpatnagar 

0815000501987200 

10.840 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.412 

1.24 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.001 

0.01 

0.02 







Non-command 

Vindhyan Sandstone 

10.041 

1.24 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.78 

0.47 

0.07 

0.035 

0.24 

0.39 


Deorajgarh 

0815000501980600 

19.948 

Fresh 

Non-command 

Non-command 

Older Alluvium 

18.182 

0.84 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

1.55 

0.92 

0.00 

0.064 

0.22 

0.37 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.422 

0.84 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.00 

0.005 

0.02 

0.03 


Dera 

0815000501978900 

16.364 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.496 

0.57 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.000 

0.02 

0.04 







Non-command 

Vindhyan Sandstone 

3.158 

0.57 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.000 

0.05 

0.08 


Dheerpura 

0815000501981200 

25.293 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

2.749 

1.08 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.08 

0.000 

0.03 

0.05 


Dhokalsar 

0815000501980900 

10.762 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.859 

0.46 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.33 

0.21 

0.17 

0.000 

0.18 

0.29 







Non-command 

Vindhyan Sandstone 

2.902 

0.46 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.07 

0.000 

0.07 

0.11 


Gajesinghnagar 

0815000501985700 

16.233 

Fresh 

Non-command 

Non-command 

Older Alluvium 

16.233 

0.88 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

1.45 

0.85 

0.00 

0.057 

0.25 

0.42 


Gajsinghpura 

0815000501986400 

20.023 

Saline 

Non-command 

Non-command 

Older Alluvium 

10.024 

0.69 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.70 

0.38 

0.00 

0.035 

0.12 

0.22 


Gara 

0815000501985200 

15.548 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.753 

0.60 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.11 

0.02 

0.010 

0.05 

0.07 







Non-command 

Vindhyan Sandstone 

12.359 

0.60 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.48 

0.30 

0.11 

0.043 

0.20 

0.33 


Gogadeo Garh 

0815000501979100 

11.901 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.030 

0.58 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.000 

0.02 

0.03 


Gumansinghpura 

0815000501986000 

20.400 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.722 

1.16 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.18 

0.00 

0.010 

0.03 

0.06 





Saline 

Non-command 

Non-command 

Older Alluvium 

17.663 

1.16 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

2.08 

1.17 

0.03 

0.062 

0.21 

0.37 


Hemawas 

0815000501985900 

12.908 

Saline 

Non-command 

Non-command 

Older Alluvium 

12.362 

1.50 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

1.86 

1.04 

0.00 

0.043 

0.23 

0.41 


Jawahar Nagar 

0815000501985100 

17.935 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

11.967 

0.79 

0.030 

0.10 

0.01 

0.00 

0.00 

0.00 

0.37 

0.23 

0.40 

0.000 

0.17 

0.28 


Kerala 

0815000501980100 

8.742 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.898 

0.91 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.003 

0.02 

0.04 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.071 

0.91 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 


Ketoo Hema 

0815000501981300 

8.778 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

2.888 

1.14 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.07 

0.000 

0.09 

0.14 


Ketoo Kalan 

0815000501981400 

16.501 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

10.420 

0.72 

0.030 

0.15 

0.01 

0.00 

0.00 

0.00 

0.37 

0.24 

0.61 

0.000 

0.17 

0.26 


Ketoo Manawata 

0815000501979000 

29.549 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.001 

0.52 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.01 

0.01 


Ketoo Manda 

0815000501981100 

23.387 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

10.673 

0.74 

0.030 

0.04 

0.00 

0.00 

0.00 

0.00 

0.28 

0.18 

0.15 

0.000 

0.12 

0.19 


Khanori 

0815000501979500 

5.813 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.701 

0.63 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.37 

0.23 

0.00 

0.020 

0.24 

0.39 







Non-command 

Vindhyan Sandstone 

0.112 

0.63 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Khirjan Asha 

0815000501987300 

12.566 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.347 

1.08 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.01 

0.01 


Khirjan Khas 

0815000501985000 

11.903 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

5.323 

1.25 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.43 

0.27 

0.11 

0.019 

0.12 

0.19 


Lumbansar 

0815000501980400 

29.557 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.306 

0.47 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

17.584 

0.47 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.85 

0.49 

0.01 

0.062 

0.14 

0.25 


Naharsingh Nagar 

0815000501987000 

21.017 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.933 

0.73 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.96 

0.57 

0.01 

0.045 

0.15 

0.26 







Non-command 

Vindhyan Sandstone 

2.932 

0.73 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.00 

0.010 

0.03 

0.06 


Narsinghpura 

0815000501980200 

18.483 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.355 

0.60 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.005 

0.02 

0.03 


Nathasar 

0815000501987800 

4.915 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.637 

0.58 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.002 

0.03 

0.06 


Padamgarh 

0815000501980000 

17.455 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.964 

1.28 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.51 

0.31 

0.00 

0.014 

0.05 

0.09 







Non-command 

Vindhyan Sandstone 

2.489 

1.28 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.12 

0.00 

0.009 

0.03 

0.06 


Premnagar 

0815000501986500 

11.673 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.299 

1.40 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.60 

0.33 

0.00 

0.015 

0.09 

0.16 


Premsagar 

0815000501985600 

15.228 

Fresh 

Non-command 

Non-command 

Older Alluvium 

15.228 

0.87 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

1.35 

0.80 

0.00 

0.053 

0.25 

0.42 


Raisar 

0815000501985300 

26.810 

Fresh 

Non-command 

Non-command 

Older Alluvium 

25.519 

0.31 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.82 

0.50 

0.04 

0.090 

0.24 

0.39 







Non-command 

Vindhyan Sandstone 

1.292 

0.31 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.005 

0.01 

0.02 


Ramgarh 

0815000501986800 

10.678 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.576 

1.41 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.93 

0.52 

0.00 

0.023 

0.15 

0.26 


Ramnagar 

0815000501986900 

9.557 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.620 

0.94 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.63 

0.36 

0.00 

0.023 

0.17 

0.30 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.219 

0.94 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.01 

0.01 


Ranjeet Nagar 

0815000501985800 

3.837 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.754 

0.76 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.16 

0.00 

0.013 

0.24 

0.41 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.083 

0.76 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.01 


Ratangarh 

0815000501986100 

4.496 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.141 

0.71 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.04 

0.03 

247.08 

0.04 

- 

0.04 

0.02 

0.12 

0.01 

- 

- 

- 

- 

- 

0.005 

0.045 

0.002 

0.042 

0.007 

16.14 

Safe 

Sohanpura 

0816000202065400 

0.06 

0.46 

11.12 

0.51 

- 

0.51 

0.04 

0.27 

0.07 

- 

- 

- 

- 

- 

0.071 

0.578 

0.029 

0.549 

0.029 

5.32 

Safe 

Somesar 

0815000501975500 

0.08 

0.00 

3,049.80 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

424.17 

Over Exploited 

Swamiji Ki Dhani 

0816000202064300 

0.04 

0.13 

99.34 

0.16 

- 

0.16 

0.02 

0.15 

0.02 

- 

- 

- 

- 

- 

0.021 

0.177 

0.009 

0.168 

0.022 

13.29 

Safe 



0.06 

0.09 

290.08 

0.10 

0.00 

0.11 

0.01 

0.10 

0.01 

- 

- 

- 

0.007 

0.007 

0.021 

0.128 

0.006 

0.122 

0.015 

12.17 

Safe 



0.04 

0.00 

3,333.54 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

175.32 

Over Exploited 

Tanasar 

0816000202066000 

0.06 

0.08 

16.40 

0.09 

- 

0.09 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.012 

0.100 

0.005 

0.095 

0.005 

5.49 

Safe 

Teliwara 

0816000202056600 

0.02 

0.04 

193.88 

0.05 

0.00 

0.05 

0.03 

0.23 

0.01 

- 

- 

- 

0.002 

0.002 

0.009 

0.059 

0.003 

0.056 

0.039 

70.21 

Semi Critical 

Uchpadra 

0816000202056100 

0.02 

0.02 

(58.17) 

0.02 

- 

0.02 

0.02 

0.18 

0.00 

- 

- 

- 

- 

- 

0.004 

0.021 

0.001 

0.020 

0.006 

31.93 

Safe 



0.02 

0.00 

(7.10) 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.004 

0.003 

62.95 

Safe 

Utwaliya 

0815000501971900 

0.08 

0.23 

- 

0.23 

0.01 

0.24 

0.04 

0.25 

0.04 

0.0200 

- 

- 

- 

0.020 

0.060 

0.300 

0.030 

0.270 

0.708 

262.26 

Over Exploited 

Vishan Nagar 

0815000501971200 

0.08 

0.32 

- 

0.32 

0.03 

0.35 

0.04 

0.26 

0.05 

0.0900 

- 

- 

- 

0.090 

0.142 

0.489 

0.049 

0.440 

2.343 

532.47 

Over Exploited 

Abhaygarh 

0815000501979700 

0.10 

0.00 

1,365.56 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.003 

0.004 

123.08 

Over Exploited 



0.08 

0.11 

55.75 

0.14 

- 

0.14 

0.02 

0.19 

0.02 

- 

- 

- 

- 

- 

0.017 

0.153 

0.008 

0.145 

0.042 

29.28 

Safe 

Ajeetgarh 

0815000501979200 

0.06 

0.01 

554.55 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.009 

0.119 

1,349.09 

Over Exploited 

Baori 

0815000501980800 

0.10 

0.18 

(4.84) 

0.18 

- 

0.18 

0.03 

0.20 

0.03 

- 

- 

- 

- 

- 

0.027 

0.202 

0.010 

0.192 

0.079 

41.16 

Safe 



0.06 

0.02 

51.89 

0.03 

- 

0.03 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.003 

0.030 

0.001 

0.028 

0.040 

142.17 

Over Exploited 

Bapunagar 

0815000501979900 

0.08 

0.05 

393.68 

0.06 

- 

0.06 

0.02 

0.12 

0.01 

- 

- 

- 

- 

- 

0.007 

0.065 

0.003 

0.062 

0.020 

32.76 

Safe 

Belwa Ranaji 

0815000501981500 

0.06 

0.00 

2,065.53 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.040 

4,203.57 

Over Exploited 

Bhoongra 

0815000501985500 

0.10 

0.74 

149.96 

0.89 

- 

0.89 

0.04 

0.28 

0.11 

- 

- 

- 

- 

- 

0.110 

0.996 

0.050 

0.946 

0.105 

11.10 

Safe 

Biramdeogarh 

0815000501976700 

0.08 

0.00 

1,412.61 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.004 

210.01 

Over Exploited 

Chaba 

0815000501986200 

0.10 

0.15 

202.57 

0.18 

- 

0.18 

0.01 

0.07 

0.02 

- 

- 

- 

- 

- 

0.023 

0.205 

0.010 

0.195 

0.104 

53.44 

Safe 

Dalpatnagar 

0815000501987200 

0.10 

0.00 

7,635.62 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

283.85 

Over Exploited 



0.08 

0.19 

147.93 

0.23 

- 

0.23 

0.03 

0.27 

0.03 

- 

- 

- 

- 

- 

0.028 

0.255 

0.013 

0.242 

0.107 

44.26 

Safe 

Deorajgarh 

0815000501980600 

0.10 

0.40 

128.46 

0.49 

- 

0.49 

0.03 

0.26 

0.06 

- 

- 

- 

- 

- 

0.061 

0.546 

0.027 

0.519 

0.064 

12.30 

Safe 



0.10 

0.00 

2,785.16 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.005 

157.27 

Over Exploited 

Dera 

0815000501978900 

0.10 

0.00 

1,162.40 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.004 

- 

- 

Safe 



0.06 

0.01 

273.27 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.012 

0.001 

0.012 

- 

- 

Safe 

Dheerpura 

0815000501981200 

0.06 

0.00 

1,362.82 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.077 

1,276.85 

Over Exploited 

Dhokalsar 

0815000501980900 

0.10 

0.14 

42.62 

0.17 

- 

0.17 

0.03 

0.21 

0.02 

0.0100 

- 

- 

- 

0.010 

0.031 

0.205 

0.010 

0.194 

0.172 

88.51 

Semi Critical 



0.06 

0.01 

217.41 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.002 

0.016 

0.001 

0.015 

0.066 

436.39 

Over Exploited 

Gajesinghnagar 

0815000501985700 

0.10 

0.40 

111.82 

0.48 

- 

0.48 

0.04 

0.28 

0.06 

- 

- 

- 

- 

- 

0.059 

0.541 

0.027 

0.514 

0.057 

11.09 

Safe 

Gajsinghpura 

0815000501986400 

0.10 

0.12 

223.73 

0.14 

- 

0.14 

0.02 

0.14 

0.02 

- 

- 

- 

- 

- 

0.018 

0.159 

0.008 

0.151 

0.035 

23.23 

Safe 

Gara 

0815000501985200 

0.10 

0.01 

761.99 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.002 

0.017 

0.001 

0.016 

0.032 

198.83 

Over Exploited 



0.08 

0.20 

47.99 

0.24 

- 

0.24 

0.03 

0.23 

0.03 

- 

- 

- 

- 

- 

0.029 

0.270 

0.014 

0.257 

0.149 

58.19 

Safe 

Gogadeo Garh 

0815000501979100 

0.06 

0.00 

1,204.79 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.026 

1,490.34 

Over Exploited 

Gumansinghpura 

0815000501986000 

0.10 

0.01 

1,942.72 

0.01 

- 

0.01 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.012 

0.001 

0.011 

0.010 

85.32 

Semi Critical 



0.10 

0.37 

219.47 

0.44 

- 

0.44 

0.03 

0.24 

0.06 

- 

- 

- 

- 

- 

0.055 

0.496 

0.025 

0.471 

0.094 

19.94 

Safe 

Hemawas 

0815000501985900 

0.10 

0.28 

266.87 

0.34 

- 

0.34 

0.03 

0.26 

0.04 

- 

- 

- 

- 

- 

0.042 

0.381 

0.019 

0.362 

0.043 

11.98 

Safe 

Jawahar Nagar 

0815000501985100 

0.06 

0.12 

89.29 

0.15 

0.01 

0.16 

0.02 

0.20 

0.02 

0.0200 

- 

- 

- 

0.020 

0.038 

0.197 

0.010 

0.187 

0.402 

215.22 

Over Exploited 

Kerala 

0815000501980100 

0.10 

0.00 

2,108.20 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.003 

110.34 

Over Exploited 



0.10 

0.00 

28,019.21 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ketoo Hema 

0815000501981300 

0.06 

0.02 

399.50 

0.02 

- 

0.02 

0.01 

0.10 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.030 

0.002 

0.029 

0.066 

228.33 

Over Exploited 

Ketoo Kalan 

0815000501981400 

0.06 

0.11 

124.14 

0.13 

0.01 

0.14 

0.02 

0.19 

0.01 

0.0200 

- 

- 

- 

0.020 

0.035 

0.171 

0.009 

0.163 

0.614 

377.04 

Over Exploited 

Ketoo Manawata 

0815000501979000 

0.06 

0.00 

1,802.01 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

- 

- 

Safe 

Ketoo Manda 

0815000501981100 

0.06 

0.08 

131.64 

0.09 

- 

0.09 

0.02 

0.14 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.113 

0.006 

0.107 

0.151 

141.19 

Over Exploited 

Khanori 

0815000501979500 

0.10 

0.14 

66.65 

0.17 

- 

0.17 

0.04 

0.28 

0.02 

- 

- 

- 

- 

- 

0.021 

0.188 

0.009 

0.178 

0.020 

11.23 

Safe 



0.08 

0.00 

5,968.51 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khirjan Asha 

0815000501987300 

0.08 

0.00 

6,879.88 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

485.81 

Over Exploited 

Khirjan Khas 

0815000501985000 

0.08 

0.05 

439.68 

0.06 

- 

0.06 

0.02 

0.13 

0.01 

- 

- 

- 

- 

- 

0.007 

0.066 

0.003 

0.063 

0.125 

198.61 

Over Exploited 

Lumbansar 

0815000501980400 

0.10 

0.00 

10,777.87 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

1,096.00 

Over Exploited 



0.10 

0.25 

95.00 

0.30 

- 

0.30 

0.02 

0.17 

0.04 

- 

- 

- 

- 

- 

0.038 

0.341 

0.017 

0.324 

0.073 

22.45 

Safe 

Naharsingh Nagar 

0815000501987000 

0.10 

0.20 

184.77 

0.24 

- 

0.24 

0.02 

0.18 

0.03 

- 

- 

- 

- 

- 

0.029 

0.268 

0.013 

0.254 

0.056 

22.18 

Safe 



0.08 

0.01 

821.72 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.010 

0.010 

98.44 

Critical 

Narsinghpura 

0815000501980200 

0.10 

0.00 

1,905.44 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.005 

155.09 

Over Exploited 

Nathasar 

0815000501987800 

0.10 

0.00 

947.58 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.002 

85.44 

Semi Critical 

Padamgarh 

0815000501980000 

0.10 

0.02 

1,316.67 

0.03 

- 

0.03 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.003 

0.029 

0.001 

0.028 

0.014 

49.76 

Safe 



0.08 

0.01 

1,593.02 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.009 

0.009 

99.05 

Critical 

Premnagar 

0815000501986500 

0.10 

0.04 

778.80 

0.04 

- 

0.04 

0.01 

0.10 

0.01 

- 

- 

- 

- 

- 

0.006 

0.050 

0.003 

0.048 

0.015 

31.70 

Safe 

Premsagar 

0815000501985600 

0.10 

0.38 

111.05 

0.45 

- 

0.45 

0.04 

0.28 

0.06 

- 

- 

- 

- 

- 

0.056 

0.509 

0.025 

0.483 

0.053 

11.05 

Safe 

Raisar 

0815000501985300 

0.10 

0.61 

(17.76) 

0.50 

- 

0.50 

0.04 

0.27 

0.09 

- 

- 

- 

- 

- 

0.090 

0.592 

0.030 

0.562 

0.126 

22.34 

Safe 



0.08 

0.00 

1,059.78 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.005 

283.27 

Over Exploited 

Ramgarh 

0815000501986800 

0.10 

0.10 

438.01 

0.12 

- 

0.12 

0.02 

0.17 

0.01 

- 

- 

- 

- 

- 

0.014 

0.131 

0.007 

0.124 

0.023 

18.59 

Safe 

Ramnagar 

0815000501986900 

0.10 

0.11 

222.04 

0.13 

- 

0.13 

0.03 

0.19 

0.02 

- 

- 

- 

- 

- 

0.017 

0.150 

0.008 

0.143 

0.023 

16.28 

Safe 



0.10 

0.00 

9,481.30 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Ranjeet Nagar 

0815000501985800 

0.10 

0.09 

83.24 

0.11 

- 

0.11 

0.04 

0.27 

0.01 

- 

- 

- 

- 

- 

0.013 

0.121 

0.006 

0.115 

0.013 

11.49 

Safe 



0.10 

0.00 

8,116.22 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ratangarh 

0815000501986100 

0.10 

0.00 

5,279.97 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 





Saline 

Non-command 

Non-command 

Older Alluvium 

4.354 

0.71 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.32 

0.18 

0.00 

0.015 

0.23 

0.41 


Ratanpura 

081500050198540C 

8.162 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.998 

0.53 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.38 

0.23 

0.02 

0.025 

0.22 

0.36 







Non-command 

Vindhyan Sandstone 

1.164 

0.53 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.004 

0.04 

0.06 


Setrawa 

0815000501979800 

25.034 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.403 

0.19 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 


Shekhala 

0815000501981000 

24.219 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

20.650 

0.57 

0.030 

0.12 

0.01 

0.00 

0.00 

0.00 

0.47 

0.29 

0.48 

0.000 

0.22 

0.35 


Shergarh 

0815000501988000 

40.905 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.596 

0.83 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.48 

0.27 

0.01 

0.020 

0.03 

0.06 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.142 

0.83 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Shri Mohangarh 

0815000501986700 

12.964 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.981 

1.54 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.93 

0.51 

0.00 

0.021 

0.11 

0.20 


Solkiya Tala 

0815000501980700 

27.189 

Fresh 

Non-command 

Non-command 

Older Alluvium 

25.477 

1.34 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

3.43 

2.08 

0.00 

0.089 

0.23 

0.38 







Non-command 

Vindhyan Sandstone 

1.713 

1.34 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.08 

0.00 

0.006 

0.02 

0.03 


Surya Udainagar 

0815000501979600 

27.151 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.984 

0.86 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.70 

0.43 

0.00 

0.028 

0.07 

0.12 







Non-command 

Vindhyan Sandstone 

19.166 

0.86 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

1.01 

0.63 

0.00 

0.067 

0.17 

0.28 


Suwaliya 

0815000501980500 

23.287 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.903 

0.47 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.58 

0.34 

0.01 

0.042 

0.12 

0.21 





Saline 

Non-command 

Non-command 

Older Alluvium 

11.111 

0.47 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.53 

0.31 

0.00 

0.039 

0.12 

0.20 


Veeramgarh 

0815000501979300 

4.375 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.020 

0.57 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Vindhyan Sandstone 

3.648 

0.57 

0.030 

0.08 

0.00 

0.00 

0.00 

0.00 

0.14 

0.09 

0.32 

0.000 

0.21 

0.33 

11008049 

Amargarh 

0821000302514200 

9.013 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.239 

1.64 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.002 

0.01 

0.01 


Amargarh Chang 

0820000202408700 

1.861 

Saline 

Non-command 

Non-command 

Gneisses 

1.861 

2.51 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.02 

0.009 

0.42 

0.50 


Amarpura 

0820000202408100 

6.298 

Saline 

Non-command 

Non-command 

Gneisses 

5.275 

2.73 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.33 

0.24 

0.16 

0.027 

0.38 

0.53 


Andhi Deori 

0821000502538400 

3.974 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.974 

2.44 

0.015 

0.12 

0.02 

0.00 

0.00 

0.02 

0.22 

0.16 

0.48 

0.015 

0.46 

0.65 


Araji Guwardi 

0821000502535600 

4.644 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.381 

1.99 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.12 

0.05 

0.016 

0.42 

0.54 


Asan Tiloriya 

0820000202403700 

6.334 

Fresh 

Non-command 

Non-command 

Gneisses 

0.044 

3.91 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Asarlai 

0820000102398800 

38.281 

Fresh 

Non-command 

Non-command 

Older Alluvium 

32.001 

1.01 

0.100 

0.28 

0.01 

0.00 

0.00 

0.03 

3.48 

3.01 

0.94 

0.148 

0.31 

0.36 







Non-command 

Younger Alluvium 

6.280 

1.01 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.81 

0.70 

0.18 

0.029 

0.06 

0.07 


Ateetmand 

0821000402522500 

4.253 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.572 

3.44 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.14 

0.10 

0.17 

0.008 

0.16 

0.23 







Non-command 

Gneisses(B.G.C) 

2.630 

3.44 

0.015 

0.06 

0.01 

0.00 

0.00 

0.03 

0.16 

0.11 

0.23 

0.013 

0.27 

0.38 


Babra 

0820000202409600 

10.757 

Saline 

Non-command 

Non-command 

Gneisses 

10.757 

1.57 

0.020 

0.24 

0.03 

0.00 

0.00 

0.01 

0.54 

0.56 

0.90 

0.054 

0.38 

0.36 


Badiya Ajba 

0821000402524000 

0.864 

Fresh 

Non-command 

Non-command 

Gneisses 

0.031 

4.51 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Badiya Gena 

0821000402524100 

1.169 

Fresh 

Non-command 

Non-command 

Gneisses 

0.340 

4.71 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.002 

0.12 

0.13 


Badiya Jagga 

0821000402518800 

0.708 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.194 

3.08 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.13 

0.18 







Non-command 

Gneisses 

0.015 

3.08 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.134 

3.08 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.09 

0.13 







Non-command 

Gneisses 

0.365 

3.08 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.002 

0.24 

0.34 


Badiya Shyama 

0821000402518500 

2.171 

Saline 

Non-command 

Non-command 

Gneisses 

2.171 

3.02 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.11 

0.08 

0.07 

0.011 

0.46 

0.66 


Bahja Kuri 

0820000102391300 

24.244 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.864 

0.78 

0.100 

0.04 

0.00 

0.00 

0.00 

0.02 

0.63 

0.50 

0.12 

0.036 

0.12 

0.15 







Non-command 

Younger Alluvium 

4.340 

0.78 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.42 

0.34 

0.07 

0.020 

0.07 

0.08 


Bakhtawarpura 

0821000302511400 

5.931 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.953 

3.61 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.01 

0.006 

0.06 

0.09 


Balai Khera 

0821000402525800 

4.169 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.030 

3.74 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Balar (Rural) 

0821000402521500 

5.945 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.942 

2.97 

0.020 

0.17 

0.02 

0.00 

0.00 

0.00 

0.50 

0.35 

0.65 

0.029 

0.47 

0.66 


Balara 

0820000102395300 

36.678 

Fresh 

Non-command 

Non-command 

Older Alluvium 

36.620 

0.38 

0.100 

0.37 

0.05 

0.00 

0.00 

0.02 

1.69 

1.55 

1.27 

0.169 

0.37 

0.41 


Balupura 

0820000102396600 

9.480 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.873 

2.40 

0.100 

0.02 

0.00 

0.00 

0.00 

0.01 

0.22 

0.21 

0.09 

0.004 

0.03 

0.04 


Banewari 

0821000402518600 

1.909 

Saline 

Non-command 

Non-command 

Gneisses 

1.909 

3.09 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.05 

0.009 

0.46 

0.66 


Bar 

0820000202404100 

14.784 

Fresh 

Non-command 

Non-command 

Gneisses 

0.530 

1.99 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.03 

0.03 

0.08 

0.003 

0.02 

0.01 


Baripol 

0820000202408400 

6.179 

Saline 

Non-command 

Non-command 

Gneisses 

6.179 

2.64 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.36 

0.27 

0.14 

0.031 

0.45 

0.60 


Bariya Bhau(Pakhariyawas) 

0821000402516600 

0.900 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.895 

2.01 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.05 

0.004 

0.45 

0.61 


Bassi@Chainpura 

0820000102397700 

7.332 

Fresh 

Non-command 

Non-command 

Gneisses 

6.838 

0.61 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.10 

0.09 

0.14 

0.032 

0.35 

0.41 


Bayla 

0821000402522100 

2.206 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.600 

3.06 

0.020 

0.05 

0.01 

0.00 

0.00 

0.02 

0.11 

0.08 

0.20 

0.008 

0.33 

0.46 







Non-command 

Gneisses(B.G.C) 

0.606 

3.06 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.04 

0.03 

0.06 

0.003 

0.12 

0.17 


Beawar (M Cl) 

0821000442105000 

18.578 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.713 

2.96 

0.020 

0.75 

0.00 

0.00 

0.00 

0.00 

1.38 

0.97 

0.00 

2.283 

0.27 

0.38 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

7.043 

2.96 

0.020 

0.49 

0.00 

0.00 

0.00 

0.00 

0.91 

0.64 

0.00 

1.501 

0.18 

0.25 







Non-command 

Gneisses 

0.822 

2.96 

0.015 

0.06 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.00 

0.175 

0.02 

0.03 


Beawar Khas 

0821000402517800 

8.708 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.840 

2.71 

0.020 

0.02 

0.00 

0.00 

0.00 

0.05 

0.02 

0.01 

0.07 

0.004 

0.04 

0.06 







Non-command 

Gneisses 

7.868 

2.71 

0.015 

0.13 

0.02 

0.00 

0.00 

0.04 

0.39 

0.28 

0.46 

0.038 

0.42 

0.58 


Beekarlai 

0820000102391100 

8.258 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.047 

1.06 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Older Alluvium 

2.390 

1.06 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.30 

0.26 

0.18 

0.011 

0.11 

0.12 







Non-command 

Younger Alluvium 

0.246 

1.06 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.04 

0.001 

0.01 

0.01 


Beerbasni 

0820000202404600 

1.740 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.014 

0.99 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Beesawas Kalan 

0820000202404700 

3.614 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.200 

1.17 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.38 

0.39 

0.00 

0.016 

0.37 

0.36 


Bhagwanpura (Naya Nagar) 

0821000402515000 

0.750 

Saline 

Non-command 

Non-command 

Gneisses 

0.750 

2.72 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.05 

0.03 

0.06 

0.004 

0.45 

0.62 


Bhainsapa 

0821000402523400 

0.472 

Fresh 

Non-command 

Non-command 

Gneisses 

0.024 

3.40 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.03 


Bhanwariya 

0820000202409200 

15.350 

Saline 

Non-command 

Non-command 

Gneisses 

14.906 

1.72 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.56 

0.57 

0.08 

0.075 

0.37 

0.36 


Bharkala 

0821000502538700 

4.331 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.331 

2.82 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.19 

0.14 

0.08 

0.016 

0.46 

0.64 


Bhawani Khera(Beawar Khas) 

0821000402515800 

0.505 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.448 

2.57 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.05 

0.002 

0.40 

0.56 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.057 

2.57 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.05 

0.07 


Bhawani Khera(Kaliyawas) 

0821000402522000 

0.309 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.309 

3.15 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.08 

0.001 

0.46 

0.64 


Bhawanipura 

0821000502534600 

2.872 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.872 

3.88 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.20 

0.14 

0.14 

0.011 

0.36 

0.52 


Bheevgarh 

0820000102398400 

7.851 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.015 

1.61 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses 

0.086 

1.61 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.10 

0.10 

79.58 

0.12 

- 

0.12 

0.04 

0.27 

0.02 

- 

- 

- 

- 

- 

0.015 

0.138 

0.007 

0.131 

0.015 

11.66 

Safe 

Ratanpura 

0815000501985400 

0.10 

0.15 

52.01 

0.18 

- 

0.18 

0.03 

0.25 

0.02 

- 

- 

- 

- 

- 

0.022 

0.204 

0.010 

0.194 

0.043 

21.93 

Safe 



0.08 

0.00 

566.73 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.004 

0.004 

95.09 

Critical 

Setrawa 

0815000501979800 

0.08 

0.00 

2,219.62 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

879.92 

Over Exploited 

Shekhala 

0815000501981000 

0.06 

0.27 

8.46 

0.29 

0.01 

0.30 

0.03 

0.25 

0.04 

0.0200 

- 

- 

- 

0.020 

0.059 

0.363 

0.018 

0.345 

0.475 

137.82 

Over Exploited 

Shergarh 

0815000501988000 

0.10 

0.02 

1,351.77 

0.02 

- 

0.02 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.003 

0.025 

0.001 

0.024 

0.031 

128.91 

Over Exploited 



0.10 

0.00 

55,770.62 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Shri Mohangarh 

0815000501986700 

0.10 

0.07 

684.05 

0.08 

- 

0.08 

0.02 

0.13 

0.01 

- 

- 

- 

- 

- 

0.010 

0.088 

0.004 

0.083 

0.021 

25.15 

Safe 

Solkiya Tala 

0815000501980700 

0.10 

0.59 

255.00 

0.70 

- 

0.70 

0.03 

0.26 

0.09 

- 

- 

- 

- 

- 

0.088 

0.790 

0.040 

0.751 

0.089 

11.91 

Safe 



0.08 

0.00 

3,827.20 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.006 

221.50 

Over Exploited 

Surya Udainagar 

0815000501979600 

0.10 

0.06 

642.74 

0.07 

- 

0.07 

0.01 

0.08 

0.01 

- 

- 

- 

- 

- 

0.009 

0.078 

0.004 

0.075 

0.028 

37.61 

Safe 



0.08 

0.27 

133.34 

0.32 

- 

0.32 

0.03 

0.20 

0.04 

- 

- 

- 

- 

- 

0.040 

0.362 

0.018 

0.343 

0.067 

19.59 

Safe 

Suwaliya 

0815000501980500 

0.10 

0.15 

130.07 

0.18 

- 

0.18 

0.02 

0.14 

0.02 

- 

- 

- 

- 

- 

0.022 

0.200 

0.010 

0.190 

0.053 

27.79 

Safe 



0.10 

0.13 

142.55 

0.15 

- 

0.15 

0.02 

0.13 

0.02 

- 

- 

- 

- 

- 

0.019 

0.174 

0.009 

0.165 

0.039 

23.57 

Safe 

Veeramgarh 

0815000501979300 

0.10 

0.00 

26,495.46 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.06 

0.05 

96.20 

0.06 

- 

0.06 

0.03 

0.24 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.072 

0.004 

0.068 

0.317 

464.58 

Over Exploited 

Amargarh 

0821000302514200 

0.07 

0.00 

163,781.94 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.024 

15,211.84 

Over Exploited 

Amargarh Chang 

0820000202408700 

0.06 

0.05 

79.70 

0.06 

0.00 

0.06 

0.05 

0.46 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.065 

0.003 

0.062 

0.033 

53.78 

Safe 

Amarpura 

0820000202408100 

0.06 

0.12 

360,329.10 

0.14 

0.01 

0.15 

0.05 

0.43 

0.01 

0.0200 

- 

- 

- 

0.020 

0.035 

0.188 

0.009 

0.179 

0.183 

102.01 

Over Exploited 

Andhi Deori 

0821000502538400 

0.05 

0.10 

63.50 

0.12 

0.04 

0.16 

0.06 

0.52 

0.01 

0.0500 

- 

- 

0.035 

0.085 

0.097 

0.256 

0.013 

0.243 

0.490 

201.21 

Over Exploited 

Araji Guwardi 

0821000502535600 

0.05 

0.10 

21.21 

0.12 

- 

0.12 

0.05 

0.47 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.137 

0.007 

0.131 

0.070 

53.82 

Safe 

Asan Tiloriya 

0820000202403700 

0.06 

0.00 

45,815.72 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Asarlai 

0820000102398800 

0.15 

1.50 

100.64 

1.80 

0.04 

1.84 

0.03 

0.34 

- 

0.0400 

- 

- 

0.038 

0.078 

0.078 

1.915 

0.096 

1.820 

1.083 

59.51 

Safe 



0.15 

0.06 

1,115.56 

0.07 

- 

0.07 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.079 

0.004 

0.075 

0.209 

277.13 

Over Exploited 

Ateetmand 

0821000402522500 

0.06 

0.02 

528.09 

0.02 

0.01 

0.03 

0.02 

0.18 

0.00 

0.0300 

- 

- 

0.002 

0.032 

0.034 

0.064 

0.003 

0.060 

0.176 

290.81 

Over Exploited 



0.06 

0.04 

161.48 

0.05 

0.04 

0.09 

0.03 

0.31 

0.01 

0.0400 

- 

- 

0.045 

0.085 

0.091 

0.183 

0.009 

0.174 

0.241 

138.69 

Over Exploited 

Babra 

0820000202409600 

0.06 

0.24 

130.07 

0.29 

0.04 

0.33 

0.03 

0.41 

- 

0.1000 

- 

- 

0.017 

0.117 

0.117 

0.449 

0.022 

0.427 

0.956 

224.13 

Over Exploited 

Badiya Ajba 

0821000402524000 

0.11 

0.00 

3,716.85 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Badiya Gena 

0821000402524100 

0.11 

0.00 

616.99 

0.01 

- 

0.01 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.032 

621.94 

Over Exploited 

Badiya Jagga 

0821000402518800 

0.06 

0.00 

903.91 

0.00 

- 

0.00 

0.02 

0.14 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.025 

1,292.59 

Over Exploited 



0.11 

0.00 

3,074.28 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

1,120.81 

0.00 

- 

0.00 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.015 

2,451.52 

Over Exploited 



0.11 

0.01 

95.01 

0.01 

- 

0.01 

0.03 

0.27 

0.00 

- 

- 

- 

- 

- 

0.001 

0.013 

0.001 

0.012 

0.027 

220.72 

Over Exploited 

Badiya Shyama 

0821000402518500 

0.11 

0.11 

(32.17) 

0.09 

0.01 

0.10 

0.06 

0.52 

0.01 

0.0100 

- 

- 

0.017 

0.027 

0.041 

0.142 

0.007 

0.134 

0.076 

56.16 

Safe 

Bahja Kuri 

0820000102391300 

0.15 

0.14 

254.77 

0.17 

0.02 

0.19 

0.01 

0.13 

- 

0.0100 

- 

- 

0.032 

0.043 

0.043 

0.234 

0.012 

0.223 

0.156 

70.20 

Semi Critical 



0.15 

0.04 

686.11 

0.05 

- 

0.05 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.062 

0.003 

0.059 

0.092 

156.64 

Over Exploited 

Bakhtawarpura 

0821000302511400 

0.07 

0.00 

1,049.42 

0.00 

0.00 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

0.000 

0.001 

0.001 

0.006 

0.000 

0.005 

0.016 

296.54 

Over Exploited 

Balai Khera 

0821000402525800 

0.06 

0.00 

26,051.43 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Balar (Rural) 

0821000402521500 

0.06 

0.17 

107.22 

0.20 

0.02 

0.22 

0.06 

0.52 

0.02 

0.0700 

- 

- 

- 

0.070 

0.091 

0.316 

0.016 

0.300 

0.683 

227.53 

Over Exploited 

Balara 

0820000102395300 

0.15 

2.06 

(24.71) 

1.65 

0.07 

1.72 

0.04 

0.41 

- 

0.1400 

- 

- 

0.033 

0.173 

0.173 

1.892 

0.095 

1.798 

1.443 

80.27 

Semi Critical 

Balupura 

0820000102396600 

0.15 

0.00 

4,404.55 

0.01 

0.01 

0.01 

0.00 

0.04 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.028 

0.001 

0.027 

0.090 

333.27 

Over Exploited 

Banewari 

0821000402518600 

0.11 

0.10 

(30.95) 

0.08 

0.00 

0.08 

0.06 

0.52 

0.01 

0.0100 

- 

- 

0.005 

0.015 

0.027 

0.108 

0.005 

0.103 

0.056 

54.62 

Safe 

Bar 

0820000202404100 

0.06 

0.00 

5,724.92 

0.00 

0.01 

0.02 

0.00 

0.02 

0.00 

0.0100 

- 

- 

0.022 

0.032 

0.032 

0.047 

0.002 

0.044 

0.080 

179.14 

Over Exploited 

Baripol 

0820000202408400 

0.06 

0.17 

64.27 

0.20 

0.01 

0.21 

0.05 

0.50 

0.02 

0.0200 

- 

- 

0.005 

0.025 

0.044 

0.256 

0.013 

0.243 

0.175 

72.01 

Semi Critical 

Bariya Bhau(Pakhariyawas) 

0821000402516600 

0.06 

0.02 

37.14 

0.03 

- 

0.03 

0.06 

0.50 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.043 

0.002 

0.041 

0.052 

128.93 

Over Exploited 

Bassi@Chainpura 

0820000102397700 

0.06 

0.14 

(39.54) 

0.12 

0.01 

0.13 

0.04 

0.39 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.146 

0.007 

0.138 

0.176 

126.90 

Over Exploited 

Bayla 

0821000402522100 

0.06 

0.03 

154.37 

0.04 

0.03 

0.07 

0.04 

0.37 

0.00 

0.0400 

- 

- 

0.035 

0.075 

0.079 

0.152 

0.008 

0.144 

0.206 

142.79 

Over Exploited 



0.06 

0.00 

530.75 

0.01 

0.01 

0.01 

0.02 

0.14 

0.00 

0.0100 

- 

- 

0.012 

0.022 

0.023 

0.036 

0.002 

0.035 

0.061 

175.98 

Over Exploited 

Beawar (M Cl) 

0821000442105000 

0.06 

0.18 

446.08 

0.21 

- 

0.21 

0.03 

0.30 

0.02 

- 

- 

- 

- 

- 

0.022 

0.235 

0.012 

0.224 

2.283 

1,020.69 

Over Exploited 



0.04 

0.05 

1,175.91 

0.06 

- 

0.06 

0.02 

0.20 

0.01 

- 

- 

- 

- 

- 

0.006 

0.066 

0.003 

0.063 

1.501 

2,393.16 

Over Exploited 



0.11 

0.00 

3,527.38 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.175 

7,459.83 

Over Exploited 

Beawar Khas 

0821000402517800 

0.04 

0.00 

752.88 

0.00 

0.05 

0.05 

0.01 

0.05 

0.00 

0.0100 

- 

- 

0.071 

0.081 

0.082 

0.131 

0.007 

0.124 

0.071 

57.12 

Safe 



0.11 

0.36 

(23.34) 

0.29 

0.06 

0.35 

0.05 

0.47 

0.04 

0.0500 

- 

- 

0.064 

0.114 

0.158 

0.507 

0.025 

0.482 

0.499 

103.53 

Over Exploited 

Beekarlai 

0820000102391100 

0.07 

0.00 

42,458.80 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.04 

576.30 

0.05 

0.00 

0.05 

0.01 

0.12 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.060 

0.003 

0.057 

0.191 

336.16 

Over Exploited 



0.15 

0.00 

8,639.72 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.037 

7,997.18 

Over Exploited 

Beerbasni 

0820000202404600 

0.12 

0.00 

(39,264.55) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

0.005 

0.005 

0.005 

0.008 

0.000 

0.008 

0.000 

0.86 

Safe 

Beesawas Kalan 

0820000202404700 

0.12 

0.14 

177.16 

0.17 

0.00 

0.17 

0.04 

0.41 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.172 

0.009 

0.163 

0.016 

9.85 

Safe 

Bhagwanpura (Naya Nagar) 

0821000402515000 

0.11 

0.04 

(10.91) 

0.03 

0.01 

0.04 

0.05 

0.50 

0.00 

0.0100 

- 

- 

0.008 

0.018 

0.023 

0.061 

0.003 

0.058 

0.065 

111.40 

Over Exploited 

Bhainsapa 

0821000402523400 

0.11 

0.00 

1,351.73 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.006 

7,864.04 

Over Exploited 

Bhanwariya 

0820000202409200 

0.06 

0.33 

73.73 

0.40 

- 

0.40 

0.03 

0.40 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.407 

0.020 

0.386 

0.159 

41.12 

Safe 

Bharkala 

0821000502538700 

0.05 

0.11 

29.48 

0.13 

0.01 

0.14 

0.06 

0.52 

0.01 

0.0100 

- 

- 

0.018 

0.028 

0.041 

0.179 

0.009 

0.170 

0.092 

54.23 

Safe 

Bhawani Khera(Beawar Khas) 

0821000402515800 

0.06 

0.01 

115.00 

0.01 

- 

0.01 

0.05 

0.45 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.025 

0.001 

0.023 

0.051 

219.11 

Over Exploited 



0.04 

0.00 

1,734.18 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.005 

3,665.73 

Over Exploited 

Bhawani Khera(Kaliyawas) 

0821000402522000 

0.06 

0.01 

220.80 

0.01 

0.00 

0.01 

0.06 

0.51 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.011 

0.022 

0.001 

0.021 

0.079 

382.81 

Over Exploited 

Bhawanipura 

0821000502534600 

0.05 

0.05 

151.56 

0.06 

0.01 

0.07 

0.05 

0.40 

0.01 

0.0200 

- 

- 

- 

0.020 

0.027 

0.102 

0.005 

0.097 

0.151 

155.83 

Over Exploited 

Bheevgarh 

0820000102398400 

0.15 

0.00 

166,578.70 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

10,319.91 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.034 

1.61 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses 

7.576 

1.61 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.22 

0.24 

0.16 

0.035 

0.36 

0.34 


Bhil Deva 

082000010239830C 

6.226 

Fresh 

Non-command 

Non-command 

Gneisses 

4.318 

1.56 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.07 

0.020 

0.26 

0.28 


Bhojpura 

0821000402519300 

1.172 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.172 

3.27 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.07 

0.006 

0.47 

0.66 


Bichchhu Chaura 

0821000402519800 

2.303 

Fresh 

Non-command 

Non-command 

Gneisses 

0.990 

3.32 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.06 

0.005 

0.20 

0.27 





Saline 

Non-command 

Non-command 

Gneisses 

0.306 

3.32 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.06 

0.08 


Birampuri 

0820000102399100 

4.532 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.787 

1.07 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.08 

0.004 

0.07 

0.08 







Non-command 

Younger Alluvium 

3.745 

1.07 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.57 

0.48 

0.35 

0.017 

0.31 

0.37 


Birantiya Kalan 

0820000202404500 

11.427 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.370 

1.45 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.01 

0.002 

0.01 

0.01 







Non-command 

Gneisses 

4.056 

1.45 

0.020 

0.04 

0.01 

0.00 

0.00 

0.03 

0.12 

0.12 

0.14 

0.020 

0.15 

0.14 


Birantiya Khurd 

0820000202406800 

33.629 

Fresh 

Non-command 

Non-command 

Gneisses 

26.307 

2.75 

0.020 

0.22 

0.03 

0.00 

0.00 

0.00 

1.64 

1.73 

0.70 

0.132 

0.31 

0.29 





Saline 

Non-command 

Non-command 

Gneisses 

6.878 

2.75 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.42 

0.44 

0.11 

0.035 

0.08 

0.08 


Birol 

0820000102392300 

3.615 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.142 

1.69 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.26 

0.21 

0.10 

0.005 

0.12 

0.15 


Boontiwas 

0820000202405500 

29.457 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.201 

1.35 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.88 

0.96 

0.12 

0.031 

0.08 

0.07 





Saline 

Non-command 

Non-command 

Older Alluvium 

6.545 

1.35 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.92 

1.00 

0.08 

0.033 

0.08 

0.08 







Non-command 

Gneisses 

15.578 

1.35 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.48 

0.53 

0.19 

0.078 

0.20 

0.18 


Borwa 

0825000102956100 

5.128 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.740 

4.21 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.12 

0.05 

0.010 

0.12 

0.16 


Chainpura 

0820000202406100 

4.374 

Saline 

Non-command 

Non-command 

Gneisses 

4.374 

2.18 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.22 

0.24 

0.14 

0.022 

0.37 

0.34 


Chak Jaitaran 

0820000102391500 

2.979 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.745 

0.31 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.03 

0.013 

0.34 

0.41 


Chang 

0820000202408500 

6.255 

Saline 

Non-command 

Non-command 

Gneisses 

5.138 

2.58 

0.020 

0.26 

0.04 

0.00 

0.00 

0.00 

0.49 

0.37 

1.00 

0.026 

0.36 

0.47 


Chanwadiya Kalan 

0820000202405400 

4.452 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.127 

1.21 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.27 

0.30 

0.02 

0.011 

0.18 

0.16 







Non-command 

Gneisses 

0.514 

1.21 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.003 

0.04 

0.04 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.039 

1.21 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses 

1.772 

1.21 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.01 

0.009 

0.15 

0.13 


Chaura Nimri 

0821000402514400 

2.147 

Saline 

Non-command 

Non-command 

Gneisses 

2.147 

2.48 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.05 

0.010 

0.43 

0.53 


Chitar 

0820000202406500 

11.516 

Saline 

Non-command 

Non-command 

Gneisses 

11.420 

2.51 

0.020 

0.33 

0.05 

0.00 

0.00 

0.00 

0.85 

0.88 

1.24 

0.057 

0.38 

0.37 


Dagla 

0820000102399300 

12.564 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.655 

1.62 

0.100 

0.09 

0.01 

0.00 

0.00 

0.00 

1.96 

2.00 

0.29 

0.054 

0.35 

0.35 







Non-command 

Younger Alluvium 

0.902 

1.62 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.19 

0.02 

0.004 

0.03 

0.03 


Daulatpura 

0821000302511700 

5.498 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.062 

2.41 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 







Non-command 

Gneisses 

2.713 

2.41 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.08 

0.018 

0.18 

0.25 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.397 

2.41 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.02 

0.009 

0.09 

0.13 







Non-command 

Gneisses 

1.305 

2.41 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.01 

0.009 

0.09 

0.12 


Daulatpura Balaiyan 

0821000402517500 

0.552 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.552 

2.40 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.04 

0.03 

0.08 

0.003 

0.46 

0.66 


Dayalpura 

0820000102396700 

12.013 

Fresh 

Non-command 

Non-command 

Gneisses 

0.350 

1.08 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.002 

0.01 

0.01 


Delwara (Rural) 

0821000402517300 

5.942 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.942 

2.45 

0.020 

0.06 

0.01 

0.00 

0.00 

0.05 

0.29 

0.20 

0.19 

0.029 

0.46 

0.66 


Deogarh(Kharba) 

0821000502534500 

15.190 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

15.190 

3.05 

0.015 

0.05 

0.01 

0.00 

0.00 

0.07 

0.67 

0.48 

0.14 

0.056 

0.40 

0.56 


Deoli Khurd 

0820000202406300 

3.705 

Saline 

Non-command 

Non-command 

Gneisses 

3.705 

2.31 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.21 

0.07 

0.019 

0.37 

0.33 


Deopura (Roop Nagar) 

0821000402515100 

1.313 

Saline 

Non-command 

Non-command 

Gneisses 

1.311 

2.64 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.00 

0.006 

0.44 

0.58 


Deoriya Raiputan 

0820000102397900 

1.052 

Fresh 

Non-command 

Non-command 

Gneisses 

1.052 

0.40 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.005 

0.38 

0.46 


Dhaneriya 

0820000102396900 

20.807 

Fresh 

Non-command 

Non-command 

Gneisses 

0.020 

1.48 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dholiya 

0820000202407300 

6.624 

Fresh 

Non-command 

Non-command 

Gneisses 

1.199 

3.72 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.13 

0.11 

0.20 

0.006 

0.08 

0.09 


Dhoolkot 

0820000202404900 

2.929 

Fresh 

Non-command 

Non-command 

Gneisses 

2.929 

1.74 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.16 

0.17 

0.27 

0.015 

0.39 

0.37 


Dhuwariya 

0821000302512200 

9.341 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

6.656 

4.89 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.67 

0.45 

0.05 

0.044 

0.25 

0.38 


Doongar Khera 

0821000402518000 

1.957 

Saline 

Non-command 

Non-command 

Gneisses 

1.957 

2.89 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.08 

0.06 

0.01 

0.009 

0.47 

0.66 


Durgawas 

0821000402519900 

2.218 

Fresh 

Non-command 

Non-command 

Gneisses 

0.007 

3.38 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Fatehgarh Salla 

0821000402514600 

0.946 

Saline 

Non-command 

Non-command 

Gneisses 

0.946 

2.80 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.05 

0.14 

0.005 

0.46 

0.65 


Fatehpur 1 

0821000402516100 

2.059 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.059 

2.41 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.11 

0.08 

0.05 

0.010 

0.46 

0.64 


Fatehpuriya-li(Rural) 

0821000402518900 

0.879 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.138 

3.02 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.001 

0.07 

0.10 







Non-command 

Gneisses 

0.740 

3.02 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.04 

0.17 

0.004 

0.39 

0.56 


Ganeshpura (Nayanagar) Rural 

0821000402519100 

1.062 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.911 

3.02 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.10 

0.07 

0.20 

0.004 

0.40 

0.57 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.151 

3.02 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.001 

0.07 

0.09 


Garhi Thoriyan (Rural) 

0821000402517000 

4.938 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.938 

2.97 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.33 

0.23 

0.13 

0.024 

0.47 

0.67 


Ghorawar 

0820000102391400 

18.042 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.559 

0.32 

0.100 

0.04 

0.00 

0.00 

0.00 

0.02 

0.29 

0.24 

0.11 

0.040 

0.18 

0.21 


Gigalpura 

0821000302512500 

10.382 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.491 

3.14 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.13 

0.04 

0.016 

0.09 

0.13 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

7.768 

3.14 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.52 

0.37 

0.06 

0.051 

0.30 

0.42 







Non-command 

Gneisses 

0.123 

3.14 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.00 

0.01 


Giri 

0820000202405200 

27.029 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.212 

1.33 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.001 

0.00 

0.00 







Non-command 

Gneisses 

5.736 

1.33 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.19 

0.21 

0.13 

0.029 

0.08 

0.07 





Saline 

Non-command 

Non-command 

Gneisses 

21.081 

1.33 

0.020 

0.11 

0.01 

0.00 

0.00 

0.00 

0.66 

0.73 

0.29 

0.106 

0.29 

0.26 


Gohana 

0821000402522700 

6.107 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.070 

3.44 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.19 

0.14 

0.21 

0.010 

0.15 

0.21 







Non-command 

Gneisses(B.G.C) 

0.042 

3.44 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 


Gola 

0821000302512600 

22.819 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.836 

4.48 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.03 

0.005 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

13.151 

4.48 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

1.25 

0.82 

0.21 

0.086 

0.19 

0.29 


Gopal Sagar 

0821000502535100 

7.523 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.494 

2.33 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.30 

0.23 

0.11 

0.028 

0.41 

0.55 


Gopalpura 

0821000402515300 

1.416 

Saline 

Non-command 

Non-command 

Gneisses 

1.416 

2.85 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.07 

0.05 

0.09 

0.007 

0.44 

0.61 



0820000202409400 

9.786 

Saline 

Non-command 

Non-command 

Gneisses 

9.786 

1.56 

0.020 

0.04 

0.00 

0.00 

0.00 

0.01 

0.34 

0.36 

0.10 

0.049 

0.37 

0.34 


Govindpura (Rural) 

0821000402519000 

0.933 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.142 

3.00 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.07 

0.10 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.791 

3.00 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.04 

0.004 

0.40 

0.56 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.12 

0.00 

88,023.96 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.16 

46.20 

0.20 

0.01 

0.21 

0.03 

0.39 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.226 

0.011 

0.215 

0.191 

88.83 

Semi Critical 

Bhil Deva 

0820000102398300 

0.06 

0.07 

63.84 

0.08 

- 

0.08 

0.03 

0.29 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.091 

0.005 

0.087 

0.087 

100.16 

Over Exploited 

Bhojpura 

0821000402519300 

0.06 

0.03 

100.38 

0.04 

0.00 

0.04 

0.06 

0.52 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.015 

0.056 

0.003 

0.053 

0.078 

146.12 

Over Exploited 

Bichchhu Chaura 

0821000402519800 

0.11 

0.02 

133.11 

0.03 

- 

0.03 

0.02 

0.22 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.038 

0.002 

0.036 

0.065 

178.03 

Over Exploited 



0.11 

0.00 

436.53 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.012 

484.62 

Over Exploited 

Birampuri 

0820000102399100 

0.15 

0.01 

994.37 

0.01 

0.00 

0.01 

0.01 

0.07 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.016 

0.001 

0.016 

0.083 

529.75 

Over Exploited 



0.15 

0.17 

172.11 

0.21 

- 

0.21 

0.03 

0.34 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.220 

0.011 

0.209 

0.365 

175.10 

Over Exploited 

Birantiya Kalan 

0820000202404500 

0.12 

0.00 

9,239.17 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.012 

1,582.18 

Over Exploited 



0.06 

0.04 

239.76 

0.04 

0.04 

0.08 

0.02 

0.17 

0.00 

0.0200 

- 

- 

0.046 

0.066 

0.070 

0.153 

0.008 

0.146 

0.164 

112.77 

Over Exploited 

Birantiya Khurd 

0820000202406800 

0.06 

0.48 

257.65 

0.58 

0.03 

0.61 

0.03 

0.34 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.689 

0.034 

0.655 

0.833 

127.23 

Over Exploited 



0.06 

0.03 

1,236.97 

0.04 

- 

0.04 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.050 

0.002 

0.047 

0.149 

315.24 

Over Exploited 

Birol 

0820000102392300 

0.15 

0.02 

933.02 

0.02 

0.00 

0.03 

0.01 

0.13 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.029 

0.001 

0.027 

0.101 

371.25 

Over Exploited 

Boontiwas 

0820000202405500 

0.12 

0.06 

1,554.32 

0.07 

- 

0.07 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.080 

0.004 

0.076 

0.146 

192.71 

Over Exploited 



0.12 

0.06 

1,446.74 

0.08 

- 

0.08 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.088 

0.004 

0.083 

0.111 

132.95 

Over Exploited 



0.06 

0.18 

187.23 

0.22 

0.01 

0.23 

0.02 

0.21 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.250 

0.013 

0.238 

0.266 

111.95 

Over Exploited 

Borwa 

0825000102956100 

0.04 

0.01 

1,248.66 

0.01 

- 

0.01 

0.02 

0.14 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.022 

0.001 

0.020 

0.060 

294.11 

Over Exploited 

Chainpura 

0820000202406100 

0.06 

0.10 

147.67 

0.12 

0.01 

0.13 

0.03 

0.41 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.149 

0.007 

0.142 

0.166 

117.23 

Over Exploited 

Chak Jaitaran 

0820000102391500 

0.15 

0.14 

(43.23) 

0.11 

- 

0.11 

0.04 

0.38 

- 

- 

- 

- 

- 

- 

- 

0.114 

0.006 

0.108 

0.039 

35.85 

Safe 

Chang 

0820000202408500 

0.06 

0.11 

401,763.98 

0.13 

0.04 

0.17 

0.04 

0.40 

0.01 

0.1100 

- 

- 

- 

0.110 

0.123 

0.296 

0.015 

0.281 

1.028 

365.22 

Over Exploited 

Chanwadiya Kalan 

0820000202405400 

0.12 

0.05 

552.22 

0.05 

- 

0.05 

0.02 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.054 

0.003 

0.052 

0.030 

57.52 

Safe 



0.06 

0.00 

942.09 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.003 

171.24 

Over Exploited 



0.12 

0.00 

34,180.56 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.02 

271.01 

0.02 

- 

0.02 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.019 

0.001 

0.018 

0.021 

116.70 

Over Exploited 

Chaura Nimri 

0821000402514400 

0.11 

0.10 

(21.70) 

0.08 

0.00 

0.08 

0.05 

0.48 

0.01 

0.0100 

- 

- 

0.002 

0.012 

0.023 

0.105 

0.005 

0.100 

0.060 

60.44 

Safe 

Chitar 

0820000202406500 

0.06 

0.26 

239.65 

0.31 

0.05 

0.36 

0.04 

0.41 

- 

0.2300 

- 

- 

- 

0.230 

0.230 

0.591 

0.030 

0.561 

1.293 

230.52 

Over Exploited 

Dagla 

0820000102399300 

0.15 

0.62 

223.50 

0.74 

0.01 

0.75 

0.03 

0.39 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.786 

0.039 

0.747 

0.344 

46.04 

Safe 



0.15 

0.00 

4,992.64 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.028 

668.56 

Over Exploited 

Daulatpura 

0821000302511700 

0.07 

0.00 

11,057.67 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.03 

117.59 

0.04 

- 

0.04 

0.02 

0.20 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.049 

0.002 

0.046 

0.102 

219.66 

Over Exploited 



0.07 

0.01 

517.33 

0.01 

- 

0.01 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.011 

0.033 

314.98 

Over Exploited 



0.06 

0.01 

510.94 

0.01 

- 

0.01 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.021 

261.00 

Over Exploited 

Daulatpura Balaiyan 

0821000402517500 

0.06 

0.02 

78.06 

0.02 

0.01 

0.03 

0.06 

0.52 

0.00 

0.0100 

- 

- 

0.010 

0.020 

0.022 

0.048 

0.002 

0.045 

0.081 

178.64 

Over Exploited 

Dayalpura 

0820000102396700 

0.06 

0.00 

1,842.48 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.002 

616.25 

Over Exploited 

Delwara (Rural) 

0821000402517300 

0.06 

0.17 

18.65 

0.20 

0.06 

0.27 

0.06 

0.52 

0.02 

0.0200 

- 

- 

0.082 

0.102 

0.123 

0.389 

0.019 

0.370 

0.221 

59.70 

Safe 

Deogarh (Kharba) 

0821000502534500 

0.05 

0.32 

47.62 

0.39 

0.08 

0.46 

0.05 

0.45 

0.04 

0.0200 

- 

- 

0.101 

0.121 

0.161 

0.625 

0.031 

0.593 

0.196 

33.10 

Safe 

Deoli Khurd 

0820000202406300 

0.06 

0.08 

154.05 

0.10 

0.00 

0.10 

0.03 

0.40 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.113 

0.006 

0.108 

0.093 

85.93 

Semi Critical 

Deopura (Roop Nagar) 

0821000402515100 

0.11 

0.06 

(41.70) 

0.05 

0.00 

0.05 

0.05 

0.49 

0.01 

- 

- 

- 

0.005 

0.005 

0.013 

0.067 

0.003 

0.063 

0.006 

10.03 

Safe 

Deoriya Raiputan 

0820000102397900 

0.06 

0.02 

(43.70) 

0.02 

- 

0.02 

0.04 

0.42 

- 

- 

- 

- 

- 

- 

- 

0.019 

0.001 

0.018 

0.024 

131.89 

Over Exploited 

Dhaneriya 

0820000102396900 

0.06 

0.00 

67,561.77 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dholiya 

0820000202407300 

0.06 

0.00 

14,259.80 

0.00 

0.01 

0.01 

0.01 

0.08 

0.00 

0.0200 

- 

- 

- 

0.020 

0.020 

0.035 

0.002 

0.033 

0.207 

623.18 

Over Exploited 

Dhoolkot 

0820000202404900 

0.06 

0.07 

144.28 

0.08 

0.01 

0.09 

0.04 

0.43 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.125 

0.006 

0.119 

0.284 

239.03 

Over Exploited 

Dhuwariya 

0821000302512200 

0.07 

0.12 

278.83 

0.14 

0.01 

0.15 

0.03 

0.28 

0.01 

0.0100 

- 

- 

0.017 

0.027 

0.040 

0.193 

0.010 

0.183 

0.097 

52.69 

Safe 

Doongar Khera 

0821000402518000 

0.11 

0.10 

(41.11) 

0.08 

0.01 

0.09 

0.06 

0.52 

0.01 

- 

- 

- 

0.016 

0.016 

0.028 

0.119 

0.006 

0.113 

0.023 

20.72 

Safe 

Durgawas 

0821000402519900 

0.11 

0.00 

24,043.28 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Fatehgarh Salla 

0821000402514600 

0.11 

0.05 

2.35 

0.05 

0.01 

0.06 

0.06 

0.52 

0.01 

0.0200 

- 

- 

0.000 

0.020 

0.026 

0.086 

0.004 

0.081 

0.147 

179.93 

Over Exploited 

Fatehpur 1 

0821000402516100 

0.06 

0.06 

33.93 

0.07 

0.01 

0.08 

0.06 

0.51 

0.01 

0.0100 

- 

- 

0.016 

0.026 

0.033 

0.113 

0.006 

0.107 

0.064 

59.67 

Safe 

Fatehpuriya-li(Rural) 

0821000402518900 

0.04 

0.00 

3,050.86 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.039 

7,567.73 

Over Exploited 



0.11 

0.03 

36.43 

0.04 

0.01 

0.05 

0.05 

0.44 

0.00 

0.0200 

- 

- 

0.002 

0.022 

0.026 

0.075 

0.004 

0.072 

0.170 

237.15 

Over Exploited 

Ganeshpura (Nayanagar) Rural 

0821000402519100 

0.06 

0.02 

196.28 

0.03 

0.01 

0.04 

0.05 

0.45 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.060 

0.003 

0.057 

0.202 

356.25 

Over Exploited 



0.04 

0.00 

3,250.91 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.030 

5,910.44 

Over Exploited 

Garhi Thoriyan (Rural) 

0821000402517000 

0.06 

0.14 

62.35 

0.17 

0.00 

0.18 

0.06 

0.52 

0.02 

0.0100 

- 

- 

0.007 

0.017 

0.035 

0.210 

0.011 

0.200 

0.150 

75.03 

Semi Critical 

Ghorawar 

0820000102391400 

0.15 

0.23 

4.63 

0.24 

0.02 

0.26 

0.02 

0.20 

- 

0.0100 

- 

- 

0.034 

0.044 

0.044 

0.305 

0.015 

0.289 

0.146 

50.31 

Safe 

Gigalpura 

0821000302512500 

0.07 

0.02 

607.22 

0.02 

- 

0.02 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.002 

0.023 

0.001 

0.022 

0.059 

266.91 

Over Exploited 



0.07 

0.16 

128.63 

0.19 

- 

0.19 

0.04 

0.33 

0.02 

0.0100 

- 

- 

- 

0.010 

0.030 

0.222 

0.011 

0.211 

0.113 

53.44 

Safe 



0.06 

0.00 

11,695.92 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Giri 

0820000202405200 

0.12 

0.00 

41,850.35 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

1,258.49 

Over Exploited 



0.06 

0.03 

681.88 

0.03 

- 

0.03 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.043 

0.002 

0.040 

0.154 

380.39 

Over Exploited 



0.06 

0.37 

98.59 

0.44 

0.01 

0.45 

0.03 

0.32 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.480 

0.024 

0.456 

0.394 

86.40 

Semi Critical 

Gohana 

0821000402522700 

0.06 

0.02 

607.15 

0.02 

0.01 

0.03 

0.02 

0.17 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.056 

0.003 

0.053 

0.220 

414.84 

Over Exploited 



0.06 

0.00 

20,492.28 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.005 

53,216.95 

Over Exploited 

Gola 

0821000302512600 

0.07 

0.00 

7,192.55 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.037 

3,906.41 

Over Exploited 



0.07 

0.18 

364.55 

0.21 

0.01 

0.22 

0.02 

0.22 

0.02 

0.0200 

- 

- 

- 

0.020 

0.042 

0.263 

0.013 

0.250 

0.297 

118.84 

Over Exploited 

Gopal Sagar 

0821000502535100 

0.05 

0.16 

38.80 

0.20 

- 

0.20 

0.05 

0.46 

0.02 

0.0100 

- 

- 

- 

0.010 

0.030 

0.226 

0.011 

0.214 

0.136 

63.38 

Safe 

Gopalpura 

0821000402515300 

0.11 

0.07 

(20.73) 

0.06 

0.01 

0.06 

0.05 

0.50 

0.01 

0.0100 

- 

- 

0.008 

0.018 

0.027 

0.088 

0.004 

0.083 

0.092 

110.34 

Over Exploited 


0820000202409400 

0.06 

0.22 

66.24 

0.26 

0.01 

0.27 

0.03 

0.41 

- 

0.0100 

- 

- 

0.015 

0.025 

0.025 

0.297 

0.015 

0.282 

0.151 

53.58 

Safe 

Govindpura (Rural) 

0821000402519000 

0.06 

0.00 

864.07 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.007 

854.20 

Over Exploited 



0.04 

0.01 

221.88 

0.02 

- 

0.02 

0.05 

0.45 

0.00 

- 

- 

- 

- 

- 

0.002 

0.017 

0.001 

0.016 

0.042 

265.58 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Gurha Hemadai 

082000010239750C 

20.949 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

1.90 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses 

9.569 

1.90 

0.015 

0.05 

0.00 

0.00 

0.00 

0.03 

0.30 

0.20 

0.13 

0.044 

0.17 

0.25 


Gyas 

082000010239550C 

8.541 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.491 

0.49 

0.100 

0.07 

0.01 

0.00 

0.00 

0.00 

0.23 

0.20 

0.26 

0.016 

0.15 

0.17 


Hajiwas 

082000020240480C 

10.799 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.920 

1.47 

0.100 

0.07 

0.01 

0.00 

0.00 

0.00 

1.37 

1.39 

0.24 

0.045 

0.33 

0.32 







Non-command 

Gneisses 

1.879 

1.47 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.05 

0.009 

0.07 

0.07 


Harrajpura 

0821000502536100 

10.792 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.111 

2.47 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Harrajpura(Naya Nagar) 

0821000402514900 

1.201 

Saline 

Non-command 

Non-command 

Gneisses 

1.201 

2.74 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.06 

0.05 

0.05 

0.006 

0.45 

0.63 


Hinganiya 

0820000102391600 

2.713 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.713 

0.35 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.00 

0.013 

0.37 

0.43 


Jagmal Pura 

0820000202408600 

1.924 

Saline 

Non-command 

Non-command 

Gneisses 

1.924 

2.86 

0.020 

0.04 

0.01 

0.00 

0.00 

0.01 

0.13 

0.09 

0.14 

0.010 

0.46 

0.66 


Jaitaran (M) 

0820000142001000 

32.279 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.665 

1.53 

0.100 

0.09 

0.00 

0.00 

0.00 

0.02 

0.33 

0.26 

0.11 

0.176 

0.02 

0.02 


Jaitpura 

0820000202407000 

7.084 

Fresh 

Non-command 

Non-command 

Gneisses 

3.399 

4.46 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.32 

0.32 

0.04 

0.017 

0.19 

0.19 





Saline 

Non-command 

Non-command 

Gneisses 

3.645 

4.46 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.34 

0.33 

0.03 

0.018 

0.20 

0.20 


Jaliya-I 

0821000402518700 

1.890 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.534 

3.20 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.06 

0.003 

0.13 

0.19 







Non-command 

Gneisses 

1.102 

3.20 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.12 

0.005 

0.27 

0.39 





Saline 

Non-command 

Non-command 

Gneisses 

0.254 

3.20 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.06 

0.09 


Jetgarh 

0821000302511600 

9.093 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.790 

2.75 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.02 

0.005 

0.03 

0.05 







Non-command 

Gneisses 

0.374 

2.75 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

4.614 

2.75 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.27 

0.19 

0.05 

0.030 

0.18 

0.27 


Jethana 

0821000302513000 

47.028 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.209 

3.97 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.07 

0.008 

0.01 

0.01 


Jetpura 

0821000402522400 

1.721 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.582 

3.33 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.10 

0.07 

0.04 

0.008 

0.42 

0.59 







Non-command 

Gneisses(B.G.C) 

0.140 

3.33 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.04 

0.05 


Jhala Ki Chauki 

0820000202407100 

9.868 

Fresh 

Non-command 

Non-command 

Gneisses 

1.601 

4.66 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.16 

0.02 

0.008 

0.07 

0.07 


Jhalamand 

0820000202409500 

7.403 

Saline 

Non-command 

Non-command 

Gneisses 

7.403 

1.61 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.26 

0.26 

0.06 

0.037 

0.38 

0.39 


Jhank 

0821000502539000 

21.465 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.202 

2.78 

0.015 

0.09 

0.01 

0.00 

0.00 

0.00 

0.26 

0.19 

0.36 

0.016 

0.08 

0.11 







Non-command 

Gneisses(B.G.C) 

2.676 

2.78 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.15 

0.11 

0.20 

0.010 

0.05 

0.07 


Jheentra 

0820000202406700 

4.282 

Fresh 

Non-command 

Non-command 

Gneisses 

0.022 

3.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Gneisses 

4.258 

3.25 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.32 

0.33 

0.12 

0.021 

0.38 

0.36 


Johar Khera 

0821000402514800 

2.227 

Saline 

Non-command 

Non-command 

Gneisses 

2.227 

2.76 

0.015 

0.03 

0.00 

0.00 

0.00 

0.03 

0.10 

0.07 

0.09 

0.011 

0.46 

0.65 


Kaisarpura 

0821000302511500 

7.287 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.330 

2.54 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.002 

0.02 

0.03 







Non-command 

Gneisses 

0.000 

2.54 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kaliyawas 

0821000402521900 

0.814 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.814 

3.09 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.05 

0.004 

0.46 

0.65 


Kana Khera 

0821000502535300 

10.286 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.837 

2.25 

0.015 

0.08 

0.01 

0.00 

0.00 

0.04 

0.36 

0.28 

0.26 

0.037 

0.41 

0.53 


Kanecha Udawatan 

0820000202406400 

2.785 

Saline 

Non-command 

Non-command 

Gneisses 

2.785 

2.47 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.17 

0.04 

0.014 

0.37 

0.34 


Kan pura 

0820000202406600 

5.326 

Saline 

Non-command 

Non-command 

Gneisses 

5.324 

2.72 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.33 

0.32 

0.17 

0.027 

0.39 

0.40 


Karnos 

0821000302511900 

6.092 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

5.098 

2.52 

0.020 

0.05 

0.01 

0.00 

0.00 

0.02 

0.28 

0.22 

0.16 

0.033 

0.32 

0.40 







Non-command 

Gneisses 

0.993 

2.52 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.02 

0.007 

0.06 

0.08 


Karoliya 

0820000102392200 

9.106 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.146 

1.68 

0.100 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.00 

0.001 

0.01 

0.01 







Non-command 

Younger Alluvium 

1.193 

1.68 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.25 

0.20 

0.04 

0.006 

0.05 

0.06 


Kashipura 

0821000502536300 

4.269 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.251 

2.74 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.20 

0.15 

0.05 

0.016 

0.40 

0.50 


Kaya Bheela 

0820000202404000 

1.813 

Fresh 

Non-command 

Non-command 

Gneisses 

0.013 

3.46 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kesarpura 

0820000202406900 

4.144 

Saline 

Non-command 

Non-command 

Gneisses 

4.144 

3.63 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.34 

0.32 

0.17 

0.021 

0.40 

0.43 


Kesarpura (Kana Khera) 

0821000502535200 

4.244 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.110 

2.35 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.18 

0.14 

0.09 

0.015 

0.41 

0.51 


Kesharpura (Parsa) 

0821000402521000 

1.488 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.488 

3.32 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.10 

0.07 

0.03 

0.007 

0.47 

0.66 


Kharwa 

0821000502534900 

6.109 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.109 

2.01 

0.015 

0.22 

0.03 

0.00 

0.00 

0.04 

0.33 

0.25 

0.84 

0.023 

0.39 

0.52 


Kheempura 

0821000502538100 

7.794 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.886 

2.07 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.003 

0.05 

0.07 


Khejarla 

0821000402519400 

0.928 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.778 

3.35 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.02 

0.004 

0.39 

0.55 







Non-command 

Gneisses 

0.047 

3.35 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 


Khera Deogarh 

0820000102394700 

8.148 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.60 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khera Maharajpura 

0820000102398900 

7.989 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.056 

1.34 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

7.235 

1.34 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

1.26 

1.01 

0.34 

0.033 

0.34 

0.42 


Khera Nainpura 

0820000102398000 

1.764 

Fresh 

Non-command 

Non-command 

Gneisses 

1.764 

0.97 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.008 

0.37 

0.50 


Khera Ramgarh 

0820000102394600 

4.640 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.001 

1.49 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khera Sagrotan 

0820000202407800 

2.574 

Fresh 

Non-command 

Non-command 

Gneisses 

2.436 

3.46 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.14 

0.04 

0.012 

0.41 

0.53 





Saline 

Non-command 

Non-command 

Gneisses 

0.114 

3.46 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.02 


Kheramamawas 

0820000202405100 

5.319 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.960 

1.53 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.32 

0.35 

0.06 

0.010 

0.14 

0.13 







Non-command 

Gneisses 

2.961 

1.53 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.13 

0.10 

0.015 

0.21 

0.19 





Saline 

Non-command 

Non-command 

Gneisses 

0.398 

1.53 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.03 

0.03 


Kheta Khera 

0821000502535400 

1.681 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.073 

2.04 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.07 

0.004 

0.28 

0.34 


Khinawari 

0820000102395000 

5.684 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.061 

1.24 

0.100 

0.01 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.03 

0.000 

0.00 

0.01 







Non-command 

Younger Alluvium 

0.133 

1.24 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.001 

0.01 

0.01 


Khirani Khera 

0821000402516500 

1.047 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.047 

2.02 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.05 

0.04 

0.07 

0.005 

0.45 

0.62 


Kirap 

0821000502536500 

22.059 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.639 

2.90 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.03 

0.002 

0.01 

0.01 


Kolpura 

0820000202409800 

3.685 

Saline 

Non-command 

Non-command 

Gneisses 

3.685 

1.61 

0.020 

0.02 

0.00 

0.00 

0.00 

0.02 

0.12 

0.11 

0.07 

0.019 

0.38 

0.40 


Kotri 

0820000202407700 

3.008 

Fresh 

Non-command 

Non-command 

Gneisses 

2.427 

3.39 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.13 

0.02 

0.012 

0.36 

0.47 


Kurantiya 

0820000202407400 

1.698 

Fresh 

Non-command 

Non-command 

Gneisses 

0.674 

4.03 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.03 

0.003 

0.16 

0.19 





Saline 

Non-command 

Non-command 

Gneisses 

0.941 

4.03 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.02 

0.005 

0.23 

0.26 


Kushalpura (Malpura) 

0821000402521400 

1.615 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.615 

3.00 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.11 

0.08 

0.08 

0.008 

0.47 

0.66 


Lakheena 

0821000402516300 

1.766 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.766 

2.18 

0.020 

0.02 

0.00 

0.00 

0.00 

0.03 

0.07 

0.05 

0.08 

0.009 

0.45 

0.60 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Gurha Hemadai 

0820000102397500 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.10 

102.85 

0.12 

0.03 

0.14 

0.02 

0.19 

- 

0.0100 

- 

- 

0.040 

0.050 

0.050 

0.194 

0.010 

0.184 

0.169 

92.02 

Critical 

Gyas 

0820000102395500 

0.15 

0.08 

153.05 

0.10 

0.01 

0.11 

0.02 

0.17 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.137 

0.007 

0.130 

0.280 

216.02 

Over Exploited 

Hajiwas 

0820000202404800 

0.12 

0.35 

296.03 

0.42 

0.01 

0.44 

0.03 

0.36 

- 

0.0300 

- 

- 

0.006 

0.036 

0.036 

0.471 

0.024 

0.448 

0.285 

63.60 

Safe 



0.06 

0.01 

853.67 

0.01 

0.00 

0.01 

0.01 

0.08 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.025 

0.001 

0.024 

0.057 

243.27 

Over Exploited 

Harrajpura 

0821000502536100 

0.05 

0.00 

13,235.97 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Harrajpura(Naya Nagar) 

0821000402514900 

0.11 

0.06 

(24.93) 

0.05 

0.01 

0.05 

0.06 

0.51 

0.01 

0.0100 

- 

- 

0.010 

0.020 

0.028 

0.082 

0.004 

0.078 

0.060 

76.44 

Semi Critical 

Hinganiya 

0820000102391600 

0.15 

0.15 

(46.56) 

0.12 

- 

0.12 

0.04 

0.41 

- 

- 

- 

- 

- 

- 

- 

0.122 

0.006 

0.116 

0.013 

10.83 

Safe 

Jagmal Pura 

0820000202408600 

0.06 

0.05 

73.86 

0.06 

0.02 

0.08 

0.06 

0.52 

0.01 

0.0200 

- 

- 

0.012 

0.032 

0.038 

0.120 

0.006 

0.114 

0.154 

134.36 

Over Exploited 

Jaitaran (M) 

0820000142001000 

0.15 

0.00 

5,345.28 

0.01 

0.02 

0.02 

0.00 

0.02 

- 

- 

- 

- 

0.023 

0.023 

0.023 

0.044 

0.002 

0.042 

0.285 

675.67 

Over Exploited 

Jaitpura 

0820000202407000 

0.06 

0.04 

736.32 

0.05 

- 

0.05 

0.02 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.046 

0.002 

0.044 

0.055 

125.58 

Over Exploited 



0.06 

0.04 

653.93 

0.05 

- 

0.05 

0.02 

0.22 

- 

- 

- 

- 

- 

- 

- 

0.053 

0.003 

0.050 

0.048 

95.79 

Critical 

Jaliya-I 

0821000402518700 

0.06 

0.00 

778.89 

0.01 

- 

0.01 

0.02 

0.15 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.016 

0.001 

0.015 

0.063 

418.57 

Over Exploited 



0.11 

0.03 

77.19 

0.04 

- 

0.04 

0.03 

0.31 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.054 

0.003 

0.051 

0.125 

246.32 

Over Exploited 



0.11 

0.00 

390.08 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.019 

871.37 

Over Exploited 

Jetgarh 

0821000302511600 

0.07 

0.00 

1,849.17 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.027 

1,163.02 

Over Exploited 



0.06 

0.00 

1,823.58 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.010 

2,301.44 

Over Exploited 



0.07 

0.06 

19,723.89 

0.07 

- 

0.07 

0.02 

0.21 

0.01 

- 

- 

- 

- 

- 

0.007 

0.076 

0.004 

0.072 

0.078 

108.20 

Over Exploited 

Jethana 

0821000302513000 

0.07 

0.00 

10,360.00 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.073 

702.77 

Over Exploited 

Jetpura 

0821000402522400 

0.06 

0.04 

79.62 

0.05 

0.01 

0.06 

0.05 

0.47 

0.01 

0.0100 

- 

- 

0.018 

0.028 

0.033 

0.094 

0.005 

0.090 

0.050 

55.43 

Safe 



0.06 

0.00 

1,512.73 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.006 

1,455.13 

Over Exploited 

Jhala Ki Chauki 

0820000202407100 

0.06 

0.01 

2,357.67 

0.01 

- 

0.01 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.007 

0.027 

369.48 

Over Exploited 

Jhalamand 

0820000202409500 

0.06 

0.17 

52.27 

0.20 

0.01 

0.21 

0.04 

0.41 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.224 

0.011 

0.213 

0.097 

45.59 

Safe 

Jhank 

0821000502539000 

0.05 

0.02 

934.87 

0.02 

0.01 

0.03 

0.01 

0.09 

0.00 

0.0700 

- 

- 

- 

0.070 

0.072 

0.104 

0.005 

0.099 

0.372 

374.76 

Over Exploited 



0.06 

0.01 

1,133.94 

0.01 

0.01 

0.02 

0.01 

0.06 

0.00 

0.0400 

- 

- 

- 

0.040 

0.041 

0.062 

0.003 

0.059 

0.212 

358.96 

Over Exploited 

Jheentra 

0820000202406700 

0.06 

0.00 

56,766.81 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.10 

243.45 

0.12 

- 

0.12 

0.04 

0.41 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.126 

0.006 

0.120 

0.141 

118.13 

Over Exploited 

Johar Khera 

0821000402514800 

0.11 

0.11 

(38.99) 

0.09 

0.03 

0.12 

0.06 

0.52 

0.01 

0.0100 

- 

- 

0.039 

0.049 

0.063 

0.179 

0.009 

0.170 

0.103 

60.60 

Safe 

Kaisarpura 

0821000302511500 

0.07 

0.00 

4,045.40 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.024 

4,802.99 

Over Exploited 



0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kaliyawas 

0821000402521900 

0.06 

0.02 

81.83 

0.03 

0.00 

0.03 

0.06 

0.52 

0.00 

0.0100 

- 

- 

0.001 

0.012 

0.014 

0.043 

0.002 

0.041 

0.052 

126.92 

Over Exploited 

Kana Khera 

0821000502535300 

0.05 

0.22 

31.04 

0.26 

0.05 

0.31 

0.05 

0.46 

0.03 

0.0300 

- 

- 

0.058 

0.088 

0.114 

0.421 

0.021 

0.400 

0.296 

73.90 

Semi Critical 

Kanecha Udawatan 

0820000202406400 

0.06 

0.06 

171.65 

0.07 

0.00 

0.08 

0.03 

0.41 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.079 

0.004 

0.075 

0.056 

75.02 

Semi Critical 

Kanpura 

0820000202406600 

0.06 

0.12 

160.17 

0.15 

0.01 

0.16 

0.04 

0.43 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.189 

0.009 

0.180 

0.195 

108.40 

Over Exploited 

Karnos 

0821000302511900 

0.07 

0.11 

95.87 

0.14 

0.03 

0.16 

0.03 

0.35 

- 

0.0200 

- 

- 

0.029 

0.049 

0.049 

0.213 

0.011 

0.202 

0.191 

94.73 

Critical 



0.06 

0.00 

929.46 

0.00 

0.00 

0.00 

0.01 

0.07 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

0.000 

0.004 

0.024 

544.25 

Over Exploited 

Karoliya 

0820000102392200 

0.15 

0.00 

11,253.39 

0.00 

0.01 

0.01 

0.00 

0.01 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.015 

0.001 

0.014 

0.001 

4.78 

Safe 



0.15 

0.01 

2,176.92 

0.01 

0.00 

0.01 

0.01 

0.05 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.013 

0.001 

0.012 

0.042 

342.37 

Over Exploited 

Kashipura 

0821000502536300 

0.05 

0.09 

72.96 

0.11 

- 

0.11 

0.05 

0.45 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.128 

0.006 

0.122 

0.070 

57.35 

Safe 

Kaya Bheela 

0820000202404000 

0.06 

0.00 

36,052.61 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kesarpura 

0820000202406900 

0.06 

0.10 

222.12 

0.12 

0.01 

0.13 

0.04 

0.44 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.149 

0.007 

0.141 

0.189 

133.48 

Over Exploited 

Kesarpura (Kana Khera) 

0821000502535200 

0.05 

0.09 

58.53 

0.11 

- 

0.11 

0.05 

0.46 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.128 

0.006 

0.122 

0.101 

83.26 

Semi Critical 

Kesharpura (Parsa) 

0821000402521000 

0.06 

0.04 

60.15 

0.05 

0.01 

0.06 

0.06 

0.52 

0.01 

- 

- 

- 

0.017 

0.017 

0.022 

0.085 

0.004 

0.081 

0.037 

45.96 

Safe 

Kharwa 

0821000502534900 

0.05 

0.13 

98.42 

0.15 

0.07 

0.22 

0.05 

0.44 

0.02 

0.0900 

- 

- 

0.060 

0.150 

0.166 

0.389 

0.019 

0.369 

0.865 

234.16 

Over Exploited 

Kheempura 

0821000502538100 

0.05 

0.00 

1,131.18 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.025 

853.76 

Over Exploited 

Khejarla 

0821000402519400 

0.06 

0.02 

133.97 

0.02 

- 

0.02 

0.05 

0.44 

0.00 

- 

- 

- 

- 

- 

0.002 

0.025 

0.001 

0.024 

0.028 

117.93 

Over Exploited 



0.11 

0.00 

1,241.97 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khera Deogarh 

0820000102394700 

0.15 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khera Maharajpura 

0820000102398900 

0.15 

0.00 

27,500.19 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.37 

175.43 

0.44 

- 

0.44 

0.04 

0.37 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.449 

0.022 

0.427 

0.369 

86.59 

Semi Critical 

Khera Nainpura 

0820000102398000 

0.06 

0.04 

(39.94) 

0.03 

0.00 

0.04 

0.04 

0.41 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.042 

0.002 

0.040 

0.018 

45.25 

Safe 

Khera Ramgarh 

0820000102394600 

0.15 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khera Sagrotan 

0820000202407800 

0.06 

0.06 

130.73 

0.07 

- 

0.07 

0.05 

0.46 

0.01 

- 

- 

- 

- 

- 

0.007 

0.079 

0.004 

0.075 

0.050 

66.65 

Safe 



0.06 

0.00 

4,573.24 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Kheramamawas 

0820000202405100 

0.12 

0.03 

980.43 

0.04 

- 

0.04 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.049 

0.002 

0.046 

0.068 

146.44 

Over Exploited 



0.06 

0.04 

256.82 

0.04 

- 

0.04 

0.02 

0.23 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.054 

0.003 

0.052 

0.114 

220.94 

Over Exploited 



0.06 

0.00 

1,884.00 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.008 

1,054.62 

Over Exploited 

Kheta Khera 

0821000502535400 

0.05 

0.02 

172.76 

0.02 

- 

0.02 

0.03 

0.31 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.031 

0.002 

0.029 

0.069 

235.25 

Over Exploited 

Khinawari 

0820000102395000 

0.15 

0.00 

24,995.69 

0.00 

0.01 

0.01 

0.00 

0.00 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.015 

0.001 

0.014 

0.026 

183.97 

Over Exploited 



0.15 

0.00 

13,462.75 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.025 

12,409.58 

Over Exploited 

Khirani Khera 

0821000402516500 

0.06 

0.03 

31.59 

0.04 

0.01 

0.04 

0.06 

0.51 

0.00 

0.0100 

- 

- 

0.014 

0.024 

0.028 

0.072 

0.004 

0.069 

0.071 

103.31 

Over Exploited 

Kirap 

0821000502536500 

0.05 

0.00 

7,226.37 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

0.002 

0.002 

0.002 

0.005 

0.000 

0.004 

0.034 

793.22 

Over Exploited 

Kolpura 

0820000202409800 

0.06 

0.09 

33.10 

0.10 

0.02 

0.12 

0.04 

0.42 

- 

0.0100 

- 

- 

0.034 

0.044 

0.044 

0.168 

0.008 

0.160 

0.085 

52.95 

Safe 

Kotri 

0820000202407700 

0.06 

0.05 

147.88 

0.06 

0.00 

0.07 

0.04 

0.40 

0.01 

- 

- 

- 

0.006 

0.006 

0.012 

0.078 

0.004 

0.074 

0.031 

42.05 

Safe 

Kurantiya 

0820000202407400 

0.06 

0.01 

738.81 

0.01 

- 

0.01 

0.02 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.032 

427.83 

Over Exploited 



0.06 

0.01 

474.77 

0.02 

- 

0.02 

0.03 

0.25 

- 

- 

- 

- 

- 

- 

- 

0.016 

0.001 

0.015 

0.029 

194.69 

Over Exploited 

Kushalpura (Malpura) 

0821000402521400 

0.06 

0.05 

61.94 

0.06 

0.01 

0.07 

0.06 

0.52 

0.01 

0.0100 

- 

- 

0.015 

0.025 

0.031 

0.097 

0.005 

0.092 

0.086 

93.56 

Critical 

Lakheena 

0821000402516300 

0.06 

0.05 

3.99 

0.05 

0.03 

0.08 

0.06 

0.50 

0.01 

0.0100 

- 

- 

0.043 

0.053 

0.059 

0.138 

0.007 

0.131 

0.087 

66.21 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Lakhina Panabaori 

082000020240900C 

2.244 

Saline 

Non-command 

Non-command 

Gneisses 

2.244 

2.50 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.14 

0.07 

0.011 

0.38 

0.35 


Lalpura 

0820000202408000 

7.865 

Saline 

Non-command 

Non-command 

Gneisses 

5.334 

2.62 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.30 

0.25 

0.04 

0.027 

0.29 

0.35 


Lamana 

0821000302514000 

9.256 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.224 

1.22 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.001 

0.01 

0.01 


Lasadiya 

0821000402516900 

4.453 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.453 

2.59 

0.020 

0.08 

0.01 

0.00 

0.00 

0.02 

0.28 

0.20 

0.29 

0.022 

0.46 

0.66 


Lasani -1 

0821000402516800 

2.335 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.335 

2.23 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.12 

0.09 

0.10 

0.011 

0.46 

0.64 


Lasni 

0820000102395200 

12.535 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.342 

1.17 

0.100 

0.07 

0.01 

0.00 

0.00 

0.02 

0.67 

0.54 

0.26 

0.025 

0.16 

0.20 







Non-command 

Younger Alluvium 

7.193 

1.17 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

1.09 

0.88 

0.31 

0.033 

0.21 

0.27 


Lawamali 

0820000202405000 

3.186 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.495 

2.23 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.12 

0.01 

0.002 

0.06 

0.06 







Non-command 

Gneisses 

2.691 

2.23 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.14 

0.04 

0.014 

0.32 

0.30 


Leeri 

0821000302514300 

31.080 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.998 

1.84 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.09 

0.007 

0.01 

0.02 


Loolwa 

0821000502538800 

16.481 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.622 

2.33 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.002 

0.02 

0.02 


Lototi 

0820000102390800 

19.090 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.020 

1.18 

0.070 

0.00 

0.00 

0.00 

0.00 

0.02 

-0.01 

-0.01 

0.00 

0.000 

0.00 

0.00 







Non-command 

Older Alluvium 

1.390 

1.18 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.20 

0.20 

0.15 

0.006 

0.03 

0.03 


Madhogarh 

0821000502534700 

2.184 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.184 

3.83 

0.015 

0.03 

0.00 

0.00 

0.00 

0.03 

0.13 

0.08 

0.10 

0.008 

0.32 

0.49 


Makreda 

0821000402517700 

1.046 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.046 

2.58 

0.020 

0.02 

0.00 

0.00 

0.00 

0.03 

0.04 

0.03 

0.06 

0.005 

0.46 

0.66 


Malipura 

0821000402519500 

1.271 

Fresh 

Non-command 

Non-command 

Gneisses 

0.730 

3.34 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.02 

0.004 

0.27 

0.38 


Malpura (Kaliyawas) 

0821000402521300 

2.150 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.150 

3.05 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.20 

0.14 

0.30 

0.010 

0.46 

0.66 


Malpuriya 

0820000102391200 

11.921 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.054 

1.29 

0.100 

0.00 

0.00 

0.00 

0.00 

0.03 

-0.02 

-0.02 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

2.199 

1.29 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.35 

0.29 

0.04 

0.010 

0.07 

0.08 


Mandawas 

0821000402517200 

1.913 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.913 

2.39 

0.020 

0.03 

0.00 

0.00 

0.00 

0.03 

0.09 

0.07 

0.09 

0.009 

0.46 

0.65 


Mandera 

0821000402522300 

0.977 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.594 

3.25 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.05 

0.14 

0.003 

0.27 

0.38 







Non-command 

Gneisses(B.G.C) 

0.383 

3.25 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.07 

0.002 

0.18 

0.25 


Manpura 

0820000202407900 

7.057 

Fresh 

Non-command 

Non-command 

Gneisses 

0.542 

3.28 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.03 

0.003 

0.03 

0.04 





Saline 

Non-command 

Non-command 

Gneisses 

5.711 

3.28 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.43 

0.33 

0.19 

0.029 

0.36 

0.46 


Mediya (Naya Nagar) 

0821000402517900 

3.908 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

3.403 

2.73 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.22 

0.15 

0.08 

0.016 

0.41 

0.58 







Non-command 

Gneisses 

0.480 

2.73 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.002 

0.06 

0.08 


Mesiya 

0820000202405300 

7.155 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.973 

1.43 

0.100 

0.13 

0.02 

0.00 

0.00 

0.00 

0.97 

1.04 

0.47 

0.030 

0.31 

0.29 







Non-command 

Gneisses 

1.137 

1.43 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.09 

0.006 

0.06 

0.05 





Saline 

Non-command 

Non-command 

Gneisses 

0.044 

1.43 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mohra 

0820000202410400 

5.341 

Saline 

Non-command 

Non-command 

Gneisses 

5.341 

2.25 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.28 

0.24 

0.12 

0.027 

0.39 

0.45 


Mohrai 

0820000102399200 

11.963 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.961 

1.05 

0.100 

0.21 

0.01 

0.00 

0.00 

0.00 

1.25 

1.13 

0.79 

0.046 

0.32 

0.35 







Non-command 

Younger Alluvium 

2.000 

1.05 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.29 

0.26 

0.14 

0.009 

0.06 

0.07 


Moondoti 

0821000502538600 

4.120 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.120 

2.68 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.18 

0.13 

0.07 

0.015 

0.46 

0.64 


Moyana 

0821000502537100 

6.201 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.567 

2.76 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.002 

0.04 

0.05 


Mundawa 

0820000102391700 

7.436 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.436 

0.31 

0.100 

0.08 

0.01 

0.00 

0.00 

0.01 

0.29 

0.24 

0.26 

0.034 

0.37 

0.45 


Nahargarh 

0820000202410600 

8.561 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

4.495 

6.17 

0.020 

0.02 

0.00 

0.00 

0.00 

0.02 

0.55 

0.36 

0.05 

0.023 

0.18 

0.27 


Naharpura 

0820000202405700 

5.568 

Saline 

Non-command 

Non-command 

Gneisses 

5.568 

1.25 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.17 

0.19 

0.10 

0.028 

0.37 

0.33 



0820000202409900 

12.422 

Saline 

Non-command 

Non-command 

Gneisses 

11.658 

2.32 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.62 

0.52 

0.28 

0.059 

0.39 

0.46 


Nanana 

0820000202405900 

9.270 

Saline 

Non-command 

Non-command 

Gneisses 

9.270 

1.32 

0.020 

0.11 

0.01 

0.00 

0.00 

0.00 

0.34 

0.38 

0.37 

0.047 

0.37 

0.33 


Narbad Khera 

0821000402520800 

3.496 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.789 

3.43 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.10 

0.07 

0.009 

0.24 

0.33 


Nayasar 

0821000402515500 

0.896 

Saline 

Non-command 

Non-command 

Gneisses 

0.896 

2.86 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.02 

0.004 

0.44 

0.61 


Neemgarh 

0821000502535500 

2.593 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.544 

1.98 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.08 

0.009 

0.44 

0.58 


Nimbera Khurd 

0820000102398700 

10.314 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.314 

1.27 

0.100 

0.14 

0.02 

0.00 

0.00 

0.00 

1.43 

1.47 

0.51 

0.048 

0.37 

0.36 


Noondri Maldeo (Rural) 

0821000402521100 

2.497 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.497 

3.09 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.19 

0.13 

0.13 

0.012 

0.47 

0.66 


Noondri Medratan 

0821000402518100 

4.169 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.994 

2.93 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.10 

0.005 

0.11 

0.16 







Non-command 

Gneisses 

3.175 

2.93 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.20 

0.14 

0.24 

0.015 

0.36 

0.51 


Pakhariyawas 

0821000402516700 

2.200 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.164 

2.11 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.13 

0.10 

0.18 

0.010 

0.45 

0.61 


Paliyawas 

0820000102398100 

13.547 

Fresh 

Non-command 

Non-command 

Gneisses 

8.354 

1.42 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.22 

0.20 

0.16 

0.039 

0.23 

0.26 





Saline 

Non-command 

Non-command 

Gneisses 

5.193 

1.42 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.06 

0.024 

0.14 

0.16 


Patan 

0820000202409300 

13.928 

Saline 

Non-command 

Non-command 

Gneisses 

13.928 

1.57 

0.020 

0.05 

0.00 

0.00 

0.00 

0.03 

0.46 

0.50 

0.12 

0.070 

0.37 

0.34 


Patus 

0820000102392000 

6.573 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.392 

1.59 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.17 

0.00 

0.006 

0.08 

0.10 







Non-command 

Younger Alluvium 

1.138 

1.59 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.17 

0.00 

0.005 

0.06 

0.08 


Peelpaya 

0820000202410500 

10.991 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

6.516 

3.38 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.46 

0.34 

0.06 

0.033 

0.22 

0.30 







Non-command 

Gneisses 

4.475 

3.38 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.32 

0.24 

0.05 

0.022 

0.15 

0.21 


Peepaliya Khurd 

0820000102391800 

8.949 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.185 

0.83 

0.100 

0.16 

0.02 

0.00 

0.00 

0.02 

0.63 

0.51 

0.61 

0.029 

0.26 

0.32 







Non-command 

Younger Alluvium 

2.764 

0.83 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.33 

0.27 

0.28 

0.013 

0.11 

0.14 


Peeplai 

0821000502534400 

7.036 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.036 

2.53 

0.015 

0.04 

0.00 

0.00 

0.00 

0.03 

0.28 

0.20 

0.12 

0.026 

0.44 

0.60 


Phoolmal 

0820000102395100 

12.459 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.230 

1.59 

0.100 

0.08 

0.00 

0.00 

0.00 

0.01 

0.59 

0.46 

0.29 

0.015 

0.10 

0.12 







Non-command 

Younger Alluvium 

7.209 

1.59 

0.120 

0.16 

0.01 

0.00 

0.00 

0.00 

1.52 

1.20 

0.59 

0.033 

0.21 

0.27 


Pilani 

0821000402515600 

1.571 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.196 

2.67 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.06 

0.08 







Non-command 

Gneisses 

1.375 

2.67 

0.015 

0.01 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.01 

0.007 

0.40 

0.55 


Pratapgarh 

0820000202410000 

9.281 

Saline 

Non-command 

Non-command 

Gneisses 

9.044 

2.46 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.53 

0.45 

0.35 

0.045 

0.40 

0.47 


Prithviraj Khera 

0821000302512800 

4.399 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.329 

3.47 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.27 

0.19 

0.18 

0.022 

0.27 

0.40 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.070 

3.47 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.03 

0.007 

0.09 

0.13 


Rabariyas 

0820000102395400 

27.891 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.867 

1.27 

0.100 

0.14 

0.01 

0.00 

0.00 

0.00 

1.38 

1.28 

0.48 

0.046 

0.13 

0.14 


Rahman Khera 

0821000402515400 

2.269 

Saline 

Non-command 

Non-command 

Gneisses 

2.269 

2.87 

0.015 

0.10 

0.01 

0.00 

0.00 

0.01 

0.18 

0.13 

0.40 

0.011 

0.44 

0.61 


Rajendra 

0821000402523500 

0.308 

Fresh 

Non-command 

Non-command 

Gneisses 

0.168 

3.39 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.24 

0.32 


Rajor 

0825000102956200 

6.968 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.123 

3.13 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.01 

0.007 

0.06 

0.08 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Lakhina Panabaori 

0820000202409000 

0.06 

0.05 

175.92 

0.06 

0.00 

0.06 

0.03 

0.41 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.072 

0.004 

0.068 

0.077 

113.46 

Over Exploited 

Lalpura 

0820000202408000 

0.06 

0.07 

########## 

0.09 

- 

0.09 

0.03 

0.32 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.097 

0.005 

0.092 

0.069 

74.47 

Semi Critical 

Lamana 

0821000302514000 

0.07 

0.00 

7,974.44 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.023 

15,272.13 

Over Exploited 

Lasadiya 

0821000402516900 

0.06 

0.13 

56.70 

0.15 

0.03 

0.18 

0.06 

0.52 

0.02 

0.0300 

- 

- 

0.026 

0.056 

0.072 

0.252 

0.013 

0.240 

0.310 

129.05 

Over Exploited 

Lasani -1 

0821000402516800 

0.06 

0.07 

30.77 

0.08 

0.01 

0.09 

0.06 

0.52 

0.01 

0.0100 

- 

- 

0.020 

0.030 

0.039 

0.131 

0.007 

0.125 

0.113 

90.79 

Critical 

Lasni 

0820000102395200 

0.15 

0.13 

322.81 

0.15 

0.03 

0.18 

0.02 

0.17 

- 

0.0300 

- 

- 

0.029 

0.059 

0.059 

0.240 

0.012 

0.228 

0.289 

126.61 

Over Exploited 



0.15 

0.23 

281.72 

0.28 

0.01 

0.29 

0.02 

0.24 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.326 

0.016 

0.310 

0.345 

111.52 

Over Exploited 

Lawamali 

0820000202405000 

0.12 

0.00 

3,239.18 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.012 

311.33 

Over Exploited 



0.06 

0.05 

166.44 

0.06 

- 

0.06 

0.03 

0.35 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.072 

0.004 

0.069 

0.052 

74.98 

Semi Critical 

Leeri 

0821000302514300 

0.07 

0.00 

4,773.96 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.011 

0.093 

881.26 

Over Exploited 

Loolwa 

0821000502538800 

0.05 

0.00 

4,390.96 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.034 

5,061.14 

Over Exploited 

Lototi 

0820000102390800 

0.07 

0.00 

########## 

0.00 

0.02 

0.02 

0.00 

0.00 

- 

- 

- 

- 

0.023 

0.023 

0.023 

0.039 

0.002 

0.037 

0.000 

0.25 

Safe 



0.15 

0.01 

3,412.06 

0.01 

0.00 

0.01 

0.00 

0.03 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.018 

0.001 

0.017 

0.156 

901.33 

Over Exploited 

Madhogarh 

0821000502534700 

0.05 

0.04 

125.86 

0.05 

0.03 

0.07 

0.04 

0.37 

0.00 

0.0100 

- 

- 

0.040 

0.050 

0.055 

0.126 

0.006 

0.120 

0.105 

87.54 

Semi Critical 

Makreda 

0821000402517700 

0.04 

0.02 

47.31 

0.02 

0.03 

0.06 

0.06 

0.52 

0.00 

0.0100 

- 

- 

0.050 

0.060 

0.063 

0.119 

0.006 

0.113 

0.062 

54.82 

Safe 

Malipura 

0821000402519500 

0.11 

0.02 

53.55 

0.03 

- 

0.03 

0.03 

0.30 

0.00 

- 

- 

- 

- 

- 

0.003 

0.028 

0.001 

0.027 

0.028 

102.19 

Over Exploited 

Malpura (Kaliyawas) 

0821000402521300 

0.06 

0.06 

126.28 

0.07 

0.01 

0.09 

0.06 

0.52 

0.01 

0.0600 

- 

- 

0.005 

0.065 

0.072 

0.159 

0.008 

0.151 

0.312 

206.52 

Over Exploited 

Malpuriya 

0820000102391200 

0.15 

0.00 

(111,023.94) 

0.00 

0.03 

0.03 

0.00 

0.00 

- 

- 

- 

- 

0.039 

0.039 

0.039 

0.065 

0.003 

0.061 

0.000 

0.41 

Safe 



0.15 

0.02 

1,165.21 

0.03 

- 

0.03 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.027 

0.001 

0.026 

0.046 

179.55 

Over Exploited 

Mandawas 

0821000402517200 

0.06 

0.05 

23.66 

0.07 

0.03 

0.09 

0.06 

0.52 

0.01 

0.0100 

- 

- 

0.040 

0.050 

0.057 

0.149 

0.007 

0.141 

0.099 

70.30 

Semi Critical 

Mandera 

0821000402522300 

0.06 

0.01 

372.81 

0.01 

0.01 

0.02 

0.03 

0.31 

0.00 

0.0300 

- 

- 

0.003 

0.033 

0.034 

0.058 

0.003 

0.055 

0.141 

255.76 

Over Exploited 



0.06 

0.00 

577.70 

0.00 

- 

0.00 

0.02 

0.20 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.015 

0.001 

0.015 

0.074 

504.99 

Over Exploited 

Manpura 

0820000202407900 

0.06 

0.00 

3,099.78 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.032 

2,311.33 

Over Exploited 



0.06 

0.12 

########## 

0.15 

0.01 

0.16 

0.04 

0.40 

0.01 

0.0200 

- 

- 

- 

0.020 

0.034 

0.190 

0.010 

0.181 

0.215 

118.83 

Over Exploited 

Mediya (Naya Nagar) 

0821000402517900 

0.04 

0.06 

174.63 

0.07 

- 

0.07 

0.05 

0.46 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.083 

0.004 

0.079 

0.095 

120.89 

Over Exploited 



0.11 

0.00 

356.59 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.009 

245.25 

Over Exploited 

Mesiya 

0820000202405300 

0.12 

0.22 

367.62 

0.27 

0.02 

0.29 

0.03 

0.34 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.338 

0.017 

0.321 

0.503 

156.66 

Over Exploited 



0.06 

0.00 

1,305.48 

0.00 

- 

0.00 

0.01 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.014 

0.092 

649.77 

Over Exploited 



0.06 

0.00 

22,687.62 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mohra 

0820000202410400 

0.06 

0.12 

92.87 

0.15 

0.00 

0.15 

0.04 

0.43 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.172 

0.009 

0.164 

0.147 

89.77 

Semi Critical 

Mohrai 

0820000102399200 

0.15 

0.47 

138.16 

0.57 

0.01 

0.58 

0.03 

0.35 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.610 

0.031 

0.580 

0.838 

144.59 

Over Exploited 



0.15 

0.02 

1,282.42 

0.02 

0.00 

0.02 

0.01 

0.07 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.035 

0.002 

0.033 

0.153 

464.60 

Over Exploited 

Moondoti 

0821000502538600 

0.05 

0.10 

25.07 

0.12 

0.01 

0.13 

0.06 

0.52 

0.01 

0.0100 

- 

- 

0.015 

0.025 

0.037 

0.167 

0.008 

0.159 

0.080 

50.48 

Safe 

Moyana 

0821000502537100 

0.05 

0.00 

1,530.93 

0.00 

0.00 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.004 

0.000 

0.004 

0.002 

58.77 

Safe 

Mundawa 

0820000102391700 

0.15 

0.42 

(41.88) 

0.33 

0.02 

0.35 

0.04 

0.41 

- 

0.0300 

- 

- 

0.010 

0.040 

0.040 

0.389 

0.019 

0.370 

0.298 

80.70 

Semi Critical 

Nahargarh 

0820000202410600 

0.06 

0.05 

645.98 

0.06 

0.02 

0.08 

0.02 

0.20 

0.01 

0.0100 

- 

- 

0.035 

0.045 

0.051 

0.131 

0.007 

0.124 

0.076 

60.74 

Safe 

Naharpura 

0820000202405700 

0.06 

0.12 

49.88 

0.15 

0.00 

0.15 

0.03 

0.40 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.163 

0.008 

0.155 

0.130 

83.85 

Semi Critical 


0820000202409900 

0.06 

0.27 

91.73 

0.33 

0.01 

0.34 

0.04 

0.43 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.366 

0.018 

0.348 

0.335 

96.26 

Critical 

Nanana 

0820000202405900 

0.06 

0.21 

84.37 

0.25 

0.01 

0.26 

0.03 

0.40 

- 

0.0400 

- 

- 

0.005 

0.045 

0.045 

0.305 

0.015 

0.290 

0.419 

144.42 

Over Exploited 

Narbad Khera 

0821000402520800 

0.06 

0.03 

284.16 

0.03 

0.00 

0.03 

0.03 

0.27 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.014 

0.047 

0.002 

0.044 

0.083 

186.92 

Over Exploited 

Nayasar 

0821000402515500 

0.11 

0.04 

(20.80) 

0.03 

0.00 

0.04 

0.05 

0.49 

0.01 

- 

- 

- 

0.001 

0.001 

0.007 

0.042 

0.002 

0.040 

0.026 

65.65 

Safe 

Neemgarh 

0821000502535500 

0.05 

0.06 

22.74 

0.07 

- 

0.07 

0.05 

0.49 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.088 

0.004 

0.083 

0.085 

102.36 

Over Exploited 

Nimbera Khurd 

0820000102398700 

0.15 

0.58 

154.25 

0.70 

0.02 

0.72 

0.03 

0.41 

- 

0.0600 

- 

- 

0.004 

0.064 

0.064 

0.782 

0.039 

0.743 

0.553 

74.36 

Semi Critical 

Noondri Maldeo (Rural) 

0821000402521100 

0.06 

0.07 

85.85 

0.09 

0.00 

0.09 

0.06 

0.52 

0.01 

0.0100 

- 

- 

0.007 

0.017 

0.026 

0.116 

0.006 

0.111 

0.138 

124.92 

Over Exploited 

Noondri Medratan 

0821000402518100 

0.04 

0.00 

1,225.83 

0.01 

0.00 

0.01 

0.01 

0.13 

0.00 

0.0100 

- 

- 

0.007 

0.017 

0.018 

0.028 

0.001 

0.026 

0.105 

400.49 

Over Exploited 



0.11 

0.12 

10.38 

0.14 

0.01 

0.15 

0.04 

0.40 

0.02 

0.0300 

- 

- 

0.007 

0.037 

0.052 

0.203 

0.010 

0.193 

0.257 

133.29 

Over Exploited 

Pakhariyawas 

0821000402516700 

0.06 

0.06 

60.31 

0.07 

0.01 

0.08 

0.06 

0.50 

0.01 

0.0200 

- 

- 

- 

0.020 

0.027 

0.109 

0.005 

0.103 

0.190 

184.30 

Over Exploited 

Paliyawas 

0820000102398100 

0.06 

0.12 

69.12 

0.14 

0.01 

0.15 

0.02 

0.26 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.170 

0.008 

0.161 

0.202 

124.83 

Over Exploited 



0.06 

0.05 

162.44 

0.05 

- 

0.05 

0.01 

0.16 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.064 

0.003 

0.061 

0.084 

137.94 

Over Exploited 

Patan 

0820000202409300 

0.06 

0.31 

62.20 

0.37 

0.03 

0.40 

0.03 

0.40 

- 

0.0100 

- 

- 

0.042 

0.052 

0.052 

0.452 

0.023 

0.429 

0.190 

44.24 

Safe 

Patus 

0820000102392000 

0.15 

0.02 

950.34 

0.02 

0.00 

0.02 

0.01 

0.09 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.026 

0.001 

0.025 

0.006 

25.75 

Safe 



0.15 

0.01 

1,461.42 

0.01 

0.00 

0.01 

0.01 

0.07 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.013 

0.001 

0.013 

0.005 

41.68 

Safe 

Peelpaya 

0820000202410500 

0.06 

0.09 

287.53 

0.11 

0.01 

0.12 

0.03 

0.25 

0.01 

0.0100 

- 

- 

0.022 

0.032 

0.042 

0.162 

0.008 

0.154 

0.091 

58.89 

Safe 



0.06 

0.04 

470.87 

0.05 

0.01 

0.06 

0.02 

0.17 

0.00 

0.0100 

- 

- 

0.009 

0.019 

0.023 

0.079 

0.004 

0.075 

0.070 

93.98 

Critical 

Peepaliya Khurd 

0820000102391800 

0.15 

0.24 

112.77 

0.29 

0.04 

0.32 

0.03 

0.28 

- 

0.0700 

- 

- 

0.027 

0.097 

0.097 

0.421 

0.021 

0.400 

0.640 

159.92 

Over Exploited 



0.15 

0.05 

458.25 

0.06 

0.01 

0.07 

0.01 

0.13 

- 

0.0300 

- 

- 

0.004 

0.034 

0.034 

0.103 

0.005 

0.098 

0.289 

294.28 

Over Exploited 

Peeplai 

0821000502534400 

0.05 

0.16 

22.92 

0.20 

0.03 

0.23 

0.05 

0.49 

0.02 

0.0100 

- 

- 

0.046 

0.056 

0.076 

0.302 

0.015 

0.287 

0.145 

50.58 

Safe 

Phoolmal 

0820000102395100 

0.15 

0.05 

894.35 

0.06 

0.01 

0.06 

0.01 

0.11 

- 

0.0100 

- 

- 

0.011 

0.021 

0.021 

0.084 

0.004 

0.080 

0.309 

388.31 

Over Exploited 



0.15 

0.23 

417.76 

0.28 

0.01 

0.29 

0.02 

0.24 

- 

0.0200 

- 

- 

0.006 

0.027 

0.027 

0.319 

0.016 

0.303 

0.621 

205.27 

Over Exploited 

Pilani 

0821000402515600 

0.04 

0.00 

1,604.73 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.006 

1,075.91 

Over Exploited 



0.11 

0.06 

(65.05) 

0.05 

0.04 

0.08 

0.05 

0.44 

0.01 

- 

- 

- 

0.054 

0.054 

0.061 

0.145 

0.007 

0.138 

0.021 

14.97 

Safe 

Pratapgarh 

0820000202410000 

0.06 

0.21 

593,246.13 

0.26 

0.01 

0.27 

0.04 

0.44 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.307 

0.015 

0.291 

0.399 

137.09 

Over Exploited 

Prithviraj Khera 

0821000302512800 

0.07 

0.07 

173.22 

0.08 

0.01 

0.09 

0.03 

0.31 

0.01 

0.0200 

- 

- 

- 

0.020 

0.028 

0.120 

0.006 

0.114 

0.206 

180.92 

Over Exploited 



0.07 

0.01 

780.99 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.008 

0.036 

438.15 

Over Exploited 

Rabariyas 

0820000102395400 

0.15 

0.20 

545.61 

0.24 

0.01 

0.25 

0.01 

0.15 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.267 

0.013 

0.254 

0.528 

207.99 

Over Exploited 

Rahman Khera 

0821000402515400 

0.11 

0.11 

17.58 

0.13 

0.02 

0.15 

0.05 

0.50 

0.01 

0.0400 

- 

- 

0.014 

0.054 

0.067 

0.216 

0.011 

0.205 

0.406 

198.13 

Over Exploited 

Rajendra 

0821000402523500 

0.11 

0.00 

44.78 

0.01 

- 

0.01 

0.03 

0.27 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.019 

339.29 

Over Exploited 

Rajor 

0825000102956200 

0.04 

0.00 

1,560.96 

0.00 

0.00 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

0.004 

0.004 

0.004 

0.010 

0.001 

0.010 

0.018 

184.74 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Ramawas 

082100040251970C 

2.969 

Fresh 

Non-command 

Non-command 

Gneisses 

0.152 

3.18 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.03 





Saline 

Non-command 

Non-command 

Gneisses 

2.816 

3.18 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.11 

0.08 

0.014 

0.44 

0.61 



082000020240560C 

5.166 

Saline 

Non-command 

Non-command 

Gneisses 

5.166 

1.32 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.16 

0.18 

0.14 

0.026 

0.37 

0.33 


Ramawas Kalan 

082000010239090C 

9.160 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.981 

0.90 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.03 

0.005 

0.04 

0.05 







Non-command 

Younger Alluvium 

0.640 

0.90 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.04 

0.003 

0.03 

0.03 


Ramawas Khurd 

082000010239100C 

5.940 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.010 

1.13 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

1.580 

1.13 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.17 

0.00 

0.007 

0.10 

0.12 


Ramgarh 

0820000202409700 

9.495 

Saline 

Non-command 

Non-command 

Gneisses 

9.495 

1.62 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.33 

0.32 

0.05 

0.048 

0.38 

0.40 


Ramgarh Chang 

0820000202408800 

3.233 

Saline 

Non-command 

Non-command 

Gneisses 

3.190 

2.52 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.20 

0.17 

0.16 

0.016 

0.41 

0.49 


Ramgarh Jhoontha 

0821000402521800 

0.849 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.849 

3.01 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.05 

0.03 

0.04 

0.004 

0.46 

0.65 


Ramgarh Sedontan 

0820000202407600 

5.208 

Fresh 

Non-command 

Non-command 

Gneisses 

3.867 

3.60 

0.020 

0.17 

0.02 

0.00 

0.00 

0.00 

0.43 

0.35 

0.66 

0.019 

0.32 

0.39 


Rampura 

0821000502534800 

15.044 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

13.438 

3.62 

0.015 

0.04 

0.00 

0.00 

0.00 

0.03 

0.74 

0.52 

0.10 

0.050 

0.32 

0.45 


Rampura (Gunda Ka Bala) 

0821000402521200 

1.859 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.855 

3.19 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.16 

0.11 

0.19 

0.009 

0.46 

0.65 


Rampura Gaina 

0821000502538300 

1.634 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.357 

2.27 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.12 

0.005 

0.38 

0.52 


Rampura Mewatiyan (Rural) 

0821000402517600 

0.534 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.322 

2.42 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.09 

0.06 

0.31 

0.002 

0.28 

0.40 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.212 

2.42 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.04 

0.03 

0.16 

0.001 

0.18 

0.26 


Ramsar Balaiyan 

0821000402518400 

2.030 

Saline 

Non-command 

Non-command 

Gneisses 

2.030 

2.96 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.05 

0.010 

0.47 

0.66 


Ramsar Mohalla 

0821000402522200 

0.401 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.401 

3.25 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.07 

0.002 

0.44 

0.61 


Rani Sagar 

0821000502535000 

2.337 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.316 

2.66 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.09 

0.12 

0.009 

0.39 

0.54 


Ras 

0820000102398200 

72.287 

Fresh 

Non-command 

Non-command 

Older Alluvium 

20.512 

1.44 

0.100 

0.34 

0.05 

0.00 

0.00 

0.00 

3.25 

3.14 

1.24 

0.095 

0.11 

0.11 







Non-command 

Gneisses 

40.815 

1.44 

0.015 

0.29 

0.03 

0.00 

0.00 

0.00 

1.14 

1.10 

0.91 

0.189 

0.21 

0.22 





Saline 

Non-command 

Non-command 

Gneisses 

4.490 

1.44 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.06 

0.021 

0.02 

0.02 


Ratangarh 

0821000302511800 

7.519 

Fresh 

Non-command 

Non-command 

Gneisses 

3.543 

1.87 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.12 

0.10 

0.19 

0.023 

0.18 

0.21 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.086 

1.87 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.00 

0.01 







Non-command 

Gneisses 

3.889 

1.87 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.11 

0.06 

0.025 

0.20 

0.23 



0821000502536400 

3.355 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.247 

2.71 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.01 

0.005 

0.16 

0.19 


Ratanpura Jhoontha 

0821000402516200 

0.979 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.979 

2.39 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.06 

0.005 

0.45 

0.62 


Ratanpura Sardara 

0821000402518200 

3.320 

Saline 

Non-command 

Non-command 

Gneisses 

3.320 

2.93 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.16 

0.11 

0.09 

0.016 

0.47 

0.66 


Ratdiya 

0820000202409100 

19.750 

Saline 

Non-command 

Non-command 

Gneisses 

19.431 

2.14 

0.020 

0.14 

0.02 

0.00 

0.00 

0.00 

0.95 

0.98 

0.43 

0.098 

0.38 

0.37 


Rawaniya 

0820000202410200 

9.993 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

5.597 

3.02 

0.020 

0.09 

0.01 

0.00 

0.00 

0.05 

0.37 

0.27 

0.31 

0.028 

0.23 

0.32 







Non-command 

Gneisses 

4.396 

3.02 

0.020 

0.08 

0.01 

0.00 

0.00 

0.01 

0.33 

0.24 

0.31 

0.022 

0.18 

0.25 


Rayta Khera 

0821000402522600 

2.832 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.100 

3.52 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.000 

0.01 

0.02 


Relmal Kalan 

0821000402514700 

1.401 

Saline 

Non-command 

Non-command 

Gneisses 

1.401 

2.85 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.06 

0.04 

0.03 

0.007 

0.46 

0.66 


Relra 

0820000202406200 

4.995 

Saline 

Non-command 

Non-command 

Gneisses 

4.995 

2.25 

0.020 

0.08 

0.01 

0.00 

0.00 

0.01 

0.29 

0.32 

0.30 

0.025 

0.37 

0.34 


Roop Nagar 

0820000102397800 

5.859 

Fresh 

Non-command 

Non-command 

Gneisses 

5.859 

0.90 

0.015 

0.06 

0.01 

0.00 

0.00 

0.04 

0.09 

0.08 

0.21 

0.027 

0.38 

0.43 


Roopaheli 

0821000402521600 

1.006 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.006 

2.87 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.07 

0.05 

0.06 

0.005 

0.46 

0.66 


Roopnagar 

0821000402514500 

6.346 

Saline 

Non-command 

Non-command 

Gneisses 

6.337 

2.69 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.31 

0.22 

0.18 

0.031 

0.45 

0.62 


Roopnagar Thoriya 

0821000302512000 

6.996 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.906 

2.15 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.006 

0.05 

0.06 







Non-command 

Gneisses 

6.090 

2.15 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.20 

0.18 

0.04 

0.040 

0.33 

0.38 


Rudlai 

0821000302514100 

3.430 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.332 

2.92 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.05 

0.002 

0.03 

0.05 


Sabalpura 

0820000202407500 

3.809 

Saline 

Non-command 

Non-command 

Gneisses 

2.720 

3.16 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.20 

0.17 

0.11 

0.014 

0.30 

0.36 


Sadabhoj Ka Badiya 

0825000102956000 

2.819 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.944 

3.80 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.15 

0.12 

0.14 

0.011 

0.27 

0.36 


Sailpura 

0820000202408900 

2.451 

Saline 

Non-command 

Non-command 

Gneisses 

2.431 

2.50 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.14 

0.07 

0.012 

0.39 

0.40 


Samokhi 

0820000102399000 

14.021 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.599 

1.15 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.44 

0.41 

0.08 

0.017 

0.10 

0.11 







Non-command 

Younger Alluvium 

7.841 

1.15 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

1.13 

1.04 

0.17 

0.036 

0.22 

0.24 


Saradhana 

0821000402515200 

1.767 

Saline 

Non-command 

Non-command 

Gneisses 

1.767 

2.77 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.05 

0.009 

0.45 

0.60 



0820000202408300 

2.956 

Saline 

Non-command 

Non-command 

Gneisses 

2.260 

2.85 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.11 

0.07 

0.011 

0.35 

0.48 


Sargaon 

0821000402515700 

3.246 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.815 

2.70 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.07 

0.004 

0.11 

0.16 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.436 

2.70 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.09 

0.007 

0.20 

0.27 







Non-command 

Gneisses 

0.995 

2.70 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.05 

0.005 

0.14 

0.19 


Sarhiyan 

0821000502536200 

6.097 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.834 

2.59 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.26 

0.21 

0.09 

0.022 

0.40 

0.49 


Sarkana 

0821000502538500 

1.806 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.806 

2.47 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.08 

0.06 

0.09 

0.007 

0.46 

0.63 


Sarmaliya 

0821000402515900 

3.969 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.885 

2.48 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.12 

0.004 

0.10 

0.14 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

3.084 

2.48 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.23 

0.17 

0.34 

0.015 

0.36 

0.50 


Semla 

0821000402521700 

0.496 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.496 

2.95 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.002 

0.46 

0.65 


Sendara 

0820000202407200 

7.381 

Fresh 

Non-command 

Non-command 

Gneisses 

5.271 

4.50 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.56 

0.52 

0.38 

0.026 

0.29 

0.32 





Saline 

Non-command 

Non-command 

Gneisses 

1.557 

4.50 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.15 

0.07 

0.008 

0.09 

0.09 


Senspura 

0821000402517100 

1.565 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.565 

2.57 

0.020 

0.02 

0.00 

0.00 

0.00 

0.02 

0.08 

0.06 

0.08 

0.008 

0.47 

0.66 


Sewariya 

0820000102397600 

26.764 

Fresh 

Non-command 

Non-command 

Gneisses 

22.640 

0.53 

0.015 

0.15 

0.02 

0.00 

0.00 

0.00 

0.31 

0.23 

0.48 

0.105 

0.32 

0.43 


Shahpura 

0820000202406000 

2.540 

Saline 

Non-command 

Non-command 

Gneisses 

2.540 

1.72 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.12 

0.07 

0.013 

0.37 

0.34 


Shergarh 

0820000202408200 

1.699 

Saline 

Non-command 

Non-command 

Gneisses 

1.612 

2.91 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.02 

0.008 

0.42 

0.57 


Shivnathpura 

0821000402519200 

2.645 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.645 

3.14 

0.020 

0.02 

0.00 

0.00 

0.00 

0.02 

0.16 

0.12 

0.05 

0.013 

0.47 

0.66 


Shivpura 

0821000302512100 

12.986 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

10.913 

3.25 

0.020 

0.06 

0.00 

0.00 

0.00 

0.02 

0.75 

0.57 

0.13 

0.071 

0.32 

0.42 







Non-command 

Gneisses 

2.073 

3.25 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.01 

0.014 

0.06 

0.08 


Shobhapura 

0821000402517400 

0.768 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.505 

2.41 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.002 

0.31 

0.43 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.264 

2.41 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.16 

0.23 


Shyam Garh 

0821000502535700 

10.837 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.136 

2.02 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.004 

0.05 

0.06 


Singhariya 

0821000402520900 

3.285 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.256 

3.33 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.25 

0.17 

0.11 

0.016 

0.46 

0.65 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Ramawas 

0821000402519700 

0.11 

0.00 

1,192.26 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.007 

1,358.43 

Over Exploited 



0.11 

0.14 

(18.47) 

0.11 

- 

0.11 

0.05 

0.49 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.137 

0.007 

0.130 

0.093 

71.29 

Semi Critical 


0820000202405600 

0.06 

0.11 

57.13 

0.14 

0.01 

0.15 

0.03 

0.40 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.178 

0.009 

0.169 

0.170 

100.33 

Over Exploited 

Ramawas Kalan 

0820000102390900 

0.15 

0.01 

1,297.59 

0.01 

0.00 

0.01 

0.00 

0.04 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.010 

0.001 

0.010 

0.035 

346.50 

Over Exploited 



0.15 

0.00 

2,582.61 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.039 

1,376.36 

Over Exploited 

Ramawas Khurd 

0820000102391000 

0.15 

0.00 

(203,446.14) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.008 

0.000 

0.008 

0.000 

0.58 

Safe 



0.15 

0.02 

642.08 

0.03 

0.00 

0.03 

0.01 

0.11 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.028 

0.001 

0.027 

0.007 

27.22 

Safe 

Ramgarh 

0820000202409700 

0.06 

0.22 

46.51 

0.26 

0.01 

0.27 

0.04 

0.42 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.284 

0.014 

0.269 

0.102 

37.76 

Safe 

Ramgarh Chang 

0820000202408800 

0.06 

0.08 

113.46 

0.09 

0.01 

0.10 

0.04 

0.46 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.135 

0.007 

0.128 

0.178 

139.10 

Over Exploited 

Ramgarh Jhoontha 

0821000402521800 

0.06 

0.02 

34.85 

0.03 

0.01 

0.04 

0.06 

0.52 

0.00 

0.0100 

- 

- 

0.022 

0.032 

0.035 

0.079 

0.004 

0.075 

0.040 

53.31 

Safe 

Ramgarh Sedontan 

0820000202407600 

0.06 

0.07 

141,005.14 

0.09 

0.02 

0.11 

0.04 

0.35 

0.01 

0.0700 

- 

- 

- 

0.070 

0.078 

0.186 

0.009 

0.177 

0.681 

384.93 

Over Exploited 

Rampura 

0821000502534800 

0.05 

0.22 

132.01 

0.27 

0.03 

0.30 

0.04 

0.36 

0.03 

0.0100 

- 

- 

0.047 

0.057 

0.085 

0.385 

0.019 

0.366 

0.147 

40.12 

Safe 

Rampura (Gunda Ka Bala) 

0821000402521200 

0.06 

0.05 

111.88 

0.06 

0.01 

0.07 

0.06 

0.52 

0.01 

0.0400 

- 

- 

- 

0.040 

0.047 

0.120 

0.006 

0.114 

0.201 

176.58 

Over Exploited 

Rampura Gaina 

0821000502538300 

0.05 

0.03 

105.90 

0.03 

- 

0.03 

0.05 

0.42 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.046 

0.002 

0.043 

0.124 

285.79 

Over Exploited 

Rampura Mewatiyan (Rural) 

0821000402517600 

0.06 

0.01 

989.01 

0.01 

0.01 

0.02 

0.03 

0.31 

0.00 

0.0300 

- 

- 

- 

0.030 

0.031 

0.047 

0.002 

0.045 

0.307 

681.62 

Over Exploited 



0.04 

0.00 

1,728.08 

0.00 

0.01 

0.01 

0.02 

0.21 

0.00 

0.0200 

- 

- 

- 

0.020 

0.020 

0.032 

0.002 

0.030 

0.164 

538.49 

Over Exploited 

Ramsar Balaiyan 

0821000402518400 

0.11 

0.10 

(32.76) 

0.08 

0.00 

0.08 

0.06 

0.52 

0.01 

0.0100 

- 

- 

0.001 

0.011 

0.024 

0.108 

0.005 

0.103 

0.057 

55.30 

Safe 

Ramsar Mohalla 

0821000402522200 

0.06 

0.01 

170.01 

0.01 

- 

0.01 

0.06 

0.50 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.024 

0.001 

0.023 

0.069 

301.92 

Over Exploited 

Rani Sagar 

0821000502535000 

0.05 

0.05 

83.60 

0.06 

- 

0.06 

0.05 

0.44 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.074 

0.004 

0.070 

0.128 

181.38 

Over Exploited 

Ras 

0820000102398200 

0.15 

0.33 

858.24 

0.39 

0.05 

0.44 

0.01 

0.12 

- 

0.1400 

- 

- 

- 

0.140 

0.140 

0.583 

0.029 

0.554 

1.336 

241.09 

Over Exploited 



0.06 

0.52 

112.87 

0.62 

0.03 

0.65 

0.02 

0.23 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.753 

0.038 

0.715 

1.094 

152.92 

Over Exploited 



0.06 

0.01 

1,702.72 

0.01 

- 

0.01 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.081 

484.68 

Over Exploited 

Ratangarh 

0821000302511800 

0.06 

0.04 

141.71 

0.05 

0.01 

0.06 

0.02 

0.20 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.079 

0.004 

0.075 

0.216 

287.19 

Over Exploited 



0.07 

0.00 

10,264.09 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

18,733.31 

Over Exploited 



0.06 

0.05 

141.44 

0.05 

- 

0.05 

0.02 

0.22 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.065 

0.003 

0.062 

0.085 

138.92 

Over Exploited 


0821000502536400 

0.05 

0.01 

305.15 

0.01 

0.00 

0.01 

0.02 

0.18 

0.00 

- 

- 

- 

0.001 

0.001 

0.002 

0.015 

0.001 

0.015 

0.016 

106.78 

Over Exploited 

Ratanpura Jhoontha 

0821000402516200 

0.06 

0.03 

70.75 

0.03 

0.00 

0.04 

0.06 

0.51 

0.00 

0.0100 

- 

- 

0.004 

0.014 

0.017 

0.052 

0.003 

0.049 

0.065 

131.14 

Over Exploited 

Ratanpura Sardara 

0821000402518200 

0.11 

0.17 

(32.61) 

0.14 

0.01 

0.15 

0.06 

0.52 

0.02 

0.0100 

- 

- 

0.019 

0.029 

0.050 

0.199 

0.010 

0.189 

0.102 

54.12 

Safe 

Ratdiya 

0820000202409100 

0.06 

0.44 

123.37 

0.52 

0.02 

0.54 

0.04 

0.41 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.595 

0.030 

0.565 

0.530 

93.71 

Critical 

Rawaniya 

0820000202410200 

0.06 

0.08 

245.51 

0.09 

0.06 

0.15 

0.03 

0.26 

0.01 

0.0400 

- 

- 

0.071 

0.111 

0.121 

0.272 

0.014 

0.258 

0.340 

131.60 

Over Exploited 



0.06 

0.05 

394.96 

0.06 

0.02 

0.08 

0.02 

0.20 

0.01 

0.0300 

- 

- 

0.012 

0.043 

0.048 

0.124 

0.006 

0.118 

0.328 

277.61 

Over Exploited 

Rayta Khera 

0821000402522600 

0.06 

0.00 

4,226.67 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.014 

12,754.73 

Over Exploited 

Relmal Kalan 

0821000402514700 

0.11 

0.07 

(44.42) 

0.06 

0.01 

0.07 

0.06 

0.52 

0.01 

- 

- 

- 

0.020 

0.020 

0.029 

0.099 

0.005 

0.095 

0.035 

36.79 

Safe 

Relra 

0820000202406200 

0.06 

0.11 

185.51 

0.13 

0.02 

0.15 

0.03 

0.40 

- 

0.0300 

- 

- 

0.012 

0.042 

0.042 

0.194 

0.010 

0.184 

0.327 

177.69 

Over Exploited 

Roop Nagar 

0820000102397800 

0.06 

0.13 

(38.88) 

0.11 

0.05 

0.15 

0.04 

0.42 

- 

0.0200 

- 

- 

0.056 

0.076 

0.076 

0.230 

0.011 

0.218 

0.238 

109.05 

Over Exploited 

Roopaheli 

0821000402521600 

0.06 

0.03 

74.75 

0.03 

0.01 

0.04 

0.06 

0.52 

0.00 

0.0100 

- 

- 

0.010 

0.020 

0.023 

0.064 

0.003 

0.061 

0.065 

105.99 

Over Exploited 

Roopnagar 

0821000402514500 

0.11 

0.31 

(28.90) 

0.25 

0.01 

0.26 

0.05 

0.51 

0.04 

0.0200 

- 

- 

- 

0.020 

0.058 

0.320 

0.016 

0.304 

0.212 

69.70 

Safe 

Roopnagar Thoriya 

0821000302512000 

0.07 

0.00 

877.88 

0.00 

0.00 

0.01 

0.01 

0.05 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.013 

0.001 

0.012 

0.016 

133.27 

Over Exploited 



0.06 

0.12 

44.22 

0.15 

0.01 

0.16 

0.03 

0.37 

- 

- 

- 

- 

0.021 

0.021 

0.021 

0.181 

0.009 

0.172 

0.078 

45.22 

Safe 

Rudlai 

0821000302514100 

0.07 

0.00 

82,771.03 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.056 

535.89 

Over Exploited 

Sabalpura 

0820000202407500 

0.06 

0.04 

105,758.86 

0.05 

- 

0.05 

0.03 

0.33 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.061 

0.003 

0.058 

0.128 

219.37 

Over Exploited 

Sadabhoj Ka Badiya 

0825000102956000 

0.04 

0.02 

449.33 

0.03 

0.01 

0.04 

0.04 

0.31 

0.00 

0.0300 

- 

- 

0.007 

0.037 

0.040 

0.080 

0.004 

0.076 

0.151 

199.44 

Over Exploited 

Sailpura 

0820000202408900 

0.06 

0.06 

139.55 

0.07 

- 

0.07 

0.04 

0.43 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.078 

0.004 

0.074 

0.080 

108.22 

Over Exploited 

Samokhi 

0820000102399000 

0.15 

0.05 

652.20 

0.07 

0.00 

0.07 

0.01 

0.11 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.066 

0.003 

0.062 

0.096 

153.03 

Over Exploited 



0.15 

0.26 

304.37 

0.31 

- 

0.31 

0.02 

0.24 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.320 

0.016 

0.304 

0.204 

67.23 

Safe 

Saradhana 

0821000402515200 

0.11 

0.09 

(23.47) 

0.07 

0.00 

0.07 

0.05 

0.50 

0.01 

0.0100 

- 

- 

0.005 

0.015 

0.026 

0.098 

0.005 

0.094 

0.063 

66.85 

Safe 


0820000202408300 

0.06 

0.05 

808,364.19 

0.06 

- 

0.06 

0.04 

0.39 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.072 

0.004 

0.068 

0.083 

122.33 

Over Exploited 

Sargaon 

0821000402515700 

0.06 

0.01 

720.88 

0.01 

- 

0.01 

0.01 

0.13 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.017 

0.001 

0.017 

0.072 

434.94 

Over Exploited 



0.04 

0.01 

584.78 

0.01 

- 

0.01 

0.02 

0.22 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.025 

0.001 

0.024 

0.100 

422.03 

Over Exploited 



0.11 

0.01 

141.86 

0.02 

- 

0.02 

0.02 

0.15 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.030 

0.001 

0.028 

0.054 

190.48 

Over Exploited 

Sarhiyan 

0821000502536200 

0.05 

0.12 

70.14 

0.15 

- 

0.15 

0.05 

0.45 

0.02 

0.0100 

- 

- 

- 

0.010 

0.025 

0.173 

0.009 

0.164 

0.108 

65.60 

Safe 

Sarkana 

0821000502538500 

0.05 

0.04 

31.25 

0.05 

0.01 

0.06 

0.06 

0.51 

0.01 

0.0100 

- 

- 

0.011 

0.021 

0.027 

0.086 

0.004 

0.082 

0.093 

113.12 

Over Exploited 

Sarmaliya 

0821000402515900 

0.06 

0.01 

834.58 

0.01 

- 

0.01 

0.01 

0.12 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.017 

0.001 

0.017 

0.126 

763.09 

Over Exploited 



0.04 

0.04 

274.54 

0.05 

0.01 

0.06 

0.04 

0.40 

0.01 

0.0400 

- 

- 

- 

0.040 

0.045 

0.108 

0.005 

0.103 

0.356 

345.71 

Over Exploited 

Semla 

0821000402521700 

0.06 

0.01 

86.59 

0.02 

0.00 

0.02 

0.06 

0.52 

0.00 

- 

- 

- 

0.003 

0.003 

0.005 

0.024 

0.001 

0.022 

0.020 

91.09 

Critical 

Sendara 

0820000202407200 

0.06 

0.09 

324,516.36 

0.11 

0.01 

0.12 

0.03 

0.32 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.160 

0.008 

0.152 

0.410 

269.40 

Over Exploited 



0.06 

0.01 

1,716.55 

0.01 

- 

0.01 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.020 

0.001 

0.019 

0.080 

427.58 

Over Exploited 

Senspura 

0821000402517100 

0.06 

0.04 

27.97 

0.05 

0.02 

0.07 

0.06 

0.52 

0.01 

0.0100 

- 

- 

0.028 

0.038 

0.044 

0.116 

0.006 

0.110 

0.092 

82.87 

Semi Critical 

Sewariya 

0820000102397600 

0.06 

0.43 

198,130.83 

0.35 

0.02 

0.37 

0.03 

0.35 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.415 

0.021 

0.395 

0.583 

147.66 

Over Exploited 

Shahpura 

0820000202406000 

0.06 

0.06 

106.53 

0.07 

0.00 

0.07 

0.03 

0.41 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.080 

0.004 

0.076 

0.085 

110.95 

Over Exploited 

Shergarh 

0820000202408200 

0.06 

0.04 

88.22 

0.05 

- 

0.05 

0.05 

0.48 

0.00 

- 

- 

- 

- 

- 

0.005 

0.054 

0.003 

0.051 

0.026 

50.72 

Safe 

Shivnathpura 

0821000402519200 

0.06 

0.08 

51.13 

0.09 

0.02 

0.11 

0.06 

0.52 

0.01 

0.0100 

- 

- 

0.033 

0.043 

0.053 

0.166 

0.008 

0.158 

0.061 

38.53 

Safe 

Shivpura 

0821000302512100 

0.07 

0.24 

134.99 

0.29 

0.02 

0.31 

0.04 

0.35 

- 

0.0100 

- 

- 

0.035 

0.045 

0.045 

0.359 

0.018 

0.341 

0.201 

59.14 

Safe 



0.06 

0.01 

1,012.57 

0.01 

0.00 

0.01 

0.01 

0.07 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.013 

0.001 

0.013 

0.026 

200.07 

Over Exploited 

Shobhapura 

0821000402517400 

0.06 

0.01 

154.80 

0.01 

- 

0.01 

0.04 

0.34 

0.00 

- 

- 

- 

- 

- 

0.001 

0.013 

0.001 

0.012 

0.046 

388.81 

Over Exploited 



0.04 

0.00 

429.49 

0.00 

- 

0.00 

0.02 

0.18 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.015 

722.60 

Over Exploited 

Shyam Garh 

0821000502535700 

0.05 

0.00 

915.35 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.003 

0.015 

437.28 

Over Exploited 

Singhariya 

0821000402520900 

0.06 

0.09 

88.60 

0.11 

- 

0.11 

0.06 

0.52 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.132 

0.007 

0.125 

0.130 

103.41 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Sodpura 

082000020240580C 

7.478 

Saline 

Non-command 

Non-command 

Gneisses 

7.478 

1.63 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.28 

0.31 

0.10 

0.038 

0.37 

0.33 



0820000202410100 

4.688 

Saline 

Non-command 

Non-command 

Gneisses 

4.108 

2.94 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.28 

0.21 

0.16 

0.021 

0.37 

0.49 


Sowaniya 

0821000402519600 

0.582 

Fresh 

Non-command 

Non-command 

Gneisses 

0.500 

3.28 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.07 

0.002 

0.40 

0.56 





Saline 

Non-command 

Non-command 

Gneisses 

0.082 

3.28 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.07 

0.09 


Suhawa 

0821000402516400 

4.323 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.323 

2.18 

0.020 

0.04 

0.01 

0.00 

0.00 

0.04 

0.17 

0.13 

0.14 

0.021 

0.45 

0.62 


Sumel 

0820000202410300 

26.721 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

11.171 

3.38 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.84 

0.62 

0.31 

0.056 

0.16 

0.22 







Non-command 

Gneisses 

14.751 

3.38 

0.020 

0.15 

0.02 

0.00 

0.00 

0.00 

1.13 

0.83 

0.51 

0.074 

0.21 

0.29 


Talkiya 

0820000102391900 

15.458 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.379 

1.58 

0.100 

0.06 

0.01 

0.00 

0.00 

0.01 

0.89 

0.70 

0.19 

0.025 

0.13 

0.16 







Non-command 

Younger Alluvium 

10.079 

1.58 

0.120 

0.11 

0.01 

0.00 

0.00 

0.01 

2.00 

1.58 

0.36 

0.047 

0.24 

0.31 


Thakarwas 

0820000102392100 

6.401 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.868 

1.35 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.11 

0.09 

0.004 

0.05 

0.06 







Non-command 

Younger Alluvium 

4.343 

1.35 

0.120 

0.11 

0.00 

0.00 

0.00 

0.00 

0.81 

0.64 

0.40 

0.020 

0.25 

0.32 


Theekrana Goojran 

0821000402516000 

2.708 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.707 

2.44 

0.020 

0.02 

0.00 

0.00 

0.00 

0.02 

0.14 

0.10 

0.06 

0.013 

0.46 

0.64 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.002 

2.44 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Theekrana Medratan 

0821000402518300 

2.293 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.119 

2.96 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.001 

0.02 

0.03 







Non-command 

Gneisses 

2.174 

2.96 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.11 

0.08 

0.12 

0.011 

0.44 

0.63 


Titardi 

0821000302512700 

4.518 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.760 

3.53 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.23 

0.15 

0.19 

0.018 

0.19 

0.30 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.073 

3.53 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.01 


Toonkara 

0820000102398500 

21.897 

Fresh 

Non-command 

Non-command 

Older Alluvium 

21.891 

0.98 

0.100 

0.13 

0.02 

0.00 

0.00 

0.00 

2.26 

2.32 

0.40 

0.101 

0.37 

0.37 


Vijay Garh 

0820000102398600 

6.342 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.253 

1.18 

0.100 

0.08 

0.01 

0.00 

0.00 

0.00 

0.81 

0.84 

0.27 

0.029 

0.37 

0.35 

11008050 

Aakeli 

0820000202400700 

9.228 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

4.369 

1.86 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.18 

0.18 

0.06 

0.022 

0.20 

0.19 






Raipur Luni 

Command 

Erinpura Granite 

1.900 

1.86 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.07 

0.08 

0.02 

0.010 

0.09 

0.08 


Aakeli -A 

0814000601840400 

23.234 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.427 

0.42 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.07 

0.002 

0.01 

0.01 


Agewa 

0820000102393800 

25.578 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.169 

2.12 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.70 

0.56 

0.09 

0.015 

0.05 

0.06 


Akhawas 

0814000601845600 

2.458 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.458 

-0.13 

0.080 

0.27 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.06 

0.010 

0.38 

0.66 


Akodiya 

0820000102389300 

2.467 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.467 

0.60 

0.100 

0.00 

0.00 

0.00 

0.00 

0.01 

0.14 

0.12 

0.00 

0.011 

0.37 

0.44 


Alniyawas 

0814000701862000 

11.693 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.192 

-0.18 

0.080 

0.58 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.31 

0.018 

0.14 

0.26 







Non-command 

Phyllite & Schist 

7.501 

-0.18 

0.015 

0.34 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.33 

0.032 

0.25 

0.47 


Amarpura 

0820000102396500 

7.166 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.097 

4.43 

0.100 

0.08 

0.01 

0.00 

0.00 

0.00 

3.21 

2.81 

0.26 

0.033 

0.37 

0.43 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.069 

4.43 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.000 

0.00 

0.00 


Anandpur Kalu With Chak 

0820000102390100 

13.650 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.804 

0.48 

0.100 

0.21 

0.03 

0.00 

0.00 

0.00 

0.51 

0.43 

0.79 

0.031 

0.19 

0.22 





Saline 

Non-command 

Non-command 

Older Alluvium 

6.846 

0.48 

0.100 

0.11 

0.02 

0.00 

0.00 

0.00 

0.42 

0.35 

0.41 

0.032 

0.19 

0.22 


Asan Tiloriya 

0820000202403700 

6.334 

Fresh 

Non-command 

Non-command 

Gneisses 

0.022 

3.91 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bagiyara 

0820000202400600 

9.134 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.526 

1.41 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.02 

0.003 

0.02 

0.03 







Non-command 

Erinpura Granite 

0.419 

1.41 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.02 

0.02 


Bahja Kuri 

0820000102391300 

24.244 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.965 

0.78 

0.100 

0.06 

0.01 

0.00 

0.00 

0.02 

0.96 

0.77 

0.18 

0.055 

0.18 

0.23 







Non-command 

Younger Alluvium 

0.076 

0.78 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Bakhtawarpura 

0821000302511400 

5.931 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.454 

3.61 

0.020 

0.01 

0.00 

0.00 

0.00 

0.02 

0.17 

0.11 

0.03 

0.016 

0.15 

0.23 


Baktawarpura Manpura 

0820000102397000 

9.585 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.585 

2.05 

0.100 

0.12 

0.01 

0.00 

0.00 

0.01 

2.06 

1.40 

0.42 

0.044 

0.38 

0.56 


Balara 

0820000102395300 

36.678 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.058 

0.38 

0.100 

0.00 

0.00 

0.00 

0.00 

0.02 

-0.02 

-0.02 

0.00 

0.000 

0.00 

0.00 


Baloonda 

0820000102390200 

48.098 

Fresh 

Non-command 

Non-command 

Older Alluvium 

48.098 

0.60 

0.100 

0.47 

0.06 

0.00 

0.00 

0.02 

3.28 

2.73 

1.60 

0.222 

0.37 

0.45 


Balupura 

0820000102396600 

9.480 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.608 

2.40 

0.100 

0.17 

0.02 

0.00 

0.00 

0.01 

2.21 

2.02 

0.61 

0.040 

0.34 

0.38 


Band Jaswantsagar 

0815000702010700 

11.526 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

8.791 

0.31 

0.080 

0.58 

0.09 

0.00 

0.00 

0.49 

0.21 

0.24 

2.27 

0.038 

0.28 

0.24 


Banjara 

0815000702010100 

10.424 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

3.169 

2.35 

0.080 

0.10 

0.01 

0.00 

0.00 

0.00 

0.68 

0.78 

0.37 

0.014 

0.11 

0.10 







Non-command 

Jalore Granite 

0.658 

2.35 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.003 

0.02 

0.02 







Non-command 

Older Alluvium 

2.557 

2.35 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.64 

0.73 

0.13 

0.011 

0.09 

0.08 


Bankas 

0820000102389500 

5.623 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.623 

0.66 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.38 

0.32 

0.00 

0.026 

0.38 

0.44 


Bar 

0820000202404100 

14.784 

Fresh 

Non-command 

Non-command 

Gneisses 

11.326 

1.99 

0.020 

0.44 

0.02 

0.00 

0.00 

0.01 

0.86 

0.91 

1.67 

0.057 

0.33 

0.31 


Barayali 

0814000601842300 

12.346 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.346 

-0.08 

0.080 

0.34 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

1.29 

0.052 

0.38 

0.54 


Bargaon 

0814000601840700 

20.027 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.222 

-0.04 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Older Alluvium 

2.770 

-0.04 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.001 

0.05 

0.06 







Non-command 

Tertiary Sandstone 

11.710 

-0.04 

0.060 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.004 

0.22 

0.26 


Bari Ghati 

0814000701865400 

8.958 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.807 

0.01 

0.015 

0.13 

0.01 

0.00 

0.00 

0.00 

0.12 

0.05 

0.47 

0.033 

0.36 

0.86 


BasniJaga 

0814000701862700 

2.709 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.709 

-0.28 

0.015 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.011 

0.39 

0.78 


Basni Nathoo 

0814000601845800 

3.073 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.058 

1.30 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.24 

0.14 

0.13 

0.009 

0.25 

0.43 







Non-command 

Gneisses 

1.015 

1.30 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.004 

0.12 

0.21 


Basnilunkaran 

0814000601844800 

7.254 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.254 

-0.22 

0.080 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.42 

0.031 

0.38 

0.70 


Bassi 

0820000102395600 

35.374 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.919 

0.50 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.17 

0.00 

0.018 

0.04 

0.05 





Saline 

Non-command 

Non-command 

Older Alluvium 

31.455 

0.50 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

1.61 

1.38 

0.02 

0.145 

0.33 

0.39 


Bassi@Chainpura 

0820000102397700 

7.332 

Fresh 

Non-command 

Non-command 

Gneisses 

0.316 

0.61 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.02 


Beejathal 

0814000601845900 

10.880 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.578 

0.58 

0.080 

0.15 

0.01 

0.00 

0.00 

0.00 

0.31 

0.17 

0.58 

0.015 

0.12 

0.22 







Non-command 

Phyllite & Schist 

4.244 

0.58 

0.015 

0.06 

0.00 

0.00 

0.00 

0.00 

0.10 

0.05 

0.22 

0.018 

0.15 

0.27 







Non-command 

Gneisses 

3.057 

0.58 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.11 

0.013 

0.11 

0.19 


Beekarlai 

0820000102391100 

8.258 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.377 

1.06 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.04 

0.002 

0.02 

0.02 







Non-command 

Older Alluvium 

5.198 

1.06 

0.100 

0.11 

0.00 

0.00 

0.00 

0.00 

0.66 

0.57 

0.39 

0.024 

0.23 

0.27 


Beenj Wariya 

0815000702013700 

14.795 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.642 

5.80 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.31 

0.37 

0.04 

0.003 

0.02 

0.01 


Beerbasni 

0820000202404600 

1.740 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.727 

0.99 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.17 

0.00 

0.009 

0.42 

0.40 


Beesawas Kalan 

0820000202404700 

3.614 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.413 

1.17 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.00 

0.002 

0.05 

0.05 


Beesawas Khurd 

0820000202404400 

2.928 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.452 

1.33 

0.100 

0.00 

0.00 

0.00 

0.00 

0.01 

0.32 

0.34 

0.00 

0.012 

0.36 

0.34 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Sodpura 

082000020240580C 

0.06 

0.17 

87.83 

0.20 

0.00 

0.20 

0.03 

0.40 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.218 

0.011 

0.207 

0.140 

67.35 

Safe 


0820000202410100 

0.06 

0.09 

298,726.46 

0.11 

0.01 

0.12 

0.04 

0.42 

0.01 

0.0200 

- 

- 

- 

0.020 

0.030 

0.148 

0.007 

0.140 

0.177 

125.97 

Over Exploited 

Sowaniya 

0821000402519600 

0.11 

0.02 

43.84 

0.03 

- 

0.03 

0.05 

0.45 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.039 

0.002 

0.037 

0.074 

200.94 

Over Exploited 



0.11 

0.00 

376.61 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.007 

1,001.27 

Over Exploited 

Suhawa 

0821000402516400 

0.06 

0.12 

4.69 

0.13 

0.05 

0.18 

0.06 

0.51 

0.01 

0.0200 

- 

- 

0.067 

0.087 

0.102 

0.283 

0.014 

0.269 

0.159 

59.15 

Safe 

Sumel 

0820000202410300 

0.06 

0.11 

473.51 

0.13 

0.01 

0.14 

0.02 

0.18 

0.01 

0.0400 

- 

- 

- 

0.040 

0.053 

0.193 

0.010 

0.183 

0.368 

201.20 

Over Exploited 



0.06 

0.19 

########## 

0.23 

0.02 

0.25 

0.02 

0.24 

0.02 

0.0600 

- 

- 

- 

0.060 

0.082 

0.329 

0.016 

0.312 

0.584 

187.14 

Over Exploited 

Talkiya 

0820000102391900 

0.15 

0.10 

575.59 

0.12 

0.02 

0.14 

0.01 

0.14 

- 

0.0200 

- 

- 

0.015 

0.035 

0.035 

0.180 

0.009 

0.171 

0.213 

124.46 

Over Exploited 



0.15 

0.36 

333.75 

0.44 

0.02 

0.45 

0.03 

0.27 

- 

0.0400 

- 

- 

0.008 

0.048 

0.048 

0.501 

0.025 

0.476 

0.407 

85.44 

Semi Critical 

Thakarwas 

0820000102392100 

0.15 

0.01 

1,532.43 

0.01 

0.00 

0.01 

0.01 

0.06 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.014 

0.001 

0.013 

0.090 

700.72 

Over Exploited 



0.15 

0.16 

292.40 

0.20 

0.00 

0.20 

0.03 

0.28 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.212 

0.011 

0.201 

0.416 

207.00 

Over Exploited 

Theekrana Goojran 

0821000402516000 

0.06 

0.08 

27.49 

0.09 

0.02 

0.11 

0.06 

0.51 

0.01 

0.0100 

- 

- 

0.024 

0.034 

0.043 

0.150 

0.007 

0.142 

0.073 

51.30 

Safe 



0.04 

0.00 

418,424.69 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Theekrana Medratan 

0821000402518300 

0.04 

0.00 

4,174.41 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.011 

7,333.98 

Over Exploited 



0.11 

0.11 

(25.52) 

0.08 

0.01 

0.10 

0.05 

0.50 

0.01 

0.0100 

- 

- 

0.021 

0.031 

0.044 

0.143 

0.007 

0.136 

0.133 

97.36 

Critical 

Titardi 

0821000302512700 

0.07 

0.04 

278.51 

0.05 

0.01 

0.06 

0.03 

0.22 

0.01 

0.0200 

- 

- 

- 

0.020 

0.025 

0.083 

0.004 

0.079 

0.212 

268.67 

Over Exploited 



0.07 

0.00 

12,543.07 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Toonkara 

0820000102398500 

0.15 

1.23 

88.91 

1.47 

0.02 

1.49 

0.03 

0.41 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

1.543 

0.077 

1.466 

0.501 

34.18 

Safe 

Vijay Garh 

0820000102398600 

0.15 

0.35 

143.63 

0.41 

0.01 

0.42 

0.03 

0.40 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.455 

0.023 

0.432 

0.297 

68.72 

Safe 

Aakeli 

0820000202400700 

0.08 

0.07 

159.69 

0.08 

0.01 

0.09 

0.02 

0.22 

0.01 

- 

- 

- 

0.010 

0.010 

0.018 

0.110 

0.005 

0.104 

0.080 

76.77 

Semi Critical 



0.08 

0.01 

477.28 

0.02 

0.01 

0.02 

0.01 

0.10 

0.00 

- 

- 

- 

0.010 

0.010 

0.012 

0.035 

0.002 

0.033 

0.032 

95.78 

Critical 

Aakeli -A 

0814000601840400 

0.20 

0.00 

4,444.55 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.068 

9,936.91 

Over Exploited 

Agewa 

0820000102393800 

0.15 

0.02 

2,464.58 

0.03 

0.00 

0.03 

0.00 

0.05 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.028 

0.001 

0.026 

0.105 

398.29 

Over Exploited 

Akhawas 

0814000601845600 

0.20 

0.19 

- 

0.19 

0.01 

0.20 

0.04 

0.42 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.237 

0.024 

0.213 

1.072 

503.58 

Over Exploited 

Akodiya 

0820000102389300 

0.15 

0.14 

(12.48) 

0.12 

0.01 

0.13 

0.04 

0.41 

- 

- 

- 

- 

0.011 

0.011 

0.011 

0.140 

0.007 

0.133 

0.011 

8.56 

Safe 

Alniyawas 

0814000701862000 

0.20 

0.12 

- 

0.12 

0.03 

0.15 

0.01 

0.15 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.236 

0.024 

0.212 

2.328 

1,098.12 

Over Exploited 



0.04 

0.07 

- 

0.07 

0.02 

0.09 

0.03 

0.27 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.144 

0.014 

0.130 

1.361 

1,050.13 

Over Exploited 

Amarpura 

0820000102396500 

0.15 

0.40 

605.19 

0.48 

0.01 

0.49 

0.04 

0.41 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.519 

0.026 

0.493 

0.297 

60.20 

Safe 



0.12 

0.00 

88,801.77 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Anandpur Kalu With Chak 

0820000102390100 

0.15 

0.19 

124.67 

0.23 

0.03 

0.26 

0.02 

0.21 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.349 

0.017 

0.331 

0.818 

247.17 

Over Exploited 



0.12 

0.15 

129.07 

0.19 

0.02 

0.21 

0.02 

0.21 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.255 

0.013 

0.242 

0.446 

183.90 

Over Exploited 

Asan Tiloriya 

0820000202403700 

0.06 

0.00 

91,562.97 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bagiyara 

0820000202400600 

0.12 

0.00 

5,192.66 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.022 

1,311.80 

Over Exploited 



0.08 

0.00 

1,662.02 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.016 

2,305.13 

Over Exploited 

Bahja Kuri 

0820000102391300 

0.15 

0.33 

133.27 

0.39 

0.03 

0.43 

0.02 

0.20 

- 

0.0200 

- 

- 

0.032 

0.053 

0.053 

0.478 

0.024 

0.454 

0.235 

51.78 

Safe 



0.15 

0.00 

42,736.07 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bakhtawarpura 

0821000302511400 

0.07 

0.02 

331.37 

0.03 

0.02 

0.05 

0.02 

0.16 

0.00 

- 

- 

- 

0.025 

0.025 

0.028 

0.075 

0.004 

0.071 

0.045 

63.34 

Safe 

Baktawarpura Manpura 

0820000102397000 

0.15 

0.54 

156.89 

0.65 

0.02 

0.67 

0.04 

0.42 

- 

0.0200 

- 

- 

0.015 

0.035 

0.035 

0.708 

0.035 

0.673 

0.466 

69.28 

Safe 

Balara 

0820000102395300 

0.15 

0.00 

(358,994.32) 

0.00 

0.02 

0.02 

0.00 

0.00 

- 

- 

- 

- 

0.033 

0.033 

0.033 

0.056 

0.003 

0.053 

0.000 

0.51 

Safe 

Baloonda 

0820000102390200 

0.15 

2.69 

1.59 

2.73 

0.08 

2.82 

0.04 

0.41 

- 

0.1800 

- 

- 

0.037 

0.217 

0.217 

3.032 

0.152 

2.880 

1.823 

63.30 

Safe 

Balupura 

0820000102396600 

0.15 

0.44 

356.47 

0.53 

0.03 

0.56 

0.03 

0.38 

- 

0.0700 

- 

- 

0.008 

0.078 

0.078 

0.635 

0.032 

0.603 

0.652 

108.12 

Over Exploited 

Band Jaswantsagar 

0815000702010700 

0.08 

0.19 

24.54 

0.23 

0.58 

0.82 

0.03 

0.30 

- 

0.2600 

- 

- 

0.742 

1.002 

1.002 

1.820 

0.091 

1.729 

2.312 

133.72 

Over Exploited 

Banjara 

0815000702010100 

0.08 

0.03 

2,709.51 

0.03 

0.01 

0.04 

0.01 

0.12 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.084 

0.004 

0.079 

0.386 

486.10 

Over Exploited 



0.07 

0.00 

3,506.91 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.026 

2,150.48 

Over Exploited 



0.10 

0.02 

3,125.92 

0.03 

- 

0.03 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.037 

0.002 

0.035 

0.139 

392.58 

Over Exploited 

Bankas 

0820000102389500 

0.15 

0.32 

1.38 

0.32 

0.00 

0.33 

0.04 

0.42 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.334 

0.017 

0.317 

0.026 

8.20 

Safe 

Bar 

0820000202404100 

0.06 

0.22 

310.01 

0.27 

0.03 

0.30 

0.04 

0.36 

0.03 

0.1900 

- 

- 

0.022 

0.212 

0.237 

0.537 

0.027 

0.510 

1.727 

338.52 

Over Exploited 

Barayali 

0814000601842300 

0.20 

0.94 

- 

0.94 

0.05 

0.99 

0.04 

0.42 

- 

0.1500 

- 

- 

- 

0.150 

0.150 

1.144 

0.114 

1.030 

1.345 

130.63 

Over Exploited 

Bargaon 

0814000601840700 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.022 

0.002 

0.020 

0.056 

287.41 

Over Exploited 



0.10 

0.26 

- 

0.26 

- 

0.26 

0.02 

0.24 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.268 

0.027 

0.241 

0.268 

111.24 

Over Exploited 

Bari Ghati 

0814000701865400 

0.04 

0.11 

(754.90) 

0.09 

0.01 

0.10 

0.04 

0.40 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.121 

0.006 

0.115 

0.499 

435.33 

Over Exploited 

BasniJaga 

0814000701862700 

0.04 

0.04 

- 

0.04 

- 

0.04 

0.04 

0.43 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.052 

0.005 

0.047 

0.249 

531.63 

Over Exploited 

Basni Nathoo 

0814000601845800 

0.20 

0.10 

38.02 

0.13 

- 

0.13 

0.03 

0.28 

- 

- 

- 

- 

- 

- 

- 

0.125 

0.006 

0.119 

0.136 

114.07 

Over Exploited 



0.11 

0.01 

(16.12) 

0.01 

- 

0.01 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.011 

0.018 

164.44 

Over Exploited 

Basnilunkaran 

0814000601844800 

0.20 

0.56 

- 

0.56 

0.01 

0.57 

0.04 

0.43 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.588 

0.059 

0.530 

0.455 

85.84 

Semi Critical 

Bassi 

0820000102395600 

0.15 

0.02 

615.39 

0.03 

- 

0.03 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.029 

0.001 

0.028 

0.018 

64.99 

Safe 



0.12 

1.26 

9.33 

1.38 

- 

1.38 

0.03 

0.37 

- 

- 

- 

- 

- 

- 

- 

1.377 

0.069 

1.308 

0.169 

12.94 

Safe 

Bassi@Chainpura 

0820000102397700 

0.06 

0.00 

709.09 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

3,253.51 

Over Exploited 

Beejathal 

0814000601845900 

0.20 

0.09 

90.48 

0.11 

0.01 

0.12 

0.01 

0.14 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.136 

0.007 

0.130 

0.593 

457.48 

Over Exploited 



0.04 

0.02 

114.66 

0.03 

- 

0.03 

0.02 

0.16 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.040 

0.002 

0.038 

0.236 

621.32 

Over Exploited 



0.11 

0.04 

(12.15) 

0.03 

- 

0.03 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.031 

0.002 

0.030 

0.127 

426.73 

Over Exploited 

Beekarlai 

0820000102391100 

0.07 

0.00 

7,221.94 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.044 

8,591.38 

Over Exploited 



0.15 

0.18 

212.31 

0.22 

0.00 

0.22 

0.02 

0.26 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.232 

0.012 

0.220 

0.414 

187.81 

Over Exploited 

Beenj Wariya 

0815000702013700 

0.08 

0.00 

43,759.90 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.039 

4,077.46 

Over Exploited 

Beerbasni 

0820000202404600 

0.12 

0.09 

100.12 

0.10 

0.00 

0.11 

0.05 

0.47 

0.01 

- 

- 

- 

0.005 

0.005 

0.015 

0.122 

0.006 

0.116 

0.009 

7.49 

Safe 

Beesawas Kalan 

0820000202404700 

0.12 

0.00 

1,946.55 

0.00 

0.00 

0.00 

0.01 

0.05 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.006 

0.000 

0.006 

0.002 

37.72 

Safe 

Beesawas Khurd 

0820000202404400 

0.12 

0.11 

221.23 

0.13 

0.01 

0.13 

0.04 

0.40 

0.01 

- 

- 

- 

0.010 

0.010 

0.022 

0.155 

0.008 

0.147 

0.012 

8.36 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Gneisses 

0.062 

1.33 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Raipur Luni 

Command 

Older Alluvium 

0.104 

1.33 

0.100 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.00 

0.001 

0.02 

0.01 







Command 

Gneisses 

0.310 

1.33 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.05 

0.04 


Ber Kalan 

082000010239290C 

10.448 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

10.448 

1.42 

0.070 

0.60 

0.03 

0.00 

0.00 

0.00 

1.61 

1.72 

2.35 

0.048 

0.37 

0.34 


Ber Khurd 

082000010239270C 

4.869 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

4.869 

0.93 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.33 

0.33 

0.00 

0.022 

0.37 

0.37 


Bhagasani 

081500070201000C 

8.482 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

7.147 

2.18 

0.080 

0.13 

0.01 

0.00 

0.00 

0.00 

1.37 

1.57 

0.49 

0.031 

0.31 

0.27 







Non-command 

Jalore Granite 

1.006 

2.18 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.03 

0.004 

0.04 

0.04 







Non-command 

Older Alluvium 

0.329 

2.18 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.02 

0.001 

0.01 

0.01 


Bhagwanpura 

081400060184540C 

2.049 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.049 

-0.13 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.009 

0.38 

0.67 


Bhakarwas 

082000010239490C 

4.525 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.525 

0.90 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.48 

0.37 

0.25 

0.021 

0.37 

0.47 


Bhakhar Washi 

082000010239310C 

2.477 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

1.236 

1.42 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.04 

0.006 

0.19 

0.20 


Bhakhron Ki Dhani 

0815000702006200 

8.728 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

1.096 

1.37 

0.080 

0.48 

0.02 

0.00 

0.00 

0.00 

0.58 

0.57 

1.90 

0.005 

0.05 

0.05 


Bhawal 

0814000601841800 

12.925 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.925 

0.26 

0.080 

0.09 

0.01 

0.00 

0.00 

0.00 

0.35 

0.26 

0.30 

0.054 

0.38 

0.51 


Bhensra Kalan 

0814000601839900 

12.412 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.398 

-0.05 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.006 

0.04 

0.06 


Bhensra Khurd 

0814000601840000 

12.053 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.534 

0.00 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.006 

0.05 

0.07 


Bherunda 

0814000701861100 

23.762 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.454 

-0.12 

0.015 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.019 

0.07 

0.14 


Bhil Deva 

0820000102398300 

6.226 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.630 

1.56 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.03 

0.003 

0.04 

0.04 







Non-command 

Gneisses 

1.002 

1.56 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.005 

0.06 

0.07 


Bhoombaliya 

0820000102396200 

12.798 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.798 

1.18 

0.100 

0.31 

0.04 

0.00 

0.00 

0.04 

1.74 

1.41 

1.15 

0.059 

0.38 

0.47 


Birantiya Kalan 

0820000202404500 

11.427 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.948 

1.45 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.15 

0.03 

0.005 

0.03 

0.03 







Non-command 

Gneisses 

6.053 

1.45 

0.020 

0.06 

0.01 

0.00 

0.00 

0.03 

0.20 

0.20 

0.21 

0.030 

0.22 

0.21 


Birantiya Khurd 

0820000202406800 

33.629 

Fresh 

Non-command 

Non-command 

Gneisses 

0.437 

2.75 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.002 

0.01 

0.00 


Birawas 

0815000702010900 

20.922 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.102 

2.33 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.000 

0.00 

0.00 


Birol 

0820000102392300 

3.615 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.393 

1.69 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.26 

0.21 

0.12 

0.006 

0.14 

0.18 







Non-command 

Younger Alluvium 

1.080 

1.69 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.25 

0.20 

0.10 

0.005 

0.11 

0.14 


Bogasani 

0820000102390700 

4.430 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

4.430 

1.62 

0.070 

0.13 

0.01 

0.00 

0.00 

0.00 

0.62 

0.65 

0.50 

0.020 

0.37 

0.35 


Bogasani Khurd 

0820000202404300 

5.801 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.231 

1.60 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.00 

0.001 

0.02 

0.02 







Non-command 

Erinpura Granite 

0.882 

1.60 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.00 

0.004 

0.07 

0.06 






Raipur Luni 

Command 

Older Alluvium 

0.045 

1.60 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 







Command 

Gneisses 

1.081 

1.60 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.00 

0.005 

0.08 

0.08 







Command 

Erinpura Granite 

3.562 

1.60 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.11 

0.12 

0.01 

0.018 

0.26 

0.25 


Chak Jaitaran 

0820000102391500 

2.979 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.233 

0.31 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.03 

0.03 


Champapur 

0814000601842100 

0.907 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.907 

1.38 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.00 

0.004 

0.38 

0.52 


Dasawas 

0814000601845500 

5.353 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.353 

0.09 

0.080 

0.24 

0.01 

0.00 

0.00 

0.00 

0.27 

0.16 

0.94 

0.023 

0.38 

0.64 


Dayalpura 

0820000102396700 

12.013 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.314 

1.08 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

1.06 

0.88 

0.19 

0.043 

0.29 

0.35 







Non-command 

Gneisses 

1.821 

1.08 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.008 

0.06 

0.07 


Deogarh 

0814000701864900 

21.331 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

13.271 

0.13 

0.015 

0.09 

0.00 

0.00 

0.00 

0.00 

0.12 

0.05 

0.28 

0.056 

0.26 

0.59 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

7.556 

0.13 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.11 

0.032 

0.15 

0.34 


Deonagar 

0815000702006600 

8.633 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

8.633 

2.21 

0.080 

0.20 

0.01 

0.00 

0.00 

0.01 

1.71 

1.77 

0.73 

0.037 

0.37 

0.35 


Deoriya 

0820000102393900 

10.626 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.432 

2.69 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.41 

0.33 

0.06 

0.007 

0.05 

0.06 


Deoriya Jatan 

0814000601842000 

3.120 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.120 

0.82 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.15 

0.00 

0.013 

0.38 

0.51 


Dhaneriya 

0820000102396900 

20.807 

Fresh 

Non-command 

Non-command 

Older Alluvium 

19.838 

1.48 

0.100 

0.15 

0.02 

0.00 

0.00 

0.00 

3.06 

2.26 

0.48 

0.092 

0.36 

0.49 







Non-command 

Gneisses 

0.668 

1.48 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.003 

0.01 

0.02 


Dhaneriya Leel 

0814000601840300 

20.926 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.345 

0.37 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.10 

0.010 

0.04 

0.06 


Dhanipura 

0814000701864700 

6.599 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.599 

-0.31 

0.015 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.028 

0.41 

0.89 


Dholi Dhed 

0820000202404200 

5.412 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.002 

1.31 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses 

4.671 

1.31 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.16 

0.08 

0.023 

0.37 

0.35 






Raipur Luni 

Command 

Gneisses 

0.739 

1.31 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.004 

0.06 

0.06 


Digarna 

0820000102388600 

19.602 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

19.601 

1.06 

0.070 

0.12 

0.00 

0.00 

0.00 

0.01 

1.56 

1.46 

0.38 

0.091 

0.37 

0.40 


Dodiyana 

0814000701861300 

20.189 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.034 

-0.24 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.009 

0.04 

0.08 







Non-command 

Phyllite & Schist 

13.699 

-0.24 

0.015 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.058 

0.27 

0.52 


Dookiya 

0814000601840100 

9.580 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.218 

0.11 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.014 

0.13 

0.17 


Doongar Nagar 

0820000102388800 

4.122 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

4.122 

1.69 

0.070 

0.04 

0.00 

0.00 

0.00 

0.00 

0.53 

0.54 

0.13 

0.019 

0.37 

0.36 


Falka 

0820000102389000 

24.761 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

11.078 

0.69 

0.070 

0.42 

0.02 

0.00 

0.00 

0.00 

0.93 

0.82 

1.60 

0.051 

0.17 

0.19 







Non-command 

Older Alluvium 

13.683 

0.69 

0.100 

0.38 

0.02 

0.00 

0.00 

0.01 

1.29 

1.14 

1.44 

0.063 

0.21 

0.23 


Fata Khera 

0820000202403800 

8.184 

Fresh 

Non-command 

Non-command 

Gneisses 

0.663 

2.47 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.003 

0.03 

0.03 


Gangaliya 

0820000102395900 

3.276 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.276 

0.85 

0.100 

0.03 

0.00 

0.00 

0.00 

0.01 

0.30 

0.25 

0.09 

0.015 

0.38 

0.46 


Garniya 

0820000102392500 

15.723 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

5.563 

1.61 

0.070 

0.06 

0.00 

0.00 

0.00 

0.00 

0.68 

0.57 

0.21 

0.026 

0.13 

0.16 







Non-command 

Older Alluvium 

10.120 

1.61 

0.100 

0.09 

0.00 

0.00 

0.00 

0.01 

1.71 

1.43 

0.30 

0.047 

0.24 

0.29 


Gemliyas 

0814000601841500 

22.802 

Fresh 

Non-command 

Non-command 

Older Alluvium 

21.410 

0.71 

0.080 

0.10 

0.00 

0.00 

0.00 

0.00 

1.32 

1.08 

0.26 

0.090 

0.36 

0.44 


Ghorawar 

0820000102391400 

18.042 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.483 

0.32 

0.100 

0.04 

0.00 

0.00 

0.00 

0.02 

0.32 

0.26 

0.11 

0.044 

0.20 

0.24 


Govindgarh 

0821000302508800 

26.771 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.443 

1.01 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.20 

0.10 

0.37 

0.036 

0.08 

0.15 


Gurha Hemadai 

0820000102397500 

20.949 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.303 

1.90 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 







Non-command 

Gneisses 

11.076 

1.90 

0.015 

0.05 

0.01 

0.00 

0.00 

0.03 

0.33 

0.22 

0.14 

0.051 

0.20 

0.29 


Gurha Jagmalota 

0814000701865200 

4.418 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

4.418 

0.21 

0.015 

0.13 

0.02 

0.00 

0.00 

0.00 

0.12 

0.06 

0.48 

0.019 

0.40 

0.87 


Gyas 

0820000102395500 

8.541 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.915 

0.49 

0.100 

0.10 

0.01 

0.00 

0.00 

0.00 

0.33 

0.29 

0.37 

0.023 

0.22 

0.25 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.135 

0.49 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 


Hariya Dhana 

0815000702006400 

27.330 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

24.440 

2.58 

0.080 

0.06 

0.00 

0.00 

0.00 

0.02 

5.08 

5.36 

0.10 

0.105 

0.33 

0.31 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.06 

0.00 

5,254.77 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.00 

3,899.71 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

0.010 

0.010 

0.010 

0.017 

0.001 

0.016 

0.001 

3.23 

Safe 



0.06 

0.00 

947.41 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

148.39 

Over Exploited 

Ber Kalan 

0820000102392900 

0.07 

0.27 

537.43 

0.32 

0.03 

0.36 

0.04 

0.41 

- 

0.0900 

- 

- 

0.006 

0.096 

0.096 

0.455 

0.023 

0.432 

2.400 

555.21 

Over Exploited 

Ber Khurd 

0820000102392700 

0.07 

0.13 

161.98 

0.15 

0.00 

0.15 

0.04 

0.41 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.158 

0.008 

0.150 

0.022 

14.99 

Safe 

Bhagasani 

0815000702010000 

0.08 

0.18 

796.62 

0.21 

0.01 

0.22 

0.03 

0.34 

- 

0.0500 

- 

- 

0.000 

0.051 

0.051 

0.271 

0.014 

0.258 

0.517 

200.64 

Over Exploited 



0.07 

0.00 

1,524.41 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.003 

0.033 

961.23 

Over Exploited 



0.10 

0.00 

17,695.76 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.019 

3,677.47 

Over Exploited 

Bhagwanpura 

0814000601845400 

0.20 

0.16 

- 

0.16 

- 

0.16 

0.04 

0.42 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.166 

0.017 

0.149 

0.229 

152.96 

Over Exploited 

Bhakarwas 

0820000102394900 

0.15 

0.25 

49.06 

0.30 

0.00 

0.30 

0.04 

0.41 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.316 

0.016 

0.300 

0.269 

89.65 

Semi Critical 

Bhakhar Washi 

0820000102393100 

0.07 

0.02 

670.88 

0.02 

- 

0.02 

0.02 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.019 

0.001 

0.018 

0.042 

227.65 

Over Exploited 

Bhakhron Ki Dhani 

0815000702006200 

0.08 

0.00 

13,866.24 

0.00 

0.02 

0.03 

0.00 

0.05 

- 

0.0700 

- 

- 

0.001 

0.071 

0.071 

0.097 

0.005 

0.092 

1.901 

2,071.69 

Over Exploited 

Bhawal 

0814000601841800 

0.20 

0.99 

(73.30) 

0.79 

0.01 

0.80 

0.04 

0.42 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.829 

0.041 

0.788 

0.351 

44.61 

Safe 

Bhensra Kalan 

0814000601839900 

0.20 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.022 

0.002 

0.020 

0.105 

528.78 

Over Exploited 

Bhensra Khurd 

0814000601840000 

0.20 

0.01 

(50.47) 

0.01 

- 

0.01 

0.01 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.011 

0.039 

347.53 

Over Exploited 

Bherunda 

0814000701861100 

0.04 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.002 

0.021 

0.232 

1,108.37 

Over Exploited 

Bhil Deva 

0820000102398300 

0.15 

0.00 

2,653.17 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.029 

702.43 

Over Exploited 



0.06 

0.00 

739.99 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.024 

567.17 

Over Exploited 

Bhoombaliya 

0820000102396200 

0.15 

0.73 

94.02 

0.87 

0.08 

0.96 

0.04 

0.42 

- 

0.1300 

- 

- 

0.062 

0.192 

0.192 

1.147 

0.057 

1.090 

1.211 

111.13 

Over Exploited 

Birantiya Kalan 

0820000202404500 

0.12 

0.00 

3,810.59 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.005 

0.034 

685.29 

Over Exploited 



0.06 

0.08 

153.84 

0.10 

0.04 

0.14 

0.02 

0.25 

0.01 

0.0200 

- 

- 

0.046 

0.066 

0.075 

0.212 

0.011 

0.201 

0.241 

120.07 

Over Exploited 

Birantiya Khurd 

0820000202406800 

0.06 

0.00 

18,970.48 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

8,032.26 

Over Exploited 

Birawas 

0815000702010900 

0.10 

0.00 

151,757.69 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Birol 

0820000102392300 

0.15 

0.03 

603.63 

0.04 

0.00 

0.04 

0.02 

0.16 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.041 

0.002 

0.039 

0.122 

312.18 

Over Exploited 



0.15 

0.02 

999.28 

0.02 

0.00 

0.02 

0.01 

0.12 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.026 

0.001 

0.025 

0.101 

406.15 

Over Exploited 

Bogasani 

0820000102390700 

0.07 

0.11 

469.66 

0.14 

0.01 

0.15 

0.04 

0.40 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.171 

0.009 

0.162 

0.524 

322.83 

Over Exploited 

Bogasani Khurd 

0820000202404300 

0.12 

0.00 

8,163.19 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

195.62 

Over Exploited 



0.08 

0.00 

207.54 

0.01 

0.01 

0.02 

0.01 

0.07 

0.00 

- 

- 

- 

0.022 

0.022 

0.023 

0.043 

0.002 

0.041 

0.004 

10.80 

Safe 



0.12 

0.00 

42,891.95 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.01 

606.39 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.006 

0.005 

83.70 

Semi Critical 



0.08 

0.08 

54.14 

0.09 

0.01 

0.11 

0.03 

0.29 

0.01 

- 

- 

- 

0.022 

0.022 

0.031 

0.136 

0.007 

0.129 

0.025 

19.26 

Safe 

Chak Jaitaran 

0820000102391500 

0.15 

0.00 

495.49 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

92.25 

Critical 

Champapur 

0814000601842100 

0.20 

0.07 

5.60 

0.07 

- 

0.07 

0.04 

0.42 

- 

- 

- 

- 

- 

- 

- 

0.073 

0.004 

0.069 

0.004 

5.53 

Safe 

Dasawas 

0814000601845500 

0.20 

0.41 

(60.96) 

0.33 

0.01 

0.34 

0.04 

0.42 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.375 

0.019 

0.356 

0.958 

268.64 

Over Exploited 

Dayalpura 

0820000102396700 

0.15 

0.41 

114.01 

0.49 

0.01 

0.50 

0.03 

0.32 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.521 

0.026 

0.495 

0.231 

46.63 

Safe 



0.06 

0.01 

323.14 

0.01 

- 

0.01 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.007 

0.018 

258.37 

Over Exploited 

Deogarh 

0814000701864900 

0.04 

0.14 

(463.04) 

0.11 

- 

0.11 

0.03 

0.28 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.119 

0.006 

0.113 

0.338 

299.81 

Over Exploited 



0.04 

0.04 

(46.35) 

0.04 

- 

0.04 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.035 

0.002 

0.034 

0.137 

407.63 

Over Exploited 

Deonagar 

0815000702006600 

0.08 

0.25 

596.90 

0.31 

0.02 

0.32 

0.04 

0.40 

- 

0.0300 

- 

- 

0.013 

0.043 

0.043 

0.368 

0.018 

0.349 

0.769 

220.10 

Over Exploited 

Deoriya 

0820000102393900 

0.15 

0.01 

2,984.58 

0.01 

- 

0.01 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.012 

0.063 

511.07 

Over Exploited 

Deoriya Jatan 

0814000601842000 

0.20 

0.24 

(35.49) 

0.19 

- 

0.19 

0.04 

0.42 

- 

- 

- 

- 

- 

- 

- 

0.190 

0.010 

0.181 

0.013 

7.28 

Safe 

Dhaneriya 

0820000102396900 

0.15 

1.08 

110.52 

1.29 

0.02 

1.31 

0.04 

0.40 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

1.361 

0.068 

1.293 

0.574 

44.37 

Safe 



0.06 

0.00 

2,137.27 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.013 

2,355.69 

Over Exploited 

Dhaneriya Leel 

0814000601840300 

0.20 

0.02 

273.98 

0.02 

- 

0.02 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.024 

0.001 

0.023 

0.109 

475.63 

Over Exploited 

Dhanipura 

0814000701864700 

0.04 

0.11 

- 

0.11 

- 

0.11 

0.04 

0.45 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.118 

0.012 

0.106 

0.283 

265.99 

Over Exploited 

Dholi Dhed 

0820000202404200 

0.12 

0.00 

589,932.96 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.10 

54.93 

0.12 

0.00 

0.13 

0.04 

0.41 

0.01 

0.0100 

- 

- 

0.001 

0.011 

0.023 

0.149 

0.007 

0.141 

0.100 

71.02 

Semi Critical 



0.06 

0.00 

653.58 

0.00 

0.00 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

0.001 

0.001 

0.002 

0.006 

0.000 

0.005 

0.014 

250.91 

Over Exploited 

Digarna 

0820000102388600 

0.07 

0.51 

185.67 

0.61 

0.01 

0.62 

0.04 

0.41 

- 

0.0100 

- 

- 

0.017 

0.027 

0.027 

0.651 

0.033 

0.619 

0.469 

75.74 

Semi Critical 

Dodiyana 

0814000701861300 

0.20 

0.02 

- 

0.02 

- 

0.02 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.016 

0.002 

0.015 

0.097 

665.44 

Over Exploited 



0.04 

0.15 

- 

0.15 

- 

0.15 

0.03 

0.30 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.156 

0.016 

0.141 

0.214 

151.98 

Over Exploited 

Dookiya 

0814000601840100 

0.20 

0.08 

(75.31) 

0.07 

- 

0.07 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.066 

0.003 

0.063 

0.014 

21.60 

Safe 

Doongar Nagar 

0820000102388800 

0.07 

0.11 

404.84 

0.13 

0.00 

0.13 

0.04 

0.41 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.131 

0.007 

0.125 

0.145 

116.17 

Over Exploited 

Falka 

0820000102389000 

0.07 

0.13 

534.82 

0.16 

0.02 

0.18 

0.02 

0.18 

- 

0.0600 

- 

- 

0.001 

0.061 

0.061 

0.237 

0.012 

0.225 

1.647 

730.78 

Over Exploited 



0.15 

0.42 

168.32 

0.51 

0.03 

0.54 

0.02 

0.23 

- 

0.0500 

- 

- 

0.020 

0.070 

0.070 

0.611 

0.031 

0.581 

1.499 

258.17 

Over Exploited 

Fata Khera 

0820000202403800 

0.06 

0.00 

2,412.69 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.013 

773.43 

Over Exploited 

Gangaliya 

0820000102395900 

0.15 

0.19 

34.16 

0.22 

0.01 

0.23 

0.04 

0.42 

- 

0.0100 

- 

- 

0.012 

0.022 

0.022 

0.255 

0.013 

0.242 

0.101 

41.83 

Safe 

Garniya 

0820000102392500 

0.07 

0.05 

1,016.08 

0.06 

0.00 

0.07 

0.01 

0.14 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.083 

0.004 

0.079 

0.236 

298.94 

Over Exploited 



0.15 

0.36 

293.83 

0.43 

0.01 

0.45 

0.02 

0.26 

- 

0.0100 

- 

- 

0.018 

0.028 

0.028 

0.475 

0.024 

0.451 

0.347 

76.82 

Semi Critical 

Gemliyas 

0814000601841500 

0.20 

1.53 

(29.39) 

1.22 

- 

1.22 

0.04 

0.39 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

1.233 

0.062 

1.171 

0.354 

30.25 

Safe 

Ghorawar 

0820000102391400 

0.15 

0.28 

(6.08) 

0.26 

0.02 

0.28 

0.02 

0.22 

- 

0.0100 

- 

- 

0.034 

0.044 

0.044 

0.329 

0.016 

0.312 

0.150 

47.97 

Safe 

Govindgarh 

0821000302508800 

0.07 

0.03 

222.27 

0.04 

0.01 

0.05 

0.01 

0.08 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.087 

0.004 

0.083 

0.405 

487.66 

Over Exploited 

Gurha Flemadai 

0820000102397500 

0.06 

0.00 

9,745.07 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

1,260.98 

Over Exploited 



0.06 

0.13 

68.25 

0.16 

0.04 

0.19 

0.02 

0.22 

- 

0.0200 

- 

- 

0.040 

0.060 

0.060 

0.253 

0.013 

0.240 

0.195 

81.17 

Semi Critical 

Gurha Jagmalota 

0814000701865200 

0.04 

0.07 

(19.85) 

0.06 

0.02 

0.08 

0.04 

0.44 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.127 

0.006 

0.120 

0.496 

411.44 

Over Exploited 

Gyas 

0820000102395500 

0.15 

0.16 

82.78 

0.19 

0.01 

0.20 

0.02 

0.24 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.241 

0.012 

0.229 

0.393 

171.34 

Over Exploited 



0.12 

0.00 

5,898.97 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

FHariya Dhana 

0815000702006400 

0.08 

0.64 

732.12 

0.77 

0.02 

0.79 

0.03 

0.36 

- 

- 

- 

- 

0.023 

0.023 

0.023 

0.810 

0.041 

0.770 

0.201 

26.11 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Hunawas Kalan 

082000010239410C 

2.980 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.980 

2.10 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.64 

0.50 

0.03 

0.014 

0.37 

0.47 


Hunawas Khurd 

0820000102394200 

1.719 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.719 

2.25 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.44 

0.34 

0.18 

0.008 

0.37 

0.47 


Jagannathpura 

0814000601842600 

0.515 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.515 

1.97 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.17 

0.11 

0.37 

0.002 

0.38 

0.58 


Jaitaran (M) 

0820000142001000 

32.279 

Fresh 

Non-command 

Non-command 

Older Alluvium 

30.614 

1.53 

0.100 

1.52 

0.02 

0.00 

0.00 

0.02 

6.17 

4.86 

1.84 

3.234 

0.35 

0.44 


Jajasani 

0814000601844700 

5.739 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.713 

-0.20 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.016 

0.25 

0.45 


Janasani 

0820000102394400 

3.252 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.014 

2.04 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jarau Kalan 

0814000601843100 

26.020 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.547 

-0.07 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.01 


Jasnagar 

0814000601841300 

12.198 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.198 

0.97 

0.080 

0.27 

0.04 

0.00 

0.00 

0.00 

1.18 

0.95 

1.01 

0.051 

0.38 

0.47 


Jaswantabad 

0814000601841400 

11.533 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.533 

0.79 

0.080 

0.68 

0.10 

0.00 

0.00 

0.00 

1.31 

1.07 

2.67 

0.049 

0.38 

0.46 


Jaswantpura 

0815000702010800 

3.510 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

1.726 

1.29 

0.080 

0.09 

0.01 

0.00 

0.00 

0.00 

0.26 

0.29 

0.37 

0.007 

0.18 

0.16 







Non-command 

Older Alluvium 

0.076 

1.29 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 



0814000701863200 

4.078 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.078 

-0.20 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.017 

0.40 

0.78 


Jatawas 

0814000601845200 

6.758 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.132 

-0.12 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.026 

0.35 

0.61 


Jetgarh 

0821000302511600 

9.093 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.568 

2.75 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.004 

0.02 

0.03 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.037 

2.75 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.02 

0.013 

0.08 

0.12 


Jhak 

0815000702009900 

39.056 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

39.056 

1.87 

0.080 

0.51 

0.02 

0.00 

0.00 

0.01 

6.32 

7.08 

1.81 

0.168 

0.37 

0.33 


Jhala Ki Chauki 

0820000202407100 

9.868 

Fresh 

Non-command 

Non-command 

Gneisses 

0.007 

4.66 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jhujanda 

0820000102394300 

6.545 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.280 

1.67 

0.100 

0.13 

0.01 

0.00 

0.00 

0.00 

1.17 

0.92 

0.47 

0.029 

0.35 

0.45 


Jintiya 

0814000601843000 

3.968 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.124 

-0.05 

0.080 

0.20 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.78 

0.013 

0.30 

0.47 


Jodhawas 

0820000102394000 

3.463 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.156 

2.19 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.70 

0.56 

0.03 

0.015 

0.34 

0.42 


Kaisarpura 

0821000302511500 

7.287 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.127 

2.54 

0.020 

0.13 

0.01 

0.00 

0.00 

0.00 

0.43 

0.27 

0.49 

0.040 

0.30 

0.48 







Non-command 

Gneisses 

0.000 

2.54 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.829 

2.54 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.03 

0.005 

0.04 

0.07 


Kalauna 

0815000702010300 

10.386 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

10.386 

1.76 

0.080 

0.36 

0.02 

0.00 

0.00 

0.00 

1.80 

2.08 

1.40 

0.045 

0.36 

0.32 


Kaletra 

0814000601842900 

8.266 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.266 

-0.08 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.035 

0.38 

0.58 


Kalni 

0814000701862300 

7.534 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.534 

0.40 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.09 

0.04 

0.11 

0.032 

0.38 

0.77 


Kalni Kumaran 

0814000701861900 

14.185 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.681 

-0.24 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.045 

0.29 

0.53 







Non-command 

Phyllite & Schist 

3.504 

-0.24 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.015 

0.09 

0.17 


Kalyanpura 

0814000701864600 

4.790 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.185 

-0.50 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.018 

0.36 

0.77 


Kanawas 

0820000102390300 

5.769 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.769 

0.70 

0.100 

0.13 

0.02 

0.00 

0.00 

0.01 

0.51 

0.42 

0.48 

0.027 

0.37 

0.45 


Kane Charanawatan 

0820000102390400 

10.239 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.239 

0.86 

0.100 

0.21 

0.01 

0.00 

0.00 

0.00 

1.08 

0.92 

0.78 

0.047 

0.37 

0.44 


Kanwaliya Kalan 

0820000102389800 

9.143 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.056 

0.58 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

9.087 

0.58 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.56 

0.48 

0.10 

0.042 

0.37 

0.44 


Kanwaliya Khurd 

0820000102389900 

5.061 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.370 

0.66 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.30 

0.26 

0.03 

0.020 

0.33 

0.38 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.691 

0.66 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.00 

0.003 

0.05 

0.06 


Karoliya 

0820000102392200 

9.106 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.670 

1.68 

0.100 

0.09 

0.00 

0.00 

0.00 

0.01 

1.37 

1.09 

0.30 

0.035 

0.31 

0.39 







Non-command 

Younger Alluvium 

0.098 

1.68 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.00 

0.01 


Katmor 

0820000102396800 

10.667 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.667 

1.83 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

2.00 

1.66 

0.13 

0.049 

0.38 

0.46 


Kaya Bheela 

0820000202404000 

1.813 

Fresh 

Non-command 

Non-command 

Gneisses 

1.118 

3.46 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.11 

0.10 

0.006 

0.26 

0.25 


Keeron Ki Dhani 

0814000601842500 

6.276 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.276 

0.03 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.07 

0.026 

0.38 

0.56 


Kekindara 

0820000102396100 

24.481 

Fresh 

Non-command 

Non-command 

Older Alluvium 

24.481 

1.13 

0.100 

0.33 

0.04 

0.00 

0.00 

0.02 

3.05 

2.42 

1.18 

0.113 

0.38 

0.48 


Khakharki 

0814000601840500 

23.280 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.825 

0.29 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.24 

0.20 

0.14 

0.003 

0.11 

0.13 







Non-command 

Tertiary Sandstone 

5.517 

0.29 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.11 

0.13 

0.002 

0.09 

0.11 


Kharadi 

0820000102388900 

24.913 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

12.808 

0.86 

0.070 

0.27 

0.01 

0.00 

0.00 

0.00 

1.03 

0.91 

1.01 

0.059 

0.19 

0.22 







Non-command 

Older Alluvium 

12.105 

0.86 

0.100 

0.18 

0.01 

0.00 

0.00 

0.02 

1.19 

1.06 

0.66 

0.056 

0.18 

0.20 


Kharchiya 

0820000102389600 

4.818 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.818 

0.70 

0.100 

0.13 

0.02 

0.00 

0.00 

0.00 

0.45 

0.38 

0.48 

0.022 

0.38 

0.45 


Khariya Meethapur 

0815000702013600 

23.783 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

12.018 

2.56 

0.080 

0.75 

0.04 

0.00 

0.00 

0.00 

3.17 

3.80 

2.92 

0.052 

0.19 

0.16 


Khati Khera 

0820000102392400 

5.367 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.367 

1.33 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.72 

0.58 

0.03 

0.025 

0.37 

0.46 


Kheendawas 

0820000102397300 

4.508 

Fresh 

Non-command 

Non-command 

Gneisses 

4.508 

1.77 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.08 

0.08 

0.021 

0.38 

0.65 


Khejarla 

0815000702009600 

36.511 

Fresh 

Non-command 

Non-command 

Jalore Granite 

4.030 

1.41 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.12 

0.06 

0.017 

0.04 

0.04 


Khera Deogarh 

0820000102394700 

8.148 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.937 

0.60 

0.100 

0.18 

0.01 

0.00 

0.00 

0.00 

0.64 

0.65 

0.69 

0.037 

0.41 

0.40 







Non-command 

Erinpura Granite 

0.207 

0.60 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 


Khera Maharajpura 

0820000102398900 

7.989 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.139 

1.34 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.01 

0.01 







Non-command 

Younger Alluvium 

0.559 

1.34 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.02 

0.003 

0.03 

0.03 


Khera Ramgarh 

0820000102394600 

4.640 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.641 

1.49 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.20 

0.00 

0.008 

0.13 

0.16 







Non-command 

Younger Alluvium 

2.998 

1.49 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.54 

0.43 

0.00 

0.014 

0.24 

0.30 


Kheramolawas 

0820000102389700 

2.212 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.212 

0.68 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.19 

0.16 

0.18 

0.010 

0.38 

0.45 


Khinawari 

0820000102395000 

5.684 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.068 

1.24 

0.100 

0.29 

0.01 

0.00 

0.00 

0.01 

0.90 

0.71 

1.14 

0.023 

0.33 

0.42 







Non-command 

Younger Alluvium 

0.422 

1.24 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.10 

0.002 

0.03 

0.03 


Khojanagar 

0815000702006500 

16.489 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

16.262 

2.10 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

2.78 

2.77 

0.09 

0.070 

0.36 

0.37 


Killa 

0814000701865300 

12.117 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.009 

0.96 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.03 

0.14 

0.008 

0.07 

0.16 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

3.193 

0.96 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.03 

0.14 

0.013 

0.11 

0.25 


Kishan Nagar 

0820000102392800 

2.959 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

2.959 

1.03 

0.070 

0.30 

0.01 

0.00 

0.00 

0.00 

0.50 

0.55 

1.18 

0.014 

0.37 

0.34 


Kod 

0814000701862800 

12.652 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

12.652 

-0.41 

0.015 

0.31 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.16 

0.053 

0.39 

0.77 


Kodiya 

0814000701861800 

8.654 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.344 

-0.46 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.010 

0.11 

0.20 







Non-command 

Phyllite & Schist 

6.310 

-0.46 

0.015 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.027 

0.28 

0.54 


Kooprawas 

0815000702010400 

6.082 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

6.082 

1.90 

0.080 

0.16 

0.01 

0.00 

0.00 

0.00 

1.07 

1.24 

0.59 

0.026 

0.37 

0.32 


Kotariya 

0820000102397400 

28.636 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.999 

1.82 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.38 

0.24 

0.08 

0.009 

0.03 

0.04 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Hunawas Kalan 

0820000102394100 

0.15 

0.17 

204.08 

0.20 

0.00 

0.20 

0.04 

0.41 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.204 

0.010 

0.193 

0.044 

22.63 

Safe 

Hunawas Khurd 

0820000102394200 

0.15 

0.10 

261.01 

0.11 

- 

0.11 

0.04 

0.41 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.124 

0.006 

0.118 

0.188 

158.93 

Over Exploited 

Jagannathpura 

0814000601842600 

0.20 

0.04 

185.88 

0.05 

- 

0.05 

0.04 

0.42 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.057 

0.003 

0.054 

0.371 

686.81 

Over Exploited 

Jaitaran (M) 

0820000142001000 

0.15 

1.61 

201.83 

1.93 

0.04 

1.97 

0.04 

0.39 

- 

0.0700 

- 

- 

0.023 

0.093 

0.093 

2.062 

0.103 

1.959 

5.069 

258.81 

Over Exploited 

Jajasani 

0814000601844700 

0.20 

0.19 

- 

0.19 

- 

0.19 

0.03 

0.28 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.195 

0.020 

0.176 

0.154 

87.42 

Semi Critical 

Janasani 

0820000102394400 

0.15 

0.00 

67,892.01 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jarau Kalan 

0814000601843100 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.002 

291.26 

Over Exploited 

Jasnagar 

0814000601841300 

0.20 

0.93 

2.04 

0.95 

0.04 

0.99 

0.04 

0.42 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

1.097 

0.055 

1.042 

1.058 

101.53 

Over Exploited 

Jaswantabad 

0814000601841400 

0.20 

0.88 

22.19 

1.05 

0.10 

1.15 

0.04 

0.42 

- 

0.3000 

- 

- 

- 

0.300 

0.300 

1.452 

0.073 

1.379 

2.717 

196.97 

Over Exploited 

Jaswantpura 

0815000702010800 

0.08 

0.02 

1,097.69 

0.03 

0.01 

0.04 

0.02 

0.19 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.080 

0.004 

0.076 

0.373 

489.14 

Over Exploited 



0.10 

0.00 

18,622.21 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

12,211.44 

Over Exploited 


0814000701863200 

0.04 

0.06 

- 

0.06 

- 

0.06 

0.04 

0.44 

- 

- 

- 

- 

- 

- 

- 

0.065 

0.006 

0.058 

0.061 

105.06 

Over Exploited 

Jatawas 

0814000601845200 

0.20 

0.43 

- 

0.43 

- 

0.43 

0.04 

0.39 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.437 

0.044 

0.393 

0.186 

47.26 

Safe 

Jetgarh 

0821000302511600 

0.07 

0.00 

2,101.12 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.015 

1,219.06 

Over Exploited 



0.07 

0.01 

615.38 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.001 

0.015 

0.001 

0.015 

0.037 

257.35 

Over Exploited 

Jhak 

0815000702009900 

0.08 

1.15 

517.71 

1.38 

0.03 

1.41 

0.04 

0.40 

- 

0.0700 

- 

- 

0.014 

0.084 

0.084 

1.490 

0.074 

1.415 

1.974 

139.46 

Over Exploited 

Jhala Ki Chauki 

0820000202407100 

0.06 

0.00 

532,399.84 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jhujanda 

0820000102394300 

0.15 

0.33 

175.66 

0.40 

0.01 

0.41 

0.04 

0.39 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.433 

0.022 

0.411 

0.503 

122.26 

Over Exploited 

Jintiya 

0814000601843000 

0.20 

0.19 

- 

0.19 

0.03 

0.22 

0.03 

0.33 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.308 

0.031 

0.277 

0.794 

286.84 

Over Exploited 

Jodhawas 

0820000102394000 

0.15 

0.16 

249.56 

0.19 

0.00 

0.19 

0.04 

0.37 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.193 

0.010 

0.183 

0.041 

22.16 

Safe 

Kaisarpura 

0821000302511500 

0.07 

0.14 

94.17 

0.17 

0.01 

0.18 

0.03 

0.34 

0.02 

0.0200 

- 

- 

- 

0.020 

0.036 

0.213 

0.011 

0.202 

0.526 

260.13 

Over Exploited 



0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.00 

1,269.72 

0.00 

- 

0.00 

0.00 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.036 

1,225.99 

Over Exploited 

Kalauna 

0815000702010300 

0.08 

0.30 

587.79 

0.36 

0.02 

0.39 

0.03 

0.40 

- 

0.0500 

- 

- 

0.003 

0.053 

0.053 

0.439 

0.022 

0.417 

1.443 

346.20 

Over Exploited 

Kaletra 

0814000601842900 

0.20 

0.63 

- 

0.63 

- 

0.63 

0.04 

0.42 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.641 

0.064 

0.577 

0.167 

28.91 

Safe 

Kalni 

0814000701862300 

0.04 

0.12 

(63.16) 

0.09 

- 

0.09 

0.04 

0.42 

- 

- 

- 

- 

- 

- 

- 

0.093 

0.005 

0.088 

0.138 

156.73 

Over Exploited 

Kalni Kumaran 

0814000701861900 

0.20 

0.62 

- 

0.62 

- 

0.62 

0.03 

0.32 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.628 

0.063 

0.565 

0.183 

32.38 

Safe 



0.04 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.012 

0.033 

273.68 

Over Exploited 

Kalyanpura 

0814000701864600 

0.04 

0.06 

- 

0.06 

- 

0.06 

0.04 

0.40 

- 

- 

- 

- 

- 

- 

- 

0.060 

0.006 

0.054 

0.062 

113.92 

Over Exploited 

Kanawas 

0820000102390300 

0.15 

0.32 

31.04 

0.39 

0.03 

0.41 

0.04 

0.41 

- 

0.0500 

- 

- 

0.008 

0.058 

0.058 

0.469 

0.023 

0.445 

0.505 

113.37 

Over Exploited 

Kane Charanawatan 

0820000102390400 

0.15 

0.57 

61.72 

0.68 

0.01 

0.69 

0.04 

0.41 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.725 

0.036 

0.689 

0.827 

120.15 

Over Exploited 

Kanwaliya Kalan 

0820000102389800 

0.15 

0.00 

13,890.11 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.41 

17.84 

0.48 

- 

0.48 

0.04 

0.41 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.491 

0.025 

0.466 

0.138 

29.61 

Safe 

Kanwaliya Khurd 

0820000102389900 

0.15 

0.21 

19.50 

0.26 

- 

0.26 

0.03 

0.36 

- 

- 

- 

- 

- 

- 

- 

0.255 

0.013 

0.242 

0.046 

19.07 

Safe 



0.12 

0.00 

813.29 

0.01 

- 

0.01 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.003 

65.59 

Safe 

Karoliya 

0820000102392200 

0.15 

0.36 

202.91 

0.43 

0.01 

0.44 

0.03 

0.34 

- 

0.0100 

- 

- 

0.009 

0.019 

0.019 

0.455 

0.023 

0.432 

0.331 

76.69 

Semi Critical 



0.15 

0.00 

25,372.37 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

19.61 

Safe 

Katmor 

0820000102396800 

0.15 

0.61 

173.28 

0.73 

0.00 

0.73 

0.04 

0.42 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.745 

0.037 

0.708 

0.181 

25.60 

Safe 

Kaya Bheela 

0820000202404000 

0.06 

0.02 

544.20 

0.02 

- 

0.02 

0.03 

0.29 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.033 

0.002 

0.031 

0.102 

326.98 

Over Exploited 

Keeron Ki Dhani 

0814000601842500 

0.20 

0.48 

(93.96) 

0.38 

- 

0.38 

0.04 

0.42 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.393 

0.020 

0.373 

0.092 

24.78 

Safe 

Kekindara 

0820000102396100 

0.15 

1.40 

73.22 

1.68 

0.06 

1.73 

0.04 

0.42 

- 

0.1300 

- 

- 

0.024 

0.154 

0.154 

1.887 

0.094 

1.793 

1.291 

72.02 

Semi Critical 

Khakharki 

0814000601840500 

0.15 

0.11 

75.16 

0.14 

- 

0.14 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.147 

0.007 

0.139 

0.141 

100.98 

Over Exploited 



0.10 

0.05 

112.70 

0.06 

- 

0.06 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.059 

0.003 

0.056 

0.134 

237.37 

Over Exploited 

Kharadi 

0820000102388900 

0.07 

0.17 

432.79 

0.21 

0.01 

0.22 

0.02 

0.21 

- 

0.0400 

- 

- 

0.004 

0.044 

0.044 

0.263 

0.013 

0.250 

1.067 

427.35 

Over Exploited 



0.15 

0.33 

223.27 

0.39 

0.03 

0.42 

0.02 

0.20 

- 

0.0200 

- 

- 

0.025 

0.045 

0.045 

0.466 

0.023 

0.443 

0.716 

161.62 

Over Exploited 

Kharchiya 

0820000102389600 

0.15 

0.27 

38.28 

0.33 

0.02 

0.35 

0.04 

0.42 

- 

0.0500 

- 

- 

0.003 

0.053 

0.053 

0.402 

0.020 

0.382 

0.502 

131.57 

Over Exploited 

Khariya Meethapur 

0815000702013600 

0.08 

0.18 

1,997.86 

0.22 

0.04 

0.26 

0.02 

0.21 

- 

0.1100 

- 

- 

0.002 

0.112 

0.112 

0.371 

0.019 

0.352 

2.974 

844.14 

Over Exploited 

Khati Khera 

0820000102392400 

0.15 

0.30 

94.51 

0.36 

0.00 

0.36 

0.04 

0.41 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.363 

0.018 

0.345 

0.051 

14.71 

Safe 

Kheendawas 

0820000102397300 

0.06 

0.10 

(16.48) 

0.08 

0.00 

0.09 

0.04 

0.42 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.089 

0.004 

0.085 

0.098 

115.13 

Over Exploited 

Khejarla 

0815000702009600 

0.07 

0.01 

935.41 

0.01 

0.00 

0.02 

0.00 

0.04 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.031 

0.002 

0.030 

0.075 

252.40 

Over Exploited 

Khera Deogarh 

0820000102394700 

0.15 

0.48 

33.94 

0.58 

0.01 

0.59 

0.05 

0.45 

0.05 

0.0300 

- 

- 

- 

0.030 

0.084 

0.673 

0.034 

0.639 

0.723 

113.03 

Over Exploited 



0.08 

0.00 

1,326.25 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.012 

5,471.70 

Over Exploited 

Khera Maharajpura 

0820000102398900 

0.15 

0.00 

11,022.42 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.15 

0.00 

3,578.38 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.002 

0.027 

1,068.12 

Over Exploited 

Khera Ramgarh 

0820000102394600 

0.15 

0.03 

508.11 

0.04 

- 

0.04 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.039 

0.002 

0.037 

0.008 

20.45 

Safe 



0.15 

0.11 

299.44 

0.13 

- 

0.13 

0.03 

0.27 

- 

- 

- 

- 

- 

- 

- 

0.130 

0.007 

0.124 

0.014 

11.19 

Safe 

Kheramolawas 

0820000102389700 

0.15 

0.13 

26.89 

0.15 

0.01 

0.16 

0.04 

0.42 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.183 

0.009 

0.173 

0.186 

107.35 

Over Exploited 

Khinawari 

0820000102395000 

0.15 

0.25 

184.09 

0.30 

0.02 

0.32 

0.03 

0.37 

- 

0.0400 

- 

- 

0.009 

0.049 

0.049 

0.366 

0.018 

0.348 

1.158 

333.05 

Over Exploited 



0.15 

0.00 

3,664.36 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.098 

4,945.43 

Over Exploited 

Khojanagar 

0815000702006500 

0.08 

0.47 

483.10 

0.57 

0.00 

0.57 

0.04 

0.40 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.574 

0.029 

0.545 

0.160 

29.32 

Safe 

Killa 

0814000701865300 

0.04 

0.01 

51,817.99 

0.01 

0.01 

0.02 

0.01 

0.07 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.036 

0.002 

0.035 

0.149 

432.06 

Over Exploited 



0.04 

0.01 

134.46 

0.02 

0.01 

0.03 

0.01 

0.12 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.047 

0.002 

0.044 

0.156 

353.55 

Over Exploited 

Kishan Nagar 

0820000102392800 

0.07 

0.08 

621.07 

0.09 

0.01 

0.10 

0.04 

0.41 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.142 

0.007 

0.135 

1.190 

880.77 

Over Exploited 

Kod 

0814000701862800 

0.04 

0.20 

- 

0.20 

0.01 

0.21 

0.04 

0.43 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.247 

0.025 

0.223 

1.215 

546.05 

Over Exploited 

Kodiya 

0814000701861800 

0.20 

0.05 

- 

0.05 

- 

0.05 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.059 

0.006 

0.053 

0.230 

430.80 

Over Exploited 



0.04 

0.07 

- 

0.07 

- 

0.07 

0.03 

0.31 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.081 

0.008 

0.073 

0.203 

276.52 

Over Exploited 

Kooprawas 

0815000702010400 

0.08 

0.18 

592.80 

0.21 

0.01 

0.23 

0.04 

0.40 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.251 

0.013 

0.238 

0.620 

260.44 

Over Exploited 

Kotariya 

0820000102397400 

0.15 

0.01 

2,993.26 

0.01 

- 

0.01 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.009 

0.088 

988.92 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Phyllite & Schist 

0.012 

1.82 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses 

26.518 

1.82 

0.015 

0.14 

0.00 

0.00 

0.00 

0.00 

0.86 

0.54 

0.39 

0.122 

0.35 

0.55 


Kurdaya 

081400060183420C 

28.685 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

20.068 

-0.07 

0.070 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.47 

0.008 

0.26 

0.29 







Non-command 

Tertiary Sandstone 

0.007 

-0.07 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kurki 

082000010239710C 

15.567 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.542 

2.30 

0.100 

0.22 

0.01 

0.00 

0.00 

0.00 

1.72 

1.06 

0.83 

0.030 

0.16 

0.26 







Non-command 

Gneisses 

9.025 

2.30 

0.015 

0.12 

0.01 

0.00 

0.00 

0.05 

0.37 

0.23 

0.41 

0.042 

0.22 

0.35 


Ladpura 

081400070186240C 

20.571 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.233 

0.50 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.09 

0.04 

0.13 

0.026 

0.12 

0.25 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

13.982 

0.50 

0.015 

0.07 

0.00 

0.00 

0.00 

0.00 

0.18 

0.08 

0.18 

0.059 

0.27 

0.55 


Ladwa 

081400060184190C 

5.713 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.713 

0.07 

0.080 

0.17 

0.02 

0.00 

0.00 

0.00 

0.18 

0.13 

0.66 

0.024 

0.38 

0.52 


Lakhasani 

0820000102393200 

4.695 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.569 

5.74 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.23 

0.00 

0.003 

0.05 

0.04 


Lakheena 

0814000701865100 

7.327 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

3.810 

0.90 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.11 

0.016 

0.21 

0.46 


Lambiya 

0820000102395800 

40.374 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.715 

1.41 

0.100 

0.07 

0.01 

0.00 

0.00 

0.00 

2.00 

1.71 

0.20 

0.063 

0.13 

0.15 





Saline 

Non-command 

Non-command 

Older Alluvium 

26.658 

1.41 

0.100 

0.10 

0.01 

0.00 

0.00 

0.00 

3.86 

3.30 

0.23 

0.123 

0.25 

0.29 


Leelamba 

0820000202400800 

11.096 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.052 

3.03 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Raipur Luni 

Command 

Erinpura Granite 

0.079 

3.03 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.000 

0.00 

0.00 


Leelriya 

0820000102390000 

8.236 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.714 

0.56 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.33 

0.28 

0.00 

0.026 

0.26 

0.31 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.522 

0.56 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.12 

0.00 

0.012 

0.11 

0.13 


Leswa 

0821000202504500 

13.547 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.080 

1.91 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 


Likhmaniya 

0820000102396000 

3.177 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.177 

1.16 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.40 

0.33 

0.14 

0.015 

0.38 

0.46 


Liliya 

0814000601841000 

20.168 

Fresh 

Non-command 

Non-command 

Older Alluvium 

20.168 

0.70 

0.080 

0.75 

0.04 

0.00 

0.00 

0.00 

1.84 

1.55 

2.89 

0.085 

0.38 

0.45 


Litariya 

0820000102390500 

5.071 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

2.255 

0.95 

0.070 

0.09 

0.00 

0.00 

0.00 

0.00 

0.24 

0.21 

0.34 

0.010 

0.17 

0.19 







Non-command 

Older Alluvium 

2.816 

0.95 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.35 

0.31 

0.30 

0.013 

0.21 

0.23 


Loongiya 

0814000601845700 

10.675 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.675 

-0.07 

0.080 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.44 

0.045 

0.38 

0.68 


Looniyas 

0814000601834500 

13.985 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.125 

-0.77 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Tertiary Sandstone 

0.359 

-0.77 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Lototi 

0820000102390800 

19.090 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

15.624 

1.18 

0.070 

0.64 

0.03 

0.00 

0.00 

0.02 

1.89 

1.83 

2.47 

0.072 

0.30 

0.31 







Non-command 

Older Alluvium 

2.056 

1.18 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.30 

0.29 

0.24 

0.009 

0.04 

0.04 


Maliyan ki dhani 

0814000601841200 

2.516 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.516 

0.98 

0.080 

0.16 

0.02 

0.00 

0.00 

0.00 

0.34 

0.27 

0.61 

0.011 

0.38 

0.48 


Malpuriya 

0820000102391200 

11.921 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.328 

1.29 

0.100 

0.06 

0.00 

0.00 

0.00 

0.03 

1.11 

0.90 

0.18 

0.038 

0.26 

0.32 







Non-command 

Younger Alluvium 

1.341 

1.29 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.18 

0.04 

0.006 

0.04 

0.05 


Mathaniya 

0814000701861700 

3.153 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.223 

-0.41 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.001 

0.03 

0.05 







Non-command 

Phyllite & Schist 

2.929 

-0.41 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.012 

0.36 

0.70 


Medas 

0814000601842200 

13.854 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.854 

0.74 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.85 

0.62 

0.03 

0.058 

0.38 

0.52 


Mewariya 

0821000302510900 

11.826 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.182 

2.74 

0.020 

0.12 

0.01 

0.00 

0.00 

0.00 

0.50 

0.30 

0.41 

0.047 

0.21 

0.36 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.961 

2.74 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.03 

0.006 

0.03 

0.05 


Mohangarh 

0820000102397200 

4.746 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.746 

2.28 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

1.12 

0.70 

0.13 

0.022 

0.38 

0.61 


Mugdara 

0814000601840800 

13.055 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

3.116 

0.49 

0.050 

0.08 

0.00 

0.00 

0.00 

0.00 

0.16 

0.13 

0.30 

0.013 

0.09 

0.10 







Non-command 

Older Alluvium 

9.939 

0.49 

0.080 

0.26 

0.01 

0.00 

0.00 

0.00 

0.64 

0.55 

0.99 

0.042 

0.29 

0.33 


Murkasni 

0815000702009800 

14.691 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

14.691 

2.07 

0.080 

0.50 

0.02 

0.00 

0.00 

0.02 

2.90 

3.12 

1.90 

0.063 

0.37 

0.34 


Narsingh Basni 

0814000701862600 

9.209 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.702 

-0.09 

0.015 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.54 

0.028 

0.29 

0.60 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.507 

-0.09 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.011 

0.11 

0.22 


Nimaj 

0820000102394500 

29.891 

Fresh 

Non-command 

Non-command 

Older Alluvium 

22.432 

1.42 

0.100 

1.20 

0.06 

0.00 

0.00 

0.00 

4.33 

3.66 

4.66 

0.104 

0.29 

0.34 







Non-command 

Erinpura Granite 

2.205 

1.42 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.19 

0.010 

0.03 

0.03 


Nimbol 

0820000102390600 

23.453 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

17.982 

1.20 

0.070 

0.71 

0.03 

0.00 

0.00 

0.01 

2.18 

2.04 

2.73 

0.083 

0.28 

0.30 







Non-command 

Older Alluvium 

5.472 

1.20 

0.100 

0.16 

0.01 

0.00 

0.00 

0.00 

0.80 

0.75 

0.60 

0.025 

0.09 

0.09 


Nimbola Biswa 

0814000701863400 

14.960 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.755 

-0.15 

0.015 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.028 

0.18 

0.38 


Odawas 

0820000102396400 

7.014 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.014 

3.18 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

2.27 

1.96 

0.16 

0.032 

0.38 

0.44 


Pagara 

0821000302510800 

27.271 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

25.594 

2.29 

0.020 

0.22 

0.01 

0.00 

0.00 

0.10 

1.28 

0.73 

0.68 

0.168 

0.34 

0.60 







Non-command 

Gneisses 

1.046 

2.29 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.007 

0.01 

0.02 


Patel Nagar 

0815000702006300 

13.483 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

3.640 

1.18 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.41 

0.39 

0.25 

0.016 

0.10 

0.10 


Patus 

0820000102392000 

6.573 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.043 

1.59 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.65 

0.51 

0.03 

0.019 

0.23 

0.29 


Peeh 

0814000801876200 

24.137 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.782 

-0.26 

0.015 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.039 

0.12 

0.24 


Peepara 

0820000102389100 

8.437 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

2.376 

0.64 

0.070 

0.08 

0.00 

0.00 

0.00 

0.00 

0.19 

0.16 

0.29 

0.011 

0.11 

0.12 







Non-command 

Older Alluvium 

6.062 

0.64 

0.100 

0.16 

0.01 

0.00 

0.00 

0.00 

0.54 

0.47 

0.60 

0.028 

0.27 

0.31 


Peepliya 

0814000701862200 

8.557 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.970 

0.82 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.16 

0.08 

0.23 

0.034 

0.35 

0.67 


Peesangan 

0821000302510600 

32.688 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.703 

1.96 

0.020 

0.05 

0.00 

0.00 

0.00 

0.01 

0.19 

0.10 

0.19 

0.024 

0.04 

0.08 


Peethas 

0814000601834300 

8.282 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

3.865 

-0.20 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.18 

0.20 







Non-command 

Tertiary Sandstone 

4.417 

-0.20 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.20 

0.23 


Phalki 

0814000601840900 

7.148 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

2.660 

0.59 

0.050 

0.19 

0.01 

0.00 

0.00 

0.00 

0.26 

0.23 

0.76 

0.011 

0.14 

0.16 







Non-command 

Older Alluvium 

4.488 

0.59 

0.080 

0.34 

0.02 

0.00 

0.00 

0.00 

0.53 

0.46 

1.32 

0.019 

0.24 

0.27 


Phoolmal 

0820000102395100 

12.459 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.021 

1.59 

0.100 

0.04 

0.00 

0.00 

0.00 

0.01 

0.35 

0.28 

0.16 

0.009 

0.06 

0.08 


Pichiyak 

0815000702010600 

15.744 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.232 

0.69 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.07 

0.001 

0.01 

0.00 


Pratappura 

0821000302511000 

1.456 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.009 

3.31 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 



0820000102395700 

2.917 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.083 

1.56 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.834 

1.56 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.44 

0.39 

0.00 

0.013 

0.37 

0.42 


Prithvi Pura 

0820000102393000 

6.426 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

5.147 

0.67 

0.070 

0.07 

0.00 

0.00 

0.00 

0.00 

0.31 

0.32 

0.25 

0.024 

0.30 

0.29 


Punwalia 

0814000801876300 

4.192 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.566 

-0.54 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.009 

0.15 

0.33 


Rabariyas 

0820000102395400 

27.891 

Fresh 

Non-command 

Non-command 

Older Alluvium 

17.457 

1.27 

0.100 

0.25 

0.01 

0.00 

0.00 

0.00 

2.46 

2.27 

0.89 

0.081 

0.24 

0.26 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.06 

0.00 

284,759.94 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.55 

(1.10) 

0.54 

- 

0.54 

0.04 

0.38 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.555 

0.028 

0.527 

0.516 

98.01 

Critical 

Kurdaya 

0814000601834200 

0.08 

0.42 

- 

0.42 

0.01 

0.43 

0.03 

0.29 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.450 

0.045 

0.405 

0.476 

117.47 

Over Exploited 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kurki 

0820000102397100 

0.15 

0.16 

584.34 

0.19 

0.01 

0.20 

0.02 

0.18 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.227 

0.011 

0.215 

0.859 

399.15 

Over Exploited 



0.06 

0.12 

93.80 

0.14 

0.06 

0.20 

0.02 

0.24 

- 

0.0200 

- 

- 

0.077 

0.097 

0.097 

0.301 

0.015 

0.286 

0.455 

158.98 

Over Exploited 

Ladpura 

0814000701862400 

0.04 

0.03 

41.52 

0.04 

- 

0.04 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.045 

0.002 

0.043 

0.160 

371.93 

Over Exploited 



0.04 

0.15 

(43.29) 

0.12 

- 

0.12 

0.03 

0.29 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.129 

0.006 

0.122 

0.243 

198.80 

Over Exploited 

Ladwa 

0814000601841900 

0.20 

0.44 

(69.32) 

0.35 

0.02 

0.37 

0.04 

0.42 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.439 

0.022 

0.417 

0.684 

164.07 

Over Exploited 

Lakhasani 

0820000102393200 

0.07 

0.00 

12,928.62 

0.00 

0.00 

0.00 

0.00 

0.05 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.004 

0.000 

0.004 

0.003 

72.71 

Semi Critical 

Lakheena 

0814000701865100 

0.04 

0.03 

15.55 

0.04 

- 

0.04 

0.02 

0.23 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.047 

0.002 

0.044 

0.121 

272.87 

Over Exploited 

Lambiya 

0820000102395800 

0.15 

0.26 

546.48 

0.32 

0.01 

0.33 

0.01 

0.14 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.347 

0.017 

0.330 

0.259 

78.60 

Semi Critical 



0.12 

0.80 

312.88 

0.96 

0.01 

0.97 

0.03 

0.28 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.999 

0.050 

0.949 

0.357 

37.63 

Safe 

Leelamba 

0820000202400800 

0.08 

0.00 

40,168.30 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

26,050.72 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Leelriya 

0820000102390000 

0.15 

0.22 

26.86 

0.27 

- 

0.27 

0.03 

0.29 

- 

- 

- 

- 

- 

- 

- 

0.268 

0.013 

0.255 

0.026 

10.37 

Safe 



0.12 

0.03 

248.48 

0.04 

- 

0.04 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.042 

0.002 

0.040 

0.012 

29.38 

Safe 

Leswa 

0821000202504500 

0.07 

0.00 

10,938.44 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Likhmaniya 

0820000102396000 

0.15 

0.18 

81.81 

0.22 

0.01 

0.23 

0.04 

0.42 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.255 

0.013 

0.242 

0.151 

62.18 

Safe 

Liliya 

0814000601841000 

0.20 

1.53 

1.94 

1.55 

0.04 

1.59 

0.04 

0.42 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

1.705 

0.085 

1.620 

2.978 

183.87 

Over Exploited 

Litariya 

0820000102390500 

0.07 

0.03 

719.53 

0.03 

0.00 

0.03 

0.02 

0.18 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.042 

0.002 

0.040 

0.346 

865.66 

Over Exploited 



0.15 

0.09 

253.05 

0.10 

0.00 

0.11 

0.02 

0.23 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.121 

0.006 

0.115 

0.313 

272.20 

Over Exploited 

Loongiya 

0814000601845700 

0.20 

0.81 

- 

0.81 

0.01 

0.82 

0.04 

0.42 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.841 

0.084 

0.757 

0.480 

63.39 

Safe 

Looniyas 

0814000601834500 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Lototi 

0820000102390800 

0.07 

0.33 

451.79 

0.40 

0.05 

0.44 

0.03 

0.33 

- 

0.0900 

- 

- 

0.023 

0.113 

0.113 

0.556 

0.028 

0.528 

2.544 

481.43 

Over Exploited 



0.15 

0.01 

2,283.03 

0.01 

0.00 

0.02 

0.00 

0.04 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.026 

0.001 

0.025 

0.249 

999.69 

Over Exploited 

Maliyan ki dhani 

0814000601841200 

0.20 

0.19 

38.73 

0.23 

0.02 

0.25 

0.04 

0.42 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.320 

0.016 

0.304 

0.622 

204.48 

Over Exploited 

Malpuriya 

0820000102391200 

0.15 

0.32 

178.98 

0.39 

0.03 

0.41 

0.03 

0.29 

- 

0.0100 

- 

- 

0.039 

0.049 

0.049 

0.463 

0.023 

0.440 

0.214 

48.78 

Safe 



0.15 

0.01 

2,013.59 

0.01 

- 

0.01 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.001 

0.010 

0.042 

441.46 

Over Exploited 

Mathaniya 

0814000701861700 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.029 

2,606.26 

Over Exploited 



0.04 

0.04 

- 

0.04 

- 

0.04 

0.04 

0.40 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.052 

0.005 

0.047 

0.170 

360.71 

Over Exploited 

Medas 

0814000601842200 

0.20 

1.06 

(40.95) 

0.84 

- 

0.84 

0.04 

0.42 

- 

- 

- 

- 

- 

- 

- 

0.844 

0.042 

0.802 

0.091 

11.39 

Safe 

Mewariya 

0821000302510900 

0.07 

0.12 

156.13 

0.14 

0.01 

0.15 

0.02 

0.24 

0.01 

0.0200 

- 

- 

- 

0.020 

0.033 

0.182 

0.009 

0.173 

0.452 

261.20 

Over Exploited 



0.07 

0.00 

1,810.40 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.032 

1,337.06 

Over Exploited 

Mohangarh 

0820000102397200 

0.15 

0.27 

159.61 

0.32 

0.00 

0.33 

0.04 

0.42 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.329 

0.016 

0.313 

0.154 

49.24 

Safe 

Mugdara 

0814000601840800 

0.10 

0.03 

380.91 

0.03 

- 

0.03 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.044 

0.002 

0.041 

0.310 

748.99 

Over Exploited 



0.20 

0.57 

(3.30) 

0.55 

0.01 

0.56 

0.03 

0.32 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.601 

0.030 

0.571 

1.032 

180.82 

Over Exploited 

Murkasni 

0815000702009800 

0.08 

0.43 

621.07 

0.52 

0.04 

0.56 

0.04 

0.40 

- 

0.0700 

- 

- 

0.028 

0.098 

0.098 

0.655 

0.033 

0.622 

1.965 

315.98 

Over Exploited 

Narsingh Basni 

0814000701862600 

0.04 

0.08 

- 

0.08 

0.01 

0.09 

0.03 

0.32 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.107 

0.011 

0.096 

0.565 

586.91 

Over Exploited 



0.04 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.010 

0.138 

1,418.61 

Over Exploited 

Nimaj 

0820000102394500 

0.15 

0.97 

278.04 

1.16 

0.06 

1.22 

0.03 

0.32 

- 

0.1700 

- 

- 

0.006 

0.176 

0.176 

1.400 

0.070 

1.330 

4.766 

358.19 

Over Exploited 



0.08 

0.00 

1,797.88 

0.01 

0.00 

0.01 

0.00 

0.03 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.018 

0.001 

0.017 

0.198 

1,150.35 

Over Exploited 

Nimbol 

0820000102390600 

0.07 

0.36 

472.01 

0.43 

0.04 

0.46 

0.03 

0.31 

- 

0.1000 

- 

- 

0.009 

0.109 

0.109 

0.573 

0.029 

0.545 

2.813 

516.41 

Over Exploited 



0.15 

0.07 

961.73 

0.09 

0.01 

0.10 

0.01 

0.10 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.120 

0.006 

0.114 

0.625 

549.53 

Over Exploited 

Nimbola Biswa 

0814000701863400 

0.04 

0.05 

- 

0.05 

- 

0.05 

0.02 

0.20 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.059 

0.006 

0.054 

0.215 

402.55 

Over Exploited 

Odawas 

0820000102396400 

0.15 

0.40 

390.75 

0.48 

0.01 

0.49 

0.04 

0.42 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.514 

0.026 

0.489 

0.190 

38.96 

Safe 

Pagara 

0821000302510800 

0.07 

0.65 

11.63 

0.73 

0.11 

0.84 

0.04 

0.38 

0.07 

0.0300 

- 

- 

0.156 

0.186 

0.260 

1.104 

0.055 

1.049 

0.846 

80.64 

Semi Critical 



0.06 

0.00 

1,950.05 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.024 

2,020.30 

Over Exploited 

Patel Nagar 

0815000702006300 

0.08 

0.03 

1,251.50 

0.04 

0.00 

0.04 

0.01 

0.11 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.050 

0.003 

0.048 

0.268 

563.04 

Over Exploited 

Patus 

0820000102392000 

0.15 

0.14 

270.46 

0.17 

0.00 

0.17 

0.02 

0.25 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.172 

0.009 

0.164 

0.049 

29.76 

Safe 

Peeh 

0814000801876200 

0.08 

0.06 

- 

0.06 

- 

0.06 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.073 

0.007 

0.065 

0.353 

539.57 

Over Exploited 

Peepara 

0820000102389100 

0.07 

0.02 

830.54 

0.02 

- 

0.02 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.031 

0.002 

0.030 

0.305 

1,033.61 

Over Exploited 



0.15 

0.24 

91.45 

0.29 

0.01 

0.31 

0.03 

0.30 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.332 

0.017 

0.315 

0.624 

197.79 

Over Exploited 

Peepliya 

0814000701862200 

0.04 

0.11 

(26.16) 

0.09 

0.01 

0.10 

0.04 

0.39 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.129 

0.006 

0.123 

0.263 

214.01 

Over Exploited 

Peesangan 

0821000302510600 

0.07 

0.01 

765.02 

0.01 

0.01 

0.02 

0.00 

0.05 

0.00 

0.0200 

- 

- 

0.011 

0.031 

0.032 

0.053 

0.003 

0.050 

0.212 

420.33 

Over Exploited 

Peethas 

0814000601834300 

0.08 

0.05 

- 

0.05 

- 

0.05 

0.02 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.054 

0.005 

0.049 

0.001 

3.00 

Safe 



0.10 

0.09 

- 

0.09 

- 

0.09 

0.02 

0.22 

- 

- 

- 

- 

- 

- 

- 

0.089 

0.009 

0.080 

0.002 

2.10 

Safe 

Phalki 

0814000601840900 

0.10 

0.04 

505.38 

0.04 

0.01 

0.05 

0.01 

0.15 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.085 

0.004 

0.080 

0.770 

958.33 

Over Exploited 



0.20 

0.21 

118.77 

0.25 

0.02 

0.27 

0.02 

0.26 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.324 

0.016 

0.308 

1.339 

434.97 

Over Exploited 

Phoolmal 

0820000102395100 

0.15 

0.02 

1,434.07 

0.02 

0.01 

0.03 

0.01 

0.07 

- 

0.0100 

- 

- 

0.011 

0.021 

0.021 

0.050 

0.002 

0.047 

0.167 

353.62 

Over Exploited 

Pichiyak 

0815000702010600 

0.08 

0.00 

37,835.46 

0.00 

- 

0.00 

0.00 

0.01 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.010 

0.001 

0.010 

0.073 

759.38 

Over Exploited 

Pratappura 

0821000302511000 

0.07 

0.00 

18,868.73 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 


0820000102395700 

0.15 

0.00 

8,464.94 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.12 

212.46 

0.15 

- 

0.15 

0.04 

0.40 

- 

- 

- 

- 

- 

- 

- 

0.150 

0.007 

0.142 

0.013 

9.21 

Safe 

Prithvi Pura 

0820000102393000 

0.07 

0.11 

194.80 

0.13 

0.00 

0.13 

0.03 

0.33 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.162 

0.008 

0.154 

0.276 

178.66 

Over Exploited 

Punwalia 

0814000801876300 

0.08 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.019 

0.002 

0.017 

0.042 

240.77 

Over Exploited 

Rabariyas 

0820000102395400 

0.15 

0.62 

266.37 

0.74 

0.01 

0.75 

0.02 

0.26 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.782 

0.039 

0.743 

0.967 

130.13 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.567 

1.27 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.01 

0.003 

0.01 

0.01 


Raipur 

0820000202401100 

46.279 

Fresh 

Non-command 

Non-command 

Gneisses 

0.255 

2.27 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.00 

0.00 






Raipur Luni 

Command 

Gneisses 

4.264 

2.27 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.25 

0.27 

0.24 

0.021 

0.04 

0.04 







Command 

Erinpura Granite 

0.931 

2.27 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.04 

0.005 

0.01 

0.01 


Rajadand 

0820000102393400 

5.999 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.047 

4.27 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 







Non-command 

Older Alluvium 

0.066 

4.27 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.000 

0.00 

0.00 


Ramawas Kalan 

0820000102390900 

9.160 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.540 

0.90 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.74 

0.62 

0.21 

0.035 

0.31 

0.36 


Ramawas Khurd 

0820000102391000 

5.940 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.827 

1.13 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.26 

0.00 

0.013 

0.18 

0.22 







Non-command 

Younger Alluvium 

1.523 

1.13 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.17 

0.00 

0.007 

0.10 

0.12 


Ramliyas 

0814000601834400 

8.851 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

4.659 

-0.64 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.002 

0.20 

0.22 







Non-command 

Tertiary Sandstone 

0.080 

-0.64 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rampura 

0820000102396300 

4.006 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.006 

2.28 

0.100 

0.04 

0.00 

0.00 

0.00 

0.01 

0.94 

0.80 

0.13 

0.019 

0.38 

0.45 


Rampuriya 

0815000702010200 

11.650 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

11.650 

1.59 

0.080 

0.64 

0.09 

0.00 

0.00 

0.07 

1.96 

2.25 

2.50 

0.050 

0.36 

0.32 


Raniwal 

0820000102392600 

14.260 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

8.693 

1.10 

0.070 

0.05 

0.00 

0.00 

0.00 

0.00 

0.72 

0.64 

0.14 

0.040 

0.23 

0.25 







Non-command 

Older Alluvium 

5.567 

1.10 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.63 

0.56 

0.05 

0.026 

0.14 

0.16 


Ransi Gaon 

0815000702006800 

47.925 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

26.200 

2.25 

0.080 

0.28 

0.01 

0.00 

0.00 

0.02 

4.96 

5.54 

0.98 

0.113 

0.20 

0.18 







Non-command 

Vindhyan Sandstone 

0.605 

2.25 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.01 

0.003 

0.00 

0.00 


Ras 

0820000102398200 

72.287 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.508 

1.44 

0.100 

0.07 

0.01 

0.00 

0.00 

0.00 

0.71 

0.69 

0.26 

0.021 

0.02 

0.02 







Non-command 

Gneisses 

0.495 

1.44 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.00 

0.00 


Rata Dhoondha 

0814000701864800 

5.832 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.683 

-0.51 

0.015 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.024 

0.40 

0.90 


Rawatkhera 

0814000701862500 

5.354 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.218 

1.32 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.02 

0.03 


Reechhmaliya 

0821000302510700 

27.127 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

25.341 

1.45 

0.020 

0.18 

0.01 

0.00 

0.00 

0.09 

0.81 

0.45 

0.50 

0.166 

0.35 

0.62 







Non-command 

Gneisses 

1.787 

1.45 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.03 

0.012 

0.02 

0.04 


Riyan Bari 

0814000601845300 

33.012 

Fresh 

Non-command 

Non-command 

Older Alluvium 

28.011 

-0.03 

0.080 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.54 

0.118 

0.32 

0.54 


Rohisa 

0814000601842400 

14.115 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.115 

0.99 

0.080 

0.07 

0.01 

0.00 

0.00 

0.00 

1.17 

0.80 

0.22 

0.059 

0.38 

0.56 


Rohisi 

0814000601842700 

11.422 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.422 

1.11 

0.080 

0.15 

0.01 

0.00 

0.00 

0.00 

1.16 

0.73 

0.56 

0.048 

0.38 

0.60 


Rughnathpura 

0814000801876400 

10.470 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.392 

-0.53 

0.015 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.059 

0.41 

0.92 


Sambariya 

0815000702009700 

17.814 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

13.409 

2.05 

0.080 

0.16 

0.01 

0.00 

0.00 

0.01 

2.35 

2.68 

0.57 

0.058 

0.27 

0.24 







Non-command 

Jalore Granite 

2.845 

2.05 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.12 

0.05 

0.012 

0.06 

0.05 


Samdolao Kalan 

0814000601841700 

8.313 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.155 

0.53 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.36 

0.28 

0.00 

0.034 

0.37 

0.48 


Samdolao Khurd 

0814000601841600 

5.728 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.728 

0.74 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.39 

0.31 

0.17 

0.024 

0.38 

0.48 


Samokhi 

0820000102399000 

14.021 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.426 

1.15 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.30 

0.28 

0.05 

0.011 

0.07 

0.07 







Non-command 

Younger Alluvium 

0.155 

1.15 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.00 

0.00 


Saneriya 

0814000701864500 

10.661 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.223 

-0.37 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.02 


Sangawas 

0820000102394800 

5.078 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.820 

1.55 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.67 

0.53 

0.29 

0.018 

0.28 

0.35 


Sarangwas 

0814000601844600 

2.413 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.521 

-0.27 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.006 

0.24 

0.45 


Sathana Kalan 

0814000701861400 

2.146 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.204 

-0.29 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.005 

0.22 

0.41 


Sathana Khurd 

0814000701861600 

5.245 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.949 

-0.33 

0.080 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.74 

0.017 

0.29 

0.55 







Non-command 

Phyllite & Schist 

0.109 

-0.33 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.02 


Sewariya 

0820000102397600 

26.764 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.063 

0.53 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses 

3.091 

0.53 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.06 

0.014 

0.04 

0.06 


Shahpura 

0814000701863300 

7.903 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.758 

-0.10 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.020 

0.24 

0.48 


Shekhpura 

0814000701863000 

5.044 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.044 

-0.14 

0.015 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.021 

0.40 

0.82 


Sinla 

0820000102388700 

20.171 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

20.171 

1.45 

0.070 

0.03 

0.00 

0.00 

0.00 

0.01 

2.07 

2.01 

0.00 

0.093 

0.37 

0.38 


Soodwar 

0814000701863100 

11.825 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

11.825 

-0.13 

0.015 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.050 

0.40 

0.81 


Sooriyas 

0814000601842800 

15.822 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.109 

-0.12 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sowaniya 

0815000702006700 

18.161 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

3.476 

2.61 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.75 

0.82 

0.09 

0.015 

0.07 

0.06 







Non-command 

Vindhyan Sandstone 

2.032 

2.61 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.24 

0.02 

0.009 

0.04 

0.04 


Suraj Garh 

0814000701862100 

27.308 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.577 

0.05 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.07 

0.03 

0.19 

0.015 

0.05 

0.10 







Non-command 

Phyllite & Schist 

23.731 

0.05 

0.015 

0.13 

0.00 

0.00 

0.00 

0.00 

0.15 

0.08 

0.38 

0.100 

0.33 

0.64 


Surpura 

0814000601841100 

7.580 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.580 

0.77 

0.080 

0.13 

0.01 

0.00 

0.00 

0.00 

0.59 

0.49 

0.50 

0.032 

0.38 

0.46 


Talkiya 

0820000102391900 

15.458 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.001 

1.58 

0.100 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

-0.01 

0.00 

0.000 

0.00 

0.00 


Teebri 

0820000102389200 

2.422 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.422 

0.64 

0.100 

0.11 

0.01 

0.00 

0.00 

0.00 

0.25 

0.22 

0.42 

0.011 

0.38 

0.43 


Tehla 

0814000701862900 

22.312 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

22.312 

-0.17 

0.015 

0.45 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.70 

0.094 

0.40 

0.80 


Thakarwas 

0820000102392100 

6.401 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.190 

1.35 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.19 

0.15 

0.12 

0.005 

0.07 

0.09 


Thanwala 

0814000701865000 

36.752 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

34.830 

-0.10 

0.015 

0.62 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.28 

0.147 

0.38 

0.83 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.922 

-0.10 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.008 

0.02 

0.05 


Tigara 

0820000102389400 

5.010 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.010 

0.64 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.34 

0.29 

0.06 

0.023 

0.38 

0.44 


Udaliyawas 

0815000702010500 

10.459 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

10.459 

1.65 

0.080 

0.41 

0.02 

0.00 

0.00 

0.00 

1.77 

2.07 

1.57 

0.045 

0.37 

0.31 

11008051 

Agolai 

0815000501993400 

22.250 

Saline 

Non-command 

Non-command 

Older Alluvium 

22.250 

0.08 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.00 

0.000 

0.29 

0.44 


Ajeet Nagar 

0815000501992700 

23.979 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.267 

0.40 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.20 

0.00 

0.000 

0.12 

0.17 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.001 

0.40 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Amrit Nagar 

0815000501989700 

24.179 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.666 

1.12 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.000 

0.01 

0.01 







Non-command 

Vindhyan Sandstone 

0.511 

1.12 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.947 

1.12 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.11 

0.01 

0.000 

0.02 

0.03 







Non-command 

Vindhyan Sandstone 

0.517 

1.12 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.01 

0.01 


Balaniya 

0817000302152900 

9.793 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.911 

0.43 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.04 

0.012 

0.11 

0.17 





Saline 

Non-command 

Non-command 

Older Alluvium 

5.882 

0.43 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.13 

0.01 

0.018 

0.16 

0.26 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.12 

0.00 

12,624.13 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.015 

2,457.46 

Over Exploited 

Raipur 

082000020240110C 

0.06 

0.00 

63,430.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.020 

44,460.78 

Over Exploited 



0.06 

0.01 

2,571.65 

0.01 

0.01 

0.02 

0.00 

0.04 

0.00 

0.0300 

- 

- 

- 

0.030 

0.031 

0.053 

0.003 

0.051 

0.261 

515.40 

Over Exploited 



0.08 

0.00 

8,559.33 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.048 

5,891.31 

Over Exploited 

Rajadand 

0820000102393400 

0.07 

0.00 

133,724.75 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.00 

62,381.98 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ramawas Kalan 

0820000102390900 

0.15 

0.35 

80.00 

0.41 

0.00 

0.42 

0.03 

0.34 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.428 

0.021 

0.406 

0.245 

60.27 

Safe 

Ramawas Khurd 

0820000102391000 

0.15 

0.07 

242.16 

0.09 

0.00 

0.09 

0.02 

0.19 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.098 

0.005 

0.093 

0.013 

14.04 

Safe 



0.15 

0.02 

669.74 

0.03 

0.00 

0.03 

0.01 

0.11 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.026 

0.001 

0.025 

0.007 

28.23 

Safe 

Ramliyas 

0814000601834400 

0.08 

0.07 

- 

0.07 

- 

0.07 

0.02 

0.22 

- 

- 

- 

- 

- 

- 

- 

0.073 

0.007 

0.066 

0.057 

85.92 

Semi Critical 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rampura 

0820000102396300 

0.15 

0.23 

249.77 

0.27 

0.01 

0.29 

0.04 

0.42 

- 

0.0100 

- 

- 

0.018 

0.028 

0.028 

0.314 

0.016 

0.298 

0.151 

50.48 

Safe 

Rampuriya 

0815000702010200 

0.08 

0.34 

566.79 

0.41 

0.16 

0.56 

0.03 

0.40 

- 

0.2800 

- 

- 

0.100 

0.380 

0.380 

0.942 

0.047 

0.895 

2.552 

285.08 

Over Exploited 

Raniwal 

0820000102392600 

0.07 

0.14 

363.47 

0.17 

0.00 

0.17 

0.02 

0.25 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.187 

0.009 

0.177 

0.184 

103.90 

Over Exploited 



0.15 

0.12 

364.40 

0.15 

0.00 

0.15 

0.01 

0.16 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.153 

0.008 

0.145 

0.079 

54.25 

Safe 

Ransi Gaon 

0815000702006800 

0.08 

0.42 

1,219.98 

0.50 

0.03 

0.53 

0.02 

0.22 

- 

0.0400 

- 

- 

0.024 

0.064 

0.064 

0.594 

0.030 

0.564 

1.091 

193.38 

Over Exploited 



0.07 

0.00 

30,872.44 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.015 

6,545.05 

Over Exploited 

Ras 

0820000102398200 

0.15 

0.02 

4,237.41 

0.02 

0.01 

0.03 

0.00 

0.03 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.059 

0.003 

0.056 

0.285 

508.22 

Over Exploited 



0.06 

0.00 

13,408.11 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

14,133.25 

Over Exploited 

Rata Dhoondha 

0814000701864800 

0.04 

0.09 

- 

0.09 

- 

0.09 

0.04 

0.44 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.102 

0.010 

0.091 

0.350 

382.64 

Over Exploited 

Rawatkhera 

0814000701862500 

0.04 

0.00 

1,332.18 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.018 

11,256.31 

Over Exploited 

Reechhmaliya 

0821000302510700 

0.07 

0.66 

(31.42) 

0.53 

0.10 

0.63 

0.04 

0.39 

- 

0.0200 

- 

- 

0.141 

0.161 

0.161 

0.792 

0.040 

0.752 

0.662 

88.02 

Semi Critical 



0.06 

0.00 

604.74 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.037 

1,134.50 

Over Exploited 

Riyan Bari 

0814000601845300 

0.20 

1.81 

- 

1.81 

0.01 

1.82 

0.04 

0.36 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

1.844 

0.184 

1.660 

0.657 

39.59 

Safe 

Rohisa 

0814000601842400 

0.20 

1.07 

(25.38) 

0.86 

0.01 

0.87 

0.04 

0.42 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.889 

0.044 

0.844 

0.279 

33.10 

Safe 

Rohisi 

0814000601842700 

0.20 

0.87 

(16.22) 

0.73 

0.01 

0.74 

0.04 

0.42 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.758 

0.038 

0.720 

0.604 

83.94 

Semi Critical 

Rughnathpura 

0814000801876400 

0.08 

0.34 

- 

0.34 

- 

0.34 

0.04 

0.45 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.354 

0.035 

0.318 

0.224 

70.38 

Semi Critical 

Sambariya 

0815000702009700 

0.08 

0.29 

808.82 

0.35 

0.02 

0.37 

0.03 

0.30 

- 

0.0200 

- 

- 

0.011 

0.031 

0.031 

0.402 

0.020 

0.382 

0.628 

164.32 

Over Exploited 



0.07 

0.01 

958.87 

0.01 

- 

0.01 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.013 

0.058 

440.04 

Over Exploited 

Samdolao Kalan 

0814000601841700 

0.20 

0.61 

(54.76) 

0.49 

- 

0.49 

0.04 

0.41 

- 

- 

- 

- 

- 

- 

- 

0.488 

0.024 

0.464 

0.034 

7.41 

Safe 

Samdolao Khurd 

0814000601841600 

0.20 

0.44 

(29.06) 

0.35 

- 

0.35 

0.04 

0.42 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.359 

0.018 

0.341 

0.189 

55.44 

Safe 

Samokhi 

0820000102399000 

0.15 

0.02 

1,014.74 

0.03 

0.00 

0.03 

0.01 

0.08 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.030 

0.002 

0.029 

0.064 

224.03 

Over Exploited 



0.15 

0.00 

19,412.85 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Saneriya 

0814000701864500 

0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

14,516.86 

Over Exploited 

Sangawas 

0820000102394800 

0.15 

0.16 

231.54 

0.19 

- 

0.19 

0.03 

0.31 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.202 

0.010 

0.191 

0.312 

162.80 

Over Exploited 

Sarangwas 

0814000601844600 

0.20 

0.07 

- 

0.07 

- 

0.07 

0.03 

0.27 

- 

- 

- 

- 

- 

- 

- 

0.074 

0.007 

0.067 

0.034 

51.49 

Safe 

Sathana Kalan 

0814000701861400 

0.20 

0.05 

- 

0.05 

- 

0.05 

0.02 

0.24 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.063 

0.006 

0.056 

0.258 

458.39 

Over Exploited 

Sathana Khurd 

0814000701861600 

0.20 

0.23 

- 

0.23 

0.01 

0.24 

0.03 

0.32 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.271 

0.027 

0.244 

0.760 

311.47 

Over Exploited 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.009 

29,709.28 

Over Exploited 

Sewariya 

0820000102397600 

0.15 

0.00 

29,842.97 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.01 

112.54 

0.01 

- 

0.01 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.020 

0.001 

0.019 

0.072 

387.05 

Over Exploited 

Shahpura 

0814000701863300 

0.04 

0.05 

- 

0.05 

- 

0.05 

0.03 

0.27 

- 

- 

- 

- 

- 

- 

- 

0.046 

0.005 

0.041 

0.055 

133.32 

Over Exploited 

Shekhpura 

0814000701863000 

0.04 

0.08 

- 

0.08 

- 

0.08 

0.04 

0.44 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.091 

0.009 

0.082 

0.384 

470.92 

Over Exploited 

Sinla 

0820000102388700 

0.07 

0.52 

284.42 

0.63 

0.01 

0.63 

0.04 

0.41 

- 

- 

- 

- 

0.012 

0.012 

0.012 

0.647 

0.032 

0.614 

0.093 

15.17 

Safe 

Soodwar 

0814000701863100 

0.04 

0.19 

- 

0.19 

- 

0.19 

0.04 

0.44 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.199 

0.020 

0.180 

0.270 

150.30 

Over Exploited 

Sooriyas 

0814000601842800 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sowaniya 

0815000702006700 

0.08 

0.02 

4,119.60 

0.02 

0.00 

0.02 

0.01 

0.08 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.026 

0.001 

0.025 

0.105 

420.24 

Over Exploited 



0.07 

0.01 

4,016.86 

0.01 

0.00 

0.01 

0.00 

0.05 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.012 

0.001 

0.011 

0.033 

286.78 

Over Exploited 

Suraj Garh 

0814000701862100 

0.20 

0.04 

(5.02) 

0.03 

- 

0.03 

0.01 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.044 

0.002 

0.042 

0.208 

498.93 

Over Exploited 



0.04 

0.31 

(75.33) 

0.25 

- 

0.25 

0.04 

0.37 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.261 

0.013 

0.248 

0.478 

192.55 

Over Exploited 

Surpura 

0814000601841100 

0.20 

0.58 

(15.39) 

0.49 

0.01 

0.50 

0.04 

0.42 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.517 

0.026 

0.491 

0.527 

107.33 

Over Exploited 

Talkiya 

0820000102391900 

0.15 

0.00 

########## 

0.00 

0.01 

0.01 

0.00 

0.00 

- 

- 

- 

- 

0.015 

0.015 

0.015 

0.025 

0.001 

0.024 

0.000 

0.01 

Safe 

Teebri 

0820000102389200 

0.15 

0.14 

60.35 

0.16 

0.01 

0.18 

0.04 

0.41 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.200 

0.010 

0.190 

0.431 

227.43 

Over Exploited 

Tehla 

0814000701862900 

0.04 

0.35 

- 

0.35 

0.02 

0.37 

0.04 

0.44 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.433 

0.043 

0.390 

1.790 

459.19 

Over Exploited 

Thakarwas 

0820000102392100 

0.15 

0.01 

1,113.33 

0.01 

0.00 

0.02 

0.01 

0.08 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.020 

0.001 

0.019 

0.121 

626.26 

Over Exploited 

Thanwala 

0814000701865000 

0.04 

0.54 

- 

0.54 

0.03 

0.57 

0.04 

0.42 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.656 

0.066 

0.590 

2.431 

411.99 

Over Exploited 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

0.084 

5,732.01 

Over Exploited 

Tigara 

0820000102389400 

0.15 

0.28 

2.69 

0.29 

0.00 

0.29 

0.04 

0.41 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.298 

0.015 

0.283 

0.083 

29.36 

Safe 

Udaliyawas 

0815000702010500 

0.08 

0.31 

573.93 

0.37 

0.02 

0.39 

0.03 

0.40 

- 

0.0600 

- 

- 

0.004 

0.064 

0.064 

0.455 

0.023 

0.432 

1.617 

374.09 

Over Exploited 

Agolai 

0815000501993400 

0.10 

0.64 

(86.23) 

0.52 

0.00 

0.52 

0.04 

0.33 

0.09 

- 

- 

- 

0.005 

0.005 

0.091 

0.611 

0.031 

0.580 

- 

- 

Safe 

Ajeet Nagar 

0815000501992700 

0.10 

0.11 

85.38 

0.13 

- 

0.13 

0.02 

0.13 

0.01 

- 

- 

- 

- 

- 

0.014 

0.145 

0.007 

0.137 

- 

- 

Safe 



0.10 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Amrit Nagar 

0815000501989700 

0.10 

0.00 

7,494.43 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

- 

- 

Safe 



0.06 

0.00 

6,090.30 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.10 

0.00 

2,493.37 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.005 

0.013 

244.21 

Over Exploited 



0.06 

0.00 

6,000.81 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Balaniya 

0817000302152900 

0.10 

0.04 

116.27 

0.05 

- 

0.05 

0.02 

0.12 

0.01 

- 

- 

- 

- 

- 

0.006 

0.056 

0.003 

0.053 

0.051 

95.76 

Critical 



0.10 

0.09 

40.56 

0.11 

- 

0.11 

0.02 

0.18 

0.01 

- 

- 

- 

- 

- 

0.013 

0.126 

0.006 

0.120 

0.025 

20.60 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Balau Jati 

081700030215300C 

20.361 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.113 

1.87 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

1.54 

0.93 

0.08 

0.030 

0.13 

0.21 


Balau Sansan 

0817000302152700 

13.965 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.166 

2.55 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.00 

0.01 


Balesar Durgawatan 

0815000501984600 

8.563 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

8.543 

1.32 

0.030 

0.14 

0.02 

0.00 

0.00 

0.00 

0.46 

0.30 

0.56 

0.000 

0.27 

0.42 


Balesar Satan 

0815000501989800 

29.097 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

15.242 

1.24 

0.030 

0.08 

0.01 

0.00 

0.00 

0.00 

0.64 

0.41 

0.31 

0.000 

0.14 

0.22 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.748 

1.24 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.01 

0.000 

0.01 

0.01 







Non-command 

Vindhyan Sandstone 

10.832 

1.24 

0.030 

0.03 

0.00 

0.00 

0.00 

0.00 

0.43 

0.28 

0.13 

0.000 

0.10 

0.16 


Basni Manna 

0815000501992500 

14.821 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.965 

0.47 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.00 

0.000 

0.04 

0.06 







Non-command 

Vindhyan Sandstone 

12.856 

0.47 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.12 

0.00 

0.000 

0.26 

0.38 


Basni Sepha 

0815000401957400 

11.673 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.822 

0.75 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.16 

0.03 

0.014 

0.10 

0.14 







Non-command 

Vindhyan Sandstone 

3.769 

0.75 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.03 

0.014 

0.10 

0.14 


Bastawa 

0815000501982200 

32.249 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

31.683 

-0.37 

0.030 

0.28 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.11 

0.000 

0.26 

0.41 


Bastawa Mataji 

0815000501982300 

6.403 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

6.398 

-0.30 

0.030 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.53 

0.000 

0.27 

0.42 


Bawarli 

0815000501992600 

13.996 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.282 

0.47 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.26 

0.00 

0.000 

0.22 

0.32 







Non-command 

Vindhyan Sandstone 

3.714 

0.47 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.00 

0.000 

0.08 

0.12 


Belwa 

0815000501984300 

10.616 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

9.526 

0.82 

0.030 

0.11 

0.02 

0.00 

0.00 

0.00 

0.32 

0.21 

0.44 

0.000 

0.25 

0.38 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

1.084 

0.82 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.03 

0.000 

0.03 

0.04 


Belwa Ranaji 

0815000501981500 

35.969 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

33.968 

0.39 

0.030 

0.30 

0.01 

0.00 

0.00 

0.00 

0.68 

0.44 

1.20 

0.000 

0.26 

0.39 


Bhaloo Jogsar 

0815000501978100 

4.654 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.319 

0.21 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.000 

0.07 

0.11 


Bhaloo Kalan 

0815000501978400 

20.909 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

3.775 

0.00 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.05 

0.07 


Bhaloo Kumbaniya 

0815000501978200 

10.482 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.655 

0.25 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.02 


Bhaloo Ratangarh 

0815000501978300 

21.101 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

3.751 

0.05 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.000 

0.05 

0.07 


Bhandoo Jati 

0815000501989600 

18.988 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.949 

2.08 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.12 

0.00 

0.003 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Older Alluvium 

8.833 

2.08 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

1.86 

1.14 

0.04 

0.031 

0.12 

0.20 


Bhangarh 

0815000501991800 

5.679 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.018 

0.98 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.16 

0.01 

0.000 

0.15 

0.23 







Non-command 

Vindhyan Sandstone 

2.661 

0.98 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.01 

0.000 

0.13 

0.20 


Birai 

0815000501983500 

12.226 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

9.121 

-0.28 

0.030 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.000 

0.21 

0.32 


Chamu 

0815000501977900 

30.893 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

27.478 

0.08 

0.030 

0.12 

0.01 

0.00 

0.00 

0.00 

0.18 

0.11 

0.48 

0.000 

0.23 

0.36 


Chanchalwa 

0815000501983200 

5.328 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

5.328 

0.30 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.09 

0.000 

0.29 

0.43 


Chauthpura 

0815000501989900 

4.353 

Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

4.353 

1.11 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.00 

0.000 

0.28 

0.43 


Chimangarh 

0815000501982700 

4.934 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.026 

-0.24 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chirwai 

0815000501981900 

23.733 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.000 

0.29 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Deogarh 

0815000501982100 

18.486 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

8.196 

-0.27 

0.030 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.48 

0.000 

0.12 

0.19 



0815000501991500 

6.745 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.745 

0.30 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.11 

0.00 

0.000 

0.29 

0.43 


Deonagar 

0815000501984500 

8.282 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

3.313 

1.21 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.09 

0.07 

0.000 

0.11 

0.17 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

4.969 

1.21 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.12 

0.06 

0.000 

0.17 

0.26 



0815000501990600 

4.083 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.083 

0.01 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.28 

0.43 


Deriya 

0815000501981700 

21.548 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

21.548 

-0.26 

0.030 

0.46 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.85 

0.000 

0.26 

0.41 


Dewatoo 

0815000501978800 

45.046 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.133 

0.41 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 


Dhadhaniya Barda 

0815000501991600 

5.795 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.795 

0.73 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.22 

0.00 

0.000 

0.28 

0.43 


Dhadhaniya Bhayla 

0815000501991200 

13.363 

Saline 

Non-command 

Non-command 

Older Alluvium 

13.363 

-0.12 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.28 

0.43 


Dhadhaniya Sasan 

0815000501990400 

1.311 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.311 

0.40 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.000 

0.28 

0.43 


Dheerpura 

0815000501981200 

25.293 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.548 

1.08 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.000 

0.01 

0.01 


Digari 

0815000201940400 

14.315 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.570 

0.31 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.07 

0.006 

0.03 

0.05 


Doli Nerwa 

0815000201940700 

11.332 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.228 

0.92 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 


Doodabera 

0815000501990200 

16.299 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.492 

1.07 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.000 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

15.790 

1.07 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.37 

0.86 

0.03 

0.000 

0.26 

0.42 







Non-command 

Vindhyan Sandstone 

0.016 

1.07 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Doodinagar 

0815000501993500 

9.792 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.061 

0.22 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.00 

0.000 

0.21 

0.32 


Dugar 

0815000501993300 

16.896 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.919 

0.29 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.00 

0.000 

0.05 

0.08 


Gajnawas 

0815000501992400 

8.579 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

8.579 

0.69 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.12 

0.00 

0.000 

0.29 

0.44 


Gangawas 

0817000302153900 

29.195 

Saline 

Non-command 

Non-command 

Older Alluvium 

19.523 

1.72 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

2.71 

1.65 

0.00 

0.059 

0.17 

0.29 


Ghantiyala 

0815000401957500 

17.306 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.444 

0.75 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.40 

0.27 

0.00 

0.024 

0.11 

0.17 


Ghudiyala 

0815000501983900 

10.273 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

9.112 

1.21 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.34 

0.23 

0.04 

0.000 

0.26 

0.38 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

1.161 

1.21 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.000 

0.03 

0.05 


Godasar 

0815000501991100 

6.985 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.985 

0.09 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.000 

0.27 

0.43 


Godelai 

0815000501977500 

36.796 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

15.778 

0.35 

0.030 

0.16 

0.01 

0.00 

0.00 

0.00 

0.31 

0.20 

0.63 

0.000 

0.11 

0.17 


Gopalsar 

0815000501982400 

15.114 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

15.111 

-0.11 

0.030 

0.10 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.000 

0.28 

0.42 


Gudiyasar 

0815000501990800 

2.360 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.360 

0.22 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.000 

0.28 

0.43 


Hapanada 

0817000302153100 

4.588 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.588 

0.75 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.17 

0.00 

0.014 

0.27 

0.43 


Hari Nagar 

0815000501991300 

3.374 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.374 

-0.11 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.28 

0.43 


Hariyana 

0815000501992000 

4.136 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.136 

0.77 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.17 

0.00 

0.000 

0.30 

0.44 


Harmatnagar 

0815000501990500 

3.771 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.771 

0.04 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.27 

0.43 


Harwant Nagar 

0815000501984000 

5.151 

Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

5.151 

1.16 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.12 

0.00 

0.000 

0.29 

0.43 


Islamnagar 

0815000501983300 

0.909 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.909 

0.46 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.29 

0.43 


Jalam Nagar 

0815000501990300 

6.251 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.251 

0.82 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.27 

0.00 

0.000 

0.28 

0.43 


Jasti 

0817000302153500 

35.701 

Saline 

Non-command 

Non-command 

Older Alluvium 

35.701 

0.35 

0.080 

0.04 

0.00 

0.00 

0.00 

0.01 

1.03 

0.66 

0.00 

0.107 

0.28 

0.43 


Jeejniyala Govinda 

0815000501983600 

11.556 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

11.111 

0.32 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.01 

0.000 

0.28 

0.41 


Jeeyaberi 

0815000501992100 

18.376 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

5.026 

1.17 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.12 

0.00 

0.000 

0.08 

0.12 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Balau Jati 

0817000302153000 

0.10 

0.13 

612.03 

0.16 

0.00 

0.16 

0.02 

0.15 

0.02 

- 

- 

- 

0.001 

0.001 

0.019 

0.177 

0.009 

0.168 

0.105 

62.84 

Safe 

Balau Sansan 

0817000302152700 

0.10 

0.00 

39,665.03 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Balesar Durgawatan 

0815000501984600 

0.06 

0.14 

112.00 

0.17 

0.02 

0.19 

0.04 

0.31 

0.02 

0.0600 

- 

- 

- 

0.060 

0.079 

0.268 

0.013 

0.254 

0.557 

218.90 

Over Exploited 

Balesar Satan 

0815000501989800 

0.06 

0.13 

212.37 

0.16 

0.01 

0.17 

0.02 

0.16 

0.02 

0.0400 

- 

- 

- 

0.040 

0.058 

0.224 

0.011 

0.213 

0.314 

147.55 

Over Exploited 



0.10 

0.00 

8,961.56 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.012 

1,810.93 

Over Exploited 



0.06 

0.07 

320.38 

0.08 

- 

0.08 

0.01 

0.12 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.098 

0.005 

0.093 

0.130 

139.79 

Over Exploited 

Basni Manna 

0815000501992500 

0.10 

0.01 

549.89 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.010 

- 

- 

Safe 



0.06 

0.20 

(37.89) 

0.16 

- 

0.16 

0.03 

0.29 

0.03 

- 

- 

- 

- 

- 

0.026 

0.186 

0.009 

0.176 

- 

- 

Safe 

Basni Sepha 

0815000401957400 

0.10 

0.04 

332.55 

0.05 

0.00 

0.05 

0.01 

0.11 

0.00 

- 

- 

- 

0.001 

0.001 

0.006 

0.053 

0.003 

0.050 

0.040 

79.94 

Semi Critical 



0.08 

0.03 

187.18 

0.04 

- 

0.04 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.004 

0.039 

0.002 

0.037 

0.044 

117.80 

Over Exploited 

Bastawa 

0815000501982200 

0.06 

0.50 

- 

0.50 

0.01 

0.51 

0.04 

0.30 

0.07 

0.0400 

- 

- 

- 

0.040 

0.111 

0.624 

0.062 

0.561 

1.109 

197.60 

Over Exploited 

Bastawa Mataji 

0815000501982300 

0.06 

0.11 

- 

0.11 

0.01 

0.12 

0.04 

0.31 

0.01 

0.0200 

- 

- 

- 

0.020 

0.035 

0.150 

0.015 

0.135 

0.528 

392.16 

Over Exploited 

Bawarli 

0815000501992600 

0.10 

0.23 

15.11 

0.26 

0.00 

0.26 

0.03 

0.25 

0.03 

- 

- 

- 

0.003 

0.003 

0.033 

0.296 

0.015 

0.281 

- 

- 

Safe 



0.06 

0.02 

100.66 

0.02 

- 

0.02 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.002 

0.024 

0.001 

0.022 

- 

- 

Safe 

Belwa 

0815000501984300 

0.06 

0.14 

48.52 

0.17 

0.02 

0.19 

0.03 

0.29 

0.02 

0.0500 

- 

- 

- 

0.050 

0.070 

0.262 

0.013 

0.249 

0.437 

175.67 

Over Exploited 



0.06 

0.00 

1,196.08 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.031 

1,313.08 

Over Exploited 

Belwa Ranaji 

0815000501981500 

0.06 

0.52 

(15.25) 

0.44 

0.01 

0.46 

0.04 

0.29 

0.07 

0.0400 

- 

- 

0.001 

0.041 

0.114 

0.569 

0.028 

0.541 

1.198 

221.47 

Over Exploited 

Bhaloo Jogsar 

0815000501978100 

0.06 

0.01 

104.87 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.007 

0.040 

543.47 

Over Exploited 

Bhaloo Kalan 

0815000501978400 

0.06 

0.01 

(97.24) 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.002 

0.010 

0.001 

0.010 

0.013 

133.56 

Over Exploited 

Bhaloo Kumbaniya 

0815000501978200 

0.06 

0.00 

405.91 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.013 

1,608.60 

Over Exploited 

Bhaloo Ratangarh 

0815000501978300 

0.06 

0.01 

(64.59) 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.000 

0.009 

0.013 

138.81 

Over Exploited 

Bhandoo Jati 

0815000501989600 

0.10 

0.00 

9,581.55 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.003 

208.19 

Over Exploited 



0.10 

0.11 

952.31 

0.13 

- 

0.13 

0.02 

0.14 

0.02 

- 

- 

- 

- 

- 

0.015 

0.146 

0.007 

0.139 

0.074 

53.42 

Safe 

Bhangarh 

0815000501991800 

0.10 

0.05 

240.84 

0.06 

- 

0.06 

0.02 

0.17 

0.01 

- 

- 

- 

- 

- 

0.006 

0.062 

0.003 

0.058 

0.013 

22.23 

Safe 



0.06 

0.02 

141.43 

0.03 

- 

0.03 

0.02 

0.15 

0.00 

- 

- 

- 

- 

- 

0.003 

0.029 

0.001 

0.027 

0.008 

29.31 

Safe 

Birai 

0815000501983500 

0.06 

0.12 

- 

0.12 

0.01 

0.13 

0.03 

0.24 

0.02 

0.0200 

- 

- 

- 

0.020 

0.036 

0.162 

0.016 

0.146 

0.453 

311.33 

Over Exploited 

Chamu 

0815000501977900 

0.06 

0.38 

(70.14) 

0.30 

0.01 

0.31 

0.03 

0.26 

0.05 

0.0200 

- 

- 

- 

0.020 

0.075 

0.389 

0.019 

0.369 

0.481 

130.21 

Over Exploited 

Chanchalwa 

0815000501983200 

0.06 

0.09 

(51.16) 

0.07 

- 

0.07 

0.04 

0.33 

0.01 

- 

- 

- 

- 

- 

0.012 

0.087 

0.004 

0.083 

0.091 

110.19 

Over Exploited 

Chauthpura 

0815000501989900 

0.06 

0.07 

30.41 

0.09 

- 

0.09 

0.04 

0.31 

0.01 

- 

- 

- 

- 

- 

0.010 

0.097 

0.005 

0.092 

- 

- 

Safe 

Chimangarh 

0815000501982700 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Chirwai 

0815000501981900 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Deogarh 

0815000501982100 

0.06 

0.06 

- 

0.06 

0.01 

0.07 

0.02 

0.14 

0.01 

0.0200 

- 

- 

- 

0.020 

0.028 

0.098 

0.010 

0.088 

0.475 

538.14 

Over Exploited 


0815000501991500 

0.10 

0.19 

(44.30) 

0.15 

- 

0.15 

0.04 

0.33 

0.03 

- 

- 

- 

- 

- 

0.026 

0.181 

0.009 

0.172 

- 

- 

Safe 

Deonagar 

0815000501984500 

0.06 

0.02 

315.42 

0.03 

- 

0.03 

0.02 

0.13 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.039 

0.002 

0.037 

0.066 

176.49 

Over Exploited 



0.06 

0.05 

150.65 

0.06 

- 

0.06 

0.02 

0.19 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.076 

0.004 

0.072 

0.059 

81.65 

Semi Critical 


0815000501990600 

0.10 

0.11 

(97.96) 

0.09 

- 

0.09 

0.04 

0.31 

0.02 

- 

- 

- 

- 

- 

0.016 

0.106 

0.005 

0.100 

- 

- 

Safe 

Deriya 

0815000501981700 

0.06 

0.34 

- 

0.34 

0.02 

0.36 

0.04 

0.30 

0.05 

0.0700 

- 

- 

- 

0.070 

0.119 

0.480 

0.048 

0.432 

1.848 

428.10 

Over Exploited 

Dewatoo 

0815000501978800 

0.06 

0.00 

16,890.18 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.013 

######### 

Over Exploited 

Dhadhaniya Barda 

0815000501991600 

0.10 

0.16 

34.88 

0.20 

- 

0.20 

0.04 

0.32 

0.02 

- 

- 

- 

- 

- 

0.022 

0.220 

0.011 

0.209 

- 

- 

Safe 

Dhadhaniya Bhayla 

0815000501991200 

0.10 

0.37 

- 

0.37 

0.00 

0.37 

0.04 

0.31 

0.05 

- 

- 

- 

0.000 

- 

0.051 

0.420 

0.042 

0.378 

- 

- 

Safe 

Dhadhaniya Sasan 

0815000501990400 

0.10 

0.04 

(25.24) 

0.03 

- 

0.03 

0.04 

0.32 

0.01 

- 

- 

- 

- 

- 

0.005 

0.035 

0.002 

0.033 

- 

- 

Safe 

Dheerpura 

0815000501981200 

0.06 

0.00 

5,905.76 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.013 

5,419.96 

Over Exploited 

Digari 

0815000201940400 

0.06 

0.00 

791.38 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.078 

2,088.28 

Over Exploited 

Doli Nerwa 

0815000201940700 

0.06 

0.00 

6,857.03 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Doodabera 

0815000501990200 

0.10 

0.00 

6,528.48 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

- 

- 

Safe 



0.10 

0.42 

107.45 

0.50 

- 

0.50 

0.04 

0.30 

0.06 

- 

- 

- 

- 

- 

0.058 

0.556 

0.028 

0.529 

0.025 

4.73 

Safe 



0.06 

0.00 

112,132.45 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Doodinagar 

0815000501993500 

0.10 

0.15 

(44.81) 

0.12 

0.00 

0.12 

0.03 

0.24 

0.02 

- 

- 

- 

0.001 

0.001 

0.021 

0.141 

0.007 

0.134 

- 

- 

Safe 

Dugar 

0815000501993300 

0.10 

0.02 

209.99 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.002 

0.020 

0.001 

0.019 

- 

- 

Safe 

Gajnawas 

0815000501992400 

0.06 

0.15 

(20.84) 

0.12 

- 

0.12 

0.04 

0.33 

0.02 

- 

- 

- 

- 

- 

0.020 

0.141 

0.007 

0.134 

- 

- 

Safe 

Gangawas 

0817000302153900 

0.10 

0.34 

384.03 

0.41 

- 

0.41 

0.03 

0.20 

0.05 

- 

- 

- 

- 

- 

0.049 

0.457 

0.023 

0.434 

0.059 

13.53 

Safe 

Ghantiyala 

0815000401957500 

0.10 

0.07 

270.48 

0.09 

0.00 

0.09 

0.01 

0.13 

0.01 

- 

- 

- 

0.004 

0.004 

0.013 

0.104 

0.005 

0.099 

0.024 

23.88 

Safe 

Ghudiyala 

0815000501983900 

0.06 

0.14 

62.44 

0.17 

- 

0.17 

0.03 

0.29 

0.02 

- 

- 

- 

- 

- 

0.019 

0.187 

0.009 

0.178 

0.040 

22.48 

Safe 



0.06 

0.00 

1,137.86 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

- 

- 

Safe 

Godasar 

0815000501991100 

0.10 

0.19 

(82.63) 

0.15 

0.00 

0.15 

0.04 

0.31 

0.03 

- 

- 

- 

0.000 

0.001 

0.027 

0.179 

0.009 

0.170 

- 

- 

Safe 

Godelai 

0815000501977500 

0.06 

0.10 

94.67 

0.12 

0.01 

0.13 

0.02 

0.12 

0.02 

0.0200 

- 

- 

- 

0.020 

0.035 

0.169 

0.008 

0.160 

0.634 

395.34 

Over Exploited 

Gopalsar 

0815000501982400 

0.06 

0.25 

- 

0.25 

0.01 

0.26 

0.04 

0.31 

0.03 

0.0200 

- 

- 

- 

0.020 

0.055 

0.315 

0.032 

0.284 

0.409 

144.22 

Over Exploited 

Gudiyasar 

0815000501990800 

0.10 

0.07 

(60.04) 

0.05 

- 

0.05 

0.04 

0.32 

0.01 

- 

- 

- 

- 

- 

0.009 

0.062 

0.003 

0.059 

- 

- 

Safe 

Hapanada 

0817000302153100 

0.10 

0.12 

38.35 

0.15 

0.00 

0.15 

0.04 

0.31 

0.02 

- 

- 

- 

0.002 

0.002 

0.019 

0.168 

0.008 

0.159 

0.014 

8.66 

Safe 

Hari Nagar 

0815000501991300 

0.10 

0.10 

- 

0.10 

- 

0.10 

0.04 

0.32 

0.01 

- 

- 

- 

- 

- 

0.013 

0.108 

0.011 

0.097 

- 

- 

Safe 

Hariyana 

0815000501992000 

0.10 

0.12 

41.31 

0.15 

- 

0.15 

0.04 

0.33 

0.02 

- 

- 

- 

- 

- 

0.016 

0.163 

0.008 

0.154 

- 

- 

Safe 

Harmatnagar 

0815000501990500 

0.10 

0.10 

(92.95) 

0.08 

- 

0.08 

0.04 

0.31 

0.01 

- 

- 

- 

- 

- 

0.014 

0.097 

0.005 

0.092 

- 

- 

Safe 

Harwant Nagar 

0815000501984000 

0.06 

0.09 

34.67 

0.11 

- 

0.11 

0.04 

0.33 

0.01 

- 

- 

- 

- 

- 

0.012 

0.119 

0.006 

0.113 

- 

- 

Safe 

Islamnagar 

0815000501983300 

0.06 

0.02 

(46.90) 

0.01 

- 

0.01 

0.04 

0.33 

0.00 

- 

- 

- 

- 

- 

0.002 

0.015 

0.001 

0.014 

- 

- 

Safe 

Jalam Nagar 

0815000501990300 

0.10 

0.17 

52.40 

0.21 

- 

0.21 

0.04 

0.32 

0.02 

- 

- 

- 

- 

- 

0.024 

0.233 

0.012 

0.222 

- 

- 

Safe 

Jasti 

0817000302153500 

0.10 

0.99 

(33.09) 

0.79 

0.01 

0.80 

0.04 

0.31 

0.14 

- 

- 

- 

0.011 

0.011 

0.148 

0.946 

0.047 

0.899 

0.107 

11.95 

Safe 

Jeejniyala Govinda 

0815000501983600 

0.06 

0.18 

(60.75) 

0.15 

- 

0.15 

0.04 

0.31 

0.02 

- 

- 

- 

- 

- 

0.025 

0.171 

0.009 

0.163 

0.013 

7.98 

Safe 

Jeeyaberi 

0815000501992100 

0.06 

0.02 

393.90 

0.03 

- 

0.03 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.003 

0.032 

0.002 

0.031 

- 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 





Saline 

Non-command 

Non-command 

Older Alluvium 

4.435 

1.17 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.42 

0.28 

0.00 

0.000 

0.07 

0.10 







Non-command 

Vindhyan Sandstone 

8.914 

1.17 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.21 

0.00 

0.000 

0.14 

0.21 


Jhinjhaniyala 

081500050198260C 

10.850 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

10.793 

0.01 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.08 

0.000 

0.28 

0.42 


Jiyabera 

0815000501984100 

6.969 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.231 

1.16 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

6.738 

1.16 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.16 

0.01 

0.000 

0.28 

0.41 


Judiya 

0815000501990100 

41.022 

Saline 

Non-command 

Non-command 

Older Alluvium 

11.988 

0.96 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.92 

0.61 

0.01 

0.000 

0.08 

0.13 







Non-command 

Vindhyan Sandstone 

29.034 

0.96 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.85 

0.56 

0.02 

0.000 

0.20 

0.30 


Kalawa Nada 

0817000302152800 

7.609 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.068 

1.05 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.43 

0.26 

0.00 

0.015 

0.17 

0.29 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.038 

1.05 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.10 

0.00 

0.006 

0.07 

0.12 


Kalawatsar 

0817000302152500 

7.156 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.003 

0.97 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kanasar 

0815000501983700 

4.113 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

2.535 

-0.26 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.000 

0.17 

0.26 


Ketoo Hema 

0815000501981300 

8.778 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

2.706 

1.14 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.07 

0.000 

0.08 

0.13 


Ketoo Kalan 

0815000501981400 

16.501 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.877 

0.72 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.05 

0.000 

0.01 

0.02 


Khari Beri 

0815000501990000 

9.069 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.898 

0.99 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.01 

0.000 

0.06 

0.09 







Non-command 

Vindhyan Sandstone 

7.171 

0.99 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.14 

0.02 

0.000 

0.22 

0.34 


Khetasar 

0815000501990700 

4.080 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.080 

0.64 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.13 

0.00 

0.000 

0.27 

0.43 


Konari 

0815000501992200 

15.873 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.239 

0.59 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.000 

0.02 

0.03 





Saline 

Non-command 

Non-command 

Older Alluvium 

14.587 

0.59 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.68 

0.46 

0.00 

0.000 

0.27 

0.40 







Non-command 

Vindhyan Sandstone 

0.047 

0.59 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Korna 

0817000302153700 

30.454 

Saline 

Non-command 

Non-command 

Older Alluvium 

12.159 

0.79 

0.080 

0.01 

0.00 

0.00 

0.00 

0.01 

0.77 

0.50 

0.00 

0.037 

0.11 

0.17 


Kui Inda 

0815000501984700 

15.635 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

15.635 

1.30 

0.030 

0.16 

0.02 

0.00 

0.00 

0.00 

0.75 

0.48 

0.63 

0.000 

0.27 

0.42 


Kui Jodha 

0815000501984800 

38.960 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

31.566 

1.22 

0.030 

0.10 

0.02 

0.00 

0.00 

0.00 

1.23 

0.78 

0.42 

0.000 

0.22 

0.34 


Lunaopura 

0815000501992300 

8.556 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.600 

0.80 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.00 

0.000 

0.06 

0.08 







Non-command 

Vindhyan Sandstone 

5.732 

0.80 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.09 

0.00 

0.000 

0.20 

0.29 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.722 

0.80 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.000 

0.02 

0.04 







Non-command 

Vindhyan Sandstone 

0.502 

0.80 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.03 


Meriya 

0815000501981600 

19.322 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

18.153 

-0.28 

0.030 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.71 

0.000 

0.25 

0.39 


Mukandsar 

0815000501991900 

4.772 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.528 

1.08 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.00 

0.000 

0.09 

0.14 







Non-command 

Vindhyan Sandstone 

3.244 

1.08 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.00 

0.000 

0.20 

0.29 


Narayan Nagar 

0815000501990900 

5.797 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.797 

0.01 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.28 

0.43 


Nimbon Ka Gaon 

0815000501982500 

13.065 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

13.065 

0.58 

0.030 

0.23 

0.03 

0.00 

0.00 

0.00 

0.43 

0.28 

0.92 

0.000 

0.28 

0.42 


Paboo Nagar 

0815000501981800 

15.968 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

5.372 

-0.10 

0.030 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.62 

0.000 

0.09 

0.14 


Paliwal Nagar 

0815000501991000 

3.662 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.662 

-0.09 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.28 

0.43 


Panchla Khurd 

0815000201940000 

46.623 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.015 

0.34 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Panditon Ka Bas 

0815000501977600 

12.319 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.592 

0.46 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.000 

0.01 

0.02 


Prahladpura 

0815000501977700 

32.991 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.837 

0.41 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.000 

0.01 

0.01 


Rajabandh 

0815000501982800 

8.162 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.055 

-0.23 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rajgarh 

0815000501984200 

11.125 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

4.691 

0.99 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.09 

0.01 

0.000 

0.12 

0.18 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

5.995 

0.99 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.12 

0.01 

0.000 

0.15 

0.23 


Rajsagar 

0815000501977800 

15.490 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

5.261 

0.18 

0.030 

0.10 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.40 

0.000 

0.09 

0.14 


Ramdeo Nagar 

0817000302153400 

8.014 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.014 

0.97 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.63 

0.39 

0.00 

0.024 

0.27 

0.43 


Ramnagar 

0815000501983100 

5.252 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

5.252 

0.26 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.06 

0.000 

0.29 

0.43 


Rawalgarh 

0815000501984400 

8.518 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

8.518 

1.01 

0.030 

0.03 

0.00 

0.00 

0.00 

0.00 

0.29 

0.19 

0.11 

0.000 

0.28 

0.42 


Rawatsar 

0815000501983400 

4.491 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

4.491 

-0.10 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.29 

0.43 


Rorwa Kalan 

0817000302153200 

6.054 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.054 

0.08 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.018 

0.27 

0.43 


Rorwa Khurd 

0817000302153300 

15.770 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.684 

1.14 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.26 

0.00 

0.014 

0.08 

0.13 





Saline 

Non-command 

Non-command 

Older Alluvium 

8.786 

1.14 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.81 

0.49 

0.00 

0.026 

0.14 

0.24 


Santora Kalan 

0815000201940600 

4.139 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

4.139 

0.59 

0.040 

0.07 

0.00 

0.00 

0.00 

0.00 

0.17 

0.11 

0.26 

0.015 

0.30 

0.44 


Santora Khurd 

0815000201940500 

23.784 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

15.366 

0.55 

0.040 

0.23 

0.01 

0.00 

0.00 

0.00 

0.56 

0.38 

0.86 

0.057 

0.19 

0.28 


Surani 

0815000501993700 

32.673 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.084 

0.39 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Suweri Sansan 

0815000501983800 

10.856 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

10.848 

1.09 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.24 

0.00 

0.000 

0.28 

0.43 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

0.006 

1.09 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Teekamgarh 

0815000501991400 

6.495 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.495 

0.04 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.28 

0.43 


Thoombli 

0817000302152400 

6.454 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.067 

0.86 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.076 

0.86 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.01 


Tibaniya 

0817000302152000 

6.544 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.706 

1.11 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.14 

0.00 

0.008 

0.11 

0.18 


Tolesar Charnan 

0815000501992800 

6.284 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.824 

0.35 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.00 

0.000 

0.18 

0.27 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.089 

0.35 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Tolesar Purohitan 

0815000501992900 

17.205 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.072 

0.28 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.09 

0.00 

0.000 

0.11 

0.16 


Udaisar 

0815000501991700 

31.556 

Saline 

Non-command 

Non-command 

Older Alluvium 

31.556 

0.59 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

1.49 

1.00 

0.00 

0.000 

0.29 

0.44 


Utambar 

0815000501983000 

11.006 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

9.795 

-0.08 

0.030 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.000 

0.26 

0.38 


Vijainagar 

0815000501982900 

5.140 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.684 

-0.04 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.000 

0.09 

0.14 

11008052 

Akthali 

0815000401967400 

8.913 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.463 

1.06 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.005 

0.05 

0.07 


Alakhdara 

0815000401965900 

6.589 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.173 

1.10 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.001 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

6.416 

1.10 

0.040 

0.36 

0.05 

0.00 

0.00 

0.00 

0.59 

0.40 

1.42 

0.024 

0.30 

0.45 


Anganwa 

0815000401961100 

10.491 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

10.491 

1.68 

0.040 

0.11 

0.02 

0.00 

0.00 

0.00 

0.80 

0.54 

0.37 

0.038 

0.31 

0.46 


Anwana 

0815000201943300 

42.315 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

30.499 

1.89 

0.020 

0.40 

0.02 

0.00 

0.00 

0.00 

1.53 

0.98 

1.51 

0.067 

0.19 

0.30 


Asanda 

0815000301946400 

9.299 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.122 

0.73 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.06 

0.001 

0.00 

0.01 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.10 

0.03 

795.66 

0.04 

- 

0.04 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.004 

0.042 

0.002 

0.040 

- 

- 

Safe 



0.06 

0.08 

178.56 

0.09 

- 

0.09 

0.02 

0.16 

0.01 

- 

- 

- 

- 

- 

0.010 

0.101 

0.005 

0.096 

- 

- 

Safe 

Jhinjhaniyala 

0815000501982600 

0.06 

0.18 

(91.97) 

0.14 

- 

0.14 

0.04 

0.32 

0.02 

- 

- 

- 

- 

- 

0.025 

0.169 

0.008 

0.161 

0.079 

49.18 

Safe 

Jiyabera 

0815000501984100 

0.06 

0.00 

4,009.57 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.06 

0.11 

40.34 

0.13 

- 

0.13 

0.04 

0.31 

0.02 

- 

- 

- 

- 

- 

0.015 

0.149 

0.007 

0.142 

0.014 

9.88 

Safe 

Judiya 

0815000501990100 

0.10 

0.10 

513.99 

0.12 

- 

0.12 

0.01 

0.09 

0.01 

- 

- 

- 

- 

- 

0.013 

0.132 

0.007 

0.125 

0.013 

10.36 

Safe 



0.06 

0.35 

60.33 

0.42 

- 

0.42 

0.03 

0.23 

0.05 

- 

- 

- 

- 

- 

0.047 

0.465 

0.023 

0.442 

0.023 

5.21 

Safe 

Kalawa Nada 

0817000302152800 

0.10 

0.09 

198.34 

0.11 

- 

0.11 

0.02 

0.20 

0.01 

- 

- 

- 

- 

- 

0.013 

0.119 

0.006 

0.113 

0.015 

13.54 

Safe 



0.10 

0.01 

625.06 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.002 

0.019 

0.001 

0.018 

0.006 

33.68 

Safe 

Kalawatsar 

0817000302152500 

0.10 

0.00 

412,208.77 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kanasar 

0815000501983700 

0.06 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.20 

0.00 

- 

- 

- 

- 

- 

0.004 

0.030 

0.003 

0.027 

0.040 

148.33 

Over Exploited 

Ketoo Hema 

0815000501981300 

0.06 

0.01 

439.37 

0.02 

- 

0.02 

0.01 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.028 

0.001 

0.027 

0.066 

248.81 

Over Exploited 

Ketoo Kalan 

0815000501981400 

0.06 

0.00 

2,402.39 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.051 

5,357.68 

Over Exploited 

Khari Beri 

0815000501990000 

0.10 

0.01 

780.11 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.002 

0.015 

0.001 

0.014 

0.013 

93.22 

Critical 



0.06 

0.09 

45.56 

0.11 

- 

0.11 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.013 

0.126 

0.006 

0.120 

0.017 

14.23 

Safe 

Khetasar 

0815000501990700 

0.10 

0.11 

18.73 

0.13 

- 

0.13 

0.04 

0.31 

0.02 

- 

- 

- 

- 

- 

0.015 

0.146 

0.007 

0.139 

- 

- 

Safe 

Konari 

0815000501992200 

0.10 

0.00 

1,269.98 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

- 

- 

Safe 



0.10 

0.40 

16.42 

0.46 

- 

0.46 

0.04 

0.31 

0.05 

- 

- 

- 

- 

- 

0.052 

0.517 

0.026 

0.491 

- 

- 

Safe 



0.06 

0.00 

19,870.69 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Korna 

0817000302153700 

0.10 

0.14 

264.08 

0.16 

0.01 

0.17 

0.02 

0.13 

0.02 

- 

- 

- 

0.015 

0.015 

0.033 

0.207 

0.010 

0.197 

0.037 

18.61 

Safe 

Kui Inda 

0815000501984700 

0.06 

0.25 

89.94 

0.31 

0.02 

0.33 

0.04 

0.31 

0.04 

0.0700 

- 

- 

- 

0.070 

0.105 

0.431 

0.022 

0.409 

0.626 

152.97 

Over Exploited 

Kui Jodha 

0815000501984800 

0.06 

0.41 

89.95 

0.49 

0.02 

0.51 

0.03 

0.25 

0.06 

0.0500 

- 

- 

- 

0.050 

0.108 

0.621 

0.031 

0.590 

0.415 

70.34 

Semi Critical 

Lunaopura 

0815000501992300 

0.10 

0.01 

685.35 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.012 

0.001 

0.011 

- 

- 

Safe 



0.06 

0.07 

37.08 

0.08 

- 

0.08 

0.03 

0.22 

0.01 

- 

- 

- 

- 

- 

0.009 

0.091 

0.005 

0.086 

- 

- 

Safe 



0.10 

0.00 

1,641.75 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

- 

- 

Safe 



0.06 

0.00 

1,472.05 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

- 

- 

Safe 

Meriya 

0815000501981600 

0.06 

0.27 

- 

0.27 

0.01 

0.28 

0.04 

0.29 

0.04 

0.0300 

- 

- 

- 

0.030 

0.069 

0.351 

0.035 

0.316 

0.713 

225.84 

Over Exploited 

Mukandsar 

0815000501991900 

0.10 

0.01 

524.59 

0.02 

- 

0.02 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.002 

0.019 

0.001 

0.018 

- 

- 

Safe 



0.06 

0.04 

83.83 

0.05 

- 

0.05 

0.03 

0.22 

0.01 

- 

- 

- 

- 

- 

0.005 

0.051 

0.003 

0.049 

- 

- 

Safe 

Narayan Nagar 

0815000501990900 

0.10 

0.16 

(98.88) 

0.13 

0.00 

0.13 

0.04 

0.32 

0.02 

- 

- 

- 

0.001 

0.001 

0.023 

0.153 

0.008 

0.145 

- 

- 

Safe 

Nimbon Ka Gaon 

0815000501982500 

0.06 

0.22 

29.11 

0.26 

0.03 

0.29 

0.04 

0.32 

0.03 

0.1000 

- 

- 

- 

0.100 

0.130 

0.424 

0.021 

0.403 

0.924 

229.32 

Over Exploited 

Paboo Nagar 

0815000501981800 

0.06 

0.03 

- 

0.03 

0.01 

0.04 

0.01 

0.10 

0.00 

0.0200 

- 

- 

- 

0.020 

0.024 

0.063 

0.006 

0.057 

0.618 

1,091.16 

Over Exploited 

Paliwal Nagar 

0815000501991000 

0.10 

0.10 

- 

0.10 

0.00 

0.10 

0.04 

0.32 

0.01 

- 

- 

- 

0.002 

0.002 

0.016 

0.121 

0.012 

0.109 

- 

- 

Safe 

Panchla Khurd 

0815000201940000 

0.06 

0.00 

140,903.42 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Panditon Ka Bas 

0815000501977600 

0.06 

0.00 

2,559.71 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.026 

4,700.24 

Over Exploited 

Prahladpura 

0815000501977700 

0.06 

0.00 

3,818.73 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.040 

9,581.44 

Over Exploited 

Rajabandh 

0815000501982800 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Rajgarh 

0815000501984200 

0.06 

0.03 

175.39 

0.04 

- 

0.04 

0.02 

0.13 

0.00 

- 

- 

- 

- 

- 

0.005 

0.044 

0.002 

0.042 

0.013 

30.79 

Safe 



0.06 

0.05 

115.56 

0.07 

- 

0.07 

0.02 

0.17 

0.01 

- 

- 

- 

- 

- 

0.007 

0.073 

0.004 

0.069 

0.014 

20.30 

Safe 

Rajsagar 

0815000501977800 

0.06 

0.03 

191.82 

0.03 

- 

0.03 

0.01 

0.10 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.048 

0.002 

0.045 

0.396 

877.15 

Over Exploited 

Ramdeo Nagar 

0817000302153400 

0.10 

0.21 

82.89 

0.26 

- 

0.26 

0.04 

0.30 

0.03 

- 

- 

- 

- 

- 

0.030 

0.285 

0.014 

0.271 

0.024 

8.89 

Safe 

Ramnagar 

0815000501983100 

0.06 

0.09 

(62.66) 

0.07 

- 

0.07 

0.04 

0.33 

0.01 

- 

- 

- 

- 

- 

0.012 

0.086 

0.004 

0.082 

0.058 

71.03 

Semi Critical 

Rawalgarh 

0815000501984400 

0.06 

0.14 

32.87 

0.17 

- 

0.17 

0.04 

0.31 

0.02 

0.0100 

- 

- 

- 

0.010 

0.029 

0.199 

0.010 

0.189 

0.114 

60.29 

Safe 

Rawatsar 

0815000501983400 

0.06 

0.08 

- 

0.08 

- 

0.08 

0.04 

0.33 

0.01 

- 

- 

- 

- 

- 

0.010 

0.088 

0.009 

0.079 

0.011 

13.84 

Safe 

Rorwa Kalan 

0817000302153200 

0.10 

0.16 

(82.33) 

0.13 

0.00 

0.13 

0.04 

0.31 

0.02 

- 

- 

- 

0.003 

0.003 

0.026 

0.159 

0.008 

0.151 

0.018 

12.03 

Safe 

Rorwa Khurd 

0817000302153300 

0.10 

0.04 

609.86 

0.04 

- 

0.04 

0.01 

0.09 

0.01 

- 

- 

- 

- 

- 

0.005 

0.048 

0.002 

0.046 

0.014 

30.62 

Safe 



0.10 

0.13 

283.26 

0.15 

- 

0.15 

0.02 

0.17 

0.02 

- 

- 

- 

- 

- 

0.018 

0.170 

0.009 

0.162 

0.026 

16.33 

Safe 

Santora Kalan 

0815000201940600 

0.06 

0.07 

54.01 

0.09 

- 

0.09 

0.04 

0.34 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.108 

0.005 

0.103 

0.279 

271.20 

Over Exploited 

Santora Khurd 

0815000201940500 

0.06 

0.17 

115.51 

0.21 

0.01 

0.22 

0.03 

0.21 

0.02 

0.0300 

- 

- 

- 

0.030 

0.053 

0.272 

0.014 

0.259 

0.912 

352.55 

Over Exploited 

Surani 

0815000501993700 

0.10 

0.00 

27,674.14 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Suweri Sansan 

0815000501983800 

0.06 

0.19 

27.18 

0.22 

- 

0.22 

0.04 

0.32 

0.03 

- 

- 

- 

- 

- 

0.025 

0.247 

0.012 

0.235 

- 

- 

Safe 



0.06 

0.00 

165,553.99 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Teekamgarh 

0815000501991400 

0.10 

0.18 

(92.42) 

0.15 

0.00 

0.15 

0.04 

0.32 

0.02 

- 

- 

- 

0.001 

0.001 

0.026 

0.175 

0.009 

0.166 

- 

- 

Safe 

Thoombli 

0817000302152400 

0.10 

0.00 

15,626.94 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.00 

13,221.05 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Tibaniya 

0817000302152000 

0.10 

0.03 

398.63 

0.03 

- 

0.03 

0.02 

0.12 

0.00 

- 

- 

- 

- 

- 

0.004 

0.038 

0.002 

0.036 

0.008 

22.34 

Safe 

Tolesar Charnan 

0815000501992800 

0.10 

0.07 

2.86 

0.07 

- 

0.07 

0.02 

0.21 

0.01 

- 

- 

- 

- 

- 

0.009 

0.081 

0.004 

0.077 

- 

- 

Safe 



0.10 

0.00 

4,414.29 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Tolesar Purohitan 

0815000501992900 

0.10 

0.06 

45.45 

0.08 

- 

0.08 

0.01 

0.12 

0.01 

- 

- 

- 

- 

- 

0.008 

0.086 

0.004 

0.082 

- 

- 

Safe 

Udaisar 

0815000501991700 

0.10 

0.92 

8.17 

1.00 

0.00 

1.00 

0.04 

0.33 

0.12 

- 

- 

- 

0.001 

0.001 

0.123 

1.121 

0.056 

1.065 

- 

- 

Safe 

Utambar 

0815000501983000 

0.06 

0.15 

- 

0.15 

- 

0.15 

0.03 

0.29 

0.02 

0.0100 

- 

- 

- 

0.010 

0.030 

0.180 

0.018 

0.162 

0.271 

167.02 

Over Exploited 

Vijainagar 

0815000501982900 

0.06 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.010 

0.037 

388.73 

Over Exploited 

Akthali 

0815000401967400 

0.06 

0.00 

274.29 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.005 

93.90 

Critical 

Alakhdara 

0815000401965900 

0.08 

0.00 

10,489.14 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.010 

0.001 

0.010 

0.040 

411.00 

Over Exploited 



0.08 

0.16 

158.44 

0.19 

0.05 

0.24 

0.04 

0.34 

0.02 

0.2700 

- 

- 

- 

0.270 

0.290 

0.527 

0.026 

0.501 

1.443 

287.89 

Over Exploited 

Anganwa 

0815000401961100 

0.08 

0.26 

106.78 

0.31 

0.02 

0.33 

0.04 

0.35 

0.03 

0.0700 

- 

- 

0.001 

0.071 

0.105 

0.440 

0.022 

0.418 

0.409 

98.02 

Critical 

Anwana 

0815000201943300 

0.05 

0.29 

237.82 

0.35 

0.02 

0.37 

0.03 

0.22 

0.04 

0.0600 

- 

- 

- 

0.060 

0.101 

0.468 

0.023 

0.445 

1.579 

355.10 

Over Exploited 

Asanda 

0815000301946400 

0.10 

0.00 

41,588.80 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.061 

######### 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Vindhyan Sandstone 

0.001 

0.73 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Baithwasiya 

0815000201937100 

26.431 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

20.584 

0.66 

0.040 

0.57 

0.03 

0.00 

0.00 

0.00 

1.08 

0.66 

2.20 

0.077 

0.20 

0.32 


Balakua 

0815000401961300 

6.988 

Fresh 

Non-command 

Non-command 

Jalore Granite 

5.212 

1.57 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.10 

0.06 

0.019 

0.23 

0.34 







Non-command 

Vindhyan Sandstone 

1.102 

1.57 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.02 

0.004 

0.05 

0.07 


Bana Ka Bas 

0815000201943200 

59.289 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

47.604 

1.54 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

1.50 

0.98 

0.00 

0.104 

0.22 

0.33 


Banar 

0815000401966800 

12.949 

Fresh 

Non-command 

Non-command 

Jalore Granite 

11.518 

0.91 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.11 

0.00 

0.042 

0.28 

0.41 





Saline 

Non-command 

Non-command 

Jalore Granite 

1.430 

0.91 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.005 

0.03 

0.05 


Baori 

0815000301947800 

68.142 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

40.331 

1.75 

0.020 

0.72 

0.03 

0.00 

0.00 

0.00 

2.10 

1.42 

2.75 

0.088 

0.17 

0.25 


Baran Kalan 

0815000201938800 

15.330 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

2.074 

1.00 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.19 

0.005 

0.03 

0.06 


Baran Khurd 

0815000201938700 

25.832 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.120 

0.89 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.06 

0.002 

0.01 

0.02 


Basni Bedan 

0815000401965800 

4.597 

Saline 

Non-command 

Non-command 

Jalore Granite 

1.360 

1.00 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.005 

0.09 

0.14 







Non-command 

Vindhyan Sandstone 

3.236 

1.00 

0.040 

0.00 

0.00 

0.00 

0.00 

0.01 

0.12 

0.08 

0.00 

0.012 

0.22 

0.32 


Basni Danwara 

0815000201942000 

21.759 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

12.223 

1.60 

0.020 

0.27 

0.01 

0.00 

0.00 

0.00 

0.65 

0.41 

1.06 

0.027 

0.14 

0.23 


Basni Nikooban 

0815000401965700 

3.123 

Saline 

Non-command 

Non-command 

Jalore Granite 

2.678 

0.86 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.010 

0.27 

0.39 


Basni Patan 

0815000301948200 

8.497 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

8.497 

1.47 

0.020 

0.09 

0.00 

0.00 

0.00 

0.00 

0.34 

0.24 

0.33 

0.019 

0.29 

0.41 


Bawarla 

0815000401967700 

23.360 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.229 

0.94 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.005 

0.02 

0.02 


Begriya 

0815000201938900 

10.943 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

10.943 

0.98 

0.040 

0.14 

0.01 

0.00 

0.00 

0.00 

0.56 

0.34 

0.52 

0.041 

0.25 

0.41 


Bhabhuon Ki Dhani 

0815000201937200 

32.285 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

30.190 

0.85 

0.040 

0.04 

0.00 

0.00 

0.00 

0.00 

1.06 

0.65 

0.00 

0.113 

0.24 

0.38 


Bhakhron Ki Dhani 

0815000201937400 

10.502 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.476 

0.65 

0.040 

0.04 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.16 

0.006 

0.04 

0.06 


Bhari Nagar 

0815000201943000 

33.519 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.972 

0.12 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.06 

0.002 

0.01 

0.01 


Bhat Koriya 

0815000301948100 

4.638 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

4.638 

1.45 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.11 

0.09 

0.010 

0.29 

0.41 


Bhawad 

0815000201945100 

22.567 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

22.189 

2.53 

0.020 

0.30 

0.01 

0.00 

0.00 

0.00 

1.41 

0.97 

1.15 

0.049 

0.29 

0.42 


Bora Was 

0815000401960800 

4.191 

Fresh 

Non-command 

Non-command 

Jalore Granite 

3.995 

1.32 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.015 

0.30 

0.43 







Non-command 

Vindhyan Sandstone 

0.197 

1.32 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.02 


Borvi Kalan 

0815000301951200 

5.678 

Fresh 

Non-command 

Non-command 

Jalore Granite 

2.759 

1.77 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.01 

0.006 

0.15 

0.21 


Chantaliya 

0815000301946300 

22.083 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.004 

0.30 

0.050 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Vindhyan Sandstone 

4.825 

0.30 

0.020 

0.08 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.30 

0.011 

0.06 

0.09 


Daijar 

0815000401961800 

17.723 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.756 

2.39 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.04 

0.003 

0.01 

0.02 


Daikara 

0815000401959200 

34.367 

Fresh 

Non-command 

Non-command 

Jalore Granite 

20.840 

1.78 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.59 

0.42 

0.00 

0.076 

0.19 

0.26 


Danwara 

0815000201942100 

33.440 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

8.269 

1.12 

0.020 

0.08 

0.00 

0.00 

0.00 

0.00 

0.27 

0.16 

0.29 

0.018 

0.06 

0.10 


Deoliya 

0815000401967800 

7.299 

Fresh 

Non-command 

Non-command 

Jalore Granite 

5.188 

0.97 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.00 

0.019 

0.22 

0.32 





Saline 

Non-command 

Non-command 

Jalore Granite 

1.494 

0.97 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.005 

0.06 

0.09 


Desooriya Vishnoiya 

0815000401961700 

4.717 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

2.674 

2.15 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.16 

0.04 

0.010 

0.18 

0.26 


Dhunariya 

0815000201939100 

14.640 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

14.016 

0.96 

0.040 

0.15 

0.02 

0.00 

0.00 

0.00 

0.67 

0.41 

0.54 

0.052 

0.24 

0.39 


Dhundhara 

0815000201939000 

5.886 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

3.434 

0.97 

0.040 

0.10 

0.01 

0.00 

0.00 

0.00 

0.22 

0.14 

0.40 

0.013 

0.15 

0.24 


Doliya 

0815000401968100 

22.208 

Saline 

Non-command 

Non-command 

Jalore Granite 

0.208 

0.82 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 


Gangani 

0815000301951000 

46.163 

Fresh 

Non-command 

Non-command 

Jalore Granite 

13.445 

1.73 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.48 

0.35 

0.06 

0.029 

0.09 

0.13 







Non-command 

Vindhyan Sandstone 

2.315 

1.73 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.01 

0.005 

0.02 

0.02 


Gharab 

0815000401959000 

13.198 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.617 

1.71 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.006 

0.04 

0.05 







Non-command 

Vindhyan Sandstone 

5.044 

1.71 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.36 

0.25 

0.00 

0.018 

0.12 

0.17 


Gujrawas Khurd 

0815000401961000 

9.248 

Fresh 

Non-command 

Non-command 

Jalore Granite 

5.625 

0.86 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.00 

0.021 

0.19 

0.28 







Non-command 

Vindhyan Sandstone 

3.624 

0.86 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.00 

0.013 

0.12 

0.18 


Gura Vishnoiyan 

0815000602003300 

49.057 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.010 

1.41 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.061 

1.41 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 


Jajiwal Bhandariya 

0815000401960600 

1.384 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.075 

1.61 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.004 

0.24 

0.35 


Jajiwal Bhatiyan 

0815000401960100 

10.372 

Fresh 

Non-command 

Non-command 

Jalore Granite 

9.089 

1.72 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.17 

0.00 

0.033 

0.27 

0.39 


Jajiwal Brahmana 

0815000401960900 

3.173 

Fresh 

Non-command 

Non-command 

Jalore Granite 

3.173 

1.51 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.00 

0.012 

0.31 

0.46 


Jajiwal Dhandhala 

0815000401960500 

1.316 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.167 

1.61 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.04 

0.06 


Jajiwal Gehlota 

0815000401960200 

12.478 

Fresh 

Non-command 

Non-command 

Jalore Granite 

8.659 

1.64 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.15 

0.00 

0.032 

0.22 

0.31 


Jajiwal Jakharan 

0815000401960700 

4.713 

Fresh 

Non-command 

Non-command 

Jalore Granite 

3.935 

1.57 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.00 

0.014 

0.26 

0.38 


Jajiwal Kakrala 

0815000401960400 

20.265 

Fresh 

Non-command 

Non-command 

Jalore Granite 

4.357 

1.59 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.00 

0.016 

0.07 

0.10 


Jajiwal Kalan 

0815000401967100 

17.175 

Fresh 

Non-command 

Non-command 

Jalore Granite 

17.175 

1.42 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.38 

0.27 

0.00 

0.063 

0.31 

0.45 


Jajiwal Kutri 

0815000401966900 

8.816 

Fresh 

Non-command 

Non-command 

Jalore Granite 

8.816 

1.45 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.14 

0.00 

0.032 

0.31 

0.45 


Jajiwal Vishnoiyan 

0815000401967200 

9.838 

Fresh 

Non-command 

Non-command 

Jalore Granite 

9.339 

1.42 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.15 

0.00 

0.034 

0.30 

0.42 


Jaleli Champawatan 

0815000401968000 

14.611 

Saline 

Non-command 

Non-command 

Jalore Granite 

0.092 

0.51 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jaleli Faujdaran 

0815000401967900 

8.219 

Saline 

Non-command 

Non-command 

Jalore Granite 

0.625 

0.64 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.002 

0.02 

0.03 


Jhalamand 

0815000401965300 

15.831 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.263 

1.10 

0.080 

0.05 

0.01 

0.00 

0.00 

0.00 

0.50 

0.34 

0.16 

0.018 

0.10 

0.15 







Non-command 

Vindhyan Sandstone 

2.267 

1.10 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.02 

0.008 

0.04 

0.07 





Saline 

Non-command 

Non-command 

Jalore Granite 

0.382 

1.10 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.01 

0.01 







Non-command 

Older Alluvium 

4.843 

1.10 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.45 

0.30 

0.05 

0.017 

0.10 

0.14 







Non-command 

Vindhyan Sandstone 

1.140 

1.10 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.02 

0.004 

0.02 

0.03 


Jheepasani 

0815000401958900 

12.916 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

3.319 

1.71 

0.040 

0.04 

0.01 

0.00 

0.00 

0.00 

0.26 

0.18 

0.16 

0.012 

0.08 

0.11 


Jodhpur (M Cl) 

0815000441502000 

29.471 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.778 

1.91 

0.080 

0.19 

0.00 

0.00 

0.00 

0.00 

1.84 

1.26 

0.07 

0.536 

0.11 

0.17 







Non-command 

Vindhyan Sandstone 

17.683 

1.91 

0.040 

0.32 

0.01 

0.00 

0.00 

0.00 

1.66 

1.14 

0.14 

0.880 

0.19 

0.28 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

0.046 

1.91 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.00 

0.00 




81.838 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

68.622 

1.91 

0.040 

1.25 

0.02 

0.00 

0.00 

0.00 

6.48 

4.43 

0.53 

3.413 

0.26 

0.38 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

10.677 

1.91 

0.040 

0.19 

0.00 

0.00 

0.00 

0.00 

1.01 

0.69 

0.07 

0.531 

0.04 

0.06 




94.303 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.148 

1.91 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.88 

0.60 

0.03 

0.256 

0.02 

0.03 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.10 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Baithwasiya 

0815000201937100 

0.06 

0.24 

173.99 

0.29 

0.03 

0.32 

0.03 

0.23 

0.04 

0.0800 

- 

- 

- 

0.080 

0.116 

0.436 

0.022 

0.415 

2.273 

548.27 

Over Exploited 

Balakua 

0815000401961300 

0.06 

0.07 

34.41 

0.09 

- 

0.09 

0.03 

0.26 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.107 

0.005 

0.101 

0.078 

76.99 

Semi Critical 



0.08 

0.00 

1,151.36 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.005 

0.024 

438.85 

Over Exploited 

Bana Ka Bas 

0815000201943200 

0.05 

0.51 

90.21 

0.62 

- 

0.62 

0.03 

0.25 

0.07 

- 

- 

- 

- 

- 

0.071 

0.688 

0.034 

0.653 

0.104 

15.99 

Safe 

Banar 

0815000401966800 

0.06 

0.19 

(40.28) 

0.15 

- 

0.15 

0.04 

0.31 

0.02 

- 

- 

- 

- 

- 

0.025 

0.178 

0.009 

0.169 

0.042 

24.92 

Safe 



0.06 

0.00 

352.83 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.005 

140.29 

Over Exploited 

Baori 

0815000301947800 

0.05 

0.34 

322.55 

0.40 

0.03 

0.43 

0.02 

0.19 

0.05 

0.1000 

- 

- 

- 

0.100 

0.145 

0.578 

0.029 

0.549 

2.838 

516.79 

Over Exploited 

Baran Kalan 

0815000201938800 

0.05 

0.00 

1,489.30 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.015 

0.001 

0.014 

0.192 

1,363.64 

Over Exploited 

Baran Khurd 

0815000201938700 

0.05 

0.00 

3,906.17 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.060 

7,696.36 

Over Exploited 

Basni Bedan 

0815000401965800 

0.06 

0.01 

84.41 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.010 

0.005 

52.37 

Safe 



0.08 

0.06 

47.13 

0.07 

0.01 

0.07 

0.03 

0.25 

0.01 

- 

- 

- 

0.010 

0.010 

0.017 

0.092 

0.005 

0.088 

0.012 

13.55 

Safe 

Basni Danwara 

0815000201942000 

0.05 

0.09 

360.43 

0.11 

0.01 

0.12 

0.02 

0.16 

0.01 

0.0400 

- 

- 

- 

0.040 

0.053 

0.168 

0.008 

0.160 

1.085 

678.23 

Over Exploited 

Basni Nikooban 

0815000401965700 

0.06 

0.04 

(44.93) 

0.03 

- 

0.03 

0.03 

0.30 

0.01 

- 

- 

- 

- 

- 

0.006 

0.040 

0.002 

0.038 

0.010 

25.85 

Safe 

Basni Patan 

0815000301948200 

0.05 

0.12 

93.75 

0.15 

- 

0.15 

0.04 

0.33 

0.02 

0.0100 

- 

- 

- 

0.010 

0.026 

0.173 

0.009 

0.164 

0.350 

213.10 

Over Exploited 

Bawarla 

0815000401967700 

0.06 

0.00 

926.80 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.005 

293.94 

Over Exploited 

Begriya 

0815000201938900 

0.06 

0.17 

107.09 

0.20 

0.01 

0.21 

0.04 

0.29 

0.02 

0.0200 

- 

- 

- 

0.020 

0.044 

0.253 

0.013 

0.240 

0.563 

234.20 

Over Exploited 

Bhabhuon Ki Dhani 

0815000201937200 

0.06 

0.43 

52.47 

0.51 

0.00 

0.51 

0.03 

0.27 

0.06 

- 

- 

- 

0.000 

- 

0.063 

0.575 

0.029 

0.546 

0.113 

20.68 

Safe 

Bhakhron Ki Dhani 

0815000201937400 

0.06 

0.00 

1,435.29 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.014 

0.168 

1,239.31 

Over Exploited 

Bhari Nagar 

0815000201943000 

0.05 

0.00 

3,759.27 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.060 

12,333.37 

Over Exploited 

Bhat Koriya 

0815000301948100 

0.05 

0.07 

61.45 

0.08 

- 

0.08 

0.04 

0.32 

0.01 

- 

- 

- 

- 

- 

0.009 

0.088 

0.004 

0.084 

0.096 

114.61 

Over Exploited 

Bhawad 

0815000201945100 

0.05 

0.32 

201.01 

0.39 

0.01 

0.40 

0.04 

0.33 

0.04 

0.0400 

- 

- 

- 

0.040 

0.082 

0.479 

0.024 

0.455 

1.201 

263.96 

Over Exploited 

Bora Was 

0815000401960800 

0.06 

0.07 

(24.42) 

0.06 

- 

0.06 

0.04 

0.34 

0.01 

- 

- 

- 

- 

- 

0.009 

0.066 

0.003 

0.063 

0.015 

23.26 

Safe 



0.08 

0.00 

2,938.77 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Borvi Kalan 

0815000301951200 

0.05 

0.02 

244.30 

0.03 

- 

0.03 

0.02 

0.17 

0.00 

- 

- 

- 

- 

- 

0.003 

0.028 

0.001 

0.026 

0.014 

53.37 

Safe 

Chantaliya 

0815000301946300 

0.07 

0.00 

556,985.49 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.02 

407.75 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.030 

0.002 

0.029 

0.313 

1,080.92 

Over Exploited 

Daijar 

0815000401961800 

0.08 

0.00 

6,865.42 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.042 

4,101.28 

Over Exploited 

Daikara 

0815000401959200 

0.06 

0.24 

77.17 

0.28 

- 

0.28 

0.02 

0.21 

0.03 

- 

- 

- 

- 

- 

0.030 

0.314 

0.016 

0.299 

0.076 

25.56 

Safe 

Danwara 

0815000201942100 

0.05 

0.03 

530.95 

0.03 

- 

0.03 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.045 

0.002 

0.043 

0.311 

729.66 

Over Exploited 

Deoliya 

0815000401967800 

0.06 

0.07 

(14.41) 

0.06 

- 

0.06 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.009 

0.068 

0.003 

0.065 

0.019 

29.41 

Safe 



0.06 

0.01 

161.49 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.007 

0.005 

75.66 

Semi Critical 

Desooriya Vishnoiya 

0815000401961700 

0.08 

0.04 

332.55 

0.05 

- 

0.05 

0.02 

0.20 

0.00 

- 

- 

- 

- 

- 

0.005 

0.050 

0.003 

0.048 

0.049 

102.01 

Over Exploited 

Dhunariya 

0815000201939100 

0.06 

0.20 

101.32 

0.24 

0.02 

0.26 

0.04 

0.28 

0.03 

0.0600 

- 

- 

- 

0.060 

0.090 

0.353 

0.018 

0.335 

0.592 

176.59 

Over Exploited 

Dhundhara 

0815000201939000 

0.06 

0.03 

352.55 

0.04 

0.01 

0.05 

0.02 

0.17 

0.00 

0.0400 

- 

- 

- 

0.040 

0.044 

0.091 

0.005 

0.086 

0.409 

474.07 

Over Exploited 

Doliya 

0815000401968100 

0.07 

0.00 

4,322.91 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Gangani 

0815000301951000 

0.05 

0.06 

471.95 

0.07 

- 

0.07 

0.01 

0.10 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.090 

0.005 

0.086 

0.088 

103.34 

Over Exploited 



0.05 

0.00 

3,081.74 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.017 

756.41 

Over Exploited 

Gharab 

0815000401959000 

0.06 

0.00 

680.02 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.005 

0.006 

127.16 

Over Exploited 



0.08 

0.05 

414.29 

0.06 

- 

0.06 

0.02 

0.13 

0.01 

- 

- 

- 

- 

- 

0.006 

0.064 

0.003 

0.060 

0.018 

30.58 

Safe 

Gujrawas Khurd 

0815000401961000 

0.06 

0.06 

(11.77) 

0.06 

- 

0.06 

0.02 

0.21 

0.01 

- 

- 

- 

- 

- 

0.008 

0.065 

0.003 

0.062 

0.021 

33.49 

Safe 



0.08 

0.04 

140.42 

0.04 

- 

0.04 

0.02 

0.14 

0.00 

- 

- 

- 

- 

- 

0.005 

0.047 

0.002 

0.045 

0.013 

29.67 

Safe 

Gura Vishnoiyan 

0815000602003300 

0.10 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.00 

204,968.79 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jajiwal Bhandariya 

0815000401960600 

0.06 

0.02 

14.28 

0.02 

0.00 

0.02 

0.03 

0.27 

0.00 

- 

- 

- 

0.000 

0.000 

0.002 

0.020 

0.001 

0.019 

0.004 

20.64 

Safe 

Jajiwal Bhatiyan 

0815000401960100 

0.06 

0.15 

14.18 

0.17 

0.00 

0.17 

0.03 

0.31 

0.02 

- 

- 

- 

0.001 

0.001 

0.020 

0.191 

0.010 

0.181 

0.033 

18.40 

Safe 

Jajiwal Brahmana 

0815000401960900 

0.06 

0.06 

(17.08) 

0.05 

- 

0.05 

0.04 

0.35 

0.01 

- 

- 

- 

- 

- 

0.008 

0.057 

0.003 

0.054 

0.012 

21.49 

Safe 

Jajiwal Dhandhala 

0815000401960500 

0.06 

0.00 

607.06 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.001 

- 

Safe 

Jajiwal Gehlota 

0815000401960200 

0.06 

0.11 

36.34 

0.14 

0.00 

0.14 

0.03 

0.24 

0.01 

- 

- 

- 

0.002 

0.002 

0.017 

0.153 

0.008 

0.146 

0.032 

21.77 

Safe 

Jajiwal Jakharan 

0815000401960700 

0.06 

0.06 

3.77 

0.06 

0.00 

0.06 

0.03 

0.29 

0.01 

- 

- 

- 

0.000 

- 

0.008 

0.072 

0.004 

0.068 

0.014 

21.13 

Safe 

Jajiwal Kakrala 

0815000401960400 

0.06 

0.02 

358.15 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.002 

0.023 

0.001 

0.022 

0.016 

71.93 

Semi Critical 

Jajiwal Kalan 

0815000401967100 

0.06 

0.32 

(17.25) 

0.27 

0.00 

0.27 

0.04 

0.35 

0.04 

- 

- 

- 

0.002 

0.002 

0.043 

0.311 

0.016 

0.296 

0.063 

21.28 

Safe 

Jajiwal Kutri 

0815000401966900 

0.06 

0.17 

(15.99) 

0.14 

- 

0.14 

0.04 

0.35 

0.02 

- 

- 

- 

- 

- 

0.021 

0.160 

0.008 

0.152 

0.032 

21.25 

Safe 

Jajiwal Vishnoiyan 

0815000401967200 

0.06 

0.17 

(11.63) 

0.15 

- 

0.15 

0.04 

0.33 

0.02 

- 

- 

- 

- 

- 

0.021 

0.168 

0.008 

0.160 

0.034 

21.41 

Safe 

Jaleli Champawatan 

0815000401968000 

0.06 

0.00 

4,460.30 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jaleli Faujdaran 

0815000401967900 

0.06 

0.00 

371.99 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

203.88 

Over Exploited 

Jhalamand 

0815000401965300 

0.10 

0.05 

528.06 

0.07 

0.01 

0.08 

0.01 

0.12 

0.01 

0.0300 

- 

- 

- 

0.030 

0.037 

0.113 

0.006 

0.107 

0.180 

168.27 

Over Exploited 



0.07 

0.01 

954.94 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.009 

0.032 

354.65 

Over Exploited 



0.07 

0.00 

2,034.52 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

517.72 

Over Exploited 



0.10 

0.05 

557.62 

0.06 

- 

0.06 

0.01 

0.11 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.072 

0.004 

0.068 

0.065 

95.19 

Critical 



0.07 

0.00 

2,187.00 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.023 

1,011.12 

Over Exploited 

Jheepasani 

0815000401958900 

0.08 

0.02 

740.98 

0.03 

0.01 

0.04 

0.01 

0.09 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.058 

0.003 

0.055 

0.168 

305.03 

Over Exploited 

Jodhpur (M Cl) 

0815000441502000 

0.10 

0.12 

917.42 

0.15 

- 

0.15 

0.01 

0.13 

0.02 

0.0100 

- 

- 

- 

0.010 

0.026 

0.174 

0.009 

0.165 

0.605 

365.85 

Over Exploited 



0.08 

0.27 

327.15 

0.32 

0.01 

0.33 

0.02 

0.21 

0.03 

0.0200 

- 

- 

- 

0.020 

0.054 

0.383 

0.019 

0.364 

1.023 

280.77 

Over Exploited 



0.08 

0.00 

133,370.69 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

######### 

Over Exploited 



0.08 

1.44 

206.93 

1.73 

0.02 

1.75 

0.03 

0.30 

0.19 

0.0600 

- 

- 

- 

0.060 

0.245 

1.996 

0.100 

1.897 

3.944 

207.97 

Over Exploited 



0.08 

0.03 

1,870.26 

0.04 

- 

0.04 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.056 

0.003 

0.054 

0.600 

1,120.09 

Over Exploited 



0.10 

0.01 

6,710.82 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.012 

0.001 

0.011 

0.283 

2,546.91 

Over Exploited 





Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Vindhyan Sandstone 

14.762 

1.91 

0.040 

0.27 

0.00 

0.00 

0.00 

0.00 

1.40 

0.96 

0.12 

0.734 

0.05 

0.07 


Jointara 

0815000301948400 

16.000 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

8.189 

1.20 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.24 

0.17 

0.14 

0.018 

0.15 

0.21 


Jur 

0815000201943600 

18.009 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

18.009 

2.02 

0.020 

0.56 

0.03 

0.00 

0.00 

0.00 

1.26 

0.80 

2.17 

0.040 

0.27 

0.42 


Kajnau Kalan 

0815000301947500 

32.107 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

26.328 

0.49 

0.020 

0.32 

0.01 

0.00 

0.00 

0.00 

0.56 

0.40 

1.20 

0.058 

0.24 

0.34 


Kajnau Khurd 

0815000301945800 

16.246 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

15.433 

0.61 

0.020 

0.36 

0.02 

0.00 

0.00 

0.00 

0.53 

0.36 

1.40 

0.034 

0.27 

0.39 


Karwar 

0815000401958800 

23.863 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.524 

1.69 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.04 

0.002 

0.01 

0.01 


Kelawa Kalan 

0815000201943500 

24.753 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

24.724 

2.04 

0.020 

0.42 

0.02 

0.00 

0.00 

0.00 

1.41 

0.89 

1.60 

0.054 

0.26 

0.41 


Kelawa Khurd 

0815000201943400 

16.437 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

16.437 

2.15 

0.020 

0.28 

0.01 

0.00 

0.00 

0.00 

0.98 

0.62 

1.07 

0.036 

0.26 

0.41 


Kharda Mewasa 

0815000201941900 

43.995 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

41.875 

1.06 

0.040 

0.50 

0.02 

0.00 

0.00 

0.00 

2.26 

1.40 

1.79 

0.157 

0.24 

0.39 


Kharda Randheer 

0815000401966000 

3.176 

Saline 

Non-command 

Non-command 

Jalore Granite 

2.704 

0.85 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.05 

0.010 

0.27 

0.39 







Non-command 

Vindhyan Sandstone 

0.473 

0.85 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.002 

0.05 

0.07 


Khari Kalan 

0815000201945400 

23.012 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

22.987 

2.63 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

1.23 

0.79 

0.00 

0.050 

0.27 

0.42 


Khari Khurd 

0815000201945300 

26.278 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

26.278 

2.78 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

1.53 

1.02 

0.20 

0.058 

0.28 

0.42 


Kherapa 

0815000301947600 

24.731 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

14.713 

0.58 

0.020 

0.12 

0.01 

0.00 

0.00 

0.00 

0.28 

0.20 

0.43 

0.032 

0.17 

0.24 


Khokharia 

0815000401966600 

6.990 

Fresh 

Non-command 

Non-command 

Jalore Granite 

2.802 

0.50 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.010 

0.12 

0.18 







Non-command 

Vindhyan Sandstone 

4.188 

0.50 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.00 

0.015 

0.19 

0.27 


Khudiyala 

0815000201941800 

10.364 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

9.686 

0.86 

0.040 

0.24 

0.01 

0.00 

0.00 

0.00 

0.56 

0.35 

0.93 

0.036 

0.24 

0.38 


Kiram Sariya Kalan 

0815000201943700 

6.669 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.030 

0.72 

0.040 

0.05 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.18 

0.004 

0.04 

0.06 


Kiramsariya Khurd 

0815000201941700 

9.373 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.786 

0.63 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.09 

0.003 

0.02 

0.03 


Kuri Bhagtasani 

0815000401965200 

6.921 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.788 

0.98 

0.080 

0.16 

0.00 

0.00 

0.00 

0.00 

0.30 

0.21 

0.08 

0.416 

0.08 

0.12 


Lawera Kalan 

0815000301947700 

18.094 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

18.094 

1.04 

0.020 

0.24 

0.01 

0.00 

0.00 

0.00 

0.61 

0.41 

0.91 

0.040 

0.28 

0.41 


Lawera Khurd 

0815000301948300 

21.576 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

21.573 

1.32 

0.020 

0.36 

0.02 

0.00 

0.00 

0.00 

0.91 

0.63 

1.37 

0.047 

0.28 

0.41 


Lordi-pandit Ji 

0815000401961400 

17.068 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.039 

1.69 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.004 

0.02 

0.03 







Non-command 

Vindhyan Sandstone 

1.911 

1.69 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.00 

0.007 

0.03 

0.05 


Lunawas 

0815000301951300 

12.031 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.715 

1.47 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.01 

0.004 

0.04 

0.06 


Mailana 

0815000301948500 

23.590 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

3.511 

0.64 

0.020 

0.08 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.30 

0.008 

0.04 

0.06 


Mathaniya 

0815000201944600 

25.711 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.182 

0.27 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.00 

0.00 


Melawas 

0815000301950800 

7.219 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.655 

1.83 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.004 

0.07 

0.10 







Non-command 

Vindhyan Sandstone 

2.640 

1.83 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.00 

0.006 

0.11 

0.16 


Nagalwas 

0815000301947300 

18.979 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

6.121 

0.84 

0.060 

0.22 

0.01 

0.00 

0.00 

0.00 

0.52 

0.39 

0.83 

0.029 

0.10 

0.13 


Nandara Kalan 

0815000401966300 

9.171 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.479 

0.69 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.002 

0.02 

0.02 





Saline 

Non-command 

Non-command 

Jalore Granite 

8.688 

0.69 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.00 

0.032 

0.30 

0.43 


Nandiya Jajra 

0815000201943100 

25.343 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

4.601 

0.80 

0.020 

0.09 

0.00 

0.00 

0.00 

0.00 

0.16 

0.11 

0.35 

0.010 

0.05 

0.07 


Nandra-khurd 

0815000401966700 

11.552 

Fresh 

Non-command 

Non-command 

Jalore Granite 

4.460 

0.75 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.016 

0.12 

0.18 





Saline 

Non-command 

Non-command 

Jalore Granite 

7.091 

0.75 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.00 

0.026 

0.19 

0.28 


Nandri (rural) 

0815000401966500 

6.826 

Fresh 

Non-command 

Non-command 

Jalore Granite 

3.489 

0.50 

0.015 

0.06 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.02 

0.174 

0.16 

0.23 







Non-command 

Vindhyan Sandstone 

3.063 

0.50 

0.040 

0.06 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.04 

0.152 

0.14 

0.21 





Saline 

Non-command 

Non-command 

Jalore Granite 

0.004 

0.50 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Vindhyan Sandstone 

0.270 

0.50 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.013 

0.01 

0.02 


Nawa Nagariya 

0815000301950900 

3.217 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.721 

1.81 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.004 

0.17 

0.23 


Netra 

0815000301950700 

48.403 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

13.887 

2.16 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.63 

0.43 

0.07 

0.030 

0.08 

0.12 


Newra 

0815000201939200 

29.492 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

27.277 

0.99 

0.040 

0.52 

0.02 

0.00 

0.00 

0.00 

1.57 

0.96 

1.95 

0.102 

0.23 

0.38 


Newra Road 

0815000201939300 

41.426 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

10.755 

0.81 

0.040 

0.14 

0.01 

0.00 

0.00 

0.00 

0.48 

0.29 

0.52 

0.040 

0.07 

0.11 


Osian 

0815000201936700 

75.108 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.759 

0.80 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.02 

0.007 

0.01 

0.01 


Palri Mangaliya 

0815000401962200 

17.437 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.010 

2.44 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Palri Ranawata 

0815000301947200 

28.337 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.018 

1.32 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Vindhyan Sandstone 

0.281 

1.32 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.08 

0.001 

0.00 

0.00 


Panditji Ki Dhani 

0815000201937000 

32.945 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.593 

0.45 

0.040 

0.06 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.25 

0.006 

0.01 

0.02 


Phitkasni 

0815000401965400 

10.012 

Saline 

Non-command 

Non-command 

Jalore Granite 

5.101 

1.08 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.00 

0.018 

0.16 

0.23 







Non-command 

Older Alluvium 

1.482 

1.08 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.00 

0.005 

0.05 

0.07 







Non-command 

Vindhyan Sandstone 

0.747 

1.08 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.003 

0.02 

0.03 


Rasidan 

0815000401965500 

6.697 

Saline 

Non-command 

Non-command 

Jalore Granite 

0.008 

1.04 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sanwat Kua Kalan 

0815000301947900 

8.584 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

8.584 

1.79 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.37 

0.25 

0.22 

0.019 

0.28 

0.41 


Sanwat Kua Khurd 

0815000301948000 

6.154 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

6.154 

1.86 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.28 

0.19 

0.20 

0.014 

0.28 

0.41 


Sindhiyon Ki Dhani 

0815000201944800 

21.967 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

2.115 

0.51 

0.040 

0.07 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.25 

0.008 

0.03 

0.04 


Siriyade Gaon 

0815000401966200 

8.016 

Saline 

Non-command 

Non-command 

Jalore Granite 

3.184 

0.67 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.012 

0.12 

0.18 







Non-command 

Vindhyan Sandstone 

4.832 

0.67 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.09 

0.00 

0.018 

0.19 

0.28 


Soder Ki Dhani 

0815000401966400 

2.768 

Saline 

Non-command 

Non-command 

Jalore Granite 

2.755 

0.93 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.010 

0.31 

0.45 


Sooraj Basni 

0815000401967300 

7.293 

Fresh 

Non-command 

Non-command 

Jalore Granite 

5.391 

1.10 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.00 

0.020 

0.23 

0.32 


Surpura 

0815000401961200 

13.032 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.343 

1.89 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.005 

0.03 

0.05 







Non-command 

Vindhyan Sandstone 

11.655 

1.89 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.90 

0.61 

0.04 

0.043 

0.28 

0.41 


Surpura Kalan 

0815000301951100 

3.624 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.005 

1.87 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.04 

0.002 

0.09 

0.12 


Thabukra 

0815000401959100 

23.926 

Fresh 

Non-command 

Non-command 

Jalore Granite 

23.077 

1.76 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.64 

0.45 

0.00 

0.085 

0.30 

0.43 


Thob 

0815000201937300 

35.625 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

28.972 

0.82 

0.040 

0.12 

0.00 

0.00 

0.00 

0.00 

1.07 

0.66 

0.32 

0.108 

0.21 

0.33 


Todiyana 

0815000301947400 

15.853 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

8.101 

0.44 

0.060 

0.19 

0.01 

0.00 

0.00 

0.00 

0.39 

0.29 

0.71 

0.039 

0.15 

0.21 


Uchiyarda 

0815000401966100 

9.403 

Saline 

Non-command 

Non-command 

Jalore Granite 

9.106 

0.76 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.00 

0.033 

0.30 

0.44 


Ujaliya 

0815000201944900 

9.641 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

6.733 

1.63 

0.020 

0.15 

0.01 

0.00 

0.00 

0.00 

0.36 

0.25 

0.56 

0.015 

0.21 

0.31 


Ummednagar 

0815000201945000 

45.997 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

12.293 

1.46 

0.020 

0.20 

0.01 

0.00 

0.00 

0.00 

0.55 

0.36 

0.76 

0.027 

0.07 

0.11 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.08 

0.06 

########## 

0.07 

- 

0.07 

0.01 

0.06 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.087 

0.004 

0.082 

0.857 

1,039.90 

Over Exploited 

Jointara 

0815000301948400 

0.05 

0.06 

174.41 

0.07 

- 

0.07 

0.02 

0.17 

0.01 

0.0200 

- 

- 

- 

0.020 

0.028 

0.101 

0.005 

0.096 

0.162 

168.27 

Over Exploited 

Jur 

0815000201943600 

0.05 

0.24 

236.05 

0.29 

0.03 

0.32 

0.04 

0.30 

0.03 

0.0800 

- 

- 

- 

0.080 

0.114 

0.431 

0.022 

0.409 

2.214 

541.22 

Over Exploited 

Kajnau Kalan 

0815000301947500 

0.05 

0.31 

27.70 

0.37 

0.01 

0.38 

0.03 

0.27 

0.04 

0.0400 

- 

- 

0.003 

0.043 

0.084 

0.467 

0.023 

0.444 

1.253 

282.11 

Over Exploited 

Kajnau Khurd 

0815000301945800 

0.05 

0.20 

75.60 

0.25 

0.02 

0.27 

0.04 

0.30 

0.03 

0.0500 

- 

- 

0.002 

0.052 

0.080 

0.347 

0.017 

0.330 

1.431 

434.06 

Over Exploited 

Karwar 

0815000401958800 

0.08 

0.00 

10,777.64 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.041 

11,338.17 

Over Exploited 

Kelawa Kalan 

0815000201943500 

0.05 

0.32 

176.31 

0.38 

0.02 

0.40 

0.04 

0.30 

0.05 

0.0600 

- 

- 

- 

0.060 

0.106 

0.511 

0.026 

0.485 

1.652 

340.51 

Over Exploited 

Kelawa Khurd 

0815000201943400 

0.05 

0.22 

187.25 

0.26 

0.01 

0.27 

0.04 

0.30 

0.03 

0.0400 

- 

- 

- 

0.040 

0.071 

0.340 

0.017 

0.323 

1.102 

340.92 

Over Exploited 

Kharda Mewasa 

0815000201941900 

0.06 

0.61 

130.06 

0.73 

0.02 

0.75 

0.04 

0.28 

0.09 

0.0700 

- 

- 

- 

0.070 

0.159 

0.907 

0.045 

0.861 

1.942 

225.38 

Over Exploited 

Kharda Randheer 

0815000401966000 

0.06 

0.04 

(13.88) 

0.04 

- 

0.04 

0.03 

0.30 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.053 

0.003 

0.050 

0.058 

115.74 

Over Exploited 



0.08 

0.00 

914.47 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.026 

1,161.41 

Over Exploited 

Khari Kalan 

0815000201945400 

0.05 

0.31 

157.23 

0.37 

- 

0.37 

0.04 

0.31 

0.04 

- 

- 

- 

- 

- 

0.043 

0.413 

0.021 

0.392 

0.050 

12.85 

Safe 

Khari Khurd 

0815000201945300 

0.05 

0.37 

176.34 

0.44 

- 

0.44 

0.04 

0.32 

0.05 

0.0100 

- 

- 

- 

0.010 

0.060 

0.502 

0.025 

0.477 

0.260 

54.48 

Safe 

Kherapa 

0815000301947600 

0.05 

0.13 

56.65 

0.15 

0.01 

0.16 

0.02 

0.20 

0.02 

0.0200 

- 

- 

- 

0.020 

0.036 

0.200 

0.010 

0.190 

0.464 

244.53 

Over Exploited 

Khokharia 

0815000401966600 

0.06 

0.02 

(31.93) 

0.02 

- 

0.02 

0.02 

0.14 

0.00 

- 

- 

- 

- 

- 

0.003 

0.020 

0.001 

0.019 

0.010 

55.35 

Safe 



0.08 

0.06 

1.82 

0.06 

- 

0.06 

0.02 

0.21 

0.01 

- 

- 

- 

- 

- 

0.008 

0.072 

0.004 

0.068 

0.015 

22.49 

Safe 

Khudiyala 

0815000201941800 

0.06 

0.14 

150.96 

0.17 

0.01 

0.18 

0.03 

0.27 

0.02 

0.0300 

- 

- 

- 

0.030 

0.050 

0.226 

0.011 

0.215 

0.966 

449.75 

Over Exploited 

Kiram Sariya Kalan 

0815000201943700 

0.06 

0.00 

1,919.40 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.013 

0.181 

1,431.03 

Over Exploited 

Kiramsariya Khurd 

0815000201941700 

0.06 

0.00 

2,349.25 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.093 

7,236.20 

Over Exploited 

Kuri Bhagtasani 

0815000401965200 

0.10 

0.01 

1,319.96 

0.02 

- 

0.02 

0.01 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.029 

0.001 

0.028 

0.494 

1,779.13 

Over Exploited 

Lawera Kalan 

0815000301947700 

0.05 

0.25 

62.94 

0.30 

0.01 

0.31 

0.04 

0.31 

0.03 

0.0300 

- 

- 

0.002 

0.032 

0.066 

0.378 

0.019 

0.359 

0.947 

263.78 

Over Exploited 

Lawera Khurd 

0815000301948300 

0.05 

0.31 

104.80 

0.37 

0.02 

0.39 

0.04 

0.32 

0.04 

0.0500 

- 

- 

- 

0.050 

0.091 

0.477 

0.024 

0.453 

1.415 

312.45 

Over Exploited 

Lordi-pandit Ji 

0815000401961400 

0.06 

0.00 

1,426.55 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.004 

254.49 

Over Exploited 



0.08 

0.01 

1,559.63 

0.01 

- 

0.01 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.007 

103.81 

Over Exploited 

Lunawas 

0815000301951300 

0.05 

0.00 

879.21 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.005 

0.012 

247.36 

Over Exploited 

Mailana 

0815000301948500 

0.05 

0.01 

1,074.21 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.020 

0.001 

0.019 

0.310 

1,605.59 

Over Exploited 

Mathaniya 

0815000201944600 

0.06 

0.00 

5,722.96 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.019 

66,022.47 

Over Exploited 

Melawas 

0815000301950800 

0.05 

0.01 

630.60 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.007 

0.004 

49.60 

Safe 



0.05 

0.01 

358.74 

0.02 

- 

0.02 

0.01 

0.13 

0.00 

- 

- 

- 

- 

- 

0.002 

0.020 

0.001 

0.019 

0.006 

31.10 

Safe 

Nagalwas 

0815000301947300 

0.10 

0.06 

548.44 

0.07 

0.01 

0.08 

0.01 

0.11 

0.01 

0.0300 

- 

- 

- 

0.030 

0.037 

0.119 

0.006 

0.113 

0.854 

753.58 

Over Exploited 

Nandara Kalan 

0815000401966300 

0.06 

0.00 

626.95 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

297.03 

Over Exploited 



0.06 

0.15 

(55.39) 

0.12 

- 

0.12 

0.04 

0.33 

0.02 

- 

- 

- 

- 

- 

0.020 

0.143 

0.007 

0.136 

0.032 

23.42 

Safe 

Nandiya Jajra 

0815000201943100 

0.05 

0.01 

854.68 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.025 

0.001 

0.024 

0.356 

1,499.96 

Over Exploited 

Nandra-khurd 

0815000401966700 

0.06 

0.03 

27.49 

0.04 

- 

0.04 

0.02 

0.14 

0.00 

- 

- 

- 

- 

- 

0.004 

0.043 

0.002 

0.041 

0.016 

40.15 

Safe 



0.06 

0.08 

(24.65) 

0.07 

- 

0.07 

0.02 

0.22 

0.01 

- 

- 

- 

- 

- 

0.011 

0.076 

0.004 

0.072 

0.026 

36.13 

Safe 

Nandri (rural) 

0815000401966500 

0.06 

0.03 

75.26 

0.04 

- 

0.04 

0.02 

0.18 

0.00 

- 

- 

- 

- 

- 

0.004 

0.044 

0.002 

0.042 

0.191 

452.71 

Over Exploited 



0.08 

0.03 

140.09 

0.04 

- 

0.04 

0.02 

0.16 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.056 

0.003 

0.053 

0.191 

362.77 

Over Exploited 



0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

1,287.23 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.013 

3,991.17 

Over Exploited 

Nawa Nagariya 

0815000301950900 

0.05 

0.01 

208.37 

0.02 

- 

0.02 

0.02 

0.19 

0.00 

- 

- 

- 

- 

- 

0.002 

0.019 

0.001 

0.018 

0.004 

20.99 

Safe 

Netra 

0815000301950700 

0.05 

0.06 

642.97 

0.07 

- 

0.07 

0.01 

0.10 

0.01 

- 

- 

- 

- 

- 

0.008 

0.078 

0.004 

0.074 

0.102 

138.58 

Over Exploited 

Newra 

0815000201939200 

0.06 

0.38 

152.71 

0.46 

0.02 

0.48 

0.03 

0.27 

0.06 

0.0700 

- 

- 

0.005 

0.075 

0.131 

0.612 

0.031 

0.581 

2.052 

353.15 

Over Exploited 

Newra Road 

0815000201939300 

0.06 

0.04 

593.34 

0.05 

0.01 

0.06 

0.01 

0.08 

0.01 

0.0200 

- 

- 

- 

0.020 

0.026 

0.087 

0.004 

0.083 

0.559 

677.40 

Over Exploited 

Osian 

0815000201936700 

0.06 

0.00 

6,424.17 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.025 

3,086.22 

Over Exploited 

Palri Mangaliya 

0815000401962200 

0.08 

0.00 

462,104.62 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Palri Ranawata 

0815000301947200 

0.10 

0.00 

413,728.01 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.00 

37,573.04 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.076 

70,675.19 

Over Exploited 

Panditji Ki Dhani 

0815000201937000 

0.06 

0.00 

4,585.32 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.258 

2,346.95 

Over Exploited 

Phitkasni 

0815000401965400 

0.07 

0.06 

12.06 

0.06 

- 

0.06 

0.02 

0.18 

0.01 

- 

- 

- 

- 

- 

0.007 

0.071 

0.004 

0.067 

0.018 

26.08 

Safe 



0.10 

0.01 

1,184.37 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.009 

0.005 

59.10 

Safe 



0.07 

0.00 

1,720.16 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.003 

167.41 

Over Exploited 

Rasidan 

0815000401965500 

0.07 

0.00 

52,896.84 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sanwat Kua Kalan 

0815000301947900 

0.05 

0.12 

107.43 

0.14 

- 

0.14 

0.04 

0.32 

0.02 

0.0100 

- 

- 

- 

0.010 

0.026 

0.169 

0.008 

0.161 

0.235 

146.24 

Over Exploited 

Sanwat Kua Khurd 

0815000301948000 

0.05 

0.09 

119.32 

0.10 

- 

0.10 

0.04 

0.32 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.125 

0.006 

0.119 

0.216 

180.76 

Over Exploited 

Sindhiyon Ki Dhani 

0815000201944800 

0.06 

0.00 

1,986.24 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.014 

0.260 

1,829.61 

Over Exploited 

Siriyade Gaon 

0815000401966200 

0.06 

0.02 

(14.13) 

0.02 

0.00 

0.02 

0.02 

0.14 

0.00 

- 

- 

- 

0.003 

0.003 

0.006 

0.028 

0.001 

0.027 

0.012 

43.55 

Safe 



0.08 

0.07 

29.81 

0.09 

- 

0.09 

0.02 

0.21 

0.01 

- 

- 

- 

- 

- 

0.009 

0.096 

0.005 

0.092 

0.018 

19.31 

Safe 

Soder Ki Dhani 

0815000401966400 

0.06 

0.05 

(48.63) 

0.04 

- 

0.04 

0.04 

0.35 

0.01 

- 

- 

- 

- 

- 

0.007 

0.048 

0.002 

0.045 

0.010 

22.27 

Safe 

Sooraj Basni 

0815000401967300 

0.06 

0.08 

(5.74) 

0.07 

- 

0.07 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.009 

0.080 

0.004 

0.076 

0.020 

25.96 

Safe 

Surpura 

0815000401961200 

0.06 

0.00 

902.10 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.005 

150.25 

Over Exploited 



0.08 

0.26 

135.94 

0.31 

- 

0.31 

0.04 

0.32 

0.03 

0.0100 

- 

- 

- 

0.010 

0.044 

0.356 

0.018 

0.338 

0.082 

24.16 

Safe 

Surpura Kalan 

0815000301951100 

0.05 

0.00 

699.48 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.005 

0.038 

695.82 

Over Exploited 

Thabukra 

0815000401959100 

0.06 

0.42 

7.43 

0.45 

- 

0.45 

0.04 

0.34 

0.05 

- 

- 

- 

- 

- 

0.053 

0.500 

0.025 

0.475 

0.085 

17.80 

Safe 

Thob 

0815000201937300 

0.06 

0.36 

84.43 

0.43 

0.00 

0.43 

0.03 

0.24 

0.05 

0.0100 

- 

- 

0.006 

0.016 

0.068 

0.500 

0.025 

0.475 

0.432 

91.03 

Critical 

Todiyana 

0815000301947400 

0.10 

0.12 

133.16 

0.15 

0.01 

0.16 

0.02 

0.17 

0.02 

0.0300 

- 

- 

- 

0.030 

0.046 

0.204 

0.010 

0.194 

0.752 

388.18 

Over Exploited 

Uchiyarda 

0815000401966100 

0.06 

0.17 

(53.55) 

0.13 

0.00 

0.13 

0.04 

0.34 

0.02 

- 

- 

- 

0.002 

0.002 

0.023 

0.156 

0.008 

0.148 

0.033 

22.48 

Safe 

Ujaliya 

0815000201944900 

0.05 

0.07 

245.65 

0.09 

0.01 

0.10 

0.03 

0.24 

0.01 

0.0200 

- 

- 

- 

0.020 

0.029 

0.125 

0.006 

0.119 

0.577 

483.86 

Over Exploited 

Ummednagar 

0815000201945000 

0.05 

0.05 

691.84 

0.05 

0.01 

0.06 

0.01 

0.08 

0.01 

0.0300 

- 

- 

- 

0.030 

0.036 

0.101 

0.005 

0.096 

0.790 

826.45 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Vinayakpura 

081500020194520C 

25.397 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

25.342 

2.00 

0.020 

0.35 

0.02 

0.00 

0.00 

0.00 

1.35 

0.93 

1.33 

0.056 

0.30 

0.44 


Vishnoiyon Ki Dhani 

0815000401967000 

7.333 

Fresh 

Non-command 

Non-command 

Jalore Granite 

7.333 

0.99 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.00 

0.027 

0.31 

0.45 

11008053 

Abasar 

0816000202066300 

10.270 

Saline 

Non-command 

Non-command 

Older Alluvium 

9.933 

0.11 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.009 

0.23 

0.40 


Abhaygarh 

0815000501979700 

13.059 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

3.083 

0.52 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.00 

0.011 

0.06 

0.09 


Asarlai 

0815000501974000 

31.430 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

7.885 

-0.17 

0.060 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.42 

0.028 

0.06 

0.09 


Baghthal 

0817000202116800 

11.019 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.518 

0.09 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.009 

0.07 

0.14 


Bapunagar 

0815000501979900 

13.431 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

7.663 

1.09 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.51 

0.31 

0.00 

0.027 

0.14 

0.23 


Beniwalon Ki Dhani 

0817000202119000 

4.227 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.851 

0.84 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.10 

0.00 

0.010 

0.21 

0.40 


Bhom Sagar 

0815000501986300 

37.498 

Saline 

Non-command 

Non-command 

Older Alluvium 

36.061 

0.00 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.03 

0.127 

0.23 

0.41 


Bhurajgarh 

0816000202065900 

14.780 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.375 

0.17 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.005 

0.08 

0.15 


Biramdeogarh 

0815000501976700 

18.030 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

3.867 

0.52 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.00 

0.014 

0.05 

0.08 


Chaba 

0815000501986200 

103.409 

Saline 

Non-command 

Non-command 

Older Alluvium 

71.827 

0.30 

0.100 

0.10 

0.00 

0.00 

0.00 

0.00 

2.29 

1.29 

0.05 

0.252 

0.17 

0.29 


Chandsar 

0815000501975900 

12.966 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

12.966 

-0.01 

0.060 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.046 

0.23 

0.38 


Chatarpura 

0815000501980300 

37.024 

Saline 

Non-command 

Non-command 

Older Alluvium 

34.334 

0.36 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

1.29 

0.75 

0.01 

0.120 

0.22 

0.38 


Chordiya 

0815000501976200 

22.644 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

22.595 

0.25 

0.060 

0.49 

0.02 

0.00 

0.00 

0.00 

0.81 

0.51 

1.86 

0.079 

0.24 

0.37 


Dade Ki Beri 

0815000501974900 

7.691 

Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

3.864 

0.25 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.02 

0.014 

0.12 

0.20 


Dasaniyan 

0815000501974800 

31.979 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

13.697 

0.34 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.30 

0.18 

0.00 

0.048 

0.10 

0.17 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.383 

0.34 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.005 

0.01 

0.02 







Non-command 

Vindhyan Sandstone 

10.841 

0.34 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.14 

0.00 

0.038 

0.08 

0.13 


Dechoo 

0815000501973900 

80.317 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

5.337 

-0.10 

0.060 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.019 

0.01 

0.02 


Deorajgarh 

0815000501980600 

19.948 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.344 

0.84 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.00 

0.01 


Dholasar 

0815000501974100 

14.852 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.034 

-0.14 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Doongra Nada 

0817000202118100 

12.571 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.688 

0.81 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.09 

0.00 

0.009 

0.07 

0.13 


Gajsinghpura 

0815000501986400 

20.023 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.026 

0.69 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.004 

0.01 

0.02 


Jagram Ki Dhani 

0817000202119100 

9.951 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.359 

0.85 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.003 

0.03 

0.06 


Jaitsar 

0815000501975700 

13.354 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

13.354 

0.17 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.18 

0.11 

0.08 

0.047 

0.24 

0.39 


Jasoron Ki Beri 

0817000202117800 

1.886 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.886 

0.78 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.01 

0.005 

0.23 

0.44 


Jethaniya 

0815000501974300 

30.060 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

10.702 

0.03 

0.060 

0.16 

0.01 

0.00 

0.00 

0.00 

0.17 

0.10 

0.58 

0.038 

0.08 

0.13 


Jhiponiyon Ki Dhani 

0817000202118000 

16.653 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.439 

0.77 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.03 

0.00 

0.004 

0.02 

0.04 


Kalathal 

0817000302146400 

24.751 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.312 

0.80 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.08 

0.00 

0.007 

0.02 

0.04 


Kankolgarh 

0817000202116900 

8.562 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.354 

0.41 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.10 

0.00 

0.018 

0.20 

0.37 


Kanodiya Purohitan 

0815000501973800 

35.333 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

8.627 

0.61 

0.030 

0.05 

0.00 

0.00 

0.00 

0.00 

0.21 

0.13 

0.21 

0.000 

0.06 

0.09 


Karaliya 

0817000202117700 

8.060 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.726 

0.79 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.002 

0.02 

0.04 


Kerala 

0815000501980100 

8.742 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.520 

0.91 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.51 

0.31 

0.00 

0.019 

0.15 

0.25 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.253 

0.91 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.12 

0.00 

0.008 

0.06 

0.10 


Kharda Bharat Singh 

0817000202117300 

5.058 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.841 

0.82 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.07 

0.01 

0.007 

0.13 

0.24 







Non-command 

Tertiary Sandstone 

0.269 

0.82 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.02 


Kharda Charnan 

0817000202117400 

8.106 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.315 

0.84 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.01 

0.02 


Khetsagar 

0815000501974200 

2.706 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

2.706 

0.05 

0.060 

0.32 

0.02 

0.00 

0.00 

0.00 

0.31 

0.19 

1.26 

0.009 

0.23 

0.37 


Khetsingh Nagar 

0815000501976600 

6.477 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

6.358 

0.51 

0.060 

0.07 

0.00 

0.00 

0.00 

0.00 

0.27 

0.17 

0.24 

0.022 

0.23 

0.37 


Khiyasariya 

0815000501976500 

17.859 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

17.859 

0.50 

0.060 

0.47 

0.02 

0.00 

0.00 

0.00 

0.98 

0.62 

1.80 

0.063 

0.23 

0.37 


Khokhar 

0817000202116600 

6.637 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.541 

0.33 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.00 

0.011 

0.16 

0.29 


Khokhar East 

0817000202117000 

21.135 

Saline 

Non-command 

Non-command 

Older Alluvium 

13.920 

0.62 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.53 

0.28 

0.00 

0.035 

0.15 

0.29 


Khokhar South 

0817000202117100 

13.247 

Saline 

Non-command 

Non-command 

Older Alluvium 

12.439 

0.70 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.53 

0.28 

0.00 

0.031 

0.22 

0.41 







Non-command 

Tertiary Sandstone 

0.466 

0.70 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.01 

0.02 


Khokharwest 

0817000202116400 

22.846 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.676 

0.56 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.00 

0.007 

0.03 

0.05 







Non-command 

Tertiary Sandstone 

0.586 

0.56 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.01 

0.01 


Khumansar 

0816000202066600 

25.111 

Saline 

Non-command 

Non-command 

Older Alluvium 

18.721 

-0.01 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.017 

0.17 

0.31 


Kishornagar 

0815000501975400 

10.692 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.229 

0.72 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.00 

0.004 

0.03 

0.05 







Non-command 

Vindhyan Sandstone 

4.199 

0.72 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.11 

0.00 

0.015 

0.09 

0.16 





Saline 

Non-command 

Non-command 

Older Alluvium 

5.067 

0.72 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.37 

0.22 

0.00 

0.018 

0.11 

0.19 







Non-command 

Vindhyan Sandstone 

0.197 

0.72 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.00 

0.01 


Kumpaliya 

0817000202118200 

9.947 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.265 

0.78 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 


Lawaran 

0815000501976900 

13.155 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

3.375 

0.57 

0.030 

0.06 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.22 

0.000 

0.06 

0.10 


Lumbansar 

0815000501980400 

29.557 

Saline 

Non-command 

Non-command 

Older Alluvium 

11.668 

0.47 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.56 

0.32 

0.00 

0.041 

0.10 

0.16 


Mahadeo Ka Mandir 

0817000202117900 

5.745 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.107 

0.80 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.25 

0.13 

0.02 

0.013 

0.20 

0.39 


Mahingpura 

0817000202116500 

8.992 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.992 

0.48 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.27 

0.14 

0.00 

0.023 

0.23 

0.43 


Malasar 

0817000202117500 

4.889 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.700 

0.82 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.12 

0.00 

0.012 

0.22 

0.42 


Narsinghpura 

0815000501980200 

18.483 

Saline 

Non-command 

Non-command 

Older Alluvium 

17.128 

0.60 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

1.05 

0.62 

0.00 

0.060 

0.22 

0.38 


Nayabera 

0815000501976400 

11.044 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

8.920 

0.30 

0.060 

0.11 

0.01 

0.00 

0.00 

0.00 

0.26 

0.17 

0.41 

0.031 

0.18 

0.29 


Paboosar 

0815000501975200 

13.819 

Saline 

Non-command 

Non-command 

Older Alluvium 

13.117 

0.37 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.51 

0.30 

0.01 

0.046 

0.22 

0.38 







Non-command 

Vindhyan Sandstone 

0.562 

0.37 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.01 

0.02 


Padamgarh 

0815000501980000 

17.455 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.451 

1.28 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.58 

0.35 

0.00 

0.016 

0.06 

0.10 







Non-command 

Vindhyan Sandstone 

6.550 

1.28 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.51 

0.31 

0.00 

0.023 

0.09 

0.15 


Padampura 

0816000202065700 

11.005 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.013 

0.32 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Parbatsar 

0816000202066200 

4.833 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.833 

-0.06 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.23 

0.42 


Pareu 

0817000202118900 

13.998 

Saline 

Non-command 

Non-command 

Older Alluvium 

11.040 

0.83 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.56 

0.29 

0.01 

0.028 

0.18 

0.34 


Peeroni Saiyon Ki Dhani 

0817000202118600 

7.596 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.676 

0.84 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.002 

0.02 

0.04 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Vinayakpura 

0815000201945200 

0.05 

0.38 

142.91 

0.46 

0.02 

0.48 

0.04 

0.34 

0.05 

0.0500 

- 

- 

- 

0.050 

0.100 

0.581 

0.029 

0.552 

1.381 

250.21 

Over Exploited 

Vishnoiyon Ki Dhani 

0815000401967000 

0.06 

0.14 

(40.34) 

0.11 

- 

0.11 

0.04 

0.35 

0.02 

- 

- 

- 

- 

- 

0.018 

0.128 

0.006 

0.121 

0.027 

22.17 

Safe 

Abasar 

0816000202066300 

0.06 

0.13 

(72.44) 

0.11 

- 

0.11 

0.03 

0.26 

0.02 

- 

- 

- 

- 

- 

0.021 

0.129 

0.006 

0.122 

0.009 

7.20 

Safe 

Abhaygarh 

0815000501979700 

0.08 

0.01 

323.16 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.002 

0.019 

0.001 

0.018 

0.011 

59.16 

Safe 

Asarlai 

0815000501974000 

0.08 

0.04 

- 

0.04 

0.01 

0.05 

0.01 

0.06 

0.01 

0.0200 

- 

- 

- 

0.020 

0.026 

0.071 

0.007 

0.064 

0.448 

702.40 

Over Exploited 

Baghthal 

0817000202116800 

0.05 

0.01 

(23.79) 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.002 

0.012 

0.001 

0.012 

0.013 

108.01 

Over Exploited 

Bapunagar 

0815000501979900 

0.08 

0.08 

269.21 

0.10 

- 

0.10 

0.02 

0.16 

0.01 

- 

- 

- 

- 

- 

0.013 

0.115 

0.006 

0.109 

0.027 

24.65 

Safe 

Beniwalon Ki Dhani 

0817000202119000 

0.05 

0.04 

152.62 

0.05 

- 

0.05 

0.03 

0.24 

0.01 

- 

- 

- 

- 

- 

0.006 

0.054 

0.003 

0.051 

0.014 

26.66 

Safe 

Bhom Sagar 

0815000501986300 

0.10 

0.82 

(96.38) 

0.65 

- 

0.65 

0.03 

0.26 

0.12 

- 

- 

- 

- 

- 

0.124 

0.777 

0.039 

0.739 

0.156 

21.06 

Safe 

Bhurajgarh 

0816000202065900 

0.06 

0.03 

11.43 

0.03 

- 

0.03 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.004 

0.035 

0.002 

0.033 

0.005 

14.50 

Safe 

Biramdeogarh 

0815000501976700 

0.08 

0.02 

367.60 

0.02 

0.00 

0.02 

0.01 

0.06 

0.00 

- 

- 

- 

0.001 

0.001 

0.004 

0.024 

0.001 

0.023 

0.014 

60.24 

Safe 

Chaba 

0815000501986200 

0.10 

1.19 

8.89 

1.29 

- 

1.29 

0.02 

0.19 

0.18 

- 

- 

- 

- 

- 

0.179 

1.473 

0.074 

1.400 

0.306 

21.87 

Safe 

Chandsar 

0815000501975900 

0.08 

0.24 

- 

0.24 

- 

0.24 

0.04 

0.27 

0.04 

0.0100 

- 

- 

- 

0.010 

0.048 

0.292 

0.029 

0.262 

0.286 

108.81 

Over Exploited 

Chatarpura 

0815000501980300 

0.10 

0.75 

(0.29) 

0.75 

- 

0.75 

0.03 

0.25 

0.12 

- 

- 

- 

- 

- 

0.116 

0.866 

0.043 

0.823 

0.131 

15.98 

Safe 

Chordiya 

0815000501976200 

0.08 

0.43 

19.63 

0.51 

0.02 

0.53 

0.04 

0.27 

0.07 

0.0700 

- 

- 

- 

0.070 

0.136 

0.666 

0.033 

0.632 

1.939 

306.67 

Over Exploited 

Dade Ki Beri 

0815000501974900 

0.08 

0.04 

12.24 

0.04 

- 

0.04 

0.02 

0.14 

0.01 

- 

- 

- 

- 

- 

0.006 

0.046 

0.002 

0.044 

0.036 

81.09 

Semi Critical 

Dasaniyan 

0815000501974800 

0.08 

0.11 

61.78 

0.13 

- 

0.13 

0.02 

0.12 

0.02 

- 

- 

- 

- 

- 

0.017 

0.149 

0.007 

0.141 

0.048 

33.99 

Safe 



0.10 

0.00 

1,893.05 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.005 

269.18 

Over Exploited 



0.08 

0.07 

99.35 

0.08 

- 

0.08 

0.01 

0.09 

0.01 

- 

- 

- 

- 

- 

0.011 

0.093 

0.005 

0.089 

0.038 

42.94 

Safe 

Dechoo 

0815000501973900 

0.08 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.017 

0.002 

0.015 

0.247 

1,598.81 

Over Exploited 

Deorajgarh 

0815000501980600 

0.10 

0.00 

11,880.22 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

651.05 

Over Exploited 

Dholasar 

0815000501974100 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Doongra Nada 

0817000202118100 

0.05 

0.01 

661.40 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.002 

0.017 

0.001 

0.016 

0.013 

83.91 

Semi Critical 

Gajsinghpura 

0815000501986400 

0.10 

0.00 

3,014.78 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.004 

226.98 

Over Exploited 

Jagram Ki Dhani 

0817000202119100 

0.05 

0.00 

1,616.08 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.003 

126.03 

Over Exploited 

Jaitsar 

0815000501975700 

0.08 

0.26 

(56.85) 

0.20 

- 

0.20 

0.04 

0.28 

0.04 

- 

- 

- 

- 

- 

0.039 

0.244 

0.012 

0.232 

0.131 

56.48 

Safe 

Jasoron Ki Beri 

0817000202117800 

0.05 

0.02 

113.06 

0.03 

- 

0.03 

0.03 

0.26 

0.00 

- 

- 

- 

- 

- 

0.003 

0.029 

0.001 

0.027 

0.012 

42.68 

Safe 

Jethaniya 

0815000501974300 

0.08 

0.07 

51.16 

0.08 

0.01 

0.09 

0.01 

0.09 

0.01 

0.0200 

- 

- 

- 

0.020 

0.031 

0.124 

0.006 

0.118 

0.614 

519.62 

Over Exploited 

Jhiponiyon Ki Dhani 

0817000202118000 

0.05 

0.00 

2,335.63 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.004 

201.25 

Over Exploited 

Kalathal 

0817000302146400 

0.10 

0.01 

1,481.83 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.006 

0.007 

107.96 

Over Exploited 

Kankolgarh 

0817000202116900 

0.05 

0.07 

39.84 

0.09 

- 

0.09 

0.03 

0.23 

0.01 

- 

- 

- 

- 

- 

0.011 

0.099 

0.005 

0.094 

0.022 

23.78 

Safe 

Kanodiya Purohitan 

0815000501973800 

0.06 

0.03 

359.63 

0.03 

- 

0.03 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.015 

0.049 

0.002 

0.047 

0.207 

442.72 

Over Exploited 

Karaliya 

0817000202117700 

0.05 

0.00 

2,330.57 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

189.16 

Over Exploited 

Kerala 

0815000501980100 

0.10 

0.08 

265.99 

0.10 

- 

0.10 

0.02 

0.18 

0.01 

- 

- 

- 

- 

- 

0.013 

0.114 

0.006 

0.108 

0.019 

17.94 

Safe 



0.10 

0.01 

779.02 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.002 

0.019 

0.001 

0.018 

0.008 

43.95 

Safe 

Kharda Bharat Singh 

0817000202117300 

0.05 

0.02 

303.13 

0.02 

- 

0.02 

0.02 

0.15 

0.00 

- 

- 

- 

- 

- 

0.003 

0.025 

0.001 

0.023 

0.014 

60.19 

Safe 



0.05 

0.00 

4,166.83 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Kharda Charnan 

0817000202117400 

0.05 

0.00 

5,872.37 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Khetsagar 

0815000501974200 

0.08 

0.05 

289.04 

0.06 

0.02 

0.08 

0.04 

0.27 

0.01 

0.0500 

- 

- 

- 

0.050 

0.058 

0.138 

0.007 

0.131 

1.269 

969.65 

Over Exploited 

Khetsingh Nagar 

0815000501976600 

0.08 

0.12 

42.02 

0.14 

- 

0.14 

0.04 

0.27 

0.02 

0.0100 

- 

- 

- 

0.010 

0.028 

0.171 

0.009 

0.162 

0.262 

161.56 

Over Exploited 

Khiyasariya 

0815000501976500 

0.08 

0.33 

86.61 

0.40 

0.02 

0.42 

0.04 

0.27 

0.05 

0.0700 

- 

- 

- 

0.070 

0.122 

0.544 

0.027 

0.517 

1.863 

360.41 

Over Exploited 

Khokhar 

0817000202116600 

0.05 

0.04 

33.57 

0.04 

- 

0.04 

0.02 

0.18 

0.01 

- 

- 

- 

- 

- 

0.005 

0.049 

0.002 

0.046 

0.015 

33.17 

Safe 

Khokhar East 

0817000202117000 

0.05 

0.11 

########## 

0.13 

- 

0.13 

0.02 

0.17 

0.02 

- 

- 

- 

- 

- 

0.016 

0.143 

0.007 

0.136 

0.039 

28.64 

Safe 

Khokhar South 

0817000202117100 

0.05 

0.13 

110.51 

0.16 

- 

0.16 

0.03 

0.25 

0.02 

- 

- 

- 

- 

- 

0.020 

0.182 

0.009 

0.172 

0.035 

20.39 

Safe 



0.05 

0.00 

5,418.23 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

482.33 

Over Exploited 

Khokharwest 

0817000202116400 

0.05 

0.00 

1,248.78 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.007 

144.19 

Over Exploited 



0.05 

0.00 

6,006.62 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

658.28 

Over Exploited 

Khumansar 

0816000202066600 

0.06 

0.20 

- 

0.20 

- 

0.20 

0.03 

0.20 

0.03 

- 

- 

- 

- 

- 

0.030 

0.225 

0.023 

0.203 

0.017 

8.19 

Safe 

Kishornagar 

0815000501975400 

0.10 

0.00 

1,458.78 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.004 

0.004 

99.26 

Critical 



0.08 

0.03 

241.86 

0.04 

- 

0.04 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.005 

0.043 

0.002 

0.041 

0.015 

36.30 

Safe 



0.10 

0.06 

288.24 

0.07 

- 

0.07 

0.02 

0.13 

0.01 

- 

- 

- 

- 

- 

0.009 

0.078 

0.004 

0.074 

0.018 

24.07 

Safe 



0.08 

0.00 

7,226.31 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Kumpaliya 

0817000202118200 

0.05 

0.00 

7,911.44 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Lawaran 

0815000501976900 

0.06 

0.01 

506.24 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.027 

0.001 

0.025 

0.224 

881.84 

Over Exploited 

Lumbansar 

0815000501980400 

0.10 

0.11 

192.20 

0.13 

- 

0.13 

0.01 

0.11 

0.02 

- 

- 

- 

- 

- 

0.017 

0.150 

0.008 

0.143 

0.041 

28.72 

Safe 

Mahadeo Ka Mandir 

0817000202117900 

0.05 

0.05 

155.50 

0.06 

- 

0.06 

0.03 

0.23 

0.01 

- 

- 

- 

- 

- 

0.008 

0.069 

0.003 

0.066 

0.031 

46.71 

Safe 

Mahingpura 

0817000202116500 

0.05 

0.10 

38.76 

0.12 

- 

0.12 

0.04 

0.27 

0.02 

- 

- 

- 

- 

- 

0.016 

0.141 

0.007 

0.134 

0.027 

19.86 

Safe 

Malasar 

0817000202117500 

0.05 

0.05 

134.37 

0.06 

- 

0.06 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.008 

0.070 

0.003 

0.066 

0.016 

23.81 

Safe 

Narsinghpura 

0815000501980200 

0.10 

0.38 

61.66 

0.46 

- 

0.46 

0.03 

0.26 

0.06 

- 

- 

- 

- 

- 

0.058 

0.516 

0.026 

0.490 

0.060 

12.27 

Safe 

Nayabera 

0815000501976400 

0.08 

0.13 

26.00 

0.16 

0.01 

0.17 

0.03 

0.21 

0.02 

0.0200 

- 

- 

- 

0.020 

0.041 

0.209 

0.010 

0.199 

0.439 

220.77 

Over Exploited 

Paboosar 

0815000501975200 

0.10 

0.29 

2.39 

0.30 

- 

0.30 

0.03 

0.26 

0.05 

- 

- 

- 

- 

- 

0.045 

0.345 

0.017 

0.328 

0.057 

17.41 

Safe 



0.08 

0.00 

1,621.50 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

356.51 

Over Exploited 

Padamgarh 

0815000501980000 

0.10 

0.03 

1,183.82 

0.03 

- 

0.03 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.004 

0.037 

0.002 

0.035 

0.016 

44.31 

Safe 



0.08 

0.05 

555.86 

0.06 

- 

0.06 

0.01 

0.10 

0.01 

- 

- 

- 

- 

- 

0.007 

0.064 

0.003 

0.061 

0.023 

37.64 

Safe 

Padampura 

0816000202065700 

0.06 

0.00 

47,988.16 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Parbatsar 

0816000202066200 

0.06 

0.07 

- 

0.07 

- 

0.07 

0.04 

0.27 

0.01 

- 

- 

- 

- 

- 

0.010 

0.078 

0.008 

0.070 

0.004 

6.08 

Safe 

Pareu 

0817000202118900 

0.05 

0.10 

195.10 

0.12 

- 

0.12 

0.03 

0.21 

0.01 

- 

- 

- 

- 

- 

0.015 

0.133 

0.007 

0.126 

0.035 

27.44 

Safe 

Peeroni Saiyon Ki Dhani 

0817000202118600 

0.05 

0.00 

2,489.67 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

195.33 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Pooniyon Ki Beri 

081700020211880C 

5.508 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.102 

0.85 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.01 


Prabhupura 

0816000202065800 

13.414 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.844 

0.19 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.00 

0.008 

0.15 

0.27 


Pratapgarh 

0815000501976100 

10.841 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

10.841 

0.02 

0.060 

0.06 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.18 

0.038 

0.24 

0.37 


Premsar 

0815000501975600 

17.876 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

17.876 

0.38 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.43 

0.27 

0.01 

0.063 

0.24 

0.39 


Pugaliya 

0815000501975800 

19.457 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

5.307 

0.14 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.10 

0.019 

0.06 

0.10 


Raidhanpura 

0815000501975300 

1.508 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.508 

0.53 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.005 

0.24 

0.40 


Rawatsar 

0815000501975100 

14.828 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.022 

0.30 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sagat Sagar 

0815000501976300 

3.239 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

3.239 

0.09 

0.060 

0.14 

0.01 

0.00 

0.00 

0.00 

0.15 

0.09 

0.56 

0.011 

0.23 

0.36 


Santosh Nathpura 

0815000501974700 

20.730 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

2.433 

0.23 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.009 

0.03 

0.04 


Santoshnagar 

0815000501975000 

15.441 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.653 

0.28 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.002 

0.01 

0.02 







Non-command 

Vindhyan Sandstone 

2.735 

0.28 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.010 

0.04 

0.07 


Setrawa 

0815000501979800 

25.034 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

24.631 

0.19 

0.060 

0.06 

0.00 

0.00 

0.00 

0.00 

0.34 

0.21 

0.13 

0.086 

0.24 

0.38 


Shivsagar 

0815000501976000 

4.142 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

3.415 

0.02 

0.060 

0.18 

0.01 

0.00 

0.00 

0.00 

0.17 

0.11 

0.70 

0.012 

0.19 

0.30 


Shivsar 

0815000501976800 

17.885 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.553 

0.55 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 


Simar Khiya 

0817000202117600 

22.756 

Saline 

Non-command 

Non-command 

Older Alluvium 

22.610 

0.78 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

1.08 

0.56 

0.00 

0.057 

0.23 

0.43 


Sohanpura 

0816000202065400 

32.928 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.024 

0.45 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Somesar 

0815000501975500 

16.513 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

15.955 

0.55 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.55 

0.33 

0.01 

0.056 

0.23 

0.38 


Suwaliya 

0815000501980500 

23.287 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.273 

0.47 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.00 

0.00 


Tanasar 

0816000202066000 

6.360 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.461 

0.45 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.03 

11008054 

Amarji Ki Dhani 

0817000202114800 

3.620 

Saline 

Non-command 

Non-command 

Rhyolite 

0.447 

1.25 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.03 

0.05 







Non-command 

Tertiary Sandstone 

3.173 

1.25 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.25 

0.14 

0.01 

0.008 

0.20 

0.36 


Beri Nadi 

0817000202114400 

14.227 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

14.227 

1.16 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

1.01 

0.55 

0.03 

0.036 

0.22 

0.41 


Bheekhorai Nai 

0816000202063300 

48.551 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

7.635 

0.36 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.007 

0.03 

0.06 







Non-command 

Tertiary Sandstone 

5.146 

0.36 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.005 

0.02 

0.04 


Bhomoniyon Ki Dhani 

0817000202115200 

4.803 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

4.803 

0.97 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.15 

0.00 

0.012 

0.23 

0.42 


Chak Neemba Ki Dhani 

0817000202104000 

4.482 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

4.482 

1.00 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.15 

0.00 

0.011 

0.23 

0.42 


Chak Santa ra 

0817000202121100 

3.868 

Saline 

Non-command 

Non-command 

Rhyolite 

0.001 

0.78 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Charnet 

0817000202104400 

5.676 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

5.676 

0.93 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.33 

0.18 

0.03 

0.014 

0.22 

0.41 


Deluon Ki Dhani 

0817000202115700 

8.398 

Saline 

Non-command 

Non-command 

Rhyolite 

1.303 

0.96 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.003 

0.04 

0.07 







Non-command 

Tertiary Sandstone 

3.349 

0.96 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.10 

0.00 

0.008 

0.09 

0.17 


Devpura @ Gogasar 

0817000202120900 

5.276 

Saline 

Non-command 

Non-command 

Rhyolite 

4.932 

0.98 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.012 

0.21 

0.39 


Dhetasar 

0817000202104500 

6.898 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

6.898 

0.90 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.38 

0.21 

0.00 

0.017 

0.22 

0.41 


Doongroniyon Ki Dhani 

0817000202114300 

12.590 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

5.340 

0.94 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.16 

0.00 

0.013 

0.09 

0.17 


Fateh Nagar 

0817000202120700 

10.070 

Saline 

Non-command 

Non-command 

Rhyolite 

2.190 

0.57 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.005 

0.05 

0.09 


Gira 

0817000202119900 

10.066 

Saline 

Non-command 

Non-command 

Rhyolite 

1.494 

0.86 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.004 

0.03 

0.06 


Godaron Ki Dhani 

0817000202113500 

8.822 

Saline 

Non-command 

Non-command 

Rhyolite 

0.517 

0.10 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 


Gogasar 

0817000202120100 

9.540 

Saline 

Non-command 

Non-command 

Rhyolite 

6.524 

0.82 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.00 

0.016 

0.16 

0.30 


Gorsiyon Ki Tala 

0817000102100900 

57.346 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

1.337 

-0.39 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.00 

0.01 


Hadaniyon Ki Dhani 

0817000202103600 

2.932 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

0.001 

0.81 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Hanumanpura 

0817000102100500 

73.517 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

48.772 

-0.73 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.052 

0.14 

0.26 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

15.100 

-0.73 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.016 

0.04 

0.08 


Herajoniyon Ki Dhani 

0817000202104900 

9.862 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

0.044 

0.19 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

3.589 

0.19 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.01 

0.009 

0.08 

0.15 







Non-command 

Tertiary Sandstone 

2.240 

0.19 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.01 

0.006 

0.05 

0.09 


Hira Ki Dhani 

0817000202103800 

8.791 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

4.626 

0.90 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.14 

0.01 

0.012 

0.12 

0.22 


Joraniyo Ki Dhani 

0817000202103300 

12.126 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

0.048 

0.66 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kanor 

0817000202113600 

7.785 

Saline 

Non-command 

Non-command 

Rhyolite 

0.002 

0.15 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kasoom Bala Charnan 

0817000202102900 

2.972 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

2.972 

0.46 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.00 

0.007 

0.22 

0.41 


Kasoom Bala Mahechan 

0817000202102800 

30.811 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

7.371 

0.19 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.00 

0.018 

0.05 

0.10 







Non-command 

Tertiary Sandstone 

23.426 

0.19 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.29 

0.15 

0.01 

0.059 

0.17 

0.31 


Kasoom Bala Sardar Singh 

0817000202104700 

4.059 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

4.059 

0.60 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.08 

0.01 

0.010 

0.22 

0.41 


Kasoombala Bhatiyan 

0817000202103100 

20.126 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

3.637 

0.56 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.07 

0.01 

0.009 

0.04 

0.07 


Kasoombala Harchand 

0817000202104600 

6.072 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

6.072 

0.76 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.29 

0.16 

0.01 

0.015 

0.22 

0.41 


Kasoombala Phanta 

0817000202103200 

15.185 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

13.139 

0.74 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.60 

0.33 

0.03 

0.033 

0.19 

0.36 


Kerli Nadi 

0817000202114200 

4.611 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

2.159 

0.61 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.00 

0.005 

0.10 

0.19 


Kesoola Ka Pana 

0816000202063200 

39.802 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

13.814 

-0.17 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.012 

0.07 

0.14 


Khothon Ki Dhani 

0817000202103700 

10.605 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

9.572 

0.90 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.54 

0.29 

0.03 

0.024 

0.20 

0.38 


Khumaniyon Ki Dhani 

0817000202115100 

4.583 

Saline 

Non-command 

Non-command 

Rhyolite 

0.075 

1.13 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 







Non-command 

Tertiary Sandstone 

4.508 

1.13 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.17 

0.00 

0.011 

0.22 

0.41 


Kuknon Ki Dhani 

0817000202114600 

4.928 

Saline 

Non-command 

Non-command 

Rhyolite 

2.642 

0.26 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.007 

0.12 

0.22 


Legon Ki Dhani 

0817000202115400 

5.168 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

5.168 

1.02 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.33 

0.18 

0.03 

0.013 

0.23 

0.42 


Madon Ki Dhani 

0817000202104800 

8.583 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

0.352 

0.42 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.01 

0.02 







Non-command 

Tertiary Sandstone 

8.229 

0.42 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.12 

0.01 

0.021 

0.21 

0.39 


Megwalon Ki Dhani 

0817000202115600 

8.650 

Saline 

Non-command 

Non-command 

Rhyolite 

3.436 

1.05 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.009 

0.09 

0.17 







Non-command 

Tertiary Sandstone 

5.215 

1.05 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.34 

0.18 

0.01 

0.013 

0.14 

0.26 


Mekuba 

0816000202063100 

21.598 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

0.016 

-0.88 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

4.691 

-0.88 

0.030 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.004 

0.05 

0.09 


Neemba Ki Dhani 

0817000202115900 

11.470 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

2.844 

0.93 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.09 

0.00 

0.007 

0.06 

0.11 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Pooniyon Ki Beri 

081700020211880C 

0.05 

0.00 

12,503.13 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Prabhupura 

0816000202065800 

0.06 

0.08 

(28.66) 

0.07 

- 

0.07 

0.02 

0.18 

0.01 

- 

- 

- 

- 

- 

0.013 

0.078 

0.004 

0.074 

0.008 

10.60 

Safe 

Pratapgarh 

0815000501976100 

0.08 

0.20 

(77.45) 

0.16 

- 

0.16 

0.04 

0.27 

0.03 

0.0100 

- 

- 

- 

0.010 

0.042 

0.205 

0.010 

0.195 

0.218 

111.98 

Over Exploited 

Premsar 

0815000501975600 

0.08 

0.34 

(22.11) 

0.27 

- 

0.27 

0.04 

0.28 

0.05 

- 

- 

- 

- 

- 

0.052 

0.326 

0.016 

0.309 

0.075 

24.17 

Safe 

Pugaliya 

0815000501975800 

0.08 

0.03 

70.14 

0.03 

- 

0.03 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.004 

0.036 

0.002 

0.035 

0.115 

330.87 

Over Exploited 

Raidhanpura 

0815000501975300 

0.10 

0.04 

30.87 

0.04 

- 

0.04 

0.04 

0.28 

0.01 

- 

- 

- 

- 

- 

0.005 

0.049 

0.002 

0.046 

0.005 

11.45 

Safe 

Rawatsar 

0815000501975100 

0.10 

0.00 

50,886.22 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sagat Sagar 

0815000501976300 

0.08 

0.06 

56.13 

0.07 

0.01 

0.08 

0.04 

0.27 

0.01 

0.0200 

- 

- 

- 

0.020 

0.029 

0.111 

0.006 

0.105 

0.575 

545.88 

Over Exploited 

Santosh Nathpura 

0815000501974700 

0.08 

0.01 

285.73 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.009 

125.14 

Over Exploited 

Santoshnagar 

0815000501975000 

0.10 

0.00 

1,580.27 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

276.81 

Over Exploited 



0.08 

0.01 

201.85 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.012 

0.001 

0.012 

0.010 

82.65 

Semi Critical 

Setrawa 

0815000501979800 

0.08 

0.47 

(54.38) 

0.37 

0.00 

0.37 

0.04 

0.27 

0.07 

- 

- 

- 

0.000 

- 

0.071 

0.445 

0.022 

0.423 

0.218 

51.63 

Safe 

Shivsagar 

0815000501976000 

0.08 

0.05 

115.46 

0.06 

0.01 

0.07 

0.03 

0.22 

0.01 

0.0300 

- 

- 

- 

0.030 

0.038 

0.109 

0.005 

0.104 

0.708 

681.83 

Over Exploited 

Shivsar 

0815000501976800 

0.06 

0.00 

2,267.20 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.013 

4,060.03 

Over Exploited 

Simar Khiya 

0817000202117600 

0.05 

0.26 

120.55 

0.31 

- 

0.31 

0.03 

0.26 

0.04 

- 

- 

- 

- 

- 

0.039 

0.346 

0.017 

0.329 

0.061 

18.45 

Safe 

Sohanpura 

0816000202065400 

0.06 

0.00 

123,373.28 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Somesar 

0815000501975500 

0.08 

0.29 

13.79 

0.33 

- 

0.33 

0.04 

0.27 

0.05 

- 

- 

- 

- 

- 

0.045 

0.379 

0.019 

0.360 

0.068 

18.86 

Safe 

Suwaliya 

0815000501980500 

0.10 

0.00 

9,658.10 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Tanasar 

0816000202066000 

0.06 

0.00 

1,384.77 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Amarji Ki Dhani 

0817000202114800 

0.05 

0.00 

638.15 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

139.82 

Over Exploited 



0.05 

0.03 

331.41 

0.04 

- 

0.04 

0.03 

0.23 

0.00 

- 

- 

- 

- 

- 

0.005 

0.042 

0.002 

0.040 

0.022 

54.44 

Safe 

Beri Nadi 

0817000202114400 

0.05 

0.16 

244.92 

0.19 

- 

0.19 

0.03 

0.26 

0.02 

- 

- 

- 

- 

- 

0.025 

0.216 

0.011 

0.205 

0.065 

31.56 

Safe 

Bheekhorai Nai 

0816000202063300 

0.04 

0.01 

333.05 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.002 

0.014 

0.001 

0.014 

0.007 

49.77 

Safe 



0.04 

0.00 

754.84 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.006 

0.005 

73.85 

Semi Critical 

Bhomoniyon Ki Dhani 

0817000202115200 

0.05 

0.05 

178.83 

0.07 

- 

0.07 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.008 

0.073 

0.004 

0.070 

0.012 

17.26 

Safe 

Chak Neemba Ki Dhani 

0817000202104000 

0.05 

0.05 

187.44 

0.06 

- 

0.06 

0.04 

0.26 

0.01 

- 

- 

- 

- 

- 

0.008 

0.069 

0.003 

0.065 

0.011 

17.24 

Safe 

Chak Santa ra 

0817000202121100 

0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Charnet 

0817000202104400 

0.05 

0.06 

181.75 

0.08 

- 

0.08 

0.04 

0.26 

0.01 

- 

- 

- 

- 

- 

0.010 

0.085 

0.004 

0.081 

0.043 

53.29 

Safe 

Deluon Ki Dhani 

0817000202115700 

0.05 

0.00 

337.95 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.003 

110.16 

Over Exploited 



0.05 

0.02 

577.91 

0.02 

- 

0.02 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.002 

0.021 

0.001 

0.020 

0.008 

42.88 

Safe 

Devpura @ Gogasar 

0817000202120900 

0.05 

0.05 

(25.50) 

0.04 

- 

0.04 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.008 

0.050 

0.003 

0.048 

0.012 

26.01 

Safe 

Dhetasar 

0817000202104500 

0.05 

0.08 

169.70 

0.09 

- 

0.09 

0.04 

0.26 

0.01 

- 

- 

- 

- 

- 

0.012 

0.104 

0.005 

0.099 

0.017 

17.45 

Safe 

Doongroniyon Ki Dhani 

0817000202114300 

0.05 

0.03 

554.53 

0.03 

- 

0.03 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.004 

0.034 

0.002 

0.032 

0.013 

41.41 

Safe 

Fateh Nagar 

0817000202120700 

0.05 

0.01 

88.23 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.005 

78.78 

Semi Critical 

Gira 

0817000202119900 

0.05 

0.00 

300.67 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.006 

177.23 

Over Exploited 

Godaron Ki Dhani 

0817000202113500 

0.05 

0.00 

17.01 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

301.44 

Over Exploited 

Gogasar 

0817000202120100 

0.05 

0.05 

(6.26) 

0.05 

- 

0.05 

0.02 

0.18 

0.01 

- 

- 

- 

- 

- 

0.008 

0.055 

0.003 

0.052 

0.018 

34.95 

Safe 

Gorsiyon Ki Tala 

0817000102100900 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.015 

7,690.93 

Over Exploited 

Hadaniyon Ki Dhani 

0817000202103600 

0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Hanumanpura 

0817000102100500 

0.03 

0.20 

- 

0.20 

- 

0.20 

0.02 

0.16 

0.03 

- 

- 

- 

- 

- 

0.035 

0.237 

0.024 

0.214 

0.153 

71.71 

Semi Critical 



0.03 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.003 

0.023 

0.002 

0.020 

0.040 

196.13 

Over Exploited 

Herajoniyon Ki Dhani 

0817000202104900 

0.05 

0.00 

13,942.74 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.01 

95.82 

0.02 

- 

0.02 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.002 

0.019 

0.001 

0.018 

0.021 

115.63 

Over Exploited 



0.05 

0.01 

250.35 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.020 

277.27 

Over Exploited 

Hira Ki Dhani 

0817000202103800 

0.05 

0.03 

407.77 

0.03 

- 

0.03 

0.02 

0.14 

0.00 

- 

- 

- 

- 

- 

0.004 

0.037 

0.002 

0.036 

0.026 

72.04 

Semi Critical 

Joraniyo Ki Dhani 

0817000202103300 

0.05 

0.00 

45,693.42 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kanor 

0817000202113600 

0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kasoom Bala Charnan 

0817000202102900 

0.05 

0.03 

36.85 

0.04 

- 

0.04 

0.04 

0.26 

0.01 

- 

- 

- 

- 

- 

0.005 

0.045 

0.002 

0.042 

0.007 

17.60 

Safe 

Kasoom Bala Mahechan 

0817000202102800 

0.05 

0.02 

163.28 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.003 

0.026 

0.001 

0.025 

0.018 

74.21 

Semi Critical 



0.05 

0.19 

(20.41) 

0.16 

- 

0.16 

0.03 

0.19 

0.03 

- 

- 

- 

- 

- 

0.032 

0.187 

0.009 

0.178 

0.073 

40.93 

Safe 

Kasoom Bala Sardar Singh 

0817000202104700 

0.05 

0.04 

89.42 

0.05 

- 

0.05 

0.04 

0.26 

0.01 

- 

- 

- 

- 

- 

0.007 

0.061 

0.003 

0.058 

0.024 

41.79 

Safe 

Kasoombala Bhatiyan 

0817000202103100 

0.05 

0.01 

890.29 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.000 

0.009 

0.023 

244.09 

Over Exploited 

Kasoombala Harchand 

0817000202104600 

0.05 

0.07 

130.84 

0.08 

- 

0.08 

0.04 

0.26 

0.01 

- 

- 

- 

- 

- 

0.011 

0.092 

0.005 

0.087 

0.029 

33.54 

Safe 

Kasoombala Phanta 

0817000202103200 

0.05 

0.13 

155.95 

0.15 

- 

0.15 

0.03 

0.22 

0.02 

- 

- 

- 

- 

- 

0.020 

0.173 

0.009 

0.164 

0.062 

37.70 

Safe 

Kerli Nadi 

0817000202114200 

0.05 

0.01 

187.70 

0.01 

- 

0.01 

0.02 

0.12 

0.00 

- 

- 

- 

- 

- 

0.002 

0.015 

0.001 

0.015 

0.005 

37.21 

Safe 

Kesoola Ka Pana 

0816000202063200 

0.04 

0.04 

- 

0.04 

- 

0.04 

0.01 

0.09 

0.01 

- 

- 

- 

- 

- 

0.007 

0.048 

0.005 

0.043 

0.084 

195.58 

Over Exploited 

Khothon Ki Dhani 

0817000202103700 

0.05 

0.10 

197.59 

0.12 

- 

0.12 

0.03 

0.24 

0.02 

- 

- 

- 

- 

- 

0.015 

0.132 

0.007 

0.125 

0.053 

42.24 

Safe 

Khumaniyon Ki Dhani 

0817000202115100 

0.05 

0.00 

4,936.86 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.05 

227.80 

0.06 

- 

0.06 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.008 

0.068 

0.003 

0.065 

0.011 

17.44 

Safe 

Kuknon Ki Dhani 

0817000202114600 

0.05 

0.02 

(63.83) 

0.01 

- 

0.01 

0.02 

0.14 

0.00 

- 

- 

- 

- 

- 

0.002 

0.015 

0.001 

0.015 

0.007 

45.61 

Safe 

Legon Ki Dhani 

0817000202115400 

0.05 

0.06 

199.40 

0.07 

- 

0.07 

0.04 

0.26 

0.01 

- 

- 

- 

- 

- 

0.009 

0.079 

0.004 

0.075 

0.042 

55.75 

Safe 

Madon Ki Dhani 

0817000202104800 

0.05 

0.00 

2,936.16 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.05 

0.09 

35.88 

0.10 

- 

0.10 

0.03 

0.24 

0.01 

- 

- 

- 

- 

- 

0.014 

0.117 

0.006 

0.112 

0.035 

31.04 

Safe 

Megwalon Ki Dhani 

0817000202115600 

0.05 

0.02 

86.57 

0.02 

- 

0.02 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.002 

0.021 

0.001 

0.020 

0.009 

43.08 

Safe 



0.05 

0.04 

406.95 

0.04 

- 

0.04 

0.02 

0.16 

0.01 

- 

- 

- 

- 

- 

0.005 

0.048 

0.002 

0.046 

0.027 

58.80 

Safe 

Mekuba 

0816000202063100 

0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.020 

0.002 

0.018 

0.148 

826.24 

Over Exploited 

Neemba Ki Dhani 

0817000202115900 

0.05 

0.01 

955.03 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.010 

0.007 

68.80 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Nimboniyon Ki Dhani 

081700020211470C 

4.219 

Saline 

Non-command 

Non-command 

Rhyolite 

3.615 

0.62 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.009 

0.19 

0.36 


Pancha Ki Dhani 

081700020210390C 

11.333 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

4.812 

0.94 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.28 

0.15 

0.01 

0.012 

0.10 

0.18 


Pawoondari 

081700020212130C 

5.543 

Saline 

Non-command 

Non-command 

Rhyolite 

4.881 

0.73 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.012 

0.20 

0.38 


Peethoniyon Ki Dhani 

081700020211490C 

4.808 

Saline 

Non-command 

Non-command 

Rhyolite 

1.295 

1.22 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.003 

0.06 

0.11 







Non-command 

Tertiary Sandstone 

3.513 

1.22 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.14 

0.00 

0.009 

0.17 

0.30 


Pooniyon Ka Tala 

0817000202114100 

10.814 

Saline 

Non-command 

Non-command 

Rhyolite 

6.358 

0.44 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.016 

0.13 

0.24 







Non-command 

Tertiary Sandstone 

0.457 

0.44 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.02 


Rajbera 

0817000102100400 

7.073 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

0.326 

-1.02 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

0.000 

-1.02 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rajpura 

0817000202120300 

4.462 

Saline 

Non-command 

Non-command 

Rhyolite 

1.256 

0.82 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.003 

0.06 

0.12 


Ramderiya 

0817000202104200 

3.725 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

3.725 

0.97 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.12 

0.03 

0.009 

0.22 

0.41 


Rateu 

0817000202105000 

61.687 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

0.093 

0.26 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

3.912 

0.26 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.04 

0.010 

0.01 

0.03 







Non-command 

Tertiary Sandstone 

5.189 

0.26 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.05 

0.06 

0.013 

0.02 

0.03 


Sakari 

0817000202121400 

12.520 

Saline 

Non-command 

Non-command 

Rhyolite 

0.346 

0.67 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Sardarpura 

0817000202121000 

2.558 

Saline 

Non-command 

Non-command 

Rhyolite 

2.558 

0.94 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.006 

0.23 

0.43 


Sawau Moolraj 

0817000202104300 

9.998 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

9.998 

1.01 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.62 

0.34 

0.04 

0.025 

0.22 

0.41 


Sawau Padamsingh 

0817000202114500 

4.049 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

4.049 

1.07 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.28 

0.15 

0.06 

0.010 

0.22 

0.41 


Shivpura 

0817000202119800 

2.825 

Saline 

Non-command 

Non-command 

Rhyolite 

2.803 

0.85 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.007 

0.23 

0.43 


Shyampura 

0817000202120000 

6.051 

Saline 

Non-command 

Non-command 

Rhyolite 

5.093 

0.89 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.01 

0.013 

0.19 

0.36 


Siyagon Ki Dhani 

0817000202104100 

4.445 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

4.445 

1.00 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.28 

0.15 

0.04 

0.011 

0.22 

0.42 


Sujoniyon Ki Dhani 

0817000202103000 

8.461 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

8.461 

0.54 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.29 

0.16 

0.01 

0.021 

0.22 

0.41 


Suntala 

0817000202115300 

4.018 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

4.018 

1.01 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.25 

0.14 

0.03 

0.010 

0.23 

0.42 


Sutharon Ki Dhani 

0817000202115500 

8.031 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

7.818 

1.04 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.50 

0.27 

0.03 

0.020 

0.22 

0.41 


Udramaniyon Ki Dhani 

0817000202115000 

7.808 

Saline 

Non-command 

Non-command 

Rhyolite 

6.437 

1.07 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.00 

0.016 

0.19 

0.35 







Non-command 

Tertiary Sandstone 

1.319 

1.07 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.003 

0.04 

0.07 


Utarani 

0817000202121200 

9.419 

Saline 

Non-command 

Non-command 

Rhyolite 

0.563 

0.58 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.03 

11008055 

Ajeet Nagar 

0815000501992700 

23.979 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.606 

0.40 

0.080 

0.00 

0.00 

0.00 

0.00 

0.01 

0.26 

0.18 

0.00 

0.000 

0.11 

0.16 







Non-command 

Rhyolite 

6.106 

0.40 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.000 

0.08 

0.11 


Araba Chauhanan 

0817000302155400 

9.962 

Saline 

Non-command 

Non-command 

Older Alluvium 

9.365 

1.62 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.22 

0.77 

0.01 

0.028 

0.25 

0.39 


Arawa Purohitan 

0817000302156700 

1.652 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.004 

1.22 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Arawa Unda 

0817000302156500 

3.886 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.918 

1.23 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.18 

0.01 

0.009 

0.19 

0.31 


Bambor Darjiyan 

0815000401963500 

15.470 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.218 

0.27 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.004 

0.02 

0.04 







Non-command 

Rhyolite 

13.921 

0.27 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.051 

0.28 

0.40 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.331 

0.27 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.01 

0.01 


Bambor Purohitan 

0815000401963600 

6.571 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.442 

0.26 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.00 

0.013 

0.16 

0.24 







Non-command 

Rhyolite 

3.073 

0.26 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.011 

0.14 

0.21 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.055 

0.26 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bankiyawas Kalan 

0817000302156300 

11.809 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.940 

1.16 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.11 

0.00 

0.006 

0.04 

0.07 


Bankiyawas Khurd 

0817000302155600 

12.786 

Saline 

Non-command 

Non-command 

Older Alluvium 

9.051 

2.62 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.91 

1.16 

0.00 

0.027 

0.18 

0.30 


Bara Kotecha 

0815000201941200 

32.441 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

2.714 

-0.39 

0.040 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.010 

0.02 

0.04 


Bari 

0815000201941100 

15.089 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

10.330 

-0.51 

0.040 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.039 

0.20 

0.30 


Basni Bhatiyan 

0815000201940900 

1.345 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.312 

1.02 

0.070 

0.06 

0.00 

0.00 

0.00 

0.00 

0.15 

0.11 

0.24 

0.005 

0.30 

0.43 







Non-command 

Vindhyan Sandstone 

0.032 

1.02 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Basni Sepha 

0815000401957400 

11.673 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.212 

0.75 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.14 

0.03 

0.012 

0.08 

0.12 







Non-command 

Vindhyan Sandstone 

0.870 

0.75 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.003 

0.02 

0.03 


Beota 

0815000601997300 

9.189 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.606 

-0.02 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.012 

0.12 

0.17 







Non-command 

Rhyolite 

5.584 

-0.02 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.019 

0.19 

0.27 


Beroo 

0815000401958000 

27.338 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

27.304 

1.47 

0.040 

1.11 

0.05 

0.00 

0.00 

0.00 

2.66 

1.83 

4.31 

0.100 

0.31 

0.45 


Bhagoniyon Ki Dhani 

0817000302155500 

4.440 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.146 

1.40 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.29 

0.00 

0.012 

0.24 

0.39 


Bhagtasani 

0815000401962900 

1.839 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.839 

2.18 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.12 

0.02 

0.007 

0.31 

0.45 


Bhatelai Charnan 

0815000501993000 

1.789 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.238 

0.20 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.04 

0.06 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.551 

0.20 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.000 

0.26 

0.39 


Bhatelai Purohitan 

0815000501993200 

12.323 

Saline 

Non-command 

Non-command 

Older Alluvium 

12.200 

0.26 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.17 

0.00 

0.000 

0.30 

0.44 







Non-command 

Vindhyan Sandstone 

0.123 

0.26 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhopji Ki Dhani 

0817000302154400 

9.077 

Saline 

Non-command 

Non-command 

Older Alluvium 

9.077 

1.56 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.14 

0.74 

0.00 

0.027 

0.28 

0.43 


Bujhawar 

0815000601993900 

15.621 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.871 

1.22 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

1.16 

0.79 

0.31 

0.037 

0.22 

0.32 







Non-command 

Vindhyan Sandstone 

3.657 

1.22 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.13 

0.04 

0.013 

0.07 

0.11 


Chandrai 

0817000302154100 

3.067 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.004 

3.34 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.80 

0.49 

0.00 

0.009 

0.26 

0.42 


Chaukhan 

0815000401964800 

27.460 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

7.706 

0.63 

0.040 

0.11 

0.00 

0.00 

0.00 

0.00 

0.31 

0.21 

0.38 

0.028 

0.09 

0.13 


Chawanda 

0815000401957700 

16.232 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.059 

1.16 

0.080 

0.08 

0.01 

0.00 

0.00 

0.00 

1.19 

0.82 

0.27 

0.044 

0.23 

0.33 







Non-command 

Vindhyan Sandstone 

4.118 

1.16 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.22 

0.15 

0.12 

0.015 

0.08 

0.11 


Chicharli 

0815000601996800 

21.660 

Saline 

Non-command 

Non-command 

Older Alluvium 

18.399 

0.56 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.84 

0.58 

0.00 

0.063 

0.26 

0.37 







Non-command 

Vindhyan Sandstone 

3.261 

0.56 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.00 

0.011 

0.05 

0.07 


Daon Ki Dhani 

0815000401964500 

4.174 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.921 

0.81 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.17 

0.00 

0.014 

0.29 

0.43 







Non-command 

Vindhyan Sandstone 

0.254 

0.81 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.03 


Dedipa Nada 

0815000401957900 

7.800 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

7.800 

1.66 

0.040 

0.23 

0.03 

0.00 

0.00 

0.00 

0.72 

0.49 

0.86 

0.029 

0.31 

0.45 


Deoriya 

0817000302155700 

5.352 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.050 

3.45 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Nimboniyon Ki Dhani 

0817000202114700 

0.05 

0.04 

(47.90) 

0.03 

- 

0.03 

0.03 

0.22 

0.01 

- 

- 

- 

- 

- 

0.005 

0.033 

0.002 

0.032 

0.009 

28.49 

Safe 

Pancha Ki Dhani 

0817000202103900 

0.05 

0.02 

550.16 

0.03 

- 

0.03 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.004 

0.031 

0.002 

0.030 

0.026 

87.19 

Semi Critical 

Pawoondari 

0817000202121300 

0.05 

0.05 

(142.41) 

0.04 

- 

0.04 

0.03 

0.23 

0.01 

- 

- 

- 

- 

- 

0.007 

0.047 

0.002 

0.044 

0.012 

27.69 

Safe 

Peethoniyon Ki Dhani 

0817000202114900 

0.05 

0.00 

224.13 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.003 

63.87 

Safe 



0.05 

0.03 

279.31 

0.03 

- 

0.03 

0.03 

0.19 

0.00 

- 

- 

- 

- 

- 

0.004 

0.039 

0.002 

0.037 

0.009 

23.53 

Safe 

Pooniyon Ka Tala 

0817000202114100 

0.05 

0.04 

(131.20) 

0.03 

- 

0.03 

0.02 

0.15 

0.01 

- 

- 

- 

- 

- 

0.006 

0.040 

0.002 

0.038 

0.018 

47.27 

Safe 



0.05 

0.00 

2,996.33 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

411.08 

Over Exploited 

Rajbera 

0817000102100400 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.014 

14,843.30 

Over Exploited 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rajpura 

0817000202120300 

0.05 

0.00 

106.36 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.003 

60.85 

Safe 

Ramderiya 

0817000202104200 

0.05 

0.04 

192.80 

0.05 

- 

0.05 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.007 

0.057 

0.003 

0.054 

0.038 

71.19 

Semi Critical 

Rateu 

0817000202105000 

0.05 

0.00 

47,230.58 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.00 

1,329.00 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.003 

0.046 

1,343.33 

Over Exploited 



0.05 

0.00 

1,054.62 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.071 

1,183.76 

Over Exploited 

Sakari 

0817000202121400 

0.05 

0.00 

1,555.34 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Sardarpura 

0817000202121000 

0.05 

0.03 

(34.10) 

0.02 

- 

0.02 

0.03 

0.26 

0.00 

- 

- 

- 

- 

- 

0.004 

0.028 

0.001 

0.026 

0.006 

24.30 

Safe 

Sawau Moolraj 

0817000202104300 

0.05 

0.11 

203.00 

0.13 

- 

0.13 

0.04 

0.26 

0.02 

- 

- 

- 

- 

- 

0.018 

0.151 

0.008 

0.144 

0.068 

47.29 

Safe 

Sawau Padamsingh 

0817000202114500 

0.05 

0.05 

232.43 

0.05 

- 

0.05 

0.03 

0.26 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.072 

0.004 

0.068 

0.068 

100.07 

Over Exploited 

Shivpura 

0817000202119800 

0.05 

0.03 

(40.58) 

0.03 

- 

0.03 

0.03 

0.26 

0.00 

- 

- 

- 

- 

- 

0.005 

0.030 

0.002 

0.029 

0.007 

24.52 

Safe 

Shyampura 

0817000202120000 

0.05 

0.05 

(15.20) 

0.04 

- 

0.04 

0.03 

0.22 

0.01 

- 

- 

- 

- 

- 

0.007 

0.049 

0.002 

0.046 

0.018 

38.26 

Safe 

Siyagon Ki Dhani 

0817000202104100 

0.05 

0.05 

200.87 

0.06 

- 

0.06 

0.04 

0.26 

0.01 

- 

- 

- 

- 

- 

0.008 

0.068 

0.003 

0.064 

0.054 

84.17 

Semi Critical 

Sujoniyon Ki Dhani 

0817000202103000 

0.05 

0.09 

65.02 

0.11 

- 

0.11 

0.04 

0.26 

0.01 

- 

- 

- 

- 

- 

0.015 

0.128 

0.006 

0.121 

0.035 

28.98 

Safe 

Suntala 

0817000202115300 

0.05 

0.05 

201.44 

0.05 

- 

0.05 

0.04 

0.26 

0.01 

- 

- 

- 

- 

- 

0.007 

0.061 

0.003 

0.058 

0.039 

66.87 

Safe 

Sutharon Ki Dhani 

0817000202115500 

0.05 

0.09 

208.83 

0.10 

- 

0.10 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.013 

0.117 

0.006 

0.112 

0.049 

43.57 

Safe 

Udramaniyon Ki Dhani 

0817000202115000 

0.05 

0.06 

1.99 

0.06 

- 

0.06 

0.03 

0.22 

0.01 

- 

- 

- 

- 

- 

0.009 

0.071 

0.004 

0.067 

0.016 

24.00 

Safe 



0.05 

0.00 

1,715.68 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.003 

101.50 

Over Exploited 

Utarani 

0817000202121200 

0.05 

0.00 

581.89 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.001 

287.86 

Over Exploited 

Ajeet Nagar 

0815000501992700 

0.10 

0.09 

91.08 

0.11 

0.01 

0.12 

0.01 

0.12 

0.01 

- 

- 

- 

0.018 

0.018 

0.030 

0.154 

0.008 

0.147 

- 

- 

Safe 



0.05 

0.02 

(29.72) 

0.02 

- 

0.02 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.003 

0.022 

0.001 

0.021 

- 

- 

Safe 

Araba Chauhanan 

0817000302155400 

0.10 

0.23 

232.68 

0.28 

- 

0.28 

0.04 

0.28 

0.03 

- 

- 

- 

- 

- 

0.034 

0.312 

0.016 

0.297 

0.035 

11.86 

Safe 

Arawa Purohitan 

0817000302156700 

0.10 

0.00 

114,611.86 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Arawa Unda 

0817000302156500 

0.10 

0.06 

215.57 

0.07 

- 

0.07 

0.03 

0.22 

0.01 

- 

- 

- 

- 

- 

0.009 

0.076 

0.004 

0.072 

0.016 

21.78 

Safe 

Bambor Darjiyan 

0815000401963500 

0.10 

0.00 

509.53 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.004 

119.76 

Over Exploited 



0.05 

0.19 

(79.56) 

0.15 

- 

0.15 

0.04 

0.31 

0.02 

- 

- 

- 

- 

- 

0.025 

0.179 

0.009 

0.170 

0.051 

29.99 

Safe 



0.10 

0.00 

2,153.95 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

441.38 

Over Exploited 

Bambor Purohitan 

0815000401963600 

0.10 

0.06 

(13.13) 

0.05 

- 

0.05 

0.02 

0.18 

0.01 

- 

- 

- 

- 

- 

0.007 

0.055 

0.003 

0.053 

0.013 

23.94 

Safe 



0.05 

0.02 

(75.63) 

0.02 

- 

0.02 

0.02 

0.16 

0.00 

- 

- 

- 

- 

- 

0.003 

0.021 

0.001 

0.020 

0.011 

57.60 

Safe 



0.10 

0.00 

5,596.67 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bankiyawas Kalan 

0817000302156300 

0.10 

0.01 

1,255.31 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.010 

0.006 

56.98 

Safe 

Bankiyawas Khurd 

0817000302155600 

0.10 

0.16 

609.46 

0.20 

- 

0.20 

0.03 

0.21 

0.02 

- 

- 

- 

- 

- 

0.025 

0.221 

0.011 

0.210 

0.027 

12.96 

Safe 

Bara Kotecha 

0815000201941200 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.014 

0.001 

0.013 

0.259 

2,012.22 

Over Exploited 

Bari 

0815000201941100 

0.06 

0.13 

- 

0.13 

0.01 

0.14 

0.03 

0.23 

0.02 

0.0200 

- 

- 

- 

0.020 

0.037 

0.172 

0.017 

0.155 

0.498 

320.69 

Over Exploited 

Basni Bhatiyan 

0815000201940900 

0.10 

0.04 

170.75 

0.05 

- 

0.05 

0.04 

0.33 

0.01 

0.0100 

- 

- 

- 

0.010 

0.015 

0.062 

0.003 

0.059 

0.245 

417.92 

Over Exploited 



0.06 

0.00 

6,276.20 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Basni Sepha 

0815000401957400 

0.10 

0.03 

420.79 

0.03 

- 

0.03 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.003 

0.036 

0.002 

0.034 

0.038 

111.87 

Over Exploited 



0.08 

0.00 

1,041.89 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.018 

917.95 

Over Exploited 

Beota 

0815000601997300 

0.10 

0.04 

- 

0.04 

- 

0.04 

0.02 

0.14 

0.01 

- 

- 

- 

- 

- 

0.006 

0.049 

0.005 

0.044 

0.012 

28.15 

Safe 



0.08 

0.08 

- 

0.08 

- 

0.08 

0.02 

0.21 

0.01 

- 

- 

- 

- 

- 

0.011 

0.094 

0.009 

0.085 

0.019 

22.72 

Safe 

Beroo 

0815000401958000 

0.08 

0.68 

168.22 

0.82 

0.05 

0.87 

0.04 

0.35 

0.09 

0.1600 

- 

- 

- 

0.160 

0.247 

1.114 

0.056 

1.059 

4.413 

416.84 

Over Exploited 

Bhagoniyon Ki Dhani 

0817000302155500 

0.10 

0.10 

187.53 

0.12 

- 

0.12 

0.04 

0.28 

0.02 

- 

- 

- 

- 

- 

0.015 

0.136 

0.007 

0.129 

0.012 

9.65 

Safe 

Bhagtasani 

0815000401962900 

0.08 

0.05 

155.43 

0.05 

- 

0.05 

0.04 

0.35 

0.01 

- 

- 

- 

- 

- 

0.006 

0.061 

0.003 

0.058 

0.027 

46.33 

Safe 

Bhatelai Charnan 

0815000501993000 

0.10 

0.00 

167.64 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

- 

- 

Safe 



0.10 

0.04 

(58.87) 

0.03 

- 

0.03 

0.03 

0.30 

0.01 

- 

- 

- 

- 

- 

0.005 

0.038 

0.002 

0.036 

- 

- 

Safe 

Bhatelai Purohitan 

0815000501993200 

0.10 

0.37 

(54.37) 

0.29 

0.00 

0.30 

0.04 

0.34 

0.05 

- 

- 

- 

0.006 

0.006 

0.054 

0.352 

0.018 

0.335 

- 

- 

Safe 



0.06 

0.00 

2,568.42 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Bhopji Ki Dhani 

0817000302154400 

0.10 

0.25 

191.72 

0.31 

0.00 

0.31 

0.04 

0.32 

0.04 

- 

- 

- 

0.004 

0.004 

0.039 

0.348 

0.017 

0.331 

0.027 

8.26 

Safe 

Bujhawar 

0815000601993900 

0.10 

0.24 

234.18 

0.28 

- 

0.28 

0.03 

0.25 

0.03 

0.0100 

- 

- 

- 

0.010 

0.040 

0.325 

0.016 

0.309 

0.349 

113.15 

Over Exploited 



0.07 

0.02 

590.75 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.002 

0.025 

0.001 

0.024 

0.056 

234.45 

Over Exploited 

Chandrai 

0817000302154100 

0.10 

0.08 

544.08 

0.09 

- 

0.09 

0.04 

0.29 

0.01 

- 

- 

- 

- 

- 

0.011 

0.103 

0.005 

0.098 

0.009 

9.21 

Safe 

Chaukhan 

0815000401964800 

0.08 

0.05 

284.76 

0.07 

- 

0.07 

0.01 

0.10 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.082 

0.004 

0.078 

0.411 

526.44 

Over Exploited 

Chawanda 

0815000401957700 

0.10 

0.28 

196.19 

0.33 

0.01 

0.34 

0.03 

0.26 

0.04 

0.0300 

- 

- 

- 

0.030 

0.066 

0.406 

0.020 

0.386 

0.317 

82.19 

Semi Critical 



0.08 

0.03 

490.22 

0.03 

- 

0.03 

0.01 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.044 

0.002 

0.042 

0.134 

319.59 

Over Exploited 

Chicharli 

0815000601996800 

0.10 

0.47 

22.54 

0.56 

0.00 

0.57 

0.03 

0.29 

0.06 

- 

- 

- 

0.003 

0.003 

0.064 

0.631 

0.032 

0.599 

0.063 

10.59 

Safe 



0.07 

0.01 

381.01 

0.01 

0.00 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

0.001 

0.001 

0.002 

0.015 

0.001 

0.014 

0.011 

81.07 

Semi Critical 

Daon Ki Dhani 

0815000401964500 

0.10 

0.12 

51.07 

0.14 

0.00 

0.14 

0.04 

0.33 

0.01 

- 

- 

- 

0.002 

0.002 

0.016 

0.156 

0.008 

0.148 

0.014 

9.70 

Safe 



0.08 

0.00 

1,351.30 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.001 

- 

Safe 

Dedipa Nada 

0815000401957900 

0.08 

0.19 

153.50 

0.23 

0.03 

0.26 

0.04 

0.35 

0.02 

0.1000 

- 

- 

- 

0.100 

0.125 

0.388 

0.019 

0.369 

0.892 

241.77 

Over Exploited 

Deoriya 

0817000302155700 

0.10 

0.00 

70,115.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Dhawa-i 

081500060199770C 

41.447 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.096 

0.58 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.25 

0.17 

0.00 

0.018 

0.04 

0.05 





Saline 

Non-command 

Non-command 

Older Alluvium 

6.191 

0.58 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.30 

0.20 

0.00 

0.021 

0.04 

0.06 


Digari 

0815000201940400 

14.315 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

3.190 

0.31 

0.040 

0.05 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.18 

0.012 

0.06 

0.10 


Doli 

0815000601994000 

22.411 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.113 

1.33 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.81 

0.56 

0.17 

0.025 

0.10 

0.14 


Doli Kalan 

0817000302155100 

15.481 

Saline 

Non-command 

Non-command 

Older Alluvium 

12.515 

1.08 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.09 

0.71 

0.01 

0.038 

0.22 

0.34 


Doli Khurd 

0817000302155300 

10.387 

Saline 

Non-command 

Non-command 

Older Alluvium 

9.135 

1.18 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.88 

0.56 

0.01 

0.027 

0.23 

0.37 


Doli Nerwa 

0815000201940700 

11.332 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

11.103 

0.92 

0.040 

0.06 

0.00 

0.00 

0.00 

0.00 

0.47 

0.32 

0.18 

0.042 

0.29 

0.43 


Doli Rajguro 

0817000302156800 

22.741 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.083 

1.14 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.00 

0.003 

0.01 

0.02 


Doodinagar 

0815000501993500 

9.792 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.731 

0.22 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.000 

0.08 

0.12 


Dugar 

0815000501993300 

16.896 

Saline 

Non-command 

Non-command 

Older Alluvium 

13.977 

0.29 

0.080 

0.00 

0.00 

0.00 

0.00 

0.01 

0.32 

0.22 

0.00 

0.000 

0.25 

0.36 


Gangawas 

0817000302153900 

29.195 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.867 

1.72 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.82 

0.50 

0.00 

0.018 

0.05 

0.09 


Ghantiyala 

0815000401957500 

17.306 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.878 

0.75 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.42 

0.29 

0.00 

0.025 

0.12 

0.18 







Non-command 

Vindhyan Sandstone 

3.983 

0.75 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.00 

0.015 

0.07 

0.10 


Godawas 

0817000302154900 

17.792 

Saline 

Non-command 

Non-command 

Older Alluvium 

17.792 

0.96 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

1.39 

0.93 

0.01 

0.054 

0.29 

0.43 


Godawas Kalan 

0817000302155000 

11.954 

Saline 

Non-command 

Non-command 

Older Alluvium 

11.954 

1.03 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.00 

0.66 

0.00 

0.036 

0.28 

0.43 


Gulab Sagar 

0815000601996100 

8.027 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.915 

0.56 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.00 

0.007 

0.07 

0.11 





Saline 

Non-command 

Non-command 

Older Alluvium 

6.112 

0.56 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.28 

0.20 

0.00 

0.021 

0.23 

0.34 


Gwalnada 

0817000302155200 

23.999 

Saline 

Non-command 

Non-command 

Older Alluvium 

23.999 

1.53 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

2.95 

1.90 

0.00 

0.072 

0.27 

0.43 


Haliyan 

0817000302154800 

6.302 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.302 

1.27 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.65 

0.42 

0.00 

0.019 

0.28 

0.43 


Hem Nagar 

0815000401963900 

2.830 

Fresh 

Non-command 

Non-command 

Rhyolite 

2.516 

1.44 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.009 

0.28 

0.41 







Non-command 

Vindhyan Sandstone 

0.313 

1.44 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.03 

0.05 


Hingola 

0815000601996700 

26.861 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.335 

0.45 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.00 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

13.990 

0.45 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.53 

0.36 

0.00 

0.048 

0.16 

0.23 







Non-command 

Vindhyan Sandstone 

12.536 

0.45 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.16 

0.00 

0.043 

0.14 

0.21 


Indroka 

0815000401958200 

30.498 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

6.835 

-0.48 

0.040 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.55 

0.025 

0.07 

0.10 


Jakharo Ki Dhani 

0815000401962300 

10.465 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

2.274 

1.36 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.11 

0.12 

0.008 

0.07 

0.10 


Janadesar 

0815000601996300 

9.072 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.733 

0.40 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.29 

0.20 

0.00 

0.030 

0.30 

0.43 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.339 

0.40 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.02 


Jeloo 

0815000201940300 

32.908 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.144 

0.17 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 


Jhanwar 

0815000601996000 

68.543 

Fresh 

Non-command 

Non-command 

Older Alluvium 

68.528 

1.27 

0.080 

0.25 

0.01 

0.00 

0.00 

0.00 

7.21 

4.98 

0.67 

0.236 

0.31 

0.45 


Jogiyasani 

0815000601997200 

5.496 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.106 

0.51 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.12 

0.00 

0.014 

0.23 

0.33 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.390 

0.51 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.005 

0.08 

0.11 


Joliyali 

0815000401963700 

17.260 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.704 

0.33 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.13 

0.00 

0.025 

0.12 

0.17 







Non-command 

Rhyolite 

5.627 

0.33 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.021 

0.10 

0.15 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.988 

0.33 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.011 

0.05 

0.08 







Non-command 

Vindhyan Sandstone 

1.942 

0.33 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.007 

0.03 

0.05 


Kapoorari 

0817000302154000 

4.028 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.936 

3.21 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

1.01 

0.62 

0.00 

0.012 

0.25 

0.41 


Karani 

0815000401964000 

9.389 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.410 

0.23 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.01 

0.02 







Non-command 

Rhyolite 

8.980 

0.23 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.033 

0.30 

0.43 


Keroo 

0815000401962600 

52.964 

Fresh 

Non-command 

Non-command 

Rhyolite 

0.997 

1.97 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.004 

0.01 

0.01 







Non-command 

Vindhyan Sandstone 

48.908 

1.97 

0.040 

0.65 

0.03 

0.00 

0.00 

0.00 

4.48 

3.07 

2.37 

0.179 

0.29 

0.42 


Khatawas 

0815000601997400 

9.728 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.571 

0.07 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.02 

0.03 







Non-command 

Rhyolite 

4.212 

0.07 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.015 

0.13 

0.19 


Kheepali Khera 

0817000302154200 

3.143 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.143 

2.80 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.70 

0.44 

0.00 

0.009 

0.27 

0.42 


Khejara Nara 

0815000601996400 

8.510 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.080 

-0.12 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.028 

0.30 

0.43 







Non-command 

Rhyolite 

0.430 

-0.12 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.02 


Khudala 

0815000601995700 

18.002 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.733 

0.14 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.006 

0.03 

0.04 







Non-command 

Rhyolite 

5.296 

0.14 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.018 

0.09 

0.13 


Korna 

0817000302153700 

30.454 

Saline 

Non-command 

Non-command 

Older Alluvium 

18.295 

0.79 

0.080 

0.02 

0.00 

0.00 

0.00 

0.01 

1.16 

0.76 

0.00 

0.055 

0.17 

0.26 


Legon Ki Dhani 

0815000401963400 

10.381 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.391 

1.07 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.01 

0.02 







Non-command 

Rhyolite 

9.989 

1.07 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.03 

0.037 

0.30 

0.43 


Loonawas Khara 

0815000601995800 

9.742 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.466 

0.24 

0.080 

0.12 

0.01 

0.00 

0.00 

0.00 

0.30 

0.20 

0.46 

0.033 

0.30 

0.43 







Non-command 

Rhyolite 

0.276 

0.24 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 


Loonawas Khurd 

0815000601997800 

9.846 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.415 

0.35 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.02 







Non-command 

Rhyolite 

0.810 

0.35 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.03 

0.04 


Lordi Daijagra 

0815000401964100 

14.809 

Fresh 

Non-command 

Non-command 

Rhyolite 

14.453 

1.27 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.21 

0.15 

0.05 

0.053 

0.30 

0.44 







Non-command 

Vindhyan Sandstone 

0.356 

1.27 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.01 

0.01 


Lordi Doliya 

0815000401964200 

4.961 

Fresh 

Non-command 

Non-command 

Rhyolite 

4.961 

0.35 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.018 

0.31 

0.46 


Mahadeonagar Undera 

0815000401962800 

10.833 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

10.833 

2.35 

0.040 

0.23 

0.01 

0.00 

0.00 

0.00 

1.24 

0.85 

0.87 

0.040 

0.31 

0.46 


Maloonga 

0815000201941000 

13.050 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

12.906 

0.51 

0.040 

0.36 

0.02 

0.00 

0.00 

0.00 

0.60 

0.41 

1.40 

0.048 

0.29 

0.43 


Meglasiya 

0815000401963200 

4.413 

Fresh 

Non-command 

Non-command 

Rhyolite 

3.915 

2.63 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.00 

0.014 

0.28 

0.40 







Non-command 

Vindhyan Sandstone 

0.498 

2.63 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.00 

0.002 

0.04 

0.05 


Mehramnagar 

0815000601996500 

16.578 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.633 

0.26 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.33 

0.23 

0.00 

0.050 

0.27 

0.40 







Non-command 

Rhyolite 

1.500 

0.26 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.03 

0.04 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.445 

0.26 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.01 

0.01 


Melwa 

0815000601997600 

18.170 

Saline 

Non-command 

Non-command 

Older Alluvium 

14.827 

0.64 

0.080 

0.02 

0.00 

0.00 

0.00 

0.02 

0.77 

0.52 

0.01 

0.051 

0.24 

0.35 


Modathali 

0815000601997100 

10.403 

Saline 

Non-command 

Non-command 

Older Alluvium 

10.403 

0.68 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.57 

0.39 

0.00 

0.036 

0.29 

0.43 


Mokalawas 

0815000401964700 

19.051 

Fresh 

Non-command 

Non-command 

Rhyolite 

1.351 

0.95 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.005 

0.02 

0.03 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Dhawa-i 

0815000601997700 

0.10 

0.02 

818.59 

0.02 

- 

0.02 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.002 

0.025 

0.001 

0.023 

0.018 

75.28 

Semi Critical 



0.10 

0.03 

651.04 

0.03 

- 

0.03 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.004 

0.036 

0.002 

0.034 

0.021 

61.97 

Safe 

Digari 

0815000201940400 

0.06 

0.01 

389.75 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.026 

0.001 

0.025 

0.189 

759.13 

Over Exploited 

Doli 

0815000601994000 

0.10 

0.07 

688.23 

0.08 

- 

0.08 

0.01 

0.11 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.104 

0.005 

0.099 

0.193 

195.29 

Over Exploited 

Doli Kalan 

0817000302155100 

0.10 

0.28 

157.12 

0.33 

- 

0.33 

0.03 

0.25 

0.04 

- 

- 

- 

- 

- 

0.040 

0.372 

0.019 

0.353 

0.045 

12.64 

Safe 

Doli Khurd 

0817000302155300 

0.10 

0.21 

161.23 

0.26 

- 

0.26 

0.03 

0.27 

0.03 

- 

- 

- 

- 

- 

0.032 

0.289 

0.014 

0.275 

0.041 

15.11 

Safe 

Doli Nerwa 

0815000201940700 

0.06 

0.19 

64.77 

0.23 

- 

0.23 

0.04 

0.33 

0.03 

0.0100 

- 

- 

- 

0.010 

0.036 

0.268 

0.013 

0.255 

0.219 

85.70 

Semi Critical 

Doli Rajguro 

0817000302156800 

0.10 

0.00 

4,449.67 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

0.003 

0.003 

0.003 

0.006 

0.000 

0.006 

0.003 

56.30 

Safe 

Doodinagar 

0815000501993500 

0.10 

0.02 

43.43 

0.03 

- 

0.03 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.003 

0.030 

0.001 

0.028 

- 

- 

Safe 

Dugar 

0815000501993300 

0.10 

0.35 

(36.32) 

0.28 

0.01 

0.28 

0.03 

0.28 

0.05 

- 

- 

- 

0.008 

0.008 

0.053 

0.335 

0.017 

0.318 

- 

- 

Safe 

Gangawas 

0817000302153900 

0.10 

0.03 

########## 

0.04 

- 

0.04 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.004 

0.041 

0.002 

0.039 

0.018 

45.61 

Safe 

Ghantiyala 

0815000401957500 

0.10 

0.08 

247.57 

0.10 

0.00 

0.10 

0.02 

0.14 

0.01 

- 

- 

- 

0.002 

0.003 

0.013 

0.115 

0.006 

0.109 

0.025 

23.01 

Safe 



0.08 

0.02 

267.52 

0.03 

- 

0.03 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.003 

0.030 

0.001 

0.028 

0.015 

51.53 

Safe 

Godawas 

0817000302154900 

0.10 

0.51 

81.96 

0.61 

- 

0.61 

0.04 

0.33 

0.07 

- 

- 

- 

- 

- 

0.069 

0.681 

0.034 

0.647 

0.061 

9.36 

Safe 

Godawas Kalan 

0817000302155000 

0.10 

0.34 

96.54 

0.40 

- 

0.40 

0.04 

0.32 

0.05 

- 

- 

- 

- 

- 

0.047 

0.450 

0.022 

0.427 

0.036 

8.42 

Safe 

Gulab Sagar 

0815000601996100 

0.10 

0.01 

321.60 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.002 

0.019 

0.001 

0.018 

0.007 

37.41 

Safe 



0.10 

0.14 

36.98 

0.17 

- 

0.17 

0.03 

0.26 

0.02 

- 

- 

- 

- 

- 

0.018 

0.189 

0.009 

0.180 

0.021 

11.72 

Safe 

Gwalnada 

0817000302155200 

0.10 

0.66 

189.34 

0.79 

0.00 

0.79 

0.04 

0.31 

0.09 

- 

- 

- 

0.001 

0.001 

0.094 

0.882 

0.044 

0.838 

0.072 

8.61 

Safe 

Haliyan 

0817000302154800 

0.10 

0.18 

138.08 

0.21 

0.00 

0.22 

0.04 

0.32 

0.02 

- 

- 

- 

0.003 

0.003 

0.027 

0.243 

0.012 

0.231 

0.019 

8.22 

Safe 

Hem Nagar 

0815000401963900 

0.05 

0.04 

(28.89) 

0.03 

- 

0.03 

0.04 

0.31 

0.00 

- 

- 

- 

- 

- 

0.004 

0.032 

0.002 

0.031 

0.009 

29.87 

Safe 



0.08 

0.00 

1,326.74 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

104.73 

Over Exploited 

Hingola 

0815000601996700 

0.10 

0.00 

6,453.10 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

714.99 

Over Exploited 



0.10 

0.22 

62.25 

0.27 

- 

0.27 

0.02 

0.18 

0.03 

- 

- 

- 

- 

- 

0.029 

0.296 

0.015 

0.281 

0.048 

17.14 

Safe 



0.07 

0.13 

29.90 

0.15 

- 

0.15 

0.02 

0.16 

0.02 

- 

- 

- 

- 

- 

0.016 

0.166 

0.008 

0.158 

0.043 

27.33 

Safe 

Indroka 

0815000401958200 

0.08 

0.04 

- 

0.04 

0.01 

0.05 

0.01 

0.08 

0.00 

0.0200 

- 

- 

- 

0.020 

0.025 

0.073 

0.007 

0.065 

0.577 

882.64 

Over Exploited 

Jakharo Ki Dhani 

0815000401962300 

0.08 

0.01 

749.98 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.026 

0.001 

0.025 

0.125 

497.88 

Over Exploited 

Janadesar 

0815000601996300 

0.10 

0.26 

(24.27) 

0.21 

- 

0.21 

0.04 

0.34 

0.03 

- 

- 

- 

- 

- 

0.033 

0.242 

0.012 

0.230 

0.030 

13.11 

Safe 



0.10 

0.00 

1,779.63 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.001 

235.67 

Over Exploited 

Jeloo 

0815000201940300 

0.06 

0.00 

6,613.76 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Jhanwar 

0815000601996000 

0.10 

2.14 

132.85 

2.56 

0.01 

2.57 

0.04 

0.35 

0.27 

0.0300 

- 

- 

- 

0.030 

0.302 

2.876 

0.144 

2.732 

0.908 

33.25 

Safe 

Jogiyasani 

0815000601997200 

0.10 

0.09 

23.98 

0.11 

- 

0.11 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.012 

0.124 

0.006 

0.118 

0.014 

12.03 

Safe 



0.10 

0.01 

266.63 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.001 

0.014 

0.001 

0.013 

0.005 

35.54 

Safe 

Joliyali 

0815000401963700 

0.10 

0.08 

59.60 

0.10 

- 

0.10 

0.02 

0.14 

0.01 

- 

- 

- 

- 

- 

0.010 

0.107 

0.005 

0.102 

0.025 

24.19 

Safe 



0.05 

0.03 

(30.83) 

0.02 

- 

0.02 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.004 

0.026 

0.001 

0.025 

0.021 

82.49 

Semi Critical 



0.10 

0.02 

238.54 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.002 

0.021 

0.001 

0.020 

0.011 

54.28 

Safe 



0.08 

0.01 

225.72 

0.01 

- 

0.01 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.007 

104.37 

Over Exploited 

Kapoorari 

0817000302154000 

0.10 

0.10 

522.40 

0.12 

- 

0.12 

0.04 

0.29 

0.01 

- 

- 

- 

- 

- 

0.015 

0.135 

0.007 

0.128 

0.012 

9.23 

Safe 

Karani 

0815000401964000 

0.10 

0.00 

831.79 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

213.29 

Over Exploited 



0.05 

0.13 

(84.32) 

0.11 

- 

0.11 

0.04 

0.34 

0.02 

- 

- 

- 

- 

- 

0.017 

0.124 

0.006 

0.118 

0.033 

27.86 

Safe 

Keroo 

0815000401962600 

0.05 

0.00 

6,828.99 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.022 

5,829.95 

Over Exploited 



0.08 

1.13 

171.29 

1.36 

0.03 

1.39 

0.04 

0.33 

0.14 

0.0900 

- 

- 

- 

0.090 

0.235 

1.625 

0.081 

1.544 

2.549 

165.15 

Over Exploited 

Khatawas 

0815000601997400 

0.10 

0.00 

113.06 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

151.44 

Over Exploited 



0.08 

0.04 

(79.96) 

0.04 

- 

0.04 

0.02 

0.15 

0.01 

- 

- 

- 

- 

- 

0.006 

0.042 

0.002 

0.040 

0.025 

62.08 

Safe 

Kheepali Khera 

0817000302154200 

0.10 

0.08 

427.92 

0.10 

- 

0.10 

0.04 

0.30 

0.01 

- 

- 

- 

- 

- 

0.012 

0.112 

0.006 

0.107 

0.009 

8.87 

Safe 

Khejara Nara 

0815000601996400 

0.10 

0.24 

- 

0.24 

- 

0.24 

0.04 

0.33 

0.03 

- 

- 

- 

- 

- 

0.031 

0.270 

0.027 

0.243 

0.052 

21.36 

Safe 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

269.53 

Over Exploited 

Khudala 

0815000601995700 

0.10 

0.01 

297.43 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.030 

459.11 

Over Exploited 



0.08 

0.04 

(68.51) 

0.03 

- 

0.03 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.005 

0.036 

0.002 

0.034 

0.037 

109.35 

Over Exploited 

Korna 

0817000302153700 

0.10 

0.31 

144.35 

0.37 

0.01 

0.38 

0.02 

0.19 

0.04 

- 

- 

- 

0.012 

0.012 

0.054 

0.433 

0.022 

0.412 

0.055 

13.37 

Safe 

Legon Ki Dhani 

0815000401963400 

0.10 

0.00 

4,914.09 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

248.80 

Over Exploited 



0.05 

0.15 

(41.56) 

0.12 

- 

0.12 

0.04 

0.34 

0.02 

- 

- 

- 

- 

- 

0.019 

0.138 

0.007 

0.131 

0.069 

52.30 

Safe 

Loonawas Khara 

0815000601995800 

0.10 

0.28 

(28.29) 

0.23 

0.01 

0.24 

0.04 

0.34 

0.04 

0.0200 

- 

- 

- 

0.020 

0.056 

0.294 

0.015 

0.279 

0.489 

174.89 

Over Exploited 



0.08 

0.00 

158.48 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.011 

4,490.80 

Over Exploited 

Loonawas Khurd 

0815000601997800 

0.10 

0.00 

1,400.49 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

213.13 

Over Exploited 



0.08 

0.00 

23.37 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.003 

136.65 

Over Exploited 

Lordi Daijagra 

0815000401964100 

0.05 

0.22 

(33.87) 

0.18 

0.00 

0.18 

0.04 

0.34 

0.03 

- 

- 

- 

0.002 

0.002 

0.031 

0.208 

0.010 

0.198 

0.107 

54.05 

Safe 



0.08 

0.00 

5,686.32 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

0.000 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

435.20 

Over Exploited 

Lordi Doliya 

0815000401964200 

0.05 

0.08 

(75.78) 

0.06 

- 

0.06 

0.04 

0.35 

0.01 

- 

- 

- 

- 

- 

0.010 

0.072 

0.004 

0.068 

0.050 

73.34 

Semi Critical 

Mahadeonagar Undera 

0815000401962800 

0.08 

0.27 

213.64 

0.32 

0.01 

0.33 

0.04 

0.35 

0.03 

0.1000 

- 

- 

- 

0.100 

0.135 

0.470 

0.023 

0.446 

0.912 

204.37 

Over Exploited 

Maloonga 

0815000201941000 

0.06 

0.22 

82.08 

0.27 

0.02 

0.29 

0.04 

0.33 

0.03 

0.0500 

- 

- 

- 

0.050 

0.080 

0.369 

0.018 

0.351 

1.443 

411.71 

Over Exploited 

Meglasiya 

0815000401963200 

0.05 

0.05 

28.32 

0.06 

0.00 

0.07 

0.04 

0.31 

0.01 

- 

- 

- 

0.002 

0.002 

0.009 

0.076 

0.004 

0.072 

0.014 

19.88 

Safe 



0.08 

0.00 

2,455.95 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.002 

103.04 

Over Exploited 

Mehramnagar 

0815000601996500 

0.10 

0.40 

(43.80) 

0.32 

- 

0.32 

0.04 

0.31 

0.05 

- 

- 

- 

- 

- 

0.051 

0.372 

0.019 

0.353 

0.050 

14.29 

Safe 



0.08 

0.00 

(19.83) 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.005 

173.89 

Over Exploited 



0.10 

0.00 

1,651.96 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

328.05 

Over Exploited 

Melwa 

0815000601997600 

0.10 

0.35 

48.15 

0.42 

0.02 

0.44 

0.03 

0.27 

0.05 

- 

- 

- 

0.028 

0.028 

0.075 

0.514 

0.026 

0.488 

0.057 

11.70 

Safe 

Modathali 

0815000601997100 

0.10 

0.31 

27.49 

0.37 

- 

0.37 

0.04 

0.33 

0.04 

- 

- 

- 

- 

- 

0.040 

0.407 

0.020 

0.387 

0.036 

9.27 

Safe 

Mokalawas 

0815000401964700 

0.05 

0.00 

485.50 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.005 

261.02 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Vindhyan Sandstone 

16.305 

0.95 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.64 

0.44 

0.00 

0.060 

0.27 

0.39 


Mool Ki Dhani 

0817000302154300 

19.566 

Saline 

Non-command 

Non-command 

Older Alluvium 

19.566 

2.47 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

3.88 

2.43 

0.00 

0.059 

0.27 

0.43 


Moondsar 

0815000501993100 

6.156 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.939 

0.26 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.05 

0.07 





Saline 

Non-command 

Non-command 

Older Alluvium 

5.093 

0.26 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.00 

0.000 

0.25 

0.37 







Non-command 

Vindhyan Sandstone 

0.125 

0.26 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Naron Ki Dhani 

0815000401964300 

2.591 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.261 

-0.13 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.008 

0.27 

0.40 







Non-command 

Rhyolite 

0.323 

-0.13 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.04 

0.06 







Non-command 

Vindhyan Sandstone 

0.007 

-0.13 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Narwa Khichiyan 

0815000401958400 

28.481 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

6.273 

0.84 

0.040 

0.15 

0.01 

0.00 

0.00 

0.00 

0.35 

0.24 

0.57 

0.023 

0.07 

0.10 


Nerwa Charnan 

0815000201940800 

3.144 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.128 

1.06 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.02 

0.004 

0.11 

0.16 







Non-command 

Vindhyan Sandstone 

2.016 

1.06 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.07 

0.008 

0.19 

0.28 


Nimbakhera 

0817000302156400 

4.842 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.452 

0.78 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.02 

0.04 


Pabu Nara 

0815000601996200 

5.771 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.812 

0.48 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.00 

0.013 

0.20 

0.30 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.959 

0.48 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.007 

0.10 

0.15 


Palapura 

0817000302153600 

7.280 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.887 

2.90 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.38 

0.83 

0.00 

0.018 

0.21 

0.34 


Paraliya Dhamt 

0817000302154600 

25.834 

Saline 

Non-command 

Non-command 

Older Alluvium 

25.834 

1.10 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

2.30 

1.51 

0.00 

0.078 

0.29 

0.43 







Non-command 

Vindhyan Sandstone 

0.000 

1.10 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Paraliya Sansan 

0817000302154500 

3.868 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.868 

1.83 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.57 

0.36 

0.00 

0.012 

0.28 

0.43 


Piriyaron Ki Dhani 

0815000601997000 

7.223 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.356 

0.64 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Older Alluvium 

6.867 

0.64 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.36 

0.25 

0.00 

0.024 

0.29 

0.42 


Pooniyon Ki Pyau 

0815000401963800 

10.194 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.273 

0.50 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 







Non-command 

Rhyolite 

9.921 

0.50 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.036 

0.30 

0.44 


Popawas 

0815000401963000 

14.849 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.366 

1.81 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.00 

0.001 

0.01 

0.01 







Non-command 

Rhyolite 

3.762 

1.81 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.04 

0.014 

0.08 

0.11 







Non-command 

Vindhyan Sandstone 

10.721 

1.81 

0.040 

0.07 

0.01 

0.00 

0.00 

0.00 

0.84 

0.58 

0.23 

0.039 

0.22 

0.33 


Purakhpur 

0815000401963300 

1.828 

Fresh 

Non-command 

Non-command 

Rhyolite 

1.828 

1.61 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.007 

0.31 

0.45 


Purkhawas 

0815000601996900 

16.519 

Saline 

Non-command 

Non-command 

Older Alluvium 

16.519 

0.65 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.88 

0.60 

0.00 

0.057 

0.30 

0.44 


Rabariya 

0815000601996600 

26.161 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.574 

0.39 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.00 

0.012 

0.04 

0.06 







Non-command 

Vindhyan Sandstone 

22.587 

0.39 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.38 

0.26 

0.00 

0.078 

0.26 

0.38 


Rabariyawas 

0815000601997500 

9.223 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.721 

0.48 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.16 

0.00 

0.020 

0.19 

0.27 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.502 

0.48 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.00 

0.012 

0.11 

0.17 


Rajwa 

0815000401963100 

6.580 

Fresh 

Non-command 

Non-command 

Rhyolite 

0.631 

2.78 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.002 

0.03 

0.04 







Non-command 

Vindhyan Sandstone 

5.949 

2.78 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.69 

0.47 

0.08 

0.022 

0.28 

0.41 


Rohila Kalan 

0815000401964400 

2.939 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.771 

1.26 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.13 

0.03 

0.006 

0.19 

0.27 







Non-command 

Vindhyan Sandstone 

1.168 

1.26 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.03 

0.004 

0.12 

0.18 


Rohila Khurd 

0815000401964600 

12.322 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.203 

0.78 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 







Non-command 

Rhyolite 

1.116 

0.78 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.004 

0.03 

0.04 







Non-command 

Vindhyan Sandstone 

11.003 

0.78 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.35 

0.24 

0.00 

0.040 

0.28 

0.41 


Salori 

0815000401957800 

36.894 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.072 

1.04 

0.080 

0.17 

0.02 

0.00 

0.00 

0.00 

1.15 

0.79 

0.64 

0.044 

0.10 

0.15 







Non-command 

Vindhyan Sandstone 

24.323 

1.04 

0.040 

0.43 

0.06 

0.00 

0.00 

0.00 

1.38 

0.95 

1.59 

0.089 

0.20 

0.30 


Santora Khurd 

0815000201940500 

23.784 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.530 

0.55 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.002 

0.01 

0.01 







Non-command 

Vindhyan Sandstone 

4.961 

0.55 

0.040 

0.07 

0.00 

0.00 

0.00 

0.00 

0.18 

0.12 

0.27 

0.019 

0.06 

0.09 


Shiv Sarnon Ki Dhan 

0815000401962700 

4.768 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

4.768 

2.07 

0.040 

0.35 

0.02 

0.00 

0.00 

0.00 

0.73 

0.50 

1.37 

0.017 

0.31 

0.46 


Shivnagri 

0817000302154700 

15.511 

Saline 

Non-command 

Non-command 

Older Alluvium 

15.511 

0.85 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

1.08 

0.72 

0.01 

0.047 

0.29 

0.44 







Non-command 

Vindhyan Sandstone 

0.000 

0.85 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sirodi 

0815000401957600 

4.109 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

4.109 

1.75 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.32 

0.22 

0.10 

0.015 

0.31 

0.45 


Surani 

0815000501993700 

32.673 

Saline 

Non-command 

Non-command 

Older Alluvium 

27.485 

0.39 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.86 

0.58 

0.00 

0.000 

0.25 

0.37 







Non-command 

Vindhyan Sandstone 

5.104 

0.39 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.000 

0.05 

0.07 


Tolesar Charnan 

0815000501992800 

6.284 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.120 

0.35 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.000 

0.10 

0.15 







Non-command 

Rhyolite 

0.244 

0.35 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.35 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Tolesar Purohitan 

0815000501992900 

17.205 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.327 

0.28 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.00 

0.000 

0.04 

0.06 







Non-command 

Rhyolite 

0.147 

0.28 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

8.659 

0.28 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.13 

0.00 

0.000 

0.15 

0.22 


Vishnu Ki Dhani 

0815000601995900 

9.325 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.232 

0.44 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.30 

0.21 

0.00 

0.028 

0.27 

0.39 







Non-command 

Rhyolite 

0.096 

0.44 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.997 

0.44 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.003 

0.03 

0.05 


Vishnu Nagar 

0815000501993600 

6.316 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.316 

0.30 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.00 

0.000 

0.30 

0.44 


Wariyon Ki Dhani 

0817000302153800 

4.385 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.385 

1.78 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.62 

0.39 

0.00 

0.013 

0.27 

0.43 

11008056 

Amarpura(Kali Kankar) 

0821000402523100 

1.546 

Fresh 

Non-command 

Non-command 

Gneisses 

1.546 

3.42 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.09 

0.06 

0.08 

0.007 

0.44 

0.59 


Anakar 

0821000402529000 

3.223 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.403 

5.51 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.27 

0.23 

0.02 

0.012 

0.26 

0.32 


Ateetmand 

0821000402522500 

4.253 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.051 

3.44 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Badiya Loomba 

0821000402523800 

1.988 

Fresh 

Non-command 

Non-command 

Gneisses 

0.116 

3.34 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.001 

0.02 

0.03 


Balai Khera 

0821000402525800 

4.169 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.186 

3.74 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.02 







Non-command 

Gneisses(B.G.C) 

3.953 

3.74 

0.015 

0.07 

0.01 

0.00 

0.00 

0.02 

0.26 

0.20 

0.25 

0.019 

0.37 

0.49 


Baral (Jawaja) 

0821000402527600 

5.068 

Fresh 

Non-command 

Non-command 

Gneisses 

0.106 

2.37 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Bariya Nanga 

0821000402526700 

1.110 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.746 

3.72 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.01 

0.004 

0.25 

0.31 







Non-command 

Gneisses 

0.308 

3.72 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.10 

0.13 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.08 

0.35 

25.31 

0.42 

- 

0.42 

0.03 

0.30 

0.04 

- 

- 

- 

- 

- 

0.045 

0.465 

0.023 

0.442 

0.060 

13.51 

Safe 

Mool Ki Dhani 

0817000302154300 

0.10 

0.52 

364.09 

0.63 

0.00 

0.63 

0.04 

0.31 

0.07 

- 

- 

- 

0.001 

0.001 

0.076 

0.704 

0.035 

0.669 

0.059 

8.80 

Safe 

Moondsar 

0815000501993100 

0.10 

0.00 

207.14 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

- 

- 

Safe 



0.10 

0.13 

(43.54) 

0.10 

- 

0.10 

0.03 

0.29 

0.02 

- 

- 

- 

- 

- 

0.017 

0.120 

0.006 

0.114 

- 

- 

Safe 



0.06 

0.00 

1,400.10 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Naron Ki Dhani 

0815000401964300 

0.10 

0.06 

- 

0.06 

- 

0.06 

0.03 

0.31 

0.01 

- 

- 

- 

- 

- 

0.008 

0.070 

0.007 

0.063 

0.008 

13.22 

Safe 



0.05 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

185.34 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Narwa Khichiyan 

0815000401958400 

0.08 

0.03 

591.41 

0.04 

0.01 

0.05 

0.01 

0.08 

0.00 

0.0200 

- 

- 

- 

0.020 

0.024 

0.076 

0.004 

0.072 

0.589 

815.69 

Over Exploited 

Nerwa Charnan 

0815000201940800 

0.10 

0.01 

423.93 

0.01 

- 

0.01 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.002 

0.016 

0.001 

0.015 

0.026 

169.54 

Over Exploited 



0.06 

0.02 

207.52 

0.03 

- 

0.03 

0.03 

0.22 

0.00 

- 

- 

- 

- 

- 

0.003 

0.031 

0.002 

0.030 

0.077 

258.27 

Over Exploited 

Nimbakhera 

0817000302156400 

0.10 

0.00 

1,514.27 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

98.50 

Critical 

Pabu Nara 

0815000601996200 

0.10 

0.08 

29.69 

0.09 

- 

0.09 

0.03 

0.23 

0.01 

- 

- 

- 

- 

- 

0.010 

0.103 

0.005 

0.098 

0.013 

13.41 

Safe 



0.10 

0.02 

152.35 

0.02 

- 

0.02 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.003 

0.027 

0.001 

0.026 

0.007 

26.09 

Safe 

Palapura 

0817000302153600 

0.10 

0.12 

579.14 

0.15 

0.00 

0.15 

0.03 

0.24 

0.02 

- 

- 

- 

0.001 

0.001 

0.019 

0.167 

0.008 

0.159 

0.018 

11.15 

Safe 

Paraliya Dhamt 

0817000302154600 

0.10 

0.74 

104.77 

0.88 

- 

0.88 

0.04 

0.32 

0.10 

- 

- 

- 

- 

- 

0.100 

0.985 

0.049 

0.935 

0.078 

8.31 

Safe 



0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Paraliya Sansan 

0817000302154500 

0.10 

0.11 

240.39 

0.13 

- 

0.13 

0.04 

0.32 

0.01 

- 

- 

- 

- 

- 

0.015 

0.143 

0.007 

0.136 

0.012 

8.55 

Safe 

Piriyaron Ki Dhani 

0815000601997000 

0.10 

0.00 

2,263.56 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

183.72 

Over Exploited 



0.10 

0.20 

25.37 

0.24 

- 

0.24 

0.04 

0.32 

0.03 

- 

- 

- 

- 

- 

0.025 

0.262 

0.013 

0.249 

0.024 

9.52 

Safe 

Pooniyon Ki Pyau 

0815000401963800 

0.10 

0.00 

3,203.92 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.05 

0.15 

(72.75) 

0.12 

- 

0.12 

0.04 

0.34 

0.02 

- 

- 

- 

- 

- 

0.019 

0.139 

0.007 

0.132 

0.036 

27.47 

Safe 

Popawas 

0815000401963000 

0.10 

0.00 

12,950.80 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

380.00 

Over Exploited 



0.05 

0.01 

310.42 

0.02 

- 

0.02 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.002 

0.020 

0.001 

0.019 

0.057 

304.71 

Over Exploited 



0.08 

0.19 

199.70 

0.23 

0.01 

0.24 

0.03 

0.25 

0.02 

0.0300 

- 

- 

- 

0.030 

0.055 

0.295 

0.015 

0.280 

0.273 

97.55 

Critical 

Purakhpur 

0815000401963300 

0.05 

0.03 

(4.68) 

0.03 

- 

0.03 

0.04 

0.35 

0.00 

- 

- 

- 

- 

- 

0.004 

0.031 

0.002 

0.029 

0.029 

98.26 

Critical 

Purkhawas 

0815000601996900 

0.10 

0.49 

21.99 

0.59 

- 

0.59 

0.04 

0.34 

0.06 

- 

- 

- 

- 

- 

0.064 

0.652 

0.033 

0.619 

0.057 

9.20 

Safe 

Rabariya 

0815000601996600 

0.10 

0.01 

409.79 

0.02 

0.00 

0.02 

0.01 

0.05 

0.00 

- 

- 

- 

0.001 

0.001 

0.003 

0.021 

0.001 

0.020 

0.012 

60.89 

Safe 



0.07 

0.41 

(37.18) 

0.33 

0.00 

0.33 

0.03 

0.30 

0.05 

- 

- 

- 

0.000 

0.001 

0.054 

0.385 

0.019 

0.366 

0.078 

21.29 

Safe 

Rabariyawas 

0815000601997500 

0.10 

0.11 

47.68 

0.13 

- 

0.13 

0.02 

0.21 

0.01 

- 

- 

- 

- 

- 

0.014 

0.142 

0.007 

0.135 

0.020 

14.59 

Safe 



0.10 

0.04 

130.62 

0.05 

- 

0.05 

0.01 

0.13 

0.01 

- 

- 

- 

- 

- 

0.005 

0.053 

0.003 

0.051 

0.012 

23.83 

Safe 

Rajwa 

0815000401963100 

0.05 

0.00 

1,170.79 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

194.04 

Over Exploited 



0.08 

0.13 

253.32 

0.16 

- 

0.16 

0.04 

0.32 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.188 

0.009 

0.179 

0.100 

55.78 

Safe 

Rohila Kalan 

0815000401964400 

0.10 

0.03 

286.33 

0.04 

- 

0.04 

0.02 

0.21 

0.00 

- 

- 

- 

- 

- 

0.004 

0.044 

0.002 

0.042 

0.032 

77.02 

Semi Critical 



0.08 

0.01 

306.19 

0.01 

- 

0.01 

0.02 

0.14 

0.00 

- 

- 

- 

- 

- 

0.001 

0.015 

0.001 

0.015 

0.034 

233.39 

Over Exploited 

Rohila Khurd 

0815000401964600 

0.10 

0.00 

8,111.34 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.05 

0.00 

278.56 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.004 

204.48 

Over Exploited 



0.08 

0.25 

(2.02) 

0.24 

- 

0.24 

0.04 

0.32 

0.03 

- 

- 

- 

- 

- 

0.032 

0.273 

0.014 

0.259 

0.040 

15.54 

Safe 

Salori 

0815000401957800 

0.10 

0.12 

552.63 

0.15 

0.02 

0.17 

0.01 

0.11 

0.02 

0.0700 

- 

- 

- 

0.070 

0.086 

0.251 

0.013 

0.239 

0.679 

284.78 

Over Exploited 



0.08 

0.39 

140.57 

0.47 

0.06 

0.53 

0.03 

0.23 

0.05 

0.1800 

- 

- 

- 

0.180 

0.231 

0.763 

0.038 

0.725 

1.676 

231.23 

Over Exploited 

Santora Khurd 

0815000201940500 

0.10 

0.00 

5,839.75 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.026 

5,944.33 

Over Exploited 



0.06 

0.02 

563.46 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.034 

0.002 

0.033 

0.286 

878.11 

Over Exploited 

Shiv Sarnon Ki Dhan 

0815000401962700 

0.08 

0.12 

315.81 

0.14 

0.02 

0.16 

0.04 

0.35 

0.02 

0.1500 

- 

- 

- 

0.150 

0.165 

0.329 

0.016 

0.312 

1.390 

445.07 

Over Exploited 

Shivnagri 

0817000302154700 

0.10 

0.45 

59.65 

0.54 

0.00 

0.54 

0.04 

0.33 

0.06 

- 

- 

- 

0.002 

0.002 

0.062 

0.605 

0.030 

0.575 

0.054 

9.33 

Safe 



0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sirodi 

0815000401957600 

0.08 

0.10 

114.24 

0.12 

- 

0.12 

0.04 

0.35 

0.01 

0.0100 

- 

- 

- 

0.010 

0.023 

0.145 

0.007 

0.138 

0.119 

86.28 

Semi Critical 

Surani 

0815000501993700 

0.10 

0.69 

(15.88) 

0.58 

0.00 

0.58 

0.03 

0.28 

0.09 

- 

- 

- 

0.006 

0.006 

0.096 

0.677 

0.034 

0.643 

- 

- 

Safe 



0.06 

0.01 

177.70 

0.02 

0.00 

0.02 

0.01 

0.05 

0.00 

- 

- 

- 

0.002 

0.002 

0.004 

0.023 

0.001 

0.021 

- 

- 

Safe 

Tolesar Charnan 

0815000501992800 

0.10 

0.02 

85.59 

0.03 

- 

0.03 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.003 

0.029 

0.001 

0.027 

- 

- 

Safe 



0.05 

0.00 

250.49 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.10 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Tolesar Purohitan 

0815000501992900 

0.10 

0.01 

279.76 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.013 

0.001 

0.012 

- 

- 

Safe 



0.05 

0.00 

1,481.95 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.10 

0.13 

2.00 

0.13 

- 

0.13 

0.02 

0.17 

0.02 

- 

- 

- 

- 

- 

0.017 

0.151 

0.008 

0.143 

- 

- 

Safe 

Vishnu Ki Dhani 

0815000601995900 

0.10 

0.22 

(7.14) 

0.21 

- 

0.21 

0.03 

0.31 

0.03 

- 

- 

- 

- 

- 

0.028 

0.236 

0.012 

0.224 

0.028 

12.69 

Safe 



0.08 

0.00 

1,146.82 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.00 

639.94 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.003 

83.35 

Semi Critical 

Vishnu Nagar 

0815000501993600 

0.10 

0.19 

(45.37) 

0.15 

- 

0.15 

0.04 

0.34 

0.02 

- 

- 

- 

- 

- 

0.025 

0.177 

0.009 

0.169 

- 

- 

Safe 

Wariyon Ki Dhani 

0817000302153800 

0.10 

0.12 

230.29 

0.14 

- 

0.14 

0.04 

0.31 

0.02 

- 

- 

- 

- 

- 

0.017 

0.160 

0.008 

0.152 

0.013 

8.69 

Safe 

Amarpura(Kali Kankar) 

0821000402523100 

0.11 

0.07 

(14.88) 

0.06 

0.01 

0.08 

0.05 

0.49 

0.01 

0.0100 

- 

- 

0.021 

0.031 

0.040 

0.117 

0.006 

0.111 

0.085 

76.90 

Semi Critical 

Anakar 

0821000402529000 

0.06 

0.04 

486.00 

0.05 

- 

0.05 

0.04 

0.30 

0.01 

- 

- 

- 

- 

- 

0.006 

0.052 

0.003 

0.049 

0.036 

72.32 

Semi Critical 

Ateetmand 

0821000402522500 

0.06 

0.00 

11,583.11 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.005 

25,631.46 

Over Exploited 

Badiya Loomba 

0821000402523800 

0.11 

0.00 

1,419.29 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.007 

1,659.39 

Over Exploited 

Balai Khera 

0821000402525800 

0.06 

0.00 

4,160.20 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

0.004 

0.004 

0.004 

0.007 

0.000 

0.007 

0.013 

192.09 

Over Exploited 



0.06 

0.09 

127.98 

0.11 

0.03 

0.13 

0.05 

0.42 

0.01 

0.0300 

- 

- 

0.028 

0.058 

0.069 

0.204 

0.010 

0.194 

0.269 

138.92 

Over Exploited 

Baral (Jawaja) 

0821000402527600 

0.11 

0.00 

3,358.54 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Bariya Nanga 

0821000402526700 

0.06 

0.01 

291.39 

0.01 

- 

0.01 

0.03 

0.29 

0.00 

- 

- 

- 

- 

- 

0.002 

0.016 

0.001 

0.015 

0.016 

105.97 

Over Exploited 



0.11 

0.00 

297.84 

0.00 

- 

0.00 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.004 

0.007 

166.84 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Bassi (Jawaja) 

082100040252370C 

1.786 

Fresh 

Non-command 

Non-command 

Gneisses 

1.778 

3.42 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.09 

0.16 

0.009 

0.43 

0.55 


Bhagwanpura (Jawaja) 

0821000402528400 

2.084 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.031 

2.63 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Bhainsapa 

0821000402523400 

0.472 

Fresh 

Non-command 

Non-command 

Gneisses 

0.447 

3.40 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.07 

0.002 

0.42 

0.56 


Bhairoon Khera(Dhola Danta) 

0821000402520400 

0.880 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.620 

3.44 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.07 

0.003 

0.32 

0.45 







Non-command 

Gneisses 

0.260 

3.44 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.03 

0.001 

0.13 

0.19 


Bhambipura 

0821000402528700 

0.720 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.491 

3.80 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.002 

0.25 

0.31 







Non-command 

Gneisses 

0.128 

3.80 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.07 

0.08 


Bhartawa 

0825000102959200 

4.471 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.002 

5.46 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhooriya Khera Kalan 

0821000402529300 

2.447 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.096 

5.06 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.02 


Bhopal Garh 

0825000102957000 

1.386 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.273 

4.33 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.04 

0.007 

0.33 

0.41 


Bichchhu Chaura 

0821000402519800 

2.303 

Fresh 

Non-command 

Non-command 

Gneisses 

1.007 

3.32 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.06 

0.005 

0.20 

0.28 


Biyan Khera 

0821000402527700 

1.986 

Fresh 

Non-command 

Non-command 

Gneisses 

1.783 

2.38 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.06 

0.05 

0.00 

0.009 

0.36 

0.42 


Boonti Salar 

0821000402525100 

0.573 

Fresh 

Non-command 

Non-command 

Gneisses 

0.573 

3.43 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.003 

0.43 

0.56 


Borwa 

0825000102956100 

5.128 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.928 

4.21 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.03 

0.005 

0.07 

0.08 


Chiliyabar 

0821000402527800 

9.942 

Fresh 

Non-command 

Non-command 

Gneisses 

0.975 

2.46 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.005 

0.04 

0.04 


Deokhera 

0821000402526100 

1.346 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.048 

5.22 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.000 

0.01 

0.01 


Dewata 

0821000402528800 

1.086 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.065 

4.60 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.04 

0.005 

0.36 

0.43 


Dhawli 

0821000402527000 

0.734 

Fresh 

Non-command 

Non-command 

Gneisses 

0.601 

3.21 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.003 

0.33 

0.40 


Dhola Danta-ll 

0821000402524500 

1.625 

Fresh 

Non-command 

Non-command 

Gneisses 

1.526 

3.41 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.01 

0.007 

0.39 

0.48 


Dholadanta-I 

0821000402520100 

1.169 

Fresh 

Non-command 

Non-command 

Gneisses 

1.169 

3.42 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.08 

0.06 

0.12 

0.006 

0.46 

0.64 


Durgawas 

0821000402519900 

2.218 

Fresh 

Non-command 

Non-command 

Gneisses 

2.210 

3.38 

0.015 

0.04 

0.00 

0.00 

0.00 

0.01 

0.14 

0.10 

0.13 

0.011 

0.45 

0.63 


Gazipura 

0821000402524800 

1.024 

Fresh 

Non-command 

Non-command 

Gneisses 

1.024 

3.42 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.04 

0.03 

0.01 

0.005 

0.44 

0.58 


Gohana 

0821000402522700 

6.107 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.380 

3.44 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.31 

0.22 

0.34 

0.016 

0.25 

0.35 







Non-command 

Gneisses(B.G.C) 

0.183 

3.44 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.02 


Hathan Khera 

0821000402529100 

2.006 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.667 

5.82 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.20 

0.16 

0.01 

0.008 

0.30 

0.36 


Hathoon 

0825000102957200 

1.704 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.254 

4.52 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.001 

0.05 

0.06 







Non-command 

Gneisses(B.G.C) 

0.995 

4.52 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.09 

0.006 

0.20 

0.25 


Hathoon Garh 

0825000102957100 

1.264 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.007 

4.49 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

0.968 

4.49 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.13 

0.006 

0.27 

0.33 


Himmatpura 

0821000402523300 

1.189 

Fresh 

Non-command 

Non-command 

Gneisses 

1.189 

3.41 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.06 

0.006 

0.45 

0.60 


Jagpura 

0821000402529200 

1.071 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.070 

4.65 

0.020 

0.01 

0.00 

0.00 

0.00 

0.02 

0.09 

0.08 

0.03 

0.005 

0.36 

0.44 


Jaitgarh (Bamniya) 

0821000402526500 

2.553 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.551 

4.14 

0.020 

0.13 

0.02 

0.00 

0.00 

0.01 

0.31 

0.25 

0.51 

0.012 

0.37 

0.46 


Kabra 

0821000402526900 

3.901 

Fresh 

Non-command 

Non-command 

Gneisses 

3.805 

3.00 

0.015 

0.02 

0.00 

0.00 

0.00 

0.02 

0.17 

0.14 

0.07 

0.018 

0.39 

0.47 


Kaladara 

0821000402526000 

0.791 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.697 

4.95 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.08 

0.003 

0.31 

0.37 


Kalat Khera 

0821000402528500 

1.899 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.938 

3.43 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.01 

0.005 

0.18 

0.22 







Non-command 

Gneisses 

0.176 

3.43 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.03 

0.04 


Kali Kankar 

0821000402523200 

0.791 

Fresh 

Non-command 

Non-command 

Gneisses 

0.791 

3.42 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.07 

0.05 

0.12 

0.004 

0.44 

0.60 


Kalinjar 

0821000402523000 

6.266 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.536 

3.46 

0.020 

0.18 

0.03 

0.00 

0.00 

0.00 

0.46 

0.35 

0.69 

0.022 

0.30 

0.40 







Non-command 

Gneisses 

0.765 

3.46 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.11 

0.004 

0.05 

0.07 


Kanpura (Dewata) 

0821000402526400 

1.615 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.615 

4.79 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.13 

0.03 

0.008 

0.36 

0.44 


Karlan 

0821000402525200 

2.147 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.063 

3.41 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.02 







Non-command 

Gneisses 

2.084 

3.41 

0.015 

0.08 

0.01 

0.00 

0.00 

0.01 

0.17 

0.13 

0.31 

0.010 

0.40 

0.52 


Kesarpura 

0825000102956900 

1.195 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.992 

4.41 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.05 

0.006 

0.29 

0.37 


Khariya Khera 

0821000402520000 

1.975 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.222 

3.41 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.05 

0.07 







Non-command 

Gneisses 

1.753 

3.41 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.05 

0.008 

0.41 

0.58 


Kharla Khera 

0821000402525300 

1.423 

Fresh 

Non-command 

Non-command 

Gneisses 

1.423 

3.41 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.07 

0.06 

0.03 

0.007 

0.41 

0.52 


Khejarla 

0821000402519400 

0.928 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.094 

3.35 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.000 

0.05 

0.07 







Non-command 

Gneisses 

0.009 

3.35 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Khera Dand 

0821000402525000 

1.726 

Fresh 

Non-command 

Non-command 

Gneisses 

1.726 

3.42 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.10 

0.07 

0.06 

0.008 

0.43 

0.57 


Kishanpura (Deota) 

0821000402528600 

0.865 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.271 

3.30 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.12 

0.14 







Non-command 

Gneisses 

0.572 

3.30 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.003 

0.25 

0.30 


Kishanpura (Kali Kankar) 

0821000402524900 

0.559 

Fresh 

Non-command 

Non-command 

Gneisses 

0.559 

3.41 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.13 

0.003 

0.44 

0.59 


Kotra 

0821000402524400 

5.496 

Fresh 

Non-command 

Non-command 

Gneisses 

3.526 

3.21 

0.015 

0.11 

0.02 

0.00 

0.00 

0.00 

0.26 

0.22 

0.42 

0.017 

0.27 

0.32 


Kotri 

0820000202407700 

3.008 

Fresh 

Non-command 

Non-command 

Gneisses 

0.581 

3.39 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.003 

0.09 

0.11 


Laget Khera 

0825000102957300 

1.606 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.023 

4.65 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 







Non-command 

Gneisses(B.G.C) 

0.114 

4.65 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.03 


Lalpura Dhanar 

0821000402520200 

4.003 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.356 

3.43 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.002 

0.04 

0.06 







Non-command 

Gneisses 

3.647 

3.43 

0.015 

0.04 

0.00 

0.00 

0.00 

0.01 

0.22 

0.16 

0.13 

0.018 

0.41 

0.57 


Lamba (Rajiyawas) 

0821000402520500 

1.164 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.164 

3.44 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.09 

0.07 

0.05 

0.006 

0.46 

0.64 


Malipura 

0821000402519500 

1.271 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.007 

3.34 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses 

0.533 

3.34 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.003 

0.19 

0.28 


Malpura (Deota) 

0821000402528900 

1.414 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.414 

5.12 

0.020 

0.01 

0.00 

0.00 

0.00 

0.02 

0.14 

0.12 

0.05 

0.007 

0.36 

0.44 


Naharpura 

0821000402525500 

0.990 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.051 

3.34 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.03 







Non-command 

Gneisses 

0.940 

3.34 

0.015 

0.07 

0.01 

0.00 

0.00 

0.01 

0.10 

0.08 

0.26 

0.005 

0.38 

0.47 


Nai Kalan 

0821000402527100 

9.954 

Fresh 

Non-command 

Non-command 

Gneisses 

0.013 

2.44 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Narbad Khera 

0821000402520800 

3.496 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.707 

3.43 

0.020 

0.02 

0.00 

0.00 

0.00 

0.02 

0.12 

0.09 

0.07 

0.008 

0.23 

0.32 


Patta Khera 

0825000102957900 

1.138 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.513 

4.93 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.05 

0.003 

0.15 

0.19 


Peepli Ka Wadiya 

0825000102957400 

0.819 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.030 

4.82 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Bassi (Jawaja) 

0821000402523700 

0.11 

0.08 

9.50 

0.09 

0.01 

0.11 

0.05 

0.48 

0.01 

0.0200 

- 

- 

0.005 

0.025 

0.035 

0.141 

0.007 

0.134 

0.165 

122.97 

Over Exploited 

Bhagwanpura (Jawaja) 

0821000402528400 

0.06 

0.00 

12,732.02 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhainsapa 

0821000402523400 

0.11 

0.02 

54.72 

0.02 

- 

0.02 

0.05 

0.47 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.037 

0.002 

0.035 

0.068 

192.24 

Over Exploited 

Bhairoon Khera(Dhola Danta) 

0821000402520400 

0.06 

0.01 

240.03 

0.01 

0.00 

0.02 

0.04 

0.36 

0.00 

0.0100 

- 

- 

0.007 

0.017 

0.018 

0.037 

0.002 

0.036 

0.069 

194.36 

Over Exploited 



0.11 

0.00 

194.25 

0.00 

0.01 

0.01 

0.02 

0.15 

0.00 

- 

- 

- 

0.011 

0.012 

0.012 

0.024 

0.001 

0.023 

0.031 

135.78 

Over Exploited 

Bhambipura 

0821000402528700 

0.06 

0.01 

301.36 

0.01 

- 

0.01 

0.03 

0.29 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.010 

0.008 

85.78 

Semi Critical 



0.11 

0.00 

538.82 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

52.18 

Safe 

Bhartawa 

0825000102959200 

0.04 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhooriya Khera Kalan 

0821000402529300 

0.06 

0.00 

9,616.41 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.006 

6,068.41 

Over Exploited 

Bhopal Garh 

0825000102957000 

0.04 

0.02 

412.68 

0.02 

- 

0.02 

0.04 

0.37 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.032 

0.002 

0.031 

0.047 

155.11 

Over Exploited 

Bichchhu Chaura 

0821000402519800 

0.11 

0.02 

127.64 

0.03 

- 

0.03 

0.02 

0.22 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.039 

0.002 

0.037 

0.065 

173.85 

Over Exploited 

Biyan Khera 

0821000402527700 

0.11 

0.07 

(31.37) 

0.06 

0.01 

0.06 

0.05 

0.40 

0.01 

- 

- 

- 

0.010 

0.010 

0.019 

0.082 

0.004 

0.078 

0.009 

11.08 

Safe 

Boonti Salar 

0821000402525100 

0.11 

0.03 

(15.80) 

0.02 

- 

0.02 

0.05 

0.48 

0.00 

- 

- 

- 

- 

- 

0.003 

0.026 

0.001 

0.025 

0.003 

11.26 

Safe 

Borwa 

0825000102956100 

0.04 

0.00 

2,406.94 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.030 

976.26 

Over Exploited 

Chiliyabar 

0821000402527800 

0.11 

0.00 

669.73 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.011 

211.97 

Over Exploited 

Deokhera 

0821000402526100 

0.06 

0.00 

11,461.91 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.012 

27,123.99 

Over Exploited 

Dewata 

0821000402528800 

0.06 

0.02 

279.71 

0.03 

- 

0.03 

0.05 

0.41 

0.00 

- 

- 

- 

- 

- 

0.003 

0.031 

0.002 

0.030 

0.047 

157.77 

Over Exploited 

Dhawli 

0821000402527000 

0.11 

0.02 

8.58 

0.02 

- 

0.02 

0.04 

0.37 

0.00 

- 

- 

- 

- 

- 

0.003 

0.027 

0.001 

0.025 

0.015 

59.13 

Safe 

Dhola Danta-ll 

0821000402524500 

0.11 

0.06 

(4.53) 

0.06 

0.00 

0.06 

0.05 

0.43 

0.01 

- 

- 

- 

0.003 

0.003 

0.011 

0.074 

0.004 

0.071 

0.013 

18.92 

Safe 

Dholadanta-I 

0821000402520100 

0.11 

0.06 

(6.23) 

0.06 

0.01 

0.07 

0.06 

0.51 

0.01 

0.0100 

- 

- 

0.020 

0.030 

0.037 

0.105 

0.005 

0.100 

0.126 

125.59 

Over Exploited 

Durgawas 

0821000402519900 

0.11 

0.11 

(6.90) 

0.10 

0.01 

0.11 

0.06 

0.51 

0.01 

0.0100 

- 

- 

0.015 

0.025 

0.039 

0.152 

0.008 

0.144 

0.143 

99.10 

Critical 

Gazipura 

0821000402524800 

0.11 

0.05 

(31.53) 

0.04 

0.01 

0.05 

0.05 

0.49 

0.01 

- 

- 

- 

0.012 

0.012 

0.018 

0.065 

0.003 

0.062 

0.017 

27.37 

Safe 

Gohana 

0821000402522700 

0.06 

0.05 

330.48 

0.06 

0.01 

0.07 

0.03 

0.28 

0.01 

0.0400 

- 

- 

- 

0.040 

0.046 

0.119 

0.006 

0.113 

0.358 

317.29 

Over Exploited 



0.06 

0.00 

4,460.49 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.015 

7,935.46 

Over Exploited 

Hathan Khera 

0821000402529100 

0.06 

0.03 

438.12 

0.04 

0.01 

0.04 

0.04 

0.34 

0.00 

- 

- 

- 

0.009 

0.009 

0.014 

0.056 

0.003 

0.053 

0.020 

37.56 

Safe 

Hathoon 

0825000102957200 

0.04 

0.00 

4,680.23 

0.00 

0.00 

0.00 

0.01 

0.06 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.012 

0.001 

0.011 

0.030 

266.31 

Over Exploited 



0.04 

0.01 

978.35 

0.01 

0.00 

0.01 

0.03 

0.23 

0.00 

0.0200 

- 

- 

0.003 

0.024 

0.025 

0.037 

0.002 

0.035 

0.100 

287.56 

Over Exploited 

Hathoon Garh 

0825000102957100 

0.04 

0.00 

93,173.23 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.01 

726.58 

0.01 

0.00 

0.01 

0.04 

0.30 

0.00 

0.0200 

- 

- 

0.002 

0.022 

0.024 

0.037 

0.002 

0.035 

0.132 

371.02 

Over Exploited 

Himmatpura 

0821000402523300 

0.11 

0.06 

2.11 

0.06 

0.00 

0.06 

0.05 

0.50 

0.01 

0.0100 

- 

- 

0.000 

0.010 

0.017 

0.077 

0.004 

0.073 

0.066 

89.98 

Semi Critical 

Jagpura 

0821000402529200 

0.06 

0.02 

224.35 

0.03 

0.02 

0.04 

0.05 

0.41 

0.00 

- 

- 

- 

0.024 

0.024 

0.028 

0.073 

0.004 

0.069 

0.035 

50.89 

Safe 

Jaitgarh (Bamniya) 

0821000402526500 

0.06 

0.06 

332.14 

0.07 

0.03 

0.10 

0.05 

0.42 

0.01 

0.0600 

- 

- 

0.010 

0.070 

0.077 

0.174 

0.009 

0.165 

0.522 

315.64 

Over Exploited 

Kabra 

0821000402526900 

0.11 

0.16 

(13.84) 

0.14 

0.02 

0.16 

0.05 

0.44 

0.02 

0.0100 

- 

- 

0.032 

0.042 

0.062 

0.223 

0.011 

0.212 

0.086 

40.72 

Safe 

Kaladara 

0821000402526000 

0.06 

0.01 

440.61 

0.02 

0.00 

0.02 

0.04 

0.35 

0.00 

0.0100 

- 

- 

0.003 

0.013 

0.015 

0.032 

0.002 

0.031 

0.081 

264.77 

Over Exploited 

Kalat Khera 

0821000402528500 

0.06 

0.01 

412.72 

0.01 

- 

0.01 

0.03 

0.21 

0.00 

- 

- 

- 

- 

- 

0.001 

0.014 

0.001 

0.013 

0.011 

78.70 

Semi Critical 



0.11 

0.00 

1,048.39 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Kali Kankar 

0821000402523200 

0.11 

0.04 

24.88 

0.05 

0.01 

0.05 

0.05 

0.50 

0.00 

0.0100 

- 

- 

0.008 

0.018 

0.022 

0.074 

0.004 

0.070 

0.124 

176.11 

Over Exploited 

Kalinjar 

0821000402523000 

0.06 

0.08 

796,792.21 

0.10 

0.03 

0.13 

0.04 

0.34 

0.01 

0.0800 

- 

- 

- 

0.080 

0.090 

0.220 

0.011 

0.209 

0.712 

340.73 

Over Exploited 



0.11 

0.00 

1,136.69 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.016 

0.001 

0.015 

0.118 

790.51 

Over Exploited 

Kanpura (Dewata) 

0821000402526400 

0.06 

0.04 

267.72 

0.04 

0.00 

0.05 

0.05 

0.41 

0.00 

- 

- 

- 

0.004 

0.004 

0.009 

0.056 

0.003 

0.053 

0.038 

71.68 

Semi Critical 

Karlan 

0821000402525200 

0.06 

0.00 

6,834.65 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.012 

20,537.39 

Over Exploited 



0.11 

0.09 

43.74 

0.11 

0.02 

0.13 

0.05 

0.45 

0.01 

0.0300 

- 

- 

0.009 

0.039 

0.050 

0.177 

0.009 

0.168 

0.316 

188.24 

Over Exploited 

Kesarpura 

0825000102956900 

0.04 

0.01 

565.57 

0.01 

- 

0.01 

0.04 

0.33 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.026 

0.001 

0.024 

0.060 

246.51 

Over Exploited 

Khariya Khera 

0821000402520000 

0.06 

0.00 

1,408.36 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.007 

793.07 

Over Exploited 



0.11 

0.08 

(1.41) 

0.08 

- 

0.08 

0.05 

0.46 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.098 

0.005 

0.093 

0.062 

67.35 

Safe 

Kharla Khera 

0821000402525300 

0.11 

0.06 

(13.46) 

0.06 

0.01 

0.07 

0.05 

0.46 

0.01 

- 

- 

- 

0.019 

0.019 

0.027 

0.096 

0.005 

0.091 

0.037 

40.63 

Safe 

Khejarla 

0821000402519400 

0.06 

0.00 

1,494.63 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.006 

1,860.70 

Over Exploited 



0.11 

0.00 

7,266.41 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khera Dand 

0821000402525000 

0.11 

0.08 

(11.09) 

0.07 

0.01 

0.08 

0.05 

0.48 

0.01 

0.0100 

- 

- 

0.018 

0.028 

0.038 

0.123 

0.006 

0.117 

0.068 

58.39 

Safe 

Kishanpura (Deota) 

0821000402528600 

0.06 

0.00 

657.19 

0.00 

- 

0.00 

0.02 

0.13 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.007 

293.06 

Over Exploited 



0.11 

0.02 

37.25 

0.02 

0.00 

0.02 

0.03 

0.28 

0.00 

- 

- 

- 

0.004 

0.004 

0.006 

0.027 

0.001 

0.026 

0.015 

56.56 

Safe 

Kishanpura (Kali Kankar) 

0821000402524900 

0.11 

0.03 

59.51 

0.03 

0.00 

0.03 

0.05 

0.50 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.014 

0.047 

0.002 

0.045 

0.131 

291.08 

Over Exploited 

Kotra 

0821000402524400 

0.11 

0.10 

109.40 

0.12 

0.02 

0.14 

0.03 

0.30 

0.01 

0.0500 

- 

- 

- 

0.050 

0.062 

0.207 

0.010 

0.197 

0.433 

220.12 

Over Exploited 

Kotri 

0820000202407700 

0.06 

0.00 

800.56 

0.00 

0.00 

0.01 

0.01 

0.10 

0.00 

- 

- 

- 

0.006 

0.006 

0.006 

0.013 

0.001 

0.013 

0.013 

101.18 

Over Exploited 

Laget Khera 

0825000102957300 

0.04 

0.00 

35,633.63 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.004 

68,524.45 

Over Exploited 



0.04 

0.00 

6,724.33 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.012 

8,261.32 

Over Exploited 

Lalpura Dhanar 

0821000402520200 

0.06 

0.00 

1,914.94 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.014 

1,242.76 

Over Exploited 



0.11 

0.16 

(4.15) 

0.16 

0.01 

0.17 

0.05 

0.46 

0.02 

0.0100 

- 

- 

0.015 

0.025 

0.046 

0.214 

0.011 

0.203 

0.144 

70.81 

Semi Critical 

Lamba (Rajiyawas) 

0821000402520500 

0.06 

0.03 

100.71 

0.04 

0.01 

0.05 

0.06 

0.51 

0.00 

0.0100 

- 

- 

0.013 

0.023 

0.027 

0.074 

0.004 

0.070 

0.060 

84.68 

Semi Critical 

Malipura 

0821000402519500 

0.06 

0.00 

33,551.50 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.11 

0.01 

127.08 

0.01 

- 

0.01 

0.02 

0.22 

0.00 

- 

- 

- 

- 

- 

0.001 

0.015 

0.001 

0.014 

0.021 

143.48 

Over Exploited 

Malpura (Deota) 

0821000402528900 

0.06 

0.03 

267.38 

0.04 

0.02 

0.05 

0.05 

0.41 

0.00 

0.0100 

- 

- 

0.023 

0.033 

0.037 

0.090 

0.005 

0.086 

0.055 

63.80 

Safe 

Naharpura 

0821000402525500 

0.06 

0.00 

4,194.91 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.012 

15,431.94 

Over Exploited 



0.11 

0.04 

103.10 

0.05 

0.02 

0.06 

0.05 

0.42 

0.00 

0.0300 

- 

- 

0.013 

0.043 

0.047 

0.112 

0.006 

0.107 

0.269 

251.36 

Over Exploited 

Nai Kalan 

0821000402527100 

0.11 

0.00 

52,731.56 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Narbad Khera 

0821000402520800 

0.06 

0.02 

260.90 

0.03 

0.02 

0.04 

0.03 

0.25 

0.00 

0.0100 

- 

- 

0.024 

0.034 

0.037 

0.081 

0.004 

0.077 

0.074 

96.74 

Critical 

Patta Khera 

0825000102957900 

0.04 

0.00 

1,390.58 

0.00 

- 

0.00 

0.02 

0.18 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.014 

0.053 

385.44 

Over Exploited 

Peepli Ka Wadiya 

0825000102957400 

0.04 

0.00 

15,250.57 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.004 

21,042.27 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Pratappura(Rajiyawas) 

0821000402520700 

0.519 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.517 

3.43 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.003 

0.46 

0.65 







Non-command 

Gneisses 

0.002 

3.43 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rajendra 

0821000402523500 

0.308 

Fresh 

Non-command 

Non-command 

Gneisses 

0.140 

3.39 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.20 

0.26 


Rajiyawas 

0821000402522900 

6.755 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.156 

3.45 

0.020 

0.22 

0.03 

0.00 

0.00 

0.00 

0.62 

0.45 

0.83 

0.030 

0.39 

0.53 







Non-command 

Gneisses(B.G.C) 

0.019 

3.45 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses 

0.069 

3.45 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.01 


Rajpura Bochan 

0821000402525400 

0.687 

Fresh 

Non-command 

Non-command 

Gneisses 

0.687 

3.35 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.09 

0.003 

0.40 

0.51 


Ramgarh Sedontan 

0820000202407600 

5.208 

Fresh 

Non-command 

Non-command 

Gneisses 

0.583 

3.60 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.10 

0.003 

0.05 

0.06 


Ramkhera Dhanar 

0821000402520300 

0.592 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.592 

3.44 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.08 

0.06 

0.22 

0.003 

0.45 

0.61 


Rampura Dooda 

0821000402524700 

2.035 

Fresh 

Non-command 

Non-command 

Gneisses 

2.035 

3.43 

0.015 

0.00 

0.00 

0.00 

0.00 

0.02 

0.08 

0.07 

0.00 

0.010 

0.43 

0.55 


Ramsar Inda 

0821000402520600 

0.509 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.422 

3.44 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.01 

0.002 

0.38 

0.54 







Non-command 

Gneisses 

0.086 

3.44 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.08 

0.11 


Rayta Khera 

0821000402522600 

2.832 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.997 

3.52 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.11 

0.08 

0.19 

0.005 

0.15 

0.20 







Non-command 

Gneisses(B.G.C) 

1.735 

3.52 

0.015 

0.07 

0.01 

0.00 

0.00 

0.01 

0.14 

0.10 

0.27 

0.008 

0.26 

0.35 


Rohira Khera 

0821000402524600 

1.650 

Fresh 

Non-command 

Non-command 

Gneisses 

1.650 

3.43 

0.015 

0.06 

0.01 

0.00 

0.00 

0.01 

0.12 

0.10 

0.23 

0.008 

0.42 

0.53 


Sadabhoj Ka Badiya 

0825000102956000 

2.819 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.875 

3.80 

0.018 

0.02 

0.00 

0.00 

0.00 

0.01 

0.07 

0.05 

0.07 

0.005 

0.12 

0.16 


Sangarwas 

0821000402526300 

3.251 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.120 

5.23 

0.020 

0.09 

0.01 

0.00 

0.00 

0.01 

0.40 

0.33 

0.32 

0.015 

0.34 

0.41 


Sanwa 

0821000402522800 

1.066 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.066 

3.44 

0.020 

0.11 

0.02 

0.00 

0.00 

0.01 

0.16 

0.11 

0.43 

0.005 

0.45 

0.62 


Saroth 

0825000102959400 

9.353 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.328 

5.62 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.02 

0.002 

0.01 

0.02 


Sarveena 

0821000402525600 

3.084 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.151 

3.54 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.20 

0.16 

0.25 

0.010 

0.27 

0.35 







Non-command 

Gneisses 

0.314 

3.54 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.002 

0.04 

0.05 


Shahpura (Kalinjar) 

0821000402525700 

2.534 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.036 

3.72 

0.020 

0.13 

0.02 

0.00 

0.00 

0.01 

0.25 

0.19 

0.50 

0.010 

0.31 

0.40 







Non-command 

Gneisses(B.G.C) 

0.498 

3.72 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.10 

0.002 

0.08 

0.10 


Shivnagari 

0821000402526200 

4.582 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.384 

5.35 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.02 

0.002 

0.03 

0.03 


Suradiya 

0821000402525900 

6.198 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.121 

4.34 

0.020 

0.14 

0.02 

0.00 

0.00 

0.02 

0.63 

0.51 

0.53 

0.030 

0.36 

0.45 


Surajpura (Sarveena) 

0821000402526600 

1.009 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.512 

3.54 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.05 

0.002 

0.19 

0.24 







Non-command 

Gneisses 

0.425 

3.54 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.002 

0.16 

0.20 


Thakrawas 

0821000402523600 

0.588 

Fresh 

Non-command 

Non-command 

Gneisses 

0.588 

3.40 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.05 

0.003 

0.44 

0.58 


ThooniThak 

0821000402526800 

1.922 

Fresh 

Non-command 

Non-command 

Gneisses 

1.922 

2.90 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.10 

0.08 

0.08 

0.009 

0.38 

0.46 

11008057 

Araba Chauhanan 

0817000302155400 

9.962 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.597 

1.62 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.002 

0.02 

0.03 


Arawa Dudawatan 

0817000302156900 

30.174 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.479 

0.84 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.38 

0.24 

0.00 

0.016 

0.05 

0.07 


Arawa Nagnecha 

0817000302156600 

2.189 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.189 

1.18 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.13 

0.01 

0.007 

0.26 

0.41 


Arawa Purohitan 

0817000302156700 

1.652 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.648 

1.22 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.10 

0.01 

0.005 

0.26 

0.41 


Arawa Unda 

0817000302156500 

3.886 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.968 

1.23 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.00 

0.003 

0.06 

0.10 


Bankiyawas Kalan 

0817000302156300 

11.809 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.852 

1.16 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.10 

0.00 

0.006 

0.04 

0.07 


Barli 

0815000401962500 

16.319 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

6.221 

1.05 

0.040 

0.04 

0.00 

0.00 

0.00 

0.00 

0.30 

0.21 

0.12 

0.023 

0.12 

0.17 


Barliya 

0815000601999300 

16.554 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.845 

1.44 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.57 

0.41 

0.00 

0.017 

0.09 

0.13 







Non-command 

Rhyolite 

7.753 

1.44 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.09 

0.00 

0.027 

0.14 

0.20 


Basni Baghela 

0815000601994500 

2.021 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.021 

1.19 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.13 

0.00 

0.007 

0.31 

0.45 


Basni Jhoonthan 

0815000601999700 

9.639 

Fresh 

Non-command 

Non-command 

Rhyolite 

0.795 

3.01 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.003 

0.03 

0.04 


Basni Silawatan 

0815000601994100 

3.940 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.940 

0.48 

0.080 

0.12 

0.01 

0.00 

0.00 

0.00 

0.26 

0.18 

0.46 

0.014 

0.31 

0.46 


Bhagoniyon Ki Dhani 

0817000302155500 

4.440 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.294 

1.40 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.02 

0.03 


Bhakrasani 

0815000601994400 

5.246 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.246 

1.29 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.55 

0.38 

0.00 

0.018 

0.31 

0.45 


Bhandoo Kalan 

0815000601995200 

11.568 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.360 

1.17 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.70 

0.49 

0.00 

0.025 

0.20 

0.28 







Non-command 

Rhyolite 

4.208 

1.17 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.015 

0.11 

0.16 


Bhandoo Khurd 

0815000601999500 

8.713 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.534 

0.76 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.00 

0.005 

0.05 

0.08 







Non-command 

Rhyolite 

7.179 

0.76 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.00 

0.025 

0.26 

0.36 


Boranara 

0815000601994200 

15.611 

Fresh 

Non-command 

Non-command 

Older Alluvium 

15.611 

0.51 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.68 

0.47 

0.11 

0.054 

0.31 

0.46 


Bujhawar 

0815000601993900 

15.621 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.873 

1.22 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.02 

0.003 

0.02 

0.03 







Non-command 

Vindhyan Sandstone 

0.219 

1.22 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.00 

0.01 


Chali 

0815000601998200 

14.794 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.275 

1.07 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

10.537 

1.07 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.91 

0.63 

0.00 

0.036 

0.21 

0.30 


Chaukhan 

0815000401964800 

27.460 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.871 

0.63 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.04 

0.003 

0.01 

0.01 







Non-command 

Vindhyan Sandstone 

18.786 

0.63 

0.040 

0.26 

0.01 

0.00 

0.00 

0.00 

0.73 

0.50 

0.94 

0.069 

0.22 

0.31 


Chawaron Ki Dhani 

0815000601995000 

11.098 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.001 

1.24 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Rhyolite 

2.463 

1.24 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.008 

0.07 

0.10 


Chhachharlai Kalan 

0817000302156100 

16.878 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.560 

0.29 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.00 

0.008 

0.04 

0.06 


Daipara Khichiyan 

0815000601998400 

34.571 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.043 

1.06 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dhawa-i 

0815000601997700 

41.447 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.500 

0.58 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.51 

0.35 

0.02 

0.036 

0.07 

0.11 





Saline 

Non-command 

Non-command 

Older Alluvium 

19.440 

0.58 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.92 

0.63 

0.01 

0.067 

0.14 

0.20 


Dheenani Ki Dhani 

0815000401965000 

7.230 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.230 

0.34 

0.080 

0.59 

0.03 

0.00 

0.00 

0.00 

0.76 

0.52 

2.31 

0.025 

0.31 

0.46 


Doli 

0815000601994000 

22.411 

Fresh 

Non-command 

Non-command 

Older Alluvium 

15.298 

1.33 

0.080 

0.11 

0.00 

0.00 

0.00 

0.00 

1.74 

1.20 

0.36 

0.053 

0.21 

0.31 


Doli Kalan 

0817000302155100 

15.481 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.966 

1.08 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.17 

0.00 

0.009 

0.05 

0.08 


Doli Khurd 

0817000302155300 

10.387 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.253 

1.18 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.00 

0.004 

0.03 

0.05 


Doli Rajguro 

0817000302156800 

22.741 

Saline 

Non-command 

Non-command 

Older Alluvium 

20.360 

1.14 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

1.88 

1.25 

0.00 

0.061 

0.25 

0.37 


Feench 

0815000602000000 

35.201 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.835 

3.12 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.71 

0.52 

0.00 

0.010 

0.03 

0.03 


Gangana 

0815000601993800 

13.072 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.041 

0.03 

0.080 

0.17 

0.01 

0.00 

0.00 

0.00 

0.19 

0.13 

0.64 

0.042 

0.29 

0.42 







Non-command 

Vindhyan Sandstone 

1.030 

0.03 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.004 

0.02 

0.04 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Pratappura(Rajiyawas) 

0821000402520700 

0.06 

0.01 

48.59 

0.02 

0.00 

0.02 

0.06 

0.52 

0.00 

- 

- 

- 

0.007 

0.007 

0.009 

0.032 

0.002 

0.030 

0.015 

48.37 

Safe 



0.11 

0.00 

36,650.75 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rajendra 

0821000402523500 

0.11 

0.00 

0.35 

0.00 

0.00 

0.01 

0.02 

0.22 

0.00 

- 

- 

- 

0.005 

0.005 

0.005 

0.011 

0.001 

0.011 

0.019 

176.58 

Over Exploited 

Rajiyawas 

0821000402522900 

0.06 

0.15 

105,797.40 

0.18 

0.03 

0.21 

0.05 

0.44 

0.02 

0.0900 

- 

- 

- 

0.090 

0.109 

0.317 

0.016 

0.301 

0.858 

284.83 

Over Exploited 



0.06 

0.00 

50,385.21 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.11 

0.00 

8,026.51 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.012 

29,481.92 

Over Exploited 

Rajpura Bochan 

0821000402525400 

0.11 

0.03 

42.65 

0.04 

- 

0.04 

0.05 

0.45 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.050 

0.003 

0.048 

0.093 

195.02 

Over Exploited 

Ramgarh Sedontan 

0820000202407600 

0.06 

0.00 

2,898.02 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.012 

0.099 

853.35 

Over Exploited 

Ramkhera Dhanar 

0821000402520300 

0.06 

0.02 

247.83 

0.02 

0.01 

0.03 

0.06 

0.50 

0.00 

0.0200 

- 

- 

0.004 

0.024 

0.026 

0.058 

0.003 

0.055 

0.219 

396.45 

Over Exploited 

Rampura Dooda 

0821000402524700 

0.11 

0.10 

(31.74) 

0.08 

0.02 

0.10 

0.05 

0.48 

0.01 

- 

- 

- 

0.030 

0.030 

0.042 

0.138 

0.007 

0.131 

0.010 

7.49 

Safe 

Ramsar Inda 

0821000402520600 

0.06 

0.01 

66.27 

0.01 

0.01 

0.02 

0.05 

0.43 

0.00 

- 

- 

- 

0.009 

0.009 

0.010 

0.028 

0.001 

0.026 

0.014 

53.52 

Safe 



0.11 

0.00 

331.12 

0.00 

- 

0.00 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Rayta Khera 

0821000402522600 

0.06 

0.01 

785.77 

0.01 

0.01 

0.02 

0.02 

0.17 

0.00 

0.0200 

- 

- 

0.001 

0.021 

0.022 

0.043 

0.002 

0.041 

0.197 

478.35 

Over Exploited 



0.06 

0.03 

287.61 

0.03 

0.02 

0.05 

0.03 

0.29 

0.00 

0.0300 

- 

- 

0.015 

0.045 

0.049 

0.101 

0.005 

0.096 

0.277 

288.82 

Over Exploited 

Rohira Khera 

0821000402524600 

0.11 

0.08 

29.02 

0.09 

0.02 

0.11 

0.05 

0.47 

0.01 

0.0300 

- 

- 

0.017 

0.047 

0.056 

0.169 

0.008 

0.160 

0.242 

151.05 

Over Exploited 

Sadabhoj Ka Badiya 

0825000102956000 

0.04 

0.00 

1,135.63 

0.01 

0.01 

0.01 

0.02 

0.14 

0.00 

0.0100 

- 

- 

0.012 

0.022 

0.022 

0.035 

0.002 

0.033 

0.070 

211.25 

Over Exploited 

Sangarwas 

0821000402526300 

0.06 

0.06 

400.52 

0.08 

0.02 

0.10 

0.05 

0.38 

0.01 

0.0400 

- 

- 

0.016 

0.056 

0.065 

0.164 

0.008 

0.156 

0.339 

217.68 

Over Exploited 

Sanwa 

0821000402522800 

0.06 

0.03 

280.74 

0.04 

0.03 

0.06 

0.06 

0.51 

0.00 

0.0500 

- 

- 

0.011 

0.061 

0.064 

0.127 

0.006 

0.120 

0.437 

363.02 

Over Exploited 

Saroth 

0825000102959400 

0.04 

0.00 

21,549.99 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

0.002 

0.002 

0.002 

0.003 

0.000 

0.003 

0.023 

704.18 

Over Exploited 

Sarveena 

0821000402525600 

0.06 

0.03 

130,595.07 

0.04 

0.01 

0.05 

0.04 

0.31 

0.00 

0.0300 

- 

- 

- 

0.030 

0.034 

0.086 

0.004 

0.081 

0.262 

322.41 

Over Exploited 



0.11 

0.00 

1,425.52 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.038 

2,147.91 

Over Exploited 

Shahpura (Kalinjar) 

0821000402525700 

0.06 

0.04 

390.44 

0.05 

0.03 

0.08 

0.04 

0.35 

0.01 

0.0600 

- 

- 

0.020 

0.080 

0.085 

0.166 

0.008 

0.158 

0.514 

326.14 

Over Exploited 



0.06 

0.00 

1,866.92 

0.00 

- 

0.00 

0.01 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.103 

835.06 

Over Exploited 

Shivnagari 

0821000402526200 

0.06 

0.00 

6,178.78 

0.00 

0.00 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.026 

1,141.02 

Over Exploited 

Suradiya 

0821000402525900 

0.06 

0.14 

275.23 

0.16 

0.04 

0.20 

0.05 

0.41 

0.02 

0.1000 

- 

- 

0.025 

0.125 

0.143 

0.342 

0.017 

0.325 

0.558 

171.46 

Over Exploited 

Surajpura (Sarveena) 

0821000402526600 

0.06 

0.01 

512.81 

0.01 

- 

0.01 

0.03 

0.22 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.018 

0.001 

0.017 

0.050 

292.43 

Over Exploited 



0.11 

0.01 

250.97 

0.01 

- 

0.01 

0.02 

0.18 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.010 

0.044 

462.95 

Over Exploited 

Thakrawas 

0821000402523600 

0.11 

0.03 

2.65 

0.03 

0.00 

0.03 

0.05 

0.49 

0.00 

0.0100 

- 

- 

0.003 

0.013 

0.016 

0.047 

0.002 

0.045 

0.051 

113.79 

Over Exploited 

ThooniThak 

0821000402526800 

0.11 

0.08 

(0.58) 

0.08 

0.01 

0.09 

0.05 

0.44 

0.01 

0.0100 

- 

- 

0.009 

0.019 

0.030 

0.116 

0.006 

0.111 

0.087 

78.95 

Semi Critical 

Araba Chauhanan 

0817000302155400 

0.10 

0.00 

5,073.59 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

148.93 

Over Exploited 

Arawa Dudawatan 

0817000302156900 

0.10 

0.03 

838.86 

0.03 

- 

0.03 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.004 

0.035 

0.002 

0.033 

0.016 

49.47 

Safe 

Arawa Nagnecha 

0817000302156600 

0.10 

0.06 

129.28 

0.07 

- 

0.07 

0.04 

0.30 

0.01 

- 

- 

- 

- 

- 

0.009 

0.076 

0.004 

0.073 

0.014 

18.71 

Safe 

Arawa Purohitan 

0817000302156700 

0.10 

0.04 

137.54 

0.05 

- 

0.05 

0.04 

0.30 

0.01 

- 

- 

- 

- 

- 

0.007 

0.058 

0.003 

0.055 

0.012 

21.67 

Safe 

Arawa Unda 

0817000302156500 

0.10 

0.01 

850.69 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.008 

0.003 

36.52 

Safe 

Bankiyawas Kalan 

0817000302156300 

0.10 

0.01 

1,318.93 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.000 

0.009 

0.006 

59.70 

Safe 

Barli 

0815000401962500 

0.08 

0.06 

247.18 

0.07 

- 

0.07 

0.02 

0.14 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.089 

0.004 

0.085 

0.140 

164.83 

Over Exploited 

Barliya 

0815000601999300 

0.10 

0.04 

826.20 

0.05 

- 

0.05 

0.01 

0.10 

0.01 

- 

- 

- 

- 

- 

0.005 

0.058 

0.003 

0.055 

0.017 

30.40 

Safe 



0.08 

0.09 

(3.28) 

0.09 

- 

0.09 

0.02 

0.16 

0.01 

- 

- 

- 

- 

- 

0.011 

0.098 

0.005 

0.093 

0.027 

28.82 

Safe 

Basni Baghela 

0815000601994500 

0.10 

0.06 

109.56 

0.08 

- 

0.08 

0.04 

0.35 

0.01 

- 

- 

- 

- 

- 

0.008 

0.084 

0.004 

0.080 

0.007 

8.73 

Safe 

BasniJhoonthan 

0815000601999700 

0.08 

0.00 

950.09 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.003 

133.50 

Over Exploited 

Basni Silawatan 

0815000601994100 

0.10 

0.12 

44.81 

0.15 

0.01 

0.16 

0.04 

0.35 

0.02 

0.0200 

- 

- 

- 

0.020 

0.036 

0.194 

0.010 

0.184 

0.470 

254.68 

Over Exploited 

Bhagoniyon Ki Dhani 

0817000302155500 

0.10 

0.00 

3,950.29 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Bhakrasani 

0815000601994400 

0.10 

0.16 

131.35 

0.20 

0.00 

0.20 

0.04 

0.35 

0.02 

- 

- 

- 

0.003 

0.003 

0.023 

0.222 

0.011 

0.211 

0.018 

8.56 

Safe 

Bhandoo Kalan 

0815000601995200 

0.10 

0.15 

238.47 

0.18 

- 

0.18 

0.02 

0.22 

0.02 

- 

- 

- 

- 

- 

0.018 

0.193 

0.010 

0.184 

0.025 

13.81 

Safe 



0.08 

0.04 

(8.92) 

0.03 

- 

0.03 

0.01 

0.13 

0.00 

- 

- 

- 

- 

- 

0.005 

0.040 

0.002 

0.038 

0.015 

38.64 

Safe 

Bhandoo Khurd 

0815000601999500 

0.10 

0.01 

691.58 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.011 

0.005 

50.09 

Safe 



0.08 

0.15 

(68.80) 

0.12 

- 

0.12 

0.03 

0.29 

0.02 

- 

- 

- 

- 

- 

0.018 

0.136 

0.007 

0.129 

0.025 

19.18 

Safe 

Boranara 

0815000601994200 

0.10 

0.49 

(3.96) 

0.47 

- 

0.47 

0.04 

0.35 

0.06 

- 

- 

- 

- 

- 

0.062 

0.532 

0.027 

0.506 

0.162 

31.99 

Safe 

Bujhawar 

0815000601993900 

0.10 

0.00 

4,186.76 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.027 

1,399.35 

Over Exploited 



0.07 

0.00 

10,745.85 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Chali 

0815000601998200 

0.10 

0.00 

10,816.50 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.10 

0.22 

188.66 

0.26 

- 

0.26 

0.03 

0.24 

0.03 

- 

- 

- 

- 

- 

0.029 

0.293 

0.015 

0.278 

0.036 

13.05 

Safe 

Chaukhan 

0815000401964800 

0.10 

0.00 

4,166.39 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.043 

3,937.82 

Over Exploited 



0.08 

0.32 

54.00 

0.39 

0.01 

0.40 

0.03 

0.24 

0.04 

0.0400 

- 

- 

- 

0.040 

0.081 

0.479 

0.024 

0.455 

1.013 

222.49 

Over Exploited 

Chawaron Ki Dhani 

0815000601995000 

0.10 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.01 

59.96 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.002 

0.018 

0.001 

0.017 

0.008 

49.44 

Safe 

Chhachharlai Kalan 

0817000302156100 

0.10 

0.01 

269.53 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.013 

0.001 

0.012 

0.008 

63.45 

Safe 

Daipara Khichiyan 

0815000601998400 

0.10 

0.00 

169,865.73 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dhawa-i 

0815000601997700 

0.10 

0.08 

345.38 

0.09 

- 

0.09 

0.01 

0.08 

0.01 

- 

- 

- 

- 

- 

0.010 

0.104 

0.005 

0.099 

0.060 

60.75 

Safe 



0.10 

0.27 

136.15 

0.32 

- 

0.32 

0.02 

0.16 

0.04 

- 

- 

- 

- 

- 

0.035 

0.358 

0.018 

0.340 

0.073 

21.50 

Safe 

Dheenani Ki Dhani 

0815000401965000 

0.10 

0.23 

129.29 

0.27 

0.03 

0.30 

0.04 

0.35 

0.03 

0.0900 

- 

- 

- 

0.090 

0.119 

0.421 

0.021 

0.400 

2.335 

583.40 

Over Exploited 

Doli 

0815000601994000 

0.10 

0.33 

267.02 

0.39 

- 

0.39 

0.03 

0.24 

0.04 

0.0100 

- 

- 

- 

0.010 

0.052 

0.444 

0.022 

0.422 

0.413 

97.91 

Critical 

Doli Kalan 

0817000302155100 

0.10 

0.02 

974.97 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.002 

0.021 

0.001 

0.020 

0.009 

45.00 

Safe 

Doli Khurd 

0817000302155300 

0.10 

0.00 

1,782.01 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.004 

72.99 

Semi Critical 

Doli Rajguro 

0817000302156800 

0.10 

0.50 

148.82 

0.60 

0.00 

0.60 

0.04 

0.28 

0.07 

- 

- 

- 

0.001 

0.001 

0.074 

0.676 

0.034 

0.642 

0.061 

9.53 

Safe 

Feench 

0815000602000000 

0.10 

0.01 

7,191.33 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.009 

0.010 

110.03 

Over Exploited 

Gangana 

0815000601993800 

0.10 

0.35 

(62.91) 

0.28 

0.01 

0.29 

0.04 

0.33 

0.04 

0.0200 

- 

- 

- 

0.020 

0.065 

0.353 

0.018 

0.336 

0.684 

203.69 

Over Exploited 



0.07 

0.00 

331.16 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.028 

1,223.12 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Gelawas 

081500060199800C 

3.929 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.923 

0.60 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.13 

0.00 

0.014 

0.30 

0.43 







Non-command 

Rhyolite 

0.006 

0.60 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Golasani 

0815000401962400 

7.840 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

7.479 

1.04 

0.040 

0.13 

0.02 

0.00 

0.00 

0.00 

0.42 

0.29 

0.49 

0.027 

0.30 

0.44 


Gura Vishnoiyan 

0815000602003300 

49.057 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.095 

1.41 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.70 

0.49 

0.00 

0.021 

0.04 

0.06 





Saline 

Non-command 

Non-command 

Older Alluvium 

5.396 

1.41 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.62 

0.44 

0.00 

0.019 

0.03 

0.05 


Hamir Nagar 

0815000602000200 

8.332 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.180 

2.63 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.001 

0.01 

0.01 


Heer Khera 

0815000601994900 

9.307 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.103 

1.82 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.32 

0.22 

0.02 

0.007 

0.07 

0.10 







Non-command 

Rhyolite 

3.641 

1.82 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.03 

0.013 

0.12 

0.17 


Jatiyasani 

0815000601995600 

3.085 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.647 

0.14 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.009 

0.27 

0.38 







Non-command 

Rhyolite 

0.438 

0.14 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.04 

0.06 


Jhalamand 

0815000401965300 

15.831 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.032 

1.10 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.05 

0.004 

0.02 

0.03 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.905 

1.10 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.01 

0.003 

0.02 

0.03 


Jhanwar 

0815000601996000 

68.543 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.015 

1.27 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jodhpur (M Cl) 

0815000441502000 

29.471 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.965 

1.91 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.11 

0.00 

0.048 

0.01 

0.02 




81.838 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.477 

1.91 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.00 

0.073 

0.01 

0.01 




94.303 

Fresh 

Non-command 

Non-command 

Older Alluvium 

18.500 

1.91 

0.080 

0.33 

0.00 

0.00 

0.00 

0.00 

3.16 

2.16 

0.11 

0.920 

0.06 

0.09 







Non-command 

Vindhyan Sandstone 

39.162 

1.91 

0.040 

0.72 

0.01 

0.00 

0.00 

0.00 

3.71 

2.53 

0.30 

1.948 

0.13 

0.19 


Kalyanpur 

0817000302151300 

40.632 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.110 

0.13 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.009 

0.02 

0.03 


Katarda 

0815000601995400 

5.360 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.360 

0.22 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.00 

0.018 

0.31 

0.45 


Keroo 

0815000401962600 

52.964 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.892 

1.97 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.04 

0.003 

0.01 

0.01 


Kharda Bhandoo 

0815000601995100 

1.990 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.990 

0.86 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.10 

0.00 

0.007 

0.31 

0.45 


Khatawas 

0815000601997400 

9.728 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.009 

0.07 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Rhyolite 

4.936 

0.07 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.017 

0.16 

0.22 


Khudala 

0815000601995700 

18.002 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.695 

0.14 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.10 

0.10 

0.033 

0.17 

0.24 







Non-command 

Rhyolite 

1.278 

0.14 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.02 

0.03 


Kuri Bhagtasani 

0815000401965200 

6.921 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.133 

0.98 

0.080 

0.43 

0.01 

0.00 

0.00 

0.00 

0.82 

0.56 

0.15 

1.194 

0.23 

0.34 


Loonawas Charna 

0815000601997900 

6.352 

Fresh 

Non-command 

Non-command 

Rhyolite 

6.352 

0.31 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.022 

0.31 

0.44 


Loonawas Jatan 

0815000601999000 

10.585 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.672 

0.69 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.14 

0.00 

0.013 

0.11 

0.15 







Non-command 

Rhyolite 

1.118 

0.69 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.004 

0.03 

0.05 


Loonawas Kalan 

0815000601999100 

3.987 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.502 

0.49 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.00 

0.009 

0.19 

0.27 







Non-command 

Rhyolite 

1.485 

0.49 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.005 

0.11 

0.16 


Loonawas Khurd 

0815000601997800 

9.846 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.317 

0.35 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.00 

0.015 

0.13 

0.19 







Non-command 

Rhyolite 

4.304 

0.35 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.015 

0.13 

0.19 


Melwa 

0815000601997600 

18.170 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.343 

0.64 

0.080 

0.00 

0.00 

0.00 

0.00 

0.01 

0.17 

0.11 

0.00 

0.012 

0.05 

0.08 


Mogra Khurd 

0815000602003200 

22.815 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.797 

1.76 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.68 

0.48 

0.02 

0.017 

0.07 

0.09 







Non-command 

Rhyolite 

4.680 

1.76 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.01 

0.016 

0.06 

0.09 


Mokalawas 

0815000401964700 

19.051 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.317 

0.95 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.005 

0.02 

0.03 


Nandwan 

0815000601994800 

25.988 

Fresh 

Non-command 

Non-command 

Older Alluvium 

25.340 

1.00 

0.080 

0.12 

0.01 

0.00 

0.00 

0.00 

2.14 

1.50 

0.35 

0.087 

0.31 

0.44 







Non-command 

Rhyolite 

0.648 

1.00 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.002 

0.01 

0.01 


Narnadi 

0815000601995300 

16.381 

Fresh 

Non-command 

Non-command 

Older Alluvium 

16.381 

0.88 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

1.24 

0.86 

0.24 

0.056 

0.31 

0.45 


Nimbakhera 

0817000302156400 

4.842 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.202 

0.78 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.16 

0.00 

0.013 

0.22 

0.36 


Pal (rural) 

0815000401964900 

15.957 

Fresh 

Non-command 

Non-command 

Older Alluvium 

15.957 

0.11 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.11 

0.00 

0.055 

0.31 

0.46 


Phitkasni 

0815000401965400 

10.012 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.361 

1.08 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.01 

0.02 


Ram Nagar 

0815000601999600 

6.383 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.036 

2.53 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 







Non-command 

Rhyolite 

5.289 

2.53 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.10 

0.00 

0.018 

0.26 

0.36 


Rohila Bhandoo 

0815000601995500 

5.036 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.036 

0.11 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.00 

0.017 

0.31 

0.44 


Salawas 

0815000601994700 

23.347 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.900 

1.02 

0.080 

0.05 

0.01 

0.00 

0.00 

0.00 

0.76 

0.54 

0.16 

0.031 

0.12 

0.17 







Non-command 

Rhyolite 

7.480 

1.02 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.05 

0.026 

0.10 

0.14 


Sangariya 

0815000401965100 

13.423 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.423 

0.94 

0.080 

1.07 

0.01 

0.00 

0.00 

0.01 

2.06 

1.41 

0.19 

3.121 

0.31 

0.46 


Seetli 

0817000302156200 

3.827 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.792 

0.06 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.011 

0.25 

0.41 


Sewala 

0815000601998100 

7.748 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.120 

1.42 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.47 

0.32 

0.00 

0.014 

0.15 

0.22 


Shivgaon 

0815000601999200 

4.798 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.323 

0.33 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.03 







Non-command 

Rhyolite 

4.475 

0.33 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.015 

0.29 

0.41 


Sinli 

0815000601998900 

14.652 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.838 

0.94 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.003 

0.02 

0.02 


Tanawara 

0815000601994300 

21.017 

Fresh 

Non-command 

Non-command 

Older Alluvium 

19.266 

0.89 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

1.39 

0.96 

0.00 

0.066 

0.29 

0.42 







Non-command 

Rhyolite 

1.752 

0.89 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.006 

0.03 

0.04 

11008058 

Aarmbha Goliya 

0817000302145200 

7.018 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.160 

0.56 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.09 

0.00 

0.013 

0.13 

0.26 







Non-command 

Rhyolite 

0.720 

0.56 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.002 

0.02 

0.05 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.882 

0.56 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.00 

0.006 

0.06 

0.12 







Non-command 

Rhyolite 

0.256 

0.56 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 


Baghthal 

0817000202116800 

11.019 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.162 

0.09 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Bagiya Charnan 

0817000302140000 

2.965 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.518 

0.47 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.00 

0.008 

0.19 

0.37 







Non-command 

Rhyolite 

0.399 

0.47 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.03 

0.06 


Barnama Charnan 

0817000302146900 

13.067 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.871 

0.57 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.07 

0.00 

0.009 

0.05 

0.10 


Bhakharsar 

0817000302145100 

8.235 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.288 

1.11 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.00 

0.001 

0.01 

0.02 







Non-command 

Rhyolite 

6.905 

1.11 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.06 

0.00 

0.021 

0.18 

0.37 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.990 

1.11 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.04 

0.00 

0.003 

0.03 

0.05 


Bhom Sagar 

0815000501986300 

37.498 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.820 

0.00 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.01 

0.01 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Gelawas 

081500060199800C 

0.10 

0.12 

11.55 

0.13 

0.00 

0.13 

0.04 

0.34 

0.01 

- 

- 

- 

0.001 

0.001 

0.016 

0.149 

0.007 

0.141 

0.014 

9.57 

Safe 



0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Golasani 

0815000401962400 

0.08 

0.18 

60.50 

0.22 

0.02 

0.24 

0.04 

0.34 

0.02 

0.0500 

- 

- 

- 

0.050 

0.073 

0.309 

0.015 

0.293 

0.515 

175.70 

Over Exploited 

Gura Vishnoiyan 

0815000602003300 

0.10 

0.02 

1,969.36 

0.03 

- 

0.03 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.003 

0.031 

0.002 

0.030 

0.021 

70.45 

Semi Critical 



0.10 

0.02 

2,242.07 

0.02 

- 

0.02 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.002 

0.025 

0.001 

0.023 

0.019 

79.58 

Semi Critical 

Hamir Nagar 

0815000602000200 

0.10 

0.00 

22,789.40 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Heer Khera 

0815000601994900 

0.10 

0.01 

1,409.41 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.002 

0.020 

0.001 

0.019 

0.031 

167.47 

Over Exploited 



0.08 

0.04 

51.80 

0.04 

- 

0.04 

0.01 

0.14 

0.00 

- 

- 

- 

- 

- 

0.004 

0.047 

0.002 

0.045 

0.044 

97.32 

Critical 

Jatiyasani 

0815000601995600 

0.10 

0.07 

(70.42) 

0.06 

- 

0.06 

0.03 

0.30 

0.01 

- 

- 

- 

- 

- 

0.009 

0.065 

0.003 

0.062 

0.009 

14.77 

Safe 



0.08 

0.00 

(73.97) 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

111.73 

Over Exploited 

Jhalamand 

0815000401965300 

0.10 

0.00 

3,172.85 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.058 

473.61 

Over Exploited 



0.10 

0.00 

3,265.68 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.015 

741.23 

Over Exploited 

Jhanwar 

0815000601996000 

0.10 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jodhpur (M Cl) 

0815000441502000 

0.10 

0.00 

11,474.53 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.048 

3,842.61 

Over Exploited 



0.08 

0.00 

13,504.42 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.073 

8,711.02 

Over Exploited 



0.10 

0.11 

1,798.97 

0.14 

- 

0.14 

0.01 

0.07 

0.01 

0.0100 

- 

- 

- 

0.010 

0.025 

0.161 

0.008 

0.153 

1.032 

674.45 

Over Exploited 



0.08 

0.41 

########## 

0.49 

0.01 

0.50 

0.02 

0.15 

0.05 

0.0300 

- 

- 

- 

0.030 

0.082 

0.582 

0.029 

0.552 

2.248 

406.86 

Over Exploited 

Kalyanpur 

0817000302151300 

0.10 

0.01 

231.81 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.008 

0.009 

123.15 

Over Exploited 

Katarda 

0815000601995400 

0.10 

0.17 

(56.34) 

0.13 

- 

0.13 

0.04 

0.35 

0.02 

- 

- 

- 

- 

- 

0.021 

0.155 

0.008 

0.147 

0.018 

12.58 

Safe 

Keroo 

0815000401962600 

0.08 

0.00 

14,514.91 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.038 

8,046.11 

Over Exploited 

Kharda Bhandoo 

0815000601995100 

0.10 

0.06 

53.11 

0.07 

- 

0.07 

0.04 

0.35 

0.01 

- 

- 

- 

- 

- 

0.008 

0.082 

0.004 

0.078 

0.007 

8.76 

Safe 

Khatawas 

0815000601997400 

0.10 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.06 

(84.76) 

0.05 

- 

0.05 

0.02 

0.18 

0.01 

- 

- 

- 

- 

- 

0.008 

0.057 

0.003 

0.054 

0.027 

49.81 

Safe 

Khudala 

0815000601995700 

0.10 

0.16 

(40.18) 

0.13 

- 

0.13 

0.02 

0.19 

0.02 

- 

- 

- 

- 

- 

0.020 

0.150 

0.008 

0.143 

0.129 

90.66 

Critical 



0.08 

0.00 

(42.38) 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.004 

222.07 

Over Exploited 

Kuri Bhagtasani 

0815000401965200 

0.10 

0.12 

371.42 

0.14 

0.01 

0.15 

0.03 

0.26 

0.02 

0.0300 

- 

- 

0.001 

0.031 

0.046 

0.200 

0.010 

0.190 

1.344 

708.72 

Over Exploited 

Loonawas Charna 

0815000601997900 

0.08 

0.16 

(86.75) 

0.12 

- 

0.12 

0.04 

0.35 

0.02 

- 

- 

- 

- 

- 

0.019 

0.144 

0.007 

0.137 

0.022 

15.96 

Safe 

Loonawas Jatan 

0815000601999000 

0.10 

0.04 

267.36 

0.05 

- 

0.05 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.005 

0.051 

0.003 

0.049 

0.013 

25.95 

Safe 



0.08 

0.00 

87.76 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.004 

106.53 

Over Exploited 

Loonawas Kalan 

0815000601999100 

0.10 

0.05 

44.46 

0.06 

- 

0.06 

0.02 

0.21 

0.01 

- 

- 

- 

- 

- 

0.006 

0.063 

0.003 

0.060 

0.009 

14.34 

Safe 



0.08 

0.01 

(62.09) 

0.01 

- 

0.01 

0.01 

0.13 

0.00 

- 

- 

- 

- 

- 

0.002 

0.012 

0.001 

0.012 

0.005 

43.27 

Safe 

Loonawas Khurd 

0815000601997800 

0.10 

0.06 

44.73 

0.07 

- 

0.07 

0.02 

0.15 

0.01 

- 

- 

- 

- 

- 

0.007 

0.076 

0.004 

0.073 

0.015 

20.50 

Safe 



0.08 

0.05 

(77.30) 

0.04 

- 

0.04 

0.02 

0.15 

0.01 

- 

- 

- 

- 

- 

0.006 

0.042 

0.002 

0.040 

0.015 

36.80 

Safe 

Melwa 

0815000601997600 

0.10 

0.02 

535.03 

0.02 

0.01 

0.03 

0.01 

0.06 

0.00 

- 

- 

- 

0.008 

0.008 

0.011 

0.038 

0.002 

0.036 

0.012 

32.26 

Safe 

Mogra Khurd 

0815000602003200 

0.10 

0.03 

1,425.36 

0.04 

- 

0.04 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.004 

0.042 

0.002 

0.040 

0.041 

101.95 

Over Exploited 



0.08 

0.02 

170.34 

0.03 

- 

0.03 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.003 

0.032 

0.002 

0.030 

0.026 

86.32 

Semi Critical 

Mokalawas 

0815000401964700 

0.08 

0.00 

1,404.26 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.005 

167.29 

Over Exploited 

Nandwan 

0815000601994800 

0.10 

0.77 

93.30 

0.93 

0.01 

0.94 

0.04 

0.34 

0.10 

0.0400 

- 

- 

- 

0.040 

0.137 

1.075 

0.054 

1.021 

0.435 

42.64 

Safe 



0.08 

0.00 

1,011.28 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

438.57 

Over Exploited 

Narnadi 

0815000601995300 

0.10 

0.51 

67.31 

0.61 

- 

0.61 

0.04 

0.35 

0.06 

0.0100 

- 

- 

- 

0.010 

0.075 

0.689 

0.034 

0.655 

0.296 

45.27 

Safe 

Nimbakhera 

0817000302156400 

0.10 

0.09 

73.67 

0.11 

- 

0.11 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.014 

0.126 

0.006 

0.119 

0.013 

10.59 

Safe 

Pal (rural) 

0815000401964900 

0.10 

0.50 

(77.94) 

0.40 

- 

0.40 

0.04 

0.35 

0.06 

- 

- 

- 

- 

- 

0.064 

0.465 

0.023 

0.442 

0.055 

12.46 

Safe 

Phitkasni 

0815000401965400 

0.10 

0.00 

5,176.13 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

242.32 

Over Exploited 

Ram Nagar 

0815000601999600 

0.10 

0.00 

82,682.50 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.11 

(5.89) 

0.10 

- 

0.10 

0.03 

0.29 

0.01 

- 

- 

- 

- 

- 

0.013 

0.116 

0.006 

0.110 

0.018 

16.56 

Safe 

Rohila Bhandoo 

0815000601995500 

0.10 

0.16 

(75.67) 

0.13 

- 

0.13 

0.04 

0.35 

0.02 

- 

- 

- 

- 

- 

0.020 

0.145 

0.007 

0.138 

0.017 

12.62 

Safe 

Salawas 

0815000601994700 

0.10 

0.11 

406.77 

0.13 

0.01 

0.14 

0.01 

0.13 

0.01 

0.0300 

- 

- 

- 

0.030 

0.043 

0.181 

0.009 

0.172 

0.187 

108.71 

Over Exploited 



0.08 

0.06 

12.79 

0.07 

- 

0.07 

0.01 

0.11 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.085 

0.004 

0.081 

0.079 

97.33 

Critical 

Sangariya 

0815000401965100 

0.10 

0.42 

235.98 

0.50 

0.02 

0.52 

0.04 

0.35 

0.05 

0.0200 

- 

- 

0.011 

0.031 

0.084 

0.606 

0.030 

0.576 

3.307 

574.08 

Over Exploited 

Seetli 

0817000302156200 

0.10 

0.09 

(82.66) 

0.07 

- 

0.07 

0.04 

0.29 

0.01 

- 

- 

- 

- 

- 

0.015 

0.089 

0.004 

0.085 

0.018 

21.67 

Safe 

Sewala 

0815000601998100 

0.10 

0.06 

416.75 

0.07 

- 

0.07 

0.02 

0.17 

0.01 

- 

- 

- 

- 

- 

0.009 

0.082 

0.004 

0.078 

0.014 

18.14 

Safe 

Shivgaon 

0815000601999200 

0.10 

0.00 

807.50 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

131.72 

Over Exploited 



0.08 

0.10 

(83.05) 

0.08 

- 

0.08 

0.04 

0.32 

0.01 

- 

- 

- 

- 

- 

0.013 

0.095 

0.005 

0.091 

0.015 

17.03 

Safe 

Sinli 

0815000601998900 

0.10 

0.00 

3,036.33 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.003 

160.59 

Over Exploited 

Tanawara 

0815000601994300 

0.10 

0.55 

73.29 

0.66 

- 

0.66 

0.04 

0.32 

0.07 

- 

- 

- 

- 

- 

0.070 

0.735 

0.037 

0.698 

0.066 

9.52 

Safe 



0.08 

0.00 

194.92 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.005 

0.006 

130.83 

Over Exploited 

Aarmbha Goliya 

0817000302145200 

0.10 

0.05 

72.27 

0.07 

- 

0.07 

0.02 

0.15 

0.01 

- 

- 

- 

- 

- 

0.008 

0.073 

0.004 

0.069 

0.013 

18.04 

Safe 



0.04 

0.00 

362.11 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

260.63 

Over Exploited 



0.10 

0.01 

280.15 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.002 

0.015 

0.001 

0.014 

0.006 

39.86 

Safe 



0.04 

0.00 

1,234.55 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Baghthal 

0817000202116800 

0.05 

0.00 

1,341.49 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bagiya Charnan 

0817000302140000 

0.10 

0.05 

(0.23) 

0.05 

- 

0.05 

0.03 

0.21 

0.01 

- 

- 

- 

- 

- 

0.007 

0.054 

0.003 

0.051 

0.008 

14.89 

Safe 



0.04 

0.00 

198.32 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

199.84 

Over Exploited 

Barnama Charnan 

0817000302146900 

0.10 

0.01 

375.89 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.002 

0.019 

0.001 

0.018 

0.009 

47.22 

Safe 

Bhakharsar 

0817000302145100 

0.10 

0.00 

5,682.23 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.04 

0.05 

23.02 

0.06 

- 

0.06 

0.03 

0.21 

0.01 

- 

- 

- 

- 

- 

0.007 

0.068 

0.003 

0.065 

0.021 

31.98 

Safe 



0.10 

0.00 

1,584.17 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.003 

0.003 

89.19 

Semi Critical 

Bhom Sagar 

0815000501986300 

0.10 

0.00 

(76.31) 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.003 

753.75 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Chaba 

081500050198620C 

103.409 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.907 

0.30 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.11 

0.00 

0.021 

0.01 

0.02 


Champa Beri 

0817000302140200 

12.976 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.052 

0.57 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.00 

0.003 

0.02 

0.04 


Chilanadi 

0817000302146000 

29.522 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.343 

0.66 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.06 

0.00 

0.007 

0.02 

0.03 





Saline 

Non-command 

Non-command 

Older Alluvium 

27.179 

0.66 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

1.47 

0.75 

0.00 

0.082 

0.21 

0.40 


Chiriyara 

0817000302145400 

13.398 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.180 

1.07 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.14 

0.00 

0.010 

0.05 

0.10 







Non-command 

Rhyolite 

2.258 

1.07 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.007 

0.04 

0.07 


Daukiyon Ka Tala 

0817000302139400 

5.883 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.883 

0.64 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.31 

0.16 

0.00 

0.018 

0.22 

0.44 


Daukiyon Ki Dhani 

0817000302146200 

10.568 

Saline 

Non-command 

Non-command 

Older Alluvium 

10.568 

0.73 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.63 

0.32 

0.00 

0.032 

0.23 

0.44 


Doongra Nada 

0817000202118100 

12.571 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.850 

0.81 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.12 

0.00 

0.012 

0.09 

0.17 


Dugarpura 

0815000501988300 

3.698 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.872 

0.72 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.11 

0.00 

0.010 

0.18 

0.34 


Gajsinghpura 

0815000501986400 

20.023 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.973 

0.69 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.63 

0.34 

0.00 

0.031 

0.11 

0.19 


Ganganiyon Ki Dhani 

0817000302139600 

6.066 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.756 

0.67 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.10 

0.00 

0.011 

0.14 

0.27 


Gangapura 

0817000302146800 

4.957 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.278 

0.59 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.10 

0.00 

0.013 

0.20 

0.38 


Goliya Vida 

0817000302140100 

4.121 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.705 

0.53 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.002 

0.04 

0.08 


Gopri 

0817000302140400 

12.586 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.975 

0.82 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.00 

0.003 

0.02 

0.03 


Hanif Sagar 

0815000501988200 

5.913 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.041 

0.58 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.06 

0.00 

0.007 

0.08 

0.15 


Himmatpura 

0815000501986600 

32.357 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.799 

1.34 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.79 

0.42 

0.00 

0.020 

0.04 

0.08 





Saline 

Non-command 

Non-command 

Older Alluvium 

26.553 

1.34 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

3.59 

1.92 

0.00 

0.093 

0.19 

0.36 


Ikadani 

0817000302144600 

11.813 

Saline 

Non-command 

Non-command 

Older Alluvium 

9.620 

0.87 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.68 

0.34 

0.00 

0.029 

0.18 

0.36 


Jawahar Pura 

0817000302146600 

8.746 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.746 

1.05 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.74 

0.39 

0.00 

0.026 

0.23 

0.44 


Jonguon Ki Dhani 

0817000202118300 

21.915 

Saline 

Non-command 

Non-command 

Older Alluvium 

19.332 

0.75 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.89 

0.45 

0.00 

0.048 

0.20 

0.39 


Kalathal 

0817000302146400 

24.751 

Saline 

Non-command 

Non-command 

Older Alluvium 

22.439 

0.80 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

1.45 

0.78 

0.00 

0.068 

0.21 

0.39 


Kalewa 

0817000302139700 

5.903 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.105 

0.61 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.08 

0.00 

0.009 

0.12 

0.23 


Kankolgarh 

0817000202116900 

8.562 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.897 

0.41 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.002 

0.02 

0.05 


Kanwarli 

0817000302139900 

15.701 

Saline 

Non-command 

Non-command 

Older Alluvium 

12.822 

0.54 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.56 

0.28 

0.00 

0.039 

0.18 

0.36 







Non-command 

Rhyolite 

2.540 

0.54 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.008 

0.04 

0.07 


Karaliya 

0817000202117700 

8.060 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.334 

0.79 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.36 

0.19 

0.01 

0.018 

0.21 

0.40 


Karnisar 

0817000302144900 

3.754 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.789 

0.43 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.00 

0.005 

0.10 

0.21 







Non-command 

Rhyolite 

1.835 

0.43 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.006 

0.11 

0.22 


Kesarpura 

0817000302146100 

10.823 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.518 

0.64 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.00 

0.002 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Older Alluvium 

10.305 

0.64 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.54 

0.28 

0.00 

0.031 

0.22 

0.42 


Khanora 

0817000302145600 

17.939 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.264 

0.71 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.00 

0.01 


Khardi 

0817000302145500 

6.286 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.935 

0.88 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.03 

0.00 

0.003 

0.03 

0.07 


Khokhar East 

0817000202117000 

21.135 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.215 

0.62 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.28 

0.15 

0.00 

0.018 

0.08 

0.15 


Koduka 

0817000302144700 

10.437 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.068 

0.99 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Rhyolite 

7.298 

0.99 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.06 

0.00 

0.022 

0.15 

0.31 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.280 

0.99 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.05 

0.00 

0.004 

0.03 

0.05 







Non-command 

Rhyolite 

1.790 

0.99 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.00 

0.005 

0.04 

0.08 


Kumpaliya 

0817000202118200 

9.947 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.071 

0.78 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.07 

0.00 

0.008 

0.07 

0.14 


Kyar Charnan 

0817000302139800 

6.190 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.968 

0.55 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.003 

0.03 

0.07 


Lakhaniyon Ki Dhani 

0817000302146500 

25.057 

Saline 

Non-command 

Non-command 

Older Alluvium 

25.057 

1.03 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

2.09 

1.11 

0.00 

0.075 

0.23 

0.44 


Mediwasan 

0817000302145000 

5.367 

Fresh 

Non-command 

Non-command 

Rhyolite 

5.337 

0.51 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.016 

0.22 

0.44 





Saline 

Non-command 

Non-command 

Rhyolite 

0.030 

0.51 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Meerpura 

0815000501988400 

1.976 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.653 

0.57 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.002 

0.08 

0.14 


Mekaniyon Ki Dhani 

0817000302145800 

7.149 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.137 

0.61 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.36 

0.18 

0.00 

0.021 

0.22 

0.44 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.012 

0.61 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Meraj Ki Beri 

0817000302139200 

6.641 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.166 

0.70 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.06 

0.00 

0.007 

0.07 

0.14 


Nawatala 

0817000302146300 

23.479 

Saline 

Non-command 

Non-command 

Older Alluvium 

23.388 

0.88 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

1.66 

0.86 

0.00 

0.070 

0.23 

0.44 


Nawora Bera 

0817000302146700 

18.959 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.878 

0.70 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.003 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Older Alluvium 

18.074 

0.70 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

1.03 

0.54 

0.00 

0.054 

0.22 

0.42 


Newai 

0817000302143800 

16.148 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.012 

1.19 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Patiyal 

0817000302139100 

8.826 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.244 

0.74 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 


Patodi 

0817000302145300 

28.511 

Fresh 

Non-command 

Non-command 

Older Alluvium 

22.530 

0.65 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

1.20 

0.60 

0.00 

0.068 

0.17 

0.35 







Non-command 

Rhyolite 

5.880 

0.65 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.03 

0.00 

0.018 

0.05 

0.09 





Saline 

Non-command 

Non-command 

Rhyolite 

0.102 

0.65 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Premnagar 

0815000501986500 

11.673 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.374 

1.40 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

1.04 

0.56 

0.00 

0.026 

0.15 

0.27 


Rajpura 

0817000302147900 

14.845 

Fresh 

Non-command 

Non-command 

Rhyolite 

1.239 

1.49 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.00 

0.004 

0.02 

0.04 


Reenchholi 

0817000302144800 

16.167 

Fresh 

Non-command 

Non-command 

Rhyolite 

0.100 

0.48 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

9.271 

0.48 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.36 

0.18 

0.00 

0.028 

0.13 

0.25 







Non-command 

Rhyolite 

5.616 

0.48 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.00 

0.017 

0.08 

0.15 


Rewara Nayapura 

0817000302144300 

3.957 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.006 

1.15 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Rhyolite 

0.007 

1.15 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.210 

1.15 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.01 

0.02 


Sagaranari 

0817000302145700 

16.443 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.774 

0.66 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.63 

0.32 

0.00 

0.035 

0.16 

0.31 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.228 

0.66 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.00 

0.01 


Sai 

0815000501988100 

65.053 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.965 

1.32 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

1.33 

0.72 

0.00 

0.035 

0.04 

0.07 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.905 

1.32 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.14 

0.00 

0.007 

0.01 

0.01 


Sarnon Ki Beri 

0817000302139300 

15.788 

Saline 

Non-command 

Non-command 

Older Alluvium 

15.788 

0.68 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.89 

0.45 

0.00 

0.048 

0.22 

0.44 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Chaba 

0815000501986200 

0.10 

0.01 

1,236.29 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.010 

0.021 

200.97 

Over Exploited 

Champa Beri 

0817000302140200 

0.10 

0.00 

1,179.43 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.003 

133.11 

Over Exploited 

Chilanadi 

0817000302146000 

0.10 

0.00 

1,423.39 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.005 

0.007 

132.35 

Over Exploited 



0.10 

0.56 

33.98 

0.67 

- 

0.67 

0.03 

0.24 

0.08 

- 

- 

- 

- 

- 

0.083 

0.754 

0.038 

0.717 

0.082 

11.41 

Safe 

Chiriyara 

0817000302145400 

0.10 

0.02 

722.97 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.002 

0.022 

0.001 

0.021 

0.010 

44.80 

Safe 



0.04 

0.00 

443.75 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.004 

0.007 

157.71 

Over Exploited 

Daukiyon Ka Tala 

0817000302139400 

0.10 

0.13 

21.04 

0.16 

- 

0.16 

0.03 

0.25 

0.02 

- 

- 

- 

- 

- 

0.019 

0.175 

0.009 

0.167 

0.018 

10.62 

Safe 

Daukiyon Ki Dhani 

0817000302146200 

0.10 

0.24 

35.48 

0.29 

- 

0.29 

0.03 

0.26 

0.04 

- 

- 

- 

- 

- 

0.036 

0.322 

0.016 

0.306 

0.032 

10.40 

Safe 

Doongra Nada 

0817000202118100 

0.05 

0.02 

479.07 

0.03 

- 

0.03 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.003 

0.029 

0.001 

0.027 

0.016 

59.19 

Safe 

Dugarpura 

0815000501988300 

0.10 

0.05 

113.06 

0.06 

- 

0.06 

0.03 

0.21 

0.01 

- 

- 

- 

- 

- 

0.008 

0.069 

0.003 

0.066 

0.010 

15.32 

Safe 

Gajsinghpura 

0815000501986400 

0.10 

0.09 

262.28 

0.11 

- 

0.11 

0.02 

0.12 

0.01 

- 

- 

- 

- 

- 

0.014 

0.128 

0.006 

0.121 

0.031 

25.95 

Safe 

Ganganiyon Ki Dhani 

0817000302139600 

0.10 

0.05 

97.78 

0.06 

- 

0.06 

0.02 

0.16 

0.01 

- 

- 

- 

- 

- 

0.008 

0.069 

0.003 

0.066 

0.011 

17.13 

Safe 

Gangapura 

0817000302146800 

0.10 

0.08 

23.95 

0.10 

- 

0.10 

0.03 

0.22 

0.01 

- 

- 

- 

- 

- 

0.012 

0.113 

0.006 

0.107 

0.013 

12.02 

Safe 

Goliya Vida 

0817000302140100 

0.10 

0.00 

468.09 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.003 

0.002 

62.87 

Safe 

Gopri 

0817000302140400 

0.10 

0.00 

1,819.65 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.003 

139.63 

Over Exploited 

Hanif Sagar 

0815000501988200 

0.10 

0.02 

286.75 

0.02 

- 

0.02 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.002 

0.022 

0.001 

0.021 

0.007 

34.45 

Safe 

Himmatpura 

0815000501986600 

0.10 

0.02 

1,645.92 

0.03 

- 

0.03 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.004 

0.033 

0.002 

0.031 

0.020 

65.72 

Safe 



0.10 

0.51 

279.63 

0.61 

- 

0.61 

0.03 

0.22 

0.08 

- 

- 

- 

- 

- 

0.076 

0.683 

0.034 

0.649 

0.093 

14.35 

Safe 

Ikadani 

0817000302144600 

0.10 

0.17 

96.26 

0.21 

0.00 

0.21 

0.03 

0.20 

0.02 

- 

- 

- 

0.002 

0.002 

0.026 

0.232 

0.012 

0.221 

0.029 

13.12 

Safe 

Jawahar Pura 

0817000302146600 

0.10 

0.20 

94.74 

0.24 

- 

0.24 

0.03 

0.26 

0.03 

- 

- 

- 

- 

- 

0.030 

0.271 

0.014 

0.258 

0.026 

10.22 

Safe 

Jonguon Ki Dhani 

0817000202118300 

0.05 

0.19 

136.90 

0.23 

- 

0.23 

0.03 

0.23 

0.03 

- 

- 

- 

- 

- 

0.029 

0.258 

0.013 

0.246 

0.052 

21.36 

Safe 

Kalathal 

0817000302146400 

0.10 

0.47 

65.13 

0.57 

- 

0.57 

0.03 

0.24 

0.07 

- 

- 

- 

- 

- 

0.071 

0.639 

0.032 

0.607 

0.068 

11.12 

Safe 

Kalewa 

0817000302139700 

0.10 

0.04 

109.32 

0.04 

- 

0.04 

0.02 

0.13 

0.01 

- 

- 

- 

- 

- 

0.005 

0.048 

0.002 

0.046 

0.009 

20.31 

Safe 

Kankolgarh 

0817000202116900 

0.05 

0.00 

989.22 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

160.23 

Over Exploited 

Kanwarli 

0817000302139900 

0.10 

0.23 

21.94 

0.28 

- 

0.28 

0.03 

0.21 

0.03 

- 

- 

- 

- 

- 

0.034 

0.310 

0.015 

0.294 

0.039 

13.10 

Safe 



0.04 

0.00 

182.49 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.008 

165.38 

Over Exploited 

Karaliya 

0817000202117700 

0.05 

0.08 

146.89 

0.09 

- 

0.09 

0.03 

0.24 

0.01 

- 

- 

- 

- 

- 

0.012 

0.103 

0.005 

0.098 

0.025 

25.85 

Safe 

Karnisar 

0817000302144900 

0.10 

0.02 

64.14 

0.02 

- 

0.02 

0.02 

0.12 

0.00 

- 

- 

- 

- 

- 

0.003 

0.025 

0.001 

0.024 

0.005 

22.59 

Safe 



0.04 

0.01 

(24.78) 

0.01 

- 

0.01 

0.02 

0.12 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.006 

78.38 

Semi Critical 

Kesarpura 

0817000302146100 

0.10 

0.00 

2,341.60 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

216.82 

Over Exploited 



0.10 

0.22 

25.29 

0.27 

- 

0.27 

0.03 

0.25 

0.03 

- 

- 

- 

- 

- 

0.033 

0.299 

0.015 

0.284 

0.031 

10.91 

Safe 

Khanora 

0817000302145600 

0.10 

0.00 

8,585.43 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Khardi 

0817000302145500 

0.10 

0.00 

979.86 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.003 

71.02 

Semi Critical 

Khokhar East 

0817000202117000 

0.05 

0.03 

165,429.81 

0.03 

- 

0.03 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.004 

0.038 

0.002 

0.036 

0.018 

49.89 

Safe 

Koduka 

0817000302144700 

0.10 

0.00 

27,592.92 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.04 

32.10 

0.05 

- 

0.05 

0.02 

0.18 

0.01 

- 

- 

- 

- 

- 

0.006 

0.060 

0.003 

0.057 

0.022 

38.46 

Safe 



0.10 

0.00 

1,372.84 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.004 

0.004 

87.71 

Semi Critical 



0.04 

0.00 

395.06 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.003 

0.005 

156.82 

Over Exploited 

Kumpaliya 

0817000202118200 

0.05 

0.01 

590.35 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.002 

0.014 

0.001 

0.014 

0.008 

56.02 

Safe 

Kyar Charnan 

0817000302139800 

0.10 

0.00 

533.81 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.003 

68.67 

Safe 

Lakhaniyon Ki Dhani 

0817000302146500 

0.10 

0.58 

91.91 

0.69 

- 

0.69 

0.03 

0.26 

0.09 

- 

- 

- 

- 

- 

0.087 

0.779 

0.039 

0.740 

0.075 

10.18 

Safe 

Mediwasan 

0817000302145000 

0.04 

0.05 

(45.83) 

0.04 

- 

0.04 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.007 

0.044 

0.002 

0.042 

0.016 

38.41 

Safe 



0.04 

0.00 

6,791.22 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Meerpura 

0815000501988400 

0.10 

0.00 

292.71 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.006 

0.002 

36.17 

Safe 

Mekaniyon Ki Dhani 

0817000302145800 

0.10 

0.16 

14.84 

0.18 

- 

0.18 

0.03 

0.25 

0.02 

- 

- 

- 

- 

- 

0.023 

0.205 

0.010 

0.194 

0.021 

11.05 

Safe 



0.10 

0.00 

71,076.57 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Meraj Ki Beri 

0817000302139200 

0.10 

0.02 

291.14 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.002 

0.021 

0.001 

0.020 

0.007 

32.33 

Safe 

Nawatala 

0817000302146300 

0.10 

0.53 

62.85 

0.64 

- 

0.64 

0.03 

0.26 

0.08 

- 

- 

- 

- 

- 

0.080 

0.717 

0.036 

0.681 

0.070 

10.33 

Safe 

Nawora Bera 

0817000302146700 

0.10 

0.00 

2,653.04 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.003 

222.37 

Over Exploited 



0.10 

0.39 

36.39 

0.47 

- 

0.47 

0.03 

0.25 

0.06 

- 

- 

- 

- 

- 

0.059 

0.530 

0.026 

0.503 

0.054 

10.80 

Safe 

Newai 

0817000302143800 

0.10 

0.00 

296,482.10 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Patiyal 

0817000302139100 

0.10 

0.00 

4,735.19 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Patodi 

0817000302145300 

0.10 

0.39 

53.07 

0.47 

- 

0.47 

0.03 

0.20 

0.06 

- 

- 

- 

- 

- 

0.058 

0.528 

0.026 

0.502 

0.068 

13.51 

Safe 



0.04 

0.01 

217.35 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.002 

0.014 

0.001 

0.014 

0.018 

129.40 

Over Exploited 



0.04 

0.00 

15,601.90 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Premnagar 

0815000501986500 

0.10 

0.11 

417.24 

0.13 

- 

0.13 

0.02 

0.17 

0.02 

- 

- 

- 

- 

- 

0.016 

0.147 

0.007 

0.140 

0.026 

18.48 

Safe 

Raj pura 

0817000302147900 

0.04 

0.00 

1,427.01 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.004 

320.12 

Over Exploited 

Reenchholi 

0817000302144800 

0.04 

0.00 

5,504.76 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.12 

55.40 

0.14 

- 

0.14 

0.02 

0.14 

0.02 

- 

- 

- 

- 

- 

0.017 

0.156 

0.008 

0.148 

0.028 

18.81 

Safe 



0.04 

0.02 

46.18 

0.02 

- 

0.02 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.002 

0.023 

0.001 

0.022 

0.017 

77.63 

Semi Critical 

Rewara Nayapura 

0817000302144300 

0.10 

0.00 

103,187.73 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.00 

3,830.61 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Sagaranari 

0817000302145700 

0.10 

0.19 

69.70 

0.23 

- 

0.23 

0.02 

0.18 

0.03 

- 

- 

- 

- 

- 

0.028 

0.253 

0.013 

0.241 

0.035 

14.73 

Safe 



0.10 

0.00 

8,574.56 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Sai 

0815000501988100 

0.10 

0.04 

1,902.71 

0.04 

- 

0.04 

0.01 

0.04 

0.01 

- 

- 

- 

- 

- 

0.005 

0.048 

0.002 

0.046 

0.035 

76.09 

Semi Critical 



0.10 

0.00 

10,295.35 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.007 

397.95 

Over Exploited 

Sarnon Ki Beri 

0817000302139300 

0.10 

0.35 

27.50 

0.42 

- 

0.42 

0.03 

0.26 

0.05 

- 

- 

- 

- 

- 

0.052 

0.474 

0.024 

0.450 

0.048 

10.55 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Shri Mohangarh 

081500050198670C 

12.964 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.775 

1.54 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

1.06 

0.58 

0.00 

0.024 

0.12 

0.23 


Simar Khiya 

0817000202117600 

22.756 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.146 

0.78 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 


Suraj Bera 

0817000302145900 

15.609 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.078 

0.62 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.08 

0.00 

0.009 

0.04 

0.09 





Saline 

Non-command 

Non-command 

Older Alluvium 

12.531 

0.62 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.63 

0.32 

0.00 

0.038 

0.18 

0.35 


Wagtaniyon Ki Dhani 

0817000302139500 

3.275 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.275 

0.64 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.08 

0.00 

0.010 

0.22 

0.44 

11008059 

Amrit Nagar 

0815000501989700 

24.179 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.617 

1.12 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.42 

0.26 

0.03 

0.000 

0.05 

0.08 







Non-command 

Vindhyan Sandstone 

15.696 

1.12 

0.030 

0.03 

0.00 

0.00 

0.00 

0.00 

0.56 

0.35 

0.11 

0.000 

0.17 

0.28 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

0.053 

1.12 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bagawas 

0817000302147300 

24.168 

Fresh 

Non-command 

Non-command 

Older Alluvium 

24.168 

1.31 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

2.55 

1.37 

0.00 

0.073 

0.23 

0.43 


Bagnawas 

0817000302152100 

8.228 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.744 

1.00 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.47 

0.27 

0.00 

0.017 

0.17 

0.30 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.485 

1.00 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.12 

0.00 

0.007 

0.08 

0.13 


Balau Jati 

0817000302153000 

20.361 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.248 

1.87 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

1.57 

0.95 

0.11 

0.031 

0.13 

0.22 


Balau Sansan 

0817000302152700 

13.965 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.798 

2.55 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

2.84 

1.67 

0.04 

0.042 

0.25 

0.43 


Balesar Satan 

0815000501989800 

29.097 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.666 

1.24 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.05 

0.000 

0.02 

0.02 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

0.609 

1.24 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.000 

0.01 

0.01 


Baniyawas 

0817000302152200 

13.440 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.440 

1.03 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.11 

0.62 

0.00 

0.040 

0.24 

0.43 


Barnama Charnan 

0817000302146900 

13.067 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.196 

0.57 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.48 

0.25 

0.00 

0.031 

0.18 

0.34 


Barnama Jageer 

0817000302147000 

31.829 

Fresh 

Non-command 

Non-command 

Older Alluvium 

31.829 

0.58 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

1.50 

0.78 

0.00 

0.096 

0.23 

0.44 


Bhandoo Charnan 

0815000501989500 

9.966 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.306 

1.69 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

1.08 

0.66 

0.07 

0.022 

0.17 

0.27 







Non-command 

Vindhyan Sandstone 

3.660 

1.69 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.39 

0.24 

0.05 

0.013 

0.10 

0.16 


Bhandoo Jati 

0815000501989600 

18.988 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.164 

2.08 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

1.93 

1.19 

0.04 

0.032 

0.13 

0.21 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.042 

2.08 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Birad Nagar 

0815000501987900 

3.704 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.523 

0.48 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.10 

0.02 

0.012 

0.24 

0.41 







Non-command 

Vindhyan Sandstone 

0.181 

0.48 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.01 

0.02 


Chainsingh Nagar 

0815000501987100 

3.644 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.618 

0.40 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.002 

0.04 

0.07 







Non-command 

Vindhyan Sandstone 

3.026 

0.40 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.02 

0.011 

0.21 

0.35 


Chak Charnan 

0817000302148300 

2.517 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.270 

1.33 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.00 

0.004 

0.12 

0.22 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.246 

1.33 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.07 

0.00 

0.004 

0.12 

0.21 


Chakder 

0815000501989400 

14.749 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.749 

3.69 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

5.46 

3.20 

0.01 

0.052 

0.25 

0.43 


Chiriyara 

0817000302145400 

13.398 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.223 

1.07 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.54 

0.27 

0.00 

0.019 

0.10 

0.20 







Non-command 

Rhyolite 

1.326 

1.07 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.004 

0.02 

0.04 


Dalpatnagar 

0815000501987200 

10.840 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.387 

1.24 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.01 

0.02 


Devigarh 

0815000501988800 

11.826 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.826 

0.85 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

1.01 

0.56 

0.00 

0.042 

0.24 

0.43 


Dheerpura 

0815000501981200 

25.293 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

21.996 

1.08 

0.030 

0.17 

0.01 

0.00 

0.00 

0.00 

0.87 

0.55 

0.67 

0.000 

0.23 

0.36 


Dhoondhali 

0817000302148500 

3.790 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.604 

0.96 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.11 

0.00 

0.008 

0.16 

0.30 







Non-command 

Rhyolite 

1.185 

0.96 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.004 

0.07 

0.13 


Doodabera 

0815000501990200 

16.299 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.001 

1.07 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dugarpura 

0815000501988300 

3.698 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.825 

0.72 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.00 

0.003 

0.05 

0.10 


Durgapura 

0817000302147200 

50.094 

Fresh 

Non-command 

Non-command 

Older Alluvium 

50.094 

0.87 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

3.54 

1.92 

0.00 

0.151 

0.24 

0.43 


Ekarli 

0817000302148100 

5.970 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.970 

1.65 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.80 

0.42 

0.00 

0.018 

0.23 

0.43 


Gangapura 

0817000302146800 

4.957 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.680 

0.59 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.002 

0.03 

0.06 


Gangawas 

0817000302153900 

29.195 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.057 

1.72 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.00 

0.003 

0.01 

0.02 


Gara 

0815000501985200 

15.548 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.436 

0.60 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.002 

0.01 

0.01 


Gumansinghpura 

0815000501986000 

20.400 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.014 

1.16 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Hanawant Nagar 

0815000501989000 

18.595 

Fresh 

Non-command 

Non-command 

Older Alluvium 

18.595 

1.02 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

1.93 

1.10 

0.02 

0.065 

0.24 

0.43 


Hanif Sagar 

0815000501988200 

5.913 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.871 

0.58 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.12 

0.00 

0.014 

0.15 

0.29 


Hemawas 

0815000501985900 

12.908 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.547 

1.50 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.002 

0.01 

0.02 


Hemsagar 

0815000501988500 

4.932 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.932 

0.53 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.27 

0.14 

0.01 

0.017 

0.23 

0.44 


Jatawas 

0815000501989100 

4.606 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.606 

0.63 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.30 

0.17 

0.01 

0.016 

0.25 

0.43 


Jawahar Nagar 

0815000501985100 

17.935 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

5.969 

0.79 

0.030 

0.05 

0.00 

0.00 

0.00 

0.00 

0.19 

0.12 

0.21 

0.000 

0.09 

0.14 


Kalawa Nada 

0817000302152800 

7.609 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.502 

1.05 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.002 

0.02 

0.03 


Kalawatsar 

0817000302152500 

7.156 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.153 

0.97 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.56 

0.33 

0.00 

0.022 

0.25 

0.43 


Kanawas 

0817000302144200 

2.682 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.092 

1.46 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.741 

1.46 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.10 

0.00 

0.005 

0.14 

0.29 


Kelankot 

0817000302147700 

12.540 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.540 

1.71 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.73 

0.89 

0.00 

0.038 

0.22 

0.44 


Ketoo Hema 

0815000501981300 

8.778 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

3.184 

1.14 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.07 

0.000 

0.10 

0.15 


Ketoo Manda 

0815000501981100 

23.387 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.823 

0.74 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.02 

0.000 

0.02 

0.03 


Khanora 

0817000302145600 

17.939 

Fresh 

Non-command 

Non-command 

Older Alluvium 

17.675 

0.71 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

1.02 

0.52 

0.00 

0.053 

0.22 

0.43 


Kharanada 

0817000302152600 

8.687 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.687 

1.31 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.92 

0.53 

0.00 

0.026 

0.25 

0.43 


Khardi 

0817000302145500 

6.286 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.351 

0.88 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.39 

0.20 

0.00 

0.016 

0.19 

0.37 


Khirjan Asha 

0815000501987300 

12.566 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

12.219 

1.08 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.82 

0.50 

0.06 

0.043 

0.25 

0.41 


Khirjan Bhoja 

0815000501987400 

8.293 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

8.293 

0.61 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.34 

0.21 

0.12 

0.029 

0.26 

0.42 


Khirjan Fatehsingh 

0815000501984900 

9.771 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

9.771 

0.72 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.43 

0.27 

0.01 

0.034 

0.26 

0.42 


Khirjan Khas 

0815000501985000 

11.903 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

6.580 

1.25 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.54 

0.33 

0.13 

0.023 

0.14 

0.23 


Khirjan Tibna 

0815000501987500 

9.373 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

9.373 

0.31 

0.060 

0.05 

0.00 

0.00 

0.00 

0.00 

0.22 

0.14 

0.14 

0.033 

0.26 

0.43 


Kui Jodha 

0815000501984800 

38.960 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

7.376 

1.22 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.29 

0.18 

0.10 

0.000 

0.05 

0.08 


Madpura 

0817000302147100 

14.919 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.919 

0.74 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.89 

0.47 

0.00 

0.045 

0.23 

0.44 


Mandli 

0817000302151800 

28.283 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.075 

1.47 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Shri Mohangarh 

0815000501986700 

0.10 

0.08 

591.41 

0.10 

- 

0.10 

0.02 

0.14 

0.01 

- 

- 

- 

- 

- 

0.013 

0.113 

0.006 

0.107 

0.024 

22.20 

Safe 

Simar Khiya 

0817000202117600 

0.05 

0.00 

33,734.00 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Suraj Bera 

0817000302145900 

0.10 

0.01 

475.24 

0.02 

- 

0.02 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.002 

0.018 

0.001 

0.017 

0.009 

53.87 

Safe 



0.10 

0.22 

43.42 

0.27 

- 

0.27 

0.03 

0.20 

0.03 

- 

- 

- 

- 

- 

0.033 

0.300 

0.015 

0.285 

0.038 

13.23 

Safe 

Wagtaniyon Ki Dhani 

0817000302139500 

0.10 

0.07 

15.54 

0.08 

- 

0.08 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.011 

0.094 

0.005 

0.090 

0.010 

11.01 

Safe 

Amrit Nagar 

0815000501989700 

0.10 

0.02 

1,020.44 

0.03 

- 

0.03 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.003 

0.032 

0.002 

0.030 

0.026 

86.84 

Semi Critical 



0.06 

0.16 

112.58 

0.20 

- 

0.20 

0.02 

0.20 

0.02 

- 

- 

- 

- 

- 

0.023 

0.219 

0.011 

0.208 

0.106 

51.05 

Safe 



0.06 

0.00 

60,013.39 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Bagawas 

0817000302147300 

0.10 

0.56 

143.10 

0.68 

0.00 

0.68 

0.04 

0.27 

0.08 

- 

- 

- 

0.007 

0.007 

0.092 

0.774 

0.039 

0.736 

0.073 

9.88 

Safe 

Bagnawas 

0817000302152100 

0.10 

0.10 

170.67 

0.12 

- 

0.12 

0.03 

0.20 

0.01 

- 

- 

- 

- 

- 

0.015 

0.135 

0.007 

0.128 

0.017 

13.46 

Safe 



0.10 

0.02 

512.45 

0.02 

- 

0.02 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.003 

0.025 

0.001 

0.024 

0.007 

31.11 

Safe 

Balau Jati 

0817000302153000 

0.10 

0.13 

607.19 

0.16 

- 

0.16 

0.02 

0.15 

0.02 

- 

- 

- 

- 

- 

0.019 

0.180 

0.009 

0.171 

0.145 

84.71 

Semi Critical 

Balau Sansan 

0817000302152700 

0.10 

0.35 

382.26 

0.41 

- 

0.41 

0.04 

0.29 

0.05 

- 

- 

- 

- 

- 

0.050 

0.465 

0.023 

0.442 

0.078 

17.55 

Safe 

Balesar Satan 

0815000501989800 

0.06 

0.00 

2,851.74 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.045 

392.19 

Over Exploited 



0.06 

0.00 

6,830.76 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.006 

2,270.01 

Over Exploited 

Baniyawas 

0817000302152200 

0.10 

0.32 

91.34 

0.39 

- 

0.39 

0.04 

0.28 

0.05 

- 

- 

- 

- 

- 

0.048 

0.438 

0.022 

0.416 

0.040 

9.72 

Safe 

Barnama Charnan 

0817000302146900 

0.10 

0.18 

36.94 

0.22 

- 

0.22 

0.03 

0.20 

0.03 

- 

- 

- 

- 

- 

0.027 

0.243 

0.012 

0.231 

0.031 

13.30 

Safe 

Barnama Jageer 

0817000302147000 

0.10 

0.73 

7.57 

0.78 

- 

0.78 

0.03 

0.26 

0.11 

- 

- 

- 

- 

- 

0.109 

0.892 

0.045 

0.848 

0.096 

11.30 

Safe 

Bhandoo Charnan 

0815000501989500 

0.10 

0.10 

534.03 

0.13 

- 

0.13 

0.02 

0.19 

0.01 

- 

- 

- 

- 

- 

0.015 

0.140 

0.007 

0.133 

0.087 

65.30 

Safe 



0.08 

0.03 

747.47 

0.03 

- 

0.03 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.004 

0.038 

0.002 

0.036 

0.061 

169.17 

Over Exploited 

Bhandoo Jati 

0815000501989600 

0.10 

0.12 

914.00 

0.14 

- 

0.14 

0.02 

0.15 

0.02 

- 

- 

- 

- 

- 

0.017 

0.157 

0.008 

0.149 

0.075 

50.41 

Safe 



0.10 

0.00 

218,212.51 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Birad Nagar 

0815000501987900 

0.10 

0.08 

25.57 

0.10 

- 

0.10 

0.03 

0.27 

0.01 

- 

- 

- 

- 

- 

0.012 

0.112 

0.006 

0.107 

0.034 

32.18 

Safe 



0.08 

0.00 

1,602.07 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Chainsingh Nagar 

0815000501987100 

0.10 

0.00 

461.24 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.003 

0.013 

390.48 

Over Exploited 



0.08 

0.05 

(2.37) 

0.05 

- 

0.05 

0.03 

0.24 

0.01 

- 

- 

- 

- 

- 

0.007 

0.057 

0.003 

0.054 

0.035 

64.16 

Safe 

Chak Charnan 

0817000302148300 

0.10 

0.02 

389.08 

0.02 

- 

0.02 

0.02 

0.14 

0.00 

- 

- 

- 

- 

- 

0.002 

0.021 

0.001 

0.020 

0.004 

19.22 

Safe 



0.10 

0.01 

398.74 

0.02 

- 

0.02 

0.02 

0.14 

0.00 

- 

- 

- 

- 

- 

0.002 

0.020 

0.001 

0.019 

0.004 

19.59 

Safe 

Chakder 

0815000501989400 

0.10 

0.37 

758.21 

0.45 

- 

0.45 

0.04 

0.29 

0.05 

- 

- 

- 

- 

- 

0.054 

0.502 

0.025 

0.477 

0.063 

13.16 

Safe 

Chiriyara 

0817000302145400 

0.10 

0.06 

108,572.59 

0.08 

- 

0.08 

0.02 

0.12 

0.01 

- 

- 

- 

- 

- 

0.009 

0.085 

0.004 

0.081 

0.019 

23.08 

Safe 



0.04 

0.00 

822.24 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.004 

268.60 

Over Exploited 

Dalpatnagar 

0815000501987200 

0.08 

0.00 

6,086.14 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

377.58 

Over Exploited 

Devigarh 

0815000501988800 

0.10 

0.28 

97.77 

0.34 

- 

0.34 

0.04 

0.27 

0.04 

- 

- 

- 

- 

- 

0.042 

0.381 

0.019 

0.362 

0.042 

11.46 

Safe 

Dheerpura 

0815000501981200 

0.06 

0.30 

82.69 

0.36 

0.01 

0.37 

0.03 

0.26 

0.04 

0.0200 

- 

- 

- 

0.020 

0.063 

0.436 

0.022 

0.415 

0.665 

160.40 

Over Exploited 

Dhoondhali 

0817000302148500 

0.10 

0.04 

159.75 

0.05 

- 

0.05 

0.02 

0.19 

0.01 

- 

- 

- 

- 

- 

0.006 

0.057 

0.003 

0.054 

0.008 

14.57 

Safe 



0.04 

0.00 

167.98 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.004 

0.004 

80.02 

Semi Critical 

Doodabera 

0815000501990200 

0.10 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Dugarpura 

0815000501988300 

0.10 

0.00 

641.57 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.005 

0.003 

53.32 

Safe 

Durgapura 

0817000302147200 

0.10 

1.18 

62.45 

1.42 

0.00 

1.42 

0.04 

0.27 

0.18 

- 

- 

- 

0.005 

0.005 

0.181 

1.605 

0.080 

1.525 

0.151 

9.88 

Safe 

Ekarli 

0817000302148100 

0.10 

0.14 

207.53 

0.16 

- 

0.16 

0.03 

0.26 

0.02 

- 

- 

- 

- 

- 

0.021 

0.185 

0.009 

0.176 

0.018 

10.22 

Safe 

Gangapura 

0817000302146800 

0.10 

0.00 

677.65 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.002 

75.64 

Semi Critical 

Gangawas 

0817000302153900 

0.10 

0.00 

8,776.96 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.003 

249.93 

Over Exploited 

Gara 

0815000501985200 

0.08 

0.00 

3,746.62 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

479.35 

Over Exploited 

Gumansinghpura 

0815000501986000 

0.10 

0.00 

379,501.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Hanawant Nagar 

0815000501989000 

0.10 

0.46 

140.95 

0.55 

- 

0.55 

0.04 

0.28 

0.07 

- 

- 

- 

- 

- 

0.067 

0.613 

0.031 

0.583 

0.087 

14.97 

Safe 

Hanif Sagar 

0815000501988200 

0.10 

0.06 

103.95 

0.07 

- 

0.07 

0.02 

0.17 

0.01 

- 

- 

- 

- 

- 

0.009 

0.079 

0.004 

0.075 

0.014 

18.17 

Safe 

Hemawas 

0815000501985900 

0.10 

0.00 

8,136.47 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

270.83 

Over Exploited 

Hemsagar 

0815000501988500 

0.10 

0.11 

25.91 

0.14 

- 

0.14 

0.03 

0.27 

0.02 

- 

- 

- 

- 

- 

0.017 

0.154 

0.008 

0.146 

0.028 

19.37 

Safe 

Jatawas 

0815000501989100 

0.10 

0.11 

52.39 

0.14 

- 

0.14 

0.04 

0.28 

0.02 

- 

- 

- 

- 

- 

0.017 

0.154 

0.008 

0.146 

0.027 

18.56 

Safe 

Jawahar Nagar 

0815000501985100 

0.06 

0.03 

289.82 

0.04 

- 

0.04 

0.01 

0.10 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.051 

0.003 

0.049 

0.207 

423.50 

Over Exploited 

Kalawa Nada 

0817000302152800 

0.10 

0.00 

2,842.59 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

136.69 

Over Exploited 

Kalawatsar 

0817000302152500 

0.10 

0.18 

82.38 

0.22 

0.00 

0.22 

0.04 

0.29 

0.03 

- 

- 

- 

0.003 

0.003 

0.029 

0.248 

0.012 

0.236 

0.022 

9.12 

Safe 

Kanawas 

0817000302144200 

0.10 

0.00 

7,632.02 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.02 

307.90 

0.03 

- 

0.03 

0.02 

0.16 

0.00 

- 

- 

- 

- 

- 

0.004 

0.033 

0.002 

0.032 

0.005 

16.53 

Safe 

Kelankot 

0817000302147700 

0.10 

0.28 

215.29 

0.34 

0.00 

0.34 

0.03 

0.26 

0.04 

- 

- 

- 

0.002 

0.002 

0.044 

0.384 

0.019 

0.365 

0.038 

10.35 

Safe 

Ketoo Hema 

0815000501981300 

0.06 

0.02 

346.17 

0.02 

- 

0.02 

0.01 

0.11 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.035 

0.002 

0.033 

0.066 

199.52 

Over Exploited 

Ketoo Manda 

0815000501981100 

0.06 

0.00 

1,349.12 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.024 

843.83 

Over Exploited 

Khanora 

0817000302145600 

0.10 

0.39 

33.31 

0.47 

- 

0.47 

0.03 

0.25 

0.06 

- 

- 

- 

- 

- 

0.058 

0.527 

0.026 

0.501 

0.053 

10.62 

Safe 

Kharanada 

0817000302152600 

0.10 

0.22 

144.87 

0.26 

- 

0.26 

0.04 

0.29 

0.03 

- 

- 

- 

- 

- 

0.032 

0.293 

0.015 

0.278 

0.026 

9.39 

Safe 

Khardi 

0817000302145500 

0.10 

0.10 

93.68 

0.12 

- 

0.12 

0.03 

0.22 

0.02 

- 

- 

- 

- 

- 

0.015 

0.137 

0.007 

0.130 

0.016 

12.41 

Safe 

Khirjan Asha 

0815000501987300 

0.08 

0.24 

104.93 

0.29 

- 

0.29 

0.04 

0.28 

0.04 

- 

- 

- 

- 

- 

0.035 

0.327 

0.016 

0.311 

0.101 

32.47 

Safe 

Khirjan Bhoja 

0815000501987400 

0.08 

0.17 

22.06 

0.21 

- 

0.21 

0.04 

0.30 

0.02 

- 

- 

- 

- 

- 

0.025 

0.232 

0.012 

0.221 

0.147 

66.68 

Safe 

Khirjan Fatehsingh 

0815000501984900 

0.08 

0.21 

30.94 

0.25 

- 

0.25 

0.04 

0.30 

0.03 

- 

- 

- 

- 

- 

0.029 

0.276 

0.014 

0.262 

0.044 

16.89 

Safe 

Khirjan Khas 

0815000501985000 

0.08 

0.08 

338.84 

0.09 

- 

0.09 

0.02 

0.16 

0.01 

- 

- 

- 

- 

- 

0.011 

0.101 

0.005 

0.096 

0.150 

156.44 

Over Exploited 

Khirjan Tibna 

0815000501987500 

0.08 

0.19 

(29.69) 

0.15 

- 

0.15 

0.04 

0.29 

0.03 

0.0100 

- 

- 

- 

0.010 

0.038 

0.191 

0.010 

0.182 

0.175 

96.16 

Critical 

Kui Jodha 

0815000501984800 

0.06 

0.02 

716.59 

0.03 

- 

0.03 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.040 

0.002 

0.038 

0.098 

257.35 

Over Exploited 

Madpura 

0817000302147100 

0.10 

0.34 

36.42 

0.41 

- 

0.41 

0.03 

0.27 

0.05 

- 

- 

- 

- 

- 

0.052 

0.465 

0.023 

0.441 

0.045 

10.17 

Safe 

Mandli 

0817000302151800 

0.10 

0.00 

103,363.67 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 





Saline 

Non-command 

Non-command 

Older Alluvium 

18.477 

1.47 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

2.19 

1.26 

0.00 

0.056 

0.16 

0.28 


Meerpura 

0815000501988400 

1.976 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.323 

0.57 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.00 

0.005 

0.15 

0.29 


Meghawas 

0817000302151900 

12.204 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.253 

1.21 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.00 

0.56 

0.00 

0.031 

0.20 

0.36 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.951 

1.21 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.11 

0.00 

0.006 

0.04 

0.07 


Mohanpura 

0817000302148400 

5.852 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.852 

1.11 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.53 

0.29 

0.00 

0.018 

0.24 

0.43 


Naharsingh Nagar 

0815000501987000 

21.017 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.706 

0.73 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.16 

0.00 

0.013 

0.04 

0.07 







Non-command 

Vindhyan Sandstone 

1.445 

0.73 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.005 

0.02 

0.03 


Nathasar 

0815000501987800 

4.915 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.278 

0.58 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.15 

0.02 

0.015 

0.22 

0.37 


Nawora Bera 

0817000302146700 

18.959 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.007 

0.70 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nerli 

0817000302148200 

12.327 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.327 

1.34 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

1.38 

0.74 

0.19 

0.037 

0.23 

0.43 


Newai 

0817000302143800 

16.148 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.723 

1.19 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.03 

0.00 

0.002 

0.01 

0.02 


Newri 

0817000302151600 

30.580 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.011 

0.60 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.13 

0.00 

0.015 

0.04 

0.07 







Non-command 

Rhyolite 

1.485 

0.60 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.004 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.174 

0.60 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.00 

0.00 


Patasar 

0817000302152300 

27.797 

Fresh 

Non-command 

Non-command 

Older Alluvium 

27.797 

0.99 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

2.23 

1.27 

0.00 

0.084 

0.25 

0.43 


Rajeshwar Nagar 

0817000302148000 

7.629 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.387 

1.78 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.10 

0.00 

0.004 

0.04 

0.08 





Saline 

Non-command 

Non-command 

Older Alluvium 

5.939 

1.78 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.86 

0.43 

0.00 

0.018 

0.17 

0.34 


Rajpura 

0817000302147900 

14.845 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.300 

1.49 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.14 

0.00 

0.007 

0.03 

0.07 







Non-command 

Rhyolite 

6.803 

1.49 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.08 

0.00 

0.020 

0.10 

0.20 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.028 

1.49 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ramgarh 

0815000501986800 

10.678 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.244 

1.41 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.858 

1.41 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.54 

0.30 

0.00 

0.014 

0.09 

0.16 


Ramnagar 

0815000501986900 

9.557 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.820 

0.94 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.10 

0.00 

0.006 

0.05 

0.08 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.898 

0.94 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.003 

0.02 

0.04 


Rewara Asiyan 

0817000302143900 

4.949 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.623 

1.49 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.15 

0.00 

0.008 

0.12 

0.23 


Rewara Barthan 

0817000302144100 

4.533 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.227 

1.67 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.21 

0.01 

0.010 

0.16 

0.31 


Rewara Jetmalan 

0817000302148900 

9.665 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.867 

1.30 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.00 

0.003 

0.02 

0.04 


Rewara Maiya 

0817000302144400 

6.051 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.487 

1.17 

0.080 

0.00 

0.00 

0.00 

0.00 

0.01 

0.04 

0.02 

0.00 

0.001 

0.02 

0.04 


Rewara Sandaycha 

0817000302144000 

4.095 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.983 

1.52 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.48 

0.24 

0.00 

0.012 

0.21 

0.43 


Rewara Sodha 

0817000302144500 

3.326 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.447 

1.16 

0.080 

0.00 

0.00 

0.00 

0.00 

0.01 

0.03 

0.01 

0.00 

0.001 

0.03 

0.06 


Rorwa Khurd 

0817000302153300 

15.770 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.300 

1.14 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.13 

0.00 

0.007 

0.04 

0.06 


Sabarsar 

0815000501988700 

3.178 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.178 

0.51 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.09 

0.01 

0.011 

0.23 

0.44 


Sagaranari 

0817000302145700 

16.443 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.441 

0.66 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.12 

0.00 

0.013 

0.06 

0.12 


Sai 

0815000501988100 

65.053 

Fresh 

Non-command 

Non-command 

Older Alluvium 

51.852 

1.32 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

6.92 

3.74 

0.03 

0.182 

0.19 

0.35 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.328 

1.32 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.09 

0.00 

0.005 

0.00 

0.01 


Sathuni Charnan 

0817000302147500 

10.177 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.177 

1.06 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.87 

0.45 

0.00 

0.031 

0.22 

0.44 


Sathuni Purohitan 

0817000302147600 

10.276 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.276 

1.09 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.90 

0.47 

0.00 

0.031 

0.23 

0.44 


Shergarh 

0815000501988000 

40.905 

Fresh 

Non-command 

Non-command 

Older Alluvium 

32.897 

0.83 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

2.80 

1.58 

0.08 

0.115 

0.19 

0.34 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.269 

0.83 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.11 

0.00 

0.008 

0.01 

0.02 


Shri Khetsingh Nag 

0815000501988600 

0.812 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.812 

0.52 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.003 

0.23 

0.44 


Shri Mohangarh 

0815000501986700 

12.964 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.207 

1.54 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.00 

0.01 


Simarkhiya 

0817000302147400 

27.717 

Fresh 

Non-command 

Non-command 

Older Alluvium 

27.717 

1.09 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

2.45 

1.31 

0.00 

0.083 

0.23 

0.44 


Siyanda 

0815000501989200 

60.302 

Fresh 

Non-command 

Non-command 

Older Alluvium 

51.009 

2.04 

0.100 

0.11 

0.00 

0.00 

0.00 

0.00 

10.53 

6.25 

0.21 

0.179 

0.22 

0.36 







Non-command 

Vindhyan Sandstone 

9.293 

2.04 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

1.16 

0.69 

0.05 

0.033 

0.04 

0.07 


Sohangarh 

0815000501988900 

22.938 

Fresh 

Non-command 

Non-command 

Older Alluvium 

22.938 

1.06 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

2.47 

1.36 

0.02 

0.080 

0.24 

0.43 


Sointara 

0815000501989300 

43.409 

Fresh 

Non-command 

Non-command 

Older Alluvium 

43.409 

1.07 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

4.70 

2.65 

0.00 

0.152 

0.24 

0.43 


Tena 

0815000501987700 

8.283 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.328 

0.43 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.24 

0.14 

0.19 

0.015 

0.13 

0.22 







Non-command 

Vindhyan Sandstone 

3.955 

0.43 

0.060 

0.05 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.19 

0.014 

0.12 

0.20 


Thob 

0817000302147800 

77.241 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.999 

1.73 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.95 

1.00 

0.00 

0.042 

0.04 

0.08 







Non-command 

Rhyolite 

45.509 

1.73 

0.015 

0.05 

0.00 

0.00 

0.00 

0.00 

1.23 

0.63 

0.03 

0.137 

0.13 

0.26 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.193 

1.73 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.09 

0.00 

0.004 

0.00 

0.01 


Thoombli 

0817000302152400 

6.454 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.306 

0.86 

0.080 

0.04 

0.01 

0.00 

0.00 

0.00 

0.47 

0.27 

0.15 

0.019 

0.25 

0.42 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.005 

0.86 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Tibaniya 

0817000302152000 

6.544 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.397 

1.11 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.001 

0.02 

0.03 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.441 

1.11 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.18 

0.00 

0.010 

0.13 

0.23 


Timbari 

0815000501987600 

7.246 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.830 

0.44 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.00 

0.010 

0.10 

0.17 







Non-command 

Vindhyan Sandstone 

4.416 

0.44 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.07 

0.01 

0.015 

0.15 

0.26 


Tirsingri Sodha 

0817000302148600 

29.196 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.468 

0.97 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.10 

0.00 

0.007 

0.02 

0.04 







Non-command 

Rhyolite 

14.716 

0.97 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.24 

0.13 

0.01 

0.044 

0.12 

0.22 


Tisingri Chauhanan 

0817000302148700 

10.333 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.147 

0.35 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 







Non-command 

Rhyolite 

2.784 

0.35 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.008 

0.06 

0.12 

11008060 

Antan 

0820000402427300 

13.762 

Saline 

Non-command 

Non-command 

Older Alluvium 

13.762 

0.96 

0.060 

0.01 

0.00 

0.00 

0.00 

0.02 

0.78 

0.62 

0.00 

0.035 

0.31 

0.39 


Bala 

0815000702012500 

23.997 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.104 

-0.14 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.013 

0.05 

0.04 





Saline 

Non-command 

Non-command 

Older Alluvium 

8.612 

-0.14 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.037 

0.13 

0.12 


Band Jaswantsagar 

0815000702010700 

11.526 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

2.695 

0.31 

0.080 

0.18 

0.03 

0.00 

0.00 

0.09 

0.12 

0.14 

0.69 

0.012 

0.08 

0.07 






Jaswant Sagar 

Command 

Bilara Limestone 

0.040 

0.31 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Baniyawas 

0815000602004600 

5.071 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.071 

0.87 

0.080 

0.01 

0.00 

0.00 

0.00 

0.01 

0.36 

0.28 

0.00 

0.017 

0.31 

0.40 


Banjara 

0815000702010100 

10.424 

Fresh 

Non-command 

Non-command 

Jalore Granite 

2.206 

2.35 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.12 

0.09 

0.009 

0.08 

0.07 





Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.10 

0.30 

223.32 

0.36 

- 

0.36 

0.02 

0.19 

0.04 

- 

- 

- 

- 

- 

0.045 

0.403 

0.020 

0.383 

0.056 

14.53 

Safe 

Meerpura 

0815000501988400 

0.10 

0.02 

94.45 

0.02 

- 

0.02 

0.02 

0.18 

0.00 

- 

- 

- 

- 

- 

0.003 

0.027 

0.001 

0.026 

0.005 

17.86 

Safe 

Meghawas 

0817000302151900 

0.10 

0.21 

170.36 

0.25 

- 

0.25 

0.03 

0.23 

0.03 

- 

- 

- 

- 

- 

0.031 

0.282 

0.014 

0.268 

0.031 

11.53 

Safe 



0.10 

0.01 

1,307.26 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.010 

0.006 

60.57 

Safe 

Mohanpura 

0817000302148400 

0.10 

0.14 

110.00 

0.17 

0.00 

0.17 

0.04 

0.27 

0.02 

- 

- 

- 

0.001 

0.002 

0.023 

0.190 

0.010 

0.181 

0.018 

9.74 

Safe 

Naharsingh Nagar 

0815000501987000 

0.10 

0.02 

872.73 

0.02 

- 

0.02 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.002 

0.022 

0.001 

0.021 

0.013 

62.31 

Safe 



0.08 

0.00 

1,770.00 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.005 

199.76 

Over Exploited 

Nathasar 

0815000501987800 

0.10 

0.09 

62.28 

0.11 

- 

0.11 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.014 

0.124 

0.006 

0.118 

0.037 

31.35 

Safe 

Nawora Bera 

0817000302146700 

0.10 

0.00 

311,228.16 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nerli 

0817000302148200 

0.10 

0.29 

157.91 

0.34 

0.00 

0.35 

0.04 

0.27 

0.04 

0.0100 

- 

- 

0.002 

0.012 

0.056 

0.402 

0.020 

0.382 

0.223 

58.46 

Safe 

Newai 

0817000302143800 

0.10 

0.00 

4,703.42 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

241.38 

Over Exploited 

Newri 

0817000302151600 

0.10 

0.02 

585.89 

0.02 

- 

0.02 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.003 

0.026 

0.001 

0.025 

0.015 

60.18 

Safe 



0.04 

0.00 

980.93 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.004 

507.55 

Over Exploited 



0.10 

0.00 

19,469.19 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Patasar 

0817000302152300 

0.10 

0.68 

85.77 

0.82 

0.00 

0.82 

0.04 

0.28 

0.10 

- 

- 

- 

0.002 

0.002 

0.103 

0.924 

0.046 

0.878 

0.084 

9.53 

Safe 

Rajeshwar Nagar 

0817000302148000 

0.10 

0.01 

1,686.05 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.004 

58.61 

Safe 



0.10 

0.10 

322.14 

0.12 

- 

0.12 

0.03 

0.20 

0.02 

- 

- 

- 

- 

- 

0.015 

0.137 

0.007 

0.131 

0.018 

13.68 

Safe 

Rajpura 

0817000302147900 

0.10 

0.01 

1,653.41 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.010 

0.007 

69.00 

Safe 



0.04 

0.03 

196.00 

0.03 

- 

0.03 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.004 

0.037 

0.002 

0.035 

0.020 

58.31 

Safe 



0.10 

0.00 

150,670.62 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ramgarh 

0815000501986800 

0.10 

0.00 

14,252.26 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.10 

0.03 

807.34 

0.04 

- 

0.04 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.005 

0.045 

0.002 

0.043 

0.014 

31.69 

Safe 

Ramnagar 

0815000501986900 

0.10 

0.01 

1,052.07 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.011 

0.006 

59.21 

Safe 



0.10 

0.00 

2,235.56 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.003 

120.10 

Over Exploited 

Rewara Asiyan 

0817000302143900 

0.10 

0.03 

408.53 

0.04 

0.00 

0.04 

0.02 

0.13 

0.00 

- 

- 

- 

0.002 

0.002 

0.007 

0.044 

0.002 

0.042 

0.008 

18.71 

Safe 

Rewara Barthan 

0817000302144100 

0.10 

0.05 

325.47 

0.06 

0.00 

0.06 

0.02 

0.18 

0.01 

- 

- 

- 

0.001 

0.001 

0.009 

0.070 

0.003 

0.066 

0.017 

25.15 

Safe 

Rewara Jetmalan 

0817000302148900 

0.10 

0.00 

2,549.08 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.003 

117.71 

Over Exploited 

Rewara Maiya 

0817000302144400 

0.10 

0.00 

2,196.96 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

0.009 

0.009 

0.009 

0.016 

0.001 

0.015 

0.001 

9.57 

Safe 

Rewara Sandaycha 

0817000302144000 

0.10 

0.08 

182.78 

0.10 

0.00 

0.10 

0.03 

0.24 

0.01 

- 

- 

- 

0.003 

0.004 

0.016 

0.120 

0.006 

0.114 

0.012 

10.51 

Safe 

Rewara Sodha 

0817000302144500 

0.10 

0.00 

959.54 

0.00 

0.01 

0.02 

0.00 

0.03 

0.00 

- 

- 

- 

0.020 

0.020 

0.021 

0.036 

0.002 

0.034 

0.001 

3.96 

Safe 

Rorwa Khurd 

0817000302153300 

0.10 

0.01 

1,346.11 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.012 

0.001 

0.011 

0.007 

62.36 

Safe 

Sabarsar 

0815000501988700 

0.10 

0.07 

25.68 

0.09 

- 

0.09 

0.03 

0.27 

0.01 

- 

- 

- 

- 

- 

0.011 

0.100 

0.005 

0.095 

0.022 

23.23 

Safe 

Sagaranari 

0817000302145700 

0.10 

0.03 

342.92 

0.03 

- 

0.03 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.004 

0.036 

0.002 

0.034 

0.013 

39.05 

Safe 

Sai 

0815000501988100 

0.10 

0.97 

285.87 

1.16 

- 

1.16 

0.03 

0.22 

0.15 

- 

- 

- 

- 

- 

0.146 

1.310 

0.065 

1.244 

0.211 

16.95 

Safe 



0.10 

0.00 

14,816.59 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.005 

571.08 

Over Exploited 

Sathuni Charnan 

0817000302147500 

0.10 

0.23 

95.57 

0.27 

- 

0.27 

0.03 

0.26 

0.03 

- 

- 

- 

- 

- 

0.034 

0.308 

0.015 

0.293 

0.031 

10.46 

Safe 

Sathuni Purohitan 

0817000302147600 

0.10 

0.23 

101.35 

0.28 

0.00 

0.28 

0.03 

0.26 

0.03 

- 

- 

- 

0.001 

0.001 

0.036 

0.317 

0.016 

0.301 

0.031 

10.27 

Safe 

Shergarh 

0815000501988000 

0.10 

0.64 

147.11 

0.77 

- 

0.77 

0.03 

0.22 

0.10 

- 

- 

- 

- 

- 

0.095 

0.865 

0.043 

0.821 

0.191 

23.31 

Safe 



0.10 

0.00 

3,405.14 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.008 

203.78 

Over Exploited 

Shri Khetsingh Nag 

0815000501988600 

0.10 

0.02 

19.20 

0.02 

- 

0.02 

0.03 

0.27 

0.00 

- 

- 

- 

- 

- 

0.003 

0.025 

0.001 

0.024 

0.003 

11.84 

Safe 

Shri Mohangarh 

0815000501986700 

0.10 

0.00 

22,254.98 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Simarkhiya 

0817000302147400 

0.10 

0.64 

103.43 

0.77 

0.00 

0.77 

0.03 

0.27 

0.10 

- 

- 

- 

0.002 

0.002 

0.099 

0.872 

0.044 

0.829 

0.083 

10.06 

Safe 

Siyanda 

0815000501989200 

0.10 

1.10 

467.91 

1.32 

- 

1.32 

0.03 

0.25 

0.16 

0.0100 

- 

- 

- 

0.010 

0.169 

1.489 

0.074 

1.414 

0.384 

27.15 

Safe 



0.08 

0.03 

2,254.17 

0.04 

- 

0.04 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.004 

0.039 

0.002 

0.037 

0.081 

216.14 

Over Exploited 

Sohangarh 

0815000501988900 

0.10 

0.55 

148.86 

0.66 

- 

0.66 

0.04 

0.27 

0.08 

- 

- 

- 

- 

- 

0.082 

0.740 

0.037 

0.703 

0.102 

14.59 

Safe 

Sointara 

0815000501989300 

0.10 

1.06 

150.03 

1.27 

- 

1.27 

0.04 

0.28 

0.16 

- 

- 

- 

- 

- 

0.156 

1.428 

0.071 

1.356 

0.152 

11.23 

Safe 

Tena 

0815000501987700 

0.10 

0.06 

144.64 

0.07 

- 

0.07 

0.02 

0.15 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.086 

0.004 

0.082 

0.209 

255.68 

Over Exploited 



0.08 

0.04 

135.90 

0.05 

- 

0.05 

0.02 

0.14 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.061 

0.003 

0.058 

0.206 

356.08 

Over Exploited 

Thob 

0817000302147800 

0.10 

0.06 

1,659.81 

0.07 

- 

0.07 

0.01 

0.05 

0.01 

- 

- 

- 

- 

- 

0.009 

0.077 

0.004 

0.073 

0.042 

57.67 

Safe 



0.04 

0.24 

938,880.98 

0.29 

- 

0.29 

0.02 

0.15 

0.04 

- 

- 

- 

- 

- 

0.036 

0.324 

0.016 

0.308 

0.165 

53.60 

Safe 



0.10 

0.00 

20,444.39 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.004 

676.55 

Over Exploited 

Thoombli 

0817000302152400 

0.10 

0.16 

75.22 

0.19 

0.01 

0.20 

0.04 

0.28 

0.02 

0.0200 

- 

- 

- 

0.020 

0.043 

0.239 

0.012 

0.227 

0.169 

74.31 

Semi Critical 



0.10 

0.00 

232,568.97 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Tibaniya 

0817000302152000 

0.10 

0.00 

3,286.72 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

152.19 

Over Exploited 



0.10 

0.05 

292.33 

0.06 

- 

0.06 

0.02 

0.15 

0.01 

- 

- 

- 

- 

- 

0.007 

0.062 

0.003 

0.059 

0.010 

17.57 

Safe 

Timbari 

0815000501987600 

0.10 

0.03 

163.90 

0.03 

- 

0.03 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.004 

0.037 

0.002 

0.036 

0.010 

27.89 

Safe 



0.08 

0.05 

37.66 

0.07 

- 

0.07 

0.02 

0.18 

0.01 

- 

- 

- 

- 

- 

0.008 

0.073 

0.004 

0.069 

0.025 

36.75 

Safe 

Tirsingri Sodha 

0817000302148600 

0.10 

0.00 

2,044.01 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.006 

0.007 

119.70 

Over Exploited 



0.04 

0.07 

84.18 

0.08 

- 

0.08 

0.02 

0.13 

0.01 

- 

- 

- 

- 

- 

0.010 

0.093 

0.005 

0.088 

0.058 

66.07 

Safe 

Tisingri Chauhanan 

0817000302148700 

0.10 

0.00 

4,495.47 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.01 

14.84 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.009 

0.008 

98.40 

Critical 

Antan 

0820000402427300 

0.07 

0.30 

106.46 

0.36 

0.02 

0.38 

0.03 

0.34 

- 

- 

- 

- 

0.027 

0.027 

0.027 

0.406 

0.020 

0.385 

0.035 

9.05 

Safe 

Bala 

0815000702012500 

0.10 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.013 

0.021 

164.89 

Over Exploited 



0.10 

0.11 

- 

0.11 

- 

0.11 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.111 

0.011 

0.100 

0.055 

55.22 

Safe 

Band Jaswantsagar 

0815000702010700 

0.08 

0.02 

668.97 

0.02 

0.12 

0.15 

0.01 

0.09 

- 

0.0800 

- 

- 

0.140 

0.221 

0.221 

0.366 

0.018 

0.348 

0.702 

201.76 

Over Exploited 



0.08 

0.00 

27,715.04 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Baniyawas 

0815000602004600 

0.10 

0.16 

75.30 

0.19 

0.01 

0.20 

0.03 

0.34 

- 

- 

- 

- 

0.010 

0.010 

0.010 

0.207 

0.010 

0.197 

0.017 

8.89 

Safe 

Banjara 

0815000702010100 

0.07 

0.01 

939.79 

0.01 

0.00 

0.01 

0.01 

0.08 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.025 

0.001 

0.023 

0.100 

430.62 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Older Alluvium 

1.830 

2.35 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.45 

0.51 

0.08 

0.008 

0.06 

0.06 


Bari Kalan 

0815000702013200 

5.139 

Fresh 

Jaswant Sagar 

Command 

Bilara Limestone 

0.821 

0.29 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.11 

0.004 

0.06 

0.05 







Command 

Older Alluvium 

4.318 

0.29 

0.100 

0.07 

0.01 

0.00 

0.00 

0.00 

0.18 

0.22 

0.25 

0.019 

0.31 

0.26 


Bari Khurd 

0815000702013100 

6.706 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.004 

0.52 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Older Alluvium 

0.003 

0.52 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Jaswant Sagar 

Command 

Bilara Limestone 

3.627 

0.52 

0.080 

0.19 

0.03 

0.00 

0.00 

0.00 

0.31 

0.38 

0.76 

0.016 

0.20 

0.17 







Command 

Older Alluvium 

3.071 

0.52 

0.100 

0.08 

0.01 

0.00 

0.00 

0.00 

0.23 

0.28 

0.30 

0.013 

0.17 

0.14 


Basni Charna 

0815000401969000 

3.935 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.220 

0.49 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.02 


Basni Nikooban 

0815000401965700 

3.123 

Saline 

Non-command 

Non-command 

Jalore Granite 

0.445 

0.86 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.002 

0.04 

0.06 


Bawarla 

0815000401967700 

23.360 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.328 

0.94 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 


Beejasani 

0815000702013300 

7.040 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

1.076 

0.58 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.05 

0.005 

0.06 

0.05 






Jaswant Sagar 

Command 

Bilara Limestone 

1.339 

0.58 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.07 

0.006 

0.07 

0.06 


Beenj Wariya 

0815000702013700 

14.795 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

5.288 

5.80 

0.080 

0.10 

0.00 

0.00 

0.00 

0.00 

2.55 

3.03 

0.38 

0.023 

0.13 

0.11 


Bhagtasani 

0815000602003600 

8.900 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.900 

0.80 

0.080 

0.01 

0.00 

0.00 

0.00 

0.01 

0.58 

0.42 

0.00 

0.031 

0.31 

0.43 


Bhaniya 

0820000302410900 

11.910 

Saline 

Non-command 

Non-command 

Older Alluvium 

11.678 

0.82 

0.100 

0.01 

0.00 

0.00 

0.00 

0.01 

0.95 

0.81 

0.00 

0.032 

0.31 

0.36 


Bhatinda 

0815000401970300 

39.719 

Saline 

Non-command 

Non-command 

Older Alluvium 

34.666 

1.15 

0.080 

0.04 

0.00 

0.00 

0.00 

0.02 

3.21 

2.61 

0.00 

0.120 

0.27 

0.33 







Non-command 

Younger Alluvium 

0.050 

1.15 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Bhaton Ki Dhani 

0815000401968500 

26.169 

Fresh 

Non-command 

Non-command 

Jalore Granite 

4.705 

2.00 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.13 

0.00 

0.017 

0.06 

0.07 







Non-command 

Older Alluvium 

1.906 

2.00 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.26 

0.00 

0.007 

0.02 

0.03 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.067 

2.00 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Bhavi 

0815000702011000 

57.665 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.647 

1.19 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.003 

0.00 

0.00 







Non-command 

Older Alluvium 

9.410 

1.19 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

1.15 

1.34 

0.09 

0.040 

0.06 

0.05 






Jaswant Sagar 

Command 

Older Alluvium 

3.606 

1.19 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.44 

0.51 

0.03 

0.015 

0.02 

0.02 





Saline 

Non-command 

Non-command 

Jalore Granite 

13.874 

1.19 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.29 

0.33 

0.07 

0.060 

0.09 

0.08 







Non-command 

Older Alluvium 

19.314 

1.19 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

2.35 

2.74 

0.13 

0.083 

0.12 

0.11 


Bhooriya Sani 

0820000402427600 

10.105 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.069 

1.14 

0.080 

0.00 

0.00 

0.00 

0.00 

0.02 

0.08 

0.06 

0.00 

0.003 

0.03 

0.04 


Bilara (M) 

0815000741504000 

99.879 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

11.804 

1.87 

0.080 

1.29 

0.17 

0.00 

0.00 

0.00 

2.89 

3.57 

4.48 

0.520 

0.04 

0.04 







Non-command 

Older Alluvium 

0.392 

1.87 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.12 

0.07 

0.017 

0.00 

0.00 






Jaswant Sagar 

Command 

Bilara Limestone 

17.712 

1.87 

0.080 

1.94 

0.25 

0.00 

0.00 

0.02 

4.32 

5.34 

6.74 

0.781 

0.07 

0.05 







Command 

Older Alluvium 

0.172 

1.87 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.03 

0.008 

0.00 

0.00 


Birami 

0815000401969100 

10.633 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.045 

0.51 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.12 

0.00 

0.014 

0.12 

0.15 


Birasani 

0815000602003500 

5.475 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.475 

1.05 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.47 

0.33 

0.00 

0.019 

0.31 

0.44 


Birawas 

0815000702010900 

20.922 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.957 

2.33 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.01 

0.004 

0.02 

0.01 







Non-command 

Older Alluvium 

4.160 

2.33 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

1.00 

1.14 

0.09 

0.018 

0.07 

0.06 


Birdawas 

0815000401969500 

7.475 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.196 

0.75 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.00 

0.004 

0.05 

0.06 


Bisalpur 

0815000401968600 

28.277 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.005 

1.25 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Older Alluvium 

0.001 

1.25 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chandelao 

0815000702008600 

22.908 

Fresh 

Non-command 

Non-command 

Jalore Granite 

4.687 

3.15 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.21 

0.01 

0.020 

0.07 

0.07 







Non-command 

Older Alluvium 

1.110 

3.15 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.32 

0.01 

0.005 

0.02 

0.02 





Saline 

Non-command 

Non-command 

Jalore Granite 

2.353 

3.15 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.01 

0.010 

0.03 

0.04 


Chawaron Ki Dhani 

0815000601995000 

11.098 

Fresh 

Non-command 

Non-command 

Rhyolite 

1.691 

1.24 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.006 

0.05 

0.07 


Deoliya 

0815000401967800 

7.299 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.530 

0.97 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.02 

0.03 





Saline 

Non-command 

Non-command 

Jalore Granite 

0.017 

0.97 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dhandhiya 

0815000602002400 

23.772 

Saline 

Non-command 

Non-command 

Older Alluvium 

19.018 

1.00 

0.080 

0.02 

0.00 

0.00 

0.00 

0.01 

1.53 

1.20 

0.01 

0.066 

0.25 

0.32 


Dhigana 

0815000602004200 

8.812 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.812 

1.36 

0.080 

0.01 

0.00 

0.00 

0.00 

0.01 

0.96 

0.72 

0.00 

0.030 

0.31 

0.42 


Doli Kakani 

0815000602002800 

6.777 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.777 

1.70 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.93 

0.73 

0.00 

0.023 

0.31 

0.40 


Doliya 

0815000401968100 

22.208 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.840 

0.82 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.003 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Jalore Granite 

1.210 

0.82 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.004 

0.02 

0.02 


Feench 

0815000602000000 

35.201 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.335 

3.12 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.24 

0.00 

0.005 

0.01 

0.02 


Goliya 

0815000401969300 

13.251 

Saline 

Non-command 

Non-command 

Older Alluvium 

13.247 

1.20 

0.080 

0.02 

0.00 

0.00 

0.00 

0.01 

1.29 

1.06 

0.00 

0.046 

0.31 

0.38 


Goojrawas 

0815000702012800 

12.512 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.991 

-0.26 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.009 

0.06 

0.05 






Jaswant Sagar 

Command 

Older Alluvium 

2.336 

-0.26 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.010 

0.07 

0.06 





Saline 

Jaswant Sagar 

Command 

Older Alluvium 

0.208 

-0.26 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Gujrawas Kalan 

0815000602003900 

14.493 

Saline 

Non-command 

Non-command 

Older Alluvium 

13.666 

0.51 

0.080 

0.02 

0.00 

0.00 

0.00 

0.01 

0.57 

0.45 

0.00 

0.047 

0.29 

0.37 


Gura Vishnoiyan 

0815000602003300 

49.057 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.373 

1.41 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.19 

0.00 

0.008 

0.02 

0.02 







Non-command 

Rhyolite 

0.353 

1.41 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

33.083 

1.41 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

3.77 

2.65 

0.00 

0.114 

0.21 

0.30 







Non-command 

Rhyolite 

1.689 

1.41 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.006 

0.01 

0.02 


Holpur Kalan 

0815000702011900 

16.358 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.973 

0.53 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.21 

0.01 

0.017 

0.08 

0.09 


Hoongaon Kalan 

0815000702011800 

12.306 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.422 

0.98 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.46 

0.40 

0.04 

0.019 

0.11 

0.13 


Hoongaon Khurd 

0815000702011700 

3.469 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.065 

0.96 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.357 

0.96 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.33 

0.29 

0.02 

0.014 

0.31 

0.35 


Jajanwas 

0820000102393300 

8.669 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.304 

8.78 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.22 

0.04 

0.001 

0.01 

0.01 


Jaleli Champawatan 

0815000401968000 

14.611 

Saline 

Non-command 

Non-command 

Jalore Granite 

5.636 

0.51 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.00 

0.021 

0.12 

0.17 


Jaleli Faujdaran 

0815000401967900 

8.219 

Saline 

Non-command 

Non-command 

Jalore Granite 

7.594 

0.64 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.00 

0.028 

0.29 

0.42 


Jambanagar 

0815000702009000 

6.997 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.506 

0.48 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.13 

0.00 

0.011 

0.13 

0.12 





Saline 

Non-command 

Non-command 

Older Alluvium 

4.491 

0.48 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.25 

0.00 

0.019 

0.23 

0.21 


Jaswantpura 

0815000702010800 

3.510 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.214 

1.29 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.06 

0.001 

0.02 

0.02 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.10 

0.01 

4,313.35 

0.01 

0.00 

0.02 

0.01 

0.07 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.027 

0.001 

0.025 

0.091 

357.07 

Over Exploited 

Bari Kalan 

081500070201320C 

0.08 

0.00 

1,422.82 

0.00 

- 

0.00 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.014 

0.112 

798.80 

Over Exploited 



0.10 

0.14 

63.19 

0.16 

0.01 

0.18 

0.03 

0.34 

- 

0.0300 

- 

- 

0.005 

0.035 

0.035 

0.211 

0.011 

0.201 

0.271 

134.76 

Over Exploited 

Bari Khurd 

0815000702013100 

0.08 

0.00 

235,480.98 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.00 

302,178.55 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.06 

541.21 

0.07 

0.03 

0.10 

0.02 

0.22 

- 

0.0900 

- 

- 

0.002 

0.092 

0.092 

0.194 

0.010 

0.184 

0.772 

418.66 

Over Exploited 



0.10 

0.05 

424.82 

0.06 

0.01 

0.08 

0.02 

0.19 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.109 

0.005 

0.103 

0.315 

304.75 

Over Exploited 

Basni Charna 

0815000401969000 

0.10 

0.00 

1,591.85 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.001 

- 

Safe 

Basni Nikooban 

0815000401965700 

0.06 

0.00 

228.53 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.002 

108.77 

Over Exploited 

Bawarla 

0815000401967700 

0.06 

0.00 

3,703.52 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

1,101.04 

Over Exploited 

Beejasani 

0815000702013300 

0.08 

0.00 

1,627.36 

0.01 

- 

0.01 

0.01 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.015 

0.059 

387.30 

Over Exploited 



0.08 

0.01 

1,181.06 

0.01 

0.00 

0.01 

0.01 

0.08 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.024 

0.001 

0.023 

0.078 

343.52 

Over Exploited 

Beenj Wariya 

0815000702013700 

0.08 

0.06 

5,256.14 

0.07 

0.00 

0.07 

0.01 

0.15 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.082 

0.004 

0.078 

0.407 

521.28 

Over Exploited 

Bhagtasani 

0815000602003600 

0.10 

0.28 

49.67 

0.33 

0.01 

0.34 

0.04 

0.35 

0.03 

- 

- 

- 

0.009 

0.009 

0.042 

0.383 

0.019 

0.364 

0.031 

8.44 

Safe 

Bhaniya 

0820000302410900 

0.12 

0.43 

89.82 

0.51 

0.01 

0.52 

0.03 

0.34 

- 

- 

- 

- 

0.013 

0.013 

0.013 

0.536 

0.027 

0.509 

0.032 

6.23 

Safe 

Bhatinda 

0815000401970300 

0.10 

0.92 

182.78 

1.11 

0.02 

1.13 

0.02 

0.29 

- 

- 

- 

- 

0.029 

0.030 

0.030 

1.158 

0.058 

1.100 

0.120 

10.87 

Safe 



0.15 

0.00 

193,945.51 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhaton Ki Dhani 

0815000401968500 

0.06 

0.02 

691.37 

0.02 

- 

0.02 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.020 

0.001 

0.019 

0.017 

92.13 

Critical 



0.10 

0.00 

5,739.39 

0.01 

- 

0.01 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.007 

136.49 

Over Exploited 



0.10 

0.00 

165,970.56 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhavi 

0815000702011000 

0.07 

0.00 

7,093.67 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.009 

4,135.21 

Over Exploited 



0.10 

0.06 

2,275.76 

0.07 

- 

0.07 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.077 

0.004 

0.074 

0.126 

171.77 

Over Exploited 



0.10 

0.01 

6,078.68 

0.01 

- 

0.01 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.000 

0.009 

0.049 

525.77 

Over Exploited 



0.07 

0.09 

290.83 

0.10 

- 

0.10 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.113 

0.006 

0.107 

0.129 

120.15 

Over Exploited 



0.10 

0.24 

1,056.71 

0.28 

- 

0.28 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.294 

0.015 

0.280 

0.214 

76.54 

Semi Critical 

Bhooriya Sani 

0820000402427600 

0.15 

0.01 

1,065.65 

0.01 

0.02 

0.03 

0.00 

0.04 

- 

- 

- 

- 

0.029 

0.029 

0.029 

0.054 

0.003 

0.051 

0.003 

5.29 

Safe 

Bilara (M) 

0815000741504000 

0.08 

0.04 

8,367.35 

0.05 

0.17 

0.22 

0.00 

0.05 

- 

0.5000 

- 

- 

0.001 

0.501 

0.501 

0.722 

0.036 

0.686 

4.996 

728.52 

Over Exploited 



0.10 

0.00 

198,661.03 

0.00 

- 

0.00 

0.00 

0.00 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.010 

0.001 

0.010 

0.088 

922.80 

Over Exploited 



0.08 

0.09 

5,533.92 

0.11 

0.27 

0.38 

0.01 

0.07 

- 

0.7600 

- 

- 

0.026 

0.786 

0.786 

1.167 

0.058 

1.109 

7.519 

678.12 

Over Exploited 



0.10 

0.00 

467,355.04 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.035 

######### 

Over Exploited 

Birami 

0815000401969100 

0.10 

0.05 

158.30 

0.06 

0.00 

0.06 

0.01 

0.13 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.070 

0.003 

0.066 

0.014 

20.99 

Safe 

Birasani 

0815000602003500 

0.10 

0.17 

91.16 

0.21 

0.00 

0.21 

0.04 

0.35 

0.02 

- 

- 

- 

0.005 

0.005 

0.026 

0.235 

0.012 

0.224 

0.019 

8.44 

Safe 

Birawas 

0815000702010900 

0.07 

0.00 

3,344.97 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.018 

1,432.79 

Over Exploited 



0.10 

0.03 

3,719.83 

0.04 

- 

0.04 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.046 

0.002 

0.044 

0.106 

242.71 

Over Exploited 

Birdawas 

0815000401969500 

0.10 

0.01 

849.67 

0.01 

- 

0.01 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.004 

60.29 

Safe 

Bisalpur 

0815000401968600 

0.06 

0.00 

729,689.65 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chandelao 

0815000702008600 

0.07 

0.02 

856.35 

0.03 

- 

0.03 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.027 

0.001 

0.026 

0.032 

125.63 

Over Exploited 



0.10 

0.00 

17,926.15 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.013 

622.51 

Over Exploited 



0.07 

0.01 

1,722.32 

0.01 

- 

0.01 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.006 

0.015 

234.29 

Over Exploited 

Chawaron Ki Dhani 

0815000601995000 

0.08 

0.01 

133.99 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.008 

0.006 

72.02 

Semi Critical 

Deoliya 

0815000401967800 

0.06 

0.00 

649.27 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

213.46 

Over Exploited 



0.06 

0.00 

13,215.64 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dhandhiya 

0815000602002400 

0.10 

0.48 

149.68 

0.58 

0.01 

0.59 

0.02 

0.28 

- 

- 

- 

- 

0.012 

0.012 

0.012 

0.598 

0.030 

0.568 

0.078 

13.66 

Safe 

Dhigana 

0815000602004200 

0.10 

0.28 

159.43 

0.33 

0.01 

0.34 

0.04 

0.35 

0.03 

- 

- 

- 

0.012 

0.012 

0.044 

0.383 

0.019 

0.364 

0.030 

8.35 

Safe 

Doli Kakani 

0815000602002800 

0.10 

0.21 

240.21 

0.26 

0.00 

0.26 

0.03 

0.34 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.263 

0.013 

0.250 

0.023 

9.34 

Safe 

Doliya 

0815000401968100 

0.07 

0.00 

975.52 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.003 

330.24 

Over Exploited 



0.07 

0.00 

652.07 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.004 

229.07 

Over Exploited 

Feench 

0815000602000000 

0.10 

0.00 

15,384.92 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.005 

233.73 

Over Exploited 

Goliya 

0815000401969300 

0.10 

0.41 

157.60 

0.50 

0.01 

0.50 

0.03 

0.34 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.511 

0.026 

0.486 

0.046 

9.41 

Safe 

Goojrawas 

0815000702012800 

0.10 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.010 

0.017 

158.23 

Over Exploited 



0.10 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.016 

0.002 

0.014 

0.018 

125.21 

Over Exploited 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Gujrawas Kalan 

0815000602003900 

0.10 

0.40 

12.06 

0.45 

0.01 

0.46 

0.03 

0.32 

- 

- 

- 

- 

0.011 

0.011 

0.011 

0.469 

0.023 

0.445 

0.047 

10.59 

Safe 

Gura Vishnoiyan 

0815000602003300 

0.10 

0.00 

5,139.76 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.005 

0.008 

180.98 

Over Exploited 



0.08 

0.00 

5,412.12 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

1,522.20 

Over Exploited 



0.10 

0.70 

279.81 

0.84 

- 

0.84 

0.03 

0.24 

0.09 

- 

- 

- 

- 

- 

0.087 

0.925 

0.046 

0.879 

0.114 

12.98 

Safe 



0.08 

0.00 

1,053.24 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.006 

317.80 

Over Exploited 

Holpur Kalan 

0815000702011900 

0.10 

0.03 

547.89 

0.04 

- 

0.04 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.039 

0.002 

0.037 

0.023 

62.74 

Safe 

Hoongaon Kalan 

0815000702011800 

0.10 

0.05 

690.73 

0.06 

- 

0.06 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.071 

0.004 

0.067 

0.055 

81.52 

Semi Critical 

Hoongaon Khurd 

0815000702011700 

0.10 

0.00 

14,050.23 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.10 

181.03 

0.12 

- 

0.12 

0.03 

0.34 

- 

- 

- 

- 

- 

- 

- 

0.123 

0.006 

0.117 

0.032 

27.75 

Safe 

Jajanwas 

0820000102393300 

0.07 

0.00 

79,283.76 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.037 

11,785.31 

Over Exploited 

Jaleli Champawatan 

0815000401968000 

0.06 

0.04 

(7.21) 

0.04 

- 

0.04 

0.01 

0.14 

0.01 

- 

- 

- 

- 

- 

0.005 

0.043 

0.002 

0.041 

0.021 

50.61 

Safe 

Jaleli Faujdaran 

0815000401967900 

0.06 

0.13 

(56.61) 

0.11 

- 

0.11 

0.04 

0.33 

0.02 

- 

- 

- 

- 

- 

0.017 

0.122 

0.006 

0.116 

0.028 

24.00 

Safe 

Jambanagar 

0815000702009000 

0.10 

0.03 

311.29 

0.04 

- 

0.04 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.039 

0.002 

0.037 

0.011 

29.14 

Safe 



0.10 

0.10 

140.23 

0.12 

- 

0.12 

0.02 

0.25 

- 

- 

- 

- 

- 

- 

- 

0.125 

0.006 

0.119 

0.019 

16.26 

Safe 

Jaswantpura 

0815000702010800 

0.08 

0.00 

12,630.73 

0.00 

- 

0.00 

0.00 

0.02 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.010 

0.001 

0.010 

0.061 

613.60 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Older Alluvium 

1.494 

1.29 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.22 

0.25 

0.15 

0.006 

0.15 

0.13 


Jhurli 

0815000702013000 

4.985 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.025 

0.48 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.00 

0.00 







Non-command 

Older Alluvium 

2.452 

0.48 

0.100 

0.16 

0.02 

0.00 

0.00 

0.00 

0.26 

0.30 

0.62 

0.011 

0.18 

0.15 






Jaswant Sagar 

Command 

Older Alluvium 

2.507 

0.48 

0.100 

0.16 

0.02 

0.00 

0.00 

0.00 

0.26 

0.31 

0.64 

0.011 

0.18 

0.16 


Kakani 

0815000602003100 

50.418 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.987 

1.68 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.81 

0.61 

0.02 

0.021 

0.04 

0.05 







Non-command 

Rhyolite 

20.266 

1.68 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.37 

0.28 

0.03 

0.070 

0.13 

0.17 





Saline 

Non-command 

Non-command 

Older Alluvium 

14.778 

1.68 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

2.00 

1.51 

0.01 

0.051 

0.09 

0.12 







Non-command 

Rhyolite 

9.387 

1.68 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.13 

0.01 

0.032 

0.06 

0.08 


Kakelao 

081500040196890C 

27.508 

Saline 

Non-command 

Non-command 

Jalore Granite 

0.534 

0.53 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.01 







Non-command 

Older Alluvium 

11.975 

0.53 

0.080 

0.01 

0.00 

0.00 

0.00 

0.01 

0.51 

0.37 

0.00 

0.041 

0.14 

0.19 


Kalali 

082000040242770C 

29.285 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.824 

1.00 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.00 

0.002 

0.01 

0.01 







Non-command 

Younger Alluvium 

0.839 

1.00 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.00 

0.002 

0.01 

0.01 


Kanawas Ka Pana 

081500040196560C 

7.153 

Saline 

Non-command 

Non-command 

Jalore Granite 

6.646 

0.58 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.00 

0.024 

0.29 

0.42 







Non-command 

Older Alluvium 

0.507 

0.58 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.002 

0.02 

0.03 


Kanawasiya 

081500070201120C 

2.904 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.904 

-0.33 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.012 

0.36 

0.33 


Kaparda 

081500070200880C 

33.210 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.000 

0.80 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.18 

0.03 

0.009 

0.02 

0.02 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.176 

0.80 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.01 

0.005 

0.01 

0.01 


Khara Bera Bheemota 

081500060200450C 

24.322 

Saline 

Non-command 

Non-command 

Older Alluvium 

24.322 

1.14 

0.080 

0.03 

0.00 

0.00 

0.00 

0.02 

2.22 

1.74 

0.00 

0.084 

0.31 

0.40 


Khara Bera Purohita 

0815000602003000 

35.931 

Saline 

Non-command 

Non-command 

Older Alluvium 

35.931 

1.51 

0.080 

0.04 

0.00 

0.00 

0.00 

0.02 

4.35 

3.40 

0.00 

0.124 

0.31 

0.40 


Khari Kalan 

0815000401970000 

14.495 

Saline 

Non-command 

Non-command 

Older Alluvium 

14.495 

1.25 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

1.47 

1.24 

0.00 

0.050 

0.31 

0.37 


Khari Khurd 

081500040196990C 

6.885 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.052 

1.84 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

6.833 

1.84 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.02 

0.86 

0.00 

0.024 

0.31 

0.37 


Khariya Meethapur 

081500070201360C 

23.783 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

11.187 

2.56 

0.080 

0.69 

0.03 

0.00 

0.00 

0.00 

2.95 

3.53 

2.71 

0.048 

0.18 

0.15 


Khejarla 

081500070200960C 

36.511 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.533 

1.41 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.02 

0.007 

0.02 

0.01 


Khejarli Kalan 

0815000602003400 

16.285 

Saline 

Non-command 

Non-command 

Older Alluvium 

16.285 

1.18 

0.080 

0.02 

0.00 

0.00 

0.00 

0.01 

1.55 

1.13 

0.00 

0.056 

0.31 

0.43 


Khejarli Khurd 

081500060200410C 

13.260 

Saline 

Non-command 

Non-command 

Older Alluvium 

13.052 

0.93 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.99 

0.75 

0.01 

0.045 

0.31 

0.40 


Lakhasani 

082000010239320C 

4.695 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.194 

5.74 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.00 

0.001 

0.02 

0.01 


Lalki 

082000040242720C 

29.143 

Saline 

Non-command 

Non-command 

Older Alluvium 

23.267 

1.31 

0.060 

0.02 

0.00 

0.00 

0.00 

0.09 

1.75 

1.37 

0.00 

0.059 

0.25 

0.32 


Lamba 

081500070201110C 

25.800 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.297 

-0.06 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.036 

0.12 

0.10 






Jaswant Sagar 

Command 

Older Alluvium 

0.002 

-0.06 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

15.745 

-0.06 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.068 

0.22 

0.19 


Lanera 

082000030241100C 

13.784 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.076 

1.07 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.00 

0.003 

0.02 

0.03 


Lolawas 

081500040197020C 

15.175 

Saline 

Non-command 

Non-command 

Older Alluvium 

15.175 

1.23 

0.080 

0.02 

0.00 

0.00 

0.00 

0.03 

1.48 

1.22 

0.00 

0.052 

0.30 

0.37 


Luni Chawan 

081500060200250C 

31.238 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.410 

0.64 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.39 

0.30 

0.02 

0.026 

0.07 

0.10 





Saline 

Non-command 

Non-command 

Older Alluvium 

16.502 

0.64 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.87 

0.67 

0.01 

0.057 

0.17 

0.22 


Malkosni 

0815000702012900 

22.504 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.035 

-0.15 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.009 

0.03 

0.03 






Jaswant Sagar 

Command 

Bilara Limestone 

1.018 

-0.15 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.004 

0.02 

0.01 







Command 

Older Alluvium 

13.831 

-0.15 

0.100 

0.15 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.52 

0.059 

0.23 

0.19 





Saline 

Jaswant Sagar 

Command 

Older Alluvium 

0.002 

-0.15 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Maretuka 

081500040197010C 

18.590 

Saline 

Non-command 

Non-command 

Older Alluvium 

18.590 

1.17 

0.080 

0.09 

0.02 

0.00 

0.00 

0.02 

1.79 

1.48 

0.28 

0.064 

0.31 

0.37 


Matwalon Ki Dhani 

081500070201260C 

2.244 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.244 

-0.38 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.010 

0.36 

0.32 


Mogra Kalan 

081500060199460C 

7.826 

Fresh 

Non-command 

Non-command 

Rhyolite 

7.826 

1.93 

0.010 

0.03 

0.00 

0.00 

0.00 

0.01 

0.17 

0.12 

0.08 

0.027 

0.31 

0.44 


Mogra Khurd 

081500060200320C 

22.815 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.695 

1.76 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.00 

0.002 

0.01 

0.01 







Non-command 

Rhyolite 

12.433 

1.76 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.24 

0.17 

0.02 

0.043 

0.17 

0.24 





Saline 

Non-command 

Non-command 

Rhyolite 

0.209 

1.76 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 


Moklasani 

0815000401970400 

20.537 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.999 

1.78 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.29 

1.07 

0.00 

0.031 

0.13 

0.16 


Mori Joshiyan 

0815000602004800 

9.348 

Saline 

Non-command 

Non-command 

Older Alluvium 

9.348 

0.52 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.39 

0.31 

0.00 

0.032 

0.31 

0.39 


Mori Sothran 

0815000602004700 

15.528 

Saline 

Non-command 

Non-command 

Older Alluvium 

15.528 

0.69 

0.080 

0.02 

0.00 

0.00 

0.00 

0.01 

0.87 

0.69 

0.00 

0.054 

0.31 

0.39 


Nandara Kalan 

0815000401966300 

9.171 

Saline 

Non-command 

Non-command 

Jalore Granite 

0.005 

0.69 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Neembli Bramnan 

0820000402427100 

15.671 

Saline 

Non-command 

Non-command 

Older Alluvium 

10.021 

2.01 

0.060 

0.01 

0.00 

0.00 

0.00 

0.08 

1.14 

0.89 

0.00 

0.025 

0.20 

0.26 


Neembli Patelan 

0820000402427000 

18.707 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.431 

1.81 

0.060 

0.01 

0.00 

0.00 

0.00 

0.01 

0.92 

0.72 

0.00 

0.021 

0.14 

0.18 


Nimbala 

0815000602002900 

5.612 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.612 

1.74 

0.080 

0.01 

0.00 

0.00 

0.00 

0.01 

0.78 

0.61 

0.00 

0.019 

0.31 

0.40 


Olvi 

0815000702011400 

28.059 

Saline 

Non-command 

Non-command 

Jalore Granite 

19.784 

1.25 

0.015 

0.05 

0.01 

0.00 

0.00 

0.03 

0.38 

0.37 

0.10 

0.085 

0.24 

0.25 







Non-command 

Older Alluvium 

8.275 

1.25 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

1.06 

1.03 

0.06 

0.036 

0.10 

0.10 


Pabupura Bhatan 

0815000401970500 

6.847 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.081 

1.81 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

0.217 

1.81 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.00 

0.001 

0.01 

0.01 


Pabupura Kumharan 

0815000602004400 

6.757 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.757 

1.38 

0.080 

0.01 

0.00 

0.00 

0.00 

0.01 

0.75 

0.57 

0.00 

0.023 

0.31 

0.41 


Padasala Kalan 

0815000702012700 

18.023 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.361 

-0.15 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.01 






Jaswant Sagar 

Command 

Older Alluvium 

0.865 

-0.15 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.004 

0.02 

0.02 


Palasani 

0815000401969800 

19.971 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.052 

1.38 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

7.590 

1.38 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.87 

0.72 

0.10 

0.026 

0.12 

0.15 


Peethasani 

0815000401969200 

7.557 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.557 

0.77 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.47 

0.38 

0.00 

0.026 

0.31 

0.39 


Peethawas 

0815000401968800 

13.862 

Saline 

Non-command 

Non-command 

Jalore Granite 

0.000 

0.49 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Peshawas 

0815000602004000 

4.312 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.312 

0.64 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.17 

0.00 

0.015 

0.31 

0.40 


Phitkasni 

0815000401965400 

10.012 

Saline 

Non-command 

Non-command 

Jalore Granite 

0.372 

1.08 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.01 

0.02 







Non-command 

Older Alluvium 

1.949 

1.08 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.12 

0.00 

0.007 

0.06 

0.09 


Pichiyak 

0815000702010600 

15.744 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

1.972 

0.69 

0.080 

0.17 

0.02 

0.00 

0.00 

0.00 

0.26 

0.30 

0.65 

0.008 

0.05 

0.04 







Non-command 

Older Alluvium 

7.275 

0.69 

0.100 

0.29 

0.04 

0.00 

0.00 

0.00 

0.75 

0.86 

1.11 

0.031 

0.17 

0.15 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.10 

0.02 

1,004.09 

0.03 

0.01 

0.04 

0.01 

0.17 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.058 

0.003 

0.055 

0.153 

280.71 

Over Exploited 

Jhurli 

081500070201300C 

0.08 

0.00 

31,764.62 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.018 

######### 

Over Exploited 



0.10 

0.04 

586.21 

0.05 

0.02 

0.07 

0.02 

0.20 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.143 

0.007 

0.136 

0.629 

461.98 

Over Exploited 



0.10 

0.05 

563.27 

0.06 

0.02 

0.08 

0.02 

0.20 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.146 

0.007 

0.138 

0.647 

467.54 

Over Exploited 

Kakani 

0815000602003100 

0.10 

0.02 

2,635.28 

0.03 

- 

0.03 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.027 

0.001 

0.025 

0.045 

175.26 

Over Exploited 



0.08 

0.20 

35.71 

0.25 

- 

0.25 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.256 

0.013 

0.243 

0.099 

40.69 

Safe 



0.10 

0.14 

1,005.53 

0.16 

- 

0.16 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.163 

0.008 

0.155 

0.063 

40.56 

Safe 



0.08 

0.04 

186.48 

0.05 

- 

0.05 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.053 

0.003 

0.050 

0.038 

76.58 

Semi Critical 

Kakelao 

0815000401968900 

0.07 

0.00 

1,218.01 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

644.72 

Over Exploited 



0.10 

0.16 

124.54 

0.20 

0.01 

0.20 

0.02 

0.15 

0.02 

- 

- 

- 

0.008 

0.008 

0.028 

0.228 

0.011 

0.217 

0.041 

19.03 

Safe 

Kalali 

0820000402427700 

0.07 

0.00 

7,469.35 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.002 

361.71 

Over Exploited 



0.15 

0.00 

4,526.45 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.002 

165.63 

Over Exploited 

Kanawas Ka Pana 

0815000401965600 

0.06 

0.12 

(59.16) 

0.09 

- 

0.09 

0.04 

0.33 

0.01 

- 

- 

- 

- 

- 

0.015 

0.107 

0.005 

0.102 

0.024 

23.87 

Safe 



0.10 

0.00 

1,360.32 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

131.16 

Over Exploited 

Kanawasiya 

0815000702011200 

0.10 

0.10 

- 

0.10 

- 

0.10 

0.03 

0.40 

- 

- 

- 

- 

- 

- 

- 

0.105 

0.010 

0.094 

0.012 

13.23 

Safe 

Kaparda 

0815000702008800 

0.10 

0.00 

4,139.44 

0.01 

- 

0.01 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.034 

687.19 

Over Exploited 



0.10 

0.00 

6,687.50 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.017 

1,009.25 

Over Exploited 

Khara Bera Bheemota 

0815000602004500 

0.10 

0.76 

128.85 

0.91 

0.02 

0.94 

0.03 

0.34 

- 

- 

- 

- 

0.035 

0.035 

0.035 

0.972 

0.049 

0.923 

0.084 

9.08 

Safe 

Khara Bera Purohita 

0815000602003000 

0.10 

1.13 

201.74 

1.35 

0.02 

1.37 

0.03 

0.34 

- 

- 

- 

- 

0.029 

0.029 

0.029 

1.400 

0.070 

1.330 

0.124 

9.32 

Safe 

Khari Kalan 

0815000401970000 

0.10 

0.45 

173.45 

0.54 

0.00 

0.55 

0.03 

0.34 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.553 

0.028 

0.525 

0.050 

9.51 

Safe 

Khari Khurd 

0815000401969900 

0.10 

0.00 

52,159.46 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.21 

301.60 

0.26 

- 

0.26 

0.03 

0.35 

- 

- 

- 

- 

- 

- 

- 

0.258 

0.013 

0.245 

0.024 

9.62 

Safe 

Khariya Meethapur 

0815000702013600 

0.08 

0.16 

2,153.92 

0.19 

0.03 

0.22 

0.02 

0.19 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.318 

0.016 

0.302 

2.760 

913.14 

Over Exploited 

Khejarla 

0815000702009600 

0.07 

0.00 

2,826.05 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.003 

0.000 

0.003 

0.030 

906.25 

Over Exploited 

Khejarli Kalan 

0815000602003400 

0.10 

0.51 

120.61 

0.61 

0.01 

0.62 

0.04 

0.35 

0.06 

- 

- 

- 

0.016 

0.016 

0.077 

0.700 

0.035 

0.665 

0.056 

8.45 

Safe 

Khejarli Khurd 

0815000602004100 

0.10 

0.40 

86.93 

0.48 

0.00 

0.48 

0.03 

0.34 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.488 

0.024 

0.464 

0.051 

11.00 

Safe 

Lakhasani 

0820000102393200 

0.07 

0.00 

37,969.47 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.001 

49.71 

Safe 

Lalki 

0820000402427200 

0.07 

0.41 

237.72 

0.49 

0.09 

0.58 

0.02 

0.27 

- 

- 

- 

- 

0.136 

0.136 

0.136 

0.715 

0.036 

0.680 

0.059 

8.67 

Safe 

Lamba 

0815000702011100 

0.10 

0.10 

- 

0.10 

- 

0.10 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.098 

0.010 

0.088 

0.061 

68.91 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.35 

- 

0.35 

- 

0.35 

0.02 

0.25 

- 

- 

- 

- 

- 

- 

- 

0.352 

0.035 

0.317 

0.104 

32.70 

Safe 

Lanera 

0820000302411000 

0.12 

0.00 

3,008.36 

0.00 

0.00 

0.01 

0.00 

0.03 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.007 

0.000 

0.007 

0.003 

43.75 

Safe 

Lolawas 

0815000401970200 

0.10 

0.46 

164.53 

0.55 

0.03 

0.59 

0.03 

0.33 

- 

- 

- 

- 

0.048 

0.048 

0.048 

0.635 

0.032 

0.603 

0.052 

8.67 

Safe 

Luni Chawan 

0815000602002500 

0.10 

0.06 

443.05 

0.07 

- 

0.07 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.067 

0.003 

0.063 

0.050 

78.34 

Semi Critical 



0.10 

0.28 

143.25 

0.33 

- 

0.33 

0.02 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.330 

0.017 

0.314 

0.069 

21.97 

Safe 

Malkosni 

0815000702012900 

0.10 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.04 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.002 

0.015 

0.085 

559.32 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.094 

922.35 

Over Exploited 



0.10 

0.32 

- 

0.32 

0.02 

0.34 

0.02 

0.25 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.396 

0.040 

0.356 

0.580 

162.99 

Over Exploited 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Maretuka 

0815000401970100 

0.10 

0.57 

158.57 

0.69 

0.04 

0.73 

0.03 

0.34 

- 

0.0500 

- 

- 

0.029 

0.079 

0.079 

0.807 

0.040 

0.767 

0.340 

44.36 

Safe 

Matwalon Ki Dhani 

0815000702012600 

0.10 

0.08 

- 

0.08 

- 

0.08 

0.04 

0.40 

- 

- 

- 

- 

- 

- 

- 

0.082 

0.008 

0.073 

0.016 

21.28 

Safe 

Mogra Kalan 

0815000601994600 

0.08 

0.20 

(37.91) 

0.16 

0.01 

0.17 

0.04 

0.35 

0.02 

0.0100 

- 

- 

0.018 

0.028 

0.052 

0.221 

0.011 

0.210 

0.104 

49.53 

Safe 

Mogra Khurd 

0815000602003200 

0.10 

0.00 

10,269.54 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

286.98 

Over Exploited 



0.08 

0.17 

(1.09) 

0.17 

- 

0.17 

0.02 

0.19 

0.02 

- 

- 

- 

- 

- 

0.021 

0.189 

0.009 

0.180 

0.062 

34.44 

Safe 



0.08 

0.00 

5,293.90 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Moklasani 

0815000401970400 

0.10 

0.12 

798.64 

0.14 

0.00 

0.14 

0.01 

0.14 

- 

- 

- 

- 

0.001 

0.002 

0.002 

0.145 

0.007 

0.138 

0.031 

22.57 

Safe 

Mori Joshiyan 

0815000602004800 

0.10 

0.29 

8.21 

0.31 

0.00 

0.32 

0.03 

0.34 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.324 

0.016 

0.308 

0.032 

10.47 

Safe 

Mori Sothran 

0815000602004700 

0.10 

0.48 

41.80 

0.58 

0.01 

0.59 

0.03 

0.34 

- 

- 

- 

- 

0.018 

0.018 

0.018 

0.610 

0.030 

0.579 

0.054 

9.24 

Safe 

Nandara Kalan 

0815000401966300 

0.06 

0.00 

192,396.83 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Neembli Bramnan 

0820000402427100 

0.07 

0.14 

532.54 

0.17 

0.08 

0.25 

0.02 

0.22 

- 

- 

- 

- 

0.125 

0.125 

0.125 

0.378 

0.019 

0.359 

0.025 

7.07 

Safe 

Neembli Patelan 

0820000402427000 

0.07 

0.08 

761.54 

0.10 

0.01 

0.11 

0.01 

0.15 

- 

- 

- 

- 

0.014 

0.014 

0.014 

0.124 

0.006 

0.118 

0.021 

18.11 

Safe 

Nimbala 

0815000602002900 

0.10 

0.18 

246.67 

0.21 

0.01 

0.22 

0.03 

0.34 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.225 

0.011 

0.213 

0.019 

9.06 

Safe 

Olvi 

0815000702011400 

0.07 

0.33 

12.30 

0.37 

0.04 

0.41 

0.02 

0.26 

- 

0.0200 

- 

- 

0.040 

0.060 

0.060 

0.469 

0.023 

0.446 

0.186 

41.72 

Safe 



0.10 

0.08 

1,144.80 

0.10 

- 

0.10 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.109 

0.005 

0.104 

0.091 

87.07 

Semi Critical 

Pabupura Bhatan 

0815000401970500 

0.10 

0.00 

30,817.95 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

15.54 

Safe 



0.15 

0.00 

12,294.72 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Pabupura Kumharan 

0815000602004400 

0.10 

0.21 

170.56 

0.25 

0.01 

0.26 

0.03 

0.35 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.270 

0.013 

0.256 

0.023 

9.09 

Safe 

Padasala Kalan 

0815000702012700 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.002 

663.20 

Over Exploited 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.012 

872.34 

Over Exploited 

Palasani 

0815000401969800 

0.10 

0.00 

110,398.50 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.09 

685.82 

0.11 

- 

0.11 

0.01 

0.13 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.129 

0.006 

0.123 

0.128 

104.35 

Over Exploited 

Peethasani 

0815000401969200 

0.10 

0.24 

61.23 

0.28 

0.00 

0.29 

0.03 

0.34 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.292 

0.015 

0.277 

0.026 

9.39 

Safe 

Peethawas 

0815000401968800 

0.07 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Peshawas 

0815000602004000 

0.10 

0.13 

25.57 

0.16 

0.00 

0.16 

0.03 

0.34 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.169 

0.008 

0.160 

0.015 

9.28 

Safe 

Phitkasni 

0815000401965400 

0.07 

0.00 

1,254.64 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

336.06 

Over Exploited 



0.10 

0.01 

876.36 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.002 

0.016 

0.001 

0.015 

0.007 

44.94 

Safe 

Pichiyak 

0815000702010600 

0.08 

0.01 

4,038.01 

0.01 

0.02 

0.03 

0.00 

0.05 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.099 

0.005 

0.094 

0.662 

707.48 

Over Exploited 



0.10 

0.12 

606.01 

0.15 

0.04 

0.19 

0.02 

0.18 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

0.306 

0.015 

0.290 

1.141 

392.96 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 






Jaswant Sagar 

Command 

Bilara Limestone 

1.024 

0.69 

0.080 

0.09 

0.01 

0.00 

0.00 

0.00 

0.14 

0.16 

0.34 

0.004 

0.02 

0.02 







Command 

Older Alluvium 

0.565 

0.69 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.09 

0.002 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Jalore Granite 

0.013 

0.69 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Older Alluvium 

0.977 

0.69 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.11 

0.11 

0.004 

0.02 

0.02 


Prithvi Pura 

082000010239300C 

6.426 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

1.189 

0.67 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.04 

0.005 

0.07 

0.07 


Rajola Kalan 

0820000302410700 

18.467 

Saline 

Non-command 

Non-command 

Older Alluvium 

9.869 

1.36 

0.100 

0.01 

0.00 

0.00 

0.00 

0.01 

1.34 

1.11 

0.00 

0.027 

0.16 

0.19 


Rajor 

0815000602002600 

11.413 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.448 

1.96 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.17 

0.00 

0.005 

0.04 

0.05 


Rajpuriya 

0815000602004300 

7.374 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.374 

1.67 

0.080 

0.01 

0.00 

0.00 

0.00 

0.01 

0.99 

0.74 

0.00 

0.025 

0.31 

0.42 


Ram Nagar 

0815000702009100 

5.819 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.819 

-0.04 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.025 

0.36 

0.32 


Ramasani 

0815000702011600 

33.149 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.624 

2.46 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.003 

0.01 

0.01 







Non-command 

Older Alluvium 

26.926 

2.46 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

6.67 

5.90 

0.00 

0.116 

0.26 

0.30 





Saline 

Non-command 

Non-command 

Jalore Granite 

0.051 

2.46 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Older Alluvium 

5.548 

2.46 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

1.38 

1.22 

0.00 

0.024 

0.05 

0.06 


Rampuriya Bhatiya 

0815000702011500 

9.652 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.279 

2.36 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 







Non-command 

Older Alluvium 

4.735 

2.36 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

1.13 

1.03 

0.01 

0.020 

0.16 

0.18 





Saline 

Non-command 

Non-command 

Jalore Granite 

2.417 

2.36 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.01 

0.010 

0.08 

0.09 







Non-command 

Older Alluvium 

2.220 

2.36 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.52 

0.48 

0.01 

0.010 

0.08 

0.08 


Rasidan 

0815000401965500 

6.697 

Saline 

Non-command 

Non-command 

Jalore Granite 

1.014 

1.04 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.003 

0.05 

0.07 







Non-command 

Older Alluvium 

5.675 

1.04 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.48 

0.33 

0.00 

0.020 

0.26 

0.38 


Rawar 

0815000702011300 

24.288 

Saline 

Non-command 

Non-command 

Jalore Granite 

1.099 

0.46 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.005 

0.02 

0.02 







Non-command 

Older Alluvium 

23.189 

0.46 

0.100 

0.04 

0.00 

0.00 

0.00 

0.01 

1.08 

1.14 

0.03 

0.100 

0.34 

0.32 


Rohat 

0820000402427900 

37.878 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.648 

1.07 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.31 

0.24 

0.01 

0.012 

0.04 

0.05 


Sajara 

0815000602004900 

7.634 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.634 

0.46 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.29 

0.23 

0.00 

0.026 

0.31 

0.39 


Salawas 

0815000601994700 

23.347 

Fresh 

Non-command 

Non-command 

Rhyolite 

6.966 

1.02 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.05 

0.024 

0.09 

0.13 


Sangasani 

0815000602003700 

10.749 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.859 

0.63 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.19 

0.00 

0.017 

0.14 

0.19 


Sanwalta Kalan 

0820000402427400 

40.140 

Saline 

Non-command 

Non-command 

Older Alluvium 

23.342 

1.12 

0.060 

0.02 

0.00 

0.00 

0.00 

0.03 

1.56 

1.25 

0.01 

0.059 

0.18 

0.22 







Non-command 

Younger Alluvium 

4.299 

1.12 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.31 

0.00 

0.011 

0.03 

0.04 


Sanwalta Khurd 

0820000402427500 

19.488 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.233 

1.20 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.00 

0.00 


Sar 

0815000601999800 

15.751 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.108 

2.85 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.18 

0.00 

0.004 

0.02 

0.03 


Sarechan 

0815000601999900 

23.823 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.961 

1.49 

0.080 

0.02 

0.00 

0.00 

0.00 

0.01 

1.79 

1.32 

0.02 

0.052 

0.20 

0.27 







Non-command 

Rhyolite 

4.965 

1.49 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.00 

0.017 

0.07 

0.09 


Sewalon Ki Dhani 

0815000401969400 

4.390 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.604 

1.14 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.002 

0.04 

0.05 


Shikarpura 

0815000602002700 

19.641 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.858 

1.57 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

1.64 

1.26 

0.07 

0.044 

0.21 

0.27 





Saline 

Non-command 

Non-command 

Older Alluvium 

6.784 

1.57 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.86 

0.66 

0.01 

0.023 

0.11 

0.14 


Sindhi Nagar 

0815000702008700 

11.749 

Saline 

Non-command 

Non-command 

Jalore Granite 

3.866 

1.15 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.04 

0.017 

0.11 

0.11 







Non-command 

Older Alluvium 

0.967 

1.15 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.11 

0.01 

0.004 

0.03 

0.03 


Singasani 

0815000602003800 

18.935 

Saline 

Non-command 

Non-command 

Older Alluvium 

18.935 

0.67 

0.080 

0.02 

0.00 

0.00 

0.00 

0.01 

1.03 

0.84 

0.00 

0.065 

0.31 

0.38 


Soder Ki Dhani 

0815000401966400 

2.768 

Saline 

Non-command 

Non-command 

Jalore Granite 

0.013 

0.93 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sohan Nagar 

0820000302410800 

6.424 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.424 

0.98 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.63 

0.53 

0.00 

0.017 

0.31 

0.37 


Uchiyarda 

0815000401966100 

9.403 

Saline 

Non-command 

Non-command 

Jalore Granite 

0.296 

0.76 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Vishnu Ki Dhani 

0815000602002300 

6.958 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.255 

0.50 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.00 

0.004 

0.06 

0.07 

11008061 

Akarli Bakshiram 

0817000302136100 

18.557 

Saline 

Non-command 

Non-command 

Older Alluvium 

18.557 

1.04 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

1.56 

0.78 

0.00 

0.056 

0.22 

0.44 


Akarli Dhansingh 

0817000302138100 

14.051 

Saline 

Non-command 

Non-command 

Older Alluvium 

14.051 

0.95 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.07 

0.54 

0.00 

0.042 

0.22 

0.44 


Akarli Sutharon Ki Dhani 

0817000302138400 

14.452 

Saline 

Non-command 

Non-command 

Older Alluvium 

14.452 

0.86 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.01 

0.50 

0.00 

0.043 

0.22 

0.44 


Bagiya Charnan 

0817000302140000 

2.965 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.048 

0.47 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Bagundi 

0817000302135900 

23.837 

Saline 

Non-command 

Non-command 

Older Alluvium 

17.192 

1.38 

0.080 

0.02 

0.00 

0.00 

0.00 

0.02 

1.89 

0.95 

0.00 

0.052 

0.16 

0.32 







Non-command 

Younger Alluvium 

1.775 

1.38 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.11 

0.00 

0.005 

0.02 

0.03 


Bedarlai 

0817000302140600 

8.638 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.088 

1.03 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.04 

0.00 

0.003 

0.03 

0.06 


Borawas 

0817000302136200 

33.391 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.474 

1.29 

0.080 

0.01 

0.00 

0.00 

0.00 

0.01 

0.56 

0.28 

0.00 

0.016 

0.04 

0.07 







Non-command 

Younger Alluvium 

4.037 

1.29 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.47 

0.23 

0.00 

0.012 

0.03 

0.05 


Champa Beri 

0817000302140200 

12.976 

Saline 

Non-command 

Non-command 

Older Alluvium 

11.925 

0.57 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.55 

0.27 

0.00 

0.036 

0.20 

0.41 


Chandiyon Ki Dhani 

0817000302140300 

5.601 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.601 

0.63 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.29 

0.14 

0.00 

0.017 

0.22 

0.44 


Chimoniyon Ki Dhani 

0817000202118400 

2.554 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.554 

0.84 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.07 

0.01 

0.006 

0.22 

0.44 


Darjiyon Ki Beri 

0817000202122100 

5.710 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.016 

0.85 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dolinadi 

0817000202122400 

5.930 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.930 

0.83 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.31 

0.16 

0.00 

0.015 

0.22 

0.44 


Doongra Nada 

0817000202118100 

12.571 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.034 

0.81 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.10 

0.00 

0.010 

0.07 

0.14 


Ganganiyon Ki Dhani 

0817000302139600 

6.066 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.310 

0.67 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.06 

0.00 

0.007 

0.08 

0.17 


Godaron Ki Dhani 

0817000202118500 

5.980 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.980 

0.84 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.31 

0.16 

0.01 

0.015 

0.22 

0.44 



0817000302140500 

5.957 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.955 

0.79 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.39 

0.19 

0.00 

0.018 

0.22 

0.44 


Goliya Vida 

0817000302140100 

4.121 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.416 

0.53 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.07 

0.00 

0.010 

0.18 

0.37 


Googri 

0817000302136000 

29.202 

Saline 

Non-command 

Non-command 

Older Alluvium 

29.202 

1.19 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

2.81 

1.41 

0.00 

0.088 

0.22 

0.44 


Gopri 

0817000302140400 

12.586 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.170 

0.82 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.54 

0.27 

0.00 

0.025 

0.14 

0.29 


Hanumanpura 

0817000302139000 

4.168 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.168 

0.79 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.13 

0.00 

0.013 

0.22 

0.44 


Ikadani 

0817000302144600 

11.813 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.410 

0.87 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.00 

0.001 

0.01 

0.02 


Jagram Ki Dhani 

0817000202119100 

9.951 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.209 

0.85 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.11 

0.00 

0.011 

0.10 

0.18 


Jasnathpura 

0817000202118700 

3.256 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.256 

0.80 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.08 

0.01 

0.008 

0.22 

0.44 


Jhalamaliya 

0817000202123800 

8.602 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.719 

1.17 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.002 

0.02 

0.04 


Jhiponiyon Ki Dhani 

0817000202118000 

16.653 

Saline 

Non-command 

Non-command 

Older Alluvium 

15.214 

0.77 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.71 

0.36 

0.00 

0.038 

0.21 

0.40 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.08 

0.00 

7,998.30 

0.00 

0.01 

0.01 

0.00 

0.03 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.052 

0.003 

0.050 

0.340 

685.00 

Over Exploited 



0.10 

0.00 

9,082.44 

0.00 

- 

0.00 

0.00 

0.01 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.088 

855.57 

Over Exploited 



0.07 

0.00 

34,204.16 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.00 

4,967.24 

0.00 

- 

0.00 

0.00 

0.02 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.111 

926.71 

Over Exploited 

Prithvi Pura 

0820000102393000 

0.07 

0.01 

1,044.22 

0.01 

0.00 

0.01 

0.01 

0.08 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.011 

0.001 

0.010 

0.047 

473.55 

Over Exploited 

Rajola Kalan 

0820000302410700 

0.12 

0.19 

480.56 

0.23 

0.01 

0.24 

0.02 

0.18 

- 

- 

- 

- 

0.018 

0.018 

0.018 

0.259 

0.013 

0.246 

0.027 

10.88 

Safe 

Rajor 

0815000602002600 

0.10 

0.01 

2,851.49 

0.01 

- 

0.01 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.005 

76.00 

Semi Critical 

Rajpuriya 

0815000602004300 

0.10 

0.23 

220.30 

0.28 

0.01 

0.28 

0.03 

0.35 

- 

- 

- 

- 

0.010 

0.010 

0.010 

0.294 

0.015 

0.280 

0.025 

9.09 

Safe 

Ram Nagar 

0815000702009100 

0.10 

0.21 

- 

0.21 

0.00 

0.21 

0.03 

0.40 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.216 

0.022 

0.194 

0.025 

12.86 

Safe 

Ramasani 

0815000702011600 

0.07 

0.00 

7,572.37 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

884.74 

Over Exploited 



0.10 

0.71 

734.52 

0.85 

- 

0.85 

0.03 

0.29 

- 

- 

- 

- 

- 

- 

- 

0.848 

0.042 

0.806 

0.116 

14.36 

Safe 



0.07 

0.00 

96,765.15 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.03 

3,955.49 

0.04 

- 

0.04 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.036 

0.002 

0.034 

0.024 

69.68 

Safe 

Rampuriya Bhatiya 

0815000702011500 

0.07 

0.00 

4,781.69 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

564.62 

Over Exploited 



0.10 

0.08 

1,250.54 

0.09 

- 

0.09 

0.02 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.092 

0.005 

0.087 

0.028 

32.48 

Safe 



0.07 

0.01 

461.99 

0.02 

- 

0.02 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.017 

0.001 

0.016 

0.015 

96.63 

Critical 



0.10 

0.02 

2,754.28 

0.02 

- 

0.02 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.020 

0.001 

0.019 

0.016 

80.97 

Semi Critical 

Rasidan 

0815000401965500 

0.07 

0.00 

206.34 

0.00 

0.00 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

0.002 

0.002 

0.002 

0.007 

0.000 

0.007 

0.003 

51.74 

Safe 



0.10 

0.15 

120.85 

0.18 

0.00 

0.18 

0.03 

0.30 

0.02 

- 

- 

- 

0.006 

0.006 

0.026 

0.210 

0.011 

0.200 

0.020 

9.80 

Safe 

Rawar 

0815000702011300 

0.07 

0.00 

542.21 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.005 

336.70 

Over Exploited 



0.10 

0.78 

45.33 

0.94 

0.01 

0.95 

0.03 

0.37 

- 

0.0100 

- 

- 

0.021 

0.031 

0.031 

0.985 

0.049 

0.935 

0.130 

13.86 

Safe 

Rohat 

0820000402427900 

0.07 

0.01 

1,817.37 

0.02 

0.00 

0.02 

0.00 

0.04 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.019 

0.001 

0.018 

0.022 

119.32 

Over Exploited 

Sajara 

0815000602004900 

0.10 

0.24 

(2.44) 

0.23 

0.00 

0.23 

0.03 

0.34 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.236 

0.012 

0.224 

0.026 

11.74 

Safe 

Salawas 

0815000601994700 

0.08 

0.05 

18.92 

0.06 

0.00 

0.07 

0.01 

0.11 

0.01 

0.0100 

- 

- 

0.005 

0.015 

0.021 

0.086 

0.004 

0.082 

0.077 

94.17 

Critical 

Sangasani 

0815000602003700 

0.10 

0.07 

180.39 

0.08 

0.00 

0.08 

0.02 

0.16 

0.01 

- 

- 

- 

0.001 

0.001 

0.008 

0.091 

0.005 

0.087 

0.017 

19.29 

Safe 

Sanwalta Kalan 

0820000402427400 

0.07 

0.29 

328.25 

0.35 

0.03 

0.38 

0.02 

0.19 

- 

- 

- 

- 

0.049 

0.049 

0.049 

0.431 

0.022 

0.410 

0.069 

16.87 

Safe 



0.15 

0.02 

1,352.69 

0.03 

0.00 

0.03 

0.00 

0.04 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.029 

0.001 

0.028 

0.011 

39.08 

Safe 

Sanwalta Khurd 

0820000402427500 

0.15 

0.00 

13,782.27 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Sar 

0815000601999800 

0.10 

0.00 

7,471.92 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.004 

125.33 

Over Exploited 

Sarechan 

0815000601999900 

0.10 

0.30 

347.40 

0.35 

0.01 

0.37 

0.02 

0.22 

0.03 

- 

- 

- 

0.022 

0.023 

0.056 

0.425 

0.021 

0.404 

0.076 

18.73 

Safe 



0.08 

0.03 

134.26 

0.03 

0.00 

0.03 

0.01 

0.07 

0.00 

- 

- 

- 

0.002 

0.002 

0.005 

0.038 

0.002 

0.036 

0.017 

47.47 

Safe 

Sewalon Ki Dhani 

0815000401969400 

0.10 

0.00 

1,619.33 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.002 

69.96 

Safe 

Shikarpura 

0815000602002700 

0.10 

0.27 

373.94 

0.32 

- 

0.32 

0.02 

0.23 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.328 

0.016 

0.312 

0.116 

37.31 

Safe 



0.10 

0.07 

792.23 

0.09 

- 

0.09 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.089 

0.004 

0.084 

0.035 

42.07 

Safe 

Sindhi Nagar 

0815000702008700 

0.07 

0.03 

151.48 

0.04 

- 

0.04 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.047 

0.002 

0.045 

0.055 

121.74 

Over Exploited 



0.10 

0.00 

3,980.87 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.016 

511.70 

Over Exploited 

Singasani 

0815000602003800 

0.10 

0.59 

42.32 

0.71 

0.01 

0.71 

0.03 

0.34 

- 

- 

- 

- 

0.014 

0.014 

0.014 

0.728 

0.036 

0.692 

0.065 

9.44 

Safe 

Soder Ki Dhani 

0815000401966400 

0.06 

0.00 

8,850.62 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sohan Nagar 

0820000302410800 

0.12 

0.24 

124.15 

0.28 

0.00 

0.29 

0.03 

0.34 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.292 

0.015 

0.277 

0.017 

6.29 

Safe 

Uchiyarda 

0815000401966100 

0.06 

0.00 

1,215.98 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

491.93 

Over Exploited 

Vishnu Ki Dhani 

0815000602002300 

0.10 

0.01 

452.63 

0.01 

- 

0.01 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.008 

0.004 

52.96 

Safe 

Akarli Bakshiram 

0817000302136100 

0.10 

0.41 

90.33 

0.49 

- 

0.49 

0.03 

0.25 

0.06 

- 

- 

- 

- 

- 

0.062 

0.551 

0.028 

0.524 

0.056 

10.66 

Safe 

Akarli Dhansingh 

0817000302138100 

0.10 

0.31 

73.22 

0.37 

0.00 

0.37 

0.03 

0.25 

0.05 

- 

- 

- 

0.002 

0.002 

0.049 

0.421 

0.021 

0.400 

0.042 

10.56 

Safe 

Akarli Sutharon Ki Dhani 

0817000302138400 

0.10 

0.32 

57.88 

0.38 

- 

0.38 

0.03 

0.25 

0.05 

- 

- 

- 

- 

- 

0.048 

0.432 

0.022 

0.410 

0.043 

10.60 

Safe 

Bagiya Charnan 

0817000302140000 

0.10 

0.00 

5,169.73 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bagundi 

0817000302135900 

0.10 

0.28 

245.85 

0.33 

0.02 

0.35 

0.03 

0.19 

0.04 

- 

- 

- 

0.025 

0.025 

0.068 

0.416 

0.021 

0.395 

0.052 

13.10 

Safe 



0.14 

0.00 

2,587.24 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.005 

0.005 

100.80 

Over Exploited 

Bedarlai 

0817000302140600 

0.10 

0.00 

1,379.94 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.003 

85.88 

Semi Critical 

Borawas 

0817000302136200 

0.10 

0.02 

1,318.32 

0.02 

0.01 

0.04 

0.01 

0.04 

0.00 

- 

- 

- 

0.020 

0.020 

0.023 

0.060 

0.003 

0.057 

0.016 

28.75 

Safe 



0.14 

0.02 

1,454.98 

0.02 

- 

0.02 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.002 

0.021 

0.001 

0.019 

0.012 

62.30 

Safe 

Champa Beri 

0817000302140200 

0.10 

0.24 

14.86 

0.27 

0.00 

0.28 

0.03 

0.23 

0.03 

- 

- 

- 

0.001 

0.001 

0.036 

0.311 

0.016 

0.296 

0.036 

12.14 

Safe 

Chandiyon Ki Dhani 

0817000302140300 

0.10 

0.12 

18.37 

0.14 

- 

0.14 

0.03 

0.25 

0.02 

- 

- 

- 

- 

- 

0.018 

0.162 

0.008 

0.154 

0.017 

10.94 

Safe 

Chimoniyon Ki Dhani 

0817000202118400 

0.05 

0.03 

128.46 

0.03 

- 

0.03 

0.03 

0.26 

0.00 

- 

- 

- 

- 

- 

0.004 

0.039 

0.002 

0.037 

0.017 

47.51 

Safe 

Darjiyon Ki Beri 

0817000202122100 

0.05 

0.00 

74,838.32 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dolinadi 

0817000202122400 

0.05 

0.07 

134.47 

0.08 

- 

0.08 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.010 

0.089 

0.004 

0.085 

0.019 

22.22 

Safe 

Doongra Nada 

0817000202118100 

0.05 

0.01 

596.30 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.002 

0.020 

0.001 

0.019 

0.014 

74.73 

Semi Critical 

Ganganiyon Ki Dhani 

0817000302139600 

0.10 

0.02 

221.60 

0.02 

- 

0.02 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.003 

0.026 

0.001 

0.025 

0.007 

27.86 

Safe 

Godaron Ki Dhani 

0817000202118500 

0.05 

0.07 

138.19 

0.08 

- 

0.08 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.010 

0.091 

0.005 

0.086 

0.022 

25.52 

Safe 


0817000302140500 

0.10 

0.13 

46.89 

0.16 

0.00 

0.16 

0.03 

0.25 

0.02 

- 

- 

- 

0.003 

0.003 

0.022 

0.179 

0.009 

0.170 

0.018 

10.51 

Safe 

Goliya Vida 

0817000302140100 

0.10 

0.06 

17.13 

0.07 

- 

0.07 

0.03 

0.21 

0.01 

- 

- 

- 

- 

- 

0.009 

0.082 

0.004 

0.077 

0.010 

13.27 

Safe 

Googri 

0817000302136000 

0.10 

0.65 

########## 

0.78 

- 

0.78 

0.03 

0.26 

0.10 

- 

- 

- 

- 

- 

0.100 

0.877 

0.044 

0.833 

0.088 

10.54 

Safe 

Gopri 

0817000302140400 

0.10 

0.12 

131.51 

0.14 

0.00 

0.14 

0.02 

0.16 

0.02 

- 

- 

- 

0.006 

0.006 

0.022 

0.165 

0.008 

0.156 

0.025 

15.72 

Safe 

Hanumanpura 

0817000302139000 

0.10 

0.09 

43.44 

0.11 

- 

0.11 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.014 

0.125 

0.006 

0.119 

0.013 

10.55 

Safe 

Ikadani 

0817000302144600 

0.10 

0.00 

4,447.59 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

311.31 

Over Exploited 

Jagram Ki Dhani 

0817000202119100 

0.05 

0.02 

453.24 

0.02 

- 

0.02 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.003 

0.027 

0.001 

0.026 

0.011 

40.70 

Safe 

Jasnathpura 

0817000202118700 

0.05 

0.04 

118.25 

0.04 

- 

0.04 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.005 

0.049 

0.002 

0.047 

0.015 

32.56 

Safe 

Jhalamaliya 

0817000202123800 

0.05 

0.00 

3,714.61 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

207.88 

Over Exploited 

Jhiponiyon Ki Dhani 

0817000202118000 

0.05 

0.16 

133.46 

0.19 

- 

0.19 

0.03 

0.24 

0.02 

- 

- 

- 

- 

- 

0.024 

0.211 

0.011 

0.200 

0.042 

21.03 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Jonguon Ki Dhani 

0817000202118300 

21.915 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.583 

0.75 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.06 

0.00 

0.006 

0.03 

0.05 


Kalawa 

0817000302137600 

29.062 

Saline 

Non-command 

Non-command 

Older Alluvium 

14.858 

1.14 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.37 

0.68 

0.00 

0.045 

0.11 

0.23 







Non-command 

Younger Alluvium 

0.314 

1.14 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.00 

0.00 


Kalewa 

0817000302139700 

5.903 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.798 

0.61 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.07 

0.00 

0.008 

0.10 

0.21 


Kanwarli 

0817000302139900 

15.701 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.339 

0.54 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.00 

0.01 


Karnisar 

0817000302144900 

3.754 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.129 

0.43 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Keraliya 

0817000202122900 

1.204 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.691 

0.88 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.002 

0.13 

0.25 


Kumpaliya 

0817000202118200 

9.947 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.610 

0.78 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.32 

0.16 

0.00 

0.017 

0.15 

0.29 


Kyar Charnan 

0817000302139800 

6.190 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.222 

0.55 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.12 

0.00 

0.016 

0.18 

0.37 


Lapundara Barthan 

0817000202122500 

4.507 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.507 

0.84 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.12 

0.01 

0.011 

0.22 

0.44 


Lapundara Malbechhan (Chauhan) 

0817000202122300 

16.719 

Saline 

Non-command 

Non-command 

Older Alluvium 

16.712 

0.84 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.87 

0.44 

0.01 

0.042 

0.22 

0.44 


Lapundara Tarli 

0817000202122200 

8.081 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.180 

0.82 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.08 

0.00 

0.008 

0.09 

0.17 


Legonki Dhani 

0817000202121700 

10.068 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.451 

0.69 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.07 

0.00 

0.009 

0.08 

0.15 


Loreti 

0817000202123000 

3.296 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.296 

1.07 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.11 

0.00 

0.008 

0.22 

0.44 


Lumbaniya Ki Dhani 

0817000302138700 

5.444 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.444 

0.81 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.36 

0.18 

0.00 

0.016 

0.22 

0.44 


Mahadeo Ka Mandir 

0817000202117900 

5.745 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.638 

0.80 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.002 

0.03 

0.05 


Mahadeo Nagar 

0817000302138200 

6.332 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.332 

0.95 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.49 

0.25 

0.00 

0.019 

0.22 

0.44 


Malwa Charnan 

0817000202122800 

5.280 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.030 

0.90 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.11 

0.00 

0.010 

0.17 

0.34 


Malwa Patawatan (Jageer) 

0817000202122700 

7.593 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.593 

0.92 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.44 

0.22 

0.04 

0.019 

0.22 

0.44 


Malwa Utrad 

0817000202121800 

4.441 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.396 

0.70 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.02 

0.04 


Mandapura 

0817000302140700 

21.126 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.124 

1.07 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Meethi Beri 

0817000302138500 

12.736 

Saline 

Non-command 

Non-command 

Older Alluvium 

12.736 

0.69 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.71 

0.36 

0.00 

0.038 

0.22 

0.44 


Meraj Ki Beri 

0817000302139200 

6.641 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.474 

0.70 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.13 

0.00 

0.013 

0.15 

0.30 


Nawatala 

0817000302146300 

23.479 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.090 

0.88 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 


Newai 

0817000302143800 

16.148 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.147 

1.19 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Nimbli 

0817000302135500 

10.832 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.023 

1.77 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Panadeora 

0817000202123700 

1.892 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.751 

1.10 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.06 

0.05 

0.004 

0.21 

0.41 


Pareu 

0817000202118900 

13.998 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.958 

0.83 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.08 

0.00 

0.007 

0.05 

0.09 


Patiyal 

0817000302139100 

8.826 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.582 

0.74 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.52 

0.26 

0.00 

0.026 

0.22 

0.43 


Peeroni Saiyon Ki Dhani 

0817000202118600 

7.596 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.920 

0.84 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.36 

0.18 

0.01 

0.017 

0.20 

0.40 


Pooniyon Ki Beri 

0817000202118800 

5.508 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.255 

0.85 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.12 

0.01 

0.011 

0.17 

0.34 


Rajberi Malwa 

0817000202123100 

3.908 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.121 

0.79 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.07 

0.00 

0.008 

0.18 

0.35 


Reenchholi 

0817000302144800 

16.167 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.181 

0.48 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.00 

0.004 

0.02 

0.03 


Roopadevi 

0817000302135800 

7.840 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.001 

1.52 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sajiyali Moolraj(Kyar) 

0817000302138000 

20.312 

Saline 

Non-command 

Non-command 

Older Alluvium 

20.312 

0.71 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

1.17 

0.58 

0.00 

0.061 

0.22 

0.44 


Sajiyali Moolraj-ll 

0817000302138800 

5.243 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.243 

0.72 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.31 

0.16 

0.00 

0.016 

0.22 

0.44 


Sajiyali Padamsingh(Kanthwara) 

0817000302137900 

11.369 

Saline 

Non-command 

Non-command 

Older Alluvium 

11.369 

0.76 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.70 

0.35 

0.00 

0.034 

0.22 

0.44 


Sajiyali Padamsingh-I 

0817000302138300 

18.368 

Saline 

Non-command 

Non-command 

Older Alluvium 

18.368 

0.70 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

1.05 

0.52 

0.00 

0.055 

0.22 

0.44 


Sajiyali Roopji(Kanthwara) 

0817000302138900 

2.660 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.660 

0.76 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.08 

0.00 

0.008 

0.22 

0.44 


Sajiyali Roopji(Rajaberi) 

0817000302137800 

11.040 

Saline 

Non-command 

Non-command 

Older Alluvium 

11.040 

0.84 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.75 

0.37 

0.00 

0.033 

0.22 

0.44 


Sambhra 

0817000302137700 

40.176 

Saline 

Non-command 

Non-command 

Older Alluvium 

36.391 

0.98 

0.080 

0.04 

0.00 

0.00 

0.00 

0.01 

2.88 

1.43 

0.00 

0.109 

0.20 

0.40 


Sodhon Ki Dhani 

0817000302136300 

10.356 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.003 

1.36 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sonkaro Ki Beri 

0817000302138600 

3.387 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.387 

0.79 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.11 

0.00 

0.010 

0.22 

0.44 


Srawannadi 

0817000202123400 

2.806 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.440 

0.68 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.04 

0.07 


Sutharon Ki Dhani 

0817000202122600 

7.745 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.395 

0.79 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.36 

0.18 

0.00 

0.019 

0.21 

0.42 

11008062 

Aakli 

0817000102092500 

24.317 

Fresh 

Non-command 

Non-command 

Jalore Granite 

19.918 

1.11 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.34 

0.16 

0.01 

0.021 

0.16 

0.33 







Non-command 

Tertiary Sandstone 

1.846 

1.11 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.06 

0.00 

0.002 

0.01 

0.03 





Saline 

Non-command 

Non-command 

Jalore Granite 

2.553 

1.11 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.003 

0.02 

0.04 


Adarsh Basti 

0817000102092200 

10.394 

Saline 

Non-command 

Non-command 

Jalore Granite 

10.366 

1.74 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.28 

0.14 

0.04 

0.011 

0.19 

0.40 


Adarsh Basti Bishala 

0817000602209400 

6.543 

Fresh 

Non-command 

Non-command 

Rhyolite 

6.543 

0.51 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.017 

0.23 

0.34 


Adarsh Basti Nand 

0817000602206600 

17.874 

Fresh 

Non-command 

Non-command 

Rhyolite 

17.602 

0.30 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.13 

0.07 

0.18 

0.046 

0.21 

0.37 





Saline 

Non-command 

Non-command 

Rhyolite 

0.272 

0.30 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 


Agoriya 

0817000102092900 

27.758 

Fresh 

Non-command 

Non-command 

Jalore Granite 

7.899 

1.67 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.10 

0.01 

0.008 

0.05 

0.11 







Non-command 

Tertiary Sandstone 

18.896 

1.67 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

1.92 

0.90 

0.05 

0.020 

0.13 

0.27 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

0.963 

1.67 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.05 

0.00 

0.001 

0.01 

0.01 


Alsaniyon Ki Dhani 

0817000102096200 

12.632 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

12.576 

-0.03 

0.060 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.65 

0.013 

0.19 

0.40 


Amar Singh Ki Dhani 

0817000102095800 

20.929 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

0.594 

-0.37 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

2.881 

-0.37 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.03 

0.05 







Non-command 

Tertiary Sandstone 

3.920 

-0.37 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.04 

0.07 


Amarsar 

0816000202058600 

50.329 

Saline 

Non-command 

Non-command 

Jalore Granite 

0.442 

0.83 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ambabari 

0817000102093800 

10.621 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

10.621 

-1.00 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.011 

0.19 

0.40 


Andaniyon Ka Tala 

0817000602206300 

13.069 

Saline 

Non-command 

Non-command 

Rhyolite 

1.569 

0.89 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.004 

0.02 

0.05 


Bagasar 

0817000202109500 

1.732 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

1.642 

-0.06 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.004 

0.21 

0.34 


Balai 

0817000102095300 

50.502 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

50.502 

-0.49 

0.060 

0.07 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.22 

0.054 

0.19 

0.40 


Balasar 

0817000102089800 

46.177 

Fresh 

Non-command 

Non-command 

Jalore Granite 

10.741 

2.01 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.33 

0.16 

0.03 

0.011 

0.04 

0.09 







Non-command 

Tertiary Sandstone 

23.963 

2.01 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

2.92 

1.38 

0.11 

0.026 

0.10 

0.21 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

0.739 

2.01 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.04 

0.00 

0.001 

0.00 

0.01 


Bariyara 

0817000102097300 

17.977 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

16.507 

-0.10 

0.060 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.018 

0.17 

0.36 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Jonguon Ki Dhani 

0817000202118300 

0.05 

0.00 

1,632.86 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.004 

0.006 

147.69 

Over Exploited 

Kalawa 

0817000302137600 

0.10 

0.17 

307.81 

0.20 

0.00 

0.20 

0.02 

0.13 

0.03 

- 

- 

- 

0.001 

0.001 

0.028 

0.229 

0.011 

0.217 

0.045 

20.56 

Safe 



0.14 

0.00 

15,299.19 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Kalewa 

0817000302139700 

0.10 

0.03 

132.41 

0.04 

- 

0.04 

0.02 

0.12 

0.00 

- 

- 

- 

- 

- 

0.004 

0.039 

0.002 

0.037 

0.008 

22.53 

Safe 

Kanwarli 

0817000302139900 

0.10 

0.00 

4,447.45 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

496.06 

Over Exploited 

Karnisar 

0817000302144900 

0.10 

0.00 

2,170.30 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Keraliya 

0817000202122900 

0.05 

0.00 

317.73 

0.01 

- 

0.01 

0.02 

0.15 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.002 

30.41 

Safe 

Kumpaliya 

0817000202118200 

0.05 

0.05 

230.85 

0.06 

- 

0.06 

0.02 

0.17 

0.01 

- 

- 

- 

- 

- 

0.007 

0.067 

0.003 

0.064 

0.021 

32.31 

Safe 

Kyar Charnan 

0817000302139800 

0.10 

0.10 

22.55 

0.12 

- 

0.12 

0.03 

0.21 

0.01 

- 

- 

- 

- 

- 

0.014 

0.130 

0.006 

0.123 

0.016 

12.72 

Safe 

Lapundara Barthan 

0817000202122500 

0.05 

0.05 

139.97 

0.06 

- 

0.06 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.008 

0.068 

0.003 

0.064 

0.018 

28.44 

Safe 

Lapundara Malbechhan (Chauhan) 

0817000202122300 

0.05 

0.19 

136.09 

0.22 

- 

0.22 

0.03 

0.26 

0.03 

- 

- 

- 

- 

- 

0.028 

0.252 

0.013 

0.240 

0.056 

23.32 

Safe 

Lapundara Tarli 

0817000202122200 

0.05 

0.01 

473.43 

0.02 

- 

0.02 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.002 

0.019 

0.001 

0.018 

0.012 

66.11 

Safe 

Legonki Dhani 

0817000202121700 

0.05 

0.01 

451.16 

0.02 

- 

0.02 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.002 

0.018 

0.001 

0.017 

0.009 

50.68 

Safe 

Loreti 

0817000202123000 

0.05 

0.04 

191.30 

0.04 

- 

0.04 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.006 

0.049 

0.002 

0.047 

0.008 

17.61 

Safe 

Lumbaniya Ki Dhani 

0817000302138700 

0.10 

0.12 

51.66 

0.14 

- 

0.14 

0.03 

0.26 

0.02 

- 

- 

- 

- 

- 

0.018 

0.163 

0.008 

0.155 

0.016 

10.57 

Safe 

Mahadeo Ka Mandir 

0817000202117900 

0.05 

0.00 

1,869.38 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

155.28 

Over Exploited 

Mahadeo Nagar 

0817000302138200 

0.10 

0.14 

75.50 

0.17 

- 

0.17 

0.03 

0.25 

0.02 

- 

- 

- 

- 

- 

0.021 

0.189 

0.009 

0.180 

0.019 

10.61 

Safe 

Malwa Charnan 

0817000202122800 

0.05 

0.03 

########## 

0.04 

- 

0.04 

0.03 

0.20 

0.01 

- 

- 

- 

- 

- 

0.005 

0.046 

0.002 

0.044 

0.010 

23.00 

Safe 

Malwa Patawatan (Jageer) 

0817000202122700 

0.05 

0.08 

163.18 

0.10 

- 

0.10 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.013 

0.114 

0.006 

0.108 

0.062 

57.30 

Safe 

Malwa Utrad 

0817000202121800 

0.05 

0.00 

2,029.56 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Mandapura 

0817000302140700 

0.10 

0.00 

33,276.03 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Meethi Beri 

0817000302138500 

0.10 

0.28 

27.11 

0.34 

- 

0.34 

0.03 

0.25 

0.04 

- 

- 

- 

- 

- 

0.042 

0.379 

0.019 

0.360 

0.038 

10.65 

Safe 

Meraj Ki Beri 

0817000302139200 

0.10 

0.07 

89.37 

0.08 

- 

0.08 

0.02 

0.17 

0.01 

- 

- 

- 

- 

- 

0.010 

0.091 

0.005 

0.086 

0.013 

15.66 

Safe 

Nawatala 

0817000302146300 

0.10 

0.00 

41,514.36 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Newai 

0817000302143800 

0.10 

0.00 

23,567.70 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nimbli 

0817000302135500 

0.10 

0.00 

149,955.01 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Panadeora 

0817000202123700 

0.05 

0.02 

252.94 

0.02 

- 

0.02 

0.03 

0.24 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.034 

0.002 

0.033 

0.058 

178.23 

Over Exploited 

Pareu 

0817000202118900 

0.05 

0.01 

881.46 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.000 

0.009 

0.011 

125.81 

Over Exploited 

Patiyal 

0817000302139100 

0.10 

0.19 

40.64 

0.22 

- 

0.22 

0.03 

0.25 

0.03 

- 

- 

- 

- 

- 

0.028 

0.252 

0.013 

0.239 

0.026 

10.81 

Safe 

Peeroni Saiyon Ki Dhani 

0817000202118600 

0.05 

0.07 

159.90 

0.08 

- 

0.08 

0.03 

0.24 

0.01 

- 

- 

- 

- 

- 

0.011 

0.096 

0.005 

0.091 

0.024 

26.79 

Safe 

Pooniyon Ki Beri 

0817000202118800 

0.05 

0.04 

215.89 

0.04 

- 

0.04 

0.03 

0.20 

0.01 

- 

- 

- 

- 

- 

0.006 

0.050 

0.003 

0.048 

0.018 

37.10 

Safe 

Rajberi Malwa 

0817000202123100 

0.05 

0.03 

169.51 

0.03 

- 

0.03 

0.03 

0.21 

0.00 

- 

- 

- 

- 

- 

0.004 

0.038 

0.002 

0.036 

0.008 

21.91 

Safe 

Reenchholi 

0817000302144800 

0.10 

0.00 

1,084.03 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.004 

147.65 

Over Exploited 

Roopadevi 

0817000302135800 

0.10 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sajiyali Moolraj(Kyar) 

0817000302138000 

0.10 

0.44 

30.32 

0.53 

0.00 

0.54 

0.03 

0.25 

0.07 

- 

- 

- 

0.003 

0.003 

0.068 

0.604 

0.030 

0.574 

0.061 

10.65 

Safe 

Sajiyali Moolraj-ll 

0817000302138800 

0.10 

0.12 

35.33 

0.14 

- 

0.14 

0.03 

0.25 

0.02 

- 

- 

- 

- 

- 

0.017 

0.157 

0.008 

0.149 

0.016 

10.61 

Safe 

Sajiyali Padamsingh(Kanthwara) 

0817000302137900 

0.10 

0.25 

38.96 

0.30 

0.00 

0.30 

0.03 

0.25 

0.04 

- 

- 

- 

0.004 

0.004 

0.041 

0.342 

0.017 

0.325 

0.034 

10.54 

Safe 

Sajiyali Padamsingh-I 

0817000302138300 

0.10 

0.40 

29.70 

0.48 

- 

0.48 

0.03 

0.25 

0.06 

- 

- 

- 

- 

- 

0.060 

0.544 

0.027 

0.517 

0.055 

10.69 

Safe 

Sajiyali Roopji(Kanthwara) 

0817000302138900 

0.10 

0.06 

38.29 

0.07 

- 

0.07 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.009 

0.080 

0.004 

0.076 

0.008 

10.58 

Safe 

Sajiyali Roopji(Rajaberi) 

0817000302137800 

0.10 

0.24 

53.48 

0.29 

0.00 

0.29 

0.03 

0.25 

0.04 

- 

- 

- 

0.002 

0.002 

0.037 

0.327 

0.016 

0.311 

0.033 

10.69 

Safe 

Sambhra 

0817000302137700 

0.10 

0.72 

98.41 

0.86 

0.01 

0.88 

0.03 

0.23 

0.11 

- 

- 

- 

0.021 

0.021 

0.127 

1.005 

0.050 

0.955 

0.109 

11.46 

Safe 

Sodhon Ki Dhani 

0817000302136300 

0.14 

0.00 

781,912.58 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sonkaro Ki Beri 

0817000302138600 

0.10 

0.07 

43.25 

0.09 

- 

0.09 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.011 

0.101 

0.005 

0.096 

0.010 

10.61 

Safe 

Srawannadi 

0817000202123400 

0.05 

0.00 

1,086.07 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

110.75 

Over Exploited 

Sutharon Ki Dhani 

0817000202122600 

0.05 

0.08 

133.36 

0.09 

- 

0.09 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.012 

0.107 

0.005 

0.102 

0.023 

22.19 

Safe 

Aakli 

0817000102092500 

0.05 

0.16 

5.19 

0.16 

- 

0.16 

0.03 

0.19 

0.03 

- 

- 

- 

- 

- 

0.030 

0.194 

0.010 

0.184 

0.032 

17.55 

Safe 



0.03 

0.00 

7,252.36 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

186.09 

Over Exploited 



0.05 

0.00 

695.87 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.003 

0.003 

80.72 

Semi Critical 

Adarsh Basti 

0817000102092200 

0.05 

0.10 

36.80 

0.12 

- 

0.12 

0.04 

0.23 

0.02 

- 

- 

- 

- 

- 

0.019 

0.138 

0.007 

0.131 

0.054 

41.35 

Safe 

Adarsh Basti Bishala 

0817000602209400 

0.05 

0.07 

(46.64) 

0.06 

- 

0.06 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.009 

0.068 

0.003 

0.065 

0.017 

26.30 

Safe 

Adarsh Basti Nand 

0817000602206600 

0.05 

0.18 

(59.91) 

0.14 

0.01 

0.15 

0.03 

0.24 

0.03 

0.0200 

- 

- 

- 

0.020 

0.048 

0.203 

0.010 

0.193 

0.222 

115.15 

Over Exploited 



0.05 

0.00 

1,514.28 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.003 

4,857.50 

Over Exploited 

Agoriya 

0817000102092900 

0.05 

0.02 

362.45 

0.03 

- 

0.03 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.004 

0.030 

0.001 

0.028 

0.019 

68.94 

Safe 



0.03 

0.07 

1,140.49 

0.09 

- 

0.09 

0.03 

0.15 

0.01 

- 

- 

- 

- 

- 

0.015 

0.102 

0.005 

0.097 

0.067 

69.39 

Safe 



0.03 

0.00 

23,999.38 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

409.33 

Over Exploited 

Alsaniyon Ki Dhani 

0817000102096200 

0.03 

0.07 

- 

0.07 

0.01 

0.08 

0.04 

0.23 

0.01 

0.0200 

- 

- 

- 

0.020 

0.034 

0.116 

0.012 

0.104 

0.661 

636.21 

Over Exploited 

Amar Singh Ki Dhani 

0817000102095800 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.003 

126.24 

Over Exploited 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.001 

0.005 

0.004 

92.80 

Critical 

Amarsar 

0816000202058600 

0.02 

0.00 

12,667.33 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ambabari 

0817000102093800 

0.03 

0.06 

- 

0.06 

- 

0.06 

0.04 

0.23 

0.01 

- 

- 

- 

- 

- 

0.012 

0.072 

0.007 

0.065 

0.069 

106.85 

Over Exploited 

Andaniyon Ka Tala 

0817000602206300 

0.05 

0.00 

487.73 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.006 

244.30 

Over Exploited 

Bagasar 

0817000202109500 

0.05 

0.02 

- 

0.02 

- 

0.02 

0.03 

0.24 

0.00 

- 

- 

- 

- 

- 

0.002 

0.019 

0.002 

0.018 

0.090 

513.90 

Over Exploited 

Balai 

0817000102095300 

0.03 

0.29 

- 

0.29 

0.01 

0.29 

0.04 

0.23 

0.06 

0.0100 

- 

- 

0.008 

0.018 

0.075 

0.366 

0.037 

0.329 

0.277 

84.09 

Semi Critical 

Balasar 

0817000102089800 

0.05 

0.02 

567.08 

0.03 

- 

0.03 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.005 

0.033 

0.002 

0.031 

0.043 

138.52 

Over Exploited 



0.03 

0.07 

1,853.56 

0.08 

- 

0.08 

0.02 

0.12 

0.01 

- 

- 

- 

- 

- 

0.014 

0.099 

0.005 

0.094 

0.131 

139.33 

Over Exploited 



0.03 

0.00 

62,657.11 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Bariyara 

0817000102097300 

0.03 

0.09 

- 

0.09 

0.00 

0.09 

0.03 

0.21 

0.02 

0.0100 

- 

- 

0.004 

0.014 

0.031 

0.120 

0.012 

0.108 

0.220 

203.19 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Batara 

081700010210260C 

51.558 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

33.414 

-0.21 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.036 

0.13 

0.26 


Bhadarwa 

0817000602207100 

25.754 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

25.754 

-0.47 

0.060 

0.11 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.35 

0.065 

0.21 

0.37 


Bhadarwa Purohitan 

0817000602207300 

12.946 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

12.946 

-0.05 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.032 

0.20 

0.39 


Bhadres Gandhau 

0817000602211100 

7.425 

Fresh 

Non-command 

Non-command 

Rhyolite 

3.284 

0.85 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.009 

0.10 

0.15 







Non-command 

Tertiary Sandstone 

4.141 

0.85 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.14 

0.00 

0.011 

0.13 

0.19 


Bhadres Punasiya 

0817000602211300 

6.487 

Fresh 

Non-command 

Non-command 

Rhyolite 

6.487 

0.56 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.017 

0.23 

0.34 


Bhagwananiyon Ki Dhani 

0817000102093100 

18.945 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

18.945 

0.21 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.25 

0.12 

0.03 

0.020 

0.19 

0.40 


Bhation Ka Der 

0817000602210000 

12.200 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

4.167 

-0.07 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.010 

0.08 

0.12 


Bhiyar 

0817000102096300 

31.259 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

21.816 

-0.18 

0.060 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.69 

0.023 

0.13 

0.28 


Bhiyasar 

0816000302074300 

63.139 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

0.263 

-0.16 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhurtiya 

0817000602215300 

30.883 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

12.955 

0.81 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.64 

0.43 

0.00 

0.032 

0.10 

0.14 


Bisoo Kalan 

0817000102094900 

10.408 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

2.422 

-0.47 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.04 

0.09 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

7.986 

-0.47 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.009 

0.14 

0.31 


Bisoo Khurd 

0817000102095100 

32.715 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

8.510 

-0.37 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.009 

0.05 

0.10 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

4.595 

-0.37 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.03 

0.06 







Non-command 

Tertiary Sandstone 

19.609 

-0.37 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.021 

0.11 

0.24 


Bola 

0817000602211700 

72.129 

Fresh 

Non-command 

Non-command 

Rhyolite 

0.230 

0.97 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 


Boliya Jageer 

0817000602208400 

18.193 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

18.193 

0.23 

0.060 

0.01 

0.00 

0.00 

0.00 

0.01 

0.25 

0.16 

0.00 

0.046 

0.22 

0.35 


Bothiya Purohitan 

0817000602208300 

5.671 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

5.671 

0.03 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.014 

0.23 

0.34 


Chak Bhanska 

0817000102091200 

2.070 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

2.070 

0.27 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.002 

0.19 

0.40 


Chak Goonga 

0817000102094800 

8.916 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

8.916 

-0.53 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.010 

0.19 

0.40 


Chak Harwa 

0817000102091000 

4.783 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

4.783 

0.20 

0.060 

0.00 

0.00 

0.00 

0.00 

0.01 

0.04 

0.02 

0.00 

0.005 

0.19 

0.40 


Chak Mokhab 

0817000102101700 

4.299 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

3.398 

-0.41 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.15 

0.32 


Chak Negarda 

0817000102090800 

2.846 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

2.846 

-0.45 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.19 

0.40 


Chhapari 

0817000602208500 

3.374 

Fresh 

Non-command 

Non-command 

Rhyolite 

0.012 

0.50 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Tertiary Sandstone 

3.362 

0.50 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.00 

0.009 

0.23 

0.34 


Chhatarwallon Ka Sara 

0817000202109100 

6.093 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

2.193 

-0.29 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.005 

0.08 

0.13 


Chitroli 

0817000102096100 

12.525 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

2.616 

0.01 

0.060 

0.05 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.19 

0.003 

0.04 

0.08 


Chokhla 

0817000202109800 

4.582 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.707 

0.20 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.03 

0.05 


Chokhoniya Ka Tala 

0817000202108600 

8.338 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

3.084 

0.00 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.10 

0.008 

0.08 

0.14 


Chokhoniyon Ki Dhani 

0817000602206200 

9.525 

Fresh 

Non-command 

Non-command 

Rhyolite 

1.701 

0.29 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.004 

0.04 

0.07 





Saline 

Non-command 

Non-command 

Rhyolite 

3.011 

0.29 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.008 

0.07 

0.12 


Chooli 

0817000602210500 

16.110 

Fresh 

Non-command 

Non-command 

Rhyolite 

2.320 

1.30 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.006 

0.03 

0.05 







Non-command 

Tertiary Sandstone 

2.035 

1.30 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.11 

0.00 

0.005 

0.03 

0.04 


Chutroniyon Ki Dhani 

0817000202128200 

7.753 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

0.000 

0.69 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dalanara 

0817000102093300 

12.529 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

12.127 

0.67 

0.060 

0.12 

0.01 

0.00 

0.00 

0.00 

0.60 

0.28 

0.45 

0.013 

0.18 

0.39 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

0.402 

0.67 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.000 

0.01 

0.01 


Danasar 

0817000202109400 

3.114 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

3.110 

-0.01 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.008 

0.22 

0.35 


Dangri 

0816000302073700 

49.819 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.102 

0.92 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Jalore Granite 

1.434 

0.92 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.00 

0.000 

0.01 

0.01 


Daukiyon Ki Dhani 

0817000602215500 

7.343 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

3.609 

0.92 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.13 

0.00 

0.009 

0.11 

0.17 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

0.432 

0.92 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.01 

0.02 


Dedwali 

0817000202107700 

5.915 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.684 

0.00 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.02 

0.04 


Deoka 

0817000102097000 

24.737 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

18.548 

0.09 

0.060 

0.01 

0.00 

0.00 

0.00 

0.19 

-0.08 

-0.04 

0.01 

0.020 

0.14 

0.30 







Non-command 

Tertiary Sandstone 

6.137 

0.09 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.007 

0.05 

0.10 


Dhanora 

0817000602211500 

20.732 

Fresh 

Non-command 

Non-command 

Rhyolite 

15.162 

0.36 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.01 

0.040 

0.17 

0.25 


Dharwi Kalan 

0817000102098100 

9.247 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

9.247 

0.09 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.12 

0.010 

0.19 

0.40 


Dharwi Khurd 

0817000102097600 

7.724 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

7.724 

0.03 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.008 

0.19 

0.40 


Dholkiya 

0817000102092400 

22.159 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.997 

1.45 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.01 

0.02 







Non-command 

Tertiary Sandstone 

0.714 

1.45 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.02 

0.001 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Jalore Granite 

19.952 

1.45 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.45 

0.22 

0.05 

0.021 

0.17 

0.36 







Non-command 

Tertiary Sandstone 

0.496 

1.45 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.001 

0.00 

0.01 


Dhoondha 

0817000602214100 

9.222 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.909 

0.62 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.03 

0.002 

0.02 

0.03 


East Matasar 

0817000602215600 

20.207 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

0.831 

0.82 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.002 

0.01 

0.01 


Fateh Garh 

0816000302074200 

38.756 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

0.004 

-0.34 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Fatehnara 

0817000102095400 

13.433 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

13.433 

-0.32 

0.060 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.014 

0.19 

0.40 


Fatehpura 

0817000102097500 

13.801 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

13.450 

0.01 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.014 

0.18 

0.39 


Giral 

0817000102092800 

25.973 

Fresh 

Non-command 

Non-command 

Jalore Granite 

25.973 

1.36 

0.015 

0.01 

0.00 

0.00 

0.00 

0.02 

0.52 

0.24 

0.00 

0.028 

0.19 

0.40 


Goonga 

0817000102094700 

39.374 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

32.322 

-0.99 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.035 

0.15 

0.33 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

7.052 

-0.99 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.008 

0.03 

0.07 


Gurisar 

0817000602210900 

11.579 

Fresh 

Non-command 

Non-command 

Rhyolite 

1.697 

1.03 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.004 

0.03 

0.05 


Hariyali 

0817000602207800 

9.135 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

9.135 

-0.40 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.023 

0.21 

0.37 


Harupechiyon Ki Dhani 

0817000602214000 

19.070 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

19.048 

-0.18 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.048 

0.23 

0.34 


Flarwa 

0817000102090900 

41.349 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

41.349 

-0.31 

0.060 

0.02 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.03 

0.044 

0.19 

0.40 


Harwecha 

0817000102091100 

13.293 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

13.293 

-0.47 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.014 

0.19 

0.40 


Hathisingh Ka Gaon 

0817000102094500 

32.628 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

32.628 

0.38 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.76 

0.36 

0.06 

0.035 

0.19 

0.40 


Hemanara 

0817000102093200 

24.871 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

24.871 

0.17 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.27 

0.13 

0.06 

0.027 

0.19 

0.40 


Ishwer Pura 

0817000602209600 

7.351 

Fresh 

Non-command 

Non-command 

Rhyolite 

2.253 

0.61 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.006 

0.07 

0.10 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Batara 

0817000102102600 

0.03 

0.13 

- 

0.13 

- 

0.13 

0.02 

0.15 

0.02 

- 

- 

- 

- 

- 

0.024 

0.150 

0.015 

0.135 

0.050 

36.95 

Safe 

Bhadarwa 

0817000602207100 

0.05 

0.27 

- 

0.27 

0.01 

0.27 

0.03 

0.24 

0.04 

0.0100 

- 

- 

0.008 

0.018 

0.060 

0.332 

0.033 

0.299 

0.411 

137.48 

Over Exploited 

Bhadarwa Purohitan 

0817000602207300 

0.05 

0.13 

- 

0.13 

- 

0.13 

0.03 

0.23 

0.02 

- 

- 

- 

- 

- 

0.023 

0.152 

0.015 

0.137 

0.032 

23.73 

Safe 

Bhadres Gandhau 

0817000602211100 

0.05 

0.02 

69.67 

0.02 

- 

0.02 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.002 

0.022 

0.001 

0.021 

0.009 

41.19 

Safe 



0.05 

0.03 

433.77 

0.03 

0.00 

0.03 

0.01 

0.14 

0.00 

- 

- 

- 

0.003 

0.003 

0.006 

0.039 

0.002 

0.037 

0.011 

28.91 

Safe 

Bhadres Punasiya 

0817000602211300 

0.05 

0.07 

(41.98) 

0.06 

- 

0.06 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.009 

0.068 

0.003 

0.065 

0.021 

32.39 

Safe 

Bhagwananiyon Ki Dhani 

0817000102093100 

0.03 

0.11 

11.12 

0.12 

- 

0.12 

0.04 

0.23 

0.02 

- 

- 

- 

- 

- 

0.021 

0.142 

0.007 

0.135 

0.051 

38.08 

Safe 

Bhation Ka Der 

0817000602210000 

0.05 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.002 

0.018 

0.002 

0.016 

0.010 

63.91 

Safe 

Bhiyar 

0817000102096300 

0.03 

0.09 

- 

0.09 

0.01 

0.10 

0.03 

0.16 

0.02 

0.0300 

- 

- 

- 

0.030 

0.047 

0.144 

0.014 

0.130 

0.714 

550.79 

Over Exploited 

Bhiyasar 

0816000302074300 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhurtiya 

0817000602215300 

0.05 

0.06 

########## 

0.07 

- 

0.07 

0.01 

0.11 

0.01 

- 

- 

- 

- 

- 

0.007 

0.082 

0.004 

0.078 

0.032 

41.74 

Safe 

Bisoo Kalan 

0817000102094900 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.003 

0.003 

75.16 

Semi Critical 



0.03 

0.03 

- 

0.03 

- 

0.03 

0.03 

0.17 

0.01 

- 

- 

- 

- 

- 

0.007 

0.042 

0.004 

0.037 

0.009 

22.80 

Safe 

Bisoo Khurd 

0817000102095100 

0.03 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.003 

0.015 

0.002 

0.014 

0.009 

67.19 

Safe 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.005 

124.43 

Over Exploited 



0.03 

0.07 

- 

0.07 

- 

0.07 

0.02 

0.14 

0.01 

- 

- 

- 

- 

- 

0.013 

0.080 

0.008 

0.072 

0.021 

29.16 

Safe 

Bola 

0817000602211700 

0.05 

0.00 

26,566.46 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Boliya Jageer 

0817000602208400 

0.05 

0.20 

(20.11) 

0.16 

0.01 

0.17 

0.03 

0.25 

0.03 

- 

- 

- 

0.017 

0.017 

0.042 

0.217 

0.011 

0.206 

0.046 

22.15 

Safe 

Bothiya Purohitan 

0817000602208300 

0.05 

0.06 

(91.26) 

0.05 

- 

0.05 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.008 

0.059 

0.003 

0.056 

0.014 

25.34 

Safe 

Chak Bhanska 

0817000102091200 

0.03 

0.01 

33.22 

0.01 

- 

0.01 

0.04 

0.23 

0.00 

- 

- 

- 

- 

- 

0.002 

0.016 

0.001 

0.016 

0.002 

14.21 

Safe 

Chak Goonga 

0817000102094800 

0.03 

0.05 

- 

0.05 

- 

0.05 

0.04 

0.23 

0.01 

- 

- 

- 

- 

- 

0.010 

0.061 

0.006 

0.055 

0.010 

17.49 

Safe 

Chak Harwa 

0817000102091000 

0.03 

0.03 

(23.96) 

0.02 

0.01 

0.04 

0.04 

0.23 

0.01 

- 

- 

- 

0.020 

0.020 

0.026 

0.061 

0.003 

0.058 

0.005 

8.81 

Safe 

Chak Mokhab 

0817000102101700 

0.03 

0.02 

- 

0.02 

- 

0.02 

0.03 

0.18 

0.00 

- 

- 

- 

- 

- 

0.003 

0.018 

0.002 

0.016 

0.004 

22.02 

Safe 

Chak Negarda 

0817000102090800 

0.03 

0.02 

- 

0.02 

0.00 

0.02 

0.04 

0.23 

0.00 

- 

- 

- 

0.007 

0.007 

0.010 

0.031 

0.003 

0.027 

0.003 

11.08 

Safe 

Chhapari 

0817000602208500 

0.05 

0.00 

19,973.01 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.04 

74.51 

0.05 

- 

0.05 

0.03 

0.25 

0.00 

- 

- 

- 

- 

- 

0.005 

0.050 

0.002 

0.047 

0.009 

18.45 

Safe 

Chhatarwallon Ka Sara 

0817000202109100 

0.05 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.009 

0.063 

704.69 

Over Exploited 

Chitroli 

0817000102096100 

0.03 

0.00 

703.21 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.014 

0.001 

0.014 

0.190 

1,390.00 

Over Exploited 

Chokhla 

0817000202109800 

0.05 

0.00 

343.65 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.002 

115.26 

Over Exploited 

Chokhoniya Ka Tala 

0817000202108600 

0.05 

0.01 

42.14 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.002 

0.016 

0.001 

0.015 

0.109 

711.88 

Over Exploited 

Chokhoniyon Ki Dhani 

0817000602206200 

0.05 

0.00 

30.56 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.015 

380.60 

Over Exploited 



0.05 

0.01 

30.15 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.002 

0.013 

0.001 

0.013 

0.020 

156.28 

Over Exploited 

Chooli 

0817000602210500 

0.05 

0.00 

699.31 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.005 

0.006 

126.40 

Over Exploited 



0.05 

0.00 

3,541.76 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.005 

144.08 

Over Exploited 

Chutroniyon Ki Dhani 

0817000202128200 

0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dalanara 

0817000102093300 

0.03 

0.07 

323.39 

0.08 

0.01 

0.09 

0.04 

0.22 

0.01 

0.0200 

- 

- 

- 

0.020 

0.033 

0.123 

0.006 

0.117 

0.465 

396.88 

Over Exploited 



0.03 

0.00 

10,250.26 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.014 

14,800.65 

Over Exploited 

Danasar 

0817000202109400 

0.05 

0.03 

- 

0.03 

- 

0.03 

0.03 

0.25 

0.00 

- 

- 

- 

- 

- 

0.004 

0.039 

0.004 

0.035 

0.022 

61.95 

Safe 

Dangri 

0816000302073700 

0.03 

0.00 

100,533.46 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

6,665.22 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Daukiyon Ki Dhani 

0817000602215500 

0.05 

0.02 

552.31 

0.02 

- 

0.02 

0.01 

0.13 

0.00 

- 

- 

- 

- 

- 

0.002 

0.027 

0.001 

0.025 

0.009 

35.59 

Safe 



0.05 

0.00 

5,333.47 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

297.35 

Over Exploited 

Dedwali 

0817000202107700 

0.05 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.016 

1,874.75 

Over Exploited 

Deoka 

0817000102097000 

0.03 

0.08 

(148.95) 

0.06 

0.19 

0.25 

0.03 

0.17 

0.02 

- 

- 

- 

0.287 

0.287 

0.303 

0.557 

0.028 

0.529 

0.034 

6.39 

Safe 



0.03 

0.01 

81.85 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.002 

0.012 

0.001 

0.011 

0.007 

57.23 

Safe 

Dhanora 

0817000602211500 

0.05 

0.13 

(151.08) 

0.10 

- 

0.10 

0.02 

0.19 

0.01 

- 

- 

- 

- 

- 

0.015 

0.116 

0.006 

0.110 

0.047 

42.24 

Safe 

Dharwi Kalan 

0817000102098100 

0.03 

0.05 

(30.32) 

0.04 

0.00 

0.04 

0.04 

0.23 

0.01 

- 

- 

- 

0.001 

0.001 

0.012 

0.055 

0.003 

0.052 

0.125 

239.76 

Over Exploited 

Dharwi Khurd 

0817000102097600 

0.03 

0.04 

(575.70) 

0.03 

- 

0.03 

0.04 

0.23 

0.01 

- 

- 

- 

- 

- 

0.009 

0.044 

0.002 

0.041 

0.037 

90.13 

Critical 

Dholkiya 

0817000102092400 

0.05 

0.00 

2,321.39 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.012 

2,122.57 

Over Exploited 



0.03 

0.00 

22,466.17 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.017 

9,590.87 

Over Exploited 



0.05 

0.17 

26.89 

0.21 

- 

0.21 

0.03 

0.21 

0.03 

0.0100 

- 

- 

- 

0.010 

0.043 

0.250 

0.012 

0.237 

0.071 

30.09 

Safe 



0.03 

0.00 

32,412.23 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Dhoondha 

0817000602214100 

0.05 

0.00 

2,764.16 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.031 

2,437.60 

Over Exploited 

East Matasar 

0817000602215600 

0.05 

0.00 

6,878.42 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.002 

424.76 

Over Exploited 

Fateh Garh 

0816000302074200 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Fatehnara 

0817000102095400 

0.03 

0.08 

- 

0.08 

- 

0.08 

0.04 

0.23 

0.02 

0.0100 

- 

- 

- 

0.010 

0.025 

0.101 

0.010 

0.091 

0.345 

378.66 

Over Exploited 

Fatehpura 

0817000102097500 

0.03 

0.07 

(89.13) 

0.06 

- 

0.06 

0.04 

0.22 

0.01 

- 

- 

- 

- 

- 

0.015 

0.074 

0.004 

0.071 

0.043 

61.52 

Safe 

Giral 

0817000102092800 

0.05 

0.25 

(0.62) 

0.24 

0.02 

0.27 

0.04 

0.23 

0.05 

- 

- 

- 

0.037 

0.037 

0.085 

0.354 

0.018 

0.336 

0.028 

8.26 

Safe 

Goonga 

0817000102094700 

0.03 

0.15 

- 

0.15 

- 

0.15 

0.03 

0.19 

0.03 

- 

- 

- 

- 

- 

0.030 

0.180 

0.018 

0.162 

0.051 

31.18 

Safe 



0.03 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.001 

0.008 

0.008 

97.69 

Critical 

Gurisar 

0817000602210900 

0.05 

0.00 

35,614.91 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.003 

0.004 

128.68 

Over Exploited 

Hariyali 

0817000602207800 

0.05 

0.10 

- 

0.10 

0.00 

0.10 

0.03 

0.24 

0.01 

- 

- 

- 

0.001 

0.001 

0.015 

0.113 

0.011 

0.102 

0.023 

22.49 

Safe 

Flarupechiyon Ki Dhani 

0817000602214000 

0.05 

0.22 

- 

0.22 

- 

0.22 

0.03 

0.25 

0.03 

- 

- 

- 

- 

- 

0.026 

0.243 

0.024 

0.218 

0.076 

34.69 

Safe 

Flarwa 

0817000102090900 

0.03 

0.23 

- 

0.23 

0.01 

0.24 

0.04 

0.23 

0.05 

- 

- 

- 

0.014 

0.014 

0.061 

0.305 

0.030 

0.274 

0.075 

27.44 

Safe 

Flarwecha 

0817000102091100 

0.03 

0.08 

- 

0.08 

0.00 

0.08 

0.04 

0.23 

0.02 

- 

- 

- 

0.003 

0.003 

0.018 

0.096 

0.010 

0.086 

0.014 

16.52 

Safe 

Hathisingh Ka Gaon 

0817000102094500 

0.03 

0.18 

93.95 

0.22 

0.00 

0.23 

0.04 

0.23 

0.04 

- 

- 

- 

0.006 

0.006 

0.043 

0.268 

0.013 

0.255 

0.097 

38.01 

Safe 

Flemanara 

0817000102093200 

0.03 

0.14 

(9.81) 

0.13 

- 

0.13 

0.04 

0.23 

0.03 

- 

- 

- 

- 

- 

0.027 

0.157 

0.008 

0.149 

0.089 

59.44 

Safe 

Ishwer Pura 

0817000602209600 

0.05 

0.01 

76.15 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.010 

0.006 

59.50 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Tertiary Sandstone 

5.098 

0.61 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.12 

0.00 

0.013 

0.16 

0.24 


Isramon Ka Tala 

0817000202108700 

8.554 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.916 

0.02 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.002 

0.02 

0.04 


Jaitaniyon Ki Dhani 

0817000602207600 

6.319 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

5.498 

-0.11 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.014 

0.18 

0.32 


Jalila 

0817000102094300 

5.641 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.244 

1.29 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 







Non-command 

Tertiary Sandstone 

1.960 

1.29 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.07 

0.00 

0.002 

0.07 

0.14 





Saline 

Non-command 

Non-command 

Jalore Granite 

0.000 

1.29 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Tertiary Sandstone 

3.438 

1.29 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.13 

0.00 

0.004 

0.11 

0.24 


Janiyawas 

0817000602206700 

27.142 

Fresh 

Non-command 

Non-command 

Rhyolite 

1.727 

0.57 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.004 

0.01 

0.02 







Non-command 

Tertiary Sandstone 

25.416 

0.57 

0.060 

0.06 

0.01 

0.00 

0.00 

0.00 

0.91 

0.48 

0.14 

0.066 

0.19 

0.36 


Jase Ka Gaon 

0817000102094600 

8.997 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

8.997 

1.41 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.76 

0.36 

0.00 

0.010 

0.19 

0.40 


Jasnath Puri 

0817000202109600 

1.092 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

1.092 

-0.24 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.22 

0.35 


Jasontaniyon Ki Dhani 

0817000602207000 

31.122 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

31.122 

-0.14 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.078 

0.20 

0.39 


Jatiya Kumaharon Ki Basti 

0817000602209900 

6.269 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

5.403 

-0.07 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.014 

0.20 

0.29 


Jhanphli Kalan 

0817000102091500 

30.455 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

10.784 

-0.06 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.012 

0.07 

0.14 


Jhanphli Khurd 

0817000102091600 

3.419 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

1.003 

-0.18 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.001 

0.06 

0.12 


Jhari 

0817000102092300 

9.818 

Saline 

Non-command 

Non-command 

Jalore Granite 

9.383 

1.97 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.29 

0.14 

0.02 

0.010 

0.18 

0.38 


Jharwa 

0817000602211000 

6.243 

Fresh 

Non-command 

Non-command 

Rhyolite 

3.740 

0.80 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.010 

0.14 

0.20 


Joranada 

0817000102093700 

32.827 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

32.827 

0.36 

0.060 

0.17 

0.01 

0.00 

0.00 

0.03 

0.84 

0.39 

0.62 

0.035 

0.19 

0.40 


Juneja Mehron Ki Basti 

0817000602208100 

11.517 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

11.517 

-0.27 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.029 

0.22 

0.35 


Junejon Ki Basti 

0817000102092100 

46.963 

Fresh 

Non-command 

Non-command 

Jalore Granite 

3.434 

1.74 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.04 

0.01 

0.004 

0.01 

0.03 





Saline 

Non-command 

Non-command 

Jalore Granite 

36.227 

1.74 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.97 

0.46 

0.05 

0.039 

0.15 

0.31 







Non-command 

Tertiary Sandstone 

5.700 

1.74 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.61 

0.29 

0.03 

0.006 

0.02 

0.05 


Kalijal 

0817000102090500 

29.103 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.217 

-0.34 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kamoipura 

0817000602211200 

3.777 

Fresh 

Non-command 

Non-command 

Rhyolite 

3.596 

0.98 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.00 

0.009 

0.22 

0.32 


Kanora 

0817000602209200 

22.000 

Fresh 

Non-command 

Non-command 

Rhyolite 

7.784 

0.39 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.00 

0.020 

0.08 

0.12 


Kapoordi 

0817000602209700 

44.602 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

39.804 

0.32 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.79 

0.53 

0.03 

0.100 

0.20 

0.30 


Karanpur 

0817000202109700 

4.241 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

4.241 

-0.16 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.011 

0.22 

0.36 


Kayam Ki Basti 

0817000102102100 

11.472 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

11.472 

0.35 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.27 

0.13 

0.09 

0.012 

0.19 

0.40 


Kerawa 

0817000602209100 

17.389 

Fresh 

Non-command 

Non-command 

Rhyolite 

1.221 

0.80 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.003 

0.02 

0.03 





Saline 

Non-command 

Non-command 

Rhyolite 

0.164 

0.80 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khanadiya 

0817000202109900 

4.778 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.651 

0.18 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.002 

0.03 

0.05 


Khanji Ka Tala 

0817000202110200 

8.920 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

8.920 

-0.16 

0.060 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.022 

0.22 

0.35 


Khariya Tala 

0817000602207400 

16.997 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

16.997 

-0.09 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.043 

0.21 

0.38 


Khatiyon Ka Tala 

0817000202109300 

1.706 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

1.706 

-0.31 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.23 

0.35 


Khejarali 

0817000102092600 

14.860 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

14.860 

0.43 

0.060 

0.01 

0.00 

0.00 

0.00 

0.01 

0.39 

0.19 

0.00 

0.016 

0.20 

0.39 


Khural 

0817000102097200 

15.585 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

15.585 

0.04 

0.060 

0.08 

0.00 

0.00 

0.00 

0.00 

0.12 

0.06 

0.32 

0.017 

0.19 

0.40 


Kohariyon Ki Basti 

0817000102101800 

12.022 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

0.026 

-0.36 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Tertiary Sandstone 

11.996 

-0.36 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.013 

0.19 

0.40 


Kotra 

0817000102094000 

51.583 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

31.570 

1.46 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

2.78 

1.31 

0.02 

0.034 

0.12 

0.25 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

20.013 

1.46 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

1.76 

0.83 

0.01 

0.021 

0.07 

0.16 


Kotriyon Ki Dhani 

0817000102096400 

31.693 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

31.693 

-0.01 

0.060 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.034 

0.19 

0.40 


Lakhetali 

0817000602209800 

8.494 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

1.682 

0.16 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.004 

0.05 

0.07 


Langon Ki Dhani 

0817000102098200 

13.448 

Fresh 

Non-command 

Non-command 

Jalore Granite 

3.974 

0.46 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.00 

0.004 

0.06 

0.12 







Non-command 

Jurassic Sandstone 

9.466 

0.46 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.13 

0.00 

0.010 

0.13 

0.28 


Lopali Nadi 

0817000602206100 

25.950 

Fresh 

Non-command 

Non-command 

Rhyolite 

3.362 

0.94 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.00 

0.009 

0.03 

0.05 







Non-command 

Tertiary Sandstone 

15.119 

0.94 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.87 

0.45 

0.04 

0.039 

0.12 

0.23 





Saline 

Non-command 

Non-command 

Jalore Granite 

1.037 

0.94 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.003 

0.01 

0.02 







Non-command 

Rhyolite 

0.012 

0.94 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Tertiary Sandstone 

6.420 

0.94 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.37 

0.19 

0.01 

0.017 

0.05 

0.10 


Lunu Agor 

0817000602210800 

13.411 

Fresh 

Non-command 

Non-command 

Rhyolite 

2.614 

1.35 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.00 

0.007 

0.04 

0.07 


Madha Ka Tala 

0817000102102200 

5.470 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

5.470 

0.18 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.07 

0.006 

0.19 

0.40 


Madpura Purana Gaon 

0817000202128100 

1.981 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.723 

0.60 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.002 

0.08 

0.13 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

0.490 

0.60 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.06 

0.09 


Madpura Sani 

0817000602213900 

20.341 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

8.631 

-0.20 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.022 

0.10 

0.15 


Magini 

0817000102089500 

20.902 

Saline 

Non-command 

Non-command 

Jalore Granite 

3.077 

2.83 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.07 

0.02 

0.003 

0.03 

0.06 


Magnaniyon Ki Dhani 

0817000602207900 

8.751 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

8.751 

-0.18 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.022 

0.22 

0.35 


Maloosar 

0816000202059000 

21.375 

Saline 

Non-command 

Non-command 

Jalore Granite 

1.273 

0.63 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.01 

0.02 


Manihari 

0817000102096800 

64.275 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

12.750 

0.13 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.05 

0.01 

0.014 

0.04 

0.08 







Non-command 

Tertiary Sandstone 

51.524 

0.13 

0.060 

0.03 

0.00 

0.00 

0.00 

0.06 

0.37 

0.17 

0.05 

0.055 

0.15 

0.32 


Mataji Ki Bhankhari 

0817000102095700 

10.959 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

2.597 

-0.29 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.04 

0.09 







Non-command 

Tertiary Sandstone 

8.362 

-0.29 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.009 

0.14 

0.31 


Mati Ka Gol 

0817000102097100 

3.342 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

3.296 

-0.08 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.19 

0.39 


Matuja 

0817000102091800 

10.029 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

5.777 

1.45 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.53 

0.25 

0.09 

0.006 

0.11 

0.23 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

4.252 

1.45 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.39 

0.18 

0.07 

0.005 

0.08 

0.17 


Mege Ka Gaon 

0817000102091300 

14.417 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

13.440 

-0.23 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.014 

0.18 

0.37 


Meghwalon Ka Bas 

0817000202110600 

28.626 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

7.928 

0.10 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.020 

0.06 

0.10 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

0.463 

0.10 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 


Mehreri 

0816000302073800 

23.691 

Fresh 

Non-command 

Non-command 

Jalore Granite 

9.321 

0.73 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.07 

0.00 

0.003 

0.08 

0.15 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.05 

0.04 

207.18 

0.05 

0.00 

0.05 

0.02 

0.18 

0.00 

- 

- 

- 

0.004 

0.004 

0.009 

0.060 

0.003 

0.057 

0.013 

23.49 

Safe 

Isramon Ka Tala 

0817000202108700 

0.05 

0.00 

492.25 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.045 

3,378.60 

Over Exploited 

Jaitaniyon Ki Dhani 

0817000602207600 

0.05 

0.05 

- 

0.05 

- 

0.05 

0.03 

0.21 

0.01 

- 

- 

- 

- 

- 

0.008 

0.058 

0.006 

0.052 

0.086 

163.57 

Over Exploited 

Jalila 

0817000102094300 

0.05 

0.00 

2,113.53 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

1,750.76 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.002 

40.90 

Safe 



0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.01 

955.97 

0.01 

- 

0.01 

0.02 

0.14 

0.00 

- 

- 

- 

- 

- 

0.002 

0.017 

0.001 

0.016 

0.004 

23.31 

Safe 

Janiyawas 

0817000602206700 

0.05 

0.00 

602.18 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.008 

588.66 

Over Exploited 



0.05 

0.24 

101.12 

0.29 

0.01 

0.30 

0.03 

0.22 

0.04 

0.0200 

- 

- 

0.003 

0.023 

0.064 

0.365 

0.018 

0.346 

0.210 

60.69 

Safe 

Jase Ka Gaon 

0817000102094600 

0.03 

0.05 

599.91 

0.06 

0.00 

0.06 

0.04 

0.23 

0.01 

- 

- 

- 

0.006 

0.006 

0.016 

0.081 

0.004 

0.077 

0.010 

12.56 

Safe 

Jasnath Puri 

0817000202109600 

0.05 

0.01 

- 

0.01 

- 

0.01 

0.03 

0.25 

0.00 

- 

- 

- 

- 

- 

0.002 

0.014 

0.001 

0.012 

0.003 

22.02 

Safe 

Jasontaniyon Ki Dhani 

0817000602207000 

0.05 

0.31 

- 

0.31 

- 

0.31 

0.04 

0.23 

0.06 

- 

- 

- 

- 

- 

0.055 

0.362 

0.036 

0.326 

0.106 

32.53 

Safe 

Jatiya Kumaharon Ki Basti 

0817000602209900 

0.05 

0.05 

- 

0.05 

- 

0.05 

0.02 

0.22 

0.01 

- 

- 

- 

- 

- 

0.006 

0.059 

0.006 

0.053 

0.014 

25.35 

Safe 

Jhanphli Kalan 

0817000102091500 

0.03 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.004 

0.026 

0.003 

0.023 

0.054 

229.22 

Over Exploited 

Jhanphli Khurd 

0817000102091600 

0.03 

0.00 

- 

0.00 

0.00 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

0.003 

0.003 

0.003 

0.007 

0.001 

0.006 

0.028 

466.23 

Over Exploited 

Jhari 

0817000102092300 

0.05 

0.09 

60.93 

0.10 

- 

0.10 

0.04 

0.22 

0.02 

- 

- 

- 

- 

- 

0.017 

0.119 

0.006 

0.113 

0.028 

24.71 

Safe 

Jharwa 

0817000602211000 

0.05 

0.02 

493,496.68 

0.03 

- 

0.03 

0.02 

0.15 

0.00 

- 

- 

- 

- 

- 

0.003 

0.030 

0.002 

0.029 

0.014 

47.55 

Safe 

Joranada 

0817000102093700 

0.03 

0.19 

112.38 

0.22 

0.04 

0.26 

0.04 

0.23 

0.04 

0.0200 

- 

- 

0.039 

0.059 

0.096 

0.355 

0.018 

0.337 

0.654 

194.06 

Over Exploited 

Juneja Mehron Ki Basti 

0817000602208100 

0.05 

0.13 

- 

0.13 

- 

0.13 

0.03 

0.25 

0.02 

- 

- 

- 

- 

- 

0.017 

0.144 

0.014 

0.130 

0.029 

22.27 

Safe 

Junejon Ki Basti 

0817000102092100 

0.05 

0.00 

1,689.94 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.015 

464.27 

Over Exploited 



0.05 

0.26 

73.31 

0.32 

- 

0.32 

0.03 

0.18 

0.05 

- 

- 

- 

- 

- 

0.052 

0.370 

0.019 

0.352 

0.086 

24.38 

Safe 



0.03 

0.00 

7,214.10 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.035 

671.91 

Over Exploited 

Kalijal 

0817000102090500 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kamoipura 

0817000602211200 

0.05 

0.04 

(209.67) 

0.04 

- 

0.04 

0.03 

0.24 

0.00 

- 

- 

- 

- 

- 

0.005 

0.040 

0.002 

0.038 

0.009 

24.70 

Safe 

Kanora 

0817000602209200 

0.05 

0.02 

28,625.87 

0.03 

- 

0.03 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.003 

0.033 

0.002 

0.032 

0.024 

76.87 

Semi Critical 

Kapoordi 

0817000602209700 

0.05 

0.41 

30.80 

0.49 

0.00 

0.49 

0.02 

0.23 

0.05 

- 

- 

- 

0.005 

0.005 

0.052 

0.542 

0.027 

0.515 

0.129 

25.01 

Safe 

Karanpur 

0817000202109700 

0.05 

0.05 

- 

0.05 

- 

0.05 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.006 

0.053 

0.005 

0.047 

0.069 

144.50 

Over Exploited 

Kayam Ki Basti 

0817000102102100 

0.03 

0.07 

96.97 

0.08 

- 

0.08 

0.04 

0.23 

0.01 

- 

- 

- 

- 

- 

0.013 

0.091 

0.005 

0.086 

0.098 

113.67 

Over Exploited 

Kerawa 

0817000602209100 

0.05 

0.00 

858.56 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.003 

267.34 

Over Exploited 



0.05 

0.00 

7,027.71 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khanadiya 

0817000202109900 

0.05 

0.00 

958.52 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.045 

3,588.73 

Over Exploited 

Khanji Ka Tala 

0817000202110200 

0.05 

0.10 

- 

0.10 

- 

0.10 

0.03 

0.25 

0.01 

0.0100 

- 

- 

- 

0.010 

0.023 

0.121 

0.012 

0.109 

0.339 

310.40 

Over Exploited 

Khariya Tala 

0817000602207400 

0.05 

0.17 

- 

0.17 

- 

0.17 

0.03 

0.24 

0.03 

- 

- 

- 

- 

- 

0.028 

0.203 

0.020 

0.183 

0.057 

30.97 

Safe 

Khatiyon Ka Tala 

0817000202109300 

0.05 

0.02 

- 

0.02 

- 

0.02 

0.03 

0.25 

0.00 

- 

- 

- 

- 

- 

0.002 

0.022 

0.002 

0.019 

0.004 

21.99 

Safe 

Khejarali 

0817000102092600 

0.03 

0.09 

121.92 

0.10 

0.01 

0.11 

0.04 

0.23 

0.02 

- 

- 

- 

0.012 

0.012 

0.028 

0.140 

0.007 

0.133 

0.016 

11.97 

Safe 

Khural 

0817000102097200 

0.03 

0.09 

(37.72) 

0.07 

- 

0.07 

0.04 

0.23 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.098 

0.005 

0.093 

0.334 

357.52 

Over Exploited 

Kohariyon Ki Basti 

0817000102101800 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.07 

- 

0.07 

- 

0.07 

0.04 

0.23 

0.01 

- 

- 

- 

- 

- 

0.013 

0.082 

0.008 

0.073 

0.071 

96.43 

Critical 

Kotra 

0817000102094000 

0.03 

0.11 

1,097.98 

0.13 

- 

0.13 

0.02 

0.14 

0.02 

- 

- 

- 

- 

- 

0.022 

0.153 

0.008 

0.145 

0.050 

34.22 

Safe 



0.03 

0.04 

1,786.96 

0.05 

- 

0.05 

0.01 

0.09 

0.01 

- 

- 

- 

- 

- 

0.009 

0.062 

0.003 

0.058 

0.035 

60.58 

Safe 

Kotriyon Ki Dhani 

0817000102096400 

0.03 

0.18 

- 

0.18 

0.01 

0.19 

0.04 

0.23 

0.04 

0.0200 

- 

- 

0.001 

0.021 

0.056 

0.248 

0.025 

0.223 

0.437 

196.13 

Over Exploited 

Lakhetali 

0817000602209800 

0.05 

0.00 

191.36 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.005 

0.004 

88.48 

Semi Critical 

Langon Ki Dhani 

0817000102098200 

0.05 

0.01 

19.53 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.002 

0.016 

0.001 

0.015 

0.004 

28.73 

Safe 



0.03 

0.04 

234.86 

0.05 

- 

0.05 

0.03 

0.16 

0.01 

- 

- 

- 

- 

- 

0.007 

0.053 

0.003 

0.051 

0.010 

20.04 

Safe 

Lopali Nadi 

0817000602206100 

0.05 

0.00 

462.88 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.013 

225.92 

Over Exploited 



0.05 

0.09 

412.48 

0.10 

- 

0.10 

0.02 

0.14 

0.02 

- 

- 

- 

- 

- 

0.015 

0.120 

0.006 

0.114 

0.082 

72.12 

Semi Critical 



0.05 

0.00 

1,726.27 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.003 

502.91 

Over Exploited 



0.05 

0.00 

196,737.63 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.02 

1,111.78 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.003 

0.022 

0.001 

0.021 

0.024 

115.20 

Over Exploited 

Lunu Agor 

0817000602210800 

0.05 

0.01 

511.80 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.007 

0.007 

93.41 

Critical 

Madha Ka Tala 

0817000102102200 

0.03 

0.03 

21.36 

0.04 

- 

0.04 

0.04 

0.23 

0.01 

- 

- 

- 

- 

- 

0.006 

0.043 

0.002 

0.041 

0.078 

188.62 

Over Exploited 

Madpura Purana Gaon 

0817000202128100 

0.05 

0.00 

467.59 

0.00 

- 

0.00 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.002 

47.96 

Safe 



0.05 

0.00 

738.46 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.001 

70.77 

Semi Critical 

Madpura Sani 

0817000602213900 

0.05 

0.04 

- 

0.04 

- 

0.04 

0.01 

0.11 

0.01 

- 

- 

- 

- 

- 

0.005 

0.047 

0.005 

0.042 

0.036 

84.83 

Semi Critical 

Magini 

0817000102089500 

0.05 

0.00 

1,459.44 

0.01 

- 

0.01 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.021 

372.16 

Over Exploited 

Magnaniyon Ki Dhani 

0817000602207900 

0.05 

0.10 

- 

0.10 

- 

0.10 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.013 

0.110 

0.011 

0.099 

0.022 

22.21 

Safe 

Maloosar 

0816000202059000 

0.02 

0.00 

1,267.52 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

292.74 

Over Exploited 

Manihari 

0817000102096800 

0.03 

0.01 

258.76 

0.02 

- 

0.02 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.003 

0.020 

0.001 

0.019 

0.028 

145.09 

Over Exploited 



0.03 

0.23 

(25.55) 

0.19 

0.06 

0.25 

0.03 

0.18 

0.05 

- 

- 

- 

0.091 

0.091 

0.138 

0.386 

0.019 

0.366 

0.102 

27.87 

Safe 

Mataji Ki Bhankhari 

0817000102095700 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.003 

73.70 

Semi Critical 



0.03 

0.04 

- 

0.04 

- 

0.04 

0.03 

0.17 

0.01 

- 

- 

- 

- 

- 

0.007 

0.043 

0.004 

0.039 

0.038 

97.11 

Critical 

Mati Ka Gol 

0817000102097100 

0.03 

0.02 

- 

0.02 

- 

0.02 

0.04 

0.22 

0.00 

- 

- 

- 

- 

- 

0.004 

0.022 

0.002 

0.020 

0.004 

17.74 

Safe 

Matuja 

0817000102091800 

0.03 

0.02 

1,229.12 

0.02 

- 

0.02 

0.02 

0.13 

0.00 

- 

- 

- 

- 

- 

0.004 

0.026 

0.001 

0.025 

0.100 

399.77 

Over Exploited 



0.03 

0.01 

1,695.81 

0.01 

- 

0.01 

0.02 

0.10 

0.00 

- 

- 

- 

- 

- 

0.002 

0.014 

0.001 

0.014 

0.077 

563.74 

Over Exploited 

Mege Ka Gaon 

0817000102091300 

0.03 

0.07 

- 

0.07 

0.00 

0.07 

0.04 

0.21 

0.01 

- 

- 

- 

0.001 

0.001 

0.015 

0.087 

0.009 

0.078 

0.014 

18.41 

Safe 

Meghwalon Ka Bas 

0817000202110600 

0.05 

0.02 

44.24 

0.03 

- 

0.03 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.003 

0.033 

0.002 

0.031 

0.020 

63.34 

Safe 



0.05 

0.00 

1,897.48 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

1,084.66 

Over Exploited 

Mehreri 

0816000302073800 

0.03 

0.02 

286.48 

0.02 

- 

0.02 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.003 

0.024 

0.001 

0.023 

0.003 

13.32 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 





Saline 

Non-command 

Non-command 

Jalore Granite 

10.110 

0.73 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.07 

0.00 

0.003 

0.08 

0.16 


Mogerai 

081700010209790C 

13.966 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

9.842 

0.17 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.06 

0.06 

0.011 

0.13 

0.28 


Mokhab Kalan 

0817000102101400 

71.532 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

0.233 

-0.38 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Tertiary Sandstone 

3.586 

-0.38 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.01 

0.02 


Mokhab Khurd 

0817000102101900 

16.479 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

16.479 

-0.25 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.018 

0.19 

0.40 


Moolani 

0817000202109200 

2.211 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

2.190 

-0.30 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.005 

0.22 

0.35 


Motinara 

0817000102102000 

11.017 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

11.017 

0.05 

0.060 

0.12 

0.01 

0.00 

0.00 

0.00 

0.14 

0.07 

0.48 

0.012 

0.19 

0.40 


Muharon Ki Dhani 

0817000102097800 

7.201 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

7.201 

-0.02 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.008 

0.19 

0.40 


Nagarda 

0817000102102400 

19.121 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.350 

0.52 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.01 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

18.771 

0.52 

0.060 

0.09 

0.00 

0.00 

0.00 

0.00 

0.67 

0.32 

0.32 

0.020 

0.19 

0.39 


Nai Rewali 

0817000202107600 

12.165 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

9.990 

0.00 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.025 

0.17 

0.32 


Nand 

0817000602206500 

28.078 

Saline 

Non-command 

Non-command 

Jalore Granite 

0.379 

2.08 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.00 

0.01 


Nangana 

0817000602210100 

31.741 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

27.518 

-0.19 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.069 

0.20 

0.30 


Naraniyon Ki Dhani 

0817000602207200 

31.182 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

31.182 

-0.14 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.078 

0.20 

0.39 


Nawaldeo Chatri 

0817000202110100 

5.796 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

1.855 

-0.07 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.005 

0.07 

0.12 


Naya Nagarda 

0817000102102300 

5.916 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

5.916 

-0.07 

0.060 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.006 

0.19 

0.40 


Neembala 

0817000102093000 

41.083 

Fresh 

Non-command 

Non-command 

Jalore Granite 

18.974 

1.16 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.34 

0.16 

0.07 

0.020 

0.09 

0.18 







Non-command 

Tertiary Sandstone 

22.109 

1.16 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

1.58 

0.75 

0.13 

0.024 

0.10 

0.21 


Neembasar 

0817000102093600 

22.205 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.012 

1.35 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Tertiary Sandstone 

7.741 

1.35 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.64 

0.30 

0.03 

0.008 

0.07 

0.14 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

14.451 

1.35 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

1.19 

0.56 

0.07 

0.015 

0.12 

0.26 


Neemlanara 

0817000102102500 

17.086 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

2.503 

0.26 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.05 

0.003 

0.03 

0.06 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

14.583 

0.26 

0.060 

0.07 

0.00 

0.00 

0.00 

0.00 

0.30 

0.14 

0.25 

0.016 

0.16 

0.34 


Negrada 

0817000102090600 

27.470 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

16.231 

-0.55 

0.060 

0.01 

0.00 

0.00 

0.00 

0.02 

0.00 

0.00 

0.00 

0.017 

0.11 

0.24 


Om Nagar 

0817000102098000 

8.123 

Fresh 

Non-command 

Non-command 

Jalore Granite 

3.761 

0.45 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.02 

0.004 

0.09 

0.18 







Non-command 

Jurassic Sandstone 

1.425 

0.45 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.01 

0.002 

0.03 

0.07 


Pabnasar 

0816000302073900 

43.222 

Fresh 

Non-command 

Non-command 

Jalore Granite 

2.146 

0.44 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.03 

0.001 

0.01 

0.02 







Non-command 

Jurassic Sandstone 

33.116 

0.44 

0.040 

0.16 

0.01 

0.00 

0.00 

0.00 

0.74 

0.36 

0.63 

0.011 

0.15 

0.30 


Pabu Mali 

0817000102101600 

21.709 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

19.731 

-0.24 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.021 

0.17 

0.36 


Panchaniyon Ki Dhani 

0817000602207500 

10.549 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

10.549 

-0.04 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.026 

0.20 

0.38 


Panjraj Singh Ki Dhani 

0817000102095000 

4.362 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

4.362 

-1.09 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.19 

0.40 


Phoolasar 

0817000202110500 

2.289 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

2.168 

-0.15 

0.060 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.005 

0.21 

0.34 


Poshal 

0817000102102700 

81.628 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

33.195 

0.08 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.09 

0.03 

0.035 

0.08 

0.16 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

42.361 

0.08 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.24 

0.12 

0.05 

0.045 

0.10 

0.21 


Pragniyon Ki Dhani 

0817000602207700 

8.854 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

8.854 

-0.20 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.022 

0.21 

0.36 


Prajawaton Ki Dhani 

0817000602209500 

15.323 

Fresh 

Non-command 

Non-command 

Rhyolite 

4.629 

0.51 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.012 

0.07 

0.10 







Non-command 

Tertiary Sandstone 

10.694 

0.51 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.33 

0.22 

0.00 

0.028 

0.16 

0.24 


Pusar 

0817000102096600 

39.564 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

26.511 

-0.18 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.028 

0.13 

0.27 







Non-command 

Tertiary Sandstone 

9.043 

-0.18 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.010 

0.04 

0.09 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

0.183 

-0.18 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Tertiary Sandstone 

3.827 

-0.18 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.02 

0.04 


Rajral 

0817000102096900 

23.678 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

23.678 

0.09 

0.060 

0.15 

0.01 

0.00 

0.00 

0.00 

0.26 

0.12 

0.55 

0.025 

0.19 

0.40 


Rampura 

0817000102091900 

11.291 

Saline 

Non-command 

Non-command 

Jalore Granite 

0.577 

1.58 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.02 







Non-command 

Tertiary Sandstone 

10.714 

1.58 

0.060 

0.08 

0.00 

0.00 

0.00 

0.00 

1.10 

0.52 

0.30 

0.011 

0.18 

0.38 


Ranakdeo 

0817000102098300 

4.639 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.006 

0.60 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.04 

0.08 


Raneji Ki Basti 

0817000102094200 

6.652 

Fresh 

Non-command 

Non-command 

Jalore Granite 

2.625 

1.40 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.00 

0.003 

0.07 

0.16 







Non-command 

Tertiary Sandstone 

4.027 

1.40 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.16 

0.00 

0.004 

0.11 

0.24 


Ratnuon Ki Dhani 

0817000102096500 

25.927 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

23.664 

-0.18 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.025 

0.17 

0.36 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

2.260 

-0.18 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.02 

0.03 







Non-command 

Tertiary Sandstone 

0.002 

-0.18 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rauji Ki Dhani 

0817000602213800 

4.644 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

4.644 

0.55 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.00 

0.012 

0.23 

0.34 


Rawat Ka Gaon 

0817000102091700 

20.174 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

17.697 

0.97 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

1.05 

0.50 

0.05 

0.019 

0.17 

0.35 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

2.477 

0.97 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.07 

0.00 

0.003 

0.02 

0.05 


Rewali 

0817000202107800 

14.293 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.275 

0.01 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 


Rohili 

0817000602208000 

24.867 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

24.867 

-0.15 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.062 

0.23 

0.35 


Rooganada 

0817000102089600 

3.901 

Saline 

Non-command 

Non-command 

Jalore Granite 

3.901 

2.42 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.07 

0.01 

0.004 

0.19 

0.40 


Roopa Sariya 

0817000102095600 

17.682 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

10.183 

-0.24 

0.060 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.011 

0.11 

0.23 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

1.137 

-0.24 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.01 

0.03 







Non-command 

Tertiary Sandstone 

0.002 

-0.24 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sajeetara 

0817000102093500 

23.209 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.028 

0.82 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

23.181 

0.82 

0.060 

0.15 

0.01 

0.00 

0.00 

0.00 

1.29 

0.61 

0.56 

0.025 

0.19 

0.40 


Sakhroda 

0817000202110400 

3.342 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.148 

-0.01 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.02 


Sambhusar 

0817000102095500 

4.572 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

0.071 

-0.29 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 







Non-command 

Tertiary Sandstone 

4.501 

-0.29 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.005 

0.19 

0.39 


Sandha 

0816000302074000 

17.501 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

1.176 

0.21 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.000 

0.01 

0.03 


Sandhuwa 

0816000302074100 

9.786 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

0.009 

-0.38 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sanjeet 

0816000302077400 

70.781 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

0.957 

-0.08 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 







Non-command 

Tertiary Sandstone 

8.050 

-0.08 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.02 

0.05 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.03 

0.02 

256.14 

0.02 

- 

0.02 

0.02 

0.10 

0.00 

- 

- 

- 

- 

- 

0.004 

0.029 

0.001 

0.027 

0.003 

12.28 

Safe 

Mogerai 

0817000102097900 

0.03 

0.04 

46.93 

0.05 

- 

0.05 

0.03 

0.16 

0.01 

- 

- 

- 

- 

- 

0.008 

0.055 

0.003 

0.053 

0.069 

130.18 

Over Exploited 

Mokhab Kalan 

0817000102101400 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.004 

343.61 

Over Exploited 

Mokhab Khurd 

0817000102101900 

0.03 

0.09 

- 

0.09 

- 

0.09 

0.04 

0.23 

0.02 

- 

- 

- 

- 

- 

0.019 

0.112 

0.011 

0.101 

0.018 

17.45 

Safe 

Moolani 

0817000202109200 

0.05 

0.02 

- 

0.02 

- 

0.02 

0.03 

0.25 

0.00 

- 

- 

- 

- 

- 

0.003 

0.027 

0.003 

0.025 

0.034 

139.53 

Over Exploited 

Motinara 

0817000102102000 

0.03 

0.06 

7.64 

0.07 

0.01 

0.08 

0.04 

0.23 

0.01 

0.0200 

- 

- 

- 

0.020 

0.032 

0.110 

0.005 

0.104 

0.487 

467.31 

Over Exploited 

Muharon Ki Dhani 

0817000102097800 

0.03 

0.04 

- 

0.04 

0.00 

0.04 

0.04 

0.23 

0.01 

- 

- 

- 

0.003 

0.003 

0.011 

0.055 

0.005 

0.049 

0.037 

74.78 

Semi Critical 

Nagarda 

0817000102102400 

0.03 

0.00 

13,934.82 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.10 

203.22 

0.13 

- 

0.13 

0.04 

0.22 

0.02 

0.0100 

- 

- 

- 

0.010 

0.031 

0.156 

0.008 

0.149 

0.337 

226.85 

Over Exploited 

Nai Rewali 

0817000202107600 

0.05 

0.08 

(86.44) 

0.07 

- 

0.07 

0.03 

0.19 

0.01 

- 

- 

- 

- 

- 

0.014 

0.080 

0.004 

0.076 

0.068 

89.17 

Semi Critical 

Nand 

0817000602206500 

0.05 

0.00 

11,651.08 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.005 

7,567.40 

Over Exploited 

Nangana 

0817000602210100 

0.05 

0.27 

- 

0.27 

0.00 

0.27 

0.02 

0.22 

0.03 

- 

- 

- 

0.002 

0.002 

0.034 

0.307 

0.031 

0.276 

0.155 

56.15 

Safe 

Naraniyon Ki Dhani 

0817000602207200 

0.05 

0.31 

- 

0.31 

- 

0.31 

0.03 

0.23 

0.05 

- 

- 

- 

- 

- 

0.054 

0.366 

0.037 

0.329 

0.078 

23.75 

Safe 

Nawaldeo Chatri 

0817000202110100 

0.05 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.001 

0.007 

0.048 

724.80 

Over Exploited 

Naya Nagarda 

0817000102102300 

0.03 

0.03 

- 

0.03 

- 

0.03 

0.04 

0.23 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.050 

0.005 

0.045 

0.395 

874.24 

Over Exploited 

Neembala 

0817000102093000 

0.05 

0.08 

97.00 

0.10 

0.01 

0.10 

0.02 

0.10 

0.02 

- 

- 

- 

0.008 

0.008 

0.024 

0.129 

0.006 

0.122 

0.085 

69.68 

Safe 



0.03 

0.07 

1,006.04 

0.08 

- 

0.08 

0.02 

0.12 

0.01 

- 

- 

- 

- 

- 

0.013 

0.095 

0.005 

0.090 

0.149 

165.32 

Over Exploited 

Neembasar 

0817000102093600 

0.05 

0.00 

151,715.90 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.02 

1,865.33 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.003 

0.021 

0.001 

0.020 

0.039 

193.40 

Over Exploited 



0.03 

0.05 

953.74 

0.06 

- 

0.06 

0.02 

0.15 

0.01 

- 

- 

- 

- 

- 

0.011 

0.075 

0.004 

0.071 

0.087 

123.55 

Over Exploited 

Neemlanara 

0817000102102500 

0.03 

0.00 

1,005.84 

0.00 

- 

0.00 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.050 

1,791.72 

Over Exploited 



0.03 

0.07 

98.14 

0.09 

- 

0.09 

0.03 

0.19 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.109 

0.005 

0.104 

0.261 

251.50 

Over Exploited 

Negrada 

0817000102090600 

0.03 

0.05 

- 

0.05 

0.02 

0.07 

0.02 

0.13 

0.01 

- 

- 

- 

0.030 

0.030 

0.041 

0.115 

0.012 

0.104 

0.017 

16.75 

Safe 

Om Nagar 

0817000102098000 

0.05 

0.02 

3.68 

0.02 

- 

0.02 

0.02 

0.11 

0.00 

- 

- 

- 

- 

- 

0.003 

0.021 

0.001 

0.019 

0.026 

133.58 

Over Exploited 



0.03 

0.00 

1,208.61 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.016 

817.02 

Over Exploited 

Pabnasar 

0816000302073900 

0.03 

0.00 

2,682.39 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.028 

4,128.93 

Over Exploited 



0.03 

0.12 

196.39 

0.14 

0.01 

0.15 

0.03 

0.17 

0.02 

0.0200 

- 

- 

- 

0.020 

0.043 

0.198 

0.010 

0.188 

0.641 

340.42 

Over Exploited 

Pabu Mali 

0817000102101600 

0.03 

0.10 

- 

0.10 

- 

0.10 

0.03 

0.21 

0.02 

- 

- 

- 

- 

- 

0.020 

0.122 

0.012 

0.110 

0.136 

123.55 

Over Exploited 

Panchaniyon Ki Dhani 

0817000602207500 

0.05 

0.11 

- 

0.11 

- 

0.11 

0.03 

0.24 

0.02 

- 

- 

- 

- 

- 

0.018 

0.125 

0.013 

0.113 

0.026 

23.48 

Safe 

Panjraj Singh Ki Dhani 

0817000102095000 

0.03 

0.02 

- 

0.02 

- 

0.02 

0.04 

0.23 

0.00 

- 

- 

- 

- 

- 

0.005 

0.030 

0.003 

0.027 

0.005 

17.50 

Safe 

Phoolasar 

0817000202110500 

0.05 

0.02 

- 

0.02 

- 

0.02 

0.03 

0.23 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.035 

0.004 

0.032 

0.178 

559.23 

Over Exploited 

Poshal 

0817000102102700 

0.03 

0.08 

15.50 

0.09 

- 

0.09 

0.01 

0.09 

0.01 

- 

- 

- 

- 

- 

0.015 

0.105 

0.005 

0.100 

0.066 

66.50 

Safe 



0.03 

0.13 

(7.74) 

0.12 

- 

0.12 

0.02 

0.12 

0.02 

- 

- 

- 

- 

- 

0.024 

0.142 

0.007 

0.135 

0.092 

68.52 

Safe 

Pragniyon Ki Dhani 

0817000602207700 

0.05 

0.09 

- 

0.09 

- 

0.09 

0.03 

0.24 

0.01 

- 

- 

- 

- 

- 

0.014 

0.108 

0.011 

0.098 

0.050 

51.44 

Safe 

Prajawaton Ki Dhani 

0817000602209500 

0.05 

0.02 

46.50 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.002 

0.021 

0.001 

0.020 

0.012 

60.56 

Safe 



0.05 

0.08 

160.66 

0.10 

0.00 

0.10 

0.02 

0.18 

0.01 

- 

- 

- 

0.002 

0.002 

0.012 

0.116 

0.006 

0.110 

0.028 

25.37 

Safe 

Pusar 

0817000102096600 

0.03 

0.10 

- 

0.10 

- 

0.10 

0.03 

0.15 

0.02 

- 

- 

- 

- 

- 

0.020 

0.121 

0.012 

0.109 

0.028 

26.09 

Safe 



0.03 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.002 

0.014 

0.001 

0.013 

0.010 

76.47 

Semi Critical 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.004 

180.72 

Over Exploited 

Raj'ral 

0817000102096900 

0.03 

0.13 

(7.77) 

0.12 

0.01 

0.13 

0.04 

0.23 

0.03 

0.0200 

- 

- 

- 

0.020 

0.047 

0.181 

0.009 

0.172 

0.573 

334.28 

Over Exploited 

Rampura 

0817000102091900 

0.05 

0.00 

2,231.81 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.005 

1,245.98 

Over Exploited 



0.03 

0.06 

796.47 

0.07 

- 

0.07 

0.04 

0.21 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.091 

0.005 

0.086 

0.313 

364.15 

Over Exploited 

Ranakdeo 

0817000102098300 

0.05 

0.00 

109.72 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.001 

38.83 

Safe 

Raneji Ki Basti 

0817000102094200 

0.05 

0.01 

165.15 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.002 

0.014 

0.001 

0.013 

0.003 

21.60 

Safe 



0.03 

0.01 

1,052.41 

0.02 

- 

0.02 

0.02 

0.14 

0.00 

- 

- 

- 

- 

- 

0.003 

0.019 

0.001 

0.018 

0.004 

23.47 

Safe 

Ratnuon Ki Dhani 

0817000102096500 

0.03 

0.12 

- 

0.12 

- 

0.12 

0.03 

0.21 

0.02 

- 

- 

- 

- 

- 

0.024 

0.147 

0.015 

0.132 

0.025 

19.12 

Safe 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

200.15 

Over Exploited 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rauji Ki Dhani 

0817000602213800 

0.05 

0.05 

91.85 

0.06 

- 

0.06 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.006 

0.070 

0.003 

0.066 

0.012 

17.51 

Safe 

Rawat Ka Gaon 

0817000102091700 

0.03 

0.09 

464.65 

0.11 

- 

0.11 

0.03 

0.20 

0.02 

- 

- 

- 

- 

- 

0.018 

0.123 

0.006 

0.117 

0.066 

56.42 

Safe 



0.03 

0.00 

3,856.41 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.003 

115.71 

Over Exploited 

Rewali 

0817000202107800 

0.05 

0.00 

84.85 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Rohili 

0817000602208000 

0.05 

0.28 

- 

0.28 

- 

0.28 

0.03 

0.25 

0.03 

- 

- 

- 

- 

- 

0.034 

0.315 

0.031 

0.283 

0.062 

22.01 

Safe 

Rooganada 

0817000102089600 

0.05 

0.04 

81.21 

0.04 

- 

0.04 

0.04 

0.23 

0.01 

- 

- 

- 

- 

- 

0.007 

0.052 

0.003 

0.049 

0.018 

37.01 

Safe 

Roopa Sariya 

0817000102095600 

0.03 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.13 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.050 

0.005 

0.045 

0.270 

599.59 

Over Exploited 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.025 

5,620.10 

Over Exploited 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sajeetara 

0817000102093500 

0.03 

0.00 

370,105.70 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.13 

361.81 

0.16 

0.01 

0.17 

0.04 

0.23 

0.03 

0.0200 

- 

- 

- 

0.020 

0.046 

0.214 

0.011 

0.203 

0.587 

289.25 

Over Exploited 

Sakhroda 

0817000202110400 

0.05 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.014 

19,660.11 

Over Exploited 

Sambhusar 

0817000102095500 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.03 

- 

0.03 

- 

0.03 

0.04 

0.22 

0.00 

- 

- 

- 

- 

- 

0.005 

0.030 

0.003 

0.027 

0.120 

441.13 

Over Exploited 

Sandha 

0816000302074000 

0.03 

0.00 

2,489.83 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.042 

8,545.82 

Over Exploited 

Sandhuwa 

0816000302074100 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sanjeet 

0816000302077400 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

0.001 

0.001 

0.002 

0.006 

0.001 

0.006 

0.003 

45.66 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Sar Ka Par 

081700060221370C 

4.165 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

1.666 

0.27 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.004 

0.09 

0.14 


Sargeelapar 

0817000102092000 

10.808 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.637 

1.36 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.002 

0.03 

0.06 





Saline 

Non-command 

Non-command 

Jalore Granite 

9.172 

1.36 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.09 

0.03 

0.010 

0.16 

0.34 


Sarswati Nagar 

0817000102089400 

20.823 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.946 

3.04 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.001 

0.01 

0.02 


Satal Bhakhri 

0817000602206900 

38.683 

Fresh 

Non-command 

Non-command 

Rhyolite 

7.525 

0.50 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.020 

0.04 

0.07 







Non-command 

Tertiary Sandstone 

31.158 

0.50 

0.060 

0.03 

0.00 

0.00 

0.00 

0.02 

0.94 

0.55 

0.00 

0.081 

0.17 

0.29 


Sawaipura 

0817000102097700 

12.968 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

12.968 

-0.12 

0.060 

0.00 

0.00 

0.00 

0.00 

0.03 

0.00 

0.00 

0.00 

0.014 

0.19 

0.40 


Sawaisingh Ki Basti 

0817000102095200 

3.194 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

3.194 

-0.45 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.003 

0.19 

0.40 


Sejuon Ki Dhani 

0817000602208700 

16.878 

Fresh 

Non-command 

Non-command 

Rhyolite 

16.878 

0.42 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.00 

0.044 

0.22 

0.36 


Sheo 

0817000102093900 

56.855 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

4.988 

0.75 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.11 

0.03 

0.005 

0.02 

0.04 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

51.866 

0.75 

0.060 

0.10 

0.00 

0.00 

0.00 

0.00 

2.43 

1.14 

0.33 

0.055 

0.17 

0.37 


Shiv Bhakhri 

0817000602206400 

27.825 

Fresh 

Non-command 

Non-command 

Rhyolite 

0.433 

1.40 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.00 

0.01 





Saline 

Non-command 

Non-command 

Jalore Granite 

2.043 

1.40 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.005 

0.01 

0.03 







Non-command 

Rhyolite 

5.996 

1.40 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.07 

0.01 

0.016 

0.04 

0.08 







Non-command 

Tertiary Sandstone 

5.649 

1.40 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.49 

0.25 

0.01 

0.015 

0.04 

0.08 


Sitaramki Dhani 

0817000102096700 

9.911 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

9.911 

0.03 

0.060 

0.10 

0.01 

0.00 

0.00 

0.00 

0.11 

0.05 

0.40 

0.011 

0.19 

0.40 


Sonari 

0817000602206800 

44.698 

Fresh 

Non-command 

Non-command 

Rhyolite 

0.012 

0.24 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Tertiary Sandstone 

44.686 

0.24 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.67 

0.39 

0.00 

0.116 

0.21 

0.37 


Sura Charnan 

0817000602208800 

5.560 

Fresh 

Non-command 

Non-command 

Rhyolite 

4.857 

0.16 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.013 

0.19 

0.32 


Sura Jageer 

0817000602208900 

20.589 

Fresh 

Non-command 

Non-command 

Rhyolite 

10.411 

0.18 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.027 

0.11 

0.19 





Saline 

Non-command 

Non-command 

Rhyolite 

3.373 

0.18 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.009 

0.03 

0.06 


Sutharon Ki Dhani 

0817000602208200 

14.920 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

14.920 

-0.25 

0.060 

0.02 

0.00 

0.00 

0.00 

0.02 

0.00 

0.00 

0.04 

0.037 

0.22 

0.35 


Suwala 

0817000102089700 

7.828 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.373 

2.59 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.02 







Non-command 

Tertiary Sandstone 

0.216 

2.59 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.000 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Jalore Granite 

4.931 

2.59 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.21 

0.10 

0.05 

0.005 

0.12 

0.25 







Non-command 

Tertiary Sandstone 

1.829 

2.59 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.30 

0.14 

0.07 

0.002 

0.04 

0.09 


Talon Ka Par 

0817000102094400 

9.167 

Fresh 

Non-command 

Non-command 

Jalore Granite 

5.308 

1.32 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.05 

0.00 

0.006 

0.11 

0.23 







Non-command 

Tertiary Sandstone 

3.859 

1.32 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.14 

0.00 

0.004 

0.08 

0.17 


Taloon Ka Gaon 

0817000102094100 

4.857 

Fresh 

Non-command 

Non-command 

Jalore Granite 

4.857 

1.20 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.04 

0.00 

0.005 

0.19 

0.40 


Thoombali 

0817000102092700 

43.707 

Fresh 

Non-command 

Non-command 

Jalore Granite 

16.273 

0.77 

0.015 

0.01 

0.00 

0.00 

0.00 

0.02 

0.18 

0.09 

0.00 

0.017 

0.07 

0.15 







Non-command 

Tertiary Sandstone 

27.435 

0.77 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

1.27 

0.61 

0.01 

0.029 

0.12 

0.25 


Tirsingra 

0817000602211400 

7.205 

Fresh 

Non-command 

Non-command 

Rhyolite 

7.205 

0.46 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.01 

0.019 

0.23 

0.34 


Tirsingri 

0817000602211600 

5.870 

Fresh 

Non-command 

Non-command 

Rhyolite 

4.425 

0.16 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.012 

0.17 

0.26 


Utal 

0817000102097400 

4.741 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

4.379 

-0.18 

0.060 

0.02 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.06 

0.005 

0.17 

0.36 


Virdhasingh Ki Dhani 

0817000102093400 

10.371 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

4.533 

1.04 

0.060 

0.10 

0.00 

0.00 

0.00 

0.00 

0.38 

0.18 

0.37 

0.005 

0.08 

0.18 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

5.838 

1.04 

0.060 

0.12 

0.01 

0.00 

0.00 

0.00 

0.48 

0.22 

0.46 

0.006 

0.11 

0.23 


Vishala 

0817000602208600 

8.401 

Fresh 

Non-command 

Non-command 

Rhyolite 

7.918 

0.53 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.01 

0.021 

0.21 

0.33 







Non-command 

Tertiary Sandstone 

0.483 

0.53 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.01 

0.02 


Vishala Agor 

0817000602209300 

12.814 

Fresh 

Non-command 

Non-command 

Rhyolite 

7.392 

0.20 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.019 

0.13 

0.20 

11008063 

Aklabya Nagar 

0817000202120200 

5.511 

Saline 

Non-command 

Non-command 

Rhyolite 

5.511 

0.93 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.00 

0.014 

0.23 

0.43 


Ambed Nagar 

0817000202122000 

3.629 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.830 

0.84 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.00 

0.005 

0.11 

0.22 







Non-command 

Rhyolite 

1.799 

0.84 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.005 

0.11 

0.22 


Baghthal 

0817000202116800 

11.019 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.338 

0.09 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.018 

0.16 

0.28 


Bagundi 

0817000302135900 

23.837 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.660 

1.38 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.09 

0.00 

0.005 

0.02 

0.03 


Barla 

0817000302135300 

6.524 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.395 

2.47 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.00 

0.001 

0.01 

0.03 


Beniwalon Ki Dhani 

0817000202119000 

4.227 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.376 

0.84 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.02 

0.04 


Berangpura 

0817000202116300 

14.687 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

14.687 

0.65 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.59 

0.32 

0.01 

0.037 

0.23 

0.42 


Bhilon Ki Basti 

0817000202121600 

5.808 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.957 

0.68 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.08 

0.00 

0.010 

0.15 

0.30 







Non-command 

Rhyolite 

1.852 

0.68 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.005 

0.07 

0.14 


Bhim Gaon 

0817000202120400 

5.455 

Saline 

Non-command 

Non-command 

Rhyolite 

5.455 

0.78 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.00 

0.014 

0.23 

0.43 


Bhom Sagar 

0815000501986300 

37.498 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.618 

0.00 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.00 

0.01 


Chainpura 

0817000202121500 

6.651 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.112 

0.58 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.00 

0.008 

0.11 

0.20 







Non-command 

Rhyolite 

3.539 

0.58 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.009 

0.12 

0.23 


Chak Santa ra 

0817000202121100 

3.868 

Saline 

Non-command 

Non-command 

Rhyolite 

3.867 

0.78 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.01 

0.010 

0.23 

0.43 


Chak Utarni 

0817000202119700 

4.139 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.369 

0.84 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.02 

0.04 







Non-command 

Rhyolite 

3.770 

0.84 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.00 

0.009 

0.21 

0.40 


Chaukriya Ki Dhani 

0817000302135100 

15.725 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.644 

1.13 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.00 

0.002 

0.01 

0.02 


Cheebi 

0817000202123300 

12.529 

Saline 

Non-command 

Non-command 

Older Alluvium 

12.529 

0.59 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.46 

0.23 

0.01 

0.031 

0.22 

0.44 


Cheelanadi 

0817000202113300 

8.425 

Saline 

Non-command 

Non-command 

Rhyolite 

4.982 

-0.10 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.012 

0.13 

0.24 







Non-command 

Tertiary Sandstone 

0.106 

-0.10 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Chiriya 

0817000202124500 

4.436 

Saline 

Non-command 

Non-command 

Rhyolite 

4.321 

1.18 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.00 

0.011 

0.22 

0.42 


Danpura 

0817000202116100 

12.981 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

12.981 

0.84 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.67 

0.36 

0.03 

0.033 

0.23 

0.43 


Darjiyon Ki Beri 

0817000202122100 

5.710 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.560 

0.85 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.13 

0.01 

0.011 

0.18 

0.35 







Non-command 

Rhyolite 

1.134 

0.85 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.003 

0.04 

0.09 


Deluon Ki Dhani 

0817000202115700 

8.398 

Saline 

Non-command 

Non-command 

Rhyolite 

1.789 

0.96 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.00 

0.004 

0.05 

0.09 







Non-command 

Tertiary Sandstone 

1.956 

0.96 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.00 

0.005 

0.05 

0.10 


Devpura @ Gogasar 

0817000202120900 

5.276 

Saline 

Non-command 

Non-command 

Rhyolite 

0.344 

0.98 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.01 

0.03 


Dhandhupura 

0817000202116700 

16.803 

Saline 

Non-command 

Non-command 

Older Alluvium 

13.572 

0.23 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.11 

0.00 

0.034 

0.19 

0.34 





Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Sar Ka Par 

0817000602213700 

0.05 

0.01 

134.84 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.010 

0.004 

43.79 

Safe 

Sargeelapar 

0817000102092000 

0.05 

0.00 

574.12 

0.00 

- 

0.00 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.013 

409.39 

Over Exploited 



0.05 

0.07 

26.76 

0.09 

- 

0.09 

0.03 

0.19 

0.01 

- 

- 

- 

- 

- 

0.015 

0.103 

0.005 

0.098 

0.039 

39.68 

Safe 

Sarswati Nagar 

0817000102089400 

0.05 

0.00 

4,933.26 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

187.04 

Over Exploited 

Satal Bhakhri 

0817000602206900 

0.05 

0.02 

148.50 

0.02 

- 

0.02 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.002 

0.021 

0.001 

0.020 

0.020 

98.12 

Critical 



0.05 

0.27 

105.90 

0.32 

0.02 

0.34 

0.02 

0.20 

0.04 

- 

- 

- 

0.029 

0.029 

0.067 

0.408 

0.020 

0.388 

0.081 

20.93 

Safe 

Sawaipura 

0817000102097700 

0.03 

0.07 

- 

0.07 

0.03 

0.10 

0.04 

0.23 

0.01 

- 

- 

- 

0.046 

0.046 

0.061 

0.165 

0.017 

0.149 

0.014 

9.33 

Safe 

Sawaisingh Ki Basti 

0817000102095200 

0.03 

0.02 

- 

0.02 

- 

0.02 

0.04 

0.23 

0.00 

- 

- 

- 

- 

- 

0.004 

0.022 

0.002 

0.020 

0.075 

386.04 

Over Exploited 

Sejuon Ki Dhani 

0817000602208700 

0.05 

0.18 

234,985.31 

0.14 

- 

0.14 

0.03 

0.25 

0.02 

- 

- 

- 

- 

- 

0.024 

0.167 

0.008 

0.159 

0.044 

27.75 

Safe 

Sheo 

0817000102093900 

0.03 

0.00 

4,337.59 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.036 

1,103.08 

Over Exploited 



0.03 

0.27 

326.22 

0.32 

- 

0.32 

0.03 

0.21 

0.05 

0.0100 

- 

- 

- 

0.010 

0.064 

0.385 

0.019 

0.366 

0.386 

105.71 

Over Exploited 

Shiv Bhakhri 

0817000602206400 

0.05 

0.00 

6,843.12 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

1,298.37 

Over Exploited 



0.05 

0.00 

1,371.73 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.009 

481.96 

Over Exploited 



0.05 

0.01 

441.02 

0.02 

- 

0.02 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.002 

0.018 

0.001 

0.017 

0.023 

135.79 

Over Exploited 



0.05 

0.01 

2,073.91 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.002 

0.016 

0.001 

0.015 

0.026 

173.93 

Over Exploited 

Sitaramki Dhani 

0817000102096700 

0.03 

0.06 

(8.10) 

0.05 

0.01 

0.06 

0.04 

0.23 

0.01 

0.0200 

- 

- 

- 

0.020 

0.031 

0.093 

0.005 

0.088 

0.414 

468.86 

Over Exploited 

Sonari 

0817000602206800 

0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.47 

(18.61) 

0.39 

0.00 

0.39 

0.03 

0.24 

0.07 

- 

- 

- 

0.006 

0.006 

0.076 

0.464 

0.023 

0.441 

0.116 

26.40 

Safe 

Sura Charnan 

0817000602208800 

0.05 

0.05 

(71.98) 

0.04 

- 

0.04 

0.03 

0.21 

0.01 

- 

- 

- 

- 

- 

0.007 

0.043 

0.002 

0.041 

0.020 

48.32 

Safe 

Sura Jageer 

0817000602208900 

0.05 

0.05 

1,896.89 

0.04 

- 

0.04 

0.02 

0.12 

0.01 

- 

- 

- 

- 

- 

0.008 

0.051 

0.003 

0.049 

0.031 

64.02 

Safe 



0.05 

0.01 

(9.40) 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.009 

149.97 

Over Exploited 

Sutharon Ki Dhani 

0817000602208200 

0.05 

0.16 

- 

0.16 

0.02 

0.19 

0.03 

0.25 

0.02 

- 

- 

- 

0.034 

0.034 

0.056 

0.243 

0.024 

0.218 

0.080 

36.83 

Safe 

Suwala 

0817000102089700 

0.05 

0.00 

4,000.68 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.011 

5,100.24 

Over Exploited 



0.03 

0.00 

46,758.31 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.016 

36,013.43 

Over Exploited 



0.05 

0.03 

240.94 

0.04 

- 

0.04 

0.02 

0.14 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.051 

0.003 

0.049 

0.059 

122.02 

Over Exploited 



0.03 

0.00 

5,841.42 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.013 

0.074 

581.24 

Over Exploited 

Talon Ka Par 

0817000102094400 

0.05 

0.03 

70.06 

0.03 

- 

0.03 

0.02 

0.13 

0.01 

- 

- 

- 

- 

- 

0.006 

0.041 

0.002 

0.039 

0.006 

14.72 

Safe 



0.03 

0.01 

1,460.65 

0.01 

- 

0.01 

0.02 

0.10 

0.00 

- 

- 

- 

- 

- 

0.002 

0.013 

0.001 

0.012 

0.004 

33.75 

Safe 

Taloon Ka Gaon 

0817000102094100 

0.05 

0.05 

(11.69) 

0.04 

0.00 

0.04 

0.04 

0.23 

0.01 

- 

- 

- 

0.002 

0.002 

0.011 

0.053 

0.003 

0.050 

0.005 

10.39 

Safe 

Thoombali 

0817000102092700 

0.05 

0.06 

47.78 

0.07 

0.02 

0.09 

0.01 

0.09 

0.01 

- 

- 

- 

0.030 

0.030 

0.041 

0.130 

0.007 

0.124 

0.017 

14.07 

Safe 



0.03 

0.10 

520.60 

0.12 

0.00 

0.12 

0.02 

0.14 

0.02 

- 

- 

- 

0.002 

0.002 

0.021 

0.141 

0.007 

0.134 

0.040 

30.17 

Safe 

Tirsingra 

0817000602211400 

0.05 

0.08 

(51.74) 

0.07 

- 

0.07 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.010 

0.075 

0.004 

0.071 

0.026 

36.17 

Safe 

Tirsingri 

0817000602211600 

0.05 

0.04 

(64.37) 

0.03 

- 

0.03 

0.02 

0.19 

0.00 

- 

- 

- 

- 

- 

0.005 

0.035 

0.002 

0.033 

0.019 

56.24 

Safe 

Utal 

0817000102097400 

0.03 

0.02 

- 

0.02 

0.01 

0.03 

0.03 

0.21 

0.00 

- 

- 

- 

0.011 

0.012 

0.016 

0.047 

0.005 

0.042 

0.063 

149.42 

Over Exploited 

Virdhasingh Ki Dhani 

0817000102093400 

0.03 

0.01 

1,510.85 

0.01 

- 

0.01 

0.02 

0.10 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.026 

0.001 

0.024 

0.379 

1,550.87 

Over Exploited 



0.03 

0.02 

1,102.97 

0.02 

0.01 

0.03 

0.02 

0.13 

0.00 

0.0200 

- 

- 

- 

0.020 

0.024 

0.056 

0.003 

0.053 

0.467 

877.24 

Over Exploited 

Vishala 

0817000602208600 

0.05 

0.08 

(43.89) 

0.07 

- 

0.07 

0.03 

0.24 

0.01 

- 

- 

- 

- 

- 

0.010 

0.077 

0.004 

0.073 

0.028 

37.63 

Safe 



0.05 

0.00 

3,052.08 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

321.63 

Over Exploited 

Vishala Agor 

0817000602209300 

0.05 

0.05 

4,812.68 

0.04 

- 

0.04 

0.02 

0.15 

0.01 

- 

- 

- 

- 

- 

0.006 

0.042 

0.002 

0.040 

0.026 

65.86 

Safe 

Aklabya Nagar 

0817000202120200 

0.05 

0.06 

(34.82) 

0.05 

- 

0.05 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.010 

0.060 

0.003 

0.057 

0.014 

24.31 

Safe 

Ambed Nagar 

0817000202122000 

0.05 

0.01 

357.26 

0.01 

- 

0.01 

0.02 

0.13 

0.00 

- 

- 

- 

- 

- 

0.002 

0.014 

0.001 

0.013 

0.005 

34.20 

Safe 



0.05 

0.01 

15.97 

0.01 

- 

0.01 

0.02 

0.13 

0.00 

- 

- 

- 

- 

- 

0.002 

0.013 

0.001 

0.013 

0.005 

35.85 

Safe 

Baghthal 

0817000202116800 

0.05 

0.06 

(53.93) 

0.05 

- 

0.05 

0.02 

0.18 

0.01 

- 

- 

- 

- 

- 

0.009 

0.054 

0.003 

0.052 

0.022 

43.37 

Safe 

Bagundi 

0817000302135900 

0.10 

0.00 

3,473.98 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.005 

150.90 

Over Exploited 

Barla 

0817000302135300 

0.10 

0.00 

7,358.97 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

170.11 

Over Exploited 

Beniwalon Ki Dhani 

0817000202119000 

0.05 

0.00 

2,485.62 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.001 

- 

Safe 

Berangpura 

0817000202116300 

0.05 

0.17 

90.29 

0.20 

- 

0.20 

0.04 

0.26 

0.03 

- 

- 

- 

- 

- 

0.026 

0.228 

0.011 

0.217 

0.051 

23.43 

Safe 

Bhilon Ki Basti 

0817000202121600 

0.05 

0.03 

174.41 

0.04 

- 

0.04 

0.02 

0.18 

0.00 

- 

- 

- 

- 

- 

0.005 

0.041 

0.002 

0.039 

0.010 

25.35 

Safe 



0.05 

0.01 

47.03 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.009 

0.005 

54.16 

Safe 

Bhim Gaon 

0817000202120400 

0.05 

0.06 

(45.13) 

0.05 

- 

0.05 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.010 

0.059 

0.003 

0.056 

0.014 

24.30 

Safe 

Bhom Sagar 

0815000501986300 

0.10 

0.00 

(58.27) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

1,000.40 

Over Exploited 

Chainpura 

0817000202121500 

0.05 

0.02 

241.04 

0.02 

- 

0.02 

0.02 

0.12 

0.00 

- 

- 

- 

- 

- 

0.003 

0.022 

0.001 

0.021 

0.008 

36.88 

Safe 



0.05 

0.02 

(25.25) 

0.02 

- 

0.02 

0.02 

0.14 

0.00 

- 

- 

- 

- 

- 

0.003 

0.020 

0.001 

0.019 

0.009 

46.04 

Safe 

Chak Santa ra 

0817000202121100 

0.05 

0.04 

(45.48) 

0.04 

- 

0.04 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.007 

0.042 

0.002 

0.040 

0.017 

41.88 

Safe 

Chak Utarni 

0817000202119700 

0.05 

0.00 

2,476.53 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.001 

- 

Safe 



0.05 

0.04 

(36.75) 

0.03 

- 

0.03 

0.03 

0.24 

0.01 

- 

- 

- 

- 

- 

0.006 

0.037 

0.002 

0.035 

0.011 

32.51 

Safe 

Chaukriya Ki Dhani 

0817000302135100 

0.10 

0.00 

4,902.28 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

250.70 

Over Exploited 

Cheebi 

0817000202123300 

0.05 

0.14 

298,339.13 

0.17 

- 

0.17 

0.03 

0.26 

0.02 

- 

- 

- 

- 

- 

0.022 

0.190 

0.010 

0.181 

0.042 

23.47 

Safe 

Cheelanadi 

0817000202113300 

0.05 

0.03 

- 

0.03 

0.00 

0.03 

0.02 

0.15 

0.01 

- 

- 

- 

0.000 

- 

0.005 

0.039 

0.004 

0.035 

0.012 

35.95 

Safe 



0.05 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chiriya 

0817000202124500 

0.05 

0.05 

(15.69) 

0.04 

- 

0.04 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.007 

0.048 

0.002 

0.045 

0.011 

23.87 

Safe 

Danpura 

0817000202116100 

0.05 

0.15 

139.91 

0.18 

- 

0.18 

0.04 

0.26 

0.02 

- 

- 

- 

- 

- 

0.023 

0.201 

0.010 

0.191 

0.062 

32.22 

Safe 

Darjiyon Ki Beri 

0817000202122100 

0.05 

0.04 

205.15 

0.05 

- 

0.05 

0.03 

0.21 

0.01 

- 

- 

- 

- 

- 

0.006 

0.056 

0.003 

0.053 

0.018 

34.84 

Safe 



0.05 

0.00 

194.52 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.005 

147.99 

Over Exploited 

Deluon Ki Dhani 

0817000202115700 

0.05 

0.00 

217.50 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.004 

80.24 

Semi Critical 



0.05 

0.01 

1,059.39 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.005 

73.41 

Semi Critical 

Devpura @ Gogasar 

0817000202120900 

0.05 

0.00 

998.42 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Dhandhupura 

0817000202116700 

0.05 

0.13 

(15.07) 

0.11 

- 

0.11 

0.03 

0.22 

0.02 

- 

- 

- 

- 

- 

0.019 

0.128 

0.006 

0.121 

0.034 

28.06 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Tertiary Sandstone 

3.231 

0.23 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.008 

0.04 

0.08 


Dholu 

0817000202124300 

3.375 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.349 

0.52 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.01 

0.008 

0.22 

0.43 







Non-command 

Rhyolite 

0.026 

0.52 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Doodhwa 

0817000302135700 

8.201 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.201 

1.65 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.09 

0.56 

0.00 

0.025 

0.22 

0.44 


Doodhwa Malinath 

0817000302135600 

5.760 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.240 

1.86 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.48 

0.25 

0.00 

0.010 

0.13 

0.25 


Fateh Nagar 

0817000202120700 

10.070 

Saline 

Non-command 

Non-command 

Rhyolite 

7.880 

0.57 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.00 

0.020 

0.18 

0.33 


Gira 

0817000202119900 

10.066 

Saline 

Non-command 

Non-command 

Rhyolite 

8.572 

0.86 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.06 

0.01 

0.021 

0.19 

0.37 


Godaron Ki Basti 

0817000202116000 

9.844 

Saline 

Non-command 

Non-command 

Rhyolite 

0.001 

0.85 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Tertiary Sandstone 

9.843 

0.85 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.51 

0.27 

0.01 

0.025 

0.23 

0.43 


Godaron Ki Dhani 

0817000202113500 

8.822 

Saline 

Non-command 

Non-command 

Rhyolite 

2.496 

0.10 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.06 

0.12 


Gogasar 

0817000202120100 

9.540 

Saline 

Non-command 

Non-command 

Rhyolite 

3.015 

0.82 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.008 

0.07 

0.14 


Gol Soda 

0817000302136600 

16.689 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.553 

1.23 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.13 

0.00 

0.008 

0.03 

0.07 







Non-command 

Younger Alluvium 

4.867 

1.23 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.54 

0.27 

0.00 

0.015 

0.07 

0.13 


Gol Station 

0817000302136500 

12.270 

Saline 

Non-command 

Non-command 

Older Alluvium 

11.061 

1.35 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.20 

0.61 

0.00 

0.033 

0.20 

0.40 







Non-command 

Younger Alluvium 

0.347 

1.35 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.001 

0.01 

0.01 


Gulji Ka Pana 

0817000202125000 

5.734 

Saline 

Non-command 

Non-command 

Rhyolite 

0.018 

1.65 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Hadaniyon Ki Dhani 

0817000202103600 

2.932 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

2.931 

0.81 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.08 

0.00 

0.007 

0.23 

0.42 


Hanumanpura 

0817000202117200 

4.413 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.167 

0.82 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.02 







Non-command 

Tertiary Sandstone 

4.246 

0.82 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.11 

0.00 

0.011 

0.22 

0.42 


Hira Ki Dhani 

0817000202103800 

8.791 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

4.165 

0.90 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.13 

0.01 

0.010 

0.11 

0.20 


Holani 

0817000202121900 

3.255 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.255 

0.75 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.08 

0.00 

0.008 

0.23 

0.44 


Jagram Ki Dhani 

0817000202119100 

9.951 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.206 

0.85 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.09 

0.00 

0.008 

0.07 

0.14 







Non-command 

Rhyolite 

0.539 

0.85 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.01 

0.02 







Non-command 

Tertiary Sandstone 

0.639 

0.85 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.002 

0.01 

0.03 


Jajawa 

0817000202120800 

6.440 

Saline 

Non-command 

Non-command 

Rhyolite 

6.440 

0.57 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.06 

0.016 

0.23 

0.42 


Jajawa lejee 

0817000202120500 

7.443 

Saline 

Non-command 

Non-command 

Rhyolite 

7.443 

0.52 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.019 

0.23 

0.42 


Jakhara 

0817000202116200 

15.617 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

15.617 

0.81 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.78 

0.42 

0.04 

0.039 

0.23 

0.43 


Jhalamaliya 

0817000202123800 

8.602 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.883 

1.17 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.56 

0.29 

0.00 

0.020 

0.21 

0.40 


Jhoond 

0817000202123900 

2.867 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.854 

0.74 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.07 

0.02 

0.007 

0.23 

0.43 


Jhoond South 

0817000202124000 

2.831 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.714 

0.77 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.01 

0.004 

0.14 

0.26 







Non-command 

Rhyolite 

0.747 

0.77 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.002 

0.06 

0.11 


Joraniyo Ki Dhani 

0817000202103300 

12.126 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

12.033 

0.66 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.51 

0.28 

0.07 

0.030 

0.22 

0.41 


Kankolgarh 

0817000202116900 

8.562 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.311 

0.41 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.01 

0.02 


Kasoombala Bhatiyan 

0817000202103100 

20.126 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

3.102 

0.56 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.00 

0.008 

0.03 

0.06 


Kasoombala Phanta 

0817000202103200 

15.185 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

2.046 

0.74 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.00 

0.005 

0.03 

0.06 


Kerala 

0817000202124100 

2.127 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.033 

1.94 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 







Non-command 

Rhyolite 

0.163 

1.94 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 



0817000202124700 

13.211 

Saline 

Non-command 

Non-command 

Rhyolite 

3.912 

1.89 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.00 

0.010 

0.07 

0.13 


Keraliya 

0817000202122900 

1.204 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.513 

0.88 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.00 

0.001 

0.10 

0.19 


Kharapar 

0817000202123500 

10.351 

Saline 

Non-command 

Non-command 

Older Alluvium 

10.351 

0.97 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.61 

0.32 

0.00 

0.026 

0.23 

0.44 


Kharda Bharat Singh 

0817000202117300 

5.058 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.452 

0.82 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.004 

0.07 

0.12 







Non-command 

Tertiary Sandstone 

0.496 

0.82 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.02 

0.04 


Kharda Charnan 

0817000202117400 

8.106 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.501 

0.84 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.12 

0.00 

0.011 

0.13 

0.24 







Non-command 

Tertiary Sandstone 

3.291 

0.84 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.09 

0.00 

0.008 

0.09 

0.18 


Khattoo 

0817000302134500 

42.145 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.655 

2.62 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.07 

0.00 

0.002 

0.00 

0.01 







Non-command 

Rhyolite 

0.092 

2.62 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khokhar 

0817000202116600 

6.637 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.096 

0.33 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.005 

0.07 

0.14 


Khokhar South 

0817000202117100 

13.247 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.020 

0.70 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Tertiary Sandstone 

0.321 

0.70 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 


Khokharwest 

0817000202116400 

22.846 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.011 

0.56 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.003 

0.01 

0.02 







Non-command 

Tertiary Sandstone 

18.572 

0.56 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.65 

0.35 

0.03 

0.047 

0.19 

0.35 


Khothon Ki Dhani 

0817000202103700 

10.605 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

1.033 

0.90 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.00 

0.003 

0.02 

0.04 


Khumansar 

0816000202066600 

25.111 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.804 

-0.01 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.03 

0.05 


Kuknon Ki Dhani 

0817000202114600 

4.928 

Saline 

Non-command 

Non-command 

Rhyolite 

2.278 

0.26 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.006 

0.10 

0.19 


Lachhar 

0817000302135400 

12.932 

Saline 

Non-command 

Non-command 

Older Alluvium 

12.355 

1.65 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.64 

0.84 

0.00 

0.037 

0.22 

0.42 


Lapundara Malbechhan (Chauhan) 

0817000202122300 

16.719 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.006 

0.84 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Lapundara Tarli 

0817000202122200 

8.081 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.901 

0.82 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.25 

0.13 

0.00 

0.012 

0.14 

0.27 


Legon Ki Dhani 

0817000202119400 

10.482 

Saline 

Non-command 

Non-command 

Rhyolite 

6.130 

0.85 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.00 

0.015 

0.13 

0.25 







Non-command 

Tertiary Sandstone 

4.351 

0.85 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.12 

0.00 

0.011 

0.09 

0.18 


Legonki Dhani 

0817000202121700 

10.068 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.617 

0.69 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.28 

0.15 

0.00 

0.017 

0.15 

0.29 


Lopali 

0817000202124600 

5.892 

Saline 

Non-command 

Non-command 

Rhyolite 

5.061 

0.92 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.013 

0.20 

0.36 


Malasar 

0817000202117500 

4.889 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.189 

0.82 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.02 


Maldetha 

0817000202119600 

2.415 

Saline 

Non-command 

Non-command 

Rhyolite 

2.415 

0.85 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.006 

0.23 

0.43 


Malwa Charnan 

0817000202122800 

5.280 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.250 

0.90 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.03 

0.00 

0.003 

0.05 

0.10 


Malwa Goyalan 

0817000202123200 

4.765 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.765 

0.76 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.11 

0.00 

0.012 

0.22 

0.44 


Malwa Utrad 

0817000202121800 

4.441 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.045 

0.70 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.09 

0.00 

0.010 

0.20 

0.40 


Manasar 

0816000202064700 

28.327 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

15.379 

0.66 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.22 

0.00 

0.014 

0.12 

0.23 


Manpura Kharda 

0817000202119300 

9.095 

Saline 

Non-command 

Non-command 

Rhyolite 

7.921 

0.85 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.01 

0.020 

0.20 

0.38 





Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.05 

0.01 

239.75 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.000 

0.009 

0.008 

87.33 

Semi Critical 

Dholu 

0817000202124300 

0.05 

0.04 

57.39 

0.05 

- 

0.05 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.006 

0.051 

0.003 

0.048 

0.022 

46.38 

Safe 



0.05 

0.00 

4,427.48 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Doodhwa 

0817000302135700 

0.10 

0.18 

200.99 

0.22 

- 

0.22 

0.04 

0.26 

0.03 

- 

- 

- 

- 

- 

0.029 

0.250 

0.013 

0.238 

0.025 

10.38 

Safe 

Doodhwa Malinath 

0817000302135600 

0.10 

0.04 

502.13 

0.05 

- 

0.05 

0.02 

0.15 

0.01 

- 

- 

- 

- 

- 

0.006 

0.056 

0.003 

0.053 

0.010 

18.37 

Safe 

Fateh Nagar 

0817000202120700 

0.05 

0.07 

(39.87) 

0.06 

- 

0.06 

0.03 

0.21 

0.01 

- 

- 

- 

- 

- 

0.011 

0.067 

0.003 

0.064 

0.020 

31.08 

Safe 

Gira 

0817000202119900 

0.05 

0.08 

(123.75) 

0.07 

- 

0.07 

0.03 

0.22 

0.01 

- 

- 

- 

- 

- 

0.013 

0.079 

0.004 

0.075 

0.035 

47.21 

Safe 

Godaron Ki Basti 

0817000202116000 

0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.11 

43.68 

0.14 

- 

0.14 

0.04 

0.26 

0.02 

- 

- 

- 

- 

- 

0.017 

0.152 

0.008 

0.145 

0.039 

26.72 

Safe 

Godaron Ki Dhani 

0817000202113500 

0.05 

0.01 

(73.67) 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.007 

0.006 

86.65 

Semi Critical 

Gogasar 

0817000202120100 

0.05 

0.01 

80.15 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.002 

0.015 

0.001 

0.014 

0.008 

54.31 

Safe 

Gol Soda 

0817000302136600 

0.10 

0.01 

1,345.48 

0.01 

0.00 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

0.001 

0.001 

0.002 

0.013 

0.001 

0.013 

0.008 

60.26 

Safe 



0.14 

0.04 

510.60 

0.05 

- 

0.05 

0.01 

0.08 

0.01 

- 

- 

- 

- 

- 

0.007 

0.061 

0.003 

0.058 

0.015 

25.36 

Safe 

Gol Station 

0817000302136500 

0.10 

0.22 

171.80 

0.27 

- 

0.27 

0.03 

0.24 

0.04 

- 

- 

- 

- 

- 

0.035 

0.305 

0.015 

0.290 

0.033 

11.49 

Safe 



0.14 

0.00 

6,833.35 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

261.91 

Over Exploited 

Gulji Ka Pana 

0817000202125000 

0.05 

0.00 

30,312.16 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Hadaniyon Ki Dhani 

0817000202103600 

0.05 

0.03 

131.11 

0.04 

- 

0.04 

0.04 

0.26 

0.01 

- 

- 

- 

- 

- 

0.005 

0.045 

0.002 

0.043 

0.007 

17.16 

Safe 

Hanumanpura 

0817000202117200 

0.05 

0.00 

5,862.55 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.05 

136.61 

0.06 

- 

0.06 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.007 

0.063 

0.003 

0.060 

0.011 

17.70 

Safe 

Hira Ki Dhani 

0817000202103800 

0.05 

0.02 

466.11 

0.03 

- 

0.03 

0.02 

0.12 

0.00 

- 

- 

- 

- 

- 

0.003 

0.030 

0.002 

0.029 

0.024 

84.86 

Semi Critical 

Holani 

0817000202121900 

0.05 

0.04 

104.94 

0.04 

- 

0.04 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.006 

0.050 

0.002 

0.047 

0.012 

25.78 

Safe 

Jagram Ki Dhani 

0817000202119100 

0.05 

0.01 

626.26 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.002 

0.016 

0.001 

0.015 

0.008 

53.43 

Safe 



0.05 

0.00 

989.45 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

317.98 

Over Exploited 



0.05 

0.00 

3,538.44 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

268.20 

Over Exploited 

Jajawa 

0817000202120800 

0.05 

0.07 

(44.51) 

0.06 

- 

0.06 

0.03 

0.26 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.080 

0.004 

0.076 

0.076 

100.32 

Over Exploited 

Jajawa lejee 

0817000202120500 

0.05 

0.08 

(56.39) 

0.07 

- 

0.07 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.013 

0.081 

0.004 

0.077 

0.019 

24.30 

Safe 

Jakhara 

0817000202116200 

0.05 

0.18 

133.08 

0.21 

- 

0.21 

0.04 

0.26 

0.03 

- 

- 

- 

- 

- 

0.028 

0.242 

0.012 

0.230 

0.082 

35.71 

Safe 

Jhalamaliya 

0817000202123800 

0.05 

0.08 

254.63 

0.10 

- 

0.10 

0.03 

0.24 

0.01 

- 

- 

- 

- 

- 

0.013 

0.110 

0.005 

0.104 

0.020 

18.97 

Safe 

Jhoond 

0817000202123900 

0.05 

0.03 

19.78 

0.04 

- 

0.04 

0.03 

0.26 

0.00 

- 

- 

- 

- 

- 

0.005 

0.044 

0.002 

0.041 

0.025 

60.79 

Safe 

Jhoond South 

0817000202124000 

0.05 

0.01 

151.65 

0.01 

- 

0.01 

0.02 

0.16 

0.00 

- 

- 

- 

- 

- 

0.002 

0.016 

0.001 

0.015 

0.011 

74.60 

Semi Critical 



0.05 

0.00 

101.02 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.004 

134.52 

Over Exploited 

Joraniyo Ki Dhani 

0817000202103300 

0.05 

0.13 

105.72 

0.16 

- 

0.16 

0.04 

0.26 

0.02 

0.0100 

- 

- 

- 

0.010 

0.031 

0.193 

0.010 

0.183 

0.102 

55.77 

Safe 

Kankolgarh 

0817000202116900 

0.05 

0.00 

3,026.67 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Kasoombala Bhatiyan 

0817000202103100 

0.05 

0.01 

973.87 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.008 

112.81 

Over Exploited 

Kasoombala Phanta 

0817000202103200 

0.05 

0.00 

1,489.56 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.005 

128.71 

Over Exploited 

Kerala 

0817000202124100 

0.05 

0.00 

34,248.82 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.00 

1,655.79 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 


0817000202124700 

0.05 

0.01 

347.93 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.002 

0.018 

0.001 

0.017 

0.010 

57.72 

Safe 

Keraliya 

0817000202122900 

0.05 

0.00 

462.19 

0.00 

- 

0.00 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.001 

40.99 

Safe 

Kharapar 

0817000202123500 

0.05 

0.12 

170.46 

0.14 

- 

0.14 

0.03 

0.26 

0.02 

- 

- 

- 

- 

- 

0.018 

0.158 

0.008 

0.150 

0.030 

19.93 

Safe 

Kharda Bharat Singh 

0817000202117300 

0.05 

0.00 

688.25 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.008 

124.63 

Over Exploited 



0.05 

0.00 

2,213.11 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

173.63 

Over Exploited 

Kharda Charnan 

0817000202117400 

0.05 

0.03 

319.47 

0.03 

- 

0.03 

0.02 

0.15 

0.00 

- 

- 

- 

- 

- 

0.004 

0.038 

0.002 

0.037 

0.015 

41.78 

Safe 



0.05 

0.02 

473.75 

0.02 

- 

0.02 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.002 

0.021 

0.001 

0.020 

0.008 

42.18 

Safe 

Khattoo 

0817000302134500 

0.10 

0.00 

31,197.79 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

658.89 

Over Exploited 



0.04 

0.00 

102,525.95 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khokhar 

0817000202116600 

0.05 

0.01 

188.65 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.010 

0.005 

53.16 

Safe 

Khokhar South 

0817000202117100 

0.05 

0.00 

137,422.83 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.00 

7,939.54 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Khokharwest 

0817000202116400 

0.05 

0.00 

3,460.30 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.003 

381.50 

Over Exploited 



0.05 

0.17 

100.30 

0.21 

- 

0.21 

0.03 

0.22 

0.03 

- 

- 

- 

- 

- 

0.027 

0.236 

0.012 

0.224 

0.076 

33.72 

Safe 

Khothon Ki Dhani 

0817000202103700 

0.05 

0.00 

2,557.26 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.003 

177.26 

Over Exploited 

Khumansar 

0816000202066600 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.001 

0.005 

0.002 

54.69 

Safe 

Kuknon Ki Dhani 

0817000202114600 

0.05 

0.01 

(58.89) 

0.01 

- 

0.01 

0.02 

0.12 

0.00 

- 

- 

- 

- 

- 

0.002 

0.011 

0.001 

0.011 

0.006 

52.90 

Safe 

Lachhar 

0817000302135400 

0.10 

0.27 

217.03 

0.32 

- 

0.32 

0.03 

0.25 

0.04 

- 

- 

- 

- 

- 

0.041 

0.361 

0.018 

0.343 

0.037 

10.85 

Safe 

Lapundara Malbechhan (Chauhan) 

0817000202122300 

0.05 

0.00 

726,034.92 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Lapundara Tarli 

0817000202122200 

0.05 

0.03 

287.52 

0.04 

- 

0.04 

0.02 

0.16 

0.01 

- 

- 

- 

- 

- 

0.005 

0.045 

0.002 

0.043 

0.016 

37.86 

Safe 

Legon Ki Dhani 

0817000202119400 

0.05 

0.04 

13.98 

0.05 

- 

0.05 

0.02 

0.15 

0.01 

- 

- 

- 

- 

- 

0.006 

0.053 

0.003 

0.050 

0.017 

34.58 

Safe 



0.05 

0.02 

469.96 

0.02 

- 

0.02 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.003 

0.028 

0.001 

0.026 

0.011 

41.19 

Safe 

Legonki Dhani 

0817000202121700 

0.05 

0.05 

198.01 

0.06 

- 

0.06 

0.02 

0.17 

0.01 

- 

- 

- 

- 

- 

0.007 

0.066 

0.003 

0.063 

0.017 

26.43 

Safe 

Lopali 

0817000202124600 

0.05 

0.05 

(23.58) 

0.04 

- 

0.04 

0.03 

0.23 

0.01 

- 

- 

- 

- 

- 

0.008 

0.047 

0.002 

0.045 

0.013 

28.27 

Safe 

Malasar 

0817000202117500 

0.05 

0.00 

5,769.08 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Maldetha 

0817000202119600 

0.05 

0.03 

(40.91) 

0.02 

- 

0.02 

0.03 

0.26 

0.00 

- 

- 

- 

- 

- 

0.004 

0.026 

0.001 

0.025 

0.008 

32.45 

Safe 

Malwa Charnan 

0817000202122800 

0.05 

0.00 

935.76 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.003 

74.02 

Semi Critical 

Malwa Goyalan 

0817000202123200 

0.05 

0.05 

108.07 

0.06 

- 

0.06 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.008 

0.072 

0.004 

0.069 

0.012 

17.42 

Safe 

Malwa Utrad 

0817000202121800 

0.05 

0.04 

109.49 

0.05 

- 

0.05 

0.03 

0.23 

0.01 

- 

- 

- 

- 

- 

0.006 

0.056 

0.003 

0.053 

0.010 

19.15 

Safe 

Manasar 

0816000202064700 

0.04 

0.08 

190.20 

0.09 

- 

0.09 

0.02 

0.14 

0.01 

- 

- 

- 

- 

- 

0.012 

0.104 

0.005 

0.099 

0.014 

13.84 

Safe 

Manpura Kharda 

0817000202119300 

0.05 

0.08 

(25.69) 

0.06 

- 

0.06 

0.03 

0.23 

0.01 

- 

- 

- 

- 

- 

0.012 

0.075 

0.004 

0.071 

0.025 

35.00 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Tertiary Sandstone 

1.174 

0.85 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.00 

0.003 

0.03 

0.06 


Nagona Tala 

0817000202113400 

7.482 

Saline 

Non-command 

Non-command 

Rhyolite 

0.003 

-0.30 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Tertiary Sandstone 

0.166 

-0.30 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Neemba Ki Dhani 

0817000202115900 

11.470 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

8.625 

0.93 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.49 

0.26 

0.01 

0.022 

0.17 

0.32 


Netasar 

0816000202066500 

17.543 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.621 

0.49 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.00 

0.002 

0.03 

0.06 







Non-command 

Tertiary Sandstone 

9.518 

0.49 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.10 

0.00 

0.008 

0.13 

0.23 


Nimbli 

0817000302135500 

10.832 

Saline 

Non-command 

Non-command 

Older Alluvium 

9.831 

1.77 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.40 

0.72 

0.00 

0.030 

0.20 

0.40 


Nimboniyon Ki Dhani 

0817000202114700 

4.219 

Saline 

Non-command 

Non-command 

Rhyolite 

0.604 

0.62 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.002 

0.03 

0.06 


Pabolai 

0817000202123600 

3.679 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.679 

0.65 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.07 

0.00 

0.009 

0.23 

0.44 


Panadeora 

0817000202123700 

1.892 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.141 

1.10 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.02 

0.03 


Panawaspur 

0817000202120600 

4.793 

Saline 

Non-command 

Non-command 

Rhyolite 

4.763 

0.10 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.012 

0.23 

0.41 


Pancha Ki Dhani 

0817000202103900 

11.333 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

6.521 

0.94 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.38 

0.20 

0.03 

0.016 

0.13 

0.24 


Pawoondari 

0817000202121300 

5.543 

Saline 

Non-command 

Non-command 

Rhyolite 

0.662 

0.73 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.002 

0.03 

0.05 


Pooniyon Ki Beri 

0817000202118800 

5.508 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.151 

0.85 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.00 

0.003 

0.05 

0.09 


Radiya Talar 

0817000202124400 

4.071 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.541 

0.69 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.03 

0.06 







Non-command 

Rhyolite 

3.059 

0.69 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.008 

0.17 

0.33 


Rajberi Malwa 

0817000202123100 

3.908 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.787 

0.79 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.002 

0.04 

0.09 


Rajpura 

0817000202120300 

4.462 

Saline 

Non-command 

Non-command 

Rhyolite 

3.207 

0.82 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.008 

0.16 

0.31 


Rampura Kharda 

0817000202119200 

3.297 

Saline 

Non-command 

Non-command 

Rhyolite 

3.297 

0.85 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.008 

0.23 

0.43 


Rawatpura 

0816000202064600 

31.711 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

13.420 

0.66 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.19 

0.00 

0.012 

0.10 

0.18 


Roopadevi 

0817000302135800 

7.840 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.705 

1.52 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.94 

0.48 

0.00 

0.023 

0.22 

0.43 


Sakari 

0817000202121400 

12.520 

Saline 

Non-command 

Non-command 

Rhyolite 

12.174 

0.67 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.07 

0.00 

0.031 

0.22 

0.42 


Santa ra 

0817000202124200 

6.547 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.547 

0.52 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.11 

0.03 

0.016 

0.23 

0.44 


Sauon Ka Bas(Roopasar) 

0817000202103500 

9.988 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

9.988 

0.71 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.44 

0.24 

0.00 

0.025 

0.23 

0.42 


Shivpura 

0817000202119800 

2.825 

Saline 

Non-command 

Non-command 

Rhyolite 

0.022 

0.85 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Shyampura 

0817000202120000 

6.051 

Saline 

Non-command 

Non-command 

Rhyolite 

0.957 

0.89 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.04 

0.07 


Sisodiyon Ka Pana 

0817000202119500 

5.149 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.012 

0.85 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Rhyolite 

5.137 

0.85 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.03 

0.00 

0.013 

0.23 

0.43 


Siyolo Ki Dhani 

0817000202103400 

8.738 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

8.738 

0.70 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.38 

0.20 

0.03 

0.022 

0.23 

0.42 


Sodhon Ki Dhani 

0817000302136300 

10.356 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.780 

1.36 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.04 

0.00 

0.002 

0.02 

0.03 







Non-command 

Younger Alluvium 

0.351 

1.36 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.001 

0.01 

0.02 


Sohara 

0817000202115800 

12.547 

Saline 

Non-command 

Non-command 

Rhyolite 

5.540 

0.87 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.01 

0.014 

0.10 

0.19 







Non-command 

Tertiary Sandstone 

7.008 

0.87 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.39 

0.21 

0.04 

0.018 

0.13 

0.24 


Srawannadi 

0817000202123400 

2.806 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.365 

0.68 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.05 

0.01 

0.006 

0.19 

0.37 


Sutharon Ki Dhani 

0817000202115500 

8.031 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

0.213 

1.04 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 



0817000202122600 

7.745 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.350 

0.79 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.01 

0.02 


Thakanon Ki Dhani 

0817000202125400 

6.002 

Saline 

Non-command 

Non-command 

Rhyolite 

0.117 

1.12 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Udramaniyon Ki Dhani 

0817000202115000 

7.808 

Saline 

Non-command 

Non-command 

Rhyolite 

0.052 

1.07 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Utarani 

0817000202121200 

9.419 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.596 

0.58 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.01 

0.03 







Non-command 

Rhyolite 

8.260 

0.58 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.00 

0.021 

0.20 

0.38 

11008064 

Alechari 

0817000302157200 

1.552 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.552 

0.30 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.005 

0.25 

0.39 


Ambon Ka Bara 

0817000402167200 

9.969 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.969 

2.32 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.56 

0.41 

0.01 

0.012 

0.08 

0.11 







Non-command 

Younger Alluvium 

0.023 

2.32 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.850 

2.32 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.25 

0.00 

0.007 

0.05 

0.07 


Arawa Dudawatan 

0817000302156900 

30.174 

Saline 

Non-command 

Non-command 

Older Alluvium 

24.696 

0.84 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

1.69 

1.08 

0.01 

0.074 

0.21 

0.33 


Asotara 

0817000302142900 

44.322 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.381 

-0.22 

0.090 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.004 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Older Alluvium 

15.798 

-0.22 

0.080 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.048 

0.08 

0.18 







Non-command 

Younger Alluvium 

6.551 

-0.22 

0.090 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.020 

0.04 

0.07 


Baamaseen 

0817000402162100 

26.165 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

8.235 

2.40 

0.100 

0.11 

0.00 

0.00 

0.00 

0.00 

2.09 

1.69 

0.38 

0.033 

0.08 

0.10 


Badoo Ka Bara 

0817000302150900 

11.206 

Saline 

Non-command 

Non-command 

Older Alluvium 

11.206 

-0.08 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.034 

0.24 

0.40 


Baglop 

0817000302157100 

5.032 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.032 

0.25 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.01 

0.015 

0.25 

0.40 


Balotra (M) 

0817000341701000 

11.901 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.067 

0.82 

0.090 

0.23 

0.00 

0.00 

0.00 

0.00 

0.31 

0.15 

0.04 

0.671 

0.02 

0.04 





Saline 

Non-command 

Non-command 

Younger Alluvium 

7.074 

0.82 

0.090 

1.48 

0.00 

0.00 

0.00 

0.00 

2.00 

0.99 

0.06 

4.452 

0.13 

0.26 


Bandaron Ki Dhani 

0817000302157600 

2.989 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.989 

0.61 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.00 

0.009 

0.26 

0.38 


Bankiyawas Kalan 

0817000302156300 

11.809 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.017 

1.16 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.75 

0.45 

0.00 

0.024 

0.17 

0.28 


Bankiyawas Khurd 

0817000302155600 

12.786 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.735 

2.62 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.78 

0.48 

0.00 

0.011 

0.07 

0.12 


Barliya 

0815000601999300 

16.554 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.956 

1.44 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.33 

0.00 

0.014 

0.07 

0.10 


Basni Jhoonthan 

0815000601999700 

9.639 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.797 

3.01 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.67 

0.49 

0.00 

0.010 

0.09 

0.13 







Non-command 

Rhyolite 

6.047 

3.01 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.14 

0.00 

0.021 

0.20 

0.27 


Beenja 

0820000402424200 

24.885 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.166 

1.56 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

18.740 

1.56 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

1.78 

1.48 

0.02 

0.047 

0.25 

0.30 






Giroliya Tank 

Command 

Older Alluvium 

3.992 

1.56 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.37 

0.31 

0.00 

0.010 

0.05 

0.06 


Bhacharna 

0815000602001200 

12.864 

Saline 

Non-command 

Non-command 

Older Alluvium 

10.782 

1.19 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

1.07 

0.81 

0.11 

0.037 

0.26 

0.35 







Non-command 

Younger Alluvium 

2.082 

1.19 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.31 

0.23 

0.03 

0.007 

0.05 

0.07 


Bhakri 

0815000602001800 

10.601 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.942 

0.87 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.17 

0.04 

0.010 

0.09 

0.11 







Non-command 

Younger Alluvium 

4.653 

0.87 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.51 

0.39 

0.08 

0.016 

0.14 

0.18 


Bhalaron Ka Bara 

0817000402160600 

17.636 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.441 

0.76 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.53 

0.38 

0.04 

0.034 

0.13 

0.18 







Non-command 

Younger Alluvium 

9.195 

0.76 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.73 

0.52 

0.09 

0.037 

0.14 

0.19 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.05 

0.00 

1,721.68 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.003 

132.83 

Over Exploited 

Nagona Tala 

0817000202113400 

0.05 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Neemba Ki Dhani 

0817000202115900 

0.05 

0.07 

255.14 

0.09 

- 

0.09 

0.03 

0.20 

0.01 

- 

- 

- 

- 

- 

0.011 

0.100 

0.005 

0.095 

0.036 

37.38 

Safe 

Netasar 

0816000202066500 

0.06 

0.01 

677.73 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.002 

33.30 

Safe 



0.04 

0.05 

114.44 

0.06 

- 

0.06 

0.02 

0.14 

0.01 

- 

- 

- 

- 

- 

0.007 

0.065 

0.003 

0.061 

0.008 

13.76 

Safe 

Nimbli 

0817000302135500 

0.10 

0.20 

256.26 

0.24 

- 

0.24 

0.03 

0.24 

0.03 

- 

- 

- 

- 

- 

0.031 

0.272 

0.014 

0.258 

0.030 

11.44 

Safe 

Nimboniyon Ki Dhani 

0817000202114700 

0.05 

0.00 

216.48 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

120.15 

Over Exploited 

Pabolai 

0817000202123600 

0.05 

0.04 

63,371.96 

0.05 

- 

0.05 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.006 

0.056 

0.003 

0.053 

0.009 

17.37 

Safe 

Panadeora 

0817000202123700 

0.05 

0.00 

3,908.74 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.004 

2,885.70 

Over Exploited 

Panawaspur 

0817000202120600 

0.05 

0.05 

(92.95) 

0.04 

- 

0.04 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.008 

0.051 

0.003 

0.049 

0.012 

24.48 

Safe 

Pancha Ki Dhani 

0817000202103900 

0.05 

0.04 

275.00 

0.05 

- 

0.05 

0.02 

0.15 

0.01 

- 

- 

- 

- 

- 

0.007 

0.058 

0.003 

0.055 

0.045 

82.60 

Semi Critical 

Pawoondari 

0817000202121300 

0.05 

0.00 

323.61 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

143.82 

Over Exploited 

Pooniyon Ki Beri 

0817000202118800 

0.05 

0.00 

1,017.43 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.003 

0.007 

197.65 

Over Exploited 

Radiya Talar 

0817000202124400 

0.05 

0.00 

1,342.18 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

128.98 

Over Exploited 



0.05 

0.03 

(36.07) 

0.02 

- 

0.02 

0.03 

0.20 

0.00 

- 

- 

- 

- 

- 

0.004 

0.025 

0.001 

0.024 

0.013 

53.54 

Safe 

Rajberi Malwa 

0817000202123100 

0.05 

0.00 

964.85 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.002 

86.91 

Semi Critical 

Rajpura 

0817000202120300 

0.05 

0.03 

(19.59) 

0.02 

- 

0.02 

0.03 

0.19 

0.00 

- 

- 

- 

- 

- 

0.004 

0.025 

0.001 

0.024 

0.008 

33.68 

Safe 

Rampura Kharda 

0817000202119200 

0.05 

0.04 

(40.59) 

0.03 

- 

0.03 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.006 

0.036 

0.002 

0.034 

0.008 

24.31 

Safe 

Rawatpura 

0816000202064600 

0.04 

0.05 

274.51 

0.06 

- 

0.06 

0.02 

0.11 

0.01 

- 

- 

- 

- 

- 

0.008 

0.070 

0.003 

0.066 

0.012 

17.96 

Safe 

Roopadevi 

0817000302135800 

0.10 

0.17 

181.94 

0.20 

- 

0.20 

0.03 

0.25 

0.03 

- 

- 

- 

- 

- 

0.027 

0.230 

0.012 

0.219 

0.023 

10.60 

Safe 

Sakari 

0817000202121400 

0.05 

0.13 

(48.47) 

0.11 

- 

0.11 

0.03 

0.25 

0.02 

- 

- 

- 

- 

- 

0.021 

0.128 

0.006 

0.122 

0.031 

25.05 

Safe 

Santa ra 

0817000202124200 

0.05 

0.07 

(50.56) 

0.09 

- 

0.09 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.011 

0.100 

0.005 

0.095 

0.041 

43.51 

Safe 

Sauon Ka Bas(Roopasar) 

0817000202103500 

0.05 

0.11 

107.07 

0.14 

- 

0.14 

0.04 

0.26 

0.02 

- 

- 

- 

- 

- 

0.018 

0.154 

0.008 

0.147 

0.025 

17.06 

Safe 

Shivpura 

0817000202119800 

0.05 

0.00 

10,124.96 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Shyampura 

0817000202120000 

0.05 

0.00 

294.39 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.002 

108.22 

Over Exploited 

Sisodiyon Ka Pana 

0817000202119500 

0.05 

0.00 

94,883.85 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.06 

(41.15) 

0.05 

- 

0.05 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.009 

0.055 

0.003 

0.053 

0.015 

28.28 

Safe 

Siyolo Ki Dhani 

0817000202103400 

0.05 

0.10 

104.81 

0.12 

- 

0.12 

0.04 

0.26 

0.02 

- 

- 

- 

- 

- 

0.015 

0.135 

0.007 

0.128 

0.051 

39.74 

Safe 

Sodhon Ki Dhani 

0817000302136300 

0.10 

0.00 

3,163.72 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.002 

138.63 

Over Exploited 



0.14 

0.00 

5,744.37 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.001 

220.20 

Over Exploited 

Sohara 

0817000202115800 

0.05 

0.03 

57.35 

0.03 

- 

0.03 

0.02 

0.12 

0.00 

- 

- 

- 

- 

- 

0.004 

0.038 

0.002 

0.036 

0.019 

52.65 

Safe 



0.05 

0.04 

360.50 

0.05 

- 

0.05 

0.02 

0.15 

0.01 

- 

- 

- 

- 

- 

0.007 

0.060 

0.003 

0.057 

0.061 

105.51 

Over Exploited 

Srawannadi 

0817000202123400 

0.05 

0.02 

121.29 

0.03 

- 

0.03 

0.03 

0.22 

0.00 

- 

- 

- 

- 

- 

0.003 

0.030 

0.002 

0.029 

0.013 

44.98 

Safe 

Sutharon Ki Dhani 

0817000202115500 

0.05 

0.00 

10,963.68 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 


0817000202122600 

0.05 

0.00 

4,696.99 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Thakanon Ki Dhani 

0817000202125400 

0.05 

0.00 

4,107.54 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Udramaniyon Ki Dhani 

0817000202115000 

0.05 

0.00 

10,158.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Utarani 

0817000202121200 

0.05 

0.00 

2,405.15 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

271.98 

Over Exploited 



0.05 

0.08 

(48.44) 

0.07 

- 

0.07 

0.03 

0.23 

0.01 

- 

- 

- 

- 

- 

0.013 

0.078 

0.004 

0.074 

0.021 

27.86 

Safe 

Alechari 

0817000302157200 

0.10 

0.04 

(38.18) 

0.03 

- 

0.03 

0.04 

0.29 

0.01 

- 

- 

- 

- 

- 

0.007 

0.038 

0.002 

0.036 

0.005 

12.96 

Safe 

Ambon Ka Bara 

0817000402167200 

0.15 

0.04 

1,045.72 

0.04 

- 

0.04 

0.01 

0.09 

0.01 

- 

- 

- 

- 

- 

0.006 

0.049 

0.002 

0.047 

0.024 

51.09 

Safe 



0.22 

0.00 

126,793.21 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.01 

1,705.54 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.002 

0.019 

0.001 

0.018 

0.007 

40.74 

Safe 

Arawa Dudawatan 

0817000302156900 

0.10 

0.53 

106.45 

0.63 

- 

0.63 

0.03 

0.25 

0.08 

- 

- 

- 

- 

- 

0.082 

0.713 

0.036 

0.677 

0.081 

12.01 

Safe 

Asotara 

0817000302142900 

0.14 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.220 

2,095.94 

Over Exploited 



0.10 

0.13 

- 

0.13 

0.01 

0.14 

0.01 

0.10 

0.02 

0.0200 

- 

- 

- 

0.020 

0.042 

0.185 

0.019 

0.167 

0.480 

287.54 

Over Exploited 



0.14 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.04 

0.01 

0.0100 

- 

- 

- 

0.010 

0.015 

0.048 

0.005 

0.043 

0.200 

466.29 

Over Exploited 

Baamaseen 

0817000402162100 

0.22 

0.14 

1,067.69 

0.17 

- 

0.17 

0.02 

0.10 

0.03 

0.0100 

- 

- 

- 

0.010 

0.039 

0.212 

0.011 

0.201 

0.417 

207.01 

Over Exploited 

Badoo Ka Bara 

0817000302150900 

0.10 

0.27 

- 

0.27 

- 

0.27 

0.04 

0.28 

0.04 

- 

- 

- 

- 

- 

0.044 

0.314 

0.031 

0.283 

0.034 

11.92 

Safe 

Baglop 

0817000302157100 

0.10 

0.13 

(43.95) 

0.10 

- 

0.10 

0.04 

0.29 

0.02 

- 

- 

- 

- 

- 

0.021 

0.122 

0.006 

0.116 

0.022 

19.08 

Safe 

Balotra (M) 

0817000341701000 

0.14 

0.00 

5,124.60 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.713 

18,647.26 

Over Exploited 



0.14 

0.13 

670.49 

0.15 

- 

0.15 

0.02 

0.15 

0.02 

- 

- 

- 

- 

- 

0.022 

0.177 

0.009 

0.168 

4.510 

2,681.21 

Over Exploited 

Bandaron Ki Dhani 

0817000302157600 

0.10 

0.08 

27.48 

0.09 

- 

0.09 

0.04 

0.30 

0.01 

- 

- 

- 

- 

- 

0.013 

0.106 

0.005 

0.100 

0.009 

8.97 

Safe 

Bankiyawas Kalan 

0817000302156300 

0.10 

0.14 

232.35 

0.16 

- 

0.16 

0.03 

0.20 

0.02 

- 

- 

- 

- 

- 

0.021 

0.184 

0.009 

0.175 

0.024 

13.79 

Safe 

Bankiyawas Khurd 

0817000302155600 

0.10 

0.03 

1,610.41 

0.03 

- 

0.03 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.004 

0.038 

0.002 

0.036 

0.011 

31.41 

Safe 

Barliya 

0815000601999300 

0.10 

0.03 

1,014.41 

0.03 

- 

0.03 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.004 

0.039 

0.002 

0.037 

0.014 

37.23 

Safe 

BasniJhoonthan 

0815000601999700 

0.10 

0.03 

1,816.23 

0.03 

- 

0.03 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.003 

0.033 

0.002 

0.032 

0.010 

30.35 

Safe 



0.08 

0.09 

46.13 

0.11 

- 

0.11 

0.02 

0.22 

0.01 

- 

- 

- 

- 

- 

0.011 

0.125 

0.006 

0.119 

0.021 

17.55 

Safe 

Beenja 

0820000402424200 

0.07 

0.00 

50,564.68 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.33 

352.14 

0.39 

- 

0.39 

0.02 

0.27 

- 

- 

- 

- 

- 

- 

- 

0.393 

0.020 

0.373 

0.066 

17.83 

Safe 



0.07 

0.01 

1,998.44 

0.02 

- 

0.02 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.018 

0.001 

0.017 

0.010 

59.77 

Safe 

Bhacharna 

0815000602001200 

0.10 

0.28 

185.97 

0.34 

0.00 

0.34 

0.03 

0.29 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.367 

0.018 

0.348 

0.145 

41.68 

Safe 



0.15 

0.02 

1,378.65 

0.02 

- 

0.02 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.019 

0.001 

0.018 

0.032 

179.28 

Over Exploited 

Bhakri 

0815000602001800 

0.10 

0.03 

543.41 

0.03 

0.00 

0.03 

0.01 

0.10 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.042 

0.002 

0.040 

0.046 

116.01 

Over Exploited 



0.15 

0.10 

303.68 

0.12 

0.00 

0.12 

0.01 

0.15 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.129 

0.006 

0.122 

0.092 

75.16 

Semi Critical 

Bhalaron Ka Bara 

0817000402160600 

0.15 

0.16 

138.63 

0.19 

- 

0.19 

0.02 

0.15 

0.03 

- 

- 

- 

- 

- 

0.028 

0.218 

0.011 

0.207 

0.077 

37.06 

Safe 



0.22 

0.28 

89.60 

0.33 

0.00 

0.33 

0.02 

0.16 

0.05 

- 

- 

- 

0.002 

0.002 

0.051 

0.383 

0.019 

0.364 

0.131 

35.94 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Bhanawas 

081700040216050C 

5.722 

Saline 

Non-command 

Non-command 

Younger Alluvium 

5.722 

0.76 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.46 

0.34 

0.10 

0.023 

0.26 

0.36 


Bhandiyawas 

0817000302143600 

32.930 

Saline 

Non-command 

Non-command 

Older Alluvium 

19.108 

1.25 

0.080 

0.02 

0.00 

0.00 

0.00 

0.01 

1.92 

0.95 

0.00 

0.057 

0.13 

0.26 







Non-command 

Younger Alluvium 

1.068 

1.25 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.06 

0.00 

0.003 

0.01 

0.01 


Bhati Khera 

0817000402162700 

8.672 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.937 

1.59 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.38 

0.32 

0.03 

0.012 

0.09 

0.10 


Bhilon Ki Dhani Mangla 

0817000402162300 

14.752 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.919 

2.17 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.13 

0.00 

0.004 

0.02 

0.02 







Non-command 

Younger Alluvium 

2.040 

2.17 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.44 

0.37 

0.00 

0.008 

0.03 

0.04 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.163 

2.17 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.00 

0.00 


Bhinda Kua 

0817000302149700 

9.359 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

8.787 

1.11 

0.090 

0.05 

0.00 

0.00 

0.00 

0.00 

0.93 

0.48 

0.17 

0.026 

0.21 

0.41 





Saline 

Non-command 

Non-command 

Younger Alluvium 

0.572 

1.11 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.00 

0.002 

0.01 

0.03 


Bithooja 

0817000302143000 

23.150 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

20.289 

0.97 

0.090 

2.10 

0.10 

0.00 

0.00 

0.00 

3.77 

1.87 

8.32 

0.061 

0.19 

0.39 





Saline 

Non-command 

Non-command 

Younger Alluvium 

1.669 

0.97 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.18 

0.09 

0.12 

0.005 

0.02 

0.03 


Burd (Boorad) 

0817000402161700 

6.144 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.013 

2.23 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

3.393 

2.23 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.77 

0.57 

0.04 

0.014 

0.15 

0.20 


Chainpura Bhatan 

0815000602001900 

10.373 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.069 

0.71 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.19 

0.01 

0.014 

0.12 

0.16 







Non-command 

Younger Alluvium 

3.063 

0.71 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.27 

0.21 

0.01 

0.011 

0.09 

0.12 


Chali 

0815000601998200 

14.794 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.374 

1.07 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.607 

1.07 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.21 

0.00 

0.012 

0.07 

0.10 


Chandrai 

0817000302154100 

3.067 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.063 

3.34 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.01 

0.01 


Charnon Ka Bara 

0817000402161500 

2.730 

Saline 

Non-command 

Non-command 

Younger Alluvium 

2.730 

0.78 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.23 

0.16 

0.06 

0.011 

0.26 

0.37 


Chawaron Ki Dhani 

0815000601995000 

11.098 

Fresh 

Non-command 

Non-command 

Rhyolite 

6.943 

1.24 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.00 

0.024 

0.20 

0.27 


Chenda 

0820000402424300 

13.575 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.657 

1.65 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.30 

0.00 

0.009 

0.09 

0.11 





Saline 

Non-command 

Non-command 

Older Alluvium 

9.877 

1.65 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.99 

0.82 

0.00 

0.025 

0.24 

0.29 


Chhachharlai Kalan 

0817000302156100 

16.878 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.860 

0.29 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.009 

0.04 

0.07 





Saline 

Non-command 

Non-command 

Older Alluvium 

11.458 

0.29 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.28 

0.16 

0.01 

0.034 

0.16 

0.28 


Chhachharlai Khurd 

0817000302151400 

3.039 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.039 

-0.21 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.009 

0.24 

0.42 


Chirdani 

0817000302143400 

6.367 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.093 

1.02 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.01 


Chirdiya 

0817000402161100 

21.128 

Saline 

Non-command 

Non-command 

Older Alluvium 

20.657 

0.38 

0.080 

0.03 

0.00 

0.00 

0.00 

0.01 

0.65 

0.45 

0.02 

0.082 

0.27 

0.39 







Non-command 

Younger Alluvium 

0.471 

0.38 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.002 

0.01 

0.01 


Daipara Khichiyan 

0815000601998400 

34.571 

Saline 

Non-command 

Non-command 

Older Alluvium 

34.528 

1.06 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

2.95 

1.97 

0.00 

0.119 

0.27 

0.40 


Demon Ki Dhani 

0817000302151000 

15.230 

Saline 

Non-command 

Non-command 

Older Alluvium 

15.230 

0.31 

0.080 

0.02 

0.00 

0.00 

0.00 

0.01 

0.39 

0.25 

0.00 

0.046 

0.25 

0.39 


Deoliyali 

0817000402160200 

10.699 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.655 

2.88 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

1.40 

1.11 

0.21 

0.019 

0.11 

0.14 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.325 

2.88 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.00 

0.001 

0.01 

0.01 







Non-command 

Younger Alluvium 

5.719 

2.88 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

1.68 

1.33 

0.09 

0.023 

0.14 

0.17 


Deoriya 

0817000302155700 

5.352 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.303 

3.45 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.47 

0.88 

0.01 

0.016 

0.25 

0.42 


Dhandhiya 

0815000602002400 

23.772 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.352 

1.00 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.00 

0.005 

0.02 

0.02 


Dharmsar 

0817000302157000 

14.965 

Saline 

Non-command 

Non-command 

Older Alluvium 

14.965 

0.51 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.62 

0.41 

0.00 

0.045 

0.26 

0.39 


Dhatarwalon Ki Dhani 

0817000302151500 

3.560 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.560 

0.09 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.011 

0.24 

0.42 


Dhawa-i 

0815000601997700 

41.447 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.220 

0.58 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.00 

0.00 


Dhawa-ii 

0815000601998300 

11.565 

Saline 

Non-command 

Non-command 

Older Alluvium 

11.565 

1.43 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.33 

0.90 

0.00 

0.040 

0.28 

0.41 


Dheedhas 

0817000402167900 

35.463 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.240 

0.12 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 







Non-command 

Younger Alluvium 

13.789 

0.12 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.19 

0.14 

0.06 

0.055 

0.11 

0.16 


Dholeriya Jagir 

0820000402424000 

13.116 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.788 

1.10 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.21 

0.03 

0.010 

0.09 

0.12 







Non-command 

Younger Alluvium 

1.608 

1.10 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.11 

0.01 

0.004 

0.04 

0.05 


Dholeriya Sasan 

0820000402423900 

12.299 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.206 

1.21 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 







Non-command 

Younger Alluvium 

1.661 

1.21 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.13 

0.00 

0.004 

0.04 

0.05 


Dhundhara 

0815000602000900 

53.561 

Saline 

Non-command 

Non-command 

Older Alluvium 

44.909 

4.15 

0.080 

0.08 

0.00 

0.00 

0.00 

0.02 

14.96 

10.87 

0.12 

0.155 

0.25 

0.34 







Non-command 

Younger Alluvium 

2.573 

4.15 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

1.28 

0.93 

0.01 

0.009 

0.01 

0.02 


Diwandi 

0820000402422200 

26.110 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.028 

1.91 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

8.780 

1.91 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

1.36 

1.04 

0.04 

0.022 

0.11 

0.14 


Doli Rajguro 

0817000302156800 

22.741 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.297 

1.14 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.00 

0.004 

0.02 

0.02 


Doodiya 

0815000602001700 

9.469 

Saline 

Non-command 

Non-command 

Older Alluvium 

9.469 

0.81 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.63 

0.48 

0.04 

0.033 

0.32 

0.41 


Doodon Ka Bara(Ajeet) 

0817000402161400 

21.723 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.018 

0.65 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.44 

0.31 

0.08 

0.032 

0.10 

0.14 







Non-command 

Younger Alluvium 

13.705 

0.65 

0.100 

0.09 

0.01 

0.00 

0.00 

0.00 

0.97 

0.68 

0.27 

0.055 

0.17 

0.24 


Feench 

0815000602000000 

35.201 

Fresh 

Non-command 

Non-command 

Older Alluvium 

30.902 

3.12 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

7.74 

5.68 

0.00 

0.107 

0.27 

0.37 







Non-command 

Rhyolite 

0.110 

3.12 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.018 

3.12 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gangawas 

0817000302153900 

29.195 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.748 

1.72 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.23 

0.00 

0.008 

0.02 

0.04 


Garwaliya 

0820000402425900 

14.728 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.802 

0.88 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.002 

0.02 

0.02 






Giroliya Tank 

Command 

Older Alluvium 

2.857 

0.88 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.13 

0.03 

0.007 

0.06 

0.08 


Gelawas 

0820000402422500 

19.171 

Saline 

Non-command 

Non-command 

Older Alluvium 

14.006 

0.22 

0.060 

0.01 

0.00 

0.00 

0.00 

0.01 

0.19 

0.14 

0.00 

0.035 

0.23 

0.30 


Gharoi Charnan 

0817000302151100 

5.287 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.287 

0.33 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.00 

0.016 

0.25 

0.38 


Gharoi Nadi 

0817000302149500 

13.561 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.790 

1.18 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.74 

0.38 

0.00 

0.023 

0.13 

0.25 







Non-command 

Younger Alluvium 

5.770 

1.18 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.62 

0.32 

0.00 

0.017 

0.09 

0.19 


Gharoi Soda 

0817000302151200 

3.695 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.695 

0.22 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.011 

0.25 

0.39 


Gharsika Bara 

0817000302150800 

27.253 

Saline 

Non-command 

Non-command 

Older Alluvium 

27.253 

0.70 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

1.55 

0.89 

0.00 

0.082 

0.23 

0.41 


Girad Ka Dhana 

0817000402161000 

17.334 

Saline 

Non-command 

Non-command 

Older Alluvium 

17.334 

0.72 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

1.02 

0.70 

0.02 

0.069 

0.27 

0.39 


Godon Ka Bara 

0817000402167600 

8.290 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.646 

0.42 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.00 

0.011 

0.09 

0.13 







Non-command 

Younger Alluvium 

5.644 

0.42 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.17 

0.00 

0.023 

0.20 

0.27 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Bhanawas 

0817000402160500 

0.22 

0.33 

2.80 

0.34 

0.00 

0.34 

0.05 

0.31 

0.06 

- 

- 

- 

0.002 

0.002 

0.061 

0.401 

0.020 

0.381 

0.124 

32.55 

Safe 

Bhandiyawas 

0817000302143600 

0.10 

0.24 

293.10 

0.29 

0.01 

0.30 

0.02 

0.15 

0.04 

- 

- 

- 

0.010 

0.010 

0.046 

0.343 

0.017 

0.326 

0.057 

17.63 

Safe 



0.14 

0.00 

5,516.65 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.003 

236.84 

Over Exploited 

Bhati Khera 

0817000402162700 

0.15 

0.03 

########## 

0.03 

- 

0.03 

0.02 

0.10 

0.01 

- 

- 

- 

- 

- 

0.005 

0.035 

0.002 

0.033 

0.038 

112.69 

Over Exploited 

Bhilon Ki Dhani Mangla 

0817000402162300 

0.15 

0.00 

6,015.71 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.004 

127.57 

Over Exploited 



0.22 

0.02 

2,248.86 

0.02 

- 

0.02 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.003 

0.022 

0.001 

0.021 

0.008 

39.19 

Safe 



0.15 

0.00 

141,014.89 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Bhinda Kua 

0817000302149700 

0.14 

0.26 

85.06 

0.31 

- 

0.31 

0.04 

0.25 

0.04 

0.0100 

- 

- 

- 

0.010 

0.054 

0.367 

0.018 

0.349 

0.194 

55.76 

Safe 



0.14 

0.00 

2,587.40 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.002 

119.69 

Over Exploited 

Bithooja 

0817000302143000 

0.14 

0.55 

239.76 

0.66 

0.10 

0.76 

0.03 

0.23 

0.09 

0.3100 

- 

- 

- 

0.310 

0.404 

1.164 

0.058 

1.106 

8.383 

758.25 

Over Exploited 



0.14 

0.00 

2,241.85 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.120 

2,478.07 

Over Exploited 

Burd (Boorad) 

0817000402161700 

0.15 

0.00 

156,786.52 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.11 

423.49 

0.13 

- 

0.13 

0.03 

0.17 

0.02 

- 

- 

- 

- 

- 

0.020 

0.150 

0.008 

0.143 

0.052 

36.13 

Safe 

Chainpura Bhatan 

0815000602001900 

0.10 

0.05 

269.63 

0.06 

0.00 

0.06 

0.01 

0.14 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.062 

0.003 

0.059 

0.026 

43.98 

Safe 



0.15 

0.04 

389.70 

0.05 

- 

0.05 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.052 

0.003 

0.049 

0.019 

37.70 

Safe 

Chali 

0815000601998200 

0.10 

0.00 

7,963.86 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

368.06 

Over Exploited 



0.10 

0.03 

734.00 

0.03 

- 

0.03 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.003 

0.034 

0.002 

0.033 

0.012 

38.13 

Safe 

Chandrai 

0817000302154100 

0.10 

0.00 

30,539.99 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Charnon Ka Bara 

0817000402161500 

0.22 

0.16 

3.82 

0.16 

0.00 

0.17 

0.05 

0.31 

0.03 

0.0100 

- 

- 

0.006 

0.016 

0.044 

0.213 

0.011 

0.203 

0.069 

34.02 

Safe 

Chawaron Ki Dhani 

0815000601995000 

0.08 

0.11 

(36.75) 

0.09 

- 

0.09 

0.02 

0.22 

0.01 

- 

- 

- 

- 

- 

0.013 

0.100 

0.005 

0.095 

0.024 

25.16 

Safe 

Chenda 

0820000402424300 

0.07 

0.02 

1,214.10 

0.03 

- 

0.03 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.027 

0.001 

0.026 

0.009 

35.64 

Safe 



0.07 

0.17 

391.38 

0.20 

- 

0.20 

0.02 

0.26 

- 

- 

- 

- 

- 

- 

- 

0.200 

0.010 

0.190 

0.025 

13.19 

Safe 

Chhachharlai Kalan 

0817000302156100 

0.10 

0.01 

229.96 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.002 

0.016 

0.001 

0.015 

0.009 

56.79 

Safe 



0.10 

0.19 

(14.52) 

0.16 

- 

0.16 

0.03 

0.19 

0.03 

- 

- 

- 

- 

- 

0.030 

0.191 

0.010 

0.181 

0.041 

22.88 

Safe 

Chhachharlai Khurd 

0817000302151400 

0.10 

0.07 

- 

0.07 

- 

0.07 

0.04 

0.27 

0.01 

- 

- 

- 

- 

- 

0.011 

0.083 

0.008 

0.075 

0.016 

21.62 

Safe 

Chirdani 

0817000302143400 

0.14 

0.00 

10,077.49 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chirdiya 

0817000402161100 

0.15 

0.85 

(46.45) 

0.68 

0.01 

0.69 

0.04 

0.31 

0.13 

- 

- 

- 

0.014 

0.014 

0.142 

0.830 

0.041 

0.788 

0.104 

13.26 

Safe 



0.22 

0.00 

1,835.96 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

226.84 

Over Exploited 

Daipara Khichiyan 

0815000601998400 

0.10 

0.93 

112.68 

1.11 

0.00 

1.11 

0.04 

0.31 

0.14 

- 

- 

- 

0.003 

0.003 

0.145 

1.259 

0.063 

1.196 

0.119 

9.95 

Safe 

Demon Ki Dhani 

0817000302151000 

0.10 

0.38 

(34.33) 

0.30 

0.01 

0.31 

0.04 

0.29 

0.06 

- 

- 

- 

0.015 

0.015 

0.079 

0.391 

0.020 

0.371 

0.046 

12.33 

Safe 

Deoliyali 

0817000402160200 

0.22 

0.11 

883.22 

0.14 

- 

0.14 

0.02 

0.13 

0.02 

0.0100 

- 

- 

- 

0.010 

0.032 

0.168 

0.008 

0.159 

0.230 

144.03 

Over Exploited 



0.15 

0.00 

15,697.35 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.005 

1,060.76 

Over Exploited 



0.22 

0.17 

680.02 

0.20 

- 

0.20 

0.03 

0.16 

0.03 

- 

- 

- 

- 

- 

0.033 

0.238 

0.012 

0.226 

0.117 

51.64 

Safe 

Deoriya 

0817000302155700 

0.10 

0.13 

561.85 

0.16 

- 

0.16 

0.04 

0.29 

0.02 

- 

- 

- 

- 

- 

0.020 

0.180 

0.009 

0.171 

0.023 

13.41 

Safe 

Dhandhiya 

0815000602002400 

0.10 

0.00 

3,384.44 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.005 

168.28 

Over Exploited 

Dharmsar 

0817000302157000 

0.10 

0.39 

4.92 

0.41 

0.00 

0.41 

0.04 

0.30 

0.06 

- 

- 

- 

0.001 

0.001 

0.064 

0.471 

0.024 

0.448 

0.045 

10.06 

Safe 

Dhatarwalon Ki Dhani 

0817000302151500 

0.10 

0.08 

(83.78) 

0.07 

- 

0.07 

0.04 

0.27 

0.01 

- 

- 

- 

- 

- 

0.013 

0.081 

0.004 

0.077 

0.011 

13.94 

Safe 

Dhawa-i 

0815000601997700 

0.10 

0.00 

20,288.36 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Dhawa-ii 

0815000601998300 

0.10 

0.32 

180.00 

0.39 

- 

0.39 

0.04 

0.32 

0.05 

- 

- 

- 

- 

- 

0.046 

0.434 

0.022 

0.412 

0.040 

9.67 

Safe 

Dheedhas 

0817000402167900 

0.15 

0.00 

2,301.56 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.22 

0.34 

(59.66) 

0.27 

0.00 

0.28 

0.02 

0.13 

0.05 

- 

- 

- 

0.001 

0.001 

0.051 

0.327 

0.016 

0.311 

0.113 

36.39 

Safe 

Dholeriya Jagir 

0820000402424000 

0.07 

0.02 

752.13 

0.03 

0.00 

0.03 

0.01 

0.10 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.042 

0.002 

0.040 

0.039 

97.19 

Critical 



0.15 

0.01 

1,089.60 

0.01 

0.00 

0.01 

0.00 

0.04 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.016 

0.001 

0.015 

0.010 

66.12 

Safe 

Dholeriya Sasan 

0820000402423900 

0.07 

0.00 

15,297.13 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.15 

0.01 

1,084.92 

0.01 

0.00 

0.01 

0.00 

0.05 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.016 

0.001 

0.015 

0.004 

27.91 

Safe 

Dhundhara 

0815000602000900 

0.10 

1.12 

868.80 

1.35 

0.02 

1.37 

0.03 

0.28 

0.15 

0.0100 

- 

- 

0.033 

0.043 

0.189 

1.557 

0.078 

1.479 

0.275 

18.58 

Safe 



0.15 

0.01 

16,745.37 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.017 

241.68 

Over Exploited 

Diwandi 

0820000402422200 

0.07 

0.00 

368,093.33 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.14 

647.42 

0.17 

0.00 

0.17 

0.01 

0.12 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.187 

0.009 

0.177 

0.064 

36.25 

Safe 

Doli Rajguro 

0817000302156800 

0.10 

0.00 

3,766.63 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.004 

150.09 

Over Exploited 

Doodiya 

0815000602001700 

0.10 

0.30 

61.87 

0.36 

0.00 

0.36 

0.03 

0.35 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.372 

0.019 

0.354 

0.075 

21.10 

Safe 

Doodon Ka Bara(Ajeet) 

0817000402161400 

0.15 

0.12 

164.10 

0.14 

0.00 

0.15 

0.02 

0.11 

0.02 

0.0100 

- 

- 

0.007 

0.017 

0.037 

0.183 

0.009 

0.174 

0.111 

63.76 

Safe 



0.22 

0.51 

34.91 

0.61 

0.01 

0.62 

0.03 

0.20 

0.09 

0.0300 

- 

- 

0.003 

0.034 

0.120 

0.740 

0.037 

0.703 

0.329 

46.78 

Safe 

Feench 

0815000602000000 

0.10 

0.84 

572.51 

1.01 

- 

1.01 

0.03 

0.30 

0.10 

- 

- 

- 

- 

- 

0.097 

1.111 

0.056 

1.056 

0.107 

10.10 

Safe 



0.08 

0.00 

28,930.90 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gangawas 

0817000302153900 

0.10 

0.01 

3,314.04 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.009 

0.008 

96.13 

Critical 

Garwaliya 

0820000402425900 

0.07 

0.00 

3,230.28 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.006 

0.000 

0.006 

0.012 

202.53 

Over Exploited 



0.07 

0.01 

932.79 

0.02 

0.00 

0.02 

0.01 

0.07 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.031 

0.002 

0.029 

0.036 

124.89 

Over Exploited 

Gelawas 

0820000402422500 

0.07 

0.22 

(35.80) 

0.18 

0.01 

0.19 

0.03 

0.26 

0.03 

- 

- 

- 

0.010 

0.010 

0.037 

0.223 

0.011 

0.212 

0.035 

16.71 

Safe 

Gharoi Charnan 

0817000302151100 

0.10 

0.13 

(26.97) 

0.11 

0.00 

0.11 

0.04 

0.29 

0.02 

- 

- 

- 

0.000 

0.000 

0.023 

0.129 

0.006 

0.122 

0.016 

13.01 

Safe 

Gharoi Nadi 

0817000302149500 

0.10 

0.10 

280.89 

0.12 

0.00 

0.12 

0.02 

0.15 

0.02 

- 

- 

- 

0.004 

0.004 

0.020 

0.141 

0.007 

0.134 

0.023 

17.55 

Safe 



0.14 

0.08 

315.68 

0.09 

- 

0.09 

0.02 

0.11 

0.01 

- 

- 

- 

- 

- 

0.012 

0.103 

0.005 

0.098 

0.017 

17.68 

Safe 

Gharoi Soda 

0817000302151200 

0.10 

0.09 

(54.36) 

0.07 

- 

0.07 

0.04 

0.29 

0.02 

- 

- 

- 

- 

- 

0.015 

0.089 

0.004 

0.085 

0.011 

13.16 

Safe 

Gharsika Bara 

0817000302150800 

0.10 

0.64 

39.89 

0.77 

0.00 

0.77 

0.04 

0.27 

0.10 

- 

- 

- 

0.003 

0.003 

0.108 

0.876 

0.044 

0.832 

0.082 

9.85 

Safe 

Girad Ka Dhana 

0817000402161000 

0.15 

0.70 

(0.06) 

0.70 

0.00 

0.70 

0.04 

0.31 

0.11 

- 

- 

- 

0.003 

0.003 

0.114 

0.819 

0.041 

0.778 

0.091 

11.72 

Safe 

Godon Ka Bara 

0817000402167600 

0.15 

0.04 

72.98 

0.04 

- 

0.04 

0.01 

0.10 

0.01 

- 

- 

- 

- 

- 

0.005 

0.049 

0.002 

0.046 

0.011 

22.73 

Safe 



0.22 

0.24 

(28.18) 

0.19 

0.00 

0.20 

0.03 

0.22 

0.04 

- 

- 

- 

0.002 

0.002 

0.037 

0.232 

0.012 

0.220 

0.023 

10.22 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Goliya Magra 

081500060200140C 

8.906 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.906 

0.98 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.71 

0.53 

0.00 

0.031 

0.31 

0.41 


Hamir Nagar 

0815000602000200 

8.332 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.817 

2.63 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.65 

1.20 

0.00 

0.027 

0.29 

0.40 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.335 

2.63 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.00 

0.001 

0.01 

0.02 


Hanuman Nagar 

0815000602000100 

11.585 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.444 

2.38 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.86 

0.64 

0.00 

0.015 

0.12 

0.16 





Saline 

Non-command 

Non-command 

Older Alluvium 

7.141 

2.38 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.37 

1.02 

0.00 

0.025 

0.19 

0.26 


Heer Khera 

0815000601994900 

9.307 

Fresh 

Non-command 

Non-command 

Rhyolite 

3.563 

1.82 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.03 

0.012 

0.12 

0.17 


Hotloo 

0817000302143100 

13.441 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.919 

1.03 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.04 

0.00 

0.003 

0.02 

0.03 





Saline 

Non-command 

Non-command 

Younger Alluvium 

12.522 

1.03 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

1.17 

0.59 

0.00 

0.038 

0.20 

0.41 


Hotrara 

0817000402160700 

4.203 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.219 

0.71 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.01 

0.005 

0.08 

0.10 







Non-command 

Younger Alluvium 

2.984 

0.71 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.16 

0.04 

0.012 

0.18 

0.25 


Jaitpur 

0820000402424100 

38.998 

Saline 

Non-command 

Non-command 

Older Alluvium 

9.816 

0.62 

0.060 

0.02 

0.00 

0.00 

0.00 

0.01 

0.38 

0.32 

0.04 

0.025 

0.08 

0.10 






Giroliya Tank 

Command 

Older Alluvium 

1.331 

0.62 

0.060 

0.00 

0.00 

0.00 

0.00 

0.01 

0.04 

0.04 

0.00 

0.003 

0.01 

0.01 


Janguwas 

0815000602001300 

5.782 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.782 

0.94 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.45 

0.33 

0.00 

0.020 

0.31 

0.41 


Janiyana 

0817000302149600 

11.883 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.910 

1.18 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.04 

0.003 

0.02 

0.03 





Saline 

Non-command 

Non-command 

Younger Alluvium 

10.973 

1.18 

0.090 

0.04 

0.00 

0.00 

0.00 

0.00 

1.21 

0.65 

0.13 

0.033 

0.21 

0.38 


Jasol 

0817000302142700 

31.011 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.128 

1.01 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Jerla 

0817000302140800 

17.449 

Saline 

Non-command 

Non-command 

Younger Alluvium 

3.164 

1.13 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.16 

0.00 

0.010 

0.04 

0.08 


Jethantari 

0817000402159600 

3.962 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.305 

3.23 

0.100 

0.11 

0.01 

0.00 

0.00 

0.00 

0.52 

0.43 

0.42 

0.005 

0.08 

0.10 





Saline 

Non-command 

Non-command 

Younger Alluvium 

2.657 

3.23 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.94 

0.77 

0.32 

0.011 

0.17 

0.21 


Jethantarihalt 

0817000402159700 

9.721 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.611 

3.12 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.91 

0.72 

0.02 

0.014 

0.09 

0.12 







Non-command 

Younger Alluvium 

6.110 

3.12 

0.100 

0.02 

0.00 

0.00 

0.00 

0.01 

1.92 

1.53 

0.07 

0.024 

0.16 

0.20 


Kagnada 

0815000601998700 

21.299 

Saline 

Non-command 

Non-command 

Older Alluvium 

21.299 

1.40 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

2.40 

1.68 

0.00 

0.073 

0.29 

0.41 


Kalijal 

0815000602000300 

17.162 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.892 

1.36 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

1.64 

1.18 

0.00 

0.051 

0.27 

0.37 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.270 

1.36 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.18 

0.00 

0.008 

0.04 

0.06 


Kalyanpur 

0817000302151300 

40.632 

Saline 

Non-command 

Non-command 

Older Alluvium 

37.522 

0.13 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.44 

0.27 

0.04 

0.113 

0.23 

0.38 


Kamon Ka Bara 

0817000402167100 

13.147 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.101 

1.98 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.00 

0.00 


Kanana 

0817000302150000 

29.448 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.528 

1.76 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.04 

0.002 

0.00 

0.01 







Non-command 

Younger Alluvium 

22.940 

1.76 

0.090 

0.35 

0.02 

0.00 

0.00 

0.00 

3.97 

2.97 

1.30 

0.069 

0.20 

0.26 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.052 

1.76 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.11 

0.01 

0.003 

0.01 

0.01 







Non-command 

Younger Alluvium 

4.928 

1.76 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.80 

0.60 

0.05 

0.015 

0.04 

0.06 


Kankrala 

0817000302150600 

15.704 

Saline 

Non-command 

Non-command 

Older Alluvium 

15.704 

1.81 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

2.29 

1.66 

0.02 

0.047 

0.25 

0.35 


Kapoorari 

0817000302154000 

4.028 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.093 

3.21 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.01 

0.01 


Karmawas 

0817000402161900 

18.331 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

8.523 

2.53 

0.100 

0.07 

0.01 

0.00 

0.00 

0.00 

2.22 

1.71 

0.23 

0.034 

0.12 

0.16 


Karniyali 

0815000602002000 

15.864 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.246 

0.73 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.43 

0.34 

0.01 

0.025 

0.15 

0.18 







Non-command 

Younger Alluvium 

0.014 

0.73 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khandi 

0820000402423300 

20.878 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.065 

1.01 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kharantiya 

0817000402167400 

9.932 

Saline 

Non-command 

Non-command 

Younger Alluvium 

6.652 

-0.10 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.027 

0.18 

0.26 


Kharwa 

0817000302150200 

11.590 

Saline 

Non-command 

Non-command 

Older Alluvium 

10.546 

2.67 

0.080 

0.02 

0.00 

0.00 

0.00 

0.01 

2.27 

1.74 

0.05 

0.032 

0.23 

0.30 







Non-command 

Younger Alluvium 

1.044 

2.67 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.19 

0.01 

0.003 

0.02 

0.03 


Khejariyali 

0817000402160800 

17.441 

Saline 

Non-command 

Non-command 

Older Alluvium 

17.441 

0.72 

0.080 

0.05 

0.00 

0.00 

0.00 

0.01 

1.05 

0.72 

0.11 

0.070 

0.27 

0.39 


Khera Khindawara 

0817000402159300 

10.711 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.636 

1.27 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.68 

0.44 

0.02 

0.026 

0.17 

0.26 


Khutani 

0820000402422800 

31.706 

Saline 

Non-command 

Non-command 

Older Alluvium 

23.871 

1.28 

0.060 

0.02 

0.00 

0.00 

0.00 

0.30 

1.55 

1.23 

0.00 

0.060 

0.24 

0.31 







Non-command 

Younger Alluvium 

4.794 

1.28 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.49 

0.39 

0.00 

0.012 

0.05 

0.06 


Kitnod 

0817000302149800 

40.647 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.877 

0.89 

0.080 

0.16 

0.01 

0.00 

0.00 

0.00 

0.43 

0.24 

0.62 

0.012 

0.02 

0.04 







Non-command 

Younger Alluvium 

10.723 

0.89 

0.090 

0.51 

0.03 

0.00 

0.00 

0.00 

1.34 

0.77 

2.02 

0.032 

0.07 

0.12 





Saline 

Non-command 

Non-command 

Older Alluvium 

23.604 

0.89 

0.080 

0.19 

0.01 

0.00 

0.00 

0.00 

1.86 

1.06 

0.68 

0.071 

0.15 

0.26 







Non-command 

Younger Alluvium 

2.443 

0.89 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.22 

0.12 

0.07 

0.007 

0.02 

0.03 


Kotri 

0817000402161600 

20.977 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.741 

1.09 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.55 

0.40 

0.12 

0.019 

0.06 

0.08 





Saline 

Non-command 

Non-command 

Younger Alluvium 

10.839 

1.09 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

1.22 

0.90 

0.10 

0.043 

0.14 

0.19 


Kumpawas 

0817000402159400 

16.612 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.484 

1.42 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.01 

0.002 

0.01 

0.01 







Non-command 

Younger Alluvium 

5.700 

1.42 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.87 

0.67 

0.19 

0.023 

0.09 

0.11 





Saline 

Non-command 

Non-command 

Older Alluvium 

10.248 

1.42 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

1.20 

0.92 

0.06 

0.041 

0.16 

0.21 







Non-command 

Younger Alluvium 

0.009 

1.42 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kuri 

0817000302149200 

27.987 

Saline 

Non-command 

Non-command 

Older Alluvium 

23.814 

1.27 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

2.44 

1.22 

0.00 

0.072 

0.19 

0.37 


Kuseep 

0817000402159000 

45.051 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.341 

0.99 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.10 

0.01 

0.009 

0.02 

0.03 


Lakhar Thumb 

0815000602001000 

4.812 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.524 

4.02 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.50 

0.37 

0.02 

0.005 

0.10 

0.13 







Non-command 

Younger Alluvium 

0.948 

4.02 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.47 

0.35 

0.02 

0.003 

0.06 

0.08 


Lalana 

0817000402159500 

14.382 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.413 

2.11 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.25 

0.21 

0.04 

0.006 

0.02 

0.03 







Non-command 

Younger Alluvium 

10.353 

2.11 

0.100 

0.12 

0.01 

0.00 

0.00 

0.00 

2.30 

1.89 

0.42 

0.041 

0.18 

0.22 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.615 

2.11 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.45 

0.37 

0.02 

0.010 

0.05 

0.06 


Laleeya 

0817000402167300 

6.041 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.380 

1.57 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.002 

0.02 

0.02 







Non-command 

Younger Alluvium 

0.206 

1.57 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.01 

0.01 


Lambra 

0820000402422400 

21.164 

Saline 

Non-command 

Non-command 

Older Alluvium 

10.378 

1.56 

0.060 

0.01 

0.00 

0.00 

0.00 

0.01 

0.97 

0.74 

0.00 

0.026 

0.15 

0.20 







Non-command 

Younger Alluvium 

9.885 

1.56 

0.080 

0.01 

0.00 

0.00 

0.00 

0.01 

1.24 

0.95 

0.00 

0.025 

0.15 

0.19 


Lolasani 

0815000602001100 

18.947 

Saline 

Non-command 

Non-command 

Older Alluvium 

18.779 

2.87 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

4.35 

3.24 

0.08 

0.065 

0.30 

0.41 







Non-command 

Younger Alluvium 

0.167 

2.87 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.001 

0.00 

0.00 


Loonawas Jatan 

0815000601999000 

10.585 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.698 

0.69 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.32 

0.23 

0.00 

0.020 

0.16 

0.23 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.096 

0.69 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Goliya Magra 

0815000602001400 

0.10 

0.28 

91.73 

0.33 

0.00 

0.34 

0.03 

0.35 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.345 

0.017 

0.328 

0.031 

9.38 

Safe 

Hamir Nagar 

0815000602000200 

0.10 

0.23 

431.04 

0.27 

- 

0.27 

0.03 

0.32 

0.03 

- 

- 

- 

- 

- 

0.027 

0.299 

0.015 

0.284 

0.027 

9.49 

Safe 



0.10 

0.00 

12,207.62 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

221.39 

Over Exploited 

Hanuman Nagar 

0815000602000100 

0.10 

0.05 

1,107.01 

0.06 

- 

0.06 

0.01 

0.13 

0.01 

- 

- 

- 

- 

- 

0.006 

0.070 

0.003 

0.066 

0.015 

23.18 

Safe 



0.10 

0.14 

647.80 

0.16 

- 

0.16 

0.02 

0.21 

0.02 

- 

- 

- 

- 

- 

0.015 

0.180 

0.009 

0.171 

0.025 

14.42 

Safe 

Heer Khera 

0815000601994900 

0.08 

0.03 

55.65 

0.04 

- 

0.04 

0.01 

0.13 

0.00 

- 

- 

- 

- 

- 

0.004 

0.045 

0.002 

0.043 

0.043 

101.03 

Over Exploited 

Hotloo 

0817000302143100 

0.14 

0.00 

2,123.04 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.003 

109.80 

Over Exploited 



0.14 

0.36 

64.78 

0.43 

- 

0.43 

0.03 

0.24 

0.06 

- 

- 

- 

- 

- 

0.061 

0.492 

0.025 

0.467 

0.038 

8.06 

Safe 

Hotrara 

0817000402160700 

0.15 

0.01 

267.48 

0.02 

- 

0.02 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.002 

0.019 

0.001 

0.018 

0.012 

65.95 

Safe 



0.22 

0.12 

33.28 

0.14 

0.00 

0.15 

0.03 

0.22 

0.02 

- 

- 

- 

0.001 

0.001 

0.023 

0.169 

0.008 

0.160 

0.048 

29.87 

Safe 

Jaitpur 

0820000402424100 

0.07 

0.06 

452.66 

0.07 

0.01 

0.07 

0.01 

0.09 

- 

0.0100 

- 

- 

0.009 

0.019 

0.019 

0.094 

0.005 

0.089 

0.066 

73.85 

Semi Critical 



0.07 

0.00 

3,343.07 

0.00 

0.01 

0.01 

0.00 

0.01 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.017 

0.001 

0.016 

0.003 

21.42 

Safe 

Janguwas 

0815000602001300 

0.10 

0.18 

85.81 

0.22 

- 

0.22 

0.03 

0.35 

0.02 

- 

- 

- 

- 

- 

0.020 

0.235 

0.012 

0.224 

0.020 

8.92 

Safe 

Janiyana 

0817000302149600 

0.14 

0.00 

2,526.58 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.045 

1,573.36 

Over Exploited 



0.14 

0.32 

104.21 

0.38 

- 

0.38 

0.04 

0.24 

0.05 

- 

- 

- 

- 

- 

0.054 

0.435 

0.022 

0.413 

0.163 

39.44 

Safe 

Jasol 

0817000302142700 

0.14 

0.00 

35,097.55 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jerla 

0817000302140800 

0.14 

0.02 

810.08 

0.02 

0.00 

0.02 

0.01 

0.05 

0.00 

- 

- 

- 

0.000 

- 

0.003 

0.024 

0.001 

0.023 

0.010 

41.56 

Safe 

Jethantari 

0817000402159600 

0.22 

0.02 

1,687.03 

0.03 

0.01 

0.04 

0.02 

0.10 

0.00 

0.0200 

- 

- 

- 

0.020 

0.025 

0.063 

0.003 

0.060 

0.427 

709.52 

Over Exploited 



0.22 

0.10 

675.96 

0.12 

- 

0.12 

0.03 

0.20 

0.02 

0.0100 

- 

- 

- 

0.010 

0.030 

0.148 

0.007 

0.141 

0.328 

232.64 

Over Exploited 

Jethantarihalt 

0817000402159700 

0.15 

0.05 

1,328.96 

0.06 

0.00 

0.06 

0.02 

0.11 

0.01 

- 

- 

- 

0.002 

0.002 

0.012 

0.074 

0.004 

0.070 

0.036 

52.13 

Safe 



0.22 

0.21 

617.25 

0.26 

0.01 

0.26 

0.03 

0.19 

0.04 

- 

- 

- 

0.012 

0.012 

0.054 

0.317 

0.016 

0.301 

0.089 

29.67 

Safe 

Kagnada 

0815000601998700 

0.10 

0.62 

172.89 

0.74 

- 

0.74 

0.04 

0.33 

0.08 

- 

- 

- 

- 

- 

0.084 

0.824 

0.041 

0.783 

0.073 

9.38 

Safe 

Kalijal 

0815000602000300 

0.10 

0.40 

198.43 

0.47 

- 

0.47 

0.03 

0.30 

0.05 

- 

- 

- 

- 

- 

0.048 

0.523 

0.026 

0.497 

0.051 

10.34 

Safe 



0.10 

0.01 

1,834.31 

0.01 

- 

0.01 

0.00 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.012 

0.001 

0.012 

0.008 

67.83 

Safe 

Kalyanpur 

0817000302151300 

0.10 

0.86 

(68.95) 

0.68 

- 

0.68 

0.04 

0.26 

0.14 

- 

- 

- 

- 

- 

0.138 

0.822 

0.041 

0.781 

0.149 

19.06 

Safe 

Kamon Ka Bara 

0817000402167100 

0.15 

0.00 

35,719.06 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kanana 

0817000302150000 

0.10 

0.00 

26,536.17 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.038 

11,985.84 

Over Exploited 



0.14 

0.63 

374.02 

0.75 

0.02 

0.77 

0.04 

0.23 

0.12 

0.0500 

- 

- 

- 

0.050 

0.170 

0.943 

0.047 

0.896 

1.371 

153.04 

Over Exploited 



0.10 

0.00 

201,509.53 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.010 

923.60 

Over Exploited 



0.14 

0.03 

1,974.92 

0.03 

- 

0.03 

0.01 

0.05 

0.01 

- 

- 

- 

- 

- 

0.006 

0.040 

0.002 

0.038 

0.065 

169.36 

Over Exploited 

Kankrala 

0817000302150600 

0.10 

0.39 

321.35 

0.47 

0.00 

0.48 

0.05 

0.30 

0.07 

- 

- 

- 

0.004 

0.004 

0.077 

0.553 

0.028 

0.525 

0.069 

13.19 

Safe 

Kapoorari 

0817000302154000 

0.10 

0.00 

26,295.81 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Karmawas 

0817000402161900 

0.22 

0.22 

########## 

0.27 

0.01 

0.28 

0.02 

0.14 

0.04 

0.0300 

- 

- 

- 

0.030 

0.073 

0.350 

0.018 

0.333 

0.264 

79.32 

Semi Critical 

Karniyali 

0815000602002000 

0.10 

0.11 

224.46 

0.13 

- 

0.13 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.126 

0.006 

0.120 

0.037 

30.79 

Safe 



0.15 

0.00 

153,543.18 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khandi 

0820000402423300 

0.07 

0.00 

69,305.67 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kharantiya 

0817000402167400 

0.22 

0.27 

- 

0.27 

- 

0.27 

0.03 

0.21 

0.04 

0.0100 

- 

- 

- 

0.010 

0.054 

0.322 

0.032 

0.290 

0.236 

81.20 

Semi Critical 

Kharwa 

0817000302150200 

0.10 

0.24 

621.64 

0.29 

0.01 

0.30 

0.04 

0.27 

0.05 

- 

- 

- 

0.013 

0.013 

0.059 

0.357 

0.018 

0.339 

0.082 

24.09 

Safe 



0.14 

0.00 

5,728.56 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.004 

0.010 

231.50 

Over Exploited 

Khejariyali 

0817000402160800 

0.15 

0.69 

3.95 

0.72 

0.01 

0.73 

0.04 

0.31 

0.11 

- 

- 

- 

0.008 

0.008 

0.123 

0.849 

0.042 

0.807 

0.178 

22.01 

Safe 

Khera Khindawara 

0817000402159300 

0.15 

0.11 

692,987.02 

0.14 

- 

0.14 

0.03 

0.20 

0.02 

- 

- 

- 

- 

- 

0.020 

0.155 

0.008 

0.147 

0.045 

30.90 

Safe 

Khutani 

0820000402422800 

0.07 

0.41 

201.91 

0.49 

0.30 

0.79 

0.03 

0.27 

- 

- 

- 

- 

0.445 

0.445 

0.445 

1.232 

0.062 

1.170 

0.060 

5.17 

Safe 



0.15 

0.04 

998.05 

0.04 

0.00 

0.04 

0.01 

0.05 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.047 

0.002 

0.045 

0.012 

27.17 

Safe 

Kitnod 

0817000302149800 

0.10 

0.01 

2,512.37 

0.01 

0.01 

0.02 

0.00 

0.03 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.043 

0.002 

0.041 

0.627 

1,542.30 

Over Exploited 



0.14 

0.10 

666.44 

0.12 

0.03 

0.15 

0.01 

0.08 

0.02 

0.0800 

- 

- 

- 

0.080 

0.097 

0.247 

0.012 

0.234 

2.048 

873.76 

Over Exploited 



0.10 

0.32 

########## 

0.39 

0.01 

0.40 

0.02 

0.17 

0.05 

0.0200 

- 

- 

- 

0.020 

0.074 

0.471 

0.024 

0.447 

0.754 

168.63 

Over Exploited 



0.14 

0.01 

2,276.09 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.079 

1,176.33 

Over Exploited 

Kotri 

0817000402161600 

0.22 

0.06 

544.38 

0.07 

- 

0.07 

0.01 

0.07 

0.01 

- 

- 

- 

- 

- 

0.011 

0.086 

0.004 

0.082 

0.134 

164.19 

Over Exploited 



0.22 

0.33 

175.44 

0.39 

- 

0.39 

0.02 

0.16 

0.06 

- 

- 

- 

- 

- 

0.058 

0.449 

0.022 

0.426 

0.144 

33.83 

Safe 

Kumpawas 

0817000402159400 

0.15 

0.00 

7,693.93 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.014 

1,944.23 

Over Exploited 



0.22 

0.11 

506.62 

0.13 

- 

0.13 

0.02 

0.10 

0.02 

0.0100 

- 

- 

- 

0.010 

0.031 

0.163 

0.008 

0.155 

0.215 

138.52 

Over Exploited 



0.15 

0.22 

########## 

0.27 

- 

0.27 

0.03 

0.19 

0.04 

- 

- 

- 

- 

- 

0.043 

0.310 

0.015 

0.294 

0.102 

34.63 

Safe 



0.22 

0.00 

363,166.61 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kuri 

0817000302149200 

0.10 

0.44 

174.35 

0.53 

0.00 

0.54 

0.03 

0.21 

0.07 

- 

- 

- 

0.006 

0.006 

0.072 

0.610 

0.031 

0.580 

0.072 

12.35 

Safe 

Kuseep 

0817000402159000 

0.15 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.021 

721.06 

Over Exploited 

Lakhar Thumb 

0815000602001000 

0.10 

0.01 

2,417.76 

0.02 

- 

0.02 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.002 

0.020 

0.001 

0.019 

0.023 

125.16 

Over Exploited 



0.15 

0.01 

3,953.78 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.011 

0.020 

188.08 

Over Exploited 

Lalana 

0817000402159500 

0.15 

0.01 

3,814.16 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.042 

596.64 

Over Exploited 



0.22 

0.41 

359.16 

0.50 

0.01 

0.51 

0.04 

0.22 

0.08 

0.0200 

- 

- 

- 

0.020 

0.103 

0.608 

0.030 

0.578 

0.463 

80.19 

Semi Critical 



0.15 

0.01 

513,994.10 

0.02 

- 

0.02 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.003 

0.021 

0.001 

0.020 

0.028 

143.18 

Over Exploited 

Laleeya 

0817000402167300 

0.15 

0.00 

3,522.01 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

120.83 

Over Exploited 



0.22 

0.00 

5,576.63 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Lambra 

0820000402422400 

0.07 

0.11 

561.30 

0.14 

0.01 

0.15 

0.02 

0.17 

0.01 

- 

- 

- 

0.016 

0.016 

0.029 

0.174 

0.009 

0.166 

0.026 

15.88 

Safe 



0.15 

0.22 

333.99 

0.26 

0.01 

0.27 

0.02 

0.16 

0.03 

- 

- 

- 

0.008 

0.008 

0.033 

0.300 

0.015 

0.285 

0.025 

8.77 

Safe 

Lolasani 

0815000602001100 

0.10 

0.57 

466.27 

0.69 

0.00 

0.69 

0.04 

0.34 

0.07 

0.0100 

- 

- 

0.006 

0.016 

0.083 

0.774 

0.039 

0.735 

0.143 

19.42 

Safe 



0.15 

0.00 

62,958.50 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Loonawas Jatan 

0815000601999000 

0.10 

0.09 

144.35 

0.11 

- 

0.11 

0.02 

0.18 

0.01 

- 

- 

- 

- 

- 

0.012 

0.124 

0.006 

0.117 

0.020 

16.72 

Safe 



0.10 

0.00 

14,264.18 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Luni Chawan 

081500060200250C 

31.238 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.216 

0.64 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.00 

0.004 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Older Alluvium 

6.110 

0.64 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.33 

0.25 

0.01 

0.021 

0.06 

0.08 


Majal 

081700040216800C 

31.283 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.047 

0.61 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mandawas 

0820000402422900 

56.442 

Saline 

Non-command 

Non-command 

Older Alluvium 

42.307 

1.26 

0.060 

0.04 

0.00 

0.00 

0.00 

0.03 

3.21 

2.61 

0.00 

0.107 

0.24 

0.30 







Non-command 

Younger Alluvium 

1.790 

1.26 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.15 

0.00 

0.005 

0.01 

0.01 


Mandli 

0817000302151800 

28.283 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.007 

1.47 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

9.723 

1.47 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.15 

0.66 

0.00 

0.029 

0.08 

0.15 


Mangla 

0817000402162200 

11.579 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

9.205 

3.18 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

3.02 

2.49 

0.33 

0.037 

0.20 

0.24 


Manjiwala 

0817000302142800 

15.721 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.877 

0.64 

0.090 

0.06 

0.00 

0.00 

0.00 

0.00 

0.22 

0.11 

0.23 

0.009 

0.04 

0.08 





Saline 

Non-command 

Non-command 

Younger Alluvium 

0.475 

0.64 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.01 

0.001 

0.01 

0.01 


Math Kharantiya 

0817000402167500 

7.691 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.001 

-0.45 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

5.398 

-0.45 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.022 

0.20 

0.28 


Melawas 

0815000602000400 

3.724 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.058 

0.90 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.004 

0.09 

0.12 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.666 

0.90 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.14 

0.00 

0.009 

0.22 

0.30 


Miyon Ka Bara 

0817000402161200 

10.481 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.575 

-0.21 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.022 

0.15 

0.21 







Non-command 

Younger Alluvium 

4.907 

-0.21 

0.100 

0.01 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.01 

0.020 

0.13 

0.18 


Mokhandi 

0817000402160300 

9.608 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.281 

0.86 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.30 

0.23 

0.02 

0.017 

0.11 

0.15 







Non-command 

Younger Alluvium 

5.327 

0.86 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.48 

0.36 

0.05 

0.021 

0.14 

0.19 


Moolji Ki Dhani 

0817000302149400 

10.292 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.686 

1.24 

0.080 

0.01 

0.00 

0.00 

0.00 

0.01 

0.87 

0.46 

0.00 

0.026 

0.19 

0.36 







Non-command 

Younger Alluvium 

1.605 

1.24 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.10 

0.00 

0.005 

0.03 

0.07 


Moongra 

0817000302143300 

25.655 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.857 

1.01 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.07 

0.00 

0.006 

0.02 

0.03 







Non-command 

Younger Alluvium 

23.475 

1.01 

0.090 

0.02 

0.00 

0.00 

0.00 

0.01 

2.14 

1.07 

0.00 

0.071 

0.20 

0.40 


Moothli 

0817000402157900 

10.247 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.080 

-0.97 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Morda 

0817000302150500 

18.446 

Saline 

Non-command 

Non-command 

Older Alluvium 

18.446 

1.05 

0.080 

0.02 

0.00 

0.00 

0.00 

0.01 

1.56 

1.02 

0.01 

0.055 

0.24 

0.37 


Mori 

0815000602001500 

7.435 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.435 

1.10 

0.080 

0.02 

0.00 

0.00 

0.00 

0.01 

0.67 

0.51 

0.05 

0.026 

0.31 

0.41 


Nagana 

0817000302155800 

10.176 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.272 

1.54 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

9.904 

1.54 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.23 

0.72 

0.00 

0.030 

0.24 

0.41 


Nehra 

0820000402423800 

11.443 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.078 

1.54 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Newri 

0817000302151600 

30.580 

Fresh 

Non-command 

Non-command 

Older Alluvium 

20.887 

0.60 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

1.02 

0.57 

0.00 

0.063 

0.16 

0.29 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.024 

0.60 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.08 

0.00 

0.009 

0.02 

0.04 


Nimbakhera 

0817000302156400 

4.842 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.188 

0.78 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.02 


Pabupura 

0817000402159900 

6.178 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.134 

2.47 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.22 

0.94 

0.01 

0.024 

0.25 

0.33 







Non-command 

Younger Alluvium 

0.045 

2.47 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Palapura 

0817000302153600 

7.280 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.393 

2.90 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.20 

0.00 

0.004 

0.05 

0.08 


Panch Padariya 

0820000402422700 

13.704 

Saline 

Non-command 

Non-command 

Older Alluvium 

13.439 

0.80 

0.060 

0.01 

0.00 

0.00 

0.00 

0.01 

0.65 

0.52 

0.00 

0.034 

0.32 

0.40 


Pannesingh Nagar 

0815000602000500 

3.559 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.443 

0.92 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.13 

0.00 

0.008 

0.21 

0.29 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.116 

0.92 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.00 

0.004 

0.09 

0.13 


Parloo 

0817000302150100 

33.269 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.548 

2.02 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.09 

0.08 

0.002 

0.00 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

18.395 

2.02 

0.080 

0.13 

0.01 

0.00 

0.00 

0.00 

3.09 

2.28 

0.44 

0.055 

0.14 

0.19 







Non-command 

Younger Alluvium 

14.327 

2.02 

0.090 

0.10 

0.00 

0.00 

0.00 

0.00 

2.70 

2.00 

0.34 

0.043 

0.11 

0.14 


Patau Kalan 

0817000302149000 

13.230 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.171 

1.88 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.09 

0.55 

0.00 

0.022 

0.12 

0.24 


Patau Khurd 

0817000302149100 

24.705 

Saline 

Non-command 

Non-command 

Older Alluvium 

24.705 

1.84 

0.080 

0.02 

0.00 

0.00 

0.00 

0.01 

3.65 

1.90 

0.00 

0.074 

0.22 

0.43 


Pati 

0820000402424500 

26.549 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.448 

1.77 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.13 

0.00 

0.004 

0.02 

0.02 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.101 

1.77 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Paton Ka Bara 

0817000402161300 

22.147 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.693 

-0.22 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.019 

0.06 

0.08 







Non-command 

Younger Alluvium 

17.454 

-0.22 

0.100 

0.05 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.09 

0.070 

0.22 

0.31 


Peeparli 

0815000602000800 

20.213 

Saline 

Non-command 

Non-command 

Older Alluvium 

20.213 

3.17 

0.080 

0.02 

0.00 

0.00 

0.00 

0.01 

5.14 

3.68 

0.00 

0.070 

0.30 

0.41 


Pindaran 

0817000302150700 

23.421 

Saline 

Non-command 

Non-command 

Older Alluvium 

23.421 

0.53 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

1.01 

0.66 

0.00 

0.070 

0.25 

0.38 


Pukhtari 

0820000402422300 

10.180 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.431 

0.61 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.18 

0.00 

0.016 

0.19 

0.26 







Non-command 

Younger Alluvium 

0.140 

0.61 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.01 


Rajor 

0815000602002600 

11.413 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.619 

1.96 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

1.37 

1.03 

0.02 

0.030 

0.24 

0.32 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.218 

1.96 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.14 

0.00 

0.004 

0.03 

0.04 


Ram Nagar 

0815000601999600 

6.383 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

2.53 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Rhyolite 

1.058 

2.53 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.004 

0.05 

0.07 


Ramdeopura 

0817000302155900 

3.251 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.251 

2.59 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.67 

0.40 

0.00 

0.010 

0.25 

0.42 


Rampura 

0817000402167700 

7.941 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.642 

2.66 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.11 

0.02 

0.003 

0.02 

0.03 







Non-command 

Younger Alluvium 

7.299 

2.66 

0.100 

0.11 

0.01 

0.00 

0.00 

0.00 

2.04 

1.47 

0.40 

0.029 

0.27 

0.37 


Ramseen 

0817000302143200 

10.683 

Saline 

Non-command 

Non-command 

Younger Alluvium 

10.683 

0.70 

0.090 

0.01 

0.00 

0.00 

0.00 

0.01 

0.68 

0.34 

0.00 

0.032 

0.22 

0.44 


Rani Deshipura 

0817000402160400 

11.838 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.017 

0.76 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.20 

0.15 

0.05 

0.012 

0.07 

0.09 







Non-command 

Younger Alluvium 

8.821 

0.76 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.76 

0.56 

0.32 

0.035 

0.19 

0.26 


Raniya Desipura 

0817000302157700 

10.628 

Saline 

Non-command 

Non-command 

Older Alluvium 

10.628 

0.72 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.62 

0.42 

0.01 

0.032 

0.26 

0.38 


Rawali Dhani 

0817000302157500 

6.587 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.587 

0.76 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.41 

0.28 

0.00 

0.020 

0.26 

0.37 


Rendari 

0815000602002100 

8.803 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.089 

0.71 

0.080 

0.01 

0.00 

0.00 

0.00 

0.01 

0.35 

0.27 

0.01 

0.021 

0.22 

0.28 


Reoda Khurd 

0820000402422600 

12.720 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.485 

0.21 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.011 

0.11 

0.15 


Rewara Jetmalan 

0817000302148900 

9.665 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.643 

1.30 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.59 

0.30 

0.01 

0.017 

0.13 

0.25 


Rohichan Kalan 

0815000602000600 

32.384 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.263 

1.70 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.86 

0.64 

0.00 

0.022 

0.06 

0.08 





Saline 

Non-command 

Non-command 

Older Alluvium 

26.121 

1.70 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

3.59 

2.64 

0.00 

0.090 

0.25 

0.34 


Rohichan Khurd 

0815000602000700 

21.668 

Saline 

Non-command 

Non-command 

Older Alluvium 

21.668 

2.19 

0.080 

0.02 

0.00 

0.00 

0.00 

0.01 

3.81 

2.75 

0.00 

0.075 

0.30 

0.42 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Luni Chawan 

0815000602002500 

0.10 

0.00 

3,125.73 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.004 

246.17 

Over Exploited 



0.10 

0.04 

562.18 

0.05 

- 

0.05 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.045 

0.002 

0.043 

0.027 

62.95 

Safe 

Majal 

0817000402168000 

0.15 

0.00 

58,257.78 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mandawas 

0820000402422900 

0.07 

0.72 

261.11 

0.87 

0.03 

0.89 

0.02 

0.27 

- 

- 

- 

- 

0.039 

0.039 

0.039 

0.934 

0.047 

0.887 

0.107 

12.08 

Safe 



0.15 

0.00 

5,186.79 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.005 

143.25 

Over Exploited 

Mandli 

0817000302151800 

0.10 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.08 

704.09 

0.10 

- 

0.10 

0.01 

0.10 

0.01 

- 

- 

- 

- 

- 

0.012 

0.112 

0.006 

0.106 

0.029 

27.62 

Safe 

Mangla 

0817000402162200 

0.22 

0.40 

48,901.00 

0.47 

- 

0.47 

0.04 

0.24 

0.08 

0.0100 

- 

- 

- 

0.010 

0.090 

0.564 

0.028 

0.536 

0.363 

67.71 

Safe 

Manjiwala 

0817000302142800 

0.14 

0.02 

568.53 

0.02 

- 

0.02 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.032 

0.002 

0.031 

0.243 

792.06 

Over Exploited 



0.14 

0.00 

2,865.45 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.008 

1,465.00 

Over Exploited 

Math Kharantiya 

0817000402167500 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.23 

- 

0.23 

- 

0.23 

0.03 

0.23 

0.04 

0.0100 

- 

- 

- 

0.010 

0.047 

0.281 

0.028 

0.253 

0.202 

79.76 

Semi Critical 

Melawas 

0815000602000400 

0.10 

0.01 

501.94 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.001 

0.012 

0.001 

0.011 

0.004 

31.99 

Safe 



0.10 

0.06 

138.83 

0.07 

- 

0.07 

0.03 

0.24 

0.01 

- 

- 

- 

- 

- 

0.007 

0.076 

0.004 

0.072 

0.009 

12.70 

Safe 

Miyon Ka Bara 

0817000402161200 

0.15 

0.12 

- 

0.12 

- 

0.12 

0.02 

0.17 

0.02 

- 

- 

- 

- 

- 

0.019 

0.143 

0.014 

0.128 

0.029 

22.77 

Safe 



0.22 

0.14 

- 

0.14 

0.01 

0.15 

0.02 

0.15 

0.02 

- 

- 

- 

0.009 

0.009 

0.031 

0.177 

0.018 

0.159 

0.027 

16.69 

Safe 

Mokhandi 

0817000402160300 

0.15 

0.07 

210.56 

0.09 

0.00 

0.09 

0.02 

0.14 

0.01 

- 

- 

- 

0.002 

0.002 

0.016 

0.105 

0.005 

0.100 

0.039 

39.22 

Safe 



0.22 

0.17 

114.95 

0.20 

0.00 

0.20 

0.03 

0.17 

0.03 

- 

- 

- 

0.003 

0.003 

0.034 

0.235 

0.012 

0.223 

0.071 

31.93 

Safe 

Moolji Ki Dhani 

0817000302149400 

0.10 

0.16 

181.15 

0.20 

0.01 

0.20 

0.03 

0.22 

0.03 

- 

- 

- 

0.010 

0.010 

0.037 

0.241 

0.012 

0.229 

0.026 

11.43 

Safe 



0.14 

0.01 

1,108.67 

0.01 

0.00 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

0.002 

0.002 

0.003 

0.014 

0.001 

0.013 

0.005 

35.82 

Safe 

Moongra 

0817000302143300 

0.10 

0.00 

2,373.75 

0.00 

0.00 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

0.005 

0.005 

0.006 

0.013 

0.001 

0.012 

0.006 

46.93 

Safe 



0.14 

0.66 

61.63 

0.79 

0.01 

0.80 

0.03 

0.23 

0.11 

- 

- 

- 

0.016 

0.016 

0.124 

0.925 

0.046 

0.879 

0.071 

8.03 

Safe 

Moothli 

0817000402157900 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.004 

17,488.69 

Over Exploited 

Morda 

0817000302150500 

0.10 

0.45 

126.62 

0.54 

0.01 

0.55 

0.04 

0.29 

0.08 

- 

- 

- 

0.013 

0.013 

0.092 

0.641 

0.032 

0.609 

0.069 

11.41 

Safe 

Mori 

0815000602001500 

0.10 

0.23 

117.60 

0.28 

0.01 

0.28 

0.03 

0.35 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.303 

0.015 

0.288 

0.074 

25.56 

Safe 

Nagana 

0817000302155800 

0.10 

0.00 

10,727.99 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.10 

0.23 

########## 

0.28 

- 

0.28 

0.04 

0.28 

0.04 

- 

- 

- 

- 

- 

0.035 

0.315 

0.016 

0.299 

0.030 

9.96 

Safe 

Nehra 

0820000402423800 

0.15 

0.00 

29,787.94 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Newri 

0817000302151600 

0.10 

0.34 

67.81 

0.41 

- 

0.41 

0.02 

0.19 

0.05 

- 

- 

- 

- 

- 

0.052 

0.458 

0.023 

0.435 

0.063 

14.44 

Safe 



0.10 

0.01 

1,035.99 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.000 

0.009 

0.009 

99.71 

Critical 

Nimbakhera 

0817000302156400 

0.10 

0.00 

3,765.61 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Pabupura 

0817000402159900 

0.15 

0.23 

305.45 

0.28 

0.00 

0.28 

0.05 

0.30 

0.04 

- 

- 

- 

0.002 

0.002 

0.046 

0.325 

0.016 

0.309 

0.038 

12.46 

Safe 



0.22 

0.00 

47,108.53 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Palapura 

0817000302153600 

0.10 

0.01 

2,750.70 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.009 

0.004 

47.68 

Safe 

Panch Padariya 

0820000402422700 

0.07 

0.30 

71.75 

0.36 

0.01 

0.37 

0.04 

0.36 

- 

- 

- 

- 

0.008 

0.009 

0.009 

0.376 

0.019 

0.357 

0.034 

9.54 

Safe 

Pannesingh Nagar 

0815000602000500 

0.10 

0.05 

152.69 

0.06 

- 

0.06 

0.03 

0.23 

0.01 

- 

- 

- 

- 

- 

0.006 

0.067 

0.003 

0.064 

0.008 

13.18 

Safe 



0.10 

0.01 

453.61 

0.01 

- 

0.01 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.001 

0.014 

0.001 

0.013 

0.004 

28.85 

Safe 

Parloo 

0817000302150100 

0.14 

0.00 

28,058.37 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.086 

20,689.14 

Over Exploited 



0.10 

0.25 

802.74 

0.30 

0.01 

0.31 

0.03 

0.16 

0.05 

0.0200 

- 

- 

- 

0.020 

0.068 

0.381 

0.019 

0.362 

0.494 

136.46 

Over Exploited 



0.14 

0.21 

829.63 

0.26 

- 

0.26 

0.02 

0.13 

0.04 

0.0100 

- 

- 

- 

0.010 

0.051 

0.308 

0.015 

0.293 

0.381 

130.09 

Over Exploited 

Patau Kalan 

0817000302149000 

0.10 

0.09 

539.47 

0.10 

- 

0.10 

0.02 

0.14 

0.01 

- 

- 

- 

- 

- 

0.013 

0.116 

0.006 

0.110 

0.022 

19.62 

Safe 

Patau Khurd 

0817000302149100 

0.10 

0.55 

243.25 

0.66 

0.01 

0.67 

0.03 

0.26 

0.08 

- 

- 

- 

0.009 

0.010 

0.094 

0.765 

0.038 

0.727 

0.074 

10.23 

Safe 

Pati 

0820000402424500 

0.07 

0.00 

6,854.68 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.004 

174.94 

Over Exploited 



0.07 

0.00 

99,372.28 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Paton Ka Bara 

0817000402161300 

0.15 

0.04 

- 

0.04 

0.00 

0.04 

0.01 

0.07 

0.01 

- 

- 

- 

0.001 

0.001 

0.007 

0.048 

0.005 

0.043 

0.030 

68.36 

Safe 



0.22 

0.83 

- 

0.83 

0.01 

0.84 

0.03 

0.25 

0.13 

- 

- 

- 

0.013 

0.013 

0.146 

0.985 

0.099 

0.887 

0.164 

18.46 

Safe 

Peeparli 

0815000602000800 

0.10 

0.60 

515.74 

0.72 

0.01 

0.73 

0.04 

0.33 

0.08 

- 

- 

- 

0.018 

0.018 

0.096 

0.826 

0.041 

0.785 

0.070 

8.88 

Safe 

Pindaran 

0817000302150700 

0.10 

0.58 

14.06 

0.66 

0.00 

0.66 

0.04 

0.29 

0.10 

- 

- 

- 

0.007 

0.007 

0.108 

0.773 

0.039 

0.734 

0.070 

9.60 

Safe 

Pukhtari 

0820000402422300 

0.07 

0.09 

108.24 

0.10 

0.00 

0.11 

0.03 

0.22 

0.01 

- 

- 

- 

0.002 

0.002 

0.013 

0.118 

0.006 

0.113 

0.016 

14.47 

Safe 



0.15 

0.00 

5,575.23 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rajor 

0815000602002600 

0.10 

0.20 

403.22 

0.25 

- 

0.25 

0.03 

0.26 

- 

- 

- 

- 

- 

- 

- 

0.245 

0.012 

0.233 

0.054 

23.08 

Safe 



0.10 

0.00 

3,409.74 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.004 

90.36 

Critical 

Ram Nagar 

0815000601999600 

0.10 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

337.58 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.005 

0.004 

66.57 

Safe 

Ramdeopura 

0817000302155900 

0.10 

0.08 

390.80 

0.10 

- 

0.10 

0.04 

0.29 

0.01 

- 

- 

- 

- 

- 

0.012 

0.110 

0.005 

0.104 

0.010 

9.37 

Safe 

Rampura 

0817000402167700 

0.15 

0.00 

4,527.57 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.021 

708.56 

Over Exploited 



0.22 

0.43 

239.57 

0.52 

0.01 

0.53 

0.04 

0.31 

0.06 

0.0400 

- 

- 

0.004 

0.044 

0.104 

0.635 

0.032 

0.604 

0.425 

70.44 

Semi Critical 

Ramseen 

0817000302143200 

0.14 

0.33 

2.61 

0.34 

0.01 

0.34 

0.04 

0.26 

0.06 

- 

- 

- 

0.010 

0.010 

0.067 

0.410 

0.021 

0.390 

0.032 

8.25 

Safe 

Rani Deshipura 

0817000402160400 

0.15 

0.03 

404.64 

0.04 

- 

0.04 

0.01 

0.08 

0.01 

- 

- 

- 

- 

- 

0.005 

0.041 

0.002 

0.039 

0.066 

168.75 

Over Exploited 



0.22 

0.37 

50.36 

0.45 

0.00 

0.45 

0.04 

0.23 

0.07 

0.0100 

- 

- 

0.001 

0.011 

0.079 

0.528 

0.026 

0.501 

0.352 

70.28 

Semi Critical 

Raniya Desipura 

0817000302157700 

0.10 

0.28 

54.22 

0.33 

- 

0.33 

0.04 

0.30 

0.05 

- 

- 

- 

- 

- 

0.047 

0.378 

0.019 

0.359 

0.046 

12.81 

Safe 

Rawali Dhani 

0817000302157500 

0.10 

0.17 

67.80 

0.20 

0.00 

0.20 

0.04 

0.30 

0.03 

- 

- 

- 

0.001 

0.001 

0.030 

0.233 

0.012 

0.221 

0.020 

8.95 

Safe 

Rendari 

0815000602002100 

0.10 

0.13 

105.58 

0.16 

0.01 

0.17 

0.02 

0.24 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.175 

0.009 

0.167 

0.033 

19.80 

Safe 

Reoda Khurd 

0820000402422600 

0.07 

0.04 

20.65 

0.04 

0.00 

0.04 

0.01 

0.13 

0.00 

- 

- 

- 

0.001 

0.001 

0.006 

0.049 

0.002 

0.047 

0.011 

24.17 

Safe 

Rewara Jetmalan 

0817000302148900 

0.10 

0.07 

314.08 

0.09 

- 

0.09 

0.02 

0.15 

0.01 

- 

- 

- 

- 

- 

0.011 

0.099 

0.005 

0.094 

0.024 

25.55 

Safe 

Rohichan Kalan 

0815000602000600 

0.10 

0.04 

1,607.81 

0.04 

- 

0.04 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.004 

0.049 

0.002 

0.047 

0.022 

46.33 

Safe 



0.10 

0.65 

308.14 

0.78 

- 

0.78 

0.03 

0.28 

0.08 

- 

- 

- 

- 

- 

0.076 

0.854 

0.043 

0.811 

0.090 

11.11 

Safe 

Rohichan Khurd 

0815000602000700 

0.10 

0.65 

321.94 

0.78 

0.01 

0.79 

0.04 

0.34 

0.08 

- 

- 

- 

0.010 

0.010 

0.091 

0.880 

0.044 

0.836 

0.075 

8.93 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Samdari 

081700040216000C 

18.694 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.151 

1.38 

0.100 

0.12 

0.01 

0.00 

0.00 

0.00 

0.68 

0.52 

0.45 

0.017 

0.06 

0.07 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.132 

1.38 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.00 

0.00 







Non-command 

Younger Alluvium 

14.411 

1.38 

0.100 

0.16 

0.01 

0.00 

0.00 

0.00 

2.13 

1.64 

0.58 

0.058 

0.20 

0.26 


Samdari Station 

0817000402160100 

10.726 

Saline 

Non-command 

Non-command 

Older Alluvium 

10.709 

1.34 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

1.17 

0.86 

0.01 

0.043 

0.25 

0.34 







Non-command 

Younger Alluvium 

0.017 

1.34 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Samooja 

0817000402167800 

32.703 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.328 

2.27 

0.080 

0.01 

0.00 

0.00 

0.00 

0.01 

0.97 

0.72 

0.00 

0.021 

0.05 

0.07 







Non-command 

Younger Alluvium 

22.674 

2.27 

0.100 

0.04 

0.00 

0.00 

0.00 

0.01 

5.19 

3.83 

0.03 

0.091 

0.21 

0.28 


Sankhlon Ki Dhani 

0817000302157300 

10.617 

Saline 

Non-command 

Non-command 

Older Alluvium 

10.617 

0.51 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.44 

0.29 

0.00 

0.032 

0.25 

0.38 


Sar 

0815000601999800 

15.751 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.270 

2.85 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

2.59 

1.89 

0.02 

0.039 

0.22 

0.31 







Non-command 

Rhyolite 

3.373 

2.85 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.00 

0.012 

0.07 

0.09 


Sarana 

0817000302149900 

18.672 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.053 

1.23 

0.090 

0.19 

0.01 

0.00 

0.00 

0.00 

0.85 

0.52 

0.76 

0.018 

0.08 

0.12 





Saline 

Non-command 

Non-command 

Older Alluvium 

4.857 

1.23 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.51 

0.31 

0.11 

0.015 

0.06 

0.10 







Non-command 

Younger Alluvium 

7.762 

1.23 

0.090 

0.05 

0.00 

0.00 

0.00 

0.00 

0.91 

0.56 

0.17 

0.023 

0.10 

0.16 


Sarechan 

0815000601999900 

23.823 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.955 

1.49 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.00 

0.003 

0.01 

0.02 







Non-command 

Rhyolite 

2.941 

1.49 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.010 

0.04 

0.05 


Sarwari 

0817000302148800 

32.430 

Saline 

Non-command 

Non-command 

Older Alluvium 

32.430 

-0.40 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.098 

0.23 

0.42 


Satlana 

0815000602001600 

38.383 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.333 

1.01 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.09 

0.02 

0.005 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

37.050 

1.01 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

3.06 

2.36 

0.09 

0.128 

0.30 

0.40 


Seetli 

0817000302156200 

3.827 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.035 

0.06 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Senai 

0815000601998500 

12.583 

Saline 

Non-command 

Non-command 

Older Alluvium 

12.583 

1.25 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.27 

0.87 

0.00 

0.043 

0.28 

0.41 


Sewala 

0815000601998100 

7.748 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.628 

1.42 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.28 

0.00 

0.013 

0.13 

0.19 


Silor 

0817000402159800 

12.511 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.275 

3.36 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

1.17 

0.94 

0.27 

0.013 

0.07 

0.08 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.600 

3.36 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.13 

0.01 

0.002 

0.01 

0.02 







Non-command 

Younger Alluvium 

8.636 

3.36 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

2.98 

2.39 

0.27 

0.034 

0.17 

0.22 


Sinli 

0815000601998900 

14.652 

Saline 

Non-command 

Non-command 

Older Alluvium 

13.814 

0.94 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

1.06 

0.75 

0.00 

0.048 

0.28 

0.40 


Sirana 

0820000402424400 

17.321 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.540 

1.06 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.13 

0.00 

0.006 

0.05 

0.06 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.476 

1.06 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.18 

0.00 

0.009 

0.07 

0.08 


Soorpura 

0817000302157400 

16.845 

Saline 

Non-command 

Non-command 

Older Alluvium 

16.845 

0.87 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

1.19 

0.84 

0.01 

0.051 

0.25 

0.36 


Subdand 

0815000601998800 

12.997 

Saline 

Non-command 

Non-command 

Older Alluvium 

12.997 

1.39 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.46 

1.01 

0.00 

0.045 

0.29 

0.41 


Tejsingh Ki Dhani 

0817000402160900 

2.866 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.866 

0.69 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.11 

0.00 

0.011 

0.26 

0.39 


Thapan 

0817000402158000 

16.315 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.005 

-0.71 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Older Alluvium 

0.507 

-0.71 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.002 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.096 

-0.71 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.012 

0.05 

0.11 


Thob 

0817000302147800 

77.241 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.432 

1.73 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.10 

0.00 

0.004 

0.00 

0.01 







Non-command 

Rhyolite 

0.311 

1.73 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

13.351 

1.73 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.86 

0.96 

0.00 

0.040 

0.04 

0.08 


Thoriyon Ki Dhani 

0817000302156000 

6.815 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.402 

1.05 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.17 

0.00 

0.010 

0.12 

0.21 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.413 

1.05 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.17 

0.00 

0.010 

0.12 

0.21 


Tirgati 

0817000402161800 

12.482 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.107 

2.81 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.18 

0.00 

0.004 

0.02 

0.03 







Non-command 

Younger Alluvium 

3.003 

2.81 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.84 

0.63 

0.00 

0.012 

0.06 

0.08 


Tirsingri Sodha 

0817000302148600 

29.196 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.319 

0.97 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.58 

0.31 

0.00 

0.022 

0.06 

0.11 







Non-command 

Rhyolite 

3.094 

0.97 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.00 

0.009 

0.02 

0.05 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.599 

0.97 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.00 

0.005 

0.01 

0.02 


Tisingri Chauhanan 

0817000302148700 

10.333 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.959 

0.35 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.00 

0.006 

0.04 

0.08 







Non-command 

Rhyolite 

0.201 

0.35 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

5.242 

0.35 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.08 

0.00 

0.016 

0.12 

0.22 


Umarlai Jageer 

0817000302150400 

37.454 

Saline 

Non-command 

Non-command 

Older Alluvium 

37.454 

1.44 

0.080 

0.04 

0.00 

0.00 

0.00 

0.01 

4.33 

2.46 

0.00 

0.113 

0.23 

0.41 


Umarlai Khalsa 

0817000302149300 

18.695 

Saline 

Non-command 

Non-command 

Older Alluvium 

18.695 

1.44 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

2.17 

1.32 

0.00 

0.056 

0.24 

0.39 


Uttesar 

0815000601998600 

31.912 

Saline 

Non-command 

Non-command 

Older Alluvium 

31.912 

1.77 

0.080 

0.04 

0.00 

0.00 

0.00 

0.01 

4.56 

3.19 

0.00 

0.110 

0.28 

0.41 


Veelon Ki Dhani 

0817000302151700 

5.894 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.518 

0.82 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.13 

0.00 

0.011 

0.14 

0.25 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.377 

0.82 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.09 

0.00 

0.007 

0.10 

0.17 


Virdhaniyon Ki Dhani 

0817000302150300 

8.348 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.348 

2.06 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.39 

1.01 

0.01 

0.025 

0.25 

0.34 


Vishawas 

0815000602002200 

6.213 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.945 

0.42 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.16 

0.01 

0.021 

0.30 

0.39 


Vishnu Ki Dhani 

0815000602002300 

6.958 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.099 

0.50 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.17 

0.00 

0.018 

0.23 

0.30 

11008065 

Aawarsar 

0817000102099500 

7.390 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

7.390 

-0.06 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.008 

0.20 

0.39 


Abhaniyon Ka Sara 

0817000602216000 

41.380 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

37.933 

0.64 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

1.50 

0.98 

0.00 

0.118 

0.21 

0.33 


Ahoniyon Baniyalon Ki Dhani 

0817000202130500 

5.447 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

5.447 

1.06 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.19 

0.00 

0.014 

0.23 

0.42 


Akal 

0817000602221600 

11.614 

Saline 

Non-command 

Non-command 

Rhyolite 

1.693 

0.71 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.005 

0.04 

0.06 


Akdara 

0817000202125600 

4.263 

Saline 

Non-command 

Non-command 

Rhyolite 

3.952 

1.46 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.00 

0.010 

0.21 

0.38 







Non-command 

Tertiary Sandstone 

0.311 

1.46 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.02 

0.03 


Akhe Ka Dhara 

0817000202133100 

5.301 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.627 

1.11 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.08 

0.00 

0.005 

0.07 

0.13 







Non-command 

Tertiary Sandstone 

3.674 

1.11 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.13 

0.00 

0.011 

0.16 

0.29 


Alsaniyon Ki Dhani 

0817000102096200 

12.632 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

0.056 

-0.03 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Amar Singh Ki Dhani 

0817000102095800 

20.929 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

13.261 

-0.37 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.014 

0.12 

0.25 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

0.273 

-0.37 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Amarsar 

0816000202058600 

50.329 

Saline 

Non-command 

Non-command 

Jalore Granite 

1.943 

0.83 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.002 

0.01 

0.01 


Andoniyon Ki Dhani 

0817000202131500 

2.882 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

2.882 

0.47 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.009 

0.23 

0.39 


Arang 

0817000102098700 

14.099 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

14.099 

0.73 

0.060 

0.04 

0.01 

0.00 

0.00 

0.00 

0.64 

0.32 

0.14 

0.015 

0.20 

0.39 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Samdari 

081700040216000C 

0.22 

0.05 

125,796.44 

0.06 

0.01 

0.07 

0.01 

0.07 

0.01 

0.0200 

- 

- 

- 

0.020 

0.029 

0.098 

0.005 

0.093 

0.463 

494.92 

Over Exploited 



0.15 

0.00 

31,012.75 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.005 

9,598.98 

Over Exploited 



0.22 

0.63 

161.96 

0.75 

0.01 

0.76 

0.04 

0.24 

0.12 

0.0200 

- 

- 

- 

0.020 

0.140 

0.901 

0.045 

0.855 

0.642 

74.99 

Semi Critical 

Samdari Station 

0817000402160100 

0.15 

0.41 

111.66 

0.49 

0.00 

0.49 

0.05 

0.30 

0.08 

- 

- 

- 

0.003 

0.003 

0.079 

0.569 

0.028 

0.541 

0.057 

10.50 

Safe 



0.22 

0.00 

104,886.25 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Samooja 

0817000402167800 

0.15 

0.04 

1,718.17 

0.05 

0.01 

0.05 

0.01 

0.06 

0.01 

- 

- 

- 

0.010 

0.010 

0.015 

0.070 

0.003 

0.066 

0.025 

38.18 

Safe 



0.22 

1.05 

265.29 

1.26 

0.01 

1.27 

0.03 

0.24 

0.14 

- 

- 

- 

0.010 

0.011 

0.146 

1.412 

0.071 

1.341 

0.120 

8.91 

Safe 

Sankhlon Ki Dhani 

0817000302157300 

0.10 

0.27 

8.72 

0.29 

0.00 

0.30 

0.04 

0.30 

0.05 

- 

- 

- 

0.003 

0.003 

0.049 

0.346 

0.017 

0.328 

0.032 

9.73 

Safe 

Sar 

0815000601999800 

0.10 

0.25 

650.10 

0.30 

- 

0.30 

0.03 

0.25 

0.03 

- 

- 

- 

- 

- 

0.029 

0.332 

0.017 

0.315 

0.063 

19.93 

Safe 



0.08 

0.02 

288.64 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.002 

0.024 

0.001 

0.023 

0.012 

51.46 

Safe 

Sarana 

0817000302149900 

0.14 

0.06 

703.60 

0.08 

0.01 

0.09 

0.01 

0.09 

0.01 

0.0300 

- 

- 

- 

0.030 

0.041 

0.129 

0.006 

0.122 

0.774 

632.71 

Over Exploited 



0.10 

0.03 

943.99 

0.04 

- 

0.04 

0.01 

0.07 

0.01 

- 

- 

- 

- 

- 

0.005 

0.041 

0.002 

0.039 

0.123 

315.99 

Over Exploited 



0.14 

0.11 

422.64 

0.13 

- 

0.13 

0.02 

0.11 

0.02 

0.0100 

- 

- 

- 

0.010 

0.029 

0.156 

0.008 

0.148 

0.189 

127.74 

Over Exploited 

Sarechan 

0815000601999900 

0.10 

0.00 

6,894.98 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.003 

219.73 

Over Exploited 



0.08 

0.01 

255.15 

0.01 

- 

0.01 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.012 

0.001 

0.011 

0.010 

89.13 

Semi Critical 

Sarwari 

0817000302148800 

0.10 

0.75 

- 

0.75 

0.00 

0.76 

0.04 

0.27 

0.12 

- 

- 

- 

0.004 

0.004 

0.123 

0.878 

0.088 

0.791 

0.105 

13.23 

Safe 

Satlana 

0815000602001600 

0.10 

0.00 

6,117.20 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.029 

1,717.60 

Over Exploited 



0.10 

1.13 

108.85 

1.35 

- 

1.35 

0.03 

0.34 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

1.364 

0.068 

1.296 

0.218 

16.81 

Safe 

Seetli 

0817000302156200 

0.10 

0.00 

1,143.00 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Senai 

0815000601998500 

0.10 

0.35 

148.33 

0.42 

- 

0.42 

0.04 

0.32 

0.05 

- 

- 

- 

- 

- 

0.052 

0.471 

0.024 

0.447 

0.043 

9.71 

Safe 

Sewala 

0815000601998100 

0.10 

0.05 

486.86 

0.06 

- 

0.06 

0.02 

0.15 

0.01 

- 

- 

- 

- 

- 

0.007 

0.064 

0.003 

0.061 

0.013 

20.60 

Safe 

Silor 

0817000402159800 

0.22 

0.05 

1,871.50 

0.06 

- 

0.06 

0.01 

0.08 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.077 

0.004 

0.073 

0.282 

387.46 

Over Exploited 



0.15 

0.00 

11,777.24 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.013 

925.63 

Over Exploited 



0.22 

0.33 

622.40 

0.40 

- 

0.40 

0.03 

0.21 

0.07 

0.0100 

- 

- 

- 

0.010 

0.076 

0.473 

0.024 

0.450 

0.308 

68.62 

Safe 

Sinli 

0815000601998900 

0.10 

0.39 

93.52 

0.46 

0.00 

0.47 

0.04 

0.32 

0.05 

- 

- 

- 

0.002 

0.002 

0.052 

0.519 

0.026 

0.493 

0.048 

9.67 

Safe 

Sirana 

0820000402424400 

0.07 

0.01 

1,419.45 

0.01 

- 

0.01 

0.01 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.001 

0.010 

0.006 

65.52 

Safe 



0.07 

0.02 

1,009.97 

0.02 

- 

0.02 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.019 

0.001 

0.018 

0.009 

47.88 

Safe 

Soorpura 

0817000302157400 

0.10 

0.43 

96.17 

0.52 

0.00 

0.52 

0.05 

0.30 

0.08 

- 

- 

- 

0.004 

0.004 

0.082 

0.599 

0.030 

0.569 

0.058 

10.13 

Safe 

Subdand 

0815000601998800 

0.10 

0.37 

170.27 

0.45 

- 

0.45 

0.04 

0.33 

0.05 

- 

- 

- 

- 

- 

0.051 

0.500 

0.025 

0.475 

0.045 

9.43 

Safe 

Tejsingh Ki Dhani 

0817000402160900 

0.15 

0.11 

(4.91) 

0.11 

- 

0.11 

0.04 

0.31 

0.02 

- 

- 

- 

- 

- 

0.019 

0.126 

0.006 

0.119 

0.011 

9.58 

Safe 

Thapan 

0817000402158000 

0.11 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.054 

7,774.15 

Over Exploited 



0.15 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.002 

0.018 

0.002 

0.016 

0.088 

538.02 

Over Exploited 

Thob 

0817000302147800 

0.10 

0.00 

17,014.26 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.004 

563.69 

Over Exploited 



0.04 

0.00 

37,170.07 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.10 

0.05 

1,745.62 

0.06 

- 

0.06 

0.01 

0.04 

0.01 

- 

- 

- 

- 

- 

0.008 

0.070 

0.003 

0.066 

0.040 

60.47 

Safe 

Thoriyon Ki Dhani 

0817000302156000 

0.10 

0.04 

298.83 

0.05 

- 

0.05 

0.02 

0.14 

0.01 

- 

- 

- 

- 

- 

0.006 

0.056 

0.003 

0.053 

0.010 

19.14 

Safe 



0.10 

0.04 

297.36 

0.05 

- 

0.05 

0.02 

0.14 

0.01 

- 

- 

- 

- 

- 

0.006 

0.057 

0.003 

0.054 

0.010 

19.08 

Safe 

Tirgati 

0817000402161800 

0.15 

0.00 

4,668.79 

0.00 

0.00 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

0.003 

0.003 

0.004 

0.011 

0.001 

0.010 

0.004 

42.80 

Safe 



0.22 

0.04 

1,409.53 

0.05 

0.00 

0.05 

0.01 

0.07 

0.01 

- 

- 

- 

0.001 

0.001 

0.009 

0.060 

0.003 

0.057 

0.012 

21.07 

Safe 

Tirsingri Sodha 

0817000302148600 

0.10 

0.04 

635.83 

0.05 

- 

0.05 

0.01 

0.07 

0.01 

- 

- 

- 

- 

- 

0.006 

0.057 

0.003 

0.055 

0.022 

40.37 

Safe 



0.04 

0.00 

700.99 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.009 

238.74 

Over Exploited 



0.10 

0.00 

3,209.07 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.005 

184.83 

Over Exploited 

Tisingri Chauhanan 

0817000302148700 

0.10 

0.01 

246.35 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.012 

0.001 

0.011 

0.006 

53.80 

Safe 



0.04 

0.00 

1,569.76 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.10 

0.06 

38.03 

0.07 

- 

0.07 

0.02 

0.13 

0.01 

- 

- 

- 

- 

- 

0.009 

0.083 

0.004 

0.078 

0.016 

20.10 

Safe 

Umarlai Jageer 

0817000302150400 

0.10 

0.87 

184.50 

1.04 

0.01 

1.05 

0.04 

0.27 

0.14 

- 

- 

- 

0.021 

0.021 

0.164 

1.217 

0.061 

1.156 

0.113 

9.74 

Safe 

Umarlai Khalsa 

0817000302149300 

0.10 

0.44 

200.88 

0.53 

- 

0.53 

0.04 

0.28 

0.08 

- 

- 

- 

- 

- 

0.076 

0.603 

0.030 

0.573 

0.056 

9.81 

Safe 

Uttesar 

0815000601998600 

0.10 

0.90 

252.51 

1.08 

0.01 

1.09 

0.04 

0.32 

0.13 

- 

- 

- 

0.010 

0.010 

0.140 

1.231 

0.062 

1.169 

0.110 

9.41 

Safe 

Veelon Ki Dhani 

0817000302151700 

0.10 

0.05 

157.05 

0.06 

- 

0.06 

0.02 

0.17 

0.01 

- 

- 

- 

- 

- 

0.008 

0.069 

0.003 

0.065 

0.011 

16.16 

Safe 



0.10 

0.02 

280.44 

0.03 

- 

0.03 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.004 

0.031 

0.002 

0.030 

0.007 

23.92 

Safe 

Virdhaniyon Ki Dhani 

0817000302150300 

0.10 

0.21 

383.51 

0.25 

- 

0.25 

0.05 

0.30 

0.04 

- 

- 

- 

- 

- 

0.039 

0.288 

0.014 

0.274 

0.032 

11.72 

Safe 

Vishawas 

0815000602002200 

0.10 

0.18 

(10.73) 

0.16 

0.00 

0.16 

0.03 

0.33 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.166 

0.008 

0.158 

0.033 

20.60 

Safe 

Vishnu Ki Dhani 

0815000602002300 

0.10 

0.12 

42.28 

0.14 

- 

0.14 

0.02 

0.25 

- 

- 

- 

- 

- 

- 

- 

0.142 

0.007 

0.135 

0.018 

13.03 

Safe 

Aawarsar 

0817000102099500 

0.03 

0.04 

- 

0.04 

- 

0.04 

0.04 

0.23 

0.01 

- 

- 

- 

- 

- 

0.008 

0.051 

0.005 

0.046 

0.008 

17.06 

Safe 

Abhaniyon Ka Sara 

0817000602216000 

0.10 

0.80 

########## 

0.96 

- 

0.96 

0.03 

0.24 

0.10 

- 

- 

- 

- 

- 

0.099 

1.062 

0.053 

1.009 

0.118 

11.71 

Safe 

Ahoniyon Baniyalon Ki Dhani 

0817000202130500 

0.05 

0.06 

204.89 

0.08 

- 

0.08 

0.03 

0.27 

0.01 

- 

- 

- 

- 

- 

0.009 

0.085 

0.004 

0.081 

0.014 

16.87 

Safe 

Akal 

0817000602221600 

0.05 

0.00 

11,304.27 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.003 

0.005 

151.08 

Over Exploited 

Akdara 

0817000202125600 

0.05 

0.04 

15.75 

0.05 

- 

0.05 

0.03 

0.24 

0.01 

- 

- 

- 

- 

- 

0.006 

0.055 

0.003 

0.052 

0.012 

22.88 

Safe 



0.05 

0.00 

5,785.27 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Akhe Ka Dhara 

0817000202133100 

0.15 

0.02 

354.76 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.003 

0.023 

0.001 

0.022 

0.005 

22.78 

Safe 



0.10 

0.06 

131,851.78 

0.07 

- 

0.07 

0.02 

0.18 

0.01 

- 

- 

- 

- 

- 

0.009 

0.079 

0.004 

0.075 

0.011 

15.18 

Safe 

Alsaniyon Ki Dhani 

0817000102096200 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Amar Singh Ki Dhani 

0817000102095800 

0.03 

0.05 

- 

0.05 

- 

0.05 

0.02 

0.14 

0.01 

- 

- 

- 

- 

- 

0.009 

0.057 

0.006 

0.052 

0.028 

54.51 

Safe 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Amarsar 

0816000202058600 

0.02 

0.00 

2,786.98 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

455.85 

Over Exploited 

Andoniyon Ki Dhani 

0817000202131500 

0.10 

0.07 

(27.62) 

0.05 

- 

0.05 

0.03 

0.27 

0.01 

- 

- 

- 

- 

- 

0.009 

0.064 

0.003 

0.060 

0.009 

14.88 

Safe 

Arang 

0817000102098700 

0.03 

0.08 

289.79 

0.10 

0.01 

0.11 

0.04 

0.23 

0.02 

0.0200 

- 

- 

- 

0.020 

0.035 

0.145 

0.007 

0.137 

0.150 

109.16 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

0.000 

0.73 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bagasar 

0817000202109500 

1.732 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.090 

-0.06 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Bagdawon Ki Dhani 

0817000202126500 

5.017 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

5.017 

1.25 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.22 

0.00 

0.013 

0.23 

0.40 


Bahia Basti 

0816000202058900 

17.114 

Saline 

Non-command 

Non-command 

Jalore Granite 

14.096 

0.64 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.00 

0.013 

0.16 

0.31 







Non-command 

Jurassic Sandstone 

0.015 

0.64 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bairdon Ki Dhani 

0817000202130600 

4.066 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

4.066 

0.11 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.010 

0.23 

0.41 


Bananiyon With Kakaroo Ki Dhnai 

0817000202127000 

4.979 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

4.979 

0.50 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.00 

0.012 

0.23 

0.37 


Banda Talwar 

0817000202110900 

6.455 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

6.272 

0.11 

0.060 

0.06 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.22 

0.016 

0.22 

0.34 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

0.183 

0.11 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Bandi Dhora 

0817000202113100 

8.534 

Saline 

Non-command 

Non-command 

Rhyolite 

5.269 

0.23 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.013 

0.14 

0.25 







Non-command 

Tertiary Sandstone 

3.265 

0.23 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.008 

0.09 

0.16 


Baniya Dhora 

0817000202129200 

4.527 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

4.527 

0.47 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.00 

0.011 

0.23 

0.36 


Baniyalon Ki Dhani 

0817000202129600 

1.125 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

1.125 

0.29 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.003 

0.23 

0.38 


Bank Nadi 

0817000202127500 

4.266 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

4.266 

0.39 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.00 

0.011 

0.23 

0.36 


Baori Khurd 

0817000502184500 

9.343 

Saline 

Non-command 

Non-command 

Rhyolite 

2.408 

0.84 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.008 

0.06 

0.11 







Non-command 

Tertiary Sandstone 

1.314 

0.84 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.004 

0.03 

0.06 


Batadoo 

0817000202111700 

11.709 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

11.709 

-0.04 

0.060 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.029 

0.22 

0.37 


Batara 

0817000102102600 

51.558 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

18.143 

-0.21 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.019 

0.07 

0.14 


Bayatu Bhimji 

0817000202128800 

8.539 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

8.539 

0.42 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.14 

0.00 

0.021 

0.23 

0.37 


Bayatu Chimanji 

0817000202126200 

9.841 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

9.841 

1.07 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.64 

0.37 

0.00 

0.025 

0.23 

0.40 


Bayatu Panji 

0817000202127200 

5.691 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

5.691 

0.58 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.12 

0.00 

0.014 

0.23 

0.37 


Baytoo Bhopji 

0817000202130100 

11.059 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

11.059 

0.49 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.33 

0.19 

0.01 

0.028 

0.23 

0.40 


Bhabhuon Ki Dhani 

0817000202128000 

2.885 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

2.885 

0.45 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.007 

0.23 

0.35 


Bhadasar 

0817000202124900 

12.448 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.223 

1.75 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.00 

0.01 







Non-command 

Rhyolite 

10.178 

1.75 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.28 

0.15 

0.00 

0.026 

0.19 

0.34 







Non-command 

Tertiary Sandstone 

2.047 

1.75 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.12 

0.00 

0.005 

0.04 

0.07 


Bhaduon Ki Dhani 

0817000202127900 

3.581 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

3.581 

0.34 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.00 

0.009 

0.23 

0.35 


Bhagoniyon Ki Dhani 

0817000202127700 

3.285 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

3.285 

0.45 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.00 

0.008 

0.23 

0.36 


Bhatiyon Ki Der 

0817000202134200 

9.311 

Saline 

Non-command 

Non-command 

Rhyolite 

7.549 

0.73 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.01 

0.024 

0.20 

0.34 


Bheemarlai Station 

0817000302134600 

26.912 

Saline 

Non-command 

Non-command 

Older Alluvium 

19.981 

1.56 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

2.51 

1.34 

0.01 

0.060 

0.17 

0.32 







Non-command 

Tertiary Sandstone 

6.931 

1.56 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.44 

0.24 

0.00 

0.021 

0.06 

0.11 


Bheemra 

0817000202108400 

12.303 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

9.818 

-0.03 

0.060 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.025 

0.17 

0.30 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

2.485 

-0.03 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.006 

0.04 

0.08 


Bhiyar 

0817000102096300 

31.259 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

9.443 

-0.18 

0.060 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.010 

0.06 

0.12 


Bhojasar 

0817000202130900 

7.629 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

7.629 

0.09 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.024 

0.23 

0.40 


Bonada 

0816000202059300 

44.590 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

3.109 

0.61 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.00 

0.003 

0.01 

0.03 





Saline 

Non-command 

Non-command 

Jalore Granite 

3.245 

0.61 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.003 

0.01 

0.03 







Non-command 

Jurassic Sandstone 

9.152 

0.61 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.09 

0.00 

0.008 

0.04 

0.08 


Booth Sara 

0817000202133600 

7.215 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

7.215 

0.34 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.09 

0.00 

0.022 

0.23 

0.41 


Borwa 

0817000202131600 

4.279 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

4.279 

0.52 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.09 

0.01 

0.013 

0.24 

0.39 


Botala Purohitan 

0817000302134700 

15.550 

Saline 

Non-command 

Non-command 

Older Alluvium 

9.443 

1.47 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.12 

0.58 

0.00 

0.028 

0.14 

0.27 


Budhatala 

0817000102096000 

14.027 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

14.027 

-0.07 

0.060 

0.27 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.08 

0.015 

0.19 

0.40 


Chainaniyon Ki Dhani 

0817000202107400 

5.912 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

5.912 

-0.03 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.015 

0.21 

0.38 



0817000202131000 

3.003 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

3.003 

0.24 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.009 

0.23 

0.38 


Chak Mokhab 

0817000102101700 

4.299 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

0.901 

-0.41 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.04 

0.08 


Chandesara 

0817000302134800 

7.168 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.508 

0.95 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.43 

0.22 

0.00 

0.017 

0.18 

0.34 


Chauraliya 

0817000202106000 

4.506 

Saline 

Non-command 

Non-command 

Rhyolite 

0.007 

0.22 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Tertiary Sandstone 

4.499 

0.22 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.01 

0.011 

0.22 

0.40 


Chawa 

0817000602216500 

17.939 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

2.492 

0.49 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.00 

0.008 

0.03 

0.05 


Cheelanadi 

0817000202113300 

8.425 

Saline 

Non-command 

Non-command 

Rhyolite 

3.330 

-0.10 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.008 

0.09 

0.16 







Non-command 

Tertiary Sandstone 

0.007 

-0.10 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chhatarwallon Ka Sara 

0817000202109100 

6.093 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

3.900 

-0.29 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.010 

0.14 

0.22 


Chhitar Kapar 

0817000202110800 

4.804 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

4.804 

0.11 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.04 

0.012 

0.23 

0.36 


Chitroli 

0817000102096100 

12.525 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

9.909 

0.01 

0.060 

0.18 

0.01 

0.00 

0.00 

0.00 

0.18 

0.09 

0.71 

0.011 

0.15 

0.31 


Chochra 

0817000102099200 

23.573 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

23.573 

0.18 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.27 

0.13 

0.00 

0.025 

0.19 

0.39 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

0.000 

0.18 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chokhla 

0817000202109800 

4.582 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

3.875 

0.20 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.03 

0.010 

0.19 

0.30 


Chokhoniya Ka Tala 

0817000202108600 

8.338 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

5.253 

0.00 

0.060 

0.05 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.19 

0.013 

0.13 

0.24 


Chutroniyon Ki Dhani 

0817000202128200 

7.753 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

7.420 

0.69 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.32 

0.21 

0.00 

0.019 

0.22 

0.33 


Dablisara 

0817000602215900 

7.042 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

5.776 

0.69 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.25 

0.16 

0.00 

0.018 

0.19 

0.29 


Dabliya 

0817000202112700 

4.436 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

4.436 

0.21 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.01 

0.011 

0.22 

0.39 


Daloniyon Ki Dhani 

0817000202105100 

23.211 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

4.620 

-0.07 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.012 

0.04 

0.08 







Non-command 

Tertiary Sandstone 

0.545 

-0.07 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

2.890 

-0.07 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.007 

0.03 

0.05 







Non-command 

Tertiary Sandstone 

15.156 

-0.07 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.038 

0.13 

0.26 


Danani Megwalon Ki Dhani 

0817000202129500 

2.854 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

2.854 

0.26 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.007 

0.23 

0.38 


Danasar 

0817000202109400 

3.114 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.005 

-0.01 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Danoniyon Ki Dhani 

0817000202133400 

12.281 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.237 

0.94 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.55 

0.30 

0.00 

0.023 

0.14 

0.26 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.03 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bagasar 

0817000202109500 

0.05 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bagdawon Ki Dhani 

0817000202126500 

0.05 

0.06 

277.22 

0.07 

- 

0.07 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.008 

0.077 

0.004 

0.073 

0.013 

17.15 

Safe 

Bahia Basti 

0816000202058900 

0.02 

0.05 

2.06 

0.05 

- 

0.05 

0.03 

0.19 

0.01 

- 

- 

- 

- 

- 

0.008 

0.054 

0.003 

0.052 

0.013 

24.22 

Safe 



0.04 

0.00 

200,898.93 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bairdon Ki Dhani 

0817000202130600 

0.05 

0.05 

(167.33) 

0.04 

- 

0.04 

0.03 

0.27 

0.01 

- 

- 

- 

- 

- 

0.007 

0.045 

0.002 

0.042 

0.010 

24.05 

Safe 

Bananiyon With Kakaroo Ki Dhnai 

0817000202127000 

0.05 

0.06 

62.98 

0.07 

- 

0.07 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.008 

0.076 

0.004 

0.072 

0.012 

17.38 

Safe 

Banda Talwar 

0817000202110900 

0.05 

0.07 

(5.66) 

0.06 

- 

0.06 

0.03 

0.25 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.083 

0.004 

0.079 

0.232 

293.23 

Over Exploited 



0.05 

0.00 

1,271.70 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bandi Dhora 

0817000202113100 

0.05 

0.04 

(72.46) 

0.03 

- 

0.03 

0.02 

0.16 

0.01 

- 

- 

- 

- 

- 

0.006 

0.035 

0.002 

0.033 

0.013 

39.48 

Safe 



0.05 

0.01 

77.23 

0.02 

- 

0.02 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.002 

0.019 

0.001 

0.018 

0.008 

44.85 

Safe 

Baniya Dhora 

0817000202129200 

0.05 

0.05 

56.58 

0.06 

- 

0.06 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.007 

0.069 

0.003 

0.066 

0.011 

17.30 

Safe 

Baniyalon Ki Dhani 

0817000202129600 

0.05 

0.01 

(8.19) 

0.01 

- 

0.01 

0.03 

0.26 

0.00 

- 

- 

- 

- 

- 

0.002 

0.014 

0.001 

0.013 

0.003 

21.56 

Safe 

Bank Nadi 

0817000202127500 

0.05 

0.05 

27.41 

0.06 

- 

0.06 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.006 

0.065 

0.003 

0.062 

0.011 

17.38 

Safe 

Baori Khurd 

0817000502184500 

0.05 

0.01 

111.05 

0.01 

0.00 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

0.003 

0.003 

0.004 

0.015 

0.001 

0.015 

0.008 

51.04 

Safe 



0.10 

0.00 

731.27 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.004 

72.53 

Semi Critical 

Batadoo 

0817000202111700 

0.05 

0.13 

- 

0.13 

- 

0.13 

0.03 

0.25 

0.02 

0.0100 

- 

- 

- 

0.010 

0.029 

0.156 

0.016 

0.141 

0.231 

164.46 

Over Exploited 

Batara 

0817000102102600 

0.03 

0.04 

- 

0.04 

- 

0.04 

0.01 

0.08 

0.01 

- 

- 

- 

- 

- 

0.007 

0.044 

0.004 

0.040 

0.019 

48.90 

Safe 

Bayatu Bhimji 

0817000202128800 

0.05 

0.10 

44.67 

0.12 

- 

0.12 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.013 

0.131 

0.007 

0.125 

0.021 

17.15 

Safe 

Bayatu Chimanji 

0817000202126200 

0.05 

0.11 

226.10 

0.14 

- 

0.14 

0.03 

0.26 

0.02 

- 

- 

- 

- 

- 

0.016 

0.153 

0.008 

0.145 

0.025 

17.00 

Safe 

Bayatu Panji 

0817000202127200 

0.05 

0.07 

87.84 

0.08 

- 

0.08 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.009 

0.087 

0.004 

0.082 

0.014 

17.31 

Safe 

Baytoo Bhopji 

0817000202130100 

0.05 

0.13 

(50.58) 

0.15 

- 

0.15 

0.03 

0.27 

0.02 

- 

- 

- 

- 

- 

0.019 

0.172 

0.009 

0.164 

0.042 

25.48 

Safe 

Bhabhuon Ki Dhani 

0817000202128000 

0.05 

0.03 

56.62 

0.04 

- 

0.04 

0.03 

0.26 

0.00 

- 

- 

- 

- 

- 

0.004 

0.044 

0.002 

0.041 

0.007 

17.49 

Safe 

Bhadasar 

0817000202124900 

0.05 

0.00 

28,113.60 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.05 

0.10 

59.90 

0.11 

- 

0.11 

0.03 

0.22 

0.01 

- 

- 

- 

- 

- 

0.014 

0.129 

0.006 

0.123 

0.028 

22.44 

Safe 



0.05 

0.00 

2,963.11 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.005 

103.45 

Over Exploited 

Bhaduon Ki Dhani 

0817000202127900 

0.05 

0.04 

15.50 

0.05 

- 

0.05 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.005 

0.052 

0.003 

0.050 

0.009 

18.09 

Safe 

Bhagoniyon Ki Dhani 

0817000202127700 

0.05 

0.04 

52.05 

0.05 

0.00 

0.05 

0.03 

0.26 

0.00 

- 

- 

- 

0.000 

0.000 

0.005 

0.050 

0.003 

0.048 

0.008 

17.18 

Safe 

Bhatiyon Ki Der 

0817000202134200 

0.05 

0.07 

(29.02) 

0.06 

0.00 

0.06 

0.03 

0.22 

0.01 

- 

- 

- 

0.000 

- 

0.011 

0.070 

0.003 

0.066 

0.029 

43.05 

Safe 

Bheemarlai Station 

0817000302134600 

0.10 

0.34 

292.97 

0.41 

- 

0.41 

0.03 

0.20 

0.05 

- 

- 

- 

- 

- 

0.052 

0.462 

0.023 

0.439 

0.067 

15.29 

Safe 



0.10 

0.04 

475.05 

0.05 

- 

0.05 

0.01 

0.07 

0.01 

- 

- 

- 

- 

- 

0.006 

0.056 

0.003 

0.053 

0.025 

47.06 

Safe 

Bheemra 

0817000202108400 

0.05 

0.08 

- 

0.08 

- 

0.08 

0.03 

0.20 

0.01 

0.0100 

- 

- 

- 

0.010 

0.023 

0.106 

0.011 

0.096 

0.356 

371.82 

Over Exploited 



0.05 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.006 

0.092 

1,661.62 

Over Exploited 

Bhiyar 

0817000102096300 

0.03 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.030 

0.003 

0.027 

0.312 

1,175.32 

Over Exploited 

Bhojasar 

0817000202130900 

0.10 

0.18 

(83.71) 

0.14 

- 

0.14 

0.03 

0.27 

0.03 

- 

- 

- 

- 

- 

0.025 

0.168 

0.008 

0.159 

0.024 

14.92 

Safe 

Bonada 

0816000202059300 

0.04 

0.00 

1,597.53 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.003 

122.53 

Over Exploited 



0.02 

0.00 

981.75 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.003 

234.79 

Over Exploited 



0.04 

0.01 

476.17 

0.02 

- 

0.02 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.003 

0.021 

0.001 

0.020 

0.008 

41.62 

Safe 

Booth Sara 

0817000202133600 

0.10 

0.17 

(46.86) 

0.14 

- 

0.14 

0.03 

0.27 

0.02 

- 

- 

- 

- 

- 

0.025 

0.160 

0.008 

0.152 

0.022 

14.77 

Safe 

Borwa 

0817000202131600 

0.10 

0.10 

(13.30) 

0.09 

- 

0.09 

0.03 

0.27 

0.01 

- 

- 

- 

- 

- 

0.014 

0.101 

0.005 

0.096 

0.027 

28.45 

Safe 

Botala Purohitan 

0817000302134700 

0.10 

0.13 

344.85 

0.16 

- 

0.16 

0.02 

0.16 

0.02 

- 

- 

- 

- 

- 

0.020 

0.178 

0.009 

0.169 

0.028 

16.84 

Safe 

Budhatala 

0817000102096000 

0.03 

0.08 

- 

0.08 

0.01 

0.09 

0.04 

0.23 

0.02 

0.0400 

- 

- 

- 

0.040 

0.056 

0.146 

0.015 

0.132 

1.095 

830.78 

Over Exploited 

Chainaniyon Ki Dhani 

0817000202107400 

0.05 

0.06 

- 

0.06 

- 

0.06 

0.03 

0.24 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.081 

0.008 

0.073 

0.173 

236.67 

Over Exploited 


0817000202131000 

0.10 

0.07 

(63.17) 

0.06 

- 

0.06 

0.03 

0.27 

0.01 

- 

- 

- 

- 

- 

0.010 

0.066 

0.003 

0.062 

0.009 

15.00 

Safe 

Chak Mokhab 

0817000102101700 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

83.08 

Semi Critical 

Chandesara 

0817000302134800 

0.10 

0.10 

130.26 

0.12 

0.00 

0.12 

0.03 

0.20 

0.02 

- 

- 

- 

0.002 

0.002 

0.017 

0.135 

0.007 

0.128 

0.017 

12.91 

Safe 

Chauraliya 

0817000202106000 

0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.05 

(22.74) 

0.04 

- 

0.04 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.008 

0.047 

0.002 

0.045 

0.025 

56.06 

Safe 

Chawa 

0817000602216500 

0.10 

0.01 

512.47 

0.01 

- 

0.01 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.010 

0.008 

77.69 

Semi Critical 

Cheelanadi 

0817000202113300 

0.05 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.002 

0.017 

0.002 

0.016 

0.008 

53.82 

Safe 



0.05 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chhatarwallon Ka Sara 

0817000202109100 

0.05 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.16 

0.00 

- 

- 

- 

- 

- 

0.004 

0.032 

0.003 

0.028 

0.096 

336.22 

Over Exploited 

Chhitar Kapar 

0817000202110800 

0.05 

0.05 

(250.91) 

0.04 

- 

0.04 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.007 

0.051 

0.003 

0.048 

0.055 

114.59 

Over Exploited 

Chitroli 

0817000102096100 

0.03 

0.05 

91.45 

0.05 

0.01 

0.06 

0.03 

0.18 

0.01 

0.0300 

- 

- 

- 

0.030 

0.039 

0.103 

0.005 

0.098 

0.717 

734.06 

Over Exploited 

Chochra 

0817000102099200 

0.03 

0.14 

(3.02) 

0.13 

- 

0.13 

0.04 

0.23 

0.03 

- 

- 

- 

- 

- 

0.026 

0.158 

0.008 

0.150 

0.025 

16.78 

Safe 



0.03 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chokhla 

0817000202109800 

0.05 

0.04 

(2.12) 

0.04 

- 

0.04 

0.02 

0.21 

0.00 

- 

- 

- 

- 

- 

0.005 

0.041 

0.002 

0.039 

0.039 

100.55 

Over Exploited 

Chokhoniya Ka Tala 

0817000202108600 

0.05 

0.03 

(18.34) 

0.03 

- 

0.03 

0.02 

0.15 

0.01 

0.0100 

- 

- 

- 

0.010 

0.015 

0.043 

0.002 

0.041 

0.200 

484.41 

Over Exploited 

Chutroniyon Ki Dhani 

0817000202128200 

0.05 

0.08 

157.48 

0.10 

- 

0.10 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.010 

0.107 

0.005 

0.102 

0.019 

18.26 

Safe 

Dablisara 

0817000602215900 

0.10 

0.11 

51.19 

0.13 

- 

0.13 

0.02 

0.21 

0.01 

- 

- 

- 

- 

- 

0.013 

0.144 

0.007 

0.137 

0.018 

13.18 

Safe 

Dabliya 

0817000202112700 

0.05 

0.05 

(24.18) 

0.04 

- 

0.04 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.007 

0.047 

0.002 

0.045 

0.025 

56.28 

Safe 

Daloniyon Ki Dhani 

0817000202105100 

0.05 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.002 

0.011 

0.001 

0.010 

0.036 

357.28 

Over Exploited 



0.05 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

986.40 

Over Exploited 



0.05 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.019 

493.91 

Over Exploited 



0.05 

0.10 

- 

0.10 

- 

0.10 

0.02 

0.16 

0.02 

- 

- 

- 

- 

- 

0.018 

0.119 

0.012 

0.107 

0.153 

142.77 

Over Exploited 

Danani Megwalon Ki Dhani 

0817000202129500 

0.05 

0.03 

(15.73) 

0.03 

- 

0.03 

0.03 

0.26 

0.00 

- 

- 

- 

- 

- 

0.004 

0.032 

0.002 

0.031 

0.007 

23.27 

Safe 

Danasar 

0817000202109400 

0.05 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Danoniyon Ki Dhani 

0817000202133400 

0.15 

0.15 

97.54 

0.18 

- 

0.18 

0.02 

0.16 

0.02 

- 

- 

- 

- 

- 

0.023 

0.203 

0.010 

0.193 

0.023 

11.66 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Rhyolite 

0.044 

0.94 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Tertiary Sandstone 

0.361 

0.94 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.01 

0.01 







Non-command 

Younger Alluvium 

1.009 

0.94 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.00 

0.003 

0.02 

0.04 


Darjiyon Ki Dhani 

0817000202130200 

4.934 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

4.934 

1.09 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.18 

0.00 

0.012 

0.23 

0.41 


Daukiyon Ki Dhani 

0817000602215500 

7.343 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

0.002 

0.92 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dedwali 

0817000202107700 

5.915 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

5.231 

0.00 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.013 

0.18 

0.34 


Deeponiyon Ki Dhani 

0817000202105600 

6.395 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

6.395 

0.55 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.12 

0.01 

0.016 

0.22 

0.40 


Deopalpura 

0816000202063000 

12.586 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

5.352 

-1.00 

0.030 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.005 

0.09 

0.17 


Deramaniyon Ki Dhani 

0817000202127100 

3.611 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

3.611 

0.33 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.009 

0.23 

0.37 


Dewalpura 

0817000102098800 

4.967 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

4.967 

0.72 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.11 

0.04 

0.005 

0.20 

0.39 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

0.000 

0.72 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dhanani Meghwalon Ki Dhani 

0817000102100700 

12.886 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

12.886 

-1.45 

0.060 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.68 

0.014 

0.20 

0.40 


Dharasar Ka Tala 

0817000202129300 

5.168 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

5.168 

0.37 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.00 

0.013 

0.23 

0.38 


Dhatarwalon Ka Tala 

0817000202112500 

7.644 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

7.644 

0.35 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.10 

0.00 

0.019 

0.22 

0.39 


Dheeraniyon Ki Dhani 

0817000202105300 

9.602 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

0.834 

0.09 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.02 

0.03 







Non-command 

Tertiary Sandstone 

8.769 

0.09 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.01 

0.022 

0.19 

0.36 


Dheerji Ki Dhani 

0817000102100300 

3.751 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

3.751 

-1.26 

0.060 

0.27 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.09 

0.004 

0.20 

0.39 


Dhola Der 

0817000202131900 

5.367 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

5.367 

0.58 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.13 

0.00 

0.017 

0.23 

0.37 


Dhola Nada 

0817000202131800 

28.098 

Saline 

Non-command 

Non-command 

Rhyolite 

0.140 

0.58 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Tertiary Sandstone 

23.397 

0.58 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.85 

0.54 

0.01 

0.073 

0.19 

0.31 


Dholiya 

0817000102099600 

12.792 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

12.792 

0.14 

0.060 

0.12 

0.01 

0.00 

0.00 

0.00 

0.22 

0.11 

0.46 

0.014 

0.19 

0.40 


Dhoronmoni Potliyon Ki Dhani 

0817000202125900 

2.833 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

2.833 

1.30 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.13 

0.01 

0.007 

0.23 

0.41 


Dogiyalon Ki Dhani 

0817000202132400 

4.306 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

4.306 

0.52 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.00 

0.013 

0.24 

0.40 


Doongroniyon Ki Dhani 

0817000202114300 

12.590 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

7.250 

0.94 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.42 

0.23 

0.00 

0.018 

0.13 

0.23 


Durgoniyon Ka Tala 

0817000202111900 

7.318 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

7.318 

0.03 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.018 

0.22 

0.38 


East Matasar 

0817000602215600 

20.207 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

0.815 

0.82 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.002 

0.01 

0.01 


Gehoon Wala 

0817000202128900 

5.352 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

5.352 

0.47 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.00 

0.013 

0.23 

0.36 


Godaraon Ki Dhani 

0817000202128500 

11.507 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

11.475 

0.62 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.44 

0.28 

0.00 

0.029 

0.23 

0.35 


Godaron Ka Sara 

0817000202134300 

4.259 

Saline 

Non-command 

Non-command 

Rhyolite 

4.259 

0.68 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.01 

0.013 

0.24 

0.41 


Godaron Ki Dhani 

0817000202113500 

8.822 

Saline 

Non-command 

Non-command 

Rhyolite 

5.558 

0.10 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.014 

0.14 

0.26 







Non-command 

Tertiary Sandstone 

0.251 

0.10 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Gogaji Ka Mandir 

0817000202105900 

6.925 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

6.925 

0.32 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.08 

0.00 

0.017 

0.22 

0.40 


Gomateshwar 

0817000202108000 

2.132 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.052 

-0.16 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

2.080 

-0.16 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.005 

0.21 

0.37 


Gorsiyon Ki Tala 

0817000102100900 

57.346 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

56.009 

-0.39 

0.060 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.060 

0.20 

0.39 


Gulji Ka Pana 

0817000202125000 

5.734 

Saline 

Non-command 

Non-command 

Rhyolite 

5.716 

1.65 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.08 

0.00 

0.014 

0.23 

0.42 


Hanumanpura 

0817000102100500 

73.517 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

9.356 

-0.73 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.010 

0.03 

0.05 


Hariyasar 

0816000202062500 

63.255 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

0.680 

0.52 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.001 

0.00 

0.00 


Harkhali 

0817000202107200 

5.335 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.224 

-0.14 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

5.111 

-0.14 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.013 

0.20 

0.36 


Harupechiyon Ki Dhani 

0817000602214000 

19.070 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.022 

-0.18 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Haruponi 

0817000202108200 

1.755 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.274 

-0.16 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.001 

0.03 

0.06 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

1.481 

-0.16 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.004 

0.18 

0.31 


Haya Gaon 

0817000202130000 

3.838 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

3.838 

0.24 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.00 

0.010 

0.23 

0.39 


Hemji Ka Pana 

0817000202125300 

2.772 

Saline 

Non-command 

Non-command 

Rhyolite 

2.448 

1.43 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.006 

0.20 

0.36 







Non-command 

Tertiary Sandstone 

0.325 

1.43 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.03 

0.05 


Hemji Ka Tala 

0817000202126300 

12.394 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

12.394 

1.04 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.78 

0.46 

0.00 

0.031 

0.23 

0.39 


Hemoniyon Ka Tala 

0817000202112000 

1.954 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

1.954 

0.03 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.005 

0.22 

0.37 


Herajoniyon Ki Dhani 

0817000202104900 

9.862 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

2.342 

0.19 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.01 

0.006 

0.05 

0.10 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

1.646 

0.19 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.004 

0.04 

0.07 


Hudo Ki Dhani 

0817000202111200 

29.074 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

2.966 

0.03 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.007 

0.02 

0.04 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

26.109 

0.03 

0.060 

0.07 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.19 

0.065 

0.20 

0.33 


Hudon Ki Dhani Akdara 

0817000202125500 

6.151 

Saline 

Non-command 

Non-command 

Rhyolite 

6.151 

1.34 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.07 

0.00 

0.015 

0.23 

0.41 


Indroniyon Ka Tala 

0817000202113900 

6.390 

Saline 

Non-command 

Non-command 

Rhyolite 

1.171 

0.17 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.04 

0.07 







Non-command 

Tertiary Sandstone 

5.219 

0.17 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.013 

0.18 

0.32 


Isramon Ka Tala 

0817000202108700 

8.554 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

7.638 

0.02 

0.060 

0.10 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.37 

0.019 

0.19 

0.33 


Jaitaniyon Ki Dhani 

0817000602207600 

6.319 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.821 

-0.11 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.03 

0.05 


Jaitpur 

0817000202110000 

3.096 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

3.096 

0.21 

0.060 

0.08 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.32 

0.008 

0.22 

0.36 


Janduo Ki Dhani 

0817000202106300 

6.839 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

6.839 

0.16 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.00 

0.017 

0.21 

0.39 


Janduon Ki Dhani 

0817000202126900 

7.690 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

7.690 

0.72 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.34 

0.21 

0.00 

0.019 

0.23 

0.38 


Jangoowo Ki Dhani 

0817000202108900 

2.492 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

2.011 

-0.07 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.005 

0.18 

0.30 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

0.482 

-0.07 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.04 

0.07 


Jhak 

0817000202106600 

37.800 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

8.289 

-0.29 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.021 

0.04 

0.09 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

29.511 

-0.29 

0.060 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.074 

0.16 

0.31 


Jharokha 

0817000502184600 

1.448 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

1.448 

0.75 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.005 

0.24 

0.42 


Jiyaniyon Ki Basti 

0817000102101200 

40.252 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

33.162 

-0.48 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.035 

0.16 

0.33 







Non-command 

Tertiary Sandstone 

1.015 

-0.48 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

0.306 

-0.48 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.05 

0.00 

15,999.93 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.00 

4,262.09 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

350.46 

Over Exploited 



0.20 

0.00 

1,204.43 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.003 

62.77 

Safe 

Darjiyon Ki Dhani 

0817000202130200 

0.05 

0.06 

218.99 

0.07 

- 

0.07 

0.03 

0.27 

0.01 

- 

- 

- 

- 

- 

0.008 

0.077 

0.004 

0.073 

0.012 

16.93 

Safe 

Daukiyon Ki Dhani 

0817000602215500 

0.05 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dedwali 

0817000202107700 

0.05 

0.05 

- 

0.05 

- 

0.05 

0.03 

0.21 

0.01 

- 

- 

- 

- 

- 

0.008 

0.054 

0.005 

0.049 

0.071 

145.16 

Over Exploited 

Deeponiyon Ki Dhani 

0817000202105600 

0.05 

0.07 

71.50 

0.08 

- 

0.08 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.011 

0.095 

0.005 

0.090 

0.030 

33.20 

Safe 

Deopalpura 

0816000202063000 

0.04 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.10 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.032 

0.003 

0.029 

0.305 

1,064.23 

Over Exploited 

Deramaniyon Ki Dhani 

0817000202127100 

0.05 

0.04 

9.15 

0.04 

- 

0.04 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.005 

0.050 

0.003 

0.048 

0.009 

18.95 

Safe 

Dewalpura 

0817000102098800 

0.03 

0.03 

285.34 

0.04 

- 

0.04 

0.04 

0.23 

0.01 

- 

- 

- 

- 

- 

0.005 

0.041 

0.002 

0.039 

0.048 

125.06 

Over Exploited 



0.03 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dhanani Meghwalon Ki Dhani 

0817000102100700 

0.03 

0.08 

- 

0.08 

0.01 

0.09 

0.04 

0.24 

0.01 

0.0300 

- 

- 

- 

0.030 

0.044 

0.132 

0.013 

0.119 

0.691 

580.25 

Over Exploited 

Dharasar Ka Tala 

0817000202129300 

0.05 

0.06 

18.81 

0.07 

- 

0.07 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.008 

0.079 

0.004 

0.075 

0.013 

17.29 

Safe 

Dhatarwalon Ka Tala 

0817000202112500 

0.05 

0.09 

327,200.85 

0.10 

- 

0.10 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.013 

0.109 

0.005 

0.103 

0.019 

18.55 

Safe 

Dheeraniyon Ki Dhani 

0817000202105300 

0.05 

0.00 

215.70 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

211.59 

Over Exploited 



0.05 

0.08 

(63.75) 

0.07 

- 

0.07 

0.03 

0.22 

0.01 

- 

- 

- 

- 

- 

0.014 

0.081 

0.004 

0.077 

0.036 

46.55 

Safe 

Dheerji Ki Dhani 

0817000102100300 

0.03 

0.02 

- 

0.02 

0.01 

0.03 

0.04 

0.24 

0.00 

0.0400 

- 

- 

- 

0.040 

0.044 

0.077 

0.008 

0.069 

1.098 

1,590.27 

Over Exploited 

Dhola Der 

0817000202131900 

0.10 

0.13 

(0.14) 

0.13 

- 

0.13 

0.03 

0.26 

0.02 

- 

- 

- 

- 

- 

0.016 

0.141 

0.007 

0.134 

0.017 

12.45 

Safe 

Dhola Nada 

0817000202131800 

0.05 

0.00 

9,674.55 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.45 

18.84 

0.54 

- 

0.54 

0.02 

0.22 

0.06 

- 

- 

- 

- 

- 

0.058 

0.599 

0.030 

0.569 

0.080 

14.04 

Safe 

Dholiya 

0817000102099600 

0.03 

0.07 

42.23 

0.09 

0.01 

0.10 

0.04 

0.23 

0.01 

0.0200 

- 

- 

- 

0.020 

0.034 

0.133 

0.007 

0.126 

0.475 

375.66 

Over Exploited 

Dhoronmoni Potliyon Ki Dhani 

0817000202125900 

0.05 

0.03 

300.54 

0.04 

- 

0.04 

0.03 

0.26 

0.00 

- 

- 

- 

- 

- 

0.005 

0.044 

0.002 

0.042 

0.021 

50.57 

Safe 

Dogiyalon Ki Dhani 

0817000202132400 

0.10 

0.10 

(21.69) 

0.08 

- 

0.08 

0.03 

0.27 

0.01 

- 

- 

- 

- 

- 

0.014 

0.096 

0.005 

0.091 

0.013 

14.77 

Safe 

Doongroniyon Ki Dhani 

0817000202114300 

0.05 

0.05 

393.98 

0.06 

- 

0.06 

0.02 

0.15 

0.01 

- 

- 

- 

- 

- 

0.007 

0.063 

0.003 

0.060 

0.018 

30.51 

Safe 

Durgoniyon Ka Tala 

0817000202111900 

0.05 

0.08 

(83.65) 

0.06 

- 

0.06 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.012 

0.076 

0.004 

0.072 

0.018 

25.41 

Safe 

East Matasar 

0817000602215600 

0.05 

0.00 

7,009.68 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

432.72 

Over Exploited 

Gehoon Wala 

0817000202128900 

0.05 

0.06 

56.32 

0.07 

- 

0.07 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.008 

0.082 

0.004 

0.078 

0.013 

17.21 

Safe 

Godaraon Ki Dhani 

0817000202128500 

0.05 

0.13 

244,761.10 

0.16 

- 

0.16 

0.03 

0.26 

0.02 

- 

- 

- 

- 

- 

0.016 

0.173 

0.009 

0.165 

0.029 

17.45 

Safe 

Godaron Ka Sara 

0817000202134300 

0.05 

0.05 

(41.66) 

0.04 

0.00 

0.04 

0.03 

0.27 

0.01 

- 

- 

- 

0.004 

0.004 

0.011 

0.055 

0.003 

0.052 

0.018 

35.09 

Safe 

Godaron Ki Dhani 

0817000202113500 

0.05 

0.04 

(88.12) 

0.03 

- 

0.03 

0.02 

0.16 

0.01 

- 

- 

- 

- 

- 

0.006 

0.038 

0.002 

0.036 

0.014 

38.91 

Safe 



0.05 

0.00 

891.98 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Gogaji Ka Mandir 

0817000202105900 

0.05 

0.08 

3.47 

0.08 

- 

0.08 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.012 

0.090 

0.005 

0.086 

0.017 

20.22 

Safe 

Gomateshwar 

0817000202108000 

0.05 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.02 

- 

0.02 

- 

0.02 

0.03 

0.24 

0.00 

- 

- 

- 

- 

- 

0.003 

0.025 

0.002 

0.022 

0.048 

215.07 

Over Exploited 

Gorsiyon Ki Tala 

0817000102100900 

0.03 

0.33 

- 

0.33 

- 

0.33 

0.04 

0.23 

0.06 

0.0100 

- 

- 

- 

0.010 

0.069 

0.401 

0.040 

0.361 

0.362 

100.21 

Over Exploited 

Gulji Ka Pana 

0817000202125000 

0.05 

0.07 

26.53 

0.08 

- 

0.08 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.010 

0.088 

0.004 

0.084 

0.016 

19.50 

Safe 

Hanumanpura 

0817000102100500 

0.03 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.001 

0.008 

0.024 

305.45 

Over Exploited 

Hariyasar 

0816000202062500 

0.04 

0.00 

18,114.96 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.025 

31,461.01 

Over Exploited 

Harkhali 

0817000202107200 

0.05 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.05 

0.05 

- 

0.05 

- 

0.05 

0.03 

0.24 

0.01 

- 

- 

- 

- 

- 

0.008 

0.060 

0.006 

0.054 

0.042 

77.26 

Semi Critical 

Harupechiyon Ki Dhani 

0817000602214000 

0.05 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Haruponi 

0817000202108200 

0.05 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.030 

6,205.20 

Over Exploited 



0.05 

0.01 

- 

0.01 

- 

0.01 

0.03 

0.21 

0.00 

- 

- 

- 

- 

- 

0.002 

0.015 

0.002 

0.014 

0.134 

959.44 

Over Exploited 

Haya Gaon 

0817000202130000 

0.05 

0.04 

(23.86) 

0.04 

- 

0.04 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.006 

0.042 

0.002 

0.040 

0.010 

24.27 

Safe 

Hemji Ka Pana 

0817000202125300 

0.05 

0.02 

19.50 

0.03 

- 

0.03 

0.03 

0.23 

0.00 

- 

- 

- 

- 

- 

0.004 

0.033 

0.002 

0.032 

0.006 

19.47 

Safe 



0.05 

0.00 

3,517.52 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Hemji Ka Tala 

0817000202126300 

0.05 

0.14 

223.18 

0.17 

- 

0.17 

0.03 

0.26 

0.02 

- 

- 

- 

- 

- 

0.020 

0.191 

0.010 

0.181 

0.031 

17.14 

Safe 

Hemoniyon Ka Tala 

0817000202112000 

0.05 

0.02 

(63.40) 

0.02 

- 

0.02 

0.03 

0.25 

0.00 

- 

- 

- 

- 

- 

0.003 

0.020 

0.001 

0.019 

0.048 

247.62 

Over Exploited 

Herajoniyon Ki Dhani 

0817000202104900 

0.05 

0.01 

141.63 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.008 

0.018 

231.08 

Over Exploited 



0.05 

0.00 

243.29 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.016 

422.37 

Over Exploited 

Hudo Ki Dhani 

0817000202111200 

0.05 

0.00 

187.50 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.004 

0.021 

501.12 

Over Exploited 



0.05 

0.26 

(71.40) 

0.21 

- 

0.21 

0.03 

0.23 

0.04 

0.0100 

- 

- 

- 

0.010 

0.045 

0.254 

0.013 

0.242 

0.252 

104.47 

Over Exploited 

Hudon Ki Dhani Akdara 

0817000202125500 

0.05 

0.07 

5.03 

0.07 

- 

0.07 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.011 

0.084 

0.004 

0.080 

0.015 

19.23 

Safe 

Indroniyon Ka Tala 

0817000202113900 

0.05 

0.00 

(28.72) 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.003 

135.96 

Over Exploited 



0.05 

0.05 

(36.41) 

0.04 

- 

0.04 

0.03 

0.21 

0.01 

- 

- 

- 

- 

- 

0.007 

0.045 

0.002 

0.043 

0.013 

30.52 

Safe 

Isramon Ka Tala 

0817000202108700 

0.05 

0.07 

(14.91) 

0.06 

- 

0.06 

0.03 

0.22 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.083 

0.004 

0.079 

0.393 

500.58 

Over Exploited 

Jaitaniyon Ki Dhani 

0817000602207600 

0.05 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.016 

1,373.59 

Over Exploited 

Jaitpur 

0817000202110000 

0.05 

0.03 

116.42 

0.04 

- 

0.04 

0.03 

0.25 

0.00 

0.0100 

- 

- 

- 

0.010 

0.015 

0.056 

0.003 

0.053 

0.325 

613.58 

Over Exploited 

Janduo Ki Dhani 

0817000202106300 

0.05 

0.07 

(44.36) 

0.06 

- 

0.06 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.012 

0.071 

0.004 

0.067 

0.017 

25.59 

Safe 

Janduon Ki Dhani 

0817000202126900 

0.05 

0.09 

134.76 

0.10 

- 

0.10 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.012 

0.117 

0.006 

0.111 

0.019 

17.33 

Safe 

Jangoowo Ki Dhani 

0817000202108900 

0.05 

0.02 

- 

0.02 

- 

0.02 

0.03 

0.20 

0.00 

- 

- 

- 

- 

- 

0.003 

0.020 

0.002 

0.018 

0.034 

187.38 

Over Exploited 



0.05 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.015 

1,459.09 

Over Exploited 

Jhak 

0817000202106600 

0.05 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.003 

0.022 

0.002 

0.020 

0.049 

249.64 

Over Exploited 



0.05 

0.23 

- 

0.23 

- 

0.23 

0.03 

0.19 

0.04 

- 

- 

- 

- 

- 

0.041 

0.275 

0.028 

0.248 

0.175 

70.65 

Semi Critical 

Jharokha 

0817000502184600 

0.10 

0.03 

5.97 

0.04 

- 

0.04 

0.04 

0.27 

0.01 

- 

- 

- 

- 

- 

0.005 

0.042 

0.002 

0.040 

0.005 

11.42 

Safe 

Jiyaniyon Ki Basti 

0817000102101200 

0.03 

0.16 

- 

0.16 

- 

0.16 

0.03 

0.19 

0.03 

- 

- 

- 

- 

- 

0.030 

0.188 

0.019 

0.169 

0.078 

46.31 

Safe 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

684.04 

Over Exploited 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Tertiary Sandstone 

5.769 

-0.48 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.006 

0.03 

0.06 


Jogasar 

0817000202130700 

5.331 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

5.331 

0.05 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.013 

0.23 

0.41 


Jogasar Kuwan 

0817000202110700 

0.447 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.447 

-0.31 

0.060 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.53 

0.001 

0.23 

0.35 


Kakadon Ki Dhani 

0817000202128700 

7.738 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

7.738 

0.48 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.14 

0.00 

0.019 

0.23 

0.37 


Kalanada 

0817000202106700 

12.515 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

12.515 

-0.13 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.031 

0.21 

0.39 


Kalyanpura 

0817000102099400 

4.365 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

4.365 

-0.36 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.20 

0.39 


Kanasar 

0817000102100000 

32.254 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

32.254 

-0.34 

0.060 

0.52 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.05 

0.034 

0.19 

0.40 


Kanasar Golai 

0817000102099900 

9.172 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

9.172 

-1.24 

0.060 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.56 

0.010 

0.20 

0.40 


Kanor 

0817000202113600 

7.785 

Saline 

Non-command 

Non-command 

Rhyolite 

7.013 

0.15 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.00 

0.018 

0.20 

0.36 







Non-command 

Tertiary Sandstone 

0.771 

0.15 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.002 

0.02 

0.04 


Kami Nagar 

0816000202062900 

16.018 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

1.094 

-0.71 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.001 

0.01 

0.03 


Karnipura Chak Charnot 

0817000202132600 

3.973 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

3.973 

0.54 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.07 

0.00 

0.012 

0.24 

0.41 


Kashmir 

0817000102101100 

24.441 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

24.020 

-0.13 

0.060 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.026 

0.19 

0.39 







Non-command 

Tertiary Sandstone 

0.248 

-0.13 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

0.174 

-0.13 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kasoom Bala Mahechan 

0817000202102800 

30.811 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

0.014 

0.19 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kerala 

0817000202124700 

13.211 

Saline 

Non-command 

Non-command 

Rhyolite 

0.474 

1.89 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.02 


Kerli Nadi 

0817000202114200 

4.611 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

2.451 

0.61 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.01 

0.006 

0.12 

0.22 



0817000202132500 

9.325 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

9.325 

0.39 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.13 

0.00 

0.029 

0.24 

0.40 


Kerlipura 

0817000202126100 

3.020 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

3.020 

1.39 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.15 

0.01 

0.008 

0.23 

0.40 


Khanadiya 

0817000202109900 

4.778 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

4.126 

0.18 

0.060 

0.06 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.23 

0.010 

0.19 

0.31 


Khanwaliya Nada 

0817000202131700 

4.193 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

4.193 

0.54 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.08 

0.00 

0.013 

0.23 

0.38 


Kharda Bera 

0817000202132200 

7.105 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

7.105 

0.56 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.25 

0.16 

0.00 

0.022 

0.23 

0.38 


Kharinga Kua 

0817000602216100 

9.145 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

0.214 

0.49 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.01 

0.01 


Kharntiya 

0817000202132100 

14.362 

Saline 

Non-command 

Non-command 

Rhyolite 

7.573 

0.65 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.01 

0.024 

0.13 

0.21 







Non-command 

Tertiary Sandstone 

6.789 

0.65 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.28 

0.17 

0.01 

0.021 

0.11 

0.19 


Kharthoniyon Ka Tala 

0817000202114000 

3.320 

Saline 

Non-command 

Non-command 

Rhyolite 

3.276 

0.17 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.008 

0.22 

0.40 







Non-command 

Tertiary Sandstone 

0.044 

0.17 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Kharthoriyon Ka Tala 

0817000202131200 

3.989 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

3.989 

0.39 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.00 

0.012 

0.23 

0.38 


Khattoo 

0817000302134500 

42.145 

Saline 

Non-command 

Non-command 

Older Alluvium 

9.112 

2.62 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.92 

1.02 

0.00 

0.027 

0.05 

0.09 







Non-command 

Rhyolite 

19.797 

2.62 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.80 

0.42 

0.00 

0.060 

0.11 

0.20 







Non-command 

Tertiary Sandstone 

0.191 

2.62 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.00 

0.00 


Kheenpar 

0817000202106200 

22.617 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

22.617 

0.12 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.10 

0.01 

0.057 

0.21 

0.39 


Khejariyali 

0817000202107500 

42.104 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

23.704 

-0.17 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.059 

0.11 

0.22 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

18.400 

-0.17 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.046 

0.09 

0.17 


Khetarlai 

0817000202106500 

7.761 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

7.761 

-0.30 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.019 

0.21 

0.39 


Khinwali Sara 

0817000202133000 

23.801 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.409 

0.63 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.33 

0.18 

0.00 

0.020 

0.06 

0.11 







Non-command 

Tertiary Sandstone 

17.393 

0.63 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.68 

0.37 

0.00 

0.054 

0.17 

0.31 


Khomthal 

0816000202062800 

17.217 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

0.704 

-0.07 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.02 


Khotho Ki Dhani (Bhadasar) 

0817000202125200 

4.608 

Saline 

Non-command 

Non-command 

Rhyolite 

4.534 

2.20 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.08 

0.00 

0.011 

0.23 

0.42 


Kishne Ka Tala 

0817000202111500 

2.790 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

2.790 

0.07 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.007 

0.22 

0.38 


Koloo 

0817000202112400 

14.494 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

14.494 

0.44 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.40 

0.23 

0.03 

0.036 

0.22 

0.39 


Kosariya 

0817000202111100 

19.772 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

19.772 

0.15 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.12 

0.01 

0.050 

0.23 

0.37 


Kuknon Ki Dhani 

0817000202114600 

4.928 

Saline 

Non-command 

Non-command 

Rhyolite 

0.008 

0.26 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ladhaniyon Ki Dhani 

0817000202125100 

5.603 

Saline 

Non-command 

Non-command 

Rhyolite 

1.646 

2.59 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.00 

0.004 

0.07 

0.13 


Ladhoniyon Ki Dhani 

0817000202127600 

10.715 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

10.715 

0.45 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.30 

0.19 

0.00 

0.027 

0.23 

0.36 


Langon Ki Dhani 

0817000102098200 

13.448 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.009 

0.46 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Lapla 

0817000202111000 

14.523 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

14.523 

0.25 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.24 

0.15 

0.01 

0.036 

0.23 

0.36 


Lilala 

0817000202126700 

2.981 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

2.981 

0.88 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.09 

0.00 

0.007 

0.23 

0.38 


Lilasar 

0817000202112200 

9.640 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

9.640 

0.46 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.28 

0.17 

0.00 

0.024 

0.23 

0.38 


Loonara 

0817000202107000 

7.708 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

7.708 

-0.07 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.019 

0.21 

0.38 


Lopali 

0817000202124600 

5.892 

Saline 

Non-command 

Non-command 

Rhyolite 

0.831 

0.92 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.03 

0.06 


Madhasar 

0817000202130300 

3.326 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

3.326 

1.28 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.15 

0.01 

0.008 

0.23 

0.42 


Madon Ki Dhani 

0817000202104800 

8.583 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

0.001 

0.42 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Madpura Barwala 

0817000202128400 

7.156 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

7.156 

0.56 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.25 

0.16 

0.00 

0.018 

0.23 

0.35 


Madpura Purana Gaon 

0817000202128100 

1.981 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.001 

0.60 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

0.768 

0.60 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.002 

0.09 

0.13 


Madpura Sani 

0817000602213900 

20.341 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

5.454 

-0.20 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.014 

0.06 

0.09 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

6.256 

-0.20 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.016 

0.07 

0.11 


Mahigoniyon Moodhon Ki Dhani 

0817000202126800 

4.488 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

4.488 

0.76 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.12 

0.00 

0.011 

0.23 

0.38 


Makoriyon Ki Dhani 

0817000202132300 

6.604 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

6.604 

0.56 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.14 

0.00 

0.021 

0.24 

0.39 


Maloosar 

0816000202059000 

21.375 

Saline 

Non-command 

Non-command 

Jalore Granite 

17.433 

0.63 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.06 

0.00 

0.015 

0.16 

0.31 







Non-command 

Jurassic Sandstone 

2.670 

0.63 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.002 

0.02 

0.05 


Mandrooponiyon Ki Dhani 

0817000202112800 

3.337 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

3.337 

0.58 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.00 

0.008 

0.23 

0.40 


Mangalsar 

0817000102099100 

12.957 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

12.957 

0.34 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.28 

0.14 

0.01 

0.014 

0.19 

0.39 


Mansar 

0816000202059200 

7.268 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.416 

0.50 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.04 

0.08 







Non-command 

Jurassic Sandstone 

5.852 

0.50 

0.030 

0.00 

0.00 

0.00 

0.00 

0.01 

0.07 

0.04 

0.00 

0.005 

0.16 

0.31 


Maylon Ki Dhani 

0817000202106900 

8.413 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

8.413 

-0.01 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.021 

0.21 

0.39 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.005 

0.020 

393.37 

Over Exploited 

Jogasar 

0817000202130700 

0.05 

0.06 

(86.13) 

0.05 

- 

0.05 

0.03 

0.27 

0.01 

- 

- 

- 

- 

- 

0.009 

0.059 

0.003 

0.056 

0.013 

23.98 

Safe 

Jogasar Kuwan 

0817000202110700 

0.05 

0.01 

- 

0.01 

0.01 

0.02 

0.03 

0.25 

0.00 

0.0200 

- 

- 

- 

0.020 

0.021 

0.036 

0.004 

0.032 

0.533 

1,660.33 

Over Exploited 

Kakadon Ki Dhani 

0817000202128700 

0.05 

0.09 

61.10 

0.11 

- 

0.11 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.012 

0.120 

0.006 

0.114 

0.019 

17.05 

Safe 

Kalanada 

0817000202106700 

0.05 

0.13 

- 

0.13 

- 

0.13 

0.03 

0.24 

0.02 

- 

- 

- 

- 

- 

0.022 

0.153 

0.015 

0.137 

0.117 

85.41 

Semi Critical 

Kalyanpura 

0817000102099400 

0.03 

0.03 

- 

0.03 

- 

0.03 

0.04 

0.23 

0.00 

- 

- 

- 

- 

- 

0.005 

0.031 

0.003 

0.028 

0.005 

16.93 

Safe 

Kanasar 

0817000102100000 

0.03 

0.19 

- 

0.19 

0.03 

0.22 

0.04 

0.23 

0.04 

0.0800 

- 

- 

- 

0.080 

0.116 

0.333 

0.033 

0.300 

2.079 

693.09 

Over Exploited 

Kanasar Golai 

0817000102099900 

0.03 

0.05 

- 

0.05 

0.01 

0.06 

0.04 

0.23 

0.01 

0.0200 

- 

- 

- 

0.020 

0.030 

0.094 

0.009 

0.085 

0.572 

675.12 

Over Exploited 

Kanor 

0817000202113600 

0.05 

0.07 

(79.85) 

0.06 

- 

0.06 

0.03 

0.23 

0.01 

- 

- 

- 

- 

- 

0.011 

0.068 

0.003 

0.064 

0.018 

27.36 

Safe 



0.05 

0.00 

343.40 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

175.35 

Over Exploited 

Kami Nagar 

0816000202062900 

0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.037 

5,717.93 

Over Exploited 

Karnipura Chak Charnot 

0817000202132600 

0.10 

0.09 

(21.38) 

0.08 

- 

0.08 

0.03 

0.27 

0.01 

- 

- 

- 

- 

- 

0.014 

0.089 

0.004 

0.084 

0.012 

14.69 

Safe 

Kashmir 

0817000102101100 

0.03 

0.14 

- 

0.14 

- 

0.14 

0.04 

0.23 

0.03 

0.0100 

- 

- 

- 

0.010 

0.036 

0.174 

0.017 

0.157 

0.300 

190.99 

Over Exploited 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kasoom Bala Mahechan 

0817000202102800 

0.05 

0.00 

137,399.69 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kerala 

0817000202124700 

0.05 

0.00 

3,562.79 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

476.58 

Over Exploited 

Kerli Nadi 

0817000202114200 

0.05 

0.01 

279.10 

0.02 

- 

0.02 

0.02 

0.14 

0.00 

- 

- 

- 

- 

- 

0.002 

0.020 

0.001 

0.019 

0.020 

107.48 

Over Exploited 


0817000202132500 

0.10 

0.22 

(139.15) 

0.18 

- 

0.18 

0.03 

0.27 

0.03 

- 

- 

- 

- 

- 

0.031 

0.207 

0.010 

0.196 

0.029 

14.79 

Safe 

Kerlipura 

0817000202126100 

0.05 

0.03 

331.16 

0.04 

- 

0.04 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.005 

0.047 

0.002 

0.044 

0.022 

48.74 

Safe 

Khanadiya 

0817000202109900 

0.05 

0.04 

62.82 

0.05 

- 

0.05 

0.03 

0.22 

0.01 

0.0100 

- 

- 

- 

0.010 

0.015 

0.063 

0.003 

0.059 

0.240 

404.54 

Over Exploited 

Khanwaliya Nada 

0817000202131700 

0.10 

0.10 

(14.71) 

0.08 

- 

0.08 

0.03 

0.27 

0.01 

- 

- 

- 

- 

- 

0.013 

0.097 

0.005 

0.092 

0.013 

14.18 

Safe 

Kharda Bera 

0817000202132200 

0.10 

0.17 

(6.95) 

0.16 

- 

0.16 

0.03 

0.27 

0.02 

- 

- 

- 

- 

- 

0.022 

0.178 

0.009 

0.169 

0.022 

13.12 

Safe 

Kharinga Kua 

0817000602216100 

0.10 

0.00 

3,431.73 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Kharntiya 

0817000202132100 

0.05 

0.05 

15,759.29 

0.05 

- 

0.05 

0.02 

0.14 

0.01 

- 

- 

- 

- 

- 

0.006 

0.057 

0.003 

0.054 

0.029 

52.85 

Safe 



0.10 

0.08 

118.22 

0.09 

- 

0.09 

0.02 

0.13 

0.01 

- 

- 

- 

- 

- 

0.010 

0.102 

0.005 

0.097 

0.028 

29.04 

Safe 

Kharthoniyon Ka Tala 

0817000202114000 

0.05 

0.04 

(86.97) 

0.03 

- 

0.03 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.006 

0.034 

0.002 

0.033 

0.008 

25.13 

Safe 



0.05 

0.00 

4,492.89 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kharthoriyon Ka Tala 

0817000202131200 

0.10 

0.09 

(38.57) 

0.07 

- 

0.07 

0.03 

0.27 

0.01 

- 

- 

- 

- 

- 

0.013 

0.087 

0.004 

0.083 

0.012 

15.02 

Safe 

Khattoo 

0817000302134500 

0.10 

0.05 

2,161.31 

0.05 

- 

0.05 

0.01 

0.06 

0.01 

- 

- 

- 

- 

- 

0.007 

0.061 

0.003 

0.058 

0.027 

47.36 

Safe 



0.04 

0.08 

397.80 

0.10 

- 

0.10 

0.02 

0.12 

0.01 

- 

- 

- 

- 

- 

0.013 

0.115 

0.006 

0.109 

0.060 

54.50 

Safe 



0.10 

0.00 

53,337.82 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Kheenpar 

0817000202106200 

0.05 

0.24 

(59.39) 

0.19 

- 

0.19 

0.03 

0.25 

0.04 

- 

- 

- 

- 

- 

0.039 

0.233 

0.012 

0.222 

0.071 

31.90 

Safe 

Khejariyali 

0817000202107500 

0.05 

0.13 

- 

0.13 

- 

0.13 

0.02 

0.13 

0.02 

- 

- 

- 

- 

- 

0.024 

0.158 

0.016 

0.142 

0.059 

41.90 

Safe 



0.05 

0.08 

- 

0.08 

- 

0.08 

0.02 

0.10 

0.01 

- 

- 

- 

- 

- 

0.014 

0.095 

0.009 

0.085 

0.046 

53.97 

Safe 

Khetarlai 

0817000202106500 

0.05 

0.08 

- 

0.08 

0.00 

0.08 

0.04 

0.24 

0.01 

- 

- 

- 

0.002 

0.002 

0.015 

0.096 

0.010 

0.087 

0.048 

55.88 

Safe 

Khinwali Sara 

0817000202133000 

0.15 

0.06 

104.64 

0.07 

- 

0.07 

0.01 

0.07 

0.01 

- 

- 

- 

- 

- 

0.009 

0.081 

0.004 

0.077 

0.020 

25.86 

Safe 



0.10 

0.29 

155,424.53 

0.35 

- 

0.35 

0.03 

0.20 

0.04 

- 

- 

- 

- 

- 

0.044 

0.396 

0.020 

0.377 

0.054 

14.39 

Safe 

Khomthal 

0816000202062800 

0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.013 

5,061.20 

Over Exploited 

Khotho Ki Dhani (Bhadasar) 

0817000202125200 

0.05 

0.05 

59.09 

0.06 

- 

0.06 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.008 

0.069 

0.003 

0.066 

0.011 

17.31 

Safe 

Kishne Ka Tala 

0817000202111500 

0.05 

0.03 

(59.09) 

0.02 

- 

0.02 

0.03 

0.25 

0.00 

- 

- 

- 

- 

- 

0.004 

0.029 

0.001 

0.028 

0.021 

75.48 

Semi Critical 

Koloo 

0817000202112400 

0.05 

0.16 

(255.81) 

0.19 

- 

0.19 

0.03 

0.26 

0.02 

- 

- 

- 

- 

- 

0.024 

0.219 

0.011 

0.208 

0.065 

31.44 

Safe 

Kosariya 

0817000202111100 

0.05 

0.22 

(46.92) 

0.18 

- 

0.18 

0.03 

0.26 

0.03 

- 

- 

- 

- 

- 

0.030 

0.208 

0.010 

0.198 

0.064 

32.13 

Safe 

Kuknon Ki Dhani 

0817000202114600 

0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ladhaniyon Ki Dhani 

0817000202125100 

0.05 

0.01 

517.90 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.004 

58.13 

Safe 

Ladhoniyon Ki Dhani 

0817000202127600 

0.05 

0.12 

########## 

0.15 

- 

0.15 

0.03 

0.26 

0.02 

- 

- 

- 

- 

- 

0.016 

0.162 

0.008 

0.154 

0.027 

17.41 

Safe 

Langon Ki Dhani 

0817000102098200 

0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Lapla 

0817000202111000 

0.05 

0.17 

(408.64) 

0.15 

- 

0.15 

0.03 

0.26 

0.02 

- 

- 

- 

- 

- 

0.021 

0.172 

0.009 

0.163 

0.050 

30.83 

Safe 

Lilala 

0817000202126700 

0.05 

0.03 

174.69 

0.04 

- 

0.04 

0.03 

0.26 

0.00 

- 

- 

- 

- 

- 

0.005 

0.046 

0.002 

0.043 

0.007 

17.18 

Safe 

Lilasar 

0817000202112200 

0.05 

0.11 

52.11 

0.13 

- 

0.13 

0.03 

0.26 

0.02 

- 

- 

- 

- 

- 

0.015 

0.146 

0.007 

0.138 

0.024 

17.46 

Safe 

Loonara 

0817000202107000 

0.05 

0.08 

- 

0.08 

- 

0.08 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.013 

0.095 

0.010 

0.086 

0.019 

22.48 

Safe 

Lopali 

0817000202124600 

0.05 

0.00 

363.55 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.002 

121.22 

Over Exploited 

Madhasar 

0817000202130300 

0.05 

0.04 

279.66 

0.05 

- 

0.05 

0.03 

0.27 

0.01 

- 

- 

- 

- 

- 

0.006 

0.052 

0.003 

0.049 

0.022 

45.37 

Safe 

Madon Ki Dhani 

0817000202104800 

0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Madpura Barwala 

0817000202128400 

0.05 

0.08 

98.46 

0.10 

0.00 

0.10 

0.03 

0.26 

0.01 

- 

- 

- 

0.002 

0.002 

0.012 

0.112 

0.006 

0.106 

0.018 

16.92 

Safe 

Madpura Purana Gaon 

0817000202128100 

0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.00 

65,791.70 

0.00 

- 

0.00 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.002 

45.74 

Safe 

Madpura Sani 

0817000602213900 

0.05 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.002 

0.019 

0.002 

0.017 

0.028 

164.96 

Over Exploited 



0.05 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.003 

0.025 

0.002 

0.022 

0.030 

134.49 

Over Exploited 

Mahigoniyon Moodhon Ki Dhani 

0817000202126800 

0.05 

0.05 

142.77 

0.06 

- 

0.06 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.007 

0.069 

0.003 

0.065 

0.011 

17.23 

Safe 

Makoriyon Ki Dhani 

0817000202132300 

0.10 

0.16 

(10.31) 

0.14 

- 

0.14 

0.03 

0.27 

0.02 

- 

- 

- 

- 

- 

0.021 

0.161 

0.008 

0.153 

0.021 

13.43 

Safe 

Maloosar 

0816000202059000 

0.02 

0.05 

9.88 

0.06 

- 

0.06 

0.03 

0.19 

0.01 

- 

- 

- 

- 

- 

0.010 

0.071 

0.004 

0.067 

0.015 

23.05 

Safe 



0.04 

0.00 

886.85 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.003 

0.002 

69.78 

Safe 

Mandrooponiyon Ki Dhani 

0817000202112800 

0.05 

0.04 

73.24 

0.05 

- 

0.05 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.006 

0.051 

0.003 

0.048 

0.008 

17.29 

Safe 

Mangalsar 

0817000102099100 

0.03 

0.08 

80.77 

0.09 

- 

0.09 

0.04 

0.23 

0.01 

- 

- 

- 

- 

- 

0.014 

0.105 

0.005 

0.100 

0.028 

27.87 

Safe 

Mansar 

0816000202059200 

0.02 

0.00 

226.13 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

88.78 

Semi Critical 



0.04 

0.04 

0.31 

0.04 

0.01 

0.05 

0.03 

0.19 

0.01 

- 

- 

- 

0.022 

0.022 

0.029 

0.080 

0.004 

0.076 

0.005 

6.80 

Safe 

Maylon Ki Dhani 

0817000202106900 

0.05 

0.09 

- 

0.09 

- 

0.09 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.014 

0.104 

0.010 

0.094 

0.035 

37.35 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Meethiyasara 

081700020211320C 

10.913 

Saline 

Non-command 

Non-command 

Rhyolite 

4.179 

0.91 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.00 

0.010 

0.09 

0.15 







Non-command 

Tertiary Sandstone 

6.734 

0.91 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.38 

0.22 

0.00 

0.017 

0.14 

0.25 


Meghwalon Ka Bas 

081700020211060C 

28.626 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

3.350 

0.10 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.008 

0.03 

0.04 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

16.885 

0.10 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.00 

0.042 

0.13 

0.21 


Megwalon Ki Basti 

081700020211370C 

5.536 

Saline 

Non-command 

Non-command 

Rhyolite 

1.074 

0.05 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.04 

0.08 







Non-command 

Tertiary Sandstone 

4.462 

0.05 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.011 

0.18 

0.32 


Mehrajoniyon Ki Beri 

081700020211130C 

5.700 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

5.700 

0.03 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.014 

0.22 

0.37 


Mehreri 

0816000302073800 

23.691 

Saline 

Non-command 

Non-command 

Jalore Granite 

3.938 

0.73 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.00 

0.001 

0.03 

0.06 


Mekuba 

0816000202063100 

21.598 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

0.008 

-0.88 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

1.031 

-0.88 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.001 

0.01 

0.02 


Mithiya Tala 

081700020212660C 

4.466 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

4.466 

0.63 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.10 

0.00 

0.011 

0.23 

0.39 


Mobtaniyon Ka Tala 

081700020211380C 

8.262 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

8.262 

0.01 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.021 

0.22 

0.40 


Mogerai 

081700010209790C 

13.966 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

4.125 

0.17 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.01 

0.004 

0.06 

0.12 


Mokhab Kalan 

0817000102101400 

71.532 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

0.665 

-0.38 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

0.993 

-0.38 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 







Non-command 

Tertiary Sandstone 

66.055 

-0.38 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.071 

0.18 

0.37 


Moodhnon Ki Dhani 

0817000102100200 

13.035 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

12.770 

-1.17 

0.060 

0.28 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.09 

0.014 

0.20 

0.39 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

0.000 

-1.17 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Moolani 

0817000202109200 

2.211 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.021 

-0.30 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Morala 

0817000202112100 

7.143 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

7.143 

0.22 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.00 

0.018 

0.22 

0.38 


Muknoniyon Ki Dhani 

0817000202109000 

12.207 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

12.207 

0.10 

0.060 

0.05 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.16 

0.031 

0.22 

0.36 


Muloniyon Ki Dhani 

0817000202108300 

9.131 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

1.570 

-0.06 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.004 

0.04 

0.06 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

7.561 

-0.06 

0.060 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.019 

0.18 

0.31 


Nagana 

0817000102099000 

6.836 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

6.836 

0.51 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.11 

0.01 

0.007 

0.20 

0.39 


Nagona 

0817000102099700 

6.668 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

6.668 

-1.52 

0.060 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.007 

0.20 

0.39 


Nagona Tala 

0817000202113400 

7.482 

Saline 

Non-command 

Non-command 

Rhyolite 

0.446 

-0.30 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 







Non-command 

Tertiary Sandstone 

6.867 

-0.30 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.017 

0.21 

0.37 


Nagoniyon Dhatarwalon Ki Dhani 

0817000202129800 

3.386 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

3.386 

0.14 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.008 

0.23 

0.38 


Nai Rewali 

0817000202107600 

12.165 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

2.174 

0.00 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.005 

0.04 

0.07 


Naiyon Ki Dhani 

0817000202129000 

4.424 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

4.424 

0.54 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.09 

0.00 

0.011 

0.23 

0.36 


Narsali Nadi 

0817000202112300 

11.439 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

11.439 

0.68 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.48 

0.28 

0.00 

0.029 

0.23 

0.38 


Nathoni Joniyon Ki Dhani 

0817000202129700 

4.283 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

4.283 

0.23 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.011 

0.23 

0.38 


Nawaldeo Chatri 

0817000202110100 

5.796 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

3.941 

-0.07 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.010 

0.15 

0.25 


Naya Batadoo 

0817000202107300 

6.824 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

5.612 

-0.09 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.014 

0.17 

0.32 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

1.212 

-0.09 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.04 

0.07 


Naya Kharntiya 

0817000202132000 

5.833 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

5.833 

0.63 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.14 

0.00 

0.018 

0.24 

0.38 


Naya Sigoriya 

0817000202108100 

5.517 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

3.097 

-0.05 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.008 

0.12 

0.21 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

2.421 

-0.05 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.006 

0.09 

0.17 


Nimboniyon Ki Dhani 

0817000202127800 

2.991 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

2.991 

0.45 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.007 

0.23 

0.35 


Nosar 

0817000202133500 

20.951 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.162 

0.71 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.41 

0.23 

0.00 

0.022 

0.08 

0.15 







Non-command 

Tertiary Sandstone 

13.789 

0.71 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.59 

0.33 

0.00 

0.043 

0.15 

0.28 


Ola 

0816000202059100 

17.446 

Fresh 

Non-command 

Non-command 

Jalore Granite 

2.275 

0.47 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.03 

0.05 







Non-command 

Jurassic Sandstone 

4.919 

0.47 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.004 

0.05 

0.11 





Saline 

Non-command 

Non-command 

Jalore Granite 

7.222 

0.47 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.006 

0.08 

0.16 







Non-command 

Jurassic Sandstone 

3.030 

0.47 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.003 

0.03 

0.07 


Olecha 

0817000102098400 

6.656 

Fresh 

Non-command 

Non-command 

Jalore Granite 

4.511 

0.60 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.01 

0.005 

0.13 

0.26 







Non-command 

Jurassic Sandstone 

2.145 

0.60 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.01 

0.002 

0.06 

0.13 





Saline 

Non-command 

Non-command 

Jalore Granite 

0.000 

0.60 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Jurassic Sandstone 

0.000 

0.60 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Om Nagar 

0817000102098000 

8.123 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.686 

0.45 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.03 







Non-command 

Jurassic Sandstone 

2.251 

0.45 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.01 

0.002 

0.05 

0.11 


Oonchawara 

0817000102101000 

65.275 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

29.718 

-0.18 

0.060 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.032 

0.09 

0.18 







Non-command 

Tertiary Sandstone 

3.826 

-0.18 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.004 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

0.029 

-0.18 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Tertiary Sandstone 

31.701 

-0.18 

0.060 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.034 

0.10 

0.19 


Pabu Mali 

0817000102101600 

21.709 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

1.977 

-0.24 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.02 

0.04 


Pabusar 

0817000102099300 

6.436 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

6.436 

0.10 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.07 

0.007 

0.19 

0.40 


Pabusara 

0817000202112600 

2.283 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

2.283 

0.24 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.006 

0.22 

0.39 


Padmoni Godaron Ki Dhani 

0817000202125800 

5.142 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

5.142 

1.34 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.23 

0.00 

0.013 

0.23 

0.41 


Panawara 

0817000202113000 

4.021 

Saline 

Non-command 

Non-command 

Rhyolite 

0.083 

0.66 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 







Non-command 

Tertiary Sandstone 

3.937 

0.66 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.00 

0.010 

0.22 

0.39 


Panawaspur 

0817000202120600 

4.793 

Saline 

Non-command 

Non-command 

Rhyolite 

0.030 

0.10 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Pannaniyon Ki Dhani 

0817000202131100 

3.944 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

3.944 

0.33 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.012 

0.23 

0.39 


Pannawas 

0817000102100800 

6.279 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

6.279 

-1.92 

0.060 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.50 

0.007 

0.20 

0.40 


Panori Joniyon Ki Dhani 

0817000202129400 

4.601 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

4.601 

0.33 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.00 

0.012 

0.23 

0.37 


Patalinadi 

0817000202105200 

13.339 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

0.557 

0.12 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

12.780 

0.12 

0.060 

0.05 

0.00 

0.00 

0.00 

0.00 

0.14 

0.08 

0.17 

0.032 

0.20 

0.38 







Non-command 

Tertiary Sandstone 

0.002 

0.12 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Meethiyasara 

0817000202113200 

0.05 

0.02 

78.27 

0.02 

- 

0.02 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.003 

0.025 

0.001 

0.023 

0.010 

44.87 

Safe 



0.05 

0.05 

354.61 

0.06 

- 

0.06 

0.02 

0.16 

0.01 

- 

- 

- 

- 

- 

0.007 

0.064 

0.003 

0.061 

0.017 

27.85 

Safe 

Meghwalon Ka Bas 

0817000202110600 

0.05 

0.00 

180.50 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.008 

149.90 

Over Exploited 



0.05 

0.11 

(38.69) 

0.09 

- 

0.09 

0.02 

0.15 

0.01 

- 

- 

- 

- 

- 

0.014 

0.104 

0.005 

0.099 

0.042 

42.63 

Safe 

Megwalon Ki Basti 

0817000202113700 

0.05 

0.00 

(82.93) 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.003 

127.14 

Over Exploited 



0.05 

0.04 

(81.93) 

0.03 

- 

0.03 

0.03 

0.21 

0.01 

- 

- 

- 

- 

- 

0.006 

0.038 

0.002 

0.037 

0.011 

30.62 

Safe 

Mehrajoniyon Ki Beri 

0817000202111300 

0.05 

0.06 

(90.05) 

0.05 

- 

0.05 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.009 

0.060 

0.003 

0.057 

0.014 

25.24 

Safe 

Mehreri 

0816000302073800 

0.03 

0.00 

815.49 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.001 

31.52 

Safe 

Mekuba 

0816000202063100 

0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.037 

8,557.14 

Over Exploited 

Mithiya Tala 

0817000202126600 

0.05 

0.05 

94.81 

0.06 

- 

0.06 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.007 

0.069 

0.003 

0.065 

0.011 

17.09 

Safe 

Mobtaniyon Ka Tala 

0817000202113800 

0.05 

0.09 

(90.84) 

0.07 

- 

0.07 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.014 

0.088 

0.004 

0.084 

0.021 

24.70 

Safe 

Mogerai 

0817000102097900 

0.03 

0.01 

193.66 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.000 

0.009 

0.018 

199.14 

Over Exploited 

Mokhab Kalan 

0817000102101400 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

1,241.31 

Over Exploited 



0.03 

0.35 

- 

0.35 

- 

0.35 

0.03 

0.21 

0.07 

- 

- 

- 

- 

- 

0.068 

0.421 

0.042 

0.379 

0.071 

18.65 

Safe 

Moodhnon Ki Dhani 

0817000102100200 

0.03 

0.08 

- 

0.08 

0.01 

0.09 

0.04 

0.23 

0.01 

0.0400 

- 

- 

- 

0.040 

0.054 

0.139 

0.014 

0.125 

1.108 

887.67 

Over Exploited 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Moolani 

0817000202109200 

0.05 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Morala 

0817000202112100 

0.05 

0.08 

(23.14) 

0.06 

- 

0.06 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.011 

0.075 

0.004 

0.072 

0.018 

25.02 

Safe 

Muknoniyon Ki Dhani 

0817000202109000 

0.05 

0.13 

(43.49) 

0.11 

- 

0.11 

0.03 

0.25 

0.02 

0.0100 

- 

- 

- 

0.010 

0.029 

0.135 

0.007 

0.129 

0.189 

146.56 

Over Exploited 

Muloniyon Ki Dhani 

0817000202108300 

0.05 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.033 

1,084.78 

Over Exploited 



0.05 

0.07 

- 

0.07 

- 

0.07 

0.03 

0.21 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.088 

0.009 

0.079 

0.177 

222.69 

Over Exploited 

Nagana 

0817000102099000 

0.03 

0.04 

172.21 

0.05 

- 

0.05 

0.04 

0.23 

0.01 

- 

- 

- 

- 

- 

0.007 

0.056 

0.003 

0.053 

0.021 

40.13 

Safe 

Nagona 

0817000102099700 

0.03 

0.04 

- 

0.04 

- 

0.04 

0.04 

0.23 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.057 

0.006 

0.051 

0.295 

576.22 

Over Exploited 

Nagona Tala 

0817000202113400 

0.05 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

358.27 

Over Exploited 



0.05 

0.07 

- 

0.07 

- 

0.07 

0.03 

0.24 

0.01 

- 

- 

- 

- 

- 

0.011 

0.082 

0.008 

0.074 

0.017 

23.27 

Safe 

Nagoniyon Dhatarwalon Ki Dhani 

0817000202129800 

0.05 

0.04 

(57.27) 

0.03 

- 

0.03 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.005 

0.037 

0.002 

0.035 

0.008 

24.23 

Safe 

Nai Rewali 

0817000202107600 

0.05 

0.00 

37.96 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.019 

381.21 

Over Exploited 

Naiyon Ki Dhani 

0817000202129000 

0.05 

0.05 

79.74 

0.06 

- 

0.06 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.006 

0.067 

0.003 

0.064 

0.011 

17.30 

Safe 

Narsali Nadi 

0817000202112300 

0.05 

0.13 

17.15 

0.16 

- 

0.16 

0.03 

0.26 

0.02 

- 

- 

- 

- 

- 

0.018 

0.174 

0.009 

0.165 

0.029 

17.35 

Safe 

Nathoni Joniyon Ki Dhani 

0817000202129700 

0.05 

0.05 

(28.78) 

0.04 

- 

0.04 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.007 

0.047 

0.002 

0.044 

0.011 

24.21 

Safe 

Nawaldeo Chatri 

0817000202110100 

0.05 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.17 

0.00 

- 

- 

- 

- 

- 

0.004 

0.033 

0.003 

0.030 

0.111 

373.82 

Over Exploited 

Naya Batadoo 

0817000202107300 

0.05 

0.05 

- 

0.05 

- 

0.05 

0.03 

0.20 

0.01 

- 

- 

- 

- 

- 

0.008 

0.056 

0.006 

0.050 

0.028 

55.58 

Safe 



0.05 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.003 

128.94 

Over Exploited 

Naya Kharntiya 

0817000202132000 

0.10 

0.14 

4.21 

0.14 

- 

0.14 

0.03 

0.27 

0.02 

- 

- 

- 

- 

- 

0.018 

0.161 

0.008 

0.153 

0.018 

11.86 

Safe 

Naya Sigoriya 

0817000202108100 

0.05 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.14 

0.00 

- 

- 

- 

- 

- 

0.003 

0.021 

0.002 

0.019 

0.051 

265.43 

Over Exploited 



0.05 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.002 

0.013 

0.001 

0.012 

0.035 

300.05 

Over Exploited 

Nimboniyon Ki Dhani 

0817000202127800 

0.05 

0.03 

53.67 

0.04 

- 

0.04 

0.03 

0.26 

0.00 

- 

- 

- 

- 

- 

0.004 

0.045 

0.002 

0.043 

0.007 

17.45 

Safe 

Nosar 

0817000202133500 

0.15 

0.09 

165.49 

0.10 

- 

0.10 

0.01 

0.09 

0.01 

- 

- 

- 

- 

- 

0.013 

0.116 

0.006 

0.110 

0.022 

20.19 

Safe 



0.10 

0.21 

445,282.67 

0.26 

- 

0.26 

0.02 

0.18 

0.03 

- 

- 

- 

- 

- 

0.032 

0.287 

0.014 

0.273 

0.043 

15.74 

Safe 

Ola 

0816000202059100 

0.02 

0.00 

368.76 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.002 

132.92 

Over Exploited 



0.04 

0.01 

224.94 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.002 

0.015 

0.001 

0.014 

0.004 

30.74 

Safe 



0.02 

0.01 

47.29 

0.01 

- 

0.01 

0.02 

0.10 

0.00 

- 

- 

- 

- 

- 

0.002 

0.016 

0.001 

0.015 

0.006 

41.87 

Safe 



0.04 

0.00 

426.15 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.005 

0.003 

49.90 

Safe 

Olecha 

0817000102098400 

0.05 

0.03 

(31.40) 

0.02 

- 

0.02 

0.02 

0.16 

0.01 

- 

- 

- 

- 

- 

0.006 

0.029 

0.001 

0.028 

0.012 

42.71 

Safe 



0.03 

0.00 

861.57 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.005 

0.012 

233.19 

Over Exploited 



0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Om Nagar 

0817000102098000 

0.05 

0.00 

313.93 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

- 

Safe 



0.03 

0.00 

730.83 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.016 

345.88 

Over Exploited 

Oonchawara 

0817000102101000 

0.03 

0.08 

- 

0.08 

- 

0.08 

0.02 

0.11 

0.01 

0.0100 

- 

- 

- 

0.010 

0.025 

0.105 

0.011 

0.095 

0.392 

414.51 

Over Exploited 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.051 

3,605.06 

Over Exploited 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.09 

- 

0.09 

- 

0.09 

0.02 

0.11 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.118 

0.012 

0.106 

0.423 

397.80 

Over Exploited 

Pabu Mali 

0817000102101600 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.016 

1,456.40 

Over Exploited 

Pabusar 

0817000102099300 

0.03 

0.04 

(25.22) 

0.03 

- 

0.03 

0.04 

0.23 

0.01 

- 

- 

- 

- 

- 

0.007 

0.037 

0.002 

0.035 

0.079 

224.01 

Over Exploited 

Pabusara 

0817000202112600 

0.05 

0.03 

(26.75) 

0.02 

- 

0.02 

0.03 

0.26 

0.00 

- 

- 

- 

- 

- 

0.004 

0.024 

0.001 

0.023 

0.006 

25.01 

Safe 

Padmoni Godaron Ki Dhani 

0817000202125800 

0.05 

0.06 

288.02 

0.07 

- 

0.07 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.009 

0.080 

0.004 

0.076 

0.013 

16.98 

Safe 

Panawara 

0817000202113000 

0.05 

0.00 

2,441.08 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.04 

100.06 

0.05 

- 

0.05 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.007 

0.059 

0.003 

0.056 

0.010 

17.58 

Safe 

Panawaspur 

0817000202120600 

0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pannaniyon Ki Dhani 

0817000202131100 

0.10 

0.09 

(49.79) 

0.07 

- 

0.07 

0.03 

0.27 

0.01 

- 

- 

- 

- 

- 

0.013 

0.087 

0.004 

0.082 

0.012 

14.91 

Safe 

Pannawas 

0817000102100800 

0.03 

0.04 

- 

0.04 

0.01 

0.05 

0.04 

0.24 

0.01 

0.0200 

- 

- 

- 

0.020 

0.027 

0.075 

0.007 

0.067 

0.511 

761.21 

Over Exploited 

Panori Joniyon Ki Dhani 

0817000202129400 

0.05 

0.05 

4.52 

0.06 

- 

0.06 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.007 

0.063 

0.003 

0.060 

0.012 

19.34 

Safe 

Patalinadi 

0817000202105200 

0.05 

0.00 

792.93 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.013 

4,189.80 

Over Exploited 



0.05 

0.13 

(40.60) 

0.10 

- 

0.10 

0.03 

0.24 

0.02 

0.0100 

- 

- 

- 

0.010 

0.032 

0.135 

0.007 

0.129 

0.198 

153.97 

Over Exploited 



0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Phatoombiya Nadi 

081700020210550C 

8.699 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

3.071 

0.33 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.00 

0.008 

0.08 

0.14 







Non-command 

Tertiary Sandstone 

5.628 

0.33 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.00 

0.014 

0.14 

0.26 


Phoolasar 

081700020211050C 

2.289 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.121 

-0.15 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.02 


Pooniyon Ka Tala 

0817000202114100 

10.814 

Saline 

Non-command 

Non-command 

Rhyolite 

2.757 

0.44 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.007 

0.06 

0.10 







Non-command 

Tertiary Sandstone 

1.243 

0.44 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.003 

0.03 

0.05 


Poshal 

0817000102102700 

81.628 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

4.443 

0.08 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.005 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

1.629 

0.08 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.002 

0.00 

0.01 


Prahladpura 

0817000102100100 

36.841 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

35.646 

0.27 

0.060 

0.34 

0.02 

0.00 

0.00 

0.00 

0.89 

0.45 

1.30 

0.038 

0.19 

0.38 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

0.000 

0.27 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Purana Gaon 

0817000202129900 

3.615 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

3.615 

0.14 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.009 

0.23 

0.38 


Purana Gaon Bayatu Panji 

0817000202127300 

6.462 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

6.462 

0.51 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.13 

0.01 

0.016 

0.23 

0.38 


Raikon Ki Dhani 

0817000602221300 

18.904 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

0.014 

0.84 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rajbera 

0817000102100400 

7.073 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

6.747 

-1.02 

0.060 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.007 

0.19 

0.38 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

0.000 

-1.02 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rajgarh 

0816000202058800 

30.450 

Saline 

Non-command 

Non-command 

Jalore Granite 

0.008 

0.56 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ramchandpura 

0817000202132900 

3.431 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

3.431 

0.24 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.011 

0.23 

0.42 


Ramdan Katala 

0817000202107100 

18.616 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

18.616 

0.13 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.10 

0.00 

0.047 

0.22 

0.39 


Ramdeopura 

0817000102098900 

5.946 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

5.946 

0.71 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.13 

0.03 

0.006 

0.20 

0.39 


Ramderiya 

0817000102101300 

20.126 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

20.126 

-1.02 

0.060 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.022 

0.20 

0.40 


Ramdev Nagar 

0817000102101500 

30.212 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

30.212 

-0.31 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.032 

0.20 

0.40 


Rampura 

0817000202111800 

5.135 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

5.135 

-0.11 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.013 

0.22 

0.38 


Rampuriya 

0816000202059400 

11.570 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

0.054 

0.59 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

1.608 

0.59 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.01 

0.001 

0.03 

0.05 


Ramsar Kua 

0817000202110300 

2.545 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

2.545 

0.17 

0.060 

0.06 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.23 

0.006 

0.22 

0.36 


Ramsariya 

0817000202106100 

6.431 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

6.431 

0.21 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.01 

0.016 

0.22 

0.39 



0817000202130800 

8.823 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

8.823 

0.06 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.01 

0.022 

0.23 

0.39 


Ranakdeo 

0817000102098300 

4.639 

Fresh 

Non-command 

Non-command 

Jalore Granite 

2.142 

0.60 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.002 

0.09 

0.18 







Non-command 

Jurassic Sandstone 

1.490 

0.60 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.002 

0.06 

0.13 


Rateu 

0817000202105000 

61.687 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

37.585 

0.26 

0.060 

0.13 

0.00 

0.00 

0.00 

0.00 

0.71 

0.38 

0.38 

0.094 

0.13 

0.24 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

8.961 

0.26 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.17 

0.09 

0.08 

0.022 

0.03 

0.06 







Non-command 

Tertiary Sandstone 

5.946 

0.26 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.07 

0.015 

0.02 

0.04 


Ratkuriya 

0817000102098600 

5.453 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

5.453 

0.30 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.05 

0.00 

0.006 

0.19 

0.39 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

0.000 

0.30 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ratnali Nadi 

0817000202108500 

6.459 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

6.459 

0.02 

0.060 

0.10 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.36 

0.016 

0.21 

0.38 


Ratri 

0817000102095900 

15.293 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

15.293 

-0.29 

0.060 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.016 

0.19 

0.40 


Rekoowala 

0817000202128600 

12.615 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

12.615 

0.56 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.43 

0.28 

0.00 

0.032 

0.23 

0.36 


Rewali 

0817000202107800 

14.293 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

14.018 

0.01 

0.060 

0.05 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.14 

0.035 

0.20 

0.38 


Ridhusar 

0817000202106400 

8.206 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

8.206 

-0.03 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.021 

0.21 

0.39 


Rojiya Nadi 

0817000202130400 

0.498 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.002 

1.33 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Tertiary Sandstone 

0.496 

1.33 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.001 

0.23 

0.42 


Roogoniyon Ka Tala 

0817000202108800 

5.191 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

5.191 

0.02 

0.060 

0.11 

0.01 

0.00 

0.00 

0.00 

0.10 

0.06 

0.40 

0.013 

0.21 

0.37 


Roopa Sariya 

0817000102095600 

17.682 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

6.361 

-0.24 

0.060 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.007 

0.07 

0.14 


Rupoli Bagdawon Ki Dhani 

0817000202126000 

5.927 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

5.927 

1.38 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.49 

0.28 

0.00 

0.015 

0.23 

0.40 


Sabalpura 

0816000202058700 

5.808 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

0.042 

0.60 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sagramoni Godaron Ki Dhani 

0817000202126400 

8.991 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

8.991 

0.93 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.51 

0.30 

0.00 

0.023 

0.23 

0.39 


Sahar 

0817000202105700 

7.090 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

7.090 

0.30 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.07 

0.01 

0.018 

0.22 

0.40 


Saiyon Ka Tala 

0817000202111400 

12.917 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

12.917 

0.03 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.032 

0.22 

0.38 


Saiyon Ki Dhani 

0817000202105400 

7.258 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

4.078 

0.14 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.010 

0.12 

0.22 







Non-command 

Tertiary Sandstone 

3.180 

0.14 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.00 

0.008 

0.09 

0.17 



0817000202112900 

3.969 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

3.969 

0.69 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.09 

0.00 

0.010 

0.23 

0.39 


Sajan Ki Dhani 

0817000202133800 

8.739 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

8.739 

0.65 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.35 

0.20 

0.00 

0.027 

0.24 

0.41 


Sakhroda 

0817000202110400 

3.342 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

3.194 

-0.01 

0.060 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.008 

0.21 

0.35 


Saluji Ka Tala 

0817000202127400 

4.171 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

4.171 

0.62 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.10 

0.00 

0.010 

0.23 

0.37 


Sanpa Manji 

0817000202134100 

5.442 

Saline 

Non-command 

Non-command 

Rhyolite 

5.044 

0.68 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.05 

0.03 

0.00 

0.016 

0.22 

0.39 







Non-command 

Tertiary Sandstone 

0.398 

0.68 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.02 

0.03 


Sanpa Phanta Bhomji 

0817000202134400 

22.938 

Saline 

Non-command 

Non-command 

Rhyolite 

17.948 

0.69 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.20 

0.12 

0.00 

0.056 

0.19 

0.32 


Sareli Ki Dhani 

0817000502184400 

13.739 

Saline 

Non-command 

Non-command 

Rhyolite 

0.121 

0.80 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sarnoo Bhimji 

0817000602221500 

12.013 

Saline 

Non-command 

Non-command 

Rhyolite 

0.661 

1.17 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.01 

0.02 


Sarnoo Panji 

0817000602221400 

23.782 

Saline 

Non-command 

Non-command 

Rhyolite 

16.790 

0.78 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.22 

0.13 

0.00 

0.052 

0.17 

0.27 







Non-command 

Tertiary Sandstone 

0.727 

0.78 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.002 

0.01 

0.01 


Sauon Ki Dhani 

0817000202124800 

2.669 

Saline 

Non-command 

Non-command 

Rhyolite 

2.669 

2.64 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.00 

0.007 

0.23 

0.43 



0817000202132700 

8.725 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

8.725 

0.18 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.00 

0.027 

0.23 

0.40 


Seehron Ki Dhani 

0817000202131300 

7.191 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

7.191 

0.53 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.15 

0.00 

0.022 

0.23 

0.37 


Seeyolon Ki Dhani 

0817000202132800 

8.122 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

8.122 

0.08 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.025 

0.23 

0.41 


Seoniyala 

0817000202131400 

4.040 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

4.040 

0.45 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.01 

0.013 

0.23 

0.38 


Seoron Ki Dhnai 

0817000502184300 

24.252 

Saline 

Non-command 

Non-command 

Rhyolite 

1.651 

0.77 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.005 

0.02 

0.03 


Shekhe Ka Gaon 

0817000102098500 

4.958 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

4.958 

0.21 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.00 

0.005 

0.19 

0.39 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

0.000 

0.21 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Phatoombiya Nadi 

0817000202105500 

0.05 

0.01 

180.92 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.002 

0.016 

0.001 

0.015 

0.008 

50.52 

Safe 



0.05 

0.04 

53.43 

0.05 

- 

0.05 

0.02 

0.16 

0.01 

- 

- 

- 

- 

- 

0.006 

0.054 

0.003 

0.051 

0.014 

27.57 

Safe 

Phoolasar 

0817000202110500 

0.05 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.014 

20,018.75 

Over Exploited 

Pooniyon Ka Tala 

0817000202114100 

0.05 

0.01 

28.02 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.010 

0.007 

68.08 

Safe 



0.05 

0.00 

1,040.85 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.003 

150.98 

Over Exploited 

Poshal 

0817000102102700 

0.03 

0.00 

670.16 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.005 

256.62 

Over Exploited 



0.03 

0.00 

2,020.99 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

699.77 

Over Exploited 

Prahladpura 

0817000102100100 

0.03 

0.21 

120.22 

0.25 

0.02 

0.27 

0.04 

0.23 

0.04 

0.0500 

- 

- 

- 

0.050 

0.088 

0.355 

0.018 

0.337 

1.334 

395.75 

Over Exploited 



0.03 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Purana Gaon 

0817000202129900 

0.05 

0.04 

(54.87) 

0.03 

- 

0.03 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.006 

0.039 

0.002 

0.037 

0.009 

24.26 

Safe 

Purana Gaon Bayatu Panji 

0817000202127300 

0.05 

0.07 

69.32 

0.09 

- 

0.09 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.010 

0.099 

0.005 

0.094 

0.030 

31.97 

Safe 

Raikon Ki Dhani 

0817000602221300 

0.10 

0.00 

200,458.85 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rajbera 

0817000102100400 

0.03 

0.04 

- 

0.04 

0.01 

0.05 

0.03 

0.23 

0.01 

0.0200 

- 

- 

- 

0.020 

0.027 

0.076 

0.008 

0.069 

0.439 

641.10 

Over Exploited 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rajgarh 

0816000202058800 

0.02 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ramchandpura 

0817000202132900 

0.10 

0.08 

41,079.33 

0.06 

- 

0.06 

0.03 

0.27 

0.01 

- 

- 

- 

- 

- 

0.012 

0.076 

0.004 

0.072 

0.011 

14.86 

Safe 

Ramdan Katala 

0817000202107100 

0.05 

0.20 

(153.28) 

0.16 

- 

0.16 

0.03 

0.25 

0.03 

- 

- 

- 

- 

- 

0.031 

0.195 

0.010 

0.185 

0.047 

25.20 

Safe 

Ramdeopura 

0817000102098900 

0.03 

0.04 

278.84 

0.04 

- 

0.04 

0.04 

0.23 

0.01 

- 

- 

- 

- 

- 

0.006 

0.049 

0.002 

0.046 

0.039 

85.09 

Semi Critical 

Ramderiya 

0817000102101300 

0.03 

0.12 

- 

0.12 

- 

0.12 

0.04 

0.23 

0.02 

0.0100 

- 

- 

- 

0.010 

0.032 

0.151 

0.015 

0.136 

0.238 

174.67 

Over Exploited 

Ramdev Nagar 

0817000102101500 

0.03 

0.18 

- 

0.18 

0.00 

0.18 

0.04 

0.23 

0.03 

- 

- 

- 

0.005 

0.005 

0.038 

0.219 

0.022 

0.197 

0.050 

25.50 

Safe 

Rampura 

0817000202111800 

0.05 

0.06 

- 

0.06 

- 

0.06 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.008 

0.064 

0.006 

0.057 

0.013 

22.44 

Safe 

Rampuriya 

0816000202059400 

0.04 

0.00 

24,886.97 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

716.52 

0.00 

- 

0.00 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.013 

569.37 

Over Exploited 

Ramsar Kua 

0817000202110300 

0.05 

0.03 

87.34 

0.03 

- 

0.03 

0.03 

0.25 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.047 

0.002 

0.045 

0.236 

525.95 

Over Exploited 

Ramsariya 

0817000202106100 

0.05 

0.07 

(29.36) 

0.06 

- 

0.06 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.011 

0.067 

0.003 

0.064 

0.030 

47.06 

Safe 


0817000202130800 

0.05 

0.10 

(77.08) 

0.08 

- 

0.08 

0.03 

0.27 

0.01 

- 

- 

- 

- 

- 

0.014 

0.097 

0.005 

0.092 

0.036 

39.38 

Safe 

Ranakdeo 

0817000102098300 

0.05 

0.01 

(1.10) 

0.01 

- 

0.01 

0.02 

0.11 

0.00 

- 

- 

- 

- 

- 

0.002 

0.011 

0.001 

0.011 

0.002 

21.51 

Safe 



0.03 

0.00 

849.57 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.002 

43.71 

Safe 

Rateu 

0817000202105000 

0.05 

0.24 

56.28 

0.29 

- 

0.29 

0.02 

0.15 

0.04 

0.0100 

- 

- 

- 

0.010 

0.051 

0.341 

0.017 

0.324 

0.477 

147.19 

Over Exploited 



0.05 

0.01 

551.53 

0.02 

- 

0.02 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.002 

0.019 

0.001 

0.018 

0.106 

595.10 

Over Exploited 



0.05 

0.01 

883.13 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.008 

0.087 

1,103.23 

Over Exploited 

Ratkuriya 

0817000102098600 

0.03 

0.03 

54.83 

0.04 

- 

0.04 

0.04 

0.23 

0.01 

- 

- 

- 

- 

- 

0.006 

0.044 

0.002 

0.042 

0.006 

13.91 

Safe 



0.03 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ratnali Nadi 

0817000202108500 

0.05 

0.07 

(11.56) 

0.06 

- 

0.06 

0.03 

0.24 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.080 

0.004 

0.076 

0.376 

491.99 

Over Exploited 

Ratri 

0817000102095900 

0.03 

0.09 

- 

0.09 

0.01 

0.10 

0.04 

0.23 

0.02 

0.0200 

- 

- 

- 

0.020 

0.037 

0.135 

0.013 

0.121 

0.462 

380.69 

Over Exploited 

Rekoowala 

0817000202128600 

0.05 

0.15 

89.99 

0.17 

- 

0.17 

0.03 

0.26 

0.02 

- 

- 

- 

- 

- 

0.019 

0.193 

0.010 

0.184 

0.032 

17.20 

Safe 

Rewali 

0817000202107800 

0.05 

0.14 

(76.94) 

0.11 

- 

0.11 

0.03 

0.23 

0.02 

0.0100 

- 

- 

- 

0.010 

0.034 

0.146 

0.007 

0.139 

0.179 

129.20 

Over Exploited 

Ridhusar 

0817000202106400 

0.05 

0.09 

- 

0.09 

0.00 

0.09 

0.03 

0.24 

0.01 

- 

- 

- 

0.002 

0.002 

0.016 

0.104 

0.010 

0.093 

0.035 

37.06 

Safe 

Rojiya Nadi 

0817000202130400 

0.05 

0.00 

183,156.92 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.01 

278.80 

0.01 

- 

0.01 

0.03 

0.26 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.007 

0.001 

17.00 

Safe 

Roogoniyon Ka Tala 

0817000202108800 

0.05 

0.06 

9.03 

0.06 

0.01 

0.07 

0.03 

0.25 

0.01 

0.0200 

- 

- 

- 

0.020 

0.028 

0.099 

0.005 

0.094 

0.416 

443.57 

Over Exploited 

Roopa Sariya 

0817000102095600 

0.03 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.026 

0.003 

0.023 

0.180 

780.06 

Over Exploited 

Rupoli Bagdawon Ki Dhani 

0817000202126000 

0.05 

0.07 

209.48 

0.08 

- 

0.08 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.010 

0.092 

0.005 

0.087 

0.015 

17.06 

Safe 

Sabalpura 

0816000202058700 

0.04 

0.00 

16,397.43 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sagramoni Godaron Ki Dhani 

0817000202126400 

0.05 

0.10 

194.47 

0.12 

- 

0.12 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.015 

0.138 

0.007 

0.131 

0.023 

17.24 

Safe 

Sahar 

0817000202105700 

0.05 

0.08 

(3.26) 

0.07 

- 

0.07 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.012 

0.087 

0.004 

0.082 

0.032 

38.56 

Safe 

Saiyon Ka Tala 

0817000202111400 

0.05 

0.14 

(88.04) 

0.11 

- 

0.11 

0.03 

0.25 

0.02 

- 

- 

- 

- 

- 

0.021 

0.134 

0.007 

0.128 

0.046 

36.34 

Safe 

Saiyon Ki Dhani 

0817000202105400 

0.05 

0.02 

(25.75) 

0.02 

- 

0.02 

0.02 

0.14 

0.00 

- 

- 

- 

- 

- 

0.004 

0.024 

0.001 

0.022 

0.010 

45.56 

Safe 



0.05 

0.01 

(4.72) 

0.01 

- 

0.01 

0.02 

0.11 

0.00 

- 

- 

- 

- 

- 

0.002 

0.017 

0.001 

0.016 

0.008 

50.43 

Safe 


0817000202112900 

0.05 

0.04 

110.11 

0.05 

- 

0.05 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.007 

0.061 

0.003 

0.058 

0.010 

17.28 

Safe 

Sajan Ki Dhani 

0817000202133800 

0.10 

0.21 

699,300.93 

0.20 

- 

0.20 

0.03 

0.27 

0.03 

- 

- 

- 

- 

- 

0.030 

0.233 

0.012 

0.221 

0.027 

12.32 

Safe 

Sakhroda 

0817000202110400 

0.05 

0.03 

- 

0.03 

- 

0.03 

0.03 

0.24 

0.00 

0.0100 

- 

- 

- 

0.010 

0.015 

0.048 

0.005 

0.043 

0.224 

520.08 

Over Exploited 

Saluji Ka Tala 

0817000202127400 

0.05 

0.05 

99.84 

0.06 

- 

0.06 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.006 

0.064 

0.003 

0.061 

0.010 

17.22 

Safe 

Sanpa Manji 

0817000202134100 

0.05 

0.06 

(47.27) 

0.04 

0.01 

0.06 

0.03 

0.25 

0.01 

- 

- 

- 

0.016 

0.016 

0.024 

0.079 

0.004 

0.075 

0.016 

20.99 

Safe 



0.10 

0.00 

1,246.32 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

139.18 

Over Exploited 

Sanpa Phanta Bhomji 

0817000202134400 

0.05 

0.17 

(30.94) 

0.14 

0.01 

0.14 

0.03 

0.22 

0.02 

- 

- 

- 

0.008 

0.008 

0.032 

0.174 

0.009 

0.165 

0.056 

33.91 

Safe 

Sareli Ki Dhani 

0817000502184400 

0.05 

0.00 

6,176.65 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sarnoo Bhimji 

0817000602221500 

0.05 

0.00 

1,619.12 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

378.96 

Over Exploited 

Sarnoo Panji 

0817000602221400 

0.05 

0.14 

########## 

0.13 

- 

0.13 

0.02 

0.19 

0.02 

- 

- 

- 

- 

- 

0.018 

0.150 

0.007 

0.142 

0.052 

36.78 

Safe 



0.10 

0.00 

3,859.32 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

337.28 

Over Exploited 

Sauon Ki Dhani 

0817000202124800 

0.05 

0.03 

197,735.94 

0.04 

- 

0.04 

0.03 

0.26 

0.00 

- 

- 

- 

- 

- 

0.005 

0.041 

0.002 

0.039 

0.007 

17.07 

Safe 


0817000202132700 

0.10 

0.20 

(70.84) 

0.16 

- 

0.16 

0.03 

0.27 

0.03 

- 

- 

- 

- 

- 

0.029 

0.193 

0.010 

0.183 

0.027 

14.85 

Safe 

Seehron Ki Dhani 

0817000202131300 

0.10 

0.17 

(10.70) 

0.15 

- 

0.15 

0.03 

0.26 

0.02 

- 

- 

- 

- 

- 

0.022 

0.172 

0.009 

0.163 

0.022 

13.74 

Safe 

Seeyolon Ki Dhani 

0817000202132800 

0.10 

0.19 

(84.97) 

0.15 

- 

0.15 

0.03 

0.27 

0.03 

- 

- 

- 

- 

- 

0.028 

0.179 

0.009 

0.170 

0.025 

14.85 

Safe 

Seoniyala 

0817000202131400 

0.10 

0.09 

(23.34) 

0.08 

- 

0.08 

0.03 

0.27 

0.01 

- 

- 

- 

- 

- 

0.013 

0.089 

0.004 

0.084 

0.020 

23.29 

Safe 

Seoron Ki Dhnai 

0817000502184300 

0.05 

0.00 

670.88 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.005 

294.70 

Over Exploited 

Shekhe Ka Gaon 

0817000102098500 

0.03 

0.03 

4.67 

0.03 

- 

0.03 

0.04 

0.23 

0.01 

- 

- 

- 

- 

- 

0.005 

0.035 

0.002 

0.034 

0.005 

15.74 

Safe 



0.03 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Shivaji Nagar 

081700010209980C 

4.539 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

4.539 

-0.85 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.005 

0.20 

0.39 


Sigoriya 

081700020210790C 

8.233 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

7.797 

-0.02 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.020 

0.20 

0.36 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

0.436 

-0.02 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 


Sindhiyon Ki Dhnai 

0817000202129100 

4.292 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

4.292 

0.48 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.00 

0.011 

0.23 

0.36 


Siyagaon Ki Dhani 

0817000202128300 

5.926 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

5.820 

0.69 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.16 

0.00 

0.015 

0.23 

0.34 


Sodhon Ki Dhani 

0817000202134000 

4.173 

Saline 

Non-command 

Non-command 

Rhyolite 

0.960 

0.73 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.003 

0.05 

0.10 







Non-command 

Tertiary Sandstone 

3.213 

0.73 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.01 

0.010 

0.18 

0.32 


Somesara Juna 

0817000202133200 

6.545 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.404 

0.96 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.00 

0.004 

0.05 

0.09 







Non-command 

Younger Alluvium 

0.569 

0.96 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.002 

0.02 

0.04 


Somesara Naya 

0817000202133300 

27.877 

Saline 

Non-command 

Non-command 

Older Alluvium 

22.156 

0.96 

0.080 

0.02 

0.00 

0.00 

0.00 

0.01 

1.71 

0.91 

0.00 

0.069 

0.18 

0.35 







Non-command 

Tertiary Sandstone 

0.015 

0.96 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

2.241 

0.96 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.11 

0.00 

0.007 

0.02 

0.04 


Soojaniya Nadiya 

0817000202125700 

2.187 

Saline 

Non-command 

Non-command 

Rhyolite 

1.886 

1.46 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.005 

0.20 

0.35 







Non-command 

Tertiary Sandstone 

0.301 

1.46 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.00 

0.001 

0.03 

0.06 


South Matasar 

0817000602215700 

8.756 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

0.382 

0.66 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.01 

0.02 


Thakanon Ki Dhani 

0817000202125400 

6.002 

Saline 

Non-command 

Non-command 

Rhyolite 

5.884 

1.12 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.05 

0.00 

0.015 

0.22 

0.41 


Thaleson Ki Dhani 

0817000202106800 

10.242 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.029 

-0.07 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

10.212 

-0.07 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.026 

0.21 

0.39 


Trishooliya 

0817000202133900 

11.574 

Saline 

Non-command 

Non-command 

Rhyolite 

1.350 

0.58 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.004 

0.03 

0.05 







Non-command 

Tertiary Sandstone 

10.224 

0.58 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.37 

0.22 

0.00 

0.032 

0.21 

0.36 


Ugroniyon Ki Dhani 

0817000202105800 

8.272 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

8.272 

0.58 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.30 

0.16 

0.00 

0.021 

0.22 

0.40 


Umaniyon Daukiyon Ki Dhani 

0817000202111600 

2.550 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

2.550 

0.04 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.006 

0.22 

0.38 


Undoo 

0817000102100600 

12.592 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

12.592 

-1.89 

0.060 

0.28 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.11 

0.013 

0.20 

0.39 


Undriyasara 

0817000202133700 

15.941 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.126 

0.72 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Rhyolite 

0.374 

0.72 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 







Non-command 

Tertiary Sandstone 

15.345 

0.72 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.68 

0.38 

0.00 

0.048 

0.23 

0.41 

11008066 

Aipura 

0818000202280700 

9.378 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.014 

2.23 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ambon Ka Bara 

0817000402167200 

9.969 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.999 

2.32 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.57 

0.41 

0.01 

0.012 

0.08 

0.11 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.674 

2.32 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.23 

0.00 

0.007 

0.05 

0.06 


Arjiyana 

0817000402162900 

7.566 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.566 

1.75 

0.080 

0.18 

0.01 

0.00 

0.00 

0.00 

1.23 

0.64 

0.68 

0.030 

0.30 

0.58 


Arthnari 

0817000402168400 

23.758 

Saline 

Non-command 

Non-command 

Older Alluvium 

12.683 

1.00 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

1.04 

0.75 

0.00 

0.051 

0.16 

0.23 


Baamaseen 

0817000402162100 

26.165 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.138 

2.40 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.18 

0.04 

0.005 

0.01 

0.01 







Non-command 

Younger Alluvium 

11.686 

2.40 

0.100 

0.15 

0.01 

0.00 

0.00 

0.00 

2.95 

2.38 

0.56 

0.047 

0.11 

0.14 





Saline 

Non-command 

Non-command 

Older Alluvium 

5.107 

2.40 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

1.00 

0.81 

0.05 

0.020 

0.05 

0.06 


Baloo 

0817000402166400 

8.990 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.990 

0.95 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.78 

0.48 

0.34 

0.036 

0.28 

0.46 


Balwara 

0818000302290300 

25.117 

Saline 

Non-command 

Non-command 

Older Alluvium 

14.259 

0.48 

0.060 

0.08 

0.00 

0.00 

0.00 

0.00 

0.49 

0.39 

0.23 

0.075 

0.21 

0.26 


Barwan 

0818000202276700 

43.354 

Saline 

Non-command 

Non-command 

Older Alluvium 

19.244 

0.23 

0.060 

0.03 

0.00 

0.00 

0.00 

0.01 

0.28 

0.21 

0.03 

0.068 

0.14 

0.18 


Basan 

0818000302290400 

9.228 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.656 

1.54 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.04 

0.003 

0.03 

0.03 


Bhati Khera 

0817000402162700 

8.672 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.736 

1.59 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.75 

0.62 

0.06 

0.023 

0.17 

0.20 


Bhavrani 

0818000202281000 

65.785 

Saline 

Non-command 

Non-command 

Older Alluvium 

23.617 

0.75 

0.060 

0.07 

0.00 

0.00 

0.00 

0.01 

1.13 

0.90 

0.17 

0.084 

0.13 

0.16 


Bhilon Ki Dhani Mangla 

0817000402162300 

14.752 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.927 

2.17 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.28 

0.00 

0.008 

0.03 

0.04 







Non-command 

Younger Alluvium 

5.068 

2.17 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

1.11 

0.92 

0.00 

0.020 

0.09 

0.10 





Saline 

Non-command 

Non-command 

Older Alluvium 

4.634 

2.17 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.81 

0.67 

0.00 

0.018 

0.08 

0.10 


Bhooti 

0817000402166800 

9.600 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.636 

1.22 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.86 

0.66 

0.00 

0.034 

0.23 

0.30 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.963 

1.22 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.00 

0.004 

0.03 

0.03 


Bijaliya 

0817000402166500 

6.967 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.967 

1.41 

0.080 

0.16 

0.01 

0.00 

0.00 

0.00 

0.93 

0.55 

0.61 

0.028 

0.28 

0.49 


Bokra 

0818000202285000 

11.946 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.933 

0.42 

0.060 

0.04 

0.00 

0.00 

0.00 

0.01 

0.26 

0.21 

0.11 

0.044 

0.27 

0.34 


Cheeyali 

0817000402168600 

6.453 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.154 

1.37 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.25 

0.00 

0.013 

0.14 

0.19 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.300 

1.37 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.26 

0.00 

0.013 

0.14 

0.20 


Chhangari 

0818000202281700 

13.931 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.252 

0.67 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.30 

0.27 

0.01 

0.026 

0.19 

0.20 


Dabli 

0817000402169000 

17.125 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.242 

0.97 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.00 

0.005 

0.02 

0.03 





Saline 

Non-command 

Non-command 

Older Alluvium 

4.114 

0.97 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.33 

0.23 

0.00 

0.016 

0.08 

0.11 


Dantala 

0817000402162800 

8.450 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.450 

1.64 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

1.15 

0.58 

0.12 

0.034 

0.31 

0.61 


Darbala 

0817000402165700 

13.968 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.902 

1.91 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.80 

0.54 

0.17 

0.020 

0.12 

0.18 


Debawas 

0818000202281400 

35.462 

Saline 

Non-command 

Non-command 

Older Alluvium 

34.143 

1.01 

0.060 

0.06 

0.00 

0.00 

0.00 

0.02 

2.12 

1.71 

0.01 

0.168 

0.35 

0.44 


Dechhoo 

0818000202285300 

12.355 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.120 

0.47 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.00 

0.00 







Non-command 

Younger Alluvium 

0.206 

0.47 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.01 


Deoki 

0818000202284800 

7.990 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.990 

0.27 

0.060 

0.02 

0.00 

0.00 

0.00 

0.01 

0.14 

0.12 

0.01 

0.039 

0.36 

0.43 


Deora 

0817000402162400 

13.520 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.628 

1.16 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.65 

0.53 

0.09 

0.026 

0.12 

0.15 





Saline 

Non-command 

Non-command 

Older Alluvium 

6.892 

1.16 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.66 

0.54 

0.03 

0.028 

0.13 

0.16 


Dev Nagar 

0817000402168100 

21.241 

Saline 

Non-command 

Non-command 

Older Alluvium 

18.648 

1.09 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

1.64 

1.18 

0.00 

0.074 

0.26 

0.36 


Dewandi 

0817000402163000 

27.556 

Fresh 

Non-command 

Non-command 

Older Alluvium 

27.556 

1.42 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

3.22 

1.74 

0.21 

0.110 

0.30 

0.56 


Dheeran 

0817000402165600 

22.089 

Fresh 

Non-command 

Non-command 

Older Alluvium 

19.435 

1.62 

0.080 

0.42 

0.02 

0.00 

0.00 

0.00 

2.93 

1.55 

1.66 

0.078 

0.28 

0.53 


Durgapura 

0817000402162500 

8.810 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.586 

1.19 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.85 

0.68 

0.06 

0.034 

0.25 

0.31 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.225 

1.19 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.01 

0.01 


Ghana 

0818000202276800 

31.493 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.249 

0.20 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.00 

0.00 






Bankli Bundh 

Command 

Older Alluvium 

0.442 

0.20 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.002 

0.00 

0.01 


Goliya Chaudhariyan 

0817000402168500 

12.487 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.014 

1.06 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.43 

0.31 

0.00 

0.020 

0.12 

0.17 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Shivaji Nagar 

081700010209980C 

0.03 

0.03 

- 

0.03 

- 

0.03 

0.04 

0.23 

0.00 

- 

- 

- 

- 

- 

0.005 

0.032 

0.003 

0.029 

0.019 

65.93 

Safe 

Sigoriya 

081700020210790C 

0.05 

0.08 

- 

0.08 

- 

0.08 

0.03 

0.23 

0.01 

- 

- 

- 

- 

- 

0.012 

0.090 

0.009 

0.081 

0.135 

166.87 

Over Exploited 



0.05 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

433.68 

Over Exploited 

Sindhiyon Ki Dhnai 

0817000202129100 

0.05 

0.05 

60.57 

0.06 

- 

0.06 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.006 

0.065 

0.003 

0.062 

0.011 

17.30 

Safe 

Siyagaon Ki Dhani 

0817000202128300 

0.05 

0.07 

142.54 

0.08 

- 

0.08 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.008 

0.086 

0.004 

0.082 

0.015 

17.75 

Safe 

Sodhon Ki Dhani 

0817000202134000 

0.05 

0.00 

127.64 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.003 

0.003 

88.72 

Semi Critical 



0.10 

0.06 

44.66 

0.07 

- 

0.07 

0.03 

0.21 

0.01 

- 

- 

- 

- 

- 

0.009 

0.079 

0.004 

0.076 

0.017 

22.52 

Safe 

Somesara Juna 

0817000202133200 

0.15 

0.01 

440.50 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.002 

0.014 

0.001 

0.013 

0.004 

32.64 

Safe 



0.20 

0.00 

1,148.83 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.002 

60.34 

Safe 

Somesara Naya 

0817000202133300 

0.15 

0.61 

48.41 

0.74 

0.01 

0.75 

0.03 

0.21 

0.09 

- 

- 

- 

0.021 

0.021 

0.116 

0.866 

0.043 

0.822 

0.069 

8.39 

Safe 



0.10 

0.00 

222,654.98 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.01 

1,271.03 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.011 

0.007 

64.92 

Safe 

Soojaniya Nadiya 

0817000202125700 

0.05 

0.02 

24.54 

0.02 

- 

0.02 

0.03 

0.23 

0.00 

- 

- 

- 

- 

- 

0.003 

0.025 

0.001 

0.024 

0.005 

19.80 

Safe 



0.05 

0.00 

3,027.65 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

South Matasar 

0817000602215700 

0.05 

0.00 

5,128.35 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Thakanon Ki Dhani 

0817000202125400 

0.05 

0.07 

(18.19) 

0.05 

- 

0.05 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.010 

0.064 

0.003 

0.061 

0.015 

24.30 

Safe 

Thaleson Ki Dhani 

0817000202106800 

0.05 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.11 

- 

0.11 

- 

0.11 

0.03 

0.24 

0.02 

- 

- 

- 

- 

- 

0.017 

0.125 

0.012 

0.112 

0.141 

125.12 

Over Exploited 

Trishooliya 

0817000202133900 

0.05 

0.00 

274.26 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.004 

176.40 

Over Exploited 



0.10 

0.21 

0.66 

0.22 

- 

0.22 

0.03 

0.24 

0.03 

- 

- 

- 

- 

- 

0.030 

0.246 

0.012 

0.234 

0.032 

13.60 

Safe 

Ugroniyon Ki Dhani 

0817000202105800 

0.05 

0.09 

79.56 

0.11 

- 

0.11 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.014 

0.124 

0.006 

0.118 

0.021 

17.59 

Safe 

Umaniyon Daukiyon Ki Dhani 

0817000202111600 

0.05 

0.03 

(87.25) 

0.02 

- 

0.02 

0.03 

0.25 

0.00 

- 

- 

- 

- 

- 

0.004 

0.027 

0.001 

0.025 

0.006 

25.22 

Safe 

Undoo 

0817000102100600 

0.03 

0.08 

- 

0.08 

0.01 

0.09 

0.04 

0.24 

0.01 

0.0400 

- 

- 

- 

0.040 

0.054 

0.139 

0.014 

0.125 

1.122 

896.03 

Over Exploited 

Undriyasara 

0817000202133700 

0.15 

0.00 

11,524.61 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.00 

2,018.07 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

876.19 

Over Exploited 



0.10 

0.35 

8.68 

0.38 

0.00 

0.38 

0.03 

0.26 

0.05 

- 

- 

- 

0.006 

0.006 

0.058 

0.441 

0.022 

0.419 

0.048 

11.40 

Safe 

Aipura 

0818000202280700 

0.12 

0.00 

175,050.45 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ambon Ka Bara 

0817000402167200 

0.15 

0.04 

1,034.04 

0.04 

- 

0.04 

0.01 

0.10 

0.01 

- 

- 

- 

- 

- 

0.006 

0.050 

0.003 

0.048 

0.024 

50.33 

Safe 



0.15 

0.01 

1,895.65 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.002 

0.016 

0.001 

0.015 

0.007 

45.04 

Safe 

Arjiyana 

0817000402162900 

0.15 

0.31 

117,731.86 

0.37 

0.01 

0.38 

0.04 

0.34 

0.04 

0.0200 

- 

- 

- 

0.020 

0.063 

0.442 

0.022 

0.420 

0.710 

169.05 

Over Exploited 

Arthnari 

0817000402168400 

0.15 

0.31 

140.88 

0.37 

0.00 

0.38 

0.02 

0.19 

0.04 

- 

- 

- 

0.002 

0.002 

0.046 

0.421 

0.021 

0.400 

0.051 

12.65 

Safe 

Baamaseen 

0817000402162100 

0.15 

0.00 

9,723.84 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.041 

1,623.05 

Over Exploited 



0.22 

0.29 

718.40 

0.35 

0.01 

0.36 

0.02 

0.14 

0.06 

0.0200 

- 

- 

- 

0.020 

0.078 

0.437 

0.022 

0.415 

0.604 

145.49 

Over Exploited 



0.15 

0.04 

2,035.55 

0.05 

- 

0.05 

0.01 

0.06 

0.01 

- 

- 

- 

- 

- 

0.008 

0.053 

0.003 

0.050 

0.067 

133.92 

Over Exploited 

Baloo 

0817000402166400 

0.15 

0.33 

########## 

0.40 

- 

0.40 

0.05 

0.33 

0.05 

0.0100 

- 

- 

- 

0.010 

0.064 

0.462 

0.023 

0.439 

0.373 

84.88 

Semi Critical 

Balwara 

0818000302290300 

0.10 

0.30 

31.30 

0.36 

0.00 

0.36 

0.02 

0.23 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.376 

0.019 

0.357 

0.303 

85.03 

Semi Critical 

Barwan 

0818000202276700 

0.12 

0.31 

(33.55) 

0.25 

0.01 

0.26 

0.02 

0.15 

0.04 

- 

- 

- 

0.013 

0.013 

0.055 

0.314 

0.016 

0.298 

0.093 

31.35 

Safe 

Basan 

0818000302290400 

0.10 

0.00 

3,137.10 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.002 

0.000 

0.002 

0.047 

2,093.61 

Over Exploited 

Bhati Khera 

0817000402162700 

0.15 

0.11 

837,290.68 

0.14 

- 

0.14 

0.03 

0.20 

0.02 

- 

- 

- 

- 

- 

0.023 

0.160 

0.008 

0.152 

0.081 

53.31 

Safe 

Bhavrani 

0818000202281000 

0.12 

0.37 

142.32 

0.45 

0.01 

0.45 

0.01 

0.14 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.469 

0.023 

0.446 

0.252 

56.54 

Safe 

Bhilon Ki Dhani Mangla 

0817000402162300 

0.15 

0.01 

2,818.82 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.002 

0.013 

0.001 

0.013 

0.008 

60.87 

Safe 



0.22 

0.10 

854.14 

0.12 

- 

0.12 

0.02 

0.10 

0.02 

- 

- 

- 

- 

- 

0.019 

0.135 

0.007 

0.128 

0.020 

15.78 

Safe 



0.15 

0.04 

########## 

0.05 

- 

0.05 

0.02 

0.09 

0.01 

- 

- 

- 

- 

- 

0.008 

0.057 

0.003 

0.054 

0.018 

34.17 

Safe 

Bhooti 

0817000402166800 

0.15 

0.30 

121.56 

0.36 

- 

0.36 

0.04 

0.28 

0.06 

- 

- 

- 

- 

- 

0.058 

0.418 

0.021 

0.397 

0.034 

8.69 

Safe 



0.15 

0.00 

1,862.40 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.004 

77.89 

Semi Critical 

Bijaliya 

0817000402166500 

0.15 

0.30 

244,061.03 

0.36 

0.01 

0.37 

0.05 

0.33 

0.05 

0.0200 

- 

- 

- 

0.020 

0.067 

0.433 

0.022 

0.411 

0.641 

155.79 

Over Exploited 

Bokra 

0818000202285000 

0.14 

0.34 

(38.99) 

0.27 

0.01 

0.28 

0.03 

0.30 

- 

- 

- 

- 

0.009 

0.010 

0.010 

0.291 

0.015 

0.276 

0.158 

57.26 

Safe 

Cheeyali 

0817000402168600 

0.15 

0.06 

281.58 

0.08 

- 

0.08 

0.02 

0.16 

0.01 

- 

- 

- 

- 

- 

0.011 

0.088 

0.004 

0.084 

0.013 

15.05 

Safe 



0.15 

0.07 

264.81 

0.08 

- 

0.08 

0.02 

0.17 

0.01 

- 

- 

- 

- 

- 

0.012 

0.096 

0.005 

0.092 

0.013 

14.38 

Safe 

Chhangari 

0818000202281700 

0.12 

0.16 

68.85 

0.19 

0.00 

0.20 

0.02 

0.21 

0.02 

- 

- 

- 

0.005 

0.005 

0.023 

0.221 

0.011 

0.210 

0.034 

16.09 

Safe 

Dabli 

0817000402169000 

0.15 

0.00 

1,483.50 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.005 

0.005 

90.88 

Critical 



0.15 

0.05 

392.71 

0.06 

- 

0.06 

0.01 

0.09 

0.01 

- 

- 

- 

- 

- 

0.006 

0.063 

0.003 

0.060 

0.016 

27.43 

Safe 

Dantala 

0817000402162800 

0.15 

0.21 

########## 

0.25 

- 

0.25 

0.04 

0.35 

0.03 

- 

- 

- 

- 

- 

0.028 

0.275 

0.014 

0.261 

0.158 

60.45 

Safe 

Darbala 

0817000402165700 

0.15 

0.04 

########## 

0.05 

- 

0.05 

0.01 

0.14 

0.01 

- 

- 

- 

- 

- 

0.005 

0.059 

0.003 

0.056 

0.194 

347.37 

Over Exploited 

Debawas 

0818000202281400 

0.14 

1.70 

0.55 

1.71 

0.02 

1.72 

0.04 

0.39 

- 

- 

- 

- 

0.028 

0.029 

0.029 

1.753 

0.088 

1.665 

0.174 

10.47 

Safe 

Dechhoo 

0818000202285300 

0.14 

0.00 

5,026.31 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.007 

9,037.98 

Over Exploited 



0.16 

0.00 

4,262.55 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.012 

4,890.93 

Over Exploited 

Deoki 

0818000202284800 

0.14 

0.41 

(70.25) 

0.33 

0.01 

0.33 

0.04 

0.40 

- 

- 

- 

- 

0.014 

0.014 

0.014 

0.349 

0.017 

0.332 

0.051 

15.50 

Safe 

Deora 

0817000402162400 

0.15 

0.09 

########## 

0.11 

- 

0.11 

0.02 

0.15 

0.02 

- 

- 

- 

- 

- 

0.018 

0.127 

0.006 

0.121 

0.114 

94.72 

Critical 



0.15 

0.13 

39,015.62 

0.16 

- 

0.16 

0.03 

0.15 

0.03 

- 

- 

- 

- 

- 

0.026 

0.183 

0.009 

0.173 

0.054 

30.86 

Safe 

Dev Nagar 

0817000402168100 

0.15 

0.72 

64.28 

0.86 

0.00 

0.87 

0.04 

0.30 

0.11 

- 

- 

- 

0.005 

0.005 

0.114 

0.981 

0.049 

0.932 

0.074 

7.99 

Safe 

Dewandi 

0817000402163000 

0.15 

0.96 

########## 

1.15 

- 

1.15 

0.04 

0.34 

0.14 

0.0100 

- 

- 

- 

0.010 

0.145 

1.293 

0.065 

1.229 

0.321 

26.13 

Safe 

Dheeran 

0817000402165600 

0.15 

0.51 

########## 

0.62 

0.02 

0.64 

0.04 

0.32 

0.07 

0.0600 

- 

- 

- 

0.060 

0.125 

0.763 

0.038 

0.725 

1.734 

239.18 

Over Exploited 

Durgapura 

0817000402162500 

0.15 

0.32 

59,156.62 

0.38 

- 

0.38 

0.05 

0.30 

0.06 

- 

- 

- 

- 

- 

0.063 

0.442 

0.022 

0.420 

0.094 

22.46 

Safe 



0.15 

0.00 

131,166.70 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Ghana 

0818000202276800 

0.12 

0.00 

2,949.60 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.009 

9,358.39 

Over Exploited 



0.12 

0.00 

1,621.49 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

524.65 

Over Exploited 

Goliya Chaudhariyan 

0817000402168500 

0.15 

0.09 

234.49 

0.11 

0.00 

0.11 

0.02 

0.14 

0.01 

- 

- 

- 

0.003 

0.003 

0.016 

0.131 

0.007 

0.124 

0.020 

16.13 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Goongrot 

081700040216360C 

60.188 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.887 

0.19 

0.080 

0.10 

0.00 

0.00 

0.00 

0.00 

0.30 

0.15 

0.34 

0.051 

0.07 

0.14 


Hanwant Garh 

081800020228490C 

2.304 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.304 

2.00 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.23 

0.00 

0.011 

0.37 

0.44 


Harmalpur 

081700040215890C 

6.751 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.339 

-0.62 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.03 







Non-command 

Older Alluvium 

1.058 

-0.62 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.004 

0.05 

0.10 


Hemawas 

081700040216510C 

14.320 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.110 

0.03 

0.080 

0.17 

0.00 

0.00 

0.00 

0.00 

0.21 

0.10 

0.63 

0.052 

0.29 

0.57 


Jalampura 

0817000402169200 

9.757 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.186 

1.12 

0.080 

0.01 

0.00 

0.00 

0.00 

0.01 

0.47 

0.33 

0.00 

0.021 

0.16 

0.22 


Jinpur 

0817000402165200 

9.523 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.966 

0.89 

0.080 

0.24 

0.01 

0.00 

0.00 

0.00 

0.80 

0.41 

0.93 

0.032 

0.26 

0.51 


Kamba 

0818000202284300 

28.096 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.720 

0.23 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.003 

0.01 

0.01 


Kamon Ka Bara 

0817000402167100 

13.147 

Saline 

Non-command 

Non-command 

Older Alluvium 

13.046 

1.98 

0.080 

0.02 

0.00 

0.00 

0.00 

0.02 

2.06 

1.49 

0.00 

0.052 

0.28 

0.38 


Karmawas 

0817000402161900 

18.331 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.563 

2.53 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.74 

0.57 

0.06 

0.014 

0.05 

0.07 







Non-command 

Younger Alluvium 

5.495 

2.53 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

1.42 

1.09 

0.13 

0.022 

0.08 

0.10 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.750 

2.53 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.12 

0.00 

0.003 

0.01 

0.01 


Kathari 

0817000402165900 

37.865 

Fresh 

Non-command 

Non-command 

Older Alluvium 

31.432 

1.20 

0.080 

0.39 

0.02 

0.00 

0.00 

0.00 

3.40 

2.41 

1.40 

0.125 

0.29 

0.41 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

1.20 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khakharlri 

0817000402159100 

4.396 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.989 

1.36 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.49 

0.31 

0.23 

0.016 

0.25 

0.41 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.407 

1.36 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.002 

0.03 

0.04 


Khandap 

0817000402169100 

16.054 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.510 

0.87 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.002 

0.01 

0.01 


Khera Khindawara 

0817000402159300 

10.711 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.074 

1.27 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.42 

0.27 

0.02 

0.016 

0.10 

0.16 


Khera Sujer 

0817000402166700 

4.833 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.833 

1.00 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.40 

0.31 

0.00 

0.019 

0.26 

0.33 


Khetasar 

0817000402163100 

4.382 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.382 

1.89 

0.080 

0.10 

0.00 

0.00 

0.00 

0.01 

0.75 

0.36 

0.40 

0.017 

0.31 

0.65 


Kotra 

0818000202281800 

11.338 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.040 

0.50 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kumahroon Ki Dhani 

0817000402165800 

14.425 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.264 

1.80 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

1.28 

0.77 

0.36 

0.033 

0.19 

0.31 


Kumpawas 

0817000402159400 

16.612 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.170 

1.42 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.00 

0.00 


Kundal 

0817000402163800 

32.757 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.395 

-0.49 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.00 

0.01 







Non-command 

Older Alluvium 

3.216 

-0.49 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.013 

0.03 

0.06 


Kuseep 

0817000402159000 

45.051 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.260 

0.99 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.005 

0.01 

0.02 







Non-command 

Older Alluvium 

24.243 

0.99 

0.080 

0.14 

0.01 

0.00 

0.00 

0.00 

2.04 

1.07 

0.46 

0.097 

0.16 

0.30 





Saline 

Non-command 

Non-command 

Older Alluvium 

6.793 

0.99 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.55 

0.29 

0.04 

0.027 

0.04 

0.09 


Loodrara 

0817000402166300 

19.396 

Fresh 

Non-command 

Non-command 

Older Alluvium 

17.313 

1.98 

0.080 

0.18 

0.01 

0.00 

0.00 

0.00 

2.91 

1.43 

0.61 

0.069 

0.28 

0.57 


Majal 

0817000402168000 

31.283 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.180 

0.61 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.005 

0.01 

0.01 


Mangi 

0817000402165300 

17.391 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.570 

1.31 

0.080 

0.23 

0.01 

0.00 

0.00 

0.00 

1.74 

0.90 

0.86 

0.058 

0.27 

0.51 


Mangla 

0817000402162200 

11.579 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.374 

3.18 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.77 

0.64 

0.08 

0.009 

0.05 

0.06 


Mawri 

0817000402163200 

15.563 

Fresh 

Non-command 

Non-command 

Older Alluvium 

15.563 

1.98 

0.080 

0.10 

0.00 

0.00 

0.00 

0.00 

2.57 

1.23 

0.32 

0.062 

0.31 

0.65 


Maylawas 

0817000402166100 

18.400 

Fresh 

Non-command 

Non-command 

Older Alluvium 

18.329 

1.70 

0.080 

0.15 

0.00 

0.00 

0.00 

0.00 

2.64 

1.43 

0.53 

0.073 

0.31 

0.58 


Meethri 

0818000202284700 

16.863 

Saline 

Non-command 

Non-command 

Older Alluvium 

13.781 

-0.85 

0.060 

0.05 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.13 

0.068 

0.29 

0.32 







Non-command 

Younger Alluvium 

0.240 

-0.85 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Meli 

0817000402162600 

22.496 

Fresh 

Non-command 

Non-command 

Older Alluvium 

16.653 

1.38 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

1.92 

1.45 

0.24 

0.066 

0.19 

0.25 





Saline 

Non-command 

Non-command 

Older Alluvium 

5.843 

1.38 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.65 

0.50 

0.02 

0.023 

0.07 

0.09 


Mokalsar 

0817000402166200 

28.743 

Fresh 

Non-command 

Non-command 

Older Alluvium 

28.742 

1.39 

0.080 

0.13 

0.00 

0.00 

0.00 

0.00 

3.33 

2.15 

0.38 

0.115 

0.33 

0.51 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

1.39 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Motisara 

0817000402168800 

20.062 

Fresh 

Non-command 

Non-command 

Older Alluvium 

19.909 

0.88 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

1.43 

0.94 

0.00 

0.079 

0.31 

0.47 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.153 

0.88 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.00 

0.00 


Mubari 

0817000402164900 

24.537 

Fresh 

Non-command 

Non-command 

Jalore Granite 

4.242 

0.45 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.06 

0.017 

0.05 

0.10 







Non-command 

Older Alluvium 

6.070 

0.45 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.26 

0.14 

0.11 

0.024 

0.08 

0.14 


Nai Khakharlai 

0817000402159200 

4.960 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.878 

1.37 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.61 

0.37 

0.24 

0.019 

0.27 

0.45 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.082 

1.37 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.01 


Narsana 

0818000302291600 

12.424 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.681 

0.62 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.15 

0.00 

0.025 

0.14 

0.17 


Nimbeshwar 

0817000402163300 

3.159 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.159 

1.84 

0.080 

0.14 

0.01 

0.00 

0.00 

0.01 

0.59 

0.28 

0.54 

0.013 

0.31 

0.66 


Odwara 

0818000202281300 

19.969 

Saline 

Non-command 

Non-command 

Older Alluvium 

19.969 

0.35 

0.060 

0.03 

0.00 

0.00 

0.00 

0.02 

0.43 

0.34 

0.00 

0.098 

0.37 

0.46 


Padardi Kalan 

0817000402158800 

19.565 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.419 

1.06 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.00 

0.006 

0.02 

0.05 







Non-command 

Older Alluvium 

18.118 

1.06 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

1.61 

0.78 

0.17 

0.072 

0.29 

0.60 


Panwa 

0818000202281200 

10.852 

Saline 

Non-command 

Non-command 

Older Alluvium 

10.852 

0.74 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.50 

0.40 

0.00 

0.054 

0.37 

0.46 


Pariharon Ki Dhani 

0817000402164700 

40.374 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.953 

0.06 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.004 

0.01 

0.01 







Non-command 

Older Alluvium 

0.400 

0.06 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.00 

0.01 


Peeploon 

0817000402163500 

24.131 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.216 

-1.13 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.00 

0.01 


Phoolan 

0817000402166600 

13.248 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.248 

1.08 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

1.21 

0.91 

0.23 

0.053 

0.26 

0.34 


Raithal 

0818000202281100 

61.668 

Saline 

Non-command 

Non-command 

Older Alluvium 

53.822 

0.82 

0.060 

0.07 

0.00 

0.00 

0.00 

0.03 

2.68 

2.12 

0.01 

0.191 

0.32 

0.40 


Rakhi 

0817000402168700 

44.370 

Fresh 

Non-command 

Non-command 

Older Alluvium 

42.809 

0.76 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

2.69 

1.85 

0.09 

0.171 

0.27 

0.39 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.440 

0.76 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.00 

0.006 

0.01 

0.01 


Ramniya 

0817000402166000 

30.296 

Fresh 

Non-command 

Non-command 

Older Alluvium 

27.040 

1.62 

0.080 

0.23 

0.01 

0.00 

0.00 

0.00 

3.73 

2.17 

0.80 

0.108 

0.29 

0.50 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

1.62 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ratri 

0817000402168300 

28.377 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.160 

0.53 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.00 

0.00 


Rojiyon Ki Dhani 

0817000402168900 

12.198 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.867 

1.03 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.66 

0.48 

0.00 

0.031 

0.22 

0.30 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.129 

1.03 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.00 

0.005 

0.03 

0.04 


Samooja 

0818000202284500 

23.280 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.685 

0.50 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.13 

0.10 

0.018 

0.06 

0.06 







Non-command 

Younger Alluvium 

0.895 

0.50 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.04 

0.004 

0.01 

0.01 


Sanwarda 

0817000402166900 

18.292 

Fresh 

Non-command 

Non-command 

Older Alluvium 

17.140 

1.80 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

2.49 

1.86 

0.00 

0.068 

0.25 

0.33 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.152 

1.80 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.12 

0.00 

0.005 

0.02 

0.02 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Goongrot 

0817000402163600 

0.15 

0.07 

407,761.51 

0.08 

- 

0.08 

0.01 

0.08 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.104 

0.005 

0.099 

0.386 

391.57 

Over Exploited 

Hanwant Garh 

0818000202284900 

0.14 

0.12 

93.32 

0.14 

- 

0.14 

0.04 

0.41 

- 

- 

- 

- 

- 

- 

- 

0.142 

0.007 

0.135 

0.011 

8.44 

Safe 

Harmalpur 

0817000402158900 

0.11 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

381.99 

Over Exploited 



0.15 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.001 

0.008 

0.032 

406.87 

Over Exploited 

Hemawas 

0817000402165100 

0.15 

0.26 

73.61 

0.21 

- 

0.21 

0.04 

0.32 

0.03 

0.0200 

- 

- 

- 

0.020 

0.053 

0.259 

0.013 

0.246 

0.682 

277.09 

Over Exploited 

Jalampura 

0817000402169200 

0.15 

0.12 

167.83 

0.15 

0.01 

0.15 

0.02 

0.18 

0.02 

- 

- 

- 

0.010 

0.010 

0.029 

0.183 

0.009 

0.173 

0.021 

11.94 

Safe 

Jinpur 

0817000402165200 

0.15 

0.22 

197,719.61 

0.27 

0.01 

0.28 

0.03 

0.30 

0.03 

0.0300 

- 

- 

- 

0.030 

0.059 

0.337 

0.017 

0.320 

0.961 

300.13 

Over Exploited 

Kamba 

0818000202284300 

0.12 

0.00 

990.12 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.003 

0.000 

0.003 

0.003 

94.48 

Critical 

Kamon Ka Bara 

0817000402167100 

0.15 

0.54 

175.66 

0.65 

0.02 

0.66 

0.05 

0.32 

0.09 

- 

- 

- 

0.026 

0.026 

0.116 

0.781 

0.039 

0.742 

0.052 

7.02 

Safe 

Karmawas 

0817000402161900 

0.15 

0.03 

2,027.36 

0.03 

- 

0.03 

0.01 

0.06 

0.01 

0.0100 

- 

- 

- 

0.010 

0.015 

0.047 

0.002 

0.045 

0.074 

165.22 

Over Exploited 



0.22 

0.09 

1,068.40 

0.11 

0.01 

0.12 

0.01 

0.09 

0.02 

0.0200 

- 

- 

- 

0.020 

0.038 

0.160 

0.008 

0.152 

0.156 

102.54 

Over Exploited 



0.15 

0.00 

9,732.71 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.007 

445.42 

Over Exploited 

Kathari 

0817000402165900 

0.15 

1.34 

729,918.87 

1.61 

0.02 

1.63 

0.03 

0.32 

0.15 

0.0500 

- 

- 

- 

0.050 

0.200 

1.834 

0.092 

1.742 

1.525 

87.57 

Semi Critical 



0.15 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khakharlri 

0817000402159100 

0.15 

0.15 

102.72 

0.18 

- 

0.18 

0.04 

0.29 

0.03 

0.0100 

- 

- 

- 

0.010 

0.035 

0.216 

0.011 

0.205 

0.246 

119.95 

Over Exploited 



0.15 

0.00 

1,644.77 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.006 

276.74 

Over Exploited 

Khandap 

0817000402169100 

0.15 

0.00 

3,101.38 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

197.37 

Over Exploited 

Khera Khindawara 

0817000402159300 

0.15 

0.03 

########## 

0.04 

- 

0.04 

0.02 

0.12 

0.01 

- 

- 

- 

- 

- 

0.006 

0.047 

0.002 

0.045 

0.031 

69.96 

Safe 

Khera Sujer 

0817000402166700 

0.15 

0.17 

103,720.92 

0.20 

- 

0.20 

0.05 

0.31 

0.03 

- 

- 

- 

- 

- 

0.032 

0.233 

0.012 

0.221 

0.019 

8.73 

Safe 

Khetasar 

0817000402163100 

0.15 

0.21 

75.58 

0.25 

0.01 

0.26 

0.04 

0.35 

0.03 

0.0100 

- 

- 

0.014 

0.024 

0.050 

0.307 

0.015 

0.291 

0.413 

141.96 

Over Exploited 

Kotra 

0818000202281800 

0.12 

0.00 

17,859.89 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kumahroon Ki Dhani 

0817000402165800 

0.15 

0.09 

########## 

0.11 

- 

0.11 

0.02 

0.21 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.127 

0.006 

0.120 

0.392 

325.78 

Over Exploited 

Kumpawas 

0817000402159400 

0.15 

0.00 

357,099.28 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Kundal 

0817000402163800 

0.11 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.010 

11,487.62 

Over Exploited 



0.15 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.001 

0.007 

0.125 

1,684.78 

Over Exploited 

Kuseep 

0817000402159000 

0.11 

0.00 

879,814.28 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.013 

2,116.71 

Over Exploited 



0.15 

0.53 

########## 

0.64 

0.01 

0.65 

0.02 

0.18 

0.08 

0.0200 

- 

- 

- 

0.020 

0.097 

0.748 

0.037 

0.710 

0.552 

77.66 

Semi Critical 



0.15 

0.03 

########## 

0.03 

- 

0.03 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.004 

0.038 

0.002 

0.037 

0.064 

175.31 

Over Exploited 

Loodrara 

0817000402166300 

0.15 

0.39 

########## 

0.47 

0.01 

0.48 

0.04 

0.31 

0.05 

0.0300 

- 

- 

- 

0.030 

0.081 

0.564 

0.028 

0.536 

0.682 

127.21 

Over Exploited 

Majal 

0817000402168000 

0.15 

0.00 

2,118.91 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.009 

363.03 

Over Exploited 

Mangi 

0817000402165300 

0.15 

0.26 

########## 

0.31 

0.01 

0.32 

0.03 

0.30 

0.03 

0.0300 

- 

- 

- 

0.030 

0.063 

0.381 

0.019 

0.362 

0.920 

254.28 

Over Exploited 

Mangla 

0817000402162200 

0.22 

0.03 

802,261.53 

0.03 

- 

0.03 

0.01 

0.06 

0.01 

- 

- 

- 

- 

- 

0.005 

0.038 

0.002 

0.036 

0.091 

256.51 

Over Exploited 

Mawri 

0817000402163200 

0.15 

0.73 

45,111.69 

0.87 

- 

0.87 

0.04 

0.35 

0.09 

0.0100 

- 

- 

- 

0.010 

0.103 

0.976 

0.049 

0.927 

0.380 

40.99 

Safe 

Maylawas 

0817000402166100 

0.15 

0.40 

########## 

0.48 

- 

0.48 

0.04 

0.35 

0.05 

0.0200 

- 

- 

- 

0.020 

0.073 

0.556 

0.028 

0.528 

0.603 

114.28 

Over Exploited 

Meethri 

0818000202284700 

0.14 

0.56 

- 

0.56 

0.01 

0.57 

0.03 

0.33 

0.06 

- 

- 

- 

0.010 

0.010 

0.074 

0.645 

0.064 

0.580 

0.193 

33.24 

Safe 



0.16 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

603.98 

Over Exploited 

Meli 

0817000402162600 

0.15 

0.48 

########## 

0.57 

- 

0.57 

0.04 

0.23 

0.09 

0.0100 

- 

- 

- 

0.010 

0.102 

0.674 

0.034 

0.641 

0.308 

48.16 

Safe 



0.15 

0.06 

########## 

0.07 

- 

0.07 

0.01 

0.08 

0.01 

- 

- 

- 

- 

- 

0.011 

0.082 

0.004 

0.078 

0.045 

58.47 

Safe 

Mokalsar 

0817000402166200 

0.15 

1.37 

########## 

1.64 

- 

1.64 

0.04 

0.37 

0.17 

0.0100 

- 

- 

- 

0.010 

0.177 

1.819 

0.091 

1.728 

0.490 

28.33 

Safe 



0.15 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Motisara 

0817000402168800 

0.15 

0.92 

2.34 

0.94 

- 

0.94 

0.04 

0.35 

0.13 

- 

- 

- 

- 

- 

0.127 

1.069 

0.053 

1.015 

0.079 

7.83 

Safe 



0.15 

0.00 

12,925.12 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Mubari 

0817000402164900 

0.11 

0.02 

285,548.61 

0.03 

- 

0.03 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.003 

0.028 

0.001 

0.026 

0.075 

283.83 

Over Exploited 



0.15 

0.03 

987,431.73 

0.04 

- 

0.04 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.004 

0.042 

0.002 

0.040 

0.132 

332.76 

Over Exploited 

Nai Khakharlai 

0817000402159200 

0.15 

0.19 

9,903.80 

0.23 

- 

0.23 

0.05 

0.32 

0.03 

0.0100 

- 

- 

- 

0.010 

0.042 

0.275 

0.014 

0.261 

0.261 

100.26 

Over Exploited 



0.15 

0.00 

9,670.90 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Narsana 

0818000302291600 

0.10 

0.06 

128.32 

0.08 

- 

0.08 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.078 

0.004 

0.074 

0.025 

33.38 

Safe 

Nimbeshwar 

0817000402163300 

0.15 

0.15 

88.80 

0.18 

0.02 

0.20 

0.04 

0.35 

0.02 

0.0200 

- 

- 

0.009 

0.029 

0.048 

0.243 

0.012 

0.231 

0.548 

236.82 

Over Exploited 

Odwara 

0818000202281300 

0.14 

1.03 

(66.68) 

0.82 

0.02 

0.84 

0.04 

0.41 

- 

- 

- 

- 

0.028 

0.028 

0.028 

0.872 

0.044 

0.828 

0.098 

11.89 

Safe 

Padardi Kalan 

0817000402158800 

0.11 

0.00 

8,266.87 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.006 

193.07 

Over Exploited 



0.15 

0.78 

25,400.40 

0.77 

- 

0.77 

0.04 

0.33 

0.10 

0.0100 

- 

- 

- 

0.010 

0.110 

0.883 

0.044 

0.839 

0.238 

28.41 

Safe 

Panwa 

0818000202281200 

0.14 

0.56 

(28.58) 

0.45 

0.00 

0.45 

0.04 

0.41 

- 

- 

- 

- 

0.006 

0.007 

0.007 

0.459 

0.023 

0.436 

0.054 

12.27 

Safe 

Pariharon Ki Dhani 

0817000402164700 

0.11 

0.00 

162.93 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.026 

5,061.84 

Over Exploited 



0.15 

0.00 

4,810.18 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

957.67 

Over Exploited 

Peeploon 

0817000402163500 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.013 

18,883.09 

Over Exploited 

Phoolan 

0817000402166600 

0.15 

0.48 

########## 

0.58 

- 

0.58 

0.05 

0.31 

0.09 

0.0100 

- 

- 

- 

0.010 

0.102 

0.679 

0.034 

0.645 

0.281 

43.54 

Safe 

Raithal 

0818000202281100 

0.12 

2.05 

2.94 

2.12 

0.03 

2.15 

0.03 

0.35 

- 

- 

- 

- 

0.049 

0.049 

0.049 

2.196 

0.110 

2.086 

0.202 

9.71 

Safe 

Rakhi 

0817000402168700 

0.15 

1.60 

########## 

1.79 

- 

1.79 

0.05 

0.31 

0.27 

- 

- 

- 

- 

- 

0.271 

2.063 

0.103 

1.960 

0.262 

13.36 

Safe 



0.15 

0.00 

3,016.29 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.006 

227.69 

Over Exploited 

Ramniya 

0817000402166000 

0.15 

0.83 

########## 

0.99 

0.01 

1.00 

0.04 

0.33 

0.10 

0.0200 

- 

- 

- 

0.020 

0.121 

1.123 

0.056 

1.067 

0.907 

85.00 

Semi Critical 



0.15 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ratri 

0817000402168300 

0.15 

0.00 

11,619.63 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Rojiyon Ki Dhani 

0817000402168900 

0.15 

0.26 

84.17 

0.31 

- 

0.31 

0.03 

0.25 

0.03 

- 

- 

- 

- 

- 

0.031 

0.343 

0.017 

0.326 

0.031 

9.63 

Safe 



0.15 

0.01 

1,163.23 

0.01 

- 

0.01 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.005 

67.14 

Safe 

Samooja 

0818000202284500 

0.14 

0.03 

357.54 

0.03 

- 

0.03 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.003 

0.038 

0.002 

0.036 

0.122 

336.32 

Over Exploited 



0.16 

0.00 

2,469.30 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

0.002 

0.002 

0.003 

0.006 

0.000 

0.006 

0.047 

779.50 

Over Exploited 

Sanwarda 

0817000402166900 

0.15 

0.64 

192.42 

0.76 

- 

0.76 

0.05 

0.29 

0.12 

- 

- 

- 

- 

- 

0.117 

0.880 

0.044 

0.836 

0.068 

8.19 

Safe 



0.15 

0.00 

4,213.34 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.005 

121.77 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Sapni 

081800020228510C 

3.702 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.522 

0.28 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.01 

0.012 

0.25 

0.30 


Sarana 

0818000202281500 

25.531 

Saline 

Non-command 

Non-command 

Older Alluvium 

20.869 

1.98 

0.060 

0.08 

0.01 

0.00 

0.00 

0.01 

2.54 

2.05 

0.23 

0.074 

0.30 

0.37 


Sedariya Kupawatan 

0818000202284600 

7.327 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.365 

-0.93 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.026 

0.26 

0.28 







Non-command 

Younger Alluvium 

0.814 

-0.93 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.004 

0.04 

0.04 


Sela 

0817000402165000 

11.058 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.224 

0.75 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 







Non-command 

Older Alluvium 

8.276 

0.75 

0.080 

0.10 

0.00 

0.00 

0.00 

0.00 

0.60 

0.32 

0.39 

0.033 

0.24 

0.44 


Sewali 

0817000402167000 

17.301 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.669 

2.06 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.11 

0.80 

0.00 

0.027 

0.11 

0.15 





Saline 

Non-command 

Non-command 

Older Alluvium 

10.633 

2.06 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.77 

1.28 

0.00 

0.042 

0.17 

0.23 


Siriyadevi Nagar 

0817000402163700 

17.652 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.195 

-0.95 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.00 

0.01 


Siwana 

0817000402158700 

20.343 

Fresh 

Non-command 

Non-command 

Older Alluvium 

19.051 

1.18 

0.080 

0.43 

0.02 

0.00 

0.00 

0.00 

2.22 

1.07 

1.60 

0.076 

0.29 

0.61 


Sooili 

0817000402162000 

8.671 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.019 

2.44 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.16 

0.00 

0.004 

0.03 

0.04 







Non-command 

Younger Alluvium 

5.603 

2.44 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

1.38 

1.09 

0.02 

0.022 

0.17 

0.21 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.048 

2.44 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.32 

0.00 

0.008 

0.06 

0.08 


Telwara 

0817000402165400 

48.547 

Fresh 

Non-command 

Non-command 

Jalore Granite 

3.944 

1.55 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.09 

0.06 

0.016 

0.03 

0.04 







Non-command 

Older Alluvium 

12.398 

1.55 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

1.61 

0.98 

0.22 

0.049 

0.08 

0.14 


Thakar Khera 

0817000402168200 

22.004 

Saline 

Non-command 

Non-command 

Older Alluvium 

10.893 

0.65 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.58 

0.42 

0.04 

0.043 

0.14 

0.20 


Thanmata Hinglaj 

0817000402158600 

11.474 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.481 

-0.81 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.04 

0.08 







Non-command 

Older Alluvium 

0.267 

-0.81 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Tirgati 

0817000402161800 

12.482 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.218 

2.81 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.63 

1.22 

0.00 

0.029 

0.15 

0.20 







Non-command 

Younger Alluvium 

1.155 

2.81 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.24 

0.00 

0.005 

0.02 

0.03 


Vedia 

0818000202281600 

19.909 

Saline 

Non-command 

Non-command 

Older Alluvium 

11.910 

2.22 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

1.61 

1.37 

0.08 

0.042 

0.22 

0.26 

11008067 

Arthnari 

0817000402168400 

23.758 

Saline 

Non-command 

Non-command 

Older Alluvium 

11.076 

1.00 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.89 

0.65 

0.00 

0.044 

0.14 

0.20 


Bala 

0818000202278100 

54.289 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.329 

-1.09 

0.060 

0.06 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.001 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

50.449 

-1.09 

0.060 

0.09 

0.00 

0.00 

0.00 

0.43 

0.00 

0.00 

0.13 

0.179 

0.33 

0.41 


Bankli 

0818000202277200 

32.250 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.366 

0.83 

0.060 

0.04 

0.01 

0.00 

0.00 

0.00 

0.25 

0.20 

0.14 

0.016 

0.05 

0.06 


Baori 

0818000202280800 

15.249 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.077 

1.45 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Barwan 

0818000202276700 

43.354 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.398 

0.23 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.01 

0.019 

0.04 

0.05 






Bankli Bundh 

Command 

Older Alluvium 

0.710 

0.23 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.05 

0.003 

0.01 

0.01 


Beejli 

0818000202277700 

21.378 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.899 

0.57 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.13 

0.00 

0.017 

0.07 

0.10 





Saline 

Non-command 

Non-command 

Older Alluvium 

7.164 

0.57 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.25 

0.19 

0.00 

0.025 

0.11 

0.14 






Bankli Bundh 

Command 

Older Alluvium 

9.315 

0.57 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.32 

0.25 

0.00 

0.033 

0.14 

0.19 


Bhadrajoon 

0818000202278500 

41.771 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.128 

1.84 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.13 

0.13 

0.004 

0.01 

0.01 


Bhavrani 

0818000202281000 

65.785 

Saline 

Non-command 

Non-command 

Older Alluvium 

13.133 

0.75 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.63 

0.50 

0.09 

0.047 

0.07 

0.09 


Bhorda 

0818000202277800 

36.575 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.959 

0.06 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.032 

0.08 

0.11 





Saline 

Non-command 

Non-command 

Older Alluvium 

26.970 

0.06 

0.060 

0.03 

0.00 

0.00 

0.00 

0.28 

-0.16 

-0.13 

0.00 

0.096 

0.25 

0.32 






Bankli Bundh 

Command 

Older Alluvium 

0.646 

0.06 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.01 


Dabli 

0817000402169000 

17.125 

Saline 

Non-command 

Non-command 

Older Alluvium 

11.769 

0.97 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.93 

0.66 

0.00 

0.047 

0.22 

0.31 


Dev Nagar 

0817000402168100 

21.241 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.593 

1.09 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.16 

0.00 

0.010 

0.04 

0.05 


Ghana 

0818000202276800 

31.493 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.665 

0.20 

0.060 

0.04 

0.00 

0.00 

0.00 

0.01 

0.06 

0.04 

0.13 

0.009 

0.03 

0.04 






Bankli Bundh 

Command 

Older Alluvium 

0.405 

0.20 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.13 

0.001 

0.00 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.257 

0.20 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.00 

0.00 






Bankli Bundh 

Command 

Older Alluvium 

19.920 

0.20 

0.060 

0.04 

0.00 

0.00 

0.00 

0.01 

0.27 

0.21 

0.05 

0.071 

0.20 

0.27 


Goindla 

0818000202277500 

15.891 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.329 

1.77 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.22 

0.04 

0.008 

0.05 

0.06 


Goliya Chaudhariyan 

0817000402168500 

12.487 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.473 

1.06 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.64 

0.46 

0.00 

0.030 

0.19 

0.26 


Jalampura 

0817000402169200 

9.757 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.571 

1.12 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.42 

0.29 

0.00 

0.018 

0.14 

0.20 


Kalora Padar 

0818000202278200 

2.666 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.666 

-0.96 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.009 

0.36 

0.44 


Khandap 

0817000402169100 

16.054 

Saline 

Non-command 

Non-command 

Older Alluvium 

15.528 

0.87 

0.080 

0.02 

0.00 

0.00 

0.00 

0.01 

1.08 

0.81 

0.00 

0.062 

0.33 

0.44 


Korana 

0818000202278400 

15.852 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.728 

-0.42 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.010 

0.06 

0.07 


Motisari 

0818000202278000 

3.065 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.065 

-0.91 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.011 

0.35 

0.45 


Neelkanth 

0818000202277900 

13.877 

Saline 

Non-command 

Non-command 

Older Alluvium 

13.877 

-0.16 

0.060 

0.02 

0.00 

0.00 

0.00 

0.13 

0.00 

0.00 

0.00 

0.049 

0.34 

0.44 


Nosra 

0818000202280500 

31.414 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.347 

0.53 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.13 

0.03 

0.015 

0.05 

0.06 


Raithal 

0818000202281100 

61.668 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.553 

0.82 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.002 

0.00 

0.00 


Rakhi 

0817000402168700 

44.370 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.005 

0.76 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.116 

0.76 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 


Rama 

0818000202277600 

46.638 

Fresh 

Non-command 

Non-command 

Older Alluvium 

45.326 

1.13 

0.060 

0.46 

0.02 

0.00 

0.00 

0.03 

3.47 

2.83 

1.63 

0.161 

0.33 

0.41 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.160 

1.13 

0.060 

0.22 

0.01 

0.00 

0.00 

0.00 

0.29 

0.23 

0.88 

0.004 

0.01 

0.01 


Ratanara 

0818000202277000 

5.078 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.016 

0.78 

0.060 

0.05 

0.01 

0.00 

0.00 

0.01 

0.27 

0.21 

0.17 

0.018 

0.33 

0.42 


Ratri 

0817000402168300 

28.377 

Saline 

Non-command 

Non-command 

Older Alluvium 

28.166 

0.53 

0.080 

0.04 

0.00 

0.00 

0.00 

0.02 

1.20 

0.88 

0.00 

0.112 

0.31 

0.42 






Bankli Bundh 

Command 

Older Alluvium 

0.051 

0.53 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rawra Kalan 

0818000202276900 

11.548 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.882 

0.31 

0.060 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.04 

0.15 

0.003 

0.02 

0.03 






Bankli Bundh 

Command 

Older Alluvium 

0.036 

0.31 

0.060 

0.05 

0.01 

0.00 

0.00 

0.00 

0.04 

0.03 

0.20 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.472 

0.31 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.002 

0.01 

0.02 






Bankli Bundh 

Command 

Older Alluvium 

1.023 

0.31 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.004 

0.03 

0.04 


Rojiyon Ki Dhani 

0817000402168900 

12.198 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.061 

1.03 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 


Sandan 

0818000202280900 

8.045 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.928 

0.13 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.00 

0.018 

0.22 

0.28 


Sarwari 

0817000402169300 

35.053 

Saline 

Non-command 

Non-command 

Older Alluvium 

34.895 

0.01 

0.080 

0.05 

0.00 

0.00 

0.00 

0.05 

0.03 

0.03 

0.00 

0.139 

0.34 

0.45 


Selri 

0818000202277300 

24.816 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.940 

2.10 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.53 

0.44 

0.10 

0.014 

0.05 

0.07 


Sugaliya Jodha 

0818000202278300 

10.269 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.001 

-0.52 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Sapni 

0818000202285100 

0.14 

0.09 

(51.53) 

0.07 

0.00 

0.07 

0.03 

0.28 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.073 

0.004 

0.070 

0.018 

26.41 

Safe 

Sarana 

0818000202281500 

0.12 

0.75 

171.88 

0.90 

0.02 

0.93 

0.03 

0.33 

- 

0.0300 

- 

- 

0.022 

0.052 

0.052 

0.980 

0.049 

0.931 

0.306 

32.90 

Safe 

Sedariya Kupawatan 

0818000202284600 

0.14 

0.20 

- 

0.20 

0.00 

0.20 

0.03 

0.29 

0.02 

- 

- 

- 

0.003 

0.003 

0.025 

0.223 

0.022 

0.201 

0.076 

38.09 

Safe 



0.16 

0.01 

- 

0.01 

0.00 

0.01 

0.00 

0.04 

0.00 

- 

- 

- 

0.001 

0.001 

0.002 

0.007 

0.001 

0.007 

0.015 

224.76 

Over Exploited 

Sela 

0817000402165000 

0.11 

0.00 

113,494.29 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.009 

4,672.74 

Over Exploited 



0.15 

0.14 

########## 

0.17 

- 

0.17 

0.03 

0.27 

0.02 

0.0100 

- 

- 

- 

0.010 

0.028 

0.196 

0.010 

0.186 

0.421 

225.94 

Over Exploited 

Sewali 

0817000402167000 

0.15 

0.11 

654.98 

0.13 

- 

0.13 

0.02 

0.12 

0.02 

- 

- 

- 

- 

- 

0.018 

0.146 

0.007 

0.138 

0.027 

19.25 

Safe 



0.15 

0.27 

371.97 

0.32 

- 

0.32 

0.03 

0.20 

0.05 

- 

- 

- 

- 

- 

0.046 

0.370 

0.019 

0.352 

0.042 

12.07 

Safe 

Siriyadevi Nagar 

0817000402163700 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.013 

16,945.55 

Over Exploited 

Siwana 

0817000402158700 

0.15 

0.80 

679,406.92 

0.96 

0.02 

0.98 

0.04 

0.33 

0.10 

0.0600 

- 

- 

- 

0.060 

0.162 

1.140 

0.057 

1.083 

1.672 

154.33 

Over Exploited 

Sooili 

0817000402162000 

0.15 

0.00 

3,312.87 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.004 

66.84 

Safe 



0.22 

0.20 

432.56 

0.24 

- 

0.24 

0.03 

0.20 

0.04 

- 

- 

- 

- 

- 

0.040 

0.284 

0.014 

0.270 

0.041 

15.32 

Safe 



0.15 

0.02 

1,597.11 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.004 

0.026 

0.001 

0.025 

0.008 

33.24 

Safe 

Telwara 

0817000402165400 

0.11 

0.01 

########## 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.007 

0.074 

1,033.48 

Over Exploited 



0.15 

0.09 

########## 

0.11 

- 

0.11 

0.01 

0.09 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.126 

0.006 

0.120 

0.270 

226.13 

Over Exploited 

Thakar Khera 

0817000402168200 

0.15 

0.23 

79.96 

0.28 

0.00 

0.28 

0.02 

0.16 

0.04 

- 

- 

- 

0.002 

0.002 

0.038 

0.319 

0.016 

0.303 

0.079 

26.20 

Safe 

Thanmata Hinglaj 

0817000402158600 

0.11 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.006 

187.89 

Over Exploited 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

431.86 

Over Exploited 

Tirgati 

0817000402161800 

0.15 

0.16 

640.86 

0.20 

0.00 

0.20 

0.03 

0.18 

0.03 

- 

- 

- 

0.004 

0.004 

0.034 

0.235 

0.012 

0.223 

0.029 

12.92 

Safe 



0.22 

0.01 

3,813.20 

0.01 

0.00 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

0.002 

0.002 

0.003 

0.012 

0.001 

0.011 

0.005 

41.37 

Safe 

Vedia 

0818000202281600 

0.12 

0.31 

341.30 

0.37 

0.00 

0.37 

0.02 

0.24 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.386 

0.019 

0.367 

0.119 

32.55 

Safe 

Arthnari 

0817000402168400 

0.15 

0.24 

172.47 

0.28 

0.00 

0.29 

0.02 

0.16 

0.03 

- 

- 

- 

0.007 

0.007 

0.041 

0.331 

0.017 

0.314 

0.044 

14.08 

Safe 

Bala 

0818000202278100 

0.12 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.0300 

- 

- 

- 

0.030 

0.030 

0.040 

0.004 

0.036 

0.246 

682.20 

Over Exploited 



0.12 

1.99 

- 

1.99 

0.43 

2.41 

0.04 

0.36 

0.22 

0.0100 

- 

- 

0.643 

0.653 

0.877 

3.291 

0.329 

2.962 

0.312 

10.55 

Safe 

Bankli 

0818000202277200 

0.12 

0.02 

744.97 

0.03 

0.01 

0.04 

0.01 

0.05 

0.00 

0.0300 

- 

- 

0.001 

0.031 

0.033 

0.072 

0.004 

0.069 

0.154 

223.79 

Over Exploited 

Baori 

0818000202280800 

0.12 

0.00 

31,933.90 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Barwan 

0818000202276700 

0.12 

0.02 

139.54 

0.03 

0.00 

0.03 

0.01 

0.04 

0.00 

- 

- 

- 

0.004 

0.004 

0.008 

0.040 

0.002 

0.038 

0.027 

71.12 

Semi Critical 



0.12 

0.00 

3,205.47 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.012 

0.001 

0.011 

0.053 

463.49 

Over Exploited 

Beejli 

0818000202277700 

0.12 

0.04 

202.91 

0.05 

0.00 

0.06 

0.01 

0.08 

0.01 

- 

- 

- 

0.004 

0.004 

0.009 

0.064 

0.003 

0.061 

0.017 

28.56 

Safe 



0.12 

0.09 

104.69 

0.11 

0.00 

0.11 

0.01 

0.12 

0.01 

- 

- 

- 

0.003 

0.003 

0.015 

0.130 

0.006 

0.123 

0.025 

20.68 

Safe 



0.12 

0.16 

55.37 

0.19 

0.00 

0.19 

0.02 

0.16 

0.02 

- 

- 

- 

0.006 

0.006 

0.026 

0.220 

0.011 

0.209 

0.033 

15.84 

Safe 

Bhadrajoon 

0818000202278500 

0.12 

0.00 

10,309.75 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.014 

0.001 

0.013 

0.135 

1,039.41 

Over Exploited 

Bhavrani 

0818000202281000 

0.12 

0.11 

336.95 

0.14 

0.00 

0.14 

0.01 

0.08 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.144 

0.007 

0.137 

0.139 

101.54 

Over Exploited 

Bhorda 

0818000202277800 

0.12 

0.09 

(67.51) 

0.07 

0.00 

0.07 

0.01 

0.09 

0.01 

- 

- 

- 

0.005 

0.005 

0.016 

0.089 

0.004 

0.085 

0.032 

37.58 

Safe 



0.12 

0.80 

(115.82) 

0.64 

0.28 

0.92 

0.03 

0.28 

0.10 

- 

- 

- 

0.427 

0.427 

0.524 

1.447 

0.072 

1.374 

0.096 

6.98 

Safe 



0.12 

0.00 

271.97 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

400.23 

Over Exploited 

Dabli 

0817000402169000 

0.15 

0.39 

70.67 

0.46 

- 

0.46 

0.03 

0.25 

0.05 

- 

- 

- 

- 

- 

0.052 

0.516 

0.026 

0.490 

0.047 

9.59 

Safe 

Dev Nagar 

0817000402168100 

0.15 

0.01 

1,069.51 

0.02 

- 

0.02 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.002 

0.019 

0.001 

0.018 

0.010 

57.91 

Safe 

Ghana 

0818000202276800 

0.12 

0.01 

414.36 

0.01 

0.01 

0.02 

0.00 

0.03 

0.00 

0.0100 

- 

- 

0.021 

0.031 

0.032 

0.056 

0.003 

0.054 

0.141 

264.39 

Over Exploited 



0.12 

0.00 

13,190.07 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.010 

0.001 

0.010 

0.133 

1,368.36 

Over Exploited 



0.12 

0.00 

2,506.23 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.009 

1,174.28 

Over Exploited 



0.12 

0.48 

(57.43) 

0.39 

0.01 

0.40 

0.03 

0.23 

0.06 

0.0100 

- 

- 

0.017 

0.027 

0.088 

0.486 

0.024 

0.462 

0.121 

26.16 

Safe 

Goindla 

0818000202277500 

0.12 

0.01 

1,421.00 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.002 

0.019 

0.001 

0.018 

0.045 

255.65 

Over Exploited 

Goliya Chaudhariyan 

0817000402168500 

0.15 

0.21 

122.47 

0.25 

0.00 

0.25 

0.03 

0.21 

0.03 

- 

- 

- 

0.006 

0.006 

0.035 

0.288 

0.014 

0.274 

0.030 

10.90 

Safe 

Jalampura 

0817000402169200 

0.15 

0.10 

209.05 

0.11 

- 

0.11 

0.02 

0.16 

0.01 

- 

- 

- 

- 

- 

0.014 

0.129 

0.006 

0.122 

0.018 

14.92 

Safe 

Kalora Padar 

0818000202278200 

0.12 

0.11 

- 

0.11 

- 

0.11 

0.04 

0.40 

- 

- 

- 

- 

- 

- 

- 

0.115 

0.011 

0.103 

0.043 

42.06 

Safe 

Khandap 

0817000402169100 

0.15 

0.76 

5.87 

0.81 

0.01 

0.82 

0.04 

0.37 

0.09 

- 

- 

- 

0.018 

0.018 

0.110 

0.930 

0.047 

0.884 

0.062 

7.01 

Safe 

Korana 

0818000202278400 

0.12 

0.02 

- 

0.02 

0.00 

0.02 

0.01 

0.07 

0.00 

0.0100 

- 

- 

0.006 

0.017 

0.019 

0.043 

0.004 

0.039 

0.084 

216.14 

Over Exploited 

Motisari 

0818000202278000 

0.12 

0.13 

- 

0.13 

0.00 

0.13 

0.04 

0.39 

0.01 

- 

- 

- 

0.006 

0.006 

0.021 

0.154 

0.015 

0.138 

0.011 

7.88 

Safe 

Neelkanth 

0818000202277900 

0.12 

0.56 

- 

0.56 

0.13 

0.69 

0.04 

0.38 

0.07 

- 

- 

- 

0.198 

0.198 

0.266 

0.957 

0.096 

0.861 

0.049 

5.73 

Safe 

Nosra 

0818000202280500 

0.12 

0.03 

386.25 

0.03 

0.00 

0.03 

0.01 

0.06 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.031 

0.002 

0.030 

0.040 

136.05 

Over Exploited 

Raithal 

0818000202281100 

0.12 

0.00 

9,794.88 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.002 

794.97 

Over Exploited 

Rakhi 

0817000402168700 

0.15 

0.00 

917,618.71 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.00 

38,523.85 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rama 

0818000202277600 

0.12 

1.82 

55.17 

2.19 

0.05 

2.23 

0.04 

0.37 

0.21 

0.0600 

- 

- 

0.044 

0.104 

0.314 

2.549 

0.127 

2.421 

1.791 

73.98 

Semi Critical 



0.12 

0.00 

19,586.08 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

0.0300 

- 

- 

- 

0.030 

0.030 

0.042 

0.002 

0.039 

0.885 

2,241.42 

Over Exploited 

Ratanara 

0818000202277000 

0.12 

0.20 

6.86 

0.21 

0.02 

0.23 

0.04 

0.36 

0.02 

0.0200 

- 

- 

0.010 

0.030 

0.054 

0.279 

0.014 

0.265 

0.188 

70.78 

Semi Critical 

Ratri 

0817000402168300 

0.15 

1.30 

(31.97) 

1.04 

0.02 

1.06 

0.04 

0.35 

0.18 

- 

- 

- 

0.034 

0.034 

0.212 

1.274 

0.064 

1.211 

0.112 

9.29 

Safe 



0.15 

0.00 

32,439.90 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Rawra Kalan 

0818000202276900 

0.12 

0.00 

1,275.96 

0.00 

0.01 

0.01 

0.00 

0.03 

0.00 

0.0200 

- 

- 

- 

0.020 

0.020 

0.033 

0.002 

0.032 

0.152 

478.72 

Over Exploited 



0.12 

0.00 

732,026.51 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.0200 

- 

- 

- 

0.020 

0.020 

0.030 

0.002 

0.029 

0.198 

695.05 

Over Exploited 



0.12 

0.00 

1,831.07 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.036 

3,790.79 

Over Exploited 



0.12 

0.00 

535.82 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.004 

0.021 

467.38 

Over Exploited 

Rojiyon Ki Dhani 

0817000402168900 

0.15 

0.00 

23,192.54 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sandan 

0818000202280900 

0.12 

0.13 

(71.42) 

0.11 

0.00 

0.11 

0.02 

0.25 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.112 

0.006 

0.106 

0.018 

16.47 

Safe 

Sarwari 

0817000402169300 

0.15 

1.81 

(98.52) 

1.44 

0.05 

1.49 

0.04 

0.38 

0.21 

- 

- 

- 

0.068 

0.068 

0.277 

1.767 

0.088 

1.678 

0.139 

8.30 

Safe 

Selri 

0818000202277300 

0.12 

0.03 

1,598.88 

0.03 

- 

0.03 

0.01 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.041 

0.002 

0.039 

0.109 

281.53 

Over Exploited 

Sugaliya Jodha 

0818000202278300 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Thoomba Ka Goliya 

081800020227860C 

6.037 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.094 

0.21 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.004 

0.06 

0.08 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.681 

0.21 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.002 

0.04 

0.05 


Tormi 

081800020227710C 

13.827 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.445 

0.98 

0.060 

0.06 

0.01 

0.00 

0.00 

0.01 

0.60 

0.47 

0.18 

0.034 

0.23 

0.29 

11008068 

Asara 

0817000302142600 

50.636 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.786 

-0.41 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.002 

0.00 

0.01 







Non-command 

Younger Alluvium 

2.238 

-0.41 

0.090 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.50 

0.007 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Older Alluvium 

45.476 

-0.41 

0.080 

0.48 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.74 

0.137 

0.21 

0.45 







Non-command 

Younger Alluvium 

2.137 

-0.41 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.006 

0.01 

0.02 


Asotara 

0817000302142900 

44.322 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.457 

-0.22 

0.090 

0.28 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.08 

0.019 

0.03 

0.07 





Saline 

Non-command 

Non-command 

Older Alluvium 

5.745 

-0.22 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.017 

0.03 

0.06 







Non-command 

Younger Alluvium 

8.390 

-0.22 

0.090 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.025 

0.05 

0.09 


Baliyana 

0817000402158200 

9.912 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.912 

-0.81 

0.080 

0.28 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.10 

0.040 

0.28 

0.58 


Berinari 

0817000402163900 

12.989 

Fresh 

Non-command 

Non-command 

Jalore Granite 

2.469 

-0.61 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.010 

0.06 

0.11 







Non-command 

Older Alluvium 

6.093 

-0.61 

0.080 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.47 

0.024 

0.14 

0.27 


Bhakhri Khera 

0817000302142100 

7.565 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.565 

0.01 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.023 

0.23 

0.48 


Bhooka Bhagatsingh 

0817000502185700 

24.633 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.101 

-0.77 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.025 

0.08 

0.17 


Bhooka Thansingh 

0817000502185500 

19.390 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.318 

0.57 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.34 

0.17 

0.00 

0.023 

0.09 

0.18 







Non-command 

Younger Alluvium 

0.690 

0.57 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.002 

0.01 

0.02 


Bithooja 

0817000302143000 

23.150 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.192 

0.97 

0.090 

0.13 

0.01 

0.00 

0.00 

0.00 

0.22 

0.11 

0.52 

0.004 

0.01 

0.02 


Budiwara 

0817000302142500 

40.069 

Fresh 

Non-command 

Non-command 

Older Alluvium 

16.435 

-0.72 

0.080 

0.42 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.63 

0.049 

0.11 

0.22 





Saline 

Non-command 

Non-command 

Older Alluvium 

23.634 

-0.72 

0.080 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.071 

0.15 

0.32 


Champa Bhakhri 

0817000502185300 

16.701 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.268 

0.60 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.00 

0.007 

0.03 

0.06 







Non-command 

Younger Alluvium 

0.007 

0.60 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chodhariyon Ki Dhani 

0817000502186700 

47.204 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.834 

-0.96 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.003 

0.00 

0.01 







Non-command 

Older Alluvium 

10.005 

-0.96 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.031 

0.06 

0.11 





Saline 

Non-command 

Non-command 

Jalore Granite 

6.247 

-0.96 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.019 

0.03 

0.07 







Non-command 

Older Alluvium 

28.319 

-0.96 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.088 

0.16 

0.32 


Dakhan 

0817000502186500 

46.884 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.442 

0.22 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.06 

0.00 

0.020 

0.03 

0.07 







Non-command 

Younger Alluvium 

6.851 

0.22 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.08 

0.00 

0.021 

0.04 

0.07 


Dev Pura 

0817000402164100 

10.198 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.198 

-0.76 

0.080 

0.49 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.91 

0.041 

0.28 

0.57 


Dhanwa 

0817000502186900 

31.095 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.020 

-0.52 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.019 

0.05 

0.10 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.281 

-0.52 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 


Dharna 

0817000402164000 

23.569 

Fresh 

Non-command 

Non-command 

Older Alluvium 

23.569 

-0.81 

0.080 

0.71 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.72 

0.094 

0.29 

0.58 


Dheeran 

0817000402165600 

22.089 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.654 

1.62 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.40 

0.21 

0.22 

0.011 

0.04 

0.07 


Ghanchida 

0817000502185600 

36.071 

Saline 

Non-command 

Non-command 

Older Alluvium 

33.981 

0.26 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.74 

0.37 

0.00 

0.106 

0.23 

0.46 







Non-command 

Younger Alluvium 

2.085 

0.26 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.006 

0.01 

0.03 


Goliya 

0817000402163400 

3.156 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.156 

-0.23 

0.080 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.013 

0.31 

0.65 


Goongrot 

0817000402163600 

60.188 

Fresh 

Non-command 

Non-command 

Older Alluvium 

47.302 

0.19 

0.080 

0.33 

0.02 

0.00 

0.00 

0.00 

1.04 

0.50 

1.19 

0.189 

0.25 

0.51 


Gura 

0817000402158500 

20.770 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.784 

-1.17 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.003 

0.01 

0.02 







Non-command 

Older Alluvium 

19.986 

-1.17 

0.080 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.68 

0.080 

0.30 

0.61 


Harmalpur 

0817000402158900 

6.751 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.354 

-0.62 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.021 

0.25 

0.52 


Hemawas 

0817000402165100 

14.320 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.210 

0.03 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.05 

0.005 

0.03 

0.05 


Indrana 

0817000402158100 

28.760 

Fresh 

Non-command 

Non-command 

Older Alluvium 

22.507 

-0.93 

0.080 

0.78 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

3.01 

0.090 

0.22 

0.45 





Saline 

Non-command 

Non-command 

Older Alluvium 

6.253 

-0.93 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.025 

0.06 

0.13 


Jagsa 

0817000302142400 

35.297 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.568 

-0.62 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.002 

0.00 

0.01 







Non-command 

Older Alluvium 

7.093 

-0.62 

0.080 

0.37 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.44 

0.021 

0.05 

0.11 





Saline 

Non-command 

Non-command 

Jalore Granite 

2.065 

-0.62 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.006 

0.01 

0.03 







Non-command 

Older Alluvium 

25.571 

-0.62 

0.080 

0.27 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.97 

0.077 

0.18 

0.38 


Jasol 

0817000302142700 

31.011 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.674 

1.01 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.24 

0.12 

0.08 

0.008 

0.02 

0.04 







Non-command 

Younger Alluvium 

18.682 

1.01 

0.090 

0.26 

0.01 

0.00 

0.00 

0.00 

1.95 

0.95 

0.95 

0.056 

0.13 

0.27 





Saline 

Non-command 

Non-command 

Younger Alluvium 

0.432 

1.01 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.001 

0.00 

0.01 


Jinpur 

0817000402165200 

9.523 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.557 

0.89 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.15 

0.08 

0.18 

0.006 

0.05 

0.10 


Kaloori 

0817000302141900 

23.226 

Saline 

Non-command 

Non-command 

Older Alluvium 

23.226 

0.65 

0.080 

0.02 

0.00 

0.00 

0.00 

0.01 

1.21 

0.60 

0.00 

0.070 

0.23 

0.48 


Kalwari 

0817000302137100 

10.889 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.392 

0.81 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.36 

0.18 

0.00 

0.016 

0.11 

0.23 


Kama 

0817000502185200 

28.727 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.682 

0.70 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.33 

0.17 

0.00 

0.018 

0.05 

0.09 


Kitpala 

0817000302141800 

18.323 

Saline 

Non-command 

Non-command 

Older Alluvium 

17.533 

0.69 

0.080 

0.02 

0.00 

0.00 

0.00 

0.02 

0.97 

0.48 

0.00 

0.053 

0.22 

0.44 


Kundal 

0817000402163800 

32.757 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.937 

-0.49 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.004 

0.01 

0.02 







Non-command 

Older Alluvium 

5.430 

-0.49 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.022 

0.05 

0.10 


Kuseep 

0817000402159000 

45.051 

Fresh 

Non-command 

Non-command 

Jalore Granite 

3.038 

0.99 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.04 

0.012 

0.02 

0.04 







Non-command 

Older Alluvium 

6.413 

0.99 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.55 

0.29 

0.12 

0.026 

0.04 

0.08 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.963 

0.99 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.00 

0.004 

0.01 

0.01 


Loodrara 

0817000402166300 

19.396 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.082 

1.98 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.35 

0.17 

0.08 

0.008 

0.03 

0.07 


Mangi 

0817000402165300 

17.391 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.820 

1.31 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.33 

0.17 

0.16 

0.011 

0.05 

0.10 


Manjiwala 

0817000302142800 

15.721 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

12.035 

0.64 

0.090 

0.27 

0.01 

0.00 

0.00 

0.00 

0.95 

0.46 

1.03 

0.036 

0.17 

0.35 





Saline 

Non-command 

Non-command 

Younger Alluvium 

0.047 

0.64 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Maylawas 

0817000402166100 

18.400 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.072 

1.70 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Mewa Nagar 

0817000302141400 

52.883 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.810 

1.02 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.07 

0.00 

0.005 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Older Alluvium 

18.099 

1.02 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

1.50 

0.73 

0.01 

0.054 

0.08 

0.16 


Mithora 

0817000402164200 

43.865 

Fresh 

Non-command 

Non-command 

Older Alluvium 

38.958 

-0.73 

0.080 

1.32 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

5.10 

0.156 

0.25 

0.48 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Thoomba Ka Goliya 

0818000202278600 

0.12 

0.01 

137.02 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.010 

0.041 

390.49 

Over Exploited 



0.12 

0.00 

379.27 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.021 

527.72 

Over Exploited 

Tormi 

0818000202277100 

0.12 

0.26 

83.74 

0.31 

0.02 

0.33 

0.03 

0.25 

0.03 

0.0200 

- 

- 

0.015 

0.035 

0.065 

0.393 

0.020 

0.374 

0.215 

57.42 

Safe 

Asara 

0817000302142600 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.010 

0.001 

0.009 

0.146 

1,574.60 

Over Exploited 



0.14 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

0.0200 

- 

- 

- 

0.020 

0.021 

0.034 

0.003 

0.030 

0.511 

1,682.53 

Over Exploited 



0.10 

0.94 

- 

0.94 

0.02 

0.96 

0.03 

0.24 

0.16 

0.0700 

- 

- 

- 

0.070 

0.226 

1.189 

0.119 

1.070 

1.879 

175.55 

Over Exploited 



0.14 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.085 

2,793.99 

Over Exploited 

Asotara 

0817000302142900 

0.14 

0.03 

- 

0.03 

0.01 

0.04 

0.01 

0.04 

0.01 

0.0400 

- 

- 

- 

0.040 

0.045 

0.087 

0.009 

0.078 

1.099 

1,411.95 

Over Exploited 



0.10 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.031 

0.003 

0.028 

0.168 

610.33 

Over Exploited 



0.14 

0.05 

- 

0.05 

- 

0.05 

0.01 

0.05 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.072 

0.007 

0.064 

0.248 

384.97 

Over Exploited 

Baliyana 

0817000402158200 

0.15 

0.28 

- 

0.28 

0.01 

0.29 

0.04 

0.32 

0.04 

0.0400 

- 

- 

- 

0.040 

0.080 

0.371 

0.037 

0.334 

1.142 

342.00 

Over Exploited 

Berinari 

0817000402163900 

0.11 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.002 

0.018 

0.002 

0.016 

0.143 

896.64 

Over Exploited 



0.15 

0.13 

- 

0.13 

0.01 

0.14 

0.02 

0.16 

0.02 

0.0200 

- 

- 

- 

0.020 

0.037 

0.177 

0.018 

0.159 

0.493 

309.76 

Over Exploited 

Bhakhri Khera 

0817000302142100 

0.10 

0.17 

(96.35) 

0.14 

0.00 

0.14 

0.04 

0.27 

0.03 

- 

- 

- 

0.002 

0.002 

0.031 

0.170 

0.009 

0.162 

0.030 

18.41 

Safe 

Bhooka Bhagatsingh 

0817000502185700 

0.15 

0.10 

- 

0.10 

0.00 

0.10 

0.01 

0.10 

0.02 

- 

- 

- 

0.001 

0.001 

0.016 

0.120 

0.012 

0.108 

0.025 

23.43 

Safe 

Bhooka Thansingh 

0817000502185500 

0.15 

0.10 

73.64 

0.12 

0.00 

0.12 

0.01 

0.11 

0.02 

- 

- 

- 

0.003 

0.003 

0.018 

0.140 

0.007 

0.133 

0.023 

17.18 

Safe 



0.20 

0.00 

1,583.06 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.002 

141.06 

Over Exploited 

Bithooja 

0817000302143000 

0.14 

0.00 

5,743.95 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

0.0200 

- 

- 

- 

0.020 

0.020 

0.033 

0.002 

0.031 

0.526 

1,696.90 

Over Exploited 

Budiwara 

0817000302142500 

0.10 

0.16 

- 

0.16 

0.02 

0.18 

0.02 

0.12 

0.02 

0.0600 

- 

- 

- 

0.060 

0.084 

0.263 

0.026 

0.237 

1.678 

709.17 

Over Exploited 



0.10 

0.36 

- 

0.36 

0.01 

0.37 

0.02 

0.18 

0.05 

0.0200 

- 

- 

- 

0.020 

0.075 

0.447 

0.045 

0.402 

0.496 

123.44 

Over Exploited 

Champa Bhakhri 

0817000502185300 

0.15 

0.01 

411.20 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.002 

0.015 

0.001 

0.014 

0.007 

49.64 

Safe 



0.20 

0.00 

149,676.03 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chodhariyon Ki Dhani 

0817000502186700 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.011 

4,403.52 

Over Exploited 



0.15 

0.08 

- 

0.08 

- 

0.08 

0.01 

0.06 

0.01 

- 

- 

- 

- 

- 

0.013 

0.096 

0.010 

0.087 

0.139 

160.73 

Over Exploited 



0.06 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.002 

0.015 

0.002 

0.014 

0.037 

277.45 

Over Exploited 



0.15 

0.67 

- 

0.67 

- 

0.67 

0.02 

0.18 

0.10 

- 

- 

- 

- 

- 

0.100 

0.771 

0.077 

0.694 

0.178 

25.69 

Safe 

Dakhan 

0817000502186500 

0.15 

0.03 

92.00 

0.04 

- 

0.04 

0.01 

0.04 

0.01 

- 

- 

- 

- 

- 

0.005 

0.045 

0.002 

0.043 

0.020 

47.08 

Safe 



0.20 

0.05 

64.93 

0.06 

0.00 

0.06 

0.01 

0.04 

0.01 

- 

- 

- 

0.001 

0.001 

0.009 

0.070 

0.003 

0.066 

0.021 

32.11 

Safe 

Dev Pura 

0817000402164100 

0.15 

0.43 

- 

0.43 

0.02 

0.45 

0.04 

0.32 

0.06 

0.0700 

- 

- 

0.003 

0.073 

0.135 

0.586 

0.059 

0.528 

1.949 

369.20 

Over Exploited 

Dhanwa 

0817000502186900 

0.15 

0.05 

- 

0.05 

- 

0.05 

0.01 

0.06 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.064 

0.006 

0.058 

0.233 

401.00 

Over Exploited 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.005 

4,563.77 

Over Exploited 

Dharna 

0817000402164000 

0.15 

0.98 

- 

0.98 

0.03 

1.01 

0.04 

0.33 

0.14 

0.1000 

- 

- 

- 

0.100 

0.236 

1.246 

0.125 

1.121 

2.818 

251.39 

Over Exploited 

Dheeran 

0817000402165600 

0.15 

0.01 

########## 

0.01 

- 

0.01 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.009 

0.229 

2,657.80 

Over Exploited 

Ghanchida 

0817000502185600 

0.15 

1.16 

(68.11) 

0.93 

0.00 

0.93 

0.04 

0.26 

0.18 

- 

- 

- 

0.002 

0.002 

0.184 

1.117 

0.056 

1.061 

0.106 

9.97 

Safe 



0.20 

0.01 

365.14 

0.01 

0.00 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

0.001 

0.001 

0.002 

0.009 

0.000 

0.008 

0.006 

76.68 

Semi Critical 

Goliya 

0817000402163400 

0.15 

0.07 

- 

0.07 

- 

0.07 

0.04 

0.35 

0.01 

0.0200 

- 

- 

- 

0.020 

0.029 

0.097 

0.010 

0.087 

0.413 

473.87 

Over Exploited 

Goongrot 

0817000402163600 

0.15 

0.65 

########## 

0.52 

0.02 

0.54 

0.03 

0.28 

0.08 

0.0400 

- 

- 

- 

0.040 

0.124 

0.666 

0.033 

0.633 

1.381 

218.12 

Over Exploited 

Gura 

0817000402158500 

0.11 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.020 

1,972.98 

Over Exploited 



0.15 

0.85 

- 

0.85 

0.01 

0.86 

0.04 

0.34 

0.11 

0.0300 

- 

- 

- 

0.030 

0.142 

1.003 

0.100 

0.902 

0.762 

84.41 

Semi Critical 

Harmalpur 

0817000402158900 

0.15 

0.20 

- 

0.20 

- 

0.20 

0.03 

0.28 

0.03 

0.0100 

- 

- 

- 

0.010 

0.036 

0.235 

0.023 

0.211 

0.155 

73.47 

Semi Critical 

Hemawas 

0817000402165100 

0.15 

0.00 

2,346.77 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.053 

2,162.92 

Over Exploited 

Indrana 

0817000402158100 

0.15 

0.67 

- 

0.67 

0.04 

0.71 

0.03 

0.25 

0.10 

0.1100 

- 

- 

- 

0.110 

0.208 

0.922 

0.092 

0.830 

3.101 

373.52 

Over Exploited 



0.15 

0.06 

- 

0.06 

- 

0.06 

0.01 

0.07 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.075 

0.007 

0.067 

0.266 

396.09 

Over Exploited 

Jagsa 

0817000302142400 

0.11 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.042 

15,707.51 

Over Exploited 



0.10 

0.04 

- 

0.04 

0.02 

0.06 

0.01 

0.06 

0.01 

0.0500 

- 

- 

- 

0.050 

0.056 

0.112 

0.011 

0.101 

1.458 

1,448.43 

Over Exploited 



0.11 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.046 

1,314.76 

Over Exploited 



0.10 

0.47 

- 

0.47 

0.01 

0.48 

0.03 

0.21 

0.07 

0.0400 

- 

- 

- 

0.040 

0.112 

0.594 

0.059 

0.535 

1.049 

196.14 

Over Exploited 

Jasol 

0817000302142700 

0.10 

0.00 

26,702.52 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.086 

1,543.59 

Over Exploited 



0.14 

0.34 

########## 

0.41 

0.01 

0.42 

0.02 

0.16 

0.06 

0.0400 

- 

- 

- 

0.040 

0.098 

0.519 

0.026 

0.493 

1.004 

203.62 

Over Exploited 



0.14 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

545.95 

Over Exploited 

Jinpur 

0817000402165200 

0.15 

0.00 

12,086.40 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.189 

3,781.23 

Over Exploited 

Kaloori 

0817000302141900 

0.10 

0.54 

9.85 

0.60 

0.01 

0.61 

0.04 

0.27 

0.09 

- 

- 

- 

0.016 

0.016 

0.104 

0.711 

0.036 

0.676 

0.070 

10.34 

Safe 

Kalwari 

0817000302137100 

0.10 

0.06 

194.71 

0.07 

0.00 

0.08 

0.02 

0.13 

0.01 

- 

- 

- 

0.003 

0.003 

0.013 

0.088 

0.004 

0.084 

0.016 

19.32 

Safe 

Kama 

0817000502185200 

0.15 

0.04 

326.41 

0.05 

- 

0.05 

0.01 

0.05 

0.01 

- 

- 

- 

- 

- 

0.006 

0.054 

0.003 

0.051 

0.018 

34.67 

Safe 

Kitpala 

0817000302141800 

0.10 

0.39 

24.44 

0.47 

0.02 

0.48 

0.04 

0.26 

0.06 

- 

- 

- 

0.023 

0.023 

0.085 

0.568 

0.028 

0.539 

0.053 

9.78 

Safe 

Kundal 

0817000402163800 

0.11 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.021 

2,238.56 

Over Exploited 



0.15 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.046 

0.005 

0.042 

0.221 

529.98 

Over Exploited 

Kuseep 

0817000402159000 

0.11 

0.00 

161,058.64 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.048 

1,017.06 

Over Exploited 



0.15 

0.02 

########## 

0.03 

- 

0.03 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.003 

0.033 

0.002 

0.031 

0.149 

481.18 

Over Exploited 



0.15 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.008 

1,229.25 

Over Exploited 

Loodrara 

0817000402166300 

0.15 

0.01 

########## 

0.01 

- 

0.01 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.008 

0.084 

1,113.38 

Over Exploited 

Mangi 

0817000402165300 

0.15 

0.01 

########## 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.011 

0.166 

1,556.77 

Over Exploited 

Manjiwala 

0817000302142800 

0.14 

0.28 

61.35 

0.34 

0.01 

0.35 

0.03 

0.20 

0.05 

0.0400 

- 

- 

- 

0.040 

0.089 

0.439 

0.022 

0.417 

1.068 

256.01 

Over Exploited 



0.14 

0.00 

30,092.97 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Maylawas 

0817000402166100 

0.15 

0.00 

161,512.46 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mewa Nagar 

0817000302141400 

0.10 

0.00 

81,041.36 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.005 

349.57 

Over Exploited 



0.10 

0.12 

########## 

0.14 

- 

0.14 

0.01 

0.09 

0.02 

- 

- 

- 

- 

- 

0.019 

0.158 

0.008 

0.150 

0.068 

45.74 

Safe 

Mithora 

0817000402164200 

0.15 

1.44 

- 

1.44 

0.06 

1.50 

0.04 

0.28 

0.21 

0.1900 

- 

- 

0.001 

0.191 

0.399 

1.903 

0.190 

1.712 

5.251 

306.63 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Moothli 

081700040215790C 

10.247 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.023 

-0.97 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

10.145 

-0.97 

0.080 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.041 

0.25 

0.54 


Nal 

0817000402158400 

17.578 

Fresh 

Non-command 

Non-command 

Older Alluvium 

17.578 

-1.17 

0.080 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.66 

0.070 

0.30 

0.62 


Padardi Kalan 

0817000402158800 

19.565 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.027 

1.06 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Padardi Khurd 

0817000402157800 

5.249 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.249 

-0.88 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.021 

0.25 

0.54 


Padroo 

0817000402164300 

56.057 

Fresh 

Non-command 

Non-command 

Older Alluvium 

40.027 

-0.51 

0.080 

1.12 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

4.27 

0.160 

0.21 

0.40 


Panotrinadi 

0817000302142200 

18.028 

Saline 

Non-command 

Non-command 

Older Alluvium 

18.028 

0.14 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.23 

0.11 

0.05 

0.054 

0.24 

0.49 


Peeploon 

0817000402163500 

24.131 

Fresh 

Non-command 

Non-command 

Older Alluvium 

23.916 

-1.13 

0.080 

0.29 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.07 

0.095 

0.31 

0.63 


Ramniya 

0817000402166000 

30.296 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.256 

1.62 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.44 

0.26 

0.08 

0.013 

0.04 

0.06 


Simaliya 

0817000302141700 

12.035 

Saline 

Non-command 

Non-command 

Older Alluvium 

11.727 

0.85 

0.080 

0.01 

0.00 

0.00 

0.00 

0.01 

0.80 

0.40 

0.00 

0.035 

0.22 

0.45 


Siner 

0817000402158300 

31.847 

Fresh 

Non-command 

Non-command 

Older Alluvium 

31.847 

-1.03 

0.080 

0.65 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.38 

0.127 

0.30 

0.60 


Sinli Chauseera 

0817000302137200 

20.538 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.081 

1.34 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 


Sinli Jageer 

0817000302136900 

17.839 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.156 

1.11 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Siriyadevi Nagar 

0817000402163700 

17.652 

Fresh 

Non-command 

Non-command 

Older Alluvium 

17.456 

-0.95 

0.080 

0.26 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.93 

0.070 

0.30 

0.59 


Siwana 

0817000402158700 

20.343 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.291 

1.18 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.07 

0.11 

0.005 

0.02 

0.04 


Tapra 

0817000302142300 

25.208 

Saline 

Non-command 

Non-command 

Older Alluvium 

25.208 

-0.11 

0.080 

0.19 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.65 

0.076 

0.23 

0.49 


Thanmata Hinglaj 

0817000402158600 

11.474 

Fresh 

Non-command 

Non-command 

Jalore Granite 

5.066 

-0.81 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.020 

0.14 

0.28 







Non-command 

Older Alluvium 

4.660 

-0.81 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.019 

0.13 

0.26 


Thapan 

0817000402158000 

16.315 

Fresh 

Non-command 

Non-command 

Jalore Granite 

4.346 

-0.71 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.017 

0.08 

0.16 







Non-command 

Older Alluvium 

5.822 

-0.71 

0.080 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.51 

0.023 

0.10 

0.21 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.539 

-0.71 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.010 

0.04 

0.09 


Uchiya 

0817000502186600 

39.138 

Saline 

Non-command 

Non-command 

Older Alluvium 

39.138 

-0.85 

0.080 

0.05 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.02 

0.122 

0.25 

0.51 


Variya (Bhagji) 

0817000302142000 

21.489 

Saline 

Non-command 

Non-command 

Older Alluvium 

18.784 

0.77 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

1.18 

0.57 

0.02 

0.057 

0.20 

0.41 


Variya Tagji 

0817000302141600 

18.281 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.640 

1.20 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.84 

0.41 

0.01 

0.026 

0.11 

0.22 

11008069 

Aamjhar 

0817000502185000 

12.294 

Saline 

Non-command 

Non-command 

Younger Alluvium 

12.294 

0.99 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

1.23 

0.64 

0.00 

0.038 

0.23 

0.45 


Bagundi 

0817000302135900 

23.837 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.286 

1.38 

0.080 

0.00 

0.00 

0.00 

0.00 

0.01 

0.24 

0.12 

0.00 

0.007 

0.02 

0.04 







Non-command 

Younger Alluvium 

0.924 

1.38 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.00 

0.003 

0.01 

0.02 


Bajawas 

0817000302136800 

10.953 

Saline 

Non-command 

Non-command 

Younger Alluvium 

10.953 

1.02 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

1.01 

0.52 

0.00 

0.033 

0.23 

0.45 


Balotra (M) 

0817000341701000 

11.901 

Saline 

Non-command 

Non-command 

Younger Alluvium 

3.761 

0.82 

0.090 

0.79 

0.00 

0.00 

0.00 

0.00 

1.07 

0.53 

0.03 

2.367 

0.07 

0.14 


Balotra(Rural) 

0817000302141000 

4.365 

Saline 

Non-command 

Non-command 

Younger Alluvium 

4.365 

1.41 

0.090 

0.24 

0.01 

0.00 

0.00 

0.00 

0.78 

0.39 

0.93 

0.013 

0.22 

0.44 


Bamseen 

0817000302141200 

8.257 

Saline 

Non-command 

Non-command 

Younger Alluvium 

8.257 

1.32 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.99 

0.49 

0.00 

0.025 

0.22 

0.44 


Baori Khurd 

0817000502184500 

9.343 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.083 

0.84 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.003 

0.03 

0.05 







Non-command 

Rhyolite 

4.343 

0.84 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.014 

0.11 

0.20 







Non-command 

Tertiary Sandstone 

0.195 

0.84 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.00 

0.01 


Barla 

0817000302135300 

6.524 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.129 

2.47 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.22 

0.63 

0.00 

0.018 

0.21 

0.41 


Bedarlai 

0817000302140600 

8.638 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.942 

1.03 

0.080 

0.00 

0.00 

0.00 

0.00 

0.02 

0.39 

0.19 

0.00 

0.015 

0.12 

0.25 







Non-command 

Younger Alluvium 

2.608 

1.03 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.12 

0.00 

0.008 

0.07 

0.13 


Bhakharsar 

0817000302145100 

8.235 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.007 

1.11 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Rhyolite 

0.001 

1.11 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.043 

1.11 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhana Magra 

0817000502185100 

13.500 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.688 

0.92 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.06 

0.00 

0.005 

0.03 

0.06 







Non-command 

Younger Alluvium 

11.812 

0.92 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

1.09 

0.56 

0.00 

0.037 

0.20 

0.39 


Bhandiyawas 

0817000302143600 

32.930 

Saline 

Non-command 

Non-command 

Older Alluvium 

9.164 

1.25 

0.080 

0.01 

0.00 

0.00 

0.00 

0.01 

0.92 

0.46 

0.00 

0.028 

0.06 

0.12 







Non-command 

Younger Alluvium 

3.591 

1.25 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.20 

0.00 

0.011 

0.02 

0.05 


Bhatiyon Ki Der 

0817000202134200 

9.311 

Saline 

Non-command 

Non-command 

Rhyolite 

1.762 

0.73 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.005 

0.05 

0.08 


Bheemarlai 

0817000302134900 

8.826 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.052 

0.99 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

8.774 

0.99 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.79 

0.41 

0.00 

0.026 

0.23 

0.44 


Bhooka Thansingh 

0817000502185500 

19.390 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.577 

0.57 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.00 

0.002 

0.01 

0.01 







Non-command 

Younger Alluvium 

9.306 

0.57 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.54 

0.27 

0.00 

0.029 

0.12 

0.23 


Borawas 

0817000302136200 

33.391 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.134 

1.29 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

23.746 

1.29 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

2.78 

1.39 

0.00 

0.071 

0.16 

0.31 


Botala Purohitan 

0817000302134700 

15.550 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.107 

1.47 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.73 

0.38 

0.00 

0.018 

0.09 

0.17 


Champa Bhakhri 

0817000502185300 

16.701 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.343 

0.60 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.00 

0.01 







Non-command 

Younger Alluvium 

14.083 

0.60 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.85 

0.44 

0.00 

0.044 

0.20 

0.39 


Chandesara 

0817000302134800 

7.168 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.660 

0.95 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.07 

0.00 

0.005 

0.05 

0.10 


Chaukriya Ki Dhani 

0817000302135100 

15.725 

Saline 

Non-command 

Non-command 

Older Alluvium 

15.081 

1.13 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.38 

0.71 

0.00 

0.045 

0.22 

0.42 


Chirdani 

0817000302143400 

6.367 

Saline 

Non-command 

Non-command 

Younger Alluvium 

6.275 

1.02 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.58 

0.29 

0.00 

0.019 

0.22 

0.43 


Chiriya 

0817000202124500 

4.436 

Saline 

Non-command 

Non-command 

Rhyolite 

0.115 

1.18 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Chiriyara 

0817000302145400 

13.398 

Fresh 

Non-command 

Non-command 

Rhyolite 

0.411 

1.07 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.01 

0.01 


Dakhan 

0817000502186500 

46.884 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.970 

0.22 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.006 

0.01 

0.02 


Dandali 

0817000502184800 

23.160 

Saline 

Non-command 

Non-command 

Younger Alluvium 

23.160 

0.78 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

1.83 

0.96 

0.00 

0.072 

0.24 

0.45 


Danoniyon Ki Dhani 

0817000202133400 

12.281 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.851 

0.94 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.07 

0.00 

0.006 

0.04 

0.07 







Non-command 

Younger Alluvium 

1.778 

0.94 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.09 

0.00 

0.006 

0.03 

0.06 


Doodhwa Der 

0817000302135200 

6.610 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.610 

2.21 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.18 

0.61 

0.00 

0.020 

0.23 

0.44 


Doodhwa Malinath 

0817000302135600 

5.760 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.520 

1.86 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.19 

0.00 

0.008 

0.10 

0.19 


Evadi Bhimji 

0817000502183900 

14.508 

Saline 

Non-command 

Non-command 

Rhyolite 

0.029 

0.93 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Evadi Chauseera 

0817000502184100 

3.668 

Saline 

Non-command 

Non-command 

Rhyolite 

2.882 

0.82 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.009 

0.19 

0.35 


Gangli 

0817000502184200 

19.196 

Saline 

Non-command 

Non-command 

Rhyolite 

0.657 

0.74 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.002 

0.01 

0.02 





Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Moothli 

0817000402157900 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.38 

- 

0.38 

- 

0.38 

0.04 

0.29 

0.06 

0.0100 

- 

- 

- 

0.010 

0.070 

0.453 

0.045 

0.407 

0.430 

105.43 

Over Exploited 

Nal 

0817000402158400 

0.15 

0.76 

- 

0.76 

0.01 

0.77 

0.04 

0.34 

0.10 

0.0200 

- 

- 

- 

0.020 

0.122 

0.888 

0.089 

0.799 

0.732 

91.61 

Critical 

Padardi Kalan 

0817000402158800 

0.15 

0.00 

61,019.36 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Padardi Khurd 

0817000402157800 

0.15 

0.20 

- 

0.20 

- 

0.20 

0.04 

0.29 

0.03 

0.0100 

- 

- 

- 

0.010 

0.041 

0.238 

0.024 

0.214 

0.266 

124.42 

Over Exploited 

Padroo 

0817000402164300 

0.15 

1.25 

- 

1.25 

0.05 

1.30 

0.03 

0.24 

0.17 

0.1600 

- 

- 

- 

0.160 

0.334 

1.629 

0.163 

1.466 

4.428 

302.00 

Over Exploited 

Panotrinadi 

0817000302142200 

0.10 

0.43 

(74.04) 

0.34 

0.00 

0.34 

0.04 

0.27 

0.07 

- 

- 

- 

0.006 

0.006 

0.074 

0.419 

0.021 

0.398 

0.104 

26.22 

Safe 

Peeploon 

0817000402163500 

0.15 

0.38 

- 

0.38 

0.02 

0.40 

0.04 

0.35 

0.05 

0.0400 

- 

- 

- 

0.040 

0.090 

0.495 

0.049 

0.445 

1.160 

260.56 

Over Exploited 

Ramniya 

0817000402166000 

0.15 

0.01 

########## 

0.01 

- 

0.01 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.012 

0.001 

0.012 

0.089 

772.29 

Over Exploited 

Simaliya 

0817000302141700 

0.10 

0.26 

51.55 

0.31 

0.01 

0.32 

0.04 

0.26 

0.04 

- 

- 

- 

0.012 

0.012 

0.054 

0.376 

0.019 

0.357 

0.035 

9.87 

Safe 

Siner 

0817000402158300 

0.15 

1.33 

- 

1.33 

0.03 

1.36 

0.04 

0.34 

0.18 

0.0900 

- 

- 

- 

0.090 

0.273 

1.636 

0.164 

1.473 

2.509 

170.40 

Over Exploited 

Sinli Chauseera 

0817000302137200 

0.10 

0.00 

60,385.56 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sinli Jageer 

0817000302136900 

0.10 

0.00 

22,258.09 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Siriyadevi Nagar 

0817000402163700 

0.15 

0.36 

- 

0.36 

0.02 

0.38 

0.04 

0.34 

0.05 

0.0400 

- 

- 

- 

0.040 

0.089 

0.471 

0.047 

0.424 

1.000 

236.01 

Over Exploited 

Siwana 

0817000402158700 

0.15 

0.00 

33,548.44 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.004 

0.119 

2,694.93 

Over Exploited 

Tapra 

0817000302142300 

0.10 

0.59 

- 

0.59 

0.02 

0.61 

0.04 

0.27 

0.10 

0.0200 

- 

- 

0.011 

0.031 

0.127 

0.733 

0.073 

0.660 

0.724 

109.68 

Over Exploited 

Thanmata Hinglaj 

0817000402158600 

0.11 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.15 

0.00 

- 

- 

- 

- 

- 

0.004 

0.037 

0.004 

0.034 

0.036 

107.45 

Over Exploited 



0.15 

0.07 

- 

0.07 

- 

0.07 

0.02 

0.14 

0.01 

- 

- 

- 

- 

- 

0.009 

0.074 

0.007 

0.067 

0.059 

87.65 

Semi Critical 

Thapan 

0817000402158000 

0.11 

0.04 

- 

0.04 

- 

0.04 

0.01 

0.09 

0.01 

0.0100 

- 

- 

- 

0.010 

0.015 

0.052 

0.005 

0.047 

0.284 

611.18 

Over Exploited 



0.15 

0.09 

- 

0.09 

0.01 

0.10 

0.01 

0.12 

0.01 

0.0200 

- 

- 

- 

0.020 

0.033 

0.130 

0.013 

0.117 

0.532 

454.77 

Over Exploited 



0.15 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.012 

0.001 

0.011 

0.075 

709.73 

Over Exploited 

Uchiya 

0817000502186600 

0.15 

1.46 

- 

1.46 

0.01 

1.47 

0.04 

0.29 

0.23 

- 

- 

- 

0.012 

0.012 

0.238 

1.708 

0.171 

1.537 

0.144 

9.36 

Safe 

Variya (Bhagji) 

0817000302142000 

0.10 

0.37 

53.28 

0.45 

- 

0.45 

0.03 

0.23 

0.06 

- 

- 

- 

- 

- 

0.061 

0.509 

0.025 

0.483 

0.079 

16.25 

Safe 

Variya Tagji 

0817000302141600 

0.10 

0.09 

346.43 

0.11 

0.00 

0.11 

0.02 

0.12 

0.02 

- 

- 

- 

0.001 

0.001 

0.016 

0.127 

0.006 

0.121 

0.033 

27.26 

Safe 

Aamjhar 

0817000502185000 

0.20 

0.57 

11.78 

0.64 

- 

0.64 

0.04 

0.27 

0.09 

- 

- 

- 

- 

- 

0.089 

0.727 

0.036 

0.691 

0.038 

5.54 

Safe 

Bagundi 

0817000302135900 

0.10 

0.00 

2,398.24 

0.01 

0.01 

0.02 

0.00 

0.02 

0.00 

- 

- 

- 

0.014 

0.014 

0.015 

0.030 

0.002 

0.029 

0.007 

23.91 

Safe 



0.14 

0.00 

5,058.15 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.003 

193.59 

Over Exploited 

Bajawas 

0817000302136800 

0.14 

0.35 

47.17 

0.42 

0.00 

0.42 

0.04 

0.27 

0.06 

- 

- 

- 

0.001 

0.002 

0.057 

0.480 

0.024 

0.456 

0.033 

7.22 

Safe 

Balotra (M) 

0817000341701000 

0.14 

0.04 

1,353.09 

0.04 

- 

0.04 

0.01 

0.08 

0.01 

- 

- 

- 

- 

- 

0.006 

0.050 

0.003 

0.048 

2.396 

5,038.74 

Over Exploited 

Balotra(Rural) 

0817000302141000 

0.14 

0.13 

190.18 

0.16 

0.01 

0.17 

0.04 

0.26 

0.02 

0.0300 

- 

- 

- 

0.030 

0.053 

0.224 

0.011 

0.213 

0.941 

442.61 

Over Exploited 

Bamseen 

0817000302141200 

0.14 

0.25 

92.66 

0.31 

- 

0.31 

0.04 

0.26 

0.04 

- 

- 

- 

- 

- 

0.043 

0.348 

0.017 

0.331 

0.025 

7.52 

Safe 

Baori Khurd 

0817000502184500 

0.15 

0.00 

796.37 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.003 

58.68 

Safe 



0.05 

0.02 

25.60 

0.03 

- 

0.03 

0.02 

0.13 

0.00 

- 

- 

- 

- 

- 

0.004 

0.032 

0.002 

0.031 

0.014 

43.89 

Safe 



0.10 

0.00 

5,485.99 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Barla 

0817000302135300 

0.10 

0.13 

384.50 

0.16 

- 

0.16 

0.03 

0.25 

0.02 

- 

- 

- 

- 

- 

0.020 

0.177 

0.009 

0.168 

0.018 

10.97 

Safe 

Bedarlai 

0817000302140600 

0.10 

0.06 

211.94 

0.07 

0.02 

0.09 

0.02 

0.14 

0.01 

- 

- 

- 

0.026 

0.026 

0.035 

0.126 

0.006 

0.120 

0.015 

12.41 

Safe 



0.14 

0.02 

395.63 

0.03 

0.00 

0.03 

0.01 

0.08 

0.00 

- 

- 

- 

0.000 

0.000 

0.004 

0.033 

0.002 

0.031 

0.008 

25.20 

Safe 

Bhakharsar 

0817000302145100 

0.10 

0.00 

235,479.13 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.00 

38,740.61 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhana Magra 

0817000502185100 

0.15 

0.01 

766.44 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.010 

0.005 

55.32 

Safe 



0.20 

0.48 

17.17 

0.56 

0.00 

0.56 

0.03 

0.24 

0.08 

- 

- 

- 

0.001 

0.001 

0.077 

0.641 

0.032 

0.609 

0.037 

6.04 

Safe 

Bhandiyawas 

0817000302143600 

0.10 

0.06 

716.72 

0.07 

0.01 

0.07 

0.01 

0.07 

0.01 

- 

- 

- 

0.010 

0.010 

0.019 

0.092 

0.005 

0.088 

0.028 

31.38 

Safe 



0.14 

0.01 

1,569.24 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.002 

0.016 

0.001 

0.015 

0.011 

70.43 

Semi Critical 

Bhatiyon Ki Der 

0817000202134200 

0.05 

0.00 

171.49 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.005 

106.92 

Over Exploited 

Bheemarlai 

0817000302134900 

0.10 

0.00 

30,230.00 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.14 

0.28 

45.26 

0.34 

0.00 

0.34 

0.04 

0.26 

0.04 

- 

- 

- 

0.004 

0.004 

0.048 

0.387 

0.019 

0.367 

0.026 

7.19 

Safe 

Bhooka Thansingh 

0817000502185500 

0.15 

0.00 

2,039.21 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

224.63 

Over Exploited 



0.20 

0.22 

27.28 

0.26 

- 

0.26 

0.02 

0.13 

0.03 

- 

- 

- 

- 

- 

0.034 

0.292 

0.015 

0.277 

0.029 

10.45 

Safe 

Borawas 

0817000302136200 

0.10 

0.00 

57,528.37 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.14 

0.52 

166.14 

0.63 

0.00 

0.63 

0.02 

0.18 

0.08 

- 

- 

- 

0.002 

0.002 

0.085 

0.713 

0.036 

0.677 

0.071 

10.55 

Safe 

Botala Purohitan 

0817000302134700 

0.10 

0.05 

########## 

0.07 

- 

0.07 

0.01 

0.10 

0.01 

- 

- 

- 

- 

- 

0.008 

0.074 

0.004 

0.070 

0.018 

26.14 

Safe 

Champa Bhakhri 

0817000502185300 

0.15 

0.00 

3,262.67 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

328.27 

Over Exploited 



0.20 

0.57 

(22.10) 

0.45 

0.00 

0.46 

0.03 

0.23 

0.09 

- 

- 

- 

0.003 

0.003 

0.091 

0.548 

0.027 

0.521 

0.044 

8.43 

Safe 

Chandesara 

0817000302134800 

0.10 

0.01 

648.16 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.012 

0.001 

0.011 

0.005 

43.90 

Safe 

Chaukriya Ki Dhani 

0817000302135100 

0.10 

0.33 

657,655.70 

0.39 

- 

0.39 

0.03 

0.25 

0.05 

- 

- 

- 

- 

- 

0.052 

0.446 

0.022 

0.423 

0.045 

10.71 

Safe 

Chirdani 

0817000302143400 

0.14 

0.19 

53.25 

0.23 

0.00 

0.23 

0.03 

0.25 

0.03 

- 

- 

- 

0.000 

0.000 

0.029 

0.256 

0.013 

0.244 

0.019 

7.75 

Safe 

Chiriya 

0817000202124500 

0.05 

0.00 

3,118.09 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chiriyara 

0817000302145400 

0.04 

0.00 

2,867.03 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

867.52 

Over Exploited 

Dakhan 

0817000502186500 

0.20 

0.00 

441.29 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.005 

0.006 

115.45 

Over Exploited 

Dandali 

0817000502184800 

0.20 

1.10 

(12.53) 

0.96 

0.00 

0.96 

0.04 

0.27 

0.17 

- 

- 

- 

0.001 

0.001 

0.171 

1.134 

0.057 

1.077 

0.076 

7.07 

Safe 

Danoniyon Ki Dhani 

0817000202133400 

0.15 

0.01 

658.18 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.002 

0.013 

0.001 

0.013 

0.006 

45.60 

Safe 



0.20 

0.01 

632.57 

0.01 

0.00 

0.02 

0.01 

0.04 

0.00 

- 

- 

- 

0.003 

0.003 

0.004 

0.021 

0.001 

0.020 

0.006 

28.20 

Safe 

Doodhwa Der 

0817000302135200 

0.10 

0.15 

306.61 

0.18 

- 

0.18 

0.04 

0.26 

0.02 

- 

- 

- 

- 

- 

0.023 

0.204 

0.010 

0.193 

0.020 

10.28 

Safe 

Doodhwa Malinath 

0817000302135600 

0.10 

0.02 

674.09 

0.03 

- 

0.03 

0.02 

0.11 

0.00 

- 

- 

- 

- 

- 

0.004 

0.034 

0.002 

0.032 

0.008 

23.62 

Safe 

Evadi Bhimji 

0817000502183900 

0.05 

0.00 

26,829.22 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Evadi Chauseera 

0817000502184100 

0.05 

0.03 

(28.10) 

0.02 

- 

0.02 

0.03 

0.22 

0.00 

- 

- 

- 

- 

- 

0.004 

0.026 

0.001 

0.025 

0.009 

35.88 

Safe 

Gangli 

0817000502184200 

0.05 

0.00 

1,322.16 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

581.44 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 







Non-command 

Younger Alluvium 

7.047 

0.74 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.53 

0.28 

0.00 

0.022 

0.09 

0.17 


Ghanchida 

0817000502185600 

36.071 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.005 

0.26 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Girli Charnan 

0817000502184900 

5.569 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.894 

0.89 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.11 

0.00 

0.009 

0.12 

0.23 







Non-command 

Rhyolite 

0.075 

0.89 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 







Non-command 

Younger Alluvium 

2.600 

0.89 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.12 

0.00 

0.008 

0.11 

0.21 


Girli Kitpal 

0817000502184700 

4.651 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.012 

0.94 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

4.638 

0.94 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.44 

0.23 

0.00 

0.014 

0.23 

0.44 


Godaron Ki Dhani 

0817000302140500 

5.957 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.002 

0.79 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gol Soda 

0817000302136600 

16.689 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.855 

1.23 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.09 

0.00 

0.006 

0.03 

0.05 







Non-command 

Younger Alluvium 

7.414 

1.23 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.83 

0.42 

0.00 

0.022 

0.10 

0.20 


Gol Station 

0817000302136500 

12.270 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.673 

1.35 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.002 

0.01 

0.02 







Non-command 

Younger Alluvium 

0.189 

1.35 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.00 

0.01 


Gopri 

0817000302140400 

12.586 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.440 

0.82 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.11 

0.00 

0.010 

0.06 

0.12 


Ikadani 

0817000302144600 

11.813 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.783 

0.87 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.06 

0.00 

0.005 

0.03 

0.07 


Jasol 

0817000302142700 

31.011 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.372 

1.01 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.00 

0.001 

0.00 

0.01 







Non-command 

Younger Alluvium 

1.584 

1.01 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.08 

0.05 

0.005 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Younger Alluvium 

7.139 

1.01 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.67 

0.33 

0.06 

0.021 

0.05 

0.10 


Jerla 

0817000302140800 

17.449 

Saline 

Non-command 

Non-command 

Younger Alluvium 

14.286 

1.13 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

1.46 

0.73 

0.00 

0.043 

0.18 

0.36 


Jhoond 

0817000202123900 

2.867 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.013 

0.74 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Rhyolite 

0.000 

0.74 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jhoond South 

0817000202124000 

2.831 

Saline 

Non-command 

Non-command 

Rhyolite 

0.370 

0.77 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.03 

0.06 


Kalawa 

0817000302137600 

29.062 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.672 

1.14 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.00 

0.002 

0.01 

0.01 







Non-command 

Younger Alluvium 

13.217 

1.14 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

1.37 

0.68 

0.00 

0.040 

0.10 

0.20 


Kalwari 

0817000302137100 

10.889 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.497 

0.81 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.37 

0.19 

0.00 

0.017 

0.12 

0.23 


Kanawas 

0817000302144200 

2.682 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.003 

1.46 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.845 

1.46 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.05 

0.00 

0.003 

0.07 

0.14 


Kapooriya 

0817000302136400 

10.250 

Saline 

Non-command 

Non-command 

Younger Alluvium 

10.250 

1.34 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

1.24 

0.62 

0.00 

0.031 

0.22 

0.44 


Kama 

0817000502185200 

28.727 

Saline 

Non-command 

Non-command 

Older Alluvium 

10.997 

0.70 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.63 

0.32 

0.00 

0.034 

0.09 

0.18 







Non-command 

Younger Alluvium 

12.048 

0.70 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.86 

0.44 

0.00 

0.038 

0.10 

0.19 


Kerala 

0817000202124100 

2.127 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.001 

1.94 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Rhyolite 

1.930 

1.94 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.01 

0.005 

0.21 

0.39 



0817000202124700 

13.211 

Saline 

Non-command 

Non-command 

Rhyolite 

8.825 

1.89 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.14 

0.00 

0.022 

0.15 

0.29 


Khar Ki Dhani 

0817000302135000 

9.263 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.884 

0.97 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.70 

0.36 

0.00 

0.027 

0.22 

0.43 







Non-command 

Younger Alluvium 

0.378 

0.97 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.01 

0.02 


Khattoo 

0817000302134500 

42.145 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.379 

2.62 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.50 

0.26 

0.00 

0.007 

0.01 

0.02 







Non-command 

Rhyolite 

9.919 

2.62 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.40 

0.21 

0.00 

0.030 

0.05 

0.10 


Kher 

0817000302141100 

31.714 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.444 

1.18 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.07 

0.00 

0.004 

0.01 

0.02 







Non-command 

Younger Alluvium 

30.270 

1.18 

0.090 

0.03 

0.00 

0.00 

0.00 

0.01 

3.23 

1.60 

0.00 

0.091 

0.21 

0.42 


Khotho Ki Dhani (Bhadasar) 

0817000202125200 

4.608 

Saline 

Non-command 

Non-command 

Rhyolite 

0.074 

2.20 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Kitpala 

0817000302141800 

18.323 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.790 

0.69 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.002 

0.01 

0.02 


Kuri 

0817000302149200 

27.987 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.173 

1.27 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.42 

0.21 

0.00 

0.013 

0.03 

0.07 


Lachhar 

0817000302135400 

12.932 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.577 

1.65 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.00 

0.002 

0.01 

0.02 


Ladhaniyon Ki Dhani 

0817000202125100 

5.603 

Saline 

Non-command 

Non-command 

Rhyolite 

3.958 

2.59 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.08 

0.00 

0.010 

0.16 

0.30 


Maliyon Ki Dhani 

0817000302143700 

17.770 

Saline 

Non-command 

Non-command 

Older Alluvium 

17.770 

1.28 

0.080 

0.02 

0.00 

0.00 

0.00 

0.01 

1.83 

0.91 

0.00 

0.053 

0.22 

0.44 


Manawas 

0817000502185400 

9.825 

Saline 

Non-command 

Non-command 

Younger Alluvium 

9.600 

0.56 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.55 

0.28 

0.00 

0.030 

0.24 

0.46 


Mandapura 

0817000302140700 

21.126 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.251 

1.07 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.14 

0.00 

0.010 

0.03 

0.07 







Non-command 

Younger Alluvium 

17.751 

1.07 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

1.73 

0.86 

0.00 

0.053 

0.18 

0.37 


Mandawas 

0817000302137500 

6.384 

Saline 

Non-command 

Non-command 

Younger Alluvium 

6.384 

1.33 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.77 

0.39 

0.00 

0.019 

0.22 

0.44 


Manjiwala 

0817000302142800 

15.721 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.002 

0.64 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Younger Alluvium 

0.285 

0.64 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.00 

0.01 


Mekarna 

0817000302136700 

15.401 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.780 

1.10 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.17 

0.00 

0.011 

0.06 

0.11 







Non-command 

Younger Alluvium 

11.620 

1.10 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

1.16 

0.59 

0.00 

0.035 

0.17 

0.34 


Mewa Nagar 

0817000302141400 

52.883 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.525 

1.02 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.002 

0.00 

0.00 







Non-command 

Younger Alluvium 

0.095 

1.02 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

22.581 

1.02 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

1.86 

0.91 

0.01 

0.068 

0.09 

0.19 







Non-command 

Younger Alluvium 

9.773 

1.02 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.91 

0.44 

0.01 

0.029 

0.04 

0.08 


Moongra 

0817000302143300 

25.655 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.322 

1.01 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.00 

0.001 

0.00 

0.01 


Newai 

0817000302143800 

16.148 

Saline 

Non-command 

Non-command 

Older Alluvium 

15.266 

1.19 

0.080 

0.02 

0.00 

0.00 

0.00 

0.01 

1.46 

0.72 

0.00 

0.046 

0.21 

0.42 


Nimbli 

0817000302135500 

10.832 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.978 

1.77 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.07 

0.00 

0.003 

0.02 

0.04 


Pachpadra 

0817000302143500 

24.730 

Saline 

Non-command 

Non-command 

Older Alluvium 

16.044 

1.13 

0.080 

0.02 

0.00 

0.00 

0.00 

0.04 

1.43 

0.71 

0.00 

0.048 

0.14 

0.29 







Non-command 

Younger Alluvium 

8.685 

1.13 

0.090 

0.01 

0.00 

0.00 

0.00 

0.02 

0.87 

0.43 

0.00 

0.026 

0.08 

0.15 


Patau Kalan 

0817000302149000 

13.230 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.058 

1.88 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.92 

0.46 

0.00 

0.018 

0.10 

0.20 


Radiya Talar 

0817000202124400 

4.071 

Saline 

Non-command 

Non-command 

Rhyolite 

0.470 

0.69 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.03 

0.05 


Rajeshwar Nagar 

0817000302148000 

7.629 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.304 

1.78 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.001 

0.01 

0.02 


Rajpura 

0817000302147900 

14.845 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.687 

1.49 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.00 

0.002 

0.01 

0.02 







Non-command 

Rhyolite 

3.757 

1.49 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.00 

0.011 

0.06 

0.11 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.032 

1.49 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Raneri 

0817000502183800 

3.792 

Saline 

Non-command 

Non-command 

Rhyolite 

0.178 

0.82 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.20 

0.11 

346,256.81 

0.13 

- 

0.13 

0.01 

0.10 

0.02 

- 

- 

- 

- 

- 

0.016 

0.145 

0.007 

0.138 

0.022 

15.89 

Safe 

Ghanchida 

081700050218560C 

0.20 

0.00 

354,113.00 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Girli Charnan 

081700050218490C 

0.15 

0.05 

105.34 

0.06 

0.00 

0.07 

0.02 

0.14 

0.01 

- 

- 

- 

0.002 

0.002 

0.010 

0.075 

0.004 

0.072 

0.009 

12.61 

Safe 



0.05 

0.00 

4,030.82 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.06 

114.20 

0.07 

0.00 

0.07 

0.02 

0.13 

0.01 

- 

- 

- 

0.002 

0.002 

0.011 

0.081 

0.004 

0.077 

0.008 

10.53 

Safe 

Girli Kitpal 

0817000502184700 

0.15 

0.00 

42,347.31 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.22 

6.95 

0.23 

- 

0.23 

0.04 

0.27 

0.03 

- 

- 

- 

- 

- 

0.034 

0.266 

0.013 

0.253 

0.014 

5.71 

Safe 

Godaron Ki Dhani 

0817000302140500 

0.10 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gol Soda 

0817000302136600 

0.10 

0.00 

1,893.43 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.006 

93.14 

Critical 



0.14 

0.10 

304.57 

0.12 

0.00 

0.13 

0.02 

0.12 

0.02 

- 

- 

- 

0.003 

0.003 

0.020 

0.146 

0.007 

0.139 

0.022 

16.06 

Safe 

Gol Station 

0817000302136500 

0.10 

0.00 

4,324.53 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

188.78 

Over Exploited 



0.14 

0.00 

12,515.66 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Gopri 

0817000302140400 

0.10 

0.02 

443.32 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.003 

0.028 

0.001 

0.026 

0.010 

39.58 

Safe 

Ikadani 

0817000302144600 

0.10 

0.01 

942.36 

0.01 

0.00 

0.01 

0.00 

0.04 

0.00 

- 

- 

- 

0.000 

0.000 

0.001 

0.009 

0.000 

0.008 

0.005 

65.75 

Safe 

Jasol 

0817000302142700 

0.10 

0.00 

306,703.86 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

966.20 

Over Exploited 



0.14 

0.00 

34,253.66 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.053 

1,946.41 

Over Exploited 



0.14 

0.05 

91,556.47 

0.06 

- 

0.06 

0.01 

0.06 

0.01 

- 

- 

- 

- 

- 

0.009 

0.068 

0.003 

0.065 

0.078 

120.77 

Over Exploited 

Jerla 

0817000302140800 

0.14 

0.36 

102.57 

0.43 

0.00 

0.43 

0.03 

0.21 

0.06 

- 

- 

- 

0.004 

0.004 

0.064 

0.497 

0.025 

0.472 

0.043 

9.10 

Safe 

Jhoond 

0817000202123900 

0.05 

0.00 

42,615.15 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jhoond South 

0817000202124000 

0.05 

0.00 

300.33 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Kalawa 

0817000302137600 

0.10 

0.00 

8,853.30 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

459.00 

Over Exploited 



0.14 

0.18 

267.94 

0.22 

0.00 

0.22 

0.02 

0.12 

0.03 

- 

- 

- 

0.004 

0.004 

0.033 

0.258 

0.013 

0.245 

0.040 

16.25 

Safe 

Kalwari 

0817000302137100 

0.10 

0.06 

190.31 

0.08 

- 

0.08 

0.02 

0.13 

0.01 

- 

- 

- 

- 

- 

0.010 

0.087 

0.004 

0.083 

0.017 

20.01 

Safe 

Kanawas 

0817000302144200 

0.10 

0.00 

205,062.73 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.01 

739.84 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.007 

0.003 

34.06 

Safe 

Kapooriya 

0817000302136400 

0.14 

0.32 

94.79 

0.38 

- 

0.38 

0.04 

0.26 

0.05 

- 

- 

- 

- 

- 

0.051 

0.435 

0.022 

0.414 

0.031 

7.45 

Safe 

Kama 

0817000502185200 

0.15 

0.15 

115.90 

0.18 

0.00 

0.18 

0.01 

0.10 

0.02 

- 

- 

- 

0.005 

0.005 

0.029 

0.210 

0.011 

0.200 

0.034 

17.14 

Safe 



0.20 

0.24 

84.91 

0.28 

0.00 

0.29 

0.02 

0.11 

0.04 

- 

- 

- 

0.001 

0.001 

0.038 

0.323 

0.016 

0.307 

0.038 

12.22 

Safe 

Kerala 

0817000202124100 

0.05 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.02 

48.56 

0.02 

- 

0.02 

0.03 

0.24 

0.00 

- 

- 

- 

- 

- 

0.003 

0.027 

0.001 

0.026 

0.017 

65.71 

Safe 


0817000202124700 

0.05 

0.07 

106.38 

0.08 

- 

0.08 

0.02 

0.18 

0.01 

- 

- 

- 

- 

- 

0.010 

0.091 

0.005 

0.086 

0.022 

25.59 

Safe 

Khar Ki Dhani 

0817000302135000 

0.10 

0.19 

85.32 

0.23 

0.00 

0.23 

0.03 

0.25 

0.03 

- 

- 

- 

0.002 

0.002 

0.033 

0.267 

0.013 

0.254 

0.027 

10.52 

Safe 



0.14 

0.00 

3,362.74 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

178.71 

Over Exploited 

Khattoo 

0817000302134500 

0.10 

0.00 

8,516.36 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.007 

181.44 

Over Exploited 



0.04 

0.02 

893.61 

0.03 

- 

0.03 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.003 

0.029 

0.001 

0.027 

0.030 

108.78 

Over Exploited 

Kher 

0817000302141100 

0.10 

0.00 

4,420.40 

0.00 

0.00 

0.01 

0.00 

0.01 

0.00 

- 

- 

- 

0.007 

0.007 

0.007 

0.014 

0.001 

0.013 

0.004 

33.06 

Safe 



0.14 

0.89 

80.69 

1.07 

0.01 

1.07 

0.03 

0.24 

0.15 

- 

- 

- 

0.011 

0.011 

0.158 

1.230 

0.062 

1.169 

0.091 

7.79 

Safe 

Khotho Ki Dhani (Bhadasar) 

0817000202125200 

0.05 

0.00 

10,119.19 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kitpala 

0817000302141800 

0.10 

0.00 

2,647.53 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

232.77 

Over Exploited 

Kuri 

0817000302149200 

0.10 

0.01 

1,455.25 

0.02 

- 

0.02 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.002 

0.018 

0.001 

0.018 

0.013 

71.75 

Semi Critical 

Lachhar 

0817000302135400 

0.10 

0.00 

6,648.77 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

232.22 

Over Exploited 

Ladhaniyon Ki Dhani 

0817000202125100 

0.05 

0.03 

156.83 

0.04 

- 

0.04 

0.02 

0.19 

0.00 

- 

- 

- 

- 

- 

0.005 

0.043 

0.002 

0.041 

0.012 

29.04 

Safe 

Maliyon Ki Dhani 

0817000302143700 

0.10 

0.39 

133.95 

0.46 

0.01 

0.47 

0.03 

0.25 

0.06 

- 

- 

- 

0.008 

0.008 

0.064 

0.534 

0.027 

0.507 

0.053 

10.54 

Safe 

Manawas 

0817000502185400 

0.20 

0.45 

(37.33) 

0.36 

- 

0.36 

0.04 

0.27 

0.07 

- 

- 

- 

- 

- 

0.070 

0.434 

0.022 

0.412 

0.030 

7.26 

Safe 

Mandapura 

0817000302140700 

0.10 

0.01 

1,162.69 

0.01 

0.00 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

0.001 

0.001 

0.002 

0.016 

0.001 

0.015 

0.010 

65.13 

Safe 



0.14 

0.46 

87.71 

0.55 

0.00 

0.55 

0.03 

0.21 

0.07 

- 

- 

- 

0.007 

0.007 

0.077 

0.629 

0.031 

0.597 

0.053 

8.94 

Safe 

Mandawas 

0817000302137500 

0.14 

0.20 

95.69 

0.24 

- 

0.24 

0.04 

0.26 

0.03 

- 

- 

- 

- 

- 

0.032 

0.269 

0.013 

0.255 

0.019 

7.52 

Safe 

Manjiwala 

0817000302142800 

0.14 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.14 

0.00 

4,852.64 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Mekarna 

0817000302136700 

0.10 

0.02 

703.65 

0.03 

- 

0.03 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.003 

0.029 

0.001 

0.027 

0.011 

41.87 

Safe 



0.14 

0.28 

111.88 

0.33 

- 

0.33 

0.03 

0.20 

0.04 

- 

- 

- 

- 

- 

0.044 

0.378 

0.019 

0.359 

0.035 

9.73 

Safe 

Mewa Nagar 

0817000302141400 

0.10 

0.00 

73,790.75 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

2,050.10 

Over Exploited 



0.14 

0.00 

79,361.87 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.16 

########## 

0.20 

- 

0.20 

0.02 

0.11 

0.03 

- 

- 

- 

- 

- 

0.027 

0.223 

0.011 

0.212 

0.082 

38.59 

Safe 



0.14 

0.06 

687.39 

0.07 

- 

0.07 

0.01 

0.05 

0.01 

- 

- 

- 

- 

- 

0.009 

0.077 

0.004 

0.073 

0.036 

49.94 

Safe 

Moongra 

0817000302143300 

0.14 

0.00 

11,565.50 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Newai 

0817000302143800 

0.10 

0.31 

129.89 

0.38 

0.01 

0.38 

0.03 

0.24 

0.05 

- 

- 

- 

0.008 

0.008 

0.054 

0.437 

0.022 

0.415 

0.046 

11.07 

Safe 

Nimbli 

0817000302135500 

0.10 

0.00 

3,456.88 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.003 

114.99 

Over Exploited 

Pachpadra 

0817000302143500 

0.10 

0.23 

210.95 

0.27 

0.04 

0.31 

0.02 

0.16 

0.03 

- 

- 

- 

0.063 

0.063 

0.096 

0.410 

0.020 

0.389 

0.048 

12.41 

Safe 



0.14 

0.09 

361.88 

0.11 

0.02 

0.13 

0.01 

0.09 

0.01 

- 

- 

- 

0.034 

0.034 

0.048 

0.182 

0.009 

0.173 

0.026 

15.12 

Safe 

Patau Kalan 

0817000302149000 

0.10 

0.06 

658.28 

0.07 

- 

0.07 

0.02 

0.12 

0.01 

- 

- 

- 

- 

- 

0.009 

0.083 

0.004 

0.078 

0.018 

23.22 

Safe 

Radiya Talar 

0817000202124400 

0.05 

0.00 

320.81 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

148.42 

Over Exploited 

Rajeshwar Nagar 

0817000302148000 

0.10 

0.00 

8,057.67 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Rajpura 

0817000302147900 

0.10 

0.00 

5,768.18 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

231.09 

Over Exploited 



0.04 

0.01 

403.09 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.011 

0.011 

105.58 

Over Exploited 



0.10 

0.00 

129,375.22 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Raneri 

0817000502183800 

0.05 

0.00 

1,071.06 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Rewara Asiyan 

081700030214390C 

4.949 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.326 

1.49 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.14 

0.00 

0.007 

0.10 

0.21 


Rewara Barthan 

0817000302144100 

4.533 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.306 

1.67 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.09 

0.01 

0.004 

0.06 

0.13 


Rewara Jetmalan 

0817000302148900 

9.665 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.155 

1.30 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.17 

0.00 

0.009 

0.07 

0.14 


Rewara Maiya 

0817000302144400 

6.051 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.564 

1.17 

0.080 

0.01 

0.00 

0.00 

0.00 

0.01 

0.52 

0.26 

0.00 

0.017 

0.20 

0.41 


Rewara Nayapura 

0817000302144300 

3.957 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.247 

1.15 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.00 

0.004 

0.07 

0.14 







Non-command 

Rhyolite 

0.055 

1.15 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.431 

1.15 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.11 

0.00 

0.007 

0.13 

0.27 


Rewara Sandaycha 

0817000302144000 

4.095 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.113 

1.52 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Rewara Sodha 

0817000302144500 

3.326 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.878 

1.16 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.13 

0.00 

0.009 

0.19 

0.38 


Rikarlai 

0817000302137000 

8.437 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.707 

0.97 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.46 

0.24 

0.06 

0.017 

0.16 

0.31 







Non-command 

Younger Alluvium 

2.730 

0.97 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.25 

0.13 

0.03 

0.008 

0.07 

0.15 


Roopadevi 

0817000302135800 

7.840 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.134 

1.52 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.00 

0.01 


Sambhra 

0817000302137700 

40.176 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.785 

0.98 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.15 

0.00 

0.011 

0.02 

0.04 


Sanpa Phanta Bhomji 

0817000202134400 

22.938 

Saline 

Non-command 

Non-command 

Rhyolite 

0.389 

0.69 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 


Sareli Ki Dhani 

0817000502184400 

13.739 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.941 

0.80 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.00 

0.003 

0.02 

0.03 







Non-command 

Rhyolite 

12.101 

0.80 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.08 

0.00 

0.038 

0.21 

0.38 







Non-command 

Younger Alluvium 

0.577 

0.80 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.002 

0.01 

0.02 


Seoron Ki Dhnai 

0817000502184300 

24.252 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.035 

0.77 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Rhyolite 

17.868 

0.77 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.21 

0.12 

0.00 

0.056 

0.18 

0.32 







Non-command 

Younger Alluvium 

2.900 

0.77 

0.100 

0.00 

0.00 

0.00 

0.00 

0.01 

0.22 

0.12 

0.00 

0.009 

0.03 

0.05 


Shobhawas 

0817000302141300 

3.277 

Saline 

Non-command 

Non-command 

Younger Alluvium 

3.277 

1.25 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.37 

0.18 

0.00 

0.010 

0.22 

0.44 


Simaliya 

0817000302141700 

12.035 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.308 

0.85 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.01 

0.01 


Sinli Chauseera 

0817000302137200 

20.538 

Saline 

Non-command 

Non-command 

Older Alluvium 

17.824 

1.34 

0.080 

0.02 

0.00 

0.00 

0.00 

0.01 

1.93 

0.96 

0.00 

0.054 

0.20 

0.39 







Non-command 

Younger Alluvium 

2.634 

1.34 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.16 

0.00 

0.008 

0.03 

0.06 


Sinli Jageer 

0817000302136900 

17.839 

Saline 

Non-command 

Non-command 

Older Alluvium 

14.670 

1.11 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.31 

0.66 

0.00 

0.044 

0.19 

0.37 







Non-command 

Younger Alluvium 

3.014 

1.11 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.15 

0.00 

0.009 

0.04 

0.08 


Sodhon Ki Dhani 

0817000302136300 

10.356 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.094 

1.36 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.06 

0.00 

0.003 

0.02 

0.05 







Non-command 

Younger Alluvium 

8.128 

1.36 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

1.01 

0.51 

0.00 

0.024 

0.18 

0.35 


Somesara Juna 

0817000202133200 

6.545 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.630 

0.96 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.11 

0.00 

0.008 

0.09 

0.18 







Non-command 

Younger Alluvium 

1.942 

0.96 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.09 

0.00 

0.006 

0.07 

0.13 


Somesara Naya 

0817000202133300 

27.877 

Saline 

Non-command 

Non-command 

Younger Alluvium 

3.466 

0.96 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.18 

0.00 

0.011 

0.03 

0.05 


Temawas 

0817000302140900 

2.608 

Saline 

Non-command 

Non-command 

Younger Alluvium 

2.608 

1.35 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.16 

0.00 

0.008 

0.22 

0.44 


Thanmali Nath 

0817000302137400 

3.397 

Saline 

Non-command 

Non-command 

Younger Alluvium 

3.397 

1.23 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.37 

0.19 

0.00 

0.010 

0.22 

0.44 


Thob 

0817000302147800 

77.241 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.445 

1.73 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.10 

0.00 

0.004 

0.00 

0.01 


Tilwara 

0817000302137300 

32.942 

Saline 

Non-command 

Non-command 

Older Alluvium 

12.762 

1.43 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.47 

0.73 

0.00 

0.038 

0.09 

0.17 







Non-command 

Younger Alluvium 

20.180 

1.43 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

2.61 

1.30 

0.01 

0.061 

0.14 

0.27 


Undriyasara 

0817000202133700 

15.941 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.078 

0.72 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Rhyolite 

0.018 

0.72 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Variya (Bhagji) 

0817000302142000 

21.489 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.705 

0.77 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.08 

0.00 

0.008 

0.03 

0.06 


Variya Tagji 

0817000302141600 

18.281 

Saline 

Non-command 

Non-command 

Older Alluvium 

9.641 

1.20 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.93 

0.46 

0.01 

0.029 

0.12 

0.24 


Variya Varecha 

0817000302141500 

8.590 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.590 

1.49 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

1.05 

0.52 

0.09 

0.026 

0.22 

0.45 

11008070 

Aakora 

0817000802240800 

36.919 

Fresh 

Non-command 

Non-command 

Older Alluvium 

15.871 

0.70 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.90 

0.60 

0.01 

0.041 

0.10 

0.15 


Adarsh Undkha 

0817000602219500 

5.496 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.607 

1.06 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.002 

0.03 

0.04 







Non-command 

Rhyolite 

3.447 

1.06 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.00 

0.009 

0.14 

0.21 


Alaniyon Ki Dhani 

0817000602214400 

9.661 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

9.661 

0.41 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.16 

0.00 

0.024 

0.23 

0.34 


Alika Tala 

0817000602218500 

6.055 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.345 

0.69 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.16 

0.00 

0.011 

0.16 

0.24 


Asara Ki Beri 

0817000602212100 

14.588 

Fresh 

Non-command 

Non-command 

Rhyolite 

4.348 

2.40 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.11 

0.00 

0.011 

0.07 

0.10 


Ati 

0817000602217500 

47.080 

Fresh 

Non-command 

Non-command 

Rhyolite 

47.080 

1.77 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

1.29 

0.87 

0.01 

0.123 

0.23 

0.34 


Bakaniyon Ka Was 

0817000602214900 

7.875 

Fresh 

Non-command 

Non-command 

Rhyolite 

5.819 

0.32 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.018 

0.17 

0.25 







Non-command 

Tertiary Sandstone 

2.056 

0.32 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.006 

0.06 

0.09 


Bakhse Ka Tala 

0817000602223200 

14.708 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.930 

0.81 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.003 

0.01 

0.02 


Balau 

0817000602218700 

5.192 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.094 

1.05 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.00 

0.003 

0.05 

0.07 







Non-command 

Rhyolite 

3.899 

1.05 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.010 

0.17 

0.26 


Balera 

0817000602217800 

11.393 

Fresh 

Non-command 

Non-command 

Rhyolite 

11.393 

1.73 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.32 

0.21 

0.03 

0.030 

0.23 

0.34 


Bandra 

0817000602213500 

8.945 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

8.945 

0.40 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.15 

0.01 

0.022 

0.23 

0.34 


Barmer (M) 

0817000641702000 

24.324 

Fresh 

Non-command 

Non-command 

Rhyolite 

24.324 

-0.67 

0.015 

2.37 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

7.230 

0.23 

0.34 


Barmer (Rural) 

0817000602212800 

2.262 

Fresh 

Non-command 

Non-command 

Rhyolite 

2.262 

-0.80 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.23 

0.34 


Barmer Adrash Agoor 

0817000602220300 

5.288 

Fresh 

Non-command 

Non-command 

Rhyolite 

5.288 

0.40 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.014 

0.23 

0.34 


Barmer Agor 

0817000602217100 

13.024 

Fresh 

Non-command 

Non-command 

Rhyolite 

13.024 

-0.20 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.034 

0.23 

0.34 


Barmer Gadan 

0817000602217200 

9.679 

Fresh 

Non-command 

Non-command 

Rhyolite 

9.679 

0.82 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.00 

0.025 

0.23 

0.34 


Barmer Magra 

0817000602213200 

13.541 

Fresh 

Non-command 

Non-command 

Rhyolite 

5.493 

-0.18 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.014 

0.09 

0.14 







Non-command 

Tertiary Sandstone 

8.048 

-0.18 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.021 

0.14 

0.20 


Beebara 

0817000602212000 

9.242 

Fresh 

Non-command 

Non-command 

Rhyolite 

5.872 

1.50 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.10 

0.00 

0.015 

0.15 

0.22 


Berdho Ki Dhani 

0817000602218600 

6.314 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.411 

1.11 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.00 

0.004 

0.05 

0.08 


Beriwala Gaon 

0817000602217000 

12.341 

Fresh 

Non-command 

Non-command 

Rhyolite 

12.341 

0.29 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.038 

0.23 

0.34 


Beriwala Tala 

0817000602220800 

21.636 

Fresh 

Non-command 

Non-command 

Rhyolite 

0.078 

0.71 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Rhyolite 

8.523 

0.71 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.00 

0.027 

0.09 

0.13 


Bhation Ka Der 

0817000602210000 

12.200 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

8.032 

-0.07 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.020 

0.15 

0.22 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Rewara Asiyan 

0817000302143900 

0.10 

0.02 

476.15 

0.03 

- 

0.03 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.003 

0.032 

0.002 

0.031 

0.007 

22.91 

Safe 

Rewara Barthan 

0817000302144100 

0.10 

0.01 

953.38 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.011 

0.011 

103.32 

Over Exploited 

Rewara Jetmalan 

0817000302148900 

0.10 

0.02 

628.15 

0.03 

- 

0.03 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.003 

0.031 

0.002 

0.029 

0.009 

32.36 

Safe 

Rewara Maiya 

0817000302144400 

0.10 

0.11 

132.63 

0.13 

0.01 

0.14 

0.03 

0.23 

0.02 

- 

- 

- 

0.010 

0.010 

0.027 

0.168 

0.008 

0.159 

0.017 

10.51 

Safe 

Rewara Nayapura 

0817000302144300 

0.10 

0.01 

561.10 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.012 

0.001 

0.011 

0.004 

34.11 

Safe 



0.04 

0.00 

5,882.95 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.03 

239.18 

0.04 

- 

0.04 

0.02 

0.15 

0.00 

- 

- 

- 

- 

- 

0.005 

0.044 

0.002 

0.042 

0.007 

17.50 

Safe 

Rewara Sandaycha 

0817000302144000 

0.10 

0.00 

9,761.14 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Rewara Sodha 

0817000302144500 

0.10 

0.05 

141.79 

0.07 

0.00 

0.07 

0.03 

0.22 

0.01 

- 

- 

- 

0.003 

0.003 

0.011 

0.079 

0.004 

0.075 

0.009 

11.60 

Safe 

Rikarlai 

0817000302137000 

0.10 

0.09 

165.72 

0.11 

- 

0.11 

0.02 

0.18 

0.01 

- 

- 

- 

- 

- 

0.014 

0.120 

0.006 

0.114 

0.075 

65.70 

Safe 



0.14 

0.03 

345.25 

0.03 

- 

0.03 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.005 

0.039 

0.002 

0.037 

0.037 

101.58 

Over Exploited 

Roopadevi 

0817000302135800 

0.10 

0.00 

15,895.73 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sambhra 

0817000302137700 

0.10 

0.01 

1,777.72 

0.01 

0.00 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

0.003 

0.003 

0.004 

0.015 

0.001 

0.015 

0.011 

78.03 

Semi Critical 

Sanpa Phanta Bhomji 

0817000202134400 

0.05 

0.00 

2,904.42 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

1,190.53 

Over Exploited 

Sareli Ki Dhani 

0817000502184400 

0.15 

0.00 

1,334.07 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.003 

98.70 

Critical 



0.05 

0.13 

(34.60) 

0.10 

0.00 

0.11 

0.03 

0.24 

0.02 

- 

- 

- 

0.006 

0.006 

0.025 

0.131 

0.007 

0.124 

0.038 

30.41 

Safe 



0.20 

0.00 

2,089.03 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.002 

120.73 

Over Exploited 

Seoron Ki Dhnai 

0817000502184300 

0.15 

0.00 

66,376.00 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.16 

(26.90) 

0.13 

0.01 

0.14 

0.03 

0.21 

0.02 

- 

- 

- 

0.021 

0.021 

0.045 

0.186 

0.009 

0.177 

0.056 

31.44 

Safe 



0.20 

0.02 

611.99 

0.02 

0.01 

0.03 

0.00 

0.03 

0.00 

- 

- 

- 

0.008 

0.008 

0.011 

0.036 

0.002 

0.034 

0.009 

26.41 

Safe 

Shobhawas 

0817000302141300 

0.14 

0.10 

80.36 

0.12 

0.00 

0.12 

0.04 

0.26 

0.02 

- 

- 

- 

0.001 

0.001 

0.018 

0.140 

0.007 

0.133 

0.010 

7.44 

Safe 

Simaliya 

0817000302141700 

0.10 

0.00 

5,659.02 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Sinli Chauseera 

0817000302137200 

0.10 

0.35 

176.17 

0.42 

0.01 

0.42 

0.03 

0.23 

0.06 

- 

- 

- 

0.010 

0.010 

0.067 

0.491 

0.025 

0.466 

0.054 

11.50 

Safe 



0.14 

0.01 

1,391.75 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.002 

0.015 

0.001 

0.014 

0.008 

57.52 

Safe 

Sinli Jageer 

0817000302136900 

0.10 

0.27 

140.46 

0.33 

0.00 

0.33 

0.03 

0.22 

0.04 

- 

- 

- 

0.005 

0.005 

0.049 

0.381 

0.019 

0.362 

0.044 

12.18 

Safe 



0.14 

0.02 

830.31 

0.02 

0.00 

0.02 

0.01 

0.04 

0.00 

- 

- 

- 

0.003 

0.003 

0.005 

0.026 

0.001 

0.025 

0.009 

36.22 

Safe 

Sodhon Ki Dhani 

0817000302136300 

0.10 

0.00 

2,224.91 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.003 

0.003 

98.82 

Critical 



0.14 

0.20 

154.00 

0.24 

0.00 

0.24 

0.03 

0.20 

0.03 

- 

- 

- 

0.001 

0.001 

0.033 

0.272 

0.014 

0.259 

0.024 

9.45 

Safe 

Somesara Juna 

0817000202133200 

0.15 

0.04 

188.48 

0.04 

- 

0.04 

0.01 

0.11 

0.01 

- 

- 

- 

- 

- 

0.006 

0.050 

0.002 

0.047 

0.008 

17.42 

Safe 



0.20 

0.03 

257.27 

0.03 

0.00 

0.04 

0.01 

0.08 

0.00 

- 

- 

- 

0.007 

0.007 

0.011 

0.047 

0.002 

0.045 

0.006 

13.50 

Safe 

Somesara Naya 

0817000202133300 

0.20 

0.02 

786.27 

0.02 

- 

0.02 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.003 

0.027 

0.001 

0.026 

0.011 

41.97 

Safe 

Temawas 

0817000302140900 

0.14 

0.08 

96.52 

0.10 

0.00 

0.10 

0.04 

0.26 

0.01 

- 

- 

- 

0.000 

0.000 

0.014 

0.110 

0.006 

0.105 

0.008 

7.48 

Safe 

Thanmali Nath 

0817000302137400 

0.14 

0.10 

77.60 

0.13 

- 

0.13 

0.04 

0.26 

0.02 

- 

- 

- 

- 

- 

0.018 

0.143 

0.007 

0.136 

0.010 

7.52 

Safe 

Thob 

0817000302147800 

0.10 

0.00 

16,869.45 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.004 

558.84 

Over Exploited 

Tilwara 

0817000302137300 

0.10 

0.11 

566.09 

0.13 

- 

0.13 

0.01 

0.10 

0.02 

- 

- 

- 

- 

- 

0.018 

0.150 

0.007 

0.142 

0.038 

26.99 

Safe 



0.14 

0.38 

238.41 

0.46 

0.00 

0.46 

0.02 

0.16 

0.06 

- 

- 

- 

0.004 

0.004 

0.067 

0.531 

0.027 

0.505 

0.068 

13.42 

Safe 

Undriyasara 

0817000202133700 

0.15 

0.00 

18,217.67 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.00 

41,695.70 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Variya (Bhagji) 

0817000302142000 

0.10 

0.01 

946.77 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.010 

0.008 

81.23 

Semi Critical 

Variya Tagji 

0817000302141600 

0.10 

0.11 

299.10 

0.14 

0.00 

0.14 

0.02 

0.14 

0.02 

- 

- 

- 

0.002 

0.003 

0.021 

0.161 

0.008 

0.153 

0.043 

28.13 

Safe 

Variya Varecha 

0817000302141500 

0.10 

0.19 

169.67 

0.23 

0.00 

0.23 

0.04 

0.26 

0.03 

0.0100 

- 

- 

0.006 

0.016 

0.047 

0.281 

0.014 

0.267 

0.112 

41.90 

Safe 

Aakora 

0817000802240800 

0.12 

0.13 

########## 

0.16 

- 

0.16 

0.01 

0.11 

0.02 

- 

- 

- 

- 

- 

0.015 

0.173 

0.009 

0.164 

0.048 

29.49 

Safe 

Adarsh Undkha 

0817000602219500 

0.12 

0.00 

1,777.99 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.002 

68.66 

Safe 



0.05 

0.02 

48.50 

0.03 

- 

0.03 

0.02 

0.16 

0.00 

- 

- 

- 

- 

- 

0.003 

0.033 

0.002 

0.031 

0.009 

29.00 

Safe 

Alaniyon Ki Dhani 

0817000602214400 

0.05 

0.11 

47.57 

0.13 

0.00 

0.14 

0.03 

0.26 

0.01 

- 

- 

- 

0.005 

0.005 

0.017 

0.153 

0.008 

0.146 

0.024 

16.61 

Safe 

Alika Tala 

0817000602218500 

0.12 

0.09 

88.60 

0.10 

- 

0.10 

0.02 

0.18 

0.01 

- 

- 

- 

- 

- 

0.010 

0.113 

0.006 

0.107 

0.011 

10.55 

Safe 

Asara Ki Beri 

0817000602212100 

0.05 

0.01 

########## 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.012 

0.001 

0.012 

0.011 

96.99 

Critical 

Ati 

0817000602217500 

0.05 

0.52 

########## 

0.63 

- 

0.63 

0.03 

0.26 

0.06 

- 

- 

- 

- 

- 

0.060 

0.686 

0.034 

0.652 

0.134 

20.51 

Safe 

Bakaniyon Ka Was 

0817000602214900 

0.05 

0.05 

(48.04) 

0.04 

- 

0.04 

0.02 

0.19 

0.01 

- 

- 

- 

- 

- 

0.006 

0.045 

0.002 

0.043 

0.018 

42.31 

Safe 



0.10 

0.01 

116.97 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.016 

0.001 

0.015 

0.006 

41.66 

Safe 

Bakhse Ka Tala 

0817000602223200 

0.15 

0.00 

1,883.99 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.003 

114.25 

Over Exploited 

Balau 

0817000602218700 

0.12 

0.01 

876.92 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.008 

0.003 

35.95 

Safe 



0.05 

0.03 

23.35 

0.04 

- 

0.04 

0.02 

0.19 

0.00 

- 

- 

- 

- 

- 

0.004 

0.044 

0.002 

0.042 

0.010 

24.22 

Safe 

Balera 

0817000602217800 

0.05 

0.12 

105,823.94 

0.14 

- 

0.14 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.014 

0.156 

0.008 

0.148 

0.058 

38.88 

Safe 

Bandra 

0817000602213500 

0.05 

0.10 

46.72 

0.12 

- 

0.12 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.012 

0.135 

0.007 

0.128 

0.036 

28.43 

Safe 

Barmer (M) 

0817000641702000 

0.05 

0.27 

- 

0.27 

- 

0.27 

0.03 

0.26 

0.03 

- 

- 

- 

- 

- 

0.031 

0.299 

0.030 

0.269 

7.241 

2,689.87 

Over Exploited 

Barmer (Rural) 

0817000602212800 

0.05 

0.02 

- 

0.02 

- 

0.02 

0.03 

0.26 

0.00 

- 

- 

- 

- 

- 

0.003 

0.026 

0.003 

0.024 

0.006 

24.87 

Safe 

Barmer Adrash Agoor 

0817000602220300 

0.05 

0.06 

(64.52) 

0.05 

- 

0.05 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.007 

0.055 

0.003 

0.053 

0.014 

26.15 

Safe 

Barmer Agor 

0817000602217100 

0.05 

0.15 

- 

0.15 

- 

0.15 

0.03 

0.26 

0.02 

- 

- 

- 

- 

- 

0.017 

0.166 

0.017 

0.150 

0.038 

25.33 

Safe 

Barmer Gadan 

0817000602217200 

0.05 

0.11 

(21.48) 

0.09 

- 

0.09 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.013 

0.102 

0.005 

0.096 

0.029 

30.30 

Safe 

Barmer Magra 

0817000602213200 

0.05 

0.03 

- 

0.03 

0.01 

0.03 

0.01 

0.10 

0.00 

- 

- 

- 

0.010 

0.010 

0.013 

0.045 

0.005 

0.041 

0.014 

35.08 

Safe 



0.05 

0.05 

- 

0.05 

- 

0.05 

0.02 

0.15 

0.01 

- 

- 

- 

- 

- 

0.006 

0.061 

0.006 

0.055 

0.021 

38.12 

Safe 

Beebara 

0817000602212000 

0.05 

0.04 

43,990.97 

0.05 

- 

0.05 

0.02 

0.16 

0.00 

- 

- 

- 

- 

- 

0.005 

0.054 

0.003 

0.051 

0.019 

37.71 

Safe 

Berdho Ki Dhani 

0817000602218600 

0.12 

0.01 

870.50 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.011 

0.004 

33.89 

Safe 

Beriwala Gaon 

0817000602217000 

0.05 

0.14 

(70.30) 

0.11 

0.00 

0.11 

0.03 

0.26 

0.02 

- 

- 

- 

0.002 

0.002 

0.018 

0.132 

0.007 

0.126 

0.038 

30.59 

Safe 

Beriwala Tala 

0817000602220800 

0.05 

0.00 

15,541.12 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.04 

74.95 

0.05 

- 

0.05 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.004 

0.051 

0.003 

0.048 

0.027 

55.12 

Safe 

Bhation Ka Der 

0817000602210000 

0.05 

0.06 

- 

0.06 

- 

0.06 

0.02 

0.17 

0.01 

- 

- 

- 

- 

- 

0.007 

0.067 

0.007 

0.061 

0.034 

56.22 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Bhurtiya 

0817000602215300 

30.883 

Fresh 

Non-command 

Non-command 

Rhyolite 

2.104 

0.81 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.005 

0.02 

0.02 







Non-command 

Tertiary Sandstone 

5.472 

0.81 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.18 

0.00 

0.014 

0.04 

0.06 


Bidasar 

0817000602213100 

10.078 

Fresh 

Non-command 

Non-command 

Rhyolite 

9.661 

-0.27 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.025 

0.22 

0.33 







Non-command 

Tertiary Sandstone 

0.416 

-0.27 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Chaklani 

0817000602214300 

0.890 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.890 

0.56 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.002 

0.23 

0.34 


Chandoniyon Ki Dhani 

0817000602213600 

7.318 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

7.318 

0.33 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.00 

0.018 

0.23 

0.34 


Chooli 

0817000602210500 

16.110 

Fresh 

Non-command 

Non-command 

Rhyolite 

7.145 

1.30 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.00 

0.019 

0.10 

0.15 







Non-command 

Tertiary Sandstone 

4.609 

1.30 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.24 

0.00 

0.012 

0.07 

0.10 


Danta 

0817000602212400 

18.141 

Fresh 

Non-command 

Non-command 

Rhyolite 

18.141 

0.85 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.25 

0.17 

0.00 

0.047 

0.23 

0.34 


Daroora 

0817000602212600 

21.507 

Fresh 

Non-command 

Non-command 

Rhyolite 

21.507 

1.66 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.56 

0.38 

0.00 

0.056 

0.23 

0.34 


Dewaniyon Ki Dhani 

0817000602220500 

14.754 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.032 

1.04 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.51 

0.34 

0.00 

0.019 

0.09 

0.14 







Non-command 

Rhyolite 

7.511 

1.04 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.00 

0.023 

0.12 

0.17 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.870 

1.04 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.00 

0.003 

0.01 

0.02 







Non-command 

Rhyolite 

0.340 

1.04 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.01 

0.01 


Dhandhu Pura 

0817000602218900 

8.655 

Fresh 

Non-command 

Non-command 

Rhyolite 

8.655 

1.22 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.11 

0.01 

0.023 

0.23 

0.34 


Dholaniyon Ki Dhani 

0817000602212500 

10.893 

Fresh 

Non-command 

Non-command 

Rhyolite 

10.180 

1.38 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.15 

0.00 

0.027 

0.21 

0.32 


Dhonari Nadi 

0817000602216600 

14.639 

Fresh 

Non-command 

Non-command 

Rhyolite 

2.032 

0.45 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.006 

0.03 

0.05 





Saline 

Non-command 

Non-command 

Rhyolite 

0.442 

0.45 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Dhoondha 

0817000602214100 

9.222 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

8.313 

0.62 

0.060 

0.06 

0.00 

0.00 

0.00 

0.00 

0.37 

0.25 

0.23 

0.021 

0.21 

0.31 


Galaberi 

0817000602220600 

21.671 

Fresh 

Non-command 

Non-command 

Rhyolite 

21.659 

0.66 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.23 

0.16 

0.00 

0.067 

0.23 

0.34 





Saline 

Non-command 

Non-command 

Rhyolite 

0.012 

0.66 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Garal 

0817000602224300 

5.778 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.770 

0.43 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.01 

0.007 

0.11 

0.16 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.995 

0.43 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.01 

0.008 

0.12 

0.18 


Garal Sujan Singh 

0817000602224200 

5.555 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.687 

0.55 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.01 

0.004 

0.07 

0.10 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.148 

0.55 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.01 


Gehoon 

0817000602212900 

14.361 

Fresh 

Non-command 

Non-command 

Rhyolite 

14.361 

1.45 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.35 

0.24 

0.13 

0.037 

0.23 

0.34 


Ghane Ka Tala 

0817000602220700 

13.695 

Fresh 

Non-command 

Non-command 

Rhyolite 

1.221 

0.76 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.004 

0.02 

0.03 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.340 

0.76 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.10 

0.00 

0.007 

0.04 

0.06 







Non-command 

Rhyolite 

3.249 

0.76 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.010 

0.05 

0.08 


Gomrakh Dham 

0817000802241000 

11.799 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.005 

0.93 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.54 

0.36 

0.05 

0.018 

0.14 

0.20 







Non-command 

Rhyolite 

1.860 

0.93 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.005 

0.04 

0.05 


Gurisar 

0817000602210900 

11.579 

Fresh 

Non-command 

Non-command 

Rhyolite 

7.858 

1.03 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.00 

0.020 

0.16 

0.23 


Hajhaniyon Ki Dhani 

0817000602220000 

23.146 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.226 

0.82 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.23 

0.00 

0.014 

0.05 

0.08 





Saline 

Non-command 

Non-command 

Older Alluvium 

14.065 

0.82 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.93 

0.62 

0.00 

0.037 

0.14 

0.21 


Hapon Ki Dhani 

0817000602213000 

8.247 

Fresh 

Non-command 

Non-command 

Rhyolite 

8.221 

1.67 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.15 

0.01 

0.021 

0.23 

0.34 







Non-command 

Tertiary Sandstone 

0.026 

1.67 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Hathitala 

0817000602219800 

9.836 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.001 

0.03 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jalipa 

0817000602213300 

2.242 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

2.242 

0.96 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.00 

0.006 

0.23 

0.34 




9.082 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

9.082 

0.96 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.53 

0.36 

0.00 

0.024 

0.23 

0.34 


Jalipa Agor 

0817000602210400 

12.661 

Fresh 

Non-command 

Non-command 

Rhyolite 

1.822 

1.02 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.005 

0.03 

0.05 







Non-command 

Tertiary Sandstone 

10.838 

1.02 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.68 

0.46 

0.00 

0.028 

0.20 

0.29 


Jasai 

0817000602212200 

21.027 

Fresh 

Non-command 

Non-command 

Rhyolite 

18.558 

2.42 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.68 

0.46 

0.01 

0.048 

0.20 

0.30 


Jatiya Kumaharon Ki Basti 

0817000602209900 

6.269 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.866 

-0.07 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.03 

0.05 


Jethmalpura 

0817000802240600 

18.908 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.032 

1.23 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.70 

0.47 

0.01 

0.018 

0.09 

0.13 


Jharwa 

0817000602211000 

6.243 

Fresh 

Non-command 

Non-command 

Rhyolite 

2.502 

0.80 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.007 

0.09 

0.14 


Joona Patrasar 

0817000602217700 

29.022 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.505 

2.08 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.42 

0.28 

0.01 

0.007 

0.02 

0.03 







Non-command 

Rhyolite 

26.518 

2.08 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.86 

0.58 

0.03 

0.069 

0.21 

0.31 


Kamoipura 

0817000602211200 

3.777 

Fresh 

Non-command 

Non-command 

Rhyolite 

0.181 

0.98 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Kapoordi 

0817000602209700 

44.602 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

4.798 

0.32 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.00 

0.012 

0.02 

0.04 


Khara Rathoran 

0817000702231700 

10.589 

Fresh 

Non-command 

Non-command 

Rhyolite 

1.182 

2.72 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.003 

0.03 

0.04 


Khudasa 

0817000602224100 

14.179 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.268 

1.16 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.00 

0.004 

0.02 

0.03 


Kotriya Tala 

0817000702231900 

3.412 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.032 

2.13 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Rhyolite 

0.853 

2.13 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.002 

0.06 

0.09 


Kudla 

0817000602216900 

2.151 

Fresh 

Non-command 

Non-command 

Rhyolite 

2.151 

0.55 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.007 

0.23 

0.34 


Kurja 

0817000602219200 

6.056 

Fresh 

Non-command 

Non-command 

Rhyolite 

6.056 

1.14 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.00 

0.016 

0.23 

0.34 


Lakhetali 

0817000602209800 

8.494 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

6.812 

0.16 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.017 

0.18 

0.27 


Lalaniyon Ki Dhani 

0817000602214700 

6.574 

Fresh 

Non-command 

Non-command 

Rhyolite 

6.570 

-0.47 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.017 

0.23 

0.34 







Non-command 

Tertiary Sandstone 

0.003 

-0.47 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Langera 

0817000602217300 

10.495 

Fresh 

Non-command 

Non-command 

Rhyolite 

10.495 

1.30 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.14 

0.00 

0.027 

0.23 

0.34 


Lani Kantha 

0817000602214800 

5.969 

Fresh 

Non-command 

Non-command 

Rhyolite 

5.000 

-0.01 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.016 

0.19 

0.28 







Non-command 

Tertiary Sandstone 

0.969 

-0.01 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.04 

0.06 


Lolti Hight Bara 

0817000602219600 

5.322 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.494 

0.69 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.00 

0.004 

0.06 

0.10 


Loonoo Khurd 

0817000602210600 

7.110 

Fresh 

Non-command 

Non-command 

Rhyolite 

7.110 

1.72 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.13 

0.01 

0.019 

0.23 

0.34 


Lunu Agor 

0817000602210800 

13.411 

Fresh 

Non-command 

Non-command 

Rhyolite 

10.797 

1.35 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.15 

0.01 

0.028 

0.18 

0.27 


Lunu Kalan 

0817000602210700 

9.257 

Fresh 

Non-command 

Non-command 

Rhyolite 

9.257 

1.52 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.15 

0.00 

0.024 

0.23 

0.34 


Magne Ki Dhani 

0817000602216800 

7.457 

Fresh 

Non-command 

Non-command 

Rhyolite 

7.457 

0.61 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.023 

0.23 

0.34 


Mahabar 

0817000602220200 

40.972 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.861 

1.11 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.53 

0.36 

0.00 

0.015 

0.03 

0.05 







Non-command 

Rhyolite 

35.111 

1.11 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.61 

0.41 

0.02 

0.092 

0.20 

0.29 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Bhurtiya 

0817000602215300 

0.05 

0.00 

942.14 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.005 

256.88 

Over Exploited 



0.05 

0.01 

1,505.00 

0.01 

- 

0.01 

0.00 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.015 

0.001 

0.014 

0.014 

98.75 

Critical 

Bidasar 

0817000602213100 

0.05 

0.11 

- 

0.11 

- 

0.11 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.012 

0.118 

0.012 

0.107 

0.025 

23.63 

Safe 



0.05 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

548.71 

Over Exploited 

Chaklani 

0817000602214300 

0.05 

0.01 

97.99 

0.01 

- 

0.01 

0.03 

0.26 

0.00 

- 

- 

- 

- 

- 

0.001 

0.013 

0.001 

0.013 

0.002 

17.50 

Safe 

Chandoniyon Ki Dhani 

0817000602213600 

0.05 

0.08 

23.71 

0.10 

- 

0.10 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.010 

0.110 

0.006 

0.105 

0.018 

17.50 

Safe 

Chooli 

0817000602210500 

0.05 

0.04 

178.15 

0.04 

- 

0.04 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.004 

0.048 

0.002 

0.045 

0.019 

41.04 

Safe 



0.05 

0.02 

1,509.31 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.002 

0.020 

0.001 

0.019 

0.012 

63.63 

Safe 

Danta 

0817000602212400 

0.05 

0.20 

991,073.52 

0.17 

- 

0.17 

0.03 

0.26 

0.02 

- 

- 

- 

- 

- 

0.023 

0.188 

0.009 

0.179 

0.051 

28.66 

Safe 

Daroora 

0817000602212600 

0.05 

0.25 

########## 

0.29 

- 

0.29 

0.03 

0.26 

0.03 

- 

- 

- 

- 

- 

0.028 

0.323 

0.016 

0.307 

0.060 

19.56 

Safe 

Dewaniyon Ki Dhani 

0817000602220500 

0.15 

0.08 

306.65 

0.10 

- 

0.10 

0.01 

0.10 

0.01 

- 

- 

- 

- 

- 

0.010 

0.112 

0.006 

0.106 

0.019 

17.73 

Safe 



0.05 

0.04 

95.51 

0.05 

- 

0.05 

0.01 

0.13 

0.01 

- 

- 

- 

- 

- 

0.005 

0.058 

0.003 

0.055 

0.023 

42.71 

Safe 



0.15 

0.00 

2,663.52 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.003 

122.87 

Over Exploited 



0.05 

0.00 

3,908.17 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

943.63 

Over Exploited 

Dhandhu Pura 

0817000602218900 

0.05 

0.10 

14.63 

0.11 

- 

0.11 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.011 

0.125 

0.006 

0.119 

0.034 

28.22 

Safe 

Dholaniyon Ki Dhani 

0817000602212500 

0.05 

0.11 

36.17 

0.13 

- 

0.13 

0.02 

0.24 

0.01 

- 

- 

- 

- 

- 

0.013 

0.143 

0.007 

0.136 

0.027 

19.49 

Safe 

Dhonari Nadi 

0817000602216600 

0.05 

0.00 

184.24 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.006 

156.35 

Over Exploited 



0.05 

0.00 

1,206.62 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

718.98 

Over Exploited 

Dhoondha 

0817000602214100 

0.05 

0.09 

189.19 

0.10 

- 

0.10 

0.02 

0.23 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.123 

0.006 

0.117 

0.251 

214.77 

Over Exploited 

Galaberi 

0817000602220600 

0.05 

0.25 

(36.64) 

0.20 

- 

0.20 

0.03 

0.26 

0.03 

- 

- 

- 

- 

- 

0.029 

0.227 

0.011 

0.216 

0.067 

31.27 

Safe 



0.05 

0.00 

130,155.66 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Garal 

0817000602224300 

0.12 

0.04 

76.42 

0.04 

- 

0.04 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.004 

0.048 

0.002 

0.046 

0.012 

26.68 

Safe 



0.12 

0.04 

63.07 

0.05 

- 

0.05 

0.01 

0.13 

0.00 

- 

- 

- 

- 

- 

0.005 

0.056 

0.003 

0.054 

0.016 

29.52 

Safe 

Garal Sujan Singh 

0817000602224200 

0.12 

0.01 

254.02 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.002 

0.019 

0.001 

0.018 

0.009 

53.08 

Safe 



0.12 

0.00 

3,934.55 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gehoon 

0817000602212900 

0.05 

0.15 

########## 

0.18 

- 

0.18 

0.03 

0.26 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.204 

0.010 

0.194 

0.163 

84.35 

Semi Critical 

Ghane Ka Tala 

0817000602220700 

0.05 

0.00 

644.84 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.004 

243.69 

Over Exploited 



0.15 

0.01 

592.49 

0.02 

- 

0.02 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.002 

0.018 

0.001 

0.017 

0.007 

42.38 

Safe 



0.05 

0.01 

180.57 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.012 

0.001 

0.011 

0.010 

91.59 

Critical 

Gomrakh Dham 

0817000802241000 

0.12 

0.11 

752,213.31 

0.13 

- 

0.13 

0.02 

0.15 

0.01 

- 

- 

- 

- 

- 

0.013 

0.147 

0.007 

0.140 

0.066 

47.38 

Safe 



0.05 

0.00 

420.60 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.017 

400.64 

Over Exploited 

Gurisar 

0817000602210900 

0.05 

0.06 

575,808.11 

0.07 

- 

0.07 

0.02 

0.17 

0.01 

- 

- 

- 

- 

- 

0.007 

0.079 

0.004 

0.075 

0.024 

32.80 

Safe 

Hajhaniyon Ki Dhani 

0817000602220000 

0.12 

0.03 

606.28 

0.04 

- 

0.04 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.004 

0.043 

0.002 

0.041 

0.014 

33.53 

Safe 



0.12 

0.24 

165.26 

0.28 

- 

0.28 

0.02 

0.16 

0.03 

- 

- 

- 

- 

- 

0.027 

0.310 

0.015 

0.294 

0.037 

12.46 

Safe 

Hapon Ki Dhani 

0817000602213000 

0.05 

0.09 

55.15 

0.11 

- 

0.11 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.011 

0.124 

0.006 

0.117 

0.028 

24.22 

Safe 



0.05 

0.00 

186,726.33 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Hathitala 

0817000602219800 

0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jalipa 

0817000602213300 

0.05 

0.03 

239.46 

0.03 

- 

0.03 

0.03 

0.26 

0.00 

- 

- 

- 

- 

- 

0.003 

0.034 

0.002 

0.032 

0.006 

18.20 

Safe 



0.05 

0.10 

243.07 

0.12 

0.00 

0.13 

0.03 

0.26 

0.01 

- 

- 

- 

0.006 

0.006 

0.018 

0.147 

0.007 

0.140 

0.024 

16.92 

Safe 

Jalipa Agor 

0817000602210400 

0.05 

0.00 

528.76 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.005 

126.45 

Over Exploited 



0.05 

0.11 

329.23 

0.13 

- 

0.13 

0.02 

0.22 

0.01 

- 

- 

- 

- 

- 

0.012 

0.140 

0.007 

0.133 

0.028 

21.26 

Safe 

Jasai 

0817000602212200 

0.05 

0.12 

########## 

0.14 

- 

0.14 

0.02 

0.23 

0.01 

- 

- 

- 

- 

- 

0.013 

0.152 

0.008 

0.144 

0.054 

37.73 

Safe 

Jatiya Kumaharon Ki Basti 

0817000602209900 

0.05 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.002 

158.07 

Over Exploited 

Jethmalpura 

0817000802240600 

0.12 

0.07 

551.09 

0.09 

- 

0.09 

0.01 

0.10 

0.01 

- 

- 

- 

- 

- 

0.008 

0.095 

0.005 

0.090 

0.025 

28.19 

Safe 

Jharwa 

0817000602211000 

0.05 

0.01 

21,184.02 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.001 

0.015 

0.001 

0.014 

0.011 

74.69 

Semi Critical 

Joona Patrasar 

0817000602217700 

0.12 

0.00 

444,830.76 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.004 

0.012 

257.49 

Over Exploited 



0.05 

0.14 

########## 

0.16 

- 

0.16 

0.02 

0.23 

0.02 

- 

- 

- 

- 

- 

0.016 

0.179 

0.009 

0.170 

0.100 

58.90 

Safe 

Kamoipura 

0817000602211200 

0.05 

0.00 

1,707.84 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kapoordi 

0817000602209700 

0.05 

0.01 

933.84 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.007 

0.012 

163.12 

Over Exploited 

Khara Rathoran 

0817000702231700 

0.05 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.003 

223.56 

Over Exploited 

Khudasa 

0817000602224100 

0.15 

0.00 

1,907.83 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.005 

0.008 

161.85 

Over Exploited 

Kotriya Tala 

0817000702231900 

0.12 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.00 

27,900.87 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.002 

143.88 

Over Exploited 

Kudla 

0817000602216900 

0.05 

0.02 

(51.31) 

0.02 

- 

0.02 

0.03 

0.26 

0.00 

- 

- 

- 

- 

- 

0.003 

0.023 

0.001 

0.021 

0.007 

31.26 

Safe 

Kurja 

0817000602219200 

0.05 

0.07 

10.23 

0.08 

- 

0.08 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.008 

0.085 

0.004 

0.080 

0.016 

19.66 

Safe 

Lakhetali 

0817000602209800 

0.05 

0.06 

(18.87) 

0.05 

0.00 

0.05 

0.02 

0.20 

0.01 

- 

- 

- 

0.002 

0.002 

0.009 

0.061 

0.003 

0.058 

0.017 

29.41 

Safe 

Lalaniyon Ki Dhani 

0817000602214700 

0.05 

0.08 

- 

0.08 

- 

0.08 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.009 

0.084 

0.008 

0.076 

0.021 

27.96 

Safe 



0.05 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Langera 

0817000602217300 

0.05 

0.12 

20.14 

0.14 

- 

0.14 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.014 

0.158 

0.008 

0.150 

0.031 

20.86 

Safe 

Lani Kantha 

0817000602214800 

0.05 

0.05 

- 

0.05 

- 

0.05 

0.02 

0.21 

0.01 

- 

- 

- 

- 

- 

0.006 

0.054 

0.005 

0.048 

0.016 

32.33 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.003 

83.41 

Semi Critical 

Lolti Hight Bara 

0817000602219600 

0.12 

0.01 

382.32 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.015 

0.001 

0.014 

0.004 

26.98 

Safe 

Loonoo Khurd 

0817000602210600 

0.05 

0.08 

########## 

0.10 

- 

0.10 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.009 

0.105 

0.005 

0.100 

0.026 

25.63 

Safe 

Lunu Agor 

0817000602210800 

0.05 

0.10 

(144.99) 

0.12 

- 

0.12 

0.02 

0.21 

0.01 

- 

- 

- 

- 

- 

0.011 

0.131 

0.007 

0.124 

0.035 

28.25 

Safe 

Lunu Kalan 

0817000602210700 

0.05 

0.10 

########## 

0.12 

- 

0.12 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.012 

0.137 

0.007 

0.130 

0.024 

18.56 

Safe 

Magne Ki Dhani 

0817000602216800 

0.05 

0.09 

(38.21) 

0.07 

- 

0.07 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.010 

0.078 

0.004 

0.074 

0.023 

31.25 

Safe 

Mahabar 

0817000602220200 

0.12 

0.02 

1,447.00 

0.03 

- 

0.03 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.003 

0.030 

0.002 

0.029 

0.015 

53.01 

Safe 



0.05 

0.34 

19.88 

0.41 

- 

0.41 

0.02 

0.22 

0.04 

- 

- 

- 

- 

- 

0.040 

0.453 

0.023 

0.431 

0.108 

24.97 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Maroodi 

081700060221740C 

5.364 

Fresh 

Non-command 

Non-command 

Rhyolite 

5.364 

2.16 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.12 

0.01 

0.014 

0.23 

0.34 


Meethari Khurd 

0817000602212300 

5.609 

Fresh 

Non-command 

Non-command 

Rhyolite 

5.609 

0.65 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.03 

0.015 

0.23 

0.34 


Meethra 

0817000602220100 

30.958 

Fresh 

Non-command 

Non-command 

Older Alluvium 

27.294 

0.58 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

1.29 

0.87 

0.00 

0.071 

0.20 

0.30 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.062 

0.58 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.00 

0.005 

0.02 

0.02 


Mhabar Peethal 

0817000602219700 

20.593 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.609 

1.01 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.95 

0.64 

0.01 

0.030 

0.13 

0.19 







Non-command 

Rhyolite 

8.498 

1.01 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.09 

0.00 

0.022 

0.09 

0.14 


Mithisar 

0817000602211900 

6.397 

Fresh 

Non-command 

Non-command 

Rhyolite 

0.081 

1.28 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Moodhonki Dhani 

0817000602210200 

8.317 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

8.317 

0.16 

0.060 

0.01 

0.00 

0.00 

0.00 

0.02 

0.07 

0.05 

0.00 

0.021 

0.23 

0.34 


Naguesiyan Dhoondha 

0817000602214600 

8.166 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

8.166 

0.47 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.16 

0.00 

0.020 

0.23 

0.34 


Nangana 

0817000602210100 

31.741 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

4.223 

-0.19 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.011 

0.03 

0.05 


Nathaniyon Ka Was 

0817000602215000 

8.134 

Fresh 

Non-command 

Non-command 

Rhyolite 

3.612 

0.63 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.011 

0.10 

0.15 







Non-command 

Tertiary Sandstone 

2.213 

0.63 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.00 

0.007 

0.06 

0.09 


Naya Bhurtiya 

0817000602215200 

5.641 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

5.641 

0.77 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.17 

0.00 

0.014 

0.23 

0.34 


Para 

0817000602217600 

40.439 

Fresh 

Non-command 

Non-command 

Rhyolite 

31.671 

2.92 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

1.41 

0.94 

0.01 

0.083 

0.18 

0.27 


Pindiyon Ka Tala 

0817000602219100 

8.188 

Fresh 

Non-command 

Non-command 

Rhyolite 

8.188 

1.28 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.11 

0.00 

0.021 

0.23 

0.34 


Pokar Bhadu Ki Dhani 

0817000602224000 

6.517 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.112 

1.13 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.01 


Pumdro Ki Basti 

0817000602219000 

12.447 

Fresh 

Non-command 

Non-command 

Rhyolite 

12.447 

1.31 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.17 

0.01 

0.032 

0.23 

0.34 


Purohition Ki Basti 

0817000602210300 

9.242 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

9.242 

0.45 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.17 

0.01 

0.023 

0.23 

0.34 


Radwa 

0817000602217900 

10.452 

Fresh 

Non-command 

Non-command 

Rhyolite 

10.452 

1.80 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.32 

0.22 

0.11 

0.027 

0.23 

0.34 


Ramderiya 

0817000602218200 

9.720 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.060 

0.33 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ramderiya Tala 

0817000802240700 

11.192 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.865 

0.54 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.39 

0.26 

0.01 

0.023 

0.18 

0.27 


Rampura Garal 

0817000602219900 

9.930 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.396 

0.10 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.01 

0.011 

0.10 

0.15 


Ramsar Ka Kua 

0817000602216700 

16.933 

Fresh 

Non-command 

Non-command 

Rhyolite 

9.743 

0.63 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.00 

0.030 

0.13 

0.20 





Saline 

Non-command 

Non-command 

Rhyolite 

5.338 

0.63 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.017 

0.07 

0.11 


Rani Gaon 

0817000602218000 

22.027 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.310 

1.43 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.50 

0.34 

0.01 

0.011 

0.04 

0.07 







Non-command 

Rhyolite 

17.563 

1.43 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.40 

0.27 

0.01 

0.046 

0.18 

0.27 


Ranigaon Kalan 

0817000602218100 

5.896 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.391 

0.51 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.004 

0.05 

0.08 


Rawatsar 

0817000602221000 

41.422 

Saline 

Non-command 

Non-command 

Rhyolite 

0.003 

0.57 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sangana Kua 

0817000602220900 

11.194 

Saline 

Non-command 

Non-command 

Rhyolite 

1.205 

0.69 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.004 

0.02 

0.04 


Sansiyon Ka Tala 

0817000602219300 

6.940 

Fresh 

Non-command 

Non-command 

Rhyolite 

6.940 

1.46 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.11 

0.00 

0.018 

0.23 

0.34 


Sansiyon Ki Basti 

0817000602214500 

5.758 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

5.758 

0.33 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.00 

0.014 

0.23 

0.34 


Sanwlor 

0817000802240900 

36.318 

Fresh 

Non-command 

Non-command 

Older Alluvium 

16.703 

0.71 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.97 

0.65 

0.03 

0.044 

0.11 

0.16 







Non-command 

Rhyolite 

19.616 

0.71 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.23 

0.15 

0.02 

0.051 

0.12 

0.18 


Sar Ka Par 

0817000602213700 

4.165 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

2.499 

0.27 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.006 

0.14 

0.20 


Sauonki Dhani 

0817000602215100 

8.393 

Fresh 

Non-command 

Non-command 

Rhyolite 

7.248 

0.60 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.018 

0.20 

0.29 







Non-command 

Tertiary Sandstone 

1.145 

0.60 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.003 

0.03 

0.05 


Segari 

0817000602218800 

10.003 

Fresh 

Non-command 

Non-command 

Rhyolite 

10.003 

1.50 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.16 

0.00 

0.026 

0.23 

0.34 


Shivkar 

0817000602220400 

14.526 

Fresh 

Non-command 

Non-command 

Rhyolite 

14.526 

0.70 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.11 

0.00 

0.045 

0.23 

0.34 


Somaniyon Ki Dhani 

0817000602212700 

11.285 

Fresh 

Non-command 

Non-command 

Rhyolite 

11.285 

1.67 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.31 

0.21 

0.10 

0.029 

0.23 

0.34 


Surte Ka Tala 

0817000802241800 

9.778 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.722 

0.82 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.002 

0.02 

0.03 


Taratara 

0817000802241700 

17.214 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.108 

0.91 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.31 

0.21 

0.03 

0.011 

0.05 

0.08 


Taratara Math 

0817000802241100 

15.864 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.004 

0.63 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Undkha 

0817000602219400 

7.068 

Fresh 

Non-command 

Non-command 

Rhyolite 

7.068 

1.09 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.00 

0.018 

0.23 

0.34 


Utarlai 

0817000602214200 

3.446 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

3.446 

0.31 

0.060 

2.66 

0.00 

0.00 

0.00 

0.00 

2.72 

1.84 

0.00 

8.078 

0.23 

0.34 


Vishnoiyon Ka Tala 

0817000702232000 

3.702 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.629 

1.77 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.15 

0.00 

0.004 

0.10 

0.15 







Non-command 

Rhyolite 

0.044 

1.77 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 

11008071 

Abhaniyon Ka Sara 

0817000602216000 

41.380 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

3.447 

0.64 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.00 

0.011 

0.02 

0.03 


Adarsh Chawa 

0817000602216300 

5.681 

Saline 

Non-command 

Non-command 

Rhyolite 

1.800 

-0.11 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.07 

0.11 







Non-command 

Tertiary Sandstone 

3.881 

-0.11 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.012 

0.16 

0.24 


Adel Panji 

0817000502180800 

4.015 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.070 

0.87 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.09 

0.00 

0.006 

0.13 

0.21 


Asuon Ki Dhani 

0817000602222300 

10.931 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.753 

0.67 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.32 

0.21 

0.00 

0.018 

0.12 

0.19 


Bhabhuon Ka Tala 

0817000502180700 

3.299 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.361 

0.87 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.03 

0.04 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.699 

0.87 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.12 

0.01 

0.008 

0.21 

0.33 


Bhabhuon Ki Beri 

0817000502180500 

1.336 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.321 

0.83 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.05 

0.004 

0.26 

0.41 


Bhurtiya 

0817000602215300 

30.883 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

10.352 

0.81 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.51 

0.34 

0.00 

0.026 

0.08 

0.11 


Chawa 

0817000602216500 

17.939 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

15.447 

0.49 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.48 

0.32 

0.00 

0.048 

0.20 

0.30 


Chorliya Nada 

0817000502189200 

10.279 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.529 

0.63 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.00 

0.008 

0.06 

0.10 


Chutroniyon Ki Dhani 

0817000202128200 

7.753 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

0.333 

0.69 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 


Dablisara 

0817000602215900 

7.042 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

1.266 

0.69 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.004 

0.04 

0.06 


Daukiyon Ki Dhani 

0817000602215500 

7.343 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

3.186 

0.92 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.12 

0.00 

0.008 

0.10 

0.15 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

0.115 

0.92 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.01 


Daulaniyonka Tala 

0817000602222500 

5.249 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.899 

1.09 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.17 

0.00 

0.009 

0.13 

0.20 







Non-command 

Rhyolite 

2.350 

1.09 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.007 

0.10 

0.16 


Dhiraniyon Ki Dhani 

0817000602223500 

4.298 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.714 

0.76 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.002 

0.04 

0.06 


Dhola Nada 

0817000202131800 

28.098 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

4.560 

0.58 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.10 

0.00 

0.014 

0.04 

0.06 



0817000502189600 

14.735 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.262 

0.77 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.00 

0.01 


Dhonari Nadi 

0817000602216600 

14.639 

Fresh 

Non-command 

Non-command 

Rhyolite 

0.625 

0.45 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Rhyolite 

5.547 

0.45 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.017 

0.09 

0.13 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Maroodi 

0817000602217400 

0.05 

0.06 

1.46 

0.07 

- 

0.07 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.007 

0.081 

0.004 

0.077 

0.021 

27.32 

Safe 

Meethari Khurd 

0817000602212300 

0.05 

0.05 

170,666.21 

0.04 

- 

0.04 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.006 

0.049 

0.002 

0.046 

0.045 

96.02 

Critical 

Meethra 

0817000602220100 

0.12 

0.66 

31.13 

0.79 

- 

0.79 

0.02 

0.23 

0.08 

- 

- 

- 

- 

- 

0.077 

0.872 

0.044 

0.828 

0.071 

8.59 

Safe 



0.12 

0.00 

1,608.10 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.005 

0.005 

113.69 

Over Exploited 

Mhabar Peethal 

0817000602219700 

0.12 

0.18 

255.74 

0.22 

- 

0.22 

0.01 

0.14 

0.02 

- 

- 

- 

- 

- 

0.021 

0.237 

0.012 

0.225 

0.042 

18.78 

Safe 



0.05 

0.04 

133.34 

0.05 

- 

0.05 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.005 

0.053 

0.003 

0.050 

0.022 

44.08 

Safe 

Mithisar 

0817000602211900 

0.05 

0.00 

8,519.36 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Moodhonki Dhani 

0817000602210200 

0.05 

0.10 

(48.54) 

0.08 

0.02 

0.09 

0.03 

0.26 

0.01 

- 

- 

- 

0.027 

0.027 

0.038 

0.131 

0.007 

0.125 

0.021 

16.70 

Safe 

Naguesiyan Dhoondha 

0817000602214600 

0.05 

0.09 

74.84 

0.11 

- 

0.11 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.011 

0.123 

0.006 

0.117 

0.020 

17.50 

Safe 

Nangana 

0817000602210100 

0.05 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.001 

0.006 

0.025 

381.92 

Over Exploited 

Nathaniyon Ka Was 

0817000602215000 

0.05 

0.02 

25.14 

0.02 

- 

0.02 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.002 

0.024 

0.001 

0.023 

0.011 

48.97 

Safe 



0.10 

0.01 

308.60 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.002 

0.018 

0.001 

0.017 

0.007 

39.96 

Safe 

Naya Bhurtiya 

0817000602215200 

0.05 

0.06 

170.63 

0.08 

- 

0.08 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.007 

0.085 

0.004 

0.081 

0.014 

17.50 

Safe 

Para 

0817000602217600 

0.05 

0.20 

########## 

0.24 

- 

0.24 

0.02 

0.20 

0.02 

- 

- 

- 

- 

- 

0.023 

0.259 

0.013 

0.246 

0.089 

35.98 

Safe 

Pindiyon Ka Tala 

0817000602219100 

0.05 

0.09 

20.42 

0.11 

- 

0.11 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.011 

0.123 

0.006 

0.117 

0.021 

18.20 

Safe 

Pokar Bhadu Ki Dhani 

0817000602224000 

0.15 

0.00 

10,113.01 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pumdro Ki Basti 

0817000602219000 

0.05 

0.14 

386,647.41 

0.17 

- 

0.17 

0.03 

0.26 

0.02 

- 

- 

- 

- 

- 

0.016 

0.182 

0.009 

0.173 

0.046 

26.83 

Safe 

Purohition Ki Basti 

0817000602210300 

0.05 

0.11 

64.94 

0.13 

- 

0.13 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.012 

0.139 

0.007 

0.132 

0.037 

28.09 

Safe 

Radwa 

0817000602217900 

0.05 

0.07 

########## 

0.08 

- 

0.08 

0.03 

0.26 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.102 

0.005 

0.097 

0.134 

138.43 

Over Exploited 

Ramderiya 

0817000602218200 

0.12 

0.00 

10,690.35 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ramderiya Tala 

0817000802240700 

0.12 

0.19 

36.18 

0.23 

- 

0.23 

0.02 

0.20 

0.02 

- 

- 

- 

- 

- 

0.023 

0.254 

0.013 

0.241 

0.030 

12.47 

Safe 

Rampura Garal 

0817000602219900 

0.12 

0.05 

(42.05) 

0.04 

- 

0.04 

0.01 

0.11 

0.01 

- 

- 

- 

- 

- 

0.006 

0.049 

0.002 

0.047 

0.025 

54.47 

Safe 

Ramsar Ka Kua 

0817000602216700 

0.05 

0.06 

6.44 

0.07 

- 

0.07 

0.02 

0.15 

0.01 

- 

- 

- 

- 

- 

0.007 

0.076 

0.004 

0.072 

0.030 

42.12 

Safe 



0.05 

0.02 

110.00 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.002 

0.025 

0.001 

0.024 

0.017 

68.96 

Safe 

Rani Gaon 

0817000602218000 

0.12 

0.02 

1,356.60 

0.03 

- 

0.03 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.003 

0.031 

0.002 

0.029 

0.018 

62.84 

Safe 



0.05 

0.15 

71,281.36 

0.18 

- 

0.18 

0.02 

0.20 

0.02 

- 

- 

- 

- 

- 

0.017 

0.197 

0.010 

0.187 

0.058 

30.89 

Safe 

Ranigaon Kalan 

0817000602218100 

0.12 

0.01 

326.17 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.012 

0.001 

0.011 

0.004 

32.09 

Safe 

Rawatsar 

0817000602221000 

0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sangana Kua 

0817000602220900 

0.05 

0.00 

457.28 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.004 

201.59 

Over Exploited 

Sansiyon Ka Tala 

0817000602219300 

0.05 

0.08 

37.04 

0.10 

- 

0.10 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.009 

0.105 

0.005 

0.099 

0.018 

18.20 

Safe 

Sansiyon Ki Basti 

0817000602214500 

0.05 

0.07 

15.34 

0.08 

- 

0.08 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.008 

0.084 

0.004 

0.080 

0.014 

18.14 

Safe 

Sanwlor 

0817000802240900 

0.12 

0.20 

########## 

0.23 

- 

0.23 

0.01 

0.12 

0.02 

- 

- 

- 

- 

- 

0.023 

0.257 

0.013 

0.244 

0.073 

29.68 

Safe 



0.05 

0.11 

########## 

0.13 

- 

0.13 

0.01 

0.14 

0.01 

- 

- 

- 

- 

- 

0.012 

0.140 

0.007 

0.133 

0.075 

56.53 

Safe 

Sar Ka Par 

0817000602213700 

0.05 

0.02 

56.78 

0.02 

- 

0.02 

0.02 

0.15 

0.00 

- 

- 

- 

- 

- 

0.002 

0.023 

0.001 

0.021 

0.006 

29.19 

Safe 

Sauonki Dhani 

0817000602215100 

0.05 

0.07 

(28.90) 

0.06 

- 

0.06 

0.02 

0.22 

0.01 

- 

- 

- 

- 

- 

0.008 

0.066 

0.003 

0.062 

0.018 

29.11 

Safe 



0.05 

0.00 

1,464.86 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.003 

128.29 

Over Exploited 

Segari 

0817000602218800 

0.05 

0.11 

37.99 

0.14 

0.00 

0.14 

0.03 

0.26 

0.01 

- 

- 

- 

0.001 

0.001 

0.014 

0.152 

0.008 

0.144 

0.026 

18.05 

Safe 

Shivkar 

0817000602220400 

0.05 

0.17 

(34.22) 

0.13 

- 

0.13 

0.03 

0.26 

0.02 

- 

- 

- 

- 

- 

0.019 

0.152 

0.008 

0.145 

0.045 

31.26 

Safe 

Somaniyon Ki Dhani 

0817000602212700 

0.05 

0.12 

########## 

0.14 

- 

0.14 

0.03 

0.26 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.168 

0.008 

0.160 

0.126 

79.16 

Semi Critical 

Surte Ka Tala 

0817000802241800 

0.12 

0.00 

20,606.89 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

287.70 

Over Exploited 

Taratara 

0817000802241700 

0.12 

0.02 

########## 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.002 

0.022 

0.001 

0.021 

0.040 

191.19 

Over Exploited 

Taratara Math 

0817000802241100 

0.12 

0.00 

399,414.72 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Undkha 

0817000602219400 

0.05 

0.08 

4.07 

0.08 

- 

0.08 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.009 

0.094 

0.005 

0.089 

0.018 

20.70 

Safe 

Utarlai 

0817000602214200 

0.05 

0.04 

4,556.63 

0.05 

- 

0.05 

0.03 

0.26 

0.00 

- 

- 

- 

- 

- 

0.005 

0.052 

0.003 

0.049 

8.078 

16,369.54 

Over Exploited 

Vishnoiyon Ka Tala 

0817000702232000 

0.12 

0.01 

135,225.72 

0.02 

- 

0.02 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.002 

0.018 

0.001 

0.017 

0.004 

24.62 

Safe 



0.05 

0.00 

13,539.01 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Abhaniyon Ka Sara 

0817000602216000 

0.10 

0.01 

1,206.62 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.008 

0.011 

128.83 

Over Exploited 

Adarsh Chawa 

0817000602216300 

0.05 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.001 

0.007 

0.006 

84.45 

Semi Critical 



0.10 

0.06 

- 

0.06 

- 

0.06 

0.02 

0.18 

0.01 

- 

- 

- 

- 

- 

0.007 

0.069 

0.007 

0.062 

0.012 

19.58 

Safe 

Adel Panji 

0817000502180800 

0.15 

0.04 

123.97 

0.05 

- 

0.05 

0.02 

0.15 

0.01 

- 

- 

- 

- 

- 

0.005 

0.054 

0.003 

0.051 

0.006 

12.55 

Safe 

Asuon Ki Dhani 

0817000602222300 

0.15 

0.11 

########## 

0.13 

- 

0.13 

0.02 

0.14 

0.01 

- 

- 

- 

- 

- 

0.013 

0.142 

0.007 

0.135 

0.018 

13.32 

Safe 

Bhabhuon Ka Tala 

0817000502180700 

0.15 

0.00 

954.70 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.001 

59.48 

Safe 



0.15 

0.08 

40.89 

0.10 

- 

0.10 

0.03 

0.23 

0.01 

- 

- 

- 

- 

- 

0.011 

0.111 

0.006 

0.106 

0.015 

14.59 

Safe 

Bhabhuon Ki Beri 

0817000502180500 

0.15 

0.05 

21.35 

0.06 

- 

0.06 

0.03 

0.29 

0.01 

- 

- 

- 

- 

- 

0.007 

0.068 

0.003 

0.064 

0.057 

88.66 

Semi Critical 

Bhurtiya 

0817000602215300 

0.05 

0.04 

765.73 

0.05 

- 

0.05 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.005 

0.052 

0.003 

0.050 

0.026 

52.20 

Safe 

Chawa 

0817000602216500 

0.10 

0.31 

3.22 

0.32 

- 

0.32 

0.02 

0.22 

0.04 

- 

- 

- 

- 

- 

0.037 

0.353 

0.018 

0.335 

0.048 

14.36 

Safe 

Chorliya Nada 

0817000502189200 

0.15 

0.02 

252.81 

0.03 

- 

0.03 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.003 

0.030 

0.002 

0.029 

0.008 

27.31 

Safe 

Chutroniyon Ki Dhani 

0817000202128200 

0.05 

0.00 

5,465.54 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Dablisara 

0817000602215900 

0.10 

0.01 

561.71 

0.01 

- 

0.01 

0.00 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.004 

60.14 

Safe 

Daukiyon Ki Dhani 

0817000602215500 

0.05 

0.02 

638.93 

0.02 

- 

0.02 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.002 

0.021 

0.001 

0.020 

0.008 

40.31 

Safe 



0.05 

0.00 

20,312.10 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Daulaniyonka Tala 

0817000602222500 

0.15 

0.06 

198.11 

0.07 

- 

0.07 

0.02 

0.14 

0.01 

- 

- 

- 

- 

- 

0.007 

0.074 

0.004 

0.070 

0.009 

12.86 

Safe 



0.05 

0.01 

107.22 

0.01 

- 

0.01 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.001 

0.016 

0.001 

0.015 

0.007 

47.59 

Safe 

Dhiraniyon Ki Dhani 

0817000602223500 

0.15 

0.00 

594.84 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.005 

0.002 

42.81 

Safe 

Dhola Nada 

0817000202131800 

0.10 

0.02 

487.79 

0.02 

- 

0.02 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.002 

0.023 

0.001 

0.022 

0.014 

65.13 

Safe 


0817000502189600 

0.15 

0.00 

5,328.28 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Dhonari Nadi 

0817000602216600 

0.05 

0.00 

813.97 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

508.21 

Over Exploited 



0.05 

0.02 

31.47 

0.03 

- 

0.03 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.003 

0.032 

0.002 

0.030 

0.017 

57.29 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Tertiary Sandstone 

5.992 

0.45 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.11 

0.00 

0.019 

0.09 

0.14 


Dhooriyawas 

0817000502182300 

8.833 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.124 

0.23 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Dudiyo Ki Dhani 

0817000602223000 

12.570 

Saline 

Non-command 

Non-command 

Rhyolite 

3.686 

0.68 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.011 

0.07 

0.10 


East Matasar 

0817000602215600 

20.207 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.009 

0.82 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

18.552 

0.82 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.94 

0.62 

0.00 

0.046 

0.21 

0.32 


Gangasara 

0817000602222900 

14.909 

Saline 

Non-command 

Non-command 

Rhyolite 

5.431 

0.76 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.00 

0.017 

0.08 

0.13 


Godaraon Ki Dhani 

0817000202128500 

11.507 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

0.032 

0.62 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Godaron Ki Beri 

0817000502189500 

10.941 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.153 

0.79 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.01 


Gule Ka Nadiya 

0817000602216400 

3.475 

Saline 

Non-command 

Non-command 

Rhyolite 

0.040 

-0.40 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Tertiary Sandstone 

3.435 

-0.40 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.011 

0.23 

0.34 


Hanuman Sagar 

0817000602221100 

5.348 

Saline 

Non-command 

Non-command 

Rhyolite 

5.348 

0.34 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.017 

0.23 

0.35 


Hodoo 

0817000502182600 

16.907 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.019 

0.23 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.003 

0.01 

0.02 


Indra Colony 

0817000602216200 

4.258 

Saline 

Non-command 

Non-command 

Rhyolite 

0.801 

0.22 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.04 

0.07 







Non-command 

Tertiary Sandstone 

3.457 

0.22 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.011 

0.19 

0.29 


Jananiyon Ki Dhani 

0817000502181600 

2.770 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.338 

0.57 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.004 

0.12 

0.18 


Jogasar 

0817000502182800 

15.979 

Saline 

Non-command 

Non-command 

Rhyolite 

1.039 

0.78 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.003 

0.02 

0.02 


Kerli 

0817000602221900 

6.796 

Saline 

Non-command 

Non-command 

Rhyolite 

6.796 

1.27 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.09 

0.00 

0.021 

0.23 

0.35 


Kerliwas 

0817000502182700 

6.961 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.145 

1.19 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.00 

0.004 

0.04 

0.06 







Non-command 

Rhyolite 

5.065 

1.19 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.00 

0.016 

0.17 

0.27 


Khard Beri 

0817000502180400 

11.234 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.666 

0.81 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.15 

0.00 

0.011 

0.08 

0.13 


Kharinga Kua 

0817000602216100 

9.145 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

8.931 

0.49 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.27 

0.18 

0.00 

0.028 

0.23 

0.35 


Khariya Khurd 

0817000502189300 

6.861 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.823 

0.82 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.39 

0.25 

0.00 

0.018 

0.21 

0.33 


Khoobri Beri 

0817000502180200 

11.838 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.309 

0.76 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.01 

0.01 


Koshloo 

0817000502188900 

6.215 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.333 

0.90 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.01 

0.02 


Lakhoni Godaron Ki Dhani 

0817000502182100 

3.791 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.791 

0.56 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.11 

0.00 

0.012 

0.24 

0.37 


Lakhoni Meghwalon Ki Dhani 

0817000502181900 

3.129 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.838 

0.59 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.09 

0.00 

0.009 

0.22 

0.35 


Lookhon Ka Tala 

0817000602222600 

22.712 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.599 

0.90 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.12 

0.00 

0.008 

0.03 

0.04 







Non-command 

Rhyolite 

12.340 

0.90 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.12 

0.00 

0.038 

0.13 

0.19 


Matasar 

0817000602215400 

2.817 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

2.126 

0.79 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.01 

0.005 

0.17 

0.26 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

0.691 

0.79 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.002 

0.06 

0.08 


Meghwalon Ki Dhani 

0817000502189100 

8.428 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.000 

0.84 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.00 

0.006 

0.06 

0.09 


Modaniyon Ki Dhani 

0817000502180600 

4.842 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.270 

0.85 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.18 

0.00 

0.013 

0.23 

0.36 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.404 

0.85 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.02 

0.03 


Moodhnon Ki Dhani 

0817000602221800 

13.294 

Saline 

Non-command 

Non-command 

Rhyolite 

13.294 

1.42 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.29 

0.19 

0.00 

0.041 

0.23 

0.36 


Motiyoniyon Ka Tala 

0817000602222400 

7.607 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.955 

0.81 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.40 

0.26 

0.00 

0.019 

0.18 

0.28 


Nathaniyon Ka Was 

0817000602215000 

8.134 

Fresh 

Non-command 

Non-command 

Rhyolite 

0.743 

0.63 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.002 

0.02 

0.03 







Non-command 

Tertiary Sandstone 

1.566 

0.63 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.005 

0.04 

0.07 


Navji Ka Pana 

0817000602215800 

19.111 

Fresh 

Non-command 

Non-command 

Rhyolite 

0.335 

0.54 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 







Non-command 

Tertiary Sandstone 

2.069 

0.54 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.00 

0.005 

0.02 

0.04 





Saline 

Non-command 

Non-command 

Rhyolite 

0.267 

0.54 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 







Non-command 

Tertiary Sandstone 

16.439 

0.54 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.55 

0.37 

0.00 

0.041 

0.20 

0.29 


Neembal Kot 

0817000502181700 

5.211 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.963 

0.54 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.00 

0.009 

0.14 

0.21 


Neembal Nadi 

0817000502182000 

9.182 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.069 

0.44 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.29 

0.19 

0.00 

0.025 

0.21 

0.33 


Nehron Ka Bera 

0817000502172000 

15.396 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.332 

0.58 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.01 

0.01 


Nehron Ki Dhani 

0817000502189400 

29.493 

Saline 

Non-command 

Non-command 

Older Alluvium 

11.247 

0.87 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.80 

0.49 

0.03 

0.035 

0.10 

0.16 


Panani Dhatarwalon Ki Dhani 

0817000502181300 

7.185 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.736 

0.50 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.00 

0.009 

0.09 

0.14 


Pananiyon Ka Tala 

0817000502182200 

5.624 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.213 

0.30 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.00 

0.013 

0.18 

0.28 


Pooniyon Ki Basti 

0817000602221200 

5.460 

Saline 

Non-command 

Non-command 

Rhyolite 

5.460 

0.74 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.00 

0.017 

0.23 

0.35 


Poulaniyon Ki Dhani 

0817000602222200 

10.777 

Saline 

Non-command 

Non-command 

Older Alluvium 

10.777 

0.78 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.68 

0.44 

0.00 

0.034 

0.24 

0.37 


Raikon Ki Dhani 

0817000602221300 

18.904 

Saline 

Non-command 

Non-command 

Rhyolite 

12.104 

0.84 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.11 

0.00 

0.038 

0.15 

0.23 







Non-command 

Tertiary Sandstone 

6.759 

0.84 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.35 

0.23 

0.00 

0.021 

0.08 

0.13 


Ramsar Ka Kua 

0817000602216700 

16.933 

Saline 

Non-command 

Non-command 

Rhyolite 

1.852 

0.63 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.006 

0.03 

0.04 


Rawatsar 

0817000602221000 

41.422 

Saline 

Non-command 

Non-command 

Rhyolite 

38.512 

0.57 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.37 

0.25 

0.00 

0.120 

0.21 

0.32 







Non-command 

Tertiary Sandstone 

2.907 

0.57 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.00 

0.009 

0.02 

0.02 


Saiyon Ka Tala 

0817000502181000 

4.843 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.410 

0.86 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.15 

0.00 

0.011 

0.17 

0.28 


Sangana Kua 

0817000602220900 

11.194 

Saline 

Non-command 

Non-command 

Rhyolite 

6.037 

0.69 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.00 

0.019 

0.12 

0.18 


Sanjata 

0817000602222100 

14.811 

Saline 

Non-command 

Non-command 

Older Alluvium 

12.846 

1.24 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.29 

0.84 

0.00 

0.040 

0.20 

0.31 







Non-command 

Rhyolite 

1.965 

1.24 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.006 

0.03 

0.05 


Sarli 

0817000602222700 

7.724 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.012 

0.76 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sarnoo Bhimji 

0817000602221500 

12.013 

Saline 

Non-command 

Non-command 

Rhyolite 

2.771 

1.17 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.009 

0.05 

0.09 


Sarnoo Chimanji 

0817000602221700 

9.900 

Saline 

Non-command 

Non-command 

Rhyolite 

9.900 

1.48 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.15 

0.00 

0.031 

0.23 

0.36 


Sarnoo Panji 

0817000602221400 

23.782 

Saline 

Non-command 

Non-command 

Rhyolite 

3.778 

0.78 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.012 

0.04 

0.06 







Non-command 

Tertiary Sandstone 

1.669 

0.78 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.005 

0.02 

0.03 


Sindhiyon Ki Dhani 

0817000602222000 

4.624 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.050 

1.44 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Rhyolite 

4.574 

1.44 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.00 

0.014 

0.23 

0.35 


Siyagaon Ki Dhani 

0817000202128300 

5.926 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

0.106 

0.69 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Siyagon Ki Dhani Chak Nol 

0817000502181800 

6.032 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.027 

0.62 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.31 

0.20 

0.00 

0.019 

0.24 

0.38 


South Matasar 

0817000602215700 

8.756 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

8.374 

0.66 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.34 

0.23 

0.00 

0.021 

0.22 

0.33 





Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.10 

0.06 

103.87 

0.07 

- 

0.07 

0.01 

0.10 

0.01 

- 

- 

- 

- 

- 

0.007 

0.074 

0.004 

0.070 

0.019 

26.52 

Safe 

Dhooriyawas 

0817000502182300 

0.15 

0.00 

2,107.62 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dudiyo Ki Dhani 

0817000602223000 

0.05 

0.01 

103.69 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.016 

0.001 

0.016 

0.011 

73.89 

Semi Critical 

East Matasar 

0817000602215600 

0.05 

0.00 

680,270.51 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.20 

219.00 

0.23 

- 

0.23 

0.02 

0.24 

0.02 

- 

- 

- 

- 

- 

0.023 

0.257 

0.013 

0.244 

0.046 

19.02 

Safe 

Gangasara 

0817000602222900 

0.05 

0.02 

109.99 

0.03 

- 

0.03 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.003 

0.030 

0.002 

0.029 

0.017 

59.25 

Safe 

Godaraon Ki Dhani 

0817000202128500 

0.05 

0.00 

76,189.41 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Godaron Ki Beri 

0817000502189500 

0.15 

0.00 

6,923.39 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gule Ka Nadiya 

0817000602216400 

0.05 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.08 

- 

0.08 

- 

0.08 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.009 

0.088 

0.009 

0.079 

0.011 

13.58 

Safe 

Hanuman Sagar 

0817000602221100 

0.05 

0.06 

(59.73) 

0.05 

- 

0.05 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.007 

0.057 

0.003 

0.054 

0.017 

30.83 

Safe 

Hodoo 

0817000502182600 

0.15 

0.00 

438.88 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.003 

112.83 

Over Exploited 

Indra Colony 

0817000602216200 

0.05 

0.00 

(2.60) 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.002 

137.30 

Over Exploited 



0.10 

0.07 

(54.66) 

0.05 

- 

0.05 

0.02 

0.21 

0.01 

- 

- 

- 

- 

- 

0.008 

0.060 

0.003 

0.057 

0.011 

18.90 

Safe 

Jananiyon Ki Dhani 

0817000502181600 

0.15 

0.02 

70.46 

0.03 

- 

0.03 

0.01 

0.13 

0.00 

- 

- 

- 

- 

- 

0.003 

0.031 

0.002 

0.029 

0.004 

14.33 

Safe 

Jogasar 

0817000502182800 

0.05 

0.00 

839.88 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.003 

316.95 

Over Exploited 

Kerli 

0817000602221900 

0.05 

0.08 

16.66 

0.09 

- 

0.09 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.010 

0.102 

0.005 

0.096 

0.021 

21.95 

Safe 

Kerliwas 

0817000502182700 

0.15 

0.01 

945.50 

0.01 

- 

0.01 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.008 

0.004 

42.24 

Safe 



0.05 

0.04 

47.80 

0.05 

- 

0.05 

0.02 

0.19 

0.01 

- 

- 

- 

- 

- 

0.006 

0.058 

0.003 

0.055 

0.016 

28.65 

Safe 

Khard Beri 

0817000502180400 

0.15 

0.05 

225.41 

0.06 

- 

0.06 

0.01 

0.10 

0.01 

- 

- 

- 

- 

- 

0.006 

0.062 

0.003 

0.059 

0.011 

19.50 

Safe 

Kharinga Kua 

0817000602216100 

0.10 

0.20 

(11.11) 

0.18 

- 

0.18 

0.03 

0.25 

0.02 

- 

- 

- 

- 

- 

0.025 

0.204 

0.010 

0.194 

0.028 

14.33 

Safe 

Khariya Khurd 

0817000502189300 

0.15 

0.18 

35.79 

0.22 

- 

0.22 

0.03 

0.24 

0.02 

- 

- 

- 

- 

- 

0.023 

0.243 

0.012 

0.231 

0.018 

7.86 

Safe 

Khoobri Beri 

0817000502180200 

0.15 

0.00 

3,764.23 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Koshloo 

0817000502188900 

0.15 

0.00 

2,100.62 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

121.26 

Over Exploited 

Lakhoni Godaron Ki Dhani 

0817000502182100 

0.15 

0.14 

(19.12) 

0.11 

- 

0.11 

0.03 

0.27 

0.02 

- 

- 

- 

- 

- 

0.017 

0.127 

0.006 

0.121 

0.012 

9.80 

Safe 

Lakhoni Meghwalon Ki Dhani 

0817000502181900 

0.15 

0.09 

(8.44) 

0.09 

- 

0.09 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.012 

0.098 

0.005 

0.093 

0.009 

9.51 

Safe 

Lookhon Ka Tala 

0817000602222600 

0.15 

0.01 

1,101.23 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.014 

0.001 

0.013 

0.008 

62.48 

Safe 



0.05 

0.08 

50.86 

0.09 

- 

0.09 

0.02 

0.14 

0.01 

- 

- 

- 

- 

- 

0.009 

0.103 

0.005 

0.097 

0.038 

39.48 

Safe 

Matasar 

0817000602215400 

0.05 

0.02 

302.56 

0.02 

- 

0.02 

0.02 

0.19 

0.00 

- 

- 

- 

- 

- 

0.002 

0.024 

0.001 

0.023 

0.019 

84.05 

Semi Critical 



0.05 

0.00 

1,028.08 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.002 

71.29 

Semi Critical 

Meghwalon Ki Dhani 

0817000502189100 

0.15 

0.02 

377.39 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.002 

0.023 

0.001 

0.022 

0.006 

27.99 

Safe 

Modaniyon Ki Dhani 

0817000502180600 

0.15 

0.15 

26.04 

0.18 

- 

0.18 

0.03 

0.26 

0.02 

- 

- 

- 

- 

- 

0.019 

0.194 

0.010 

0.184 

0.013 

7.22 

Safe 



0.15 

0.00 

1,232.89 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.001 

76.30 

Semi Critical 

Moodhnon Ki Dhani 

0817000602221800 

0.05 

0.16 

22.58 

0.19 

- 

0.19 

0.03 

0.26 

0.02 

- 

- 

- 

- 

- 

0.019 

0.206 

0.010 

0.196 

0.041 

21.18 

Safe 

Motiyoniyon Ka Tala 

0817000602222400 

0.15 

0.16 

59.76 

0.20 

- 

0.20 

0.02 

0.21 

0.02 

- 

- 

- 

- 

- 

0.020 

0.216 

0.011 

0.205 

0.019 

9.04 

Safe 

Nathaniyon Ka Was 

0817000602215000 

0.05 

0.00 

504.17 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

238.02 

Over Exploited 



0.10 

0.01 

477.58 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.009 

0.005 

56.48 

Safe 

Navji Ka Pana 

0817000602215800 

0.05 

0.00 

2,565.18 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.05 

0.00 

1,660.03 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.005 

161.30 

Over Exploited 



0.05 

0.00 

3,406.92 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.05 

0.16 

125.83 

0.19 

- 

0.19 

0.02 

0.22 

0.02 

- 

- 

- 

- 

- 

0.019 

0.214 

0.011 

0.203 

0.041 

20.30 

Safe 

Neembal Kot 

0817000502181700 

0.15 

0.06 

(63.84) 

0.07 

- 

0.07 

0.02 

0.15 

0.01 

- 

- 

- 

- 

- 

0.008 

0.080 

0.004 

0.076 

0.009 

12.08 

Safe 

Neembal Nadi 

0817000502182000 

0.15 

0.26 

(27.28) 

0.21 

- 

0.21 

0.03 

0.24 

0.03 

- 

- 

- 

- 

- 

0.033 

0.238 

0.012 

0.226 

0.025 

11.13 

Safe 

Nehron Ka Bera 

0817000502172000 

0.15 

0.00 

3,948.04 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

327.39 

Over Exploited 

Nehron Ki Dhani 

0817000502189400 

0.15 

0.17 

198.02 

0.20 

0.00 

0.20 

0.01 

0.11 

0.02 

- 

- 

- 

0.002 

0.002 

0.024 

0.224 

0.011 

0.213 

0.064 

30.07 

Safe 

Panani Dhatarwalon Ki Dhani 

0817000502181300 

0.15 

0.04 

85.71 

0.05 

- 

0.05 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.005 

0.050 

0.003 

0.048 

0.009 

17.91 

Safe 

Pananiyon Ka Tala 

0817000502182200 

0.15 

0.11 

(43.54) 

0.09 

- 

0.09 

0.02 

0.20 

0.01 

- 

- 

- 

- 

- 

0.015 

0.106 

0.005 

0.100 

0.013 

13.10 

Safe 

Pooniyon Ki Basti 

0817000602221200 

0.05 

0.06 

(26.27) 

0.05 

- 

0.05 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.008 

0.058 

0.003 

0.055 

0.017 

30.68 

Safe 

Poulaniyon Ki Dhani 

0817000602222200 

0.15 

0.38 

15.52 

0.44 

- 

0.44 

0.03 

0.27 

0.05 

- 

- 

- 

- 

- 

0.048 

0.491 

0.025 

0.466 

0.034 

7.20 

Safe 

Raikon Ki Dhani 

0817000602221300 

0.05 

0.09 

16.70 

0.11 

- 

0.11 

0.02 

0.17 

0.01 

- 

- 

- 

- 

- 

0.011 

0.117 

0.006 

0.111 

0.038 

33.92 

Safe 



0.10 

0.06 

303.96 

0.07 

- 

0.07 

0.01 

0.09 

0.01 

- 

- 

- 

- 

- 

0.007 

0.075 

0.004 

0.071 

0.021 

29.62 

Safe 

Ramsar Ka Kua 

0817000602216700 

0.05 

0.00 

403.63 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.006 

198.71 

Over Exploited 

Rawatsar 

0817000602221000 

0.05 

0.41 

(39.98) 

0.33 

- 

0.33 

0.03 

0.24 

0.05 

- 

- 

- 

- 

- 

0.049 

0.378 

0.019 

0.359 

0.120 

33.39 

Safe 



0.10 

0.00 

1,318.13 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.009 

154.03 

Over Exploited 

Saiyon Ka Tala 

0817000502181000 

0.15 

0.09 

66.71 

0.11 

- 

0.11 

0.02 

0.20 

0.01 

- 

- 

- 

- 

- 

0.012 

0.119 

0.006 

0.113 

0.011 

9.41 

Safe 

Sangana Kua 

0817000602220900 

0.05 

0.04 

29.85 

0.04 

- 

0.04 

0.01 

0.14 

0.00 

- 

- 

- 

- 

- 

0.004 

0.049 

0.002 

0.047 

0.019 

40.25 

Safe 

Sanjata 

0817000602222100 

0.15 

0.39 

112.87 

0.47 

- 

0.47 

0.03 

0.23 

0.05 

- 

- 

- 

- 

- 

0.049 

0.521 

0.026 

0.495 

0.040 

8.08 

Safe 



0.05 

0.00 

678.39 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.006 

158.53 

Over Exploited 

Sarli 

0817000602222700 

0.15 

0.00 

81,173.87 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sarnoo Bhimji 

0817000602221500 

0.05 

0.01 

309.52 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.010 

0.009 

90.37 

Critical 

Sarnoo Chimanji 

0817000602221700 

0.05 

0.12 

28.74 

0.14 

- 

0.14 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.014 

0.154 

0.008 

0.146 

0.031 

21.12 

Safe 

Sarnoo Panji 

0817000602221400 

0.05 

0.01 

280.03 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.000 

0.009 

0.012 

129.85 

Over Exploited 



0.10 

0.00 

1,622.95 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.005 

147.01 

Over Exploited 

Sindhiyon Ki Dhani 

0817000602222000 

0.15 

0.00 

19,611.53 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.05 

22.67 

0.06 

- 

0.06 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.006 

0.070 

0.003 

0.066 

0.014 

21.48 

Safe 

Siyagaon Ki Dhani 

0817000202128300 

0.05 

0.00 

13,160.05 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Siyagon Ki Dhani Chak Nol 

0817000502181800 

0.15 

0.22 

(9.03) 

0.20 

- 

0.20 

0.03 

0.27 

0.03 

- 

- 

- 

- 

- 

0.028 

0.227 

0.011 

0.216 

0.019 

8.71 

Safe 

South Matasar 

0817000602215700 

0.05 

0.09 

146.39 

0.11 

- 

0.11 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.011 

0.121 

0.006 

0.115 

0.021 

18.24 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Wananiyon Ki Beri 

081700050218900C 

4.735 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.295 

0.87 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.14 

0.00 

0.010 

0.17 

0.28 

11008072 

Aakora 

0817000802240800 

36.919 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.539 

0.70 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.00 

0.01 


Adarsh Undkha 

0817000602219500 

5.496 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.256 

1.06 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.01 

0.02 







Non-command 

Rhyolite 

1.187 

1.06 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.003 

0.05 

0.07 


Alamsar Khurd 

0817000502178300 

2.379 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.512 

0.75 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.002 

0.05 

0.09 


Alamsariya 

0817000502178400 

3.550 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.331 

0.76 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.04 

0.008 

0.17 

0.27 


Alika Tala 

0817000602218500 

6.055 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.709 

0.69 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.00 

0.004 

0.06 

0.10 


Andeka Tala 

0817000602225300 

9.138 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.138 

0.37 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.29 

0.19 

0.06 

0.024 

0.23 

0.35 


Bachhraoo 

0817000802254200 

2.225 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.225 

0.10 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.22 

0.006 

0.24 

0.36 


Balau 

0817000602218700 

5.192 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.163 

1.05 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 







Non-command 

Rhyolite 

0.036 

1.05 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Beerron Ka Tala 

0817000802241400 

17.721 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.318 

1.00 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.92 

0.61 

0.00 

0.029 

0.15 

0.22 


Beniwalsar 

0817000802254000 

5.123 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.123 

0.09 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.17 

0.013 

0.24 

0.36 


Berdho Ki Dhani 

0817000602218600 

6.314 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.903 

1.11 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.44 

0.29 

0.00 

0.013 

0.18 

0.26 


Beslaniyon Ka Tala 

0817000502170100 

15.760 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.552 

0.28 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.35 

0.23 

0.02 

0.038 

0.22 

0.33 


Bhariyon Ki Basti 

0817000802242700 

7.859 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.920 

0.95 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.46 

0.31 

0.01 

0.015 

0.17 

0.26 


Bhilon Ki Basti 

0817000502177100 

14.933 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.206 

1.03 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.39 

0.26 

0.02 

0.020 

0.11 

0.16 


Bhilon Ki Dhani Kalan 

0817000502191200 

8.540 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.534 

0.81 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.44 

0.29 

0.09 

0.028 

0.27 

0.41 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.001 

0.81 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhomasar 

0817000802241200 

10.620 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.620 

0.48 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.43 

0.29 

0.10 

0.028 

0.23 

0.34 


Bhookransar 

0817000802253800 

4.509 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.509 

-0.09 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.012 

0.23 

0.35 


Booth Jetmal 

0817000502170200 

18.707 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.070 

0.30 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.36 

0.24 

0.03 

0.037 

0.18 

0.27 


Doodhu 

0817000502173500 

12.113 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.516 

0.65 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.04 

0.005 

0.03 

0.05 


Doongeron Ka Tala 

0817000602224700 

15.475 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.903 

1.54 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.60 

1.07 

0.01 

0.034 

0.19 

0.29 


Erawala 

0817000802243100 

8.234 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.234 

0.18 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.09 

0.021 

0.23 

0.35 


Girdhari Ka Tala 

0817000802243600 

5.921 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.050 

1.68 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 


Godaron Ka Tala 

0817000802253700 

5.668 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.779 

-0.46 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.010 

0.16 

0.24 


Godaron Ki Dhani 

0817000802242900 

2.540 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.220 

1.80 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.001 

0.02 

0.03 


Goliyar 

0817000802242600 

8.050 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.165 

1.59 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.29 

0.19 

0.01 

0.006 

0.06 

0.09 


Gomrakh Dham 

0817000802241000 

11.799 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.934 

0.93 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.15 

0.02 

0.008 

0.06 

0.09 


Hathitala 

0817000602219800 

9.836 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.889 

0.03 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.021 

0.18 

0.27 


Hathitala Station 

0817000602218400 

11.122 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.122 

1.07 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.97 

0.65 

0.01 

0.029 

0.23 

0.34 


Himmatnagar 

0817000502170700 

5.025 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.588 

0.28 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.03 

0.04 


Hudasar 

0817000802241300 

11.629 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.629 

0.54 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.54 

0.36 

0.10 

0.030 

0.23 

0.35 


Jakhdon Ki Dhani 

0817000602224900 

19.904 

Fresh 

Non-command 

Non-command 

Older Alluvium 

19.904 

0.67 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

1.08 

0.72 

0.02 

0.052 

0.23 

0.35 


Kao Ki Beri 

0817000502177800 

4.673 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.673 

0.37 

0.060 

0.06 

0.00 

0.00 

0.00 

0.00 

0.16 

0.10 

0.21 

0.015 

0.25 

0.38 


Khar Ki Beri 

0817000502178000 

3.332 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.751 

0.62 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.08 

0.009 

0.21 

0.32 


Khardiya 

0817000502169900 

10.876 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.875 

0.20 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.10 

0.05 

0.035 

0.24 

0.37 


Kharthasar Nadi 

0817000602225000 

11.349 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.349 

0.63 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.58 

0.39 

0.00 

0.030 

0.23 

0.34 


Khempura 

0817000802254100 

5.152 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.899 

-0.09 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.013 

0.22 

0.34 


Khoome Ki Beri 

0817000502173800 

8.604 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.489 

0.67 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.17 

0.11 

0.09 

0.011 

0.10 

0.16 


Kumharon Ka Tala 

0817000602226400 

11.506 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.059 

0.51 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kundawa 

0817000502191300 

4.631 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.593 

1.17 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.21 

0.00 

0.015 

0.27 

0.41 


Lakhari Nadi 

0817000502191600 

8.827 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.001 

0.70 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Lakhasar 

0817000802253900 

6.176 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.176 

-0.04 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.016 

0.23 

0.36 


Leelsar 

0817000802253600 

7.312 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.839 

-0.52 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.03 

0.04 


Loharwa 

0817000502191500 

15.587 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.991 

0.86 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.003 

0.02 

0.03 





Saline 

Non-command 

Non-command 

Older Alluvium 

6.533 

0.86 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.35 

0.23 

0.00 

0.021 

0.12 

0.18 


Lolti Hight Bara 

0817000602219600 

5.322 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.828 

0.69 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.14 

0.00 

0.010 

0.16 

0.25 


Lookhon Ka Nada 

0817000502191800 

6.431 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.794 

0.69 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.003 

0.03 

0.05 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.079 

0.69 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Lookhu 

0817000502177400 

10.673 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.727 

1.15 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.47 

0.31 

0.01 

0.022 

0.17 

0.25 


Mando Ka Tala 

0817000602225200 

8.832 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.832 

0.52 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.38 

0.25 

0.03 

0.023 

0.23 

0.35 


Mangta 

0817000502170000 

17.015 

Fresh 

Non-command 

Non-command 

Older Alluvium 

16.669 

0.14 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.17 

0.11 

0.04 

0.054 

0.23 

0.36 


Meethiya Tala 

0817000502169700 

6.559 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.37 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Meethra 

0817000602220100 

30.958 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.520 

0.58 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.00 

0.004 

0.01 

0.02 


Meghwalon Ka Tala 

0817000502169800 

11.186 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.289 

0.19 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.01 

0.017 

0.11 

0.18 


Megwalon Ka Tala 

0817000602225500 

15.411 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.871 

0.40 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.46 

0.31 

0.02 

0.036 

0.21 

0.32 


Meyon Ka Tala 

0817000502173200 

5.969 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.969 

0.25 

0.080 

0.30 

0.01 

0.00 

0.00 

0.00 

0.41 

0.27 

1.20 

0.019 

0.24 

0.37 


Mhabar Peethal 

0817000602219700 

20.593 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.486 

1.01 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.001 

0.01 

0.01 


Misari Ki Beri 

0817000502177300 

4.788 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.624 

1.71 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.12 

0.04 

0.005 

0.09 

0.14 


Mukne Ka Tala 

0817000802243300 

9.048 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.864 

-0.47 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.007 

0.07 

0.11 


Musalmano Ki Dhaniyan 

0817000502169400 

18.870 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.018 

-0.06 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.01 

0.02 


Nimbasar Nadi 

0817000602218300 

8.945 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.945 

0.73 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.53 

0.36 

0.00 

0.023 

0.23 

0.34 


Pachaniyon Ki Dhani 

0817000502170400 

7.150 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.740 

0.30 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.002 

0.02 

0.04 


Phoosaniyon Ka Tala 

0817000602225100 

4.789 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.789 

0.60 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.16 

0.02 

0.012 

0.23 

0.35 


Pooniyon Ka Tala 

0817000502170300 

5.589 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.003 

0.31 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Pooniyon Ki Beri 

0817000502177600 

3.739 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.575 

0.78 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.11 

0.00 

0.012 

0.24 

0.38 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Wananiyon Ki Beri 

0817000502189000 

0.15 

0.09 

68.45 

0.10 

- 

0.10 

0.02 

0.20 

0.01 

- 

- 

- 

- 

- 

0.011 

0.114 

0.006 

0.108 

0.010 

9.46 

Safe 

Aakora 

0817000802240800 

0.12 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

910.25 

Over Exploited 

Adarsh Undkha 

0817000602219500 

0.12 

0.00 

4,361.75 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.05 

0.00 

332.13 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.003 

84.22 

Semi Critical 

Alamsar Khurd 

0817000502178300 

0.06 

0.00 

765.29 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.009 

408.36 

Over Exploited 

Alamsariya 

0817000502178400 

0.06 

0.02 

209.32 

0.03 

- 

0.03 

0.02 

0.19 

0.00 

- 

- 

- 

- 

- 

0.003 

0.031 

0.002 

0.030 

0.046 

153.75 

Over Exploited 

Alika Tala 

0817000602218500 

0.12 

0.01 

379.61 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.002 

0.017 

0.001 

0.017 

0.004 

26.82 

Safe 

Andeka Tala 

0817000602225300 

0.12 

0.25 

(23.98) 

0.20 

- 

0.20 

0.03 

0.26 

0.03 

- 

- 

- 

- 

- 

0.030 

0.234 

0.012 

0.222 

0.082 

36.79 

Safe 

Bachhraoo 

0817000802254200 

0.12 

0.06 

(18.69) 

0.05 

- 

0.05 

0.03 

0.26 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.069 

0.003 

0.065 

0.227 

347.84 

Over Exploited 

Balau 

0817000602218700 

0.12 

0.00 

6,466.95 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.00 

13,675.36 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Beerron Ka Tala 

0817000802241400 

0.12 

0.20 

279,853.37 

0.24 

- 

0.24 

0.02 

0.17 

0.02 

- 

- 

- 

- 

- 

0.024 

0.264 

0.013 

0.251 

0.029 

11.77 

Safe 

Beniwalsar 

0817000802254000 

0.12 

0.14 

(61.29) 

0.12 

- 

0.12 

0.03 

0.26 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.143 

0.007 

0.136 

0.179 

131.95 

Over Exploited 

Berdho Ki Dhani 

0817000602218600 

0.12 

0.10 

179.26 

0.13 

- 

0.13 

0.02 

0.20 

0.01 

- 

- 

- 

- 

- 

0.012 

0.138 

0.007 

0.131 

0.013 

9.75 

Safe 

Beslaniyon Ka Tala 

0817000502170100 

0.12 

0.38 

(39.17) 

0.30 

- 

0.30 

0.03 

0.24 

0.05 

- 

- 

- 

- 

- 

0.045 

0.348 

0.017 

0.330 

0.057 

17.23 

Safe 

Bhariyon Ki Basti 

0817000802242700 

0.12 

0.12 

147.95 

0.15 

- 

0.15 

0.02 

0.19 

0.01 

- 

- 

- 

- 

- 

0.015 

0.163 

0.008 

0.154 

0.029 

19.06 

Safe 

Bhilon Ki Basti 

0817000502177100 

0.06 

0.04 

########## 

0.05 

- 

0.05 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.005 

0.053 

0.003 

0.050 

0.042 

83.74 

Semi Critical 

Bhilon Ki Dhani Kalan 

0817000502191200 

0.06 

0.14 

111.07 

0.16 

- 

0.16 

0.03 

0.30 

0.02 

- 

- 

- 

- 

- 

0.016 

0.180 

0.009 

0.171 

0.114 

66.51 

Safe 



0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhomasar 

0817000802241200 

0.12 

0.29 

(100.90) 

0.29 

- 

0.29 

0.03 

0.26 

0.03 

- 

- 

- 

- 

- 

0.034 

0.325 

0.016 

0.308 

0.129 

41.72 

Safe 

Bhookransar 

0817000802253800 

0.12 

0.13 

- 

0.13 

- 

0.13 

0.03 

0.26 

0.02 

0.0100 

- 

- 

- 

0.010 

0.025 

0.152 

0.015 

0.136 

0.185 

135.46 

Over Exploited 

Booth Jetmal 

0817000502170200 

0.12 

0.30 

(21.32) 

0.24 

- 

0.24 

0.02 

0.20 

0.04 

- 

- 

- 

- 

- 

0.036 

0.277 

0.014 

0.263 

0.069 

26.09 

Safe 

Doodhu 

0817000502173500 

0.06 

0.00 

1,476.62 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.048 

1,336.71 

Over Exploited 

Doongeron Ka Tala 

0817000602224700 

0.12 

0.30 

260.98 

0.36 

- 

0.36 

0.02 

0.21 

0.03 

- 

- 

- 

- 

- 

0.035 

0.391 

0.020 

0.371 

0.039 

10.40 

Safe 

Erawala 

0817000802243100 

0.12 

0.23 

(57.29) 

0.18 

- 

0.18 

0.03 

0.26 

0.03 

- 

- 

- 

- 

- 

0.027 

0.210 

0.011 

0.200 

0.115 

57.75 

Safe 

Girdhari Ka Tala 

0817000802243600 

0.12 

0.00 

38,409.40 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Godaron Ka Tala 

0817000802253700 

0.12 

0.07 

- 

0.07 

- 

0.07 

0.02 

0.18 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.090 

0.009 

0.081 

0.166 

205.18 

Over Exploited 

Godaron Ki Dhani 

0817000802242900 

0.12 

0.00 

3,923.08 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.015 

2,217.82 

Over Exploited 

Goliyar 

0817000802242600 

0.12 

0.02 

########## 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.002 

0.021 

0.001 

0.020 

0.020 

98.32 

Critical 

Gomrakh Dham 

0817000802241000 

0.12 

0.02 

665.53 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.002 

0.026 

0.001 

0.025 

0.030 

118.04 

Over Exploited 

Hathitala 

0817000602219800 

0.12 

0.17 

(89.16) 

0.14 

- 

0.14 

0.02 

0.21 

0.02 

- 

- 

- 

- 

- 

0.020 

0.160 

0.008 

0.152 

0.031 

20.13 

Safe 

Hathitala Station 

0817000602218400 

0.12 

0.31 

111.92 

0.37 

- 

0.37 

0.03 

0.26 

0.04 

- 

- 

- 

- 

- 

0.036 

0.403 

0.020 

0.383 

0.039 

10.18 

Safe 

Himmatnagar 

0817000502170700 

0.15 

0.00 

253.90 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.014 

448.48 

Over Exploited 

Hudasar 

0817000802241300 

0.12 

0.32 

12.10 

0.36 

- 

0.36 

0.03 

0.26 

0.04 

- 

- 

- 

- 

- 

0.038 

0.398 

0.020 

0.378 

0.131 

34.71 

Safe 

Jakhdon Ki Dhani 

0817000602224900 

0.12 

0.55 

30.89 

0.66 

- 

0.66 

0.03 

0.26 

0.07 

- 

- 

- 

- 

- 

0.065 

0.727 

0.036 

0.691 

0.071 

10.26 

Safe 

Kao Ki Beri 

0817000502177800 

0.06 

0.07 

51.05 

0.08 

- 

0.08 

0.03 

0.28 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.101 

0.005 

0.096 

0.229 

238.12 

Over Exploited 

Khar Ki Beri 

0817000502178000 

0.06 

0.03 

129.29 

0.04 

- 

0.04 

0.03 

0.23 

0.00 

- 

- 

- 

- 

- 

0.004 

0.045 

0.002 

0.043 

0.088 

205.66 

Over Exploited 

Khardiya 

0817000502169900 

0.06 

0.16 

(33.03) 

0.13 

- 

0.13 

0.03 

0.27 

0.02 

- 

- 

- 

- 

- 

0.019 

0.144 

0.007 

0.137 

0.089 

65.33 

Safe 

Kharthasar Nadi 

0817000602225000 

0.12 

0.31 

24.17 

0.38 

- 

0.38 

0.03 

0.26 

0.04 

- 

- 

- 

- 

- 

0.037 

0.413 

0.021 

0.392 

0.030 

7.55 

Safe 

Khempura 

0817000802254100 

0.12 

0.13 

- 

0.13 

- 

0.13 

0.03 

0.25 

0.02 

- 

- 

- 

- 

- 

0.016 

0.148 

0.015 

0.133 

0.121 

90.77 

Critical 

Khoome Ki Beri 

0817000502173800 

0.06 

0.02 

########## 

0.03 

- 

0.03 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.003 

0.028 

0.001 

0.027 

0.105 

391.04 

Over Exploited 

Kumharon Ka Tala 

0817000602226400 

0.12 

0.00 

19,011.65 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kundawa 

0817000502191300 

0.06 

0.07 

184.11 

0.09 

- 

0.09 

0.03 

0.30 

0.01 

- 

- 

- 

- 

- 

0.009 

0.098 

0.005 

0.093 

0.015 

16.08 

Safe 

Lakhari Nadi 

0817000502191600 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Lakhasar 

0817000802253900 

0.12 

0.17 

- 

0.17 

- 

0.17 

0.03 

0.26 

0.02 

0.0100 

- 

- 

- 

0.010 

0.031 

0.205 

0.020 

0.184 

0.153 

83.16 

Semi Critical 

Leelsar 

0817000802253600 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.016 

587.60 

Over Exploited 

Loharwa 

0817000502191500 

0.06 

0.00 

3,100.16 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.003 

245.74 

Over Exploited 



0.06 

0.05 

399.77 

0.05 

- 

0.05 

0.01 

0.13 

0.01 

- 

- 

- 

- 

- 

0.005 

0.060 

0.003 

0.057 

0.021 

37.27 

Safe 

Lolti Hight Bara 

0817000602219600 

0.12 

0.08 

88.22 

0.09 

- 

0.09 

0.02 

0.18 

0.01 

- 

- 

- 

- 

- 

0.009 

0.100 

0.005 

0.095 

0.010 

10.53 

Safe 

Lookhon Ka Nada 

0817000502191800 

0.06 

0.00 

1,238.07 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.003 

130.91 

Over Exploited 



0.06 

0.00 

13,402.62 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Lookhu 

0817000502177400 

0.06 

0.07 

########## 

0.08 

- 

0.08 

0.02 

0.19 

0.01 

- 

- 

- 

- 

- 

0.008 

0.087 

0.004 

0.083 

0.028 

33.60 

Safe 

Mando Ka Tala 

0817000602225200 

0.12 

0.24 

3.19 

0.25 

- 

0.25 

0.03 

0.26 

0.03 

- 

- 

- 

- 

- 

0.029 

0.282 

0.014 

0.267 

0.052 

19.45 

Safe 

Mangta 

0817000502170000 

0.06 

0.23 

48,102.07 

0.18 

- 

0.18 

0.03 

0.26 

0.03 

- 

- 

- 

- 

- 

0.028 

0.212 

0.011 

0.202 

0.090 

44.69 

Safe 

Meethiya Tala 

0817000502169700 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Meethra 

0817000602220100 

0.12 

0.00 

2,217.64 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.004 

154.27 

Over Exploited 

Meghwalon Ka Tala 

0817000502169800 

0.06 

0.04 

26.42 

0.04 

- 

0.04 

0.01 

0.13 

0.00 

- 

- 

- 

- 

- 

0.004 

0.048 

0.002 

0.045 

0.031 

68.60 

Safe 

Megwalon Ka Tala 

0817000602225500 

0.12 

0.35 

(12.45) 

0.31 

- 

0.31 

0.02 

0.23 

0.04 

- 

- 

- 

- 

- 

0.041 

0.347 

0.017 

0.330 

0.055 

16.72 

Safe 

Meyon Ka Tala 

0817000502173200 

0.15 

0.21 

3,698.45 

0.25 

0.01 

0.26 

0.03 

0.27 

0.03 

0.0400 

- 

- 

- 

0.040 

0.066 

0.330 

0.016 

0.313 

1.219 

389.09 

Over Exploited 

Mhabar Peethal 

0817000602219700 

0.12 

0.00 

8,326.84 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

321.10 

Over Exploited 

Misari Ki Beri 

0817000502177300 

0.06 

0.01 

1,203.62 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.001 

0.012 

0.001 

0.011 

0.045 

407.33 

Over Exploited 

Mukne Ka Tala 

0817000802243300 

0.12 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.003 

0.029 

0.003 

0.026 

0.115 

450.11 

Over Exploited 

Musalmano Ki Dhaniyan 

0817000502169400 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.003 

419.06 

Over Exploited 

Nimbasar Nadi 

0817000602218300 

0.12 

0.25 

45.53 

0.30 

- 

0.30 

0.03 

0.26 

0.03 

- 

- 

- 

- 

- 

0.029 

0.325 

0.016 

0.308 

0.023 

7.56 

Safe 

Pachaniyon Ki Dhani 

0817000502170400 

0.12 

0.00 

453.23 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.002 

71.52 

Semi Critical 

Phoosaniyon Ka Tala 

0817000602225100 

0.12 

0.13 

21.53 

0.16 

- 

0.16 

0.03 

0.26 

0.02 

- 

- 

- 

- 

- 

0.016 

0.175 

0.009 

0.166 

0.031 

18.98 

Safe 

Pooniyon Ka Tala 

0817000502170300 

0.12 

0.00 

186,902.57 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pooniyon Ki Beri 

0817000502177600 

0.06 

0.05 

103.86 

0.06 

- 

0.06 

0.03 

0.27 

0.01 

- 

- 

- 

- 

- 

0.006 

0.068 

0.003 

0.065 

0.016 

24.01 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Ramderiya 

081700060221820C 

9.720 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.660 

0.33 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.18 

0.01 

0.025 

0.23 

0.34 


Rampura Garal 

081700060221990C 

9.930 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.186 

0.10 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.003 

0.03 

0.04 


Rani Gaon 

081700060221800C 

22.027 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.154 

1.43 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.00 

0.00 


Ranigaon Kalan 

0817000602218100 

5.896 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.505 

0.51 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.12 

0.00 

0.012 

0.18 

0.26 


Rawon Ki Beri 

0817000502177500 

4.270 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.270 

0.77 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.23 

0.15 

0.10 

0.014 

0.25 

0.39 


Relon Ki Beri 

0817000502172800 

9.164 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.055 

0.43 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rohila 

0817000502177900 

5.549 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.549 

0.59 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.23 

0.14 

0.12 

0.018 

0.25 

0.39 


Roogpura 

0817000802254300 

1.432 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.455 

0.09 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.001 

0.08 

0.12 


Sadulaniyon Ka Tala 

0817000602225700 

6.329 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.551 

0.51 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.02 

0.03 


Sanawara 

0817000602224800 

11.066 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.751 

0.66 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.57 

0.38 

0.01 

0.028 

0.22 

0.34 


Sarnon Ka Tala 

0817000602225400 

4.207 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.207 

0.13 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.11 

0.011 

0.23 

0.35 



0817000802241600 

5.605 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.261 

1.78 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.001 

0.01 

0.02 


Seelgan 

0817000502191900 

16.756 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.126 

0.78 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 


Sherpura 

0817000802243000 

9.877 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.277 

0.36 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.09 

0.011 

0.10 

0.15 


Shiv Nagar 

0817000502170600 

3.612 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.325 

0.25 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.001 

0.02 

0.03 


Shivpura 

0817000802242500 

2.381 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.381 

1.21 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.16 

0.05 

0.006 

0.23 

0.34 


Shobhala Jetmal 

0817000502173000 

9.197 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.197 

0.28 

0.080 

0.13 

0.01 

0.00 

0.00 

0.00 

0.33 

0.21 

0.49 

0.029 

0.24 

0.38 


Siyagon Ki Dhani 

0817000502173300 

6.461 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.301 

0.19 

0.080 

0.29 

0.01 

0.00 

0.00 

0.00 

0.38 

0.24 

1.15 

0.020 

0.24 

0.37 


Siyolon Ki Dhani 

0817000502172900 

7.919 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.208 

0.33 

0.080 

0.17 

0.01 

0.00 

0.00 

0.00 

0.33 

0.21 

0.66 

0.019 

0.19 

0.30 


Sodiyar 

0817000802243200 

4.173 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.173 

-0.01 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.011 

0.23 

0.35 


Sunaron Ki Beri 

0817000502177700 

3.073 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.718 

0.44 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.06 

0.009 

0.22 

0.34 


Surte Ka Tala 

0817000802241800 

9.778 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.711 

0.82 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.45 

0.30 

0.01 

0.017 

0.16 

0.24 


Sutharon Ki Dhani 

0817000502191400 

2.553 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.085 

2.04 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Sutharonka Kua 

0817000602225800 

3.187 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.425 

0.62 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.03 

0.05 


Tajasar 

0817000802241500 

10.662 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.607 

1.03 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.55 

0.37 

0.02 

0.017 

0.14 

0.21 


Taratara 

0817000802241700 

17.214 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.107 

0.91 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.98 

0.66 

0.08 

0.034 

0.17 

0.26 


Taratara Math 

0817000802241100 

15.864 

Fresh 

Non-command 

Non-command 

Older Alluvium 

15.861 

0.63 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.84 

0.56 

0.11 

0.041 

0.23 

0.34 


Thoriyawala 

0817000802254500 

4.698 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.441 

-0.10 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.03 


Udasar 

0817000502178100 

13.245 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.008 

0.63 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Vishnoiyon Ki Dhani 

0817000502173100 

6.134 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.672 

0.28 

0.080 

0.18 

0.01 

0.00 

0.00 

0.00 

0.30 

0.19 

0.68 

0.018 

0.22 

0.34 

11008073 

Adel 

0817000502180900 

3.690 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.805 

0.86 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.003 

0.05 

0.09 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.885 

0.86 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.13 

0.01 

0.009 

0.19 

0.30 


Adel Panji 

0817000502180800 

4.015 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.927 

0.87 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.00 

0.006 

0.12 

0.19 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.018 

0.87 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ankhiyan 

0817000502171800 

6.184 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.487 

0.42 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.002 

0.02 

0.03 





Saline 

Non-command 

Non-command 

Older Alluvium 

5.696 

0.42 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.13 

0.00 

0.018 

0.22 

0.33 


Asuon Ki Dhani 

0817000602222300 

10.931 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.179 

0.67 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.29 

0.19 

0.00 

0.016 

0.11 

0.17 


Bakani Sarnon Ki Dhani 

0817000502172500 

10.881 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.642 

0.23 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.10 

0.005 

0.04 

0.06 


Bakhse Ka Tala 

0817000602223200 

14.708 

Saline 

Non-command 

Non-command 

Older Alluvium 

13.779 

0.81 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.91 

0.61 

0.03 

0.043 

0.22 

0.32 


Bankasar 

0817000602222800 

5.438 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.438 

0.75 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.33 

0.22 

0.00 

0.017 

0.23 

0.35 


Beriwala Tala 

0817000602220800 

21.636 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.415 

0.71 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.00 

0.01 







Non-command 

Rhyolite 

12.620 

0.71 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.10 

0.00 

0.039 

0.13 

0.20 


Bhabhuon Ka Tala 

0817000502180700 

3.299 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.87 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.239 

0.87 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.02 

0.03 


Bhabhuon Ki Beri 

0817000502180500 

1.336 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.015 

0.83 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhatala @ Kharwa 

0817000502200800 

23.529 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.330 

0.53 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.28 

0.17 

0.02 

0.020 

0.07 

0.12 







Non-command 

Younger Alluvium 

0.164 

0.53 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.00 

0.00 


Bhilon Ka Gol 

0817000502171200 

11.634 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.630 

0.16 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.04 

0.008 

0.05 

0.08 


Budhrani Hudon Ki Dhani 

0817000502181400 

6.060 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.060 

0.28 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.02 

0.019 

0.24 

0.37 


Chootoo 

0817000502180100 

44.314 

Fresh 

Non-command 

Non-command 

Older Alluvium 

27.551 

0.51 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

1.19 

0.77 

0.20 

0.086 

0.16 

0.24 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.695 

0.51 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.002 

0.00 

0.01 


Deodon Ki Dhani 

0817000502189800 

7.682 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.247 

0.68 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.01 

0.004 

0.05 

0.07 





Saline 

Non-command 

Non-command 

Younger Alluvium 

6.435 

0.68 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.36 

0.23 

0.03 

0.021 

0.23 

0.37 


Dhandhlawas 

0817000502189900 

11.772 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

10.070 

0.75 

0.080 

0.10 

0.01 

0.00 

0.00 

0.00 

0.69 

0.43 

0.36 

0.033 

0.25 

0.39 


Dhelani Nadi 

0817000502180300 

4.239 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.150 

0.84 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.14 

0.01 

0.010 

0.19 

0.29 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.089 

0.84 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.00 

0.003 

0.06 

0.10 


Dhiraniyon Ki Dhani 

0817000602223500 

4.298 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.584 

0.76 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.14 

0.00 

0.011 

0.19 

0.29 


Dhola Nada 

0817000502189600 

14.735 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.539 

0.77 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.72 

0.45 

0.01 

0.036 

0.21 

0.33 







Non-command 

Younger Alluvium 

0.404 

0.77 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.529 

0.77 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.00 

0.008 

0.05 

0.07 


Disantrinari 

0817000502200200 

12.916 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.472 

0.60 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.28 

0.18 

0.05 

0.018 

0.12 

0.19 





Saline 

Non-command 

Non-command 

Younger Alluvium 

5.834 

0.60 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.29 

0.18 

0.03 

0.019 

0.13 

0.20 


Dudiyo Ki Dhani 

0817000602223000 

12.570 

Saline 

Non-command 

Non-command 

Rhyolite 

8.884 

0.68 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.00 

0.028 

0.16 

0.24 


Gangasara 

0817000602222900 

14.909 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.815 

0.76 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.00 

0.006 

0.03 

0.04 







Non-command 

Rhyolite 

7.663 

0.76 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.00 

0.024 

0.12 

0.18 


Garal 

0817000602224300 

5.778 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.013 

0.43 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Garal Sujan Singh 

0817000602224200 

5.555 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.089 

0.55 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.301 

0.55 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.02 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Ramderiya 

0817000602218200 

0.12 

0.26 

194,601.58 

0.21 

- 

0.21 

0.03 

0.25 

0.03 

- 

- 

- 

- 

- 

0.031 

0.242 

0.012 

0.230 

0.030 

13.11 

Safe 

Rampura Garal 

0817000602219900 

0.12 

0.00 

69.04 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.005 

0.008 

165.66 

Over Exploited 

Rani Gaon 

0817000602218000 

0.12 

0.00 

39,599.00 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ranigaon Kalan 

0817000602218100 

0.12 

0.09 

(68.52) 

0.11 

- 

0.11 

0.02 

0.20 

0.01 

- 

- 

- 

- 

- 

0.011 

0.125 

0.006 

0.119 

0.012 

9.91 

Safe 

Rawon Ki Beri 

0817000502177500 

0.06 

0.07 

125.69 

0.08 

- 

0.08 

0.03 

0.28 

0.01 

- 

- 

- 

- 

- 

0.008 

0.086 

0.004 

0.082 

0.117 

143.12 

Over Exploited 

Relon Ki Beri 

0817000502172800 

0.06 

0.00 

18,340.91 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rohila 

0817000502177900 

0.06 

0.08 

73.40 

0.10 

- 

0.10 

0.03 

0.28 

0.01 

- 

- 

- 

- 

- 

0.010 

0.110 

0.005 

0.104 

0.133 

127.73 

Over Exploited 

Roogpura 

0817000802254300 

0.12 

0.00 

110.85 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.005 

0.030 

582.99 

Over Exploited 

Sadulaniyon Ka Tala 

0817000602225700 

0.12 

0.00 

1,023.87 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.001 

86.01 

Semi Critical 

Sanawara 

0817000602224800 

0.12 

0.29 

32.60 

0.35 

- 

0.35 

0.03 

0.25 

0.03 

- 

- 

- 

- 

- 

0.034 

0.382 

0.019 

0.362 

0.038 

10.49 

Safe 

Sarnon Ka Tala 

0817000602225400 

0.12 

0.12 

(59.26) 

0.09 

- 

0.09 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.014 

0.109 

0.005 

0.103 

0.121 

117.32 

Over Exploited 


0817000802241600 

0.12 

0.00 

7,221.00 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Seelgan 

0817000502191900 

0.06 

0.00 

23,630.72 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sherpura 

0817000802243000 

0.12 

0.05 

96.45 

0.06 

- 

0.06 

0.01 

0.11 

0.01 

- 

- 

- 

- 

- 

0.006 

0.068 

0.003 

0.065 

0.105 

162.49 

Over Exploited 

Shiv Nagar 

0817000502170600 

0.15 

0.00 

926.78 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.025 

1,894.13 

Over Exploited 

Shivpura 

0817000802242500 

0.12 

0.07 

143.42 

0.08 

- 

0.08 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.008 

0.087 

0.004 

0.082 

0.056 

68.37 

Safe 

Shobhala Jetmal 

0817000502173000 

0.15 

0.34 

(37.23) 

0.27 

0.01 

0.28 

0.03 

0.27 

0.04 

0.0200 

- 

- 

- 

0.020 

0.061 

0.340 

0.017 

0.323 

0.523 

161.97 

Over Exploited 

Siyagon Ki Dhani 

0817000502173300 

0.15 

0.22 

(90.94) 

0.24 

0.01 

0.25 

0.03 

0.27 

0.03 

0.0400 

- 

- 

- 

0.040 

0.067 

0.321 

0.016 

0.305 

1.172 

383.74 

Over Exploited 

Siyolon Ki Dhani 

0817000502172900 

0.15 

0.18 

17.92 

0.21 

0.01 

0.22 

0.02 

0.21 

0.02 

0.0200 

- 

- 

- 

0.020 

0.042 

0.262 

0.013 

0.249 

0.679 

273.17 

Over Exploited 

Sodiyar 

0817000802243200 

0.12 

0.12 

- 

0.12 

- 

0.12 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.014 

0.131 

0.013 

0.118 

0.090 

76.49 

Semi Critical 

Sunaron Ki Beri 

0817000502177700 

0.06 

0.04 

63.91 

0.04 

- 

0.04 

0.03 

0.24 

0.00 

- 

- 

- 

- 

- 

0.004 

0.047 

0.002 

0.045 

0.065 

145.07 

Over Exploited 

Surte Ka Tala 

0817000802241800 

0.12 

0.09 

210,957.96 

0.11 

- 

0.11 

0.02 

0.18 

0.01 

- 

- 

- 

- 

- 

0.011 

0.118 

0.006 

0.112 

0.031 

28.02 

Safe 

Sutharon Ki Dhani 

0817000502191400 

0.06 

0.00 

14,679.72 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sutharonka Kua 

0817000602225800 

0.12 

0.00 

798.90 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.001 

56.38 

Safe 

Tajasar 

0817000802241500 

0.12 

0.11 

226.46 

0.14 

- 

0.14 

0.02 

0.16 

0.01 

- 

- 

- 

- 

- 

0.013 

0.149 

0.007 

0.142 

0.039 

27.71 

Safe 

Taratara 

0817000802241700 

0.12 

0.27 

139.16 

0.33 

- 

0.33 

0.02 

0.20 

0.03 

- 

- 

- 

- 

- 

0.032 

0.362 

0.018 

0.344 

0.113 

32.88 

Safe 

Taratara Math 

0817000802241100 

0.12 

0.44 

(70.84) 

0.52 

- 

0.52 

0.03 

0.26 

0.05 

- 

- 

- 

- 

- 

0.051 

0.575 

0.029 

0.547 

0.146 

26.78 

Safe 

Thoriyawala 

0817000802254500 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.015 

1,264.46 

Over Exploited 

Udasar 

0817000502178100 

0.06 

0.00 

257,357.75 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Vishnoiyon Ki Dhani 

0817000502173100 

0.15 

0.19 

2.19 

0.19 

0.01 

0.20 

0.03 

0.25 

0.02 

0.0300 

- 

- 

- 

0.030 

0.053 

0.256 

0.013 

0.244 

0.702 

287.95 

Over Exploited 

Adel 

0817000502180900 

0.15 

0.01 

441.75 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.008 

0.003 

30.43 

Safe 



0.15 

0.08 

58.61 

0.10 

- 

0.10 

0.02 

0.22 

0.01 

- 

- 

- 

- 

- 

0.011 

0.111 

0.006 

0.106 

0.020 

18.88 

Safe 

Adel Panji 

0817000502180800 

0.15 

0.04 

140.61 

0.04 

- 

0.04 

0.02 

0.14 

0.00 

- 

- 

- 

- 

- 

0.005 

0.047 

0.002 

0.045 

0.006 

13.48 

Safe 



0.15 

0.00 

25,990.59 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ankhiyan 

0817000502171800 

0.15 

0.00 

698.08 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.002 

89.45 

Semi Critical 



0.15 

0.18 

(28.62) 

0.15 

- 

0.15 

0.03 

0.24 

0.02 

- 

- 

- 

- 

- 

0.022 

0.170 

0.009 

0.162 

0.018 

10.98 

Safe 

Asuon Ki Dhani 

0817000602222300 

0.15 

0.09 

118.05 

0.10 

- 

0.10 

0.01 

0.13 

0.01 

- 

- 

- 

- 

- 

0.011 

0.115 

0.006 

0.109 

0.016 

14.79 

Safe 

Bakani Sarnon Ki Dhani 

0817000502172500 

0.15 

0.01 

338.09 

0.01 

- 

0.01 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.012 

0.001 

0.011 

0.101 

889.89 

Over Exploited 

Bakhse Ka Tala 

0817000602223200 

0.15 

0.44 

53,695.08 

0.53 

- 

0.53 

0.03 

0.24 

0.05 

- 

- 

- 

- 

- 

0.052 

0.583 

0.029 

0.554 

0.068 

12.26 

Safe 

Bankasar 

0817000602222800 

0.15 

0.19 

16.94 

0.22 

- 

0.22 

0.03 

0.26 

0.02 

- 

- 

- 

- 

- 

0.023 

0.245 

0.012 

0.232 

0.017 

7.29 

Safe 

Beriwala Tala 

0817000602220800 

0.15 

0.00 

5,633.18 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

377.45 

Over Exploited 



0.05 

0.08 

14.37 

0.10 

- 

0.10 

0.02 

0.15 

0.01 

- 

- 

- 

- 

- 

0.010 

0.106 

0.005 

0.101 

0.039 

38.89 

Safe 

Bhabhuon Ka Tala 

0817000502180700 

0.15 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.00 

1,486.21 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Bhabhuon Ki Beri 

0817000502180500 

0.15 

0.00 

9,555.08 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhatala @ Kharwa 

0817000502200800 

0.15 

0.07 

143.04 

0.08 

- 

0.08 

0.01 

0.08 

0.01 

- 

- 

- 

- 

- 

0.009 

0.094 

0.005 

0.089 

0.038 

42.38 

Safe 



0.20 

0.00 

8,350.81 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Bhilon Ka Gol 

0817000502171200 

0.15 

0.02 

32.39 

0.03 

- 

0.03 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.003 

0.028 

0.001 

0.027 

0.044 

164.62 

Over Exploited 

Budhrani Hudon Ki Dhani 

0817000502181400 

0.15 

0.22 

(56.27) 

0.17 

- 

0.17 

0.03 

0.27 

0.03 

- 

- 

- 

- 

- 

0.027 

0.202 

0.010 

0.192 

0.034 

17.64 

Safe 

Chootoo 

0817000502180100 

0.15 

0.64 

524,097.16 

0.76 

- 

0.76 

0.02 

0.18 

0.08 

0.0100 

- 

- 

- 

0.010 

0.091 

0.855 

0.043 

0.813 

0.290 

35.67 

Safe 



0.15 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

420.75 

Over Exploited 

Deodon Ki Dhani 

0817000502189800 

0.10 

0.01 

658.07 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.011 

155.78 

Over Exploited 



0.10 

0.15 

51.31 

0.18 

- 

0.18 

0.03 

0.26 

0.02 

- 

- 

- 

- 

- 

0.019 

0.199 

0.010 

0.189 

0.046 

24.31 

Safe 

Dhandhlawas 

0817000502189900 

0.10 

0.25 

73.80 

0.30 

0.01 

0.31 

0.03 

0.28 

0.03 

0.0400 

- 

- 

0.002 

0.042 

0.074 

0.383 

0.019 

0.364 

0.393 

107.89 

Over Exploited 

Dhelani Nadi 

0817000502180300 

0.15 

0.09 

62.76 

0.10 

- 

0.10 

0.02 

0.21 

0.01 

- 

- 

- 

- 

- 

0.011 

0.116 

0.006 

0.110 

0.022 

19.78 

Safe 



0.15 

0.01 

349.66 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.014 

0.001 

0.013 

0.007 

56.11 

Safe 

Dhiraniyon Ki Dhani 

0817000602223500 

0.15 

0.10 

38.67 

0.13 

- 

0.13 

0.02 

0.22 

0.01 

- 

- 

- 

- 

- 

0.013 

0.138 

0.007 

0.131 

0.011 

8.53 

Safe 

Dhola Nada 

0817000502189600 

0.15 

0.36 

23,300.95 

0.43 

- 

0.43 

0.03 

0.23 

0.05 

- 

- 

- 

- 

- 

0.046 

0.473 

0.024 

0.450 

0.048 

10.66 

Safe 



0.20 

0.00 

3,193.05 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

169.25 

Over Exploited 



0.15 

0.02 

462.96 

0.02 

- 

0.02 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.002 

0.023 

0.001 

0.022 

0.008 

36.08 

Safe 

Disantrinari 

0817000502200200 

0.10 

0.06 

178.03 

0.08 

- 

0.08 

0.02 

0.13 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.096 

0.005 

0.091 

0.068 

74.58 

Semi Critical 



0.10 

0.07 

151.08 

0.09 

- 

0.09 

0.02 

0.14 

0.01 

- 

- 

- 

- 

- 

0.009 

0.097 

0.005 

0.093 

0.044 

47.51 

Safe 

Dudiyo Ki Dhani 

0817000602223000 

0.05 

0.07 

(6.05) 

0.07 

- 

0.07 

0.02 

0.18 

0.01 

- 

- 

- 

- 

- 

0.008 

0.076 

0.004 

0.072 

0.028 

38.21 

Safe 

Gangasara 

0817000602222900 

0.15 

0.01 

860.71 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.010 

0.006 

59.10 

Safe 



0.05 

0.05 

42.72 

0.05 

- 

0.05 

0.01 

0.13 

0.01 

- 

- 

- 

- 

- 

0.005 

0.060 

0.003 

0.057 

0.024 

41.99 

Safe 

Garal 

0817000602224300 

0.12 

0.00 

38,154.26 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Garal Sujan Singh 

0817000602224200 

0.12 

0.00 

6,483.40 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.00 

1,871.05 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Ghane Ka Tala 

0817000602220700 

13.695 

Fresh 

Non-command 

Non-command 

Rhyolite 

0.006 

0.76 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.587 

0.76 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.00 

0.005 

0.03 

0.04 







Non-command 

Rhyolite 

5.291 

0.76 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.00 

0.016 

0.09 

0.13 


Godaron Ki Beri 

0817000502189500 

10.941 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.153 

0.79 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.08 

0.00 

0.007 

0.05 

0.08 





Saline 

Non-command 

Non-command 

Older Alluvium 

8.381 

0.79 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.54 

0.34 

0.00 

0.026 

0.20 

0.33 







Non-command 

Younger Alluvium 

0.255 

0.79 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.01 

0.01 


Goliya Garwa 

0817000502179800 

5.147 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.560 

0.55 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.002 

0.03 

0.05 


Goramaniyon Ki Dhani 

0817000502190000 

2.707 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.917 

0.77 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.02 

0.006 

0.21 

0.33 


Gorasiyon Ka Tala 

0817000602223100 

11.422 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.021 

0.76 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.38 

0.25 

0.00 

0.019 

0.12 

0.18 







Non-command 

Rhyolite 

5.401 

0.76 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.00 

0.017 

0.11 

0.16 


Gudhamalani 

0817000502196900 

9.596 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.129 

0.58 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.000 

0.00 

0.01 


Guruon Ka Tala 

0817000502172400 

10.626 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.267 

0.21 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.20 

0.13 

0.02 

0.032 

0.23 

0.36 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.142 

0.21 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Hajhaniyon Ki Dhani 

0817000602220000 

23.146 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.855 

0.82 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.17 

0.00 

0.010 

0.04 

0.06 


Hudon Ka Tala 

0817000502172100 

11.312 

Saline 

Non-command 

Non-command 

Older Alluvium 

11.312 

0.27 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.17 

0.00 

0.035 

0.24 

0.36 


Hukmani Khoton Ki Dhani 

0817000502171600 

6.666 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.188 

0.35 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.20 

0.14 

0.08 

0.019 

0.22 

0.33 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.125 

0.35 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Jagram Ki Dhani 

0817000502171700 

9.417 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.377 

0.25 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.01 

0.017 

0.14 

0.21 





Saline 

Non-command 

Non-command 

Older Alluvium 

4.040 

0.25 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.013 

0.10 

0.15 


Jaitaniyon Ki Dhani 

0817000602223700 

1.531 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.531 

1.09 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.10 

0.01 

0.005 

0.23 

0.35 


Jali Khera 

0817000502200600 

27.330 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.324 

0.57 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.21 

0.13 

0.06 

0.010 

0.03 

0.06 





Saline 

Non-command 

Non-command 

Younger Alluvium 

2.802 

0.57 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.10 

0.01 

0.009 

0.03 

0.05 


Jananiyon Ki Dhani 

0817000502181600 

2.770 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.432 

0.57 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.004 

0.12 

0.19 


Jooni Undari 

0817000502189700 

19.108 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.012 

0.68 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

0.217 

0.68 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.810 

0.68 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.10 

0.05 

0.009 

0.04 

0.06 







Non-command 

Younger Alluvium 

16.068 

0.68 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

1.18 

0.74 

0.27 

0.050 

0.23 

0.37 


Kadwasron Ki Dhani 

0817000602223900 

8.712 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.584 

1.35 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.11 

0.01 

0.005 

0.04 

0.06 





Saline 

Non-command 

Non-command 

Older Alluvium 

7.128 

1.35 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.78 

0.52 

0.01 

0.022 

0.19 

0.29 


Kandhi Ki Dhani 

0817000502196800 

13.055 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.758 

0.70 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.40 

0.24 

0.05 

0.022 

0.15 

0.25 


Khard Beri 

0817000502180400 

11.234 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.568 

0.81 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.50 

0.32 

0.03 

0.024 

0.17 

0.27 


Khariya Khurd 

0817000502189300 

6.861 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.039 

0.82 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.003 

0.04 

0.06 


Khoobri Beri 

0817000502180200 

11.838 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.025 

0.76 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.68 

0.43 

0.00 

0.034 

0.24 

0.38 


Khudala 

0817000502200700 

16.635 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.337 

0.56 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.01 

0.01 







Non-command 

Younger Alluvium 

4.944 

0.56 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.29 

0.18 

0.02 

0.015 

0.08 

0.13 


Khudasa 

0817000602224100 

14.179 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.100 

1.16 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.14 

0.01 

0.007 

0.03 

0.05 





Saline 

Non-command 

Non-command 

Older Alluvium 

9.609 

1.16 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.90 

0.60 

0.01 

0.030 

0.16 

0.23 


Lookhon Ka Tala 

0817000602222600 

22.712 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.000 

0.90 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.14 

0.00 

0.009 

0.03 

0.05 







Non-command 

Rhyolite 

4.773 

0.90 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.015 

0.05 

0.07 


Malpura 

0817000502171500 

9.973 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.505 

0.16 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.13 

0.014 

0.11 

0.16 


Mangle Ki Beri 

0817000502180000 

10.870 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.726 

0.63 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.006 

0.04 

0.07 







Non-command 

Younger Alluvium 

3.760 

0.63 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.12 

0.00 

0.012 

0.09 

0.15 





Saline 

Non-command 

Non-command 

Younger Alluvium 

3.003 

0.63 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.00 

0.010 

0.07 

0.12 


Maylon Ka Der 

0817000602223800 

10.856 

Saline 

Non-command 

Non-command 

Older Alluvium 

10.856 

0.97 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.85 

0.56 

0.01 

0.034 

0.23 

0.35 


Meethra 

0817000602220100 

30.958 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.083 

0.58 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Modaniyon Ki Dhani 

0817000502180600 

4.842 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.122 

0.85 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.046 

0.85 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Modawas 

0817000502200400 

7.168 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.695 

0.75 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.03 

0.006 

0.07 

0.11 


Moodhon Ka Tala 

0817000602225600 

17.525 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.292 

-0.69 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.006 

0.03 

0.05 


Motiyoniyon Ka Tala 

0817000602222400 

7.607 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.652 

0.81 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.00 

0.005 

0.05 

0.08 


Nagar 

0817000502190200 

8.211 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.206 

0.74 

0.080 

0.10 

0.01 

0.00 

0.00 

0.00 

0.46 

0.29 

0.38 

0.020 

0.22 

0.35 


Nai Undari 

0817000502200500 

12.158 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.922 

0.71 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.05 

0.006 

0.05 

0.07 





Saline 

Non-command 

Non-command 

Younger Alluvium 

0.159 

0.71 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.00 

0.01 


Naukh 

0817000602223600 

5.416 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.416 

1.10 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.49 

0.33 

0.01 

0.017 

0.23 

0.35 


Naya Nagar 

0817000502190300 

7.497 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

7.497 

0.72 

0.080 

0.15 

0.02 

0.00 

0.00 

0.00 

0.56 

0.35 

0.58 

0.024 

0.29 

0.46 


Neembal Kot 

0817000502181700 

5.211 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.247 

0.54 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.00 

0.007 

0.10 

0.16 


Nehron Ka Bera 

0817000502172000 

15.396 

Saline 

Non-command 

Non-command 

Older Alluvium 

15.063 

0.58 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.72 

0.47 

0.00 

0.047 

0.23 

0.35 


Nehron Ka Tala 

0817000502172300 

8.166 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.500 

0.23 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.10 

0.005 

0.04 

0.07 





Saline 

Non-command 

Non-command 

Older Alluvium 

6.666 

0.23 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.16 

0.10 

0.12 

0.021 

0.20 

0.30 


Nehron Ki Dhani 

0817000502189400 

29.493 

Saline 

Non-command 

Non-command 

Older Alluvium 

11.724 

0.87 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.83 

0.52 

0.03 

0.037 

0.10 

0.17 


Nehron Ki Dhani Khurd 

0817000502171900 

5.754 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.65 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

5.754 

0.65 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.31 

0.21 

0.00 

0.018 

0.23 

0.35 


Nokhra 

0817000502172200 

9.397 

Saline 

Non-command 

Non-command 

Older Alluvium 

9.397 

0.21 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.12 

0.02 

0.029 

0.24 

0.37 


Panani Dhatarwalon Ki Dhani 

0817000502181300 

7.185 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.449 

0.50 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.11 

0.00 

0.014 

0.15 

0.23 


Pokar Bhadu Ki Dhani 

0817000602224000 

6.517 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.405 

1.13 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.59 

0.39 

0.01 

0.020 

0.23 

0.34 


Ranasar Khurd 

0817000502179500 

21.711 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.733 

0.41 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.002 

0.01 

0.01 


Ratanpura 

0817000502204200 

6.567 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.005 

0.71 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rathoron Ki Dhani@ Maliyon Ki D 

0817000502196700 

15.744 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.152 

0.56 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.06 

0.007 

0.04 

0.07 





Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Ghane Ka Tala 

0817000602220700 

0.05 

0.00 

283,166.71 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.01 

920.79 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.008 

0.005 

62.49 

Safe 



0.05 

0.02 

100.88 

0.03 

- 

0.03 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.003 

0.031 

0.002 

0.029 

0.016 

56.24 

Safe 

Godaron Ki Beri 

0817000502189500 

0.15 

0.02 

398.98 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.002 

0.023 

0.001 

0.021 

0.007 

31.32 

Safe 



0.15 

0.26 

30.62 

0.31 

- 

0.31 

0.03 

0.23 

0.03 

- 

- 

- 

- 

- 

0.034 

0.342 

0.017 

0.325 

0.026 

8.04 

Safe 



0.20 

0.00 

3,860.81 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Goliya Garwa 

0817000502179800 

0.10 

0.00 

858.79 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.002 

88.21 

Semi Critical 

Goramaniyon Ki Dhani 

0817000502190000 

0.10 

0.04 

100.38 

0.05 

- 

0.05 

0.03 

0.24 

0.01 

- 

- 

- 

- 

- 

0.005 

0.053 

0.003 

0.051 

0.028 

55.82 

Safe 

Gorasiyon Ka Tala 

0817000602223100 

0.15 

0.11 

130.18 

0.13 

- 

0.13 

0.01 

0.14 

0.01 

- 

- 

- 

- 

- 

0.013 

0.144 

0.007 

0.137 

0.019 

13.69 

Safe 



0.05 

0.03 

63.38 

0.04 

- 

0.04 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.003 

0.039 

0.002 

0.037 

0.017 

45.78 

Safe 

Gudhamalani 

0817000502196900 

0.10 

0.00 

6,723.22 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.007 

11,156.11 

Over Exploited 

Guruon Ka Tala 

0817000502172400 

0.15 

0.36 

62,247.29 

0.29 

- 

0.29 

0.03 

0.26 

0.04 

- 

- 

- 

- 

- 

0.044 

0.332 

0.017 

0.315 

0.056 

17.77 

Safe 



0.15 

0.00 

2,240.46 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Hajhaniyon Ki Dhani 

0817000602220000 

0.12 

0.02 

857.47 

0.02 

- 

0.02 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.002 

0.023 

0.001 

0.022 

0.010 

45.45 

Safe 

Hudon Ka Tala 

0817000502172100 

0.15 

0.40 

(58.24) 

0.32 

- 

0.32 

0.03 

0.26 

0.05 

- 

- 

- 

- 

- 

0.049 

0.369 

0.018 

0.351 

0.035 

10.04 

Safe 

Hukmani Khoton Ki Dhani 

0817000502171600 

0.15 

0.20 

(32.79) 

0.16 

- 

0.16 

0.03 

0.24 

0.02 

- 

- 

- 

- 

- 

0.024 

0.185 

0.009 

0.176 

0.103 

58.63 

Safe 



0.15 

0.00 

2,692.36 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jagram Ki Dhani 

0817000502171700 

0.15 

0.11 

(30.00) 

0.09 

- 

0.09 

0.02 

0.15 

0.01 

- 

- 

- 

- 

- 

0.013 

0.100 

0.005 

0.095 

0.029 

30.13 

Safe 



0.15 

0.06 

(14.82) 

0.05 

- 

0.05 

0.01 

0.11 

0.01 

- 

- 

- 

- 

- 

0.007 

0.060 

0.003 

0.057 

0.013 

22.13 

Safe 

Jaitaniyon Ki Dhani 

0817000602223700 

0.15 

0.05 

79.64 

0.06 

- 

0.06 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.006 

0.070 

0.004 

0.067 

0.019 

28.19 

Safe 

Jali Khera 

0817000502200600 

0.20 

0.02 

455.43 

0.03 

- 

0.03 

0.00 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.041 

0.002 

0.039 

0.068 

176.58 

Over Exploited 



0.20 

0.02 

532.83 

0.02 

- 

0.02 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.002 

0.022 

0.001 

0.021 

0.020 

95.03 

Critical 

Jananiyon Ki Dhani 

0817000502181600 

0.15 

0.03 

59.38 

0.03 

- 

0.03 

0.02 

0.14 

0.00 

- 

- 

- 

- 

- 

0.003 

0.035 

0.002 

0.033 

0.004 

13.39 

Safe 

Jooni Undari 

0817000502189700 

0.15 

0.00 

127,333.92 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.00 

6,788.63 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.015 

8,603.49 

Over Exploited 



0.15 

0.02 

504.51 

0.02 

- 

0.02 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.033 

0.002 

0.031 

0.056 

180.53 

Over Exploited 



0.20 

0.74 

(0.17) 

0.74 

- 

0.74 

0.03 

0.26 

0.10 

0.0300 

- 

- 

- 

0.030 

0.126 

0.862 

0.043 

0.819 

0.320 

39.07 

Safe 

Kadwasron Ki Dhani 

0817000602223900 

0.15 

0.01 

1,033.05 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.013 

0.001 

0.013 

0.017 

134.84 

Over Exploited 



0.15 

0.20 

155.16 

0.24 

- 

0.24 

0.02 

0.21 

0.02 

- 

- 

- 

- 

- 

0.024 

0.268 

0.013 

0.254 

0.029 

11.49 

Safe 

Kandhi Ki Dhani 

0817000502196800 

0.10 

0.10 

135.51 

0.12 

- 

0.12 

0.02 

0.17 

0.01 

0.0100 

- 

- 

- 

0.010 

0.023 

0.148 

0.007 

0.140 

0.072 

51.31 

Safe 

Khard Beri 

0817000502180400 

0.15 

0.20 

60.84 

0.24 

- 

0.24 

0.02 

0.20 

0.03 

- 

- 

- 

- 

- 

0.025 

0.263 

0.013 

0.250 

0.050 

19.87 

Safe 

Khariya Khurd 

0817000502189300 

0.15 

0.01 

642.56 

0.01 

- 

0.01 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.007 

0.003 

44.07 

Safe 

Khoobri Beri 

0817000502180200 

0.15 

0.40 

9.46 

0.43 

- 

0.43 

0.03 

0.27 

0.05 

- 

- 

- 

- 

- 

0.051 

0.485 

0.024 

0.460 

0.034 

7.46 

Safe 

Khudala 

0817000502200700 

0.15 

0.00 

3,205.46 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

291.90 

Over Exploited 



0.20 

0.08 

117.72 

0.10 

- 

0.10 

0.01 

0.09 

0.01 

- 

- 

- 

- 

- 

0.011 

0.109 

0.005 

0.103 

0.030 

29.47 

Safe 

Khudasa 

0817000602224100 

0.15 

0.01 

1,174.51 

0.01 

- 

0.01 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.014 

0.001 

0.013 

0.019 

137.62 

Over Exploited 



0.15 

0.22 

890,050.58 

0.27 

- 

0.27 

0.02 

0.17 

0.03 

- 

- 

- 

- 

- 

0.026 

0.296 

0.015 

0.281 

0.044 

15.61 

Safe 

Lookhon Ka Tala 

0817000602222600 

0.15 

0.01 

940.62 

0.02 

- 

0.02 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.002 

0.018 

0.001 

0.017 

0.009 

54.14 

Safe 



0.05 

0.01 

268.33 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.015 

0.001 

0.015 

0.015 

102.08 

Over Exploited 

Malpura 

0817000502171500 

0.15 

0.07 

(10.27) 

0.06 

- 

0.06 

0.01 

0.12 

0.01 

- 

- 

- 

- 

- 

0.009 

0.074 

0.004 

0.070 

0.146 

208.72 

Over Exploited 

Mangle Ki Beri 

0817000502180000 

0.06 

0.00 

846.98 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.006 

101.51 

Over Exploited 



0.10 

0.03 

247.76 

0.04 

- 

0.04 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.004 

0.046 

0.002 

0.044 

0.012 

27.96 

Safe 



0.10 

0.02 

335.23 

0.03 

- 

0.03 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.003 

0.029 

0.001 

0.028 

0.010 

35.01 

Safe 

Maylon Ka Der 

0817000602223800 

0.15 

0.38 

670,131.81 

0.45 

- 

0.45 

0.03 

0.26 

0.04 

- 

- 

- 

- 

- 

0.045 

0.495 

0.025 

0.471 

0.045 

9.52 

Safe 

Meethra 

0817000602220100 

0.12 

0.00 

42,671.34 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Modaniyon Ki Dhani 

0817000502180600 

0.15 

0.00 

4,318.07 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.00 

11,725.04 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Modawas 

0817000502200400 

0.10 

0.01 

494.55 

0.01 

0.00 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

0.001 

0.001 

0.002 

0.017 

0.001 

0.016 

0.035 

214.71 

Over Exploited 

Moodhon Ka Tala 

0817000602225600 

0.12 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.001 

0.008 

0.016 

188.55 

Over Exploited 

Motiyoniyon Ka Tala 

0817000602222400 

0.15 

0.01 

461.25 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.002 

0.017 

0.001 

0.016 

0.005 

32.59 

Safe 

Nagar 

0817000502190200 

0.10 

0.14 

108.77 

0.17 

0.01 

0.18 

0.03 

0.25 

0.02 

0.0400 

- 

- 

- 

0.040 

0.058 

0.234 

0.012 

0.222 

0.402 

181.14 

Over Exploited 

Nai Undari 

0817000502200500 

0.10 

0.01 

746.12 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.022 

0.001 

0.021 

0.056 

273.52 

Over Exploited 



0.10 

0.00 

9,384.89 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.005 

5,949.52 

Over Exploited 

Naukh 

0817000602223600 

0.15 

0.19 

99,185.18 

0.22 

- 

0.22 

0.03 

0.26 

0.02 

- 

- 

- 

- 

- 

0.022 

0.247 

0.012 

0.234 

0.028 

11.90 

Safe 

Naya Nagar 

0817000502190300 

0.10 

0.22 

64.18 

0.26 

0.02 

0.28 

0.04 

0.32 

0.03 

0.0600 

- 

- 

0.002 

0.062 

0.090 

0.370 

0.019 

0.352 

0.600 

170.79 

Over Exploited 

Neembal Kot 

0817000502181700 

0.15 

0.03 

79.67 

0.04 

- 

0.04 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.004 

0.046 

0.002 

0.044 

0.007 

15.93 

Safe 

Nehron Ka Bera 

0817000502172000 

0.15 

0.52 

201,521.01 

0.47 

- 

0.47 

0.03 

0.26 

0.06 

- 

- 

- 

- 

- 

0.063 

0.536 

0.027 

0.509 

0.047 

9.22 

Safe 

Nehron Ka Tala 

0817000502172300 

0.15 

0.01 

270.28 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.013 

0.001 

0.013 

0.101 

798.65 

Over Exploited 



0.15 

0.20 

(47.25) 

0.16 

- 

0.16 

0.02 

0.22 

0.02 

- 

- 

- 

- 

- 

0.025 

0.183 

0.009 

0.174 

0.140 

80.42 

Semi Critical 

Nehron Ki Dhani 

0817000502189400 

0.15 

0.18 

186.05 

0.22 

- 

0.22 

0.01 

0.12 

0.02 

- 

- 

- 

- 

- 

0.024 

0.240 

0.012 

0.228 

0.066 

28.74 

Safe 

Nehron Ki Dhani Khurd 

0817000502171900 

0.15 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.20 

1.63 

0.21 

- 

0.21 

0.03 

0.26 

0.02 

- 

- 

- 

- 

- 

0.024 

0.229 

0.011 

0.218 

0.018 

8.23 

Safe 

Nokhra 

0817000502172200 

0.15 

0.34 

(64.97) 

0.27 

- 

0.27 

0.03 

0.27 

0.04 

- 

- 

- 

- 

- 

0.041 

0.311 

0.016 

0.295 

0.051 

17.37 

Safe 

Panani Dhatarwalon Ki Dhani 

0817000502181300 

0.15 

0.10 

14.16 

0.11 

- 

0.11 

0.02 

0.17 

0.01 

- 

- 

- 

- 

- 

0.013 

0.127 

0.006 

0.120 

0.014 

11.52 

Safe 

Pokar Bhadu Ki Dhani 

0817000602224000 

0.15 

0.22 

80.74 

0.26 

- 

0.26 

0.03 

0.25 

0.03 

- 

- 

- 

- 

- 

0.026 

0.287 

0.014 

0.272 

0.034 

12.46 

Safe 

Ranasar Khurd 

0817000502179500 

0.15 

0.00 

1,536.82 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

192.89 

Over Exploited 

Ratanpura 

0817000502204200 

0.10 

0.00 

147,423.97 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rathoron Ki Dhani@ Maliyon Ki D 

0817000502196700 

0.10 

0.01 

729.18 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.021 

0.001 

0.020 

0.065 

322.17 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Rawali Nadi 

0817000502190100 

13.752 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.217 

0.65 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.01 

0.007 

0.04 

0.07 





Saline 

Non-command 

Non-command 

Younger Alluvium 

11.535 

0.65 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.62 

0.39 

0.02 

0.038 

0.23 

0.37 


Sadecha 

0817000502181500 

9.665 

Saline 

Non-command 

Non-command 

Older Alluvium 

9.665 

0.38 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.30 

0.20 

0.01 

0.030 

0.24 

0.37 


Saiyon Ka Tala 

0817000502181000 

4.843 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.433 

0.86 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.00 

0.004 

0.07 

0.12 


Sangana Kua 

0817000602220900 

11.194 

Saline 

Non-command 

Non-command 

Rhyolite 

3.952 

0.69 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.012 

0.08 

0.12 


Sara 

0817000502200900 

25.828 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.029 

0.59 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sarli 

0817000602222700 

7.724 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.713 

0.76 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.48 

0.32 

0.00 

0.024 

0.23 

0.35 


Sarli Kalan 

0817000602223400 

16.851 

Saline 

Non-command 

Non-command 

Older Alluvium 

16.851 

0.78 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

1.08 

0.72 

0.00 

0.052 

0.23 

0.35 


Sarnon Ka Tala 

0817000502181200 

5.233 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.233 

0.56 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.25 

0.16 

0.02 

0.016 

0.24 

0.38 


Sidhaniyon Ki Dhani 

0817000602226300 

6.157 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.292 

0.19 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 


Siyagon Ki Dhani 

0817000602223300 

3.680 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.680 

0.93 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.28 

0.19 

0.02 

0.011 

0.23 

0.34 


Siyagon Ki Dhani Chak Nol 

0817000502181800 

6.032 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.005 

0.62 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sutharon Ka Tala 

0817000602224400 

8.114 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.112 

0.28 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sutharon Ki Beri 

0817000502181100 

2.662 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.662 

0.76 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.10 

0.00 

0.008 

0.24 

0.38 


Thoriyon Ka Tala 

0817000502171400 

8.989 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.444 

-0.47 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 


Udaniyon Ki Dhani 

0817000502196600 

16.068 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.042 

0.50 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 

11008074 

Aakora 

0817000802240800 

36.919 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.990 

0.70 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.57 

0.38 

0.01 

0.026 

0.06 

0.09 


Ajaniyon Ki Dhani 

0817000502176500 

3.714 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.714 

1.48 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.36 

0.24 

0.12 

0.012 

0.27 

0.41 


Ambedkar Nagar 

0817000802254800 

3.257 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.938 

0.11 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.010 

0.22 

0.34 


Ami Mohammad Shahki Basti 

0817000802255100 

6.904 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.552 

0.27 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.10 

0.015 

0.16 

0.25 


Ardarsh Lookhoo 

0817000502178700 

3.505 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.505 

1.25 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.28 

0.19 

0.07 

0.011 

0.27 

0.40 


Bachhonion Ki Dhani 

0817000802243500 

9.230 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.188 

0.36 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.32 

0.21 

0.20 

0.024 

0.23 

0.35 


Bamnor Ameershah 

0817000802255000 

3.882 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.473 

0.42 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.08 

0.008 

0.16 

0.25 


Bamnor Bhanwarshah 

0817000802255200 

10.633 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.999 

0.01 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.003 

0.02 

0.03 


Banda Bera 

0817000802255500 

19.710 

Fresh 

Non-command 

Non-command 

Older Alluvium 

19.248 

0.50 

0.060 

0.06 

0.00 

0.00 

0.00 

0.00 

0.63 

0.42 

0.14 

0.063 

0.25 

0.37 


Bano Ki Beri 

0817000502173600 

7.241 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.241 

0.77 

0.060 

0.07 

0.00 

0.00 

0.00 

0.00 

0.40 

0.27 

0.24 

0.024 

0.26 

0.39 


Beerron Ka Tala 

0817000802241400 

17.721 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.404 

1.00 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.52 

0.35 

0.00 

0.017 

0.08 

0.13 


Bhaduon Ki Beri 

0817000502192500 

5.549 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.418 

1.34 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.47 

0.31 

0.10 

0.018 

0.28 

0.43 


Bhadupura 

0817000802242300 

1.607 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.607 

1.99 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.27 

0.18 

0.04 

0.004 

0.23 

0.35 


Bhalisar 

0817000502174200 

3.636 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.636 

0.37 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.06 

0.012 

0.26 

0.39 


Bhariyon Ki Basti 

0817000802242700 

7.859 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.939 

0.95 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.01 

0.005 

0.06 

0.09 


Bhilon Ki Basti 

0817000502177100 

14.933 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.726 

1.03 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.56 

0.36 

0.03 

0.028 

0.15 

0.23 


Bhookron Ka Tala 

0817000502175800 

5.514 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.235 

3.41 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

1.10 

0.72 

0.08 

0.017 

0.27 

0.42 


Boodhe Ka Tala 

0817000502174100 

12.543 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.440 

0.24 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.07 

0.021 

0.14 

0.21 


Budiyon Ka Tala 

0817000802253400 

7.201 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.706 

-0.11 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.007 

0.09 

0.14 


Dhorimanna 

0817000502176800 

10.475 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.475 

3.18 

0.060 

0.13 

0.00 

0.00 

0.00 

0.00 

2.13 

1.40 

0.05 

0.360 

0.28 

0.43 


Doodhu 

0817000502173500 

12.113 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.597 

0.65 

0.060 

0.09 

0.00 

0.00 

0.00 

0.00 

0.50 

0.33 

0.31 

0.034 

0.22 

0.34 


Doodiya Kalan 

0817000502169600 

7.264 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.264 

0.50 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.15 

0.02 

0.024 

0.25 

0.38 


Dudhwa Khurd 

0817000802240400 

12.377 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

1.76 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dungerpura 

0817000802241900 

6.716 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.716 

1.62 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.88 

0.58 

0.03 

0.018 

0.23 

0.35 


Gadra 

0817000502176600 

7.272 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.681 

0.01 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.005 

0.06 

0.10 


Genaniyon Ka Tala 

0817000502173400 

4.717 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.717 

0.62 

0.060 

0.08 

0.00 

0.00 

0.00 

0.00 

0.26 

0.17 

0.30 

0.015 

0.25 

0.38 


Girdhari Ka Tala 

0817000802243600 

5.921 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.871 

1.68 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.82 

0.55 

0.10 

0.015 

0.23 

0.34 


Godaron Ka Tala 

0817000502169500 

7.962 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.962 

0.65 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.32 

0.21 

0.01 

0.026 

0.25 

0.38 



0817000802253700 

5.668 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.888 

-0.46 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.005 

0.08 

0.12 


Godaron Ki Dhani 

0817000802242900 

2.540 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.321 

1.80 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.36 

0.24 

0.12 

0.006 

0.21 

0.32 


Goliyar 

0817000802242600 

8.050 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.885 

1.59 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.77 

0.51 

0.04 

0.015 

0.17 

0.25 


Guneshaniyon Ki Dhani 

0817000502176900 

12.160 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.152 

2.87 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

2.13 

1.39 

0.08 

0.040 

0.28 

0.43 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.008 

2.87 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Hirken Ka Than 

0817000502175900 

4.065 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.957 

1.80 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.36 

0.24 

0.14 

0.010 

0.20 

0.31 


Isrol 

0817000802243400 

28.962 

Fresh 

Non-command 

Non-command 

Older Alluvium 

24.774 

2.55 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

5.09 

3.36 

0.09 

0.065 

0.20 

0.30 


Janiyawala 

0817000802254400 

2.150 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.150 

0.10 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.12 

0.006 

0.24 

0.37 


Jaton Ki Basti 

0817000802243900 

14.875 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.046 

2.50 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.15 

0.00 

0.003 

0.02 

0.02 


Katarla 

0817000502192700 

4.771 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.065 

1.23 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.06 

0.003 

0.07 

0.10 


Katarla Khileriyan 

0817000502192600 

4.797 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.452 

3.58 

0.060 

0.07 

0.00 

0.00 

0.00 

0.00 

1.02 

0.67 

0.24 

0.014 

0.27 

0.41 


Kharad 

0817000502177000 

4.555 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.555 

2.45 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.70 

0.46 

0.09 

0.015 

0.27 

0.42 


Khardiya 

0817000502169900 

10.876 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.20 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khempura 

0817000802254100 

5.152 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.253 

-0.09 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.02 


Khoome Ki Beri 

0817000502173800 

8.604 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.115 

0.67 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.24 

0.16 

0.14 

0.017 

0.15 

0.23 


Koja 

0817000502176300 

14.111 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.309 

0.06 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.004 

0.03 

0.04 


Kundawa 

0817000502191300 

4.631 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.037 

1.17 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Leelsar 

0817000802253600 

7.312 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.473 

-0.52 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.017 

0.21 

0.32 


Leelsar Dakhnad 

0817000802253500 

6.782 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.777 

-0.49 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.018 

0.24 

0.36 


Loharwa 

0817000502191500 

15.587 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.942 

0.86 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.00 

0.006 

0.03 

0.05 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.345 

0.86 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.00 

0.004 

0.02 

0.04 


Lookhu 

0817000502177400 

10.673 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.946 

1.15 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.28 

0.18 

0.01 

0.013 

0.10 

0.15 


Mahendrapura 

0817000802240500 

23.694 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.995 

1.52 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.00 

0.003 

0.01 

0.01 


Mangta 

0817000502170000 

17.015 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.346 

0.14 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Rawali Nadi 

0817000502190100 

0.10 

0.01 

639.48 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.013 

0.001 

0.012 

0.014 

114.19 

Over Exploited 



0.10 

0.27 

46.80 

0.32 

- 

0.32 

0.03 

0.26 

0.03 

- 

- 

- 

- 

- 

0.034 

0.355 

0.018 

0.337 

0.056 

16.47 

Safe 

Sadecha 

0817000502181500 

0.15 

0.34 

15,618.39 

0.27 

- 

0.27 

0.03 

0.27 

0.04 

- 

- 

- 

- 

- 

0.042 

0.316 

0.016 

0.300 

0.038 

12.68 

Safe 

Saiyon Ka Tala 

0817000502181000 

0.15 

0.02 

296.79 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.002 

0.021 

0.001 

0.020 

0.004 

22.38 

Safe 

Sangana Kua 

0817000602220900 

0.05 

0.02 

70.50 

0.02 

- 

0.02 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.002 

0.021 

0.001 

0.020 

0.012 

61.48 

Safe 

Sara 

0817000502200900 

0.15 

0.00 

60,665.76 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sarli 

0817000602222700 

0.15 

0.27 

19.32 

0.32 

- 

0.32 

0.03 

0.26 

0.03 

- 

- 

- 

- 

- 

0.032 

0.352 

0.018 

0.334 

0.024 

7.20 

Safe 

Sarli Kalan 

0817000602223400 

0.15 

0.58 

809,539.43 

0.70 

- 

0.70 

0.03 

0.26 

0.07 

- 

- 

- 

- 

- 

0.069 

0.769 

0.038 

0.731 

0.052 

7.18 

Safe 

Sarnon Ka Tala 

0817000502181200 

0.15 

0.19 

(17.79) 

0.16 

- 

0.16 

0.03 

0.28 

0.02 

- 

- 

- 

- 

- 

0.024 

0.182 

0.009 

0.173 

0.038 

22.14 

Safe 

Sidhaniyon Ki Dhani 

0817000602226300 

0.12 

0.00 

650.36 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.001 

- 

Safe 

Siyagon Ki Dhani 

0817000602223300 

0.15 

0.13 

49.02 

0.15 

- 

0.15 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.015 

0.168 

0.008 

0.159 

0.029 

18.51 

Safe 

Siyagon Ki Dhani Chak Nol 

0817000502181800 

0.15 

0.00 

69,651.99 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sutharon Ka Tala 

0817000602224400 

0.12 

0.00 

3,884.78 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sutharon Ki Beri 

0817000502181100 

0.15 

0.10 

5.51 

0.10 

- 

0.10 

0.03 

0.28 

0.01 

- 

- 

- 

- 

- 

0.012 

0.115 

0.006 

0.110 

0.008 

7.56 

Safe 

Thoriyon Ka Tala 

0817000502171400 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

176.94 

Over Exploited 

Udaniyon Ki Dhani 

0817000502196600 

0.10 

0.00 

32,769.73 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Aakora 

0817000802240800 

0.12 

0.07 

166,187.53 

0.08 

- 

0.08 

0.01 

0.07 

0.01 

- 

- 

- 

- 

- 

0.008 

0.090 

0.005 

0.086 

0.033 

38.61 

Safe 

Ajaniyon Ki Dhani 

0817000502176500 

0.06 

0.06 

290.87 

0.07 

- 

0.07 

0.03 

0.30 

0.01 

- 

- 

- 

- 

- 

0.007 

0.080 

0.004 

0.076 

0.134 

177.44 

Over Exploited 

Ambedkar Nagar 

0817000802254800 

0.06 

0.04 

(150.37) 

0.03 

- 

0.03 

0.03 

0.25 

0.00 

- 

- 

- 

- 

- 

0.005 

0.036 

0.002 

0.034 

0.053 

153.97 

Over Exploited 

Ami Mohammad Shahki Basti 

0817000802255100 

0.06 

0.04 

433,140.14 

0.05 

- 

0.05 

0.02 

0.18 

0.01 

- 

- 

- 

- 

- 

0.005 

0.059 

0.003 

0.056 

0.111 

197.35 

Over Exploited 

Ardarsh Lookhoo 

0817000502178700 

0.06 

0.06 

232.77 

0.07 

- 

0.07 

0.03 

0.30 

0.01 

- 

- 

- 

- 

- 

0.007 

0.074 

0.004 

0.070 

0.078 

112.05 

Over Exploited 

Bachhonion Ki Dhani 

0817000802243500 

0.12 

0.26 

(17.23) 

0.21 

- 

0.21 

0.03 

0.26 

0.03 

0.0100 

- 

- 

- 

0.010 

0.041 

0.254 

0.013 

0.241 

0.225 

93.32 

Critical 

Bamnor Ameershah 

0817000802255000 

0.06 

0.02 

96,629.16 

0.03 

- 

0.03 

0.02 

0.18 

0.00 

- 

- 

- 

- 

- 

0.003 

0.032 

0.002 

0.030 

0.085 

282.23 

Over Exploited 

Bamnor Bhanwarshah 

0817000802255200 

0.06 

0.00 

407.25 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.031 

1,806.83 

Over Exploited 

Banda Bera 

0817000802255500 

0.06 

0.28 

52,490.74 

0.34 

- 

0.34 

0.03 

0.28 

0.03 

0.0100 

- 

- 

- 

0.010 

0.044 

0.383 

0.019 

0.364 

0.207 

56.72 

Safe 

Bano Ki Beri 

0817000502173600 

0.06 

0.11 

137.91 

0.13 

- 

0.13 

0.03 

0.29 

0.01 

0.0100 

- 

- 

- 

0.010 

0.023 

0.157 

0.008 

0.149 

0.268 

179.07 

Over Exploited 

Beerron Ka Tala 

0817000802241400 

0.12 

0.06 

442.06 

0.08 

- 

0.08 

0.01 

0.09 

0.01 

- 

- 

- 

- 

- 

0.008 

0.085 

0.004 

0.080 

0.017 

20.76 

Safe 

Bhaduon Ki Beri 

0817000502192500 

0.06 

0.09 

232.41 

0.11 

- 

0.11 

0.03 

0.32 

0.01 

- 

- 

- 

- 

- 

0.011 

0.121 

0.006 

0.115 

0.119 

103.03 

Over Exploited 

Bhadupura 

0817000802242300 

0.12 

0.04 

297.14 

0.05 

- 

0.05 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.005 

0.059 

0.003 

0.056 

0.040 

72.21 

Semi Critical 

Bhalisar 

0817000502174200 

0.06 

0.06 

17.06 

0.07 

- 

0.07 

0.03 

0.29 

0.01 

- 

- 

- 

- 

- 

0.007 

0.073 

0.004 

0.069 

0.070 

100.97 

Over Exploited 

Bhariyon Ki Basti 

0817000802242700 

0.12 

0.01 

639.92 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.002 

0.017 

0.001 

0.017 

0.012 

72.75 

Semi Critical 

Bhilon Ki Basti 

0817000502177100 

0.06 

0.08 

117,233.82 

0.09 

- 

0.09 

0.02 

0.17 

0.01 

- 

- 

- 

- 

- 

0.009 

0.104 

0.005 

0.099 

0.060 

61.04 

Safe 

Bhookron Ka Tala 

0817000502175800 

0.06 

0.06 

171,157.38 

0.07 

- 

0.07 

0.03 

0.31 

0.01 

- 

- 

- 

- 

- 

0.007 

0.074 

0.004 

0.070 

0.099 

141.27 

Over Exploited 

Boodhe Ka Tala 

0817000502174100 

0.06 

0.05 

40.75 

0.06 

- 

0.06 

0.02 

0.15 

0.01 

- 

- 

- 

- 

- 

0.006 

0.069 

0.003 

0.065 

0.086 

131.24 

Over Exploited 

Budiyon Ka Tala 

0817000802253400 

0.12 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.004 

0.033 

0.003 

0.030 

0.072 

241.82 

Over Exploited 

Dhorimanna 

0817000502176800 

0.06 

0.18 

689.93 

0.21 

- 

0.21 

0.03 

0.31 

0.02 

- 

- 

- 

- 

- 

0.021 

0.233 

0.012 

0.221 

0.408 

184.47 

Over Exploited 

Doodhu 

0817000502173500 

0.06 

0.14 

134.79 

0.17 

- 

0.17 

0.03 

0.25 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.194 

0.010 

0.185 

0.339 

183.77 

Over Exploited 

Doodiya Kalan 

0817000502169600 

0.06 

0.11 

37.47 

0.13 

- 

0.13 

0.03 

0.28 

0.01 

- 

- 

- 

- 

- 

0.013 

0.143 

0.007 

0.136 

0.041 

29.91 

Safe 

Dudhwa Khurd 

0817000802240400 

0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dungerpura 

0817000802241900 

0.12 

0.19 

214.44 

0.22 

- 

0.22 

0.03 

0.26 

0.02 

- 

- 

- 

- 

- 

0.022 

0.244 

0.012 

0.232 

0.047 

20.03 

Safe 

Gadra 

0817000502176600 

0.06 

0.01 

9.73 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.007 

0.045 

617.60 

Over Exploited 

Genaniyon Ka Tala 

0817000502173400 

0.06 

0.07 

137.94 

0.08 

- 

0.08 

0.03 

0.28 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.103 

0.005 

0.098 

0.316 

322.35 

Over Exploited 

Girdhari Ka Tala 

0817000802243600 

0.12 

0.16 

239.22 

0.19 

- 

0.19 

0.03 

0.26 

0.02 

- 

- 

- 

- 

- 

0.019 

0.212 

0.011 

0.201 

0.114 

56.79 

Safe 

Godaron Ka Tala 

0817000502169500 

0.06 

0.12 

77.32 

0.14 

- 

0.14 

0.03 

0.28 

0.01 

- 

- 

- 

- 

- 

0.014 

0.157 

0.008 

0.150 

0.040 

26.68 

Safe 


0817000802253700 

0.12 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.002 

0.020 

0.002 

0.018 

0.084 

468.01 

Over Exploited 

Godaron Ki Dhani 

0817000802242900 

0.12 

0.06 

313.17 

0.07 

- 

0.07 

0.02 

0.24 

0.01 

- 

- 

- 

- 

- 

0.007 

0.077 

0.004 

0.073 

0.121 

164.90 

Over Exploited 

Goliyar 

0817000802242600 

0.12 

0.12 

329.95 

0.14 

- 

0.14 

0.02 

0.19 

0.01 

- 

- 

- 

- 

- 

0.014 

0.157 

0.008 

0.149 

0.058 

39.22 

Safe 

Guneshaniyon Ki Dhani 

0817000502176900 

0.06 

0.20 

580.83 

0.25 

- 

0.25 

0.03 

0.31 

0.02 

- 

- 

- 

- 

- 

0.024 

0.270 

0.013 

0.256 

0.123 

47.83 

Safe 



0.06 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Hirken Ka Than 

0817000502175900 

0.06 

0.04 

551.04 

0.04 

- 

0.04 

0.02 

0.23 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.058 

0.003 

0.055 

0.148 

269.22 

Over Exploited 

Isrol 

0817000802243400 

0.12 

0.59 

468.93 

0.71 

- 

0.71 

0.02 

0.22 

0.07 

- 

- 

- 

- 

- 

0.071 

0.779 

0.039 

0.740 

0.159 

21.42 

Safe 

Janiyawala 

0817000802254400 

0.12 

0.06 

(51.34) 

0.05 

- 

0.05 

0.03 

0.27 

0.01 

- 

- 

- 

- 

- 

0.007 

0.058 

0.003 

0.055 

0.128 

232.40 

Over Exploited 

Jaton Ki Basti 

0817000802243900 

0.09 

0.00 

9,920.62 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.003 

165.46 

Over Exploited 

Katarla 

0817000502192700 

0.06 

0.00 

1,437.29 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.015 

0.065 

442.80 

Over Exploited 

Katarla Khileriyan 

0817000502192600 

0.06 

0.07 

833,526.75 

0.09 

- 

0.09 

0.03 

0.30 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.104 

0.005 

0.099 

0.258 

260.85 

Over Exploited 

Kharad 

0817000502177000 

0.06 

0.07 

514.93 

0.09 

- 

0.09 

0.03 

0.31 

0.01 

- 

- 

- 

- 

- 

0.009 

0.098 

0.005 

0.094 

0.105 

112.06 

Over Exploited 

Khardiya 

0817000502169900 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khempura 

0817000802254100 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.008 

2,151.67 

Over Exploited 

Khoome Ki Beri 

0817000502173800 

0.06 

0.05 

245.04 

0.06 

- 

0.06 

0.02 

0.17 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.071 

0.004 

0.068 

0.154 

227.07 

Over Exploited 

Koja 

0817000502176300 

0.06 

0.00 

3,284.27 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.036 

1,580.52 

Over Exploited 

Kundawa 

0817000502191300 

0.06 

0.00 

34,422.18 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Leelsar 

0817000802253600 

0.12 

0.16 

- 

0.16 

- 

0.16 

0.03 

0.23 

0.02 

- 

- 

- 

- 

- 

0.020 

0.182 

0.018 

0.164 

0.116 

70.63 

Semi Critical 

Leelsar Dakhnad 

0817000802253500 

0.12 

0.19 

- 

0.19 

- 

0.19 

0.03 

0.27 

0.02 

- 

- 

- 

- 

- 

0.023 

0.218 

0.022 

0.196 

0.054 

27.34 

Safe 

Loharwa 

0817000502191500 

0.06 

0.00 

1,532.53 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.005 

0.006 

125.33 

Over Exploited 



0.06 

0.00 

2,254.10 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.004 

181.05 

Over Exploited 

Lookhu 

0817000502177400 

0.06 

0.02 

700.96 

0.03 

- 

0.03 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.003 

0.030 

0.002 

0.029 

0.019 

65.33 

Safe 

Mahendrapura 

0817000802240500 

0.12 

0.00 

6,904.36 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.003 

180.27 

Over Exploited 

Mangta 

0817000502170000 

0.06 

0.00 

251,889.87 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

930.46 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Meethiya Tala 

081700050216970C 

6.559 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.559 

0.37 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.10 

0.02 

0.021 

0.24 

0.37 


Meethra Khurd 

0817000502175700 

9.401 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.267 

2.40 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.48 

0.32 

0.02 

0.011 

0.10 

0.15 


Meghwalon Ka Tala 

0817000502169800 

11.186 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.897 

0.19 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.02 

0.019 

0.13 

0.20 


Megwalon Ki Basti 

0817000502177200 

2.272 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.272 

2.23 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.32 

0.21 

0.08 

0.007 

0.27 

0.41 


Misari Ki Beri 

0817000502177300 

4.788 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.164 

1.71 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.34 

0.23 

0.08 

0.010 

0.18 

0.27 


Mithabera 

0817000802254900 

5.155 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.032 

0.29 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mukne Ka Tala 

0817000802243300 

9.048 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.184 

-0.47 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.016 

0.16 

0.24 


Musalmano Ki Dhaniyan 

0817000502169400 

18.870 

Fresh 

Non-command 

Non-command 

Older Alluvium 

17.853 

-0.06 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.058 

0.23 

0.35 


Musalmanon Ki Dhani 

0817000502174400 

11.966 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.929 

0.55 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.43 

0.28 

0.11 

0.039 

0.26 

0.40 


Nedi Nari 

0817000502176400 

5.726 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.876 

1.18 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.38 

0.25 

0.09 

0.016 

0.23 

0.36 


Neembali 

0817000802242400 

14.639 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.189 

2.75 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.70 

0.46 

0.01 

0.008 

0.05 

0.08 


Pawariya 

0817000802253100 

7.347 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.030 

0.82 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.36 

0.24 

0.09 

0.013 

0.16 

0.25 


Ramderiya 

0817000802242800 

8.212 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.212 

2.26 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

1.52 

1.01 

0.12 

0.021 

0.23 

0.35 


Ranisar 

0817000802242100 

8.167 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.182 

2.10 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.53 

0.35 

0.01 

0.008 

0.09 

0.14 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.286 

2.10 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.001 

0.01 

0.01 


Rarli 

0817000802242200 

12.409 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.935 

1.98 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.90 

1.25 

0.01 

0.031 

0.22 

0.34 


Roogpura 

0817000802254300 

1.432 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.977 

0.09 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.07 

0.003 

0.16 

0.25 


Sakriya Tala 

0817000802254600 

2.390 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.390 

-0.36 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.006 

0.24 

0.37 


Sanau 

0817000802242000 

19.388 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.449 

2.09 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.92 

0.61 

0.01 

0.014 

0.06 

0.10 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.466 

2.09 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.001 

0.01 

0.01 


Sarnon Ka Tala 

0817000802241600 

5.605 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.345 

1.78 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.77 

0.51 

0.01 

0.014 

0.22 

0.33 


Seelgan 

0817000502191900 

16.756 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.231 

0.78 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.00 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.627 

0.78 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.11 

0.00 

0.012 

0.06 

0.10 


Sherpura 

0817000802243000 

9.877 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.599 

0.36 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.20 

0.13 

0.13 

0.015 

0.13 

0.20 


Shiv Mandir 

0817000502176700 

7.829 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.829 

0.49 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.26 

0.17 

0.10 

0.025 

0.27 

0.41 


Sinhagpura 

0817000802253200 

10.021 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.138 

0.55 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.05 

0.006 

0.05 

0.08 


Siyagon Ki Dhani 

0817000502173300 

6.461 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.160 

0.19 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.01 

0.01 


Sudaberi 

0817000502192300 

12.539 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.326 

0.18 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Sudaberi Khurd 

0817000502192400 

4.877 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.791 

0.20 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.006 

0.11 

0.17 


Sunaron Ki Dhaniyan 

0817000502174000 

9.647 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.647 

0.78 

0.060 

0.07 

0.00 

0.00 

0.00 

0.00 

0.52 

0.34 

0.22 

0.031 

0.26 

0.39 


Surte Ka Tala 

0817000802241800 

9.778 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.345 

0.82 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.01 

0.006 

0.06 

0.08 


Surte Ki Beri 

0817000502173700 

5.037 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.037 

0.89 

0.060 

0.07 

0.00 

0.00 

0.00 

0.00 

0.34 

0.22 

0.26 

0.016 

0.26 

0.40 


Sutharon Ki Dhani 

0817000502191400 

2.553 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.468 

2.04 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.20 

0.00 

0.008 

0.26 

0.40 


Swamiyon Ki Beri 

0817000502173900 

3.497 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.497 

0.74 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.12 

0.07 

0.011 

0.26 

0.40 


Tajasar 

0817000802241500 

10.662 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.056 

1.03 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.34 

0.23 

0.01 

0.011 

0.09 

0.13 


Teja Ki Dhani 

0817000502174300 

29.334 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.813 

0.16 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.003 

0.01 

0.01 


Thathar Kader 

0817000802254700 

2.656 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.656 

0.49 

0.060 

0.08 

0.00 

0.00 

0.00 

0.00 

0.16 

0.10 

0.30 

0.009 

0.26 

0.39 


Thoriyawala 

0817000802254500 

4.698 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.257 

-0.10 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.011 

0.22 

0.33 

11008075 

Aakli 

0817000502195000 

18.706 

Saline 

Narmada Canal 

Command 

Younger Alluvium 

0.784 

0.25 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.003 

0.01 

0.02 


Alamsar Khurd 

0817000502178300 

2.379 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.867 

0.75 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.02 

0.006 

0.20 

0.32 


Alamsariya 

0817000502178400 

3.550 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.219 

0.76 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.02 

0.004 

0.09 

0.14 


Band 

0817000502178800 

7.849 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.219 

0.47 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.01 


Bankana 

0817000602225900 

6.252 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.252 

-0.01 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.016 

0.23 

0.35 


Berro Ka Pana 

0817000502197600 

5.545 

Fresh 

Narmada Canal 

Command 

Younger Alluvium 

2.045 

0.24 

0.080 

0.00 

0.00 

0.01 

0.01 

0.00 

0.02 

0.02 

0.01 

0.007 

0.13 

0.19 





Saline 

Narmada Canal 

Command 

Younger Alluvium 

2.637 

0.24 

0.080 

0.00 

0.00 

0.01 

0.01 

0.00 

0.03 

0.02 

0.00 

0.009 

0.16 

0.25 


Beslaniyon Ka Tala 

0817000502170100 

15.760 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.208 

0.28 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.003 

0.02 

0.03 


Bhadrai 

0817000502195600 

2.613 

Saline 

Narmada Canal 

Command 

Younger Alluvium 

2.227 

0.24 

0.080 

0.01 

0.00 

0.01 

0.01 

0.00 

0.04 

0.03 

0.05 

0.007 

0.27 

0.42 


Bhaduon Ki Beri 

0817000502192500 

5.549 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.131 

1.34 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Bhali Khal 

0817000502190700 

21.495 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.384 

0.47 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.00 

0.01 







Non-command 

Younger Alluvium 

0.023 

0.47 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.499 

0.47 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.01 

0.01 







Non-command 

Younger Alluvium 

7.809 

0.47 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.30 

0.19 

0.01 

0.025 

0.10 

0.16 


Bhambhuon Ka Bas 

0817000502197300 

9.600 

Saline 

Narmada Canal 

Command 

Younger Alluvium 

7.170 

0.63 

0.080 

0.01 

0.00 

0.02 

0.02 

0.00 

0.34 

0.22 

0.01 

0.023 

0.24 

0.36 


Bhilon Ki Dhani 

0817000502178600 

9.725 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.001 

0.51 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.29 

0.19 

0.04 

0.029 

0.23 

0.37 


Bhilon Ki Dhani Kalan 

0817000502191200 

8.540 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.005 

0.81 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhimthal 

0817000502192200 

10.480 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.049 

0.37 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Older Alluvium 

0.023 

0.37 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Narmada Canal 

Command 

Older Alluvium 

2.033 

0.37 

0.060 

0.00 

0.00 

0.00 

0.01 

0.00 

0.04 

0.02 

0.00 

0.007 

0.06 

0.09 







Command 

Younger Alluvium 

2.018 

0.37 

0.080 

0.00 

0.00 

0.00 

0.01 

0.00 

0.05 

0.03 

0.00 

0.007 

0.06 

0.09 






Non-command 

Non-command 

Older Alluvium 

4.414 

0.37 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.00 

0.014 

0.13 

0.20 


Booth Jetmal 

0817000502170200 

18.707 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.636 

0.30 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.01 

0.012 

0.06 

0.09 


Borcharnan 

0817000502195400 

5.093 

Saline 

Narmada Canal 

Command 

Younger Alluvium 

4.492 

0.19 

0.080 

0.02 

0.00 

0.01 

0.02 

0.00 

0.05 

0.04 

0.05 

0.015 

0.29 

0.45 


Der 

0817000502192000 

4.915 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.178 

0.40 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Older Alluvium 

4.434 

0.40 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.00 

0.014 

0.27 

0.41 


Dharmpura 

0817000502170900 

7.300 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.300 

-0.01 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.023 

0.24 

0.36 


Dholpaliya Nada 

0817000502171300 

8.291 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.287 

-0.19 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.004 

0.04 

0.06 


Doodasar 

0817000502171100 

3.368 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.420 

0.07 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.31 

0.008 

0.17 

0.26 


Doongeron Ka Tala 

0817000602224700 

15.475 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.572 

1.54 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.21 

0.00 

0.007 

0.04 

0.06 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Meethiya Tala 

0817000502169700 

0.06 

0.10 

198,021.58 

0.10 

- 

0.10 

0.03 

0.27 

0.01 

- 

- 

- 

- 

- 

0.011 

0.114 

0.006 

0.108 

0.041 

38.21 

Safe 

Meethra Khurd 

0817000502175700 

0.06 

0.02 

92,916.50 

0.02 

- 

0.02 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.002 

0.025 

0.001 

0.024 

0.029 

119.54 

Over Exploited 

Meghwalon Ka Tala 

0817000502169800 

0.06 

0.05 

11.67 

0.05 

- 

0.05 

0.02 

0.14 

0.01 

- 

- 

- 

- 

- 

0.005 

0.056 

0.003 

0.053 

0.039 

73.94 

Semi Critical 

Megwalon Ki Basti 

0817000502177200 

0.06 

0.04 

477.37 

0.04 

- 

0.04 

0.03 

0.30 

0.00 

- 

- 

- 

- 

- 

0.004 

0.049 

0.002 

0.046 

0.090 

195.93 

Over Exploited 

Misari Ki Beri 

0817000502177300 

0.06 

0.03 

570.41 

0.04 

- 

0.04 

0.02 

0.20 

0.00 

- 

- 

- 

- 

- 

0.004 

0.044 

0.002 

0.042 

0.089 

211.56 

Over Exploited 

Mithabera 

0817000802254900 

0.06 

0.00 

13,202.19 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mukne Ka Tala 

0817000802243300 

0.12 

0.12 

- 

0.12 

- 

0.12 

0.02 

0.18 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.143 

0.014 

0.129 

0.254 

197.54 

Over Exploited 

Musalmano Ki Dhaniyan 

0817000502169400 

0.06 

0.25 

- 

0.25 

- 

0.25 

0.03 

0.26 

0.03 

- 

- 

- 

- 

- 

0.029 

0.276 

0.028 

0.248 

0.072 

29.00 

Safe 

Musalmanon Ki Dhani 

0817000502174400 

0.06 

0.19 

(46.99) 

0.22 

- 

0.22 

0.03 

0.29 

0.02 

- 

- 

- 

- 

- 

0.022 

0.245 

0.012 

0.233 

0.149 

63.80 

Safe 

Nedi Nari 

0817000502176400 

0.06 

0.07 

258.94 

0.08 

- 

0.08 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.008 

0.090 

0.005 

0.086 

0.110 

127.87 

Over Exploited 

Neembali 

0817000802242400 

0.12 

0.02 

2,281.89 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.002 

0.026 

0.001 

0.024 

0.015 

63.07 

Safe 

Pawariya 

0817000802253100 

0.12 

0.10 

139.67 

0.12 

- 

0.12 

0.02 

0.18 

0.01 

- 

- 

- 

- 

- 

0.012 

0.130 

0.006 

0.123 

0.099 

80.28 

Semi Critical 

Ramderiya 

0817000802242800 

0.12 

0.23 

344.16 

0.27 

- 

0.27 

0.03 

0.26 

0.03 

- 

- 

- 

- 

- 

0.027 

0.300 

0.015 

0.285 

0.136 

47.87 

Safe 

Ranisar 

0817000802242100 

0.12 

0.03 

926.37 

0.04 

- 

0.04 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.004 

0.045 

0.002 

0.043 

0.015 

35.53 

Safe 



0.12 

0.00 

11,333.52 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Rarli 

0817000802242200 

0.12 

0.32 

294.69 

0.38 

- 

0.38 

0.03 

0.25 

0.04 

- 

- 

- 

- 

- 

0.038 

0.419 

0.021 

0.398 

0.038 

9.57 

Safe 

Roogpura 

0817000802254300 

0.12 

0.02 

(7.20) 

0.02 

- 

0.02 

0.02 

0.18 

0.00 

- 

- 

- 

- 

- 

0.002 

0.020 

0.001 

0.019 

0.075 

392.24 

Over Exploited 

Sakriya Tala 

0817000802254600 

0.12 

0.07 

- 

0.07 

- 

0.07 

0.03 

0.27 

0.01 

- 

- 

- 

- 

- 

0.008 

0.077 

0.008 

0.070 

0.028 

40.59 

Safe 

Sanau 

0817000802242000 

0.12 

0.04 

1,339.57 

0.05 

- 

0.05 

0.01 

0.07 

0.01 

- 

- 

- 

- 

- 

0.005 

0.056 

0.003 

0.053 

0.021 

40.00 

Safe 



0.12 

0.00 

16,532.74 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

313.02 

Over Exploited 

Sarnon Ka Tala 

0817000802241600 

0.12 

0.14 

262.35 

0.17 

- 

0.17 

0.03 

0.25 

0.02 

- 

- 

- 

- 

- 

0.017 

0.186 

0.009 

0.177 

0.028 

15.80 

Safe 

Seelgan 

0817000502191900 

0.06 

0.00 

12,744.62 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.06 

0.01 

710.99 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.002 

0.018 

0.001 

0.017 

0.012 

69.13 

Safe 

Sherpura 

0817000802243000 

0.12 

0.09 

50.68 

0.11 

- 

0.11 

0.02 

0.15 

0.01 

- 

- 

- 

- 

- 

0.011 

0.117 

0.006 

0.111 

0.145 

130.37 

Over Exploited 

Shiv Mandir 

0817000502176700 

0.06 

0.13 

35.98 

0.15 

- 

0.15 

0.03 

0.30 

0.01 

- 

- 

- 

- 

- 

0.015 

0.165 

0.008 

0.157 

0.129 

82.41 

Semi Critical 

Sinhagpura 

0817000802253200 

0.12 

0.01 

421.05 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.002 

0.017 

0.001 

0.017 

0.056 

335.80 

Over Exploited 

Siyagon Ki Dhani 

0817000502173300 

0.15 

0.00 

5,541.10 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.024 

13,585.24 

Over Exploited 

Sudaberi 

0817000502192300 

0.06 

0.00 

1,390.19 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.005 

2,624.04 

Over Exploited 

Sudaberi Khurd 

0817000502192400 

0.06 

0.01 

80.12 

0.01 

- 

0.01 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.001 

0.015 

0.001 

0.015 

0.035 

238.92 

Over Exploited 

Sunaron Ki Dhaniyan 

0817000502174000 

0.06 

0.15 

605,008.14 

0.18 

- 

0.18 

0.03 

0.29 

0.02 

0.0100 

- 

- 

- 

0.010 

0.028 

0.206 

0.010 

0.195 

0.253 

129.67 

Over Exploited 

Surte Ka Tala 

0817000802241800 

0.12 

0.02 

561.59 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.002 

0.020 

0.001 

0.019 

0.013 

67.66 

Safe 

Surte Ki Beri 

0817000502173700 

0.06 

0.08 

182.40 

0.09 

- 

0.09 

0.03 

0.29 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.114 

0.006 

0.109 

0.274 

252.56 

Over Exploited 

Sutharon Ki Dhani 

0817000502191400 

0.06 

0.04 

405.16 

0.05 

- 

0.05 

0.03 

0.30 

0.00 

- 

- 

- 

- 

- 

0.005 

0.052 

0.003 

0.049 

0.012 

24.48 

Safe 

Swamiyon Ki Beri 

0817000502173900 

0.06 

0.05 

109.81 

0.07 

- 

0.07 

0.03 

0.29 

0.01 

- 

- 

- 

- 

- 

0.007 

0.072 

0.004 

0.069 

0.083 

121.12 

Over Exploited 

Tajasar 

0817000802241500 

0.12 

0.04 

437.89 

0.05 

- 

0.05 

0.01 

0.10 

0.01 

- 

- 

- 

- 

- 

0.005 

0.056 

0.003 

0.053 

0.025 

46.07 

Safe 

Teja Ki Dhani 

0817000502174300 

0.06 

0.00 

1,401.81 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.003 

597.76 

Over Exploited 

Thathar Kader 

0817000802254700 

0.06 

0.04 

153.21 

0.05 

- 

0.05 

0.03 

0.29 

0.00 

0.0100 

- 

- 

- 

0.010 

0.015 

0.064 

0.003 

0.061 

0.305 

500.60 

Over Exploited 

Thoriyawala 

0817000802254500 

0.12 

0.11 

- 

0.11 

- 

0.11 

0.03 

0.24 

0.01 

- 

- 

- 

- 

- 

0.013 

0.123 

0.012 

0.111 

0.133 

119.95 

Over Exploited 

Aakli 

0817000502195000 

0.10 

0.00 

513.70 

0.00 

0.01 

0.01 

0.00 

0.02 

- 

- 

0.0020 

0.0028 

- 

0.005 

0.005 

0.012 

0.001 

0.011 

0.007 

59.39 

Safe 

Alamsar Khurd 

0817000502178300 

0.06 

0.02 

165.20 

0.03 

- 

0.03 

0.02 

0.22 

0.00 

- 

- 

- 

- 

- 

0.003 

0.030 

0.001 

0.028 

0.028 

99.64 

Critical 

Alamsariya 

0817000502178400 

0.06 

0.01 

537.81 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.008 

0.022 

270.97 

Over Exploited 

Band 

0817000502178800 

0.15 

0.00 

2,130.71 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.013 

4,323.14 

Over Exploited 

Bankana 

0817000602225900 

0.12 

0.17 

- 

0.17 

- 

0.17 

0.03 

0.26 

0.02 

- 

- 

- 

- 

- 

0.020 

0.194 

0.019 

0.174 

0.045 

25.98 

Safe 

Berro Ka Pana 

0817000502197600 

0.10 

0.03 

(37.57) 

0.02 

0.01 

0.03 

0.01 

0.14 

0.00 

- 

0.0052 

0.0074 

- 

0.013 

0.015 

0.050 

0.003 

0.048 

0.014 

28.54 

Safe 



0.10 

0.04 

(51.73) 

0.03 

0.02 

0.05 

0.02 

0.18 

0.00 

- 

0.0067 

0.0095 

- 

0.016 

0.021 

0.074 

0.004 

0.070 

0.013 

17.95 

Safe 

Beslaniyon Ka Tala 

0817000502170100 

0.12 

0.00 

590.29 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.003 

96.34 

Critical 

Bhadrai 

0817000502195600 

0.10 

0.06 

(54.84) 

0.05 

0.01 

0.06 

0.03 

0.30 

0.01 

0.0100 

0.0047 

0.0054 

- 

0.020 

0.027 

0.087 

0.004 

0.083 

0.057 

69.30 

Safe 

Bhaduon Ki Beri 

0817000502192500 

0.06 

0.00 

12,789.56 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.004 

6,609.38 

Over Exploited 

Bhali Khal 

0817000502190700 

0.06 

0.00 

5,991.60 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

901.26 

Over Exploited 



0.10 

0.00 

78,922.14 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

4,572.89 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

692.72 

Over Exploited 



0.10 

0.08 

147.31 

0.09 

- 

0.09 

0.01 

0.11 

0.01 

- 

- 

- 

- 

- 

0.010 

0.101 

0.005 

0.096 

0.036 

38.10 

Safe 

Bhambhuon Ka Bas 

0817000502197300 

0.10 

0.17 

28.88 

0.20 

0.04 

0.24 

0.03 

0.26 

0.02 

- 

0.0153 

0.0173 

0.002 

0.034 

0.054 

0.295 

0.015 

0.281 

0.030 

10.80 

Safe 

Bhilon Ki Dhani 

0817000502178600 

0.06 

0.12 

163,544.80 

0.15 

- 

0.15 

0.03 

0.26 

0.02 

- 

- 

- 

- 

- 

0.015 

0.163 

0.008 

0.155 

0.070 

45.47 

Safe 

Bhilon Ki Dhani Kalan 

0817000502191200 

0.06 

0.00 

215,775.67 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhimthal 

0817000502192200 

0.06 

0.00 

14,171.31 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

33,609.70 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.01 

124.81 

0.01 

0.01 

0.02 

0.01 

0.07 

0.00 

- 

0.0035 

0.0049 

- 

0.008 

0.009 

0.027 

0.001 

0.026 

0.007 

25.44 

Safe 



0.10 

0.01 

178.64 

0.01 

0.01 

0.02 

0.01 

0.07 

0.00 

- 

0.0034 

0.0049 

- 

0.008 

0.010 

0.033 

0.002 

0.032 

0.007 

20.72 

Safe 



0.06 

0.03 

17,073.27 

0.04 

- 

0.04 

0.01 

0.14 

0.00 

- 

- 

- 

- 

- 

0.004 

0.044 

0.002 

0.042 

0.014 

34.34 

Safe 

Booth Jetmal 

0817000502170200 

0.12 

0.03 

145.64 

0.04 

- 

0.04 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.004 

0.043 

0.002 

0.041 

0.024 

58.73 

Safe 

Borcharnan 

0817000502195400 

0.10 

0.13 

(72.74) 

0.11 

0.03 

0.14 

0.03 

0.33 

0.01 

0.0100 

0.0115 

0.0162 

0.003 

0.040 

0.055 

0.193 

0.010 

0.184 

0.062 

33.53 

Safe 

Der 

0817000502192000 

0.06 

0.00 

2,313.92 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.06 

0.07 

(1.95) 

0.07 

- 

0.07 

0.03 

0.30 

0.01 

- 

- 

- 

- 

- 

0.008 

0.079 

0.004 

0.075 

0.014 

19.28 

Safe 

Dharmpura 

0817000502170900 

0.15 

0.26 

- 

0.26 

- 

0.26 

0.03 

0.27 

0.03 

0.0100 

- 

- 

- 

0.010 

0.041 

0.302 

0.030 

0.272 

0.167 

61.37 

Safe 

Dholpaliya Nada 

0817000502171300 

0.15 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.001 

0.007 

0.076 

1,058.12 

Over Exploited 

Doodasar 

0817000502171100 

0.15 

0.06 

(1.01) 

0.06 

- 

0.06 

0.02 

0.19 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.080 

0.004 

0.076 

0.320 

421.79 

Over Exploited 

Doongeron Ka Tala 

0817000602224700 

0.12 

0.01 

1,700.15 

0.01 

- 

0.01 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.016 

0.001 

0.015 

0.007 

45.41 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Dudapur 

081700050217820C 

2.308 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.308 

0.21 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.12 

0.008 

0.24 

0.36 


Garal Sujan Singh 

0817000602224200 

5.555 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.329 

0.55 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.11 

0.02 

0.009 

0.14 

0.21 


Goliya Jetmal 

0817000502172600 

13.192 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.829 

0.28 

0.080 

0.31 

0.01 

0.00 

0.00 

0.00 

0.54 

0.35 

1.18 

0.034 

0.20 

0.31 


Hathitala 

0817000602219800 

9.836 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.946 

0.03 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.05 

0.07 


Heraj Ka Gol 

0817000502197400 

2.285 

Saline 

Narmada Canal 

Command 

Younger Alluvium 

2.285 

0.39 

0.080 

0.01 

0.00 

0.01 

0.01 

0.00 

0.06 

0.04 

0.01 

0.007 

0.33 

0.50 


Himmatnagar 

0817000502170700 

5.025 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.437 

0.28 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.14 

0.09 

0.13 

0.014 

0.21 

0.32 


Jaduon Ki Nadi 

0817000602224600 

3.405 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.405 

0.67 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.12 

0.00 

0.009 

0.23 

0.34 


Jakhron Ki Dhani 

0817000502192100 

9.086 

Saline 

Narmada Canal 

Command 

Older Alluvium 

1.241 

0.69 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.01 

0.004 

0.04 

0.06 






Non-command 

Non-command 

Older Alluvium 

7.844 

0.69 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.35 

0.23 

0.06 

0.026 

0.25 

0.39 


Janiyon Ki Dhani 

0817000502195500 

5.417 

Saline 

Narmada Canal 

Command 

Younger Alluvium 

5.099 

0.19 

0.080 

0.01 

0.00 

0.01 

0.02 

0.00 

0.05 

0.04 

0.01 

0.017 

0.31 

0.47 


Jogesar Kua 

0817000602224500 

4.925 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.925 

0.37 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.10 

0.04 

0.013 

0.23 

0.34 


Joona Khera 

0817000502190800 

4.524 

Saline 

Narmada Canal 

Command 

Older Alluvium 

0.687 

0.67 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.002 

0.05 

0.07 







Command 

Younger Alluvium 

2.312 

0.67 

0.080 

0.01 

0.00 

0.01 

0.01 

0.00 

0.12 

0.08 

0.01 

0.008 

0.15 

0.23 






Non-command 

Non-command 

Older Alluvium 

0.726 

0.67 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.002 

0.05 

0.07 







Non-command 

Younger Alluvium 

0.799 

0.67 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.003 

0.05 

0.08 


Kadwasron Ki Dhani 

0817000602223900 

8.712 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

1.35 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kagau 

0817000602226200 

8.935 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.935 

-0.94 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.028 

0.23 

0.35 


Khar Ki Beri 

0817000502178000 

3.332 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.580 

0.62 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.002 

0.04 

0.07 


Kharodi 

0817000502190900 

8.724 

Saline 

Narmada Canal 

Command 

Older Alluvium 

0.903 

0.62 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.003 

0.03 

0.05 







Command 

Younger Alluvium 

0.316 

0.62 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.02 






Non-command 

Non-command 

Older Alluvium 

2.796 

0.62 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.00 

0.009 

0.09 

0.14 







Non-command 

Younger Alluvium 

4.709 

0.62 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.16 

0.00 

0.015 

0.15 

0.24 


Kheecharo Ka Was 

0817000502179300 

9.109 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.438 

0.37 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.19 

0.12 

0.08 

0.017 

0.15 

0.23 


Khudasa 

0817000602224100 

14.179 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.836 

1.16 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.003 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.366 

1.16 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.01 

0.01 


Koshle Ki Dhani 

0817000502178500 

13.185 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.061 

0.55 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.34 

0.21 

0.00 

0.033 

0.20 

0.31 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.124 

0.55 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kothala 

0817000502195900 

12.950 

Fresh 

Narmada Canal 

Command 

Younger Alluvium 

0.002 

0.22 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Narmada Canal 

Command 

Younger Alluvium 

0.055 

0.22 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kumharon Ka Tala 

0817000602226400 

11.506 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.448 

0.51 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.48 

0.32 

0.02 

0.030 

0.23 

0.35 


Lakhari Nadi 

0817000502191600 

8.827 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.827 

0.70 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.38 

0.25 

0.00 

0.029 

0.28 

0.44 


Lalaniyon Ki Dhani 

0817000502196300 

11.890 

Saline 

Narmada Canal 

Command 

Younger Alluvium 

1.706 

0.60 

0.080 

0.00 

0.00 

0.00 

0.01 

0.00 

0.07 

0.04 

0.00 

0.006 

0.04 

0.07 






Non-command 

Non-command 

Younger Alluvium 

2.644 

0.60 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.00 

0.009 

0.07 

0.10 


Laxmanpura 

0817000502171000 

3.269 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.994 

-0.04 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.009 

0.22 

0.33 


Legon Ki Dhani 

0817000602226100 

4.325 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.325 

-0.03 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.011 

0.23 

0.35 


Loharwa 

0817000502191500 

15.587 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.777 

0.86 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.17 

0.00 

0.016 

0.08 

0.13 


Lookhon Ka Nada 

0817000502191800 

6.431 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.646 

0.69 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.005 

0.07 

0.11 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.912 

0.69 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.10 

0.00 

0.013 

0.16 

0.26 


Machron Ki Dhani 

0817000502197500 

4.767 

Saline 

Narmada Canal 

Command 

Younger Alluvium 

4.767 

0.21 

0.080 

0.02 

0.00 

0.01 

0.02 

0.02 

0.05 

0.03 

0.04 

0.016 

0.33 

0.50 


Meethi Beri 

0817000502172700 

15.850 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.256 

0.20 

0.080 

0.17 

0.01 

0.00 

0.00 

0.00 

0.36 

0.23 

0.65 

0.038 

0.19 

0.29 


Megwalon Ka Tala 

0817000602225500 

15.411 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.540 

0.40 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.004 

0.02 

0.04 


Megwalon Ki Dhani 

0817000602226500 

3.993 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.993 

-0.30 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.010 

0.23 

0.35 


Mehloo 

0817000502170800 

5.607 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.607 

0.15 

0.080 

0.10 

0.00 

0.00 

0.00 

0.00 

0.17 

0.11 

0.39 

0.017 

0.24 

0.37 


Mokhawa 

0817000502190400 

15.481 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.036 

0.50 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Moodhon Ka Tala 

0817000602225600 

17.525 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.173 

-0.69 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.034 

0.18 

0.26 


Moodhsar 

0817000502196000 

3.360 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.011 

0.32 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Younger Alluvium 

0.023 

0.32 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Narmada Canal 

Command 

Older Alluvium 

0.248 

0.32 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.04 







Command 

Younger Alluvium 

3.078 

0.32 

0.080 

0.00 

0.00 

0.01 

0.01 

0.00 

0.06 

0.04 

0.00 

0.010 

0.29 

0.44 


Pabubera 

0817000502196100 

10.789 

Saline 

Narmada Canal 

Command 

Older Alluvium 

0.737 

0.40 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.02 

0.03 







Command 

Younger Alluvium 

9.631 

0.40 

0.080 

0.01 

0.00 

0.02 

0.03 

0.00 

0.27 

0.17 

0.00 

0.031 

0.28 

0.43 






Non-command 

Non-command 

Older Alluvium 

0.420 

0.40 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.02 


Pachaniyon Ki Dhani 

0817000502170400 

7.150 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.410 

0.30 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.11 

0.01 

0.017 

0.21 

0.32 


Peeprali 

0817000502197700 

13.202 

Fresh 

Narmada Canal 

Command 

Younger Alluvium 

4.689 

0.91 

0.080 

0.03 

0.01 

0.01 

0.02 

0.00 

0.33 

0.21 

0.09 

0.015 

0.12 

0.18 





Saline 

Narmada Canal 

Command 

Younger Alluvium 

2.857 

0.91 

0.080 

0.01 

0.00 

0.01 

0.01 

0.00 

0.20 

0.13 

0.03 

0.009 

0.07 

0.11 


Pharrodo Ki Dhani 

0817000502195800 

6.349 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.515 

0.21 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.03 

0.04 







Command 

Younger Alluvium 

0.154 

0.21 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 





Saline 

Narmada Canal 

Command 

Older Alluvium 

0.090 

0.21 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 







Command 

Younger Alluvium 

0.016 

0.21 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Pooniyon Ka Tala 

0817000502170300 

5.589 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.586 

0.31 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.18 

0.12 

0.14 

0.015 

0.24 

0.36 


Pooniyon Ki Beri 

0817000502177600 

3.739 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.164 

0.78 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.01 

0.02 


Pujan Beri 

0817000502197200 

12.645 

Saline 

Narmada Canal 

Command 

Younger Alluvium 

1.504 

0.85 

0.080 

0.00 

0.00 

0.00 

0.01 

0.00 

0.09 

0.06 

0.00 

0.005 

0.04 

0.06 


Raiko Ki Dhani 

0817000602226600 

1.335 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.335 

0.25 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.10 

0.004 

0.23 

0.35 


Ramji Ka Golphanta 

0817000502198000 

8.918 

Fresh 

Narmada Canal 

Command 

Younger Alluvium 

2.349 

1.11 

0.080 

0.02 

0.00 

0.01 

0.01 

0.00 

0.21 

0.14 

0.06 

0.008 

0.09 

0.14 


Ramnagar 

0817000502170500 

12.657 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.657 

-0.06 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.039 

0.24 

0.36 


Rampura Garal 

0817000602219900 

9.930 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.349 

0.10 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.01 

0.011 

0.10 

0.15 


Relon Ki Beri 

0817000502172800 

9.164 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.109 

0.43 

0.060 

0.05 

0.00 

0.00 

0.00 

0.00 

0.29 

0.18 

0.17 

0.030 

0.25 

0.38 


Ridmlaniyon Ki Dhani 

0817000602226000 

5.746 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.746 

-0.48 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.015 

0.23 

0.35 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Dudapur 

0817000502178200 

0.06 

0.03 

19.55 

0.04 

- 

0.04 

0.03 

0.27 

0.00 

- 

- 

- 

- 

- 

0.004 

0.043 

0.002 

0.041 

0.129 

310.98 

Over Exploited 

Garal Sujan Singh 

0817000602224200 

0.12 

0.06 

91.46 

0.07 

- 

0.07 

0.02 

0.15 

0.01 

- 

- 

- 

- 

- 

0.006 

0.073 

0.004 

0.069 

0.026 

37.25 

Safe 

Goliya Jetmal 

0817000502172600 

0.15 

0.33 

12,881.42 

0.35 

0.01 

0.36 

0.02 

0.23 

0.04 

0.0400 

- 

- 

- 

0.040 

0.080 

0.440 

0.022 

0.418 

1.212 

289.86 

Over Exploited 

Hathitala 

0817000602219800 

0.12 

0.01 

(71.74) 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.000 

0.009 

0.005 

54.90 

Safe 

Heraj Ka Gol 

0817000502197400 

0.10 

0.07 

(43.68) 

0.06 

0.02 

0.08 

0.04 

0.37 

0.01 

- 

0.0058 

0.0083 

- 

0.014 

0.023 

0.098 

0.005 

0.094 

0.021 

22.91 

Safe 

Himmatnagar 

0817000502170700 

0.15 

0.14 

(33.91) 

0.11 

- 

0.11 

0.03 

0.24 

0.02 

- 

- 

- 

- 

- 

0.017 

0.129 

0.006 

0.122 

0.146 

119.24 

Over Exploited 

Jaduon Ki Nadi 

0817000602224600 

0.12 

0.09 

29.39 

0.11 

- 

0.11 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.011 

0.124 

0.006 

0.118 

0.009 

7.53 

Safe 

Jakhron Ki Dhani 

0817000502192100 

0.06 

0.00 

########## 

0.00 

0.01 

0.01 

0.00 

0.05 

0.00 

- 

0.0026 

0.0030 

- 

0.006 

0.006 

0.016 

0.001 

0.015 

0.011 

73.18 

Semi Critical 



0.06 

0.12 

88.00 

0.14 

- 

0.14 

0.03 

0.28 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.168 

0.008 

0.160 

0.084 

52.32 

Safe 

Janiyon Ki Dhani 

0817000502195500 

0.10 

0.16 

(77.66) 

0.13 

0.04 

0.16 

0.03 

0.34 

0.02 

- 

0.0130 

0.0184 

- 

0.032 

0.049 

0.210 

0.011 

0.200 

0.031 

15.33 

Safe 

Jogesar Kua 

0817000602224500 

0.12 

0.14 

(23.39) 

0.11 

- 

0.11 

0.03 

0.26 

0.02 

- 

- 

- 

- 

- 

0.016 

0.125 

0.006 

0.119 

0.051 

42.86 

Safe 

Joona Khera 

0817000502190800 

0.06 

0.00 

746.77 

0.00 

0.00 

0.01 

0.01 

0.05 

0.00 

- 

0.0015 

0.0017 

- 

0.003 

0.003 

0.009 

0.000 

0.009 

0.002 

25.91 

Safe 



0.10 

0.04 

126.17 

0.04 

0.01 

0.05 

0.02 

0.17 

0.00 

- 

0.0049 

0.0056 

- 

0.011 

0.015 

0.069 

0.003 

0.065 

0.019 

28.35 

Safe 



0.06 

0.00 

812.45 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.002 

90.57 

Critical 



0.10 

0.00 

562.46 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.006 

0.000 

0.005 

0.007 

125.25 

Over Exploited 

Kadwasron Ki Dhani 

0817000602223900 

0.15 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kagau 

0817000602226200 

0.15 

0.31 

- 

0.31 

- 

0.31 

0.03 

0.26 

0.04 

- 

- 

- 

- 

- 

0.037 

0.349 

0.035 

0.314 

0.124 

39.44 

Safe 

Khar Ki Beri 

0817000502178000 

0.06 

0.00 

1,227.03 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.020 

1,044.51 

Over Exploited 

Kharodi 

0817000502190900 

0.06 

0.00 

990.02 

0.00 

0.01 

0.01 

0.00 

0.03 

0.00 

- 

0.0023 

0.0033 

- 

0.006 

0.006 

0.014 

0.001 

0.013 

0.003 

22.08 

Safe 



0.10 

0.00 

2,527.51 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0008 

0.0011 

- 

0.002 

0.002 

0.005 

0.000 

0.004 

0.001 

23.35 

Safe 



0.06 

0.02 

332.98 

0.02 

- 

0.02 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.002 

0.020 

0.001 

0.019 

0.009 

47.17 

Safe 



0.10 

0.07 

114.39 

0.09 

- 

0.09 

0.02 

0.17 

0.01 

- 

- 

- 

- 

- 

0.009 

0.096 

0.005 

0.091 

0.019 

21.19 

Safe 

Kheecharo Ka Was 

0817000502179300 

0.15 

0.12 

2.70 

0.12 

- 

0.12 

0.02 

0.17 

0.02 

- 

- 

- 

- 

- 

0.015 

0.140 

0.007 

0.133 

0.101 

76.03 

Semi Critical 

Khudasa 

0817000602224100 

0.15 

0.00 

2,950.01 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.003 

122.01 

Over Exploited 



0.15 

0.00 

6,832.78 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

278.42 

Over Exploited 

Koshle Ki Dhani 

0817000502178500 

0.06 

0.12 

93,826.47 

0.14 

- 

0.14 

0.02 

0.22 

0.01 

- 

- 

- 

- 

- 

0.015 

0.157 

0.008 

0.149 

0.037 

24.59 

Safe 



0.06 

0.00 

14,208.36 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kothala 

0817000502195900 

0.10 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.00 

6,550.91 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Kumharon Ka Tala 

0817000602226400 

0.12 

0.32 

806,697.58 

0.32 

- 

0.32 

0.03 

0.26 

0.04 

- 

- 

- 

- 

- 

0.038 

0.355 

0.018 

0.337 

0.049 

14.50 

Safe 

Lakhari Nadi 

0817000502191600 

0.06 

0.15 

64.18 

0.18 

- 

0.18 

0.03 

0.32 

0.02 

- 

- 

- 

- 

- 

0.018 

0.199 

0.010 

0.189 

0.029 

15.19 

Safe 

Lalaniyon Ki Dhani 

0817000502196300 

0.10 

0.01 

516.93 

0.01 

0.01 

0.02 

0.01 

0.05 

0.00 

- 

0.0044 

0.0062 

- 

0.011 

0.011 

0.032 

0.002 

0.030 

0.006 

18.27 

Safe 



0.10 

0.02 

365.60 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.002 

0.023 

0.001 

0.022 

0.009 

39.28 

Safe 

Laxmanpura 

0817000502171000 

0.15 

0.10 

- 

0.10 

- 

0.10 

0.03 

0.25 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.120 

0.012 

0.108 

0.153 

141.73 

Over Exploited 

Legon Ki Dhani 

0817000602226100 

0.12 

0.12 

- 

0.12 

- 

0.12 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.014 

0.135 

0.014 

0.122 

0.045 

37.24 

Safe 

Loharwa 

0817000502191500 

0.06 

0.02 

590.30 

0.03 

- 

0.03 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.003 

0.032 

0.002 

0.030 

0.016 

50.97 

Safe 

Lookhon Ka Nada 

0817000502191800 

0.06 

0.01 

545.86 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.008 

0.005 

63.12 

Safe 



0.06 

0.04 

171.71 

0.05 

- 

0.05 

0.02 

0.18 

0.00 

- 

- 

- 

- 

- 

0.005 

0.050 

0.003 

0.048 

0.013 

26.56 

Safe 

Machron Ki Dhani 

0817000502197500 

0.10 

0.16 

(79.78) 

0.13 

0.05 

0.18 

0.04 

0.37 

0.02 

0.0100 

0.0122 

0.0172 

0.027 

0.066 

0.084 

0.261 

0.013 

0.248 

0.056 

22.42 

Safe 

Meethi Beri 

0817000502172700 

0.15 

0.35 

(32.21) 

0.28 

0.01 

0.29 

0.02 

0.21 

0.04 

0.0200 

- 

- 

- 

0.020 

0.062 

0.348 

0.017 

0.331 

0.686 

207.33 

Over Exploited 

Megwalon Ka Tala 

0817000602225500 

0.12 

0.00 

654.80 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.005 

0.004 

74.42 

Semi Critical 

Megwalon Ki Dhani 

0817000602226500 

0.12 

0.11 

- 

0.11 

- 

0.11 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.013 

0.125 

0.013 

0.113 

0.044 

39.36 

Safe 

Mehloo 

0817000502170800 

0.15 

0.20 

(45.85) 

0.16 

- 

0.16 

0.03 

0.27 

0.02 

0.0100 

- 

- 

- 

0.010 

0.035 

0.196 

0.010 

0.187 

0.403 

216.30 

Over Exploited 

Mokhawa 

0817000502190400 

0.10 

0.00 

37,501.01 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Moodhon Ka Tala 

0817000602225600 

0.12 

0.28 

- 

0.28 

- 

0.28 

0.02 

0.20 

0.03 

- 

- 

- 

- 

- 

0.033 

0.311 

0.031 

0.280 

0.082 

29.42 

Safe 

Moodhsar 

0817000502196000 

0.06 

0.00 

14,161.65 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.00 

25,698.41 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

472.81 

0.00 

0.00 

0.00 

0.00 

0.03 

0.00 

- 

0.0005 

0.0006 

- 

0.001 

0.001 

0.003 

0.000 

0.003 

0.001 

30.09 

Safe 



0.10 

0.09 

4,346.56 

0.07 

0.02 

0.09 

0.03 

0.32 

0.01 

- 

0.0066 

0.0074 

- 

0.014 

0.024 

0.109 

0.005 

0.104 

0.010 

9.63 

Safe 

Pabubera 

0817000502196100 

0.06 

0.00 

845.08 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0016 

0.0018 

- 

0.003 

0.003 

0.008 

0.000 

0.008 

0.002 

30.30 

Safe 



0.10 

0.27 

(35.76) 

0.22 

0.05 

0.27 

0.03 

0.31 

0.03 

- 

0.0205 

0.0232 

- 

0.044 

0.075 

0.341 

0.017 

0.324 

0.035 

10.91 

Safe 



0.06 

0.00 

1,999.77 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

353.57 

Over Exploited 

Pachaniyon Ki Dhani 

0817000502170400 

0.12 

0.16 

(32.26) 

0.13 

- 

0.13 

0.03 

0.24 

0.02 

- 

- 

- 

- 

- 

0.019 

0.148 

0.007 

0.141 

0.031 

21.77 

Safe 

Peeprali 

0817000502197700 

0.10 

0.06 

279.97 

0.07 

0.04 

0.11 

0.01 

0.13 

0.01 

0.0200 

0.0120 

0.0170 

- 

0.049 

0.055 

0.166 

0.008 

0.157 

0.101 

64.31 

Safe 



0.10 

0.02 

516.84 

0.03 

0.02 

0.05 

0.01 

0.08 

0.00 

- 

0.0073 

0.0103 

- 

0.018 

0.020 

0.065 

0.003 

0.062 

0.034 

55.53 

Safe 

Pharrodo Ki Dhani 

0817000502195800 

0.06 

0.00 

87,213.05 

0.00 

0.00 

0.00 

0.00 

0.03 

0.00 

- 

0.0009 

0.0012 

- 

0.002 

0.002 

0.005 

0.000 

0.005 

0.002 

32.15 

Safe 



0.10 

0.00 

943.92 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

35.92 

Safe 



0.06 

0.00 

2,021.27 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.10 

0.00 

7,893.32 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pooniyon Ka Tala 

0817000502170300 

0.12 

0.16 

(26.02) 

0.13 

- 

0.13 

0.03 

0.26 

0.02 

0.0100 

- 

- 

- 

0.010 

0.029 

0.156 

0.008 

0.148 

0.159 

107.33 

Over Exploited 

Pooniyon Ki Beri 

0817000502177600 

0.06 

0.00 

4,295.63 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Pujan Beri 

0817000502197200 

0.10 

0.01 

950.07 

0.01 

0.01 

0.02 

0.00 

0.04 

0.00 

- 

0.0038 

0.0054 

- 

0.009 

0.010 

0.027 

0.001 

0.026 

0.005 

18.86 

Safe 

Raiko Ki Dhani 

0817000602226600 

0.15 

0.05 

(18.92) 

0.04 

- 

0.04 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.006 

0.043 

0.002 

0.041 

0.100 

242.59 

Over Exploited 

Ramji Ka Golphanta 

0817000502198000 

0.10 

0.02 

541.11 

0.03 

0.02 

0.04 

0.01 

0.10 

- 

0.0100 

0.0060 

0.0085 

- 

0.025 

0.025 

0.067 

0.003 

0.064 

0.066 

103.09 

Over Exploited 

Ramnagar 

0817000502170500 

0.15 

0.45 

- 

0.45 

- 

0.45 

0.03 

0.26 

0.05 

- 

- 

- 

- 

- 

0.054 

0.501 

0.050 

0.451 

0.159 

35.34 

Safe 

Rampura Garal 

0817000602219900 

0.12 

0.05 

(41.36) 

0.04 

- 

0.04 

0.01 

0.11 

0.01 

- 

- 

- 

- 

- 

0.006 

0.048 

0.002 

0.046 

0.025 

55.39 

Safe 

Relon Ki Beri 

0817000502172800 

0.06 

0.13 

20,419.27 

0.16 

- 

0.16 

0.03 

0.28 

0.02 

0.0100 

- 

- 

- 

0.010 

0.026 

0.185 

0.009 

0.176 

0.203 

115.06 

Over Exploited 

Ridmlaniyon Ki Dhani 

0817000602226000 

0.12 

0.16 

- 

0.16 

- 

0.16 

0.03 

0.26 

0.02 

- 

- 

- 

- 

- 

0.019 

0.179 

0.018 

0.161 

0.025 

15.52 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Sadulaniyon Ka Tala 

081700060222570C 

6.329 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.778 

0.51 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.16 

0.00 

0.015 

0.21 

0.32 


Saiyon Ka Goliya 

0817000502191700 

3.511 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.129 

0.57 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.00 

0.010 

0.24 

0.38 







Non-command 

Younger Alluvium 

0.382 

0.57 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.03 

0.05 


Sanawara 

0817000602224800 

11.066 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.315 

0.66 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.01 

0.01 


Sanawara Kalan 

0817000502196200 

6.744 

Saline 

Narmada Canal 

Command 

Younger Alluvium 

6.430 

0.66 

0.080 

0.01 

0.00 

0.02 

0.02 

0.00 

0.32 

0.21 

0.01 

0.021 

0.29 

0.44 






Non-command 

Non-command 

Younger Alluvium 

0.275 

0.66 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.02 


Sauon Ka Goliya 

0817000502191100 

4.267 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.527 

0.61 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.00 

0.008 

0.15 

0.25 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.740 

0.61 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.006 

0.11 

0.17 


Seelgan 

0817000502191900 

16.756 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.277 

0.78 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.00 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

12.495 

0.78 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.59 

0.39 

0.00 

0.041 

0.22 

0.33 


Shiv Nagar 

0817000502170600 

3.612 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.287 

0.25 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.21 

0.010 

0.22 

0.34 


Shivji Ka Mandir 

0817000502194700 

5.504 

Fresh 

Narmada Canal 

Command 

Younger Alluvium 

1.054 

0.40 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.08 

0.003 

0.07 

0.10 


Sidhaniyon Ki Dhani 

0817000602226300 

6.157 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.865 

0.19 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.02 

0.015 

0.22 

0.33 


Siyolon Ki Dhani 

0817000502172900 

7.919 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.711 

0.33 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.18 

0.005 

0.05 

0.08 


Sudaberi Khurd 

0817000502192400 

4.877 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.797 

0.20 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.006 

0.11 

0.17 


Sunaron Ki Beri 

0817000502177700 

3.073 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.355 

0.44 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.03 

0.04 


Sutharon Ka Tala 

0817000602224400 

8.114 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.002 

0.28 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.13 

0.02 

0.021 

0.23 

0.34 


Sutharonka Kua 

0817000602225800 

3.187 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.763 

0.62 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.09 

0.01 

0.007 

0.20 

0.30 


Tajaniyon Ki Dhani 

0817000502191000 

3.905 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.905 

0.69 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.11 

0.01 

0.013 

0.28 

0.43 


Thoriyon Ka Tala 

0817000502171400 

8.989 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.706 

-0.47 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.005 

0.04 

0.07 


Udasar 

0817000502178100 

13.245 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.236 

0.63 

0.060 

0.08 

0.00 

0.00 

0.00 

0.00 

0.58 

0.37 

0.25 

0.043 

0.25 

0.40 


Vishnoiyon Ki Dhani 

0817000502173100 

6.134 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.461 

0.28 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.06 

0.001 

0.02 

0.03 

11008076 

Aakli 

0817000502195000 

18.706 

Fresh 

Narmada Canal 

Command 

Younger Alluvium 

1.352 

0.25 

0.080 

0.00 

0.00 

0.00 

0.01 

0.00 

0.02 

0.01 

0.01 

0.004 

0.02 

0.04 





Saline 

Narmada Canal 

Command 

Older Alluvium 

0.069 

0.25 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Younger Alluvium 

12.851 

0.25 

0.080 

0.03 

0.01 

0.04 

0.05 

0.00 

0.19 

0.13 

0.08 

0.042 

0.23 

0.36 


Andaniyon Ki Dhani 

0817000502193600 

7.311 

Saline 

Narmada Canal 

Command 

Older Alluvium 

4.589 

0.35 

0.060 

0.01 

0.00 

0.01 

0.01 

0.00 

0.08 

0.06 

0.02 

0.015 

0.21 

0.32 


Arniyali 

0817000502195200 

3.571 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

1.334 

0.13 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.12 

0.19 





Saline 

Narmada Canal 

Command 

Older Alluvium 

1.379 

0.13 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.13 

0.19 







Command 

Younger Alluvium 

0.859 

0.13 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.08 

0.12 


Beri Gaon 

0817000502198900 

18.541 

Fresh 

Narmada Canal 

Command 

Younger Alluvium 

7.189 

0.29 

0.080 

0.08 

0.02 

0.02 

0.03 

0.00 

0.17 

0.12 

0.30 

0.023 

0.15 

0.22 


Berro Ka Pana 

0817000502197600 

5.545 

Fresh 

Narmada Canal 

Command 

Younger Alluvium 

0.503 

0.24 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.002 

0.03 

0.05 





Saline 

Narmada Canal 

Command 

Younger Alluvium 

0.361 

0.24 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.03 


Bhadrai 

0817000502195600 

2.613 

Saline 

Narmada Canal 

Command 

Younger Alluvium 

0.386 

0.24 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.001 

0.05 

0.07 


Bhagbhare Ki Beri 

0817000502175000 

13.438 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.527 

-0.27 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.01 

0.02 


Bharthe Ki Beri 

0817000502175200 

9.543 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.939 

0.63 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.25 

0.16 

0.06 

0.019 

0.19 

0.28 


Bhaura 

0817000502192900 

7.030 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.030 

0.11 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.02 

0.023 

0.32 

0.48 


Bhimthal 

0817000502192200 

10.480 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.582 

0.37 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.02 

0.03 






Non-command 

Non-command 

Older Alluvium 

0.949 

0.37 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.003 

0.03 

0.04 





Saline 

Narmada Canal 

Command 

Older Alluvium 

0.047 

0.37 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Older Alluvium 

0.365 

0.37 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.02 


Bhookron Ka Tala 

0817000502175800 

5.514 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.279 

3.41 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.001 

0.01 

0.02 


Boodhe Ka Tala 

0817000502174100 

12.543 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.103 

0.24 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.06 

0.020 

0.13 

0.19 


Bool 

0817000502175100 

41.438 

Fresh 

Non-command 

Non-command 

Older Alluvium 

16.271 

0.08 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.10 

0.053 

0.12 

0.17 


Borcharnan 

0817000502195400 

5.093 

Saline 

Narmada Canal 

Command 

Younger Alluvium 

0.601 

0.19 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.04 

0.06 


Chainpura 

0817000502193300 

3.699 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

1.717 

0.11 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.15 

0.23 






Non-command 

Non-command 

Older Alluvium 

0.159 

0.11 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 





Saline 

Narmada Canal 

Command 

Older Alluvium 

1.824 

0.11 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.16 

0.24 


Dabli 

0817000502198300 

11.716 

Fresh 

Narmada Canal 

Command 

Younger Alluvium 

1.089 

0.36 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.05 

0.004 

0.04 

0.05 


Daboi 

0817000502194800 

14.705 

Fresh 

Narmada Canal 

Command 

Younger Alluvium 

6.612 

0.29 

0.080 

0.04 

0.01 

0.02 

0.03 

0.00 

0.13 

0.09 

0.12 

0.022 

0.16 

0.24 





Saline 

Narmada Canal 

Command 

Younger Alluvium 

0.945 

0.29 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.003 

0.02 

0.03 


Der 

0817000502192000 

4.915 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.257 

0.40 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.02 

0.02 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.045 

0.40 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dhakon Ka Goliya 

0817000502193500 

7.631 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.149 

0.52 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Non-command 

Non-command 

Older Alluvium 

0.099 

0.52 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

Narmada Canal 

Command 

Older Alluvium 

0.181 

0.52 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Dholi Nadi 

0817000502194600 

9.738 

Fresh 

Narmada Canal 

Command 

Younger Alluvium 

5.092 

0.26 

0.080 

0.04 

0.01 

0.01 

0.02 

0.00 

0.10 

0.07 

0.14 

0.017 

0.19 

0.29 


Gadra 

0817000502176600 

7.272 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.590 

0.01 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.15 

0.018 

0.21 

0.32 


Godaron Ki Dhani 

0817000502198500 

7.411 

Fresh 

Narmada Canal 

Command 

Younger Alluvium 

0.045 

0.30 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Hirken Ka Than 

0817000502175900 

4.065 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.108 

1.80 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.05 

0.004 

0.08 

0.12 


Jal Beri 

0817000502174500 

15.208 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.776 

-0.28 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.016 

0.08 

0.13 


Jambhaji Ka Mandir 

0817000502193000 

4.498 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.749 

0.46 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.006 

0.12 

0.19 


Janiyon Ki Dhani 

0817000502195500 

5.417 

Saline 

Narmada Canal 

Command 

Younger Alluvium 

0.318 

0.19 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.03 


Kabooli 

0817000502193100 

19.371 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.218 

0.48 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.00 

0.010 

0.05 

0.08 


Kakron Ki Dhani 

0817000502193400 

2.963 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.268 

0.14 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.03 

0.05 






Non-command 

Non-command 

Older Alluvium 

0.000 

0.14 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Narmada Canal 

Command 

Older Alluvium 

2.694 

0.14 

0.060 

0.00 

0.00 

0.01 

0.01 

0.00 

0.01 

0.01 

0.01 

0.009 

0.30 

0.46 


Katarla 

0817000502192700 

4.771 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.706 

1.23 

0.060 

0.06 

0.01 

0.00 

0.00 

0.00 

0.32 

0.21 

0.21 

0.012 

0.23 

0.35 


Katarla Khileriyan 

0817000502192600 

4.797 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.346 

3.58 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.02 

0.001 

0.02 

0.03 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Sadulaniyon Ka Tala 

0817000602225700 

0.12 

0.15 

43,701.49 

0.16 

- 

0.16 

0.02 

0.24 

0.02 

- 

- 

- 

- 

- 

0.017 

0.174 

0.009 

0.165 

0.015 

9.12 

Safe 

Saiyon Ka Goliya 

0817000502191700 

0.06 

0.04 

49.74 

0.05 

- 

0.05 

0.03 

0.27 

0.01 

- 

- 

- 

- 

- 

0.006 

0.059 

0.003 

0.056 

0.010 

18.12 

Safe 



0.10 

0.00 

884.30 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

89.10 

Semi Critical 

Sanawara 

0817000602224800 

0.12 

0.00 

4,321.00 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Sanawara Kalan 

0817000502196200 

0.10 

0.19 

11.35 

0.21 

0.03 

0.24 

0.03 

0.32 

0.02 

- 

0.0137 

0.0155 

- 

0.029 

0.051 

0.291 

0.015 

0.277 

0.035 

12.62 

Safe 



0.10 

0.00 

2,692.49 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Sauon Ka Goliya 

0817000502191100 

0.06 

0.02 

146.93 

0.03 

- 

0.03 

0.02 

0.17 

0.00 

- 

- 

- 

- 

- 

0.003 

0.031 

0.002 

0.030 

0.008 

27.80 

Safe 



0.06 

0.01 

258.51 

0.01 

- 

0.01 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.001 

0.015 

0.001 

0.014 

0.006 

40.39 

Safe 

Seelgan 

0817000502191900 

0.06 

0.00 

10,424.95 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.06 

0.16 

139.38 

0.19 

- 

0.19 

0.03 

0.24 

0.02 

- 

- 

- 

- 

- 

0.019 

0.213 

0.011 

0.202 

0.045 

22.04 

Safe 

Shiv Nagar 

0817000502170600 

0.15 

0.10 

67,560.35 

0.08 

- 

0.08 

0.03 

0.25 

0.01 

0.0100 

- 

- 

- 

0.010 

0.023 

0.106 

0.005 

0.101 

0.216 

214.75 

Over Exploited 

Shivji Ka Mandir 

0817000502194700 

0.10 

0.01 

330.77 

0.01 

0.01 

0.02 

0.01 

0.08 

- 

0.0100 

0.0027 

0.0038 

- 

0.017 

0.017 

0.032 

0.002 

0.031 

0.082 

267.88 

Over Exploited 

Sidhaniyon Ki Dhani 

0817000602226300 

0.12 

0.16 

(58.17) 

0.12 

- 

0.12 

0.03 

0.25 

0.02 

- 

- 

- 

- 

- 

0.018 

0.143 

0.007 

0.136 

0.034 

25.29 

Safe 

Siyolon Ki Dhani 

0817000502172900 

0.15 

0.01 

355.95 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.028 

0.001 

0.026 

0.185 

699.40 

Over Exploited 

Sudaberi Khurd 

0817000502192400 

0.06 

0.01 

(219.79) 

0.01 

- 

0.01 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.001 

0.015 

0.001 

0.015 

0.035 

239.17 

Over Exploited 

Sunaron Ki Beri 

0817000502177700 

0.06 

0.00 

886.37 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.008 

1,067.00 

Over Exploited 

Sutharon Ka Tala 

0817000602224400 

0.12 

0.22 

(42.19) 

0.17 

- 

0.17 

0.03 

0.25 

0.03 

- 

- 

- 

- 

- 

0.026 

0.201 

0.010 

0.191 

0.040 

20.91 

Safe 

Sutharonka Kua 

0817000602225800 

0.12 

0.07 

388,694.79 

0.08 

- 

0.08 

0.02 

0.22 

0.01 

- 

- 

- 

- 

- 

0.008 

0.087 

0.004 

0.083 

0.012 

14.71 

Safe 

Tajaniyon Ki Dhani 

0817000502191000 

0.06 

0.07 

67.53 

0.08 

- 

0.08 

0.03 

0.32 

0.01 

- 

- 

- 

- 

- 

0.008 

0.087 

0.004 

0.083 

0.020 

23.74 

Safe 

Thoriyon Ka Tala 

0817000502171400 

0.15 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.013 

0.001 

0.012 

0.029 

253.96 

Over Exploited 

Udasar 

0817000502178100 

0.06 

0.20 

71,259.83 

0.24 

- 

0.24 

0.03 

0.28 

0.02 

0.0100 

- 

- 

- 

0.010 

0.035 

0.274 

0.014 

0.260 

0.296 

113.70 

Over Exploited 

Vishnoiyon Ki Dhani 

0817000502173100 

0.15 

0.00 

1,472.85 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.061 

3,907.26 

Over Exploited 

Aakli 

0817000502195000 

0.10 

0.00 

252.98 

0.00 

0.01 

0.01 

0.00 

0.03 

- 

- 

0.0035 

0.0049 

- 

0.008 

0.008 

0.022 

0.001 

0.021 

0.018 

89.14 

Semi Critical 



0.06 

0.00 

7,473.89 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0002 

0.0003 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.10 

0.30 

(58.39) 

0.24 

0.10 

0.34 

0.03 

0.26 

- 

0.0200 

0.0329 

0.0465 

- 

0.099 

0.099 

0.440 

0.022 

0.418 

0.125 

29.84 

Safe 

Andaniyon Ki Dhani 

0817000502193600 

0.06 

0.06 

(4.98) 

0.06 

0.02 

0.08 

0.02 

0.23 

- 

- 

0.0098 

0.0111 

- 

0.021 

0.021 

0.100 

0.005 

0.095 

0.037 

39.02 

Safe 

Arniyali 

0817000502195200 

0.06 

0.01 

(74.43) 

0.01 

0.01 

0.01 

0.01 

0.14 

0.00 

- 

0.0028 

0.0032 

- 

0.006 

0.007 

0.022 

0.001 

0.021 

0.004 

20.90 

Safe 



0.06 

0.01 

(75.12) 

0.01 

0.01 

0.02 

0.01 

0.14 

0.00 

- 

0.0029 

0.0033 

- 

0.006 

0.007 

0.023 

0.001 

0.022 

0.004 

20.62 

Safe 



0.10 

0.01 

(52.61) 

0.01 

0.00 

0.01 

0.01 

0.09 

0.00 

- 

0.0018 

0.0021 

- 

0.004 

0.005 

0.014 

0.001 

0.014 

0.003 

20.33 

Safe 

Beri Gaon 

0817000502198900 

0.10 

0.11 

10.17 

0.12 

0.07 

0.19 

0.02 

0.17 

- 

0.0600 

0.0184 

0.0260 

0.003 

0.108 

0.108 

0.300 

0.015 

0.285 

0.325 

114.01 

Over Exploited 

Berro Ka Pana 

0817000502197600 

0.10 

0.00 

156.27 

0.00 

0.00 

0.01 

0.00 

0.03 

0.00 

- 

0.0013 

0.0018 

- 

0.003 

0.003 

0.009 

0.000 

0.008 

0.002 

19.91 

Safe 



0.10 

0.00 

247.87 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0009 

0.0013 

- 

0.002 

0.002 

0.006 

0.000 

0.005 

0.001 

21.43 

Safe 

Bhadrai 

0817000502195600 

0.10 

0.00 

97.05 

0.00 

0.00 

0.00 

0.01 

0.05 

0.00 

- 

0.0008 

0.0009 

- 

0.002 

0.002 

0.006 

0.000 

0.006 

0.008 

140.66 

Over Exploited 

Bhagbhare Ki Beri 

0817000502175000 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.013 

3,547.93 

Over Exploited 

Bharthe Ki Beri 

0817000502175200 

0.06 

0.07 

142.41 

0.08 

- 

0.08 

0.02 

0.21 

0.01 

- 

- 

- 

- 

- 

0.008 

0.088 

0.004 

0.084 

0.078 

93.64 

Critical 

Bhaura 

0817000502192900 

0.06 

0.13 

(72.77) 

0.11 

- 

0.11 

0.04 

0.35 

0.02 

- 

- 

- 

- 

- 

0.015 

0.122 

0.006 

0.116 

0.043 

36.97 

Safe 

Bhimthal 

0817000502192200 

0.06 

0.00 

1,025.74 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0010 

0.0014 

- 

0.002 

0.002 

0.006 

0.000 

0.006 

0.002 

33.87 

Safe 



0.06 

0.00 

778.75 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.003 

156.18 

Over Exploited 



0.06 

0.00 

12,826.77 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

2,202.87 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

405.64 

Over Exploited 

Bhookron Ka Tala 

0817000502175800 

0.06 

0.00 

70,677.58 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.005 

2,839.76 

Over Exploited 

Boodhe Ka Tala 

0817000502174100 

0.06 

0.05 

49.90 

0.06 

- 

0.06 

0.02 

0.14 

0.01 

- 

- 

- 

- 

- 

0.006 

0.062 

0.003 

0.059 

0.081 

137.46 

Over Exploited 

Bool 

0817000502175100 

0.06 

0.11 

(31.66) 

0.09 

- 

0.09 

0.01 

0.13 

0.01 

- 

- 

- 

- 

- 

0.013 

0.103 

0.005 

0.098 

0.154 

157.36 

Over Exploited 

Borcharnan 

0817000502195400 

0.10 

0.00 

35.85 

0.00 

0.00 

0.01 

0.00 

0.04 

0.00 

- 

0.0015 

0.0022 

- 

0.004 

0.004 

0.011 

0.001 

0.010 

0.009 

85.89 

Semi Critical 

Chainpura 

0817000502193300 

0.06 

0.02 

(90.44) 

0.01 

0.01 

0.02 

0.02 

0.17 

0.00 

- 

0.0037 

0.0041 

- 

0.008 

0.010 

0.031 

0.002 

0.029 

0.006 

19.02 

Safe 



0.06 

0.00 

421.08 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.06 

0.02 

(90.40) 

0.01 

0.01 

0.02 

0.02 

0.18 

0.00 

- 

0.0039 

0.0044 

- 

0.008 

0.010 

0.034 

0.002 

0.032 

0.006 

18.48 

Safe 

Dabli 

0817000502198300 

0.10 

0.00 

473.48 

0.00 

0.01 

0.01 

0.00 

0.04 

- 

0.0100 

0.0028 

0.0039 

- 

0.017 

0.017 

0.029 

0.001 

0.028 

0.054 

193.43 

Over Exploited 

Daboi 

0817000502194800 

0.10 

0.11 

(14.97) 

0.09 

0.06 

0.15 

0.02 

0.18 

- 

0.0200 

0.0169 

0.0239 

- 

0.061 

0.061 

0.206 

0.010 

0.196 

0.144 

73.21 

Semi Critical 



0.10 

0.00 

360.58 

0.00 

0.01 

0.01 

0.00 

0.03 

- 

- 

0.0024 

0.0034 

- 

0.006 

0.006 

0.015 

0.001 

0.014 

0.010 

70.89 

Semi Critical 

Der 

0817000502192000 

0.06 

0.00 

1,601.65 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.06 

0.00 

9,193.00 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dhakon Ka Goliya 

0817000502193500 

0.06 

0.00 

4,567.98 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

37.44 

Safe 



0.06 

0.00 

8,035.39 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

3,650.95 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.001 

37.68 

Safe 

Dholi Nadi 

0817000502194600 

0.10 

0.10 

(32.37) 

0.08 

0.05 

0.12 

0.02 

0.21 

- 

0.0300 

0.0130 

0.0184 

- 

0.061 

0.061 

0.184 

0.009 

0.175 

0.154 

87.69 

Semi Critical 

Gadra 

0817000502176600 

0.06 

0.07 

(61.01) 

0.06 

- 

0.06 

0.02 

0.24 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.075 

0.004 

0.071 

0.163 

229.89 

Over Exploited 

Godaron Ki Dhani 

0817000502198500 

0.10 

0.00 

4,562.20 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Hirken Ka Than 

0817000502175900 

0.06 

0.01 

1,572.89 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.006 

0.057 

889.42 

Over Exploited 

Jal Beri 

0817000502174500 

0.06 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.003 

0.027 

0.003 

0.024 

0.081 

328.85 

Over Exploited 

Jambhaji Ka Mandir 

0817000502193000 

0.06 

0.01 

145.71 

0.02 

- 

0.02 

0.01 

0.14 

0.00 

- 

- 

- 

- 

- 

0.001 

0.017 

0.001 

0.016 

0.006 

35.24 

Safe 

Janiyon Ki Dhani 

0817000502195500 

0.10 

0.00 

195.19 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0008 

0.0012 

- 

0.002 

0.002 

0.005 

0.000 

0.005 

0.001 

21.71 

Safe 

Kabooli 

0817000502193100 

0.06 

0.01 

494.17 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.014 

0.001 

0.013 

0.014 

111.08 

Over Exploited 

Kakron Ki Dhani 

0817000502193400 

0.06 

0.00 

3.45 

0.00 

0.00 

0.00 

0.00 

0.03 

0.00 

- 

0.0006 

0.0006 

- 

0.001 

0.001 

0.003 

0.000 

0.003 

0.001 

29.36 

Safe 



0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.05 

(88.51) 

0.04 

0.01 

0.05 

0.03 

0.34 

0.01 

- 

0.0057 

0.0065 

- 

0.012 

0.018 

0.070 

0.004 

0.067 

0.016 

23.56 

Safe 

Katarla 

0817000502192700 

0.06 

0.05 

316.68 

0.06 

0.01 

0.07 

0.03 

0.26 

0.01 

0.0200 

- 

- 

- 

0.020 

0.026 

0.097 

0.005 

0.092 

0.217 

234.79 

Over Exploited 

Katarla Khileriyan 

0817000502192600 

0.06 

0.00 

12,667.71 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.021 

3,900.42 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Khari 

081700050217550C 

24.584 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.463 

0.72 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.42 

0.28 

0.00 

0.031 

0.12 

0.18 


Khotawas 

0817000502195100 

4.372 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.060 

0.20 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 







Command 

Younger Alluvium 

0.000 

0.20 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Narmada Canal 

Command 

Older Alluvium 

0.071 

0.20 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Command 

Younger Alluvium 

4.240 

0.20 

0.080 

0.02 

0.00 

0.01 

0.01 

0.00 

0.07 

0.04 

0.08 

0.014 

0.32 

0.49 


Koja 

0817000502176300 

14.111 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.802 

0.06 

0.060 

0.10 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.35 

0.042 

0.25 

0.38 


Kothala 

0817000502195900 

12.950 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

5.995 

0.22 

0.060 

0.01 

0.00 

0.01 

0.02 

0.00 

0.06 

0.04 

0.00 

0.019 

0.15 

0.23 







Command 

Younger Alluvium 

2.208 

0.22 

0.080 

0.00 

0.00 

0.01 

0.01 

0.00 

0.03 

0.02 

0.01 

0.007 

0.05 

0.08 





Saline 

Narmada Canal 

Command 

Younger Alluvium 

4.690 

0.22 

0.080 

0.01 

0.00 

0.01 

0.01 

0.00 

0.07 

0.05 

0.00 

0.015 

0.12 

0.18 


Kumbharon Ki Beri 

0817000502176200 

11.024 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.012 

-0.18 

0.060 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.036 

0.27 

0.41 


Lokholai Nadi 

0817000502175600 

8.319 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.319 

1.73 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.87 

0.57 

0.00 

0.027 

0.30 

0.45 


Lolo Ki Beri 

0817000502176100 

5.753 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.753 

0.27 

0.060 

0.06 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.20 

0.019 

0.28 

0.43 


Manki 

0817000502193800 

20.835 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.404 

0.56 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 





Saline 

Narmada Canal 

Command 

Older Alluvium 

5.322 

0.56 

0.060 

0.01 

0.00 

0.01 

0.01 

0.00 

0.16 

0.11 

0.00 

0.017 

0.09 

0.13 


Mansingh Ki Beri 

0817000502175400 

3.194 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.194 

1.36 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.27 

0.18 

0.04 

0.010 

0.30 

0.46 


Maylon Ki Beri 

0817000502175300 

20.292 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.105 

0.81 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.40 

0.27 

0.03 

0.026 

0.12 

0.19 


Meethi 

0817000502195700 

6.608 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

2.909 

0.12 

0.060 

0.01 

0.00 

0.01 

0.01 

0.00 

0.02 

0.01 

0.02 

0.009 

0.14 

0.21 






Non-command 

Non-command 

Older Alluvium 

3.699 

0.12 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.03 

0.012 

0.18 

0.27 


Meethra Khurd 

0817000502175700 

9.401 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.134 

2.40 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.90 

0.59 

0.04 

0.020 

0.19 

0.29 


Meghwalon Ki Dhani 

0817000502174900 

14.851 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.755 

-0.26 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.01 

0.02 


Musalmanon Ki Dhani 

0817000502174400 

11.966 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.037 

0.55 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Narwaton Ka Goliya 

0817000502192800 

14.256 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.256 

0.50 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.45 

0.29 

0.01 

0.046 

0.31 

0.47 


Nedi Nari 

0817000502176400 

5.726 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.850 

1.18 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.01 

0.003 

0.04 

0.06 


Panawali 

0817000502198200 

12.516 

Fresh 

Narmada Canal 

Command 

Younger Alluvium 

0.529 

0.25 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.002 

0.02 

0.02 


Pharrodo Ki Dhani 

0817000502195800 

6.349 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

4.112 

0.21 

0.060 

0.00 

0.00 

0.01 

0.01 

0.00 

0.03 

0.02 

0.00 

0.013 

0.20 

0.31 







Command 

Younger Alluvium 

0.182 

0.21 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 






Non-command 

Non-command 

Older Alluvium 

1.281 

0.21 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.004 

0.06 

0.10 


Pratapnagar 

0817000502193700 

7.872 

Saline 

Narmada Canal 

Command 

Older Alluvium 

5.868 

0.45 

0.060 

0.01 

0.00 

0.01 

0.02 

0.00 

0.14 

0.09 

0.03 

0.019 

0.25 

0.38 


Purawa 

0817000502194100 

17.010 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.421 

0.37 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.01 

0.01 





Saline 

Narmada Canal 

Command 

Older Alluvium 

3.173 

0.37 

0.060 

0.01 

0.00 

0.01 

0.01 

0.00 

0.06 

0.04 

0.01 

0.010 

0.07 

0.10 







Command 

Younger Alluvium 

1.405 

0.37 

0.080 

0.00 

0.00 

0.00 

0.01 

0.00 

0.03 

0.02 

0.00 

0.005 

0.03 

0.04 


Radoo 

0817000502195300 

3.388 

Saline 

Narmada Canal 

Command 

Older Alluvium 

0.862 

0.21 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.003 

0.09 

0.13 







Command 

Younger Alluvium 

2.526 

0.21 

0.080 

0.03 

0.01 

0.01 

0.01 

0.00 

0.04 

0.03 

0.09 

0.008 

0.25 

0.38 


Ramji Ka Gol 

0817000502198100 

5.095 

Fresh 

Narmada Canal 

Command 

Younger Alluvium 

4.984 

0.26 

0.080 

0.04 

0.01 

0.01 

0.02 

0.00 

0.10 

0.07 

0.14 

0.016 

0.36 

0.54 


Ramji Ka Golphanta 

0817000502198000 

8.918 

Fresh 

Narmada Canal 

Command 

Younger Alluvium 

3.071 

1.11 

0.080 

0.02 

0.00 

0.01 

0.01 

0.00 

0.27 

0.18 

0.07 

0.010 

0.12 

0.18 


Ranasar Kalan 

0817000502174600 

11.097 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.471 

-0.35 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.005 

0.04 

0.06 


Roli 

0817000502199200 

8.923 

Fresh 

Narmada Canal 

Command 

Younger Alluvium 

2.477 

0.97 

0.080 

0.05 

0.01 

0.01 

0.01 

0.00 

0.22 

0.15 

0.18 

0.008 

0.10 

0.15 


Sanawara Khurd 

0817000502199100 

7.333 

Fresh 

Narmada Canal 

Command 

Younger Alluvium 

2.155 

0.51 

0.080 

0.04 

0.01 

0.01 

0.01 

0.00 

0.10 

0.07 

0.14 

0.007 

0.11 

0.16 


Sauwon Ki Beri 

0817000502176000 

6.807 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.807 

0.98 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.44 

0.29 

0.13 

0.022 

0.29 

0.44 


Shivji Ka Mandir 

0817000502194700 

5.504 

Fresh 

Narmada Canal 

Command 

Younger Alluvium 

4.450 

0.40 

0.080 

0.09 

0.02 

0.01 

0.02 

0.00 

0.18 

0.12 

0.35 

0.014 

0.29 

0.43 


Sudaberi 

0817000502192300 

12.539 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

2.662 

0.18 

0.060 

0.01 

0.00 

0.01 

0.01 

0.00 

0.03 

0.02 

0.03 

0.009 

0.06 

0.10 






Non-command 

Non-command 

Older Alluvium 

9.552 

0.18 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.14 

0.09 

0.10 

0.031 

0.23 

0.35 


Sudaberi Khurd 

0817000502192400 

4.877 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.289 

0.20 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.004 

0.08 

0.12 


Teja Ki Dhani 

0817000502174300 

29.334 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.262 

0.16 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.00 

0.040 

0.11 

0.17 


Tejiyaws 

0817000502199000 

3.532 

Fresh 

Narmada Canal 

Command 

Younger Alluvium 

3.532 

0.39 

0.080 

0.05 

0.01 

0.01 

0.01 

0.00 

0.13 

0.09 

0.20 

0.011 

0.37 

0.55 


Veermaniyon Ki Dhani 

0817000502193200 

2.543 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

1.874 

0.10 

0.060 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.01 

0.006 

0.24 

0.36 






Non-command 

Non-command 

Older Alluvium 

0.562 

0.10 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.07 

0.11 





Saline 

Narmada Canal 

Command 

Older Alluvium 

0.107 

0.10 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 

11008077 

Aalpura 

0817000502197100 

38.127 

Fresh 

Narmada Canal 

Command 

Younger Alluvium 

24.818 

0.42 

0.080 

0.21 

0.05 

0.07 

0.10 

0.00 

0.82 

0.53 

0.73 

0.081 

0.22 

0.34 






Non-command 

Non-command 

Younger Alluvium 

9.716 

0.42 

0.080 

0.08 

0.02 

0.00 

0.00 

0.00 

0.39 

0.25 

0.29 

0.032 

0.09 

0.13 





Saline 

Narmada Canal 

Command 

Younger Alluvium 

3.593 

0.42 

0.080 

0.02 

0.00 

0.01 

0.01 

0.00 

0.12 

0.07 

0.05 

0.012 

0.03 

0.05 


Akal 

0817000602221600 

11.614 

Saline 

Non-command 

Non-command 

Rhyolite 

9.921 

0.71 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.00 

0.031 

0.21 

0.33 


Akwa 

0818000102273000 

8.853 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.853 

-0.10 

0.060 

0.69 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.70 

0.047 

0.32 

0.52 


Alwara 

0818000102272500 

13.781 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.781 

-1.16 

0.060 

0.78 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

3.02 

0.073 

0.32 

0.52 


Amarpura 

0817000502187700 

13.536 

Saline 

Non-command 

Non-command 

Younger Alluvium 

13.536 

0.23 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.31 

0.17 

0.00 

0.042 

0.27 

0.48 


Amliyala 

0817000502203400 

4.955 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.955 

0.29 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.08 

0.07 

0.016 

0.30 

0.49 


Andaniyon Ki Beri 

0817000502179100 

3.595 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.595 

0.45 

0.080 

0.10 

0.00 

0.00 

0.00 

0.00 

0.23 

0.15 

0.37 

0.011 

0.26 

0.40 


Aratwaw 

0817000502204800 

3.895 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.895 

0.37 

0.080 

0.08 

0.02 

0.00 

0.00 

0.00 

0.17 

0.12 

0.29 

0.013 

0.36 

0.54 


Ariniyali Mahechan 

0817000502187500 

5.847 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.428 

0.00 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.02 

0.04 







Non-command 

Younger Alluvium 

3.342 

0.00 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.010 

0.16 

0.28 





Saline 

Non-command 

Non-command 

Younger Alluvium 

2.077 

0.00 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.006 

0.10 

0.18 


Babtara 

0818000102273400 

69.654 

Fresh 

Non-command 

Non-command 

Older Alluvium 

46.863 

-0.90 

0.060 

1.58 

0.07 

0.00 

0.00 

0.01 

0.00 

0.00 

5.99 

0.248 

0.22 

0.35 


Bagora 

0818000502308400 

25.471 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.689 

-1.27 

0.060 

0.37 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.42 

0.037 

0.10 

0.17 







Non-command 

Younger Alluvium 

12.786 

-1.27 

0.100 

0.79 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

3.07 

0.062 

0.17 

0.28 


Bagoti 

0818000502308500 

16.424 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.442 

-0.93 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.002 

0.01 

0.02 







Non-command 

Younger Alluvium 

15.982 

-0.93 

0.100 

0.24 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.87 

0.078 

0.33 

0.55 


Bakani Sarnon Ki Dhani 

0817000502172500 

10.881 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.239 

0.23 

0.080 

0.14 

0.01 

0.00 

0.00 

0.00 

0.30 

0.20 

0.53 

0.029 

0.21 

0.32 


Bali 

0818000502309900 

28.378 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.198 

-0.78 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.006 

0.02 

0.03 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Khari 

0817000502175500 

0.06 

0.07 

848,679.25 

0.08 

- 

0.08 

0.01 

0.13 

0.01 

- 

- 

- 

- 

- 

0.008 

0.090 

0.005 

0.086 

0.031 

35.94 

Safe 

Khotawas 

0817000502195100 

0.06 

0.00 

1,728.56 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.10 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

1,199.95 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0002 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.10 

0.14 

(67.17) 

0.11 

0.02 

0.13 

0.04 

0.36 

0.02 

0.0100 

0.0090 

0.0102 

- 

0.029 

0.045 

0.175 

0.009 

0.166 

0.090 

54.03 

Safe 

Koja 

0817000502176300 

0.06 

0.19 

(48.60) 

0.15 

- 

0.15 

0.03 

0.28 

0.02 

0.0100 

- 

- 

- 

0.010 

0.032 

0.184 

0.009 

0.175 

0.389 

221.88 

Over Exploited 

Kothala 

0817000502195900 

0.06 

0.05 

(26.39) 

0.04 

0.03 

0.07 

0.02 

0.16 

0.01 

- 

0.0128 

0.0144 

- 

0.027 

0.033 

0.107 

0.005 

0.101 

0.023 

23.21 

Safe 



0.10 

0.01 

53.66 

0.01 

0.01 

0.03 

0.01 

0.06 

0.00 

- 

0.0047 

0.0053 

- 

0.010 

0.011 

0.037 

0.002 

0.035 

0.014 

40.21 

Safe 



0.10 

0.05 

(15.52) 

0.05 

0.02 

0.07 

0.01 

0.13 

0.01 

- 

0.0100 

0.0113 

- 

0.021 

0.027 

0.097 

0.005 

0.093 

0.019 

20.81 

Safe 

Kumbharon Ki Beri 

0817000502176200 

0.06 

0.18 

- 

0.18 

- 

0.18 

0.03 

0.30 

0.02 

0.0100 

- 

- 

- 

0.010 

0.031 

0.211 

0.021 

0.190 

0.270 

141.82 

Over Exploited 

Lokholai Nadi 

0817000502175600 

0.06 

0.15 

189.07 

0.18 

- 

0.18 

0.03 

0.33 

0.02 

- 

- 

- 

- 

- 

0.017 

0.194 

0.010 

0.184 

0.027 

14.68 

Safe 

Lolo Ki Beri 

0817000502176100 

0.06 

0.10 

3.02 

0.10 

- 

0.10 

0.03 

0.31 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.121 

0.006 

0.115 

0.216 

187.65 

Over Exploited 

Manki 

0817000502193800 

0.06 

0.00 

4,627.69 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0009 

0.0010 

- 

0.002 

0.002 

0.004 

0.000 

0.004 

0.001 

34.00 

Safe 



0.06 

0.03 

280.70 

0.03 

0.03 

0.06 

0.01 

0.10 

- 

- 

0.0113 

0.0128 

- 

0.024 

0.024 

0.086 

0.004 

0.082 

0.021 

26.13 

Safe 

Mansingh Ki Beri 

0817000502175400 

0.06 

0.06 

208.51 

0.07 

- 

0.07 

0.03 

0.34 

0.01 

- 

- 

- 

- 

- 

0.007 

0.076 

0.004 

0.072 

0.053 

74.14 

Semi Critical 

Maylon Ki Beri 

0817000502175300 

0.06 

0.06 

345.91 

0.07 

- 

0.07 

0.01 

0.14 

0.01 

- 

- 

- 

- 

- 

0.007 

0.079 

0.004 

0.075 

0.051 

68.69 

Safe 

Meethi 

0817000502195700 

0.06 

0.02 

(256.90) 

0.02 

0.01 

0.03 

0.02 

0.16 

0.00 

- 

0.0062 

0.0070 

- 

0.013 

0.016 

0.050 

0.003 

0.048 

0.031 

66.05 

Safe 



0.06 

0.04 

(39.14) 

0.03 

- 

0.03 

0.02 

0.20 

0.00 

- 

- 

- 

- 

- 

0.004 

0.036 

0.002 

0.034 

0.041 

119.93 

Over Exploited 

Meethra Khurd 

0817000502175700 

0.06 

0.07 

272,349.76 

0.08 

- 

0.08 

0.02 

0.21 

0.01 

- 

- 

- 

- 

- 

0.008 

0.091 

0.005 

0.087 

0.062 

71.36 

Semi Critical 

Meghwalon Ki Dhani 

0817000502174900 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.009 

1,430.34 

Over Exploited 

Musalmanon Ki Dhani 

0817000502174400 

0.06 

0.00 

45,776.47 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Narwaton Ka Goliya 

0817000502192800 

0.06 

0.26 

11.80 

0.29 

- 

0.29 

0.04 

0.34 

0.03 

- 

- 

- 

- 

- 

0.030 

0.324 

0.016 

0.308 

0.060 

19.62 

Safe 

Nedi Nari 

0817000502176400 

0.06 

0.00 

1,794.74 

0.00 

- 

0.00 

0.00 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.017 

642.48 

Over Exploited 

Panawali 

0817000502198200 

0.10 

0.00 

428.43 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

0.0016 

0.0019 

- 

0.004 

0.004 

0.008 

0.000 

0.008 

0.009 

108.22 

Over Exploited 

Pharrodo Ki Dhani 

0817000502195800 

0.06 

0.05 

(55.06) 

0.04 

0.02 

0.06 

0.02 

0.22 

0.01 

- 

0.0070 

0.0099 

- 

0.017 

0.023 

0.081 

0.004 

0.077 

0.013 

17.34 

Safe 



0.10 

0.00 

834.85 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.001 

35.44 

Safe 



0.06 

0.00 

125.37 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.004 

69.59 

Safe 

Pratapnagar 

0817000502193700 

0.06 

0.09 

3.41 

0.09 

0.03 

0.12 

0.03 

0.28 

- 

- 

0.0125 

0.0141 

- 

0.027 

0.027 

0.149 

0.007 

0.142 

0.048 

33.87 

Safe 

Purawa 

0817000502194100 

0.06 

0.00 

1,795.05 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0011 

0.0015 

- 

0.003 

0.003 

0.006 

0.000 

0.006 

0.001 

24.87 

Safe 



0.06 

0.01 

207.18 

0.02 

0.02 

0.04 

0.01 

0.07 

- 

- 

0.0081 

0.0115 

- 

0.020 

0.020 

0.057 

0.003 

0.054 

0.021 

39.53 

Safe 



0.10 

0.00 

411.39 

0.00 

0.01 

0.01 

0.00 

0.03 

- 

- 

0.0036 

0.0051 

- 

0.009 

0.009 

0.023 

0.001 

0.022 

0.009 

38.53 

Safe 

Radoo 

0817000502195300 

0.06 

0.00 

121.69 

0.01 

0.01 

0.01 

0.01 

0.09 

- 

0.0100 

0.0022 

0.0031 

- 

0.015 

0.015 

0.027 

0.001 

0.025 

0.035 

137.70 

Over Exploited 



0.10 

0.06 

(53.40) 

0.05 

0.03 

0.08 

0.03 

0.28 

- 

0.0200 

0.0065 

0.0091 

- 

0.036 

0.036 

0.114 

0.006 

0.108 

0.102 

94.52 

Critical 

Ramji Ka Gol 

0817000502198100 

0.10 

0.18 

(63.43) 

0.14 

0.05 

0.19 

0.04 

0.40 

- 

0.0300 

0.0128 

0.0180 

0.001 

0.062 

0.062 

0.251 

0.013 

0.239 

0.160 

67.12 

Safe 

Ramji Ka Golphanta 

0817000502198000 

0.10 

0.04 

379.59 

0.04 

0.02 

0.07 

0.01 

0.13 

- 

0.0100 

0.0079 

0.0111 

- 

0.029 

0.029 

0.095 

0.005 

0.090 

0.082 

90.73 

Critical 

Ranasar Kalan 

0817000502174600 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.003 

0.066 

2,025.36 

Over Exploited 

Roli 

0817000502199200 

0.10 

0.03 

473.24 

0.03 

0.03 

0.06 

0.01 

0.11 

- 

0.0300 

0.0063 

0.0090 

- 

0.045 

0.045 

0.103 

0.005 

0.098 

0.188 

191.83 

Over Exploited 

Sanawara Khurd 

0817000502199100 

0.10 

0.02 

190.12 

0.03 

0.03 

0.05 

0.01 

0.12 

- 

0.0300 

0.0055 

0.0078 

- 

0.043 

0.043 

0.097 

0.005 

0.093 

0.144 

155.60 

Over Exploited 

Sauwon Ki Beri 

0817000502176000 

0.06 

0.12 

148.08 

0.14 

- 

0.14 

0.03 

0.32 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.164 

0.008 

0.156 

0.156 

99.99 

Critical 

Shivji Ka Mandir 

0817000502194700 

0.10 

0.13 

(5.34) 

0.12 

0.05 

0.17 

0.03 

0.32 

- 

0.0600 

0.0114 

0.0161 

- 

0.088 

0.088 

0.259 

0.013 

0.246 

0.360 

146.63 

Over Exploited 

Sudaberi 

0817000502192300 

0.06 

0.01 

61,746.97 

0.01 

0.01 

0.02 

0.01 

0.07 

0.00 

- 

0.0045 

0.0064 

- 

0.011 

0.012 

0.037 

0.002 

0.035 

0.038 

108.14 

Over Exploited 



0.06 

0.13 

(129.46) 

0.11 

- 

0.11 

0.03 

0.26 

0.02 

0.0100 

- 

- 

- 

0.010 

0.025 

0.132 

0.007 

0.125 

0.135 

108.10 

Over Exploited 

Sudaberi Khurd 

0817000502192400 

0.06 

0.01 

179.92 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.008 

0.026 

347.00 

Over Exploited 

Teja Ki Dhani 

0817000502174300 

0.06 

0.08 

7.36 

0.09 

- 

0.09 

0.01 

0.12 

0.01 

- 

- 

- 

- 

- 

0.010 

0.096 

0.005 

0.091 

0.044 

48.20 

Safe 

Tejiyaws 

0817000502199000 

0.10 

0.13 

(35.14) 

0.11 

0.03 

0.14 

0.04 

0.41 

- 

0.0400 

0.0090 

0.0128 

- 

0.062 

0.062 

0.202 

0.010 

0.192 

0.213 

111.26 

Over Exploited 

Veermaniyon Ki Dhani 

0817000502193200 

0.06 

0.03 

(96.65) 

0.02 

0.01 

0.03 

0.03 

0.27 

0.00 

- 

0.0040 

0.0045 

- 

0.009 

0.012 

0.043 

0.002 

0.040 

0.013 

32.34 

Safe 



0.06 

0.00 

(9.11) 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.006 

248.23 

Over Exploited 



0.06 

0.00 

14.21 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0002 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

31.62 

Safe 

Aalpura 

0817000502197100 

0.10 

0.54 

(1.74) 

0.53 

0.22 

0.75 

0.02 

0.24 

0.06 

0.1400 

0.0635 

0.0897 

- 

0.293 

0.355 

1.109 

0.055 

1.054 

0.815 

77.32 

Semi Critical 



0.10 

0.08 

201.86 

0.10 

0.02 

0.12 

0.01 

0.10 

0.01 

0.0500 

- 

- 

- 

0.050 

0.060 

0.179 

0.009 

0.170 

0.320 

188.02 

Over Exploited 



0.10 

0.01 

560.26 

0.01 

0.03 

0.04 

0.00 

0.04 

0.00 

0.0100 

0.0092 

0.0130 

- 

0.032 

0.033 

0.072 

0.004 

0.069 

0.066 

95.89 

Critical 

Akal 

0817000602221600 

0.05 

0.10 

307,786.22 

0.08 

- 

0.08 

0.03 

0.23 

0.01 

- 

- 

- 

- 

- 

0.014 

0.095 

0.005 

0.090 

0.031 

34.27 

Safe 

Akwa 

0818000102273000 

0.10 

0.29 

- 

0.29 

0.03 

0.32 

0.04 

0.36 

0.04 

0.1000 

- 

- 

0.001 

0.101 

0.138 

0.453 

0.045 

0.408 

2.747 

673.42 

Over Exploited 

Alwara 

0818000102272500 

0.10 

0.44 

- 

0.44 

0.04 

0.48 

0.04 

0.36 

0.06 

0.1100 

- 

- 

0.001 

0.111 

0.168 

0.646 

0.065 

0.581 

3.097 

532.75 

Over Exploited 

Amarpura 

0817000502187700 

0.20 

0.73 

(76.01) 

0.58 

0.00 

0.59 

0.04 

0.31 

0.10 

- 

- 

- 

0.007 

0.007 

0.111 

0.698 

0.035 

0.663 

0.042 

6.36 

Safe 

Amliyala 

0817000502203400 

0.10 

0.15 

(43.79) 

0.12 

- 

0.12 

0.04 

0.34 

0.02 

0.0100 

- 

- 

- 

0.010 

0.029 

0.149 

0.007 

0.142 

0.081 

57.12 

Safe 

Andaniyon Ki Beri 

0817000502179100 

0.15 

0.14 

7.04 

0.15 

- 

0.15 

0.03 

0.29 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.175 

0.009 

0.166 

0.385 

231.55 

Over Exploited 

Aratwaw 

0817000502204800 

0.10 

0.14 

(17.18) 

0.12 

0.02 

0.14 

0.04 

0.40 

0.02 

0.0500 

- 

- 

- 

0.050 

0.066 

0.202 

0.010 

0.192 

0.301 

156.92 

Over Exploited 

Ariniyali Mahechan 

0817000502187500 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.025 

1,888.37 

Over Exploited 



0.20 

0.11 

- 

0.11 

0.01 

0.12 

0.02 

0.18 

0.01 

0.0200 

- 

- 

- 

0.020 

0.035 

0.151 

0.015 

0.136 

0.215 

158.55 

Over Exploited 



0.20 

0.04 

- 

0.04 

- 

0.04 

0.01 

0.11 

0.01 

- 

- 

- 

- 

- 

0.006 

0.047 

0.005 

0.042 

0.035 

84.37 

Semi Critical 

Babtara 

0818000102273400 

0.10 

1.03 

- 

1.03 

0.08 

1.10 

0.03 

0.25 

0.13 

0.2200 

- 

- 

0.011 

0.231 

0.361 

1.465 

0.146 

1.318 

6.233 

472.76 

Over Exploited 

Bagora 

0818000502308400 

0.15 

0.12 

- 

0.12 

0.02 

0.14 

0.01 

0.12 

0.01 

0.0500 

- 

- 

0.000 

0.050 

0.065 

0.204 

0.020 

0.184 

1.459 

794.35 

Over Exploited 



0.20 

0.44 

- 

0.44 

0.04 

0.48 

0.02 

0.19 

0.05 

0.1100 

- 

- 

- 

0.110 

0.165 

0.643 

0.064 

0.578 

3.127 

540.64 

Over Exploited 

Bagoti 

0818000502308500 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.020 

3,292.26 

Over Exploited 



0.20 

1.05 

- 

1.05 

0.01 

1.07 

0.04 

0.37 

0.13 

0.0300 

- 

- 

0.003 

0.033 

0.165 

1.230 

0.123 

1.107 

0.944 

85.21 

Semi Critical 

Bakani Sarnon Ki Dhani 

0817000502172500 

0.15 

0.29 

(31.09) 

0.23 

0.01 

0.24 

0.03 

0.23 

0.04 

0.0200 

- 

- 

- 

0.020 

0.055 

0.294 

0.015 

0.280 

0.557 

199.13 

Over Exploited 

Bali 

0818000502309900 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.068 

1,783.37 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Bamni 

081700050218630C 

30.052 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.627 

0.04 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

15.416 

0.04 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.048 

0.14 

0.26 







Non-command 

Younger Alluvium 

14.010 

0.04 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.044 

0.12 

0.23 


Band 

0817000502178800 

7.849 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.630 

0.47 

0.080 

0.10 

0.00 

0.00 

0.00 

0.00 

0.39 

0.25 

0.37 

0.024 

0.25 

0.39 


Banta 

0817000502199400 

7.713 

Fresh 

Narmada Canal 

Command 

Younger Alluvium 

1.749 

0.72 

0.080 

0.06 

0.02 

0.01 

0.01 

0.00 

0.13 

0.09 

0.25 

0.006 

0.08 

0.12 






Non-command 

Non-command 

Younger Alluvium 

5.963 

0.72 

0.080 

0.22 

0.05 

0.00 

0.00 

0.00 

0.51 

0.35 

0.84 

0.019 

0.29 

0.42 





Saline 

Non-command 

Non-command 

Younger Alluvium 

0.001 

0.72 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Barasan 

0817000502196400 

15.629 

Saline 

Narmada Canal 

Command 

Younger Alluvium 

15.382 

0.62 

0.080 

0.04 

0.00 

0.04 

0.06 

0.00 

0.70 

0.45 

0.08 

0.050 

0.30 

0.47 






Non-command 

Non-command 

Younger Alluvium 

0.247 

0.62 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.00 

0.01 


Baroodi 

0817000502205500 

7.664 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

7.662 

0.07 

0.080 

0.16 

0.02 

0.00 

0.00 

0.00 

0.18 

0.12 

0.62 

0.025 

0.39 

0.57 





Saline 

Non-command 

Non-command 

Younger Alluvium 

0.002 

0.07 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Batera 

0818000502308700 

16.146 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

16.146 

0.09 

0.100 

0.30 

0.04 

0.00 

0.00 

0.00 

0.41 

0.25 

1.10 

0.078 

0.33 

0.55 


Berinari 

0817000402163900 

12.989 

Fresh 

Non-command 

Non-command 

Jalore Granite 

3.367 

-0.61 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.013 

0.08 

0.15 







Non-command 

Older Alluvium 

1.061 

-0.61 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.004 

0.02 

0.05 


Bhakharpura 

0817000502205000 

7.743 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

7.743 

0.41 

0.080 

0.06 

0.01 

0.00 

0.00 

0.00 

0.30 

0.20 

0.22 

0.025 

0.36 

0.55 


Bhali Khal 

0817000502190700 

21.495 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.349 

0.47 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.004 

0.02 

0.03 







Non-command 

Younger Alluvium 

0.475 

0.47 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.002 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Younger Alluvium 

10.957 

0.47 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.43 

0.27 

0.02 

0.036 

0.14 

0.22 


Bhalkhari 

0817000502187900 

11.880 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.096 

0.60 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

11.785 

0.60 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.71 

0.40 

0.00 

0.037 

0.26 

0.46 


Bhambhuon Ka Bas 

0817000502197300 

9.600 

Saline 

Narmada Canal 

Command 

Younger Alluvium 

2.430 

0.63 

0.080 

0.00 

0.00 

0.01 

0.01 

0.00 

0.11 

0.07 

0.00 

0.008 

0.08 

0.12 


Bhaogiriji Ka Meetha 

0817000502187300 

17.350 

Fresh 

Non-command 

Non-command 

Older Alluvium 

16.492 

-0.24 

0.080 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.61 

0.051 

0.26 

0.49 







Non-command 

Younger Alluvium 

0.858 

-0.24 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.003 

0.01 

0.03 


Bhata 

0817000502187100 

54.946 

Fresh 

Non-command 

Non-command 

Older Alluvium 

54.946 

-0.43 

0.080 

0.88 

0.04 

0.00 

0.00 

0.01 

0.00 

0.00 

3.31 

0.171 

0.29 

0.53 


Bhatala @ Kharwa 

0817000502200800 

23.529 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.238 

0.53 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.36 

0.22 

0.08 

0.019 

0.07 

0.12 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.302 

0.53 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.00 

0.004 

0.02 

0.02 







Non-command 

Younger Alluvium 

9.494 

0.53 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.53 

0.32 

0.03 

0.030 

0.11 

0.18 


Bhawniyon Ki Dhani 

0817000502205200 

2.467 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.467 

0.30 

0.080 

0.12 

0.02 

0.00 

0.00 

0.00 

0.16 

0.11 

0.48 

0.008 

0.37 

0.55 


Bhedana 

0817000502203300 

28.893 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

28.893 

-0.49 

0.080 

0.28 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.02 

0.094 

0.31 

0.51 


Bhilon Ka Gol 

0817000502171200 

11.634 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.004 

0.16 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.16 

0.11 

0.14 

0.028 

0.19 

0.28 


Bhilon Ki Dhani 

0817000502178600 

9.725 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.724 

0.51 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.002 

0.02 

0.03 



0817000502200000 

7.158 

Fresh 

Narmada Canal 

Command 

Younger Alluvium 

4.437 

0.47 

0.080 

0.07 

0.01 

0.01 

0.01 

0.00 

0.21 

0.12 

0.27 

0.014 

0.18 

0.31 






Non-command 

Non-command 

Younger Alluvium 

2.722 

0.47 

0.080 

0.04 

0.01 

0.00 

0.00 

0.00 

0.13 

0.08 

0.16 

0.009 

0.11 

0.19 


Bhooka Bhagatsingh 

0817000502185700 

24.633 

Saline 

Non-command 

Non-command 

Older Alluvium 

16.506 

-0.77 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.051 

0.17 

0.34 







Non-command 

Younger Alluvium 

0.026 

-0.77 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhooka Thansingh 

0817000502185500 

19.390 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.499 

0.57 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.00 

0.005 

0.02 

0.04 


Bhundwa 

0818000102272900 

11.649 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.488 

0.24 

0.060 

0.60 

0.03 

0.00 

0.00 

0.00 

0.65 

0.42 

2.35 

0.029 

0.16 

0.25 


Bichhawari 

0818000502309400 

3.967 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.404 

-0.98 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.007 

0.12 

0.20 


Bijaliya 

0818000502307900 

14.084 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.084 

-1.17 

0.060 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.068 

0.30 

0.50 


Bilasar 

0817000502183600 

4.613 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.211 

0.77 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.11 

0.00 

0.010 

0.17 

0.30 







Non-command 

Rhyolite 

1.402 

0.77 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.004 

0.08 

0.13 


Chak Gudha 

0817000502197000 

13.116 

Fresh 

Narmada Canal 

Command 

Younger Alluvium 

9.482 

0.79 

0.080 

0.09 

0.02 

0.03 

0.04 

0.00 

0.60 

0.39 

0.31 

0.031 

0.24 

0.37 





Saline 

Narmada Canal 

Command 

Younger Alluvium 

3.635 

0.79 

0.080 

0.02 

0.00 

0.01 

0.01 

0.00 

0.22 

0.15 

0.06 

0.012 

0.09 

0.14 


Chandon Ki Dhani 

0817000502187400 

19.524 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.972 

0.00 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.003 

0.01 

0.02 







Non-command 

Younger Alluvium 

12.039 

0.00 

0.100 

0.12 

0.02 

0.00 

0.00 

0.00 

0.10 

0.06 

0.45 

0.038 

0.17 

0.31 





Saline 

Non-command 

Non-command 

Younger Alluvium 

6.513 

0.00 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.06 

0.020 

0.09 

0.17 


Chhajala 

0818000502308000 

9.420 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.420 

-1.15 

0.060 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.046 

0.30 

0.50 


Chodhariyon Ki Dhani 

0817000502186700 

47.204 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.800 

-0.96 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.006 

0.01 

0.02 


Chonchawan 

0818000102271900 

20.589 

Fresh 

Non-command 

Non-command 

Older Alluvium 

20.589 

-0.64 

0.060 

0.66 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.50 

0.109 

0.29 

0.51 


Chootoo 

0817000502180100 

44.314 

Fresh 

Non-command 

Non-command 

Older Alluvium 

16.068 

0.51 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.70 

0.45 

0.12 

0.050 

0.09 

0.14 


Chorliya Nada 

0817000502189200 

10.279 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.750 

0.63 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.40 

0.25 

0.00 

0.024 

0.18 

0.29 


Dabhad 

0817000502190600 

15.783 

Fresh 

Narmada Canal 

Command 

Younger Alluvium 

0.207 

0.52 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.001 

0.00 

0.01 






Non-command 

Non-command 

Younger Alluvium 

9.672 

0.52 

0.080 

0.08 

0.01 

0.00 

0.00 

0.00 

0.47 

0.28 

0.28 

0.031 

0.17 

0.29 





Saline 

Narmada Canal 

Command 

Younger Alluvium 

0.804 

0.52 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.003 

0.01 

0.02 






Non-command 

Non-command 

Younger Alluvium 

5.099 

0.52 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.23 

0.14 

0.08 

0.017 

0.09 

0.15 


Dabhad Bhatiyan 

0817000502188500 

17.513 

Saline 

Non-command 

Non-command 

Older Alluvium 

17.513 

0.81 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

1.15 

0.69 

0.00 

0.055 

0.25 

0.42 


Dadal 

0818000102274500 

34.458 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.176 

-0.54 

0.060 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.47 

0.022 

0.04 

0.07 







Non-command 

Younger Alluvium 

8.939 

-0.54 

0.100 

0.28 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.08 

0.047 

0.09 

0.15 


Dahiva 

0818000102272300 

24.349 

Fresh 

Non-command 

Non-command 

Older Alluvium 

24.349 

1.65 

0.060 

0.76 

0.04 

0.00 

0.00 

0.00 

3.12 

1.81 

2.86 

0.129 

0.30 

0.52 


Dakhan 

0817000502186500 

46.884 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.429 

0.22 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.00 

0.004 

0.01 

0.01 







Non-command 

Younger Alluvium 

30.192 

0.22 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.69 

0.36 

0.00 

0.094 

0.16 

0.31 


Dand 

0817000502186400 

14.463 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.837 

0.13 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.012 

0.07 

0.13 







Non-command 

Younger Alluvium 

10.626 

0.13 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.08 

0.00 

0.033 

0.19 

0.36 


Dangariya 

0817000502198700 

26.436 

Fresh 

Narmada Canal 

Command 

Younger Alluvium 

0.439 

0.28 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.001 

0.01 

0.01 





Saline 

Narmada Canal 

Command 

Younger Alluvium 

1.814 

0.28 

0.080 

0.00 

0.00 

0.01 

0.01 

0.00 

0.03 

0.02 

0.01 

0.006 

0.03 

0.04 






Non-command 

Non-command 

Younger Alluvium 

23.003 

0.28 

0.080 

0.05 

0.01 

0.00 

0.00 

0.00 

0.55 

0.38 

0.12 

0.075 

0.35 

0.51 


Dangawa 

0817000502201700 

19.650 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.914 

0.41 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.003 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Younger Alluvium 

18.736 

0.41 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.79 

0.45 

0.00 

0.058 

0.26 

0.45 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Bamni 

0817000502186300 

0.15 

0.00 

111.97 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

293.89 

Over Exploited 



0.15 

0.31 

(88.16) 

0.25 

- 

0.25 

0.02 

0.16 

0.05 

- 

- 

- 

- 

- 

0.046 

0.298 

0.015 

0.283 

0.048 

16.99 

Safe 



0.20 

0.35 

(89.74) 

0.28 

- 

0.28 

0.02 

0.14 

0.05 

- 

- 

- 

- 

- 

0.051 

0.328 

0.016 

0.311 

0.044 

14.02 

Safe 

Band 

0817000502178800 

0.15 

0.28 

(12.56) 

0.25 

- 

0.25 

0.03 

0.28 

0.04 

0.0100 

- 

- 

- 

0.010 

0.045 

0.292 

0.015 

0.278 

0.391 

140.70 

Over Exploited 

Banta 

0817000502199400 

0.10 

0.01 

495.35 

0.02 

0.03 

0.05 

0.01 

0.09 

- 

0.0500 

0.0045 

0.0063 

- 

0.061 

0.061 

0.111 

0.006 

0.105 

0.251 

238.52 

Over Exploited 



0.10 

0.17 

104.06 

0.21 

0.05 

0.26 

0.03 

0.32 

- 

0.1600 

- 

- 

0.001 

0.161 

0.161 

0.417 

0.021 

0.396 

0.854 

215.66 

Over Exploited 



0.10 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Barasan 

0817000502196400 

0.10 

0.46 

(3.83) 

0.45 

0.11 

0.55 

0.04 

0.34 

0.05 

0.0100 

0.0394 

0.0556 

0.000 

0.105 

0.160 

0.713 

0.036 

0.677 

0.126 

18.61 

Safe 



0.10 

0.00 

6,530.46 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Baroodi 

0817000502205500 

0.10 

0.30 

(58.44) 

0.24 

0.02 

0.26 

0.04 

0.43 

- 

0.0700 

- 

- 

0.002 

0.072 

0.072 

0.329 

0.016 

0.313 

0.644 

205.87 

Over Exploited 



0.10 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Batera 

0818000502308700 

0.20 

1.08 

(77.08) 

0.86 

0.04 

0.90 

0.04 

0.38 

0.14 

0.1200 

- 

- 

0.001 

0.121 

0.256 

1.159 

0.058 

1.101 

1.178 

106.98 

Over Exploited 

Berinari 

0817000402163900 

0.11 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.043 

0.004 

0.039 

0.199 

516.48 

Over Exploited 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.080 

2,001.88 

Over Exploited 

Bhakharpura 

0817000502205000 

0.10 

0.28 

(28.18) 

0.22 

0.01 

0.24 

0.04 

0.40 

0.03 

0.0400 

- 

- 

0.002 

0.042 

0.073 

0.308 

0.015 

0.293 

0.248 

84.70 

Semi Critical 

Bhali Khal 

0817000502190700 

0.06 

0.00 

1,628.73 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.004 

256.36 

Over Exploited 



0.10 

0.00 

3,825.90 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

437.39 

Over Exploited 



0.10 

0.15 

78.71 

0.18 

- 

0.18 

0.02 

0.15 

0.02 

- 

- 

- 

- 

- 

0.019 

0.198 

0.010 

0.188 

0.054 

28.52 

Safe 

Bhalkhari 

0817000502187900 

0.15 

0.00 

8,382.42 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.62 

(34.62) 

0.50 

0.00 

0.50 

0.04 

0.30 

0.09 

- 

- 

- 

0.002 

0.002 

0.089 

0.586 

0.029 

0.556 

0.037 

6.60 

Safe 

Bhambhuon Ka Bas 

0817000502197300 

0.10 

0.02 

270.40 

0.02 

0.01 

0.04 

0.01 

0.09 

0.00 

- 

0.0052 

0.0059 

- 

0.011 

0.013 

0.049 

0.002 

0.047 

0.012 

25.53 

Safe 

Bhaogiriji Ka Meetha 

0817000502187300 

0.15 

0.65 

- 

0.65 

0.01 

0.66 

0.04 

0.30 

0.09 

0.0200 

- 

- 

- 

0.020 

0.113 

0.778 

0.078 

0.700 

0.656 

93.79 

Critical 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.035 

1,428.30 

Over Exploited 

Bhata 

0817000502187100 

0.15 

2.37 

- 

2.37 

0.05 

2.42 

0.04 

0.33 

0.33 

0.1200 

- 

- 

0.010 

0.130 

0.461 

2.878 

0.288 

2.590 

3.476 

134.22 

Over Exploited 

Bhatala @ Kharwa 

0817000502200800 

0.20 

0.09 

143.13 

0.11 

- 

0.11 

0.01 

0.08 

0.01 

- 

- 

- 

- 

- 

0.012 

0.121 

0.006 

0.115 

0.095 

82.81 

Semi Critical 



0.15 

0.00 

1,036.69 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.008 

213.91 

Over Exploited 



0.20 

0.21 

(47.75) 

0.25 

- 

0.25 

0.01 

0.13 

0.03 

- 

- 

- 

- 

- 

0.028 

0.281 

0.014 

0.267 

0.056 

20.82 

Safe 

Bhawniyon Ki Dhani 

0817000502205200 

0.10 

0.09 

15.89 

0.11 

0.02 

0.13 

0.04 

0.41 

0.01 

0.0500 

- 

- 

- 

0.050 

0.060 

0.186 

0.009 

0.177 

0.483 

273.51 

Over Exploited 

Bhedana 

0817000502203300 

0.10 

0.89 

- 

0.89 

0.01 

0.91 

0.04 

0.35 

0.12 

0.0400 

- 

- 

0.001 

0.041 

0.157 

1.063 

0.106 

0.957 

1.109 

115.94 

Over Exploited 

Bhilon Ka Gol 

0817000502171200 

0.15 

0.25 

(57.18) 

0.20 

- 

0.20 

0.02 

0.21 

0.03 

0.0100 

- 

- 

- 

0.010 

0.041 

0.241 

0.012 

0.229 

0.172 

75.14 

Semi Critical 

Bhilon Ki Dhani 

0817000502178600 

0.06 

0.00 

96,359.54 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.006 

645.68 

Over Exploited 


0817000502200000 

0.10 

0.08 

51.62 

0.10 

0.03 

0.13 

0.02 

0.21 

0.01 

0.0300 

0.0095 

0.0107 

- 

0.050 

0.061 

0.191 

0.010 

0.181 

0.280 

154.76 

Over Exploited 



0.10 

0.03 

159.64 

0.04 

0.01 

0.05 

0.01 

0.13 

0.00 

0.0200 

- 

- 

0.001 

0.021 

0.025 

0.073 

0.004 

0.069 

0.167 

241.96 

Over Exploited 

Bhooka Bhagatsingh 

0817000502185700 

0.15 

0.43 

- 

0.43 

0.00 

0.43 

0.03 

0.20 

0.06 

- 

- 

- 

0.004 

0.004 

0.068 

0.497 

0.050 

0.447 

0.051 

11.50 

Safe 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhooka Thansingh 

0817000502185500 

0.20 

0.01 

674.86 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.007 

0.005 

64.89 

Safe 

Bhundwa 

0818000102272900 

0.10 

0.09 

379.67 

0.10 

0.03 

0.13 

0.02 

0.18 

0.01 

0.0900 

- 

- 

0.002 

0.092 

0.103 

0.238 

0.012 

0.226 

2.378 

1,053.93 

Over Exploited 

Bichhawari 

0818000502309400 

0.20 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.14 

0.00 

- 

- 

- 

- 

- 

0.004 

0.039 

0.004 

0.035 

0.054 

153.51 

Over Exploited 

Bijaliya 

0818000502307900 

0.15 

0.64 

- 

0.64 

0.00 

0.64 

0.04 

0.34 

0.08 

0.0100 

- 

- 

0.005 

0.016 

0.100 

0.742 

0.074 

0.668 

0.356 

53.33 

Safe 

Bilasar 

0817000502183600 

0.15 

0.08 

36.29 

0.10 

- 

0.10 

0.02 

0.20 

0.01 

- 

- 

- 

- 

- 

0.012 

0.112 

0.006 

0.107 

0.010 

9.38 

Safe 



0.05 

0.01 

74.89 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.004 

64.41 

Safe 

Chak Gudha 

0817000502197000 

0.10 

0.23 

72.87 

0.27 

0.09 

0.36 

0.03 

0.27 

0.03 

0.0600 

0.0243 

0.0343 

- 

0.119 

0.144 

0.501 

0.025 

0.476 

0.341 

71.54 

Semi Critical 



0.10 

0.03 

337.34 

0.04 

0.03 

0.07 

0.01 

0.10 

0.00 

0.0100 

0.0093 

0.0131 

- 

0.032 

0.036 

0.101 

0.005 

0.096 

0.070 

72.52 

Semi Critical 

Chandon Ki Dhani 

0817000502187400 

0.15 

0.00 

179.64 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.027 

1,058.16 

Over Exploited 



0.20 

0.41 

(86.40) 

0.33 

0.02 

0.35 

0.02 

0.19 

0.06 

0.0500 

- 

- 

- 

0.050 

0.108 

0.456 

0.023 

0.433 

0.484 

111.61 

Over Exploited 



0.20 

0.12 

(90.57) 

0.10 

- 

0.10 

0.01 

0.11 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.123 

0.006 

0.117 

0.081 

69.58 

Safe 

Chhajala 

0818000502308000 

0.15 

0.43 

- 

0.43 

0.00 

0.43 

0.04 

0.34 

0.06 

0.0100 

- 

- 

0.000 

0.010 

0.067 

0.498 

0.050 

0.448 

0.334 

74.49 

Semi Critical 

Chodhariyon Ki Dhani 

0817000502186700 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.013 

449.98 

Over Exploited 

Chonchawan 

0818000102271900 

0.10 

0.59 

- 

0.59 

0.03 

0.62 

0.04 

0.33 

0.08 

0.0900 

- 

- 

0.003 

0.093 

0.175 

0.797 

0.080 

0.717 

2.611 

364.11 

Over Exploited 

Chootoo 

0817000502180100 

0.15 

0.22 

104.47 

0.26 

- 

0.26 

0.01 

0.10 

0.03 

- 

- 

- 

- 

- 

0.028 

0.292 

0.015 

0.277 

0.170 

61.28 

Safe 

Chorliya Nada 

0817000502189200 

0.15 

0.21 

18.12 

0.25 

- 

0.25 

0.02 

0.21 

0.03 

- 

- 

- 

- 

- 

0.028 

0.281 

0.014 

0.267 

0.024 

9.04 

Safe 

Dabhad 

0817000502190600 

0.10 

0.00 

5,719.31 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0004 

0.0005 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.008 

391.38 

Over Exploited 



0.10 

0.17 

68.92 

0.20 

0.01 

0.21 

0.02 

0.20 

0.02 

0.0300 

- 

- 

- 

0.030 

0.051 

0.264 

0.013 

0.250 

0.312 

124.82 

Over Exploited 



0.10 

0.00 

1,410.32 

0.00 

0.00 

0.01 

0.00 

0.02 

0.00 

- 

0.0017 

0.0019 

- 

0.004 

0.004 

0.009 

0.000 

0.009 

0.014 

153.03 

Over Exploited 



0.10 

0.05 

198.51 

0.06 

- 

0.06 

0.01 

0.10 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.072 

0.004 

0.069 

0.093 

135.12 

Over Exploited 

Dabhad Bhatiyan 

0817000502188500 

0.15 

0.67 

3.62 

0.69 

0.00 

0.69 

0.03 

0.29 

0.09 

- 

- 

- 

0.001 

0.001 

0.092 

0.785 

0.039 

0.746 

0.055 

7.31 

Safe 

Dadal 

0818000102274500 

0.10 

0.02 

- 

0.02 

0.01 

0.03 

0.01 

0.05 

0.00 

0.0200 

- 

- 

0.001 

0.021 

0.023 

0.051 

0.005 

0.046 

0.490 

1,058.32 

Over Exploited 



0.15 

0.12 

- 

0.12 

0.01 

0.13 

0.01 

0.10 

0.02 

0.0400 

- 

- 

0.001 

0.041 

0.056 

0.189 

0.019 

0.170 

1.124 

662.43 

Over Exploited 

Dahiva 

0818000102272300 

0.10 

0.74 

144.99 

0.89 

0.04 

0.93 

0.04 

0.34 

0.10 

0.1100 

- 

- 

0.004 

0.114 

0.213 

1.144 

0.057 

1.087 

2.991 

275.23 

Over Exploited 

Dakhan 

0817000502186500 

0.15 

0.00 

696.46 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.004 

212.27 

Over Exploited 



0.20 

0.97 

(63.33) 

0.78 

0.00 

0.78 

0.02 

0.19 

0.15 

- 

- 

- 

0.006 

0.006 

0.154 

0.935 

0.047 

0.888 

0.098 

11.04 

Safe 

Dand 

0817000502186400 

0.15 

0.04 

(47.33) 

0.03 

- 

0.03 

0.01 

0.08 

0.01 

- 

- 

- 

- 

- 

0.006 

0.037 

0.002 

0.036 

0.012 

33.56 

Safe 



0.20 

0.40 

(80.83) 

0.32 

- 

0.32 

0.03 

0.22 

0.06 

- 

- 

- 

- 

- 

0.060 

0.383 

0.019 

0.364 

0.033 

9.09 

Safe 

Dangariya 

0817000502198700 

0.10 

0.00 

1,475.03 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0011 

0.0016 

- 

0.003 

0.003 

0.006 

0.000 

0.006 

0.008 

145.24 

Over Exploited 



0.10 

0.00 

281.56 

0.01 

0.01 

0.02 

0.00 

0.03 

- 

- 

0.0046 

0.0066 

- 

0.011 

0.011 

0.030 

0.001 

0.028 

0.017 

59.69 

Safe 



0.10 

0.80 

(52.70) 

0.64 

0.01 

0.65 

0.04 

0.39 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.671 

0.034 

0.637 

0.194 

30.41 

Safe 

Dangawa 

0817000502201700 

0.20 

0.00 

824.29 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.003 

97.00 

Critical 



0.20 

0.97 

(53.82) 

0.77 

- 

0.77 

0.04 

0.29 

0.14 

- 

- 

- 

- 

- 

0.136 

0.911 

0.046 

0.866 

0.058 

6.74 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Dargura 

081700050220190C 

9.672 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

8.959 

0.06 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.13 

0.028 

0.26 

0.45 





Saline 

Non-command 

Non-command 

Younger Alluvium 

0.712 

0.06 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.02 

0.04 


Dedawas Charnan 

081700050220410C 

3.350 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.350 

0.78 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.23 

0.14 

0.05 

0.011 

0.30 

0.48 


Dedawas Jageer 

081700050220400C 

4.587 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.587 

0.78 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.31 

0.20 

0.11 

0.015 

0.30 

0.48 


Dedawas Ka Goliya 

081700050220390C 

10.716 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

10.716 

0.75 

0.080 

0.07 

0.01 

0.00 

0.00 

0.00 

0.71 

0.44 

0.22 

0.035 

0.31 

0.50 


Deoda Ka Goliya 

0818000502308800 

9.087 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

9.087 

0.13 

0.100 

0.83 

0.12 

0.00 

0.00 

0.00 

0.83 

0.50 

3.27 

0.044 

0.34 

0.56 


Deonagar 

0817000502203200 

33.171 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.905 

-1.12 

0.060 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.048 

0.14 

0.22 







Non-command 

Younger Alluvium 

18.266 

-1.12 

0.080 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.60 

0.059 

0.17 

0.28 


Dhandhlawas 

0817000502189900 

11.772 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.701 

0.75 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.06 

0.006 

0.04 

0.07 


Dhanne Ki Dhani 

0817000502183300 

28.548 

Saline 

Non-command 

Non-command 

Older Alluvium 

27.599 

0.65 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

1.46 

0.85 

0.01 

0.086 

0.24 

0.42 







Non-command 

Rhyolite 

0.086 

0.65 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

0.863 

0.65 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.00 

0.003 

0.01 

0.01 


Dhanwa 

0817000502186900 

31.095 

Fresh 

Non-command 

Non-command 

Older Alluvium 

17.498 

-0.52 

0.080 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.63 

0.055 

0.15 

0.29 





Saline 

Non-command 

Non-command 

Older Alluvium 

7.295 

-0.52 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.023 

0.06 

0.12 


Dheemri 

0817000502199800 

20.141 

Fresh 

Narmada Canal 

Command 

Younger Alluvium 

2.854 

0.62 

0.080 

0.01 

0.00 

0.01 

0.01 

0.00 

0.13 

0.09 

0.04 

0.009 

0.05 

0.08 






Non-command 

Non-command 

Younger Alluvium 

17.286 

0.62 

0.080 

0.08 

0.02 

0.00 

0.00 

0.00 

0.91 

0.61 

0.25 

0.056 

0.31 

0.46 


Dhobali 

0817000502202900 

5.573 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.573 

-0.31 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.017 

0.29 

0.48 


Dholpaliya Nada 

0817000502171300 

8.291 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.004 

-0.19 

0.080 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.022 

0.20 

0.30 


Dhooriya Motisingh 

0817000502187200 

19.805 

Fresh 

Non-command 

Non-command 

Older Alluvium 

19.805 

0.24 

0.080 

0.37 

0.02 

0.00 

0.00 

0.00 

0.74 

0.41 

1.39 

0.062 

0.30 

0.53 


Dhooriyawas 

0817000502182300 

8.833 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.709 

0.23 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.11 

0.00 

0.027 

0.24 

0.38 


Disantrinari 

0817000502200200 

12.916 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.169 

0.60 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.00 

0.01 





Saline 

Non-command 

Non-command 

Younger Alluvium 

1.442 

0.60 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.01 

0.005 

0.03 

0.05 


Doodasar 

0817000502171100 

3.368 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.948 

0.07 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.12 

0.003 

0.07 

0.10 


Doodhwa 

0818000102272700 

7.162 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.162 

-1.12 

0.060 

0.61 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.40 

0.038 

0.33 

0.52 


Ed Amarsingh 

0817000502188100 

18.772 

Saline 

Non-command 

Non-command 

Older Alluvium 

18.588 

0.64 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.96 

0.56 

0.00 

0.058 

0.25 

0.44 







Non-command 

Younger Alluvium 

0.183 

0.64 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.00 

0.00 


Ed Manji 

0817000502188400 

5.955 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.955 

0.51 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.25 

0.16 

0.00 

0.019 

0.25 

0.41 


Ed Sindari 

0817000502188200 

8.537 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.537 

0.65 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.45 

0.26 

0.00 

0.027 

0.25 

0.44 


Evadi Bhimji 

0817000502183900 

14.508 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.281 

0.93 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.00 

0.01 







Non-command 

Rhyolite 

3.115 

0.93 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.01 

0.010 

0.05 

0.10 







Non-command 

Younger Alluvium 

11.083 

0.93 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

1.06 

0.58 

0.02 

0.035 

0.19 

0.35 


Evadi Chauseera 

0817000502184100 

3.668 

Saline 

Non-command 

Non-command 

Rhyolite 

0.786 

0.82 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.05 

0.09 


Evadi Manji 

0817000502184000 

12.064 

Saline 

Non-command 

Non-command 

Rhyolite 

1.302 

0.86 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.004 

0.03 

0.05 







Non-command 

Younger Alluvium 

10.762 

0.86 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.95 

0.51 

0.03 

0.034 

0.22 

0.41 


Gadesara 

0817000502187800 

8.683 

Saline 

Non-command 

Non-command 

Younger Alluvium 

8.683 

0.65 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.57 

0.32 

0.00 

0.027 

0.26 

0.48 


Gadevi 

0817000502199300 

9.001 

Fresh 

Narmada Canal 

Command 

Younger Alluvium 

3.553 

0.35 

0.080 

0.10 

0.03 

0.01 

0.01 

0.00 

0.15 

0.10 

0.40 

0.012 

0.15 

0.22 






Non-command 

Non-command 

Younger Alluvium 

3.346 

0.35 

0.080 

0.10 

0.02 

0.00 

0.00 

0.00 

0.17 

0.12 

0.38 

0.011 

0.14 

0.21 





Saline 

Non-command 

Non-command 

Younger Alluvium 

2.102 

0.35 

0.080 

0.03 

0.01 

0.00 

0.00 

0.00 

0.08 

0.05 

0.12 

0.007 

0.09 

0.13 


Galanadi 

0817000502187600 

18.634 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.574 

0.03 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.02 







Non-command 

Younger Alluvium 

12.164 

0.03 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.07 

0.04 

0.14 

0.038 

0.18 

0.32 





Saline 

Non-command 

Non-command 

Younger Alluvium 

5.896 

0.03 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.02 

0.018 

0.09 

0.16 


Gandhaw Kalan 

0817000502198600 

10.337 

Fresh 

Narmada Canal 

Command 

Younger Alluvium 

0.501 

0.35 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.02 

0.03 





Saline 

Narmada Canal 

Command 

Younger Alluvium 

4.616 

0.35 

0.080 

0.02 

0.00 

0.01 

0.02 

0.00 

0.12 

0.08 

0.05 

0.015 

0.18 

0.26 






Non-command 

Non-command 

Younger Alluvium 

4.515 

0.35 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.05 

0.015 

0.18 

0.26 


Gandhaw Khurd 

0817000502198400 

33.974 

Fresh 

Narmada Canal 

Command 

Younger Alluvium 

16.339 

0.41 

0.080 

0.05 

0.01 

0.05 

0.07 

0.00 

0.47 

0.32 

0.14 

0.053 

0.20 

0.29 






Non-command 

Non-command 

Younger Alluvium 

3.124 

0.41 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.03 

0.010 

0.04 

0.06 





Saline 

Narmada Canal 

Command 

Younger Alluvium 

0.855 

0.41 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.003 

0.01 

0.02 






Non-command 

Non-command 

Younger Alluvium 

2.017 

0.41 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.01 

0.007 

0.02 

0.04 


Gangli 

0817000502184200 

19.196 

Saline 

Non-command 

Non-command 

Rhyolite 

0.333 

0.74 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 







Non-command 

Younger Alluvium 

11.159 

0.74 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.83 

0.45 

0.00 

0.035 

0.14 

0.26 


Godaron Ki Dhani 

0817000502198500 

7.411 

Fresh 

Narmada Canal 

Command 

Younger Alluvium 

5.074 

0.30 

0.080 

0.04 

0.01 

0.01 

0.02 

0.00 

0.12 

0.08 

0.14 

0.017 

0.27 

0.39 






Non-command 

Non-command 

Younger Alluvium 

0.187 

0.30 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 





Saline 

Narmada Canal 

Command 

Younger Alluvium 

0.439 

0.30 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.03 






Non-command 

Non-command 

Younger Alluvium 

0.681 

0.30 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.002 

0.04 

0.05 


Goliya Garwa 

0817000502179800 

5.147 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.282 

0.55 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.004 

0.07 

0.11 





Saline 

Non-command 

Non-command 

Younger Alluvium 

3.306 

0.55 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.00 

0.011 

0.17 

0.27 


Goliya Jeewraj 

0817000502202700 

10.822 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.089 

-0.75 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.007 

0.06 

0.09 







Non-command 

Younger Alluvium 

8.733 

-0.75 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.027 

0.24 

0.40 


Goliya Jetmal 

0817000502172600 

13.192 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.363 

0.28 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.25 

0.007 

0.04 

0.07 


Goliya Kalan 

0817000502203600 

6.904 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.904 

0.55 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.33 

0.20 

0.06 

0.022 

0.31 

0.50 


Goliya Maheechan 

0817000502186800 

8.051 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.051 

-0.49 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.025 

0.27 

0.51 


Goojarwara 

0818000502309300 

3.964 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.096 

-0.88 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.005 

0.10 

0.16 


Goramaniyon Ki Dhani 

0817000502190000 

2.707 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.790 

0.77 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.01 

0.003 

0.09 

0.14 


Gudhamalani 

0817000502196900 

9.596 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

9.467 

0.58 

0.080 

0.08 

0.01 

0.00 

0.00 

0.00 

0.51 

0.30 

0.27 

0.031 

0.30 

0.51 


Gura Hema 

0818000602319600 

25.952 

Saline 

Non-command 

Non-command 

Younger Alluvium 

4.022 

0.31 

0.120 

0.03 

0.01 

0.00 

0.00 

0.00 

0.17 

0.12 

0.09 

0.010 

0.07 

0.09 


Guruon Ka Tala 

0817000502172400 

10.626 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.218 

0.21 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 


Hajaniyon Ki Dhani 

0817000502204600 

9.324 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

9.324 

0.50 

0.080 

0.13 

0.02 

0.00 

0.00 

0.00 

0.48 

0.32 

0.48 

0.030 

0.35 

0.54 


Harmoo 

0818000102274200 

18.463 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.833 

1.80 

0.060 

0.05 

0.00 

0.00 

0.00 

0.00 

0.25 

0.16 

0.18 

0.010 

0.03 

0.05 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Dargura 

0817000502201900 

0.20 

0.47 

(88.34) 

0.37 

- 

0.37 

0.04 

0.30 

0.06 

0.0100 

- 

- 

- 

0.010 

0.075 

0.447 

0.022 

0.425 

0.158 

37.17 

Safe 



0.20 

0.00 

(15.12) 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.006 

225.06 

Over Exploited 

Dedawas Charnan 

0817000502204100 

0.10 

0.10 

40.56 

0.12 

- 

0.12 

0.04 

0.34 

0.01 

0.0100 

- 

- 

- 

0.010 

0.023 

0.145 

0.007 

0.138 

0.061 

44.17 

Safe 

Dedawas Jageer 

0817000502204000 

0.10 

0.14 

42.66 

0.17 

0.00 

0.17 

0.04 

0.34 

0.02 

0.0100 

- 

- 

0.001 

0.011 

0.029 

0.194 

0.010 

0.185 

0.123 

66.60 

Safe 

Dedawas Ka Goliya 

0817000502203900 

0.10 

0.33 

32.50 

0.40 

0.01 

0.41 

0.04 

0.35 

0.04 

0.0300 

- 

- 

- 

0.030 

0.072 

0.479 

0.024 

0.455 

0.258 

56.61 

Safe 

Deoda Ka Goliya 

0818000502308800 

0.20 

0.62 

(18.59) 

0.50 

0.12 

0.62 

0.04 

0.38 

0.08 

0.3700 

- 

- 

0.001 

0.371 

0.448 

1.070 

0.053 

1.016 

3.318 

326.57 

Over Exploited 

Deonagar 

0817000502203200 

0.06 

0.12 

- 

0.12 

- 

0.12 

0.02 

0.16 

0.02 

0.0100 

- 

- 

- 

0.010 

0.026 

0.151 

0.015 

0.136 

0.293 

216.27 

Over Exploited 



0.10 

0.31 

- 

0.31 

0.01 

0.32 

0.02 

0.19 

0.04 

0.0200 

- 

- 

0.001 

0.021 

0.061 

0.383 

0.038 

0.345 

0.657 

190.55 

Over Exploited 

Dhandhlawas 

0817000502189900 

0.10 

0.01 

972.09 

0.01 

0.00 

0.01 

0.01 

0.05 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.011 

0.019 

0.001 

0.018 

0.064 

344.12 

Over Exploited 

Dhanne Ki Dhani 

0817000502183300 

0.15 

1.01 

(16.20) 

0.85 

- 

0.85 

0.03 

0.28 

0.14 

- 

- 

- 

- 

- 

0.143 

0.989 

0.049 

0.939 

0.100 

10.65 

Safe 



0.05 

0.00 

15,221.07 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.00 

2,363.88 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.003 

160.38 

Over Exploited 

Dhanwa 

0817000502186900 

0.15 

0.40 

- 

0.40 

0.01 

0.41 

0.02 

0.18 

0.06 

0.0200 

- 

- 

- 

0.020 

0.079 

0.490 

0.049 

0.441 

0.684 

154.89 

Over Exploited 



0.15 

0.07 

- 

0.07 

- 

0.07 

0.01 

0.07 

0.01 

- 

- 

- 

- 

- 

0.010 

0.080 

0.008 

0.072 

0.099 

137.10 

Over Exploited 

Dheemri 

0817000502199800 

0.10 

0.01 

74,635.30 

0.02 

0.02 

0.04 

0.01 

0.06 

- 

0.0100 

0.0073 

0.0103 

- 

0.028 

0.028 

0.065 

0.003 

0.061 

0.052 

85.13 

Semi Critical 



0.10 

0.53 

136,081.35 

0.61 

0.02 

0.63 

0.03 

0.34 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.678 

0.034 

0.644 

0.301 

46.76 

Safe 

Dhobali 

0817000502202900 

0.20 

0.33 

- 

0.33 

- 

0.33 

0.04 

0.33 

0.04 

- 

- 

- 

- 

- 

0.043 

0.369 

0.037 

0.332 

0.060 

18.17 

Safe 

Dholpaliya Nada 

0817000502171300 

0.15 

0.21 

- 

0.21 

0.01 

0.22 

0.02 

0.22 

0.03 

0.0200 

- 

- 

- 

0.020 

0.045 

0.266 

0.027 

0.239 

0.430 

179.63 

Over Exploited 

Dhooriya Motisingh 

0817000502187200 

0.15 

0.88 

(53.27) 

0.70 

0.02 

0.72 

0.04 

0.34 

0.12 

0.0500 

- 

- 

- 

0.050 

0.170 

0.894 

0.045 

0.849 

1.449 

170.54 

Over Exploited 

Dhooriyawas 

0817000502182300 

0.15 

0.31 

(65.39) 

0.25 

- 

0.25 

0.03 

0.27 

0.04 

- 

- 

- 

- 

- 

0.041 

0.293 

0.015 

0.278 

0.027 

9.76 

Safe 

Disantrinari 

0817000502200200 

0.10 

0.00 

8,212.21 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.10 

0.00 

879.89 

0.01 

- 

0.01 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.012 

206.81 

Over Exploited 

Doodasar 

0817000502171100 

0.15 

0.01 

(55.97) 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.013 

0.001 

0.012 

0.123 

1,021.07 

Over Exploited 

Doodhwa 

0818000102272700 

0.10 

0.23 

- 

0.23 

0.03 

0.26 

0.04 

0.37 

0.03 

0.0900 

- 

- 

0.000 

0.091 

0.120 

0.384 

0.038 

0.345 

2.441 

706.81 

Over Exploited 

Ed Amarsingh 

0817000502188100 

0.15 

0.71 

(21.29) 

0.57 

0.00 

0.57 

0.04 

0.29 

0.10 

- 

- 

- 

0.005 

0.005 

0.104 

0.675 

0.034 

0.641 

0.058 

9.03 

Safe 



0.20 

0.00 

7,187.75 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Ed Manji 

0817000502188400 

0.15 

0.22 

(30.56) 

0.18 

- 

0.18 

0.03 

0.28 

0.03 

- 

- 

- 

- 

- 

0.030 

0.209 

0.010 

0.198 

0.019 

9.35 

Safe 

Ed Sindari 

0817000502188200 

0.15 

0.33 

(18.93) 

0.26 

- 

0.26 

0.04 

0.29 

0.05 

- 

- 

- 

- 

- 

0.046 

0.310 

0.016 

0.295 

0.027 

9.02 

Safe 

Evadi Bhimji 

0817000502183900 

0.15 

0.00 

5,584.70 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.05 

0.01 

187.54 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.011 

0.015 

138.05 

Over Exploited 



0.20 

0.42 

36.98 

0.51 

- 

0.51 

0.03 

0.22 

0.06 

- 

- 

- 

- 

- 

0.063 

0.568 

0.028 

0.539 

0.053 

9.74 

Safe 

Evadi Chauseera 

0817000502184100 

0.05 

0.00 

161.26 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.002 

92.55 

Critical 

Evadi Manji 

0817000502184000 

0.05 

0.00 

422.77 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.006 

271.16 

Over Exploited 



0.20 

0.48 

7.18 

0.51 

- 

0.51 

0.03 

0.25 

0.07 

- 

- 

- 

- 

- 

0.072 

0.582 

0.029 

0.553 

0.066 

11.86 

Safe 

Gadesara 

0817000502187800 

0.20 

0.46 

(30.55) 

0.37 

- 

0.37 

0.04 

0.30 

0.07 

- 

- 

- 

- 

- 

0.066 

0.434 

0.022 

0.413 

0.027 

6.56 

Safe 

Gadevi 

0817000502199300 

0.10 

0.05 

86.34 

0.06 

0.05 

0.12 

0.02 

0.17 

- 

0.0800 

0.0091 

0.0128 

- 

0.102 

0.102 

0.221 

0.011 

0.209 

0.415 

197.88 

Over Exploited 



0.10 

0.05 

151.95 

0.06 

0.02 

0.08 

0.02 

0.16 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.147 

0.007 

0.139 

0.393 

282.04 

Over Exploited 



0.10 

0.02 

190.48 

0.02 

0.01 

0.03 

0.01 

0.10 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.052 

0.003 

0.050 

0.126 

253.03 

Over Exploited 

Galanadi 

0817000502187600 

0.15 

0.00 

(5.24) 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

234.21 

Over Exploited 



0.20 

0.44 

(90.63) 

0.35 

0.01 

0.36 

0.03 

0.21 

0.06 

0.0200 

- 

- 

- 

0.020 

0.082 

0.446 

0.022 

0.424 

0.182 

42.95 

Safe 



0.20 

0.10 

(85.84) 

0.08 

- 

0.08 

0.01 

0.10 

0.01 

- 

- 

- 

- 

- 

0.015 

0.098 

0.005 

0.093 

0.036 

39.19 

Safe 

Gandhaw Kalan 

0817000502198600 

0.10 

0.00 

621.85 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

0.0013 

0.0018 

- 

0.003 

0.003 

0.008 

0.000 

0.007 

0.016 

211.28 

Over Exploited 



0.10 

0.08 

(5.12) 

0.08 

0.03 

0.11 

0.02 

0.20 

- 

0.0100 

0.0118 

0.0167 

- 

0.039 

0.039 

0.151 

0.008 

0.143 

0.065 

45.37 

Safe 



0.10 

0.08 

24.28 

0.10 

- 

0.10 

0.02 

0.20 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.107 

0.005 

0.102 

0.065 

63.61 

Safe 

Gandhaw Khurd 

0817000502198400 

0.10 

0.33 

(0.67) 

0.32 

0.12 

0.45 

0.02 

0.22 

- 

0.0300 

0.0418 

0.0591 

- 

0.131 

0.131 

0.578 

0.029 

0.549 

0.197 

35.88 

Safe 



0.10 

0.01 

559.58 

0.01 

- 

0.01 

0.00 

0.04 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.024 

0.001 

0.023 

0.039 

169.64 

Over Exploited 



0.10 

0.00 

1,638.61 

0.00 

0.01 

0.01 

0.00 

0.01 

- 

- 

0.0022 

0.0031 

- 

0.005 

0.005 

0.012 

0.001 

0.012 

0.007 

57.92 

Safe 



0.10 

0.00 

832.14 

0.01 

- 

0.01 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.014 

239.46 

Over Exploited 

Gangli 

0817000502184200 

0.05 

0.00 

2,745.08 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

1,148.41 

Over Exploited 



0.20 

0.31 

138,727.03 

0.37 

- 

0.37 

0.02 

0.16 

0.05 

- 

- 

- 

- 

- 

0.047 

0.420 

0.021 

0.399 

0.035 

8.72 

Safe 

Godaron Ki Dhani 

0817000502198500 

0.10 

0.14 

(41.16) 

0.11 

0.05 

0.15 

0.03 

0.29 

- 

0.0300 

0.0130 

0.0183 

- 

0.061 

0.061 

0.215 

0.011 

0.204 

0.154 

75.25 

Semi Critical 



0.10 

0.00 

1,597.35 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

3,653.41 

Over Exploited 



0.10 

0.00 

403.26 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

0.0011 

0.0016 

- 

0.003 

0.003 

0.007 

0.000 

0.007 

0.008 

127.20 

Over Exploited 



0.10 

0.00 

359.50 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.013 

475.63 

Over Exploited 

Goliya Garwa 

0817000502179800 

0.10 

0.01 

318.91 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.011 

0.004 

38.56 

Safe 



0.10 

0.06 

62.40 

0.07 

- 

0.07 

0.02 

0.19 

0.01 

- 

- 

- 

- 

- 

0.007 

0.076 

0.004 

0.072 

0.011 

14.95 

Safe 

Goliya Jeewraj 

0817000502202700 

0.15 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.002 

0.020 

0.002 

0.018 

0.043 

232.18 

Over Exploited 



0.20 

0.42 

- 

0.42 

- 

0.42 

0.03 

0.27 

0.06 

0.0100 

- 

- 

- 

0.010 

0.066 

0.484 

0.048 

0.436 

0.243 

55.85 

Safe 

Goliya Jetmal 

0817000502172600 

0.15 

0.02 

209.86 

0.02 

- 

0.02 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.031 

0.002 

0.029 

0.259 

892.06 

Over Exploited 

Goliya Kalan 

0817000502203600 

0.10 

0.21 

(5.78) 

0.20 

- 

0.20 

0.04 

0.35 

0.03 

0.0100 

- 

- 

- 

0.010 

0.037 

0.238 

0.012 

0.226 

0.080 

35.54 

Safe 

Goliya Maheechan 

0817000502186800 

0.15 

0.32 

- 

0.32 

- 

0.32 

0.04 

0.30 

0.05 

- 

- 

- 

- 

- 

0.047 

0.367 

0.037 

0.331 

0.029 

8.79 

Safe 

Goojarwara 

0818000502309300 

0.20 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.003 

0.024 

0.002 

0.021 

0.075 

351.64 

Over Exploited 

Goramaniyon Ki Dhani 

0817000502190000 

0.10 

0.01 

349.16 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.009 

0.010 

111.30 

Over Exploited 

Gudhamalani 

0817000502196900 

0.10 

0.29 

5.78 

0.30 

0.01 

0.31 

0.04 

0.34 

0.04 

0.0300 

- 

- 

0.003 

0.033 

0.069 

0.382 

0.019 

0.363 

0.297 

81.70 

Semi Critical 

Gura Hema 

0818000602319600 

0.18 

0.05 

147.86 

0.06 

0.01 

0.07 

0.01 

0.07 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.087 

0.004 

0.083 

0.099 

120.00 

Over Exploited 

Guruon Ka Tala 

0817000502172400 

0.15 

0.00 

1,381.06 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Hajaniyon Ki Dhani 

0817000502204600 

0.10 

0.33 

(3.24) 

0.32 

0.02 

0.34 

0.04 

0.39 

0.04 

0.0500 

- 

- 

- 

0.050 

0.088 

0.425 

0.021 

0.404 

0.512 

126.76 

Over Exploited 

Harmoo 

0818000102274200 

0.10 

0.01 

2,454.92 

0.01 

- 

0.01 

0.00 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.018 

0.001 

0.017 

0.186 

1,067.91 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Hodoo 

081700050218260C 

16.907 

Saline 

Non-command 

Non-command 

Older Alluvium 

15.576 

0.23 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.31 

0.19 

0.00 

0.049 

0.22 

0.35 







Non-command 

Rhyolite 

0.311 

0.23 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 


Hukmani Khoton Ki Dhani 

081700050217160C 

6.666 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.354 

0.35 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.02 


Itada 

081800060232000C 

12.284 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.022 

-0.16 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Itwaya 

081700040216440C 

48.532 

Fresh 

Non-command 

Non-command 

Jalore Granite 

5.044 

0.14 

0.020 

0.09 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.35 

0.020 

0.03 

0.06 







Non-command 

Older Alluvium 

43.489 

0.14 

0.080 

1.13 

0.05 

0.00 

0.00 

0.00 

1.56 

0.85 

4.28 

0.174 

0.27 

0.49 


Jaisawas 

081800050230820C 

13.814 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.814 

-2.09 

0.060 

0.49 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.87 

0.067 

0.32 

0.52 


Jalampura 

0818000102273300 

12.109 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.109 

0.72 

0.060 

1.25 

0.06 

0.00 

0.00 

0.00 

1.71 

1.02 

4.91 

0.064 

0.31 

0.53 


Jali Khera 

0817000502200600 

27.330 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

21.143 

0.57 

0.100 

0.10 

0.01 

0.00 

0.00 

0.00 

1.29 

0.79 

0.32 

0.066 

0.22 

0.36 





Saline 

Non-command 

Non-command 

Younger Alluvium 

0.061 

0.57 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jeewaniyon Ki Dhani 

0817000502196500 

16.126 

Fresh 

Narmada Canal 

Command 

Younger Alluvium 

10.197 

0.48 

0.080 

0.09 

0.01 

0.02 

0.03 

0.00 

0.42 

0.26 

0.32 

0.033 

0.19 

0.31 






Non-command 

Non-command 

Younger Alluvium 

4.677 

0.48 

0.080 

0.04 

0.01 

0.00 

0.00 

0.00 

0.21 

0.13 

0.14 

0.015 

0.09 

0.14 





Saline 

Narmada Canal 

Command 

Younger Alluvium 

1.252 

0.48 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.02 

0.004 

0.02 

0.04 


Jeeyana 

0818000102273200 

43.958 

Fresh 

Non-command 

Non-command 

Older Alluvium 

43.958 

2.39 

0.060 

1.17 

0.05 

0.00 

0.00 

0.01 

7.41 

4.41 

4.36 

0.232 

0.31 

0.52 


Jemlani Sarnon Ka Tala 

0817000502188700 

5.802 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.802 

0.89 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.42 

0.26 

0.00 

0.018 

0.25 

0.41 


Jeroo Paniyon Ka Tala 

0817000502183200 

14.147 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.966 

0.43 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.08 

0.00 

0.012 

0.07 

0.11 







Non-command 

Rhyolite 

10.181 

0.43 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.032 

0.18 

0.29 


Jogasar 

0817000502182800 

15.979 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.339 

0.78 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.01 

0.01 







Non-command 

Rhyolite 

14.600 

0.78 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.11 

0.00 

0.045 

0.22 

0.35 


Joona Meetha Kheera 

0817000502187000 

11.334 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.334 

-0.37 

0.080 

0.31 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.19 

0.035 

0.28 

0.52 


Joonakhera 

0817000502203500 

6.419 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.419 

0.61 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.33 

0.20 

0.06 

0.021 

0.30 

0.48 


Joori 

0817000502204900 

4.710 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.710 

0.36 

0.080 

0.05 

0.01 

0.00 

0.00 

0.00 

0.18 

0.12 

0.18 

0.015 

0.36 

0.54 


Jugtaniyon Ki Dhani 

0817000502190500 

6.714 

Fresh 

Narmada Canal 

Command 

Younger Alluvium 

5.355 

0.41 

0.080 

0.06 

0.01 

0.01 

0.01 

0.00 

0.20 

0.12 

0.22 

0.017 

0.24 

0.40 






Non-command 

Non-command 

Younger Alluvium 

1.359 

0.41 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.06 

0.004 

0.06 

0.10 


Kadanari 

0817000502202500 

4.257 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.890 

0.42 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.00 

0.009 

0.19 

0.32 





Saline 

Non-command 

Non-command 

Younger Alluvium 

1.367 

0.42 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.00 

0.004 

0.09 

0.15 


Kagon Ki Dhani 

0817000502201200 

12.366 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.859 

0.55 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.10 

0.00 

0.012 

0.08 

0.14 







Non-command 

Younger Alluvium 

8.507 

0.55 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.48 

0.28 

0.00 

0.027 

0.19 

0.31 


Kamthai 

0817000502183500 

24.347 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.629 

0.93 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.57 

0.32 

0.02 

0.024 

0.08 

0.14 







Non-command 

Rhyolite 

6.316 

0.93 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.05 

0.01 

0.020 

0.06 

0.12 







Non-command 

Younger Alluvium 

10.402 

0.93 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.98 

0.55 

0.02 

0.032 

0.11 

0.19 


Kandhi Ki Dhani 

0817000502196800 

13.055 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.297 

0.70 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.37 

0.23 

0.04 

0.020 

0.14 

0.23 


Kankhi 

0817000402164600 

39.122 

Fresh 

Non-command 

Non-command 

Jalore Granite 

6.279 

-0.43 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.025 

0.05 

0.09 







Non-command 

Older Alluvium 

22.803 

-0.43 

0.080 

0.26 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.91 

0.091 

0.18 

0.32 


Kardali Nadi 

0817000502188300 

10.433 

Saline 

Non-command 

Non-command 

Older Alluvium 

10.433 

0.47 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.40 

0.24 

0.00 

0.033 

0.25 

0.42 


Kehrani Sarnon Ka Tala 

0817000502188800 

1.739 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.739 

0.90 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.00 

0.005 

0.25 

0.41 


Kerala Pana 

0817000502202000 

9.734 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.044 

-0.77 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.03 

0.05 







Non-command 

Younger Alluvium 

8.690 

-0.77 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.027 

0.26 

0.44 


Kerliwas 

0817000502182700 

6.961 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.436 

1.19 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.001 

0.01 

0.02 







Non-command 

Rhyolite 

0.314 

1.19 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.01 

0.02 


Khadali 

0817000502179700 

13.626 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.069 

0.49 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

5.468 

0.49 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.28 

0.17 

0.03 

0.017 

0.11 

0.17 





Saline 

Non-command 

Non-command 

Younger Alluvium 

8.089 

0.49 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.40 

0.26 

0.01 

0.025 

0.16 

0.25 


Khadiyali Nadi 

0817000502178900 

7.929 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.114 

0.48 

0.080 

0.04 

0.01 

0.00 

0.00 

0.00 

0.26 

0.16 

0.14 

0.019 

0.20 

0.32 







Non-command 

Younger Alluvium 

1.651 

0.48 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.04 

0.005 

0.05 

0.09 





Saline 

Non-command 

Non-command 

Younger Alluvium 

0.164 

0.48 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.01 

0.01 


Khara Mahechan 

0817000502186200 

31.956 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.777 

0.19 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.01 

0.01 







Non-command 

Younger Alluvium 

0.110 

0.19 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.002 

0.19 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.003 

0.01 

0.02 







Non-command 

Younger Alluvium 

30.067 

0.19 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.62 

0.34 

0.02 

0.094 

0.25 

0.46 


Khari 

0818000102271800 

22.040 

Fresh 

Non-command 

Non-command 

Older Alluvium 

18.059 

-1.05 

0.060 

0.30 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.07 

0.095 

0.24 

0.41 







Non-command 

Younger Alluvium 

3.982 

-1.05 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.021 

0.05 

0.09 


Kharwa 

0817000502205100 

11.214 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

11.214 

0.13 

0.080 

0.10 

0.01 

0.00 

0.00 

0.00 

0.21 

0.14 

0.35 

0.036 

0.37 

0.56 



0818000502309800 

6.762 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.762 

-0.09 

0.100 

0.16 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.59 

0.033 

0.40 

0.59 


Kheecharo Ka Was 

0817000502179300 

9.109 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.671 

0.37 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.06 

0.011 

0.10 

0.16 


Khera Gangawa 

0818000102272800 

4.764 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.497 

0.10 

0.060 

0.20 

0.01 

0.00 

0.00 

0.00 

0.21 

0.13 

0.77 

0.018 

0.25 

0.38 


Khetlawas 

0818000102272600 

23.479 

Fresh 

Non-command 

Non-command 

Older Alluvium 

23.479 

-1.34 

0.060 

0.89 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

3.38 

0.124 

0.32 

0.52 


Khokha 

0818000502307600 

8.689 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.689 

0.06 

0.060 

0.42 

0.02 

0.00 

0.00 

0.00 

0.43 

0.26 

1.64 

0.042 

0.31 

0.51 


Khoobri Beri 

0817000502180200 

11.838 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.505 

0.76 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.002 

0.01 

0.02 


Khudala 

0817000502200700 

16.635 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.368 

0.56 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.27 

0.16 

0.06 

0.014 

0.07 

0.12 





Saline 

Non-command 

Non-command 

Younger Alluvium 

6.986 

0.56 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.40 

0.25 

0.02 

0.022 

0.12 

0.19 


Kooklon Ki Dhnai 

0817000502202400 

12.583 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.622 

-0.25 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.005 

0.04 

0.06 







Non-command 

Younger Alluvium 

10.961 

-0.25 

0.100 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.034 

0.25 

0.42 


Koora 

0817000502204500 

2.771 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.771 

0.66 

0.080 

0.04 

0.01 

0.00 

0.00 

0.00 

0.18 

0.12 

0.15 

0.009 

0.35 

0.53 


Kori Dhavecha 

0818000502307700 

13.545 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.545 

-0.90 

0.060 

0.44 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.67 

0.066 

0.31 

0.51 


Koshle Ki Dhani 

0817000502178500 

13.185 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.000 

0.55 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.00 

0.010 

0.06 

0.09 


Koshloo 

0817000502188900 

6.215 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.881 

0.90 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.44 

0.28 

0.04 

0.018 

0.24 

0.39 


Kundal 

0817000402163800 

32.757 

Fresh 

Non-command 

Non-command 

Jalore Granite 

11.908 

-0.49 

0.020 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.048 

0.11 

0.22 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Hodoo 

0817000502182600 

0.15 

0.52 

(62.79) 

0.42 

0.00 

0.42 

0.03 

0.25 

0.07 

- 

- 

- 

0.007 

0.007 

0.075 

0.495 

0.025 

0.470 

0.049 

10.32 

Safe 



0.05 

0.00 

911.57 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Hukmani Khoton Ki Dhani 

0817000502171600 

0.15 

0.00 

902.70 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

133.47 

Over Exploited 

Itada 

0818000602320000 

0.18 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Itwaya 

0817000402164400 

0.11 

0.02 

227.74 

0.02 

- 

0.02 

0.00 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.033 

0.002 

0.031 

0.366 

1,166.75 

Over Exploited 



0.15 

1.75 

137,581.07 

1.40 

0.05 

1.45 

0.04 

0.30 

0.24 

0.1600 

- 

- 

- 

0.160 

0.398 

1.845 

0.092 

1.753 

4.451 

253.89 

Over Exploited 

Jaisawas 

0818000502308200 

0.15 

0.67 

- 

0.67 

0.02 

0.69 

0.04 

0.36 

0.09 

0.0700 

- 

- 

0.003 

0.073 

0.159 

0.848 

0.085 

0.763 

1.939 

254.05 

Over Exploited 

Jalampura 

0818000102273300 

0.10 

0.38 

168.51 

0.46 

0.06 

0.52 

0.04 

0.35 

0.05 

0.1800 

- 

- 

- 

0.180 

0.230 

0.745 

0.037 

0.708 

4.978 

703.11 

Over Exploited 

Jali Khera 

0817000502200600 

0.20 

0.93 

(15.12) 

0.79 

0.01 

0.80 

0.03 

0.25 

0.12 

0.0400 

- 

- 

- 

0.040 

0.163 

0.966 

0.048 

0.917 

0.383 

41.73 

Safe 



0.20 

0.00 

27,019.91 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jeewaniyon Ki Dhani 

0817000502196500 

0.10 

0.20 

31.37 

0.23 

0.06 

0.30 

0.02 

0.21 

0.02 

0.0600 

0.0217 

0.0246 

- 

0.106 

0.130 

0.427 

0.021 

0.405 

0.350 

86.39 

Semi Critical 



0.10 

0.04 

212.24 

0.05 

0.01 

0.06 

0.01 

0.10 

0.01 

0.0300 

- 

- 

- 

0.030 

0.035 

0.094 

0.005 

0.090 

0.159 

177.71 

Over Exploited 



0.10 

0.00 

974.10 

0.00 

0.01 

0.01 

0.00 

0.03 

0.00 

- 

0.0027 

0.0030 

- 

0.006 

0.006 

0.016 

0.001 

0.015 

0.022 

145.17 

Over Exploited 

Jeeyana 

0818000102273200 

0.10 

1.37 

221.72 

1.65 

0.06 

1.70 

0.04 

0.35 

0.18 

0.1600 

- 

- 

0.008 

0.168 

0.348 

2.049 

0.102 

1.947 

4.588 

235.68 

Over Exploited 

Jemlani Sarnon Ka Tala 

0817000502188700 

0.15 

0.22 

19.91 

0.26 

0.00 

0.26 

0.03 

0.28 

0.03 

- 

- 

- 

0.002 

0.002 

0.031 

0.295 

0.015 

0.280 

0.018 

6.46 

Safe 

Jeroo Paniyon Ka Tala 

0817000502183200 

0.15 

0.04 

104.22 

0.05 

- 

0.05 

0.01 

0.08 

0.01 

- 

- 

- 

- 

- 

0.006 

0.055 

0.003 

0.052 

0.012 

23.85 

Safe 



0.05 

0.09 

(48.44) 

0.07 

- 

0.07 

0.02 

0.20 

0.01 

- 

- 

- 

- 

- 

0.012 

0.084 

0.004 

0.080 

0.032 

39.78 

Safe 

Jogasar 

0817000502182800 

0.15 

0.00 

5,048.73 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

323.76 

Over Exploited 



0.05 

0.16 

(28.86) 

0.13 

- 

0.13 

0.03 

0.25 

0.02 

- 

- 

- 

- 

- 

0.021 

0.148 

0.007 

0.141 

0.045 

32.27 

Safe 

Joona Meetha Kheera 

0817000502187000 

0.15 

0.47 

- 

0.47 

0.01 

0.48 

0.04 

0.32 

0.07 

0.0400 

- 

- 

0.001 

0.041 

0.108 

0.592 

0.059 

0.533 

1.221 

229.15 

Over Exploited 

Joonakhera 

0817000502203500 

0.10 

0.19 

6.81 

0.20 

- 

0.20 

0.04 

0.34 

0.02 

0.0100 

- 

- 

- 

0.010 

0.035 

0.239 

0.012 

0.227 

0.079 

34.71 

Safe 

Joori 

0817000502204900 

0.10 

0.17 

(30.93) 

0.14 

0.01 

0.15 

0.04 

0.40 

0.02 

0.0300 

- 

- 

- 

0.030 

0.049 

0.195 

0.010 

0.186 

0.195 

105.18 

Over Exploited 

Jugtaniyon Ki Dhani 

0817000502190500 

0.10 

0.13 

(7.86) 

0.12 

0.04 

0.16 

0.03 

0.27 

0.02 

0.0300 

0.0114 

0.0129 

0.000 

0.055 

0.071 

0.227 

0.011 

0.215 

0.240 

111.62 

Over Exploited 



0.10 

0.01 

366.50 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.021 

0.001 

0.020 

0.062 

313.66 

Over Exploited 

Kadanari 

0817000502202500 

0.20 

0.11 

(34.31) 

0.09 

- 

0.09 

0.03 

0.21 

0.01 

- 

- 

- 

- 

- 

0.015 

0.102 

0.005 

0.097 

0.009 

9.29 

Safe 



0.20 

0.02 

38.78 

0.03 

- 

0.03 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.003 

0.033 

0.002 

0.031 

0.004 

13.76 

Safe 

Kagon Ki Dhani 

0817000502201200 

0.15 

0.05 

104.88 

0.06 

- 

0.06 

0.01 

0.10 

0.01 

- 

- 

- 

- 

- 

0.007 

0.065 

0.003 

0.062 

0.012 

19.45 

Safe 



0.20 

0.32 

(11.01) 

0.28 

- 

0.28 

0.03 

0.21 

0.04 

- 

- 

- 

- 

- 

0.043 

0.324 

0.016 

0.308 

0.027 

8.61 

Safe 

Kamthai 

0817000502183500 

0.15 

0.09 

256.01 

0.11 

0.00 

0.11 

0.01 

0.09 

0.01 

- 

- 

- 

0.004 

0.004 

0.017 

0.128 

0.006 

0.121 

0.042 

34.42 

Safe 



0.05 

0.02 

165.07 

0.02 

0.00 

0.02 

0.01 

0.07 

0.00 

- 

- 

- 

0.001 

0.001 

0.004 

0.029 

0.001 

0.027 

0.030 

109.37 

Over Exploited 



0.20 

0.22 

146.21 

0.27 

0.00 

0.27 

0.02 

0.12 

0.03 

- 

- 

- 

0.003 

0.003 

0.036 

0.304 

0.015 

0.289 

0.054 

18.82 

Safe 

Kandhi Ki Dhani 

0817000502196800 

0.10 

0.09 

########## 

0.11 

- 

0.11 

0.02 

0.16 

0.01 

- 

- 

- 

- 

- 

0.011 

0.118 

0.006 

0.112 

0.063 

56.77 

Safe 

Kankhi 

0817000402164600 

0.11 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.015 

0.049 

0.005 

0.044 

0.203 

458.31 

Over Exploited 



0.15 

0.61 

- 

0.61 

0.01 

0.62 

0.02 

0.21 

0.08 

0.0300 

- 

- 

- 

0.030 

0.110 

0.734 

0.073 

0.661 

1.003 

151.81 

Over Exploited 

Kardali Nadi 

0817000502188300 

0.15 

0.39 

(38.36) 

0.31 

0.00 

0.32 

0.03 

0.29 

0.05 

- 

- 

- 

0.002 

0.002 

0.056 

0.371 

0.019 

0.353 

0.033 

9.21 

Safe 

Kehrani Sarnon Ka Tala 

0817000502188800 

0.15 

0.07 

16.27 

0.08 

- 

0.08 

0.03 

0.29 

0.01 

- 

- 

- 

- 

- 

0.009 

0.086 

0.004 

0.081 

0.005 

6.65 

Safe 

Kerala Pana 

0817000502202000 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.005 

0.003 

65.49 

Safe 



0.20 

0.45 

- 

0.45 

0.00 

0.45 

0.04 

0.29 

0.06 

- 

- 

- 

0.001 

0.001 

0.063 

0.512 

0.051 

0.461 

0.027 

5.87 

Safe 

Kerliwas 

0817000502182700 

0.15 

0.00 

2,644.75 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

110.89 

Over Exploited 



0.05 

0.00 

2,049.34 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Khadali 

0817000502179700 

0.15 

0.00 

12,186.17 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.12 

########## 

0.14 

- 

0.14 

0.01 

0.12 

0.01 

- 

- 

- 

- 

- 

0.015 

0.155 

0.008 

0.147 

0.046 

31.26 

Safe 



0.20 

0.26 

66,573.63 

0.25 

- 

0.25 

0.02 

0.18 

0.03 

- 

- 

- 

- 

- 

0.032 

0.287 

0.014 

0.273 

0.032 

11.81 

Safe 

Khadiyali Nadi 

0817000502178900 

0.15 

0.18 

(10.61) 

0.16 

0.01 

0.17 

0.03 

0.23 

0.02 

0.0200 

- 

- 

- 

0.020 

0.043 

0.217 

0.011 

0.206 

0.163 

78.96 

Semi Critical 



0.20 

0.02 

210.02 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.002 

0.024 

0.001 

0.023 

0.048 

213.97 

Over Exploited 



0.20 

0.00 

2,672.97 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Khara Mahechan 

0817000502186200 

0.15 

0.00 

757.66 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

249.93 

Over Exploited 



0.20 

0.00 

5,340.66 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.00 

565.93 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.003 

193.73 

Over Exploited 



0.20 

1.51 

(77.78) 

1.21 

- 

1.21 

0.04 

0.29 

0.22 

- 

- 

- 

- 

- 

0.220 

1.430 

0.072 

1.359 

0.112 

8.22 

Safe 

Khari 

0818000102271800 

0.10 

0.43 

- 

0.43 

0.01 

0.45 

0.03 

0.27 

0.06 

0.0400 

- 

- 

0.007 

0.047 

0.106 

0.553 

0.055 

0.497 

1.162 

233.71 

Over Exploited 



0.15 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.046 

0.005 

0.041 

0.263 

637.58 

Over Exploited 

Kharwa 

0817000502205100 

0.10 

0.41 

(66.48) 

0.33 

0.01 

0.34 

0.04 

0.41 

0.05 

0.0400 

- 

- 

- 

0.040 

0.087 

0.427 

0.021 

0.406 

0.389 

95.93 

Critical 


0818000502309800 

0.20 

0.54 

- 

0.54 

0.02 

0.56 

0.04 

0.44 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.627 

0.063 

0.564 

0.623 

110.43 

Over Exploited 

Kheecharo Ka Was 

0817000502179300 

0.15 

0.05 

24,184.36 

0.06 

- 

0.06 

0.01 

0.11 

0.01 

- 

- 

- 

- 

- 

0.007 

0.070 

0.003 

0.066 

0.071 

107.48 

Over Exploited 

Khera Gangawa 

0818000102272800 

0.10 

0.09 

57.14 

0.10 

0.01 

0.11 

0.03 

0.28 

0.01 

0.0300 

- 

- 

- 

0.030 

0.041 

0.154 

0.008 

0.146 

0.783 

536.47 

Over Exploited 

Khetlawas 

0818000102272600 

0.10 

0.76 

- 

0.76 

0.04 

0.80 

0.04 

0.36 

0.10 

0.1300 

- 

- 

0.002 

0.132 

0.229 

1.026 

0.103 

0.923 

3.508 

379.87 

Over Exploited 

Khokha 

0818000502307600 

0.15 

0.40 

(35.77) 

0.32 

0.02 

0.34 

0.04 

0.35 

0.05 

0.0600 

- 

- 

0.002 

0.062 

0.115 

0.458 

0.023 

0.435 

1.680 

386.17 

Over Exploited 

Khoobri Beri 

0817000502180200 

0.15 

0.00 

2,256.90 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

149.97 

Over Exploited 

Khudala 

0817000502200700 

0.20 

0.06 

157.22 

0.08 

- 

0.08 

0.01 

0.08 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.095 

0.005 

0.090 

0.075 

82.86 

Semi Critical 



0.20 

0.16 

(47.46) 

0.20 

- 

0.20 

0.02 

0.13 

0.02 

- 

- 

- 

- 

- 

0.021 

0.217 

0.011 

0.206 

0.040 

19.31 

Safe 

Kooklon Ki Dhnai 

0817000502202400 

0.15 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.009 

0.053 

577.16 

Over Exploited 



0.20 

0.55 

- 

0.55 

- 

0.55 

0.03 

0.28 

0.07 

0.0100 

- 

- 

- 

0.010 

0.084 

0.632 

0.063 

0.569 

0.394 

69.29 

Safe 

Koora 

0817000502204500 

0.10 

0.10 

19.14 

0.12 

0.01 

0.13 

0.04 

0.39 

0.01 

0.0200 

- 

- 

- 

0.020 

0.031 

0.156 

0.008 

0.149 

0.160 

107.66 

Over Exploited 

Kori Dhavecha 

0818000502307700 

0.15 

0.64 

- 

0.64 

0.02 

0.66 

0.04 

0.35 

0.08 

0.0600 

- 

- 

0.001 

0.061 

0.145 

0.802 

0.080 

0.721 

1.740 

241.15 

Over Exploited 

Koshle Ki Dhani 

0817000502178500 

0.06 

0.01 

########## 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.014 

0.001 

0.013 

0.010 

73.32 

Semi Critical 

Koshloo 

0817000502188900 

0.15 

0.21 

49,755.45 

0.25 

- 

0.25 

0.03 

0.27 

0.03 

- 

- 

- 

- 

- 

0.028 

0.279 

0.014 

0.265 

0.062 

23.51 

Safe 

Kundal 

0817000402163800 

0.11 

0.15 

- 

0.15 

- 

0.15 

0.01 

0.13 

0.02 

0.0100 

- 

- 

- 

0.010 

0.029 

0.176 

0.018 

0.159 

0.373 

234.87 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 







Non-command 

Older Alluvium 

10.871 

-0.49 

0.080 

0.12 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.043 

0.10 

0.20 


Kura Dhavecha 

0818000502308300 

13.256 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.241 

-1.73 

0.060 

0.38 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.42 

0.064 

0.33 

0.52 







Non-command 

Younger Alluvium 

0.015 

-1.73 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Lakha Beri 

0817000502202200 

1.762 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.720 

0.48 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.09 

0.005 

0.27 

0.47 





Saline 

Non-command 

Non-command 

Younger Alluvium 

0.042 

0.48 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Lakhoni Meghwalon Ki Dhani 

0817000502181900 

3.129 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.291 

0.59 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.04 


Lala Ki Beri 

0817000502179000 

3.861 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.733 

0.46 

0.080 

0.05 

0.01 

0.00 

0.00 

0.00 

0.18 

0.11 

0.20 

0.012 

0.25 

0.39 







Non-command 

Younger Alluvium 

0.127 

0.46 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.000 

0.01 

0.01 


Lalaniyon Ki Dhani 

0817000502196300 

11.890 

Saline 

Narmada Canal 

Command 

Younger Alluvium 

6.330 

0.60 

0.080 

0.01 

0.00 

0.02 

0.03 

0.00 

0.27 

0.17 

0.00 

0.021 

0.16 

0.24 






Non-command 

Non-command 

Younger Alluvium 

1.210 

0.60 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.004 

0.03 

0.05 


Laxmanpura 

0817000502171000 

3.269 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.276 

-0.04 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.03 


Lohira 

0817000502185800 

13.060 

Saline 

Non-command 

Non-command 

Younger Alluvium 

13.060 

0.90 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

1.18 

0.63 

0.00 

0.041 

0.25 

0.48 


Lolawa 

0817000502203000 

7.335 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

7.335 

0.26 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.26 

0.16 

0.24 

0.023 

0.28 

0.47 


Lookhon Ki Dhani 

0817000502183000 

6.763 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.763 

0.29 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.10 

0.00 

0.021 

0.25 

0.41 


Loombawas 

0817000502199700 

29.438 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

18.790 

0.34 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.55 

0.37 

0.08 

0.061 

0.24 

0.36 





Saline 

Non-command 

Non-command 

Younger Alluvium 

10.648 

0.34 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.31 

0.21 

0.03 

0.035 

0.14 

0.20 


Loona Kalan 

0817000502201800 

14.312 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

13.091 

0.02 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.041 

0.26 

0.45 





Saline 

Non-command 

Non-command 

Younger Alluvium 

1.221 

0.02 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.02 

0.04 


Loonwa Charnan 

0817000502203800 

6.779 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.779 

0.71 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.43 

0.26 

0.13 

0.022 

0.32 

0.52 


Loonwa Jageer 

0817000502203700 

33.852 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

33.852 

0.12 

0.080 

0.29 

0.04 

0.00 

0.00 

0.01 

0.56 

0.33 

1.03 

0.110 

0.32 

0.54 


Lumba Ki Dhani 

0818000102272100 

24.267 

Fresh 

Non-command 

Non-command 

Older Alluvium 

24.267 

-0.58 

0.060 

0.78 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

2.97 

0.128 

0.30 

0.51 


Magha Ki Dhani 

0817000502205300 

3.698 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.698 

0.37 

0.080 

0.12 

0.03 

0.00 

0.00 

0.00 

0.20 

0.13 

0.46 

0.012 

0.37 

0.55 


Maghani Maghwalon Ki Dhani 

0817000502204300 

5.083 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.083 

0.71 

0.080 

0.16 

0.02 

0.00 

0.00 

0.00 

0.43 

0.27 

0.62 

0.017 

0.33 

0.53 


Mailawas Gusaiyan 

0818000602319500 

6.936 

Saline 

Narmada Canal 

Command 

Younger Alluvium 

1.989 

0.38 

0.120 

0.05 

0.01 

0.01 

0.01 

0.00 

0.12 

0.08 

0.19 

0.005 

0.12 

0.18 






Non-command 

Non-command 

Younger Alluvium 

1.609 

0.38 

0.120 

0.07 

0.02 

0.00 

0.00 

0.00 

0.12 

0.09 

0.28 

0.004 

0.10 

0.14 


Malpura 

0817000502171500 

9.973 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.468 

0.16 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.17 

0.017 

0.13 

0.20 


Manawas 

0817000502185400 

9.825 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.225 

0.56 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 


Mandawala 

0817000502202100 

6.202 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.202 

0.33 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.12 

0.00 

0.019 

0.28 

0.48 


Mangle Ki Beri 

0817000502180000 

10.870 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.826 

0.63 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.006 

0.04 

0.07 







Non-command 

Younger Alluvium 

0.547 

0.63 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.002 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Younger Alluvium 

0.008 

0.63 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Meethi Beri 

0817000502172700 

15.850 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.594 

0.20 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.19 

0.011 

0.06 

0.08 


Meethiyawas 

0817000502182400 

4.241 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.241 

0.23 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.013 

0.25 

0.40 


Meghwalon Ki Dhani 

0817000502189100 

8.428 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.428 

0.84 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.44 

0.28 

0.00 

0.020 

0.19 

0.30 


Mengalwa 

0818000102273800 

17.499 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.890 

-0.16 

0.060 

0.23 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.88 

0.026 

0.09 

0.15 


Mithora 

0817000402164200 

43.865 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.907 

-0.73 

0.080 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.64 

0.020 

0.03 

0.06 


Modawas 

0817000502200400 

7.168 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.474 

0.75 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.36 

0.22 

0.08 

0.018 

0.22 

0.35 


Mokhawa 

0817000502190400 

15.481 

Saline 

Narmada Canal 

Command 

Younger Alluvium 

2.627 

0.50 

0.080 

0.01 

0.00 

0.01 

0.01 

0.00 

0.10 

0.06 

0.01 

0.009 

0.05 

0.08 






Non-command 

Non-command 

Younger Alluvium 

12.818 

0.50 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.53 

0.33 

0.04 

0.042 

0.23 

0.38 


Mokhawa Khurd 

0817000502200100 

11.704 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.077 

0.47 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Younger Alluvium 

11.627 

0.47 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.46 

0.28 

0.03 

0.038 

0.27 

0.44 


Moodhon Ka Tala 

0817000602225600 

17.525 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.060 

-0.69 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.005 

0.03 

0.04 


Morseem 

0818000502308900 

49.408 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

38.047 

-0.30 

0.100 

0.40 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

1.36 

0.185 

0.29 

0.44 





Saline 

Non-command 

Non-command 

Younger Alluvium 

0.713 

-0.30 

0.100 

0.17 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.67 

0.003 

0.01 

0.01 


Motisara 

0817000502201600 

9.200 

Saline 

Non-command 

Non-command 

Younger Alluvium 

9.200 

0.49 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.46 

0.27 

0.00 

0.029 

0.27 

0.46 


Mubari 

0817000402164900 

24.537 

Fresh 

Non-command 

Non-command 

Jalore Granite 

3.408 

0.45 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.04 

0.014 

0.04 

0.08 







Non-command 

Older Alluvium 

9.940 

0.45 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.42 

0.23 

0.20 

0.040 

0.13 

0.24 


Nagar 

0817000502190200 

8.211 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.004 

0.74 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.12 

0.007 

0.07 

0.11 


Nai Band 

0817000502179200 

5.151 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.151 

0.38 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.22 

0.14 

0.22 

0.016 

0.25 

0.39 


Nai Khadali 

0817000502179600 

4.863 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.462 

0.47 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.09 

0.01 

0.011 

0.19 

0.29 







Non-command 

Younger Alluvium 

1.401 

0.47 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.01 

0.004 

0.08 

0.12 


Nai Undari 

0817000502200500 

12.158 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

10.076 

0.71 

0.080 

0.08 

0.01 

0.00 

0.00 

0.00 

0.64 

0.40 

0.26 

0.033 

0.24 

0.38 


Naibali 

0818000502310000 

11.274 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.876 

-0.47 

0.100 

0.14 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.57 

0.009 

0.07 

0.10 





Saline 

Non-command 

Non-command 

Younger Alluvium 

3.914 

-0.47 

0.100 

0.08 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.019 

0.14 

0.21 


Nakora 

0817000502185900 

24.188 

Saline 

Non-command 

Non-command 

Younger Alluvium 

24.188 

1.11 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

2.70 

1.47 

0.02 

0.075 

0.26 

0.47 


Nandiya 

0818000502308100 

36.724 

Fresh 

Non-command 

Non-command 

Older Alluvium 

36.724 

-1.52 

0.060 

1.12 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

4.23 

0.178 

0.32 

0.52 


Narwara 

0818000102274300 

6.019 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.965 

-0.85 

0.060 

0.40 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.55 

0.032 

0.33 

0.52 


Nawapura 

0818000502308600 

20.582 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.163 

-0.79 

0.060 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.020 

0.07 

0.11 







Non-command 

Younger Alluvium 

16.419 

-0.79 

0.100 

0.45 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.69 

0.080 

0.26 

0.43 


Naya Chainpura 

0818000502309200 

5.263 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.792 

-0.73 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.009 

0.12 

0.20 


Naya Kua 

0817000502179900 

5.205 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.730 

0.54 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.006 

0.09 

0.14 







Non-command 

Younger Alluvium 

3.475 

0.54 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.00 

0.011 

0.18 

0.28 


Naya Morseem 

0818000502309700 

21.741 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.042 

-0.82 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.000 

0.00 

0.00 


Neembal Nadi 

0817000502182000 

9.182 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.113 

0.44 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.003 

0.03 

0.05 


Neembali 

0817000502188000 

23.631 

Saline 

Non-command 

Non-command 

Older Alluvium 

15.763 

0.67 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.87 

0.50 

0.00 

0.049 

0.17 

0.30 







Non-command 

Younger Alluvium 

7.868 

0.67 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.54 

0.31 

0.00 

0.025 

0.09 

0.15 


Neeriya Nada 

0817000502201100 

9.038 

Saline 

Non-command 

Non-command 

Older Alluvium 

9.038 

0.84 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.62 

0.37 

0.00 

0.028 

0.26 

0.43 


Nehron Ki Dhani 

0817000502189400 

29.493 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.521 

0.87 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.46 

0.29 

0.01 

0.020 

0.06 

0.09 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.15 

0.12 

- 

0.12 

- 

0.12 

0.01 

0.12 

0.02 

0.0100 

- 

- 

- 

0.010 

0.026 

0.151 

0.015 

0.136 

0.473 

348.27 

Over Exploited 

Kura Dhavecha 

0818000502308300 

0.15 

0.66 

- 

0.66 

0.02 

0.68 

0.04 

0.37 

0.08 

0.0500 

- 

- 

0.004 

0.054 

0.137 

0.818 

0.082 

0.736 

1.486 

201.87 

Over Exploited 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Lakha Beri 

0817000502202200 

0.20 

0.09 

(36.35) 

0.07 

- 

0.07 

0.04 

0.31 

0.01 

0.0100 

- 

- 

- 

0.010 

0.023 

0.097 

0.005 

0.092 

0.095 

103.29 

Over Exploited 



0.20 

0.00 

2,031.43 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Lakhoni Meghwalon Ki Dhani 

0817000502181900 

0.15 

0.00 

793.39 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

72.91 

Semi Critical 

Lala Ki Beri 

0817000502179000 

0.15 

0.14 

(19.30) 

0.11 

0.01 

0.12 

0.03 

0.28 

0.02 

0.0200 

- 

- 

- 

0.020 

0.038 

0.161 

0.008 

0.153 

0.216 

140.92 

Over Exploited 



0.20 

0.00 

1,601.17 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.014 

5,255.42 

Over Exploited 

Lalaniyon Ki Dhani 

0817000502196300 

0.10 

0.10 

71.49 

0.12 

0.05 

0.17 

0.02 

0.18 

0.01 

- 

0.0162 

0.0229 

0.002 

0.041 

0.053 

0.219 

0.011 

0.208 

0.025 

11.81 

Safe 



0.10 

0.00 

916.73 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.005 

0.004 

85.87 

Semi Critical 

Laxmanpura 

0817000502171000 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.013 

1,529.72 

Over Exploited 

Lohira 

0817000502185800 

0.20 

0.66 

(5.20) 

0.63 

0.00 

0.63 

0.04 

0.29 

0.10 

- 

- 

- 

0.002 

0.002 

0.101 

0.730 

0.037 

0.694 

0.041 

5.86 

Safe 

Lolawa 

0817000502203000 

0.20 

0.42 

(62.03) 

0.33 

0.00 

0.33 

0.04 

0.32 

0.06 

0.0100 

- 

- 

0.000 

0.010 

0.065 

0.398 

0.020 

0.378 

0.261 

69.02 

Safe 

Lookhon Ki Dhani 

0817000502183000 

0.15 

0.25 

(60.16) 

0.20 

0.00 

0.20 

0.03 

0.28 

0.03 

- 

- 

- 

0.001 

0.001 

0.035 

0.237 

0.012 

0.225 

0.021 

9.36 

Safe 

Loombawas 

0817000502199700 

0.10 

0.45 

(18.38) 

0.37 

- 

0.37 

0.03 

0.27 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.379 

0.019 

0.360 

0.140 

38.89 

Safe 



0.10 

0.15 

42.77 

0.17 

- 

0.17 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.174 

0.009 

0.166 

0.060 

36.01 

Safe 

Loona Kalan 

0817000502201800 

0.20 

0.67 

(96.75) 

0.54 

- 

0.54 

0.04 

0.29 

0.09 

- 

- 

- 

- 

- 

0.094 

0.631 

0.032 

0.599 

0.041 

6.81 

Safe 



0.20 

0.01 

(74.31) 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.004 

72.98 

Semi Critical 

Loonwa Charnan 

0817000502203800 

0.10 

0.21 

20.32 

0.26 

- 

0.26 

0.04 

0.36 

0.03 

0.0100 

- 

- 

- 

0.010 

0.037 

0.295 

0.015 

0.280 

0.152 

54.31 

Safe 

Loonwa Jageer 

0817000502203700 

0.10 

1.10 

(69.51) 

0.88 

0.05 

0.92 

0.04 

0.37 

0.14 

0.1200 

- 

- 

0.008 

0.128 

0.267 

1.191 

0.060 

1.131 

1.137 

100.52 

Over Exploited 

Lumba Ki Dhani 

0818000102272100 

0.10 

0.74 

- 

0.74 

0.04 

0.78 

0.04 

0.34 

0.10 

0.1100 

- 

- 

0.001 

0.111 

0.210 

0.987 

0.099 

0.888 

3.098 

348.89 

Over Exploited 

Magha Ki Dhani 

0817000502205300 

0.10 

0.14 

(3.23) 

0.13 

0.03 

0.16 

0.04 

0.41 

0.02 

0.0900 

- 

- 

- 

0.090 

0.105 

0.268 

0.013 

0.254 

0.473 

185.97 

Over Exploited 

Maghani Maghwalon Ki Dhani 

0817000502204300 

0.10 

0.17 

59.74 

0.20 

0.02 

0.22 

0.04 

0.37 

0.02 

0.0700 

- 

- 

- 

0.070 

0.090 

0.311 

0.016 

0.296 

0.632 

213.64 

Over Exploited 

Mailawas Gusaiyan 

0818000602319500 

0.18 

0.04 

84.40 

0.05 

0.02 

0.08 

0.01 

0.14 

- 

0.0300 

0.0051 

0.0072 

- 

0.042 

0.042 

0.119 

0.006 

0.113 

0.190 

167.77 

Over Exploited 



0.18 

0.03 

197.68 

0.03 

0.02 

0.05 

0.01 

0.11 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.105 

0.005 

0.100 

0.287 

288.47 

Over Exploited 

Malpura 

0817000502171500 

0.15 

0.11 

(25.12) 

0.09 

- 

0.09 

0.02 

0.15 

0.01 

0.0100 

- 

- 

- 

0.010 

0.023 

0.108 

0.005 

0.103 

0.185 

180.09 

Over Exploited 

Manawas 

0817000502185400 

0.20 

0.00 

2,548.69 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Mandawala 

0817000502202100 

0.20 

0.35 

(64.68) 

0.28 

- 

0.28 

0.04 

0.32 

0.05 

- 

- 

- 

- 

- 

0.048 

0.325 

0.016 

0.309 

0.019 

6.25 

Safe 

Mangle Ki Beri 

0817000502180000 

0.06 

0.00 

795.63 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.006 

0.006 

95.98 

Critical 



0.10 

0.00 

2,297.36 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

192.11 

Over Exploited 



0.10 

0.00 

173,726.43 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Meethi Beri 

0817000502172700 

0.15 

0.03 

24,666.31 

0.04 

- 

0.04 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.049 

0.002 

0.046 

0.203 

438.80 

Over Exploited 

Meethiyawas 

0817000502182400 

0.15 

0.16 

(69.15) 

0.13 

- 

0.13 

0.03 

0.28 

0.02 

- 

- 

- 

- 

- 

0.021 

0.147 

0.007 

0.140 

0.013 

9.45 

Safe 

Meghwalon Ki Dhani 

0817000502189100 

0.15 

0.18 

52.03 

0.22 

- 

0.22 

0.02 

0.21 

0.02 

- 

- 

- 

- 

- 

0.024 

0.242 

0.012 

0.230 

0.020 

8.71 

Safe 

Mengalwa 

0818000102273800 

0.10 

0.05 

- 

0.05 

0.01 

0.06 

0.01 

0.11 

0.01 

0.0300 

- 

- 

- 

0.030 

0.036 

0.092 

0.009 

0.083 

0.908 

1,096.59 

Over Exploited 

Mithora 

0817000402164200 

0.15 

0.02 

- 

0.02 

0.01 

0.03 

0.00 

0.04 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.056 

0.006 

0.051 

0.663 

1,310.21 

Over Exploited 

Modawas 

0817000502200400 

0.10 

0.12 

83.51 

0.15 

0.00 

0.15 

0.03 

0.25 

0.02 

0.0100 

- 

- 

0.001 

0.011 

0.027 

0.173 

0.009 

0.164 

0.097 

59.07 

Safe 

Mokhawa 

0817000502190400 

0.10 

0.01 

373.85 

0.02 

0.02 

0.03 

0.01 

0.05 

0.00 

- 

0.0067 

0.0095 

- 

0.016 

0.018 

0.051 

0.003 

0.049 

0.020 

40.22 

Safe 



0.10 

0.30 

########## 

0.33 

- 

0.33 

0.03 

0.26 

0.04 

0.0100 

- 

- 

- 

0.010 

0.047 

0.375 

0.019 

0.356 

0.085 

23.77 

Safe 

Mokhawa Khurd 

0817000502200100 

0.10 

0.00 

12,901.43 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.31 

(10.54) 

0.28 

- 

0.28 

0.03 

0.30 

0.04 

- 

- 

- 

- 

- 

0.040 

0.319 

0.016 

0.303 

0.063 

20.70 

Safe 

Moodhon Ka Tala 

0817000602225600 

0.12 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.001 

0.007 

0.015 

224.55 

Over Exploited 

Morseem 

0818000502308900 

0.20 

2.20 

- 

2.20 

0.05 

2.25 

0.03 

0.32 

0.25 

0.1500 

- 

- 

0.002 

0.152 

0.402 

2.652 

0.265 

2.387 

1.545 

64.71 

Safe 



0.20 

0.00 

- 

0.00 

0.03 

0.03 

0.00 

0.01 

0.00 

0.0800 

- 

- 

- 

0.080 

0.080 

0.111 

0.011 

0.100 

0.670 

671.98 

Over Exploited 

Motisara 

0817000502201600 

0.20 

0.49 

(45.74) 

0.40 

- 

0.40 

0.04 

0.31 

0.07 

- 

- 

- 

- 

- 

0.069 

0.464 

0.023 

0.441 

0.029 

6.50 

Safe 

Mubari 

0817000402164900 

0.11 

0.01 

225,208.80 

0.02 

- 

0.02 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.002 

0.019 

0.001 

0.018 

0.056 

311.66 

Over Exploited 



0.15 

0.09 

########## 

0.11 

- 

0.11 

0.02 

0.14 

0.01 

- 

- 

- 

- 

- 

0.012 

0.123 

0.006 

0.117 

0.244 

209.05 

Over Exploited 

Nagar 

0817000502190200 

0.10 

0.01 

550.27 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.029 

0.001 

0.028 

0.129 

463.97 

Over Exploited 

Nai Band 

0817000502179200 

0.15 

0.19 

(27.67) 

0.16 

- 

0.16 

0.03 

0.28 

0.02 

0.0100 

- 

- 

- 

0.010 

0.034 

0.189 

0.009 

0.180 

0.232 

128.90 

Over Exploited 

Nai Khadali 

0817000502179600 

0.15 

0.10 

(6.29) 

0.09 

- 

0.09 

0.02 

0.21 

0.01 

- 

- 

- 

- 

- 

0.012 

0.103 

0.005 

0.098 

0.023 

23.30 

Safe 



0.20 

0.02 

101.62 

0.03 

- 

0.03 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.003 

0.028 

0.001 

0.027 

0.018 

68.98 

Safe 

Nai Undari 

0817000502200500 

0.10 

0.24 

65.99 

0.29 

0.01 

0.30 

0.03 

0.27 

0.03 

0.0300 

- 

- 

- 

0.030 

0.061 

0.360 

0.018 

0.342 

0.292 

85.30 

Semi Critical 

Naibali 

0818000502310000 

0.20 

0.03 

- 

0.03 

0.02 

0.05 

0.01 

0.07 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.105 

0.011 

0.095 

0.576 

607.38 

Over Exploited 



0.20 

0.11 

- 

0.11 

0.01 

0.12 

0.02 

0.16 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.150 

0.015 

0.135 

0.300 

221.57 

Over Exploited 

Nakora 

0817000502185900 

0.20 

1.24 

18.46 

1.47 

0.00 

1.47 

0.04 

0.29 

0.18 

- 

- 

- 

0.006 

0.006 

0.189 

1.661 

0.083 

1.578 

0.093 

5.92 

Safe 

Nandiya 

0818000502308100 

0.15 

1.78 

- 

1.78 

0.05 

1.83 

0.04 

0.37 

0.23 

0.1600 

- 

- 

0.002 

0.162 

0.390 

2.224 

0.222 

2.002 

4.408 

220.23 

Over Exploited 

Narwara 

0818000102274300 

0.10 

0.20 

- 

0.20 

0.02 

0.22 

0.04 

0.37 

0.02 

0.0600 

- 

- 

0.001 

0.061 

0.086 

0.304 

0.030 

0.273 

1.580 

577.73 

Over Exploited 

Nawapura 

0818000502308600 

0.15 

0.04 

- 

0.04 

- 

0.04 

0.01 

0.07 

0.01 

0.0100 

- 

- 

- 

0.010 

0.015 

0.057 

0.006 

0.051 

0.344 

675.66 

Over Exploited 



0.20 

0.86 

- 

0.86 

0.02 

0.88 

0.03 

0.29 

0.11 

0.0600 

- 

- 

- 

0.060 

0.169 

1.047 

0.105 

0.942 

1.765 

187.35 

Over Exploited 

Naya Chainpura 

0818000502309200 

0.20 

0.04 

- 

0.04 

- 

0.04 

0.01 

0.13 

0.01 

0.0100 

- 

- 

- 

0.010 

0.015 

0.058 

0.006 

0.052 

0.313 

599.54 

Over Exploited 

Naya Kua 

0817000502179900 

0.06 

0.01 

294.79 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.001 

0.012 

0.001 

0.011 

0.006 

48.93 

Safe 



0.10 

0.06 

57.38 

0.07 

- 

0.07 

0.02 

0.20 

0.01 

- 

- 

- 

- 

- 

0.008 

0.081 

0.004 

0.077 

0.011 

14.62 

Safe 

Naya Morseem 

0818000502309700 

0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.00 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.030 

0.003 

0.027 

0.156 

578.41 

Over Exploited 

Neembal Nadi 

0817000502182000 

0.15 

0.00 

408.75 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.003 

56.40 

Safe 

Neembali 

0817000502188000 

0.15 

0.41 

21.52 

0.49 

0.00 

0.49 

0.02 

0.20 

0.06 

- 

- 

- 

0.003 

0.003 

0.061 

0.556 

0.028 

0.528 

0.053 

10.06 

Safe 



0.20 

0.14 

127.77 

0.16 

- 

0.16 

0.01 

0.10 

0.02 

- 

- 

- 

- 

- 

0.019 

0.183 

0.009 

0.174 

0.025 

14.10 

Safe 

Neeriya Nada 

0817000502201100 

0.15 

0.35 

5.05 

0.37 

- 

0.37 

0.04 

0.29 

0.05 

- 

- 

- 

- 

- 

0.048 

0.417 

0.021 

0.396 

0.028 

7.11 

Safe 

Nehron Ki Dhani 

0817000502189400 

0.15 

0.06 

########## 

0.07 

- 

0.07 

0.01 

0.06 

0.01 

- 

- 

- 

- 

- 

0.007 

0.074 

0.004 

0.071 

0.034 

48.67 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Padarri 

081700050219950C 

20.819 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.837 

0.33 

0.080 

0.03 

0.01 

0.00 

0.00 

0.00 

0.17 

0.12 

0.09 

0.019 

0.11 

0.16 





Saline 

Non-command 

Non-command 

Younger Alluvium 

14.981 

0.33 

0.080 

0.04 

0.01 

0.00 

0.00 

0.00 

0.43 

0.29 

0.11 

0.049 

0.27 

0.40 


Padarri Khurd 

081700050219960C 

31.196 

Saline 

Non-command 

Non-command 

Younger Alluvium 

28.634 

0.29 

0.080 

0.09 

0.01 

0.00 

0.00 

0.00 

0.75 

0.51 

0.22 

0.093 

0.37 

0.54 


Padroo 

0817000402164300 

56.057 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.277 

-0.51 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.005 

0.01 

0.01 







Non-command 

Older Alluvium 

14.754 

-0.51 

0.080 

0.41 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.57 

0.059 

0.08 

0.15 


Paliyali 

0817000502198800 

4.214 

Fresh 

Narmada Canal 

Command 

Younger Alluvium 

2.426 

0.36 

0.080 

0.05 

0.01 

0.01 

0.01 

0.00 

0.09 

0.06 

0.17 

0.008 

0.23 

0.33 





Saline 

Narmada Canal 

Command 

Younger Alluvium 

0.785 

0.36 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.003 

0.07 

0.11 


Pananiyon Ka Tala 

0817000502182200 

5.624 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.411 

0.30 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.004 

0.06 

0.09 


Panyla Kalan 

0817000502201300 

17.386 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.133 

0.51 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.00 

0.007 

0.03 

0.06 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.100 

0.51 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.07 

0.00 

0.010 

0.05 

0.08 







Non-command 

Younger Alluvium 

12.154 

0.51 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.63 

0.37 

0.00 

0.038 

0.19 

0.32 


Panyla Khurd 

0817000502201400 

4.379 

Saline 

Non-command 

Non-command 

Younger Alluvium 

4.379 

0.49 

0.100 

0.03 

0.00 

0.00 

0.00 

0.02 

0.23 

0.13 

0.10 

0.014 

0.27 

0.47 


Pariharon Ki Dhani 

0817000402164700 

40.374 

Fresh 

Non-command 

Non-command 

Jalore Granite 

3.739 

0.06 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.08 

0.015 

0.03 

0.05 







Non-command 

Older Alluvium 

0.161 

0.06 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 


Pata Ki Dhani 

0818000502309000 

7.886 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.740 

-0.82 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.008 

0.08 

0.13 


Paun 

0817000402164500 

35.781 

Fresh 

Non-command 

Non-command 

Older Alluvium 

35.781 

0.27 

0.080 

0.44 

0.02 

0.00 

0.00 

0.00 

1.19 

0.67 

1.57 

0.143 

0.31 

0.54 


Peeprali 

0817000502197700 

13.202 

Fresh 

Narmada Canal 

Command 

Younger Alluvium 

5.543 

0.91 

0.080 

0.03 

0.01 

0.02 

0.02 

0.00 

0.38 

0.25 

0.10 

0.018 

0.14 

0.22 





Saline 

Narmada Canal 

Command 

Younger Alluvium 

0.112 

0.91 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 


Phuleri 

0817000502202800 

3.001 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.001 

-0.01 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.009 

0.29 

0.48 


Potliyon Ki Dhani 

0817000502183100 

4.616 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.616 

0.42 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.00 

0.014 

0.25 

0.42 


Pujan Beri 

0817000502197200 

12.645 

Fresh 

Narmada Canal 

Command 

Younger Alluvium 

0.412 

0.85 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.01 

0.02 





Saline 

Narmada Canal 

Command 

Younger Alluvium 

10.728 

0.85 

0.080 

0.01 

0.00 

0.03 

0.04 

0.00 

0.67 

0.44 

0.01 

0.035 

0.27 

0.42 


Raikon Ki Dhani 

0817000602221300 

18.904 

Saline 

Non-command 

Non-command 

Rhyolite 

0.027 

0.84 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ramdeora 

0817000502201500 

13.869 

Saline 

Non-command 

Non-command 

Older Alluvium 

10.223 

0.58 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.49 

0.28 

0.00 

0.032 

0.19 

0.33 







Non-command 

Younger Alluvium 

3.646 

0.58 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.12 

0.00 

0.011 

0.07 

0.12 


Ramji Ka Golphanta 

0817000502198000 

8.918 

Fresh 

Narmada Canal 

Command 

Younger Alluvium 

3.498 

1.11 

0.080 

0.03 

0.01 

0.01 

0.01 

0.00 

0.31 

0.20 

0.09 

0.011 

0.14 

0.21 


Rampura 

0818000602320200 

14.253 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.787 

0.11 

0.120 

0.22 

0.03 

0.00 

0.00 

0.00 

0.20 

0.14 

0.88 

0.002 

0.02 

0.03 





Saline 

Non-command 

Non-command 

Younger Alluvium 

4.833 

0.11 

0.120 

0.16 

0.02 

0.00 

0.00 

0.00 

0.21 

0.14 

0.61 

0.013 

0.14 

0.20 


Ranasar Khurd 

0817000502179500 

21.711 

Fresh 

Non-command 

Non-command 

Older Alluvium 

20.977 

0.41 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.72 

0.46 

0.07 

0.065 

0.24 

0.38 


Raneri 

0817000502183800 

3.792 

Saline 

Non-command 

Non-command 

Rhyolite 

3.614 

0.82 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.011 

0.23 

0.41 


Rangala 

0818000502307500 

29.148 

Fresh 

Non-command 

Non-command 

Older Alluvium 

27.376 

-1.18 

0.060 

0.27 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.90 

0.133 

0.28 

0.47 







Non-command 

Younger Alluvium 

1.772 

-1.18 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.009 

0.02 

0.03 


Ranodar 

0818000602319400 

44.836 

Fresh 

Narmada Canal 

Command 

Younger Alluvium 

0.799 

0.51 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.04 

0.002 

0.01 

0.01 





Saline 

Narmada Canal 

Command 

Younger Alluvium 

1.797 

0.51 

0.120 

0.02 

0.01 

0.01 

0.01 

0.00 

0.11 

0.08 

0.09 

0.005 

0.02 

0.03 


Ratanpura 

0817000502204200 

6.567 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.561 

0.71 

0.080 

0.04 

0.01 

0.00 

0.00 

0.00 

0.41 

0.25 

0.14 

0.021 

0.32 

0.52 


Rathoron Ki Dhani@ Maliyon Ki D 

0817000502196700 

15.744 

Fresh 

Narmada Canal 

Command 

Younger Alluvium 

1.274 

0.56 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.04 

0.004 

0.02 

0.04 






Non-command 

Non-command 

Younger Alluvium 

11.860 

0.56 

0.080 

0.10 

0.01 

0.00 

0.00 

0.00 

0.62 

0.37 

0.33 

0.039 

0.22 

0.36 





Saline 

Non-command 

Non-command 

Younger Alluvium 

0.457 

0.56 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.01 

0.01 


Rauta 

0818000502309100 

16.930 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

14.399 

-0.41 

0.100 

0.58 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

2.22 

0.070 

0.29 

0.48 


Rawali Nadi 

0817000502190100 

13.752 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.000 

0.65 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Relon Ki Dhani 

0817000402164800 

19.122 

Fresh 

Non-command 

Non-command 

Jalore Granite 

7.257 

-0.15 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.029 

0.12 

0.22 







Non-command 

Older Alluvium 

11.642 

-0.15 

0.080 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.55 

0.046 

0.19 

0.35 


Roli 

0817000502199200 

8.923 

Fresh 

Narmada Canal 

Command 

Younger Alluvium 

6.446 

0.97 

0.080 

0.12 

0.03 

0.02 

0.03 

0.00 

0.55 

0.37 

0.47 

0.021 

0.27 

0.40 


Sagraniyon Ki Beri 

0817000502197900 

5.215 

Fresh 

Narmada Canal 

Command 

Younger Alluvium 

5.215 

1.58 

0.080 

0.08 

0.02 

0.02 

0.02 

0.00 

0.68 

0.45 

0.29 

0.017 

0.35 

0.53 


Sahu & Daukiyaon Ki Dha 

0818000602319700 

11.728 

Saline 

Narmada Canal 

Command 

Younger Alluvium 

0.202 

0.17 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.01 

0.01 






Non-command 

Non-command 

Younger Alluvium 

0.632 

0.17 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.06 

0.04 

0.24 

0.002 

0.02 

0.03 


Samdaron Ka Tala 

0817000502182900 

10.258 

Saline 

Non-command 

Non-command 

Older Alluvium 

9.662 

0.24 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.12 

0.00 

0.030 

0.23 

0.37 







Non-command 

Rhyolite 

0.596 

0.24 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.02 


Sanawara Kalan 

0817000502196200 

6.744 

Saline 

Narmada Canal 

Command 

Younger Alluvium 

0.040 

0.66 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sanawara Khurd 

0817000502199100 

7.333 

Fresh 

Narmada Canal 

Command 

Younger Alluvium 

5.178 

0.51 

0.080 

0.09 

0.02 

0.01 

0.02 

0.00 

0.24 

0.17 

0.32 

0.017 

0.27 

0.39 


Sangana 

0818000102272400 

26.562 

Fresh 

Non-command 

Non-command 

Older Alluvium 

26.562 

-0.13 

0.060 

0.99 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

3.77 

0.140 

0.31 

0.52 


Sanpa Phanta Bhomji 

0817000202134400 

22.938 

Saline 

Non-command 

Non-command 

Rhyolite 

4.601 

0.69 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.014 

0.05 

0.08 


Sara 

0817000502200900 

25.828 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.225 

0.59 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

6.597 

0.59 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.32 

0.19 

0.01 

0.021 

0.07 

0.12 







Non-command 

Younger Alluvium 

18.976 

0.59 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

1.14 

0.68 

0.03 

0.059 

0.20 

0.33 


Sara Dhanji 

0817000502202600 

26.611 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.668 

-0.05 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.02 

0.03 







Non-command 

Younger Alluvium 

20.342 

-0.05 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.063 

0.22 

0.37 





Saline 

Non-command 

Non-command 

Younger Alluvium 

4.600 

-0.05 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.014 

0.05 

0.08 


Sara Jhoond 

0817000502201000 

19.492 

Saline 

Non-command 

Non-command 

Older Alluvium 

19.492 

0.86 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

1.36 

0.82 

0.00 

0.061 

0.26 

0.43 


Sarnon Ka Tala 

0817000502182500 

6.832 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.832 

0.18 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.00 

0.021 

0.25 

0.40 


Sarnoo Bhimji 

0817000602221500 

12.013 

Saline 

Non-command 

Non-command 

Rhyolite 

8.581 

1.17 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.10 

0.00 

0.027 

0.17 

0.27 


Sarnoo Panji 

0817000602221400 

23.782 

Saline 

Non-command 

Non-command 

Rhyolite 

0.818 

0.78 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.003 

0.01 

0.01 


Seeloo 

0817000502199900 

9.977 

Fresh 

Narmada Canal 

Command 

Younger Alluvium 

6.136 

0.36 

0.080 

0.02 

0.00 

0.02 

0.03 

0.00 

0.15 

0.09 

0.05 

0.020 

0.19 

0.32 






Non-command 

Non-command 

Younger Alluvium 

3.841 

0.36 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.04 

0.012 

0.12 

0.20 


Sela 

0817000402165000 

11.058 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.144 

0.75 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.00 

0.01 







Non-command 

Older Alluvium 

2.414 

0.75 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.18 

0.09 

0.11 

0.010 

0.07 

0.13 


Seoron Ki Dhnai 

0817000502184300 

24.252 

Saline 

Non-command 

Non-command 

Rhyolite 

1.797 

0.77 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.006 

0.02 

0.03 


Sidhasawa Harniyan 

0817000502204700 

8.598 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

8.598 

0.39 

0.080 

0.10 

0.02 

0.00 

0.00 

0.00 

0.35 

0.23 

0.38 

0.028 

0.35 

0.53 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Padarri 

0817000502199500 

0.10 

0.06 

90.00 

0.07 

0.01 

0.08 

0.01 

0.12 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.105 

0.005 

0.100 

0.105 

105.40 

Over Exploited 



0.10 

0.41 

(29.50) 

0.33 

0.01 

0.34 

0.03 

0.30 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.359 

0.018 

0.341 

0.157 

46.00 

Safe 

Padarri Khurd 

0817000502199600 

0.10 

1.06 

(51.71) 

0.85 

0.01 

0.86 

0.04 

0.41 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.895 

0.045 

0.851 

0.313 

36.81 

Safe 

Padroo 

0817000402164300 

0.11 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.104 

10,921.39 

Over Exploited 



0.15 

0.17 

- 

0.17 

0.02 

0.19 

0.01 

0.09 

0.02 

0.0600 

- 

- 

0.001 

0.061 

0.085 

0.275 

0.028 

0.248 

1.627 

657.09 

Over Exploited 

Paliyali 

0817000502198800 

0.10 

0.06 

15.18 

0.06 

0.03 

0.09 

0.02 

0.26 

- 

0.0300 

0.0062 

0.0088 

- 

0.045 

0.045 

0.136 

0.007 

0.130 

0.181 

139.51 

Over Exploited 



0.10 

0.01 

222.13 

0.01 

0.01 

0.01 

0.01 

0.08 

- 

0.0100 

0.0020 

0.0028 

- 

0.015 

0.015 

0.027 

0.001 

0.026 

0.032 

121.64 

Over Exploited 

Pananiyon Ka Tala 

0817000502182200 

0.15 

0.01 

26,706.41 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.002 

0.017 

0.001 

0.016 

0.004 

27.75 

Safe 

Panyla Kalan 

0817000502201300 

0.20 

0.01 

344.96 

0.02 

- 

0.02 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.002 

0.019 

0.001 

0.018 

0.007 

36.80 

Safe 



0.15 

0.02 

226.31 

0.03 

- 

0.03 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.003 

0.030 

0.002 

0.029 

0.010 

33.77 

Safe 



0.20 

0.46 

(20.71) 

0.37 

- 

0.37 

0.03 

0.22 

0.06 

- 

- 

- 

- 

- 

0.064 

0.433 

0.022 

0.411 

0.038 

9.21 

Safe 

Panyla Khurd 

0817000502201400 

0.20 

0.24 

(44.67) 

0.19 

0.02 

0.21 

0.04 

0.31 

0.03 

0.0100 

- 

- 

0.024 

0.035 

0.068 

0.275 

0.014 

0.262 

0.112 

42.69 

Safe 

Pariharon Ki Dhani 

0817000402164700 

0.11 

0.01 

18.25 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.002 

0.016 

0.001 

0.015 

0.094 

619.76 

Over Exploited 



0.15 

0.00 

1,516.18 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Pata Ki Dhani 

0818000502309000 

0.20 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.040 

0.004 

0.036 

0.118 

325.90 

Over Exploited 

Paun 

0817000402164500 

0.15 

1.64 

(58.98) 

1.32 

0.02 

1.34 

0.04 

0.35 

0.22 

0.0600 

- 

- 

0.001 

0.061 

0.280 

1.617 

0.081 

1.536 

1.717 

111.78 

Over Exploited 

Peeprali 

0817000502197700 

0.10 

0.08 

218.49 

0.09 

0.05 

0.14 

0.02 

0.16 

0.01 

0.0200 

0.0142 

0.0200 

- 

0.054 

0.063 

0.206 

0.010 

0.196 

0.119 

60.74 

Safe 



0.10 

0.00 

14,766.45 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.002 

0.000 

0.001 

0.000 

25.20 

Safe 

Phuleri 

0817000502202800 

0.20 

0.17 

- 

0.17 

- 

0.17 

0.04 

0.33 

0.02 

- 

- 

- 

- 

- 

0.023 

0.196 

0.020 

0.176 

0.009 

5.30 

Safe 

Potliyon Ki Dhani 

0817000502183100 

0.15 

0.17 

(46.33) 

0.14 

- 

0.14 

0.03 

0.28 

0.02 

- 

- 

- 

- 

- 

0.024 

0.161 

0.008 

0.153 

0.014 

9.39 

Safe 

Pujan Beri 

0817000502197200 

0.10 

0.00 

3,730.45 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0011 

0.0015 

- 

0.003 

0.003 

0.006 

0.000 

0.006 

0.001 

23.78 

Safe 



0.10 

0.29 

49.34 

0.35 

0.07 

0.42 

0.03 

0.30 

0.03 

- 

0.0274 

0.0388 

- 

0.066 

0.100 

0.524 

0.026 

0.498 

0.046 

9.21 

Safe 

Raikon Ki Dhani 

0817000602221300 

0.05 

0.00 

45,085.59 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ramdeora 

0817000502201500 

0.15 

0.30 

(4.59) 

0.28 

0.00 

0.29 

0.03 

0.22 

0.04 

- 

- 

- 

0.002 

0.002 

0.043 

0.328 

0.016 

0.312 

0.032 

10.21 

Safe 



0.20 

0.05 

143.90 

0.06 

0.00 

0.06 

0.01 

0.08 

0.01 

- 

- 

- 

0.003 

0.003 

0.010 

0.073 

0.004 

0.069 

0.011 

16.42 

Safe 

Ramji Ka Golphanta 

0817000502198000 

0.10 

0.05 

315.35 

0.06 

0.04 

0.09 

0.02 

0.15 

- 

0.0200 

0.0090 

0.0126 

0.002 

0.044 

0.044 

0.137 

0.007 

0.131 

0.097 

74.55 

Semi Critical 

Rampura 

0818000602320200 

0.18 

0.00 

4,185.00 

0.00 

0.03 

0.03 

0.00 

0.03 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.134 

0.007 

0.127 

0.880 

692.10 

Over Exploited 



0.18 

0.12 

16.67 

0.14 

0.02 

0.16 

0.01 

0.15 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.231 

0.012 

0.220 

0.625 

284.47 

Over Exploited 

Ranasar Khurd 

0817000502179500 

0.15 

0.77 

########## 

0.62 

0.00 

0.62 

0.03 

0.28 

0.10 

- 

- 

- 

0.004 

0.004 

0.101 

0.719 

0.036 

0.683 

0.137 

20.11 

Safe 

Raneri 

0817000502183800 

0.05 

0.04 

(40.80) 

0.03 

- 

0.03 

0.03 

0.27 

0.01 

- 

- 

- 

- 

- 

0.006 

0.040 

0.002 

0.038 

0.011 

29.57 

Safe 

Rangala 

0818000502307500 

0.15 

1.16 

- 

1.16 

0.01 

1.17 

0.04 

0.32 

0.16 

0.0300 

- 

- 

0.004 

0.034 

0.189 

1.357 

0.136 

1.221 

1.033 

84.57 

Semi Critical 



0.20 

0.01 

- 

0.01 

0.00 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

0.001 

0.001 

0.002 

0.009 

0.001 

0.008 

0.079 

953.16 

Over Exploited 

Ranodar 

0818000602319400 

0.18 

0.00 

3,230.20 

0.00 

0.01 

0.01 

0.00 

0.01 

- 

0.0100 

0.0020 

0.0029 

- 

0.015 

0.015 

0.022 

0.001 

0.021 

0.043 

207.51 

Over Exploited 



0.18 

0.01 

1,228.93 

0.01 

0.02 

0.03 

0.00 

0.02 

- 

0.0200 

0.0046 

0.0065 

- 

0.031 

0.031 

0.061 

0.003 

0.058 

0.091 

157.48 

Over Exploited 

Ratanpura 

0817000502204200 

0.10 

0.21 

19.53 

0.25 

0.01 

0.26 

0.04 

0.36 

0.03 

0.0200 

- 

- 

- 

0.020 

0.046 

0.307 

0.015 

0.291 

0.158 

54.33 

Safe 

Rathoron Ki Dhani@ Maliyon Ki D 

0817000502196700 

0.10 

0.00 

1,131.02 

0.00 

0.01 

0.01 

0.00 

0.03 

0.00 

- 

0.0027 

0.0031 

- 

0.006 

0.006 

0.016 

0.001 

0.015 

0.040 

259.87 

Over Exploited 



0.10 

0.26 

45.61 

0.31 

0.01 

0.32 

0.03 

0.24 

0.03 

0.0400 

- 

- 

- 

0.040 

0.073 

0.391 

0.020 

0.372 

0.370 

99.44 

Critical 



0.10 

0.00 

3,116.64 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.008 

1,760.27 

Over Exploited 

Rauta 

0818000502309100 

0.20 

0.84 

- 

0.84 

0.08 

0.92 

0.04 

0.33 

0.10 

0.2500 

- 

- 

0.002 

0.252 

0.357 

1.280 

0.128 

1.152 

2.293 

199.01 

Over Exploited 

Rawali Nadi 

0817000502190100 

0.10 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Relon Ki Dhani 

0817000402164800 

0.11 

0.04 

- 

0.04 

- 

0.04 

0.02 

0.13 

0.00 

- 

- 

- 

- 

- 

0.005 

0.042 

0.004 

0.038 

0.262 

698.38 

Over Exploited 



0.15 

0.29 

- 

0.29 

0.01 

0.30 

0.02 

0.21 

0.04 

0.0200 

- 

- 

- 

0.020 

0.059 

0.361 

0.036 

0.325 

0.598 

183.96 

Over Exploited 

Roli 

0817000502199200 

0.10 

0.17 

114.65 

0.21 

0.07 

0.28 

0.03 

0.30 

- 

0.0900 

0.0165 

0.0233 

- 

0.130 

0.130 

0.412 

0.021 

0.392 

0.489 

124.83 

Over Exploited 

Sagraniyon Ki Beri 

0817000502197900 

0.10 

0.18 

147.42 

0.22 

0.06 

0.27 

0.04 

0.39 

0.02 

0.0500 

0.0133 

0.0189 

- 

0.082 

0.102 

0.376 

0.019 

0.357 

0.305 

85.33 

Semi Critical 

Sahu & Daukiyaon Ki Dha 

0818000602319700 

0.18 

0.00 

3,203.42 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0004 

0.0005 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.023 

1,044.18 

Over Exploited 



0.18 

0.00 

1,518.10 

0.00 

0.01 

0.01 

0.00 

0.03 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.043 

0.002 

0.041 

0.242 

587.22 

Over Exploited 

Samdaron Ka Tala 

0817000502182900 

0.15 

0.33 

(64.85) 

0.27 

0.00 

0.27 

0.03 

0.26 

0.04 

- 

- 

- 

0.003 

0.003 

0.047 

0.316 

0.016 

0.300 

0.030 

10.03 

Safe 



0.05 

0.00 

207.41 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

346.37 

Over Exploited 

Sanawara Kalan 

0817000502196200 

0.10 

0.00 

16,690.96 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sanawara Khurd 

0817000502199100 

0.10 

0.14 

19.75 

0.17 

0.06 

0.22 

0.03 

0.30 

- 

0.0600 

0.0132 

0.0187 

- 

0.092 

0.092 

0.316 

0.016 

0.300 

0.341 

113.59 

Over Exploited 

Sangana 

0818000102272400 

0.10 

0.83 

- 

0.83 

0.05 

0.88 

0.04 

0.35 

0.11 

0.1400 

- 

- 

0.002 

0.142 

0.251 

1.134 

0.113 

1.021 

3.911 

383.16 

Over Exploited 

Sanpa Phanta Bhomji 

0817000202134400 

0.05 

0.01 

149.53 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.002 

0.015 

0.001 

0.014 

0.014 

100.63 

Over Exploited 

Sara 

0817000502200900 

0.20 

0.00 

7,346.44 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.15 

0.07 

179.45 

0.08 

- 

0.08 

0.01 

0.08 

0.01 

- 

- 

- 

- 

- 

0.009 

0.091 

0.005 

0.087 

0.032 

36.42 

Safe 



0.20 

0.75 

(9.41) 

0.68 

- 

0.68 

0.03 

0.23 

0.10 

- 

- 

- 

- 

- 

0.102 

0.784 

0.039 

0.745 

0.084 

11.29 

Safe 

Sara Dhanji 

0817000502202600 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.001 

0.005 

0.005 

113.78 

Over Exploited 



0.20 

0.89 

- 

0.89 

- 

0.89 

0.03 

0.25 

0.12 

- 

- 

- 

- 

- 

0.120 

1.006 

0.101 

0.906 

0.077 

8.54 

Safe 



0.20 

0.05 

- 

0.05 

- 

0.05 

0.01 

0.06 

0.01 

- 

- 

- 

- 

- 

0.006 

0.051 

0.005 

0.046 

0.014 

30.94 

Safe 

Sara Jhoond 

0817000502201000 

0.15 

0.76 

8.30 

0.82 

0.00 

0.83 

0.03 

0.29 

0.10 

- 

- 

- 

0.006 

0.006 

0.109 

0.936 

0.047 

0.889 

0.061 

6.83 

Safe 

Sarnon Ka Tala 

0817000502182500 

0.15 

0.25 

(72.63) 

0.20 

- 

0.20 

0.03 

0.28 

0.03 

- 

- 

- 

- 

- 

0.033 

0.234 

0.012 

0.223 

0.021 

9.56 

Safe 

Sarnoo Bhimji 

0817000602221500 

0.05 

0.07 

41.06 

0.09 

- 

0.09 

0.02 

0.19 

0.01 

- 

- 

- 

- 

- 

0.009 

0.096 

0.005 

0.092 

0.027 

29.18 

Safe 

Sarnoo Panji 

0817000602221400 

0.05 

0.00 

1,660.72 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.003 

600.09 

Over Exploited 

Seeloo 

0817000502199900 

0.10 

0.12 

(21.60) 

0.09 

0.04 

0.14 

0.02 

0.21 

0.01 

0.0100 

0.0157 

0.0222 

0.003 

0.051 

0.065 

0.202 

0.010 

0.192 

0.070 

36.37 

Safe 



0.10 

0.05 

55.00 

0.05 

0.00 

0.06 

0.01 

0.13 

0.01 

0.0100 

- 

- 

0.004 

0.014 

0.020 

0.077 

0.004 

0.073 

0.048 

66.23 

Safe 

Sela 

0817000402165000 

0.11 

0.00 

95,927.51 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.009 

11,517.45 

Over Exploited 



0.15 

0.02 

345,178.76 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.002 

0.025 

0.001 

0.023 

0.118 

504.07 

Over Exploited 

Seoron Ki Dhnai 

0817000502184300 

0.05 

0.00 

606.32 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.006 

270.73 

Over Exploited 

Sidhasawa Harniyan 

0817000502204700 

0.10 

0.30 

(24.48) 

0.24 

0.02 

0.26 

0.04 

0.39 

0.03 

0.0700 

- 

- 

0.001 

0.071 

0.105 

0.369 

0.018 

0.351 

0.410 

116.94 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Sindari @ Ber 

081700050218340C 

5.013 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.428 

0.78 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.13 

0.01 

0.011 

0.17 

0.31 







Non-command 

Younger Alluvium 

1.584 

0.78 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.00 

0.005 

0.08 

0.14 


Sindari Charnan 

081700050218610C 

22.572 

Saline 

Non-command 

Non-command 

Younger Alluvium 

22.572 

1.12 

0.100 

0.02 

0.00 

0.00 

0.00 

0.01 

2.54 

1.39 

0.00 

0.070 

0.26 

0.47 


Sindari Chaseera 

081700050218600C 

6.792 

Saline 

Non-command 

Non-command 

Younger Alluvium 

6.792 

0.90 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.62 

0.34 

0.03 

0.021 

0.26 

0.46 


Sindhaswa Chauhanan 

081700050220540C 

6.325 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.325 

0.26 

0.080 

0.10 

0.01 

0.00 

0.00 

0.00 

0.22 

0.15 

0.39 

0.021 

0.38 

0.56 


Sirana 

081800010227200C 

28.442 

Fresh 

Non-command 

Non-command 

Older Alluvium 

28.442 

-0.78 

0.060 

1.65 

0.08 

0.00 

0.00 

0.01 

0.00 

0.00 

6.42 

0.150 

0.29 

0.51 


Siyalon Ka Der 

081700050219780C 

8.913 

Fresh 

Narmada Canal 

Command 

Younger Alluvium 

8.913 

1.17 

0.080 

0.04 

0.01 

0.03 

0.04 

0.00 

0.81 

0.53 

0.12 

0.029 

0.34 

0.52 


Siyolon Ki Beri 

081700050217940C 

6.255 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.255 

0.29 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.20 

0.13 

0.21 

0.019 

0.25 

0.38 


Sobrawas 

081800050230780C 

12.592 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.592 

-1.13 

0.060 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.63 

0.061 

0.31 

0.51 


Sodhon Ki Dhani 

081700050220440C 

10.564 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

10.564 

0.47 

0.080 

0.06 

0.01 

0.00 

0.00 

0.00 

0.45 

0.28 

0.20 

0.034 

0.33 

0.54 


Songaron Ki Dhani 

081700050220030C 

8.065 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

8.065 

0.76 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.51 

0.32 

0.05 

0.026 

0.30 

0.48 


Surana 

0818000102274100 

44.827 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.267 

1.64 

0.060 

0.26 

0.01 

0.00 

0.00 

0.00 

0.87 

0.56 

1.01 

0.033 

0.05 

0.08 


Takooberi 

0817000502183700 

22.706 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.244 

0.69 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.00 

0.00 







Non-command 

Rhyolite 

22.462 

0.69 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.25 

0.14 

0.00 

0.070 

0.24 

0.42 


Taliyana 

0818000102273100 

14.237 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.237 

0.89 

0.060 

1.02 

0.05 

0.00 

0.00 

0.01 

1.73 

1.08 

3.99 

0.075 

0.33 

0.52 


Tatra 

0818000602320100 

4.179 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.603 

0.05 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.03 

0.02 

0.18 

0.002 

0.06 

0.09 


Teja Ki Beri 

0818000102272200 

24.864 

Fresh 

Non-command 

Non-command 

Older Alluvium 

24.864 

-0.37 

0.060 

0.45 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.64 

0.131 

0.30 

0.52 


Thaon Ki Dhani 

0817000502202300 

14.828 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.211 

-0.54 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.010 

0.06 

0.11 







Non-command 

Younger Alluvium 

11.617 

-0.54 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.036 

0.23 

0.38 


Thoriyon Ka Tala 

0817000502171400 

8.989 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.839 

-0.47 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.021 

0.18 

0.27 


Tilora 

0818000102274400 

28.626 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.126 

1.20 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.14 

0.006 

0.01 

0.02 







Non-command 

Younger Alluvium 

0.150 

1.20 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.001 

0.00 

0.00 


Toonkiya 

0817000502203100 

18.604 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

18.604 

0.14 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.28 

0.17 

0.00 

0.058 

0.29 

0.48 


Udaniyon Ki Dhani 

0817000502196600 

16.068 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.257 

0.50 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.02 

0.004 

0.02 

0.03 





Saline 

Non-command 

Non-command 

Younger Alluvium 

14.769 

0.50 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.64 

0.40 

0.12 

0.048 

0.25 

0.41 


Vamal 

0818000602320300 

12.471 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.059 

-0.23 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

2.469 

-0.23 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.006 

0.08 

0.12 


Vanakon Ka Bera 

0817000502188600 

5.930 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.930 

0.64 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.32 

0.20 

0.00 

0.018 

0.25 

0.40 


Wananiyon Ki Beri 

0817000502189000 

4.735 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.440 

0.87 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.00 

0.004 

0.08 

0.12 

11008078 

Aakli 

0817000502195000 

18.706 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

1.635 

0.25 

0.060 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.01 

0.01 

0.005 

0.03 

0.05 







Command 

Younger Alluvium 

0.637 

0.25 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.01 

0.02 





Saline 

Narmada Canal 

Command 

Older Alluvium 

1.045 

0.25 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.003 

0.02 

0.03 







Command 

Younger Alluvium 

0.332 

0.25 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Aaleti 

0817000502194300 

10.720 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

10.720 

0.71 

0.060 

0.04 

0.00 

0.03 

0.03 

0.00 

0.44 

0.30 

0.13 

0.035 

0.39 

0.57 


Agrawa 

0818000602313800 

26.370 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

18.476 

0.78 

0.090 

0.14 

0.02 

0.04 

0.05 

0.03 

1.30 

0.92 

0.50 

0.048 

0.29 

0.42 


Andaniyon Ki Dhani 

0817000502193600 

7.311 

Saline 

Narmada Canal 

Command 

Older Alluvium 

2.723 

0.35 

0.060 

0.01 

0.00 

0.01 

0.01 

0.00 

0.05 

0.04 

0.01 

0.009 

0.13 

0.19 


Bachhla 

0817000802264500 

8.743 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.000 

0.72 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Narmada Canal 

Command 

Older Alluvium 

3.628 

0.72 

0.060 

0.01 

0.00 

0.01 

0.01 

0.00 

0.15 

0.10 

0.03 

0.012 

0.14 

0.21 


Bamarla 

0817000802264400 

10.437 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

1.307 

0.72 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.12 

0.004 

0.04 

0.06 





Saline 

Narmada Canal 

Command 

Older Alluvium 

1.900 

0.72 

0.060 

0.03 

0.00 

0.00 

0.01 

0.00 

0.10 

0.07 

0.11 

0.006 

0.06 

0.09 


Beri Gaon 

0817000502198900 

18.541 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.034 

0.29 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Younger Alluvium 

8.755 

0.29 

0.080 

0.10 

0.02 

0.03 

0.04 

0.00 

0.22 

0.15 

0.37 

0.028 

0.18 

0.27 


Bheruri 

0817000802264700 

7.261 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.080 

0.66 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

Narmada Canal 

Command 

Older Alluvium 

0.089 

0.66 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Chimra 

0818000602313900 

11.084 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

1.339 

1.35 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.12 

0.06 

0.003 

0.05 

0.07 


Dabli 

0817000502198300 

11.716 

Fresh 

Narmada Canal 

Command 

Younger Alluvium 

1.688 

0.36 

0.080 

0.02 

0.00 

0.00 

0.01 

0.00 

0.06 

0.04 

0.08 

0.005 

0.06 

0.08 


Daboi 

0817000502194800 

14.705 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

5.379 

0.29 

0.060 

0.02 

0.00 

0.02 

0.02 

0.00 

0.07 

0.05 

0.05 

0.017 

0.13 

0.20 







Command 

Younger Alluvium 

1.769 

0.29 

0.080 

0.01 

0.00 

0.01 

0.01 

0.00 

0.04 

0.03 

0.04 

0.006 

0.04 

0.06 


Dhakon Ka Goliya 

0817000502193500 

7.631 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

3.146 

0.52 

0.060 

0.00 

0.00 

0.01 

0.01 

0.00 

0.08 

0.06 

0.00 

0.010 

0.14 

0.21 






Non-command 

Non-command 

Older Alluvium 

0.004 

0.52 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Narmada Canal 

Command 

Older Alluvium 

4.052 

0.52 

0.060 

0.01 

0.00 

0.01 

0.01 

0.00 

0.12 

0.08 

0.01 

0.013 

0.18 

0.27 


Dholi Nadi 

0817000502194600 

9.738 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.600 

0.26 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.002 

0.02 

0.03 







Command 

Younger Alluvium 

4.046 

0.26 

0.080 

0.03 

0.01 

0.01 

0.02 

0.00 

0.07 

0.05 

0.11 

0.013 

0.15 

0.23 


Gandhaw Khurd 

0817000502198400 

33.974 

Fresh 

Narmada Canal 

Command 

Younger Alluvium 

0.134 

0.41 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gangapur 

0817000802264600 

0.683 

Saline 

Narmada Canal 

Command 

Older Alluvium 

0.302 

0.70 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.001 

0.16 

0.23 


Godaron Ki Beri 

0817000502194200 

5.717 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

5.717 

0.54 

0.060 

0.02 

0.00 

0.02 

0.02 

0.00 

0.17 

0.11 

0.06 

0.019 

0.37 

0.54 


Hali Bao 

0818000602319100 

13.163 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

5.192 

0.52 

0.090 

0.13 

0.03 

0.01 

0.02 

0.00 

0.31 

0.21 

0.49 

0.013 

0.16 

0.24 







Command 

Younger Alluvium 

1.199 

0.52 

0.120 

0.03 

0.01 

0.00 

0.00 

0.00 

0.09 

0.06 

0.12 

0.003 

0.04 

0.05 


Hanuwantpura 

0818000602314100 

4.386 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.147 

1.30 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.000 

0.01 

0.02 


Jambhaji Ka Mandir 

0817000502193000 

4.498 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.719 

0.46 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.002 

0.05 

0.08 






Non-command 

Non-command 

Older Alluvium 

2.030 

0.46 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.007 

0.14 

0.22 


Jhakarra 

0817000502194500 

10.634 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

10.634 

0.32 

0.060 

0.03 

0.00 

0.03 

0.04 

0.29 

-0.13 

-0.09 

0.06 

0.035 

0.38 

0.56 


Kabooli 

0817000502193100 

19.371 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

9.460 

0.48 

0.060 

0.01 

0.00 

0.02 

0.03 

0.00 

0.24 

0.16 

0.01 

0.031 

0.16 

0.24 






Non-command 

Non-command 

Older Alluvium 

4.841 

0.48 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.01 

0.016 

0.08 

0.12 


Kakron Ki Dhani 

0817000502193400 

2.963 

Saline 

Narmada Canal 

Command 

Older Alluvium 

0.001 

0.14 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Keriya 

0818000602318600 

15.348 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.085 

0.62 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.000 

0.00 

0.00 







Command 

Younger Alluvium 

0.192 

0.62 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.000 

0.01 

0.01 


Khari 

0817000502175500 

24.584 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.472 

0.72 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.002 

0.01 

0.01 





Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Sindari @ Ber 

0817000502183400 

0.15 

0.09 

40.86 

0.11 

0.00 

0.11 

0.03 

0.20 

0.01 

- 

- 

- 

0.002 

0.002 

0.015 

0.124 

0.006 

0.117 

0.018 

15.06 

Safe 



0.20 

0.03 

174.88 

0.03 

- 

0.03 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.004 

0.034 

0.002 

0.032 

0.009 

27.58 

Safe 

Sindari Charnan 

0817000502186100 

0.20 

1.18 

18.49 

1.39 

0.01 

1.40 

0.04 

0.30 

0.17 

- 

- 

- 

0.012 

0.012 

0.183 

1.584 

0.079 

1.505 

0.070 

4.67 

Safe 

Sindari Chaseera 

0817000502186000 

0.20 

0.35 

(1.78) 

0.34 

- 

0.34 

0.04 

0.30 

0.05 

- 

- 

- 

- 

- 

0.051 

0.396 

0.020 

0.376 

0.046 

12.28 

Safe 

Sindhaswa Chauhanan 

0817000502205400 

0.10 

0.24 

(37.68) 

0.19 

0.01 

0.20 

0.04 

0.42 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.242 

0.012 

0.229 

0.413 

179.81 

Over Exploited 

Sirana 

0818000102272000 

0.10 

0.84 

- 

0.84 

0.09 

0.92 

0.04 

0.33 

0.11 

0.2400 

- 

- 

0.009 

0.249 

0.363 

1.285 

0.128 

1.156 

6.572 

568.47 

Over Exploited 

Siyalon Ka Der 

0817000502197800 

0.10 

0.30 

73.23 

0.36 

0.07 

0.44 

0.04 

0.38 

0.03 

0.0200 

0.0228 

0.0322 

- 

0.075 

0.109 

0.546 

0.027 

0.519 

0.144 

27.75 

Safe 

Siyolon Ki Beri 

0817000502179400 

0.15 

0.23 

(42.42) 

0.19 

- 

0.19 

0.03 

0.28 

0.03 

0.0100 

- 

- 

- 

0.010 

0.039 

0.224 

0.011 

0.213 

0.225 

105.93 

Over Exploited 

Sobrawas 

0818000502307800 

0.15 

0.59 

- 

0.59 

0.01 

0.60 

0.04 

0.35 

0.08 

0.0200 

- 

- 

0.001 

0.021 

0.098 

0.695 

0.069 

0.625 

0.691 

110.56 

Over Exploited 

Sodhon Ki Dhani 

0817000502204400 

0.10 

0.35 

(21.51) 

0.28 

0.01 

0.29 

0.04 

0.37 

0.04 

0.0200 

- 

- 

- 

0.020 

0.063 

0.354 

0.018 

0.337 

0.236 

70.20 

Semi Critical 

Songaron Ki Dhani 

0817000502200300 

0.10 

0.24 

31.30 

0.29 

- 

0.29 

0.04 

0.34 

0.03 

0.0100 

- 

- 

- 

0.010 

0.041 

0.331 

0.017 

0.314 

0.076 

24.27 

Safe 

Surana 

0818000102274100 

0.10 

0.03 

1,725.61 

0.04 

0.01 

0.05 

0.01 

0.05 

0.00 

0.0400 

- 

- 

- 

0.040 

0.044 

0.090 

0.005 

0.086 

1.041 

1,213.92 

Over Exploited 

Takooberi 

0817000502183700 

0.15 

0.00 

7,937.29 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.05 

0.27 

(47.03) 

0.22 

0.00 

0.22 

0.03 

0.28 

0.04 

- 

- 

- 

0.005 

0.005 

0.044 

0.266 

0.013 

0.252 

0.070 

27.72 

Safe 

Taliyana 

0818000102273100 

0.10 

0.46 

133.22 

0.56 

0.06 

0.61 

0.04 

0.37 

0.06 

0.1500 

- 

- 

0.010 

0.160 

0.219 

0.833 

0.042 

0.791 

4.062 

513.56 

Over Exploited 

Tatra 

0818000602320100 

0.18 

0.01 

250.49 

0.01 

0.01 

0.02 

0.01 

0.07 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.039 

0.002 

0.037 

0.177 

481.27 

Over Exploited 

Teja Ki Beri 

0818000102272200 

0.10 

0.75 

- 

0.75 

0.02 

0.77 

0.04 

0.34 

0.10 

0.0600 

- 

- 

0.001 

0.061 

0.162 

0.934 

0.093 

0.840 

1.769 

210.54 

Over Exploited 

Thaon Ki Dhani 

0817000502202300 

0.15 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.004 

0.034 

0.003 

0.031 

0.010 

32.50 

Safe 



0.20 

0.53 

- 

0.53 

0.00 

0.53 

0.03 

0.26 

0.07 

- 

- 

- 

0.005 

0.005 

0.076 

0.605 

0.061 

0.545 

0.036 

6.64 

Safe 

Thoriyon Ka Tala 

0817000502171400 

0.15 

0.18 

- 

0.18 

- 

0.18 

0.02 

0.20 

0.02 

- 

- 

- 

- 

- 

0.022 

0.206 

0.021 

0.185 

0.107 

57.87 

Safe 

Tilora 

0818000102274400 

0.10 

0.00 

4,741.61 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.012 

0.141 

1,219.83 

Over Exploited 



0.15 

0.00 

41,824.27 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.021 

37,814.18 

Over Exploited 

Toonkiya 

0817000502203100 

0.20 

1.09 

(84.02) 

0.87 

0.00 

0.87 

0.04 

0.33 

0.14 

- 

- 

- 

0.001 

0.001 

0.145 

1.015 

0.051 

0.965 

0.058 

6.01 

Safe 

Udaniyon Ki Dhani 

0817000502196600 

0.10 

0.00 

1,274.85 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.003 

0.026 

762.75 

Over Exploited 



0.10 

0.37 

########## 

0.40 

- 

0.40 

0.03 

0.29 

0.05 

0.0100 

- 

- 

- 

0.010 

0.058 

0.454 

0.023 

0.431 

0.167 

38.72 

Safe 

Vamal 

0818000602320300 

0.14 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.18 

0.04 

- 

0.04 

0.01 

0.05 

0.01 

0.09 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.067 

0.007 

0.061 

0.198 

327.01 

Over Exploited 

Vanakon Ka Bera 

0817000502188600 

0.15 

0.22 

(11.62) 

0.20 

- 

0.20 

0.03 

0.28 

0.03 

- 

- 

- 

- 

- 

0.029 

0.225 

0.011 

0.213 

0.018 

8.66 

Safe 

Wananiyon Ki Beri 

0817000502189000 

0.15 

0.02 

285.62 

0.02 

- 

0.02 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.002 

0.022 

0.001 

0.021 

0.004 

21.66 

Safe 

Aakli 

0817000502195000 

0.06 

0.00 

203.45 

0.00 

0.01 

0.01 

0.00 

0.03 

- 

- 

0.0042 

0.0059 

- 

0.010 

0.010 

0.025 

0.001 

0.024 

0.016 

68.70 

Safe 



0.10 

0.00 

654.85 

0.00 

0.00 

0.01 

0.00 

0.01 

- 

- 

0.0016 

0.0023 

- 

0.004 

0.004 

0.009 

0.000 

0.009 

0.009 

103.51 

Over Exploited 



0.06 

0.00 

375.84 

0.00 

0.01 

0.01 

0.00 

0.02 

- 

- 

0.0027 

0.0038 

- 

0.007 

0.007 

0.015 

0.001 

0.014 

0.010 

71.95 

Semi Critical 



0.10 

0.00 

1,340.58 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0008 

0.0012 

- 

0.002 

0.002 

0.005 

0.000 

0.004 

0.005 

117.46 

Over Exploited 

Aaleti 

0817000502194300 

0.06 

0.25 

20.35 

0.30 

0.06 

0.36 

0.04 

0.43 

- 

0.0100 

0.0229 

0.0258 

0.001 

0.059 

0.059 

0.418 

0.021 

0.397 

0.166 

41.78 

Safe 

Agrawa 

0818000602313800 

0.14 

0.76 

20.85 

0.91 

0.14 

1.05 

0.03 

0.32 

- 

0.0600 

0.0315 

0.0445 

0.044 

0.180 

0.180 

1.227 

0.061 

1.166 

0.552 

47.35 

Safe 

Andaniyon Ki Dhani 

0817000502193600 

0.06 

0.02 

73.30 

0.02 

0.01 

0.04 

0.01 

0.14 

- 

- 

0.0058 

0.0066 

- 

0.012 

0.012 

0.051 

0.003 

0.048 

0.020 

41.04 

Safe 

Bachhla 

0817000802264500 

0.06 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.03 

222.69 

0.04 

0.02 

0.05 

0.02 

0.16 

- 

- 

0.0062 

0.0087 

- 

0.015 

0.015 

0.069 

0.003 

0.066 

0.037 

55.87 

Safe 

Bamarla 

0817000802264400 

0.06 

0.00 

46,713.48 

0.00 

0.01 

0.01 

0.00 

0.05 

- 

0.0100 

0.0022 

0.0031 

- 

0.015 

0.015 

0.025 

0.001 

0.024 

0.124 

517.58 

Over Exploited 



0.06 

0.01 

########## 

0.01 

0.01 

0.02 

0.01 

0.07 

- 

0.0100 

0.0032 

0.0046 

- 

0.018 

0.018 

0.035 

0.002 

0.033 

0.118 

356.24 

Over Exploited 

Beri Gaon 

0817000502198900 

0.06 

0.00 

20,225.53 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.16 

(5.60) 

0.15 

0.08 

0.23 

0.02 

0.20 

- 

0.0700 

0.0224 

0.0317 

0.001 

0.125 

0.125 

0.359 

0.018 

0.341 

0.395 

115.90 

Over Exploited 

Bheruri 

0817000802264700 

0.06 

0.00 

9,964.94 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.06 

0.00 

8,791.62 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0002 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Chimra 

0818000602313900 

0.14 

0.01 

1,228.93 

0.01 

0.01 

0.02 

0.01 

0.05 

- 

0.0100 

0.0029 

0.0032 

- 

0.016 

0.016 

0.034 

0.002 

0.032 

0.066 

204.87 

Over Exploited 

Dabli 

0817000502198300 

0.10 

0.01 

301.44 

0.01 

0.01 

0.02 

0.01 

0.06 

- 

0.0100 

0.0043 

0.0061 

- 

0.020 

0.020 

0.044 

0.002 

0.042 

0.084 

203.01 

Over Exploited 

Daboi 

0817000502194800 

0.06 

0.04 

18.44 

0.05 

0.04 

0.09 

0.01 

0.14 

- 

0.0100 

0.0138 

0.0194 

- 

0.043 

0.043 

0.130 

0.007 

0.124 

0.067 

54.59 

Safe 



0.10 

0.01 

235.98 

0.01 

0.01 

0.02 

0.00 

0.05 

- 

0.0100 

0.0045 

0.0064 

- 

0.021 

0.021 

0.042 

0.002 

0.040 

0.042 

104.02 

Over Exploited 

Dhakon Ka Goliya 

0817000502193500 

0.06 

0.03 

115.47 

0.03 

0.01 

0.05 

0.02 

0.15 

- 

- 

0.0054 

0.0076 

- 

0.013 

0.013 

0.059 

0.003 

0.056 

0.014 

25.57 

Safe 



0.06 

0.00 

217,881.04 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.04 

82.68 

0.05 

0.02 

0.07 

0.02 

0.20 

- 

- 

0.0069 

0.0098 

- 

0.017 

0.017 

0.087 

0.004 

0.083 

0.020 

24.39 

Safe 

Dholi Nadi 

0817000502194600 

0.06 

0.00 

309.41 

0.00 

0.00 

0.01 

0.00 

0.02 

- 

- 

0.0015 

0.0022 

- 

0.004 

0.004 

0.009 

0.000 

0.008 

0.009 

106.55 

Over Exploited 



0.10 

0.06 

(19.07) 

0.05 

0.04 

0.09 

0.02 

0.17 

- 

0.0200 

0.0104 

0.0146 

- 

0.045 

0.045 

0.133 

0.007 

0.126 

0.121 

96.13 

Critical 

Gandhaw Khurd 

0817000502198400 

0.10 

0.00 

10,845.13 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0003 

0.0005 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

26.08 

Safe 

Gangapur 

0817000802264600 

0.06 

0.00 

411.25 

0.00 

0.00 

0.00 

0.02 

0.17 

- 

- 

0.0005 

0.0007 

- 

0.001 

0.001 

0.006 

0.000 

0.006 

0.023 

402.87 

Over Exploited 

Godaron Ki Beri 

0817000502194200 

0.06 

0.13 

(11.04) 

0.11 

0.04 

0.15 

0.04 

0.41 

- 

0.0100 

0.0146 

0.0207 

- 

0.045 

0.045 

0.198 

0.010 

0.188 

0.079 

41.70 

Safe 

Hali Bao 

0818000602319100 

0.14 

0.12 

78.11 

0.14 

0.07 

0.21 

0.02 

0.18 

- 

0.0900 

0.0133 

0.0188 

- 

0.122 

0.122 

0.331 

0.017 

0.315 

0.504 

160.26 

Over Exploited 



0.18 

0.01 

631.77 

0.01 

0.02 

0.03 

0.00 

0.04 

- 

0.0200 

0.0031 

0.0043 

- 

0.027 

0.027 

0.056 

0.003 

0.053 

0.125 

237.07 

Over Exploited 

Hanuwantpura 

0818000602314100 

0.14 

0.00 

3,932.69 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.013 

781.35 

Over Exploited 

Jambhaji Ka Mandir 

0817000502193000 

0.06 

0.00 

398.21 

0.00 

0.00 

0.01 

0.01 

0.06 

0.00 

- 

0.0012 

0.0017 

- 

0.003 

0.003 

0.009 

0.000 

0.009 

0.002 

26.73 

Safe 



0.06 

0.02 

111.43 

0.02 

- 

0.02 

0.02 

0.16 

0.00 

- 

- 

- 

- 

- 

0.002 

0.023 

0.001 

0.022 

0.007 

30.34 

Safe 

Jhakarra 

0817000502194500 

0.06 

0.24 

(136.58) 

0.19 

0.37 

0.56 

0.04 

0.42 

- 

0.0100 

0.0272 

0.0384 

0.438 

0.514 

0.514 

1.075 

0.054 

1.021 

0.093 

9.07 

Safe 

Kabooli 

0817000502193100 

0.06 

0.09 

(122.69) 

0.11 

0.04 

0.15 

0.02 

0.18 

0.01 

- 

0.0161 

0.0228 

- 

0.039 

0.049 

0.201 

0.010 

0.191 

0.045 

23.42 

Safe 



0.06 

0.02 

323.21 

0.03 

- 

0.03 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.003 

0.031 

0.002 

0.029 

0.023 

77.17 

Semi Critical 

Kakron Ki Dhani 

0817000502193400 

0.06 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Keriya 

0818000602318600 

0.14 

0.00 

34,793.75 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0002 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.025 

2,359.94 

Over Exploited 



0.18 

0.00 

8,566.53 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

0.0100 

0.0005 

0.0007 

- 

0.011 

0.011 

0.013 

0.001 

0.012 

0.054 

449.28 

Over Exploited 

Khari 

0817000502175500 

0.06 

0.00 

6,965.26 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0008 

0.0011 

- 

0.002 

0.002 

0.004 

0.000 

0.004 

0.002 

37.46 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 






Non-command 

Non-command 

Older Alluvium 

9.247 

0.72 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.41 

0.27 

0.00 

0.030 

0.12 

0.18 


Kottilani 

0817000802264800 

6.852 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.600 

0.69 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.002 

0.03 

0.05 


Kundaki 

0818000602318800 

19.294 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

15.522 

0.70 

0.090 

0.12 

0.02 

0.04 

0.04 

0.01 

1.00 

0.70 

0.44 

0.040 

0.33 

0.48 


Manki 

0817000502193800 

20.835 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

6.575 

0.56 

0.060 

0.01 

0.00 

0.02 

0.02 

0.00 

0.20 

0.13 

0.00 

0.021 

0.11 

0.16 





Saline 

Narmada Canal 

Command 

Older Alluvium 

8.534 

0.56 

0.060 

0.01 

0.00 

0.02 

0.02 

0.00 

0.25 

0.17 

0.01 

0.028 

0.14 

0.21 


Maylon Ki Beri 

0817000502175300 

20.292 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.287 

0.81 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.11 

0.01 

0.011 

0.05 

0.08 


Meghawa 

0818000602318900 

13.952 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

9.537 

0.51 

0.090 

0.25 

0.06 

0.03 

0.04 

0.02 

0.55 

0.38 

0.97 

0.025 

0.27 

0.40 


Megwalon Ki Basti 

0817000502193900 

17.744 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

14.607 

0.67 

0.060 

0.04 

0.00 

0.04 

0.04 

0.00 

0.55 

0.38 

0.09 

0.048 

0.30 

0.44 





Saline 

Narmada Canal 

Command 

Older Alluvium 

0.741 

0.67 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.002 

0.02 

0.02 


Panal Ki Beri 

0817000502194900 

2.487 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

2.487 

0.31 

0.060 

0.07 

0.02 

0.01 

0.01 

0.00 

0.08 

0.05 

0.25 

0.008 

0.36 

0.55 


Panawali 

0817000502198200 

12.516 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

4.429 

0.25 

0.060 

0.01 

0.00 

0.01 

0.02 

0.00 

0.04 

0.03 

0.04 

0.014 

0.14 

0.20 







Command 

Younger Alluvium 

7.558 

0.25 

0.080 

0.04 

0.01 

0.03 

0.03 

0.00 

0.13 

0.09 

0.12 

0.025 

0.24 

0.34 


Pratapnagar 

0817000502193700 

7.872 

Saline 

Narmada Canal 

Command 

Older Alluvium 

2.004 

0.45 

0.060 

0.00 

0.00 

0.00 

0.01 

0.00 

0.04 

0.03 

0.01 

0.007 

0.09 

0.13 


Purawa 

0817000502194100 

17.010 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

10.818 

0.37 

0.060 

0.02 

0.00 

0.03 

0.04 

0.00 

0.18 

0.12 

0.04 

0.035 

0.22 

0.34 





Saline 

Narmada Canal 

Command 

Older Alluvium 

1.057 

0.37 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.003 

0.02 

0.03 







Command 

Younger Alluvium 

0.135 

0.37 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ramji Ka Gol 

0817000502198100 

5.095 

Fresh 

Narmada Canal 

Command 

Younger Alluvium 

0.112 

0.26 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Rampura 

0817000502194000 

5.386 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

5.386 

0.64 

0.060 

0.01 

0.00 

0.01 

0.01 

0.00 

0.19 

0.13 

0.00 

0.018 

0.37 

0.54 



0818000602318500 

39.824 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

1.859 

0.65 

0.090 

0.02 

0.00 

0.01 

0.01 

0.00 

0.12 

0.08 

0.08 

0.005 

0.02 

0.03 


Sayar Ka Koseeta 

0818000602313600 

22.267 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.074 

0.82 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 


Sensawa 

0818000602313700 

27.047 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

20.380 

0.90 

0.090 

0.17 

0.02 

0.05 

0.06 

0.00 

1.69 

1.17 

0.62 

0.053 

0.29 

0.42 


Shivpura 

0818000602318300 

23.351 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.258 

0.91 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.01 

0.01 


Siyago Ki Beri 

0817000502194400 

11.734 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

11.734 

0.55 

0.060 

0.01 

0.00 

0.03 

0.03 

0.12 

0.22 

0.15 

0.00 

0.038 

0.39 

0.56 


Sunta Koi 

0818000602318700 

11.652 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

9.277 

0.66 

0.090 

0.26 

0.06 

0.03 

0.04 

0.00 

0.68 

0.48 

1.01 

0.024 

0.33 

0.48 


Veerawa 

0818000602319000 

13.250 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

8.135 

0.39 

0.090 

0.55 

0.14 

0.02 

0.03 

0.00 

0.64 

0.44 

2.18 

0.021 

0.25 

0.36 







Command 

Younger Alluvium 

0.520 

0.39 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.03 

0.15 

0.001 

0.02 

0.02 

11008079 

Aakal 

0817000802265600 

21.989 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

2.120 

0.09 

0.060 

0.03 

0.00 

0.00 

0.01 

0.00 

0.03 

0.02 

0.11 

0.007 

0.03 

0.05 






Non-command 

Non-command 

Older Alluvium 

7.657 

0.09 

0.060 

0.11 

0.01 

0.00 

0.00 

0.00 

0.14 

0.10 

0.40 

0.025 

0.12 

0.18 


Alamsar 

0817000802257100 

58.907 

Fresh 

Non-command 

Non-command 

Older Alluvium 

36.075 

-0.15 

0.090 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.110 

0.15 

0.23 


Bandhniya 

0817000802266500 

12.231 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.135 

-0.41 

0.060 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.017 

0.14 

0.21 


Bhojawas 

0817000802256800 

10.256 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.571 

0.54 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.04 

0.008 

0.06 

0.10 


Birdon Ka Tala 

0817000802256700 

10.523 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.532 

0.47 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.10 

0.10 

0.015 

0.11 

0.17 


Boli 

0817000802268200 

7.955 

Saline 

Narmada Canal 

Command 

Older Alluvium 

6.204 

0.21 

0.090 

0.08 

0.01 

0.01 

0.02 

0.00 

0.16 

0.11 

0.31 

0.019 

0.29 

0.42 


Booth Rathoran 

0817000802252000 

49.358 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.628 

0.38 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.32 

0.20 

0.06 

0.026 

0.04 

0.07 





Saline 

Non-command 

Non-command 

Older Alluvium 

15.107 

0.38 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.55 

0.34 

0.07 

0.046 

0.07 

0.12 


Buran Ka Tala 

0817000802258400 

52.786 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.083 

0.96 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.47 

0.31 

0.09 

0.016 

0.03 

0.04 


Cheetradi 

0817000802268300 

22.988 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.936 

0.37 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.04 

0.003 

0.01 

0.02 






Non-command 

Non-command 

Older Alluvium 

0.940 

0.37 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.04 

0.003 

0.01 

0.02 





Saline 

Narmada Canal 

Command 

Older Alluvium 

5.860 

0.37 

0.090 

0.04 

0.01 

0.01 

0.02 

0.00 

0.20 

0.14 

0.15 

0.018 

0.09 

0.14 


Chhachhi Beri 

0817000802261100 

5.810 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.810 

0.28 

0.060 

0.11 

0.01 

0.00 

0.00 

0.00 

0.20 

0.13 

0.43 

0.019 

0.29 

0.44 


Darjion Ka Tala 

0817000802245700 

9.047 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.212 

0.24 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Deengarh 

0817000802257200 

19.767 

Fresh 

Non-command 

Non-command 

Older Alluvium 

19.767 

-0.33 

0.090 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.060 

0.24 

0.38 


Devaniyon Ka Tala 

0817000802244800 

13.109 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.879 

-1.52 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.003 

0.02 

0.02 


Dhanaoo 

0817000802258800 

14.377 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.377 

0.80 

0.090 

0.05 

0.00 

0.00 

0.00 

0.00 

1.08 

0.71 

0.15 

0.044 

0.26 

0.40 


Dhanoniyon Ka Tala 

0817000802259000 

7.967 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.967 

0.35 

0.090 

0.04 

0.00 

0.00 

0.00 

0.00 

0.29 

0.19 

0.13 

0.024 

0.26 

0.40 


Dhok 

0817000802245200 

71.832 

Saline 

Non-command 

Non-command 

Older Alluvium 

15.587 

0.90 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

1.28 

0.82 

0.02 

0.048 

0.05 

0.08 


Dholkiya 

0817000802266100 

3.246 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.246 

-0.08 

0.060 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.70 

0.011 

0.34 

0.50 


Gangasara 

0817000802266600 

22.043 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.851 

-0.25 

0.060 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.022 

0.11 

0.16 


Ghoniya 

0817000802245500 

22.791 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.751 

-0.04 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.005 

0.02 

0.03 


Gora 

0817000802266000 

17.499 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

3.574 

0.01 

0.060 

0.11 

0.01 

0.00 

0.00 

0.00 

0.09 

0.06 

0.42 

0.012 

0.07 

0.11 






Non-command 

Non-command 

Older Alluvium 

10.330 

0.01 

0.060 

0.32 

0.02 

0.00 

0.00 

0.00 

0.30 

0.21 

1.23 

0.034 

0.21 

0.30 





Saline 

Narmada Canal 

Command 

Older Alluvium 

0.187 

0.01 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.00 

0.01 


Goron Ka Tala 

0817000802259200 

6.078 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.078 

0.43 

0.090 

0.04 

0.00 

0.00 

0.00 

0.00 

0.28 

0.18 

0.15 

0.019 

0.26 

0.40 


Ibre Ka Tala 

0817000802257500 

16.598 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.011 

0.66 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.20 

0.12 

0.05 

0.009 

0.04 

0.07 


Itada 

0817000802257400 

20.710 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.012 

-0.29 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Itadiya 

0817000802257300 

27.976 

Fresh 

Non-command 

Non-command 

Older Alluvium 

22.192 

-0.26 

0.090 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.068 

0.19 

0.31 


Jakhron Ka Tala 

0817000802259900 

4.342 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.030 

0.47 

0.060 

0.05 

0.00 

0.00 

0.00 

0.00 

0.14 

0.09 

0.20 

0.010 

0.19 

0.29 


Janiyon Ki Beri 

0817000502174800 

19.587 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.928 

-0.01 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.026 

0.11 

0.17 


Kaloo Ki Beri 

0817000802261000 

16.959 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.552 

0.46 

0.060 

0.05 

0.00 

0.00 

0.00 

0.00 

0.34 

0.23 

0.15 

0.034 

0.17 

0.26 


Kaprau 

0817000802244900 

17.441 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.188 

-2.32 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.02 

0.02 


Kartiya 

0817000802266400 

14.776 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.776 

-0.32 

0.060 

0.41 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.57 

0.048 

0.34 

0.49 


Kekar 

0817000802264200 

54.147 

Fresh 

Non-command 

Non-command 

Older Alluvium 

22.822 

0.24 

0.060 

0.24 

0.03 

0.00 

0.00 

0.00 

0.54 

0.36 

0.88 

0.074 

0.13 

0.20 


Kharader 

0817000802265900 

1.087 

Saline 

Narmada Canal 

Command 

Older Alluvium 

0.256 

0.07 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.10 

0.001 

0.09 

0.13 


Kitnoriya 

0817000802259800 

12.135 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.101 

0.46 

0.060 

0.15 

0.01 

0.00 

0.00 

0.00 

0.47 

0.31 

0.53 

0.039 

0.28 

0.42 


Koliyana 

0817000502174700 

20.634 

Fresh 

Non-command 

Non-command 

Older Alluvium 

20.634 

0.36 

0.060 

0.07 

0.00 

0.00 

0.00 

0.00 

0.51 

0.34 

0.19 

0.067 

0.29 

0.44 


Konra 

0817000802252400 

24.883 

Fresh 

Non-command 

Non-command 

Older Alluvium 

22.271 

-0.04 

0.090 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.068 

0.21 

0.34 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.223 

-0.04 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.007 

0.02 

0.03 


Kothe Ka Tala 

0817000802245600 

8.700 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.012 

-0.09 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.06 

0.07 

########## 

0.08 

- 

0.08 

0.01 

0.13 

0.01 

- 

- 

- 

- 

- 

0.007 

0.086 

0.004 

0.082 

0.030 

36.80 

Safe 

Kottilani 

081700080226480C 

0.06 

0.00 

1,188.30 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

0.0010 

0.0014 

- 

0.003 

0.003 

0.007 

0.000 

0.006 

0.008 

125.25 

Over Exploited 

Kundaki 

081800060231880C 

0.14 

0.73 

(3.97) 

0.70 

0.11 

0.80 

0.03 

0.37 

- 

0.0500 

0.0331 

0.0374 

0.011 

0.131 

0.131 

0.935 

0.047 

0.888 

0.481 

54.20 

Safe 

Manki 

0817000502193800 

0.06 

0.04 

204.53 

0.05 

0.03 

0.09 

0.01 

0.12 

- 

- 

0.0140 

0.0158 

- 

0.030 

0.030 

0.116 

0.006 

0.110 

0.025 

23.03 

Safe 



0.06 

0.07 

131.87 

0.09 

0.04 

0.13 

0.02 

0.16 

- 

- 

0.0182 

0.0206 

- 

0.039 

0.039 

0.171 

0.009 

0.162 

0.035 

21.41 

Safe 

Maylon Ki Beri 

0817000502175300 

0.06 

0.01 

1,039.31 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.013 

0.001 

0.012 

0.022 

176.37 

Over Exploited 

Meghawa 

0818000602318900 

0.14 

0.37 

3.59 

0.38 

0.14 

0.52 

0.03 

0.30 

- 

0.1800 

0.0244 

0.0345 

0.025 

0.264 

0.264 

0.786 

0.039 

0.747 

0.995 

133.17 

Over Exploited 

Megwalon Ki Basti 

0817000502193900 

0.06 

0.26 

43.90 

0.32 

0.07 

0.39 

0.03 

0.33 

- 

0.0100 

0.0311 

0.0352 

- 

0.076 

0.076 

0.466 

0.023 

0.443 

0.138 

31.04 

Safe 



0.06 

0.00 

2,531.99 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

0.0016 

0.0018 

- 

0.003 

0.003 

0.008 

0.000 

0.008 

0.006 

84.26 

Semi Critical 

Panal Ki Beri 

0817000502194900 

0.06 

0.05 

(2.78) 

0.05 

0.04 

0.09 

0.04 

0.40 

- 

0.0500 

0.0064 

0.0090 

- 

0.065 

0.065 

0.156 

0.008 

0.148 

0.260 

175.93 

Over Exploited 

Panawali 

0817000502198200 

0.06 

0.04 

(17.23) 

0.03 

0.03 

0.06 

0.01 

0.15 

- 

0.0100 

0.0132 

0.0160 

- 

0.039 

0.039 

0.102 

0.005 

0.097 

0.050 

51.78 

Safe 



0.10 

0.18 

(51.09) 

0.14 

0.07 

0.21 

0.02 

0.26 

- 

0.0200 

0.0226 

0.0273 

- 

0.070 

0.070 

0.278 

0.014 

0.264 

0.147 

55.44 

Safe 

Pratapnagar 

0817000502193700 

0.06 

0.01 

181.23 

0.01 

0.01 

0.02 

0.01 

0.10 

- 

- 

0.0043 

0.0048 

- 

0.009 

0.009 

0.032 

0.002 

0.030 

0.018 

57.78 

Safe 

Purawa 

0817000502194100 

0.06 

0.15 

(16.25) 

0.12 

0.08 

0.20 

0.02 

0.25 

- 

0.0100 

0.0277 

0.0391 

- 

0.077 

0.077 

0.274 

0.014 

0.261 

0.071 

27.30 

Safe 



0.06 

0.00 

660.39 

0.00 

0.01 

0.01 

0.00 

0.02 

- 

- 

0.0027 

0.0038 

- 

0.007 

0.007 

0.016 

0.001 

0.015 

0.007 

50.41 

Safe 



0.10 

0.00 

5,197.42 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0003 

0.0005 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

25.86 

Safe 

Ramji Ka Gol 

0817000502198100 

0.10 

0.00 

1,001.44 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

24.10 

Safe 

Rampura 

0817000502194000 

0.06 

0.12 

8.40 

0.13 

0.03 

0.16 

0.04 

0.41 

- 

- 

0.0115 

0.0130 

- 

0.025 

0.025 

0.182 

0.009 

0.173 

0.018 

10.11 

Safe 


0818000602318500 

0.14 

0.01 

1,395.36 

0.01 

0.01 

0.02 

0.00 

0.02 

- 

0.0100 

0.0048 

0.0067 

- 

0.022 

0.022 

0.041 

0.002 

0.039 

0.081 

206.70 

Over Exploited 

Sayar Ka Koseeta 

0818000602313600 

0.14 

0.00 

27,114.04 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Sensawa 

0818000602313700 

0.14 

0.84 

39.59 

1.01 

0.13 

1.13 

0.03 

0.33 

- 

0.0700 

0.0435 

0.0491 

0.001 

0.164 

0.164 

1.298 

0.065 

1.233 

0.670 

54.31 

Safe 

Shivpura 

0818000602318300 

0.14 

0.00 

7,863.64 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0006 

0.0006 

- 

0.001 

0.001 

0.003 

0.000 

0.003 

0.001 

25.73 

Safe 

Siyago Ki Beri 

0817000502194400 

0.06 

0.27 

(44.82) 

0.22 

0.18 

0.40 

0.04 

0.43 

- 

- 

0.0250 

0.0283 

0.181 

0.234 

0.234 

0.632 

0.032 

0.600 

0.038 

6.36 

Safe 

Sunta Koi 

0818000602318700 

0.14 

0.43 

9.99 

0.48 

0.12 

0.60 

0.03 

0.37 

- 

0.1900 

0.0237 

0.0335 

0.000 

0.248 

0.248 

0.849 

0.042 

0.807 

1.032 

127.92 

Over Exploited 

Veerawa 

0818000602319000 

0.14 

0.28 

55.50 

0.34 

0.20 

0.54 

0.03 

0.27 

- 

0.4100 

0.0208 

0.0294 

- 

0.460 

0.460 

0.996 

0.050 

0.947 

2.201 

232.53 

Over Exploited 



0.18 

0.00 

2,243.63 

0.00 

0.01 

0.02 

0.00 

0.02 

- 

0.0300 

0.0013 

0.0019 

- 

0.033 

0.033 

0.049 

0.002 

0.046 

0.150 

325.57 

Over Exploited 

Aakal 

0817000802265600 

0.06 

0.00 

415.31 

0.01 

0.01 

0.01 

0.00 

0.04 

- 

0.0100 

0.0027 

0.0051 

- 

0.018 

0.018 

0.032 

0.002 

0.030 

0.119 

393.68 

Over Exploited 



0.06 

0.06 

71.40 

0.07 

0.01 

0.08 

0.01 

0.14 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.117 

0.006 

0.112 

0.420 

376.43 

Over Exploited 

Alamsar 

0817000802257100 

0.09 

0.49 

- 

0.49 

- 

0.49 

0.02 

0.17 

0.06 

0.0100 

- 

- 

- 

0.010 

0.070 

0.561 

0.056 

0.505 

0.362 

71.70 

Semi Critical 

Bandhniya 

0817000802266500 

0.06 

0.04 

- 

0.04 

- 

0.04 

0.02 

0.16 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.053 

0.005 

0.048 

0.315 

658.58 

Over Exploited 

Bhojawas 

0817000802256800 

0.06 

0.01 

520.20 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.013 

0.001 

0.012 

0.048 

394.76 

Over Exploited 

Birdon Ka Tala 

0817000802256700 

0.06 

0.03 

242.62 

0.04 

- 

0.04 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.004 

0.040 

0.002 

0.038 

0.119 

313.02 

Over Exploited 

Boli 

0817000802268200 

0.09 

0.16 

(31.40) 

0.13 

0.04 

0.17 

0.03 

0.32 

- 

0.0400 

0.0079 

0.0150 

- 

0.063 

0.063 

0.230 

0.012 

0.219 

0.332 

151.89 

Over Exploited 

Booth Rathoran 

0817000802252000 

0.09 

0.03 

512.90 

0.04 

- 

0.04 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.004 

0.043 

0.002 

0.041 

0.084 

207.29 

Over Exploited 



0.09 

0.10 

246.95 

0.12 

- 

0.12 

0.01 

0.08 

0.01 

- 

- 

- 

- 

- 

0.013 

0.131 

0.007 

0.125 

0.118 

94.69 

Critical 

Buran Ka Tala 

0817000802258400 

0.09 

0.01 

2,418.23 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.016 

0.001 

0.015 

0.109 

709.10 

Over Exploited 

Cheetradi 

0817000802268300 

0.09 

0.00 

1,906.26 

0.00 

0.00 

0.01 

0.00 

0.02 

- 

- 

0.0016 

0.0023 

- 

0.004 

0.004 

0.010 

0.000 

0.009 

0.041 

441.07 

Over Exploited 



0.09 

0.00 

2,131.52 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

0.041 

2,826.69 

Over Exploited 



0.09 

0.05 

174.40 

0.06 

0.04 

0.10 

0.01 

0.10 

- 

0.0200 

0.0100 

0.0141 

- 

0.044 

0.044 

0.140 

0.007 

0.133 

0.169 

126.59 

Over Exploited 

Chhachhi Beri 

0817000802261100 

0.06 

0.10 

26.93 

0.12 

0.01 

0.13 

0.03 

0.33 

0.01 

0.0200 

- 

- 

- 

0.020 

0.032 

0.164 

0.008 

0.156 

0.452 

289.58 

Over Exploited 

Darjion Ka Tala 

0817000802245700 

0.12 

0.00 

1,788.66 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Deengarh 

0817000802257200 

0.09 

0.43 

- 

0.43 

- 

0.43 

0.03 

0.27 

0.05 

0.0100 

- 

- 

- 

0.010 

0.064 

0.497 

0.050 

0.447 

0.380 

85.07 

Semi Critical 

Devaniyon Ka Tala 

0817000802244800 

0.09 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.014 

1,088.97 

Over Exploited 

Dhanaoo 

0817000802258800 

0.09 

0.34 

106.67 

0.41 

- 

0.41 

0.03 

0.30 

0.04 

0.0100 

- 

- 

- 

0.010 

0.051 

0.462 

0.023 

0.438 

0.191 

43.52 

Safe 

Dhanoniyon Ka Tala 

0817000802259000 

0.09 

0.19 

3.21 

0.19 

- 

0.19 

0.03 

0.29 

0.02 

- 

- 

- 

- 

- 

0.022 

0.214 

0.011 

0.204 

0.150 

73.77 

Semi Critical 

Dhok 

0817000802245200 

0.09 

0.07 

957.16 

0.08 

- 

0.08 

0.01 

0.06 

0.01 

- 

- 

- 

- 

- 

0.009 

0.093 

0.005 

0.089 

0.066 

73.91 

Semi Critical 

Dholkiya 

0817000802266100 

0.06 

0.07 

- 

0.07 

0.01 

0.08 

0.04 

0.38 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.107 

0.011 

0.096 

0.715 

741.80 

Over Exploited 

Gangasara 

0817000802266600 

0.06 

0.04 

- 

0.04 

0.01 

0.05 

0.01 

0.12 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.074 

0.007 

0.066 

0.484 

730.51 

Over Exploited 

Ghoniya 

0817000802245500 

0.09 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.013 

467.85 

Over Exploited 

Gora 

0817000802266000 

0.06 

0.02 

312.69 

0.02 

0.02 

0.04 

0.01 

0.08 

- 

0.0200 

0.0030 

0.0043 

- 

0.027 

0.027 

0.064 

0.003 

0.061 

0.436 

713.75 

Over Exploited 



0.06 

0.13 

(138.14) 

0.15 

0.02 

0.17 

0.02 

0.23 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.225 

0.011 

0.213 

1.259 

589.73 

Over Exploited 



0.06 

0.00 

(811.43) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0002 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.015 

1,773.69 

Over Exploited 

Goron Ka Tala 

0817000802259200 

0.09 

0.14 

24.99 

0.17 

- 

0.17 

0.03 

0.30 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.200 

0.010 

0.190 

0.169 

88.55 

Semi Critical 

Ibre Ka Tala 

0817000802257500 

0.09 

0.01 

841.90 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.002 

0.016 

0.001 

0.015 

0.062 

415.53 

Over Exploited 

Itada 

0817000802257400 

0.09 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Itadiya 

0817000802257300 

0.09 

0.39 

- 

0.39 

- 

0.39 

0.02 

0.22 

0.05 

0.0100 

- 

- 

- 

0.010 

0.059 

0.445 

0.044 

0.400 

0.399 

99.58 

Critical 

Jakhron Ka Tala 

0817000802259900 

0.06 

0.03 

156.93 

0.04 

- 

0.04 

0.02 

0.21 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.056 

0.003 

0.053 

0.208 

391.47 

Over Exploited 

Janiyon Ki Beri 

0817000502174800 

0.06 

0.05 

- 

0.05 

- 

0.05 

0.01 

0.13 

0.01 

- 

- 

- 

- 

- 

0.006 

0.061 

0.006 

0.055 

0.091 

166.04 

Over Exploited 

Kaloo Ki Beri 

0817000802261000 

0.06 

0.11 

105.78 

0.13 

- 

0.13 

0.02 

0.19 

0.01 

0.0100 

- 

- 

- 

0.010 

0.023 

0.155 

0.008 

0.147 

0.188 

128.21 

Over Exploited 

Kaprau 

0817000802244900 

0.09 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.008 

443.65 

Over Exploited 

Kartiya 

0817000802266400 

0.06 

0.30 

- 

0.30 

0.02 

0.32 

0.04 

0.37 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.377 

0.038 

0.340 

1.618 

476.55 

Over Exploited 

Kekar 

0817000802264200 

0.06 

0.18 

(2.85) 

0.22 

0.03 

0.25 

0.01 

0.15 

0.02 

0.1000 

- 

- 

- 

0.100 

0.120 

0.370 

0.018 

0.351 

0.956 

272.41 

Over Exploited 

Kharader 

0817000802265900 

0.06 

0.00 

1,453.10 

0.00 

0.00 

0.00 

0.01 

0.10 

- 

0.0100 

0.0003 

0.0006 

- 

0.011 

0.011 

0.014 

0.001 

0.013 

0.105 

812.98 

Over Exploited 

Kitnoriya 

0817000802259800 

0.06 

0.20 

########## 

0.24 

0.01 

0.25 

0.03 

0.31 

0.02 

0.0200 

- 

- 

- 

0.020 

0.044 

0.297 

0.015 

0.282 

0.568 

201.75 

Over Exploited 

Koliyana 

0817000502174700 

0.06 

0.35 

108,208.54 

0.34 

- 

0.34 

0.03 

0.32 

0.04 

0.0100 

- 

- 

- 

0.010 

0.051 

0.388 

0.019 

0.369 

0.260 

70.56 

Semi Critical 

Konra 

0817000802252400 

0.09 

0.43 

- 

0.43 

- 

0.43 

0.03 

0.24 

0.05 

0.0100 

- 

- 

- 

0.010 

0.063 

0.489 

0.049 

0.440 

0.384 

87.27 

Semi Critical 



0.09 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.004 

0.029 

670.25 

Over Exploited 

Kothe Ka Tala 

0817000802245600 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Kumbhoniyon Ka Tala 

081700080225870C 

5.851 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.851 

1.09 

0.090 

0.04 

0.00 

0.00 

0.00 

0.00 

0.62 

0.40 

0.13 

0.018 

0.27 

0.41 


Kundanpura 

0817000802261300 

13.562 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.832 

-0.57 

0.090 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.009 

0.06 

0.09 


Lomrodon Ka Tala 

0817000802260800 

1.925 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.869 

0.44 

0.060 

0.09 

0.00 

0.00 

0.00 

0.00 

0.14 

0.09 

0.34 

0.006 

0.27 

0.41 


Mandirwala 

0817000802258900 

12.000 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.000 

0.67 

0.090 

0.05 

0.00 

0.00 

0.00 

0.00 

0.77 

0.51 

0.16 

0.037 

0.26 

0.40 


Mandon Ki Beri 

0817000802260900 

4.378 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.378 

0.43 

0.060 

0.09 

0.00 

0.00 

0.00 

0.00 

0.20 

0.13 

0.36 

0.014 

0.29 

0.44 


Mate Ka Tala 

0817000802250300 

20.250 

Saline 

Non-command 

Non-command 

Older Alluvium 

9.920 

0.08 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.030 

0.12 

0.18 


Meethi Nadi 

0817000802259400 

7.754 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.754 

0.68 

0.090 

0.04 

0.00 

0.00 

0.00 

0.00 

0.52 

0.34 

0.13 

0.024 

0.27 

0.41 


Mehrangadh 

0817000802252500 

9.169 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.804 

-0.84 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.02 

0.03 


Miyazal Ki Beri 

0817000802266200 

6.987 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.987 

-0.02 

0.060 

0.21 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.83 

0.023 

0.33 

0.49 


Nehron Ki Nari 

0817000802256500 

8.700 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.206 

0.57 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.01 

0.01 


Ogala 

0817000802265800 

10.897 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.023 

0.05 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Narmada Canal 

Command 

Older Alluvium 

0.553 

0.05 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.002 

0.02 

0.03 


Ojiya 

0817000802259100 

2.911 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.911 

0.20 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.10 

0.009 

0.26 

0.40 


Pabuberi 

0817000802266300 

12.146 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.146 

-0.23 

0.060 

0.29 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.12 

0.039 

0.33 

0.49 


Panoniyon Ki Dhani 

0817000802245400 

21.879 

Saline 

Non-command 

Non-command 

Older Alluvium 

21.075 

-0.09 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.064 

0.23 

0.36 


Panoriya 

0817000802268400 

18.037 

Saline 

Narmada Canal 

Command 

Older Alluvium 

1.109 

0.57 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.03 

0.003 

0.02 

0.03 


Pawdon Ka Tala 

0817000802259500 

9.642 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.642 

0.68 

0.090 

0.05 

0.00 

0.00 

0.00 

0.00 

0.64 

0.42 

0.18 

0.029 

0.27 

0.42 


Phagloo Ka Tala 

0817000802260700 

2.332 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.258 

0.41 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.05 

0.001 

0.03 

0.05 


Rabasar 

0817000802258500 

55.202 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.074 

0.38 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.38 

0.25 

0.07 

0.031 

0.05 

0.07 


Ratanpura 

0817000802252100 

9.527 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.628 

0.39 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.01 

0.008 

0.07 

0.10 





Saline 

Non-command 

Non-command 

Older Alluvium 

6.899 

0.39 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.25 

0.16 

0.01 

0.021 

0.17 

0.27 


Rohila 

0817000802264100 

25.186 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.449 

-0.03 

0.060 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.47 

0.047 

0.17 

0.26 


Sadram Ki Beri 

0817000802259700 

23.981 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.855 

-0.21 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.006 

0.02 

0.03 


Sagarbao 

0817000802268100 

12.066 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.216 

0.12 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.004 

0.04 

0.05 


Sanwa 

0817000802259600 

40.042 

Fresh 

Non-command 

Non-command 

Older Alluvium 

23.955 

0.69 

0.090 

0.19 

0.01 

0.00 

0.00 

0.00 

1.67 

1.10 

0.67 

0.073 

0.17 

0.25 


Sarnon Ki Nari 

0817000802260000 

9.754 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.813 

0.48 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.09 

0.11 

0.012 

0.11 

0.16 


Sewron Ka Tala 

0817000802245000 

12.149 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.445 

-0.93 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.03 

0.04 





Saline 

Non-command 

Non-command 

Older Alluvium 

4.736 

-0.93 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.014 

0.09 

0.14 


Sherpur 

0817000802265500 

40.465 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.110 

0.40 

0.060 

0.06 

0.01 

0.00 

0.00 

0.00 

0.24 

0.17 

0.21 

0.026 

0.07 

0.10 


Shobhala Darsan 

0817000802261200 

44.352 

Fresh 

Non-command 

Non-command 

Older Alluvium 

36.569 

-0.26 

0.060 

0.46 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.70 

0.119 

0.25 

0.37 


Shri Ramwala 

0817000802258600 

6.129 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.889 

0.92 

0.090 

0.04 

0.00 

0.00 

0.00 

0.00 

0.53 

0.34 

0.15 

0.018 

0.26 

0.39 


Sonri 

0817000802264000 

34.151 

Fresh 

Non-command 

Non-command 

Older Alluvium 

28.356 

-0.36 

0.060 

0.39 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.42 

0.092 

0.26 

0.39 


Soorpura 

0817000802252300 

11.656 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.656 

-0.17 

0.090 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.036 

0.24 

0.38 


Surte Ki Dhani 

0817000802259300 

6.740 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.740 

0.55 

0.090 

0.04 

0.00 

0.00 

0.00 

0.00 

0.38 

0.25 

0.13 

0.021 

0.27 

0.41 


Tajaniyon Ka Tala 

0817000802245300 

11.863 

Saline 

Non-command 

Non-command 

Older Alluvium 

10.449 

0.15 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.10 

0.04 

0.032 

0.21 

0.33 


Tardon Ka Tala 

0817000802256600 

11.841 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.872 

0.50 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.09 

0.06 

0.013 

0.09 

0.13 


Ummed Nagar 

0817000802252200 

1.740 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.513 

-0.59 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.005 

0.21 

0.32 


Veriya 

0818000602314900 

9.741 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.410 

0.42 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.13 

0.001 

0.02 

0.02 





Saline 

Narmada Canal 

Command 

Older Alluvium 

0.530 

0.42 

0.090 

0.10 

0.02 

0.00 

0.00 

0.00 

0.10 

0.07 

0.40 

0.001 

0.02 

0.03 

11008080 

Abdul Raheem Ka Tala 

0817000802258300 

10.798 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.862 

0.30 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.003 

0.02 

0.03 


Aginshah Ki Dhani 

0817000802258000 

15.158 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.557 

-0.55 

0.090 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.026 

0.16 

0.24 


Ahsan Ka Tala 

0817000802261800 

13.779 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.822 

0.15 

0.090 

0.06 

0.00 

0.00 

0.00 

0.00 

0.18 

0.12 

0.22 

0.027 

0.18 

0.28 


AN Ki Dhani 

0817000802251600 

11.601 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.821 

1.12 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.003 

0.02 

0.03 


Badha 

0817000802266700 

31.416 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.217 

-0.04 

0.060 

0.21 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.77 

0.043 

0.15 

0.21 


Bamarlader 

0817000802263400 

31.545 

Fresh 

Non-command 

Non-command 

Older Alluvium 

28.495 

-0.63 

0.090 

0.22 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.77 

0.087 

0.30 

0.43 


Bawri Kalan 

0817000802251900 

21.906 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.095 

0.91 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 


Beejasar 

0817000802257700 

56.237 

Fresh 

Non-command 

Non-command 

Older Alluvium 

35.423 

-0.11 

0.090 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.108 

0.16 

0.26 


Beendoniyon Ki Dhani 

0817000802250600 

25.624 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.168 

0.87 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.00 

0.00 


Beesasar 

0817000802262800 

16.948 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.041 

-0.31 

0.090 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.55 

0.043 

0.25 

0.38 


Bhanwar 

0817000802267000 

16.459 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.485 

-0.18 

0.090 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.66 

0.035 

0.24 

0.35 


Bhara Gulmohmmad 

0817000802251700 

10.495 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.489 

0.96 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.14 

0.01 

0.008 

0.06 

0.09 





Saline 

Non-command 

Non-command 

Older Alluvium 

7.039 

0.96 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.62 

0.38 

0.02 

0.021 

0.16 

0.26 


Bhilon Ka Tala 

0817000802251200 

15.562 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.216 

0.02 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.02 

0.03 



0817000802262600 

7.082 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.390 

-0.06 

0.090 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.019 

0.27 

0.40 


Buran Ka Tala 

0817000802258400 

52.786 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.396 

0.96 

0.090 

0.07 

0.00 

0.00 

0.00 

0.00 

1.23 

0.81 

0.25 

0.041 

0.07 

0.11 


Cheetradi 

0817000802268300 

22.988 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.103 

0.37 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 


Dhemba 

0817000802261700 

43.495 

Fresh 

Non-command 

Non-command 

Older Alluvium 

43.495 

-0.57 

0.090 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.133 

0.30 

0.45 


Fakiron Ka Niwan 

0817000802267100 

7.421 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.132 

0.03 

0.090 

0.07 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.25 

0.019 

0.28 

0.41 


Fitkariya 

0817000802262000 

4.119 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.119 

0.25 

0.090 

0.04 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.14 

0.013 

0.29 

0.44 


Gohar Ka Tala 

0817000802258100 

29.713 

Fresh 

Non-command 

Non-command 

Older Alluvium 

17.053 

-0.26 

0.090 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.052 

0.15 

0.24 


Gumane Ka Tala 

0817000802251400 

32.203 

Fresh 

Non-command 

Non-command 

Older Alluvium 

18.328 

0.65 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

1.09 

0.67 

0.03 

0.056 

0.14 

0.23 





Saline 

Non-command 

Non-command 

Older Alluvium 

10.423 

0.65 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.62 

0.37 

0.02 

0.032 

0.08 

0.13 


Harpaliya 

0817000802263300 

25.188 

Fresh 

Non-command 

Non-command 

Older Alluvium 

24.759 

-0.41 

0.090 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.56 

0.075 

0.32 

0.47 


Hemawas 

0817000802269000 

10.668 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.655 

0.62 

0.090 

0.09 

0.02 

0.00 

0.00 

0.00 

0.56 

0.39 

0.33 

0.026 

0.30 

0.43 


Husain Ka Tala 

0817000802263200 

13.478 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.598 

-0.30 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.014 

0.11 

0.16 


Jaleela 

0817000802262500 

15.841 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.886 

0.09 

0.090 

0.04 

0.00 

0.00 

0.00 

0.00 

0.14 

0.09 

0.11 

0.039 

0.24 

0.36 


Janpaliya 

0817000802262700 

34.878 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.568 

-0.19 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.00 

0.01 


Jharpa 

0817000802267700 

22.676 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.918 

0.25 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.12 

0.012 

0.06 

0.09 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Kumbhoniyon Ka Tala 

0817000802258700 

0.09 

0.14 

185.39 

0.17 

- 

0.17 

0.03 

0.30 

0.02 

- 

- 

- 

- 

- 

0.017 

0.186 

0.009 

0.177 

0.146 

82.41 

Semi Critical 

Kundanpura 

0817000802261300 

0.09 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.028 

0.003 

0.025 

0.148 

594.77 

Over Exploited 

Lomrodon Ka Tala 

0817000802260800 

0.06 

0.03 

38,219.52 

0.04 

- 

0.04 

0.03 

0.30 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.050 

0.002 

0.047 

0.341 

720.35 

Over Exploited 

Mandirwala 

0817000802258900 

0.09 

0.28 

78.87 

0.34 

- 

0.34 

0.03 

0.29 

0.03 

0.0100 

- 

- 

- 

0.010 

0.044 

0.383 

0.019 

0.364 

0.198 

54.24 

Safe 

Mandon Ki Beri 

0817000802260900 

0.06 

0.08 

76.73 

0.09 

- 

0.09 

0.03 

0.32 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.109 

0.005 

0.104 

0.374 

359.89 

Over Exploited 

Mate Ka Tala 

0817000802250300 

0.09 

0.10 

(49.25) 

0.08 

- 

0.08 

0.01 

0.13 

0.01 

- 

- 

- 

- 

- 

0.013 

0.095 

0.005 

0.091 

0.034 

37.77 

Safe 

Meethi Nadi 

0817000802259400 

0.09 

0.19 

79.79 

0.23 

- 

0.23 

0.03 

0.30 

0.02 

- 

- 

- 

- 

- 

0.022 

0.249 

0.012 

0.236 

0.150 

63.31 

Safe 

Mehrangadh 

0817000802252500 

0.09 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.007 

491.33 

Over Exploited 

Miyazal Ki Beri 

0817000802266200 

0.06 

0.14 

- 

0.14 

0.03 

0.17 

0.04 

0.37 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.258 

0.026 

0.232 

0.851 

366.30 

Over Exploited 

Nehron Ki Nari 

0817000802256500 

0.06 

0.00 

6,102.78 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Ogala 

0817000802265800 

0.06 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

945.81 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

0.0007 

0.0013 

- 

0.002 

0.002 

0.005 

0.000 

0.005 

0.031 

643.78 

Over Exploited 

Ojiya 

0817000802259100 

0.09 

0.07 

(21.79) 

0.05 

- 

0.05 

0.03 

0.29 

0.01 

- 

- 

- 

- 

- 

0.008 

0.063 

0.003 

0.060 

0.110 

184.28 

Over Exploited 

Pabuberi 

0817000802266300 

0.06 

0.24 

- 

0.24 

0.01 

0.25 

0.04 

0.37 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.292 

0.029 

0.262 

1.160 

442.17 

Over Exploited 

Panoniyon Ki Dhani 

0817000802245400 

0.09 

0.43 

- 

0.43 

- 

0.43 

0.03 

0.25 

0.05 

- 

- 

- 

- 

- 

0.054 

0.482 

0.048 

0.434 

0.064 

14.81 

Safe 

Panoriya 

0817000802268400 

0.09 

0.00 

1,722.50 

0.00 

0.01 

0.01 

0.00 

0.03 

- 

- 

0.0024 

0.0027 

- 

0.005 

0.005 

0.013 

0.001 

0.013 

0.032 

252.90 

Over Exploited 

Pawdon Ka Tala 

0817000802259500 

0.09 

0.24 

########## 

0.29 

- 

0.29 

0.03 

0.31 

0.03 

0.0100 

- 

- 

- 

0.010 

0.038 

0.323 

0.016 

0.307 

0.209 

68.17 

Safe 

Phagloo Ka Tala 

0817000802260700 

0.06 

0.00 

2,150.05 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.049 

8,209.17 

Over Exploited 

Rabasar 

0817000802258500 

0.09 

0.04 

294,827.46 

0.05 

- 

0.05 

0.01 

0.05 

0.01 

- 

- 

- 

- 

- 

0.005 

0.056 

0.003 

0.053 

0.096 

179.30 

Over Exploited 

Ratanpura 

0817000802252100 

0.09 

0.02 

277.92 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.002 

0.020 

0.001 

0.019 

0.013 

66.98 

Safe 



0.09 

0.11 

49.99 

0.13 

- 

0.13 

0.02 

0.19 

0.01 

- 

- 

- 

- 

- 

0.013 

0.141 

0.007 

0.134 

0.035 

26.17 

Safe 

Rohila 

0817000802264100 

0.06 

0.15 

- 

0.15 

0.01 

0.16 

0.02 

0.19 

0.02 

0.0200 

- 

- 

- 

0.020 

0.037 

0.197 

0.020 

0.177 

0.513 

289.30 

Over Exploited 

Sadram Ki Beri 

0817000802259700 

0.09 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.060 

1,600.15 

Over Exploited 

Sagarbao 

0817000802268100 

0.09 

0.00 

308.14 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.004 

0.046 

1,022.76 

Over Exploited 

Sanwa 

0817000802259600 

0.09 

0.36 

########## 

0.43 

0.01 

0.44 

0.02 

0.19 

0.04 

0.0300 

- 

- 

- 

0.030 

0.072 

0.511 

0.026 

0.485 

0.741 

152.71 

Over Exploited 

Sarnon Ki Nari 

0817000802260000 

0.06 

0.02 

279.27 

0.03 

- 

0.03 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.003 

0.032 

0.002 

0.030 

0.122 

405.24 

Over Exploited 

Sewron Ka Tala 

0817000802245000 

0.09 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.004 

120.11 

Over Exploited 



0.09 

0.04 

- 

0.04 

- 

0.04 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.005 

0.044 

0.004 

0.039 

0.021 

54.42 

Safe 

Sherpur 

0817000802265500 

0.06 

0.03 

396.40 

0.04 

0.01 

0.05 

0.01 

0.08 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.070 

0.004 

0.067 

0.236 

355.41 

Over Exploited 

Shobhala Darsan 

0817000802261200 

0.06 

0.55 

- 

0.55 

0.02 

0.57 

0.03 

0.28 

0.06 

0.0600 

- 

- 

- 

0.060 

0.122 

0.687 

0.069 

0.618 

1.818 

293.98 

Over Exploited 

Shri Ramwala 

0817000802258600 

0.09 

0.14 

516,690.55 

0.16 

- 

0.16 

0.03 

0.29 

0.02 

0.0100 

- 

- 

- 

0.010 

0.026 

0.189 

0.009 

0.180 

0.171 

95.20 

Critical 

Sonri 

0817000802264000 

0.06 

0.45 

- 

0.45 

0.02 

0.47 

0.03 

0.29 

0.05 

0.0500 

- 

- 

- 

0.050 

0.100 

0.566 

0.057 

0.510 

1.516 

297.48 

Over Exploited 

Soorpura 

0817000802252300 

0.09 

0.25 

- 

0.25 

- 

0.25 

0.03 

0.27 

0.03 

0.0100 

- 

- 

- 

0.010 

0.042 

0.294 

0.029 

0.264 

0.231 

87.26 

Semi Critical 

Surte Ki Dhani 

0817000802259300 

0.09 

0.16 

51.70 

0.19 

- 

0.19 

0.03 

0.30 

0.02 

0.0100 

- 

- 

- 

0.010 

0.029 

0.224 

0.011 

0.213 

0.155 

72.62 

Semi Critical 

Tajaniyon Ka Tala 

0817000802245300 

0.09 

0.19 

9,839.64 

0.15 

- 

0.15 

0.03 

0.23 

0.02 

- 

- 

- 

- 

- 

0.024 

0.178 

0.009 

0.169 

0.068 

40.07 

Safe 

Tardon Ka Tala 

0817000802256600 

0.06 

0.02 

345.01 

0.02 

- 

0.02 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.002 

0.026 

0.001 

0.025 

0.074 

293.42 

Over Exploited 

Ummed Nagar 

0817000802252200 

0.09 

0.03 

- 

0.03 

- 

0.03 

0.03 

0.23 

0.00 

- 

- 

- 

- 

- 

0.003 

0.031 

0.003 

0.028 

0.064 

224.40 

Over Exploited 

Veriya 

0818000602314900 

0.14 

0.00 

3,148.11 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

0.0100 

0.0007 

0.0010 

- 

0.012 

0.012 

0.015 

0.001 

0.014 

0.127 

907.71 

Over Exploited 



0.14 

0.00 

4,238.08 

0.00 

0.02 

0.02 

0.00 

0.02 

- 

0.0500 

0.0009 

0.0013 

- 

0.052 

0.052 

0.077 

0.004 

0.073 

0.404 

556.07 

Over Exploited 

Abdul Raheem Ka Tala 

0817000802258300 

0.09 

0.00 

1,182.12 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.025 

1,156.22 

Over Exploited 

Aginshah Ki Dhani 

0817000802258000 

0.09 

0.12 

- 

0.12 

- 

0.12 

0.02 

0.18 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.147 

0.015 

0.132 

0.204 

154.26 

Over Exploited 

Ahsan Ka Tala 

0817000802261800 

0.09 

0.15 

(19.39) 

0.12 

- 

0.12 

0.02 

0.21 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.145 

0.007 

0.138 

0.250 

181.44 

Over Exploited 

Ali Ki Dhani 

0817000802251600 

0.09 

0.00 

3,955.72 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.007 

410.31 

Over Exploited 

Badha 

0817000802266700 

0.06 

0.12 

- 

0.12 

0.01 

0.13 

0.02 

0.16 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.155 

0.016 

0.140 

0.816 

584.12 

Over Exploited 

Bamarlader 

0817000802263400 

0.09 

0.76 

- 

0.76 

0.01 

0.77 

0.03 

0.33 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.796 

0.080 

0.716 

0.861 

120.18 

Over Exploited 

Bawri Kalan 

0817000802251900 

0.09 

0.00 

54,348.38 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Beejasar 

0817000802257700 

0.09 

0.50 

- 

0.50 

- 

0.50 

0.02 

0.18 

0.06 

- 

- 

- 

- 

- 

0.064 

0.559 

0.056 

0.503 

0.108 

21.46 

Safe 

Beendoniyon Ki Dhani 

0817000802250600 

0.09 

0.00 

34,235.82 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Beesasar 

0817000802262800 

0.09 

0.32 

- 

0.32 

0.01 

0.33 

0.03 

0.28 

0.04 

0.0200 

- 

- 

- 

0.020 

0.056 

0.385 

0.038 

0.346 

0.592 

170.87 

Over Exploited 

Bhanwar 

0817000802267000 

0.09 

0.24 

- 

0.24 

0.01 

0.25 

0.03 

0.26 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.274 

0.027 

0.246 

0.692 

280.97 

Over Exploited 

Bhara Gulmohmmad 

0817000802251700 

0.09 

0.01 

971.66 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.002 

0.017 

0.001 

0.016 

0.019 

114.70 

Over Exploited 



0.09 

0.10 

268.22 

0.12 

- 

0.12 

0.02 

0.18 

0.01 

- 

- 

- 

- 

- 

0.013 

0.136 

0.007 

0.130 

0.039 

30.46 

Safe 

Bhilon Ka Tala 

0817000802251200 

0.09 

0.00 

(33.44) 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.004 

199.38 

Over Exploited 


0817000802262600 

0.09 

0.15 

- 

0.15 

- 

0.15 

0.03 

0.30 

0.02 

0.0100 

- 

- 

- 

0.010 

0.028 

0.183 

0.018 

0.164 

0.262 

159.69 

Over Exploited 

Buran Ka Tala 

0817000802258400 

0.09 

0.08 

848.67 

0.10 

- 

0.10 

0.01 

0.08 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.122 

0.006 

0.116 

0.286 

246.94 

Over Exploited 

Cheetradi 

0817000802268300 

0.09 

0.00 

15,679.43 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

30,647.28 

Over Exploited 

Dhemba 

0817000802261700 

0.09 

1.17 

- 

1.17 

0.01 

1.18 

0.03 

0.33 

0.13 

0.0200 

- 

- 

- 

0.020 

0.154 

1.333 

0.133 

1.199 

0.587 

48.91 

Safe 

Fakiron Ka Niwan 

0817000802267100 

0.09 

0.15 

(62.15) 

0.12 

- 

0.12 

0.03 

0.31 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.133 

0.007 

0.126 

0.269 

213.31 

Over Exploited 

Fitkariya 

0817000802262000 

0.09 

0.11 

(17.94) 

0.09 

- 

0.09 

0.03 

0.33 

0.01 

0.0100 

- 

- 

- 

0.010 

0.023 

0.111 

0.006 

0.106 

0.150 

141.26 

Over Exploited 

Gohar Ka Tala 

0817000802258100 

0.09 

0.23 

- 

0.23 

- 

0.23 

0.02 

0.17 

0.03 

0.0100 

- 

- 

- 

0.010 

0.038 

0.267 

0.027 

0.241 

0.249 

103.43 

Over Exploited 

Gumane Ka Tala 

0817000802251400 

0.09 

0.23 

91.95 

0.27 

- 

0.27 

0.02 

0.16 

0.03 

- 

- 

- 

- 

- 

0.030 

0.304 

0.015 

0.289 

0.090 

31.15 

Safe 



0.09 

0.07 

407.51 

0.09 

- 

0.09 

0.01 

0.09 

0.01 

- 

- 

- 

- 

- 

0.010 

0.098 

0.005 

0.093 

0.047 

50.13 

Safe 

Harpaliya 

0817000802263300 

0.09 

0.70 

- 

0.70 

0.01 

0.71 

0.04 

0.35 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.733 

0.073 

0.659 

0.636 

96.52 

Critical 

Flemawas 

0817000802269000 

0.09 

0.23 

65.44 

0.28 

0.02 

0.30 

0.03 

0.33 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.361 

0.018 

0.343 

0.352 

102.75 

Over Exploited 

Flusain Ka Tala 

0817000802263200 

0.09 

0.04 

- 

0.04 

- 

0.04 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.005 

0.049 

0.005 

0.044 

0.122 

277.49 

Over Exploited 

Jaleela 

0817000802262500 

0.09 

0.28 

43,185.60 

0.22 

- 

0.22 

0.03 

0.27 

0.03 

- 

- 

- 

- 

- 

0.032 

0.253 

0.013 

0.240 

0.150 

62.57 

Safe 

Janpaliya 

0817000802262700 

0.09 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.013 

5,009.17 

Over Exploited 

Jharpa 

0817000802267700 

0.09 

0.02 

288.12 

0.03 

- 

0.03 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.025 

0.001 

0.024 

0.131 

547.01 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Khari 

081700080226880C 

5.629 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.118 

0.60 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.000 

0.01 

0.01 






Non-command 

Non-command 

Older Alluvium 

0.014 

0.60 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Krishan Ka Tala 

081700080226220C 

10.271 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.660 

-0.43 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.002 

0.02 

0.03 


Lakrasar 

0817000802267800 

20.402 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.493 

0.92 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.002 

0.01 

0.01 


Manjhi Ka Tala 

0817000802261400 

11.921 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.923 

-0.83 

0.090 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.021 

0.17 

0.26 


Meethe Ka Tala 

0817000802257600 

16.637 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.072 

0.45 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Miyen Ka Tala 

0817000802257800 

16.495 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.448 

-0.46 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.004 

0.02 

0.04 


Nawatala Jaitmalan 

0817000802251500 

27.466 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.995 

1.00 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.64 

0.39 

0.01 

0.021 

0.06 

0.10 


Pancharla 

0817000802269100 

19.687 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.796 

0.80 

0.090 

0.03 

0.01 

0.00 

0.00 

0.00 

0.36 

0.25 

0.11 

0.015 

0.09 

0.13 


Pandhi Ka Niwan 

0817000802267200 

33.806 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.190 

0.05 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.09 

0.025 

0.08 

0.12 


Panoriya 

0817000802268400 

18.037 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

1.451 

0.57 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.05 

0.004 

0.03 

0.04 






Non-command 

Non-command 

Older Alluvium 

1.762 

0.57 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.07 

0.005 

0.04 

0.05 


Phagliya 

0817000802268000 

32.794 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.991 

0.41 

0.090 

0.11 

0.01 

0.00 

0.00 

0.00 

0.62 

0.43 

0.39 

0.043 

0.15 

0.22 


Poonjasar 

0817000802261900 

39.022 

Fresh 

Non-command 

Non-command 

Older Alluvium 

39.022 

0.48 

0.090 

0.16 

0.01 

0.00 

0.00 

0.00 

1.83 

1.22 

0.48 

0.119 

0.29 

0.44 


Rodiyon Ka Tala 

0817000802251800 

14.941 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.217 

0.97 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.38 

0.23 

0.02 

0.013 

0.07 

0.11 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.673 

0.97 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.00 

0.005 

0.03 

0.04 


Sadram Ki Beri 

0817000802259700 

23.981 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.228 

-0.21 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.00 

0.00 


Salriya 

0817000802261500 

29.538 

Fresh 

Non-command 

Non-command 

Older Alluvium 

25.113 

-0.92 

0.090 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.72 

0.077 

0.26 

0.39 


Samon Ki Dhani 

0817000802263700 

20.781 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.019 

-0.71 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sanwa 

0817000802259600 

40.042 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.059 

0.69 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sanwlasi 

0817000802268900 

8.898 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.594 

0.59 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.04 

0.002 

0.03 

0.04 






Non-command 

Non-command 

Older Alluvium 

5.307 

0.59 

0.090 

0.08 

0.02 

0.00 

0.00 

0.00 

0.34 

0.24 

0.31 

0.016 

0.23 

0.33 


Sarla 

0817000802263100 

21.177 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.753 

-0.14 

0.090 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.008 

0.04 

0.06 


Saroope Ka Tala 

0817000802257900 

31.907 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.442 

-0.64 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.007 

0.02 

0.03 


Sayed Mozali Ka Tala 

0817000802258200 

13.220 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.328 

-0.34 

0.090 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.038 

0.26 

0.39 


Serwa 

0817000802263500 

10.800 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.908 

-0.84 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.003 

0.03 

0.04 


Sinhaniya 

0817000802267900 

23.749 

Fresh 

Non-command 

Non-command 

Older Alluvium 

21.326 

0.19 

0.090 

0.31 

0.01 

0.00 

0.00 

0.00 

0.67 

0.46 

1.16 

0.065 

0.32 

0.46 


Sinhar 

0817000802261600 

26.843 

Fresh 

Non-command 

Non-command 

Older Alluvium 

26.843 

-0.66 

0.090 

0.12 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.082 

0.31 

0.46 


Talsar 

0817000802262100 

32.396 

Fresh 

Non-command 

Non-command 

Older Alluvium 

18.711 

0.12 

0.090 

0.09 

0.00 

0.00 

0.00 

0.00 

0.30 

0.20 

0.28 

0.057 

0.16 

0.25 


Vasiya Ka Tala 

0817000802262400 

23.169 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.113 

-0.20 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 

11008081 

Aakal 

0817000802265600 

21.989 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

3.713 

0.09 

0.060 

0.05 

0.01 

0.01 

0.01 

0.00 

0.04 

0.03 

0.19 

0.012 

0.06 

0.09 






Non-command 

Non-command 

Older Alluvium 

4.041 

0.09 

0.060 

0.06 

0.01 

0.00 

0.00 

0.00 

0.07 

0.05 

0.21 

0.013 

0.06 

0.09 





Saline 

Narmada Canal 

Command 

Older Alluvium 

4.015 

0.09 

0.060 

0.04 

0.00 

0.01 

0.01 

0.00 

0.04 

0.03 

0.13 

0.013 

0.06 

0.09 






Non-command 

Non-command 

Older Alluvium 

0.444 

0.09 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 


Aakora 

0817000802240800 

36.919 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.519 

0.70 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.60 

0.40 

0.01 

0.027 

0.07 

0.10 


Adarsh Nagar 

0817000802244200 

5.772 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.772 

-0.82 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.018 

0.24 

0.37 


Aidan Ki Dhani 

0817000802245900 

16.334 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.401 

-0.04 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.009 

0.05 

0.08 


Alamsar 

0817000802257100 

58.907 

Fresh 

Non-command 

Non-command 

Older Alluvium 

22.832 

-0.15 

0.090 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.070 

0.10 

0.15 


Ambedkar Nagar 

0817000802254800 

3.257 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.319 

0.11 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.04 


Ami Mohammad Shahki Basti 

0817000802255100 

6.904 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.352 

0.27 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.05 

0.008 

0.08 

0.13 


Amirgarh 

0817000802255400 

9.187 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.187 

0.38 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.14 

0.01 

0.030 

0.25 

0.38 


Antiya 

0817000802244600 

16.588 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.153 

-0.28 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

16.435 

-0.28 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.050 

0.23 

0.36 


Azad Nagar 

0817000802244100 

4.662 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.662 

-0.79 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.014 

0.24 

0.37 


Bachhonion Ki Dhani 

0817000802243500 

9.230 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.042 

0.36 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bamarla 

0817000802264400 

10.437 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.863 

0.72 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.08 

0.003 

0.03 

0.04 






Non-command 

Non-command 

Older Alluvium 

1.646 

0.72 

0.060 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.07 

0.16 

0.005 

0.05 

0.08 


Bamnor Ameershah 

0817000802255000 

3.882 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.409 

0.42 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.05 

0.005 

0.09 

0.14 


Bamnor Bhanwarshah 

0817000802255200 

10.633 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.634 

0.01 

0.060 

0.07 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.23 

0.031 

0.22 

0.34 


Banda Bera 

0817000802255500 

19.710 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.462 

0.50 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.01 

0.01 


Baotalai 

0817000802264900 

3.652 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.929 

0.31 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.003 

0.09 

0.14 





Saline 

Narmada Canal 

Command 

Older Alluvium 

0.911 

0.31 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.003 

0.09 

0.13 


Barsal Ki Beri 

0818000602314000 

13.970 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.753 

1.13 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.04 

0.002 

0.02 

0.03 


Bhaduoy Ka Tala 

0817000802252800 

9.058 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.058 

0.08 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.07 

0.028 

0.23 

0.36 


Bhagbhare Ki Beri 

0817000502175000 

13.438 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.911 

-0.27 

0.060 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.042 

0.28 

0.42 


Bhakhar Pura 

0817000802239900 

6.563 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.563 

1.89 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

1.13 

0.74 

0.00 

0.020 

0.23 

0.35 


Bharon Ka Tala 

0817000802260300 

4.332 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.332 

0.10 

0.060 

0.09 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.34 

0.014 

0.27 

0.40 


Bharthe Ki Beri 

0817000502175200 

9.543 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.604 

0.63 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.04 

0.012 

0.11 

0.17 


Bhawanipura 

0817000802265100 

2.514 

Saline 

Narmada Canal 

Command 

Older Alluvium 

1.879 

0.54 

0.060 

0.01 

0.00 

0.00 

0.01 

0.00 

0.06 

0.04 

0.03 

0.006 

0.27 

0.39 


Bhilonwala 

0817000802256400 

6.534 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.534 

0.61 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.27 

0.18 

0.10 

0.021 

0.26 

0.39 


Bhojawas 

0817000802256800 

10.256 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.685 

0.54 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.29 

0.19 

0.13 

0.025 

0.19 

0.29 


Bhooniya 

0817000802260400 

2.570 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.570 

0.05 

0.060 

0.09 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.36 

0.008 

0.27 

0.41 


Birdon Ka Tala 

0817000802256700 

10.523 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.990 

0.47 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.21 

0.14 

0.14 

0.019 

0.15 

0.22 


Bisaraniya 

0817000802256300 

19.020 

Fresh 

Non-command 

Non-command 

Older Alluvium 

19.020 

0.63 

0.060 

0.06 

0.00 

0.00 

0.00 

0.00 

0.78 

0.51 

0.15 

0.062 

0.25 

0.39 


Bool 

0817000502175100 

41.438 

Fresh 

Non-command 

Non-command 

Older Alluvium 

25.168 

0.08 

0.060 

0.07 

0.00 

0.00 

0.00 

0.00 

0.19 

0.12 

0.16 

0.082 

0.18 

0.27 


Borla Jatan 

0817000802265700 

14.948 

Saline 

Narmada Canal 

Command 

Older Alluvium 

14.948 

0.15 

0.060 

0.14 

0.02 

0.02 

0.04 

0.00 

0.19 

0.13 

0.49 

0.049 

0.36 

0.53 


Budiyon Ka Tala 

0817000802253400 

7.201 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.495 

-0.11 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.012 

0.15 

0.23 


Chalkana 

0817000802265200 

7.968 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.014 

0.69 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Khari 

081700080226880C 

0.09 

0.00 

4,360.03 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.005 

348.01 

Over Exploited 



0.09 

0.00 

48,410.37 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Krishan Ka Tala 

0817000802262200 

0.09 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.017 

1,540.16 

Over Exploited 

Lakrasar 

0817000802267800 

0.09 

0.00 

7,265.16 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

2,397.58 

Over Exploited 

Manjhi Ka Tala 

0817000802261400 

0.09 

0.11 

- 

0.11 

0.01 

0.12 

0.02 

0.19 

0.01 

0.0200 

- 

- 

- 

0.020 

0.032 

0.150 

0.015 

0.135 

0.467 

346.95 

Over Exploited 

Meethe Ka Tala 

0817000802257600 

0.09 

0.00 

26,119.42 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Miyen Ka Tala 

0817000802257800 

0.09 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.024 

846.50 

Over Exploited 

Nawatala Jaitmalan 

0817000802251500 

0.09 

0.04 

906.32 

0.05 

- 

0.05 

0.01 

0.07 

0.01 

- 

- 

- 

- 

- 

0.005 

0.051 

0.003 

0.049 

0.032 

66.21 

Safe 

Pancharla 

0817000802269100 

0.09 

0.04 

533.90 

0.05 

0.01 

0.06 

0.01 

0.10 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.078 

0.004 

0.074 

0.125 

169.20 

Over Exploited 

Pandhi Ka Niwan 

0817000802267200 

0.09 

0.06 

(23.15) 

0.05 

- 

0.05 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.047 

0.002 

0.045 

0.111 

247.18 

Over Exploited 

Panoriya 

0817000802268400 

0.09 

0.00 

1,241.24 

0.00 

0.01 

0.01 

0.00 

0.03 

- 

0.0100 

0.0031 

0.0035 

- 

0.017 

0.017 

0.029 

0.001 

0.027 

0.058 

213.32 

Over Exploited 



0.09 

0.01 

1,204.83 

0.01 

- 

0.01 

0.00 

0.04 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.075 

464.97 

Over Exploited 

Phagliya 

0817000802268000 

0.09 

0.19 

120.62 

0.23 

0.01 

0.24 

0.02 

0.17 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.281 

0.014 

0.267 

0.429 

160.33 

Over Exploited 

Poonjasar 

0817000802261900 

0.09 

1.02 

########## 

1.22 

0.01 

1.23 

0.03 

0.32 

0.12 

0.0200 

- 

- 

- 

0.020 

0.138 

1.368 

0.068 

1.299 

0.594 

45.72 

Safe 

Rodiyon Ka Tala 

0817000802251800 

0.09 

0.03 

798.11 

0.03 

- 

0.03 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.003 

0.034 

0.002 

0.033 

0.033 

100.41 

Over Exploited 



0.09 

0.00 

2,104.69 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.009 

176.62 

Over Exploited 

Sadram Ki Beri 

0817000802259700 

0.09 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.006 

10,090.62 

Over Exploited 

Salriya 

0817000802261500 

0.09 

0.60 

- 

0.60 

0.01 

0.61 

0.03 

0.29 

0.07 

0.0300 

- 

- 

- 

0.030 

0.097 

0.702 

0.070 

0.632 

0.792 

125.26 

Over Exploited 

Samon Ki Dhani 

0817000802263700 

0.09 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sanwa 

0817000802259600 

0.09 

0.00 

108,806.36 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sanwlasi 

0817000802268900 

0.09 

0.00 

1,805.06 

0.00 

0.00 

0.01 

0.00 

0.03 

- 

0.0100 

0.0015 

0.0021 

- 

0.014 

0.014 

0.019 

0.001 

0.018 

0.038 

204.52 

Over Exploited 



0.09 

0.11 

117.77 

0.13 

0.02 

0.15 

0.02 

0.25 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.210 

0.010 

0.199 

0.330 

165.78 

Over Exploited 

Sarla 

0817000802263100 

0.09 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.021 

0.002 

0.019 

0.181 

939.67 

Over Exploited 

Saroope Ka Tala 

0817000802257900 

0.09 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.004 

0.043 

993.17 

Over Exploited 

Sayed Mozali Ka Tala 

0817000802258200 

0.09 

0.29 

- 

0.29 

- 

0.29 

0.03 

0.29 

0.03 

- 

- 

- 

- 

- 

0.034 

0.321 

0.032 

0.289 

0.159 

54.85 

Safe 

Serwa 

0817000802263500 

0.09 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.104 

4,936.21 

Over Exploited 

Sinhaniya 

0817000802267900 

0.09 

0.61 

(24.68) 

0.49 

0.01 

0.50 

0.03 

0.35 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.538 

0.027 

0.511 

1.228 

240.16 

Over Exploited 

Sinhar 

0817000802261600 

0.09 

0.75 

- 

0.75 

- 

0.75 

0.04 

0.35 

0.08 

0.0100 

- 

- 

- 

0.010 

0.095 

0.846 

0.085 

0.762 

0.442 

58.01 

Safe 

Talsar 

0817000802262100 

0.09 

0.28 

(29.35) 

0.22 

- 

0.22 

0.02 

0.18 

0.03 

0.0100 

- 

- 

- 

0.010 

0.042 

0.264 

0.013 

0.250 

0.336 

134.20 

Over Exploited 

Vasiya Ka Tala 

0817000802262400 

0.09 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Aakal 

0817000802265600 

0.06 

0.01 

129.27 

0.02 

0.03 

0.04 

0.01 

0.07 

- 

0.0200 

0.0048 

0.0090 

- 

0.034 

0.034 

0.075 

0.004 

0.071 

0.202 

283.58 

Over Exploited 



0.06 

0.02 

212.49 

0.02 

0.01 

0.03 

0.01 

0.07 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.049 

0.002 

0.046 

0.221 

477.22 

Over Exploited 



0.06 

0.02 

97.45 

0.02 

0.02 

0.04 

0.01 

0.07 

- 

0.0100 

0.0051 

0.0097 

- 

0.025 

0.025 

0.060 

0.003 

0.057 

0.139 

243.80 

Over Exploited 



0.06 

0.00 

748.34 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.015 

7,182.32 

Over Exploited 

Aakora 

0817000802240800 

0.12 

0.07 

########## 

0.09 

- 

0.09 

0.01 

0.07 

0.01 

- 

- 

- 

- 

- 

0.009 

0.095 

0.005 

0.091 

0.034 

38.00 

Safe 

Adarsh Nagar 

0817000802244200 

0.09 

0.12 

- 

0.12 

- 

0.12 

0.03 

0.26 

0.02 

- 

- 

- 

- 

- 

0.015 

0.137 

0.014 

0.124 

0.115 

92.74 

Critical 

Aidan Ki Dhani 

0817000802245900 

0.12 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.002 

0.019 

0.002 

0.017 

0.009 

50.97 

Safe 

Alamsar 

0817000802257100 

0.09 

0.20 

- 

0.20 

- 

0.20 

0.01 

0.11 

0.02 

0.0100 

- 

- 

- 

0.010 

0.034 

0.231 

0.023 

0.208 

0.231 

110.85 

Over Exploited 

Ambedkar Nagar 

0817000802254800 

0.06 

0.00 

202.52 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.007 

1,213.46 

Over Exploited 

Ami Mohammad Shahki Basti 

0817000802255100 

0.06 

0.01 

165.41 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.001 

0.016 

0.001 

0.015 

0.056 

370.64 

Over Exploited 

Amirgarh 

0817000802255400 

0.06 

0.14 

3.81 

0.14 

- 

0.14 

0.03 

0.28 

0.02 

- 

- 

- 

- 

- 

0.017 

0.161 

0.008 

0.153 

0.042 

27.31 

Safe 

Antiya 

0817000802244600 

0.09 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.09 

0.34 

- 

0.34 

- 

0.34 

0.03 

0.26 

0.04 

- 

- 

- 

- 

- 

0.042 

0.381 

0.038 

0.343 

0.086 

25.10 

Safe 

Azad Nagar 

0817000802244100 

0.09 

0.10 

- 

0.10 

- 

0.10 

0.03 

0.27 

0.01 

- 

- 

- 

- 

- 

0.012 

0.111 

0.011 

0.100 

0.094 

93.90 

Critical 

Bachhonion Ki Dhani 

0817000802243500 

0.12 

0.00 

14,802.94 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bamarla 

0817000802264400 

0.06 

0.00 

2,396.79 

0.00 

0.00 

0.01 

0.00 

0.03 

- 

0.0100 

0.0015 

0.0021 

- 

0.014 

0.014 

0.019 

0.001 

0.018 

0.087 

472.50 

Over Exploited 



0.06 

0.01 

41,770.28 

0.01 

0.01 

0.02 

0.01 

0.06 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.036 

0.002 

0.034 

0.165 

483.12 

Over Exploited 

Bamnor Ameershah 

0817000802255000 

0.06 

0.01 

282.80 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.010 

0.051 

515.16 

Over Exploited 

Bamnor Bhanwarshah 

0817000802255200 

0.06 

0.13 

(60.88) 

0.10 

- 

0.10 

0.03 

0.25 

0.02 

0.0100 

- 

- 

- 

0.010 

0.025 

0.128 

0.006 

0.122 

0.259 

213.32 

Over Exploited 

Banda Bera 

0817000802255500 

0.06 

0.00 

5,396.75 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.008 

3,656.52 

Over Exploited 

Baotalai 

0817000802264900 

0.06 

0.01 

210.90 

0.01 

0.00 

0.01 

0.01 

0.10 

- 

- 

0.0012 

0.0022 

- 

0.003 

0.003 

0.014 

0.001 

0.013 

0.033 

257.15 

Over Exploited 



0.06 

0.01 

81.50 

0.01 

0.00 

0.01 

0.01 

0.10 

- 

- 

0.0012 

0.0022 

- 

0.003 

0.003 

0.013 

0.001 

0.013 

0.017 

135.20 

Over Exploited 

Barsal Ki Beri 

0818000602314000 

0.14 

0.00 

2,457.37 

0.00 

0.00 

0.01 

0.00 

0.02 

- 

- 

0.0016 

0.0018 

- 

0.003 

0.003 

0.010 

0.000 

0.009 

0.040 

421.05 

Over Exploited 

Bhaduoy Ka Tala 

0817000802252800 

0.09 

0.19 

(67.30) 

0.15 

- 

0.15 

0.03 

0.26 

0.02 

- 

- 

- 

- 

- 

0.023 

0.177 

0.009 

0.168 

0.100 

59.37 

Safe 

Bhagbhare Ki Beri 

0817000502175000 

0.06 

0.21 

- 

0.21 

- 

0.21 

0.03 

0.31 

0.02 

0.0100 

- 

- 

- 

0.010 

0.035 

0.249 

0.025 

0.224 

0.354 

157.70 

Over Exploited 

Bhakhar Pura 

0817000802239900 

0.09 

0.14 

443.49 

0.16 

- 

0.16 

0.03 

0.26 

0.02 

- 

- 

- 

- 

- 

0.017 

0.179 

0.009 

0.170 

0.020 

11.75 

Safe 

Bharon Ka Tala 

0817000802260300 

0.06 

0.07 

9.11 

0.08 

- 

0.08 

0.03 

0.30 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.094 

0.005 

0.089 

0.351 

394.55 

Over Exploited 

Bharthe Ki Beri 

0817000502175200 

0.06 

0.02 

293.70 

0.03 

- 

0.03 

0.01 

0.13 

0.00 

- 

- 

- 

- 

- 

0.003 

0.032 

0.002 

0.031 

0.053 

171.22 

Over Exploited 

Bhawanipura 

0817000802265100 

0.06 

0.03 

43.73 

0.04 

0.01 

0.04 

0.03 

0.29 

- 

- 

0.0024 

0.0045 

- 

0.007 

0.007 

0.051 

0.003 

0.048 

0.035 

72.89 

Semi Critical 

Bhilonwala 

0817000802256400 

0.06 

0.10 

75.10 

0.12 

- 

0.12 

0.03 

0.29 

0.01 

- 

- 

- 

- 

- 

0.012 

0.133 

0.007 

0.126 

0.119 

94.73 

Critical 

Bhojawas 

0817000802256800 

0.06 

0.09 

115.21 

0.10 

- 

0.10 

0.02 

0.21 

0.01 

- 

- 

- 

- 

- 

0.010 

0.115 

0.006 

0.109 

0.150 

137.02 

Over Exploited 

Bhooniya 

0817000802260400 

0.06 

0.04 

53.09 

0.05 

- 

0.05 

0.03 

0.30 

0.00 

0.0100 

- 

- 

- 

0.010 

0.015 

0.065 

0.003 

0.062 

0.370 

598.24 

Over Exploited 

Birdon Ka Tala 

0817000802256700 

0.06 

0.05 

159.70 

0.06 

- 

0.06 

0.02 

0.16 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.080 

0.004 

0.076 

0.157 

207.87 

Over Exploited 

Bisaraniya 

0817000802256300 

0.06 

0.29 

77.48 

0.35 

- 

0.35 

0.03 

0.28 

0.03 

0.0100 

- 

- 

- 

0.010 

0.045 

0.391 

0.020 

0.372 

0.213 

57.27 

Safe 

Bool 

0817000502175100 

0.06 

0.27 

95,775.84 

0.22 

- 

0.22 

0.02 

0.20 

0.03 

0.0100 

- 

- 

- 

0.010 

0.041 

0.256 

0.013 

0.243 

0.237 

97.37 

Critical 

Borla Jatan 

0817000802265700 

0.06 

0.32 

(58.86) 

0.26 

0.08 

0.34 

0.04 

0.40 

- 

0.0500 

0.0191 

0.0360 

- 

0.105 

0.105 

0.447 

0.022 

0.424 

0.535 

126.03 

Over Exploited 

Budiyon Ka Tala 

0817000802253400 

0.12 

0.08 

- 

0.08 

- 

0.08 

0.02 

0.17 

0.01 

- 

- 

- 

- 

- 

0.010 

0.091 

0.009 

0.082 

0.113 

137.26 

Over Exploited 

Chalkana 

0817000802265200 

0.06 

0.00 

57,749.17 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 





Saline 

Narmada Canal 

Command 

Older Alluvium 

4.610 

0.69 

0.060 

0.02 

0.00 

0.01 

0.01 

0.00 

0.19 

0.13 

0.05 

0.015 

0.20 

0.30 


Champa Beri 

0817000802265300 

6.079 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

3.674 

0.71 

0.060 

0.02 

0.00 

0.01 

0.01 

0.00 

0.16 

0.11 

0.05 

0.012 

0.20 

0.30 






Non-command 

Non-command 

Older Alluvium 

0.755 

0.71 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.002 

0.04 

0.06 





Saline 

Narmada Canal 

Command 

Older Alluvium 

0.555 

0.71 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.002 

0.03 

0.05 


Cheetradi 

0817000802268300 

22.988 

Saline 

Narmada Canal 

Command 

Older Alluvium 

0.060 

0.37 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chimnasar 

0817000802253000 

12.504 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.504 

1.13 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

1.30 

0.85 

0.01 

0.038 

0.24 

0.37 


Chohtan 

0817000802240100 

30.493 

Saline 

Non-command 

Non-command 

Older Alluvium 

30.493 

2.99 

0.090 

0.06 

0.00 

0.00 

0.00 

0.00 

8.26 

5.36 

0.12 

0.093 

0.23 

0.36 


Chuli Doongri 

0817000802239700 

12.283 

Saline 

Non-command 

Non-command 

Older Alluvium 

12.283 

3.01 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

3.34 

2.17 

0.00 

0.037 

0.23 

0.35 


Darjion Ka Tala 

0817000802245700 

9.047 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.929 

0.24 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.00 

0.015 

0.15 

0.24 


Deluon Wala 

0817000802256200 

8.692 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.692 

0.59 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.35 

0.23 

0.10 

0.028 

0.25 

0.38 


Deopura 

0817000802239400 

22.336 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.795 

1.47 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.78 

0.50 

0.00 

0.018 

0.06 

0.09 


Devaniyon Ka Tala 

0817000802244800 

13.109 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.768 

-1.52 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.021 

0.12 

0.19 





Saline 

Non-command 

Non-command 

Older Alluvium 

5.462 

-1.52 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.017 

0.10 

0.15 


Dhakon Ka Tala 

0817000802260100 

6.861 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.861 

0.42 

0.060 

0.05 

0.00 

0.00 

0.00 

0.00 

0.22 

0.15 

0.17 

0.022 

0.27 

0.41 


Dheerasar 

0817000802243800 

12.353 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.353 

2.12 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

2.38 

1.54 

0.02 

0.038 

0.23 

0.36 


Dhok 

0817000802245200 

71.832 

Saline 

Non-command 

Non-command 

Older Alluvium 

55.956 

0.90 

0.090 

0.07 

0.00 

0.00 

0.00 

0.00 

4.58 

2.92 

0.06 

0.171 

0.18 

0.28 


Doogri 

0818000602313400 

49.055 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

24.807 

0.10 

0.090 

0.24 

0.03 

0.04 

0.07 

0.13 

0.19 

0.13 

0.87 

0.064 

0.20 

0.28 


Doothwa 

0818000602314200 

18.360 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

6.148 

1.05 

0.090 

0.20 

0.03 

0.01 

0.02 

0.00 

0.72 

0.52 

0.76 

0.016 

0.14 

0.20 


Dudhadiyon Ka Tala 

0817000802244300 

13.838 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.827 

0.67 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.80 

0.52 

0.03 

0.039 

0.22 

0.33 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.011 

0.67 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.003 

0.02 

0.03 


Dudhwa Khurd 

0817000802240400 

12.377 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.275 

1.76 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

1.60 

1.06 

0.03 

0.029 

0.21 

0.32 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.102 

1.76 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.00 

0.003 

0.02 

0.03 


Gandhi Nagar 

0817000702232700 

4.688 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.059 

1.52 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 


Gangala 

0817000702232400 

30.354 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.175 

1.52 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.09 

0.00 

0.003 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

18.869 

1.52 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

2.31 

1.52 

0.00 

0.049 

0.14 

0.22 


Ganganiyon Ki Dhani 

0817000702231600 

9.627 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.887 

2.12 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.00 

0.002 

0.02 

0.03 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.008 

2.12 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gorsiyon Ka Tala 

0817000802244700 

7.443 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.996 

-1.21 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.018 

0.19 

0.29 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.448 

-1.21 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.004 

0.05 

0.07 


Hardanpura 

0817000802255800 

5.013 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.013 

0.50 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.11 

0.01 

0.016 

0.25 

0.39 


Harpuniyon Wala 

0817000802253300 

7.119 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.119 

0.60 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.17 

0.02 

0.023 

0.24 

0.37 


Hironion Ka Tala 

0817000802256100 

11.334 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.334 

0.62 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.46 

0.30 

0.11 

0.037 

0.25 

0.38 


Indrawas 

0817000702232500 

7.056 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.007 

1.64 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.116 

1.64 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.00 

0.003 

0.04 

0.05 


Ishwarpura 

0817000802245100 

4.432 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.432 

-1.18 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.014 

0.23 

0.36 


Isrol 

0817000802243400 

28.962 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.187 

2.55 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.86 

0.57 

0.01 

0.011 

0.03 

0.05 


Jakhron Ka Tala 

0817000702232600 

9.972 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.971 

1.55 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.16 

0.00 

0.005 

0.04 

0.07 



0817000802259900 

4.342 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.312 

0.47 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.08 

0.004 

0.08 

0.13 


Jakhronwala 

0817000802255900 

7.887 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.887 

0.54 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.28 

0.18 

0.06 

0.026 

0.25 

0.38 


Jal Beri 

0817000502174500 

15.208 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.433 

-0.28 

0.060 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.034 

0.19 

0.28 


Jalberi 

0818000602313500 

20.037 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

10.773 

0.28 

0.090 

0.08 

0.01 

0.02 

0.03 

0.00 

0.29 

0.20 

0.30 

0.028 

0.20 

0.29 


Janiyon Ki Beri 

0817000502174800 

19.587 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.659 

-0.01 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.038 

0.17 

0.26 


Jato Ki Dhani 

0817000802239800 

6.476 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.476 

1.94 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

1.14 

0.75 

0.00 

0.020 

0.23 

0.35 


Jaton Ki Basti 

0817000802243900 

14.875 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.828 

2.50 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

3.13 

2.05 

0.01 

0.042 

0.22 

0.33 


Jethmalpura 

0817000802240600 

18.908 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.864 

1.23 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.18 

0.78 

0.01 

0.031 

0.14 

0.22 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.012 

1.23 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Joona Lakhwara 

0817000802244400 

12.128 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.945 

2.12 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.37 

0.24 

0.01 

0.006 

0.04 

0.06 





Saline 

Non-command 

Non-command 

Older Alluvium 

10.183 

2.12 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

1.95 

1.28 

0.02 

0.031 

0.19 

0.30 


K.R.Bandha Kua 

0818000602314600 

10.677 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

4.337 

0.63 

0.090 

0.09 

0.01 

0.01 

0.01 

0.00 

0.30 

0.22 

0.36 

0.011 

0.17 

0.24 


Kabooli 

0817000502193100 

19.371 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

1.062 

0.48 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.003 

0.02 

0.03 






Non-command 

Non-command 

Older Alluvium 

0.791 

0.48 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.003 

0.01 

0.02 


Kairnada 

0817000802240000 

5.792 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.792 

1.91 

0.090 

0.01 

0.00 

0.00 

0.00 

0.07 

0.94 

0.61 

0.00 

0.018 

0.23 

0.35 


Kaloo Ki Beri 

0817000802261000 

16.959 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.408 

0.46 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.21 

0.14 

0.09 

0.021 

0.11 

0.16 


Kaprau 

0817000802244900 

17.441 

Saline 

Non-command 

Non-command 

Older Alluvium 

16.253 

-2.32 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.050 

0.22 

0.34 


Kayam Ka Tala 

0817000802260600 

2.554 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.554 

0.34 

0.060 

0.08 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.29 

0.008 

0.27 

0.42 


Kekar 

0817000802264200 

54.147 

Fresh 

Non-command 

Non-command 

Older Alluvium 

31.325 

0.24 

0.060 

0.34 

0.05 

0.00 

0.00 

0.00 

0.74 

0.50 

1.21 

0.102 

0.18 

0.27 


Khairaj Ka Tala 

0817000802252600 

11.323 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.323 

-1.35 

0.090 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.035 

0.23 

0.37 


Khamrai 

0818000602313300 

16.153 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

3.822 

0.06 

0.090 

0.01 

0.00 

0.01 

0.01 

0.00 

0.02 

0.01 

0.04 

0.010 

0.09 

0.13 





Saline 

Narmada Canal 

Command 

Older Alluvium 

1.051 

0.06 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.06 

0.003 

0.02 

0.04 


Kharader 

0817000802265900 

1.087 

Saline 

Narmada Canal 

Command 

Older Alluvium 

0.565 

0.07 

0.060 

0.06 

0.01 

0.00 

0.00 

0.00 

0.05 

0.03 

0.23 

0.002 

0.19 

0.28 


Kharawala 

0817000802252900 

14.492 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.492 

0.22 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.31 

0.20 

0.02 

0.044 

0.24 

0.37 


Khari 

0817000502175500 

24.584 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.400 

0.72 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.16 

0.00 

0.018 

0.07 

0.10 


Khariya Rathoran 

0817000702233000 

17.287 

Saline 

Non-command 

Non-command 

Older Alluvium 

14.347 

1.23 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.43 

0.92 

0.00 

0.037 

0.19 

0.29 


Konra 

0817000802252400 

24.883 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.389 

-0.04 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.00 

0.01 


Kumbharon Ki Beri 

0817000502176200 

11.024 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.011 

-0.18 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Lachhiye Ka Tala 

0817000802260200 

6.648 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.648 

0.27 

0.060 

0.12 

0.01 

0.00 

0.00 

0.00 

0.22 

0.14 

0.46 

0.022 

0.27 

0.41 


Lakhwara 

0817000802244500 

8.327 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.327 

1.94 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

1.47 

0.96 

0.01 

0.025 

0.23 

0.35 


Leelsar Dakhnad 

0817000802253500 

6.782 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.004 

-0.49 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.06 

0.06 

133.06 

0.07 

0.02 

0.09 

0.02 

0.22 

- 

0.0100 

0.0059 

0.0111 

- 

0.027 

0.027 

0.113 

0.006 

0.108 

0.062 

57.64 

Safe 

Champa Beri 

0817000802265300 

0.06 

0.05 

142.80 

0.05 

0.02 

0.07 

0.02 

0.23 

- 

0.0100 

0.0047 

0.0089 

- 

0.024 

0.024 

0.093 

0.005 

0.088 

0.060 

67.78 

Safe 



0.06 

0.00 

1,047.10 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.014 

664.19 

Over Exploited 



0.06 

0.00 

1,304.65 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

0.0007 

0.0013 

- 

0.002 

0.002 

0.006 

0.000 

0.005 

0.006 

110.13 

Over Exploited 

Cheetradi 

0817000802268300 

0.09 

0.00 

23,141.19 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chimnasar 

0817000802253000 

0.09 

0.27 

213.99 

0.32 

- 

0.32 

0.03 

0.27 

0.03 

- 

- 

- 

- 

- 

0.033 

0.356 

0.018 

0.338 

0.049 

14.54 

Safe 

Chohtan 

0817000802240100 

0.09 

0.58 

########## 

0.69 

- 

0.69 

0.03 

0.26 

0.07 

- 

- 

- 

- 

- 

0.071 

0.761 

0.038 

0.723 

0.209 

28.92 

Safe 

Chuli Doongri 

0817000802239700 

0.09 

0.20 

########## 

0.24 

- 

0.24 

0.03 

0.26 

0.03 

- 

- 

- 

- 

- 

0.025 

0.270 

0.013 

0.256 

0.037 

14.62 

Safe 

Darjion Ka Tala 

0817000802245700 

0.12 

0.08 

969,686.98 

0.07 

- 

0.07 

0.02 

0.17 

0.01 

- 

- 

- 

- 

- 

0.010 

0.081 

0.004 

0.077 

0.019 

25.15 

Safe 

Deluon Wala 

0817000802256200 

0.06 

0.13 

74.30 

0.16 

- 

0.16 

0.03 

0.28 

0.02 

- 

- 

- 

- 

- 

0.016 

0.173 

0.009 

0.164 

0.132 

80.67 

Semi Critical 

Deopura 

0817000802239400 

0.09 

0.03 

########## 

0.04 

- 

0.04 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.004 

0.041 

0.002 

0.039 

0.022 

55.95 

Safe 

Devaniyon Ka Tala 

0817000802244800 

0.09 

0.07 

- 

0.07 

- 

0.07 

0.01 

0.14 

0.01 

- 

- 

- 

- 

- 

0.009 

0.083 

0.008 

0.074 

0.106 

141.91 

Over Exploited 



0.09 

0.05 

- 

0.05 

- 

0.05 

0.01 

0.11 

0.01 

- 

- 

- 

- 

- 

0.006 

0.054 

0.005 

0.048 

0.060 

123.07 

Over Exploited 

Dhakon Ka Tala 

0817000802260100 

0.06 

0.11 

32.31 

0.13 

- 

0.13 

0.03 

0.30 

0.01 

0.0100 

- 

- 

- 

0.010 

0.023 

0.156 

0.008 

0.148 

0.196 

132.28 

Over Exploited 

Dheerasar 

0817000802243800 

0.09 

0.26 

########## 

0.31 

- 

0.31 

0.03 

0.26 

0.03 

- 

- 

- 

- 

- 

0.032 

0.343 

0.017 

0.326 

0.054 

16.46 

Safe 

Dhok 

0817000802245200 

0.09 

0.66 

########## 

0.79 

- 

0.79 

0.02 

0.20 

0.08 

- 

- 

- 

- 

- 

0.083 

0.874 

0.044 

0.830 

0.233 

28.02 

Safe 

Doogri 

0818000602313400 

0.14 

0.68 

(80.89) 

0.55 

0.27 

0.81 

0.02 

0.22 

- 

0.1000 

0.0317 

0.0598 

0.200 

0.391 

0.391 

1.204 

0.060 

1.143 

0.933 

81.63 

Semi Critical 

Doothwa 

0818000602314200 

0.14 

0.12 

316.95 

0.15 

0.06 

0.21 

0.01 

0.16 

- 

0.1400 

0.0131 

0.0148 

0.001 

0.169 

0.169 

0.380 

0.019 

0.361 

0.776 

214.90 

Over Exploited 

Dudhadiyon Ka Tala 

0817000802244300 

0.09 

0.25 

108.24 

0.30 

- 

0.30 

0.03 

0.24 

0.03 

- 

- 

- 

- 

- 

0.030 

0.328 

0.016 

0.312 

0.066 

21.19 

Safe 



0.09 

0.00 

2,472.16 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.003 

159.05 

Over Exploited 

Dudhwa Khurd 

0817000802240400 

0.12 

0.28 

275.19 

0.34 

- 

0.34 

0.02 

0.23 

0.03 

- 

- 

- 

- 

- 

0.034 

0.373 

0.019 

0.354 

0.058 

16.48 

Safe 



0.12 

0.00 

3,693.24 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.003 

0.003 

84.87 

Semi Critical 

Gandhi Nagar 

0817000702232700 

0.12 

0.00 

23,187.99 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gangala 

0817000702232400 

0.12 

0.00 

7,429.03 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.003 

196.02 

Over Exploited 



0.12 

0.32 

########## 

0.38 

- 

0.38 

0.02 

0.16 

0.04 

- 

- 

- 

- 

- 

0.039 

0.423 

0.021 

0.402 

0.053 

13.22 

Safe 

Ganganiyon Ki Dhani 

0817000702231600 

0.12 

0.00 

4,365.04 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.002 

82.50 

Semi Critical 



0.12 

0.00 

498,165.87 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gorsiyon Ka Tala 

0817000802244700 

0.09 

0.10 

- 

0.10 

- 

0.10 

0.02 

0.21 

0.01 

- 

- 

- 

- 

- 

0.012 

0.114 

0.011 

0.102 

0.072 

70.63 

Semi Critical 



0.09 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.001 

0.006 

0.011 

191.32 

Over Exploited 

Hardanpura 

0817000802255800 

0.06 

0.08 

39.05 

0.09 

- 

0.09 

0.03 

0.28 

0.01 

- 

- 

- 

- 

- 

0.009 

0.100 

0.005 

0.095 

0.028 

29.66 

Safe 

Harpuniyon Wala 

0817000802253300 

0.06 

0.10 

67.25 

0.13 

- 

0.13 

0.03 

0.27 

0.01 

- 

- 

- 

- 

- 

0.012 

0.138 

0.007 

0.131 

0.041 

31.50 

Safe 

Hironion Ka Tala 

0817000802256100 

0.06 

0.17 

78.57 

0.20 

- 

0.20 

0.03 

0.28 

0.02 

- 

- 

- 

- 

- 

0.020 

0.223 

0.011 

0.212 

0.147 

69.29 

Safe 

Indrawas 

0817000702232500 

0.12 

0.00 

364,418.74 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.00 

1,902.25 

0.01 

- 

0.01 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.003 

48.03 

Safe 

Ishwarpura 

0817000802245100 

0.09 

0.09 

- 

0.09 

- 

0.09 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.011 

0.104 

0.010 

0.094 

0.021 

21.94 

Safe 

Isrol 

0817000802243400 

0.12 

0.02 

3,278.84 

0.02 

- 

0.02 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.002 

0.022 

0.001 

0.021 

0.025 

117.80 

Over Exploited 

Jakhron Ka Tala 

0817000702232600 

0.12 

0.01 

1,404.30 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.014 

0.001 

0.013 

0.005 

38.46 

Safe 


0817000802259900 

0.06 

0.01 

477.43 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.008 

0.084 

1,031.30 

Over Exploited 

Jakhronwala 

0817000802255900 

0.06 

0.12 

54.08 

0.14 

- 

0.14 

0.03 

0.28 

0.01 

- 

- 

- 

- 

- 

0.014 

0.156 

0.008 

0.148 

0.084 

56.35 

Safe 

Jal Beri 

0817000502174500 

0.06 

0.12 

- 

0.12 

- 

0.12 

0.02 

0.21 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.140 

0.014 

0.126 

0.177 

140.58 

Over Exploited 

Jalberi 

0818000602313500 

0.14 

0.31 

(33.57) 

0.25 

0.05 

0.30 

0.02 

0.22 

- 

0.0300 

0.0138 

0.0260 

- 

0.070 

0.070 

0.370 

0.019 

0.352 

0.330 

93.82 

Critical 

Janiyon Ki Beri 

0817000502174800 

0.06 

0.12 

- 

0.12 

- 

0.12 

0.02 

0.19 

0.01 

- 

- 

- 

- 

- 

0.014 

0.130 

0.013 

0.117 

0.135 

115.00 

Over Exploited 

Jato Ki Dhani 

0817000802239800 

0.09 

0.13 

459.69 

0.16 

- 

0.16 

0.03 

0.26 

0.02 

- 

- 

- 

- 

- 

0.016 

0.177 

0.009 

0.168 

0.020 

11.77 

Safe 

Jaton Ki Basti 

0817000802243900 

0.09 

0.27 

########## 

0.32 

- 

0.32 

0.03 

0.24 

0.03 

- 

- 

- 

- 

- 

0.032 

0.354 

0.018 

0.336 

0.047 

14.02 

Safe 

Jethmalpura 

0817000802240600 

0.12 

0.20 

283.66 

0.25 

- 

0.25 

0.02 

0.16 

0.02 

- 

- 

- 

- 

- 

0.024 

0.269 

0.013 

0.256 

0.038 

14.83 

Safe 



0.12 

0.00 

374,458.78 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Joona Lakhwara 

0817000802244400 

0.09 

0.01 

3,642.33 

0.01 

- 

0.01 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.008 

0.011 

134.27 

Over Exploited 



0.09 

0.18 

618.60 

0.21 

- 

0.21 

0.02 

0.22 

0.02 

- 

- 

- 

- 

- 

0.022 

0.235 

0.012 

0.223 

0.049 

21.99 

Safe 

K.R.Bandha Kua 

0818000602314600 

0.14 

0.10 

110.12 

0.12 

0.03 

0.16 

0.02 

0.19 

- 

0.0400 

0.0092 

0.0105 

- 

0.060 

0.060 

0.216 

0.011 

0.205 

0.375 

183.15 

Over Exploited 

Kabooli 

0817000502193100 

0.06 

0.00 

1,410.97 

0.00 

0.00 

0.01 

0.00 

0.02 

0.00 

- 

0.0018 

0.0026 

- 

0.004 

0.005 

0.011 

0.001 

0.010 

0.003 

33.59 

Safe 



0.06 

0.00 

2,320.54 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.003 

326.76 

Over Exploited 

Kairnada 

0817000802240000 

0.09 

0.12 

411.64 

0.14 

0.07 

0.21 

0.03 

0.26 

0.01 

- 

- 

- 

0.105 

0.105 

0.120 

0.334 

0.017 

0.317 

0.018 

5.57 

Safe 

Kaloo Ki Beri 

0817000802261000 

0.06 

0.04 

238.26 

0.05 

- 

0.05 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.005 

0.053 

0.003 

0.051 

0.110 

216.80 

Over Exploited 

Kaprau 

0817000802244900 

0.09 

0.32 

- 

0.32 

- 

0.32 

0.03 

0.24 

0.04 

- 

- 

- 

- 

- 

0.040 

0.357 

0.036 

0.321 

0.094 

29.12 

Safe 

Kayam Ka Tala 

0817000802260600 

0.06 

0.04 

105.84 

0.05 

- 

0.05 

0.03 

0.31 

0.00 

0.0100 

- 

- 

- 

0.010 

0.015 

0.065 

0.003 

0.062 

0.301 

485.76 

Over Exploited 

Kekar 

0817000802264200 

0.06 

0.34 

131,712.83 

0.41 

0.05 

0.46 

0.02 

0.20 

0.04 

0.1400 

- 

- 

- 

0.140 

0.178 

0.641 

0.032 

0.609 

1.313 

215.63 

Over Exploited 

Khairaj Ka Tala 

0817000802252600 

0.09 

0.24 

- 

0.24 

- 

0.24 

0.03 

0.26 

0.03 

0.0100 

- 

- 

- 

0.010 

0.040 

0.279 

0.028 

0.251 

0.187 

74.35 

Semi Critical 

Khamrai 

0818000602313300 

0.14 

0.05 

(76.92) 

0.04 

0.02 

0.05 

0.01 

0.10 

- 

- 

0.0049 

0.0092 

- 

0.014 

0.014 

0.068 

0.003 

0.065 

0.048 

73.65 

Semi Critical 



0.14 

0.00 

315.00 

0.00 

0.00 

0.01 

0.00 

0.03 

- 

0.0100 

0.0013 

0.0025 

- 

0.014 

0.014 

0.023 

0.001 

0.022 

0.062 

287.00 

Over Exploited 

Kharader 

0817000802265900 

0.06 

0.01 

432.14 

0.01 

0.01 

0.02 

0.02 

0.21 

- 

0.0300 

0.0007 

0.0014 

- 

0.032 

0.032 

0.052 

0.003 

0.050 

0.236 

475.09 

Over Exploited 

Kharawala 

0817000802252900 

0.09 

0.31 

(36.56) 

0.25 

- 

0.25 

0.03 

0.27 

0.04 

- 

- 

- 

- 

- 

0.038 

0.287 

0.014 

0.272 

0.060 

22.11 

Safe 

Khari 

0817000502175500 

0.06 

0.02 

524.13 

0.03 

- 

0.03 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.003 

0.029 

0.001 

0.028 

0.018 

62.94 

Safe 

Khariya Rathoran 

0817000702233000 

0.12 

0.33 

########## 

0.39 

- 

0.39 

0.02 

0.21 

0.04 

- 

- 

- 

- 

- 

0.041 

0.432 

0.022 

0.411 

0.041 

10.08 

Safe 

Konra 

0817000802252400 

0.09 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.006 

4,709.85 

Over Exploited 

Kumbharon Ki Beri 

0817000502176200 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Lachhiye Ka Tala 

0817000802260200 

0.06 

0.11 

33.38 

0.13 

0.01 

0.14 

0.03 

0.30 

0.01 

0.0200 

- 

- 

- 

0.020 

0.033 

0.171 

0.009 

0.163 

0.477 

292.74 

Over Exploited 

Lakhwara 

0817000802244500 

0.09 

0.17 

455.15 

0.21 

- 

0.21 

0.03 

0.26 

0.02 

- 

- 

- 

- 

- 

0.021 

0.229 

0.011 

0.218 

0.030 

13.97 

Safe 

Leelsar Dakhnad 

0817000802253500 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Lomrodon Ka Tala 

081700080226080C 

1.925 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.055 

0.44 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Madhopura 

0818000602314700 

5.423 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.020 

0.61 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mahendrapura 

0817000802240500 

23.694 

Fresh 

Non-command 

Non-command 

Older Alluvium 

20.046 

1.52 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

2.46 

1.63 

0.01 

0.052 

0.19 

0.29 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.654 

1.52 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.21 

0.00 

0.007 

0.03 

0.04 


Mananiyon Ki Basti 

0817000702232200 

4.960 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.960 

1.53 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.62 

0.41 

0.00 

0.013 

0.23 

0.35 


Manasar 

0817000802240300 

9.397 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.043 

1.77 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

9.353 

1.77 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

1.50 

0.99 

0.02 

0.029 

0.23 

0.35 


Mandasar 

0817000802256000 

7.017 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.017 

0.55 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.16 

0.02 

0.023 

0.25 

0.37 


Maylon Ki Beri 

0817000502175300 

20.292 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.899 

0.81 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.45 

0.30 

0.03 

0.029 

0.14 

0.20 


Meghasar 

0817000802239600 

21.275 

Saline 

Non-command 

Non-command 

Older Alluvium 

21.275 

2.02 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

3.90 

2.53 

0.00 

0.065 

0.23 

0.35 


Meghwalon Ki Dhani 

0817000502174900 

14.851 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.095 

-0.26 

0.060 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.046 

0.27 

0.41 


Mehrangadh 

0817000802252500 

9.169 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.365 

-0.84 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.026 

0.22 

0.34 


Mithabera 

0817000802254900 

5.155 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.123 

0.29 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.15 

0.017 

0.25 

0.38 


Mithariya Tala 

0817000702231800 

8.010 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.058 

1.93 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.94 

0.63 

0.01 

0.016 

0.17 

0.26 







Non-command 

Rhyolite 

0.092 

1.93 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nawatala Rathoran 

0817000802255600 

9.474 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.474 

0.44 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.28 

0.18 

0.10 

0.031 

0.26 

0.40 


Neembali 

0817000802242400 

14.639 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.450 

2.75 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

2.54 

1.67 

0.04 

0.030 

0.18 

0.28 


Nehron Ki Nari 

0817000802256500 

8.700 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.495 

0.57 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.30 

0.20 

0.02 

0.028 

0.25 

0.39 


Netrar 

0817000802244000 

12.775 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.775 

0.06 

0.090 

0.04 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.10 

0.039 

0.23 

0.36 


Nihalaniyon Ka Tobha 

0817000702232300 

7.951 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.951 

1.56 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.00 

0.66 

0.00 

0.021 

0.23 

0.35 


Nimbala 

0817000802256900 

8.644 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.644 

0.57 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.45 

0.30 

0.01 

0.026 

0.25 

0.37 


Ogala 

0817000802265800 

10.897 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.002 

0.05 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Narmada Canal 

Command 

Older Alluvium 

10.319 

0.05 

0.060 

0.15 

0.02 

0.01 

0.03 

0.00 

0.12 

0.08 

0.56 

0.034 

0.34 

0.50 


Padaradi 

0818000602314400 

4.077 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.764 

0.72 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.08 

0.002 

0.08 

0.12 


Parariya 

0817000802239500 

7.672 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.644 

1.64 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

1.14 

0.74 

0.01 

0.023 

0.23 

0.35 


Pawariya 

0817000802253100 

7.347 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.316 

0.82 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.11 

0.04 

0.006 

0.08 

0.11 


Peepli Beri 

0817000802265400 

8.057 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

1.532 

0.68 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.11 

0.005 

0.06 

0.09 






Non-command 

Non-command 

Older Alluvium 

6.525 

0.68 

0.060 

0.12 

0.02 

0.00 

0.00 

0.00 

0.37 

0.25 

0.46 

0.021 

0.27 

0.40 


Phagloo Ka Tala 

0817000802260700 

2.332 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.074 

0.41 

0.060 

0.10 

0.01 

0.00 

0.00 

0.00 

0.14 

0.09 

0.40 

0.007 

0.25 

0.37 


Pingalpura 

0817000802255300 

3.805 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.805 

0.41 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.04 

0.012 

0.26 

0.40 


Pokrasar 

0817000802243700 

12.161 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.161 

2.16 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

2.38 

1.55 

0.02 

0.037 

0.23 

0.36 


Pooniyon Ka Tala 

0817000702233100 

11.146 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.515 

0.41 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.004 

0.03 

0.05 


Ramderiya Tala 

0817000802240700 

11.192 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.327 

0.54 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.00 

0.006 

0.05 

0.07 


Ranasar Kalan 

0817000502174600 

11.097 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.627 

-0.35 

0.060 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.42 

0.031 

0.24 

0.36 


Ranisar 

0817000802242100 

8.167 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.654 

2.10 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.29 

0.01 

0.007 

0.07 

0.11 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.045 

2.10 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.23 

0.00 

0.005 

0.06 

0.09 


Rarli 

0817000802242200 

12.409 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.474 

1.98 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.00 

0.001 

0.01 

0.01 


Rohila 

0817000802264100 

25.186 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.738 

-0.03 

0.060 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.035 

0.13 

0.19 


Saiyon Ka Tala 

0817000802252700 

4.670 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.670 

-0.62 

0.090 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.014 

0.24 

0.37 


Sam 

0817000802255700 

4.262 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.262 

0.48 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.02 

0.014 

0.26 

0.39 


Sanau 

0817000802242000 

19.388 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.613 

2.09 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.95 

0.63 

0.01 

0.015 

0.07 

0.10 





Saline 

Non-command 

Non-command 

Older Alluvium 

7.860 

2.09 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.33 

0.87 

0.01 

0.020 

0.09 

0.14 


Sarnon Ki Nari 

0817000802260000 

9.754 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.941 

0.48 

0.060 

0.05 

0.00 

0.00 

0.00 

0.00 

0.22 

0.14 

0.18 

0.019 

0.16 

0.25 


Sauwon Ka Tala 

0817000802257000 

8.334 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.334 

0.07 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.06 

0.025 

0.24 

0.37 


Sewron Ka Tala 

0817000802245000 

12.149 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.585 

-0.93 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Older Alluvium 

5.384 

-0.93 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.016 

0.10 

0.16 


Sherpur 

0817000802265500 

40.465 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

10.825 

0.40 

0.060 

0.08 

0.01 

0.02 

0.03 

0.00 

0.28 

0.19 

0.28 

0.035 

0.09 

0.13 






Non-command 

Non-command 

Older Alluvium 

11.066 

0.40 

0.060 

0.08 

0.01 

0.00 

0.00 

0.00 

0.33 

0.23 

0.29 

0.036 

0.09 

0.14 





Saline 

Narmada Canal 

Command 

Older Alluvium 

10.464 

0.40 

0.060 

0.05 

0.01 

0.02 

0.03 

0.00 

0.25 

0.17 

0.16 

0.034 

0.09 

0.13 


Sinhagpura 

0817000802253200 

10.021 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.883 

0.55 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.40 

0.26 

0.19 

0.021 

0.19 

0.29 


Siyolon Ka Der 

0817000802264300 

4.123 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.123 

0.68 

0.060 

0.16 

0.02 

0.00 

0.00 

0.00 

0.31 

0.21 

0.63 

0.013 

0.32 

0.48 


Sodhon Ki Basti 

0817000702232100 

3.765 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.440 

1.54 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.00 

0.001 

0.03 

0.04 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.325 

1.54 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.27 

0.00 

0.009 

0.20 

0.31 


Somaradi 

0817000802265000 

5.649 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.016 

0.44 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Narmada Canal 

Command 

Older Alluvium 

2.709 

0.44 

0.060 

0.01 

0.00 

0.00 

0.01 

0.00 

0.07 

0.05 

0.05 

0.009 

0.17 

0.25 


Sutharon Ki Beri 

0817000802260500 

0.771 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.771 

0.20 

0.060 

0.14 

0.01 

0.00 

0.00 

0.00 

0.14 

0.09 

0.56 

0.003 

0.28 

0.42 


Tajaniyon Ka Tala 

0817000802245300 

11.863 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.414 

0.15 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.004 

0.03 

0.04 


Tanpi 

0818000602314500 

15.531 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.000 

0.70 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Tardon Ka Tala 

0817000802256600 

11.841 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.969 

0.50 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.28 

0.18 

0.13 

0.026 

0.18 

0.27 


Teja Ki Dhani 

0817000502174300 

29.334 

Fresh 

Non-command 

Non-command 

Older Alluvium 

16.259 

0.16 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.12 

0.01 

0.053 

0.14 

0.22 


Tembi 

0818000602314300 

18.242 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.006 

0.81 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ummed Nagar 

0817000802252200 

1.740 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.227 

-0.59 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.03 

0.05 


Uparla 

0817000802240200 

21.030 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.044 

2.00 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

20.986 

2.00 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

3.81 

2.50 

0.03 

0.064 

0.23 

0.35 


Vishnoiyon Ka Tala 

0817000702232000 

3.702 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.927 

1.77 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.00 

0.002 

0.06 

0.09 

11008082 

Abdul Raheem Ka Tala 

0817000802258300 

10.798 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.935 

0.30 

0.090 

0.08 

0.00 

0.00 

0.00 

0.00 

0.35 

0.23 

0.28 

0.030 

0.25 

0.38 


Ahsan Ka Tala 

0817000802261800 

13.779 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.957 

0.15 

0.090 

0.04 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.13 

0.015 

0.10 

0.16 


Alisaron Ki Basti 

0817000802263600 

6.477 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.477 

-0.58 

0.090 

0.23 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.88 

0.020 

0.30 

0.45 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Lomrodon Ka Tala 

081700080226080C 

0.06 

0.00 

3,275.58 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.012 

36,522.42 

Over Exploited 

Madhopura 

0818000602314700 

0.14 

0.00 

15,727.28 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mahendrapura 

0817000802240500 

0.12 

0.47 

460,620.27 

0.56 

- 

0.56 

0.02 

0.22 

0.06 

- 

- 

- 

- 

- 

0.055 

0.614 

0.031 

0.583 

0.066 

11.36 

Safe 



0.12 

0.01 

2,527.05 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.010 

0.007 

67.57 

Safe 

Mananiyon Ki Basti 

0817000702232200 

0.12 

0.14 

198.73 

0.16 

- 

0.16 

0.03 

0.26 

0.02 

- 

- 

- 

- 

- 

0.016 

0.180 

0.009 

0.171 

0.017 

9.92 

Safe 

Manasar 

0817000802240300 

0.09 

0.00 

111,933.28 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.09 

0.19 

415.70 

0.23 

- 

0.23 

0.03 

0.26 

0.02 

- 

- 

- 

- 

- 

0.023 

0.253 

0.013 

0.240 

0.047 

19.35 

Safe 

Mandasar 

0817000802256000 

0.06 

0.10 

53.88 

0.12 

- 

0.12 

0.03 

0.28 

0.01 

- 

- 

- 

- 

- 

0.012 

0.137 

0.007 

0.130 

0.047 

36.06 

Safe 

Maylon Ki Beri 

0817000502175300 

0.06 

0.07 

314.48 

0.09 

- 

0.09 

0.02 

0.15 

0.01 

- 

- 

- 

- 

- 

0.008 

0.095 

0.005 

0.090 

0.058 

64.29 

Safe 

Meghasar 

0817000802239600 

0.09 

0.43 

57,798.13 

0.52 

- 

0.52 

0.03 

0.26 

0.05 

- 

- 

- 

- 

- 

0.053 

0.568 

0.028 

0.540 

0.069 

12.76 

Safe 

Meghwalon Ki Dhani 

0817000502174900 

0.06 

0.23 

- 

0.23 

- 

0.23 

0.03 

0.30 

0.03 

0.0100 

- 

- 

- 

0.010 

0.037 

0.266 

0.027 

0.239 

0.183 

76.47 

Semi Critical 

Mehrangadh 

0817000802252500 

0.09 

0.16 

- 

0.16 

- 

0.16 

0.03 

0.24 

0.02 

- 

- 

- 

- 

- 

0.020 

0.183 

0.018 

0.164 

0.100 

60.58 

Safe 

Mithabera 

0817000802254900 

0.06 

0.08 

12.15 

0.09 

- 

0.09 

0.03 

0.28 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.104 

0.005 

0.099 

0.163 

164.23 

Over Exploited 

Mithariya Tala 

0817000702231800 

0.12 

0.13 

400.18 

0.15 

- 

0.15 

0.02 

0.19 

0.01 

- 

- 

- 

- 

- 

0.015 

0.166 

0.008 

0.157 

0.023 

14.49 

Safe 



0.05 

0.00 

14,698.36 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nawatala Rathoran 

0817000802255600 

0.06 

0.15 

171,269.45 

0.18 

- 

0.18 

0.03 

0.29 

0.02 

- 

- 

- 

- 

- 

0.017 

0.195 

0.010 

0.185 

0.129 

69.62 

Safe 

Neembali 

0817000802242400 

0.12 

0.25 

568.74 

0.30 

- 

0.30 

0.02 

0.20 

0.03 

- 

- 

- 

- 

- 

0.030 

0.329 

0.016 

0.313 

0.066 

21.04 

Safe 

Nehron Ki Nari 

0817000802256500 

0.06 

0.13 

(45.98) 

0.15 

- 

0.15 

0.03 

0.28 

0.02 

- 

- 

- 

- 

- 

0.015 

0.170 

0.009 

0.162 

0.044 

26.97 

Safe 

Netrar 

0817000802244000 

0.09 

0.27 

(274.48) 

0.21 

- 

0.21 

0.03 

0.26 

0.03 

- 

- 

- 

- 

- 

0.033 

0.248 

0.012 

0.235 

0.136 

57.81 

Safe 

Nihalaniyon Ka Tobha 

0817000702232300 

0.12 

0.22 

200.73 

0.26 

- 

0.26 

0.03 

0.26 

0.03 

- 

- 

- 

- 

- 

0.027 

0.288 

0.014 

0.274 

0.025 

9.03 

Safe 

Nimbala 

0817000802256900 

0.09 

0.19 

211,910.84 

0.23 

- 

0.23 

0.03 

0.28 

0.02 

- 

- 

- 

- 

- 

0.023 

0.253 

0.013 

0.240 

0.037 

15.57 

Safe 

Ogala 

0817000802265800 

0.06 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.21 

(162.06) 

0.17 

0.06 

0.23 

0.04 

0.38 

- 

0.0600 

0.0132 

0.0249 

- 

0.098 

0.098 

0.331 

0.017 

0.314 

0.592 

188.36 

Over Exploited 

Padaradi 

0818000602314400 

0.14 

0.01 

420.58 

0.01 

0.01 

0.02 

0.01 

0.09 

- 

0.0100 

0.0020 

0.0028 

- 

0.015 

0.015 

0.031 

0.002 

0.029 

0.078 

266.45 

Over Exploited 

Parariya 

0817000802239500 

0.09 

0.16 

370.72 

0.19 

- 

0.19 

0.03 

0.26 

0.02 

- 

- 

- 

- 

- 

0.019 

0.207 

0.010 

0.197 

0.034 

17.44 

Safe 

Pawariya 

0817000802253100 

0.12 

0.02 

408.15 

0.03 

- 

0.03 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.002 

0.028 

0.001 

0.026 

0.042 

160.59 

Over Exploited 

Peepli Beri 

0817000802265400 

0.06 

0.01 

898.11 

0.01 

0.01 

0.01 

0.01 

0.07 

- 

0.0100 

0.0020 

0.0037 

- 

0.016 

0.016 

0.029 

0.001 

0.028 

0.113 

408.92 

Over Exploited 



0.06 

0.11 

134.22 

0.13 

0.02 

0.15 

0.03 

0.30 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.197 

0.010 

0.187 

0.483 

258.05 

Over Exploited 

Phagloo Ka Tala 

0817000802260700 

0.06 

0.03 

201.92 

0.04 

0.01 

0.05 

0.03 

0.28 

0.00 

0.0200 

- 

- 

- 

0.020 

0.024 

0.070 

0.004 

0.067 

0.407 

608.62 

Over Exploited 

Pingalpura 

0817000802255300 

0.06 

0.06 

14.01 

0.07 

- 

0.07 

0.03 

0.29 

0.01 

- 

- 

- 

- 

- 

0.007 

0.075 

0.004 

0.071 

0.055 

77.64 

Semi Critical 

Pokrasar 

0817000802243700 

0.09 

0.26 

########## 

0.31 

- 

0.31 

0.03 

0.26 

0.03 

- 

- 

- 

- 

- 

0.031 

0.339 

0.017 

0.322 

0.059 

18.35 

Safe 

Pooniyon Ka Tala 

0817000702233100 

0.12 

0.01 

459.69 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.004 

55.51 

Safe 

Ramderiya Tala 

0817000802240700 

0.12 

0.01 

405.70 

0.02 

- 

0.02 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.002 

0.018 

0.001 

0.017 

0.006 

36.46 

Safe 

Ranasar Kalan 

0817000502174600 

0.06 

0.14 

- 

0.14 

0.01 

0.15 

0.03 

0.27 

0.02 

0.0200 

- 

- 

- 

0.020 

0.036 

0.185 

0.018 

0.166 

0.446 

268.60 

Over Exploited 

Ranisar 

0817000802242100 

0.12 

0.02 

1,130.99 

0.03 

- 

0.03 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.003 

0.032 

0.002 

0.030 

0.014 

46.49 

Safe 



0.12 

0.01 

1,496.65 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.002 

0.019 

0.001 

0.018 

0.009 

52.48 

Safe 

Rarli 

0817000802242200 

0.12 

0.00 

9,795.36 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

196.85 

Over Exploited 

Rohila 

0817000802264100 

0.06 

0.08 

- 

0.08 

- 

0.08 

0.01 

0.14 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.102 

0.010 

0.092 

0.387 

420.64 

Over Exploited 

Saiyon Ka Tala 

0817000802252700 

0.09 

0.10 

- 

0.10 

- 

0.10 

0.03 

0.27 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.122 

0.012 

0.110 

0.183 

167.00 

Over Exploited 

Sam 

0817000802255700 

0.06 

0.07 

32.65 

0.08 

- 

0.08 

0.03 

0.29 

0.01 

- 

- 

- 

- 

- 

0.008 

0.087 

0.004 

0.082 

0.030 

36.33 

Safe 

Sanau 

0817000802242000 

0.12 

0.04 

1,297.17 

0.05 

- 

0.05 

0.01 

0.07 

0.01 

- 

- 

- 

- 

- 

0.005 

0.059 

0.003 

0.056 

0.022 

38.46 

Safe 



0.12 

0.09 

894.67 

0.11 

- 

0.11 

0.01 

0.10 

0.01 

- 

- 

- 

- 

- 

0.011 

0.116 

0.006 

0.110 

0.027 

24.92 

Safe 

Sarnon Ki Nari 

0817000802260000 

0.06 

0.06 

146.90 

0.07 

- 

0.07 

0.02 

0.18 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.087 

0.004 

0.083 

0.200 

241.86 

Over Exploited 

Sauwon Ka Tala 

0817000802257000 

0.09 

0.18 

3,052.29 

0.14 

- 

0.14 

0.03 

0.27 

0.02 

- 

- 

- 

- 

- 

0.022 

0.165 

0.008 

0.156 

0.082 

52.68 

Safe 

Sewron Ka Tala 

0817000802245000 

0.09 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

296.80 

Over Exploited 



0.09 

0.05 

- 

0.05 

- 

0.05 

0.01 

0.12 

0.01 

- 

- 

- 

- 

- 

0.006 

0.057 

0.006 

0.051 

0.023 

45.99 

Safe 

Sherpur 

0817000802265500 

0.06 

0.06 

223.94 

0.07 

0.06 

0.13 

0.01 

0.10 

- 

0.0300 

0.0138 

0.0261 

- 

0.070 

0.070 

0.196 

0.010 

0.186 

0.317 

170.17 

Over Exploited 



0.06 

0.06 

265.74 

0.07 

0.01 

0.08 

0.01 

0.10 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.114 

0.006 

0.109 

0.324 

297.90 

Over Exploited 



0.06 

0.06 

201.23 

0.07 

0.05 

0.12 

0.01 

0.10 

- 

0.0200 

0.0134 

0.0252 

- 

0.059 

0.059 

0.179 

0.009 

0.170 

0.196 

115.44 

Over Exploited 

Sinhagpura 

0817000802253200 

0.12 

0.18 

46.07 

0.22 

- 

0.22 

0.02 

0.21 

0.02 

0.0100 

- 

- 

- 

0.010 

0.031 

0.247 

0.012 

0.234 

0.208 

88.51 

Semi Critical 

Siyolon Ka Der 

0817000802264300 

0.06 

0.08 

157.85 

0.10 

0.02 

0.12 

0.04 

0.36 

0.01 

0.0700 

- 

- 

- 

0.070 

0.079 

0.195 

0.010 

0.185 

0.644 

347.75 

Over Exploited 

Sodhon Ki Basti 

0817000702232100 

0.12 

0.00 

2,443.13 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.001 

64.93 

Safe 



0.12 

0.08 

236.64 

0.10 

- 

0.10 

0.02 

0.23 

0.01 

- 

- 

- 

- 

- 

0.010 

0.106 

0.005 

0.101 

0.009 

8.59 

Safe 

Somaradi 

0817000802265000 

0.06 

0.00 

28,765.75 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.03 

71.16 

0.03 

0.01 

0.05 

0.02 

0.19 

- 

0.0100 

0.0035 

0.0065 

- 

0.020 

0.020 

0.065 

0.003 

0.062 

0.056 

90.29 

Critical 

Sutharon Ki Beri 

0817000802260500 

0.06 

0.01 

618.93 

0.02 

0.01 

0.03 

0.03 

0.31 

0.00 

0.0200 

- 

- 

- 

0.020 

0.021 

0.047 

0.002 

0.044 

0.559 

1,256.71 

Over Exploited 

Tajaniyon Ka Tala 

0817000802245300 

0.09 

0.00 

231.64 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.004 

0.008 

185.49 

Over Exploited 

Tanpi 

0818000602314500 

0.14 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Tardon Ka Tala 

0817000802256600 

0.06 

0.08 

115.14 

0.10 

- 

0.10 

0.02 

0.20 

0.01 

- 

- 

- 

- 

- 

0.010 

0.112 

0.006 

0.106 

0.151 

142.03 

Over Exploited 

Teja Ki Dhani 

0817000502174300 

0.06 

0.14 

(115.78) 

0.12 

- 

0.12 

0.02 

0.16 

0.02 

- 

- 

- 

- 

- 

0.017 

0.136 

0.007 

0.129 

0.060 

46.43 

Safe 

Tembi 

0818000602314300 

0.14 

0.00 

261,119.59 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ummed Nagar 

0817000802252200 

0.09 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.012 

1,830.39 

Over Exploited 

Uparla 

0817000802240200 

0.09 

0.00 

273,342.78 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.09 

0.43 

479.63 

0.52 

- 

0.52 

0.03 

0.26 

0.05 

- 

- 

- 

- 

- 

0.052 

0.571 

0.029 

0.542 

0.093 

17.16 

Safe 

Vishnoiyon Ka Tala 

0817000702232000 

0.12 

0.01 

1,274.90 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.008 

0.002 

30.32 

Safe 

Abdul Raheem Ka Tala 

0817000802258300 

0.09 

0.23 

0.72 

0.23 

- 

0.23 

0.03 

0.28 

0.03 

0.0100 

- 

- 

- 

0.010 

0.037 

0.264 

0.013 

0.251 

0.306 

122.08 

Over Exploited 

Ahsan Ka Tala 

0817000802261800 

0.09 

0.05 

52.55 

0.06 

- 

0.06 

0.01 

0.12 

0.01 

- 

- 

- 

- 

- 

0.005 

0.061 

0.003 

0.058 

0.143 

247.71 

Over Exploited 

Alisaron Ki Basti 

0817000802263600 

0.09 

0.18 

- 

0.18 

0.01 

0.19 

0.03 

0.34 

0.02 

0.0300 

- 

- 

- 

0.030 

0.050 

0.238 

0.024 

0.214 

0.902 

421.18 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Aloo Ka Tala 

081700080226680C 

23.470 

Fresh 

Non-command 

Non-command 

Older Alluvium 

23.470 

-0.55 

0.090 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.56 

0.072 

0.33 

0.49 


Badha 

0817000802266700 

31.416 

Fresh 

Non-command 

Non-command 

Older Alluvium 

18.199 

-0.04 

0.060 

0.29 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.07 

0.059 

0.20 

0.29 


Bamarlader 

0817000802263400 

31.545 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.050 

-0.63 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.009 

0.03 

0.05 


Bandhniya 

0817000802266500 

12.231 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.096 

-0.41 

0.060 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.42 

0.023 

0.19 

0.28 


Bawri Kalan 

0817000802251900 

21.906 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.392 

0.91 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.46 

0.29 

0.05 

0.016 

0.06 

0.10 





Saline 

Non-command 

Non-command 

Older Alluvium 

13.703 

0.91 

0.090 

0.04 

0.00 

0.00 

0.00 

0.00 

1.16 

0.72 

0.09 

0.042 

0.15 

0.24 


Beejasar 

0817000802257700 

56.237 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.181 

-0.11 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.016 

0.02 

0.04 


Bhanwar 

0817000802267000 

16.459 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.702 

-0.18 

0.090 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.014 

0.10 

0.14 


Bhanwariya 

0817000802270200 

5.913 

Saline 

Narmada Canal 

Command 

Older Alluvium 

0.106 

0.83 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Booth Rathoran 

0817000802252000 

49.358 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.072 

0.38 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.01 

0.003 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

24.551 

0.38 

0.090 

0.05 

0.00 

0.00 

0.00 

0.00 

0.89 

0.56 

0.12 

0.075 

0.12 

0.19 


Borla 

0817000802270500 

16.096 

Saline 

Narmada Canal 

Command 

Older Alluvium 

0.291 

1.07 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.01 

0.01 


Buran Ka Tala 

0817000802258400 

52.786 

Fresh 

Non-command 

Non-command 

Older Alluvium 

34.307 

0.96 

0.090 

0.19 

0.01 

0.00 

0.00 

0.00 

3.15 

2.06 

0.63 

0.105 

0.18 

0.27 


Cheetradi 

0817000802268300 

22.988 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

6.266 

0.37 

0.090 

0.07 

0.01 

0.01 

0.02 

0.00 

0.24 

0.16 

0.24 

0.019 

0.10 

0.14 






Non-command 

Non-command 

Older Alluvium 

7.632 

0.37 

0.090 

0.08 

0.01 

0.00 

0.00 

0.00 

0.32 

0.22 

0.30 

0.023 

0.12 

0.18 





Saline 

Narmada Canal 

Command 

Older Alluvium 

1.165 

0.37 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.03 

0.004 

0.02 

0.03 


Chicharasar 

0817000802263900 

13.862 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.862 

-0.40 

0.090 

0.22 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.81 

0.042 

0.32 

0.48 


Deedawa 

0817000802268600 

8.279 

Saline 

Narmada Canal 

Command 

Older Alluvium 

8.279 

0.63 

0.090 

0.09 

0.02 

0.02 

0.03 

0.00 

0.48 

0.34 

0.32 

0.025 

0.40 

0.58 


Gangasara 

0817000802266600 

22.043 

Fresh 

Non-command 

Non-command 

Older Alluvium 

15.191 

-0.25 

0.060 

0.28 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.04 

0.049 

0.24 

0.35 


Gangasariya 

0817000802270300 

11.208 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.587 

0.68 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.002 

0.02 

0.03 





Saline 

Narmada Canal 

Command 

Older Alluvium 

0.587 

0.68 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.002 

0.02 

0.03 


Gira 

0817000802268700 

14.480 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.350 

0.61 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.01 

0.01 






Non-command 

Non-command 

Older Alluvium 

0.350 

0.61 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.01 

0.01 





Saline 

Narmada Canal 

Command 

Older Alluvium 

13.780 

0.61 

0.090 

0.07 

0.02 

0.04 

0.06 

0.00 

0.72 

0.50 

0.24 

0.042 

0.38 

0.55 


Gohar Ka Tala 

0817000802258100 

29.713 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.460 

-0.26 

0.090 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.035 

0.10 

0.16 


Gora 

0817000802266000 

17.499 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.408 

0.01 

0.060 

0.11 

0.01 

0.00 

0.00 

0.00 

0.10 

0.07 

0.41 

0.011 

0.07 

0.10 


Hemawas 

0817000802269000 

10.668 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.014 

0.62 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.07 

0.006 

0.07 

0.10 


Ibre Ka Tala 

0817000802257500 

16.598 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.540 

0.66 

0.090 

0.07 

0.00 

0.00 

0.00 

0.00 

0.88 

0.54 

0.25 

0.041 

0.20 

0.32 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.047 

0.66 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Itada 

0817000802257400 

20.710 

Fresh 

Non-command 

Non-command 

Older Alluvium 

20.699 

-0.29 

0.090 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.62 

0.063 

0.24 

0.40 


Itadiya 

0817000802257300 

27.976 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.784 

-0.26 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.018 

0.05 

0.08 


Kalji Ki Beri 

0818000602315100 

19.630 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.041 

0.49 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khari 

0817000802268800 

5.629 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

2.405 

0.60 

0.090 

0.02 

0.00 

0.01 

0.01 

0.00 

0.13 

0.09 

0.06 

0.007 

0.16 

0.24 






Non-command 

Non-command 

Older Alluvium 

2.144 

0.60 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.09 

0.05 

0.007 

0.15 

0.21 





Saline 

Narmada Canal 

Command 

Older Alluvium 

0.949 

0.60 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.003 

0.06 

0.09 


Khejariyali 

0818000602316300 

65.199 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

15.465 

0.80 

0.090 

0.04 

0.01 

0.04 

0.06 

0.04 

0.99 

0.73 

0.11 

0.040 

0.11 

0.14 





Saline 

Narmada Canal 

Command 

Older Alluvium 

0.076 

0.80 

0.090 

0.02 

0.01 

0.00 

0.00 

0.00 

0.02 

0.01 

0.08 

0.000 

0.00 

0.00 


Kitnoriya 

0817000802259800 

12.135 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.033 

0.46 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kundanpura 

0817000802261300 

13.562 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.730 

-0.57 

0.090 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.53 

0.033 

0.23 

0.35 


Madawao 

0817000802268500 

17.512 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.104 

0.61 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Narmada Canal 

Command 

Older Alluvium 

8.454 

0.61 

0.090 

0.04 

0.01 

0.02 

0.03 

0.00 

0.44 

0.30 

0.11 

0.026 

0.19 

0.28 


Manjhi Ka Tala 

0817000802261400 

11.921 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.998 

-0.83 

0.090 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.015 

0.12 

0.19 


Mate Ka Tala 

0817000802250300 

20.250 

Saline 

Non-command 

Non-command 

Older Alluvium 

10.054 

0.08 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.031 

0.12 

0.19 


Meethe Ka Tala 

0817000802257600 

16.637 

Fresh 

Non-command 

Non-command 

Older Alluvium 

16.565 

0.45 

0.090 

0.11 

0.00 

0.00 

0.00 

0.00 

0.78 

0.48 

0.36 

0.051 

0.24 

0.40 


Pancharla 

0817000802269100 

19.687 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.000 

0.80 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Older Alluvium 

0.003 

0.80 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Panoniyon Ki Dhani 

0817000802245400 

21.879 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.061 

-0.09 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Panoriya 

0817000802268400 

18.037 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

5.927 

0.57 

0.090 

0.06 

0.01 

0.01 

0.02 

0.00 

0.32 

0.23 

0.23 

0.018 

0.12 

0.18 






Non-command 

Non-command 

Older Alluvium 

0.265 

0.57 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.01 





Saline 

Narmada Canal 

Command 

Older Alluvium 

1.396 

0.57 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.04 

0.004 

0.03 

0.04 


Peeru Ka Tala 

0817000802266900 

7.329 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.329 

-0.89 

0.090 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.50 

0.022 

0.33 

0.48 


Phagliya 

0817000802268000 

32.794 

Fresh 

Non-command 

Non-command 

Older Alluvium 

18.804 

0.41 

0.090 

0.15 

0.02 

0.00 

0.00 

0.00 

0.82 

0.57 

0.51 

0.057 

0.21 

0.30 


Prem Singh Ki Dhani 

0817000802250400 

16.013 

Saline 

Non-command 

Non-command 

Older Alluvium 

9.541 

0.26 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.24 

0.15 

0.02 

0.029 

0.14 

0.23 


Rabasar 

0817000802258500 

55.202 

Fresh 

Non-command 

Non-command 

Older Alluvium 

45.128 

0.38 

0.090 

0.12 

0.00 

0.00 

0.00 

0.00 

1.68 

1.10 

0.31 

0.138 

0.22 

0.33 


Raipuriya 

0818000602315000 

15.784 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.270 

0.69 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.01 

0.01 


Rodiyon Ka Tala 

0817000802251800 

14.941 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.673 

0.97 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.78 

0.48 

0.03 

0.026 

0.14 

0.23 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.359 

0.97 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.01 

0.01 


Sadram Ki Beri 

0817000802259700 

23.981 

Fresh 

Non-command 

Non-command 

Older Alluvium 

21.898 

-0.21 

0.090 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.62 

0.067 

0.26 

0.40 


Sagarbao 

0817000802268100 

12.066 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.850 

0.12 

0.090 

0.10 

0.01 

0.00 

0.00 

0.00 

0.21 

0.14 

0.35 

0.033 

0.32 

0.46 


Salriya 

0817000802261500 

29.538 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.425 

-0.92 

0.090 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.013 

0.05 

0.07 


Samawali 

0817000802263800 

10.591 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.591 

-0.42 

0.090 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.77 

0.032 

0.32 

0.48 


Samon Ki Dhani 

0817000802263700 

20.781 

Fresh 

Non-command 

Non-command 

Older Alluvium 

20.762 

-0.71 

0.090 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.55 

0.063 

0.31 

0.46 


Sanwa 

0817000802259600 

40.042 

Fresh 

Non-command 

Non-command 

Older Alluvium 

16.028 

0.69 

0.090 

0.13 

0.01 

0.00 

0.00 

0.00 

1.12 

0.74 

0.44 

0.049 

0.11 

0.17 


Sanwlasi 

0817000802268900 

8.898 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.004 

0.59 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Older Alluvium 

1.883 

0.59 

0.090 

0.03 

0.01 

0.00 

0.00 

0.00 

0.12 

0.08 

0.11 

0.006 

0.08 

0.12 


Sayed Mozali Ka Tala 

0817000802258200 

13.220 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.892 

-0.34 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.003 

0.02 

0.03 


Serwa 

0817000802263500 

10.800 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.893 

-0.84 

0.090 

0.29 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.12 

0.030 

0.28 

0.42 


Shobhala Darsan 

0817000802261200 

44.352 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.783 

-0.26 

0.060 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.025 

0.05 

0.08 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Aloo Ka Tala 

0817000802266800 

0.09 

0.70 

- 

0.70 

0.01 

0.71 

0.04 

0.37 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.731 

0.073 

0.658 

0.628 

95.33 

Critical 

Badha 

0817000802266700 

0.06 

0.22 

- 

0.22 

0.01 

0.23 

0.02 

0.22 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.269 

0.027 

0.242 

1.126 

465.86 

Over Exploited 

Bamarlader 

0817000802263400 

0.09 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.001 

0.008 

0.092 

1,181.95 

Over Exploited 

Bandhniya 

0817000802266500 

0.06 

0.08 

- 

0.08 

0.01 

0.09 

0.02 

0.21 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.112 

0.011 

0.101 

0.439 

434.43 

Over Exploited 

Bawri Kalan 

0817000802251900 

0.09 

0.03 

897.97 

0.03 

- 

0.03 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.004 

0.038 

0.002 

0.036 

0.069 

192.12 

Over Exploited 



0.09 

0.18 

289.14 

0.22 

- 

0.22 

0.02 

0.17 

0.02 

- 

- 

- 

- 

- 

0.024 

0.246 

0.012 

0.233 

0.136 

58.17 

Safe 

Beejasar 

0817000802257700 

0.09 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.012 

0.001 

0.011 

0.016 

148.10 

Over Exploited 

Bhanwar 

0817000802267000 

0.09 

0.04 

- 

0.04 

- 

0.04 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.051 

0.005 

0.046 

0.282 

617.03 

Over Exploited 

Bhanwariya 

0817000802270200 

0.09 

0.00 

7,081.72 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.002 

0.000 

0.001 

0.004 

298.27 

Over Exploited 

Booth Rathoran 

0817000802252000 

0.09 

0.00 

4,518.00 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.008 

1,316.76 

Over Exploited 



0.09 

0.26 

113.76 

0.31 

- 

0.31 

0.02 

0.13 

0.03 

- 

- 

- 

- 

- 

0.033 

0.347 

0.017 

0.329 

0.190 

57.65 

Safe 

Borla 

0817000802270500 

0.09 

0.00 

9,453.31 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0007 

0.0011 

- 

0.002 

0.002 

0.004 

0.000 

0.004 

0.005 

126.72 

Over Exploited 

Buran Ka Tala 

0817000802258400 

0.09 

0.56 

########## 

0.67 

0.01 

0.68 

0.02 

0.20 

0.07 

0.0200 

- 

- 

- 

0.020 

0.086 

0.763 

0.038 

0.725 

0.733 

101.02 

Over Exploited 

Cheetradi 

0817000802268300 

0.09 

0.06 

190.96 

0.07 

0.04 

0.11 

0.01 

0.11 

- 

0.0300 

0.0107 

0.0151 

- 

0.056 

0.056 

0.162 

0.008 

0.154 

0.262 

169.81 

Over Exploited 



0.09 

0.08 

165.64 

0.10 

0.01 

0.11 

0.01 

0.13 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.140 

0.007 

0.133 

0.320 

240.31 

Over Exploited 



0.09 

0.00 

1,425.97 

0.00 

0.01 

0.01 

0.00 

0.02 

- 

- 

0.0020 

0.0028 

- 

0.005 

0.005 

0.013 

0.001 

0.012 

0.033 

273.22 

Over Exploited 

Chicharasar 

0817000802263900 

0.09 

0.40 

- 

0.40 

0.01 

0.41 

0.04 

0.36 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.443 

0.044 

0.399 

0.847 

212.61 

Over Exploited 

Deedawa 

0817000802268600 

0.09 

0.30 

12.30 

0.34 

0.08 

0.42 

0.04 

0.44 

- 

0.0600 

0.0212 

0.0299 

0.002 

0.113 

0.113 

0.528 

0.026 

0.502 

0.349 

69.63 

Safe 

Gangasara 

0817000802266600 

0.06 

0.22 

- 

0.22 

0.01 

0.23 

0.03 

0.26 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.265 

0.027 

0.239 

1.086 

454.79 

Over Exploited 

Gangasariya 

0817000802270300 

0.09 

0.00 

1,917.13 

0.00 

0.00 

0.01 

0.00 

0.02 

- 

- 

0.0015 

0.0021 

- 

0.004 

0.004 

0.009 

0.000 

0.009 

0.002 

20.90 

Safe 



0.09 

0.00 

1,914.25 

0.00 

0.00 

0.01 

0.00 

0.02 

- 

- 

0.0015 

0.0021 

- 

0.004 

0.004 

0.009 

0.000 

0.009 

0.002 

20.90 

Safe 

Gira 

0817000802268700 

0.09 

0.00 

3,762.64 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0009 

0.0013 

- 

0.002 

0.002 

0.005 

0.000 

0.005 

0.012 

253.66 

Over Exploited 



0.09 

0.00 

4,317.08 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

3,438.06 

Over Exploited 



0.09 

0.48 

5.57 

0.50 

0.12 

0.62 

0.04 

0.42 

- 

0.0500 

0.0353 

0.0498 

- 

0.135 

0.135 

0.755 

0.038 

0.717 

0.283 

39.48 

Safe 

Gohar Ka Tala 

0817000802258100 

0.09 

0.10 

- 

0.10 

- 

0.10 

0.01 

0.11 

0.01 

- 

- 

- 

- 

- 

0.013 

0.115 

0.012 

0.104 

0.163 

157.22 

Over Exploited 

Gora 

0817000802266000 

0.06 

0.01 

394.25 

0.02 

0.01 

0.03 

0.01 

0.08 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.047 

0.002 

0.045 

0.417 

936.63 

Over Exploited 

Hemawas 

0817000802269000 

0.09 

0.01 

631.39 

0.02 

- 

0.02 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.025 

0.001 

0.024 

0.080 

334.63 

Over Exploited 

Ibre Ka Tala 

0817000802257500 

0.09 

0.24 

126.45 

0.29 

- 

0.29 

0.03 

0.22 

0.03 

0.0100 

- 

- 

- 

0.010 

0.041 

0.329 

0.016 

0.312 

0.286 

91.70 

Critical 



0.09 

0.00 

57,666.45 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Itada 

0817000802257400 

0.09 

0.46 

- 

0.46 

0.01 

0.47 

0.03 

0.28 

0.06 

0.0200 

- 

- 

- 

0.020 

0.078 

0.543 

0.054 

0.489 

0.679 

138.88 

Over Exploited 

Itadiya 

0817000802257300 

0.09 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.003 

0.030 

0.003 

0.027 

0.103 

384.96 

Over Exploited 

Kalji Ki Beri 

0818000602315100 

0.14 

0.00 

22,970.56 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khari 

0817000802268800 

0.09 

0.04 

155.47 

0.04 

0.02 

0.06 

0.02 

0.18 

- 

0.0100 

0.0062 

0.0087 

- 

0.025 

0.025 

0.084 

0.004 

0.080 

0.066 

82.70 

Semi Critical 



0.09 

0.03 

228.06 

0.03 

- 

0.03 

0.02 

0.16 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.044 

0.002 

0.042 

0.061 

144.88 

Over Exploited 



0.09 

0.01 

450.02 

0.01 

0.01 

0.01 

0.01 

0.07 

- 

- 

0.0024 

0.0034 

- 

0.006 

0.006 

0.019 

0.001 

0.018 

0.017 

92.81 

Critical 

Khejariyali 

0818000602316300 

0.14 

0.23 

219.06 

0.28 

0.16 

0.44 

0.01 

0.12 

- 

0.0200 

0.0396 

0.0559 

0.064 

0.180 

0.180 

0.615 

0.031 

0.584 

0.153 

26.20 

Safe 



0.14 

0.00 

197,733.43 

0.00 

0.01 

0.01 

0.00 

0.00 

- 

0.0200 

0.0002 

0.0003 

- 

0.021 

0.021 

0.031 

0.002 

0.029 

0.084 

285.54 

Over Exploited 

Kitnoriya 

0817000802259800 

0.06 

0.00 

38,873.33 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kundanpura 

0817000802261300 

0.09 

0.23 

- 

0.23 

0.01 

0.24 

0.03 

0.26 

0.03 

0.0200 

- 

- 

- 

0.020 

0.046 

0.282 

0.028 

0.254 

0.562 

220.98 

Over Exploited 

Madawao 

0817000802268500 

0.09 

0.00 

15,646.22 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

24.77 

Safe 



0.09 

0.15 

108.47 

0.17 

0.07 

0.24 

0.02 

0.21 

- 

0.0200 

0.0216 

0.0306 

- 

0.072 

0.072 

0.316 

0.016 

0.300 

0.138 

45.93 

Safe 

Manjhi Ka Tala 

0817000802261400 

0.09 

0.06 

- 

0.06 

- 

0.06 

0.01 

0.14 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.072 

0.007 

0.065 

0.334 

514.69 

Over Exploited 

Mate Ka Tala 

0817000802250300 

0.09 

0.11 

(50.02) 

0.08 

- 

0.08 

0.01 

0.13 

0.01 

- 

- 

- 

- 

- 

0.014 

0.098 

0.005 

0.093 

0.035 

37.21 

Safe 

Meethe Ka Tala 

0817000802257600 

0.09 

0.36 

32.66 

0.44 

- 

0.44 

0.03 

0.27 

0.05 

0.0100 

- 

- 

- 

0.010 

0.057 

0.492 

0.025 

0.468 

0.411 

87.77 

Semi Critical 

Pancharla 

0817000802269100 

0.09 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.09 

0.00 

484,547.13 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Panoniyon Ki Dhani 

0817000802245400 

0.09 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Panoriya 

0817000802268400 

0.09 

0.07 

237.80 

0.08 

0.04 

0.12 

0.01 

0.14 

- 

0.0300 

0.0126 

0.0143 

- 

0.057 

0.057 

0.177 

0.009 

0.168 

0.250 

148.53 

Over Exploited 



0.09 

0.00 

6,966.24 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

7,786.00 

Over Exploited 



0.09 

0.00 

1,301.28 

0.00 

0.01 

0.01 

0.00 

0.03 

- 

- 

0.0030 

0.0034 

- 

0.006 

0.006 

0.018 

0.001 

0.017 

0.040 

236.92 

Over Exploited 

Peeru Ka Tala 

0817000802266900 

0.09 

0.21 

- 

0.21 

0.01 

0.22 

0.04 

0.36 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.245 

0.024 

0.220 

0.521 

236.90 

Over Exploited 

Phagliya 

0817000802268000 

0.09 

0.35 

63.26 

0.42 

0.02 

0.44 

0.02 

0.23 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.498 

0.025 

0.473 

0.571 

120.74 

Over Exploited 

Prem Singh Ki Dhani 

0817000802250400 

0.09 

0.12 

71,497.50 

0.15 

- 

0.15 

0.02 

0.16 

0.02 

- 

- 

- 

- 

- 

0.016 

0.161 

0.008 

0.153 

0.051 

33.47 

Safe 

Rabasar 

0817000802258500 

0.09 

0.88 

(75.71) 

1.06 

- 

1.06 

0.03 

0.24 

0.11 

0.0100 

- 

- 

- 

0.010 

0.116 

1.175 

0.059 

1.116 

0.447 

40.00 

Safe 

Raipuriya 

0818000602315000 

0.14 

0.00 

3,851.68 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0006 

0.0006 

- 

0.001 

0.001 

0.003 

0.000 

0.003 

0.001 

25.20 

Safe 

Rodiyon Ka Tala 

0817000802251800 

0.09 

0.11 

369,803.65 

0.13 

- 

0.13 

0.02 

0.16 

0.01 

- 

- 

- 

- 

- 

0.014 

0.144 

0.007 

0.137 

0.057 

42.01 

Safe 



0.09 

0.00 

10,184.35 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

461.79 

Over Exploited 

Sadram Ki Beri 

0817000802259700 

0.09 

0.52 

- 

0.52 

0.01 

0.53 

0.03 

0.29 

0.06 

0.0200 

- 

- 

- 

0.020 

0.080 

0.607 

0.061 

0.546 

0.691 

126.46 

Over Exploited 

Sagarbao 

0817000802268100 

0.09 

0.31 

(54.07) 

0.25 

0.01 

0.26 

0.03 

0.35 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.300 

0.015 

0.285 

0.387 

135.93 

Over Exploited 

Salriya 

0817000802261500 

0.09 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.002 

0.021 

0.002 

0.019 

0.141 

762.12 

Over Exploited 

Samawali 

0817000802263800 

0.09 

0.31 

- 

0.31 

0.01 

0.32 

0.04 

0.36 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.346 

0.035 

0.312 

0.799 

256.40 

Over Exploited 

Samon Ki Dhani 

0817000802263700 

0.09 

0.59 

- 

0.59 

0.01 

0.60 

0.04 

0.35 

0.07 

0.0200 

- 

- 

- 

0.020 

0.086 

0.681 

0.068 

0.613 

0.612 

99.89 

Critical 

Sanwa 

0817000802259600 

0.09 

0.16 

358.47 

0.19 

0.01 

0.20 

0.01 

0.12 

0.02 

0.0200 

- 

- 

- 

0.020 

0.039 

0.241 

0.012 

0.229 

0.492 

214.60 

Over Exploited 

Sanwlasi 

0817000802268900 

0.09 

0.00 

144,773.99 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.09 

0.01 

506.95 

0.02 

0.01 

0.03 

0.01 

0.09 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.046 

0.002 

0.044 

0.116 

262.97 

Over Exploited 

Sayed Mozali Ka Tala 

0817000802258200 

0.09 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.012 

774.35 

Over Exploited 

Serwa 

0817000802263500 

0.09 

0.25 

- 

0.25 

0.01 

0.26 

0.03 

0.31 

0.03 

0.0400 

- 

- 

- 

0.040 

0.068 

0.327 

0.033 

0.295 

1.147 

389.38 

Over Exploited 

Shobhala Darsan 

0817000802261200 

0.06 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.038 

0.004 

0.034 

0.386 

1,144.39 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Shri Ramwala 

081700080225860C 

6.129 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.240 

0.92 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.01 

0.02 


Sonri 

0817000802264000 

34.151 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.796 

-0.36 

0.060 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.019 

0.05 

0.08 


Sukaliya 

0817000802250200 

20.027 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.982 

-0.10 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.009 

0.03 

0.06 


Talsar 

0817000802262100 

32.396 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.023 

0.12 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.06 

0.012 

0.04 

0.05 


Tarla 

0817000802270100 

12.111 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

3.395 

0.59 

0.090 

0.02 

0.00 

0.01 

0.01 

0.00 

0.17 

0.12 

0.06 

0.010 

0.11 

0.16 






Non-command 

Non-command 

Older Alluvium 

0.207 

0.59 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.01 





Saline 

Narmada Canal 

Command 

Older Alluvium 

6.716 

0.59 

0.090 

0.03 

0.01 

0.02 

0.03 

0.00 

0.32 

0.23 

0.09 

0.020 

0.22 

0.32 

11008083 

Aginshah Ki Dhani 

0817000802258000 

15.158 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.601 

-0.55 

0.090 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.020 

0.12 

0.19 


Ambawao 

0817000802270000 

3.553 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.906 

0.62 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.00 

0.006 

0.21 

0.30 


Arti 

0817000802269200 

26.058 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.010 

2.24 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Older Alluvium 

26.049 

2.24 

0.090 

0.15 

0.03 

0.00 

0.00 

0.00 

5.36 

3.72 

0.51 

0.079 

0.38 

0.55 


Bachwal 

0817000802271200 

26.678 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.828 

0.26 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.21 

0.15 

0.07 

0.024 

0.12 

0.17 





Saline 

Non-command 

Non-command 

Older Alluvium 

18.850 

0.26 

0.090 

0.04 

0.01 

0.00 

0.00 

0.00 

0.48 

0.34 

0.10 

0.057 

0.29 

0.40 


Bakhasar 

0817000802271400 

36.993 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

2.283 

0.32 

0.090 

0.00 

0.00 

0.01 

0.01 

0.00 

0.05 

0.04 

0.00 

0.007 

0.03 

0.04 






Non-command 

Non-command 

Older Alluvium 

2.862 

0.32 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.01 

0.009 

0.03 

0.04 





Saline 

Narmada Canal 

Command 

Older Alluvium 

16.216 

0.32 

0.090 

0.02 

0.00 

0.05 

0.07 

0.00 

0.38 

0.27 

0.01 

0.049 

0.18 

0.25 






Non-command 

Non-command 

Older Alluvium 

15.631 

0.32 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.47 

0.34 

0.01 

0.048 

0.18 

0.24 


Bawarwala 

0817000802271500 

32.572 

Saline 

Narmada Canal 

Command 

Older Alluvium 

2.623 

0.98 

0.090 

0.01 

0.00 

0.01 

0.01 

0.00 

0.22 

0.17 

0.04 

0.008 

0.04 

0.05 


Beejasar 

0817000802257700 

56.237 

Fresh 

Non-command 

Non-command 

Older Alluvium 

15.632 

-0.11 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.048 

0.07 

0.11 


Beesasar 

0817000802262800 

16.948 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.907 

-0.31 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.009 

0.05 

0.08 


Bhalgaon 

0817000802271300 

14.200 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.41 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

14.200 

0.41 

0.090 

0.03 

0.00 

0.00 

0.00 

0.24 

0.31 

0.23 

0.07 

0.043 

0.44 

0.60 


Bhanwar 

0817000802267000 

16.459 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.273 

-0.18 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.01 

0.01 


Bhara 

0817000802267500 

16.003 

Fresh 

Non-command 

Non-command 

Older Alluvium 

16.003 

-0.12 

0.090 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.049 

0.36 

0.52 


Bhilon Ka Tala 

0817000802251200 

15.562 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.084 

0.02 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.03 

0.05 



0817000802262600 

7.082 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.692 

-0.06 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.002 

0.03 

0.04 


Borla 

0817000802270500 

16.096 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

2.179 

1.07 

0.090 

0.01 

0.00 

0.01 

0.01 

0.00 

0.21 

0.15 

0.04 

0.007 

0.06 

0.08 






Non-command 

Non-command 

Older Alluvium 

0.276 

1.07 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.001 

0.01 

0.01 





Saline 

Narmada Canal 

Command 

Older Alluvium 

5.129 

1.07 

0.090 

0.02 

0.00 

0.01 

0.02 

0.00 

0.48 

0.34 

0.06 

0.016 

0.13 

0.18 


Chandasani 

0817000802271700 

23.576 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.556 

0.68 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.02 

0.005 

0.03 

0.04 





Saline 

Narmada Canal 

Command 

Older Alluvium 

0.001 

0.68 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Older Alluvium 

12.049 

0.68 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.77 

0.58 

0.07 

0.037 

0.23 

0.31 


Deepla 

0817000802263000 

43.065 

Fresh 

Non-command 

Non-command 

Older Alluvium 

43.065 

0.06 

0.090 

0.19 

0.01 

0.00 

0.00 

0.00 

0.41 

0.28 

0.59 

0.131 

0.32 

0.48 


Dhurawa 

0817000802267600 

34.407 

Fresh 

Non-command 

Non-command 

Older Alluvium 

34.407 

0.33 

0.090 

0.09 

0.00 

0.00 

0.00 

0.00 

1.13 

0.77 

0.24 

0.105 

0.35 

0.51 


Ekal 

0817000802269600 

18.739 

Fresh 

Non-command 

Non-command 

Older Alluvium 

18.739 

-0.15 

0.090 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.51 

0.057 

0.37 

0.53 


Fakiron Ka Niwan 

0817000802267100 

7.421 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.289 

0.03 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.05 

0.004 

0.06 

0.09 


Gangasariya 

0817000802270300 

11.208 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

2.753 

0.68 

0.090 

0.00 

0.00 

0.01 

0.01 

0.00 

0.15 

0.10 

0.00 

0.008 

0.10 

0.14 






Non-command 

Non-command 

Older Alluvium 

0.589 

0.68 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.002 

0.02 

0.03 


Gohar Ka Tala 

0817000802258100 

29.713 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.200 

-0.26 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.004 

0.01 

0.02 


Gumane Ka Tala 

0817000802251400 

32.203 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.019 

0.65 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Harpaliya 

0817000802263300 

25.188 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.429 

-0.41 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 


Hathla 

0817000802269800 

32.779 

Fresh 

Non-command 

Non-command 

Older Alluvium 

32.779 

0.47 

0.090 

0.23 

0.03 

0.00 

0.00 

0.00 

1.57 

1.11 

0.77 

0.100 

0.39 

0.55 


Husain Ka Tala 

0817000802263200 

13.478 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.881 

-0.30 

0.090 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.027 

0.20 

0.30 


Jaleela 

0817000802262500 

15.841 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.955 

0.09 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.009 

0.05 

0.08 


Janpaliya 

0817000802262700 

34.878 

Fresh 

Non-command 

Non-command 

Older Alluvium 

34.310 

-0.19 

0.090 

0.21 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.72 

0.105 

0.30 

0.45 


Jharpa 

0817000802267700 

22.676 

Fresh 

Non-command 

Non-command 

Older Alluvium 

18.758 

0.25 

0.090 

0.17 

0.01 

0.00 

0.00 

0.00 

0.59 

0.40 

0.59 

0.057 

0.29 

0.42 


Krishan Ka Tala 

0817000802262200 

10.271 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.610 

-0.43 

0.090 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.029 

0.27 

0.41 


Lakrasar 

0817000802267800 

20.402 

Fresh 

Non-command 

Non-command 

Older Alluvium 

19.909 

0.92 

0.090 

0.12 

0.02 

0.00 

0.00 

0.00 

1.76 

1.21 

0.41 

0.061 

0.35 

0.51 


Meethri 

0817000802269900 

30.608 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.047 

2.40 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Older Alluvium 

30.561 

2.40 

0.090 

0.14 

0.03 

0.00 

0.00 

0.00 

6.71 

4.72 

0.45 

0.093 

0.39 

0.56 


Miyen Ka Tala 

0817000802257800 

16.495 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.729 

-0.46 

0.090 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.045 

0.22 

0.37 


Mogawa 

0817000802269300 

14.282 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.282 

2.36 

0.090 

0.08 

0.01 

0.00 

0.00 

0.00 

3.10 

2.17 

0.28 

0.044 

0.38 

0.54 


Moolani 

0817000802269400 

21.585 

Fresh 

Non-command 

Non-command 

Older Alluvium 

21.585 

1.26 

0.090 

0.12 

0.00 

0.00 

0.00 

0.00 

2.56 

1.77 

0.38 

0.066 

0.36 

0.52 


Nawatala Bakhasar 

0817000802267400 

7.972 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.972 

0.08 

0.090 

0.07 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.26 

0.024 

0.34 

0.50 


Pancharla 

0817000802269100 

19.687 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.570 

0.80 

0.090 

0.07 

0.02 

0.00 

0.00 

0.00 

0.81 

0.56 

0.25 

0.032 

0.20 

0.29 


Pandhi Ka Niwan 

0817000802267200 

33.806 

Fresh 

Non-command 

Non-command 

Older Alluvium 

25.616 

0.05 

0.090 

0.09 

0.00 

0.00 

0.00 

0.00 

0.20 

0.14 

0.27 

0.078 

0.25 

0.37 


Rampura 

0817000802269700 

11.228 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.228 

-0.10 

0.090 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.034 

0.38 

0.55 


Rangwali 

0817000802271000 

12.887 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

1.843 

1.42 

0.090 

0.01 

0.00 

0.01 

0.01 

0.00 

0.23 

0.17 

0.02 

0.006 

0.06 

0.08 






Non-command 

Non-command 

Older Alluvium 

2.478 

1.42 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.33 

0.24 

0.03 

0.008 

0.08 

0.11 





Saline 

Narmada Canal 

Command 

Older Alluvium 

8.566 

1.42 

0.090 

0.03 

0.00 

0.02 

0.03 

0.00 

1.07 

0.77 

0.07 

0.026 

0.27 

0.38 


Ranwa 

0817000802270900 

25.503 

Saline 

Narmada Canal 

Command 

Older Alluvium 

12.801 

1.17 

0.090 

0.02 

0.00 

0.04 

0.05 

0.00 

1.28 

0.95 

0.01 

0.039 

0.22 

0.30 


Rate Ka Tala 

0817000802269500 

12.366 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.366 

0.04 

0.090 

0.07 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.22 

0.038 

0.34 

0.50 


Sanwlasi 

0817000802268900 

8.898 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.59 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Saraiyon Ka Tala 

0817000802262900 

18.377 

Fresh 

Non-command 

Non-command 

Older Alluvium 

18.377 

-0.09 

0.090 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.056 

0.31 

0.46 


Sarla 

0817000802263100 

21.177 

Fresh 

Non-command 

Non-command 

Older Alluvium 

18.424 

-0.14 

0.090 

0.31 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.15 

0.056 

0.28 

0.41 


Saroope Ka Tala 

0817000802257900 

31.907 

Fresh 

Non-command 

Non-command 

Older Alluvium 

29.466 

-0.64 

0.090 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.090 

0.24 

0.39 


Sata 

0817000802270400 

11.997 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

3.045 

1.32 

0.090 

0.03 

0.01 

0.01 

0.01 

0.00 

0.36 

0.25 

0.10 

0.009 

0.10 

0.14 






Non-command 

Non-command 

Older Alluvium 

8.922 

1.32 

0.090 

0.08 

0.02 

0.00 

0.00 

0.00 

1.12 

0.79 

0.29 

0.027 

0.30 

0.42 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Shri Ramwala 

0817000802258600 

0.09 

0.00 

5,616.22 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.006 

2,026.96 

Over Exploited 

Sonri 

0817000802264000 

0.06 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.031 

0.003 

0.028 

0.308 

1,112.95 

Over Exploited 

Sukaliya 

0817000802250200 

0.09 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.009 

0.013 

137.86 

Over Exploited 

Talsar 

0817000802262100 

0.09 

0.01 

231.76 

0.02 

- 

0.02 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.017 

0.001 

0.016 

0.073 

458.10 

Over Exploited 

Tarla 

0817000802270100 

0.09 

0.03 

256.35 

0.04 

0.03 

0.07 

0.01 

0.12 

- 

0.0100 

0.0101 

0.0123 

- 

0.032 

0.032 

0.099 

0.005 

0.094 

0.073 

78.19 

Semi Critical 



0.09 

0.00 

5,960.27 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

3,887.36 

Over Exploited 



0.09 

0.13 

69.88 

0.16 

0.06 

0.22 

0.02 

0.24 

- 

0.0200 

0.0200 

0.0243 

- 

0.064 

0.064 

0.285 

0.014 

0.271 

0.106 

39.32 

Safe 

Aginshah Ki Dhani 

0817000802258000 

0.09 

0.07 

- 

0.07 

- 

0.07 

0.01 

0.14 

0.01 

- 

- 

- 

- 

- 

0.009 

0.082 

0.008 

0.073 

0.153 

208.69 

Over Exploited 

Ambawao 

0817000802270000 

0.09 

0.04 

105.34 

0.04 

- 

0.04 

0.02 

0.23 

- 

- 

- 

- 

- 

- 

- 

0.044 

0.002 

0.041 

0.006 

14.05 

Safe 

Arti 

0817000802269200 

0.09 

0.00 

########## 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.09 

0.89 

########## 

1.07 

0.03 

1.10 

0.04 

0.42 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

1.198 

0.060 

1.138 

0.592 

52.04 

Safe 

Bachwal 

0817000802271200 

0.09 

0.08 

74.58 

0.10 

- 

0.10 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.111 

0.006 

0.106 

0.089 

83.99 

Semi Critical 



0.09 

0.49 

(30.15) 

0.39 

0.01 

0.40 

0.03 

0.32 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.422 

0.021 

0.401 

0.158 

39.54 

Safe 

Bakhasar 

0817000802271400 

0.09 

0.01 

587.62 

0.01 

0.02 

0.02 

0.00 

0.03 

- 

- 

0.0058 

0.0083 

- 

0.014 

0.014 

0.036 

0.002 

0.035 

0.007 

20.13 

Safe 



0.09 

0.01 

619.93 

0.01 

- 

0.01 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.001 

0.010 

0.014 

143.54 

Over Exploited 



0.09 

0.27 

1.99 

0.27 

0.11 

0.39 

0.02 

0.20 

- 

- 

0.0415 

0.0586 

- 

0.100 

0.100 

0.488 

0.024 

0.463 

0.060 

13.05 

Safe 



0.09 

0.25 

37.57 

0.30 

- 

0.30 

0.02 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.300 

0.015 

0.285 

0.059 

20.57 

Safe 

Bawarwala 

0817000802271500 

0.09 

0.01 

1,810.95 

0.01 

0.02 

0.03 

0.00 

0.04 

- 

0.0100 

0.0067 

0.0095 

- 

0.026 

0.026 

0.055 

0.003 

0.052 

0.051 

97.69 

Critical 

Beejasar 

0817000802257700 

0.09 

0.10 

- 

0.10 

- 

0.10 

0.01 

0.08 

0.01 

- 

- 

- 

- 

- 

0.012 

0.109 

0.011 

0.098 

0.048 

48.63 

Safe 

Beesasar 

0817000802262800 

0.09 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.002 

0.015 

0.002 

0.014 

0.124 

904.80 

Over Exploited 

Bhalgaon 

0817000802271300 

0.09 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.09 

0.57 

(59.17) 

0.45 

0.24 

0.70 

0.04 

0.48 

- 

0.0100 

- 

- 

0.367 

0.377 

0.377 

1.074 

0.054 

1.021 

0.115 

11.30 

Safe 

Bhanwar 

0817000802267000 

0.09 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.017 

13,591.38 

Over Exploited 

Bhara 

0817000802267500 

0.09 

0.52 

- 

0.52 

- 

0.52 

0.04 

0.40 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.526 

0.053 

0.473 

0.202 

42.65 

Safe 

Bhilon Ka Tala 

0817000802251200 

0.09 

0.01 

(59.50) 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.005 

0.006 

116.38 

Over Exploited 


0817000802262600 

0.09 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.028 

1,539.58 

Over Exploited 

Borla 

0817000802270500 

0.09 

0.01 

1,241.89 

0.01 

0.02 

0.03 

0.01 

0.06 

- 

0.0100 

0.0056 

0.0079 

- 

0.024 

0.024 

0.052 

0.003 

0.049 

0.045 

90.79 

Critical 



0.09 

0.00 

10,771.58 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

2,931.63 

Over Exploited 



0.09 

0.06 

465.71 

0.07 

0.04 

0.11 

0.01 

0.14 

- 

0.0100 

0.0131 

0.0185 

- 

0.042 

0.042 

0.150 

0.007 

0.142 

0.074 

51.69 

Safe 

Chandasani 

0817000802271700 

0.09 

0.00 

1,778.51 

0.01 

- 

0.01 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.021 

429.44 

Over Exploited 



0.09 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.09 

0.25 

128.63 

0.30 

- 

0.30 

0.02 

0.26 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.315 

0.016 

0.299 

0.109 

36.35 

Safe 

Deepla 

0817000802263000 

0.09 

1.25 

34,593.97 

1.00 

0.01 

1.01 

0.04 

0.36 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

1.032 

0.052 

0.981 

0.725 

73.95 

Semi Critical 

Dhurawa 

0817000802267600 

0.09 

1.09 

########## 

0.87 

- 

0.87 

0.04 

0.39 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.878 

0.044 

0.834 

0.341 

40.86 

Safe 

Ekal 

0817000802269600 

0.09 

0.63 

- 

0.63 

0.01 

0.64 

0.04 

0.41 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.657 

0.066 

0.592 

0.563 

95.17 

Critical 

Fakiron Ka Niwan 

0817000802267100 

0.09 

0.01 

31.45 

0.01 

- 

0.01 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.053 

685.75 

Over Exploited 

Gangasariya 

0817000802270300 

0.09 

0.02 

329.98 

0.03 

0.02 

0.05 

0.01 

0.11 

- 

- 

0.0070 

0.0100 

- 

0.017 

0.017 

0.065 

0.003 

0.062 

0.008 

13.51 

Safe 



0.09 

0.00 

2,171.61 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.002 

141.39 

Over Exploited 

Gohar Ka Tala 

0817000802258100 

0.09 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.019 

1,625.44 

Over Exploited 

Gumane Ka Tala 

0817000802251400 

0.09 

0.00 

286,732.16 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Harpaliya 

0817000802263300 

0.09 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

6,453.76 

Over Exploited 

Hathla 

0817000802269800 

0.09 

1.14 

(3.15) 

1.11 

0.03 

1.14 

0.04 

0.43 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

1.226 

0.061 

1.165 

0.869 

74.58 

Semi Critical 

Husain Ka Tala 

0817000802263200 

0.09 

0.16 

- 

0.16 

- 

0.16 

0.02 

0.23 

0.02 

0.0100 

- 

- 

- 

0.010 

0.028 

0.192 

0.019 

0.173 

0.243 

140.46 

Over Exploited 

Jaleela 

0817000802262500 

0.09 

0.01 

51.11 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.002 

0.019 

0.001 

0.018 

0.035 

192.39 

Over Exploited 

Janpaliya 

0817000802262700 

0.09 

0.92 

- 

0.92 

0.01 

0.93 

0.03 

0.33 

0.11 

0.0300 

- 

- 

- 

0.030 

0.136 

1.070 

0.107 

0.963 

0.825 

85.61 

Semi Critical 

Jharpa 

0817000802267700 

0.09 

0.48 

(16.60) 

0.40 

0.01 

0.41 

0.03 

0.32 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.432 

0.022 

0.410 

0.642 

156.66 

Over Exploited 

Krishan Ka Tala 

0817000802262200 

0.09 

0.23 

- 

0.23 

- 

0.23 

0.03 

0.30 

0.03 

0.0100 

- 

- 

- 

0.010 

0.037 

0.270 

0.027 

0.243 

0.258 

106.23 

Over Exploited 

Lakrasar 

0817000802267800 

0.09 

0.63 

93.25 

0.75 

0.02 

0.77 

0.04 

0.39 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.823 

0.041 

0.782 

0.466 

59.56 

Safe 

Meethri 

0817000802269900 

0.09 

0.00 

270,536.86 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.09 

1.08 

337.81 

1.29 

0.03 

1.32 

0.04 

0.43 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

1.405 

0.070 

1.334 

0.539 

40.41 

Safe 

Miyen Ka Tala 

0817000802257800 

0.09 

0.29 

- 

0.29 

- 

0.29 

0.03 

0.25 

0.04 

0.0100 

- 

- 

- 

0.010 

0.048 

0.341 

0.034 

0.307 

0.234 

76.12 

Semi Critical 

Mogawa 

0817000802269300 

0.09 

0.49 

344.03 

0.59 

0.01 

0.60 

0.04 

0.42 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.625 

0.031 

0.594 

0.325 

54.64 

Safe 

Moolani 

0817000802269400 

0.09 

0.70 

151.60 

0.84 

- 

0.84 

0.04 

0.40 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.855 

0.043 

0.812 

0.444 

54.66 

Safe 

Nawatala Bakhasar 

0817000802267400 

0.09 

0.24 

(64.51) 

0.19 

- 

0.19 

0.04 

0.38 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.205 

0.010 

0.195 

0.283 

145.65 

Over Exploited 

Pancharla 

0817000802269100 

0.09 

0.19 

189.78 

0.23 

0.02 

0.25 

0.02 

0.22 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.301 

0.015 

0.286 

0.278 

97.35 

Critical 

Pandhi Ka Niwan 

0817000802267200 

0.09 

0.58 

(275.88) 

0.46 

- 

0.46 

0.03 

0.28 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.472 

0.024 

0.449 

0.348 

77.59 

Semi Critical 

Rampura 

0817000802269700 

0.09 

0.39 

- 

0.39 

- 

0.39 

0.04 

0.42 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.397 

0.040 

0.357 

0.257 

72.01 

Semi Critical 

Rangwali 

0817000802271000 

0.09 

0.01 

1,606.96 

0.01 

0.01 

0.02 

0.01 

0.06 

- 

- 

0.0047 

0.0067 

- 

0.011 

0.011 

0.036 

0.002 

0.034 

0.028 

80.78 

Semi Critical 



0.09 

0.02 

1,225.76 

0.02 

- 

0.02 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.031 

0.002 

0.030 

0.040 

133.16 

Over Exploited 



0.09 

0.21 

261.78 

0.25 

0.06 

0.31 

0.03 

0.30 

- 

0.0100 

0.0219 

0.0310 

- 

0.063 

0.063 

0.377 

0.019 

0.358 

0.098 

27.42 

Safe 

Ranwa 

0817000802270900 

0.09 

0.25 

272.81 

0.30 

0.09 

0.39 

0.02 

0.24 

- 

- 

0.0328 

0.0463 

- 

0.079 

0.079 

0.473 

0.024 

0.449 

0.053 

11.81 

Safe 

Rate Ka Tala 

0817000802269500 

0.09 

0.38 

(180.32) 

0.31 

- 

0.31 

0.04 

0.38 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.316 

0.016 

0.300 

0.261 

86.91 

Semi Critical 

Sanwlasi 

0817000802268900 

0.09 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Saraiyon Ka Tala 

0817000802262900 

0.09 

0.52 

- 

0.52 

- 

0.52 

0.04 

0.35 

0.06 

0.0100 

- 

- 

- 

0.010 

0.068 

0.585 

0.058 

0.526 

0.308 

58.53 

Safe 

Sarla 

0817000802263100 

0.09 

0.46 

- 

0.46 

0.01 

0.47 

0.03 

0.31 

0.05 

0.0400 

- 

- 

- 

0.040 

0.091 

0.563 

0.056 

0.506 

1.206 

238.20 

Over Exploited 

Saroope Ka Tala 

0817000802257900 

0.09 

0.63 

- 

0.63 

0.01 

0.64 

0.03 

0.27 

0.08 

0.0200 

- 

- 

- 

0.020 

0.100 

0.738 

0.074 

0.664 

0.543 

81.74 

Semi Critical 

Sata 

0817000802270400 

0.09 

0.03 

817.50 

0.03 

0.03 

0.06 

0.01 

0.11 

- 

0.0200 

0.0078 

0.0110 

- 

0.039 

0.039 

0.103 

0.005 

0.098 

0.110 

112.40 

Over Exploited 



0.09 

0.24 

231.87 

0.29 

0.02 

0.31 

0.03 

0.33 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.356 

0.018 

0.338 

0.312 

92.37 

Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 





Saline 

Narmada Canal 

Command 

Older Alluvium 

0.030 

1.32 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sinhaniya 

081700080226790C 

23.749 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.423 

0.19 

0.090 

0.04 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.14 

0.007 

0.04 

0.05 


Somrad 

081700080226230C 

6.397 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.397 

-0.30 

0.090 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.020 

0.29 

0.44 


Suhagi 

0817000802271100 

12.026 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.173 

0.45 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.01 

0.01 






Non-command 

Non-command 

Older Alluvium 

11.853 

0.45 

0.090 

0.05 

0.01 

0.00 

0.00 

0.00 

0.52 

0.37 

0.17 

0.036 

0.39 

0.56 


Sujon Ka Niwan 

0817000802267300 

23.510 

Fresh 

Non-command 

Non-command 

Older Alluvium 

23.510 

0.16 

0.090 

0.10 

0.00 

0.00 

0.00 

0.00 

0.44 

0.30 

0.32 

0.072 

0.33 

0.49 


Talsar 

0817000802262100 

32.396 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.662 

0.12 

0.090 

0.05 

0.00 

0.00 

0.00 

0.00 

0.16 

0.10 

0.14 

0.029 

0.08 

0.13 


Tareesara 

0817000802271600 

6.374 

Saline 

Narmada Canal 

Command 

Older Alluvium 

1.467 

0.60 

0.090 

0.01 

0.00 

0.00 

0.01 

0.01 

0.07 

0.05 

0.02 

0.004 

0.10 

0.14 






Non-command 

Non-command 

Older Alluvium 

1.722 

0.60 

0.090 

0.01 

0.00 

0.00 

0.00 

0.01 

0.09 

0.07 

0.02 

0.005 

0.12 

0.16 


Vasiya Ka Tala 

0817000802262400 

23.169 

Fresh 

Non-command 

Non-command 

Older Alluvium 

23.056 

-0.20 

0.090 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.070 

0.29 

0.44 

11008084 

Agrawa 

0818000602313800 

26.370 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

3.425 

0.78 

0.090 

0.03 

0.00 

0.01 

0.01 

0.00 

0.25 

0.18 

0.10 

0.009 

0.05 

0.08 


Akoli 

0818000602326000 

8.000 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

6.761 

0.09 

0.090 

0.81 

0.12 

0.01 

0.02 

0.00 

0.72 

0.52 

3.23 

0.018 

0.41 

0.57 


Akoriya 

0818000602316500 

78.305 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

3.712 

1.04 

0.090 

0.01 

0.00 

0.01 

0.02 

0.00 

0.33 

0.25 

0.03 

0.010 

0.02 

0.03 






Non-command 

Non-command 

Older Alluvium 

43.087 

1.04 

0.090 

0.04 

0.00 

0.00 

0.00 

0.60 

3.47 

2.64 

0.03 

0.112 

0.27 

0.35 


Amarpura 

0818000602321100 

8.482 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

3.881 

-0.27 

0.090 

0.23 

0.01 

0.00 

0.01 

0.00 

0.00 

0.00 

0.89 

0.010 

0.21 

0.30 





Saline 

Narmada Canal 

Command 

Older Alluvium 

1.465 

-0.27 

0.090 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.59 

0.004 

0.08 

0.11 



0818000602324400 

14.475 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

1.113 

0.23 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.005 

0.04 

0.05 


Amba Ki Goliya 

0818000602320700 

6.851 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

1.078 

-0.54 

0.090 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.003 

0.07 

0.10 






Non-command 

Non-command 

Older Alluvium 

1.292 

-0.54 

0.090 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.67 

0.003 

0.09 

0.12 


Ambawao 

0817000802270000 

3.553 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.114 

0.62 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.02 






Non-command 

Non-command 

Older Alluvium 

1.533 

0.62 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.00 

0.005 

0.17 

0.24 


Arnay 

0818000602328100 

35.348 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.629 

0.97 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.37 

0.27 

0.02 

0.022 

0.07 

0.09 


Arwa 

0818000602314800 

16.237 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

9.280 

0.24 

0.090 

0.50 

0.07 

0.02 

0.03 

0.07 

0.52 

0.36 

1.95 

0.024 

0.23 

0.33 


Bachhla 

0817000802264500 

8.743 

Saline 

Narmada Canal 

Command 

Older Alluvium 

5.115 

0.72 

0.060 

0.02 

0.00 

0.01 

0.01 

0.00 

0.22 

0.15 

0.04 

0.017 

0.20 

0.30 


Bagli 

0818000602327100 

5.767 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

2.398 

-0.49 

0.090 

0.54 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.14 

0.006 

0.19 

0.28 






Non-command 

Non-command 

Older Alluvium 

2.084 

-0.49 

0.090 

0.54 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.14 

0.005 

0.17 

0.24 


Balera 

0818000602317300 

10.639 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

9.813 

0.70 

0.090 

0.01 

0.00 

0.03 

0.04 

0.00 

0.56 

0.43 

0.00 

0.025 

0.47 

0.61 


Bamarla 

0817000802264400 

10.437 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.984 

0.72 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.10 

0.003 

0.03 

0.05 





Saline 

Narmada Canal 

Command 

Older Alluvium 

3.737 

0.72 

0.060 

0.06 

0.01 

0.01 

0.01 

0.00 

0.19 

0.13 

0.22 

0.012 

0.12 

0.18 


Bank 

0818000602323500 

11.784 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

10.849 

0.99 

0.080 

0.07 

0.01 

0.03 

0.04 

0.00 

0.84 

0.65 

0.22 

0.051 

0.49 

0.63 


Baotalai 

0817000802264900 

3.652 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

1.813 

0.31 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.05 

0.006 

0.18 

0.27 


Barsal Ki Beri 

0818000602314000 

13.970 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

8.605 

1.13 

0.090 

0.11 

0.02 

0.02 

0.02 

0.00 

0.92 

0.65 

0.40 

0.022 

0.25 

0.35 


Bawarwala 

0817000802271500 

32.572 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

8.501 

0.98 

0.090 

0.06 

0.01 

0.02 

0.03 

0.00 

0.74 

0.55 

0.21 

0.026 

0.12 

0.16 






Non-command 

Non-command 

Older Alluvium 

17.009 

0.98 

0.090 

0.12 

0.03 

0.00 

0.00 

0.00 

1.58 

1.19 

0.41 

0.052 

0.24 

0.32 





Saline 

Narmada Canal 

Command 

Older Alluvium 

3.307 

0.98 

0.090 

0.02 

0.00 

0.01 

0.01 

0.00 

0.29 

0.22 

0.05 

0.010 

0.05 

0.06 






Non-command 

Non-command 

Older Alluvium 

1.131 

0.98 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.02 

0.003 

0.02 

0.02 


Beri Gaon 

0817000502198900 

18.541 

Fresh 

Narmada Canal 

Command 

Younger Alluvium 

2.563 

0.29 

0.080 

0.03 

0.01 

0.01 

0.01 

0.00 

0.06 

0.04 

0.11 

0.008 

0.05 

0.08 


Bhadoo & Goyton Ki Dhan 

0818000602319800 

8.960 

Saline 

Narmada Canal 

Command 

Older Alluvium 

0.087 

0.17 

0.090 

0.04 

0.01 

0.00 

0.00 

0.00 

0.03 

0.02 

0.15 

0.000 

0.00 

0.01 






Non-command 

Non-command 

Older Alluvium 

0.043 

0.17 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhadroon 

0818000602317700 

5.451 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

5.134 

0.68 

0.090 

0.01 

0.00 

0.01 

0.02 

0.00 

0.29 

0.22 

0.03 

0.013 

0.46 

0.61 


Bhadroona 

0818000602326800 

23.162 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

12.772 

-0.75 

0.080 

0.99 

0.05 

0.01 

0.02 

0.00 

0.00 

0.00 

3.88 

0.060 

0.28 

0.38 






Non-command 

Non-command 

Older Alluvium 

8.694 

-0.75 

0.080 

0.98 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

3.88 

0.041 

0.19 

0.26 


Bhanwariya 

0817000802270200 

5.913 

Saline 

Narmada Canal 

Command 

Older Alluvium 

5.807 

0.83 

0.090 

0.04 

0.01 

0.02 

0.02 

0.00 

0.42 

0.31 

0.12 

0.018 

0.41 

0.57 


Bharkua 

0818000602326500 

4.050 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

2.616 

0.30 

0.080 

0.11 

0.01 

0.00 

0.00 

0.00 

0.16 

0.11 

0.42 

0.012 

0.33 

0.45 


Bhateep 

0818000702334000 

12.931 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.926 

-0.19 

0.060 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.075 

0.52 

0.73 


Bhatki 

0818000602317100 

55.172 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

35.132 

0.80 

0.090 

0.03 

0.00 

0.10 

0.14 

0.04 

2.28 

1.75 

0.00 

0.091 

0.33 

0.42 






Non-command 

Non-command 

Older Alluvium 

8.336 

0.80 

0.090 

0.01 

0.00 

0.00 

0.00 

0.02 

0.59 

0.45 

0.00 

0.022 

0.08 

0.10 


Bhatwas 

0818000602317900 

8.626 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

8.025 

0.71 

0.090 

0.01 

0.00 

0.02 

0.03 

0.00 

0.47 

0.35 

0.00 

0.021 

0.44 

0.59 


Bhawanipura 

0817000802265100 

2.514 

Saline 

Narmada Canal 

Command 

Older Alluvium 

0.636 

0.54 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.002 

0.09 

0.13 


Bhawatra 

0818000602316700 

24.038 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

12.668 

0.85 

0.090 

0.01 

0.00 

0.04 

0.05 

0.00 

0.89 

0.68 

0.01 

0.033 

0.25 

0.34 






Non-command 

Non-command 

Older Alluvium 

1.992 

0.85 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.12 

0.01 

0.005 

0.04 

0.05 


Bhawatra Jor@Sardarpura 

0818000602316000 

15.346 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

5.293 

0.76 

0.090 

0.00 

0.00 

0.02 

0.02 

0.01 

0.32 

0.24 

0.00 

0.014 

0.17 

0.22 


Bheemgura 

0818000602315200 

9.075 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

6.594 

0.53 

0.090 

0.55 

0.08 

0.02 

0.02 

0.00 

0.75 

0.54 

2.17 

0.017 

0.31 

0.43 


Bheruri 

0817000802264700 

7.261 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

5.054 

0.66 

0.060 

0.05 

0.01 

0.01 

0.01 

0.00 

0.22 

0.15 

0.17 

0.016 

0.25 

0.37 





Saline 

Narmada Canal 

Command 

Older Alluvium 

2.038 

0.66 

0.060 

0.01 

0.00 

0.00 

0.01 

0.00 

0.08 

0.06 

0.04 

0.007 

0.10 

0.15 


Bhootel 

0818000602327400 

7.813 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.519 

-0.25 

0.090 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.014 

0.34 

0.49 


Bhuwana 

0818000602323300 

11.102 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

7.838 

0.87 

0.080 

0.02 

0.00 

0.02 

0.03 

0.00 

0.51 

0.39 

0.02 

0.037 

0.37 

0.48 


Bijrol Goliya 

0818000602327800 

12.845 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.418 

-0.41 

0.080 

0.29 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.10 

0.053 

0.45 

0.62 


Bijrol Khera 

0818000602327700 

14.551 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.016 

-0.21 

0.080 

0.40 

0.02 

0.00 

0.00 

0.01 

0.00 

0.00 

1.53 

0.061 

0.45 

0.63 


Boli 

0817000802268200 

7.955 

Saline 

Narmada Canal 

Command 

Older Alluvium 

1.751 

0.21 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.09 

0.005 

0.08 

0.12 


Borla 

0817000802270500 

16.096 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.760 

1.07 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.01 

0.002 

0.02 

0.03 





Saline 

Narmada Canal 

Command 

Older Alluvium 

7.461 

1.07 

0.090 

0.03 

0.01 

0.02 

0.03 

0.00 

0.69 

0.49 

0.08 

0.023 

0.19 

0.27 


Borli 

0818000602320900 

9.287 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.633 

-0.34 

0.090 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.48 

0.002 

0.03 

0.04 





Saline 

Narmada Canal 

Command 

Older Alluvium 

5.562 

-0.34 

0.090 

0.08 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.30 

0.014 

0.27 

0.39 






Non-command 

Non-command 

Older Alluvium 

0.142 

-0.34 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.000 

0.01 

0.01 


Chalkana 

0817000802265200 

7.968 

Saline 

Narmada Canal 

Command 

Older Alluvium 

3.344 

0.69 

0.060 

0.01 

0.00 

0.00 

0.01 

0.00 

0.13 

0.09 

0.04 

0.011 

0.15 

0.22 


Champa Beri 

0817000802265300 

6.079 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.534 

0.71 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.002 

0.03 

0.04 





Saline 

Narmada Canal 

Command 

Older Alluvium 

0.560 

0.71 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.002 

0.03 

0.05 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.09 

0.00 

86,916.94 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sinhaniya 

0817000802267900 

0.09 

0.01 

614.67 

0.01 

- 

0.01 

0.00 

0.04 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.019 

0.001 

0.018 

0.142 

770.47 

Over Exploited 

Somrad 

0817000802262300 

0.09 

0.17 

- 

0.17 

- 

0.17 

0.03 

0.33 

0.02 

0.0100 

- 

- 

- 

0.010 

0.030 

0.197 

0.020 

0.178 

0.292 

164.17 

Over Exploited 

Suhagi 

0817000802271100 

0.09 

0.00 

4,465.24 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0004 

0.0006 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.001 

23.04 

Safe 



0.09 

0.42 

(12.93) 

0.37 

0.01 

0.38 

0.04 

0.43 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.406 

0.020 

0.386 

0.202 

52.40 

Safe 

Sujon Ka Niwan 

0817000802267300 

0.09 

0.70 

(57.47) 

0.56 

- 

0.56 

0.04 

0.37 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.573 

0.029 

0.544 

0.390 

71.57 

Semi Critical 

Talsar 

0817000802262100 

0.09 

0.07 

40.01 

0.09 

- 

0.09 

0.01 

0.09 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.107 

0.005 

0.102 

0.171 

168.53 

Over Exploited 

Tareesara 

0817000802271600 

0.09 

0.01 

286.10 

0.02 

0.02 

0.04 

0.01 

0.11 

- 

- 

0.0038 

0.0053 

0.013 

0.022 

0.022 

0.058 

0.003 

0.055 

0.022 

40.84 

Safe 



0.09 

0.02 

271.54 

0.02 

0.01 

0.03 

0.01 

0.13 

- 

- 

- 

- 

0.015 

0.015 

0.015 

0.048 

0.002 

0.045 

0.027 

60.20 

Safe 

Vasiya Ka Tala 

0817000802262400 

0.09 

0.61 

- 

0.61 

- 

0.61 

0.03 

0.33 

0.07 

- 

- 

- 

- 

- 

0.071 

0.682 

0.068 

0.614 

0.203 

33.12 

Safe 

Agrawa 

0818000602313800 

0.14 

0.03 

587.52 

0.03 

0.02 

0.05 

0.01 

0.06 

- 

0.0100 

0.0058 

0.0083 

- 

0.024 

0.024 

0.071 

0.004 

0.068 

0.110 

162.17 

Over Exploited 

Akoli 

0818000602326000 

0.14 

0.39 

33.73 

0.46 

0.15 

0.61 

0.04 

0.45 

- 

0.3600 

0.0086 

0.0163 

- 

0.385 

0.385 

0.998 

0.050 

0.948 

3.244 

342.16 

Over Exploited 

Akoriya 

0818000602316500 

0.14 

0.01 

2,021.04 

0.01 

0.03 

0.04 

0.00 

0.02 

- 

- 

0.0095 

0.0134 

- 

0.023 

0.023 

0.063 

0.003 

0.060 

0.035 

57.85 

Safe 



0.14 

1.60 

65.03 

1.92 

0.60 

2.52 

0.02 

0.29 

- 

- 

- 

- 

0.894 

0.894 

0.894 

3.411 

0.171 

3.240 

0.137 

4.22 

Safe 

Amarpura 

0818000602321100 

0.14 

0.12 

- 

0.12 

0.02 

0.13 

0.02 

0.23 

- 

0.0300 

0.0033 

0.0047 

- 

0.038 

0.038 

0.173 

0.017 

0.156 

0.901 

579.09 

Over Exploited 



0.14 

0.02 

- 

0.02 

0.01 

0.03 

0.01 

0.09 

- 

0.0200 

0.0012 

0.0018 

0.001 

0.024 

0.024 

0.055 

0.005 

0.049 

0.593 

1,202.80 

Over Exploited 


0818000602324400 

0.14 

0.01 

58.29 

0.01 

0.01 

0.02 

0.00 

0.04 

- 

- 

0.0028 

0.0040 

- 

0.007 

0.007 

0.022 

0.001 

0.021 

0.017 

81.94 

Semi Critical 

Amba Ki Goliya 

0818000602320700 

0.14 

0.01 

- 

0.01 

0.01 

0.02 

0.01 

0.08 

- 

0.0200 

0.0009 

0.0013 

- 

0.022 

0.022 

0.046 

0.005 

0.041 

0.453 

1,102.37 

Over Exploited 



0.14 

0.02 

- 

0.02 

0.01 

0.03 

0.01 

0.10 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.056 

0.006 

0.050 

0.674 

1,344.79 

Over Exploited 

Ambawao 

0817000802270000 

0.09 

0.00 

2,913.67 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

20.27 

Safe 



0.09 

0.02 

155.40 

0.03 

- 

0.03 

0.02 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.028 

0.001 

0.027 

0.005 

17.48 

Safe 

Arnay 

0818000602328100 

0.14 

0.04 

502.64 

0.05 

0.00 

0.05 

0.01 

0.08 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.055 

0.003 

0.053 

0.046 

86.58 

Semi Critical 

Arwa 

0818000602314800 

0.14 

0.30 

21.95 

0.36 

0.18 

0.54 

0.02 

0.25 

- 

0.2200 

0.0158 

0.0224 

0.108 

0.366 

0.366 

0.906 

0.045 

0.860 

1.977 

229.80 

Over Exploited 

Bachhla 

0817000802264500 

0.06 

0.06 

135.30 

0.07 

0.02 

0.10 

0.02 

0.23 

- 

- 

0.0087 

0.0123 

- 

0.021 

0.021 

0.120 

0.006 

0.114 

0.057 

49.84 

Safe 

Bagli 

0818000602327100 

0.14 

0.07 

- 

0.07 

0.04 

0.10 

0.02 

0.21 

- 

0.0800 

0.0020 

0.0029 

- 

0.085 

0.085 

0.186 

0.019 

0.167 

2.148 

1,285.14 

Over Exploited 



0.14 

0.05 

- 

0.05 

0.03 

0.08 

0.02 

0.19 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.159 

0.016 

0.143 

2.147 

1,497.54 

Over Exploited 

Balera 

0818000602317300 

0.14 

0.64 

(33.43) 

0.51 

0.07 

0.58 

0.04 

0.51 

- 

- 

0.0251 

0.0355 

0.003 

0.063 

0.063 

0.648 

0.032 

0.615 

0.025 

4.14 

Safe 

Bamarla 

0817000802264400 

0.06 

0.00 

2,343.50 

0.00 

0.00 

0.01 

0.00 

0.04 

- 

0.0100 

0.0017 

0.0024 

- 

0.014 

0.014 

0.021 

0.001 

0.020 

0.099 

498.98 

Over Exploited 



0.06 

0.03 

284.38 

0.03 

0.03 

0.06 

0.01 

0.13 

- 

0.0200 

0.0064 

0.0090 

- 

0.035 

0.035 

0.095 

0.005 

0.091 

0.228 

252.01 

Over Exploited 

Bank 

0818000602323500 

0.14 

0.74 

(12.22) 

0.65 

0.09 

0.74 

0.04 

0.53 

- 

0.0400 

0.0278 

0.0392 

0.006 

0.113 

0.113 

0.852 

0.043 

0.809 

0.267 

32.93 

Safe 

Baotalai 

0817000802264900 

0.06 

0.02 

60.69 

0.02 

0.01 

0.03 

0.02 

0.20 

- 

0.0100 

0.0023 

0.0044 

- 

0.017 

0.017 

0.048 

0.002 

0.046 

0.060 

131.18 

Over Exploited 

Barsal Ki Beri 

0818000602314000 

0.14 

0.30 

118.30 

0.36 

0.06 

0.42 

0.03 

0.27 

- 

0.0500 

0.0183 

0.0207 

- 

0.089 

0.089 

0.510 

0.025 

0.484 

0.425 

87.84 

Semi Critical 

Bawarwala 

0817000802271500 

0.09 

0.09 

503.91 

0.11 

0.07 

0.18 

0.01 

0.13 

- 

0.0400 

0.0218 

0.0307 

- 

0.093 

0.093 

0.272 

0.014 

0.258 

0.231 

89.38 

Semi Critical 



0.09 

0.37 

224.05 

0.44 

0.03 

0.47 

0.02 

0.26 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.551 

0.028 

0.524 

0.462 

88.17 

Semi Critical 



0.09 

0.01 

1,455.91 

0.02 

0.02 

0.04 

0.00 

0.05 

- 

0.0100 

0.0085 

0.0120 

- 

0.030 

0.030 

0.070 

0.004 

0.067 

0.064 

96.22 

Critical 



0.09 

0.00 

4,957.57 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.021 

1,156.28 

Over Exploited 

Beri Gaon 

0817000502198900 

0.10 

0.01 

206.11 

0.02 

0.03 

0.04 

0.01 

0.06 

- 

0.0200 

0.0066 

0.0093 

- 

0.036 

0.036 

0.080 

0.004 

0.076 

0.116 

152.49 

Over Exploited 

Bhadoo & Goyton Ki Dhan 

0818000602319800 

0.14 

0.00 

42,384.39 

0.00 

0.01 

0.01 

0.00 

0.00 

- 

0.0200 

0.0002 

0.0002 

- 

0.020 

0.020 

0.031 

0.002 

0.029 

0.150 

511.67 

Over Exploited 



0.14 

0.00 

3,150.57 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhadroon 

0818000602317700 

0.14 

0.33 

(34.46) 

0.27 

0.04 

0.30 

0.04 

0.51 

- 

- 

0.0131 

0.0186 

- 

0.032 

0.032 

0.334 

0.017 

0.317 

0.038 

12.09 

Safe 

Bhadroona 

0818000602326800 

0.14 

0.49 

- 

0.49 

0.08 

0.57 

0.03 

0.30 

- 

0.1500 

0.0109 

0.0154 

- 

0.176 

0.176 

0.750 

0.075 

0.675 

3.941 

584.04 

Over Exploited 



0.14 

0.23 

- 

0.23 

0.05 

0.28 

0.02 

0.21 

- 

0.1500 

- 

- 

0.003 

0.153 

0.153 

0.434 

0.043 

0.391 

3.922 

1,002.97 

Over Exploited 

Bhanwariya 

0817000802270200 

0.09 

0.22 

40.97 

0.26 

0.05 

0.31 

0.04 

0.45 

- 

0.0200 

0.0149 

0.0210 

- 

0.056 

0.056 

0.366 

0.018 

0.348 

0.140 

40.14 

Safe 

Bharkua 

0818000602326500 

0.14 

0.12 

(5.42) 

0.11 

0.02 

0.13 

0.03 

0.36 

- 

0.0200 

0.0022 

0.0032 

- 

0.025 

0.025 

0.156 

0.008 

0.148 

0.432 

291.49 

Over Exploited 

Bhateep 

0818000702334000 

0.12 

0.80 

- 

0.80 

0.00 

0.80 

0.05 

0.57 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.812 

0.081 

0.731 

0.198 

27.17 

Safe 

Bhatki 

0818000602317100 

0.14 

1.60 

9.39 

1.75 

0.28 

2.04 

0.03 

0.35 

- 

- 

0.0899 

0.1270 

0.056 

0.273 

0.273 

2.309 

0.115 

2.194 

0.091 

4.15 

Safe 



0.14 

0.09 

400.32 

0.11 

0.02 

0.13 

0.01 

0.08 

- 

- 

- 

- 

0.035 

0.035 

0.035 

0.167 

0.008 

0.159 

0.022 

13.60 

Safe 

Bhatwas 

0818000602317900 

0.14 

0.49 

(29.32) 

0.40 

0.06 

0.45 

0.04 

0.48 

- 

- 

0.0205 

0.0290 

- 

0.050 

0.050 

0.501 

0.025 

0.476 

0.021 

4.37 

Safe 

Bhawanipura 

0817000802265100 

0.06 

0.00 

258.04 

0.00 

0.00 

0.01 

0.01 

0.10 

- 

- 

0.0008 

0.0015 

- 

0.002 

0.002 

0.009 

0.000 

0.009 

0.013 

151.69 

Over Exploited 

Bhawatra 

0818000602316700 

0.14 

0.45 

49.50 

0.54 

0.09 

0.63 

0.02 

0.28 

- 

- 

0.0324 

0.0458 

0.000 

0.078 

0.078 

0.709 

0.035 

0.674 

0.046 

6.81 

Safe 



0.14 

0.01 

934.63 

0.01 

- 

0.01 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.013 

0.018 

142.52 

Over Exploited 

Bhawatra Jor@Sardarpura 

0818000602316000 

0.14 

0.12 

94.53 

0.15 

0.05 

0.19 

0.02 

0.18 

- 

- 

0.0135 

0.0191 

0.013 

0.046 

0.046 

0.239 

0.012 

0.227 

0.014 

6.05 

Safe 

Bheemgura 

0818000602315200 

0.14 

0.29 

87.12 

0.34 

0.11 

0.46 

0.03 

0.34 

- 

0.2400 

0.0141 

0.0159 

- 

0.270 

0.270 

0.729 

0.036 

0.692 

2.184 

315.57 

Over Exploited 

Bheruri 

0817000802264700 

0.06 

0.08 

96.26 

0.09 

0.03 

0.12 

0.03 

0.28 

- 

0.0200 

0.0086 

0.0122 

- 

0.041 

0.041 

0.165 

0.008 

0.157 

0.188 

119.95 

Over Exploited 



0.06 

0.01 

352.77 

0.01 

0.01 

0.02 

0.01 

0.11 

- 

- 

0.0035 

0.0049 

- 

0.008 

0.008 

0.033 

0.002 

0.031 

0.047 

150.21 

Over Exploited 

Bhootel 

0818000602327400 

0.14 

0.26 

- 

0.26 

0.00 

0.26 

0.03 

0.37 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.275 

0.028 

0.248 

0.338 

136.58 

Over Exploited 

Bhuwana 

0818000602323300 

0.14 

0.40 

(3.31) 

0.39 

0.06 

0.45 

0.03 

0.40 

- 

- 

0.0201 

0.0283 

0.001 

0.049 

0.049 

0.495 

0.025 

0.470 

0.061 

12.87 

Safe 

Bijrol Goliya 

0818000602327800 

0.14 

0.71 

- 

0.71 

0.01 

0.73 

0.04 

0.49 

- 

0.0400 

- 

- 

0.003 

0.043 

0.043 

0.769 

0.077 

0.692 

1.152 

166.56 

Over Exploited 

Bijrol Khera 

0818000602327700 

0.14 

0.82 

- 

0.82 

0.03 

0.85 

0.04 

0.50 

- 

0.0600 

- 

- 

0.009 

0.069 

0.069 

0.917 

0.092 

0.825 

1.595 

193.32 

Over Exploited 

Boli 

0817000802268200 

0.09 

0.01 

143.92 

0.02 

0.01 

0.02 

0.01 

0.09 

- 

0.0100 

0.0022 

0.0042 

- 

0.017 

0.017 

0.039 

0.002 

0.038 

0.091 

243.54 

Over Exploited 

Borla 

0817000802270500 

0.09 

0.00 

3,557.76 

0.00 

0.01 

0.01 

0.00 

0.02 

- 

- 

0.0019 

0.0027 

- 

0.005 

0.005 

0.012 

0.001 

0.011 

0.013 

120.99 

Over Exploited 



0.09 

0.13 

283.79 

0.15 

0.06 

0.22 

0.02 

0.21 

- 

0.0200 

0.0191 

0.0270 

- 

0.066 

0.066 

0.282 

0.014 

0.268 

0.106 

39.53 

Safe 

Borli 

0818000602320900 

0.14 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.03 

- 

0.0200 

0.0005 

0.0008 

- 

0.021 

0.021 

0.036 

0.004 

0.032 

0.479 

1,496.34 

Over Exploited 



0.14 

0.21 

- 

0.21 

0.01 

0.23 

0.03 

0.30 

- 

0.0100 

0.0047 

0.0067 

0.001 

0.022 

0.022 

0.250 

0.025 

0.225 

0.313 

139.41 

Over Exploited 



0.14 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.120 

95,491.60 

Over Exploited 

Chalkana 

0817000802265200 

0.06 

0.03 

210.54 

0.04 

0.01 

0.05 

0.02 

0.16 

- 

- 

0.0043 

0.0081 

- 

0.012 

0.012 

0.061 

0.003 

0.058 

0.047 

80.24 

Semi Critical 

Champa Beri 

0817000802265300 

0.06 

0.00 

1,366.69 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

0.0007 

0.0013 

- 

0.002 

0.002 

0.005 

0.000 

0.005 

0.008 

151.73 

Over Exploited 



0.06 

0.00 

1,199.71 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

0.0007 

0.0014 

- 

0.002 

0.002 

0.006 

0.000 

0.005 

0.006 

107.68 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Chandasani 

081700080227170C 

23.576 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.110 

0.68 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.53 

0.40 

0.08 

0.025 

0.16 

0.21 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.859 

0.68 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.01 

0.006 

0.04 

0.05 


Charneem 

081800060231920C 

11.066 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

4.865 

0.61 

0.090 

0.05 

0.01 

0.01 

0.02 

0.01 

0.26 

0.19 

0.19 

0.013 

0.20 

0.27 







Command 

Younger Alluvium 

0.483 

0.61 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.001 

0.02 

0.03 


Chaura 

081800060232670C 

21.402 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

4.602 

0.18 

0.080 

0.55 

0.03 

0.00 

0.01 

0.00 

0.57 

0.42 

2.16 

0.021 

0.11 

0.15 






Non-command 

Non-command 

Older Alluvium 

9.651 

0.18 

0.080 

0.91 

0.04 

0.00 

0.00 

0.00 

1.00 

0.73 

3.59 

0.045 

0.23 

0.32 


Cheetradi 

0817000802268300 

22.988 

Saline 

Narmada Canal 

Command 

Older Alluvium 

0.028 

0.37 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chimra 

0818000602313900 

11.084 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

7.749 

1.35 

0.090 

0.10 

0.01 

0.02 

0.02 

0.03 

0.96 

0.68 

0.39 

0.020 

0.29 

0.41 


Chitalwana 

0818000602319300 

30.302 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

22.333 

0.61 

0.090 

0.33 

0.08 

0.06 

0.09 

0.00 

1.32 

0.95 

1.24 

0.058 

0.35 

0.48 


Dabli 

0817000502198300 

11.716 

Fresh 

Narmada Canal 

Command 

Younger Alluvium 

8.939 

0.36 

0.080 

0.11 

0.03 

0.03 

0.04 

0.00 

0.27 

0.19 

0.40 

0.029 

0.30 

0.44 


Dantiya 

0818000602323600 

14.504 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

2.505 

0.82 

0.080 

0.01 

0.00 

0.01 

0.01 

0.00 

0.16 

0.12 

0.01 

0.012 

0.09 

0.12 


Dantwara 

0818000702335800 

17.376 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.735 

0.45 

0.060 

0.09 

0.01 

0.00 

0.00 

0.01 

0.39 

0.27 

0.26 

0.069 

0.35 

0.51 







Non-command 

Rhyolite 

0.008 

0.45 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Daseriya 

0817000802270700 

8.027 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

4.885 

1.04 

0.090 

0.03 

0.01 

0.01 

0.02 

0.00 

0.44 

0.33 

0.08 

0.015 

0.28 

0.37 






Non-command 

Non-command 

Older Alluvium 

0.960 

1.04 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.02 

0.003 

0.05 

0.07 





Saline 

Narmada Canal 

Command 

Older Alluvium 

2.182 

1.04 

0.090 

0.01 

0.00 

0.01 

0.01 

0.00 

0.20 

0.15 

0.03 

0.007 

0.12 

0.16 


Dawal 

0818000602321800 

20.458 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

3.736 

0.49 

0.090 

0.00 

0.00 

0.01 

0.02 

0.00 

0.14 

0.10 

0.00 

0.010 

0.09 

0.12 


Dedwa 

0818000602325600 

10.339 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.026 

0.50 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Deora 

0818000602327200 

21.470 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

1.587 

-0.47 

0.090 

0.85 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

3.39 

0.004 

0.04 

0.05 






Non-command 

Non-command 

Older Alluvium 

16.490 

-0.47 

0.090 

0.86 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

3.39 

0.043 

0.37 

0.52 


Dhaneriya 

0818000602321600 

4.178 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

1.657 

0.37 

0.090 

0.21 

0.03 

0.00 

0.00 

0.00 

0.23 

0.16 

0.82 

0.004 

0.19 

0.27 


Dharnawas 

0818000602319900 

8.055 

Saline 

Narmada Canal 

Command 

Older Alluvium 

0.115 

-0.11 

0.090 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.000 

0.01 

0.01 






Non-command 

Non-command 

Older Alluvium 

0.049 

-0.11 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dheengpura 

0818000602317200 

12.367 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

10.686 

0.74 

0.090 

0.02 

0.00 

0.03 

0.04 

0.00 

0.65 

0.50 

0.06 

0.028 

0.43 

0.57 


Digaon 

0818000702334100 

10.037 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.281 

-0.33 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.043 

0.38 

0.54 


Doogri 

0818000602313400 

49.055 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

9.434 

0.10 

0.090 

0.09 

0.01 

0.01 

0.03 

0.00 

0.12 

0.09 

0.33 

0.024 

0.07 

0.11 


Doothwa 

0818000602314200 

18.360 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

5.454 

1.05 

0.090 

0.17 

0.03 

0.01 

0.01 

0.00 

0.63 

0.45 

0.67 

0.014 

0.13 

0.18 


Galifa 

0818000602318100 

18.168 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

9.381 

0.61 

0.090 

0.01 

0.00 

0.03 

0.04 

0.00 

0.46 

0.34 

0.03 

0.024 

0.25 

0.34 


Gandhaw Khurd 

0817000502198400 

33.974 

Fresh 

Narmada Canal 

Command 

Younger Alluvium 

11.225 

0.41 

0.080 

0.04 

0.01 

0.03 

0.05 

0.00 

0.32 

0.22 

0.10 

0.037 

0.14 

0.20 


Gangapur 

0817000802264600 

0.683 

Saline 

Narmada Canal 

Command 

Older Alluvium 

0.381 

0.70 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.001 

0.20 

0.29 


Gangasariya 

0817000802270300 

11.208 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

5.277 

0.68 

0.090 

0.01 

0.00 

0.02 

0.02 

0.00 

0.29 

0.21 

0.01 

0.016 

0.19 

0.27 






Non-command 

Non-command 

Older Alluvium 

0.134 

0.68 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.01 





Saline 

Narmada Canal 

Command 

Older Alluvium 

1.282 

0.68 

0.090 

0.00 

0.00 

0.00 

0.01 

0.00 

0.07 

0.05 

0.00 

0.004 

0.05 

0.06 


Gira 

0817000802268700 

14.480 

Saline 

Narmada Canal 

Command 

Older Alluvium 

0.000 

0.61 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Godaron Ki Dhani 

0817000502198500 

7.411 

Fresh 

Narmada Canal 

Command 

Younger Alluvium 

0.985 

0.30 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.003 

0.05 

0.08 


Gomi 

0818000602322200 

9.504 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.234 

0.46 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.02 


Gura Hema 

0818000602319600 

25.952 

Saline 

Narmada Canal 

Command 

Older Alluvium 

0.050 

0.31 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.08 

0.000 

0.00 

0.00 


Hali Bao 

0818000602319100 

13.163 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.608 

0.52 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.06 

0.002 

0.02 

0.03 







Command 

Younger Alluvium 

3.630 

0.52 

0.120 

0.09 

0.02 

0.01 

0.01 

0.00 

0.27 

0.19 

0.37 

0.009 

0.11 

0.17 


Hanuwantpura 

0818000602314100 

4.386 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

3.756 

1.30 

0.090 

0.09 

0.01 

0.01 

0.01 

0.05 

0.45 

0.32 

0.37 

0.010 

0.36 

0.51 


Hariyali 

0818000602326600 

26.183 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.221 

0.57 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.001 

0.00 

0.01 


Hoti Gaon 

0818000602318200 

9.771 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

8.378 

0.77 

0.090 

0.15 

0.04 

0.02 

0.03 

0.00 

0.63 

0.47 

0.57 

0.022 

0.41 

0.55 


Isrol 

0818000602322400 

9.235 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

1.113 

0.46 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.06 

0.003 

0.06 

0.08 


Jalberi 

0818000602313500 

20.037 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

3.364 

0.28 

0.090 

0.02 

0.00 

0.00 

0.01 

0.00 

0.09 

0.06 

0.09 

0.009 

0.06 

0.09 


Janvi 

0818000602323000 

21.031 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

4.899 

0.42 

0.090 

0.00 

0.00 

0.01 

0.02 

0.00 

0.15 

0.11 

0.00 

0.013 

0.12 

0.15 


Jelatra 

0818000602327500 

23.050 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.458 

-0.33 

0.080 

0.29 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.10 

0.030 

0.14 

0.20 


Jerol 

0818000602328000 

10.035 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.942 

0.52 

0.080 

0.16 

0.01 

0.00 

0.00 

0.00 

0.44 

0.31 

0.61 

0.032 

0.36 

0.50 


Jhab 

0818000602320800 

19.219 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

1.915 

-0.48 

0.090 

0.21 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.81 

0.005 

0.05 

0.06 





Saline 

Narmada Canal 

Command 

Older Alluvium 

1.585 

-0.48 

0.090 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.004 

0.04 

0.05 


Jhotra 

0818000602321700 

17.572 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

12.237 

0.53 

0.090 

0.24 

0.03 

0.03 

0.03 

0.00 

0.73 

0.54 

0.92 

0.032 

0.35 

0.47 


Joradar 

0818000602317000 

19.079 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

15.075 

0.94 

0.090 

0.02 

0.00 

0.04 

0.06 

0.00 

1.19 

0.92 

0.04 

0.039 

0.40 

0.52 






Non-command 

Non-command 

Older Alluvium 

0.771 

0.94 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.04 

0.002 

0.02 

0.03 


K.R.Bandha Kua 

0818000602314600 

10.677 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

3.446 

0.63 

0.090 

0.07 

0.01 

0.01 

0.01 

0.00 

0.24 

0.17 

0.28 

0.009 

0.13 

0.19 


Kalji Ki Beri 

0818000602315100 

19.630 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

14.947 

0.49 

0.090 

0.26 

0.04 

0.04 

0.04 

0.35 

0.45 

0.32 

0.98 

0.039 

0.31 

0.44 


Karawari 

0818000602326300 

7.534 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

6.984 

-0.14 

0.090 

0.50 

0.02 

0.01 

0.01 

0.00 

0.00 

0.00 

1.96 

0.018 

0.47 

0.64 


Karda 

0818000702334300 

39.029 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.334 

0.54 

0.060 

0.05 

0.01 

0.00 

0.00 

0.00 

0.18 

0.12 

0.16 

0.025 

0.06 

0.08 


Karwara 

0818000702336100 

18.711 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.015 

0.24 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.07 

0.006 

0.03 

0.04 


Keriya 

0818000602318600 

15.348 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

7.265 

0.62 

0.090 

0.52 

0.13 

0.02 

0.03 

0.01 

0.73 

0.53 

2.05 

0.019 

0.21 

0.29 







Command 

Younger Alluvium 

1.416 

0.62 

0.120 

0.11 

0.03 

0.00 

0.01 

0.00 

0.18 

0.13 

0.44 

0.004 

0.04 

0.06 


Kesoori 

0818000602323100 

18.568 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

16.998 

0.63 

0.090 

0.03 

0.00 

0.05 

0.07 

0.01 

0.87 

0.66 

0.05 

0.044 

0.46 

0.60 


Khamrai 

0818000602313300 

16.153 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

6.127 

0.06 

0.090 

0.02 

0.00 

0.01 

0.02 

0.00 

0.03 

0.02 

0.08 

0.016 

0.14 

0.21 





Saline 

Narmada Canal 

Command 

Older Alluvium 

0.261 

0.06 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.01 

0.01 


Khara 

0818000602330900 

32.395 

Fresh 

Non-command 

Non-command 

Older Alluvium 

15.755 

0.74 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.98 

0.70 

0.12 

0.073 

0.26 

0.36 


Kharader 

0817000802265900 

1.087 

Saline 

Narmada Canal 

Command 

Older Alluvium 

0.265 

0.07 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.11 

0.001 

0.09 

0.13 


Khasarvi 

0818000602317600 

15.477 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

14.117 

0.69 

0.090 

0.02 

0.00 

0.04 

0.06 

0.03 

0.77 

0.58 

0.03 

0.037 

0.44 

0.59 


Khejariyali 

0818000602316300 

65.199 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

16.909 

0.80 

0.090 

0.04 

0.01 

0.05 

0.07 

0.01 

1.11 

0.82 

0.11 

0.044 

0.12 

0.16 






Non-command 

Non-command 

Older Alluvium 

1.671 

0.80 

0.090 

0.06 

0.01 

0.00 

0.00 

0.00 

0.17 

0.13 

0.23 

0.004 

0.01 

0.02 





Saline 

Narmada Canal 

Command 

Older Alluvium 

0.056 

0.80 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.07 

0.000 

0.00 

0.00 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Chandasani 

0817000802271700 

0.09 

0.12 

246.12 

0.14 

- 

0.14 

0.01 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.148 

0.007 

0.141 

0.101 

71.57 

Semi Critical 



0.09 

0.01 

1,323.09 

0.01 

- 

0.01 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.017 

241.68 

Over Exploited 

Charneem 

0818000602319200 

0.14 

0.14 

38.13 

0.16 

0.06 

0.22 

0.02 

0.22 

- 

0.0400 

0.0124 

0.0176 

0.019 

0.089 

0.089 

0.308 

0.015 

0.293 

0.202 

68.88 

Safe 



0.18 

0.00 

1,237.00 

0.00 

0.00 

0.01 

0.00 

0.02 

- 

- 

0.0012 

0.0017 

- 

0.003 

0.003 

0.008 

0.000 

0.008 

0.015 

190.75 

Over Exploited 

Chaura 

0818000602326700 

0.14 

0.07 

485.16 

0.09 

0.04 

0.13 

0.01 

0.12 

- 

0.0800 

0.0039 

0.0055 

0.001 

0.090 

0.090 

0.217 

0.011 

0.206 

2.179 

1,057.97 

Over Exploited 



0.14 

0.31 

132.78 

0.38 

0.04 

0.42 

0.02 

0.25 

- 

0.1300 

- 

- 

0.003 

0.133 

0.133 

0.553 

0.028 

0.525 

3.633 

691.73 

Over Exploited 

Cheetradi 

0817000802268300 

0.09 

0.00 

53,937.06 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chimra 

0818000602313900 

0.14 

0.31 

116.02 

0.38 

0.08 

0.46 

0.03 

0.32 

- 

0.0400 

0.0165 

0.0187 

0.051 

0.127 

0.127 

0.586 

0.029 

0.557 

0.411 

73.87 

Semi Critical 

Chitalwana 

0818000602319300 

0.14 

1.08 

(12.11) 

0.95 

0.24 

1.19 

0.03 

0.38 

- 

0.2300 

0.0571 

0.0807 

0.002 

0.370 

0.370 

1.557 

0.078 

1.480 

1.302 

87.99 

Semi Critical 

Dabli 

0817000502198300 

0.10 

0.27 

(30.93) 

0.22 

0.09 

0.31 

0.03 

0.34 

- 

0.0800 

0.0229 

0.0323 

0.001 

0.136 

0.136 

0.447 

0.022 

0.424 

0.432 

101.84 

Over Exploited 

Dantiya 

0818000602323600 

0.14 

0.03 

276.70 

0.04 

0.02 

0.06 

0.01 

0.10 

- 

- 

0.0064 

0.0091 

0.000 

0.016 

0.016 

0.072 

0.004 

0.069 

0.024 

34.53 

Safe 

Dantwara 

0818000702335800 

0.12 

0.49 

(45.79) 

0.39 

0.02 

0.41 

0.04 

0.38 

- 

0.0300 

- 

- 

0.008 

0.038 

0.038 

0.446 

0.022 

0.424 

0.324 

76.29 

Semi Critical 



0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Daseriya 

0817000802270700 

0.09 

0.12 

173.64 

0.15 

0.04 

0.19 

0.03 

0.30 

- 

0.0200 

0.0125 

0.0177 

- 

0.050 

0.050 

0.240 

0.012 

0.228 

0.096 

42.07 

Safe 



0.09 

0.00 

1,336.50 

0.01 

- 

0.01 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.005 

0.019 

353.87 

Over Exploited 



0.09 

0.02 

516.19 

0.03 

0.02 

0.04 

0.01 

0.13 

- 

- 

0.0056 

0.0079 

- 

0.014 

0.014 

0.058 

0.003 

0.055 

0.032 

57.68 

Safe 

Dawal 

0818000602321800 

0.14 

0.05 

110.51 

0.06 

0.03 

0.09 

0.01 

0.10 

- 

- 

0.0096 

0.0135 

0.002 

0.025 

0.025 

0.111 

0.006 

0.105 

0.010 

9.19 

Safe 

Dedwa 

0818000602325600 

0.14 

0.00 

14,955.89 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Deora 

0818000602327200 

0.14 

0.01 

- 

0.01 

0.04 

0.05 

0.00 

0.04 

- 

0.1300 

0.0014 

0.0019 

- 

0.133 

0.133 

0.185 

0.018 

0.166 

3.393 

2,039.97 

Over Exploited 



0.14 

0.85 

- 

0.85 

0.04 

0.89 

0.04 

0.40 

- 

0.1300 

- 

- 

0.003 

0.133 

0.133 

1.021 

0.102 

0.919 

3.432 

373.48 

Over Exploited 

Dhaneriya 

0818000602321600 

0.14 

0.04 

269.84 

0.05 

0.04 

0.09 

0.02 

0.21 

- 

0.0900 

0.0028 

0.0040 

- 

0.097 

0.097 

0.188 

0.009 

0.178 

0.823 

461.46 

Over Exploited 

Dharnawas 

0818000602319900 

0.14 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.01 

- 

0.0200 

0.0001 

0.0003 

- 

0.020 

0.020 

0.031 

0.003 

0.028 

0.207 

743.41 

Over Exploited 



0.14 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dheengpura 

0818000602317200 

0.14 

0.65 

(22.91) 

0.52 

0.08 

0.59 

0.04 

0.47 

- 

0.0100 

0.0273 

0.0386 

0.003 

0.079 

0.079 

0.674 

0.034 

0.640 

0.091 

14.17 

Safe 

Digaon 

0818000702334100 

0.12 

0.33 

- 

0.33 

0.00 

0.33 

0.04 

0.41 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.332 

0.033 

0.299 

0.063 

20.92 

Safe 

Doogri 

0818000602313400 

0.14 

0.10 

(13.87) 

0.09 

0.05 

0.13 

0.01 

0.08 

- 

0.0400 

0.0121 

0.0227 

- 

0.075 

0.075 

0.209 

0.010 

0.199 

0.352 

177.48 

Over Exploited 

Doothwa 

0818000602314200 

0.14 

0.10 

362.32 

0.12 

0.06 

0.18 

0.01 

0.14 

- 

0.1300 

0.0116 

0.0131 

0.000 

0.155 

0.155 

0.330 

0.017 

0.314 

0.685 

218.24 

Over Exploited 

Galifa 

0818000602318100 

0.14 

0.33 

3.47 

0.34 

0.07 

0.41 

0.02 

0.28 

- 

- 

0.0240 

0.0339 

0.003 

0.061 

0.061 

0.473 

0.024 

0.449 

0.049 

10.99 

Safe 

Gandhaw Khurd 

0817000502198400 

0.10 

0.15 

45.68 

0.18 

0.09 

0.27 

0.01 

0.15 

- 

0.0200 

0.0287 

0.0406 

- 

0.089 

0.089 

0.362 

0.018 

0.344 

0.138 

39.98 

Safe 

Gangapur 

0817000802264600 

0.06 

0.00 

268.18 

0.01 

0.00 

0.01 

0.02 

0.22 

- 

- 

0.0006 

0.0009 

- 

0.002 

0.002 

0.009 

0.000 

0.008 

0.030 

362.63 

Over Exploited 

Gangasariya 

0817000802270300 

0.09 

0.09 

132.31 

0.11 

0.04 

0.14 

0.02 

0.21 

- 

- 

0.0135 

0.0191 

- 

0.033 

0.033 

0.177 

0.009 

0.168 

0.021 

12.56 

Safe 



0.09 

0.00 

9,803.71 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.09 

0.01 

823.53 

0.01 

0.01 

0.02 

0.00 

0.05 

- 

- 

0.0033 

0.0046 

- 

0.008 

0.008 

0.023 

0.001 

0.022 

0.004 

17.77 

Safe 

Gira 

0817000802268700 

0.09 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Godaron Ki Dhani 

0817000502198500 

0.10 

0.01 

259.55 

0.01 

0.01 

0.01 

0.01 

0.06 

- 

0.0100 

0.0025 

0.0036 

- 

0.016 

0.016 

0.029 

0.001 

0.028 

0.032 

116.63 

Over Exploited 

Gomi 

0818000602322200 

0.14 

0.00 

1,389.21 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0006 

0.0008 

- 

0.001 

0.001 

0.004 

0.000 

0.003 

0.001 

18.20 

Safe 

Gura Hema 

0818000602319600 

0.14 

0.00 

254,575.98 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0100 

0.0001 

0.0002 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.078 

771.78 

Over Exploited 

Hali Bao 

0818000602319100 

0.14 

0.00 

1,771.33 

0.00 

0.00 

0.01 

0.00 

0.02 

- 

0.0100 

0.0016 

0.0022 

- 

0.014 

0.014 

0.020 

0.001 

0.019 

0.065 

339.96 

Over Exploited 



0.18 

0.07 

149.99 

0.09 

0.05 

0.14 

0.01 

0.13 

- 

0.0700 

0.0093 

0.0131 

0.001 

0.093 

0.093 

0.229 

0.011 

0.217 

0.374 

172.18 

Over Exploited 

Hanuwantpura 

0818000602314100 

0.14 

0.19 

67.09 

0.23 

0.08 

0.31 

0.04 

0.40 

- 

0.0400 

0.0080 

0.0091 

0.078 

0.135 

0.135 

0.446 

0.022 

0.424 

0.375 

88.39 

Semi Critical 

Hariyali 

0818000602326600 

0.14 

0.00 

10,529.98 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0002 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.037 

3,314.92 

Over Exploited 

Hoti Gaon 

0818000602318200 

0.14 

0.48 

(1.82) 

0.47 

0.10 

0.57 

0.04 

0.45 

- 

0.1100 

0.0214 

0.0303 

0.001 

0.163 

0.163 

0.731 

0.037 

0.694 

0.589 

84.82 

Semi Critical 

Isrol 

0818000602322400 

0.14 

0.01 

373.79 

0.01 

0.01 

0.02 

0.01 

0.07 

- 

0.0100 

0.0028 

0.0040 

- 

0.017 

0.017 

0.036 

0.002 

0.034 

0.066 

193.63 

Over Exploited 

Jalberi 

0818000602313500 

0.14 

0.03 

108.40 

0.04 

0.01 

0.05 

0.01 

0.07 

- 

0.0100 

0.0043 

0.0081 

- 

0.022 

0.022 

0.072 

0.004 

0.069 

0.097 

140.78 

Over Exploited 

Janvi 

0818000602323000 

0.14 

0.08 

41.46 

0.10 

0.04 

0.13 

0.01 

0.13 

- 

- 

0.0125 

0.0177 

0.002 

0.032 

0.032 

0.164 

0.008 

0.156 

0.013 

8.16 

Safe 

Jelatra 

0818000602327500 

0.14 

0.13 

- 

0.13 

0.01 

0.14 

0.01 

0.15 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.175 

0.018 

0.158 

1.134 

719.92 

Over Exploited 

Jerol 

0818000602328000 

0.14 

0.35 

(10.12) 

0.31 

0.01 

0.33 

0.03 

0.39 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.346 

0.017 

0.329 

0.644 

195.78 

Over Exploited 

Jhab 

0818000602320800 

0.14 

0.01 

- 

0.01 

0.01 

0.03 

0.00 

0.05 

- 

0.0300 

0.0016 

0.0023 

- 

0.034 

0.034 

0.061 

0.006 

0.054 

0.819 

1,502.81 

Over Exploited 



0.14 

0.01 

- 

0.01 

0.00 

0.01 

0.00 

0.04 

- 

0.0100 

0.0014 

0.0019 

0.001 

0.015 

0.015 

0.027 

0.003 

0.025 

0.346 

1,404.68 

Over Exploited 

Jhotra 

0818000602321700 

0.14 

0.60 

(9.62) 

0.54 

0.09 

0.64 

0.03 

0.38 

- 

0.1000 

0.0261 

0.0295 

0.002 

0.158 

0.158 

0.793 

0.040 

0.753 

0.952 

126.33 

Over Exploited 

Joradar 

0818000602317000 

0.14 

0.84 

9.30 

0.92 

0.10 

1.02 

0.03 

0.43 

- 

0.0100 

0.0386 

0.0545 

- 

0.103 

0.103 

1.123 

0.056 

1.067 

0.077 

7.22 

Safe 



0.14 

0.00 

2,541.43 

0.00 

- 

0.00 

0.00 

0.02 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.040 

333.47 

Over Exploited 

K.R.Bandha Kua 

0818000602314600 

0.14 

0.07 

160.61 

0.08 

0.03 

0.11 

0.01 

0.15 

- 

0.0300 

0.0073 

0.0083 

- 

0.046 

0.046 

0.151 

0.008 

0.144 

0.292 

202.92 

Over Exploited 

Kalji Ki Beri 

0818000602315100 

0.14 

0.65 

(51.41) 

0.52 

0.46 

0.98 

0.03 

0.34 

- 

0.1100 

0.0319 

0.0360 

0.519 

0.697 

0.697 

1.678 

0.084 

1.594 

1.022 

64.09 

Safe 

Karawari 

0818000602326300 

0.14 

0.46 

- 

0.46 

0.04 

0.49 

0.04 

0.51 

- 

0.0700 

0.0060 

0.0084 

0.001 

0.086 

0.086 

0.580 

0.058 

0.522 

1.975 

378.44 

Over Exploited 

Karda 

0818000702334300 

0.12 

0.03 

312.23 

0.04 

0.01 

0.05 

0.01 

0.06 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.068 

0.003 

0.064 

0.183 

284.33 

Over Exploited 

Karwara 

0818000702336100 

0.12 

0.00 

581.10 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.071 

1,795.53 

Over Exploited 

Keriya 

0818000602318600 

0.14 

0.21 

147.21 

0.26 

0.20 

0.45 

0.02 

0.23 

- 

0.3800 

0.0186 

0.0263 

0.022 

0.447 

0.447 

0.897 

0.045 

0.852 

2.069 

242.70 

Over Exploited 



0.18 

0.01 

1,116.66 

0.01 

0.04 

0.05 

0.00 

0.04 

- 

0.0800 

0.0036 

0.0051 

- 

0.089 

0.089 

0.141 

0.007 

0.134 

0.441 

328.95 

Over Exploited 

Kesoori 

0818000602323100 

0.14 

1.09 

(39.61) 

0.87 

0.12 

1.00 

0.04 

0.50 

- 

0.0100 

0.0435 

0.0615 

0.008 

0.123 

0.123 

1.119 

0.056 

1.063 

0.094 

8.85 

Safe 

Khamrai 

0818000602313300 

0.14 

0.12 

(85.52) 

0.10 

0.03 

0.13 

0.01 

0.16 

- 

0.0100 

0.0078 

0.0148 

0.006 

0.038 

0.038 

0.167 

0.008 

0.158 

0.092 

58.05 

Safe 



0.14 

0.00 

33.29 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0003 

0.0006 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.018 

789.21 

Over Exploited 

Khara 

0818000602330900 

0.14 

0.56 

23.93 

0.68 

0.00 

0.68 

0.02 

0.28 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.685 

0.034 

0.650 

0.188 

28.97 

Safe 

Kharader 

0817000802265900 

0.06 

0.00 

1,349.13 

0.00 

0.00 

0.00 

0.01 

0.10 

- 

0.0100 

0.0003 

0.0006 

- 

0.011 

0.011 

0.014 

0.001 

0.013 

0.109 

828.78 

Over Exploited 

Khasarvi 

0818000602317600 

0.14 

0.88 

(33.45) 

0.70 

0.12 

0.83 

0.04 

0.49 

- 

- 

0.0361 

0.0510 

0.038 

0.126 

0.126 

0.952 

0.048 

0.904 

0.062 

6.81 

Safe 

Khejariyali 

0818000602316300 

0.14 

0.27 

200.32 

0.33 

0.14 

0.47 

0.01 

0.13 

- 

0.0200 

0.0433 

0.0611 

0.018 

0.143 

0.143 

0.612 

0.031 

0.581 

0.157 

26.98 

Safe 



0.14 

0.00 

4,592.75 

0.00 

0.01 

0.01 

0.00 

0.01 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.053 

0.003 

0.051 

0.231 

457.62 

Over Exploited 



0.14 

0.00 

576,380.22 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0100 

0.0001 

0.0002 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.067 

660.92 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Khera Sariyana 

081800070233620C 

13.766 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.564 

0.86 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.003 

0.02 

0.03 







Non-command 

Rhyolite 

0.128 

0.86 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 


Khirodi 

081800060232620C 

15.705 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

14.274 

-0.43 

0.090 

0.92 

0.05 

0.01 

0.02 

0.00 

0.00 

0.00 

3.65 

0.037 

0.44 

0.62 


Kola Rebariyon Ki Dhani 

081800060232690C 

9.282 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

6.788 

-0.83 

0.080 

0.46 

0.02 

0.01 

0.01 

0.00 

0.00 

0.00 

1.81 

0.032 

0.35 

0.50 






Non-command 

Non-command 

Older Alluvium 

2.484 

-0.83 

0.080 

0.46 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.81 

0.012 

0.13 

0.18 


Korka 

081800070233390C 

23.017 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.947 

-0.31 

0.060 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.041 

0.15 

0.22 


Kotra 

081800070233590C 

24.711 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.046 

-0.34 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.053 

0.19 

0.28 


Kottilani 

0817000802264800 

6.852 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

6.251 

0.69 

0.060 

0.03 

0.00 

0.01 

0.02 

0.13 

0.13 

0.09 

0.09 

0.020 

0.34 

0.49 


Kukdeeya 

0818000602316800 

15.430 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

9.298 

0.97 

0.090 

0.02 

0.00 

0.03 

0.04 

0.00 

0.77 

0.59 

0.04 

0.024 

0.30 

0.39 






Non-command 

Non-command 

Older Alluvium 

2.765 

0.97 

0.090 

0.01 

0.00 

0.00 

0.00 

0.01 

0.25 

0.19 

0.04 

0.007 

0.09 

0.12 


Kundaki 

0818000602318800 

19.294 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.276 

0.70 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.01 

0.01 


Liyadra 

0818000602327900 

7.931 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.754 

-0.05 

0.080 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.51 

0.031 

0.44 

0.61 


Madawao 

0817000802268500 

17.512 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.018 

0.61 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Narmada Canal 

Command 

Older Alluvium 

8.935 

0.61 

0.090 

0.04 

0.01 

0.03 

0.04 

0.00 

0.46 

0.32 

0.12 

0.027 

0.20 

0.29 


Madhopura 

0818000602314700 

5.423 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

4.088 

0.61 

0.090 

0.16 

0.02 

0.01 

0.01 

0.00 

0.34 

0.25 

0.64 

0.011 

0.33 

0.46 


Mailabas Charnan 

0818000602316200 

6.623 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

1.053 

0.77 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.00 

0.003 

0.07 

0.10 


Mailawas Gusaiyan 

0818000602319500 

6.936 

Saline 

Narmada Canal 

Command 

Younger Alluvium 

1.018 

0.38 

0.120 

0.03 

0.01 

0.00 

0.00 

0.00 

0.06 

0.04 

0.10 

0.003 

0.06 

0.09 


Maliyon Ka Goliya 

0818000602326400 

3.683 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

2.621 

0.08 

0.080 

0.14 

0.01 

0.00 

0.00 

0.00 

0.14 

0.10 

0.55 

0.012 

0.36 

0.49 


Malwara 

0818000602325900 

11.891 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

8.975 

0.24 

0.090 

0.38 

0.06 

0.01 

0.02 

0.00 

0.47 

0.35 

1.49 

0.023 

0.38 

0.52 


Mandali 

0818000602316900 

30.590 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

12.558 

0.93 

0.090 

0.01 

0.00 

0.04 

0.05 

0.00 

0.98 

0.76 

0.00 

0.033 

0.21 

0.27 






Non-command 

Non-command 

Older Alluvium 

11.748 

0.93 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

1.00 

0.77 

0.00 

0.030 

0.20 

0.25 


Martawa 

0818000602318000 

5.268 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

4.752 

0.76 

0.090 

0.02 

0.00 

0.01 

0.02 

0.00 

0.31 

0.23 

0.08 

0.012 

0.43 

0.58 


Marwari Kalbiyon Ka Gol 

0818000602326100 

6.233 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

3.688 

0.01 

0.090 

0.42 

0.06 

0.01 

0.01 

0.00 

0.35 

0.25 

1.65 

0.010 

0.28 

0.39 


Medha 

0818000602317800 

8.581 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

8.337 

0.71 

0.090 

0.02 

0.00 

0.02 

0.03 

0.00 

0.50 

0.37 

0.06 

0.022 

0.47 

0.62 


Meerpura 

0818000602331000 

13.975 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.767 

0.08 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.06 

0.013 

0.11 

0.15 


Megwalon Ki Basti 

0817000502193900 

17.744 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

2.395 

0.67 

0.060 

0.01 

0.00 

0.01 

0.01 

0.00 

0.09 

0.06 

0.01 

0.008 

0.05 

0.07 


Mooli 

0818000602327000 

12.145 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

9.286 

-0.67 

0.090 

0.61 

0.03 

0.01 

0.01 

0.00 

0.00 

0.00 

2.42 

0.024 

0.36 

0.51 


Naldhara 

0818000602323200 

7.792 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

1.343 

0.71 

0.090 

0.00 

0.00 

0.00 

0.01 

0.00 

0.08 

0.06 

0.00 

0.003 

0.09 

0.12 


Narayanpura 

0818000602315400 

6.088 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

4.666 

0.60 

0.090 

0.16 

0.02 

0.01 

0.01 

0.00 

0.37 

0.27 

0.63 

0.012 

0.34 

0.47 


Nawapura 

0817000802270800 

7.072 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

1.761 

1.15 

0.090 

0.01 

0.00 

0.01 

0.01 

0.00 

0.18 

0.13 

0.05 

0.005 

0.11 

0.15 





Saline 

Narmada Canal 

Command 

Older Alluvium 

5.311 

1.15 

0.090 

0.03 

0.01 

0.02 

0.02 

0.00 

0.53 

0.40 

0.09 

0.016 

0.34 

0.45 


Nimbaj 

0818000602315500 

9.444 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

6.888 

0.69 

0.090 

0.10 

0.02 

0.02 

0.03 

0.00 

0.46 

0.35 

0.39 

0.018 

0.34 

0.45 


Nimbau 

0818000602320600 

16.325 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.871 

-0.94 

0.090 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.48 

0.005 

0.05 

0.07 


Padaradi 

0818000602314400 

4.077 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

1.735 

0.72 

0.090 

0.04 

0.01 

0.01 

0.01 

0.00 

0.13 

0.10 

0.15 

0.005 

0.19 

0.26 


Padardi 

0818000602321400 

3.702 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

1.627 

0.38 

0.090 

0.12 

0.02 

0.00 

0.00 

0.00 

0.15 

0.11 

0.47 

0.004 

0.20 

0.29 





Saline 

Narmada Canal 

Command 

Older Alluvium 

0.000 

0.38 

0.090 

0.08 

0.01 

0.00 

0.00 

0.00 

0.07 

0.05 

0.31 

0.000 

0.00 

0.00 


Paliyali 

0817000502198800 

4.214 

Fresh 

Narmada Canal 

Command 

Younger Alluvium 

1.004 

0.36 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.07 

0.003 

0.10 

0.14 


Pamana 

0818000602327600 

30.104 

Fresh 

Non-command 

Non-command 

Older Alluvium 

22.366 

0.06 

0.080 

0.87 

0.04 

0.00 

0.00 

0.02 

0.93 

0.66 

3.36 

0.104 

0.38 

0.53 


Pancharla 

0817000802269100 

19.687 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.384 

0.80 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.01 

0.01 






Non-command 

Non-command 

Older Alluvium 

3.933 

0.80 

0.090 

0.03 

0.01 

0.00 

0.00 

0.00 

0.30 

0.21 

0.09 

0.012 

0.08 

0.11 


Pandarwali 

0817000802270600 

6.590 

Saline 

Narmada Canal 

Command 

Older Alluvium 

6.590 

1.07 

0.090 

0.09 

0.02 

0.02 

0.03 

0.00 

0.66 

0.48 

0.34 

0.020 

0.43 

0.59 


Panoriya 

0817000802268400 

18.037 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.406 

0.57 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.001 

0.01 

0.01 





Saline 

Narmada Canal 

Command 

Older Alluvium 

5.721 

0.57 

0.090 

0.04 

0.01 

0.01 

0.02 

0.00 

0.29 

0.20 

0.15 

0.017 

0.12 

0.17 


Parawa 

0818000602325800 

16.054 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

7.281 

0.43 

0.090 

0.39 

0.06 

0.01 

0.02 

0.00 

0.58 

0.43 

1.52 

0.019 

0.23 

0.31 


Pawta 

0818000602315600 

13.576 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

12.407 

0.70 

0.090 

0.02 

0.00 

0.04 

0.05 

0.00 

0.72 

0.54 

0.05 

0.032 

0.43 

0.58 


Phogarwa 

0818000602315700 

17.204 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

14.352 

0.68 

0.090 

0.02 

0.00 

0.04 

0.06 

0.00 

0.80 

0.60 

0.01 

0.037 

0.40 

0.53 


Raipuriya 

0818000602315000 

15.784 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

9.797 

0.69 

0.090 

0.01 

0.00 

0.02 

0.03 

0.00 

0.56 

0.41 

0.00 

0.025 

0.27 

0.37 


Rampura 

0818000602318500 

39.824 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

25.600 

0.65 

0.090 

0.30 

0.07 

0.07 

0.10 

0.01 

1.53 

1.12 

1.11 

0.066 

0.30 

0.41 


Rankhar 

0818000602316400 

44.872 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.308 

1.03 

0.090 

0.01 

0.00 

0.00 

0.00 

0.29 

0.49 

0.37 

0.00 

0.022 

0.09 

0.12 


Ranodar 

0818000602319400 

44.836 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

11.057 

0.51 

0.090 

0.16 

0.04 

0.03 

0.05 

0.00 

0.55 

0.39 

0.59 

0.029 

0.11 

0.15 







Command 

Younger Alluvium 

3.951 

0.51 

0.120 

0.06 

0.01 

0.01 

0.02 

0.00 

0.27 

0.19 

0.22 

0.010 

0.04 

0.06 





Saline 

Narmada Canal 

Command 

Older Alluvium 

4.925 

0.51 

0.090 

0.06 

0.01 

0.01 

0.02 

0.01 

0.23 

0.17 

0.22 

0.013 

0.05 

0.07 







Command 

Younger Alluvium 

5.813 

0.51 

0.120 

0.08 

0.02 

0.02 

0.02 

0.00 

0.38 

0.27 

0.30 

0.015 

0.06 

0.08 


Ranwa 

0817000802270900 

25.503 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.196 

1.17 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.00 

0.00 





Saline 

Narmada Canal 

Command 

Older Alluvium 

12.506 

1.17 

0.090 

0.02 

0.00 

0.04 

0.05 

0.00 

1.25 

0.92 

0.01 

0.038 

0.22 

0.29 


Ratanpura 

0818000602322000 

16.475 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

10.414 

0.60 

0.090 

0.06 

0.01 

0.03 

0.04 

0.00 

0.54 

0.40 

0.20 

0.027 

0.31 

0.42 


Rataura 

0818000602322300 

11.259 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

9.946 

0.62 

0.090 

0.04 

0.01 

0.03 

0.04 

0.00 

0.51 

0.38 

0.14 

0.026 

0.43 

0.57 


Ridka 

0818000602316600 

18.557 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

7.314 

0.94 

0.090 

0.01 

0.00 

0.02 

0.03 

0.00 

0.58 

0.44 

0.01 

0.019 

0.19 

0.25 






Non-command 

Non-command 

Older Alluvium 

9.848 

0.94 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.84 

0.64 

0.01 

0.026 

0.25 

0.33 


Sahu & Daukiyaon Ki Dha 

0818000602319700 

11.728 

Saline 

Narmada Canal 

Command 

Older Alluvium 

4.639 

0.17 

0.090 

0.12 

0.02 

0.01 

0.01 

0.00 

0.15 

0.10 

0.48 

0.012 

0.18 

0.25 







Command 

Younger Alluvium 

0.737 

0.17 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.08 

0.002 

0.03 

0.04 






Non-command 

Non-command 

Older Alluvium 

0.011 

0.17 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

0.460 

0.17 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.04 

0.03 

0.18 

0.001 

0.02 

0.02 


Saili 

0818000602321000 

11.215 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

9.129 

-0.58 

0.090 

0.36 

0.02 

0.01 

0.01 

0.00 

0.00 

0.00 

1.41 

0.024 

0.38 

0.54 





Saline 

Narmada Canal 

Command 

Older Alluvium 

0.094 

-0.58 

0.090 

0.23 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.93 

0.000 

0.00 

0.01 


Sangarwa 

0818000602321900 

10.595 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

3.371 

0.57 

0.090 

0.00 

0.00 

0.01 

0.01 

0.00 

0.15 

0.11 

0.00 

0.009 

0.16 

0.21 


Sankariya 

0818000602316100 

14.221 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

9.384 

0.74 

0.090 

0.11 

0.01 

0.02 

0.03 

0.00 

0.68 

0.51 

0.39 

0.024 

0.31 

0.41 


Sanwlasi 

0817000802268900 

8.898 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.109 

0.59 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.06 

0.003 

0.05 

0.07 





Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Khera Sariyana 

0818000702336200 

0.12 

0.00 

1,266.24 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.018 

1,118.42 

Over Exploited 



0.08 

0.00 

1,318.27 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Khirodi 

0818000602326200 

0.14 

0.88 

- 

0.88 

0.08 

0.97 

0.04 

0.48 

- 

0.1400 

0.0122 

0.0172 

0.000 

0.170 

0.170 

1.136 

0.114 

1.022 

3.684 

360.47 

Over Exploited 

Kola Rebariyon Ki Dhani 

0818000602326900 

0.14 

0.33 

- 

0.33 

0.04 

0.37 

0.03 

0.39 

- 

0.0700 

0.0058 

0.0082 

0.001 

0.085 

0.085 

0.456 

0.046 

0.410 

1.844 

449.43 

Over Exploited 



0.14 

0.04 

- 

0.04 

0.02 

0.06 

0.01 

0.14 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.135 

0.013 

0.121 

1.824 

1,503.27 

Over Exploited 

Korka 

0818000702333900 

0.12 

0.13 

- 

0.13 

0.00 

0.13 

0.02 

0.17 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.141 

0.014 

0.127 

0.253 

199.22 

Over Exploited 

Kotra 

0818000702335900 

0.12 

0.21 

- 

0.21 

0.00 

0.21 

0.02 

0.21 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.212 

0.021 

0.191 

0.053 

27.68 

Safe 

Kottilani 

0817000802264800 

0.06 

0.13 

(28.81) 

0.10 

0.16 

0.26 

0.04 

0.37 

- 

0.0100 

0.0107 

0.0151 

0.190 

0.226 

0.226 

0.483 

0.024 

0.459 

0.110 

24.06 

Safe 

Kukdeeya 

0818000602316800 

0.14 

0.39 

52.26 

0.47 

0.06 

0.53 

0.03 

0.33 

- 

0.0100 

0.0238 

0.0336 

- 

0.067 

0.067 

0.600 

0.030 

0.570 

0.062 

10.90 

Safe 



0.14 

0.03 

449.61 

0.04 

0.01 

0.05 

0.01 

0.10 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.068 

0.003 

0.064 

0.045 

70.26 

Semi Critical 

Kundaki 

0818000602318800 

0.14 

0.00 

4,817.19 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0006 

0.0007 

- 

0.001 

0.001 

0.003 

0.000 

0.003 

0.014 

482.81 

Over Exploited 

Liyadra 

0818000602327900 

0.14 

0.42 

- 

0.42 

0.01 

0.43 

0.04 

0.48 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.453 

0.045 

0.408 

0.540 

132.48 

Over Exploited 

Madawao 

0817000802268500 

0.09 

0.00 

86,616.79 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.09 

0.16 

96.60 

0.20 

0.07 

0.27 

0.02 

0.22 

- 

0.0200 

0.0229 

0.0323 

- 

0.075 

0.075 

0.343 

0.017 

0.325 

0.146 

44.94 

Safe 

Madhopura 

0818000602314700 

0.14 

0.19 

32.02 

0.22 

0.04 

0.26 

0.03 

0.36 

- 

0.1200 

0.0087 

0.0099 

- 

0.139 

0.139 

0.403 

0.020 

0.383 

0.654 

170.62 

Over Exploited 

Mailabas Charnan 

0818000602316200 

0.14 

0.01 

356.47 

0.01 

0.01 

0.02 

0.01 

0.08 

- 

- 

0.0027 

0.0038 

- 

0.007 

0.007 

0.027 

0.001 

0.025 

0.003 

10.75 

Safe 

Mailawas Gusaiyan 

0818000602319500 

0.18 

0.01 

257.72 

0.01 

0.02 

0.03 

0.01 

0.07 

- 

0.0200 

0.0026 

0.0037 

- 

0.026 

0.026 

0.057 

0.003 

0.054 

0.101 

184.86 

Over Exploited 

Maliyon Ka Goliya 

0818000602326400 

0.14 

0.13 

(22.26) 

0.11 

0.02 

0.12 

0.03 

0.40 

- 

0.0200 

0.0022 

0.0032 

- 

0.025 

0.025 

0.148 

0.007 

0.140 

0.566 

403.29 

Over Exploited 

Malwara 

0818000602325900 

0.14 

0.48 

(27.01) 

0.38 

0.10 

0.48 

0.04 

0.42 

- 

0.1700 

0.0115 

0.0216 

0.002 

0.205 

0.205 

0.687 

0.034 

0.653 

1.513 

231.82 

Over Exploited 

Mandali 

0818000602316900 

0.14 

0.37 

103.95 

0.44 

0.09 

0.53 

0.02 

0.23 

- 

- 

0.0321 

0.0454 

0.003 

0.080 

0.080 

0.614 

0.031 

0.583 

0.033 

5.59 

Safe 



0.14 

0.32 

138.08 

0.39 

- 

0.39 

0.02 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.389 

0.019 

0.370 

0.030 

8.25 

Safe 

Martawa 

0818000602318000 

0.14 

0.29 

(18.67) 

0.23 

0.03 

0.27 

0.04 

0.47 

- 

0.0100 

0.0122 

0.0172 

- 

0.039 

0.039 

0.305 

0.015 

0.290 

0.088 

30.50 

Safe 

Marwari Kalbiyon Ka Gol 

0818000602326100 

0.14 

0.14 

70.62 

0.17 

0.08 

0.25 

0.03 

0.31 

- 

0.1900 

0.0047 

0.0089 

0.001 

0.205 

0.205 

0.454 

0.023 

0.432 

1.662 

385.06 

Over Exploited 

Medha 

0818000602317800 

0.14 

0.55 

(31.88) 

0.44 

0.06 

0.50 

0.04 

0.51 

- 

0.0100 

0.0213 

0.0301 

0.003 

0.065 

0.065 

0.561 

0.028 

0.533 

0.085 

15.88 

Safe 

Meerpura 

0818000602331000 

0.14 

0.04 

(33.20) 

0.03 

- 

0.03 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.033 

0.002 

0.031 

0.073 

235.54 

Over Exploited 

Megwalon Ki Basti 

0817000502193900 

0.06 

0.01 

811.19 

0.01 

0.01 

0.02 

0.01 

0.05 

- 

- 

0.0051 

0.0058 

- 

0.011 

0.011 

0.032 

0.002 

0.030 

0.022 

72.50 

Semi Critical 

Mooli 

0818000602327000 

0.14 

0.47 

- 

0.47 

0.05 

0.52 

0.04 

0.40 

- 

0.0900 

0.0079 

0.0112 

0.004 

0.113 

0.113 

0.636 

0.064 

0.572 

2.443 

426.96 

Over Exploited 

Naldhara 

0818000602323200 

0.14 

0.02 

250.52 

0.02 

0.01 

0.03 

0.01 

0.10 

- 

- 

0.0034 

0.0049 

0.001 

0.010 

0.010 

0.040 

0.002 

0.038 

0.003 

9.23 

Safe 

Narayanpura 

0818000602315400 

0.14 

0.22 

21.65 

0.27 

0.04 

0.31 

0.03 

0.37 

- 

0.1200 

0.0099 

0.0112 

- 

0.141 

0.141 

0.452 

0.023 

0.429 

0.642 

149.69 

Over Exploited 

Nawapura 

0817000802270800 

0.09 

0.02 

659.30 

0.02 

0.01 

0.03 

0.01 

0.12 

- 

0.0100 

0.0045 

0.0064 

- 

0.021 

0.021 

0.054 

0.003 

0.052 

0.054 

105.14 

Over Exploited 



0.09 

0.16 

147.04 

0.19 

0.05 

0.24 

0.03 

0.37 

- 

0.0200 

0.0136 

0.0192 

- 

0.053 

0.053 

0.293 

0.015 

0.279 

0.110 

39.56 

Safe 

Nimbaj 

0818000602315500 

0.14 

0.33 

5.91 

0.35 

0.07 

0.41 

0.03 

0.37 

- 

0.0700 

0.0176 

0.0249 

- 

0.113 

0.113 

0.526 

0.026 

0.499 

0.409 

81.86 

Semi Critical 

Nimbau 

0818000602320600 

0.14 

0.01 

- 

0.01 

0.01 

0.02 

0.01 

0.06 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.044 

0.004 

0.039 

0.482 

1,222.32 

Over Exploited 

Padaradi 

0818000602314400 

0.14 

0.05 

104.98 

0.06 

0.02 

0.08 

0.02 

0.21 

- 

0.0300 

0.0044 

0.0063 

- 

0.041 

0.041 

0.118 

0.006 

0.112 

0.156 

138.26 

Over Exploited 

Padardi 

0818000602321400 

0.14 

0.05 

126.05 

0.06 

0.03 

0.08 

0.02 

0.22 

- 

0.0500 

0.0028 

0.0039 

0.001 

0.058 

0.058 

0.142 

0.007 

0.135 

0.470 

349.08 

Over Exploited 



0.14 

0.00 

########## 

0.00 

0.01 

0.01 

0.00 

0.00 

- 

0.0300 

0.0000 

0.0000 

- 

0.030 

0.030 

0.040 

0.002 

0.038 

0.311 

818.40 

Over Exploited 

Paliyali 

0817000502198800 

0.10 

0.01 

203.19 

0.01 

0.01 

0.02 

0.01 

0.11 

- 

0.0100 

0.0026 

0.0036 

- 

0.016 

0.016 

0.035 

0.002 

0.033 

0.075 

228.29 

Over Exploited 

Pamana 

0818000602327600 

0.14 

1.19 

(44.55) 

0.95 

0.06 

1.01 

0.04 

0.42 

- 

0.1300 

- 

- 

0.024 

0.154 

0.154 

1.163 

0.058 

1.105 

3.464 

313.61 

Over Exploited 

Pancharla 

0817000802269100 

0.09 

0.00 

6,670.63 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0010 

0.0014 

- 

0.002 

0.002 

0.005 

0.000 

0.005 

0.012 

238.18 

Over Exploited 



0.09 

0.03 

682.56 

0.03 

0.01 

0.04 

0.01 

0.08 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.062 

0.003 

0.059 

0.102 

173.28 

Over Exploited 

Pandarwali 

0817000802270600 

0.09 

0.26 

87.45 

0.31 

0.07 

0.37 

0.04 

0.47 

- 

0.0600 

0.0169 

0.0238 

0.001 

0.102 

0.102 

0.475 

0.024 

0.451 

0.362 

80.30 

Semi Critical 

Panoriya 

0817000802268400 

0.09 

0.00 

4,088.59 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0009 

0.0010 

- 

0.002 

0.002 

0.004 

0.000 

0.004 

0.017 

426.43 

Over Exploited 



0.09 

0.06 

229.40 

0.07 

0.04 

0.11 

0.01 

0.13 

- 

0.0200 

0.0122 

0.0138 

- 

0.046 

0.046 

0.160 

0.008 

0.152 

0.165 

108.98 

Over Exploited 

Parawa 

0818000602325800 

0.14 

0.23 

83.17 

0.28 

0.10 

0.38 

0.02 

0.25 

- 

0.1700 

0.0124 

0.0175 

0.004 

0.204 

0.204 

0.581 

0.029 

0.552 

1.535 

278.29 

Over Exploited 

Pawta 

0818000602315600 

0.14 

0.75 

(28.79) 

0.60 

0.09 

0.69 

0.04 

0.47 

- 

0.0100 

0.0317 

0.0449 

- 

0.087 

0.087 

0.775 

0.039 

0.737 

0.082 

11.16 

Safe 

Phogarwa 

0818000602315700 

0.14 

0.80 

(24.30) 

0.64 

0.10 

0.74 

0.04 

0.43 

- 

- 

0.0367 

0.0519 

0.002 

0.091 

0.091 

0.828 

0.041 

0.787 

0.050 

6.38 

Safe 

Raipuriya 

0818000602315000 

0.14 

0.37 

9.90 

0.41 

0.05 

0.46 

0.03 

0.30 

- 

- 

0.0209 

0.0236 

0.002 

0.047 

0.047 

0.510 

0.025 

0.484 

0.025 

5.25 

Safe 

Rampura 

0818000602318500 

0.14 

1.06 

5.19 

1.12 

0.25 

1.37 

0.03 

0.32 

- 

0.2100 

0.0655 

0.0926 

0.008 

0.376 

0.376 

1.746 

0.087 

1.659 

1.175 

70.86 

Semi Critical 

Rankhar 

0818000602316400 

0.14 

0.10 

258.42 

0.12 

0.29 

0.42 

0.01 

0.10 

- 

- 

- 

- 

0.437 

0.437 

0.437 

0.853 

0.043 

0.810 

0.022 

2.66 

Safe 

Ranodar 

0818000602319400 

0.14 

0.17 

129.40 

0.21 

0.12 

0.33 

0.01 

0.12 

- 

0.1100 

0.0283 

0.0400 

0.006 

0.185 

0.185 

0.512 

0.026 

0.486 

0.614 

126.26 

Over Exploited 



0.18 

0.03 

576.12 

0.03 

0.04 

0.07 

0.00 

0.04 

- 

0.0400 

0.0101 

0.0143 

- 

0.064 

0.064 

0.136 

0.007 

0.129 

0.226 

175.50 

Over Exploited 



0.14 

0.03 

390.97 

0.04 

0.05 

0.09 

0.00 

0.05 

- 

0.0400 

0.0126 

0.0178 

0.015 

0.085 

0.085 

0.180 

0.009 

0.171 

0.234 

136.81 

Over Exploited 



0.18 

0.06 

342.36 

0.07 

0.06 

0.13 

0.01 

0.06 

- 

0.0600 

0.0149 

0.0210 

0.001 

0.097 

0.097 

0.232 

0.012 

0.220 

0.315 

143.16 

Over Exploited 

Ranwa 

0817000802270900 

0.09 

0.00 

23,972.84 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0005 

0.0007 

- 

0.001 

0.001 

0.003 

0.000 

0.003 

0.001 

23.86 

Safe 



0.09 

0.24 

281.76 

0.29 

0.09 

0.38 

0.02 

0.24 

- 

- 

0.0320 

0.0452 

- 

0.077 

0.077 

0.455 

0.023 

0.432 

0.049 

11.37 

Safe 

Ratanpura 

0818000602322000 

0.14 

0.45 

(11.90) 

0.40 

0.08 

0.48 

0.03 

0.34 

- 

0.0400 

0.0266 

0.0376 

0.001 

0.106 

0.106 

0.589 

0.029 

0.560 

0.229 

40.92 

Safe 

Rataura 

0818000602322300 

0.14 

0.60 

(35.98) 

0.48 

0.08 

0.56 

0.04 

0.47 

- 

0.0300 

0.0254 

0.0360 

- 

0.091 

0.091 

0.650 

0.033 

0.618 

0.165 

26.68 

Safe 

Ridka 

0818000602316600 

0.14 

0.19 

127.11 

0.23 

0.05 

0.28 

0.02 

0.20 

- 

- 

0.0187 

0.0264 

- 

0.045 

0.045 

0.326 

0.016 

0.310 

0.032 

10.32 

Safe 



0.14 

0.35 

82.72 

0.42 

0.00 

0.42 

0.02 

0.28 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.418 

0.021 

0.397 

0.039 

9.70 

Safe 

Sahu & Daukiyaon Ki Dha 

0818000602319700 

0.14 

0.12 

(10.38) 

0.10 

0.04 

0.15 

0.02 

0.20 

- 

0.0500 

0.0099 

0.0112 

- 

0.071 

0.071 

0.219 

0.011 

0.208 

0.492 

236.75 

Over Exploited 



0.18 

0.00 

485.25 

0.00 

0.00 

0.01 

0.00 

0.03 

- 

0.0100 

0.0016 

0.0018 

- 

0.013 

0.013 

0.022 

0.001 

0.021 

0.086 

418.97 

Over Exploited 



0.14 

0.00 

16,068.60 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.18 

0.00 

1,810.02 

0.00 

0.01 

0.01 

0.00 

0.02 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.032 

0.002 

0.030 

0.179 

593.92 

Over Exploited 

Saili 

0818000602321000 

0.14 

0.49 

- 

0.49 

0.04 

0.53 

0.04 

0.42 

- 

0.0500 

0.0078 

0.0110 

0.002 

0.071 

0.071 

0.603 

0.060 

0.543 

1.430 

263.45 

Over Exploited 



0.14 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.00 

- 

0.0300 

0.0001 

0.0001 

- 

0.030 

0.030 

0.040 

0.004 

0.036 

0.930 

2,554.10 

Over Exploited 

Sangarwa 

0818000602321900 

0.14 

0.08 

46.94 

0.09 

0.02 

0.12 

0.01 

0.17 

- 

- 

0.0086 

0.0122 

0.002 

0.023 

0.023 

0.138 

0.007 

0.131 

0.009 

6.66 

Safe 

Sankariya 

0818000602316100 

0.14 

0.41 

25.00 

0.49 

0.06 

0.55 

0.03 

0.34 

- 

0.0700 

0.0200 

0.0226 

0.000 

0.113 

0.113 

0.662 

0.033 

0.629 

0.415 

66.04 

Safe 

Sanwlasi 

0817000802268900 

0.09 

0.00 

1,052.68 

0.01 

- 

0.01 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.015 

0.066 

446.11 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Sarwana 

081800060232340C 

26.220 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

1.659 

0.64 

0.080 

0.01 

0.00 

0.00 

0.01 

0.00 

0.08 

0.06 

0.02 

0.008 

0.03 

0.04 


Sayar Ka Koseeta 

0818000602313600 

22.267 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

15.616 

0.82 

0.090 

0.13 

0.02 

0.03 

0.04 

0.26 

0.94 

0.65 

0.48 

0.041 

0.27 

0.39 


Sensawa 

0818000602313700 

27.047 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

1.877 

0.90 

0.090 

0.01 

0.00 

0.00 

0.01 

0.01 

0.15 

0.10 

0.05 

0.005 

0.03 

0.04 


Shivpura 

0818000602318300 

23.351 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

18.712 

0.91 

0.090 

0.07 

0.01 

0.04 

0.05 

0.00 

1.49 

1.09 

0.23 

0.049 

0.36 

0.50 


Siloosan 

0818000602318400 

5.712 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

5.025 

0.70 

0.090 

0.03 

0.01 

0.01 

0.02 

0.00 

0.30 

0.22 

0.10 

0.013 

0.41 

0.56 


Siwara 

0818000602321500 

18.977 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

9.943 

0.53 

0.090 

0.24 

0.03 

0.02 

0.03 

0.00 

0.63 

0.46 

0.91 

0.026 

0.25 

0.35 


Siyako & Rado Ki Dhani 

0818000602321300 

4.137 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

2.098 

0.07 

0.090 

0.08 

0.01 

0.00 

0.01 

0.00 

0.07 

0.05 

0.30 

0.005 

0.24 

0.33 


Somaradi 

0817000802265000 

5.649 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.757 

0.44 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.002 

0.05 

0.07 





Saline 

Narmada Canal 

Command 

Older Alluvium 

2.167 

0.44 

0.060 

0.01 

0.00 

0.00 

0.01 

0.00 

0.06 

0.04 

0.04 

0.007 

0.14 

0.20 


Soonthri 

0818000602315800 

15.125 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

13.717 

0.67 

0.090 

0.05 

0.01 

0.04 

0.06 

0.00 

0.77 

0.58 

0.14 

0.036 

0.44 

0.58 


Sunta Koi 

0818000602318700 

11.652 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

1.128 

0.66 

0.090 

0.03 

0.01 

0.00 

0.00 

0.00 

0.08 

0.05 

0.13 

0.003 

0.04 

0.06 


Surachand 

0818000602315300 

41.326 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

29.651 

0.65 

0.090 

0.17 

0.02 

0.07 

0.08 

0.00 

1.72 

1.29 

0.57 

0.077 

0.33 

0.44 


Tanpi 

0818000602314500 

15.531 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

11.236 

0.70 

0.090 

0.41 

0.10 

0.03 

0.05 

0.00 

0.94 

0.69 

1.59 

0.029 

0.33 

0.45 


Tareesara 

0817000802271600 

6.374 

Saline 

Narmada Canal 

Command 

Older Alluvium 

1.545 

0.60 

0.090 

0.01 

0.00 

0.00 

0.01 

0.00 

0.08 

0.06 

0.02 

0.005 

0.11 

0.15 






Non-command 

Non-command 

Older Alluvium 

1.640 

0.60 

0.090 

0.01 

0.00 

0.00 

0.00 

0.04 

0.06 

0.05 

0.02 

0.005 

0.12 

0.15 


Tarla 

0817000802270100 

12.111 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.718 

0.59 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.002 

0.02 

0.03 






Non-command 

Non-command 

Older Alluvium 

1.076 

0.59 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.02 

0.003 

0.04 

0.05 





Saline 

Narmada Canal 

Command 

Older Alluvium 

0.000 

0.59 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Tembi 

0818000602314300 

18.242 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

16.459 

0.81 

0.090 

0.07 

0.01 

0.05 

0.07 

0.01 

1.14 

0.85 

0.24 

0.043 

0.42 

0.56 


Tetrol Rathoran 

0818000602321200 

8.580 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

1.642 

0.16 

0.090 

0.22 

0.03 

0.00 

0.00 

0.00 

0.21 

0.15 

0.88 

0.004 

0.09 

0.12 





Saline 

Narmada Canal 

Command 

Older Alluvium 

2.729 

0.16 

0.090 

0.15 

0.02 

0.01 

0.01 

0.00 

0.15 

0.11 

0.59 

0.007 

0.15 

0.20 







Command 

Younger Alluvium 

0.001 

0.16 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Umarkot 

0818000602315900 

2.829 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

2.655 

0.65 

0.090 

0.03 

0.01 

0.01 

0.01 

0.00 

0.16 

0.12 

0.11 

0.007 

0.47 

0.61 


Vapa 

0818000602327300 

10.150 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.737 

-0.40 

0.090 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.012 

0.22 

0.32 


Varanwa 

0818000602317500 

13.528 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

12.811 

0.67 

0.090 

0.02 

0.00 

0.04 

0.05 

0.00 

0.71 

0.54 

0.04 

0.033 

0.47 

0.62 


Veerawa 

0818000602319000 

13.250 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.234 

0.39 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.06 

0.001 

0.01 

0.01 







Command 

Younger Alluvium 

0.265 

0.39 

0.120 

0.02 

0.01 

0.00 

0.00 

0.00 

0.02 

0.01 

0.08 

0.001 

0.01 

0.01 


Veriya 

0818000602314900 

9.741 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

4.218 

0.42 

0.090 

0.34 

0.05 

0.01 

0.01 

0.00 

0.43 

0.30 

1.34 

0.011 

0.17 

0.24 





Saline 

Narmada Canal 

Command 

Older Alluvium 

0.739 

0.42 

0.090 

0.14 

0.02 

0.00 

0.00 

0.00 

0.14 

0.10 

0.57 

0.002 

0.03 

0.04 


Vishanpur 

0818000602317400 

5.245 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

4.327 

0.67 

0.090 

0.01 

0.00 

0.01 

0.02 

0.01 

0.23 

0.18 

0.04 

0.011 

0.41 

0.54 


Vodha 

0818000602330800 

13.494 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.330 

0.72 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.002 

0.01 

0.02 

Sub Basin: Mithari | 

11009085 

Agwari 

0818000202287400 

8.007 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.134 

-2.07 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.01 

0.01 







Non-command 

Younger Alluvium 

0.163 

-2.07 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.01 

0.01 






Jawai Dam 

Command 

Older Alluvium 

0.126 

-2.07 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.01 

0.01 







Command 

Younger Alluvium 

1.617 

-2.07 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.006 

0.07 

0.07 


Ahore 

0818000202286000 

16.766 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.680 

0.91 

0.060 

0.10 

0.00 

0.00 

0.00 

0.00 

0.25 

0.23 

0.19 

0.149 

0.06 

0.06 


Aipura 

0818000202280700 

9.378 

Saline 

Non-command 

Non-command 

Older Alluvium 

9.365 

2.23 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

1.26 

1.04 

0.01 

0.033 

0.36 

0.44 


Ajeetpura 

0818000202281900 

4.625 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.625 

0.30 

0.060 

0.05 

0.01 

0.00 

0.00 

0.00 

0.12 

0.11 

0.19 

0.016 

0.36 

0.38 


Akdara 

0820000802470700 

5.507 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.064 

1.96 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Akora Padar 

0818000202283900 

8.120 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.513 

0.52 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.27 

0.26 

0.13 

0.027 

0.32 

0.34 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.608 

0.52 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.07 

0.002 

0.03 

0.03 


Alawa (B) 

0818000202289500 

3.837 

Fresh 

Jawai Dam 

Command 

Older Alluvium 

2.816 

1.55 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.29 

0.29 

0.10 

0.010 

0.22 

0.23 


Baba-Gaon 

0820000802469200 

10.900 

Saline 

Non-command 

Non-command 

Older Alluvium 

10.804 

1.88 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

2.11 

2.08 

0.29 

0.050 

0.35 

0.35 


Bagoonda 

0818000202280300 

7.276 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.276 

0.50 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.20 

0.03 

0.026 

0.35 

0.40 


Bagotra 

0818000202284400 

8.462 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.120 

0.80 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.02 

0.006 

0.05 

0.05 


Bala 

0818000202278100 

54.289 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.039 

-1.09 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.007 

0.01 

0.02 


Balana 

0820000802471100 

20.276 

Fresh 

Jawai Dam 

Command 

Older Alluvium 

17.652 

3.13 

0.100 

0.14 

0.02 

0.00 

0.00 

0.02 

5.63 

5.62 

0.45 

0.081 

0.27 

0.27 







Command 

Phyllite & Schist 

2.624 

3.13 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.18 

0.05 

0.012 

0.04 

0.04 


Balupura 

0820000802471500 

6.664 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.922 

2.33 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.23 

0.23 

0.08 

0.004 

0.05 

0.05 


Bangri 

0820000802470200 

8.480 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.122 

2.23 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.05 

0.005 

0.05 

0.06 






Jawai Dam 

Command 

Phyllite & Schist 

6.651 

2.23 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.37 

0.31 

0.30 

0.031 

0.28 

0.33 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.536 

2.23 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.002 

0.02 

0.03 






Jawai Dam 

Command 

Phyllite & Schist 

0.165 

2.23 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.01 


Bankali 

0820000802471600 

25.770 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.906 

2.60 

0.100 

0.19 

0.03 

0.00 

0.00 

0.00 

1.95 

1.98 

0.74 

0.032 

0.10 

0.10 







Non-command 

Phyllite & Schist 

1.808 

2.60 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.13 

0.15 

0.008 

0.03 

0.03 






Jawai Dam 

Command 

Older Alluvium 

2.337 

2.60 

0.100 

0.07 

0.01 

0.00 

0.00 

0.00 

0.67 

0.68 

0.26 

0.011 

0.03 

0.03 


Baori 

0818000202280800 

15.249 

Saline 

Non-command 

Non-command 

Older Alluvium 

15.172 

1.45 

0.060 

0.02 

0.00 

0.00 

0.00 

0.01 

1.33 

1.08 

0.00 

0.054 

0.36 

0.44 


Barli 

0820000802468900 

7.316 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.350 

1.28 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.01 

0.002 

0.02 

0.02 


Basant 

0820000802469300 

14.001 

Fresh 

Jawai Dam 

Command 

Older Alluvium 

0.393 

2.41 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.01 

0.002 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

6.067 

2.41 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

1.51 

1.57 

0.17 

0.028 

0.15 

0.14 






Jawai Dam 

Command 

Older Alluvium 

7.541 

2.41 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

1.89 

1.96 

0.22 

0.035 

0.18 

0.18 


Beerami 

0820000802470400 

27.724 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.002 

1.44 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhachoonda 

0820000802468400 

33.942 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.406 

1.67 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.23 

0.01 

0.006 

0.01 

0.01 


Bhadrajoon 

0818000202278500 

41.771 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.919 

1.84 

0.060 

0.06 

0.01 

0.00 

0.00 

0.00 

0.26 

0.23 

0.22 

0.007 

0.02 

0.02 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.026 

1.84 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhavrani 

0818000202281000 

65.785 

Saline 

Non-command 

Non-command 

Older Alluvium 

29.034 

0.75 

0.060 

0.08 

0.00 

0.00 

0.00 

0.04 

1.35 

1.08 

0.20 

0.103 

0.16 

0.20 


Bhooti 

0818000202283000 

10.262 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.101 

3.19 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.13 

0.000 

0.00 

0.00 





Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Sarwana 

0818000602323400 

0.14 

0.01 

735.90 

0.01 

0.01 

0.02 

0.00 

0.04 

- 

- 

0.0042 

0.0060 

- 

0.010 

0.010 

0.031 

0.002 

0.029 

0.032 

108.31 

Over Exploited 

Sayar Ka Koseeta 

0818000602313600 

0.14 

0.58 

10.96 

0.65 

0.35 

1.00 

0.03 

0.29 

- 

0.0500 

0.0266 

0.0376 

0.387 

0.501 

0.501 

1.497 

0.075 

1.422 

0.520 

36.52 

Safe 

Sensawa 

0818000602313700 

0.14 

0.01 

1,314.34 

0.01 

0.02 

0.02 

0.00 

0.03 

- 

0.0100 

0.0040 

0.0045 

0.010 

0.029 

0.029 

0.054 

0.003 

0.051 

0.055 

107.93 

Over Exploited 

Shivpura 

0818000602318300 

0.14 

0.95 

14.32 

1.09 

0.11 

1.19 

0.04 

0.40 

- 

0.0300 

0.0399 

0.0451 

0.001 

0.116 

0.116 

1.308 

0.065 

1.243 

0.276 

22.17 

Safe 

Siloosan 

0818000602318400 

0.14 

0.29 

(23.54) 

0.23 

0.04 

0.28 

0.04 

0.45 

- 

0.0200 

0.0129 

0.0182 

- 

0.051 

0.051 

0.329 

0.016 

0.313 

0.114 

36.48 

Safe 

Siwara 

0818000602321500 

0.14 

0.35 

31.16 

0.42 

0.08 

0.50 

0.02 

0.27 

- 

0.1000 

0.0212 

0.0240 

0.001 

0.146 

0.146 

0.644 

0.032 

0.612 

0.933 

152.37 

Over Exploited 

Siyako & Rado Ki Dhani 

0818000602321300 

0.14 

0.07 

(24.17) 

0.06 

0.02 

0.07 

0.02 

0.26 

- 

0.0300 

0.0027 

0.0051 

- 

0.038 

0.038 

0.112 

0.006 

0.107 

0.307 

288.34 

Over Exploited 

Somaradi 

0817000802265000 

0.06 

0.00 

736.23 

0.00 

0.00 

0.01 

0.01 

0.05 

- 

- 

0.0010 

0.0018 

- 

0.003 

0.003 

0.009 

0.000 

0.008 

0.026 

324.25 

Over Exploited 



0.06 

0.02 

121.40 

0.02 

0.01 

0.03 

0.01 

0.15 

- 

- 

0.0028 

0.0052 

- 

0.008 

0.008 

0.039 

0.002 

0.037 

0.047 

128.16 

Over Exploited 

Soonthri 

0818000602315800 

0.14 

0.85 

(31.09) 

0.68 

0.11 

0.78 

0.04 

0.48 

- 

0.0300 

0.0351 

0.0496 

0.004 

0.119 

0.119 

0.903 

0.045 

0.858 

0.175 

20.36 

Safe 

Sunta Koi 

0818000602318700 

0.14 

0.01 

757.13 

0.01 

0.02 

0.03 

0.00 

0.04 

- 

0.0200 

0.0029 

0.0041 

- 

0.027 

0.027 

0.053 

0.003 

0.050 

0.129 

258.31 

Over Exploited 

Surachand 

0818000602315300 

0.14 

1.37 

(6.31) 

1.29 

0.17 

1.46 

0.03 

0.36 

- 

0.1100 

0.0632 

0.0715 

- 

0.245 

0.245 

1.702 

0.085 

1.616 

0.644 

39.83 

Safe 

Tanpi 

0818000602314500 

0.14 

0.52 

33.77 

0.62 

0.18 

0.80 

0.03 

0.36 

- 

0.3000 

0.0287 

0.0406 

- 

0.369 

0.369 

1.170 

0.059 

1.112 

1.620 

145.73 

Over Exploited 

Tareesara 

0817000802271600 

0.09 

0.02 

309.53 

0.02 

0.01 

0.03 

0.01 

0.12 

- 

- 

0.0040 

0.0056 

0.000 

0.010 

0.010 

0.039 

0.002 

0.037 

0.023 

61.62 

Safe 



0.09 

0.02 

170.99 

0.02 

0.04 

0.06 

0.01 

0.13 

- 

- 

- 

- 

0.056 

0.056 

0.056 

0.114 

0.006 

0.108 

0.023 

21.32 

Safe 

Tarla 

0817000802270100 

0.09 

0.00 

1,390.22 

0.00 

0.01 

0.01 

0.00 

0.03 

- 

- 

0.0021 

0.0026 

- 

0.005 

0.005 

0.012 

0.001 

0.011 

0.013 

116.88 

Over Exploited 



0.09 

0.00 

1,264.06 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.025 

644.98 

Over Exploited 



0.09 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Tembi 

0818000602314300 

0.14 

0.96 

(12.10) 

0.85 

0.13 

0.98 

0.04 

0.46 

- 

0.0400 

0.0421 

0.0595 

0.013 

0.155 

0.155 

1.136 

0.057 

1.079 

0.282 

26.11 

Safe 

Tetrol Rathoran 

0818000602321200 

0.14 

0.02 

628.30 

0.02 

0.04 

0.06 

0.01 

0.10 

- 

0.1000 

0.0028 

0.0040 

0.000 

0.107 

0.107 

0.169 

0.008 

0.160 

0.886 

552.79 

Over Exploited 



0.14 

0.06 

98.11 

0.07 

0.03 

0.10 

0.01 

0.16 

- 

0.0700 

0.0047 

0.0066 

0.003 

0.085 

0.085 

0.187 

0.009 

0.177 

0.595 

335.58 

Over Exploited 



0.18 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Umarkot 

0818000602315900 

0.14 

0.17 

(30.96) 

0.14 

0.03 

0.17 

0.04 

0.51 

- 

0.0200 

0.0068 

0.0096 

- 

0.036 

0.036 

0.203 

0.010 

0.193 

0.120 

62.06 

Safe 

Vapa 

0818000602327300 

0.14 

0.15 

- 

0.15 

- 

0.15 

0.02 

0.24 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.156 

0.016 

0.140 

0.399 

284.27 

Over Exploited 

Varanwa 

0818000602317500 

0.14 

0.84 

(36.29) 

0.68 

0.09 

0.77 

0.04 

0.51 

- 

0.0100 

0.0328 

0.0463 

0.002 

0.091 

0.091 

0.857 

0.043 

0.814 

0.071 

8.75 

Safe 

Veerawa 

0818000602319000 

0.14 

0.00 

7,684.43 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

0.0100 

0.0006 

0.0008 

- 

0.011 

0.011 

0.013 

0.001 

0.013 

0.064 

502.88 

Over Exploited 



0.18 

0.00 

3,546.50 

0.00 

0.01 

0.01 

0.00 

0.01 

- 

0.0200 

0.0007 

0.0010 

- 

0.022 

0.022 

0.034 

0.002 

0.032 

0.082 

253.57 

Over Exploited 

Veriya 

0818000602314900 

0.14 

0.10 

200.05 

0.12 

0.07 

0.19 

0.02 

0.19 

- 

0.1500 

0.0072 

0.0102 

0.005 

0.172 

0.172 

0.365 

0.018 

0.347 

1.347 

388.71 

Over Exploited 



0.14 

0.00 

3,206.12 

0.00 

0.02 

0.03 

0.00 

0.03 

- 

0.0600 

0.0013 

0.0018 

- 

0.063 

0.063 

0.090 

0.005 

0.086 

0.573 

669.37 

Over Exploited 

Vishanpur 

0818000602317400 

0.14 

0.25 

(28.88) 

0.20 

0.04 

0.24 

0.04 

0.45 

- 

0.0100 

0.0111 

0.0156 

0.010 

0.047 

0.047 

0.285 

0.014 

0.270 

0.049 

18.21 

Safe 

Vodha 

0818000602330800 

0.14 

0.00 

2,207.78 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.002 

223.94 

Over Exploited 


Sub Basin: Mithari 

Agwari 

0818000202287400 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.017 

19,299.81 

Over Exploited 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.024 

13,991.91 

Over Exploited 



0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.017 

2,458.13 

Over Exploited 



0.15 

0.02 

- 

0.02 

0.00 

0.02 

0.01 

0.08 

0.00 

0.0100 

0.0043 

0.0052 

0.002 

0.022 

0.024 

0.042 

0.004 

0.038 

0.337 

896.56 

Over Exploited 

Ahore 

0818000202286000 

0.12 

0.02 

1,182.75 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.034 

0.002 

0.032 

0.337 

1,040.22 

Over Exploited 

Aipura 

0818000202280700 

0.12 

0.41 

154.60 

0.49 

0.00 

0.50 

0.04 

0.40 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.503 

0.025 

0.477 

0.041 

8.65 

Safe 

Ajeetpura 

0818000202281900 

0.12 

0.20 

(42.84) 

0.16 

0.01 

0.17 

0.04 

0.40 

0.02 

0.0200 

- 

- 

0.004 

0.024 

0.047 

0.217 

0.011 

0.207 

0.203 

98.52 

Critical 

Akdara 

0820000802470700 

0.10 

0.00 

5,228.02 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Akora Padar 

0818000202283900 

0.12 

0.29 

(9.39) 

0.26 

0.00 

0.26 

0.04 

0.36 

0.03 

- 

- 

- 

0.002 

0.002 

0.036 

0.299 

0.015 

0.284 

0.159 

55.96 

Safe 



0.12 

0.00 

1,801.62 

0.00 

0.00 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

0.002 

0.002 

0.002 

0.006 

0.000 

0.006 

0.069 

1,219.47 

Over Exploited 

Alawa (B) 

0818000202289500 

0.12 

0.08 

281.18 

0.09 

0.00 

0.09 

0.03 

0.25 

0.01 

0.0100 

0.0112 

0.0179 

0.001 

0.040 

0.050 

0.141 

0.007 

0.134 

0.109 

81.33 

Semi Critical 

Baba-Gaon 

0820000802469200 

0.18 

0.68 

206.67 

0.81 

0.00 

0.82 

0.04 

0.39 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.830 

0.041 

0.788 

0.337 

42.72 

Safe 

Bagoonda 

0818000202280300 

0.12 

0.31 

(34.98) 

0.25 

0.00 

0.25 

0.04 

0.39 

0.04 

- 

- 

- 

0.004 

0.004 

0.039 

0.289 

0.014 

0.275 

0.051 

18.51 

Safe 

Bagotra 

0818000202284400 

0.14 

0.01 

723.81 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.000 

0.009 

0.023 

244.18 

Over Exploited 

Bala 

0818000202278100 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.003 

0.007 

223.39 

Over Exploited 

Balana 

0820000802471100 

0.18 

0.86 

554.80 

1.03 

0.04 

1.07 

0.03 

0.30 

0.11 

0.0500 

0.0701 

0.1125 

0.024 

0.257 

0.366 

1.431 

0.072 

1.360 

0.535 

39.35 

Safe 



0.10 

0.01 

1,638.23 

0.01 

0.00 

0.01 

0.01 

0.05 

0.00 

0.0100 

0.0104 

0.0167 

0.001 

0.039 

0.040 

0.053 

0.003 

0.051 

0.062 

122.40 

Over Exploited 

Balupura 

0820000802471500 

0.18 

0.01 

2,934.29 

0.01 

0.00 

0.01 

0.01 

0.05 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.012 

0.021 

0.001 

0.020 

0.088 

434.98 

Over Exploited 

Bangri 

0820000802470200 

0.10 

0.01 

867.35 

0.01 

- 

0.01 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.015 

0.053 

343.52 

Over Exploited 



0.10 

0.18 

68.33 

0.22 

0.01 

0.23 

0.03 

0.31 

- 

0.0300 

0.0352 

0.0424 

- 

0.108 

0.108 

0.339 

0.017 

0.322 

0.329 

102.15 

Over Exploited 



0.10 

0.00 

2,300.34 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.027 

2,014.91 

Over Exploited 



0.10 

0.00 

5,386.58 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0009 

0.0010 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.009 

452.87 

Over Exploited 

Bankali 

0820000802471600 

0.18 

0.12 

1,496.41 

0.15 

0.03 

0.18 

0.01 

0.11 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.259 

0.013 

0.246 

0.770 

312.63 

Over Exploited 



0.10 

0.00 

2,559.21 

0.01 

0.01 

0.02 

0.00 

0.03 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.036 

0.002 

0.034 

0.154 

455.24 

Over Exploited 



0.18 

0.01 

4,658.06 

0.02 

0.01 

0.03 

0.00 

0.04 

- 

0.0300 

0.0093 

0.0149 

- 

0.054 

0.054 

0.081 

0.004 

0.077 

0.270 

349.31 

Over Exploited 

Baori 

0818000202280800 

0.12 

0.66 

64.29 

0.79 

0.01 

0.80 

0.04 

0.40 

- 

- 

- 

- 

0.016 

0.016 

0.016 

0.819 

0.041 

0.778 

0.054 

6.94 

Safe 

Barli 

0820000802468900 

0.18 

0.00 

3,349.59 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.010 

790.29 

Over Exploited 

Basant 

0820000802469300 

0.18 

0.00 

14,411.62 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

0.0010 

0.0013 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

0.014 

456.15 

Over Exploited 



0.18 

0.16 

871.96 

0.19 

- 

0.19 

0.02 

0.16 

0.02 

0.0100 

- 

- 

- 

0.010 

0.028 

0.222 

0.011 

0.210 

0.196 

93.08 

Critical 



0.18 

0.25 

685.33 

0.30 

- 

0.30 

0.02 

0.20 

0.03 

0.0100 

0.0200 

0.0240 

- 

0.054 

0.082 

0.381 

0.019 

0.362 

0.256 

70.68 

Semi Critical 

Beerami 

0820000802470400 

0.10 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhachoonda 

0820000802468400 

0.18 

0.00 

6,204.28 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.014 

349.35 

Over Exploited 

Bhadrajoon 

0818000202278500 

0.12 

0.00 

6,022.73 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

0.0200 

- 

- 

- 

0.020 

0.020 

0.035 

0.002 

0.033 

0.229 

690.99 

Over Exploited 



0.12 

0.00 

361,702.94 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhavrani 

0818000202281000 

0.12 

0.56 

92.04 

0.67 

0.04 

0.71 

0.02 

0.18 

- 

0.0100 

- 

- 

0.055 

0.065 

0.065 

0.775 

0.039 

0.736 

0.305 

41.49 

Safe 

Bhooti 

0818000202283000 

0.12 

0.00 

122,830.46 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.010 

0.001 

0.010 

0.132 

1,386.05 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 





Saline 

Non-command 

Non-command 

Older Alluvium 

10.160 

3.19 

0.060 

0.03 

0.00 

0.00 

0.00 

0.01 

1.97 

1.93 

0.07 

0.036 

0.33 

0.33 


Bithiya 

0820000802471200 

15.074 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.148 

2.05 

0.100 

0.04 

0.00 

0.00 

0.00 

0.01 

0.68 

0.67 

0.13 

0.014 

0.06 

0.07 






Jawai Dam 

Command 

Older Alluvium 

8.310 

2.05 

0.100 

0.10 

0.01 

0.00 

0.00 

0.01 

1.78 

1.77 

0.36 

0.038 

0.17 

0.17 


Bithura 

0818000202286700 

9.203 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.549 

0.80 

0.060 

0.10 

0.00 

0.00 

0.00 

0.01 

0.41 

0.39 

0.36 

0.023 

0.24 

0.25 







Non-command 

Younger Alluvium 

0.000 

0.80 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Jawai Dam 

Command 

Older Alluvium 

2.529 

0.80 

0.060 

0.09 

0.00 

0.00 

0.00 

0.00 

0.21 

0.20 

0.36 

0.009 

0.09 

0.10 


Chandrai 

0818000202283700 

17.861 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.230 

1.09 

0.060 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.10 

0.15 

0.004 

0.02 

0.02 






Jawai Dam 

Command 

Older Alluvium 

16.631 

1.09 

0.060 

0.06 

0.01 

0.00 

0.00 

0.01 

1.13 

1.09 

0.15 

0.059 

0.30 

0.31 


Charli 

0818000202286200 

12.598 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.082 

0.61 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.17 

0.17 

0.12 

0.015 

0.12 

0.12 


Chhangari 

0818000202281700 

13.931 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.680 

0.67 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.28 

0.25 

0.01 

0.024 

0.17 

0.19 


Choonda 

0818000202280000 

16.722 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.747 

0.84 

0.060 

0.01 

0.00 

0.00 

0.00 

0.01 

0.24 

0.22 

0.01 

0.017 

0.10 

0.11 


Daulatpura 

0820000802469100 

6.425 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.015 

1.62 

0.100 

0.06 

0.01 

0.00 

0.00 

0.01 

1.02 

0.93 

0.22 

0.028 

0.33 

0.36 







Non-command 

Phyllite & Schist 

0.172 

1.62 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.01 


Dayalpura 1 

0818000202286300 

10.791 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.903 

0.33 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.16 

0.10 

0.025 

0.22 

0.24 


Dayalpura-li 

0818000202287200 

5.788 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.003 

0.41 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.02 

0.007 

0.12 

0.13 


Dhana 

0820000802469000 

7.479 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.837 

1.32 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.06 

0.004 

0.04 

0.04 


Doodiya 

0818000202282100 

6.881 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.881 

0.42 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.20 

0.18 

0.08 

0.024 

0.36 

0.39 


Dujana 

0820000802470900 

25.954 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.045 

3.32 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.76 

0.70 

0.33 

0.046 

0.14 

0.15 






Jawai Dam 

Command 

Older Alluvium 

0.511 

3.32 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.17 

0.02 

0.002 

0.01 

0.01 







Command 

Phyllite & Schist 

14.842 

3.32 

0.020 

0.14 

0.02 

0.00 

0.00 

0.00 

1.11 

1.02 

0.48 

0.068 

0.20 

0.22 


Gogra 

0820000802469700 

11.011 

Fresh 

Jawai Dam 

Command 

Older Alluvium 

11.011 

2.10 

0.100 

0.04 

0.00 

0.00 

0.00 

0.01 

2.35 

2.33 

0.08 

0.051 

0.30 

0.31 


Gura Balotan 

0818000202286600 

7.232 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.880 

-1.14 

0.060 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.007 

0.09 

0.09 


Guraindrapura 

0818000202282800 

14.074 

Fresh 

Jawai Dam 

Command 

Older Alluvium 

1.929 

0.99 

0.060 

0.08 

0.00 

0.00 

0.00 

0.00 

0.19 

0.19 

0.31 

0.007 

0.04 

0.04 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.767 

0.99 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.26 

0.26 

0.16 

0.013 

0.09 

0.09 






Jawai Dam 

Command 

Older Alluvium 

8.378 

0.99 

0.060 

0.05 

0.00 

0.00 

0.00 

0.01 

0.54 

0.54 

0.16 

0.030 

0.19 

0.19 


Gurarama 

0818000202282200 

16.315 

Saline 

Non-command 

Non-command 

Older Alluvium 

16.315 

0.48 

0.060 

0.06 

0.01 

0.00 

0.00 

0.01 

0.51 

0.47 

0.16 

0.058 

0.35 

0.39 


Guriya 

0820000802471000 

4.512 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.079 

3.22 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Jawai Dam 

Command 

Phyllite & Schist 

4.433 

3.22 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.34 

0.34 

0.27 

0.020 

0.32 

0.32 


Hariyali 

0818000202288800 

12.555 

Fresh 

Jawai Dam 

Command 

Older Alluvium 

6.238 

1.18 

0.060 

0.07 

0.01 

0.00 

0.00 

0.00 

0.50 

0.49 

0.26 

0.022 

0.15 

0.16 







Command 

Younger Alluvium 

0.143 

1.18 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.00 

0.00 


Heengola 

0820000802469900 

16.161 

Fresh 

Jawai Dam 

Command 

Older Alluvium 

14.221 

2.45 

0.100 

0.12 

0.02 

0.00 

0.00 

0.00 

3.59 

3.63 

0.41 

0.065 

0.28 

0.28 





Saline 

Jawai Dam 

Command 

Older Alluvium 

1.940 

2.45 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.49 

0.49 

0.04 

0.009 

0.04 

0.04 


Jadri 

0820000902475500 

15.389 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

2.316 

3.62 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.12 

0.05 

0.012 

0.07 

0.11 


Jaitpura 

0818000202284200 

8.894 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.542 

0.31 

0.060 

0.06 

0.01 

0.00 

0.00 

0.00 

0.06 

0.06 

0.22 

0.002 

0.02 

0.02 





Saline 

Non-command 

Non-command 

Older Alluvium 

8.352 

0.31 

0.060 

0.04 

0.00 

0.00 

0.00 

0.01 

0.19 

0.18 

0.11 

0.030 

0.33 

0.35 


Jakhora 

0820000802473600 

22.834 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

3.202 

2.57 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.23 

0.23 

0.08 

0.015 

0.07 

0.07 


Jogawa 

0818000202284100 

14.174 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.241 

0.40 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.27 

0.26 

0.07 

0.036 

0.26 

0.27 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.933 

0.40 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.03 

0.014 

0.10 

0.10 


Jogni Khera 

0818000202282000 

3.237 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.237 

0.43 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.08 

0.012 

0.36 

0.39 


Jora 

0818000202287000 

13.892 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.109 

0.58 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.10 

0.000 

0.00 

0.00 






Jawai Dam 

Command 

Older Alluvium 

13.708 

0.58 

0.060 

0.04 

0.00 

0.00 

0.00 

0.02 

0.50 

0.49 

0.10 

0.049 

0.32 

0.33 







Command 

Younger Alluvium 

0.075 

0.58 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kamba 

0818000202284300 

28.096 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.278 

0.23 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.19 

0.18 

0.12 

0.040 

0.14 

0.15 





Saline 

Non-command 

Non-command 

Older Alluvium 

16.097 

0.23 

0.060 

0.03 

0.00 

0.00 

0.00 

0.01 

0.24 

0.23 

0.06 

0.057 

0.20 

0.21 


Kawla 

0818000202282700 

35.836 

Saline 

Non-command 

Non-command 

Older Alluvium 

16.925 

1.96 

0.060 

0.03 

0.00 

0.00 

0.00 

0.01 

2.02 

1.98 

0.05 

0.060 

0.16 

0.16 


Kawrada 

0818000202283400 

8.492 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.246 

1.39 

0.060 

0.07 

0.01 

0.00 

0.00 

0.00 

0.58 

0.57 

0.26 

0.022 

0.24 

0.25 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.246 

1.39 

0.060 

0.04 

0.01 

0.00 

0.00 

0.00 

0.22 

0.21 

0.14 

0.008 

0.09 

0.09 


Keral 

0818000202283100 

4.197 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.946 

1.61 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.11 

0.09 

0.003 

0.07 

0.07 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.251 

1.61 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.33 

0.33 

0.05 

0.012 

0.25 

0.25 


Khambi 

0818000202280600 

17.941 

Saline 

Non-command 

Non-command 

Older Alluvium 

17.434 

0.96 

0.060 

0.02 

0.00 

0.00 

0.00 

0.01 

1.02 

0.91 

0.00 

0.062 

0.35 

0.39 


Khandap 

0817000402169100 

16.054 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.017 

0.87 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khangri 

0820000802470300 

3.530 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.541 

1.46 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.06 

0.13 

0.007 

0.15 

0.20 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.888 

1.46 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.07 

0.004 

0.09 

0.11 


Khara 

0818000202286100 

11.809 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.533 

0.46 

0.060 

0.09 

0.00 

0.00 

0.00 

0.01 

0.40 

0.38 

0.31 

0.041 

0.35 

0.37 


Kheemara 

0820000802470100 

11.910 

Fresh 

Jawai Dam 

Command 

Older Alluvium 

1.373 

2.01 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.30 

0.28 

0.07 

0.006 

0.04 

0.04 







Command 

Phyllite & Schist 

3.767 

2.01 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.19 

0.18 

0.16 

0.017 

0.11 

0.12 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.177 

2.01 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.46 

0.44 

0.08 

0.010 

0.06 

0.07 







Non-command 

Phyllite & Schist 

0.407 

2.01 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.002 

0.01 

0.01 






Jawai Dam 

Command 

Older Alluvium 

3.224 

2.01 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.69 

0.66 

0.13 

0.015 

0.10 

0.10 







Command 

Phyllite & Schist 

0.960 

2.01 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.03 

0.004 

0.03 

0.03 


Khejariya 

0820000802469500 

6.350 

Fresh 

Jawai Dam 

Command 

Older Alluvium 

6.350 

1.99 

0.100 

0.01 

0.00 

0.00 

0.00 

0.01 

1.27 

1.25 

0.00 

0.029 

0.31 

0.31 


Khera Dhanari 

0818000202278700 

8.332 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.057 

0.87 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

4.877 

0.87 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.23 

0.01 

0.017 

0.21 

0.24 


Khindara Gaon 

0820000802471900 

15.269 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

13.460 

3.45 

0.025 

0.10 

0.02 

0.00 

0.00 

0.01 

1.23 

0.91 

0.33 

0.062 

0.40 

0.54 


Khiwandi 

0820000802471700 

42.430 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.210 

2.54 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.01 

0.001 

0.00 

0.00 







Non-command 

Phyllite & Schist 

12.529 

2.54 

0.020 

0.16 

0.02 

0.00 

0.00 

0.00 

0.78 

0.77 

0.58 

0.058 

0.11 

0.11 






Jawai Dam 

Command 

Older Alluvium 

2.667 

2.54 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.71 

0.70 

0.16 

0.012 

0.02 

0.02 







Command 

Phyllite & Schist 

4.272 

2.54 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.26 

0.26 

0.19 

0.020 

0.04 

0.04 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.12 

0.40 

386.55 

0.48 

0.01 

0.48 

0.04 

0.36 

0.05 

0.0100 

- 

- 

0.012 

0.022 

0.069 

0.554 

0.028 

0.526 

0.103 

19.61 

Safe 

Bithiya 

082000080247120C 

0.18 

0.04 

1,734.14 

0.04 

0.01 

0.05 

0.01 

0.07 

0.00 

0.0100 

- 

- 

0.009 

0.019 

0.024 

0.074 

0.004 

0.070 

0.146 

208.86 

Over Exploited 



0.18 

0.26 

592.63 

0.31 

0.02 

0.32 

0.02 

0.19 

0.03 

0.0400 

0.0330 

0.0529 

0.009 

0.135 

0.168 

0.490 

0.025 

0.466 

0.398 

85.52 

Semi Critical 

Bithura 

0818000202286700 

0.12 

0.19 

109.04 

0.22 

0.01 

0.23 

0.03 

0.27 

0.02 

0.0400 

- 

- 

0.009 

0.049 

0.071 

0.302 

0.015 

0.287 

0.385 

134.37 

Over Exploited 



0.15 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.03 

620.16 

0.03 

0.00 

0.04 

0.01 

0.10 

0.00 

0.0400 

0.0067 

0.0081 

0.003 

0.057 

0.061 

0.096 

0.005 

0.091 

0.371 

406.50 

Over Exploited 

Chandrai 

0818000202283700 

0.12 

0.00 

3,045.21 

0.00 

0.01 

0.02 

0.00 

0.03 

0.00 

0.0200 

- 

- 

0.004 

0.025 

0.025 

0.042 

0.002 

0.040 

0.153 

385.57 

Over Exploited 



0.12 

0.60 

80.72 

0.73 

0.02 

0.74 

0.04 

0.34 

0.07 

0.0200 

0.0880 

0.1060 

0.013 

0.227 

0.301 

1.045 

0.052 

0.993 

0.208 

20.96 

Safe 

Charli 

0818000202286200 

0.12 

0.06 

194.95 

0.07 

0.00 

0.07 

0.01 

0.13 

0.01 

- 

- 

- 

0.005 

0.005 

0.012 

0.083 

0.004 

0.079 

0.134 

169.25 

Over Exploited 

Chhangari 

0818000202281700 

0.12 

0.14 

84.98 

0.17 

0.00 

0.17 

0.02 

0.19 

0.02 

- 

- 

- 

0.002 

0.002 

0.018 

0.184 

0.009 

0.175 

0.032 

18.17 

Safe 

Choonda 

0818000202280000 

0.12 

0.06 

295.79 

0.07 

0.01 

0.08 

0.01 

0.11 

0.01 

- 

- 

- 

0.014 

0.014 

0.020 

0.097 

0.005 

0.092 

0.025 

26.93 

Safe 

Daulatpura 

0820000802469100 

0.18 

0.36 

161.20 

0.43 

0.02 

0.45 

0.03 

0.37 

- 

0.0200 

- 

- 

0.010 

0.030 

0.030 

0.476 

0.024 

0.452 

0.246 

54.34 

Safe 



0.10 

0.00 

3,056.52 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.009 

4,771.51 

Over Exploited 

Dayalpura 1 

0818000202286300 

0.12 

0.19 

(16.39) 

0.16 

0.00 

0.16 

0.03 

0.25 

0.02 

- 

- 

- 

0.007 

0.007 

0.028 

0.189 

0.009 

0.179 

0.124 

68.95 

Safe 

Dayalpura-li 

0818000202287200 

0.12 

0.03 

88.57 

0.04 

0.00 

0.04 

0.01 

0.14 

0.00 

- 

- 

- 

0.002 

0.002 

0.005 

0.042 

0.002 

0.040 

0.027 

68.54 

Safe 

Dhana 

0820000802469000 

0.18 

0.01 

1,842.41 

0.01 

- 

0.01 

0.00 

0.04 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.063 

385.93 

Over Exploited 

Doodiya 

0818000202282100 

0.12 

0.29 

(37.74) 

0.23 

0.00 

0.24 

0.04 

0.40 

0.03 

0.0100 

- 

- 

0.006 

0.016 

0.049 

0.288 

0.014 

0.274 

0.100 

36.68 

Safe 

Dujana 

0820000802470900 

0.10 

0.14 

156,647.22 

0.16 

0.01 

0.17 

0.02 

0.15 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.214 

0.011 

0.203 

0.377 

185.39 

Over Exploited 



0.18 

0.00 

25,759.90 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0020 

0.0033 

- 

0.005 

0.005 

0.006 

0.000 

0.006 

0.026 

456.98 

Over Exploited 



0.10 

0.30 

239.55 

0.36 

0.02 

0.38 

0.02 

0.22 

- 

0.0500 

0.0589 

0.0946 

- 

0.204 

0.204 

0.584 

0.029 

0.555 

0.543 

97.92 

Critical 

Gogra 

0820000802469700 

0.18 

0.60 

285.13 

0.72 

0.01 

0.73 

0.04 

0.34 

0.08 

0.0200 

0.0729 

0.0702 

0.009 

0.172 

0.250 

0.981 

0.049 

0.932 

0.135 

14.45 

Safe 

Gura Balotan 

0818000202286600 

0.12 

0.02 

- 

0.02 

0.00 

0.02 

0.01 

0.10 

0.00 

0.0100 

- 

- 

0.002 

0.012 

0.014 

0.036 

0.004 

0.033 

0.261 

801.67 

Over Exploited 

Guraindrapura 

0818000202282800 

0.12 

0.01 

1,816.17 

0.01 

0.00 

0.01 

0.01 

0.05 

0.00 

0.0300 

0.0051 

0.0061 

0.002 

0.043 

0.044 

0.057 

0.003 

0.055 

0.314 

574.58 

Over Exploited 



0.12 

0.04 

585.54 

0.05 

- 

0.05 

0.01 

0.10 

0.00 

0.0200 

- 

- 

- 

0.020 

0.025 

0.071 

0.004 

0.067 

0.171 

254.25 

Over Exploited 



0.12 

0.19 

183.84 

0.23 

0.01 

0.24 

0.02 

0.21 

0.02 

0.0200 

0.0222 

0.0267 

0.011 

0.080 

0.104 

0.340 

0.017 

0.323 

0.188 

58.17 

Safe 

Gurarama 

0818000202282200 

0.12 

0.69 

(32.54) 

0.55 

0.02 

0.57 

0.04 

0.39 

0.08 

0.0200 

- 

- 

0.013 

0.033 

0.112 

0.686 

0.034 

0.651 

0.218 

33.48 

Safe 

Guriya 

0820000802471000 

0.10 

0.00 

8,870.69 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

0.002 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

14.23 

Safe 



0.10 

0.14 

141.89 

0.17 

0.01 

0.18 

0.04 

0.36 

0.02 

0.0300 

0.0176 

0.0282 

0.002 

0.077 

0.095 

0.277 

0.014 

0.263 

0.289 

110.15 

Over Exploited 

Hariyali 

0818000202288800 

0.12 

0.12 

325.36 

0.14 

0.01 

0.15 

0.02 

0.17 

0.01 

0.0300 

0.0248 

0.0397 

0.005 

0.099 

0.114 

0.266 

0.013 

0.253 

0.286 

113.07 

Over Exploited 



0.15 

0.00 

21,919.74 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0006 

0.0009 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.001 

33.40 

Safe 

Heengola 

0820000802469900 

0.18 

0.71 

409.20 

0.86 

0.02 

0.88 

0.03 

0.31 

0.09 

0.0500 

0.0565 

0.0906 

- 

0.197 

0.285 

1.161 

0.058 

1.103 

0.473 

42.93 

Safe 



0.18 

0.01 

3,604.20 

0.02 

- 

0.02 

0.00 

0.04 

0.00 

- 

0.0077 

0.0124 

- 

0.020 

0.022 

0.038 

0.002 

0.036 

0.051 

142.30 

Over Exploited 

Jadri 

0820000902475500 

0.12 

0.02 

303,898.52 

0.02 

- 

0.02 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.033 

0.002 

0.031 

0.059 

188.95 

Over Exploited 

Jaitpura 

0818000202284200 

0.12 

0.00 

3,925.86 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

0.0200 

- 

- 

- 

0.020 

0.020 

0.032 

0.002 

0.030 

0.220 

726.73 

Over Exploited 



0.12 

0.33 

(45.94) 

0.27 

0.01 

0.27 

0.04 

0.37 

0.04 

0.0100 

- 

- 

0.009 

0.019 

0.057 

0.330 

0.017 

0.314 

0.142 

45.16 

Safe 

Jakhora 

0820000802473600 

0.12 

0.03 

781.77 

0.03 

- 

0.03 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.041 

0.002 

0.039 

0.091 

233.78 

Over Exploited 

Jogawa 

0818000202284100 

0.12 

0.31 

(17.16) 

0.26 

0.00 

0.26 

0.03 

0.29 

0.04 

- 

- 

- 

0.002 

0.002 

0.039 

0.300 

0.015 

0.285 

0.102 

35.91 

Safe 



0.12 

0.05 

107.38 

0.06 

0.00 

0.06 

0.01 

0.11 

0.01 

- 

- 

- 

0.005 

0.005 

0.010 

0.069 

0.003 

0.065 

0.048 

73.57 

Semi Critical 

Jogni Khera 

0818000202282000 

0.12 

0.14 

(32.39) 

0.11 

0.00 

0.11 

0.04 

0.40 

0.02 

0.0100 

- 

- 

0.004 

0.014 

0.030 

0.143 

0.007 

0.136 

0.096 

70.46 

Semi Critical 

Jora 

0818000202287000 

0.12 

0.00 

97,284.24 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.012 

0.001 

0.011 

0.103 

914.34 

Over Exploited 



0.12 

0.52 

(6.68) 

0.49 

0.02 

0.50 

0.04 

0.36 

0.06 

0.0100 

0.0544 

0.0873 

0.023 

0.175 

0.239 

0.742 

0.037 

0.705 

0.152 

21.52 

Safe 



0.15 

0.00 

21,234.97 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0005 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Kamba 

0818000202284300 

0.12 

0.19 

(5.36) 

0.18 

0.00 

0.18 

0.02 

0.16 

0.02 

- 

- 

- 

0.002 

0.002 

0.024 

0.208 

0.010 

0.197 

0.159 

80.59 

Semi Critical 



0.12 

0.39 

(42.32) 

0.32 

0.01 

0.33 

0.02 

0.23 

0.05 

- 

- 

- 

0.015 

0.015 

0.061 

0.386 

0.019 

0.367 

0.118 

32.25 

Safe 

Kawla 

0818000202282700 

0.12 

0.32 

514.75 

0.39 

0.01 

0.39 

0.02 

0.18 

0.04 

0.0100 

- 

- 

0.011 

0.021 

0.058 

0.452 

0.023 

0.429 

0.113 

26.37 

Safe 

Kawrada 

0818000202283400 

0.12 

0.18 

212.61 

0.22 

0.01 

0.23 

0.03 

0.27 

0.02 

0.0300 

- 

- 

0.001 

0.031 

0.053 

0.280 

0.014 

0.266 

0.282 

106.05 

Over Exploited 



0.12 

0.02 

805.01 

0.03 

0.01 

0.04 

0.01 

0.10 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.061 

0.003 

0.058 

0.143 

247.23 

Over Exploited 

Keral 

0818000202283100 

0.12 

0.01 

1,226.45 

0.01 

0.00 

0.01 

0.01 

0.08 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.012 

0.022 

0.001 

0.021 

0.089 

420.10 

Over Exploited 



0.12 

0.10 

237.78 

0.12 

0.00 

0.12 

0.03 

0.28 

0.01 

0.0100 

- 

- 

0.001 

0.011 

0.023 

0.141 

0.007 

0.134 

0.057 

42.28 

Safe 

Khambi 

0818000202280600 

0.12 

0.73 

24.61 

0.87 

0.01 

0.88 

0.04 

0.39 

0.08 

- 

- 

- 

0.008 

0.008 

0.090 

0.969 

0.048 

0.920 

0.062 

6.74 

Safe 

Khandap 

0817000402169100 

0.15 

0.00 

101,442.76 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khangri 

0820000802470300 

0.10 

0.02 

149.01 

0.03 

0.01 

0.04 

0.02 

0.17 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.058 

0.003 

0.056 

0.141 

253.95 

Over Exploited 



0.10 

0.01 

359.37 

0.01 

- 

0.01 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.019 

0.001 

0.018 

0.071 

384.57 

Over Exploited 

Khara 

0818000202286100 

0.12 

0.48 

(21.09) 

0.38 

0.01 

0.39 

0.04 

0.39 

0.06 

0.0100 

- 

- 

0.016 

0.026 

0.081 

0.476 

0.024 

0.452 

0.355 

78.48 

Semi Critical 

Kheemara 

0820000802470100 

0.18 

0.01 

2,728.07 

0.01 

- 

0.01 

0.00 

0.04 

- 

0.0100 

0.0055 

0.0088 

- 

0.024 

0.024 

0.036 

0.002 

0.034 

0.078 

227.33 

Over Exploited 



0.10 

0.04 

337.30 

0.05 

0.01 

0.06 

0.01 

0.12 

- 

0.0200 

0.0150 

0.0240 

- 

0.059 

0.059 

0.119 

0.006 

0.113 

0.180 

158.92 

Over Exploited 



0.18 

0.03 

1,639.11 

0.03 

- 

0.03 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.040 

0.002 

0.038 

0.094 

245.40 

Over Exploited 



0.10 

0.00 

3,096.38 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.019 

3,370.48 

Over Exploited 



0.18 

0.06 

1,092.66 

0.07 

- 

0.07 

0.01 

0.11 

- 

0.0100 

0.0128 

0.0205 

- 

0.043 

0.043 

0.110 

0.005 

0.104 

0.141 

135.03 

Over Exploited 



0.10 

0.00 

1,607.06 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0038 

0.0061 

- 

0.010 

0.010 

0.013 

0.001 

0.013 

0.038 

306.90 

Over Exploited 

Khejariya 

0820000802469500 

0.18 

0.35 

258.43 

0.42 

0.01 

0.43 

0.04 

0.35 

0.05 

- 

0.0420 

0.0405 

0.009 

0.091 

0.136 

0.562 

0.028 

0.534 

0.029 

5.47 

Safe 

Khera Dhanari 

0818000202278700 

0.12 

0.00 

15,799.11 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.017 

84,325.04 

Over Exploited 



0.12 

0.12 

90.76 

0.15 

0.00 

0.15 

0.02 

0.23 

0.01 

- 

- 

- 

0.002 

0.002 

0.015 

0.161 

0.008 

0.153 

0.025 

16.54 

Safe 

Khindara Gaon 

0820000802471900 

0.12 

0.64 

41.43 

0.77 

0.03 

0.80 

0.04 

0.44 

- 

0.0600 

- 

- 

0.010 

0.070 

0.070 

0.867 

0.043 

0.824 

0.390 

47.32 

Safe 

Khiwandi 

0820000802471700 

0.18 

0.00 

75,728.76 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.013 

16,271.74 

Over Exploited 



0.10 

0.14 

########## 

0.16 

0.02 

0.18 

0.01 

0.12 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.253 

0.013 

0.241 

0.641 

266.33 

Over Exploited 



0.18 

0.01 

6,130.19 

0.01 

0.01 

0.02 

0.00 

0.03 

- 

0.0200 

0.0106 

0.0170 

- 

0.048 

0.048 

0.071 

0.004 

0.068 

0.172 

254.88 

Over Exploited 



0.10 

0.02 

1,488.47 

0.02 

0.01 

0.03 

0.00 

0.04 

- 

0.0200 

0.0170 

0.0272 

- 

0.064 

0.064 

0.094 

0.005 

0.089 

0.214 

240.52 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Kishangarh 

081800020228010C 

6.429 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.387 

1.18 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.02 

0.02 


Korana 

0818000202278400 

15.852 

Saline 

Non-command 

Non-command 

Older Alluvium 

13.063 

-0.42 

0.060 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.046 

0.29 

0.34 


Koselao 

0820000802470000 

30.970 

Fresh 

Jawai Dam 

Command 

Older Alluvium 

21.637 

2.48 

0.100 

0.30 

0.04 

0.00 

0.00 

0.00 

5.63 

5.80 

1.07 

0.099 

0.24 

0.23 







Command 

Phyllite & Schist 

3.294 

2.48 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.19 

0.20 

0.13 

0.015 

0.04 

0.03 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.841 

2.48 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.23 

0.03 

0.004 

0.01 

0.01 






Jawai Dam 

Command 

Older Alluvium 

5.197 

2.48 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

1.33 

1.37 

0.18 

0.024 

0.06 

0.05 


Kotra 

0818000202281800 

11.338 

Saline 

Non-command 

Non-command 

Older Alluvium 

11.298 

0.50 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.35 

0.33 

0.02 

0.040 

0.36 

0.38 


Maheshpura 

0818000202279900 

7.320 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.329 

0.93 

0.060 

0.02 

0.00 

0.00 

0.00 

0.01 

0.25 

0.23 

0.04 

0.015 

0.20 

0.22 


Malpura 

0818000202289000 

8.280 

Fresh 

Jawai Dam 

Command 

Older Alluvium 

4.104 

0.91 

0.060 

0.06 

0.01 

0.00 

0.00 

0.00 

0.27 

0.27 

0.20 

0.015 

0.16 

0.16 







Command 

Younger Alluvium 

2.104 

0.91 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.22 

0.22 

0.17 

0.007 

0.08 

0.08 


Mandla 

0818000202284000 

12.505 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.505 

0.46 

0.060 

0.01 

0.00 

0.00 

0.00 

0.01 

0.34 

0.33 

0.00 

0.044 

0.35 

0.36 


Manpura 

0818000202283300 

2.774 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.774 

1.05 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.19 

0.07 

0.010 

0.32 

0.33 


Moolewa 

0818000202279800 

8.388 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.788 

1.25 

0.060 

0.02 

0.00 

0.00 

0.00 

0.01 

0.59 

0.55 

0.04 

0.028 

0.32 

0.34 


Moroo 

0818000202287100 

4.185 

Fresh 

Jawai Dam 

Command 

Older Alluvium 

0.000 

-0.51 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Younger Alluvium 

1.171 

-0.51 

0.100 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.50 

0.004 

0.09 

0.09 


Narwana 

0818000202283200 

7.813 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.932 

0.99 

0.060 

0.04 

0.01 

0.00 

0.00 

0.00 

0.14 

0.14 

0.16 

0.007 

0.08 

0.08 






Jawai Dam 

Command 

Older Alluvium 

5.882 

0.99 

0.060 

0.05 

0.01 

0.00 

0.00 

0.00 

0.39 

0.38 

0.16 

0.021 

0.24 

0.24 


Nawa Khera 

0820000802469600 

13.922 

Fresh 

Jawai Dam 

Command 

Older Alluvium 

13.922 

1.45 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

2.05 

2.03 

0.08 

0.064 

0.31 

0.31 


Netra 

0820000802472000 

9.951 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

2.343 

3.11 

0.025 

0.03 

0.01 

0.00 

0.00 

0.00 

0.20 

0.20 

0.09 

0.011 

0.11 

0.11 


Nimbla 

0818000202280200 

21.402 

Saline 

Non-command 

Non-command 

Older Alluvium 

11.678 

0.78 

0.060 

0.02 

0.00 

0.00 

0.00 

0.01 

0.56 

0.51 

0.02 

0.042 

0.19 

0.21 


Nosra 

0818000202280500 

31.414 

Saline 

Non-command 

Non-command 

Older Alluvium 

26.427 

0.53 

0.060 

0.07 

0.01 

0.00 

0.00 

0.02 

0.88 

0.75 

0.15 

0.094 

0.30 

0.35 


Padarli 

0818000202286900 

27.325 

Fresh 

Jawai Dam 

Command 

Older Alluvium 

27.325 

1.52 

0.060 

0.06 

0.00 

0.00 

0.00 

0.02 

2.53 

2.50 

0.12 

0.097 

0.31 

0.31 


Palasiya 

0818000202290100 

6.446 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.324 

1.47 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.001 

0.02 

0.02 






Jawai Dam 

Command 

Older Alluvium 

0.507 

1.47 

0.060 

0.07 

0.01 

0.00 

0.00 

0.00 

0.10 

0.10 

0.30 

0.002 

0.02 

0.03 


Panchota 

0818000202283500 

14.681 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.743 

0.90 

0.060 

0.13 

0.02 

0.00 

0.00 

0.01 

0.63 

0.60 

0.49 

0.035 

0.22 

0.23 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.817 

0.90 

0.060 

0.07 

0.01 

0.00 

0.00 

0.00 

0.26 

0.25 

0.25 

0.014 

0.09 

0.09 


Paota 

0818000202289600 

9.930 

Fresh 

Jawai Dam 

Command 

Older Alluvium 

3.672 

1.62 

0.060 

0.06 

0.01 

0.00 

0.00 

0.00 

0.41 

0.40 

0.24 

0.013 

0.11 

0.12 


Parakhiya 

0820000802473700 

11.605 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

8.056 

4.32 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.90 

0.70 

0.08 

0.037 

0.33 

0.42 


Pawa 

0820000802469400 

38.926 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.222 

2.87 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.01 

0.001 

0.00 

0.00 






Jawai Dam 

Command 

Older Alluvium 

16.896 

2.87 

0.100 

0.20 

0.01 

0.00 

0.00 

0.00 

5.03 

5.08 

0.70 

0.078 

0.14 

0.14 





Saline 

Non-command 

Non-command 

Older Alluvium 

12.185 

2.87 

0.100 

0.11 

0.00 

0.00 

0.00 

0.00 

3.60 

3.63 

0.36 

0.056 

0.10 

0.10 






Jawai Dam 

Command 

Older Alluvium 

6.428 

2.87 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

1.90 

1.92 

0.19 

0.030 

0.05 

0.05 


Pechawa 

0820000802468500 

12.636 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.907 

1.15 

0.100 

0.06 

0.00 

0.00 

0.00 

0.01 

0.96 

0.93 

0.19 

0.036 

0.22 

0.23 


Pratap Garh 

0818000202283600 

15.144 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.377 

0.95 

0.060 

0.05 

0.00 

0.00 

0.00 

0.00 

0.64 

0.62 

0.13 

0.037 

0.22 

0.23 






Jawai Dam 

Command 

Older Alluvium 

4.633 

0.95 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.30 

0.29 

0.13 

0.016 

0.10 

0.10 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.134 

0.95 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.07 

0.000 

0.00 

0.00 


Raithal 

0818000202281100 

61.668 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.292 

0.82 

0.060 

0.01 

0.00 

0.00 

0.00 

0.01 

0.36 

0.29 

0.00 

0.026 

0.04 

0.05 


Rajpura 

0820000802469800 

12.140 

Fresh 

Jawai Dam 

Command 

Older Alluvium 

12.140 

2.59 

0.100 

0.07 

0.01 

0.00 

0.00 

0.01 

3.20 

3.17 

0.22 

0.056 

0.30 

0.31 


Rasiyawas 

0818000202289900 

6.534 

Fresh 

Jawai Dam 

Command 

Older Alluvium 

0.398 

1.57 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.05 

0.001 

0.02 

0.02 


Rasiyawas Khurd 

0818000202290000 

1.445 

Fresh 

Jawai Dam 

Command 

Older Alluvium 

1.445 

1.68 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.16 

0.07 

0.005 

0.31 

0.31 


Rodala 

0818000202282900 

12.489 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.109 

0.33 

0.060 

0.09 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.35 

0.000 

0.00 

0.00 






Jawai Dam 

Command 

Older Alluvium 

8.493 

0.33 

0.060 

0.10 

0.00 

0.00 

0.00 

0.01 

0.26 

0.26 

0.35 

0.030 

0.21 

0.22 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.013 

0.33 

0.060 

0.05 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.18 

0.004 

0.03 

0.03 






Jawai Dam 

Command 

Older Alluvium 

2.874 

0.33 

0.060 

0.05 

0.00 

0.00 

0.00 

0.00 

0.11 

0.11 

0.18 

0.010 

0.07 

0.07 


Rojiyon Ki Dhani 

0817000402168900 

12.198 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.902 

1.03 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.17 

0.00 

0.012 

0.08 

0.11 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.239 

1.03 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.01 

0.01 


Rojra 

0820000802472100 

16.328 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.945 

3.18 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.02 

0.004 

0.03 

0.03 


Rundmal Ki Dhani 

0818000202279700 

13.534 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.402 

1.20 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.16 

0.01 

0.009 

0.06 

0.07 


Samooja 

0818000202284500 

23.280 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.315 

0.50 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.002 

0.00 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.240 

0.50 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.03 

0.006 

0.02 

0.02 


Sandan 

0818000202280900 

8.045 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.117 

0.13 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.011 

0.14 

0.17 


Sanderao 

0820000802470800 

54.797 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

17.621 

2.37 

0.020 

0.12 

0.01 

0.00 

0.00 

0.00 

0.95 

0.67 

0.36 

0.081 

0.11 

0.16 







Non-command 

Erinpura Granite 

4.043 

2.37 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.26 

0.18 

0.07 

0.019 

0.03 

0.04 






Jawai Dam 

Command 

Phyllite & Schist 

21.282 

2.37 

0.020 

0.14 

0.02 

0.00 

0.00 

0.00 

1.13 

0.80 

0.42 

0.098 

0.14 

0.20 


Sankhwali 

0818000202282300 

32.595 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.856 

0.49 

0.060 

0.08 

0.00 

0.00 

0.00 

0.00 

0.19 

0.18 

0.31 

0.014 

0.04 

0.04 





Saline 

Non-command 

Non-command 

Older Alluvium 

28.740 

0.49 

0.060 

0.07 

0.00 

0.00 

0.00 

0.02 

0.90 

0.84 

0.16 

0.102 

0.31 

0.33 


Sarana 

0818000202281500 

25.531 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.662 

1.98 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.57 

0.46 

0.06 

0.017 

0.07 

0.08 


Sarwari 

0817000402169300 

35.053 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.158 

0.01 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 


Sindroo 

0820000802471800 

26.130 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.679 

2.99 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.50 

0.36 

0.15 

0.035 

0.12 

0.16 







Non-command 

Erinpura Granite 

17.926 

2.99 

0.025 

0.11 

0.02 

0.00 

0.00 

0.00 

1.43 

1.02 

0.33 

0.082 

0.27 

0.38 


Sugaliya Balotan 

0818000202289300 

9.823 

Fresh 

Jawai Dam 

Command 

Older Alluvium 

7.085 

1.41 

0.060 

0.05 

0.01 

0.00 

0.00 

0.00 

0.63 

0.63 

0.15 

0.025 

0.22 

0.22 


Sugaliya Jodha 

0818000202278300 

10.269 

Saline 

Non-command 

Non-command 

Older Alluvium 

10.223 

-0.52 

0.060 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.036 

0.36 

0.42 


Sugaliya Sindhian 

0818000202282600 

11.242 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.741 

1.55 

0.060 

0.02 

0.00 

0.00 

0.00 

0.01 

0.74 

0.71 

0.03 

0.028 

0.23 

0.24 


Takhatgarh (M) 

0820000842008000 

35.925 

Fresh 

Jawai Dam 

Command 

Older Alluvium 

35.925 

1.94 

0.100 

1.10 

0.05 

0.00 

0.00 

0.08 

7.93 

7.84 

1.36 

2.312 

0.30 

0.31 


Tarwara 

0818000202282400 

18.487 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.130 

0.96 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.09 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

17.189 

0.96 

0.060 

0.03 

0.00 

0.00 

0.00 

0.01 

1.01 

0.95 

0.05 

0.061 

0.32 

0.34 


Thoomba 

0818000202286800 

4.947 

Fresh 

Jawai Dam 

Command 

Older Alluvium 

4.947 

1.35 

0.060 

0.02 

0.00 

0.00 

0.00 

0.01 

0.42 

0.41 

0.07 

0.018 

0.32 

0.32 


Thoomba Ka Goliya 

0818000202278600 

6.037 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.598 

0.21 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.11 

0.009 

0.15 

0.18 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Kishangarh 

0818000202280100 

0.12 

0.00 

2,466.15 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

0.000 

0.000 

0.001 

0.002 

0.000 

0.002 

0.001 

73.87 

Semi Critical 

Korana 

0818000202278400 

0.12 

0.46 

- 

0.46 

0.01 

0.47 

0.03 

0.33 

0.05 

0.0400 

- 

- 

0.005 

0.045 

0.096 

0.568 

0.057 

0.511 

0.432 

84.66 

Semi Critical 

Koselao 

0820000802470000 

0.18 

0.92 

533.66 

1.10 

0.04 

1.14 

0.03 

0.26 

0.10 

0.1200 

0.0859 

0.1379 

- 

0.344 

0.448 

1.587 

0.079 

1.508 

1.167 

77.45 

Semi Critical 



0.10 

0.01 

1,591.96 

0.01 

0.01 

0.02 

0.00 

0.04 

0.00 

0.0200 

0.0131 

0.0210 

- 

0.054 

0.055 

0.080 

0.004 

0.076 

0.149 

197.25 

Over Exploited 



0.18 

0.00 

16,187.84 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.029 

1,671.78 

Over Exploited 



0.18 

0.05 

2,494.24 

0.06 

0.01 

0.07 

0.01 

0.06 

0.01 

0.0200 

0.0206 

0.0331 

- 

0.074 

0.080 

0.153 

0.008 

0.145 

0.200 

137.43 

Over Exploited 

Kotra 

0818000202281800 

0.12 

0.48 

(32.11) 

0.39 

0.00 

0.39 

0.04 

0.40 

0.06 

- 

- 

- 

0.007 

0.007 

0.062 

0.453 

0.023 

0.430 

0.057 

13.29 

Safe 

Maheshpura 

0818000202279900 

0.12 

0.11 

119.03 

0.13 

0.01 

0.14 

0.02 

0.23 

0.01 

- 

- 

- 

0.019 

0.019 

0.031 

0.170 

0.009 

0.162 

0.057 

35.49 

Safe 

Malpura 

0818000202289000 

0.12 

0.08 

247.97 

0.09 

0.01 

0.11 

0.02 

0.18 

0.01 

0.0200 

0.0163 

0.0261 

0.006 

0.069 

0.078 

0.184 

0.009 

0.175 

0.217 

123.82 

Over Exploited 



0.15 

0.03 

763.65 

0.03 

0.01 

0.04 

0.01 

0.09 

0.00 

0.0200 

0.0084 

0.0134 

0.002 

0.044 

0.047 

0.089 

0.004 

0.084 

0.174 

207.48 

Over Exploited 

Mandla 

0818000202284000 

0.12 

0.52 

(37.40) 

0.42 

0.01 

0.43 

0.04 

0.39 

0.06 

- 

- 

- 

0.014 

0.014 

0.075 

0.501 

0.025 

0.476 

0.044 

9.35 

Safe 

Manpura 

0818000202283300 

0.12 

0.11 

74.89 

0.13 

0.00 

0.13 

0.04 

0.36 

0.01 

0.0100 

- 

- 

0.005 

0.015 

0.028 

0.161 

0.008 

0.153 

0.076 

49.72 

Safe 

Moolewa 

0818000202279800 

0.12 

0.30 

85.34 

0.36 

0.01 

0.37 

0.04 

0.35 

0.03 

0.0100 

- 

- 

0.017 

0.028 

0.062 

0.430 

0.022 

0.409 

0.067 

16.33 

Safe 

Moroo 

0818000202287100 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.02 

- 

0.02 

0.01 

0.03 

0.01 

0.10 

0.00 

0.0200 

0.0031 

0.0037 

- 

0.027 

0.029 

0.055 

0.005 

0.049 

0.499 

1,012.82 

Over Exploited 

Narwana 

0818000202283200 

0.12 

0.02 

680.76 

0.02 

0.01 

0.03 

0.01 

0.09 

0.00 

0.0200 

- 

- 

0.002 

0.022 

0.024 

0.057 

0.003 

0.054 

0.162 

300.49 

Over Exploited 



0.12 

0.17 

126.53 

0.20 

0.01 

0.21 

0.03 

0.27 

0.02 

0.0200 

0.0233 

0.0375 

0.004 

0.085 

0.106 

0.321 

0.016 

0.305 

0.176 

57.75 

Safe 

Nawa Khera 

0820000802469600 

0.18 

0.77 

164.05 

0.92 

0.00 

0.92 

0.04 

0.35 

0.10 

0.0100 

0.0921 

0.0887 

0.007 

0.197 

0.297 

1.221 

0.061 

1.160 

0.148 

12.76 

Safe 

Netra 

0820000802472000 

0.12 

0.03 

545.36 

0.04 

0.01 

0.05 

0.01 

0.12 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.066 

0.003 

0.063 

0.103 

162.77 

Over Exploited 

Nimbla 

0818000202280200 

0.12 

0.27 

87.99 

0.32 

0.01 

0.33 

0.02 

0.21 

0.03 

- 

- 

- 

0.013 

0.013 

0.043 

0.374 

0.019 

0.356 

0.059 

16.46 

Safe 

Nosra 

0818000202280500 

0.12 

0.96 

(22.00) 

0.77 

0.03 

0.80 

0.03 

0.34 

- 

0.0200 

- 

- 

0.034 

0.054 

0.054 

0.853 

0.043 

0.810 

0.245 

30.23 

Safe 

Padarli 

0818000202286900 

0.12 

1.01 

146.29 

1.22 

0.02 

1.24 

0.04 

0.35 

0.13 

0.0200 

0.1808 

0.1741 

0.030 

0.405 

0.535 

1.771 

0.089 

1.683 

0.213 

12.67 

Safe 

Palasiya 

0818000202290100 

0.12 

0.00 

4,467.58 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.018 

1,485.51 

Over Exploited 



0.12 

0.00 

6,743.31 

0.00 

0.01 

0.01 

0.00 

0.03 

0.00 

0.0300 

0.0020 

0.0032 

0.001 

0.036 

0.036 

0.048 

0.002 

0.046 

0.299 

650.93 

Over Exploited 

Panchota 

0818000202283500 

0.12 

0.26 

130.12 

0.31 

0.03 

0.34 

0.03 

0.25 

0.03 

0.0500 

- 

- 

0.010 

0.060 

0.091 

0.431 

0.022 

0.409 

0.520 

126.96 

Over Exploited 



0.12 

0.04 

532.81 

0.05 

0.01 

0.06 

0.01 

0.10 

0.00 

0.0300 

- 

- 

0.001 

0.031 

0.036 

0.094 

0.005 

0.090 

0.263 

292.86 

Over Exploited 

Paota 

0818000202289600 

0.12 

0.05 

696.56 

0.06 

0.01 

0.07 

0.01 

0.13 

0.01 

0.0300 

0.0146 

0.0234 

0.003 

0.071 

0.077 

0.149 

0.007 

0.142 

0.248 

174.88 

Over Exploited 

Parakhiya 

0820000802473700 

0.12 

0.32 

122.12 

0.38 

- 

0.38 

0.03 

0.36 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.391 

0.020 

0.371 

0.113 

30.45 

Safe 

Pawa 

0820000802469400 

0.18 

0.00 

86,396.74 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.013 

13,995.49 

Over Exploited 



0.18 

0.43 

1,081.86 

0.52 

0.01 

0.53 

0.02 

0.16 

0.05 

0.0800 

0.0447 

0.0538 

- 

0.179 

0.230 

0.755 

0.038 

0.718 

0.781 

108.80 

Over Exploited 



0.18 

0.22 

1,526.63 

0.27 

- 

0.27 

0.01 

0.11 

0.03 

0.0400 

- 

- 

- 

0.040 

0.067 

0.335 

0.017 

0.318 

0.414 

130.17 

Over Exploited 



0.18 

0.06 

2,987.01 

0.07 

- 

0.07 

0.01 

0.06 

0.01 

0.0200 

0.0170 

0.0205 

- 

0.058 

0.065 

0.140 

0.007 

0.133 

0.217 

163.37 

Over Exploited 

Pechawa 

0820000802468500 

0.18 

0.31 

196.96 

0.37 

0.01 

0.38 

0.02 

0.24 

- 

0.0200 

- 

- 

0.011 

0.031 

0.031 

0.413 

0.021 

0.392 

0.221 

56.40 

Safe 

Pratap Garh 

0818000202283600 

0.12 

0.28 

121.60 

0.34 

0.00 

0.34 

0.03 

0.25 

0.03 

0.0100 

- 

- 

0.004 

0.014 

0.048 

0.386 

0.019 

0.366 

0.169 

46.10 

Safe 



0.12 

0.06 

428.87 

0.07 

0.00 

0.07 

0.01 

0.11 

0.01 

0.0100 

0.0184 

0.0295 

0.000 

0.058 

0.065 

0.132 

0.007 

0.125 

0.148 

118.41 

Over Exploited 



0.12 

0.00 

56,061.45 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.011 

0.001 

0.011 

0.067 

625.13 

Over Exploited 

Raithal 

0818000202281100 

0.12 

0.04 

659.32 

0.05 

0.01 

0.05 

0.00 

0.05 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.058 

0.003 

0.055 

0.026 

47.00 

Safe 

Rajpura 

0820000802469800 

0.18 

0.67 

375.76 

0.80 

0.02 

0.82 

0.04 

0.34 

0.09 

0.0200 

0.0643 

0.0774 

0.012 

0.174 

0.260 

1.078 

0.054 

1.024 

0.272 

26.54 

Safe 

Rasiyawas 

0818000202289900 

0.12 

0.00 

5,022.73 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

0.0100 

0.0016 

0.0025 

- 

0.014 

0.014 

0.015 

0.001 

0.015 

0.051 

353.36 

Over Exploited 

Rasiyawas Khurd 

0818000202290000 

0.12 

0.05 

208.30 

0.06 

0.00 

0.06 

0.04 

0.35 

0.01 

0.0100 

0.0057 

0.0092 

0.000 

0.025 

0.032 

0.096 

0.005 

0.091 

0.071 

77.95 

Semi Critical 

Rodala 

0818000202282900 

0.12 

0.00 

254,556.54 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.0400 

- 

- 

- 

0.040 

0.040 

0.040 

0.002 

0.038 

0.350 

920.98 

Over Exploited 



0.12 

0.22 

18.93 

0.26 

0.01 

0.26 

0.03 

0.24 

0.03 

0.0400 

0.0225 

0.0271 

0.008 

0.098 

0.125 

0.390 

0.019 

0.370 

0.380 

102.67 

Over Exploited 



0.12 

0.00 

2,125.82 

0.00 

0.00 

0.00 

0.00 

0.03 

0.00 

0.0200 

- 

- 

0.000 

0.021 

0.021 

0.025 

0.001 

0.024 

0.183 

770.92 

Over Exploited 



0.12 

0.03 

322.67 

0.03 

- 

0.03 

0.01 

0.08 

0.00 

0.0200 

0.0076 

0.0092 

- 

0.037 

0.040 

0.070 

0.003 

0.066 

0.189 

284.80 

Over Exploited 

Rojiyon Ki Dhani 

0817000402168900 

0.15 

0.04 

391.69 

0.04 

- 

0.04 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.004 

0.047 

0.002 

0.044 

0.012 

26.11 

Safe 



0.15 

0.00 

5,871.05 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Rojra 

0820000802472100 

0.10 

0.00 

2,739.35 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.023 

829.51 

Over Exploited 

Rundmal Ki Dhani 

0818000202279700 

0.12 

0.02 

810.80 

0.02 

0.00 

0.02 

0.01 

0.07 

0.00 

- 

- 

- 

0.001 

0.001 

0.003 

0.025 

0.001 

0.023 

0.017 

70.86 

Semi Critical 

Samooja 

0818000202284500 

0.14 

0.00 

4,097.56 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.019 

7,001.73 

Over Exploited 



0.14 

0.00 

1,257.58 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.036 

877.74 

Over Exploited 

Sandan 

0818000202280900 

0.12 

0.05 

(66.56) 

0.04 

0.00 

0.05 

0.02 

0.16 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.050 

0.002 

0.047 

0.011 

23.53 

Safe 

Sanderao 

0820000802470800 

0.10 

0.20 

231,330.30 

0.24 

0.01 

0.25 

0.01 

0.13 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.293 

0.015 

0.278 

0.436 

156.86 

Over Exploited 



0.12 

0.01 

########## 

0.01 

- 

0.01 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.025 

0.001 

0.024 

0.086 

360.52 

Over Exploited 



0.10 

0.30 

169.93 

0.35 

0.02 

0.37 

0.01 

0.15 

- 

0.0500 

0.1127 

0.1356 

- 

0.298 

0.298 

0.673 

0.034 

0.639 

0.520 

81.31 

Semi Critical 

Sankhwali 

0818000202282300 

0.12 

0.02 

848.80 

0.02 

- 

0.02 

0.00 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.035 

0.002 

0.034 

0.321 

956.90 

Over Exploited 



0.12 

1.07 

(20.98) 

0.85 

0.02 

0.88 

0.04 

0.35 

0.12 

0.0100 

- 

- 

0.035 

0.045 

0.168 

1.046 

0.052 

0.993 

0.260 

26.20 

Safe 

Sarana 

0818000202281500 

0.12 

0.04 

1,133.34 

0.05 

- 

0.05 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.055 

0.003 

0.052 

0.078 

148.20 

Over Exploited 

Sarwari 

0817000402169300 

0.15 

0.00 

169.60 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Sindroo 

0820000802471800 

0.10 

0.09 

295.31 

0.11 

0.01 

0.12 

0.01 

0.13 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.148 

0.007 

0.140 

0.189 

134.78 

Over Exploited 



0.12 

0.59 

288,841.21 

0.70 

0.02 

0.72 

0.03 

0.30 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.784 

0.039 

0.745 

0.412 

55.35 

Safe 

Sugaliya Balotan 

0818000202289300 

0.12 

0.19 

233.02 

0.23 

0.01 

0.24 

0.03 

0.25 

0.02 

0.0200 

0.0281 

0.0451 

0.007 

0.101 

0.125 

0.365 

0.018 

0.347 

0.174 

50.23 

Safe 

Sugaliya Jodha 

0818000202278300 

0.12 

0.44 

- 

0.44 

0.01 

0.45 

0.04 

0.40 

0.05 

0.0200 

- 

- 

0.003 

0.023 

0.071 

0.520 

0.052 

0.468 

0.198 

42.41 

Safe 

Sugaliya Sindhian 

0818000202282600 

0.12 

0.22 

228.32 

0.26 

0.01 

0.26 

0.03 

0.26 

0.02 

- 

- 

- 

0.008 

0.008 

0.033 

0.297 

0.015 

0.282 

0.058 

20.37 

Safe 

Takhatgarh (M) 

0820000842008000 

0.18 

1.96 

299.23 

2.36 

0.13 

2.48 

0.04 

0.34 

0.26 

0.1500 

0.1902 

0.2289 

0.113 

0.683 

0.939 

3.422 

0.171 

3.251 

3.667 

112.81 

Over Exploited 

Tarwara 

0818000202282400 

0.12 

0.00 

69,830.21 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.010 

0.001 

0.010 

0.086 

905.69 

Over Exploited 



0.12 

0.65 

45.67 

0.78 

0.01 

0.79 

0.04 

0.35 

0.08 

0.0100 

- 

- 

0.017 

0.027 

0.104 

0.898 

0.045 

0.853 

0.106 

12.44 

Safe 

Thoomba 

0818000202286800 

0.12 

0.19 

117.98 

0.23 

0.01 

0.23 

0.04 

0.36 

0.02 

0.0100 

0.0327 

0.0315 

0.008 

0.082 

0.106 

0.336 

0.017 

0.319 

0.084 

26.18 

Safe 

Thoomba Ka Goliya 

0818000202278600 

0.12 

0.05 

10.93 

0.05 

- 

0.05 

0.02 

0.17 

0.01 

0.0100 

- 

- 

- 

0.010 

0.015 

0.068 

0.003 

0.064 

0.120 

186.56 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.651 

0.21 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.06 

0.006 

0.10 

0.11 


Ukarda 

0818000202283800 

5.824 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.037 

0.67 

0.060 

0.02 

0.00 

0.00 

0.00 

0.01 

0.22 

0.21 

0.05 

0.018 

0.29 

0.30 






Jawai Dam 

Command 

Older Alluvium 

0.787 

0.67 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.05 

0.003 

0.05 

0.05 


Ummaidpur 

0818000202287300 

6.387 

Fresh 

Jawai Dam 

Command 

Older Alluvium 

4.760 

0.62 

0.060 

0.05 

0.00 

0.00 

0.00 

0.00 

0.22 

0.22 

0.19 

0.017 

0.23 

0.24 







Command 

Younger Alluvium 

1.627 

0.62 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.12 

0.07 

0.006 

0.08 

0.08 


Valdara 

0818000202282500 

13.012 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.041 

1.53 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

12.971 

1.53 

0.060 

0.02 

0.00 

0.00 

0.00 

0.01 

1.20 

1.15 

0.00 

0.046 

0.34 

0.35 


Varni 

0818000202280400 

8.479 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.479 

0.15 

0.060 

0.05 

0.01 

0.00 

0.00 

0.01 

0.11 

0.10 

0.17 

0.030 

0.36 

0.41 


Vedana Kalan 

0818000202289100 

5.576 

Fresh 

Jawai Dam 

Command 

Older Alluvium 

5.110 

1.04 

0.060 

0.20 

0.03 

0.00 

0.00 

0.00 

0.49 

0.48 

0.76 

0.018 

0.28 

0.29 







Command 

Younger Alluvium 

0.461 

1.04 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.09 

0.002 

0.03 

0.03 


Vedana Khurd 

0818000202289200 

2.107 

Fresh 

Jawai Dam 

Command 

Older Alluvium 

2.107 

1.07 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.15 

0.09 

0.007 

0.31 

0.31 


Vedia 

0818000202281600 

19.909 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.998 

2.22 

0.060 

0.02 

0.00 

0.00 

0.00 

0.01 

1.08 

0.91 

0.06 

0.028 

0.15 

0.17 

11009086 

Akdara 

0820000802470700 

5.507 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.582 

1.96 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.21 

0.14 

0.14 

0.021 

0.29 

0.44 


Bagar 

0826000203069800 

19.242 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.063 

2.52 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bali (M) 

0820000942011000 

33.191 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

33.191 

1.70 

0.020 

1.03 

0.08 

0.00 

0.00 

0.02 

2.06 

1.33 

2.16 

1.500 

0.51 

0.79 


Bangri 

0820000802470200 

8.480 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.006 

2.23 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Barwa 

0820000902478000 

5.823 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.490 

1.54 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.02 

0.002 

0.04 

0.07 







Non-command 

Erinpura Granite 

5.333 

1.54 

0.020 

0.08 

0.00 

0.00 

0.00 

0.00 

0.24 

0.16 

0.27 

0.026 

0.47 

0.72 


Beejapur 

0820000902479800 

21.313 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

2.074 

2.60 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.14 

0.10 

0.16 

0.010 

0.05 

0.07 


Beerami 

0820000802470400 

27.724 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.294 

1.44 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.00 

0.01 


Beeroliya 

0820000902477400 

7.633 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

7.633 

5.65 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.92 

0.63 

0.23 

0.038 

0.50 

0.72 


Beesalpur 

0820000902477500 

43.495 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

15.594 

4.93 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

1.62 

1.27 

0.27 

0.077 

0.17 

0.22 


Beral 

0820000902475600 

12.130 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

12.130 

4.49 

0.020 

0.14 

0.02 

0.00 

0.00 

0.01 

1.19 

0.78 

0.48 

0.060 

0.50 

0.76 


Bhagli 

0820000902477600 

6.820 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

6.294 

4.72 

0.020 

0.08 

0.01 

0.00 

0.00 

0.01 

0.66 

0.45 

0.27 

0.031 

0.46 

0.67 


Bheetwara 

0820000902476400 

13.757 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

12.868 

1.22 

0.020 

0.22 

0.01 

0.00 

0.00 

0.01 

0.52 

0.48 

0.78 

0.064 

0.41 

0.44 


Biliya 

0820000902478500 

3.492 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

3.492 

2.53 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.23 

0.16 

0.19 

0.017 

0.45 

0.65 


Bokhara 

0826000203070300 

47.239 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

12.520 

3.22 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.85 

0.57 

0.14 

0.052 

0.12 

0.18 


Boya 

0820000902477100 

22.688 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

22.688 

2.06 

0.020 

0.14 

0.02 

0.00 

0.00 

0.02 

1.03 

0.67 

0.43 

0.113 

0.51 

0.79 


Chamunderi Mertiyan 

0820000902475800 

8.492 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

8.492 

1.66 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.31 

0.20 

0.06 

0.042 

0.51 

0.79 


Dantiwara 

0820000902476200 

7.623 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

5.327 

1.68 

0.020 

0.13 

0.01 

0.00 

0.00 

0.00 

0.30 

0.20 

0.47 

0.026 

0.35 

0.53 


Deotara 

0820000802470600 

12.572 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.390 

2.06 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.45 

0.25 

0.21 

0.043 

0.27 

0.49 







Non-command 

Erinpura Granite 

2.814 

2.06 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.09 

0.06 

0.013 

0.08 

0.15 


Dhani 

0820000902475300 

18.706 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

3.871 

2.32 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.22 

0.14 

0.13 

0.019 

0.10 

0.15 


Doongli 

0820000902478300 

2.632 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

2.632 

2.74 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.20 

0.15 

0.23 

0.013 

0.48 

0.66 


Faina (M) 

0820000942010000 

16.227 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

15.952 

4.79 

0.020 

0.39 

0.02 

0.00 

0.00 

0.01 

1.89 

1.12 

0.59 

0.721 

0.43 

0.73 


Gura Devisingh 

0820000902479400 

2.395 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.908 

2.27 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.05 

0.005 

0.19 

0.27 


Gura Gumansingh 

0820000902479500 

9.847 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.002 

2.31 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.16 

0.02 

0.005 

0.05 

0.07 







Non-command 

Phyllite & Schist 

6.551 

2.31 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.41 

0.28 

0.08 

0.033 

0.32 

0.47 







Non-command 

Erinpura Granite 

1.384 

2.31 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.03 

0.007 

0.07 

0.10 


Guralas 

0820000902475200 

13.277 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

1.063 

1.94 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.08 

0.005 

0.04 

0.05 


Gurhakalyansingh 

0820000902478800 

5.836 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.700 

2.32 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.67 

0.45 

0.16 

0.013 

0.23 

0.34 







Non-command 

Erinpura Granite 

3.135 

2.32 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.20 

0.13 

0.17 

0.016 

0.26 

0.39 


Jadri 

0820000902475500 

15.389 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

12.348 

3.62 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.98 

0.62 

0.32 

0.061 

0.37 

0.59 


Jakhora 

0820000802473600 

22.834 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.486 

2.57 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.002 

0.01 

0.01 


Juna 

0820000702466000 

3.152 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

3.152 

2.42 

0.020 

0.15 

0.01 

0.00 

0.00 

0.00 

0.29 

0.23 

0.58 

0.014 

0.43 

0.54 


Kagri 

0820000902475900 

4.565 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

4.508 

1.66 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.17 

0.11 

0.09 

0.022 

0.50 

0.78 


Karanwa 

0820000902479000 

4.269 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.186 

1.88 

0.100 

0.51 

0.02 

0.00 

0.00 

0.00 

1.27 

0.84 

2.00 

0.021 

0.49 

0.74 







Non-command 

Erinpura Granite 

0.083 

1.88 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.000 

0.01 

0.01 


Karlai 

0820000902476000 

4.374 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

4.334 

1.50 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.09 

0.00 

0.022 

0.51 

0.78 


Kerapura 

0820000902476100 

3.343 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

3.300 

1.83 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.11 

0.016 

0.50 

0.77 


Khangri 

0820000802470300 

3.530 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.045 

1.46 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Kheemel 

0820000902474400 

29.456 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.019 

2.61 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Erinpura Granite 

0.936 

2.61 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.05 

0.005 

0.01 

0.02 


Khindara Gaon 

0820000802471900 

15.269 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

1.809 

3.45 

0.025 

0.01 

0.00 

0.00 

0.00 

0.01 

0.16 

0.12 

0.04 

0.008 

0.05 

0.07 


Khindawa 

0820000902479300 

4.929 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.278 

2.24 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.02 

0.001 

0.03 

0.04 







Non-command 

Erinpura Granite 

3.605 

2.24 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.20 

0.14 

0.13 

0.018 

0.36 

0.53 


Koliwara 

0820000802473800 

18.133 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.565 

3.12 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.01 

0.003 

0.01 

0.01 


Kotbaliyan 

0820000902476800 

11.783 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

11.783 

2.36 

0.020 

0.15 

0.01 

0.00 

0.00 

0.11 

0.59 

0.38 

0.53 

0.059 

0.51 

0.78 


Kotra 

0820000902477700 

8.209 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

7.967 

3.86 

0.020 

0.07 

0.01 

0.00 

0.00 

0.01 

0.67 

0.45 

0.23 

0.040 

0.49 

0.73 


Kundal 

0820000902479700 

53.330 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.043 

1.78 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 







Non-command 

Phyllite & Schist 

5.356 

1.78 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.26 

0.18 

0.03 

0.027 

0.05 

0.07 







Non-command 

Erinpura Granite 

2.579 

1.78 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.03 

0.013 

0.02 

0.03 


Lalrai 

0820000902478200 

10.469 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

10.469 

2.47 

0.020 

0.22 

0.01 

0.00 

0.00 

0.05 

0.68 

0.46 

0.81 

0.052 

0.50 

0.74 


Latara 

0820000902478700 

26.872 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.526 

2.37 

0.100 

0.28 

0.01 

0.00 

0.00 

0.00 

2.77 

1.82 

1.04 

0.052 

0.18 

0.27 







Non-command 

Phyllite & Schist 

5.197 

2.37 

0.025 

0.08 

0.00 

0.00 

0.00 

0.00 

0.39 

0.26 

0.30 

0.026 

0.09 

0.13 







Non-command 

Erinpura Granite 

7.683 

2.37 

0.020 

0.18 

0.01 

0.00 

0.00 

0.00 

0.53 

0.35 

0.67 

0.038 

0.13 

0.20 


Lunawa 

0820000902478100 

19.495 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.665 

2.27 

0.100 

0.12 

0.02 

0.00 

0.00 

0.00 

2.06 

1.37 

0.43 

0.043 

0.21 

0.32 







Non-command 

Phyllite & Schist 

6.782 

2.27 

0.025 

0.06 

0.01 

0.00 

0.00 

0.00 

0.43 

0.29 

0.19 

0.034 

0.17 

0.25 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.12 

0.02 

75.33 

0.02 

0.00 

0.02 

0.01 

0.11 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.013 

0.037 

0.002 

0.035 

0.066 

186.97 

Over Exploited 

Ukarda 

081800020228380C 

0.12 

0.18 

17.14 

0.21 

0.01 

0.21 

0.03 

0.33 

0.02 

- 

- 

- 

0.010 

0.010 

0.031 

0.244 

0.012 

0.232 

0.068 

29.32 

Safe 



0.12 

0.00 

782.29 

0.01 

0.00 

0.01 

0.01 

0.05 

0.00 

- 

0.0021 

0.0025 

0.003 

0.007 

0.008 

0.015 

0.001 

0.014 

0.053 

371.32 

Over Exploited 

Ummaidpur 

0818000202287300 

0.12 

0.13 

63.85 

0.16 

0.00 

0.16 

0.03 

0.26 

0.02 

0.0200 

0.0126 

0.0152 

0.004 

0.052 

0.069 

0.232 

0.012 

0.220 

0.211 

95.75 

Critical 



0.15 

0.02 

491.10 

0.02 

0.00 

0.03 

0.01 

0.09 

0.00 

0.0100 

0.0043 

0.0052 

0.004 

0.023 

0.026 

0.052 

0.003 

0.049 

0.080 

161.61 

Over Exploited 

Valdara 

0818000202282500 

0.12 

0.00 

68,689.58 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.52 

119.70 

0.63 

0.01 

0.64 

0.04 

0.37 

0.06 

- 

- 

- 

0.017 

0.017 

0.078 

0.716 

0.036 

0.680 

0.046 

6.78 

Safe 

Varni 

0818000202280400 

0.12 

0.36 

(73.34) 

0.29 

0.02 

0.31 

0.04 

0.40 

0.04 

0.0200 

- 

- 

0.009 

0.029 

0.070 

0.376 

0.019 

0.358 

0.198 

55.43 

Safe 

Vedana Kalan 

0818000202289100 

0.12 

0.17 

176.86 

0.21 

0.03 

0.24 

0.04 

0.32 

0.02 

0.0900 

0.0203 

0.0326 

0.004 

0.147 

0.170 

0.411 

0.021 

0.390 

0.776 

198.92 

Over Exploited 



0.15 

0.00 

3,646.21 

0.00 

0.00 

0.00 

0.00 

0.03 

0.00 

0.0100 

0.0018 

0.0029 

0.002 

0.016 

0.017 

0.020 

0.001 

0.019 

0.096 

508.07 

Over Exploited 

Vedana Khurd 

0818000202289200 

0.12 

0.08 

98.00 

0.09 

0.00 

0.09 

0.04 

0.35 

0.01 

0.0100 

0.0084 

0.0134 

0.001 

0.033 

0.043 

0.136 

0.007 

0.130 

0.093 

72.12 

Semi Critical 

Vedia 

0818000202281600 

0.12 

0.14 

552.77 

0.17 

0.01 

0.18 

0.02 

0.16 

- 

0.0100 

- 

- 

0.012 

0.022 

0.022 

0.198 

0.010 

0.188 

0.085 

45.44 

Safe 

Akdara 

0820000802470700 

0.10 

0.13 

3.48 

0.14 

0.01 

0.15 

0.03 

0.32 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.170 

0.009 

0.162 

0.165 

102.02 

Over Exploited 

Bagar 

0826000203069800 

0.06 

0.00 

34,539.46 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bali (M) 

0820000942011000 

0.12 

2.05 

(35.03) 

1.64 

0.10 

1.74 

0.05 

0.56 

- 

0.2400 

- 

- 

0.033 

0.273 

0.273 

2.012 

0.101 

1.911 

3.655 

191.27 

Over Exploited 

Bangri 

0820000802470200 

0.10 

0.00 

176,146.10 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Barwa 

0820000902478000 

0.20 

0.00 

1,227.44 

0.01 

- 

0.01 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.020 

426.41 

Over Exploited 



0.12 

0.30 

(47.04) 

0.24 

0.00 

0.24 

0.04 

0.51 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.253 

0.013 

0.240 

0.298 

124.15 

Over Exploited 

Beejapur 

0820000902479800 

0.12 

0.01 

704.59 

0.01 

0.01 

0.02 

0.00 

0.05 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.045 

0.002 

0.042 

0.166 

392.92 

Over Exploited 

Beerami 

0820000802470400 

0.10 

0.00 

5,335.60 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

9,021.83 

Over Exploited 

Beeroliya 

0820000902477400 

0.12 

0.46 

38.87 

0.55 

0.01 

0.56 

0.05 

0.54 

- 

0.0400 

- 

- 

0.004 

0.044 

0.044 

0.603 

0.030 

0.573 

0.272 

47.44 

Safe 

Beesalpur 

0820000902477500 

0.12 

0.33 

287.66 

0.39 

0.01 

0.40 

0.02 

0.19 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.453 

0.023 

0.430 

0.346 

80.53 

Semi Critical 

Beral 

0820000902475600 

0.12 

0.73 

7.34 

0.78 

0.03 

0.82 

0.05 

0.55 

- 

0.0900 

- 

- 

0.021 

0.111 

0.111 

0.928 

0.046 

0.881 

0.544 

61.75 

Safe 

Bhagli 

0820000902477600 

0.12 

0.35 

30.56 

0.42 

0.02 

0.43 

0.04 

0.50 

- 

0.0500 

- 

- 

0.009 

0.059 

0.059 

0.493 

0.025 

0.468 

0.296 

63.27 

Safe 

Bheetwara 

0820000902476400 

0.12 

0.63 

(23.88) 

0.50 

0.02 

0.52 

0.03 

0.44 

- 

0.0300 

- 

- 

0.010 

0.040 

0.040 

0.558 

0.028 

0.530 

0.844 

159.21 

Over Exploited 

Biliya 

0820000902478500 

0.12 

0.19 

(17.01) 

0.16 

0.00 

0.16 

0.04 

0.48 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.168 

0.008 

0.160 

0.204 

127.69 

Over Exploited 

Bokhara 

0826000203070300 

0.06 

0.08 

########## 

0.10 

0.01 

0.11 

0.01 

0.13 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.139 

0.007 

0.132 

0.196 

148.26 

Over Exploited 

Boya 

0820000902477100 

0.12 

1.39 

(51.96) 

1.12 

0.04 

1.16 

0.05 

0.56 

- 

0.0500 

- 

- 

0.029 

0.079 

0.079 

1.235 

0.062 

1.173 

0.543 

46.26 

Safe 

Chamunderi Mertiyan 

0820000902475800 

0.12 

0.52 

(62.24) 

0.42 

0.01 

0.42 

0.05 

0.56 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.444 

0.022 

0.422 

0.104 

24.70 

Safe 

Dantiwara 

0820000902476200 

0.12 

0.22 

(11.06) 

0.20 

0.01 

0.21 

0.03 

0.38 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.229 

0.011 

0.217 

0.494 

227.69 

Over Exploited 

Deotara 

0820000802470600 

0.10 

0.26 

(1.96) 

0.25 

0.01 

0.26 

0.03 

0.30 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.281 

0.014 

0.267 

0.249 

93.28 

Critical 



0.12 

0.03 

235.77 

0.03 

- 

0.03 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.043 

0.002 

0.041 

0.074 

180.45 

Over Exploited 

Dhani 

0820000902475300 

0.12 

0.05 

207.51 

0.06 

- 

0.06 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.055 

0.003 

0.053 

0.144 

274.37 

Over Exploited 

Doongli 

0820000902478300 

0.12 

0.15 

(3.47) 

0.15 

0.00 

0.15 

0.04 

0.52 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.160 

0.008 

0.152 

0.238 

156.36 

Over Exploited 

Faina (M) 

0820000942010000 

0.12 

0.83 

35.38 

0.99 

0.03 

1.02 

0.04 

0.48 

- 

0.0700 

- 

- 

0.010 

0.080 

0.080 

1.101 

0.055 

1.046 

1.313 

125.54 

Over Exploited 

Gura Devisingh 

0820000902479400 

0.12 

0.02 

72.84 

0.02 

0.00 

0.02 

0.02 

0.20 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.035 

0.002 

0.033 

0.052 

156.98 

Over Exploited 

Gura Gumansingh 

0820000902479500 

0.20 

0.01 

1,585.05 

0.01 

- 

0.01 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.011 

0.023 

206.72 

Over Exploited 



0.10 

0.21 

136,813.34 

0.25 

- 

0.25 

0.03 

0.35 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.260 

0.013 

0.247 

0.109 

43.98 

Safe 



0.12 

0.01 

350.71 

0.01 

- 

0.01 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.013 

0.038 

297.70 

Over Exploited 

Guralas 

0820000902475200 

0.12 

0.00 

873.58 

0.01 

- 

0.01 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.005 

0.083 

1,546.16 

Over Exploited 

Gurhakalyansingh 

0820000902478800 

0.20 

0.12 

266.99 

0.15 

0.00 

0.15 

0.02 

0.25 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.160 

0.008 

0.152 

0.175 

115.30 

Over Exploited 



0.12 

0.10 

33.42 

0.12 

- 

0.12 

0.02 

0.29 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.128 

0.006 

0.122 

0.188 

153.82 

Over Exploited 

Jadri 

0820000902475500 

0.12 

0.55 

########## 

0.62 

0.01 

0.63 

0.04 

0.41 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.686 

0.034 

0.652 

0.380 

58.38 

Safe 

Jakhora 

0820000802473600 

0.12 

0.00 

5,203.69 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.010 

1,516.41 

Over Exploited 

Juna 

0820000702466000 

0.12 

0.16 

41.74 

0.20 

0.01 

0.21 

0.04 

0.47 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.227 

0.011 

0.216 

0.590 

273.61 

Over Exploited 

Kagri 

0820000902475900 

0.12 

0.27 

(58.54) 

0.22 

0.01 

0.22 

0.05 

0.55 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.242 

0.012 

0.229 

0.116 

50.73 

Safe 

Karanwa 

0820000902479000 

0.20 

0.41 

107.03 

0.49 

0.02 

0.51 

0.04 

0.53 

- 

0.0700 

- 

- 

0.001 

0.071 

0.071 

0.581 

0.029 

0.552 

2.019 

365.81 

Over Exploited 



0.12 

0.00 

8,641.27 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

0.031 

3,383.32 

Over Exploited 

Karlai 

0820000902476000 

0.12 

0.26 

(65.67) 

0.21 

- 

0.21 

0.05 

0.56 

- 

- 

- 

- 

- 

- 

- 

0.211 

0.011 

0.201 

0.022 

10.72 

Safe 

Kerapura 

0820000902476100 

0.12 

0.20 

(50.74) 

0.16 

- 

0.16 

0.05 

0.55 

- 

- 

- 

- 

- 

- 

- 

0.160 

0.008 

0.152 

0.125 

82.69 

Semi Critical 

Khangri 

0820000802470300 

0.10 

0.00 

4,934.88 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kheemel 

0820000902474400 

0.10 

0.00 

141,589.94 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.00 

2,414.06 

0.00 

- 

0.00 

0.00 

0.01 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.052 

464.13 

Over Exploited 

Khindara Gaon 

0820000802471900 

0.12 

0.01 

910.32 

0.01 

0.01 

0.02 

0.01 

0.06 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.041 

0.002 

0.039 

0.050 

129.45 

Over Exploited 

Khindawa 

0820000902479300 

0.20 

0.00 

2,633.92 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.019 

1,106.53 

Over Exploited 



0.12 

0.16 

(12.69) 

0.14 

0.00 

0.14 

0.03 

0.39 

- 

0.0100 

- 

- 

0.000 

0.011 

0.011 

0.147 

0.007 

0.139 

0.143 

102.61 

Over Exploited 

Koliwara 

0820000802473800 

0.12 

0.00 

4,251.22 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.011 

915.39 

Over Exploited 

Kotbaliyan 

0820000902476800 

0.12 

0.72 

(46.64) 

0.58 

0.12 

0.69 

0.05 

0.56 

- 

0.0200 

- 

- 

0.158 

0.178 

0.178 

0.871 

0.044 

0.827 

0.589 

71.13 

Semi Critical 

Kotra 

0820000902477700 

0.12 

0.47 

(3.74) 

0.45 

0.02 

0.47 

0.05 

0.53 

- 

0.0300 

- 

- 

0.011 

0.041 

0.041 

0.507 

0.025 

0.481 

0.270 

56.00 

Safe 

Kundal 

0820000902479700 

0.20 

0.00 

163,150.24 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.02 

########## 

0.02 

- 

0.02 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.034 

0.002 

0.033 

0.059 

180.28 

Over Exploited 



0.12 

0.01 

891.47 

0.01 

- 

0.01 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.019 

0.001 

0.018 

0.044 

248.20 

Over Exploited 

Lalrai 

0820000902478200 

0.12 

0.62 

(26.62) 

0.50 

0.06 

0.56 

0.05 

0.54 

- 

0.0300 

- 

- 

0.074 

0.104 

0.104 

0.662 

0.033 

0.629 

0.863 

137.30 

Over Exploited 

Latara 

0820000902478700 

0.20 

0.38 

384.70 

0.45 

0.01 

0.46 

0.02 

0.19 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.501 

0.025 

0.476 

1.096 

230.34 

Over Exploited 



0.10 

0.04 

########## 

0.05 

- 

0.05 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.060 

0.003 

0.057 

0.329 

577.53 

Over Exploited 



0.12 

0.12 

192.92 

0.14 

0.01 

0.15 

0.01 

0.14 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.184 

0.009 

0.175 

0.709 

405.35 

Over Exploited 

Lunawa 

0820000902478100 

0.20 

0.37 

272.27 

0.44 

0.02 

0.46 

0.02 

0.23 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.512 

0.026 

0.487 

0.475 

97.63 

Critical 



0.10 

0.11 

########## 

0.13 

0.01 

0.14 

0.01 

0.18 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.161 

0.008 

0.153 

0.228 

149.13 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Erinpura Granite 

1.174 

2.27 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.05 

0.006 

0.03 

0.04 


Mada 

0820000702466200 

14.789 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

8.111 

1.57 

0.020 

0.12 

0.01 

0.00 

0.00 

0.00 

0.37 

0.47 

0.44 

0.035 

0.21 

0.17 


Maga 

0826000203069600 

33.963 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.085 

3.08 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.46 

0.29 

0.04 

0.030 

0.09 

0.15 


Malari 

0820000902478600 

15.052 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.209 

2.35 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.13 

0.02 

0.016 

0.10 

0.15 







Non-command 

Erinpura Granite 

7.166 

2.35 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.38 

0.24 

0.09 

0.036 

0.21 

0.34 


Mirgesar 

0820000902479100 

3.521 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.182 

1.83 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.63 

0.42 

0.18 

0.016 

0.45 

0.69 







Non-command 

Erinpura Granite 

0.339 

1.83 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.002 

0.05 

0.07 


Morkha 

0820000702465900 

6.207 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

5.098 

0.40 

0.020 

0.15 

0.01 

0.00 

0.00 

0.01 

0.17 

0.21 

0.56 

0.022 

0.33 

0.27 


Mundara 

0820000902476700 

18.710 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

18.710 

2.74 

0.020 

0.15 

0.01 

0.00 

0.00 

0.02 

1.14 

0.96 

0.47 

0.093 

0.44 

0.52 


Padarla 

0820000902479200 

7.921 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

7.322 

2.50 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.42 

0.28 

0.25 

0.036 

0.46 

0.69 


Panchalwara 

0820000902476300 

9.783 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

5.248 

1.65 

0.020 

0.08 

0.00 

0.00 

0.00 

0.00 

0.25 

0.20 

0.28 

0.026 

0.25 

0.31 


Parakhiya 

0820000802473700 

11.605 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

3.395 

4.32 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.38 

0.30 

0.03 

0.016 

0.14 

0.18 


Patawa 

0820000902477900 

2.563 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.007 

1.82 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Erinpura Granite 

2.556 

1.82 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.05 

0.013 

0.51 

0.77 


Peepla 

0820000902479600 

15.680 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.066 

2.58 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.00 

0.00 







Non-command 

Phyllite & Schist 

11.652 

2.58 

0.025 

0.05 

0.00 

0.00 

0.00 

0.00 

0.80 

0.54 

0.12 

0.058 

0.35 

0.52 


Perwa 

0820000902477300 

11.699 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

11.595 

5.59 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

1.36 

0.90 

0.20 

0.058 

0.50 

0.76 


Phalna (Rural) 

0820000902475400 

12.220 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

12.220 

3.81 

0.020 

0.49 

0.07 

0.00 

0.00 

0.00 

1.35 

0.86 

1.86 

0.061 

0.50 

0.78 


Punariya 

0820000902476900 

3.467 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

3.467 

1.71 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.18 

0.11 

0.22 

0.017 

0.51 

0.79 


Sadalwa 

0820000902476600 

2.874 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

2.874 

2.52 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.18 

0.13 

0.13 

0.014 

0.50 

0.73 


Sadra 

0820000902478900 

22.308 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.406 

2.23 

0.100 

0.12 

0.00 

0.00 

0.00 

0.00 

3.11 

2.06 

0.40 

0.067 

0.28 

0.43 







Non-command 

Phyllite & Schist 

6.251 

2.23 

0.025 

0.04 

0.00 

0.00 

0.00 

0.00 

0.39 

0.26 

0.11 

0.031 

0.13 

0.20 







Non-command 

Erinpura Granite 

0.225 

2.23 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.00 

0.01 


Sadri (M) 

0820000742007000 

24.927 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

3.260 

1.53 

0.020 

0.11 

0.01 

0.00 

0.00 

0.00 

0.20 

0.22 

0.14 

0.212 

0.05 

0.05 


Sadri (Rural) 

0820000702466100 

44.906 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.789 

2.08 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.17 

0.11 

0.13 

0.012 

0.03 

0.04 







Non-command 

Erinpura Granite 

17.734 

2.08 

0.020 

0.26 

0.01 

0.00 

0.00 

0.00 

0.99 

0.62 

0.92 

0.077 

0.18 

0.28 


Sanderao 

0820000802470800 

54.797 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.819 

2.37 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.41 

0.29 

0.15 

0.036 

0.05 

0.07 







Non-command 

Erinpura Granite 

1.661 

2.37 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.03 

0.008 

0.01 

0.02 






Jawai Dam 

Command 

Phyllite & Schist 

0.006 

2.37 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sela 

0820000902475700 

13.356 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

13.356 

2.32 

0.020 

0.18 

0.02 

0.00 

0.00 

0.01 

0.77 

0.50 

0.64 

0.066 

0.51 

0.79 


Sesli 

0820000902477000 

10.505 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

10.505 

1.32 

0.020 

0.20 

0.01 

0.00 

0.00 

0.00 

0.47 

0.30 

0.75 

0.052 

0.51 

0.79 


Sewari 

0820000902477800 

20.291 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.811 

2.32 

0.100 

0.36 

0.05 

0.00 

0.00 

0.00 

1.89 

1.26 

1.38 

0.034 

0.17 

0.25 







Non-command 

Phyllite & Schist 

0.205 

2.32 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.001 

0.01 

0.01 







Non-command 

Erinpura Granite 

13.124 

2.32 

0.020 

0.60 

0.09 

0.00 

0.00 

0.00 

1.12 

0.74 

2.30 

0.065 

0.32 

0.49 


Shivtalao 

0820000902478400 

8.515 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

8.515 

2.70 

0.020 

0.11 

0.00 

0.00 

0.00 

0.00 

0.57 

0.42 

0.37 

0.042 

0.45 

0.60 


Sindarli 

0820000702465800 

12.724 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.151 

0.45 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.00 

0.00 


Sokra 

0820000902477200 

5.090 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

5.090 

4.54 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.49 

0.32 

0.09 

0.025 

0.51 

0.78 


Teepri 

0820000902476500 

7.883 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

7.883 

2.20 

0.020 

0.11 

0.00 

0.00 

0.00 

0.01 

0.45 

0.31 

0.37 

0.039 

0.49 

0.72 


Venpura 

0820000802470500 

9.913 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.325 

2.41 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.02 

Sub Basin: Sagi | 

11010087 

Akhrad 

0818000702337300 

6.876 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.662 

1.82 

0.060 

0.30 

0.01 

0.00 

0.00 

0.00 

0.90 

0.54 

1.16 

0.033 

0.40 

0.66 


Alri 

0818000702334800 

12.284 

Fresh 

Non-command 

Non-command 

Jalore Granite 

3.406 

3.68 

0.020 

0.08 

0.00 

0.00 

0.00 

0.00 

0.33 

0.20 

0.30 

0.020 

0.13 

0.22 







Non-command 

Younger Alluvium 

8.630 

3.68 

0.100 

0.34 

0.02 

0.00 

0.00 

0.00 

3.50 

2.16 

1.30 

0.050 

0.34 

0.55 


Ankhol 

0818000602320400 

14.099 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.199 

-0.56 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.001 

0.01 

0.01 





Saline 

Narmada Canal 

Command 

Older Alluvium 

0.457 

-0.56 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.001 

0.01 

0.02 






Non-command 

Non-command 

Older Alluvium 

0.863 

-0.56 

0.090 

0.21 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.86 

0.002 

0.03 

0.04 


Bali 

0818000502309900 

28.378 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.093 

-0.78 

0.060 

0.32 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.30 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Older Alluvium 

10.606 

-0.78 

0.060 

0.33 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.25 

0.051 

0.16 

0.23 





Saline 

Narmada Canal 

Command 

Older Alluvium 

0.025 

-0.78 

0.060 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.74 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Older Alluvium 

6.815 

-0.78 

0.060 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.033 

0.10 

0.15 







Non-command 

Younger Alluvium 

0.006 

-0.78 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bandhar 

0818000702335500 

14.827 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.682 

-0.21 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.004 

0.02 

0.04 







Non-command 

Rhyolite 

3.885 

-0.21 

0.010 

0.04 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.13 

0.023 

0.13 

0.20 







Non-command 

Younger Alluvium 

0.712 

-0.21 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.004 

0.02 

0.04 


Baretha 

0818000702335400 

17.982 

Fresh 

Non-command 

Non-command 

Jalore Granite 

6.968 

1.76 

0.020 

0.03 

0.00 

0.00 

0.00 

0.02 

0.26 

0.16 

0.08 

0.041 

0.19 

0.30 







Non-command 

Younger Alluvium 

3.241 

1.76 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.59 

0.36 

0.07 

0.019 

0.09 

0.14 


Basra Bhoja 

0818000702335000 

11.121 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.840 

1.86 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.05 

0.005 

0.04 

0.06 







Non-command 

Younger Alluvium 

9.962 

1.86 

0.100 

0.27 

0.01 

0.00 

0.00 

0.00 

2.11 

1.23 

0.99 

0.058 

0.42 

0.72 


Bhadarda 

0818000402300800 

11.002 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.626 

1.53 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.003 

0.03 

0.04 


Bhagal Bhim 

0818000402299600 

11.579 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.579 

-0.44 

0.060 

0.28 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

1.07 

0.056 

0.48 

0.73 


Bhalni 

0818000502310100 

13.347 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.074 

-1.64 

0.060 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.62 

0.020 

0.13 

0.19 


Bhinmal (M) 

0818000441802000 

104.556 

Fresh 

Non-command 

Non-command 

Jalore Granite 

38.133 

1.31 

0.025 

0.86 

0.02 

0.00 

0.00 

0.06 

2.03 

1.30 

1.71 

1.309 

0.17 

0.27 







Non-command 

Older Alluvium 

50.417 

1.31 

0.080 

1.88 

0.07 

0.00 

0.00 

0.14 

6.95 

4.46 

5.23 

1.731 

0.23 

0.36 


Bhinmal (Rural) 

0818000402299400 

14.339 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.690 

0.46 

0.060 

2.92 

0.43 

0.00 

0.00 

0.02 

2.79 

1.88 

11.60 

0.057 

0.39 

0.57 


Bhootel 

0818000602327400 

7.813 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.809 

-0.25 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.005 

0.11 

0.16 


Bilar 

0818000702335100 

5.401 

Fresh 

Non-command 

Non-command 

Jalore Granite 

5.147 

1.80 

0.020 

0.15 

0.01 

0.00 

0.00 

0.01 

0.32 

0.19 

0.57 

0.030 

0.45 

0.76 







Non-command 

Younger Alluvium 

0.002 

1.80 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chak Jeran 

0818000502311200 

8.910 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.733 

-0.96 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.018 

0.19 

0.28 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrigation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.12 

0.00 

936.61 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.014 

0.053 

373.92 

Over Exploited 

Mada 

0820000702466200 

0.12 

0.21 

125.81 

0.25 

0.01 

0.26 

0.02 

0.23 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.279 

0.014 

0.265 

0.479 

180.77 

Over Exploited 

Maga 

0826000203069600 

0.06 

0.01 

########## 

0.02 

- 

0.02 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.017 

0.001 

0.016 

0.068 

421.71 

Over Exploited 

Malari 

0820000902478600 

0.10 

0.03 

802,052.32 

0.03 

- 

0.03 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.035 

0.002 

0.033 

0.038 

114.64 

Over Exploited 



0.12 

0.18 

26,359.38 

0.22 

- 

0.22 

0.02 

0.23 

- 

- 

- 

- 

- 

- 

- 

0.218 

0.011 

0.207 

0.130 

62.66 

Safe 

Mirgesar 

0820000902479100 

0.20 

0.29 

44.23 

0.35 

0.00 

0.35 

0.04 

0.49 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.370 

0.018 

0.351 

0.200 

56.92 

Safe 



0.12 

0.00 

317.03 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.018 

788.96 

Over Exploited 

Morkha 

0820000702465900 

0.12 

0.20 

5.28 

0.21 

0.02 

0.23 

0.03 

0.35 

- 

0.0200 

- 

- 

0.015 

0.035 

0.035 

0.265 

0.013 

0.252 

0.586 

232.91 

Over Exploited 

Mundara 

0820000902476700 

0.12 

0.99 

(2.69) 

0.96 

0.03 

1.00 

0.04 

0.48 

- 

0.0200 

- 

- 

0.037 

0.057 

0.057 

1.056 

0.053 

1.003 

0.561 

55.94 

Safe 

Padarla 

0820000902479200 

0.12 

0.40 

(29.94) 

0.32 

0.01 

0.34 

0.04 

0.50 

- 

0.0300 

- 

- 

0.006 

0.036 

0.036 

0.374 

0.019 

0.355 

0.286 

80.58 

Semi Critical 

Panchalwara 

0820000902476300 

0.12 

0.15 

28,615.46 

0.19 

- 

0.19 

0.02 

0.27 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.196 

0.010 

0.186 

0.307 

165.17 

Over Exploited 

Parakhiya 

0820000802473700 

0.12 

0.06 

423.42 

0.07 

- 

0.07 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.078 

0.004 

0.074 

0.050 

67.27 

Safe 

Patawa 

0820000902477900 

0.20 

0.00 

43,704.53 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.16 

(52.71) 

0.12 

0.00 

0.12 

0.05 

0.55 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.136 

0.007 

0.130 

0.063 

48.41 

Safe 

Peepla 

0820000902479600 

0.20 

0.00 

43,885.93 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.40 

158,257.79 

0.49 

- 

0.49 

0.03 

0.38 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.495 

0.025 

0.470 

0.177 

37.61 

Safe 

Perwa 

0820000902477300 

0.12 

0.70 

55,690.55 

0.84 

0.01 

0.85 

0.05 

0.55 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.885 

0.044 

0.841 

0.261 

30.98 

Safe 

Phalna (Rural) 

0820000902475400 

0.12 

0.73 

17.62 

0.86 

0.07 

0.94 

0.05 

0.55 

- 

0.2100 

- 

- 

0.006 

0.216 

0.216 

1.154 

0.058 

1.096 

1.922 

175.32 

Over Exploited 

Punariya 

0820000902476900 

0.12 

0.21 

(46.81) 

0.17 

0.00 

0.17 

0.05 

0.56 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.190 

0.009 

0.180 

0.235 

130.64 

Over Exploited 

Sadalwa 

0820000902476600 

0.12 

0.17 

(26.44) 

0.14 

- 

0.14 

0.05 

0.54 

- 

- 

- 

- 

- 

- 

- 

0.137 

0.007 

0.130 

0.139 

107.16 

Over Exploited 

Sadra 

0820000902478900 

0.20 

0.76 

170.41 

0.91 

- 

0.91 

0.03 

0.31 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.955 

0.048 

0.907 

0.463 

51.00 

Safe 



0.10 

0.08 

########## 

0.10 

- 

0.10 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.108 

0.005 

0.103 

0.139 

135.42 

Over Exploited 



0.12 

0.00 

5,033.94 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

761.90 

Over Exploited 

Sadri (M) 

0820000742007000 

0.12 

0.02 

959.28 

0.02 

0.01 

0.04 

0.00 

0.06 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.056 

0.003 

0.053 

0.356 

669.53 

Over Exploited 

Sadri (Rural) 

0820000702466100 

0.12 

0.01 

########## 

0.01 

- 

0.01 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.008 

0.142 

1,717.76 

Over Exploited 



0.12 

0.37 

66.44 

0.45 

0.01 

0.46 

0.02 

0.19 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.489 

0.024 

0.465 

1.001 

215.33 

Over Exploited 

Sanderao 

0820000802470800 

0.10 

0.04 

627.63 

0.05 

0.01 

0.06 

0.01 

0.06 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.078 

0.004 

0.074 

0.190 

256.76 

Over Exploited 



0.12 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.033 

1,393.80 

Over Exploited 



0.10 

0.00 

915,892.35 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sela 

0820000902475700 

0.12 

0.82 

(39.51) 

0.66 

0.03 

0.69 

0.05 

0.56 

- 

0.0700 

- 

- 

0.019 

0.089 

0.089 

0.777 

0.039 

0.738 

0.701 

95.04 

Critical 

Sesli 

0820000902477000 

0.12 

0.65 

(53.13) 

0.52 

0.01 

0.53 

0.05 

0.56 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.558 

0.028 

0.530 

0.801 

151.18 

Over Exploited 

Sewari 

0820000902477800 

0.20 

0.23 

449.39 

0.27 

0.05 

0.32 

0.02 

0.18 

- 

0.1600 

- 

- 

- 

0.160 

0.160 

0.484 

0.024 

0.460 

1.416 

307.83 

Over Exploited 



0.10 

0.00 

13,948.55 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.023 

19,561.81 

Over Exploited 



0.12 

0.51 

45.96 

0.61 

0.09 

0.70 

0.03 

0.35 

- 

0.2600 

- 

- 

- 

0.260 

0.260 

0.961 

0.048 

0.913 

2.367 

259.35 

Over Exploited 

Shivtalao 

0820000902478400 

0.12 

0.46 

(7.91) 

0.42 

0.00 

0.42 

0.04 

0.49 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.438 

0.022 

0.416 

0.408 

98.12 

Critical 

Sindarli 

0820000702465800 

0.12 

0.00 

2,329.46 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.013 

13,487.16 

Over Exploited 

Sokra 

0820000902477200 

0.12 

0.31 

3.48 

0.32 

0.00 

0.32 

0.05 

0.56 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.337 

0.017 

0.320 

0.119 

37.24 

Safe 

Teepri 

0820000902476500 

0.12 

0.47 

(34.12) 

0.37 

0.01 

0.38 

0.05 

0.54 

- 

0.0100 

- 

- 

0.009 

0.019 

0.019 

0.399 

0.020 

0.379 

0.413 

109.01 

Over Exploited 

Venpura 

0820000802470500 

0.10 

0.00 

2,201.41 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.011 

494.40 

Over Exploited 


Sub Basin: Sagi 

Akhrad 

0818000702337300 

0.12 

0.27 

101.36 

0.32 

0.01 

0.34 

0.05 

0.44 

0.03 

0.0400 

- 

- 

0.007 

0.047 

0.078 

0.415 

0.021 

0.395 

1.188 

301.03 

Over Exploited 

Alri 

0818000702334800 

0.11 

0.05 

307.28 

0.06 

0.00 

0.06 

0.02 

0.15 

0.01 

0.0100 

- 

- 

0.002 

0.012 

0.018 

0.079 

0.004 

0.075 

0.315 

420.43 

Over Exploited 



0.15 

0.44 

394.03 

0.52 

0.02 

0.54 

0.04 

0.38 

0.05 

0.0500 

- 

- 

0.000 

0.050 

0.100 

0.644 

0.032 

0.612 

1.352 

221.15 

Over Exploited 

Ankhol 

0818000602320400 

0.14 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0002 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.100 

10,633.93 

Over Exploited 



0.14 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

0.0004 

0.0006 

- 

0.001 

0.001 

0.003 

0.000 

0.003 

0.111 

4,277.91 

Over Exploited 



0.14 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.03 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.045 

0.004 

0.040 

0.858 

2,120.01 

Over Exploited 

Bali 

0818000502309900 

0.15 

0.00 

- 

0.00 

0.02 

0.02 

0.00 

0.00 

- 

0.0500 

0.0001 

0.0001 

- 

0.050 

0.050 

0.070 

0.007 

0.063 

1.296 

2,045.14 

Over Exploited 



0.15 

0.25 

- 

0.25 

0.02 

0.27 

0.02 

0.17 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.321 

0.032 

0.289 

1.299 

450.12 

Over Exploited 



0.15 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.00 

- 

0.0300 

0.0000 

0.0000 

- 

0.030 

0.030 

0.040 

0.004 

0.036 

0.742 

2,053.22 

Over Exploited 



0.15 

0.10 

- 

0.10 

0.00 

0.10 

0.01 

0.11 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.115 

0.011 

0.103 

0.332 

322.04 

Over Exploited 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bandhar 

0818000702335500 

0.11 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.023 

1,495.38 

Over Exploited 



0.08 

0.04 

- 

0.04 

0.01 

0.05 

0.01 

0.14 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.067 

0.007 

0.060 

0.148 

244.71 

Over Exploited 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.002 

0.037 

1,627.93 

Over Exploited 

Baretha 

0818000702335400 

0.11 

0.14 

11.35 

0.16 

0.02 

0.18 

0.02 

0.21 

0.02 

0.0100 

- 

- 

0.024 

0.034 

0.050 

0.226 

0.011 

0.215 

0.118 

54.81 

Safe 



0.15 

0.04 

757.85 

0.05 

0.00 

0.05 

0.01 

0.10 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.016 

0.067 

0.003 

0.064 

0.085 

132.88 

Over Exploited 

Basra Bhoja 

0818000702335000 

0.11 

0.00 

3,366.95 

0.00 

0.00 

0.01 

0.00 

0.04 

0.00 

- 

- 

- 

0.005 

0.005 

0.005 

0.010 

0.001 

0.010 

0.058 

596.46 

Over Exploited 



0.15 

0.63 

96.77 

0.75 

0.01 

0.76 

0.05 

0.47 

0.07 

0.1100 

- 

- 

0.004 

0.114 

0.189 

0.953 

0.048 

0.905 

1.045 

115.49 

Over Exploited 

Bhadarda 

0818000402300800 

0.11 

0.00 

1,124.59 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.039 

1,877.48 

Over Exploited 

Bhagal Bhim 

0818000402299600 

0.15 

0.84 

- 

0.84 

0.04 

0.89 

0.05 

0.54 

- 

0.1200 

- 

- 

0.007 

0.127 

0.127 

1.013 

0.101 

0.912 

1.121 

123.00 

Over Exploited 

Bhalni 

0818000502310100 

0.15 

0.08 

- 

0.08 

0.01 

0.09 

0.01 

0.14 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.108 

0.011 

0.097 

0.641 

661.19 

Over Exploited 

Bhinmal (M) 

0818000441802000 

0.11 

0.73 

77.87 

0.88 

0.08 

0.96 

0.02 

0.19 

- 

0.0600 

- 

- 

0.091 

0.151 

0.151 

1.109 

0.055 

1.054 

3.016 

286.20 

Over Exploited 



0.14 

1.63 

174.19 

1.95 

0.21 

2.16 

0.03 

0.26 

- 

0.2000 

- 

- 

0.205 

0.405 

0.405 

2.565 

0.128 

2.437 

6.956 

285.49 

Over Exploited 

Bhinmal (Rural) 

0818000402299400 

0.15 

0.68 

176.28 

0.82 

0.45 

1.27 

0.04 

0.43 

- 

1.3000 

- 

- 

0.037 

1.337 

1.337 

2.608 

0.130 

2.478 

11.652 

470.22 

Over Exploited 

Bhootel 

0818000602327400 

0.14 

0.03 

- 

0.03 

0.00 

0.03 

0.01 

0.12 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.031 

0.003 

0.028 

0.115 

409.81 

Over Exploited 

Bilar 

0818000702335100 

0.11 

0.25 

(26.88) 

0.20 

0.02 

0.22 

0.05 

0.50 

0.03 

0.0200 

- 

- 

0.015 

0.035 

0.065 

0.288 

0.014 

0.274 

0.599 

218.95 

Over Exploited 



0.15 

0.00 

276,189.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chak Jeran 

0818000502311200 

0.15 

0.11 

- 

0.11 

- 

0.11 

0.02 

0.22 

- 

- 

- 

- 

- 

- 

- 

0.109 

0.011 

0.098 

0.018 

18.48 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Chandpura 

081800070233700C 

6.189 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.650 

1.41 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.11 

0.010 

0.12 

0.22 







Non-command 

Younger Alluvium 

3.836 

1.41 

0.100 

0.11 

0.02 

0.00 

0.00 

0.00 

0.63 

0.36 

0.43 

0.022 

0.29 

0.50 


Chara 

081800070233520C 

11.864 

Fresh 

Non-command 

Non-command 

Jalore Granite 

11.023 

2.06 

0.020 

0.12 

0.00 

0.00 

0.00 

0.00 

0.57 

0.34 

0.39 

0.064 

0.44 

0.74 


Chatwara 

081800070233440C 

24.767 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.401 

0.25 

0.060 

0.09 

0.01 

0.00 

0.00 

0.00 

0.26 

0.17 

0.26 

0.072 

0.25 

0.38 







Non-command 

Rhyolite 

12.282 

0.25 

0.010 

0.06 

0.01 

0.00 

0.00 

0.01 

0.07 

0.05 

0.16 

0.072 

0.25 

0.37 


Chekla 

0818000402305500 

9.295 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.047 

2.75 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.04 

0.006 

0.05 

0.09 


Chirpatiya 

0818000702336900 

7.770 

Fresh 

Non-command 

Non-command 

Jalore Granite 

5.202 

2.24 

0.020 

0.09 

0.00 

0.00 

0.00 

0.00 

0.32 

0.20 

0.31 

0.030 

0.32 

0.53 







Non-command 

Older Alluvium 

0.041 

2.24 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 


Chitrodi 

0818000702334900 

10.382 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.505 

2.42 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.003 

0.02 

0.04 







Non-command 

Younger Alluvium 

9.637 

2.42 

0.100 

0.25 

0.01 

0.00 

0.00 

0.00 

2.57 

1.53 

0.91 

0.056 

0.44 

0.74 


Dadoki 

0818000702337200 

13.194 

Fresh 

Non-command 

Non-command 

Jalore Granite 

6.063 

2.29 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.35 

0.21 

0.22 

0.035 

0.22 

0.37 







Non-command 

Older Alluvium 

6.510 

2.29 

0.060 

0.10 

0.00 

0.00 

0.00 

0.00 

1.00 

0.60 

0.36 

0.038 

0.24 

0.40 


Dantiwas 

0818000502312600 

28.620 

Fresh 

Non-command 

Non-command 

Older Alluvium 

27.424 

-1.26 

0.060 

1.52 

0.07 

0.00 

0.00 

0.02 

0.00 

0.00 

5.91 

0.133 

0.48 

0.69 







Non-command 

Younger Alluvium 

1.196 

-1.26 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.006 

0.02 

0.03 


Dantlawas 

0818000402305600 

14.886 

Fresh 

Non-command 

Non-command 

Jalore Granite 

5.252 

2.10 

0.025 

0.09 

0.01 

0.00 

0.00 

0.00 

0.35 

0.20 

0.32 

0.029 

0.16 

0.29 







Non-command 

Younger Alluvium 

2.331 

2.10 

0.120 

0.08 

0.01 

0.00 

0.00 

0.02 

0.64 

0.36 

0.32 

0.013 

0.07 

0.13 


Dantwara 

0818000702335800 

17.376 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.259 

0.45 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.05 

0.013 

0.07 

0.10 







Non-command 

Rhyolite 

3.092 

0.45 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.018 

0.09 

0.14 


Daulatpura 

0818000702338000 

5.303 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.329 

1.59 

0.060 

0.26 

0.01 

0.00 

0.00 

0.03 

0.63 

0.38 

1.01 

0.025 

0.40 

0.66 







Non-command 

Younger Alluvium 

0.140 

1.59 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.001 

0.01 

0.02 


Delwara 

0818000402300600 

20.136 

Fresh 

Non-command 

Non-command 

Jalore Granite 

13.248 

3.19 

0.025 

0.08 

0.00 

0.00 

0.00 

0.04 

1.09 

0.68 

0.24 

0.074 

0.31 

0.50 


Derdi 

0818000402305900 

2.007 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.479 

1.47 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.26 

0.15 

0.36 

0.008 

0.35 

0.59 







Non-command 

Younger Alluvium 

0.529 

1.47 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.14 

0.003 

0.12 

0.21 


Dhanpura 

0818000402305800 

7.666 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.960 

1.35 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.30 

0.17 

0.34 

0.011 

0.12 

0.21 







Non-command 

Younger Alluvium 

5.706 

1.35 

0.120 

0.25 

0.01 

0.00 

0.00 

0.00 

1.16 

0.67 

0.97 

0.032 

0.35 

0.60 


Dhanwara 

0818000702334600 

9.667 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.526 

-4.25 

0.060 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.009 

0.08 

0.12 







Non-command 

Younger Alluvium 

8.041 

-4.25 

0.100 

0.29 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.11 

0.047 

0.41 

0.63 


Dhuliya 

0818000702337500 

13.333 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.100 

1.75 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.00 

0.01 


Digaon 

0818000702334100 

10.037 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.752 

-0.33 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.016 

0.14 

0.20 


Doongarwa 

0818000502311700 

12.278 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.910 

-2.41 

0.060 

0.25 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.94 

0.043 

0.32 

0.46 


Doongri 

0818000702340900 

14.370 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

1.34 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

0.499 

1.34 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.06 

0.16 

0.003 

0.02 

0.03 


Dorda 

0818000402304700 

60.412 

Fresh 

Non-command 

Non-command 

Jalore Granite 

3.848 

2.69 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.29 

0.16 

0.10 

0.022 

0.03 

0.05 


Fatapura 

0818000702337600 

1.105 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.101 

1.60 

0.060 

0.33 

0.02 

0.00 

0.00 

0.00 

0.41 

0.25 

1.30 

0.006 

0.48 

0.80 


Gajipura 

0818000402300200 

6.772 

Fresh 

Non-command 

Non-command 

Jalore Granite 

6.772 

2.90 

0.025 

0.29 

0.01 

0.00 

0.00 

0.00 

0.77 

0.46 

1.12 

0.038 

0.47 

0.78 


Gaonri 

0818000502310300 

13.361 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.600 

-2.15 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.003 

0.02 

0.03 


Hapu Ki Dhani 

0818000502310200 

9.230 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.190 

-1.98 

0.060 

0.35 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.37 

0.040 

0.38 

0.55 


Jawiya 

0818000402306300 

18.110 

Fresh 

Non-command 

Non-command 

Jalore Granite 

4.383 

2.79 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.33 

0.18 

0.10 

0.025 

0.11 

0.20 


Jelatra 

0818000602327500 

23.050 

Fresh 

Non-command 

Non-command 

Older Alluvium 

15.208 

-0.33 

0.080 

0.68 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.61 

0.071 

0.33 

0.46 


Jeran 

0818000502312400 

23.797 

Fresh 

Non-command 

Non-command 

Older Alluvium 

17.815 

-2.12 

0.060 

0.49 

0.02 

0.00 

0.00 

0.01 

0.00 

0.00 

1.83 

0.086 

0.35 

0.50 


Jodhawas 

0818000602320500 

25.947 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.987 

-1.26 

0.090 

0.23 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.92 

0.003 

0.02 

0.02 






Non-command 

Non-command 

Older Alluvium 

8.867 

-1.26 

0.090 

0.42 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.63 

0.023 

0.15 

0.22 


Jogau 

0818000502313000 

4.879 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.879 

-0.85 

0.060 

0.34 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.33 

0.024 

0.48 

0.69 


Joojani 

0818000402299500 

19.874 

Fresh 

Non-command 

Non-command 

Older Alluvium 

18.897 

-0.90 

0.060 

1.03 

0.05 

0.00 

0.00 

0.01 

0.00 

0.00 

3.99 

0.092 

0.45 

0.67 


Kagmala 

0818000702337100 

9.865 

Fresh 

Non-command 

Non-command 

Jalore Granite 

5.932 

1.73 

0.020 

0.14 

0.01 

0.00 

0.00 

0.00 

0.33 

0.20 

0.50 

0.035 

0.28 

0.48 







Non-command 

Older Alluvium 

2.723 

1.73 

0.060 

0.10 

0.00 

0.00 

0.00 

0.00 

0.38 

0.22 

0.37 

0.016 

0.13 

0.22 







Non-command 

Younger Alluvium 

0.711 

1.73 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.10 

0.004 

0.03 

0.06 


Karda 

0818000702334300 

39.029 

Fresh 

Non-command 

Non-command 

Older Alluvium 

24.400 

0.54 

0.060 

0.28 

0.03 

0.00 

0.00 

0.00 

1.04 

0.70 

0.92 

0.142 

0.32 

0.47 







Non-command 

Rhyolite 

9.886 

0.54 

0.010 

0.08 

0.01 

0.00 

0.00 

0.00 

0.12 

0.08 

0.23 

0.058 

0.13 

0.19 


Karloo 

0818000402305000 

5.866 

Fresh 

Non-command 

Non-command 

Jalore Granite 

5.866 

2.60 

0.025 

0.23 

0.01 

0.00 

0.00 

0.00 

0.60 

0.35 

0.88 

0.033 

0.46 

0.80 


Keebla 

0818000402306400 

11.124 

Fresh 

Non-command 

Non-command 

Jalore Granite 

6.270 

2.56 

0.025 

0.07 

0.01 

0.00 

0.00 

0.00 

0.46 

0.25 

0.25 

0.035 

0.25 

0.46 


Ker 

0818000702337900 

4.166 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.507 

1.38 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.12 

0.003 

0.06 

0.10 


Kerwala 

0818000402299900 

7.045 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.784 

-1.38 

0.060 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.014 

0.20 

0.29 







Non-command 

Younger Alluvium 

4.261 

-1.38 

0.100 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.42 

0.021 

0.30 

0.45 


Khanda Deol 

0818000402300100 

7.547 

Fresh 

Non-command 

Non-command 

Jalore Granite 

7.547 

3.54 

0.025 

0.14 

0.01 

0.00 

0.00 

0.01 

0.79 

0.48 

0.49 

0.042 

0.48 

0.78 


Khanpur 

0818000402300700 

15.683 

Fresh 

Non-command 

Non-command 

Jalore Granite 

5.371 

3.20 

0.025 

0.06 

0.00 

0.00 

0.00 

0.01 

0.48 

0.31 

0.22 

0.030 

0.16 

0.25 


Khera Sariyana 

0818000702336200 

13.766 

Fresh 

Non-command 

Non-command 

Rhyolite 

0.477 

0.86 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.003 

0.02 

0.03 


Kherakuri 

0818000702335700 

5.158 

Fresh 

Non-command 

Non-command 

Rhyolite 

3.929 

0.81 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.03 

0.023 

0.39 

0.59 


Kherapuriya 

0818000502311900 

3.987 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.987 

-2.12 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.019 

0.44 

0.63 


Kodita 

0818000402300500 

2.442 

Fresh 

Non-command 

Non-command 

Jalore Granite 

2.442 

2.93 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.11 

0.04 

0.014 

0.47 

0.78 


Kooka 

0818000502312000 

14.373 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.373 

-2.30 

0.060 

0.38 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.44 

0.070 

0.45 

0.65 


Kori Chaupawatan 

0818000702335300 

5.923 

Fresh 

Non-command 

Non-command 

Jalore Granite 

2.362 

2.95 

0.020 

0.09 

0.00 

0.00 

0.00 

0.00 

0.23 

0.14 

0.33 

0.014 

0.19 

0.31 







Non-command 

Younger Alluvium 

3.381 

2.95 

0.100 

0.22 

0.01 

0.00 

0.00 

0.00 

1.21 

0.73 

0.84 

0.020 

0.27 

0.45 


Korka 

0818000702333900 

23.017 

Fresh 

Non-command 

Non-command 

Older Alluvium 

16.027 

-0.31 

0.060 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.53 

0.094 

0.35 

0.50 


Kotra 

0818000402306000 

0.938 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.938 

1.59 

0.080 

0.21 

0.01 

0.00 

0.00 

0.00 

0.32 

0.19 

0.82 

0.005 

0.48 

0.81 


Lakhawas 

0818000702335600 

31.856 

Fresh 

Non-command 

Non-command 

Rhyolite 

6.197 

0.70 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.08 

0.05 

0.14 

0.036 

0.10 

0.15 


Malwara 

0818000702337700 

15.618 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.412 

1.61 

0.060 

0.07 

0.01 

0.00 

0.00 

0.00 

0.29 

0.18 

0.25 

0.014 

0.07 

0.12 







Non-command 

Younger Alluvium 

2.900 

1.61 

0.100 

0.08 

0.01 

0.00 

0.00 

0.00 

0.54 

0.32 

0.32 

0.017 

0.09 

0.15 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Chandpura 

0818000702337000 

0.11 

0.02 

96.33 

0.03 

- 

0.03 

0.01 

0.14 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.040 

0.002 

0.038 

0.118 

311.64 

Over Exploited 



0.15 

0.17 

119.32 

0.20 

0.02 

0.22 

0.03 

0.32 

0.02 

0.0500 

- 

- 

- 

0.050 

0.070 

0.289 

0.014 

0.275 

0.447 

162.88 

Over Exploited 

Chara 

0818000702335200 

0.11 

0.54 

(36.25) 

0.43 

0.00 

0.43 

0.05 

0.49 

0.06 

0.0100 

- 

- 

0.005 

0.015 

0.077 

0.511 

0.026 

0.485 

0.458 

94.47 

Critical 

Chatwara 

0818000702334400 

0.12 

0.37 

(53.43) 

0.30 

0.01 

0.31 

0.03 

0.28 

- 

0.0300 

- 

- 

0.004 

0.034 

0.034 

0.346 

0.017 

0.329 

0.327 

99.48 

Critical 



0.08 

0.24 

(80.17) 

0.20 

0.02 

0.21 

0.03 

0.27 

- 

0.0200 

- 

- 

0.012 

0.032 

0.032 

0.245 

0.012 

0.233 

0.235 

100.85 

Over Exploited 

Chekla 

0818000402305500 

0.11 

0.01 

665.01 

0.01 

0.00 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

0.001 

0.001 

0.002 

0.009 

0.000 

0.009 

0.048 

539.09 

Over Exploited 

Chirpatiya 

0818000702336900 

0.11 

0.18 

5.59 

0.20 

0.00 

0.20 

0.04 

0.36 

0.02 

0.0100 

- 

- 

0.002 

0.012 

0.033 

0.229 

0.011 

0.218 

0.337 

155.00 

Over Exploited 



0.12 

0.00 

26,381.89 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chitrodi 

0818000702334900 

0.11 

0.00 

6,388.66 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.032 

3,345.41 

Over Exploited 



0.15 

0.64 

140.90 

0.76 

0.01 

0.77 

0.05 

0.49 

0.07 

0.0300 

- 

- 

0.002 

0.032 

0.106 

0.880 

0.044 

0.836 

0.967 

115.70 

Over Exploited 

Dadoki 

0818000702337200 

0.11 

0.15 

41.69 

0.18 

0.00 

0.18 

0.03 

0.25 

0.02 

0.0100 

- 

- 

0.000 

0.010 

0.027 

0.204 

0.010 

0.193 

0.256 

132.54 

Over Exploited 



0.12 

0.18 

222.37 

0.22 

- 

0.22 

0.03 

0.26 

0.02 

0.0100 

- 

- 

- 

0.010 

0.031 

0.253 

0.013 

0.240 

0.398 

165.62 

Over Exploited 

Dantiwas 

0818000502312600 

0.15 

1.97 

- 

1.97 

0.09 

2.06 

0.05 

0.53 

- 

0.2200 

- 

- 

0.026 

0.246 

0.246 

2.304 

0.230 

2.073 

6.046 

291.63 

Over Exploited 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.013 

0.338 

2,502.58 

Over Exploited 

Dantlawas 

0818000402305600 

0.11 

0.09 

113.19 

0.11 

0.01 

0.12 

0.02 

0.18 

0.01 

0.0400 

- 

- 

0.002 

0.042 

0.054 

0.175 

0.009 

0.167 

0.345 

207.18 

Over Exploited 



0.16 

0.03 

1,247.08 

0.03 

0.03 

0.06 

0.01 

0.08 

0.00 

0.0400 

- 

- 

0.023 

0.063 

0.066 

0.123 

0.006 

0.117 

0.329 

280.71 

Over Exploited 

Dantwara 

0818000702335800 

0.12 

0.02 

201.72 

0.02 

0.00 

0.02 

0.01 

0.07 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.032 

0.002 

0.031 

0.058 

190.07 

Over Exploited 



0.08 

0.02 

(0.77) 

0.02 

0.00 

0.02 

0.01 

0.10 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.024 

0.001 

0.023 

0.056 

242.94 

Over Exploited 

Daulatpura 

0818000702338000 

0.12 

0.21 

85.74 

0.25 

0.04 

0.29 

0.05 

0.44 

0.02 

0.0400 

- 

- 

0.046 

0.086 

0.109 

0.398 

0.020 

0.378 

1.030 

272.34 

Over Exploited 



0.15 

0.00 

7,127.35 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.034 

9,997.56 

Over Exploited 

Delwara 

0818000402300600 

0.11 

0.45 

49.80 

0.54 

0.04 

0.58 

0.04 

0.35 

0.05 

0.0300 

- 

- 

0.061 

0.091 

0.143 

0.726 

0.036 

0.690 

0.309 

44.79 

Safe 

Derdi 

0818000402305900 

0.14 

0.07 

113.90 

0.09 

0.00 

0.09 

0.04 

0.39 

0.01 

0.0100 

- 

- 

0.001 

0.011 

0.019 

0.106 

0.005 

0.101 

0.364 

360.04 

Over Exploited 



0.16 

0.01 

640.38 

0.01 

- 

0.01 

0.01 

0.14 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.024 

0.001 

0.023 

0.140 

616.73 

Over Exploited 

Dhanpura 

0818000402305800 

0.14 

0.03 

429.01 

0.04 

0.00 

0.04 

0.01 

0.13 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.015 

0.056 

0.003 

0.053 

0.355 

671.34 

Over Exploited 



0.16 

0.32 

111.32 

0.38 

0.01 

0.39 

0.04 

0.39 

0.04 

0.0400 

- 

- 

0.000 

0.040 

0.079 

0.470 

0.024 

0.447 

1.000 

223.84 

Over Exploited 

Dhanwara 

0818000702334600 

0.12 

0.01 

- 

0.01 

0.00 

0.01 

0.01 

0.09 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.025 

0.002 

0.022 

0.209 

935.02 

Over Exploited 



0.15 

0.49 

- 

0.49 

0.01 

0.50 

0.04 

0.45 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.545 

0.054 

0.490 

1.160 

236.51 

Over Exploited 

Dhuliya 

0818000702337500 

0.15 

0.00 

19,192.35 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Digaon 

0818000702334100 

0.12 

0.05 

- 

0.05 

0.00 

0.05 

0.01 

0.16 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.052 

0.005 

0.047 

0.016 

34.46 

Safe 

Doongarwa 

0818000502311700 

0.15 

0.43 

- 

0.43 

0.01 

0.44 

0.03 

0.36 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.482 

0.048 

0.433 

0.979 

225.89 

Over Exploited 

Doongri 

0818000702340900 

0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.00 

4,566.97 

0.00 

0.01 

0.01 

0.00 

0.02 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.032 

0.002 

0.030 

0.158 

526.56 

Over Exploited 

Dorda 

0818000402304700 

0.11 

0.01 

1,208.12 

0.01 

0.00 

0.02 

0.00 

0.03 

0.00 

0.0100 

- 

- 

0.005 

0.015 

0.016 

0.034 

0.002 

0.032 

0.123 

378.66 

Over Exploited 

Fatapura 

0818000702337600 

0.12 

0.06 

290.57 

0.08 

0.02 

0.10 

0.06 

0.53 

0.01 

0.0500 

- 

- 

0.002 

0.052 

0.060 

0.157 

0.008 

0.149 

1.301 

874.03 

Over Exploited 

Gajipura 

0818000402300200 

0.11 

0.35 

31.39 

0.42 

0.01 

0.43 

0.05 

0.53 

0.04 

0.1300 

- 

- 

0.003 

0.133 

0.174 

0.609 

0.030 

0.578 

1.156 

199.92 

Over Exploited 

Gaonri 

0818000502310300 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

0.051 

3,410.05 

Over Exploited 

Hapu Ki Dhani 

0818000502310200 

0.15 

0.47 

- 

0.47 

0.02 

0.49 

0.04 

0.42 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.536 

0.054 

0.482 

1.405 

291.43 

Over Exploited 

Jawiya 

0818000402306300 

0.11 

0.05 

249.44 

0.06 

0.00 

0.06 

0.01 

0.12 

0.01 

0.0100 

- 

- 

0.003 

0.013 

0.020 

0.084 

0.004 

0.080 

0.126 

156.41 

Over Exploited 

Jelatra 

0818000602327500 

0.14 

0.69 

- 

0.69 

0.03 

0.73 

0.03 

0.36 

- 

0.1000 

- 

- 

0.006 

0.106 

0.106 

0.833 

0.083 

0.750 

2.680 

357.46 

Over Exploited 

Jeran 

0818000502312400 

0.15 

0.93 

- 

0.93 

0.03 

0.95 

0.04 

0.38 

- 

0.0700 

- 

- 

0.008 

0.078 

0.078 

1.032 

0.103 

0.929 

1.916 

206.27 

Over Exploited 

Jodhawas 

0818000602320500 

0.14 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.02 

- 

0.0300 

0.0008 

0.0012 

- 

0.032 

0.032 

0.047 

0.005 

0.042 

0.921 

2,193.64 

Over Exploited 



0.14 

0.19 

- 

0.19 

0.02 

0.21 

0.02 

0.17 

- 

0.0600 

- 

- 

0.001 

0.061 

0.061 

0.269 

0.027 

0.242 

1.656 

683.40 

Over Exploited 

Jogau 

0818000502313000 

0.15 

0.35 

- 

0.35 

0.02 

0.38 

0.05 

0.53 

- 

0.0500 

- 

- 

0.004 

0.054 

0.054 

0.432 

0.043 

0.389 

1.356 

348.77 

Over Exploited 

Joojani 

0818000402299500 

0.15 

1.28 

- 

1.28 

0.06 

1.34 

0.05 

0.50 

- 

0.1500 

- 

- 

0.010 

0.160 

0.160 

1.498 

0.150 

1.348 

4.082 

302.71 

Over Exploited 

Kagmala 

0818000702337100 

0.11 

0.18 

5.74 

0.20 

0.01 

0.21 

0.03 

0.32 

0.02 

0.0200 

- 

- 

0.002 

0.022 

0.044 

0.250 

0.013 

0.238 

0.534 

224.35 

Over Exploited 



0.12 

0.04 

426.78 

0.05 

- 

0.05 

0.02 

0.15 

0.01 

0.0100 

- 

- 

- 

0.010 

0.015 

0.066 

0.003 

0.063 

0.385 

613.88 

Over Exploited 



0.15 

0.00 

2,371.53 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.005 

0.103 

2,276.27 

Over Exploited 

Karda 

0818000702334300 

0.12 

0.93 

(24.89) 

0.75 

0.03 

0.78 

0.03 

0.35 

- 

0.1000 

- 

- 

0.007 

0.107 

0.107 

0.888 

0.044 

0.843 

1.057 

125.40 

Over Exploited 



0.08 

0.10 

(19.23) 

0.08 

0.01 

0.09 

0.01 

0.14 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.126 

0.006 

0.120 

0.288 

240.74 

Over Exploited 

Karloo 

0818000402305000 

0.11 

0.30 

15.41 

0.35 

0.01 

0.36 

0.06 

0.52 

0.04 

0.1000 

- 

- 

0.006 

0.106 

0.142 

0.502 

0.025 

0.477 

0.913 

191.27 

Over Exploited 

Keebla 

0818000402306400 

0.11 

0.17 

44.50 

0.21 

0.01 

0.22 

0.03 

0.28 

0.02 

0.0300 

- 

- 

0.003 

0.033 

0.055 

0.275 

0.014 

0.262 

0.287 

109.74 

Over Exploited 

Ker 

0818000702337900 

0.15 

0.00 

1,234.56 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.016 

0.001 

0.015 

0.119 

796.27 

Over Exploited 

Kerwala 

0818000402299900 

0.15 

0.08 

- 

0.08 

- 

0.08 

0.02 

0.22 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.092 

0.009 

0.083 

0.230 

276.80 

Over Exploited 



0.20 

0.26 

- 

0.26 

0.01 

0.27 

0.03 

0.33 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.290 

0.029 

0.261 

0.442 

169.40 

Over Exploited 

Khanda Deol 

0818000402300100 

0.11 

0.39 

21.67 

0.47 

0.02 

0.49 

0.05 

0.53 

0.05 

0.0200 

- 

- 

0.010 

0.031 

0.076 

0.566 

0.028 

0.538 

0.528 

98.22 

Critical 

Khanpur 

0818000402300700 

0.11 

0.10 

224.47 

0.11 

0.01 

0.12 

0.02 

0.18 

- 

0.0100 

- 

- 

0.015 

0.025 

0.025 

0.149 

0.007 

0.142 

0.245 

172.96 

Over Exploited 

Khera Sariyana 

0818000702336200 

0.08 

0.00 

309.48 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.013 

1,639.81 

Over Exploited 

Kherakuri 

0818000702335700 

0.08 

0.12 

(72.01) 

0.10 

- 

0.10 

0.04 

0.43 

- 

- 

- 

- 

- 

- 

- 

0.098 

0.005 

0.093 

0.057 

61.31 

Safe 

Kherapuriya 

0818000502311900 

0.15 

0.26 

- 

0.26 

- 

0.26 

0.05 

0.49 

- 

- 

- 

- 

- 

- 

- 

0.265 

0.026 

0.238 

0.127 

53.48 

Safe 

Kodita 

0818000402300500 

0.11 

0.13 

(10.93) 

0.11 

0.00 

0.12 

0.05 

0.53 

0.01 

- 

- 

- 

0.005 

0.005 

0.019 

0.136 

0.007 

0.129 

0.053 

40.87 

Safe 

Kooka 

0818000502312000 

0.15 

0.97 

- 

0.97 

0.02 

0.99 

0.05 

0.50 

- 

0.0500 

- 

- 

0.005 

0.055 

0.055 

1.049 

0.105 

0.944 

1.510 

159.86 

Over Exploited 

Kori Chaupawatan 

0818000702335300 

0.11 

0.05 

175.71 

0.06 

0.00 

0.06 

0.02 

0.21 

0.01 

0.0100 

- 

- 

0.006 

0.016 

0.022 

0.086 

0.004 

0.081 

0.343 

421.39 

Over Exploited 



0.15 

0.14 

428.26 

0.17 

0.01 

0.18 

0.03 

0.30 

0.02 

0.0300 

- 

- 

0.002 

0.032 

0.048 

0.226 

0.011 

0.215 

0.860 

400.27 

Over Exploited 

Korka 

0818000702333900 

0.12 

0.68 

- 

0.68 

0.01 

0.69 

0.04 

0.39 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.720 

0.072 

0.648 

0.621 

95.70 

Critical 

Kotra 

0818000402306000 

0.14 

0.06 

199.97 

0.08 

0.01 

0.09 

0.06 

0.53 

0.01 

0.0300 

- 

- 

0.002 

0.032 

0.039 

0.125 

0.006 

0.119 

0.820 

688.38 

Over Exploited 

Lakhawas 

0818000702335600 

0.08 

0.05 

11.32 

0.05 

0.01 

0.06 

0.01 

0.11 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.084 

0.004 

0.080 

0.173 

217.79 

Over Exploited 

Malwara 

0818000702337700 

0.12 

0.02 

713.11 

0.03 

0.01 

0.04 

0.01 

0.08 

0.00 

0.0300 

- 

- 

- 

0.030 

0.032 

0.068 

0.003 

0.065 

0.268 

412.34 

Over Exploited 



0.15 

0.04 

723.94 

0.05 

0.01 

0.06 

0.01 

0.10 

0.00 

0.0400 

- 

- 

0.000 

0.040 

0.045 

0.102 

0.005 

0.097 

0.333 

343.45 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Mandhar 

0818000402300400 

4.491 

Fresh 

Non-command 

Non-command 

Jalore Granite 

4.491 

2.88 

0.025 

0.02 

0.00 

0.00 

0.00 

0.01 

0.33 

0.20 

0.04 

0.025 

0.47 

0.78 


Manoharji Ka Bas 

0818000402305100 

10.175 

Fresh 

Non-command 

Non-command 

Jalore Granite 

10.128 

2.57 

0.025 

0.10 

0.01 

0.00 

0.00 

0.00 

0.74 

0.42 

0.32 

0.057 

0.46 

0.80 


Meda Brahmnan 

0818000502311800 

8.514 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.514 

-2.36 

0.060 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.72 

0.041 

0.44 

0.63 


Meerpura 

0818000502311000 

5.807 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.297 

1.39 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.02 

0.04 


Mera 

0818000702336600 

9.026 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.024 

1.79 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Older Alluvium 

0.019 

1.79 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Munthla Kaba 

0818000402302400 

16.643 

Fresh 

Non-command 

Non-command 

Jalore Granite 

5.232 

3.01 

0.025 

0.07 

0.00 

0.00 

0.00 

0.00 

0.46 

0.28 

0.24 

0.029 

0.15 

0.24 


Naibali 

0818000502310000 

11.274 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.115 

-0.47 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.001 

0.00 

0.01 







Non-command 

Younger Alluvium 

0.244 

-0.47 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.001 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.052 

-0.47 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

0.005 

-0.47 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nimbau 

0818000602320600 

16.325 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.799 

-0.94 

0.090 

0.43 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.71 

0.018 

0.19 

0.27 


Nimbawas 

0818000402299700 

32.274 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.283 

-1.61 

0.060 

0.28 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.06 

0.045 

0.14 

0.21 







Non-command 

Younger Alluvium 

22.991 

-1.61 

0.100 

0.88 

0.04 

0.00 

0.00 

0.01 

0.00 

0.00 

3.37 

0.111 

0.35 

0.51 


Nimbora 

0818000402300000 

16.372 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.349 

-3.18 

0.060 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.021 

0.13 

0.20 







Non-command 

Younger Alluvium 

12.023 

-3.18 

0.100 

0.21 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.77 

0.058 

0.36 

0.54 


Nohra 

0818000402299800 

3.433 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.433 

-1.66 

0.100 

0.45 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.78 

0.017 

0.50 

0.73 


Paharpura 

0818000402304800 

5.718 

Fresh 

Non-command 

Non-command 

Jalore Granite 

5.718 

2.70 

0.025 

0.08 

0.01 

0.00 

0.00 

0.00 

0.45 

0.26 

0.27 

0.032 

0.46 

0.80 


Pamana 

0818000602327600 

30.104 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.045 

0.06 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.31 

0.010 

0.03 

0.05 


Panseri 

0818000402305700 

19.251 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

16.358 

1.66 

0.120 

1.26 

0.18 

0.00 

0.00 

0.01 

4.32 

2.45 

4.93 

0.091 

0.39 

0.69 


Pawli 

0818000402300300 

15.312 

Fresh 

Non-command 

Non-command 

Jalore Granite 

15.078 

2.99 

0.025 

0.32 

0.04 

0.00 

0.00 

0.00 

1.40 

0.83 

1.16 

0.084 

0.46 

0.78 


Phagotra 

0818000502312800 

6.624 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.624 

-1.52 

0.060 

0.35 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.37 

0.032 

0.49 

0.70 


Pooran 

0818000402306100 

41.303 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

21.156 

1.84 

0.120 

0.77 

0.11 

0.00 

0.00 

0.00 

5.32 

2.97 

2.94 

0.118 

0.23 

0.42 


Punasa 

0818000502313200 

32.605 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.890 

-1.65 

0.060 

0.47 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.78 

0.067 

0.21 

0.30 







Non-command 

Younger Alluvium 

18.715 

-1.65 

0.100 

0.81 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

3.12 

0.091 

0.28 

0.41 


Rah 

0818000502311500 

16.765 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.008 

-5.77 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Raji Ka Bas 

0818000402305400 

12.707 

Fresh 

Non-command 

Non-command 

Jalore Granite 

12.107 

2.40 

0.025 

0.19 

0.02 

0.00 

0.00 

0.01 

0.88 

0.49 

0.66 

0.068 

0.43 

0.78 


Rajpura 

0818000402305300 

10.105 

Fresh 

Non-command 

Non-command 

Jalore Granite 

7.777 

2.16 

0.025 

0.13 

0.02 

0.00 

0.00 

0.00 

0.53 

0.30 

0.48 

0.043 

0.35 

0.62 







Non-command 

Younger Alluvium 

2.328 

2.16 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.68 

0.38 

0.34 

0.013 

0.11 

0.19 


Raniwara Khurd 

0818000702338200 

20.452 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.023 

1.58 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

0.004 

1.58 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ropsi 

0818000702334700 

23.827 

Fresh 

Non-command 

Non-command 

Jalore Granite 

4.128 

-1.05 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.024 

0.08 

0.13 







Non-command 

Older Alluvium 

1.441 

-1.05 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.008 

0.03 

0.05 







Non-command 

Younger Alluvium 

17.192 

-1.05 

0.100 

0.34 

0.02 

0.00 

0.00 

0.01 

0.00 

0.00 

1.23 

0.100 

0.35 

0.55 


Samrani 

0818000702334200 

12.888 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.870 

-0.46 

0.060 

0.08 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.21 

0.075 

0.50 

0.73 


Sanwlawas 

0818000702334500 

13.171 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.364 

-0.76 

0.060 

0.01 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.02 

0.008 

0.05 

0.08 







Non-command 

Rhyolite 

2.384 

-0.76 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.014 

0.09 

0.14 







Non-command 

Younger Alluvium 

8.483 

-0.76 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.050 

0.32 

0.49 


Sariyana 

0818000502313100 

10.110 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.110 

-0.74 

0.060 

0.29 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.11 

0.049 

0.49 

0.70 


Sawidar 

0818000402304900 

9.424 

Fresh 

Non-command 

Non-command 

Jalore Granite 

8.578 

2.73 

0.025 

0.16 

0.01 

0.00 

0.00 

0.01 

0.73 

0.43 

0.57 

0.048 

0.43 

0.72 







Non-command 

Younger Alluvium 

0.846 

2.73 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.31 

0.18 

0.12 

0.005 

0.04 

0.07 


Sewari 

0818000502312300 

21.851 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.430 

-4.44 

0.060 

0.52 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.03 

0.051 

0.22 

0.32 







Non-command 

Younger Alluvium 

6.124 

-4.44 

0.100 

0.40 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.57 

0.030 

0.13 

0.19 


Shivgarh 

0818000402305200 

6.019 

Fresh 

Non-command 

Non-command 

Jalore Granite 

5.358 

2.10 

0.025 

0.11 

0.01 

0.00 

0.00 

0.00 

0.38 

0.22 

0.39 

0.030 

0.41 

0.72 







Non-command 

Younger Alluvium 

0.603 

2.10 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.18 

0.10 

0.10 

0.003 

0.05 

0.08 


Silasan 

0818000702336800 

31.302 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.538 

1.68 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.003 

0.01 

0.01 


Sindhara 

0818000402304600 

15.052 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.694 

3.31 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.03 

0.004 

0.02 

0.04 


Tejawas 

0818000702338100 

9.144 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.912 

1.61 

0.060 

0.08 

0.00 

0.00 

0.00 

0.01 

0.83 

0.50 

0.24 

0.046 

0.42 

0.69 


Than Mataji 

0818000402306200 

4.947 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.362 

2.13 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.002 

0.03 

0.06 







Non-command 

Younger Alluvium 

0.004 

2.13 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Thobau 

0818000502312900 

30.326 

Fresh 

Non-command 

Non-command 

Older Alluvium 

30.326 

-1.51 

0.060 

1.04 

0.05 

0.00 

0.00 

0.01 

0.00 

0.00 

3.97 

0.147 

0.47 

0.67 


Vada 

0818000702337400 

7.575 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.449 

1.36 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.16 

0.09 

0.14 

0.008 

0.09 

0.15 







Non-command 

Younger Alluvium 

5.091 

1.36 

0.100 

0.15 

0.01 

0.00 

0.00 

0.00 

0.83 

0.49 

0.55 

0.030 

0.32 

0.54 


Vada Bharvi 

0818000502312200 

23.423 

Fresh 

Non-command 

Non-command 

Older Alluvium 

15.136 

-2.61 

0.060 

0.41 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.53 

0.073 

0.30 

0.43 







Non-command 

Younger Alluvium 

8.287 

-2.61 

0.100 

0.28 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.08 

0.040 

0.16 

0.23 


Vada Naya 

0818000502312100 

4.761 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.761 

-2.39 

0.060 

0.64 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.54 

0.023 

0.45 

0.65 


Vamal 

0818000602320300 

12.471 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.315 

-0.23 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.01 

0.02 


Vanu Ki Dhani 

0818000502312700 

16.685 

Fresh 

Non-command 

Non-command 

Older Alluvium 

16.685 

-1.79 

0.060 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.53 

0.081 

0.48 

0.69 


Vapa 

0818000602327300 

10.150 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.343 

-0.40 

0.090 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.009 

0.16 

0.22 


Viyonka Goliya 

0818000502312500 

28.574 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.990 

-2.33 

0.060 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.56 

0.039 

0.13 

0.19 







Non-command 

Younger Alluvium 

20.583 

-2.33 

0.100 

0.49 

0.02 

0.00 

0.00 

0.01 

0.00 

0.00 

1.83 

0.100 

0.34 

0.50 

11010088 

Akhrad 

0818000702337300 

6.876 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.003 

1.82 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bandhar 

0818000702335500 

14.827 

Fresh 

Non-command 

Non-command 

Jalore Granite 

6.253 

-0.21 

0.020 

0.06 

0.01 

0.00 

0.00 

0.10 

0.00 

0.00 

0.19 

0.037 

0.21 

0.32 







Non-command 

Rhyolite 

1.632 

-0.21 

0.010 

0.02 

0.00 

0.00 

0.00 

0.02 

0.00 

0.00 

0.05 

0.010 

0.05 

0.08 







Non-command 

Younger Alluvium 

1.487 

-0.21 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.009 

0.05 

0.08 


Baretha 

0818000702335400 

17.982 

Fresh 

Non-command 

Non-command 

Jalore Granite 

6.893 

1.76 

0.020 

0.03 

0.00 

0.00 

0.00 

0.02 

0.25 

0.16 

0.08 

0.040 

0.19 

0.30 


Chara 

0818000702335200 

11.864 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.020 

2.06 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chirpatiya 

0818000702336900 

7.770 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.861 

2.24 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.11 

0.011 

0.12 

0.19 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Mandhar 

081800040230040C 

0.11 

0.23 

(13.95) 

0.20 

0.01 

0.21 

0.05 

0.53 

0.03 

- 

- 

- 

0.016 

0.016 

0.044 

0.255 

0.013 

0.242 

0.061 

25.24 

Safe 

Manoharji Ka Bas 

0818000402305100 

0.11 

0.51 

(17.34) 

0.42 

0.01 

0.43 

0.06 

0.51 

0.06 

0.0400 

- 

- 

0.004 

0.044 

0.106 

0.540 

0.027 

0.513 

0.376 

73.21 

Semi Critical 

Meda Brahmnan 

0818000502311800 

0.15 

0.56 

- 

0.56 

0.01 

0.57 

0.05 

0.49 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.604 

0.060 

0.544 

0.761 

140.04 

Over Exploited 

Meerpura 

0818000502311000 

0.15 

0.00 

1,474.55 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

118.24 

Over Exploited 

Mera 

0818000702336600 

0.11 

0.00 

16,953.59 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.00 

56,463.34 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Munthla Kaba 

0818000402302400 

0.11 

0.08 

231.56 

0.10 

0.00 

0.10 

0.02 

0.16 

0.01 

0.0100 

- 

- 

0.000 

0.010 

0.020 

0.122 

0.006 

0.116 

0.273 

236.06 

Over Exploited 

Naibali 

0818000502310000 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.034 

52,287.09 

Over Exploited 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.010 

0.001 

0.009 

0.064 

683.87 

Over Exploited 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nimbau 

0818000602320600 

0.14 

0.18 

- 

0.18 

0.02 

0.21 

0.02 

0.21 

- 

0.0600 

- 

- 

0.006 

0.066 

0.066 

0.273 

0.027 

0.246 

1.728 

703.43 

Over Exploited 

Nimbawas 

0818000402299700 

0.15 

0.20 

- 

0.20 

0.01 

0.21 

0.01 

0.16 

- 

0.0400 

- 

- 

0.000 

0.040 

0.040 

0.246 

0.025 

0.221 

1.107 

500.14 

Over Exploited 



0.20 

1.60 

- 

1.60 

0.05 

1.65 

0.04 

0.38 

- 

0.1300 

- 

- 

0.013 

0.143 

0.143 

1.790 

0.179 

1.611 

3.477 

215.87 

Over Exploited 

Nimbora 

0818000402300000 

0.15 

0.09 

- 

0.09 

- 

0.09 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.095 

0.010 

0.086 

0.237 

276.87 

Over Exploited 



0.20 

0.87 

- 

0.87 

0.01 

0.88 

0.04 

0.40 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.913 

0.091 

0.822 

0.830 

101.02 

Over Exploited 

Nohra 

0818000402299800 

0.20 

0.34 

- 

0.34 

0.02 

0.36 

0.05 

0.55 

- 

0.0700 

- 

- 

0.003 

0.073 

0.073 

0.436 

0.044 

0.392 

1.792 

457.08 

Over Exploited 

Paharpura 

0818000402304800 

0.11 

0.29 

(9.77) 

0.26 

0.01 

0.27 

0.06 

0.52 

0.04 

0.0300 

- 

- 

0.003 

0.033 

0.068 

0.343 

0.017 

0.326 

0.304 

93.32 

Critical 

Pamana 

0818000602327600 

0.14 

0.01 

546.45 

0.01 

- 

0.01 

0.00 

0.04 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.022 

0.001 

0.021 

0.317 

1,517.63 

Over Exploited 

Panseri 

0818000402305700 

0.16 

1.02 

139.24 

1.23 

0.19 

1.42 

0.05 

0.44 

0.13 

0.5500 

- 

- 

0.015 

0.565 

0.691 

2.108 

0.105 

2.003 

5.020 

250.70 

Over Exploited 

Pawli 

0818000402300300 

0.11 

0.76 

8.46 

0.83 

0.04 

0.87 

0.05 

0.51 

0.09 

0.1300 

- 

- 

0.007 

0.137 

0.228 

1.098 

0.055 

1.044 

1.245 

119.33 

Over Exploited 

Phagotra 

0818000502312800 

0.15 

0.48 

- 

0.48 

0.02 

0.50 

0.05 

0.54 

- 

0.0500 

- 

- 

0.002 

0.052 

0.052 

0.556 

0.056 

0.500 

1.400 

279.92 

Over Exploited 

Pooran 

0818000402306100 

0.16 

0.79 

276.45 

0.95 

0.11 

1.06 

0.03 

0.26 

0.10 

0.3300 

- 

- 

- 

0.330 

0.429 

1.487 

0.074 

1.412 

3.053 

216.21 

Over Exploited 

Punasa 

0818000502313200 

0.15 

0.43 

- 

0.43 

0.02 

0.46 

0.02 

0.23 

- 

0.0700 

- 

- 

0.006 

0.076 

0.076 

0.531 

0.053 

0.478 

1.846 

386.44 

Over Exploited 



0.20 

1.04 

- 

1.04 

0.04 

1.08 

0.03 

0.31 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

1.204 

0.120 

1.084 

3.209 

296.10 

Over Exploited 

Rah 

0818000502311500 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Raji Ka Bas 

0818000402305400 

0.11 

0.57 

(14.48) 

0.49 

0.03 

0.53 

0.05 

0.49 

0.07 

0.0700 

- 

- 

0.020 

0.090 

0.162 

0.687 

0.034 

0.653 

0.730 

111.76 

Over Exploited 

Rajpura 

0818000402305300 

0.11 

0.30 

(0.76) 

0.30 

0.02 

0.32 

0.04 

0.40 

0.04 

0.0500 

- 

- 

- 

0.050 

0.087 

0.406 

0.020 

0.385 

0.519 

134.79 

Over Exploited 



0.16 

0.04 

882.11 

0.05 

0.01 

0.06 

0.01 

0.12 

0.00 

0.0400 

- 

- 

- 

0.040 

0.045 

0.102 

0.005 

0.097 

0.348 

359.53 

Over Exploited 

Raniwara Khurd 

0818000702338200 

0.12 

0.00 

88,933.45 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.00 

548,699.33 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ropsi 

0818000702334700 

0.11 

0.02 

- 

0.02 

0.00 

0.02 

0.01 

0.09 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.026 

0.003 

0.023 

0.188 

819.51 

Over Exploited 



0.12 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.001 

0.005 

0.098 

2,145.38 

Over Exploited 



0.15 

0.91 

- 

0.91 

0.03 

0.94 

0.04 

0.39 

- 

0.0500 

- 

- 

0.019 

0.069 

0.069 

1.007 

0.101 

0.907 

1.328 

146.50 

Over Exploited 

Samrani 

0818000702334200 

0.12 

0.78 

- 

0.78 

0.01 

0.79 

0.05 

0.56 

- 

0.0100 

- 

- 

0.016 

0.026 

0.026 

0.816 

0.082 

0.734 

0.284 

38.69 

Safe 

Sanwlawas 

0818000702334500 

0.12 

0.01 

- 

0.01 

0.01 

0.02 

0.01 

0.06 

- 

- 

- 

- 

0.010 

0.011 

0.011 

0.026 

0.003 

0.023 

0.028 

120.01 

Over Exploited 



0.08 

0.02 

- 

0.02 

0.00 

0.02 

0.01 

0.10 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.024 

0.002 

0.021 

0.026 

121.08 

Over Exploited 



0.15 

0.41 

- 

0.41 

0.00 

0.41 

0.03 

0.35 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.420 

0.042 

0.378 

0.163 

42.95 

Safe 

Sariyana 

0818000502313100 

0.15 

0.75 

- 

0.75 

0.01 

0.76 

0.05 

0.54 

- 

0.0400 

- 

- 

0.004 

0.044 

0.044 

0.806 

0.081 

0.726 

1.162 

160.10 

Over Exploited 

Sawidar 

0818000402304900 

0.11 

0.40 

6.88 

0.43 

0.02 

0.45 

0.05 

0.48 

0.05 

0.0600 

- 

- 

0.011 

0.071 

0.118 

0.568 

0.028 

0.540 

0.614 

113.73 

Over Exploited 



0.16 

0.01 

3,084.84 

0.01 

- 

0.01 

0.00 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.018 

0.001 

0.017 

0.122 

730.32 

Over Exploited 

Sewari 

0818000502312300 

0.15 

0.34 

- 

0.34 

0.03 

0.37 

0.02 

0.24 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.450 

0.045 

0.405 

2.079 

512.85 

Over Exploited 



0.20 

0.16 

- 

0.16 

0.02 

0.18 

0.01 

0.14 

- 

0.0600 

- 

- 

0.007 

0.067 

0.067 

0.247 

0.025 

0.223 

1.602 

719.15 

Over Exploited 

Shivgarh 

0818000402305200 

0.11 

0.24 

(10.22) 

0.22 

0.01 

0.23 

0.05 

0.46 

0.03 

0.0400 

- 

- 

0.001 

0.041 

0.070 

0.298 

0.015 

0.283 

0.417 

147.37 

Over Exploited 



0.16 

0.00 

2,229.36 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.016 

0.001 

0.015 

0.101 

671.66 

Over Exploited 

Silasan 

0818000702336800 

0.11 

0.00 

3,419.35 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.022 

3,574.21 

Over Exploited 

Sindhara 

0818000402304600 

0.11 

0.00 

2,338.06 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.032 

1,554.78 

Over Exploited 

Tejawas 

0818000702338100 

0.12 

0.40 

25.86 

0.48 

0.01 

0.49 

0.05 

0.47 

0.05 

0.0100 

- 

- 

0.020 

0.030 

0.075 

0.565 

0.028 

0.537 

0.286 

53.30 

Safe 

Than Mataji 

0818000402306200 

0.11 

0.00 

708.99 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.002 

122.59 

Over Exploited 



0.16 

0.00 

241,302.54 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Thobau 

0818000502312900 

0.15 

2.12 

- 

2.12 

0.06 

2.17 

0.05 

0.51 

- 

0.1500 

- 

- 

0.010 

0.160 

0.160 

2.334 

0.233 

2.101 

4.119 

196.09 

Over Exploited 

Vada 

0818000702337400 

0.12 

0.02 

488.76 

0.02 

0.00 

0.02 

0.01 

0.10 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.012 

0.031 

0.002 

0.030 

0.143 

484.53 

Over Exploited 



0.15 

0.24 

101.00 

0.29 

0.01 

0.30 

0.04 

0.35 

0.03 

0.0200 

- 

- 

- 

0.020 

0.049 

0.349 

0.017 

0.332 

0.575 

173.30 

Over Exploited 

Vada Bharvi 

0818000502312200 

0.15 

0.68 

- 

0.68 

0.02 

0.70 

0.03 

0.33 

- 

0.0600 

- 

- 

0.001 

0.061 

0.061 

0.758 

0.076 

0.682 

1.603 

235.11 

Over Exploited 



0.20 

0.27 

- 

0.27 

0.01 

0.28 

0.02 

0.18 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.320 

0.032 

0.288 

1.116 

387.50 

Over Exploited 

Vada Naya 

0818000502312100 

0.15 

0.32 

- 

0.32 

0.03 

0.35 

0.05 

0.50 

- 

0.1000 

- 

- 

0.001 

0.101 

0.101 

0.455 

0.045 

0.409 

2.561 

625.68 

Over Exploited 

Vamal 

0818000602320300 

0.14 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.018 

4,172.59 

Over Exploited 

Vanu Ki Dhani 

0818000502312700 

0.15 

1.20 

- 

1.20 

0.01 

1.21 

0.05 

0.53 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

1.231 

0.123 

1.108 

0.609 

54.98 

Safe 

Vapa 

0818000602327300 

0.14 

0.07 

- 

0.07 

0.00 

0.08 

0.02 

0.17 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.089 

0.009 

0.080 

0.259 

322.54 

Over Exploited 

Viyonka Goliya 

0818000502312500 

0.15 

0.16 

- 

0.16 

0.01 

0.17 

0.01 

0.15 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.194 

0.019 

0.174 

0.594 

340.91 

Over Exploited 



0.20 

1.40 

- 

1.40 

0.03 

1.43 

0.04 

0.38 

- 

0.0700 

- 

- 

0.008 

0.078 

0.078 

1.505 

0.151 

1.355 

1.932 

142.60 

Over Exploited 

Akhrad 

0818000702337300 

0.12 

0.00 

271,382.16 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bandhar 

0818000702335500 

0.11 

0.14 

- 

0.14 

0.11 

0.25 

0.02 

0.23 

- 

0.0200 

- 

- 

0.149 

0.169 

0.169 

0.422 

0.042 

0.379 

0.229 

60.23 

Safe 



0.08 

0.01 

- 

0.01 

0.02 

0.02 

0.01 

0.06 

- 

0.0100 

- 

- 

0.026 

0.036 

0.036 

0.061 

0.006 

0.055 

0.058 

105.51 

Over Exploited 



0.15 

0.01 

- 

0.01 

0.00 

0.01 

0.01 

0.05 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.022 

0.002 

0.020 

0.092 

461.91 

Over Exploited 

Baretha 

0818000702335400 

0.11 

0.14 

12.00 

0.16 

0.02 

0.18 

0.02 

0.21 

0.02 

0.0100 

- 

- 

0.026 

0.036 

0.051 

0.227 

0.011 

0.215 

0.117 

54.46 

Safe 

Chara 

0818000702335200 

0.11 

0.00 

27,428.62 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chirpatiya 

0818000702336900 

0.11 

0.02 

188.18 

0.03 

0.00 

0.03 

0.01 

0.13 

0.00 

- 

- 

- 

0.001 

0.001 

0.004 

0.033 

0.002 

0.032 

0.119 

374.48 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Dadoki 

081800070233720C 

13.194 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.049 

2.29 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 


Dhanwara 

0818000702334600 

9.667 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.055 

-4.25 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Doodhwat 

0818000702336500 

5.665 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.021 

1.68 

0.060 

0.35 

0.05 

0.00 

0.00 

0.00 

0.81 

0.51 

1.37 

0.029 

0.44 

0.70 


Golwara 

0818000702336400 

15.414 

Fresh 

Non-command 

Non-command 

Jalore Granite 

9.760 

1.46 

0.020 

0.14 

0.02 

0.00 

0.00 

0.01 

0.39 

0.25 

0.47 

0.057 

0.32 

0.50 







Non-command 

Older Alluvium 

5.326 

1.46 

0.060 

0.11 

0.01 

0.00 

0.00 

0.00 

0.56 

0.36 

0.40 

0.031 

0.17 

0.27 


Jalera Kalan 

0818000702338400 

8.028 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.055 

1.92 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.02 

0.000 

0.00 

0.01 


Jalera Khurd 

0818000702338500 

13.242 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.351 

1.93 

0.060 

0.17 

0.02 

0.00 

0.00 

0.01 

0.88 

0.58 

0.65 

0.037 

0.25 

0.38 


Khera Sariyana 

0818000702336200 

13.766 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.002 

0.86 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Older Alluvium 

0.007 

0.86 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Lakhawas 

0818000702335600 

31.856 

Fresh 

Non-command 

Non-command 

Jalore Granite 

16.513 

0.70 

0.020 

0.12 

0.01 

0.00 

0.00 

0.03 

0.31 

0.20 

0.37 

0.096 

0.26 

0.40 







Non-command 

Rhyolite 

6.552 

0.70 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.08 

0.05 

0.15 

0.038 

0.10 

0.16 


Mera 

0818000702336600 

9.026 

Fresh 

Non-command 

Non-command 

Jalore Granite 

5.495 

1.79 

0.020 

0.28 

0.04 

0.00 

0.00 

0.00 

0.44 

0.27 

1.08 

0.032 

0.30 

0.48 







Non-command 

Older Alluvium 

1.795 

1.79 

0.060 

0.14 

0.02 

0.00 

0.00 

0.00 

0.31 

0.20 

0.56 

0.010 

0.10 

0.16 


Pal 

0818000702338700 

15.589 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.009 

2.61 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Parawi 

0818000702336700 

6.956 

Fresh 

Non-command 

Non-command 

Jalore Granite 

6.656 

1.60 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.28 

0.18 

0.26 

0.039 

0.48 

0.75 


Raniwara Kalan 

0818000702338300 

17.536 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.216 

1.46 

0.060 

0.06 

0.01 

0.00 

0.00 

0.00 

0.16 

0.10 

0.22 

0.007 

0.04 

0.06 


Raniwara Khurd 

0818000702338200 

20.452 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.373 

1.58 

0.060 

0.18 

0.01 

0.00 

0.00 

0.00 

0.40 

0.25 

0.70 

0.014 

0.06 

0.09 


Ropsi 

0818000702334700 

23.827 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.006 

-1.05 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

0.671 

-1.05 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.004 

0.01 

0.02 


Sanwlawas 

0818000702334500 

13.171 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.849 

-0.76 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.03 

0.05 


Silasan 

0818000702336800 

31.302 

Fresh 

Non-command 

Non-command 

Jalore Granite 

27.477 

1.68 

0.020 

0.30 

0.04 

0.00 

0.00 

0.01 

1.17 

0.73 

0.99 

0.160 

0.43 

0.69 


Taveedar 

0818000702336300 

17.529 

Fresh 

Non-command 

Non-command 

Jalore Granite 

12.636 

1.00 

0.020 

0.18 

0.02 

0.00 

0.00 

0.01 

0.41 

0.27 

0.63 

0.074 

0.37 

0.56 







Non-command 

Older Alluvium 

2.133 

1.00 

0.060 

0.04 

0.01 

0.00 

0.00 

0.00 

0.16 

0.10 

0.16 

0.012 

0.06 

0.09 







Non-command 

Rhyolite 

0.001 

1.00 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Vadal 

0818000702338600 

4.414 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.455 

1.65 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.11 

0.08 

0.008 

0.17 

0.26 

Sub Basin: Sukri | 

11011089 

Ambon Ka Bara 

0817000402167200 

9.969 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.272 

2.32 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.00 

0.001 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.182 

2.32 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.00 

0.01 


Bala 

0820000502438300 

31.102 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.363 

3.29 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.00 

0.001 

0.00 

0.00 







Non-command 

Phyllite & Schist 

0.812 

3.29 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.01 

0.003 

0.01 

0.01 


Bankli 

0818000202277200 

32.250 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.976 

0.83 

0.060 

0.07 

0.02 

0.00 

0.00 

0.01 

0.44 

0.36 

0.24 

0.028 

0.08 

0.10 






Bankli Bundh 

Command 

Older Alluvium 

11.782 

0.83 

0.060 

0.16 

0.04 

0.00 

0.00 

0.00 

0.70 

0.57 

0.60 

0.042 

0.12 

0.15 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.073 

0.83 

0.060 

0.08 

0.02 

0.00 

0.00 

0.00 

0.06 

0.05 

0.31 

0.000 

0.00 

0.00 






Bankli Bundh 

Command 

Older Alluvium 

0.415 

0.83 

0.060 

0.08 

0.02 

0.00 

0.00 

0.00 

0.08 

0.06 

0.31 

0.001 

0.00 

0.01 


Barwan 

0818000202276700 

43.354 

Saline 

Non-command 

Non-command 

Older Alluvium 

18.001 

0.23 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.27 

0.20 

0.03 

0.064 

0.13 

0.17 


Bassi 

0820000402425400 

10.420 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.420 

2.42 

0.060 

0.01 

0.00 

0.00 

0.00 

0.05 

1.48 

1.25 

0.00 

0.026 

0.33 

0.40 


Beenja 

0820000402424200 

24.885 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.140 

1.56 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.502 

1.56 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.12 

0.00 

0.004 

0.02 

0.02 






Giroliya Tank 

Command 

Older Alluvium 

0.346 

1.56 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.001 

0.00 

0.01 


Bhawnagar 

0820000502437600 

8.236 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.177 

2.05 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.65 

0.59 

0.00 

0.013 

0.14 

0.15 


Bhawri 

0820000502437300 

28.960 

Saline 

Non-command 

Non-command 

Older Alluvium 

27.720 

2.14 

0.100 

0.04 

0.00 

0.00 

0.00 

0.03 

5.95 

5.18 

0.03 

0.110 

0.33 

0.38 


Bhinder 

0820000402425100 

9.891 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.162 

4.65 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.61 

0.53 

0.02 

0.005 

0.07 

0.09 


Burd (Boorad) 

0817000402161700 

6.144 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.737 

2.23 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.62 

0.46 

0.04 

0.011 

0.12 

0.16 


Chenda 

0820000402424300 

13.575 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.041 

1.65 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dayalpura 

0820000502434700 

43.015 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.204 

1.53 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.16 

0.01 

0.005 

0.01 

0.01 


Deeri 

0820000502437500 

40.729 

Saline 

Non-command 

Non-command 

Older Alluvium 

15.185 

1.23 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

1.89 

1.70 

0.05 

0.060 

0.13 

0.14 


Dheedhas 

0817000402167900 

35.463 

Saline 

Non-command 

Non-command 

Older Alluvium 

18.947 

0.12 

0.080 

0.03 

0.00 

0.00 

0.00 

0.01 

0.20 

0.15 

0.04 

0.076 

0.16 

0.22 







Non-command 

Younger Alluvium 

2.487 

0.12 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.010 

0.02 

0.03 


Garwaliya 

0820000402425900 

14.728 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.689 

0.88 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.002 

0.02 

0.02 






Giroliya Tank 

Command 

Older Alluvium 

5.381 

0.88 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.30 

0.25 

0.06 

0.014 

0.12 

0.15 


Gelawas 

0820000402422500 

19.171 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.165 

0.22 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.00 

0.013 

0.08 

0.11 


Ghana 

0818000202276800 

31.493 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.958 

0.20 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.06 

0.011 

0.03 

0.04 






Bankli Bundh 

Command 

Older Alluvium 

4.596 

0.20 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.01 

0.016 

0.05 

0.06 


Godawas 

0820000502437400 

23.884 

Saline 

Non-command 

Non-command 

Older Alluvium 

18.707 

2.13 

0.100 

0.04 

0.00 

0.00 

0.00 

0.01 

4.01 

3.52 

0.08 

0.075 

0.27 

0.31 


Gura Pratapsingh 

0820000502438100 

23.832 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.585 

2.70 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

1.25 

1.12 

0.01 

0.018 

0.07 

0.08 







Non-command 

Phyllite & Schist 

0.612 

2.70 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.00 

0.002 

0.01 

0.01 


Hanjawa 

0820000402424600 

11.518 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.931 

1.63 

0.060 

0.27 

0.07 

0.00 

0.00 

0.40 

0.28 

0.24 

1.08 

0.012 

0.14 

0.17 






Bankli Bundh 

Command 

Older Alluvium 

0.109 

1.63 

0.060 

0.01 

0.00 

0.00 

0.00 

0.40 

-0.38 

-0.32 

0.04 

0.000 

0.00 

0.00 


Jaitpur 

0820000402424100 

38.998 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.584 

0.62 

0.060 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.00 

0.001 

0.00 

0.01 


Kharantiya 

0817000402167400 

9.932 

Saline 

Non-command 

Non-command 

Younger Alluvium 

3.280 

-0.10 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.013 

0.09 

0.13 


Khundawas 

0820000402426100 

11.268 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.372 

0.68 

0.060 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.00 

0.003 

0.04 

0.05 


Kotri 

0817000402161600 

20.977 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.553 

1.09 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.53 

0.39 

0.12 

0.018 

0.06 

0.08 





Saline 

Non-command 

Non-command 

Younger Alluvium 

0.845 

1.09 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.01 

0.003 

0.01 

0.01 


Kulthana 

0820000402425200 

12.797 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.222 

4.82 

0.060 

0.06 

0.01 

0.00 

0.00 

0.00 

1.85 

1.59 

0.22 

0.016 

0.17 

0.19 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.390 

4.82 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.00 

0.001 

0.01 

0.01 


Laleeya 

0817000402167300 

6.041 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.359 

1.57 

0.080 

0.00 

0.00 

0.00 

0.00 

0.01 

0.16 

0.12 

0.00 

0.005 

0.06 

0.08 







Non-command 

Younger Alluvium 

4.096 

1.57 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.65 

0.47 

0.02 

0.016 

0.18 

0.25 


Majal 

0817000402168000 

31.283 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.999 

0.61 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.01 

0.004 

0.01 

0.01 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Dadoki 

0818000702337200 

0.12 

0.00 

38,777.42 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dhanwara 

0818000702334600 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Doodhwat 

0818000702336500 

0.12 

0.27 

90.38 

0.32 

0.05 

0.37 

0.05 

0.49 

- 

0.1500 

- 

- 

0.000 

0.150 

0.150 

0.521 

0.026 

0.495 

1.397 

282.06 

Over Exploited 

Golwara 

0818000702336400 

0.11 

0.34 

(25.96) 

0.28 

0.03 

0.31 

0.03 

0.35 

- 

0.0500 

- 

- 

0.015 

0.065 

0.065 

0.371 

0.019 

0.352 

0.523 

148.41 

Over Exploited 



0.12 

0.11 

225.81 

0.13 

0.01 

0.15 

0.02 

0.19 

- 

0.0400 

- 

- 

0.004 

0.044 

0.044 

0.190 

0.010 

0.181 

0.426 

235.92 

Over Exploited 

Jalera Kalan 

0818000702338400 

0.12 

0.00 

17,802.31 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.015 

57,282.72 

Over Exploited 

Jalera Khurd 

0818000702338500 

0.12 

0.19 

206.67 

0.23 

0.03 

0.25 

0.03 

0.27 

- 

0.0700 

- 

- 

0.011 

0.081 

0.081 

0.335 

0.017 

0.318 

0.682 

214.30 

Over Exploited 

Khera Sariyana 

0818000702336200 

0.11 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.00 

143,655.85 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Lakhawas 

0818000702335600 

0.11 

0.47 

(57.94) 

0.38 

0.04 

0.42 

0.03 

0.29 

- 

0.0400 

- 

- 

0.050 

0.090 

0.090 

0.510 

0.025 

0.484 

0.468 

96.72 

Critical 



0.08 

0.05 

(0.24) 

0.05 

0.01 

0.07 

0.01 

0.11 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.089 

0.004 

0.085 

0.184 

216.74 

Over Exploited 

Mera 

0818000702336600 

0.11 

0.18 

49.63 

0.22 

0.04 

0.26 

0.03 

0.34 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

0.379 

0.019 

0.360 

1.110 

308.17 

Over Exploited 



0.12 

0.02 

820.80 

0.03 

0.02 

0.05 

0.01 

0.11 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.106 

0.005 

0.100 

0.574 

573.10 

Over Exploited 

Pal 

0818000702338700 

0.12 

0.00 

260,392.11 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Parawi 

0818000702336700 

0.11 

0.35 

(49.17) 

0.28 

0.01 

0.29 

0.05 

0.53 

- 

0.0300 

- 

- 

0.004 

0.034 

0.034 

0.325 

0.016 

0.309 

0.303 

98.04 

Critical 

Raniwara Kalan 

0818000702338300 

0.12 

0.01 

1,850.99 

0.01 

0.01 

0.02 

0.00 

0.04 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.036 

0.002 

0.034 

0.228 

662.60 

Over Exploited 

Raniwara Khurd 

0818000702338200 

0.12 

0.02 

1,400.67 

0.02 

0.01 

0.03 

0.01 

0.06 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.060 

0.003 

0.057 

0.712 

1,253.40 

Over Exploited 

Ropsi 

0818000702334700 

0.11 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.054 

4,337.90 

Over Exploited 

Sanwlawas 

0818000702334500 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.005 

135.22 

Over Exploited 

Silasan 

0818000702336800 

0.11 

1.30 

(43.84) 

1.04 

0.05 

1.09 

0.05 

0.48 

0.14 

0.1100 

- 

- 

0.016 

0.126 

0.270 

1.360 

0.068 

1.292 

1.149 

88.97 

Semi Critical 

Taveedar 

0818000702336300 

0.11 

0.51 

(48.01) 

0.41 

0.03 

0.44 

0.04 

0.41 

- 

0.0700 

- 

- 

0.012 

0.082 

0.082 

0.518 

0.026 

0.492 

0.708 

143.71 

Over Exploited 



0.12 

0.02 

553.43 

0.02 

0.01 

0.03 

0.01 

0.07 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.049 

0.002 

0.047 

0.167 

359.53 

Over Exploited 



0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Vadal 

0818000702338600 

0.12 

0.03 

265.98 

0.04 

0.00 

0.04 

0.02 

0.19 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.047 

0.002 

0.044 

0.083 

188.22 

Over Exploited 


Sub Basin: Sukri | 

Ambon Ka Bara 

0817000402167200 

0.15 

0.00 

12,193.47 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

277.38 

Over Exploited 



0.15 

0.00 

18,230.77 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Bala 

0820000502438300 

0.12 

0.00 

59,044.86 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

696.86 

Over Exploited 



0.09 

0.00 

500,383.57 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.011 

1,497.46 

Over Exploited 

Bankli 

0818000202277200 

0.12 

0.08 

351.01 

0.09 

0.03 

0.12 

0.01 

0.09 

0.01 

0.0500 

- 

- 

0.011 

0.061 

0.070 

0.192 

0.010 

0.183 

0.269 

147.50 

Over Exploited 



0.12 

0.09 

1,127.23 

0.10 

0.04 

0.15 

0.01 

0.14 

0.01 

0.1100 

- 

- 

0.006 

0.116 

0.126 

0.274 

0.014 

0.261 

0.642 

246.20 

Over Exploited 



0.12 

0.00 

776,595.93 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.0600 

- 

- 

- 

0.060 

0.060 

0.080 

0.004 

0.076 

0.311 

409.51 

Over Exploited 



0.12 

0.00 

30,139.17 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.0600 

- 

- 

0.001 

0.061 

0.061 

0.082 

0.004 

0.078 

0.312 

399.85 

Over Exploited 

Barwan 

0818000202276700 

0.12 

0.27 

(26.98) 

0.22 

0.00 

0.22 

0.02 

0.14 

0.04 

- 

- 

- 

0.003 

0.003 

0.041 

0.262 

0.013 

0.249 

0.089 

35.79 

Safe 

Bassi 

0820000402425400 

0.07 

0.24 

410.98 

0.29 

0.05 

0.34 

0.03 

0.37 

- 

- 

- 

- 

0.070 

0.070 

0.070 

0.410 

0.020 

0.389 

0.026 

6.78 

Safe 

Beenja 

0820000402424200 

0.07 

0.00 

59,637.82 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.00 

5,481.06 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.002 

0.004 

158.90 

Over Exploited 



0.07 

0.00 

24,168.59 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Bhawnagar 

0820000502437600 

0.12 

0.05 

653,745.04 

0.06 

- 

0.06 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.061 

0.003 

0.058 

0.013 

21.82 

Safe 

Bhawri 

0820000502437300 

0.12 

1.10 

368.96 

1.32 

0.03 

1.36 

0.03 

0.36 

- 

0.0100 

- 

- 

0.048 

0.058 

0.058 

1.415 

0.071 

1.344 

0.140 

10.45 

Safe 

Bhinder 

0820000402425100 

0.07 

0.01 

4,612.42 

0.01 

0.00 

0.02 

0.01 

0.08 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.020 

0.001 

0.019 

0.024 

128.42 

Over Exploited 

Burd (Boorad) 

0817000402161700 

0.22 

0.07 

550.95 

0.08 

- 

0.08 

0.02 

0.14 

0.01 

- 

- 

- 

- 

- 

0.013 

0.098 

0.005 

0.093 

0.049 

52.71 

Safe 

Chenda 

0820000402424300 

0.07 

0.00 

117,237.11 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dayalpura 

0820000502434700 

0.12 

0.00 

11,269.36 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.011 

661.00 

Over Exploited 

Deeri 

0820000502437500 

0.12 

0.24 

616.96 

0.28 

- 

0.28 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.295 

0.015 

0.280 

0.108 

38.75 

Safe 

Dheedhas 

0817000402167900 

0.15 

0.44 

(66.92) 

0.35 

0.01 

0.36 

0.02 

0.18 

0.06 

- 

- 

- 

0.010 

0.010 

0.074 

0.434 

0.022 

0.412 

0.116 

28.03 

Safe 



0.22 

0.01 

147.97 

0.01 

0.00 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

0.001 

0.002 

0.003 

0.018 

0.001 

0.017 

0.017 

101.68 

Over Exploited 

Garwaliya 

0820000402425900 

0.07 

0.00 

3,457.14 

0.00 

0.00 

0.01 

0.00 

0.02 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.013 

0.001 

0.012 

0.012 

98.27 

Critical 



0.07 

0.05 

449.01 

0.06 

0.00 

0.06 

0.01 

0.13 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.077 

0.004 

0.073 

0.072 

98.31 

Critical 

Gelawas 

0820000402422500 

0.07 

0.03 

70.91 

0.04 

- 

0.04 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.004 

0.040 

0.002 

0.038 

0.013 

34.09 

Safe 

Ghana 

0818000202276800 

0.12 

0.01 

265.73 

0.01 

0.00 

0.02 

0.00 

0.03 

0.00 

0.0100 

- 

- 

0.007 

0.017 

0.018 

0.036 

0.002 

0.034 

0.070 

205.32 

Over Exploited 



0.12 

0.03 

91.56 

0.03 

0.00 

0.03 

0.01 

0.05 

0.00 

- 

- 

- 

0.001 

0.002 

0.005 

0.037 

0.002 

0.035 

0.024 

70.04 

Semi Critical 

Godawas 

0820000502437400 

0.12 

0.61 

480.37 

0.73 

0.01 

0.74 

0.03 

0.30 

- 

0.0100 

- 

- 

0.020 

0.030 

0.030 

0.773 

0.039 

0.734 

0.153 

20.78 

Safe 

Gura Pratapsingh 

0820000502438100 

0.12 

0.04 

########## 

0.04 

- 

0.04 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.044 

0.002 

0.042 

0.024 

57.40 

Safe 



0.09 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.002 

466.04 

Over Exploited 

Hanjawa 

0820000402424600 

0.07 

0.05 

373.68 

0.06 

0.47 

0.53 

0.02 

0.16 

- 

0.2000 

- 

- 

0.599 

0.799 

0.799 

1.328 

0.066 

1.261 

1.092 

86.61 

Semi Critical 



0.07 

0.00 

########## 

0.00 

0.40 

0.40 

0.00 

0.00 

- 

0.0100 

- 

- 

0.599 

0.609 

0.609 

1.008 

0.050 

0.957 

0.036 

3.79 

Safe 

Jaitpur 

0820000402424100 

0.07 

0.00 

5,983.83 

0.00 

0.01 

0.01 

0.00 

0.01 

- 

- 

- 

- 

0.011 

0.011 

0.011 

0.018 

0.001 

0.017 

0.001 

8.77 

Safe 

Kharantiya 

0817000402167400 

0.22 

0.07 

- 

0.07 

- 

0.07 

0.01 

0.11 

0.01 

- 

- 

- 

- 

- 

0.011 

0.076 

0.008 

0.068 

0.121 

177.25 

Over Exploited 

Khundawas 

0820000402426100 

0.07 

0.00 

560.73 

0.00 

0.03 

0.03 

0.00 

0.05 

- 

- 

- 

- 

0.038 

0.038 

0.038 

0.068 

0.003 

0.065 

0.003 

5.37 

Safe 

Kotri 

0817000402161600 

0.22 

0.06 

572.58 

0.07 

- 

0.07 

0.01 

0.07 

0.01 

- 

- 

- 

- 

- 

0.010 

0.079 

0.004 

0.075 

0.133 

177.03 

Over Exploited 



0.22 

0.00 

3,318.53 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.010 

400.48 

Over Exploited 

Kulthana 

0820000402425200 

0.07 

0.07 

2,110.13 

0.09 

0.01 

0.10 

0.02 

0.18 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.116 

0.006 

0.110 

0.232 

209.75 

Over Exploited 



0.07 

0.00 

34,213.75 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Laleeya 

0817000402167300 

0.15 

0.01 

873.53 

0.01 

0.01 

0.02 

0.01 

0.07 

0.00 

- 

- 

- 

0.010 

0.010 

0.012 

0.033 

0.002 

0.032 

0.005 

17.17 

Safe 



0.22 

0.16 

189.79 

0.20 

0.00 

0.20 

0.03 

0.21 

0.03 

- 

- 

- 

0.002 

0.002 

0.031 

0.229 

0.011 

0.218 

0.035 

16.23 

Safe 

Majal 

0817000402168000 

0.15 

0.00 

2,521.28 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.016 

929.69 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Younger Alluvium 

2.787 

0.61 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.13 

0.04 

0.011 

0.02 

0.03 





Saline 

Non-command 

Non-command 

Older Alluvium 

21.886 

0.61 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

1.10 

0.79 

0.06 

0.087 

0.19 

0.27 







Non-command 

Younger Alluvium 

4.384 

0.61 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.28 

0.20 

0.03 

0.018 

0.04 

0.05 


Malwa 

082000040242600C 

10.579 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.258 

0.87 

0.060 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Manihari 

082000050243720C 

45.175 

Saline 

Non-command 

Non-command 

Older Alluvium 

40.643 

5.29 

0.100 

0.13 

0.00 

0.00 

0.00 

0.00 

21.63 

19.19 

0.29 

0.162 

0.32 

0.36 







Non-command 

Phyllite & Schist 

0.356 

5.29 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.00 

0.001 

0.00 

0.00 


Math Kharantiya 

081700040216750C 

7.691 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.490 

-0.45 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.02 

0.03 







Non-command 

Younger Alluvium 

1.802 

-0.45 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.007 

0.07 

0.09 


Panch Padariya 

082000040242270C 

13.704 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.265 

0.80 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 


Pati 

0820000402424500 

26.549 

Fresh 

Non-command 

Non-command 

Older Alluvium 

24.712 

1.77 

0.060 

0.07 

0.01 

0.00 

0.00 

0.00 

2.69 

2.23 

0.22 

0.063 

0.31 

0.37 






Bankli Bundh 

Command 

Older Alluvium 

0.103 

1.77 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.074 

1.77 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Pukhtari 

0820000402422300 

10.180 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.609 

0.61 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.10 

0.00 

0.009 

0.11 

0.15 


Rakhana 

0820000402425300 

10.758 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.450 

3.62 

0.060 

0.21 

0.03 

0.00 

0.00 

0.01 

2.01 

1.71 

0.79 

0.021 

0.27 

0.31 


Rana 

0820000402425600 

37.252 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.364 

2.46 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.50 

0.43 

0.00 

0.009 

0.03 

0.04 





Saline 

Non-command 

Non-command 

Older Alluvium 

30.349 

2.46 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

4.51 

3.87 

0.02 

0.077 

0.28 

0.32 






Giroliya Tank 

Command 

Older Alluvium 

3.540 

2.46 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.52 

0.45 

0.00 

0.009 

0.03 

0.04 


Ratanara 

0818000202277000 

5.078 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.038 

0.78 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rawra Kalan 

0818000202276900 

11.548 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.464 

0.31 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.07 

0.002 

0.01 

0.02 






Bankli Bundh 

Command 

Older Alluvium 

0.002 

0.31 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.153 

0.31 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.08 

0.004 

0.03 

0.04 






Bankli Bundh 

Command 

Older Alluvium 

7.516 

0.31 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.17 

0.13 

0.09 

0.027 

0.21 

0.27 


Reoda Khurd 

0820000402422600 

12.720 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.218 

0.21 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.00 

0.021 

0.21 

0.27 






Bankli Bundh 

Command 

Older Alluvium 

0.017 

0.21 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Samooja 

0817000402167800 

32.703 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.534 

2.27 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.65 

0.48 

0.00 

0.014 

0.03 

0.04 







Non-command 

Younger Alluvium 

0.654 

2.27 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.11 

0.00 

0.003 

0.01 

0.01 


Sedariya 

0820000402425700 

15.997 

Saline 

Non-command 

Non-command 

Older Alluvium 

15.434 

1.71 

0.060 

0.02 

0.00 

0.00 

0.00 

0.01 

1.59 

1.36 

0.03 

0.039 

0.33 

0.38 


Sirana 

0820000402424400 

17.321 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.949 

1.06 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.20 

0.00 

0.010 

0.08 

0.09 





Saline 

Non-command 

Non-command 

Older Alluvium 

6.140 

1.06 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.40 

0.32 

0.00 

0.016 

0.12 

0.14 






Bankli Bundh 

Command 

Older Alluvium 

1.217 

1.06 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.00 

0.003 

0.02 

0.03 


Thakar Khera 

0817000402168200 

22.004 

Saline 

Non-command 

Non-command 

Older Alluvium 

11.112 

0.65 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.60 

0.43 

0.04 

0.044 

0.15 

0.20 


Tormi 

0818000202277100 

13.827 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.677 

0.98 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.14 

0.06 

0.010 

0.06 

0.08 






Bankli Bundh 

Command 

Older Alluvium 

1.328 

0.98 

0.060 

0.06 

0.01 

0.00 

0.00 

0.00 

0.13 

0.10 

0.24 

0.005 

0.03 

0.04 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.006 

0.98 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.13 

0.000 

0.00 

0.00 






Bankli Bundh 

Command 

Older Alluvium 

0.137 

0.98 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.13 

0.000 

0.00 

0.00 


Undra 

0820000402425800 

9.259 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.437 

1.39 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.17 

0.00 

0.006 

0.09 

0.10 






Giroliya Tank 

Command 

Older Alluvium 

4.165 

1.39 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.29 

0.00 

0.011 

0.15 

0.18 


Vayad 

0820000402425500 

24.637 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.654 

2.14 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

1.39 

1.17 

0.04 

0.027 

0.14 

0.17 





Saline 

Non-command 

Non-command 

Older Alluvium 

5.002 

2.14 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.65 

0.55 

0.01 

0.013 

0.07 

0.08 






Giroliya Tank 

Command 

Older Alluvium 

8.981 

2.14 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

1.16 

0.98 

0.01 

0.023 

0.12 

0.14 

11011090 

Anewa 

0820000702464500 

12.435 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

1.629 

4.35 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.17 

0.21 

0.10 

0.007 

0.07 

0.06 





Saline 

Non-command 

Non-command 

Erinpura Granite 

9.978 

4.35 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.93 

1.15 

0.24 

0.043 

0.42 

0.34 


Atatiya 

0820000702464400 

6.679 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

2.889 

3.65 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.24 

0.32 

0.11 

0.013 

0.21 

0.16 





Saline 

Non-command 

Non-command 

Erinpura Granite 

3.790 

3.65 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.30 

0.39 

0.05 

0.017 

0.28 

0.21 


Bala 

0820000502438300 

31.102 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.481 

3.29 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.14 

0.00 

0.002 

0.01 

0.01 







Non-command 

Phyllite & Schist 

26.042 

3.29 

0.025 

0.07 

0.01 

0.00 

0.00 

0.00 

2.20 

1.98 

0.15 

0.104 

0.30 

0.33 


Bhadarlau 

0820000702454700 

4.812 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.136 

4.56 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Bhawri 

0820000502437300 

28.960 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.240 

2.14 

0.100 

0.00 

0.00 

0.00 

0.00 

0.03 

0.23 

0.20 

0.00 

0.005 

0.01 

0.02 


Bola Kura 

0820000702459300 

9.486 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

7.696 

3.05 

0.020 

0.05 

0.00 

0.00 

0.00 

0.02 

0.50 

0.60 

0.16 

0.028 

0.36 

0.31 


Boradi 

0820000702461500 

6.459 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

6.459 

3.32 

0.020 

0.17 

0.01 

0.00 

0.00 

0.01 

0.58 

0.74 

0.63 

0.024 

0.45 

0.35 


Busi 

0820000502435800 

15.010 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

7.549 

5.23 

0.020 

0.20 

0.03 

0.00 

0.00 

0.01 

0.95 

0.89 

0.76 

0.028 

0.18 

0.20 


Chak Sujapura 

0820000702464100 

3.003 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

3.003 

3.84 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.27 

0.39 

0.13 

0.013 

0.46 

0.32 


Chawarda 

0820000502434600 

4.239 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.001 

0.77 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Hemawas 

Command 

Older Alluvium 

2.357 

0.77 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.16 

0.01 

0.009 

0.19 

0.22 







Command 

Younger Alluvium 

0.834 

0.77 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.01 

0.003 

0.07 

0.08 


Dayalpura 

0820000502434700 

43.015 

Saline 

Non-command 

Non-command 

Older Alluvium 

41.675 

1.53 

0.100 

0.13 

0.01 

0.00 

0.00 

0.00 

6.51 

5.74 

0.31 

0.166 

0.34 

0.39 


Daylana Kalan 

0820000702460900 

11.401 

Saline 

Non-command 

Non-command 

Erinpura Granite 

9.507 

2.72 

0.020 

0.11 

0.01 

0.00 

0.00 

0.02 

0.60 

0.71 

0.40 

0.041 

0.42 

0.36 


Daylana Khurd 

0820000702460800 

4.699 

Saline 

Non-command 

Non-command 

Erinpura Granite 

0.063 

3.05 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Denda 

0820000502437000 

43.814 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

43.814 

3.75 

0.025 

0.17 

0.03 

0.00 

0.00 

0.06 

4.19 

3.79 

0.45 

0.175 

0.37 

0.40 


Deoli 

0820000702458100 

9.167 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

9.167 

1.96 

0.020 

0.15 

0.01 

0.00 

0.00 

0.01 

0.49 

0.57 

0.56 

0.033 

0.43 

0.37 


Desuri 

0820000702467000 

60.130 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.364 

4.98 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.32 

0.35 

0.12 

0.010 

0.02 

0.02 







Non-command 

Erinpura Granite 

12.042 

4.98 

0.020 

0.19 

0.03 

0.00 

0.00 

0.00 

1.36 

1.48 

0.70 

0.052 

0.11 

0.10 


Dhariya 

0820000702458200 

14.392 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.647 

5.15 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.36 

0.39 

0.07 

0.010 

0.08 

0.07 







Non-command 

Erinpura Granite 

7.842 

5.15 

0.020 

0.05 

0.00 

0.00 

0.00 

0.01 

0.85 

0.93 

0.15 

0.029 

0.23 

0.21 


Dhelri 

0820000702464200 

4.408 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

4.408 

3.71 

0.020 

0.06 

0.01 

0.00 

0.00 

0.01 

0.37 

0.55 

0.20 

0.019 

0.45 

0.30 


Dingai 

0820000502436800 

14.028 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

5.244 

0.80 

0.025 

0.02 

0.00 

0.00 

0.00 

0.01 

0.11 

0.10 

0.04 

0.021 

0.14 

0.15 


Duthriya 

0820000702454500 

12.393 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.436 

4.51 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.01 

0.002 

0.01 

0.01 







Non-command 

Erinpura Granite 

11.957 

4.51 

0.020 

0.07 

0.00 

0.00 

0.00 

0.01 

1.14 

1.19 

0.23 

0.044 

0.39 

0.37 





Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.22 

0.02 

748.62 

0.02 

- 

0.02 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.002 

0.021 

0.001 

0.020 

0.049 

250.26 

Over Exploited 



0.15 

0.64 

24.26 

0.76 

- 

0.76 

0.03 

0.23 

0.10 

- 

- 

- 

- 

- 

0.104 

0.869 

0.043 

0.826 

0.148 

17.97 

Safe 



0.22 

0.04 

428.67 

0.05 

- 

0.05 

0.01 

0.05 

0.01 

- 

- 

- 

- 

- 

0.006 

0.051 

0.003 

0.049 

0.047 

95.71 

Critical 

Malwa 

0820000402426000 

0.07 

0.00 

1,576.81 

0.00 

0.01 

0.01 

0.00 

0.01 

- 

- 

- 

- 

0.016 

0.016 

0.016 

0.026 

0.001 

0.025 

0.001 

2.63 

Safe 

Manihari 

0820000502437200 

0.12 

1.55 

########## 

1.85 

- 

1.85 

0.03 

0.34 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

1.884 

0.094 

1.790 

0.454 

25.36 

Safe 



0.09 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

1,459.45 

Over Exploited 

Math Kharantiya 

0817000402167500 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.009 

653.30 

Over Exploited 



0.22 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.004 

0.030 

0.003 

0.027 

0.065 

239.91 

Over Exploited 

Panch Padariya 

0820000402422700 

0.07 

0.00 

8,608.29 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Pati 

0820000402424500 

0.07 

0.54 

########## 

0.64 

0.01 

0.65 

0.03 

0.34 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.693 

0.035 

0.658 

0.279 

42.34 

Safe 



0.07 

0.00 

97,431.52 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.00 

136,147.08 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pukhtari 

0820000402422300 

0.07 

0.03 

248.44 

0.03 

0.00 

0.04 

0.01 

0.12 

0.00 

- 

- 

- 

0.005 

0.005 

0.009 

0.045 

0.002 

0.043 

0.009 

21.44 

Safe 

Rakhana 

0820000402425300 

0.07 

0.16 

988.58 

0.19 

0.04 

0.23 

0.03 

0.29 

- 

0.1500 

- 

- 

0.013 

0.163 

0.163 

0.390 

0.020 

0.371 

0.813 

219.37 

Over Exploited 

Rana 

0820000402425600 

0.07 

0.01 

5,825.79 

0.01 

- 

0.01 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.008 

0.009 

103.98 

Over Exploited 



0.07 

0.59 

561.12 

0.70 

- 

0.70 

0.03 

0.30 

- 

- 

- 

- 

- 

- 

- 

0.702 

0.035 

0.667 

0.096 

14.37 

Safe 



0.07 

0.01 

5,529.65 

0.01 

- 

0.01 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.000 

0.009 

0.009 

98.80 

Critical 

Ratanara 

0818000202277000 

0.12 

0.00 

12,387.26 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rawra Kalan 

0818000202276900 

0.12 

0.00 

2,967.19 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.068 

650.03 

Over Exploited 



0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.017 

######### 

Over Exploited 



0.12 

0.00 

617.07 

0.01 

- 

0.01 

0.00 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.016 

0.001 

0.015 

0.080 

530.09 

Over Exploited 



0.12 

0.19 

(32.02) 

0.15 

0.00 

0.15 

0.03 

0.24 

0.02 

0.0100 

- 

- 

0.004 

0.014 

0.037 

0.192 

0.010 

0.182 

0.119 

65.23 

Safe 

Reoda Khurd 

0820000402422600 

0.07 

0.12 

(27.28) 

0.10 

0.00 

0.10 

0.02 

0.23 

0.01 

- 

- 

- 

0.002 

0.002 

0.016 

0.113 

0.006 

0.108 

0.021 

19.34 

Safe 



0.07 

0.00 

(167,240.24) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

0.002 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

1.45 

Safe 

Samooja 

0817000402167800 

0.15 

0.02 

2,669.62 

0.02 

0.00 

0.02 

0.00 

0.04 

0.00 

- 

- 

- 

0.002 

0.002 

0.004 

0.026 

0.001 

0.025 

0.018 

73.12 

Semi Critical 



0.22 

0.00 

12,463.48 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

0.000 

0.000 

0.000 

0.002 

0.000 

0.001 

0.003 

180.44 

Over Exploited 

Sedariya 

0820000402425700 

0.07 

0.35 

284.55 

0.43 

0.01 

0.44 

0.03 

0.36 

- 

0.0100 

- 

- 

0.015 

0.025 

0.025 

0.461 

0.023 

0.438 

0.068 

15.55 

Safe 

Sirana 

0820000402424400 

0.07 

0.02 

877.33 

0.02 

- 

0.02 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.025 

0.001 

0.024 

0.010 

42.15 

Safe 



0.07 

0.05 

544.54 

0.06 

- 

0.06 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.060 

0.003 

0.057 

0.016 

27.11 

Safe 



0.07 

0.00 

3,072.51 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.003 

136.80 

Over Exploited 

Thakar Khera 

0817000402168200 

0.15 

0.24 

76.80 

0.29 

- 

0.29 

0.02 

0.17 

0.04 

- 

- 

- 

- 

- 

0.037 

0.328 

0.016 

0.312 

0.080 

25.78 

Safe 

Tormi 

0818000202277100 

0.12 

0.02 

576.25 

0.02 

0.00 

0.03 

0.01 

0.07 

0.00 

0.0100 

- 

- 

0.002 

0.012 

0.014 

0.041 

0.002 

0.039 

0.066 

170.14 

Over Exploited 



0.12 

0.01 

1,886.59 

0.01 

0.01 

0.02 

0.00 

0.04 

0.00 

0.0300 

- 

- 

0.001 

0.031 

0.032 

0.049 

0.002 

0.046 

0.241 

518.69 

Over Exploited 



0.12 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.010 

0.001 

0.010 

0.126 

1,326.52 

Over Exploited 



0.12 

0.00 

55,890.71 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.010 

0.001 

0.010 

0.126 

1,322.05 

Over Exploited 

Undra 

0820000402425800 

0.07 

0.02 

1,011.62 

0.02 

0.00 

0.02 

0.01 

0.10 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.030 

0.001 

0.028 

0.006 

21.96 

Safe 



0.07 

0.04 

556.92 

0.05 

0.00 

0.06 

0.01 

0.16 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.064 

0.003 

0.061 

0.011 

17.27 

Safe 

Vayad 

0820000402425500 

0.07 

0.11 

984.11 

0.13 

- 

0.13 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.129 

0.006 

0.123 

0.063 

51.33 

Safe 



0.07 

0.02 

2,211.17 

0.03 

- 

0.03 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.028 

0.001 

0.027 

0.023 

83.82 

Semi Critical 



0.07 

0.08 

1,178.35 

0.09 

- 

0.09 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.092 

0.005 

0.087 

0.033 

37.56 

Safe 

Anewa 

0820000702464500 

0.12 

0.01 

1,492.67 

0.02 

- 

0.02 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.026 

0.001 

0.025 

0.103 

417.36 

Over Exploited 



0.08 

0.32 

20,524.21 

0.39 

0.01 

0.40 

0.03 

0.45 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.428 

0.021 

0.406 

0.278 

68.51 

Safe 

Atatiya 

0820000702464400 

0.12 

0.07 

339.89 

0.09 

- 

0.09 

0.02 

0.23 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.097 

0.005 

0.092 

0.121 

130.43 

Over Exploited 



0.08 

0.08 

371.91 

0.10 

- 

0.10 

0.02 

0.30 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.110 

0.006 

0.105 

0.070 

66.38 

Safe 

Bala 

0820000502438300 

0.12 

0.00 

44,540.48 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.002 

526.32 

Over Exploited 



0.09 

0.70 

########## 

0.84 

0.01 

0.85 

0.03 

0.33 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.873 

0.044 

0.829 

0.255 

30.72 

Safe 

Bhadarlau 

0820000702454700 

0.10 

0.00 

8,292.19 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhawri 

0820000502437300 

0.12 

0.00 

9,102.86 

0.00 

0.03 

0.03 

0.00 

0.02 

- 

- 

- 

- 

0.048 

0.048 

0.048 

0.083 

0.004 

0.079 

0.005 

6.27 

Safe 

Bola Kura 

0820000702459300 

0.10 

0.28 

113.73 

0.33 

0.02 

0.35 

0.03 

0.39 

- 

0.0100 

- 

- 

0.025 

0.035 

0.035 

0.385 

0.019 

0.366 

0.188 

51.39 

Safe 

Boradi 

0820000702461500 

0.10 

0.29 

156.82 

0.35 

0.02 

0.37 

0.03 

0.48 

- 

0.0200 

- 

- 

0.016 

0.036 

0.036 

0.404 

0.020 

0.384 

0.654 

170.24 

Over Exploited 

Busi 

0820000502435800 

0.10 

0.14 

545.89 

0.16 

0.04 

0.20 

0.01 

0.20 

- 

0.0900 

- 

- 

0.013 

0.103 

0.103 

0.307 

0.015 

0.292 

0.785 

269.06 

Over Exploited 

Chak Sujapura 

0820000702464100 

0.12 

0.17 

133.76 

0.20 

0.00 

0.20 

0.03 

0.50 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.222 

0.011 

0.211 

0.145 

68.87 

Safe 

Chawarda 

0820000502434600 

0.12 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.05 

203.35 

0.06 

- 

0.06 

0.02 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.064 

0.003 

0.061 

0.021 

34.98 

Safe 



0.15 

0.01 

874.41 

0.01 

- 

0.01 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.001 

0.010 

0.015 

160.29 

Over Exploited 

Dayalpura 

0820000502434700 

0.12 

1.72 

234.60 

2.06 

0.01 

2.07 

0.03 

0.37 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

2.110 

0.105 

2.004 

0.478 

23.85 

Safe 

Daylana Kalan 

0820000702460900 

0.08 

0.32 

121.04 

0.39 

0.03 

0.42 

0.03 

0.46 

- 

0.0400 

- 

- 

0.031 

0.071 

0.071 

0.487 

0.024 

0.463 

0.439 

94.93 

Critical 

Daylana Khurd 

0820000702460800 

0.08 

0.00 

12,497.24 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

12,954.65 

Over Exploited 

Denda 

0820000502437000 

0.09 

1.44 

163.16 

1.73 

0.09 

1.82 

0.03 

0.40 

- 

0.0900 

- 

- 

0.089 

0.179 

0.179 

1.995 

0.100 

1.896 

0.629 

33.16 

Safe 

Deoli 

0820000702458100 

0.10 

0.39 

45.45 

0.47 

0.02 

0.49 

0.03 

0.46 

- 

0.0200 

- 

- 

0.012 

0.032 

0.032 

0.520 

0.026 

0.494 

0.596 

120.74 

Over Exploited 

Desuri 

0820000702467000 

0.12 

0.01 

########## 

0.01 

- 

0.01 

0.00 

0.02 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.129 

777.13 

Over Exploited 



0.12 

0.16 

811.58 

0.20 

0.03 

0.23 

0.01 

0.12 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.305 

0.015 

0.290 

0.748 

258.21 

Over Exploited 

Dhariya 

0820000702458200 

0.10 

0.02 

1,847.75 

0.02 

0.00 

0.03 

0.01 

0.08 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.034 

0.002 

0.032 

0.075 

231.25 

Over Exploited 



0.10 

0.18 

425.57 

0.21 

0.01 

0.22 

0.02 

0.24 

- 

0.0100 

- 

- 

0.019 

0.029 

0.029 

0.253 

0.013 

0.241 

0.174 

72.19 

Semi Critical 

Dhelri 

0820000702464200 

0.12 

0.24 

130.11 

0.29 

0.02 

0.31 

0.03 

0.49 

- 

0.0200 

- 

- 

0.015 

0.035 

0.035 

0.343 

0.017 

0.326 

0.223 

68.57 

Safe 

Dingai 

0820000502436800 

0.09 

0.06 

59.62 

0.08 

0.01 

0.09 

0.01 

0.15 

- 

0.0100 

- 

- 

0.019 

0.029 

0.029 

0.119 

0.006 

0.113 

0.063 

55.83 

Safe 

Duthriya 

0820000702454500 

0.10 

0.00 

8,240.16 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.013 

1,785.57 

Over Exploited 



0.10 

0.46 

156.75 

0.56 

0.01 

0.57 

0.03 

0.42 

- 

0.0100 

- 

- 

0.016 

0.026 

0.026 

0.595 

0.030 

0.565 

0.271 

47.89 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Elani 

082000070245780C 

10.577 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

8.031 

3.85 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.64 

0.68 

0.08 

0.029 

0.31 

0.29 


Ganthi 

0820000702460400 

16.667 

Saline 

Non-command 

Non-command 

Erinpura Granite 

1.026 

5.91 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.15 

0.03 

0.004 

0.03 

0.03 


Garwaliya 

0820000402425900 

14.728 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.701 

0.88 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.26 

0.22 

0.05 

0.012 

0.11 

0.13 






Giroliya Tank 

Command 

Older Alluvium 

0.298 

0.88 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 


Gawara 

0820000702461200 

14.089 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

12.683 

3.66 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.97 

1.23 

0.12 

0.046 

0.42 

0.33 





Saline 

Non-command 

Non-command 

Erinpura Granite 

1.407 

3.66 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.13 

0.01 

0.005 

0.05 

0.04 


Giradra Jageer 

0820000502433800 

7.115 

Saline 

Hemawas 

Command 

Phyllite & Schist 

0.000 

1.19 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Giradra Khalsa 

0820000502434800 

11.212 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.318 

1.01 

0.100 

0.00 

0.00 

0.00 

0.00 

0.01 

0.03 

0.02 

0.00 

0.001 

0.01 

0.01 






Hemawas 

Command 

Older Alluvium 

5.140 

1.01 

0.100 

0.02 

0.00 

0.00 

0.00 

0.01 

0.54 

0.48 

0.04 

0.020 

0.16 

0.18 







Command 

Phyllite & Schist 

1.708 

1.01 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.02 

0.007 

0.05 

0.06 


Gulabpura 

0820000502433700 

5.719 

Saline 

Hemawas 

Command 

Phyllite & Schist 

4.302 

0.97 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.06 

0.017 

0.27 

0.30 


Gundoj 

0820000502435200 

41.429 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

14.136 

0.86 

0.025 

0.09 

0.02 

0.00 

0.00 

0.00 

0.37 

0.34 

0.27 

0.056 

0.13 

0.14 







Non-command 

Erinpura Granite 

0.017 

0.86 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

27.262 

0.86 

0.025 

0.10 

0.02 

0.00 

0.00 

0.00 

0.66 

0.60 

0.24 

0.109 

0.24 

0.27 


Gura Bichchhu 

0820000502436500 

3.295 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.295 

0.76 

0.025 

0.08 

0.02 

0.00 

0.00 

0.00 

0.12 

0.11 

0.29 

0.013 

0.36 

0.40 


Gura Meghsingh 

0820000702459400 

4.672 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

1.326 

2.76 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.01 

0.005 

0.12 

0.11 


Gura Narkhan 

0820000502433100 

15.999 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

1.102 

6.03 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.00 

0.004 

0.03 

0.03 


Gura Prithviraj 

0820000702463800 

4.791 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

2.303 

3.92 

0.020 

0.10 

0.00 

0.00 

0.00 

0.01 

0.27 

0.51 

0.37 

0.010 

0.20 

0.11 


Gura Ramaji 

0820000702459600 

10.336 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

3.576 

5.40 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.40 

0.48 

0.03 

0.013 

0.16 

0.13 





Saline 

Non-command 

Non-command 

Erinpura Granite 

0.666 

5.40 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.01 

0.002 

0.03 

0.03 


Gura Sonigara 

0820000502436600 

5.041 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.617 

0.71 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.07 

0.014 

0.26 

0.29 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.423 

0.71 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.006 

0.10 

0.11 


Gurdai 

0820000502434900 

23.909 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.317 

0.85 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.00 

0.005 

0.02 

0.02 







Non-command 

Phyllite & Schist 

13.562 

0.85 

0.025 

0.02 

0.00 

0.00 

0.00 

0.05 

0.26 

0.24 

0.01 

0.054 

0.21 

0.23 






Hemawas 

Command 

Older Alluvium 

0.277 

0.85 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.00 

0.00 







Command 

Phyllite & Schist 

8.753 

0.85 

0.025 

0.01 

0.00 

0.00 

0.00 

0.05 

0.15 

0.13 

0.01 

0.035 

0.13 

0.15 


Gurha Akheraj 

0820000702461700 

6.957 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

6.957 

3.69 

0.020 

0.09 

0.01 

0.00 

0.00 

0.01 

0.59 

0.88 

0.32 

0.030 

0.45 

0.30 


Gurha Askaran 

0820000702460700 

3.595 

Saline 

Non-command 

Non-command 

Erinpura Granite 

1.259 

3.98 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.13 

0.05 

0.005 

0.19 

0.16 


Gurha Bheemsingh 

0820000702457900 

2.872 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

2.872 

2.02 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.15 

0.05 

0.010 

0.42 

0.38 


Gurha Keshar Singh 

0820000702461800 

3.286 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

3.286 

4.07 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.31 

0.44 

0.14 

0.012 

0.44 

0.31 


Gurha Khowa 

0820000702464700 

5.645 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

3.771 

4.96 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.40 

0.48 

0.10 

0.016 

0.36 

0.31 





Saline 

Non-command 

Non-command 

Erinpura Granite 

1.332 

4.96 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.17 

0.01 

0.006 

0.13 

0.11 


Gurha Roopsingh 

0820000702461900 

4.616 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

4.616 

4.07 

0.020 

0.04 

0.00 

0.00 

0.00 

0.01 

0.41 

0.55 

0.14 

0.017 

0.44 

0.32 


Hathlai 

0820000502435100 

11.790 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

11.790 

1.51 

0.025 

0.02 

0.00 

0.00 

0.00 

0.02 

0.45 

0.40 

0.02 

0.047 

0.37 

0.41 


Hemawas 

0820000502433300 

21.602 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.112 

1.94 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Erinpura Granite 

0.415 

1.94 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.002 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

11.392 

1.94 

0.025 

0.07 

0.01 

0.00 

0.00 

0.00 

0.61 

0.56 

0.23 

0.045 

0.20 

0.22 







Non-command 

Erinpura Granite 

0.002 

1.94 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Hirankhuri 

0820000502435900 

6.026 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

6.026 

5.14 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.63 

0.60 

0.06 

0.022 

0.37 

0.39 


ltdara Mertiyan 

0820000702454300 

7.944 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.106 

5.58 

0.025 

0.07 

0.00 

0.00 

0.00 

0.01 

0.92 

0.91 

0.26 

0.022 

0.30 

0.30 







Non-command 

Erinpura Granite 

1.839 

5.58 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.22 

0.22 

0.06 

0.007 

0.09 

0.09 


Jaitpur 

0820000402424100 

38.998 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.621 

0.62 

0.060 

0.01 

0.00 

0.00 

0.00 

0.01 

0.33 

0.27 

0.02 

0.022 

0.07 

0.09 


Jawali 

0820000702458300 

17.591 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.661 

5.82 

0.025 

0.12 

0.01 

0.00 

0.00 

0.03 

1.34 

1.35 

0.43 

0.032 

0.20 

0.19 


Jeewand Kalan 

0820000702459200 

6.390 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

6.390 

2.73 

0.020 

0.15 

0.01 

0.00 

0.00 

0.01 

0.48 

0.60 

0.57 

0.023 

0.44 

0.36 


Jeewand Khurd 

0820000702461600 

6.480 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

6.480 

3.66 

0.020 

0.09 

0.00 

0.00 

0.00 

0.01 

0.56 

0.77 

0.32 

0.024 

0.45 

0.32 


Jooni Endla 

0820000502438700 

21.666 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.137 

1.17 

0.025 

0.00 

0.00 

0.00 

0.00 

0.02 

-0.01 

-0.01 

0.00 

0.001 

0.00 

0.00 


Jor Kandra 

0820000502433500 

4.917 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.614 

2.55 

0.025 

0.01 

0.00 

0.00 

0.00 

0.01 

0.10 

0.10 

0.03 

0.006 

0.12 

0.13 






Hemawas 

Command 

Phyllite & Schist 

3.303 

2.55 

0.025 

0.02 

0.00 

0.00 

0.00 

0.01 

0.22 

0.20 

0.06 

0.013 

0.25 

0.27 


Jorjoonamath 

0820000502433600 

2.228 

Saline 

Hemawas 

Command 

Phyllite & Schist 

2.228 

1.08 

0.025 

0.04 

0.01 

0.00 

0.00 

0.03 

0.06 

0.06 

0.16 

0.009 

0.37 

0.41 


Kandara 

0820000502435000 

14.210 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

11.814 

1.73 

0.025 

0.02 

0.00 

0.00 

0.00 

0.02 

0.51 

0.47 

0.00 

0.047 

0.31 

0.34 






Hemawas 

Command 

Phyllite & Schist 

2.396 

1.73 

0.025 

0.00 

0.00 

0.00 

0.00 

0.02 

0.09 

0.08 

0.00 

0.010 

0.06 

0.07 


Kanlao 

0820000502436900 

13.367 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

12.101 

2.30 

0.025 

0.04 

0.01 

0.00 

0.00 

0.05 

0.67 

0.61 

0.10 

0.048 

0.33 

0.36 


Karnawa 

0820000702463700 

14.358 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

1.180 

3.87 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.10 

0.19 

0.06 

0.005 

0.03 

0.02 


Kerli 

0820000702459700 

7.038 

Saline 

Non-command 

Non-command 

Erinpura Granite 

3.532 

5.60 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.42 

0.50 

0.06 

0.013 

0.24 

0.20 


Kesargarh 

0820000702461400 

3.737 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

3.737 

3.45 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.26 

0.35 

0.02 

0.014 

0.46 

0.34 


Kesuli 

0820000702461100 

13.120 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

2.517 

3.40 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.20 

0.25 

0.16 

0.011 

0.09 

0.07 





Saline 

Non-command 

Non-command 

Erinpura Granite 

10.576 

3.40 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.79 

0.99 

0.27 

0.046 

0.39 

0.31 


Kharada 

0820000702459100 

14.239 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

12.452 

2.75 

0.020 

0.06 

0.00 

0.00 

0.00 

0.01 

0.74 

0.90 

0.19 

0.045 

0.38 

0.31 


Khor 

0820000502436700 

50.146 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

25.233 

3.61 

0.025 

0.21 

0.03 

0.00 

0.00 

0.00 

2.46 

2.28 

0.74 

0.092 

0.19 

0.20 







Non-command 

Erinpura Granite 

0.020 

3.61 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.292 

3.61 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.02 

0.005 

0.01 

0.01 


Khundawas 

0820000402426100 

11.268 

Saline 

Non-command 

Non-command 

Older Alluvium 

9.566 

0.68 

0.060 

0.01 

0.00 

0.00 

0.00 

0.03 

0.38 

0.32 

0.01 

0.024 

0.29 

0.34 






Hemawas 

Command 

Older Alluvium 

0.330 

0.68 

0.060 

0.00 

0.00 

0.00 

0.00 

0.03 

-0.01 

-0.01 

0.00 

0.001 

0.01 

0.01 


Koorna 

0820000502438400 

42.028 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

4.964 

2.33 

0.025 

0.01 

0.00 

0.00 

0.00 

0.09 

0.21 

0.19 

0.03 

0.020 

0.04 

0.05 


Kotri 

0820000702463600 

8.387 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.000 

3.97 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

-0.01 

0.00 

0.000 

0.00 

0.00 


Lampi 

0820000702464600 

3.603 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.632 

5.21 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.08 

0.003 

0.10 

0.09 





Saline 

Non-command 

Non-command 

Erinpura Granite 

2.971 

5.21 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.34 

0.38 

0.15 

0.013 

0.47 

0.42 


Madri 

0820000502437100 

20.963 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.023 

1.46 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

1.05 

0.94 

0.02 

0.028 

0.12 

0.13 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Elani 

082000070245780C 

0.10 

0.25 

173.27 

0.30 

0.01 

0.31 

0.02 

0.34 

- 

0.0100 

- 

- 

0.017 

0.027 

0.027 

0.339 

0.017 

0.322 

0.113 

35.23 

Safe 

Ganthi 

0820000702460400 

0.08 

0.00 

5,248.62 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.033 

1,061.86 

Over Exploited 

Garwaliya 

0820000402425900 

0.07 

0.03 

533.15 

0.04 

0.00 

0.05 

0.01 

0.12 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.064 

0.003 

0.060 

0.060 

99.06 

Critical 



0.07 

0.00 

6,494.61 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.012 

0.001 

0.011 

0.001 

6.72 

Safe 

Gawara 

0820000702461200 

0.10 

0.53 

131.89 

0.64 

- 

0.64 

0.03 

0.45 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.647 

0.032 

0.614 

0.164 

26.75 

Safe 



0.10 

0.01 

1,904.83 

0.01 

- 

0.01 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.007 

0.017 

230.42 

Over Exploited 

Giradra Jageer 

0820000502433800 

0.09 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Giradra Khalsa 

0820000502434800 

0.12 

0.00 

6,032.34 

0.00 

0.01 

0.01 

0.00 

0.01 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.014 

0.001 

0.014 

0.001 

9.35 

Safe 



0.12 

0.10 

369.97 

0.12 

0.01 

0.13 

0.01 

0.18 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.136 

0.007 

0.129 

0.062 

48.39 

Safe 



0.09 

0.01 

456.73 

0.01 

0.00 

0.01 

0.00 

0.06 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.012 

0.001 

0.011 

0.024 

207.42 

Over Exploited 

Gulabpura 

0820000502433700 

0.09 

0.11 

4.46 

0.11 

0.00 

0.11 

0.02 

0.30 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.124 

0.006 

0.117 

0.076 

64.89 

Safe 

Gundoj 

0820000502435200 

0.12 

0.21 

59.46 

0.25 

0.02 

0.27 

0.01 

0.13 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.325 

0.016 

0.308 

0.326 

105.85 

Over Exploited 



0.10 

0.00 

118,771.65 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.09 

0.59 

1.81 

0.60 

0.02 

0.62 

0.02 

0.26 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.672 

0.034 

0.639 

0.353 

55.21 

Safe 

Gura Bichchhu 

0820000502436500 

0.12 

0.14 

(22.77) 

0.12 

0.02 

0.14 

0.03 

0.39 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.188 

0.009 

0.178 

0.301 

169.02 

Over Exploited 

Gura Meghsingh 

0820000702459400 

0.10 

0.02 

402.84 

0.02 

0.00 

0.02 

0.01 

0.13 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.021 

0.001 

0.020 

0.013 

64.16 

Safe 

Gura Narkhan 

0820000502433100 

0.10 

0.00 

4,208.37 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.004 

138.07 

Over Exploited 

Gura Prithviraj 

0820000702463800 

0.12 

0.05 

823.33 

0.07 

0.01 

0.08 

0.01 

0.21 

- 

0.0400 

- 

- 

0.016 

0.056 

0.056 

0.133 

0.007 

0.126 

0.382 

302.09 

Over Exploited 

Gura Ramaji 

0820000702459600 

0.10 

0.06 

724.66 

0.07 

- 

0.07 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.070 

0.003 

0.066 

0.047 

71.21 

Semi Critical 



0.10 

0.00 

4,215.29 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.008 

367.41 

Over Exploited 

Gura Sonigara 

0820000502436600 

0.12 

0.11 

(32.43) 

0.09 

- 

0.09 

0.02 

0.28 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.101 

0.005 

0.096 

0.086 

90.44 

Critical 



0.09 

0.01 

74.14 

0.02 

- 

0.02 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.016 

0.001 

0.015 

0.014 

91.19 

Critical 

Gurdai 

0820000502434900 

0.12 

0.00 

3,071.84 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.006 

0.000 

0.006 

0.005 

95.03 

Critical 



0.09 

0.25 

(6.99) 

0.24 

0.05 

0.28 

0.02 

0.23 

- 

- 

- 

- 

0.074 

0.074 

0.074 

0.358 

0.018 

0.340 

0.062 

18.22 

Safe 



0.12 

0.00 

14,583.58 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.001 

53.84 

Safe 



0.09 

0.11 

26.72 

0.13 

0.05 

0.18 

0.01 

0.15 

- 

- 

- 

- 

0.074 

0.074 

0.074 

0.249 

0.012 

0.237 

0.043 

18.10 

Safe 

Gurha Akheraj 

0820000702461700 

0.12 

0.37 

136.83 

0.45 

0.02 

0.46 

0.03 

0.48 

- 

0.0400 

- 

- 

0.008 

0.048 

0.048 

0.510 

0.026 

0.485 

0.354 

73.10 

Semi Critical 

Gurha Askaran 

0820000702460700 

0.08 

0.02 

567.27 

0.02 

- 

0.02 

0.01 

0.20 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.033 

0.002 

0.031 

0.053 

171.63 

Over Exploited 

Gurha Bheemsingh 

0820000702457900 

0.10 

0.12 

22.59 

0.15 

0.00 

0.15 

0.03 

0.46 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.154 

0.008 

0.147 

0.060 

41.23 

Safe 

Gurha Keshar Singh 

0820000702461800 

0.10 

0.14 

205.58 

0.17 

- 

0.17 

0.03 

0.47 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.193 

0.010 

0.183 

0.155 

84.51 

Semi Critical 

Gurha Khowa 

0820000702464700 

0.12 

0.16 

383,599.21 

0.19 

- 

0.19 

0.03 

0.39 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.204 

0.010 

0.194 

0.112 

57.93 

Safe 



0.08 

0.01 

21,218.10 

0.01 

- 

0.01 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.015 

0.001 

0.014 

0.020 

142.26 

Over Exploited 

Gurha Roopsingh 

0820000702461900 

0.10 

0.20 

174.56 

0.24 

0.01 

0.25 

0.03 

0.47 

- 

0.0200 

- 

- 

0.016 

0.036 

0.036 

0.289 

0.014 

0.275 

0.160 

58.20 

Safe 

Hathlai 

0820000502435100 

0.09 

0.39 

3.52 

0.40 

0.02 

0.42 

0.03 

0.40 

- 

- 

- 

- 

0.030 

0.030 

0.030 

0.455 

0.023 

0.432 

0.064 

14.80 

Safe 

Hemawas 

0820000502433300 

0.12 

0.00 

18,805.32 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.00 

4,826.38 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.015 

4,307.06 

Over Exploited 



0.09 

0.20 

175.74 

0.24 

0.01 

0.25 

0.01 

0.21 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.293 

0.015 

0.279 

0.272 

97.72 

Critical 



0.08 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Hirankhuri 

0820000502435900 

0.10 

0.22 

167.71 

0.27 

0.01 

0.28 

0.03 

0.40 

- 

0.0100 

- 

- 

0.016 

0.026 

0.026 

0.305 

0.015 

0.290 

0.081 

27.98 

Safe 

ltdara Mertiyan 

0820000702454300 

0.10 

0.18 

397.54 

0.22 

0.01 

0.23 

0.02 

0.33 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.246 

0.012 

0.234 

0.281 

120.21 

Over Exploited 



0.10 

0.02 

1,228.90 

0.02 

0.00 

0.02 

0.01 

0.10 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.029 

0.001 

0.027 

0.066 

241.53 

Over Exploited 

Jaitpur 

0820000402424100 

0.07 

0.04 

511.88 

0.05 

0.01 

0.06 

0.01 

0.08 

- 

- 

- 

- 

0.011 

0.011 

0.011 

0.070 

0.004 

0.067 

0.041 

61.06 

Safe 

Jawali 

0820000702458300 

0.10 

0.17 

695.07 

0.20 

0.04 

0.25 

0.02 

0.21 

- 

0.0200 

- 

- 

0.050 

0.070 

0.070 

0.316 

0.016 

0.300 

0.464 

154.32 

Over Exploited 

Jeewand Kalan 

0820000702459200 

0.10 

0.28 

112.44 

0.34 

0.02 

0.36 

0.03 

0.48 

- 

0.0200 

- 

- 

0.009 

0.029 

0.029 

0.385 

0.019 

0.365 

0.594 

162.62 

Over Exploited 

Jeewand Khurd 

0820000702461600 

0.10 

0.29 

166.75 

0.35 

0.01 

0.35 

0.03 

0.48 

- 

0.0400 

- 

- 

0.010 

0.050 

0.050 

0.403 

0.020 

0.383 

0.343 

89.58 

Semi Critical 

Jooni Endla 

0820000502438700 

0.09 

0.00 

(43,631.77) 

0.00 

0.02 

0.02 

0.00 

0.00 

- 

- 

- 

- 

0.026 

0.026 

0.026 

0.044 

0.002 

0.042 

0.001 

1.32 

Safe 

Jor Kandra 

0820000502433500 

0.09 

0.02 

441.17 

0.02 

0.01 

0.03 

0.01 

0.13 

- 

- 

- 

- 

0.012 

0.012 

0.012 

0.041 

0.002 

0.039 

0.031 

80.03 

Semi Critical 



0.09 

0.07 

174.29 

0.09 

0.01 

0.10 

0.02 

0.27 

- 

0.0100 

- 

- 

0.012 

0.022 

0.022 

0.119 

0.006 

0.113 

0.072 

63.85 

Safe 

Jorjoonamath 

0820000502433600 

0.09 

0.07 

(23.93) 

0.06 

0.04 

0.10 

0.03 

0.40 

- 

0.0300 

- 

- 

0.043 

0.073 

0.073 

0.171 

0.009 

0.162 

0.169 

104.25 

Over Exploited 

Kandara 

0820000502435000 

0.09 

0.33 

42.99 

0.39 

0.02 

0.41 

0.03 

0.33 

- 

- 

- 

- 

0.026 

0.026 

0.026 

0.435 

0.022 

0.414 

0.047 

11.38 

Safe 



0.09 

0.01 

485.08 

0.02 

0.02 

0.03 

0.01 

0.07 

- 

- 

- 

- 

0.026 

0.026 

0.026 

0.059 

0.003 

0.056 

0.010 

16.99 

Safe 

Kanlao 

0820000502436900 

0.09 

0.36 

70.24 

0.43 

0.06 

0.49 

0.03 

0.36 

- 

0.0200 

- 

- 

0.079 

0.099 

0.099 

0.592 

0.030 

0.563 

0.149 

26.52 

Safe 

Karnawa 

0820000702463700 

0.12 

0.00 

3,982.64 

0.01 

0.01 

0.02 

0.00 

0.04 

- 

0.0100 

- 

- 

0.016 

0.026 

0.026 

0.042 

0.002 

0.040 

0.065 

162.05 

Over Exploited 

Kerli 

0820000702459700 

0.10 

0.09 

479.77 

0.10 

0.00 

0.10 

0.02 

0.26 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.104 

0.005 

0.099 

0.073 

73.83 

Semi Critical 

Kesargarh 

0820000702461400 

0.10 

0.17 

104.80 

0.21 

0.01 

0.22 

0.03 

0.50 

- 

- 

- 

- 

0.016 

0.016 

0.016 

0.233 

0.012 

0.222 

0.031 

13.82 

Safe 

Kesuli 

0820000702461100 

0.12 

0.03 

791.81 

0.03 

0.01 

0.04 

0.01 

0.10 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.064 

0.003 

0.061 

0.167 

274.44 

Over Exploited 



0.08 

0.33 

197.21 

0.40 

0.01 

0.41 

0.03 

0.42 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.441 

0.022 

0.419 

0.320 

76.45 

Semi Critical 

Kharada 

0820000702459100 

0.10 

0.47 

92.30 

0.56 

0.01 

0.57 

0.03 

0.40 

- 

0.0100 

- 

- 

0.011 

0.021 

0.021 

0.590 

0.030 

0.561 

0.230 

41.10 

Safe 

Khor 

0820000502436700 

0.10 

0.47 

384.42 

0.57 

0.03 

0.60 

0.02 

0.20 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.675 

0.034 

0.642 

0.829 

129.26 

Over Exploited 



0.10 

0.00 

454,785.29 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.09 

0.00 

10,475.94 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.023 

1,792.38 

Over Exploited 

Khundawas 

0820000402426100 

0.07 

0.19 

65.30 

0.23 

0.03 

0.26 

0.02 

0.32 

- 

- 

- 

- 

0.038 

0.038 

0.038 

0.297 

0.015 

0.282 

0.034 

12.13 

Safe 



0.07 

0.00 

(4,466.41) 

0.00 

0.03 

0.03 

0.00 

0.01 

- 

- 

- 

- 

0.038 

0.038 

0.038 

0.063 

0.003 

0.060 

0.001 

1.38 

Safe 

Koorna 

0820000502438400 

0.09 

0.02 

900.05 

0.02 

0.09 

0.11 

0.00 

0.05 

- 

- 

- 

- 

0.138 

0.138 

0.138 

0.252 

0.013 

0.240 

0.045 

18.68 

Safe 

Kotri 

0820000702463600 

0.12 

0.00 

########## 

0.00 

0.01 

0.01 

0.00 

0.00 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.014 

0.001 

0.013 

0.000 

0.00 

Safe 

Lam pi 

0820000702464600 

0.12 

0.01 

1,178.47 

0.01 

- 

0.01 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.019 

0.001 

0.018 

0.087 

478.95 

Over Exploited 



0.08 

0.11 

243.40 

0.13 

0.01 

0.14 

0.04 

0.51 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.163 

0.008 

0.155 

0.162 

104.27 

Over Exploited 

Madri 

0820000502437100 

0.12 

0.10 

825.04 

0.12 

- 

0.12 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.122 

0.006 

0.116 

0.052 

44.81 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Phyllite & Schist 

13.779 

1.46 

0.025 

0.04 

0.00 

0.00 

0.00 

0.00 

0.54 

0.49 

0.08 

0.055 

0.24 

0.26 


Malwa 

082000040242600C 

10.579 

Saline 

Non-command 

Non-command 

Older Alluvium 

10.321 

0.87 

0.060 

0.02 

0.00 

0.00 

0.00 

0.01 

0.55 

0.47 

0.03 

0.026 

0.33 

0.39 


Mandiya 

0820000520900004 

16.810 

Saline 

Hemawas 

Command 

Phyllite & Schist 

6.341 

2.04 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.33 

0.30 

0.02 

0.025 

0.14 

0.15 


Mandli Khurd 

0820000520900003 

11.880 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

6.244 

2.87 

0.025 

0.03 

0.01 

0.00 

0.00 

0.02 

0.45 

0.41 

0.10 

0.025 

0.20 

0.21 






Hemawas 

Command 

Phyllite & Schist 

4.732 

2.87 

0.025 

0.02 

0.00 

0.00 

0.00 

0.02 

0.34 

0.31 

0.07 

0.019 

0.15 

0.16 


Mandpur 

0820000702461000 

8.324 

Saline 

Non-command 

Non-command 

Erinpura Granite 

8.193 

3.74 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.67 

0.81 

0.24 

0.036 

0.52 

0.43 


Manihari 

0820000502437200 

45.175 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.677 

5.29 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

1.43 

1.27 

0.02 

0.011 

0.02 

0.02 


Muliawas 

0820000502434300 

12.876 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.001 

1.01 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

0.049 

1.01 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 






Hemawas 

Command 

Older Alluvium 

0.026 

1.01 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Younger Alluvium 

0.046 

1.01 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Nadol 

0820000702462000 

42.745 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

20.776 

4.20 

0.020 

0.16 

0.01 

0.00 

0.00 

0.00 

1.89 

2.66 

0.53 

0.091 

0.21 

0.15 


Narlai 

0820000702464000 

32.333 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

18.694 

4.34 

0.020 

0.34 

0.05 

0.00 

0.00 

0.00 

1.91 

3.23 

1.24 

0.081 

0.26 

0.15 


Nawa Gurha 

0820000702462100 

11.973 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.272 

4.15 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.001 

0.01 

0.01 


Neembara 

0820000502435700 

19.385 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.014 

4.92 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Neepal 

0820000702461300 

4.712 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

4.712 

3.43 

0.020 

0.13 

0.02 

0.00 

0.00 

0.00 

0.43 

0.58 

0.50 

0.017 

0.46 

0.35 


Odwadiya 

0820000702454400 

7.714 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

7.714 

4.99 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.78 

0.77 

0.03 

0.028 

0.39 

0.39 


Padarli Turkan 

0820000502436100 

8.473 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.358 

4.68 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.14 

0.00 

0.005 

0.06 

0.06 







Non-command 

Erinpura Granite 

7.115 

4.68 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.66 

0.62 

0.02 

0.026 

0.31 

0.33 


Pali (MCI) 

0820000542004000 

97.271 

Saline 

Hemawas 

Command 

Phyllite & Schist 

0.121 

2.45 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Rabriya 

0820000702458900 

7.498 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.034 

4.74 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ramasiya 

0820000502433400 

7.030 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.504 

2.70 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.05 

0.006 

0.08 

0.09 


Rampura 

0820000702464300 

2.468 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

2.468 

3.47 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.24 

0.01 

0.011 

0.47 

0.35 





Saline 

Non-command 

Non-command 

Erinpura Granite 

0.000 

3.47 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Raunagar 

0820000502434400 

3.822 

Saline 

Hemawas 

Command 

Older Alluvium 

0.002 

1.18 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Younger Alluvium 

0.000 

1.18 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Roongri 

0820000702457700 

11.856 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

2.827 

3.02 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.18 

0.20 

0.08 

0.010 

0.10 

0.09 


Roop Nagar 

0825000402998600 

17.454 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.291 

6.24 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.37 

0.41 

0.02 

0.006 

0.08 

0.07 


Roopawas 

0820000502434500 

29.307 

Saline 

Non-command 

Non-command 

Older Alluvium 

19.830 

0.85 

0.100 

0.04 

0.00 

0.00 

0.00 

0.02 

1.71 

1.49 

0.05 

0.079 

0.24 

0.27 






Hemawas 

Command 

Older Alluvium 

6.388 

0.85 

0.100 

0.01 

0.00 

0.00 

0.00 

0.02 

0.54 

0.47 

0.02 

0.025 

0.08 

0.09 







Command 

Younger Alluvium 

0.010 

0.85 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sanwalta 

0820000702458000 

8.644 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

8.644 

2.04 

0.020 

0.09 

0.00 

0.00 

0.00 

0.01 

0.44 

0.52 

0.34 

0.032 

0.44 

0.37 


Sedariya 

0820000402425700 

15.997 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.563 

1.71 

0.060 

0.00 

0.00 

0.00 

0.00 

0.01 

0.05 

0.04 

0.00 

0.001 

0.01 

0.01 



0820000502436000 

12.434 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.366 

4.63 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.65 

0.62 

0.11 

0.020 

0.16 

0.17 







Non-command 

Erinpura Granite 

7.067 

4.63 

0.020 

0.04 

0.00 

0.00 

0.00 

0.01 

0.69 

0.65 

0.11 

0.026 

0.21 

0.22 


Septawa 

0820000702454600 

12.232 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

11.881 

3.82 

0.020 

0.04 

0.00 

0.00 

0.00 

0.01 

0.94 

0.99 

0.09 

0.043 

0.39 

0.37 


Sobhawas 

0820000702464900 

5.197 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.192 

3.85 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.00 

0.001 

0.01 

0.01 


Sodawas 

0820000502435300 

19.481 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.669 

5.58 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.25 

0.23 

0.05 

0.007 

0.03 

0.03 







Non-command 

Erinpura Granite 

7.287 

5.58 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.86 

0.78 

0.19 

0.029 

0.14 

0.15 


Somesar 

0820000702454800 

9.898 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

8.921 

4.57 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.83 

0.83 

0.06 

0.033 

0.35 

0.35 


Sonai Manji 

0820000502433200 

26.331 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.985 

3.94 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.32 

0.29 

0.09 

0.012 

0.04 

0.05 







Non-command 

Erinpura Granite 

7.840 

3.94 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.66 

0.60 

0.17 

0.031 

0.11 

0.12 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.953 

3.94 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.02 

0.004 

0.01 

0.01 


Sukarlai 

0820000402426200 

8.241 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.071 

0.62 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.13 

0.00 

0.010 

0.17 

0.20 







Non-command 

Younger Alluvium 

0.009 

0.62 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Hemawas 

Command 

Older Alluvium 

2.034 

0.62 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.00 

0.005 

0.08 

0.10 


Sumer 

0820000702460500 

12.874 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.177 

6.40 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.37 

0.41 

0.05 

0.009 

0.10 

0.09 







Non-command 

Erinpura Granite 

1.293 

6.40 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.20 

0.04 

0.006 

0.06 

0.05 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.190 

6.40 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.001 

0.01 

0.01 







Non-command 

Erinpura Granite 

4.965 

6.40 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.66 

0.73 

0.05 

0.022 

0.22 

0.20 


Teekhi 

0820000702460600 

7.986 

Saline 

Non-command 

Non-command 

Erinpura Granite 

7.986 

4.09 

0.020 

0.02 

0.00 

0.00 

0.00 

0.02 

0.66 

0.76 

0.04 

0.035 

0.54 

0.47 


Tewali Kalan 

0820000502436200 

4.725 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

1.964 

5.62 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.23 

0.21 

0.08 

0.008 

0.15 

0.16 


Tewali Khurd 

0820000502436300 

3.880 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

3.866 

4.68 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.40 

0.36 

0.17 

0.015 

0.36 

0.39 


Thakurla 

0820000502436400 

8.232 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.598 

2.40 

0.025 

0.02 

0.00 

0.00 

0.00 

0.01 

0.41 

0.37 

0.04 

0.026 

0.29 

0.32 







Non-command 

Erinpura Granite 

1.634 

2.40 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

0.07 

0.07 

0.00 

0.007 

0.07 

0.08 


Tokarla 

0820000702459800 

4.762 

Saline 

Non-command 

Non-command 

Erinpura Granite 

0.085 

4.95 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Undra 

0820000402425800 

9.259 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.462 

1.39 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.17 

0.00 

0.006 

0.09 

0.11 






Giroliya Tank 

Command 

Older Alluvium 

0.195 

1.39 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 

11011091 

Ajaneshwar 

0820000702458600 

3.433 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.433 

4.22 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.37 

0.40 

0.01 

0.013 

0.41 

0.39 


Akrawas 

0820000702458800 

3.350 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.862 

4.59 

0.025 

0.04 

0.00 

0.00 

0.00 

0.00 

0.37 

0.42 

0.15 

0.010 

0.36 

0.31 







Non-command 

Erinpura Granite 

0.488 

4.59 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.02 

0.002 

0.06 

0.05 


Ana 

0820000702465000 

12.799 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

12.421 

3.82 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

1.03 

2.36 

0.29 

0.054 

0.38 

0.17 


Anoppura 

0820000802468000 

4.659 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.422 

0.78 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.02 

0.007 

0.11 

0.12 


Aret Ki Bhagal 

0825000403004500 

4.067 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.305 

2.78 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.04 

0.07 


Bala 

0820000502438300 

31.102 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.881 

3.29 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.25 

0.22 

0.02 

0.011 

0.03 

0.04 


Balrai 

0820000502439100 

14.207 

Saline 

Non-command 

Non-command 

Older Alluvium 

14.207 

1.46 

0.100 

0.08 

0.01 

0.00 

0.00 

0.01 

2.14 

1.87 

0.24 

0.052 

0.36 

0.41 


Bankli 

0818000202277200 

32.250 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.134 

0.83 

0.060 

0.06 

0.01 

0.00 

0.00 

0.17 

0.24 

0.19 

0.22 

0.025 

0.07 

0.09 


Bara Solankiyan 

0820000702465100 

3.306 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

2.673 

3.85 

0.020 

0.08 

0.00 

0.00 

0.00 

0.00 

0.28 

0.50 

0.32 

0.012 

0.31 

0.18 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.09 

0.29 

66.39 

0.35 

- 

0.35 

0.02 

0.26 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.363 

0.018 

0.344 

0.133 

38.59 

Safe 

Malwa 

082000040242600C 

0.07 

0.24 

95.30 

0.29 

0.01 

0.30 

0.03 

0.36 

- 

0.0100 

- 

- 

0.016 

0.026 

0.026 

0.322 

0.016 

0.306 

0.055 

18.02 

Safe 

Mandiya 

0820000520900004 

0.09 

0.08 

280.87 

0.10 

0.00 

0.10 

0.01 

0.15 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.100 

0.005 

0.095 

0.042 

44.61 

Safe 

Mandli Khurd 

0820000520900003 

0.09 

0.11 

275.14 

0.13 

0.03 

0.16 

0.02 

0.21 

- 

0.0200 

- 

- 

0.025 

0.045 

0.045 

0.204 

0.010 

0.194 

0.128 

65.99 

Safe 



0.09 

0.06 

396.07 

0.08 

0.02 

0.09 

0.01 

0.16 

- 

0.0100 

- 

- 

0.025 

0.035 

0.035 

0.128 

0.006 

0.122 

0.086 

70.63 

Semi Critical 

Mandpur 

0820000702461000 

0.08 

0.34 

137.42 

0.41 

0.01 

0.42 

0.04 

0.56 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.447 

0.022 

0.425 

0.271 

63.72 

Safe 

Manihari 

0820000502437200 

0.12 

0.01 

########## 

0.01 

- 

0.01 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.007 

0.029 

388.89 

Over Exploited 

Muliawas 

0820000502434300 

0.12 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.00 

66,322.57 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.00 

102,539.19 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.00 

69,615.84 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nadol 

0820000702462000 

0.12 

0.52 

415.38 

0.62 

0.01 

0.63 

0.02 

0.22 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.689 

0.034 

0.655 

0.621 

94.74 

Critical 

Narlai 

0820000702464000 

0.12 

0.58 

460.46 

0.69 

0.05 

0.74 

0.02 

0.27 

- 

0.1400 

- 

- 

- 

0.140 

0.140 

0.881 

0.044 

0.837 

1.321 

157.87 

Over Exploited 

Nawa Gurha 

0820000702462100 

0.12 

0.00 

10,363.13 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

336.42 

Over Exploited 

Neembara 

0820000502435700 

0.10 

0.00 

346,618.24 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Neepal 

0820000702461300 

0.10 

0.22 

164.65 

0.26 

0.02 

0.28 

0.03 

0.50 

- 

0.0600 

- 

- 

0.003 

0.063 

0.063 

0.345 

0.017 

0.328 

0.521 

158.90 

Over Exploited 

Odwadiya 

0820000702454400 

0.10 

0.30 

159.98 

0.36 

0.01 

0.37 

0.03 

0.42 

- 

- 

- 

- 

0.016 

0.016 

0.016 

0.384 

0.019 

0.365 

0.056 

15.40 

Safe 

Padarli Turkan 

0820000502436100 

0.10 

0.01 

1,706.39 

0.01 

0.00 

0.01 

0.00 

0.06 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.021 

0.001 

0.020 

0.005 

24.64 

Safe 



0.10 

0.22 

183.38 

0.26 

0.01 

0.27 

0.02 

0.33 

- 

- 

- 

- 

0.018 

0.018 

0.018 

0.291 

0.015 

0.276 

0.043 

15.56 

Safe 

Pali (MCI) 

0820000542004000 

0.09 

0.00 

133,013.22 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

- 

- 

Safe 

Rabriya 

0820000702458900 

0.10 

0.00 

(43,270.60) 

0.00 

0.01 

0.01 

0.00 

0.00 

- 

- 

- 

- 

0.008 

0.009 

0.009 

0.014 

0.001 

0.013 

0.000 

0.92 

Safe 

Ramasiya 

0820000502433400 

0.09 

0.01 

819.91 

0.01 

0.00 

0.02 

0.01 

0.09 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.028 

0.001 

0.027 

0.056 

207.90 

Over Exploited 

Rampura 

0820000702464300 

0.12 

0.14 

73.75 

0.17 

0.00 

0.17 

0.04 

0.51 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.170 

0.009 

0.162 

0.023 

14.08 

Safe 



0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Raunagar 

0820000502434400 

0.12 

0.00 

474,447.76 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Roongri 

0820000702457700 

0.10 

0.03 

613.33 

0.03 

0.01 

0.04 

0.01 

0.11 

- 

0.0100 

- 

- 

0.009 

0.019 

0.019 

0.059 

0.003 

0.056 

0.086 

154.16 

Over Exploited 

Roop Nagar 

0825000402998600 

0.05 

0.01 

########## 

0.01 

- 

0.01 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.001 

0.010 

0.023 

236.98 

Over Exploited 

Roopawas 

0820000502434500 

0.12 

0.57 

164.14 

0.68 

0.02 

0.70 

0.02 

0.26 

- 

0.0100 

- 

- 

0.028 

0.038 

0.038 

0.735 

0.037 

0.698 

0.127 

18.19 

Safe 



0.12 

0.06 

697.11 

0.07 

0.02 

0.09 

0.01 

0.08 

- 

- 

- 

- 

0.028 

0.028 

0.028 

0.117 

0.006 

0.111 

0.043 

39.23 

Safe 



0.15 

0.00 

625,608.94 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sanwalta 

0820000702458000 

0.10 

0.38 

36.62 

0.45 

0.01 

0.46 

0.03 

0.47 

- 

0.0100 

- 

- 

0.011 

0.021 

0.021 

0.481 

0.024 

0.457 

0.368 

80.43 

Semi Critical 

Sedariya 

0820000402425700 

0.07 

0.00 

8,533.62 

0.00 

0.01 

0.01 

0.00 

0.01 

- 

- 

- 

- 

0.015 

0.015 

0.015 

0.026 

0.001 

0.025 

0.001 

5.79 

Safe 


0820000502436000 

0.10 

0.09 

612.22 

0.10 

0.00 

0.10 

0.01 

0.18 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.115 

0.006 

0.110 

0.128 

116.48 

Over Exploited 



0.10 

0.15 

333.92 

0.18 

0.01 

0.19 

0.02 

0.23 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.208 

0.010 

0.197 

0.135 

68.28 

Safe 

Septawa 

0820000702454600 

0.10 

0.47 

113.25 

0.56 

0.01 

0.57 

0.03 

0.42 

- 

0.0100 

- 

- 

0.011 

0.022 

0.022 

0.589 

0.029 

0.560 

0.135 

24.20 

Safe 

Sobhawas 

0820000702464900 

0.12 

0.00 

4,840.35 

0.00 

0.01 

0.01 

0.00 

0.02 

- 

- 

- 

- 

0.011 

0.011 

0.011 

0.018 

0.001 

0.018 

0.001 

4.79 

Safe 

Sodawas 

0820000502435300 

0.12 

0.01 

3,567.21 

0.01 

- 

0.01 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.061 

364.74 

Over Exploited 



0.10 

0.10 

688.13 

0.12 

0.01 

0.13 

0.01 

0.15 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.149 

0.007 

0.142 

0.214 

151.03 

Over Exploited 

Somesar 

0820000702454800 

0.10 

0.31 

167.91 

0.37 

0.01 

0.38 

0.03 

0.38 

- 

0.0100 

- 

- 

0.009 

0.019 

0.019 

0.397 

0.020 

0.377 

0.089 

23.48 

Safe 

Sonai Manji 

0820000502433200 

0.12 

0.02 

1,843.78 

0.02 

- 

0.02 

0.00 

0.05 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.038 

0.002 

0.036 

0.102 

280.82 

Over Exploited 



0.10 

0.09 

586.54 

0.10 

0.01 

0.11 

0.01 

0.12 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.145 

0.007 

0.137 

0.203 

147.97 

Over Exploited 



0.09 

0.00 

8,047.73 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.021 

1,572.99 

Over Exploited 

Sukarlai 

0820000402426200 

0.07 

0.05 

165.73 

0.06 

0.00 

0.06 

0.01 

0.18 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.062 

0.003 

0.059 

0.010 

17.42 

Safe 



0.15 

0.00 

76,143.10 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.01 

424.11 

0.01 

0.00 

0.02 

0.01 

0.09 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.020 

0.001 

0.019 

0.005 

27.58 

Safe 

Sumer 

0820000702460500 

0.12 

0.02 

361,974.43 

0.03 

- 

0.03 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.040 

0.002 

0.038 

0.063 

168.34 

Over Exploited 



0.12 

0.01 

2,127.30 

0.01 

- 

0.01 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.010 

0.042 

414.60 

Over Exploited 



0.08 

0.00 

26,665.03 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.08 

0.09 

746.14 

0.10 

- 

0.10 

0.02 

0.24 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.114 

0.006 

0.108 

0.075 

68.95 

Safe 

Teekhi 

0820000702460600 

0.08 

0.35 

121.37 

0.41 

0.02 

0.43 

0.04 

0.58 

- 

- 

- 

- 

0.024 

0.024 

0.024 

0.453 

0.023 

0.431 

0.078 

18.06 

Safe 

Tewali Kalan 

0820000502436200 

0.10 

0.03 

629.66 

0.04 

0.01 

0.04 

0.01 

0.16 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.062 

0.003 

0.059 

0.087 

148.41 

Over Exploited 

Tewali Khurd 

0820000502436300 

0.10 

0.14 

162.15 

0.17 

0.01 

0.18 

0.03 

0.39 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.205 

0.010 

0.195 

0.187 

96.09 

Critical 

Thakurla 

0820000502436400 

0.12 

0.23 

60.84 

0.28 

0.01 

0.29 

0.02 

0.31 

- 

- 

- 

- 

0.016 

0.016 

0.016 

0.303 

0.015 

0.288 

0.062 

21.63 

Safe 



0.10 

0.01 

460.43 

0.01 

0.01 

0.02 

0.01 

0.08 

- 

- 

- 

- 

0.009 

0.010 

0.010 

0.030 

0.001 

0.028 

0.007 

22.88 

Safe 

Tokarla 

0820000702459800 

0.10 

0.00 

13,037.44 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.000 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Undra 

0820000402425800 

0.07 

0.02 

1,000.96 

0.02 

0.00 

0.02 

0.01 

0.10 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.030 

0.001 

0.028 

0.006 

21.91 

Safe 



0.07 

0.00 

10,072.16 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.012 

0.001 

0.011 

0.000 

4.47 

Safe 

Ajaneshwar 

0820000702458600 

0.10 

0.14 

180.91 

0.17 

0.00 

0.17 

0.03 

0.45 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.171 

0.009 

0.163 

0.024 

14.47 

Safe 

Akrawas 

0820000702458800 

0.10 

0.10 

315.55 

0.12 

0.00 

0.12 

0.03 

0.39 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.134 

0.007 

0.127 

0.161 

126.64 

Over Exploited 



0.10 

0.00 

1,640.12 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.003 

0.019 

554.57 

Over Exploited 

Ana 

0820000702465000 

0.12 

0.57 

315.48 

0.68 

0.01 

0.69 

0.02 

0.41 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.722 

0.036 

0.686 

0.342 

49.88 

Safe 

Anoppura 

0820000802468000 

0.18 

0.03 

298.92 

0.03 

0.00 

0.04 

0.01 

0.12 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.040 

0.002 

0.038 

0.024 

62.22 

Safe 

Aret Ki Bhagal 

0825000403004500 

0.05 

0.00 

198,258.64 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.009 

1,161.85 

Over Exploited 

Bala 

0820000502438300 

0.09 

0.01 

2,390.82 

0.01 

- 

0.01 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.001 

0.010 

0.028 

290.72 

Over Exploited 

Balrai 

0820000502439100 

0.12 

0.62 

202.38 

0.74 

0.02 

0.76 

0.04 

0.40 

- 

0.0300 

- 

- 

0.014 

0.044 

0.044 

0.804 

0.040 

0.764 

0.292 

38.22 

Safe 

Bankli 

0818000202277200 

0.12 

0.06 

202.32 

0.08 

0.18 

0.26 

0.01 

0.08 

0.01 

0.0400 

- 

- 

0.255 

0.295 

0.302 

0.558 

0.028 

0.530 

0.249 

47.07 

Safe 

Bara Solankiyan 

0820000702465100 

0.12 

0.10 

393.55 

0.12 

0.00 

0.12 

0.02 

0.34 

- 

0.0400 

- 

- 

0.004 

0.044 

0.044 

0.167 

0.008 

0.158 

0.336 

212.05 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Bargaowra 

0820000802468300 

16.506 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.162 

0.59 

0.100 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

0.00 

0.00 

0.001 

0.00 

0.00 


Barkana 

0820000702463100 

5.288 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.288 

2.78 

0.025 

0.16 

0.01 

0.00 

0.00 

0.01 

0.51 

0.56 

0.63 

0.019 

0.41 

0.38 


Beejowa 

0820000702462300 

21.013 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

20.559 

3.20 

0.025 

0.68 

0.03 

0.00 

0.00 

0.03 

2.27 

2.23 

2.64 

0.075 

0.40 

0.41 


Beer Ki Bhagal 

0825000403005300 

4.132 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.332 

2.99 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.12 

0.04 

0.006 

0.33 

0.49 


Beethura 

0820000802468100 

21.634 

Saline 

Non-command 

Non-command 

Older Alluvium 

20.160 

1.35 

0.100 

0.05 

0.00 

0.00 

0.00 

0.03 

2.74 

2.52 

0.09 

0.093 

0.33 

0.36 


Bhachoonda 

0820000802468400 

33.942 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.003 

1.67 

0.100 

0.00 

0.00 

0.00 

0.00 

0.02 

-0.02 

-0.02 

0.00 

0.000 

0.00 

0.00 


Bhadrajoon 

0818000202278500 

41.771 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.938 

1.84 

0.060 

0.08 

0.01 

0.00 

0.00 

0.00 

0.39 

0.34 

0.32 

0.010 

0.02 

0.03 





Saline 

Non-command 

Non-command 

Older Alluvium 

26.711 

1.84 

0.060 

0.12 

0.01 

0.00 

0.00 

0.19 

2.88 

2.49 

0.36 

0.095 

0.22 

0.26 


Bhagwan Pura 

0820000702462500 

8.842 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.842 

2.77 

0.025 

0.12 

0.01 

0.00 

0.00 

0.03 

0.69 

0.61 

0.42 

0.032 

0.39 

0.44 


Bhagwanpura Station 

0820000702462400 

8.995 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.995 

3.70 

0.025 

0.01 

0.00 

0.00 

0.00 

0.01 

0.84 

0.83 

0.01 

0.033 

0.40 

0.41 


Bhawnagar 

0820000502437600 

8.236 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.439 

2.05 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.92 

0.83 

0.00 

0.018 

0.19 

0.21 


Bhinder 

0820000402425100 

9.891 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.729 

4.65 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

2.19 

1.91 

0.08 

0.020 

0.27 

0.31 


Bigarla 

0820000702463200 

13.153 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.224 

4.28 

0.025 

0.11 

0.00 

0.00 

0.00 

0.00 

0.99 

1.20 

0.39 

0.030 

0.26 

0.21 







Non-command 

Erinpura Granite 

4.924 

4.28 

0.020 

0.05 

0.00 

0.00 

0.00 

0.02 

0.45 

0.55 

0.19 

0.018 

0.16 

0.13 


Borda Ki Bhagal 

0825000403000400 

4.592 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.669 

3.98 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.01 

0.002 

0.08 

0.08 


Chanchori 

0820000502439800 

39.662 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

20.531 

1.89 

0.025 

0.12 

0.01 

0.00 

0.00 

0.00 

1.08 

0.94 

0.39 

0.075 

0.19 

0.22 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.141 

1.89 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.19 

0.01 

0.004 

0.01 

0.01 







Non-command 

Phyllite & Schist 

17.978 

1.89 

0.025 

0.07 

0.01 

0.00 

0.00 

0.00 

0.91 

0.79 

0.19 

0.066 

0.17 

0.20 


Changwa 

0820000502439300 

14.394 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.050 

2.60 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.559 

2.60 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.68 

0.62 

0.02 

0.009 

0.07 

0.07 







Non-command 

Phyllite & Schist 

11.786 

2.60 

0.025 

0.04 

0.00 

0.00 

0.00 

0.00 

0.81 

0.74 

0.11 

0.043 

0.30 

0.33 


Chanod 

0820000802467900 

67.028 

Saline 

Non-command 

Non-command 

Older Alluvium 

56.811 

1.17 

0.100 

0.15 

0.02 

0.00 

0.00 

0.16 

6.64 

6.25 

0.27 

0.261 

0.30 

0.32 


Chawrda 

0818000202279500 

24.887 

Saline 

Non-command 

Non-command 

Older Alluvium 

17.883 

1.40 

0.060 

0.03 

0.00 

0.00 

0.00 

0.29 

1.24 

1.18 

0.02 

0.064 

0.25 

0.26 


Chhora 

0820000702466600 

14.819 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

4.441 

3.21 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.31 

0.51 

0.07 

0.019 

0.11 

0.07 


Choonda 

0818000202280000 

16.722 

Saline 

Non-command 

Non-command 

Older Alluvium 

11.083 

0.84 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.57 

0.52 

0.01 

0.039 

0.23 

0.25 


Dadai 

0820000702463400 

9.778 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.062 

3.13 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.000 

0.00 

0.00 







Non-command 

Erinpura Granite 

6.943 

3.13 

0.020 

0.39 

0.02 

0.00 

0.00 

0.01 

0.79 

1.01 

1.52 

0.030 

0.29 

0.23 


Deeri 

0820000502437500 

40.729 

Saline 

Non-command 

Non-command 

Older Alluvium 

24.267 

1.23 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

3.03 

2.72 

0.08 

0.097 

0.21 

0.23 


Desuri 

0820000702467000 

60.130 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

12.539 

4.98 

0.025 

0.17 

0.02 

0.00 

0.00 

0.00 

1.71 

1.87 

0.64 

0.055 

0.12 

0.11 







Non-command 

Erinpura Granite 

19.320 

4.98 

0.020 

0.31 

0.04 

0.00 

0.00 

0.00 

2.19 

2.39 

1.13 

0.084 

0.18 

0.17 


Dewan 

0820000402425000 

17.654 

Saline 

Non-command 

Non-command 

Older Alluvium 

16.223 

1.57 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

1.55 

1.38 

0.05 

0.041 

0.32 

0.36 


Dhalop 

0820000702465200 

4.239 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

4.239 

3.72 

0.020 

0.11 

0.00 

0.00 

0.00 

0.02 

0.41 

0.67 

0.40 

0.018 

0.40 

0.24 


Dhanda 

0820000902474700 

3.372 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.861 

2.52 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.09 

0.004 

0.11 

0.11 


Dhariya 

0820000702458200 

14.392 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.659 

5.15 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.36 

0.39 

0.07 

0.010 

0.08 

0.07 







Non-command 

Erinpura Granite 

1.243 

5.15 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.13 

0.14 

0.03 

0.005 

0.04 

0.03 


Dhingana 

0820000402424700 

9.084 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.084 

4.84 

0.060 

0.21 

0.03 

0.00 

0.00 

0.01 

2.81 

2.38 

0.83 

0.023 

0.34 

0.40 


Dhola Jageer 

0820000802468200 

22.230 

Saline 

Non-command 

Non-command 

Older Alluvium 

11.299 

1.41 

0.100 

0.07 

0.00 

0.00 

0.00 

0.03 

1.64 

1.38 

0.23 

0.052 

0.18 

0.22 


Dhola Sasan 

0820000802468700 

4.330 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.033 

1.34 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dingai 

0820000502436800 

14.028 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

8.783 

0.80 

0.025 

0.03 

0.00 

0.00 

0.00 

0.01 

0.19 

0.18 

0.07 

0.035 

0.23 

0.25 


Dudapura 

0820000702466700 

5.018 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

4.420 

3.03 

0.020 

0.05 

0.01 

0.00 

0.00 

0.05 

0.26 

0.57 

0.17 

0.019 

0.34 

0.16 


Endlawas 

0820000502438600 

7.718 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.693 

1.12 

0.100 

0.05 

0.01 

0.00 

0.00 

0.01 

0.89 

0.82 

0.17 

0.031 

0.36 

0.39 







Non-command 

Phyllite & Schist 

0.025 

1.12 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gawar 

0825000403004300 

31.924 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

17.265 

4.20 

0.025 

0.14 

0.02 

0.00 

0.00 

0.23 

1.70 

1.24 

0.50 

0.047 

0.32 

0.44 


Ghanerao 

0820000702467200 

22.470 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.277 

3.22 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.001 

0.01 

0.00 







Non-command 

Erinpura Granite 

18.911 

3.22 

0.020 

0.27 

0.04 

0.00 

0.00 

0.03 

1.42 

1.91 

0.96 

0.082 

0.37 

0.27 


Girali 

0820000702465700 

11.913 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

2.178 

3.37 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.15 

0.24 

0.05 

0.009 

0.07 

0.04 


Girwar 

0820000502438500 

15.050 

Saline 

Non-command 

Non-command 

Older Alluvium 

15.050 

1.67 

0.100 

0.02 

0.00 

0.00 

0.00 

0.01 

2.53 

2.32 

0.01 

0.060 

0.36 

0.39 


Godawas 

0820000502437400 

23.884 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.176 

2.13 

0.100 

0.01 

0.00 

0.00 

0.00 

0.01 

1.10 

0.97 

0.02 

0.021 

0.07 

0.09 


Goindla 

0818000202277500 

15.891 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.036 

1.77 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

1.10 

0.92 

0.13 

0.036 

0.22 

0.26 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.143 

1.77 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.09 

0.001 

0.00 

0.00 


Gundoj 

0820000502435200 

41.429 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.014 

0.86 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gura Durgadas 

0820000502439500 

3.599 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.530 

3.57 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.21 

0.00 

0.009 

0.27 

0.29 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.068 

3.57 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.00 

0.004 

0.11 

0.12 


Gura Endla 

0820000502438900 

16.555 

Saline 

Non-command 

Non-command 

Older Alluvium 

16.555 

1.53 

0.100 

0.04 

0.00 

0.00 

0.00 

0.02 

2.55 

2.36 

0.07 

0.066 

0.36 

0.39 


Gura Khuni 

0820000502439900 

6.600 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.477 

1.54 

0.100 

0.05 

0.01 

0.00 

0.00 

0.01 

1.03 

0.87 

0.17 

0.024 

0.36 

0.43 







Non-command 

Phyllite & Schist 

0.123 

1.54 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Gura Pratapsingh 

0820000502438100 

23.832 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.814 

2.70 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

1.04 

0.93 

0.01 

0.015 

0.06 

0.06 







Non-command 

Phyllite & Schist 

10.727 

2.70 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.74 

0.67 

0.04 

0.043 

0.16 

0.18 


Gura Prithviraj 

0820000702463800 

4.791 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

2.488 

3.92 

0.020 

0.10 

0.00 

0.00 

0.00 

0.01 

0.28 

0.53 

0.40 

0.011 

0.21 

0.11 


Gurha Bhopsingh 

0820000702467100 

24.548 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.448 

3.69 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.80 

0.57 

0.03 

0.037 

0.20 

0.28 







Non-command 

Erinpura Granite 

1.116 

3.69 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.00 

0.005 

0.03 

0.04 


Gurha Ganga 

0820000702458400 

4.369 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.369 

5.78 

0.025 

0.02 

0.00 

0.00 

0.00 

0.01 

0.65 

0.64 

0.05 

0.016 

0.40 

0.40 


Gurha Mehram 

0820000702462200 

6.032 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.028 

4.27 

0.025 

0.03 

0.00 

0.00 

0.00 

0.04 

0.64 

0.73 

0.09 

0.022 

0.42 

0.37 







Non-command 

Erinpura Granite 

0.005 

4.27 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gurha Patiya 

0820000702466500 

3.215 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.307 

3.85 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.02 

0.001 

0.04 

0.02 


Hanjawa 

0820000402424600 

11.518 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.479 

1.63 

0.060 

0.36 

0.09 

0.00 

0.00 

0.40 

0.50 

0.42 

1.40 

0.016 

0.19 

0.23 


ltdara Charnan 

0820000702462600 

9.804 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.133 

2.27 

0.025 

0.17 

0.02 

0.00 

0.00 

0.01 

0.66 

0.52 

0.63 

0.033 

0.35 

0.44 


Jaitpura 

0820000502438800 

8.904 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.763 

1.78 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.13 

0.01 

0.003 

0.03 

0.03 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Bargaowra 

0820000802468300 

0.18 

0.00 

(4,854.30) 

0.00 

0.01 

0.01 

0.00 

0.00 

- 

- 

- 

- 

0.022 

0.022 

0.022 

0.037 

0.002 

0.035 

0.001 

2.11 

Safe 

Barkana 

0820000702463100 

0.10 

0.22 

153.96 

0.26 

0.02 

0.28 

0.03 

0.45 

- 

0.0700 

- 

- 

0.014 

0.084 

0.084 

0.366 

0.018 

0.348 

0.645 

185.53 

Over Exploited 

Beejowa 

0820000702462300 

0.10 

0.82 

172.07 

0.98 

0.06 

1.04 

0.03 

0.43 

- 

0.3000 

- 

- 

0.038 

0.338 

0.338 

1.375 

0.069 

1.307 

2.715 

207.78 

Over Exploited 

Beer Ki Bhagal 

0825000403005300 

0.05 

0.04 

(708,339.79) 

0.05 

0.00 

0.05 

0.03 

0.36 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.056 

0.003 

0.054 

0.044 

82.81 

Semi Critical 

Beethura 

0820000802468100 

0.18 

1.21 

108.28 

1.45 

0.03 

1.48 

0.03 

0.37 

- 

0.0100 

- 

- 

0.041 

0.051 

0.051 

1.528 

0.076 

1.451 

0.185 

12.73 

Safe 

Bhachoonda 

0820000802468400 

0.18 

0.00 

########## 

0.00 

0.02 

0.02 

0.00 

0.00 

- 

- 

- 

- 

0.027 

0.027 

0.027 

0.046 

0.002 

0.043 

0.000 

0.03 

Safe 

Bhadrajoon 

0818000202278500 

0.12 

0.01 

3,830.30 

0.01 

0.01 

0.02 

0.00 

0.03 

0.00 

0.0400 

- 

- 

0.001 

0.041 

0.042 

0.062 

0.003 

0.059 

0.327 

552.67 

Over Exploited 



0.12 

0.72 

246.91 

0.86 

0.20 

1.06 

0.03 

0.25 

0.08 

0.0400 

- 

- 

0.278 

0.318 

0.398 

1.454 

0.073 

1.382 

0.457 

33.08 

Safe 

Bhagwan Pura 

0820000702462500 

0.10 

0.34 

77.31 

0.41 

0.04 

0.45 

0.04 

0.42 

- 

0.0500 

- 

- 

0.043 

0.093 

0.093 

0.542 

0.027 

0.515 

0.453 

88.04 

Semi Critical 

Bhagwanpura Station 

0820000702462400 

0.10 

0.36 

127.90 

0.44 

0.01 

0.44 

0.04 

0.44 

- 

- 

- 

- 

0.010 

0.010 

0.010 

0.452 

0.023 

0.429 

0.044 

10.22 

Safe 

Bhawnagar 

0820000502437600 

0.12 

0.10 

782,320.45 

0.12 

- 

0.12 

0.02 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.120 

0.006 

0.114 

0.018 

15.55 

Safe 

Bhinder 

0820000402425100 

0.07 

0.14 

1,219.07 

0.17 

0.00 

0.18 

0.03 

0.29 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.190 

0.009 

0.180 

0.097 

53.53 

Safe 

Bigarla 

0820000702463200 

0.10 

0.21 

461.88 

0.26 

0.00 

0.26 

0.02 

0.28 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.275 

0.014 

0.261 

0.419 

160.41 

Over Exploited 



0.10 

0.08 

616.51 

0.09 

0.02 

0.11 

0.01 

0.17 

- 

0.0100 

- 

- 

0.031 

0.041 

0.041 

0.153 

0.008 

0.145 

0.206 

141.63 

Over Exploited 

Borda Ki Bhagal 

0825000403000400 

0.05 

0.00 

2,356.14 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.010 

312.98 

Over Exploited 

Chanchori 

0820000502439800 

0.10 

0.40 

134.97 

0.48 

0.01 

0.49 

0.02 

0.21 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.530 

0.027 

0.504 

0.469 

93.12 

Critical 



0.12 

0.00 

12,558.80 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.016 

956.47 

Over Exploited 



0.09 

0.28 

186.67 

0.33 

0.01 

0.34 

0.02 

0.19 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.361 

0.018 

0.343 

0.259 

75.35 

Semi Critical 

Changwa 

0820000502439300 

0.10 

0.00 

45,705.65 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.02 

2,958.30 

0.02 

- 

0.02 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.024 

0.001 

0.023 

0.033 

144.55 

Over Exploited 



0.09 

0.32 

129.42 

0.39 

- 

0.39 

0.03 

0.33 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.396 

0.020 

0.377 

0.157 

41.70 

Safe 

Chanod 

0820000802467900 

0.18 

3.05 

104.58 

3.67 

0.18 

3.85 

0.03 

0.33 

- 

0.0500 

- 

- 

0.240 

0.290 

0.290 

4.135 

0.207 

3.929 

0.530 

13.50 

Safe 

Chawrda 

0818000202279500 

0.12 

0.53 

123.02 

0.64 

0.29 

0.93 

0.03 

0.27 

- 

- 

- 

- 

0.438 

0.438 

0.438 

1.367 

0.068 

1.299 

0.083 

6.36 

Safe 

Chhora 

0820000702466600 

0.12 

0.06 

739.00 

0.07 

- 

0.07 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.083 

0.004 

0.078 

0.091 

116.46 

Over Exploited 

Choonda 

0818000202280000 

0.12 

0.31 

70.90 

0.37 

0.00 

0.37 

0.03 

0.26 

0.04 

- 

- 

- 

0.006 

0.006 

0.041 

0.413 

0.021 

0.392 

0.047 

12.09 

Safe 

Dadai 

0820000702463400 

0.12 

0.00 

31,851.57 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

50,948.28 

Over Exploited 



0.12 

0.24 

313.94 

0.29 

0.03 

0.32 

0.02 

0.31 

- 

0.1700 

- 

- 

0.015 

0.185 

0.185 

0.507 

0.025 

0.482 

1.552 

322.00 

Over Exploited 

Deeri 

0820000502437500 

0.12 

0.61 

########## 

0.73 

- 

0.73 

0.02 

0.23 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.737 

0.037 

0.700 

0.175 

24.96 

Safe 

Desuri 

0820000702467000 

0.12 

0.16 

########## 

0.20 

0.02 

0.22 

0.01 

0.13 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.286 

0.014 

0.272 

0.692 

254.22 

Over Exploited 



0.12 

0.42 

471.65 

0.50 

0.04 

0.54 

0.01 

0.19 

- 

0.1300 

- 

- 

- 

0.130 

0.130 

0.672 

0.034 

0.639 

1.212 

189.80 

Over Exploited 

Dewan 

0820000402425000 

0.07 

0.35 

########## 

0.42 

- 

0.42 

0.03 

0.35 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.434 

0.022 

0.413 

0.089 

21.59 

Safe 

Dhalop 

0820000702465200 

0.12 

0.20 

231.80 

0.24 

0.02 

0.26 

0.03 

0.43 

- 

0.0400 

- 

- 

0.030 

0.070 

0.070 

0.334 

0.017 

0.317 

0.414 

130.60 

Over Exploited 

Dhanda 

0820000902474700 

0.10 

0.01 

674.71 

0.01 

0.00 

0.01 

0.01 

0.12 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.025 

0.001 

0.024 

0.090 

375.29 

Over Exploited 

Dhariya 

0820000702458200 

0.10 

0.02 

1,838.23 

0.02 

0.00 

0.03 

0.01 

0.08 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.034 

0.002 

0.033 

0.075 

229.87 

Over Exploited 



0.10 

0.00 

3,007.15 

0.01 

0.01 

0.02 

0.00 

0.04 

- 

- 

- 

- 

0.019 

0.019 

0.019 

0.036 

0.002 

0.035 

0.030 

85.20 

Semi Critical 

Dhingana 

0820000402424700 

0.07 

0.22 

995.68 

0.26 

0.04 

0.30 

0.04 

0.38 

- 

0.0900 

- 

- 

0.008 

0.098 

0.098 

0.394 

0.020 

0.374 

0.851 

227.58 

Over Exploited 

Dhola Jageer 

0820000802468200 

0.18 

0.37 

272.36 

0.44 

0.03 

0.47 

0.02 

0.20 

- 

0.0300 

- 

- 

0.039 

0.069 

0.069 

0.539 

0.027 

0.512 

0.279 

54.52 

Safe 

Dhola Sasan 

0820000802468700 

0.18 

0.00 

3,599.86 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.009 

0.000 

0.009 

0.000 

1.77 

Safe 

Dingai 

0820000502436800 

0.09 

0.18 

(2.17) 

0.18 

0.01 

0.19 

0.02 

0.25 

- 

0.0100 

- 

- 

0.019 

0.029 

0.029 

0.218 

0.011 

0.207 

0.102 

49.35 

Safe 

Dudapura 

0820000702466700 

0.12 

0.18 

211.14 

0.22 

0.06 

0.28 

0.02 

0.37 

- 

0.0200 

- 

- 

0.074 

0.094 

0.094 

0.372 

0.019 

0.353 

0.187 

52.99 

Safe 

Endlawas 

0820000502438600 

0.12 

0.33 

146.64 

0.40 

0.02 

0.42 

0.03 

0.39 

- 

0.0300 

- 

- 

0.018 

0.048 

0.048 

0.470 

0.024 

0.447 

0.199 

44.45 

Safe 



0.09 

0.00 

21,886.12 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gawar 

0825000403004300 

0.05 

0.27 

########## 

0.32 

0.25 

0.57 

0.03 

0.35 

- 

0.0600 

- 

- 

0.348 

0.407 

0.407 

0.981 

0.049 

0.932 

0.543 

58.27 

Safe 

Ghanerao 

0820000702467200 

0.12 

0.00 

16,276.71 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

0.012 

927.03 

Over Exploited 



0.12 

0.84 

127.90 

1.00 

0.07 

1.08 

0.03 

0.40 

- 

0.1100 

- 

- 

0.047 

0.157 

0.157 

1.233 

0.062 

1.171 

1.042 

88.99 

Semi Critical 

Girali 

0820000702465700 

0.12 

0.02 

1,200.44 

0.02 

0.01 

0.04 

0.01 

0.08 

- 

0.0100 

- 

- 

0.022 

0.032 

0.032 

0.068 

0.003 

0.065 

0.057 

88.83 

Semi Critical 

Girwar 

0820000502438500 

0.12 

0.65 

259.55 

0.77 

0.01 

0.78 

0.03 

0.39 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.790 

0.040 

0.751 

0.066 

8.79 

Safe 

Godawas 

0820000502437400 

0.12 

0.05 

1,977.17 

0.06 

0.01 

0.07 

0.01 

0.08 

- 

- 

- 

- 

0.020 

0.020 

0.020 

0.090 

0.004 

0.085 

0.039 

45.29 

Safe 

Goindla 

0818000202277500 

0.12 

0.26 

250.63 

0.32 

0.00 

0.32 

0.02 

0.24 

0.03 

- 

- 

- 

0.007 

0.007 

0.037 

0.358 

0.018 

0.340 

0.164 

48.16 

Safe 



0.12 

0.00 

55,364.12 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.089 

######### 

Over Exploited 

Gundoj 

0820000502435200 

0.09 

0.00 

184,818.21 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gura Durgadas 

0820000502439500 

0.10 

0.07 

207.92 

0.08 

- 

0.08 

0.02 

0.29 

- 

- 

- 

- 

- 

- 

- 

0.081 

0.004 

0.077 

0.009 

12.03 

Safe 



0.09 

0.01 

710.60 

0.01 

- 

0.01 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.012 

0.004 

31.65 

Safe 

Gura Endla 

0820000502438900 

0.12 

0.72 

226.41 

0.87 

0.02 

0.88 

0.03 

0.40 

- 

0.0100 

- 

- 

0.024 

0.034 

0.034 

0.916 

0.046 

0.870 

0.132 

15.17 

Safe 

Gura Khuni 

0820000502439900 

0.12 

0.28 

211.90 

0.33 

0.02 

0.35 

0.04 

0.40 

- 

0.0200 

- 

- 

0.008 

0.028 

0.028 

0.378 

0.019 

0.359 

0.192 

53.36 

Safe 



0.09 

0.00 

5,196.19 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

7,490.77 

Over Exploited 

Gura Pratapsingh 

0820000502438100 

0.12 

0.03 

########## 

0.03 

- 

0.03 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.031 

0.002 

0.029 

0.021 

72.37 

Semi Critical 



0.09 

0.15 

########## 

0.18 

- 

0.18 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.182 

0.009 

0.173 

0.079 

45.46 

Safe 

Gura Prithviraj 

0820000702463800 

0.12 

0.06 

733.57 

0.08 

0.01 

0.09 

0.01 

0.23 

- 

0.0400 

- 

- 

0.016 

0.056 

0.056 

0.144 

0.007 

0.137 

0.407 

297.12 

Over Exploited 

Gurha Bhopsingh 

0820000702467100 

0.12 

0.20 

########## 

0.24 

- 

0.24 

0.02 

0.22 

- 

- 

- 

- 

- 

- 

- 

0.237 

0.012 

0.225 

0.069 

30.53 

Safe 



0.12 

0.00 

1,574.07 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.005 

120.67 

Over Exploited 

Gurha Ganga 

0820000702458400 

0.10 

0.17 

269.54 

0.21 

0.01 

0.21 

0.03 

0.43 

- 

0.0100 

- 

- 

0.009 

0.019 

0.019 

0.233 

0.012 

0.221 

0.070 

31.65 

Safe 

Gurha Mehram 

0820000702462200 

0.10 

0.25 

189.43 

0.30 

0.04 

0.34 

0.03 

0.45 

- 

- 

- 

- 

0.054 

0.054 

0.054 

0.391 

0.020 

0.371 

0.110 

29.64 

Safe 



0.10 

0.00 

338,067.98 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gurha Patiya 

0820000702466500 

0.12 

0.00 

3,763.93 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.007 

0.000 

0.007 

0.025 

383.32 

Over Exploited 

Hanjawa 

0820000402424600 

0.07 

0.09 

389.41 

0.10 

0.49 

0.59 

0.02 

0.21 

- 

0.2600 

- 

- 

0.599 

0.859 

0.859 

1.451 

0.073 

1.379 

1.420 

103.01 

Over Exploited 

ltdara Charnan 

0820000702462600 

0.10 

0.32 

63.10 

0.38 

0.03 

0.41 

0.03 

0.38 

- 

0.0700 

- 

- 

0.018 

0.088 

0.088 

0.501 

0.025 

0.476 

0.664 

139.51 

Over Exploited 

Jaitpura 

0820000502438800 

0.12 

0.00 

4,265.71 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.009 

276.48 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Phyllite & Schist 

8.142 

1.78 

0.025 

0.03 

0.00 

0.00 

0.00 

0.01 

0.38 

0.35 

0.09 

0.032 

0.33 

0.36 


Jawali 

0820000702458300 

17.591 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.930 

5.82 

0.025 

0.12 

0.01 

0.00 

0.00 

0.03 

1.38 

1.39 

0.44 

0.033 

0.20 

0.20 


Joban 

0820000702467400 

6.105 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.201 

1.61 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Jooni Endla 

0820000502438700 

21.666 

Saline 

Non-command 

Non-command 

Older Alluvium 

9.103 

1.17 

0.100 

0.02 

0.00 

0.00 

0.00 

0.12 

0.96 

0.88 

0.04 

0.036 

0.15 

0.17 







Non-command 

Phyllite & Schist 

12.426 

1.17 

0.025 

0.04 

0.01 

0.00 

0.00 

0.02 

0.37 

0.34 

0.08 

0.050 

0.21 

0.23 


Kalyan Pura 

0820000502439400 

5.594 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.594 

4.14 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.58 

0.55 

0.02 

0.020 

0.38 

0.41 


Kana 

0820000702466800 

6.141 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

6.028 

3.79 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.50 

1.32 

0.11 

0.026 

0.39 

0.15 


Kanlao 

0820000502436900 

13.367 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.266 

2.30 

0.025 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.02 

0.01 

0.005 

0.03 

0.04 


Karnawa 

0820000702463700 

14.358 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

13.178 

3.87 

0.020 

0.20 

0.01 

0.00 

0.00 

0.01 

1.20 

2.28 

0.71 

0.057 

0.37 

0.19 


Kawla 

0818000202282700 

35.836 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.028 

1.96 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Keerwa 

0820000502439200 

21.321 

Saline 

Non-command 

Non-command 

Older Alluvium 

20.543 

1.68 

0.100 

0.06 

0.00 

0.00 

0.00 

0.02 

3.48 

3.13 

0.13 

0.075 

0.35 

0.39 







Non-command 

Phyllite & Schist 

0.778 

1.68 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.003 

0.01 

0.01 


Kharada 

0820000702459100 

14.239 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

1.787 

2.75 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.10 

0.12 

0.03 

0.007 

0.05 

0.04 


Khera Dhanari 

0818000202278700 

8.332 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.729 

0.87 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.00 

0.006 

0.07 

0.08 


Khera Sawri 

0818000202279400 

5.628 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.628 

1.24 

0.060 

0.01 

0.00 

0.00 

0.00 

0.23 

0.20 

0.18 

0.00 

0.020 

0.35 

0.37 


Khera Sooliya 

0818000202279600 

2.631 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.631 

1.21 

0.060 

0.01 

0.00 

0.00 

0.00 

0.05 

0.15 

0.14 

0.03 

0.009 

0.34 

0.36 


Khor 

0820000502436700 

50.146 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

17.568 

3.61 

0.025 

0.15 

0.02 

0.00 

0.00 

0.00 

1.72 

1.59 

0.51 

0.064 

0.13 

0.14 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

6.032 

3.61 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.57 

0.53 

0.10 

0.022 

0.04 

0.05 


Khutukra 

0820000502439600 

15.478 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

15.151 

3.44 

0.025 

0.05 

0.00 

0.00 

0.00 

0.00 

1.35 

1.26 

0.11 

0.055 

0.38 

0.40 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.152 

3.44 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.00 

0.00 


Kishangarh 

0818000202280100 

6.429 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.698 

1.18 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.42 

0.38 

0.05 

0.020 

0.31 

0.34 


Kishanpura 

0820000702459000 

5.604 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

5.604 

4.04 

0.020 

0.08 

0.00 

0.00 

0.00 

0.01 

0.53 

0.66 

0.31 

0.020 

0.43 

0.34 


Koorna 

0820000502438400 

42.028 

Saline 

Non-command 

Non-command 

Older Alluvium 

9.232 

2.33 

0.100 

0.02 

0.00 

0.00 

0.00 

0.03 

2.14 

1.95 

0.04 

0.037 

0.08 

0.09 







Non-command 

Phyllite & Schist 

27.832 

2.33 

0.025 

0.07 

0.01 

0.00 

0.00 

0.09 

1.59 

1.45 

0.14 

0.111 

0.24 

0.26 


Kotri 

0820000702463600 

8.387 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

8.387 

3.97 

0.020 

0.18 

0.01 

0.00 

0.00 

0.01 

0.83 

1.36 

0.67 

0.037 

0.41 

0.25 


Kuarda 

0818000202278800 

12.895 

Saline 

Non-command 

Non-command 

Older Alluvium 

12.895 

1.30 

0.060 

0.02 

0.00 

0.00 

0.00 

0.03 

0.99 

0.88 

0.03 

0.046 

0.35 

0.40 


Kulthana 

0820000402425200 

12.797 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.757 

4.82 

0.060 

0.06 

0.01 

0.00 

0.00 

0.00 

1.72 

1.47 

0.22 

0.015 

0.15 

0.18 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.427 

4.82 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.00 

0.001 

0.01 

0.01 


Kundli 

0818000202279200 

8.895 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.895 

3.61 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

1.94 

1.69 

0.00 

0.032 

0.35 

0.40 


Kundli Charnan 

0820000402424900 

9.514 

Saline 

Non-command 

Non-command 

Older Alluvium 

9.514 

4.48 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

2.56 

2.20 

0.00 

0.024 

0.34 

0.40 


Maheshpura 

0818000202279900 

7.320 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.416 

0.93 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.13 

0.03 

0.009 

0.11 

0.12 


Majhera 

0825000403004200 

19.933 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

12.160 

4.51 

0.025 

0.13 

0.02 

0.00 

0.00 

0.02 

1.46 

1.06 

0.48 

0.033 

0.35 

0.48 


Malgarh 

0818000202279300 

33.897 

Saline 

Non-command 

Non-command 

Older Alluvium 

29.515 

1.46 

0.060 

0.05 

0.00 

0.00 

0.00 

0.13 

2.52 

2.27 

0.07 

0.105 

0.30 

0.33 


Manawaton Ka Gurha 

0825000403000300 

3.285 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.003 

4.02 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mandal 

0820000502440000 

20.528 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.172 

1.57 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

4.087 

1.57 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.66 

0.52 

0.05 

0.015 

0.07 

0.09 







Non-command 

Phyllite & Schist 

5.072 

1.57 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.22 

0.17 

0.06 

0.019 

0.09 

0.11 


Manihari 

0820000502437200 

45.175 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.001 

5.29 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mataji Ka Bara 

0820000902474800 

8.911 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.027 

2.61 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mohiwara 

0818000202278900 

15.071 

Saline 

Non-command 

Non-command 

Older Alluvium 

13.904 

1.36 

0.060 

0.02 

0.00 

0.00 

0.00 

0.01 

1.14 

1.03 

0.01 

0.049 

0.32 

0.36 


Moolewa 

0818000202279800 

8.388 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.034 

1.25 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mori Tokariya 

0818000202279000 

3.907 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.907 

1.95 

0.060 

0.00 

0.00 

0.00 

0.00 

0.02 

0.44 

0.39 

0.00 

0.014 

0.35 

0.39 


Nadana Bhatan 

0820000502439700 

10.845 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.585 

3.38 

0.025 

0.06 

0.01 

0.00 

0.00 

0.00 

0.94 

0.90 

0.18 

0.039 

0.38 

0.40 


Nadana Jodhan 

0820000702458500 

14.531 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

14.531 

3.65 

0.025 

0.05 

0.00 

0.00 

0.00 

0.01 

1.37 

1.32 

0.12 

0.053 

0.40 

0.41 


Nadol 

0820000702462000 

42.745 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.214 

4.20 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.34 

0.04 

0.010 

0.02 

0.02 







Non-command 

Erinpura Granite 

19.592 

4.20 

0.020 

0.15 

0.01 

0.00 

0.00 

0.00 

1.78 

2.51 

0.51 

0.085 

0.20 

0.14 


Narlai 

0820000702464000 

32.333 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

12.976 

4.34 

0.020 

0.23 

0.03 

0.00 

0.00 

0.00 

1.33 

2.24 

0.86 

0.057 

0.18 

0.11 


Nawa Gurha 

0820000702462100 

11.973 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

11.655 

4.15 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

1.01 

1.44 

0.08 

0.051 

0.41 

0.28 


Nawagura 

0820000502439000 

10.254 

Saline 

Non-command 

Non-command 

Older Alluvium 

10.254 

1.68 

0.100 

0.04 

0.00 

0.00 

0.00 

0.01 

1.75 

1.61 

0.12 

0.037 

0.36 

0.39 


Nimbla 

0818000202280200 

21.402 

Saline 

Non-command 

Non-command 

Older Alluvium 

9.725 

0.78 

0.060 

0.02 

0.00 

0.00 

0.00 

0.01 

0.47 

0.42 

0.02 

0.035 

0.16 

0.18 


Norwa 

0818000202279100 

16.078 

Saline 

Non-command 

Non-command 

Older Alluvium 

16.078 

3.64 

0.060 

0.02 

0.00 

0.00 

0.00 

0.02 

3.51 

3.06 

0.00 

0.057 

0.35 

0.40 


Oladar 

0825000403005800 

8.303 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.990 

4.17 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.10 

0.10 

0.003 

0.07 

0.09 


Padampura 

0820000702465300 

6.279 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

5.526 

3.50 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.42 

0.64 

0.11 

0.024 

0.35 

0.23 


Padarla 

0820000502438200 

9.258 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

9.258 

2.52 

0.025 

0.04 

0.00 

0.00 

0.00 

0.02 

0.60 

0.55 

0.12 

0.037 

0.35 

0.39 


Peeparla Ki Dhani 

0818000202277400 

12.265 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.344 

3.76 

0.060 

0.01 

0.00 

0.00 

0.00 

0.01 

0.76 

0.64 

0.02 

0.012 

0.09 

0.11 





Saline 

Non-command 

Non-command 

Older Alluvium 

8.921 

3.76 

0.060 

0.01 

0.00 

0.00 

0.00 

0.01 

2.01 

1.70 

0.01 

0.032 

0.25 

0.30 


Punariya 

0820000702462800 

16.469 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.169 

1.70 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.03 

0.008 

0.05 

0.06 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.633 

1.70 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.002 

0.01 

0.02 


Puthiya 

0825000402998800 

38.203 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

11.027 

5.33 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

1.48 

1.54 

0.00 

0.030 

0.16 

0.16 


Qila Kumbhalgarh 

0825000403004400 

28.389 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.972 

3.28 

0.025 

0.01 

0.00 

0.00 

0.00 

0.10 

0.48 

0.32 

0.02 

0.019 

0.15 

0.22 


Rabriya 

0820000702458900 

7.498 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.560 

4.74 

0.025 

0.02 

0.00 

0.00 

0.00 

0.01 

0.32 

0.37 

0.08 

0.009 

0.14 

0.12 







Non-command 

Erinpura Granite 

4.904 

4.74 

0.020 

0.04 

0.00 

0.00 

0.00 

0.01 

0.50 

0.58 

0.12 

0.018 

0.27 

0.24 


Rakhana 

0820000402425300 

10.758 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.308 

3.62 

0.060 

0.06 

0.01 

0.00 

0.00 

0.01 

0.54 

0.46 

0.22 

0.006 

0.07 

0.09 


Rani (M) 

0820000742006000 

10.550 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.227 

2.49 

0.025 

0.17 

0.00 

0.00 

0.00 

0.00 

0.43 

0.33 

0.29 

0.297 

0.15 

0.21 


Rani Kalan 

0820000702462900 

3.920 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.491 

2.36 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.12 

0.002 

0.05 

0.06 


Reechher 

0825000403005900 

15.190 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.810 

6.75 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.11 

0.04 

0.002 

0.03 

0.04 







Non-command 

Gneisses(B.G.C) 

0.180 

6.75 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.000 

0.01 

0.01 


Roop Nagar 

0825000402998600 

17.454 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.544 

6.24 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.27 

0.01 

0.004 

0.05 

0.05 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.09 

0.25 

44.33 

0.29 

0.01 

0.30 

0.03 

0.36 

- 

0.0100 

- 

- 

0.013 

0.023 

0.023 

0.326 

0.016 

0.309 

0.124 

40.24 

Safe 

Jawali 

0820000702458300 

0.10 

0.18 

669.84 

0.22 

0.04 

0.26 

0.02 

0.22 

- 

0.0200 

- 

- 

0.050 

0.070 

0.070 

0.329 

0.016 

0.313 

0.476 

152.15 

Over Exploited 

Joban 

0820000702467400 

0.12 

0.00 

776.40 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.011 

0.001 

0.011 

0.001 

8.09 

Safe 

Jooni Endla 

0820000502438700 

0.12 

0.17 

428.41 

0.20 

0.12 

0.32 

0.01 

0.17 

- 

0.0100 

- 

- 

0.184 

0.194 

0.194 

0.517 

0.026 

0.491 

0.078 

15.95 

Safe 



0.09 

0.23 

47.78 

0.28 

0.03 

0.31 

0.02 

0.23 

- 

0.0200 

- 

- 

0.026 

0.046 

0.046 

0.353 

0.018 

0.335 

0.134 

39.82 

Safe 

Kalyan Pura 

0820000502439400 

0.10 

0.21 

157.61 

0.26 

0.00 

0.26 

0.03 

0.41 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.267 

0.013 

0.254 

0.042 

16.70 

Safe 

Kana 

0820000702466800 

0.12 

0.28 

369.81 

0.34 

- 

0.34 

0.02 

0.41 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.346 

0.017 

0.329 

0.134 

40.81 

Safe 

Kanlao 

0820000502436900 

0.09 

0.00 

363.55 

0.00 

0.05 

0.06 

0.00 

0.04 

- 

- 

- 

- 

0.079 

0.079 

0.079 

0.137 

0.007 

0.130 

0.013 

10.05 

Safe 

Karnawa 

0820000702463700 

0.12 

0.58 

290.03 

0.70 

0.02 

0.72 

0.03 

0.39 

- 

0.0800 

- 

- 

0.016 

0.096 

0.096 

0.818 

0.041 

0.777 

0.765 

98.53 

Critical 

Kawla 

0818000202282700 

0.12 

0.00 

357,619.53 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Keerwa 

0820000502439200 

0.12 

0.87 

259.47 

1.04 

0.02 

1.06 

0.03 

0.39 

- 

0.0100 

- 

- 

0.028 

0.039 

0.039 

1.102 

0.055 

1.047 

0.201 

19.21 

Safe 



0.09 

0.00 

3,026.41 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.009 

827.75 

Over Exploited 

Kharada 

0820000702459100 

0.10 

0.01 

1,176.09 

0.01 

0.01 

0.02 

0.00 

0.06 

- 

- 

- 

- 

0.011 

0.011 

0.011 

0.030 

0.002 

0.029 

0.032 

109.68 

Over Exploited 

Khera Dhanari 

0818000202278700 

0.12 

0.02 

416.90 

0.02 

0.00 

0.02 

0.01 

0.08 

0.00 

- 

- 

- 

0.001 

0.001 

0.002 

0.021 

0.001 

0.020 

0.006 

30.64 

Safe 

Khera Sawri 

0818000202279400 

0.12 

0.24 

(21.62) 

0.19 

0.23 

0.42 

0.04 

0.39 

- 

- 

- 

- 

0.348 

0.348 

0.348 

0.768 

0.038 

0.730 

0.020 

2.74 

Safe 

Khera Sooliya 

0818000202279600 

0.12 

0.11 

29.27 

0.13 

0.05 

0.18 

0.04 

0.38 

0.01 

- 

- 

- 

0.082 

0.082 

0.094 

0.278 

0.014 

0.264 

0.034 

13.01 

Safe 

Khor 

0820000502436700 

0.10 

0.23 

597.68 

0.27 

0.02 

0.29 

0.01 

0.14 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.354 

0.018 

0.336 

0.573 

170.44 

Over Exploited 



0.09 

0.02 

2,101.60 

0.03 

- 

0.03 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.039 

0.002 

0.037 

0.118 

317.99 

Over Exploited 

Khutukra 

0820000502439600 

0.10 

0.57 

121.52 

0.68 

- 

0.68 

0.03 

0.41 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.695 

0.035 

0.660 

0.163 

24.75 

Safe 



0.09 

0.00 

23,506.72 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Kishangarh 

0818000202280100 

0.12 

0.21 

82.83 

0.25 

0.00 

0.26 

0.04 

0.34 

0.02 

0.0100 

- 

- 

0.006 

0.016 

0.040 

0.296 

0.015 

0.282 

0.070 

24.95 

Safe 

Kishanpura 

0820000702459000 

0.10 

0.24 

176.07 

0.29 

0.01 

0.29 

0.03 

0.46 

- 

0.0300 

- 

- 

0.008 

0.038 

0.038 

0.330 

0.016 

0.313 

0.325 

103.97 

Over Exploited 

Koorna 

0820000502438400 

0.12 

0.09 

2,140.83 

0.10 

0.03 

0.13 

0.01 

0.09 

- 

- 

- 

- 

0.046 

0.046 

0.046 

0.180 

0.009 

0.171 

0.073 

42.48 

Safe 



0.09 

0.59 

144.04 

0.71 

0.10 

0.81 

0.02 

0.26 

- 

0.0200 

- 

- 

0.138 

0.158 

0.158 

0.971 

0.049 

0.923 

0.254 

27.52 

Safe 

Kotri 

0820000702463600 

0.12 

0.41 

231.62 

0.49 

0.02 

0.51 

0.03 

0.44 

- 

0.0800 

- 

- 

0.008 

0.088 

0.088 

0.597 

0.030 

0.567 

0.709 

124.98 

Over Exploited 

Kuarda 

0818000202278800 

0.12 

0.54 

62.52 

0.65 

0.03 

0.68 

0.04 

0.39 

0.06 

- 

- 

- 

0.044 

0.044 

0.105 

0.785 

0.039 

0.746 

0.076 

10.17 

Safe 

Kulthana 

0820000402425200 

0.07 

0.06 

2,293.82 

0.07 

0.01 

0.08 

0.02 

0.17 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.104 

0.005 

0.099 

0.231 

233.62 

Over Exploited 



0.07 

0.00 

31,232.68 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

280.05 

Over Exploited 

Kundli 

0818000202279200 

0.12 

0.37 

356.24 

0.44 

0.00 

0.45 

0.04 

0.38 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.453 

0.023 

0.431 

0.032 

7.35 

Safe 

Kundli Charnan 

0820000402424900 

0.07 

0.23 

857.87 

0.28 

0.00 

0.28 

0.04 

0.38 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.287 

0.014 

0.272 

0.024 

8.85 

Safe 

Maheshpura 

0818000202279900 

0.12 

0.03 

308.93 

0.04 

- 

0.04 

0.01 

0.13 

0.00 

- 

- 

- 

- 

- 

0.004 

0.043 

0.002 

0.041 

0.034 

81.63 

Semi Critical 

Majhera 

0825000403004200 

0.05 

0.21 

########## 

0.26 

0.04 

0.30 

0.03 

0.39 

- 

0.0500 

- 

- 

0.029 

0.079 

0.079 

0.375 

0.019 

0.356 

0.508 

142.83 

Over Exploited 

Malgarh 

0818000202279300 

0.12 

1.07 

112.10 

1.28 

0.13 

1.41 

0.03 

0.33 

- 

0.0100 

- 

- 

0.191 

0.201 

0.201 

1.611 

0.081 

1.530 

0.172 

11.24 

Safe 

Manawaton Ka Gurha 

0825000403000300 

0.05 

0.00 

328,688.14 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mandal 

0820000502440000 

0.10 

0.00 

10,075.49 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.12 

0.04 

1,382.76 

0.04 

- 

0.04 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.052 

0.003 

0.050 

0.065 

130.51 

Over Exploited 



0.09 

0.04 

324.86 

0.05 

- 

0.05 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.059 

0.003 

0.056 

0.081 

143.80 

Over Exploited 

Manihari 

0820000502437200 

0.09 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mataji Ka Bara 

0820000902474800 

0.10 

0.00 

(89,848.58) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.012 

0.001 

0.011 

0.000 

1.18 

Safe 

Mohiwara 

0818000202278900 

0.12 

0.53 

91.89 

0.64 

0.01 

0.66 

0.04 

0.36 

0.06 

- 

- 

- 

0.021 

0.021 

0.081 

0.736 

0.037 

0.699 

0.057 

8.22 

Safe 

Moolewa 

0818000202279800 

0.12 

0.00 

41,010.32 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mori Tokariya 

0818000202279000 

0.12 

0.16 

138.42 

0.20 

0.02 

0.21 

0.04 

0.39 

0.02 

- 

- 

- 

0.029 

0.029 

0.047 

0.262 

0.013 

0.249 

0.014 

5.59 

Safe 

Nadana Bhatan 

0820000502439700 

0.10 

0.40 

507,991.78 

0.49 

0.01 

0.50 

0.03 

0.42 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.516 

0.026 

0.490 

0.223 

45.45 

Safe 

Nadana Jodhan 

0820000702458500 

0.10 

0.58 

128.68 

0.69 

0.01 

0.70 

0.04 

0.43 

- 

0.0100 

- 

- 

0.012 

0.022 

0.022 

0.723 

0.036 

0.687 

0.172 

25.04 

Safe 

Nadol 

0820000702462000 

0.12 

0.01 

5,705.76 

0.01 

- 

0.01 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.053 

787.91 

Over Exploited 



0.12 

0.46 

446.06 

0.55 

0.01 

0.56 

0.01 

0.21 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.621 

0.031 

0.590 

0.591 

100.26 

Over Exploited 

Narlai 

0820000702464000 

0.12 

0.28 

706.68 

0.33 

0.03 

0.36 

0.01 

0.19 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.463 

0.023 

0.440 

0.913 

207.49 

Over Exploited 

Nawa Gurha 

0820000702462100 

0.12 

0.57 

154.97 

0.68 

- 

0.68 

0.03 

0.44 

- 

- 

- 

- 

- 

- 

- 

0.680 

0.034 

0.646 

0.135 

20.87 

Safe 

Nawagura 

0820000502439000 

0.12 

0.44 

262.60 

0.53 

0.01 

0.54 

0.04 

0.40 

- 

0.0100 

- 

- 

0.012 

0.022 

0.022 

0.563 

0.028 

0.535 

0.157 

29.45 

Safe 

Nimbla 

0818000202280200 

0.12 

0.19 

127.14 

0.22 

0.01 

0.23 

0.02 

0.18 

0.02 

- 

- 

- 

0.011 

0.011 

0.033 

0.264 

0.013 

0.251 

0.052 

20.58 

Safe 

Norwa 

0818000202279100 

0.12 

0.67 

355.88 

0.80 

0.02 

0.83 

0.04 

0.39 

- 

- 

- 

- 

0.031 

0.031 

0.031 

0.857 

0.043 

0.814 

0.057 

7.03 

Safe 

Oladar 

0825000403005800 

0.05 

0.00 

2,777.23 

0.00 

- 

0.00 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.100 

748.63 

Over Exploited 

Padampura 

0820000702465300 

0.12 

0.23 

176.80 

0.28 

- 

0.28 

0.03 

0.38 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.289 

0.014 

0.275 

0.132 

48.10 

Safe 

Padarla 

0820000502438200 

0.09 

0.30 

85.11 

0.35 

0.02 

0.38 

0.03 

0.39 

- 

0.0100 

- 

- 

0.031 

0.041 

0.041 

0.416 

0.021 

0.396 

0.161 

40.68 

Safe 

Peeparla Ki Dhani 

0818000202277400 

0.12 

0.04 

1,597.29 

0.05 

0.01 

0.05 

0.01 

0.10 

- 

- 

- 

- 

0.011 

0.011 

0.011 

0.064 

0.003 

0.060 

0.029 

47.80 

Safe 



0.12 

0.27 

532.80 

0.32 

0.01 

0.34 

0.03 

0.28 

- 

- 

- 

- 

0.021 

0.021 

0.021 

0.357 

0.018 

0.339 

0.040 

11.71 

Safe 

Punariya 

0820000702462800 

0.10 

0.01 

630.55 

0.01 

- 

0.01 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.012 

0.040 

340.21 

Over Exploited 



0.09 

0.00 

2,406.36 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.008 

923.11 

Over Exploited 

Puthiya 

0825000402998800 

0.05 

0.09 

########## 

0.11 

- 

0.11 

0.01 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.108 

0.005 

0.103 

0.034 

33.27 

Safe 

Qila Kumbhalgarh 

0825000403004400 

0.05 

0.05 

########## 

0.06 

0.10 

0.16 

0.01 

0.16 

- 

- 

- 

- 

0.149 

0.148 

0.148 

0.307 

0.015 

0.291 

0.036 

12.39 

Safe 

Rabriya 

0820000702458900 

0.10 

0.04 

898.22 

0.04 

0.01 

0.05 

0.01 

0.15 

- 

- 

- 

- 

0.011 

0.011 

0.011 

0.062 

0.003 

0.059 

0.085 

144.03 

Over Exploited 



0.10 

0.13 

329.79 

0.16 

0.01 

0.17 

0.02 

0.30 

- 

- 

- 

- 

0.008 

0.009 

0.009 

0.176 

0.009 

0.167 

0.136 

81.41 

Semi Critical 

Rakhana 

0820000402425300 

0.07 

0.01 

3,845.84 

0.01 

0.02 

0.03 

0.01 

0.08 

- 

0.0400 

- 

- 

0.013 

0.053 

0.053 

0.086 

0.004 

0.082 

0.222 

271.38 

Over Exploited 

Rani (M) 

0820000742006000 

0.10 

0.07 

397.80 

0.08 

0.00 

0.08 

0.02 

0.17 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.109 

0.005 

0.104 

0.591 

570.05 

Over Exploited 

Rani Kalan 

0820000702462900 

0.10 

0.00 

1,690.92 

0.00 

0.00 

0.01 

0.00 

0.05 

- 

0.0100 

- 

- 

0.003 

0.014 

0.014 

0.019 

0.001 

0.018 

0.121 

684.17 

Over Exploited 

Reechher 

0825000403005900 

0.05 

0.00 

(241,497.46) 

0.00 

0.00 

0.01 

0.00 

0.03 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.013 

0.001 

0.012 

0.040 

323.51 

Over Exploited 



0.05 

0.00 

33,350.85 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

9,772.85 

Over Exploited 

Roop Nagar 

0825000402998600 

0.05 

0.00 

6,684.68 

0.00 

0.00 

0.00 

0.00 

0.05 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

0.000 

0.005 

0.017 

350.44 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Rundmal Ki Dhani 

081800020227970C 

13.534 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.966 

1.20 

0.060 

0.02 

0.00 

0.00 

0.00 

0.14 

0.52 

0.49 

0.04 

0.032 

0.23 

0.25 


Saali 

0820000502438000 

10.020 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.271 

2.42 

0.100 

0.01 

0.00 

0.00 

0.00 

0.09 

1.44 

1.32 

0.01 

0.025 

0.22 

0.24 







Non-command 

Phyllite & Schist 

3.749 

2.42 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.22 

0.01 

0.015 

0.13 

0.14 


Sakdara 

0820000502437700 

9.236 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.093 

1.42 

0.100 

0.00 

0.00 

0.00 

0.00 

0.01 

0.14 

0.13 

0.00 

0.004 

0.04 

0.04 


Salariya 

0820000702458700 

11.222 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

11.146 

5.44 

0.025 

0.11 

0.00 

0.00 

0.00 

0.00 

1.63 

1.74 

0.38 

0.041 

0.41 

0.38 


Sarangwas 

0820000702463900 

2.627 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

2.558 

3.89 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.24 

0.61 

0.13 

0.011 

0.39 

0.15 


Sarkhejra 

0820000902474600 

2.752 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.484 

2.53 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.03 

0.002 

0.07 

0.08 


Selri 

0818000202277300 

24.816 

Fresh 

Non-command 

Non-command 

Older Alluvium 

20.047 

2.10 

0.060 

0.15 

0.02 

0.00 

0.00 

0.04 

2.61 

2.16 

0.51 

0.071 

0.28 

0.33 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.255 

2.10 

0.060 

0.08 

0.01 

0.00 

0.00 

0.00 

0.10 

0.08 

0.33 

0.001 

0.00 

0.00 


Sobhawas 

0820000702464900 

5.197 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

5.005 

3.85 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.41 

0.91 

0.10 

0.022 

0.39 

0.17 


Sohana 

0820000702464800 

3.565 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

3.115 

4.16 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.30 

0.79 

0.18 

0.014 

0.35 

0.13 


Sugaliya Sindhian 

0818000202282600 

11.242 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.416 

1.55 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.33 

0.32 

0.01 

0.012 

0.10 

0.11 


Sundelao 

0820000502437900 

22.807 

Saline 

Non-command 

Non-command 

Older Alluvium 

21.311 

1.61 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

3.45 

3.18 

0.00 

0.085 

0.33 

0.36 


Tarwara 

0818000202282400 

18.487 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.96 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Thurawar 

0825000403004100 

10.498 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.544 

5.71 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.39 

0.32 

0.12 

0.007 

0.14 

0.17 


Udarthal 

0820000702465400 

11.065 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

3.140 

2.90 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.23 

0.32 

0.17 

0.014 

0.11 

0.08 


Umkali 

0820000402424800 

7.687 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.670 

5.12 

0.060 

0.07 

0.01 

0.00 

0.00 

0.00 

1.19 

1.01 

0.25 

0.009 

0.16 

0.19 





Saline 

Non-command 

Non-command 

Older Alluvium 

4.017 

5.12 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

1.25 

1.06 

0.07 

0.010 

0.18 

0.21 


Veerampur Mataji 

0820000702463500 

6.209 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

6.209 

3.74 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.53 

0.76 

0.24 

0.027 

0.41 

0.29 


Veerampura Rebariyan 

0820000702466900 

5.298 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

5.298 

4.69 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.50 

1.10 

0.05 

0.023 

0.41 

0.19 


Warka 

0820000702463300 

4.775 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.466 

2.82 

0.025 

0.04 

0.00 

0.00 

0.00 

0.00 

0.28 

0.33 

0.14 

0.015 

0.30 

0.26 







Non-command 

Erinpura Granite 

1.238 

2.82 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.06 

0.005 

0.11 

0.09 

11011092 

Akdara 

0820000802470700 

5.507 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.861 

1.96 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.03 

0.004 

0.06 

0.08 


Anoppura 

0820000802468000 

4.659 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.237 

0.78 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.24 

0.03 

0.015 

0.25 

0.26 


Baba-Gaon 

0820000802469200 

10.900 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.096 

1.88 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.000 

0.00 

0.00 


Bamniya 

0820000902475000 

15.091 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.041 

2.38 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.02 

0.005 

0.03 

0.04 







Non-command 

Erinpura Granite 

13.730 

2.38 

0.020 

0.15 

0.01 

0.00 

0.00 

0.00 

0.79 

0.60 

0.50 

0.068 

0.39 

0.52 


Bargaowra 

0820000802468300 

16.506 

Saline 

Non-command 

Non-command 

Older Alluvium 

16.344 

0.59 

0.100 

0.09 

0.01 

0.00 

0.00 

0.01 

1.02 

0.93 

0.28 

0.075 

0.35 

0.38 


Barli 

0820000802468900 

7.316 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.627 

1.28 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.87 

0.72 

0.13 

0.030 

0.32 

0.39 







Non-command 

Phyllite & Schist 

0.339 

1.28 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.02 

0.02 


Barod 

0820000702465600 

10.327 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.001 

1.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Beerami 

0820000802470400 

27.724 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

14.531 

1.44 

0.020 

0.12 

0.01 

0.00 

0.00 

0.00 

0.53 

0.37 

0.39 

0.067 

0.19 

0.26 





Saline 

Non-command 

Non-command 

Older Alluvium 

4.976 

1.44 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.76 

0.53 

0.12 

0.023 

0.06 

0.09 







Non-command 

Phyllite & Schist 

7.921 

1.44 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.28 

0.20 

0.19 

0.036 

0.10 

0.14 


Beethura 

0820000802468100 

21.634 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.475 

1.35 

0.100 

0.00 

0.00 

0.00 

0.00 

0.03 

0.17 

0.16 

0.01 

0.007 

0.02 

0.03 


Bhachoonda 

0820000802468400 

33.942 

Saline 

Non-command 

Non-command 

Older Alluvium 

32.532 

1.67 

0.100 

0.08 

0.00 

0.00 

0.00 

0.02 

5.51 

5.36 

0.11 

0.150 

0.33 

0.34 


Bheetwara 

0820000902476400 

13.757 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.119 

1.22 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 


Chanod 

0820000802467900 

67.028 

Saline 

Non-command 

Non-command 

Older Alluvium 

10.216 

1.17 

0.100 

0.03 

0.00 

0.00 

0.00 

0.16 

1.07 

1.01 

0.05 

0.047 

0.05 

0.06 


Chawrda 

0818000202279500 

24.887 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.552 

1.40 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.56 

0.53 

0.02 

0.023 

0.09 

0.09 


Dantiwara 

0820000902476200 

7.623 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

2.077 

1.68 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.19 

0.010 

0.14 

0.20 


Daulatpura 

0820000802469100 

6.425 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.176 

1.62 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.001 

0.01 

0.01 







Non-command 

Phyllite & Schist 

0.063 

1.62 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Deeri 

0820000502437500 

40.729 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.679 

1.23 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.00 

0.003 

0.01 

0.01 


Deotara 

0820000802470600 

12.572 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.200 

2.06 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.01 

0.01 







Non-command 

Erinpura Granite 

0.142 

2.06 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.00 

0.01 


Dhana 

0820000802469000 

7.479 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.643 

1.32 

0.100 

0.13 

0.02 

0.00 

0.00 

0.01 

0.98 

0.87 

0.50 

0.031 

0.31 

0.35 


Dhani 

0820000902475300 

18.706 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

14.796 

2.32 

0.020 

0.15 

0.01 

0.00 

0.00 

0.00 

0.83 

0.53 

0.51 

0.074 

0.38 

0.59 


Dhola Jageer 

0820000802468200 

22.230 

Saline 

Non-command 

Non-command 

Older Alluvium 

10.931 

1.41 

0.100 

0.07 

0.00 

0.00 

0.00 

0.03 

1.59 

1.34 

0.23 

0.050 

0.18 

0.21 


Dhola Sasan 

0820000802468700 

4.330 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.297 

1.34 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.60 

0.49 

0.13 

0.020 

0.35 

0.44 


Dudwar 

0820000702463000 

13.942 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

13.942 

2.20 

0.025 

0.03 

0.00 

0.00 

0.00 

0.02 

0.78 

0.51 

0.07 

0.051 

0.36 

0.55 


Faina (M) 

0820000942010000 

16.227 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.275 

4.79 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.02 

0.012 

0.01 

0.01 


Fattapura 

0820000902474900 

3.878 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.875 

2.56 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.05 

0.004 

0.10 

0.11 







Non-command 

Erinpura Granite 

1.328 

2.56 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.11 

0.007 

0.14 

0.16 


Guralas 

0820000902475200 

13.277 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

9.966 

1.94 

0.020 

0.18 

0.01 

0.00 

0.00 

0.00 

0.56 

0.42 

0.67 

0.050 

0.35 

0.46 


ltdara Charnan 

0820000702462600 

9.804 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.671 

2.27 

0.025 

0.01 

0.00 

0.00 

0.00 

0.01 

0.04 

0.03 

0.04 

0.002 

0.03 

0.03 


Kagri 

0820000902475900 

4.565 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.057 

1.66 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Kawla 

0818000202282700 

35.836 

Saline 

Non-command 

Non-command 

Older Alluvium 

18.248 

1.96 

0.060 

0.03 

0.00 

0.00 

0.00 

0.01 

2.17 

2.13 

0.05 

0.065 

0.17 

0.17 


Kenpura 

0820000802468800 

6.940 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.940 

1.27 

0.100 

0.02 

0.00 

0.00 

0.00 

0.01 

0.89 

0.68 

0.04 

0.032 

0.35 

0.46 


Khangri 

0820000802470300 

3.530 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.485 

1.46 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.002 

0.05 

0.06 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.572 

1.46 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.003 

0.06 

0.07 


Kheemel 

0820000902474400 

29.456 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.718 

2.61 

0.025 

0.06 

0.00 

0.00 

0.00 

0.00 

0.37 

0.22 

0.21 

0.023 

0.06 

0.10 







Non-command 

Erinpura Granite 

23.325 

2.61 

0.020 

0.39 

0.02 

0.00 

0.00 

0.00 

1.59 

0.97 

1.42 

0.116 

0.32 

0.52 


La pod 

0820000802468600 

13.201 

Saline 

Non-command 

Non-command 

Older Alluvium 

13.201 

1.28 

0.100 

0.10 

0.01 

0.00 

0.00 

0.04 

1.75 

1.48 

0.32 

0.061 

0.35 

0.42 


Mandal 

0820000502440000 

20.528 

Saline 

Non-command 

Non-command 

Older Alluvium 

9.356 

1.57 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

1.51 

1.19 

0.13 

0.034 

0.16 

0.21 







Non-command 

Phyllite & Schist 

1.842 

1.57 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.03 

0.007 

0.03 

0.04 


Mataji Ka Bara 

0820000902474800 

8.911 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

1.918 

2.61 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.15 

0.15 

0.20 

0.010 

0.09 

0.09 


Mokhampura 

0820000902474500 

5.631 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.487 

2.45 

0.025 

0.16 

0.01 

0.00 

0.00 

0.01 

0.42 

0.33 

0.62 

0.022 

0.32 

0.41 







Non-command 

Erinpura Granite 

0.001 

2.45 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Rundmal Ki Dhani 

0818000202279700 

0.12 

0.24 

98.20 

0.29 

0.14 

0.44 

0.03 

0.25 

0.03 

0.0100 

- 

- 

0.215 

0.225 

0.252 

0.689 

0.034 

0.655 

0.074 

11.29 

Safe 

Saali 

0820000502438000 

0.12 

0.17 

692.85 

0.20 

0.09 

0.29 

0.02 

0.24 

- 

- 

- 

- 

0.129 

0.129 

0.129 

0.414 

0.021 

0.394 

0.037 

9.39 

Safe 



0.09 

0.04 

383.48 

0.05 

0.00 

0.05 

0.01 

0.14 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.056 

0.003 

0.054 

0.023 

42.82 

Safe 

Sakdara 

0820000502437700 

0.12 

0.01 

2,386.24 

0.01 

0.01 

0.02 

0.00 

0.05 

- 

- 

- 

- 

0.017 

0.017 

0.017 

0.035 

0.002 

0.033 

0.004 

13.02 

Safe 

Salariya 

0820000702458700 

0.10 

0.45 

282.97 

0.54 

- 

0.54 

0.03 

0.44 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.554 

0.028 

0.527 

0.419 

79.53 

Semi Critical 

Sarangwas 

0820000702463900 

0.12 

0.12 

417.20 

0.14 

- 

0.14 

0.02 

0.41 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.152 

0.008 

0.145 

0.143 

99.05 

Critical 

Sarkhejra 

0820000902474600 

0.10 

0.00 

857.40 

0.00 

0.00 

0.01 

0.01 

0.08 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.012 

0.001 

0.011 

0.034 

306.15 

Over Exploited 

Selri 

0818000202277300 

0.12 

0.66 

225.94 

0.80 

0.06 

0.86 

0.03 

0.31 

- 

0.0600 

- 

- 

0.062 

0.122 

0.122 

0.979 

0.049 

0.930 

0.577 

62.08 

Safe 



0.12 

0.00 

78,663.73 

0.00 

0.01 

0.01 

0.00 

0.00 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.050 

0.003 

0.048 

0.327 

686.46 

Over Exploited 

Sobhawas 

0820000702464900 

0.12 

0.23 

291.06 

0.28 

0.01 

0.29 

0.03 

0.41 

- 

0.0100 

- 

- 

0.011 

0.021 

0.021 

0.308 

0.015 

0.292 

0.118 

40.31 

Safe 

Sohana 

0820000702464800 

0.12 

0.13 

510.90 

0.16 

0.01 

0.17 

0.02 

0.37 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.185 

0.009 

0.176 

0.194 

110.14 

Over Exploited 

Sugaliya Sindhian 

0818000202282600 

0.12 

0.04 

651.37 

0.05 

0.00 

0.05 

0.01 

0.11 

0.00 

- 

- 

- 

0.000 

0.000 

0.005 

0.056 

0.003 

0.053 

0.023 

43.50 

Safe 

Sundelao 

0820000502437900 

0.12 

0.84 

279.05 

1.01 

- 

1.01 

0.03 

0.36 

- 

- 

- 

- 

- 

- 

- 

1.005 

0.050 

0.955 

0.085 

8.89 

Safe 

Tarwara 

0818000202282400 

0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Thurawar 

0825000403004100 

0.05 

0.02 

1,763.62 

0.02 

0.00 

0.02 

0.01 

0.15 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.032 

0.002 

0.030 

0.125 

417.51 

Over Exploited 

Udarthal 

0820000702465400 

0.12 

0.04 

651.58 

0.05 

- 

0.05 

0.01 

0.12 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.071 

0.004 

0.068 

0.186 

273.70 

Over Exploited 

Umkali 

0820000402424800 

0.07 

0.04 

2,292.70 

0.05 

0.01 

0.06 

0.02 

0.18 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.090 

0.005 

0.086 

0.261 

303.98 

Over Exploited 



0.07 

0.05 

2,009.44 

0.06 

- 

0.06 

0.02 

0.20 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.070 

0.004 

0.067 

0.077 

115.29 

Over Exploited 

Veerampur Mataji 

0820000702463500 

0.12 

0.31 

147.50 

0.37 

0.00 

0.37 

0.03 

0.44 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.388 

0.019 

0.368 

0.267 

72.49 

Semi Critical 

Veerampura Rebariyan 

0820000702466900 

0.12 

0.26 

318.00 

0.32 

0.01 

0.33 

0.03 

0.44 

- 

0.0100 

- 

- 

0.021 

0.031 

0.031 

0.360 

0.018 

0.342 

0.071 

20.78 

Safe 

Warka 

0820000702463300 

0.12 

0.13 

164.34 

0.15 

- 

0.15 

0.02 

0.33 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.170 

0.009 

0.162 

0.155 

95.89 

Critical 



0.12 

0.02 

554.21 

0.02 

- 

0.02 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.029 

0.001 

0.028 

0.065 

235.86 

Over Exploited 

Akdara 

0820000802470700 

0.10 

0.00 

478.25 

0.01 

0.00 

0.01 

0.01 

0.06 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.012 

0.001 

0.011 

0.033 

292.48 

Over Exploited 

Anoppura 

0820000802468000 

0.18 

0.14 

69.19 

0.17 

0.00 

0.17 

0.03 

0.27 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.179 

0.009 

0.170 

0.040 

23.49 

Safe 

Baba-Gaon 

0820000802469200 

0.18 

0.00 

33,131.32 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bamniya 

0820000902475000 

0.10 

0.00 

1,657.21 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.027 

768.52 

Over Exploited 



0.12 

0.65 

(7.20) 

0.60 

0.01 

0.61 

0.04 

0.43 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.631 

0.032 

0.599 

0.567 

94.67 

Critical 

Bargaowra 

0820000802468300 

0.18 

1.03 

(9.39) 

0.93 

0.02 

0.96 

0.04 

0.39 

- 

0.0300 

- 

- 

0.022 

0.052 

0.052 

1.012 

0.051 

0.961 

0.352 

36.64 

Safe 

Barli 

0820000802468900 

0.18 

0.38 

88.18 

0.46 

0.01 

0.47 

0.03 

0.35 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.493 

0.025 

0.468 

0.164 

35.14 

Safe 



0.10 

0.00 

1,182.03 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.010 

1,513.82 

Over Exploited 

Barod 

0820000702465600 

0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Beerami 

0820000802470400 

0.10 

0.27 

38.58 

0.32 

0.01 

0.33 

0.02 

0.20 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.373 

0.019 

0.355 

0.461 

129.99 

Over Exploited 



0.18 

0.06 

840.12 

0.07 

- 

0.07 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.078 

0.004 

0.074 

0.141 

189.64 

Over Exploited 



0.10 

0.08 

145.41 

0.10 

0.01 

0.11 

0.01 

0.11 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.126 

0.006 

0.120 

0.229 

191.61 

Over Exploited 

Beethura 

0820000802468100 

0.18 

0.01 

2,338.98 

0.01 

0.03 

0.03 

0.00 

0.03 

- 

- 

- 

- 

0.041 

0.041 

0.041 

0.075 

0.004 

0.071 

0.015 

20.67 

Safe 

Bhachoonda 

0820000802468400 

0.18 

1.94 

175.69 

2.33 

0.02 

2.35 

0.04 

0.37 

- 

0.0100 

- 

- 

0.027 

0.037 

0.037 

2.389 

0.119 

2.269 

0.259 

11.40 

Safe 

Bheetwara 

0820000902476400 

0.12 

0.00 

86.46 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.007 

0.000 

0.007 

0.001 

8.99 

Safe 

Chanod 

0820000802467900 

0.18 

0.10 

919.09 

0.12 

0.16 

0.28 

0.01 

0.06 

- 

0.0100 

- 

- 

0.240 

0.250 

0.250 

0.528 

0.026 

0.502 

0.097 

19.33 

Safe 

Chawrda 

0818000202279500 

0.12 

0.07 

645.39 

0.09 

0.00 

0.09 

0.01 

0.10 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.096 

0.005 

0.091 

0.042 

46.64 

Safe 

Dantiwara 

0820000902476200 

0.12 

0.03 

134.46 

0.04 

- 

0.04 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.051 

0.003 

0.048 

0.197 

409.34 

Over Exploited 

Daulatpura 

0820000802469100 

0.18 

0.00 

8,399.20 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.009 

919.12 

Over Exploited 



0.10 

0.00 

8,041.07 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Deeri 

0820000502437500 

0.12 

0.00 

15,671.27 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.003 

500.20 

Over Exploited 

Deotara 

0820000802470600 

0.10 

0.00 

3,939.93 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.12 

0.00 

5,754.42 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Dhana 

0820000802469000 

0.18 

0.38 

131.21 

0.45 

0.03 

0.48 

0.03 

0.35 

- 

0.0600 

- 

- 

0.012 

0.072 

0.072 

0.550 

0.028 

0.523 

0.527 

100.75 

Over Exploited 

Dhani 

0820000902475300 

0.12 

0.67 

(20.77) 

0.54 

0.01 

0.55 

0.04 

0.41 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.569 

0.028 

0.540 

0.580 

107.22 

Over Exploited 

Dhola Jageer 

0820000802468200 

0.18 

0.35 

285.23 

0.42 

0.03 

0.44 

0.02 

0.19 

- 

0.0300 

- 

- 

0.039 

0.069 

0.069 

0.510 

0.026 

0.485 

0.277 

57.21 

Safe 

Dhola Sasan 

0820000802468700 

0.18 

0.27 

77.14 

0.33 

0.01 

0.34 

0.04 

0.39 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.368 

0.018 

0.349 

0.154 

44.01 

Safe 

Dudwar 

0820000702463000 

0.10 

0.51 

1.46 

0.51 

0.02 

0.53 

0.04 

0.40 

- 

0.0100 

- 

- 

0.026 

0.036 

0.036 

0.567 

0.028 

0.538 

0.116 

21.54 

Safe 

Faina (M) 

0820000942010000 

0.12 

0.00 

8,626.49 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.028 

10,122.75 

Over Exploited 

Fattapura 

0820000902474900 

0.10 

0.01 

600.15 

0.01 

0.00 

0.01 

0.01 

0.10 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.024 

0.001 

0.022 

0.058 

259.40 

Over Exploited 



0.12 

0.02 

278.68 

0.03 

0.00 

0.03 

0.01 

0.16 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.042 

0.002 

0.040 

0.116 

291.35 

Over Exploited 

Guralas 

0820000902475200 

0.12 

0.40 

654,658.69 

0.41 

0.01 

0.42 

0.03 

0.38 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.454 

0.023 

0.431 

0.721 

167.04 

Over Exploited 

ltdara Charnan 

0820000702462600 

0.10 

0.00 

1,559.53 

0.00 

0.01 

0.01 

0.00 

0.03 

- 

- 

- 

- 

0.018 

0.018 

0.018 

0.032 

0.002 

0.030 

0.045 

149.19 

Over Exploited 

Kagri 

0820000902475900 

0.12 

0.00 

1,980.97 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

21.84 

Safe 

Kawla 

0818000202282700 

0.12 

0.37 

468.91 

0.45 

0.01 

0.46 

0.02 

0.19 

0.04 

0.0100 

- 

- 

0.016 

0.026 

0.069 

0.528 

0.026 

0.502 

0.118 

23.51 

Safe 

Kenpura 

0820000802468800 

0.18 

0.44 

54.40 

0.53 

0.01 

0.54 

0.04 

0.39 

- 

- 

- 

- 

0.014 

0.014 

0.014 

0.555 

0.028 

0.527 

0.074 

14.03 

Safe 

Khangri 

0820000802470300 

0.10 

0.00 

708.48 

0.00 

- 

0.00 

0.01 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.050 

412.42 

Over Exploited 



0.10 

0.00 

543.83 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.045 

1,194.64 

Over Exploited 

Kheemel 

0820000902474400 

0.10 

0.03 

642.30 

0.04 

- 

0.04 

0.01 

0.07 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.056 

0.003 

0.053 

0.230 

430.78 

Over Exploited 



0.12 

0.89 

120,319.61 

0.97 

0.02 

0.99 

0.03 

0.35 

- 

0.1600 

- 

- 

- 

0.160 

0.160 

1.149 

0.057 

1.091 

1.531 

140.26 

Over Exploited 

La pod 

0820000802468600 

0.18 

0.84 

75.24 

1.01 

0.05 

1.06 

0.04 

0.39 

- 

0.0400 

- 

- 

0.056 

0.096 

0.096 

1.153 

0.058 

1.096 

0.380 

34.66 

Safe 

Mandal 

0820000502440000 

0.12 

0.19 

545.20 

0.22 

- 

0.22 

0.02 

0.18 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.232 

0.012 

0.220 

0.161 

73.12 

Semi Critical 



0.09 

0.01 

1,110.44 

0.01 

- 

0.01 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.033 

533.80 

Over Exploited 

Mataji Ka Bara 

0820000902474800 

0.12 

0.02 

626.01 

0.03 

0.00 

0.03 

0.01 

0.10 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.048 

0.002 

0.046 

0.213 

462.36 

Over Exploited 

Mokhampura 

0820000902474500 

0.10 

0.14 

127.98 

0.17 

0.02 

0.19 

0.03 

0.35 

- 

0.0200 

- 

- 

0.008 

0.028 

0.028 

0.215 

0.011 

0.205 

0.640 

312.86 

Over Exploited 



0.12 

0.00 

773,360.62 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Padarli Singhlan 

082000070246270C 

4.964 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.964 

2.18 

0.025 

0.14 

0.02 

0.00 

0.00 

0.00 

0.39 

0.27 

0.53 

0.018 

0.36 

0.52 


Panchalwara 

0820000902476300 

9.783 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

3.673 

1.65 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.17 

0.13 

0.19 

0.018 

0.17 

0.22 


Pawa 

0820000802469400 

38.926 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.196 

2.87 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.95 

0.95 

0.09 

0.015 

0.03 

0.03 


Pechawa 

0820000802468500 

12.636 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.729 

1.15 

0.100 

0.03 

0.00 

0.00 

0.00 

0.01 

0.56 

0.54 

0.11 

0.022 

0.13 

0.14 


Penawa 

0820000502437800 

10.640 

Saline 

Non-command 

Non-command 

Older Alluvium 

10.640 

1.46 

0.100 

0.01 

0.00 

0.00 

0.00 

0.01 

1.56 

1.50 

0.00 

0.042 

0.34 

0.36 


Punariya 

0820000702462800 

16.469 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.808 

1.70 

0.025 

0.04 

0.00 

0.00 

0.00 

0.00 

0.37 

0.27 

0.11 

0.029 

0.17 

0.23 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.043 

1.70 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 







Non-command 

Phyllite & Schist 

5.816 

1.70 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.27 

0.20 

0.05 

0.021 

0.13 

0.17 


Ramaniya 

0820000902475100 

3.754 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

3.059 

2.18 

0.020 

0.10 

0.00 

0.00 

0.00 

0.02 

0.21 

0.21 

0.39 

0.015 

0.35 

0.36 


Rani (M) 

0820000742006000 

10.550 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.783 

2.49 

0.025 

0.23 

0.01 

0.00 

0.00 

0.00 

0.58 

0.44 

0.40 

0.406 

0.21 

0.28 


Rani Kalan 

0820000702462900 

3.920 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.429 

2.36 

0.025 

0.22 

0.01 

0.00 

0.00 

0.00 

0.41 

0.30 

0.84 

0.013 

0.33 

0.45 


Sakdara 

0820000502437700 

9.236 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.143 

1.42 

0.100 

0.02 

0.00 

0.00 

0.00 

0.01 

1.16 

1.09 

0.02 

0.032 

0.31 

0.33 


Sarthur 

0820000702465500 

7.864 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

2.552 

1.87 

0.020 

0.05 

0.00 

0.00 

0.00 

0.01 

0.14 

0.15 

0.19 

0.011 

0.13 

0.12 


Sugaliya Sindhian 

0818000202282600 

11.242 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.026 

1.55 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sundelao 

0820000502437900 

22.807 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.946 

1.61 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.14 

0.00 

0.004 

0.01 

0.02 


Venpura 

0820000802470500 

9.913 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.710 

2.41 

0.020 

0.05 

0.01 

0.00 

0.00 

0.01 

0.45 

0.27 

0.13 

0.040 

0.32 

0.54 







Non-command 

Erinpura Granite 

0.879 

2.41 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.01 

0.004 

0.03 

0.05 

11011093 

Alsipura 

0820000702467700 

10.515 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.377 

2.00 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.002 

0.02 

0.03 







Non-command 

Erinpura Granite 

6.856 

2.00 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.30 

0.21 

0.07 

0.030 

0.36 

0.53 


Ana 

0820000702465000 

12.799 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.256 

3.82 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.05 

0.00 

0.001 

0.01 

0.00 


Aret Ki Bhagal 

0825000403004500 

4.067 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.246 

2.78 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.04 

0.003 

0.18 

0.27 


Bagar 

0826000203069800 

19.242 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.471 

2.52 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.25 

0.15 

0.08 

0.019 

0.10 

0.17 







Non-command 

Erinpura Granite 

0.266 

2.52 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.01 


Bara Solankiyan 

0820000702465100 

3.306 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.633 

3.85 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.12 

0.07 

0.003 

0.07 

0.04 


Barod 

0820000702465600 

10.327 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

10.093 

1.25 

0.020 

0.17 

0.01 

0.00 

0.00 

0.00 

0.41 

0.54 

0.61 

0.044 

0.39 

0.29 


Beejowa 

0820000702462300 

21.013 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.453 

3.20 

0.025 

0.01 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.05 

0.002 

0.01 

0.01 


Bheetwara 

0820000902476400 

13.757 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.771 

1.22 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.05 

0.004 

0.02 

0.03 


Bokhara 

0826000203070300 

47.239 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.564 

3.22 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.02 

0.007 

0.02 

0.02 


Chhora 

0820000702466600 

14.819 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

10.368 

3.21 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.71 

1.17 

0.16 

0.045 

0.26 

0.16 


Dadai 

0820000702463400 

9.778 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.071 

3.13 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.00 

0.00 







Non-command 

Erinpura Granite 

2.702 

3.13 

0.020 

0.15 

0.01 

0.00 

0.00 

0.01 

0.30 

0.38 

0.58 

0.012 

0.11 

0.09 


Dhanda 

0820000902474700 

3.372 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.512 

2.52 

0.025 

0.07 

0.01 

0.00 

0.00 

0.00 

0.22 

0.21 

0.25 

0.012 

0.31 

0.32 


Dhikora 

0826000203070000 

8.975 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.866 

3.29 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.04 

0.004 

0.04 

0.07 


Dudapura 

0820000702466700 

5.018 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.598 

3.03 

0.020 

0.01 

0.00 

0.00 

0.00 

0.05 

0.00 

-0.01 

0.02 

0.003 

0.05 

0.02 


Fattapura 

0820000902474900 

3.878 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.670 

2.56 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.12 

0.10 

0.008 

0.18 

0.20 







Non-command 

Erinpura Granite 

0.005 

2.56 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ghanerao 

0820000702467200 

22.470 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

3.281 

3.22 

0.020 

0.05 

0.01 

0.00 

0.00 

0.03 

0.22 

0.30 

0.17 

0.014 

0.06 

0.05 


Girali 

0820000702465700 

11.913 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

9.735 

3.37 

0.020 

0.07 

0.00 

0.00 

0.00 

0.01 

0.71 

1.12 

0.22 

0.042 

0.32 

0.20 


Gura Mangaliya 

0820000702466400 

4.674 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

4.674 

2.83 

0.020 

0.13 

0.01 

0.00 

0.00 

0.00 

0.38 

0.59 

0.50 

0.020 

0.38 

0.25 


Gura Sutharan 

0820000702467300 

3.101 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

3.101 

1.45 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.18 

0.08 

0.014 

0.38 

0.25 


Gurha Bhopsingh 

0820000702467100 

24.548 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.949 

3.69 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.47 

0.34 

0.02 

0.022 

0.12 

0.16 







Non-command 

Erinpura Granite 

2.196 

3.69 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.12 

0.01 

0.010 

0.05 

0.07 


Gurha Jatan 

0820000702467500 

3.086 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

3.086 

1.44 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.14 

0.06 

0.013 

0.39 

0.30 


Gurha Patiya 

0820000702466500 

3.215 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

2.908 

3.85 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.28 

0.46 

0.23 

0.013 

0.34 

0.21 


Joban 

0820000702467400 

6.105 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

5.905 

1.61 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.21 

0.27 

0.06 

0.026 

0.39 

0.30 


Jorma 

0826000203070100 

3.937 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.781 

3.30 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.06 

0.003 

0.09 

0.14 


Kalthana 

0825000403004700 

8.897 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.052 

2.17 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.01 

0.003 

0.05 

0.09 







Non-command 

Erinpura Granite 

0.012 

2.17 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kamba 

0826000203069700 

4.369 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.425 

3.18 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.02 

0.002 

0.04 

0.07 


Kamora 

0825000403005000 

3.554 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.174 

2.65 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.04 

0.003 

0.19 

0.28 


Kotra 

0825000403004600 

13.506 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.596 

2.33 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.01 

0.007 

0.10 

0.16 







Non-command 

Erinpura Granite 

0.758 

2.33 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.01 

0.002 

0.03 

0.05 


Mada 

0820000702466200 

14.789 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

6.678 

1.57 

0.020 

0.10 

0.00 

0.00 

0.00 

0.01 

0.30 

0.39 

0.36 

0.029 

0.18 

0.14 


Maga 

0826000203069600 

33.963 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.800 

3.08 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.50 

0.32 

0.04 

0.033 

0.10 

0.16 


Mandigarh 

0820000702467600 

13.656 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.616 

1.95 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.11 

0.03 

0.011 

0.10 

0.13 







Non-command 

Erinpura Granite 

10.924 

1.95 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.47 

0.36 

0.16 

0.048 

0.42 

0.55 


Mataji Ka Bara 

0820000902474800 

8.911 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.368 

2.61 

0.025 

0.07 

0.00 

0.00 

0.00 

0.00 

0.29 

0.29 

0.25 

0.017 

0.16 

0.16 







Non-command 

Erinpura Granite 

3.598 

2.61 

0.020 

0.10 

0.00 

0.00 

0.00 

0.00 

0.29 

0.29 

0.39 

0.018 

0.17 

0.17 


Mokhampura 

0820000902474500 

5.631 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.142 

2.45 

0.025 

0.04 

0.00 

0.00 

0.00 

0.01 

0.10 

0.08 

0.15 

0.006 

0.08 

0.10 


Morkha 

0820000702465900 

6.207 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

1.109 

0.40 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.12 

0.005 

0.07 

0.06 


Muthana 

0820000702466300 

4.609 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

4.609 

2.01 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.21 

0.33 

0.10 

0.020 

0.37 

0.25 


Padampura 

0820000702465300 

6.279 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.753 

3.50 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.08 

0.01 

0.003 

0.05 

0.03 


Qila Kumbhalgarh 

0825000403004400 

28.389 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.389 

3.28 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.00 

0.004 

0.03 

0.04 







Non-command 

Erinpura Granite 

0.134 

3.28 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Rajpura 

0820000702467800 

21.532 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

18.527 

1.64 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.66 

0.47 

0.10 

0.081 

0.39 

0.55 


Ramaniya 

0820000902475100 

3.754 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.696 

2.18 

0.020 

0.02 

0.00 

0.00 

0.00 

0.02 

0.03 

0.03 

0.09 

0.003 

0.08 

0.08 


Rani (M) 

0820000742006000 

10.550 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.539 

2.49 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.03 

0.038 

0.02 

0.03 


Sadri (M) 

0820000742007000 

24.927 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

21.667 

1.53 

0.020 

0.71 

0.04 

0.00 

0.00 

0.01 

1.33 

1.44 

1.00 

1.408 

0.35 

0.32 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Padarli Singhlan 

0820000702462700 

0.10 

0.18 

49.68 

0.22 

0.02 

0.24 

0.04 

0.40 

- 

0.0600 

- 

- 

0.005 

0.065 

0.065 

0.305 

0.015 

0.289 

0.550 

190.07 

Over Exploited 

Panchalwara 

0820000902476300 

0.12 

0.08 

114,850.63 

0.09 

- 

0.09 

0.02 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.101 

0.005 

0.096 

0.205 

213.35 

Over Exploited 

Pawa 

0820000802469400 

0.18 

0.02 

6,109.93 

0.02 

- 

0.02 

0.00 

0.03 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.030 

0.002 

0.029 

0.107 

370.97 

Over Exploited 

Pechawa 

0820000802468500 

0.18 

0.11 

385.52 

0.13 

0.01 

0.15 

0.01 

0.15 

- 

0.0100 

- 

- 

0.017 

0.027 

0.027 

0.172 

0.009 

0.163 

0.131 

80.03 

Semi Critical 

Penawa 

0820000502437800 

0.12 

0.44 

241.54 

0.53 

0.01 

0.53 

0.04 

0.38 

- 

- 

- 

- 

0.009 

0.010 

0.010 

0.544 

0.027 

0.517 

0.042 

8.20 

Safe 

Punariya 

0820000702462800 

0.10 

0.13 

104.98 

0.16 

- 

0.16 

0.02 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.170 

0.009 

0.162 

0.138 

85.10 

Semi Critical 



0.12 

0.00 

112,485.22 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.09 

0.07 

194.90 

0.08 

- 

0.08 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.090 

0.004 

0.085 

0.071 

83.37 

Semi Critical 

Ramaniya 

0820000902475100 

0.12 

0.13 

59.97 

0.15 

0.02 

0.17 

0.03 

0.38 

- 

0.0100 

- 

- 

0.030 

0.040 

0.040 

0.214 

0.011 

0.203 

0.408 

200.88 

Over Exploited 

Rani (M) 

0820000742006000 

0.10 

0.12 

256.14 

0.15 

0.01 

0.16 

0.02 

0.23 

- 

0.0500 

- 

- 

0.000 

0.050 

0.050 

0.207 

0.010 

0.197 

0.809 

410.53 

Over Exploited 

Rani Kalan 

0820000702462900 

0.10 

0.11 

166.45 

0.13 

0.01 

0.15 

0.03 

0.36 

- 

0.0900 

- 

- 

0.003 

0.094 

0.094 

0.240 

0.012 

0.228 

0.857 

375.82 

Over Exploited 

Sakdara 

0820000502437700 

0.12 

0.30 

263.18 

0.36 

0.01 

0.37 

0.03 

0.34 

- 

- 

- 

- 

0.017 

0.017 

0.017 

0.390 

0.019 

0.370 

0.050 

13.63 

Safe 

Sarthur 

0820000702465500 

0.12 

0.04 

272.59 

0.05 

0.01 

0.06 

0.01 

0.15 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.076 

0.004 

0.072 

0.203 

281.70 

Over Exploited 

Sugaliya Sindhian 

0818000202282600 

0.12 

0.00 

96,301.49 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sundelao 

0820000502437900 

0.12 

0.00 

8,371.95 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.004 

200.38 

Over Exploited 

Venpura 

0820000802470500 

0.10 

0.28 

(2.74) 

0.27 

0.02 

0.28 

0.03 

0.35 

- 

0.0200 

- 

- 

0.010 

0.030 

0.030 

0.314 

0.016 

0.298 

0.174 

58.35 

Safe 



0.12 

0.00 

831.05 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.012 

314.21 

Over Exploited 

Alsipura 

0820000702467700 

0.12 

0.00 

1,325.90 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.002 

160.74 

Over Exploited 



0.12 

0.29 

143,365.46 

0.23 

- 

0.23 

0.03 

0.39 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.241 

0.012 

0.229 

0.102 

44.46 

Safe 

Ana 

0820000702465000 

0.12 

0.00 

18,498.88 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

404.97 

Over Exploited 

Aret Ki Bhagal 

0825000403004500 

0.05 

0.01 

71,567.77 

0.01 

- 

0.01 

0.02 

0.20 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.022 

0.041 

186.02 

Over Exploited 

Bagar 

0826000203069800 

0.06 

0.02 

########## 

0.02 

- 

0.02 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.034 

0.002 

0.032 

0.103 

319.03 

Over Exploited 



0.05 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

12,562.56 

Over Exploited 

Bara Solankiyan 

0820000702465100 

0.12 

0.01 

1,961.96 

0.01 

0.00 

0.01 

0.01 

0.08 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.023 

0.001 

0.022 

0.075 

346.20 

Over Exploited 

Barod 

0820000702465600 

0.12 

0.47 

42,185.61 

0.54 

0.01 

0.55 

0.03 

0.42 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.574 

0.029 

0.546 

0.655 

120.05 

Over Exploited 

Beejowa 

0820000702462300 

0.10 

0.00 

4,976.71 

0.00 

0.03 

0.03 

0.00 

0.01 

- 

0.0100 

- 

- 

0.038 

0.048 

0.048 

0.074 

0.004 

0.071 

0.056 

78.64 

Semi Critical 

Bheetwara 

0820000902476400 

0.12 

0.00 

966.92 

0.00 

0.00 

0.01 

0.00 

0.03 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.010 

0.000 

0.009 

0.051 

559.85 

Over Exploited 

Bokhara 

0826000203070300 

0.06 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.025 

1,495.96 

Over Exploited 

Chhora 

0820000702466600 

0.12 

0.33 

255.98 

0.40 

0.01 

0.41 

0.02 

0.28 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.426 

0.021 

0.404 

0.201 

49.77 

Safe 

Dadai 

0820000702463400 

0.12 

0.00 

27,725.64 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

38,881.33 

Over Exploited 



0.12 

0.04 

928.44 

0.04 

0.02 

0.06 

0.01 

0.12 

- 

0.0700 

- 

- 

0.015 

0.085 

0.085 

0.150 

0.007 

0.142 

0.595 

418.15 

Over Exploited 

Dhanda 

0820000902474700 

0.10 

0.08 

171.72 

0.09 

0.01 

0.11 

0.03 

0.34 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.138 

0.007 

0.131 

0.260 

198.93 

Over Exploited 

Dhikora 

0826000203070000 

0.06 

0.00 

282,355.18 

0.00 

- 

0.00 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.040 

326.89 

Over Exploited 

Dudapura 

0820000702466700 

0.12 

0.00 

(291.51) 

0.00 

0.05 

0.05 

0.00 

0.05 

- 

- 

- 

- 

0.074 

0.074 

0.074 

0.125 

0.006 

0.119 

0.027 

22.34 

Safe 

Fattapura 

0820000902474900 

0.10 

0.03 

303.81 

0.04 

0.00 

0.04 

0.02 

0.20 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.050 

0.003 

0.048 

0.105 

221.42 

Over Exploited 



0.12 

0.00 

(385,816.97) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.004 

0.000 

0.004 

0.000 

0.63 

Safe 

Ghanerao 

0820000702467200 

0.12 

0.03 

1,074.61 

0.03 

0.04 

0.07 

0.00 

0.07 

- 

0.0200 

- 

- 

0.047 

0.067 

0.067 

0.139 

0.007 

0.132 

0.182 

138.18 

Over Exploited 

Girali 

0820000702465700 

0.12 

0.37 

204.15 

0.44 

0.01 

0.46 

0.02 

0.34 

- 

0.0200 

- 

- 

0.022 

0.042 

0.042 

0.498 

0.025 

0.473 

0.262 

55.50 

Safe 

Gura Mangaliya 

0820000702466400 

0.12 

0.21 

178.26 

0.25 

0.01 

0.27 

0.03 

0.41 

- 

0.0600 

- 

- 

0.002 

0.063 

0.063 

0.328 

0.016 

0.311 

0.524 

168.37 

Over Exploited 

Gura Sutharan 

0820000702467300 

0.12 

0.14 

27.86 

0.17 

0.00 

0.17 

0.03 

0.41 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.181 

0.009 

0.172 

0.098 

56.78 

Safe 

Gurha Bhopsingh 

0820000702467100 

0.12 

0.07 

########## 

0.08 

- 

0.08 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.083 

0.004 

0.079 

0.044 

55.39 

Safe 



0.12 

0.01 

804.27 

0.02 

- 

0.02 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.016 

0.001 

0.016 

0.022 

138.22 

Over Exploited 

Gurha Jatan 

0820000702467500 

0.12 

0.15 

(3.87) 

0.14 

0.00 

0.14 

0.03 

0.42 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.153 

0.008 

0.145 

0.073 

50.70 

Safe 

Gurha Patiya 

0820000702466500 

0.12 

0.12 

285.29 

0.14 

0.00 

0.15 

0.03 

0.37 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.180 

0.009 

0.171 

0.241 

141.05 

Over Exploited 

Joban 

0820000702467400 

0.12 

0.28 

(1.76) 

0.27 

0.00 

0.28 

0.03 

0.42 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.293 

0.015 

0.278 

0.086 

30.80 

Safe 

Jorma 

0826000203070100 

0.06 

0.00 

833.03 

0.01 

- 

0.01 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.014 

0.058 

404.97 

Over Exploited 

Kalthana 

0825000403004700 

0.05 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.011 

360.49 

Over Exploited 



0.04 

0.00 

345,477.23 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kamba 

0826000203069700 

0.06 

0.00 

1,970.97 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.020 

1,535.35 

Over Exploited 

Kamora 

0825000403005000 

0.05 

0.01 

425.63 

0.01 

- 

0.01 

0.02 

0.21 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.022 

0.041 

185.04 

Over Exploited 

Kotra 

0825000403004600 

0.05 

0.01 

########## 

0.02 

- 

0.02 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.016 

0.001 

0.015 

0.015 

102.52 

Over Exploited 



0.04 

0.00 

222,838.52 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.008 

852.75 

Over Exploited 

Mada 

0820000702466200 

0.12 

0.14 

174.88 

0.17 

0.01 

0.18 

0.01 

0.19 

- 

0.0100 

- 

- 

0.013 

0.023 

0.023 

0.201 

0.010 

0.191 

0.389 

203.93 

Over Exploited 

Maga 

0826000203069600 

0.06 

0.04 

########## 

0.05 

- 

0.05 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.046 

0.002 

0.044 

0.070 

160.01 

Over Exploited 

Mandigarh 

0820000702467600 

0.12 

0.03 

229.46 

0.04 

- 

0.04 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.038 

0.002 

0.036 

0.043 

119.34 

Over Exploited 



0.12 

0.56 

(36.01) 

0.45 

0.01 

0.46 

0.04 

0.46 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.475 

0.024 

0.451 

0.204 

45.12 

Safe 

Mataji Ka Bara 

0820000902474800 

0.10 

0.05 

441.59 

0.06 

0.00 

0.07 

0.01 

0.17 

- 

0.0300 

- 

- 

0.007 

0.037 

0.037 

0.106 

0.005 

0.101 

0.265 

261.95 

Over Exploited 



0.12 

0.07 

297.63 

0.09 

0.00 

0.09 

0.01 

0.18 

- 

0.0400 

- 

- 

0.002 

0.042 

0.042 

0.131 

0.007 

0.125 

0.408 

326.51 

Over Exploited 

Mokhampura 

0820000902474500 

0.10 

0.01 

779.64 

0.01 

0.01 

0.02 

0.01 

0.09 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.034 

0.002 

0.032 

0.157 

489.05 

Over Exploited 

Morkha 

0820000702465900 

0.12 

0.01 

360.45 

0.01 

0.00 

0.01 

0.01 

0.08 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.020 

0.001 

0.019 

0.125 

652.19 

Over Exploited 

Muthana 

0820000702466300 

0.12 

0.21 

57.37 

0.25 

0.00 

0.25 

0.03 

0.40 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.264 

0.013 

0.251 

0.116 

46.32 

Safe 

Padampura 

0820000702465300 

0.12 

0.00 

1,785.17 

0.01 

- 

0.01 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.015 

310.11 

Over Exploited 

Qila Kumbhalgarh 

0825000403004400 

0.05 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.008 

346.45 

Over Exploited 



0.04 

0.00 

38,576.13 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rajpura 

0820000702467800 

0.12 

0.86 

########## 

0.69 

- 

0.69 

0.03 

0.42 

- 

- 

- 

- 

- 

- 

- 

0.689 

0.034 

0.655 

0.177 

27.00 

Safe 

Ramaniya 

0820000902475100 

0.12 

0.01 

340.92 

0.01 

0.02 

0.03 

0.01 

0.09 

- 

- 

- 

- 

0.030 

0.030 

0.030 

0.058 

0.003 

0.055 

0.097 

177.49 

Over Exploited 

Rani (M) 

0820000742006000 

0.10 

0.00 

3,672.57 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.002 

0.000 

0.002 

0.070 

3,769.74 

Over Exploited 

Sadri (M) 

0820000742007000 

0.12 

0.90 

59.67 

1.08 

0.05 

1.13 

0.03 

0.37 

- 

0.1100 

- 

- 

0.010 

0.120 

0.120 

1.248 

0.062 

1.186 

2.404 

202.77 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Sadri (Rural) 

082000070246610C 

44.906 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.226 

2.08 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.04 

0.005 

0.01 

0.02 







Non-command 

Erinpura Granite 

11.811 

2.08 

0.020 

0.16 

0.01 

0.00 

0.00 

0.00 

0.64 

0.40 

0.59 

0.051 

0.12 

0.19 


Sarkhejra 

082000090247460C 

2.752 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.268 

2.53 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.17 

0.15 

0.14 

0.011 

0.34 

0.38 


Sarthur 

0820000702465500 

7.864 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

5.312 

1.87 

0.020 

0.11 

0.01 

0.00 

0.00 

0.01 

0.29 

0.32 

0.42 

0.023 

0.28 

0.25 


Sindarli 

0820000702465800 

12.724 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

12.573 

0.45 

0.020 

0.15 

0.01 

0.00 

0.00 

0.03 

0.22 

0.32 

0.52 

0.055 

0.38 

0.26 


Singhara 

0826000203070200 

4.746 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.001 

3.31 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sinya 

0825000403005100 

6.702 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.083 

2.23 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Udarthal 

0820000702465400 

11.065 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

7.651 

2.90 

0.020 

0.11 

0.00 

0.00 

0.00 

0.00 

0.55 

0.77 

0.39 

0.033 

0.28 

0.20 


Udawar 

0825000403004900 

4.322 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.080 

2.43 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.09 

0.02 

0.006 

0.27 

0.40 


Warka 

0820000702463300 

4.775 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.071 

2.82 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 

Sub Basin: Sukri (Sayla) | 

11012094 

Amba Ki Goliya 

0818000602320700 

6.851 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

1.565 

-0.54 

0.090 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.66 

0.004 

0.11 

0.15 






Non-command 

Non-command 

Older Alluvium 

0.879 

-0.54 

0.090 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.44 

0.002 

0.06 

0.08 


Ankhol 

0818000602320400 

14.099 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

2.468 

-0.56 

0.090 

0.33 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.32 

0.006 

0.08 

0.11 






Non-command 

Non-command 

Older Alluvium 

0.033 

-0.56 

0.090 

0.36 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.42 

0.000 

0.00 

0.00 





Saline 

Narmada Canal 

Command 

Older Alluvium 

3.321 

-0.56 

0.090 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.80 

0.009 

0.11 

0.15 






Non-command 

Non-command 

Older Alluvium 

0.059 

-0.56 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.000 

0.00 

0.00 


Arnoo 

0818000502311100 

3.506 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.404 

-1.00 

0.060 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.49 

0.017 

0.45 

0.64 


Asana 

0818000102275700 

27.920 

Fresh 

Non-command 

Non-command 

Older Alluvium 

16.482 

-0.25 

0.060 

0.65 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.50 

0.087 

0.21 

0.30 







Non-command 

Younger Alluvium 

11.438 

-0.25 

0.100 

0.48 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.86 

0.060 

0.15 

0.21 


Babtara 

0818000102273400 

69.654 

Fresh 

Non-command 

Non-command 

Older Alluvium 

20.765 

-0.90 

0.060 

0.70 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.65 

0.110 

0.10 

0.16 







Non-command 

Younger Alluvium 

2.026 

-0.90 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.011 

0.01 

0.02 


Bagawas 

0818000502311300 

9.718 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.927 

-1.15 

0.060 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.019 

0.18 

0.26 


Bagora 

0818000502308400 

25.471 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.996 

-1.27 

0.100 

0.31 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.19 

0.024 

0.07 

0.11 


Bali 

0818000502309900 

28.378 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.254 

-0.78 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.001 

0.00 

0.01 







Non-command 

Younger Alluvium 

0.157 

-0.78 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

4.465 

-0.78 

0.060 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.022 

0.07 

0.10 







Non-command 

Younger Alluvium 

4.759 

-0.78 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.023 

0.07 

0.10 


Bhadoo & Goyton Ki Dhan 

0818000602319800 

8.960 

Saline 

Narmada Canal 

Command 

Older Alluvium 

0.015 

0.17 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Older Alluvium 

0.243 

0.17 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.02 







Non-command 

Younger Alluvium 

5.238 

0.17 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.14 

0.10 

0.18 

0.014 

0.25 

0.36 


Bhagal Sephta 

0818000402299100 

12.180 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.011 

2.45 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.28 

0.19 

0.11 

0.005 

0.04 

0.05 


Bhalni 

0818000502310100 

13.347 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.382 

-1.64 

0.060 

0.33 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.26 

0.041 

0.26 

0.38 







Non-command 

Younger Alluvium 

0.892 

-1.64 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.004 

0.03 

0.04 


Bhinmal (Rural) 

0818000402299400 

14.339 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.630 

0.46 

0.060 

0.41 

0.06 

0.00 

0.00 

0.00 

0.39 

0.27 

1.61 

0.008 

0.05 

0.08 


Bhundwa 

0818000102272900 

11.649 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.137 

0.24 

0.060 

0.56 

0.03 

0.00 

0.00 

0.00 

0.60 

0.39 

2.20 

0.027 

0.15 

0.23 







Non-command 

Younger Alluvium 

1.025 

0.24 

0.100 

0.12 

0.01 

0.00 

0.00 

0.00 

0.13 

0.09 

0.47 

0.005 

0.03 

0.05 


Bichhawari 

0818000502309400 

3.967 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.563 

-0.98 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.012 

0.23 

0.37 


Borli 

0818000602320900 

9.287 

Saline 

Narmada Canal 

Command 

Older Alluvium 

0.319 

-0.34 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.02 

0.02 






Non-command 

Non-command 

Older Alluvium 

0.231 

-0.34 

0.090 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.001 

0.01 

0.02 


Borta 

0818000402298900 

29.260 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.164 

0.99 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.44 

0.31 

0.03 

0.035 

0.11 

0.16 


Borwara 

0818000102275500 

11.612 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.312 

-0.63 

0.060 

0.41 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.58 

0.054 

0.32 

0.46 







Non-command 

Younger Alluvium 

1.300 

-0.63 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.007 

0.04 

0.06 


Chainpura 

0818000502309500 

5.627 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.627 

-1.07 

0.100 

0.24 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.91 

0.027 

0.36 

0.58 


Chak Chandpan 

0818000402298200 

9.304 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.710 

1.52 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.80 

0.58 

0.00 

0.042 

0.41 

0.57 







Non-command 

Younger Alluvium 

0.593 

1.52 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.00 

0.003 

0.03 

0.04 


Chak Jeran 

0818000502311200 

8.910 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.177 

-0.96 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.025 

0.27 

0.39 


Chaurau 

0818000102273700 

27.904 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.216 

-1.08 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.001 

0.00 

0.00 







Non-command 

Younger Alluvium 

27.688 

-1.08 

0.100 

1.36 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

5.24 

0.146 

0.34 

0.51 


Dadal 

0818000102274500 

34.458 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

21.343 

-0.54 

0.100 

0.68 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.57 

0.113 

0.22 

0.35 


Daman 

0818000502310500 

20.562 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.005 

-3.18 

0.060 

0.13 

0.01 

0.00 

0.00 

0.03 

0.00 

0.00 

0.48 

0.024 

0.10 

0.15 







Non-command 

Younger Alluvium 

9.994 

-3.18 

0.100 

0.34 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.28 

0.048 

0.20 

0.29 


Dangariya 

0817000502198700 

26.436 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.181 

0.28 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.004 

0.02 

0.03 


Daspan 

0818000402297900 

34.227 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.997 

0.99 

0.100 

0.16 

0.01 

0.00 

0.00 

0.00 

0.64 

0.45 

0.62 

0.024 

0.06 

0.09 


Deta Kalan 

0818000102274800 

22.101 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.051 

0.74 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

22.050 

0.74 

0.100 

0.99 

0.05 

0.00 

0.00 

0.01 

2.56 

1.66 

3.79 

0.117 

0.36 

0.56 


Deta Khurd 

0818000102274900 

6.240 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.630 

0.98 

0.060 

0.10 

0.00 

0.00 

0.00 

0.00 

0.20 

0.13 

0.37 

0.009 

0.10 

0.15 







Non-command 

Younger Alluvium 

4.591 

0.98 

0.100 

0.30 

0.01 

0.00 

0.00 

0.00 

0.74 

0.48 

1.15 

0.024 

0.27 

0.42 


Dhanani 

0818000102275900 

7.544 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.100 

1.41 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.00 

0.01 







Non-command 

Younger Alluvium 

4.782 

1.41 

0.100 

0.30 

0.01 

0.00 

0.00 

0.00 

0.96 

0.71 

1.18 

0.025 

0.23 

0.31 


Dhansa 

0818000402298300 

80.950 

Fresh 

Non-command 

Non-command 

Older Alluvium 

40.667 

1.42 

0.080 

0.64 

0.03 

0.00 

0.00 

0.00 

5.24 

3.86 

2.25 

0.227 

0.20 

0.27 







Non-command 

Younger Alluvium 

0.933 

1.42 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.12 

0.04 

0.005 

0.00 

0.01 


Dharnawas 

0818000602319900 

8.055 

Saline 

Narmada Canal 

Command 

Older Alluvium 

0.024 

-0.11 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Older Alluvium 

2.961 

-0.11 

0.090 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.008 

0.16 

0.23 







Non-command 

Younger Alluvium 

1.321 

-0.11 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.003 

0.07 

0.10 


Dhumbariya 

0818000502310400 

43.956 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.329 

-2.28 

0.060 

0.32 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.20 

0.050 

0.09 

0.14 







Non-command 

Younger Alluvium 

26.719 

-2.28 

0.100 

1.07 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

4.11 

0.130 

0.23 

0.37 


Doongarwa 

0818000502311700 

12.278 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.367 

-2.41 

0.060 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.016 

0.12 

0.17 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Sadri (Rural) 

0820000702466100 

0.12 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.048 

3,475.25 

Over Exploited 



0.12 

0.16 

########## 

0.19 

0.01 

0.20 

0.01 

0.13 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.218 

0.011 

0.207 

0.639 

309.36 

Over Exploited 

Sarkhejra 

0820000902474600 

0.10 

0.08 

97.85 

0.09 

0.01 

0.10 

0.03 

0.37 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.129 

0.006 

0.122 

0.151 

123.54 

Over Exploited 

Sarthur 

0820000702465500 

0.12 

0.18 

80.87 

0.21 

0.02 

0.23 

0.02 

0.30 

- 

0.0200 

- 

- 

0.010 

0.030 

0.030 

0.261 

0.013 

0.248 

0.447 

180.27 

Over Exploited 

Sindarli 

0820000702465800 

0.12 

0.57 

(44.35) 

0.46 

0.04 

0.50 

0.03 

0.41 

- 

0.0200 

- 

- 

0.046 

0.066 

0.066 

0.564 

0.028 

0.536 

0.571 

106.46 

Over Exploited 

Singhara 

0826000203070200 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sinya 

0825000403005100 

0.05 

0.00 

11,206.86 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

13,529.19 

Over Exploited 

Udarthal 

0820000702465400 

0.12 

0.25 

239,041.70 

0.30 

- 

0.30 

0.02 

0.30 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.345 

0.017 

0.327 

0.424 

129.59 

Over Exploited 

Udawar 

0825000403004900 

0.05 

0.03 

########## 

0.03 

- 

0.03 

0.03 

0.29 

- 

- 

- 

- 

- 

- 

- 

0.033 

0.002 

0.032 

0.027 

84.14 

Semi Critical 

Warka 

0820000702463300 

0.12 

0.00 

10,945.90 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 


Sub Basin: Sukri (Sayla) | 

Amba Ki Goliya 

0818000602320700 

0.14 

0.02 

- 

0.02 

0.01 

0.04 

0.01 

0.12 

- 

0.0200 

0.0013 

0.0019 

- 

0.023 

0.023 

0.060 

0.006 

0.054 

0.663 

1,229.83 

Over Exploited 



0.14 

0.01 

- 

0.01 

0.01 

0.02 

0.01 

0.07 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.037 

0.004 

0.034 

0.439 

1,309.18 

Over Exploited 

Ankhol 

0818000602320400 

0.14 

0.03 

- 

0.03 

0.03 

0.05 

0.01 

0.09 

- 

0.0500 

0.0021 

0.0030 

- 

0.055 

0.055 

0.108 

0.011 

0.097 

1.329 

1,368.76 

Over Exploited 



0.14 

0.00 

- 

0.00 

0.02 

0.02 

0.00 

0.00 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.070 

0.007 

0.063 

1.422 

2,257.12 

Over Exploited 



0.14 

0.05 

- 

0.05 

0.02 

0.07 

0.01 

0.12 

- 

0.0300 

0.0028 

0.0040 

- 

0.037 

0.037 

0.104 

0.010 

0.093 

0.811 

869.96 

Over Exploited 



0.14 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.056 

######### 

Over Exploited 

Arnoo 

0818000502311100 

0.15 

0.23 

- 

0.23 

0.01 

0.24 

0.05 

0.49 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.262 

0.026 

0.235 

0.503 

213.40 

Over Exploited 

Asana 

0818000102275700 

0.10 

0.35 

- 

0.35 

0.03 

0.38 

0.03 

0.23 

0.04 

0.0900 

- 

- 

0.002 

0.092 

0.134 

0.511 

0.051 

0.460 

2.589 

563.05 

Over Exploited 



0.15 

0.25 

- 

0.25 

0.02 

0.27 

0.02 

0.16 

0.03 

0.0700 

- 

- 

0.002 

0.072 

0.102 

0.372 

0.037 

0.335 

1.916 

571.71 

Over Exploited 

Babtara 

0818000102273400 

0.10 

0.20 

- 

0.20 

0.03 

0.23 

0.01 

0.11 

0.03 

0.1000 

- 

- 

0.001 

0.101 

0.127 

0.359 

0.036 

0.323 

2.761 

854.80 

Over Exploited 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.283 

2,371.56 

Over Exploited 

Bagawas 

0818000502311300 

0.15 

0.11 

- 

0.11 

0.00 

0.11 

0.02 

0.20 

- 

0.0100 

- 

- 

0.003 

0.014 

0.014 

0.123 

0.012 

0.111 

0.265 

239.81 

Over Exploited 

Bagora 

0818000502308400 

0.20 

0.07 

- 

0.07 

0.01 

0.08 

0.01 

0.08 

0.01 

0.0400 

- 

- 

0.005 

0.045 

0.053 

0.134 

0.013 

0.120 

1.217 

1,011.41 

Over Exploited 

Bali 

0818000502309900 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.034 

26,683.74 

Over Exploited 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.021 

31,704.77 

Over Exploited 



0.15 

0.04 

- 

0.04 

- 

0.04 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.054 

0.005 

0.049 

0.221 

453.73 

Over Exploited 



0.20 

0.07 

- 

0.07 

- 

0.07 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.077 

0.008 

0.069 

0.258 

373.88 

Over Exploited 

Bhadoo & Goyton Ki Dhan 

0818000602319800 

0.14 

0.00 

6,075.42 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.017 

9,897.77 

Over Exploited 



0.14 

0.00 

528.84 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.009 

1,903.98 

Over Exploited 



0.18 

0.24 

(57.48) 

0.19 

0.01 

0.20 

0.03 

0.28 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.221 

0.011 

0.210 

0.194 

92.30 

Critical 

Bhagal Sephta 

0818000402299100 

0.20 

0.01 

2,462.51 

0.01 

0.00 

0.01 

0.00 

0.04 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.014 

0.001 

0.014 

0.115 

838.73 

Over Exploited 

Bhalni 

0818000502310100 

0.15 

0.33 

- 

0.33 

0.02 

0.35 

0.03 

0.29 

- 

0.0500 

- 

- 

0.002 

0.053 

0.053 

0.403 

0.040 

0.363 

1.298 

357.75 

Over Exploited 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.013 

0.190 

1,413.43 

Over Exploited 

Bhinmal (Rural) 

0818000402299400 

0.15 

0.01 

1,913.76 

0.02 

0.06 

0.08 

0.01 

0.06 

- 

0.1800 

- 

- 

- 

0.180 

0.180 

0.256 

0.013 

0.243 

1.622 

667.24 

Over Exploited 

Bhundwa 

0818000102272900 

0.10 

0.08 

410.35 

0.09 

0.03 

0.12 

0.02 

0.17 

0.01 

0.0800 

- 

- 

- 

0.080 

0.090 

0.211 

0.011 

0.200 

2.223 

1,111.29 

Over Exploited 



0.15 

0.00 

1,800.15 

0.01 

0.01 

0.02 

0.00 

0.03 

0.00 

0.0200 

- 

- 

0.000 

0.021 

0.021 

0.037 

0.002 

0.035 

0.472 

1,351.04 

Over Exploited 

Bichhawari 

0818000502309400 

0.20 

0.12 

- 

0.12 

- 

0.12 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.014 

0.130 

0.013 

0.117 

0.082 

70.55 

Semi Critical 

Borli 

0818000602320900 

0.14 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.018 

922.70 

Over Exploited 



0.14 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.010 

0.001 

0.009 

0.197 

2,106.64 

Over Exploited 

Borta 

0818000402298900 

0.15 

0.12 

160.26 

0.14 

0.00 

0.15 

0.01 

0.12 

- 

- 

- 

- 

0.004 

0.005 

0.005 

0.152 

0.008 

0.144 

0.068 

47.06 

Safe 

Borwara 

0818000102275500 

0.10 

0.33 

- 

0.33 

0.02 

0.35 

0.04 

0.36 

0.04 

0.0600 

- 

- 

0.003 

0.063 

0.103 

0.453 

0.045 

0.408 

1.629 

399.38 

Over Exploited 



0.15 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.019 

0.002 

0.017 

0.208 

1,229.53 

Over Exploited 

Chainpura 

0818000502309500 

0.20 

0.40 

- 

0.40 

0.01 

0.41 

0.04 

0.40 

0.05 

0.0300 

- 

- 

0.002 

0.032 

0.082 

0.494 

0.049 

0.445 

0.936 

210.49 

Over Exploited 

Chak Chandpan 

0818000402298200 

0.15 

0.54 

6.69 

0.58 

0.00 

0.58 

0.04 

0.46 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.585 

0.029 

0.556 

0.042 

7.60 

Safe 



0.20 

0.00 

1,840.39 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.003 

75.33 

Semi Critical 

Chak Jeran 

0818000502311200 

0.15 

0.21 

- 

0.21 

0.00 

0.21 

0.03 

0.30 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.211 

0.021 

0.190 

0.043 

22.66 

Safe 

Chaurau 

0818000102273700 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.037 

63,806.21 

Over Exploited 



0.15 

1.41 

- 

1.41 

0.07 

1.48 

0.04 

0.38 

0.17 

0.2000 

- 

- 

0.001 

0.202 

0.375 

1.860 

0.186 

1.674 

5.389 

321.91 

Over Exploited 

Dadal 

0818000102274500 

0.15 

0.70 

- 

0.70 

0.03 

0.73 

0.03 

0.24 

0.09 

0.1000 

- 

- 

0.006 

0.106 

0.192 

0.921 

0.092 

0.829 

2.686 

324.07 

Over Exploited 

Daman 

0818000502310500 

0.15 

0.07 

- 

0.07 

0.04 

0.12 

0.01 

0.11 

0.01 

0.0200 

- 

- 

0.051 

0.071 

0.079 

0.197 

0.020 

0.177 

0.504 

284.92 

Over Exploited 



0.20 

0.39 

- 

0.39 

0.02 

0.41 

0.02 

0.22 

0.04 

0.0500 

- 

- 

0.001 

0.051 

0.095 

0.508 

0.051 

0.457 

1.331 

291.37 

Over Exploited 

Dangariya 

0817000502198700 

0.10 

0.00 

752.90 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.002 

0.011 

450.54 

Over Exploited 

Daspan 

0818000402297900 

0.20 

0.06 

599.73 

0.08 

0.01 

0.09 

0.01 

0.07 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.113 

0.006 

0.107 

0.639 

596.25 

Over Exploited 

Deta Kalan 

0818000102274800 

0.10 

0.00 

35,099.34 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

1.20 

39.09 

1.44 

0.06 

1.49 

0.04 

0.41 

0.15 

0.1400 

- 

- 

0.008 

0.148 

0.293 

1.784 

0.089 

1.695 

3.911 

230.71 

Over Exploited 

Deta Khurd 

0818000102274900 

0.10 

0.02 

701.32 

0.02 

- 

0.02 

0.01 

0.11 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.031 

0.002 

0.029 

0.378 

1,291.39 

Over Exploited 



0.15 

0.19 

154.03 

0.22 

0.01 

0.24 

0.03 

0.30 

0.02 

0.0400 

- 

- 

0.002 

0.042 

0.064 

0.300 

0.015 

0.285 

1.177 

413.10 

Over Exploited 

Dhanani 

0818000102275900 

0.10 

0.00 

12,831.76 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.019 

30,416.28 

Over Exploited 



0.15 

0.17 

328.06 

0.20 

0.01 

0.21 

0.03 

0.26 

0.02 

0.0400 

- 

- 

0.001 

0.041 

0.061 

0.272 

0.014 

0.258 

1.200 

465.26 

Over Exploited 

Dhansa 

0818000402298300 

0.14 

1.11 

245.96 

1.34 

0.03 

1.37 

0.02 

0.22 

0.13 

0.0800 

- 

- 

0.006 

0.086 

0.212 

1.584 

0.079 

1.505 

2.473 

164.32 

Over Exploited 



0.16 

0.00 

18,477.35 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.044 

3,329.86 

Over Exploited 

Dharnawas 

0818000602319900 

0.14 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0100 

0.0000 

0.0001 

- 

0.010 

0.010 

0.010 

0.001 

0.009 

0.045 

490.74 

Over Exploited 



0.14 

0.07 

- 

0.07 

0.01 

0.08 

0.02 

0.18 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.098 

0.010 

0.088 

0.181 

204.16 

Over Exploited 



0.18 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.027 

0.003 

0.025 

0.092 

373.45 

Over Exploited 

Dhumbariya 

0818000502310400 

0.15 

0.14 

- 

0.14 

0.02 

0.16 

0.01 

0.10 

0.02 

0.0500 

- 

- 

0.004 

0.054 

0.070 

0.231 

0.023 

0.208 

1.250 

601.28 

Over Exploited 



0.20 

1.23 

- 

1.23 

0.05 

1.28 

0.03 

0.26 

0.15 

0.1500 

- 

- 

- 

0.150 

0.296 

1.579 

0.158 

1.421 

4.241 

298.46 

Over Exploited 

Doongarwa 

0818000502311700 

0.15 

0.06 

- 

0.06 

- 

0.06 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.071 

0.007 

0.064 

0.376 

586.22 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Gandhaw Kalan 

081700050219860C 

10.337 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.705 

0.35 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.002 

0.03 

0.04 


Gandhaw Khurd 

0817000502198400 

33.974 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.280 

0.41 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.00 

0.00 


Gaonri 

0818000502310300 

13.361 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.319 

-2.15 

0.060 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.67 

0.045 

0.29 

0.43 







Non-command 

Younger Alluvium 

3.442 

-2.15 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.017 

0.11 

0.16 


Goojarwara 

0818000502309300 

3.964 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.868 

-0.88 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.014 

0.25 

0.42 


Gura Hema 

0818000602319600 

25.952 

Saline 

Narmada Canal 

Command 

Older Alluvium 

0.025 

0.31 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.05 

0.000 

0.00 

0.00 







Command 

Younger Alluvium 

0.061 

0.31 

0.120 

0.02 

0.01 

0.00 

0.00 

0.00 

0.01 

0.01 

0.10 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Older Alluvium 

0.000 

0.31 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

6.672 

0.31 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.28 

0.19 

0.15 

0.017 

0.11 

0.16 


Hapu Ki Dhani 

0818000502310200 

9.230 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.041 

-1.98 

0.060 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.005 

0.05 

0.07 


Harmoo 

0818000102274200 

18.463 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.030 

1.80 

0.060 

0.11 

0.01 

0.00 

0.00 

0.00 

0.53 

0.35 

0.41 

0.021 

0.08 

0.12 







Non-command 

Younger Alluvium 

12.600 

1.80 

0.100 

0.35 

0.02 

0.00 

0.00 

0.00 

2.59 

1.68 

1.33 

0.067 

0.24 

0.36 


Itada 

0818000602320000 

12.284 

Saline 

Narmada Canal 

Command 

Older Alluvium 

0.103 

-0.16 

0.090 

0.16 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.63 

0.000 

0.00 

0.01 






Non-command 

Non-command 

Older Alluvium 

1.786 

-0.16 

0.090 

0.06 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.005 

0.06 

0.09 







Non-command 

Younger Alluvium 

3.205 

-0.16 

0.120 

0.12 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.008 

0.11 

0.16 


Jeran 

0818000502312400 

23.797 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.982 

-2.12 

0.060 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.61 

0.029 

0.12 

0.17 


Jhab 

0818000602320800 

19.219 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

1.789 

-0.48 

0.090 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.75 

0.005 

0.04 

0.06 





Saline 

Narmada Canal 

Command 

Older Alluvium 

3.132 

-0.48 

0.090 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.66 

0.008 

0.07 

0.10 






Non-command 

Non-command 

Older Alluvium 

1.469 

-0.48 

0.090 

0.25 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.00 

0.004 

0.03 

0.05 


Jodhawas 

0818000602320500 

25.947 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

1.340 

-1.26 

0.090 

0.32 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.27 

0.003 

0.02 

0.03 






Non-command 

Non-command 

Older Alluvium 

3.032 

-1.26 

0.090 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.55 

0.008 

0.05 

0.07 


Joojani 

0818000402299500 

19.874 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.977 

-0.90 

0.060 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.005 

0.02 

0.03 


Kaleti 

0818000502310600 

13.392 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.046 

-2.50 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

1.275 

-2.50 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.006 

0.04 

0.06 


Kankhi 

0817000402164600 

39.122 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.040 

-0.43 

0.080 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.040 

0.08 

0.14 


Kawtara 

0818000502310900 

30.772 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.579 

-0.33 

0.060 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.013 

0.04 

0.06 


Khera Gangawa 

0818000102272800 

4.764 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.267 

0.10 

0.060 

0.07 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.26 

0.007 

0.09 

0.14 


Komta 

0818000102274700 

25.582 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.775 

-0.07 

0.100 

0.28 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.08 

0.036 

0.11 

0.16 


Kora 

0818000402297700 

24.673 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.237 

0.30 

0.060 

0.07 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.24 

0.016 

0.05 

0.08 







Non-command 

Younger Alluvium 

10.732 

0.30 

0.100 

0.28 

0.01 

0.00 

0.00 

0.00 

0.58 

0.41 

1.05 

0.052 

0.18 

0.26 


Kuaber 

0818000302290900 

36.093 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.021 

1.10 

0.060 

0.07 

0.00 

0.00 

0.00 

0.00 

0.40 

0.26 

0.25 

0.027 

0.05 

0.07 


Lakhni 

0818000502309600 

14.739 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

14.739 

-0.92 

0.100 

0.32 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

1.17 

0.071 

0.37 

0.59 


Lodrau 

0818000102275800 

8.913 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.223 

0.80 

0.060 

0.17 

0.01 

0.00 

0.00 

0.00 

0.55 

0.40 

0.60 

0.043 

0.34 

0.46 







Non-command 

Younger Alluvium 

0.690 

0.80 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.07 

0.004 

0.03 

0.04 


Loonawas 

0818000502310700 

10.380 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.827 

-4.80 

0.060 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.019 

0.16 

0.23 


Mandakwana 

0818000102275000 

6.194 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.613 

0.44 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.02 

0.019 

0.22 

0.34 







Non-command 

Younger Alluvium 

2.435 

0.44 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.02 

0.013 

0.15 

0.23 


Meda Brahmnan 

0818000502311800 

8.514 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.001 

-2.36 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mengalwa 

0818000102273800 

17.499 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.060 

-0.16 

0.060 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.55 

0.016 

0.06 

0.09 







Non-command 

Younger Alluvium 

9.549 

-0.16 

0.100 

0.47 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.81 

0.050 

0.18 

0.28 


Mindawas 

0818000502311400 

10.737 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.537 

-4.03 

0.060 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.69 

0.046 

0.40 

0.57 


Mokni Khera 

0818000102273500 

13.884 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.884 

-1.09 

0.060 

0.51 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.93 

0.073 

0.33 

0.52 


Morseem 

0818000502308900 

49.408 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

10.443 

-0.30 

0.100 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.051 

0.08 

0.12 





Saline 

Non-command 

Non-command 

Younger Alluvium 

0.206 

-0.30 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.001 

0.00 

0.00 


Naibali 

0818000502310000 

11.274 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.003 

-0.47 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

1.512 

-0.47 

0.100 

0.11 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.44 

0.007 

0.05 

0.08 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.075 

-0.47 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

3.479 

-0.47 

0.100 

0.07 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.017 

0.13 

0.18 


Narsana 

0818000502311600 

25.586 

Fresh 

Non-command 

Non-command 

Older Alluvium 

23.891 

-4.48 

0.060 

0.49 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.80 

0.116 

0.41 

0.59 


Narwara 

0818000102274300 

6.019 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.054 

-0.85 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nasoli 

0818000402299000 

14.885 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.015 

2.20 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.10 

0.03 

0.005 

0.03 

0.04 







Non-command 

Younger Alluvium 

1.500 

2.20 

0.100 

0.02 

0.00 

0.00 

0.00 

0.01 

0.34 

0.24 

0.06 

0.007 

0.05 

0.07 


Naya Chainpura 

0818000502309200 

5.263 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.471 

-0.73 

0.100 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.59 

0.017 

0.23 

0.38 


Naya Morseem 

0818000502309700 

21.741 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.654 

-0.82 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.008 

0.03 

0.05 







Non-command 

Younger Alluvium 

19.852 

-0.82 

0.100 

0.43 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

1.60 

0.096 

0.37 

0.54 





Saline 

Non-command 

Non-command 

Younger Alluvium 

0.193 

-0.82 

0.100 

0.18 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.72 

0.001 

0.00 

0.01 


Nimbau 

0818000602320600 

16.325 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.545 

-0.94 

0.090 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.64 

0.007 

0.07 

0.10 


Padarri Khurd 

0817000502199600 

31.196 

Saline 

Non-command 

Non-command 

Younger Alluvium 

2.562 

0.29 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.02 

0.008 

0.03 

0.05 


Pariharon Ki Dhani 

0817000402164700 

40.374 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.201 

0.06 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 







Non-command 

Older Alluvium 

25.539 

0.06 

0.080 

0.23 

0.01 

0.00 

0.00 

0.00 

0.34 

0.20 

0.79 

0.102 

0.20 

0.34 


Pata Ki Dhani 

0818000502309000 

7.886 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.146 

-0.82 

0.100 

0.11 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.42 

0.030 

0.27 

0.45 


Patheri 

0818000102275400 

35.216 

Fresh 

Non-command 

Non-command 

Older Alluvium 

34.576 

0.03 

0.060 

0.25 

0.01 

0.00 

0.00 

0.01 

0.30 

0.21 

0.77 

0.183 

0.38 

0.55 







Non-command 

Younger Alluvium 

0.640 

0.03 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.01 

0.01 


Posana 

0818000102275200 

15.375 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.606 

-1.20 

0.060 

0.57 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.22 

0.045 

0.20 

0.29 







Non-command 

Younger Alluvium 

6.768 

-1.20 

0.100 

0.48 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.85 

0.036 

0.16 

0.23 


Punawas 

0818000102274000 

7.789 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.432 

0.41 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.09 

0.002 

0.02 

0.03 







Non-command 

Younger Alluvium 

7.356 

0.41 

0.100 

0.49 

0.02 

0.00 

0.00 

0.00 

0.77 

0.50 

1.91 

0.039 

0.33 

0.50 


Punrau 

0818000102274600 

13.764 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

9.117 

1.07 

0.100 

0.10 

0.00 

0.00 

0.00 

0.00 

1.07 

0.73 

0.35 

0.048 

0.26 

0.39 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Gandhaw Kalan 

0817000502198600 

0.10 

0.00 

584.17 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.009 

413.14 

Over Exploited 

Gandhaw Khurd 

0817000502198400 

0.10 

0.00 

6,588.14 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Gaonri 

0818000502310300 

0.15 

0.40 

- 

0.40 

0.01 

0.41 

0.03 

0.32 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.430 

0.043 

0.387 

0.711 

183.60 

Over Exploited 



0.20 

0.07 

- 

0.07 

- 

0.07 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.083 

0.008 

0.075 

0.335 

448.90 

Over Exploited 

Goojarwara 

0818000502309300 

0.20 

0.15 

- 

0.15 

0.00 

0.15 

0.03 

0.28 

0.02 

0.0100 

- 

- 

0.001 

0.011 

0.028 

0.174 

0.017 

0.157 

0.178 

113.68 

Over Exploited 

Gura Hema 

0818000602319600 

0.14 

0.00 

506,752.02 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0100 

0.0001 

0.0001 

- 

0.010 

0.010 

0.010 

0.001 

0.010 

0.045 

457.17 

Over Exploited 



0.18 

0.00 

74,848.90 

0.00 

0.01 

0.01 

0.00 

0.00 

- 

0.0200 

0.0002 

0.0002 

- 

0.020 

0.020 

0.031 

0.002 

0.029 

0.098 

335.04 

Over Exploited 



0.14 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.18 

0.13 

47.87 

0.16 

0.01 

0.17 

0.01 

0.12 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.197 

0.010 

0.188 

0.166 

88.66 

Semi Critical 

Hapu Ki Dhani 

0818000502310200 

0.15 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.002 

0.016 

0.179 

1,135.65 

Over Exploited 

Harmoo 

0818000102274200 

0.10 

0.03 

1,040.11 

0.04 

0.01 

0.05 

0.01 

0.08 

0.00 

0.0200 

- 

- 

- 

0.020 

0.024 

0.070 

0.004 

0.067 

0.431 

647.16 

Over Exploited 



0.15 

0.44 

277.19 

0.53 

0.02 

0.55 

0.03 

0.26 

0.06 

0.0500 

- 

- 

0.002 

0.052 

0.108 

0.662 

0.033 

0.629 

1.398 

222.06 

Over Exploited 

Itada 

0818000602320000 

0.14 

0.00 

- 

0.00 

0.02 

0.02 

0.00 

0.00 

- 

0.0700 

0.0001 

0.0002 

- 

0.070 

0.070 

0.091 

0.009 

0.082 

0.626 

765.66 

Over Exploited 



0.14 

0.02 

- 

0.02 

0.01 

0.03 

0.01 

0.07 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.046 

0.005 

0.041 

0.224 

540.78 

Over Exploited 



0.18 

0.07 

- 

0.07 

0.02 

0.09 

0.01 

0.13 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.136 

0.014 

0.122 

0.469 

383.38 

Over Exploited 

Jeran 

0818000502312400 

0.15 

0.10 

- 

0.10 

0.01 

0.12 

0.01 

0.13 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.138 

0.014 

0.125 

0.638 

512.43 

Over Exploited 

Jhab 

0818000602320800 

0.14 

0.01 

- 

0.01 

0.01 

0.02 

0.00 

0.05 

- 

0.0300 

0.0015 

0.0022 

- 

0.034 

0.034 

0.059 

0.006 

0.053 

0.757 

1,437.10 

Over Exploited 



0.14 

0.03 

- 

0.03 

0.02 

0.05 

0.01 

0.08 

- 

0.0200 

0.0027 

0.0038 

0.002 

0.028 

0.028 

0.080 

0.008 

0.072 

0.664 

927.11 

Over Exploited 



0.14 

0.01 

- 

0.01 

0.01 

0.02 

0.00 

0.04 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.057 

0.006 

0.051 

1.002 

1,946.48 

Over Exploited 

Jodhawas 

0818000602320500 

0.14 

0.00 

- 

0.00 

0.02 

0.03 

0.00 

0.03 

- 

0.0500 

0.0011 

0.0016 

- 

0.053 

0.053 

0.080 

0.008 

0.072 

1.272 

1,762.61 

Over Exploited 



0.14 

0.02 

- 

0.02 

0.01 

0.03 

0.01 

0.06 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.053 

0.005 

0.048 

0.562 

1,176.73 

Over Exploited 

Joojani 

0818000402299500 

0.15 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.014 

0.001 

0.012 

0.215 

1,735.18 

Over Exploited 

Kaleti 

0818000502310600 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.01 

- 

0.01 

0.00 

0.01 

0.00 

0.04 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.022 

0.002 

0.020 

0.278 

1,398.53 

Over Exploited 

Kankhi 

0817000402164600 

0.15 

0.12 

- 

0.12 

0.01 

0.13 

0.01 

0.09 

0.02 

0.0200 

- 

- 

- 

0.020 

0.036 

0.167 

0.017 

0.150 

0.453 

301.89 

Over Exploited 

Kawtara 

0818000502310900 

0.15 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

0.04 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.032 

0.003 

0.029 

0.193 

668.84 

Over Exploited 

Khera Gangawa 

0818000102272800 

0.10 

0.01 

340.55 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.025 

0.001 

0.024 

0.264 

1,113.07 

Over Exploited 

Komta 

0818000102274700 

0.15 

0.11 

- 

0.11 

0.01 

0.12 

0.01 

0.12 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.163 

0.016 

0.147 

1.118 

762.76 

Over Exploited 

Kora 

0818000402297700 

0.15 

0.03 

237.43 

0.03 

0.00 

0.03 

0.01 

0.06 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.043 

0.002 

0.041 

0.256 

629.57 

Over Exploited 



0.20 

0.39 

5.72 

0.41 

0.01 

0.43 

0.02 

0.20 

- 

0.0400 

- 

- 

0.006 

0.046 

0.046 

0.472 

0.024 

0.448 

1.103 

246.04 

Over Exploited 

Kuaber 

0818000302290900 

0.10 

0.02 

1,004.81 

0.03 

- 

0.03 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.041 

0.002 

0.039 

0.279 

722.95 

Over Exploited 

Lakhni 

0818000502309600 

0.20 

1.09 

- 

1.09 

0.04 

1.13 

0.04 

0.41 

0.13 

0.1300 

- 

- 

- 

0.130 

0.260 

1.385 

0.138 

1.246 

1.243 

99.76 

Critical 

Lodrau 

0818000102275800 

0.10 

0.28 

45.06 

0.33 

0.01 

0.35 

0.04 

0.38 

0.03 

0.0200 

- 

- 

0.003 

0.023 

0.056 

0.403 

0.020 

0.383 

0.646 

168.97 

Over Exploited 



0.15 

0.00 

1,769.66 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.069 

1,861.99 

Over Exploited 

Loonawas 

0818000502310700 

0.15 

0.09 

- 

0.09 

0.01 

0.10 

0.02 

0.18 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.121 

0.012 

0.109 

0.475 

435.30 

Over Exploited 

Mandakwana 

0818000102275000 

0.10 

0.08 

(13.92) 

0.07 

0.00 

0.07 

0.03 

0.24 

0.01 

- 

- 

- 

0.002 

0.002 

0.012 

0.080 

0.004 

0.076 

0.042 

55.25 

Safe 



0.15 

0.05 

41.76 

0.06 

0.00 

0.06 

0.02 

0.16 

0.01 

- 

- 

- 

0.001 

0.001 

0.007 

0.071 

0.004 

0.068 

0.036 

52.83 

Safe 

Meda Brahmnan 

0818000502311800 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mengalwa 

0818000102273800 

0.10 

0.02 

- 

0.02 

0.01 

0.03 

0.01 

0.07 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.050 

0.005 

0.045 

0.565 

1,246.92 

Over Exploited 



0.15 

0.26 

- 

0.26 

0.02 

0.29 

0.02 

0.21 

0.03 

0.0700 

- 

- 

0.001 

0.071 

0.104 

0.389 

0.039 

0.350 

1.862 

531.87 

Over Exploited 

Mindawas 

0818000502311400 

0.15 

0.57 

- 

0.57 

0.01 

0.58 

0.04 

0.44 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.610 

0.061 

0.549 

0.739 

134.60 

Over Exploited 

Mokni Khera 

0818000102273500 

0.10 

0.46 

- 

0.46 

0.02 

0.48 

0.04 

0.37 

0.06 

0.0700 

- 

- 

0.001 

0.071 

0.128 

0.604 

0.060 

0.544 

1.999 

367.78 

Over Exploited 

Morseem 

0818000502308900 

0.20 

0.17 

- 

0.17 

0.01 

0.18 

0.01 

0.09 

0.02 

0.0400 

- 

- 

- 

0.040 

0.059 

0.235 

0.023 

0.211 

0.413 

195.52 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.0200 

- 

- 

- 

0.020 

0.020 

0.030 

0.003 

0.027 

0.191 

705.72 

Over Exploited 

Naibali 

0818000502310000 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.02 

- 

0.02 

0.02 

0.04 

0.01 

0.06 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.086 

0.009 

0.078 

0.448 

576.03 

Over Exploited 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.09 

- 

0.09 

0.01 

0.10 

0.01 

0.14 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.127 

0.013 

0.115 

0.267 

232.99 

Over Exploited 

Narsana 

0818000502311600 

0.15 

1.46 

- 

1.46 

0.02 

1.48 

0.04 

0.45 

- 

0.0700 

- 

- 

0.007 

0.077 

0.077 

1.561 

0.156 

1.405 

1.919 

136.59 

Over Exploited 

Narwara 

0818000102274300 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nasoli 

0818000402299000 

0.15 

0.00 

2,006.48 

0.01 

- 

0.01 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.005 

0.038 

700.04 

Over Exploited 



0.20 

0.01 

1,630.90 

0.02 

0.01 

0.02 

0.00 

0.05 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.030 

0.002 

0.029 

0.070 

245.42 

Over Exploited 

Naya Chainpura 

0818000502309200 

0.20 

0.16 

- 

0.16 

0.01 

0.17 

0.03 

0.26 

0.02 

0.0200 

- 

- 

0.002 

0.022 

0.042 

0.214 

0.021 

0.192 

0.602 

312.97 

Over Exploited 

Naya Morseem 

0818000502309700 

0.15 

0.01 

- 

0.01 

0.00 

0.01 

0.00 

0.03 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.019 

0.002 

0.017 

0.110 

639.83 

Over Exploited 



0.20 

1.45 

- 

1.45 

0.06 

1.52 

0.04 

0.41 

- 

0.1800 

- 

- 

0.001 

0.181 

0.181 

1.696 

0.170 

1.526 

1.691 

110.82 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.03 

0.03 

0.00 

0.00 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.110 

0.011 

0.099 

0.716 

722.26 

Over Exploited 

Nimbau 

0818000602320600 

0.14 

0.03 

- 

0.03 

0.01 

0.04 

0.01 

0.08 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.056 

0.006 

0.050 

0.651 

1,301.69 

Over Exploited 

Padarri Khurd 

0817000502199600 

0.10 

0.01 

462.54 

0.01 

- 

0.01 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.001 

0.010 

0.030 

314.45 

Over Exploited 

Pariharon Ki Dhani 

0817000402164700 

0.11 

0.00 

185.07 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.15 

0.77 

24,744.85 

0.62 

0.01 

0.63 

0.03 

0.23 

0.10 

0.0300 

- 

- 

- 

0.030 

0.129 

0.758 

0.038 

0.720 

0.895 

124.35 

Over Exploited 

Pata Ki Dhani 

0818000502309000 

0.20 

0.34 

- 

0.34 

0.02 

0.36 

0.03 

0.31 

0.04 

0.0500 

- 

- 

- 

0.050 

0.092 

0.449 

0.045 

0.404 

0.445 

110.03 

Over Exploited 

Patheri 

0818000102275400 

0.10 

1.32 

(83.99) 

1.06 

0.02 

1.08 

0.04 

0.43 

0.15 

0.0300 

- 

- 

0.012 

0.042 

0.195 

1.272 

0.064 

1.208 

0.948 

78.44 

Semi Critical 



0.15 

0.00 

120.16 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.003 

397.57 

Over Exploited 

Posana 

0818000102275200 

0.10 

0.17 

- 

0.17 

0.03 

0.20 

0.02 

0.22 

0.02 

0.0800 

- 

- 

- 

0.080 

0.101 

0.301 

0.030 

0.271 

2.264 

835.58 

Over Exploited 



0.15 

0.16 

- 

0.16 

0.02 

0.18 

0.02 

0.17 

0.02 

0.0700 

- 

- 

0.001 

0.071 

0.090 

0.268 

0.027 

0.242 

1.890 

782.08 

Over Exploited 

Punawas 

0818000102274000 

0.10 

0.00 

2,308.93 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.092 

8,877.28 

Over Exploited 



0.15 

0.36 

39.80 

0.43 

0.02 

0.45 

0.04 

0.37 

0.04 

0.0700 

- 

- 

0.002 

0.072 

0.117 

0.568 

0.028 

0.540 

1.946 

360.45 

Over Exploited 

Punrau 

0818000102274600 

0.15 

0.36 

102.13 

0.43 

0.00 

0.43 

0.03 

0.29 

0.04 

0.0100 

- 

- 

0.001 

0.011 

0.052 

0.485 

0.024 

0.461 

0.401 

86.99 

Semi Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Raghunathpur 

0818000118900001 

7.440 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.440 

-0.26 

0.060 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.039 

0.36 

0.54 


Rah 

0818000502311500 

16.765 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.762 

-5.77 

0.060 

0.49 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.89 

0.062 

0.33 

0.48 


Rauta 

0818000502309100 

16.930 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.530 

-0.41 

0.100 

0.10 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.012 

0.05 

0.09 


Rohinwara 

0818000102273900 

11.977 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.984 

-0.55 

0.060 

0.25 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.94 

0.037 

0.21 

0.32 







Non-command 

Younger Alluvium 

4.993 

-0.55 

0.100 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.73 

0.026 

0.15 

0.23 


Ruchiyar 

0818000402298000 

23.743 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.517 

1.13 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.73 

0.52 

0.02 

0.051 

0.19 

0.26 







Non-command 

Younger Alluvium 

13.227 

1.13 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

1.52 

1.09 

0.02 

0.064 

0.24 

0.33 


Sahu & Daukiyaon Ki Dha 

0818000602319700 

11.728 

Saline 

Narmada Canal 

Command 

Older Alluvium 

0.029 

0.17 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Younger Alluvium 

0.018 

0.17 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Older Alluvium 

0.001 

0.17 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

0.582 

0.17 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.06 

0.04 

0.23 

0.002 

0.02 

0.03 


Sarthala 

0818000402298100 

7.707 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.040 

2.04 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

1.32 

0.94 

0.32 

0.029 

0.35 

0.49 


Sayla 

0818000102276100 

58.476 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.596 

1.97 

0.060 

0.46 

0.02 

0.00 

0.00 

0.00 

1.57 

1.09 

1.77 

0.051 

0.06 

0.08 







Non-command 

Younger Alluvium 

31.008 

1.97 

0.100 

1.56 

0.08 

0.00 

0.00 

0.00 

7.58 

5.24 

6.02 

0.164 

0.18 

0.26 


Serna 

0818000402298400 

34.129 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.014 

1.89 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sewari 

0818000502312300 

21.851 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.284 

-4.44 

0.060 

0.27 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.03 

0.026 

0.11 

0.16 







Non-command 

Younger Alluvium 

0.013 

-4.44 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Surana 

0818000102274100 

44.827 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.495 

1.64 

0.060 

0.27 

0.01 

0.00 

0.00 

0.00 

0.90 

0.58 

1.05 

0.034 

0.05 

0.08 







Non-command 

Younger Alluvium 

32.065 

1.64 

0.100 

1.41 

0.07 

0.00 

0.00 

0.00 

6.61 

4.23 

5.40 

0.169 

0.25 

0.39 


Tatra 

0818000602320100 

4.179 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.030 

0.05 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.07 

0.05 

0.29 

0.003 

0.10 

0.15 


Thalwar 

0818000102275600 

20.811 

Fresh 

Non-command 

Non-command 

Older Alluvium 

20.811 

0.31 

0.060 

0.58 

0.03 

0.00 

0.00 

0.01 

0.93 

0.66 

2.17 

0.110 

0.38 

0.53 


Tilora 

0818000102274400 

28.626 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.565 

1.20 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.15 

0.008 

0.02 

0.03 







Non-command 

Younger Alluvium 

25.720 

1.20 

0.100 

0.78 

0.04 

0.00 

0.00 

0.01 

3.83 

2.51 

2.95 

0.136 

0.33 

0.51 


Tura 

0818000102276000 

6.752 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.831 

1.68 

0.060 

0.09 

0.00 

0.00 

0.00 

0.00 

0.17 

0.12 

0.37 

0.004 

0.04 

0.06 







Non-command 

Younger Alluvium 

5.921 

1.68 

0.100 

0.68 

0.03 

0.00 

0.00 

0.00 

1.65 

1.18 

2.70 

0.031 

0.31 

0.44 


Unri 

0818000102275300 

15.719 

Fresh 

Non-command 

Non-command 

Older Alluvium 

15.719 

-0.34 

0.060 

0.55 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.10 

0.083 

0.36 

0.53 


Vamal 

0818000602320300 

12.471 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.944 

-0.23 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.002 

0.03 

0.05 







Non-command 

Younger Alluvium 

0.690 

-0.23 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.002 

0.02 

0.03 


Vishala 

0818000102275100 

10.033 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.024 

0.35 

0.060 

0.14 

0.01 

0.00 

0.00 

0.01 

0.31 

0.20 

0.50 

0.048 

0.34 

0.52 







Non-command 

Younger Alluvium 

1.009 

0.35 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.07 

0.005 

0.04 

0.06 


Walera 

0818000102273600 

30.711 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.191 

0.02 

0.060 

0.49 

0.02 

0.00 

0.00 

0.00 

0.49 

0.32 

1.87 

0.064 

0.13 

0.20 







Non-command 

Younger Alluvium 

18.519 

0.02 

0.100 

0.79 

0.04 

0.00 

0.00 

0.00 

0.79 

0.52 

3.01 

0.098 

0.20 

0.31 

River Basin: Mahi 

Sub Basin: Anas 

09001001 

Amariya Para 

0828000403479600 

2.608 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.619 

2.97 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.03 

0.005 

0.18 

0.13 


Amba Zibelapara 

0828000403472200 

2.894 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.894 

2.14 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.15 

0.01 

0.022 

0.85 

0.66 


Angoriya 

0828000403472100 

3.509 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

3.509 

1.03 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.02 

0.026 

0.85 

0.66 


Arjunpura 

0828000403464200 

0.887 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.887 

3.39 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.02 

0.007 

0.78 

0.60 


Badlipara 

0828000403472300 

1.575 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.575 

1.24 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.02 

0.012 

0.85 

0.66 


Bagidora 

0828000403472000 

3.376 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

3.376 

1.31 

0.018 

0.02 

0.00 

0.00 

0.00 

0.02 

0.07 

0.10 

0.06 

0.025 

0.85 

0.65 


Bagkhora 

0828000403478000 

1.579 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.075 

3.59 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.001 

0.04 

0.03 







Non-command 

Deccan Traps 

0.018 

3.59 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Balawara 

0828000403471500 

1.939 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.939 

0.49 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.014 

0.85 

0.66 


Bankaner 

0828000403479000 

2.888 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.069 

2.74 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.01 


Bansla 

0828000403471400 

8.242 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

8.242 

0.88 

0.018 

0.03 

0.00 

0.00 

0.00 

0.01 

0.14 

0.19 

0.04 

0.061 

0.85 

0.66 


Baori 

0828000403461000 

0.772 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.310 

3.36 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.002 

0.30 

0.23 


Baori Dooda 

0828000403476200 

2.650 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.963 

2.34 

0.018 

0.07 

0.02 

0.00 

0.00 

0.00 

0.13 

0.17 

0.26 

0.015 

0.58 

0.44 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.429 

2.34 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.06 

0.003 

0.13 

0.10 


Bara Talab 

0828000403464600 

1.269 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.269 

3.42 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.00 

0.009 

0.79 

0.60 


Bari Khen 

0828000203422500 

3.267 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.153 

2.57 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.12 

0.00 

0.016 

0.50 

0.39 


Barjariya 

0828000403460200 

1.490 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.490 

2.82 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.12 

0.08 

0.011 

0.76 

0.58 


Barkota 

0828000403457700 

0.680 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.680 

3.61 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.02 

0.005 

0.75 

0.58 


Barliya 

0828000403467500 

1.765 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.079 

5.99 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.03 

0.03 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.197 

5.99 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.001 

0.09 

0.06 


Barodiya 

0828000403470600 

7.424 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.288 

1.34 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.02 

0.010 

0.15 

0.11 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.043 

1.34 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bedau 

0828000403479700 

1.366 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.366 

2.73 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.04 

0.010 

0.76 

0.57 


Bhaisau 

0828000203420100 

2.178 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.051 

4.62 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.10 

0.01 

0.008 

0.36 

0.27 


Bhaler Bhodar 

0828000403468300 

2.444 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.444 

3.58 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.22 

0.02 

0.018 

0.76 

0.57 


Bhaler Chamna 

0828000403468200 

2.653 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.418 

3.48 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.21 

0.02 

0.018 

0.69 

0.52 


Bhaler Damar 

0828000403476800 

2.531 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.493 

3.32 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.22 

0.06 

0.018 

0.75 

0.56 


Bhamariya 

0828000403463100 

2.112 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.112 

4.83 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.20 

0.26 

0.05 

0.016 

0.76 

0.58 


Bhatar 

0828000203423000 

4.780 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.456 

1.22 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.003 

0.07 

0.06 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.912 

1.22 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.08 

0.014 

0.30 

0.23 


Bhawan Pura 

0828000403459000 

7.408 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.090 

2.54 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.00 

0.008 

0.11 

0.09 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

6.040 

2.54 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.28 

0.37 

0.03 

0.045 

0.63 

0.48 


Bhujela 

0828000403460600 

0.608 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.608 

3.84 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.05 

0.005 

0.76 

0.58 


Bodigama 

0828000403470000 

5.065 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

5.005 

1.22 

0.018 

0.03 

0.00 

0.00 

0.00 

0.06 

0.08 

0.11 

0.07 

0.037 

0.84 

0.64 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Raghunathpur 

0818000118900001 

0.10 

0.27 

- 

0.27 

- 

0.27 

0.04 

0.41 

0.03 

0.0100 

- 

- 

- 

0.010 

0.043 

0.312 

0.031 

0.281 

0.399 

142.06 

Over Exploited 

Rah 

0818000502311500 

0.15 

0.63 

- 

0.63 

0.02 

0.66 

0.04 

0.37 

- 

0.0700 

- 

- 

0.003 

0.073 

0.073 

0.730 

0.073 

0.657 

1.955 

297.53 

Over Exploited 

Rauta 

0818000502309100 

0.20 

0.03 

- 

0.03 

0.01 

0.04 

0.01 

0.06 

0.00 

0.0400 

- 

- 

- 

0.040 

0.043 

0.079 

0.008 

0.071 

0.410 

575.25 

Over Exploited 

Rohinwara 

0818000102273900 

0.10 

0.14 

- 

0.14 

0.01 

0.15 

0.03 

0.23 

0.02 

0.0400 

- 

- 

- 

0.040 

0.058 

0.212 

0.021 

0.191 

0.973 

509.52 

Over Exploited 



0.15 

0.11 

- 

0.11 

0.01 

0.12 

0.02 

0.17 

0.01 

0.0300 

- 

- 

0.002 

0.032 

0.045 

0.167 

0.017 

0.150 

0.757 

503.88 

Over Exploited 

Ruchiyar 

0818000402298000 

0.15 

0.30 

75.26 

0.36 

0.00 

0.36 

0.02 

0.21 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.364 

0.018 

0.346 

0.069 

19.95 

Safe 



0.20 

0.63 

72.88 

0.75 

0.00 

0.76 

0.03 

0.26 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.766 

0.038 

0.728 

0.087 

11.97 

Safe 

Sahu & Daukiyaon Ki Dha 

0818000602319700 

0.14 

0.00 

4,168.19 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.18 

0.00 

9,141.35 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.14 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.18 

0.00 

1,774.66 

0.00 

0.01 

0.01 

0.00 

0.02 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.043 

0.002 

0.041 

0.232 

569.16 

Over Exploited 

Sarthala 

0818000402298100 

0.20 

0.42 

123.41 

0.50 

0.00 

0.51 

0.04 

0.38 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.520 

0.026 

0.494 

0.353 

71.57 

Semi Critical 

Sayla 

0818000102276100 

0.10 

0.05 

########## 

0.06 

0.02 

0.08 

0.01 

0.06 

0.01 

0.0700 

- 

- 

- 

0.070 

0.077 

0.161 

0.008 

0.153 

1.820 

1,186.32 

Over Exploited 



0.15 

0.85 

517.45 

1.02 

0.08 

1.10 

0.02 

0.20 

0.10 

0.2300 

- 

- 

0.006 

0.236 

0.338 

1.440 

0.072 

1.368 

6.180 

451.64 

Over Exploited 

Serna 

0818000402298400 

0.14 

0.00 

520,064.43 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sewari 

0818000502312300 

0.15 

0.09 

- 

0.09 

0.01 

0.10 

0.01 

0.12 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.137 

0.014 

0.124 

1.058 

855.63 

Over Exploited 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Surana 

0818000102274100 

0.10 

0.03 

1,662.30 

0.04 

0.01 

0.05 

0.01 

0.06 

0.00 

0.0400 

- 

- 

0.001 

0.041 

0.045 

0.095 

0.005 

0.090 

1.083 

1,203.43 

Over Exploited 



0.15 

1.19 

253.99 

1.43 

0.07 

1.51 

0.03 

0.28 

0.15 

0.2000 

- 

- 

0.003 

0.203 

0.352 

1.857 

0.093 

1.764 

5.568 

315.66 

Over Exploited 

Tatra 

0818000602320100 

0.18 

0.02 

137.90 

0.02 

0.01 

0.03 

0.01 

0.11 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.063 

0.003 

0.060 

0.296 

492.83 

Over Exploited 

Thalwar 

0818000102275600 

0.10 

0.78 

(16.00) 

0.66 

0.04 

0.70 

0.04 

0.42 

0.09 

0.0800 

- 

- 

0.014 

0.094 

0.186 

0.883 

0.044 

0.839 

2.279 

271.71 

Over Exploited 

Tilora 

0818000102274400 

0.10 

0.00 

3,060.10 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.161 

1,197.01 

Over Exploited 



0.15 

1.28 

95.13 

1.54 

0.05 

1.59 

0.04 

0.37 

0.15 

0.1100 

- 

- 

0.010 

0.120 

0.273 

1.861 

0.093 

1.768 

3.084 

174.47 

Over Exploited 

Tura 

0818000102276000 

0.10 

0.00 

3,324.84 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.014 

0.369 

2,629.15 

Over Exploited 



0.15 

0.28 

325.35 

0.33 

0.03 

0.36 

0.04 

0.35 

0.03 

0.1000 

- 

- 

0.003 

0.103 

0.136 

0.500 

0.025 

0.475 

2.727 

574.61 

Over Exploited 

Unri 

0818000102275300 

0.10 

0.57 

- 

0.57 

0.03 

0.60 

0.04 

0.41 

0.07 

0.0800 

- 

- 

0.001 

0.081 

0.150 

0.753 

0.075 

0.678 

2.180 

321.65 

Over Exploited 

Vamal 

0818000602320300 

0.14 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.063 

494.48 

Over Exploited 



0.18 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.052 

445.20 

Over Exploited 

Vishala 

0818000102275100 

0.10 

0.30 

(32.76) 

0.24 

0.02 

0.26 

0.04 

0.38 

0.04 

0.0200 

- 

- 

0.010 

0.030 

0.067 

0.327 

0.016 

0.310 

0.543 

174.80 

Over Exploited 



0.15 

0.01 

533.55 

0.01 

- 

0.01 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.007 

0.070 

984.69 

Over Exploited 

Walera 

0818000102273600 

0.10 

0.16 

97.97 

0.19 

0.02 

0.22 

0.02 

0.15 

0.02 

0.0700 

- 

- 

0.001 

0.071 

0.091 

0.307 

0.015 

0.292 

1.932 

661.85 

Over Exploited 



0.15 

0.56 

(6.86) 

0.52 

0.04 

0.57 

0.02 

0.23 

0.07 

0.1100 

- 

- 

0.003 

0.113 

0.182 

0.748 

0.037 

0.711 

3.110 

437.60 

Over Exploited 


River Basin: Mahi 


Sub Basin: Anas 

Amariya Para 

0828000403479600 

0.06 

0.01 

741.17 

0.01 

- 

0.01 

0.01 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.034 

196.02 

Over Exploited 

Amba Zibelapara 

0828000403472200 

0.06 

0.15 

3.17 

0.15 

0.00 

0.15 

0.06 

0.91 

- 

- 

0.0210 

0.1168 

0.001 

0.139 

0.139 

0.292 

0.015 

0.277 

0.032 

11.36 

Safe 

Angoriya 

0828000403472100 

0.06 

0.18 

(47.37) 

0.14 

0.00 

0.14 

0.06 

0.91 

- 

- 

0.0218 

0.1416 

0.000 

0.164 

0.164 

0.307 

0.015 

0.292 

0.045 

15.45 

Safe 

Arjunpura 

0828000403464200 

0.04 

0.03 

188.44 

0.03 

0.00 

0.03 

0.05 

0.84 

- 

- 

0.0046 

0.0239 

0.000 

0.029 

0.029 

0.063 

0.003 

0.060 

0.026 

42.69 

Safe 

Badlipara 

0828000403472300 

0.06 

0.08 

(28.72) 

0.06 

- 

0.06 

0.06 

0.91 

- 

- 

0.0098 

0.0636 

- 

0.073 

0.073 

0.137 

0.007 

0.131 

0.031 

23.51 

Safe 

Bagidora 

0828000403472000 

0.06 

0.17 

(44.42) 

0.14 

0.02 

0.16 

0.06 

0.91 

- 

0.0100 

0.0210 

0.1363 

0.036 

0.203 

0.203 

0.364 

0.018 

0.346 

0.085 

24.59 

Safe 

Bagkhora 

0828000403478000 

0.06 

0.00 

3,790.30 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.02 

0.00 

49,765.30 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Balawara 

0828000403471500 

0.06 

0.10 

(65.58) 

0.08 

0.00 

0.08 

0.06 

0.91 

- 

0.0100 

0.0120 

0.0782 

0.000 

0.101 

0.101 

0.180 

0.009 

0.171 

0.045 

26.56 

Safe 

Bankaner 

0828000403479000 

0.06 

0.00 

5,584.09 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Bansla 

0828000403471400 

0.06 

0.42 

(55.69) 

0.34 

0.01 

0.35 

0.06 

0.91 

- 

0.0100 

0.0512 

0.3326 

0.019 

0.413 

0.413 

0.761 

0.038 

0.723 

0.104 

14.42 

Safe 

Baori 

0828000403461000 

0.04 

0.00 

521.59 

0.00 

- 

0.00 

0.02 

0.33 

- 

- 

0.0019 

0.0125 

- 

0.014 

0.014 

0.019 

0.001 

0.018 

0.012 

68.02 

Safe 

Baori Dooda 

0828000403476200 

0.04 

0.05 

265.66 

0.06 

0.02 

0.08 

0.04 

0.62 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.126 

0.006 

0.120 

0.279 

232.62 

Over Exploited 



0.04 

0.00 

2,107.14 

0.00 

- 

0.00 

0.01 

0.14 

- 

0.0100 

0.0027 

0.0173 

- 

0.030 

0.030 

0.033 

0.002 

0.031 

0.063 

203.52 

Over Exploited 

Bara Talab 

0828000403464600 

0.04 

0.04 

142.57 

0.05 

0.00 

0.05 

0.06 

0.84 

- 

- 

0.0079 

0.0512 

0.001 

0.060 

0.060 

0.109 

0.005 

0.104 

0.009 

9.06 

Safe 

Bari Khen 

0828000203422500 

0.06 

0.06 

82.91 

0.08 

0.00 

0.08 

0.03 

0.53 

- 

- 

0.0134 

0.0869 

0.002 

0.102 

0.102 

0.180 

0.009 

0.171 

0.016 

9.06 

Safe 

Barjariya 

0828000403460200 

0.04 

0.05 

155.66 

0.06 

0.00 

0.06 

0.05 

0.81 

- 

0.0100 

0.0077 

0.0401 

0.005 

0.063 

0.063 

0.122 

0.006 

0.116 

0.088 

76.08 

Semi Critical 

Barkota 

0828000403457700 

0.04 

0.02 

223.93 

0.03 

0.00 

0.03 

0.05 

0.81 

- 

- 

0.0035 

0.0183 

0.001 

0.023 

0.023 

0.048 

0.002 

0.046 

0.024 

52.20 

Safe 

Barliya 

0828000403467500 

0.04 

0.00 

9,973.75 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

8,427.52 

Over Exploited 



0.04 

0.00 

3,916.85 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

0.0012 

0.0080 

- 

0.009 

0.009 

0.010 

0.001 

0.010 

0.011 

120.37 

Over Exploited 

Barodiya 

0828000403470600 

0.06 

0.01 

358.78 

0.01 

- 

0.01 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.013 

0.032 

242.99 

Over Exploited 



0.06 

0.00 

9,996.14 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0003 

0.0017 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.000 

16.02 

Safe 

Bedau 

0828000403479700 

0.06 

0.06 

62.20 

0.07 

- 

0.07 

0.05 

0.81 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.085 

0.004 

0.080 

0.048 

59.88 

Safe 

Bhaisau 

0828000203420100 

0.06 

0.02 

325.83 

0.03 

- 

0.03 

0.03 

0.39 

- 

- 

- 

- 

- 

- 

- 

0.027 

0.001 

0.026 

0.018 

67.52 

Safe 

Bhaler Bhodar 

0828000403468300 

0.04 

0.08 

186.10 

0.09 

- 

0.09 

0.05 

0.81 

- 

- 

- 

- 

- 

- 

- 

0.091 

0.005 

0.087 

0.037 

42.77 

Safe 

Bhaler Chamna 

0828000403468200 

0.04 

0.07 

206.32 

0.08 

- 

0.08 

0.05 

0.74 

- 

- 

- 

- 

- 

- 

- 

0.082 

0.004 

0.078 

0.037 

47.26 

Safe 

Bhaler Damar 

0828000403476800 

0.04 

0.08 

188.82 

0.09 

- 

0.09 

0.05 

0.80 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.102 

0.005 

0.096 

0.076 

79.27 

Semi Critical 

Bhamariya 

0828000403463100 

0.04 

0.07 

296.86 

0.08 

0.00 

0.08 

0.05 

0.81 

- 

0.0100 

0.0109 

0.0568 

0.001 

0.079 

0.079 

0.159 

0.008 

0.151 

0.064 

42.12 

Safe 

Bhatar 

0828000203423000 

0.06 

0.00 

1,104.79 

0.00 

- 

0.00 

0.00 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.022 

985.29 

Over Exploited 



0.06 

0.03 

102.76 

0.04 

0.00 

0.04 

0.02 

0.32 

- 

0.0100 

0.0119 

0.0772 

0.001 

0.100 

0.100 

0.143 

0.007 

0.136 

0.091 

66.80 

Safe 

Bhawan Pura 

0828000403459000 

0.04 

0.01 

1,147.93 

0.01 

- 

0.01 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.008 

139.80 

Over Exploited 



0.04 

0.16 

138.75 

0.19 

0.00 

0.19 

0.04 

0.67 

- 

0.0100 

0.0312 

0.1625 

0.006 

0.209 

0.209 

0.400 

0.020 

0.380 

0.074 

19.43 

Safe 

Bhujela 

0828000403460600 

0.04 

0.02 

252.74 

0.02 

- 

0.02 

0.05 

0.81 

- 

0.0100 

0.0031 

0.0163 

- 

0.030 

0.030 

0.052 

0.003 

0.049 

0.053 

106.11 

Over Exploited 

Bodigama 

0828000403470000 

0.06 

0.25 

(57.55) 

0.20 

0.06 

0.26 

0.06 

0.90 

- 

0.0100 

0.0259 

0.1347 

0.083 

0.253 

0.253 

0.509 

0.025 

0.484 

0.109 

22.57 

Safe 



Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Bor Bhator 

082800040346010C 

1.366 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.238 

3.09 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.002 

0.13 

0.10 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.128 

3.09 

0.018 

0.01 

0.00 

0.00 

0.00 

0.01 

0.06 

0.08 

0.02 

0.008 

0.62 

0.48 


Bora Khandi 

082800040346870C 

3.857 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

3.728 

2.41 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.23 

0.05 

0.028 

0.78 

0.60 


Bori 

0828000403460400 

0.479 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.479 

3.76 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.04 

0.004 

0.76 

0.58 


Boriya Talai 

0828000403465100 

2.488 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.126 

3.69 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.04 

0.03 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.362 

3.69 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.21 

0.03 

0.018 

0.73 

0.55 


Borwaniya 

0828000403459900 

2.655 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.655 

2.34 

0.018 

0.03 

0.00 

0.00 

0.00 

0.01 

0.13 

0.17 

0.10 

0.020 

0.76 

0.58 


Budwa 

0828000403473200 

8.313 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.055 

2.42 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 


Chandarwara 

0828000403459500 

2.421 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.421 

3.07 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.19 

0.04 

0.018 

0.75 

0.58 


Chauthmal 

0828000403459700 

1.784 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.784 

2.40 

0.018 

0.03 

0.00 

0.00 

0.00 

0.01 

0.10 

0.13 

0.10 

0.013 

0.76 

0.58 


Chauvda Talai 

0828000403469800 

3.379 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

3.379 

0.16 

0.018 

0.01 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.00 

0.025 

0.85 

0.65 


Chelkari 

0828000403478100 

3.791 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.401 

3.47 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.13 

0.03 

0.010 

0.28 

0.21 







Non-command 

Deccan Traps 

2.186 

3.47 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.19 

0.04 

0.016 

0.44 

0.33 


Chhaja 

0828000403457800 

1.633 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.324 

3.61 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.002 

0.15 

0.11 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.310 

3.61 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.13 

0.06 

0.010 

0.60 

0.47 


Chhapra 

0828000403465600 

3.067 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.211 

2.90 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.05 

0.04 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.471 

2.90 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.18 

0.02 

0.018 

0.61 

0.46 


Chhayna 

0828000403458800 

4.561 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

4.561 

3.14 

0.018 

0.03 

0.00 

0.00 

0.00 

0.01 

0.27 

0.35 

0.06 

0.034 

0.75 

0.58 


Chheench 

0828000403470500 

22.489 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

5.056 

1.23 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.14 

0.18 

0.11 

0.038 

0.19 

0.15 


Chokhla 

0828000403471300 

8.247 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.646 

1.57 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.14 

0.01 

0.027 

0.38 

0.29 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

4.559 

1.57 

0.018 

0.01 

0.00 

0.00 

0.00 

0.01 

0.13 

0.17 

0.01 

0.034 

0.47 

0.36 


Chordi 

0828000403465300 

5.483 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.331 

2.91 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.25 

0.33 

0.07 

0.032 

0.60 

0.45 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.883 

2.91 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.02 

0.007 

0.12 

0.09 


Dabri 

0828000403477000 

2.815 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

4.00 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Deccan Traps 

2.813 

4.00 

0.018 

0.03 

0.01 

0.00 

0.00 

0.00 

0.22 

0.29 

0.09 

0.021 

0.76 

0.57 


Dalpura 

0828000403476400 

1.470 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.481 

2.69 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.004 

0.26 

0.20 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.989 

2.69 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.04 

0.007 

0.53 

0.40 


Dam Jhara 

0828000403457600 

0.808 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.808 

3.58 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.03 

0.006 

0.75 

0.58 


Dawela 

0828000203420700 

4.198 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.804 

5.31 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.24 

0.31 

0.10 

0.020 

0.50 

0.39 


Dhanewa Bara 

0828000403463500 

1.176 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.176 

2.76 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.04 

0.009 

0.76 

0.58 


Dhanewa Chhota 

0828000403463600 

1.055 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.858 

3.18 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.02 

0.006 

0.62 

0.47 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.133 

3.18 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.10 

0.07 


Dhankoo 

0828000403462600 

2.346 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.017 

4.05 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.006 

4.05 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dhodiya 

0828000403465800 

5.576 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.045 

5.86 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.000 

0.01 

0.00 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

5.438 

5.86 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.59 

0.78 

0.10 

0.040 

0.74 

0.56 


Dhoriya 

0828000403478600 

2.316 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.026 

3.21 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.06 

0.008 

0.34 

0.25 


Dokar 

0828000403457100 

8.409 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.590 

3.80 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.01 

0.004 

0.05 

0.04 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

5.029 

3.80 

0.018 

0.04 

0.01 

0.00 

0.00 

0.01 

0.35 

0.46 

0.10 

0.037 

0.45 

0.34 


Gamana 

0828000403467800 

5.469 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.301 

3.89 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.31 

0.42 

0.03 

0.032 

0.60 

0.45 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.651 

3.89 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.00 

0.005 

0.09 

0.07 


Gameerpura Hameera 

0828000403464800 

0.461 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.461 

3.53 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.02 

0.003 

0.79 

0.60 


Gameerpura Kaliya 

0828000403459100 

0.767 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.767 

3.23 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.00 

0.006 

0.76 

0.58 


Garadiya 

0828000403469200 

3.272 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.594 

1.87 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.004 

0.15 

0.11 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.288 

1.87 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.11 

0.00 

0.017 

0.56 

0.43 


Ghatigara 

0828000403472800 

1.200 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.200 

1.82 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.05 

0.009 

0.85 

0.66 


Ghatiya 

0828000403468100 

1.133 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.099 

3.33 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.00 

0.008 

0.74 

0.55 


Govindpura 

0828000203422900 

4.410 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.094 

2.33 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.00 

0.008 

0.19 

0.14 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

3.173 

2.33 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.15 

0.01 

0.023 

0.54 

0.42 


Hameerpura 

0828000403470100 

1.349 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.384 

1.26 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.003 

0.24 

0.19 







Command 

Limestone 

0.256 

1.26 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.16 

0.12 


Hameerpura Bara 

0828000403471000 

3.774 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.610 

1.66 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.12 

0.04 

0.019 

0.59 

0.45 


Haripura 

0828000403468800 

1.300 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.299 

1.30 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.010 

0.83 

0.64 


Hatiya Pur 

0828000403459400 

0.668 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.668 

3.11 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.01 

0.005 

0.75 

0.58 


Itauwa 

0828000203420400 

3.496 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.849 

4.48 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.07 

0.006 

0.18 

0.14 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.856 

4.48 

0.015 

0.04 

0.01 

0.00 

0.00 

0.01 

0.15 

0.19 

0.13 

0.013 

0.40 

0.31 


Jagpura 

0828000403478400 

0.616 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.616 

3.19 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.05 

0.005 

0.76 

0.57 


Jalampura 

0828000403468600 

2.367 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.211 

3.18 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.002 

0.07 

0.05 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.156 

3.18 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.17 

0.00 

0.016 

0.71 

0.54 


Jalda 

0828000403470200 

9.046 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.451 

1.22 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.00 

0.011 

0.13 

0.10 







Command 

Limestone 

5.674 

1.22 

0.030 

0.01 

0.00 

0.00 

0.00 

0.01 

0.20 

0.27 

0.00 

0.042 

0.53 

0.40 


Jetiya Wara 

0828000403457400 

2.446 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.569 

3.45 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.00 

0.004 

0.17 

0.13 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.877 

3.45 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.16 

0.01 

0.014 

0.58 

0.44 


Juna Padariya 

0828000403475400 

2.071 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.082 

2.40 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.03 

0.03 


Kadwal 

0828000203422100 

4.348 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.551 

4.90 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.15 

0.00 

0.011 

0.27 

0.21 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.114 

4.90 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.21 

0.00 

0.015 

0.37 

0.29 


Kajaliya 

0828000403463800 

4.269 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

4.269 

3.63 

0.018 

0.02 

0.00 

0.00 

0.00 

0.01 

0.28 

0.37 

0.05 

0.032 

0.77 

0.58 


Kalali Khunta 

0828000203422400 

1.141 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.772 

2.94 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.01 

0.006 

0.51 

0.40 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Bor Bhator 

0828000403460100 

0.04 

0.00 

1,207.34 

0.00 

- 

0.00 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

0.002 

120.60 

Over Exploited 



0.04 

0.03 

169.07 

0.03 

0.01 

0.05 

0.04 

0.67 

- 

- 

0.0058 

0.0303 

0.017 

0.053 

0.053 

0.099 

0.005 

0.094 

0.027 

29.07 

Safe 

Bora Khandi 

0828000403468700 

0.04 

0.12 

91.21 

0.14 

0.00 

0.15 

0.06 

0.84 

- 

0.0100 

0.0231 

0.1504 

0.004 

0.188 

0.188 

0.333 

0.017 

0.316 

0.076 

23.91 

Safe 

Bori 

0828000403460400 

0.04 

0.01 

264.41 

0.02 

0.00 

0.02 

0.05 

0.81 

- 

0.0100 

0.0025 

0.0129 

0.000 

0.026 

0.026 

0.044 

0.002 

0.041 

0.042 

100.30 

Over Exploited 

Boriya Talai 

0828000403465100 

0.04 

0.00 

5,255.70 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.04 

0.07 

204.65 

0.08 

0.00 

0.09 

0.05 

0.78 

- 

0.0100 

0.0122 

0.0635 

0.001 

0.087 

0.087 

0.172 

0.009 

0.163 

0.047 

28.51 

Safe 

Borwaniya 

0828000403459900 

0.04 

0.08 

110.25 

0.10 

0.01 

0.11 

0.05 

0.81 

- 

0.0100 

0.0137 

0.0714 

0.009 

0.105 

0.105 

0.210 

0.010 

0.199 

0.116 

58.05 

Safe 

Budwa 

0828000403473200 

0.06 

0.00 

16,368.26 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chandarwara 

0828000403459500 

0.04 

0.07 

157.61 

0.09 

0.00 

0.09 

0.05 

0.81 

- 

0.0100 

0.0150 

0.0977 

0.001 

0.124 

0.124 

0.214 

0.011 

0.203 

0.056 

27.53 

Safe 

Chauthmal 

0828000403459700 

0.04 

0.06 

127.20 

0.07 

0.01 

0.08 

0.05 

0.81 

- 

0.0200 

0.0092 

0.0480 

0.013 

0.090 

0.090 

0.165 

0.008 

0.157 

0.109 

69.49 

Safe 

Chauvda Talai 

0828000403469800 

0.06 

0.17 

(94.30) 

0.14 

0.01 

0.15 

0.06 

0.91 

- 

- 

0.0210 

0.1364 

0.018 

0.175 

0.175 

0.325 

0.016 

0.308 

0.025 

8.15 

Safe 

Chelkari 

0828000403478100 

0.06 

0.02 

439.95 

0.03 

- 

0.03 

0.02 

0.30 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.038 

0.002 

0.036 

0.039 

108.30 

Over Exploited 



0.02 

0.02 

899.16 

0.02 

- 

0.02 

0.03 

0.47 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.033 

0.002 

0.031 

0.052 

166.87 

Over Exploited 

Chhaja 

0828000403457800 

0.04 

0.00 

1,905.13 

0.00 

- 

0.00 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.021 

950.51 

Over Exploited 



0.04 

0.03 

295.79 

0.04 

0.00 

0.04 

0.04 

0.64 

- 

0.0100 

0.0068 

0.0352 

0.006 

0.058 

0.058 

0.101 

0.005 

0.096 

0.068 

70.45 

Semi Critical 

Chhapra 

0828000403465600 

0.04 

0.00 

3,027.41 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.002 

302.85 

Over Exploited 



0.04 

0.06 

181.95 

0.07 

0.00 

0.08 

0.04 

0.66 

- 

- 

0.0153 

0.0997 

0.005 

0.121 

0.121 

0.199 

0.010 

0.189 

0.037 

19.78 

Safe 

Chhayna 

0828000403458800 

0.04 

0.14 

148.61 

0.17 

0.01 

0.18 

0.05 

0.81 

- 

0.0100 

0.0283 

0.1841 

0.014 

0.236 

0.236 

0.415 

0.021 

0.394 

0.092 

23.31 

Safe 

Chheench 

0828000403470500 

0.06 

0.06 

208.40 

0.07 

0.01 

0.08 

0.01 

0.21 

- 

0.0200 

0.0314 

0.2040 

0.001 

0.256 

0.256 

0.337 

0.017 

0.320 

0.144 

44.91 

Safe 

Chokhla 

0828000403471300 

0.06 

0.08 

73.88 

0.10 

- 

0.10 

0.03 

0.40 

- 

- 

- 

- 

- 

- 

- 

0.099 

0.005 

0.094 

0.037 

39.63 

Safe 



0.06 

0.13 

29.08 

0.15 

0.01 

0.16 

0.04 

0.50 

- 

- 

0.0283 

0.1840 

0.011 

0.223 

0.223 

0.385 

0.019 

0.366 

0.044 

12.01 

Safe 

Chordi 

0828000403465300 

0.04 

0.11 

212.42 

0.13 

- 

0.13 

0.04 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.138 

0.007 

0.131 

0.099 

75.56 

Semi Critical 



0.04 

0.00 

1,512.14 

0.01 

0.00 

0.01 

0.01 

0.13 

- 

- 

0.0064 

0.0357 

0.002 

0.044 

0.044 

0.050 

0.003 

0.048 

0.026 

53.47 

Safe 

Dabri 

0828000403477000 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.02 

0.04 

580.58 

0.05 

0.01 

0.06 

0.05 

0.81 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.081 

0.004 

0.077 

0.115 

148.93 

Over Exploited 

Dalpura 

0828000403476400 

0.04 

0.01 

488.41 

0.01 

- 

0.01 

0.02 

0.28 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.016 

269.62 

Over Exploited 



0.04 

0.02 

246.97 

0.03 

- 

0.03 

0.04 

0.57 

- 

0.0100 

0.0061 

0.0399 

- 

0.056 

0.056 

0.082 

0.004 

0.078 

0.043 

55.75 

Safe 

Dam Jhara 

0828000403457600 

0.04 

0.02 

217.22 

0.03 

- 

0.03 

0.05 

0.81 

- 

0.0100 

0.0042 

0.0217 

- 

0.036 

0.036 

0.066 

0.003 

0.063 

0.035 

55.93 

Safe 

Dawela 

0828000203420700 

0.06 

0.08 

267.65 

0.10 

0.01 

0.11 

0.03 

0.54 

- 

0.0200 

0.0145 

0.0754 

0.018 

0.128 

0.128 

0.240 

0.012 

0.228 

0.121 

53.05 

Safe 

Dhanewa Bara 

0828000403463500 

0.04 

0.04 

134.79 

0.04 

0.00 

0.05 

0.05 

0.82 

- 

0.0100 

0.0061 

0.0316 

0.002 

0.050 

0.050 

0.095 

0.005 

0.091 

0.047 

51.52 

Safe 

Dhanewa Chhota 

0828000403463600 

0.04 

0.02 

251.44 

0.03 

- 

0.03 

0.04 

0.66 

- 

- 

- 

- 

- 

- 

- 

0.026 

0.001 

0.025 

0.025 

102.07 

Over Exploited 



0.04 

0.00 

1,771.30 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

0.0008 

0.0054 

- 

0.006 

0.006 

0.007 

0.000 

0.006 

0.001 

15.20 

Safe 

Dhankoo 

0828000403462600 

0.04 

0.00 

43,305.58 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

125,237.36 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0003 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dhodiya 

0828000403465800 

0.04 

0.00 

53,686.91 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.17 

373.05 

0.20 

0.01 

0.21 

0.05 

0.79 

- 

0.0200 

0.0338 

0.2194 

0.002 

0.275 

0.275 

0.484 

0.024 

0.460 

0.136 

29.63 

Safe 

Dhoriya 

0828000403478600 

0.06 

0.02 

399.01 

0.02 

- 

0.02 

0.02 

0.36 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.035 

0.002 

0.033 

0.066 

198.13 

Over Exploited 

Dokar 

0828000403457100 

0.04 

0.00 

3,975.86 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

0.014 

988.24 

Over Exploited 



0.04 

0.09 

400.64 

0.11 

0.02 

0.13 

0.03 

0.48 

- 

0.0200 

0.0312 

0.2029 

0.020 

0.274 

0.274 

0.409 

0.020 

0.388 

0.133 

34.32 

Safe 

Gamana 

0828000403467800 

0.04 

0.11 

297.65 

0.13 

- 

0.13 

0.04 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.136 

0.007 

0.129 

0.061 

47.06 

Safe 



0.04 

0.00 

2,355.56 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

0.0040 

0.0263 

- 

0.030 

0.030 

0.033 

0.002 

0.032 

0.005 

15.32 

Safe 

Gameerpura Hameera 

0828000403464800 

0.04 

0.01 

235.04 

0.02 

0.00 

0.02 

0.06 

0.84 

- 

- 

0.0024 

0.0124 

0.001 

0.016 

0.016 

0.034 

0.002 

0.032 

0.022 

69.14 

Safe 

Gameerpura Kaliya 

0828000403459100 

0.04 

0.02 

136.22 

0.03 

- 

0.03 

0.05 

0.82 

- 

- 

0.0040 

0.0206 

- 

0.025 

0.025 

0.053 

0.003 

0.051 

0.006 

11.22 

Safe 

Garadiya 

0828000403469200 

0.06 

0.01 

386.59 

0.01 

- 

0.01 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.004 

74.27 

Semi Critical 



0.06 

0.08 

41.70 

0.09 

0.00 

0.09 

0.04 

0.60 

- 

- 

0.0142 

0.0923 

0.001 

0.108 

0.108 

0.202 

0.010 

0.192 

0.017 

8.88 

Safe 

Ghatigara 

0828000403472800 

0.06 

0.06 

1.99 

0.06 

- 

0.06 

0.06 

0.91 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.072 

0.004 

0.069 

0.057 

82.88 

Semi Critical 

Ghatiya 

0828000403468100 

0.04 

0.03 

158.39 

0.04 

- 

0.04 

0.05 

0.79 

- 

- 

- 

- 

- 

- 

- 

0.040 

0.002 

0.038 

0.008 

21.56 

Safe 

Govindpura 

0828000203422900 

0.06 

0.01 

302.24 

0.01 

- 

0.01 

0.01 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.015 

0.001 

0.014 

0.008 

56.28 

Safe 



0.06 

0.10 

49.52 

0.12 

0.00 

0.13 

0.04 

0.58 

- 

- 

0.0197 

0.1280 

0.002 

0.150 

0.150 

0.275 

0.014 

0.261 

0.033 

12.56 

Safe 

Hameerpura 

0828000403470100 

0.06 

0.01 

218.92 

0.01 

0.00 

0.01 

0.02 

0.26 

- 

- 

0.0020 

0.0103 

0.007 

0.020 

0.020 

0.031 

0.002 

0.029 

0.025 

84.45 

Semi Critical 



0.04 

0.00 

561.03 

0.00 

0.00 

0.00 

0.01 

0.17 

- 

- 

0.0013 

0.0069 

0.002 

0.010 

0.010 

0.013 

0.001 

0.013 

0.014 

109.78 

Over Exploited 

Hameerpura Bara 

0828000403471000 

0.06 

0.09 

34.64 

0.11 

- 

0.11 

0.04 

0.63 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.120 

0.006 

0.114 

0.057 

50.25 

Safe 

Haripura 

0828000403468800 

0.06 

0.06 

(46.49) 

0.05 

0.00 

0.05 

0.06 

0.89 

- 

- 

0.0094 

0.0524 

0.004 

0.066 

0.066 

0.121 

0.006 

0.114 

0.010 

8.44 

Safe 

Hatiya Pur 

0828000403459400 

0.04 

0.02 

125.16 

0.02 

0.00 

0.03 

0.05 

0.80 

- 

- 

0.0041 

0.0269 

0.001 

0.032 

0.032 

0.057 

0.003 

0.054 

0.015 

27.76 

Safe 

Itauwa 

0828000203420400 

0.06 

0.01 

976.56 

0.01 

- 

0.01 

0.01 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.021 

0.001 

0.020 

0.073 

363.95 

Over Exploited 



0.06 

0.04 

334.60 

0.05 

0.02 

0.07 

0.03 

0.43 

- 

0.0300 

0.0096 

0.0499 

0.009 

0.099 

0.099 

0.168 

0.008 

0.159 

0.147 

92.46 

Critical 

Jagpura 

0828000403478400 

0.06 

0.03 

111.82 

0.03 

- 

0.03 

0.05 

0.81 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.044 

0.002 

0.041 

0.055 

131.61 

Over Exploited 

Jalampura 

0828000403468600 

0.04 

0.00 

2,466.03 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.002 

228.55 

Over Exploited 



0.04 

0.06 

170.23 

0.08 

0.00 

0.08 

0.05 

0.76 

- 

- 

0.0134 

0.0870 

0.002 

0.102 

0.102 

0.179 

0.009 

0.170 

0.016 

9.42 

Safe 

Jalda 

0828000403470200 

0.06 

0.01 

248.94 

0.01 

- 

0.01 

0.01 

0.14 

- 

- 

0.0090 

0.0586 

- 

0.068 

0.068 

0.082 

0.004 

0.078 

0.011 

13.90 

Safe 



0.04 

0.12 

125.64 

0.14 

0.01 

0.16 

0.04 

0.57 

- 

- 

0.0352 

0.2290 

0.020 

0.285 

0.285 

0.442 

0.022 

0.420 

0.042 

10.05 

Safe 

Jetiya Wara 

0828000403457400 

0.04 

0.00 

999.15 

0.00 

- 

0.00 

0.01 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.004 

90.81 

Critical 



0.04 

0.04 

253.24 

0.05 

0.00 

0.06 

0.04 

0.62 

- 

- 

0.0097 

0.0505 

0.005 

0.065 

0.065 

0.121 

0.006 

0.115 

0.024 

20.73 

Safe 

Juna Padariya 

0828000403475400 

0.06 

0.00 

2,520.53 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Kadwal 

0828000203422100 

0.06 

0.02 

484.65 

0.03 

- 

0.03 

0.02 

0.29 

- 

- 

- 

- 

- 

- 

- 

0.030 

0.001 

0.028 

0.011 

39.27 

Safe 



0.06 

0.05 

355.47 

0.06 

0.00 

0.06 

0.02 

0.39 

- 

- 

0.0109 

0.0569 

0.001 

0.069 

0.069 

0.125 

0.006 

0.118 

0.015 

12.87 

Safe 

Kajaliya 

0828000403463800 

0.04 

0.13 

178.60 

0.16 

0.01 

0.17 

0.05 

0.82 

- 

0.0100 

0.0177 

0.1149 

0.011 

0.154 

0.154 

0.322 

0.016 

0.306 

0.080 

26.06 

Safe 

Kalali Khunta 

0828000203422400 

0.06 

0.02 

71.11 

0.03 

0.00 

0.03 

0.03 

0.54 

- 

- 

0.0048 

0.0312 

0.004 

0.040 

0.040 

0.070 

0.004 

0.067 

0.016 

23.30 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Kanela 

082800040345820C 

2.214 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.006 

2.98 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.208 

2.98 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.17 

0.08 

0.016 

0.75 

0.58 


Kangaliya 

082800040345800C 

1.809 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.436 

3.77 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.03 

0.003 

0.18 

0.14 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.372 

3.77 

0.018 

0.02 

0.00 

0.00 

0.00 

0.01 

0.10 

0.13 

0.08 

0.010 

0.57 

0.44 


Kankari Doongri 

082800040345960C 

0.626 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.626 

2.64 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.01 

0.005 

0.76 

0.58 


Karda 

082800040346790C 

3.511 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.941 

3.49 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.17 

0.02 

0.014 

0.42 

0.31 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.163 

3.49 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.11 

0.01 

0.009 

0.25 

0.19 


Katariya 

0828000403471600 

1.992 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.992 

0.92 

0.018 

0.01 

0.00 

0.00 

0.00 

0.01 

0.03 

0.04 

0.02 

0.015 

0.85 

0.66 


Kataron Ka Talab 

0828000403464100 

1.046 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.046 

3.68 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.03 

0.008 

0.77 

0.59 


Katheriya 

0828000403457900 

2.296 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.990 

3.94 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.02 

0.007 

0.32 

0.25 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.306 

3.94 

0.018 

0.01 

0.00 

0.00 

0.00 

0.02 

0.08 

0.11 

0.03 

0.010 

0.43 

0.33 


Kelkuan 

0828000403459300 

0.319 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.319 

3.09 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.08 

0.002 

0.76 

0.58 


Kesharpura 

0828000203420900 

2.239 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.022 

3.60 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Khariya 

0828000403471700 

0.639 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.639 

0.91 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.005 

0.85 

0.65 


Khokharwa 

0828000403469300 

12.298 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

11.936 

0.57 

0.018 

0.04 

0.00 

0.00 

0.00 

0.02 

0.14 

0.18 

0.06 

0.089 

0.81 

0.62 


Khoonta Nagarat 

0828000403476900 

6.317 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.097 

3.59 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.34 

0.46 

0.04 

0.038 

0.61 

0.46 







Non-command 

Deccan Traps 

0.900 

3.59 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.01 

0.007 

0.11 

0.08 


Khoonta Phargi 

0828000403458100 

1.961 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.616 

4.01 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.01 

0.005 

0.24 

0.18 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.345 

4.01 

0.018 

0.01 

0.00 

0.00 

0.00 

0.02 

0.08 

0.11 

0.01 

0.010 

0.52 

0.40 


Koba 

0828000403465400 

0.699 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.655 

3.14 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.00 

0.005 

0.71 

0.54 


Koonpri 

0828000403463200 

1.473 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.473 

3.59 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.12 

0.00 

0.011 

0.76 

0.57 


Kotra 

0828000203420500 

2.541 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.397 

5.21 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.18 

0.09 

0.010 

0.41 

0.32 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.144 

5.21 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.10 

0.13 

0.06 

0.008 

0.34 

0.26 


Kuba 

0828000403457500 

1.063 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.153 

3.49 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.11 

0.08 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.910 

3.49 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.02 

0.007 

0.65 

0.49 


Kumhariya 

0828000403460000 

0.496 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.496 

2.36 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.03 

0.004 

0.76 

0.58 


Kuna 

0828000203424200 

4.202 

Fresh 

Mahi Bajaj Sagar 

Command 

Limestone 

0.363 

1.01 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.003 

0.07 

0.05 


Kunda 

0828000403478500 

3.114 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.114 

3.21 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.20 

0.27 

0.07 

0.023 

0.76 

0.57 


Kundi 

0828000403471100 

0.724 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.722 

1.63 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.05 

0.005 

0.85 

0.65 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.003 

1.63 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Lalawara 

0828000403476100 

6.655 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.286 

1.93 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.03 

0.03 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

4.485 

1.93 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.22 

0.03 

0.033 

0.55 

0.42 


Lalpura 

0828000203422300 

1.690 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.527 

3.07 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.004 

0.23 

0.18 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.163 

3.07 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.01 

0.008 

0.52 

0.40 


Madkola Makan 

0828000403462900 

6.122 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.094 

5.55 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

5.948 

5.55 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.61 

0.80 

0.07 

0.044 

0.74 

0.56 


Madkola Mogji 

0828000403463000 

3.099 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

6.14 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

3.098 

6.14 

0.018 

0.04 

0.01 

0.00 

0.00 

0.02 

0.35 

0.46 

0.13 

0.023 

0.76 

0.58 


Moti Timbi 

0828000403477500 

13.573 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.010 

5.02 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mundri 

0828000403465900 

7.097 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.134 

7.68 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.01 

0.01 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.475 

7.68 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.27 

0.04 

0.011 

0.16 

0.12 


Nadariya 

0828000203420600 

3.851 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.897 

4.53 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.17 

0.00 

0.014 

0.37 

0.29 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.954 

4.53 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.17 

0.00 

0.014 

0.38 

0.30 


Nagawara 

0828000403472700 

4.828 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.434 

2.12 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.19 

0.05 

0.026 

0.60 

0.47 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.141 

2.12 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.02 


Naharpura 

0828000403463900 

3.485 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

3.485 

2.90 

0.018 

0.05 

0.01 

0.00 

0.00 

0.00 

0.21 

0.28 

0.15 

0.026 

0.76 

0.58 


Nahli 

0828000203423100 

8.706 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.899 

0.44 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.006 

0.08 

0.06 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

4.068 

0.44 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.05 

0.029 

0.37 

0.28 


Nainsawa 

0827000303353000 

6.611 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.002 

5.93 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nana Mukhiya 

0828000403460900 

0.587 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.019 

3.68 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Naraniya 

0828000403458400 

2.174 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.276 

3.79 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.002 

0.10 

0.07 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.898 

3.79 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.18 

0.05 

0.014 

0.66 

0.51 


Naugama 

0828000403469400 

5.410 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

5.410 

0.07 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.040 

0.85 

0.65 


Nawa Dhara 

0828000203422600 

2.812 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.001 

2.40 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nawa Tapra 

0828000403460500 

0.816 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.816 

3.70 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.06 

0.006 

0.75 

0.58 


Nawagaon 

0828000403460300 

1.746 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.746 

3.45 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.16 

0.08 

0.013 

0.76 

0.58 


Naya Padariya 

0828000403475300 

1.623 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.153 

1.90 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.08 

0.06 


Odwara 

0828000203422800 

11.080 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.397 

1.75 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.05 

0.010 

0.10 

0.07 


Ora 

0828000203422000 

2.941 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.078 

3.33 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.001 

0.02 

0.02 


Orwa 

0828000203422200 

2.184 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.071 

3.46 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.01 

0.008 

0.37 

0.29 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.917 

3.46 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.01 

0.007 

0.32 

0.25 


Pachor 

0828000403458300 

0.569 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.569 

3.13 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.03 

0.004 

0.75 

0.58 


Panasi Bari 

0828000203416600 

2.993 

Fresh 

Mahi Bajaj Sagar 

Command 

Limestone 

0.289 

0.78 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.08 

0.06 


Parwali 

0828000403476300 

1.763 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.595 

1.47 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.07 

0.012 

0.73 

0.56 


Pat 

0828000403465700 

1.945 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.945 

3.68 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.18 

0.02 

0.014 

0.76 

0.57 


Patan 

0828000403470300 

13.096 

Fresh 

Mahi Bajaj Sagar 

Command 

Limestone 

2.380 

1.01 

0.030 

0.02 

0.00 

0.00 

0.00 

0.01 

0.08 

0.11 

0.04 

0.018 

0.15 

0.12 


Pateliya 

0828000403469900 

3.813 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

3.813 

1.03 

0.018 

0.07 

0.02 

0.00 

0.00 

0.01 

0.10 

0.14 

0.24 

0.028 

0.84 

0.65 


Patiya 

0828000403458700 

4.271 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.974 

3.36 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.01 

0.007 

0.17 

0.13 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Kanela 

0828000403458200 

0.04 

0.00 

88,350.02 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.07 

148.71 

0.08 

0.00 

0.09 

0.05 

0.80 

- 

0.0100 

0.0114 

0.0594 

0.007 

0.088 

0.088 

0.174 

0.009 

0.165 

0.093 

56.45 

Safe 

Kangaliya 

0828000403458000 

0.04 

0.00 

1,448.25 

0.00 

- 

0.00 

0.01 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.032 

244.15 

Over Exploited 



0.04 

0.03 

312.17 

0.04 

0.01 

0.05 

0.04 

0.61 

- 

0.0100 

0.0071 

0.0369 

0.012 

0.066 

0.066 

0.113 

0.006 

0.108 

0.087 

81.03 

Semi Critical 

Kankari Doongri 

0828000403459600 

0.04 

0.02 

92.72 

0.02 

0.00 

0.02 

0.05 

0.81 

- 

- 

0.0032 

0.0168 

0.000 

0.020 

0.020 

0.044 

0.002 

0.041 

0.015 

35.35 

Safe 

Karda 

0828000403467900 

0.04 

0.03 

414.26 

0.04 

- 

0.04 

0.03 

0.45 

- 

- 

- 

- 

- 

- 

- 

0.040 

0.002 

0.038 

0.033 

87.75 

Semi Critical 



0.04 

0.01 

791.87 

0.01 

0.00 

0.02 

0.02 

0.27 

- 

- 

0.0072 

0.0469 

0.002 

0.056 

0.056 

0.071 

0.004 

0.068 

0.019 

27.57 

Safe 

Katariya 

0828000403471600 

0.06 

0.10 

(56.54) 

0.08 

0.01 

0.09 

0.06 

0.91 

- 

- 

0.0124 

0.0804 

0.012 

0.105 

0.105 

0.194 

0.010 

0.184 

0.037 

19.97 

Safe 

Kataron Ka Talab 

0828000403464100 

0.04 

0.03 

205.39 

0.04 

0.00 

0.04 

0.05 

0.83 

- 

- 

0.0043 

0.0281 

0.000 

0.033 

0.033 

0.073 

0.004 

0.069 

0.037 

53.28 

Safe 

Katheriya 

0828000403457900 

0.04 

0.01 

668.72 

0.02 

- 

0.02 

0.02 

0.35 

- 

- 

- 

- 

- 

- 

- 

0.016 

0.001 

0.015 

0.026 

175.70 

Over Exploited 



0.04 

0.02 

371.93 

0.03 

0.02 

0.04 

0.03 

0.46 

- 

0.0100 

0.0068 

0.0351 

0.025 

0.077 

0.077 

0.120 

0.006 

0.114 

0.039 

33.82 

Safe 

Kelkuan 

0828000403459300 

0.04 

0.01 

388.61 

0.01 

- 

0.01 

0.05 

0.81 

- 

0.0100 

0.0020 

0.0129 

- 

0.025 

0.025 

0.037 

0.002 

0.035 

0.079 

227.40 

Over Exploited 

Kesharpura 

0828000203420900 

0.06 

0.00 

14,735.41 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0001 

0.0006 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Khariya 

0828000403471700 

0.06 

0.03 

(60.57) 

0.03 

0.00 

0.03 

0.06 

0.91 

- 

- 

0.0040 

0.0258 

0.000 

0.030 

0.030 

0.056 

0.003 

0.054 

0.005 

8.88 

Safe 

Khokharwa 

0828000403469300 

0.06 

0.58 

(68.29) 

0.46 

0.02 

0.48 

0.06 

0.87 

- 

0.0100 

0.0741 

0.4817 

0.027 

0.593 

0.593 

1.075 

0.054 

1.021 

0.147 

14.37 

Safe 

Khoonta Nagarat 

0828000403476900 

0.04 

0.13 

256.36 

0.15 

- 

0.15 

0.04 

0.65 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.163 

0.008 

0.155 

0.076 

48.85 

Safe 



0.09 

0.01 

763.92 

0.01 

- 

0.01 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.010 

0.015 

147.09 

Over Exploited 

Khoonta Phargi 

0828000403458100 

0.04 

0.01 

834.86 

0.01 

- 

0.01 

0.02 

0.25 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.015 

214.15 

Over Exploited 



0.04 

0.03 

272.11 

0.03 

0.02 

0.06 

0.03 

0.55 

- 

- 

0.0070 

0.0362 

0.034 

0.077 

0.077 

0.133 

0.007 

0.127 

0.020 

15.79 

Safe 

Koba 

0828000403465400 

0.04 

0.02 

149.88 

0.02 

- 

0.02 

0.05 

0.76 

- 

- 

- 

- 

- 

- 

- 

0.023 

0.001 

0.022 

0.005 

22.24 

Safe 

Koonpri 

0828000403463200 

0.04 

0.05 

165.66 

0.06 

0.00 

0.06 

0.05 

0.81 

- 

- 

0.0091 

0.0595 

0.001 

0.070 

0.070 

0.125 

0.006 

0.119 

0.011 

9.19 

Safe 

Kotra 

0828000203420500 

0.06 

0.03 

415.58 

0.04 

- 

0.04 

0.03 

0.44 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.062 

0.003 

0.058 

0.101 

172.84 

Over Exploited 



0.06 

0.02 

474.88 

0.03 

0.01 

0.03 

0.02 

0.36 

- 

0.0100 

0.0059 

0.0308 

0.008 

0.055 

0.055 

0.088 

0.004 

0.083 

0.068 

81.86 

Semi Critical 

Kuba 

0828000403457500 

0.04 

0.00 

1,697.91 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

146.60 

Over Exploited 



0.04 

0.02 

236.76 

0.03 

0.00 

0.03 

0.04 

0.69 

- 

- 

0.0047 

0.0245 

0.005 

0.035 

0.035 

0.067 

0.003 

0.064 

0.026 

40.53 

Safe 

Kumhariya 

0828000403460000 

0.04 

0.02 

140.35 

0.02 

0.00 

0.02 

0.05 

0.81 

- 

- 

0.0026 

0.0134 

0.003 

0.019 

0.019 

0.040 

0.002 

0.038 

0.033 

86.66 

Semi Critical 

Kuna 

0828000203424200 

0.04 

0.00 

1,257.11 

0.00 

0.00 

0.00 

0.01 

0.08 

- 

- 

0.0023 

0.0146 

0.001 

0.018 

0.018 

0.020 

0.001 

0.019 

0.003 

13.89 

Safe 

Kunda 

0828000403478500 

0.06 

0.14 

93.06 

0.17 

- 

0.17 

0.05 

0.81 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.180 

0.009 

0.171 

0.093 

54.40 

Safe 

Kundi 

0828000403471100 

0.06 

0.04 

7.87 

0.04 

- 

0.04 

0.06 

0.91 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.050 

0.002 

0.047 

0.053 

113.48 

Over Exploited 



0.06 

0.00 

19,605.17 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Lalawara 

0828000403476100 

0.06 

0.00 

1,978.83 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.002 

310.54 

Over Exploited 



0.06 

0.15 

46.73 

0.18 

0.00 

0.18 

0.04 

0.59 

- 

0.0100 

0.0325 

0.1810 

0.005 

0.229 

0.229 

0.409 

0.020 

0.389 

0.062 

16.03 

Safe 

Lalpura 

0828000203422300 

0.06 

0.01 

318.97 

0.01 

- 

0.01 

0.02 

0.25 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.008 

0.004 

44.89 

Safe 



0.06 

0.04 

125.56 

0.04 

- 

0.04 

0.03 

0.55 

- 

- 

0.0072 

0.0469 

- 

0.054 

0.054 

0.098 

0.005 

0.093 

0.018 

19.84 

Safe 

Madkola Makan 

0828000403462900 

0.04 

0.00 

26,704.87 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.04 

0.18 

344.17 

0.22 

0.00 

0.22 

0.05 

0.79 

- 

0.0100 

0.0308 

0.1600 

0.002 

0.203 

0.203 

0.420 

0.021 

0.399 

0.111 

27.87 

Safe 

Madkola Mogji 

0828000403463000 

0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.10 

372.20 

0.12 

0.03 

0.14 

0.05 

0.81 

- 

0.0300 

0.0192 

0.1250 

0.027 

0.201 

0.201 

0.345 

0.017 

0.328 

0.157 

47.89 

Safe 

Moti Timbi 

0828000403477500 

0.02 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mundri 

0828000403465900 

0.04 

0.00 

30,139.58 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.04 

0.01 

2,768.44 

0.01 

0.00 

0.01 

0.01 

0.17 

- 

0.0100 

0.0092 

0.0595 

0.002 

0.081 

0.081 

0.094 

0.005 

0.089 

0.049 

54.89 

Safe 

Nadariya 

0828000203420600 

0.06 

0.04 

294.83 

0.05 

- 

0.05 

0.02 

0.40 

- 

- 

- 

- 

- 

- 

- 

0.051 

0.003 

0.048 

0.014 

28.44 

Safe 



0.06 

0.04 

277.38 

0.05 

0.00 

0.06 

0.03 

0.41 

- 

- 

0.0101 

0.0526 

0.003 

0.066 

0.066 

0.121 

0.006 

0.115 

0.014 

12.19 

Safe 

Nagawara 

0828000403472700 

0.06 

0.12 

53.20 

0.15 

- 

0.15 

0.05 

0.65 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.159 

0.008 

0.151 

0.074 

48.71 

Safe 



0.06 

0.00 

3,104.37 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0010 

0.0057 

- 

0.007 

0.007 

0.007 

0.000 

0.007 

0.001 

15.87 

Safe 

Naharpura 

0828000403463900 

0.04 

0.11 

156.21 

0.13 

0.01 

0.14 

0.05 

0.81 

- 

0.0300 

0.0180 

0.0938 

0.005 

0.147 

0.147 

0.291 

0.015 

0.277 

0.180 

65.04 

Safe 

Nahli 

0828000203423100 

0.06 

0.00 

77.08 

0.01 

- 

0.01 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.016 

332.27 

Over Exploited 



0.06 

0.09 

(33.68) 

0.07 

0.00 

0.07 

0.03 

0.39 

- 

0.0100 

0.0253 

0.1642 

0.002 

0.202 

0.202 

0.275 

0.014 

0.261 

0.077 

29.64 

Safe 

Nainsawa 

0827000303353000 

0.07 

0.00 

223,851.84 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nana Mukhiya 

0828000403460900 

0.04 

0.00 

8,399.39 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0001 

0.0008 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Naraniya 

0828000403458400 

0.04 

0.00 

2,076.88 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.012 

978.92 

Over Exploited 



0.04 

0.05 

258.71 

0.06 

0.00 

0.06 

0.04 

0.70 

- 

0.0100 

0.0118 

0.0766 

0.005 

0.104 

0.104 

0.168 

0.008 

0.160 

0.062 

38.85 

Safe 

Naugama 

0828000403469400 

0.06 

0.27 

(89.62) 

0.22 

0.00 

0.22 

0.06 

0.91 

- 

- 

0.0336 

0.2183 

0.006 

0.258 

0.258 

0.482 

0.024 

0.458 

0.064 

14.02 

Safe 

Nawa Dhara 

0828000203422600 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nawa Tapra 

0828000403460500 

0.04 

0.03 

275.24 

0.03 

- 

0.03 

0.05 

0.81 

- 

0.0100 

0.0042 

0.0220 

- 

0.036 

0.036 

0.066 

0.003 

0.063 

0.064 

101.46 

Over Exploited 

Nawagaon 

0828000403460300 

0.04 

0.05 

202.24 

0.06 

0.00 

0.07 

0.05 

0.81 

- 

0.0100 

0.0090 

0.0470 

0.000 

0.066 

0.066 

0.131 

0.007 

0.125 

0.090 

72.08 

Semi Critical 

Naya Padariya 

0828000403475300 

0.06 

0.00 

786.49 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

136.50 

Over Exploited 

Odwara 

0828000203422800 

0.06 

0.01 

810.07 

0.01 

0.00 

0.01 

0.01 

0.10 

- 

0.0100 

0.0087 

0.0564 

0.001 

0.077 

0.077 

0.087 

0.004 

0.083 

0.058 

70.22 

Semi Critical 

Ora 

0828000203422000 

0.06 

0.00 

5,244.09 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0004 

0.0021 

- 

0.003 

0.003 

0.003 

0.000 

0.002 

0.001 

22.67 

Safe 

Orwa 

0828000203422200 

0.06 

0.02 

253.97 

0.03 

- 

0.03 

0.02 

0.39 

- 

- 

- 

- 

- 

- 

- 

0.028 

0.001 

0.027 

0.018 

65.57 

Safe 



0.06 

0.02 

250.79 

0.02 

0.00 

0.02 

0.02 

0.34 

- 

- 

0.0047 

0.0247 

0.000 

0.029 

0.029 

0.050 

0.003 

0.048 

0.017 

34.79 

Safe 

Pachor 

0828000403458300 

0.04 

0.02 

202.56 

0.02 

- 

0.02 

0.05 

0.80 

- 

0.0100 

0.0035 

0.0230 

- 

0.037 

0.037 

0.058 

0.003 

0.055 

0.033 

60.72 

Safe 

Panasi Bari 

0828000203416600 

0.04 

0.00 

898.39 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

0.0018 

0.0117 

- 

0.014 

0.014 

0.015 

0.001 

0.014 

0.002 

15.01 

Safe 

Parwali 

0828000403476300 

0.04 

0.05 

65.93 

0.06 

- 

0.06 

0.05 

0.79 

- 

0.0100 

0.0115 

0.0643 

- 

0.086 

0.086 

0.143 

0.007 

0.136 

0.084 

61.54 

Safe 

Pat 

0828000403465700 

0.04 

0.06 

197.71 

0.07 

- 

0.07 

0.05 

0.81 

- 

- 

0.0121 

0.0785 

- 

0.091 

0.091 

0.163 

0.008 

0.155 

0.033 

21.55 

Safe 

Patan 

0828000403470300 

0.04 

0.01 

652.25 

0.02 

0.01 

0.03 

0.01 

0.17 

- 

0.0100 

0.0148 

0.0960 

0.012 

0.133 

0.133 

0.159 

0.008 

0.151 

0.061 

40.19 

Safe 

Pateliya 

0828000403469900 

0.06 

0.19 

(29.30) 

0.15 

0.03 

0.19 

0.06 

0.91 

- 

0.0500 

0.0237 

0.1539 

0.021 

0.249 

0.249 

0.437 

0.022 

0.415 

0.268 

64.64 

Safe 

Patiya 

0828000403458700 

0.04 

0.01 

975.25 

0.01 

- 

0.01 

0.01 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.017 

220.78 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

3.297 

3.36 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.26 

0.02 

0.024 

0.58 

0.45 


Patiya Galiya 

0828000403476500 

3.316 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.560 

2.81 

0.018 

0.05 

0.01 

0.00 

0.00 

0.00 

0.17 

0.22 

0.17 

0.019 

0.60 

0.46 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.702 

2.81 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.05 

0.005 

0.16 

0.12 


Patiya Kodar 

0828000403476600 

3.121 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.121 

3.33 

0.018 

0.07 

0.02 

0.00 

0.00 

0.00 

0.23 

0.31 

0.24 

0.023 

0.76 

0.57 


Peechhawara 

0828000403464000 

1.971 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.971 

3.49 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.17 

0.04 

0.015 

0.77 

0.58 


Peeplai Dooda 

0828000403457200 

3.414 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.312 

3.59 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.12 

0.03 

0.010 

0.29 

0.22 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.102 

3.59 

0.018 

0.02 

0.00 

0.00 

0.00 

0.01 

0.14 

0.19 

0.05 

0.016 

0.46 

0.35 


Peeplod 

0828000403471200 

2.749 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.729 

1.73 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.03 

0.013 

0.53 

0.41 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.020 

1.73 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.01 

0.008 

0.31 

0.24 


Peetha Pura 

0828000403464700 

1.596 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.596 

3.45 

0.018 

0.03 

0.01 

0.00 

0.00 

0.00 

0.12 

0.15 

0.12 

0.012 

0.79 

0.61 


Pindarma 

0828000403469700 

5.785 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

5.785 

0.49 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.01 

0.043 

0.85 

0.66 


Poonchhiya Wara 

0828000403458900 

4.846 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.723 

2.81 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.00 

0.005 

0.11 

0.09 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

4.050 

2.81 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.27 

0.02 

0.030 

0.63 

0.49 


Ragela Para 

0828000403469600 

3.572 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

3.565 

0.96 

0.018 

0.01 

0.00 

0.00 

0.00 

0.01 

0.06 

0.08 

0.01 

0.027 

0.85 

0.65 


Rajpura 

0828000403468400 

3.148 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.565 

3.20 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.20 

0.02 

0.019 

0.62 

0.47 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.583 

3.20 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.01 

0.004 

0.14 

0.11 


Rakho 

0828000403472600 

7.822 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.191 

2.64 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.00 

0.009 

0.13 

0.10 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

3.641 

2.64 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.23 

0.00 

0.027 

0.39 

0.30 


Rakho Para 

0828000403472500 

0.585 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.022 

2.55 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.02 


Ratanpura 

0828000403464900 

1.693 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.693 

3.86 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.17 

0.07 

0.013 

0.78 

0.59 



0828000403469500 

2.281 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.281 

0.76 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.00 

0.017 

0.85 

0.66 


Ratapan 

0828000403468500 

2.616 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.616 

3.42 

0.018 

0.01 

0.00 

0.00 

0.00 

0.01 

0.16 

0.21 

0.00 

0.019 

0.77 

0.58 


Rati Talai 

0828000403459200 

1.011 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.011 

3.10 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.00 

0.008 

0.76 

0.58 


Regniya 

0828000403471800 

1.482 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.482 

1.35 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.01 

0.011 

0.85 

0.65 


Rohaniya 

0828000403458500 

1.211 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.073 

3.42 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.001 

0.05 

0.04 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.138 

3.42 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.11 

0.06 

0.008 

0.71 

0.55 



0828000403479800 

3.990 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.157 

3.03 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.03 

0.02 


Roopa Khera 

0828000403463300 

1.053 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.053 

2.80 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.01 

0.008 

0.76 

0.58 



0828000403478700 

1.650 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.642 

3.26 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.15 

0.08 

0.012 

0.76 

0.57 


Sagela 

0828000203423400 

2.386 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.060 

-0.33 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Saliya 

0828000403476700 

3.767 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.767 

3.59 

0.018 

0.06 

0.01 

0.00 

0.00 

0.00 

0.29 

0.38 

0.21 

0.028 

0.76 

0.57 


Samisera 

0828000403459800 

0.591 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.591 

2.64 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.03 

0.004 

0.76 

0.58 


Sanga Doongri 

0828000403471900 

3.741 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

3.728 

1.07 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.02 

0.028 

0.83 

0.64 


Sangram Pura 

0828000403464400 

4.297 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.221 

2.47 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.04 

0.03 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

3.955 

2.47 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.23 

0.02 

0.029 

0.75 

0.58 


Sangrampura 

0828000403469000 

1.104 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.104 

0.31 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.008 

0.84 

0.65 


Sera Nagla 

0828000403460800 

2.748 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.619 

3.56 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.23 

0.05 

0.019 

0.72 

0.55 


Serawala 

0828000403457300 

1.632 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.105 

3.53 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.05 

0.04 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.528 

3.53 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.15 

0.07 

0.011 

0.71 

0.54 


Sharda 

0828000403477100 

6.756 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.916 

3.61 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.01 

0.007 

0.10 

0.08 


Shergarh 

0828000403478200 

0.943 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.943 

2.74 

0.018 

0.03 

0.01 

0.00 

0.00 

0.00 

0.07 

0.09 

0.12 

0.007 

0.76 

0.57 


Singharon Ka Parda 

0828000203420800 

0.951 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.123 

5.08 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.10 

0.08 


Sogpura 

0828000403469100 

7.448 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.757 

0.60 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.006 

0.08 

0.06 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

6.526 

0.60 

0.018 

0.02 

0.00 

0.00 

0.00 

0.01 

0.08 

0.10 

0.00 

0.049 

0.73 

0.56 


Sundrao 

0828000403463400 

4.824 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.075 

2.39 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

4.740 

2.39 

0.018 

0.02 

0.00 

0.00 

0.00 

0.01 

0.20 

0.27 

0.02 

0.035 

0.75 

0.57 


Talawari @ Ratanpura 

0828000403458600 

1.798 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.117 

3.38 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.05 

0.04 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.682 

3.38 

0.018 

0.01 

0.00 

0.00 

0.00 

0.01 

0.10 

0.13 

0.01 

0.012 

0.70 

0.55 


Tamatiya Rathor 

0828000203423200 

6.066 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.547 

-0.26 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.011 

0.20 

0.16 


Tamtiya 

0828000403460700 

2.033 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.033 

3.90 

0.018 

0.03 

0.01 

0.00 

0.00 

0.00 

0.16 

0.21 

0.10 

0.015 

0.76 

0.58 


Tanda 

0828000403478300 

0.456 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.430 

2.76 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.03 

0.003 

0.72 

0.53 


Tandi Moti 

0828000403478800 

2.901 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.916 

2.93 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.14 

0.03 

0.014 

0.51 

0.39 


Tandi Nani 

0828000403478900 

1.062 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.006 

2.98 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Tarwan 

0828000403465200 

2.550 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.330 

2.63 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.002 

0.10 

0.07 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.221 

2.63 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.15 

0.02 

0.016 

0.67 

0.50 


Temran 

0828000403467700 

5.103 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.843 

4.01 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.00 

0.006 

0.13 

0.09 







Non-command 

Deccan Traps 

0.118 

4.01 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.01 


Thali Talai 

0828000203422700 

1.298 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.053 

2.33 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.02 


Thapra 

0828000403464500 

3.606 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

3.476 

3.17 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.26 

0.00 

0.026 

0.78 

0.60 


Timruwa 

0828000203424000 

6.008 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.054 

0.60 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Tori 

0828000403463700 

0.683 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.058 

3.13 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.06 

0.05 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.625 

3.13 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.01 

0.005 

0.70 

0.53 


Ubapan 

0828000403462800 

3.675 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.034 

4.38 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.229 

4.38 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.25 

0.05 

0.017 

0.46 

0.35 


Udaipura Bara 

0828000403465000 

3.669 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

3.669 

3.74 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.27 

0.35 

0.08 

0.027 

0.78 

0.59 


Udaipura Chhota 

0828000403464300 

2.525 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.525 

3.34 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.21 

0.00 

0.019 

0.79 

0.60 


Ummed Garhi 

0828000403468900 

5.518 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

5.518 

0.91 

0.018 

0.02 

0.00 

0.00 

0.00 

0.01 

0.10 

0.13 

0.04 

0.041 

0.84 

0.65 


Ummedpura 

0828000403465500 

1.857 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.498 

3.24 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.01 

0.004 

0.20 

0.15 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.04 

0.08 

228.67 

0.09 

0.00 

0.10 

0.04 

0.62 

- 

- 

0.0205 

0.1330 

0.005 

0.158 

0.158 

0.255 

0.013 

0.243 

0.043 

17.91 

Safe 

Patiya Galiya 

0828000403476500 

0.04 

0.06 

247.61 

0.08 

0.01 

0.09 

0.04 

0.64 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.116 

0.006 

0.110 

0.187 

170.32 

Over Exploited 



0.04 

0.00 

1,139.48 

0.01 

- 

0.01 

0.01 

0.18 

- 

0.0100 

0.0044 

0.0283 

- 

0.043 

0.043 

0.048 

0.002 

0.046 

0.053 

115.76 

Over Exploited 

Patiya Kodar 

0828000403476600 

0.04 

0.10 

215.46 

0.12 

0.02 

0.14 

0.05 

0.82 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.187 

0.009 

0.178 

0.263 

147.97 

Over Exploited 

Peechhawara 

0828000403464000 

0.04 

0.06 

172.95 

0.07 

0.00 

0.08 

0.05 

0.82 

- 

- 

0.0102 

0.0530 

0.002 

0.066 

0.066 

0.141 

0.007 

0.134 

0.053 

39.22 

Safe 

Peeplai Dooda 

0828000403457200 

0.04 

0.02 

681.58 

0.02 

- 

0.02 

0.02 

0.31 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.029 

0.001 

0.027 

0.039 

142.28 

Over Exploited 



0.04 

0.04 

372.94 

0.05 

0.01 

0.06 

0.03 

0.50 

- 

0.0100 

0.0109 

0.0566 

0.013 

0.090 

0.090 

0.146 

0.007 

0.139 

0.064 

45.71 

Safe 

Peeplod 

0828000403471200 

0.06 

0.06 

45.70 

0.07 

- 

0.07 

0.04 

0.57 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.076 

0.004 

0.073 

0.042 

57.62 

Safe 



0.06 

0.02 

107.49 

0.02 

- 

0.02 

0.02 

0.34 

- 

- 

0.0074 

0.0412 

- 

0.049 

0.049 

0.072 

0.004 

0.068 

0.018 

25.84 

Safe 

Peetha Pura 

0828000403464700 

0.04 

0.05 

193.87 

0.06 

0.01 

0.07 

0.06 

0.85 

- 

0.0200 

0.0099 

0.0644 

0.000 

0.095 

0.095 

0.167 

0.008 

0.159 

0.127 

80.00 

Semi Critical 

Pindarma 

0828000403469700 

0.06 

0.29 

(69.92) 

0.24 

0.00 

0.24 

0.06 

0.91 

- 

- 

0.0359 

0.2335 

0.002 

0.271 

0.271 

0.508 

0.025 

0.482 

0.053 

10.99 

Safe 

Poonchhiya Wara 

0828000403458900 

0.04 

0.00 

1,275.51 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.005 

140.62 

Over Exploited 



0.04 

0.11 

156.69 

0.13 

0.00 

0.13 

0.04 

0.68 

- 

- 

0.0251 

0.1634 

0.002 

0.190 

0.190 

0.318 

0.016 

0.302 

0.049 

16.26 

Safe 

Ragela Para 

0828000403469600 

0.06 

0.18 

(56.73) 

0.14 

0.01 

0.15 

0.06 

0.91 

- 

- 

0.0221 

0.1438 

0.014 

0.181 

0.181 

0.335 

0.017 

0.318 

0.037 

11.47 

Safe 

Raj pura 

0828000403468400 

0.04 

0.07 

211.52 

0.08 

- 

0.08 

0.04 

0.67 

- 

- 

- 

- 

- 

- 

- 

0.079 

0.004 

0.075 

0.038 

50.84 

Safe 



0.04 

0.00 

1,181.36 

0.00 

- 

0.00 

0.01 

0.15 

- 

- 

0.0036 

0.0235 

- 

0.027 

0.027 

0.031 

0.002 

0.030 

0.014 

48.22 

Safe 

Rakho 

0828000403472600 

0.06 

0.01 

674.86 

0.01 

- 

0.01 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.010 

0.009 

84.78 

Semi Critical 



0.06 

0.09 

165.07 

0.10 

0.00 

0.10 

0.03 

0.42 

- 

- 

0.0264 

0.1470 

0.003 

0.177 

0.177 

0.281 

0.014 

0.267 

0.027 

10.13 

Safe 

Rakho Para 

0828000403472500 

0.06 

0.00 

3,106.77 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0002 

0.0009 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Ratanpura 

0828000403464900 

0.04 

0.05 

221.87 

0.06 

0.00 

0.07 

0.05 

0.83 

- 

0.0100 

0.0070 

0.0455 

0.004 

0.067 

0.067 

0.134 

0.007 

0.127 

0.080 

62.45 

Safe 


0828000403469500 

0.06 

0.12 

(55.26) 

0.09 

- 

0.09 

0.06 

0.91 

- 

- 

0.0142 

0.0920 

- 

0.106 

0.106 

0.199 

0.010 

0.189 

0.017 

8.96 

Safe 

Ratapan 

0828000403468500 

0.04 

0.08 

157.05 

0.10 

0.01 

0.11 

0.05 

0.83 

- 

- 

0.0135 

0.0704 

0.009 

0.093 

0.093 

0.198 

0.010 

0.188 

0.019 

10.33 

Safe 

Rati Talai 

0828000403459200 

0.04 

0.03 

116.08 

0.04 

0.00 

0.04 

0.05 

0.81 

- 

- 

0.0063 

0.0408 

0.004 

0.051 

0.051 

0.091 

0.005 

0.087 

0.008 

8.66 

Safe 

Regniya 

0828000403471800 

0.06 

0.08 

(24.26) 

0.06 

0.00 

0.06 

0.06 

0.91 

- 

- 

0.0092 

0.0598 

0.001 

0.070 

0.070 

0.132 

0.007 

0.125 

0.023 

18.41 

Safe 

Rohaniya 

0828000403458500 

0.04 

0.00 

3,990.99 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.04 

0.03 

233.46 

0.04 

0.00 

0.04 

0.05 

0.75 

- 

0.0100 

0.0071 

0.0459 

0.004 

0.067 

0.067 

0.109 

0.005 

0.103 

0.066 

64.44 

Safe 


0828000403479800 

0.06 

0.00 

3,825.90 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

3,465.49 

Over Exploited 

Roopa Khera 

0828000403463300 

0.04 

0.03 

142.58 

0.04 

0.00 

0.04 

0.05 

0.81 

- 

- 

0.0054 

0.0283 

0.002 

0.036 

0.036 

0.077 

0.004 

0.073 

0.018 

24.51 

Safe 


0828000403478700 

0.06 

0.07 

102.21 

0.09 

- 

0.09 

0.05 

0.81 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.100 

0.005 

0.095 

0.089 

94.11 

Critical 

Sagela 

0828000203423400 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0004 

0.0024 

- 

0.003 

0.003 

0.003 

0.000 

0.003 

0.000 

16.78 

Safe 

Saliya 

0828000403476700 

0.06 

0.17 

122.57 

0.21 

0.01 

0.22 

0.05 

0.81 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.256 

0.013 

0.244 

0.239 

98.15 

Critical 

Samisera 

0828000403459800 

0.04 

0.02 

160.57 

0.02 

0.00 

0.02 

0.05 

0.81 

- 

0.0100 

0.0031 

0.0159 

0.001 

0.030 

0.030 

0.053 

0.003 

0.050 

0.033 

66.51 

Safe 

Sanga Doongri 

0828000403471900 

0.06 

0.19 

(44.69) 

0.15 

0.00 

0.15 

0.06 

0.89 

- 

- 

0.0270 

0.1504 

0.001 

0.178 

0.178 

0.328 

0.016 

0.311 

0.047 

15.00 

Safe 

Sangram Pura 

0828000403464400 

0.04 

0.00 

3,167.75 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.002 

378.22 

Over Exploited 



0.04 

0.12 

91.61 

0.15 

0.00 

0.15 

0.06 

0.81 

- 

- 

0.0246 

0.1596 

0.002 

0.186 

0.186 

0.334 

0.017 

0.317 

0.048 

15.23 

Safe 

Sangrampura 

0828000403469000 

0.06 

0.06 

(90.81) 

0.04 

0.00 

0.05 

0.06 

0.90 

- 

- 

0.0069 

0.0445 

0.003 

0.055 

0.055 

0.101 

0.005 

0.096 

0.008 

8.56 

Safe 

Sera Nagla 

0828000403460800 

0.04 

0.08 

203.15 

0.09 

0.00 

0.10 

0.05 

0.77 

- 

0.0100 

0.0163 

0.1057 

0.007 

0.139 

0.139 

0.237 

0.012 

0.225 

0.067 

29.98 

Safe 

Serawala 

0828000403457300 

0.04 

0.00 

4,003.93 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

4,563.96 

Over Exploited 



0.04 

0.04 

234.32 

0.05 

0.00 

0.05 

0.05 

0.75 

- 

0.0100 

0.0079 

0.0411 

0.003 

0.062 

0.062 

0.116 

0.006 

0.110 

0.078 

70.90 

Semi Critical 

Sharda 

0828000403477100 

0.09 

0.01 

809.74 

0.01 

- 

0.01 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.001 

0.010 

0.015 

152.91 

Over Exploited 

Shergarh 

0828000403478200 

0.06 

0.04 

103.19 

0.05 

0.01 

0.06 

0.05 

0.81 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.082 

0.004 

0.077 

0.122 

157.48 

Over Exploited 

Singharon Ka Parda 

0828000203420800 

0.06 

0.00 

1,575.92 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

0.0006 

0.0033 

- 

0.004 

0.004 

0.005 

0.000 

0.005 

0.011 

240.76 

Over Exploited 

Sogpura 

0828000403469100 

0.06 

0.00 

169.10 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.004 

0.006 

128.95 

Over Exploited 



0.06 

0.28 

(64.51) 

0.23 

0.01 

0.24 

0.05 

0.78 

- 

- 

0.0405 

0.2634 

0.016 

0.320 

0.320 

0.559 

0.028 

0.531 

0.049 

9.14 

Safe 

Sundrao 

0828000403463400 

0.04 

0.00 

11,247.04 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.04 

0.15 

86.05 

0.17 

0.01 

0.19 

0.05 

0.80 

- 

- 

0.0245 

0.1275 

0.020 

0.173 

0.173 

0.360 

0.018 

0.342 

0.054 

15.82 

Safe 

Talawari @ Ratanpura 

0828000403458600 

0.04 

0.00 

3,681.74 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.04 

0.05 

175.37 

0.06 

0.01 

0.06 

0.05 

0.75 

- 

- 

0.0104 

0.0679 

0.008 

0.086 

0.086 

0.150 

0.007 

0.142 

0.022 

15.78 

Safe 

Tamatiya Rathor 

0828000203423200 

0.06 

0.02 

- 

0.02 

0.00 

0.02 

0.01 

0.22 

- 

0.0100 

0.0096 

0.0624 

0.001 

0.083 

0.083 

0.102 

0.010 

0.092 

0.059 

64.36 

Safe 

Tamtiya 

0828000403460700 

0.04 

0.06 

231.05 

0.08 

0.01 

0.09 

0.05 

0.81 

- 

0.0200 

0.0126 

0.0820 

- 

0.115 

0.115 

0.200 

0.010 

0.190 

0.111 

58.35 

Safe 

Tanda 

0828000403478300 

0.06 

0.02 

122.93 

0.02 

- 

0.02 

0.05 

0.76 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.032 

0.002 

0.031 

0.032 

105.49 

Over Exploited 

Tandi Moti 

0828000403478800 

0.06 

0.06 

144.24 

0.07 

- 

0.07 

0.04 

0.54 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.080 

0.004 

0.076 

0.043 

56.79 

Safe 

Tandi Nani 

0828000403478900 

0.06 

0.00 

27,514.28 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Tarwan 

0828000403465200 

0.04 

0.00 

1,408.96 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.002 

160.36 

Over Exploited 



0.04 

0.06 

145.65 

0.07 

0.00 

0.07 

0.05 

0.71 

- 

- 

0.0138 

0.0896 

0.000 

0.104 

0.104 

0.177 

0.009 

0.168 

0.035 

21.14 

Safe 

Temran 

0828000403467700 

0.04 

0.00 

1,723.44 

0.01 

- 

0.01 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.006 

126.61 

Over Exploited 



0.09 

0.00 

5,858.26 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Thali Talai 

0828000203422700 

0.06 

0.00 

2,290.95 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0003 

0.0014 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.000 

21.97 

Safe 

Thapra 

0828000403464500 

0.04 

0.11 

139.12 

0.13 

0.00 

0.13 

0.06 

0.83 

- 

- 

0.0216 

0.1403 

0.001 

0.162 

0.162 

0.296 

0.015 

0.281 

0.026 

9.18 

Safe 

Timruwa 

0828000203424000 

0.06 

0.00 

2,810.79 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0003 

0.0022 

0.000 

0.003 

0.003 

0.003 

0.000 

0.002 

0.000 

16.25 

Safe 

Tori 

0828000403463700 

0.04 

0.00 

2,660.71 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.02 

152.91 

0.02 

- 

0.02 

0.05 

0.75 

- 

- 

0.0039 

0.0252 

- 

0.029 

0.029 

0.051 

0.003 

0.048 

0.015 

30.46 

Safe 

Ubapan 

0828000403462800 

0.04 

0.00 

34,167.07 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.04 

498.87 

0.05 

- 

0.05 

0.03 

0.49 

- 

0.0100 

0.0138 

0.0899 

- 

0.114 

0.114 

0.164 

0.008 

0.156 

0.065 

41.36 

Safe 

Udaipura Bara 

0828000403465000 

0.04 

0.12 

203.00 

0.14 

0.00 

0.14 

0.05 

0.83 

- 

0.0100 

0.0152 

0.0987 

0.002 

0.126 

0.126 

0.268 

0.013 

0.255 

0.109 

42.90 

Safe 

Udaipura Chhota 

0828000403464300 

0.04 

0.08 

151.15 

0.10 

0.00 

0.10 

0.06 

0.85 

- 

- 

0.0131 

0.0679 

0.001 

0.082 

0.082 

0.181 

0.009 

0.172 

0.019 

10.91 

Safe 

Ummed Garhi 

0828000403468900 

0.06 

0.28 

(52.26) 

0.22 

0.01 

0.23 

0.06 

0.90 

- 

0.0100 

0.0343 

0.2227 

0.008 

0.275 

0.275 

0.502 

0.025 

0.477 

0.082 

17.20 

Safe 

Ummedpura 

0828000403465500 

0.04 

0.00 

805.04 

0.00 

- 

0.00 

0.01 

0.22 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.014 

289.09 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.998 

3.24 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.01 

0.007 

0.41 

0.31 


Vanela Para 

0828000403472400 

2.652 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.652 

1.69 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.11 

0.02 

0.020 

0.84 

0.65 


Velari 

0828000403468000 

1.274 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.251 

3.47 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.11 

0.01 

0.009 

0.75 

0.56 


Vilri 

0828000203420200 

5.985 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.090 

4.06 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.34 

0.02 

0.029 

0.51 

0.39 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.471 

4.06 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.00 

0.003 

0.06 

0.04 


Wanda 

0828000403457000 

6.683 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.042 

4.72 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.13 

0.01 

0.008 

0.12 

0.09 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.492 

4.72 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.17 

0.01 

0.011 

0.17 

0.13 

09001002 

Aghoriya 

0828000503490400 

0.945 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.945 

4.49 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.01 

0.006 

0.77 

0.69 


Amariya Para 

0828000403479600 

2.608 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.989 

2.97 

0.018 

0.03 

0.01 

0.00 

0.00 

0.00 

0.12 

0.17 

0.10 

0.015 

0.58 

0.43 


Amarpura 

0828000403477300 

1.607 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.607 

3.93 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.16 

0.04 

0.012 

0.76 

0.57 


Amba 

0828000503487600 

2.482 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.482 

3.44 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.16 

0.00 

0.015 

0.77 

0.67 


Bagkhora 

0828000403478000 

1.579 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.683 

3.59 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.02 

0.005 

0.33 

0.25 







Non-command 

Deccan Traps 

0.803 

3.59 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.01 

0.006 

0.39 

0.29 


Bajar 

0828000403485200 

1.307 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.029 

2.88 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.02 

0.008 

0.66 

0.53 


Bankaner 

0828000403479000 

2.888 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.908 

2.74 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.13 

0.01 

0.014 

0.51 

0.39 


Bansripara 

0828000503492500 

1.178 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.896 

3.35 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.00 

0.005 

0.59 

0.53 


Baori Dooda 

0828000403476200 

2.650 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

2.34 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Berau-dhuliya 

0828000503490800 

2.618 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.618 

3.58 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.17 

0.00 

0.016 

0.77 

0.69 


Berau-natha 

0828000503492300 

1.757 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.757 

2.98 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.03 

0.011 

0.77 

0.70 


Bhandara 

0828000403480300 

1.273 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.273 

3.53 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.14 

0.15 

0.009 

0.77 

0.59 


Bharwel 

0828000503488900 

3.553 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.553 

4.36 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.26 

0.29 

0.09 

0.022 

0.77 

0.69 


Bhat Varla 

0828000503490200 

1.512 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.512 

4.46 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.11 

0.00 

0.009 

0.77 

0.69 


Bheelkua 

0828000503488700 

1.630 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.630 

4.50 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.13 

0.02 

0.010 

0.77 

0.69 


Bhonga Pura 

0828000403481300 

2.532 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.110 

4.25 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.04 

0.03 







Non-command 

Deccan Traps 

2.423 

4.25 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.24 

0.01 

0.018 

0.79 

0.63 


Bhoora Kua 

0828000503492400 

2.706 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.457 

3.09 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.13 

0.15 

0.11 

0.015 

0.70 

0.63 


Bhoora Temba Bara 

0828000403477800 

1.578 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.928 

4.63 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.11 

0.04 

0.007 

0.45 

0.33 







Non-command 

Deccan Traps 

0.651 

4.63 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.01 

0.005 

0.31 

0.23 


Bhoora Temba Chhota 

0828000403477900 

1.664 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.934 

3.96 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.10 

0.02 

0.007 

0.43 

0.32 







Non-command 

Deccan Traps 

0.730 

3.96 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.01 

0.005 

0.33 

0.25 


Bhoora-daur 

0828000503487700 

1.988 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.988 

3.80 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.14 

0.04 

0.012 

0.77 

0.68 


Bhoori-ghati 

0828000503488300 

1.854 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.279 

4.08 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.01 

0.008 

0.53 

0.48 


Bhuri Ser 

0828000403484000 

0.710 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.710 

3.59 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.04 

0.005 

0.84 

0.67 


Bijalpur-bhaliya 

0828000503488500 

0.339 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.339 

4.64 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.002 

0.77 

0.69 


Bijalpur-haliya 

0828000503488400 

2.461 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.461 

4.49 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.20 

0.03 

0.015 

0.77 

0.69 


Borkunda 

0828000403483500 

2.227 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.223 

3.49 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.18 

0.02 

0.017 

0.84 

0.67 


Charkani 

0828000403481400 

2.773 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.386 

3.61 

0.018 

0.03 

0.01 

0.00 

0.00 

0.00 

0.17 

0.22 

0.10 

0.018 

0.72 

0.57 







Non-command 

Deccan Traps 

0.327 

3.61 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.002 

0.10 

0.08 


Chelkari 

0828000403478100 

3.791 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.204 

3.47 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.002 

0.04 

0.03 


Chhalka Talai 

0828000403481000 

4.479 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.623 

4.82 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.32 

0.41 

0.00 

0.027 

0.63 

0.48 







Non-command 

Deccan Traps 

0.856 

4.82 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.00 

0.006 

0.15 

0.11 


Chhapra 

0828000403483400 

0.504 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.504 

3.39 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.04 

0.004 

0.84 

0.67 


Dabri 

0828000403477000 

2.815 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.001 

4.00 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dagal 

0828000403482200 

1.756 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.868 

2.23 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.00 

0.006 

0.39 

0.33 


Dhalar 

0828000403480700 

4.058 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.058 

2.61 

0.018 

0.08 

0.02 

0.00 

0.00 

0.00 

0.25 

0.30 

0.27 

0.030 

0.78 

0.63 


Dhoriya 

0828000403478600 

2.316 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.291 

3.21 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.12 

0.08 

0.010 

0.42 

0.32 


Dhuliya Garh 

0828000403479300 

2.756 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.756 

3.28 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.19 

0.24 

0.13 

0.020 

0.77 

0.59 


Doongiya Ki Ser 

0828000403485300 

2.826 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.459 

2.81 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.03 

0.011 

0.44 

0.35 


Gaderiya 

0828000403481500 

2.417 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.417 

2.84 

0.018 

0.03 

0.01 

0.00 

0.00 

0.00 

0.14 

0.18 

0.12 

0.018 

0.83 

0.66 


Gadooli 

0828000403483700 

1.512 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.512 

3.88 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.14 

0.02 

0.011 

0.84 

0.67 


Gamaniya Hameera 

0828000403477700 

3.059 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.057 

4.71 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.28 

0.37 

0.08 

0.023 

0.76 

0.58 







Non-command 

Deccan Traps 

0.002 

4.71 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gamaniya Moti 

0828000403480800 

2.267 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.267 

2.72 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.15 

0.00 

0.017 

0.78 

0.61 


Gameerpura 

0828000403477600 

1.588 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.760 

5.38 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.11 

0.02 

0.006 

0.36 

0.27 







Non-command 

Deccan Traps 

0.828 

5.38 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.12 

0.02 

0.006 

0.40 

0.30 


Ganeshpura 

0828000503491100 

2.326 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.594 

3.33 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.004 

0.20 

0.18 


Gangar Talai 

0828000403480900 

3.209 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.908 

3.75 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.21 

0.27 

0.07 

0.022 

0.72 

0.56 







Non-command 

Deccan Traps 

0.301 

3.75 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.002 

0.07 

0.06 


Gangar Talai Jooni 

0828000403481600 

2.489 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.489 

3.33 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.21 

0.06 

0.019 

0.81 

0.64 


Gara 

0828000403479200 

2.789 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.785 

3.21 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.21 

0.00 

0.021 

0.77 

0.63 


Garadiya 

0828000503486300 

2.425 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.157 

3.06 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.00 

0.007 

0.37 

0.30 


Godawara-manji 

0828000503489000 

1.256 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.256 

4.11 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.04 

0.008 

0.77 

0.69 


Godwara-nareng 

0828000503487900 

3.482 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.482 

4.16 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.24 

0.26 

0.06 

0.021 

0.77 

0.69 


Harmat 

0828000403480500 

3.222 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.222 

3.33 

0.018 

0.03 

0.01 

0.00 

0.00 

0.00 

0.21 

0.26 

0.09 

0.024 

0.77 

0.61 


Heja Mogji 

0828000503488100 

0.681 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.530 

3.53 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.003 

0.61 

0.52 


Heja-bhavji 

0828000503487300 

0.711 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.689 

3.63 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.02 

0.004 

0.75 

0.66 


Itala 

0828000503494000 

7.732 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.350 

2.87 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.002 

0.04 

0.03 


Jamburi 

0828000403482900 

1.303 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.303 

1.93 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.08 

0.010 

0.81 

0.66 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.04 

0.02 

337.24 

0.02 

0.00 

0.02 

0.03 

0.44 

- 

- 

0.0062 

0.0403 

0.003 

0.049 

0.049 

0.071 

0.004 

0.068 

0.017 

25.77 

Safe 

Vanela Para 

0828000403472400 

0.06 

0.13 

(15.16) 

0.11 

0.00 

0.11 

0.06 

0.90 

- 

- 

0.0192 

0.1070 

0.001 

0.127 

0.127 

0.242 

0.012 

0.230 

0.039 

16.87 

Safe 

Velari 

0828000403468000 

0.04 

0.04 

200.88 

0.05 

- 

0.05 

0.05 

0.80 

- 

- 

- 

- 

- 

- 

- 

0.046 

0.002 

0.044 

0.019 

44.29 

Safe 

Vilri 

0828000203420200 

0.06 

0.13 

171.19 

0.15 

- 

0.15 

0.04 

0.55 

- 

- 

- 

- 

- 

- 

- 

0.151 

0.008 

0.143 

0.048 

33.77 

Safe 



0.06 

0.00 

2,158.14 

0.00 

0.00 

0.00 

0.00 

0.06 

- 

- 

0.0024 

0.0127 

0.000 

0.015 

0.015 

0.017 

0.001 

0.016 

0.003 

20.69 

Safe 

Wanda 

0828000403457000 

0.04 

0.01 

2,471.62 

0.01 

- 

0.01 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.018 

311.00 

Over Exploited 



0.04 

0.01 

1,588.88 

0.01 

0.00 

0.02 

0.01 

0.18 

- 

- 

0.0093 

0.0602 

0.006 

0.075 

0.075 

0.092 

0.005 

0.087 

0.021 

24.20 

Safe 

Aghoriya 

0828000503490400 

0.05 

0.04 

94.04 

0.04 

- 

0.04 

0.05 

0.82 

- 

- 

- 

- 

- 

- 

- 

0.044 

0.002 

0.042 

0.016 

38.02 

Safe 

Amariya Para 

0828000403479600 

0.06 

0.07 

138.92 

0.08 

0.01 

0.09 

0.04 

0.62 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.113 

0.006 

0.107 

0.111 

103.27 

Over Exploited 

Amarpura 

0828000403477300 

0.02 

0.02 

558.26 

0.03 

- 

0.03 

0.05 

0.81 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.039 

0.002 

0.037 

0.055 

147.05 

Over Exploited 

Amba 

0828000503487600 

0.05 

0.10 

65.72 

0.12 

- 

0.12 

0.05 

0.83 

- 

- 

- 

- 

- 

- 

- 

0.115 

0.006 

0.109 

0.015 

13.91 

Safe 

Bagkhora 

0828000403478000 

0.06 

0.01 

425.36 

0.02 

- 

0.02 

0.02 

0.35 

- 

- 

- 

- 

- 

- 

- 

0.016 

0.001 

0.015 

0.024 

156.75 

Over Exploited 



0.02 

0.01 

1,204.09 

0.01 

- 

0.01 

0.03 

0.41 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.020 

282.71 

Over Exploited 

Bajar 

0828000403485200 

0.06 

0.04 

89.48 

0.05 

- 

0.05 

0.05 

0.71 

- 

- 

- 

- 

- 

- 

- 

0.049 

0.002 

0.047 

0.027 

57.00 

Safe 

Bankaner 

0828000403479000 

0.06 

0.06 

124.64 

0.07 

- 

0.07 

0.04 

0.55 

- 

- 

- 

- 

- 

- 

- 

0.070 

0.004 

0.067 

0.024 

36.19 

Safe 

Bansripara 

0828000503492500 

0.05 

0.03 

88.89 

0.03 

- 

0.03 

0.04 

0.63 

- 

- 

- 

- 

- 

- 

- 

0.032 

0.002 

0.030 

0.005 

18.17 

Safe 

Baori Dooda 

0828000403476200 

0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Berau-dhuliya 

0828000503490800 

0.05 

0.10 

65.54 

0.12 

- 

0.12 

0.05 

0.82 

- 

- 

- 

- 

- 

- 

- 

0.121 

0.006 

0.115 

0.016 

13.94 

Safe 

Berau-natha 

0828000503492300 

0.05 

0.07 

44.74 

0.08 

- 

0.08 

0.05 

0.83 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.091 

0.005 

0.087 

0.040 

45.76 

Safe 

Bhandara 

0828000403480300 

0.06 

0.06 

141.87 

0.07 

0.01 

0.08 

0.05 

0.82 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.110 

0.006 

0.105 

0.163 

156.00 

Over Exploited 

Bharwel 

0828000503488900 

0.05 

0.14 

112.91 

0.16 

- 

0.16 

0.05 

0.82 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.185 

0.009 

0.175 

0.108 

61.49 

Safe 

Bhat Varla 

0828000503490200 

0.05 

0.06 

92.70 

0.07 

- 

0.07 

0.05 

0.82 

- 

- 

- 

- 

- 

- 

- 

0.070 

0.003 

0.066 

0.009 

13.94 

Safe 

Bheelkua 

0828000503488700 

0.05 

0.06 

112.20 

0.08 

- 

0.08 

0.05 

0.82 

- 

- 

- 

- 

- 

- 

- 

0.075 

0.004 

0.072 

0.032 

44.64 

Safe 

Bhonga Pura 

0828000403481300 

0.06 

0.00 

4,230.03 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.02 

0.04 

525.86 

0.05 

- 

0.05 

0.05 

0.85 

- 

- 

- 

- 

- 

- 

- 

0.046 

0.002 

0.044 

0.025 

57.14 

Safe 

Bhoora Kua 

0828000503492400 

0.05 

0.09 

72.18 

0.10 

0.01 

0.11 

0.05 

0.75 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.134 

0.007 

0.127 

0.121 

95.26 

Critical 

Bhoora Temba Bara 

0828000403477800 

0.06 

0.02 

357.61 

0.03 

- 

0.03 

0.03 

0.48 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.040 

0.002 

0.038 

0.045 

118.62 

Over Exploited 



0.02 

0.00 

1,954.52 

0.00 

- 

0.00 

0.02 

0.33 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.019 

405.58 

Over Exploited 

Bhoora Temba Chhota 

0828000403477900 

0.06 

0.02 

317.84 

0.03 

- 

0.03 

0.03 

0.46 

- 

- 

- 

- 

- 

- 

- 

0.029 

0.001 

0.027 

0.026 

95.20 

Critical 



0.02 

0.00 

1,565.70 

0.01 

- 

0.01 

0.02 

0.36 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.019 

350.82 

Over Exploited 

Bhoora-daur 

0828000503487700 

0.05 

0.08 

81.56 

0.09 

- 

0.09 

0.05 

0.83 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.102 

0.005 

0.097 

0.053 

54.78 

Safe 

Bhoori-ghati 

0828000503488300 

0.05 

0.03 

188.07 

0.04 

- 

0.04 

0.04 

0.57 

- 

- 

- 

- 

- 

- 

- 

0.041 

0.002 

0.039 

0.018 

45.96 

Safe 

Bhuri Ser 

0828000403484000 

0.06 

0.04 

91.28 

0.04 

- 

0.04 

0.06 

0.90 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.053 

0.003 

0.050 

0.048 

95.82 

Critical 

Bijalpur-bhaliya 

0828000503488500 

0.05 

0.01 

184.93 

0.02 

- 

0.02 

0.05 

0.82 

- 

- 

- 

- 

- 

- 

- 

0.016 

0.001 

0.015 

0.021 

141.26 

Over Exploited 

Bijalpur-haliya 

0828000503488400 

0.05 

0.09 

105.63 

0.11 

- 

0.11 

0.05 

0.82 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.124 

0.006 

0.118 

0.044 

37.45 

Safe 

Borkunda 

0828000403483500 

0.06 

0.11 

63.66 

0.13 

- 

0.13 

0.06 

0.90 

- 

- 

- 

- 

- 

- 

- 

0.134 

0.007 

0.128 

0.036 

27.84 

Safe 

Charkani 

0828000403481400 

0.06 

0.10 

109.84 

0.12 

0.01 

0.13 

0.05 

0.76 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.153 

0.008 

0.145 

0.114 

78.28 

Semi Critical 



0.02 

0.00 

3,959.09 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.009 

1,291.35 

Over Exploited 

Chelkari 

0828000403478100 

0.02 

0.00 

9,904.03 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.002 

800.22 

Over Exploited 

Chhalka Talai 

0828000403481000 

0.06 

0.14 

201.67 

0.16 

- 

0.16 

0.04 

0.67 

- 

- 

- 

- 

- 

- 

- 

0.164 

0.008 

0.155 

0.027 

17.33 

Safe 



0.02 

0.00 

3,609.32 

0.00 

- 

0.00 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.006 

220.10 

Over Exploited 

Chhapra 

0828000403483400 

0.06 

0.03 

97.09 

0.03 

- 

0.03 

0.06 

0.90 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.041 

0.002 

0.039 

0.042 

108.34 

Over Exploited 

Dabri 

0828000403477000 

0.02 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dagal 

0828000403482200 

0.06 

0.02 

94.96 

0.02 

- 

0.02 

0.03 

0.41 

- 

- 

- 

- 

- 

- 

- 

0.024 

0.001 

0.023 

0.006 

28.02 

Safe 

Dhalar 

0828000403480700 

0.06 

0.19 

60.36 

0.23 

0.02 

0.25 

0.05 

0.83 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.297 

0.015 

0.282 

0.299 

106.21 

Over Exploited 

Dhoriya 

0828000403478600 

0.06 

0.03 

275.23 

0.04 

- 

0.04 

0.03 

0.45 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.049 

0.002 

0.047 

0.087 

184.52 

Over Exploited 

Dhuliya Garh 

0828000403479300 

0.06 

0.13 

91.50 

0.15 

0.01 

0.16 

0.05 

0.82 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.182 

0.009 

0.173 

0.145 

84.14 

Semi Critical 

Doongiya Ki Ser 

0828000403485300 

0.06 

0.04 

169.23 

0.05 

- 

0.05 

0.03 

0.47 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.056 

0.003 

0.053 

0.040 

75.20 

Semi Critical 

Gaderiya 

0828000403481500 

0.06 

0.12 

47.03 

0.14 

0.01 

0.15 

0.06 

0.88 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.174 

0.009 

0.165 

0.133 

80.42 

Semi Critical 

Gadooli 

0828000403483700 

0.06 

0.08 

85.32 

0.09 

- 

0.09 

0.06 

0.90 

- 

- 

- 

- 

- 

- 

- 

0.092 

0.005 

0.087 

0.030 

34.67 

Safe 

Gamaniya Hameera 

0828000403477700 

0.06 

0.14 

165.04 

0.17 

- 

0.17 

0.05 

0.82 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.178 

0.009 

0.169 

0.100 

58.85 

Safe 



0.02 

0.00 

835,314.37 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gamaniya Moti 

0828000403480800 

0.06 

0.11 

43.00 

0.13 

- 

0.13 

0.05 

0.83 

- 

- 

- 

- 

- 

- 

- 

0.127 

0.006 

0.120 

0.017 

14.00 

Safe 

Gameerpura 

0828000403477600 

0.06 

0.02 

553.76 

0.02 

- 

0.02 

0.03 

0.39 

- 

- 

- 

- 

- 

- 

- 

0.020 

0.001 

0.019 

0.025 

130.15 

Over Exploited 



0.02 

0.01 

1,678.60 

0.01 

- 

0.01 

0.03 

0.42 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.028 

375.17 

Over Exploited 

Ganeshpura 

0828000503491100 

0.05 

0.01 

464.50 

0.01 

- 

0.01 

0.01 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.004 

54.47 

Safe 

Gangar Talai 

0828000403480900 

0.06 

0.13 

114.48 

0.15 

- 

0.15 

0.05 

0.77 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.161 

0.008 

0.153 

0.089 

58.08 

Safe 



0.02 

0.00 

5,529.85 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.009 

1,803.82 

Over Exploited 

Gangar Talai Jooni 

0828000403481600 

0.06 

0.12 

73.17 

0.14 

- 

0.14 

0.06 

0.86 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.155 

0.008 

0.147 

0.077 

51.97 

Safe 

Gara 

0828000403479200 

0.06 

0.13 

59.44 

0.15 

- 

0.15 

0.05 

0.83 

- 

- 

- 

- 

- 

- 

- 

0.155 

0.008 

0.147 

0.021 

14.08 

Safe 

Garadiya 

0828000503486300 

0.05 

0.02 

202.72 

0.03 

- 

0.03 

0.03 

0.40 

- 

- 

- 

- 

- 

- 

- 

0.026 

0.001 

0.025 

0.007 

28.90 

Safe 

Godawara-manji 

0828000503489000 

0.05 

0.05 

101.05 

0.06 

- 

0.06 

0.05 

0.83 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.068 

0.003 

0.065 

0.046 

70.54 

Semi Critical 

Godwara-nareng 

0828000503487900 

0.05 

0.13 

96.79 

0.16 

- 

0.16 

0.05 

0.83 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.171 

0.009 

0.163 

0.081 

49.99 

Safe 

Harmat 

0828000403480500 

0.06 

0.15 

75.53 

0.18 

0.01 

0.19 

0.05 

0.82 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.208 

0.010 

0.198 

0.110 

55.57 

Safe 

Heja Mogji 

0828000503488100 

0.05 

0.02 

175.79 

0.02 

- 

0.02 

0.04 

0.65 

- 

- 

- 

- 

- 

- 

- 

0.019 

0.001 

0.018 

0.022 

121.77 

Over Exploited 

Heja-bhavji 

0828000503487300 

0.05 

0.03 

110.25 

0.03 

- 

0.03 

0.05 

0.81 

- 

- 

- 

- 

- 

- 

- 

0.031 

0.002 

0.030 

0.023 

78.46 

Semi Critical 

Itala 

0828000503494000 

0.05 

0.00 

2,647.31 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.012 

1,732.39 

Over Exploited 

Jamburi 

0828000403482900 

0.06 

0.06 

24.27 

0.08 

- 

0.08 

0.06 

0.87 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.086 

0.004 

0.082 

0.087 

105.87 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Jeerakot 

0828000503487400 

1.899 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.899 

3.46 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.12 

0.00 

0.012 

0.77 

0.65 


Jhajharwa Kalan 

0828000403483300 

1.693 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.693 

2.41 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.11 

0.06 

0.013 

0.83 

0.66 


Jhajharwa Khurd 

0828000403483200 

1.392 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.392 

2.92 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.03 

0.010 

0.84 

0.67 


Jhakoriya Modar 

0828000503489900 

1.203 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.959 

4.08 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.07 

0.006 

0.61 

0.55 


Jhakoriya-natha 

0828000503490900 

1.190 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.083 

3.73 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.03 

0.007 

0.70 

0.63 


Jogiwara 

0828000403482000 

1.421 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.421 

2.18 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.00 

0.011 

0.78 

0.66 


Jooni Timbi 

0828000403477200 

2.487 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.481 

3.57 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.23 

0.04 

0.018 

0.76 

0.57 


Kadaimal 

0828000503500100 

1.253 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.021 

3.44 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Kaliya 

0828000503500200 

1.212 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.125 

3.12 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.08 

0.07 


Kharod Chatra 

0828000503492200 

3.108 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.430 

3.39 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.15 

0.02 

0.015 

0.61 

0.55 


Kharodi 

0828000403483100 

0.480 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.480 

2.22 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.004 

0.83 

0.67 


Kharsana 

0828000403480000 

1.578 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.578 

3.45 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.13 

0.17 

0.13 

0.012 

0.76 

0.57 


Kheraleem 

0828000403479500 

4.311 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.311 

3.19 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.27 

0.36 

0.13 

0.032 

0.76 

0.57 


Kheriya 

0828000403480400 

1.158 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.158 

3.48 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.12 

0.08 

0.009 

0.76 

0.59 


Khoonta Galiya 

0828000403485400 

5.455 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.389 

4.11 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.14 

0.02 

0.010 

0.21 

0.17 


Khoonta Jeeva 

0828000503489300 

3.949 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.873 

3.03 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.21 

0.02 

0.024 

0.76 

0.67 


Khoonta Veerji 

0828000403482800 

0.982 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.982 

2.00 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.01 

0.007 

0.83 

0.67 


Khoonta-kalan 

0828000503487100 

1.870 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.003 

4.13 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khoonti Bijiya 

0828000403480200 

1.534 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.534 

4.24 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.18 

0.06 

0.011 

0.76 

0.57 


Khoonti Jalmiya 

0828000403481800 

1.143 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.143 

1.95 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.00 

0.009 

0.80 

0.65 


Khoonti Kanji 

0828000403482100 

1.290 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.290 

1.97 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.00 

0.010 

0.79 

0.66 


Khoonti Narji 

0828000403481900 

1.898 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.898 

2.03 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.00 

0.014 

0.79 

0.64 


Khundani Roopa 

0828000503489800 

1.124 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.095 

3.61 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.07 

0.06 


Khundani-hala 

0828000503491000 

2.330 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.075 

3.61 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Khunta-chatra 

0828000503491900 

1.152 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.111 

3.16 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.07 

0.07 


Khunta-ratna 

0828000503492000 

1.963 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.010 

3.01 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.00 

0.006 

0.40 

0.36 


Kundla 

0828000403484100 

1.086 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.868 

4.43 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.00 

0.006 

0.67 

0.54 


Kunpri 

0828000403483000 

0.919 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.919 

2.01 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.02 

0.007 

0.83 

0.66 


Lalawara 

0828000403476100 

6.655 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.029 

1.93 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.01 

0.008 

0.13 

0.10 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.057 

1.93 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Lankai 

0828000403482700 

1.521 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.523 

2.43 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.03 

0.004 

0.28 

0.23 


Lasoriya 

0828000503489400 

2.404 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.404 

4.26 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.17 

0.00 

0.015 

0.77 

0.69 


Mahuri 

0828000503487500 

3.591 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.591 

3.43 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.21 

0.24 

0.05 

0.022 

0.77 

0.65 


Mahuriya Bajja 

0828000503488000 

1.290 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.287 

3.94 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.02 

0.008 

0.77 

0.69 


Mandali-moti 

0828000503489200 

1.584 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.584 

3.17 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.02 

0.010 

0.77 

0.67 


Mandali-nani 

0828000503489100 

1.419 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.419 

3.55 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.00 

0.009 

0.77 

0.68 


Merana 

0828000503489600 

1.296 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.062 

3.22 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.04 

0.03 


Moti Timbi 

0828000403477500 

13.573 

Fresh 

Non-command 

Non-command 

Deccan Traps 

13.563 

5.02 

0.018 

0.09 

0.01 

0.00 

0.00 

0.00 

1.27 

1.69 

0.24 

0.101 

0.76 

0.58 


Motiya 

0828000503487800 

4.272 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.272 

3.81 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.25 

0.29 

0.02 

0.026 

0.77 

0.69 


Munna Doongri 

0828000403481700 

2.924 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.924 

2.00 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.15 

0.05 

0.022 

0.81 

0.65 


Munna Khera 

0828000403480600 

1.428 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.428 

3.16 

0.018 

0.02 

0.01 

0.00 

0.00 

0.00 

0.09 

0.11 

0.09 

0.011 

0.77 

0.62 


Nawagaon 

0828000403479400 

1.710 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.710 

3.37 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.16 

0.05 

0.013 

0.76 

0.59 



0828000503492700 

3.936 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.105 

3.78 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.02 


Panchal 

0828000403479100 

3.118 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.118 

3.09 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.25 

0.05 

0.023 

0.77 

0.59 


Peeplai Jogra 

0828000403482600 

1.528 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.142 

2.48 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.07 

0.06 


Phalwan 

0828000403467000 

8.999 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.214 

3.30 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.002 

0.02 

0.01 


Phulpuri 

0828000403481100 

2.015 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.108 

5.64 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.04 

0.03 







Non-command 

Deccan Traps 

1.907 

5.64 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.26 

0.01 

0.014 

0.73 

0.56 


Raipura 

0828000403483600 

2.199 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.601 

3.69 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.14 

0.02 

0.012 

0.61 

0.49 







Non-command 

Deccan Traps 

0.513 

3.69 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.00 

0.004 

0.20 

0.16 


Ram Ka Munna 

0828000403481200 

5.500 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.500 

5.35 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.54 

0.70 

0.10 

0.041 

0.80 

0.62 


Ratanpura Ki Tori 

0828000403479900 

0.610 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.610 

3.30 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.04 

0.005 

0.76 

0.57 


Rath Dhanraj 

0828000503490000 

3.611 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.525 

4.33 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.25 

0.28 

0.05 

0.022 

0.75 

0.68 


Rohaniya 

0828000403479800 

3.990 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.833 

3.03 

0.018 

0.05 

0.01 

0.00 

0.00 

0.00 

0.24 

0.32 

0.14 

0.028 

0.73 

0.55 


Rohaniya Laxmansingh 

0828000503490700 

1.554 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.454 

3.13 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.03 

0.009 

0.72 

0.65 


Rohaniya-ramsingh 

0828000503490600 

2.061 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.767 

3.56 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.12 

0.02 

0.011 

0.66 

0.60 


Rohanwari 

0828000403480100 

1.957 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.957 

3.75 

0.018 

0.05 

0.01 

0.00 

0.00 

0.00 

0.17 

0.22 

0.17 

0.015 

0.76 

0.57 


Rola 

0828000403484400 

1.939 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.733 

3.26 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.03 

0.005 

0.32 

0.25 


Roopa Khera 

0828000403478700 

1.650 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.007 

3.26 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sagan 

0828000403484200 

1.625 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.510 

4.77 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.03 

0.004 

0.26 

0.21 


Sagwa 

0828000503488200 

3.921 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.477 

3.75 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.03 

0.009 

0.29 

0.26 


Sajjangarh 

0828000503490100 

1.677 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.568 

4.45 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.13 

0.02 

0.010 

0.72 

0.65 


Sallo Pat 

0828000403485600 

2.724 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.202 

1.16 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.002 

0.06 

0.05 


Sangariya 

0828000403485100 

1.747 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.775 

4.47 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.06 

0.006 

0.37 

0.30 


Semal Khera 

0828000503489500 

2.901 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.261 

3.39 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.14 

0.01 

0.014 

0.60 

0.54 


Send Moti 

0828000403483800 

2.688 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.688 

3.56 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.22 

0.02 

0.020 

0.84 

0.67 


Send Nani 

0828000403483900 

1.857 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.857 

3.33 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.15 

0.02 

0.014 

0.84 

0.67 


Shambhoopura 

0828000503492100 

0.956 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.956 

2.94 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.00 

0.006 

0.77 

0.69 





Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Jeerakot 

0828000503487400 

0.05 

0.07 

58.70 

0.09 

- 

0.09 

0.05 

0.83 

- 

- 

- 

- 

- 

- 

- 

0.088 

0.004 

0.084 

0.012 

13.90 

Safe 

Jhajharwa Kalan 

0828000403483300 

0.06 

0.08 

35.53 

0.10 

- 

0.10 

0.06 

0.89 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.112 

0.006 

0.106 

0.071 

66.55 

Safe 

Jhajharwa Khurd 

0828000403483200 

0.06 

0.07 

45.29 

0.08 

- 

0.08 

0.06 

0.90 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.094 

0.005 

0.089 

0.039 

43.99 

Safe 

Jhakoriya Modar 

0828000503489900 

0.05 

0.03 

197.26 

0.04 

- 

0.04 

0.04 

0.66 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.045 

0.002 

0.043 

0.073 

169.11 

Over Exploited 

Jhakoriya-natha 

0828000503490900 

0.05 

0.04 

106.31 

0.05 

- 

0.05 

0.05 

0.75 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.056 

0.003 

0.053 

0.036 

67.40 

Safe 

Jogiwara 

0828000403482000 

0.06 

0.07 

(3.05) 

0.06 

- 

0.06 

0.05 

0.84 

- 

- 

- 

- 

- 

- 

- 

0.065 

0.003 

0.061 

0.011 

17.21 

Safe 

Jooni Timbi 

0828000403477200 

0.09 

0.17 

37.90 

0.20 

- 

0.20 

0.05 

0.81 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.213 

0.011 

0.203 

0.060 

29.82 

Safe 

Kadaimal 

0828000503500100 

0.05 

0.00 

8,455.71 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kaliya 

0828000503500200 

0.05 

0.00 

1,202.49 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Kharod Chatra 

0828000503492200 

0.05 

0.07 

99.73 

0.09 

- 

0.09 

0.04 

0.65 

- 

- 

- 

- 

- 

- 

- 

0.089 

0.004 

0.085 

0.034 

40.08 

Safe 

Kharodi 

0828000403483100 

0.06 

0.02 

48.89 

0.03 

- 

0.03 

0.06 

0.89 

- 

- 

- 

- 

- 

- 

- 

0.029 

0.001 

0.027 

0.023 

82.33 

Semi Critical 

Kharsana 

0828000403480000 

0.06 

0.07 

130.64 

0.09 

0.01 

0.10 

0.05 

0.81 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.126 

0.006 

0.120 

0.146 

121.29 

Over Exploited 

Kheraleem 

0828000403479500 

0.06 

0.20 

82.45 

0.24 

0.01 

0.25 

0.05 

0.81 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.266 

0.013 

0.253 

0.157 

62.09 

Safe 

Kheriya 

0828000403480400 

0.06 

0.05 

122.55 

0.06 

- 

0.06 

0.05 

0.82 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.074 

0.004 

0.070 

0.086 

122.13 

Over Exploited 

Khoonta Galiya 

0828000403485400 

0.06 

0.02 

672.42 

0.02 

- 

0.02 

0.01 

0.23 

- 

- 

- 

- 

- 

- 

- 

0.022 

0.001 

0.020 

0.029 

143.59 

Over Exploited 

Khoonta Jeeva 

0828000503489300 

0.05 

0.15 

43.62 

0.18 

- 

0.18 

0.05 

0.81 

- 

- 

- 

- 

- 

- 

- 

0.177 

0.009 

0.168 

0.043 

25.45 

Safe 

Khoonta Veerji 

0828000403482800 

0.06 

0.05 

(12.62) 

0.04 

- 

0.04 

0.06 

0.88 

- 

- 

- 

- 

- 

- 

- 

0.043 

0.002 

0.040 

0.017 

42.75 

Safe 

Khoonta-kalan 

0828000503487100 

0.05 

0.00 

88,737.20 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khoonti Bijiya 

0828000403480200 

0.06 

0.07 

154.39 

0.08 

- 

0.08 

0.05 

0.81 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.094 

0.005 

0.089 

0.069 

77.68 

Semi Critical 

Khoonti Jalmiya 

0828000403481800 

0.06 

0.05 

(12.13) 

0.05 

- 

0.05 

0.05 

0.85 

- 

- 

- 

- 

- 

- 

- 

0.048 

0.002 

0.046 

0.009 

18.60 

Safe 

Khoonti Kanji 

0828000403482100 

0.06 

0.06 

(12.55) 

0.05 

- 

0.05 

0.05 

0.85 

- 

- 

- 

- 

- 

- 

- 

0.054 

0.003 

0.051 

0.010 

18.83 

Safe 

Khoonti Narji 

0828000403481900 

0.06 

0.09 

(6.64) 

0.08 

- 

0.08 

0.05 

0.84 

- 

- 

- 

- 

- 

- 

- 

0.084 

0.004 

0.080 

0.014 

17.72 

Safe 

Khundani Roopa 

0828000503489800 

0.05 

0.00 

1,762.59 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

2,981.31 

Over Exploited 

Khundani-hala 

0828000503491000 

0.05 

0.00 

4,768.65 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khunta-chatra 

0828000503491900 

0.05 

0.00 

1,313.47 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.000 

0.001 

- 

Safe 

Khunta-ratna 

0828000503492000 

0.05 

0.02 

153.15 

0.02 

- 

0.02 

0.03 

0.43 

- 

- 

- 

- 

- 

- 

- 

0.024 

0.001 

0.023 

0.006 

26.98 

Safe 

Kundla 

0828000403484100 

0.06 

0.04 

141.27 

0.04 

- 

0.04 

0.05 

0.72 

- 

- 

- 

- 

- 

- 

- 

0.042 

0.002 

0.040 

0.006 

16.14 

Safe 

Kunpri 

0828000403483000 

0.06 

0.05 

15.76 

0.05 

- 

0.05 

0.06 

0.89 

- 

- 

- 

- 

- 

- 

- 

0.053 

0.003 

0.050 

0.026 

51.40 

Safe 

Lalawara 

0828000403476100 

0.06 

0.01 

643.49 

0.01 

- 

0.01 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.009 

0.018 

199.47 

Over Exploited 



0.06 

0.00 

10,370.48 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0004 

0.0023 

- 

0.003 

0.003 

0.003 

0.000 

0.003 

0.000 

16.36 

Safe 

Lankai 

0828000403482700 

0.06 

0.01 

346.23 

0.01 

- 

0.01 

0.02 

0.30 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.021 

0.001 

0.020 

0.033 

167.43 

Over Exploited 

Lasoriya 

0828000503489400 

0.05 

0.09 

84.41 

0.11 

- 

0.11 

0.05 

0.82 

- 

- 

- 

- 

- 

- 

- 

0.111 

0.006 

0.106 

0.015 

13.94 

Safe 

Mahuri 

0828000503487500 

0.05 

0.14 

75.99 

0.17 

- 

0.17 

0.05 

0.83 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.176 

0.009 

0.168 

0.070 

41.77 

Safe 

Mahuriya Bajja 

0828000503488000 

0.05 

0.05 

93.49 

0.06 

- 

0.06 

0.05 

0.82 

- 

- 

- 

- 

- 

- 

- 

0.060 

0.003 

0.057 

0.027 

47.50 

Safe 

Mandali-moti 

0828000503489200 

0.05 

0.06 

59.93 

0.07 

- 

0.07 

0.05 

0.83 

- 

- 

- 

- 

- 

- 

- 

0.074 

0.004 

0.070 

0.029 

41.06 

Safe 

Mandali-nani 

0828000503489100 

0.05 

0.05 

56.69 

0.07 

- 

0.07 

0.05 

0.83 

- 

- 

- 

- 

- 

- 

- 

0.066 

0.003 

0.063 

0.009 

13.91 

Safe 

Merana 

0828000503489600 

0.05 

0.00 

2,825.79 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Moti Timbi 

0828000403477500 

0.02 

0.21 

713.20 

0.25 

0.01 

0.26 

0.05 

0.82 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.299 

0.015 

0.284 

0.339 

119.34 

Over Exploited 

Motiya 

0828000503487800 

0.05 

0.17 

73.28 

0.20 

- 

0.20 

0.05 

0.83 

- 

- 

- 

- 

- 

- 

- 

0.198 

0.010 

0.188 

0.045 

23.98 

Safe 

Munna Doongri 

0828000403481700 

0.06 

0.14 

7.24 

0.15 

- 

0.15 

0.06 

0.87 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.163 

0.008 

0.155 

0.070 

45.07 

Safe 

Munna Khera 

0828000403480600 

0.06 

0.07 

68.28 

0.08 

0.01 

0.09 

0.05 

0.82 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.109 

0.005 

0.104 

0.097 

93.11 

Critical 

Nawagaon 

0828000403479400 

0.06 

0.08 

100.90 

0.09 

- 

0.09 

0.05 

0.82 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.104 

0.005 

0.099 

0.061 

61.41 

Safe 


0828000503492700 

0.05 

0.00 

5,716.91 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Panchal 

0828000403479100 

0.06 

0.14 

71.48 

0.17 

- 

0.17 

0.05 

0.82 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.182 

0.009 

0.173 

0.071 

41.15 

Safe 

Peeplai Jogra 

0828000403482600 

0.06 

0.00 

1,046.97 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

145.05 

Over Exploited 

Phalwan 

0828000403467000 

0.09 

0.00 

4,618.72 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

2,405.22 

Over Exploited 

Phulpuri 

0828000403481100 

0.06 

0.00 

5,101.22 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.02 

0.03 

828.03 

0.03 

- 

0.03 

0.05 

0.78 

- 

- 

- 

- 

- 

- 

- 

0.034 

0.002 

0.032 

0.021 

66.42 

Safe 

Raipura 

0828000403483600 

0.06 

0.06 

143.05 

0.07 

- 

0.07 

0.04 

0.65 

- 

- 

- 

- 

- 

- 

- 

0.071 

0.004 

0.067 

0.031 

46.14 

Safe 



0.02 

0.00 

1,978.37 

0.00 

- 

0.00 

0.01 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.004 

166.60 

Over Exploited 

Ram Ka Munna 

0828000403481200 

0.02 

0.09 

702.70 

0.10 

0.01 

0.11 

0.05 

0.85 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.135 

0.007 

0.128 

0.142 

110.67 

Over Exploited 

Ratanpura Ki Tori 

0828000403479900 

0.06 

0.03 

117.20 

0.03 

- 

0.03 

0.05 

0.81 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.043 

0.002 

0.041 

0.043 

103.24 

Over Exploited 

Rath Dhanraj 

0828000503490000 

0.05 

0.13 

108.61 

0.16 

- 

0.16 

0.05 

0.81 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.169 

0.008 

0.161 

0.070 

43.28 

Safe 

Rohaniya 

0828000403479800 

0.06 

0.17 

93.71 

0.20 

0.01 

0.21 

0.05 

0.78 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.241 

0.012 

0.229 

0.172 

75.26 

Semi Critical 

Rohaniya Laxmansingh 

0828000503490700 

0.05 

0.05 

65.41 

0.06 

- 

0.06 

0.05 

0.77 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.073 

0.004 

0.069 

0.038 

54.64 

Safe 

Rohaniya-ramsingh 

0828000503490600 

0.05 

0.06 

98.11 

0.07 

- 

0.07 

0.05 

0.71 

- 

- 

- 

- 

- 

- 

- 

0.070 

0.004 

0.067 

0.030 

44.77 

Safe 

Rohanwari 

0828000403480100 

0.06 

0.09 

150.32 

0.11 

0.01 

0.12 

0.05 

0.81 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.147 

0.007 

0.140 

0.188 

134.08 

Over Exploited 

Rola 

0828000403484400 

0.06 

0.01 

364.57 

0.02 

- 

0.02 

0.02 

0.34 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.027 

0.001 

0.025 

0.034 

135.89 

Over Exploited 

Roopa Khera 

0828000403478700 

0.06 

0.00 

32,953.60 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sagan 

0828000403484200 

0.06 

0.01 

717.70 

0.01 

- 

0.01 

0.02 

0.28 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.020 

0.001 

0.019 

0.033 

175.33 

Over Exploited 

Sagwa 

0828000503488200 

0.05 

0.02 

383.55 

0.03 

- 

0.03 

0.02 

0.31 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.036 

0.002 

0.034 

0.038 

111.79 

Over Exploited 

Sajjangarh 

0828000503490100 

0.05 

0.06 

125.56 

0.07 

- 

0.07 

0.05 

0.77 

- 

- 

- 

- 

- 

- 

- 

0.068 

0.003 

0.064 

0.029 

44.37 

Safe 

Sallo Pat 

0828000403485600 

0.06 

0.00 

583.33 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.002 

173.35 

Over Exploited 

Sangariya 

0828000403485100 

0.06 

0.02 

482.89 

0.02 

- 

0.02 

0.03 

0.40 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.031 

0.002 

0.029 

0.064 

217.37 

Over Exploited 

Semal Khera 

0828000503489500 

0.05 

0.07 

105.59 

0.08 

- 

0.08 

0.04 

0.64 

- 

- 

- 

- 

- 

- 

- 

0.082 

0.004 

0.078 

0.024 

30.69 

Safe 

Send Moti 

0828000403483800 

0.06 

0.14 

64.23 

0.16 

- 

0.16 

0.06 

0.90 

- 

- 

- 

- 

- 

- 

- 

0.163 

0.008 

0.155 

0.039 

25.14 

Safe 

Send Nani 

0828000403483900 

0.06 

0.09 

58.29 

0.11 

- 

0.11 

0.06 

0.90 

- 

- 

- 

- 

- 

- 

- 

0.113 

0.006 

0.107 

0.033 

30.62 

Safe 

Shambhoopura 

0828000503492100 

0.05 

0.04 

27.03 

0.04 

- 

0.04 

0.05 

0.83 

- 

- 

- 

- 

- 

- 

- 

0.044 

0.002 

0.042 

0.006 

13.93 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Sharda 

0828000403477100 

6.756 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.470 

3.61 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.01 

0.003 

0.05 

0.04 


Sodla Chamna 

0828000403482500 

1.225 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.869 

2.02 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.01 

0.006 

0.57 

0.47 


Sodla Dooda 

0828000403482300 

2.541 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.495 

2.14 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.01 

0.011 

0.47 

0.40 


Tanda 

0828000403478300 

0.456 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.026 

2.76 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.04 

0.03 


Tanda-mangla 

0828000503488800 

1.015 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.015 

4.67 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.05 

0.006 

0.77 

0.69 


Tanda-ratna 

0828000503490300 

1.841 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.806 

4.48 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.15 

0.17 

0.13 

0.011 

0.76 

0.68 


Tandi Moti 

0828000403478800 

2.901 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.915 

2.93 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.02 

0.007 

0.24 

0.18 


Tandi Nani 

0828000403478900 

1.062 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.022 

2.98 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.02 

0.008 

0.74 

0.56 


Tejpura 

0828000403477400 

5.286 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.284 

3.89 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.32 

0.43 

0.07 

0.032 

0.62 

0.47 


Timba-mahuri 

0828000503490500 

4.426 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.115 

3.16 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.02 


Todi-kaloo 

0828000503488600 

2.721 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.721 

4.62 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.22 

0.03 

0.017 

0.77 

0.69 

09001003 

Bagaycha 

0828000503513800 

2.438 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.438 

2.09 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.00 

0.015 

0.89 

0.83 


Bajar 

0828000403485200 

1.307 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.278 

2.88 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.002 

0.18 

0.14 


Banka-khoonta 

0828000503501600 

0.427 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.427 

1.87 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.003 

0.80 

0.70 


Bansripara 

0828000503492500 

1.178 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.279 

3.35 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.002 

0.18 

0.17 


Baori Para 

0828000503502400 

0.623 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.240 

3.73 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.001 

0.32 

0.30 







Non-command 

Deccan Traps 

0.383 

3.73 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.03 

0.002 

0.52 

0.47 


Baori-para 

0828000503501800 

1.055 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.055 

3.58 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.03 

0.006 

0.80 

0.72 


Barli Para 

0828000503501500 

0.907 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.907 

3.60 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.04 

0.006 

0.82 

0.73 


Bhandariya 

0828000503502500 

0.826 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.313 

3.79 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.002 

0.32 

0.29 







Non-command 

Deccan Traps 

0.513 

3.79 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.003 

0.52 

0.48 


Bhat Kheri 

0828000503499600 

1.269 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.269 

4.29 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.00 

0.008 

0.82 

0.74 







Non-command 

Deccan Traps 

0.000 

4.29 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bheem Khora 

0828000503503400 

1.398 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.392 

3.34 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.00 

0.009 

0.83 

0.73 







Non-command 

Deccan Traps 

0.006 

3.34 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhoora Kua 

0828000503492400 

2.706 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.248 

3.09 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.07 

0.06 


Bhoraj Jooni 

0828000503511600 

1.143 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.143 

3.08 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.00 

0.007 

0.83 

0.72 


Bhoraj Nai 

0828000503511500 

0.171 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.171 

3.17 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.83 

0.72 


Biya Para 

0828000503503800 

3.565 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.925 

3.17 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.006 

0.23 

0.22 


Bocharda 

0828000503512900 

1.602 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.602 

5.37 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.15 

0.00 

0.010 

0.85 

0.75 


Bordabra 

0828000403484500 

2.451 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.450 

5.35 

0.018 

0.03 

0.01 

0.00 

0.00 

0.00 

0.25 

0.31 

0.12 

0.018 

0.84 

0.67 


Borkunda 

0828000503513300 

2.687 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.687 

6.59 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.28 

0.31 

0.00 

0.016 

0.86 

0.76 


Chak Ghorwara 

0828000503511900 

0.218 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.218 

3.07 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.83 

0.73 


Cheeta Thala 

0828000403486100 

3.091 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.022 

4.68 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.27 

0.33 

0.04 

0.022 

0.81 

0.66 


Chhiya Ka Khoonta 

0828000503503100 

1.038 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.038 

3.59 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.01 

0.006 

0.82 

0.73 


Chhiya Sath 

0828000503502700 

0.861 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.861 

3.67 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.02 

0.005 

0.83 

0.74 


Chhotiya 

0828000503511800 

0.566 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.566 

3.61 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.003 

0.83 

0.73 


Chittaura-khalsa 

0828000503499800 

1.399 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.464 

4.61 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.01 

0.003 

0.27 

0.24 







Non-command 

Deccan Traps 

0.187 

4.61 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.11 

0.10 


Chittaura-mafi 

0828000503499900 

1.588 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.436 

5.09 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.01 

0.003 

0.22 

0.20 







Non-command 

Deccan Traps 

0.516 

5.09 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.003 

0.27 

0.24 


Chora Kalan 

0828000503513100 

2.225 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.225 

6.69 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.25 

0.00 

0.014 

0.87 

0.79 


Chora Khurd 

0828000503513200 

2.501 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.501 

6.37 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.25 

0.28 

0.00 

0.015 

0.86 

0.76 


Dagal 

0828000403482200 

1.756 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.888 

2.23 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.00 

0.007 

0.40 

0.34 


Dama-sath 

0828000503500000 

0.791 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.791 

3.45 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.00 

0.005 

0.79 

0.71 


Doongiya Ki Ser 

0828000403485300 

2.826 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.367 

2.81 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.02 

0.010 

0.41 

0.32 


Doongra-kalan 

0828000503502000 

3.123 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.829 

4.09 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.13 

0.02 

0.011 

0.49 

0.44 







Non-command 

Deccan Traps 

1.294 

4.09 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.01 

0.008 

0.35 

0.31 


Doongra-khurd 

0828000503502300 

1.001 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.001 

3.56 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.00 

0.006 

0.81 

0.73 


Gamana Mala 

0828000403486000 

1.478 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.478 

7.29 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.21 

0.26 

0.07 

0.011 

0.84 

0.67 


Ganeshpura 

0828000503491100 

2.326 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.732 

3.33 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.00 

0.011 

0.58 

0.52 


Gariya Ki Todi 

0828000503502800 

0.721 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.721 

3.92 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.004 

0.86 

0.79 


Ghorwara 

0828000503511700 

1.720 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.720 

3.09 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.00 

0.011 

0.83 

0.71 


Ghoti Ki Todi 

0828000503502100 

0.214 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.214 

3.29 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.79 

0.71 


Golamar 

0828000503500800 

1.313 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.313 

1.05 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.008 

0.81 

0.69 


Goondi Kalan 

0828000503512700 

2.987 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.987 

3.72 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.20 

0.00 

0.018 

0.85 

0.74 


Goondi Khurd 

0828000503512800 

1.584 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.584 

4.41 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.12 

0.00 

0.010 

0.85 

0.75 


Gora 

0828000503491300 

1.803 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.803 

3.42 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.11 

0.00 

0.011 

0.78 

0.69 


Goyka Bariya Sath 

0828000503501000 

1.158 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.158 

1.54 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.007 

0.80 

0.70 


Goyka Pargi Sath 

0828000503501100 

2.190 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.190 

1.36 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.02 

0.013 

0.81 

0.70 


Handi 

0828000403485000 

2.680 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.680 

6.12 

0.018 

0.06 

0.01 

0.00 

0.00 

0.00 

0.34 

0.42 

0.20 

0.020 

0.84 

0.67 


Harendar-garh 

0828000503501900 

1.259 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.255 

4.00 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.12 

0.14 

0.008 

0.80 

0.72 







Non-command 

Deccan Traps 

0.004 

4.00 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Harmatiya 

0828000403484600 

2.454 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.454 

3.43 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.19 

0.02 

0.018 

0.82 

0.67 


Himmatgarh 

0828000503513700 

1.057 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.057 

1.99 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.006 

0.88 

0.82 


Imali Jharan 

0828000503513000 

1.813 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.813 

6.19 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.19 

0.00 

0.011 

0.86 

0.76 


Jalimpura 

0828000503500900 

2.932 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.932 

1.04 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.06 

0.018 

0.81 

0.68 


Jhakoriya Modar 

0828000503489900 

1.203 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.245 

4.08 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.002 

0.16 

0.14 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Sharda 

0828000403477100 

0.09 

0.00 

1,673.12 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.011 

450.12 

Over Exploited 

Sodla Chamna 

0828000403482500 

0.06 

0.03 

24.19 

0.04 

- 

0.04 

0.04 

0.61 

- 

- 

- 

- 

- 

- 

- 

0.036 

0.002 

0.034 

0.016 

48.34 

Safe 

Sodla Dooda 

0828000403482300 

0.06 

0.04 

86.57 

0.05 

- 

0.05 

0.03 

0.50 

- 

- 

- 

- 

- 

- 

- 

0.050 

0.003 

0.048 

0.021 

44.19 

Safe 

Tanda 

0828000403478300 

0.06 

0.00 

2,360.79 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Tanda-mangla 

0828000503488800 

0.05 

0.04 

130.00 

0.05 

- 

0.05 

0.05 

0.82 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.057 

0.003 

0.054 

0.054 

100.21 

Over Exploited 

Tanda-ratna 

0828000503490300 

0.05 

0.07 

146.13 

0.08 

0.01 

0.09 

0.05 

0.81 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.122 

0.006 

0.116 

0.145 

125.16 

Over Exploited 

Tandi Moti 

0828000403478800 

0.06 

0.01 

462.85 

0.02 

- 

0.02 

0.02 

0.26 

- 

- 

- 

- 

- 

- 

- 

0.016 

0.001 

0.015 

0.026 

169.86 

Over Exploited 

Tandi Nani 

0828000403478900 

0.06 

0.05 

83.40 

0.05 

- 

0.05 

0.05 

0.79 

- 

- 

- 

- 

- 

- 

- 

0.054 

0.003 

0.052 

0.027 

51.49 

Safe 

Tejpura 

0828000403477400 

0.09 

0.24 

78.32 

0.29 

- 

0.29 

0.04 

0.66 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.297 

0.015 

0.282 

0.099 

34.99 

Safe 

Timba-mahuri 

0828000503490500 

0.05 

0.00 

5,114.46 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Todi-kaloo 

0828000503488600 

0.05 

0.10 

110.50 

0.13 

- 

0.13 

0.05 

0.82 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.136 

0.007 

0.129 

0.046 

35.38 

Safe 

Bagaycha 

0828000503513800 

0.07 

0.14 

(62.42) 

0.12 

- 

0.12 

0.06 

0.95 

- 

- 

- 

- 

- 

- 

- 

0.116 

0.006 

0.110 

0.015 

13.59 

Safe 

Bajar 

0828000403485200 

0.06 

0.00 

485.85 

0.00 

- 

0.00 

0.01 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.003 

0.002 

60.44 

Safe 

Banka-khoonta 

0828000503501600 

0.05 

0.02 

(19.97) 

0.01 

- 

0.01 

0.05 

0.86 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.013 

0.003 

20.11 

Safe 

Bansripara 

0828000503492500 

0.05 

0.00 

504.40 

0.00 

- 

0.00 

0.01 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.002 

58.24 

Safe 

Baori Para 

0828000503502400 

0.05 

0.00 

560.45 

0.00 

- 

0.00 

0.02 

0.35 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.004 

0.020 

461.44 

Over Exploited 



0.07 

0.01 

102.20 

0.02 

- 

0.02 

0.03 

0.55 

- 

- 

- 

- 

- 

- 

- 

0.016 

0.001 

0.015 

0.027 

181.67 

Over Exploited 

Baori-para 

0828000503501800 

0.05 

0.04 

75.15 

0.05 

- 

0.05 

0.05 

0.86 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.061 

0.003 

0.058 

0.035 

61.31 

Safe 

Barli Para 

0828000503501500 

0.05 

0.04 

76.95 

0.04 

- 

0.04 

0.06 

0.88 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.055 

0.003 

0.052 

0.044 

83.94 

Semi Critical 

Bhandariya 

0828000503502500 

0.05 

0.00 

290.26 

0.01 

- 

0.01 

0.02 

0.34 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.002 

33.70 

Safe 



0.07 

0.02 

19.30 

0.02 

- 

0.02 

0.03 

0.56 

- 

- 

- 

- 

- 

- 

- 

0.021 

0.001 

0.020 

0.003 

15.55 

Safe 

Bhat Kheri 

0828000503499600 

0.05 

0.05 

74.32 

0.06 

- 

0.06 

0.06 

0.87 

- 

- 

- 

- 

- 

- 

- 

0.062 

0.003 

0.059 

0.008 

13.19 

Safe 



0.07 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bheem Khora 

0828000503503400 

0.05 

0.06 

37.01 

0.07 

- 

0.07 

0.06 

0.89 

- 

- 

- 

- 

- 

- 

- 

0.069 

0.003 

0.066 

0.009 

12.95 

Safe 



0.07 

0.00 

15,295.46 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhoora Kua 

0828000503492400 

0.05 

0.00 

1,350.13 

0.00 

- 

0.00 

0.00 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.012 

1,145.06 

Over Exploited 

Bhoraj Jooni 

0828000503511600 

0.05 

0.05 

28.57 

0.06 

- 

0.06 

0.06 

0.89 

- 

- 

- 

- 

- 

- 

- 

0.057 

0.003 

0.054 

0.007 

12.91 

Safe 

Bhoraj Nai 

0828000503511500 

0.05 

0.01 

30.60 

0.01 

- 

0.01 

0.06 

0.89 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.008 

0.001 

12.94 

Safe 

Biya Para 

0828000503503800 

0.07 

0.01 

115.51 

0.02 

- 

0.02 

0.02 

0.25 

- 

- 

- 

- 

- 

- 

- 

0.017 

0.001 

0.016 

0.014 

83.36 

Semi Critical 

Bocharda 

0828000503512900 

0.05 

0.07 

114.45 

0.08 

- 

0.08 

0.06 

0.91 

- 

- 

- 

- 

- 

- 

- 

0.082 

0.004 

0.078 

0.010 

12.62 

Safe 

Bordabra 

0828000403484500 

0.06 

0.12 

152.78 

0.15 

0.01 

0.16 

0.06 

0.89 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.177 

0.009 

0.169 

0.133 

79.05 

Semi Critical 

Borkunda 

0828000503513300 

0.05 

0.12 

168.07 

0.14 

- 

0.14 

0.06 

0.92 

- 

- 

- 

- 

- 

- 

- 

0.139 

0.007 

0.132 

0.016 

12.50 

Safe 

Chak Ghorwara 

0828000503511900 

0.05 

0.01 

25.59 

0.01 

- 

0.01 

0.06 

0.89 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.010 

0.001 

12.89 

Safe 

Cheeta Thala 

0828000403486100 

0.06 

0.15 

123.63 

0.18 

- 

0.18 

0.06 

0.87 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.187 

0.009 

0.178 

0.060 

33.98 

Safe 

Chhiya Ka Khoonta 

0828000503503100 

0.05 

0.04 

47.50 

0.05 

- 

0.05 

0.06 

0.88 

- 

- 

- 

- 

- 

- 

- 

0.051 

0.003 

0.049 

0.016 

33.56 

Safe 

Chhiya Sath 

0828000503502700 

0.05 

0.04 

79.70 

0.04 

- 

0.04 

0.06 

0.88 

- 

- 

- 

- 

- 

- 

- 

0.043 

0.002 

0.041 

0.024 

59.80 

Safe 

Chhotiya 

0828000503511800 

0.05 

0.02 

47.73 

0.03 

- 

0.03 

0.06 

0.88 

- 

- 

- 

- 

- 

- 

- 

0.028 

0.001 

0.027 

0.003 

13.00 

Safe 

Chittaura-khalsa 

0828000503499800 

0.05 

0.01 

473.97 

0.01 

- 

0.01 

0.02 

0.28 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.013 

182.70 

Over Exploited 



0.07 

0.00 

611.95 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.001 

75.45 

Semi Critical 

Chittaura-mafi 

0828000503499900 

0.05 

0.00 

644.32 

0.01 

- 

0.01 

0.02 

0.24 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.013 

226.73 

Over Exploited 



0.07 

0.01 

216.43 

0.01 

- 

0.01 

0.02 

0.28 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.010 

0.011 

107.24 

Over Exploited 

Chora Kalan 

0828000503513100 

0.05 

0.10 

154.08 

0.12 

- 

0.12 

0.06 

0.93 

- 

- 

- 

- 

- 

- 

- 

0.116 

0.006 

0.110 

0.014 

12.36 

Safe 

Chora Khurd 

0828000503513200 

0.05 

0.11 

163.73 

0.13 

- 

0.13 

0.06 

0.91 

- 

- 

- 

- 

- 

- 

- 

0.128 

0.006 

0.122 

0.015 

12.58 

Safe 

Dagal 

0828000403482200 

0.06 

0.02 

90.75 

0.03 

- 

0.03 

0.03 

0.42 

- 

- 

- 

- 

- 

- 

- 

0.025 

0.001 

0.024 

0.007 

27.41 

Safe 

Dama-sath 

0828000503500000 

0.05 

0.03 

44.96 

0.04 

- 

0.04 

0.05 

0.85 

- 

- 

- 

- 

- 

- 

- 

0.038 

0.002 

0.036 

0.005 

13.53 

Safe 

Doongiya Ki Ser 

0828000403485300 

0.06 

0.03 

189.53 

0.04 

- 

0.04 

0.03 

0.44 

- 

- 

- 

- 

- 

- 

- 

0.040 

0.002 

0.038 

0.029 

76.36 

Semi Critical 

Doongra-kalan 

0828000503502000 

0.05 

0.04 

200.27 

0.05 

- 

0.05 

0.03 

0.52 

- 

- 

- 

- 

- 

- 

- 

0.054 

0.003 

0.051 

0.030 

59.35 

Safe 



0.07 

0.03 

95.31 

0.04 

- 

0.04 

0.02 

0.37 

- 

- 

- 

- 

- 

- 

- 

0.036 

0.002 

0.034 

0.016 

46.99 

Safe 

Doongra-khurd 

0828000503502300 

0.05 

0.04 

46.74 

0.05 

- 

0.05 

0.05 

0.87 

- 

- 

- 

- 

- 

- 

- 

0.049 

0.002 

0.046 

0.006 

13.25 

Safe 

Gamana Mala 

0828000403486000 

0.06 

0.07 

250.26 

0.09 

- 

0.09 

0.06 

0.90 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.100 

0.005 

0.095 

0.078 

82.24 

Semi Critical 

Ganeshpura 

0828000503491100 

0.05 

0.05 

93.71 

0.06 

- 

0.06 

0.04 

0.62 

- 

- 

- 

- 

- 

- 

- 

0.060 

0.003 

0.057 

0.011 

18.68 

Safe 

Gariya Ki Todi 

0828000503502800 

0.07 

0.04 

(25.79) 

0.03 

- 

0.03 

0.06 

0.92 

- 

- 

- 

- 

- 

- 

- 

0.033 

0.002 

0.031 

0.004 

14.11 

Safe 

Ghorwara 

0828000503511700 

0.05 

0.07 

30.76 

0.09 

- 

0.09 

0.06 

0.89 

- 

- 

- 

- 

- 

- 

- 

0.086 

0.004 

0.081 

0.011 

12.96 

Safe 

Ghoti Ki Todi 

0828000503502100 

0.05 

0.01 

171.28 

0.01 

- 

0.01 

0.05 

0.84 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.001 

0.010 

0.020 

211.05 

Over Exploited 

Golamar 

0828000503500800 

0.05 

0.05 

(54.15) 

0.04 

- 

0.04 

0.06 

0.87 

- 

- 

- 

- 

- 

- 

- 

0.043 

0.002 

0.041 

0.008 

19.82 

Safe 

Goondi Kalan 

0828000503512700 

0.05 

0.13 

60.15 

0.15 

- 

0.15 

0.06 

0.90 

- 

- 

- 

- 

- 

- 

- 

0.152 

0.008 

0.144 

0.018 

12.72 

Safe 

Goondi Khurd 

0828000503512800 

0.05 

0.07 

77.34 

0.08 

- 

0.08 

0.06 

0.91 

- 

- 

- 

- 

- 

- 

- 

0.081 

0.004 

0.077 

0.010 

12.66 

Safe 

Gora 

0828000503491300 

0.05 

0.07 

49.18 

0.08 

- 

0.08 

0.05 

0.84 

- 

- 

- 

- 

- 

- 

- 

0.085 

0.004 

0.080 

0.011 

13.74 

Safe 

Goyka Bariya Sath 

0828000503501000 

0.05 

0.05 

(9.04) 

0.04 

- 

0.04 

0.05 

0.85 

- 

- 

- 

- 

- 

- 

- 

0.042 

0.002 

0.040 

0.026 

65.25 

Safe 

Goyka Pargi Sath 

0828000503501100 

0.05 

0.09 

(28.17) 

0.07 

- 

0.07 

0.06 

0.87 

- 

- 

- 

- 

- 

- 

- 

0.071 

0.004 

0.067 

0.032 

48.12 

Safe 

Handi 

0828000403485000 

0.06 

0.14 

212.36 

0.16 

0.01 

0.17 

0.06 

0.90 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.213 

0.011 

0.202 

0.222 

109.73 

Over Exploited 

Harendar-garh 

0828000503501900 

0.05 

0.05 

132.67 

0.06 

0.01 

0.07 

0.05 

0.85 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.100 

0.005 

0.095 

0.152 

159.46 

Over Exploited 



0.07 

0.00 

18,598.70 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Harmatiya 

0828000403484600 

0.06 

0.12 

58.48 

0.14 

- 

0.14 

0.06 

0.87 

- 

- 

- 

- 

- 

- 

- 

0.144 

0.007 

0.137 

0.037 

27.14 

Safe 

Himmatgarh 

0828000503513700 

0.07 

0.06 

(63.28) 

0.05 

- 

0.05 

0.06 

0.94 

- 

- 

- 

- 

- 

- 

- 

0.050 

0.002 

0.047 

0.006 

13.74 

Safe 

Imali Jharan 

0828000503513000 

0.05 

0.08 

144.79 

0.09 

- 

0.09 

0.06 

0.91 

- 

- 

- 

- 

- 

- 

- 

0.093 

0.005 

0.088 

0.011 

12.57 

Safe 

Jalimpura 

0828000503500900 

0.05 

0.12 

(34.29) 

0.10 

- 

0.10 

0.06 

0.87 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.105 

0.005 

0.100 

0.076 

75.84 

Semi Critical 

Jhakoriya Modar 

0828000503489900 

0.05 

0.00 

1,347.04 

0.00 

- 

0.00 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.021 

936.05 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Jhakoriya-natha 

082800050349090C 

1.190 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.107 

3.73 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.07 

0.06 


Jhalakiya 

0828000503491600 

1.059 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.059 

3.60 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.01 

0.006 

0.80 

0.69 


Jhermoti 

0828000403484800 

1.560 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.560 

3.97 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.16 

0.07 

0.012 

0.82 

0.68 


Jhernani 

0828000403484700 

2.741 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.712 

4.59 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.24 

0.29 

0.05 

0.020 

0.82 

0.67 


Kadaimal 

0828000503500100 

1.253 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.178 

3.44 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.05 

0.007 

0.74 

0.67 


Kalakhet 

0828000503491800 

1.277 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.252 

3.25 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.01 

0.008 

0.76 

0.68 


Kaliya 

0828000503500200 

1.212 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.088 

3.12 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.02 

0.007 

0.70 

0.62 


Kanchla 

0828000503512000 

1.897 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.897 

2.90 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.00 

0.012 

0.84 

0.74 


Karmi 

0828000503512300 

5.416 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.463 

2.21 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.00 

0.021 

0.58 

0.54 


Kasarwari 

0828000503512100 

5.078 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.651 

2.59 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.004 

0.11 

0.10 







Non-command 

Deccan Traps 

4.427 

2.59 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.14 

0.00 

0.027 

0.75 

0.68 


Kawwa Ki Chhayan 

0828000503514100 

2.005 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.572 

2.20 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.02 

0.010 

0.71 

0.66 


Kharod Chatra 

0828000503492200 

3.108 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.378 

3.39 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.002 

0.10 

0.09 







Non-command 

Deccan Traps 

0.015 

3.39 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khoonta Galiya 

0828000403485400 

5.455 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.066 

4.11 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.31 

0.39 

0.06 

0.030 

0.63 

0.50 


Khoonta Jeeva 

0828000503489300 

3.949 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.076 

3.03 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Khoonta Roopji 

0828000503501300 

0.297 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.297 

3.38 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.08 

0.002 

0.81 

0.72 


Khundani Roopa 

0828000503489800 

1.124 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.029 

3.61 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.07 

0.006 

0.71 

0.63 


Khundani-hala 

0828000503491000 

2.330 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.256 

3.61 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.15 

0.03 

0.014 

0.75 

0.67 


Khunta Dalji Mala 

0828000403484900 

3.018 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.015 

6.99 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.39 

0.49 

0.07 

0.022 

0.84 

0.67 


Khunta-chatra 

0828000503491900 

1.152 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.041 

3.16 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.02 

0.006 

0.70 

0.63 


Khunta-ratna 

0828000503492000 

1.963 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.953 

3.01 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.00 

0.006 

0.38 

0.34 


Kishanpara 

0828000503499300 

0.959 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.959 

4.60 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.03 

0.006 

0.87 

0.81 


Koi Doban 

0828000503512400 

3.631 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.288 

3.11 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.12 

0.00 

0.014 

0.54 

0.49 







Non-command 

Deccan Traps 

1.344 

3.11 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.00 

0.008 

0.32 

0.29 


Kumbhpura 

0828000503491700 

1.057 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.057 

3.56 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.00 

0.006 

0.78 

0.69 


Kunda 

0828000503499400 

1.592 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.592 

3.19 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.11 

0.08 

0.010 

0.78 

0.70 


Kundla 

0828000403484100 

1.086 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.218 

4.43 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.002 

0.17 

0.13 


Kunpra 

0828000403482400 

0.636 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.636 

2.43 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.005 

0.80 

0.68 


Kushli Para 

0828000503501400 

1.308 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.308 

2.82 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.03 

0.008 

0.81 

0.71 


Lankai 

0828000403482700 

1.521 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.998 

2.43 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.06 

0.007 

0.54 

0.44 


Machchar-para 

0828000503501700 

0.561 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.561 

3.22 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.08 

0.003 

0.80 

0.72 


Mahuri 

0828000503503200 

2.174 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.046 

3.77 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.00 

0.006 

0.40 

0.36 







Non-command 

Deccan Traps 

1.128 

3.77 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.00 

0.007 

0.44 

0.39 


Mahuriya-natha 

0828000503491400 

1.970 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.970 

3.57 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.12 

0.00 

0.012 

0.80 

0.68 


Maiyawat 

0828000503489700 

2.148 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.148 

3.17 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.13 

0.02 

0.013 

0.78 

0.69 


Markhemji 

0828000503491500 

1.644 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.644 

3.57 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.00 

0.010 

0.80 

0.68 


Maska Kalan 

0828000503511300 

4.194 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.194 

3.57 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.17 

0.00 

0.026 

0.87 

0.80 


Maska Khurd 

0828000503503600 

6.041 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.973 

3.17 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.18 

0.19 

0.08 

0.030 

0.72 

0.66 


Mehndi Khera 

0828000403486200 

1.568 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.568 

3.37 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.13 

0.04 

0.012 

0.83 

0.67 


Merana 

0828000503489600 

1.296 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.234 

3.22 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.00 

0.008 

0.74 

0.66 


Motapara 

0828000503499500 

1.971 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.005 

5.17 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Deccan Traps 

1.721 

5.17 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.11 

0.03 

0.011 

0.74 

0.69 


Muniya Khoonta 

0828000503512500 

4.865 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.865 

3.00 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.26 

0.00 

0.030 

0.84 

0.73 


Munna Doongar 

0828000403485900 

4.685 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.685 

4.00 

0.018 

0.04 

0.00 

0.00 

0.00 

0.00 

0.37 

0.46 

0.12 

0.035 

0.84 

0.67 


Nalpara 

0828000503503900 

2.081 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.394 

4.38 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.03 

0.009 

0.59 

0.55 


Palakpara 

0828000503504000 

1.940 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.000 

4.05 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Panch Mahura 

0828000403485500 

5.043 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.043 

2.61 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.25 

0.32 

0.03 

0.037 

0.84 

0.67 


Pandwal Lunja 

0828000503500500 

2.049 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.049 

2.66 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.02 

0.013 

0.79 

0.70 


Pandwal Unkar 

0828000503500400 

3.402 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.383 

2.07 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.13 

0.00 

0.021 

0.79 

0.69 


Patariya 

0828000503502600 

0.786 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.786 

3.31 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.00 

0.005 

0.82 

0.72 


Peeplai Jogra 

0828000403482600 

1.528 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.387 

2.48 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.02 

0.010 

0.73 

0.61 


Phoolpuri 

0828000503514000 

1.770 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.160 

2.45 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.08 

0.08 







Non-command 

Deccan Traps 

1.149 

2.45 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.007 

0.58 

0.54 


Pola Pan 

0828000403485700 

4.386 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.386 

0.97 

0.018 

0.03 

0.01 

0.00 

0.00 

0.00 

0.09 

0.12 

0.10 

0.033 

0.84 

0.67 


Rawta Sath 

0828000503499700 

2.600 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.600 

2.90 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.14 

0.03 

0.016 

0.79 

0.71 


Renganiya 

0828000503503700 

0.900 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.882 

3.61 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.005 

0.87 

0.81 


Rohaniya Mehaji 

0828000503500700 

1.240 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.240 

2.24 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.02 

0.008 

0.81 

0.68 


Rohaniya-manna 

0828000503500600 

1.174 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.174 

3.13 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.00 

0.007 

0.79 

0.69 


Rola 

0828000403484400 

1.939 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.205 

3.26 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.04 

0.009 

0.52 

0.42 


Roopgarh 

0828000503501200 

2.289 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.289 

2.16 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.02 

0.014 

0.81 

0.70 


Roopji Para 

0828000503513600 

0.248 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.248 

6.61 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.002 

0.86 

0.78 


Sadariya 

0828000503513500 

3.184 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.811 

3.62 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.12 

0.02 

0.011 

0.50 

0.45 







Non-command 

Deccan Traps 

1.373 

3.62 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.01 

0.008 

0.38 

0.34 


Sagan 

0828000403484200 

1.625 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.115 

4.77 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.14 

0.06 

0.008 

0.58 

0.46 


Sallo Pat 

0828000403485600 

2.724 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.522 

1.16 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.04 

0.019 

0.78 

0.62 


Salon 

0828000503511400 

1.754 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.754 

2.93 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.00 

0.011 

0.83 

0.71 


Samlaser 

0828000503491200 

1.553 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.553 

3.49 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.00 

0.010 

0.78 

0.69 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Jhakoriya-natha 

082800050349090C 

0.05 

0.00 

1,714.89 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Jhalakiya 

0828000503491600 

0.05 

0.04 

57.40 

0.05 

- 

0.05 

0.05 

0.85 

- 

- 

- 

- 

- 

- 

- 

0.051 

0.003 

0.048 

0.016 

34.34 

Safe 

Jhermoti 

0828000403484800 

0.06 

0.08 

102.89 

0.09 

- 

0.09 

0.06 

0.88 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.102 

0.005 

0.097 

0.079 

80.81 

Semi Critical 

Jhernani 

0828000403484700 

0.06 

0.13 

118.86 

0.16 

- 

0.16 

0.06 

0.88 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.170 

0.009 

0.162 

0.068 

42.14 

Safe 

Kadaimal 

0828000503500100 

0.05 

0.04 

80.35 

0.05 

- 

0.05 

0.05 

0.79 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.062 

0.003 

0.059 

0.055 

93.21 

Critical 

Kalakhet 

0828000503491800 

0.05 

0.05 

66.70 

0.06 

- 

0.06 

0.05 

0.82 

- 

- 

- 

- 

- 

- 

- 

0.057 

0.003 

0.055 

0.018 

32.44 

Safe 

Kaliya 

0828000503500200 

0.05 

0.04 

79.21 

0.05 

- 

0.05 

0.05 

0.75 

- 

- 

- 

- 

- 

- 

- 

0.046 

0.002 

0.043 

0.026 

59.34 

Safe 

Kanchla 

0828000503512000 

0.05 

0.08 

18.20 

0.09 

- 

0.09 

0.06 

0.90 

- 

- 

- 

- 

- 

- 

- 

0.094 

0.005 

0.089 

0.012 

13.01 

Safe 

Karmi 

0828000503512300 

0.07 

0.13 

(30.47) 

0.11 

- 

0.11 

0.04 

0.61 

- 

- 

- 

- 

- 

- 

- 

0.106 

0.005 

0.101 

0.021 

21.09 

Safe 

Kasarwari 

0828000503512100 

0.05 

0.00 

676.82 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.004 

97.48 

Critical 



0.07 

0.22 

(37.59) 

0.18 

- 

0.18 

0.05 

0.80 

- 

- 

- 

- 

- 

- 

- 

0.177 

0.009 

0.168 

0.027 

16.17 

Safe 

Kawwa Ki Chhayan 

0828000503514100 

0.07 

0.07 

(35.79) 

0.06 

- 

0.06 

0.05 

0.75 

- 

- 

- 

- 

- 

- 

- 

0.059 

0.003 

0.056 

0.027 

47.48 

Safe 

Kharod Chatra 

0828000503492200 

0.05 

0.00 

1,085.45 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.002 

113.19 

Over Exploited 



0.07 

0.00 

14,955.59 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khoonta Galiya 

0828000403485400 

0.06 

0.15 

156.22 

0.18 

- 

0.18 

0.04 

0.67 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.194 

0.010 

0.184 

0.088 

47.83 

Safe 

Khoonta Jeeva 

0828000503489300 

0.05 

0.00 

6,826.64 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khoonta Roopji 

0828000503501300 

0.05 

0.01 

226.66 

0.01 

- 

0.01 

0.06 

0.87 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.025 

0.001 

0.023 

0.079 

338.51 

Over Exploited 

Khundani Roopa 

0828000503489800 

0.05 

0.04 

132.36 

0.04 

- 

0.04 

0.05 

0.76 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.054 

0.003 

0.051 

0.073 

143.72 

Over Exploited 

Khundani-hala 

0828000503491000 

0.05 

0.08 

74.38 

0.10 

- 

0.10 

0.05 

0.80 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.111 

0.006 

0.106 

0.043 

40.51 

Safe 

Khunta Dalji Mala 

0828000403484900 

0.06 

0.15 

220.35 

0.18 

- 

0.18 

0.06 

0.90 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.193 

0.010 

0.183 

0.089 

48.84 

Safe 

Khunta-chatra 

0828000503491900 

0.05 

0.04 

81.87 

0.04 

- 

0.04 

0.05 

0.75 

- 

- 

- 

- 

- 

- 

- 

0.044 

0.002 

0.041 

0.025 

61.17 

Safe 

Khunta-ratna 

0828000503492000 

0.05 

0.02 

168.54 

0.02 

- 

0.02 

0.03 

0.40 

- 

- 

- 

- 

- 

- 

- 

0.021 

0.001 

0.020 

0.006 

28.61 

Safe 

Kishanpara 

0828000503499300 

0.07 

0.06 

5.29 

0.06 

- 

0.06 

0.06 

0.92 

- 

- 

- 

- 

- 

- 

- 

0.058 

0.003 

0.055 

0.031 

55.85 

Safe 

Koi Doban 

0828000503512400 

0.05 

0.06 

90.29 

0.07 

- 

0.07 

0.04 

0.58 

- 

- 

- 

- 

- 

- 

- 

0.075 

0.004 

0.071 

0.014 

19.81 

Safe 



0.07 

0.03 

62.42 

0.03 

- 

0.03 

0.02 

0.34 

- 

- 

- 

- 

- 

- 

- 

0.034 

0.002 

0.032 

0.008 

25.35 

Safe 

Kumbhpura 

0828000503491700 

0.05 

0.04 

54.80 

0.05 

- 

0.05 

0.05 

0.84 

- 

- 

- 

- 

- 

- 

- 

0.050 

0.002 

0.047 

0.006 

13.73 

Safe 

Kunda 

0828000503499400 

0.05 

0.06 

72.77 

0.07 

- 

0.07 

0.05 

0.84 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.085 

0.004 

0.080 

0.087 

107.86 

Over Exploited 

Kundla 

0828000403484100 

0.06 

0.00 

854.72 

0.00 

- 

0.00 

0.01 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.002 

64.14 

Safe 

Kunpra 

0828000403482400 

0.06 

0.03 

4.32 

0.03 

- 

0.03 

0.05 

0.85 

- 

- 

- 

- 

- 

- 

- 

0.032 

0.002 

0.030 

0.015 

48.92 

Safe 

Kushli Para 

0828000503501400 

0.05 

0.05 

40.31 

0.06 

- 

0.06 

0.05 

0.86 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.073 

0.004 

0.070 

0.037 

53.18 

Safe 

Lankai 

0828000403482700 

0.06 

0.03 

137.00 

0.04 

- 

0.04 

0.04 

0.58 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.049 

0.002 

0.046 

0.065 

140.72 

Over Exploited 

Machchar-para 

0828000503501700 

0.05 

0.02 

134.51 

0.03 

- 

0.03 

0.05 

0.86 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.037 

0.002 

0.035 

0.080 

228.42 

Over Exploited 

Mahuri 

0828000503503200 

0.05 

0.02 

210.59 

0.03 

- 

0.03 

0.03 

0.43 

- 

- 

- 

- 

- 

- 

- 

0.025 

0.001 

0.024 

0.006 

26.61 

Safe 



0.07 

0.03 

44.45 

0.04 

- 

0.04 

0.03 

0.46 

- 

- 

- 

- 

- 

- 

- 

0.039 

0.002 

0.037 

0.007 

18.56 

Safe 

Mahuriya-natha 

0828000503491400 

0.05 

0.08 

56.65 

0.09 

- 

0.09 

0.05 

0.85 

- 

- 

- 

- 

- 

- 

- 

0.094 

0.005 

0.089 

0.012 

13.51 

Safe 

Maiyawat 

0828000503489700 

0.05 

0.08 

52.10 

0.10 

- 

0.10 

0.05 

0.84 

- 

- 

- 

- 

- 

- 

- 

0.101 

0.005 

0.096 

0.032 

33.56 

Safe 

Markhemji 

0828000503491500 

0.05 

0.07 

57.10 

0.08 

- 

0.08 

0.06 

0.86 

- 

- 

- 

- 

- 

- 

- 

0.079 

0.004 

0.075 

0.010 

13.38 

Safe 

Maska Kalan 

0828000503511300 

0.07 

0.24 

(28.57) 

0.19 

- 

0.19 

0.06 

0.92 

- 

- 

- 

- 

- 

- 

- 

0.194 

0.010 

0.184 

0.026 

13.99 

Safe 

Maska Khurd 

0828000503503600 

0.07 

0.24 

(19.27) 

0.19 

0.01 

0.20 

0.05 

0.77 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.222 

0.011 

0.211 

0.114 

54.29 

Safe 

Mehndi Khera 

0828000403486200 

0.06 

0.08 

61.56 

0.09 

- 

0.09 

0.06 

0.89 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.104 

0.005 

0.099 

0.050 

50.21 

Safe 

Merana 

0828000503489600 

0.05 

0.05 

47.28 

0.05 

- 

0.05 

0.05 

0.79 

- 

- 

- 

- 

- 

- 

- 

0.055 

0.003 

0.052 

0.008 

14.57 

Safe 

Motapara 

0828000503499500 

0.05 

0.00 

87,232.83 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.08 

26.26 

0.10 

- 

0.10 

0.05 

0.79 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.112 

0.006 

0.106 

0.045 

41.91 

Safe 

Muniya Khoonta 

0828000503512500 

0.05 

0.20 

28.70 

0.25 

- 

0.25 

0.06 

0.90 

- 

- 

- 

- 

- 

- 

- 

0.245 

0.012 

0.233 

0.030 

12.79 

Safe 

Munna Doongar 

0828000403485900 

0.06 

0.24 

94.83 

0.28 

- 

0.28 

0.06 

0.90 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.305 

0.015 

0.290 

0.150 

51.74 

Safe 

Nalpara 

0828000503503900 

0.07 

0.05 

38.77 

0.07 

- 

0.07 

0.04 

0.63 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.076 

0.004 

0.072 

0.043 

59.22 

Safe 

Palakpara 

0828000503504000 

0.03 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Panch Mahura 

0828000403485500 

0.06 

0.26 

23.34 

0.31 

- 

0.31 

0.06 

0.90 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.317 

0.016 

0.301 

0.066 

22.11 

Safe 

Pandwal Lunja 

0828000503500500 

0.05 

0.08 

28.47 

0.10 

- 

0.10 

0.05 

0.84 

- 

- 

- 

- 

- 

- 

- 

0.097 

0.005 

0.092 

0.032 

34.37 

Safe 

Pandwal Unkar 

0828000503500400 

0.05 

0.13 

(1.18) 

0.13 

- 

0.13 

0.05 

0.84 

- 

- 

- 

- 

- 

- 

- 

0.132 

0.007 

0.125 

0.021 

16.60 

Safe 

Patariya 

0828000503502600 

0.05 

0.03 

37.75 

0.04 

- 

0.04 

0.06 

0.87 

- 

- 

- 

- 

- 

- 

- 

0.039 

0.002 

0.037 

0.005 

13.17 

Safe 

Peeplai Jogra 

0828000403482600 

0.06 

0.06 

37.85 

0.07 

- 

0.07 

0.05 

0.78 

- 

- 

- 

- 

- 

- 

- 

0.073 

0.004 

0.070 

0.029 

42.09 

Safe 

Phoolpuri 

0828000503514000 

0.05 

0.00 

876.19 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

- 

Safe 



0.07 

0.04 

(32.51) 

0.04 

- 

0.04 

0.04 

0.62 

- 

- 

- 

- 

- 

- 

- 

0.036 

0.002 

0.034 

0.007 

20.85 

Safe 

Pola Pan 

0828000403485700 

0.06 

0.22 

(46.32) 

0.18 

0.01 

0.19 

0.06 

0.90 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.208 

0.010 

0.197 

0.129 

65.15 

Safe 

Rawta Sath 

0828000503499700 

0.05 

0.10 

33.90 

0.12 

- 

0.12 

0.05 

0.85 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.134 

0.007 

0.127 

0.045 

35.32 

Safe 

Renganiya 

0828000503503700 

0.07 

0.05 

(12.16) 

0.04 

- 

0.04 

0.06 

0.92 

- 

- 

- 

- 

- 

- 

- 

0.045 

0.002 

0.042 

0.022 

52.88 

Safe 

Rohaniya Mehaji 

0828000503500700 

0.05 

0.05 

22.21 

0.06 

- 

0.06 

0.06 

0.87 

- 

- 

- 

- 

- 

- 

- 

0.060 

0.003 

0.057 

0.027 

46.30 

Safe 

Rohaniya-manna 

0828000503500600 

0.05 

0.05 

36.00 

0.06 

- 

0.06 

0.05 

0.84 

- 

- 

- 

- 

- 

- 

- 

0.056 

0.003 

0.053 

0.007 

13.61 

Safe 

Rola 

0828000403484400 

0.06 

0.04 

161.30 

0.05 

- 

0.05 

0.04 

0.55 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.055 

0.003 

0.052 

0.047 

89.72 

Semi Critical 

Roopgarh 

0828000503501200 

0.05 

0.09 

4.76 

0.10 

- 

0.10 

0.06 

0.87 

- 

- 

- 

- 

- 

- 

- 

0.098 

0.005 

0.093 

0.033 

35.66 

Safe 

Roopji Para 

0828000503513600 

0.05 

0.01 

154.37 

0.01 

- 

0.01 

0.06 

0.92 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.012 

0.002 

12.45 

Safe 

Sadariya 

0828000503513500 

0.05 

0.04 

164.04 

0.05 

- 

0.05 

0.03 

0.53 

- 

- 

- 

- 

- 

- 

- 

0.054 

0.003 

0.051 

0.030 

58.74 

Safe 



0.07 

0.03 

58.33 

0.04 

- 

0.04 

0.02 

0.40 

- 

- 

- 

- 

- 

- 

- 

0.041 

0.002 

0.039 

0.016 

41.92 

Safe 

Sagan 

0828000403484200 

0.06 

0.04 

267.44 

0.05 

- 

0.05 

0.04 

0.62 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.056 

0.003 

0.054 

0.066 

123.85 

Over Exploited 

Sallo Pat 

0828000403485600 

0.06 

0.12 

(24.16) 

0.09 

- 

0.09 

0.05 

0.83 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.105 

0.005 

0.099 

0.057 

57.10 

Safe 

Salon 

0828000503511400 

0.05 

0.07 

24.73 

0.09 

- 

0.09 

0.06 

0.88 

- 

- 

- 

- 

- 

- 

- 

0.087 

0.004 

0.083 

0.011 

13.02 

Safe 

Samlaser 

0828000503491200 

0.05 

0.06 

51.43 

0.07 

- 

0.07 

0.05 

0.83 

- 

- 

- 

- 

- 

- 

- 

0.073 

0.004 

0.069 

0.010 

13.82 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Sangariya 

082800040348510C 

1.747 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.972 

4.47 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.12 

0.08 

0.007 

0.47 

0.37 


Sarsiya Para 

082800050350030C 

0.854 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.854 

3.27 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.04 

0.005 

0.79 

0.70 


Satsera Kalan 

082800050351390C 

2.011 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.592 

3.92 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.11 

0.01 

0.010 

0.70 

0.64 







Non-command 

Deccan Traps 

0.419 

3.92 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.003 

0.18 

0.17 


Satsera Khurd 

082800050351340C 

0.893 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.893 

5.92 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.00 

0.005 

0.87 

0.79 


Semal Khera 

082800050348950C 

2.901 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.640 

3.39 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.00 

0.004 

0.17 

0.15 


Shivpura 

082800040348430C 

0.615 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.615 

6.28 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.11 

0.08 

0.005 

0.84 

0.67 


Sodla Chamna 

082800040348250C 

1.225 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.356 

2.02 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.003 

0.23 

0.19 


Sodla Dooda 

082800040348230C 

2.541 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.046 

2.14 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.00 

0.008 

0.33 

0.28 


Somaji Para 

082800050350220C 

0.666 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.006 

5.22 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Deccan Traps 

0.503 

5.22 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.03 

0.003 

0.63 

0.58 


Talai Para 

082800050350350C 

1.030 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.983 

3.64 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.00 

0.006 

0.79 

0.70 







Non-command 

Deccan Traps 

0.047 

3.64 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.04 

0.03 


Tandi Kalan 

082800050350300C 

1.570 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.570 

2.81 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.03 

0.010 

0.82 

0.71 


Tandi Khurd 

082800050350290C 

3.275 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.275 

2.88 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.18 

0.00 

0.020 

0.82 

0.71 


Tarkiya 

082800040348580C 

3.085 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.085 

2.10 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.17 

0.05 

0.023 

0.84 

0.67 


Thoonthi 

082800050350330C 

1.255 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.428 

3.25 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.003 

0.29 

0.26 







Non-command 

Deccan Traps 

0.827 

3.25 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.005 

0.56 

0.49 


Todi 

082800050351220C 

2.376 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.376 

2.99 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.00 

0.015 

0.86 

0.79 


Vageri 

082800050351260C 

3.220 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.220 

3.54 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.21 

0.00 

0.020 

0.84 

0.72 

09001004 

Akhepur 

082800050351730C 

1.431 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.292 

3.48 

0.018 

0.03 

0.01 

0.00 

0.00 

0.00 

0.10 

0.10 

0.10 

0.007 

0.84 

0.81 


Ambapara 

082800050349640C 

1.604 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.604 

1.65 

0.023 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.05 

0.009 

0.89 

0.83 


Amli Para 

082800050351790C 

2.024 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.188 

3.60 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.01 

0.007 

0.54 

0.52 


Amli-para 

082800050349650C 

1.974 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.974 

1.68 

0.023 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.04 

0.011 

0.85 

0.79 


Andeshwar 

082800050349350C 

6.062 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.062 

1.90 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.21 

0.02 

0.037 

0.79 

0.71 


Bagaycha 

082800050349880C 

1.606 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.640 

3.66 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.01 

0.004 

0.36 

0.35 







Non-command 

Deccan Traps 

0.966 

3.66 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.01 

0.006 

0.55 

0.52 



082800050352230C 

8.617 

Fresh 

Non-command 

Non-command 

Deccan Traps 

8.600 

9.61 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

1.48 

1.56 

0.07 

0.050 

0.91 

0.86 


Bajwa-amba 

082800050348650C 

1.536 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.536 

4.35 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.14 

0.06 

0.009 

0.79 

0.68 


Bakaner 

082800050349820C 

1.333 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.333 

1.47 

0.023 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.07 

0.008 

0.91 

0.87 


Bala Chuna 

082800050350940C 

4.269 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.577 

2.67 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.13 

0.00 

0.015 

0.56 

0.53 


Bala Sindoor 

082800050349450C 

2.722 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.701 

2.03 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.11 

0.02 

0.017 

0.80 

0.69 







Non-command 

Deccan Traps 

0.021 

2.03 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Baldiya 

082800050349540C 

2.269 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.946 

2.16 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.02 

0.012 

0.69 

0.61 







Non-command 

Deccan Traps 

0.323 

2.16 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.12 

0.10 


Bambori 

082800040347450C 

4.017 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.532 

3.22 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.12 

0.03 

0.011 

0.32 

0.26 


Bankaner 

082800040347900C 

2.888 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.723 

2.74 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.01 

0.005 

0.19 

0.15 


Bansri 

082800050352210C 

1.692 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.668 

4.14 

0.018 

0.04 

0.00 

0.00 

0.00 

0.00 

0.16 

0.17 

0.14 

0.010 

0.91 

0.86 


Baori Dindor 

082800050351770C 

5.902 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.540 

2.97 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.15 

0.02 

0.015 

0.40 

0.38 


Bari 

082800040347550C 

0.687 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.687 

1.92 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.04 

0.005 

0.83 

0.66 


Barla Ki Rel 

082800050350900C 

4.145 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.280 

5.21 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.002 

0.06 

0.06 


Barlipara 

082800050351600C 

1.659 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.653 

4.00 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.15 

0.09 

0.010 

0.92 

0.88 


Barwas Kalan 

082800050350590C 

2.130 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.130 

2.16 

0.023 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.12 

0.03 

0.012 

0.93 

0.89 


Barwas Khurd 

082800050350560C 

1.722 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.696 

2.16 

0.023 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.11 

0.07 

0.010 

0.91 

0.88 







Non-command 

Deccan Traps 

0.025 

2.16 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Bassi 

082800050350780C 

2.484 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.481 

1.34 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.03 

0.014 

0.91 

0.87 


Beeli Para 

082800050351480C 

0.849 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.849 

2.64 

0.018 

0.05 

0.01 

0.00 

0.00 

0.00 

0.08 

0.08 

0.19 

0.005 

0.92 

0.88 


Beelri 

082800050349460C 

2.360 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.778 

2.46 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.06 

0.011 

0.62 

0.53 







Non-command 

Deccan Traps 

0.548 

2.46 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.003 

0.19 

0.16 


Bhagatpura 

082800050351000C 

0.644 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.644 

2.38 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.05 

0.004 

0.93 

0.89 


Bhandariya 

082800050350670C 

1.597 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.597 

2.48 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.02 

0.009 

0.93 

0.89 


Bhanwarkot 

082800050351580C 

5.873 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.632 

2.31 

0.018 

0.05 

0.01 

0.00 

0.00 

0.00 

0.27 

0.28 

0.15 

0.033 

0.88 

0.84 


Bharatgarh 

082800050351090C 

0.961 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.961 

2.55 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.03 

0.006 

0.93 

0.89 


Bhat-mahuri 

082800050349660C 

2.715 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.874 

2.05 

0.023 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.01 

0.011 

0.60 

0.55 







Non-command 

Deccan Traps 

0.841 

2.05 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.005 

0.27 

0.25 


Bheemgarh 

082800050349790C 

1.656 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.656 

1.76 

0.023 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.01 

0.010 

0.91 

0.87 


Bheleeya Talab 

082800030345340C 

2.718 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.441 

4.41 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.01 

0.002 

0.14 

0.13 


Bhimpura 

082800050351850C 

4.523 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.159 

3.58 

0.018 

0.03 

0.01 

0.00 

0.00 

0.00 

0.28 

0.29 

0.08 

0.024 

0.85 

0.82 


Bhoori Para 

082800050352190C 

4.697 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.255 

2.63 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.17 

0.01 

0.019 

0.64 

0.61 


Bhoori-ghati 

082800050348830C 

1.854 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.525 

4.08 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.01 

0.003 

0.22 

0.20 


Bhoyan 

082800040347290C 

0.804 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.804 

1.59 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.03 

0.006 

0.84 

0.66 


Bhramri 

082800050349410C 

1.296 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.296 

1.66 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.01 

0.008 

0.78 

0.69 


Bichhawara 

082800050349490C 

2.144 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.011 

2.17 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.04 

0.012 

0.76 

0.66 







Non-command 

Deccan Traps 

0.134 

2.17 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.05 

0.04 


Biharipura 

082800050350620C 

1.839 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.787 

2.18 

0.023 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.01 

0.010 

0.90 

0.87 







Non-command 

Deccan Traps 

0.052 

2.18 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.03 


Biya Para 

082800050350380C 

3.565 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.640 

3.17 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.03 

0.016 

0.67 

0.63 


Bod Bhator 

082800050349440C 

1.877 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.877 

3.00 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.11 

0.04 

0.012 

0.80 

0.68 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Sangariya 

0828000403485100 

0.06 

0.03 

341.29 

0.03 

- 

0.03 

0.03 

0.50 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.043 

0.002 

0.041 

0.084 

206.78 

Over Exploited 

Sarsiya Para 

0828000503500300 

0.05 

0.03 

72.55 

0.04 

- 

0.04 

0.05 

0.84 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.050 

0.003 

0.048 

0.043 

90.54 

Critical 

Satsera Kalan 

0828000503513900 

0.05 

0.06 

102.68 

0.07 

- 

0.07 

0.05 

0.74 

- 

- 

- 

- 

- 

- 

- 

0.067 

0.003 

0.063 

0.020 

31.23 

Safe 



0.07 

0.01 

247.27 

0.01 

- 

0.01 

0.01 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.003 

44.01 

Safe 

Satsera Khurd 

0828000503513400 

0.05 

0.04 

124.33 

0.05 

- 

0.05 

0.06 

0.93 

- 

- 

- 

- 

- 

- 

- 

0.047 

0.002 

0.044 

0.005 

12.35 

Safe 

Semal Khera 

0828000503489500 

0.05 

0.01 

567.60 

0.01 

- 

0.01 

0.01 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.006 

0.004 

62.97 

Safe 

Shivpura 

0828000403484300 

0.06 

0.03 

253.56 

0.04 

- 

0.04 

0.06 

0.90 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.047 

0.002 

0.045 

0.082 

181.28 

Over Exploited 

Sodla Chamna 

0828000403482500 

0.06 

0.01 

203.37 

0.01 

- 

0.01 

0.02 

0.25 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.003 

46.33 

Safe 

Sodla Dooda 

0828000403482300 

0.06 

0.02 

126.38 

0.02 

- 

0.02 

0.02 

0.35 

- 

- 

- 

- 

- 

- 

- 

0.025 

0.001 

0.023 

0.008 

33.22 

Safe 

Somaji Para 

0828000503502200 

0.05 

0.00 

23,642.23 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.02 

87.82 

0.03 

- 

0.03 

0.04 

0.67 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.035 

0.002 

0.034 

0.037 

110.59 

Over Exploited 

Talai Para 

0828000503503500 

0.05 

0.04 

54.91 

0.05 

- 

0.05 

0.05 

0.85 

- 

- 

- 

- 

- 

- 

- 

0.047 

0.002 

0.045 

0.006 

13.53 

Safe 



0.07 

0.00 

1,499.98 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Tandi Kalan 

0828000503503000 

0.05 

0.06 

36.70 

0.08 

- 

0.08 

0.06 

0.87 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.087 

0.004 

0.083 

0.039 

46.70 

Safe 

Tandi Khurd 

0828000503502900 

0.05 

0.13 

30.66 

0.16 

- 

0.16 

0.06 

0.88 

- 

- 

- 

- 

- 

- 

- 

0.162 

0.008 

0.154 

0.020 

13.06 

Safe 

Tarkiya 

0828000403485800 

0.06 

0.16 

7.11 

0.17 

- 

0.17 

0.06 

0.90 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.177 

0.009 

0.169 

0.071 

42.09 

Safe 

Thoonthi 

0828000503503300 

0.05 

0.01 

280.47 

0.01 

- 

0.01 

0.02 

0.31 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.003 

37.43 

Safe 



0.07 

0.03 

(1.08) 

0.03 

- 

0.03 

0.04 

0.59 

- 

- 

- 

- 

- 

- 

- 

0.030 

0.002 

0.029 

0.005 

17.67 

Safe 

Todi 

0828000503512200 

0.07 

0.14 

(42.91) 

0.11 

- 

0.11 

0.06 

0.92 

- 

- 

- 

- 

- 

- 

- 

0.109 

0.005 

0.104 

0.015 

14.04 

Safe 

Vageri 

0828000503512600 

0.05 

0.13 

56.67 

0.16 

- 

0.16 

0.06 

0.90 

- 

- 

- 

- 

- 

- 

- 

0.162 

0.008 

0.154 

0.020 

12.83 

Safe 

Akhepur 

0828000503517300 

0.03 

0.04 

248,482.32 

0.04 

0.01 

0.05 

0.05 

0.89 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.073 

0.004 

0.069 

0.108 

156.96 

Over Exploited 

Ambapara 

0828000503496400 

0.07 

0.10 

(15.16) 

0.08 

- 

0.08 

0.06 

0.94 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.094 

0.005 

0.090 

0.059 

66.09 

Safe 

Amli Para 

0828000503517900 

0.03 

0.02 

261.35 

0.03 

- 

0.03 

0.03 

0.58 

- 

- 

- 

- 

- 

- 

- 

0.026 

0.001 

0.025 

0.015 

60.27 

Safe 

Amli-para 

0828000503496500 

0.07 

0.12 

(22.22) 

0.09 

- 

0.09 

0.06 

0.91 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.104 

0.005 

0.099 

0.047 

47.93 

Safe 

Andeshwar 

0828000503493500 

0.05 

0.24 

(10.11) 

0.21 

- 

0.21 

0.05 

0.84 

- 

- 

- 

- 

- 

- 

- 

0.214 

0.011 

0.203 

0.056 

27.60 

Safe 

Bagaycha 

0828000503498800 

0.05 

0.01 

218.17 

0.01 

- 

0.01 

0.02 

0.39 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.013 

0.014 

105.31 

Over Exploited 



0.07 

0.04 

5.56 

0.04 

- 

0.04 

0.04 

0.58 

- 

- 

- 

- 

- 

- 

- 

0.037 

0.002 

0.035 

0.014 

39.50 

Safe 


0828000503522300 

0.03 

0.26 

492.84 

0.32 

- 

0.32 

0.06 

0.97 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.326 

0.016 

0.310 

0.117 

37.68 

Safe 

Bajwa-amba 

0828000503486500 

0.05 

0.06 

131.53 

0.07 

- 

0.07 

0.06 

0.85 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.083 

0.004 

0.079 

0.067 

85.42 

Semi Critical 

Bakaner 

0828000503498200 

0.07 

0.09 

(21.26) 

0.07 

- 

0.07 

0.06 

0.97 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.078 

0.004 

0.074 

0.080 

107.47 

Over Exploited 

Bala Chuna 

0828000503509400 

0.03 

0.05 

161.39 

0.06 

- 

0.06 

0.04 

0.59 

- 

- 

- 

- 

- 

- 

- 

0.058 

0.003 

0.055 

0.015 

27.15 

Safe 

Bala Sindoor 

0828000503494500 

0.05 

0.11 

(0.56) 

0.11 

- 

0.11 

0.06 

0.86 

- 

- 

- 

- 

- 

- 

- 

0.107 

0.005 

0.102 

0.036 

34.85 

Safe 



0.07 

0.00 

5,600.80 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Baldiya 

0828000503495400 

0.05 

0.07 

22.57 

0.08 

- 

0.08 

0.05 

0.74 

- 

- 

- 

- 

- 

- 

- 

0.081 

0.004 

0.077 

0.031 

40.22 

Safe 



0.07 

0.00 

219.82 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.002 

70.31 

Semi Critical 

Bambori 

0828000403474500 

0.02 

0.01 

1,127.26 

0.01 

- 

0.01 

0.02 

0.34 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.022 

0.001 

0.021 

0.044 

214.23 

Over Exploited 

Bankaner 

0828000403479000 

0.06 

0.01 

435.16 

0.01 

- 

0.01 

0.01 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.001 

0.010 

0.015 

160.37 

Over Exploited 

Bansri 

0828000503522100 

0.03 

0.05 

233.51 

0.06 

- 

0.06 

0.06 

0.96 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.081 

0.004 

0.077 

0.153 

198.92 

Over Exploited 

Baori Dindor 

0828000503517700 

0.03 

0.03 

339.35 

0.04 

- 

0.04 

0.03 

0.42 

- 

- 

- 

- 

- 

- 

- 

0.041 

0.002 

0.039 

0.032 

82.11 

Semi Critical 

Bari 

0828000403475500 

0.06 

0.03 

21.05 

0.04 

- 

0.04 

0.06 

0.89 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.051 

0.003 

0.049 

0.043 

88.57 

Semi Critical 

Barla Ki Rel 

0828000503509000 

0.03 

0.00 

4,634.98 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.002 

246.04 

Over Exploited 

Barlipara 

0828000503516000 

0.03 

0.05 

199.23 

0.06 

- 

0.06 

0.06 

0.98 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.071 

0.004 

0.068 

0.102 

150.23 

Over Exploited 

Barwas Kalan 

0828000503505900 

0.07 

0.14 

(14.65) 

0.12 

- 

0.12 

0.06 

0.99 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.128 

0.006 

0.122 

0.041 

34.00 

Safe 

Barwas Khurd 

0828000503505600 

0.07 

0.11 

(1.71) 

0.11 

- 

0.11 

0.06 

0.97 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.117 

0.006 

0.111 

0.082 

73.85 

Semi Critical 



0.03 

0.00 

8,464.09 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bassi 

0828000503507800 

0.03 

0.08 

(5.88) 

0.07 

- 

0.07 

0.06 

0.97 

- 

- 

- 

- 

- 

- 

- 

0.072 

0.004 

0.068 

0.039 

57.91 

Safe 

Beeli Para 

0828000503514800 

0.03 

0.03 

217.25 

0.03 

0.01 

0.04 

0.06 

0.98 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.071 

0.004 

0.068 

0.190 

280.14 

Over Exploited 

Beelri 

0828000503494600 

0.05 

0.05 

82.19 

0.07 

- 

0.07 

0.04 

0.66 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.076 

0.004 

0.072 

0.069 

95.93 

Critical 



0.07 

0.01 

295.66 

0.01 

- 

0.01 

0.01 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.020 

258.81 

Over Exploited 

Bhagatpura 

0828000503510000 

0.03 

0.02 

90.43 

0.02 

- 

0.02 

0.06 

0.99 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.034 

0.002 

0.032 

0.054 

165.98 

Over Exploited 

Bhandariya 

0828000503506700 

0.03 

0.05 

65.89 

0.06 

- 

0.06 

0.06 

0.99 

- 

- 

- 

- 

- 

- 

- 

0.060 

0.003 

0.057 

0.026 

46.27 

Safe 

Bhanwarkot 

0828000503515800 

0.03 

0.17 

69.10 

0.20 

0.01 

0.21 

0.06 

0.94 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.230 

0.011 

0.218 

0.184 

84.17 

Semi Critical 

Bharatgarh 

0828000503510900 

0.03 

0.03 

83.79 

0.04 

- 

0.04 

0.06 

0.99 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.046 

0.002 

0.044 

0.040 

90.69 

Critical 

Bhat-mahuri 

0828000503496600 

0.07 

0.08 

33.61 

0.09 

- 

0.09 

0.04 

0.64 

- 

- 

- 

- 

- 

- 

- 

0.094 

0.005 

0.089 

0.018 

20.02 

Safe 



0.03 

0.01 

333.90 

0.01 

- 

0.01 

0.02 

0.28 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.009 

0.005 

56.58 

Safe 

Bheemgarh 

0828000503497900 

0.07 

0.11 

(25.54) 

0.08 

- 

0.08 

0.06 

0.97 

- 

- 

- 

- 

- 

- 

- 

0.085 

0.004 

0.081 

0.024 

29.27 

Safe 

Bheleeya Talab 

0828000303453400 

0.09 

0.01 

580.28 

0.01 

- 

0.01 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.009 

143.82 

Over Exploited 

Bhimpura 

0828000503518500 

0.03 

0.12 

146.19 

0.14 

0.01 

0.15 

0.05 

0.91 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.172 

0.009 

0.164 

0.108 

65.93 

Safe 

Bhoori Para 

0828000503521900 

0.03 

0.07 

141.13 

0.08 

- 

0.08 

0.04 

0.68 

- 

- 

- 

- 

- 

- 

- 

0.084 

0.004 

0.079 

0.027 

33.78 

Safe 

Bhoori-ghati 

0828000503488300 

0.05 

0.01 

522.30 

0.01 

- 

0.01 

0.02 

0.23 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.013 

202.13 

Over Exploited 

Bhoyan 

0828000403472900 

0.06 

0.04 

1.91 

0.04 

- 

0.04 

0.06 

0.91 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.052 

0.003 

0.049 

0.035 

71.50 

Semi Critical 

Bhramri 

0828000503494100 

0.05 

0.05 

(5.64) 

0.05 

- 

0.05 

0.05 

0.84 

- 

- 

- 

- 

- 

- 

- 

0.048 

0.002 

0.045 

0.018 

39.51 

Safe 

Bichhawara 

0828000503494900 

0.05 

0.08 

13.24 

0.09 

- 

0.09 

0.05 

0.81 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.096 

0.005 

0.091 

0.050 

55.07 

Safe 



0.07 

0.00 

635.35 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Biharipura 

0828000503506200 

0.07 

0.11 

(10.23) 

0.10 

- 

0.10 

0.06 

0.96 

- 

- 

- 

- 

- 

- 

- 

0.101 

0.005 

0.096 

0.024 

25.28 

Safe 



0.03 

0.00 

4,480.77 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Biya Para 

0828000503503800 

0.07 

0.12 

(15.66) 

0.10 

- 

0.10 

0.04 

0.71 

- 

- 

- 

- 

- 

- 

- 

0.099 

0.005 

0.094 

0.041 

43.84 

Safe 

Bod Bhator 

0828000503494400 

0.05 

0.08 

48.00 

0.09 

- 

0.09 

0.06 

0.86 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.101 

0.005 

0.096 

0.050 

51.78 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Bor Talai 

082800040347500C 

0.223 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.223 

1.92 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.83 

0.67 


Borkheri 

0828000503505800 

1.443 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.437 

1.73 

0.023 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.02 

0.008 

0.92 

0.88 







Non-command 

Deccan Traps 

0.006 

1.73 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 



0828000503514400 

1.701 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.701 

2.66 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.03 

0.010 

0.91 

0.87 


Budwa 

0828000403473200 

8.313 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.232 

2.42 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.03 

0.009 

0.13 

0.10 


Chanawla 

0828000503486900 

2.209 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.209 

4.36 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.19 

0.07 

0.014 

0.80 

0.68 


Chanderi 

0828000503498100 

0.443 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.217 

1.46 

0.023 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.45 

0.42 







Non-command 

Deccan Traps 

0.226 

1.46 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.001 

0.47 

0.44 


Charan-ki-garli 

0828000503496900 

1.255 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.510 

2.64 

0.023 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.003 

0.34 

0.31 







Non-command 

Deccan Traps 

0.745 

2.64 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.03 

0.004 

0.50 

0.45 


Charkali 

0828000503498400 

0.655 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.655 

1.23 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.004 

0.86 

0.81 


Charkani 

0828000503497100 

4.905 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.001 

2.84 

0.023 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Deccan Traps 

4.376 

2.84 

0.018 

0.03 

0.01 

0.00 

0.00 

0.00 

0.24 

0.27 

0.08 

0.025 

0.75 

0.66 


Chhani Mahuri 

0828000303452100 

0.654 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.384 

3.02 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.002 

0.50 

0.43 


Chhapri 

0828000503516200 

2.847 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.729 

3.11 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.18 

0.05 

0.016 

0.89 

0.85 


Chittaura-khalsa 

0828000503499800 

1.399 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.747 

4.61 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.01 

0.005 

0.43 

0.39 


Chittaura-mafi 

0828000503499900 

1.588 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.635 

5.09 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.01 

0.004 

0.33 

0.30 


Choki-doongri 

0828000503496000 

0.796 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.227 

1.23 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.25 

0.24 







Non-command 

Deccan Traps 

0.569 

1.23 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.003 

0.63 

0.59 


Chor-parnala 

0828000503495600 

0.144 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.144 

1.63 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.001 

0.81 

0.74 


Chuli Para 

0828000503511200 

2.994 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.994 

2.92 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.18 

0.07 

0.017 

0.92 

0.88 


Chunakhan 

0828000503493800 

0.453 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.453 

1.35 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.003 

0.78 

0.70 


Churada 

0828000503504700 

4.841 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.841 

2.57 

0.018 

0.03 

0.01 

0.00 

0.00 

0.00 

0.24 

0.25 

0.09 

0.028 

0.93 

0.89 


Dabri Kamal 

0828000303452900 

3.011 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.320 

3.34 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.002 

0.09 

0.08 


Daulpura 

0828000503509900 

1.078 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.078 

4.62 

0.018 

0.03 

0.01 

0.00 

0.00 

0.00 

0.11 

0.11 

0.09 

0.006 

0.93 

0.89 


Detkiya Bara 

0828000303452800 

1.243 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.309 

3.02 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.002 

0.22 

0.19 


Devda Sath 

0828000503504400 

1.837 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.837 

2.90 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.11 

0.04 

0.011 

0.93 

0.89 


Dhanpuri 

0828000503511100 

1.310 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.310 

2.61 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.06 

0.008 

0.93 

0.89 


Dharka 

0828000503494800 

1.771 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.435 

2.36 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.01 

0.009 

0.66 

0.59 







Non-command 

Deccan Traps 

0.336 

2.36 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.16 

0.14 


Dharki 

0828000503494700 

0.869 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.869 

2.36 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.005 

0.82 

0.74 


Dhebri Dewa 

0828000403475200 

1.218 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.218 

1.64 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.01 

0.009 

0.84 

0.66 


Dhebri Kalu 

0828000403473000 

3.008 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.008 

1.74 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.14 

0.07 

0.022 

0.84 

0.66 


Dhola Kheriya 

0828000403474700 

3.876 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.876 

2.19 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.21 

0.06 

0.029 

0.82 

0.67 


Doongar Bheet 

0828000503514300 

3.822 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.822 

2.59 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.20 

0.21 

0.08 

0.022 

0.91 

0.87 


Doongra Pani 

0828000503499200 

1.067 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.067 

4.91 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.12 

0.06 

0.006 

0.91 

0.87 


Doongri 

0828000403474800 

0.387 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.387 

2.74 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.003 

0.82 

0.67 


Doongri Para 

0828000503504200 

2.627 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.627 

3.59 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.18 

0.03 

0.015 

0.92 

0.88 


Durjaniya 

0828000503493600 

1.732 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.732 

2.70 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.01 

0.011 

0.78 

0.70 


Fera Doongri 

0828000503508300 

5.328 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.622 

4.75 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.00 

0.004 

0.10 

0.09 


Galapara 

0828000503510700 

0.820 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.820 

4.97 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.07 

0.005 

0.93 

0.89 


Galdhar 

0828000503518900 

2.834 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.899 

3.83 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.01 

0.005 

0.29 

0.28 


Galwani 

0828000503515700 

11.067 

Fresh 

Non-command 

Non-command 

Deccan Traps 

10.403 

2.50 

0.018 

0.04 

0.00 

0.00 

0.00 

0.00 

0.50 

0.52 

0.07 

0.060 

0.86 

0.82 


Gara 

0828000303452300 

2.403 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.689 

3.03 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.01 

0.004 

0.25 

0.21 


Garadiya 

0828000503486300 

2.425 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.261 

3.06 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.00 

0.008 

0.41 

0.33 


Garadkhora 

0828000503518400 

1.178 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.052 

4.40 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.03 

0.006 

0.83 

0.80 


Gercha Bhatra 

0828000503518100 

0.350 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.342 

4.56 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.03 

0.002 

0.91 

0.87 


Ghartara 

0828000503515900 

2.839 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.839 

3.65 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.21 

0.22 

0.12 

0.016 

0.92 

0.88 


Ghata 

0828000503497200 

4.751 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.532 

2.33 

0.018 

0.05 

0.01 

0.00 

0.00 

0.00 

0.22 

0.24 

0.17 

0.026 

0.84 

0.78 


Ghatiya 

0828000503487000 

1.833 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.833 

4.28 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.16 

0.07 

0.011 

0.78 

0.69 


Ghodadara 

0828000503518200 

0.896 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.894 

4.65 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.01 

0.005 

0.93 

0.89 


Guwari 

0828000503518300 

0.877 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.730 

4.62 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.00 

0.004 

0.77 

0.74 


Hameerpura 

0828000503507300 

1.175 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.140 

2.41 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.03 

0.007 

0.90 

0.87 


Hameerpura Bara 

0828000403471000 

3.774 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.072 

1.66 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.01 


Hameerpura Chhota 

0828000403475100 

1.671 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.671 

2.68 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.11 

0.02 

0.012 

0.83 

0.66 


Harkapara 

0828000503510100 

0.959 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.959 

4.97 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.03 

0.006 

0.93 

0.89 


Heja Mogji 

0828000503488100 

0.681 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.151 

3.53 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.17 

0.15 


Heja-bhavji 

0828000503487300 

0.711 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.021 

3.63 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Himmatpura 

0828000503504500 

1.105 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.105 

2.69 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.05 

0.006 

0.93 

0.89 


Hindoliya Charan 

0828000503516700 

2.083 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.083 

2.20 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.04 

0.012 

0.93 

0.89 


Hindoliya Khurd 

0828000503517500 

1.237 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.237 

2.39 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.08 

0.007 

0.92 

0.89 


Itala 

0828000503494000 

7.732 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.178 

2.87 

0.015 

0.08 

0.02 

0.00 

0.00 

0.00 

0.37 

0.41 

0.25 

0.044 

0.72 

0.64 


Jalampuri 

0828000503515000 

0.567 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.457 

2.56 

0.018 

0.03 

0.01 

0.00 

0.00 

0.00 

0.04 

0.04 

0.13 

0.003 

0.74 

0.71 


Jamrai 

0828000503506800 

0.583 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.583 

2.59 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.003 

0.93 

0.89 


Jari 

0828000503515200 

0.879 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.879 

2.49 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.03 

0.005 

0.93 

0.89 


Jaspura 

0828000503495700 

1.581 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.581 

1.81 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.00 

0.010 

0.82 

0.75 


Jhagola 

0828000503486800 

1.323 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.323 

4.15 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.00 

0.008 

0.81 

0.68 


Jhamri 

0828000503495300 

0.770 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.770 

1.95 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.005 

0.80 

0.72 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Bor Talai 

0828000403475000 

0.06 

0.01 

(15.46) 

0.01 

- 

0.01 

0.06 

0.89 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.009 

0.002 

18.55 

Safe 

Borkheri 

0828000503505800 

0.07 

0.09 

(25.24) 

0.07 

- 

0.07 

0.06 

0.97 

- 

- 

- 

- 

- 

- 

- 

0.074 

0.004 

0.070 

0.030 

43.27 

Safe 



0.03 

0.00 

29,824.36 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 


0828000503514400 

0.03 

0.05 

79.77 

0.06 

- 

0.06 

0.06 

0.97 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.072 

0.004 

0.069 

0.044 

63.66 

Safe 

Budwa 

0828000403473200 

0.06 

0.01 

762.58 

0.01 

- 

0.01 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.021 

0.001 

0.020 

0.043 

214.89 

Over Exploited 

Chanawla 

0828000503486900 

0.05 

0.09 

119.93 

0.11 

- 

0.11 

0.06 

0.85 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.116 

0.006 

0.110 

0.081 

73.25 

Semi Critical 

Chanderi 

0828000503498100 

0.07 

0.01 

10.97 

0.01 

- 

0.01 

0.03 

0.47 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.007 

0.015 

214.06 

Over Exploited 



0.03 

0.00 

369.38 

0.00 

- 

0.00 

0.03 

0.50 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.026 

652.54 

Over Exploited 

Charan-ki-garli 

0828000503496900 

0.07 

0.01 

173.50 

0.01 

- 

0.01 

0.02 

0.37 

- 

- 

- 

- 

- 

- 

- 

0.015 

0.001 

0.014 

0.017 

121.38 

Over Exploited 



0.03 

0.01 

293.44 

0.02 

- 

0.02 

0.03 

0.53 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.025 

0.001 

0.024 

0.038 

161.25 

Over Exploited 

Charkali 

0828000503498400 

0.07 

0.04 

(48.43) 

0.03 

- 

0.03 

0.06 

0.92 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.040 

0.002 

0.038 

0.054 

141.81 

Over Exploited 

Charkani 

0828000503497100 

0.07 

0.00 

998,520.45 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.11 

143.85 

0.13 

0.01 

0.14 

0.05 

0.81 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.163 

0.008 

0.155 

0.109 

70.72 

Semi Critical 

Chhani Mahuri 

0828000303452100 

0.09 

0.02 

37.46 

0.02 

- 

0.02 

0.03 

0.54 

- 

- 

- 

- 

- 

- 

- 

0.021 

0.001 

0.020 

0.009 

45.98 

Safe 

Chhapri 

0828000503516200 

0.03 

0.08 

117.71 

0.10 

- 

0.10 

0.06 

0.94 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.107 

0.005 

0.102 

0.066 

64.60 

Safe 

Chittaura-khalsa 

0828000503499800 

0.07 

0.02 

79.09 

0.03 

- 

0.03 

0.03 

0.46 

- 

- 

- 

- 

- 

- 

- 

0.026 

0.001 

0.024 

0.013 

51.88 

Safe 

Chittaura-mafi 

0828000503499900 

0.07 

0.01 

155.92 

0.02 

- 

0.02 

0.02 

0.35 

- 

- 

- 

- 

- 

- 

- 

0.017 

0.001 

0.016 

0.012 

75.44 

Semi Critical 

Choki-doongri 

0828000503496000 

0.05 

0.00 

57.93 

0.00 

- 

0.00 

0.02 

0.27 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.011 

350.71 

Over Exploited 



0.07 

0.02 

(23.85) 

0.02 

- 

0.02 

0.04 

0.67 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.029 

0.001 

0.028 

0.037 

136.00 

Over Exploited 

Chor-parnala 

0828000503495600 

0.05 

0.01 

153.56 

0.01 

- 

0.01 

0.05 

0.86 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.030 

184.99 

Over Exploited 

Chuli Para 

0828000503511200 

0.03 

0.09 

96.53 

0.11 

- 

0.11 

0.06 

0.98 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.120 

0.006 

0.114 

0.084 

73.67 

Semi Critical 

Chunakhan 

0828000503493800 

0.05 

0.02 

(41.44) 

0.01 

- 

0.01 

0.05 

0.84 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.013 

0.013 

94.67 

Critical 

Churada 

0828000503504700 

0.03 

0.15 

63.81 

0.18 

0.01 

0.19 

0.06 

0.99 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.211 

0.011 

0.200 

0.120 

59.91 

Safe 

Dabri Kamal 

0828000303452900 

0.09 

0.00 

705.32 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.002 

56.86 

Safe 

Daulpura 

0828000503509900 

0.03 

0.03 

232.06 

0.04 

0.01 

0.05 

0.06 

0.99 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.070 

0.004 

0.067 

0.098 

147.17 

Over Exploited 

Detkiya Bara 

0828000303452800 

0.09 

0.01 

209.12 

0.01 

- 

0.01 

0.01 

0.23 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.016 

226.42 

Over Exploited 

Devda Sath 

0828000503504400 

0.03 

0.06 

88.33 

0.07 

- 

0.07 

0.06 

0.99 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.078 

0.004 

0.075 

0.053 

70.61 

Semi Critical 

Dhanpuri 

0828000503511100 

0.03 

0.04 

104.46 

0.05 

- 

0.05 

0.06 

0.98 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.059 

0.003 

0.056 

0.067 

119.23 

Over Exploited 

Dharka 

0828000503494800 

0.05 

0.05 

43.60 

0.06 

- 

0.06 

0.05 

0.71 

- 

- 

- 

- 

- 

- 

- 

0.057 

0.003 

0.054 

0.019 

34.72 

Safe 



0.07 

0.00 

157.03 

0.00 

- 

0.00 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.002 

52.18 

Safe 

Dharki 

0828000503494700 

0.05 

0.04 

(4.51) 

0.03 

- 

0.03 

0.06 

0.88 

- 

- 

- 

- 

- 

- 

- 

0.034 

0.002 

0.032 

0.005 

16.40 

Safe 

Dhebri Dewa 

0828000403475200 

0.06 

0.06 

(6.77) 

0.06 

- 

0.06 

0.06 

0.90 

- 

- 

- 

- 

- 

- 

- 

0.057 

0.003 

0.054 

0.019 

35.07 

Safe 

Dhebri Kalu 

0828000403473000 

0.06 

0.15 

(6.62) 

0.14 

- 

0.14 

0.06 

0.90 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.152 

0.008 

0.144 

0.089 

62.05 

Safe 

Dhola Kheriya 

0828000403474700 

0.06 

0.19 

7.49 

0.21 

- 

0.21 

0.06 

0.88 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.216 

0.011 

0.205 

0.087 

42.27 

Safe 

Doongar Bheet 

0828000503514300 

0.03 

0.12 

82.31 

0.14 

- 

0.14 

0.06 

0.97 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.151 

0.008 

0.143 

0.098 

68.56 

Safe 

Doongra Pani 

0828000503499200 

0.03 

0.03 

260.15 

0.04 

- 

0.04 

0.06 

0.97 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.049 

0.002 

0.047 

0.065 

139.76 

Over Exploited 

Doongri 

0828000403474800 

0.06 

0.02 

18.46 

0.02 

- 

0.02 

0.06 

0.88 

- 

- 

- 

- 

- 

- 

- 

0.023 

0.001 

0.021 

0.013 

60.23 

Safe 

Doongri Para 

0828000503504200 

0.03 

0.08 

126.18 

0.10 

- 

0.10 

0.06 

0.98 

- 

- 

- 

- 

- 

- 

- 

0.097 

0.005 

0.092 

0.040 

43.61 

Safe 

Durjaniya 

0828000503493600 

0.05 

0.07 

32.56 

0.08 

- 

0.08 

0.05 

0.83 

- 

- 

- 

- 

- 

- 

- 

0.081 

0.004 

0.077 

0.021 

26.94 

Safe 

Fera Doongri 

0828000503508300 

0.03 

0.00 

524,746.15 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.002 

0.004 

145.78 

Over Exploited 

Galapara 

0828000503510700 

0.03 

0.03 

271.97 

0.03 

- 

0.03 

0.06 

0.99 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.041 

0.002 

0.039 

0.072 

185.92 

Over Exploited 

Galdhar 

0828000503518900 

0.03 

0.01 

612.07 

0.01 

- 

0.01 

0.02 

0.31 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.010 

0.013 

130.85 

Over Exploited 

Galwani 

0828000503515700 

0.03 

0.30 

73.01 

0.36 

- 

0.36 

0.06 

0.92 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.371 

0.019 

0.352 

0.127 

36.08 

Safe 

Gara 

0828000303452300 

0.09 

0.02 

172.99 

0.02 

- 

0.02 

0.02 

0.26 

- 

- 

- 

- 

- 

- 

- 

0.019 

0.001 

0.018 

0.011 

61.24 

Safe 

Garadiya 

0828000503486300 

0.05 

0.03 

177.54 

0.03 

- 

0.03 

0.03 

0.43 

- 

- 

- 

- 

- 

- 

- 

0.031 

0.002 

0.029 

0.008 

26.52 

Safe 

Garadkhora 

0828000503518400 

0.03 

0.03 

223.77 

0.04 

- 

0.04 

0.05 

0.88 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.045 

0.002 

0.043 

0.040 

93.63 

Critical 

Gercha Bhatra 

0828000503518100 

0.03 

0.01 

274.38 

0.01 

- 

0.01 

0.06 

0.96 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.022 

0.001 

0.021 

0.036 

168.78 

Over Exploited 

Ghartara 

0828000503515900 

0.03 

0.09 

151.83 

0.11 

- 

0.11 

0.06 

0.98 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.115 

0.006 

0.110 

0.134 

122.65 

Over Exploited 

Ghata 

0828000503497200 

0.03 

0.13 

89.96 

0.15 

0.01 

0.16 

0.06 

0.90 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.194 

0.010 

0.184 

0.194 

105.50 

Over Exploited 

Ghatiya 

0828000503487000 

0.05 

0.07 

118.63 

0.09 

- 

0.09 

0.05 

0.83 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.096 

0.005 

0.091 

0.078 

86.03 

Semi Critical 

Ghodadara 

0828000503518200 

0.03 

0.03 

172.66 

0.03 

- 

0.03 

0.06 

0.99 

- 

- 

- 

- 

- 

- 

- 

0.033 

0.002 

0.032 

0.013 

41.61 

Safe 

Guwari 

0828000503518300 

0.03 

0.02 

225.29 

0.02 

- 

0.02 

0.05 

0.82 

- 

- 

- 

- 

- 

- 

- 

0.023 

0.001 

0.022 

0.004 

19.60 

Safe 

Hameerpura 

0828000503507300 

0.03 

0.03 

75.31 

0.04 

- 

0.04 

0.06 

0.96 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.051 

0.003 

0.049 

0.041 

83.32 

Semi Critical 

Hameerpura Bara 

0828000403471000 

0.06 

0.00 

3,801.70 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Hameerpura Chhota 

0828000403475100 

0.06 

0.08 

32.79 

0.10 

- 

0.10 

0.06 

0.89 

- 

- 

- 

- 

- 

- 

- 

0.100 

0.005 

0.095 

0.031 

33.12 

Safe 

Harkapara 

0828000503510100 

0.03 

0.03 

225.59 

0.04 

- 

0.04 

0.06 

0.99 

- 

- 

- 

- 

- 

- 

- 

0.036 

0.002 

0.034 

0.031 

89.75 

Semi Critical 

Heja Mogji 

0828000503488100 

0.05 

0.00 

609.55 

0.00 

- 

0.00 

0.01 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

0.011 

731.42 

Over Exploited 

Heja-bhavji 

0828000503487300 

0.05 

0.00 

5,273.36 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Himmatpura 

0828000503504500 

0.03 

0.03 

87.62 

0.04 

- 

0.04 

0.06 

0.99 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.051 

0.003 

0.049 

0.056 

115.81 

Over Exploited 

Hindoliya Charan 

0828000503516700 

0.03 

0.06 

44.97 

0.08 

- 

0.08 

0.06 

0.99 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.088 

0.004 

0.083 

0.054 

64.84 

Safe 

Hindoliya Khurd 

0828000503517500 

0.03 

0.04 

95.04 

0.05 

- 

0.05 

0.06 

0.98 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.056 

0.003 

0.053 

0.083 

156.24 

Over Exploited 

Itala 

0828000503494000 

0.05 

0.26 

59.60 

0.31 

0.02 

0.33 

0.05 

0.77 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.380 

0.019 

0.361 

0.296 

82.06 

Semi Critical 

Jalampuri 

0828000503515000 

0.03 

0.01 

270.74 

0.01 

0.01 

0.02 

0.05 

0.79 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.054 

0.003 

0.051 

0.137 

267.89 

Over Exploited 

Jamrai 

0828000503506800 

0.03 

0.02 

108.36 

0.02 

- 

0.02 

0.06 

0.99 

- 

- 

- 

- 

- 

- 

- 

0.022 

0.001 

0.021 

0.020 

98.48 

Critical 

Jari 

0828000503515200 

0.03 

0.03 

83.82 

0.03 

- 

0.03 

0.06 

0.99 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.043 

0.002 

0.041 

0.039 

96.17 

Critical 

Jaspura 

0828000503495700 

0.05 

0.06 

(27.60) 

0.05 

- 

0.05 

0.06 

0.88 

- 

- 

- 

- 

- 

- 

- 

0.052 

0.003 

0.049 

0.010 

19.65 

Safe 

Jhagola 

0828000503486800 

0.05 

0.05 

84.17 

0.06 

- 

0.06 

0.06 

0.86 

- 

- 

- 

- 

- 

- 

- 

0.064 

0.003 

0.061 

0.008 

13.36 

Safe 

Jhamri 

0828000503495300 

0.05 

0.03 

17.20 

0.04 

- 

0.04 

0.05 

0.86 

- 

- 

- 

- 

- 

- 

- 

0.036 

0.002 

0.034 

0.024 

68.98 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Jhappa Mahuri 

082800050351510C 

0.921 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.786 

2.57 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.04 

0.005 

0.79 

0.75 


Jheekli 

0828000503497800 

0.933 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.933 

1.97 

0.023 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.06 

0.005 

0.92 

0.88 


Jhoomaki 

0828000503486400 

2.152 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.152 

3.52 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.15 

0.04 

0.013 

0.79 

0.66 


Jogri-mata 

0828000503495100 

0.461 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.461 

1.37 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.003 

0.79 

0.70 


Jora 

0828000503514600 

0.888 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.888 

2.44 

0.018 

0.02 

0.01 

0.00 

0.00 

0.00 

0.05 

0.05 

0.09 

0.005 

0.93 

0.89 


Juna Padariya 

0828000403475400 

2.071 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.989 

2.40 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.12 

0.01 

0.015 

0.81 

0.63 


Kajalpara 

0828000503507500 

1.241 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.219 

2.33 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.07 

0.007 

0.91 

0.88 


Kajoora 

0828000503514700 

1.436 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.415 

2.55 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.07 

0.008 

0.91 

0.87 


Kakaniya 

0828000503508100 

3.373 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.081 

3.42 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.20 

0.22 

0.07 

0.018 

0.82 

0.76 


Kakanwani 

0828000503516600 

2.747 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.728 

2.53 

0.018 

0.05 

0.01 

0.00 

0.00 

0.00 

0.16 

0.17 

0.18 

0.016 

0.92 

0.88 


Kalakhet 

0828000503510300 

0.892 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.892 

5.03 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.03 

0.005 

0.93 

0.89 


Kalinjara 

0828000403475600 

3.536 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.536 

3.52 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.28 

0.02 

0.026 

0.82 

0.66 



0828000503515500 

3.619 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.619 

2.37 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.18 

0.19 

0.13 

0.021 

0.93 

0.89 


Kanajpara 

0828000503498000 

0.937 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.937 

2.05 

0.023 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.01 

0.005 

0.92 

0.89 


Kanikara 

0828000503514900 

2.753 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.050 

2.82 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.13 

0.14 

0.13 

0.012 

0.68 

0.65 


Kankra Khurd Dungri 

0828000503505700 

0.679 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.679 

1.92 

0.023 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.004 

0.92 

0.89 


Karmadiya 

0828000503508200 

6.198 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.430 

3.42 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.35 

0.39 

0.07 

0.031 

0.78 

0.70 


Karmi 

0828000503512300 

5.416 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.797 

2.21 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.00 

0.011 

0.30 

0.28 


Kasoomba 

0828000503493200 

0.889 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.889 

1.58 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.005 

0.80 

0.73 


Kawariya 

0828000503486700 

0.559 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.559 

4.30 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.05 

0.003 

0.78 

0.69 


Kawwa Ki Chhayan 

0828000503514100 

2.005 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.352 

2.20 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.16 

0.15 


Kewadiya 

0828000403473100 

1.756 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.829 

2.44 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.05 

0.006 

0.40 

0.31 







Non-command 

Deccan Traps 

0.034 

2.44 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.01 


Khajoora 

0828000503509100 

3.673 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.429 

3.66 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.002 

0.11 

0.10 


Khandi-deri 

0828000503493900 

0.758 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.758 

2.87 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.04 

0.005 

0.79 

0.69 


Khankhariya 

0828000503522000 

4.162 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.870 

6.72 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.48 

0.50 

0.07 

0.022 

0.86 

0.82 


Khariya-sath 

0828000503499100 

2.653 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.653 

5.36 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.27 

0.29 

0.04 

0.015 

0.88 

0.83 


Kharod Chatra 

0828000503492200 

3.108 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.255 

3.39 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.06 

0.06 







Non-command 

Deccan Traps 

0.013 

3.39 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khera 

0828000503504900 

1.220 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.312 

3.66 

0.023 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.002 

0.24 

0.23 







Non-command 

Deccan Traps 

0.908 

3.66 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.02 

0.005 

0.69 

0.66 


Kherda 

0828000503507400 

1.623 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.623 

3.23 

0.018 

0.03 

0.01 

0.00 

0.00 

0.00 

0.11 

0.12 

0.10 

0.009 

0.93 

0.89 


Kheriya 

0828000503492900 

2.749 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.861 

1.81 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.02 

0.011 

0.54 

0.49 







Non-command 

Deccan Traps 

0.888 

1.81 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.005 

0.26 

0.24 


Kherpur 

0828000503516900 

1.677 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.195 

2.63 

0.018 

0.03 

0.01 

0.00 

0.00 

0.00 

0.08 

0.08 

0.09 

0.007 

0.66 

0.63 


Khoonta Machar 

0828000403475900 

1.390 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.314 

2.45 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.00 

0.010 

0.77 

0.61 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.076 

2.45 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.04 

0.03 


Khoonta-kalan 

0828000503487100 

1.870 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.866 

4.13 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.16 

0.07 

0.011 

0.78 

0.68 


Kothariya 

0828000503517400 

6.157 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.372 

3.93 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.32 

0.33 

0.03 

0.025 

0.66 

0.63 


Kotra 

0828000503497300 

1.496 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.004 

1.52 

0.023 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Deccan Traps 

1.492 

1.52 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.04 

0.009 

0.90 

0.85 


Kotri 

0828000503522400 

4.728 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.407 

8.69 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.69 

0.73 

0.03 

0.025 

0.86 

0.81 


Koya Jhoos 

0828000503514200 

2.149 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.148 

2.73 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.13 

0.06 

0.012 

0.91 

0.87 


Kushalgarh (m) 

0828000542803000 

3.408 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.408 

2.77 

0.018 

0.17 

0.01 

0.00 

0.00 

0.00 

0.33 

0.34 

0.17 

0.378 

0.93 

0.89 


Kushalpara 

0828000503510400 

1.691 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.691 

2.51 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.03 

0.010 

0.93 

0.89 


Ladela 

0828000503495200 

0.249 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.249 

1.48 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.78 

0.70 


Lalawara 

0828000403476100 

6.655 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.495 

1.93 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.004 

0.06 

0.05 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.303 

1.93 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.04 

0.03 


Leelwani 

0828000403476000 

3.205 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.204 

2.53 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.21 

0.07 

0.024 

0.79 

0.62 


Lohariya Kalan 

0828000503505200 

2.087 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.842 

4.47 

0.023 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.01 

0.005 

0.37 

0.35 







Non-command 

Deccan Traps 

1.245 

4.47 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.11 

0.03 

0.007 

0.55 

0.52 


Lohariya-khurd 

0828000503499000 

2.398 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.398 

5.46 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.16 

0.06 

0.015 

0.85 

0.79 


Loonawara 

0828000503506000 

0.878 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.878 

2.11 

0.023 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.05 

0.005 

0.93 

0.89 


Macha 

0828000503493700 

1.135 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.135 

1.92 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.07 

0.007 

0.78 

0.70 


Magarda-damra-sath 

0828000503496200 

0.714 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.714 

1.34 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.03 

0.004 

0.87 

0.82 


Magarda-khatela-sath 

0828000503496300 

0.770 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.770 

1.40 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.005 

0.86 

0.80 


Magarda-machhara-sath 

0828000503496100 

1.005 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.864 

1.27 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.005 

0.76 

0.72 







Non-command 

Deccan Traps 

0.141 

1.27 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.12 

0.12 


Mahuriya Bajja 

0828000503488000 

1.290 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.002 

3.94 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mai 

0828000503509700 

3.576 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.576 

4.03 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.27 

0.28 

0.06 

0.021 

0.93 

0.89 


Maska Khurd 

0828000503503600 

6.041 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.068 

3.17 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.02 

0.007 

0.15 

0.14 


Molan 

0828000503493300 

0.507 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.507 

1.45 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.003 

0.78 

0.70 


Mooni-para 

0828000503496700 

1.590 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.878 

2.30 

0.023 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.01 

0.005 

0.47 

0.44 







Non-command 

Deccan Traps 

0.712 

2.30 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.004 

0.38 

0.35 


Mor 

0828000503506500 

2.165 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.165 

2.61 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.11 

0.03 

0.013 

0.93 

0.89 


Motapara 

0828000503499500 

1.971 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.246 

5.17 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.11 

0.10 


Mundari 

0828000503507100 

0.601 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.601 

2.61 

0.018 

0.03 

0.01 

0.00 

0.00 

0.00 

0.05 

0.05 

0.11 

0.003 

0.93 

0.89 


Naganwat 

0828000503516400 

1.889 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.889 

2.24 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.07 

0.011 

0.93 

0.89 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Jhappa Mahuri 

0828000503515100 

0.03 

0.02 

128.69 

0.02 

- 

0.02 

0.05 

0.84 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.035 

0.002 

0.033 

0.047 

140.50 

Over Exploited 

Jheekli 

0828000503497800 

0.07 

0.06 

6.27 

0.06 

- 

0.06 

0.06 

0.98 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.074 

0.004 

0.070 

0.063 

90.18 

Critical 

Jhoomaki 

0828000503486400 

0.05 

0.09 

74.20 

0.10 

- 

0.10 

0.06 

0.85 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.112 

0.006 

0.107 

0.051 

47.99 

Safe 

Jogri-mata 

0828000503495100 

0.05 

0.02 

20.32 

0.02 

- 

0.02 

0.05 

0.84 

- 

- 

- 

- 

- 

- 

- 

0.022 

0.001 

0.021 

0.022 

105.66 

Over Exploited 

Jora 

0828000503514600 

0.03 

0.03 

80.69 

0.03 

0.01 

0.04 

0.06 

0.99 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.063 

0.003 

0.060 

0.097 

162.10 

Over Exploited 

Juna Padariya 

0828000403475400 

0.06 

0.10 

23.95 

0.12 

- 

0.12 

0.06 

0.87 

- 

- 

- 

- 

- 

- 

- 

0.116 

0.006 

0.110 

0.025 

22.57 

Safe 

Kajalpara 

0828000503507500 

0.03 

0.04 

94.70 

0.04 

- 

0.04 

0.06 

0.97 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.055 

0.003 

0.052 

0.074 

142.54 

Over Exploited 

Kajoora 

0828000503514700 

0.03 

0.04 

100.75 

0.05 

- 

0.05 

0.06 

0.97 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.062 

0.003 

0.059 

0.075 

127.99 

Over Exploited 

Kakaniya 

0828000503508100 

0.03 

0.09 

159.35 

0.10 

- 

0.10 

0.05 

0.88 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.112 

0.006 

0.106 

0.085 

79.65 

Semi Critical 

Kakanwani 

0828000503516600 

0.03 

0.08 

99.06 

0.10 

0.01 

0.11 

0.06 

0.98 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.141 

0.007 

0.134 

0.192 

143.25 

Over Exploited 

Kalakhet 

0828000503510300 

0.03 

0.03 

231.39 

0.03 

- 

0.03 

0.06 

0.99 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.043 

0.002 

0.041 

0.039 

95.16 

Critical 

Kalinjara 

0828000403475600 

0.06 

0.18 

62.11 

0.21 

- 

0.21 

0.06 

0.89 

- 

- 

- 

- 

- 

- 

- 

0.210 

0.011 

0.200 

0.045 

22.69 

Safe 


0828000503515500 

0.03 

0.11 

66.09 

0.14 

0.01 

0.15 

0.06 

0.99 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.165 

0.008 

0.157 

0.147 

93.67 

Critical 

Kanajpara 

0828000503498000 

0.07 

0.06 

(25.65) 

0.05 

- 

0.05 

0.06 

0.98 

- 

- 

- 

- 

- 

- 

- 

0.048 

0.002 

0.046 

0.012 

26.99 

Safe 

Kanikara 

0828000503514900 

0.03 

0.05 

192.24 

0.06 

0.01 

0.07 

0.04 

0.73 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.086 

0.004 

0.082 

0.138 

167.98 

Over Exploited 

Kankra Khurd Dungri 

0828000503505700 

0.07 

0.04 

(30.30) 

0.04 

- 

0.04 

0.06 

0.98 

- 

- 

- 

- 

- 

- 

- 

0.035 

0.002 

0.033 

0.011 

32.75 

Safe 

Karmadiya 

0828000503508200 

0.03 

0.14 

178.31 

0.17 

- 

0.17 

0.05 

0.83 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.180 

0.009 

0.171 

0.098 

57.47 

Safe 

Karmi 

0828000503512300 

0.07 

0.04 

18.56 

0.04 

- 

0.04 

0.02 

0.32 

- 

- 

- 

- 

- 

- 

- 

0.042 

0.002 

0.040 

0.011 

27.42 

Safe 

Kasoomba 

0828000503493200 

0.05 

0.04 

(3.54) 

0.03 

- 

0.03 

0.05 

0.85 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.044 

0.002 

0.042 

0.034 

81.86 

Semi Critical 

Kawariya 

0828000503486700 

0.05 

0.02 

139.62 

0.03 

- 

0.03 

0.05 

0.84 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.036 

0.002 

0.034 

0.053 

154.96 

Over Exploited 

Kawwa Ki Chhayan 

0828000503514100 

0.07 

0.00 

122.15 

0.00 

- 

0.00 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.002 

51.22 

Safe 

Kewadiya 

0828000403473100 

0.06 

0.02 

92.07 

0.02 

- 

0.02 

0.03 

0.43 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.034 

0.002 

0.032 

0.054 

168.75 

Over Exploited 



0.02 

0.00 

16,705.02 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khajoora 

0828000503509100 

0.03 

0.00 

1,781.44 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.002 

141.09 

Over Exploited 

Khandi-deri 

0828000503493900 

0.05 

0.03 

63.26 

0.04 

- 

0.04 

0.05 

0.84 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.046 

0.002 

0.044 

0.043 

98.03 

Critical 

Khankhariya 

0828000503522000 

0.03 

0.11 

349.32 

0.13 

- 

0.13 

0.05 

0.91 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.143 

0.007 

0.136 

0.089 

65.67 

Safe 

Khariya-sath 

0828000503499100 

0.03 

0.08 

263.23 

0.09 

- 

0.09 

0.06 

0.94 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.104 

0.005 

0.099 

0.057 

57.85 

Safe 

Kharod Chatra 

0828000503492200 

0.05 

0.00 

1,652.46 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.002 

167.96 

Over Exploited 



0.07 

0.00 

20,151.27 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khera 

0828000503504900 

0.07 

0.01 

420.81 

0.01 

- 

0.01 

0.02 

0.25 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.009 

150.03 

Over Exploited 



0.03 

0.02 

239.72 

0.03 

- 

0.03 

0.04 

0.73 

- 

- 

- 

- 

- 

- 

- 

0.025 

0.001 

0.024 

0.022 

93.25 

Critical 

Kherda 

0828000503507400 

0.03 

0.05 

130.14 

0.06 

0.01 

0.07 

0.06 

0.99 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.091 

0.005 

0.086 

0.110 

128.26 

Over Exploited 

Kheriya 

0828000503492900 

0.05 

0.05 

31.45 

0.06 

- 

0.06 

0.04 

0.58 

- 

- 

- 

- 

- 

- 

- 

0.061 

0.003 

0.058 

0.030 

52.81 

Safe 



0.07 

0.02 

15.00 

0.02 

- 

0.02 

0.02 

0.28 

- 

- 

- 

- 

- 

- 

- 

0.018 

0.001 

0.017 

0.013 

80.42 

Semi Critical 

Kherpur 

0828000503516900 

0.03 

0.03 

40,788.46 

0.03 

0.01 

0.04 

0.04 

0.70 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.061 

0.003 

0.058 

0.099 

169.52 

Over Exploited 

Khoonta Machar 

0828000403475900 

0.06 

0.06 

18.16 

0.07 

- 

0.07 

0.06 

0.82 

- 

- 

- 

- 

- 

- 

- 

0.072 

0.004 

0.068 

0.010 

14.38 

Safe 



0.06 

0.00 

1,985.03 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

0.0005 

0.0031 

- 

0.004 

0.004 

0.004 

0.000 

0.004 

0.001 

15.44 

Safe 

Khoonta-kalan 

0828000503487100 

0.05 

0.07 

113.76 

0.09 

- 

0.09 

0.05 

0.84 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.098 

0.005 

0.093 

0.078 

84.67 

Semi Critical 

Kothariya 

0828000503517400 

0.03 

0.09 

30,774.65 

0.11 

- 

0.11 

0.04 

0.70 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.123 

0.006 

0.117 

0.059 

50.56 

Safe 

Kotra 

0828000503497300 

0.07 

0.00 

14,416.41 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.05 

16.56 

0.05 

- 

0.05 

0.06 

0.96 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.063 

0.003 

0.059 

0.051 

85.26 

Semi Critical 

Kotri 

0828000503522400 

0.03 

0.13 

475.02 

0.15 

- 

0.15 

0.05 

0.91 

- 

- 

- 

- 

- 

- 

- 

0.152 

0.008 

0.144 

0.059 

41.26 

Safe 

Koya Jhoos 

0828000503514200 

0.03 

0.07 

96.39 

0.08 

- 

0.08 

0.06 

0.97 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.089 

0.004 

0.084 

0.071 

84.58 

Semi Critical 

Kushalgarh (m) 

0828000542803000 

0.03 

0.11 

218.47 

0.13 

0.01 

0.14 

0.06 

0.99 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.167 

0.008 

0.159 

0.546 

343.70 

Over Exploited 

Kushalpara 

0828000503510400 

0.03 

0.05 

66.20 

0.06 

- 

0.06 

0.06 

0.99 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.073 

0.004 

0.070 

0.044 

62.97 

Safe 

Ladela 

0828000503495200 

0.05 

0.01 

(36.18) 

0.01 

- 

0.01 

0.05 

0.84 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.007 

0.012 

156.09 

Over Exploited 

Lalawara 

0828000403476100 

0.06 

0.00 

1,096.11 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.004 

179.61 

Over Exploited 



0.06 

0.00 

1,854.06 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

0.0022 

0.0122 

- 

0.014 

0.014 

0.015 

0.001 

0.014 

0.002 

15.61 

Safe 

Leelwani 

0828000403476000 

0.06 

0.15 

35.35 

0.18 

- 

0.18 

0.06 

0.85 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.192 

0.010 

0.183 

0.091 

49.67 

Safe 

Lohariya Kalan 

0828000503505200 

0.07 

0.02 

356.31 

0.03 

- 

0.03 

0.02 

0.39 

- 

- 

- 

- 

- 

- 

- 

0.026 

0.001 

0.025 

0.019 

76.20 

Semi Critical 



0.03 

0.02 

394.11 

0.03 

- 

0.03 

0.04 

0.58 

- 

- 

- 

- 

- 

- 

- 

0.027 

0.001 

0.026 

0.032 

124.15 

Over Exploited 

Lohariya-khurd 

0828000503499000 

0.07 

0.14 

19.11 

0.16 

- 

0.16 

0.06 

0.91 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.172 

0.009 

0.164 

0.074 

45.05 

Safe 

Loonawara 

0828000503506000 

0.07 

0.06 

(5.40) 

0.05 

- 

0.05 

0.06 

0.99 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.064 

0.003 

0.061 

0.055 

90.86 

Critical 

Macha 

0828000503493700 

0.05 

0.04 

33.16 

0.05 

- 

0.05 

0.05 

0.83 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.063 

0.003 

0.060 

0.074 

123.78 

Over Exploited 

Magarda-damra-sath 

0828000503496200 

0.05 

0.03 

(16.68) 

0.03 

- 

0.03 

0.06 

0.93 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.036 

0.002 

0.034 

0.033 

97.60 

Critical 

Magarda-khatela-sath 

0828000503496300 

0.05 

0.03 

(14.51) 

0.03 

- 

0.03 

0.06 

0.91 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.038 

0.002 

0.036 

0.034 

92.92 

Critical 

Magarda-machhara-sath 

0828000503496100 

0.05 

0.03 

(14.39) 

0.03 

- 

0.03 

0.05 

0.81 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.038 

0.002 

0.036 

0.034 

94.77 

Critical 



0.07 

0.00 

63.75 

0.00 

- 

0.00 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

65.33 

Safe 

Mahuriya Bajja 

0828000503488000 

0.05 

0.00 

57,806.08 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mai 

0828000503509700 

0.03 

0.11 

154.61 

0.13 

- 

0.13 

0.06 

0.99 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.144 

0.007 

0.136 

0.080 

58.43 

Safe 

Maska Khurd 

0828000503503600 

0.07 

0.01 

332.08 

0.01 

- 

0.01 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.013 

0.024 

188.30 

Over Exploited 

Molan 

0828000503493300 

0.05 

0.02 

(37.69) 

0.02 

- 

0.02 

0.05 

0.83 

- 

- 

- 

- 

- 

- 

- 

0.016 

0.001 

0.015 

0.003 

20.70 

Safe 

Mooni-para 

0828000503496700 

0.07 

0.03 

69.43 

0.03 

- 

0.03 

0.03 

0.51 

- 

- 

- 

- 

- 

- 

- 

0.035 

0.002 

0.033 

0.012 

36.33 

Safe 



0.03 

0.01 

239.16 

0.01 

- 

0.01 

0.03 

0.41 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.010 

0.012 

115.89 

Over Exploited 

Mor 

0828000503506500 

0.03 

0.07 

67.94 

0.08 

- 

0.08 

0.06 

0.99 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.091 

0.005 

0.086 

0.047 

53.87 

Safe 

Motapara 

0828000503499500 

0.07 

0.00 

692.84 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.010 

482.54 

Over Exploited 

Mundari 

0828000503507100 

0.03 

0.02 

162.88 

0.02 

0.01 

0.03 

0.06 

0.99 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.052 

0.003 

0.050 

0.112 

225.69 

Over Exploited 

Naganwat 

0828000503516400 

0.03 

0.06 

66.93 

0.07 

- 

0.07 

0.06 

0.99 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.080 

0.004 

0.076 

0.078 

101.95 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Nagawara 

082800040347270C 

4.828 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.253 

2.12 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.02 

0.009 

0.22 

0.17 


Nagda Kalan 

0828000503516800 

2.070 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.851 

2.51 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.03 

0.011 

0.83 

0.79 


Nagda Khurd 

0828000503516300 

2.296 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.126 

2.59 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.11 

0.03 

0.012 

0.86 

0.82 


Nal 

0828000403474600 

12.129 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.365 

2.67 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.01 

0.010 

0.09 

0.08 







Non-command 

Deccan Traps 

8.827 

2.67 

0.018 

0.04 

0.00 

0.00 

0.00 

0.00 

0.45 

0.55 

0.07 

0.066 

0.61 

0.50 


Nalpara 

0828000503503900 

2.081 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.687 

4.38 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.004 

0.29 

0.27 


Nani Ka Sath 

0828000503504100 

1.461 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.461 

4.81 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.14 

0.03 

0.008 

0.90 

0.85 


Nathpura 

0828000503507000 

1.354 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.354 

2.80 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.08 

0.008 

0.93 

0.89 


Nawagaon 

0828000503492700 

3.936 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.847 

3.78 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.01 

0.005 

0.17 

0.16 







Non-command 

Deccan Traps 

2.983 

3.78 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.13 

0.03 

0.018 

0.61 

0.56 


Naya Padariya 

0828000403475300 

1.623 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.470 

1.90 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.04 

0.011 

0.76 

0.60 


Nisnawat 

0828000503506300 

0.269 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.030 

2.23 

0.023 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.11 

0.10 







Non-command 

Deccan Traps 

0.238 

2.23 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.06 

0.001 

0.82 

0.79 


Osara 

0828000503495800 

0.496 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.496 

1.92 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.03 

0.003 

0.79 

0.71 


Padla Mokha 

0828000503494300 

0.575 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.575 

3.65 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.03 

0.004 

0.79 

0.69 


Padla-barkiya 

0828000503494200 

0.814 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.814 

1.36 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.005 

0.79 

0.69 


Padla-katara 

0828000503495000 

0.294 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.294 

1.33 

0.015 

0.02 

0.01 

0.00 

0.00 

0.00 

0.02 

0.02 

0.09 

0.002 

0.79 

0.70 


Palakpara 

0828000503504000 

1.940 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.940 

4.05 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.16 

0.04 

0.011 

0.90 

0.86 


Pali-kalan 

0828000503498600 

1.431 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.682 

1.26 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.004 

0.43 

0.41 







Non-command 

Deccan Traps 

0.749 

1.26 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.005 

0.47 

0.45 


Pali-khurd 

0828000503498300 

1.605 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.351 

1.62 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.20 

0.19 







Non-command 

Deccan Traps 

1.254 

1.62 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.008 

0.70 

0.67 


Pandera 

0828000403474900 

0.859 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.859 

3.24 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.01 

0.006 

0.82 

0.67 


Parla 

0828000503515600 

9.150 

Fresh 

Non-command 

Non-command 

Deccan Traps 

8.714 

2.86 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.47 

0.49 

0.08 

0.050 

0.88 

0.84 


Parnala 

0828000503497700 

1.693 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.693 

1.61 

0.023 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.04 

0.010 

0.90 

0.86 


Patapor 

0828000503495500 

0.554 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.554 

2.00 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.003 

0.81 

0.73 


Pati 

0828000503510800 

0.832 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.832 

2.59 

0.018 

0.03 

0.01 

0.00 

0.00 

0.00 

0.06 

0.06 

0.11 

0.005 

0.93 

0.89 


Peepli Para 

0828000503504300 

1.647 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.647 

3.99 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.13 

0.03 

0.010 

0.92 

0.88 


Phoolpuri 

0828000503510600 

2.591 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.591 

2.78 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.13 

0.00 

0.015 

0.93 

0.89 



0828000503514000 

1.770 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.461 

2.45 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.003 

0.23 

0.22 


Potalia 

0828000503506600 

2.091 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.091 

2.61 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.12 

0.06 

0.012 

0.93 

0.89 


Ragapara 

0828000503506400 

1.397 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.397 

2.44 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.02 

0.008 

0.93 

0.89 


Rakho 

0828000403472600 

7.822 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.076 

2.64 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.14 

0.00 

0.015 

0.22 

0.17 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.913 

2.64 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.00 

0.007 

0.10 

0.08 


Rakho Para 

0828000403472500 

0.585 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.250 

2.55 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.35 

0.28 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.314 

2.55 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.002 

0.44 

0.35 


Ramgarh 

0828000503516500 

2.625 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.625 

2.30 

0.018 

0.05 

0.01 

0.00 

0.00 

0.00 

0.15 

0.15 

0.18 

0.015 

0.93 

0.89 


Ranagi 

0828000503493000 

1.175 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.175 

1.47 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.007 

0.80 

0.73 


Rangi 

0828000303452400 

1.414 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.142 

2.97 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.09 

0.08 


Ranjeetgarh 

0828000503507600 

0.160 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.126 

1.63 

0.023 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.001 

0.73 

0.70 







Non-command 

Deccan Traps 

0.034 

1.63 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.20 

0.19 


Ratanmal 

0828000503509600 

1.801 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.796 

3.37 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.12 

0.03 

0.010 

0.92 

0.89 


Rath Dhanraj 

0828000503490000 

3.611 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.023 

4.33 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rati Mahuri 

0828000503505000 

0.898 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.052 

2.90 

0.023 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.05 

0.05 







Non-command 

Deccan Traps 

0.847 

2.90 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.04 

0.005 

0.87 

0.84 


Renganiya 

0828000503503700 

0.900 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.018 

3.61 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Richhwani 

0828000503516100 

1.260 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.260 

2.28 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.07 

0.007 

0.93 

0.89 


Rohaniya 

0828000503505500 

1.184 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.368 

2.32 

0.023 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.002 

0.29 

0.28 







Non-command 

Deccan Traps 

0.817 

2.32 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.005 

0.64 

0.62 


Rohaniya Laxmansingh 

0828000503490700 

1.554 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.086 

3.13 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.04 

0.04 


Rohaniya-ramsingh 

0828000503490600 

2.061 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.257 

3.56 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.002 

0.10 

0.09 


Roopa-kheri 

0828000503498500 

1.870 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.870 

1.89 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.05 

0.011 

0.86 

0.80 


Roopa-para 

0828000503498900 

1.378 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.378 

5.21 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.04 

0.008 

0.87 

0.82 


Sabalpura 

0828000503508000 

4.460 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.013 

2.62 

0.018 

0.03 

0.01 

0.00 

0.00 

0.00 

0.20 

0.22 

0.08 

0.023 

0.80 

0.73 


Sagwa 

0828000503488200 

3.921 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.444 

3.75 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.18 

0.06 

0.015 

0.48 

0.43 


Sajjan Garh 

0828000303452200 

1.047 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.963 

2.86 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.01 

0.005 

0.80 

0.71 


Sajjangarh 

0828000503490100 

1.677 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.104 

4.45 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.05 

0.04 


Sandari 

0828000403474300 

0.449 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.449 

2.38 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.003 

0.82 

0.67 


Sandlai 

0828000503497000 

1.243 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.243 

2.77 

0.018 

0.03 

0.01 

0.00 

0.00 

0.00 

0.08 

0.09 

0.10 

0.007 

0.85 

0.77 


Sani Doongri 

0828000503493400 

0.755 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.755 

2.49 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.005 

0.78 

0.70 


Sansa Varla 

0828000503505300 

0.709 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.638 

2.76 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.004 

0.83 

0.80 







Non-command 

Deccan Traps 

0.071 

2.76 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.09 

0.09 


Saran 

0828000503507700 

5.910 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.497 

1.30 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.16 

0.08 

0.032 

0.86 

0.82 


Saredi Bheelan 

0828000403475800 

3.193 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.193 

3.12 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.24 

0.06 

0.024 

0.81 

0.65 


Sarel 

0828000503517100 

1.077 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.067 

2.65 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.02 

0.006 

0.92 

0.88 


Seemsagra 

0828000503518600 

3.177 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.659 

3.32 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.00 

0.004 

0.19 

0.18 


Semalda 

0828000503518800 

0.726 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.116 

3.71 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.15 

0.14 


Sewaniya 

0828000503487200 

2.287 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.287 

3.47 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.17 

0.06 

0.014 

0.79 

0.66 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Nagawara 

0828000403472700 

0.06 

0.02 

340.88 

0.02 

- 

0.02 

0.02 

0.24 

- 

- 

- 

- 

- 

- 

- 

0.020 

0.001 

0.019 

0.028 

150.24 

Over Exploited 

Nagda Kalan 

0828000503516800 

0.03 

0.05 

85.03 

0.06 

- 

0.06 

0.05 

0.88 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.072 

0.004 

0.068 

0.045 

65.65 

Safe 

Nagda Khurd 

0828000503516300 

0.03 

0.06 

81.81 

0.07 

- 

0.07 

0.05 

0.91 

- 

- 

- 

- 

- 

- 

- 

0.073 

0.004 

0.070 

0.037 

53.57 

Safe 

Nal 

0828000403474600 

0.06 

0.01 

1,060.26 

0.01 

- 

0.01 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.009 

0.020 

229.89 

Over Exploited 



0.02 

0.11 

410.60 

0.13 

- 

0.13 

0.04 

0.65 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.139 

0.007 

0.132 

0.131 

99.23 

Critical 

Nalpara 

0828000503503900 

0.07 

0.01 

222.51 

0.02 

- 

0.02 

0.02 

0.31 

- 

- 

- 

- 

- 

- 

- 

0.016 

0.001 

0.015 

0.021 

140.20 

Over Exploited 

Nani Ka Sath 

0828000503504100 

0.03 

0.04 

217.72 

0.05 

- 

0.05 

0.06 

0.96 

- 

- 

- 

- 

- 

- 

- 

0.053 

0.003 

0.050 

0.033 

66.48 

Safe 

Nathpura 

0828000503507000 

0.03 

0.04 

112.74 

0.05 

- 

0.05 

0.06 

0.99 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.061 

0.003 

0.058 

0.084 

145.62 

Over Exploited 

Nawagaon 

0828000503492700 

0.05 

0.01 

614.69 

0.01 

- 

0.01 

0.01 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.008 

0.015 

181.10 

Over Exploited 



0.07 

0.12 

10.93 

0.13 

- 

0.13 

0.04 

0.65 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.145 

0.007 

0.137 

0.052 

38.07 

Safe 

Naya Padariya 

0828000403475300 

0.06 

0.07 

12.00 

0.08 

- 

0.08 

0.06 

0.82 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.085 

0.004 

0.081 

0.049 

60.38 

Safe 

Nisnawat 

0828000503506300 

0.07 

0.00 

613.69 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

2,807.78 

Over Exploited 



0.03 

0.01 

362.45 

0.01 

- 

0.01 

0.05 

0.88 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.060 

355.28 

Over Exploited 

Osara 

0828000503495800 

0.05 

0.02 

38.15 

0.02 

- 

0.02 

0.05 

0.84 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.033 

0.002 

0.032 

0.032 

101.08 

Over Exploited 

Padla Mokha 

0828000503494300 

0.05 

0.02 

110.34 

0.03 

- 

0.03 

0.06 

0.85 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.037 

0.002 

0.035 

0.033 

91.73 

Critical 

Padla-barkiya 

0828000503494200 

0.05 

0.03 

(5.80) 

0.03 

- 

0.03 

0.05 

0.84 

- 

- 

- 

- 

- 

- 

- 

0.030 

0.002 

0.029 

0.024 

83.63 

Semi Critical 

Padla-katara 

0828000503495000 

0.05 

0.01 

54.12 

0.01 

0.01 

0.02 

0.05 

0.84 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.044 

0.002 

0.042 

0.088 

210.35 

Over Exploited 

Palakpara 

0828000503504000 

0.03 

0.06 

164.82 

0.07 

- 

0.07 

0.06 

0.96 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.080 

0.004 

0.076 

0.053 

69.62 

Safe 

Pali-kalan 

0828000503498600 

0.05 

0.01 

(6.85) 

0.01 

- 

0.01 

0.03 

0.46 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.013 

0.014 

109.77 

Over Exploited 



0.07 

0.02 

(12.78) 

0.02 

- 

0.02 

0.03 

0.50 

- 

- 

- 

- 

- 

- 

- 

0.020 

0.001 

0.019 

0.022 

111.41 

Over Exploited 

Pali-khurd 

0828000503498300 

0.05 

0.00 

161.30 

0.00 

- 

0.00 

0.01 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.012 

309.49 

Over Exploited 



0.07 

0.06 

(45.41) 

0.05 

- 

0.05 

0.05 

0.75 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.057 

0.003 

0.054 

0.050 

92.17 

Critical 

Pandera 

0828000403474900 

0.06 

0.04 

41.52 

0.05 

- 

0.05 

0.06 

0.88 

- 

- 

- 

- 

- 

- 

- 

0.051 

0.003 

0.048 

0.016 

33.95 

Safe 

Parla 

0828000503515600 

0.03 

0.26 

89.55 

0.31 

0.01 

0.32 

0.06 

0.94 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.338 

0.017 

0.321 

0.134 

41.82 

Safe 

Parnala 

0828000503497700 

0.07 

0.11 

(29.77) 

0.09 

- 

0.09 

0.06 

0.96 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.096 

0.005 

0.091 

0.046 

50.38 

Safe 

Patapor 

0828000503495500 

0.05 

0.02 

(17.75) 

0.02 

- 

0.02 

0.05 

0.86 

- 

- 

- 

- 

- 

- 

- 

0.018 

0.001 

0.017 

0.013 

76.65 

Semi Critical 

Pati 

0828000503510800 

0.03 

0.03 

131.71 

0.03 

0.01 

0.04 

0.06 

0.99 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.061 

0.003 

0.058 

0.114 

196.16 

Over Exploited 

Peepli Para 

0828000503504300 

0.03 

0.05 

156.67 

0.06 

- 

0.06 

0.06 

0.98 

- 

- 

- 

- 

- 

- 

- 

0.061 

0.003 

0.058 

0.035 

59.60 

Safe 

Phoolpuri 

0828000503510600 

0.03 

0.08 

62.43 

0.10 

- 

0.10 

0.06 

0.99 

- 

- 

- 

- 

- 

- 

- 

0.097 

0.005 

0.092 

0.015 

16.29 

Safe 


0828000503514000 

0.07 

0.01 

68.61 

0.01 

- 

0.01 

0.02 

0.25 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.008 

0.003 

34.59 

Safe 

Potalia 

0828000503506600 

0.03 

0.07 

84.49 

0.08 

- 

0.08 

0.06 

0.99 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.088 

0.004 

0.084 

0.071 

84.92 

Semi Critical 

Ragapara 

0828000503506400 

0.03 

0.04 

66.52 

0.05 

- 

0.05 

0.06 

0.99 

- 

- 

- 

- 

- 

- 

- 

0.052 

0.003 

0.050 

0.025 

50.58 

Safe 

Rakho 

0828000403472600 

0.06 

0.03 

390.19 

0.03 

- 

0.03 

0.02 

0.24 

- 

- 

- 

- 

- 

- 

- 

0.033 

0.002 

0.032 

0.015 

48.63 

Safe 



0.06 

0.01 

910.96 

0.01 

- 

0.01 

0.01 

0.11 

- 

- 

0.0066 

0.0368 

- 

0.043 

0.043 

0.050 

0.002 

0.047 

0.007 

14.33 

Safe 

Rakho Para 

0828000403472500 

0.06 

0.01 

169.97 

0.01 

- 

0.01 

0.03 

0.38 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.002 

30.76 

Safe 



0.06 

0.01 

114.34 

0.01 

- 

0.01 

0.03 

0.48 

- 

- 

0.0023 

0.0127 

- 

0.015 

0.015 

0.025 

0.001 

0.024 

0.002 

9.85 

Safe 

Ramgarh 

0828000503516500 

0.03 

0.08 

86.36 

0.10 

0.01 

0.11 

0.06 

0.99 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.138 

0.007 

0.131 

0.191 

146.09 

Over Exploited 

Ranagi 

0828000503493000 

0.05 

0.05 

(15.98) 

0.04 

- 

0.04 

0.05 

0.85 

- 

- 

- 

- 

- 

- 

- 

0.040 

0.002 

0.038 

0.026 

69.82 

Safe 

Rangi 

0828000303452400 

0.09 

0.00 

662.03 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

60.86 

Safe 

Ranjeetgarh 

0828000503507600 

0.07 

0.01 

135.96 

0.01 

- 

0.01 

0.05 

0.78 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.007 

0.023 

309.51 

Over Exploited 



0.03 

0.00 

351.68 

0.00 

- 

0.00 

0.01 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

3,247.15 

Over Exploited 

Ratanmal 

0828000503509600 

0.03 

0.06 

117.18 

0.07 

- 

0.07 

0.06 

0.98 

- 

- 

- 

- 

- 

- 

- 

0.067 

0.003 

0.063 

0.035 

55.80 

Safe 

Rath Dhanraj 

0828000503490000 

0.05 

0.00 

30,312.48 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rati Mahuri 

0828000503505000 

0.07 

0.00 

1,708.02 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.02 

121.92 

0.03 

- 

0.03 

0.06 

0.93 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.040 

0.002 

0.038 

0.047 

124.21 

Over Exploited 

Renganiya 

0828000503503700 

0.07 

0.00 

3,153.72 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Richhwani 

0828000503516100 

0.03 

0.04 

87.17 

0.05 

- 

0.05 

0.06 

0.98 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.057 

0.003 

0.054 

0.074 

137.35 

Over Exploited 

Rohaniya 

0828000503505500 

0.07 

0.01 

169.90 

0.01 

- 

0.01 

0.02 

0.31 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.008 

0.009 

108.01 

Over Exploited 



0.03 

0.02 

96.23 

0.02 

- 

0.02 

0.04 

0.68 

- 

- 

- 

- 

- 

- 

- 

0.021 

0.001 

0.020 

0.013 

63.65 

Safe 

Rohaniya Laxmansingh 

0828000503490700 

0.05 

0.00 

2,287.04 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Rohaniya-ramsingh 

0828000503490600 

0.05 

0.00 

1,132.55 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.002 

111.90 

Over Exploited 

Roopa-kheri 

0828000503498500 

0.07 

0.11 

(44.07) 

0.09 

- 

0.09 

0.06 

0.91 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.095 

0.005 

0.090 

0.061 

68.03 

Safe 

Roopa-para 

0828000503498900 

0.07 

0.08 

8.59 

0.09 

- 

0.09 

0.06 

0.93 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.097 

0.005 

0.092 

0.050 

54.74 

Safe 

Sabalpura 

0828000503508000 

0.03 

0.11 

108.25 

0.13 

0.01 

0.14 

0.05 

0.85 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.159 

0.008 

0.151 

0.107 

71.04 

Semi Critical 

Sagwa 

0828000503488200 

0.05 

0.06 

198.79 

0.07 

- 

0.07 

0.03 

0.52 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.081 

0.004 

0.077 

0.073 

95.12 

Critical 

Sajjan Garh 

0828000303452200 

0.09 

0.07 

(5.25) 

0.07 

- 

0.07 

0.05 

0.85 

- 

- 

- 

- 

- 

- 

- 

0.066 

0.003 

0.062 

0.019 

30.97 

Safe 

Sajjangarh 

0828000503490100 

0.05 

0.00 

3,005.01 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Sandari 

0828000403474300 

0.06 

0.02 

3.13 

0.02 

- 

0.02 

0.06 

0.88 

- 

- 

- 

- 

- 

- 

- 

0.023 

0.001 

0.022 

0.003 

15.42 

Safe 

Sandlai 

0828000503497000 

0.03 

0.04 

150.88 

0.04 

0.01 

0.05 

0.06 

0.91 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.073 

0.004 

0.069 

0.108 

156.92 

Over Exploited 

Sani Doongri 

0828000503493400 

0.05 

0.03 

44.29 

0.04 

- 

0.04 

0.05 

0.83 

- 

- 

- 

- 

- 

- 

- 

0.035 

0.002 

0.033 

0.024 

70.54 

Semi Critical 

Sansa Varla 

0828000503505300 

0.05 

0.03 

3.47 

0.03 

- 

0.03 

0.05 

0.89 

- 

- 

- 

- 

- 

- 

- 

0.028 

0.001 

0.026 

0.004 

14.98 

Safe 



0.07 

0.00 

375.60 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Saran 

0828000503507700 

0.03 

0.16 

2.43 

0.16 

- 

0.16 

0.05 

0.91 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.172 

0.009 

0.163 

0.108 

66.07 

Safe 

Saredi Bheelan 

0828000403475800 

0.06 

0.15 

55.17 

0.19 

- 

0.19 

0.06 

0.87 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.196 

0.010 

0.186 

0.082 

43.94 

Safe 

Sarel 

0828000503517100 

0.03 

0.03 

88.10 

0.04 

- 

0.04 

0.06 

0.98 

- 

- 

- 

- 

- 

- 

- 

0.039 

0.002 

0.038 

0.023 

61.76 

Safe 

Seemsagra 

0828000503518600 

0.03 

0.00 

849.39 

0.01 

- 

0.01 

0.01 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.004 

78.95 

Semi Critical 

Semalda 

0828000503518800 

0.03 

0.00 

1,267.84 

0.00 

- 

0.00 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.009 

1,333.38 

Over Exploited 

Sewaniya 

0828000503487200 

0.05 

0.09 

84.14 

0.11 

- 

0.11 

0.05 

0.84 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.118 

0.006 

0.112 

0.076 

67.98 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Shakkarwara 

082800050348660C 

2.479 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.479 

1.79 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.05 

0.015 

0.80 

0.69 


Shikarwari 

0828000503510500 

1.396 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.396 

2.96 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.01 

0.008 

0.93 

0.89 


Sigara-ki-garli 

0828000503496800 

1.816 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.170 

2.43 

0.023 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.01 

0.007 

0.54 

0.50 







Non-command 

Deccan Traps 

0.647 

2.43 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.004 

0.30 

0.27 


Simela 

0828000503492600 

2.512 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.235 

5.09 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.08 

0.07 







Non-command 

Deccan Traps 

2.277 

5.09 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.14 

0.03 

0.014 

0.74 

0.68 


Singli 

0828000503507900 

4.390 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.796 

2.28 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.03 

0.010 

0.37 

0.35 


Sodaliya 

0828000503509800 

1.178 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.172 

4.37 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.03 

0.007 

0.92 

0.89 


Somaji Para 

0828000503502200 

0.666 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.157 

5.22 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.20 

0.18 


Sooliya Malpura 

0828000503522200 

2.448 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.444 

4.97 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.24 

0.03 

0.014 

0.91 

0.86 


Sooraj Kund 

0828000503509500 

2.803 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.086 

2.30 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.11 

0.05 

0.012 

0.69 

0.66 


Sukhera 

0828000503498700 

1.172 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.412 

2.73 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.003 

0.32 

0.30 







Non-command 

Deccan Traps 

0.760 

2.73 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.005 

0.59 

0.56 


Sunariya 

0828000503506900 

0.490 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.490 

2.63 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.003 

0.93 

0.89 


Surwan 

0828000503517600 

7.191 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.421 

2.26 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.00 

0.014 

0.31 

0.30 


Suwala 

0828000403475700 

5.065 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.065 

3.10 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.30 

0.38 

0.10 

0.038 

0.82 

0.66 


Tada Barla 

0828000503511000 

2.789 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.789 

2.55 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.14 

0.03 

0.016 

0.93 

0.89 


Talaba 

0828000503505100 

2.046 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.046 

5.35 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.20 

0.00 

0.012 

0.88 

0.83 


Talaipara 

0828000503507200 

1.097 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.097 

3.33 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.03 

0.006 

0.93 

0.89 


Taleti 

0828000503518000 

0.402 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.292 

4.05 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.002 

0.68 

0.65 


Tambesara 

0828000503493100 

0.783 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.140 

1.26 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.15 

0.14 







Non-command 

Deccan Traps 

0.643 

1.26 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.004 

0.68 

0.62 


Tanda-ratna 

0828000503490300 

1.841 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.032 

4.48 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Tandi Moti 

0828000403478800 

2.901 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.001 

2.93 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Taraliya 

0828000503521800 

3.408 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.147 

1.38 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.03 

0.007 

0.31 

0.29 


Teemera-kalan 

0828000503497400 

0.917 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.844 

1.54 

0.023 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.08 

0.005 

0.85 

0.81 







Non-command 

Deccan Traps 

0.073 

1.54 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.07 

0.07 


Teemera-khurd 

0828000503497500 

2.188 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.628 

1.69 

0.023 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.07 

0.009 

0.67 

0.63 







Non-command 

Deccan Traps 

0.560 

1.69 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.003 

0.23 

0.22 


Thummath 

0828000503504800 

0.523 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.015 

2.57 

0.023 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.03 







Non-command 

Deccan Traps 

0.507 

2.57 

0.018 

0.02 

0.01 

0.00 

0.00 

0.00 

0.03 

0.03 

0.08 

0.003 

0.90 

0.87 


Timba-mahuri 

0828000503490500 

4.426 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.312 

3.16 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.24 

0.01 

0.026 

0.75 

0.68 


Tiriyadev 

0828000503492800 

1.079 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.079 

3.19 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.06 

0.007 

0.78 

0.70 


Todi 

0828000503495900 

2.284 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.364 

1.29 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.008 

0.50 

0.46 







Non-command 

Deccan Traps 

0.920 

1.29 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.006 

0.34 

0.31 



0828000503497600 

0.256 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.256 

1.65 

0.023 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.91 

0.87 


Udaigarh Kalakhet 

0828000503510200 

1.069 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.069 

5.46 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.12 

0.02 

0.006 

0.93 

0.89 


Udaigarh Nisnawat 

0828000503517000 

1.062 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.062 

2.42 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.01 

0.006 

0.93 

0.89 


Udaigarh Vasooni 

0828000503515400 

3.162 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.162 

2.51 

0.018 

0.03 

0.01 

0.00 

0.00 

0.00 

0.16 

0.17 

0.09 

0.018 

0.92 

0.89 


Ukala 

0828000503514500 

1.307 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.307 

2.64 

0.018 

0.10 

0.02 

0.00 

0.00 

0.00 

0.14 

0.15 

0.38 

0.008 

0.92 

0.88 


Umar Jhonka 

0828000503509300 

1.729 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.744 

2.30 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.004 

0.40 

0.38 


Umrawat 

0828000503504600 

4.593 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.593 

2.80 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.25 

0.26 

0.04 

0.027 

0.93 

0.89 


Undwa 

0828000503517200 

0.793 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.755 

2.75 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.02 

0.004 

0.88 

0.85 


Vagol 

0828000503505400 

1.422 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.422 

2.57 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.04 

0.009 

0.92 

0.89 


Van raj 

0828000403474400 

8.283 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.072 

3.29 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.16 

0.02 

0.015 

0.21 

0.18 


Varli Para 

0828000503506100 

4.257 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.095 

1.84 

0.023 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.04 

0.006 

0.24 

0.23 







Non-command 

Deccan Traps 

2.921 

1.84 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.13 

0.13 

0.017 

0.64 

0.61 


Vasooni 

0828000503515300 

0.914 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.914 

1.96 

0.018 

0.08 

0.02 

0.00 

0.00 

0.00 

0.09 

0.10 

0.32 

0.005 

0.93 

0.89 

Sub Basin: Bhadar | 

09002005 

Adarsh Gaon 

0827000403358500 

0.698 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.698 

5.74 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.14 

0.14 

0.004 

0.70 

0.57 







Non-command 

Ultra Basics 

0.000 

5.74 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Amarpura 

0827000403365300 

0.924 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.924 

6.72 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.16 

0.02 

0.005 

0.70 

0.57 


Badela 

0827000403369300 

0.982 

Fresh 

Non-command 

Non-command 

Ultra Basics 

0.328 

2.93 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.002 

0.24 

0.18 


Bageri Ka Vela 

0827000403357000 

1.466 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.333 

3.41 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.003 

0.16 

0.13 


Bankra 

0827000403365600 

3.100 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.100 

5.74 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.36 

0.45 

0.02 

0.017 

0.70 

0.57 


Bansiya 

0827000403364100 

7.109 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.245 

4.73 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.17 

0.06 

0.007 

0.12 

0.10 







Non-command 

Ultra Basics 

4.516 

4.73 

0.020 

0.04 

0.00 

0.00 

0.00 

0.01 

0.45 

0.56 

0.11 

0.025 

0.45 

0.36 


Bathri 

0827000403358400 

1.763 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.754 

5.94 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.24 

0.29 

0.10 

0.010 

0.70 

0.57 







Non-command 

Ultra Basics 

0.009 

5.94 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Beda 

0827000403357400 

1.066 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.018 

3.95 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Bhachadiya 

0827000403366000 

3.025 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.025 

9.17 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.59 

0.73 

0.13 

0.017 

0.70 

0.57 


Bhandara 

0827000403364000 

2.249 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.607 

4.37 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.19 

0.03 

0.009 

0.50 

0.41 







Non-command 

Ultra Basics 

0.642 

4.37 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.01 

0.004 

0.20 

0.16 


Bhandari 

0827000403362700 

3.522 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.366 

6.99 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.49 

0.60 

0.07 

0.019 

0.67 

0.54 


Bhatiya 

0827000403367900 

1.932 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.932 

6.84 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.27 

0.35 

0.01 

0.011 

0.71 

0.56 


Bheelwa Panchela 

0827000403357600 

8.237 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.244 

3.88 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.24 

0.05 

0.018 

0.19 

0.16 


Bormali 

0827000403363900 

10.499 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.651 

4.14 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.02 

0.004 

0.04 

0.04 







Non-command 

Ultra Basics 

9.848 

4.14 

0.020 

0.05 

0.01 

0.00 

0.00 

0.02 

0.84 

1.03 

0.14 

0.055 

0.66 

0.53 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Shakkarwara 

0828000503486600 

0.05 

0.10 

1.58 

0.10 

- 

0.10 

0.06 

0.86 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.111 

0.006 

0.105 

0.065 

61.83 

Safe 

Shikarwari 

0828000503510500 

0.03 

0.04 

73.01 

0.05 

- 

0.05 

0.06 

0.99 

- 

- 

- 

- 

- 

- 

- 

0.052 

0.003 

0.050 

0.016 

32.43 

Safe 

Sigara-ki-garli 

0828000503496800 

0.07 

0.04 

81.94 

0.05 

- 

0.05 

0.04 

0.58 

- 

- 

- 

- 

- 

- 

- 

0.053 

0.003 

0.051 

0.021 

40.85 

Safe 



0.03 

0.01 

362.77 

0.01 

- 

0.01 

0.02 

0.32 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.007 

0.012 

157.78 

Over Exploited 

Simela 

0828000503492600 

0.05 

0.00 

2,089.85 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

141.06 

Over Exploited 



0.07 

0.11 

23.03 

0.13 

- 

0.13 

0.05 

0.79 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.144 

0.007 

0.137 

0.048 

34.96 

Safe 

Singli 

0828000503507900 

0.03 

0.02 

164,777.80 

0.03 

- 

0.03 

0.02 

0.40 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.037 

0.002 

0.035 

0.044 

126.98 

Over Exploited 

Sodaliya 

0828000503509800 

0.03 

0.04 

185.47 

0.04 

- 

0.04 

0.06 

0.98 

- 

- 

- 

- 

- 

- 

- 

0.044 

0.002 

0.041 

0.032 

76.81 

Semi Critical 

Somaji Para 

0828000503502200 

0.07 

0.00 

335.54 

0.00 

- 

0.00 

0.01 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.009 

384.66 

Over Exploited 

Sooliya Malpura 

0828000503522200 

0.03 

0.07 

214.23 

0.09 

- 

0.09 

0.06 

0.97 

- 

- 

- 

- 

- 

- 

- 

0.090 

0.004 

0.085 

0.039 

45.87 

Safe 

Sooraj Kund 

0828000503509500 

0.03 

0.05 

125.46 

0.06 

- 

0.06 

0.04 

0.73 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.068 

0.003 

0.064 

0.062 

96.42 

Critical 

Sukhera 

0828000503498700 

0.05 

0.01 

172.20 

0.01 

- 

0.01 

0.02 

0.34 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.007 

0.003 

33.88 

Safe 



0.07 

0.03 

(25.99) 

0.02 

- 

0.02 

0.04 

0.62 

- 

- 

- 

- 

- 

- 

- 

0.024 

0.001 

0.022 

0.005 

20.72 

Safe 

Sunariya 

0828000503506900 

0.03 

0.02 

122.22 

0.02 

- 

0.02 

0.06 

0.99 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.028 

0.001 

0.027 

0.045 

166.72 

Over Exploited 

Surwan 

0828000503517600 

0.03 

0.03 

299.14 

0.03 

- 

0.03 

0.02 

0.33 

- 

- 

- 

- 

- 

- 

- 

0.030 

0.002 

0.029 

0.014 

48.70 

Safe 

Suwala 

0828000403475700 

0.06 

0.25 

52.39 

0.30 

0.01 

0.31 

0.06 

0.88 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.331 

0.017 

0.314 

0.134 

42.56 

Safe 

Tada Barla 

0828000503511000 

0.03 

0.09 

61.00 

0.10 

- 

0.10 

0.06 

0.99 

- 

- 

- 

- 

- 

- 

- 

0.104 

0.005 

0.099 

0.041 

41.57 

Safe 

Talaba 

0828000503505100 

0.03 

0.06 

235.90 

0.07 

- 

0.07 

0.06 

0.94 

- 

- 

- 

- 

- 

- 

- 

0.073 

0.004 

0.069 

0.012 

17.11 

Safe 

Talaipara 

0828000503507200 

0.03 

0.03 

124.97 

0.04 

- 

0.04 

0.06 

0.99 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.051 

0.003 

0.048 

0.040 

83.32 

Semi Critical 

Taleti 

0828000503518000 

0.03 

0.01 

224.83 

0.01 

- 

0.01 

0.04 

0.72 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.019 

247.70 

Over Exploited 

Tambesara 

0828000503493100 

0.05 

0.00 

170.09 

0.00 

- 

0.00 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.011 

918.91 

Over Exploited 



0.07 

0.03 

(32.04) 

0.02 

- 

0.02 

0.05 

0.72 

- 

- 

- 

- 

- 

- 

- 

0.023 

0.001 

0.022 

0.021 

95.06 

Critical 

Tanda-ratna 

0828000503490300 

0.05 

0.00 

10,877.53 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Tandi Moti 

0828000403478800 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Taraliya 

0828000503521800 

0.03 

0.01 

233.14 

0.01 

- 

0.01 

0.02 

0.33 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.024 

0.001 

0.023 

0.035 

150.01 

Over Exploited 

Teemera-kalan 

0828000503497400 

0.07 

0.05 

3.10 

0.05 

- 

0.05 

0.05 

0.90 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.062 

0.003 

0.058 

0.084 

143.57 

Over Exploited 



0.03 

0.00 

1,062.46 

0.00 

- 

0.00 

0.00 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

4,090.42 

Over Exploited 

Teemera-khurd 

0828000503497500 

0.07 

0.08 

14.75 

0.09 

- 

0.09 

0.04 

0.71 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.097 

0.005 

0.092 

0.081 

88.26 

Semi Critical 



0.03 

0.00 

555.81 

0.01 

- 

0.01 

0.01 

0.24 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.028 

576.03 

Over Exploited 

Thummath 

0828000503504800 

0.07 

0.00 

3,013.57 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.02 

123.29 

0.02 

0.01 

0.03 

0.06 

0.96 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.048 

0.002 

0.046 

0.087 

189.15 

Over Exploited 

Timba-mahuri 

0828000503490500 

0.05 

0.16 

46.24 

0.20 

- 

0.20 

0.05 

0.81 

- 

- 

- 

- 

- 

- 

- 

0.195 

0.010 

0.186 

0.036 

19.64 

Safe 

Tiriyadev 

0828000503492800 

0.05 

0.04 

89.53 

0.05 

- 

0.05 

0.05 

0.83 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.060 

0.003 

0.057 

0.065 

112.73 

Over Exploited 

Todi 

0828000503495900 

0.05 

0.03 

15.46 

0.04 

- 

0.04 

0.03 

0.53 

- 

- 

- 

- 

- 

- 

- 

0.039 

0.002 

0.037 

0.027 

73.11 

Semi Critical 



0.07 

0.02 

(37.50) 

0.02 

- 

0.02 

0.02 

0.36 

- 

- 

- 

- 

- 

- 

- 

0.017 

0.001 

0.016 

0.014 

86.96 

Semi Critical 


0828000503497600 

0.07 

0.02 

(38.97) 

0.01 

- 

0.01 

0.06 

0.97 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.012 

0.015 

124.31 

Over Exploited 

Udaigarh Kalakhet 

0828000503510200 

0.03 

0.03 

250.47 

0.04 

- 

0.04 

0.06 

0.99 

- 

- 

- 

- 

- 

- 

- 

0.040 

0.002 

0.038 

0.023 

61.11 

Safe 

Udaigarh Nisnawat 

0828000503517000 

0.03 

0.03 

41.39 

0.04 

- 

0.04 

0.06 

0.99 

- 

- 

- 

- 

- 

- 

- 

0.040 

0.002 

0.038 

0.014 

37.55 

Safe 

Udaigarh Vasooni 

0828000503515400 

0.03 

0.10 

69.14 

0.12 

0.01 

0.13 

0.06 

0.98 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.148 

0.007 

0.140 

0.110 

78.63 

Semi Critical 

Ukala 

0828000503514500 

0.03 

0.04 

262.27 

0.05 

0.02 

0.07 

0.06 

0.98 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.138 

0.007 

0.132 

0.386 

293.04 

Over Exploited 

Umar Jhonka 

0828000503509300 

0.03 

0.01 

217.04 

0.01 

- 

0.01 

0.03 

0.42 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.011 

0.004 

38.08 

Safe 

Umrawat 

0828000503504600 

0.03 

0.14 

78.95 

0.17 

- 

0.17 

0.06 

0.99 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.181 

0.009 

0.172 

0.069 

39.83 

Safe 

Undwa 

0828000503517200 

0.03 

0.02 

115.16 

0.03 

- 

0.03 

0.06 

0.94 

- 

- 

- 

- 

- 

- 

- 

0.027 

0.001 

0.026 

0.021 

83.66 

Semi Critical 

Vagol 

0828000503505400 

0.05 

0.07 

2.77 

0.07 

- 

0.07 

0.06 

0.98 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.078 

0.004 

0.074 

0.047 

63.45 

Safe 

Van raj 

0828000403474400 

0.02 

0.01 

1,679.19 

0.01 

- 

0.01 

0.01 

0.23 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.010 

0.037 

373.72 

Over Exploited 

Varli Para 

0828000503506100 

0.07 

0.02 

214.73 

0.02 

- 

0.02 

0.02 

0.25 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.032 

0.002 

0.030 

0.049 

162.65 

Over Exploited 



0.03 

0.06 

107.13 

0.07 

0.01 

0.08 

0.04 

0.68 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.105 

0.005 

0.099 

0.143 

143.60 

Over Exploited 

Vasooni 

0828000503515300 

0.03 

0.03 

234.76 

0.03 

0.02 

0.05 

0.06 

0.99 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.114 

0.006 

0.108 

0.324 

299.19 

Over Exploited 


Sub Basin: Bhadar 

Adarsh Gaon 

0827000403358500 

0.07 

0.04 

279.65 

0.04 

0.01 

0.05 

0.04 

0.74 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.083 

0.004 

0.079 

0.148 

187.93 

Over Exploited 



0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Amarpura 

0827000403365300 

0.07 

0.05 

245.54 

0.06 

0.00 

0.06 

0.05 

0.75 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.062 

0.003 

0.059 

0.020 

34.10 

Safe 

Badela 

0827000403369300 

0.06 

0.00 

442.16 

0.01 

- 

0.01 

0.02 

0.26 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.005 

0.002 

33.62 

Safe 

Bageri Ka Vela 

0827000403357000 

0.04 

0.00 

1,152.02 

0.00 

0.00 

0.00 

0.01 

0.17 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.005 

0.000 

0.004 

0.007 

152.06 

Over Exploited 

Bankra 

0827000403365600 

0.07 

0.16 

181.61 

0.19 

0.00 

0.19 

0.04 

0.75 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.200 

0.010 

0.190 

0.041 

21.68 

Safe 

Bansiya 

0827000403364100 

0.07 

0.01 

1,432.05 

0.01 

- 

0.01 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.022 

0.065 

291.68 

Over Exploited 



0.06 

0.12 

366.49 

0.15 

0.01 

0.16 

0.03 

0.48 

- 

0.0200 

- 

- 

0.021 

0.041 

0.041 

0.200 

0.010 

0.190 

0.138 

72.81 

Semi Critical 

Bathri 

0827000403358400 

0.07 

0.09 

224.38 

0.11 

0.00 

0.11 

0.04 

0.74 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.135 

0.007 

0.129 

0.111 

86.04 

Semi Critical 



0.06 

0.00 

65,909.61 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Beda 

0827000403357400 

0.04 

0.00 

20,037.93 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhachadiya 

0827000403366000 

0.07 

0.16 

371.63 

0.19 

0.00 

0.19 

0.04 

0.75 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.213 

0.011 

0.202 

0.147 

72.64 

Semi Critical 

Bhandara 

0827000403364000 

0.07 

0.06 

215.14 

0.07 

- 

0.07 

0.03 

0.53 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.081 

0.004 

0.076 

0.038 

49.58 

Safe 



0.06 

0.01 

798.47 

0.01 

- 

0.01 

0.01 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.009 

0.012 

131.88 

Over Exploited 

Bhandari 

0827000403362700 

0.07 

0.16 

265.29 

0.20 

0.00 

0.20 

0.04 

0.71 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.212 

0.011 

0.201 

0.086 

42.58 

Safe 

Bhatiya 

0827000403367900 

0.07 

0.10 

246.01 

0.12 

0.00 

0.12 

0.05 

0.76 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.122 

0.006 

0.116 

0.018 

15.32 

Safe 

Bheelwa Panchela 

0827000403357600 

0.04 

0.02 

1,270.76 

0.02 

0.00 

0.02 

0.01 

0.20 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.032 

0.002 

0.031 

0.064 

206.49 

Over Exploited 

Bormali 

0827000403363900 

0.07 

0.00 

3,123.48 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.019 

790.21 

Over Exploited 



0.06 

0.39 

165.91 

0.47 

0.03 

0.50 

0.04 

0.70 

- 

0.0300 

- 

- 

0.029 

0.059 

0.059 

0.555 

0.028 

0.528 

0.197 

37.28 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Chak Chariyala 

082700040336850C 

0.080 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.008 

2.36 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.07 

0.06 







Non-command 

Ultra Basics 

0.068 

2.36 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.61 

0.46 


Chandro Diya 

082700040336910C 

3.170 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.705 

5.88 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.11 

0.01 

0.004 

0.16 

0.12 







Non-command 

Ultra Basics 

1.011 

5.88 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.16 

0.00 

0.006 

0.23 

0.17 


Chariyala 

082700040336860C 

0.776 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.737 

4.03 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.08 

0.004 

0.68 

0.53 







Non-command 

Ultra Basics 

0.038 

4.03 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.04 

0.03 


Dariyati 

082700040336900C 

4.006 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.516 

6.53 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.22 

0.29 

0.05 

0.008 

0.27 

0.20 







Non-command 

Ultra Basics 

0.724 

6.53 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

0.09 

0.12 

0.01 

0.004 

0.13 

0.10 


Dhambola 

082700040335960C 

11.091 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.841 

4.62 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.31 

0.38 

0.24 

0.016 

0.18 

0.15 


Dharmpuri 

082700040335800C 

1.244 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.244 

5.27 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.16 

0.19 

0.12 

0.007 

0.70 

0.57 


Dhechra Bhagat 

082700040336690C 

3.538 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.538 

6.84 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.49 

0.61 

0.03 

0.020 

0.70 

0.57 


Dhechra Mashoor 

082700040336590C 

3.115 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.115 

8.55 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.54 

0.67 

0.00 

0.017 

0.70 

0.57 


Dhodhra 

082700040336380C 

4.682 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.637 

4.15 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.40 

0.49 

0.07 

0.026 

0.69 

0.56 







Non-command 

Ultra Basics 

0.045 

4.15 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Dhoon Dhariya 

082700040336800C 

4.350 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.910 

6.48 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.39 

0.50 

0.06 

0.016 

0.48 

0.38 







Non-command 

Ultra Basics 

1.440 

6.48 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.25 

0.02 

0.008 

0.24 

0.19 


Dol Kujela 

082700040335710C 

3.220 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.207 

3.45 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.11 

0.01 

0.009 

0.26 

0.21 


Dooka 

0827000403366800 

8.824 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.824 

4.93 

0.020 

0.06 

0.01 

0.00 

0.00 

0.01 

0.91 

1.13 

0.19 

0.049 

0.70 

0.57 


Forest 

0827000427900006 

6.757 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.095 

6.53 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.54 

0.67 

0.00 

0.023 

0.42 

0.35 



0827000427900011 

0.731 

Fresh 

Non-command 

Non-command 

Ultra Basics 

0.001 

5.60 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gara Patte Peeth 

0827000403363400 

1.594 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.706 

5.02 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.12 

0.14 

0.004 

0.31 

0.25 


Gelan 

0827000403363700 

3.701 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.701 

4.03 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.32 

0.39 

0.04 

0.021 

0.70 

0.57 


Ghantigala 

0827000403368200 

0.075 

Fresh 

Non-command 

Non-command 

Ultra Basics 

0.075 

4.68 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.72 

0.55 


Ghuved With Vankhandbhadar 

0827000403358600 

2.795 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.287 

4.83 

0.020 

0.02 

0.01 

0.00 

0.00 

0.00 

0.04 

0.05 

0.09 

0.002 

0.07 

0.06 


Ijjatpura 

0827000403366700 

0.929 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.929 

5.80 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.14 

0.01 

0.005 

0.70 

0.57 


Jhalai 

0827000403362600 

9.684 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.029 

7.28 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.000 

0.00 

0.00 


Jhanjri 

0827000403364900 

2.247 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.247 

4.44 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.26 

0.01 

0.012 

0.70 

0.57 


Jharni 

0827000403366200 

3.757 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.571 

7.39 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.55 

0.68 

0.15 

0.020 

0.67 

0.54 


Jorawar Pura 

0827000403365000 

5.166 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.166 

4.46 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.47 

0.58 

0.03 

0.029 

0.70 

0.57 


Kaberi Bari 

0827000403364700 

2.474 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.401 

5.89 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.02 

0.002 

0.12 

0.09 







Non-command 

Ultra Basics 

1.317 

5.89 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.22 

0.04 

0.007 

0.38 

0.29 


Kaberi Chhoti 

0827000403368900 

0.695 

Fresh 

Non-command 

Non-command 

Ultra Basics 

0.695 

3.77 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.06 

0.004 

0.71 

0.55 


Kampa Kundali 

0827000403358300 

1.977 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.933 

6.44 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.32 

0.03 

0.011 

0.68 

0.56 


Kanba 

0827000403367800 

0.747 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.747 

7.36 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.15 

0.03 

0.004 

0.71 

0.56 


Kankori 

0827000403366600 

0.013 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.009 

5.81 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.50 

0.41 


Kankra Dara 

0827000403367100 

5.701 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.701 

6.07 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.72 

0.90 

0.07 

0.032 

0.71 

0.57 


Kesharpura 

0827000403367000 

1.959 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.959 

5.59 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.24 

0.30 

0.07 

0.011 

0.70 

0.57 


Khar 

0827000403364600 

5.082 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.113 

5.16 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.001 

0.02 

0.01 







Non-command 

Ultra Basics 

4.214 

5.16 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.45 

0.58 

0.04 

0.023 

0.59 

0.46 


Kheer Khaiya 

0827000403365100 

3.046 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.538 

3.83 

0.020 

0.01 

0.00 

0.00 

0.00 

0.02 

0.19 

0.23 

0.02 

0.014 

0.59 

0.47 







Non-command 

Ultra Basics 

0.508 

3.83 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.00 

0.003 

0.12 

0.09 


Khumanpura 

0827000403368700 

1.054 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.352 

3.39 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.03 

0.002 

0.24 

0.19 







Non-command 

Ultra Basics 

0.702 

3.39 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.04 

0.004 

0.47 

0.37 


Kodariya 

0827000403364500 

4.510 

Fresh 

Non-command 

Non-command 

Ultra Basics 

3.644 

4.60 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.35 

0.45 

0.04 

0.020 

0.57 

0.45 


Kundali 

0827000403358700 

0.538 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.432 

5.38 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.01 

0.002 

0.56 

0.46 


Mala Kasba 

0827000403366100 

1.147 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.147 

9.19 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.27 

0.03 

0.006 

0.70 

0.57 


Mala Kholra 

0827000403364800 

9.850 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.995 

3.59 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.19 

0.02 

0.011 

0.14 

0.11 







Non-command 

Ultra Basics 

7.855 

3.59 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.59 

0.74 

0.06 

0.044 

0.56 

0.45 


Meroowa 

0827000403365800 

1.646 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.646 

7.01 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.30 

0.03 

0.009 

0.70 

0.57 


Nagariya Panchela 

0827000403357900 

5.100 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.172 

4.66 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.02 

0.02 


Nai Basti Baragama 

0827000403368300 

0.003 

Fresh 

Non-command 

Non-command 

Ultra Basics 

0.003 

4.72 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.000 

0.71 

0.56 


Nawagaon Ballu 

0827000403365700 

1.684 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.684 

6.50 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.27 

0.01 

0.009 

0.70 

0.57 


Nawagaon Gobar 

0827000403365500 

1.987 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.987 

8.18 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.34 

0.42 

0.01 

0.011 

0.70 

0.57 


Negala Peeth 

0827000403365200 

4.604 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.567 

4.96 

0.020 

0.01 

0.00 

0.00 

0.00 

0.03 

0.43 

0.54 

0.02 

0.025 

0.70 

0.56 







Non-command 

Ultra Basics 

0.038 

4.96 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 


Nithauwa 

0827000403367400 

1.299 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.299 

9.24 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.27 

0.33 

0.10 

0.007 

0.70 

0.57 


Pagara 

0827000403357200 

3.637 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.810 

3.59 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.17 

0.03 

0.014 

0.35 

0.29 


Parda Dariyati 

0827000403368800 

0.788 

Fresh 

Non-command 

Non-command 

Ultra Basics 

0.786 

3.44 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.11 

0.10 

0.004 

0.71 

0.55 


Peeth 

0827000403363600 

12.159 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

11.891 

4.90 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

1.22 

1.50 

0.19 

0.066 

0.68 

0.56 


Punawara 

0827000403368100 

6.292 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.455 

4.74 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.35 

0.45 

0.08 

0.019 

0.39 

0.31 







Non-command 

Ultra Basics 

2.838 

4.74 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.28 

0.36 

0.04 

0.016 

0.32 

0.25 


Rajpur 

0827000403363500 

2.445 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.435 

3.49 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.23 

0.04 

0.014 

0.70 

0.57 


Ramsor Bara 

0827000403367700 

2.985 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.985 

9.32 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.56 

0.71 

0.02 

0.017 

0.71 

0.56 


Ramsor Joona 

0827000403367600 

5.244 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.244 

8.95 

0.020 

0.01 

0.00 

0.00 

0.00 

0.02 

0.93 

1.16 

0.02 

0.029 

0.71 

0.56 


Rati Beri 

0827000403362800 

1.248 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.862 

6.64 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.15 

0.02 

0.005 

0.48 

0.39 


Rojela 

0827000403358100 

1.194 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.194 

6.03 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.19 

0.04 

0.007 

0.70 

0.57 


Sadariya 

0827000403362500 

3.500 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

7.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sajjanpura 

0827000403365400 

1.057 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.057 

7.00 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.20 

0.02 

0.006 

0.70 

0.57 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Chak Chariyala 

0827000403368500 

0.07 

0.00 

1,068.10 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

70.88 

0.00 

- 

0.00 

0.04 

0.65 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.019 

691.46 

Over Exploited 

Chandro Diya 

0827000403369100 

0.07 

0.01 

1,244.65 

0.01 

- 

0.01 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.000 

0.009 

0.011 

115.88 

Over Exploited 



0.06 

0.01 

1,028.47 

0.02 

0.00 

0.02 

0.02 

0.25 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.020 

0.001 

0.019 

0.010 

49.69 

Safe 

Chariyala 

0827000403368600 

0.07 

0.04 

174.55 

0.04 

0.00 

0.04 

0.05 

0.72 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.067 

0.003 

0.064 

0.084 

132.39 

Over Exploited 



0.06 

0.00 

4,831.17 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dariyati 

0827000403369000 

0.07 

0.03 

858.83 

0.04 

0.00 

0.04 

0.02 

0.29 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.048 

0.002 

0.046 

0.059 

129.82 

Over Exploited 



0.06 

0.01 

1,969.91 

0.01 

0.01 

0.01 

0.01 

0.14 

- 

- 

- 

- 

0.010 

0.010 

0.010 

0.024 

0.001 

0.023 

0.017 

75.42 

Semi Critical 

Dhambola 

0827000403359600 

0.07 

0.04 

930.45 

0.04 

0.01 

0.06 

0.01 

0.19 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.097 

0.005 

0.092 

0.254 

275.90 

Over Exploited 

Dharmpuri 

0827000403358000 

0.07 

0.06 

200.28 

0.08 

0.01 

0.08 

0.04 

0.74 

- 

0.0200 

- 

- 

0.008 

0.028 

0.028 

0.110 

0.006 

0.105 

0.122 

116.25 

Over Exploited 

Dhechra Bhagat 

0827000403366900 

0.07 

0.18 

235.73 

0.22 

- 

0.22 

0.05 

0.75 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.227 

0.011 

0.216 

0.049 

22.51 

Safe 

Dhechra Mashoor 

0827000403365900 

0.07 

0.16 

318.69 

0.19 

0.00 

0.19 

0.04 

0.74 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.194 

0.010 

0.184 

0.017 

9.40 

Safe 

Dhodhra 

0827000403363800 

0.07 

0.24 

109.86 

0.28 

0.00 

0.29 

0.04 

0.74 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.303 

0.015 

0.288 

0.092 

31.83 

Safe 



0.06 

0.00 

25,072.12 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dhoon Dhariya 

0827000403368000 

0.07 

0.10 

392.98 

0.12 

0.00 

0.12 

0.03 

0.51 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.137 

0.007 

0.130 

0.077 

59.27 

Safe 



0.06 

0.02 

1,121.33 

0.02 

- 

0.02 

0.02 

0.25 

- 

- 

- 

- 

- 

- 

- 

0.024 

0.001 

0.023 

0.027 

116.48 

Over Exploited 

Dol Kujela 

0827000403357100 

0.04 

0.01 

781.24 

0.02 

0.00 

0.02 

0.02 

0.28 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.018 

0.001 

0.017 

0.022 

130.95 

Over Exploited 

Dooka 

0827000403366800 

0.07 

0.45 

148.94 

0.54 

0.02 

0.56 

0.05 

0.75 

- 

0.0400 

- 

- 

0.011 

0.051 

0.051 

0.614 

0.031 

0.583 

0.238 

40.81 

Safe 

Forest 

0827000427900006 

0.07 

0.13 

425.30 

0.15 

0.00 

0.15 

0.03 

0.45 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.154 

0.008 

0.146 

0.023 

15.57 

Safe 


0827000427900011 

0.06 

0.00 

105,651.79 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gara Patte Peeth 

0827000403363400 

0.07 

0.02 

675.94 

0.02 

0.01 

0.03 

0.02 

0.33 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.059 

0.003 

0.056 

0.148 

262.98 

Over Exploited 

Gelan 

0827000403363700 

0.07 

0.19 

106.02 

0.23 

0.00 

0.23 

0.04 

0.74 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.240 

0.012 

0.228 

0.064 

27.89 

Safe 

Ghantigala 

0827000403368200 

0.06 

0.00 

181.77 

0.00 

- 

0.00 

0.05 

0.77 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.013 

364.39 

Over Exploited 

Ghuved With Vankhandbhadar 

0827000403358600 

0.07 

0.00 

2,980.18 

0.00 

0.01 

0.01 

0.00 

0.08 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.032 

0.002 

0.030 

0.088 

289.88 

Over Exploited 

Ijjatpura 

0827000403366700 

0.07 

0.05 

203.88 

0.06 

- 

0.06 

0.05 

0.74 

- 

- 

- 

- 

- 

- 

- 

0.057 

0.003 

0.054 

0.019 

35.39 

Safe 

Jhalai 

0827000403362600 

0.07 

0.00 

118,265.55 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jhanjri 

0827000403364900 

0.07 

0.12 

123.51 

0.14 

0.00 

0.14 

0.04 

0.74 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.141 

0.007 

0.134 

0.026 

19.81 

Safe 

Jharni 

0827000403366200 

0.07 

0.17 

292.51 

0.21 

0.01 

0.22 

0.04 

0.71 

- 

0.0300 

- 

- 

0.005 

0.035 

0.035 

0.256 

0.013 

0.243 

0.173 

71.02 

Semi Critical 

Jorawar Pura 

0827000403365000 

0.07 

0.26 

118.75 

0.32 

0.01 

0.33 

0.04 

0.75 

- 

0.0100 

- 

- 

0.018 

0.028 

0.028 

0.357 

0.018 

0.339 

0.058 

16.99 

Safe 

Kaberi Bari 

0827000403364700 

0.07 

0.00 

2,105.54 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.024 

626.60 

Over Exploited 



0.06 

0.03 

617.95 

0.04 

0.00 

0.04 

0.03 

0.41 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.047 

0.002 

0.045 

0.048 

108.08 

Over Exploited 

Kaberi Chhoti 

0827000403368900 

0.06 

0.03 

213.46 

0.04 

- 

0.04 

0.05 

0.76 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.046 

0.002 

0.043 

0.067 

154.46 

Over Exploited 

Kampa Kundali 

0827000403358300 

0.07 

0.10 

229.68 

0.12 

- 

0.12 

0.04 

0.73 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.126 

0.006 

0.120 

0.040 

33.18 

Safe 

Kanba 

0827000403367800 

0.07 

0.04 

286.08 

0.05 

0.00 

0.05 

0.05 

0.75 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.050 

0.002 

0.047 

0.035 

74.71 

Semi Critical 

Kankori 

0827000403366600 

0.07 

0.00 

273.44 

0.00 

- 

0.00 

0.03 

0.53 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

1,924.32 

Over Exploited 

Kankra Dara 

0827000403367100 

0.07 

0.29 

205.32 

0.35 

0.00 

0.35 

0.05 

0.75 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.366 

0.018 

0.348 

0.099 

28.37 

Safe 

Kesharpura 

0827000403367000 

0.07 

0.10 

194.09 

0.12 

- 

0.12 

0.05 

0.75 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.131 

0.007 

0.124 

0.079 

63.45 

Safe 

Khar 

0827000403364600 

0.07 

0.00 

11,437.76 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.06 

0.15 

286.64 

0.18 

0.01 

0.19 

0.04 

0.63 

- 

0.0100 

- 

- 

0.011 

0.021 

0.021 

0.207 

0.010 

0.197 

0.063 

32.22 

Safe 

Kheer Khaiya 

0827000403365100 

0.07 

0.11 

115.84 

0.13 

0.02 

0.15 

0.04 

0.63 

- 

- 

- 

- 

0.024 

0.025 

0.025 

0.171 

0.009 

0.163 

0.036 

22.16 

Safe 



0.06 

0.00 

1,085.58 

0.00 

0.00 

0.01 

0.01 

0.13 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.017 

0.001 

0.016 

0.007 

43.17 

Safe 

Khumanpura 

0827000403368700 

0.07 

0.01 

610.49 

0.01 

- 

0.01 

0.02 

0.25 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.032 

193.73 

Over Exploited 



0.06 

0.02 

270.72 

0.02 

- 

0.02 

0.03 

0.51 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.034 

0.002 

0.032 

0.039 

120.59 

Over Exploited 

Kodariya 

0827000403364500 

0.06 

0.12 

258.77 

0.15 

0.00 

0.15 

0.04 

0.61 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.163 

0.008 

0.155 

0.058 

37.54 

Safe 

Kundali 

0827000403358700 

0.07 

0.02 

207.71 

0.02 

0.00 

0.02 

0.03 

0.60 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.026 

0.001 

0.025 

0.016 

65.50 

Safe 

Mala Kasba 

0827000403366100 

0.07 

0.06 

362.95 

0.07 

0.00 

0.07 

0.05 

0.75 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.081 

0.004 

0.077 

0.035 

45.71 

Safe 

Mala Kholra 

0827000403364800 

0.07 

0.02 

822.52 

0.02 

- 

0.02 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.025 

0.001 

0.024 

0.033 

139.49 

Over Exploited 



0.06 

0.26 

178.16 

0.32 

0.01 

0.32 

0.04 

0.60 

- 

0.0100 

- 

- 

0.009 

0.019 

0.019 

0.342 

0.017 

0.325 

0.105 

32.16 

Safe 

Meroowa 

0827000403365800 

0.07 

0.08 

251.96 

0.10 

- 

0.10 

0.04 

0.74 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.111 

0.006 

0.106 

0.039 

37.10 

Safe 

Nagariya Panchela 

0827000403357900 

0.07 

0.00 

6,517.68 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.000 

0.008 

1,645.75 

Over Exploited 

Nai Basti Baragama 

0827000403368300 

0.06 

0.00 

9,936.58 

0.00 

- 

0.00 

0.05 

0.76 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.010 

0.001 

0.010 

0.035 

362.87 

Over Exploited 

Nawagaon Ballu 

0827000403365700 

0.07 

0.09 

211.99 

0.10 

0.00 

0.10 

0.04 

0.74 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.105 

0.005 

0.100 

0.016 

16.32 

Safe 

Nawagaon Gobar 

0827000403365500 

0.07 

0.10 

306.85 

0.12 

- 

0.12 

0.04 

0.75 

- 

- 

- 

- 

- 

- 

- 

0.122 

0.006 

0.116 

0.025 

21.53 

Safe 

Negala Peeth 

0827000403365200 

0.07 

0.23 

130.81 

0.28 

0.03 

0.31 

0.05 

0.75 

- 

- 

- 

- 

0.049 

0.049 

0.049 

0.362 

0.018 

0.344 

0.047 

13.77 

Safe 



0.06 

0.00 

34,933.95 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nithauwa 

0827000403367400 

0.07 

0.07 

401.43 

0.08 

- 

0.08 

0.05 

0.75 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.100 

0.005 

0.095 

0.109 

114.90 

Over Exploited 

Pagara 

0827000403357200 

0.04 

0.03 

565.19 

0.03 

0.00 

0.03 

0.02 

0.37 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.033 

0.002 

0.031 

0.039 

125.81 

Over Exploited 

Parda Dariyati 

0827000403368800 

0.06 

0.03 

225.85 

0.04 

- 

0.04 

0.05 

0.77 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.050 

0.003 

0.048 

0.100 

209.47 

Over Exploited 

Peeth 

0827000403363600 

0.07 

0.59 

152.84 

0.71 

0.01 

0.73 

0.04 

0.73 

- 

0.0400 

- 

- 

0.004 

0.044 

0.044 

0.771 

0.039 

0.733 

0.253 

34.53 

Safe 

Punawara 

0827000403368100 

0.07 

0.10 

357.32 

0.12 

0.00 

0.12 

0.03 

0.42 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.136 

0.007 

0.129 

0.094 

73.00 

Semi Critical 



0.06 

0.05 

549.09 

0.07 

0.00 

0.07 

0.02 

0.34 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.076 

0.004 

0.072 

0.055 

75.54 

Semi Critical 

Raj pur 

0827000403363500 

0.07 

0.12 

85.97 

0.15 

0.00 

0.15 

0.04 

0.74 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.165 

0.008 

0.157 

0.057 

36.00 

Safe 

Ramsor Bara 

0827000403367700 

0.07 

0.15 

359.65 

0.19 

0.00 

0.19 

0.05 

0.75 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.190 

0.010 

0.181 

0.032 

17.49 

Safe 

Ramsor Joona 

0827000403367600 

0.07 

0.27 

330.15 

0.32 

0.02 

0.34 

0.05 

0.75 

- 

- 

- 

- 

0.027 

0.027 

0.027 

0.369 

0.018 

0.351 

0.044 

12.58 

Safe 

Rati Beri 

0827000403362800 

0.07 

0.03 

402.21 

0.04 

- 

0.04 

0.03 

0.51 

- 

- 

- 

- 

- 

- 

- 

0.037 

0.002 

0.035 

0.027 

77.08 

Semi Critical 

Rojela 

0827000403358100 

0.07 

0.06 

205.57 

0.07 

0.00 

0.08 

0.04 

0.74 

- 

0.0100 

- 

- 

0.003 

0.014 

0.014 

0.089 

0.004 

0.085 

0.043 

50.36 

Safe 

Sadariya 

0827000403362500 

0.07 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sajjanpura 

0827000403365400 

0.07 

0.05 

260.98 

0.07 

- 

0.07 

0.04 

0.75 

- 

- 

- 

- 

- 

- 

- 

0.065 

0.003 

0.062 

0.030 

48.28 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Sarthoona 

0827000403366500 

7.915 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.104 

6.25 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.43 

0.52 

0.16 

0.017 

0.27 

0.23 


Seemalwara 

0827000403362900 

4.342 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.621 

6.88 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.13 

0.04 

0.020 

0.10 

0.08 


Sohan Barli 

0827000403369200 

2.422 

Fresh 

Non-command 

Non-command 

Ultra Basics 

0.240 

5.80 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.01 

0.001 

0.07 

0.05 


Takari 

0827000403367300 

2.769 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.769 

7.97 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.47 

0.58 

0.10 

0.015 

0.70 

0.57 


Vagpur 

0827000403367200 

1.595 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.595 

7.21 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.30 

0.03 

0.009 

0.70 

0.57 


Vedsa 

0827000403358200 

12.713 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

12.289 

5.77 

0.020 

0.14 

0.02 

0.00 

0.00 

0.02 

1.52 

1.87 

0.45 

0.068 

0.68 

0.55 


Wadela 

0827000403367500 

4.705 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.705 

8.68 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.85 

1.05 

0.10 

0.026 

0.70 

0.57 

Sub Basin: Jakham | 

09003006 

Ambao 

0826000703215300 

4.146 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.753 

1.48 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.03 

0.009 

0.44 

0.35 


Bheema Gaon 

0826000803231100 

0.223 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.039 

2.07 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.11 

0.10 


Deola 

0826000703215200 

11.428 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.278 

1.27 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.01 


Dholi Magri 

0826000703218200 

2.565 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.375 

1.83 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.09 

0.07 


Kaparwas 

0826000703215400 

1.035 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.078 

1.33 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.05 

0.04 


Malpur 

0826000803232500 

24.676 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.099 

2.94 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Padla Baori 

0826000703214800 

5.913 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.220 

1.38 

0.010 

0.02 

0.00 

0.00 

0.00 

0.39 

-0.31 

-0.36 

0.04 

0.014 

0.47 

0.40 


Pahara 

0826000703207400 

8.598 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.223 

1.73 

0.010 

0.02 

0.00 

0.00 

0.00 

0.01 

0.11 

0.12 

0.07 

0.021 

0.47 

0.43 


Talapur 

0826000703214900 

5.310 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.328 

1.58 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.004 

0.16 

0.15 


Ultan 

0826000703217800 

1.556 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.942 

1.67 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.003 

0.39 

0.30 

09003007 

Afron Ka Talab 

0829001103711700 

2.708 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.708 

4.31 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.25 

0.09 

0.009 

0.74 

0.57 


Akhepur 

0829001003687400 

5.063 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.681 

4.76 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.38 

0.42 

0.11 

0.009 

0.57 

0.51 







Non-command 

Shale 

0.632 

4.76 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.01 

0.002 

0.10 

0.09 


Anoppura 

0829001203718800 

4.961 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.168 

3.35 

0.010 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

-0.01 

0.00 

0.000 

0.03 

0.02 


Baliya Khera@Peepli Kher 

0829001003686400 

2.771 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.768 

8.02 

0.020 

0.06 

0.01 

0.00 

0.00 

0.01 

0.48 

0.70 

0.22 

0.007 

0.72 

0.50 







Non-command 

Gneisses(B.G.C) 

0.004 

8.02 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhachedi 

0829001003686800 

1.318 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.256 

3.41 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.13 

0.05 

0.003 

0.70 

0.54 


Bhairvi 

0829001003687300 

5.166 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.139 

5.25 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.62 

0.72 

0.34 

0.013 

0.76 

0.66 







Non-command 

Shale 

0.005 

5.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhat Kheri 

0829001003689800 

2.365 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.365 

3.49 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.19 

0.01 

0.006 

0.77 

0.67 


Bhoora 

0829001003690100 

3.344 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.966 

2.12 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.16 

0.00 

0.007 

0.67 

0.54 







Non-command 

Gneisses(B.G.C) 

0.378 

2.12 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.09 

0.07 


Billi Khera 

0829001203712800 

0.302 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.302 

2.43 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.05 

0.001 

0.75 

0.61 


Borundi 

0829001103704300 

18.259 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.597 

7.56 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.66 

0.94 

0.05 

0.019 

0.22 

0.15 


Chandpura 

0829001103704000 

0.949 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.949 

8.90 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.23 

0.10 

0.003 

0.72 

0.48 


Charliya Amba 

0829001003690500 

1.190 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.173 

1.71 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.00 

0.003 

0.76 

0.65 


Cheerwa 

0829001003689400 

1.894 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.669 

3.23 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.13 

0.02 

0.004 

0.69 

0.62 







Non-command 

Shale 

0.169 

3.23 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.07 

0.06 


Deeponka Talab 

0829001103711600 

3.880 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.085 

5.24 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.16 

0.21 

0.00 

0.007 

0.39 

0.30 


Deoli 

0829001003687500 

1.732 

Fresh 

Non-command 

Non-command 

Shale 

0.129 

4.41 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.06 

0.05 


Dhaula Pani 

0829001003690700 

10.646 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.333 

1.63 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.15 

0.17 

0.30 

0.006 

0.17 

0.14 







Non-command 

Gneisses(B.G.C) 

4.955 

1.63 

0.020 

0.12 

0.02 

0.00 

0.00 

0.01 

0.25 

0.30 

0.48 

0.012 

0.36 

0.30 


Eklingpura @ Rohni Khera 

0829001003685800 

1.658 

Fresh 

Non-command 

Non-command 

Shale 

0.081 

2.98 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.000 

0.04 

0.03 


Fatehsingh Ji Ka Khera 

0829001003685600 

0.442 

Fresh 

Non-command 

Non-command 

Shale 

0.004 

4.74 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Garhvela 

0829001203712700 

0.258 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.258 

2.97 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.04 

0.001 

0.76 

0.62 


Gundalpur 

0829001103704200 

5.231 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.226 

6.23 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.52 

0.75 

0.16 

0.018 

0.72 

0.51 


Harisingh Ji Ka Khera Kh 

0829001003686700 

1.615 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.542 

3.08 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.14 

0.04 

0.004 

0.70 

0.52 


Harisinghji Ka Khera Kal 

0829001003686500 

1.399 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.398 

4.76 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.23 

0.10 

0.003 

0.73 

0.52 


Harmara Ki Rel 

0829001003690200 

0.377 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.008 

2.09 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.01 







Non-command 

Gneisses(B.G.C) 

0.350 

2.09 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.05 

0.001 

0.70 

0.54 







Non-command 

Deccan Traps 

0.018 

2.09 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.04 

0.03 


Inton Ka Talab 

0829001003690400 

7.266 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.489 

1.68 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.10 

0.14 

0.004 

0.15 

0.12 







Non-command 

Gneisses(B.G.C) 

5.769 

1.68 

0.020 

0.11 

0.02 

0.00 

0.00 

0.00 

0.28 

0.37 

0.40 

0.014 

0.60 

0.45 


Kalakhet 

0829001103711500 

2.982 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.007 

5.23 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kalakot 

0829001003690000 

8.475 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.475 

3.05 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.58 

0.70 

0.30 

0.021 

0.76 

0.63 


Kalmi 

0829001203719000 

1.409 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.297 

2.95 

0.010 

0.00 

0.00 

0.00 

0.00 

0.08 

-0.05 

-0.06 

0.00 

0.003 

0.69 

0.55 


Kankra 

0829001003687100 

2.366 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.348 

4.54 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.23 

0.29 

0.07 

0.006 

0.74 

0.60 


Karanpur Kalan 

0829001003687000 

5.356 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.989 

3.35 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.36 

0.45 

0.12 

0.012 

0.70 

0.56 


Karanpur Khurd 

0829001003686900 

0.814 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.814 

2.15 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.04 

0.002 

0.74 

0.58 


Karjoo 

0829001003685200 

11.221 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.011 

9.68 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.22 

0.33 

0.11 

0.002 

0.06 

0.04 







Non-command 

Gneisses(B.G.C) 

1.186 

9.68 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.26 

0.38 

0.10 

0.003 

0.08 

0.05 


Karma Khera 

0829001203719100 

4.124 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.196 

2.97 

0.010 

0.01 

0.00 

0.00 

0.00 

0.18 

-0.08 

-0.10 

0.03 

0.007 

0.59 

0.48 


Kesharpura 

0829001203713000 

0.363 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.086 

2.16 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.03 

0.000 

0.18 

0.14 







Non-command 

Gneisses(B.G.C) 

0.008 

2.16 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.01 







Non-command 

Deccan Traps 

0.269 

2.16 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.001 

0.55 

0.43 


Madhura Talab 

0829001203713400 

16.416 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.349 

2.60 

0.012 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.15 

0.14 

0.005 

0.10 

0.07 


Mahida Rel 

0829001003689900 

1.225 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.225 

2.43 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.01 

0.003 

0.77 

0.66 


Manpura 

0829001003689500 

1.670 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.670 

2.67 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.14 

0.16 

0.23 

0.004 

0.78 

0.68 


Mawai 

0829001003689300 

0.241 

Fresh 

Non-command 

Non-command 

Shale 

0.083 

4.34 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.000 

0.27 

0.25 


Nakor 

0829001203718900 

14.114 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.639 

3.43 

0.010 

0.06 

0.01 

0.00 

0.00 

0.22 

-0.01 

-0.02 

0.21 

0.010 

0.25 

0.21 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Sarthoona 

0827000403366500 

0.07 

0.06 

735.43 

0.07 

0.01 

0.09 

0.02 

0.29 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.116 

0.006 

0.110 

0.176 

159.56 

Over Exploited 

Seemalwara 

0827000403362900 

0.07 

0.00 

2,756.30 

0.01 

- 

0.01 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.015 

0.056 

379.79 

Over Exploited 

Sohan Barli 

0827000403369200 

0.06 

0.00 

3,587.36 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.009 

792.13 

Over Exploited 

Takari 

0827000403367300 

0.07 

0.14 

309.92 

0.17 

0.00 

0.17 

0.05 

0.75 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.194 

0.010 

0.184 

0.116 

63.18 

Safe 

Vagpur 

0827000403367200 

0.07 

0.08 

261.07 

0.10 

0.00 

0.10 

0.05 

0.75 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.111 

0.006 

0.105 

0.038 

36.02 

Safe 

Vedsa 

0827000403358200 

0.07 

0.61 

208.05 

0.73 

0.04 

0.77 

0.04 

0.72 

- 

0.0900 

- 

- 

0.027 

0.117 

0.117 

0.884 

0.044 

0.840 

0.522 

62.17 

Safe 

Wadela 

0827000403367500 

0.07 

0.24 

335.29 

0.29 

0.00 

0.29 

0.05 

0.75 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.311 

0.016 

0.295 

0.127 

43.05 

Safe 


Sub Basin: Jakham | 

Ambao 

0826000703215300 

0.02 

0.02 

71.91 

0.03 

- 

0.03 

0.04 

0.47 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.038 

0.002 

0.036 

0.043 

119.22 

Over Exploited 

Bheema Gaon 

0826000803231100 

0.05 

0.00 

446.70 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Deola 

0826000703215200 

0.02 

0.00 

4,868.46 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.009 

9,263.46 

Over Exploited 

Dholi Magri 

0826000703218200 

0.02 

0.00 

1,194.01 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.009 

1,166.42 

Over Exploited 

Kaparwas 

0826000703215400 

0.02 

0.00 

1,408.60 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Malpur 

0826000803232500 

0.05 

0.00 

33,867.77 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Padla Baori 

0826000703214800 

0.02 

0.04 

########## 

0.04 

0.39 

0.43 

0.04 

0.51 

- 

0.0100 

- 

- 

0.585 

0.595 

0.595 

1.025 

0.051 

0.974 

0.056 

5.76 

Safe 

Pahara 

0826000703207400 

0.02 

0.06 

115.77 

0.07 

0.01 

0.08 

0.03 

0.50 

- 

0.0100 

- 

- 

0.022 

0.032 

0.032 

0.116 

0.006 

0.110 

0.088 

79.76 

Semi Critical 

Talapur 

0826000703214900 

0.02 

0.00 

347.79 

0.01 

- 

0.01 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.012 

259.53 

Over Exploited 

Ultan 

0826000703217800 

0.02 

0.01 

362.58 

0.01 

- 

0.01 

0.03 

0.42 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.008 

0.028 

344.92 

Over Exploited 

Afron Ka Talab 

0829001103711700 

0.04 

0.08 

199.20 

0.10 

0.00 

0.10 

0.06 

0.80 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.113 

0.006 

0.107 

0.095 

89.00 

Semi Critical 

Akhepur 

0829001003687400 

0.06 

0.13 

233.93 

0.15 

0.00 

0.15 

0.04 

0.61 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.164 

0.008 

0.155 

0.119 

76.58 

Semi Critical 



0.06 

0.00 

1,587.97 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.014 

300.28 

Over Exploited 

Anoppura 

0829001203718800 

0.03 

0.00 

(6,719.65) 

0.00 

0.01 

0.01 

0.00 

0.03 

- 

- 

- 

- 

0.018 

0.018 

0.018 

0.030 

0.001 

0.028 

0.004 

15.45 

Safe 

Baliya Khera@Peepli Kher 

0829001003686400 

0.06 

0.12 

481.11 

0.14 

0.02 

0.17 

0.07 

0.79 

- 

0.0200 

- 

- 

0.018 

0.038 

0.038 

0.203 

0.010 

0.193 

0.227 

117.69 

Over Exploited 



0.04 

0.00 

631,309.61 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhachedi 

0829001003686800 

0.06 

0.05 

136.93 

0.06 

- 

0.06 

0.06 

0.76 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.073 

0.004 

0.070 

0.051 

73.18 

Semi Critical 

Bhairvi 

0829001003687300 

0.06 

0.24 

206.17 

0.28 

0.01 

0.29 

0.06 

0.83 

- 

0.0400 

- 

- 

0.000 

0.040 

0.040 

0.333 

0.017 

0.316 

0.350 

110.55 

Over Exploited 



0.06 

0.00 

262,847.77 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhat Kheri 

0829001003689800 

0.06 

0.11 

74.98 

0.13 

- 

0.13 

0.06 

0.83 

- 

- 

- 

- 

- 

- 

- 

0.131 

0.007 

0.125 

0.016 

12.65 

Safe 

Bhoora 

0829001003690100 

0.06 

0.12 

30.64 

0.14 

0.00 

0.14 

0.05 

0.72 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.144 

0.007 

0.137 

0.007 

5.30 

Safe 



0.04 

0.00 

1,436.64 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

0.001 

62.64 

Safe 

Billi Khera 

0829001203712800 

0.03 

0.01 

283.31 

0.01 

- 

0.01 

0.06 

0.81 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.051 

293.00 

Over Exploited 

Borundi 

0829001103704300 

0.04 

0.05 

1,708.51 

0.06 

- 

0.06 

0.02 

0.24 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.072 

0.004 

0.069 

0.072 

105.27 

Over Exploited 

Chandpura 

0829001103704000 

0.04 

0.03 

700.77 

0.03 

0.00 

0.04 

0.07 

0.78 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.050 

0.002 

0.047 

0.102 

217.13 

Over Exploited 

Charliya Amba 

0829001003690500 

0.06 

0.05 

(11.63) 

0.05 

- 

0.05 

0.06 

0.82 

- 

- 

- 

- 

- 

- 

- 

0.047 

0.002 

0.045 

0.003 

6.39 

Safe 

Cheerwa 

0829001003689400 

0.06 

0.07 

88.12 

0.08 

- 

0.08 

0.05 

0.75 

- 

- 

- 

- 

- 

- 

- 

0.083 

0.004 

0.079 

0.028 

35.49 

Safe 



0.06 

0.00 

1,493.32 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Deeponka Talab 

0829001103711600 

0.04 

0.03 

507.70 

0.04 

0.01 

0.05 

0.03 

0.43 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.056 

0.003 

0.053 

0.007 

13.64 

Safe 

Deoli 

0829001003687500 

0.06 

0.00 

2,472.17 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.008 

1,501.12 

Over Exploited 

Dhaula Pani 

0829001003690700 

0.06 

0.02 

632.24 

0.03 

0.01 

0.04 

0.01 

0.18 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.068 

0.003 

0.065 

0.308 

473.31 

Over Exploited 



0.04 

0.07 

319.51 

0.09 

0.03 

0.12 

0.03 

0.39 

- 

0.0500 

- 

- 

0.015 

0.065 

0.065 

0.180 

0.009 

0.171 

0.494 

288.25 

Over Exploited 

Eklingpura @ Rohni Khera 

0829001003685800 

0.06 

0.00 

2,735.01 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

2,350.02 

Over Exploited 

Fatehsingh Ji Ka Khera 

0829001003685600 

0.06 

0.00 

26,800.83 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Garhvela 

0829001203712700 

0.03 

0.01 

348.30 

0.01 

- 

0.01 

0.06 

0.82 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.043 

263.37 

Over Exploited 

Gundalpur 

0829001103704200 

0.04 

0.16 

368.33 

0.19 

0.01 

0.20 

0.07 

0.79 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.231 

0.012 

0.219 

0.179 

81.77 

Semi Critical 

Harisingh Ji Ka Khera Kh 

0829001003686700 

0.06 

0.06 

118.81 

0.08 

- 

0.08 

0.06 

0.76 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.088 

0.004 

0.083 

0.039 

46.59 

Safe 

Harisinghji Ka Khera Kal 

0829001003686500 

0.06 

0.06 

273.36 

0.07 

- 

0.07 

0.07 

0.79 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.083 

0.004 

0.079 

0.099 

125.86 

Over Exploited 

Harmara Ki Rel 

0829001003690200 

0.06 

0.00 

4,991.26 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.01 

228.46 

0.01 

- 

0.01 

0.06 

0.75 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.022 

0.001 

0.021 

0.048 

231.85 

Over Exploited 



0.04 

0.00 

2,895.35 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

10,000.31 

Over Exploited 

Inton Ka Talab 

0829001003690400 

0.06 

0.01 

664.46 

0.02 

0.01 

0.03 

0.01 

0.17 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.047 

0.002 

0.045 

0.140 

313.16 

Over Exploited 



0.04 

0.14 

167.19 

0.16 

0.02 

0.19 

0.05 

0.64 

- 

0.0500 

- 

- 

0.007 

0.057 

0.057 

0.246 

0.012 

0.234 

0.416 

177.72 

Over Exploited 

Kalakhet 

0829001103711500 

0.04 

0.00 

129,142.31 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kalakot 

0829001003690000 

0.06 

0.39 

80.97 

0.46 

0.01 

0.48 

0.06 

0.82 

- 

0.0300 

- 

- 

0.007 

0.037 

0.037 

0.517 

0.026 

0.491 

0.319 

64.91 

Safe 

Kalmi 

0829001203719000 

0.03 

0.02 

(341.04) 

0.02 

0.08 

0.10 

0.05 

0.75 

- 

- 

- 

- 

0.125 

0.125 

0.125 

0.227 

0.011 

0.215 

0.003 

1.33 

Safe 

Kankra 

0829001003687100 

0.06 

0.10 

176.31 

0.13 

0.00 

0.13 

0.06 

0.80 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.136 

0.007 

0.129 

0.071 

54.84 

Safe 

Karanpur Kalan 

0829001003687000 

0.06 

0.21 

118.05 

0.25 

- 

0.25 

0.06 

0.76 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.270 

0.014 

0.257 

0.134 

52.29 

Safe 

Karanpur Khurd 

0829001003686900 

0.06 

0.04 

58.42 

0.04 

- 

0.04 

0.06 

0.81 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.054 

0.003 

0.051 

0.045 

88.43 

Semi Critical 

Karjoo 

0829001003685200 

0.06 

0.00 

8,379.04 

0.00 

0.00 

0.01 

0.01 

0.07 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.018 

0.001 

0.017 

0.109 

651.85 

Over Exploited 



0.04 

0.00 

10,578.66 

0.00 

0.00 

0.00 

0.01 

0.08 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.015 

0.001 

0.014 

0.107 

768.99 

Over Exploited 

Karma Khera 

0829001203719100 

0.03 

0.05 

(296.16) 

0.04 

0.18 

0.22 

0.04 

0.63 

- 

- 

- 

- 

0.275 

0.275 

0.275 

0.498 

0.025 

0.473 

0.032 

6.77 

Safe 

Kesharpura 

0829001203713000 

0.03 

0.00 

3,508.44 

0.00 

- 

0.00 

0.01 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.025 

4,803.23 

Over Exploited 



0.02 

0.00 

10,604.43 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

428.31 

0.00 

- 

0.00 

0.04 

0.60 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.014 

0.039 

277.17 

Over Exploited 

Madhura Talab 

0829001203713400 

0.02 

0.00 

2,906.46 

0.01 

0.01 

0.02 

0.01 

0.11 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.046 

0.002 

0.044 

0.149 

338.09 

Over Exploited 

Mahida Rel 

0829001003689900 

0.06 

0.06 

23.51 

0.07 

- 

0.07 

0.06 

0.83 

- 

- 

- 

- 

- 

- 

- 

0.068 

0.003 

0.065 

0.008 

12.39 

Safe 

Manpura 

0829001003689500 

0.06 

0.08 

102.89 

0.09 

0.01 

0.10 

0.06 

0.84 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.134 

0.007 

0.127 

0.234 

184.40 

Over Exploited 

Mawai 

0829001003689300 

0.06 

0.00 

1,183.97 

0.00 

- 

0.00 

0.02 

0.29 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.031 

1,889.43 

Over Exploited 

Nakor 

0829001203718900 

0.03 

0.03 

(149.74) 

0.02 

0.23 

0.26 

0.02 

0.27 

- 

0.0400 

- 

- 

0.332 

0.372 

0.372 

0.628 

0.031 

0.597 

0.218 

36.56 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Nawan Kheri 

082900100369060C 

2.469 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.498 

1.73 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.12 

0.004 

0.47 

0.42 


Naya Khera 

0829001003686200 

1.083 

Fresh 

Non-command 

Non-command 

Shale 

0.955 

2.42 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.05 

0.002 

0.67 

0.56 


Negadiya 

0829001003686600 

1.285 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.285 

3.65 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.15 

0.07 

0.003 

0.73 

0.54 


Patiya 

0829001003690300 

1.148 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.148 

2.02 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.01 

0.003 

0.75 

0.57 


Peeli Khera 

0829001003687200 

7.267 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.216 

4.81 

0.020 

0.13 

0.02 

0.00 

0.00 

0.00 

0.80 

0.94 

0.49 

0.018 

0.76 

0.64 


Rajpura 

0829001003689600 

1.612 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.612 

3.84 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.18 

0.13 

0.004 

0.78 

0.68 


Rati Talai 

0829001103703800 

0.734 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.173 

9.19 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.03 

0.001 

0.17 

0.11 


Rawatpura 

0829001003685400 

5.834 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.181 

8.55 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.000 

0.02 

0.02 







Non-command 

Gneisses(B.G.C) 

0.208 

8.55 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.02 

0.001 

0.03 

0.02 







Non-command 

Shale 

1.727 

8.55 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.33 

0.44 

0.11 

0.004 

0.22 

0.16 


Reecharipal 

0829001203712400 

16.693 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.800 

3.13 

0.015 

0.01 

0.00 

0.00 

0.00 

1.01 

-0.78 

-0.95 

0.01 

0.011 

0.22 

0.18 







Non-command 

Deccan Traps 

0.404 

3.13 

0.010 

0.00 

0.00 

0.00 

0.00 

0.03 

-0.01 

-0.02 

0.00 

0.001 

0.02 

0.01 


Retha 

0829001203712500 

0.059 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.059 

4.07 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.04 

0.000 

0.76 

0.63 


Rughnath Pura 

0829001103703600 

1.482 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.430 

9.47 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.10 

0.02 

0.001 

0.21 

0.14 


Rughnathpura 

0829001203713100 

0.340 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.105 

2.32 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.23 

0.18 







Non-command 

Deccan Traps 

0.235 

2.32 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.001 

0.52 

0.40 


Sangri Khera 

0829001003689700 

0.525 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.525 

4.43 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.01 

0.001 

0.77 

0.67 


Saree Peepli 

0829001203712900 

0.259 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.245 

2.31 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.05 

0.06 

0.19 

0.001 

0.71 

0.56 


Satola 

0829001003686300 

7.204 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.244 

4.21 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.13 

0.17 

0.15 

0.003 

0.13 

0.10 







Non-command 

Shale 

5.622 

4.21 

0.020 

0.12 

0.02 

0.00 

0.00 

0.00 

0.57 

0.74 

0.47 

0.014 

0.58 

0.45 


Siya Kheri 

0829001003695900 

7.322 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.261 

1.74 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.03 

0.001 

0.03 

0.02 


Talab 

0829001203712600 

0.147 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.147 

3.65 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.000 

0.76 

0.63 


Teekhi Magri 

0829001003686100 

0.519 

Fresh 

Non-command 

Non-command 

Shale 

0.519 

2.02 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.001 

0.76 

0.64 



0829001203713200 

0.209 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.017 

2.41 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.06 

0.05 







Non-command 

Deccan Traps 

0.192 

2.41 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.000 

0.69 

0.53 


Thanpur 

0829001003689000 

3.045 

Fresh 

Non-command 

Non-command 

Shale 

0.000 

5.70 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Udpura Kalan 

0829001003685300 

1.128 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.718 

9.02 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.16 

0.23 

0.17 

0.002 

0.46 

0.32 







Non-command 

Gneisses(B.G.C) 

0.332 

9.02 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.11 

0.07 

0.001 

0.21 

0.15 







Non-command 

Shale 

0.078 

9.02 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.000 

0.05 

0.03 


Undawela 

0829001003686000 

3.381 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.022 

2.97 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.17 

0.11 

0.005 

0.46 

0.40 







Non-command 

Shale 

0.918 

2.97 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.04 

0.002 

0.21 

0.18 


Unta Khera 

0829001203713300 

4.932 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.159 

2.43 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.06 

0.003 

0.18 

0.13 







Non-command 

Deccan Traps 

2.271 

2.43 

0.010 

0.02 

0.01 

0.00 

0.00 

0.01 

0.06 

0.08 

0.08 

0.005 

0.34 

0.26 

09003008 

Anoppura 

0829001203718800 

4.961 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.193 

3.35 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.03 

0.02 


Balaliya 

0829001203719300 

0.362 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.204 

2.37 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.42 

0.36 







Non-command 

Deccan Traps 

0.158 

2.37 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.33 

0.28 


Gyaspur 

0829001203719400 

7.626 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.330 

3.40 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.001 

0.03 

0.03 


Jamboo Vela 

0829001203719200 

2.989 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.682 

2.75 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.03 

0.002 

0.17 

0.14 







Non-command 

Deccan Traps 

2.245 

2.75 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.06 

0.005 

0.57 

0.48 


Karma Khera 

0829001203719100 

4.124 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.035 

2.97 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Deccan Traps 

0.513 

2.97 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.09 

0.08 


Khalel 

0829001203712100 

0.921 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.878 

2.38 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.03 

0.002 

0.72 

0.60 


Mand Kalan 

0826000703212600 

0.953 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.024 

2.18 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.02 







Non-command 

Gneisses(B.G.C) 

0.006 

2.18 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 



0829001203712000 

1.705 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.508 

1.89 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.02 

0.003 

0.66 

0.56 


Nagaliya Kalan 

0826000703212500 

4.927 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.357 

1.45 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.05 

0.05 







Non-command 

Gneisses(B.G.C) 

0.071 

1.45 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Nagaliya Khurd 

0826000703212400 

3.228 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.166 

1.43 

0.012 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

-0.01 

0.00 

0.001 

0.04 

0.03 







Non-command 

Gneisses(B.G.C) 

0.090 

1.43 

0.010 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 






Jakham 

Command 

Gneisses(B.G.C) 

0.002 

1.43 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Pal 

0829001203712200 

2.046 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.021 

1.72 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.07 

0.09 

0.12 

0.004 

0.74 

0.62 


Patiya Pal 

0829001203712300 

0.500 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.499 

1.74 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.001 

0.75 

0.63 


Reecharipal 

0829001203712400 

16.693 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.651 

3.13 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.26 

0.01 

0.010 

0.21 

0.17 


Talaipal 

0829001203711900 

0.321 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.321 

2.36 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.75 

0.62 

09003009 

Adavela 

0829001203725600 

3.804 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.084 

2.81 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.04 

0.002 

0.22 

0.18 


Amba "A" 

0826000703209200 

1.884 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.815 

1.22 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.003 

0.33 

0.27 






Jakham 

Command 

Gneisses(B.G.C) 

1.070 

1.22 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.004 

0.43 

0.36 


Amba "B" 

0826000703209300 

0.622 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.247 

1.23 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.30 

0.25 






Jakham 

Command 

Gneisses(B.G.C) 

0.375 

1.23 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.001 

0.45 

0.38 


Bajpura 

0826000703216500 

3.367 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

0.993 

0.85 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.03 

0.03 

0.11 

0.003 

0.22 

0.19 


Bhaga Gaon 

0826000703222300 

2.282 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.506 

1.85 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.03 

0.005 

0.50 

0.42 






Jakham 

Command 

Gneisses(B.G.C) 

0.776 

1.85 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.003 

0.26 

0.22 


Bhagton Ka Gurha 

0826000703211500 

1.915 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

1.915 

0.98 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.07 

0.006 

0.75 

0.63 


Bhandla 

0826000703212900 

4.889 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

4.889 

0.63 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.04 

0.016 

0.75 

0.63 


Bhoomniya 

0826000703212800 

2.305 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.355 

2.20 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.12 

0.10 






Jakham 

Command 

Gneisses(B.G.C) 

1.950 

2.20 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.05 

0.006 

0.64 

0.54 


Bilka Bas 

0826000703212200 

8.292 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

8.292 

0.76 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.00 

0.028 

0.75 

0.63 


Bordi 

0829001203719500 

4.973 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.497 

4.33 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.08 

0.07 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Nawan Kheri 

082900100369060C 

0.06 

0.04 

111.70 

0.05 

0.00 

0.05 

0.04 

0.51 

- 

0.0100 

- 

- 

0.003 

0.014 

0.014 

0.067 

0.003 

0.064 

0.126 

197.63 

Over Exploited 

Naya Khera 

0829001003686200 

0.06 

0.04 

66.14 

0.05 

- 

0.05 

0.06 

0.73 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.059 

0.003 

0.056 

0.048 

86.18 

Semi Critical 

Negadiya 

0829001003686600 

0.06 

0.06 

172.98 

0.07 

- 

0.07 

0.07 

0.80 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.078 

0.004 

0.074 

0.071 

96.28 

Critical 

Patiya 

0829001003690300 

0.04 

0.03 

76.66 

0.04 

- 

0.04 

0.06 

0.81 

- 

- 

- 

- 

- 

- 

- 

0.041 

0.002 

0.039 

0.017 

42.84 

Safe 

Peeli Khera 

0829001003687200 

0.06 

0.33 

187.68 

0.39 

0.02 

0.42 

0.06 

0.82 

- 

0.0600 

- 

- 

0.003 

0.063 

0.063 

0.479 

0.024 

0.455 

0.509 

111.69 

Over Exploited 

Rajpura 

0829001003689600 

0.06 

0.08 

132.86 

0.09 

- 

0.09 

0.06 

0.84 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.100 

0.005 

0.095 

0.134 

140.74 

Over Exploited 

Rati Talai 

0829001103703800 

0.04 

0.00 

4,046.00 

0.00 

- 

0.00 

0.02 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.027 

1,904.39 

Over Exploited 

Rawatpura 

0829001003685400 

0.06 

0.00 

17,025.40 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.017 

6,180.22 

Over Exploited 



0.04 

0.00 

22,266.49 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.017 

6,678.12 

Over Exploited 



0.06 

0.02 

1,759.93 

0.03 

- 

0.03 

0.02 

0.24 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.039 

0.002 

0.037 

0.112 

305.27 

Over Exploited 

Reecharipal 

0829001203712400 

0.03 

0.03 

########## 

0.03 

1.01 

1.05 

0.02 

0.23 

- 

- 

- 

- 

1.520 

1.520 

1.520 

2.567 

0.128 

2.439 

0.019 

0.76 

Safe 



0.03 

0.00 

(8,517.51) 

0.00 

0.03 

0.03 

0.00 

0.02 

- 

- 

- 

- 

0.039 

0.039 

0.039 

0.065 

0.003 

0.061 

0.001 

1.45 

Safe 

Retha 

0829001203712500 

0.03 

0.00 

1,122.08 

0.00 

- 

0.00 

0.06 

0.82 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.042 

2,770.71 

Over Exploited 

Rughnath Pura 

0829001103703600 

0.04 

0.00 

2,559.31 

0.00 

0.00 

0.01 

0.02 

0.23 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.016 

0.001 

0.015 

0.022 

149.67 

Over Exploited 

Rughnathpura 

0829001203713100 

0.03 

0.00 

544.85 

0.00 

- 

0.00 

0.02 

0.25 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.017 

2,073.81 

Over Exploited 



0.03 

0.00 

526.71 

0.00 

- 

0.00 

0.04 

0.56 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.026 

704.93 

Over Exploited 

Sangri Khera 

0829001003689700 

0.06 

0.02 

121.32 

0.03 

- 

0.03 

0.06 

0.83 

- 

- 

- 

- 

- 

- 

- 

0.029 

0.001 

0.028 

0.012 

44.41 

Safe 

Saree Peepli 

0829001203712900 

0.03 

0.01 

1,070.42 

0.01 

0.01 

0.02 

0.06 

0.77 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.046 

0.002 

0.044 

0.186 

421.87 

Over Exploited 

Satola 

0829001003686300 

0.06 

0.01 

1,667.21 

0.01 

0.01 

0.03 

0.01 

0.14 

- 

0.0300 

- 

- 

0.006 

0.036 

0.036 

0.062 

0.003 

0.059 

0.157 

266.69 

Over Exploited 



0.06 

0.21 

255.01 

0.25 

0.02 

0.27 

0.05 

0.63 

- 

0.0900 

- 

- 

0.005 

0.095 

0.095 

0.368 

0.018 

0.349 

0.488 

139.64 

Over Exploited 

Siya Kheri 

0829001003695900 

0.04 

0.00 

9,472.60 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.010 

0.001 

0.010 

0.030 

301.65 

Over Exploited 

Talab 

0829001203712600 

0.03 

0.00 

533.15 

0.00 

0.00 

0.00 

0.06 

0.82 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.005 

0.000 

0.005 

0.042 

860.46 

Over Exploited 

Teekhi Magri 

0829001003686100 

0.06 

0.03 

(1.19) 

0.03 

- 

0.03 

0.06 

0.83 

- 

- 

- 

- 

- 

- 

- 

0.025 

0.001 

0.024 

0.004 

17.98 

Safe 


0829001203713200 

0.03 

0.00 

2,421.89 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

446.04 

0.00 

- 

0.00 

0.05 

0.74 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.021 

545.81 

Over Exploited 

Thanpur 

0829001003689000 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Udpura Kalan 

0829001003685300 

0.06 

0.02 

1,043.34 

0.02 

0.01 

0.03 

0.04 

0.50 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.055 

0.003 

0.052 

0.176 

335.46 

Over Exploited 



0.04 

0.00 

3,905.69 

0.00 

0.00 

0.00 

0.02 

0.23 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.015 

0.001 

0.014 

0.074 

533.67 

Over Exploited 



0.06 

0.00 

7,978.81 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.017 

6,091.05 

Over Exploited 

Undawela 

0829001003686000 

0.06 

0.06 

212.10 

0.07 

- 

0.07 

0.04 

0.50 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.087 

0.004 

0.083 

0.115 

138.99 

Over Exploited 



0.06 

0.01 

511.43 

0.01 

- 

0.01 

0.02 

0.23 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.025 

0.001 

0.023 

0.037 

158.73 

Over Exploited 

Unta Khera 

0829001203713300 

0.02 

0.00 

1,672.11 

0.00 

- 

0.00 

0.01 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.014 

0.063 

442.84 

Over Exploited 



0.03 

0.02 

########## 

0.02 

0.02 

0.04 

0.03 

0.37 

- 

0.0200 

- 

- 

0.012 

0.032 

0.032 

0.074 

0.004 

0.071 

0.089 

126.09 

Over Exploited 

Anoppura 

0829001203718800 

0.03 

0.00 

5,055.26 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

2,598.35 

Over Exploited 

Balaliya 

0829001203719300 

0.03 

0.00 

231.23 

0.00 

- 

0.00 

0.03 

0.46 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.000 

15.16 

Safe 



0.03 

0.00 

229.66 

0.00 

- 

0.00 

0.02 

0.35 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.000 

22.43 

Safe 

Gyaspur 

0829001203719400 

0.03 

0.00 

8,588.91 

0.00 

- 

0.00 

0.00 

0.04 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.010 

0.001 

0.010 

0.035 

353.44 

Over Exploited 

Jamboo Vela 

0829001203719200 

0.03 

0.00 

1,087.48 

0.00 

- 

0.00 

0.01 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.014 

0.036 

262.25 

Over Exploited 



0.03 

0.03 

193.92 

0.04 

- 

0.04 

0.04 

0.61 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.050 

0.002 

0.047 

0.060 

126.27 

Over Exploited 

Karma Khera 

0829001203719100 

0.03 

0.00 

533,778.91 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

1,380.79 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

0.005 

356.36 

Over Exploited 

Khalel 

0829001203712100 

0.03 

0.02 

163.54 

0.02 

- 

0.02 

0.05 

0.77 

- 

- 

- 

- 

- 

- 

- 

0.023 

0.001 

0.021 

0.027 

125.28 

Over Exploited 

Mand Kalan 

0826000703212600 

0.04 

0.00 

3,878.01 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

30,301.43 

Over Exploited 



0.02 

0.00 

19,449.63 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 


0829001203712000 

0.03 

0.03 

109.13 

0.04 

0.00 

0.04 

0.05 

0.71 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.036 

0.002 

0.034 

0.020 

59.01 

Safe 

Nagaliya Kalan 

0826000703212500 

0.04 

0.00 

784.80 

0.00 

0.00 

0.00 

0.00 

0.06 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.001 

97.98 

Critical 



0.02 

0.00 

7,975.11 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nagaliya Khurd 

0826000703212400 

0.04 

0.00 

(3,821.03) 

0.00 

0.01 

0.01 

0.00 

0.04 

- 

- 

- 

- 

0.016 

0.016 

0.016 

0.027 

0.001 

0.026 

0.001 

2.15 

Safe 



0.02 

0.00 

(13,145.65) 

0.00 

0.01 

0.01 

0.00 

0.02 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.013 

0.001 

0.013 

0.000 

2.39 

Safe 



0.02 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pal 

0829001203712200 

0.03 

0.05 

91.57 

0.05 

0.01 

0.06 

0.05 

0.80 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.084 

0.004 

0.080 

0.122 

153.34 

Over Exploited 

Patiya Pal 

0829001203712300 

0.03 

0.01 

33.38 

0.01 

0.00 

0.01 

0.05 

0.81 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.014 

0.001 

0.014 

0.001 

8.05 

Safe 

Reecharipal 

0829001203712400 

0.03 

0.02 

########## 

0.03 

0.00 

0.03 

0.02 

0.23 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.032 

0.002 

0.030 

0.018 

60.43 

Safe 

Talaipal 

0829001203711900 

0.03 

0.01 

88.18 

0.01 

- 

0.01 

0.06 

0.81 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.008 

0.018 

214.90 

Over Exploited 

Adavela 

0829001203725600 

0.02 

0.00 

1,045.00 

0.01 

0.00 

0.01 

0.02 

0.23 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.019 

0.001 

0.018 

0.038 

214.98 

Over Exploited 

Amba "A" 

0826000703209200 

0.02 

0.01 

129.83 

0.01 

- 

0.01 

0.02 

0.35 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.003 

45.97 

Safe 



0.02 

0.01 

74.87 

0.01 

- 

0.01 

0.03 

0.46 

- 

- 

0.0283 

0.0292 

- 

0.058 

0.058 

0.068 

0.003 

0.065 

0.004 

5.49 

Safe 

Amba "B" 

0826000703209300 

0.02 

0.00 

150.60 

0.00 

- 

0.00 

0.02 

0.32 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.001 

50.13 

Safe 



0.02 

0.00 

65.27 

0.00 

- 

0.00 

0.03 

0.49 

- 

- 

0.0099 

0.0103 

- 

0.020 

0.020 

0.024 

0.001 

0.023 

0.001 

5.44 

Safe 

Bajpura 

0826000703216500 

0.02 

0.00 

688.01 

0.01 

0.01 

0.02 

0.02 

0.24 

- 

0.0200 

0.0225 

0.0271 

- 

0.070 

0.070 

0.085 

0.004 

0.081 

0.112 

139.30 

Over Exploited 

Bhaga Gaon 

0826000703222300 

0.02 

0.01 

208.67 

0.02 

- 

0.02 

0.04 

0.53 

- 

- 

- 

- 

- 

- 

- 

0.018 

0.001 

0.017 

0.030 

180.20 

Over Exploited 



0.02 

0.00 

338.61 

0.00 

- 

0.00 

0.02 

0.27 

- 

- 

0.0176 

0.0212 

- 

0.039 

0.039 

0.043 

0.002 

0.041 

0.011 

25.64 

Safe 

Bhagton Ka Gurha 

0826000703211500 

0.02 

0.03 

63.81 

0.03 

- 

0.03 

0.05 

0.81 

- 

0.0100 

0.0435 

0.0523 

- 

0.106 

0.106 

0.140 

0.007 

0.133 

0.073 

55.34 

Safe 

Bhandla 

0826000703212900 

0.02 

0.07 

(32.08) 

0.06 

- 

0.06 

0.05 

0.81 

- 

0.0100 

0.1295 

0.1336 

- 

0.273 

0.273 

0.331 

0.017 

0.314 

0.052 

16.64 

Safe 

Bhoomniya 

0826000703212800 

0.02 

0.00 

1,056.60 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.009 

1,001.67 

Over Exploited 



0.02 

0.02 

159.13 

0.03 

- 

0.03 

0.05 

0.68 

- 

0.0100 

0.0443 

0.0533 

- 

0.108 

0.108 

0.137 

0.007 

0.130 

0.056 

43.49 

Safe 

Bilka Bas 

0826000703212200 

0.02 

0.12 

(29.35) 

0.10 

0.00 

0.10 

0.05 

0.81 

- 

- 

0.2197 

0.2267 

0.001 

0.447 

0.447 

0.545 

0.027 

0.518 

0.028 

5.33 

Safe 

Bordi 

0829001203719500 

0.03 

0.00 

2,317.98 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.014 

1,220.28 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Chari (Gadwas) 

082600070320910C 

2.214 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.968 

1.28 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.007 

0.67 

0.56 


Chauhanon Ka Khera 

0826000703211400 

1.081 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

0.081 

1.68 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.06 

0.05 


Chiklad 

0829001203725400 

10.763 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.026 

4.25 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Deccan Traps 

2.836 

4.25 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.15 

0.04 

0.006 

0.21 

0.18 


Chitoriya 

0826000703209500 

2.177 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.586 

1.26 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.002 

0.20 

0.17 






Jakham 

Command 

Gneisses(B.G.C) 

1.591 

1.26 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.05 

0.005 

0.55 

0.46 


Dabi Khera 

0826000703209700 

2.048 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.579 

1.28 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.21 

0.18 






Jakham 

Command 

Gneisses(B.G.C) 

1.014 

1.28 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.003 

0.37 

0.31 


Damami Khera 

0826000703211900 

0.194 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

0.194 

1.11 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.75 

0.63 


Das Ka Gurha 

0826000703209800 

5.278 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

0.038 

2.33 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 


Deoliya Jawaharnagar 

0826000703213000 

0.801 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

0.801 

0.49 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.003 

0.75 

0.63 


Dhariawad (CT) 

0826000742605000 

6.784 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

5.229 

1.34 

0.010 

0.36 

0.05 

0.00 

0.00 

0.00 

0.38 

0.45 

0.80 

0.473 

0.58 

0.49 


Dholiya 

0826000703209600 

0.892 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.892 

1.26 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.03 

0.04 

0.10 

0.003 

0.75 

0.63 


Gadriya Was 

0826000703211600 

1.531 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

1.531 

0.84 

0.010 

0.12 

0.03 

0.00 

0.00 

0.00 

0.10 

0.12 

0.46 

0.005 

0.75 

0.63 


Gadwas 

0826000703211800 

1.964 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

1.964 

1.21 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.04 

0.05 

0.10 

0.007 

0.75 

0.63 


Ganga Gurha 

0826000703212000 

2.397 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

2.397 

0.59 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.008 

0.75 

0.63 


Gyaspur 

0829001203719400 

7.626 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.017 

3.40 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Deccan Traps 

0.926 

3.40 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.05 

0.06 

0.10 

0.002 

0.09 

0.08 


Hirawas 

0826000703213200 

2.732 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

2.732 

0.54 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.04 

0.05 

0.15 

0.009 

0.75 

0.63 


Jawahar Nagar 

0826000703211700 

2.253 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

2.253 

1.13 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.03 

0.008 

0.75 

0.63 


Jelda 

0826000703222200 

2.662 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.633 

2.53 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.06 

0.009 

0.75 

0.63 






Jakham 

Command 

Gneisses(B.G.C) 

0.029 

2.53 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Kalyanpura 

0826000703209900 

2.284 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

0.204 

2.13 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.03 

0.001 

0.07 

0.06 


Karmal Kalan 

0826000703212700 

2.387 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.239 

1.28 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.08 

0.06 






Jakham 

Command 

Gneisses(B.G.C) 

2.149 

1.28 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.007 

0.68 

0.57 


Karmal Khurd 

0826000703216600 

2.383 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

2.383 

0.82 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.04 

0.05 

0.10 

0.008 

0.75 

0.63 


Kesharpura 

0826000703213400 

0.411 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

0.411 

0.83 

0.010 

0.08 

0.02 

0.00 

0.00 

0.00 

0.06 

0.08 

0.31 

0.001 

0.75 

0.63 


Khoonta 

0826000703216800 

12.240 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.459 

0.86 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.03 

0.002 

0.03 

0.02 






Jakham 

Command 

Gneisses(B.G.C) 

3.163 

0.86 

0.010 

0.07 

0.02 

0.00 

0.00 

0.00 

0.07 

0.09 

0.26 

0.011 

0.19 

0.16 


Mahuri Khera 

0826000703222000 

0.238 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.238 

2.53 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.001 

0.75 

0.63 


Mand Kalan 

0826000703212600 

0.953 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.006 

2.18 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

0.774 

2.18 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.06 

0.16 

0.003 

0.61 

0.51 






Jakham 

Command 

Gneisses(B.G.C) 

0.135 

2.18 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.03 

0.000 

0.11 

0.09 



0829001203712000 

1.705 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.110 

1.89 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.05 

0.04 


Mau 

0826000703213600 

2.514 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

1.580 

1.04 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.005 

0.47 

0.40 


Mundkosiya 

0826000703212100 

1.426 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

1.426 

0.62 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.005 

0.75 

0.63 


Mundla 

0826000703209000 

0.969 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.574 

1.30 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.06 

0.002 

0.45 

0.37 


Nagaliya Kalan 

0826000703212500 

4.927 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.154 

1.45 

0.010 

0.01 

0.00 

0.00 

0.00 

0.01 

0.04 

0.05 

0.01 

0.011 

0.48 

0.40 






Jakham 

Command 

Gneisses(B.G.C) 

1.338 

1.45 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.004 

0.20 

0.17 


Nagaliya Khurd 

0826000703212400 

3.228 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.068 

1.43 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.01 







Non-command 

Gneisses(B.G.C) 

2.044 

1.43 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.007 

0.48 

0.40 






Jakham 

Command 

Gneisses(B.G.C) 

0.825 

1.43 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.003 

0.19 

0.16 


Nala 

0826000703222100 

0.332 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.332 

2.51 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.06 

0.001 

0.75 

0.63 


Nalwa 

0826000703211300 

2.193 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

0.022 

1.17 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Pal 

0829001203712200 

2.046 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.018 

1.72 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Pancha Gurha 

0826000703208900 

2.965 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.905 

1.63 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.05 

0.006 

0.48 

0.41 






Jakham 

Command 

Gneisses(B.G.C) 

0.011 

1.63 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Peepliya 

0826000703222500 

3.407 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

3.407 

1.74 

0.010 

0.34 

0.08 

0.00 

0.00 

0.00 

0.32 

0.38 

1.34 

0.011 

0.75 

0.63 


Punga Talab 

0829001203725500 

0.115 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.056 

3.21 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.000 

0.37 

0.32 







Non-command 

Deccan Traps 

0.059 

3.21 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.000 

0.39 

0.33 


Raniya 

0826000703222600 

1.938 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.421 

2.51 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.03 

0.005 

0.55 

0.46 






Jakham 

Command 

Gneisses(B.G.C) 

0.516 

2.51 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.002 

0.20 

0.17 


Reenchhri 

0826000703213300 

3.365 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

3.365 

0.58 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.03 

0.011 

0.75 

0.63 


Sakhika Khera 

0826000703213500 

2.487 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

2.487 

0.80 

0.010 

0.02 

0.01 

0.00 

0.00 

0.00 

0.03 

0.04 

0.08 

0.008 

0.75 

0.63 


Sathpur 

0826000703209400 

0.732 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

0.732 

1.21 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.75 

0.63 


Shehpura 

0826000703213100 

1.358 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

1.358 

0.52 

0.010 

0.02 

0.01 

0.00 

0.00 

0.00 

0.02 

0.02 

0.09 

0.005 

0.75 

0.63 


Shri Gurha 

0826000703212300 

1.720 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.615 

1.04 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.27 

0.23 






Jakham 

Command 

Gneisses(B.G.C) 

1.105 

1.04 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.004 

0.48 

0.41 


Sihar 

0826000703221900 

10.999 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.419 

1.47 

0.010 

0.14 

0.03 

0.00 

0.00 

0.00 

0.22 

0.26 

0.55 

0.025 

0.51 

0.43 






Jakham 

Command 

Gneisses(B.G.C) 

3.579 

1.47 

0.010 

0.07 

0.02 

0.00 

0.00 

0.00 

0.10 

0.12 

0.26 

0.012 

0.24 

0.21 


Tihawalon Ka Phala 

0826000703222400 

1.567 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.071 

0.88 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.03 

0.03 






Jakham 

Command 

Gneisses(B.G.C) 

1.495 

0.88 

0.010 

0.02 

0.01 

0.00 

0.00 

0.00 

0.02 

0.03 

0.09 

0.005 

0.72 

0.60 


Ujar Khera 

0826000703221800 

0.215 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.065 

2.30 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.23 

0.19 


Undavela 

0826000703216300 

1.250 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

0.788 

0.85 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.003 

0.47 

0.40 


Vijaniya 

0826000703216700 

2.656 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

2.656 

0.72 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.04 

0.04 

0.11 

0.009 

0.75 

0.63 


Waliseema 

0826000703213700 

2.018 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

0.206 

0.83 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.08 

0.06 

09003010 

Bagon Ka Gurha 

0826000803231400 

0.631 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.016 

3.13 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Belvi 

0826000703206900 

1.760 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.435 

1.08 

0.010 

0.02 

0.01 

0.00 

0.00 

0.00 

0.02 

0.03 

0.09 

0.005 

0.58 

0.50 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Chari (Gadwas) 

0826000703209100 

0.02 

0.03 

16.64 

0.03 

- 

0.03 

0.05 

0.72 

- 

- 

- 

- 

- 

- 

- 

0.030 

0.002 

0.029 

0.007 

23.00 

Safe 

Chauhanon Ka Khera 

0826000703211400 

0.02 

0.00 

1,786.10 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

0.0018 

0.0022 

- 

0.004 

0.004 

0.004 

0.000 

0.004 

0.000 

6.78 

Safe 

Chiklad 

0829001203725400 

0.02 

0.00 

156,209.10 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.02 

869.49 

0.02 

0.00 

0.02 

0.02 

0.22 

- 

0.0100 

- 

- 

0.002 

0.013 

0.013 

0.032 

0.002 

0.031 

0.044 

143.67 

Over Exploited 

Chitoriya 

0826000703209500 

0.02 

0.00 

279.28 

0.00 

0.00 

0.00 

0.01 

0.22 

- 

- 

- 

- 

0.000 

- 

- 

0.003 

0.000 

0.003 

0.019 

712.00 

Over Exploited 



0.02 

0.02 

104.86 

0.02 

0.00 

0.02 

0.04 

0.59 

- 

0.0100 

0.0422 

0.0435 

0.001 

0.097 

0.097 

0.118 

0.006 

0.112 

0.055 

49.51 

Safe 

Dabi Khera 

0826000703209700 

0.02 

0.00 

266.37 

0.00 

- 

0.00 

0.02 

0.23 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.010 

362.52 

Over Exploited 



0.02 

0.01 

249.80 

0.01 

0.00 

0.01 

0.03 

0.40 

- 

- 

0.0269 

0.0277 

0.002 

0.057 

0.057 

0.067 

0.003 

0.063 

0.020 

32.19 

Safe 

Damami Khera 

0826000703211900 

0.02 

0.00 

(12.20) 

0.00 

- 

0.00 

0.05 

0.81 

- 

- 

0.0051 

0.0053 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.018 

143.98 

Over Exploited 

Das Ka Gurha 

0826000703209800 

0.02 

0.00 

27,883.69 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0009 

0.0010 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.000 

6.92 

Safe 

Deoliya Jawaharnagar 

0826000703213000 

0.02 

0.01 

(60.91) 

0.01 

- 

0.01 

0.05 

0.81 

- 

- 

0.0212 

0.0219 

- 

0.043 

0.043 

0.053 

0.003 

0.050 

0.011 

21.38 

Safe 

Dhariawad (CT) 

0826000742605000 

0.02 

0.06 

661.28 

0.07 

0.05 

0.12 

0.04 

0.62 

- 

0.1500 

0.1385 

0.1429 

0.002 

0.433 

0.433 

0.555 

0.028 

0.527 

1.275 

241.77 

Over Exploited 

Dholiya 

0826000703209600 

0.02 

0.01 

183.89 

0.02 

0.01 

0.03 

0.05 

0.81 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.046 

0.002 

0.043 

0.104 

239.35 

Over Exploited 

Gadriya Was 

0826000703211600 

0.02 

0.02 

443.52 

0.03 

0.03 

0.06 

0.05 

0.81 

- 

0.0900 

0.0406 

0.0418 

- 

0.172 

0.172 

0.229 

0.011 

0.218 

0.461 

211.58 

Over Exploited 

Gadwas 

0826000703211800 

0.02 

0.03 

80.12 

0.03 

0.01 

0.04 

0.05 

0.81 

- 

0.0200 

0.0520 

0.0537 

- 

0.126 

0.126 

0.170 

0.009 

0.162 

0.108 

66.45 

Safe 

Ganga Gurha 

0826000703212000 

0.02 

0.04 

(18.53) 

0.03 

- 

0.03 

0.05 

0.81 

- 

- 

0.0635 

0.0655 

- 

0.129 

0.129 

0.158 

0.008 

0.150 

0.025 

16.67 

Safe 

Gyaspur 

0829001203719400 

0.02 

0.00 

142,673.96 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

2,574.91 

0.00 

0.01 

0.01 

0.01 

0.10 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.033 

0.002 

0.031 

0.101 

325.29 

Over Exploited 

Hirawas 

0826000703213200 

0.02 

0.04 

30.28 

0.05 

0.01 

0.06 

0.05 

0.81 

- 

0.0300 

0.0724 

0.0747 

0.001 

0.178 

0.178 

0.237 

0.012 

0.225 

0.159 

70.61 

Semi Critical 

Jawahar Nagar 

0826000703211700 

0.02 

0.03 

27.12 

0.04 

- 

0.04 

0.05 

0.81 

- 

0.0100 

0.0597 

0.0616 

- 

0.131 

0.131 

0.171 

0.009 

0.162 

0.042 

25.54 

Safe 

Jelda 

0826000703222200 

0.02 

0.04 

168.75 

0.05 

- 

0.05 

0.05 

0.80 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.056 

0.003 

0.053 

0.068 

127.30 

Over Exploited 



0.02 

0.00 

17,216.03 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0007 

0.0008 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

7.21 

Safe 

Kalyanpura 

0826000703209900 

0.02 

0.00 

6,246.73 

0.00 

- 

0.00 

0.00 

0.07 

- 

0.0100 

0.0046 

0.0056 

- 

0.020 

0.020 

0.021 

0.001 

0.019 

0.035 

177.89 

Over Exploited 

Karmal Kalan 

0826000703212700 

0.02 

0.00 

954.46 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.02 

0.03 

15.05 

0.03 

0.00 

0.03 

0.05 

0.73 

- 

- 

0.0488 

0.0587 

0.000 

0.108 

0.108 

0.140 

0.007 

0.133 

0.007 

5.37 

Safe 

Karmal Khurd 

0826000703216600 

0.02 

0.04 

34.20 

0.04 

0.01 

0.05 

0.05 

0.81 

- 

0.0200 

0.0541 

0.0651 

- 

0.139 

0.139 

0.191 

0.010 

0.182 

0.109 

59.93 

Safe 

Kesharpura 

0826000703213400 

0.02 

0.01 

1,149.44 

0.01 

0.02 

0.03 

0.05 

0.81 

- 

0.0600 

0.0093 

0.0112 

- 

0.081 

0.081 

0.108 

0.005 

0.102 

0.310 

303.23 

Over Exploited 

Khoonta 

0826000703216800 

0.02 

0.00 

6,508.90 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.010 

0.001 

0.010 

0.036 

362.98 

Over Exploited 



0.02 

0.01 

639.02 

0.01 

0.02 

0.04 

0.01 

0.21 

- 

0.0500 

0.0718 

0.0865 

0.004 

0.213 

0.213 

0.250 

0.013 

0.238 

0.271 

113.83 

Over Exploited 

Mahuri Khera 

0826000703222000 

0.02 

0.00 

441.86 

0.00 

- 

0.00 

0.05 

0.81 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.043 

317.05 

Over Exploited 

Mand Kalan 

0826000703212600 

0.04 

0.00 

15,885.57 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.02 

0.01 

502.28 

0.01 

0.01 

0.02 

0.04 

0.66 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.051 

0.003 

0.049 

0.163 

334.91 

Over Exploited 



0.02 

0.00 

5,390.36 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

0.0031 

0.0037 

- 

0.007 

0.007 

0.007 

0.000 

0.007 

0.025 

380.70 

Over Exploited 


0829001203712000 

0.03 

0.00 

2,211.29 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mau 

0826000703213600 

0.02 

0.01 

115.13 

0.02 

- 

0.02 

0.03 

0.51 

- 

- 

0.0359 

0.0432 

- 

0.079 

0.079 

0.097 

0.005 

0.092 

0.024 

26.43 

Safe 

Mundkosiya 

0826000703212100 

0.02 

0.02 

(49.88) 

0.02 

- 

0.02 

0.05 

0.81 

- 

- 

0.0378 

0.0390 

- 

0.077 

0.077 

0.093 

0.005 

0.089 

0.005 

5.35 

Safe 

Mundla 

0826000703209000 

0.02 

0.00 

555.40 

0.01 

- 

0.01 

0.03 

0.48 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.015 

0.061 

401.05 

Over Exploited 

Nagaliya Kalan 

0826000703212500 

0.02 

0.03 

72.58 

0.04 

0.01 

0.05 

0.03 

0.52 

- 

- 

- 

- 

0.019 

0.019 

0.019 

0.068 

0.003 

0.064 

0.022 

33.39 

Safe 



0.02 

0.01 

332.80 

0.01 

- 

0.01 

0.01 

0.22 

- 

- 

0.0304 

0.0366 

- 

0.067 

0.067 

0.073 

0.004 

0.070 

0.004 

6.40 

Safe 

Nagaliya Khurd 

0826000703212400 

0.04 

0.00 

2,893.55 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.02 

0.02 

83.24 

0.02 

0.00 

0.02 

0.03 

0.51 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.023 

0.001 

0.022 

0.007 

30.99 

Safe 



0.02 

0.00 

355.73 

0.00 

0.00 

0.00 

0.01 

0.21 

- 

- 

0.0187 

0.0226 

0.000 

0.041 

0.041 

0.045 

0.002 

0.043 

0.003 

6.42 

Safe 

Nala 

0826000703222100 

0.02 

0.00 

591.24 

0.01 

- 

0.01 

0.05 

0.81 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.015 

0.060 

398.74 

Over Exploited 

Nalwa 

0826000703211300 

0.02 

0.00 

11,808.74 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0005 

0.0006 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.008 

769.86 

Over Exploited 

Pal 

0829001203712200 

0.03 

0.00 

15,879.54 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pancha Gurha 

0826000703208900 

0.02 

0.02 

172.13 

0.02 

- 

0.02 

0.03 

0.52 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.032 

0.002 

0.030 

0.056 

187.91 

Over Exploited 



0.02 

0.00 

34,125.61 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0002 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.000 

0.000 

- 

Safe 

Peepliya 

0826000703222500 

0.02 

0.05 

658.25 

0.06 

0.08 

0.14 

0.05 

0.81 

- 

0.2500 

0.0774 

0.0931 

- 

0.421 

0.421 

0.561 

0.028 

0.533 

1.347 

252.99 

Over Exploited 

Punga Talab 

0829001203725500 

0.02 

0.00 

3,353.71 

0.00 

- 

0.00 

0.03 

0.40 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.036 

362.13 

Over Exploited 



0.03 

0.00 

2,236.42 

0.00 

- 

0.00 

0.03 

0.42 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.025 

3,678.77 

Over Exploited 

Raniya 

0826000703222600 

0.02 

0.02 

253.15 

0.02 

- 

0.02 

0.04 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.028 

0.001 

0.027 

0.039 

143.47 

Over Exploited 



0.02 

0.00 

655.61 

0.00 

- 

0.00 

0.01 

0.22 

- 

- 

0.0117 

0.0141 

- 

0.026 

0.026 

0.028 

0.001 

0.027 

0.019 

69.80 

Safe 

Reenchhri 

0826000703213300 

0.02 

0.05 

(29.02) 

0.04 

- 

0.04 

0.05 

0.81 

- 

0.0100 

0.0891 

0.0920 

- 

0.191 

0.191 

0.231 

0.012 

0.219 

0.043 

19.72 

Safe 

Sakhika Khera 

0826000703213500 

0.02 

0.04 

(3.14) 

0.04 

0.01 

0.05 

0.05 

0.81 

- 

0.0200 

0.0659 

0.0680 

0.000 

0.154 

0.154 

0.200 

0.010 

0.190 

0.092 

48.65 

Safe 

Sathpur 

0826000703209400 

0.02 

0.01 

(2.40) 

0.01 

- 

0.01 

0.05 

0.81 

- 

- 

0.0194 

0.0200 

- 

0.039 

0.039 

0.050 

0.002 

0.047 

0.002 

5.14 

Safe 

Shehpura 

0826000703213100 

0.02 

0.02 

1.25 

0.02 

0.01 

0.03 

0.05 

0.81 

- 

0.0200 

0.0360 

0.0371 

- 

0.093 

0.093 

0.123 

0.006 

0.117 

0.097 

82.40 

Semi Critical 

Shri Gurha 

0826000703212300 

0.02 

0.00 

82.62 

0.00 

0.00 

0.01 

0.02 

0.29 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.007 

0.000 

0.007 

0.002 

29.30 

Safe 



0.02 

0.01 

24.56 

0.01 

0.00 

0.01 

0.03 

0.52 

- 

- 

0.0251 

0.0302 

0.001 

0.056 

0.056 

0.069 

0.003 

0.066 

0.004 

5.59 

Safe 

Sihar 

0826000703221900 

0.02 

0.07 

255.27 

0.09 

0.03 

0.12 

0.04 

0.54 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.218 

0.011 

0.207 

0.571 

275.24 

Over Exploited 



0.02 

0.02 

599.78 

0.02 

0.02 

0.04 

0.02 

0.26 

- 

0.0500 

0.0813 

0.0978 

0.003 

0.232 

0.232 

0.275 

0.014 

0.261 

0.272 

104.11 

Over Exploited 

Tihawalon Ka Phala 

0826000703222400 

0.02 

0.00 

1,372.41 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

15,198.44 

Over Exploited 



0.02 

0.02 

22.99 

0.03 

0.01 

0.04 

0.05 

0.77 

- 

0.0200 

0.0396 

0.0409 

0.002 

0.103 

0.103 

0.139 

0.007 

0.132 

0.097 

73.36 

Semi Critical 

Ujar Khera 

0826000703221800 

0.02 

0.00 

527.99 

0.00 

- 

0.00 

0.02 

0.24 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

2,514.25 

Over Exploited 

Undavela 

0826000703216300 

0.02 

0.01 

172.33 

0.01 

- 

0.01 

0.03 

0.51 

- 

- 

0.0179 

0.0215 

- 

0.040 

0.040 

0.048 

0.002 

0.046 

0.020 

42.80 

Safe 

Vijaniya 

0826000703216700 

0.02 

0.04 

13.74 

0.04 

0.01 

0.06 

0.05 

0.81 

- 

0.0200 

0.0704 

0.0726 

0.003 

0.166 

0.166 

0.222 

0.011 

0.211 

0.118 

55.91 

Safe 

Waliseema 

0826000703213700 

0.02 

0.00 

548.25 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

0.0047 

0.0056 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.018 

174.47 

Over Exploited 

Bagon Ka Gurha 

0826000803231400 

0.05 

0.00 

6,092.19 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Belvi 

0826000703206900 

0.02 

0.02 

61.52 

0.02 

0.01 

0.03 

0.04 

0.63 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.057 

0.003 

0.054 

0.097 

179.51 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 




3.402 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.759 

1.08 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.04 

0.008 

0.58 

0.50 


Berawal 

0826000803231300 

4.539 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.619 

2.54 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.01 

0.006 

0.23 

0.21 


Bhanawata 

0826000703208300 

3.839 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.962 

0.94 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.08 

0.003 

0.18 

0.15 






Jakham 

Command 

Gneisses(B.G.C) 

2.264 

0.94 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.06 

0.07 

0.18 

0.008 

0.43 

0.36 


Bheema Gaon 

0826000803231100 

0.223 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.184 

2.07 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.53 

0.49 


Bikroon 

0826000703210900 

1.982 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.780 

1.26 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.04 

0.006 

0.64 

0.54 


Bildiya 

0826000703207100 

2.382 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.094 

0.93 

0.010 

0.08 

0.02 

0.00 

0.00 

0.00 

0.08 

0.09 

0.32 

0.007 

0.64 

0.54 


Boraj 

082600070320800C 

0.605 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.470 

0.96 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.04 

0.002 

0.55 

0.47 






Jakham 

Command 

Gneisses(B.G.C) 

0.135 

0.96 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.16 

0.14 


Borka Pani 

082600070320530C 

0.107 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.096 

3.40 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.07 

0.000 

0.60 

0.54 




11.201 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

10.692 

3.40 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.66 

0.72 

0.03 

0.032 

0.63 

0.57 


Budel 

082600080323060C 

0.085 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.085 

1.51 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.05 

0.000 

0.65 

0.59 


Chari 

082600070320760C 

4.718 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.617 

1.11 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.09 

0.14 

0.015 

0.66 

0.58 


Charniya 

082600070321430C 

3.380 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.489 

1.15 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.005 

0.32 

0.26 


Dai Ka Khera 

082600070320600C 

0.027 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.001 

2.04 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.04 

0.03 




1.755 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.000 

2.04 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dataliya 

082600070320720C 

3.764 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.291 

0.96 

0.010 

0.09 

0.02 

0.00 

0.00 

0.03 

0.08 

0.09 

0.33 

0.011 

0.60 

0.53 




0.124 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.124 

0.96 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.03 

0.04 

0.16 

0.000 

0.69 

0.60 


Deoliya 

082600070320460C 

13.798 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.963 

3.77 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.21 

0.04 

0.009 

0.14 

0.13 


Dhamniya Khalsa 

082600070320620C 

3.765 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.059 

1.36 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Dobdicha 

082600080323030C 

0.433 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.058 

3.45 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.09 

0.08 


Garda 

082600070321070C 

4.551 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.508 

1.28 

0.010 

0.06 

0.01 

0.00 

0.00 

0.01 

0.10 

0.12 

0.23 

0.015 

0.70 

0.60 


Ghaghari 

082600070320550C 

2.105 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.779 

1.18 

0.010 

0.02 

0.00 

0.00 

0.00 

0.01 

0.03 

0.03 

0.06 

0.006 

0.57 

0.50 


Ghata 

082600070320670C 

7.519 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.001 

1.40 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jamboora 

082600080323080C 

0.045 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.045 

2.12 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.65 

0.60 


Jambua 

082600070320570C 

2.946 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.939 

2.83 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.17 

0.02 

0.009 

0.67 

0.60 


Jeewa Talab 

082600070320810C 

3.055 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.843 

1.12 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.07 

0.14 

0.009 

0.66 

0.56 






Jakham 

Command 

Gneisses(B.G.C) 

0.183 

1.12 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.04 

0.04 


Jhadoli 

082600070321450C 

2.415 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.008 

1.00 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kalipol 

082600080323040C 

0.205 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.205 

2.47 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.65 

0.60 


Karseliya 

082600070321590C 

2.335 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.050 

0.79 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.01 






Jakham 

Command 

Gneisses(B.G.C) 

0.165 

0.79 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.05 

0.04 


Keli 

082600070320730C 

1.128 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.900 

1.01 

0.010 

0.03 

0.01 

0.00 

0.00 

0.06 

-0.03 

-0.04 

0.10 

0.003 

0.54 

0.48 


Keshariyawad 

0826000703210400 

7.204 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

3.214 

1.25 

0.010 

0.09 

0.02 

0.00 

0.00 

0.04 

0.08 

0.09 

0.34 

0.011 

0.33 

0.28 


Khajoori 

0826000803230200 

2.620 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.219 

3.47 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.04 

0.005 

0.30 

0.28 


Khokhri Kalan 

0826000703207800 

1.733 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.724 

0.90 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.006 

0.70 

0.60 






Jakham 

Command 

Gneisses(B.G.C) 

0.007 

0.90 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khokhri Khurd 

0826000703207700 

0.855 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.653 

0.99 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.002 

0.52 

0.46 


Lalpura 

0826000703206800 

0.006 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.003 

1.05 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.000 

0.37 

0.32 




0.838 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.340 

1.05 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.29 

0.25 


Lasadiya 

0826000703205000 

16.913 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.290 

3.94 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.01 

0.01 


Malpur 

0826000803232500 

24.676 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.746 

2.94 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.19 

0.01 

0.014 

0.10 

0.09 


Mana Gaon 

0826000703214200 

2.417 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.200 

0.99 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.03 

0.04 

0.11 

0.004 

0.36 

0.30 






Jakham 

Command 

Gneisses(B.G.C) 

1.131 

0.99 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.03 

0.04 

0.10 

0.004 

0.34 

0.29 


Narwali 

0826000703207500 

5.854 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.011 

1.26 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.03 

0.010 

0.35 

0.30 


Nathiya Khera 

0826000703211100 

3.443 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.595 

1.06 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.002 

0.13 

0.11 






Jakham 

Command 

Gneisses(B.G.C) 

1.554 

1.06 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.005 

0.34 

0.28 


Ovra 

0826000703204900 

6.364 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.001 

3.75 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Pahara 

0826000703207400 

8.598 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.100 

1.73 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.004 

0.08 

0.08 


Pai Madli 

0826000703205800 

0.022 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.011 

2.64 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.35 

0.31 




3.095 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.212 

2.64 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.12 

0.01 

0.007 

0.49 

0.43 


Pakhariya Sag 

0826000703207900 

0.945 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.749 

0.92 

0.010 

0.02 

0.01 

0.00 

0.00 

0.00 

0.02 

0.02 

0.08 

0.002 

0.56 

0.48 






Jakham 

Command 

Gneisses(B.G.C) 

0.196 

0.92 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.001 

0.15 

0.13 


Parel 

0826000703214100 

2.499 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.356 

0.91 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.05 

0.001 

0.11 

0.09 






Jakham 

Command 

Gneisses(B.G.C) 

1.870 

0.91 

0.010 

0.07 

0.02 

0.00 

0.00 

0.00 

0.07 

0.08 

0.27 

0.006 

0.55 

0.47 


Peepala Pani 

0826000703205600 

0.000 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.000 

1.59 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.68 

0.60 




0.761 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.754 

1.59 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.003 

0.67 

0.59 




2.505 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.475 

1.59 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.00 

0.007 

0.67 

0.59 




0.064 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.064 

1.59 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.68 

0.60 




1.247 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.242 

1.59 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.00 

0.004 

0.68 

0.60 


Raipur 

0826000703210800 

1.378 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.285 

1.29 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.04 

0.04 

0.12 

0.004 

0.68 

0.57 






Jakham 

Command 

Gneisses(B.G.C) 

0.093 

1.29 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.05 

0.04 


Ramnagar 

0826000703210600 

2.249 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.769 

1.31 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.003 

0.25 

0.21 






Jakham 

Command 

Gneisses(B.G.C) 

1.480 

1.31 

0.010 

0.02 

0.01 

0.00 

0.00 

0.00 

0.03 

0.03 

0.09 

0.005 

0.48 

0.41 


Rati Ka Kar 

0826000703205400 

0.637 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.564 

2.02 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.03 

0.03 

0.10 

0.002 

0.59 

0.53 




0.000 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.000 

2.02 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.66 

0.60 




3.874 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.531 

2.02 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.16 

0.05 

0.011 

0.60 

0.54 


Sagwariya 

0826000703216000 

2.548 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

0.531 

0.67 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.16 

0.13 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.04 

0.06 

27.55 

0.07 

- 

0.07 

0.04 

0.62 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.078 

0.004 

0.074 

0.050 

67.70 

Safe 

Berawal 

0826000803231300 

0.05 

0.02 

286.30 

0.02 

- 

0.02 

0.02 

0.25 

- 

- 

- 

- 

- 

- 

- 

0.024 

0.001 

0.023 

0.018 

79.42 

Semi Critical 

Bhanawata 

0826000703208300 

0.02 

0.00 

898.08 

0.00 

- 

0.00 

0.01 

0.20 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.079 

590.78 

Over Exploited 



0.02 

0.02 

280.88 

0.02 

0.01 

0.03 

0.03 

0.46 

- 

0.0300 

0.0600 

0.0619 

- 

0.152 

0.152 

0.185 

0.009 

0.175 

0.184 

104.67 

Over Exploited 

Bheema Gaon 

0826000803231100 

0.05 

0.01 

16.88 

0.01 

- 

0.01 

0.04 

0.57 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.001 

12.07 

Safe 

Bikroon 

0826000703210900 

0.02 

0.02 

71.55 

0.03 

0.00 

0.03 

0.05 

0.68 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.037 

0.002 

0.035 

0.048 

135.52 

Over Exploited 

Bildiya 

0826000703207100 

0.02 

0.03 

259.24 

0.03 

0.02 

0.05 

0.05 

0.68 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.111 

0.006 

0.106 

0.326 

308.48 

Over Exploited 

Bo raj 

0826000703208000 

0.02 

0.01 

234.79 

0.01 

- 

0.01 

0.04 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.015 

0.044 

284.94 

Over Exploited 



0.02 

0.00 

256.35 

0.00 

- 

0.00 

0.01 

0.17 

- 

- 

0.0031 

0.0037 

- 

0.007 

0.007 

0.007 

0.000 

0.007 

0.008 

121.77 

Over Exploited 

Borka Pani 

0826000703205300 

0.02 

0.00 

2,184.30 

0.00 

- 

0.00 

0.05 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.011 

0.067 

624.35 

Over Exploited 



0.04 

0.24 

202.20 

0.29 

- 

0.29 

0.05 

0.68 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.297 

0.015 

0.282 

0.066 

23.51 

Safe 

Budel 

0826000803230600 

0.05 

0.00 

335.48 

0.00 

- 

0.00 

0.05 

0.70 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.054 

421.05 

Over Exploited 

Chari 

0826000703207600 

0.02 

0.06 

54.85 

0.07 

0.01 

0.08 

0.05 

0.71 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.112 

0.006 

0.107 

0.158 

148.51 

Over Exploited 

Charniya 

0826000703214300 

0.02 

0.01 

123.67 

0.01 

- 

0.01 

0.02 

0.34 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.010 

0.013 

124.03 

Over Exploited 

Dai Ka Khera 

0826000703206000 

0.02 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

######### 

Over Exploited 



0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dataliya 

0826000703207200 

0.02 

0.04 

123.09 

0.05 

0.05 

0.09 

0.04 

0.65 

- 

0.0600 

- 

- 

0.039 

0.099 

0.099 

0.192 

0.010 

0.182 

0.339 

186.21 

Over Exploited 



0.04 

0.00 

1,111.63 

0.00 

0.01 

0.01 

0.05 

0.74 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.044 

0.002 

0.041 

0.164 

396.44 

Over Exploited 

Deoliya 

0826000703204600 

0.04 

0.01 

1,378.99 

0.02 

- 

0.02 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.027 

0.001 

0.026 

0.051 

195.63 

Over Exploited 

Dhamniya Khalsa 

0826000703206200 

0.04 

0.00 

6,694.59 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dobdicha 

0826000803230300 

0.05 

0.00 

1,073.57 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

2,002.55 

Over Exploited 

Garda 

0826000703210700 

0.02 

0.06 

87.38 

0.07 

0.02 

0.09 

0.05 

0.76 

- 

0.0400 

- 

- 

0.013 

0.053 

0.053 

0.146 

0.007 

0.139 

0.242 

174.39 

Over Exploited 

Ghaghari 

0826000703205500 

0.02 

0.02 

63.50 

0.02 

0.01 

0.04 

0.04 

0.61 

- 

0.0100 

- 

- 

0.019 

0.029 

0.029 

0.065 

0.003 

0.061 

0.065 

105.87 

Over Exploited 

Ghata 

0826000703206700 

0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jamboora 

0826000803230800 

0.05 

0.00 

(5.63) 

0.00 

- 

0.00 

0.05 

0.69 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

0.009 

643.91 

Over Exploited 

Jambua 

0826000703205700 

0.04 

0.07 

149.68 

0.08 

- 

0.08 

0.05 

0.72 

- 

- 

- 

- 

- 

- 

- 

0.084 

0.004 

0.080 

0.030 

37.46 

Safe 

Jeewa Talab 

0826000703208100 

0.02 

0.04 

91.50 

0.04 

0.01 

0.06 

0.05 

0.71 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.089 

0.004 

0.084 

0.152 

180.75 

Over Exploited 



0.02 

0.00 

1,543.69 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

0.0042 

0.0050 

- 

0.009 

0.009 

0.009 

0.000 

0.009 

0.009 

96.59 

Critical 

Jhadoli 

0826000703214500 

0.02 

0.00 

29,330.55 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kalipol 

0826000803230400 

0.05 

0.01 

15.41 

0.01 

- 

0.01 

0.05 

0.70 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.007 

86.15 

Semi Critical 

Karseliya 

0826000703215900 

0.02 

0.00 

3,157.87 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.02 

0.00 

855.68 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

0.0038 

0.0045 

- 

0.008 

0.008 

0.009 

0.000 

0.008 

0.009 

105.87 

Over Exploited 

Keli 

0826000703207300 

0.02 

0.01 

########## 

0.01 

0.07 

0.08 

0.04 

0.58 

- 

0.0200 

- 

- 

0.096 

0.116 

0.116 

0.197 

0.010 

0.187 

0.104 

55.55 

Safe 

Keshariyawad 

0826000703210400 

0.02 

0.02 

328.81 

0.02 

0.06 

0.08 

0.02 

0.36 

- 

0.0600 

0.0730 

0.0878 

0.053 

0.274 

0.274 

0.354 

0.018 

0.336 

0.347 

103.07 

Over Exploited 

Khajoori 

0826000803230200 

0.05 

0.02 

298.78 

0.02 

- 

0.02 

0.02 

0.32 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.034 

0.002 

0.032 

0.044 

136.49 

Over Exploited 

Khokhri Kalan 

0826000703207800 

0.02 

0.02 

(26.50) 

0.02 

0.00 

0.02 

0.05 

0.75 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.021 

0.001 

0.019 

0.014 

70.54 

Semi Critical 



0.02 

0.00 

23,164.69 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0002 

0.0002 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khokhri Khurd 

0826000703207700 

0.02 

0.01 

3,374.22 

0.01 

- 

0.01 

0.04 

0.55 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.017 

0.052 

315.05 

Over Exploited 

Lalpura 

0826000703206800 

0.02 

0.00 

49,339.86 

0.00 

- 

0.00 

0.03 

0.40 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.025 

92,707.30 

Over Exploited 



0.04 

0.00 

107.44 

0.00 

- 

0.00 

0.02 

0.31 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.009 

225.04 

Over Exploited 

Lasadiya 

0826000703205000 

0.04 

0.00 

18,712.62 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.009 

6,599.32 

Over Exploited 

Malpur 

0826000803232500 

0.05 

0.02 

851.21 

0.02 

- 

0.02 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.024 

0.001 

0.022 

0.023 

104.86 

Over Exploited 

Mana Gaon 

0826000703214200 

0.02 

0.01 

332.08 

0.01 

0.01 

0.02 

0.03 

0.39 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.043 

0.002 

0.041 

0.113 

276.40 

Over Exploited 



0.02 

0.01 

392.56 

0.01 

0.01 

0.02 

0.03 

0.37 

- 

0.0200 

0.0257 

0.0309 

- 

0.077 

0.077 

0.096 

0.005 

0.091 

0.105 

115.28 

Over Exploited 

Narwali 

0826000703207500 

0.02 

0.02 

157.10 

0.02 

0.00 

0.03 

0.03 

0.37 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.030 

0.002 

0.029 

0.035 

121.23 

Over Exploited 

Nathiya Khera 

0826000703211100 

0.02 

0.00 

396.18 

0.00 

0.00 

0.00 

0.01 

0.14 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.002 

0.000 

0.002 

0.019 

1,004.79 

Over Exploited 



0.02 

0.01 

209.60 

0.01 

- 

0.01 

0.02 

0.36 

- 

0.0100 

0.0353 

0.0425 

- 

0.088 

0.088 

0.100 

0.005 

0.095 

0.039 

41.27 

Safe 

Ovra 

0826000703204900 

0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pahara 

0826000703207400 

0.02 

0.00 

1,070.35 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.012 

572.83 

Over Exploited 

Pai Madli 

0826000703205800 

0.02 

0.00 

291.17 

0.00 

- 

0.00 

0.03 

0.38 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.017 

19,486.32 

Over Exploited 



0.04 

0.04 

202.02 

0.05 

- 

0.05 

0.04 

0.52 

- 

- 

- 

- 

- 

- 

- 

0.046 

0.002 

0.044 

0.015 

33.72 

Safe 

Pakhariya Sag 

0826000703207900 

0.02 

0.01 

140.10 

0.01 

0.01 

0.02 

0.04 

0.60 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.040 

0.002 

0.038 

0.086 

228.50 

Over Exploited 



0.02 

0.00 

2,364.51 

0.00 

- 

0.00 

0.01 

0.16 

- 

- 

0.0044 

0.0053 

- 

0.010 

0.010 

0.010 

0.001 

0.010 

0.026 

257.85 

Over Exploited 

Parel 

0826000703214100 

0.02 

0.00 

2,017.89 

0.00 

0.00 

0.00 

0.01 

0.11 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.011 

0.001 

0.011 

0.051 

474.21 

Over Exploited 



0.02 

0.02 

293.81 

0.02 

0.02 

0.04 

0.04 

0.60 

- 

0.0500 

0.0425 

0.0511 

- 

0.144 

0.144 

0.188 

0.009 

0.179 

0.277 

155.29 

Over Exploited 

Peepala Pani 

0826000703205600 

0.02 

0.00 

(100.00) 

0.00 

- 

0.00 

0.05 

0.73 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.02 

0.01 

36.88 

0.01 

- 

0.01 

0.05 

0.73 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.011 

0.003 

22.17 

Safe 



0.04 

0.06 

32.31 

0.07 

- 

0.07 

0.05 

0.72 

- 

- 

- 

- 

- 

- 

- 

0.071 

0.004 

0.067 

0.007 

11.11 

Safe 



0.04 

0.00 

28.46 

0.00 

- 

0.00 

0.05 

0.73 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.000 

10.98 

Safe 



0.04 

0.03 

31.08 

0.04 

- 

0.04 

0.05 

0.73 

- 

- 

- 

- 

- 

- 

- 

0.036 

0.002 

0.034 

0.004 

11.03 

Safe 

Raipur 

0826000703210800 

0.02 

0.02 

154.27 

0.02 

0.01 

0.03 

0.05 

0.73 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.050 

0.003 

0.048 

0.122 

254.97 

Over Exploited 



0.02 

0.00 

1,460.38 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

0.0021 

0.0025 

- 

0.005 

0.005 

0.005 

0.000 

0.005 

0.008 

181.95 

Over Exploited 

Ramnagar 

0826000703210600 

0.02 

0.00 

533.42 

0.00 

- 

0.00 

0.02 

0.27 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.014 

0.045 

323.30 

Over Exploited 



0.02 

0.01 

149.63 

0.02 

0.01 

0.03 

0.04 

0.52 

- 

0.0200 

0.0336 

0.0405 

- 

0.094 

0.094 

0.121 

0.006 

0.115 

0.097 

84.47 

Semi Critical 

Rati Ka Kar 

0826000703205400 

0.02 

0.01 

440.98 

0.01 

0.01 

0.02 

0.04 

0.63 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.038 

0.002 

0.036 

0.103 

286.93 

Over Exploited 



0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.05 

0.71 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.08 

112.54 

0.09 

- 

0.09 

0.05 

0.65 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.101 

0.005 

0.096 

0.061 

63.39 

Safe 

Sagwariya 

0826000703216000 

0.02 

0.00 

166.73 

0.00 

- 

0.00 

0.01 

0.17 

- 

- 

0.0121 

0.0145 

- 

0.027 

0.027 

0.029 

0.001 

0.027 

0.010 

36.04 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Sara-Manpur 

082600080323050C 

1.352 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.345 

1.59 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.04 

0.005 

0.65 

0.59 


Sati Ki Chori 

0826000803230700 

0.163 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.163 

1.87 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.03 

0.001 

0.65 

0.60 


Sawala 

0826000703214000 

2.744 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

2.068 

0.67 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.05 

0.007 

0.56 

0.47 


Selpur 

0826000803231200 

2.100 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.041 

2.77 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Soldeo 

0826000703208200 

1.498 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

1.456 

1.08 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.04 

0.04 

0.13 

0.005 

0.71 

0.60 


Suya Khera 

0826000703211000 

1.458 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.945 

1.32 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.03 

0.003 

0.47 

0.40 






Jakham 

Command 

Gneisses(B.G.C) 

0.514 

1.32 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.002 

0.26 

0.22 


Talaya Nimri 

0826000703214400 

2.309 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.103 

0.84 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.004 

0.35 

0.29 






Jakham 

Command 

Gneisses(B.G.C) 

0.873 

0.84 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.003 

0.28 

0.23 

09003011 

Aar 

0826000703219700 

9.161 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

8.568 

1.64 

0.010 

0.17 

0.02 

0.00 

0.00 

0.00 

0.29 

0.38 

0.63 

0.029 

0.64 

0.49 


Akya Khera 

0826000703217400 

1.650 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

1.650 

1.10 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.005 

0.72 

0.59 


Ambao 

0826000703215300 

4.146 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.660 

1.48 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.10 

0.08 






Jakham 

Command 

Gneisses(B.G.C) 

0.240 

1.48 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.04 

0.03 


Antrol 

0826000703217700 

2.124 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.692 

1.51 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.22 

0.17 






Jakham 

Command 

Gneisses(B.G.C) 

1.270 

1.51 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.004 

0.40 

0.32 


Arampura 

0826000703208800 

1.389 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.429 

2.07 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.23 

0.19 


Arbara 

0826000703217100 

2.269 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

2.231 

0.84 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.05 

0.007 

0.74 

0.62 


Bajpura 

0826000703216500 

3.367 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

2.374 

0.85 

0.010 

0.07 

0.02 

0.00 

0.00 

0.00 

0.07 

0.08 

0.25 

0.008 

0.53 

0.45 


Bamangaonra 

0826000703213800 

3.134 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

3.134 

0.62 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.010 

0.75 

0.63 


Bela 

0826000703210300 

4.765 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.214 

1.81 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.03 

0.03 






Jakham 

Command 

Gneisses(B.G.C) 

4.548 

1.81 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.13 

0.13 

0.015 

0.71 

0.60 


Belvi 

0826000703206900 

1.760 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.232 

1.08 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.09 

0.08 




0.139 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.139 

1.08 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.72 

0.61 


Bhanawata 

0826000703208300 

3.839 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.275 

0.94 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.001 

0.05 

0.04 






Jakham 

Command 

Gneisses(B.G.C) 

0.274 

0.94 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.001 

0.05 

0.04 


Bhatwara 

0826000703213900 

1.012 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

1.012 

0.61 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.04 

0.04 

0.16 

0.003 

0.75 

0.63 


Bheema Gaon 

0826000703208700 

0.713 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.611 

2.74 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.002 

0.64 

0.54 


Bhojpur 

0826000703208500 

2.974 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.766 

2.72 

0.010 

0.07 

0.01 

0.00 

0.00 

0.01 

0.13 

0.15 

0.27 

0.009 

0.70 

0.59 






Jakham 

Command 

Gneisses(B.G.C) 

0.201 

2.72 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.05 

0.04 


Bhunga Bhatt 

0826000703218100 

3.132 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

2.02 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

0.853 

2.02 

0.010 

0.01 

0.00 

0.00 

0.00 

0.01 

0.02 

0.03 

0.03 

0.003 

0.18 

0.13 


Bikroon 

0826000703210900 

1.982 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.202 

1.26 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.07 

0.06 


Bildiya 

0826000703207100 

2.382 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.242 

0.93 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.001 

0.07 

0.06 


Borda 

0826000703219800 

9.488 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

0.661 

1.59 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.002 

0.05 

0.04 


Bujon Ka Padla 

0826000703214700 

3.951 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.705 

1.24 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.07 

0.08 

0.11 

0.012 

0.65 

0.54 


Chandana Gaon 

0826000703211200 

6.832 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

6.832 

0.86 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.10 

0.13 

0.023 

0.75 

0.63 


Charniya 

0826000703214300 

3.380 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.890 

1.15 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.006 

0.40 

0.34 


Chinttauriya 

0826000703216400 

1.733 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

1.733 

0.73 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.03 

0.006 

0.75 

0.63 


Dara Gaon 

0826000703214600 

2.151 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.830 

1.18 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.03 

0.006 

0.59 

0.49 






Jakham 

Command 

Gneisses(B.G.C) 

0.212 

1.18 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.07 

0.06 


Dholi Magri 

0826000703218200 

2.565 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.882 

1.83 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.003 

0.22 

0.17 






Jakham 

Command 

Gneisses(B.G.C) 

0.887 

1.83 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.003 

0.22 

0.17 


Eklingji Ka Semaliya 

0826000703216200 

2.282 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

2.282 

0.64 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.06 

0.008 

0.75 

0.63 


Ghata 

0826000703206700 

0.269 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.139 

1.40 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.000 

0.38 

0.32 




7.519 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.242 

1.40 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.02 


Gopal Pura 

0826000703215800 

2.195 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

2.195 

0.87 

0.010 

0.02 

0.01 

0.00 

0.00 

0.00 

0.03 

0.04 

0.08 

0.007 

0.73 

0.60 


Hada Khera 

0826000703215500 

1.893 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.202 

1.23 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.07 

0.06 






Jakham 

Command 

Gneisses(B.G.C) 

1.368 

1.23 

0.010 

0.01 

0.00 

0.00 

0.00 

0.02 

0.00 

0.00 

0.03 

0.005 

0.50 

0.41 


Hirawaton Ka Akya 

0826000703217500 

1.680 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

1.603 

1.20 

0.010 

0.01 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.04 

0.005 

0.68 

0.55 


Jaglawada 

0826000703219900 

2.204 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

1.127 

1.09 

0.010 

0.02 

0.01 

0.00 

0.00 

0.00 

0.02 

0.03 

0.09 

0.004 

0.38 

0.31 


Jaya Khera 

0826000703208600 

1.395 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.166 

2.83 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.08 

0.004 

0.63 

0.53 


Jhadoli 

0826000703214500 

2.415 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.995 

1.00 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.04 

0.05 

0.09 

0.007 

0.59 

0.49 






Jakham 

Command 

Gneisses(B.G.C) 

0.384 

1.00 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.11 

0.09 


Kaparwas 

0826000703215400 

1.035 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.852 

1.33 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.003 

0.56 

0.45 


Karnagarh 

0826000703206600 

2.307 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.131 

1.71 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.04 

0.04 


Karseliya 

0826000703215900 

2.335 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.594 

0.79 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.002 

0.19 

0.16 






Jakham 

Command 

Gneisses(B.G.C) 

1.385 

0.79 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.03 

0.005 

0.44 

0.36 


Keshariyawad 

0826000703210400 

7.204 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.090 

1.25 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 






Jakham 

Command 

Gneisses(B.G.C) 

3.901 

1.25 

0.010 

0.11 

0.03 

0.00 

0.00 

0.00 

0.13 

0.15 

0.40 

0.013 

0.40 

0.34 


Khoonta 

0826000703216800 

12.240 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.193 

0.86 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.01 

0.01 






Jakham 

Command 

Gneisses(B.G.C) 

8.414 

0.86 

0.010 

0.18 

0.04 

0.00 

0.00 

0.01 

0.20 

0.24 

0.69 

0.028 

0.52 

0.43 


Khora Vela 

0826000703218000 

1.542 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.169 

2.15 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.07 

0.05 


Lalpura 

0826000703206800 

0.838 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.088 

1.05 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.08 

0.06 


Limba Khera 

0826000703215600 

1.837 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

1.837 

1.00 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.006 

0.72 

0.59 


Lodi Mandvi 

0826000703217300 

7.472 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

6.907 

0.97 

0.010 

0.04 

0.01 

0.00 

0.00 

0.01 

0.08 

0.10 

0.13 

0.023 

0.68 

0.56 


Mana Gaon 

0826000703214200 

2.417 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.086 

0.99 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.03 

0.02 


Mandvi 

0826000703217200 

8.796 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

8.792 

0.89 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.13 

0.15 

0.19 

0.029 

0.74 

0.62 


Manpur 

0826000703217600 

5.932 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.046 

1.39 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Sara-Manpur 

0826000803230500 

0.05 

0.05 

(2.22) 

0.05 

- 

0.05 

0.05 

0.70 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.056 

0.003 

0.053 

0.047 

88.56 

Semi Critical 

Sati Ki Chori 

0826000803230700 

0.05 

0.01 

179.14 

0.01 

- 

0.01 

0.05 

0.70 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.031 

191.51 

Over Exploited 

Sawala 

0826000703214000 

0.02 

0.02 

25.26 

0.03 

- 

0.03 

0.04 

0.60 

- 

0.0100 

0.0470 

0.0565 

- 

0.114 

0.114 

0.141 

0.007 

0.134 

0.057 

42.56 

Safe 

Selpur 

0826000803231200 

0.05 

0.00 

6,311.68 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Soldeo 

0826000703208200 

0.02 

0.02 

109.03 

0.02 

0.01 

0.03 

0.05 

0.76 

- 

0.0200 

0.0331 

0.0398 

- 

0.093 

0.093 

0.127 

0.006 

0.121 

0.131 

108.34 

Over Exploited 

Suya Khera 

0826000703211000 

0.02 

0.01 

205.06 

0.01 

- 

0.01 

0.03 

0.51 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.010 

0.028 

282.08 

Over Exploited 



0.02 

0.00 

120.14 

0.00 

0.00 

0.01 

0.02 

0.28 

- 

- 

0.0117 

0.0140 

0.003 

0.029 

0.029 

0.034 

0.002 

0.032 

0.010 

30.24 

Safe 

Talaya Nimri 

0826000703214400 

0.02 

0.01 

206.67 

0.01 

- 

0.01 

0.03 

0.38 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.009 

0.021 

240.76 

Over Exploited 



0.02 

0.00 

340.67 

0.01 

- 

0.01 

0.02 

0.30 

- 

- 

0.0198 

0.0239 

- 

0.044 

0.044 

0.049 

0.002 

0.047 

0.020 

42.45 

Safe 

Aar 

0826000703219700 

0.02 

0.11 

250.65 

0.13 

0.02 

0.15 

0.05 

0.69 

- 

0.1200 

0.1621 

0.1561 

- 

0.438 

0.438 

0.587 

0.029 

0.558 

0.656 

117.50 

Over Exploited 

Akya Khera 

0826000703217400 

0.02 

0.02 

47.87 

0.03 

- 

0.03 

0.05 

0.78 

- 

0.0100 

0.0375 

0.0451 

- 

0.093 

0.093 

0.121 

0.006 

0.114 

0.039 

34.49 

Safe 

Ambao 

0826000703215300 

0.02 

0.00 

813.11 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.010 

664.01 

Over Exploited 



0.02 

0.00 

2,191.01 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

0.0064 

0.0066 

0.000 

0.013 

0.013 

0.014 

0.001 

0.013 

0.001 

6.06 

Safe 

Antrol 

0826000703217700 

0.02 

0.00 

344.96 

0.00 

- 

0.00 

0.02 

0.24 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.003 

0.010 

304.73 

Over Exploited 



0.02 

0.01 

218.72 

0.01 

0.00 

0.02 

0.03 

0.43 

- 

- 

0.0288 

0.0347 

0.006 

0.070 

0.070 

0.086 

0.004 

0.081 

0.021 

26.10 

Safe 

Arampura 

0826000703208800 

0.02 

0.00 

448.29 

0.00 

- 

0.00 

0.02 

0.25 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.009 

427.81 

Over Exploited 

Arbara 

0826000703217100 

0.02 

0.03 

6.44 

0.03 

- 

0.03 

0.05 

0.79 

- 

0.0100 

0.0507 

0.0610 

- 

0.122 

0.122 

0.156 

0.008 

0.148 

0.057 

38.78 

Safe 

Bajpura 

0826000703216500 

0.02 

0.02 

239.95 

0.03 

0.02 

0.05 

0.04 

0.57 

- 

0.0500 

0.0539 

0.0649 

- 

0.169 

0.169 

0.218 

0.011 

0.207 

0.260 

125.32 

Over Exploited 

Bamangaonra 

0826000703213800 

0.02 

0.05 

(54.79) 

0.04 

0.00 

0.04 

0.05 

0.81 

- 

- 

0.0712 

0.0857 

0.003 

0.160 

0.160 

0.199 

0.010 

0.189 

0.010 

5.53 

Safe 

Bela 

0826000703210300 

0.02 

0.00 

3,185.81 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.009 

5,458.31 

Over Exploited 



0.02 

0.06 

109.69 

0.08 

0.01 

0.09 

0.05 

0.77 

- 

0.0200 

0.1033 

0.1243 

0.001 

0.248 

0.248 

0.335 

0.017 

0.318 

0.141 

44.36 

Safe 

Belvi 

0826000703206900 

0.02 

0.00 

577.68 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.000 

0.018 

3,643.22 

Over Exploited 



0.04 

0.00 

(15.09) 

0.00 

- 

0.00 

0.05 

0.77 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.004 

155.11 

Over Exploited 

Bhanawata 

0826000703208300 

0.02 

0.00 

5,232.63 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.026 

8,135.64 

Over Exploited 



0.02 

0.00 

5,276.13 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

0.0072 

0.0075 

- 

0.015 

0.015 

0.015 

0.001 

0.014 

0.026 

181.44 

Over Exploited 

Bhatwara 

0826000703213900 

0.02 

0.01 

189.80 

0.02 

0.01 

0.03 

0.05 

0.80 

- 

0.0300 

0.0230 

0.0277 

- 

0.081 

0.081 

0.109 

0.005 

0.103 

0.163 

158.49 

Over Exploited 

Bheema Gaon 

0826000703208700 

0.02 

0.01 

314.70 

0.01 

- 

0.01 

0.05 

0.69 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.009 

0.027 

309.24 

Over Exploited 

Bhojpur 

0826000703208500 

0.02 

0.04 

296.33 

0.05 

0.02 

0.06 

0.05 

0.75 

- 

0.0500 

- 

- 

0.014 

0.064 

0.064 

0.129 

0.006 

0.123 

0.278 

226.58 

Over Exploited 



0.02 

0.00 

3,157.77 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

0.0038 

0.0037 

- 

0.008 

0.008 

0.008 

0.000 

0.007 

0.018 

240.33 

Over Exploited 

Bhunga Bhatt 

0826000703218100 

0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.02 

0.00 

873.86 

0.00 

0.01 

0.01 

0.02 

0.19 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.018 

0.001 

0.017 

0.028 

163.02 

Over Exploited 

Bikroon 

0826000703210900 

0.02 

0.00 

920.75 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.009 

2,677.34 

Over Exploited 

Bildiya 

0826000703207100 

0.02 

0.00 

4,057.04 

0.00 

- 

0.00 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.010 

0.001 

0.010 

0.035 

351.74 

Over Exploited 

Borda 

0826000703219800 

0.02 

0.00 

2,022.37 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

0.0150 

0.0181 

- 

0.033 

0.033 

0.034 

0.002 

0.032 

0.019 

59.68 

Safe 

Bujon Ka Padla 

0826000703214700 

0.02 

0.05 

########## 

0.06 

0.01 

0.07 

0.05 

0.70 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.088 

0.004 

0.083 

0.121 

145.54 

Over Exploited 

Chandana Gaon 

0826000703211200 

0.02 

0.10 

2.87 

0.10 

0.01 

0.11 

0.05 

0.80 

- 

0.0200 

0.1552 

0.1868 

0.003 

0.365 

0.365 

0.480 

0.024 

0.456 

0.149 

32.64 

Safe 

Charniya 

0826000703214300 

0.02 

0.01 

156.00 

0.02 

- 

0.02 

0.03 

0.43 

- 

- 

- 

- 

- 

- 

- 

0.018 

0.001 

0.017 

0.023 

138.39 

Over Exploited 

Chinttauriya 

0826000703216400 

0.02 

0.03 

6.08 

0.03 

- 

0.03 

0.05 

0.81 

- 

- 

0.0394 

0.0474 

- 

0.087 

0.087 

0.114 

0.006 

0.108 

0.031 

28.49 

Safe 

Dara Gaon 

0826000703214600 

0.02 

0.02 

80.83 

0.03 

- 

0.03 

0.05 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.035 

0.002 

0.034 

0.040 

119.17 

Over Exploited 



0.02 

0.00 

957.26 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

0.0048 

0.0058 

- 

0.011 

0.011 

0.011 

0.001 

0.010 

0.001 

6.79 

Safe 

Dholi Magri 

0826000703218200 

0.02 

0.00 

445.34 

0.00 

- 

0.00 

0.02 

0.24 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.004 

0.011 

249.15 

Over Exploited 



0.02 

0.00 

444.24 

0.00 

- 

0.00 

0.02 

0.24 

- 

- 

0.0202 

0.0243 

- 

0.044 

0.044 

0.049 

0.002 

0.047 

0.011 

23.50 

Safe 

Eklingji Ka Semaliya 

0826000703216200 

0.02 

0.03 

8.11 

0.04 

0.00 

0.04 

0.05 

0.80 

- 

0.0100 

0.0518 

0.0624 

0.007 

0.131 

0.131 

0.171 

0.009 

0.163 

0.067 

40.96 

Safe 

Ghata 

0826000703206700 

0.02 

0.00 

1,275.95 

0.00 

- 

0.00 

0.03 

0.40 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.011 

0.042 

398.04 

Over Exploited 



0.04 

0.00 

3,366.46 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Gopal Pura 

0826000703215800 

0.02 

0.03 

11.86 

0.04 

0.01 

0.05 

0.05 

0.78 

- 

0.0200 

0.0498 

0.0600 

- 

0.130 

0.130 

0.175 

0.009 

0.166 

0.091 

54.95 

Safe 

Hada Khera 

0826000703215500 

0.02 

0.00 

953.09 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.02 

0.01 

(819,291.11) 

0.02 

0.02 

0.04 

0.04 

0.54 

- 

- 

0.0311 

0.0374 

0.037 

0.105 

0.105 

0.146 

0.007 

0.138 

0.030 

21.36 

Safe 

Hirawaton Ka Akya 

0826000703217500 

0.02 

0.02 

(27.37) 

0.02 

0.02 

0.03 

0.05 

0.73 

- 

0.0100 

0.0364 

0.0438 

0.025 

0.115 

0.115 

0.149 

0.007 

0.142 

0.047 

33.44 

Safe 

Jaglawada 

0826000703219900 

0.02 

0.01 

228.82 

0.01 

0.01 

0.02 

0.03 

0.40 

- 

0.0200 

0.0256 

0.0308 

- 

0.076 

0.076 

0.096 

0.005 

0.092 

0.096 

104.64 

Over Exploited 

Jaya Khera 

0826000703208600 

0.02 

0.01 

339.90 

0.02 

- 

0.02 

0.05 

0.67 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.037 

0.002 

0.035 

0.088 

248.95 

Over Exploited 

Jhadoli 

0826000703214500 

0.02 

0.02 

110.16 

0.03 

0.01 

0.04 

0.04 

0.63 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.058 

0.003 

0.055 

0.099 

180.34 

Over Exploited 



0.02 

0.00 

441.40 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

0.0087 

0.0105 

- 

0.019 

0.019 

0.020 

0.001 

0.019 

0.018 

95.15 

Critical 

Kaparwas 

0826000703215400 

0.02 

0.01 

14,516.17 

0.01 

- 

0.01 

0.04 

0.61 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.010 

0.020 

195.55 

Over Exploited 

Karnagarh 

0826000703206600 

0.02 

0.00 

2,329.61 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Karseliya 

0826000703215900 

0.02 

0.00 

158.54 

0.00 

- 

0.00 

0.01 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.002 

0.019 

768.57 

Over Exploited 



0.02 

0.01 

36,793.18 

0.01 

- 

0.01 

0.03 

0.47 

- 

0.0100 

0.0315 

0.0379 

- 

0.079 

0.079 

0.093 

0.005 

0.089 

0.039 

43.58 

Safe 

Keshariyawad 

0826000703210400 

0.02 

0.00 

7,902.50 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

44,813.99 

Over Exploited 



0.02 

0.03 

399.72 

0.04 

0.03 

0.07 

0.03 

0.43 

- 

0.0800 

0.0886 

0.1066 

- 

0.275 

0.275 

0.342 

0.017 

0.325 

0.416 

128.06 

Over Exploited 

Khoonta 

0826000703216800 

0.02 

0.00 

4,385.69 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.018 

34,709.59 

Over Exploited 



0.02 

0.08 

182.33 

0.10 

0.05 

0.15 

0.04 

0.55 

- 

0.1300 

0.1911 

0.2300 

0.018 

0.569 

0.569 

0.722 

0.036 

0.686 

0.717 

104.50 

Over Exploited 

Khora Vela 

0826000703218000 

0.02 

0.00 

1,945.52 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.009 

3,269.15 

Over Exploited 

Lalpura 

0826000703206800 

0.04 

0.00 

704.63 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

1,584.86 

Over Exploited 

Limba Khera 

0826000703215600 

0.02 

0.03 

25.48 

0.03 

0.00 

0.03 

0.05 

0.77 

- 

- 

0.0417 

0.0502 

0.003 

0.095 

0.095 

0.128 

0.006 

0.121 

0.031 

25.66 

Safe 

Lodi Mandvi 

0826000703217300 

0.02 

0.09 

10.49 

0.10 

0.02 

0.12 

0.05 

0.73 

- 

0.0200 

0.1568 

0.1888 

0.020 

0.386 

0.386 

0.510 

0.026 

0.485 

0.149 

30.73 

Safe 

Mana Gaon 

0826000703214200 

0.02 

0.00 

2,415.10 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

16,620.20 

Over Exploited 

Mandvi 

0826000703217200 

0.02 

0.13 

18.44 

0.15 

0.01 

0.16 

0.05 

0.80 

- 

0.0300 

0.1997 

0.2403 

0.003 

0.473 

0.473 

0.637 

0.032 

0.605 

0.214 

35.42 

Safe 

Manpur 

0826000703217600 

0.02 

0.00 

16,357.22 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

######### 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 






Jakham 

Command 

Gneisses(B.G.C) 

5.453 

1.39 

0.010 

0.14 

0.03 

0.00 

0.00 

0.02 

0.17 

0.21 

0.55 

0.018 

0.64 

0.51 


Mau 

0826000703213600 

2.514 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

0.727 

1.04 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.22 

0.18 


Mokhampura 

0826000703218400 

5.288 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.349 

1.79 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.05 

0.03 






Jakham 

Command 

Gneisses(B.G.C) 

2.467 

1.79 

0.010 

0.02 

0.01 

0.00 

0.00 

0.00 

0.05 

0.07 

0.08 

0.008 

0.32 

0.23 


Muniya 

0826000703210000 

3.658 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.287 

2.77 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.001 

0.06 

0.05 






Jakham 

Command 

Gneisses(B.G.C) 

1.959 

2.77 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.11 

0.19 

0.007 

0.40 

0.34 


Nada Phala 

0826000703215700 

1.259 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

1.259 

0.99 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.03 

0.004 

0.72 

0.59 


Nal 

0826000703207000 

0.978 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.976 

1.09 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.06 

0.003 

0.74 

0.62 






Jakham 

Command 

Gneisses(B.G.C) 

0.002 

1.09 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nalwa 

0826000703211300 

2.193 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

1.610 

1.17 

0.010 

0.13 

0.03 

0.00 

0.00 

0.00 

0.12 

0.14 

0.52 

0.005 

0.55 

0.46 


Nar 

0826000703220000 

14.856 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.504 

1.21 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.005 

0.07 

0.06 






Jakham 

Command 

Gneisses(B.G.C) 

1.189 

1.21 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.03 

0.004 

0.06 

0.05 


Narwali 

0826000703207500 

5.854 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.519 

1.26 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.03 

0.008 

0.29 

0.25 


Natela 

0826000703216900 

3.064 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

3.064 

0.85 

0.010 

0.06 

0.02 

0.00 

0.00 

0.00 

0.07 

0.08 

0.24 

0.010 

0.75 

0.63 


Nathiya Khera 

0826000703211100 

3.443 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

1.294 

1.06 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.03 

0.004 

0.28 

0.23 


Padla Baori 

0826000703214800 

5.913 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.011 

1.38 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Parel 

0826000703214100 

2.499 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

0.273 

0.91 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.001 

0.08 

0.07 


Parsola 

0826000703218300 

8.544 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.905 

1.93 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.09 

0.14 

0.006 

0.15 

0.11 






Jakham 

Command 

Gneisses(B.G.C) 

6.102 

1.93 

0.010 

0.12 

0.03 

0.00 

0.00 

0.00 

0.21 

0.28 

0.45 

0.020 

0.47 

0.36 


Payra 

0826000703210200 

1.172 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.000 

2.13 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Jakham 

Command 

Gneisses(B.G.C) 

1.172 

2.13 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.07 

0.08 

0.19 

0.004 

0.75 

0.63 


Rathoron Ka Khera 

0826000703217000 

0.286 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

0.286 

0.76 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.05 

0.001 

0.75 

0.63 


Rathoron Ka Semaliya 

0826000703216100 

2.219 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

2.219 

0.68 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.03 

0.04 

0.10 

0.007 

0.75 

0.63 


Sagwariya 

0826000703216000 

2.548 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

2.016 

0.67 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.03 

0.007 

0.59 

0.49 


Samaota 

0826000703219600 

3.938 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

1.473 

1.75 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.04 

0.005 

0.26 

0.19 


Sata Kui 

0826000703208400 

0.303 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.165 

1.87 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.04 

0.001 

0.41 

0.34 






Jakham 

Command 

Gneisses(B.G.C) 

0.138 

1.87 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.03 

0.000 

0.34 

0.29 


Sati Khera (veera 

0827000203332200 

0.601 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.001 

1.66 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

0.000 

1.66 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sawala 

0826000703214000 

2.744 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

0.677 

0.67 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.002 

0.18 

0.15 


Shivpura 

0826000703210500 

0.833 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

0.833 

1.28 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.05 

0.06 

0.20 

0.003 

0.75 

0.63 


Soldeo 

0826000703208200 

1.498 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

0.043 

1.08 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Talaya Nimri 

0826000703214400 

2.309 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.324 

0.84 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.10 

0.09 






Jakham 

Command 

Gneisses(B.G.C) 

0.008 

0.84 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Udaibhanpura 

0826000703210100 

4.118 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

2.970 

2.10 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.06 

0.010 

0.54 

0.46 


Ultan 

0826000703217800 

1.556 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.358 

1.67 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.15 

0.11 






Jakham 

Command 

Gneisses(B.G.C) 

0.004 

1.67 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Undavela 

0826000703216300 

1.250 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

0.461 

0.85 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.28 

0.23 


Waliseema 

0826000703213700 

2.018 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

1.812 

0.83 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.03 

0.04 

0.12 

0.006 

0.68 

0.57 

09003012 

Amalwa 

0826000803244900 

3.023 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.103 

5.26 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.02 

0.02 







Non-command 

Gneisses(B.G.C) 

0.030 

5.26 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Ambao 

0826000703215300 

4.146 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.206 

1.48 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.03 

0.03 


Bharkhundi 

0826000703217900 

6.403 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

2.43 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

2.811 

2.43 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.11 

0.08 

0.009 

0.28 

0.21 







Non-command 

Limestone 

3.543 

2.43 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.19 

0.25 

0.09 

0.012 

0.35 

0.27 


Bhunga Bhatt 

0826000703218100 

3.132 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

2.02 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

1.930 

2.02 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.05 

0.006 

0.40 

0.30 


Biloora 

0827000203330400 

6.962 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.567 

2.35 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.002 

0.05 

0.05 







Non-command 

Gneisses(B.G.C) 

1.293 

2.35 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.01 

0.004 

0.12 

0.10 


Buder 

0826000803244600 

0.708 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.553 

2.42 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.002 

0.50 

0.46 


Dagocha 

0826000803245500 

1.772 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.918 

3.57 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.04 

0.004 

0.32 

0.26 







Non-command 

Gneisses(B.G.C) 

0.112 

3.57 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.04 

0.03 







Non-command 

Limestone 

0.742 

3.57 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.03 

0.003 

0.26 

0.21 


Deola 

0826000703215200 

11.428 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.153 

1.27 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.08 

0.010 

0.18 

0.15 







Non-command 

Limestone 

7.733 

1.27 

0.020 

0.05 

0.01 

0.00 

0.00 

0.02 

0.21 

0.26 

0.15 

0.026 

0.43 

0.36 


Deola Kalan 

0826000803245900 

3.912 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.015 

2.14 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.01 

0.004 

0.16 

0.14 







Non-command 

Gneisses(B.G.C) 

2.538 

2.14 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.11 

0.02 

0.010 

0.41 

0.34 


Deola-Khurd 

0826000803246000 

2.501 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.230 

2.57 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.14 

0.02 

0.009 

0.56 

0.45 







Non-command 

Gneisses(B.G.C) 

0.271 

2.57 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.07 

0.06 


Dholi Magri 

0826000703218200 

2.565 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.261 

1.83 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.001 

0.07 

0.05 


Doonglai 

0827000203331800 

0.863 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.025 

2.31 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.01 


Forest 

0827000227900020 

7.430 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.849 

2.83 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.00 

0.005 

0.16 

0.12 


Gamri 

0827000203330900 

3.117 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.845 

2.86 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.13 

0.08 

0.005 

0.37 

0.28 


Harbar 

0827000203330700 

1.502 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.502 

4.97 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.16 

0.05 

0.004 

0.62 

0.48 


Harmatya-Khurd 

0826000803245300 

2.411 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.320 

4.14 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.13 

0.02 

0.005 

0.35 

0.28 







Non-command 

Gneisses(B.G.C) 

0.621 

4.14 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.01 

0.002 

0.16 

0.13 







Non-command 

Limestone 

0.375 

4.14 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.01 

0.001 

0.10 

0.08 


Jamboo-Khera 

0826000803244800 

0.452 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.004 

4.51 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.02 

0.07 

########## 

0.08 

0.05 

0.13 

0.05 

0.69 

- 

0.1000 

0.1238 

0.1491 

0.025 

0.398 

0.398 

0.526 

0.026 

0.500 

0.572 

114.52 

Over Exploited 

Mau 

0826000703213600 

0.02 

0.00 

191.04 

0.00 

- 

0.00 

0.02 

0.23 

- 

- 

0.0165 

0.0199 

- 

0.036 

0.036 

0.040 

0.002 

0.038 

0.010 

27.35 

Safe 

Mokhampura 

0826000703218400 

0.02 

0.00 

2,655.27 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.009 

2,605.45 

Over Exploited 



0.02 

0.02 

382.09 

0.02 

0.01 

0.03 

0.03 

0.35 

- 

0.0200 

0.0560 

0.0674 

- 

0.144 

0.144 

0.172 

0.009 

0.163 

0.092 

56.45 

Safe 

Muniya 

0826000703210000 

0.02 

0.00 

6,337.79 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.026 

6,881.55 

Over Exploited 



0.02 

0.02 

627.03 

0.02 

0.01 

0.03 

0.03 

0.43 

- 

0.0300 

0.0371 

0.0357 

- 

0.103 

0.103 

0.131 

0.007 

0.125 

0.192 

153.56 

Over Exploited 

Nada Phala 

0826000703215700 

0.02 

0.02 

51.43 

0.02 

0.00 

0.02 

0.05 

0.78 

- 

0.0100 

0.0286 

0.0344 

0.001 

0.074 

0.074 

0.095 

0.005 

0.091 

0.038 

42.18 

Safe 

Nal 

0826000703207000 

0.02 

0.01 

157.53 

0.02 

- 

0.02 

0.05 

0.79 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.027 

0.001 

0.026 

0.062 

243.88 

Over Exploited 



0.02 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nalwa 

0826000703211300 

0.02 

0.02 

713.74 

0.02 

0.03 

0.05 

0.04 

0.59 

- 

0.1000 

0.0366 

0.0440 

- 

0.181 

0.181 

0.231 

0.012 

0.220 

0.526 

239.40 

Over Exploited 

Nar 

0826000703220000 

0.02 

0.00 

1,474.23 

0.00 

- 

0.00 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.047 

391.56 

Over Exploited 



0.02 

0.00 

2,079.28 

0.00 

- 

0.00 

0.00 

0.06 

- 

0.0100 

0.0270 

0.0325 

- 

0.070 

0.070 

0.071 

0.004 

0.068 

0.038 

56.16 

Safe 

Narwali 

0826000703207500 

0.02 

0.01 

200.15 

0.02 

0.00 

0.02 

0.02 

0.31 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.028 

0.001 

0.027 

0.033 

123.32 

Over Exploited 

Natela 

0826000703216900 

0.02 

0.04 

74.81 

0.05 

0.02 

0.07 

0.05 

0.81 

- 

0.0500 

0.0696 

0.0838 

- 

0.203 

0.203 

0.277 

0.014 

0.263 

0.254 

96.48 

Critical 

Nathiya Khera 

0826000703211100 

0.02 

0.01 

275.26 

0.01 

0.00 

0.01 

0.02 

0.30 

- 

- 

0.0294 

0.0354 

0.002 

0.067 

0.067 

0.077 

0.004 

0.073 

0.029 

40.09 

Safe 

Padla Baori 

0826000703214800 

0.02 

0.00 

43,002.33 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Parel 

0826000703214100 

0.02 

0.00 

3,359.32 

0.00 

- 

0.00 

0.01 

0.09 

- 

0.0100 

0.0062 

0.0075 

- 

0.024 

0.024 

0.024 

0.001 

0.023 

0.035 

152.36 

Over Exploited 

Parsola 

0826000703218300 

0.02 

0.01 

1,470.12 

0.01 

0.01 

0.02 

0.01 

0.16 

- 

0.0300 

- 

- 

0.002 

0.033 

0.033 

0.051 

0.003 

0.048 

0.143 

297.29 

Over Exploited 



0.02 

0.06 

188.30 

0.07 

0.03 

0.10 

0.04 

0.51 

- 

0.0800 

0.1386 

0.1668 

- 

0.385 

0.385 

0.483 

0.024 

0.459 

0.466 

101.64 

Over Exploited 

Payra 

0826000703210200 

0.02 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.02 

0.02 

349.75 

0.02 

0.01 

0.03 

0.05 

0.81 

- 

0.0300 

0.0222 

0.0214 

- 

0.074 

0.074 

0.104 

0.005 

0.099 

0.189 

190.97 

Over Exploited 

Rathoron Ka Khera 

0826000703217000 

0.02 

0.00 

246.63 

0.01 

- 

0.01 

0.05 

0.80 

- 

0.0100 

0.0065 

0.0078 

- 

0.024 

0.024 

0.029 

0.001 

0.028 

0.051 

182.92 

Over Exploited 

Rathoron Ka Semaliya 

0826000703216100 

0.02 

0.03 

21.94 

0.04 

0.01 

0.05 

0.05 

0.81 

- 

0.0200 

0.0504 

0.0607 

0.003 

0.134 

0.134 

0.185 

0.009 

0.175 

0.108 

61.83 

Safe 

Sagwariya 

0826000703216000 

0.02 

0.02 

16.78 

0.03 

0.00 

0.03 

0.04 

0.63 

- 

- 

0.0458 

0.0551 

0.001 

0.102 

0.102 

0.130 

0.007 

0.124 

0.032 

25.65 

Safe 

Samaota 

0826000703219600 

0.02 

0.01 

542.96 

0.01 

- 

0.01 

0.02 

0.28 

- 

0.0100 

0.0279 

0.0268 

- 

0.065 

0.065 

0.074 

0.004 

0.070 

0.047 

67.07 

Safe 

Sata Kui 

0826000703208400 

0.02 

0.00 

1,089.72 

0.00 

- 

0.00 

0.03 

0.44 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.043 

386.99 

Over Exploited 



0.02 

0.00 

1,540.88 

0.00 

- 

0.00 

0.02 

0.36 

- 

0.0100 

0.0031 

0.0038 

- 

0.017 

0.017 

0.018 

0.001 

0.017 

0.034 

201.55 

Over Exploited 

Sati Khera (veera 

0827000203332200 

0.03 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.02 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sawala 

0826000703214000 

0.02 

0.00 

122.40 

0.00 

- 

0.00 

0.01 

0.20 

- 

- 

0.0154 

0.0185 

- 

0.034 

0.034 

0.037 

0.002 

0.035 

0.019 

55.05 

Safe 

Shivpura 

0826000703210500 

0.02 

0.01 

396.23 

0.01 

0.01 

0.02 

0.05 

0.80 

- 

0.0400 

0.0189 

0.0228 

- 

0.082 

0.082 

0.106 

0.005 

0.101 

0.205 

202.81 

Over Exploited 

Soldeo 

0826000703208200 

0.02 

0.00 

3,376.94 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0010 

0.0012 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.000 

7.04 

Safe 

Talaya Nimri 

0826000703214400 

0.02 

0.00 

393.67 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.009 

1,228.47 

Over Exploited 



0.02 

0.00 

22,782.95 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0002 

0.0002 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Udaibhanpura 

0826000703210100 

0.02 

0.03 

208.21 

0.04 

0.00 

0.04 

0.04 

0.58 

- 

0.0100 

0.0562 

0.0541 

0.001 

0.122 

0.122 

0.160 

0.008 

0.152 

0.066 

43.30 

Safe 

Ultan 

0826000703217800 

0.02 

0.00 

643.26 

0.00 

- 

0.00 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.009 

778.42 

Over Exploited 



0.02 

0.00 

88,406.95 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Undavela 

0826000703216300 

0.02 

0.00 

83.75 

0.00 

- 

0.00 

0.02 

0.30 

- 

- 

0.0105 

0.0126 

- 

0.023 

0.023 

0.026 

0.001 

0.025 

0.010 

38.45 

Safe 

Waliseema 

0826000703213700 

0.02 

0.02 

58.51 

0.03 

0.01 

0.04 

0.05 

0.72 

- 

0.0200 

0.0411 

0.0495 

0.005 

0.115 

0.115 

0.157 

0.008 

0.149 

0.124 

83.05 

Semi Critical 

Amalwa 

0826000803244900 

0.05 

0.00 

8,553.78 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

3,901.43 

Over Exploited 



0.05 

0.00 

25,663.99 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ambao 

0826000703215300 

0.02 

0.00 

2,793.97 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Bharkhundi 

0826000703217900 

0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.02 

0.02 

645.57 

0.02 

0.00 

0.02 

0.02 

0.30 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.031 

0.002 

0.029 

0.085 

291.43 

Over Exploited 



0.03 

0.04 

567.00 

0.04 

0.01 

0.06 

0.03 

0.38 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.079 

0.004 

0.075 

0.106 

140.83 

Over Exploited 

Bhunga Bhatt 

0826000703218100 

0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.02 

0.01 

308.38 

0.02 

0.00 

0.02 

0.03 

0.43 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.035 

0.002 

0.033 

0.056 

168.51 

Over Exploited 

Biloora 

0827000203330400 

0.03 

0.00 

2,322.68 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.002 

152.31 

Over Exploited 



0.02 

0.00 

1,159.28 

0.00 

- 

0.00 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.003 

0.009 

254.93 

Over Exploited 

Buder 

0826000803244600 

0.05 

0.02 

69.47 

0.02 

- 

0.02 

0.04 

0.54 

- 

- 

- 

- 

- 

- 

- 

0.018 

0.001 

0.017 

0.002 

12.41 

Safe 

Dagocha 

0826000803245500 

0.05 

0.02 

426.22 

0.02 

- 

0.02 

0.03 

0.35 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.029 

0.001 

0.028 

0.047 

166.50 

Over Exploited 



0.05 

0.00 

3,081.64 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

1,260.55 

Over Exploited 



0.06 

0.01 

584.40 

0.01 

- 

0.01 

0.02 

0.28 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.024 

0.001 

0.023 

0.032 

139.91 

Over Exploited 

Deola 

0826000703215200 

0.02 

0.01 

566.69 

0.01 

0.00 

0.01 

0.01 

0.19 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.024 

0.001 

0.023 

0.088 

385.68 

Over Exploited 



0.03 

0.10 

156.55 

0.12 

0.03 

0.15 

0.04 

0.47 

- 

0.0300 

- 

- 

0.037 

0.067 

0.067 

0.222 

0.011 

0.211 

0.178 

84.21 

Semi Critical 

Deola Kalan 

0826000803245900 

0.05 

0.01 

407.16 

0.01 

- 

0.01 

0.01 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.010 

0.018 

175.22 

Over Exploited 



0.05 

0.06 

96.71 

0.07 

- 

0.07 

0.04 

0.44 

- 

- 

- 

- 

- 

- 

- 

0.067 

0.003 

0.064 

0.028 

43.78 

Safe 

Deola-Khurd 

0826000803246000 

0.05 

0.07 

100.21 

0.08 

- 

0.08 

0.05 

0.61 

- 

- 

- 

- 

- 

- 

- 

0.081 

0.004 

0.077 

0.028 

35.82 

Safe 



0.05 

0.00 

1,196.14 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

92.45 

Critical 

Dholi Magri 

0826000703218200 

0.02 

0.00 

1,737.76 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Doonglai 

0827000203331800 

0.03 

0.00 

8,370.87 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Forest 

0827000227900020 

0.03 

0.01 

948.72 

0.01 

0.00 

0.01 

0.01 

0.17 

- 

- 

- 

- 

0.004 

0.005 

0.005 

0.019 

0.001 

0.018 

0.005 

29.63 

Safe 

Gamri 

0827000203330900 

0.03 

0.02 

477.09 

0.03 

0.00 

0.03 

0.03 

0.40 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.040 

0.002 

0.038 

0.084 

221.30 

Over Exploited 

Harbar 

0827000203330700 

0.03 

0.03 

424.08 

0.04 

0.00 

0.04 

0.05 

0.67 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.046 

0.002 

0.044 

0.054 

123.54 

Over Exploited 

Harmatya-Khurd 

0826000803245300 

0.05 

0.02 

417.47 

0.03 

- 

0.03 

0.03 

0.37 

- 

- 

- 

- 

- 

- 

- 

0.030 

0.001 

0.028 

0.029 

102.87 

Over Exploited 



0.05 

0.01 

758.87 

0.01 

- 

0.01 

0.01 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.006 

0.011 

183.15 

Over Exploited 



0.06 

0.00 

1,607.86 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.008 

335.73 

Over Exploited 

Jamboo-Khera 

0826000803244800 

0.05 

0.00 

20,785.79 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Gneisses(B.G.C) 

0.448 

4.51 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.02 

0.002 

0.63 

0.54 


Jhijhni-Kalan 

0826000803245700 

3.063 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.327 

2.29 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.001 

0.07 

0.06 







Non-command 

Gneisses(B.G.C) 

0.766 

2.29 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.003 

0.16 

0.13 


Jhijhni-Khurd 

0826000803245800 

3.916 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

3.23 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kachariya 

0826000803244700 

0.445 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.175 

4.52 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.001 

0.25 

0.23 







Non-command 

Gneisses(B.G.C) 

0.088 

4.52 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.13 

0.11 


Kanoriya 

0827000203330500 

4.525 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.525 

2.89 

0.015 

0.07 

0.02 

0.00 

0.00 

0.01 

0.24 

0.30 

0.27 

0.013 

0.62 

0.49 


Karmat 

0827000203331900 

1.184 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.184 

4.54 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.12 

0.05 

0.003 

0.62 

0.48 


Khora Vela 

0826000703218000 

1.542 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.337 

2.15 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.03 

0.004 

0.55 

0.42 


Lembata 

0827000203330200 

8.971 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.462 

2.72 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.03 

0.03 







Non-command 

Gneisses(B.G.C) 

0.527 

2.72 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.04 

0.03 


Lohagarh 

0826000703215000 

6.910 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.964 

2.18 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.04 

0.007 

0.18 

0.15 







Non-command 

Gneisses(B.G.C) 

2.999 

2.18 

0.010 

0.02 

0.01 

0.00 

0.00 

0.01 

0.06 

0.08 

0.08 

0.010 

0.28 

0.23 







Non-command 

Limestone 

1.947 

2.18 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.11 

0.05 

0.006 

0.18 

0.15 


Mahuri Khera 

0826000703215100 

2.114 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.044 

2.34 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Limestone 

2.070 

2.34 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.14 

0.04 

0.007 

0.61 

0.48 


Malpur 

0826000803232500 

24.676 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.221 

2.94 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 


Mander 

0826000803242100 

10.601 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.051 

2.47 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.00 

0.004 

0.06 

0.06 







Non-command 

Gneisses(B.G.C) 

7.172 

2.47 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.28 

0.30 

0.00 

0.028 

0.44 

0.41 


Manpur (A) 

0826000803244300 

3.033 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.146 

2.03 

0.018 

0.02 

0.01 

0.00 

0.00 

0.00 

0.05 

0.05 

0.09 

0.004 

0.24 

0.23 







Non-command 

Gneisses(B.G.C) 

0.755 

2.03 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.04 

0.003 

0.16 

0.15 


Manpur (B) 

0826000803244500 

4.334 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.477 

1.25 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.01 

0.010 

0.37 

0.34 







Non-command 

Gneisses(B.G.C) 

1.857 

1.25 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.00 

0.007 

0.28 

0.25 


Nai Basti 

0827000203331000 

1.880 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.038 

2.40 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.01 

0.003 

0.34 

0.26 


Nithauwa 

0827000203330800 

3.588 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.567 

3.79 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.27 

0.02 

0.010 

0.61 

0.48 


Padla Baori 

0826000703214800 

5.913 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.571 

1.38 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.06 

0.05 


Pahara 

0826000703207400 

8.598 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.780 

1.73 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.003 

0.06 

0.05 


Pal Nithauwa 

0827000203330600 

1.593 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.376 

3.89 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.14 

0.15 

0.004 

0.54 

0.41 







Non-command 

Limestone 

0.189 

3.89 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.001 

0.07 

0.06 


Panwa 

0826000803230900 

0.105 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.002 

3.09 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Patan Pura 

0827000203332000 

0.650 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

1.80 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rathri 

0826000803245600 

5.681 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.681 

3.72 

0.018 

0.04 

0.01 

0.00 

0.00 

0.01 

0.39 

0.50 

0.13 

0.022 

0.62 

0.49 


Reenchha 

0827000203330300 

8.192 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.787 

2.95 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.08 

0.10 

0.01 

0.005 

0.14 

0.11 







Non-command 

Gneisses(B.G.C) 

0.276 

2.95 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.02 


Sajnot 

0826000803244400 

0.815 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.085 

2.22 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.07 

0.06 







Non-command 

Gneisses(B.G.C) 

0.088 

2.22 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.07 

0.07 


Sati Khera (veera 

0827000203332200 

0.601 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

1.66 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Shyampura 

0826000803245400 

0.486 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.486 

3.71 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.03 

0.03 

0.03 

0.002 

0.63 

0.53 


Talapur 

0826000703214900 

5.310 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.466 

1.58 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.03 

0.012 

0.42 

0.38 


Ultan 

0826000703217800 

1.556 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.253 

1.67 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.10 

0.08 

09003013 

Achalpura 

0829001003688300 

5.671 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.281 

6.31 

0.015 

0.13 

0.02 

0.00 

0.00 

0.00 

0.61 

0.63 

0.49 

0.013 

0.75 

0.73 







Non-command 

Shale 

0.389 

6.31 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.04 

0.001 

0.06 

0.05 


Akhepur 

0829001003687400 

5.063 

Fresh 

Non-command 

Non-command 

Shale 

0.749 

4.76 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.02 

0.002 

0.12 

0.10 


Ambawali 

0829001003695100 

3.003 

Fresh 

Non-command 

Non-command 

Shale 

3.003 

5.34 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.37 

0.42 

0.23 

0.007 

0.78 

0.68 


Bagdari 

0829001003693200 

2.830 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.830 

8.01 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.38 

0.39 

0.21 

0.007 

0.81 

0.77 


Bambora 

0829001003685100 

6.402 

Fresh 

Non-command 

Non-command 

Shale 

6.172 

7.71 

0.020 

0.05 

0.01 

0.00 

0.00 

0.02 

0.97 

1.24 

0.17 

0.015 

0.72 

0.57 


Bare Khan 

0829001003691500 

4.073 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.558 

8.27 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.51 

0.53 

0.31 

0.009 

0.71 

0.68 


Barkati 

0829001003693500 

2.871 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.871 

8.53 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.41 

0.42 

0.19 

0.007 

0.81 

0.78 


Barkhera 

0829001003694000 

1.081 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.174 

7.96 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.08 

0.000 

0.13 

0.12 







Non-command 

Shale 

0.906 

7.96 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.23 

0.25 

0.39 

0.002 

0.67 

0.64 


Barol 

0829001003690800 

5.719 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.002 

3.09 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Shale 

5.461 

3.09 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.36 

0.42 

0.08 

0.013 

0.74 

0.64 


Barwara Dewal 

0829001003684500 

2.172 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.164 

6.57 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.25 

0.26 

0.18 

0.005 

0.81 

0.77 







Non-command 

Shale 

0.008 

6.57 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Barwara Goojar 

0829001003683900 

4.636 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.955 

6.19 

0.015 

0.06 

0.01 

0.00 

0.00 

0.01 

0.41 

0.43 

0.24 

0.010 

0.69 

0.66 


Baseri Kundal 

0829001003693000 

1.849 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.559 

7.38 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.21 

0.22 

0.18 

0.004 

0.68 

0.65 


Bhagwanpura 

0829001003695600 

0.575 

Fresh 

Non-command 

Non-command 

Shale 

0.575 

4.37 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.04 

0.001 

0.76 

0.59 


Bhairvi 

0829001003694600 

0.802 

Fresh 

Non-command 

Non-command 

Shale 

0.802 

7.32 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.15 

0.09 

0.002 

0.80 

0.75 


Bhalan Ka Khera 

0829001003690900 

3.414 

Fresh 

Non-command 

Non-command 

Shale 

3.414 

6.34 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.46 

0.50 

0.16 

0.008 

0.80 

0.74 


Biliya 

0829001003687900 

2.409 

Fresh 

Non-command 

Non-command 

Shale 

2.409 

6.18 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.35 

0.36 

0.24 

0.006 

0.80 

0.77 


Chak Mohammadpura 

0829001003691200 

0.958 

Fresh 

Non-command 

Non-command 

Shale 

0.958 

9.28 

0.020 

0.01 

0.00 

0.00 

0.00 

0.04 

0.15 

0.15 

0.02 

0.002 

0.81 

0.78 


Chak Sookar 

0829001003688400 

0.086 

Fresh 

Non-command 

Non-command 

Shale 

0.086 

6.91 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.000 

0.81 

0.78 


Chakar Khera@ Balia Kher 

0829001003684100 

0.743 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.327 

6.56 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.001 

0.36 

0.34 







Non-command 

Shale 

0.010 

6.56 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Chandoli 

0829001003684200 

3.389 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.358 

6.79 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.05 

0.001 

0.09 

0.08 







Non-command 

Shale 

2.980 

6.79 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.49 

0.52 

0.38 

0.007 

0.71 

0.68 


Chauhan Khera 

0829001003693600 

1.152 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.152 

8.69 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.18 

0.19 

0.16 

0.003 

0.81 

0.77 


Cheerwa 

0829001003689400 

1.894 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.006 

3.23 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.05 

0.02 

205.21 

0.02 

0.00 

0.02 

0.05 

0.68 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.019 

0.001 

0.018 

0.026 

145.38 

Over Exploited 

Jhijhni-Kalan 

082600080324570C 

0.05 

0.00 

1,213.42 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

92.73 

Critical 



0.05 

0.01 

385.23 

0.01 

- 

0.01 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.007 

0.006 

80.28 

Semi Critical 

Jhijhni-Khurd 

0826000803245800 

0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kachariya 

0826000803244700 

0.05 

0.00 

546.82 

0.00 

- 

0.00 

0.02 

0.27 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.011 

388.36 

Over Exploited 



0.05 

0.00 

1,008.51 

0.00 

- 

0.00 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.003 

484.82 

Over Exploited 

Kanoriya 

0827000203330500 

0.03 

0.09 

225.34 

0.11 

0.03 

0.14 

0.06 

0.68 

- 

0.0500 

- 

- 

0.015 

0.066 

0.066 

0.205 

0.010 

0.195 

0.287 

147.06 

Over Exploited 

Karmat 

0827000203331900 

0.03 

0.02 

388.00 

0.03 

0.00 

0.03 

0.05 

0.68 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.040 

0.002 

0.038 

0.053 

139.15 

Over Exploited 

Khora Vela 

0826000703218000 

0.02 

0.01 

250.85 

0.02 

- 

0.02 

0.05 

0.60 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.027 

0.001 

0.026 

0.038 

148.60 

Over Exploited 

Lembata 

0827000203330200 

0.03 

0.00 

4,084.72 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.003 

0.000 

0.003 

0.008 

272.37 

Over Exploited 



0.02 

0.00 

3,195.99 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.012 

0.001 

0.011 

0.006 

58.72 

Safe 

Lohagarh 

0826000703215000 

0.04 

0.01 

385.41 

0.02 

0.00 

0.02 

0.01 

0.19 

- 

0.0100 

- 

- 

0.002 

0.013 

0.013 

0.031 

0.002 

0.030 

0.049 

164.06 

Over Exploited 



0.02 

0.02 

377.34 

0.02 

0.02 

0.04 

0.02 

0.30 

- 

0.0200 

- 

- 

0.016 

0.036 

0.036 

0.077 

0.004 

0.073 

0.094 

129.27 

Over Exploited 



0.03 

0.01 

984.79 

0.01 

0.00 

0.01 

0.01 

0.19 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.023 

0.001 

0.021 

0.056 

263.81 

Over Exploited 

Mahuri Khera 

0826000703215100 

0.04 

0.00 

6,479.10 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.04 

262.17 

0.05 

0.00 

0.05 

0.05 

0.67 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.056 

0.003 

0.053 

0.043 

80.78 

Semi Critical 

Malpur 

0826000803232500 

0.05 

0.00 

15,183.25 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Mander 

0826000803242100 

0.05 

0.00 

1,237.48 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.004 

97.47 

Critical 



0.05 

0.17 

########## 

0.20 

- 

0.20 

0.03 

0.47 

- 

- 

- 

- 

- 

- 

- 

0.203 

0.010 

0.192 

0.031 

15.96 

Safe 

Manpur (A) 

0826000803244300 

0.05 

0.02 

259.66 

0.02 

0.01 

0.03 

0.02 

0.26 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.048 

0.002 

0.046 

0.090 

197.42 

Over Exploited 



0.05 

0.01 

442.68 

0.01 

- 

0.01 

0.01 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.039 

229.50 

Over Exploited 

Manpur (B) 

0826000803244500 

0.05 

0.05 

41.72 

0.06 

- 

0.06 

0.03 

0.39 

- 

- 

- 

- 

- 

- 

- 

0.059 

0.003 

0.056 

0.020 

34.66 

Safe 



0.05 

0.03 

37.78 

0.03 

- 

0.03 

0.02 

0.30 

- 

- 

- 

- 

- 

- 

- 

0.033 

0.002 

0.032 

0.010 

32.28 

Safe 

Nai Basti 

0827000203331000 

0.03 

0.01 

293.42 

0.01 

0.00 

0.02 

0.03 

0.37 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.020 

0.001 

0.019 

0.017 

90.06 

Critical 

Nithauwa 

0827000203330800 

0.03 

0.07 

285.38 

0.09 

0.00 

0.09 

0.05 

0.67 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.089 

0.004 

0.085 

0.032 

37.97 

Safe 

Padla Baori 

0826000703214800 

0.02 

0.00 

1,211.39 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.010 

1,224.89 

Over Exploited 

Pahara 

0826000703207400 

0.02 

0.00 

1,436.26 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.011 

1,034.71 

Over Exploited 

Pal Nithauwa 

0827000203330600 

0.03 

0.02 

########## 

0.03 

0.01 

0.04 

0.05 

0.58 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.071 

0.004 

0.068 

0.155 

228.76 

Over Exploited 



0.06 

0.00 

155,796.33 

0.00 

0.00 

0.00 

0.01 

0.08 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.015 

1,152.81 

Over Exploited 

Panwa 

0826000803230900 

0.05 

0.00 

8,920.25 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Patan Pura 

0827000203332000 

0.03 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rathri 

0826000803245600 

0.05 

0.19 

157.64 

0.23 

0.02 

0.25 

0.05 

0.68 

- 

0.0300 

- 

- 

0.014 

0.044 

0.044 

0.294 

0.015 

0.280 

0.156 

55.78 

Safe 

Reenchha 

0827000203330300 

0.03 

0.01 

1,186.91 

0.01 

0.01 

0.02 

0.01 

0.15 

- 

- 

- 

- 

0.010 

0.010 

0.010 

0.027 

0.001 

0.026 

0.019 

74.75 

Semi Critical 



0.02 

0.00 

9,433.78 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Sajnot 

0826000803244400 

0.05 

0.00 

1,014.77 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

2,886.12 

Over Exploited 



0.05 

0.00 

829.28 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

1,667.49 

Over Exploited 

Sati Khera (veera 

0827000203332200 

0.03 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Shyampura 

0826000803245400 

0.05 

0.02 

106.51 

0.02 

0.01 

0.03 

0.05 

0.69 

- 

0.0100 

- 

- 

0.013 

0.023 

0.023 

0.051 

0.003 

0.049 

0.035 

71.41 

Semi Critical 

Talapur 

0826000703214900 

0.02 

0.03 

147.97 

0.03 

0.00 

0.03 

0.03 

0.45 

- 

- 

- 

- 

0.000 

0.001 

0.001 

0.035 

0.002 

0.033 

0.037 

109.54 

Over Exploited 

Ultan 

0826000703217800 

0.02 

0.00 

716.15 

0.00 

0.00 

0.00 

0.01 

0.11 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.003 

0.000 

0.003 

0.009 

316.53 

Over Exploited 

Achalpura 

0829001003688300 

0.04 

0.16 

297.24 

0.19 

0.02 

0.21 

0.06 

0.81 

- 

0.0600 

- 

- 

0.002 

0.062 

0.062 

0.274 

0.014 

0.261 

0.507 

194.50 

Over Exploited 



0.06 

0.00 

4,345.70 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.038 

2,410.51 

Over Exploited 

Akhepur 

0829001003687400 

0.06 

0.01 

1,325.53 

0.01 

- 

0.01 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.006 

0.017 

266.09 

Over Exploited 

Ambawali 

0829001003695100 

0.06 

0.15 

182.34 

0.18 

0.01 

0.19 

0.06 

0.84 

- 

0.0400 

- 

- 

0.002 

0.042 

0.042 

0.234 

0.012 

0.222 

0.241 

108.77 

Over Exploited 

Bagdari 

0829001003693200 

0.04 

0.09 

330.34 

0.11 

0.01 

0.12 

0.06 

0.87 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.146 

0.007 

0.138 

0.212 

153.08 

Over Exploited 

Bambora 

0829001003685100 

0.06 

0.28 

337.11 

0.34 

0.03 

0.37 

0.06 

0.78 

- 

0.0300 

- 

- 

0.025 

0.055 

0.055 

0.422 

0.021 

0.401 

0.189 

47.15 

Safe 

Bare Khan 

0829001003691500 

0.04 

0.10 

427.80 

0.12 

0.01 

0.13 

0.05 

0.76 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.162 

0.008 

0.154 

0.316 

205.28 

Over Exploited 

Barkati 

0829001003693500 

0.04 

0.09 

356.36 

0.11 

0.01 

0.12 

0.06 

0.87 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.144 

0.007 

0.136 

0.200 

146.71 

Over Exploited 

Barkhera 

0829001003694000 

0.04 

0.00 

4,666.54 

0.00 

- 

0.00 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.011 

0.077 

735.24 

Over Exploited 



0.06 

0.04 

534.04 

0.05 

0.01 

0.06 

0.05 

0.72 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.097 

0.005 

0.092 

0.392 

426.49 

Over Exploited 

Barol 

0829001003690800 

0.04 

0.00 

334,084.82 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.26 

60.23 

0.31 

0.00 

0.31 

0.06 

0.80 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.322 

0.016 

0.306 

0.088 

28.90 

Safe 

Barwara Dewal 

0829001003684500 

0.04 

0.07 

277.92 

0.08 

0.01 

0.09 

0.06 

0.86 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.114 

0.006 

0.108 

0.183 

168.98 

Over Exploited 



0.06 

0.00 

66,811.37 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Barwara Goojar 

0829001003683900 

0.04 

0.11 

290.83 

0.13 

0.02 

0.15 

0.05 

0.74 

- 

0.0300 

- 

- 

0.010 

0.040 

0.040 

0.188 

0.009 

0.179 

0.250 

139.64 

Over Exploited 

Baseri Kundal 

0829001003693000 

0.04 

0.04 

421.05 

0.05 

0.01 

0.06 

0.05 

0.73 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.081 

0.004 

0.077 

0.181 

235.06 

Over Exploited 

Bhagwanpura 

0829001003695600 

0.06 

0.03 

179.11 

0.03 

- 

0.03 

0.06 

0.82 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.043 

0.002 

0.041 

0.038 

93.32 

Critical 

Bhairvi 

0829001003694600 

0.06 

0.04 

259.13 

0.05 

- 

0.05 

0.06 

0.86 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.069 

0.003 

0.066 

0.088 

133.90 

Over Exploited 

Bhalan Ka Khera 

0829001003690900 

0.06 

0.17 

188.03 

0.21 

0.01 

0.22 

0.06 

0.86 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.248 

0.012 

0.236 

0.170 

72.18 

Semi Critical 

Biliya 

0829001003687900 

0.06 

0.12 

194.48 

0.15 

0.01 

0.16 

0.06 

0.86 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.189 

0.009 

0.180 

0.244 

135.69 

Over Exploited 

Chak Mohammadpura 

0829001003691200 

0.06 

0.05 

205.65 

0.06 

0.04 

0.10 

0.06 

0.87 

- 

- 

- 

- 

0.063 

0.063 

0.063 

0.165 

0.008 

0.157 

0.024 

15.53 

Safe 

Chak Sookar 

0829001003688400 

0.06 

0.00 

412.78 

0.01 

- 

0.01 

0.06 

0.87 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.031 

618.43 

Over Exploited 

Chakar Khera@ Balia Kher 

0829001003684100 

0.04 

0.00 

844.84 

0.01 

- 

0.01 

0.03 

0.38 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.005 

0.024 

449.31 

Over Exploited 



0.06 

0.00 

20,560.33 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chandoli 

0829001003684200 

0.04 

0.00 

3,873.06 

0.00 

- 

0.00 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.011 

0.048 

439.67 

Over Exploited 



0.06 

0.13 

281.54 

0.16 

0.01 

0.17 

0.05 

0.76 

- 

0.0400 

- 

- 

0.002 

0.042 

0.042 

0.215 

0.011 

0.204 

0.386 

189.29 

Over Exploited 

Chauhan Khera 

0829001003693600 

0.04 

0.04 

404.49 

0.04 

0.01 

0.05 

0.06 

0.87 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.075 

0.004 

0.071 

0.166 

233.68 

Over Exploited 

Cheerwa 

0829001003689400 

0.06 

0.00 

46,035.24 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Shale 

0.049 

3.23 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Chhayan Jageer 

0829001003696200 

1.711 

Fresh 

Non-command 

Non-command 

Shale 

0.062 

2.96 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.000 

0.03 

0.02 


Chhayan Kalan 

0829001003695700 

1.375 

Fresh 

Non-command 

Non-command 

Shale 

1.025 

3.54 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.12 

0.06 

0.003 

0.56 

0.41 


Chhayan Khurd 

0829001003695300 

1.647 

Fresh 

Non-command 

Non-command 

Shale 

1.647 

3.74 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.14 

0.17 

0.09 

0.004 

0.76 

0.62 


Chhot Sadri(Rural) 

0829001003691300 

1.811 

Fresh 

Non-command 

Non-command 

Shale 

1.811 

9.11 

0.020 

0.31 

0.05 

0.00 

0.00 

0.00 

0.59 

0.61 

1.22 

0.004 

0.81 

0.78 


Chhoti Sadri (M) 

0829001042906000 

12.134 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.620 

7.58 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.66 

0.69 

0.00 

0.075 

0.37 

0.36 







Non-command 

Shale 

6.172 

7.58 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.95 

1.00 

0.00 

0.082 

0.41 

0.39 


Dawta 

0829001003689100 

2.647 

Fresh 

Non-command 

Non-command 

Shale 

2.647 

6.66 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.39 

0.41 

0.19 

0.006 

0.80 

0.76 


Deoli 

0829001003687500 

1.732 

Fresh 

Non-command 

Non-command 

Shale 

1.603 

4.41 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.18 

0.07 

0.004 

0.73 

0.67 


Dhamaniya Jageer 

0829001003693800 

1.351 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.933 

8.36 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.15 

0.15 

0.15 

0.002 

0.56 

0.53 







Non-command 

Shale 

0.418 

8.36 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.06 

0.001 

0.25 

0.24 


Dhaula Pani 

0829001003690700 

10.646 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.048 

1.63 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.05 

0.06 

0.13 

0.003 

0.08 

0.06 







Non-command 

Gneisses(B.G.C) 

0.267 

1.63 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.001 

0.02 

0.02 







Non-command 

Shale 

1.600 

1.63 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.13 

0.004 

0.12 

0.10 


Dhoolkot 

0829001003695000 

2.469 

Fresh 

Non-command 

Non-command 

Shale 

2.462 

6.18 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.33 

0.39 

0.10 

0.006 

0.78 

0.67 


Eklingpura @ Rohni Khera 

0829001003685800 

1.658 

Fresh 

Non-command 

Non-command 

Shale 

1.577 

2.98 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.14 

0.12 

0.004 

0.74 

0.64 


Fatehsingh Ji Ka Khera 

0829001003685600 

0.442 

Fresh 

Non-command 

Non-command 

Shale 

0.438 

4.74 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.13 

0.001 

0.75 

0.63 


Gadariyawas 

0829001003693900 

1.131 

Fresh 

Non-command 

Non-command 

Shale 

1.131 

8.01 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.25 

0.27 

0.31 

0.003 

0.80 

0.76 


Gagrol 

0829001003683600 

5.564 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.008 

7.75 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ganeshpura 

0829001003688900 

3.060 

Fresh 

Non-command 

Non-command 

Shale 

3.056 

6.23 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.44 

0.46 

0.28 

0.007 

0.80 

0.77 


Gomana 

0829001003691400 

9.357 

Fresh 

Non-command 

Non-command 

Deccan Traps 

7.998 

8.89 

0.015 

0.30 

0.04 

0.00 

0.00 

0.01 

1.32 

1.37 

1.18 

0.020 

0.69 

0.67 







Non-command 

Shale 

1.359 

8.89 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.28 

0.29 

0.20 

0.003 

0.12 

0.11 


Hamerpura @ Dudhitalai 

0829001003684900 

5.885 

Fresh 

Non-command 

Non-command 

Shale 

4.438 

7.27 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.68 

0.78 

0.15 

0.011 

0.58 

0.50 


Haripura 

0829001003684800 

1.899 

Fresh 

Non-command 

Non-command 

Shale 

1.899 

6.96 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.29 

0.33 

0.17 

0.005 

0.78 

0.69 


Harmatiya Jageer 

0829001003681800 

3.560 

Fresh 

Non-command 

Non-command 

Shale 

0.000 

7.40 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Hingoriya 

0829001003684300 

1.415 

Fresh 

Non-command 

Non-command 

Shale 

1.415 

6.92 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.23 

0.24 

0.11 

0.003 

0.80 

0.76 


Jakhamiya 

0829001003694700 

2.070 

Fresh 

Non-command 

Non-command 

Shale 

2.070 

6.97 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.33 

0.36 

0.17 

0.005 

0.80 

0.73 


Jaloda Jageer 

0829001003685000 

10.523 

Fresh 

Non-command 

Non-command 

Shale 

0.490 

7.45 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.11 

0.04 

0.001 

0.03 

0.03 


Jalodiya Keloo 

0829001003692800 

10.590 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.132 

6.17 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.13 

0.09 

0.003 

0.09 

0.08 







Non-command 

Shale 

1.676 

6.17 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.24 

0.25 

0.13 

0.004 

0.13 

0.12 


Jodhpuriya 

0829001003694800 

1.042 

Fresh 

Non-command 

Non-command 

Shale 

1.042 

6.71 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.17 

0.19 

0.14 

0.003 

0.79 

0.71 


Jogi Khera@Malji Ka Kher 

0829001003694300 

1.906 

Fresh 

Non-command 

Non-command 

Shale 

1.906 

7.41 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.29 

0.31 

0.04 

0.005 

0.80 

0.75 


Kala Khet 

0829001003696100 

3.848 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.966 

2.51 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.02 

0.002 

0.18 

0.11 







Non-command 

Shale 

0.148 

2.51 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.03 

0.02 


Kalyanpura 

0829001003696400 

1.533 

Fresh 

Non-command 

Non-command 

Shale 

1.501 

3.79 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.21 

0.12 

0.004 

0.72 

0.49 


Kanpuriya 

0829001003694900 

0.195 

Fresh 

Non-command 

Non-command 

Shale 

0.195 

6.55 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.03 

0.000 

0.79 

0.69 


Kanwar Choki 

0829001003687700 

2.181 

Fresh 

Non-command 

Non-command 

Shale 

2.181 

5.94 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.28 

0.30 

0.09 

0.005 

0.80 

0.75 


Khera 

0829001003694200 

2.501 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.291 

7.47 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.03 

0.001 

0.09 

0.09 







Non-command 

Shale 

2.209 

7.47 

0.020 

0.05 

0.01 

0.00 

0.00 

0.01 

0.36 

0.38 

0.21 

0.005 

0.71 

0.67 


Kheri Kundal 

0829001003682100 

2.019 

Fresh 

Non-command 

Non-command 

Limestone 

0.002 

7.34 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Shale 

1.486 

7.34 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.24 

0.28 

0.12 

0.004 

0.57 

0.49 


Kishanpura 

0829001003685900 

0.134 

Fresh 

Non-command 

Non-command 

Shale 

0.134 

3.48 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.78 

0.70 


Kishanpuriya 

0829001003695800 

0.901 

Fresh 

Non-command 

Non-command 

Shale 

0.258 

2.88 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.001 

0.21 

0.15 


Kit Khera 

0829001003695200 

0.828 

Fresh 

Non-command 

Non-command 

Shale 

0.828 

3.83 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.06 

0.002 

0.77 

0.66 


Labana Khera 

0829001003688600 

0.827 

Fresh 

Non-command 

Non-command 

Shale 

0.801 

8.08 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.16 

0.06 

0.002 

0.78 

0.75 


Lakhiyon Ka Khera 

0829001003687800 

0.992 

Fresh 

Non-command 

Non-command 

Shale 

0.992 

6.08 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.14 

0.03 

0.002 

0.80 

0.75 


Lalpura 

0829001003684400 

2.272 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.283 

6.72 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.001 

0.10 

0.09 







Non-command 

Shale 

1.989 

6.72 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.30 

0.31 

0.13 

0.005 

0.70 

0.67 


Mahuriya 

0829001003693100 

2.200 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.200 

8.50 

0.015 

0.10 

0.01 

0.00 

0.00 

0.00 

0.37 

0.38 

0.39 

0.005 

0.81 

0.78 


Malawada 

0829001003691600 

7.719 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.986 

7.98 

0.015 

0.13 

0.02 

0.00 

0.00 

0.00 

0.82 

0.85 

0.51 

0.015 

0.63 

0.60 


Mali Khera 

0829001003685500 

2.603 

Fresh 

Non-command 

Non-command 

Shale 

2.603 

6.68 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.38 

0.46 

0.13 

0.006 

0.76 

0.61 


Manpura @ Bhatiya 

0829001003693300 

0.541 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.459 

7.74 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.10 

0.001 

0.68 

0.65 







Non-command 

Shale 

0.082 

7.74 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.12 

0.12 


Manpura Jageer 

0829001003685700 

4.726 

Fresh 

Non-command 

Non-command 

Shale 

4.726 

4.78 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.51 

0.58 

0.26 

0.012 

0.78 

0.69 


Mawai 

0829001003689300 

0.241 

Fresh 

Non-command 

Non-command 

Shale 

0.158 

4.34 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.05 

0.000 

0.52 

0.48 


Mohanpura 

0829001003688700 

0.402 

Fresh 

Non-command 

Non-command 

Shale 

0.402 

6.25 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.08 

0.14 

0.001 

0.81 

0.78 


Motipura 

0829001003682000 

2.523 

Fresh 

Non-command 

Non-command 

Limestone 

0.001 

7.41 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Shale 

0.719 

7.41 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.14 

0.05 

0.002 

0.22 

0.18 


Narsingh Khera 

0829001003694100 

0.936 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.818 

8.09 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.13 

0.08 

0.002 

0.70 

0.67 







Non-command 

Shale 

0.118 

8.09 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.000 

0.10 

0.10 


Narwal Khera 

0829001003694500 

1.197 

Fresh 

Non-command 

Non-command 

Shale 

1.197 

7.70 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.22 

0.24 

0.18 

0.003 

0.80 

0.75 


Nawan Kheri 

0829001003690600 

2.469 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.606 

1.73 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.05 

0.001 

0.19 

0.17 







Non-command 

Shale 

0.360 

1.73 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.11 

0.10 


Naya Khera 

0829001003686200 

1.083 

Fresh 

Non-command 

Non-command 

Shale 

0.128 

2.42 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.09 

0.07 


Peethalwari Kalan 

0829001003684600 

3.814 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.515 

6.43 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.03 

0.001 

0.11 

0.10 







Non-command 

Shale 

3.299 

6.43 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.46 

0.48 

0.18 

0.008 

0.70 

0.67 


Peethalwari Khurd 

0829001003688200 

1.717 

Fresh 

Non-command 

Non-command 

Shale 

1.717 

6.24 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.24 

0.25 

0.15 

0.004 

0.81 

0.77 


Pratappura 

0829001003682300 

5.130 

Fresh 

Non-command 

Non-command 

Shale 

0.050 

7.42 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.06 

0.00 

5,488.20 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chhayan Jageer 

0829001003696200 

0.06 

0.00 

5,532.23 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chhayan Kalan 

0829001003695700 

0.06 

0.04 

234.14 

0.04 

0.00 

0.05 

0.04 

0.60 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.059 

0.003 

0.056 

0.065 

114.26 

Over Exploited 

Chhayan Khurd 

0829001003695300 

0.06 

0.08 

111.82 

0.10 

0.01 

0.10 

0.06 

0.82 

- 

0.0200 

- 

- 

0.009 

0.029 

0.029 

0.131 

0.007 

0.125 

0.092 

73.67 

Semi Critical 

Chhot Sadri(Rural) 

0829001003691300 

0.06 

0.09 

555.05 

0.11 

0.05 

0.16 

0.06 

0.87 

- 

0.1400 

- 

- 

- 

0.140 

0.140 

0.302 

0.015 

0.287 

1.219 

424.62 

Over Exploited 

Chhoti Sadri (M) 

0829001042906000 

0.04 

0.08 

721.73 

0.10 

0.00 

0.10 

0.03 

0.40 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.102 

0.005 

0.097 

0.075 

77.21 

Semi Critical 



0.06 

0.16 

517.39 

0.19 

0.01 

0.21 

0.03 

0.44 

- 

- 

- 

- 

0.020 

0.020 

0.020 

0.227 

0.011 

0.216 

0.085 

39.34 

Safe 

Dawta 

0829001003689100 

0.06 

0.14 

203.73 

0.16 

0.01 

0.17 

0.06 

0.86 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.193 

0.010 

0.183 

0.192 

104.90 

Over Exploited 

Deoli 

0829001003687500 

0.06 

0.07 

136.57 

0.09 

- 

0.09 

0.06 

0.79 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.100 

0.005 

0.095 

0.072 

75.99 

Semi Critical 

Dhamaniya Jageer 

0829001003693800 

0.04 

0.02 

636.43 

0.02 

0.01 

0.04 

0.04 

0.60 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.057 

0.003 

0.055 

0.151 

277.14 

Over Exploited 



0.06 

0.01 

1,314.44 

0.01 

- 

0.01 

0.02 

0.27 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.065 

380.42 

Over Exploited 

Dhaula Pani 

0829001003690700 

0.06 

0.00 

1,244.14 

0.01 

0.01 

0.02 

0.01 

0.08 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.036 

0.002 

0.034 

0.137 

402.21 

Over Exploited 



0.04 

0.00 

10,608.35 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.026 

10,854.74 

Over Exploited 



0.06 

0.01 

722.58 

0.01 

- 

0.01 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.024 

0.001 

0.023 

0.133 

577.58 

Over Exploited 

Dhoolkot 

0829001003695000 

0.06 

0.12 

215.77 

0.15 

0.00 

0.15 

0.06 

0.84 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.167 

0.008 

0.159 

0.105 

66.14 

Safe 

Eklingpura @ Rohni Khera 

0829001003685800 

0.06 

0.07 

92.45 

0.09 

- 

0.09 

0.06 

0.79 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.109 

0.005 

0.103 

0.125 

120.67 

Over Exploited 

Fatehsingh Ji Ka Khera 

0829001003685600 

0.06 

0.02 

308.11 

0.03 

- 

0.03 

0.06 

0.82 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.035 

0.002 

0.034 

0.127 

378.43 

Over Exploited 

Gadariyawas 

0829001003693900 

0.06 

0.06 

356.67 

0.07 

0.01 

0.08 

0.06 

0.86 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.120 

0.006 

0.114 

0.317 

278.59 

Over Exploited 

Gagrol 

0829001003683600 

0.04 

0.00 

251,596.84 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ganeshpura 

0829001003688900 

0.06 

0.16 

191.92 

0.19 

0.01 

0.20 

0.06 

0.86 

- 

0.0300 

- 

- 

0.005 

0.035 

0.035 

0.237 

0.012 

0.225 

0.286 

127.08 

Over Exploited 

Gomana 

0829001003691400 

0.04 

0.22 

520.84 

0.27 

0.05 

0.31 

0.05 

0.74 

- 

0.1300 

- 

- 

0.008 

0.138 

0.138 

0.448 

0.022 

0.426 

1.196 

280.73 

Over Exploited 



0.06 

0.01 

2,757.35 

0.01 

0.01 

0.02 

0.01 

0.13 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.046 

0.002 

0.043 

0.201 

464.84 

Over Exploited 

Hamerpura @ Dudhitalai 

0829001003684900 

0.06 

0.16 

374.71 

0.20 

0.01 

0.21 

0.05 

0.63 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.228 

0.011 

0.216 

0.159 

73.40 

Semi Critical 

Haripura 

0829001003684800 

0.06 

0.09 

251.30 

0.11 

0.01 

0.12 

0.06 

0.84 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.143 

0.007 

0.136 

0.175 

128.16 

Over Exploited 

Harmatiya Jageer 

0829001003681800 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Hingoriya 

0829001003684300 

0.06 

0.07 

229.30 

0.09 

- 

0.09 

0.06 

0.86 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.097 

0.005 

0.092 

0.112 

122.20 

Over Exploited 

Jakhamiya 

0829001003694700 

0.06 

0.11 

238.78 

0.13 

0.01 

0.14 

0.06 

0.86 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.166 

0.008 

0.158 

0.179 

113.37 

Over Exploited 

Jaloda Jageer 

0829001003685000 

0.06 

0.00 

10,492.05 

0.00 

- 

0.00 

0.00 

0.04 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.011 

0.041 

384.52 

Over Exploited 

Jalodiya Keloo 

0829001003692800 

0.04 

0.00 

3,288.77 

0.00 

0.00 

0.00 

0.01 

0.09 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.015 

0.001 

0.014 

0.088 

623.92 

Over Exploited 



0.06 

0.01 

1,739.08 

0.02 

- 

0.02 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.026 

0.001 

0.025 

0.129 

516.59 

Over Exploited 

Jodhpuriya 

0829001003694800 

0.06 

0.05 

255.62 

0.06 

0.01 

0.07 

0.06 

0.85 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.107 

0.005 

0.102 

0.142 

139.35 

Over Exploited 

Jogi Khera@Malji Ka Kher 

0829001003694300 

0.06 

0.10 

216.04 

0.12 

0.00 

0.12 

0.06 

0.86 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.128 

0.006 

0.122 

0.041 

33.45 

Safe 

Kala Khet 

0829001003696100 

0.04 

0.01 

1,246.06 

0.01 

- 

0.01 

0.02 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.026 

331.50 

Over Exploited 



0.06 

0.00 

4,442.80 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

1,795.71 

Over Exploited 

Kalyanpura 

0829001003696400 

0.06 

0.07 

207.61 

0.08 

- 

0.08 

0.06 

0.78 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.102 

0.005 

0.097 

0.126 

129.10 

Over Exploited 

Kanpuriya 

0829001003694900 

0.06 

0.01 

310.54 

0.01 

0.00 

0.01 

0.06 

0.84 

- 

- 

- 

- 

0.000 

- 

- 

0.012 

0.001 

0.011 

0.026 

237.70 

Over Exploited 

Kanwar Choki 

0829001003687700 

0.06 

0.11 

165.80 

0.13 

0.00 

0.13 

0.06 

0.86 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.146 

0.007 

0.138 

0.093 

67.47 

Safe 

Khera 

0829001003694200 

0.04 

0.00 

4,056.65 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.027 

2,150.12 

Over Exploited 



0.06 

0.10 

283.04 

0.12 

0.02 

0.14 

0.05 

0.76 

- 

0.0200 

- 

- 

0.014 

0.034 

0.034 

0.173 

0.009 

0.164 

0.217 

132.45 

Over Exploited 

Kheri Kundal 

0829001003682100 

0.05 

0.00 

601,242.50 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.05 

423.08 

0.06 

0.00 

0.07 

0.05 

0.61 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.084 

0.004 

0.079 

0.123 

154.27 

Over Exploited 

Kishanpura 

0829001003685900 

0.06 

0.01 

55.14 

0.01 

- 

0.01 

0.06 

0.84 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.005 

69.72 

Safe 

Kishanpuriya 

0829001003695800 

0.06 

0.00 

487.25 

0.00 

0.00 

0.00 

0.02 

0.23 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

0.000 

0.004 

0.001 

14.62 

Safe 

Kit Khera 

0829001003695200 

0.06 

0.04 

140.20 

0.05 

- 

0.05 

0.06 

0.83 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.059 

0.003 

0.056 

0.063 

112.14 

Over Exploited 

Labana Khera 

0829001003688600 

0.06 

0.04 

288.36 

0.05 

- 

0.05 

0.06 

0.84 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.058 

0.003 

0.055 

0.062 

112.41 

Over Exploited 

Lakhiyon Ka Khera 

0829001003687800 

0.06 

0.05 

174.15 

0.06 

- 

0.06 

0.06 

0.86 

- 

- 

- 

- 

- 

- 

- 

0.061 

0.003 

0.058 

0.036 

63.11 

Safe 

Lalpura 

0829001003684400 

0.04 

0.00 

2,560.05 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.018 

1,367.07 

Over Exploited 



0.06 

0.09 

251.79 

0.11 

- 

0.11 

0.05 

0.75 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.117 

0.006 

0.111 

0.132 

118.60 

Over Exploited 

Mahuriya 

0829001003693100 

0.04 

0.07 

438.99 

0.09 

0.01 

0.10 

0.06 

0.87 

- 

0.0400 

- 

- 

0.002 

0.042 

0.042 

0.139 

0.007 

0.132 

0.399 

302.54 

Over Exploited 

Malawada 

0829001003691600 

0.04 

0.15 

468.48 

0.18 

0.02 

0.21 

0.05 

0.67 

- 

0.0600 

- 

- 

0.007 

0.067 

0.067 

0.272 

0.014 

0.259 

0.527 

203.72 

Over Exploited 

Mali Khera 

0829001003685500 

0.06 

0.13 

270.00 

0.15 

- 

0.15 

0.06 

0.82 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.161 

0.008 

0.153 

0.133 

87.35 

Semi Critical 

Manpura @ Bhatiya 

0829001003693300 

0.04 

0.01 

511.96 

0.02 

- 

0.02 

0.05 

0.73 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.025 

0.001 

0.024 

0.099 

416.04 

Over Exploited 



0.06 

0.00 

1,978.76 

0.00 

- 

0.00 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.014 

1,961.62 

Over Exploited 

Manpura Jageer 

0829001003685700 

0.06 

0.23 

147.31 

0.28 

0.01 

0.29 

0.06 

0.84 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.322 

0.016 

0.306 

0.273 

89.18 

Semi Critical 

Mawai 

0829001003689300 

0.06 

0.01 

386.42 

0.01 

- 

0.01 

0.04 

0.56 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.015 

0.054 

350.89 

Over Exploited 

Mohanpura 

0829001003688700 

0.06 

0.02 

298.74 

0.02 

0.01 

0.04 

0.06 

0.87 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.057 

0.003 

0.054 

0.142 

263.23 

Over Exploited 

Motipura 

0829001003682000 

0.05 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.01 

1,273.70 

0.01 

0.00 

0.01 

0.02 

0.24 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.023 

0.001 

0.022 

0.056 

258.93 

Over Exploited 

Narsingh Khera 

0829001003694100 

0.04 

0.02 

444.61 

0.03 

- 

0.03 

0.05 

0.76 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.038 

0.002 

0.036 

0.078 

218.19 

Over Exploited 



0.06 

0.00 

2,533.47 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.011 

1,297.36 

Over Exploited 

Narwal Khera 

0829001003694500 

0.06 

0.06 

289.43 

0.07 

0.01 

0.08 

0.06 

0.86 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.104 

0.005 

0.098 

0.184 

187.02 

Over Exploited 

Nawan Kheri 

0829001003690600 

0.06 

0.01 

403.44 

0.01 

- 

0.01 

0.01 

0.21 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.047 

272.13 

Over Exploited 



0.06 

0.00 

441.23 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.018 

597.85 

Over Exploited 

Naya Khera 

0829001003686200 

0.06 

0.00 

922.57 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.008 

994.23 

Over Exploited 

Peethalwari Kalan 

0829001003684600 

0.04 

0.00 

2,670.36 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.026 

1,024.37 

Over Exploited 



0.06 

0.15 

229.53 

0.18 

0.01 

0.19 

0.05 

0.75 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.206 

0.010 

0.196 

0.184 

93.88 

Critical 

Peethalwari Khurd 

0829001003688200 

0.06 

0.09 

187.64 

0.11 

0.01 

0.12 

0.06 

0.87 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.137 

0.007 

0.130 

0.150 

115.53 

Over Exploited 

Pratappura 

0829001003682300 

0.06 

0.00 

31,731.38 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

18,105.42 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Rajiya 

082900100369370C 

2.152 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.152 

8.32 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.31 

0.32 

0.18 

0.005 

0.81 

0.77 


Rajpura 

0829001003682200 

3.791 

Fresh 

Non-command 

Non-command 

Shale 

3.282 

7.13 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.50 

0.53 

0.11 

0.008 

0.69 

0.65 


Raju Khera 

0829001003688500 

3.060 

Fresh 

Non-command 

Non-command 

Shale 

3.060 

8.68 

0.020 

0.12 

0.02 

0.00 

0.00 

0.00 

0.63 

0.66 

0.48 

0.007 

0.81 

0.78 


Rambhawali 

0829001003694400 

2.725 

Fresh 

Non-command 

Non-command 

Shale 

2.725 

7.17 

0.020 

0.07 

0.01 

0.00 

0.00 

0.01 

0.44 

0.48 

0.27 

0.007 

0.80 

0.73 


Ratee Rundi 

0829001003696300 

0.942 

Fresh 

Non-command 

Non-command 

Shale 

0.866 

3.78 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.11 

0.04 

0.002 

0.68 

0.49 


Rawatpura 

0829001003685400 

5.834 

Fresh 

Non-command 

Non-command 

Shale 

2.840 

8.55 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.53 

0.72 

0.18 

0.007 

0.36 

0.26 


Rooppura 

0829001003688000 

2.849 

Fresh 

Non-command 

Non-command 

Shale 

2.849 

6.08 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.35 

0.39 

0.04 

0.007 

0.79 

0.72 



0829001003695400 

0.972 

Fresh 

Non-command 

Non-command 

Shale 

0.972 

4.85 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.12 

0.05 

0.002 

0.77 

0.63 


Sajjanganj @ Dariya Kare 

0829001003689200 

0.494 

Fresh 

Non-command 

Non-command 

Shale 

0.494 

5.84 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.00 

0.001 

0.80 

0.75 


Sajjanpura @ Handiya Doh 

0829001003695500 

4.229 

Fresh 

Non-command 

Non-command 

Shale 

4.196 

5.08 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.45 

0.57 

0.12 

0.010 

0.75 

0.59 


Sakriya 

0829001003693400 

1.753 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.753 

8.11 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.26 

0.28 

0.23 

0.004 

0.81 

0.77 


Salera 

0829001003688100 

3.446 

Fresh 

Non-command 

Non-command 

Shale 

3.446 

6.23 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.46 

0.48 

0.16 

0.008 

0.80 

0.76 


Sandi Khera 

0829001003692900 

2.879 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.491 

7.08 

0.015 

0.02 

0.00 

0.00 

0.00 

0.02 

0.26 

0.28 

0.08 

0.006 

0.70 

0.67 







Non-command 

Shale 

0.067 

7.08 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.02 


Santok Puriya 

0829001003684700 

5.537 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.220 

6.45 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.03 

0.03 







Non-command 

Shale 

5.317 

6.45 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.72 

0.78 

0.18 

0.013 

0.76 

0.71 


Sarwaniya 

0829001003688800 

0.279 

Fresh 

Non-command 

Non-command 

Shale 

0.279 

6.70 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.08 

0.001 

0.81 

0.78 


Satola 

0829001003686300 

7.204 

Fresh 

Non-command 

Non-command 

Shale 

0.337 

4.21 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.03 

0.001 

0.03 

0.03 


Semarda 

0829001003683800 

3.896 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.489 

7.07 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.04 

0.001 

0.10 

0.10 


Semarthali 

0829001003684000 

11.401 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.015 

7.18 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Shale 

0.055 

7.18 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Shambhooganj @ Haripura 

0829001003691000 

3.469 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.012 

7.27 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Shale 

3.456 

7.27 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.53 

0.56 

0.15 

0.008 

0.80 

0.76 


Siya Kheri 

0829001003695900 

7.322 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.373 

1.74 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.11 

0.16 

0.003 

0.14 

0.10 







Non-command 

Shale 

0.167 

1.74 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.02 

0.01 


Swaroopganj 

0829001003691100 

6.241 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.068 

8.78 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.17 

0.09 

0.003 

0.14 

0.13 







Non-command 

Shale 

5.173 

8.78 

0.020 

0.11 

0.02 

0.00 

0.00 

0.00 

0.99 

1.04 

0.41 

0.013 

0.67 

0.64 


Thanpur 

0829001003689000 

3.045 

Fresh 

Non-command 

Non-command 

Shale 

3.045 

5.70 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.38 

0.40 

0.11 

0.007 

0.80 

0.75 


Udpura Khurd 

0829001003687600 

0.862 

Fresh 

Non-command 

Non-command 

Shale 

0.862 

5.32 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.11 

0.05 

0.002 

0.79 

0.74 


Undawela 

0829001003686000 

3.381 

Fresh 

Non-command 

Non-command 

Shale 

0.406 

2.97 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.001 

0.09 

0.08 

09003014 

Ambareti 

0826000703201400 

0.069 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.069 

2.34 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.74 

0.62 


Ameerama 

0829001103705600 

7.137 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.380 

5.66 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.02 

0.001 

0.04 

0.03 







Non-command 

Gneisses(B.G.C) 

0.020 

5.66 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Arampura 

0826000703208800 

1.389 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.005 

2.07 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

0.662 

2.07 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.002 

0.36 

0.30 


Bansi 

0829001103708400 

13.012 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.279 

6.18 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.34 

0.44 

0.17 

0.011 

0.18 

0.14 







Non-command 

Gneisses(B.G.C) 

3.666 

6.18 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.38 

0.48 

0.18 

0.013 

0.20 

0.16 


Barbal 

0829001103709000 

6.899 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.123 

5.96 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.000 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

1.341 

5.96 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.20 

0.11 

0.005 

0.14 

0.10 


Borundi 

0829001103704300 

18.259 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.690 

7.56 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.11 

0.01 

0.002 

0.03 

0.02 


Chakmal 

0829001103708600 

2.030 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.034 

6.20 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Chari (Gadwas) 

0826000703209100 

2.214 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.219 

1.28 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.07 

0.06 


Dabela 

0829001103708300 

0.197 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.197 

6.13 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.08 

0.001 

0.72 

0.57 


Deeponka Talab 

0829001103711600 

3.880 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.872 

5.24 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.00 

0.003 

0.16 

0.12 


Dhar 

0826000703201000 

0.614 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.010 

4.52 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

0.116 

4.52 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.14 

0.11 




38.572 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.044 

4.52 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dheekriya Kheri 

0829001103710800 

1.253 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.253 

5.11 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.12 

0.16 

0.13 

0.004 

0.72 

0.52 


Eklingpura 

0829001103709700 

0.299 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.299 

5.38 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.11 

0.001 

0.72 

0.54 


Forest Block 

0829001103711400 

0.549 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.524 

4.75 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.00 

0.002 

0.70 

0.57 


Haripura 

0829001103709800 

1.828 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.828 

5.49 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.21 

0.02 

0.006 

0.72 

0.55 


Jaisinghpura 

0829001103704600 

5.016 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.752 

4.41 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.25 

0.36 

0.31 

0.010 

0.39 

0.28 


Jooni Barwal 

0829001103710100 

0.577 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.577 

5.79 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.03 

0.002 

0.72 

0.54 


Kalakhet 

0829001103711500 

2.982 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.844 

5.23 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.30 

0.01 

0.010 

0.70 

0.55 



0826000703201200 

0.118 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.116 

5.34 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.72 

0.59 




4.155 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.806 

5.34 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.50 

0.00 

0.012 

0.67 

0.54 


Kali Bheet 

0829001103709500 

1.592 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.592 

5.73 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.20 

0.08 

0.006 

0.72 

0.56 


Kalyan Pura 

0829001103710500 

1.265 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.265 

5.27 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.16 

0.08 

0.004 

0.72 

0.53 


Kankra 

0829001003687100 

2.366 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.004 

4.54 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kesharpura 

0829001103711100 

1.106 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.106 

5.58 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.13 

0.03 

0.004 

0.73 

0.57 


Kewalpura 

0829001103710200 

0.950 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.930 

5.59 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.13 

0.09 

0.003 

0.70 

0.52 


Kewalpura (A) 

0829001103709400 

3.085 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.085 

5.90 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.31 

0.40 

0.20 

0.011 

0.72 

0.56 


Kewalpura(B) 

0829001103710000 

0.590 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.590 

5.71 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.05 

0.07 

0.03 

0.002 

0.72 

0.54 


Khankriya Kheri 

0829001103711200 

3.297 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.297 

5.53 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.29 

0.38 

0.05 

0.011 

0.73 

0.56 


Khokhoriya 

0826000703201100 

6.509 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.488 

5.77 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.53 

0.66 

0.01 

0.014 

0.50 

0.40 


Lachhmipura 

0829001103709600 

1.266 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.266 

4.92 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.13 

0.01 

0.004 

0.72 

0.53 


Lalpura 

0829001103711300 

2.257 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.250 

5.61 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.25 

0.04 

0.008 

0.73 

0.57 


Mand Kalan 

0829001203712000 

1.705 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.029 

1.89 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Rajiya 

0829001003693700 

0.04 

0.07 

365.07 

0.08 

0.01 

0.09 

0.06 

0.87 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.113 

0.006 

0.108 

0.186 

173.03 

Over Exploited 

Rajpura 

0829001003682200 

0.06 

0.15 

263.78 

0.17 

0.00 

0.18 

0.05 

0.74 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.187 

0.009 

0.177 

0.120 

67.63 

Safe 

Raju Khera 

0829001003688500 

0.06 

0.16 

314.67 

0.19 

0.02 

0.21 

0.06 

0.87 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.260 

0.013 

0.247 

0.484 

196.38 

Over Exploited 

Rambhawali 

0829001003694400 

0.06 

0.14 

244.80 

0.17 

0.02 

0.19 

0.06 

0.86 

- 

0.0300 

- 

- 

0.017 

0.047 

0.047 

0.234 

0.012 

0.222 

0.276 

124.20 

Over Exploited 

Ratee Rundi 

0829001003696300 

0.06 

0.04 

180.89 

0.05 

- 

0.05 

0.06 

0.74 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.055 

0.003 

0.052 

0.040 

76.62 

Semi Critical 

Rawatpura 

0829001003685400 

0.06 

0.06 

1,011.42 

0.08 

0.01 

0.09 

0.03 

0.39 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.108 

0.005 

0.102 

0.187 

182.87 

Over Exploited 

Rooppura 

0829001003688000 

0.06 

0.14 

171.23 

0.17 

0.00 

0.17 

0.06 

0.85 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.177 

0.009 

0.168 

0.044 

26.13 

Safe 


0829001003695400 

0.06 

0.05 

158.13 

0.06 

0.00 

0.06 

0.06 

0.83 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.076 

0.004 

0.072 

0.055 

77.00 

Semi Critical 

Sajjanganj @ Dariya Kare 

0829001003689200 

0.06 

0.03 

142.16 

0.03 

- 

0.03 

0.06 

0.86 

- 

- 

- 

- 

- 

- 

- 

0.030 

0.002 

0.029 

0.001 

4.20 

Safe 

Sajjanpura @ Handiya Doh 

0829001003695500 

0.06 

0.20 

184.16 

0.24 

0.00 

0.25 

0.06 

0.81 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.273 

0.014 

0.259 

0.129 

49.87 

Safe 

Sakriya 

0829001003693400 

0.04 

0.06 

386.46 

0.07 

0.01 

0.08 

0.06 

0.87 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.108 

0.005 

0.103 

0.238 

232.44 

Over Exploited 

Salera 

0829001003688100 

0.06 

0.18 

173.02 

0.21 

0.01 

0.23 

0.06 

0.86 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.251 

0.013 

0.238 

0.169 

71.18 

Semi Critical 

Sandi Khera 

0829001003692900 

0.04 

0.07 

298.01 

0.08 

0.02 

0.10 

0.05 

0.75 

- 

0.0100 

- 

- 

0.031 

0.041 

0.041 

0.145 

0.007 

0.137 

0.084 

61.21 

Safe 



0.06 

0.00 

12,336.38 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Santok Puriya 

0829001003684700 

0.04 

0.00 

8,154.43 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.009 

2,699.49 

Over Exploited 



0.06 

0.26 

201.08 

0.31 

0.01 

0.32 

0.06 

0.82 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.344 

0.017 

0.327 

0.192 

58.69 

Safe 

Sarwaniya 

0829001003688800 

0.06 

0.01 

315.18 

0.02 

- 

0.02 

0.06 

0.87 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.027 

0.001 

0.026 

0.085 

327.06 

Over Exploited 

Satola 

0829001003686300 

0.06 

0.00 

6,565.71 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.027 

3,149.49 

Over Exploited 

Semarda 

0829001003683800 

0.04 

0.00 

3,088.64 

0.00 

0.00 

0.00 

0.01 

0.11 

- 

- 

- 

- 

0.001 

0.002 

0.002 

0.005 

0.000 

0.005 

0.044 

955.76 

Over Exploited 

Semarthali 

0829001003684000 

0.04 

0.00 

271,408.65 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

59,394.74 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

19,952.60 

Over Exploited 

Shambhooganj @ Haripura 

0829001003691000 

0.04 

0.00 

100,708.90 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.18 

218.46 

0.21 

0.01 

0.22 

0.06 

0.86 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.244 

0.012 

0.232 

0.156 

67.47 

Safe 

Siya Kheri 

0829001003695900 

0.04 

0.01 

1,308.65 

0.01 

0.01 

0.02 

0.01 

0.15 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.049 

0.002 

0.047 

0.163 

349.69 

Over Exploited 



0.06 

0.00 

4,311.72 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.015 

7,454.25 

Over Exploited 

Swaroopganj 

0829001003691100 

0.04 

0.01 

2,736.45 

0.01 

- 

0.01 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.090 

552.21 

Over Exploited 



0.06 

0.22 

368.90 

0.27 

0.02 

0.29 

0.05 

0.72 

- 

0.0500 

- 

- 

0.006 

0.056 

0.056 

0.345 

0.017 

0.328 

0.422 

128.52 

Over Exploited 

Thanpur 

0829001003689000 

0.06 

0.16 

159.10 

0.19 

- 

0.19 

0.06 

0.86 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.196 

0.010 

0.187 

0.112 

60.29 

Safe 

Udpura Khurd 

0829001003687600 

0.06 

0.04 

151.00 

0.05 

- 

0.05 

0.06 

0.85 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.062 

0.003 

0.059 

0.051 

86.15 

Semi Critical 

Undawela 

0829001003686000 

0.06 

0.00 

1,067.62 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.018 

658.20 

Over Exploited 

Ambareti 

0826000703201400 

0.04 

0.00 

11.59 

0.00 

- 

0.00 

0.05 

0.80 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.006 

285.14 

Over Exploited 

Ameerama 

0829001103705600 

0.04 

0.00 

9,649.15 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.022 

3,213.88 

Over Exploited 



0.06 

0.00 

97,888.01 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Arampura 

0826000703208800 

0.04 

0.00 

16,126.41 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.02 

0.00 

254.37 

0.01 

- 

0.01 

0.03 

0.38 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.005 

0.010 

194.59 

Over Exploited 

Bansi 

0829001103708400 

0.04 

0.02 

1,666.42 

0.03 

0.01 

0.04 

0.02 

0.20 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.060 

0.003 

0.057 

0.177 

312.11 

Over Exploited 



0.06 

0.04 

996.76 

0.05 

0.01 

0.06 

0.02 

0.22 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.083 

0.004 

0.079 

0.195 

246.84 

Over Exploited 

Barbal 

0829001103709000 

0.04 

0.00 

22,787.68 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

16,633.73 

Over Exploited 



0.06 

0.01 

1,730.73 

0.01 

- 

0.01 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.022 

0.115 

516.89 

Over Exploited 

Borundi 

0829001103704300 

0.04 

0.00 

14,116.66 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.007 

819.96 

Over Exploited 

Chakmal 

0829001103708600 

0.06 

0.00 

16,592.79 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chari (Gadwas) 

0826000703209100 

0.02 

0.00 

937.58 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Dabela 

0829001103708300 

0.04 

0.01 

709.63 

0.01 

- 

0.01 

0.06 

0.78 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.085 

519.51 

Over Exploited 

Deeponka Talab 

0829001103711600 

0.04 

0.01 

1,408.16 

0.01 

- 

0.01 

0.01 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.003 

44.17 

Safe 

Dhar 

0826000703201000 

0.04 

0.00 

11,746.05 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.02 

0.00 

1,951.57 

0.00 

- 

0.00 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

330,483.38 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dheekriya Kheri 

0829001103710800 

0.04 

0.04 

321.25 

0.05 

0.01 

0.06 

0.06 

0.79 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.076 

0.004 

0.072 

0.138 

192.34 

Over Exploited 

Eklingpura 

0829001103709700 

0.04 

0.01 

697.81 

0.01 

- 

0.01 

0.06 

0.78 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.021 

0.001 

0.020 

0.111 

559.93 

Over Exploited 

Forest Block 

0829001103711400 

0.04 

0.02 

194.99 

0.02 

- 

0.02 

0.06 

0.76 

- 

- 

- 

- 

- 

- 

- 

0.019 

0.001 

0.018 

0.002 

10.29 

Safe 

Haripura 

0829001103709800 

0.04 

0.06 

278.21 

0.07 

0.00 

0.07 

0.06 

0.78 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.068 

0.003 

0.064 

0.025 

39.55 

Safe 

Jaisinghpura 

0829001103704600 

0.04 

0.05 

682.98 

0.05 

0.01 

0.06 

0.04 

0.43 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.095 

0.005 

0.090 

0.317 

351.56 

Over Exploited 

Jooni Barwal 

0829001103710100 

0.04 

0.02 

360.63 

0.02 

- 

0.02 

0.06 

0.78 

- 

- 

- 

- 

- 

- 

- 

0.021 

0.001 

0.020 

0.033 

166.10 

Over Exploited 

Kalakhet 

0829001103711500 

0.04 

0.08 

252.68 

0.10 

- 

0.10 

0.06 

0.76 

- 

- 

- 

- 

- 

- 

- 

0.101 

0.005 

0.096 

0.020 

20.79 

Safe 


0826000703201200 

0.04 

0.00 

140.67 

0.00 

0.00 

0.00 

0.06 

0.78 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.006 

0.000 

0.005 

0.000 

7.40 

Safe 



0.04 

0.10 

392.53 

0.12 

- 

0.12 

0.05 

0.72 

- 

- 

- 

- 

- 

- 

- 

0.122 

0.006 

0.116 

0.012 

9.93 

Safe 

Kali Bheet 

0829001103709500 

0.04 

0.05 

317.92 

0.06 

- 

0.06 

0.06 

0.78 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.068 

0.003 

0.065 

0.090 

137.97 

Over Exploited 

Kalyan Pura 

0829001103710500 

0.04 

0.04 

320.65 

0.05 

0.00 

0.05 

0.06 

0.78 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.057 

0.003 

0.054 

0.085 

156.93 

Over Exploited 

Kankra 

0829001003687100 

0.06 

0.00 

162,171.83 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kesharpura 

0829001103711100 

0.04 

0.03 

287.49 

0.04 

- 

0.04 

0.06 

0.79 

- 

- 

- 

- 

- 

- 

- 

0.041 

0.002 

0.039 

0.032 

82.08 

Semi Critical 

Kewalpura 

0829001103710200 

0.04 

0.03 

373.75 

0.03 

0.00 

0.04 

0.06 

0.76 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.048 

0.002 

0.046 

0.096 

210.53 

Over Exploited 

Kewalpura (A) 

0829001103709400 

0.04 

0.09 

329.83 

0.11 

0.01 

0.12 

0.06 

0.78 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.147 

0.007 

0.140 

0.213 

152.37 

Over Exploited 

Kewalpura(B) 

0829001103710000 

0.04 

0.02 

305.63 

0.02 

0.01 

0.03 

0.06 

0.78 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.036 

0.002 

0.034 

0.030 

88.37 

Semi Critical 

Khankriya Kheri 

0829001103711200 

0.04 

0.10 

277.63 

0.12 

0.00 

0.12 

0.06 

0.79 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.136 

0.007 

0.129 

0.056 

43.62 

Safe 

Khokhoriya 

0826000703201100 

0.04 

0.09 

631.93 

0.11 

- 

0.11 

0.04 

0.54 

- 

- 

- 

- 

- 

- 

- 

0.108 

0.005 

0.102 

0.019 

18.17 

Safe 

Lachhmipura 

0829001103709600 

0.04 

0.04 

229.62 

0.05 

0.00 

0.05 

0.06 

0.78 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.047 

0.002 

0.045 

0.018 

41.18 

Safe 

Lalpura 

0829001103711300 

0.04 

0.07 

266.60 

0.08 

- 

0.08 

0.06 

0.79 

- 

- 

- 

- 

- 

- 

- 

0.083 

0.004 

0.079 

0.046 

58.26 

Safe 

Mand Kalan 

0829001203712000 

0.03 

0.00 

8,829.59 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.000 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Maraodiya 

082900110371040C 

1.332 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.305 

4.72 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.17 

0.10 

0.005 

0.70 

0.51 


Mata Magri 

0829001103710600 

1.756 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.756 

4.63 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.21 

0.12 

0.006 

0.72 

0.52 


Mayda 

0826000703201300 

0.652 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.652 

4.62 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.00 

0.002 

0.73 

0.60 




0.178 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.167 

4.62 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.69 

0.56 


Moonjwa 

0829001103710700 

2.050 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.050 

4.72 

0.015 

0.03 

0.00 

0.00 

0.00 

0.02 

0.15 

0.21 

0.11 

0.007 

0.72 

0.52 


Mundla 

0826000703209000 

0.969 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.396 

1.30 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.001 

0.31 

0.26 


Nagaliya Khurd 

0826000703212400 

3.228 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.034 

1.43 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Naya Khera 

0829001103709200 

3.498 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.085 

6.08 

0.015 

0.06 

0.01 

0.00 

0.00 

0.01 

0.32 

0.43 

0.24 

0.011 

0.63 

0.47 







Non-command 

Gneisses(B.G.C) 

0.389 

6.08 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.03 

0.001 

0.08 

0.06 


Pancha Gurha 

0826000703208900 

2.965 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.224 

1.63 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.06 

0.05 


Payri 

0829001103711000 

3.263 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.263 

5.17 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.27 

0.36 

0.05 

0.011 

0.72 

0.54 


Puja Ka Phalian 

0829001103710900 

3.007 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.007 

5.41 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.26 

0.35 

0.06 

0.010 

0.72 

0.54 


Rana 

0829001203711800 

1.088 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.088 

3.07 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.08 

0.002 

0.75 

0.62 


Rani Maliya 

0829001103709300 

1.137 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.137 

6.07 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.12 

0.15 

0.06 

0.004 

0.72 

0.56 


Reecharipal 

0829001203712400 

16.693 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.867 

3.13 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.16 

0.00 

0.006 

0.13 

0.11 


Rooppura 

0829001103710300 

0.876 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.876 

5.17 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.12 

0.08 

0.003 

0.72 

0.52 


Shyampura 

0829001103709900 

0.367 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.367 

5.60 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.06 

0.001 

0.72 

0.54 


Tajela 

0829001103708200 

0.834 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.011 

6.18 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Tegariyo Ka Phala 

0829001103709100 

1.293 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.293 

6.18 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.12 

0.17 

0.02 

0.005 

0.71 

0.53 

09003015 

Achalpur 

0829001203730900 

14.649 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.404 

3.71 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.04 

0.003 

0.08 

0.08 


Ambamata 

0829001203726800 

0.625 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.625 

4.25 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.001 

0.84 

0.93 


Amlawada 

0829001203728100 

12.604 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.382 

2.91 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.03 

0.03 


Angora 

0829001203724700 

3.973 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.960 

3.82 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.18 

0.17 

0.16 

0.009 

0.83 

0.89 


Anoppura 

0829001203718800 

4.961 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.601 

3.35 

0.010 

0.03 

0.01 

0.00 

0.00 

0.18 

0.00 

0.00 

0.12 

0.010 

0.71 

0.60 


Bambori Bari 

0829001203731100 

7.943 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.552 

2.98 

0.010 

0.03 

0.01 

0.00 

0.00 

0.01 

0.17 

0.16 

0.08 

0.012 

0.59 

0.62 


Bambori Chhoti 

0829001203731000 

3.063 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.063 

3.50 

0.010 

0.02 

0.01 

0.00 

0.00 

0.01 

0.11 

0.10 

0.08 

0.007 

0.83 

0.91 


Bamotar 

0829001203726700 

4.837 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.703 

4.20 

0.010 

0.12 

0.03 

0.00 

0.00 

0.00 

0.28 

0.25 

0.46 

0.010 

0.81 

0.91 


Bari 

0829001203725100 

3.334 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.296 

2.78 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.03 

0.007 

0.81 

0.82 


Bari Lank 

0829001203731600 

11.321 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.230 

3.17 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.00 

0.003 

0.09 

0.08 


Bihara 

0829001203719900 

4.370 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.949 

4.38 

0.010 

0.07 

0.01 

0.00 

0.00 

0.00 

0.23 

0.23 

0.26 

0.009 

0.73 

0.75 


Bordi 

0829001203719500 

4.973 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.475 

4.33 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.21 

0.24 

0.10 

0.010 

0.70 

0.62 


Bori 

0829001203727000 

7.848 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.431 

4.16 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.001 

0.04 

0.04 


Chhayan Kotra 

0829001203732400 

1.169 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.404 

3.09 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.29 

0.27 


Chhotilank 

0829001203731300 

3.390 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.390 

2.58 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.02 

0.007 

0.84 

0.86 


Chiklad 

0829001203725400 

10.763 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.146 

4.25 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.16 

0.05 

0.007 

0.23 

0.20 


Devgarh 

0829001203726100 

11.251 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.805 

2.96 

0.010 

0.02 

0.00 

0.00 

0.00 

0.01 

0.15 

0.15 

0.08 

0.011 

0.35 

0.34 


Dhaman Doongri 

0829001203732800 

2.470 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.326 

3.64 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.12 

0.11 


Dhamloo 

0829001203724400 

3.812 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.812 

4.54 

0.010 

0.07 

0.01 

0.00 

0.00 

0.01 

0.23 

0.21 

0.25 

0.008 

0.83 

0.90 


Dhamotar 

0829001203724100 

8.515 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.333 

4.92 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.03 

0.02 


Dhudali @ Tanda 

0829001203724300 

2.817 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.608 

4.99 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.16 

0.15 

0.14 

0.006 

0.76 

0.79 


Gopalpura 

0829001203724500 

2.293 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.293 

4.23 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.13 

0.12 

0.21 

0.005 

0.84 

0.93 


Gyaspur 

0829001203719400 

7.626 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.354 

3.40 

0.010 

0.17 

0.04 

0.00 

0.00 

0.00 

0.34 

0.40 

0.67 

0.014 

0.64 

0.55 


Hathani Kundi 

0829001203724900 

3.199 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.121 

3.38 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.05 

0.007 

0.79 

0.81 


Hingoriya 

0829001203724600 

1.625 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.623 

4.11 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.08 

0.004 

0.83 

0.92 


Jamboo Khera 

0829001203719800 

5.797 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.796 

3.55 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.24 

0.24 

0.14 

0.013 

0.80 

0.78 


Kamliya 

0829001203728000 

3.223 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.114 

3.77 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.03 

0.03 


Karma Khera 

0829001203719100 

4.124 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.246 

2.97 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.05 

0.04 


Karmadi Khera 

0829001203730500 

2.411 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.285 

3.79 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.04 

0.005 

0.79 

0.88 


Karoli 

0829001203732900 

5.298 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.105 

3.79 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Khanan 

0829001203731500 

4.128 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.668 

2.63 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.14 

0.14 

0.18 

0.008 

0.75 

0.74 


Kher Magri 

0829001203726400 

4.024 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.934 

2.71 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.06 

0.009 

0.81 

0.85 


Kulmipura 

0829001203724200 

3.779 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.468 

5.07 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.06 

0.001 

0.10 

0.09 


Lalpura 

0829001203726200 

1.500 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.336 

2.54 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.19 

0.18 


Luhariya 

0829001203726500 

2.819 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.819 

3.52 

0.010 

0.04 

0.01 

0.00 

0.00 

0.01 

0.12 

0.11 

0.16 

0.006 

0.83 

0.90 


Madpuri 

0829001203732500 

2.096 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.052 

3.53 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Maheedon Ka Khera 

0829001203732700 

1.175 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.015 

3.16 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.07 

0.002 

0.74 

0.70 


Majesariya 

0829001203724800 

1.183 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.183 

4.32 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.06 

0.003 

0.82 

0.87 


Manawala 

0829001203726600 

2.376 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.376 

3.97 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.05 

0.005 

0.84 

0.93 


Nakor 

0829001203718900 

14.114 

Fresh 

Non-command 

Non-command 

Deccan Traps 

7.005 

3.43 

0.010 

0.09 

0.02 

0.00 

0.00 

0.02 

0.29 

0.35 

0.32 

0.015 

0.38 

0.31 


Odwara 

0829001203732600 

2.662 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.216 

3.25 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.01 

0.003 

0.40 

0.38 


Peepli Khera 

0829001203719600 

5.844 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.844 

4.05 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.25 

0.28 

0.06 

0.013 

0.79 

0.72 


Phoolda 

0829001203719700 

5.577 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.577 

3.62 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.22 

0.24 

0.06 

0.012 

0.79 

0.73 


Pratapgarh (M) 

0829001242908000 

22.822 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.387 

4.64 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.032 

0.01 

0.02 


Prayag Ji Ka Pathar 

0829001203726300 

3.699 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.699 

2.63 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.11 

0.05 

0.008 

0.83 

0.87 


Rampuriya 

0829001203732300 

5.404 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.005 

3.22 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ranchhorpura 

0829001203725000 

1.576 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.576 

3.44 

0.010 

0.02 

0.01 

0.00 

0.00 

0.00 

0.06 

0.06 

0.08 

0.003 

0.82 

0.86 


Ranpur 

0829001203725300 

8.298 

Fresh 

Non-command 

Non-command 

Deccan Traps 

8.115 

3.80 

0.010 

0.02 

0.00 

0.00 

0.00 

0.01 

0.32 

0.34 

0.08 

0.018 

0.79 

0.74 


Rohan Khera 

0829001203718700 

4.299 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.859 

3.74 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.14 

0.08 

0.006 

0.52 

0.48 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Maraodiya 

0829001103710400 

0.04 

0.04 

332.14 

0.05 

0.00 

0.05 

0.06 

0.77 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.061 

0.003 

0.058 

0.101 

174.68 

Over Exploited 

Mata Magri 

0829001103710600 

0.04 

0.05 

292.26 

0.06 

- 

0.06 

0.06 

0.78 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.074 

0.004 

0.070 

0.122 

173.92 

Over Exploited 

Mayda 

0826000703201300 

0.04 

0.02 

120.98 

0.02 

- 

0.02 

0.06 

0.79 

- 

- 

- 

- 

- 

- 

- 

0.023 

0.001 

0.022 

0.002 

9.95 

Safe 



0.04 

0.00 

310.08 

0.01 

- 

0.01 

0.05 

0.74 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.005 

0.001 

9.65 

Safe 

Moonjwa 

0829001103710700 

0.04 

0.06 

243.67 

0.07 

0.02 

0.10 

0.06 

0.78 

- 

0.0100 

- 

- 

0.031 

0.041 

0.041 

0.136 

0.007 

0.129 

0.115 

89.00 

Semi Critical 

Mundla 

0826000703209000 

0.02 

0.00 

659.06 

0.00 

0.00 

0.00 

0.02 

0.33 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.013 

0.001 

0.012 

0.043 

350.27 

Over Exploited 

Nagaliya Khurd 

0826000703212400 

0.02 

0.00 

11,524.34 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Naya Khera 

0829001103709200 

0.04 

0.08 

420.21 

0.10 

0.02 

0.12 

0.06 

0.69 

- 

0.0300 

- 

- 

0.016 

0.046 

0.046 

0.164 

0.008 

0.156 

0.248 

158.71 

Over Exploited 



0.06 

0.00 

3,105.95 

0.00 

0.00 

0.00 

0.01 

0.09 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.004 

0.000 

0.004 

0.027 

713.90 

Over Exploited 

Pancha Gurha 

0826000703208900 

0.02 

0.00 

1,633.69 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.009 

3,092.98 

Over Exploited 

Payri 

0829001103711000 

0.04 

0.10 

265.71 

0.12 

0.00 

0.12 

0.06 

0.79 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.133 

0.007 

0.127 

0.057 

45.25 

Safe 

Puja Ka Phalian 

0829001103710900 

0.04 

0.09 

285.24 

0.11 

- 

0.11 

0.06 

0.79 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.120 

0.006 

0.114 

0.070 

61.68 

Safe 

Rana 

0829001203711800 

0.03 

0.02 

245.89 

0.03 

- 

0.03 

0.06 

0.80 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.039 

0.002 

0.037 

0.078 

209.89 

Over Exploited 

Rani Maliya 

0829001103709300 

0.04 

0.03 

341.69 

0.04 

0.01 

0.05 

0.06 

0.78 

- 

0.0100 

- 

- 

0.009 

0.019 

0.019 

0.066 

0.003 

0.062 

0.060 

96.27 

Critical 

Reecharipal 

0829001203712400 

0.03 

0.01 

1,373.48 

0.01 

0.00 

0.01 

0.01 

0.14 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.014 

0.001 

0.013 

0.006 

47.53 

Safe 

Rooppura 

0829001103710300 

0.04 

0.03 

340.55 

0.03 

0.00 

0.03 

0.06 

0.78 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.049 

0.002 

0.047 

0.082 

175.36 

Over Exploited 

Shyampura 

0829001103709900 

0.04 

0.01 

503.75 

0.01 

- 

0.01 

0.06 

0.78 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.022 

0.061 

275.93 

Over Exploited 

Tajela 

0829001103708200 

0.06 

0.00 

19,849.28 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Tegariyo Ka Phala 

0829001103709100 

0.06 

0.06 

200.45 

0.07 

0.01 

0.07 

0.06 

0.78 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.080 

0.004 

0.076 

0.026 

33.76 

Safe 

Achalpur 

0829001203730900 

0.03 

0.00 

1,778.93 

0.00 

0.00 

0.01 

0.01 

0.09 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.023 

0.001 

0.022 

0.041 

187.24 

Over Exploited 

Ambamata 

0829001203726800 

0.03 

0.01 

74.72 

0.02 

- 

0.02 

0.06 

0.89 

- 

- 

- 

- 

- 

- 

- 

0.016 

0.001 

0.016 

0.009 

60.37 

Safe 

Amlawada 

0829001203728100 

0.03 

0.00 

7,377.83 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.022 

7,580.22 

Over Exploited 

Angora 

0829001203724700 

0.03 

0.09 

97.83 

0.10 

0.01 

0.11 

0.06 

0.88 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.143 

0.007 

0.136 

0.164 

120.65 

Over Exploited 

Anoppura 

0829001203718800 

0.03 

0.09 

(102.11) 

0.07 

0.19 

0.25 

0.05 

0.76 

- 

0.0200 

- 

- 

0.263 

0.283 

0.283 

0.537 

0.027 

0.510 

0.133 

26.09 

Safe 

Bambori Bari 

0829001203731100 

0.03 

0.08 

89.50 

0.10 

0.02 

0.13 

0.04 

0.63 

- 

0.0200 

- 

- 

0.022 

0.042 

0.042 

0.169 

0.008 

0.160 

0.096 

60.11 

Safe 

Bambori Chhoti 

0829001203731000 

0.03 

0.07 

49.00 

0.08 

0.02 

0.10 

0.06 

0.89 

- 

0.0200 

- 

- 

0.013 

0.033 

0.033 

0.132 

0.007 

0.125 

0.091 

72.32 

Semi Critical 

Bamotar 

0829001203726700 

0.03 

0.10 

154.94 

0.12 

0.03 

0.15 

0.06 

0.87 

- 

0.0900 

- 

- 

0.005 

0.095 

0.095 

0.247 

0.012 

0.235 

0.469 

199.63 

Over Exploited 

Bari 

0829001203725100 

0.03 

0.07 

43.89 

0.08 

- 

0.08 

0.06 

0.87 

- 

- 

- 

- 

- 

- 

- 

0.083 

0.004 

0.079 

0.032 

40.75 

Safe 

Bari Lank 

0829001203731600 

0.03 

0.00 

1,292.74 

0.00 

0.00 

0.00 

0.01 

0.10 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.007 

0.000 

0.007 

0.007 

99.07 

Critical 

Bihara 

0829001203719900 

0.03 

0.08 

203.92 

0.09 

0.01 

0.10 

0.05 

0.79 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.151 

0.008 

0.143 

0.271 

189.23 

Over Exploited 

Bordi 

0829001203719500 

0.03 

0.08 

196.11 

0.10 

0.01 

0.11 

0.05 

0.75 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.128 

0.006 

0.122 

0.107 

87.60 

Semi Critical 

Bori 

0829001203727000 

0.03 

0.00 

5,945.20 

0.00 

- 

0.00 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.033 

327.64 

Over Exploited 

Chhayan Kotra 

0829001203732400 

0.03 

0.00 

332.14 

0.00 

- 

0.00 

0.02 

0.32 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.009 

251.49 

Over Exploited 

Chhotilank 

0829001203731300 

0.03 

0.07 

23.38 

0.09 

0.00 

0.09 

0.06 

0.90 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.099 

0.005 

0.094 

0.028 

30.34 

Safe 

Chiklad 

0829001203725400 

0.03 

0.02 

760.95 

0.02 

0.00 

0.03 

0.02 

0.25 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.040 

0.002 

0.038 

0.053 

140.63 

Over Exploited 

Devgarh 

0829001203726100 

0.03 

0.04 

250.84 

0.05 

0.01 

0.07 

0.03 

0.38 

- 

0.0100 

- 

- 

0.020 

0.030 

0.030 

0.097 

0.005 

0.092 

0.087 

94.24 

Critical 

Dhaman Doongri 

0829001203732800 

0.03 

0.00 

985.15 

0.00 

0.00 

0.00 

0.01 

0.12 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.006 

0.000 

0.006 

0.009 

157.20 

Over Exploited 

Dhamloo 

0829001203724400 

0.03 

0.08 

151.49 

0.10 

0.02 

0.12 

0.06 

0.89 

- 

0.0500 

- 

- 

0.011 

0.061 

0.061 

0.177 

0.009 

0.168 

0.262 

155.79 

Over Exploited 

Dhamotar 

0829001203724100 

0.03 

0.00 

8,579.20 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.014 

4,774.01 

Over Exploited 

Dhudali @ Tanda 

0829001203724300 

0.03 

0.05 

187.89 

0.06 

0.01 

0.08 

0.05 

0.81 

- 

0.0200 

- 

- 

0.007 

0.027 

0.027 

0.103 

0.005 

0.098 

0.150 

153.33 

Over Exploited 

Gopalpura 

0829001203724500 

0.03 

0.05 

142.08 

0.06 

0.01 

0.07 

0.06 

0.89 

- 

0.0400 

- 

- 

0.004 

0.044 

0.044 

0.117 

0.006 

0.111 

0.214 

192.65 

Over Exploited 

Gyaspur 

0829001203719400 

0.03 

0.11 

276.75 

0.13 

0.04 

0.17 

0.05 

0.69 

- 

0.1300 

- 

- 

0.007 

0.137 

0.137 

0.308 

0.015 

0.293 

0.683 

233.14 

Over Exploited 

Hathani Kundi 

0829001203724900 

0.03 

0.06 

76.22 

0.08 

- 

0.08 

0.06 

0.85 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.088 

0.004 

0.083 

0.053 

63.56 

Safe 

Hingoriya 

0829001203724600 

0.03 

0.04 

117.62 

0.04 

0.00 

0.04 

0.06 

0.89 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.067 

0.003 

0.064 

0.084 

131.43 

Over Exploited 

Jamboo Khera 

0829001203719800 

0.03 

0.12 

100.02 

0.15 

0.01 

0.16 

0.06 

0.86 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.186 

0.009 

0.177 

0.153 

86.39 

Semi Critical 

Kamliya 

0829001203728000 

0.03 

0.00 

4,303.67 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.013 

13,125.72 

Over Exploited 

Karma Khera 

0829001203719100 

0.03 

0.00 

900.93 

0.00 

0.00 

0.01 

0.00 

0.05 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.013 

0.001 

0.012 

0.001 

4.55 

Safe 

Karmadi Khera 

0829001203730500 

0.03 

0.05 

84.37 

0.06 

- 

0.06 

0.05 

0.85 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.067 

0.003 

0.063 

0.043 

67.99 

Safe 

Karoli 

0829001203732900 

0.03 

0.00 

8,591.42 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khanan 

0829001203731500 

0.03 

0.07 

91.76 

0.09 

0.01 

0.10 

0.05 

0.80 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.129 

0.006 

0.123 

0.188 

153.41 

Over Exploited 

Kher Magri 

0829001203726400 

0.03 

0.08 

44.26 

0.10 

0.00 

0.10 

0.06 

0.86 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.113 

0.006 

0.107 

0.072 

67.01 

Safe 

Kulmipura 

0829001203724200 

0.03 

0.00 

3,502.05 

0.00 

0.00 

0.00 

0.01 

0.11 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.018 

0.001 

0.017 

0.065 

378.25 

Over Exploited 

Lalpura 

0829001203726200 

0.03 

0.00 

423.87 

0.00 

- 

0.00 

0.01 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.018 

947.94 

Over Exploited 

Luhariya 

0829001203726500 

0.03 

0.06 

85.74 

0.07 

0.02 

0.09 

0.06 

0.89 

- 

0.0300 

- 

- 

0.009 

0.039 

0.039 

0.128 

0.006 

0.122 

0.170 

139.47 

Over Exploited 

Madpuri 

0829001203732500 

0.03 

0.00 

6,423.82 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Maheedon Ka Khera 

0829001203732700 

0.03 

0.02 

181.62 

0.02 

- 

0.02 

0.06 

0.80 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.034 

0.002 

0.032 

0.073 

229.39 

Over Exploited 

Majesariya 

0829001203724800 

0.03 

0.03 

164.00 

0.03 

- 

0.03 

0.06 

0.88 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.040 

0.002 

0.038 

0.062 

160.30 

Over Exploited 

Manawala 

0829001203726600 

0.03 

0.05 

80.94 

0.06 

- 

0.06 

0.06 

0.89 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.072 

0.004 

0.069 

0.055 

80.59 

Semi Critical 

Nakor 

0829001203718900 

0.03 

0.07 

410.28 

0.08 

0.04 

0.12 

0.03 

0.41 

- 

0.0600 

- 

- 

0.030 

0.090 

0.090 

0.213 

0.011 

0.202 

0.338 

167.21 

Over Exploited 

Odwara 

0829001203732600 

0.03 

0.01 

230.25 

0.02 

- 

0.02 

0.03 

0.43 

- 

- 

- 

- 

- 

- 

- 

0.015 

0.001 

0.014 

0.011 

74.54 

Semi Critical 

Peepli Khera 

0829001203719600 

0.03 

0.12 

129.56 

0.14 

0.00 

0.15 

0.06 

0.85 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.166 

0.008 

0.158 

0.076 

47.97 

Safe 

Phoolda 

0829001203719700 

0.03 

0.12 

107.84 

0.14 

0.00 

0.14 

0.06 

0.85 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.149 

0.007 

0.141 

0.075 

53.23 

Safe 

Pratapgarh (M) 

0829001242908000 

0.03 

0.00 

23,736.06 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.056 

34,044.94 

Over Exploited 

Prayag Ji Ka Pathar 

0829001203726300 

0.03 

0.08 

35.37 

0.10 

0.00 

0.10 

0.06 

0.89 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.115 

0.006 

0.109 

0.058 

53.33 

Safe 

Rampuriya 

0829001203732300 

0.03 

0.00 

220,818.03 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ranchhorpura 

0829001203725000 

0.03 

0.03 

81.17 

0.04 

0.01 

0.05 

0.06 

0.88 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.071 

0.004 

0.067 

0.083 

124.57 

Over Exploited 

Ranpur 

0829001203725300 

0.03 

0.17 

105.86 

0.20 

0.01 

0.21 

0.06 

0.84 

- 

0.0100 

- 

- 

0.009 

0.019 

0.019 

0.224 

0.011 

0.213 

0.094 

44.02 

Safe 

Rohan Khera 

0829001203718700 

0.03 

0.04 

256.17 

0.05 

0.00 

0.05 

0.04 

0.56 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.058 

0.003 

0.055 

0.083 

151.69 

Over Exploited 
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Rc 
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Ri 
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r 

ri 
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m 
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MOM 
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m 

m 

(V 

( 2 ) 
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( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Salamgarh 

082900120373060C 

3.898 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.074 

3.59 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Samli Pathar 

0829001203725200 

7.377 

Fresh 

Non-command 

Non-command 

Deccan Traps 

7.297 

2.72 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.22 

0.22 

0.09 

0.016 

0.81 

0.80 


Shahji Ki Pathar 

0829001203731200 

1.335 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.335 

2.54 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.06 

0.003 

0.83 

0.87 


Sidhpura 

0829001203726900 

8.318 

Fresh 

Non-command 

Non-command 

Deccan Traps 

8.246 

4.54 

0.010 

0.27 

0.04 

0.00 

0.00 

0.01 

0.60 

0.55 

1.06 

0.018 

0.82 

0.90 


Sitamagri 

0829001203731400 

1.545 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.523 

2.77 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.03 

0.003 

0.84 

0.83 


Teela 

0829001203720000 

20.225 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.984 

4.01 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.01 

0.002 

0.04 

0.03 

09003016 

Arampura 

0826000703208800 

1.389 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.292 

2.07 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.16 

0.13 


Bageri 

0826000703201800 

7.369 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.369 

4.04 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.55 

0.63 

0.11 

0.022 

0.69 

0.60 


Bansi 

0829001103708400 

13.012 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.216 

6.18 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.24 

0.30 

0.11 

0.008 

0.12 

0.10 







Non-command 

Gneisses(B.G.C) 

3.628 

6.18 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.38 

0.48 

0.18 

0.013 

0.20 

0.16 


Belvi 

0826000703206900 

3.402 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.553 

1.08 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.12 

0.10 


Bharev 

0826000703201700 

10.929 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

10.920 

5.27 

0.018 

0.09 

0.01 

0.00 

0.00 

0.00 

1.09 

1.28 

0.31 

0.033 

0.69 

0.59 


Bhatiya 

0826000703200700 

1.473 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.307 

6.12 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.19 

0.04 

0.004 

0.62 

0.50 


Bheema Gaon 

0826000703208700 

0.713 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.102 

2.74 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.11 

0.09 


Bhootiya 

0826000703206400 

0.051 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.051 

2.40 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.000 

0.72 

0.61 




4.122 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.119 

2.40 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.22 

0.02 

0.012 

0.72 

0.61 


Borka Pani 

0826000703201600 

6.792 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.792 

4.63 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.57 

0.67 

0.05 

0.021 

0.70 

0.59 


Chakmal 

0829001103708600 

2.030 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.265 

6.20 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.15 

0.01 

0.004 

0.44 

0.34 


Chauhanon Ka Khera 

0826000703211400 

1.081 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

1.000 

1.68 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.003 

0.70 

0.59 


Dabi Khera 

0826000703209700 

2.048 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

0.456 

1.28 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.17 

0.14 


Dai Ka Khera 

0826000703206000 

0.027 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.025 

2.04 

0.010 

0.02 

0.01 

0.00 

0.00 

0.00 

0.01 

0.01 

0.08 

0.000 

0.66 

0.57 




1.755 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.755 

2.04 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.05 

0.005 

0.69 

0.60 


Dani Talai 

0826000703200900 

2.886 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.436 

6.07 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.23 

0.03 

0.004 

0.35 

0.28 







Non-command 

Gneisses(B.G.C) 

1.188 

6.07 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.17 

0.02 

0.004 

0.29 

0.24 


Das Ka Gurha 

0826000703209800 

5.278 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.483 

2.33 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.06 

0.005 

0.21 

0.18 






Jakham 

Command 

Gneisses(B.G.C) 

3.642 

2.33 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.14 

0.15 

0.012 

0.52 

0.44 


Dhalawar 

0829001103707800 

2.789 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.306 

6.17 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.17 

0.02 

0.005 

0.33 

0.26 


Dhamniya Jageer 

0826000703206300 

3.236 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.236 

2.44 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.17 

0.20 

0.14 

0.010 

0.70 

0.60 


Dhamniya Khalsa 

0826000703206200 

3.765 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.705 

1.36 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.13 

0.08 

0.011 

0.70 

0.60 


Dhar 

0826000703201000 

0.614 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.019 

4.52 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 







Non-command 

Gneisses(B.G.C) 

0.469 

4.52 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.002 

0.55 

0.46 




38.572 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

12.529 

4.52 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

1.14 

1.39 

0.00 

0.038 

0.23 

0.19 







Non-command 

Gneisses(B.G.C) 

25.856 

4.52 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

2.08 

2.52 

0.00 

0.078 

0.48 

0.40 


Dhariawad (CT) 

0826000742605000 

6.784 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

1.555 

1.34 

0.010 

0.11 

0.01 

0.00 

0.00 

0.00 

0.12 

0.14 

0.24 

0.141 

0.17 

0.15 


Gadriyawas 

0829001103707700 

2.736 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.044 

5.99 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.000 

0.01 

0.01 


Ghata 

0826000703206700 

0.269 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.129 

1.40 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.000 

0.35 

0.30 




0.018 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.018 

1.40 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.73 

0.61 




7.519 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.276 

1.40 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.20 

0.23 

0.04 

0.022 

0.70 

0.59 


Jaya Khera 

0826000703208600 

1.395 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.189 

2.83 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.10 

0.09 


Jharna 

0826000703206100 

0.530 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.530 

1.60 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.002 

0.70 

0.61 


Kalakhet 

0826000703201200 

0.118 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.001 

5.34 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 




4.155 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.216 

5.34 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.001 

0.04 

0.03 


Kali Bheet 

0826000703200100 

13.875 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.235 

5.68 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.03 

0.001 

0.01 

0.01 


Kalyanpura 

0826000703209900 

2.284 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

2.080 

2.13 

0.010 

0.10 

0.02 

0.00 

0.00 

0.00 

0.12 

0.15 

0.38 

0.007 

0.69 

0.58 


Kandela 

0826000703201900 

1.668 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.039 

4.29 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.03 

0.003 

0.42 

0.37 


Karnagarh 

0826000703206600 

0.003 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.003 

1.71 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.74 

0.62 




2.307 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.176 

1.71 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.00 

0.007 

0.70 

0.59 


Kel Ki Kui 

0826000703205900 

1.370 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.370 

2.86 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.01 

0.004 

0.68 

0.60 


Khokhoriya 

0826000703201100 

6.509 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.689 

5.77 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.24 

0.01 

0.005 

0.19 

0.15 


Laku Ka Lewa 

0826000703200800 

5.176 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.060 

5.90 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

1.136 

5.90 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.15 

0.04 

0.003 

0.15 

0.13 


Lalpura 

0826000703206800 

0.006 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.003 

1.05 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.35 

0.29 




0.838 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.410 

1.05 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.35 

0.30 


Lasadiya 

0826000703205000 

16.913 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.914 

3.94 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.37 

0.41 

0.14 

0.015 

0.19 

0.18 


Makanpura 

0829001103708500 

0.546 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.546 

6.20 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.03 

0.002 

0.71 

0.56 


Manpura 

0826000703201500 

4.988 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.988 

3.75 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.34 

0.40 

0.03 

0.015 

0.71 

0.60 


Mau 

0826000703213600 

2.514 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

0.207 

1.04 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.06 

0.05 


Muniya 

0826000703210000 

3.658 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.024 

2.77 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Jakham 

Command 

Gneisses(B.G.C) 

1.389 

2.77 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.08 

0.13 

0.005 

0.29 

0.24 


Nalwa 

0826000703211300 

2.193 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

0.561 

1.17 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.04 

0.04 

0.18 

0.002 

0.19 

0.16 


Napaniya 

0826000703202300 

3.042 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.466 

5.18 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.17 

0.02 

0.004 

0.33 

0.28 


Pai Madli 

0826000703205800 

0.022 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.010 

2.64 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.33 

0.29 




3.095 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.883 

2.64 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.00 

0.003 

0.19 

0.17 


Pancha Gurha 

0826000703208900 

2.965 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.747 

1.63 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.03 

0.002 

0.19 

0.16 






Jakham 

Command 

Gneisses(B.G.C) 

0.063 

1.63 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.01 


Payron Ka Khera 

0829001103708100 

1.740 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.123 

6.19 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.05 

0.04 







Non-command 

Gneisses(B.G.C) 

1.617 

6.19 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.18 

0.23 

0.14 

0.006 

0.66 

0.52 


Peepala Pani 

0826000703205600 

1.247 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.006 

1.59 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Salamgarh 

0829001203730600 

0.03 

0.00 

7,713.12 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Samli Pathar 

0829001203725200 

0.03 

0.15 

43.28 

0.18 

0.01 

0.19 

0.06 

0.87 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.214 

0.011 

0.204 

0.104 

51.11 

Safe 

Shahji Ki Pathar 

0829001203731200 

0.03 

0.03 

78.61 

0.03 

- 

0.03 

0.06 

0.89 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.045 

0.002 

0.043 

0.066 

154.93 

Over Exploited 

Sidhpura 

0829001203726900 

0.03 

0.18 

209.77 

0.21 

0.05 

0.26 

0.06 

0.88 

- 

0.2000 

- 

- 

0.008 

0.208 

0.208 

0.466 

0.023 

0.443 

1.079 

243.76 

Over Exploited 

Sitamagri 

0829001203731400 

0.03 

0.03 

59.05 

0.04 

- 

0.04 

0.06 

0.90 

- 

- 

- 

- 

- 

- 

- 

0.040 

0.002 

0.038 

0.028 

74.49 

Semi Critical 

Teela 

0829001203720000 

0.03 

0.00 

4,254.51 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.010 

0.001 

0.010 

0.015 

157.08 

Over Exploited 

Arampura 

0826000703208800 

0.02 

0.00 

693.66 

0.00 

- 

0.00 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

95.30 

Critical 

Bageri 

0826000703201800 

0.04 

0.18 

251.52 

0.22 

0.00 

0.22 

0.05 

0.74 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.241 

0.012 

0.229 

0.127 

55.64 

Safe 

Bansi 

0829001103708400 

0.04 

0.01 

2,546.41 

0.01 

- 

0.01 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.024 

0.001 

0.022 

0.118 

524.37 

Over Exploited 



0.06 

0.04 

1,009.17 

0.05 

0.01 

0.06 

0.02 

0.22 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.082 

0.004 

0.078 

0.195 

249.93 

Over Exploited 

Belvi 

0826000703206900 

0.04 

0.00 

434.60 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.010 

371.82 

Over Exploited 

Bharev 

0826000703201700 

0.04 

0.27 

376.90 

0.32 

0.01 

0.33 

0.06 

0.75 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.392 

0.020 

0.372 

0.347 

93.18 

Critical 

Bhatiya 

0826000703200700 

0.04 

0.03 

543.44 

0.03 

- 

0.03 

0.05 

0.67 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.045 

0.002 

0.042 

0.039 

91.80 

Critical 

Bheema Gaon 

0826000703208700 

0.02 

0.00 

1,453.77 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhootiya 

0826000703206400 

0.02 

0.00 

1,736.36 

0.00 

- 

0.00 

0.05 

0.78 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.034 

4,138.61 

Over Exploited 



0.04 

0.11 

105.96 

0.13 

- 

0.13 

0.05 

0.78 

- 

- 

- 

- 

- 

- 

- 

0.127 

0.006 

0.121 

0.029 

24.40 

Safe 

Borka Pani 

0826000703201600 

0.04 

0.17 

297.29 

0.20 

0.00 

0.20 

0.06 

0.75 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.218 

0.011 

0.207 

0.067 

32.18 

Safe 

Chakmal 

0829001103708600 

0.06 

0.03 

353.70 

0.04 

0.00 

0.04 

0.04 

0.48 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.043 

0.002 

0.040 

0.016 

40.61 

Safe 

Chauhanon Ka Khera 

0826000703211400 

0.02 

0.01 

134.81 

0.02 

- 

0.02 

0.05 

0.75 

- 

- 

0.0227 

0.0273 

- 

0.050 

0.050 

0.066 

0.003 

0.063 

0.028 

44.97 

Safe 

Dabi Khera 

0826000703209700 

0.02 

0.00 

362.90 

0.00 

- 

0.00 

0.01 

0.18 

- 

- 

0.0121 

0.0125 

- 

0.025 

0.025 

0.026 

0.001 

0.025 

0.010 

38.11 

Safe 

Dai Ka Khera 

0826000703206000 

0.02 

0.00 

3,626.37 

0.00 

0.01 

0.01 

0.05 

0.71 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.030 

0.002 

0.029 

0.084 

291.25 

Over Exploited 



0.04 

0.04 

93.40 

0.05 

- 

0.05 

0.05 

0.75 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.062 

0.003 

0.059 

0.051 

87.30 

Semi Critical 

Dani Talai 

0826000703200900 

0.04 

0.02 

1,028.62 

0.02 

- 

0.02 

0.03 

0.38 

- 

- 

- 

- 

- 

- 

- 

0.024 

0.001 

0.023 

0.033 

146.21 

Over Exploited 



0.04 

0.01 

1,270.88 

0.01 

- 

0.01 

0.02 

0.31 

- 

- 

- 

- 

- 

- 

- 

0.015 

0.001 

0.014 

0.025 

177.13 

Over Exploited 

Das Ka Gurha 

0826000703209800 

0.02 

0.01 

960.75 

0.01 

- 

0.01 

0.02 

0.23 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.064 

388.09 

Over Exploited 



0.02 

0.04 

270.01 

0.04 

0.01 

0.05 

0.04 

0.56 

- 

0.0300 

0.0827 

0.0996 

- 

0.212 

0.212 

0.267 

0.013 

0.253 

0.163 

64.41 

Safe 

Dhalawar 

0829001103707800 

0.06 

0.03 

547.07 

0.03 

- 

0.03 

0.03 

0.36 

- 

- 

- 

- 

- 

- 

- 

0.031 

0.002 

0.029 

0.027 

90.07 

Critical 

Dhamniya Jageer 

0826000703206300 

0.04 

0.08 

142.86 

0.10 

0.01 

0.11 

0.05 

0.75 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.137 

0.007 

0.130 

0.149 

114.75 

Over Exploited 

Dhamniya Khalsa 

0826000703206200 

0.04 

0.09 

37.36 

0.11 

- 

0.11 

0.05 

0.75 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.121 

0.006 

0.115 

0.087 

76.02 

Semi Critical 

Dhar 

0826000703201000 

0.04 

0.00 

7,107.67 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.02 

0.01 

408.41 

0.01 

- 

0.01 

0.04 

0.60 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.002 

27.08 

Safe 



0.04 

0.12 

1,077.98 

0.14 

- 

0.14 

0.02 

0.25 

- 

- 

- 

- 

- 

- 

- 

0.141 

0.007 

0.134 

0.038 

28.27 

Safe 



0.04 

0.45 

465.35 

0.53 

- 

0.53 

0.04 

0.52 

- 

- 

- 

- 

- 

- 

- 

0.535 

0.027 

0.508 

0.078 

15.42 

Safe 

Dhariawad (CT) 

0826000742605000 

0.02 

0.01 

2,540.99 

0.01 

0.01 

0.02 

0.01 

0.18 

- 

0.0400 

0.0412 

0.0425 

0.007 

0.131 

0.131 

0.151 

0.008 

0.144 

0.379 

263.08 

Over Exploited 

Gadriyawas 

0829001103707700 

0.06 

0.00 

17,227.82 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ghata 

0826000703206700 

0.02 

0.00 

1,481.83 

0.00 

- 

0.00 

0.03 

0.38 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.011 

0.042 

403.76 

Over Exploited 



0.02 

0.00 

56.63 

0.00 

- 

0.00 

0.05 

0.78 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

2,768.51 

Over Exploited 



0.04 

0.18 

28.58 

0.22 

- 

0.22 

0.05 

0.76 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.228 

0.011 

0.217 

0.064 

29.53 

Safe 

Jaya Khera 

0826000703208600 

0.02 

0.00 

1,597.74 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.018 

4,102.46 

Over Exploited 

Jharna 

0826000703206100 

0.04 

0.01 

23.71 

0.02 

0.00 

0.02 

0.05 

0.76 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.018 

0.001 

0.017 

0.002 

9.53 

Safe 

Kalakhet 

0826000703201200 

0.04 

0.00 

41,158.66 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

8,567.32 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Kali Bheet 

0826000703200100 

0.04 

0.00 

39,909.28 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.030 

26,738.49 

Over Exploited 

Kalyanpura 

0826000703209900 

0.02 

0.03 

430.49 

0.03 

0.02 

0.05 

0.05 

0.73 

- 

0.0700 

0.0472 

0.0569 

- 

0.174 

0.174 

0.228 

0.011 

0.216 

0.382 

176.71 

Over Exploited 

Kandela 

0826000703201900 

0.04 

0.02 

540.36 

0.02 

- 

0.02 

0.03 

0.46 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.029 

0.001 

0.027 

0.032 

117.82 

Over Exploited 

Karnagarh 

0826000703206600 

0.02 

0.00 

133.21 

0.00 

- 

0.00 

0.05 

0.79 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.02 

0.03 

46.69 

0.04 

0.00 

0.04 

0.05 

0.75 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.037 

0.002 

0.035 

0.007 

20.61 

Safe 

Kel Ki Kui 

0826000703205900 

0.04 

0.03 

134.22 

0.04 

- 

0.04 

0.05 

0.74 

- 

- 

- 

- 

- 

- 

- 

0.040 

0.002 

0.038 

0.012 

32.00 

Safe 

Khokhoriya 

0826000703201100 

0.04 

0.01 

1,808.91 

0.02 

- 

0.02 

0.02 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.015 

0.001 

0.014 

0.010 

69.84 

Safe 

Laku Ka Lewa 

0826000703200800 

0.04 

0.00 

43,833.12 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.01 

2,389.88 

0.01 

- 

0.01 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.038 

546.96 

Over Exploited 

Lalpura 

0826000703206800 

0.02 

0.00 

(100.00) 

0.00 

- 

0.00 

0.03 

0.37 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.017 

######### 

Over Exploited 



0.04 

0.01 

71.75 

0.01 

- 

0.01 

0.03 

0.38 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.009 

158.20 

Over Exploited 

Lasadiya 

0826000703205000 

0.04 

0.03 

1,104.54 

0.04 

0.01 

0.05 

0.02 

0.21 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.081 

0.004 

0.077 

0.158 

205.97 

Over Exploited 

Makanpura 

0829001103708500 

0.06 

0.02 

232.20 

0.03 

- 

0.03 

0.06 

0.77 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.038 

0.002 

0.036 

0.033 

91.58 

Critical 

Manpura 

0826000703201500 

0.04 

0.13 

217.28 

0.15 

0.00 

0.15 

0.06 

0.76 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.153 

0.008 

0.146 

0.049 

33.73 

Safe 

Mau 

0826000703213600 

0.02 

0.00 

941.34 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

0.0047 

0.0056 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.001 

6.83 

Safe 

Muniya 

0826000703210000 

0.02 

0.00 

35,285.32 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.02 

0.01 

949.90 

0.01 

0.01 

0.02 

0.02 

0.31 

- 

0.0300 

0.0263 

0.0253 

- 

0.082 

0.082 

0.101 

0.005 

0.096 

0.139 

144.63 

Over Exploited 

Nalwa 

0826000703211300 

0.02 

0.00 

1,963.56 

0.00 

0.01 

0.01 

0.01 

0.21 

- 

0.0300 

0.0127 

0.0153 

- 

0.058 

0.058 

0.071 

0.004 

0.067 

0.178 

265.09 

Over Exploited 

Napaniya 

0826000703202300 

0.04 

0.02 

863.01 

0.02 

- 

0.02 

0.03 

0.36 

- 

- 

- 

- 

- 

- 

- 

0.021 

0.001 

0.020 

0.021 

109.17 

Over Exploited 

Pai Madli 

0826000703205800 

0.02 

0.00 

350.91 

0.00 

- 

0.00 

0.03 

0.35 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

10,593.10 

Over Exploited 



0.04 

0.01 

656.12 

0.01 

- 

0.01 

0.01 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.007 

96.03 

Critical 

Pancha Gurha 

0826000703208900 

0.02 

0.00 

856.15 

0.00 

- 

0.00 

0.01 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.027 

873.26 

Over Exploited 



0.02 

0.00 

5,996.26 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0014 

0.0017 

- 

0.003 

0.003 

0.003 

0.000 

0.003 

0.000 

6.86 

Safe 

Payron Ka Khera 

0829001103708100 

0.04 

0.00 

5,465.53 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

4,213.61 

Over Exploited 



0.06 

0.06 

255.07 

0.08 

0.01 

0.09 

0.06 

0.71 

- 

0.0300 

- 

- 

0.001 

0.032 

0.032 

0.119 

0.006 

0.113 

0.147 

129.92 

Over Exploited 

Peepala Pani 

0826000703205600 

0.04 

0.00 

31,440.95 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Relmahuri 

082600070320200C 

2.161 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.003 

4.24 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Relwara 

0826000703202200 

0.861 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.034 

4.78 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.02 


Shivpura 

0829001103708800 

0.489 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.014 

6.16 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.01 


Tajela 

0829001103708200 

0.834 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.753 

6.18 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.03 

0.003 

0.64 

0.51 







Non-command 

Gneisses(B.G.C) 

0.010 

6.18 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Takhatpura 

0826000703200600 

1.041 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.392 

6.13 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.01 

0.001 

0.26 

0.21 


Tatakiya 

0826000703202100 

3.559 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.108 

4.53 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.11 

0.05 

0.003 

0.21 

0.19 


Udaibhanpura 

0826000703210100 

4.118 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

1.148 

2.10 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.03 

0.004 

0.21 

0.18 


Umarkota 

0826000703206500 

2.473 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.473 

2.17 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.12 

0.03 

0.007 

0.71 

0.61 

09003017 

Amli Khora 

0829001203720600 

2.936 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.758 

3.52 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.22 

0.00 

0.006 

0.64 

0.28 


Amli Phalan 

0829001203717800 

2.574 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.571 

3.27 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.24 

0.08 

0.006 

0.68 

0.30 


Baori Khera 

0829001203720300 

8.969 

Fresh 

Non-command 

Non-command 

Deccan Traps 

8.904 

3.59 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.34 

0.59 

0.11 

0.020 

0.70 

0.40 


Bara Varda 

0829001203718400 

15.428 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.151 

3.41 

0.012 

0.12 

0.03 

0.00 

0.00 

0.01 

0.41 

0.72 

0.45 

0.018 

0.37 

0.21 







Non-command 

Deccan Traps 

7.186 

3.41 

0.010 

0.07 

0.02 

0.00 

0.00 

0.00 

0.29 

0.51 

0.28 

0.016 

0.33 

0.19 


Barol 

0829001003690800 

5.719 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.064 

3.09 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Shale 

0.145 

3.09 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.02 


Bhagwanpura 

0829001203720200 

1.760 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.760 

4.00 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.13 

0.05 

0.004 

0.71 

0.43 


Bihara 

0829001203719900 

4.370 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.271 

4.38 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.05 

0.05 


Bilya Rundi 

0829001203723800 

1.340 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.340 

3.74 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.11 

0.00 

0.003 

0.69 

0.32 


Bujhon Ka Ganwa 

0829001203718500 

2.147 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.147 

3.75 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.16 

0.15 

0.005 

0.73 

0.49 


Chamalawada 

0829001203717200 

5.392 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.014 

3.00 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Charpoton Ka Pathar 

0829001203714500 

2.188 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.180 

3.16 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.18 

0.03 

0.005 

0.68 

0.30 


Chhayan Jageer 

0829001003696200 

1.711 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.622 

2.96 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.01 

0.002 

0.26 

0.17 







Non-command 

Shale 

1.027 

2.96 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.01 

0.003 

0.43 

0.28 


Chhayan Kalan 

0829001003695700 

1.375 

Fresh 

Non-command 

Non-command 

Shale 

0.350 

3.54 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.02 

0.001 

0.19 

0.14 


Chirwa 

0829001203713500 

1.391 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.391 

2.23 

0.012 

0.06 

0.02 

0.00 

0.00 

0.00 

0.08 

0.12 

0.25 

0.003 

0.72 

0.47 


Chowkri 

0829001203724000 

2.637 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.000 

4.55 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Daikaniya 

0829001203718200 

8.707 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.000 

3.20 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Deccan Traps 

8.530 

3.20 

0.010 

0.08 

0.02 

0.00 

0.00 

0.00 

0.33 

0.72 

0.31 

0.019 

0.67 

0.31 


Dalelpur Mota 

0829001203721000 

1.077 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.072 

3.37 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.11 

0.02 

0.002 

0.68 

0.29 


Dhamotar 

0829001203724100 

8.515 

Fresh 

Non-command 

Non-command 

Deccan Traps 

7.203 

4.92 

0.010 

0.08 

0.01 

0.00 

0.00 

0.01 

0.41 

0.55 

0.31 

0.016 

0.63 

0.47 


Dhaula Pani 

0829001003690700 

10.646 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.437 

1.63 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.04 

0.001 

0.03 

0.03 


Dhudali @ Tanda 

0829001203724300 

2.817 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.210 

4.99 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.06 

0.06 


Guman Pura Chhota 

0829001203717700 

0.435 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.435 

3.38 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.03 

0.01 

0.001 

0.68 

0.29 


Gumanpura Bara 

0829001203717900 

0.418 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.418 

3.39 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.06 

0.03 

0.001 

0.68 

0.30 


Hanuman Chauraya 

0829001203718300 

1.261 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.261 

2.86 

0.012 

0.14 

0.03 

0.00 

0.00 

0.00 

0.15 

0.28 

0.55 

0.003 

0.70 

0.39 


Havaniya Rundi 

0829001203720500 

1.023 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.993 

3.57 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.08 

0.00 

0.002 

0.67 

0.31 


Inton Ka Talab 

0829001003690400 

7.266 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.007 

1.68 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jakhli 

0829001203714300 

1.304 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.027 

3.04 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.09 

0.03 

0.002 

0.54 

0.26 


Jhantla 

0829001203714600 

2.968 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.958 

3.09 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.08 

0.06 

0.002 

0.22 

0.10 


Joda Mahuda 

0829001003696000 

0.587 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.540 

2.86 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.06 

0.01 

0.001 

0.64 

0.35 


Jora Mahoora Kundaliya 

0829001203714000 

2.927 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.924 

2.94 

0.012 

0.09 

0.02 

0.00 

0.00 

0.00 

0.17 

0.34 

0.34 

0.006 

0.69 

0.36 







Non-command 

Deccan Traps 

0.003 

2.94 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kala Khet 

0829001003696100 

3.848 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.685 

2.51 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.25 

0.07 

0.007 

0.50 

0.31 


Kalsiya 

0829001203723900 

2.031 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.031 

4.30 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.17 

0.00 

0.004 

0.69 

0.35 


Kalyanpura 

0829001203714900 

0.245 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.047 

3.12 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.13 

0.06 



0829001003696400 

1.533 

Fresh 

Non-command 

Non-command 

Shale 

0.032 

3.79 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.01 


Kesharpura 

0829001203714800 

0.940 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.281 

3.15 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.04 

0.02 

0.001 

0.20 

0.09 


Khakhri Khera No.2 

0829001203717600 

0.711 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.704 

3.31 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.05 

0.01 

0.002 

0.67 

0.29 


Kheejan Khera 

0829001203718100 

1.937 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.919 

3.33 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.14 

0.00 

0.004 

0.67 

0.30 


Khera Nahar Singh Mata 

0829001203713900 

2.579 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.579 

2.92 

0.012 

0.07 

0.02 

0.00 

0.00 

0.02 

0.12 

0.23 

0.26 

0.006 

0.70 

0.37 


Kheriyado 

0829001203720400 

2.090 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.084 

3.58 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.15 

0.00 

0.005 

0.69 

0.35 


Khoriya 

0829001203721100 

3.538 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.268 

3.17 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.04 

0.04 

0.001 

0.05 

0.02 


Kishanpuriya 

0829001003695800 

0.901 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.004 

2.88 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Shale 

0.639 

2.88 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.00 

0.002 

0.53 

0.38 


Kulmipura 

0829001203724200 

3.779 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.310 

5.07 

0.010 

0.11 

0.02 

0.00 

0.00 

0.00 

0.26 

0.27 

0.44 

0.007 

0.69 

0.66 


Kunda Ka Tapra 

0829001203723700 

1.161 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.161 

3.96 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.10 

0.00 

0.003 

0.68 

0.31 


Kundwa Rundi 

0829001203720900 

0.357 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.357 

3.43 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.03 

0.00 

0.001 

0.68 

0.30 


Madhura Talab 

0829001203713400 

16.416 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

10.648 

2.60 

0.012 

0.17 

0.04 

0.00 

0.00 

0.04 

0.42 

0.61 

0.65 

0.023 

0.48 

0.33 







Non-command 

Deccan Traps 

3.420 

2.60 

0.010 

0.04 

0.01 

0.00 

0.00 

0.08 

0.04 

0.06 

0.15 

0.008 

0.15 

0.11 


Mahoori Khera 

0829001203720100 

4.022 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.005 

3.74 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.17 

0.24 

0.09 

0.009 

0.73 

0.52 


Meriya Kheri 

0829001203714100 

3.905 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.772 

3.03 

0.012 

0.02 

0.01 

0.00 

0.00 

0.00 

0.04 

0.08 

0.08 

0.002 

0.14 

0.06 







Non-command 

Deccan Traps 

2.986 

3.03 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.14 

0.30 

0.23 

0.007 

0.53 

0.25 


Nagpura 

0829001203721200 

1.132 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.863 

3.23 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.09 

0.03 

0.002 

0.52 

0.22 


Nakor 

0829001203718900 

14.114 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.353 

3.43 

0.010 

0.03 

0.01 

0.00 

0.00 

0.09 

0.01 

0.01 

0.11 

0.005 

0.13 

0.10 


Nalwa 

0829001203718600 

4.222 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.222 

3.61 

0.010 

0.03 

0.01 

0.00 

0.00 

0.05 

0.12 

0.16 

0.13 

0.009 

0.75 

0.58 


Narayan Khera 

0829001203723600 

4.764 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.932 

4.09 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.16 

0.00 

0.004 

0.28 

0.13 


Naya Tapra 

0829001203718000 

0.548 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.548 

3.31 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.06 

0.03 

0.001 

0.68 

0.30 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Relmahuri 

0826000703202000 

0.04 

0.00 

177,747.73 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Relwara 

0826000703202200 

0.04 

0.00 

9,830.64 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Shivpura 

0829001103708800 

0.06 

0.00 

9,980.74 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Tajela 

0829001103708200 

0.04 

0.02 

393.33 

0.02 

- 

0.02 

0.05 

0.70 

- 

- 

- 

- 

- 

- 

- 

0.025 

0.001 

0.023 

0.034 

144.20 

Over Exploited 



0.06 

0.00 

23,556.51 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Takhatpura 

0826000703200600 

0.04 

0.00 

1,333.43 

0.00 

- 

0.00 

0.02 

0.29 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.015 

362.34 

Over Exploited 

Tatakiya 

0826000703202100 

0.04 

0.01 

1,243.72 

0.01 

- 

0.01 

0.02 

0.23 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.020 

0.001 

0.019 

0.049 

259.85 

Over Exploited 

Udaibhanpura 

0826000703210100 

0.02 

0.00 

761.13 

0.01 

- 

0.01 

0.02 

0.22 

- 

0.0100 

0.0217 

0.0209 

- 

0.053 

0.053 

0.058 

0.003 

0.055 

0.032 

57.42 

Safe 

Umarkota 

0826000703206500 

0.04 

0.06 

95.28 

0.08 

- 

0.08 

0.05 

0.77 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.085 

0.004 

0.081 

0.036 

45.01 

Safe 

Amli Khora 

0829001203720600 

0.03 

0.05 

377.54 

0.06 

0.00 

0.06 

0.06 

0.70 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.055 

0.003 

0.053 

0.006 

11.55 

Safe 

Amli Phalan 

0829001203717800 

0.03 

0.05 

424.64 

0.05 

- 

0.05 

0.06 

0.74 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.065 

0.003 

0.061 

0.082 

133.07 

Over Exploited 

Baori Khera 

0829001203720300 

0.03 

0.16 

264.44 

0.20 

0.01 

0.21 

0.06 

0.76 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.225 

0.011 

0.214 

0.125 

58.19 

Safe 

Bara Varda 

0829001203718400 

0.02 

0.06 

1,087.80 

0.07 

0.04 

0.11 

0.03 

0.41 

- 

0.0800 

- 

- 

0.017 

0.097 

0.097 

0.211 

0.011 

0.200 

0.463 

231.27 

Over Exploited 



0.03 

0.06 

724.58 

0.07 

0.02 

0.10 

0.03 

0.36 

- 

0.0500 

- 

- 

0.007 

0.057 

0.057 

0.156 

0.008 

0.149 

0.293 

197.15 

Over Exploited 

Barol 

0829001003690800 

0.04 

0.00 

20,342.98 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

5,561.42 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhagwanpura 

0829001203720200 

0.03 

0.03 

305.97 

0.04 

0.00 

0.04 

0.06 

0.77 

- 

0.0100 

- 

- 

0.000 

0.011 

0.011 

0.050 

0.003 

0.048 

0.054 

113.27 

Over Exploited 

Bihara 

0829001203719900 

0.03 

0.00 

5,963.63 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.021 

5,072.07 

Over Exploited 

Bilya Rundi 

0829001203723800 

0.03 

0.02 

350.73 

0.03 

- 

0.03 

0.06 

0.75 

- 

- 

- 

- 

- 

- 

- 

0.029 

0.001 

0.027 

0.003 

10.82 

Safe 

Bujhon Ka Ganwa 

0829001203718500 

0.03 

0.04 

292.37 

0.05 

0.01 

0.06 

0.06 

0.79 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.095 

0.005 

0.090 

0.155 

172.10 

Over Exploited 

Chamalawada 

0829001203717200 

0.03 

0.00 

149,034.70 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Charpoton Ka Pathar 

0829001203714500 

0.03 

0.04 

357.22 

0.05 

0.00 

0.05 

0.06 

0.74 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.047 

0.002 

0.044 

0.030 

67.31 

Safe 

Chhayan Jageer 

0829001003696200 

0.04 

0.01 

785.15 

0.01 

- 

0.01 

0.02 

0.28 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.007 

0.013 

168.20 

Over Exploited 



0.06 

0.03 

230.35 

0.03 

0.00 

0.04 

0.04 

0.47 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.037 

0.002 

0.035 

0.015 

41.74 

Safe 

Chhayan Kalan 

0829001003695700 

0.06 

0.00 

1,003.13 

0.01 

0.00 

0.01 

0.02 

0.21 

- 

- 

- 

- 

0.000 

- 

- 

0.005 

0.000 

0.005 

0.024 

489.52 

Over Exploited 

Chirwa 

0829001203713500 

0.02 

0.02 

496.42 

0.02 

0.02 

0.04 

0.06 

0.78 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.094 

0.005 

0.089 

0.249 

278.48 

Over Exploited 

Chowkri 

0829001203724000 

0.03 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Daikaniya 

0829001203718200 

0.02 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.15 

386.57 

0.18 

0.02 

0.20 

0.06 

0.73 

- 

0.0600 

- 

- 

0.002 

0.063 

0.063 

0.263 

0.013 

0.250 

0.326 

130.45 

Over Exploited 

Dalelpur Mota 

0829001203721000 

0.03 

0.02 

462.94 

0.02 

- 

0.02 

0.06 

0.74 

- 

- 

- 

- 

- 

- 

- 

0.023 

0.001 

0.022 

0.019 

89.86 

Semi Critical 

Dhamotar 

0829001203724100 

0.03 

0.12 

362.86 

0.14 

0.02 

0.17 

0.05 

0.68 

- 

0.0400 

- 

- 

0.021 

0.061 

0.061 

0.227 

0.011 

0.216 

0.328 

151.97 

Over Exploited 

Dhaula Pani 

0829001003690700 

0.04 

0.00 

5,099.21 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.044 

6,978.67 

Over Exploited 

Dhudali @ Tanda 

0829001203724300 

0.03 

0.00 

2,900.89 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

2,227.45 

Over Exploited 

Guman Pura Chhota 

0829001203717700 

0.03 

0.01 

339.83 

0.01 

- 

0.01 

0.06 

0.74 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.009 

0.014 

158.86 

Over Exploited 

Gumanpura Bara 

0829001203717900 

0.03 

0.01 

652.22 

0.01 

- 

0.01 

0.06 

0.74 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.019 

0.001 

0.018 

0.035 

194.64 

Over Exploited 

Hanuman Chauraya 

0829001203718300 

0.02 

0.02 

1,451.25 

0.02 

0.03 

0.05 

0.06 

0.76 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.151 

0.008 

0.144 

0.553 

384.57 

Over Exploited 

Havaniya Rundi 

0829001203720500 

0.03 

0.02 

341.46 

0.02 

- 

0.02 

0.06 

0.72 

- 

- 

- 

- 

- 

- 

- 

0.021 

0.001 

0.020 

0.002 

11.13 

Safe 

Inton Ka Talab 

0829001003690400 

0.04 

0.00 

133,593.60 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jakhli 

0829001203714300 

0.03 

0.01 

500.52 

0.02 

- 

0.02 

0.05 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.027 

0.001 

0.026 

0.036 

139.28 

Over Exploited 

Jhantla 

0829001203714600 

0.03 

0.01 

1,435.85 

0.01 

- 

0.01 

0.02 

0.24 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.057 

361.41 

Over Exploited 

Joda Mahuda 

0829001003696000 

0.04 

0.01 

311.71 

0.02 

- 

0.02 

0.06 

0.70 

- 

- 

- 

- 

- 

- 

- 

0.017 

0.001 

0.016 

0.012 

77.66 

Semi Critical 

Jora Mahoora Kundaliya 

0829001203714000 

0.02 

0.04 

730.47 

0.05 

0.02 

0.07 

0.06 

0.75 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.129 

0.006 

0.122 

0.348 

284.93 

Over Exploited 



0.03 

0.00 

340,184.25 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kala Khet 

0829001003696100 

0.04 

0.05 

360.77 

0.06 

- 

0.06 

0.04 

0.54 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.075 

0.004 

0.071 

0.077 

107.91 

Over Exploited 

Kalsiya 

0829001203723900 

0.03 

0.04 

362.45 

0.04 

0.00 

0.04 

0.06 

0.75 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.045 

0.002 

0.043 

0.004 

10.43 

Safe 

Kalyanpura 

0829001203714900 

0.03 

0.00 

1,986.73 

0.00 

- 

0.00 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

2,275.69 

Over Exploited 


0829001003696400 

0.06 

0.00 

11,114.53 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

8,651.95 

Over Exploited 

Kesharpura 

0829001203714800 

0.03 

0.00 

2,687.79 

0.00 

0.00 

0.00 

0.02 

0.22 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.002 

0.000 

0.002 

0.022 

934.70 

Over Exploited 

Khakhri Khera No.2 

0829001203717600 

0.03 

0.01 

326.44 

0.01 

0.00 

0.02 

0.06 

0.73 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.016 

0.001 

0.015 

0.010 

62.19 

Safe 

Kheejan Khera 

0829001203718100 

0.03 

0.03 

327.91 

0.04 

- 

0.04 

0.06 

0.73 

- 

- 

- 

- 

- 

- 

- 

0.040 

0.002 

0.038 

0.004 

10.99 

Safe 

Khera Nahar Singh Mata 

0829001203713900 

0.02 

0.04 

528.92 

0.04 

0.04 

0.08 

0.06 

0.76 

- 

0.0500 

- 

- 

0.031 

0.082 

0.082 

0.166 

0.008 

0.157 

0.270 

171.32 

Over Exploited 

Kheriyado 

0829001203720400 

0.03 

0.04 

290.79 

0.05 

- 

0.05 

0.06 

0.75 

- 

- 

- 

- 

- 

- 

- 

0.045 

0.002 

0.043 

0.005 

10.71 

Safe 

Khoriya 

0829001203721100 

0.03 

0.00 

11,793.22 

0.00 

- 

0.00 

0.00 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.010 

0.001 

0.010 

0.043 

429.80 

Over Exploited 

Kishanpuriya 

0829001003695800 

0.04 

0.00 

56,776.67 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.02 

140.51 

0.03 

- 

0.03 

0.04 

0.57 

- 

- 

- 

- 

- 

- 

- 

0.026 

0.001 

0.024 

0.002 

6.40 

Safe 

Kulmipura 

0829001203724200 

0.03 

0.06 

346.84 

0.07 

0.02 

0.09 

0.05 

0.75 

- 

0.0500 

- 

- 

0.004 

0.054 

0.054 

0.149 

0.007 

0.141 

0.448 

317.41 

Over Exploited 

Kunda Ka Tapra 

0829001203723700 

0.03 

0.02 

389.84 

0.02 

- 

0.02 

0.06 

0.74 

- 

- 

- 

- 

- 

- 

- 

0.025 

0.001 

0.024 

0.003 

10.85 

Safe 

Kundwa Rundi 

0829001203720900 

0.03 

0.01 

347.19 

0.01 

- 

0.01 

0.06 

0.74 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.007 

0.001 

10.91 

Safe 

Madhura Talab 

0829001203713400 

0.02 

0.10 

496.92 

0.12 

0.08 

0.20 

0.04 

0.51 

- 

0.1200 

- 

- 

0.063 

0.183 

0.183 

0.386 

0.019 

0.367 

0.677 

184.76 

Over Exploited 



0.03 

0.01 

314.59 

0.02 

0.09 

0.11 

0.01 

0.17 

- 

0.0300 

- 

- 

0.120 

0.150 

0.150 

0.256 

0.013 

0.243 

0.155 

63.58 

Safe 

Mahoori Khera 

0829001203720100 

0.03 

0.08 

213.93 

0.09 

0.01 

0.10 

0.06 

0.79 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.122 

0.006 

0.116 

0.101 

87.15 

Semi Critical 

Meriya Kheri 

0829001203714100 

0.02 

0.00 

3,724.22 

0.00 

0.01 

0.01 

0.01 

0.15 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.033 

0.002 

0.031 

0.086 

277.41 

Over Exploited 



0.03 

0.04 

624.41 

0.05 

0.01 

0.06 

0.05 

0.57 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.099 

0.005 

0.094 

0.234 

248.19 

Over Exploited 

Nagpura 

0829001203721200 

0.03 

0.01 

650.51 

0.01 

- 

0.01 

0.05 

0.56 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.024 

0.001 

0.023 

0.036 

157.52 

Over Exploited 

Nakor 

0829001203718900 

0.03 

0.01 

72.82 

0.01 

0.10 

0.11 

0.01 

0.14 

- 

0.0200 

- 

- 

0.134 

0.155 

0.155 

0.264 

0.013 

0.250 

0.115 

46.01 

Safe 

Nalwa 

0829001203718600 

0.03 

0.08 

93.80 

0.10 

0.06 

0.16 

0.06 

0.81 

- 

0.0200 

- 

- 

0.074 

0.094 

0.094 

0.253 

0.013 

0.240 

0.136 

56.68 

Safe 

Narayan Khera 

0829001203723600 

0.03 

0.01 

1,049.03 

0.02 

0.00 

0.02 

0.02 

0.30 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.024 

0.001 

0.023 

0.004 

18.39 

Safe 

Naya Tapra 

0829001203718000 

0.03 

0.01 

563.58 

0.01 

- 

0.01 

0.06 

0.74 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.011 

0.026 

236.86 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Parkhanda 

0829001203720700 

0.612 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.607 

3.57 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.05 

0.00 

0.001 

0.67 

0.29 


Peeplitapra 

0829001203723500 

1.239 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.239 

3.77 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.11 

0.00 

0.003 

0.68 

0.30 


Pipala Pani 

0829001203714400 

0.398 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.398 

3.10 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.05 

0.03 

0.001 

0.68 

0.31 


Ratee Rundi 

0829001003696300 

0.942 

Fresh 

Non-command 

Non-command 

Shale 

0.076 

3.78 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.06 

0.04 


Ratniya Kheri 

0829001203721300 

2.638 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.006 

2.72 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rohan Khera 

0829001203718700 

4.299 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.343 

3.74 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.04 

0.003 

0.25 

0.22 


Saba Khera No.l 

0829001203717400 

1.443 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.138 

3.20 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.000 

0.06 

0.03 


Saba Khera No.2 

0829001203717500 

0.916 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.385 

3.28 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.001 

0.29 

0.12 


Saga Magri 

0829001203713600 

2.437 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.437 

2.79 

0.012 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.18 

0.14 

0.005 

0.72 

0.44 


Semalon Ka Khera 

0829001203714700 

1.108 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.067 

3.19 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.08 

0.01 

0.002 

0.66 

0.29 


Semlop 

0829001203723400 

6.445 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.506 

3.46 

0.010 

0.10 

0.01 

0.00 

0.00 

0.00 

0.24 

0.56 

0.40 

0.010 

0.47 

0.21 


Sewra 

0829001203713800 

3.396 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.311 

2.73 

0.012 

0.06 

0.01 

0.00 

0.00 

0.00 

0.16 

0.27 

0.22 

0.007 

0.69 

0.39 


Shikargah 

0829001203714200 

0.880 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.430 

2.97 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.001 

0.34 

0.17 







Non-command 

Deccan Traps 

0.449 

2.97 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.03 

0.01 

0.001 

0.35 

0.18 


Siya Kheri 

0829001003695900 

7.322 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.520 

1.74 

0.020 

0.17 

0.04 

0.00 

0.00 

0.00 

0.32 

0.44 

0.65 

0.014 

0.56 

0.40 


Talaya 

0829001203713700 

3.999 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.999 

2.74 

0.012 

0.04 

0.01 

0.00 

0.00 

0.01 

0.16 

0.26 

0.14 

0.009 

0.71 

0.42 


Tayari 

0829001203720800 

0.553 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.551 

3.48 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.04 

0.02 

0.001 

0.68 

0.29 


Teela 

0829001203720000 

20.225 

Fresh 

Non-command 

Non-command 

Deccan Traps 

19.041 

4.01 

0.010 

0.09 

0.01 

0.00 

0.00 

0.00 

0.84 

0.98 

0.29 

0.042 

0.73 

0.62 


Ummedpura 

0829001203715500 

0.625 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.053 

3.16 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.06 

0.03 


Unta Khera 

0829001203713300 

4.932 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.251 

2.43 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.04 

0.03 







Non-command 

Deccan Traps 

1.233 

2.43 

0.010 

0.01 

0.00 

0.00 

0.00 

0.01 

0.03 

0.04 

0.05 

0.003 

0.19 

0.14 

Sub Basin: Mahi | 

09004018 

Ambapara 

0828000303442900 

1.061 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.686 

3.52 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.10 

0.07 

0.004 

0.63 

0.38 


Ambawaj 

0828000303440800 

1.225 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.225 

3.14 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.13 

0.02 

0.007 

0.98 

0.59 


Ambeerama 

0829001303765300 

9.820 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.951 

5.41 

0.010 

0.15 

0.02 

0.00 

0.00 

0.00 

0.50 

0.83 

0.56 

0.024 

0.68 

0.42 


Badli Khera 

0828000103406500 

2.326 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.310 

3.14 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.19 

0.02 

0.011 

0.85 

0.53 


Beo 

0829001303764100 

7.415 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.308 

3.16 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.33 

0.00 

0.021 

0.76 

0.48 


Bhagi Deri 

0828000303440400 

1.229 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.229 

2.60 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.13 

0.06 

0.007 

0.98 

0.59 


Bhaison Ki Nal 

0829001303765100 

2.323 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.132 

4.80 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.20 

0.08 

0.007 

0.89 

0.54 


Bhameri 

0828000103406000 

7.643 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.922 

2.31 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.26 

0.04 

0.019 

0.43 

0.26 


Bhat Bhamriya 

0829001303765000 

2.575 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.085 

3.66 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.18 

0.16 

0.007 

0.79 

0.48 


Bhoori Ghata 

0829001303764200 

1.824 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.479 

3.19 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.04 

0.005 

0.74 

0.46 


Chhayan Bari 

0828000303439500 

2.481 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.481 

1.92 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.16 

0.02 

0.014 

0.98 

0.59 


Chhoti Chhayan 

0828000303440600 

0.549 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.549 

3.04 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.00 

0.003 

0.98 

0.59 


Danpur 

0828000303443300 

13.066 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.070 

3.55 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.000 

0.01 

0.00 


Daulatpura 

0828000303439300 

1.820 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.820 

1.89 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.13 

0.06 

0.010 

0.98 

0.59 


Derkeeya 

0828000303441300 

0.712 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.712 

2.94 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.08 

0.02 

0.004 

0.98 

0.59 


Garh 

0828000303441600 

1.239 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.922 

3.55 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.11 

0.04 

0.005 

0.73 

0.44 


Ghori 

0828000303428800 

3.009 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.916 

2.94 

0.018 

0.05 

0.01 

0.00 

0.00 

0.00 

0.19 

0.31 

0.18 

0.016 

0.83 

0.51 


Got Ka Mahura 

0828000303439400 

1.031 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.031 

2.21 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.08 

0.02 

0.006 

0.98 

0.59 


Hameerpura 

0829001303764500 

5.632 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.763 

3.00 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.14 

0.01 

0.009 

0.47 

0.29 


Harnathpura 

0828000303440900 

0.867 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.699 

3.30 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.08 

0.03 

0.004 

0.79 

0.47 


Haro 

0828000103405300 

5.277 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.169 

1.42 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

-0.02 

0.01 

0.001 

0.03 

0.02 


Hiriya Garhi 

0828000303441500 

2.734 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.728 

3.54 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.30 

0.03 

0.015 

0.97 

0.59 


Jahanpura 

0828000303441400 

4.443 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.443 

3.22 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.28 

0.47 

0.13 

0.024 

0.98 

0.59 


Jhanjhiyamal 

0828000303441700 

2.439 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.095 

3.58 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.04 

0.02 


Joona Khera 

0828000303439900 

0.671 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.671 

2.01 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.07 

0.08 

0.004 

0.98 

0.59 


Jormiya 

0828000303439000 

3.042 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.042 

2.03 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.20 

0.02 

0.017 

0.97 

0.59 


Kadwali 

0828000303439700 

1.221 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.221 

1.95 

0.018 

0.02 

0.01 

0.00 

0.00 

0.00 

0.05 

0.09 

0.08 

0.007 

0.98 

0.59 


Kagwa 

0828000303440500 

0.940 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.940 

2.86 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.10 

0.04 

0.005 

0.98 

0.59 


Kangarh 

0829001303764600 

11.198 

Fresh 

Non-command 

Non-command 

Deccan Traps 

8.896 

4.02 

0.010 

0.11 

0.02 

0.00 

0.00 

0.01 

0.44 

0.72 

0.40 

0.030 

0.77 

0.47 


Karchhi 

0828000303443000 

1.928 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.928 

3.48 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.23 

0.05 

0.011 

0.98 

0.59 


Kelwani 

0828000303438900 

1.607 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.607 

2.25 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.12 

0.02 

0.009 

0.97 

0.59 


Khadiyawani 

0828000103406300 

1.132 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.083 

2.97 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.02 

0.005 

0.81 

0.51 


Kharwara 

0828000103406400 

2.098 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.007 

3.33 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.17 

0.02 

0.010 

0.82 

0.52 


Koibao 

0828000303439200 

1.498 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.498 

1.90 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.10 

0.04 

0.008 

0.98 

0.59 


Kumharon Ka Pathar 

0829001303763900 

0.390 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.242 

3.18 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.001 

0.58 

0.36 


Kundal 

0828000303438700 

9.758 

Fresh 

Non-command 

Non-command 

Deccan Traps 

9.720 

3.30 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.58 

0.95 

0.03 

0.053 

0.93 

0.57 


Lalpura 

0829001303764800 

7.895 

Fresh 

Non-command 

Non-command 

Deccan Traps 

7.629 

2.12 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.18 

0.30 

0.09 

0.026 

0.94 

0.57 


Lambi Sadar 

0828000303440700 

1.761 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.283 

3.33 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.14 

0.03 

0.007 

0.71 

0.43 


Leeliya 

0829001303761300 

4.597 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.373 

3.33 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.00 

0.005 

0.26 

0.17 


Luhar Khali 

0829001303765200 

6.263 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.374 

3.52 

0.010 

0.11 

0.02 

0.00 

0.00 

0.00 

0.28 

0.46 

0.40 

0.018 

0.84 

0.50 


Makanpura 

0828000303438800 

8.410 

Fresh 

Non-command 

Non-command 

Deccan Traps 

8.340 

2.85 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.45 

0.74 

0.04 

0.045 

0.96 

0.58 


Mana Peepli 

0829001303764400 

1.420 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.040 

2.74 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.02 

0.004 

0.70 

0.43 


Mandvi 

0828000103405600 

3.884 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.098 

2.37 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.000 

0.02 

0.01 







Non-command 

Deccan Traps 

3.183 

2.37 

0.015 

0.02 

0.00 

0.00 

0.00 

0.03 

0.10 

0.16 

0.05 

0.015 

0.69 

0.43 


Manpura Kalan 

0829001303763500 

3.858 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.377 

4.01 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.14 

0.10 

0.005 

0.34 

0.21 


Mokam Pura 

0828000303441200 

0.923 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.923 

2.73 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.09 

0.02 

0.005 

0.98 

0.59 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Parkhanda 

0829001203720700 

0.03 

0.01 

367.99 

0.01 

- 

0.01 

0.06 

0.73 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.012 

0.001 

10.99 

Safe 

Peeplitapra 

0829001203723500 

0.03 

0.02 

383.11 

0.03 

0.00 

0.03 

0.06 

0.74 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.027 

0.001 

0.025 

0.003 

10.70 

Safe 

Pipala Pani 

0829001203714400 

0.03 

0.01 

589.45 

0.01 

- 

0.01 

0.06 

0.74 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.001 

0.018 

0.030 

170.05 

Over Exploited 

Ratee Rundi 

0829001003696300 

0.06 

0.00 

2,658.60 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

952.14 

Over Exploited 

Ratniya Kheri 

0829001203721300 

0.03 

0.00 

213,034.75 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rohan Khera 

0829001203718700 

0.03 

0.01 

661.92 

0.01 

0.00 

0.01 

0.02 

0.26 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.021 

0.001 

0.020 

0.039 

191.95 

Over Exploited 

Saba Khera No.l 

0829001203717400 

0.03 

0.00 

4,185.77 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

3,121.65 

Over Exploited 

Saba Khera No.2 

0829001203717500 

0.03 

0.00 

760.20 

0.00 

0.00 

0.01 

0.03 

0.31 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.008 

0.000 

0.008 

0.005 

61.63 

Safe 

Saga Magri 

0829001203713600 

0.02 

0.03 

415.85 

0.04 

0.01 

0.05 

0.06 

0.78 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.082 

0.004 

0.078 

0.143 

184.17 

Over Exploited 

Semalon Ka Khera 

0829001203714700 

0.03 

0.02 

320.44 

0.02 

0.00 

0.02 

0.06 

0.71 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.022 

0.001 

0.021 

0.015 

72.26 

Semi Critical 

Semlop 

0829001203723400 

0.03 

0.06 

907.95 

0.07 

0.01 

0.08 

0.04 

0.52 

- 

0.0700 

- 

- 

0.002 

0.072 

0.072 

0.150 

0.007 

0.142 

0.406 

284.94 

Over Exploited 

Sewra 

0829001203713800 

0.02 

0.05 

498.97 

0.05 

0.01 

0.07 

0.06 

0.75 

- 

0.0400 

- 

- 

0.003 

0.043 

0.043 

0.109 

0.005 

0.104 

0.229 

220.71 

Over Exploited 

Shikargah 

0829001203714200 

0.02 

0.00 

957.84 

0.00 

- 

0.00 

0.03 

0.37 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.012 

359.94 

Over Exploited 



0.03 

0.00 

547.40 

0.00 

- 

0.00 

0.03 

0.38 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.012 

254.05 

Over Exploited 

Siya Kheri 

0829001003695900 

0.04 

0.12 

257.93 

0.15 

0.04 

0.19 

0.05 

0.60 

- 

0.1200 

- 

- 

0.004 

0.124 

0.124 

0.316 

0.016 

0.300 

0.666 

222.02 

Over Exploited 

Talaya 

0829001203713700 

0.02 

0.06 

363.50 

0.07 

0.02 

0.08 

0.06 

0.77 

- 

0.0300 

- 

- 

0.008 

0.038 

0.038 

0.121 

0.006 

0.115 

0.153 

133.11 

Over Exploited 

Tayari 

0829001203720800 

0.03 

0.01 

356.43 

0.01 

- 

0.01 

0.06 

0.74 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.011 

0.018 

164.60 

Over Exploited 

Teela 

0829001203720000 

0.03 

0.36 

172.22 

0.43 

0.01 

0.45 

0.06 

0.78 

- 

0.0500 

- 

- 

0.007 

0.057 

0.057 

0.504 

0.025 

0.478 

0.331 

69.17 

Safe 

Ummedpura 

0829001203715500 

0.03 

0.00 

4,737.93 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Unta Khera 

0829001203713300 

0.02 

0.00 

5,043.95 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.013 

5,779.86 

Over Exploited 



0.03 

0.01 

632.50 

0.01 

0.01 

0.01 

0.01 

0.20 

- 

0.0100 

- 

- 

0.011 

0.021 

0.021 

0.035 

0.002 

0.033 

0.049 

146.48 

Over Exploited 


Sub Basin: Mahi | 

Ambapara 

0828000303442900 

0.05 

0.02 

418.47 

0.02 

- 

0.02 

0.03 

0.67 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.034 

0.002 

0.032 

0.071 

219.15 

Over Exploited 

Ambawaj 

0828000303440800 

0.05 

0.06 

133.13 

0.07 

- 

0.07 

0.05 

1.03 

- 

- 

- 

- 

- 

- 

- 

0.066 

0.003 

0.063 

0.024 

37.60 

Safe 

Ambeerama 

0829001303765300 

0.04 

0.19 

329.02 

0.23 

0.02 

0.25 

0.04 

0.72 

- 

0.1000 

- 

- 

0.003 

0.103 

0.103 

0.355 

0.018 

0.338 

0.581 

171.94 

Over Exploited 

Badli Khera 

0828000103406500 

0.03 

0.06 

220.78 

0.07 

- 

0.07 

0.05 

0.91 

- 

- 

- 

- 

- 

- 

- 

0.071 

0.004 

0.067 

0.033 

49.21 

Safe 

Beo 

0829001303764100 

0.04 

0.19 

71.26 

0.23 

- 

0.23 

0.05 

0.81 

- 

- 

- 

- 

- 

- 

- 

0.233 

0.012 

0.222 

0.021 

9.65 

Safe 

Bhagi Deri 

0828000303440400 

0.05 

0.06 

127.89 

0.07 

- 

0.07 

0.05 

1.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.077 

0.004 

0.073 

0.066 

90.40 

Critical 

Bhaison Ki Nal 

0829001303765100 

0.04 

0.08 

162.58 

0.09 

- 

0.09 

0.05 

0.94 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.103 

0.005 

0.097 

0.084 

86.42 

Semi Critical 

Bhameri 

0828000103406000 

0.03 

0.05 

403.20 

0.06 

0.00 

0.06 

0.03 

0.46 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.074 

0.004 

0.070 

0.062 

87.92 

Semi Critical 

Bhat Bhamriya 

0829001303765000 

0.04 

0.07 

164.58 

0.08 

0.01 

0.09 

0.04 

0.83 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.120 

0.006 

0.114 

0.170 

149.06 

Over Exploited 

Bhoori Ghata 

0829001303764200 

0.04 

0.04 

15,722.35 

0.05 

- 

0.05 

0.04 

0.78 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.062 

0.003 

0.059 

0.048 

81.50 

Semi Critical 

Chhayan Bari 

0828000303439500 

0.05 

0.11 

39.26 

0.13 

- 

0.13 

0.05 

1.03 

- 

- 

- 

- 

- 

- 

- 

0.134 

0.007 

0.127 

0.031 

23.98 

Safe 

Chhoti Chhayan 

0828000303440600 

0.05 

0.02 

96.97 

0.03 

- 

0.03 

0.05 

1.03 

- 

- 

- 

- 

- 

- 

- 

0.030 

0.001 

0.028 

0.003 

10.61 

Safe 

Danpur 

0828000303443300 

0.05 

0.00 

42,978.19 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Daulatpura 

0828000303439300 

0.05 

0.08 

63.17 

0.10 

- 

0.10 

0.05 

1.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.108 

0.005 

0.103 

0.074 

71.94 

Semi Critical 

Derkeeya 

0828000303441300 

0.05 

0.03 

141.71 

0.04 

- 

0.04 

0.05 

1.03 

- 

- 

- 

- 

- 

- 

- 

0.039 

0.002 

0.037 

0.021 

57.06 

Safe 

Garh 

0828000303441600 

0.05 

0.03 

262.17 

0.04 

- 

0.04 

0.04 

0.77 

- 

- 

- 

- 

- 

- 

- 

0.037 

0.002 

0.035 

0.047 

133.52 

Over Exploited 

Ghori 

0828000303428800 

0.05 

0.11 

177.24 

0.13 

0.01 

0.14 

0.05 

0.88 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.174 

0.009 

0.165 

0.192 

116.32 

Over Exploited 

Got Ka Mahura 

0828000303439400 

0.05 

0.05 

78.92 

0.06 

- 

0.06 

0.05 

1.03 

- 

- 

- 

- 

- 

- 

- 

0.056 

0.003 

0.053 

0.023 

42.78 

Safe 

Hameerpura 

0829001303764500 

0.04 

0.05 

108,290.25 

0.06 

- 

0.06 

0.03 

0.50 

- 

- 

- 

- 

- 

- 

- 

0.063 

0.003 

0.060 

0.014 

24.07 

Safe 

Harnathpura 

0828000303440900 

0.05 

0.03 

230.66 

0.03 

- 

0.03 

0.04 

0.83 

- 

- 

- 

- 

- 

- 

- 

0.030 

0.002 

0.029 

0.029 

99.48 

Critical 

Haro 

0828000103405300 

0.03 

0.00 

(11,766.48) 

0.00 

0.01 

0.01 

0.00 

0.03 

- 

- 

- 

- 

0.020 

0.020 

0.020 

0.033 

0.002 

0.032 

0.008 

24.60 

Safe 

Hiriya Garhi 

0828000303441500 

0.05 

0.12 

143.68 

0.15 

- 

0.15 

0.05 

1.02 

- 

- 

- 

- 

- 

- 

- 

0.147 

0.007 

0.139 

0.049 

35.07 

Safe 

Jahanpura 

0828000303441400 

0.05 

0.20 

133.27 

0.24 

0.01 

0.25 

0.05 

1.03 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.270 

0.014 

0.257 

0.158 

61.68 

Safe 

Jhanjhiyamal 

0828000303441700 

0.05 

0.00 

5,879.28 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Joona Khera 

0828000303439900 

0.05 

0.03 

140.18 

0.04 

- 

0.04 

0.05 

1.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.046 

0.002 

0.044 

0.080 

181.21 

Over Exploited 

Jormiya 

0828000303439000 

0.05 

0.14 

43.83 

0.16 

- 

0.16 

0.05 

1.02 

- 

- 

- 

- 

- 

- 

- 

0.163 

0.008 

0.155 

0.034 

21.66 

Safe 

Kadwali 

0828000303439700 

0.05 

0.06 

56.84 

0.07 

0.01 

0.08 

0.05 

1.03 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.096 

0.005 

0.091 

0.091 

99.38 

Critical 

Kagwa 

0828000303440500 

0.05 

0.04 

124.22 

0.05 

- 

0.05 

0.05 

1.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.061 

0.003 

0.058 

0.047 

81.53 

Semi Critical 

Kangarh 

0829001303764600 

0.04 

0.28 

160.00 

0.33 

0.03 

0.36 

0.04 

0.81 

- 

0.0800 

- 

- 

0.014 

0.094 

0.094 

0.454 

0.023 

0.431 

0.431 

99.98 

Critical 

Karchhi 

0828000303443000 

0.05 

0.09 

163.27 

0.10 

- 

0.10 

0.05 

1.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.114 

0.006 

0.109 

0.061 

55.74 

Safe 

Kelwani 

0828000303438900 

0.05 

0.07 

69.49 

0.09 

- 

0.09 

0.05 

1.02 

- 

- 

- 

- 

- 

- 

- 

0.086 

0.004 

0.082 

0.026 

31.58 

Safe 

Khadiyawani 

0828000103406300 

0.03 

0.03 

253.17 

0.03 

- 

0.03 

0.05 

0.86 

- 

- 

- 

- 

- 

- 

- 

0.031 

0.002 

0.030 

0.027 

91.23 

Critical 

Kharwara 

0828000103406400 

0.03 

0.05 

253.71 

0.06 

0.00 

0.06 

0.05 

0.87 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.059 

0.003 

0.056 

0.032 

56.44 

Safe 

Koibao 

0828000303439200 

0.05 

0.07 

47.69 

0.08 

- 

0.08 

0.05 

1.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.091 

0.005 

0.086 

0.050 

58.24 

Safe 

Kumharon Ka Pathar 

0829001303763900 

0.04 

0.01 

401.55 

0.01 

- 

0.01 

0.03 

0.61 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.006 

0.025 

385.86 

Over Exploited 

Kundal 

0828000303438700 

0.05 

0.41 

130.20 

0.50 

- 

0.50 

0.05 

0.98 

- 

- 

- 

- 

- 

- 

- 

0.498 

0.025 

0.473 

0.078 

16.50 

Safe 

Lalpura 

0829001303764800 

0.04 

0.29 

3.35 

0.30 

0.01 

0.31 

0.05 

0.99 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.332 

0.017 

0.316 

0.112 

35.44 

Safe 

Lambi Sadar 

0828000303440700 

0.05 

0.04 

235.43 

0.05 

- 

0.05 

0.04 

0.75 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.061 

0.003 

0.058 

0.041 

71.27 

Semi Critical 

Leeliya 

0829001303761300 

0.04 

0.01 

387.36 

0.02 

- 

0.02 

0.02 

0.28 

- 

- 

- 

- 

- 

- 

- 

0.017 

0.001 

0.016 

0.005 

28.21 

Safe 

Luhar Khali 

0829001303765200 

0.04 

0.18 

154.27 

0.22 

0.02 

0.24 

0.04 

0.88 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.318 

0.016 

0.302 

0.419 

138.61 

Over Exploited 

Makanpura 

0828000303438800 

0.05 

0.37 

101.31 

0.44 

- 

0.44 

0.05 

1.01 

- 

- 

- 

- 

- 

- 

- 

0.440 

0.022 

0.418 

0.087 

20.94 

Safe 

Mana Peepli 

0829001303764400 

0.04 

0.03 

114.29 

0.04 

- 

0.04 

0.04 

0.74 

- 

- 

- 

- 

- 

- 

- 

0.035 

0.002 

0.034 

0.023 

67.10 

Safe 

Mandvi 

0828000103405600 

0.04 

0.00 

6,550.83 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.07 

143.54 

0.08 

0.03 

0.11 

0.04 

0.73 

- 

0.0100 

- 

- 

0.051 

0.061 

0.061 

0.174 

0.009 

0.165 

0.065 

39.56 

Safe 

Manpura Kalan 

0829001303763500 

0.04 

0.02 

626.51 

0.02 

- 

0.02 

0.02 

0.36 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.043 

0.002 

0.041 

0.106 

259.81 

Over Exploited 

Mokam Pura 

0828000303441200 

0.05 

0.04 

116.58 

0.05 

- 

0.05 

0.05 

1.03 

- 

- 

- 

- 

- 

- 

- 

0.050 

0.002 

0.047 

0.022 

46.46 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Mothiya 

0829001303765400 

4.544 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.724 

5.36 

0.010 

0.08 

0.01 

0.00 

0.00 

0.00 

0.22 

0.35 

0.32 

0.009 

0.58 

0.35 


Nandi Khera 

0829001303763700 

3.237 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.422 

3.13 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.09 

0.03 

0.005 

0.41 

0.26 


Nawa Khera 

0828000303440300 

0.956 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.956 

2.43 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.08 

0.04 

0.005 

0.98 

0.59 


Negariya 

0828000303440000 

0.797 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.797 

2.14 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.08 

0.06 

0.004 

0.98 

0.59 


Parthipura 

0828000103406200 

4.808 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.803 

2.55 

0.015 

0.01 

0.00 

0.00 

0.00 

0.05 

0.14 

0.23 

0.03 

0.023 

0.84 

0.52 


Peepalda 

0828000103406600 

5.992 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.016 

3.67 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ranpur 

0828000103405700 

0.226 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.167 

1.85 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

-0.01 

0.00 

0.001 

0.62 

0.38 


Reechhri 

0829001303761500 

1.547 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.150 

3.15 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.001 

0.09 

0.06 


Retiya 

0828000303439600 

0.850 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.850 

1.88 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.02 

0.005 

0.98 

0.59 


Rohaniya 

0828000103405800 

3.160 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.001 

1.55 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Roonjiya 

0828000303441000 

0.974 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.974 

3.41 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.11 

0.03 

0.005 

0.98 

0.59 


Roonjiya Para 

0828000303441100 

1.498 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.489 

2.91 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.14 

0.03 

0.008 

0.97 

0.58 


Roopgarh 

0829001303764000 

0.372 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.085 

3.16 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.21 

0.13 


Sagron Ka Khera 

0829001303763800 

1.178 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.024 

3.18 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.01 


Saliya 

0828000103405400 

0.839 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.002 

2.22 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sarkot 

0829001303764700 

14.660 

Fresh 

Non-command 

Non-command 

Deccan Traps 

9.687 

4.52 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.49 

0.80 

0.19 

0.033 

0.64 

0.39 


Sarsi Khera 

0828000303440100 

1.401 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.401 

1.96 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.10 

0.03 

0.008 

0.98 

0.59 


Sat Rudiya 

0828000303440200 

0.909 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.909 

2.14 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.07 

0.02 

0.005 

0.98 

0.59 


Surajpura 

0828000303439800 

0.699 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.699 

1.89 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.06 

0.04 

0.004 

0.98 

0.59 


Tamtiya 

0828000303443100 

1.867 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.847 

3.44 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.10 

0.02 

0.005 

0.44 

0.27 


Tejpur 

0828000303428900 

33.242 

Fresh 

Non-command 

Non-command 

Deccan Traps 

25.482 

3.28 

0.018 

0.16 

0.02 

0.00 

0.00 

0.00 

1.60 

2.64 

0.47 

0.139 

0.68 

0.41 


Thakra 

0828000103406100 

2.715 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.421 

1.95 

0.015 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.01 

0.007 

0.44 

0.27 


Tilgari 

0828000303438500 

5.119 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.566 

3.54 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.38 

0.03 

0.019 

0.67 

0.41 


Ubapan 

0828000303438600 

2.624 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.624 

3.41 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.28 

0.03 

0.014 

0.97 

0.58 


Uthel 

0829001303763300 

4.276 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.054 

4.65 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Veerpura 

0829001303764300 

4.650 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.490 

3.06 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.22 

0.09 

0.012 

0.70 

0.43 


Wara 

0828000303439100 

1.981 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.981 

2.21 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.16 

0.07 

0.011 

0.98 

0.59 

09004019 

Amarpura 

0828000303433500 

1.497 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

1.497 

0.63 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.06 

0.04 

0.008 

0.98 

0.59 


Amli Khera 

0828000303427500 

4.010 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.464 

0.98 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.003 

0.10 

0.06 


Arniya 

0828000303425700 

4.610 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.537 

0.31 

0.023 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.04 

0.008 

0.31 

0.19 







Command 

Gneisses(B.G.C) 

3.072 

0.31 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.07 

0.07 

0.017 

0.62 

0.39 







Command 

Limestone 

0.002 

0.31 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Badliya 

0828000103403200 

3.542 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

3.042 

0.46 

0.018 

0.09 

0.02 

0.00 

0.00 

0.00 

0.09 

0.15 

0.35 

0.019 

0.80 

0.50 







Command 

Gneisses(B.G.C) 

0.500 

0.46 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.04 

0.06 

0.003 

0.13 

0.08 


Badrel Jageer 

0828000303449900 

2.823 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.055 

4.03 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.02 

0.01 







Non-command 

Deccan Traps 

0.404 

4.03 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.04 

0.002 

0.13 

0.09 


Bakhatpura 

0828000303447100 

1.944 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.076 

4.30 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.04 

0.02 


Banswara (m+og) 

0828000342802000 

5.695 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.044 

2.00 

0.025 

1.09 

0.00 

0.00 

0.00 

0.00 

1.24 

2.06 

0.02 

3.289 

0.53 

0.32 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

1.846 

2.00 

0.025 

0.66 

0.00 

0.00 

0.00 

0.00 

0.75 

1.25 

0.02 

1.995 

0.32 

0.19 


Banswara (rural) 

0828000303435100 

0.461 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.461 

0.90 

0.025 

0.08 

0.02 

0.00 

0.00 

0.00 

0.07 

0.12 

0.32 

0.003 

0.99 

0.59 


Barbadiya 

0828000103403800 

3.991 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.796 

0.98 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.005 

0.17 

0.11 


Bargaon 

0828000303431000 

6.589 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

6.589 

0.68 

0.025 

0.05 

0.01 

0.00 

0.00 

0.01 

0.14 

0.24 

0.17 

0.036 

0.98 

0.59 


Bari Daylan 

0828000303432800 

0.900 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.900 

0.73 

0.025 

0.01 

0.00 

0.00 

0.00 

0.03 

0.00 

0.00 

0.04 

0.005 

0.99 

0.59 


Bari Saiyatalai 

0828000303432700 

0.520 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.290 

1.75 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.04 

0.04 

0.002 

0.55 

0.33 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.125 

1.75 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.24 

0.14 


Barleeya 

0828000303431300 

2.087 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.039 

0.78 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.01 







Command 

Limestone 

2.048 

0.78 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.03 

0.011 

0.91 

0.59 


Baroda 

0828000303436200 

5.826 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.642 

2.67 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.07 

0.01 

0.004 

0.10 

0.06 







Non-command 

Deccan Traps 

0.292 

2.67 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.002 

0.05 

0.03 


Barodiya 

0828000403470600 

7.424 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.469 

1.34 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.02 

0.011 

0.17 

0.13 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.402 

1.34 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.02 

0.010 

0.16 

0.12 







Command 

Limestone 

0.393 

1.34 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.003 

0.05 

0.03 


Barwi 

0828000303432500 

0.962 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.558 

1.97 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.03 

0.003 

0.57 

0.34 


Bassi Makwana 

0828000303448200 

0.684 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.684 

-0.04 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.004 

0.92 

0.61 


Bhachariya 

0828000303431800 

8.451 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

8.451 

0.26 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.14 

0.07 

0.046 

0.97 

0.59 


Bhagat Pura 

0828000303426300 

2.506 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

2.506 

0.60 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.00 

0.014 

0.93 

0.58 


Bhandariya (rural) 

0828000303435200 

4.807 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.422 

1.18 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.07 

0.01 

0.008 

0.29 

0.18 







Non-command 

Deccan Traps 

0.001 

1.18 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

3.360 

1.18 

0.025 

0.01 

0.00 

0.00 

0.00 

0.03 

0.07 

0.12 

0.02 

0.018 

0.69 

0.41 


Bhanwarkara 

0828000303426700 

0.362 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.362 

0.33 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.002 

0.96 

0.58 


Bhapor 

0828000303435400 

1.221 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.746 

1.42 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.03 

0.004 

0.60 

0.36 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.258 

1.42 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.001 

0.21 

0.13 


Bhatwara 

0828000303424900 

6.443 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.720 

0.87 

0.023 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.04 

0.03 

0.004 

0.10 

0.06 







Command 

Gneisses(B.G.C) 

0.123 

0.87 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.01 







Command 

Limestone 

3.995 

0.87 

0.030 

0.05 

0.01 

0.00 

0.00 

0.00 

0.14 

0.21 

0.18 

0.022 

0.55 

0.36 


Bhawanpura (rural) 

0828000303435000 

0.360 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.343 

1.20 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.002 

0.94 

0.57 


Bheelwan 

0828000303426100 

2.281 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.549 

0.44 

0.023 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.003 

0.23 

0.14 







Command 

Gneisses(B.G.C) 

1.731 

0.44 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.010 

0.72 

0.44 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Mothiya 

0829001303765400 

0.04 

0.06 

451.85 

0.08 

0.01 

0.09 

0.03 

0.61 

- 

0.0600 

- 

- 

0.001 

0.061 

0.061 

0.149 

0.007 

0.141 

0.329 

233.36 

Over Exploited 

Nandi Khera 

0829001303763700 

0.04 

0.02 

268.56 

0.03 

- 

0.03 

0.02 

0.44 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.039 

0.002 

0.037 

0.034 

92.25 

Critical 

Nawa Khera 

0828000303440300 

0.05 

0.04 

95.94 

0.05 

- 

0.05 

0.05 

1.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.062 

0.003 

0.059 

0.047 

80.49 

Semi Critical 

Negariya 

0828000303440000 

0.05 

0.04 

131.08 

0.04 

- 

0.04 

0.05 

1.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.053 

0.003 

0.050 

0.063 

125.57 

Over Exploited 

Parthipura 

0828000103406200 

0.03 

0.12 

90.07 

0.15 

0.05 

0.20 

0.05 

0.90 

- 

0.0100 

- 

- 

0.078 

0.088 

0.088 

0.286 

0.014 

0.272 

0.052 

19.21 

Safe 

Peepalda 

0828000103406600 

0.03 

0.00 

131,774.72 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ranpur 

0828000103405700 

0.03 

0.00 

(412.51) 

0.00 

0.01 

0.01 

0.04 

0.66 

- 

- 

- 

- 

0.016 

0.016 

0.016 

0.029 

0.001 

0.027 

0.001 

2.96 

Safe 

Reechhri 

0829001303761500 

0.04 

0.00 

1,288.89 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Retiya 

0828000303439600 

0.05 

0.04 

64.87 

0.05 

- 

0.05 

0.05 

1.03 

- 

- 

- 

- 

- 

- 

- 

0.046 

0.002 

0.044 

0.022 

49.59 

Safe 

Rohaniya 

0828000103405800 

0.03 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Roonjiya 

0828000303441000 

0.05 

0.04 

158.80 

0.05 

- 

0.05 

0.05 

1.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.063 

0.003 

0.060 

0.039 

65.98 

Safe 

Roonjiya Para 

0828000303441100 

0.05 

0.07 

114.12 

0.08 

- 

0.08 

0.05 

1.02 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.090 

0.005 

0.086 

0.042 

49.25 

Safe 

Roopgarh 

0829001303764000 

0.04 

0.00 

504.26 

0.00 

- 

0.00 

0.01 

0.22 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.005 

651.66 

Over Exploited 

Sagron Ka Khera 

0829001303763800 

0.04 

0.00 

7,148.38 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Saliya 

0828000103405400 

0.04 

0.00 

86,535.05 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sarkot 

0829001303764700 

0.04 

0.25 

217.64 

0.30 

0.01 

0.31 

0.03 

0.67 

- 

0.0400 

- 

- 

0.004 

0.044 

0.044 

0.357 

0.018 

0.339 

0.227 

66.89 

Safe 

Sarsi Khera 

0828000303440100 

0.05 

0.06 

53.03 

0.08 

- 

0.08 

0.05 

1.03 

- 

- 

- 

- 

- 

- 

- 

0.076 

0.004 

0.072 

0.033 

45.36 

Safe 

Sat Rudiya 

0828000303440200 

0.05 

0.04 

78.88 

0.05 

- 

0.05 

0.05 

1.03 

- 

- 

- 

- 

- 

- 

- 

0.049 

0.002 

0.047 

0.022 

47.01 

Safe 

Surajpura 

0828000303439800 

0.05 

0.03 

74.96 

0.04 

- 

0.04 

0.05 

1.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.048 

0.002 

0.045 

0.046 

100.91 

Over Exploited 

Tamtiya 

0828000303443100 

0.05 

0.02 

486.44 

0.02 

- 

0.02 

0.02 

0.47 

- 

- 

- 

- 

- 

- 

- 

0.021 

0.001 

0.020 

0.022 

109.37 

Over Exploited 

Tejpur 

0828000303428900 

0.05 

0.79 

232.48 

0.95 

0.02 

0.97 

0.04 

0.72 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

1.061 

0.053 

1.008 

0.609 

60.39 

Safe 

Thakra 

0828000103406100 

0.03 

0.02 

73.18 

0.02 

0.02 

0.04 

0.03 

0.47 

- 

- 

- 

- 

0.033 

0.033 

0.033 

0.077 

0.004 

0.073 

0.014 

18.99 

Safe 

Tilgari 

0828000303438500 

0.05 

0.11 

247.02 

0.13 

- 

0.13 

0.04 

0.71 

- 

- 

- 

- 

- 

- 

- 

0.132 

0.007 

0.126 

0.053 

42.47 

Safe 

Ubapan 

0828000303438600 

0.05 

0.12 

136.17 

0.14 

- 

0.14 

0.05 

1.02 

- 

- 

- 

- 

- 

- 

- 

0.141 

0.007 

0.134 

0.048 

36.16 

Safe 

Uthel 

0829001303763300 

0.04 

0.00 

15,383.65 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

17,594.60 

Over Exploited 

Veerpura 

0829001303764300 

0.04 

0.10 

11,730.08 

0.12 

- 

0.12 

0.04 

0.74 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.126 

0.006 

0.119 

0.098 

81.87 

Semi Critical 

Wara 

0828000303439100 

0.05 

0.09 

80.43 

0.11 

- 

0.11 

0.05 

1.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.117 

0.006 

0.111 

0.078 

70.19 

Semi Critical 

Amarpura 

0828000303433500 

0.04 

0.06 

(6.14) 

0.06 

- 

0.06 

0.06 

1.04 

- 

0.0100 

0.0093 

0.0604 

- 

0.080 

0.080 

0.135 

0.007 

0.128 

0.048 

37.69 

Safe 

Amli Khera 

0828000303427500 

0.04 

0.00 

948.59 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.003 

122.20 

Over Exploited 

Arniya 

0828000303425700 

0.06 

0.03 

15.02 

0.03 

- 

0.03 

0.02 

0.33 

- 

0.0100 

0.0111 

0.0620 

- 

0.083 

0.083 

0.116 

0.006 

0.110 

0.049 

44.91 

Safe 



0.04 

0.08 

(8.79) 

0.07 

- 

0.07 

0.04 

0.66 

- 

0.0100 

0.0223 

0.1240 

- 

0.156 

0.156 

0.226 

0.011 

0.214 

0.089 

41.50 

Safe 



0.07 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Badliya 

0828000103403200 

0.06 

0.15 

3.92 

0.15 

0.02 

0.17 

0.05 

0.85 

- 

0.0600 

0.0220 

0.1228 

- 

0.205 

0.205 

0.377 

0.019 

0.358 

0.365 

101.89 

Over Exploited 



0.05 

0.00 

948.53 

0.00 

- 

0.00 

0.01 

0.14 

- 

0.0100 

0.0036 

0.0202 

- 

0.034 

0.034 

0.038 

0.002 

0.036 

0.060 

165.84 

Over Exploited 

Badrel Jageer 

0828000303449900 

0.04 

0.00 

21,180.28 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

18,233.44 

Over Exploited 



0.09 

0.00 

1,127.89 

0.01 

- 

0.01 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.015 

0.045 

300.45 

Over Exploited 

Bakhatpura 

0828000303447100 

0.04 

0.00 

11,436.16 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Banswara (m+og) 

0828000342802000 

0.04 

0.06 

3,121.40 

0.08 

- 

0.08 

0.03 

0.56 

- 

- 

- 

- 

- 

- 

- 

0.077 

0.004 

0.073 

3.306 

4,528.74 

Over Exploited 



0.04 

0.02 

5,200.38 

0.03 

0.00 

0.03 

0.02 

0.34 

- 

- 

0.0115 

0.0745 

0.001 

0.087 

0.087 

0.115 

0.006 

0.110 

2.012 

1,836.83 

Over Exploited 

Banswara (rural) 

0828000303435100 

0.04 

0.02 

543.15 

0.02 

0.02 

0.04 

0.06 

1.05 

- 

0.0600 

0.0033 

0.0186 

- 

0.082 

0.082 

0.124 

0.006 

0.118 

0.318 

270.14 

Over Exploited 

Barbadiya 

0828000103403800 

0.05 

0.01 

153.92 

0.01 

- 

0.01 

0.01 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.008 

0.005 

58.14 

Safe 

Bargaon 

0828000303431000 

0.04 

0.26 

(7.52) 

0.24 

0.02 

0.26 

0.06 

1.04 

- 

0.0300 

0.0409 

0.2659 

0.010 

0.347 

0.347 

0.603 

0.030 

0.573 

0.203 

35.47 

Safe 

Bari Daylan 

0828000303432800 

0.04 

0.04 

(102.25) 

0.03 

0.03 

0.06 

0.06 

1.05 

- 

0.0100 

0.0065 

0.0363 

0.040 

0.093 

0.093 

0.149 

0.007 

0.141 

0.041 

29.02 

Safe 

Bari Saiyatalai 

0828000303432700 

0.04 

0.01 

490.15 

0.01 

- 

0.01 

0.03 

0.58 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.038 

224.02 

Over Exploited 



0.04 

0.00 

663.23 

0.00 

0.00 

0.00 

0.01 

0.25 

- 

- 

0.0009 

0.0051 

0.000 

0.006 

0.006 

0.007 

0.000 

0.007 

0.009 

122.95 

Over Exploited 

Barleeya 

0828000303431300 

0.04 

0.00 

4,419.66 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0003 

0.0016 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.000 

12.25 

Safe 



0.07 

0.13 

(31.59) 

0.10 

- 

0.10 

0.06 

0.96 

- 

0.0100 

0.0148 

0.0827 

- 

0.108 

0.108 

0.211 

0.011 

0.201 

0.040 

20.06 

Safe 

Baroda 

0828000303436200 

0.04 

0.00 

2,546.28 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.012 

377.05 

Over Exploited 



0.09 

0.00 

1,692.45 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

0.002 

112.35 

Over Exploited 

Barodiya 

0828000403470600 

0.06 

0.01 

289.17 

0.02 

- 

0.02 

0.01 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.018 

0.001 

0.017 

0.033 

194.79 

Over Exploited 



0.06 

0.01 

313.07 

0.02 

- 

0.02 

0.01 

0.17 

- 

- 

0.0102 

0.0566 

- 

0.067 

0.067 

0.083 

0.004 

0.079 

0.032 

41.12 

Safe 



0.04 

0.00 

2,793.79 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

0.0028 

0.0159 

- 

0.019 

0.019 

0.020 

0.001 

0.019 

0.003 

15.75 

Safe 

Barwi 

0828000303432500 

0.04 

0.01 

388.59 

0.02 

- 

0.02 

0.03 

0.61 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.025 

0.001 

0.024 

0.037 

154.22 

Over Exploited 

Bassi Makwana 

0828000303448200 

0.04 

0.03 

- 

0.03 

- 

0.03 

0.06 

0.98 

- 

- 

0.0050 

0.0276 

- 

0.033 

0.033 

0.058 

0.006 

0.052 

0.021 

39.84 

Safe 

Bhachariya 

0828000303431800 

0.04 

0.33 

(57.83) 

0.26 

0.00 

0.26 

0.06 

1.03 

- 

0.0100 

0.0612 

0.3410 

0.000 

0.413 

0.413 

0.674 

0.034 

0.641 

0.117 

18.34 

Safe 

Bhagat Pura 

0828000303426300 

0.04 

0.09 

(34.91) 

0.07 

0.00 

0.07 

0.06 

0.99 

- 

- 

0.0156 

0.1011 

0.000 

0.117 

0.117 

0.192 

0.010 

0.182 

0.014 

7.57 

Safe 

Bhandariya (rural) 

0828000303435200 

0.04 

0.02 

318.19 

0.02 

- 

0.02 

0.02 

0.31 

- 

- 

- 

- 

- 

- 

- 

0.020 

0.001 

0.019 

0.016 

83.63 

Semi Critical 



0.09 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.09 

32.56 

0.11 

0.03 

0.15 

0.04 

0.73 

- 

- 

0.0209 

0.1356 

0.052 

0.209 

0.209 

0.355 

0.018 

0.337 

0.035 

10.52 

Safe 

Bhanwarkara 

0828000303426700 

0.04 

0.01 

54.29 

0.02 

- 

0.02 

0.06 

1.01 

- 

- 

0.0026 

0.0146 

- 

0.017 

0.017 

0.034 

0.002 

0.032 

0.024 

74.62 

Semi Critical 

Bhapor 

0828000303435400 

0.04 

0.01 

2,704.05 

0.02 

- 

0.02 

0.04 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.028 

0.001 

0.026 

0.036 

136.55 

Over Exploited 



0.04 

0.00 

606.07 

0.00 

- 

0.00 

0.01 

0.22 

- 

- 

0.0016 

0.0104 

- 

0.012 

0.012 

0.015 

0.001 

0.014 

0.012 

89.73 

Semi Critical 

Bhatwara 

0828000303424900 

0.06 

0.00 

768.09 

0.01 

- 

0.01 

0.01 

0.11 

- 

0.0100 

0.0052 

0.0290 

- 

0.044 

0.044 

0.049 

0.002 

0.047 

0.033 

70.17 

Semi Critical 



0.04 

0.00 

4,966.81 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0009 

0.0049 

- 

0.006 

0.006 

0.006 

0.000 

0.006 

0.009 

154.77 

Over Exploited 



0.07 

0.15 

39.39 

0.18 

0.01 

0.20 

0.04 

0.59 

- 

0.0300 

0.0289 

0.1612 

0.007 

0.228 

0.228 

0.427 

0.021 

0.406 

0.197 

48.50 

Safe 

Bhawanpura (rural) 

0828000303435000 

0.04 

0.01 

33.05 

0.02 

- 

0.02 

0.06 

0.99 

- 

- 

- 

- 

- 

- 

- 

0.015 

0.001 

0.015 

0.002 

12.86 

Safe 

Bheelwan 

0828000303426100 

0.06 

0.01 

19.00 

0.01 

- 

0.01 

0.01 

0.24 

- 

- 

0.0040 

0.0222 

- 

0.026 

0.026 

0.035 

0.002 

0.033 

0.003 

9.09 

Safe 



0.04 

0.05 

(37.19) 

0.04 

- 

0.04 

0.04 

0.76 

- 

- 

0.0125 

0.0699 

- 

0.082 

0.082 

0.122 

0.006 

0.116 

0.010 

8.22 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Bhojiya Kalan 

082800030344920C 

5.225 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.555 

3.44 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.01 

0.003 

0.10 

0.07 







Non-command 

Deccan Traps 

2.657 

3.44 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.27 

0.07 

0.015 

0.47 

0.32 


Bhoot Para 

082800030345160C 

4.051 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.010 

3.52 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bodigama 

082800040347000C 

5.065 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.060 

1.22 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Bodla 

082800030343450C 

4.830 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

4.126 

0.32 

0.025 

0.05 

0.01 

0.00 

0.00 

0.01 

0.06 

0.09 

0.18 

0.023 

0.79 

0.52 


Bor Khabar 

0828000303451500 

5.750 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.127 

3.58 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.02 


Borkheri @ Chandraveergarh 

0828000303433800 

1.923 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

1.354 

0.57 

0.025 

0.02 

0.01 

0.00 

0.00 

0.00 

0.03 

0.04 

0.09 

0.007 

0.63 

0.44 







Command 

Limestone 

0.522 

0.57 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.03 

0.003 

0.24 

0.17 


Bortalab 

0828000303435900 

1.230 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.150 

3.00 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.05 

0.001 

0.12 

0.07 


Borwat 

0828000303433700 

4.495 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

4.495 

0.79 

0.025 

0.03 

0.01 

0.00 

0.00 

0.00 

0.11 

0.17 

0.10 

0.025 

0.94 

0.61 


Chaubison Ka Parda 

0828000303431500 

2.000 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.328 

0.65 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.14 

0.10 







Command 

Limestone 

1.672 

0.65 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.03 

0.009 

0.73 

0.53 


Cheeb 

0828000303427400 

3.843 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.279 

0.93 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.06 

0.04 


Chhatrasalpur 

0828000303447700 

5.470 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.946 

0.98 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.15 

0.06 

0.016 

0.53 

0.32 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

1.879 

0.98 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.09 

0.04 

0.010 

0.34 

0.20 


Chheench 

0828000403470500 

22.489 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

14.938 

1.23 

0.018 

0.12 

0.02 

0.00 

0.00 

0.01 

0.41 

0.53 

0.32 

0.111 

0.56 

0.44 







Command 

Limestone 

2.496 

1.23 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.14 

0.05 

0.019 

0.09 

0.07 


Chiriyawasa 

0828000303426000 

3.456 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

3.456 

0.38 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.07 

0.12 

0.17 

0.019 

0.96 

0.59 


Chokhla 

0828000403471300 

8.247 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.042 

1.57 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Damarwas 

0828000303447900 

1.536 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.192 

2.32 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.14 

0.08 

0.007 

0.73 

0.47 


Dashahara 

0828000303431700 

2.963 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

2.963 

0.91 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.12 

0.00 

0.016 

0.96 

0.60 


Deoliya 

0828000303425500 

3.708 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

3.708 

-0.11 

0.025 

0.04 

0.01 

0.00 

0.00 

0.02 

0.00 

0.00 

0.15 

0.020 

0.94 

0.59 


Dhamaniya 

0828000303432300 

1.779 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

1.779 

0.48 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.07 

0.08 

0.010 

0.99 

0.59 


Doriya Ki Rel 

0828000303451300 

1.685 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.342 

4.52 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.00 

0.002 

0.18 

0.13 


Fatehpura 

0828000303435800 

0.904 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.551 

2.67 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.08 

0.003 

0.60 

0.36 







Non-command 

Deccan Traps 

0.352 

2.67 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.04 

0.002 

0.38 

0.23 


Gagari 

0828000303427100 

6.481 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.649 

0.56 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.13 

0.13 

0.020 

0.51 

0.31 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.598 

0.56 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.03 

0.003 

0.08 

0.05 


Gamri 

0828000303431600 

5.496 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

4.563 

0.80 

0.025 

0.03 

0.01 

0.00 

0.00 

0.00 

0.11 

0.17 

0.09 

0.025 

0.77 

0.51 







Command 

Limestone 

0.932 

0.80 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.02 

0.005 

0.16 

0.10 


Ganaoo 

0828000303449500 

3.486 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.892 

2.52 

0.025 

0.13 

0.03 

0.00 

0.00 

0.00 

0.28 

0.44 

0.49 

0.016 

0.78 

0.50 







Non-command 

Deccan Traps 

0.057 

2.52 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.01 


Ganpatpura 

0828000303431900 

1.112 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

1.112 

-0.07 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.006 

0.98 

0.59 


Garnawat 

0828000303449000 

1.575 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.575 

1.41 

0.025 

0.03 

0.01 

0.00 

0.00 

0.00 

0.08 

0.11 

0.13 

0.009 

0.90 

0.63 


Gauwapara 

0828000303448700 

0.713 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.358 

3.29 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.06 

0.002 

0.43 

0.33 


Ghalkiya 

0828000303425600 

6.005 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

6.005 

0.14 

0.025 

0.07 

0.01 

0.00 

0.00 

0.04 

0.04 

0.07 

0.23 

0.033 

0.97 

0.59 


Ghata Ki Nal 

0828000103403300 

3.579 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.579 

0.58 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.08 

0.04 

0.022 

0.86 

0.54 


Gorchha 

0828000103403400 

7.882 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.719 

0.99 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.07 

0.010 

0.18 

0.12 


Gordi 

0828000303431100 

4.092 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

4.092 

0.01 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.04 

0.06 

0.17 

0.023 

0.96 

0.59 


Hameerpura 

0828000403470100 

1.349 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.616 

1.26 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.03 

0.005 

0.39 

0.30 







Command 

Limestone 

0.093 

1.26 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.06 

0.05 


Hatkhera 

0828000303430200 

0.979 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.563 

1.45 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.07 

0.07 

0.003 

0.56 

0.34 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.416 

1.45 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.04 

0.05 

0.002 

0.41 

0.25 


Higoliya Gara 

0828000303425200 

2.043 

Fresh 

Mahi Bajaj Sagar 

Command 

Limestone 

2.043 

1.17 

0.030 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.14 

0.13 

0.011 

0.85 

0.58 


Itauwa 

0828000403473300 

10.570 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.034 

3.95 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Deccan Traps 

0.014 

3.95 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jagtarawat Ka Parda 

0828000303448600 

0.981 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.285 

1.93 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.002 

0.25 

0.19 


Jalda 

0828000403470200 

9.046 

Fresh 

Mahi Bajaj Sagar 

Command 

Limestone 

0.030 

1.22 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jamboi 

0828000103402200 

7.054 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.540 

0.78 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.003 

0.06 

0.04 


Janameri 

0828000303432100 

3.201 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

3.201 

0.92 

0.025 

0.10 

0.02 

0.00 

0.00 

0.01 

0.14 

0.23 

0.38 

0.018 

0.99 

0.59 


Janawari 

0828000303432200 

2.163 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

2.163 

1.24 

0.025 

0.06 

0.01 

0.00 

0.00 

0.00 

0.11 

0.19 

0.24 

0.012 

0.99 

0.59 


Jhantla 

0828000303430700 

2.429 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

2.429 

0.69 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.10 

0.07 

0.013 

0.98 

0.59 


Jhoopel 

0828000303449100 

6.186 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.954 

2.77 

0.025 

0.10 

0.02 

0.00 

0.00 

0.00 

0.22 

0.31 

0.39 

0.011 

0.29 

0.20 







Non-command 

Deccan Traps 

2.657 

2.77 

0.018 

0.12 

0.03 

0.00 

0.00 

0.00 

0.22 

0.32 

0.46 

0.015 

0.39 

0.27 


Kakanseja 

0828000303430000 

7.917 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.568 

1.55 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.04 

0.01 

0.003 

0.06 

0.04 


Kalyanpura 

0828000303449700 

1.355 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.823 

3.61 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.13 

0.02 

0.005 

0.57 

0.36 







Non-command 

Deccan Traps 

0.009 

3.61 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 


Kankra Doongri 

0828000303433000 

0.722 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.722 

0.88 

0.025 

0.02 

0.01 

0.00 

0.00 

0.00 

0.03 

0.04 

0.09 

0.004 

0.99 

0.59 


Kareliya 

0828000303436000 

0.343 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.343 

3.38 

0.018 

0.03 

0.01 

0.00 

0.00 

0.00 

0.04 

0.07 

0.10 

0.002 

0.97 

0.59 


Kevalpura (rural) 

0828000303434900 

3.405 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.314 

0.63 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.002 

0.09 

0.05 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

3.090 

0.63 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.10 

0.00 

0.017 

0.89 

0.54 


Kharwali 

0828000303447500 

3.442 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.007 

3.73 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kher Dabra 

0828000303427200 

7.212 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.335 

0.90 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.04 

0.02 


Kundla Kalan 

0828000303436100 

3.586 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.703 

3.93 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.10 

0.02 

0.004 

0.19 

0.11 


Kundla Khurd 

0828000303444800 

6.705 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.021 

4.63 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Deccan Traps 

0.102 

4.63 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 


Kunwala Ki Dhani 

0828000303424800 

0.691 

Fresh 

Mahi Bajaj Sagar 

Command 

Limestone 

0.368 

1.15 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.04 

0.002 

0.46 

0.30 


Kupra 

0828000303432000 

4.141 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

4.141 

0.51 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.12 

0.05 

0.023 

0.98 

0.59 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Bhojiya Kalan 

0828000303449200 

0.04 

0.00 

3,162.01 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.002 

0.014 

571.91 

Over Exploited 



0.09 

0.11 

137.56 

0.13 

- 

0.13 

0.03 

0.50 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.144 

0.007 

0.137 

0.087 

63.29 

Safe 

Bhoot Para 

0828000303451600 

0.09 

0.00 

39,724.80 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bodigama 

0828000403470000 

0.06 

0.00 

4,645.75 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0003 

0.0016 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.000 

24.08 

Safe 

Bodla 

0828000303434500 

0.04 

0.13 

(29.57) 

0.10 

0.02 

0.13 

0.05 

0.84 

- 

0.0300 

0.0256 

0.1665 

0.018 

0.240 

0.240 

0.366 

0.018 

0.348 

0.202 

57.95 

Safe 

Bor Khabar 

0828000303451500 

0.09 

0.00 

4,497.61 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Borkheri @ Chandraveergarh 

0828000303433800 

0.04 

0.03 

9.63 

0.04 

0.01 

0.05 

0.04 

0.67 

- 

0.0200 

0.0098 

0.0546 

0.005 

0.089 

0.089 

0.140 

0.007 

0.133 

0.095 

71.67 

Semi Critical 



0.07 

0.01 

207.24 

0.01 

- 

0.01 

0.02 

0.26 

- 

0.0100 

0.0038 

0.0211 

- 

0.035 

0.035 

0.045 

0.002 

0.043 

0.037 

85.37 

Semi Critical 

Bortalab 

0828000303435900 

0.09 

0.00 

1,767.38 

0.00 

- 

0.00 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.047 

414.14 

Over Exploited 

Borwat 

0828000303433700 

0.04 

0.17 

(0.62) 

0.17 

0.01 

0.18 

0.06 

1.00 

- 

0.0200 

0.0279 

0.1814 

- 

0.229 

0.229 

0.407 

0.020 

0.387 

0.126 

32.49 

Safe 

Chaubison Ka Parda 

0828000303431500 

0.04 

0.00 

291.62 

0.00 

- 

0.00 

0.01 

0.15 

- 

- 

0.0024 

0.0132 

- 

0.016 

0.016 

0.018 

0.001 

0.017 

0.002 

10.64 

Safe 



0.07 

0.09 

(32.29) 

0.07 

0.00 

0.07 

0.05 

0.78 

- 

0.0100 

0.0121 

0.0675 

0.001 

0.090 

0.090 

0.160 

0.008 

0.152 

0.040 

26.52 

Safe 

Cheeb 

0828000303427400 

0.04 

0.00 

1,469.91 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.010 

1,204.61 

Over Exploited 

Chhatrasalpur 

0828000303447700 

0.04 

0.06 

3,816.76 

0.07 

- 

0.07 

0.03 

0.56 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.077 

0.004 

0.073 

0.073 

99.66 

Critical 



0.04 

0.03 

256.62 

0.03 

0.00 

0.03 

0.02 

0.36 

- 

0.0100 

0.0136 

0.0758 

0.002 

0.102 

0.102 

0.134 

0.007 

0.127 

0.049 

38.83 

Safe 

Chheench 

0828000403470500 

0.06 

0.51 

3.97 

0.53 

0.03 

0.56 

0.04 

0.61 

- 

0.0600 

0.0927 

0.6028 

0.022 

0.778 

0.778 

1.339 

0.067 

1.272 

0.430 

33.82 

Safe 



0.04 

0.01 

1,434.53 

0.01 

0.00 

0.01 

0.01 

0.10 

- 

0.0100 

0.0155 

0.1007 

0.001 

0.127 

0.127 

0.139 

0.007 

0.132 

0.067 

50.54 

Safe 

Chiriyawasa 

0828000303426000 

0.04 

0.13 

(10.20) 

0.12 

0.01 

0.13 

0.06 

1.02 

- 

0.0300 

0.0215 

0.1395 

- 

0.191 

0.191 

0.320 

0.016 

0.304 

0.193 

63.43 

Safe 

Chokhla 

0828000403471300 

0.06 

0.00 

14,714.55 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0003 

0.0017 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.000 

17.10 

Safe 

Damarwas 

0828000303447900 

0.04 

0.03 

299.82 

0.04 

- 

0.04 

0.05 

0.78 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.052 

0.003 

0.049 

0.083 

167.15 

Over Exploited 

Dashahara 

0828000303431700 

0.04 

0.11 

8.20 

0.12 

0.00 

0.12 

0.06 

1.02 

- 

- 

0.0184 

0.1196 

0.001 

0.139 

0.139 

0.262 

0.013 

0.249 

0.016 

6.54 

Safe 

Deoliya 

0828000303425500 

0.04 

0.14 

- 

0.14 

0.03 

0.17 

0.06 

1.00 

- 

0.0300 

0.0269 

0.1496 

0.030 

0.237 

0.237 

0.407 

0.041 

0.366 

0.165 

45.17 

Safe 

Dhamaniya 

0828000303432300 

0.04 

0.07 

(6.03) 

0.07 

0.00 

0.07 

0.06 

1.05 

- 

0.0100 

0.0110 

0.0718 

0.003 

0.096 

0.096 

0.164 

0.008 

0.155 

0.086 

55.20 

Safe 

Doriya Ki Rel 

0828000303451300 

0.09 

0.01 

569.23 

0.01 

- 

0.01 

0.01 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.006 

0.002 

29.29 

Safe 

Fatehpura 

0828000303435800 

0.04 

0.01 

617.90 

0.02 

- 

0.02 

0.04 

0.63 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.026 

0.001 

0.024 

0.079 

323.13 

Over Exploited 



0.09 

0.01 

263.07 

0.01 

- 

0.01 

0.02 

0.40 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.025 

0.001 

0.023 

0.045 

192.74 

Over Exploited 

Gagari 

0828000303427100 

0.04 

0.07 

242,051.50 

0.09 

0.01 

0.10 

0.03 

0.54 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.117 

0.006 

0.111 

0.147 

132.00 

Over Exploited 



0.04 

0.00 

1,388.78 

0.00 

- 

0.00 

0.01 

0.09 

- 

0.0100 

0.0043 

0.0241 

- 

0.038 

0.038 

0.041 

0.002 

0.039 

0.031 

80.70 

Semi Critical 

Gamri 

0828000303431600 

0.04 

0.14 

18.76 

0.17 

0.01 

0.18 

0.05 

0.82 

- 

0.0200 

0.0331 

0.1842 

0.002 

0.239 

0.239 

0.416 

0.021 

0.395 

0.114 

28.86 

Safe 



0.07 

0.01 

379.14 

0.01 

- 

0.01 

0.01 

0.17 

- 

- 

0.0068 

0.0376 

- 

0.044 

0.044 

0.057 

0.003 

0.054 

0.024 

44.83 

Safe 

Ganaoo 

0828000303449500 

0.04 

0.09 

287.14 

0.11 

0.03 

0.14 

0.05 

0.83 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.228 

0.011 

0.217 

0.504 

232.48 

Over Exploited 



0.09 

0.00 

4,876.32 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

11,542.12 

Over Exploited 

Ganpatpura 

0828000303431900 

0.04 

0.04 

- 

0.04 

- 

0.04 

0.06 

1.04 

- 

- 

0.0081 

0.0449 

- 

0.053 

0.053 

0.096 

0.010 

0.087 

0.028 

32.43 

Safe 

Garnawat 

0828000303449000 

0.04 

0.06 

91.54 

0.07 

0.01 

0.08 

0.06 

0.96 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.098 

0.005 

0.093 

0.137 

146.18 

Over Exploited 

Gauwapara 

0828000303448700 

0.04 

0.01 

960.76 

0.01 

- 

0.01 

0.03 

0.47 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.017 

0.061 

367.44 

Over Exploited 

Ghalkiya 

0828000303425600 

0.04 

0.23 

(70.90) 

0.19 

0.05 

0.24 

0.06 

1.03 

- 

0.0400 

0.0435 

0.2423 

0.060 

0.386 

0.386 

0.623 

0.031 

0.591 

0.264 

44.64 

Safe 

Ghata Ki Nal 

0828000103403300 

0.05 

0.17 

(51.12) 

0.13 

- 

0.13 

0.05 

0.91 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.145 

0.007 

0.137 

0.064 

46.48 

Safe 

Gorchha 

0828000103403400 

0.05 

0.02 

315.54 

0.02 

- 

0.02 

0.01 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.031 

0.002 

0.029 

0.077 

265.61 

Over Exploited 

Gordi 

0828000303431100 

0.04 

0.16 

(60.66) 

0.13 

0.01 

0.14 

0.06 

1.02 

- 

0.0300 

0.0296 

0.1651 

0.005 

0.229 

0.229 

0.369 

0.018 

0.350 

0.189 

53.81 

Safe 

Hameerpura 

0828000403470100 

0.06 

0.01 

113.95 

0.02 

- 

0.02 

0.03 

0.42 

- 

0.0100 

0.0032 

0.0166 

- 

0.030 

0.030 

0.047 

0.002 

0.045 

0.039 

86.47 

Semi Critical 



0.04 

0.00 

1,998.16 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

0.0005 

0.0025 

- 

0.003 

0.003 

0.003 

0.000 

0.003 

0.001 

22.41 

Safe 

Hatkhera 

0828000303430200 

0.04 

0.01 

430.47 

0.02 

- 

0.02 

0.03 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.025 

0.001 

0.024 

0.070 

293.31 

Over Exploited 



0.04 

0.01 

499.79 

0.01 

0.00 

0.01 

0.02 

0.44 

- 

0.0100 

0.0030 

0.0168 

0.000 

0.030 

0.030 

0.038 

0.002 

0.036 

0.052 

143.26 

Over Exploited 

Higoliya Gara 

0828000303425200 

0.07 

0.12 

18.10 

0.14 

0.01 

0.16 

0.06 

0.91 

- 

0.0300 

0.0148 

0.0825 

0.006 

0.133 

0.133 

0.291 

0.015 

0.277 

0.145 

52.50 

Safe 

Itauwa 

0828000403473300 

0.02 

0.00 

164,752.05 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.02 

0.00 

399,326.71 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jagtarawat Ka Parda 

0828000303448600 

0.04 

0.00 

543.44 

0.00 

- 

0.00 

0.02 

0.27 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.010 

291.94 

Over Exploited 

Jalda 

0828000403470200 

0.04 

0.00 

43,930.35 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0002 

0.0012 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

16.87 

Safe 

Jamboi 

0828000103402200 

0.05 

0.00 

414.35 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.003 

151.43 

Over Exploited 

Janameri 

0828000303432100 

0.04 

0.13 

82.79 

0.15 

0.03 

0.19 

0.06 

1.04 

- 

0.0700 

0.0199 

0.1292 

0.022 

0.241 

0.241 

0.427 

0.021 

0.406 

0.402 

98.93 

Critical 

Janawari 

0828000303432200 

0.04 

0.09 

118.61 

0.10 

0.01 

0.12 

0.06 

1.05 

- 

0.0400 

0.0134 

0.0873 

0.007 

0.148 

0.148 

0.265 

0.013 

0.252 

0.251 

99.55 

Critical 

Jhantla 

0828000303430700 

0.04 

0.09 

7.97 

0.10 

- 

0.10 

0.06 

1.03 

- 

0.0100 

0.0176 

0.0980 

- 

0.126 

0.126 

0.228 

0.011 

0.217 

0.080 

37.10 

Safe 

Jhoopel 

0828000303449100 

0.04 

0.02 

1,289.62 

0.03 

0.02 

0.05 

0.02 

0.30 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.117 

0.006 

0.111 

0.396 

356.67 

Over Exploited 



0.09 

0.09 

10,701.30 

0.11 

0.03 

0.14 

0.03 

0.41 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.218 

0.011 

0.207 

0.478 

230.91 

Over Exploited 

Kakanseja 

0828000303430000 

0.04 

0.00 

2,470.61 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.011 

681.77 

Over Exploited 

Kalyanpura 

0828000303449700 

0.04 

0.02 

605.18 

0.02 

- 

0.02 

0.04 

0.61 

- 

- 

- 

- 

- 

- 

- 

0.023 

0.001 

0.021 

0.022 

100.64 

Over Exploited 



0.09 

0.00 

16,754.74 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kankra Doongri 

0828000303433000 

0.04 

0.03 

51.64 

0.03 

0.01 

0.04 

0.06 

1.05 

- 

0.0200 

0.0045 

0.0291 

- 

0.054 

0.054 

0.098 

0.005 

0.093 

0.090 

96.85 

Critical 

Kareliya 

0828000303436000 

0.09 

0.03 

121.76 

0.04 

0.01 

0.05 

0.06 

1.03 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.066 

0.003 

0.063 

0.106 

168.65 

Over Exploited 

Kevalpura (rural) 

0828000303434900 

0.04 

0.00 

608.73 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.002 

132.62 

Over Exploited 



0.04 

0.11 

(13.40) 

0.10 

0.00 

0.10 

0.05 

0.95 

- 

- 

0.0192 

0.1247 

0.001 

0.145 

0.145 

0.242 

0.012 

0.229 

0.017 

7.41 

Safe 

Kharwali 

0828000303447500 

0.04 

0.00 

210,715.03 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kher Dabra 

0828000303427200 

0.04 

0.00 

2,204.34 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.010 

1,604.08 

Over Exploited 

Kundla Kalan 

0828000303436100 

0.09 

0.01 

716.72 

0.01 

- 

0.01 

0.01 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.013 

0.026 

192.05 

Over Exploited 

Kundla Khurd 

0828000303444800 

0.04 

0.00 

161,216.19 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.09 

0.00 

10,183.38 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Kunwala Ki Dhani 

0828000303424800 

0.07 

0.01 

191.40 

0.01 

- 

0.01 

0.03 

0.49 

- 

0.0100 

0.0027 

0.0149 

- 

0.028 

0.028 

0.042 

0.002 

0.040 

0.040 

100.92 

Over Exploited 

Kupra 

0828000303432000 

0.04 

0.16 

(25.71) 

0.13 

- 

0.13 

0.06 

1.04 

- 

0.0100 

0.0257 

0.1671 

- 

0.203 

0.203 

0.333 

0.017 

0.316 

0.074 

23.32 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Kushalpura 

082800030342440C 

7.976 

Fresh 

Mahi Bajaj Sagar 

Command 

Limestone 

0.772 

1.09 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.00 

0.004 

0.08 

0.05 


Kuwaniya 

0828000103402300 

11.468 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.612 

0.28 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.04 

0.010 

0.12 

0.08 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.148 

0.28 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 







Command 

Gneisses(B.G.C) 

2.224 

0.28 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.02 

0.04 

0.06 

0.014 

0.17 

0.11 


Lala Ada 

0828000303451400 

4.130 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.147 

4.21 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.03 

0.02 


Lalpura 

0828000303433400 

0.905 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.905 

0.27 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.005 

0.98 

0.59 


Laxmangarh @ Jhari 

0828000303430100 

9.731 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.583 

1.80 

0.025 

0.06 

0.01 

0.00 

0.00 

0.00 

0.44 

0.72 

0.16 

0.047 

0.84 

0.51 


Leemkhora 

0828000303435300 

0.629 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.484 

1.63 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.02 

0.003 

0.76 

0.46 


Leemthan 

0828000303448300 

3.228 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.942 

0.39 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.03 

0.005 

0.27 

0.18 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

1.595 

0.39 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.05 

0.009 

0.45 

0.31 


Lodha 

0828000303433200 

0.917 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.917 

1.69 

0.025 

0.14 

0.03 

0.00 

0.00 

0.02 

0.13 

0.22 

0.55 

0.005 

0.99 

0.59 


Makod 

0828000303430600 

3.155 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

3.155 

0.67 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.14 

0.13 

0.017 

0.98 

0.59 


Malwasa 

0828000303433900 

9.087 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.118 

0.72 

0.023 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 







Command 

Limestone 

8.969 

0.72 

0.030 

0.05 

0.01 

0.00 

0.00 

0.02 

0.21 

0.28 

0.13 

0.049 

0.85 

0.64 


Masotiya 

0828000303425000 

4.349 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.237 

0.96 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.05 

0.03 







Command 

Limestone 

4.113 

0.96 

0.030 

0.02 

0.00 

0.00 

0.00 

0.01 

0.13 

0.20 

0.05 

0.023 

0.84 

0.55 


Moongthali 

0828000303424600 

2.346 

Fresh 

Mahi Bajaj Sagar 

Command 

Limestone 

0.097 

1.98 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.03 

0.02 


Mordinichali 

0828000103402600 

5.114 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.098 

0.49 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.01 


Motira 

0828000303425900 

3.214 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

3.214 

0.44 

0.025 

0.12 

0.03 

0.00 

0.00 

0.00 

0.12 

0.20 

0.47 

0.018 

0.97 

0.59 


Nadiya 

0828000303434300 

3.093 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.999 

0.52 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.005 

0.30 

0.20 


Nal 

0828000303449400 

3.753 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.502 

3.54 

0.025 

0.03 

0.01 

0.00 

0.00 

0.00 

0.15 

0.24 

0.12 

0.008 

0.37 

0.24 







Non-command 

Deccan Traps 

1.059 

3.54 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.13 

0.07 

0.006 

0.26 

0.17 


Nawa Gaon 

0828000303447800 

11.888 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.212 

0.64 

0.025 

0.03 

0.01 

0.00 

0.00 

0.00 

0.09 

0.14 

0.10 

0.023 

0.34 

0.21 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

7.039 

0.64 

0.025 

0.05 

0.01 

0.00 

0.00 

0.01 

0.15 

0.23 

0.17 

0.039 

0.57 

0.35 


Nawa Khera 

0828000303451200 

11.648 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.931 

3.79 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.11 

0.02 

0.005 

0.07 

0.05 


Nichla Ghantala 

0828000303430400 

4.692 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.613 

0.66 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.03 

0.003 

0.13 

0.08 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

4.079 

0.66 

0.025 

0.06 

0.01 

0.00 

0.00 

0.00 

0.12 

0.19 

0.22 

0.022 

0.85 

0.51 


Noka 

0828000103403100 

2.265 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.265 

0.54 

0.018 

0.06 

0.01 

0.00 

0.00 

0.00 

0.07 

0.11 

0.22 

0.014 

0.90 

0.57 


Odharji Ka Parda 

0828000303434700 

3.198 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

3.198 

0.39 

0.025 

0.03 

0.01 

0.00 

0.00 

0.00 

0.05 

0.08 

0.09 

0.018 

0.97 

0.60 


Ojhariya 

0828000303433300 

2.546 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

2.546 

1.35 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.18 

0.05 

0.014 

0.99 

0.59 


Padamnath Ka Gara 

0828000303427000 

0.972 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.972 

0.34 

0.025 

0.01 

0.00 

0.00 

0.00 

0.02 

0.00 

0.00 

0.04 

0.005 

0.97 

0.59 


Padi Kalan 

0828000303434100 

4.050 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.069 

0.69 

0.023 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Command 

Limestone 

1.174 

0.69 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.03 

0.006 

0.25 

0.19 


Padikhurd 

0828000303448400 

3.096 

Fresh 

Mahi Bajaj Sagar 

Command 

Limestone 

0.321 

0.25 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.09 

0.07 


Padla 

0828000303444900 

4.225 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.624 

5.04 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.13 

0.01 

0.003 

0.14 

0.09 







Non-command 

Deccan Traps 

0.000 

5.04 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Palodara 

0828000303434600 

3.334 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

3.334 

0.35 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.03 

0.018 

0.97 

0.60 


Panasi Bari 

0828000203416600 

2.993 

Fresh 

Mahi Bajaj Sagar 

Command 

Limestone 

0.116 

0.78 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.03 

0.02 


Paniwalagara 

0828000303426900 

3.078 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.468 

0.49 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.003 

0.15 

0.09 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

2.610 

0.49 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.07 

0.04 

0.014 

0.82 

0.50 


Paniyala 

0828000303448000 

1.886 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.356 

1.28 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.10 

0.07 

0.007 

0.67 

0.44 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.530 

1.28 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.03 

0.003 

0.26 

0.17 


Parkha Mahura 

0828000303435600 

0.192 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.012 

2.30 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.06 

0.04 







Non-command 

Deccan Traps 

0.180 

2.30 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.92 

0.55 


Parla Ganeshilal 

0828000303432600 

0.742 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.549 

2.62 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.08 

0.04 

0.003 

0.73 

0.44 


Patan 

0828000403470300 

13.096 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.458 

1.01 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.011 

0.09 

0.07 







Command 

Limestone 

9.258 

1.01 

0.030 

0.07 

0.01 

0.00 

0.00 

0.00 

0.33 

0.44 

0.17 

0.069 

0.60 

0.45 


Pathanpura 

0828000303426500 

1.574 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

1.574 

0.86 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.06 

0.00 

0.009 

0.96 

0.58 


Peepalwa 

0828000303432400 

1.636 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

1.636 

0.39 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.08 

0.009 

0.99 

0.59 


Peeplod 

0828000303432900 

1.599 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

1.599 

0.33 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.05 

0.09 

0.21 

0.009 

0.99 

0.59 


Phati Khan 

0828000303425300 

1.117 

Fresh 

Mahi Bajaj Sagar 

Command 

Limestone 

0.918 

0.81 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.02 

0.005 

0.69 

0.49 


Ragela Para 

0828000403469600 

3.572 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.008 

0.96 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rohal 

0828000203416400 

1.891 

Fresh 

Mahi Bajaj Sagar 

Command 

Limestone 

1.180 

0.80 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.02 

0.008 

0.52 

0.37 


Roonjiya 

0828000303430800 

0.738 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.738 

0.76 

0.025 

0.02 

0.01 

0.00 

0.00 

0.00 

0.02 

0.04 

0.09 

0.004 

0.98 

0.59 


Sageta 

0828000303424500 

3.207 

Fresh 

Mahi Bajaj Sagar 

Command 

Limestone 

0.825 

1.14 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.00 

0.005 

0.21 

0.14 


Sagrod 

0828000303434000 

7.958 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.016 

0.53 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Limestone 

2.584 

0.53 

0.030 

0.05 

0.01 

0.00 

0.00 

0.00 

0.08 

0.11 

0.19 

0.014 

0.28 

0.21 


Sagwadeeya 

0828000303448100 

2.106 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

2.065 

-0.16 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.011 

0.92 

0.60 


Saliya 

0828000303434200 

9.393 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.760 

0.88 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.004 

0.07 

0.05 


Samaipura 

0828000303435500 

0.486 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.195 

2.52 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.06 

0.001 

0.39 

0.24 







Non-command 

Deccan Traps 

0.291 

2.52 

0.018 

0.02 

0.01 

0.00 

0.00 

0.00 

0.02 

0.04 

0.09 

0.002 

0.59 

0.35 


Samgara 

0828000303425100 

1.594 

Fresh 

Mahi Bajaj Sagar 

Command 

Limestone 

1.594 

1.19 

0.030 

0.00 

0.00 

0.00 

0.00 

0.01 

0.05 

0.08 

0.00 

0.009 

0.86 

0.58 


Samriya 

0828000303448800 

10.586 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.144 

3.83 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.33 

0.45 

0.13 

0.017 

0.26 

0.19 







Non-command 

Deccan Traps 

5.335 

3.83 

0.018 

0.06 

0.01 

0.00 

0.00 

0.00 

0.41 

0.55 

0.19 

0.029 

0.44 

0.33 


Sanga 

0828000303448900 

1.415 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.415 

1.01 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.09 

0.14 

0.008 

0.89 

0.63 


Sarwarpura 

0828000303435700 

0.265 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.223 

2.60 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.06 

0.08 

0.001 

0.83 

0.50 







Non-command 

Deccan Traps 

0.015 

2.60 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.05 

0.03 


Seengpura 

0828000303447600 

12.223 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

9.597 

3.81 

0.025 

0.18 

0.04 

0.00 

0.00 

0.00 

1.06 

1.73 

0.65 

0.053 

0.76 

0.46 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Kushalpura 

082800030342440C 

0.07 

0.00 

758.60 

0.01 

0.00 

0.01 

0.01 

0.08 

- 

- 

0.0048 

0.0312 

0.000 

0.036 

0.036 

0.042 

0.002 

0.040 

0.004 

10.74 

Safe 

Kuwaniya 

0828000103402300 

0.05 

0.01 

142.56 

0.01 

- 

0.01 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.022 

0.052 

235.07 

Over Exploited 



0.06 

0.00 

978.90 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0009 

0.0060 

- 

0.007 

0.007 

0.007 

0.000 

0.007 

0.001 

13.54 

Safe 



0.05 

0.02 

82.86 

0.03 

0.01 

0.03 

0.01 

0.18 

- 

0.0100 

0.0138 

0.0898 

0.008 

0.122 

0.122 

0.152 

0.008 

0.144 

0.073 

50.27 

Safe 

Lala Ada 

0828000303451400 

0.09 

0.00 

3,381.92 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.000 

0.001 

- 

Safe 

Lalpura 

0828000303433400 

0.04 

0.04 

(34.96) 

0.03 

0.00 

0.03 

0.06 

1.04 

- 

- 

0.0066 

0.0365 

0.003 

0.046 

0.046 

0.077 

0.004 

0.073 

0.027 

37.07 

Safe 

Laxmangarh @ Jhari 

0828000303430100 

0.04 

0.29 

283,548.95 

0.35 

0.01 

0.36 

0.05 

0.89 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.385 

0.019 

0.366 

0.207 

56.64 

Safe 

Leemkhora 

0828000303435300 

0.04 

0.01 

235.53 

0.02 

- 

0.02 

0.05 

0.80 

- 

- 

- 

- 

- 

- 

- 

0.018 

0.001 

0.017 

0.020 

117.40 

Over Exploited 

Leemthan 

0828000303448300 

0.04 

0.01 

180.95 

0.01 

- 

0.01 

0.02 

0.28 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.022 

0.001 

0.021 

0.039 

187.46 

Over Exploited 



0.04 

0.03 

81.87 

0.03 

- 

0.03 

0.03 

0.48 

- 

0.0100 

0.0116 

0.0644 

- 

0.086 

0.086 

0.120 

0.006 

0.114 

0.059 

51.44 

Safe 

Lodha 

0828000303433200 

0.04 

0.04 

505.49 

0.04 

0.05 

0.09 

0.06 

1.05 

- 

0.1000 

0.0057 

0.0370 

0.025 

0.168 

0.168 

0.258 

0.013 

0.245 

0.551 

224.73 

Over Exploited 

Makod 

0828000303430600 

0.04 

0.12 

10.99 

0.14 

0.01 

0.15 

0.06 

1.04 

- 

0.0200 

0.0196 

0.1273 

- 

0.167 

0.167 

0.315 

0.016 

0.299 

0.142 

47.63 

Safe 

Malwasa 

0828000303433900 

0.06 

0.00 

3,083.24 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0007 

0.0048 

- 

0.006 

0.006 

0.006 

0.000 

0.005 

0.001 

12.19 

Safe 



0.07 

0.53 

(47.49) 

0.42 

0.03 

0.46 

0.06 

0.91 

- 

0.0200 

0.0557 

0.3619 

0.035 

0.473 

0.473 

0.931 

0.047 

0.885 

0.179 

20.27 

Safe 

Masotiya 

0828000303425000 

0.04 

0.00 

1,809.70 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

0.0017 

0.0096 

- 

0.011 

0.011 

0.012 

0.001 

0.011 

0.001 

11.57 

Safe 



0.07 

0.24 

(15.87) 

0.20 

0.01 

0.21 

0.05 

0.90 

- 

0.0100 

0.0298 

0.1660 

0.010 

0.215 

0.215 

0.426 

0.021 

0.405 

0.071 

17.44 

Safe 

Moongthali 

0828000303424600 

0.07 

0.00 

3,571.86 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

0.0006 

0.0039 

- 

0.005 

0.005 

0.005 

0.000 

0.005 

0.011 

232.03 

Over Exploited 

Mordinichali 

0828000103402600 

0.06 

0.00 

1,138.55 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0007 

0.0040 

- 

0.005 

0.005 

0.005 

0.000 

0.005 

0.001 

13.12 

Safe 

Motira 

0828000303425900 

0.04 

0.12 

61.48 

0.15 

0.03 

0.18 

0.06 

1.02 

- 

0.0900 

0.0200 

0.1297 

0.005 

0.244 

0.244 

0.427 

0.021 

0.405 

0.490 

120.82 

Over Exploited 

Nadiya 

0828000303434300 

0.04 

0.01 

188.82 

0.01 

- 

0.01 

0.02 

0.32 

- 

- 

0.0072 

0.0403 

- 

0.048 

0.048 

0.062 

0.003 

0.059 

0.024 

41.69 

Safe 

Nal 

0828000303449400 

0.04 

0.02 

949.22 

0.03 

0.01 

0.04 

0.02 

0.40 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.057 

0.003 

0.054 

0.131 

242.83 

Over Exploited 



0.09 

0.03 

422.89 

0.03 

- 

0.03 

0.02 

0.28 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.040 

0.002 

0.038 

0.074 

193.20 

Over Exploited 

Nawa Gaon 

0828000303447800 

0.04 

0.06 

293,559.57 

0.07 

0.01 

0.08 

0.02 

0.36 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.097 

0.005 

0.092 

0.118 

127.93 

Over Exploited 



0.04 

0.16 

46.60 

0.19 

0.02 

0.21 

0.03 

0.60 

- 

0.0300 

0.0510 

0.2841 

0.010 

0.375 

0.375 

0.583 

0.029 

0.554 

0.204 

36.76 

Safe 

Nawa Khera 

0828000303451200 

0.09 

0.01 

1,615.16 

0.01 

- 

0.01 

0.00 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.027 

387.52 

Over Exploited 

Nichla Ghantala 

0828000303430400 

0.04 

0.00 

962.02 

0.00 

- 

0.00 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.031 

239.74 

Over Exploited 



0.04 

0.14 

39.03 

0.17 

0.01 

0.18 

0.05 

0.91 

- 

0.0400 

0.0295 

0.1646 

0.001 

0.235 

0.235 

0.412 

0.021 

0.392 

0.242 

61.89 

Safe 

Noka 

0828000103403100 

0.06 

0.12 

(8.54) 

0.11 

0.01 

0.12 

0.06 

0.96 

- 

0.0400 

0.0164 

0.0914 

- 

0.148 

0.148 

0.270 

0.013 

0.256 

0.230 

89.69 

Semi Critical 

Odharji Ka Parda 

0828000303434700 

0.04 

0.12 

(33.37) 

0.10 

0.01 

0.11 

0.06 

1.03 

- 

0.0200 

0.0199 

0.1290 

0.000 

0.169 

0.169 

0.278 

0.014 

0.264 

0.103 

38.82 

Safe 

Ojhariya 

0828000303433300 

0.04 

0.10 

75.10 

0.12 

- 

0.12 

0.06 

1.04 

- 

0.0100 

0.0158 

0.1027 

- 

0.129 

0.129 

0.249 

0.012 

0.237 

0.068 

28.74 

Safe 

Padamnath Ka Gara 

0828000303427000 

0.04 

0.04 

(102.66) 

0.03 

0.02 

0.05 

0.06 

1.03 

- 

0.0100 

0.0070 

0.0392 

0.028 

0.085 

0.085 

0.134 

0.007 

0.127 

0.041 

32.58 

Safe 

Padi Kalan 

0828000303434100 

0.06 

0.00 

2,375.33 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0004 

0.0028 

- 

0.003 

0.003 

0.003 

0.000 

0.003 

0.000 

12.20 

Safe 



0.07 

0.02 

121.59 

0.02 

- 

0.02 

0.02 

0.27 

- 

0.0100 

0.0073 

0.0474 

- 

0.065 

0.065 

0.089 

0.004 

0.085 

0.035 

41.80 

Safe 

Padikhurd 

0828000303448400 

0.07 

0.00 

59.96 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

0.0020 

0.0130 

- 

0.015 

0.015 

0.017 

0.001 

0.017 

0.012 

71.19 

Semi Critical 

Padla 

0828000303444900 

0.04 

0.00 

3,557.97 

0.00 

- 

0.00 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.011 

284.57 

Over Exploited 



0.09 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Palodara 

0828000303434600 

0.04 

0.13 

(51.33) 

0.10 

- 

0.10 

0.06 

1.03 

- 

0.0100 

0.0241 

0.1345 

- 

0.169 

0.169 

0.272 

0.014 

0.258 

0.052 

20.26 

Safe 

Panasi Bari 

0828000203416600 

0.04 

0.00 

2,393.34 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0007 

0.0047 

- 

0.005 

0.005 

0.006 

0.000 

0.005 

0.001 

15.70 

Safe 

Paniwalagara 

0828000303426900 

0.04 

0.00 

240.08 

0.00 

- 

0.00 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.003 

81.64 

Semi Critical 



0.04 

0.09 

(19.41) 

0.07 

0.00 

0.07 

0.05 

0.87 

- 

0.0100 

0.0189 

0.1053 

0.000 

0.134 

0.134 

0.204 

0.010 

0.194 

0.053 

27.55 

Safe 

Paniyala 

0828000303448000 

0.04 

0.04 

166.50 

0.04 

- 

0.04 

0.04 

0.71 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.053 

0.003 

0.051 

0.075 

148.47 

Over Exploited 



0.04 

0.01 

642.19 

0.01 

- 

0.01 

0.02 

0.28 

- 

0.0100 

0.0033 

0.0214 

- 

0.035 

0.035 

0.041 

0.002 

0.039 

0.033 

83.80 

Semi Critical 

Parkha Mahura 

0828000303435600 

0.04 

0.00 

3,690.81 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.09 

0.01 

(19.64) 

0.01 

- 

0.01 

0.06 

0.97 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.011 

0.001 

8.68 

Safe 

Parla Ganeshilal 

0828000303432600 

0.04 

0.02 

379.01 

0.02 

- 

0.02 

0.04 

0.77 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.029 

0.001 

0.028 

0.045 

162.63 

Over Exploited 

Patan 

0828000403470300 

0.06 

0.01 

423.03 

0.01 

0.00 

0.01 

0.01 

0.10 

- 

- 

0.0091 

0.0588 

0.004 

0.072 

0.072 

0.085 

0.004 

0.081 

0.033 

40.58 

Safe 



0.04 

0.22 

98.87 

0.27 

0.01 

0.28 

0.04 

0.65 

- 

0.0300 

0.0575 

0.3736 

0.007 

0.469 

0.469 

0.751 

0.038 

0.713 

0.242 

33.91 

Safe 

Pathanpura 

0828000303426500 

0.04 

0.06 

(7.79) 

0.06 

- 

0.06 

0.06 

1.02 

- 

- 

0.0114 

0.0635 

- 

0.075 

0.075 

0.131 

0.007 

0.124 

0.009 

6.98 

Safe 

Peepalwa 

0828000303432400 

0.04 

0.06 

(7.55) 

0.06 

- 

0.06 

0.06 

1.05 

- 

0.0100 

0.0118 

0.0660 

- 

0.088 

0.088 

0.148 

0.007 

0.140 

0.086 

61.33 

Safe 

Peeplod 

0828000303432900 

0.04 

0.06 

39.53 

0.08 

0.01 

0.09 

0.06 

1.05 

- 

0.0400 

0.0116 

0.0645 

0.000 

0.116 

0.116 

0.202 

0.010 

0.192 

0.216 

112.26 

Over Exploited 

Phati Khan 

0828000303425300 

0.07 

0.04 

3.53 

0.05 

- 

0.05 

0.05 

0.74 

- 

- 

0.0057 

0.0370 

- 

0.043 

0.043 

0.089 

0.004 

0.084 

0.024 

28.57 

Safe 

Ragela Para 

0828000403469600 

0.06 

0.00 

11,768.24 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0003 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rohal 

0828000203416400 

0.04 

0.02 

106.55 

0.03 

0.00 

0.03 

0.04 

0.55 

- 

- 

0.0073 

0.0476 

0.003 

0.058 

0.058 

0.090 

0.004 

0.085 

0.027 

32.21 

Safe 

Roonjiya 

0828000303430800 

0.04 

0.03 

37.64 

0.03 

0.01 

0.04 

0.06 

1.04 

- 

0.0200 

0.0046 

0.0298 

- 

0.054 

0.054 

0.099 

0.005 

0.094 

0.093 

98.94 

Critical 

Sageta 

0828000303424500 

0.07 

0.01 

239.04 

0.01 

- 

0.01 

0.01 

0.23 

- 

- 

0.0051 

0.0333 

- 

0.038 

0.038 

0.053 

0.003 

0.051 

0.005 

8.98 

Safe 

Sagrod 

0828000303434000 

0.04 

0.00 

25,611.78 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0007 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.07 

0.05 

115.86 

0.06 

0.01 

0.07 

0.02 

0.30 

- 

0.0400 

0.0160 

0.1043 

- 

0.160 

0.160 

0.232 

0.012 

0.220 

0.208 

94.51 

Critical 

Sagwadeeya 

0828000303448100 

0.04 

0.08 

- 

0.08 

- 

0.08 

0.06 

0.97 

- 

0.0100 

0.0150 

0.0833 

- 

0.108 

0.108 

0.184 

0.018 

0.166 

0.053 

32.22 

Safe 

Saliya 

0828000303434200 

0.04 

0.00 

959.42 

0.00 

- 

0.00 

0.00 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.002 

0.004 

168.96 

Over Exploited 

Samaipura 

0828000303435500 

0.04 

0.00 

1,645.90 

0.00 

- 

0.00 

0.02 

0.42 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.060 

462.55 

Over Exploited 



0.09 

0.02 

144.73 

0.02 

0.01 

0.03 

0.04 

0.62 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.049 

0.002 

0.046 

0.091 

196.50 

Over Exploited 

Samgara 

0828000303425100 

0.07 

0.10 

(21.29) 

0.08 

0.01 

0.08 

0.06 

0.92 

- 

- 

0.0115 

0.0643 

0.009 

0.085 

0.085 

0.168 

0.008 

0.160 

0.009 

5.49 

Safe 

Samriya 

0828000303448800 

0.04 

0.03 

1,270.60 

0.04 

0.01 

0.05 

0.02 

0.28 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.069 

0.003 

0.066 

0.147 

223.41 

Over Exploited 



0.09 

0.21 

159.34 

0.26 

0.01 

0.27 

0.03 

0.47 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.306 

0.015 

0.291 

0.223 

76.76 

Semi Critical 

Sanga 

0828000303448900 

0.04 

0.05 

84.11 

0.06 

0.01 

0.07 

0.06 

0.96 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.101 

0.005 

0.096 

0.145 

151.27 

Over Exploited 

Sarwarpura 

0828000303435700 

0.04 

0.01 

679.02 

0.01 

- 

0.01 

0.05 

0.88 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.019 

0.001 

0.018 

0.079 

442.96 

Over Exploited 



0.09 

0.00 

1,552.18 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Seengpura 

0828000303447600 

0.04 

0.29 

308,459.67 

0.35 

0.04 

0.39 

0.05 

0.81 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

0.510 

0.025 

0.484 

0.698 

144.04 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Deccan Traps 

0.621 

3.81 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.08 

0.04 

0.003 

0.05 

0.03 


Semliya 

082800030343090C 

0.870 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.870 

0.57 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.04 

0.07 

0.14 

0.005 

0.97 

0.59 


Senawasa 

082800010339440C 

5.151 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.073 

0.21 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Sewna 

0828000303430500 

3.740 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

3.740 

0.50 

0.025 

0.09 

0.02 

0.00 

0.00 

0.00 

0.11 

0.19 

0.33 

0.021 

0.99 

0.59 


Shahpura 

0828000303426200 

1.393 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.079 

0.59 

0.023 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.05 

0.03 







Command 

Gneisses(B.G.C) 

1.313 

0.59 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.007 

0.88 

0.55 


Shambhoo Pura 

0828000403470400 

3.862 

Fresh 

Mahi Bajaj Sagar 

Command 

Limestone 

3.862 

0.92 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.15 

0.01 

0.029 

0.86 

0.64 


Shyampura (adarsh Colony) 

0828000303433100 

1.582 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

1.582 

0.97 

0.025 

0.03 

0.01 

0.00 

0.00 

0.00 

0.06 

0.10 

0.10 

0.009 

0.99 

0.59 


Siyapur 

0828000303434400 

3.522 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

2.228 

0.32 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.01 

0.012 

0.59 

0.39 


Sompur 

0828000103404300 

5.347 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.067 

0.94 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Soorpur 

0828000303426400 

2.294 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

2.288 

1.09 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.12 

0.02 

0.013 

0.96 

0.58 


Sukhaniya 

0828000303448500 

3.520 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.114 

0.67 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.03 

0.02 


Sundanpur 

0828000303431200 

2.337 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

1.595 

0.59 

0.025 

0.03 

0.01 

0.00 

0.00 

0.00 

0.04 

0.07 

0.10 

0.009 

0.64 

0.41 







Command 

Limestone 

0.742 

0.59 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.04 

0.05 

0.004 

0.30 

0.19 


Surjipara 

0828000303449600 

0.934 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.574 

3.54 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.10 

0.03 

0.003 

0.58 

0.37 


Talwara 

0828000303425400 

14.207 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

1.690 

0.82 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.07 

0.04 

0.009 

0.11 

0.07 







Command 

Limestone 

12.517 

0.82 

0.030 

0.10 

0.02 

0.00 

0.00 

0.15 

0.24 

0.37 

0.29 

0.069 

0.79 

0.52 


Tamtiya 

0828000303433600 

5.402 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

5.402 

0.45 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.10 

0.17 

0.16 

0.030 

0.98 

0.60 


Tatiya 

0828000103402900 

1.859 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.683 

0.55 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.004 

0.32 

0.21 


Tejpur 

0828000303426800 

6.577 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

6.577 

0.40 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.16 

0.11 

0.036 

0.98 

0.59 


Theekariya 

0828000303434800 

6.076 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

6.076 

0.18 

0.025 

0.03 

0.00 

0.00 

0.00 

0.01 

0.05 

0.08 

0.08 

0.033 

0.98 

0.59 


Timba Gamri 

0828000103403000 

4.255 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

4.214 

0.47 

0.018 

0.07 

0.02 

0.00 

0.00 

0.00 

0.08 

0.13 

0.26 

0.026 

0.90 

0.57 


Udpura 

0828000103402400 

5.469 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

3.577 

0.79 

0.018 

0.03 

0.01 

0.00 

0.00 

0.00 

0.07 

0.11 

0.09 

0.022 

0.59 

0.38 







Command 

Gneisses(B.G.C) 

0.264 

0.79 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.04 

0.03 


Umrai 

0828000303431400 

6.651 

Fresh 

Mahi Bajaj Sagar 

Command 

Limestone 

6.651 

0.63 

0.030 

0.09 

0.02 

0.00 

0.00 

0.00 

0.19 

0.28 

0.31 

0.037 

0.88 

0.62 


Uplaghantala 

0828000303430300 

2.765 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.274 

1.48 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.04 

0.007 

0.45 

0.27 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

1.487 

1.48 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.12 

0.05 

0.008 

0.53 

0.32 


Waka 

0828000303425800 

2.410 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.393 

0.33 

0.023 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.03 

0.002 

0.15 

0.10 







Command 

Gneisses(B.G.C) 

2.017 

0.33 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.08 

0.15 

0.011 

0.79 

0.49 


Wanala 

0828000303426600 

3.556 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

3.556 

0.48 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.10 

0.04 

0.020 

0.94 

0.58 

09004020 

Akhepanji Ka Gara 

0828000203408300 

2.942 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.308 

1.58 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.07 

0.05 


Akheraj Ka Gara 

0828000203411700 

1.667 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.667 

0.70 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.01 

0.012 

0.74 

0.52 


Amja 

0828000203423800 

5.828 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

5.675 

1.43 

0.015 

0.09 

0.02 

0.00 

0.00 

0.00 

0.19 

0.26 

0.30 

0.041 

0.76 

0.55 


Aro Ki Padar 

0828000203408600 

0.315 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.087 

1.21 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.19 

0.14 


Aror 

0828000203416300 

8.377 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

8.371 

1.65 

0.015 

0.12 

0.02 

0.00 

0.00 

0.07 

0.23 

0.33 

0.39 

0.060 

0.78 

0.54 







Command 

Limestone 

0.006 

1.65 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Asan 

0828000203410500 

3.954 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

3.954 

1.11 

0.015 

0.05 

0.01 

0.00 

0.00 

0.06 

0.05 

0.07 

0.16 

0.028 

0.69 

0.49 


Asora 

0828000203408700 

7.779 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.157 

1.35 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 


Awalpura 

0828000203417700 

2.305 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.253 

1.54 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.05 

0.07 

0.10 

0.009 

0.41 

0.28 


Badana 

0828000103387700 

12.102 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.123 

1.32 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Baja Khara 

0828000203411400 

2.780 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.780 

4.19 

0.015 

0.04 

0.01 

0.00 

0.00 

0.02 

0.19 

0.27 

0.12 

0.020 

0.76 

0.53 


Bakhat Pura 

0828000203417500 

5.512 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

5.086 

1.74 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.22 

0.06 

0.037 

0.70 

0.49 


Bankawara 

0828000203413100 

5.564 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.019 

2.96 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.561 

2.96 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.02 

0.004 

0.08 

0.05 


Bassi Ada 

0828000103387800 

5.287 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

4.477 

1.30 

0.018 

0.11 

0.02 

0.00 

0.00 

0.00 

0.19 

0.27 

0.39 

0.027 

0.62 

0.44 







Command 

Gneisses(B.G.C) 

0.734 

1.30 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.06 

0.004 

0.10 

0.07 


Berwa 

0828000203414500 

4.172 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

4.172 

2.26 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.22 

0.01 

0.030 

0.76 

0.51 


Bhagora 

0828000203414900 

9.275 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

9.275 

2.60 

0.015 

0.03 

0.00 

0.00 

0.00 

0.09 

0.30 

0.44 

0.03 

0.067 

0.76 

0.51 


Bharda Jal 

0828000203423600 

3.367 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.811 

1.47 

0.015 

0.07 

0.02 

0.00 

0.00 

0.00 

0.11 

0.15 

0.25 

0.020 

0.63 

0.46 


Bhatar 

0828000203423000 

4.780 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.095 

1.22 

0.015 

0.03 

0.01 

0.00 

0.00 

0.02 

0.04 

0.06 

0.09 

0.015 

0.33 

0.26 


Bhatwara 

0828000303424900 

6.443 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.013 

0.87 

0.023 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.04 

0.006 

0.14 

0.09 







Command 

Limestone 

0.593 

0.87 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.003 

0.08 

0.05 


Bheeloori 

0827000303346900 

0.960 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

3.29 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bheempur 

0828000203410800 

2.709 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.709 

1.10 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.05 

0.07 

0.01 

0.020 

0.70 

0.49 


Bheemsor 

0828000203413700 

5.025 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

5.025 

1.97 

0.015 

0.03 

0.00 

0.00 

0.00 

0.03 

0.15 

0.21 

0.08 

0.036 

0.75 

0.52 


Bhuwasa 

0828000103388000 

9.492 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

3.330 

1.43 

0.018 

0.01 

0.00 

0.00 

0.00 

0.01 

0.08 

0.11 

0.00 

0.020 

0.24 

0.17 


Bodiya 

0828000203417200 

6.398 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

6.398 

2.49 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.25 

0.36 

0.02 

0.046 

0.76 

0.52 


Borda 

0828000103382300 

5.739 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.137 

3.62 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.01 


Bori 

0828000203415700 

18.992 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.154 

1.53 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.001 

0.01 

0.00 


Budha 

0828000103388500 

2.812 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.366 

0.60 

0.018 

0.02 

0.00 

0.00 

0.00 

0.01 

0.04 

0.06 

0.07 

0.014 

0.62 

0.44 







Command 

Gneisses(B.G.C) 

0.445 

0.60 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.003 

0.12 

0.08 


Chanda Kheri 

0828000103394000 

1.624 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.050 

0.47 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Chaupasanga 

0828000203415300 

7.199 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.808 

3.17 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.02 

0.006 

0.08 

0.06 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

5.648 

3.17 

0.015 

0.05 

0.01 

0.00 

0.00 

0.01 

0.30 

0.44 

0.14 

0.041 

0.59 

0.40 


Chirawala Garda 

0828000103388100 

0.568 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.568 

1.11 

0.018 

0.00 

0.00 

0.00 

0.00 

0.02 

-0.01 

-0.01 

0.00 

0.003 

0.69 

0.49 


Chirola 

0828000103387900 

3.811 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

3.056 

1.58 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.13 

0.00 

0.019 

0.55 

0.39 







Command 

Gneisses(B.G.C) 

0.722 

1.58 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.004 

0.13 

0.09 


Dadooka 

0828000203417600 

6.615 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

5.854 

2.03 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.19 

0.27 

0.04 

0.042 

0.67 

0.46 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.09 

0.00 

2,948.68 

0.00 

- 

0.00 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.013 

0.039 

311.44 

Over Exploited 

Semliya 

0828000303430900 

0.04 

0.03 

92.58 

0.04 

0.01 

0.05 

0.06 

1.03 

- 

0.0300 

0.0054 

0.0351 

0.004 

0.075 

0.075 

0.128 

0.006 

0.122 

0.140 

114.92 

Over Exploited 

Senawasa 

0828000103394400 

0.06 

0.00 

829.87 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0005 

0.0029 

- 

0.003 

0.003 

0.003 

0.000 

0.003 

0.000 

13.48 

Safe 

Sewna 

0828000303430500 

0.04 

0.15 

27.69 

0.18 

0.02 

0.20 

0.06 

1.05 

- 

0.0600 

0.0271 

0.1509 

0.005 

0.243 

0.243 

0.443 

0.022 

0.421 

0.347 

82.40 

Semi Critical 

Shahpura 

0828000303426200 

0.06 

0.00 

612.41 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

0.0005 

0.0032 

- 

0.004 

0.004 

0.004 

0.000 

0.004 

0.000 

11.47 

Safe 



0.04 

0.05 

(32.47) 

0.04 

- 

0.04 

0.05 

0.93 

- 

- 

0.0082 

0.0530 

- 

0.061 

0.061 

0.098 

0.005 

0.093 

0.007 

7.75 

Safe 

Shambhoo Pura 

0828000403470400 

0.04 

0.13 

14.08 

0.15 

0.00 

0.15 

0.06 

0.92 

- 

- 

0.0240 

0.1558 

0.005 

0.185 

0.185 

0.339 

0.017 

0.322 

0.039 

12.03 

Safe 

Shyampura (adarsh Colony) 

0828000303433100 

0.04 

0.06 

55.18 

0.07 

0.01 

0.08 

0.06 

1.05 

- 

0.0200 

0.0098 

0.0638 

- 

0.094 

0.094 

0.179 

0.009 

0.170 

0.106 

62.29 

Safe 

Siyapur 

0828000303434400 

0.04 

0.05 

(19.29) 

0.04 

- 

0.04 

0.04 

0.63 

- 

- 

0.0161 

0.0899 

- 

0.106 

0.106 

0.148 

0.007 

0.141 

0.020 

14.38 

Safe 

Sompur 

0828000103404300 

0.05 

0.00 

3,729.80 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Soorpur 

0828000303426400 

0.04 

0.09 

35.10 

0.11 

- 

0.11 

0.06 

1.01 

- 

- 

0.0142 

0.0923 

- 

0.107 

0.107 

0.212 

0.011 

0.201 

0.035 

17.21 

Safe 

Sukhaniya 

0828000303448500 

0.04 

0.00 

1,858.70 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Sundanpur 

0828000303431200 

0.04 

0.04 

67.99 

0.05 

0.01 

0.06 

0.04 

0.68 

- 

0.0200 

0.0116 

0.0644 

- 

0.096 

0.096 

0.155 

0.008 

0.147 

0.111 

75.17 

Semi Critical 



0.07 

0.02 

135.81 

0.02 

- 

0.02 

0.02 

0.32 

- 

0.0100 

0.0054 

0.0299 

- 

0.045 

0.045 

0.064 

0.003 

0.061 

0.057 

93.99 

Critical 

Surjipara 

0828000303449600 

0.04 

0.01 

13,634.33 

0.01 

- 

0.01 

0.04 

0.62 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.025 

0.001 

0.023 

0.037 

158.77 

Over Exploited 

Talwara 

0828000303425400 

0.04 

0.01 

838.82 

0.01 

- 

0.01 

0.01 

0.11 

- 

0.0100 

0.0122 

0.0682 

- 

0.090 

0.090 

0.099 

0.005 

0.094 

0.048 

51.34 

Safe 



0.07 

0.69 

(46.91) 

0.55 

0.17 

0.72 

0.05 

0.84 

- 

0.0500 

0.0907 

0.5051 

0.219 

0.865 

0.865 

1.584 

0.079 

1.504 

0.359 

23.85 

Safe 

Tamtiya 

0828000303433600 

0.04 

0.21 

(21.54) 

0.17 

0.01 

0.18 

0.06 

1.03 

- 

0.0300 

0.0335 

0.2180 

0.000 

0.282 

0.282 

0.461 

0.023 

0.438 

0.191 

43.57 

Safe 

Tatiya 

0828000103402900 

0.06 

0.01 

(22.73) 

0.01 

- 

0.01 

0.02 

0.34 

- 

- 

0.0049 

0.0276 

- 

0.033 

0.033 

0.043 

0.002 

0.041 

0.016 

39.51 

Safe 

Tejpur 

0828000303426800 

0.04 

0.26 

(39.24) 

0.21 

0.01 

0.22 

0.06 

1.04 

- 

0.0200 

0.0476 

0.2654 

0.003 

0.336 

0.336 

0.553 

0.028 

0.526 

0.146 

27.81 

Safe 

Theekariya 

0828000303434800 

0.04 

0.24 

(64.88) 

0.19 

0.01 

0.20 

0.06 

1.04 

- 

0.0100 

0.0440 

0.2452 

0.009 

0.309 

0.309 

0.506 

0.025 

0.480 

0.109 

22.78 

Safe 

Timba Gamri 

0828000103403000 

0.06 

0.23 

(41.40) 

0.18 

0.02 

0.20 

0.06 

0.96 

- 

0.0500 

0.0305 

0.1701 

- 

0.251 

0.251 

0.453 

0.023 

0.430 

0.288 

66.85 

Safe 

Udpura 

0828000103402400 

0.06 

0.13 

(13.47) 

0.11 

0.01 

0.12 

0.04 

0.62 

- 

0.0200 

0.0259 

0.1444 

- 

0.190 

0.190 

0.309 

0.015 

0.294 

0.116 

39.44 

Safe 



0.05 

0.00 

670.45 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

0.0019 

0.0106 

- 

0.013 

0.013 

0.013 

0.001 

0.013 

0.013 

99.43 

Critical 

Umrai 

0828000303431400 

0.07 

0.41 

(32.58) 

0.33 

0.02 

0.35 

0.06 

0.94 

- 

0.0600 

0.0413 

0.2684 

0.003 

0.373 

0.373 

0.723 

0.036 

0.687 

0.349 

50.72 

Safe 

Uplaghantala 

0828000303430300 

0.04 

0.02 

310.73 

0.03 

- 

0.03 

0.03 

0.48 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.038 

0.002 

0.036 

0.049 

136.85 

Over Exploited 



0.04 

0.03 

295.55 

0.04 

- 

0.04 

0.03 

0.56 

- 

0.0100 

0.0108 

0.0600 

- 

0.081 

0.081 

0.119 

0.006 

0.113 

0.061 

54.33 

Safe 

Waka 

0828000303425800 

0.06 

0.00 

474.21 

0.00 

- 

0.00 

0.01 

0.16 

- 

0.0100 

0.0028 

0.0159 

- 

0.029 

0.029 

0.033 

0.002 

0.031 

0.033 

105.56 

Over Exploited 



0.04 

0.06 

17.87 

0.08 

0.01 

0.09 

0.05 

0.84 

- 

0.0300 

0.0146 

0.0814 

- 

0.126 

0.126 

0.211 

0.011 

0.201 

0.157 

78.26 

Semi Critical 

Wanala 

0828000303426600 

0.04 

0.13 

(24.82) 

0.11 

0.00 

0.11 

0.06 

1.00 

- 

0.0100 

0.0258 

0.1435 

0.002 

0.181 

0.181 

0.290 

0.014 

0.275 

0.062 

22.38 

Safe 

Akhepanji Ka Gara 

0828000203408300 

0.06 

0.00 

685.86 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

0.0022 

0.0124 

- 

0.015 

0.015 

0.016 

0.001 

0.015 

0.012 

79.44 

Semi Critical 

Akheraj Ka Gara 

0828000203411700 

0.06 

0.07 

(73.66) 

0.06 

0.01 

0.07 

0.05 

0.79 

- 

- 

0.0121 

0.0673 

0.021 

0.100 

0.100 

0.173 

0.009 

0.164 

0.022 

13.41 

Safe 

Amja 

0828000203423800 

0.06 

0.26 

1.36 

0.26 

0.02 

0.29 

0.05 

0.82 

- 

0.0600 

0.0352 

0.2290 

0.003 

0.327 

0.327 

0.613 

0.031 

0.583 

0.339 

58.16 

Safe 

Aro Ki Padar 

0828000203408600 

0.06 

0.00 

119.42 

0.00 

- 

0.00 

0.01 

0.21 

- 

- 

0.0005 

0.0035 

- 

0.004 

0.004 

0.005 

0.000 

0.005 

0.001 

12.49 

Safe 

Aror 

0828000203416300 

0.06 

0.39 

(14.88) 

0.33 

0.09 

0.43 

0.05 

0.83 

- 

0.0700 

0.0520 

0.3378 

0.112 

0.572 

0.572 

1.000 

0.050 

0.950 

0.454 

47.83 

Safe 



0.04 

0.00 

280,305.45 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0003 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Asan 

0828000203410500 

0.06 

0.16 

(57.28) 

0.13 

0.07 

0.20 

0.05 

0.74 

- 

0.0300 

0.0286 

0.1596 

0.085 

0.303 

0.303 

0.500 

0.025 

0.475 

0.191 

40.28 

Safe 

Asora 

0828000203408700 

0.06 

0.00 

3,349.60 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0010 

0.0063 

- 

0.007 

0.007 

0.007 

0.000 

0.007 

0.011 

157.12 

Over Exploited 

Awalpura 

0828000203417700 

0.06 

0.03 

132.47 

0.04 

0.01 

0.05 

0.03 

0.44 

- 

0.0200 

0.0078 

0.0506 

- 

0.078 

0.078 

0.125 

0.006 

0.119 

0.107 

89.86 

Semi Critical 

Badana 

0828000103387700 

0.05 

0.00 

5,921.75 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0008 

0.0049 

- 

0.006 

0.006 

0.006 

0.000 

0.005 

0.001 

13.64 

Safe 

Baja Khara 

0828000203411400 

0.06 

0.13 

114.05 

0.15 

0.03 

0.18 

0.05 

0.81 

- 

0.0200 

0.0173 

0.1122 

0.023 

0.173 

0.173 

0.350 

0.017 

0.332 

0.135 

40.63 

Safe 

Bakhat Pura 

0828000203417500 

0.06 

0.21 

5.59 

0.22 

0.00 

0.23 

0.05 

0.74 

- 

0.0100 

0.0316 

0.2053 

0.006 

0.253 

0.253 

0.482 

0.024 

0.458 

0.095 

20.67 

Safe 

Bankawara 

0828000203413100 

0.06 

0.00 

41,703.23 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

1,918.95 

0.00 

- 

0.00 

0.00 

0.08 

- 

- 

0.0035 

0.0226 

- 

0.026 

0.026 

0.029 

0.001 

0.028 

0.023 

83.12 

Semi Critical 

Bassi Ada 

0828000103387800 

0.06 

0.17 

61.56 

0.20 

0.02 

0.22 

0.04 

0.66 

- 

0.0700 

0.0278 

0.1807 

0.002 

0.280 

0.280 

0.500 

0.025 

0.475 

0.421 

88.75 

Semi Critical 



0.05 

0.00 

1,072.56 

0.00 

0.00 

0.01 

0.01 

0.11 

- 

0.0100 

0.0046 

0.0296 

0.001 

0.045 

0.045 

0.050 

0.002 

0.047 

0.063 

133.80 

Over Exploited 

Berwa 

0828000203414500 

0.06 

0.19 

17.54 

0.22 

0.00 

0.22 

0.05 

0.80 

- 

- 

0.0259 

0.1684 

0.003 

0.197 

0.197 

0.421 

0.021 

0.400 

0.040 

10.01 

Safe 

Bhagora 

0828000203414900 

0.06 

0.42 

4.66 

0.44 

0.09 

0.53 

0.05 

0.81 

- 

0.0100 

0.0576 

0.3743 

0.139 

0.581 

0.581 

1.115 

0.056 

1.059 

0.098 

9.23 

Safe 

Bharda Jal 

0828000203423600 

0.06 

0.11 

41.16 

0.13 

0.02 

0.15 

0.04 

0.68 

- 

0.0500 

0.0175 

0.1134 

0.004 

0.185 

0.185 

0.336 

0.017 

0.320 

0.270 

84.55 

Semi Critical 

Bhatar 

0828000203423000 

0.06 

0.04 

32.33 

0.05 

0.03 

0.08 

0.02 

0.36 

- 

0.0200 

0.0130 

0.0846 

0.024 

0.141 

0.141 

0.217 

0.011 

0.207 

0.101 

48.93 

Safe 

Bhatwara 

0828000303424900 

0.06 

0.01 

442.14 

0.01 

- 

0.01 

0.01 

0.15 

- 

0.0100 

0.0073 

0.0409 

- 

0.058 

0.058 

0.068 

0.003 

0.065 

0.044 

67.07 

Safe 



0.07 

0.00 

1,048.85 

0.00 

0.00 

0.00 

0.01 

0.09 

- 

- 

0.0043 

0.0239 

0.000 

0.028 

0.028 

0.033 

0.002 

0.031 

0.022 

71.85 

Semi Critical 

Bheeloori 

0827000303346900 

0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bheempur 

0828000203410800 

0.06 

0.11 

(38.46) 

0.09 

0.01 

0.10 

0.05 

0.75 

- 

- 

0.0196 

0.1093 

0.008 

0.137 

0.137 

0.233 

0.012 

0.221 

0.030 

13.34 

Safe 

Bheemsor 

0828000203413700 

0.06 

0.23 

(6.88) 

0.21 

0.03 

0.24 

0.05 

0.80 

- 

0.0100 

0.0312 

0.2028 

0.048 

0.292 

0.292 

0.534 

0.027 

0.508 

0.113 

22.30 

Safe 

Bhuwasa 

0828000103388000 

0.06 

0.05 

138.42 

0.06 

0.01 

0.07 

0.02 

0.26 

- 

- 

0.0241 

0.1344 

0.018 

0.176 

0.176 

0.246 

0.012 

0.234 

0.020 

8.68 

Safe 

Bodiya 

0828000203417200 

0.06 

0.29 

23.04 

0.35 

0.01 

0.36 

0.05 

0.81 

- 

- 

0.0397 

0.2582 

0.020 

0.318 

0.318 

0.681 

0.034 

0.647 

0.065 

10.06 

Safe 

Borda 

0828000103382300 

0.05 

0.00 

7,526.47 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0008 

0.0055 

- 

0.006 

0.006 

0.007 

0.000 

0.006 

0.001 

13.38 

Safe 

Bori 

0828000203415700 

0.06 

0.00 

8,777.47 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0010 

0.0062 

- 

0.007 

0.007 

0.007 

0.000 

0.007 

0.001 

16.04 

Safe 

Budha 

0828000103388500 

0.06 

0.09 

(36.83) 

0.07 

0.01 

0.08 

0.04 

0.67 

- 

0.0100 

0.0147 

0.0955 

0.008 

0.128 

0.128 

0.204 

0.010 

0.194 

0.081 

41.99 

Safe 



0.05 

0.00 

97.32 

0.00 

- 

0.00 

0.01 

0.13 

- 

- 

0.0028 

0.0179 

- 

0.021 

0.021 

0.024 

0.001 

0.023 

0.011 

46.77 

Safe 

Chanda Kheri 

0828000103394000 

0.05 

0.00 

800.22 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0003 

0.0020 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.000 

13.44 

Safe 

Chaupasanga 

0828000203415300 

0.06 

0.00 

1,652.65 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.025 

529.15 

Over Exploited 



0.06 

0.20 

120.37 

0.24 

0.02 

0.26 

0.04 

0.63 

- 

0.0300 

0.0351 

0.2279 

0.016 

0.309 

0.309 

0.571 

0.029 

0.543 

0.178 

32.74 

Safe 

Chirawala Garda 

0828000103388100 

0.06 

0.02 

(152.50) 

0.02 

0.02 

0.04 

0.05 

0.74 

- 

- 

0.0041 

0.0229 

0.030 

0.057 

0.057 

0.095 

0.005 

0.091 

0.003 

3.82 

Safe 

Chirola 

0828000103387900 

0.06 

0.10 

27.47 

0.12 

0.00 

0.12 

0.04 

0.60 

- 

- 

0.0221 

0.1233 

0.004 

0.150 

0.150 

0.275 

0.014 

0.261 

0.019 

7.14 

Safe 



0.05 

0.01 

350.02 

0.01 

0.00 

0.01 

0.01 

0.14 

- 

- 

0.0052 

0.0291 

0.001 

0.035 

0.035 

0.042 

0.002 

0.040 

0.004 

10.99 

Safe 

Dadooka 

0828000203417600 

0.06 

0.23 

15.12 

0.27 

0.01 

0.28 

0.04 

0.71 

- 

0.0100 

0.0363 

0.2362 

0.017 

0.299 

0.299 

0.581 

0.029 

0.552 

0.085 

15.43 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Daiyana 

082800020341120C 

2.720 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.390 

1.91 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.08 

0.12 

0.07 

0.017 

0.70 

0.48 







Command 

Limestone 

0.330 

1.91 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.002 

0.10 

0.07 


Daliya 

082800020340850C 

2.162 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.132 

1.29 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.04 

0.06 

0.02 

0.015 

0.68 

0.48 


Dalji Ka Gara 

0828000203410400 

3.378 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

3.378 

1.09 

0.015 

0.02 

0.00 

0.00 

0.00 

0.03 

0.05 

0.07 

0.03 

0.024 

0.70 

0.50 


Daulat Singh Ka G 

0828000103393800 

2.762 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.030 

0.49 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Command 

Gneisses(B.G.C) 

0.543 

0.49 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.15 

0.11 


Dukwara 

0828000103382100 

8.386 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.351 

2.48 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.002 

0.03 

0.02 


Gamri Narayan 

0828000203423700 

3.507 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

3.507 

1.35 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.12 

0.16 

0.21 

0.025 

0.77 

0.56 


Ganora 

0828000103381400 

9.275 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.058 

1.84 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Gneisses(B.G.C) 

0.048 

1.84 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Garhi 

0828000203415800 

5.600 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

5.221 

2.69 

0.015 

0.48 

0.01 

0.00 

0.00 

0.03 

0.66 

0.98 

0.09 

1.394 

0.71 

0.47 


Gopinath Ka Gara 

0828000203417000 

2.438 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.438 

2.13 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.14 

0.06 

0.018 

0.76 

0.52 


Guweriya 

0828000203416800 

0.488 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.488 

1.21 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.004 

0.80 

0.58 


Himta Ki Dhani 

0828000203415000 

0.566 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.566 

3.02 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.004 

0.76 

0.51 


Isarwala 

0828000103402800 

2.522 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.059 

0.58 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.006 

0.35 

0.24 







Command 

Gneisses(B.G.C) 

1.462 

0.58 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.009 

0.49 

0.33 


Jalda 

0828000403470200 

9.046 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.716 

1.22 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.00 

0.013 

0.16 

0.12 







Command 

Limestone 

0.175 

1.22 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.01 


Jantora 

0828000203411100 

4.090 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.919 

0.97 

0.015 

0.01 

0.00 

0.00 

0.00 

0.02 

0.03 

0.05 

0.00 

0.021 

0.55 

0.38 







Command 

Gneisses(B.G.C) 

0.686 

0.97 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.005 

0.13 

0.09 


Jhalon Ka Gara 

0828000203414000 

3.582 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

3.582 

2.57 

0.015 

0.03 

0.01 

0.00 

0.00 

0.01 

0.15 

0.22 

0.09 

0.026 

0.77 

0.53 


Jharas 

0828000203417800 

2.959 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.284 

1.65 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.002 

0.07 

0.05 


Jolana 

0828000203423300 

11.390 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

11.390 

0.45 

0.015 

0.08 

0.01 

0.00 

0.00 

0.04 

0.11 

0.14 

0.20 

0.082 

0.77 

0.58 


Kankarwa 

0828000203416900 

3.138 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

3.138 

2.05 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.14 

0.00 

0.023 

0.77 

0.54 


Karanpur 

0828000203412000 

3.566 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

3.566 

1.33 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.09 

0.12 

0.09 

0.026 

0.72 

0.51 


Khankriya Gara 

0828000203410600 

1.577 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.577 

1.14 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.02 

0.011 

0.70 

0.50 


Khera 

0828000203413600 

6.328 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

6.328 

1.70 

0.015 

0.05 

0.01 

0.00 

0.00 

0.01 

0.19 

0.28 

0.13 

0.046 

0.75 

0.52 


Kheran Ka Parda 

0828000203417400 

4.192 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

4.192 

2.63 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.16 

0.24 

0.01 

0.030 

0.76 

0.52 


Khokharwa 

0828000403469300 

12.298 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.362 

0.57 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.02 

0.02 


Kishna Ki Dhani 

0828000203414600 

2.061 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.061 

2.50 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.12 

0.00 

0.015 

0.76 

0.51 


Kumji Ka Parda 

0828000203415200 

3.231 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

3.231 

2.75 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.24 

0.08 

0.023 

0.76 

0.51 


Kuna 

0828000203424200 

4.202 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.230 

1.01 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.01 

0.009 

0.24 

0.18 







Command 

Limestone 

2.610 

1.01 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.12 

0.01 

0.019 

0.51 

0.38 


Kunwala Ki Dhani 

0828000303424800 

0.691 

Fresh 

Mahi Bajaj Sagar 

Command 

Limestone 

0.322 

1.15 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.03 

0.002 

0.40 

0.27 


Kunwala With Wanta 

0828000303424700 

9.761 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

3.976 

1.04 

0.023 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.17 

0.04 

0.022 

0.34 

0.23 







Command 

Limestone 

5.785 

1.04 

0.030 

0.03 

0.00 

0.00 

0.00 

0.02 

0.19 

0.29 

0.06 

0.032 

0.50 

0.33 


Kushalpura 

0828000303424400 

7.976 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

3.328 

1.09 

0.023 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.13 

0.03 

0.018 

0.34 

0.23 







Command 

Limestone 

3.871 

1.09 

0.030 

0.02 

0.00 

0.00 

0.00 

0.02 

0.13 

0.19 

0.03 

0.021 

0.39 

0.27 


Kuwariya 

0828000203424100 

3.351 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

3.338 

0.97 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.12 

0.17 

0.024 

0.82 

0.61 







Command 

Limestone 

0.014 

0.97 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Leelarwa Gara 

0828000203410700 

3.418 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

3.418 

1.13 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.06 

0.08 

0.00 

0.025 

0.71 

0.50 


Lohariya Para 

0828000203414800 

2.189 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.189 

2.14 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.12 

0.01 

0.016 

0.76 

0.52 


Lord a 

0828000203414200 

4.855 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

4.855 

1.94 

0.015 

0.03 

0.00 

0.00 

0.00 

0.03 

0.14 

0.21 

0.06 

0.035 

0.76 

0.52 


Madlada 

0828000203417300 

7.673 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

7.673 

1.86 

0.015 

0.05 

0.01 

0.00 

0.00 

0.03 

0.23 

0.33 

0.13 

0.055 

0.76 

0.54 


Madroop Ki Dhani 

0828000203414700 

1.861 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.861 

2.84 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.12 

0.00 

0.013 

0.76 

0.51 


Makhiya Chhota 

0828000203412300 

1.643 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.643 

1.80 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.08 

0.01 

0.012 

0.75 

0.51 


Makhiya Kalan 

0828000203412400 

1.672 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.672 

1.57 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.00 

0.012 

0.74 

0.52 


Malana 

0828000203418100 

3.741 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.001 

1.63 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Malpur 

0828000203411500 

2.491 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.491 

2.53 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.14 

0.02 

0.018 

0.74 

0.52 


Markola 

0828000203413500 

2.097 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.097 

2.05 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.11 

0.04 

0.015 

0.75 

0.51 


Mohansingh Ka Gara 

0828000203413300 

1.942 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.510 

1.95 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.05 

0.07 

0.01 

0.011 

0.58 

0.40 


Moongthali 

0828000303424600 

2.346 

Fresh 

Mahi Bajaj Sagar 

Command 

Limestone 

2.250 

1.98 

0.030 

0.05 

0.01 

0.00 

0.00 

0.00 

0.17 

0.25 

0.18 

0.012 

0.80 

0.54 


Mor 

0828000203413200 

8.789 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

5.036 

2.31 

0.015 

0.08 

0.02 

0.00 

0.00 

0.00 

0.23 

0.34 

0.26 

0.036 

0.43 

0.29 


Mordi 

0828000203415100 

2.716 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.716 

2.97 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.19 

0.01 

0.020 

0.76 

0.51 


Mordinichali 

0828000103402600 

5.114 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.141 

0.49 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.02 







Command 

Gneisses(B.G.C) 

0.793 

0.49 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.005 

0.13 

0.09 


Moya Wasa 

0828000203410900 

4.379 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

4.379 

0.75 

0.015 

0.01 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.01 

0.032 

0.72 

0.51 


Mungana 

0828000103393900 

7.641 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

1.308 

0.43 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.008 

0.14 

0.09 


Nagansel 

0828000103388200 

1.809 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.809 

1.08 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.00 

0.011 

0.70 

0.50 


Nagarchi Barda 

0828000203416700 

1.819 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.815 

1.74 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.00 

0.013 

0.78 

0.56 


Nahli 

0828000203423100 

8.706 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

3.462 

0.44 

0.015 

0.02 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.04 

0.025 

0.31 

0.24 


Natawara 

0828000203417100 

2.520 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.520 

2.11 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.14 

0.04 

0.018 

0.77 

0.54 


Nawa Padar 

0828000203416000 

2.427 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.427 

3.05 

0.015 

0.01 

0.00 

0.00 

0.00 

0.02 

0.10 

0.15 

0.01 

0.017 

0.76 

0.51 


Nawagaon 

0828000203414400 

6.077 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

6.077 

2.03 

0.015 

0.04 

0.01 

0.00 

0.00 

0.02 

0.19 

0.28 

0.10 

0.044 

0.76 

0.51 


Naya Talab 

0828000203414100 

1.656 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.656 

1.39 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.08 

0.012 

0.77 

0.53 


Nokia 

0828000303424300 

1.229 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.229 

1.38 

0.023 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.02 

0.007 

0.78 

0.54 


Padoli Rathor 

0828000103388600 

2.474 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.157 

0.53 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.05 

0.04 


Panasi Bari 

0828000203416600 

2.993 

Fresh 

Mahi Bajaj Sagar 

Command 

Limestone 

2.588 

0.78 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.02 

0.019 

0.72 

0.53 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Daiyana 

0828000203411200 

0.06 

0.10 

18.98 

0.12 

0.01 

0.13 

0.05 

0.75 

- 

0.0100 

0.0148 

0.0964 

0.010 

0.131 

0.131 

0.257 

0.013 

0.244 

0.087 

35.71 

Safe 



0.04 

0.00 

2,050.70 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

0.0021 

0.0133 

- 

0.015 

0.015 

0.017 

0.001 

0.016 

0.012 

76.92 

Semi Critical 

Daliya 

0828000203408500 

0.06 

0.09 

(27.69) 

0.07 

0.01 

0.08 

0.05 

0.73 

- 

- 

0.0154 

0.0860 

0.010 

0.112 

0.112 

0.188 

0.009 

0.178 

0.034 

19.27 

Safe 

Dalji Ka Gara 

0828000203410400 

0.06 

0.14 

(50.37) 

0.11 

0.03 

0.14 

0.05 

0.75 

- 

0.0100 

0.0245 

0.1363 

0.038 

0.209 

0.209 

0.348 

0.017 

0.330 

0.053 

16.14 

Safe 

Daulat Singh Ka G 

0828000103393800 

0.06 

0.00 

2,582.13 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0002 

0.0012 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

13.39 

Safe 



0.05 

0.00 

(71.56) 

0.00 

0.00 

0.01 

0.01 

0.16 

- 

- 

0.0034 

0.0219 

0.005 

0.030 

0.030 

0.037 

0.002 

0.035 

0.003 

9.51 

Safe 

Dukwara 

0828000103382100 

0.05 

0.00 

3,127.89 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0022 

0.0141 

- 

0.016 

0.016 

0.017 

0.001 

0.016 

0.002 

13.25 

Safe 

Gamri Narayan 

0828000203423700 

0.06 

0.16 

2.29 

0.16 

0.01 

0.18 

0.05 

0.82 

- 

0.0400 

0.0254 

0.1415 

0.002 

0.209 

0.209 

0.385 

0.019 

0.366 

0.236 

64.52 

Safe 

Ganora 

0828000103381400 

0.06 

0.00 

9,391.25 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0004 

0.0023 

0.001 

0.004 

0.004 

0.005 

0.000 

0.005 

0.000 

7.56 

Safe 



0.05 

0.00 

19,270.02 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0003 

0.0019 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.000 

13.90 

Safe 

Garhi 

0828000203415800 

0.06 

0.22 

341.39 

0.27 

0.04 

0.30 

0.04 

0.75 

- 

0.0200 

0.0324 

0.2107 

0.038 

0.301 

0.301 

0.601 

0.030 

0.571 

1.483 

259.69 

Over Exploited 

Gopinath Ka Gara 

0828000203417000 

0.06 

0.11 

24.65 

0.13 

0.00 

0.14 

0.05 

0.81 

- 

0.0100 

0.0151 

0.0984 

0.003 

0.127 

0.127 

0.263 

0.013 

0.250 

0.076 

30.26 

Safe 

Guweriya 

0828000203416800 

0.06 

0.02 

(47.71) 

0.02 

- 

0.02 

0.06 

0.86 

- 

- 

0.0030 

0.0197 

- 

0.023 

0.023 

0.042 

0.002 

0.039 

0.004 

8.91 

Safe 

Himta Ki Dhani 

0828000203415000 

0.06 

0.03 

35.37 

0.03 

0.00 

0.03 

0.05 

0.80 

- 

- 

0.0035 

0.0228 

0.003 

0.030 

0.030 

0.063 

0.003 

0.060 

0.004 

6.80 

Safe 

Isarwala 

0828000103402800 

0.06 

0.02 

(28.76) 

0.02 

- 

0.02 

0.02 

0.38 

- 

- 

0.0077 

0.0428 

- 

0.050 

0.050 

0.068 

0.003 

0.065 

0.006 

9.94 

Safe 



0.05 

0.04 

(51.30) 

0.03 

- 

0.03 

0.03 

0.52 

- 

- 

0.0106 

0.0590 

- 

0.070 

0.070 

0.101 

0.005 

0.096 

0.009 

9.31 

Safe 

Jalda 

0828000403470200 

0.06 

0.02 

167.63 

0.02 

0.00 

0.02 

0.01 

0.17 

- 

- 

0.0107 

0.0693 

0.005 

0.085 

0.085 

0.108 

0.005 

0.103 

0.013 

12.43 

Safe 



0.04 

0.00 

7,300.15 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0011 

0.0070 

- 

0.008 

0.008 

0.008 

0.000 

0.008 

0.001 

16.60 

Safe 

Jantora 

0828000203411100 

0.06 

0.10 

(52.42) 

0.08 

0.02 

0.10 

0.04 

0.59 

- 

- 

0.0181 

0.1178 

0.031 

0.167 

0.167 

0.265 

0.013 

0.251 

0.021 

8.36 

Safe 



0.02 

0.00 

(36.81) 

0.00 

0.01 

0.01 

0.01 

0.14 

- 

- 

0.0043 

0.0277 

0.014 

0.046 

0.046 

0.056 

0.003 

0.054 

0.005 

9.20 

Safe 

Jhalon Ka Gara 

0828000203414000 

0.06 

0.16 

34.04 

0.20 

0.02 

0.21 

0.05 

0.82 

- 

0.0200 

0.0222 

0.1445 

0.008 

0.195 

0.195 

0.408 

0.020 

0.387 

0.112 

28.86 

Safe 

Jharas 

0828000203417800 

0.06 

0.00 

1,785.09 

0.00 

- 

0.00 

0.00 

0.08 

- 

- 

0.0018 

0.0115 

- 

0.013 

0.013 

0.015 

0.001 

0.014 

0.021 

150.93 

Over Exploited 

Jolana 

0828000203423300 

0.06 

0.53 

(73.05) 

0.42 

0.05 

0.47 

0.05 

0.83 

- 

0.0400 

0.0707 

0.4596 

0.060 

0.630 

0.630 

1.103 

0.055 

1.047 

0.284 

27.12 

Safe 

Kankarwa 

0828000203416900 

0.06 

0.14 

(0.53) 

0.14 

0.00 

0.15 

0.05 

0.82 

- 

- 

0.0195 

0.1266 

0.007 

0.154 

0.154 

0.302 

0.015 

0.287 

0.023 

7.86 

Safe 

Karanpur 

0828000203412000 

0.06 

0.15 

(19.08) 

0.12 

0.01 

0.14 

0.05 

0.77 

- 

0.0200 

0.0221 

0.1439 

0.005 

0.191 

0.191 

0.327 

0.016 

0.311 

0.112 

35.90 

Safe 

Khankriya Gara 

0828000203410600 

0.06 

0.07 

(30.30) 

0.05 

0.00 

0.06 

0.05 

0.75 

- 

- 

0.0114 

0.0637 

0.006 

0.081 

0.081 

0.138 

0.007 

0.131 

0.030 

23.15 

Safe 

Khera 

0828000203413600 

0.06 

0.29 

(1.61) 

0.28 

0.02 

0.30 

0.05 

0.80 

- 

0.0200 

0.0393 

0.2554 

0.013 

0.327 

0.327 

0.626 

0.031 

0.595 

0.171 

28.68 

Safe 

Kheran Ka Parda 

0828000203417400 

0.06 

0.19 

26.22 

0.23 

0.01 

0.24 

0.05 

0.80 

- 

- 

0.0260 

0.1692 

0.017 

0.213 

0.213 

0.453 

0.023 

0.430 

0.040 

9.35 

Safe 

Khokharwa 

0828000403469300 

0.06 

0.00 

783.02 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0022 

0.0146 

- 

0.017 

0.017 

0.017 

0.001 

0.017 

0.003 

16.23 

Safe 

Kishna Ki Dhani 

0828000203414600 

0.06 

0.09 

23.01 

0.11 

- 

0.11 

0.05 

0.80 

- 

- 

0.0128 

0.0832 

- 

0.096 

0.096 

0.208 

0.010 

0.198 

0.015 

7.50 

Safe 

Kumji Ka Parda 

0828000203415200 

0.06 

0.15 

62.23 

0.18 

0.00 

0.18 

0.05 

0.80 

- 

0.0100 

0.0167 

0.0869 

0.005 

0.119 

0.119 

0.298 

0.015 

0.283 

0.100 

35.38 

Safe 

Kuna 

0828000203424200 

0.06 

0.02 

117.70 

0.02 

- 

0.02 

0.02 

0.26 

- 

- 

0.0076 

0.0496 

- 

0.057 

0.057 

0.079 

0.004 

0.075 

0.019 

25.24 

Safe 



0.04 

0.05 

124.88 

0.06 

0.00 

0.06 

0.04 

0.55 

- 

- 

0.0162 

0.1053 

0.001 

0.122 

0.122 

0.186 

0.009 

0.177 

0.029 

16.25 

Safe 

Kunwala Ki Dhani 

0828000303424800 

0.07 

0.01 

254.16 

0.01 

- 

0.01 

0.03 

0.43 

- 

0.0100 

0.0023 

0.0130 

- 

0.025 

0.025 

0.036 

0.002 

0.034 

0.031 

89.46 

Semi Critical 

Kunwala With Wanta 

0828000303424700 

0.06 

0.08 

107.32 

0.10 

- 

0.10 

0.02 

0.37 

- 

0.0100 

0.0247 

0.1604 

- 

0.195 

0.195 

0.293 

0.015 

0.279 

0.063 

22.55 

Safe 



0.07 

0.20 

43.28 

0.24 

0.02 

0.26 

0.03 

0.53 

- 

0.0100 

0.0359 

0.2335 

0.027 

0.306 

0.306 

0.567 

0.028 

0.538 

0.092 

17.06 

Safe 

Kushalpura 

0828000303424400 

0.06 

0.07 

95.95 

0.08 

0.00 

0.08 

0.02 

0.36 

- 

0.0100 

0.0207 

0.1343 

0.001 

0.166 

0.166 

0.248 

0.012 

0.235 

0.052 

22.23 

Safe 



0.07 

0.11 

78.12 

0.13 

0.02 

0.14 

0.03 

0.42 

- 

0.0100 

0.0240 

0.1562 

0.024 

0.215 

0.215 

0.358 

0.018 

0.341 

0.055 

16.24 

Safe 

Kuwariya 

0828000203424100 

0.06 

0.16 

(27.73) 

0.13 

0.01 

0.14 

0.06 

0.87 

- 

0.0300 

0.0207 

0.1347 

0.001 

0.187 

0.187 

0.328 

0.016 

0.312 

0.197 

63.14 

Safe 



0.04 

0.00 

27,001.86 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0006 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Leelarwa Gara 

0828000203410700 

0.06 

0.14 

(44.64) 

0.12 

0.01 

0.13 

0.05 

0.76 

- 

- 

0.0248 

0.1379 

0.016 

0.179 

0.179 

0.305 

0.015 

0.290 

0.025 

8.48 

Safe 

Lohariya Para 

0828000203414800 

0.06 

0.10 

17.87 

0.12 

0.00 

0.12 

0.05 

0.81 

- 

- 

0.0136 

0.0883 

0.000 

0.102 

0.102 

0.220 

0.011 

0.209 

0.026 

12.35 

Safe 

Lord a 

0828000203414200 

0.06 

0.22 

(5.76) 

0.21 

0.03 

0.24 

0.05 

0.81 

- 

0.0100 

0.0301 

0.1959 

0.041 

0.277 

0.277 

0.513 

0.026 

0.487 

0.093 

19.08 

Safe 

Madlada 

0828000203417300 

0.06 

0.35 

(7.15) 

0.33 

0.04 

0.36 

0.05 

0.81 

- 

0.0300 

0.0476 

0.3096 

0.038 

0.425 

0.425 

0.786 

0.039 

0.747 

0.189 

25.34 

Safe 

Madroop Ki Dhani 

0828000203414700 

0.06 

0.08 

39.28 

0.10 

- 

0.10 

0.05 

0.80 

- 

- 

0.0116 

0.0751 

- 

0.087 

0.087 

0.188 

0.009 

0.179 

0.013 

7.50 

Safe 

Makhiya Chhota 

0828000203412300 

0.06 

0.07 

2.53 

0.08 

0.00 

0.08 

0.05 

0.80 

- 

- 

0.0102 

0.0663 

0.003 

0.080 

0.080 

0.158 

0.008 

0.150 

0.022 

14.55 

Safe 

Makhiya Kalan 

0828000203412400 

0.06 

0.07 

(30.39) 

0.06 

0.00 

0.06 

0.05 

0.79 

- 

- 

0.0104 

0.0675 

0.005 

0.083 

0.083 

0.146 

0.007 

0.139 

0.012 

8.69 

Safe 

Malana 

0828000203418100 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Malpur 

0828000203411500 

0.06 

0.11 

31.11 

0.13 

0.00 

0.14 

0.05 

0.79 

- 

- 

0.0155 

0.1005 

0.004 

0.120 

0.120 

0.255 

0.013 

0.243 

0.037 

15.23 

Safe 

Markola 

0828000203413500 

0.06 

0.09 

12.18 

0.11 

0.00 

0.11 

0.05 

0.80 

- 

0.0100 

0.0130 

0.0846 

0.003 

0.111 

0.111 

0.220 

0.011 

0.209 

0.053 

25.42 

Safe 

Mohansingh Ka Gara 

0828000203413300 

0.06 

0.05 

31.30 

0.06 

0.01 

0.07 

0.04 

0.62 

- 

- 

0.0094 

0.0609 

0.010 

0.080 

0.080 

0.150 

0.008 

0.143 

0.021 

14.65 

Safe 

Moongthali 

0828000303424600 

0.07 

0.13 

102.20 

0.15 

0.01 

0.16 

0.05 

0.85 

- 

0.0300 

0.0140 

0.0908 

0.004 

0.139 

0.139 

0.302 

0.015 

0.287 

0.187 

65.32 

Safe 

Mor 

0828000203413200 

0.06 

0.13 

159.54 

0.16 

0.02 

0.18 

0.03 

0.46 

- 

0.0500 

0.0313 

0.2032 

0.007 

0.292 

0.292 

0.474 

0.024 

0.450 

0.293 

65.18 

Safe 

Mordi 

0828000203415100 

0.06 

0.12 

57.29 

0.15 

0.00 

0.15 

0.05 

0.80 

- 

- 

0.0169 

0.1096 

0.001 

0.127 

0.127 

0.276 

0.014 

0.262 

0.030 

11.27 

Safe 

Mordinichali 

0828000103402600 

0.06 

0.00 

811.17 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0010 

0.0057 

- 

0.007 

0.007 

0.007 

0.000 

0.007 

0.001 

13.01 

Safe 



0.05 

0.01 

315.94 

0.01 

- 

0.01 

0.01 

0.14 

- 

- 

0.0057 

0.0320 

- 

0.038 

0.038 

0.045 

0.002 

0.042 

0.022 

51.57 

Safe 

Moya Wasa 

0828000203410900 

0.06 

0.19 

(78.38) 

0.15 

0.03 

0.18 

0.05 

0.78 

- 

- 

0.0317 

0.1767 

0.045 

0.254 

0.254 

0.436 

0.022 

0.414 

0.042 

10.03 

Safe 

Mungana 

0828000103393900 

0.05 

0.01 

13.25 

0.01 

0.00 

0.01 

0.01 

0.15 

- 

- 

0.0081 

0.0528 

0.001 

0.062 

0.062 

0.074 

0.004 

0.070 

0.008 

11.36 

Safe 

Nagansel 

0828000103388200 

0.06 

0.08 

(44.29) 

0.06 

0.00 

0.06 

0.05 

0.75 

- 

- 

0.0131 

0.0730 

0.006 

0.092 

0.092 

0.157 

0.008 

0.149 

0.011 

7.41 

Safe 

Nagarchi Barda 

0828000203416700 

0.06 

0.09 

(21.82) 

0.07 

- 

0.07 

0.05 

0.84 

- 

- 

0.0113 

0.0732 

- 

0.085 

0.085 

0.153 

0.008 

0.145 

0.013 

9.00 

Safe 

Nahli 

0828000203423100 

0.06 

0.06 

(62.06) 

0.05 

0.02 

0.08 

0.02 

0.33 

- 

0.0100 

0.0215 

0.1397 

0.036 

0.207 

0.207 

0.283 

0.014 

0.269 

0.063 

23.43 

Safe 

Natawara 

0828000203417100 

0.06 

0.12 

18.61 

0.14 

0.00 

0.14 

0.05 

0.82 

- 

0.0100 

0.0156 

0.1017 

0.006 

0.133 

0.133 

0.274 

0.014 

0.261 

0.056 

21.54 

Safe 

Nawa Padar 

0828000203416000 

0.06 

0.11 

34.79 

0.13 

0.02 

0.15 

0.05 

0.80 

- 

- 

0.0151 

0.0979 

0.032 

0.145 

0.145 

0.298 

0.015 

0.283 

0.027 

9.70 

Safe 

Nawagaon 

0828000203414400 

0.06 

0.28 

3.19 

0.28 

0.03 

0.32 

0.05 

0.80 

- 

0.0200 

0.0440 

0.2452 

0.033 

0.342 

0.342 

0.658 

0.033 

0.625 

0.140 

22.36 

Safe 

Naya Talab 

0828000203414100 

0.06 

0.08 

(6.01) 

0.07 

0.00 

0.08 

0.05 

0.82 

- 

0.0100 

0.0103 

0.0668 

0.007 

0.094 

0.094 

0.171 

0.009 

0.162 

0.089 

54.73 

Safe 

Nokia 

0828000303424300 

0.06 

0.06 

19.49 

0.07 

0.00 

0.07 

0.05 

0.83 

- 

- 

0.0076 

0.0496 

0.001 

0.058 

0.058 

0.127 

0.006 

0.121 

0.026 

21.31 

Safe 

Padoli Rathor 

0828000103388600 

0.05 

0.00 

293.47 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

0.0010 

0.0063 

- 

0.007 

0.007 

0.008 

0.000 

0.007 

0.001 

12.87 

Safe 

Panasi Bari 

0828000203416600 

0.04 

0.07 

22.04 

0.09 

0.00 

0.09 

0.05 

0.77 

- 

- 

0.0161 

0.1044 

0.007 

0.127 

0.127 

0.221 

0.011 

0.210 

0.038 

17.95 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Panasi Chhoti 

082800020341650C 

3.672 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.432 

1.28 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.08 

0.02 

0.018 

0.53 

0.38 







Command 

Limestone 

1.240 

1.28 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.01 

0.009 

0.27 

0.19 


Parahera 

082800020341620C 

5.539 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

5.539 

1.98 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.19 

0.27 

0.06 

0.040 

0.76 

0.53 


Parliya Ki Dhani 

0828000203416100 

0.406 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.406 

3.09 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.003 

0.76 

0.51 


Parsoliya 

0828000203415400 

3.879 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.414 

2.18 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.10 

0.05 

0.010 

0.28 

0.19 


Partapur (ct) 

0828000242801000 

3.418 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

3.418 

3.08 

0.015 

0.32 

0.01 

0.00 

0.00 

0.01 

0.46 

0.68 

0.09 

0.913 

0.76 

0.51 


Phati Khan 

0828000303425300 

1.117 

Fresh 

Mahi Bajaj Sagar 

Command 

Limestone 

0.195 

0.81 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.001 

0.15 

0.10 


Raiyana 

0828000203423500 

6.716 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

3.450 

1.48 

0.015 

0.11 

0.03 

0.00 

0.00 

0.00 

0.16 

0.21 

0.41 

0.025 

0.39 

0.29 


Rajpur 

0828000203411900 

0.715 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.715 

1.41 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.08 

0.005 

0.72 

0.51 


Rathriya Parda 

0828000203410300 

3.552 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

3.043 

1.10 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.05 

0.07 

0.02 

0.022 

0.59 

0.42 


Rohal 

0828000203416400 

1.891 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.102 

0.80 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.04 

0.03 







Command 

Limestone 

0.610 

0.80 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.004 

0.27 

0.19 


Rohira 

0828000203411600 

8.505 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

8.505 

2.51 

0.015 

0.02 

0.00 

0.00 

0.00 

0.02 

0.32 

0.46 

0.01 

0.061 

0.74 

0.52 


Rohniya Khera 

0828000203412600 

4.103 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

3.490 

1.54 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.09 

0.13 

0.03 

0.025 

0.63 

0.44 


Roonjiya 

0828000203411800 

1.481 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.481 

1.57 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.01 

0.011 

0.73 

0.52 


Sagela 

0828000203423400 

2.386 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.326 

-0.33 

0.015 

0.03 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.10 

0.017 

0.78 

0.59 


Sageta 

0828000303424500 

3.207 

Fresh 

Mahi Bajaj Sagar 

Command 

Limestone 

2.382 

1.14 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.11 

0.00 

0.013 

0.62 

0.42 


Sagwariya 

0828000203411300 

7.389 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

6.139 

3.36 

0.015 

0.04 

0.01 

0.00 

0.00 

0.06 

0.28 

0.41 

0.10 

0.044 

0.65 

0.45 







Command 

Limestone 

1.250 

3.36 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.19 

0.02 

0.009 

0.13 

0.09 


Sakriya 

0828000203414300 

3.061 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

3.061 

1.94 

0.015 

0.03 

0.01 

0.00 

0.00 

0.01 

0.10 

0.15 

0.11 

0.022 

0.76 

0.52 


Saliya 

0828000203413800 

4.464 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

4.464 

3.65 

0.015 

0.02 

0.00 

0.00 

0.00 

0.02 

0.24 

0.35 

0.02 

0.032 

0.76 

0.53 


Sareri Bari 

0828000203412100 

13.802 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

13.795 

1.16 

0.015 

0.06 

0.01 

0.00 

0.00 

0.05 

0.24 

0.35 

0.11 

0.099 

0.72 

0.51 


Sareri Chhoti 

0828000203412200 

2.941 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.941 

1.61 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.12 

0.00 

0.021 

0.75 

0.52 


Sawa Ka Parda 

0828000103388400 

2.657 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.657 

0.67 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.04 

0.016 

0.71 

0.51 


Semaliya 

0828000203415900 

2.627 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.627 

2.79 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.12 

0.18 

0.06 

0.019 

0.76 

0.51 


Singhpura 

0828000103388300 

2.787 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.787 

0.95 

0.018 

0.01 

0.00 

0.00 

0.00 

0.01 

0.05 

0.07 

0.00 

0.017 

0.71 

0.50 


Sundani 

0828000203411000 

5.447 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

4.504 

0.50 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.04 

0.06 

0.02 

0.032 

0.62 

0.44 







Command 

Gneisses(B.G.C) 

0.944 

0.50 

0.015 

0.00 

0.00 

0.00 

0.00 

0.02 

-0.01 

-0.01 

0.00 

0.007 

0.13 

0.09 


Tali 

0828000203412500 

3.114 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

3.107 

1.14 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.05 

0.08 

0.00 

0.022 

0.72 

0.51 


Tamatiya Rathor 

0828000203423200 

6.066 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

4.520 

-0.26 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.033 

0.60 

0.45 


Tatiya 

0828000103402900 

1.859 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.175 

0.55 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.007 

0.55 

0.36 







Command 

Gneisses(B.G.C) 

0.001 

0.55 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Tekla 

0828000103402700 

2.851 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.752 

0.72 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.03 

0.005 

0.21 

0.15 







Command 

Gneisses(B.G.C) 

1.852 

0.72 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.05 

0.011 

0.52 

0.36 


Timruwa 

0828000203424000 

6.008 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

5.954 

0.60 

0.015 

0.04 

0.01 

0.00 

0.00 

0.01 

0.08 

0.10 

0.10 

0.043 

0.81 

0.61 


Torna 

0828000203408400 

4.524 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

4.481 

1.21 

0.015 

0.01 

0.00 

0.00 

0.00 

0.02 

0.07 

0.10 

0.00 

0.032 

0.68 

0.48 


Umbara 

0828000203410200 

6.985 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.181 

1.14 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.01 


Unti 

0828000203413400 

2.112 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.112 

2.03 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.07 

0.10 

0.02 

0.015 

0.75 

0.51 


Vajwana 

0828000203413900 

10.063 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

5.586 

3.09 

0.015 

0.03 

0.00 

0.00 

0.00 

0.05 

0.24 

0.34 

0.07 

0.040 

0.44 

0.30 







Command 

Limestone 

4.477 

3.09 

0.030 

0.03 

0.00 

0.00 

0.00 

0.01 

0.44 

0.63 

0.06 

0.032 

0.35 

0.24 


Vardiya 

0828000203423900 

8.886 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

8.886 

0.63 

0.015 

0.05 

0.01 

0.00 

0.00 

0.05 

0.08 

0.10 

0.11 

0.064 

0.79 

0.58 

09004021 

Bambori 

0828000403474500 

4.017 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.747 

3.22 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.02 

0.006 

0.16 

0.12 







Non-command 

Deccan Traps 

0.315 

3.22 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.002 

0.07 

0.05 


Barigama 

0828000403474000 

1.280 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.279 

2.95 

0.018 

0.02 

0.01 

0.00 

0.00 

0.00 

0.08 

0.10 

0.09 

0.010 

0.85 

0.67 







Non-command 

Deccan Traps 

0.001 

2.95 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Barodiya 

0828000403470600 

7.424 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.553 

1.34 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.02 

0.012 

0.18 

0.14 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.428 

1.34 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.003 

0.05 

0.04 







Command 

Limestone 

0.846 

1.34 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.01 

0.006 

0.10 

0.07 


Bhoot Para 

0828000303451600 

4.051 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.106 

3.52 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.02 


Bodla 

0828000303434500 

4.830 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.705 

0.32 

0.025 

0.01 

0.00 

0.00 

0.00 

0.04 

-0.02 

-0.03 

0.02 

0.004 

0.14 

0.09 


Borkheri @ Chandraveergarh 

0828000303433800 

1.923 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.047 

0.57 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Budwa 

0828000403473200 

8.313 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.957 

2.42 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.24 

0.31 

0.11 

0.037 

0.50 

0.39 


Chhani Mahuri 

0828000303452100 

0.654 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.220 

3.02 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.29 

0.24 


Chhappar 

0828000303451900 

1.096 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.448 

3.24 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.002 

0.35 

0.29 


Chirola Bara 

0828000403470900 

2.624 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.624 

1.56 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.11 

0.01 

0.020 

0.85 

0.66 


Gara 

0828000303452300 

2.403 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.050 

3.03 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Gauwapara 

0828000303448700 

0.713 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.030 

3.29 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.04 

0.03 


Hameerpura Bara 

0828000403471000 

3.774 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.554 

1.66 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.004 

0.12 

0.10 


Hirji Dayra 

0828000403474100 

1.165 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.673 

4.07 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.03 

0.005 

0.49 

0.40 


Itauwa 

0828000403473300 

10.570 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.310 

3.95 

0.018 

0.11 

0.01 

0.00 

0.00 

0.00 

0.47 

0.61 

0.39 

0.039 

0.43 

0.33 







Non-command 

Gneisses(B.G.C) 

3.699 

3.95 

0.018 

0.07 

0.01 

0.00 

0.00 

0.00 

0.32 

0.41 

0.23 

0.028 

0.30 

0.23 







Non-command 

Deccan Traps 

0.207 

3.95 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.002 

0.02 

0.01 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.279 

3.95 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.002 

0.02 

0.02 







Command 

Gneisses(B.G.C) 

0.101 

3.95 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 


Jagtarawat Ka Parda 

0828000303448600 

0.981 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.534 

1.93 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.03 

0.003 

0.47 

0.35 


Jherpara 

0828000403473500 

2.653 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.584 

7.13 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.11 

0.05 

0.004 

0.19 

0.15 







Non-command 

Deccan Traps 

1.498 

7.13 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.22 

0.28 

0.11 

0.011 

0.49 

0.37 


Kakanwari 

0828000403474200 

1.667 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.777 

3.76 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.02 

0.006 

0.40 

0.32 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Panasi Chhoti 

0828000203416500 

0.06 

0.08 

(1.97) 

0.08 

0.00 

0.08 

0.04 

0.57 

- 

- 

0.0151 

0.0981 

0.003 

0.117 

0.117 

0.195 

0.010 

0.185 

0.037 

19.71 

Safe 



0.04 

0.01 

498.18 

0.02 

- 

0.02 

0.02 

0.29 

- 

- 

0.0077 

0.0500 

- 

0.058 

0.058 

0.074 

0.004 

0.070 

0.019 

26.97 

Safe 

Parahera 

0828000203416200 

0.06 

0.25 

8.24 

0.27 

0.01 

0.28 

0.05 

0.81 

- 

0.0100 

0.0344 

0.2235 

0.008 

0.276 

0.276 

0.556 

0.028 

0.528 

0.098 

18.53 

Safe 

Parliya Ki Dhani 

0828000203416100 

0.06 

0.02 

43.87 

0.02 

0.00 

0.02 

0.05 

0.80 

- 

- 

0.0025 

0.0164 

0.001 

0.020 

0.020 

0.043 

0.002 

0.041 

0.003 

7.09 

Safe 

Parsoliya 

0828000203415400 

0.06 

0.02 

305.72 

0.03 

0.00 

0.03 

0.02 

0.29 

- 

0.0100 

0.0088 

0.0571 

0.004 

0.080 

0.080 

0.110 

0.006 

0.105 

0.060 

57.49 

Safe 

Partapur (ct) 

0828000242801000 

0.06 

0.16 

335.57 

0.19 

0.02 

0.21 

0.05 

0.80 

- 

0.0200 

0.0212 

0.1379 

0.017 

0.196 

0.196 

0.404 

0.020 

0.384 

1.002 

261.08 

Over Exploited 

Phati Khan 

0828000303425300 

0.07 

0.00 

233.96 

0.00 

- 

0.00 

0.01 

0.16 

- 

- 

0.0012 

0.0079 

- 

0.009 

0.009 

0.012 

0.001 

0.011 

0.011 

101.30 

Over Exploited 

Raiyana 

0828000203423500 

0.06 

0.08 

159.13 

0.10 

0.03 

0.13 

0.03 

0.41 

- 

0.0800 

0.0214 

0.1392 

0.002 

0.243 

0.243 

0.370 

0.019 

0.352 

0.431 

122.46 

Over Exploited 

Raj pur 

0828000203411900 

0.06 

0.03 

48.18 

0.04 

0.00 

0.04 

0.05 

0.77 

- 

0.0100 

0.0044 

0.0288 

0.004 

0.047 

0.047 

0.087 

0.004 

0.083 

0.082 

99.45 

Critical 

Rathriya Parda 

0828000203410300 

0.06 

0.11 

(39.83) 

0.09 

0.01 

0.10 

0.04 

0.64 

- 

- 

0.0189 

0.1228 

0.021 

0.162 

0.162 

0.263 

0.013 

0.250 

0.041 

16.38 

Safe 

Rohal 

0828000203416400 

0.06 

0.00 

523.91 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

0.0006 

0.0041 

- 

0.005 

0.005 

0.005 

0.000 

0.005 

0.001 

15.33 

Safe 



0.04 

0.01 

212.58 

0.01 

- 

0.01 

0.02 

0.29 

- 

- 

0.0038 

0.0246 

- 

0.028 

0.028 

0.036 

0.002 

0.034 

0.014 

41.81 

Safe 

Rohira 

0828000203411600 

0.06 

0.38 

20.46 

0.46 

0.02 

0.47 

0.05 

0.80 

- 

- 

0.0528 

0.3432 

0.027 

0.423 

0.423 

0.896 

0.045 

0.851 

0.071 

8.37 

Safe 

Rohniya Khera 

0828000203412600 

0.06 

0.13 

(0.70) 

0.13 

0.01 

0.14 

0.04 

0.67 

- 

0.0100 

0.0217 

0.1408 

0.015 

0.187 

0.187 

0.327 

0.016 

0.310 

0.056 

18.09 

Safe 

Roonjiya 

0828000203411800 

0.06 

0.06 

(7.61) 

0.06 

0.00 

0.06 

0.05 

0.78 

- 

- 

0.0092 

0.0598 

0.004 

0.073 

0.073 

0.135 

0.007 

0.128 

0.021 

16.10 

Safe 

Sagela 

0828000203423400 

0.06 

0.11 

- 

0.11 

0.02 

0.13 

0.06 

0.84 

- 

0.0200 

0.0144 

0.0939 

0.011 

0.139 

0.139 

0.265 

0.027 

0.239 

0.113 

47.25 

Safe 

Sageta 

0828000303424500 

0.07 

0.10 

10.96 

0.11 

0.00 

0.12 

0.04 

0.66 

- 

- 

0.0148 

0.0961 

0.007 

0.118 

0.118 

0.236 

0.012 

0.224 

0.013 

5.84 

Safe 

Sagwariya 

0828000203411300 

0.06 

0.24 

69.04 

0.29 

0.07 

0.36 

0.04 

0.70 

- 

0.0200 

0.0381 

0.2477 

0.089 

0.395 

0.395 

0.752 

0.038 

0.715 

0.147 

20.60 

Safe 



0.04 

0.01 

2,786.93 

0.01 

0.00 

0.01 

0.01 

0.14 

- 

- 

0.0078 

0.0504 

0.006 

0.064 

0.064 

0.076 

0.004 

0.072 

0.031 

43.04 

Safe 

Sakriya 

0828000203414300 

0.06 

0.14 

7.20 

0.15 

0.02 

0.17 

0.05 

0.81 

- 

0.0200 

0.0190 

0.1235 

0.010 

0.173 

0.173 

0.338 

0.017 

0.321 

0.128 

39.86 

Safe 

Saliya 

0828000203413800 

0.06 

0.20 

73.41 

0.24 

0.02 

0.26 

0.05 

0.81 

- 

- 

0.0277 

0.1802 

0.029 

0.237 

0.237 

0.500 

0.025 

0.475 

0.051 

10.76 

Safe 

Sareri Bari 

0828000203412100 

0.06 

0.60 

(42.16) 

0.48 

0.06 

0.53 

0.05 

0.77 

- 

0.0200 

0.0856 

0.5567 

0.068 

0.731 

0.731 

1.264 

0.063 

1.201 

0.207 

17.26 

Safe 

Sareri Chhoti 

0828000203412200 

0.06 

0.13 

(10.79) 

0.12 

- 

0.12 

0.05 

0.79 

- 

- 

0.0183 

0.1187 

- 

0.137 

0.137 

0.254 

0.013 

0.242 

0.021 

8.77 

Safe 

Sawa Ka Parda 

0828000103388400 

0.06 

0.11 

(51.29) 

0.09 

0.00 

0.09 

0.05 

0.77 

- 

0.0100 

0.0192 

0.1072 

0.003 

0.139 

0.139 

0.232 

0.012 

0.220 

0.054 

24.59 

Safe 

Semaliya 

0828000203415900 

0.06 

0.12 

51.01 

0.14 

0.01 

0.15 

0.05 

0.80 

- 

0.0100 

0.0163 

0.1060 

0.013 

0.146 

0.146 

0.298 

0.015 

0.283 

0.077 

27.21 

Safe 

Singhpura 

0828000103388300 

0.06 

0.12 

(39.86) 

0.09 

0.01 

0.10 

0.05 

0.76 

- 

- 

0.0202 

0.1125 

0.009 

0.142 

0.142 

0.242 

0.012 

0.230 

0.017 

7.39 

Safe 

Sundani 

0828000203411000 

0.06 

0.17 

(65.81) 

0.13 

0.01 

0.15 

0.04 

0.66 

- 

- 

0.0326 

0.1817 

0.020 

0.235 

0.235 

0.382 

0.019 

0.363 

0.056 

15.54 

Safe 



0.02 

0.00 

(542.74) 

0.00 

0.02 

0.02 

0.01 

0.14 

- 

- 

0.0068 

0.0381 

0.024 

0.069 

0.069 

0.087 

0.004 

0.083 

0.007 

8.21 

Safe 

Tali 

0828000203412500 

0.06 

0.14 

(43.64) 

0.11 

0.01 

0.12 

0.05 

0.77 

- 

- 

0.0193 

0.1254 

0.014 

0.159 

0.159 

0.277 

0.014 

0.263 

0.022 

8.51 

Safe 

Tamatiya Rathor 

0828000203423200 

0.06 

0.16 

- 

0.16 

0.01 

0.18 

0.04 

0.64 

- 

0.0300 

0.0281 

0.1824 

0.006 

0.247 

0.247 

0.423 

0.042 

0.380 

0.177 

46.40 

Safe 

Tatiya 

0828000103402900 

0.06 

0.04 

(15.79) 

0.03 

- 

0.03 

0.04 

0.59 

- 

- 

0.0085 

0.0474 

- 

0.056 

0.056 

0.089 

0.004 

0.084 

0.019 

22.72 

Safe 



0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Tekla 

0828000103402700 

0.06 

0.01 

174.07 

0.01 

0.00 

0.01 

0.01 

0.23 

- 

0.0100 

0.0054 

0.0304 

0.002 

0.048 

0.048 

0.061 

0.003 

0.058 

0.034 

57.99 

Safe 



0.05 

0.05 

8.09 

0.06 

0.00 

0.06 

0.04 

0.56 

- 

0.0100 

0.0134 

0.0747 

0.001 

0.099 

0.099 

0.158 

0.008 

0.150 

0.061 

40.95 

Safe 

Timruwa 

0828000203424000 

0.06 

0.29 

(63.86) 

0.23 

0.02 

0.25 

0.06 

0.87 

- 

0.0200 

0.0370 

0.2403 

0.008 

0.305 

0.305 

0.552 

0.028 

0.524 

0.139 

26.49 

Safe 

Torna 

0828000203408400 

0.06 

0.18 

(46.74) 

0.15 

0.02 

0.17 

0.05 

0.73 

- 

- 

0.0325 

0.1808 

0.034 

0.247 

0.247 

0.416 

0.021 

0.396 

0.032 

8.16 

Safe 

Umbara 

0828000203410200 

0.06 

0.00 

2,067.60 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0011 

0.0073 

- 

0.008 

0.008 

0.009 

0.000 

0.008 

0.001 

15.89 

Safe 

Unti 

0828000203413400 

0.06 

0.10 

5.38 

0.10 

0.01 

0.11 

0.05 

0.80 

- 

- 

0.0131 

0.0852 

0.009 

0.107 

0.107 

0.214 

0.011 

0.203 

0.034 

16.86 

Safe 

Vajwana 

0828000203413900 

0.06 

0.15 

133.80 

0.17 

0.05 

0.23 

0.03 

0.46 

- 

0.0100 

0.0347 

0.2254 

0.081 

0.351 

0.351 

0.580 

0.029 

0.551 

0.107 

19.48 

Safe 



0.04 

0.06 

915.45 

0.07 

0.01 

0.08 

0.02 

0.37 

- 

0.0100 

0.0278 

0.1807 

0.012 

0.230 

0.230 

0.313 

0.016 

0.297 

0.090 

30.38 

Safe 

Vardiya 

0828000203423900 

0.06 

0.42 

(75.03) 

0.34 

0.06 

0.39 

0.05 

0.84 

- 

0.0200 

0.0552 

0.3586 

0.070 

0.504 

0.504 

0.896 

0.045 

0.851 

0.170 

19.97 

Safe 

Bambori 

0828000403474500 

0.06 

0.01 

830.38 

0.01 

- 

0.01 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.028 

344.35 

Over Exploited 



0.02 

0.00 

5,248.11 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.000 

0.002 

493.23 

Over Exploited 

Barigama 

0828000403474000 

0.06 

0.07 

47.80 

0.08 

0.01 

0.09 

0.06 

0.91 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.108 

0.005 

0.103 

0.096 

93.07 

Critical 



0.02 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Barodiya 

0828000403470600 

0.06 

0.02 

264.08 

0.02 

- 

0.02 

0.01 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.020 

0.001 

0.019 

0.034 

177.67 

Over Exploited 



0.06 

0.00 

939.47 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

0.0031 

0.0173 

- 

0.020 

0.020 

0.022 

0.001 

0.021 

0.003 

15.30 

Safe 



0.04 

0.00 

1,644.24 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

0.0061 

0.0342 

- 

0.040 

0.040 

0.044 

0.002 

0.042 

0.018 

43.53 

Safe 

Bhoot Para 

0828000303451600 

0.09 

0.00 

3,686.03 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Bodla 

0828000303434500 

0.04 

0.00 

(972.41) 

0.00 

0.04 

0.04 

0.01 

0.14 

- 

- 

0.0044 

0.0284 

0.056 

0.089 

0.089 

0.130 

0.006 

0.123 

0.026 

20.98 

Safe 

Borkheri @ Chandraveergarh 

0828000303433800 

0.04 

0.00 

(7,428.11) 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

0.0003 

0.0019 

0.004 

0.006 

0.006 

0.009 

0.000 

0.009 

0.000 

2.99 

Safe 

Budwa 

0828000403473200 

0.06 

0.15 

105.69 

0.18 

0.01 

0.19 

0.04 

0.54 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.210 

0.011 

0.200 

0.147 

73.52 

Semi Critical 

Chhani Mahuri 

0828000303452100 

0.09 

0.01 

138.33 

0.01 

- 

0.01 

0.02 

0.31 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.001 

18.62 

Safe 

Chhappar 

0828000303451900 

0.09 

0.01 

118.47 

0.02 

- 

0.02 

0.02 

0.38 

- 

- 

- 

- 

- 

- 

- 

0.017 

0.001 

0.016 

0.009 

58.50 

Safe 

Chirola Bara 

0828000403470900 

0.06 

0.13 

(20.99) 

0.11 

- 

0.11 

0.06 

0.91 

- 

- 

- 

- 

- 

- 

- 

0.107 

0.005 

0.102 

0.030 

29.05 

Safe 

Gara 

0828000303452300 

0.09 

0.00 

3,662.73 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gauwapara 

0828000303448700 

0.04 

0.00 

7,345.44 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

16,661.74 

Over Exploited 

Hameerpura Bara 

0828000403471000 

0.06 

0.00 

401.52 

0.00 

- 

0.00 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.014 

298.70 

Over Exploited 

Hirji Dayra 

0828000403474100 

0.02 

0.01 

978.65 

0.01 

- 

0.01 

0.03 

0.53 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.038 

222.80 

Over Exploited 

Itauwa 

0828000403473300 

0.06 

0.14 

346.04 

0.16 

0.01 

0.17 

0.03 

0.46 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.244 

0.012 

0.232 

0.430 

185.67 

Over Exploited 



0.02 

0.02 

1,764.50 

0.03 

0.01 

0.04 

0.02 

0.32 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.077 

0.004 

0.073 

0.262 

359.66 

Over Exploited 



0.02 

0.00 

26,822.27 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.019 

23,415.76 

Over Exploited 



0.06 

0.00 

10,005.87 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0014 

0.0075 

- 

0.009 

0.009 

0.009 

0.000 

0.009 

0.024 

268.08 

Over Exploited 



0.02 

0.00 

54,625.55 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0005 

0.0027 

- 

0.003 

0.003 

0.003 

0.000 

0.003 

0.001 

23.91 

Safe 

Jagtarawat Ka Parda 

0828000303448600 

0.04 

0.01 

375.97 

0.01 

- 

0.01 

0.03 

0.51 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.011 

0.028 

243.02 

Over Exploited 

Jherpara 

0828000403473500 

0.02 

0.00 

4,793.98 

0.00 

- 

0.00 

0.01 

0.20 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.049 

410.54 

Over Exploited 



0.02 

0.01 

1,844.32 

0.02 

- 

0.02 

0.03 

0.52 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.037 

0.002 

0.036 

0.121 

340.39 

Over Exploited 

Kakanwari 

0828000403474200 

0.06 

0.02 

314.36 

0.02 

- 

0.02 

0.03 

0.42 

- 

- 

- 

- 

- 

- 

- 

0.022 

0.001 

0.021 

0.028 

131.97 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Deccan Traps 

0.738 

3.76 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.02 

0.005 

0.38 

0.30 


Karji 

0828000403473400 

6.363 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.874 

7.06 

0.018 

0.42 

0.06 

0.00 

0.00 

0.00 

0.84 

1.08 

1.65 

0.029 

0.52 

0.40 







Non-command 

Gneisses(B.G.C) 

0.294 

7.06 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.11 

0.002 

0.04 

0.03 







Non-command 

Deccan Traps 

1.218 

7.06 

0.018 

0.10 

0.02 

0.00 

0.00 

0.00 

0.23 

0.30 

0.40 

0.009 

0.16 

0.13 


Kewadiya 

0828000403473100 

1.756 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.078 

2.44 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.04 

0.03 







Non-command 

Deccan Traps 

0.001 

2.44 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khopara 

082800040347360C 

2.387 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.277 

5.87 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.20 

0.07 

0.009 

0.46 

0.35 


Leemthan 

082800030344830C 

3.228 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.366 

0.39 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.002 

0.10 

0.07 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.316 

0.39 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.09 

0.06 


Mangaladayra 

082800040347370C 

2.283 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.479 

4.90 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.18 

0.07 

0.011 

0.56 

0.44 


Nadiya 

082800030343430C 

3.093 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

2.094 

0.52 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.02 

0.012 

0.62 

0.42 


Pachor Para 

082800040347080C 

1.462 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.127 

1.35 

0.018 

0.02 

0.01 

0.00 

0.00 

0.00 

0.04 

0.05 

0.08 

0.008 

0.65 

0.50 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.326 

1.35 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.002 

0.19 

0.15 







Command 

Limestone 

0.010 

1.35 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 


Padi Kalan 

082800030343410C 

4.050 

Fresh 

Mahi Bajaj Sagar 

Command 

Limestone 

2.808 

0.69 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.08 

0.015 

0.60 

0.45 


Padikhurd 

0828000303448400 

3.096 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.200 

0.25 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.06 

0.04 







Command 

Limestone 

2.575 

0.25 

0.030 

0.03 

0.01 

0.00 

0.00 

0.00 

0.04 

0.05 

0.09 

0.014 

0.71 

0.54 


Pandaliya 

082800040347070C 

4.425 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.016 

0.74 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

0.583 

0.74 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.004 

0.11 

0.09 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.696 

0.74 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.005 

0.13 

0.10 







Command 

Gneisses(B.G.C) 

1.059 

0.74 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.008 

0.20 

0.16 







Command 

Limestone 

2.072 

0.74 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.00 

0.015 

0.40 

0.31 


Ratan Pura Galiya 

082800030345200C 

0.635 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.546 

3.23 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.01 

0.003 

0.73 

0.62 


Sagrod 

082800030343400C 

7.958 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

1.028 

0.53 

0.025 

0.02 

0.00 

0.00 

0.00 

0.05 

-0.01 

-0.02 

0.07 

0.006 

0.11 

0.08 







Command 

Limestone 

4.330 

0.53 

0.030 

0.09 

0.02 

0.00 

0.00 

0.05 

0.09 

0.12 

0.33 

0.024 

0.48 

0.35 


Sagwadeeya 

082800030344810C 

2.106 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.041 

-0.16 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.01 


Saliya 

082800030343420C 

9.393 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.414 

0.88 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.01 

0.008 

0.13 

0.10 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

3.794 

0.88 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.13 

0.02 

0.021 

0.36 

0.26 







Command 

Limestone 

3.426 

0.88 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.13 

0.02 

0.019 

0.32 

0.23 



082800030345170C 

2.866 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.623 

3.33 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.01 

0.003 

0.19 

0.15 


Samriya 

082800030344880C 

10.586 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.003 

3.83 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Deccan Traps 

0.138 

3.83 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 


Sewana 

082800040347390C 

4.044 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.923 

3.70 

0.018 

0.04 

0.00 

0.00 

0.00 

0.00 

0.29 

0.38 

0.12 

0.029 

0.82 

0.64 


Siyapur 

082800030343440C 

3.522 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

1.295 

0.32 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.007 

0.34 

0.22 


Sukhaniya 

082800030344850C 

3.520 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.566 

0.67 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.07 

0.009 

0.38 

0.29 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.726 

0.67 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.03 

0.004 

0.18 

0.13 







Command 

Limestone 

1.114 

0.67 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.05 

0.006 

0.27 

0.20 


Teliya Dayra 

082800040347380C 

2.905 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.905 

6.97 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.38 

0.49 

0.11 

0.022 

0.85 

0.66 


Van raj 

0828000403474400 

8.283 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.804 

3.29 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.21 

0.03 

0.021 

0.29 

0.24 

09004022 

Achalpur 

0829001203730900 

14.649 

Fresh 

Non-command 

Non-command 

Deccan Traps 

13.020 

3.71 

0.010 

0.09 

0.02 

0.00 

0.00 

0.00 

0.55 

0.53 

0.34 

0.029 

0.76 

0.79 


Achalpuriya 

0829001303751700 

1.557 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.557 

4.46 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.06 

0.005 

0.94 

0.85 


Achlawada 

0829001303748900 

9.664 

Fresh 

Non-command 

Non-command 

Deccan Traps 

8.969 

3.91 

0.010 

0.14 

0.03 

0.00 

0.00 

0.02 

0.45 

0.50 

0.51 

0.030 

0.87 

0.79 


Achnara 

0829001303755500 

3.661 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.000 

2.96 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Akadiyon Ka Mai 

0829001303748400 

0.195 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.195 

3.44 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.001 

0.94 

0.85 


Amarpura 

0829001203737600 

0.443 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.443 

7.82 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.04 

0.001 

0.90 

0.86 


Amlawada 

0829001203728100 

12.604 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.988 

2.91 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.06 

0.002 

0.07 

0.07 


Amli Khera 

0829001203738100 

0.965 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.965 

7.63 

0.010 

0.07 

0.01 

0.00 

0.00 

0.00 

0.13 

0.13 

0.29 

0.002 

0.87 

0.88 


Anoppura 

0829001203744200 

0.518 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.518 

4.92 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.05 

0.001 

0.94 

0.84 


Arnod 

0829001303751000 

16.495 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.491 

4.19 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.14 

0.16 

0.20 

0.008 

0.14 

0.13 


Badayala 

0829001303748500 

0.779 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.779 

3.74 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.05 

0.003 

0.94 

0.85 


Bagrawad 

0829001303748300 

0.490 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.490 

3.31 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.04 

0.04 

0.10 

0.002 

0.94 

0.85 


Bakhatpura 

0828000103397900 

0.625 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.625 

2.52 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.04 

0.05 

0.12 

0.003 

0.92 

0.84 


Bala Khera 

0828000103398200 

0.499 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.499 

2.73 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.002 

0.92 

0.84 


Bambori Bari 

0829001203731100 

7.943 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.392 

2.98 

0.010 

0.01 

0.00 

0.00 

0.00 

0.01 

0.08 

0.07 

0.03 

0.005 

0.25 

0.27 


Bamotar 

0829001203726700 

4.837 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.084 

4.20 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.02 


Bandi Khari 

0829001203733100 

1.387 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.387 

4.61 

0.010 

0.27 

0.04 

0.00 

0.00 

0.00 

0.29 

0.31 

1.07 

0.003 

0.90 

0.86 


Baneriya Khurd 

0829001203733900 

2.245 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.245 

5.96 

0.010 

0.11 

0.02 

0.00 

0.00 

0.00 

0.22 

0.21 

0.43 

0.005 

0.84 

0.92 


Banghati 

0828000103407100 

3.456 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.456 

3.77 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.24 

0.27 

0.20 

0.017 

0.93 

0.83 


Banjari 

0829001203744300 

5.246 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.246 

3.86 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.24 

0.27 

0.18 

0.012 

0.94 

0.85 


Barda 

0829001203741900 

0.999 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.926 

4.21 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.01 

0.002 

0.85 

0.77 


Bari Ambeli 

0829001203739900 

6.460 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.940 

2.90 

0.010 

0.00 

0.00 

0.00 

0.00 

0.01 

0.05 

0.06 

0.01 

0.004 

0.26 

0.23 


Barmadon Ka Khera 

0829001203741700 

0.491 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.491 

4.29 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.09 

0.001 

0.91 

0.83 


Barwas Kalan 

0829001303756700 

8.662 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.063 

3.56 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Basad 

0829001203730400 

17.042 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.499 

4.45 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.05 

0.001 

0.02 

0.03 


Bhaisa Dawar 

0829001303755000 

1.263 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.263 

3.57 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.07 

0.004 

0.91 

0.79 


Bhanawaton Ka Khera 

0829001203741100 

0.586 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.534 

3.55 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.83 

0.75 


Bhanwar Semla 

0829001203733300 

3.137 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.692 

4.82 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.13 

0.02 

0.006 

0.74 

0.76 


Bheema Khera 

0829001303752300 

0.768 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.756 

4.98 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.03 

0.003 

0.92 

0.83 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.02 

0.01 

1,223.29 

0.01 

- 

0.01 

0.03 

0.40 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.006 

0.022 

355.57 

Over Exploited 

Karji 

082800040347340C 

0.06 

0.12 

792.05 

0.14 

0.06 

0.20 

0.04 

0.56 

- 

0.3100 

- 

- 

- 

0.310 

0.310 

0.515 

0.026 

0.489 

1.675 

342.35 

Over Exploited 



0.02 

0.00 

36,751.89 

0.00 

- 

0.00 

0.00 

0.04 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.020 

0.001 

0.019 

0.113 

587.55 

Over Exploited 



0.02 

0.00 

########## 

0.00 

0.02 

0.02 

0.01 

0.18 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.105 

0.005 

0.100 

0.412 

414.09 

Over Exploited 

Kewadiya 

0828000403473100 

0.06 

0.00 

2,319.26 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.02 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khopara 

0828000403473600 

0.02 

0.01 

########## 

0.01 

- 

0.01 

0.03 

0.50 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.024 

0.001 

0.023 

0.076 

335.02 

Over Exploited 

Leemthan 

0828000303448300 

0.04 

0.00 

251.77 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.010 

582.88 

Over Exploited 



0.04 

0.00 

298.82 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

0.0023 

0.0128 

- 

0.015 

0.015 

0.016 

0.001 

0.016 

0.010 

62.32 

Safe 

Mangaladayra 

0828000403473700 

0.02 

0.02 

1,023.66 

0.02 

- 

0.02 

0.04 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.030 

0.001 

0.028 

0.078 

276.30 

Over Exploited 

Nadiya 

0828000303434300 

0.04 

0.05 

6.80 

0.06 

- 

0.06 

0.04 

0.66 

- 

- 

0.0152 

0.0845 

- 

0.100 

0.100 

0.155 

0.008 

0.148 

0.031 

20.67 

Safe 

Pachor Para 

0828000403470800 

0.06 

0.04 

7.58 

0.05 

0.01 

0.06 

0.05 

0.70 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.078 

0.004 

0.074 

0.092 

125.31 

Over Exploited 



0.06 

0.00 

517.59 

0.00 

- 

0.00 

0.01 

0.20 

- 

- 

0.0024 

0.0132 

- 

0.016 

0.016 

0.020 

0.001 

0.019 

0.024 

128.88 

Over Exploited 



0.04 

0.00 

23,659.23 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0001 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.000 

0.000 

- 

Safe 

Padi Kalan 

0828000303434100 

0.07 

0.12 

(12.05) 

0.10 

0.00 

0.10 

0.04 

0.64 

- 

0.0100 

0.0174 

0.1133 

0.000 

0.141 

0.141 

0.244 

0.012 

0.232 

0.094 

40.66 

Safe 

Padikhurd 

0828000303448400 

0.04 

0.00 

262.98 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

0.0012 

0.0081 

- 

0.009 

0.009 

0.010 

0.000 

0.009 

0.009 

97.43 

Critical 



0.07 

0.13 

(63.97) 

0.10 

0.01 

0.12 

0.05 

0.77 

- 

0.0200 

0.0160 

0.1039 

0.006 

0.146 

0.146 

0.263 

0.013 

0.250 

0.100 

40.08 

Safe 

Pandaliya 

0828000403470700 

0.06 

0.00 

9,755.64 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.02 

0.00 

656.67 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

0.004 

290.39 

Over Exploited 



0.06 

0.01 

89.27 

0.01 

0.00 

0.01 

0.01 

0.14 

- 

- 

0.0050 

0.0281 

0.001 

0.035 

0.035 

0.042 

0.002 

0.040 

0.005 

12.91 

Safe 



0.02 

0.00 

307.43 

0.01 

0.00 

0.01 

0.02 

0.22 

- 

- 

0.0077 

0.0427 

0.000 

0.051 

0.051 

0.056 

0.003 

0.053 

0.008 

14.76 

Safe 



0.04 

0.03 

120.22 

0.04 

0.00 

0.04 

0.03 

0.43 

- 

- 

0.0150 

0.0836 

0.000 

0.099 

0.099 

0.139 

0.007 

0.132 

0.015 

11.67 

Safe 

Ratan Pura Galiya 

0828000303452000 

0.09 

0.04 

1.63 

0.04 

- 

0.04 

0.05 

0.78 

- 

- 

- 

- 

- 

- 

- 

0.037 

0.002 

0.035 

0.017 

48.63 

Safe 

Sagrod 

0828000303434000 

0.04 

0.00 

(526.94) 

0.00 

0.05 

0.05 

0.01 

0.12 

- 

0.0100 

0.0064 

0.0415 

0.072 

0.130 

0.130 

0.182 

0.009 

0.173 

0.077 

44.38 

Safe 



0.07 

0.14 

(13.79) 

0.12 

0.07 

0.19 

0.03 

0.51 

- 

0.0600 

0.0269 

0.1747 

0.072 

0.333 

0.333 

0.525 

0.026 

0.499 

0.355 

71.08 

Semi Critical 

Sagwadeeya 

0828000303448100 

0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0003 

0.0017 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.000 

12.47 

Safe 

Saliya 

0828000303434200 

0.04 

0.01 

472.80 

0.01 

- 

0.01 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.009 

0.016 

184.34 

Over Exploited 



0.04 

0.05 

131.74 

0.06 

0.00 

0.07 

0.02 

0.38 

- 

- 

0.0275 

0.1531 

0.004 

0.185 

0.185 

0.252 

0.013 

0.240 

0.038 

15.80 

Safe 



0.07 

0.08 

73.16 

0.09 

0.00 

0.10 

0.02 

0.34 

- 

- 

0.0248 

0.1382 

0.006 

0.169 

0.169 

0.265 

0.013 

0.252 

0.038 

15.04 

Safe 


0828000303451700 

0.09 

0.01 

327.44 

0.01 

- 

0.01 

0.01 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.012 

0.010 

86.67 

Semi Critical 

Samriya 

0828000303448800 

0.04 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.09 

0.00 

8,656.15 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Sewana 

0828000403473900 

0.06 

0.19 

94.40 

0.23 

- 

0.23 

0.06 

0.88 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.252 

0.013 

0.239 

0.144 

60.21 

Safe 

Siyapur 

0828000303434400 

0.04 

0.02 

(15.81) 

0.01 

0.00 

0.02 

0.02 

0.36 

- 

- 

0.0094 

0.0522 

0.001 

0.062 

0.062 

0.078 

0.004 

0.074 

0.015 

20.49 

Safe 

Sukhaniya 

0828000303448500 

0.04 

0.02 

156.63 

0.03 

- 

0.03 

0.03 

0.41 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.039 

0.002 

0.037 

0.075 

202.15 

Over Exploited 



0.04 

0.01 

471.94 

0.01 

- 

0.01 

0.01 

0.19 

- 

0.0100 

0.0053 

0.0293 

- 

0.045 

0.045 

0.051 

0.003 

0.048 

0.032 

66.28 

Safe 



0.07 

0.02 

165.33 

0.03 

0.00 

0.03 

0.02 

0.29 

- 

0.0100 

0.0081 

0.0449 

0.000 

0.063 

0.063 

0.089 

0.004 

0.084 

0.059 

70.18 

Semi Critical 

Teliya Dayra 

0828000403473800 

0.06 

0.15 

233.46 

0.18 

- 

0.18 

0.06 

0.91 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.188 

0.009 

0.179 

0.130 

72.58 

Semi Critical 

Van raj 

0828000403474400 

0.02 

0.02 

1,188.29 

0.02 

- 

0.02 

0.02 

0.31 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.029 

0.001 

0.028 

0.050 

179.08 

Over Exploited 

Achalpur 

0829001203730900 

0.03 

0.26 

106.08 

0.31 

0.02 

0.33 

0.05 

0.81 

- 

0.0600 

- 

- 

0.005 

0.065 

0.065 

0.396 

0.020 

0.376 

0.369 

98.03 

Critical 

Achalpuriya 

0829001303751700 

0.04 

0.06 

67.94 

0.07 

- 

0.07 

0.07 

1.01 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.081 

0.004 

0.077 

0.067 

87.33 

Semi Critical 

Achlawada 

0829001303748900 

0.04 

0.32 

56.23 

0.38 

0.05 

0.43 

0.07 

0.94 

- 

0.1000 

- 

- 

0.023 

0.123 

0.123 

0.549 

0.027 

0.522 

0.541 

103.71 

Over Exploited 

Achnara 

0829001303755500 

0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Akadiyon Ka Mai 

0829001303748400 

0.04 

0.01 

149.93 

0.01 

- 

0.01 

0.07 

1.01 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.019 

0.001 

0.018 

0.035 

192.74 

Over Exploited 

Amarpura 

0829001203737600 

0.03 

0.01 

341.76 

0.01 

0.00 

0.01 

0.07 

0.97 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.024 

0.001 

0.023 

0.043 

186.25 

Over Exploited 

Amlawada 

0829001203728100 

0.03 

0.00 

2,473.97 

0.00 

- 

0.00 

0.00 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.064 

561.63 

Over Exploited 

Amli Khera 

0829001203738100 

0.03 

0.02 

505.21 

0.03 

0.01 

0.04 

0.06 

0.94 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.086 

0.004 

0.082 

0.288 

351.31 

Over Exploited 

Anoppura 

0829001203744200 

0.03 

0.01 

211.26 

0.02 

- 

0.02 

0.07 

1.01 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.025 

0.001 

0.024 

0.047 

196.99 

Over Exploited 

Arnod 

0829001303751000 

0.04 

0.01 

1,021.24 

0.02 

0.01 

0.03 

0.01 

0.15 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.067 

0.003 

0.064 

0.208 

326.72 

Over Exploited 

Badayala 

0829001303748500 

0.04 

0.03 

46.90 

0.04 

- 

0.04 

0.07 

1.01 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.046 

0.002 

0.043 

0.056 

128.40 

Over Exploited 

Bagrawad 

0829001303748300 

0.04 

0.02 

115.24 

0.02 

0.01 

0.03 

0.07 

1.01 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.052 

0.003 

0.050 

0.103 

206.18 

Over Exploited 

Bakhatpura 

0828000103397900 

0.03 

0.02 

177.34 

0.02 

0.01 

0.03 

0.07 

1.00 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.051 

0.003 

0.048 

0.118 

244.50 

Over Exploited 

Bala Khera 

0828000103398200 

0.03 

0.01 

143.02 

0.02 

- 

0.02 

0.07 

0.99 

- 

- 

- 

- 

- 

- 

- 

0.017 

0.001 

0.016 

0.024 

155.36 

Over Exploited 

Bambori Bari 

0829001203731100 

0.03 

0.02 

354.52 

0.02 

0.01 

0.02 

0.02 

0.27 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.042 

0.002 

0.040 

0.039 

98.33 

Critical 

Bamotar 

0829001203726700 

0.03 

0.00 

9,647.23 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

22,574.88 

Over Exploited 

Bandi Khari 

0829001203733100 

0.03 

0.03 

844.50 

0.04 

0.04 

0.08 

0.07 

0.96 

- 

0.2000 

- 

- 

0.003 

0.203 

0.203 

0.284 

0.014 

0.269 

1.068 

396.33 

Over Exploited 

Baneriya Khurd 

0829001203733900 

0.03 

0.05 

317.14 

0.06 

0.02 

0.08 

0.06 

0.90 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.159 

0.008 

0.151 

0.433 

286.57 

Over Exploited 

Banghati 

0828000103407100 

0.03 

0.10 

182.79 

0.12 

0.01 

0.13 

0.07 

1.00 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.167 

0.008 

0.159 

0.219 

137.55 

Over Exploited 

Banjari 

0829001203744300 

0.03 

0.13 

107.96 

0.15 

0.01 

0.17 

0.07 

1.01 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.199 

0.010 

0.189 

0.188 

99.27 

Critical 

Barda 

0829001203741900 

0.03 

0.02 

108.90 

0.02 

- 

0.02 

0.07 

0.92 

- 

- 

- 

- 

- 

- 

- 

0.025 

0.001 

0.024 

0.010 

42.68 

Safe 

Bari Ambeli 

0829001203739900 

0.03 

0.01 

337.15 

0.02 

0.01 

0.02 

0.02 

0.28 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.031 

0.002 

0.029 

0.017 

59.43 

Safe 

Barmadon Ka Khera 

0829001203741700 

0.03 

0.01 

287.27 

0.01 

- 

0.01 

0.07 

0.98 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.034 

0.002 

0.032 

0.093 

287.87 

Over Exploited 

Barwas Kalan 

0829001303756700 

0.04 

0.00 

15,924.24 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

27,143.06 

Over Exploited 

Basad 

0829001203730400 

0.03 

0.00 

9,069.09 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.010 

0.001 

0.010 

0.046 

467.40 

Over Exploited 

Bhaisa Dawar 

0829001303755000 

0.04 

0.05 

61.94 

0.06 

- 

0.06 

0.07 

0.98 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.066 

0.003 

0.063 

0.076 

121.75 

Over Exploited 

Bhanawaton Ka Khera 

0829001203741100 

0.03 

0.01 

81.83 

0.01 

- 

0.01 

0.06 

0.89 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.013 

0.018 

138.71 

Over Exploited 

Bhanwar Semla 

0829001203733300 

0.03 

0.05 

154.08 

0.06 

0.00 

0.07 

0.05 

0.79 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.074 

0.004 

0.070 

0.027 

38.50 

Safe 

Bheema Khera 

0829001303752300 

0.04 

0.03 

83.62 

0.03 

0.00 

0.03 

0.07 

1.00 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.046 

0.002 

0.044 

0.032 

71.85 

Semi Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Bheempura 

082900130375470C 

2.244 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.910 

3.61 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.06 

0.003 

0.37 

0.31 


Bhoori Ghati 

0829001303748800 

0.437 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.437 

3.76 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.07 

0.001 

0.94 

0.85 


Bilri 

0829001203742500 

3.037 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.037 

4.73 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.16 

0.01 

0.007 

0.94 

0.85 


Bor Khera 

0828000103396700 

1.691 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.003 

2.56 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Boran Khera 

0829001203744400 

0.907 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.907 

4.75 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.03 

0.002 

0.94 

0.85 


Bori 

0828000103399400 

2.011 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.011 

4.65 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.14 

0.16 

0.04 

0.010 

0.94 

0.84 


Borwana 

0829001203745700 

1.452 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.255 

5.90 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.02 

0.003 

0.81 

0.73 


Chain Puriya 

0829001203742800 

0.677 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.662 

6.48 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.04 

0.001 

0.89 

0.84 


Chatariya Kheri 

0829001203733500 

2.153 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.129 

5.54 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.13 

0.03 

0.005 

0.87 

0.87 


Cheekat 

0829001303751200 

0.393 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.339 

3.55 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.03 

0.04 

0.10 

0.001 

0.81 

0.73 


Cheeron Ka Mai 

0829001203741200 

0.558 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.538 

3.99 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.88 

0.80 


Chhari 

0828000103396500 

5.006 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.573 

2.73 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.04 

0.003 

0.10 

0.08 


Chhayan 

0829001203742300 

2.736 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.736 

4.62 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.16 

0.08 

0.006 

0.94 

0.84 


Chhota Dhamaniya 

0829001303748000 

0.771 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.771 

3.48 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.04 

0.003 

0.94 

0.85 


Chhota Manyaga 

0829001203742400 

2.159 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.159 

4.62 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.12 

0.04 

0.005 

0.94 

0.85 


Chhoti Ambeli 

0829001203741500 

0.305 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.305 

3.93 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.90 

0.82 


Chhoti Kheri 

0829001203745200 

1.265 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.265 

4.39 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.01 

0.003 

0.94 

0.85 


Chhoti Photwa 

0829001203744900 

0.353 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.213 

4.37 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.000 

0.57 

0.51 


Chooli 

0828000103398900 

0.900 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.900 

2.66 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.04 

0.004 

0.94 

0.84 


Churayta 

0829001203738400 

0.316 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.316 

7.64 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.001 

0.89 

0.87 


Dangpura 

0829001203743400 

1.029 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.029 

4.60 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.04 

0.002 

0.94 

0.85 


Datla Kund 

0829001203739300 

4.850 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.584 

4.28 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.22 

0.23 

0.06 

0.010 

0.85 

0.79 


Deendor Ka Khera 

0829001203741600 

0.684 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.684 

3.90 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.002 

0.91 

0.82 


Depur 

0829001303757100 

1.574 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.877 

3.41 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.04 

0.003 

0.50 

0.42 


Dhaman Doongri 

0829001203732800 

2.470 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.143 

3.64 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.06 

0.005 

0.76 

0.71 


Dhariya Kheri 

0829001203739600 

2.593 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.593 

3.78 

0.010 

0.01 

0.00 

0.00 

0.00 

0.01 

0.10 

0.11 

0.03 

0.006 

0.88 

0.81 


Dhurawato Ka Khera 

0829001303747900 

0.593 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.593 

3.32 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.06 

0.002 

0.94 

0.85 


Dindor Khera 

0829001203738200 

0.797 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.797 

7.11 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.05 

0.002 

0.86 

0.89 


Dodiyar Khera 

0829001203737700 

0.899 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.899 

7.74 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.03 

0.002 

0.88 

0.87 


Doli 

0829001203739700 

0.948 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.514 

3.30 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.001 

0.47 

0.43 


Dor Ka Khera 

0829001203738300 

1.016 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.016 

7.66 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.05 

0.002 

0.88 

0.87 


Dotar 

0829001203733200 

2.489 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.489 

4.89 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.15 

0.16 

0.14 

0.005 

0.89 

0.86 


Fatehgarh 

0829001303754300 

3.484 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.459 

3.84 

0.010 

0.10 

0.02 

0.00 

0.00 

0.00 

0.21 

0.24 

0.37 

0.012 

0.91 

0.80 


Ganga Khoh 

0829001303748100 

2.756 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.633 

3.86 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.12 

0.01 

0.009 

0.90 

0.81 


Ganwa Khera 

0829001203743100 

0.226 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.215 

7.24 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.000 

0.88 

0.81 


Ghatawali Kheri 

0829001203741000 

0.868 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.847 

3.36 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.002 

0.89 

0.80 


Ghoti 

0829001203740800 

1.596 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.462 

2.71 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.26 

0.23 


Gopalpura 

0829001203730700 

5.157 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.104 

4.28 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.20 

0.03 

0.011 

0.83 

0.92 


Gota Magri 

0828000103398300 

0.873 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.873 

2.73 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.01 

0.004 

0.91 

0.83 


Gotameshwar 

0829001303751100 

1.273 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.273 

3.53 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.08 

0.09 

0.21 

0.004 

0.94 

0.85 


Gurda 

0829001203744100 

0.235 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.235 

5.18 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.94 

0.84 


Harmar Khera 

0829001203737900 

0.986 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.986 

6.31 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.02 

0.002 

0.85 

0.90 


Heenglat 

0829001303754900 

3.616 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.578 

3.43 

0.010 

0.04 

0.01 

0.00 

0.00 

0.01 

0.11 

0.13 

0.14 

0.009 

0.65 

0.54 


Himoton Ki Bhan 

0828000103397000 

2.721 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.721 

2.33 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.09 

0.10 

0.04 

0.013 

0.89 

0.81 


Himoton Ki Harbar 

0828000103399600 

2.922 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.922 

2.63 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.14 

0.01 

0.014 

0.93 

0.84 


Jahazpur 

0829001203746200 

5.283 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.022 

6.63 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.08 

0.002 

0.18 

0.16 


Jamli 

0828000103407000 

3.291 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.291 

3.87 

0.015 

0.07 

0.02 

0.00 

0.00 

0.00 

0.24 

0.27 

0.27 

0.016 

0.92 

0.82 


Jarali 

0828000103399800 

1.268 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.117 

2.48 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.03 

0.005 

0.79 

0.71 


Jhankar 

0829001303749300 

1.708 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.679 

4.50 

0.010 

0.10 

0.02 

0.00 

0.00 

0.00 

0.16 

0.17 

0.41 

0.006 

0.92 

0.83 


Jhasri 

0829001203737000 

5.180 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.886 

4.71 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.06 

0.002 

0.15 

0.15 


Jhaunda 

0829001203746000 

3.215 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.327 

6.77 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.18 

0.03 

0.005 

0.67 

0.61 


Jogi Khera 

0829001203737500 

0.317 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.317 

7.45 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.001 

0.91 

0.86 


Jooni Bagrawad 

0829001303748200 

0.371 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.371 

3.57 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.001 

0.94 

0.85 


Kachotiya 

0829001203738800 

4.399 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.399 

4.82 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.25 

0.27 

0.20 

0.010 

0.92 

0.85 


Kaliya Kund 

0828000103397100 

2.316 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.316 

2.44 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.03 

0.011 

0.90 

0.82 


Kalyanpura 

0828000103397800 

2.226 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.226 

1.97 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.08 

0.011 

0.94 

0.84 


Kanad 

0829001303752100 

4.187 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.090 

4.60 

0.010 

0.08 

0.02 

0.00 

0.00 

0.00 

0.24 

0.27 

0.29 

0.014 

0.92 

0.82 


Kankariya 

0829001303752600 

1.648 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.594 

5.20 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.13 

0.15 

0.005 

0.90 

0.81 


Kanpuriya 

0829001203738000 

2.050 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.050 

7.01 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.16 

0.06 

0.005 

0.86 

0.89 



0829001203743200 

2.280 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.062 

5.84 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.15 

0.07 

0.005 

0.84 

0.77 


Kanthariya Peepaliya 

0829001303751800 

0.525 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.476 

4.87 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.03 

0.002 

0.85 

0.77 


Karadia 

0829001303747600 

3.308 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.308 

2.23 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.08 

0.011 

0.94 

0.85 


Karmadi Khera 

0829001203730500 

2.411 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.126 

3.79 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.04 

0.05 


Karoli 

0829001203732900 

5.298 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.078 

3.79 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.21 

0.22 

0.08 

0.011 

0.84 

0.81 


Karyawad 

0829001203734000 

5.162 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.883 

5.17 

0.010 

0.08 

0.01 

0.00 

0.00 

0.00 

0.32 

0.30 

0.29 

0.011 

0.79 

0.86 


Kataro Ki Bhain 

0828000103398500 

3.490 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.490 

2.48 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.17 

0.07 

0.017 

0.92 

0.84 


Kataron Ka Khera 

0828000103397300 

3.138 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.874 

2.44 

0.015 

0.04 

0.01 

0.00 

0.00 

0.01 

0.13 

0.14 

0.14 

0.014 

0.79 

0.72 



0828000103397400 

5.056 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.481 

2.61 

0.015 

0.06 

0.01 

0.00 

0.00 

0.01 

0.22 

0.24 

0.22 

0.022 

0.79 

0.72 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Bheempura 

0829001303754700 

0.04 

0.01 

359.80 

0.02 

- 

0.02 

0.03 

0.39 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.026 

0.001 

0.025 

0.061 

245.35 

Over Exploited 

Bhoori Ghati 

0829001303748800 

0.04 

0.02 

143.33 

0.02 

- 

0.02 

0.07 

1.02 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.030 

0.001 

0.028 

0.068 

240.50 

Over Exploited 

Bilri 

0829001203742500 

0.03 

0.07 

114.23 

0.09 

- 

0.09 

0.07 

1.01 

- 

- 

- 

- 

- 

- 

- 

0.089 

0.004 

0.084 

0.015 

17.39 

Safe 

Bor Khera 

0828000103396700 

0.03 

0.00 

67,269.70 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Boran Khera 

0829001203744400 

0.03 

0.02 

159.91 

0.03 

0.00 

0.03 

0.07 

1.01 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.029 

0.001 

0.028 

0.027 

97.34 

Critical 

Bori 

0828000103399400 

0.03 

0.06 

176.27 

0.07 

0.01 

0.08 

0.07 

1.01 

- 

0.0100 

- 

- 

0.015 

0.025 

0.025 

0.102 

0.005 

0.097 

0.053 

54.33 

Safe 

Borwana 

0829001203745700 

0.03 

0.03 

250.54 

0.03 

- 

0.03 

0.06 

0.87 

- 

- 

- 

- 

- 

- 

- 

0.032 

0.002 

0.030 

0.024 

78.66 

Semi Critical 

Chain Puriya 

0829001203742800 

0.03 

0.02 

265.10 

0.02 

- 

0.02 

0.07 

0.95 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.028 

0.001 

0.027 

0.043 

161.23 

Over Exploited 

Chatariya Kheri 

0829001203733500 

0.03 

0.05 

166.10 

0.06 

- 

0.06 

0.06 

0.93 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.068 

0.003 

0.064 

0.034 

52.36 

Safe 

Cheekat 

0829001303751200 

0.04 

0.01 

219.64 

0.01 

0.01 

0.02 

0.06 

0.88 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.043 

0.002 

0.041 

0.102 

247.74 

Over Exploited 

Cheeron Ka Mai 

0829001203741200 

0.03 

0.01 

81.31 

0.01 

0.00 

0.02 

0.07 

0.95 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.018 

0.001 

0.017 

0.009 

54.82 

Safe 

Chhari 

0828000103396500 

0.03 

0.00 

2,204.21 

0.00 

0.00 

0.00 

0.01 

0.10 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.014 

0.001 

0.014 

0.039 

281.59 

Over Exploited 

Chhayan 

0829001203742300 

0.03 

0.07 

136.81 

0.08 

0.00 

0.08 

0.07 

1.01 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.100 

0.005 

0.095 

0.083 

87.79 

Semi Critical 

Chhota Dhamaniya 

0829001303748000 

0.04 

0.03 

39.18 

0.04 

- 

0.04 

0.07 

1.02 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.045 

0.002 

0.043 

0.041 

94.45 

Critical 

Chhota Manyaga 

0829001203742400 

0.03 

0.05 

129.57 

0.06 

0.00 

0.06 

0.07 

1.01 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.074 

0.004 

0.071 

0.047 

66.20 

Safe 

Chhoti Ambeli 

0829001203741500 

0.03 

0.01 

238.27 

0.01 

- 

0.01 

0.07 

0.97 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.008 

0.022 

265.71 

Over Exploited 

Chhoti Kheri 

0829001203745200 

0.03 

0.03 

90.03 

0.04 

0.00 

0.04 

0.07 

1.02 

- 

- 

- 

- 

0.003 

0.004 

0.004 

0.043 

0.002 

0.041 

0.011 

26.35 

Safe 

Chhoti Photwa 

0829001203744900 

0.03 

0.00 

2,307.02 

0.00 

- 

0.00 

0.04 

0.61 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.051 

432.88 

Over Exploited 

Chooli 

0828000103398900 

0.03 

0.03 

99.72 

0.03 

0.00 

0.03 

0.07 

1.01 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.041 

0.002 

0.039 

0.040 

102.61 

Over Exploited 

Churayta 

0829001203738400 

0.03 

0.01 

379.02 

0.01 

- 

0.01 

0.07 

0.96 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.008 

0.022 

258.26 

Over Exploited 

Dangpura 

0829001203743400 

0.03 

0.03 

150.44 

0.03 

0.00 

0.03 

0.07 

1.01 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.041 

0.002 

0.039 

0.040 

102.28 

Over Exploited 

Datla Kund 

0829001203739300 

0.03 

0.10 

128.31 

0.12 

0.00 

0.12 

0.06 

0.91 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.133 

0.007 

0.126 

0.073 

57.83 

Safe 

Deendor Ka Khera 

0829001203741600 

0.03 

0.02 

82.42 

0.02 

- 

0.02 

0.07 

0.98 

- 

- 

- 

- 

- 

- 

- 

0.019 

0.001 

0.018 

0.019 

100.39 

Over Exploited 

Depur 

0829001303757100 

0.04 

0.02 

167.22 

0.02 

0.00 

0.02 

0.04 

0.54 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.033 

0.002 

0.031 

0.046 

147.62 

Over Exploited 

Dhaman Doongri 

0829001203732800 

0.03 

0.04 

141.67 

0.05 

0.00 

0.05 

0.06 

0.82 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.066 

0.003 

0.063 

0.060 

94.79 

Critical 

Dhariya Kheri 

0829001203739600 

0.03 

0.06 

80.62 

0.07 

0.01 

0.08 

0.07 

0.95 

- 

0.0100 

- 

- 

0.015 

0.025 

0.025 

0.106 

0.005 

0.100 

0.040 

39.53 

Safe 

Dhurawato Ka Khera 

0829001303747900 

0.04 

0.02 

95.30 

0.03 

- 

0.03 

0.07 

1.02 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.037 

0.002 

0.035 

0.060 

170.28 

Over Exploited 

Dindor Khera 

0829001203738200 

0.03 

0.02 

260.96 

0.02 

- 

0.02 

0.06 

0.93 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.032 

0.002 

0.030 

0.052 

172.90 

Over Exploited 

Dodiyar Khera 

0829001203737700 

0.03 

0.02 

289.66 

0.02 

- 

0.02 

0.06 

0.94 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.035 

0.002 

0.033 

0.036 

109.05 

Over Exploited 

Doli 

0829001203739700 

0.03 

0.01 

370.56 

0.01 

- 

0.01 

0.04 

0.51 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.007 

0.022 

305.52 

Over Exploited 

Dor Ka Khera 

0829001203738300 

0.03 

0.02 

279.92 

0.03 

0.00 

0.03 

0.07 

0.95 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.038 

0.002 

0.036 

0.052 

143.95 

Over Exploited 

Dotar 

0829001203733200 

0.03 

0.06 

170.38 

0.07 

0.01 

0.08 

0.07 

0.96 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.111 

0.006 

0.105 

0.144 

137.29 

Over Exploited 

Fatehgarh 

0829001303754300 

0.04 

0.13 

91.32 

0.15 

0.02 

0.17 

0.07 

0.98 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.243 

0.012 

0.231 

0.384 

166.15 

Over Exploited 

Ganga Khoh 

0829001303748100 

0.04 

0.10 

29.52 

0.11 

- 

0.11 

0.07 

0.97 

- 

- 

- 

- 

- 

- 

- 

0.115 

0.006 

0.109 

0.019 

17.32 

Safe 

Ganwa Khera 

0829001203743100 

0.03 

0.00 

464.96 

0.01 

- 

0.01 

0.07 

0.94 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.015 

0.038 

254.63 

Over Exploited 

Ghatawali Kheri 

0829001203741000 

0.03 

0.02 

113.17 

0.02 

0.00 

0.02 

0.07 

0.96 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.025 

0.001 

0.024 

0.023 

95.47 

Critical 

Ghoti 

0829001203740800 

0.03 

0.00 

347.15 

0.00 

- 

0.00 

0.02 

0.28 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.005 

141.60 

Over Exploited 

Gopalpura 

0829001203730700 

0.03 

0.11 

84.86 

0.13 

0.00 

0.14 

0.06 

0.89 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.140 

0.007 

0.133 

0.036 

27.31 

Safe 

Gota Magri 

0828000103398300 

0.03 

0.02 

63.87 

0.03 

- 

0.03 

0.07 

0.98 

- 

- 

- 

- 

- 

- 

- 

0.029 

0.001 

0.027 

0.011 

41.15 

Safe 

Gotameshwar 

0829001303751100 

0.04 

0.05 

94.76 

0.06 

0.01 

0.07 

0.07 

1.01 

- 

0.0400 

- 

- 

0.000 

0.040 

0.040 

0.108 

0.005 

0.103 

0.210 

204.66 

Over Exploited 

Gurda 

0829001203744100 

0.03 

0.01 

134.94 

0.01 

- 

0.01 

0.07 

1.01 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.005 

68.97 

Safe 

Harmar Khera 

0829001203737900 

0.03 

0.02 

167.88 

0.03 

- 

0.03 

0.06 

0.91 

- 

- 

- 

- 

- 

- 

- 

0.026 

0.001 

0.025 

0.019 

77.14 

Semi Critical 

Heenglat 

0829001303754900 

0.04 

0.07 

94.83 

0.08 

0.02 

0.10 

0.05 

0.69 

- 

0.0300 

- 

- 

0.012 

0.042 

0.042 

0.141 

0.007 

0.134 

0.153 

113.74 

Over Exploited 

Himoton Ki Bhan 

0828000103397000 

0.03 

0.07 

37.57 

0.09 

0.01 

0.10 

0.07 

0.96 

- 

0.0100 

- 

- 

0.021 

0.031 

0.031 

0.131 

0.007 

0.125 

0.049 

39.38 

Safe 

Himoton Ki Harbar 

0828000103399600 

0.03 

0.08 

70.71 

0.10 

- 

0.10 

0.07 

1.00 

- 

- 

- 

- 

- 

- 

- 

0.097 

0.005 

0.093 

0.028 

30.38 

Safe 

Jahazpur 

0829001203746200 

0.03 

0.00 

1,877.21 

0.01 

0.00 

0.01 

0.01 

0.19 

- 

0.0200 

- 

- 

0.001 

0.022 

0.022 

0.028 

0.001 

0.027 

0.086 

322.65 

Over Exploited 

Jamli 

0828000103407000 

0.03 

0.09 

196.67 

0.11 

0.02 

0.13 

0.07 

0.99 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.179 

0.009 

0.170 

0.290 

170.44 

Over Exploited 

Jarali 

0828000103399800 

0.03 

0.03 

115.44 

0.03 

- 

0.03 

0.06 

0.85 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.042 

0.002 

0.040 

0.034 

86.51 

Semi Critical 

Jhankar 

0829001303749300 

0.04 

0.06 

175.24 

0.08 

0.02 

0.10 

0.07 

1.00 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.175 

0.009 

0.167 

0.411 

246.62 

Over Exploited 

Jhasri 

0829001203737000 

0.03 

0.00 

1,659.64 

0.00 

- 

0.00 

0.01 

0.16 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.061 

457.51 

Over Exploited 

Jhaunda 

0829001203746000 

0.03 

0.04 

349.89 

0.05 

- 

0.05 

0.05 

0.72 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.059 

0.003 

0.056 

0.034 

60.94 

Safe 

Jogi Khera 

0829001203737500 

0.03 

0.01 

374.07 

0.01 

- 

0.01 

0.07 

0.98 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.009 

0.022 

254.16 

Over Exploited 

Jooni Bagrawad 

0829001303748200 

0.04 

0.01 

82.70 

0.02 

- 

0.02 

0.07 

1.02 

- 

- 

- 

- 

- 

- 

- 

0.017 

0.001 

0.016 

0.025 

156.89 

Over Exploited 

Kachotiya 

0829001203738800 

0.03 

0.11 

158.15 

0.13 

0.01 

0.14 

0.07 

0.99 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.177 

0.009 

0.168 

0.210 

124.54 

Over Exploited 

Kaliya Kund 

0828000103397100 

0.03 

0.06 

65.65 

0.07 

0.00 

0.08 

0.07 

0.96 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.086 

0.004 

0.081 

0.040 

49.35 

Safe 

Kalyanpura 

0828000103397800 

0.03 

0.06 

52.29 

0.07 

- 

0.07 

0.07 

1.01 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.085 

0.004 

0.081 

0.090 

111.26 

Over Exploited 

Kanad 

0829001303752100 

0.04 

0.15 

79.08 

0.18 

0.02 

0.21 

0.07 

0.99 

- 

0.0500 

- 

- 

0.006 

0.056 

0.056 

0.262 

0.013 

0.249 

0.304 

122.14 

Over Exploited 

Kankariya 

0829001303752600 

0.04 

0.06 

116.29 

0.07 

0.01 

0.08 

0.07 

0.97 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.110 

0.005 

0.104 

0.151 

145.08 

Over Exploited 

Kanpuriya 

0829001203738000 

0.03 

0.05 

244.39 

0.06 

- 

0.06 

0.06 

0.92 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.065 

0.003 

0.062 

0.060 

96.25 

Critical 


0829001203743200 

0.03 

0.05 

240.74 

0.05 

- 

0.05 

0.07 

0.91 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.064 

0.003 

0.061 

0.076 

123.45 

Over Exploited 

Kanthariya Peepaliya 

0829001303751800 

0.04 

0.02 

124.75 

0.02 

- 

0.02 

0.07 

0.92 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.030 

0.001 

0.028 

0.036 

126.21 

Over Exploited 

Karadia 

0829001303747600 

0.04 

0.13 

(17.09) 

0.10 

0.00 

0.10 

0.07 

1.01 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.114 

0.006 

0.109 

0.088 

81.14 

Semi Critical 

Karmadi Khera 

0829001203730500 

0.03 

0.00 

2,881.72 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

2,602.25 

Over Exploited 

Karoli 

0829001203732900 

0.03 

0.11 

95.18 

0.13 

0.00 

0.14 

0.06 

0.90 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.159 

0.008 

0.151 

0.095 

62.93 

Safe 

Karyawad 

0829001203734000 

0.03 

0.10 

193.62 

0.12 

0.01 

0.13 

0.06 

0.85 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.181 

0.009 

0.172 

0.297 

172.37 

Over Exploited 

Kataro Ki Bhain 

0828000103398500 

0.03 

0.10 

71.22 

0.12 

- 

0.12 

0.07 

0.99 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.126 

0.006 

0.120 

0.089 

74.26 

Semi Critical 

Kataron Ka Khera 

0828000103397300 

0.03 

0.07 

106.37 

0.08 

0.02 

0.10 

0.06 

0.85 

- 

0.0300 

- 

- 

0.009 

0.039 

0.039 

0.138 

0.007 

0.131 

0.150 

114.62 

Over Exploited 


0828000103397400 

0.03 

0.11 

127.76 

0.13 

0.02 

0.14 

0.06 

0.85 

- 

0.0400 

- 

- 

0.009 

0.049 

0.049 

0.191 

0.010 

0.182 

0.238 

130.66 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Keet Kheri 

082900120373420C 

1.299 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.000 

4.96 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kerwas 

082900120374590C 

3.112 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.698 

5.49 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.19 

0.21 

0.20 

0.006 

0.81 

0.73 


Kesharpura 

082800010339900C 

1.221 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.221 

2.90 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.07 

0.006 

0.94 

0.84 


Khakhani Kamal 

0829001203741300 

0.726 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.618 

3.53 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.77 

0.69 


Khankhari Khera 

0828000103398700 

0.380 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.380 

2.38 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.94 

0.85 


Kharkhara 

0829001303752700 

10.306 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.739 

5.03 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.39 

0.44 

0.22 

0.023 

0.60 

0.53 


Khatori 

0829001203737300 

0.308 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.308 

7.81 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.03 

0.001 

0.91 

0.86 


Kheemawaton Ka Khera 

0829001203745100 

0.400 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.400 

3.59 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.001 

0.94 

0.85 


Khempuriya 

0829001203739400 

1.836 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.801 

4.22 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.03 

0.004 

0.88 

0.81 


Kherot 

0829001203746100 

3.727 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.727 

7.86 

0.010 

0.20 

0.03 

0.00 

0.00 

0.01 

0.46 

0.48 

0.79 

0.008 

0.91 

0.86 


Khora 

0829001303749100 

1.038 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.941 

4.31 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.06 

0.07 

0.11 

0.003 

0.85 

0.77 


Khoriya Am 

0829001203741400 

1.122 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.651 

3.57 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.001 

0.52 

0.47 


Kundal Ganawa 

0828000103398100 

1.034 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.034 

2.63 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.05 

0.005 

0.92 

0.83 


Kundal Himota 

0828000103398400 

1.978 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.978 

2.33 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.01 

0.010 

0.93 

0.84 


Kundali 

0828000103406900 

1.115 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.111 

3.08 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.00 

0.005 

0.90 

0.81 


Kundla 

0829001203739100 

2.104 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.996 

4.67 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.01 

0.004 

0.87 

0.80 


Kunee 

0829001203745400 

0.896 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.829 

4.71 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.04 

0.002 

0.87 

0.78 


Kushalpura 

0828000103398600 

0.904 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.904 

2.60 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.04 

0.004 

0.93 

0.84 



0829001203737400 

0.507 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.507 

7.66 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.001 

0.92 

0.85 


Lakhma Kheri 

0829001203742700 

0.991 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.991 

5.24 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.06 

0.002 

0.92 

0.85 


Lalgarh 

0829001303752000 

4.440 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.414 

3.91 

0.010 

0.10 

0.02 

0.00 

0.00 

0.02 

0.24 

0.26 

0.37 

0.015 

0.94 

0.84 


Lalpura 

0829001303749000 

0.815 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.699 

4.25 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.07 

0.14 

0.002 

0.81 

0.73 


Lamba Dabra 

0828000103391600 

7.397 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.690 

2.15 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.13 

0.14 

0.19 

0.013 

0.31 

0.27 


Loopri 

0829001303753000 

5.192 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.327 

4.89 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.001 

0.06 

0.05 


Macheriya 

0829001203743700 

1.203 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.203 

3.96 

0.010 

0.00 

0.00 

0.00 

0.00 

0.01 

0.04 

0.04 

0.01 

0.003 

0.93 

0.84 


Madpuri 

0829001203732500 

2.096 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.044 

3.53 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.02 

0.005 

0.85 

0.78 


Maheedon Ka Khera 

0829001203732700 

1.175 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.160 

3.16 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.12 

0.11 


Mahuri Khera 

0829001303752400 

0.925 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.922 

5.18 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.09 

0.14 

0.003 

0.93 

0.84 


Mahuwal 

0828000103399900 

6.258 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.236 

2.85 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.12 

0.02 

0.011 

0.31 

0.28 


Makanpura 

0829001203733700 

1.165 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.165 

5.80 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.03 

0.003 

0.84 

0.92 


Manohar Garh 

0829001203733800 

6.859 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.859 

6.34 

0.010 

0.10 

0.01 

0.00 

0.00 

0.01 

0.52 

0.50 

0.40 

0.015 

0.86 

0.89 


Manpura 

0829001303747800 

0.360 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.360 

2.84 

0.010 

0.02 

0.01 

0.00 

0.00 

0.00 

0.02 

0.02 

0.09 

0.001 

0.94 

0.85 


Manpura Khurd 

0829001303754400 

1.328 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.258 

3.68 

0.010 

0.02 

0.01 

0.00 

0.00 

0.00 

0.06 

0.06 

0.08 

0.004 

0.87 

0.76 


Mata Ji Ka Seegpuriya 

0829001303753100 

4.403 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.678 

4.35 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.02 

0.006 

0.36 

0.32 


Mata Ka Bara 

0828000103398000 

1.265 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.265 

2.74 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.04 

0.006 

0.92 

0.83 


Mau 

0828000103407200 

1.340 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.310 

4.92 

0.015 

0.02 

0.01 

0.00 

0.00 

0.00 

0.11 

0.12 

0.08 

0.006 

0.91 

0.81 


Mewadi 

0829001303754600 

1.762 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.658 

3.79 

0.010 

0.02 

0.01 

0.00 

0.00 

0.00 

0.07 

0.08 

0.08 

0.006 

0.86 

0.74 


Moheda 

0829001303754200 

14.966 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.099 

4.48 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.000 

0.01 

0.01 


Mojal 

0828000103399500 

1.989 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.989 

3.15 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.12 

0.02 

0.010 

0.93 

0.84 


Mokha Ka Tonk 

0829001303754500 

0.520 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.492 

4.09 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.002 

0.87 

0.76 


Moriyan Khera 

0829001203744500 

0.583 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.583 

4.64 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.001 

0.94 

0.85 


Mota Dhamaniya 

0829001303747700 

7.347 

Fresh 

Non-command 

Non-command 

Deccan Traps 

7.279 

3.37 

0.010 

0.03 

0.01 

0.00 

0.00 

0.01 

0.26 

0.29 

0.10 

0.025 

0.93 

0.84 


Mota Manyaga 

0829001203742200 

2.299 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.299 

4.67 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.15 

0.12 

0.005 

0.93 

0.84 


Moti Kheri 

0829001203745300 

0.669 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.669 

4.50 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.001 

0.94 

0.85 


Moti Photwa 

0829001203744800 

0.880 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.797 

4.52 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.02 

0.002 

0.85 

0.77 


Mulya Khera 

0829001203745600 

1.553 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.478 

5.01 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.02 

0.003 

0.89 

0.81 


Mundi Khera 

0828000103396900 

1.800 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.751 

2.59 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.05 

0.008 

0.84 

0.76 


Nagdi 

0829001303755400 

5.632 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.642 

3.47 

0.010 

0.09 

0.02 

0.00 

0.00 

0.00 

0.23 

0.27 

0.34 

0.016 

0.75 

0.64 


Nai Ka Pathar 

0829001203745800 

1.604 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.601 

6.89 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.14 

0.06 

0.004 

0.93 

0.85 


Nanirel 

0829001203738600 

0.905 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.905 

6.63 

0.010 

0.00 

0.00 

0.00 

0.00 

0.01 

0.05 

0.06 

0.02 

0.002 

0.89 

0.87 


Narayanpura 

0829001303755100 

1.132 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.132 

3.38 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.07 

0.004 

0.91 

0.78 


Narda 

0829001203739200 

1.062 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.034 

4.53 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.03 

0.002 

0.89 

0.81 


Naya Khera 

0829001303749200 

2.263 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.752 

4.11 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.09 

0.10 

0.12 

0.006 

0.73 

0.66 


Naya Kheri 

0829001203730800 

1.159 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.133 

4.58 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.02 

0.002 

0.82 

0.89 


Neemach 

0829001203745000 

0.405 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.405 

3.08 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.94 

0.85 


Nogawan 

0829001303750800 

4.931 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.002 

4.27 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Oda 

0829001303751500 

1.094 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.089 

3.74 

0.010 

0.02 

0.01 

0.00 

0.00 

0.00 

0.05 

0.06 

0.08 

0.004 

0.94 

0.84 


Odwara 

0829001203732600 

2.662 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.445 

3.25 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.01 

0.003 

0.47 

0.45 


Okhaji Ka Mai 

0829001203744700 

0.683 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.683 

4.58 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.03 

0.002 

0.94 

0.85 


Panawala 

0829001203743300 

1.494 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.494 

4.59 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.06 

0.003 

0.94 

0.85 


Panriya 

0829001203737800 

1.552 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.476 

6.46 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.04 

0.003 

0.82 

0.84 


Parliya 

0829001203738700 

1.282 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.282 

5.67 

0.010 

0.09 

0.01 

0.00 

0.00 

0.00 

0.15 

0.16 

0.37 

0.003 

0.90 

0.86 


Pateliya 

0829001203740900 

3.034 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.864 

3.06 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.13 

0.16 

0.006 

0.87 

0.78 


Pathar 

0829001203745500 

1.371 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.185 

4.58 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.01 

0.003 

0.81 

0.73 


Pathari 

0829001203738500 

0.539 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.539 

7.32 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.01 

0.001 

0.89 

0.87 


Patri 

0829001203739000 

1.245 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.245 

4.62 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.05 

0.003 

0.91 

0.84 


Peepalya 

0829001303751400 

0.515 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.514 

3.57 

0.010 

0.02 

0.01 

0.00 

0.00 

0.00 

0.03 

0.03 

0.09 

0.002 

0.94 

0.84 


Peepli Pathar 

0829001203739500 

1.545 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.545 

4.14 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.09 

0.003 

0.90 

0.82 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Keet Kheri 

0829001203734200 

0.03 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kerwas 

0829001203745900 

0.03 

0.06 

258.87 

0.07 

0.01 

0.08 

0.06 

0.88 

- 

0.0400 

- 

- 

0.004 

0.044 

0.044 

0.126 

0.006 

0.120 

0.208 

173.99 

Over Exploited 

Kesharpura 

0828000103399000 

0.03 

0.03 

134.99 

0.04 

0.00 

0.04 

0.07 

1.01 

- 

0.0100 

- 

- 

0.000 

0.011 

0.011 

0.052 

0.003 

0.049 

0.071 

143.47 

Over Exploited 

Khakhani Kamal 

0829001203741300 

0.03 

0.01 

95.22 

0.01 

- 

0.01 

0.06 

0.82 

- 

- 

- 

- 

- 

- 

- 

0.015 

0.001 

0.014 

0.001 

9.67 

Safe 

Khankhari Khera 

0828000103398700 

0.03 

0.01 

37.38 

0.01 

0.00 

0.01 

0.07 

1.01 

- 

- 

- 

- 

0.000 

0.001 

0.001 

0.014 

0.001 

0.013 

0.016 

122.14 

Over Exploited 

Kharkhara 

0829001303752700 

0.04 

0.16 

166.99 

0.20 

0.01 

0.21 

0.05 

0.65 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.248 

0.012 

0.235 

0.242 

102.82 

Over Exploited 

Khatori 

0829001203737300 

0.03 

0.01 

394.17 

0.01 

- 

0.01 

0.07 

0.97 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.019 

0.001 

0.018 

0.035 

194.77 

Over Exploited 

Kheemawaton Ka Khera 

0829001203745100 

0.03 

0.01 

62.91 

0.01 

- 

0.01 

0.07 

1.02 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.011 

0.005 

43.59 

Safe 

Khempuriya 

0829001203739400 

0.03 

0.04 

126.12 

0.05 

- 

0.05 

0.07 

0.95 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.060 

0.003 

0.057 

0.033 

58.20 

Safe 

Kherot 

0829001203746100 

0.03 

0.09 

449.42 

0.11 

0.04 

0.14 

0.07 

0.98 

- 

0.1500 

- 

- 

0.009 

0.159 

0.159 

0.301 

0.015 

0.286 

0.798 

279.40 

Over Exploited 

Khora 

0829001303749100 

0.04 

0.03 

107.53 

0.04 

0.01 

0.05 

0.07 

0.92 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.069 

0.003 

0.066 

0.109 

166.64 

Over Exploited 

Khoriya Am 

0829001203741400 

0.03 

0.01 

193.99 

0.01 

- 

0.01 

0.04 

0.56 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.010 

0.005 

54.31 

Safe 

Kundal Ganawa 

0828000103398100 

0.03 

0.03 

96.25 

0.03 

- 

0.03 

0.07 

0.99 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.044 

0.002 

0.042 

0.055 

131.04 

Over Exploited 

Kundal Himota 

0828000103398400 

0.03 

0.06 

35.56 

0.07 

0.00 

0.07 

0.07 

1.01 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.070 

0.003 

0.066 

0.017 

24.99 

Safe 

Kundali 

0828000103406900 

0.03 

0.03 

91.13 

0.04 

- 

0.04 

0.07 

0.97 

- 

- 

- 

- 

- 

- 

- 

0.036 

0.002 

0.034 

0.005 

15.65 

Safe 

Kundla 

0829001203739100 

0.03 

0.05 

117.92 

0.05 

0.00 

0.06 

0.07 

0.94 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.062 

0.003 

0.058 

0.017 

29.76 

Safe 

Kunee 

0829001203745400 

0.03 

0.02 

189.94 

0.02 

- 

0.02 

0.07 

0.94 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.033 

0.002 

0.031 

0.044 

141.70 

Over Exploited 

Kushalpura 

0828000103398600 

0.03 

0.03 

97.97 

0.03 

- 

0.03 

0.07 

1.01 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.040 

0.002 

0.038 

0.040 

105.27 

Over Exploited 


0829001203737400 

0.03 

0.01 

230.67 

0.01 

0.00 

0.02 

0.07 

0.99 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.018 

0.001 

0.017 

0.018 

103.95 

Over Exploited 

Lakhma Kheri 

0829001203742700 

0.03 

0.02 

220.75 

0.03 

0.00 

0.03 

0.07 

0.99 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.042 

0.002 

0.040 

0.065 

162.95 

Over Exploited 

Lalgarh 

0829001303752000 

0.04 

0.17 

57.88 

0.20 

0.04 

0.24 

0.07 

1.01 

- 

0.0700 

- 

- 

0.023 

0.093 

0.093 

0.329 

0.016 

0.313 

0.383 

122.40 

Over Exploited 

Lalpura 

0829001303749000 

0.04 

0.02 

187.33 

0.03 

0.01 

0.04 

0.06 

0.87 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.069 

0.003 

0.065 

0.146 

223.50 

Over Exploited 

Lamba Dabra 

0828000103391600 

0.03 

0.02 

479.53 

0.03 

0.01 

0.04 

0.02 

0.33 

- 

0.0400 

- 

- 

0.000 

0.040 

0.040 

0.080 

0.004 

0.076 

0.207 

271.41 

Over Exploited 

Loopri 

0829001303753000 

0.04 

0.00 

3,628.85 

0.00 

- 

0.00 

0.00 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.030 

289.88 

Over Exploited 

Macheriya 

0829001203743700 

0.03 

0.03 

51.68 

0.04 

0.01 

0.04 

0.07 

1.00 

- 

- 

- 

- 

0.012 

0.012 

0.012 

0.054 

0.003 

0.052 

0.016 

30.38 

Safe 

Madpuri 

0829001203732500 

0.03 

0.05 

96.79 

0.05 

- 

0.05 

0.06 

0.91 

- 

- 

- 

- 

- 

- 

- 

0.054 

0.003 

0.052 

0.026 

49.46 

Safe 

Maheedon Ka Khera 

0829001203732700 

0.03 

0.00 

1,000.08 

0.00 

- 

0.00 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.013 

2,386.19 

Over Exploited 

Mahuri Khera 

0829001303752400 

0.04 

0.03 

148.59 

0.04 

0.01 

0.05 

0.07 

1.01 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.082 

0.004 

0.078 

0.142 

182.99 

Over Exploited 

Mahuwal 

0828000103399900 

0.03 

0.02 

467.59 

0.03 

- 

0.03 

0.02 

0.34 

- 

- 

- 

- 

- 

- 

- 

0.025 

0.001 

0.024 

0.033 

136.28 

Over Exploited 

Makanpura 

0829001203733700 

0.03 

0.03 

176.67 

0.03 

- 

0.03 

0.06 

0.90 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.041 

0.002 

0.039 

0.032 

81.88 

Semi Critical 

Manohar Garh 

0829001203733800 

0.03 

0.15 

222.53 

0.18 

0.02 

0.20 

0.06 

0.92 

- 

0.0700 

- 

- 

0.014 

0.084 

0.084 

0.289 

0.014 

0.274 

0.414 

151.09 

Over Exploited 

Manpura 

0829001303747800 

0.04 

0.01 

64.12 

0.02 

0.01 

0.03 

0.07 

1.01 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.046 

0.002 

0.044 

0.087 

197.65 

Over Exploited 

Manpura Khurd 

0829001303754400 

0.04 

0.04 

46.43 

0.05 

0.01 

0.06 

0.07 

0.93 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.083 

0.004 

0.079 

0.088 

111.91 

Over Exploited 

Mata Ji Ka Seegpuriya 

0829001303753100 

0.04 

0.02 

282.43 

0.03 

- 

0.03 

0.03 

0.38 

- 

- 

- 

- 

- 

- 

- 

0.029 

0.001 

0.028 

0.030 

107.78 

Over Exploited 

Mata Ka Bara 

0828000103398000 

0.03 

0.03 

95.30 

0.04 

- 

0.04 

0.07 

0.99 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.052 

0.003 

0.049 

0.042 

85.52 

Semi Critical 

Mau 

0828000103407200 

0.03 

0.04 

235.35 

0.04 

0.01 

0.05 

0.07 

0.98 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.073 

0.004 

0.069 

0.089 

129.18 

Over Exploited 

Mewadi 

0829001303754600 

0.04 

0.06 

46.39 

0.07 

0.01 

0.08 

0.06 

0.92 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.099 

0.005 

0.094 

0.088 

93.14 

Critical 

Moheda 

0829001303754200 

0.04 

0.00 

21,132.62 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

19,479.38 

Over Exploited 

Mojal 

0828000103399500 

0.03 

0.06 

107.46 

0.07 

- 

0.07 

0.07 

1.01 

- 

- 

- 

- 

- 

- 

- 

0.067 

0.003 

0.064 

0.032 

49.74 

Safe 

Mokha Ka Tonk 

0829001303754500 

0.04 

0.02 

99.17 

0.02 

- 

0.02 

0.07 

0.93 

- 

- 

- 

- 

- 

- 

- 

0.021 

0.001 

0.020 

0.026 

130.73 

Over Exploited 

Moriyan Khera 

0829001203744500 

0.03 

0.01 

187.58 

0.02 

0.00 

0.02 

0.07 

1.01 

- 

- 

- 

- 

0.000 

- 

- 

0.017 

0.001 

0.016 

0.022 

136.61 

Over Exploited 

Mota Dhamaniya 

0829001303747700 

0.04 

0.27 

4.83 

0.29 

0.02 

0.30 

0.07 

1.01 

- 

0.0200 

- 

- 

0.009 

0.029 

0.029 

0.334 

0.017 

0.317 

0.121 

38.08 

Safe 

Mota Manyaga 

0829001203742200 

0.03 

0.06 

169.11 

0.07 

0.00 

0.07 

0.07 

1.00 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.090 

0.004 

0.085 

0.127 

148.85 

Over Exploited 

Moti Kheri 

0829001203745300 

0.03 

0.02 

171.56 

0.02 

- 

0.02 

0.07 

1.02 

- 

- 

- 

- 

- 

- 

- 

0.020 

0.001 

0.019 

0.022 

120.03 

Over Exploited 

Moti Photwa 

0829001203744800 

0.03 

0.02 

8,091.61 

0.02 

0.00 

0.02 

0.07 

0.92 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.022 

0.001 

0.020 

0.023 

111.16 

Over Exploited 

Mulya Khera 

0829001203745600 

0.03 

0.03 

170.70 

0.04 

- 

0.04 

0.07 

0.96 

- 

- 

- 

- 

- 

- 

- 

0.041 

0.002 

0.039 

0.020 

51.60 

Safe 

Mundi Khera 

0828000103396900 

0.03 

0.04 

113.93 

0.05 

0.00 

0.05 

0.06 

0.90 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.068 

0.003 

0.064 

0.062 

97.30 

Critical 

Nagdi 

0829001303755400 

0.04 

0.14 

89.21 

0.17 

0.02 

0.19 

0.06 

0.81 

- 

0.0600 

- 

- 

0.005 

0.065 

0.065 

0.257 

0.013 

0.244 

0.357 

146.05 

Over Exploited 

Nai Ka Pathar 

0829001203745800 

0.03 

0.04 

267.30 

0.05 

0.00 

0.05 

0.07 

1.00 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.058 

0.003 

0.055 

0.067 

120.58 

Over Exploited 

Nanirel 

0829001203738600 

0.03 

0.02 

164.46 

0.03 

0.01 

0.03 

0.07 

0.96 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.040 

0.002 

0.038 

0.019 

49.41 

Safe 

Narayanpura 

0829001303755100 

0.04 

0.04 

62.83 

0.05 

- 

0.05 

0.07 

0.98 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.060 

0.003 

0.057 

0.076 

132.79 

Over Exploited 

Narda 

0829001203739200 

0.03 

0.02 

159.74 

0.03 

- 

0.03 

0.07 

0.96 

- 

- 

- 

- 

- 

- 

- 

0.029 

0.001 

0.027 

0.027 

99.76 

Critical 

Naya Khera 

0829001303749200 

0.04 

0.05 

98.15 

0.06 

0.01 

0.07 

0.06 

0.79 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.092 

0.005 

0.087 

0.126 

144.16 

Over Exploited 

Naya Kheri 

0829001203730800 

0.03 

0.02 

136.63 

0.03 

- 

0.03 

0.06 

0.88 

- 

- 

- 

- 

- 

- 

- 

0.029 

0.001 

0.028 

0.023 

84.66 

Semi Critical 

Neemach 

0829001203745000 

0.03 

0.01 

39.69 

0.01 

- 

0.01 

0.07 

1.01 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.011 

0.001 

7.87 

Safe 

Nogawan 

0829001303750800 

0.04 

0.00 

324,516.58 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Oda 

0829001303751500 

0.04 

0.04 

36.61 

0.05 

0.01 

0.06 

0.07 

1.01 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.080 

0.004 

0.076 

0.086 

113.40 

Over Exploited 

Odwara 

0829001203732600 

0.03 

0.02 

177.84 

0.02 

- 

0.02 

0.04 

0.51 

- 

- 

- 

- 

- 

- 

- 

0.021 

0.001 

0.020 

0.016 

80.00 

Semi Critical 

Okhaji Ka Mai 

0829001203744700 

0.03 

0.02 

173.66 

0.02 

- 

0.02 

0.07 

1.01 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.030 

0.002 

0.029 

0.031 

106.58 

Over Exploited 

Panawala 

0829001203743300 

0.03 

0.04 

166.08 

0.04 

0.00 

0.04 

0.07 

1.01 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.056 

0.003 

0.053 

0.065 

122.60 

Over Exploited 

Panriya 

0829001203737800 

0.03 

0.03 

225.17 

0.04 

- 

0.04 

0.06 

0.88 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.048 

0.002 

0.045 

0.045 

99.90 

Critical 

Parliya 

0829001203738700 

0.03 

0.03 

418.61 

0.04 

0.01 

0.05 

0.07 

0.97 

- 

0.0700 

- 

- 

0.006 

0.076 

0.076 

0.126 

0.006 

0.120 

0.368 

307.06 

Over Exploited 

Pateliya 

0829001203740900 

0.03 

0.06 

99.62 

0.08 

0.01 

0.09 

0.07 

0.94 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.119 

0.006 

0.113 

0.161 

142.14 

Over Exploited 

Pathar 

0829001203745500 

0.03 

0.03 

140.16 

0.03 

- 

0.03 

0.06 

0.88 

- 

- 

- 

- 

- 

- 

- 

0.030 

0.002 

0.029 

0.016 

54.53 

Safe 

Pathari 

0829001203738500 

0.03 

0.01 

223.61 

0.01 

- 

0.01 

0.07 

0.95 

- 

- 

- 

- 

- 

- 

- 

0.015 

0.001 

0.014 

0.009 

64.55 

Safe 

Patri 

0829001203739000 

0.03 

0.03 

146.60 

0.04 

- 

0.04 

0.07 

0.98 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.046 

0.002 

0.043 

0.053 

121.69 

Over Exploited 

Peepalya 

0829001303751400 

0.04 

0.02 

61.62 

0.02 

0.01 

0.03 

0.07 

1.01 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.053 

0.003 

0.051 

0.093 

182.85 

Over Exploited 

Peepli Pathar 

0829001203739500 

0.03 

0.04 

154.11 

0.04 

- 

0.04 

0.07 

0.97 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.064 

0.003 

0.060 

0.091 

151.42 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Phoolda 

0829001203743900 

1.208 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.208 

3.57 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.10 

0.003 

0.94 

0.84 


Pingthali 

0829001303755300 

2.825 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.689 

3.38 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.11 

0.13 

0.12 

0.009 

0.86 

0.72 


Pipalya Abad 

0829001203733000 

1.922 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.783 

4.53 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.11 

0.07 

0.004 

0.84 

0.79 


Pipalya Veeran 

0829001203742900 

1.278 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.261 

5.85 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.02 

0.003 

0.91 

0.84 


Potlapal 

0829001203744000 

0.536 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.536 

4.70 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.09 

0.001 

0.94 

0.84 


Pratapgarh (M) 

0829001242908000 

22.822 

Fresh 

Non-command 

Non-command 

Deccan Traps 

22.022 

4.64 

0.010 

0.88 

0.04 

0.00 

0.00 

0.01 

1.85 

1.66 

1.16 

1.795 

0.81 

0.90 


Pratappura 

0829001303754800 

2.595 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.039 

3.44 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Raja Rundi 

0829001203733400 

4.947 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.947 

5.48 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.28 

0.26 

0.01 

0.011 

0.85 

0.91 


Rampuriya 

0829001203732300 

5.404 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.912 

3.22 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.05 

0.004 

0.30 

0.27 



0829001303751900 

1.488 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.453 

4.35 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.02 

0.005 

0.92 

0.83 


Rana Ki Harbar 

0828000103399700 

3.822 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.728 

2.42 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.16 

0.01 

0.018 

0.89 

0.81 


Ratanpuriya 

0829001203740700 

3.177 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.491 

2.94 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.001 

0.14 

0.12 


Relan 

0828000103397700 

0.722 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.722 

2.02 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.06 

0.003 

0.93 

0.84 


Renda 

0828000103397200 

5.260 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.260 

2.68 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.24 

0.26 

0.14 

0.025 

0.88 

0.81 


Roopaghati 

0829001303751300 

4.228 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.998 

3.77 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.18 

0.20 

0.15 

0.014 

0.89 

0.80 


Rooppura 

0829001203742600 

0.754 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.754 

5.00 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.01 

0.002 

0.93 

0.85 


Rooppuriya 

0829001303751600 

1.169 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.042 

4.15 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.04 

0.004 

0.84 

0.75 


Sagthal 

0829001203738900 

1.158 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.158 

4.67 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.07 

0.003 

0.92 

0.85 


Sakhthali Khurd 

0829001303752500 

14.766 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.901 

5.31 

0.010 

0.04 

0.01 

0.00 

0.00 

0.01 

0.28 

0.32 

0.12 

0.017 

0.31 

0.28 


Salamgarh 

0829001203730600 

3.898 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.824 

3.59 

0.010 

0.02 

0.00 

0.00 

0.00 

0.01 

0.15 

0.14 

0.06 

0.008 

0.82 

0.91 


Sandani 

0829001203740500 

10.336 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.887 

2.39 

0.010 

0.02 

0.00 

0.00 

0.00 

0.01 

0.13 

0.15 

0.06 

0.011 

0.42 

0.38 


Sat Sajya 

0829001303748700 

1.606 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.546 

3.84 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.07 

0.005 

0.91 

0.81 


Seengpuriya 

0829001203734100 

1.683 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.683 

5.72 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.13 

0.12 

0.15 

0.004 

0.85 

0.90 


Sela Tonk 

0829001203743000 

0.512 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.459 

6.90 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.03 

0.001 

0.82 

0.77 


Semaliya 

0828000103397600 

2.670 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.670 

1.81 

0.015 

0.08 

0.02 

0.00 

0.00 

0.00 

0.13 

0.15 

0.29 

0.013 

0.93 

0.84 


Semaliya Khurd 

0829001203743800 

2.961 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.961 

2.05 

0.010 

0.03 

0.01 

0.00 

0.00 

0.01 

0.07 

0.08 

0.12 

0.007 

0.93 

0.84 


Sidri Mahoori - A 

0828000103399200 

1.254 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.254 

3.84 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.01 

0.006 

0.94 

0.85 


Sidri Mahoori - B 

0828000103399300 

0.307 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.307 

4.02 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.001 

0.94 

0.85 


Sitamagri 

0829001203731400 

1.545 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.022 

2.77 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Sodalpur 

0828000103396800 

0.901 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.520 

2.34 

0.015 

0.08 

0.02 

0.00 

0.00 

0.00 

0.08 

0.09 

0.33 

0.003 

0.50 

0.46 


Sohanpur 

0829001203737100 

4.947 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.511 

5.73 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.04 

0.001 

0.09 

0.09 


Somawaton Ka Khera 

0829001203743600 

0.648 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.648 

5.08 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.01 

0.001 

0.94 

0.84 


Sona Kothi 

0829001203739800 

1.585 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.133 

3.46 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.01 

0.002 

0.63 

0.57 


Sonagar 

0829001203741800 

1.052 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.931 

4.57 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.00 

0.002 

0.82 

0.74 


Suhagpura 

0829001203743500 

2.415 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.415 

4.71 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.16 

0.12 

0.005 

0.94 

0.85 


Sujanpura 

0829001203744600 

1.957 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.957 

4.61 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.11 

0.02 

0.004 

0.94 

0.85 


Surajpura 

0828000103397500 

3.493 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.606 

2.46 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.12 

0.13 

0.12 

0.013 

0.67 

0.61 


Surpur 

0828000103399100 

1.150 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.150 

3.42 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.07 

0.006 

0.94 

0.85 


Talab Khera 

0829001203737200 

0.671 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.671 

7.72 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.04 

0.001 

0.92 

0.85 


Talaya 

0829001303748600 

2.176 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.176 

3.97 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.11 

0.12 

0.10 

0.007 

0.94 

0.85 


Teemarwa 

0829001203733600 

1.748 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.736 

4.95 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.06 

0.004 

0.84 

0.90 


Thikariya 

0828000103398800 

2.462 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.462 

3.02 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.13 

0.01 

0.012 

0.94 

0.85 


Ukala 

0829001303755200 

0.924 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.924 

3.37 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.05 

0.06 

0.13 

0.003 

0.91 

0.79 


Ummedpura 

0829001303752200 

1.543 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.527 

5.10 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.12 

0.14 

0.005 

0.93 

0.83 


Veerawali 

0829001303749400 

8.242 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.794 

4.49 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.05 

0.003 

0.09 

0.08 


Veerpur 

0829001203742000 

4.434 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.434 

4.78 

0.010 

0.03 

0.00 

0.00 

0.00 

0.01 

0.23 

0.26 

0.11 

0.010 

0.93 

0.84 


Waloriya 

0829001203742100 

1.133 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.133 

4.74 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.03 

0.002 

0.93 

0.84 


Warda 

0828000103406800 

7.731 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.002 

3.68 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.15 

0.07 

0.010 

0.23 

0.20 

09004023 

Akhapur 

0828000103405100 

5.356 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.356 

1.11 

0.015 

0.01 

0.00 

0.00 

0.00 

0.25 

-0.16 

-0.26 

0.00 

0.026 

0.83 

0.50 


Amli Ka Khera 

0828000103400300 

1.089 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.089 

3.33 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.05 

0.06 

0.04 

0.005 

0.87 

0.73 


Bakhtor 

0828000103396200 

2.194 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.178 

2.06 

0.015 

0.03 

0.01 

0.00 

0.00 

0.01 

0.07 

0.11 

0.13 

0.011 

0.83 

0.55 


Baman Kheri 

0829001303760500 

0.995 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.988 

2.94 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.09 

0.14 

0.003 

0.90 

0.60 


Baori 

0828000103400800 

1.466 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.459 

2.45 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.11 

0.06 

0.007 

0.83 

0.58 


Bara 

0828000103401100 

1.234 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.234 

2.38 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.08 

0.05 

0.006 

0.84 

0.54 


Barawada 

0828000103401400 

1.909 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.800 

1.77 

0.015 

0.02 

0.00 

0.00 

0.00 

0.04 

0.03 

0.04 

0.08 

0.009 

0.79 

0.49 







Non-command 

Deccan Traps 

0.108 

1.77 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

0.01 

0.001 

0.05 

0.03 


Beo 

0829001303764100 

7.415 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.553 

3.16 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.002 

0.07 

0.04 


Bhameri 

0828000103406000 

7.643 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.558 

2.31 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.13 

0.21 

0.04 

0.017 

0.39 

0.24 


Bhandariya 

0829001303760200 

1.637 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.637 

2.92 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.05 

0.006 

0.92 

0.61 


Bheempura 

0829001303754700 

2.244 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.183 

3.61 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.08 

0.004 

0.48 

0.41 


Bhogpura 

0829001303757400 

1.587 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.247 

3.18 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.03 

0.004 

0.70 

0.56 


Bhooriya Holi 

0829001303761400 

2.660 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.421 

3.13 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.13 

0.01 

0.008 

0.81 

0.53 


Bilriya 

0828000103401300 

3.525 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.525 

2.28 

0.015 

0.02 

0.00 

0.00 

0.00 

0.03 

0.11 

0.18 

0.07 

0.017 

0.84 

0.53 


Bor Khera 

0828000103396700 

1.691 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.590 

2.56 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.08 

0.09 

0.09 

0.008 

0.81 

0.73 


Bori 

0828000103395700 

4.871 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.032 

1.23 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 



0829001303761200 

7.308 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.868 

3.26 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.24 

0.36 

0.04 

0.023 

0.82 

0.56 


Bujon Ka Khera 

0829001303760900 

0.739 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.719 

2.89 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.04 

0.002 

0.87 

0.61 


Chhari 

0828000103396500 

5.006 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.002 

2.73 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Phoolda 

0829001203743900 

0.03 

0.03 

174.40 

0.04 

0.00 

0.04 

0.07 

1.01 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.056 

0.003 

0.053 

0.104 

194.71 

Over Exploited 

Pingthali 

0829001303755300 

0.04 

0.09 

41.59 

0.11 

0.01 

0.12 

0.06 

0.93 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.143 

0.007 

0.136 

0.131 

96.64 

Critical 

Pipalya Abad 

0829001203733000 

0.03 

0.04 

175.76 

0.05 

- 

0.05 

0.06 

0.90 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.057 

0.003 

0.054 

0.075 

139.12 

Over Exploited 

Pipalya Veeran 

0829001203742900 

0.03 

0.03 

203.33 

0.04 

- 

0.04 

0.07 

0.98 

- 

- 

- 

- 

- 

- 

- 

0.036 

0.002 

0.034 

0.020 

57.89 

Safe 

Potlapal 

0829001203744000 

0.03 

0.01 

283.33 

0.02 

- 

0.02 

0.07 

1.01 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.036 

0.002 

0.034 

0.089 

263.07 

Over Exploited 

Pratapgarh (M) 

0829001242908000 

0.03 

0.46 

257.89 

0.56 

0.05 

0.61 

0.06 

0.86 

- 

0.2200 

- 

- 

0.022 

0.242 

0.242 

0.853 

0.043 

0.810 

2.958 

365.03 

Over Exploited 

Pratappura 

0829001303754800 

0.04 

0.00 

7,344.69 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

20,948.93 

Over Exploited 

Raja Rundi 

0829001203733400 

0.03 

0.11 

138.88 

0.13 

0.00 

0.13 

0.06 

0.91 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.133 

0.007 

0.126 

0.024 

18.90 

Safe 

Rampuriya 

0829001203732300 

0.03 

0.01 

424.22 

0.02 

- 

0.02 

0.02 

0.32 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.028 

0.001 

0.027 

0.050 

188.81 

Over Exploited 


0829001303751900 

0.04 

0.05 

50.84 

0.06 

- 

0.06 

0.07 

0.99 

- 

- 

- 

- 

- 

- 

- 

0.065 

0.003 

0.062 

0.029 

47.01 

Safe 

Rana Ki Harbar 

0828000103399700 

0.03 

0.10 

61.20 

0.12 

- 

0.12 

0.07 

0.96 

- 

- 

- 

- 

- 

- 

- 

0.120 

0.006 

0.114 

0.032 

28.21 

Safe 

Ratanpuriya 

0829001203740700 

0.03 

0.00 

811.74 

0.00 

- 

0.00 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.018 

903.77 

Over Exploited 

Relan 

0828000103397700 

0.03 

0.02 

130.69 

0.02 

- 

0.02 

0.07 

1.00 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.034 

0.002 

0.032 

0.061 

189.91 

Over Exploited 

Renda 

0828000103397200 

0.03 

0.14 

86.85 

0.17 

0.01 

0.18 

0.07 

0.95 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.212 

0.011 

0.202 

0.161 

80.00 

Semi Critical 

Roopaghati 

0829001303751300 

0.04 

0.14 

39.55 

0.17 

0.01 

0.18 

0.07 

0.96 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.213 

0.011 

0.202 

0.168 

82.89 

Semi Critical 

Rooppura 

0829001203742600 

0.03 

0.02 

126.47 

0.02 

- 

0.02 

0.07 

1.00 

- 

- 

- 

- 

- 

- 

- 

0.022 

0.001 

0.021 

0.010 

46.35 

Safe 

Rooppuriya 

0829001303751600 

0.04 

0.04 

66.05 

0.04 

0.00 

0.04 

0.07 

0.90 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.053 

0.003 

0.051 

0.047 

91.72 

Critical 

Sagthal 

0829001203738900 

0.03 

0.03 

188.72 

0.03 

0.00 

0.03 

0.07 

0.99 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.044 

0.002 

0.042 

0.074 

174.21 

Over Exploited 

Sakhthali Khurd 

0829001303752500 

0.04 

0.06 

413.16 

0.07 

0.02 

0.09 

0.02 

0.33 

- 

0.0200 

- 

- 

0.012 

0.032 

0.032 

0.124 

0.006 

0.118 

0.137 

115.77 

Over Exploited 

Salamgarh 

0829001203730600 

0.03 

0.08 

65.59 

0.10 

0.01 

0.10 

0.06 

0.88 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.125 

0.006 

0.118 

0.067 

57.00 

Safe 

Sandani 

0829001203740500 

0.03 

0.05 

175.24 

0.06 

0.01 

0.07 

0.03 

0.45 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.087 

0.004 

0.082 

0.074 

89.66 

Semi Critical 

Sat Sajya 

0829001303748700 

0.04 

0.06 

55.70 

0.07 

- 

0.07 

0.07 

0.98 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.078 

0.004 

0.074 

0.072 

97.51 

Critical 

Seengpuriya 

0829001203734100 

0.03 

0.04 

219.91 

0.04 

0.01 

0.05 

0.06 

0.91 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.085 

0.004 

0.080 

0.151 

187.68 

Over Exploited 

Sela Tonk 

0829001203743000 

0.03 

0.01 

354.23 

0.01 

- 

0.01 

0.06 

0.89 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.022 

0.001 

0.021 

0.035 

168.98 

Over Exploited 

Semaliya 

0828000103397600 

0.03 

0.07 

96.16 

0.09 

0.02 

0.11 

0.07 

1.00 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.161 

0.008 

0.153 

0.301 

197.21 

Over Exploited 

Semaliya Khurd 

0829001203743800 

0.03 

0.07 

5.62 

0.08 

0.02 

0.10 

0.07 

1.01 

- 

0.0200 

- 

- 

0.018 

0.038 

0.038 

0.136 

0.007 

0.129 

0.129 

99.27 

Critical 

Sidri Mahoori - A 

0828000103399200 

0.03 

0.04 

158.08 

0.04 

- 

0.04 

0.07 

1.01 

- 

- 

- 

- 

- 

- 

- 

0.042 

0.002 

0.040 

0.020 

49.75 

Safe 

Sidri Mahoori - B 

0828000103399300 

0.03 

0.01 

265.82 

0.01 

- 

0.01 

0.07 

1.01 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.001 

0.010 

0.023 

237.75 

Over Exploited 

Sitamagri 

0829001203731400 

0.03 

0.00 

8,409.18 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sodalpur 

0828000103396800 

0.03 

0.01 

993.64 

0.01 

0.02 

0.03 

0.04 

0.54 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.089 

0.004 

0.085 

0.330 

387.83 

Over Exploited 

Sohanpur 

0829001203737100 

0.03 

0.00 

3,194.22 

0.00 

- 

0.00 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.011 

0.039 

359.81 

Over Exploited 

Somawaton Ka Khera 

0829001203743600 

0.03 

0.02 

130.87 

0.02 

- 

0.02 

0.07 

1.01 

- 

- 

- 

- 

- 

- 

- 

0.019 

0.001 

0.018 

0.014 

80.05 

Semi Critical 

Sona Kothi 

0829001203739800 

0.03 

0.02 

132.71 

0.02 

- 

0.02 

0.05 

0.68 

- 

- 

- 

- 

- 

- 

- 

0.022 

0.001 

0.021 

0.010 

49.36 

Safe 

Sonagar 

0829001203741800 

0.03 

0.02 

136.39 

0.02 

0.00 

0.02 

0.06 

0.88 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.024 

0.001 

0.023 

0.006 

26.62 

Safe 

Suhagpura 

0829001203743500 

0.03 

0.06 

165.88 

0.07 

0.00 

0.07 

0.07 

1.01 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.097 

0.005 

0.092 

0.125 

136.62 

Over Exploited 

Sujanpura 

0829001203744600 

0.03 

0.05 

129.58 

0.06 

0.00 

0.06 

0.07 

1.01 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.060 

0.003 

0.057 

0.025 

44.32 

Safe 

Surajpura 

0828000103397500 

0.03 

0.05 

144.41 

0.06 

0.01 

0.07 

0.05 

0.72 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.093 

0.005 

0.088 

0.128 

144.83 

Over Exploited 

Surpur 

0828000103399100 

0.03 

0.03 

170.46 

0.04 

- 

0.04 

0.07 

1.01 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.049 

0.002 

0.047 

0.071 

151.73 

Over Exploited 

Talab Khera 

0829001203737200 

0.03 

0.02 

313.91 

0.02 

0.00 

0.02 

0.07 

0.99 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.030 

0.001 

0.028 

0.039 

140.04 

Over Exploited 

Talaya 

0829001303748600 

0.04 

0.08 

42.75 

0.10 

0.01 

0.11 

0.07 

1.01 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.129 

0.006 

0.123 

0.108 

88.13 

Semi Critical 

Teemarwa 

0829001203733600 

0.03 

0.04 

159.20 

0.05 

0.00 

0.05 

0.06 

0.90 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.057 

0.003 

0.054 

0.067 

123.35 

Over Exploited 

Thikariya 

0828000103398800 

0.03 

0.07 

93.81 

0.08 

0.00 

0.08 

0.07 

1.01 

- 

- 

- 

- 

0.000 

0.001 

0.001 

0.084 

0.004 

0.080 

0.026 

32.42 

Safe 

Ukala 

0829001303755200 

0.04 

0.03 

72.90 

0.04 

0.01 

0.05 

0.07 

0.98 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.072 

0.004 

0.068 

0.133 

194.58 

Over Exploited 

Ummedpura 

0829001303752200 

0.04 

0.06 

109.12 

0.07 

0.01 

0.08 

0.07 

1.00 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.109 

0.005 

0.103 

0.149 

144.32 

Over Exploited 

Veerawali 

0829001303749400 

0.04 

0.00 

1,644.70 

0.00 

- 

0.00 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.013 

0.053 

411.65 

Over Exploited 

Veerpur 

0829001203742000 

0.03 

0.11 

141.78 

0.13 

0.01 

0.14 

0.07 

1.00 

- 

0.0200 

- 

- 

0.011 

0.031 

0.031 

0.167 

0.008 

0.158 

0.119 

74.96 

Semi Critical 

Waloriya 

0829001203742100 

0.03 

0.03 

156.11 

0.03 

- 

0.03 

0.07 

1.00 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.043 

0.002 

0.041 

0.031 

77.29 

Semi Critical 

Warda 

0828000103406800 

0.03 

0.01 

971.12 

0.02 

- 

0.02 

0.02 

0.25 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.027 

0.001 

0.025 

0.075 

292.93 

Over Exploited 

Akhapur 

0828000103405100 

0.03 

0.13 

(294.77) 

0.11 

0.25 

0.36 

0.05 

0.89 

- 

- 

- 

- 

0.382 

0.382 

0.382 

0.744 

0.037 

0.706 

0.026 

3.67 

Safe 

Amli Ka Khera 

0828000103400300 

0.03 

0.03 

111.72 

0.03 

0.01 

0.05 

0.06 

0.93 

- 

0.0100 

- 

- 

0.021 

0.031 

0.031 

0.079 

0.004 

0.075 

0.041 

54.75 

Safe 

Bakhtor 

0828000103396200 

0.04 

0.07 

49.05 

0.09 

0.02 

0.11 

0.06 

0.89 

- 

0.0200 

- 

- 

0.022 

0.042 

0.042 

0.154 

0.008 

0.146 

0.137 

93.21 

Critical 

Baman Kheri 

0829001303760500 

0.04 

0.04 

144.03 

0.04 

0.01 

0.05 

0.06 

0.96 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.084 

0.004 

0.080 

0.147 

185.01 

Over Exploited 

Baori 

0828000103400800 

0.04 

0.05 

113.93 

0.06 

0.00 

0.06 

0.06 

0.89 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.070 

0.004 

0.067 

0.066 

99.22 

Critical 

Bara 

0828000103401100 

0.04 

0.04 

101.00 

0.05 

- 

0.05 

0.06 

0.89 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.060 

0.003 

0.057 

0.056 

97.56 

Critical 

Barawada 

0828000103401400 

0.04 

0.06 

(24.13) 

0.05 

0.04 

0.09 

0.05 

0.84 

- 

0.0100 

- 

- 

0.061 

0.071 

0.071 

0.157 

0.008 

0.149 

0.085 

56.70 

Safe 



0.03 

0.00 

(4,437.61) 

0.00 

0.01 

0.01 

0.00 

0.05 

- 

- 

- 

- 

0.010 

0.010 

0.010 

0.017 

0.001 

0.017 

0.008 

45.29 

Safe 

Beo 

0829001303764100 

0.04 

0.00 

1,761.36 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.002 

110.06 

Over Exploited 

Bhameri 

0828000103406000 

0.03 

0.04 

407.62 

0.05 

0.01 

0.06 

0.02 

0.42 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.073 

0.004 

0.069 

0.053 

77.02 

Semi Critical 

Bhandariya 

0829001303760200 

0.04 

0.06 

42.54 

0.07 

0.00 

0.07 

0.06 

0.97 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.085 

0.004 

0.080 

0.051 

62.91 

Safe 

Bheempura 

0829001303754700 

0.04 

0.02 

216.68 

0.03 

0.00 

0.03 

0.04 

0.51 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.040 

0.002 

0.038 

0.081 

211.84 

Over Exploited 

Bhogpura 

0829001303757400 

0.04 

0.04 

74.40 

0.04 

- 

0.04 

0.05 

0.75 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.052 

0.003 

0.050 

0.033 

66.68 

Safe 

Bhooriya Holi 

0829001303761400 

0.04 

0.08 

65.64 

0.09 

- 

0.09 

0.05 

0.86 

- 

- 

- 

- 

- 

- 

- 

0.095 

0.005 

0.090 

0.022 

24.65 

Safe 

Bilriya 

0828000103401300 

0.04 

0.12 

48.20 

0.14 

0.03 

0.17 

0.06 

0.89 

- 

0.0100 

- 

- 

0.043 

0.053 

0.053 

0.226 

0.011 

0.214 

0.084 

39.22 

Safe 

Bor Khera 

0828000103396700 

0.03 

0.04 

133.00 

0.05 

0.01 

0.06 

0.06 

0.87 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.076 

0.004 

0.073 

0.102 

140.10 

Over Exploited 

Bori 

0828000103395700 

0.04 

0.00 

12,462.64 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 


0829001303761200 

0.04 

0.23 

56.02 

0.27 

0.00 

0.28 

0.05 

0.88 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.289 

0.014 

0.275 

0.066 

24.13 

Safe 

Bujon Ka Khera 

0829001303760900 

0.04 

0.03 

72.39 

0.03 

0.00 

0.03 

0.06 

0.93 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.041 

0.002 

0.039 

0.040 

103.82 

Over Exploited 

Chhari 

0828000103396500 

0.04 

0.00 

290,593.82 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Deccan Traps 

1.779 

2.73 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.09 

0.11 

0.12 

0.009 

0.30 

0.26 


Depur 

0829001303757100 

1.574 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.693 

3.41 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.03 

0.002 

0.40 

0.33 


Dhoraji Ka Pathar 

0829001303761100 

3.686 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.864 

3.37 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.15 

0.01 

0.010 

0.68 

0.48 


Dunglawani 

0828000103406700 

23.987 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.725 

3.59 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.35 

0.02 

0.023 

0.17 

0.13 







Non-command 

Deccan Traps 

18.414 

3.59 

0.015 

0.05 

0.00 

0.00 

0.00 

0.02 

1.02 

1.35 

0.07 

0.089 

0.66 

0.50 


Gagarwa 

0828000303428700 

5.920 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.467 

2.30 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.32 

0.00 

0.024 

0.63 

0.38 


Gara 

0828000103400400 

0.901 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.901 

3.39 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.05 

0.004 

0.85 

0.70 


Gatkar 

0829001303762200 

6.075 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.029 

4.43 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ghantali 

0828000103396400 

6.601 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.436 

3.39 

0.015 

0.07 

0.02 

0.00 

0.00 

0.00 

0.38 

0.50 

0.24 

0.031 

0.81 

0.62 







Non-command 

Deccan Traps 

0.162 

3.39 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.02 


Gothra 

0828000103400600 

0.709 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.705 

3.04 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.05 

0.07 

0.10 

0.003 

0.83 

0.61 


Guwali 

0829001303763600 

2.708 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.699 

3.22 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.15 

0.03 

0.009 

0.94 

0.59 


Hameerpura 

0829001303764500 

5.632 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.074 

3.00 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.10 

0.00 

0.007 

0.35 

0.22 


Haro 

0828000103405300 

5.277 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.399 

1.42 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.01 

0.002 

0.06 

0.04 







Non-command 

Deccan Traps 

4.654 

1.42 

0.015 

0.03 

0.01 

0.00 

0.00 

0.20 

-0.08 

-0.14 

0.11 

0.023 

0.74 

0.45 


Heenglat 

0829001303754900 

3.616 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.038 

3.43 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.06 

0.004 

0.26 

0.22 


Jamboo Kudi 

0829001303759900 

14.299 

Fresh 

Non-command 

Non-command 

Deccan Traps 

7.537 

3.36 

0.010 

0.02 

0.00 

0.00 

0.00 

0.03 

0.25 

0.37 

0.06 

0.026 

0.49 

0.32 


Jarali 

0828000103399800 

1.268 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.076 

2.48 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.05 

0.05 


Kali Ghati 

0828000103401200 

1.060 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.053 

2.23 

0.015 

0.02 

0.01 

0.00 

0.00 

0.00 

0.04 

0.06 

0.08 

0.005 

0.83 

0.53 


Kanar 

0829001303757000 

2.526 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.069 

3.38 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.12 

0.14 

0.007 

0.74 

0.59 


Karai Khera 

0829001303760700 

1.321 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.137 

2.90 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.03 

0.004 

0.78 

0.54 


Karmora 

0828000103400700 

3.001 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.001 

2.31 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.12 

0.18 

0.11 

0.015 

0.83 

0.59 


Karvi 

0828000103400500 

2.612 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.579 

3.42 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.20 

0.07 

0.012 

0.83 

0.64 







Non-command 

Deccan Traps 

0.032 

3.42 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Kela Mela 

0828000103401600 

2.903 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.048 

1.06 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Kesharpura 

0829001303762000 

2.783 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.928 

3.65 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.14 

0.06 

0.007 

0.65 

0.41 


Khadiyawani 

0828000103406300 

1.132 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.036 

2.97 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.02 







Non-command 

Deccan Traps 

0.014 

2.97 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Khajoori 

0829001303757300 

0.504 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.443 

3.16 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.002 

0.79 

0.63 



0829001303760300 

0.392 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.392 

2.91 

0.010 

0.02 

0.01 

0.00 

0.00 

0.00 

0.02 

0.03 

0.10 

0.001 

0.91 

0.62 


Khalda 

0828000303428100 

4.523 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.136 

1.71 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.06 

0.00 

0.006 

0.21 

0.12 


Khanpura 

0829001303760800 

0.594 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.447 

2.93 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.03 

0.002 

0.67 

0.46 


Kharkhoti 

0828000103405000 

5.610 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.382 

0.93 

0.015 

0.02 

0.00 

0.00 

0.00 

0.36 

-0.26 

-0.44 

0.03 

0.026 

0.80 

0.47 


Kharwara 

0828000103406400 

2.098 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.076 

3.33 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.000 

0.03 

0.02 


Kumharon Ka Pathar 

0829001303763900 

0.390 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.114 

3.18 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.000 

0.27 

0.17 


Kundali 

0828000103406900 

1.115 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.004 

3.08 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kuntabari 

0828000303428500 

3.409 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.679 

2.23 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.11 

0.00 

0.009 

0.41 

0.24 


Kupda 

0828000103405200 

3.157 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.157 

1.20 

0.015 

0.02 

0.00 

0.00 

0.00 

0.12 

-0.05 

-0.08 

0.07 

0.015 

0.84 

0.50 


Lamba Ghata 

0829001303757800 

1.016 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.016 

2.89 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.05 

0.003 

0.89 

0.67 


Langariya 

0829001303758300 

1.263 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.139 

2.96 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.000 

0.10 

0.07 


Lapariya Rundi 

0829001303758400 

0.489 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.489 

3.09 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.06 

0.15 

0.002 

0.90 

0.69 


Leeliya 

0829001303761300 

4.597 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.224 

3.33 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.17 

0.00 

0.011 

0.61 

0.40 


Limboda 

0828000103400100 

2.695 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.481 

3.27 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.002 

0.15 

0.13 







Non-command 

Deccan Traps 

2.163 

3.27 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.15 

0.07 

0.010 

0.68 

0.57 


Limbodi 

0828000103400000 

0.455 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.413 

2.56 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.04 

0.04 

0.13 

0.002 

0.79 

0.70 


Mahuri Khera 

0828000103401500 

0.649 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.223 

1.33 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.03 

0.001 

0.29 

0.18 



0829001303760400 

0.239 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.239 

2.91 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.06 

0.001 

0.91 

0.62 


Mahuwal 

0828000103399900 

6.258 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.022 

2.85 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.18 

0.21 

0.04 

0.019 

0.57 

0.50 


MALIYA 

0828000103401000 

2.837 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.837 

2.42 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.12 

0.19 

0.10 

0.014 

0.84 

0.55 


Mandli 

0828000103405900 

4.560 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.532 

1.36 

0.015 

0.01 

0.00 

0.00 

0.00 

0.15 

-0.05 

-0.08 

0.00 

0.022 

0.83 

0.49 


Mandvi 

0828000103405600 

3.884 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.461 

2.37 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.002 

0.10 

0.06 







Non-command 

Deccan Traps 

0.143 

2.37 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.001 

0.03 

0.02 


Manpura Kalan 

0829001303763500 

3.858 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.054 

4.01 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.10 

0.07 

0.004 

0.26 

0.16 


Manpura Khurd 

0829001303763400 

1.079 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.509 

3.81 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.06 

0.002 

0.45 

0.28 


Matasula 

0828000303428600 

4.117 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.116 

1.44 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.19 

0.00 

0.022 

0.83 

0.49 


Mau Khera 

0829001303757500 

3.562 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.207 

2.94 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.11 

0.15 

0.09 

0.011 

0.80 

0.59 


Morundi 

0829001303756900 

1.688 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.359 

3.38 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.02 

0.005 

0.73 

0.57 


Morwaniya 

0828000103396100 

7.328 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.418 

1.82 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.002 

0.05 

0.03 


Mundi Khera 

0828000103396900 

1.800 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.049 

2.59 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Nandi Khera 

0829001303763700 

3.237 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.541 

3.13 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.03 

0.005 

0.45 

0.28 


Naroo Ka Khera 

0828000103396300 

2.513 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.483 

2.27 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.10 

0.15 

0.11 

0.012 

0.82 

0.57 


Nawa Khera 

0829001303758100 

0.829 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.829 

2.96 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.07 

0.15 

0.003 

0.90 

0.68 



0829001303761900 

2.490 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.487 

2.98 

0.010 

0.02 

0.01 

0.00 

0.00 

0.00 

0.08 

0.13 

0.08 

0.008 

0.93 

0.60 


Nayan 

0828000103405500 

3.768 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.768 

2.56 

0.015 

0.07 

0.02 

0.00 

0.00 

0.00 

0.19 

0.30 

0.27 

0.018 

0.84 

0.54 


Pada 

0828000303427800 

1.630 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.090 

0.88 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.05 

0.03 


Padampuri 

0829001303757900 

2.738 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.558 

2.96 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.11 

0.02 

0.009 

0.84 

0.65 


Padriyon Ka Khera 

0829001303761700 

0.253 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.197 

3.16 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.03 

0.001 

0.71 

0.45 


Pagara 

0829001303758000 

1.209 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.209 

3.05 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.07 

0.004 

0.90 

0.70 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.03 

0.02 

571.05 

0.02 

0.01 

0.03 

0.02 

0.32 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.053 

0.003 

0.050 

0.128 

253.07 

Over Exploited 

Depur 

0829001303757100 

0.04 

0.01 

265.96 

0.01 

- 

0.01 

0.03 

0.43 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.022 

0.036 

163.65 

Over Exploited 

Dhoraji Ka Pathar 

0829001303761100 

0.04 

0.08 

91.52 

0.09 

- 

0.09 

0.05 

0.72 

- 

- 

- 

- 

- 

- 

- 

0.094 

0.005 

0.089 

0.024 

26.53 

Safe 

Dunglawani 

0828000103406700 

0.04 

0.03 

967.09 

0.04 

0.00 

0.04 

0.01 

0.18 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.040 

0.002 

0.038 

0.040 

105.48 

Over Exploited 



0.03 

0.37 

268.13 

0.44 

0.02 

0.46 

0.05 

0.71 

- 

0.0100 

- 

- 

0.032 

0.042 

0.042 

0.502 

0.025 

0.477 

0.161 

33.76 

Safe 

Gagarwa 

0828000303428700 

0.05 

0.13 

145.42 

0.16 

- 

0.16 

0.04 

0.67 

- 

- 

- 

- 

- 

- 

- 

0.156 

0.008 

0.148 

0.024 

16.44 

Safe 

Gara 

0828000103400400 

0.03 

0.02 

196.29 

0.03 

- 

0.03 

0.06 

0.92 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.038 

0.002 

0.036 

0.054 

151.77 

Over Exploited 

Gatkar 

0829001303762200 

0.04 

0.00 

39,626.06 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ghantali 

0828000103396400 

0.04 

0.21 

133.43 

0.26 

0.02 

0.28 

0.06 

0.87 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.326 

0.016 

0.310 

0.275 

88.88 

Semi Critical 



0.03 

0.00 

10,804.49 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

6,892.18 

Over Exploited 

Gothra 

0828000103400600 

0.04 

0.02 

199.54 

0.03 

0.01 

0.04 

0.06 

0.89 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.059 

0.003 

0.056 

0.104 

187.28 

Over Exploited 

Guwali 

0829001303763600 

0.04 

0.10 

50.45 

0.12 

- 

0.12 

0.05 

0.99 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.133 

0.007 

0.126 

0.038 

30.23 

Safe 

Hameerpura 

0829001303764500 

0.04 

0.03 

240.55 

0.04 

0.00 

0.04 

0.02 

0.37 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.036 

0.002 

0.035 

0.007 

20.32 

Safe 

Haro 

0828000103405300 

0.04 

0.00 

366.40 

0.00 

0.01 

0.01 

0.00 

0.07 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.015 

0.001 

0.015 

0.010 

67.87 

Safe 



0.03 

0.10 

(234.97) 

0.08 

0.21 

0.30 

0.05 

0.78 

- 

0.0200 

- 

- 

0.306 

0.326 

0.326 

0.623 

0.031 

0.592 

0.131 

22.05 

Safe 

Heenglat 

0829001303754900 

0.04 

0.01 

505.74 

0.01 

- 

0.01 

0.02 

0.28 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.022 

0.062 

280.15 

Over Exploited 

Jamboo Kudi 

0829001303759900 

0.04 

0.15 

149.92 

0.18 

0.03 

0.21 

0.03 

0.52 

- 

0.0100 

- 

- 

0.041 

0.051 

0.051 

0.257 

0.013 

0.244 

0.082 

33.35 

Safe 

Jarali 

0828000103399800 

0.03 

0.00 

2,427.04 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kali Ghati 

0828000103401200 

0.04 

0.04 

82.18 

0.04 

0.01 

0.06 

0.06 

0.89 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.082 

0.004 

0.078 

0.089 

113.74 

Over Exploited 

Kanar 

0829001303757000 

0.04 

0.06 

101.49 

0.07 

0.01 

0.08 

0.05 

0.79 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.114 

0.006 

0.109 

0.149 

137.27 

Over Exploited 

Karai Khera 

0829001303760700 

0.04 

0.04 

73.55 

0.04 

- 

0.04 

0.05 

0.83 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.053 

0.003 

0.050 

0.038 

75.46 

Semi Critical 

Karmora 

0828000103400700 

0.04 

0.10 

73.57 

0.12 

0.01 

0.13 

0.06 

0.90 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.152 

0.008 

0.145 

0.124 

85.33 

Semi Critical 

Karvi 

0828000103400500 

0.04 

0.09 

126.34 

0.10 

- 

0.10 

0.06 

0.89 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.115 

0.006 

0.109 

0.079 

72.87 

Semi Critical 



0.03 

0.00 

21,512.56 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kela Mela 

0828000103401600 

0.03 

0.00 

6,546.05 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kesharpura 

0829001303762000 

0.04 

0.05 

169.83 

0.06 

0.00 

0.06 

0.04 

0.69 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.080 

0.004 

0.076 

0.062 

80.92 

Semi Critical 

Khadiyawani 

0828000103406300 

0.04 

0.00 

6,422.26 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

22,837.04 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khajoori 

0829001303757300 

0.04 

0.01 

23.24 

0.02 

- 

0.02 

0.06 

0.84 

- 

- 

- 

- 

- 

- 

- 

0.017 

0.001 

0.016 

0.016 

96.31 

Critical 


0829001303760300 

0.04 

0.01 

118.53 

0.02 

0.01 

0.03 

0.06 

0.97 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.047 

0.002 

0.045 

0.097 

216.36 

Over Exploited 

Khalda 

0828000303428100 

0.05 

0.01 

424.43 

0.01 

- 

0.01 

0.01 

0.22 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.012 

0.006 

49.59 

Safe 

Khanpura 

0829001303760800 

0.04 

0.01 

177.98 

0.01 

- 

0.01 

0.04 

0.72 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.025 

0.001 

0.023 

0.036 

151.76 

Over Exploited 

Kharkhoti 

0828000103405000 

0.03 

0.13 

(442.82) 

0.10 

0.36 

0.46 

0.05 

0.85 

- 

0.0100 

- 

- 

0.534 

0.544 

0.544 

1.004 

0.050 

0.953 

0.055 

5.77 

Safe 

Kharwara 

0828000103406400 

0.03 

0.00 

8,449.75 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kumharon Ka Pathar 

0829001303763900 

0.04 

0.00 

361.95 

0.00 

- 

0.00 

0.02 

0.29 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

0.014 

1,005.16 

Over Exploited 

Kundali 

0828000103406900 

0.03 

0.00 

59,426.47 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kuntabari 

0828000303428500 

0.05 

0.03 

248.02 

0.04 

- 

0.04 

0.03 

0.44 

- 

- 

- 

- 

- 

- 

- 

0.038 

0.002 

0.036 

0.009 

25.26 

Safe 

Kupda 

0828000103405200 

0.03 

0.08 

(198.76) 

0.06 

0.12 

0.19 

0.05 

0.89 

- 

0.0100 

- 

- 

0.185 

0.195 

0.195 

0.382 

0.019 

0.363 

0.087 

24.07 

Safe 

Lamba Ghata 

0829001303757800 

0.04 

0.04 

44.04 

0.04 

- 

0.04 

0.06 

0.95 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.054 

0.003 

0.051 

0.056 

109.88 

Over Exploited 

Langariya 

0829001303758300 

0.04 

0.00 

3,314.62 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.021 

3,349.82 

Over Exploited 

Lapariya Rundi 

0829001303758400 

0.04 

0.02 

230.81 

0.02 

0.01 

0.03 

0.06 

0.96 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.061 

0.003 

0.058 

0.153 

261.71 

Over Exploited 

Leeliya 

0829001303761300 

0.04 

0.08 

107.46 

0.10 

- 

0.10 

0.04 

0.65 

- 

- 

- 

- 

- 

- 

- 

0.096 

0.005 

0.091 

0.011 

12.01 

Safe 

Limboda 

0828000103400100 

0.04 

0.00 

1,249.51 

0.00 

- 

0.00 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.003 

0.019 

574.83 

Over Exploited 



0.03 

0.04 

239.56 

0.05 

- 

0.05 

0.05 

0.73 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.063 

0.003 

0.060 

0.082 

138.23 

Over Exploited 

Limbodi 

0828000103400000 

0.03 

0.01 

310.48 

0.01 

0.01 

0.02 

0.06 

0.85 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.042 

0.002 

0.040 

0.131 

330.50 

Over Exploited 

Mahuri Khera 

0828000103401500 

0.04 

0.00 

777.45 

0.00 

- 

0.00 

0.02 

0.31 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.026 

876.54 

Over Exploited 


0829001303760400 

0.04 

0.01 

120.96 

0.01 

0.00 

0.01 

0.06 

0.97 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.030 

0.002 

0.029 

0.059 

204.98 

Over Exploited 

Mahuwal 

0828000103399900 

0.03 

0.07 

201.94 

0.08 

0.01 

0.09 

0.04 

0.61 

- 

0.0100 

- 

- 

0.015 

0.025 

0.025 

0.118 

0.006 

0.112 

0.055 

49.61 

Safe 

MALIYA 

0828000103401000 

0.04 

0.10 

94.77 

0.12 

0.01 

0.13 

0.06 

0.90 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.146 

0.007 

0.138 

0.115 

82.85 

Semi Critical 

Mandli 

0828000103405900 

0.03 

0.11 

(172.55) 

0.09 

0.15 

0.24 

0.05 

0.88 

- 

- 

- 

- 

0.226 

0.226 

0.226 

0.468 

0.023 

0.444 

0.022 

4.94 

Safe 

Mandvi 

0828000103405600 

0.04 

0.00 

1,310.74 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.010 

479.59 

Over Exploited 



0.03 

0.00 

5,731.72 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Manpura Kalan 

0829001303763500 

0.04 

0.01 

783.68 

0.01 

0.00 

0.01 

0.01 

0.28 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.027 

0.001 

0.026 

0.076 

295.64 

Over Exploited 

Manpura Khurd 

0829001303763400 

0.04 

0.01 

545.94 

0.01 

0.00 

0.01 

0.02 

0.47 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.027 

0.001 

0.025 

0.060 

236.21 

Over Exploited 

Matasula 

0828000303428600 

0.05 

0.16 

21.59 

0.19 

- 

0.19 

0.05 

0.88 

- 

- 

- 

- 

- 

- 

- 

0.189 

0.009 

0.180 

0.022 

12.47 

Safe 

Mau Khera 

0829001303757500 

0.04 

0.10 

49.51 

0.12 

0.01 

0.13 

0.05 

0.85 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.154 

0.008 

0.147 

0.102 

69.52 

Safe 

Morundi 

0829001303756900 

0.04 

0.04 

79.64 

0.05 

- 

0.05 

0.05 

0.78 

- 

- 

- 

- 

- 

- 

- 

0.048 

0.002 

0.046 

0.029 

62.78 

Safe 

Morwaniya 

0828000103396100 

0.04 

0.00 

2,042.09 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.010 

1,088.55 

Over Exploited 

Mundi Khera 

0828000103396900 

0.03 

0.00 

6,049.65 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nandi Khera 

0829001303763700 

0.04 

0.03 

235.40 

0.03 

- 

0.03 

0.03 

0.47 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.044 

0.002 

0.041 

0.034 

82.69 

Semi Critical 

Naroo Ka Khera 

0828000103396300 

0.04 

0.08 

80.14 

0.10 

0.01 

0.11 

0.06 

0.88 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.130 

0.006 

0.123 

0.121 

98.10 

Critical 

Nawa Khera 

0829001303758100 

0.04 

0.03 

129.92 

0.04 

0.01 

0.05 

0.06 

0.96 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.081 

0.004 

0.077 

0.157 

202.89 

Over Exploited 


0829001303761900 

0.04 

0.09 

40.30 

0.11 

0.01 

0.12 

0.05 

0.98 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.142 

0.007 

0.135 

0.089 

66.31 

Safe 

Nayan 

0828000103405500 

0.04 

0.13 

135.14 

0.15 

0.02 

0.17 

0.06 

0.90 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.224 

0.011 

0.213 

0.287 

134.78 

Over Exploited 

Pada 

0828000303427800 

0.05 

0.00 

1,156.00 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Padampuri 

0829001303757900 

0.04 

0.09 

27.86 

0.10 

- 

0.10 

0.06 

0.89 

- 

- 

- 

- 

- 

- 

- 

0.104 

0.005 

0.099 

0.033 

33.13 

Safe 

Padriyon Ka Khera 

0829001303761700 

0.04 

0.01 

352.15 

0.01 

- 

0.01 

0.04 

0.75 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.035 

217.29 

Over Exploited 

Pagara 

0829001303758000 

0.04 

0.04 

64.26 

0.05 

0.00 

0.05 

0.06 

0.96 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.064 

0.003 

0.061 

0.071 

117.05 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Panthol 

082800010339660C 

3.657 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.395 

3.20 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.002 

0.09 

0.08 







Non-command 

Deccan Traps 

3.201 

3.20 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.20 

0.24 

0.24 

0.015 

0.73 

0.62 


Pathari 

0829001303757200 

0.607 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.566 

3.26 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.002 

0.84 

0.68 


Peepal Khoont 

0828000103391700 

27.469 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.489 

2.14 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.002 

0.01 

0.01 







Non-command 

Deccan Traps 

0.230 

2.14 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 


Peepalda 

0828000103406600 

5.992 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.465 

3.67 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.12 

0.01 

0.007 

0.21 

0.14 







Non-command 

Deccan Traps 

4.492 

3.67 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.39 

0.03 

0.022 

0.64 

0.42 


Pratappura 

0829001303754800 

2.595 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.490 

3.44 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.14 

0.17 

0.008 

0.86 

0.72 


Raipur 

0829001303760000 

0.429 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.429 

2.90 

0.010 

0.11 

0.03 

0.00 

0.00 

0.00 

0.09 

0.14 

0.45 

0.001 

0.92 

0.62 


Raipur Jangal 

0829001303761800 

6.766 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.753 

3.05 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.22 

0.33 

0.17 

0.019 

0.78 

0.50 


Ramgarh 

0828000303427700 

3.980 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.170 

0.79 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.006 

0.24 

0.14 


Ramjhara 

0829001303757700 

0.656 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.656 

2.89 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.05 

0.002 

0.90 

0.67 


Rana Ki Harbar 

0828000103399700 

3.822 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.006 

2.42 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ranon Ka Khera 

0829001303760600 

0.943 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.943 

2.92 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.07 

0.003 

0.90 

0.62 


Ranpur 

0828000103405700 

0.226 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.059 

1.85 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.22 

0.13 


Reechhri 

0828000103400900 

1.452 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.442 

2.35 

0.015 

0.02 

0.01 

0.00 

0.00 

0.00 

0.06 

0.09 

0.08 

0.007 

0.83 

0.55 



0829001303761500 

1.547 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.396 

3.15 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.07 

0.00 

0.005 

0.80 

0.52 


Rohaniya 

0828000103405800 

3.160 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.157 

1.55 

0.015 

0.01 

0.00 

0.00 

0.00 

0.13 

-0.05 

-0.08 

0.02 

0.015 

0.84 

0.50 


Roopgarh 

0829001303764000 

0.372 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.140 

3.16 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.000 

0.34 

0.22 


Sagron Ka Khera 

0829001303763800 

1.178 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.966 

3.18 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.04 

0.003 

0.76 

0.48 


Sagwari 

0828000103404900 

0.837 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.141 

1.08 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.14 

0.09 


Salamgarh 

0829001303758200 

5.338 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.936 

2.90 

0.010 

0.11 

0.03 

0.00 

0.00 

0.01 

0.16 

0.22 

0.42 

0.010 

0.49 

0.36 


Saliya 

0828000103405400 

0.839 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.498 

2.22 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.05 

0.002 

0.50 

0.31 







Non-command 

Deccan Traps 

0.338 

2.22 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.03 

0.002 

0.34 

0.21 


Sardarpura 

0829001303759700 

1.648 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.074 

3.02 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.04 

0.03 


Seegaron Ka Khera 

0829001303761600 

1.450 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.445 

3.13 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.05 

0.005 

0.90 

0.58 


Sewana 

0829001303758500 

12.856 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.150 

3.92 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.01 


Shambhoopura 

0829001303757600 

0.580 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.572 

2.89 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.002 

0.88 

0.65 


Sodalpur 

0828000103396800 

0.901 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.247 

2.34 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.04 

0.04 

0.16 

0.001 

0.24 

0.22 


Suthar Ghati 

0829001303760100 

0.453 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.453 

2.90 

0.010 

0.02 

0.01 

0.00 

0.00 

0.00 

0.02 

0.03 

0.10 

0.002 

0.92 

0.61 


Talab Khera 

0829001303762100 

0.589 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.334 

3.93 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.04 

0.02 

0.001 

0.53 

0.34 



0829001303761000 

2.053 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.751 

2.95 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.03 

0.006 

0.76 

0.53 


Tejpur 

0828000303428900 

33.242 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.691 

3.28 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.08 

0.02 

0.004 

0.02 

0.01 


Thakra 

0828000103406100 

2.715 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.267 

1.95 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.01 

0.006 

0.39 

0.24 


Thechla 

0828000103400200 

3.659 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.559 

3.28 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.003 

0.13 

0.11 







Non-command 

Deccan Traps 

3.101 

3.28 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.19 

0.02 

0.015 

0.72 

0.60 


Warda 

0828000103406800 

7.731 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.387 

3.68 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.35 

0.40 

0.19 

0.026 

0.63 

0.55 

09004024 

Amali Phalan 

0828000103377000 

1.345 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.051 

3.55 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.02 







Command 

Gneisses(B.G.C) 

0.075 

3.55 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.000 

0.04 

0.03 


Amli Khera 

0828000303427500 

4.010 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.028 

0.98 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 







Non-command 

Deccan Traps 

0.005 

0.98 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ant 

0826000703219000 

2.393 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.014 

1.53 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Jakham 

Command 

Gneisses(B.G.C) 

1.336 

1.53 

0.010 

0.10 

0.03 

0.00 

0.00 

0.00 

0.09 

0.12 

0.41 

0.004 

0.40 

0.30 


Bansri Khera 

0828000103385000 

3.346 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.112 

1.04 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.007 

0.27 

0.19 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

1.843 

1.04 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.03 

0.011 

0.45 

0.32 






Jakham 

Command 

Gneisses(B.G.C) 

0.391 

1.04 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.10 

0.07 


Bapteeya 

0828000103403600 

0.282 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.046 

1.09 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.14 

0.09 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.236 

1.09 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.001 

0.70 

0.45 


Barbadiya 

0828000103403800 

3.991 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.853 

0.98 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.00 

0.011 

0.39 

0.25 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.807 

0.98 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.005 

0.17 

0.11 







Command 

Deccan Traps 

0.289 

0.98 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.06 

0.04 


Bargun 

0828000103394900 

9.540 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.946 

0.82 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.18 

0.09 

0.042 

0.61 

0.39 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

2.180 

0.82 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.03 

0.013 

0.19 

0.12 


Bari Ambeli 

0829001203739900 

6.460 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.128 

2.90 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Baron Ka Phala 

0828000103376200 

0.837 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.036 

4.05 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.02 







Command 

Gneisses(B.G.C) 

0.280 

4.05 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.002 

0.25 

0.17 


Bhain 

0828000103401800 

1.782 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.782 

1.04 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.02 

0.009 

0.84 

0.53 


Bhanawaton Ka Khera 

0829001203741100 

0.586 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.052 

3.55 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.08 

0.07 


Bhanej 

0829001203740600 

1.219 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.306 

2.83 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.22 

0.20 







Non-command 

Deccan Traps 

0.732 

2.83 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.002 

0.52 

0.47 


Bhatwara 

0828000103376600 

2.154 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.374 

1.17 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.13 

0.10 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

1.780 

1.17 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.03 

0.011 

0.64 

0.46 


Bheema Ka Khera 

0828000103396000 

1.390 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.849 

1.59 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.005 

0.51 

0.34 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.541 

1.59 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.003 

0.32 

0.22 


Bhoongra 

0828000103403500 

1.673 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.203 

1.10 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.001 

0.10 

0.06 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

1.471 

1.10 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.03 

0.00 

0.009 

0.74 

0.47 


Bor Khera 

0828000303427600 

2.466 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.795 

0.75 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.004 

0.27 

0.16 






Mahi Bajaj Sagar 

Command 

Deccan Traps 

0.242 

0.75 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.001 

0.08 

0.05 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Panthol 

0828000103396600 

0.04 

0.00 

2,234.63 

0.00 

- 

0.00 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.032 

285.83 

Over Exploited 



0.03 

0.07 

238.63 

0.08 

0.01 

0.10 

0.05 

0.79 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.137 

0.007 

0.130 

0.252 

194.21 

Over Exploited 

Pathari 

0829001303757200 

0.04 

0.02 

83.19 

0.02 

- 

0.02 

0.06 

0.90 

- 

- 

- 

- 

- 

- 

- 

0.023 

0.001 

0.022 

0.026 

118.32 

Over Exploited 

Peepal Khoont 

0828000103391700 

0.04 

0.00 

7,210.14 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.002 

703.04 

Over Exploited 



0.03 

0.00 

21,023.64 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

2,025.65 

Over Exploited 

Peepalda 

0828000103406600 

0.04 

0.01 

885.20 

0.01 

0.00 

0.02 

0.01 

0.22 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.015 

0.001 

0.015 

0.015 

103.42 

Over Exploited 



0.03 

0.09 

354.00 

0.10 

0.00 

0.10 

0.04 

0.68 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.114 

0.006 

0.108 

0.051 

46.98 

Safe 

Pratappura 

0829001303754800 

0.04 

0.09 

59.63 

0.10 

0.01 

0.11 

0.06 

0.93 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.144 

0.007 

0.137 

0.176 

128.60 

Over Exploited 

Raipur 

0829001303760000 

0.04 

0.02 

765.13 

0.02 

0.03 

0.05 

0.06 

0.97 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.129 

0.006 

0.123 

0.450 

367.20 

Over Exploited 

Raipur Jangal 

0829001303761800 

0.04 

0.18 

85,706.28 

0.22 

0.01 

0.23 

0.05 

0.82 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.256 

0.013 

0.243 

0.187 

77.04 

Semi Critical 

Ramgarh 

0828000303427700 

0.05 

0.01 

107.21 

0.02 

- 

0.02 

0.02 

0.26 

- 

- 

- 

- 

- 

- 

- 

0.016 

0.001 

0.015 

0.006 

42.48 

Safe 

Ramjhara 

0829001303757700 

0.04 

0.02 

63.68 

0.03 

- 

0.03 

0.06 

0.96 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.039 

0.002 

0.037 

0.050 

137.24 

Over Exploited 

Rana Ki Harbar 

0828000103399700 

0.03 

0.00 

78,945.19 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ranon Ka Khera 

0829001303760600 

0.04 

0.03 

101.90 

0.04 

- 

0.04 

0.06 

0.96 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.051 

0.003 

0.049 

0.068 

139.59 

Over Exploited 

Ranpur 

0828000103405700 

0.03 

0.00 

(382.14) 

0.00 

0.00 

0.00 

0.01 

0.23 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.006 

0.000 

0.006 

0.000 

4.90 

Safe 

Reechhri 

0828000103400900 

0.04 

0.05 

90.02 

0.06 

0.01 

0.07 

0.06 

0.89 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.088 

0.004 

0.084 

0.091 

108.39 

Over Exploited 


0829001303761500 

0.04 

0.05 

51.21 

0.05 

- 

0.05 

0.05 

0.85 

- 

- 

- 

- 

- 

- 

- 

0.054 

0.003 

0.052 

0.005 

9.15 

Safe 

Rohaniya 

0828000103405800 

0.03 

0.08 

(201.74) 

0.06 

0.13 

0.19 

0.05 

0.89 

- 

- 

- 

- 

0.198 

0.198 

0.198 

0.392 

0.020 

0.373 

0.037 

10.00 

Safe 

Roopgarh 

0829001303764000 

0.04 

0.00 

258.50 

0.00 

- 

0.00 

0.02 

0.36 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.010 

470.58 

Over Exploited 

Sagron Ka Khera 

0829001303763800 

0.04 

0.03 

118.67 

0.04 

- 

0.04 

0.04 

0.80 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.045 

0.002 

0.043 

0.046 

107.17 

Over Exploited 

Sagwari 

0828000103404900 

0.03 

0.00 

534.85 

0.00 

- 

0.00 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.008 

1,126.02 

Over Exploited 

Salamgarh 

0829001303758200 

0.04 

0.06 

272.51 

0.07 

0.04 

0.11 

0.03 

0.53 

- 

0.0800 

- 

- 

0.010 

0.090 

0.090 

0.198 

0.010 

0.188 

0.427 

227.18 

Over Exploited 

Saliya 

0828000103405400 

0.04 

0.01 

300.21 

0.01 

0.00 

0.01 

0.03 

0.53 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.026 

0.001 

0.024 

0.052 

214.07 

Over Exploited 



0.03 

0.00 

237.83 

0.00 

0.01 

0.02 

0.02 

0.36 

- 

0.0100 

- 

- 

0.021 

0.031 

0.031 

0.049 

0.002 

0.047 

0.031 

65.46 

Safe 

Sardarpura 

0829001303759700 

0.04 

0.00 

2,436.01 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

8,791.03 

Over Exploited 

Seegaron Ka Khera 

0829001303761600 

0.04 

0.05 

64.03 

0.06 

- 

0.06 

0.05 

0.96 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.073 

0.004 

0.070 

0.053 

76.06 

Semi Critical 

Sewana 

0829001303758500 

0.04 

0.00 

12,283.63 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.013 

17,197.17 

Over Exploited 

Shambhoopura 

0829001303757600 

0.04 

0.02 

70.02 

0.02 

0.00 

0.03 

0.06 

0.94 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.027 

0.001 

0.026 

0.026 

100.13 

Over Exploited 

Sodalpur 

0828000103396800 

0.03 

0.00 

2,291.44 

0.00 

0.01 

0.01 

0.02 

0.26 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.042 

0.002 

0.040 

0.156 

390.24 

Over Exploited 

Suthar Ghati 

0829001303760100 

0.04 

0.02 

106.72 

0.02 

0.01 

0.03 

0.06 

0.97 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.050 

0.003 

0.048 

0.098 

204.51 

Over Exploited 

Talab Khera 

0829001303762100 

0.04 

0.01 

403.04 

0.01 

- 

0.01 

0.03 

0.56 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.008 

0.020 

245.39 

Over Exploited 


0829001303761000 

0.04 

0.05 

62.48 

0.06 

0.00 

0.06 

0.05 

0.81 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.076 

0.004 

0.072 

0.035 

48.54 

Safe 

Tejpur 

0828000303428900 

0.05 

0.00 

13,917.15 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.021 

3,125.63 

Over Exploited 

Thakra 

0828000103406100 

0.03 

0.01 

265.91 

0.02 

0.00 

0.02 

0.02 

0.42 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.028 

0.001 

0.026 

0.013 

49.61 

Safe 

Thechla 

0828000103400200 

0.04 

0.00 

1,017.83 

0.00 

- 

0.00 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.003 

0.011 

318.03 

Over Exploited 



0.03 

0.07 

190.49 

0.08 

0.00 

0.08 

0.05 

0.77 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.081 

0.004 

0.077 

0.037 

47.85 

Safe 

Warda 

0828000103406800 

0.03 

0.10 

292.69 

0.12 

0.01 

0.13 

0.05 

0.68 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.174 

0.009 

0.165 

0.214 

129.43 

Over Exploited 

Amali Phalan 

0828000103377000 

0.06 

0.00 

5,140.65 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0003 

0.0021 

- 

0.002 

0.002 

0.003 

0.000 

0.002 

0.000 

13.03 

Safe 



0.05 

0.00 

3,252.14 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

0.0005 

0.0030 

- 

0.004 

0.004 

0.004 

0.000 

0.004 

0.008 

240.33 

Over Exploited 

Amli Khera 

0828000303427500 

0.04 

0.00 

17,425.97 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.09 

0.00 

35,999.30 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ant 

0826000703219000 

0.02 

0.00 

27,766.22 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.02 

0.01 

976.22 

0.01 

0.03 

0.04 

0.03 

0.44 

- 

0.0800 

0.0303 

0.0365 

- 

0.147 

0.147 

0.189 

0.009 

0.180 

0.416 

231.46 

Over Exploited 

Bansri Khera 

0828000103385000 

0.05 

0.02 

132.34 

0.02 

- 

0.02 

0.02 

0.29 

- 

- 

- 

- 

- 

- 

- 

0.020 

0.001 

0.019 

0.024 

125.89 

Over Exploited 



0.05 

0.05 

17.13 

0.05 

0.00 

0.05 

0.03 

0.48 

- 

- 

0.0114 

0.0744 

0.001 

0.087 

0.087 

0.141 

0.007 

0.134 

0.036 

27.00 

Safe 



0.05 

0.00 

320.56 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

0.0089 

0.0107 

- 

0.020 

0.020 

0.022 

0.001 

0.021 

0.010 

49.55 

Safe 

Bapteeya 

0828000103403600 

0.05 

0.00 

224.92 

0.00 

- 

0.00 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.01 

(33.04) 

0.01 

- 

0.01 

0.04 

0.75 

- 

- 

0.0015 

0.0095 

- 

0.011 

0.011 

0.018 

0.001 

0.017 

0.001 

8.30 

Safe 

Barbadiya 

0828000103403800 

0.05 

0.04 

9.23 

0.04 

- 

0.04 

0.02 

0.42 

- 

- 

- 

- 

- 

- 

- 

0.043 

0.002 

0.041 

0.011 

27.46 

Safe 



0.05 

0.01 

139.15 

0.01 

0.00 

0.01 

0.01 

0.18 

- 

- 

0.0050 

0.0326 

0.001 

0.038 

0.038 

0.048 

0.002 

0.045 

0.005 

10.83 

Safe 



0.07 

0.00 

265.28 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

0.0018 

0.0117 

- 

0.013 

0.013 

0.015 

0.001 

0.014 

0.002 

12.45 

Safe 

Bargun 

0828000103394900 

0.05 

0.23 

68,497.02 

0.19 

0.01 

0.20 

0.04 

0.65 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.216 

0.011 

0.205 

0.129 

63.17 

Safe 



0.05 

0.02 

149.88 

0.03 

0.00 

0.03 

0.01 

0.20 

- 

- 

0.0135 

0.0880 

0.000 

0.102 

0.102 

0.130 

0.006 

0.123 

0.038 

31.09 

Safe 

Bari Ambeli 

0829001203739900 

0.03 

0.00 

7,328.46 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Baron Ka Phala 

0828000103376200 

0.06 

0.00 

5,262.08 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0003 

0.0014 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.000 

12.86 

Safe 



0.05 

0.00 

539.77 

0.00 

- 

0.00 

0.02 

0.27 

- 

- 

0.0020 

0.0113 

- 

0.013 

0.013 

0.018 

0.001 

0.017 

0.010 

57.33 

Safe 

Bhain 

0828000103401800 

0.04 

0.06 

(13.71) 

0.05 

0.00 

0.06 

0.05 

0.89 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.064 

0.003 

0.061 

0.026 

41.91 

Safe 

Bhanawaton Ka Khera 

0829001203741100 

0.03 

0.00 

1,748.72 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhanej 

0829001203740600 

0.02 

0.00 

770.42 

0.00 

- 

0.00 

0.02 

0.24 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.007 

435.55 

Over Exploited 



0.03 

0.01 

132.71 

0.01 

- 

0.01 

0.04 

0.56 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.011 

0.019 

163.06 

Over Exploited 

Bhatwara 

0828000103376600 

0.05 

0.00 

236.35 

0.00 

- 

0.00 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.010 

329.64 

Over Exploited 



0.05 

0.06 

(7.14) 

0.06 

- 

0.06 

0.05 

0.68 

- 

- 

0.0129 

0.0718 

- 

0.085 

0.085 

0.142 

0.007 

0.135 

0.036 

26.52 

Safe 

Bheema Ka Khera 

0828000103396000 

0.05 

0.02 

26.63 

0.03 

- 

0.03 

0.04 

0.55 

- 

- 

- 

- 

- 

- 

- 

0.028 

0.001 

0.027 

0.005 

19.22 

Safe 



0.05 

0.01 

99.43 

0.01 

- 

0.01 

0.02 

0.35 

- 

- 

0.0034 

0.0218 

- 

0.025 

0.025 

0.037 

0.002 

0.035 

0.003 

9.45 

Safe 

Bhoongra 

0828000103403500 

0.05 

0.00 

370.19 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

96.11 

Critical 



0.05 

0.06 

(55.39) 

0.05 

0.01 

0.05 

0.05 

0.78 

- 

- 

0.0091 

0.0594 

0.011 

0.080 

0.080 

0.135 

0.007 

0.128 

0.009 

7.01 

Safe 

Bor Khera 

0828000303427600 

0.09 

0.02 

(8.82) 

0.02 

- 

0.02 

0.02 

0.29 

- 

- 

- 

- 

- 

- 

- 

0.018 

0.001 

0.017 

0.011 

68.02 

Safe 



0.09 

0.00 

202.12 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

0.0015 

0.0098 

- 

0.011 

0.011 

0.013 

0.001 

0.013 

0.001 

10.42 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Bori 

0828000103395700 

4.871 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.822 

1.23 

0.015 

0.09 

0.02 

0.00 

0.00 

0.00 

0.16 

0.25 

0.34 

0.023 

0.83 

0.53 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.013 

1.23 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Borpi Kereng 

0828000103385100 

3.380 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.177 

1.08 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.007 

0.28 

0.20 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

2.116 

1.08 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.00 

0.013 

0.51 

0.36 






Jakham 

Command 

Gneisses(B.G.C) 

0.087 

1.08 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.01 


Borpi Khanta 

0828000103384800 

0.682 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.052 

0.94 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.06 

0.04 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.271 

0.94 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.04 

0.002 

0.32 

0.23 


Charpotiya 

0826000703218600 

5.738 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.051 

2.07 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 






Jakham 

Command 

Gneisses(B.G.C) 

0.214 

2.07 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.001 

0.03 

0.02 


Chauki 

0828000103404700 

3.320 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.627 

1.16 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.03 

0.003 

0.16 

0.10 







Non-command 

Deccan Traps 

2.374 

1.16 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.10 

0.07 

0.011 

0.60 

0.38 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.234 

1.16 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.001 

0.06 

0.04 







Command 

Deccan Traps 

0.085 

1.16 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.01 


Cheeb 

0828000303427400 

3.843 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.172 

0.93 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.05 

0.006 

0.26 

0.16 







Non-command 

Deccan Traps 

1.524 

0.93 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.06 

0.05 

0.008 

0.34 

0.20 






Mahi Bajaj Sagar 

Command 

Deccan Traps 

0.300 

0.93 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.002 

0.07 

0.04 


Chhari 

0828000103396500 

5.006 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.088 

2.73 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.14 

0.14 

0.010 

0.35 

0.30 


Danta 

0828000103395600 

2.971 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.975 

0.62 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.06 

0.010 

0.56 

0.36 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.963 

0.62 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.03 

0.005 

0.27 

0.17 


Dateeyar 

0829001203740400 

6.129 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.384 

1.90 

0.012 

0.02 

0.00 

0.00 

0.00 

0.14 

0.01 

0.01 

0.08 

0.012 

0.74 

0.60 







Non-command 

Deccan Traps 

0.073 

1.90 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Jakham 

Command 

Gneisses(B.G.C) 

0.171 

1.90 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Deliya Talab 

0828000103391200 

1.360 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.275 

1.33 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.002 

0.17 

0.12 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

1.085 

1.33 

0.015 

0.02 

0.01 

0.00 

0.00 

0.00 

0.03 

0.05 

0.08 

0.007 

0.66 

0.47 


Deoliya Saktawat 

0828000103376400 

6.069 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.685 

1.97 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.004 

0.08 

0.06 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

5.384 

1.97 

0.015 

0.05 

0.01 

0.00 

0.00 

0.03 

0.17 

0.24 

0.15 

0.033 

0.66 

0.47 


Dharna 

0828000103395800 

1.528 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.452 

1.02 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.04 

0.06 

0.12 

0.007 

0.79 

0.51 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.067 

1.02 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.04 

0.02 


Doli 

0829001203739700 

0.948 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.422 

3.30 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.001 

0.39 

0.35 


Doongar 

0828000103385400 

2.114 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.840 

1.11 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.04 

0.06 

0.16 

0.005 

0.33 

0.23 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

1.121 

1.11 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.07 

0.10 

0.22 

0.007 

0.44 

0.31 


Gadra 

0828000103395500 

2.805 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.765 

0.62 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.011 

0.53 

0.34 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

1.039 

0.62 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.006 

0.31 

0.20 


Gagari 

0828000303427100 

6.481 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.114 

0.56 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.04 

0.006 

0.16 

0.10 


Gamda 

0829001203740200 

5.039 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.953 

2.04 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.02 

0.004 

0.32 

0.26 






Jakham 

Command 

Gneisses(B.G.C) 

2.658 

2.04 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.02 

0.006 

0.44 

0.35 


Ganeshpura 

0828000103402100 

1.861 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.849 

1.05 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.08 

0.07 

0.011 

0.83 

0.53 


Garha 

0829001203740300 

0.480 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.417 

2.03 

0.012 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.001 

0.73 

0.60 


Garnawat 

0828000103403700 

0.119 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.119 

1.11 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.84 

0.53 


Ghoti 

0829001203740800 

1.596 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.963 

2.71 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.002 

0.54 

0.48 


Goj Rathor 

0828000103395200 

2.458 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.276 

1.22 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.09 

0.06 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

2.181 

1.22 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.08 

0.02 

0.013 

0.74 

0.49 


Gorchha 

0828000103403400 

7.882 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.618 

0.99 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.11 

0.17 

0.18 

0.028 

0.49 

0.31 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.906 

0.99 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.04 

0.03 

0.006 

0.10 

0.06 


Gothra 

0826000703221200 

13.488 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.171 

0.98 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 






Jakham 

Command 

Gneisses(B.G.C) 

7.592 

0.98 

0.010 

0.06 

0.01 

0.00 

0.00 

0.02 

0.11 

0.14 

0.19 

0.025 

0.43 

0.33 


Gurha 

0826000703218800 

5.916 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

0.074 

1.67 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Hajari Gurha 

0826000703221100 

5.599 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.218 

1.19 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.03 

0.02 






Jakham 

Command 

Gneisses(B.G.C) 

5.382 

1.19 

0.010 

0.09 

0.02 

0.00 

0.00 

0.00 

0.13 

0.18 

0.32 

0.018 

0.75 

0.56 


Hameergarh 

0828000103385600 

0.368 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.203 

1.34 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.03 

0.001 

0.46 

0.32 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.016 

1.34 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.04 

0.03 


Hilej 

0828000103390900 

1.820 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.054 

1.69 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 







Non-command 

Gneisses(B.G.C) 

0.044 

1.69 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.01 


Jamboi 

0828000103402200 

7.054 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.191 

0.78 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.01 


Jetliya 

0828000103391500 

27.893 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

18.633 

1.68 

0.015 

0.07 

0.01 

0.00 

0.00 

0.03 

0.49 

0.65 

0.16 

0.090 

0.56 

0.43 







Non-command 

Deccan Traps 

2.742 

1.68 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.02 

0.013 

0.08 

0.06 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.928 

1.68 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.004 

0.03 

0.02 






Jakham 

Command 

Gneisses(B.G.C) 

4.656 

1.68 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.18 

0.04 

0.023 

0.14 

0.11 


Jetpura 

0828000103384700 

1.468 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.528 

1.10 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.003 

0.30 

0.21 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.593 

1.10 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.004 

0.33 

0.24 






Jakham 

Command 

Gneisses(B.G.C) 

0.343 

1.10 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.19 

0.14 


Juna Boriya 

0826000703220800 

7.083 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.402 

1.45 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.05 

0.03 






Jakham 

Command 

Gneisses(B.G.C) 

6.681 

1.45 

0.010 

0.04 

0.01 

0.00 

0.00 

0.03 

0.10 

0.13 

0.13 

0.022 

0.75 

0.55 


Kaiyon Ka Khera 

0828000103391900 

0.980 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.222 

1.59 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.19 

0.13 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.758 

1.59 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.05 

0.005 

0.64 

0.45 


Kali Ghati 

0828000103401200 

1.060 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.001 

2.23 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kali Magri 

0828000103377200 

0.518 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.518 

1.29 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.03 

0.003 

0.77 

0.55 


Kamji Ka Khera 

0828000103391000 

1.628 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.007 

1.56 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Bori 

0828000103395700 

0.04 

0.16 

53.25 

0.19 

0.02 

0.22 

0.06 

0.88 

- 

0.0600 

- 

- 

0.000 

0.060 

0.060 

0.275 

0.014 

0.262 

0.359 

137.32 

Over Exploited 



0.04 

0.00 

23,971.91 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0005 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Borpi Kereng 

0828000103385100 

0.05 

0.02 

47.22 

0.02 

- 

0.02 

0.02 

0.30 

- 

- 

- 

- 

- 

- 

- 

0.022 

0.001 

0.021 

0.007 

34.45 

Safe 



0.05 

0.06 

(18.38) 

0.05 

- 

0.05 

0.04 

0.55 

- 

- 

0.0131 

0.0854 

- 

0.099 

0.099 

0.147 

0.007 

0.139 

0.013 

9.26 

Safe 



0.05 

0.00 

1,920.47 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0020 

0.0024 

- 

0.004 

0.004 

0.004 

0.000 

0.004 

0.001 

12.58 

Safe 

Borpi Khanta 

0828000103384800 

0.05 

0.00 

467.39 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

4,140.57 

Over Exploited 



0.05 

0.00 

314.44 

0.01 

- 

0.01 

0.02 

0.34 

- 

0.0100 

0.0017 

0.0109 

- 

0.023 

0.023 

0.028 

0.001 

0.027 

0.044 

162.66 

Over Exploited 

Charpotiya 

0826000703218600 

0.02 

0.00 

25,090.09 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.02 

0.00 

5,448.93 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0049 

0.0058 

- 

0.011 

0.011 

0.011 

0.001 

0.010 

0.009 

84.65 

Semi Critical 

Chauki 

0828000103404700 

0.04 

0.00 

727.31 

0.00 

- 

0.00 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.028 

609.08 

Over Exploited 



0.03 

0.04 

126.36 

0.05 

0.00 

0.05 

0.04 

0.64 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.063 

0.003 

0.060 

0.083 

139.65 

Over Exploited 



0.04 

0.00 

1,074.09 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

0.0015 

0.0094 

- 

0.011 

0.011 

0.012 

0.001 

0.011 

0.009 

83.04 

Semi Critical 



0.03 

0.00 

4,284.66 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0005 

0.0034 

- 

0.004 

0.004 

0.004 

0.000 

0.004 

0.000 

10.65 

Safe 

Cheeb 

0828000303427400 

0.04 

0.01 

409.52 

0.01 

- 

0.01 

0.02 

0.28 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.025 

0.001 

0.023 

0.051 

219.28 

Over Exploited 



0.09 

0.05 

24.78 

0.06 

- 

0.06 

0.02 

0.36 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.066 

0.003 

0.063 

0.054 

86.52 

Semi Critical 



0.09 

0.00 

353.29 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

0.0022 

0.0121 

- 

0.014 

0.014 

0.016 

0.001 

0.016 

0.009 

55.27 

Safe 

Chhari 

0828000103396500 

0.03 

0.02 

516.60 

0.03 

0.01 

0.04 

0.03 

0.38 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.066 

0.003 

0.063 

0.146 

231.99 

Over Exploited 

Danta 

0828000103395600 

0.04 

0.04 

34.36 

0.05 

- 

0.05 

0.04 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.064 

0.003 

0.061 

0.069 

113.02 

Over Exploited 



0.04 

0.01 

179.55 

0.01 

- 

0.01 

0.02 

0.29 

- 

- 

0.0060 

0.0389 

- 

0.045 

0.045 

0.058 

0.003 

0.055 

0.030 

54.21 

Safe 

Dateeyar 

0829001203740400 

0.02 

0.08 

########## 

0.09 

0.14 

0.23 

0.05 

0.79 

- 

0.0100 

- 

- 

0.207 

0.217 

0.217 

0.446 

0.022 

0.424 

0.090 

21.21 

Safe 



0.03 

0.00 

8,816.68 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.02 

0.00 

5,894.05 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0039 

0.0047 

- 

0.009 

0.009 

0.009 

0.000 

0.008 

0.000 

4.56 

Safe 

Deliya Talab 

0828000103391200 

0.05 

0.00 

208.72 

0.00 

- 

0.00 

0.01 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.019 

648.40 

Over Exploited 



0.05 

0.04 

14.27 

0.05 

0.01 

0.06 

0.05 

0.71 

- 

0.0200 

0.0067 

0.0438 

- 

0.071 

0.071 

0.126 

0.006 

0.119 

0.091 

76.00 

Semi Critical 

Deoliya Saktawat 

0828000103376400 

0.05 

0.00 

1,242.33 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.021 

589.49 

Over Exploited 



0.05 

0.19 

21.24 

0.23 

0.04 

0.27 

0.05 

0.71 

- 

0.0300 

0.0390 

0.2173 

0.045 

0.331 

0.331 

0.605 

0.030 

0.575 

0.184 

31.99 

Safe 

Dharna 

0828000103395800 

0.04 

0.05 

37.09 

0.06 

0.01 

0.07 

0.06 

0.85 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.088 

0.004 

0.083 

0.125 

150.20 

Over Exploited 



0.04 

0.00 

1,400.57 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

0.0004 

0.0027 

- 

0.003 

0.003 

0.003 

0.000 

0.003 

0.008 

272.14 

Over Exploited 

Doli 

0829001203739700 

0.03 

0.00 

258.81 

0.01 

- 

0.01 

0.03 

0.42 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.018 

366.45 

Over Exploited 

Doongar 

0828000103385400 

0.05 

0.02 

311.71 

0.02 

0.01 

0.03 

0.02 

0.35 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.058 

0.003 

0.055 

0.165 

298.86 

Over Exploited 



0.05 

0.03 

260.64 

0.03 

0.01 

0.04 

0.03 

0.47 

- 

0.0400 

0.0070 

0.0452 

- 

0.092 

0.092 

0.135 

0.007 

0.128 

0.225 

175.95 

Over Exploited 

Gadra 

0828000103395500 

0.05 

0.05 

(50.04) 

0.04 

- 

0.04 

0.04 

0.56 

- 

- 

- 

- 

- 

- 

- 

0.041 

0.002 

0.039 

0.011 

27.85 

Safe 



0.05 

0.02 

(14.89) 

0.02 

- 

0.02 

0.02 

0.33 

- 

- 

0.0065 

0.0419 

- 

0.048 

0.048 

0.063 

0.003 

0.060 

0.006 

10.52 

Safe 

Gagari 

0828000303427100 

0.04 

0.01 

398.54 

0.01 

- 

0.01 

0.01 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.042 

241.53 

Over Exploited 

Gamda 

0829001203740200 

0.02 

0.01 

########## 

0.02 

0.00 

0.02 

0.02 

0.34 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.026 

0.001 

0.025 

0.022 

90.35 

Critical 



0.02 

0.02 

306.83 

0.03 

0.00 

0.03 

0.03 

0.47 

- 

- 

0.0604 

0.0727 

0.000 

0.133 

0.133 

0.161 

0.008 

0.153 

0.024 

15.59 

Safe 

Ganeshpura 

0828000103402100 

0.05 

0.08 

(8.81) 

0.08 

- 

0.08 

0.05 

0.89 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.087 

0.004 

0.083 

0.078 

94.70 

Critical 

Garha 

0829001203740300 

0.02 

0.01 

(180.68) 

0.00 

0.01 

0.02 

0.05 

0.78 

- 

- 

- 

- 

0.021 

0.021 

0.021 

0.040 

0.002 

0.038 

0.001 

2.40 

Safe 

Garnawat 

0828000103403700 

0.05 

0.01 

(43.51) 

0.00 

- 

0.00 

0.05 

0.89 

- 

- 

0.0007 

0.0048 

- 

0.006 

0.006 

0.010 

0.000 

0.009 

0.001 

7.67 

Safe 

Ghoti 

0829001203740800 

0.03 

0.01 

113.62 

0.02 

0.00 

0.02 

0.04 

0.58 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.017 

0.001 

0.016 

0.010 

63.84 

Safe 

Goj Rathor 

0828000103395200 

0.05 

0.00 

443.88 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.002 

104.35 

Over Exploited 



0.05 

0.09 

(14.90) 

0.08 

- 

0.08 

0.05 

0.79 

- 

- 

0.0135 

0.0880 

- 

0.102 

0.102 

0.177 

0.009 

0.168 

0.030 

18.05 

Safe 

Gorchha 

0828000103403400 

0.05 

0.12 

37.34 

0.15 

0.01 

0.16 

0.03 

0.52 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.189 

0.009 

0.180 

0.204 

113.46 

Over Exploited 



0.05 

0.00 

669.96 

0.01 

- 

0.01 

0.01 

0.10 

- 

0.0100 

0.0056 

0.0366 

- 

0.052 

0.052 

0.058 

0.003 

0.055 

0.040 

71.79 

Semi Critical 

Gothra 

0826000703221200 

0.02 

0.00 

6,745.17 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.02 

0.06 

120.07 

0.08 

0.03 

0.10 

0.03 

0.46 

- 

0.0400 

0.1724 

0.2075 

0.028 

0.448 

0.448 

0.552 

0.028 

0.524 

0.212 

40.47 

Safe 

Gurha 

0826000703218800 

0.02 

0.00 

12,429.46 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0017 

0.0020 

- 

0.004 

0.004 

0.004 

0.000 

0.004 

0.000 

6.97 

Safe 

Hajari Gurha 

0826000703221100 

0.02 

0.00 

2,611.01 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.018 

12,043.42 

Over Exploited 



0.02 

0.08 

126.97 

0.09 

0.02 

0.11 

0.06 

0.81 

- 

0.0600 

0.1222 

0.1471 

- 

0.329 

0.329 

0.444 

0.022 

0.422 

0.337 

79.90 

Semi Critical 

Hameergarh 

0828000103385600 

0.05 

0.01 

291.37 

0.01 

- 

0.01 

0.03 

0.49 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.015 

0.035 

229.94 

Over Exploited 



0.05 

0.00 

1,092.18 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

0.0001 

0.0007 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Hilej 

0828000103390900 

0.06 

0.00 

2,802.49 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.00 

3,173.72 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jamboi 

0828000103402200 

0.05 

0.00 

1,330.87 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

428.80 

Over Exploited 

Jetliya 

0828000103391500 

0.04 

0.42 

53.35 

0.51 

0.04 

0.55 

0.04 

0.60 

- 

0.0300 

- 

- 

0.052 

0.082 

0.082 

0.634 

0.032 

0.602 

0.250 

41.52 

Safe 



0.03 

0.01 

1,435.82 

0.01 

- 

0.01 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.035 

458.63 

Over Exploited 



0.04 

0.00 

2,821.47 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0058 

0.0374 

- 

0.043 

0.043 

0.044 

0.002 

0.042 

0.012 

29.57 

Safe 



0.04 

0.03 

581.96 

0.03 

- 

0.03 

0.01 

0.15 

- 

0.0100 

0.1057 

0.1273 

- 

0.243 

0.243 

0.275 

0.014 

0.261 

0.065 

24.73 

Safe 

Jetpura 

0828000103384700 

0.05 

0.01 

43.65 

0.01 

- 

0.01 

0.02 

0.32 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.001 

0.010 

0.011 

114.94 

Over Exploited 



0.05 

0.01 

26.96 

0.01 

- 

0.01 

0.02 

0.36 

- 

- 

0.0037 

0.0239 

- 

0.028 

0.028 

0.041 

0.002 

0.039 

0.012 

30.15 

Safe 



0.05 

0.00 

118.37 

0.00 

- 

0.00 

0.01 

0.21 

- 

- 

0.0078 

0.0094 

- 

0.017 

0.017 

0.022 

0.001 

0.020 

0.002 

10.23 

Safe 

Juna Boriya 

0826000703220800 

0.02 

0.00 

2,108.92 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.009 

2,319.66 

Over Exploited 



0.02 

0.10 

33.35 

0.12 

0.04 

0.16 

0.06 

0.80 

- 

0.0200 

0.1517 

0.1826 

0.046 

0.400 

0.400 

0.558 

0.028 

0.530 

0.148 

27.98 

Safe 

Kaiyon Ka Khera 

0828000103391900 

0.05 

0.00 

231.46 

0.00 

- 

0.00 

0.01 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.018 

702.17 

Over Exploited 



0.05 

0.03 

46.50 

0.03 

0.00 

0.03 

0.05 

0.69 

- 

0.0100 

0.0047 

0.0306 

0.001 

0.047 

0.047 

0.080 

0.004 

0.076 

0.055 

72.14 

Semi Critical 

Kali Ghati 

0828000103401200 

0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kali Magri 

0828000103377200 

0.05 

0.02 

28.61 

0.03 

- 

0.03 

0.06 

0.83 

- 

- 

0.0032 

0.0209 

- 

0.024 

0.024 

0.050 

0.003 

0.048 

0.028 

58.80 

Safe 

Kamji Ka Khera 

0828000103391000 

0.06 

0.00 

22,952.92 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Gneisses(B.G.C) 

0.778 

1.56 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.005 

0.40 

0.28 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.744 

1.56 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.005 

0.38 

0.27 


Kanadoki Ka Para 

082800010340200C 

2.740 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.085 

1.14 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.03 

0.02 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

2.655 

1.14 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.10 

0.05 

0.016 

0.81 

0.52 


Kanra 

0828000103391300 

4.719 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.058 

1.35 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.006 

0.19 

0.13 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

3.661 

1.35 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.12 

0.00 

0.022 

0.65 

0.45 


Kataron Ka Khera 

0828000103397300 

3.138 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.000 

2.44 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Katiyor 

0828000303427300 

1.146 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.730 

0.75 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.004 

0.53 

0.31 






Mahi Bajaj Sagar 

Command 

Deccan Traps 

0.417 

0.75 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.30 

0.18 


Kela Mela 

0828000103401600 

2.903 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.855 

1.06 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.07 

0.10 

0.09 

0.014 

0.82 

0.52 


Khakhani Kamal 

0829001203741300 

0.726 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.107 

3.53 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.13 

0.12 


Kharkhoti 

0828000103405000 

5.610 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.049 

0.93 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 


Kher Dabra 

0828000303427200 

7.212 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.255 

0.90 

0.025 

0.08 

0.02 

0.00 

0.00 

0.00 

0.20 

0.33 

0.27 

0.034 

0.75 

0.46 







Non-command 

Deccan Traps 

0.304 

0.90 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.002 

0.04 

0.02 






Mahi Bajaj Sagar 

Command 

Deccan Traps 

0.277 

0.90 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.002 

0.03 

0.02 


Kherdipara 

0828000103392800 

1.606 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.445 

0.81 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.003 

0.23 

0.15 


Kherwa 

0828000103392700 

2.659 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.935 

1.06 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.06 

0.006 

0.30 

0.20 







Non-command 

Gneisses(B.G.C) 

0.087 

1.06 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.03 

0.02 


Kherwari 

0828000103404100 

0.502 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.369 

1.21 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.62 

0.39 







Command 

Deccan Traps 

0.133 

1.21 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.22 

0.14 


Khoriya Am 

0829001203741400 

1.122 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.471 

3.57 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.37 

0.34 


Kika Ki Nal 

0828000103395100 

1.545 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.016 

0.56 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.006 

0.55 

0.37 







Non-command 

Gneisses(B.G.C) 

0.339 

0.56 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.18 

0.12 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.190 

0.56 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.10 

0.07 


Kota Magri 

0828000103377300 

2.038 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.230 

1.25 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.09 

0.06 







Command 

Gneisses(B.G.C) 

0.578 

1.25 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.004 

0.22 

0.15 


Kotri 

0826000703220600 

4.920 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.038 

0.87 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.003 

0.16 

0.12 






Jakham 

Command 

Gneisses(B.G.C) 

3.882 

0.87 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.03 

0.013 

0.61 

0.45 


Kumari 

0826000703221000 

4.566 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.691 

1.31 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.03 

0.002 

0.12 

0.09 






Jakham 

Command 

Gneisses(B.G.C) 

3.875 

1.31 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.10 

0.14 

0.21 

0.013 

0.70 

0.51 


Kushali Talab 

0828000103391100 

1.090 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.157 

1.59 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.001 

0.12 

0.08 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.933 

1.59 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.03 

0.006 

0.71 

0.50 


Lamba Dabra 

0828000103391600 

7.397 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.391 

2.15 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.16 

0.18 

0.24 

0.016 

0.39 

0.34 


Laxmangarh @ Jhari 

0828000303430100 

9.731 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.011 

1.80 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Limberwara 

0826000703218900 

1.804 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.514 

1.65 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.05 

0.002 

0.21 

0.15 






Jakham 

Command 

Gneisses(B.G.C) 

0.951 

1.65 

0.010 

0.02 

0.01 

0.00 

0.00 

0.00 

0.03 

0.04 

0.09 

0.003 

0.38 

0.27 


Mahuri Khera 

0828000103401500 

0.649 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.426 

1.33 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.06 

0.002 

0.55 

0.35 


MALIYA 

0829001203740000 

5.504 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.914 

2.42 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.002 

0.14 

0.12 







Non-command 

Deccan Traps 

0.830 

2.42 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.002 

0.13 

0.11 


Matiya 

0828000103395400 

3.564 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.501 

0.37 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.003 

0.12 

0.08 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

3.064 

0.37 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.07 

0.019 

0.72 

0.46 


Miyala 

0826000703219200 

2.157 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.598 

1.17 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.002 

0.20 

0.15 






Jakham 

Command 

Gneisses(B.G.C) 

1.310 

1.17 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.08 

0.004 

0.45 

0.32 


Miyasa 

0828000103392000 

3.599 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.440 

1.47 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.003 

0.10 

0.07 







Non-command 

Gneisses(B.G.C) 

1.710 

1.47 

0.015 

0.02 

0.01 

0.00 

0.00 

0.00 

0.05 

0.07 

0.08 

0.010 

0.40 

0.27 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

1.395 

1.47 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.07 

0.009 

0.32 

0.22 


Morwaniya 

0828000103396100 

7.328 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.402 

1.82 

0.015 

0.03 

0.00 

0.00 

0.00 

0.02 

0.18 

0.28 

0.07 

0.031 

0.73 

0.48 


Murasel 

0828000103391800 

5.625 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.034 

1.60 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.00 

0.012 

0.30 

0.21 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

3.590 

1.60 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.14 

0.00 

0.022 

0.53 

0.36 


Nal Chauki 

0828000103404800 

1.089 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.089 

1.00 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.05 

0.005 

0.83 

0.50 


Nalda 

0828000103401700 

2.113 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.922 

1.11 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.00 

0.009 

0.76 

0.49 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.191 

1.11 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.001 

0.08 

0.05 


Naroton Ki Goj 

0828000103394800 

1.739 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.048 

1.05 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Narwali 

0828000103376300 

2.419 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.018 

3.84 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 







Non-command 

Gneisses(B.G.C) 

0.358 

3.84 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.002 

0.11 

0.08 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.567 

3.84 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.02 

0.003 

0.17 

0.12 







Command 

Gneisses(B.G.C) 

0.913 

3.84 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.03 

0.006 

0.28 

0.20 


Nathji Ka Gara 

0828000103390400 

4.389 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.237 

2.37 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.05 

0.03 


Nawagaon 

0828000103404000 

0.731 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.731 

1.19 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.004 

0.84 

0.53 


Naya Boriya 

0826000703220900 

4.076 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.459 

1.49 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.002 

0.09 

0.07 






Jakham 

Command 

Gneisses(B.G.C) 

3.616 

1.49 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.13 

0.20 

0.012 

0.72 

0.52 


Negdiya 

0828000103377100 

1.037 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.029 

2.64 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.02 







Command 

Gneisses(B.G.C) 

0.361 

2.64 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.06 

0.002 

0.26 

0.19 


Padi Khera 

0828000103392200 

0.861 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.576 

0.98 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.07 

0.004 

0.56 

0.39 


Padla 

0828000103395300 

4.464 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.127 

0.83 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.02 







Non-command 

Gneisses(B.G.C) 

1.044 

0.83 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.006 

0.19 

0.13 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

3.294 

0.83 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.03 

0.020 

0.62 

0.40 


Pandawa 

0829001203740100 

4.379 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.272 

2.08 

0.012 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.14 

0.17 

0.007 

0.61 

0.48 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.05 

0.02 

53.60 

0.02 

- 

0.02 

0.03 

0.43 

- 

- 

- 

- 

- 

- 

- 

0.020 

0.001 

0.019 

0.005 

24.58 

Safe 



0.05 

0.02 

60.06 

0.02 

- 

0.02 

0.03 

0.41 

- 

- 

0.0046 

0.0300 

- 

0.035 

0.035 

0.053 

0.003 

0.051 

0.005 

8.96 

Safe 

Kanadoki Ka Para 

082800010340200C 

0.05 

0.00 

1,882.90 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.05 

0.12 

(17.63) 

0.10 

0.00 

0.10 

0.05 

0.86 

- 

0.0100 

0.0165 

0.1072 

0.005 

0.139 

0.139 

0.240 

0.012 

0.228 

0.061 

26.87 

Safe 

Kanra 

0828000103391300 

0.05 

0.01 

183.54 

0.01 

- 

0.01 

0.01 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.012 

0.006 

52.42 

Safe 



0.05 

0.13 

(9.24) 

0.12 

0.00 

0.12 

0.05 

0.69 

- 

- 

0.0227 

0.1478 

0.003 

0.174 

0.174 

0.293 

0.015 

0.278 

0.022 

8.02 

Safe 

Kataron Ka Khera 

0828000103397300 

0.03 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.000 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Katiyor 

0828000303427300 

0.09 

0.04 

(6.05) 

0.03 

- 

0.03 

0.03 

0.56 

- 

- 

- 

- 

- 

- 

- 

0.033 

0.002 

0.031 

0.028 

89.63 

Semi Critical 



0.09 

0.01 

(20.42) 

0.01 

- 

0.01 

0.02 

0.32 

- 

- 

0.0026 

0.0168 

- 

0.019 

0.019 

0.029 

0.001 

0.027 

0.009 

34.27 

Safe 

Kela Mela 

0828000103401600 

0.04 

0.10 

8.97 

0.10 

0.01 

0.11 

0.05 

0.88 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.134 

0.007 

0.128 

0.106 

82.87 

Semi Critical 

Khakhani Kamal 

0829001203741300 

0.03 

0.00 

1,028.34 

0.00 

- 

0.00 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kharkhoti 

0828000103405000 

0.03 

0.00 

11,345.85 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kher Dabra 

0828000303427200 

0.04 

0.19 

76.54 

0.23 

0.02 

0.25 

0.05 

0.80 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.296 

0.015 

0.281 

0.305 

108.70 

Over Exploited 



0.09 

0.00 

686.03 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.009 

756.99 

Over Exploited 



0.09 

0.00 

777.21 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

0.0020 

0.0112 

- 

0.013 

0.013 

0.014 

0.001 

0.013 

0.009 

63.18 

Safe 

Kherdipara 

0828000103392800 

0.05 

0.01 

315.20 

0.01 

- 

0.01 

0.01 

0.25 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.006 

0.020 

304.26 

Over Exploited 

Kherwa 

0828000103392700 

0.06 

0.02 

229.00 

0.02 

- 

0.02 

0.02 

0.32 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.030 

0.001 

0.028 

0.064 

224.14 

Over Exploited 



0.05 

0.00 

1,432.86 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.009 

5,734.26 

Over Exploited 

Kherwari 

0828000103404100 

0.05 

0.01 

(15.81) 

0.01 

- 

0.01 

0.04 

0.66 

- 

- 

0.0023 

0.0149 

- 

0.017 

0.017 

0.028 

0.001 

0.026 

0.002 

8.55 

Safe 



0.07 

0.00 

20.83 

0.00 

- 

0.00 

0.01 

0.24 

- 

- 

0.0008 

0.0054 

- 

0.006 

0.006 

0.009 

0.000 

0.008 

0.001 

9.82 

Safe 

Khoriya Am 

0829001203741400 

0.03 

0.00 

304.52 

0.01 

- 

0.01 

0.03 

0.40 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.005 

0.005 

96.10 

Critical 

Kika Ki Nal 

0828000103395100 

0.06 

0.03 

(55.53) 

0.03 

- 

0.03 

0.04 

0.59 

- 

- 

- 

- 

- 

- 

- 

0.027 

0.001 

0.025 

0.016 

63.60 

Safe 



0.05 

0.00 

26.73 

0.00 

- 

0.00 

0.01 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.002 

53.38 

Safe 



0.05 

0.00 

124.01 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

0.0014 

0.0077 

- 

0.009 

0.009 

0.010 

0.001 

0.010 

0.001 

11.76 

Safe 

Kota Magri 

0828000103377300 

0.06 

0.00 

495.04 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

0.0014 

0.0093 

- 

0.011 

0.011 

0.012 

0.001 

0.012 

0.011 

98.92 

Critical 



0.05 

0.01 

326.79 

0.01 

- 

0.01 

0.02 

0.23 

- 

- 

0.0036 

0.0233 

- 

0.027 

0.027 

0.035 

0.002 

0.033 

0.021 

61.44 

Safe 

Kotri 

0826000703220600 

0.02 

0.00 

272.88 

0.00 

- 

0.00 

0.01 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.011 

302.22 

Over Exploited 



0.02 

0.05 

29.73 

0.06 

- 

0.06 

0.05 

0.66 

- 

0.0100 

0.0882 

0.1061 

- 

0.204 

0.204 

0.260 

0.013 

0.247 

0.047 

18.99 

Safe 

Kumari 

0826000703221000 

0.02 

0.00 

1,449.36 

0.00 

- 

0.00 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.036 

318.07 

Over Exploited 



0.02 

0.05 

160.81 

0.06 

0.01 

0.07 

0.05 

0.75 

- 

0.0400 

0.0880 

0.1059 

- 

0.234 

0.234 

0.307 

0.015 

0.292 

0.223 

76.39 

Semi Critical 

Kushali Talab 

0828000103391100 

0.05 

0.00 

414.57 

0.00 

- 

0.00 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.009 

762.86 

Over Exploited 



0.05 

0.04 

27.31 

0.04 

- 

0.04 

0.05 

0.76 

- 

- 

0.0058 

0.0377 

- 

0.044 

0.044 

0.087 

0.004 

0.083 

0.031 

37.07 

Safe 

Lamba Dabra 

0828000103391600 

0.03 

0.04 

########## 

0.05 

0.01 

0.06 

0.03 

0.42 

- 

0.0400 

- 

- 

0.002 

0.042 

0.042 

0.101 

0.005 

0.096 

0.254 

265.32 

Over Exploited 

Laxmangarh @ Jhari 

0828000303430100 

0.04 

0.00 

559,879.45 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Limberwara 

0826000703218900 

0.02 

0.00 

1,144.19 

0.00 

- 

0.00 

0.02 

0.22 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.012 

0.052 

435.87 

Over Exploited 



0.02 

0.01 

404.14 

0.01 

0.01 

0.02 

0.03 

0.41 

- 

0.0200 

0.0216 

0.0260 

- 

0.068 

0.068 

0.086 

0.004 

0.082 

0.095 

116.32 

Over Exploited 

Mahuri Khera 

0828000103401500 

0.04 

0.01 

363.35 

0.01 

0.00 

0.01 

0.04 

0.59 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.023 

0.001 

0.022 

0.061 

278.33 

Over Exploited 

MALIYA 

0829001203740000 

0.02 

0.00 

56,896.46 

0.00 

- 

0.00 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.014 

496.82 

Over Exploited 



0.03 

0.00 

731.14 

0.00 

- 

0.00 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.010 

310.16 

Over Exploited 

Matiya 

0828000103395400 

0.05 

0.00 

33.46 

0.00 

- 

0.00 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.011 

300.94 

Over Exploited 



0.05 

0.12 

(52.19) 

0.10 

- 

0.10 

0.05 

0.77 

- 

0.0100 

0.0222 

0.1236 

- 

0.156 

0.156 

0.252 

0.013 

0.240 

0.086 

35.76 

Safe 

Miyala 

0826000703219200 

0.02 

0.00 

885.00 

0.00 

- 

0.00 

0.02 

0.22 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.036 

294.80 

Over Exploited 



0.02 

0.01 

326.80 

0.01 

- 

0.01 

0.03 

0.48 

- 

0.0100 

0.0297 

0.0358 

- 

0.076 

0.076 

0.089 

0.004 

0.085 

0.080 

94.84 

Critical 

Miyasa 

0828000103392000 

0.06 

0.00 

1,061.79 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.022 

708.14 

Over Exploited 



0.05 

0.04 

88.68 

0.04 

0.01 

0.05 

0.03 

0.42 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.074 

0.004 

0.071 

0.094 

133.49 

Over Exploited 



0.05 

0.02 

201.13 

0.03 

- 

0.03 

0.02 

0.35 

- 

0.0100 

0.0087 

0.0563 

- 

0.075 

0.075 

0.105 

0.005 

0.099 

0.076 

75.98 

Semi Critical 

Morwaniya 

0828000103396100 

0.04 

0.19 

45.50 

0.23 

0.02 

0.25 

0.05 

0.78 

- 

0.0100 

- 

- 

0.035 

0.045 

0.045 

0.296 

0.015 

0.281 

0.098 

34.85 

Safe 

Murasel 

0828000103391800 

0.05 

0.03 

111.64 

0.04 

- 

0.04 

0.02 

0.32 

- 

- 

- 

- 

- 

- 

- 

0.040 

0.002 

0.038 

0.012 

32.47 

Safe 



0.05 

0.10 

33.98 

0.13 

- 

0.13 

0.04 

0.57 

- 

- 

0.0223 

0.1449 

- 

0.167 

0.167 

0.292 

0.015 

0.278 

0.022 

7.88 

Safe 

Nal Chauki 

0828000103404800 

0.03 

0.03 

62.22 

0.03 

- 

0.03 

0.05 

0.89 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.043 

0.002 

0.041 

0.055 

136.27 

Over Exploited 

Nalda 

0828000103401700 

0.04 

0.06 

(15.53) 

0.05 

- 

0.05 

0.05 

0.81 

- 

- 

- 

- 

- 

- 

- 

0.051 

0.003 

0.048 

0.009 

19.39 

Safe 



0.04 

0.00 

748.38 

0.00 

- 

0.00 

0.00 

0.08 

- 

- 

0.0012 

0.0077 

- 

0.009 

0.009 

0.010 

0.000 

0.009 

0.001 

10.12 

Safe 

Naroton Ki Goj 

0828000103394800 

0.05 

0.00 

1,838.53 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Narwali 

0828000103376300 

0.06 

0.00 

30,176.07 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.00 

1,273.49 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.002 

0.010 

421.49 

Over Exploited 



0.06 

0.01 

1,062.44 

0.01 

- 

0.01 

0.01 

0.19 

- 

- 

0.0035 

0.0229 

- 

0.026 

0.026 

0.033 

0.002 

0.032 

0.022 

70.74 

Semi Critical 



0.05 

0.01 

541.65 

0.02 

- 

0.02 

0.02 

0.30 

- 

0.0100 

0.0057 

0.0368 

- 

0.053 

0.053 

0.069 

0.003 

0.066 

0.040 

60.31 

Safe 

Nathji Ka Gara 

0828000103390400 

0.06 

0.00 

2,021.52 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

195.18 

Over Exploited 

Nawagaon 

0828000103404000 

0.05 

0.03 

(38.71) 

0.03 

- 

0.03 

0.05 

0.89 

- 

- 

0.0045 

0.0295 

- 

0.034 

0.034 

0.061 

0.003 

0.058 

0.004 

7.70 

Safe 

Naya Boriya 

0826000703220900 

0.02 

0.00 

2,706.25 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.027 

2,851.81 

Over Exploited 



0.02 

0.05 

153.17 

0.06 

0.01 

0.07 

0.05 

0.77 

- 

0.0400 

0.0821 

0.0989 

- 

0.221 

0.221 

0.292 

0.015 

0.277 

0.214 

77.25 

Semi Critical 

Negdiya 

0828000103377100 

0.06 

0.00 

5,245.91 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0002 

0.0012 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.010 

741.52 

Over Exploited 



0.05 

0.01 

832.58 

0.01 

- 

0.01 

0.02 

0.28 

- 

0.0100 

0.0022 

0.0146 

- 

0.027 

0.027 

0.033 

0.002 

0.031 

0.061 

194.98 

Over Exploited 

Padi Khera 

0828000103392200 

0.06 

0.02 

122.89 

0.02 

- 

0.02 

0.04 

0.60 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.033 

0.002 

0.032 

0.071 

223.18 

Over Exploited 

Padla 

0828000103395300 

0.06 

0.00 

1,404.18 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.05 

0.01 

77.91 

0.01 

- 

0.01 

0.01 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.013 

0.014 

113.20 

Over Exploited 



0.05 

0.11 

(18.28) 

0.09 

0.00 

0.09 

0.04 

0.66 

- 

0.0100 

0.0204 

0.1329 

0.002 

0.166 

0.166 

0.258 

0.013 

0.245 

0.054 

22.08 

Safe 

Pandawa 

0829001203740100 

0.02 

0.03 

3,123.46 

0.04 

0.01 

0.05 

0.05 

0.65 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.083 

0.004 

0.079 

0.181 

229.26 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Pari 

082800010340390C 

0.560 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.560 

1.15 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.003 

0.84 

0.53 


Pariyapor 

0828000103384600 

2.063 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.008 

1.10 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.006 

0.40 

0.29 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.881 

1.10 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.005 

0.35 

0.25 






Jakham 

Command 

Gneisses(B.G.C) 

0.138 

1.10 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.06 

0.04 


Peepal Khoont 

0828000103391700 

27.469 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

22.741 

2.14 

0.015 

0.05 

0.00 

0.00 

0.00 

0.03 

0.75 

1.04 

0.06 

0.110 

0.69 

0.50 







Non-command 

Deccan Traps 

3.253 

2.14 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.16 

0.01 

0.016 

0.10 

0.07 


Phutiya Doongri 

0828000103395900 

1.819 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.977 

1.55 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.03 

0.006 

0.45 

0.30 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.842 

1.55 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.005 

0.39 

0.26 


Ramgarh 

0828000303427700 

3.980 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.140 

0.79 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.03 

0.02 


Ratanpuriya 

0829001203740700 

3.177 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.002 

2.94 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Deccan Traps 

2.316 

2.94 

0.010 

0.02 

0.01 

0.00 

0.00 

0.00 

0.08 

0.09 

0.08 

0.005 

0.65 

0.58 


Regniya 

0828000103376900 

0.634 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.560 

3.19 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.00 

0.003 

0.66 

0.47 


Roonjari 

0828000103404500 

4.596 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.427 

0.78 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.01 

0.012 

0.44 

0.26 






Mahi Bajaj Sagar 

Command 

Deccan Traps 

2.169 

0.78 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.01 

0.010 

0.39 

0.23 


Sagwari 

0828000103404900 

0.837 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.286 

1.08 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.001 

0.29 

0.18 







Non-command 

Deccan Traps 

0.409 

1.08 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.41 

0.25 


Sanchor 

0828000103377400 

1.201 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.010 

0.80 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 







Command 

Gneisses(B.G.C) 

0.017 

0.80 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Sandani 

0829001203740500 

10.336 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.606 

2.39 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.05 

0.05 







Non-command 

Deccan Traps 

3.149 

2.39 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.04 

0.007 

0.27 

0.24 


Sarondiya 

0828000103376500 

3.811 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.144 

0.53 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.03 

0.007 

0.23 

0.16 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

2.648 

0.53 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.06 

0.016 

0.53 

0.38 


Sewanagar 

0826000703219100 

1.091 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

0.362 

1.24 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.03 

0.001 

0.24 

0.18 


Shyampura 

0828000103376800 

0.793 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.793 

2.96 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.00 

0.005 

0.75 

0.53 


Sompur 

0828000103404300 

5.347 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.375 

0.94 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.09 

0.05 

0.014 

0.37 

0.23 







Non-command 

Deccan Traps 

0.780 

0.94 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.005 

0.12 

0.08 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.273 

0.94 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.04 

0.03 







Command 

Deccan Traps 

1.655 

0.94 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.03 

0.010 

0.26 

0.16 


Sona Kothi 

0829001203739800 

1.585 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.451 

3.46 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.25 

0.23 


Sowaniya 

0828000103385200 

8.716 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.462 

1.04 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.03 

0.007 

0.14 

0.10 






Jakham 

Command 

Gneisses(B.G.C) 

7.254 

1.04 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.14 

0.20 

0.12 

0.035 

0.69 

0.50 


Suraji Ka Khera 

0826000703220700 

1.050 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.308 

0.44 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.05 

0.001 

0.22 

0.16 






Jakham 

Command 

Gneisses(B.G.C) 

0.147 

0.44 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.000 

0.10 

0.08 


Tamtiya 

0828000103376700 

0.982 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.982 

1.79 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.08 

0.17 

0.006 

0.77 

0.54 



0828000103404600 

2.966 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.885 

0.90 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.06 

0.10 

0.09 

0.014 

0.81 

0.49 






Mahi Bajaj Sagar 

Command 

Deccan Traps 

0.025 

0.90 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 


Thechla 

0828000103401900 

0.988 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.890 

1.17 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.03 

0.004 

0.76 

0.48 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.098 

1.17 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.08 

0.05 


Todi Simrol 

0828000103384900 

7.123 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.531 

1.12 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.003 

0.06 

0.04 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

6.431 

1.12 

0.015 

0.03 

0.01 

0.00 

0.00 

0.01 

0.12 

0.16 

0.08 

0.039 

0.72 

0.51 


Ummedpura 

0828000103404200 

0.361 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.000 

1.17 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.086 

1.17 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.20 

0.13 







Command 

Deccan Traps 

0.274 

1.17 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.002 

0.64 

0.41 


Undwela 

0828000103395000 

4.799 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.508 

0.33 

0.018 

0.06 

0.01 

0.00 

0.00 

0.00 

0.06 

0.10 

0.20 

0.015 

0.44 

0.29 







Non-command 

Gneisses(B.G.C) 

1.077 

0.33 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.08 

0.007 

0.19 

0.12 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.506 

0.33 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.04 

0.003 

0.09 

0.06 







Command 

Gneisses(B.G.C) 

0.708 

0.33 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.05 

0.004 

0.12 

0.08 


Urankhoran 

0828000103404400 

1.274 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.535 

0.79 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.003 

0.35 

0.21 







Non-command 

Deccan Traps 

0.318 

0.79 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.21 

0.13 






Mahi Bajaj Sagar 

Command 

Deccan Traps 

0.421 

0.79 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.003 

0.28 

0.17 


Vareta 

0828000103384500 

0.859 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.042 

1.11 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.04 

0.03 

09004025 

Aar 

0826000703219700 

9.161 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

0.521 

1.64 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.002 

0.04 

0.03 


Akhepanji Ka Gara 

0828000203408300 

2.942 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.634 

1.58 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.07 

0.10 

0.06 

0.019 

0.61 

0.43 


Amali Phalan 

0828000103377000 

1.345 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.059 

3.55 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.12 

0.07 

0.006 

0.59 

0.41 







Command 

Gneisses(B.G.C) 

0.161 

3.55 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.09 

0.06 


Amarpura 

0828000103377800 

1.144 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.143 

1.74 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.03 

0.007 

0.75 

0.52 


Amarsingh Ka Gada 

0828000103379000 

1.153 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.153 

1.17 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.03 

0.007 

0.69 

0.51 


Amreeya 

0828000103380000 

1.342 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.342 

1.28 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.00 

0.008 

0.68 

0.50 


Ant 

0826000703219000 

2.393 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

0.459 

1.53 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.04 

0.05 

0.14 

0.002 

0.14 

0.10 


Asan 

0828000203410500 

3.954 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.000 

1.11 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Asora 

0828000203408700 

7.779 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.284 

1.35 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.03 

0.02 


Badliya 

0828000103383500 

1.376 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.654 

1.60 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.03 

0.004 

0.39 

0.28 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.715 

1.60 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.03 

0.004 

0.42 

0.31 


Bai Ka Gara 

0828000203409600 

2.258 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.174 

1.14 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.05 

0.04 


Baman Parda 

0828000103382400 

3.870 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.016 

4.16 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Baron Ka Phala 

0828000103376200 

0.837 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.496 

4.05 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.02 

0.003 

0.44 

0.31 







Command 

Gneisses(B.G.C) 

0.026 

4.05 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Bassi Ada 

0828000103387800 

5.287 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.025 

1.30 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Pari 

0828000103403900 

0.05 

0.03 

(41.30) 

0.02 

- 

0.02 

0.05 

0.89 

- 

- 

0.0035 

0.0226 

- 

0.026 

0.026 

0.047 

0.002 

0.044 

0.003 

7.69 

Safe 

Pariyapor 

0828000103384600 

0.05 

0.02 

5.48 

0.02 

- 

0.02 

0.03 

0.43 

- 

- 

- 

- 

- 

- 

- 

0.024 

0.001 

0.022 

0.014 

63.37 

Safe 



0.05 

0.02 

20.63 

0.02 

- 

0.02 

0.03 

0.38 

- 

- 

0.0055 

0.0355 

- 

0.041 

0.041 

0.061 

0.003 

0.058 

0.013 

22.92 

Safe 



0.05 

0.00 

687.15 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

0.0031 

0.0038 

- 

0.007 

0.007 

0.007 

0.000 

0.007 

0.001 

11.99 

Safe 

Peepal Khoont 

0828000103391700 

0.04 

0.64 

62.67 

0.77 

0.03 

0.79 

0.05 

0.74 

- 

0.0100 

- 

- 

0.042 

0.052 

0.052 

0.845 

0.042 

0.803 

0.169 

21.04 

Safe 



0.03 

0.01 

1,541.39 

0.01 

- 

0.01 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.011 

0.023 

207.34 

Over Exploited 

Phutiya Doongri 

0828000103395900 

0.05 

0.02 

104.70 

0.03 

- 

0.03 

0.03 

0.48 

- 

- 

- 

- 

- 

- 

- 

0.029 

0.001 

0.027 

0.031 

113.67 

Over Exploited 



0.05 

0.02 

148.34 

0.02 

- 

0.02 

0.03 

0.41 

- 

- 

0.0052 

0.0340 

- 

0.039 

0.039 

0.061 

0.003 

0.057 

0.022 

38.51 

Safe 

Ramgarh 

0828000303427700 

0.05 

0.00 

1,606.08 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Ratanpuriya 

0829001203740700 

0.02 

0.00 

408,652.54 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.04 

########## 

0.05 

0.01 

0.06 

0.05 

0.70 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.078 

0.004 

0.075 

0.089 

119.55 

Over Exploited 

Regniya 

0828000103376900 

0.05 

0.02 

86.46 

0.02 

- 

0.02 

0.05 

0.71 

- 

- 

0.0041 

0.0226 

- 

0.027 

0.027 

0.051 

0.003 

0.048 

0.003 

7.04 

Safe 

Roonjari 

0828000103404500 

0.03 

0.03 

101.21 

0.04 

- 

0.04 

0.03 

0.47 

- 

- 

- 

- 

- 

- 

- 

0.038 

0.002 

0.037 

0.019 

51.29 

Safe 



0.03 

0.03 

132.27 

0.03 

- 

0.03 

0.02 

0.42 

- 

- 

0.0135 

0.0875 

- 

0.101 

0.101 

0.132 

0.007 

0.125 

0.017 

13.98 

Safe 

Sagwari 

0828000103404900 

0.04 

0.00 

125.06 

0.00 

0.00 

0.00 

0.02 

0.30 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

0.000 

0.004 

0.009 

238.08 

Over Exploited 



0.03 

0.01 

114.94 

0.01 

- 

0.01 

0.03 

0.43 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.009 

156.78 

Over Exploited 

Sanchor 

0828000103377400 

0.06 

0.00 

2,709.12 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0001 

0.0004 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.00 

2,964.71 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0001 

0.0007 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Sandani 

0829001203740500 

0.02 

0.00 

97,617.04 

0.00 

0.00 

0.00 

0.00 

0.06 

- 

- 

- 

- 

0.000 

- 

- 

0.001 

0.000 

0.001 

0.013 

2,148.49 

Over Exploited 



0.03 

0.02 

########## 

0.03 

0.00 

0.03 

0.02 

0.29 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.043 

0.002 

0.041 

0.049 

120.10 

Over Exploited 

Sarondiya 

0828000103376500 

0.05 

0.01 

84.30 

0.02 

- 

0.02 

0.02 

0.24 

- 

- 

- 

- 

- 

- 

- 

0.017 

0.001 

0.016 

0.032 

197.29 

Over Exploited 



0.05 

0.08 

(27.94) 

0.06 

0.00 

0.06 

0.04 

0.57 

- 

0.0100 

0.0192 

0.1069 

0.002 

0.138 

0.138 

0.200 

0.010 

0.190 

0.075 

39.56 

Safe 

Sewanagar 

0826000703219100 

0.02 

0.00 

1,048.88 

0.00 

- 

0.00 

0.02 

0.26 

- 

0.0100 

0.0082 

0.0099 

- 

0.028 

0.028 

0.030 

0.002 

0.029 

0.035 

122.88 

Over Exploited 

Shyampura 

0828000103376800 

0.05 

0.03 

32.23 

0.04 

0.00 

0.04 

0.06 

0.81 

- 

- 

0.0057 

0.0320 

0.007 

0.045 

0.045 

0.088 

0.004 

0.084 

0.005 

5.77 

Safe 

Sompur 

0828000103404300 

0.05 

0.05 

78.27 

0.06 

- 

0.06 

0.02 

0.40 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.068 

0.003 

0.065 

0.064 

99.49 

Critical 



0.07 

0.01 

318.20 

0.01 

- 

0.01 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.022 

285.02 

Over Exploited 



0.05 

0.00 

508.37 

0.00 

0.00 

0.00 

0.00 

0.05 

- 

- 

0.0017 

0.0110 

0.002 

0.015 

0.015 

0.017 

0.001 

0.016 

0.010 

59.45 

Safe 



0.07 

0.03 

35.09 

0.04 

0.00 

0.04 

0.02 

0.28 

- 

0.0100 

0.0103 

0.0668 

0.001 

0.088 

0.088 

0.124 

0.006 

0.118 

0.044 

37.34 

Safe 

Sona Kothi 

0829001203739800 

0.03 

0.00 

484.57 

0.00 

- 

0.00 

0.02 

0.27 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.003 

0.005 

148.02 

Over Exploited 

Sowaniya 

0828000103385200 

0.04 

0.01 

450.07 

0.01 

- 

0.01 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.000 

0.009 

0.032 

340.14 

Over Exploited 



0.04 

0.20 

(3.18) 

0.20 

0.01 

0.21 

0.05 

0.74 

- 

0.0200 

0.1647 

0.1983 

0.001 

0.384 

0.384 

0.592 

0.030 

0.563 

0.153 

27.21 

Safe 

Suraji Ka Khera 

0826000703220700 

0.02 

0.00 

1,082.00 

0.00 

- 

0.00 

0.02 

0.24 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.051 

463.68 

Over Exploited 



0.02 

0.00 

4,700.77 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

0.0033 

0.0040 

- 

0.007 

0.007 

0.008 

0.000 

0.007 

0.025 

345.67 

Over Exploited 

Tamtiya 

0828000103376700 

0.05 

0.04 

92.48 

0.05 

0.01 

0.06 

0.06 

0.82 

- 

0.0300 

0.0061 

0.0396 

- 

0.076 

0.076 

0.135 

0.007 

0.128 

0.174 

135.59 

Over Exploited 


0828000103404600 

0.03 

0.07 

40.25 

0.08 

0.01 

0.09 

0.05 

0.86 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.114 

0.006 

0.109 

0.100 

92.06 

Critical 



0.03 

0.00 

9,641.53 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0002 

0.0010 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

11.36 

Safe 

Thechla 

0828000103401900 

0.04 

0.03 

47.67 

0.03 

- 

0.03 

0.05 

0.80 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.043 

0.002 

0.041 

0.038 

93.97 

Critical 



0.04 

0.00 

719.40 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

0.0006 

0.0039 

- 

0.005 

0.005 

0.005 

0.000 

0.005 

0.000 

10.15 

Safe 

Todi Simrol 

0828000103384900 

0.05 

0.00 

626.58 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.011 

572.99 

Over Exploited 



0.05 

0.25 

(35.34) 

0.20 

0.02 

0.22 

0.05 

0.77 

- 

0.0200 

0.0399 

0.2595 

0.018 

0.338 

0.338 

0.562 

0.028 

0.534 

0.123 

23.09 

Safe 

Ummedpura 

0828000103404200 

0.07 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.00 

151.94 

0.00 

- 

0.00 

0.01 

0.21 

- 

- 

0.0005 

0.0035 

- 

0.004 

0.004 

0.005 

0.000 

0.005 

0.001 

10.79 

Safe 



0.07 

0.01 

(59.21) 

0.01 

- 

0.01 

0.04 

0.68 

- 

- 

0.0017 

0.0111 

- 

0.013 

0.013 

0.023 

0.001 

0.021 

0.002 

7.79 

Safe 

Undwela 

0828000103395000 

0.06 

0.07 

49.49 

0.08 

0.01 

0.09 

0.03 

0.47 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.129 

0.006 

0.123 

0.217 

177.10 

Over Exploited 



0.05 

0.01 

249.84 

0.01 

- 

0.01 

0.01 

0.20 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.022 

0.083 

372.86 

Over Exploited 



0.06 

0.00 

634.41 

0.00 

- 

0.00 

0.01 

0.09 

- 

0.0100 

0.0037 

0.0204 

- 

0.034 

0.034 

0.037 

0.002 

0.035 

0.041 

115.88 

Over Exploited 



0.05 

0.00 

330.02 

0.01 

- 

0.01 

0.01 

0.13 

- 

0.0100 

0.0051 

0.0286 

- 

0.044 

0.044 

0.049 

0.002 

0.047 

0.054 

115.62 

Over Exploited 

Urankhoran 

0828000103404400 

0.05 

0.01 

3.80 

0.01 

- 

0.01 

0.02 

0.37 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.010 

0.003 

32.08 

Safe 



0.07 

0.00 

(10.06) 

0.00 

- 

0.00 

0.01 

0.22 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.002 

48.62 

Safe 



0.07 

0.01 

(32.56) 

0.01 

- 

0.01 

0.02 

0.29 

- 

- 

0.0026 

0.0170 

- 

0.020 

0.020 

0.026 

0.001 

0.025 

0.003 

10.33 

Safe 

Vareta 

0828000103384500 

0.05 

0.00 

994.95 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

7,928.94 

Over Exploited 

Aar 

0826000703219700 

0.02 

0.00 

5,928.87 

0.00 

- 

0.00 

0.00 

0.04 

- 

0.0100 

0.0099 

0.0095 

- 

0.029 

0.029 

0.030 

0.001 

0.028 

0.036 

125.90 

Over Exploited 

Akhepanji Ka Gara 

0828000203408300 

0.06 

0.10 

4.99 

0.10 

0.01 

0.11 

0.04 

0.66 

- 

0.0100 

0.0191 

0.1063 

0.016 

0.152 

0.152 

0.264 

0.013 

0.251 

0.077 

30.68 

Safe 

Amali Phalan 

0828000103377000 

0.06 

0.04 

227.32 

0.04 

- 

0.04 

0.05 

0.63 

- 

0.0100 

0.0066 

0.0427 

- 

0.059 

0.059 

0.104 

0.005 

0.099 

0.073 

74.35 

Semi Critical 



0.05 

0.00 

1,463.14 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

0.0010 

0.0065 

- 

0.008 

0.008 

0.008 

0.000 

0.008 

0.009 

112.02 

Over Exploited 

Amarpura 

0828000103377800 

0.06 

0.05 

25.30 

0.06 

- 

0.06 

0.06 

0.80 

- 

0.0100 

0.0071 

0.0461 

- 

0.063 

0.063 

0.125 

0.006 

0.118 

0.036 

30.39 

Safe 

Amarsingh Ka Gada 

0828000103379000 

0.06 

0.05 

(10.79) 

0.04 

0.00 

0.04 

0.06 

0.74 

- 

0.0100 

0.0072 

0.0465 

0.003 

0.067 

0.067 

0.111 

0.006 

0.105 

0.036 

34.15 

Safe 

Amreeya 

0828000103380000 

0.06 

0.05 

(28.09) 

0.04 

0.00 

0.04 

0.05 

0.73 

- 

- 

0.0083 

0.0542 

0.002 

0.064 

0.064 

0.109 

0.005 

0.104 

0.008 

7.89 

Safe 

Ant 

0826000703219000 

0.02 

0.00 

3,863.40 

0.00 

0.01 

0.01 

0.01 

0.15 

- 

0.0300 

0.0104 

0.0126 

- 

0.053 

0.053 

0.064 

0.003 

0.061 

0.145 

235.90 

Over Exploited 

Asan 

0828000203410500 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Asora 

0828000203408700 

0.06 

0.00 

157.28 

0.00 

0.00 

0.01 

0.00 

0.03 

- 

- 

0.0018 

0.0115 

0.007 

0.021 

0.021 

0.026 

0.001 

0.025 

0.012 

48.45 

Safe 

Badliya 

0828000103383500 

0.06 

0.02 

158.01 

0.02 

- 

0.02 

0.03 

0.42 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.028 

0.001 

0.027 

0.033 

122.79 

Over Exploited 



0.06 

0.02 

129.03 

0.02 

- 

0.02 

0.03 

0.45 

- 

0.0100 

0.0044 

0.0289 

- 

0.043 

0.043 

0.065 

0.003 

0.062 

0.033 

53.90 

Safe 

Bai Ka Gara 

0828000203409600 

0.02 

0.00 

1,746.81 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

0.0011 

0.0070 

- 

0.008 

0.008 

0.008 

0.000 

0.008 

0.001 

15.74 

Safe 

Baman Parda 

0828000103382400 

0.06 

0.00 

50,594.20 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0007 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Baron Ka Phala 

0828000103376200 

0.06 

0.01 

393.71 

0.02 

- 

0.02 

0.03 

0.47 

- 

- 

0.0036 

0.0200 

- 

0.024 

0.024 

0.039 

0.002 

0.037 

0.022 

59.20 

Safe 



0.05 

0.00 

6,986.01 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0002 

0.0010 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

13.46 

Safe 

Bassi Ada 

0828000103387800 

0.05 

0.00 

14,737.29 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0002 

0.0010 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

13.32 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Bassi Chandansingh 

082800020340790C 

2.486 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.486 

2.08 

0.015 

0.02 

0.00 

0.00 

0.00 

0.02 

0.08 

0.11 

0.05 

0.018 

0.68 

0.49 


Bhagoron Ka Khera 

0828000103390800 

2.226 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.034 

2.64 

0.018 

0.05 

0.01 

0.00 

0.00 

0.00 

0.13 

0.19 

0.17 

0.012 

0.77 

0.55 







Non-command 

Gneisses(B.G.C) 

0.019 

2.64 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Bharkhundi 

0826000703217900 

6.403 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

2.43 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

0.000 

2.43 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhatoli 

0827000203328800 

8.290 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.837 

2.87 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.00 

0.005 

0.14 

0.12 






Som Kamla Amba 

Command 

Phyllite & Schist 

5.787 

2.87 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.25 

0.28 

0.01 

0.016 

0.44 

0.39 


Bhatwara 

0827000203329100 

2.074 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.000 

2.39 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Gneisses(B.G.C) 

0.113 

2.39 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.03 


Bhau Ka Gara 

0828000103380900 

1.805 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.805 

1.61 

0.018 

0.00 

0.00 

0.00 

0.00 

0.01 

0.04 

0.06 

0.00 

0.011 

0.66 

0.52 


Bheemgarh 

0828000203407800 

0.847 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.847 

2.61 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.06 

0.006 

0.68 

0.50 


Bheemroda 

0827000203329700 

1.814 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.000 

1.92 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Gneisses(B.G.C) 

1.794 

1.92 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.04 

0.005 

0.63 

0.55 


Bhoyar 

0828000103382200 

3.653 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.550 

2.41 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.13 

0.19 

0.13 

0.016 

0.50 

0.36 







Command 

Gneisses(B.G.C) 

1.095 

2.41 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.05 

0.007 

0.21 

0.15 


Bhunga Bhatt 

0826000703218100 

3.132 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

2.02 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

0.186 

2.02 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.04 

0.03 


Bhuwasa 

0828000103388000 

9.492 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

6.162 

1.43 

0.018 

0.01 

0.00 

0.00 

0.00 

0.04 

0.12 

0.17 

0.00 

0.038 

0.45 

0.31 



0827000303336000 

2.205 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.532 

3.63 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.01 

0.002 

0.49 

0.39 







Non-command 

Gneisses(B.G.C) 

0.656 

3.63 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.01 

0.001 

0.21 

0.17 


Bichhawara 

0828000103381300 

3.560 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

3.560 

1.36 

0.018 

0.01 

0.00 

0.00 

0.00 

0.01 

0.09 

0.12 

0.02 

0.022 

0.69 

0.48 


Bodigama Bara 

0827000203326400 

9.098 

Fresh 

Som Kamla Amba 

Command 

Phyllite & Schist 

0.643 

2.12 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.002 

0.04 

0.04 


Borda 

0828000103382300 

5.739 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

1.937 

3.62 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.16 

0.03 

0.012 

0.26 

0.18 



0826000703219800 

9.488 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

0.927 

1.59 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.03 

0.003 

0.07 

0.05 


Borpi Khanta 

0828000103384800 

0.682 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.099 

0.94 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.12 

0.08 







Command 

Gneisses(B.G.C) 

0.251 

0.94 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.03 

0.002 

0.29 

0.21 


Chandu Ka Vela 

0828000103380200 

1.085 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.085 

1.33 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.007 

0.68 

0.49 


Charna Bhundwai 

0828000103375800 

3.113 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.761 

1.23 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.005 

0.18 

0.12 







Non-command 

Gneisses(B.G.C) 

0.000 

1.23 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.343 

1.23 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.00 

0.014 

0.55 

0.38 


Charpotiya 

0826000703218600 

5.738 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.001 

2.07 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

0.851 

2.07 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.03 

0.003 

0.11 

0.08 






Jakham 

Command 

Gneisses(B.G.C) 

4.611 

2.07 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.13 

0.19 

0.17 

0.015 

0.58 

0.41 


Chatar Pura 

0827000303336800 

2.657 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.353 

4.25 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.11 

0.02 

0.002 

0.36 

0.30 







Non-command 

Gneisses(B.G.C) 

0.606 

4.25 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.01 

0.001 

0.16 

0.14 


Chayni 

0826000703218500 

4.689 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

1.43 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

2.253 

1.43 

0.010 

0.01 

0.00 

0.00 

0.00 

0.01 

0.04 

0.05 

0.05 

0.008 

0.34 

0.24 






Jakham 

Command 

Gneisses(B.G.C) 

2.431 

1.43 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.08 

0.06 

0.008 

0.37 

0.26 


Chekala 

0828000103380100 

1.225 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.225 

1.43 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.02 

0.007 

0.68 

0.49 


Chirola 

0828000103387900 

3.811 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.022 

1.58 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Gneisses(B.G.C) 

0.011 

1.58 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chundai 

0828000103385700 

1.569 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.408 

1.67 

0.018 

0.03 

0.01 

0.00 

0.00 

0.00 

0.06 

0.09 

0.13 

0.009 

0.75 

0.53 







Non-command 

Gneisses(B.G.C) 

0.075 

1.67 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.04 

0.03 


Dagal 

0828000103378100 

5.304 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

5.049 

1.81 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.19 

0.27 

0.08 

0.031 

0.74 

0.52 


Damorwara 

0827000303336600 

1.255 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.096 

4.15 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.05 

0.04 


Dantli Khera 

0827000203332300 

1.141 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.141 

1.45 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.04 

0.01 

0.003 

0.71 

0.50 


Delwara Lokiya 

0828000103378200 

8.426 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.015 

2.11 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Delwara Rawana 

0828000103378300 

3.409 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.105 

1.90 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.001 

0.02 

0.02 


Deoliya Ada 

0828000103375900 

2.336 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.648 

1.98 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.004 

0.20 

0.14 







Non-command 

Gneisses(B.G.C) 

0.000 

1.98 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.687 

1.98 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.10 

0.02 

0.010 

0.52 

0.37 


Deopura 

0827000203331300 

3.877 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.877 

1.29 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.12 

0.04 

0.011 

0.71 

0.50 


Dhani 

0827000203329500 

1.006 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.178 

2.59 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.11 

0.10 


Dhani Lambapeepal 

0828000103379800 

1.723 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.723 

1.23 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.08 

0.011 

0.69 

0.51 


Dhoolji Ka Gara 

0828000203409300 

1.892 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.560 

1.21 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.004 

0.20 

0.15 


Dindoriya 

0828000103378700 

6.045 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.640 

1.35 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.01 

0.010 

0.19 

0.14 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

4.405 

1.35 

0.018 

0.01 

0.00 

0.00 

0.00 

0.01 

0.10 

0.15 

0.01 

0.027 

0.52 

0.37 


Doodka 

0828000103378500 

1.370 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.238 

1.35 

0.018 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.00 

0.008 

0.67 

0.48 







Command 

Gneisses(B.G.C) 

0.038 

1.35 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.01 


Doongar 

0828000103385400 

2.114 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.073 

1.11 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.03 

0.02 


Doonglai 

0827000203331800 

0.863 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.838 

2.31 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.03 

0.04 

0.03 

0.002 

0.60 

0.46 


Dukwara 

0828000103382100 

8.386 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

8.008 

2.48 

0.015 

0.02 

0.00 

0.00 

0.00 

0.04 

0.28 

0.39 

0.03 

0.049 

0.68 

0.48 


Dungariya 

0828000103383900 

1.755 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.755 

0.73 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.011 

0.78 

0.55 


Forest 

0827000227900020 

7.430 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.150 

2.83 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.09 

0.11 

0.00 

0.006 

0.18 

0.14 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

3.430 

2.83 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.14 

0.18 

0.00 

0.010 

0.29 

0.22 



0827000327900018 

11.812 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.116 

3.98 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.00 

0.002 

0.07 

0.06 


Gamri 

0827000203330900 

3.117 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.271 

2.86 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.06 

0.08 

0.05 

0.004 

0.25 

0.20 


Gangji Ka Khera 

0828000103383700 

0.992 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.962 

1.78 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.00 

0.006 

0.76 

0.54 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Bassi Chandansingh 

0828000203407900 

0.06 

0.10 

11.70 

0.11 

0.02 

0.13 

0.05 

0.73 

- 

0.0100 

0.0154 

0.1003 

0.024 

0.150 

0.150 

0.280 

0.014 

0.266 

0.071 

26.66 

Safe 

Bhagoron Ka Khera 

0828000103390800 

0.06 

0.09 

98.94 

0.11 

0.01 

0.12 

0.05 

0.82 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.152 

0.008 

0.145 

0.185 

128.28 

Over Exploited 



0.05 

0.00 

14,699.92 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bharkhundi 

0826000703217900 

0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.02 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhatoli 

0827000203328800 

0.03 

0.01 

921.41 

0.01 

0.00 

0.01 

0.01 

0.15 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.018 

0.001 

0.017 

0.005 

30.10 

Safe 



0.03 

0.08 

243.02 

0.10 

0.01 

0.11 

0.04 

0.48 

- 

- 

0.2291 

0.2757 

0.010 

0.515 

0.515 

0.620 

0.031 

0.589 

0.023 

3.98 

Safe 

Bhatwara 

0827000203329100 

0.03 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.02 

0.00 

4,094.88 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

0.0007 

0.0046 

- 

0.005 

0.005 

0.005 

0.000 

0.005 

0.000 

6.27 

Safe 

Bhau Ka Gara 

0828000103380900 

0.06 

0.07 

(21.11) 

0.06 

0.01 

0.06 

0.05 

0.71 

- 

- 

0.0112 

0.0728 

0.010 

0.094 

0.094 

0.157 

0.008 

0.149 

0.011 

7.37 

Safe 

Bheemgarh 

0828000203407800 

0.06 

0.03 

96.25 

0.04 

0.00 

0.04 

0.05 

0.73 

- 

0.0100 

0.0053 

0.0342 

0.005 

0.055 

0.055 

0.100 

0.005 

0.095 

0.068 

71.83 

Semi Critical 

Bheemroda 

0827000203329700 

0.03 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.02 

0.02 

131.88 

0.03 

0.00 

0.03 

0.06 

0.68 

- 

0.0100 

0.0111 

0.0724 

0.003 

0.096 

0.096 

0.125 

0.006 

0.119 

0.043 

36.22 

Safe 

Bhoyar 

0828000103382200 

0.06 

0.08 

146.42 

0.09 

0.01 

0.10 

0.04 

0.54 

- 

0.0300 

0.0158 

0.1029 

0.004 

0.153 

0.153 

0.257 

0.013 

0.244 

0.150 

61.26 

Safe 



0.05 

0.01 

436.34 

0.02 

0.00 

0.02 

0.02 

0.23 

- 

0.0100 

0.0068 

0.0442 

0.000 

0.061 

0.061 

0.077 

0.004 

0.073 

0.057 

77.43 

Semi Critical 

Bhunga Bhatt 

0826000703218100 

0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.02 

0.00 

3,421.63 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.009 

2,916.79 

Over Exploited 

Bhuwasa 

0828000103388000 

0.06 

0.16 

4.52 

0.17 

0.04 

0.21 

0.03 

0.48 

- 

- 

0.0446 

0.2487 

0.063 

0.356 

0.356 

0.571 

0.029 

0.542 

0.038 

6.93 

Safe 


0827000303336000 

0.04 

0.03 

236.01 

0.04 

0.00 

0.04 

0.04 

0.52 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.041 

0.002 

0.039 

0.016 

41.08 

Safe 



0.05 

0.01 

668.06 

0.01 

- 

0.01 

0.02 

0.22 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.006 

75.83 

Semi Critical 

Bichhawara 

0828000103381300 

0.06 

0.15 

(17.32) 

0.12 

0.01 

0.13 

0.05 

0.74 

- 

- 

0.0258 

0.1437 

0.014 

0.184 

0.184 

0.314 

0.016 

0.298 

0.041 

13.65 

Safe 

Bodigama Bara 

0827000203326400 

0.03 

0.00 

2,313.26 

0.00 

0.00 

0.00 

0.00 

0.05 

- 

- 

0.0297 

0.0306 

0.001 

0.061 

0.061 

0.063 

0.003 

0.060 

0.009 

14.78 

Safe 

Borda 

0828000103382300 

0.05 

0.03 

490.08 

0.03 

0.00 

0.03 

0.02 

0.27 

- 

- 

0.0120 

0.0782 

0.000 

0.090 

0.090 

0.123 

0.006 

0.117 

0.037 

31.53 

Safe 


0826000703219800 

0.02 

0.00 

2,438.55 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

0.0211 

0.0253 

- 

0.046 

0.046 

0.048 

0.002 

0.046 

0.028 

61.71 

Safe 

Borpi Khanta 

0828000103384800 

0.06 

0.00 

234.13 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

0.0006 

0.0040 

- 

0.005 

0.005 

0.005 

0.000 

0.005 

0.020 

380.28 

Over Exploited 



0.05 

0.00 

369.43 

0.00 

- 

0.00 

0.02 

0.32 

- 

0.0100 

0.0016 

0.0101 

- 

0.022 

0.022 

0.027 

0.001 

0.025 

0.036 

140.83 

Over Exploited 

Chandu Ka Vela 

0828000103380200 

0.06 

0.04 

(30.15) 

0.04 

0.00 

0.04 

0.05 

0.73 

- 

- 

0.0067 

0.0438 

0.005 

0.055 

0.055 

0.094 

0.005 

0.089 

0.017 

18.59 

Safe 

Charna Bhundwai 

0828000103375800 

0.06 

0.01 

193.36 

0.01 

- 

0.01 

0.01 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.000 

0.009 

0.005 

50.35 

Safe 



0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.08 

(4.48) 

0.07 

0.00 

0.07 

0.04 

0.59 

- 

- 

0.0170 

0.0945 

0.000 

0.112 

0.112 

0.185 

0.009 

0.176 

0.014 

8.13 

Safe 

Charpotiya 

0826000703218600 

0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.02 

0.00 

2,106.90 

0.00 

- 

0.00 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.012 

0.037 

319.88 

Over Exploited 



0.02 

0.05 

266.62 

0.06 

0.01 

0.07 

0.05 

0.62 

- 

0.0300 

0.1047 

0.1260 

0.001 

0.262 

0.262 

0.335 

0.017 

0.318 

0.183 

57.62 

Safe 

Chatar Pura 

0827000303336800 

0.04 

0.02 

450.68 

0.02 

0.00 

0.03 

0.03 

0.39 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.034 

0.002 

0.032 

0.026 

80.48 

Semi Critical 



0.05 

0.00 

975.24 

0.01 

0.00 

0.01 

0.01 

0.17 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.008 

0.000 

0.008 

0.011 

138.38 

Over Exploited 

Chayni 

0826000703218500 

0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.02 

0.01 

252.52 

0.02 

0.01 

0.02 

0.03 

0.37 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.041 

0.002 

0.039 

0.058 

148.90 

Over Exploited 



0.02 

0.02 

345.37 

0.02 

0.00 

0.02 

0.03 

0.40 

- 

0.0100 

0.0552 

0.0665 

0.000 

0.132 

0.132 

0.153 

0.008 

0.145 

0.067 

46.16 

Safe 

Chekala 

0828000103380100 

0.06 

0.05 

6.26 

0.05 

0.00 

0.06 

0.05 

0.74 

- 

- 

0.0076 

0.0494 

0.003 

0.060 

0.060 

0.116 

0.006 

0.110 

0.026 

24.04 

Safe 

Chirola 

0828000103387900 

0.06 

0.00 

15,785.38 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0002 

0.0009 

0.000 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.05 

0.00 

35,391.68 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.000 

0.000 

- 

Safe 

Chundai 

0828000103385700 

0.06 

0.06 

36.15 

0.08 

0.01 

0.09 

0.05 

0.80 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.106 

0.005 

0.100 

0.134 

133.02 

Over Exploited 



0.05 

0.00 

1,552.94 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

4,541.85 

Over Exploited 

Dagal 

0828000103378100 

0.06 

0.22 

20.13 

0.27 

0.00 

0.27 

0.05 

0.79 

- 

0.0100 

0.0313 

0.2037 

0.000 

0.246 

0.246 

0.514 

0.026 

0.488 

0.108 

22.07 

Safe 

Damorwara 

0827000303336600 

0.04 

0.00 

3,306.27 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

2,129.64 

Over Exploited 

Dantli Khera 

0827000203332300 

0.03 

0.03 

34.19 

0.03 

0.00 

0.03 

0.06 

0.77 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.032 

0.002 

0.030 

0.010 

33.61 

Safe 

Delwara Lokiya 

0828000103378200 

0.06 

0.00 

72,063.49 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0006 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Delwara Rawana 

0828000103378300 

0.06 

0.00 

3,467.27 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0007 

0.0042 

- 

0.005 

0.005 

0.005 

0.000 

0.005 

0.011 

220.83 

Over Exploited 

Deoliya Ada 

0828000103375900 

0.06 

0.01 

309.48 

0.01 

- 

0.01 

0.02 

0.22 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.009 

0.014 

156.62 

Over Exploited 



0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.05 

84.80 

0.06 

- 

0.06 

0.04 

0.56 

- 

- 

0.0105 

0.0681 

- 

0.079 

0.079 

0.142 

0.007 

0.135 

0.029 

21.69 

Safe 

Deopura 

0827000203331300 

0.03 

0.09 

33.80 

0.11 

0.00 

0.11 

0.06 

0.77 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.123 

0.006 

0.117 

0.054 

46.35 

Safe 

Dhani 

0827000203329500 

0.02 

0.00 

1,317.86 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

0.0013 

0.0072 

- 

0.009 

0.009 

0.009 

0.000 

0.009 

0.001 

5.93 

Safe 

Dhani Lambapeepal 

0828000103379800 

0.06 

0.07 

8.54 

0.08 

0.00 

0.08 

0.05 

0.74 

- 

0.0100 

0.0107 

0.0696 

0.000 

0.090 

0.090 

0.168 

0.008 

0.159 

0.088 

54.97 

Safe 

Dhoolji Ka Gara 

0828000203409300 

0.02 

0.00 

416.62 

0.00 

- 

0.00 

0.02 

0.22 

- 

- 

0.0035 

0.0226 

- 

0.026 

0.026 

0.029 

0.001 

0.028 

0.012 

43.26 

Safe 

Dindoriya 

0828000103378700 

0.06 

0.02 

264.87 

0.02 

- 

0.02 

0.02 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.023 

0.001 

0.022 

0.020 

92.36 

Critical 



0.06 

0.14 

7.93 

0.15 

0.01 

0.16 

0.04 

0.56 

- 

- 

0.0319 

0.1778 

0.015 

0.225 

0.225 

0.383 

0.019 

0.364 

0.037 

10.13 

Safe 

Doodka 

0828000103378500 

0.06 

0.05 

(56.12) 

0.04 

0.01 

0.05 

0.05 

0.72 

- 

- 

0.0090 

0.0499 

0.021 

0.080 

0.080 

0.133 

0.007 

0.127 

0.008 

5.96 

Safe 



0.05 

0.00 

2,525.68 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0003 

0.0015 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.000 

13.02 

Safe 

Doongar 

0828000103385400 

0.05 

0.00 

1,396.02 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.017 

13,465.52 

Over Exploited 

Doonglai 

0827000203331800 

0.03 

0.02 

126.03 

0.02 

0.01 

0.03 

0.05 

0.65 

- 

0.0100 

- 

- 

0.016 

0.026 

0.026 

0.056 

0.003 

0.053 

0.031 

58.89 

Safe 

Dukwara 

0828000103382100 

0.05 

0.30 

30.89 

0.36 

0.04 

0.40 

0.05 

0.73 

- 

0.0100 

0.0497 

0.3232 

0.062 

0.445 

0.445 

0.841 

0.042 

0.799 

0.083 

10.37 

Safe 

Dungariya 

0828000103383900 

0.06 

0.08 

(61.22) 

0.07 

- 

0.07 

0.06 

0.84 

- 

- 

0.0109 

0.0708 

- 

0.082 

0.082 

0.148 

0.007 

0.140 

0.011 

7.64 

Safe 

Forest 

0827000227900020 

0.03 

0.01 

784.17 

0.02 

0.01 

0.02 

0.02 

0.20 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.028 

0.001 

0.027 

0.006 

22.62 

Safe 



0.03 

0.03 

446.98 

0.04 

0.01 

0.05 

0.03 

0.32 

- 

- 

0.0213 

0.1384 

0.015 

0.175 

0.175 

0.224 

0.011 

0.212 

0.010 

4.59 

Safe 


0827000327900018 

0.04 

0.00 

2,424.88 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.002 

43.24 

Safe 

Gamri 

0827000203330900 

0.03 

0.01 

638.14 

0.01 

0.01 

0.02 

0.02 

0.27 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.036 

0.002 

0.034 

0.054 

158.54 

Over Exploited 

Gangji Ka Khera 

0828000103383700 

0.06 

0.04 

(3.39) 

0.04 

- 

0.04 

0.06 

0.81 

- 

- 

0.0060 

0.0388 

- 

0.045 

0.045 

0.087 

0.004 

0.083 

0.006 

7.09 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Ganora 

0828000103381400 

9.275 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

7.166 

1.84 

0.018 

0.03 

0.00 

0.00 

0.00 

0.03 

0.23 

0.33 

0.04 

0.044 

0.53 

0.37 







Command 

Gneisses(B.G.C) 

1.966 

1.84 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.02 

0.012 

0.15 

0.10 


Garaharengji 

0827000203329300 

1.641 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.172 

2.02 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.07 

0.06 







Command 

Gneisses(B.G.C) 

1.469 

2.02 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.004 

0.57 

0.50 


Garjiya Magra 

0828000103378400 

1.788 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.122 

0.83 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.05 

0.04 


Ghanera 

0826000703218700 

3.692 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

3.615 

1.84 

0.010 

0.03 

0.01 

0.00 

0.00 

0.01 

0.08 

0.11 

0.12 

0.012 

0.69 

0.50 


Ghatela 

0826000703219500 

1.035 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

0.000 

1.64 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ghatra 

0827000203326600 

9.277 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.063 

2.66 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Som Kamla Amba 

Command 

Phyllite & Schist 

0.051 

2.66 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gora Fala 

0827000303340600 

3.852 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.395 

3.43 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.001 

0.07 

0.06 


Gurha 

0826000703218800 

5.916 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

5.320 

1.67 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.13 

0.17 

0.19 

0.018 

0.64 

0.47 


Hameergarh 

0828000103385600 

0.368 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.040 

1.34 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.09 

0.06 


Hameerpura 

0827000203329200 

2.433 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

1.837 

2.49 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.01 

0.005 

0.47 

0.44 


Hansa Ka Tanda 

0828000103380400 

0.720 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.720 

1.04 

0.018 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.00 

0.004 

0.68 

0.48 


Harenji Ka Khera 

0828000103383400 

1.424 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.203 

1.77 

0.018 

0.07 

0.02 

0.00 

0.00 

0.00 

0.09 

0.12 

0.26 

0.007 

0.70 

0.50 


Harmatiya 

0828000103385900 

0.380 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.380 

2.12 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.03 

0.002 

0.83 

0.60 


Hilej 

0828000103390900 

1.820 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.216 

1.69 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.10 

0.07 


Himmatsingh Ji Ka Gara 

0828000203408800 

2.635 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.475 

1.67 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.03 

0.003 

0.12 

0.09 


Jagpura 

0828000103375600 

16.726 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.746 

1.72 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.24 

0.06 

0.029 

0.21 

0.14 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

11.892 

1.72 

0.018 

0.06 

0.01 

0.00 

0.00 

0.04 

0.37 

0.54 

0.13 

0.072 

0.52 

0.36 


Jeeboola 

0827000303336700 

3.429 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.429 

4.50 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.23 

0.28 

0.04 

0.005 

0.71 

0.59 


Jethaji Ka Gada 

0828000103380600 

1.374 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.374 

0.89 

0.018 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

0.01 

0.00 

0.008 

0.68 

0.48 


Jhajhor 

0828000103383100 

5.346 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

2.13 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.152 

2.13 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.02 


Jogiwara 

0827000203328700 

4.797 

Fresh 

Som Kamla Amba 

Command 

Phyllite & Schist 

2.538 

2.68 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.12 

0.04 

0.007 

0.33 

0.30 


Kakaji Ka Gara 

0828000103381900 

1.425 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.706 

1.82 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.004 

0.34 

0.24 







Command 

Gneisses(B.G.C) 

0.719 

1.82 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.004 

0.35 

0.25 


Kali Ka Parda 

0828000103381200 

1.685 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.685 

0.94 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.010 

0.68 

0.48 


Kamji Ka Khera 

0828000103391000 

1.628 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.007 

1.56 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

0.013 

1.56 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 


Kandaula 

0827000303335700 

3.378 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.588 

4.06 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.01 

0.001 

0.11 

0.09 







Non-command 

Gneisses(B.G.C) 

0.001 

4.06 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Som Kamla Amba 

Command 

Phyllite & Schist 

0.123 

4.06 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.02 


Kanthao 

0828000103383200 

3.146 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.057 

2.26 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.01 


Karana 

0828000103381100 

5.941 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.861 

2.32 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.00 

0.005 

0.10 

0.07 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

5.080 

2.32 

0.018 

0.01 

0.00 

0.00 

0.00 

0.01 

0.21 

0.27 

0.00 

0.031 

0.57 

0.43 


Kariyana 

0827000303335200 

6.593 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.084 

2.45 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Kesarpura 

0828000103379700 

1.215 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.215 

1.15 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.07 

0.007 

0.68 

0.51 


Kesharpura 

0827000303336500 

1.828 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.189 

3.97 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.07 

0.06 


Khanan 

0827000203331200 

6.069 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.455 

1.28 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.12 

0.16 

0.23 

0.010 

0.39 

0.28 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.614 

1.28 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.12 

0.18 

0.007 

0.30 

0.21 


Khantela 

0827000203329600 

1.250 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.549 

2.49 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.002 

0.27 

0.25 


Kharlai 

0827000303336900 

1.793 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.098 

4.44 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.04 

0.03 







Non-command 

Gneisses(B.G.C) 

0.079 

4.44 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.03 

0.03 


Kherdi 

0827000303336100 

2.334 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.084 

3.69 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.000 

0.03 

0.02 







Non-command 

Gneisses(B.G.C) 

0.581 

3.69 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.03 

0.001 

0.18 

0.15 


Khobala 

0828000103378800 

0.465 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.465 

1.27 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.003 

0.68 

0.51 


Kota Magri 

0828000103377300 

2.038 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.182 

1.25 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.03 

0.007 

0.45 

0.32 







Command 

Gneisses(B.G.C) 

0.047 

1.25 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.01 


Kotra Bara 

0828000203407400 

4.310 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

3.43 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

1.128 

3.43 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.03 

0.008 

0.18 

0.14 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

3.182 

3.43 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.18 

0.24 

0.10 

0.023 

0.50 

0.39 


Kotra Chhota 

0828000203407500 

0.695 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.695 

2.84 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.03 

0.005 

0.69 

0.52 


Kundla 

0828000103378600 

2.052 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.143 

0.98 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.05 

0.04 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.909 

0.98 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.01 

0.012 

0.67 

0.47 


Kundli 

0828000103382500 

1.572 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.235 

1.42 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.12 

0.09 


Kuni Ka Ara 

0828000103385800 

0.811 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.811 

2.44 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.02 

0.005 

0.83 

0.60 


Lalpura 

0828000103390700 

1.220 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.022 

2.91 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.01 







Non-command 

Gneisses(B.G.C) 

0.060 

2.91 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.04 

0.03 


Lamba Pardan 

0828000103381700 

3.118 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

3.118 

1.89 

0.018 

0.01 

0.00 

0.00 

0.00 

0.02 

0.09 

0.13 

0.01 

0.019 

0.69 

0.48 


Lasara 

0828000203407700 

4.474 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.299 

3.30 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.002 

0.04 

0.03 







Non-command 

Gneisses(B.G.C) 

0.403 

3.30 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.003 

0.06 

0.05 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.649 

3.30 

0.015 

0.02 

0.00 

0.00 

0.00 

0.04 

0.11 

0.14 

0.06 

0.019 

0.39 

0.31 







Command 

Gneisses(B.G.C) 

1.123 

3.30 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.03 

0.008 

0.17 

0.13 


Limberwara 

0826000703218900 

1.804 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

0.338 

1.65 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.001 

0.14 

0.10 


Lohariya 

0828000203408100 

9.255 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

9.165 

1.25 

0.015 

0.03 

0.00 

0.00 

0.00 

0.07 

0.14 

0.19 

0.04 

0.066 

0.68 

0.48 


Madanpura 

0828000103379900 

1.958 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.958 

1.57 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.01 

0.012 

0.69 

0.50 


Mahapura Charel 

0828000103386300 

0.771 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.000 

2.81 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Ganora 

0828000103381400 

0.06 

0.23 

44.49 

0.27 

0.03 

0.30 

0.04 

0.57 

- 

0.0100 

0.0445 

0.2892 

0.042 

0.386 

0.386 

0.687 

0.034 

0.653 

0.087 

13.28 

Safe 



0.05 

0.02 

459.02 

0.02 

0.00 

0.02 

0.01 

0.16 

- 

- 

0.0122 

0.0794 

0.004 

0.095 

0.095 

0.116 

0.006 

0.110 

0.031 

28.05 

Safe 

Garaharengji 

0827000203329300 

0.03 

0.00 

1,515.18 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

0.0011 

0.0070 

- 

0.008 

0.008 

0.008 

0.000 

0.008 

0.000 

6.11 

Safe 



0.02 

0.02 

109.02 

0.02 

0.00 

0.02 

0.05 

0.62 

- 

- 

0.0091 

0.0593 

0.003 

0.072 

0.072 

0.094 

0.005 

0.089 

0.009 

10.30 

Safe 

Garjiya Magra 

0828000103378400 

0.06 

0.00 

584.36 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

0.0009 

0.0049 

- 

0.006 

0.006 

0.006 

0.000 

0.006 

0.001 

12.52 

Safe 

Ghanera 

0826000703218700 

0.02 

0.05 

116.28 

0.06 

0.02 

0.08 

0.06 

0.74 

- 

0.0200 

0.0821 

0.0988 

0.016 

0.217 

0.217 

0.296 

0.015 

0.281 

0.130 

46.28 

Safe 

Ghatela 

0826000703219500 

0.02 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ghatra 

0827000203326600 

0.03 

0.00 

32,598.59 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

40,406.15 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0020 

0.0024 

- 

0.004 

0.004 

0.004 

0.000 

0.004 

0.000 

3.46 

Safe 

Gora Fala 

0827000303340600 

0.05 

0.00 

1,922.71 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.011 

642.63 

Over Exploited 

Gurha 

0826000703218800 

0.02 

0.07 

158.69 

0.08 

0.01 

0.09 

0.05 

0.69 

- 

0.0300 

0.1208 

0.1454 

0.005 

0.301 

0.301 

0.394 

0.020 

0.375 

0.203 

54.12 

Safe 

Hameergarh 

0828000103385600 

0.05 

0.00 

453.08 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

3,636.24 

Over Exploited 

Hameerpura 

0827000203329200 

0.02 

0.02 

194.73 

0.02 

0.00 

0.02 

0.05 

0.51 

- 

- 

0.0133 

0.0741 

0.005 

0.092 

0.092 

0.116 

0.006 

0.110 

0.010 

9.31 

Safe 

Hansa Ka Tanda 

0828000103380400 

0.06 

0.03 

(80.39) 

0.02 

0.01 

0.03 

0.05 

0.73 

- 

- 

0.0045 

0.0290 

0.013 

0.047 

0.047 

0.080 

0.004 

0.076 

0.004 

5.80 

Safe 

Harenji Ka Khera 

0828000103383400 

0.06 

0.05 

139.73 

0.06 

0.02 

0.08 

0.05 

0.75 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.131 

0.007 

0.124 

0.266 

214.80 

Over Exploited 

Harmatiya 

0828000103385900 

0.06 

0.02 

76.13 

0.02 

- 

0.02 

0.06 

0.89 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.033 

0.002 

0.031 

0.031 

100.64 

Over Exploited 

Hilej 

0828000103390900 

0.06 

0.00 

606.29 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

0.011 

770.65 

Over Exploited 

Himmatsingh Ji Ka Gara 

0828000203408800 

0.06 

0.00 

782.55 

0.00 

- 

0.00 

0.01 

0.13 

- 

0.0100 

0.0034 

0.0192 

- 

0.033 

0.033 

0.037 

0.002 

0.035 

0.032 

92.69 

Critical 

Jagpura 

0828000103375600 

0.06 

0.06 

303.43 

0.07 

- 

0.07 

0.02 

0.22 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.081 

0.004 

0.077 

0.087 

112.97 

Over Exploited 



0.06 

0.37 

45.84 

0.45 

0.05 

0.49 

0.04 

0.56 

- 

0.0300 

0.0861 

0.4799 

0.058 

0.654 

0.654 

1.148 

0.057 

1.091 

0.206 

18.93 

Safe 

Jeeboola 

0827000303336700 

0.04 

0.10 

181.86 

0.12 

0.01 

0.13 

0.05 

0.76 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.147 

0.007 

0.139 

0.048 

34.22 

Safe 

Jethaji Ka Gada 

0828000103380600 

0.06 

0.06 

(89.37) 

0.05 

0.02 

0.06 

0.05 

0.73 

- 

- 

0.0085 

0.0555 

0.026 

0.090 

0.090 

0.152 

0.008 

0.145 

0.008 

5.80 

Safe 

Jhajhor 

0828000103383100 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

3,632.20 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0009 

0.0061 

- 

0.007 

0.007 

0.007 

0.000 

0.007 

0.001 

13.27 

Safe 

Jogiwara 

0827000203328700 

0.03 

0.03 

349.39 

0.03 

0.00 

0.03 

0.03 

0.36 

- 

0.0100 

0.1005 

0.1209 

0.002 

0.234 

0.234 

0.268 

0.013 

0.254 

0.043 

16.98 

Safe 

Kakaji Ka Gara 

0828000103381900 

0.06 

0.01 

114.58 

0.02 

0.00 

0.02 

0.03 

0.37 

- 

- 

0.0044 

0.0285 

0.001 

0.033 

0.033 

0.051 

0.003 

0.048 

0.014 

29.50 

Safe 



0.05 

0.01 

97.28 

0.02 

0.00 

0.02 

0.03 

0.37 

- 

- 

0.0045 

0.0290 

0.001 

0.034 

0.034 

0.051 

0.003 

0.048 

0.012 

25.56 

Safe 

Kali Ka Parda 

0828000103381200 

0.06 

0.07 

(49.59) 

0.06 

0.00 

0.06 

0.05 

0.74 

- 

- 

0.0122 

0.0680 

0.005 

0.085 

0.085 

0.143 

0.007 

0.136 

0.010 

7.55 

Safe 

Kamji Ka Khera 

0828000103391000 

0.06 

0.00 

19,373.11 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.00 

8,544.79 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kandaula 

0827000303335700 

0.04 

0.00 

1,485.19 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.006 

183.85 

Over Exploited 



0.05 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

7,507.35 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0049 

0.0059 

- 

0.011 

0.011 

0.011 

0.001 

0.010 

0.000 

1.63 

Safe 

Kanthao 

0828000103383200 

0.06 

0.00 

5,788.22 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Karana 

0828000103381100 

0.06 

0.01 

829.91 

0.01 

- 

0.01 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.005 

91.52 

Critical 



0.06 

0.18 

57.08 

0.21 

0.01 

0.22 

0.04 

0.62 

- 

- 

0.0315 

0.2050 

0.016 

0.252 

0.252 

0.473 

0.024 

0.449 

0.031 

6.89 

Safe 

Kariyana 

0827000303335200 

0.04 

0.00 

11,644.31 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.005 

958.89 

Over Exploited 

Kesarpura 

0828000103379700 

0.06 

0.05 

20.14 

0.06 

- 

0.06 

0.05 

0.73 

- 

0.0100 

0.0075 

0.0490 

- 

0.067 

0.067 

0.126 

0.006 

0.120 

0.074 

62.24 

Safe 

Kesharpura 

0827000303336500 

0.04 

0.00 

2,326.37 

0.00 

0.00 

0.00 

0.01 

0.08 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Khanan 

0827000203331200 

0.03 

0.04 

268.00 

0.05 

0.01 

0.06 

0.03 

0.43 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.104 

0.005 

0.099 

0.240 

242.42 

Over Exploited 



0.03 

0.03 

380.98 

0.03 

0.01 

0.04 

0.02 

0.32 

- 

0.0300 

0.0189 

0.1055 

0.005 

0.160 

0.160 

0.203 

0.010 

0.193 

0.187 

97.02 

Critical 

Khantela 

0827000203329600 

0.02 

0.00 

738.92 

0.00 

0.00 

0.01 

0.03 

0.30 

- 

- 

0.0040 

0.0222 

0.003 

0.029 

0.029 

0.034 

0.002 

0.033 

0.021 

63.01 

Safe 

Kharlai 

0827000303336900 

0.04 

0.00 

4,771.57 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.000 

0.005 

1,042.32 

Over Exploited 



0.05 

0.00 

5,717.32 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

3,620.00 

Over Exploited 

Kherdi 

0827000303336100 

0.04 

0.00 

6,317.48 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

5,141.17 

Over Exploited 



0.05 

0.01 

1,007.36 

0.01 

0.00 

0.01 

0.01 

0.19 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.018 

0.001 

0.017 

0.030 

175.91 

Over Exploited 

Khobala 

0828000103378800 

0.06 

0.02 

24.60 

0.02 

0.00 

0.03 

0.06 

0.74 

- 

0.0100 

0.0029 

0.0188 

0.004 

0.036 

0.036 

0.061 

0.003 

0.058 

0.051 

87.48 

Semi Critical 

Kota Magri 

0828000103377300 

0.06 

0.03 

59.63 

0.04 

0.00 

0.04 

0.03 

0.48 

- 

0.0100 

0.0073 

0.0477 

0.000 

0.065 

0.065 

0.103 

0.005 

0.098 

0.036 

36.93 

Safe 



0.05 

0.00 

2,744.03 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0003 

0.0019 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.000 

13.41 

Safe 

Kotra Bara 

0828000203407400 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.02 

0.00 

1,792.65 

0.01 

- 

0.01 

0.01 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.015 

0.042 

284.93 

Over Exploited 



0.02 

0.04 

537.38 

0.04 

0.01 

0.06 

0.04 

0.54 

- 

0.0200 

0.0198 

0.1284 

0.002 

0.170 

0.170 

0.226 

0.011 

0.215 

0.124 

57.76 

Safe 

Kotra Chhota 

0828000203407500 

0.02 

0.01 

331.72 

0.01 

0.00 

0.02 

0.05 

0.74 

- 

- 

0.0043 

0.0280 

0.005 

0.037 

0.037 

0.054 

0.003 

0.051 

0.030 

58.84 

Safe 

Kundla 

0828000103378600 

0.06 

0.00 

727.94 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.000 

0.001 

- 

Safe 



0.06 

0.08 

(20.82) 

0.06 

0.00 

0.06 

0.05 

0.73 

- 

- 

0.0138 

0.0770 

0.000 

0.091 

0.091 

0.153 

0.008 

0.145 

0.022 

14.89 

Safe 

Kundli 

0828000103382500 

0.06 

0.00 

382.58 

0.00 

- 

0.00 

0.01 

0.13 

- 

- 

0.0017 

0.0095 

- 

0.011 

0.011 

0.013 

0.001 

0.013 

0.011 

91.06 

Critical 

Kuni Ka Ara 

0828000103385800 

0.06 

0.04 

52.34 

0.05 

- 

0.05 

0.06 

0.89 

- 

- 

- 

- 

- 

- 

- 

0.049 

0.002 

0.046 

0.024 

51.69 

Safe 

Lalpura 

0828000103390700 

0.06 

0.00 

7,248.00 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.00 

2,545.81 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Lamba Pardan 

0828000103381700 

0.06 

0.13 

4.17 

0.13 

0.02 

0.15 

0.05 

0.74 

- 

- 

0.0226 

0.1258 

0.029 

0.177 

0.177 

0.330 

0.016 

0.313 

0.029 

9.26 

Safe 

Lasara 

0828000203407700 

0.06 

0.00 

2,295.07 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.012 

1,336.84 

Over Exploited 



0.02 

0.00 

4,487.80 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.011 

1,707.24 

Over Exploited 



0.06 

0.06 

130.63 

0.08 

0.04 

0.11 

0.03 

0.43 

- 

0.0100 

0.0164 

0.1069 

0.059 

0.192 

0.192 

0.306 

0.015 

0.291 

0.077 

26.50 

Safe 



0.02 

0.00 

1,784.00 

0.01 

0.00 

0.01 

0.01 

0.18 

- 

- 

0.0070 

0.0453 

0.003 

0.055 

0.055 

0.063 

0.003 

0.060 

0.033 

55.56 

Safe 

Limberwara 

0826000703218900 

0.02 

0.00 

2,257.82 

0.00 

0.00 

0.00 

0.01 

0.15 

- 

0.0100 

0.0077 

0.0093 

0.001 

0.028 

0.028 

0.029 

0.001 

0.028 

0.035 

127.71 

Over Exploited 

Lohariya 

0828000203408100 

0.06 

0.37 

(48.15) 

0.30 

0.07 

0.36 

0.05 

0.73 

- 

0.0100 

0.0664 

0.3698 

0.099 

0.545 

0.545 

0.909 

0.045 

0.864 

0.104 

12.04 

Safe 

Madanpura 

0828000103379900 

0.06 

0.08 

3.92 

0.08 

0.00 

0.09 

0.05 

0.74 

- 

- 

0.0122 

0.0790 

0.004 

0.096 

0.096 

0.182 

0.009 

0.173 

0.022 

12.66 

Safe 

Mahapura Charel 

0828000103386300 

0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Mahapura Gara 

082800010338620C 

0.921 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.114 

2.81 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.10 

0.08 







Non-command 

Gneisses(B.G.C) 

0.068 

2.81 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.06 

0.05 


Mahapura Rathor 

082800010338610C 

0.808 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.390 

2.74 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.03 

0.002 

0.41 

0.29 







Non-command 

Gneisses(B.G.C) 

0.013 

2.74 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Makanpura 

082800010337790C 

3.560 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

3.311 

1.60 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.15 

0.00 

0.020 

0.68 

0.47 


Mali Khera 

0828000103383300 

1.520 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.768 

2.17 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.02 

0.005 

0.42 

0.31 


Malniya 

0828000103379500 

1.132 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.132 

1.17 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.007 

0.66 

0.53 


Memkhor 

0828000103384300 

1.945 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.187 

0.87 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.007 

0.49 

0.35 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.736 

0.87 

0.018 

0.00 

0.00 

0.00 

0.00 

0.03 

-0.02 

-0.03 

0.00 

0.004 

0.31 

0.22 


Methla 

0827000203329800 

3.497 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.431 

1.48 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.08 

0.07 







Command 

Gneisses(B.G.C) 

3.066 

1.48 

0.011 

0.01 

0.00 

0.00 

0.00 

0.01 

0.05 

0.06 

0.05 

0.009 

0.57 

0.48 


Modran 

0827000203331100 

1.485 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.485 

1.45 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.04 

0.05 

0.06 

0.004 

0.63 

0.48 


Mokhampura 

0826000703218400 

5.288 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

1.79 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

1.312 

1.79 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.04 

0.004 

0.17 

0.12 






Jakham 

Command 

Gneisses(B.G.C) 

0.791 

1.79 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.03 

0.003 

0.10 

0.07 


Mor 

0828000103382000 

1.808 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.782 

2.37 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.06 

0.005 

0.30 

0.22 







Command 

Gneisses(B.G.C) 

1.026 

2.37 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.06 

0.006 

0.39 

0.28 


Mota Tanda 

0828000103381600 

2.054 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.054 

1.51 

0.018 

0.00 

0.00 

0.00 

0.00 

0.01 

0.05 

0.07 

0.00 

0.013 

0.69 

0.48 


Motagaon 

0828000103379600 

6.122 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

6.122 

1.33 

0.018 

0.03 

0.00 

0.00 

0.00 

0.01 

0.16 

0.21 

0.06 

0.037 

0.67 

0.51 







Command 

Gneisses(B.G.C) 

0.000 

1.33 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Motawara 

0828000203408200 

0.791 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.791 

1.00 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.006 

0.68 

0.48 


Munger 

0827000203326700 

12.771 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.462 

3.43 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.001 

0.02 

0.02 






Som Kamla Amba 

Command 

Phyllite & Schist 

0.055 

3.43 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Myala 

0827000203329900 

2.996 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.107 

1.69 

0.015 

0.05 

0.01 

0.00 

0.00 

0.01 

0.08 

0.11 

0.20 

0.006 

0.47 

0.36 







Command 

Gneisses(B.G.C) 

0.889 

1.69 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.05 

0.003 

0.20 

0.15 


Nada 

0828000103384400 

1.067 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.055 

1.26 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.03 

0.006 

0.81 

0.58 


Nadiyada Bara 

0828000203409500 

4.217 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.068 

2.55 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

2.555 

2.55 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.11 

0.15 

0.09 

0.018 

0.43 

0.33 


Nadiyada Chhota 

0828000203409400 

2.175 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.332 

2.93 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.002 

0.11 

0.08 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

1.842 

2.93 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.13 

0.07 

0.013 

0.59 

0.45 


Nagwala 

0828000103379200 

3.143 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

3.143 

1.51 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.14 

0.05 

0.019 

0.70 

0.51 


Nai Basti 

0827000203331000 

1.880 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.842 

2.40 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.01 

0.002 

0.28 

0.21 


Najarpura 

0828000103380500 

2.656 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.656 

1.19 

0.018 

0.01 

0.00 

0.00 

0.00 

0.02 

0.05 

0.07 

0.00 

0.016 

0.68 

0.49 


Narwali 

0828000103376300 

2.419 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.214 

3.84 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.001 

0.06 

0.05 







Non-command 

Gneisses(B.G.C) 

0.021 

3.84 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.328 

3.84 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.002 

0.10 

0.07 


Nava Tapra 

0827000303336300 

1.682 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.643 

3.60 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.12 

0.05 

0.002 

0.67 

0.55 


Navagaon 

0827000303340100 

2.811 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.032 

4.16 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Nawa Tapra 

0827000203328900 

3.026 

Fresh 

Som Kamla Amba 

Command 

Phyllite & Schist 

0.034 

2.42 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Negdiya 

0828000103377100 

1.037 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.495 

2.64 

0.018 

0.02 

0.01 

0.00 

0.00 

0.00 

0.03 

0.05 

0.10 

0.003 

0.36 

0.26 







Command 

Gneisses(B.G.C) 

0.151 

2.64 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.001 

0.11 

0.08 


Nithauwa 

0827000203330800 

3.588 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.021 

3.79 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Oda Bherji 

0828000103381800 

2.295 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.146 

2.01 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.04 

0.03 







Command 

Gneisses(B.G.C) 

2.149 

2.01 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.10 

0.02 

0.013 

0.64 

0.46 


Oda Deoji 

0828000103378900 

1.870 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.870 

1.16 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.00 

0.011 

0.67 

0.52 


Ora 

0828000203408000 

2.540 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.532 

2.07 

0.015 

0.06 

0.01 

0.00 

0.00 

0.01 

0.12 

0.17 

0.24 

0.018 

0.68 

0.49 


Padar 

0828000103380700 

4.388 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

4.388 

1.09 

0.018 

0.01 

0.00 

0.00 

0.00 

0.03 

0.07 

0.09 

0.00 

0.027 

0.68 

0.49 


Padardi Bari 

0827000303335800 

7.007 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.413 

3.30 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.17 

0.08 

0.003 

0.23 

0.19 


Padardi Chhoti 

0827000303335900 

4.842 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.651 

3.56 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.25 

0.31 

0.04 

0.006 

0.66 

0.52 







Non-command 

Gneisses(B.G.C) 

0.191 

3.56 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.000 

0.03 

0.02 


Pal Nithauwa 

0827000203330600 

1.593 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.001 

3.89 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Paloda 

0828000203407600 

14.638 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

5.538 

2.38 

0.015 

0.09 

0.02 

0.00 

0.00 

0.03 

0.24 

0.32 

0.30 

0.040 

0.26 

0.19 







Command 

Gneisses(B.G.C) 

8.712 

2.38 

0.015 

0.13 

0.03 

0.00 

0.00 

0.01 

0.40 

0.55 

0.42 

0.063 

0.40 

0.30 


Pan Talai 

0827000303337400 

1.805 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.152 

4.92 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.11 

0.02 

0.002 

0.46 

0.39 


Parda Saroda 

0827000303336200 

3.112 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.017 

3.71 

0.015 

0.06 

0.01 

0.00 

0.00 

0.01 

0.21 

0.25 

0.23 

0.004 

0.68 

0.55 







Non-command 

Gneisses(B.G.C) 

0.080 

3.71 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.02 

0.01 


Pari 

0827000203331400 

1.133 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.133 

1.33 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.04 

0.003 

0.65 

0.48 


Pariyapor 

0828000103384600 

2.063 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.004 

1.10 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Patan Pura 

0827000203332000 

0.650 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.649 

1.80 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.06 

0.002 

0.63 

0.48 







Non-command 

Gneisses(B.G.C) 

0.000 

1.80 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Pateliya 

0828000103379400 

0.659 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.659 

1.15 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.004 

0.67 

0.52 


Pathara 

0828000103378000 

1.008 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.373 

1.85 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.002 

0.27 

0.19 


Pindawal 

0827000203328600 

10.067 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.361 

3.57 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.02 

0.02 






Som Kamla Amba 

Command 

Phyllite & Schist 

8.162 

3.57 

0.015 

0.05 

0.01 

0.00 

0.00 

0.01 

0.46 

0.50 

0.17 

0.023 

0.50 

0.47 


Pujpura 

0827000203331700 

0.781 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.781 

1.64 

0.015 

0.02 

0.01 

0.00 

0.00 

0.00 

0.03 

0.04 

0.09 

0.002 

0.62 

0.48 


Rakba Ka Tanda 

0828000103380300 

1.208 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.115 

1.59 

0.018 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.03 

0.00 

0.007 

0.63 

0.45 







Command 

Gneisses(B.G.C) 

0.093 

1.59 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.05 

0.04 


Rawatpura 

0828000103384200 

2.032 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.188 

1.31 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.001 

0.07 

0.05 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Mahapura Gara 

0828000103386200 

0.06 

0.00 

976.49 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

- 

Safe 



0.05 

0.00 

1,609.99 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mahapura Rathor 

0828000103386100 

0.06 

0.01 

316.88 

0.01 

- 

0.01 

0.03 

0.43 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.021 

0.001 

0.020 

0.031 

154.36 

Over Exploited 



0.05 

0.00 

7,252.03 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Makanpura 

0828000103377900 

0.06 

0.14 

9.81 

0.15 

- 

0.15 

0.05 

0.74 

- 

- 

0.0206 

0.1336 

- 

0.154 

0.154 

0.303 

0.015 

0.288 

0.020 

7.02 

Safe 

Mali Khera 

0828000103383300 

0.06 

0.02 

178.06 

0.02 

- 

0.02 

0.03 

0.45 

- 

- 

- 

- 

- 

- 

- 

0.023 

0.001 

0.022 

0.024 

106.97 

Over Exploited 

Malniya 

0828000103379500 

0.06 

0.04 

(7.78) 

0.04 

0.00 

0.04 

0.06 

0.71 

- 

- 

0.0070 

0.0457 

0.000 

0.053 

0.053 

0.094 

0.005 

0.089 

0.026 

28.98 

Safe 

Memkhor 

0828000103384300 

0.06 

0.04 

(28.16) 

0.03 

- 

0.03 

0.04 

0.53 

- 

- 

- 

- 

- 

- 

- 

0.028 

0.001 

0.027 

0.007 

27.13 

Safe 



0.06 

0.01 

(293.57) 

0.01 

0.03 

0.04 

0.02 

0.33 

- 

- 

0.0046 

0.0297 

0.045 

0.079 

0.079 

0.119 

0.006 

0.113 

0.004 

3.96 

Safe 

Methla 

0827000203329800 

0.03 

0.00 

928.23 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

0.0027 

0.0174 

- 

0.020 

0.020 

0.021 

0.001 

0.020 

0.008 

40.40 

Safe 



0.02 

0.03 

74.93 

0.04 

0.01 

0.05 

0.05 

0.62 

- 

0.0100 

0.0190 

0.1237 

0.013 

0.166 

0.166 

0.216 

0.011 

0.206 

0.057 

27.58 

Safe 

Modran 

0827000203331100 

0.03 

0.03 

69.65 

0.04 

0.01 

0.05 

0.05 

0.68 

- 

0.0100 

- 

- 

0.020 

0.030 

0.030 

0.079 

0.004 

0.075 

0.062 

82.64 

Semi Critical 

Mokhampura 

0826000703218400 

0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.02 

0.00 

952.46 

0.01 

- 

0.01 

0.01 

0.18 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.014 

0.046 

320.65 

Over Exploited 



0.02 

0.00 

1,992.56 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

0.0180 

0.0216 

- 

0.040 

0.040 

0.041 

0.002 

0.039 

0.028 

70.09 

Semi Critical 

Mor 

0828000103382000 

0.06 

0.01 

414.99 

0.02 

- 

0.02 

0.02 

0.32 

- 

0.0100 

0.0049 

0.0316 

- 

0.046 

0.046 

0.063 

0.003 

0.060 

0.063 

104.31 

Over Exploited 



0.05 

0.02 

244.77 

0.03 

0.00 

0.03 

0.03 

0.42 

- 

0.0100 

0.0064 

0.0414 

0.002 

0.060 

0.060 

0.088 

0.004 

0.083 

0.065 

78.29 

Semi Critical 

Mota Tanda 

0828000103381600 

0.06 

0.08 

(17.68) 

0.07 

0.01 

0.07 

0.05 

0.74 

- 

- 

0.0128 

0.0829 

0.008 

0.104 

0.104 

0.179 

0.009 

0.170 

0.013 

7.38 

Safe 

Motagaon 

0828000103379600 

0.06 

0.25 

(13.43) 

0.21 

0.01 

0.22 

0.05 

0.72 

- 

0.0100 

0.0380 

0.2470 

0.017 

0.312 

0.312 

0.536 

0.027 

0.509 

0.095 

18.73 

Safe 



0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Motawara 

0828000203408200 

0.06 

0.03 

(68.90) 

0.03 

0.00 

0.03 

0.05 

0.73 

- 

- 

0.0057 

0.0319 

0.007 

0.045 

0.045 

0.075 

0.004 

0.072 

0.006 

7.95 

Safe 

Munger 

0827000203326700 

0.03 

0.00 

269,405.18 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

2,294.41 

Over Exploited 



0.03 

0.00 

64,218.51 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0022 

0.0026 

- 

0.005 

0.005 

0.005 

0.000 

0.005 

0.000 

3.40 

Safe 

Myala 

0827000203329900 

0.03 

0.03 

235.07 

0.04 

0.02 

0.06 

0.04 

0.51 

- 

0.0400 

0.0131 

0.0850 

0.015 

0.153 

0.153 

0.211 

0.011 

0.201 

0.203 

101.08 

Over Exploited 



0.02 

0.00 

820.48 

0.00 

0.00 

0.01 

0.02 

0.21 

- 

0.0100 

0.0055 

0.0359 

0.002 

0.053 

0.053 

0.059 

0.003 

0.056 

0.056 

99.50 

Critical 

Nada 

0828000103384400 

0.06 

0.05 

(9.77) 

0.05 

- 

0.05 

0.06 

0.87 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.056 

0.003 

0.054 

0.035 

66.13 

Safe 

Nadiyada Bara 

0828000203409500 

0.02 

0.00 

18,463.42 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.02 

0.03 

475.26 

0.03 

0.01 

0.04 

0.03 

0.46 

- 

0.0200 

0.0159 

0.1031 

0.007 

0.146 

0.146 

0.191 

0.010 

0.181 

0.110 

60.88 

Safe 

Nadiyada Chhota 

0828000203409400 

0.02 

0.00 

3,811.20 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.019 

2,085.60 

Over Exploited 



0.02 

0.03 

409.12 

0.03 

0.00 

0.03 

0.04 

0.63 

- 

0.0100 

0.0114 

0.0744 

0.004 

0.100 

0.100 

0.132 

0.007 

0.126 

0.080 

63.88 

Safe 

Nagwala 

0828000103379200 

0.06 

0.13 

5.48 

0.14 

0.00 

0.14 

0.06 

0.76 

- 

0.0100 

0.0195 

0.1268 

0.003 

0.159 

0.159 

0.301 

0.015 

0.286 

0.067 

23.50 

Safe 

Nai Basti 

0827000203331000 

0.03 

0.01 

384.57 

0.01 

0.00 

0.01 

0.02 

0.30 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.014 

0.001 

0.013 

0.016 

124.02 

Over Exploited 

Najarpura 

0828000103380500 

0.06 

0.11 

(36.50) 

0.09 

0.02 

0.10 

0.05 

0.73 

- 

- 

0.0165 

0.1072 

0.024 

0.148 

0.148 

0.250 

0.013 

0.238 

0.016 

6.81 

Safe 

Narwali 

0828000103376300 

0.06 

0.00 

2,332.39 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.011 

1,188.40 

Over Exploited 



0.05 

0.00 

22,852.89 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

1,491.83 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

0.0020 

0.0133 

- 

0.015 

0.015 

0.018 

0.001 

0.017 

0.012 

71.57 

Semi Critical 

Nava Tapra 

0827000303336300 

0.04 

0.04 

164.47 

0.05 

0.00 

0.06 

0.05 

0.72 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.067 

0.003 

0.064 

0.050 

78.71 

Semi Critical 

Navagaon 

0827000303340100 

0.04 

0.00 

22,020.48 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nawa Tapra 

0827000203328900 

0.03 

0.00 

14,110.87 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0014 

0.0016 

0.000 

0.003 

0.003 

0.004 

0.000 

0.003 

0.000 

2.79 

Safe 

Negdiya 

0828000103377100 

0.06 

0.01 

334.34 

0.01 

0.01 

0.02 

0.03 

0.39 

- 

0.0200 

0.0031 

0.0200 

- 

0.043 

0.043 

0.066 

0.003 

0.063 

0.099 

158.05 

Over Exploited 



0.05 

0.00 

2,380.40 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

0.0009 

0.0061 

- 

0.007 

0.007 

0.008 

0.000 

0.008 

0.026 

337.15 

Over Exploited 

Nithauwa 

0827000203330800 

0.03 

0.00 

64,089.53 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Oda Bherji 

0828000103381800 

0.06 

0.00 

1,179.67 

0.00 

0.00 

0.00 

0.00 

0.05 

- 

- 

0.0009 

0.0059 

0.002 

0.009 

0.009 

0.011 

0.001 

0.011 

0.001 

8.20 

Safe 



0.05 

0.08 

35.62 

0.09 

0.00 

0.09 

0.05 

0.69 

- 

- 

0.0133 

0.0867 

0.003 

0.103 

0.103 

0.195 

0.010 

0.186 

0.030 

16.22 

Safe 

Oda Deoji 

0828000103378900 

0.06 

0.08 

(40.63) 

0.06 

0.00 

0.06 

0.06 

0.73 

- 

- 

0.0116 

0.0755 

0.005 

0.092 

0.092 

0.155 

0.008 

0.147 

0.011 

7.73 

Safe 

Ora 

0828000203408000 

0.06 

0.10 

66.70 

0.12 

0.02 

0.14 

0.05 

0.73 

- 

0.0400 

0.0157 

0.1022 

0.009 

0.167 

0.167 

0.307 

0.015 

0.291 

0.253 

86.90 

Semi Critical 

Padar 

0828000103380700 

0.06 

0.18 

(47.47) 

0.14 

0.03 

0.17 

0.05 

0.73 

- 

- 

0.0272 

0.1771 

0.040 

0.245 

0.245 

0.415 

0.021 

0.394 

0.027 

6.78 

Safe 

Padardi Bari 

0827000303335800 

0.04 

0.02 

635.35 

0.03 

0.00 

0.03 

0.02 

0.25 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.043 

0.002 

0.041 

0.080 

195.31 

Over Exploited 

Padardi Chhoti 

0827000303335900 

0.04 

0.13 

150.26 

0.15 

0.01 

0.16 

0.05 

0.71 

- 

0.0100 

- 

- 

0.013 

0.023 

0.023 

0.182 

0.009 

0.173 

0.044 

25.66 

Safe 



0.05 

0.00 

5,722.78 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pal Nithauwa 

0827000203330600 

0.03 

0.00 

399,705.22 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Paloda 

0828000203407600 

0.06 

0.09 

273.72 

0.10 

0.05 

0.15 

0.02 

0.28 

- 

0.0600 

0.0344 

0.2235 

0.048 

0.366 

0.366 

0.520 

0.026 

0.494 

0.338 

68.35 

Safe 



0.02 

0.08 

566.75 

0.10 

0.04 

0.14 

0.03 

0.44 

- 

0.0800 

0.0541 

0.3516 

0.013 

0.499 

0.499 

0.636 

0.032 

0.604 

0.486 

80.46 

Semi Critical 

Pan Talai 

0827000303337400 

0.04 

0.02 

416.82 

0.03 

0.00 

0.03 

0.03 

0.49 

- 

- 

- 

- 

0.001 

0.002 

0.002 

0.028 

0.001 

0.027 

0.021 

76.56 

Semi Critical 

Parda Saroda 

0827000303336200 

0.04 

0.08 

203.42 

0.10 

0.02 

0.12 

0.05 

0.73 

- 

0.0400 

- 

- 

0.016 

0.056 

0.056 

0.176 

0.009 

0.168 

0.230 

137.25 

Over Exploited 



0.05 

0.00 

8,388.47 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.005 

923.50 

Over Exploited 

Pari 

0827000203331400 

0.03 

0.02 

83.17 

0.03 

- 

0.03 

0.06 

0.70 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.038 

0.002 

0.037 

0.046 

126.38 

Over Exploited 

Pariyapor 

0828000103384600 

0.05 

0.00 

22,790.91 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Patan Pura 

0827000203332000 

0.03 

0.01 

271.26 

0.02 

- 

0.02 

0.05 

0.69 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.026 

0.001 

0.025 

0.060 

242.90 

Over Exploited 



0.02 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pateliya 

0828000103379400 

0.06 

0.03 

4.94 

0.03 

0.00 

0.03 

0.05 

0.72 

- 

- 

0.0041 

0.0266 

0.003 

0.033 

0.033 

0.063 

0.003 

0.060 

0.023 

38.62 

Safe 

Pathara 

0828000103378000 

0.06 

0.01 

184.47 

0.01 

- 

0.01 

0.02 

0.30 

- 

- 

0.0023 

0.0151 

- 

0.017 

0.017 

0.025 

0.001 

0.024 

0.012 

52.14 

Safe 

Pindawal 

0827000203328600 

0.03 

0.00 

7,783.07 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.008 

881.00 

Over Exploited 



0.03 

0.13 

275.80 

0.16 

0.02 

0.18 

0.05 

0.55 

- 

0.0300 

0.3230 

0.3888 

0.020 

0.762 

0.762 

0.944 

0.047 

0.897 

0.196 

21.88 

Safe 

Pujpura 

0827000203331700 

0.03 

0.02 

134.78 

0.02 

0.01 

0.03 

0.05 

0.68 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.051 

0.003 

0.048 

0.096 

199.04 

Over Exploited 

Rakba Ka Tanda 

0828000103380300 

0.06 

0.04 

(18.25) 

0.03 

0.01 

0.04 

0.05 

0.68 

- 

- 

0.0069 

0.0450 

0.010 

0.062 

0.062 

0.103 

0.005 

0.098 

0.007 

6.95 

Safe 



0.05 

0.00 

1,068.05 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

0.0006 

0.0037 

- 

0.004 

0.004 

0.005 

0.000 

0.004 

0.001 

12.85 

Safe 

Rawatpura 

0828000103384200 

0.06 

0.00 

623.16 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

121.07 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.827 

1.31 

0.018 

0.01 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.02 

0.011 

0.72 

0.51 


Reenchha 

0827000203330300 

8.192 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.755 

2.95 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.01 

0.002 

0.06 

0.05 







Non-command 

Gneisses(B.G.C) 

0.258 

2.95 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.02 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.180 

2.95 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.04 

0.05 

0.01 

0.003 

0.09 

0.07 







Command 

Gneisses(B.G.C) 

2.931 

2.95 

0.011 

0.01 

0.00 

0.00 

0.00 

0.01 

0.09 

0.12 

0.01 

0.008 

0.23 

0.18 


Regniya 

0828000103376900 

0.634 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.074 

3.19 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.000 

0.09 

0.06 


Rohaniya Kaliya 

0828000103383600 

0.922 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.066 

1.58 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.06 

0.04 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.856 

1.58 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.03 

0.005 

0.75 

0.54 


Rohniya Maneng 

0828000103385500 

2.068 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.066 

1.57 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.12 

0.14 

0.013 

0.83 

0.59 







Non-command 

Gneisses(B.G.C) 

0.001 

1.57 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Roopji Ka Khera 

0828000103386000 

1.047 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.970 

2.50 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.10 

0.15 

0.006 

0.77 

0.56 


Rooppura 

0828000103376100 

1.315 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.315 

3.64 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.13 

0.04 

0.008 

0.73 

0.51 


Rughnath Singh Ka 

0828000103382600 

3.277 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.004 

0.63 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sabla 

0827000203328500 

11.172 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.204 

2.20 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 


Sadri 

0828000103392100 

1.811 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.055 

2.27 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.02 


Sadron Ki Kundi 

0828000103376000 

2.271 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.206 

2.53 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.14 

0.00 

0.013 

0.71 

0.50 


Sagot 

0827000203330100 

11.179 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.118 

2.58 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Sajjan Singh Ka G 

0828000103381500 

1.359 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.359 

1.78 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.00 

0.008 

0.69 

0.48 


Sakar Khaiya 

0827000203329000 

2.317 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.693 

2.32 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.002 

0.19 

0.16 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.705 

2.32 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.002 

0.20 

0.17 







Command 

Gneisses(B.G.C) 

0.058 

2.32 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.01 






Som Kamla Amba 

Command 

Phyllite & Schist 

0.032 

2.32 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Saladiya 

0828000103380800 

3.018 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

3.018 

1.36 

0.018 

0.01 

0.00 

0.00 

0.00 

0.01 

0.07 

0.09 

0.00 

0.018 

0.67 

0.51 







Command 

Gneisses(B.G.C) 

0.000 

1.36 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Salanj Jooni 

0827000203331600 

1.985 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.985 

1.91 

0.015 

0.01 

0.00 

0.00 

0.00 

0.02 

0.05 

0.07 

0.05 

0.006 

0.62 

0.48 


Samagara 

0828000203408900 

6.155 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.473 

1.37 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.003 

0.05 

0.04 







Command 

Gneisses(B.G.C) 

0.023 

1.37 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Samaliya 

0827000303337300 

4.145 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.900 

5.22 

0.015 

0.08 

0.02 

0.00 

0.00 

0.01 

0.35 

0.42 

0.29 

0.005 

0.67 

0.57 


Samaota 

0826000703219600 

3.938 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

2.447 

1.75 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.06 

0.008 

0.43 

0.32 


Sanchor 

0828000103377400 

1.201 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.145 

0.80 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.007 

0.74 

0.52 







Command 

Gneisses(B.G.C) 

0.030 

0.80 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.01 


Sarangi 

0827000203332400 

0.494 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.493 

1.57 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.06 

0.001 

0.68 

0.49 


Saroda 

0827000303336400 

6.259 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.611 

4.04 

0.015 

0.09 

0.02 

0.00 

0.00 

0.02 

0.39 

0.48 

0.37 

0.008 

0.62 

0.52 


Sati Khera (veera 

0827000203332200 

0.601 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.600 

1.66 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.002 

0.66 

0.49 







Non-command 

Gneisses(B.G.C) 

0.000 

1.66 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Satoo Ki Padar 

0828000103381000 

2.520 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.044 

1.85 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.475 

1.85 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.00 

0.015 

0.66 

0.50 


Shivrajpura 

0827000303337100 

2.280 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.249 

4.73 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.17 

0.20 

0.06 

0.003 

0.71 

0.60 


Solanj 

0827000203331500 

1.632 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.632 

1.47 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.07 

0.005 

0.63 

0.48 


Sundarpura 

0827000303337200 

1.925 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.912 

4.55 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.15 

0.01 

0.003 

0.71 

0.61 


Sundel Khera 

0827000203332100 

0.328 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.328 

1.49 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.66 

0.49 


Surpur 

0828000103377700 

1.454 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.454 

1.46 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.00 

0.009 

0.75 

0.53 


Suwawa Bargot 

0828000103384100 

0.714 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.675 

0.80 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.004 

0.75 

0.53 


Suwawa Naroo 

0828000103384000 

0.639 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.576 

0.78 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.004 

0.71 

0.50 


Takhtaji Ka Tanda 

0828000103379300 

1.867 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.867 

1.17 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.00 

0.011 

0.68 

0.51 


Talora 

0827000203326500 

6.185 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.322 

5.11 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.001 

0.03 

0.03 






Som Kamla Amba 

Command 

Phyllite & Schist 

4.857 

5.11 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.37 

0.40 

0.03 

0.014 

0.49 

0.45 


Tanda Banjara 

0828000103377600 

0.700 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.700 

1.70 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.004 

0.75 

0.53 


Tanda Sobji 

0828000103377500 

1.258 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.258 

2.27 

0.018 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.05 

0.00 

0.008 

0.75 

0.53 


Tapra Talai 

0828000103379100 

3.254 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

3.254 

1.29 

0.018 

0.01 

0.00 

0.00 

0.00 

0.04 

0.04 

0.06 

0.02 

0.020 

0.70 

0.51 


Tekla 

0827000203330000 

3.443 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.688 

2.58 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.002 

0.13 

0.11 







Command 

Gneisses(B.G.C) 

2.542 

2.58 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.05 

0.007 

0.48 

0.39 


Theekariya 

0828000203407300 

2.286 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.001 

4.15 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

0.598 

4.15 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.02 

0.004 

0.17 

0.14 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

1.687 

4.15 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.15 

0.04 

0.012 

0.49 

0.39 


Todi Simrol 

0828000103384900 

7.123 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.160 

1.12 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.01 


Torna 

0828000203408400 

4.524 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.043 

1.21 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 


Umarjhala 

0828000103375700 

5.078 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.252 

1.52 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.10 

0.01 

0.014 

0.32 

0.22 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.735 

1.52 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.12 

0.01 

0.017 

0.39 

0.27 


Valai 

0827000203329400 

3.222 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.000 

2.04 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Gneisses(B.G.C) 

3.101 

2.04 

0.011 

0.02 

0.00 

0.00 

0.00 

0.02 

0.07 

0.08 

0.06 

0.009 

0.61 

0.54 


Vamasa 

0827000303335600 

8.920 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.424 

3.64 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.001 

0.03 

0.03 







Non-command 

Gneisses(B.G.C) 

0.000 

3.64 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Som Kamla Amba 

Command 

Phyllite & Schist 

2.422 

3.64 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.17 

0.04 

0.003 

0.17 

0.15 


Vareta 

0828000103384500 

0.859 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.640 

1.11 

0.018 

0.02 

0.01 

0.00 

0.00 

0.00 

0.02 

0.03 

0.09 

0.004 

0.61 

0.43 







Non-command 

Gneisses(B.G.C) 

0.153 

1.11 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.15 

0.10 


Veripura 

0828000103383800 

1.659 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.658 

0.91 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.04 

0.010 

0.77 

0.54 

09004026 

Adi Bheet 

0828000303443800 

2.247 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.247 

1.45 

0.018 

0.03 

0.01 

0.00 

0.00 

0.00 

0.08 

0.13 

0.10 

0.012 

0.90 

0.55 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.06 

0.08 

(53.52) 

0.06 

0.03 

0.09 

0.05 

0.77 

- 

- 

0.0113 

0.0737 

0.039 

0.124 

0.124 

0.213 

0.011 

0.202 

0.030 

14.91 

Safe 

Reenchha 

0827000203330300 

0.03 

0.00 

2,833.14 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.009 

565.72 

Over Exploited 



0.02 

0.00 

10,111.86 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.03 

0.00 

1,373.16 

0.00 

0.01 

0.02 

0.01 

0.10 

- 

- 

0.0073 

0.0476 

0.017 

0.072 

0.072 

0.087 

0.004 

0.083 

0.010 

12.51 

Safe 



0.02 

0.01 

786.91 

0.02 

0.01 

0.03 

0.02 

0.25 

- 

- 

0.0182 

0.1183 

0.016 

0.153 

0.153 

0.180 

0.009 

0.171 

0.022 

13.09 

Safe 

Regniya 

0828000103376900 

0.05 

0.00 

1,322.35 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

0.0005 

0.0030 

- 

0.004 

0.004 

0.004 

0.000 

0.004 

0.000 

12.16 

Safe 

Rohaniya Kaliya 

0828000103383600 

0.06 

0.00 

980.08 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.04 

22.24 

0.05 

- 

0.05 

0.05 

0.80 

- 

0.0100 

0.0053 

0.0345 

- 

0.050 

0.050 

0.096 

0.005 

0.091 

0.034 

37.54 

Safe 

Rohniya Maneng 

0828000103385500 

0.06 

0.10 

18.01 

0.12 

0.01 

0.13 

0.06 

0.89 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.161 

0.008 

0.153 

0.157 

102.26 

Over Exploited 



0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Roopji Ka Khera 

0828000103386000 

0.06 

0.05 

121.98 

0.05 

0.01 

0.06 

0.05 

0.83 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.094 

0.005 

0.089 

0.160 

178.96 

Over Exploited 

Rooppura 

0828000103376100 

0.06 

0.06 

131.37 

0.07 

- 

0.07 

0.06 

0.79 

- 

0.0100 

0.0082 

0.0531 

- 

0.071 

0.071 

0.141 

0.007 

0.134 

0.046 

34.44 

Safe 

Rughnath Singh Ka 

0828000103382600 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0002 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sabla 

0827000203328500 

0.03 

0.00 

328,257.41 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Sadri 

0828000103392100 

0.06 

0.00 

3,647.06 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sadron Ki Kundi 

0828000103376000 

0.06 

0.09 

43.53 

0.11 

0.00 

0.12 

0.06 

0.77 

- 

- 

0.0137 

0.0890 

0.005 

0.108 

0.108 

0.224 

0.011 

0.213 

0.013 

6.32 

Safe 

Sagot 

0827000203330100 

0.02 

0.00 

23,791.20 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0009 

0.0048 

- 

0.006 

0.006 

0.006 

0.000 

0.005 

0.000 

6.30 

Safe 

Sajjan Singh Ka G 

0828000103381500 

0.06 

0.06 

7.54 

0.06 

0.00 

0.06 

0.05 

0.74 

- 

- 

0.0084 

0.0549 

0.000 

0.063 

0.063 

0.124 

0.006 

0.117 

0.008 

7.06 

Safe 

Sakar Khaiya 

0827000203329000 

0.03 

0.00 

558.80 

0.01 

- 

0.01 

0.02 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.009 

183.17 

Over Exploited 



0.03 

0.00 

528.50 

0.01 

0.00 

0.01 

0.02 

0.21 

- 

- 

0.0044 

0.0285 

0.001 

0.034 

0.034 

0.040 

0.002 

0.038 

0.009 

23.72 

Safe 



0.02 

0.00 

8,363.44 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

0.0004 

0.0024 

0.000 

0.003 

0.003 

0.003 

0.000 

0.003 

0.000 

6.09 

Safe 



0.03 

0.00 

9,763.30 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0013 

0.0015 

0.000 

0.003 

0.003 

0.003 

0.000 

0.003 

0.000 

2.74 

Safe 

Saladiya 

0828000103380800 

0.06 

0.12 

(26.19) 

0.10 

0.01 

0.11 

0.05 

0.72 

- 

- 

0.0187 

0.1218 

0.021 

0.162 

0.162 

0.273 

0.014 

0.259 

0.018 

7.09 

Safe 



0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Salanj Jooni 

0827000203331600 

0.03 

0.04 

65.36 

0.05 

0.02 

0.06 

0.05 

0.67 

- 

0.0100 

- 

- 

0.024 

0.034 

0.034 

0.098 

0.005 

0.093 

0.056 

59.85 

Safe 

Samagara 

0828000203408900 

0.06 

0.00 

800.22 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

0.0029 

0.0191 

- 

0.022 

0.022 

0.024 

0.001 

0.023 

0.013 

59.31 

Safe 



0.02 

0.00 

49,034.48 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0009 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

16.15 

Safe 

Samaliya 

0827000303337300 

0.04 

0.11 

290.24 

0.13 

0.03 

0.16 

0.05 

0.72 

- 

0.0500 

- 

- 

0.018 

0.068 

0.068 

0.229 

0.011 

0.218 

0.298 

137.11 

Over Exploited 

Samaota 

0826000703219600 

0.02 

0.02 

304.37 

0.02 

0.00 

0.03 

0.03 

0.46 

- 

0.0100 

0.0463 

0.0446 

0.001 

0.102 

0.102 

0.128 

0.006 

0.121 

0.067 

55.35 

Safe 

Sanchor 

0828000103377400 

0.06 

0.05 

(27.52) 

0.04 

- 

0.04 

0.06 

0.79 

- 

- 

0.0071 

0.0462 

- 

0.053 

0.053 

0.094 

0.005 

0.089 

0.026 

29.19 

Safe 



0.05 

0.00 

1,851.17 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0002 

0.0012 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

13.21 

Safe 

Sarangi 

0827000203332400 

0.03 

0.01 

168.02 

0.01 

0.00 

0.01 

0.06 

0.74 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.025 

0.001 

0.024 

0.059 

252.51 

Over Exploited 

Saroda 

0827000303336400 

0.04 

0.14 

232.61 

0.17 

0.04 

0.21 

0.05 

0.67 

- 

0.0700 

- 

- 

0.023 

0.093 

0.093 

0.301 

0.015 

0.286 

0.373 

130.40 

Over Exploited 

Sati Khera (veera 

0827000203332200 

0.03 

0.01 

50.90 

0.02 

0.00 

0.02 

0.06 

0.72 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.017 

0.001 

0.016 

0.016 

96.57 

Critical 



0.02 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Satoo Ki Padar 

0828000103381000 

0.06 

0.00 

5,674.58 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.10 

6.47 

0.10 

0.00 

0.11 

0.05 

0.71 

- 

- 

0.0154 

0.0999 

0.002 

0.117 

0.117 

0.222 

0.011 

0.211 

0.015 

7.15 

Safe 

Shivrajpura 

0827000303337100 

0.04 

0.07 

203.83 

0.08 

0.01 

0.09 

0.05 

0.76 

- 

0.0100 

- 

- 

0.017 

0.027 

0.027 

0.117 

0.006 

0.111 

0.061 

55.12 

Safe 

Solanj 

0827000203331500 

0.03 

0.03 

114.36 

0.04 

0.00 

0.04 

0.06 

0.69 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.054 

0.003 

0.051 

0.070 

135.56 

Over Exploited 

Sundarpura 

0827000303337200 

0.04 

0.06 

165.80 

0.07 

0.00 

0.07 

0.05 

0.76 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.077 

0.004 

0.074 

0.008 

10.35 

Safe 

Sundel Khera 

0827000203332100 

0.03 

0.01 

40.41 

0.01 

0.00 

0.01 

0.06 

0.71 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.009 

0.000 

0.008 

0.008 

95.52 

Critical 

Surpur 

0828000103377700 

0.06 

0.07 

(21.81) 

0.05 

0.00 

0.05 

0.06 

0.81 

- 

- 

0.0090 

0.0587 

0.002 

0.069 

0.069 

0.123 

0.006 

0.117 

0.009 

7.59 

Safe 

Suwawa Bargot 

0828000103384100 

0.06 

0.03 

(56.68) 

0.02 

0.00 

0.02 

0.05 

0.80 

- 

- 

0.0042 

0.0272 

0.000 

0.032 

0.032 

0.056 

0.003 

0.053 

0.004 

7.74 

Safe 

Suwawa Naroo 

0828000103384000 

0.06 

0.02 

(54.31) 

0.02 

- 

0.02 

0.05 

0.76 

- 

- 

0.0036 

0.0233 

- 

0.027 

0.027 

0.046 

0.002 

0.044 

0.004 

7.97 

Safe 

Takhtaji Ka Tanda 

0828000103379300 

0.06 

0.08 

(34.65) 

0.06 

0.00 

0.06 

0.06 

0.74 

- 

- 

0.0116 

0.0753 

0.001 

0.088 

0.088 

0.150 

0.007 

0.142 

0.011 

8.00 

Safe 

Talora 

0827000203326500 

0.03 

0.00 

7,864.71 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.03 

0.08 

427.48 

0.09 

0.01 

0.10 

0.05 

0.53 

- 

0.0100 

0.1602 

0.1543 

0.015 

0.340 

0.340 

0.442 

0.022 

0.420 

0.043 

10.20 

Safe 

Tanda Banjara 

0828000103377600 

0.06 

0.03 

(5.35) 

0.03 

- 

0.03 

0.06 

0.81 

- 

- 

0.0043 

0.0282 

- 

0.033 

0.033 

0.062 

0.003 

0.059 

0.004 

7.20 

Safe 

Tanda Sobji 

0828000103377500 

0.06 

0.06 

(18.50) 

0.05 

0.02 

0.06 

0.06 

0.81 

- 

- 

0.0078 

0.0508 

0.026 

0.085 

0.085 

0.149 

0.007 

0.141 

0.008 

5.43 

Safe 

Tapra Talai 

0828000103379100 

0.06 

0.14 

(58.24) 

0.11 

0.04 

0.15 

0.06 

0.76 

- 

- 

0.0202 

0.1313 

0.063 

0.215 

0.215 

0.366 

0.018 

0.348 

0.039 

11.16 

Safe 

Tekla 

0827000203330000 

0.03 

0.00 

1,458.43 

0.00 

- 

0.00 

0.01 

0.14 

- 

- 

0.0043 

0.0278 

- 

0.032 

0.032 

0.035 

0.002 

0.034 

0.024 

71.17 

Semi Critical 



0.02 

0.02 

297.95 

0.03 

0.00 

0.03 

0.04 

0.52 

- 

0.0100 

0.0158 

0.1026 

0.005 

0.133 

0.133 

0.165 

0.008 

0.157 

0.055 

35.17 

Safe 

Theekariya 

0828000203407300 

0.06 

0.00 

771,580.74 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.02 

0.00 

2,377.79 

0.00 

- 

0.00 

0.01 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.023 

848.54 

Over Exploited 



0.02 

0.02 

658.58 

0.02 

- 

0.02 

0.04 

0.53 

- 

0.0100 

0.0105 

0.0681 

- 

0.089 

0.089 

0.112 

0.006 

0.106 

0.048 

45.41 

Safe 

Todi Simrol 

0828000103384900 

0.05 

0.00 

2,318.88 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0010 

0.0065 

- 

0.008 

0.008 

0.008 

0.000 

0.007 

0.001 

13.39 

Safe 

Torna 

0828000203408400 

0.06 

0.00 

6,377.18 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0003 

0.0017 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.000 

15.44 

Safe 

Umarjhala 

0828000103375700 

0.06 

0.04 

134.80 

0.05 

- 

0.05 

0.03 

0.35 

- 

- 

- 

- 

- 

- 

- 

0.052 

0.003 

0.050 

0.024 

47.69 

Safe 



0.06 

0.06 

88.42 

0.08 

- 

0.08 

0.03 

0.42 

- 

- 

0.0198 

0.1104 

- 

0.130 

0.130 

0.207 

0.010 

0.197 

0.027 

13.53 

Safe 

Valai 

0827000203329400 

0.03 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.02 

0.04 

108.78 

0.05 

0.02 

0.07 

0.06 

0.66 

- 

0.0100 

0.0225 

0.1251 

0.030 

0.188 

0.188 

0.253 

0.013 

0.241 

0.071 

29.42 

Safe 

Vamasa 

0827000303335600 

0.04 

0.00 

4,989.72 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.011 

1,743.12 

Over Exploited 



0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.02 

858.99 

0.02 

- 

0.02 

0.02 

0.19 

- 

0.0100 

0.0959 

0.1154 

- 

0.221 

0.221 

0.242 

0.012 

0.230 

0.046 

20.14 

Safe 

Vareta 

0828000103384500 

0.06 

0.02 

34.43 

0.03 

0.01 

0.04 

0.04 

0.65 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.058 

0.003 

0.055 

0.090 

162.83 

Over Exploited 



0.05 

0.00 

188.32 

0.00 

- 

0.00 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.018 

1,295.66 

Over Exploited 

Veripura 

0828000103383800 

0.06 

0.08 

(32.01) 

0.06 

- 

0.06 

0.06 

0.82 

- 

0.0100 

0.0103 

0.0669 

- 

0.087 

0.087 

0.148 

0.007 

0.141 

0.048 

34.18 

Safe 

Adi Bheet 

0828000303443800 

0.05 

0.09 

36.00 

0.11 

0.01 

0.12 

0.05 

0.95 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.142 

0.007 

0.135 

0.113 

84.03 

Semi Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Ala Prithvigarh 

082800030342990C 

1.411 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.249 

2.44 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.13 

0.00 

0.007 

0.83 

0.50 







Non-command 

Deccan Traps 

0.008 

2.44 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 


Amli Khera 

082800030342750C 

4.010 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.764 

0.98 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.004 

0.16 

0.10 







Non-command 

Deccan Traps 

2.425 

0.98 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.09 

0.01 

0.013 

0.52 

0.31 


Bagra 

082800030342790C 

3.503 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.503 

0.84 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.10 

0.00 

0.019 

0.83 

0.49 


Bakhatpura 

0828000303447100 

1.944 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.049 

4.30 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.01 







Non-command 

Deccan Traps 

0.211 

4.30 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.001 

0.10 

0.06 


Bari 

0828000303437500 

4.228 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.228 

2.46 

0.018 

0.06 

0.01 

0.00 

0.00 

0.00 

0.23 

0.38 

0.21 

0.023 

0.88 

0.53 


Bari Mala 

0828000303436500 

1.281 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.281 

2.67 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.10 

0.00 

0.007 

0.89 

0.54 


Baroda 

0828000303436200 

5.826 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.472 

2.67 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.18 

0.02 

0.008 

0.24 

0.14 







Non-command 

Deccan Traps 

3.366 

2.67 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.29 

0.04 

0.019 

0.55 

0.33 



0828000303445800 

1.314 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.146 

3.11 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.10 

0.06 


Beelriya 

0828000303437100 

1.193 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.193 

2.54 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.09 

0.00 

0.007 

0.91 

0.55 


Bhatpura 

0828000303446800 

1.290 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.141 

4.66 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.001 

0.10 

0.06 


Bheemgarh 

0828000303429800 

4.482 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.220 

2.36 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.001 

0.04 

0.03 







Non-command 

Deccan Traps 

3.831 

2.36 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.28 

0.00 

0.021 

0.76 

0.46 


Bilakho 

0828000303429500 

0.946 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.946 

2.69 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.07 

0.01 

0.005 

0.86 

0.52 


Bor Khera 

0828000303427600 

2.466 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.429 

0.75 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.01 

0.008 

0.48 

0.29 


Boriya 

0828000303445900 

2.926 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.754 

2.80 

0.018 

0.03 

0.01 

0.00 

0.00 

0.00 

0.11 

0.17 

0.12 

0.010 

0.55 

0.35 


Borkhera 

0828000303444700 

1.786 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.786 

3.83 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.20 

0.00 

0.010 

0.93 

0.56 


Bortalab 

0828000303435900 

1.230 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.080 

3.00 

0.018 

0.07 

0.02 

0.00 

0.00 

0.00 

0.11 

0.18 

0.29 

0.006 

0.84 

0.51 


Chacha Kota 

0828000303429700 

6.644 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.105 

1.71 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.001 

0.01 

0.01 







Non-command 

Deccan Traps 

6.439 

1.71 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.21 

0.36 

0.02 

0.035 

0.83 

0.49 


Chanda Doongri 

0828000303455900 

0.738 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.738 

3.07 

0.018 

0.02 

0.01 

0.00 

0.00 

0.00 

0.05 

0.08 

0.09 

0.004 

0.92 

0.59 


Cheeb 

0828000303427400 

3.843 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.016 

0.93 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Deccan Traps 

0.165 

0.93 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.04 

0.02 


Chhapariya 

0828000303437300 

1.463 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.463 

2.57 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.11 

0.00 

0.008 

0.90 

0.54 


Chhoti Mala 

0828000303436400 

1.190 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.190 

2.72 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.00 

0.006 

0.90 

0.55 


Chitab 

0828000303444300 

1.642 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.531 

3.11 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.14 

0.01 

0.008 

0.86 

0.53 


Danakshari 

0828000303437600 

4.313 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.985 

2.88 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.10 

0.02 

0.005 

0.20 

0.12 


Deogarh 

0828000303447200 

1.802 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.325 

4.63 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.00 

0.002 

0.17 

0.11 


Deri 

0828000303443700 

10.098 

Fresh 

Non-command 

Non-command 

Deccan Traps 

9.836 

2.58 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.47 

0.78 

0.05 

0.054 

0.90 

0.55 


Ganaoo 

0828000303449500 

3.486 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.010 

2.52 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Himmatpuri 

0828000303455800 

3.105 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.123 

2.82 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.01 

0.006 

0.33 

0.22 


Jeewa Ka Parda 

0828000303436600 

1.055 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.055 

2.62 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.08 

0.00 

0.006 

0.88 

0.53 


Jet 

0828000303456300 

0.535 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.515 

3.82 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.07 

0.02 

0.003 

0.89 

0.57 


Kakanseja 

0828000303430000 

7.917 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.989 

1.55 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.29 

0.03 

0.022 

0.44 

0.26 







Non-command 

Deccan Traps 

2.770 

1.55 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.14 

0.02 

0.015 

0.31 

0.18 


Kalyanpura 

0828000303449700 

1.355 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.051 

3.61 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.000 

0.04 

0.02 


Katumbi 

0828000303437800 

11.287 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.684 

3.12 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.17 

0.04 

0.009 

0.14 

0.08 


Kesharpura 

0828000303445000 

3.217 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.374 

5.07 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.32 

0.08 

0.008 

0.41 

0.25 







Non-command 

Deccan Traps 

1.752 

5.07 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.29 

0.08 

0.010 

0.52 

0.32 


Khalda 

0828000303428100 

4.523 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.001 

1.71 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khandiya Deo 

0828000303445300 

1.846 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.039 

4.34 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.01 


Khanpura 

0828000303436800 

0.833 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.833 

2.70 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.07 

0.00 

0.005 

0.90 

0.54 


Khardeo 

0828000303445200 

0.629 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.495 

4.67 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.08 

0.04 

0.003 

0.74 

0.46 


Kharkhoti 

0828000103405000 

5.610 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.064 

0.93 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

0.00 

0.000 

0.01 

0.01 


Kharwali 

0828000303447500 

3.442 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.224 

3.73 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.35 

0.01 

0.012 

0.61 

0.38 







Non-command 

Deccan Traps 

0.933 

3.73 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.10 

0.01 

0.005 

0.26 

0.16 


Kherdi 

0828000303428000 

1.737 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.172 

1.25 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.00 

0.006 

0.56 

0.33 


Kheri Kachriya 

0828000303456600 

2.012 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.012 

3.09 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.20 

0.05 

0.011 

0.93 

0.58 


Khori Peepli 

0828000303447300 

1.826 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.824 

4.59 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.25 

0.04 

0.010 

0.95 

0.59 


Kikapara 

0828000303444100 

1.106 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.106 

2.40 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.08 

0.00 

0.006 

0.91 

0.56 


Kotra 

0828000303429600 

9.757 

Fresh 

Non-command 

Non-command 

Deccan Traps 

9.757 

2.34 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.42 

0.71 

0.02 

0.053 

0.85 

0.50 


Kular Kheri 

0828000303445700 

3.417 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.427 

3.27 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.24 

0.02 

0.013 

0.66 

0.41 


Kundla Kalan 

0828000303436100 

3.586 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.883 

3.93 

0.018 

0.03 

0.01 

0.00 

0.00 

0.00 

0.22 

0.36 

0.10 

0.016 

0.76 

0.46 


Kundla Khurd 

0828000303444800 

6.705 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.672 

4.63 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.14 

0.03 

0.004 

0.09 

0.06 







Non-command 

Deccan Traps 

5.833 

4.63 

0.018 

0.06 

0.01 

0.00 

0.00 

0.00 

0.52 

0.86 

0.20 

0.032 

0.82 

0.50 


Laloopara 

0828000303445500 

1.830 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.330 

3.50 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.002 

0.17 

0.10 


Lalpura 

0828000303437400 

0.877 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.877 

2.61 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.07 

0.00 

0.005 

0.89 

0.53 


Laxmangarh @ Jhari 

0828000303430100 

9.731 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.340 

1.80 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.002 

0.03 

0.02 


Lodha Jageer 

0828000303444500 

3.206 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.391 

3.76 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.17 

0.01 

0.008 

0.40 

0.25 


Mahuri Para 

0828000303436900 

0.404 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.404 

2.91 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.002 

0.91 

0.55 


Mangaliya Khora 

0828000303455600 

2.135 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.041 

3.96 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.01 


Mara 

0828000303444400 

0.614 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.614 

2.86 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.00 

0.003 

0.91 

0.56 


Mundri Para 

0828000303437000 

1.960 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.960 

2.97 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.17 

0.00 

0.011 

0.91 

0.55 


Nadiya 

0828000303456800 

17.680 

Fresh 

Non-command 

Non-command 

Deccan Traps 

16.805 

2.96 

0.018 

0.05 

0.00 

0.00 

0.00 

0.00 

0.92 

1.50 

0.08 

0.092 

0.89 

0.55 


Napla 

0828000303444000 

2.134 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.134 

2.12 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.16 

0.07 

0.012 

0.91 

0.55 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Ala Prithvigarh 

0828000303429900 

0.04 

0.04 

205.43 

0.05 

- 

0.05 

0.05 

0.88 

- 

- 

- 

- 

- 

- 

- 

0.050 

0.002 

0.047 

0.007 

14.58 

Safe 



0.09 

0.00 

16,971.04 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Amli Khera 

0828000303427500 

0.04 

0.00 

532.56 

0.01 

- 

0.01 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.004 

74.22 

Semi Critical 



0.09 

0.11 

(23.33) 

0.09 

- 

0.09 

0.03 

0.55 

- 

- 

- 

- 

- 

- 

- 

0.090 

0.005 

0.086 

0.020 

23.66 

Safe 

Bagra 

0828000303427900 

0.05 

0.13 

(22.60) 

0.11 

- 

0.11 

0.05 

0.89 

- 

- 

- 

- 

- 

- 

- 

0.108 

0.005 

0.102 

0.019 

18.69 

Safe 

Bakhatpura 

0828000303447100 

0.04 

0.00 

17,828.55 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.09 

0.00 

1,195.34 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.008 

369.41 

Over Exploited 

Bari 

0828000303437500 

0.05 

0.17 

123.14 

0.21 

0.01 

0.22 

0.05 

0.94 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.256 

0.013 

0.244 

0.233 

95.70 

Critical 

Bari Mala 

0828000303436500 

0.05 

0.05 

88.88 

0.06 

- 

0.06 

0.05 

0.95 

- 

- 

- 

- 

- 

- 

- 

0.063 

0.003 

0.060 

0.007 

11.65 

Safe 

Baroda 

0828000303436200 

0.04 

0.01 

1,172.24 

0.02 

- 

0.02 

0.01 

0.25 

- 

- 

- 

- 

- 

- 

- 

0.017 

0.001 

0.016 

0.025 

156.13 

Over Exploited 



0.09 

0.17 

76.43 

0.20 

- 

0.20 

0.03 

0.58 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.210 

0.010 

0.199 

0.055 

27.35 

Safe 


0828000303445800 

0.09 

0.00 

827.79 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.008 

507.89 

Over Exploited 

Beelriya 

0828000303437100 

0.05 

0.05 

74.53 

0.06 

- 

0.06 

0.05 

0.96 

- 

- 

- 

- 

- 

- 

- 

0.060 

0.003 

0.057 

0.007 

11.44 

Safe 

Bhatpura 

0828000303446800 

0.09 

0.00 

1,308.85 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

0.001 

52.13 

Safe 

Bheemgarh 

0828000303429800 

0.04 

0.00 

5,553.18 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

276.62 

Over Exploited 



0.09 

0.25 

5,656.57 

0.28 

- 

0.28 

0.05 

0.81 

- 

- 

- 

- 

- 

- 

- 

0.275 

0.014 

0.262 

0.021 

8.06 

Safe 

Bilakho 

0828000303429500 

0.05 

0.04 

97.53 

0.05 

- 

0.05 

0.05 

0.92 

- 

- 

- 

- 

- 

- 

- 

0.045 

0.002 

0.043 

0.013 

30.73 

Safe 

Bor Khera 

0828000303427600 

0.09 

0.06 

(22.38) 

0.05 

- 

0.05 

0.03 

0.51 

- 

- 

- 

- 

- 

- 

- 

0.050 

0.002 

0.047 

0.022 

46.13 

Safe 

Boriya 

0828000303445900 

0.09 

0.09 

90.51 

0.11 

0.01 

0.12 

0.03 

0.59 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.135 

0.007 

0.129 

0.132 

102.41 

Over Exploited 

Borkhera 

0828000303444700 

0.09 

0.15 

31.44 

0.18 

- 

0.18 

0.06 

0.98 

- 

- 

- 

- 

- 

- 

- 

0.180 

0.009 

0.171 

0.010 

5.75 

Safe 

Bortalab 

0828000303435900 

0.09 

0.08 

116.00 

0.10 

0.02 

0.12 

0.05 

0.89 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.168 

0.008 

0.160 

0.292 

182.74 

Over Exploited 

Chacha Kota 

0828000303429700 

0.04 

0.00 

13,410.57 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.09 

0.48 

(25.89) 

0.38 

- 

0.38 

0.05 

0.88 

- 

- 

- 

- 

- 

- 

- 

0.385 

0.019 

0.366 

0.057 

15.70 

Safe 

Chanda Doongri 

0828000303455900 

0.09 

0.06 

26.22 

0.07 

0.01 

0.08 

0.05 

0.98 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.104 

0.005 

0.099 

0.090 

91.19 

Critical 

Cheeb 

0828000303427400 

0.04 

0.00 

30,871.37 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.09 

0.00 

723.93 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.008 

1,269.72 

Over Exploited 

Chhapariya 

0828000303437300 

0.05 

0.06 

80.06 

0.07 

- 

0.07 

0.05 

0.95 

- 

- 

- 

- 

- 

- 

- 

0.072 

0.004 

0.069 

0.008 

11.61 

Safe 

Chhoti Mala 

0828000303436400 

0.05 

0.05 

89.88 

0.06 

- 

0.06 

0.05 

0.96 

- 

- 

- 

- 

- 

- 

- 

0.059 

0.003 

0.056 

0.006 

11.49 

Safe 

Chitab 

0828000303444300 

0.05 

0.06 

124.02 

0.07 

- 

0.07 

0.05 

0.91 

- 

- 

- 

- 

- 

- 

- 

0.072 

0.004 

0.069 

0.016 

23.78 

Safe 

Danakshari 

0828000303437600 

0.05 

0.01 

1,003.50 

0.01 

- 

0.01 

0.01 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.010 

0.022 

218.10 

Over Exploited 

Deogarh 

0828000303447200 

0.09 

0.00 

743.16 

0.01 

- 

0.01 

0.01 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.002 

31.51 

Safe 

Deri 

0828000303443700 

0.05 

0.41 

90.61 

0.49 

- 

0.49 

0.05 

0.95 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.499 

0.025 

0.474 

0.104 

21.86 

Safe 

Ganaoo 

0828000303449500 

0.04 

0.00 

85,595.12 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Himmatpuri 

0828000303455800 

0.09 

0.03 

153.36 

0.04 

- 

0.04 

0.02 

0.35 

- 

- 

- 

- 

- 

- 

- 

0.041 

0.002 

0.039 

0.013 

34.17 

Safe 

Jeewa Ka Parda 

0828000303436600 

0.05 

0.04 

88.34 

0.05 

- 

0.05 

0.05 

0.93 

- 

- 

- 

- 

- 

- 

- 

0.051 

0.003 

0.049 

0.006 

11.81 

Safe 

Jet 

0828000303456300 

0.09 

0.04 

66.52 

0.05 

- 

0.05 

0.05 

0.95 

- 

- 

- 

- 

- 

- 

- 

0.050 

0.003 

0.048 

0.025 

52.27 

Safe 

Kakanseja 

0828000303430000 

0.04 

0.07 

314.33 

0.08 

- 

0.08 

0.03 

0.47 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.095 

0.005 

0.090 

0.056 

62.23 

Safe 



0.09 

0.08 

85.54 

0.09 

- 

0.09 

0.02 

0.33 

- 

- 

- 

- 

- 

- 

- 

0.092 

0.005 

0.088 

0.037 

42.53 

Safe 

Kalyanpura 

0828000303449700 

0.04 

0.00 

9,889.74 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Katumbi 

0828000303437800 

0.05 

0.01 

1,503.56 

0.01 

- 

0.01 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.021 

0.051 

238.38 

Over Exploited 

Kesharpura 

0828000303445000 

0.04 

0.02 

1,313.41 

0.03 

- 

0.03 

0.02 

0.43 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.037 

0.002 

0.035 

0.084 

238.01 

Over Exploited 



0.09 

0.08 

247.91 

0.10 

- 

0.10 

0.03 

0.55 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.109 

0.005 

0.103 

0.089 

85.66 

Semi Critical 

Khalda 

0828000303428100 

0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khandiya Deo 

0828000303445300 

0.09 

0.00 

6,792.94 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khanpura 

0828000303436800 

0.05 

0.03 

89.67 

0.04 

- 

0.04 

0.05 

0.95 

- 

- 

- 

- 

- 

- 

- 

0.041 

0.002 

0.039 

0.005 

11.61 

Safe 

Khardeo 

0828000303445200 

0.09 

0.03 

146.21 

0.04 

- 

0.04 

0.05 

0.79 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.050 

0.002 

0.047 

0.039 

81.74 

Semi Critical 

Kharkhoti 

0828000103405000 

0.03 

0.00 

(41,360.36) 

0.00 

0.01 

0.01 

0.00 

0.01 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.013 

0.001 

0.013 

0.000 

2.44 

Safe 

Kharwali 

0828000303447500 

0.04 

0.05 

538.28 

0.07 

- 

0.07 

0.04 

0.65 

- 

- 

- 

- 

- 

- 

- 

0.066 

0.003 

0.062 

0.020 

32.51 

Safe 



0.09 

0.02 

349.96 

0.03 

- 

0.03 

0.02 

0.27 

- 

- 

- 

- 

- 

- 

- 

0.026 

0.001 

0.025 

0.012 

49.06 

Safe 

Kherdi 

0828000303428000 

0.05 

0.03 

42.35 

0.04 

- 

0.04 

0.03 

0.60 

- 

- 

- 

- 

- 

- 

- 

0.037 

0.002 

0.035 

0.006 

18.44 

Safe 

Kheri Kachriya 

0828000303456600 

0.09 

0.17 

21.70 

0.20 

- 

0.20 

0.05 

0.98 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.212 

0.011 

0.201 

0.061 

30.33 

Safe 

Khori Peepli 

0828000303447300 

0.09 

0.16 

62.14 

0.19 

- 

0.19 

0.06 

1.00 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.197 

0.010 

0.187 

0.046 

24.58 

Safe 

Kikapara 

0828000303444100 

0.05 

0.05 

63.13 

0.06 

- 

0.06 

0.05 

0.97 

- 

- 

- 

- 

- 

- 

- 

0.056 

0.003 

0.053 

0.006 

11.39 

Safe 

Kotra 

0828000303429600 

0.05 

0.38 

85.54 

0.46 

- 

0.46 

0.05 

0.90 

- 

- 

- 

- 

- 

- 

- 

0.456 

0.023 

0.433 

0.070 

16.20 

Safe 

Kular Kheri 

0828000303445700 

0.09 

0.14 

65.93 

0.17 

- 

0.17 

0.04 

0.69 

- 

- 

- 

- 

- 

- 

- 

0.173 

0.009 

0.164 

0.035 

21.56 

Safe 

Kundla Kalan 

0828000303436100 

0.09 

0.20 

81.77 

0.24 

0.01 

0.25 

0.05 

0.81 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.268 

0.013 

0.255 

0.114 

44.68 

Safe 

Kundla Khurd 

0828000303444800 

0.04 

0.00 

5,556.22 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.029 

988.15 

Over Exploited 



0.09 

0.43 

98.01 

0.52 

0.01 

0.53 

0.05 

0.87 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.570 

0.028 

0.541 

0.231 

42.70 

Safe 

Laloopara 

0828000303445500 

0.09 

0.00 

558.70 

0.01 

- 

0.01 

0.01 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.009 

155.79 

Over Exploited 

Lalpura 

0828000303437400 

0.05 

0.04 

85.58 

0.04 

- 

0.04 

0.05 

0.94 

- 

- 

- 

- 

- 

- 

- 

0.043 

0.002 

0.041 

0.005 

11.74 

Safe 

Laxmangarh @ Jhari 

0828000303430100 

0.04 

0.00 

5,518.72 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.010 

1,915.26 

Over Exploited 

Lodha Jageer 

0828000303444500 

0.09 

0.05 

227.52 

0.06 

- 

0.06 

0.02 

0.43 

- 

- 

- 

- 

- 

- 

- 

0.060 

0.003 

0.057 

0.022 

37.70 

Safe 

Mahuri Para 

0828000303436900 

0.05 

0.02 

101.07 

0.02 

- 

0.02 

0.06 

0.96 

- 

- 

- 

- 

- 

- 

- 

0.020 

0.001 

0.019 

0.002 

11.44 

Safe 

Mangaliya Khora 

0828000303455600 

0.09 

0.00 

6,461.64 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mara 

0828000303444400 

0.05 

0.03 

94.49 

0.03 

- 

0.03 

0.05 

0.97 

- 

- 

- 

- 

- 

- 

- 

0.031 

0.002 

0.029 

0.003 

11.37 

Safe 

Mundri Para 

0828000303437000 

0.05 

0.08 

103.97 

0.10 

- 

0.10 

0.06 

0.97 

- 

- 

- 

- 

- 

- 

- 

0.099 

0.005 

0.094 

0.011 

11.40 

Safe 

Nadiya 

0828000303456800 

0.05 

0.69 

117.16 

0.83 

- 

0.83 

0.05 

0.94 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.837 

0.042 

0.795 

0.168 

21.08 

Safe 

Napla 

0828000303444000 

0.05 

0.09 

82.02 

0.11 

- 

0.11 

0.05 

0.96 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.117 

0.006 

0.111 

0.079 

70.71 

Semi Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Nathpura Kalan 

0828000303456500 

4.043 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.043 

3.33 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.26 

0.41 

0.04 

0.022 

0.93 

0.58 


Nathpura Khurd 

0828000303447400 

1.877 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.845 

4.22 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.14 

0.01 

0.005 

0.43 

0.27 







Non-command 

Deccan Traps 

0.934 

4.22 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.11 

0.01 

0.005 

0.47 

0.29 


Nawa Tapra Deva 

0828000303456200 

0.846 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.808 

3.85 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.08 

0.00 

0.004 

0.88 

0.57 


Pachor 

0828000303456700 

0.636 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.636 

3.08 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.09 

0.07 

0.003 

0.92 

0.58 


Pada 

0828000303427800 

1.630 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.338 

0.88 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.17 

0.10 


Padla 

0828000303444900 

4.225 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.787 

5.04 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.39 

0.02 

0.010 

0.40 

0.25 







Non-command 

Deccan Traps 

1.648 

5.04 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.26 

0.01 

0.009 

0.37 

0.23 


Pagari 

0828000303446700 

0.752 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.004 

4.59 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Palaswani 

0828000303456400 

2.643 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.527 

3.72 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.27 

0.02 

0.014 

0.89 

0.57 


Panchalwasa 

0828000303436300 

2.606 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.606 

3.09 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.23 

0.00 

0.014 

0.92 

0.56 


Patinagra 

0828000303429400 

2.137 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.264 

2.81 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.12 

0.04 

0.007 

0.50 

0.30 


Phephar 

0828000303443500 

13.791 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.685 

2.41 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.20 

0.03 

0.015 

0.19 

0.11 


Ramgarh 

0828000303427700 

3.980 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.618 

0.79 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.00 

0.014 

0.55 

0.32 


Rel 

0828000303443900 

1.075 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.075 

1.91 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.08 

0.006 

0.90 

0.55 


Sajwaniya 

0828000303437200 

2.934 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.934 

2.35 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.23 

0.06 

0.016 

0.90 

0.55 


Samapara 

0828000303445100 

1.398 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.818 

4.86 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.18 

0.02 

0.005 

0.56 

0.34 







Non-command 

Deccan Traps 

0.409 

4.86 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.06 

0.01 

0.002 

0.28 

0.17 


Sarwan 

0828000303443600 

11.350 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.084 

4.93 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.19 

0.06 

0.006 

0.09 

0.05 


Seengpura 

0828000303447600 

12.223 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.102 

3.81 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.21 

0.07 

0.006 

0.09 

0.05 


Semla Khora 

0828000303456100 

0.890 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.642 

3.57 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.08 

0.04 

0.004 

0.67 

0.43 


Semla Para 

0828000303456000 

1.302 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.302 

2.92 

0.018 

0.02 

0.01 

0.00 

0.00 

0.00 

0.08 

0.12 

0.09 

0.007 

0.92 

0.59 


Semliya 

0828000303444600 

3.910 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.910 

3.24 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.38 

0.02 

0.022 

0.92 

0.56 


Siyari 

0828000303428200 

3.017 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.468 

2.32 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.10 

0.00 

0.008 

0.41 

0.24 


Surjipara 

0828000303449600 

0.934 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.025 

3.54 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.02 


Talab 

0828000303444200 

1.861 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.861 

2.68 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.17 

0.05 

0.010 

0.92 

0.56 


Tamtiya 

0828000103404600 

2.966 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.048 

0.90 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Wank 

0828000303436700 

1.598 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.598 

2.64 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.12 

0.01 

0.009 

0.87 

0.53 

09004027 

Abapura 

0828000303446200 

0.391 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.391 

3.41 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.07 

0.08 

0.002 

0.93 

0.59 


Amarpura 

0828000303446400 

0.751 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.751 

4.10 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.10 

0.02 

0.004 

0.93 

0.58 


Anandpura 

0828000303455300 

1.704 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.674 

3.73 

0.018 

0.04 

0.00 

0.00 

0.00 

0.00 

0.15 

0.22 

0.13 

0.009 

0.90 

0.62 


Badleeya Khurd 

0828000303446100 

0.966 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.966 

3.65 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.11 

0.04 

0.005 

0.93 

0.59 


Badrel Jageer 

0828000303449900 

2.823 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.024 

4.03 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Deccan Traps 

2.122 

4.03 

0.018 

0.06 

0.01 

0.00 

0.00 

0.00 

0.20 

0.31 

0.21 

0.012 

0.70 

0.45 


Badrel Khurd 

0828000303447000 

0.723 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.723 

4.76 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.11 

0.04 

0.004 

0.93 

0.59 


Bageri Charpota 

0828000303453500 

2.465 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.465 

4.53 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.25 

0.04 

0.014 

0.89 

0.73 


Bageri Hareg 

0828000303453800 

1.289 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.274 

3.16 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.00 

0.007 

0.88 

0.69 


Bageri Maida 

0828000303454000 

1.013 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.013 

3.65 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.00 

0.006 

0.89 

0.71 


Bakhatpura 

0828000303447100 

1.944 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.001 

4.30 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Deccan Traps 

1.184 

4.30 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.16 

0.02 

0.007 

0.57 

0.36 


Bala Chuna 

0828000503509400 

4.269 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.566 

2.67 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.00 

0.009 

0.34 

0.32 


Barla Ki Rel 

0828000503509000 

4.145 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.441 

5.21 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.32 

0.35 

0.00 

0.020 

0.76 

0.71 


Barlipara 

0828000303452600 

0.285 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.285 

2.90 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.04 

0.002 

0.87 

0.72 


Barlipara Manji 

0828000303454500 

6.514 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.514 

4.54 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.54 

0.72 

0.03 

0.036 

0.90 

0.68 


Baroda 

0828000303445800 

1.314 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.168 

3.11 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.12 

0.05 

0.006 

0.82 

0.52 


Barwara Bherooji 

0828000303453600 

2.480 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.443 

3.46 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.20 

0.01 

0.013 

0.87 

0.70 


Barwara Machhar 

0828000303453300 

1.759 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.759 

4.11 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.17 

0.05 

0.010 

0.89 

0.75 


Barwara Rajeeya 

0828000303453200 

2.506 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.506 

3.67 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.21 

0.04 

0.014 

0.88 

0.72 


Bharatliya 

0828000303453900 

2.617 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.583 

2.97 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.18 

0.00 

0.014 

0.88 

0.67 


Bhatpura 

0828000303446800 

1.290 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.148 

4.66 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.17 

0.01 

0.006 

0.83 

0.52 


Bhawanpura 

0828000303451800 

0.798 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.798 

3.00 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.00 

0.004 

0.86 

0.72 


Bheleeya Talab 

0828000303453400 

2.718 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.276 

4.41 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.21 

0.02 

0.013 

0.75 

0.65 


Bhojiya Kalan 

0828000303449200 

5.225 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.007 

3.44 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.10 

0.03 

0.006 

0.18 

0.12 


Bhojiya Khurd 

0828000303450300 

0.865 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.704 

3.57 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.08 

0.03 

0.004 

0.75 

0.49 


Bhoot Para 

0828000303451600 

4.051 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.929 

3.52 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.26 

0.33 

0.04 

0.022 

0.84 

0.67 


Bijalpur 

0828000503509200 

2.724 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.720 

3.92 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.21 

0.02 

0.016 

0.92 

0.87 


Bijori Kalan 

0828000503519500 

3.475 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.171 

4.09 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.05 

0.04 


Bor Khabar 

0828000303451500 

5.750 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.623 

3.58 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.37 

0.48 

0.03 

0.031 

0.86 

0.67 


Boriya 

0828000303445900 

2.926 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.172 

2.80 

0.018 

0.02 

0.01 

0.00 

0.00 

0.00 

0.07 

0.11 

0.09 

0.006 

0.37 

0.23 


Chapariya 

0828000303455000 

5.127 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.125 

4.70 

0.018 

0.05 

0.01 

0.00 

0.00 

0.00 

0.46 

0.65 

0.14 

0.028 

0.91 

0.65 


Chhani Mahuri 

0828000303452100 

0.654 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.032 

3.02 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.04 

0.04 


Chhappar 

0828000303451900 

1.096 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.648 

3.24 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.01 

0.004 

0.51 

0.42 


Chitab 

0828000303444300 

1.642 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.111 

3.11 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.06 

0.04 


Dabri Kamal 

0828000303452900 

3.011 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.691 

3.34 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.18 

0.00 

0.015 

0.79 

0.67 


Deogarh 

0828000303447200 

1.802 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.242 

4.63 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.18 

0.01 

0.007 

0.65 

0.41 


Deoka 

0828000303454200 

2.657 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.657 

5.02 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.29 

0.02 

0.015 

0.90 

0.76 


Detkiya Bara 

0828000303452800 

1.243 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.934 

3.02 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.04 

0.005 

0.66 

0.57 


Detkiya Chhota 

0828000303453000 

0.327 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.327 

2.95 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.002 

0.88 

0.73 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Nathpura Kalan 

0828000303456500 

0.09 

0.34 

19.73 

0.41 

- 

0.41 

0.05 

0.99 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.418 

0.021 

0.397 

0.058 

14.67 

Safe 

Nathpura Khurd 

0828000303447400 

0.04 

0.01 

894.28 

0.02 

- 

0.02 

0.03 

0.46 

- 

- 

- 

- 

- 

- 

- 

0.017 

0.001 

0.017 

0.013 

76.41 

Semi Critical 



0.09 

0.04 

178.92 

0.05 

- 

0.05 

0.03 

0.50 

- 

- 

- 

- 

- 

- 

- 

0.048 

0.002 

0.046 

0.012 

26.59 

Safe 

Nawa Tapra Deva 

0828000303456200 

0.09 

0.06 

30.66 

0.08 

- 

0.08 

0.05 

0.94 

- 

- 

- 

- 

- 

- 

- 

0.077 

0.004 

0.074 

0.004 

6.04 

Safe 

Pachor 

0828000303456700 

0.09 

0.05 

63.27 

0.06 

- 

0.06 

0.05 

0.98 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.074 

0.004 

0.070 

0.068 

97.81 

Critical 

Pada 

0828000303427800 

0.05 

0.00 

227.17 

0.00 

- 

0.00 

0.01 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.002 

60.14 

Safe 

Padla 

0828000303444900 

0.04 

0.03 

1,234.69 

0.03 

- 

0.03 

0.02 

0.43 

- 

- 

- 

- 

- 

- 

- 

0.035 

0.002 

0.033 

0.027 

81.38 

Semi Critical 



0.09 

0.06 

358.97 

0.07 

- 

0.07 

0.02 

0.40 

- 

- 

- 

- 

- 

- 

- 

0.067 

0.003 

0.063 

0.023 

36.41 

Safe 

Pagari 

0828000303446700 

0.09 

0.00 

34,318.20 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Palaswani 

0828000303456400 

0.09 

0.20 

34.93 

0.24 

- 

0.24 

0.05 

0.94 

- 

- 

- 

- 

- 

- 

- 

0.244 

0.012 

0.232 

0.036 

15.50 

Safe 

Panchalwasa 

0828000303436300 

0.05 

0.11 

111.62 

0.13 

- 

0.13 

0.06 

0.97 

- 

- 

- 

- 

- 

- 

- 

0.132 

0.007 

0.126 

0.014 

11.32 

Safe 

Patinagra 

0828000303429400 

0.05 

0.03 

314.15 

0.04 

- 

0.04 

0.03 

0.53 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.045 

0.002 

0.043 

0.049 

114.29 

Over Exploited 

Phephar 

0828000303443500 

0.05 

0.02 

779.66 

0.03 

- 

0.03 

0.01 

0.20 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.038 

0.002 

0.036 

0.049 

135.56 

Over Exploited 

Ramgarh 

0828000303427700 

0.05 

0.07 

(7.45) 

0.06 

- 

0.06 

0.03 

0.58 

- 

- 

- 

- 

- 

- 

- 

0.061 

0.003 

0.058 

0.014 

24.60 

Safe 

Rel 

0828000303443900 

0.05 

0.04 

106.00 

0.05 

- 

0.05 

0.05 

0.96 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.064 

0.003 

0.060 

0.082 

135.51 

Over Exploited 

Sajwaniya 

0828000303437200 

0.05 

0.12 

91.41 

0.15 

- 

0.15 

0.05 

0.95 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.155 

0.008 

0.148 

0.075 

50.79 

Safe 

Samapara 

0828000303445100 

0.04 

0.02 

871.79 

0.02 

- 

0.02 

0.03 

0.59 

- 

- 

- 

- 

- 

- 

- 

0.022 

0.001 

0.021 

0.022 

102.74 

Over Exploited 



0.09 

0.01 

445.85 

0.01 

- 

0.01 

0.02 

0.30 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.012 

0.009 

78.13 

Semi Critical 

Sarwan 

0828000303443600 

0.05 

0.00 

4,044.58 

0.01 

- 

0.01 

0.00 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.015 

0.065 

442.79 

Over Exploited 

Seengpura 

0828000303447600 

0.04 

0.00 

5,223.64 

0.00 

- 

0.00 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.014 

0.073 

525.75 

Over Exploited 

Semla Khora 

0828000303456100 

0.09 

0.04 

100.19 

0.05 

- 

0.05 

0.04 

0.71 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.056 

0.003 

0.054 

0.047 

86.85 

Semi Critical 

Semla Para 

0828000303456000 

0.09 

0.11 

10.81 

0.12 

0.01 

0.13 

0.05 

0.98 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.151 

0.008 

0.143 

0.093 

65.16 

Safe 

Semliya 

0828000303444600 

0.09 

0.32 

17.01 

0.38 

- 

0.38 

0.06 

0.97 

- 

- 

- 

- 

- 

- 

- 

0.380 

0.019 

0.361 

0.044 

12.07 

Safe 

Siyari 

0828000303428200 

0.05 

0.03 

265.58 

0.03 

- 

0.03 

0.03 

0.43 

- 

- 

- 

- 

- 

- 

- 

0.033 

0.002 

0.031 

0.008 

25.51 

Safe 

Surjipara 

0828000303449600 

0.04 

0.00 

14,089.53 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Talab 

0828000303444200 

0.05 

0.08 

122.31 

0.09 

- 

0.09 

0.05 

0.97 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.104 

0.005 

0.099 

0.063 

63.80 

Safe 

Tamtiya 

0828000103404600 

0.03 

0.00 

946.79 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.001 

0.000 

16.06 

Safe 

Wank 

0828000303436700 

0.05 

0.06 

91.12 

0.08 

- 

0.08 

0.05 

0.93 

- 

- 

- 

- 

- 

- 

- 

0.077 

0.004 

0.073 

0.017 

22.80 

Safe 

Abapura 

0828000303446200 

0.09 

0.03 

108.41 

0.04 

- 

0.04 

0.06 

0.98 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.049 

0.002 

0.047 

0.079 

169.30 

Over Exploited 

Amarpura 

0828000303446400 

0.09 

0.06 

61.35 

0.08 

- 

0.08 

0.06 

0.98 

- 

- 

- 

- 

- 

- 

- 

0.076 

0.004 

0.072 

0.026 

36.41 

Safe 

Anandpura 

0828000303455300 

0.09 

0.14 

60.00 

0.16 

- 

0.16 

0.06 

0.95 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.183 

0.009 

0.174 

0.141 

81.37 

Semi Critical 

Badleeya Khurd 

0828000303446100 

0.09 

0.08 

38.38 

0.10 

- 

0.10 

0.06 

0.98 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.107 

0.005 

0.102 

0.041 

40.67 

Safe 

Badrel Jageer 

0828000303449900 

0.04 

0.00 

49,355.99 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.09 

0.13 

130.97 

0.16 

0.01 

0.17 

0.04 

0.74 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.211 

0.011 

0.201 

0.221 

110.03 

Over Exploited 

Badrel Khurd 

0828000303447000 

0.09 

0.06 

82.14 

0.07 

- 

0.07 

0.06 

0.99 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.083 

0.004 

0.079 

0.047 

59.58 

Safe 

Bageri Charpota 

0828000303453500 

0.09 

0.20 

25.58 

0.24 

- 

0.24 

0.06 

0.95 

- 

- 

- 

- 

- 

- 

- 

0.238 

0.012 

0.226 

0.050 

21.94 

Safe 

Bageri Hareg 

0828000303453800 

0.09 

0.10 

(11.73) 

0.09 

- 

0.09 

0.06 

0.94 

- 

- 

- 

- 

- 

- 

- 

0.089 

0.004 

0.085 

0.007 

8.26 

Safe 

Bageri Maida 

0828000303454000 

0.09 

0.08 

0.03 

0.08 

- 

0.08 

0.06 

0.95 

- 

- 

- 

- 

- 

- 

- 

0.082 

0.004 

0.078 

0.006 

7.18 

Safe 

Bakhatpura 

0828000303447100 

0.04 

0.00 

935,345.26 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.09 

0.06 

155.90 

0.07 

- 

0.07 

0.04 

0.61 

- 

- 

- 

- 

- 

- 

- 

0.073 

0.004 

0.070 

0.029 

40.95 

Safe 

Bala Chuna 

0828000503509400 

0.03 

0.02 

330.12 

0.02 

- 

0.02 

0.02 

0.36 

- 

- 

- 

- 

- 

- 

- 

0.021 

0.001 

0.020 

0.009 

44.69 

Safe 

Barla Ki Rel 

0828000503509000 

0.03 

0.09 

297.11 

0.10 

- 

0.10 

0.05 

0.80 

- 

- 

- 

- 

- 

- 

- 

0.105 

0.005 

0.099 

0.020 

20.01 

Safe 

Barlipara 

0828000303452600 

0.09 

0.02 

32.20 

0.03 

- 

0.03 

0.06 

0.93 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.037 

0.002 

0.035 

0.045 

127.55 

Over Exploited 

Barlipara Manji 

0828000303454500 

0.09 

0.53 

35.28 

0.64 

- 

0.64 

0.06 

0.96 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.649 

0.032 

0.616 

0.065 

10.52 

Safe 

Baroda 

0828000303445800 

0.09 

0.09 

34.71 

0.10 

- 

0.10 

0.05 

0.87 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.114 

0.006 

0.108 

0.056 

52.04 

Safe 

Barwara Bherooji 

0828000303453600 

0.09 

0.19 

2.80 

0.20 

- 

0.20 

0.06 

0.93 

- 

- 

- 

- 

- 

- 

- 

0.198 

0.010 

0.188 

0.027 

14.59 

Safe 

Barwara Machhar 

0828000303453300 

0.09 

0.14 

22.71 

0.17 

- 

0.17 

0.06 

0.94 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.179 

0.009 

0.170 

0.060 

35.10 

Safe 

Barwara Rajeeya 

0828000303453200 

0.09 

0.20 

4.21 

0.21 

- 

0.21 

0.06 

0.94 

- 

- 

- 

- 

- 

- 

- 

0.208 

0.010 

0.198 

0.050 

25.16 

Safe 

Bharatliya 

0828000303453900 

0.09 

0.21 

(14.11) 

0.18 

- 

0.18 

0.06 

0.94 

- 

- 

- 

- 

- 

- 

- 

0.177 

0.009 

0.169 

0.014 

8.43 

Safe 

Bhatpura 

0828000303446800 

0.09 

0.09 

91.94 

0.10 

- 

0.10 

0.05 

0.88 

- 

- 

- 

- 

- 

- 

- 

0.104 

0.005 

0.099 

0.020 

20.60 

Safe 

Bhawanpura 

0828000303451800 

0.09 

0.06 

(18.89) 

0.05 

- 

0.05 

0.06 

0.92 

- 

- 

- 

- 

- 

- 

- 

0.050 

0.003 

0.048 

0.004 

9.18 

Safe 

Bheleeya Talab 

0828000303453400 

0.09 

0.15 

39.29 

0.18 

- 

0.18 

0.05 

0.79 

- 

- 

- 

- 

- 

- 

- 

0.184 

0.009 

0.175 

0.035 

19.75 

Safe 

Bhojiya Kalan 

0828000303449200 

0.09 

0.02 

548.88 

0.02 

- 

0.02 

0.01 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.019 

0.001 

0.018 

0.032 

172.29 

Over Exploited 

Bhojiya Khurd 

0828000303450300 

0.09 

0.05 

72.65 

0.06 

- 

0.06 

0.05 

0.80 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.068 

0.003 

0.064 

0.033 

51.23 

Safe 

Bhoot Para 

0828000303451600 

0.09 

0.30 

10.47 

0.33 

- 

0.33 

0.06 

0.90 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.341 

0.017 

0.324 

0.058 

17.81 

Safe 

Bijalpur 

0828000503509200 

0.03 

0.08 

147.31 

0.10 

- 

0.10 

0.06 

0.98 

- 

- 

- 

- 

- 

- 

- 

0.101 

0.005 

0.096 

0.033 

34.26 

Safe 

Bijori Kalan 

0828000503519500 

0.03 

0.00 

4,873.02 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Bor Khabar 

0828000303451500 

0.09 

0.44 

9.92 

0.48 

- 

0.48 

0.06 

0.92 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.489 

0.024 

0.465 

0.060 

12.90 

Safe 

Boriya 

0828000303445900 

0.09 

0.04 

171.75 

0.05 

0.01 

0.06 

0.02 

0.39 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.077 

0.004 

0.073 

0.092 

126.40 

Over Exploited 

Chapariya 

0828000303455000 

0.09 

0.42 

54.62 

0.51 

0.01 

0.52 

0.06 

0.97 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.546 

0.027 

0.519 

0.172 

33.20 

Safe 

Chhani Mahuri 

0828000303452100 

0.09 

0.00 

1,517.40 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chhappar 

0828000303451900 

0.09 

0.03 

51.27 

0.04 

- 

0.04 

0.04 

0.54 

- 

- 

- 

- 

- 

- 

- 

0.036 

0.002 

0.034 

0.011 

31.22 

Safe 

Chitab 

0828000303444300 

0.05 

0.00 

2,965.41 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Dabri Kamal 

0828000303452900 

0.09 

0.19 

(3.95) 

0.18 

- 

0.18 

0.05 

0.84 

- 

- 

- 

- 

- 

- 

- 

0.184 

0.009 

0.175 

0.015 

8.46 

Safe 

Deogarh 

0828000303447200 

0.09 

0.07 

142.86 

0.09 

- 

0.09 

0.04 

0.69 

- 

- 

- 

- 

- 

- 

- 

0.087 

0.004 

0.083 

0.021 

25.15 

Safe 

Deoka 

0828000303454200 

0.09 

0.22 

32.67 

0.26 

- 

0.26 

0.06 

0.96 

- 

- 

- 

- 

- 

- 

- 

0.259 

0.013 

0.246 

0.037 

14.88 

Safe 

Detkiya Bara 

0828000303452800 

0.09 

0.06 

22.86 

0.07 

- 

0.07 

0.04 

0.70 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.077 

0.004 

0.073 

0.048 

65.97 

Safe 

Detkiya Chhota 

0828000303453000 

0.09 

0.03 

25.74 

0.03 

- 

0.03 

0.06 

0.93 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.041 

0.002 

0.039 

0.031 

79.04 

Semi Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Dhawara Dara 

0828000303455100 

1.863 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.863 

5.18 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.26 

0.01 

0.010 

0.91 

0.63 


Doriya Ki Rel 

0828000303451300 

1.685 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.343 

4.52 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.16 

0.01 

0.007 

0.72 

0.51 


Fateh Pura 

0828000303450100 

0.658 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.658 

4.61 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.10 

0.04 

0.004 

0.93 

0.60 


Fera Doongri 

0828000503508300 

5.328 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.070 

4.75 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.35 

0.39 

0.00 

0.024 

0.69 

0.61 


Gamda 

0828000303450500 

2.272 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.223 

2.63 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.13 

0.20 

0.16 

0.012 

0.90 

0.59 


Gara 

0828000303452300 

2.403 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.621 

3.03 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.11 

0.01 

0.009 

0.58 

0.50 


Ghora 

0828000303454900 

0.711 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.711 

3.88 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.01 

0.004 

0.91 

0.65 


Flimmatpuri 

0828000303455800 

3.105 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.897 

2.82 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.16 

0.02 

0.010 

0.56 

0.36 


Jagpura 

0828000303445600 

1.443 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.443 

3.76 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.17 

0.03 

0.008 

0.93 

0.58 


Jaswantpura 

0828000303450200 

0.759 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.759 

4.22 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.01 

0.004 

0.93 

0.60 


Jharniya 

0828000303455500 

3.760 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.694 

5.14 

0.018 

0.06 

0.01 

0.00 

0.00 

0.00 

0.38 

0.57 

0.22 

0.020 

0.90 

0.60 


Jogrimal 

0828000503508400 

1.436 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.245 

5.94 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.14 

0.00 

0.007 

0.79 

0.72 


Kalanala 

0828000303450800 

1.839 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.767 

2.76 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.14 

0.03 

0.010 

0.87 

0.61 


Kaliyari 

0828000303455400 

2.804 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.778 

3.39 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.28 

0.06 

0.015 

0.91 

0.61 


Khajoora 

0828000503509100 

3.673 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.019 

3.66 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.21 

0.00 

0.017 

0.75 

0.72 


Khalpur 

0828000303453700 

3.769 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.653 

3.29 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.23 

0.30 

0.04 

0.020 

0.86 

0.65 


Khandiya Deo 

0828000303445300 

1.846 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.807 

4.34 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.24 

0.01 

0.010 

0.91 

0.56 


Khandu 

0828000303446300 

1.308 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.308 

4.05 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.16 

0.05 

0.007 

0.93 

0.59 


Khardeo 

0828000303445200 

0.629 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.134 

4.67 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.001 

0.20 

0.12 


Kharwali 

0828000303447500 

3.442 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.001 

3.73 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khera 

0828000303452700 

3.098 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.098 

2.96 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.20 

0.04 

0.017 

0.88 

0.74 


Khoonta 

0828000503508800 

4.740 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.753 

6.21 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.42 

0.45 

0.00 

0.022 

0.72 

0.68 


Khopara 

0828000403473600 

2.387 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.003 

5.87 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khori Peepli 

0828000303447300 

1.826 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.002 

4.59 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kotra 

0828000503508900 

1.211 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.211 

6.58 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.15 

0.00 

0.007 

0.92 

0.86 


Kular Kheri 

0828000303445700 

3.417 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.989 

3.27 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.01 

0.005 

0.27 

0.17 


Kundiya 

0828000503508600 

3.888 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.638 

6.19 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.40 

0.44 

0.00 

0.021 

0.85 

0.78 


Kundla Khurd 

0828000303444800 

6.705 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.077 

4.63 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Lala Ada 

0828000303451400 

4.130 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.984 

4.21 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.30 

0.41 

0.01 

0.022 

0.86 

0.63 


Laloopara 

0828000303445500 

1.830 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.500 

3.50 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.16 

0.04 

0.008 

0.76 

0.47 


Lodha Gariyan 

0828000303445400 

0.423 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.423 

4.07 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.01 

0.002 

0.93 

0.57 


Lodha Jageer 

0828000303444500 

3.206 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.815 

3.76 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.21 

0.01 

0.010 

0.52 

0.32 


Maheshpura 

0828000303454100 

5.592 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.589 

5.00 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.51 

0.61 

0.04 

0.031 

0.89 

0.74 


Mahuri Para 

0828000303453100 

1.145 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.145 

3.27 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.02 

0.006 

0.88 

0.71 


Mangaladayra 

0828000403473700 

2.283 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.008 

4.90 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mangaliya Khora 

0828000303455600 

2.135 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.041 

3.96 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.23 

0.03 

0.011 

0.88 

0.58 


Manpura 

0828000303446500 

1.069 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.069 

4.33 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.15 

0.02 

0.006 

0.93 

0.58 


Mediya Katara 

0828000303450700 

1.162 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.007 

2.41 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.09 

0.006 

0.79 

0.54 


Mediya Maida 

0828000303451000 

1.429 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.429 

3.27 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.14 

0.06 

0.008 

0.91 

0.64 


Mediyadidor 

0828000303450900 

1.462 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.445 

2.96 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.12 

0.03 

0.008 

0.90 

0.63 


Nal 

0828000303449400 

3.753 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.588 

3.54 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.05 

0.003 

0.15 

0.09 


Nalda 

0828000303451100 

4.507 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.362 

3.13 

0.018 

0.07 

0.01 

0.00 

0.00 

0.00 

0.30 

0.41 

0.23 

0.024 

0.87 

0.64 


Nawa Khera 

0828000303451200 

11.648 

Fresh 

Non-command 

Non-command 

Deccan Traps 

9.989 

3.79 

0.018 

0.09 

0.02 

0.00 

0.00 

0.00 

0.73 

1.07 

0.28 

0.055 

0.78 

0.53 


Nawalapara 

0828000303452500 

1.383 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.383 

2.91 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.01 

0.008 

0.87 

0.73 


Nawatapra Hira 

0828000303446600 

0.727 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.727 

4.43 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.11 

0.04 

0.004 

0.93 

0.58 


Padla 

0828000303444900 

4.225 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.127 

5.04 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.001 

0.03 

0.02 


Pagari 

0828000303446700 

0.752 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.748 

4.59 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.11 

0.04 

0.004 

0.93 

0.58 


Potaliya 

0828000503508500 

2.942 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.924 

5.35 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.28 

0.32 

0.00 

0.017 

0.90 

0.80 


Raghunathpura 

0828000303449800 

0.317 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.317 

4.75 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.02 

0.002 

0.93 

0.59 


Ramgarh 

0828000303454600 

1.482 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.482 

3.54 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.14 

0.04 

0.008 

0.90 

0.68 


Rangi 

0828000303452400 

1.414 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.270 

2.97 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.03 

0.007 

0.78 

0.68 


Rani Bani 

0828000303449300 

0.591 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.587 

3.86 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.00 

0.003 

0.92 

0.61 


Ratan Pura Galiya 

0828000303452000 

0.635 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.089 

3.23 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.12 

0.10 


Ratan Pura Kaliya 

0828000303450000 

0.387 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.387 

4.73 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.10 

0.17 

0.002 

0.93 

0.59 


Rooparel 

0828000303454800 

1.050 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.042 

3.28 

0.018 

0.03 

0.01 

0.00 

0.00 

0.00 

0.08 

0.11 

0.12 

0.006 

0.90 

0.65 


Rooppura 

0828000303455700 

1.847 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.798 

2.72 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.16 

0.07 

0.010 

0.90 

0.58 


Sakarwat 

0828000303454700 

1.144 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.144 

4.09 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.13 

0.03 

0.006 

0.91 

0.65 


Sakri Nal 

0828000303454400 

3.691 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.681 

5.09 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.34 

0.43 

0.02 

0.020 

0.90 

0.71 


Saliya 

0828000303451700 

2.866 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.244 

3.33 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.17 

0.04 

0.012 

0.68 

0.54 


Salrapara 

0828000303446900 

0.941 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.941 

4.71 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.14 

0.01 

0.005 

0.93 

0.59 


Samriya 

0828000303448800 

10.586 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.187 

3.83 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.001 

0.02 

0.01 


Sangesari 

0828000303455200 

2.000 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.000 

4.58 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.25 

0.04 

0.011 

0.91 

0.63 


Seemsagra 

0828000503518600 

3.177 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.264 

3.32 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.002 

0.08 

0.07 


Semla Khora 

0828000303456100 

0.890 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.242 

3.57 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.25 

0.16 


Singli 

0828000503507900 

4.390 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.972 

2.28 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.02 

0.006 

0.20 

0.19 


Surwaniya 

0828000303454300 

2.532 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.509 

5.93 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.27 

0.33 

0.02 

0.014 

0.89 

0.73 


Tagu Pipli 

0828000303450400 

0.469 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.469 

3.15 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.04 

0.003 

0.92 

0.60 


Talaipara 

0828000503508700 

0.251 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.251 

6.60 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.001 

0.91 

0.85 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Dhawara Dara 

0828000303455100 

0.09 

0.15 

68.85 

0.18 

- 

0.18 

0.06 

0.97 

- 

- 

- 

- 

- 

- 

- 

0.185 

0.009 

0.176 

0.024 

13.81 

Safe 

Doriya Ki Rel 

0828000303451300 

0.09 

0.09 

86.88 

0.10 

- 

0.10 

0.05 

0.76 

- 

- 

- 

- 

- 

- 

- 

0.104 

0.005 

0.099 

0.021 

21.59 

Safe 

Fateh Pura 

0828000303450100 

0.09 

0.06 

78.19 

0.07 

- 

0.07 

0.06 

0.98 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.076 

0.004 

0.072 

0.040 

54.73 

Safe 

Fera Doongri 

0828000503508300 

0.03 

0.09 

301,535.07 

0.11 

- 

0.11 

0.04 

0.73 

- 

- 

- 

- 

- 

- 

- 

0.112 

0.006 

0.106 

0.024 

22.10 

Safe 

Gamda 

0828000303450500 

0.09 

0.18 

11.39 

0.20 

0.01 

0.21 

0.06 

0.96 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.241 

0.012 

0.229 

0.175 

76.41 

Semi Critical 

Gara 

0828000303452300 

0.09 

0.09 

29.61 

0.10 

- 

0.10 

0.04 

0.62 

- 

- 

- 

- 

- 

- 

- 

0.102 

0.005 

0.097 

0.023 

23.53 

Safe 

Ghora 

0828000303454900 

0.09 

0.06 

15.71 

0.07 

- 

0.07 

0.06 

0.96 

- 

- 

- 

- 

- 

- 

- 

0.067 

0.003 

0.064 

0.011 

17.04 

Safe 

Flimmatpuri 

0828000303455800 

0.09 

0.10 

66.07 

0.12 

- 

0.12 

0.03 

0.60 

- 

- 

- 

- 

- 

- 

- 

0.116 

0.006 

0.110 

0.032 

29.46 

Safe 

Jagpura 

0828000303445600 

0.09 

0.12 

39.60 

0.14 

- 

0.14 

0.06 

0.98 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.155 

0.008 

0.147 

0.037 

25.12 

Safe 

Jaswantpura 

0828000303450200 

0.09 

0.06 

36.31 

0.08 

- 

0.08 

0.06 

0.98 

- 

- 

- 

- 

- 

- 

- 

0.076 

0.004 

0.072 

0.018 

25.09 

Safe 

Jharniya 

0828000303455500 

0.09 

0.30 

89.64 

0.36 

0.01 

0.37 

0.05 

0.96 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.411 

0.021 

0.391 

0.243 

62.26 

Safe 

Jogrimal 

0828000503508400 

0.03 

0.03 

329.08 

0.04 

- 

0.04 

0.05 

0.84 

- 

- 

- 

- 

- 

- 

- 

0.039 

0.002 

0.037 

0.007 

19.24 

Safe 

Kalanala 

0828000303450800 

0.09 

0.14 

(2.09) 

0.14 

- 

0.14 

0.06 

0.93 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.147 

0.007 

0.139 

0.039 

27.82 

Safe 

Kaliyari 

0828000303455400 

0.09 

0.23 

21.18 

0.27 

- 

0.27 

0.06 

0.96 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.284 

0.014 

0.269 

0.073 

27.20 

Safe 

Khajoora 

0828000503509100 

0.03 

0.08 

181.10 

0.09 

- 

0.09 

0.05 

0.80 

- 

- 

- 

- 

- 

- 

- 

0.092 

0.005 

0.087 

0.017 

20.05 

Safe 

Khalpur 

0828000303453700 

0.09 

0.28 

6.80 

0.30 

- 

0.30 

0.06 

0.92 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.314 

0.016 

0.298 

0.056 

18.81 

Safe 

Khandiya Deo 

0828000303445300 

0.09 

0.15 

60.06 

0.18 

- 

0.18 

0.06 

0.97 

- 

- 

- 

- 

- 

- 

- 

0.179 

0.009 

0.170 

0.024 

14.08 

Safe 

Khandu 

0828000303446300 

0.09 

0.11 

47.94 

0.13 

- 

0.13 

0.06 

0.98 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.141 

0.007 

0.134 

0.057 

42.55 

Safe 

Khardeo 

0828000303445200 

0.09 

0.00 

628.87 

0.00 

- 

0.00 

0.01 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.008 

279.44 

Over Exploited 

Kharwali 

0828000303447500 

0.09 

0.00 

484,352.18 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khera 

0828000303452700 

0.09 

0.24 

(17.84) 

0.20 

- 

0.20 

0.06 

0.93 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.211 

0.011 

0.201 

0.053 

26.42 

Safe 

Khoonta 

0828000503508800 

0.03 

0.09 

391.45 

0.11 

- 

0.11 

0.05 

0.77 

- 

- 

- 

- 

- 

- 

- 

0.109 

0.005 

0.104 

0.022 

20.89 

Safe 

Khopara 

0828000403473600 

0.02 

0.00 

657,954.74 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khori Peepli 

0828000303447300 

0.09 

0.00 

167,155.47 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kotra 

0828000503508900 

0.03 

0.04 

298.47 

0.04 

- 

0.04 

0.06 

0.98 

- 

- 

- 

- 

- 

- 

- 

0.045 

0.002 

0.042 

0.007 

16.50 

Safe 

Kular Kheri 

0828000303445700 

0.09 

0.02 

279.38 

0.03 

- 

0.03 

0.02 

0.28 

- 

- 

- 

- 

- 

- 

- 

0.029 

0.001 

0.027 

0.012 

45.70 

Safe 

Kundiya 

0828000503508600 

0.03 

0.10 

325.06 

0.12 

- 

0.12 

0.05 

0.91 

- 

- 

- 

- 

- 

- 

- 

0.125 

0.006 

0.118 

0.021 

17.76 

Safe 

Kundla Khurd 

0828000303444800 

0.09 

0.00 

13,398.82 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Lala Ada 

0828000303451400 

0.09 

0.31 

33.12 

0.37 

- 

0.37 

0.06 

0.92 

- 

- 

- 

- 

- 

- 

- 

0.371 

0.019 

0.352 

0.036 

10.20 

Safe 

Laloopara 

0828000303445500 

0.09 

0.10 

60.82 

0.12 

- 

0.12 

0.05 

0.80 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.133 

0.007 

0.126 

0.051 

40.62 

Safe 

Lodha Gariyan 

0828000303445400 

0.09 

0.04 

37.13 

0.04 

- 

0.04 

0.06 

0.98 

- 

- 

- 

- 

- 

- 

- 

0.043 

0.002 

0.040 

0.009 

23.08 

Safe 

Lodha Jageer 

0828000303444500 

0.09 

0.09 

145.27 

0.10 

- 

0.10 

0.03 

0.55 

- 

- 

- 

- 

- 

- 

- 

0.103 

0.005 

0.098 

0.024 

24.52 

Safe 

Maheshpura 

0828000303454100 

0.09 

0.45 

35.69 

0.54 

- 

0.54 

0.06 

0.95 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.552 

0.028 

0.524 

0.074 

14.07 

Safe 

Mahuri Para 

0828000303453100 

0.09 

0.09 

3.24 

0.09 

- 

0.09 

0.06 

0.94 

- 

- 

- 

- 

- 

- 

- 

0.094 

0.005 

0.089 

0.028 

31.72 

Safe 

Mangaladayra 

0828000403473700 

0.02 

0.00 

193,655.19 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mangaliya Khora 

0828000303455600 

0.09 

0.16 

41.98 

0.19 

- 

0.19 

0.05 

0.93 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.205 

0.010 

0.194 

0.040 

20.68 

Safe 

Manpura 

0828000303446500 

0.09 

0.09 

62.11 

0.11 

- 

0.11 

0.06 

0.99 

- 

- 

- 

- 

- 

- 

- 

0.108 

0.005 

0.102 

0.028 

27.25 

Safe 

Mediya Katara 

0828000303450700 

0.09 

0.07 

26.34 

0.09 

- 

0.09 

0.05 

0.84 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.106 

0.005 

0.101 

0.095 

93.59 

Critical 

Mediya Maida 

0828000303451000 

0.09 

0.12 

22.18 

0.14 

- 

0.14 

0.06 

0.96 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.150 

0.008 

0.143 

0.068 

47.51 

Safe 

Mediyadidor 

0828000303450900 

0.09 

0.12 

2.98 

0.12 

- 

0.12 

0.06 

0.95 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.131 

0.007 

0.124 

0.037 

29.80 

Safe 

Nal 

0828000303449400 

0.09 

0.01 

820.02 

0.01 

- 

0.01 

0.01 

0.16 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.019 

0.001 

0.018 

0.049 

268.52 

Over Exploited 

Nalda 

0828000303451100 

0.09 

0.34 

18.92 

0.41 

0.01 

0.42 

0.06 

0.93 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.458 

0.023 

0.435 

0.254 

58.43 

Safe 

Nawa Khera 

0828000303451200 

0.09 

0.71 

52.01 

0.85 

0.02 

0.87 

0.05 

0.83 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.918 

0.046 

0.872 

0.336 

38.53 

Safe 

Nawalapara 

0828000303452500 

0.09 

0.11 

(11.18) 

0.10 

- 

0.10 

0.06 

0.92 

- 

- 

- 

- 

- 

- 

- 

0.096 

0.005 

0.091 

0.022 

23.67 

Safe 

Nawatapra Hira 

0828000303446600 

0.09 

0.06 

74.26 

0.07 

- 

0.07 

0.06 

0.99 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.084 

0.004 

0.079 

0.040 

50.40 

Safe 

Padla 

0828000303444900 

0.09 

0.00 

5,452.92 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Pagari 

0828000303446700 

0.09 

0.06 

79.06 

0.08 

- 

0.08 

0.06 

0.99 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.086 

0.004 

0.081 

0.047 

57.85 

Safe 

Potaliya 

0828000503508500 

0.03 

0.09 

259.41 

0.11 

- 

0.11 

0.06 

0.96 

- 

- 

- 

- 

- 

- 

- 

0.106 

0.005 

0.100 

0.017 

16.84 

Safe 

Raghunathpura 

0828000303449800 

0.09 

0.03 

113.60 

0.03 

- 

0.03 

0.06 

0.99 

- 

- 

- 

- 

- 

- 

- 

0.032 

0.002 

0.030 

0.024 

78.05 

Semi Critical 

Ramgarh 

0828000303454600 

0.09 

0.12 

12.09 

0.14 

- 

0.14 

0.06 

0.96 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.145 

0.007 

0.138 

0.051 

37.11 

Safe 

Rangi 

0828000303452400 

0.09 

0.09 

(2.11) 

0.09 

- 

0.09 

0.05 

0.84 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.098 

0.005 

0.093 

0.036 

38.66 

Safe 

Rani Bani 

0828000303449300 

0.09 

0.05 

22.54 

0.06 

- 

0.06 

0.06 

0.97 

- 

- 

- 

- 

- 

- 

- 

0.058 

0.003 

0.055 

0.003 

5.83 

Safe 

Ratan Pura Galiya 

0828000303452000 

0.09 

0.00 

527.71 

0.00 

- 

0.00 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.000 

44.40 

Safe 

Ratan Pura Kaliya 

0828000303450000 

0.09 

0.03 

200.43 

0.04 

0.01 

0.05 

0.06 

0.99 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.079 

0.004 

0.075 

0.168 

224.07 

Over Exploited 

Rooparel 

0828000303454800 

0.09 

0.08 

29.54 

0.10 

0.01 

0.11 

0.06 

0.95 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.131 

0.007 

0.125 

0.121 

96.83 

Critical 

Rooppura 

0828000303455700 

0.09 

0.15 

11.70 

0.16 

- 

0.16 

0.05 

0.95 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.173 

0.009 

0.164 

0.075 

45.65 

Safe 

Sakarwat 

0828000303454700 

0.09 

0.09 

35.80 

0.11 

- 

0.11 

0.06 

0.96 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.122 

0.006 

0.116 

0.035 

30.37 

Safe 

Sakri Nal 

0828000303454400 

0.09 

0.30 

43.95 

0.36 

- 

0.36 

0.06 

0.95 

- 

- 

- 

- 

- 

- 

- 

0.358 

0.018 

0.340 

0.042 

12.44 

Safe 

Saliya 

0828000303451700 

0.09 

0.14 

27.60 

0.16 

- 

0.16 

0.05 

0.72 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.174 

0.009 

0.166 

0.048 

29.18 

Safe 

Salrapara 

0828000303446900 

0.09 

0.08 

75.48 

0.10 

- 

0.10 

0.06 

0.99 

- 

- 

- 

- 

- 

- 

- 

0.095 

0.005 

0.090 

0.019 

21.23 

Safe 

Samriya 

0828000303448800 

0.09 

0.00 

6,410.99 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

2,696.46 

Over Exploited 

Sangesari 

0828000303455200 

0.09 

0.17 

50.22 

0.20 

- 

0.20 

0.06 

0.97 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.208 

0.010 

0.198 

0.047 

23.78 

Safe 

Seemsagra 

0828000503518600 

0.03 

0.00 

2,263.05 

0.00 

- 

0.00 

0.00 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.002 

196.82 

Over Exploited 

Semla Khora 

0828000303456100 

0.09 

0.01 

324.98 

0.01 

- 

0.01 

0.01 

0.27 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.006 

0.015 

245.27 

Over Exploited 

Singli 

0828000503507900 

0.03 

0.01 

688.67 

0.01 

- 

0.01 

0.01 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.007 

0.023 

302.08 

Over Exploited 

Surwaniya 

0828000303454300 

0.09 

0.20 

62.88 

0.24 

- 

0.24 

0.06 

0.95 

- 

- 

- 

- 

- 

- 

- 

0.242 

0.012 

0.230 

0.036 

15.55 

Safe 

Tagu Pipli 

0828000303450400 

0.09 

0.04 

41.48 

0.05 

- 

0.05 

0.06 

0.98 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.057 

0.003 

0.054 

0.039 

71.26 

Semi Critical 

Talaipara 

0828000503508700 

0.03 

0.01 

305.57 

0.01 

- 

0.01 

0.06 

0.97 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.009 

0.001 

16.58 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Theekariya 

082800030344600C 

0.524 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.524 

2.67 

0.018 

0.03 

0.01 

0.00 

0.00 

0.00 

0.04 

0.07 

0.10 

0.003 

0.92 

0.59 


Umar Jhonka 

0828000503509300 

1.729 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.969 

2.30 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.00 

0.006 

0.52 

0.49 


Veerpur 

0828000303450600 

2.125 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.038 

2.17 

0.018 

0.07 

0.01 

0.00 

0.00 

0.00 

0.14 

0.20 

0.26 

0.011 

0.88 

0.59 

09004028 

Agarpura 

0828000203413000 

1.885 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.294 

2.03 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.05 

0.002 

0.12 

0.08 







Command 

Gneisses(B.G.C) 

1.591 

2.03 

0.015 

0.06 

0.02 

0.00 

0.00 

0.01 

0.08 

0.12 

0.24 

0.011 

0.63 

0.44 


Anjana 

0828000203419100 

10.670 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

10.670 

1.83 

0.015 

0.19 

0.04 

0.00 

0.00 

0.04 

0.41 

0.53 

0.65 

0.077 

0.75 

0.57 


Ara 

0827000303341700 

4.628 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.774 

3.77 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.14 

0.06 

0.002 

0.28 

0.23 







Non-command 

Gneisses(B.G.C) 

2.854 

3.77 

0.018 

0.03 

0.01 

0.00 

0.00 

0.00 

0.21 

0.24 

0.10 

0.004 

0.44 

0.38 


Arai 

0828000203418600 

1.336 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.336 

2.01 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.00 

0.010 

0.75 

0.58 


Aro Ki Padar 

0828000203408600 

0.315 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.228 

1.21 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.002 

0.50 

0.35 


Arthoona 

0828000203421800 

2.942 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.942 

2.58 

0.015 

0.10 

0.01 

0.00 

0.00 

0.02 

0.18 

0.23 

0.39 

0.021 

0.75 

0.59 


Asora 

0828000203408700 

7.779 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

7.338 

1.35 

0.015 

0.08 

0.02 

0.00 

0.00 

0.04 

0.17 

0.24 

0.25 

0.053 

0.65 

0.46 


Awalpura 

0828000203417700 

2.305 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.052 

1.54 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.07 

0.008 

0.35 

0.24 


Bai Ka Gara 

0828000203409600 

2.258 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

2.085 

1.14 

0.015 

0.02 

0.00 

0.00 

0.00 

0.02 

0.03 

0.05 

0.06 

0.015 

0.65 

0.48 


Bakhat Pura 

0828000203417500 

5.512 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.426 

1.74 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.003 

0.06 

0.04 



0828000203421600 

2.613 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.613 

2.42 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.10 

0.12 

0.00 

0.019 

0.75 

0.59 


Balrampur 

0827000303341200 

1.958 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.958 

3.21 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.15 

0.05 

0.003 

0.72 

0.58 


Bandarber 

0827000303347500 

6.318 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.555 

5.49 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.30 

0.44 

0.02 

0.005 

0.42 

0.29 


Bankawara 

0828000203413100 

5.564 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.537 

2.96 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.02 

0.004 

0.07 

0.05 







Non-command 

Gneisses(B.G.C) 

1.329 

2.96 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.12 

0.05 

0.010 

0.18 

0.12 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.144 

2.96 

0.015 

0.03 

0.01 

0.00 

0.00 

0.02 

0.10 

0.15 

0.09 

0.015 

0.29 

0.20 







Command 

Gneisses(B.G.C) 

0.974 

2.96 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.04 

0.07 

0.05 

0.007 

0.13 

0.09 


Bari Khen 

0828000203422500 

3.267 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.114 

2.57 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.03 

0.04 

0.00 

0.008 

0.26 

0.20 


Bariya 

0828000203418700 

2.087 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.087 

2.10 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.06 

0.08 

0.00 

0.015 

0.75 

0.58 


Barliya 

0827000303340000 

0.794 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.794 

3.71 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.07 

0.001 

0.72 

0.61 


Barodiya 

0828000203409700 

5.370 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.912 

1.56 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.007 

0.12 

0.09 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

4.457 

1.56 

0.015 

0.04 

0.01 

0.00 

0.00 

0.03 

0.11 

0.14 

0.10 

0.032 

0.59 

0.45 


Bhaga Talab 

0827000403370800 

9.038 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.339 

4.60 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.00 

0.002 

0.03 

0.02 


Bhagatpura 

0828000203419600 

1.913 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.260 

4.02 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.13 

0.07 

0.009 

0.49 

0.38 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.653 

4.02 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.04 

0.005 

0.26 

0.19 


Bhaisau 

0828000203420100 

2.178 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

4.62 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhanakapura 

0827000327900019 

1.499 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.162 

4.57 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.04 

0.002 

0.56 

0.48 







Non-command 

Gneisses(B.G.C) 

0.284 

4.57 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.000 

0.14 

0.12 


Bhanon Ka Parda 

0828000203419800 

3.981 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

3.981 

4.06 

0.015 

0.06 

0.01 

0.00 

0.00 

0.01 

0.28 

0.36 

0.19 

0.029 

0.75 

0.58 


Bharda Jal 

0828000203423600 

3.367 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.556 

1.47 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.05 

0.004 

0.13 

0.09 


Bharkariya Parda 

0828000203419200 

2.835 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.646 

2.80 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.13 

0.06 

0.012 

0.43 

0.31 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.189 

2.80 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.04 

0.009 

0.31 

0.22 


Bhatar 

0828000203423000 

4.780 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.317 

1.22 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.05 

0.04 


Bheeloora 

0827000303346400 

9.279 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.883 

4.92 

0.015 

0.08 

0.01 

0.00 

0.00 

0.02 

0.63 

0.88 

0.29 

0.011 

0.63 

0.45 







Non-command 

Gneisses(B.G.C) 

1.397 

4.92 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.18 

0.05 

0.002 

0.11 

0.08 


Bheeloori 

0827000303346900 

0.960 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.854 

3.29 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.03 

0.001 

0.67 

0.45 







Non-command 

Gneisses(B.G.C) 

0.105 

3.29 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.08 

0.06 


Bheemdari 

0827000303339500 

0.914 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.765 

3.04 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.00 

0.001 

0.60 

0.51 


Bhuwasa 

0827000303336000 

2.205 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.017 

3.63 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 


Biloda 

0828000203415600 

5.012 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.552 

3.43 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.14 

0.08 

0.011 

0.23 

0.16 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

3.460 

3.43 

0.015 

0.05 

0.01 

0.00 

0.00 

0.01 

0.21 

0.30 

0.17 

0.025 

0.52 

0.36 


Bori 

0828000203415700 

18.992 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.002 

1.53 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

18.835 

1.53 

0.015 

0.14 

0.02 

0.00 

0.00 

0.09 

0.47 

0.67 

0.38 

0.136 

0.75 

0.52 


Buchiya Bara 

0827000303340700 

2.928 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.928 

3.18 

0.018 

0.10 

0.02 

0.00 

0.00 

0.00 

0.24 

0.29 

0.39 

0.004 

0.72 

0.60 


Buchiya Chhota 

0827000303340500 

1.724 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.724 

3.10 

0.018 

0.01 

0.00 

0.00 

0.00 

0.01 

0.10 

0.12 

0.03 

0.002 

0.72 

0.58 


Chatar Pura 

0827000303336800 

2.657 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.698 

4.25 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.01 

0.001 

0.19 

0.16 


Chaupasanga 

0828000203415300 

7.199 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.742 

3.17 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.02 

0.005 

0.08 

0.05 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.001 

3.17 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chhaparon Ka Kuan 

0827000303352300 

1.965 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.965 

5.42 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.30 

0.00 

0.011 

0.74 

0.52 


Chiboora 

0827000303341300 

1.689 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.689 

3.31 

0.018 

0.01 

0.00 

0.00 

0.00 

0.01 

0.09 

0.12 

0.05 

0.002 

0.72 

0.56 


Chitroriya 

0828000203418000 

1.512 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.512 

1.75 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.09 

0.15 

0.011 

0.75 

0.55 


Dadooka 

0828000203417600 

6.615 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.761 

2.03 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.005 

0.09 

0.06 


Dairiya Fala 

0827000303347400 

2.418 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.853 

7.05 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.13 

0.00 

0.001 

0.26 

0.18 







Non-command 

Gneisses(B.G.C) 

0.135 

7.05 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.000 

0.04 

0.03 


Daliya 

0828000203408500 

2.162 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.030 

1.29 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Daulatpura 

0828000203418900 

1.507 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.507 

1.77 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.03 

0.011 

0.75 

0.58 


Dawela 

0828000203420700 

4.198 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.395 

5.31 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.17 

0.05 

0.010 

0.25 

0.19 


Dhani 

0828000203409100 

0.931 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.931 

1.21 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.007 

0.69 

0.49 


Dhani Mala 

0827000303346600 

0.924 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.924 

3.23 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.00 

0.001 

0.75 

0.52 


Dhanikalanji 

0827000303346500 

0.276 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.276 

3.25 

0.018 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.01 

0.000 

0.75 

0.53 


Dhebriya 

0827000303351000 

1.157 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.721 

4.68 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

0.06 

0.09 

0.01 

0.004 

0.46 

0.31 


Dhoolji Ka Gara 

0828000203409300 

1.892 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

1.332 

1.21 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.02 

0.03 

0.02 

0.010 

0.49 

0.36 


Divda Bada 

0827000303346100 

5.742 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.009 

7.09 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Theekariya 

0828000303446000 

0.09 

0.04 

58.88 

0.05 

0.01 

0.06 

0.06 

0.98 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.082 

0.004 

0.078 

0.104 

132.68 

Over Exploited 

Umar Jhonka 

0828000503509300 

0.03 

0.02 

143.05 

0.02 

- 

0.02 

0.03 

0.55 

- 

- 

- 

- 

- 

- 

- 

0.020 

0.001 

0.019 

0.006 

29.25 

Safe 

Veerpur 

0828000303450600 

0.09 

0.16 

25.91 

0.19 

0.01 

0.20 

0.05 

0.93 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.254 

0.013 

0.241 

0.275 

114.03 

Over Exploited 

Agarpura 

0828000203413000 

0.06 

0.00 

1,112.76 

0.00 

0.00 

0.00 

0.01 

0.12 

- 

0.0100 

0.0018 

0.0119 

0.003 

0.026 

0.026 

0.031 

0.002 

0.029 

0.050 

172.01 

Over Exploited 



0.02 

0.02 

415.01 

0.03 

0.03 

0.05 

0.04 

0.68 

- 

0.0500 

0.0099 

0.0642 

0.009 

0.133 

0.133 

0.187 

0.009 

0.177 

0.253 

142.90 

Over Exploited 

Anjana 

0828000203419100 

0.06 

0.48 

10.86 

0.53 

0.08 

0.61 

0.05 

0.80 

- 

0.1200 

0.0662 

0.4306 

0.056 

0.673 

0.673 

1.283 

0.064 

1.219 

0.723 

59.32 

Safe 

Ara 

0827000303341700 

0.04 

0.02 

583.20 

0.02 

0.00 

0.03 

0.02 

0.30 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.043 

0.002 

0.041 

0.060 

146.72 

Over Exploited 



0.05 

0.06 

283.87 

0.08 

0.01 

0.09 

0.03 

0.48 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.109 

0.005 

0.104 

0.100 

96.05 

Critical 

Arai 

0828000203418600 

0.06 

0.06 

(18.82) 

0.05 

0.00 

0.05 

0.05 

0.80 

- 

- 

0.0083 

0.0539 

0.004 

0.066 

0.066 

0.118 

0.006 

0.112 

0.010 

8.61 

Safe 

Aro Ki Padar 

0828000203408600 

0.06 

0.01 

(14.74) 

0.01 

- 

0.01 

0.04 

0.53 

- 

- 

0.0014 

0.0092 

- 

0.011 

0.011 

0.016 

0.001 

0.016 

0.002 

10.52 

Safe 

Arthoona 

0828000203421800 

0.06 

0.13 

76.41 

0.16 

0.03 

0.19 

0.05 

0.80 

- 

0.0700 

0.0152 

0.0792 

0.031 

0.195 

0.195 

0.385 

0.019 

0.366 

0.412 

112.76 

Over Exploited 

Asora 

0828000203408700 

0.06 

0.29 

(14.95) 

0.24 

0.06 

0.30 

0.05 

0.70 

- 

0.0500 

0.0456 

0.2961 

0.054 

0.446 

0.446 

0.744 

0.037 

0.707 

0.303 

42.82 

Safe 

Awalpura 

0828000203417700 

0.06 

0.02 

197.77 

0.03 

- 

0.03 

0.02 

0.37 

- 

0.0100 

0.0065 

0.0425 

- 

0.059 

0.059 

0.085 

0.004 

0.081 

0.075 

92.19 

Critical 

Bai Ka Gara 

0828000203409600 

0.02 

0.03 

49.08 

0.04 

0.02 

0.06 

0.05 

0.69 

- 

0.0100 

0.0129 

0.0841 

0.031 

0.138 

0.138 

0.196 

0.010 

0.187 

0.076 

40.73 

Safe 

Bakhat Pura 

0828000203417500 

0.06 

0.00 

950.99 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

0.0026 

0.0172 

- 

0.020 

0.020 

0.022 

0.001 

0.021 

0.013 

63.70 

Safe 


0828000203421600 

0.06 

0.12 

3.41 

0.12 

0.01 

0.13 

0.05 

0.80 

- 

- 

0.0162 

0.1054 

0.014 

0.136 

0.136 

0.267 

0.013 

0.253 

0.019 

7.43 

Safe 

Balrampur 

0827000303341200 

0.05 

0.07 

113.10 

0.08 

0.00 

0.08 

0.05 

0.77 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.095 

0.005 

0.090 

0.051 

56.35 

Safe 

Bandarber 

0827000303347500 

0.04 

0.06 

621.37 

0.07 

- 

0.07 

0.03 

0.45 

- 

- 

- 

- 

- 

- 

- 

0.073 

0.004 

0.069 

0.024 

34.43 

Safe 

Bankawara 

0828000203413100 

0.06 

0.00 

2,039.11 

0.00 

- 

0.00 

0.00 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.023 

853.05 

Over Exploited 



0.02 

0.01 

2,006.78 

0.01 

- 

0.01 

0.01 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.063 

394.72 

Over Exploited 



0.06 

0.04 

289.63 

0.04 

0.03 

0.07 

0.02 

0.31 

- 

0.0200 

0.0133 

0.0865 

0.025 

0.145 

0.145 

0.217 

0.011 

0.206 

0.104 

50.65 

Safe 



0.02 

0.00 

2,073.73 

0.00 

0.01 

0.01 

0.01 

0.14 

- 

0.0100 

0.0060 

0.0393 

0.014 

0.070 

0.070 

0.083 

0.004 

0.079 

0.052 

66.09 

Safe 

Bari Khen 

0828000203422500 

0.06 

0.02 

111.91 

0.02 

0.01 

0.04 

0.02 

0.27 

- 

- 

0.0069 

0.0450 

0.022 

0.074 

0.074 

0.109 

0.005 

0.103 

0.008 

7.77 

Safe 

Bariya 

0828000203418700 

0.06 

0.09 

(18.08) 

0.08 

0.01 

0.08 

0.05 

0.80 

- 

- 

0.0130 

0.0842 

0.009 

0.106 

0.106 

0.189 

0.009 

0.179 

0.015 

8.37 

Safe 

Barliya 

0827000303340000 

0.04 

0.02 

209.13 

0.03 

0.00 

0.03 

0.05 

0.77 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.044 

0.002 

0.042 

0.073 

174.70 

Over Exploited 

Barodiya 

0828000203409700 

0.02 

0.00 

1,512.26 

0.00 

- 

0.00 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.024 

803.25 

Over Exploited 



0.02 

0.06 

129.84 

0.07 

0.04 

0.11 

0.04 

0.64 

- 

0.0200 

0.0277 

0.1799 

0.042 

0.269 

0.269 

0.381 

0.019 

0.362 

0.133 

36.80 

Safe 

Bhaga Talab 

0827000403370800 

0.07 

0.00 

6,391.99 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.002 

240.11 

Over Exploited 

Bhagatpura 

0828000203419600 

0.06 

0.04 

238.38 

0.04 

- 

0.04 

0.03 

0.53 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.055 

0.003 

0.052 

0.079 

152.11 

Over Exploited 



0.06 

0.01 

532.65 

0.01 

0.00 

0.01 

0.02 

0.27 

- 

0.0100 

0.0034 

0.0176 

0.002 

0.033 

0.033 

0.046 

0.002 

0.044 

0.046 

104.91 

Over Exploited 

Bhaisau 

0828000203420100 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhanakapura 

0827000327900019 

0.04 

0.03 

277.80 

0.03 

0.00 

0.04 

0.04 

0.60 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.052 

0.003 

0.049 

0.045 

90.27 

Critical 



0.05 

0.00 

1,175.66 

0.00 

0.00 

0.00 

0.01 

0.15 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.006 

0.000 

0.006 

0.010 

172.30 

Over Exploited 

Bhanon Ka Parda 

0828000203419800 

0.06 

0.18 

100.77 

0.22 

0.02 

0.24 

0.05 

0.80 

- 

0.0400 

0.0206 

0.1071 

0.021 

0.189 

0.189 

0.428 

0.021 

0.406 

0.221 

54.30 

Safe 

Bharda Jal 

0828000203423600 

0.06 

0.00 

436.28 

0.01 

0.01 

0.01 

0.01 

0.13 

- 

0.0100 

0.0035 

0.0224 

0.009 

0.045 

0.045 

0.056 

0.003 

0.053 

0.052 

97.60 

Critical 

Bharkariya Parda 

0828000203419200 

0.06 

0.04 

194.92 

0.05 

- 

0.05 

0.03 

0.47 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.061 

0.003 

0.058 

0.070 

120.25 

Over Exploited 



0.06 

0.02 

279.01 

0.03 

0.00 

0.03 

0.02 

0.34 

- 

0.0100 

0.0074 

0.0480 

0.000 

0.066 

0.066 

0.092 

0.005 

0.088 

0.047 

53.02 

Safe 

Bhatar 

0828000203423000 

0.06 

0.00 

691.14 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

0.0020 

0.0128 

- 

0.015 

0.015 

0.016 

0.001 

0.015 

0.012 

81.05 

Semi Critical 

Bheeloora 

0827000303346400 

0.04 

0.20 

330.66 

0.25 

0.03 

0.28 

0.04 

0.68 

- 

0.0500 

- 

- 

0.032 

0.082 

0.082 

0.359 

0.018 

0.341 

0.299 

87.64 

Semi Critical 



0.05 

0.01 

2,175.75 

0.01 

0.00 

0.01 

0.01 

0.12 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.026 

0.001 

0.025 

0.055 

220.31 

Over Exploited 

Bheeloori 

0827000303346900 

0.04 

0.02 

214.42 

0.03 

0.00 

0.03 

0.04 

0.72 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.044 

0.002 

0.042 

0.030 

72.47 

Semi Critical 



0.05 

0.00 

1,938.60 

0.00 

0.00 

0.00 

0.01 

0.09 

- 

- 

- 

- 

0.000 

- 

- 

0.001 

0.000 

0.001 

0.005 

998.45 

Over Exploited 

Bheemdari 

0827000303339500 

0.04 

0.02 

99.30 

0.02 

0.00 

0.03 

0.04 

0.64 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.030 

0.001 

0.028 

0.001 

3.70 

Safe 

Bhuwasa 

0827000303336000 

0.05 

0.00 

29,248.06 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Biloda 

0828000203415600 

0.06 

0.02 

558.65 

0.03 

- 

0.03 

0.02 

0.25 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.036 

0.002 

0.034 

0.090 

264.35 

Over Exploited 



0.06 

0.11 

180.64 

0.13 

0.02 

0.15 

0.04 

0.55 

- 

0.0300 

0.0179 

0.0931 

0.010 

0.151 

0.151 

0.296 

0.015 

0.281 

0.193 

68.58 

Safe 

Bori 

0828000203415700 

0.06 

0.00 

722,554.80 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.85 

(20.78) 

0.68 

0.11 

0.78 

0.05 

0.80 

- 

0.0700 

0.1169 

0.7601 

0.128 

1.075 

1.075 

1.856 

0.093 

1.763 

0.513 

29.08 

Safe 

Buchiya Bara 

0827000303340700 

0.05 

0.11 

171.27 

0.13 

0.02 

0.15 

0.05 

0.77 

- 

0.0700 

- 

- 

0.007 

0.077 

0.077 

0.227 

0.011 

0.216 

0.393 

182.10 

Over Exploited 

Buchiya Chhota 

0827000303340500 

0.05 

0.06 

96.39 

0.07 

0.01 

0.08 

0.05 

0.77 

- 

0.0100 

- 

- 

0.009 

0.019 

0.019 

0.099 

0.005 

0.094 

0.036 

38.56 

Safe 

Chatar Pura 

0827000303336800 

0.05 

0.01 

780.45 

0.01 

0.00 

0.01 

0.01 

0.20 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.018 

0.001 

0.017 

0.011 

65.17 

Safe 

Chaupasanga 

0828000203415300 

0.06 

0.00 

1,844.48 

0.00 

- 

0.00 

0.00 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.024 

615.11 

Over Exploited 



0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chhaparon Ka Kuan 

0827000303352300 

0.07 

0.11 

183.62 

0.13 

- 

0.13 

0.06 

0.80 

- 

- 

- 

- 

- 

- 

- 

0.128 

0.006 

0.121 

0.011 

8.99 

Safe 

Chiboora 

0827000303341300 

0.05 

0.06 

96.19 

0.07 

0.01 

0.09 

0.05 

0.78 

- 

0.0100 

- 

- 

0.022 

0.032 

0.032 

0.121 

0.006 

0.115 

0.050 

43.85 

Safe 

Chitroriya 

0828000203418000 

0.06 

0.07 

33.71 

0.08 

0.01 

0.09 

0.05 

0.80 

- 

0.0300 

0.0094 

0.0610 

0.004 

0.104 

0.104 

0.199 

0.010 

0.189 

0.157 

83.02 

Semi Critical 

Dadooka 

0828000203417600 

0.06 

0.00 

744.06 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

0.0047 

0.0307 

- 

0.035 

0.035 

0.040 

0.002 

0.038 

0.005 

14.36 

Safe 

Dairiya Fala 

0827000303347400 

0.04 

0.01 

1,278.98 

0.01 

0.00 

0.01 

0.02 

0.28 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.016 

0.001 

0.016 

0.001 

7.47 

Safe 



0.05 

0.00 

8,424.56 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Daliya 

0828000203408500 

0.06 

0.00 

4,433.89 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0002 

0.0012 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

16.24 

Safe 

Daulatpura 

0828000203418900 

0.06 

0.07 

(9.79) 

0.06 

0.00 

0.06 

0.05 

0.80 

- 

0.0100 

0.0094 

0.0608 

0.004 

0.084 

0.084 

0.147 

0.007 

0.140 

0.040 

28.45 

Safe 

Dawela 

0828000203420700 

0.06 

0.02 

696.04 

0.03 

0.00 

0.03 

0.02 

0.27 

- 

0.0100 

0.0072 

0.0375 

0.002 

0.057 

0.057 

0.084 

0.004 

0.080 

0.060 

75.48 

Semi Critical 

Dhani 

0828000203409100 

0.06 

0.04 

(50.58) 

0.03 

0.00 

0.03 

0.05 

0.74 

- 

- 

0.0058 

0.0376 

0.005 

0.048 

0.048 

0.082 

0.004 

0.078 

0.017 

21.42 

Safe 

Dhani Mala 

0827000303346600 

0.05 

0.03 

110.07 

0.04 

0.00 

0.04 

0.05 

0.80 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.047 

0.002 

0.045 

0.001 

2.84 

Safe 

Dhanikalanji 

0827000303346500 

0.05 

0.01 

38.46 

0.01 

0.01 

0.02 

0.05 

0.80 

- 

- 

- 

- 

0.008 

0.009 

0.009 

0.027 

0.001 

0.025 

0.005 

21.33 

Safe 

Dhebriya 

0827000303351000 

0.07 

0.02 

264.39 

0.03 

0.01 

0.04 

0.04 

0.50 

- 

- 

- 

- 

0.011 

0.011 

0.011 

0.047 

0.002 

0.045 

0.011 

24.67 

Safe 

Dhoolji Ka Gara 

0828000203409300 

0.02 

0.01 

96.11 

0.02 

0.01 

0.03 

0.04 

0.52 

- 

- 

0.0083 

0.0537 

0.018 

0.081 

0.081 

0.111 

0.006 

0.105 

0.027 

25.26 

Safe 

Divda Bada 

0827000303346100 

0.04 

0.00 

297,305.05 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Gneisses(B.G.C) 

1.059 

7.09 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.18 

0.01 

0.001 

0.14 

0.10 


Doongar 

0828000203418300 

1.257 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.257 

2.21 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.00 

0.009 

0.75 

0.59 


Faladauli 

0827000303347100 

2.218 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.101 

3.99 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.01 

0.002 

0.37 

0.26 







Non-command 

Gneisses(B.G.C) 

1.117 

3.99 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.11 

0.01 

0.002 

0.38 

0.26 


Falater 

0827000303347200 

1.475 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.475 

3.34 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.11 

0.01 

0.002 

0.76 

0.51 


Falatorniya 

0827000303347000 

1.600 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.600 

4.61 

0.018 

0.02 

0.00 

0.00 

0.00 

0.01 

0.14 

0.19 

0.09 

0.002 

0.74 

0.55 


Forest 

0827000327900013 

2.256 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.061 

4.41 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 



0827000327900018 

11.812 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.666 

3.98 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.33 

0.39 

0.00 

0.008 

0.34 

0.29 


Galiakot 

0827000342703000 

11.843 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.765 

4.44 

0.020 

0.12 

0.01 

0.00 

0.00 

0.03 

0.59 

0.87 

0.25 

0.183 

0.36 

0.24 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.878 

4.44 

0.020 

0.04 

0.00 

0.00 

0.00 

0.01 

0.19 

0.29 

0.08 

0.060 

0.12 

0.08 


Gamracharaniya 

0827000303339600 

0.418 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.418 

3.04 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.05 

0.001 

0.72 

0.61 


Gara Jasrajpur 

0827000303350200 

2.600 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.019 

3.04 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 


Gara Mertiya 

0827000303352400 

1.539 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.539 

5.60 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.19 

0.26 

0.07 

0.009 

0.74 

0.52 


Garajhoomji 

0827000303340400 

2.383 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.054 

3.87 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.01 







Non-command 

Gneisses(B.G.C) 

2.329 

3.87 

0.018 

0.03 

0.01 

0.00 

0.00 

0.01 

0.17 

0.20 

0.10 

0.003 

0.70 

0.59 


Garalalsingh 

0827000303340800 

0.355 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.147 

3.24 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.30 

0.25 







Non-command 

Gneisses(B.G.C) 

0.208 

3.24 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.42 

0.36 


Gareeya 

0827000303350900 

0.344 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.096 

4.31 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.001 

0.21 

0.14 


Garhi 

0828000203415800 

5.600 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.379 

2.69 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.01 

0.101 

0.05 

0.03 


Gariyata 

0827000303351800 

3.744 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.337 

4.00 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.01 

0.002 

0.07 

0.05 


Garnawat 

0828000203421500 

1.274 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.274 

2.64 

0.015 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.00 

0.009 

0.75 

0.59 


Ghani 

0828000203419000 

0.930 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.930 

2.10 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.02 

0.007 

0.75 

0.59 


Ghanora 

0827000403370900 

3.446 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.086 

4.91 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.01 


Gora Fala 

0827000303340600 

3.852 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.458 

3.43 

0.018 

0.02 

0.01 

0.00 

0.00 

0.01 

0.21 

0.26 

0.09 

0.005 

0.64 

0.52 


Gusai Ka Parda 

0828000203421000 

3.298 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

3.298 

3.71 

0.015 

0.07 

0.01 

0.00 

0.00 

0.02 

0.23 

0.29 

0.26 

0.024 

0.75 

0.59 


Hanela 

0827000303339400 

0.836 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.531 

3.07 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.001 

0.46 

0.39 


Harmatiya 

0828000203418400 

2.074 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.074 

2.34 

0.015 

0.00 

0.00 

0.00 

0.00 

0.02 

0.06 

0.07 

0.00 

0.015 

0.75 

0.59 


Flimmatsingh Ji Ka Gara 

0828000203408800 

2.635 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.161 

1.67 

0.015 

0.03 

0.01 

0.00 

0.00 

0.01 

0.07 

0.09 

0.11 

0.016 

0.56 

0.40 


Itauwa 

0828000203420400 

3.496 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.790 

4.48 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.06 

0.006 

0.17 

0.13 


Jasela 

0827000303352500 

2.701 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.374 

6.38 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.34 

0.48 

0.19 

0.013 

0.65 

0.47 


Jethana (rural) 

0827000303341800 

8.181 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.147 

5.64 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.21 

0.25 

0.11 

0.003 

0.19 

0.16 







Non-command 

Gneisses(B.G.C) 

6.034 

5.64 

0.018 

0.08 

0.01 

0.00 

0.00 

0.04 

0.62 

0.75 

0.30 

0.008 

0.53 

0.44 


Jharas 

0828000203417800 

2.959 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.675 

1.65 

0.015 

0.04 

0.01 

0.00 

0.00 

0.01 

0.09 

0.12 

0.15 

0.019 

0.68 

0.50 


Jogpur 

0827000303348200 

5.188 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.226 

3.75 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.000 

0.03 

0.02 


Johniya @ Ratanpura 

0828000203412800 

1.838 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.069 

1.89 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.02 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

1.769 

1.89 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.10 

0.05 

0.013 

0.72 

0.51 


Johniya Mafi 

0828000203412900 

1.950 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.902 

2.11 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.01 

0.006 

0.35 

0.24 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

1.047 

2.11 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.01 

0.008 

0.40 

0.28 


Kadwal 

0828000203422100 

4.348 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.683 

4.90 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.00 

0.005 

0.12 

0.09 


Kailashpuri 

0827000303341400 

0.040 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.040 

3.92 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.72 

0.61 


Kalali Khunta 

0828000203422400 

1.141 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.369 

2.94 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.003 

0.24 

0.19 


Kali Ka Parda 

0827000303352200 

2.752 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.752 

5.53 

0.020 

0.01 

0.00 

0.00 

0.00 

0.02 

0.29 

0.40 

0.02 

0.015 

0.74 

0.54 


Kalyanpur 

0827000303340300 

1.828 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.012 

3.69 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

1.816 

3.69 

0.018 

0.03 

0.01 

0.00 

0.00 

0.02 

0.12 

0.14 

0.10 

0.002 

0.71 

0.60 


Kanpur 

0827000303347300 

2.613 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.372 

5.85 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.31 

0.02 

0.003 

0.68 

0.48 







Non-command 

Gneisses(B.G.C) 

0.240 

5.85 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.000 

0.07 

0.05 


Kesharpura 

0828000203420900 

2.239 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.216 

3.60 

0.015 

0.10 

0.01 

0.00 

0.00 

0.01 

0.20 

0.26 

0.39 

0.016 

0.74 

0.58 



0827000303352700 

2.107 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.426 

6.79 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.04 

0.002 

0.15 

0.11 


Kharlai 

0827000303336900 

1.793 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.020 

4.44 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

1.597 

4.44 

0.018 

0.02 

0.01 

0.00 

0.00 

0.00 

0.13 

0.16 

0.09 

0.002 

0.64 

0.54 


Kharwera 

0828000203415500 

5.960 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.114 

3.19 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.18 

0.06 

0.015 

0.27 

0.18 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

3.845 

3.19 

0.015 

0.03 

0.01 

0.00 

0.00 

0.02 

0.19 

0.28 

0.10 

0.028 

0.49 

0.33 


Kherdi 

0827000303336100 

2.334 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.669 

3.69 

0.018 

0.02 

0.01 

0.00 

0.00 

0.00 

0.12 

0.14 

0.09 

0.002 

0.51 

0.42 


Khoran 

0828000203412700 

11.699 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.451 

1.35 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.003 

0.03 

0.02 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

5.576 

1.35 

0.015 

0.04 

0.01 

0.00 

0.00 

0.04 

0.10 

0.15 

0.10 

0.040 

0.35 

0.25 







Command 

Gneisses(B.G.C) 

5.671 

1.35 

0.015 

0.04 

0.01 

0.00 

0.00 

0.01 

0.14 

0.20 

0.09 

0.041 

0.36 

0.26 


Koiwab 

0828000203418500 

0.610 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.610 

2.28 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.004 

0.75 

0.59 


Kopra 

0827000303339700 

1.295 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.121 

3.07 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.04 

0.002 

0.62 

0.53 


Leemri 

0827000303342000 

4.137 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.172 

5.36 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.000 

0.03 

0.02 







Non-command 

Gneisses(B.G.C) 

0.001 

5.36 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Lembriya 

0827000303352000 

2.261 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.187 

5.37 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.25 

0.37 

0.06 

0.012 

0.72 

0.49 


Limborbari 

0827000303340900 

1.441 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.441 

3.01 

0.018 

0.02 

0.01 

0.00 

0.00 

0.01 

0.08 

0.10 

0.09 

0.002 

0.72 

0.59 


Limborchhoti 

0827000303341000 

1.113 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.113 

2.87 

0.018 

0.03 

0.01 

0.00 

0.00 

0.00 

0.07 

0.10 

0.12 

0.002 

0.73 

0.56 


Lokiya 

0828000203421900 

1.736 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.736 

2.58 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.09 

0.11 

0.09 

0.013 

0.75 

0.59 


Malana 

0828000203418100 

3.741 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

3.740 

1.63 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.13 

0.00 

0.027 

0.75 

0.56 


Mawita (rural) 

0827000303339800 

0.849 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.849 

3.25 

0.015 

0.02 

0.01 

0.00 

0.00 

0.00 

0.05 

0.06 

0.10 

0.001 

0.72 

0.61 


Metwala 

0828000203409200 

4.620 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

3.397 

1.08 

0.015 

0.05 

0.01 

0.00 

0.00 

0.01 

0.08 

0.12 

0.16 

0.024 

0.51 

0.37 







Command 

Gneisses(B.G.C) 

1.223 

1.08 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.05 

0.009 

0.18 

0.13 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.05 

0.01 

2,390.94 

0.01 

0.00 

0.01 

0.01 

0.15 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.010 

0.001 

0.010 

0.015 

160.90 

Over Exploited 

Doongar 

0828000203418300 

0.06 

0.06 

(11.96) 

0.05 

0.00 

0.05 

0.05 

0.80 

- 

- 

0.0065 

0.0338 

0.004 

0.045 

0.045 

0.097 

0.005 

0.092 

0.009 

9.80 

Safe 

Faladauli 

0827000303347100 

0.04 

0.02 

458.51 

0.02 

0.00 

0.02 

0.02 

0.40 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.024 

0.001 

0.022 

0.016 

69.21 

Safe 



0.05 

0.02 

438.07 

0.03 

- 

0.03 

0.02 

0.40 

- 

- 

- 

- 

- 

- 

- 

0.025 

0.001 

0.024 

0.016 

64.23 

Safe 

Falater 

0827000303347200 

0.04 

0.05 

137.64 

0.05 

0.00 

0.06 

0.05 

0.80 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.057 

0.003 

0.054 

0.007 

12.95 

Safe 

Falatorniya 

0827000303347000 

0.05 

0.06 

228.02 

0.07 

0.01 

0.08 

0.05 

0.79 

- 

0.0200 

- 

- 

0.009 

0.029 

0.029 

0.106 

0.005 

0.101 

0.093 

92.23 

Critical 

Forest 

0827000327900013 

0.04 

0.00 

9,684.34 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 


0827000327900018 

0.04 

0.08 

385.91 

0.10 

0.01 

0.10 

0.03 

0.37 

- 

- 

- 

- 

0.011 

0.011 

0.011 

0.115 

0.006 

0.109 

0.008 

7.11 

Safe 

Galiakot 

0827000342703000 

0.07 

0.15 

472.54 

0.18 

0.04 

0.22 

0.03 

0.39 

- 

0.0500 

- 

- 

0.050 

0.100 

0.100 

0.325 

0.016 

0.308 

0.435 

141.17 

Over Exploited 



0.07 

0.02 

1,683.76 

0.02 

0.01 

0.03 

0.01 

0.13 

- 

0.0100 

0.0097 

0.0505 

0.018 

0.088 

0.088 

0.120 

0.006 

0.114 

0.139 

122.06 

Over Exploited 

Gamracharaniya 

0827000303339600 

0.04 

0.01 

176.45 

0.01 

- 

0.01 

0.05 

0.77 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.025 

0.001 

0.024 

0.054 

227.77 

Over Exploited 

Gara Jasrajpur 

0827000303350200 

0.07 

0.00 

23,402.29 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gara Mertiya 

0827000303352400 

0.07 

0.08 

214.78 

0.10 

0.01 

0.11 

0.06 

0.80 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.127 

0.006 

0.120 

0.079 

65.21 

Safe 

Garajhoomji 

0827000303340400 

0.04 

0.00 

10,230.01 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.08 

148.67 

0.10 

0.02 

0.11 

0.05 

0.75 

- 

0.0200 

- 

- 

0.011 

0.031 

0.031 

0.146 

0.007 

0.138 

0.099 

71.73 

Semi Critical 

Garalalsingh 

0827000303340800 

0.04 

0.00 

371.02 

0.00 

- 

0.00 

0.02 

0.32 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.010 

501.73 

Over Exploited 



0.05 

0.00 

198.57 

0.01 

0.00 

0.01 

0.03 

0.45 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.007 

0.000 

0.007 

0.014 

217.09 

Over Exploited 

Gareeya 

0827000303350900 

0.07 

0.00 

277.80 

0.00 

0.00 

0.01 

0.02 

0.22 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.013 

0.001 

0.012 

0.008 

61.48 

Safe 

Garhi 

0828000203415800 

0.06 

0.00 

6,976.58 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

0.0024 

0.0153 

- 

0.018 

0.018 

0.019 

0.001 

0.018 

0.111 

615.66 

Over Exploited 

Gariyata 

0827000303351800 

0.07 

0.00 

2,308.92 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.009 

475.71 

Over Exploited 

Garnawat 

0828000203421500 

0.06 

0.06 

(53.85) 

0.05 

0.03 

0.08 

0.05 

0.80 

- 

- 

0.0079 

0.0514 

0.045 

0.104 

0.104 

0.180 

0.009 

0.171 

0.009 

5.37 

Safe 

Ghani 

0828000203419000 

0.06 

0.04 

19.73 

0.05 

- 

0.05 

0.05 

0.80 

- 

- 

0.0058 

0.0375 

- 

0.043 

0.043 

0.094 

0.005 

0.089 

0.026 

28.93 

Safe 

Ghanora 

0827000403370900 

0.07 

0.00 

10,272.03 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gora Fala 

0827000303340600 

0.05 

0.11 

131.32 

0.13 

0.02 

0.15 

0.05 

0.69 

- 

0.0200 

- 

- 

0.015 

0.035 

0.035 

0.187 

0.009 

0.178 

0.091 

51.05 

Safe 

Gusai Ka Parda 

0828000203421000 

0.06 

0.15 

95.73 

0.18 

0.03 

0.20 

0.05 

0.80 

- 

0.0500 

0.0171 

0.0887 

0.024 

0.180 

0.180 

0.384 

0.019 

0.365 

0.281 

76.86 

Semi Critical 

Flanela 

0827000303339400 

0.04 

0.01 

176.18 

0.01 

0.00 

0.01 

0.03 

0.49 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.015 

0.001 

0.014 

0.020 

142.68 

Over Exploited 

Flarmatiya 

0828000203418400 

0.06 

0.09 

(22.91) 

0.07 

0.02 

0.09 

0.05 

0.80 

- 

- 

0.0107 

0.0558 

0.025 

0.091 

0.091 

0.183 

0.009 

0.173 

0.015 

8.61 

Safe 

Flimmatsingh Ji Ka Gara 

0828000203408800 

0.06 

0.07 

29.28 

0.09 

0.02 

0.11 

0.04 

0.60 

- 

0.0200 

0.0157 

0.0872 

0.012 

0.135 

0.135 

0.240 

0.012 

0.228 

0.122 

53.41 

Safe 

Itauwa 

0828000203420400 

0.06 

0.01 

1,018.15 

0.01 

0.00 

0.01 

0.01 

0.18 

- 

0.0100 

0.0041 

0.0213 

0.006 

0.041 

0.041 

0.054 

0.003 

0.052 

0.064 

123.19 

Over Exploited 

Jasela 

0827000303352500 

0.07 

0.11 

320.78 

0.14 

0.01 

0.15 

0.05 

0.71 

- 

0.0400 

- 

- 

0.001 

0.042 

0.042 

0.189 

0.009 

0.179 

0.206 

115.12 

Over Exploited 

Jethana (rural) 

0827000303341800 

0.04 

0.02 

1,416.55 

0.02 

0.00 

0.02 

0.01 

0.20 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.045 

0.002 

0.042 

0.109 

256.72 

Over Exploited 



0.05 

0.16 

368.96 

0.19 

0.05 

0.24 

0.04 

0.57 

- 

0.0600 

- 

- 

0.061 

0.121 

0.121 

0.364 

0.018 

0.346 

0.308 

89.10 

Semi Critical 

Jharas 

0828000203417800 

0.06 

0.11 

12.61 

0.12 

0.02 

0.14 

0.04 

0.73 

- 

0.0300 

0.0166 

0.1080 

0.009 

0.164 

0.164 

0.303 

0.015 

0.288 

0.173 

60.21 

Safe 

Jogpur 

0827000303348200 

0.04 

0.00 

6,264.48 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

3,029.36 

Over Exploited 

Johniya @ Ratanpura 

0828000203412800 

0.02 

0.00 

6,166.62 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.02 

0.03 

234.20 

0.04 

0.00 

0.04 

0.05 

0.77 

- 

0.0100 

0.0110 

0.0714 

0.001 

0.094 

0.094 

0.130 

0.006 

0.123 

0.063 

50.89 

Safe 

Johniya Mafi 

0828000203412900 

0.02 

0.01 

465.69 

0.01 

- 

0.01 

0.02 

0.37 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.008 

0.014 

175.02 

Over Exploited 



0.02 

0.01 

318.53 

0.01 

0.00 

0.02 

0.03 

0.43 

- 

- 

0.0065 

0.0423 

0.007 

0.056 

0.056 

0.072 

0.004 

0.069 

0.016 

22.59 

Safe 

Kadwal 

0828000203422100 

0.06 

0.00 

1,226.49 

0.01 

- 

0.01 

0.01 

0.13 

- 

- 

0.0035 

0.0184 

- 

0.022 

0.022 

0.028 

0.001 

0.026 

0.005 

18.69 

Safe 

Kailashpuri 

0827000303341400 

0.04 

0.00 

135.64 

0.00 

0.00 

0.00 

0.05 

0.77 

- 

- 

- 

- 

0.000 

- 

- 

0.001 

0.000 

0.001 

0.005 

368.12 

Over Exploited 

Kalali Khunta 

0828000203422400 

0.06 

0.01 

286.52 

0.01 

- 

0.01 

0.02 

0.26 

- 

- 

0.0023 

0.0149 

- 

0.017 

0.017 

0.024 

0.001 

0.022 

0.003 

11.83 

Safe 

Kali Ka Parda 

0827000303352200 

0.07 

0.15 

169.40 

0.18 

0.02 

0.20 

0.06 

0.80 

- 

- 

- 

- 

0.036 

0.036 

0.036 

0.240 

0.012 

0.228 

0.037 

16.37 

Safe 

Kalyanpur 

0827000303340300 

0.04 

0.00 

31,581.83 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.06 

117.22 

0.08 

0.03 

0.11 

0.05 

0.76 

- 

0.0200 

- 

- 

0.027 

0.047 

0.047 

0.153 

0.008 

0.146 

0.103 

71.05 

Semi Critical 

Kanpur 

0827000303347300 

0.04 

0.07 

364.92 

0.08 

0.00 

0.08 

0.05 

0.72 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.082 

0.004 

0.078 

0.022 

28.43 

Safe 



0.05 

0.00 

4,117.64 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Kesharpura 

0828000203420900 

0.06 

0.10 

160.32 

0.12 

0.02 

0.14 

0.05 

0.79 

- 

0.0700 

0.0115 

0.0596 

0.012 

0.153 

0.153 

0.289 

0.014 

0.275 

0.410 

149.07 

Over Exploited 


0827000303352700 

0.07 

0.00 

1,871.44 

0.01 

0.00 

0.01 

0.01 

0.16 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.017 

0.001 

0.017 

0.044 

267.58 

Over Exploited 

Kharlai 

0827000303336900 

0.04 

0.00 

23,075.23 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.05 

210.02 

0.06 

0.01 

0.07 

0.05 

0.68 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.093 

0.005 

0.089 

0.088 

99.36 

Critical 

Kharwera 

0828000203415500 

0.06 

0.03 

423.32 

0.04 

- 

0.04 

0.02 

0.28 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.051 

0.003 

0.048 

0.075 

156.18 

Over Exploited 



0.06 

0.11 

146.82 

0.13 

0.03 

0.16 

0.03 

0.52 

- 

0.0200 

0.0239 

0.1552 

0.023 

0.222 

0.222 

0.381 

0.019 

0.362 

0.129 

35.53 

Safe 

Kherdi 

0827000303336100 

0.05 

0.04 

232.92 

0.05 

0.01 

0.06 

0.04 

0.55 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.085 

0.004 

0.080 

0.088 

109.69 

Over Exploited 

Khoran 

0828000203412700 

0.02 

0.00 

4,175.17 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

3,321.62 

Over Exploited 



0.06 

0.12 

24.12 

0.14 

0.05 

0.19 

0.02 

0.37 

- 

0.0200 

0.0346 

0.2250 

0.058 

0.338 

0.338 

0.527 

0.026 

0.501 

0.141 

28.19 

Safe 



0.02 

0.05 

315.32 

0.06 

0.02 

0.07 

0.02 

0.38 

- 

0.0200 

0.0352 

0.2289 

0.008 

0.292 

0.292 

0.363 

0.018 

0.345 

0.130 

37.60 

Safe 

Koiwab 

0828000203418500 

0.06 

0.03 

(4.33) 

0.03 

0.00 

0.03 

0.05 

0.80 

- 

- 

0.0032 

0.0164 

0.000 

0.020 

0.020 

0.047 

0.002 

0.044 

0.004 

9.91 

Safe 

Kopra 

0827000303339700 

0.04 

0.03 

149.70 

0.03 

0.00 

0.03 

0.05 

0.67 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.046 

0.002 

0.044 

0.045 

102.10 

Over Exploited 

Leemri 

0827000303342000 

0.04 

0.00 

7,925.77 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

2,167.98 

Over Exploited 



0.05 

0.00 

828,161.79 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Lembriya 

0827000303352000 

0.07 

0.11 

223.06 

0.14 

0.00 

0.14 

0.06 

0.78 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.150 

0.007 

0.142 

0.068 

47.84 

Safe 

Limborbari 

0827000303340900 

0.05 

0.05 

87.36 

0.06 

0.02 

0.08 

0.05 

0.77 

- 

0.0200 

- 

- 

0.009 

0.029 

0.029 

0.108 

0.005 

0.102 

0.088 

85.85 

Semi Critical 

Limborchhoti 

0827000303341000 

0.05 

0.04 

138.32 

0.05 

0.01 

0.06 

0.05 

0.78 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.082 

0.004 

0.078 

0.122 

156.56 

Over Exploited 

Lokiya 

0828000203421900 

0.06 

0.08 

44.75 

0.09 

0.01 

0.10 

0.05 

0.80 

- 

0.0200 

0.0090 

0.0467 

0.013 

0.088 

0.088 

0.191 

0.010 

0.181 

0.102 

56.00 

Safe 

Malana 

0828000203418100 

0.06 

0.17 

(22.69) 

0.14 

0.00 

0.14 

0.05 

0.80 

- 

- 

0.0232 

0.1509 

0.006 

0.180 

0.180 

0.320 

0.016 

0.304 

0.027 

8.86 

Safe 

Mawita (rural) 

0827000303339800 

0.04 

0.02 

140.38 

0.03 

0.01 

0.04 

0.05 

0.77 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.060 

0.003 

0.057 

0.097 

170.59 

Over Exploited 

Metwala 

0828000203409200 

0.06 

0.10 

12.06 

0.12 

0.02 

0.14 

0.04 

0.55 

- 

0.0300 

0.0211 

0.1371 

0.016 

0.204 

0.204 

0.341 

0.017 

0.324 

0.182 

56.28 

Safe 



0.02 

0.01 

923.31 

0.01 

0.00 

0.01 

0.01 

0.20 

- 

0.0100 

0.0076 

0.0493 

0.002 

0.069 

0.069 

0.076 

0.004 

0.072 

0.062 

85.65 

Semi Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Modra Prithvi Pura 

082700030335110C 

4.046 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.625 

4.99 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.00 

0.003 

0.11 

0.08 


Mohansingh Ka Gara 

0828000203413300 

1.942 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.432 

1.95 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.003 

0.17 

0.11 


Mor 

0828000203413200 

8.789 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.754 

2.31 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.18 

0.15 

0.020 

0.24 

0.16 







Command 

Gneisses(B.G.C) 

0.998 

2.31 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.08 

0.05 

0.007 

0.09 

0.06 


Moti Bassi 

0828000203419400 

9.093 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.077 

4.27 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.11 

0.05 

0.008 

0.09 

0.07 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

8.015 

4.27 

0.015 

0.12 

0.01 

0.00 

0.00 

0.06 

0.57 

0.76 

0.39 

0.058 

0.66 

0.49 


Nadiyada Bara 

0828000203409500 

4.217 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.696 

2.55 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.03 

0.005 

0.12 

0.09 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.898 

2.55 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.03 

0.006 

0.15 

0.12 


Nainsawa 

0827000303353000 

6.611 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.999 

5.93 

0.020 

0.00 

0.00 

0.00 

0.00 

0.03 

0.09 

0.13 

0.00 

0.006 

0.11 

0.08 


Navagaon 

0827000303340100 

2.811 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.779 

4.16 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.17 

0.20 

0.01 

0.004 

0.71 

0.61 


Nawa Dhara 

0828000203422600 

2.812 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.811 

2.40 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.10 

0.13 

0.00 

0.020 

0.75 

0.59 


Nawagaon 

0828000203421300 

0.818 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.818 

2.79 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.03 

0.006 

0.75 

0.59 


Noliya Wara 

0827000403371100 

2.198 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.835 

6.04 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.26 

0.37 

0.20 

0.010 

0.62 

0.44 


Od 

0827000303339300 

2.784 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.985 

3.44 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.07 

0.001 

0.25 

0.22 


Odwara 

0828000203422800 

11.080 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

9.635 

1.75 

0.015 

0.11 

0.02 

0.00 

0.00 

0.01 

0.33 

0.43 

0.34 

0.069 

0.66 

0.50 


Ora 

0828000203408000 

2.540 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.007 

2.07 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 



0828000203422000 

2.941 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.863 

3.33 

0.015 

0.05 

0.01 

0.00 

0.00 

0.01 

0.17 

0.22 

0.19 

0.021 

0.73 

0.57 


Orwa 

0828000203422200 

2.184 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.003 

3.46 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.192 

3.46 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.07 

0.05 


Padedi 

0828000203419900 

2.622 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.389 

4.77 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.05 

0.003 

0.11 

0.08 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.234 

4.77 

0.015 

0.08 

0.01 

0.00 

0.00 

0.02 

0.21 

0.28 

0.29 

0.016 

0.64 

0.48 


Paloda 

0828000203407600 

14.638 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.383 

2.38 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.003 

0.02 

0.01 







Command 

Gneisses(B.G.C) 

0.004 

2.38 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Panchwara 

0828000203420000 

4.190 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.834 

4.86 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.22 

0.09 

0.013 

0.33 

0.25 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.281 

4.86 

0.015 

0.04 

0.00 

0.00 

0.00 

0.04 

0.17 

0.22 

0.12 

0.016 

0.41 

0.31 


Parda Moru 

0827000303346700 

1.204 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.204 

3.32 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.12 

0.04 

0.002 

0.75 

0.51 


Parda Saroda 

0827000303336200 

3.112 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.015 

3.71 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Parda Vishnuji 

0827000303352600 

0.448 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.001 

6.98 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Pardajun 

0827000303347900 

0.617 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.409 

3.69 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.09 

0.002 

0.49 

0.32 


Pardamataji 

0827000303348000 

1.699 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.830 

3.81 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.13 

0.08 

0.005 

0.36 

0.24 


Parsoliya 

0828000203415400 

3.879 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.638 

2.18 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.02 

0.005 

0.12 

0.08 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.826 

2.18 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.12 

0.06 

0.013 

0.36 

0.24 


Patiya 

0828000203417900 

0.593 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.593 

1.79 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.004 

0.75 

0.57 



0827000403371000 

3.090 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.028 

5.78 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 


Phalabara 

0828000203418200 

2.452 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.452 

1.84 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.07 

0.09 

0.00 

0.018 

0.75 

0.58 


Pichhora Bara 

0828000203410000 

2.488 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.488 

1.09 

0.015 

0.02 

0.00 

0.00 

0.00 

0.04 

0.02 

0.02 

0.04 

0.018 

0.72 

0.52 


Pichhora Chhota 

0828000203410100 

1.614 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.614 

1.28 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.01 

0.012 

0.72 

0.52 


Piplara 

0828000203420300 

1.531 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.531 

4.57 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.17 

0.10 

0.011 

0.75 

0.57 


Porda 

0828000203421700 

1.217 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.217 

2.43 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.11 

0.009 

0.75 

0.59 


Raiyana 

0828000203423500 

6.716 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

3.266 

1.48 

0.015 

0.10 

0.02 

0.00 

0.00 

0.00 

0.15 

0.20 

0.37 

0.024 

0.37 

0.27 


Rajpur 

0827000303346200 

3.141 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.029 

6.03 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

2.981 

6.03 

0.018 

0.00 

0.00 

0.00 

0.00 

0.01 

0.31 

0.38 

0.00 

0.004 

0.69 

0.55 


Ramsor 

0827000303352900 

3.747 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.729 

5.56 

0.020 

0.02 

0.00 

0.00 

0.00 

0.06 

0.38 

0.52 

0.06 

0.021 

0.74 

0.54 


Ratanpura 

0827000303350600 

0.775 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.040 

3.98 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.04 

0.03 


Rathriya Parda 

0828000203410300 

3.552 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.509 

1.10 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.004 

0.10 

0.07 


Rohniya Khera 

0828000203412600 

4.103 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.614 

1.54 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.004 

0.11 

0.08 


Sagwara Municipality 

0827000342702000 

15.582 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.872 

3.53 

0.015 

0.12 

0.01 

0.00 

0.00 

0.00 

0.31 

0.36 

0.09 

0.299 

0.18 

0.15 


Sainala 

0828000203418800 

1.556 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.556 

1.65 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.07 

0.011 

0.75 

0.57 


Sama Phala 

0828000203409800 

0.552 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.552 

1.04 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.004 

0.70 

0.52 


Samagara 

0828000203408900 

6.155 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

4.398 

1.37 

0.015 

0.03 

0.00 

0.00 

0.00 

0.06 

0.06 

0.08 

0.07 

0.032 

0.49 

0.35 







Command 

Gneisses(B.G.C) 

1.260 

1.37 

0.015 

0.01 

0.00 

0.00 

0.00 

0.04 

0.00 

0.00 

0.02 

0.009 

0.14 

0.10 


Saranpur 

0828000203419700 

3.303 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.589 

4.59 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.24 

0.32 

0.25 

0.019 

0.58 

0.43 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.714 

4.59 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.07 

0.005 

0.16 

0.12 


Sareri Bari 

0828000203412100 

13.802 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.007 

1.16 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Selota 

0827000303346300 

4.109 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.451 

4.81 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.25 

0.03 

0.003 

0.44 

0.32 







Non-command 

Gneisses(B.G.C) 

1.659 

4.81 

0.018 

0.01 

0.00 

0.00 

0.00 

0.01 

0.14 

0.19 

0.02 

0.002 

0.30 

0.22 


Semaliya Pandya 

0827000303341600 

1.129 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.129 

3.64 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.03 

0.002 

0.73 

0.59 


Shivrajpura 

0827000303337100 

2.280 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.031 

4.73 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Siloi 

0827000303347600 

4.956 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.750 

4.57 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.13 

0.06 

0.004 

0.11 

0.07 


Singharon Ka Parda 

0828000203420800 

0.951 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.829 

5.08 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.04 

0.006 

0.65 

0.51 


Sookhapadar 

0827000303341500 

0.594 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.594 

2.87 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.06 

0.001 

0.74 

0.54 


Sujaji Ka Gara 

0828000203409900 

3.607 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

3.148 

0.98 

0.015 

0.04 

0.01 

0.00 

0.00 

0.03 

0.05 

0.07 

0.12 

0.023 

0.62 

0.45 







Command 

Gneisses(B.G.C) 

0.459 

0.98 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.01 

0.003 

0.09 

0.07 


Sundarpura 

0827000303337200 

1.925 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.013 

4.55 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Tali 

0828000203412500 

3.114 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.007 

1.14 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Tamboliya 

0827000303352800 

1.173 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.173 

6.00 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.18 

0.25 

0.21 

0.007 

0.74 

0.54 


Teem Roowa 

0827000303341100 

0.748 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.748 

2.69 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.01 

0.001 

0.74 

0.54 


Thali Talai 

0828000203422700 

1.298 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.245 

2.33 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.00 

0.009 

0.72 

0.56 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Modra Prithvi Pura 

0827000303351100 

0.07 

0.01 

1,671.61 

0.01 

- 

0.01 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.003 

58.41 

Safe 

Mohansingh Ka Gara 

0828000203413300 

0.06 

0.00 

317.33 

0.01 

0.00 

0.01 

0.01 

0.18 

- 

- 

0.0027 

0.0174 

0.000 

0.021 

0.021 

0.026 

0.001 

0.025 

0.003 

12.55 

Safe 

Mor 

0828000203413200 

0.06 

0.04 

355.22 

0.05 

0.01 

0.06 

0.02 

0.25 

- 

0.0300 

0.0171 

0.1112 

0.007 

0.166 

0.166 

0.228 

0.011 

0.216 

0.169 

78.08 

Semi Critical 



0.02 

0.00 

3,937.61 

0.00 

0.00 

0.00 

0.01 

0.09 

- 

0.0100 

0.0062 

0.0403 

0.001 

0.057 

0.057 

0.060 

0.003 

0.057 

0.060 

106.03 

Over Exploited 

Moti Bassi 

0828000203419400 

0.06 

0.01 

1,741.07 

0.01 

- 

0.01 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.056 

347.92 

Over Exploited 



0.06 

0.32 

138.76 

0.38 

0.07 

0.45 

0.05 

0.71 

- 

0.0700 

0.0415 

0.2156 

0.085 

0.412 

0.412 

0.858 

0.043 

0.815 

0.452 

55.40 

Safe 

Nadiyada Bara 

0828000203409500 

0.02 

0.00 

2,408.45 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.030 

1,402.14 

Over Exploited 



0.02 

0.00 

1,723.06 

0.00 

- 

0.00 

0.01 

0.16 

- 

0.0100 

0.0056 

0.0363 

- 

0.052 

0.052 

0.056 

0.003 

0.053 

0.040 

76.68 

Semi Critical 

Nainsawa 

0827000303353000 

0.07 

0.01 

1,431.64 

0.01 

0.03 

0.03 

0.01 

0.12 

- 

- 

- 

- 

0.038 

0.038 

0.038 

0.073 

0.004 

0.069 

0.006 

8.05 

Safe 

Navagaon 

0827000303340100 

0.04 

0.08 

143.10 

0.10 

0.01 

0.10 

0.05 

0.76 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.110 

0.006 

0.105 

0.014 

13.15 

Safe 

Nawa Dhara 

0828000203422600 

0.06 

0.13 

5.43 

0.13 

0.01 

0.14 

0.05 

0.80 

- 

- 

0.0145 

0.0756 

0.010 

0.100 

0.100 

0.241 

0.012 

0.229 

0.020 

8.86 

Safe 

Nawagaon 

0828000203421300 

0.06 

0.04 

43.24 

0.04 

0.00 

0.05 

0.05 

0.80 

- 

0.0100 

0.0042 

0.0220 

0.004 

0.041 

0.041 

0.088 

0.004 

0.083 

0.035 

41.93 

Safe 

Noliya Wara 

0827000403371100 

0.07 

0.08 

343.97 

0.10 

0.01 

0.11 

0.05 

0.67 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.150 

0.007 

0.142 

0.212 

149.30 

Over Exploited 

Od 

0827000303339300 

0.04 

0.01 

712.21 

0.01 

- 

0.01 

0.02 

0.27 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.022 

0.001 

0.021 

0.068 

322.95 

Over Exploited 

Odwara 

0828000203422800 

0.06 

0.38 

14.29 

0.43 

0.03 

0.46 

0.04 

0.70 

- 

0.0600 

0.0598 

0.3888 

0.016 

0.524 

0.524 

0.988 

0.049 

0.938 

0.410 

43.74 

Safe 

Ora 

0828000203408000 

0.06 

0.00 

35,055.67 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0003 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 


0828000203422000 

0.06 

0.13 

76.62 

0.15 

0.02 

0.17 

0.05 

0.78 

- 

0.0300 

0.0148 

0.0770 

0.014 

0.136 

0.136 

0.305 

0.015 

0.290 

0.206 

70.87 

Semi Critical 

Orwa 

0828000203422200 

0.06 

0.00 

162,036.64 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

1,573.28 

0.00 

0.00 

0.00 

0.00 

0.07 

- 

- 

0.0010 

0.0052 

0.000 

0.006 

0.006 

0.007 

0.000 

0.007 

0.001 

20.40 

Safe 

Padedi 

0828000203419900 

0.06 

0.00 

1,823.41 

0.00 

- 

0.00 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.053 

424.04 

Over Exploited 



0.06 

0.09 

226.42 

0.10 

0.03 

0.13 

0.05 

0.68 

- 

0.0500 

0.0116 

0.0601 

0.027 

0.148 

0.148 

0.279 

0.014 

0.265 

0.302 

114.12 

Over Exploited 

Paloda 

0828000203407600 

0.06 

0.00 

7,743.97 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0024 

0.0155 

- 

0.018 

0.018 

0.018 

0.001 

0.017 

0.022 

125.23 

Over Exploited 



0.02 

0.00 

568,999.16 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0002 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Panchwara 

0828000203420000 

0.06 

0.04 

503.75 

0.04 

- 

0.04 

0.02 

0.35 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.063 

0.003 

0.060 

0.102 

170.10 

Over Exploited 



0.06 

0.06 

295.53 

0.07 

0.04 

0.11 

0.03 

0.44 

- 

0.0200 

0.0118 

0.0614 

0.061 

0.154 

0.154 

0.261 

0.013 

0.248 

0.136 

55.04 

Safe 

Parda Moru 

0827000303346700 

0.05 

0.05 

158.41 

0.05 

0.00 

0.05 

0.05 

0.80 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.065 

0.003 

0.061 

0.045 

72.67 

Semi Critical 

Parda Saroda 

0827000303336200 

0.05 

0.00 

44,860.96 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Parda Vishnuji 

0827000303352600 

0.07 

0.00 

157,393.90 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pardajun 

0827000303347900 

0.07 

0.01 

394.47 

0.02 

0.00 

0.02 

0.04 

0.53 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.033 

0.002 

0.032 

0.088 

278.96 

Over Exploited 

Pardamataji 

0827000303348000 

0.07 

0.02 

473.92 

0.03 

- 

0.03 

0.03 

0.39 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.036 

0.002 

0.034 

0.082 

237.44 

Over Exploited 

Parsoliya 

0828000203415400 

0.06 

0.00 

864.67 

0.01 

- 

0.01 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.005 

0.024 

434.07 

Over Exploited 



0.06 

0.04 

194.83 

0.05 

0.00 

0.05 

0.02 

0.38 

- 

0.0100 

0.0113 

0.0737 

0.004 

0.099 

0.099 

0.148 

0.007 

0.141 

0.073 

52.03 

Safe 

Patiya 

0828000203417900 

0.06 

0.03 

(21.14) 

0.02 

- 

0.02 

0.05 

0.80 

- 

- 

0.0037 

0.0239 

- 

0.028 

0.028 

0.049 

0.002 

0.047 

0.004 

9.17 

Safe 


0827000403371000 

0.07 

0.00 

33,416.07 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Phalabara 

0828000203418200 

0.06 

0.11 

(15.67) 

0.09 

0.01 

0.10 

0.05 

0.80 

- 

- 

0.0152 

0.0990 

0.009 

0.123 

0.123 

0.222 

0.011 

0.211 

0.018 

8.37 

Safe 

Pichhora Bara 

0828000203410000 

0.06 

0.11 

(78.19) 

0.09 

0.04 

0.13 

0.05 

0.77 

- 

0.0100 

0.0154 

0.1004 

0.066 

0.192 

0.192 

0.321 

0.016 

0.305 

0.059 

19.31 

Safe 

Pichhora Chhota 

0828000203410100 

0.06 

0.07 

(25.35) 

0.06 

0.00 

0.06 

0.05 

0.78 

- 

- 

0.0100 

0.0651 

0.005 

0.080 

0.080 

0.140 

0.007 

0.133 

0.022 

16.25 

Safe 

Piplara 

0828000203420300 

0.06 

0.07 

153.29 

0.08 

0.00 

0.08 

0.05 

0.80 

- 

0.0200 

0.0079 

0.0412 

0.002 

0.072 

0.072 

0.156 

0.008 

0.148 

0.109 

73.69 

Semi Critical 

Porda 

0828000203421700 

0.06 

0.05 

72.64 

0.07 

0.00 

0.07 

0.05 

0.80 

- 

0.0200 

0.0063 

0.0327 

0.000 

0.059 

0.059 

0.125 

0.006 

0.119 

0.119 

99.78 

Critical 

Raiyana 

0828000203423500 

0.06 

0.07 

175.34 

0.09 

0.02 

0.11 

0.02 

0.39 

- 

0.0700 

0.0203 

0.1318 

0.007 

0.229 

0.229 

0.340 

0.017 

0.323 

0.398 

123.12 

Over Exploited 

Raj pur 

0827000303346200 

0.04 

0.00 

41,753.92 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.10 

272.40 

0.12 

0.01 

0.13 

0.05 

0.74 

- 

- 

- 

- 

0.014 

0.014 

0.014 

0.146 

0.007 

0.139 

0.004 

2.93 

Safe 

Ramsor 

0827000303352900 

0.07 

0.20 

154.95 

0.24 

0.06 

0.30 

0.06 

0.80 

- 

0.0100 

- 

- 

0.085 

0.095 

0.095 

0.395 

0.020 

0.375 

0.077 

20.45 

Safe 

Ratanpura 

0827000303350600 

0.07 

0.00 

4,285.46 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rathriya Parda 

0828000203410300 

0.06 

0.00 

289.13 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

0.0032 

0.0205 

- 

0.024 

0.024 

0.027 

0.001 

0.026 

0.004 

14.12 

Safe 

Rohniya Khera 

0828000203412600 

0.06 

0.00 

401.56 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

0.0038 

0.0248 

- 

0.029 

0.029 

0.033 

0.002 

0.032 

0.004 

13.90 

Safe 

Sagwara Municipality 

0827000342702000 

0.04 

0.03 

1,187.86 

0.03 

0.01 

0.05 

0.01 

0.19 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.073 

0.004 

0.069 

0.390 

564.11 

Over Exploited 

Sainala 

0828000203418800 

0.06 

0.07 

5.65 

0.07 

0.00 

0.08 

0.05 

0.80 

- 

0.0100 

0.0097 

0.0628 

0.003 

0.085 

0.085 

0.161 

0.008 

0.153 

0.081 

53.10 

Safe 

Sama Phala 

0828000203409800 

0.02 

0.01 

(37.55) 

0.01 

0.00 

0.01 

0.05 

0.75 

- 

- 

0.0034 

0.0223 

0.007 

0.033 

0.033 

0.044 

0.002 

0.042 

0.012 

28.51 

Safe 

Samagara 

0828000203408900 

0.06 

0.13 

(35.00) 

0.10 

0.06 

0.16 

0.04 

0.53 

- 

0.0100 

0.0273 

0.1775 

0.090 

0.304 

0.304 

0.468 

0.023 

0.444 

0.099 

22.22 

Safe 



0.02 

0.00 

(80.53) 

0.00 

0.04 

0.04 

0.01 

0.15 

- 

- 

0.0078 

0.0509 

0.053 

0.112 

0.112 

0.150 

0.008 

0.143 

0.026 

18.28 

Safe 

Saranpur 

0828000203419700 

0.06 

0.09 

255.27 

0.11 

0.01 

0.12 

0.04 

0.63 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.169 

0.008 

0.161 

0.269 

167.33 

Over Exploited 



0.06 

0.01 

1,184.20 

0.01 

0.00 

0.01 

0.01 

0.17 

- 

0.0100 

0.0037 

0.0192 

0.006 

0.038 

0.038 

0.050 

0.003 

0.048 

0.072 

150.73 

Over Exploited 

Sareri Bari 

0828000203412100 

0.06 

0.00 

71,389.91 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0003 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Selota 

0827000303346300 

0.04 

0.04 

469.39 

0.05 

0.00 

0.05 

0.03 

0.47 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.066 

0.003 

0.063 

0.032 

51.36 

Safe 



0.05 

0.02 

668.59 

0.03 

0.01 

0.04 

0.02 

0.32 

- 

- 

- 

- 

0.015 

0.015 

0.015 

0.054 

0.003 

0.051 

0.021 

41.52 

Safe 

Semaliya Pandya 

0827000303341600 

0.05 

0.04 

137.28 

0.05 

0.00 

0.05 

0.05 

0.78 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.067 

0.003 

0.064 

0.036 

55.85 

Safe 

Shi vraj pura 

0827000303337100 

0.04 

0.00 

20,565.25 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Siloi 

0827000303347600 

0.07 

0.01 

2,052.23 

0.01 

- 

0.01 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.062 

377.20 

Over Exploited 

Singharon Ka Parda 

0828000203420800 

0.06 

0.03 

184.11 

0.04 

0.00 

0.04 

0.04 

0.70 

- 

0.0100 

0.0043 

0.0223 

0.001 

0.038 

0.038 

0.078 

0.004 

0.074 

0.047 

63.56 

Safe 

Sookhapadar 

0827000303341500 

0.05 

0.02 

133.07 

0.03 

0.00 

0.03 

0.05 

0.79 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.044 

0.002 

0.041 

0.059 

142.10 

Over Exploited 

Sujaji Ka Gara 

0828000203409900 

0.06 

0.12 

(40.53) 

0.09 

0.04 

0.13 

0.04 

0.66 

- 

0.0200 

0.0195 

0.1270 

0.039 

0.205 

0.205 

0.334 

0.017 

0.318 

0.145 

45.55 

Safe 



0.02 

0.00 

(16.56) 

0.00 

0.01 

0.01 

0.01 

0.10 

- 

- 

0.0029 

0.0185 

0.009 

0.031 

0.031 

0.037 

0.002 

0.036 

0.011 

31.82 

Safe 

Sundarpura 

0827000303337200 

0.04 

0.00 

44,338.80 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Tali 

0828000203412500 

0.06 

0.00 

12,645.85 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0003 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Tamboliya 

0827000303352800 

0.07 

0.06 

291.84 

0.08 

0.01 

0.09 

0.06 

0.80 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.127 

0.006 

0.121 

0.214 

176.36 

Over Exploited 

Teem Roowa 

0827000303341100 

0.05 

0.03 

72.73 

0.03 

0.00 

0.03 

0.05 

0.79 

- 

- 

- 

- 

0.000 

- 

- 

0.033 

0.002 

0.032 

0.011 

34.91 

Safe 

Thali Talai 

0828000203422700 

0.06 

0.05 

3.40 

0.06 

- 

0.06 

0.05 

0.77 

- 

- 

0.0064 

0.0335 

- 

0.040 

0.040 

0.096 

0.005 

0.091 

0.009 

9.87 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Todi Bari 

082800020342110C 

0.514 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.514 

2.75 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.07 

0.004 

0.75 

0.59 


Todi Chhoti 

0828000203421200 

2.952 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.952 

3.30 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.21 

0.05 

0.021 

0.75 

0.58 


Ubali 

0827000303352100 

4.331 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.331 

5.44 

0.020 

0.02 

0.00 

0.00 

0.00 

0.05 

0.44 

0.62 

0.03 

0.024 

0.74 

0.53 


Udaiya 

0827000303347800 

0.995 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.929 

4.09 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.10 

0.15 

0.10 

0.005 

0.69 

0.46 


Udela 

0828000203421400 

1.532 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.532 

2.96 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.08 

0.10 

0.05 

0.011 

0.75 

0.59 


Umbara 

0828000203410200 

6.985 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

6.804 

1.14 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.12 

0.17 

0.03 

0.049 

0.69 

0.49 


Vageri 

0827000303346800 

1.234 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.013 

3.29 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

1.221 

3.29 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.12 

0.05 

0.002 

0.75 

0.51 


Vamaniya Wara 

0827000303351900 

2.402 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.922 

4.91 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.28 

0.02 

0.011 

0.59 

0.41 


Vaniyap 

0827000303347700 

2.842 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.486 

4.35 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.16 

0.24 

0.15 

0.008 

0.39 

0.26 


Vankhand Kanthal 

0827000303337000 

0.689 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.194 

4.36 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.20 

0.17 







Non-command 

Gneisses(B.G.C) 

0.495 

4.36 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.05 

0.001 

0.52 

0.44 


Vanori 

0827000303341900 

2.503 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.483 

5.03 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.01 

0.001 

0.14 

0.12 







Non-command 

Gneisses(B.G.C) 

0.228 

5.03 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.000 

0.07 

0.06 


Varsinghpur 

0827000303339900 

2.916 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.916 

3.67 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.17 

0.20 

0.07 

0.004 

0.72 

0.61 


Vayla 

0828000203409000 

0.574 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.574 

1.13 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.004 

0.69 

0.50 


Vilri 

0828000203420200 

5.985 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.010 

4.06 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.705 

4.06 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.00 

0.005 

0.09 

0.07 

09004029 

Amba 

0828000403467300 

1.332 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.259 

6.41 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.20 

0.04 

0.009 

0.72 

0.54 


Ambadara 

0828000403461900 

4.076 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.526 

4.53 

0.018 

0.12 

0.02 

0.00 

0.00 

0.00 

0.38 

0.50 

0.46 

0.026 

0.66 

0.50 


Ambara 

0827000403373200 

3.484 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.484 

9.51 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.73 

0.99 

0.31 

0.019 

0.74 

0.55 


Amla 

0828000403467400 

1.794 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.745 

5.61 

0.018 

0.03 

0.01 

0.00 

0.00 

0.00 

0.19 

0.25 

0.10 

0.013 

0.74 

0.56 


Amleeya 

0828000403461800 

5.352 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.500 

4.28 

0.018 

0.05 

0.01 

0.00 

0.00 

0.00 

0.38 

0.50 

0.16 

0.033 

0.64 

0.49 


Anandpuri 

0828000403462400 

1.030 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.218 

2.03 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.002 

0.16 

0.12 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.812 

2.03 

0.018 

0.03 

0.01 

0.00 

0.00 

0.01 

0.04 

0.06 

0.12 

0.006 

0.60 

0.45 


Baori 

0828000403461000 

0.772 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.462 

3.36 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.003 

0.45 

0.34 



0827000403373500 

5.261 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.261 

7.07 

0.020 

0.12 

0.02 

0.00 

0.00 

0.03 

0.81 

1.10 

0.45 

0.029 

0.75 

0.55 


Bareth 

0828000403466400 

9.731 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.434 

4.05 

0.018 

0.10 

0.01 

0.00 

0.00 

0.00 

0.76 

1.00 

0.33 

0.070 

0.75 

0.57 


Bargama 

0827000403375300 

3.776 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.776 

6.69 

0.020 

0.10 

0.01 

0.00 

0.00 

0.05 

0.55 

0.73 

0.37 

0.021 

0.76 

0.57 


Barliya 

0828000403467500 

1.765 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.444 

5.99 

0.018 

0.03 

0.01 

0.00 

0.00 

0.00 

0.17 

0.23 

0.10 

0.011 

0.62 

0.47 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.044 

5.99 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.000 

0.02 

0.01 


Baroonara 

0827000403372000 

0.422 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.422 

9.61 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.12 

0.02 

0.002 

0.73 

0.55 


Beduwa 

0827000403374200 

0.408 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.408 

6.13 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

0.04 

0.05 

0.00 

0.002 

0.75 

0.55 


Bhachariya Jagtan 

0827000403371400 

3.460 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.192 

3.38 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.001 

0.04 

0.03 


Bhachariya Khas 

0827000403371500 

1.078 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.078 

5.97 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.21 

0.07 

0.006 

0.74 

0.53 


Bhadela 

0827000403373800 

1.228 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.228 

6.38 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.23 

0.03 

0.007 

0.75 

0.54 


Bhairavpura 

0827000403373900 

1.648 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.648 

5.65 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.27 

0.02 

0.009 

0.75 

0.54 


Bhaisau 

0828000203420100 

2.178 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.126 

4.62 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.12 

0.02 

0.008 

0.39 

0.29 


Bormata 

0827000403374700 

1.222 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.222 

6.46 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.23 

0.03 

0.007 

0.75 

0.55 


Bujwara 

0827000403374400 

0.461 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.461 

5.91 

0.020 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.02 

0.01 

0.003 

0.75 

0.56 


Cheekhli 

0827000403374000 

4.477 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.434 

6.76 

0.020 

0.17 

0.02 

0.00 

0.00 

0.00 

0.75 

1.04 

0.65 

0.025 

0.74 

0.53 


Chikli Badra 

0828000403466700 

2.395 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.395 

3.78 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.23 

0.05 

0.018 

0.77 

0.59 


Chikli Poona 

0828000403466900 

1.418 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.414 

3.31 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.12 

0.04 

0.010 

0.76 

0.57 


Chikli Teja 

0828000403466800 

5.286 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.286 

3.31 

0.018 

0.05 

0.01 

0.00 

0.00 

0.00 

0.35 

0.46 

0.15 

0.039 

0.77 

0.58 


Dad 

0828000403461100 

2.024 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.512 

3.97 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.01 

0.004 

0.19 

0.14 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.511 

3.97 

0.018 

0.01 

0.00 

0.00 

0.00 

0.01 

0.11 

0.15 

0.02 

0.011 

0.57 

0.43 



0827000403375400 

0.391 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.391 

8.45 

0.020 

0.05 

0.01 

0.00 

0.00 

0.02 

0.09 

0.12 

0.18 

0.002 

0.75 

0.56 


Dandwa 

0828000403456900 

8.230 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.947 

4.82 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.70 

0.94 

0.04 

0.059 

0.73 

0.54 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.283 

4.82 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.002 

0.03 

0.02 


Daroo Dhawra 

0827000403372200 

3.630 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.137 

5.34 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.25 

0.34 

0.07 

0.012 

0.44 

0.31 


Deephor 

0828000403466600 

2.140 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.140 

3.98 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.21 

0.02 

0.016 

0.77 

0.59 


Dhangaon 

0827000403371300 

1.730 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.730 

6.30 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.27 

0.37 

0.21 

0.010 

0.74 

0.53 


Dhankoo 

0828000403462600 

2.346 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.284 

4.05 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.24 

0.06 

0.017 

0.74 

0.56 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.039 

4.05 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Dhebra 

0827000403371700 

1.097 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

4.32 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dhodiya 

0828000403465800 

5.576 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.092 

5.86 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.002 

5.86 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dokar 

0828000403457100 

8.409 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.045 

3.80 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.745 

3.80 

0.018 

0.02 

0.00 

0.00 

0.00 

0.01 

0.20 

0.26 

0.06 

0.020 

0.25 

0.19 


Fatehpura 

0827000403371900 

0.744 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.083 

8.81 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.000 

0.08 

0.06 


Forest 

0827000427900011 

0.731 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.326 

5.60 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.00 

0.002 

0.32 

0.25 







Non-command 

Ultra Basics 

0.141 

5.60 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.14 

0.11 


Gadeeth 

0827000403372600 

0.443 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.443 

6.59 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.03 

0.002 

0.74 

0.54 


Galal Pura 

0827000403372300 

1.031 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.031 

6.46 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.22 

0.10 

0.006 

0.74 

0.54 


Gamana 

0828000403467800 

5.469 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.086 

3.89 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 


Gamana Diphor 

0828000403466500 

2.636 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.636 

4.03 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.21 

0.27 

0.05 

0.020 

0.77 

0.59 


Gamela 

0827000403374500 

2.125 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.125 

6.17 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.35 

0.00 

0.012 

0.75 

0.55 


Gatroad 

0828000403462100 

1.464 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.464 

4.28 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.16 

0.02 

0.011 

0.76 

0.58 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Todi Bari 

0828000203421100 

0.06 

0.02 

126.79 

0.03 

- 

0.03 

0.05 

0.80 

- 

0.0100 

0.0027 

0.0138 

- 

0.027 

0.027 

0.054 

0.003 

0.052 

0.074 

142.80 

Over Exploited 

Todi Chhoti 

0828000203421200 

0.06 

0.13 

60.95 

0.16 

- 

0.16 

0.05 

0.80 

- 

0.0100 

0.0183 

0.1191 

- 

0.148 

0.148 

0.307 

0.015 

0.292 

0.069 

23.74 

Safe 

Ubali 

0827000303352100 

0.07 

0.23 

163.39 

0.28 

0.05 

0.33 

0.06 

0.80 

- 

0.0100 

- 

- 

0.079 

0.089 

0.089 

0.424 

0.021 

0.402 

0.055 

13.68 

Safe 

Udaiya 

0827000303347800 

0.07 

0.05 

220.36 

0.06 

0.01 

0.06 

0.06 

0.75 

- 

0.0200 

- 

- 

0.010 

0.030 

0.030 

0.093 

0.005 

0.088 

0.106 

120.55 

Over Exploited 

Udela 

0828000203421400 

0.06 

0.07 

44.78 

0.08 

0.01 

0.09 

0.05 

0.80 

- 

0.0100 

0.0079 

0.0412 

0.015 

0.074 

0.074 

0.166 

0.008 

0.158 

0.064 

40.53 

Safe 

Umbara 

0828000203410200 

0.06 

0.28 

(38.01) 

0.22 

0.01 

0.24 

0.05 

0.74 

- 

0.0100 

0.0422 

0.2746 

0.019 

0.345 

0.345 

0.582 

0.029 

0.553 

0.080 

14.48 

Safe 

Vageri 

0827000303346800 

0.04 

0.00 

20,562.89 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.000 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.05 

156.85 

0.05 

0.00 

0.06 

0.05 

0.80 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.068 

0.003 

0.064 

0.055 

85.11 

Semi Critical 

Vamaniya Wara 

0827000303351900 

0.07 

0.08 

239.37 

0.10 

0.00 

0.10 

0.05 

0.64 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.106 

0.005 

0.100 

0.033 

32.53 

Safe 

Vaniyap 

0827000303347700 

0.07 

0.04 

472.12 

0.05 

0.01 

0.06 

0.03 

0.42 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.090 

0.005 

0.086 

0.153 

178.82 

Over Exploited 

Vankhand Kanthal 

0827000303337000 

0.04 

0.00 

809.60 

0.00 

0.00 

0.00 

0.01 

0.22 

- 

- 

- 

- 

0.000 

0.001 

0.001 

0.003 

0.000 

0.003 

0.019 

738.07 

Over Exploited 



0.05 

0.01 

303.11 

0.02 

0.00 

0.02 

0.04 

0.55 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.036 

0.002 

0.034 

0.049 

143.92 

Over Exploited 

Vanori 

0827000303341900 

0.04 

0.00 

1,303.09 

0.00 

0.00 

0.01 

0.01 

0.15 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.013 

0.001 

0.012 

0.015 

121.92 

Over Exploited 



0.05 

0.00 

3,064.71 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.005 

622.25 

Over Exploited 

Varsinghpur 

0827000303339900 

0.04 

0.09 

134.88 

0.10 

0.01 

0.11 

0.05 

0.77 

- 

0.0100 

- 

- 

0.012 

0.022 

0.022 

0.133 

0.007 

0.126 

0.076 

60.10 

Safe 

Vayla 

0828000203409000 

0.06 

0.02 

(6.61) 

0.02 

0.00 

0.03 

0.05 

0.74 

- 

0.0100 

0.0036 

0.0232 

0.005 

0.042 

0.042 

0.068 

0.003 

0.065 

0.035 

54.35 

Safe 

Vilri 

0828000203420200 

0.06 

0.00 

104,260.85 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

1,411.67 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

0.0037 

0.0190 

- 

0.023 

0.023 

0.027 

0.001 

0.026 

0.005 

19.74 

Safe 

Amba 

0828000403467300 

0.04 

0.04 

439.97 

0.04 

- 

0.04 

0.05 

0.77 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.055 

0.003 

0.052 

0.047 

91.26 

Critical 

Ambadara 

0828000403461900 

0.04 

0.10 

423.35 

0.11 

0.02 

0.13 

0.05 

0.71 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.225 

0.011 

0.214 

0.487 

228.13 

Over Exploited 

Ambara 

0827000403373200 

0.07 

0.19 

422.93 

0.23 

0.01 

0.24 

0.06 

0.80 

- 

0.0600 

- 

- 

0.002 

0.062 

0.062 

0.299 

0.015 

0.284 

0.324 

114.06 

Over Exploited 

Amla 

0828000403467400 

0.04 

0.05 

380.16 

0.06 

0.01 

0.07 

0.05 

0.79 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.094 

0.005 

0.089 

0.109 

122.58 

Over Exploited 

Amleeya 

0828000403461800 

0.04 

0.12 

320.40 

0.14 

0.01 

0.15 

0.05 

0.69 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.182 

0.009 

0.173 

0.196 

113.52 

Over Exploited 

Anandpuri 

0828000403462400 

0.04 

0.00 

1,532.61 

0.00 

- 

0.00 

0.01 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.031 

274.84 

Over Exploited 



0.04 

0.02 

188.17 

0.02 

0.02 

0.04 

0.04 

0.64 

- 

0.0200 

0.0050 

0.0328 

0.008 

0.066 

0.066 

0.105 

0.005 

0.100 

0.121 

121.13 

Over Exploited 

Baori 

0828000403461000 

0.04 

0.01 

280.79 

0.01 

0.00 

0.01 

0.03 

0.48 

- 

- 

0.0029 

0.0186 

0.004 

0.025 

0.025 

0.038 

0.002 

0.036 

0.013 

37.40 

Safe 


0827000403373500 

0.07 

0.29 

282.05 

0.35 

0.05 

0.39 

0.06 

0.80 

- 

0.0500 

- 

- 

0.044 

0.094 

0.094 

0.489 

0.024 

0.465 

0.478 

102.91 

Over Exploited 

Bareth 

0828000403466400 

0.04 

0.29 

246.92 

0.35 

0.01 

0.36 

0.05 

0.80 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.416 

0.021 

0.395 

0.396 

100.27 

Over Exploited 

Bargama 

0827000403375300 

0.07 

0.21 

248.12 

0.25 

0.06 

0.31 

0.06 

0.81 

- 

0.0400 

- 

- 

0.075 

0.115 

0.115 

0.426 

0.021 

0.404 

0.389 

96.20 

Critical 

Barliya 

0828000403467500 

0.04 

0.04 

520.70 

0.04 

0.01 

0.05 

0.04 

0.67 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.074 

0.004 

0.070 

0.107 

151.40 

Over Exploited 



0.04 

0.00 

17,649.49 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0003 

0.0018 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.000 

16.09 

Safe 

Baroonara 

0827000403372000 

0.07 

0.02 

439.27 

0.03 

- 

0.03 

0.06 

0.79 

- 

- 

- 

- 

- 

- 

- 

0.027 

0.001 

0.026 

0.024 

94.24 

Critical 

Beduwa 

0827000403374200 

0.07 

0.02 

124.21 

0.03 

0.01 

0.04 

0.06 

0.80 

- 

- 

- 

- 

0.020 

0.020 

0.020 

0.059 

0.003 

0.056 

0.002 

4.01 

Safe 

Bhachariya Jagtan 

0827000403371400 

0.07 

0.00 

3,052.56 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.008 

1,232.33 

Over Exploited 

Bhachariya Khas 

0827000403371500 

0.07 

0.06 

254.07 

0.07 

0.00 

0.07 

0.06 

0.80 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.080 

0.004 

0.076 

0.079 

103.53 

Over Exploited 

Bhadela 

0827000403373800 

0.07 

0.07 

238.59 

0.08 

0.00 

0.08 

0.06 

0.80 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.083 

0.004 

0.079 

0.041 

51.56 

Safe 

Bhairavpura 

0827000403373900 

0.07 

0.09 

196.10 

0.11 

0.00 

0.11 

0.06 

0.80 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.114 

0.006 

0.108 

0.031 

28.81 

Safe 

Bhaisau 

0828000203420100 

0.06 

0.03 

348.21 

0.03 

- 

0.03 

0.03 

0.42 

- 

- 

- 

- 

- 

- 

- 

0.031 

0.002 

0.030 

0.027 

90.72 

Critical 

Bormata 

0827000403374700 

0.07 

0.07 

242.24 

0.08 

- 

0.08 

0.06 

0.80 

- 

- 

- 

- 

- 

- 

- 

0.080 

0.004 

0.076 

0.041 

53.61 

Safe 

Bujwara 

0827000403374400 

0.07 

0.03 

(14.62) 

0.02 

0.04 

0.06 

0.06 

0.81 

- 

- 

- 

- 

0.058 

0.058 

0.058 

0.118 

0.006 

0.112 

0.010 

8.56 

Safe 

Cheekhli 

0827000403374000 

0.07 

0.24 

333.72 

0.29 

0.02 

0.31 

0.06 

0.79 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

0.427 

0.021 

0.405 

0.677 

166.99 

Over Exploited 

Chikli Badra 

0828000403466700 

0.04 

0.08 

210.14 

0.09 

- 

0.09 

0.05 

0.82 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.101 

0.005 

0.096 

0.066 

68.72 

Safe 

Chikli Poona 

0828000403466900 

0.04 

0.04 

175.82 

0.05 

- 

0.05 

0.05 

0.81 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.063 

0.003 

0.060 

0.048 

81.03 

Semi Critical 

Chikli Teja 

0828000403466800 

0.04 

0.17 

175.59 

0.20 

0.01 

0.21 

0.05 

0.82 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.239 

0.012 

0.227 

0.193 

84.96 

Semi Critical 

Dad 

0828000403461100 

0.04 

0.00 

1,074.41 

0.00 

- 

0.00 

0.01 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.014 

301.19 

Over Exploited 



0.04 

0.03 

316.06 

0.04 

0.01 

0.05 

0.04 

0.61 

- 

- 

0.0094 

0.0610 

0.008 

0.078 

0.078 

0.125 

0.006 

0.119 

0.030 

25.46 

Safe 


0827000403375400 

0.07 

0.02 

464.89 

0.03 

0.03 

0.05 

0.06 

0.80 

- 

0.0200 

- 

- 

0.023 

0.043 

0.043 

0.094 

0.005 

0.089 

0.182 

203.88 

Over Exploited 

Dandwa 

0828000403456900 

0.04 

0.24 

294.91 

0.28 

- 

0.28 

0.05 

0.78 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.295 

0.015 

0.280 

0.097 

34.64 

Safe 



0.04 

0.00 

10,099.86 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

0.0018 

0.0114 

0.001 

0.015 

0.015 

0.016 

0.001 

0.015 

0.002 

13.99 

Safe 

Daroo Dhawra 

0827000403372200 

0.07 

0.07 

404.31 

0.08 

- 

0.08 

0.03 

0.47 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.092 

0.005 

0.087 

0.078 

89.54 

Semi Critical 

Deephor 

0828000403466600 

0.04 

0.07 

209.86 

0.08 

- 

0.08 

0.05 

0.82 

- 

- 

- 

- 

- 

- 

- 

0.081 

0.004 

0.077 

0.035 

45.31 

Safe 

Dhangaon 

0827000403371300 

0.07 

0.09 

296.41 

0.11 

0.01 

0.12 

0.06 

0.80 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.163 

0.008 

0.155 

0.219 

141.43 

Over Exploited 

Dhankoo 

0828000403462600 

0.04 

0.07 

246.27 

0.08 

- 

0.08 

0.05 

0.79 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.093 

0.005 

0.089 

0.075 

84.64 

Semi Critical 



0.04 

0.00 

18,095.18 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0002 

0.0016 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.000 

16.52 

Safe 

Dhebra 

0827000403371700 

0.07 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dhodiya 

0828000403465800 

0.04 

0.00 

26,298.57 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.04 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dokar 

0828000403457100 

0.04 

0.00 

53,333.48 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.03 

842.29 

0.03 

0.01 

0.04 

0.02 

0.26 

- 

0.0100 

0.0170 

0.1108 

0.009 

0.146 

0.146 

0.185 

0.009 

0.176 

0.078 

44.55 

Safe 

Fatehpura 

0827000403371900 

0.07 

0.00 

3,857.15 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.007 

1,314.82 

Over Exploited 

Forest 

0827000427900011 

0.07 

0.01 

523.29 

0.01 

- 

0.01 

0.02 

0.35 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.009 

0.002 

20.64 

Safe 



0.06 

0.00 

1,657.25 

0.00 

- 

0.00 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

58.10 

Safe 

Gadeeth 

0827000403372600 

0.07 

0.02 

290.83 

0.03 

- 

0.03 

0.06 

0.80 

- 

- 

- 

- 

- 

- 

- 

0.029 

0.001 

0.027 

0.027 

100.04 

Over Exploited 

Galal Pura 

0827000403372300 

0.07 

0.06 

298.27 

0.07 

0.00 

0.07 

0.06 

0.80 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.083 

0.004 

0.079 

0.108 

137.14 

Over Exploited 

Gamana 

0828000403467800 

0.04 

0.00 

18,577.05 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Gamana Diphor 

0828000403466500 

0.04 

0.08 

222.51 

0.10 

- 

0.10 

0.05 

0.83 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.110 

0.006 

0.105 

0.068 

64.44 

Safe 

Gamela 

0827000403374500 

0.07 

0.12 

200.11 

0.14 

0.00 

0.14 

0.06 

0.81 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.152 

0.008 

0.144 

0.012 

8.18 

Safe 

Gatroad 

0828000403462100 

0.04 

0.05 

247.26 

0.05 

- 

0.05 

0.05 

0.81 

- 

- 

- 

- 

- 

- 

- 

0.055 

0.003 

0.052 

0.030 

57.42 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Gulabpura 

082700040337370C 

0.636 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.636 

6.58 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.13 

0.02 

0.004 

0.75 

0.55 


Guman Pura 

0827000403372700 

0.595 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.595 

6.53 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.01 

0.003 

0.74 

0.54 


Halera 

0828000403461300 

1.374 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.213 

3.90 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.12 

0.04 

0.009 

0.67 

0.50 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.160 

3.90 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.09 

0.07 


Jasela 

0827000303352500 

2.701 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.327 

6.38 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.03 

0.002 

0.09 

0.06 


Jher 

0828000403467100 

6.558 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.054 

4.07 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.39 

0.52 

0.06 

0.037 

0.59 

0.44 


Jooni Timbi 

0828000403477200 

2.487 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.006 

3.57 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kahawara 

0828000403466100 

3.002 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.002 

4.98 

0.018 

0.03 

0.01 

0.00 

0.00 

0.00 

0.28 

0.37 

0.11 

0.022 

0.76 

0.58 


Kasumbariya 

0828000403462300 

0.629 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.555 

2.56 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.06 

0.004 

0.67 

0.51 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.074 

2.56 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.09 

0.07 


Katara Para 

0827000403371200 

1.498 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.498 

7.31 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.28 

0.38 

0.27 

0.008 

0.74 

0.54 


Kesharpura 

0827000303352700 

2.107 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.682 

6.79 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.26 

0.36 

0.15 

0.009 

0.59 

0.43 


Khatwa 

0828000403467600 

2.333 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.333 

4.66 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.27 

0.01 

0.017 

0.76 

0.57 


Khoonta Chandna 

0828000403466200 

0.990 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.990 

3.49 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.04 

0.007 

0.76 

0.58 


Khoonta Laloo Pargi 

0828000403467200 

2.480 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.477 

4.68 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.23 

0.31 

0.13 

0.018 

0.76 

0.58 


Khoonti Chandna 

0828000403466000 

1.215 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.215 

6.38 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.19 

0.05 

0.009 

0.76 

0.58 


Kochri 

0827000403373300 

3.584 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.584 

8.81 

0.020 

0.15 

0.02 

0.00 

0.00 

0.03 

0.74 

0.99 

0.58 

0.020 

0.74 

0.55 


Kundela 

0827000403373600 

1.143 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.143 

6.91 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.23 

0.03 

0.006 

0.75 

0.55 


Madkola Makan 

0828000403462900 

6.122 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.080 

5.55 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.001 

5.55 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Madkola Mogji 

0828000403463000 

3.099 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

6.14 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.000 

6.14 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mahuri Khoonta 

0828000403461200 

0.764 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.069 

3.90 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.001 

0.07 

0.05 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.695 

3.90 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.01 

0.005 

0.69 

0.52 


Mali 

0827000403374300 

0.734 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.734 

6.16 

0.020 

0.00 

0.00 

0.00 

0.00 

0.03 

0.06 

0.08 

0.00 

0.004 

0.75 

0.55 


Medi Temba 

0827000403374100 

1.575 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.575 

5.96 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

0.18 

0.25 

0.00 

0.009 

0.75 

0.55 


Mena Padhar 

0828000403461500 

3.424 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.424 

4.07 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.26 

0.35 

0.04 

0.025 

0.76 

0.57 


Modari 

0827000403375000 

0.175 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.175 

5.80 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.02 

0.03 

0.05 

0.001 

0.75 

0.56 


Mundri 

0828000403465900 

7.097 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.467 

7.68 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.76 

1.01 

0.13 

0.041 

0.59 

0.44 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.020 

7.68 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nainsawa 

0827000303353000 

6.611 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.610 

5.93 

0.020 

0.01 

0.00 

0.00 

0.00 

0.08 

0.60 

0.81 

0.01 

0.031 

0.63 

0.47 


Nana Mukhiya 

0828000403460900 

0.587 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.568 

3.68 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.05 

0.004 

0.73 

0.55 


NaniPadar 

0828000403461600 

1.284 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.284 

4.26 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.14 

0.02 

0.010 

0.76 

0.58 


Navaghara 

0828000403462700 

0.709 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.008 

3.52 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.702 

3.52 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.05 

0.005 

0.75 

0.57 


Nawa Gaon 

0827000403374600 

1.991 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.991 

6.09 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.25 

0.33 

0.02 

0.011 

0.75 

0.55 


Noliya Wara 

0827000403371100 

2.198 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.274 

6.04 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.03 

0.002 

0.09 

0.07 


Obla 

0828000403466300 

5.183 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.169 

4.65 

0.018 

0.08 

0.01 

0.00 

0.00 

0.00 

0.49 

0.65 

0.25 

0.038 

0.76 

0.58 


Ojariya 

0827000403373100 

3.332 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.332 

7.72 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.52 

0.71 

0.02 

0.019 

0.74 

0.54 


Ora 

0827000403374900 

0.793 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.793 

6.13 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.10 

0.14 

0.02 

0.004 

0.75 

0.56 


Palsau 

0827000403372100 

5.294 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.873 

7.25 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.59 

0.81 

0.08 

0.022 

0.54 

0.39 


Panchwara 

0828000203420000 

4.190 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.075 

4.86 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.000 

4.86 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Pandola 

0828000403462200 

1.065 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.065 

4.74 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.13 

0.01 

0.008 

0.76 

0.58 


Parda Vishnuji 

0827000303352600 

0.448 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.447 

6.98 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.10 

0.14 

0.20 

0.002 

0.74 

0.53 


Pat @ Nawadhara 

0828000403461400 

4.424 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.226 

4.16 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.33 

0.44 

0.03 

0.031 

0.73 

0.55 


Patiya 

0827000403371000 

3.090 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.066 

5.78 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.18 

0.01 

0.006 

0.26 

0.18 


Phalwan 

0828000403467000 

8.999 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.553 

3.30 

0.018 

0.05 

0.01 

0.00 

0.00 

0.00 

0.36 

0.48 

0.15 

0.041 

0.47 

0.35 







Non-command 

Deccan Traps 

2.736 

3.30 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.24 

0.07 

0.020 

0.23 

0.17 


Piyola 

0827000403373000 

0.679 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.679 

9.70 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.17 

0.23 

0.18 

0.004 

0.74 

0.55 


Pothiwara 

0828000403462000 

3.719 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.508 

4.72 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.30 

0.39 

0.02 

0.026 

0.72 

0.55 


Rahdor 

0827000403375200 

1.081 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.081 

6.48 

0.020 

0.01 

0.00 

0.00 

0.00 

0.04 

0.11 

0.15 

0.01 

0.006 

0.75 

0.56 


Ramela 

0828000403462500 

1.085 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.096 

3.15 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.07 

0.05 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.989 

3.15 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.04 

0.007 

0.69 

0.52 


Ramsor 

0827000303352900 

3.747 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.018 

5.56 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rathri 

0827000403372900 

1.266 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.266 

6.64 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.23 

0.01 

0.007 

0.74 

0.54 


Sakodra 

0827000403372500 

0.253 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.253 

6.65 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.07 

0.10 

0.22 

0.001 

0.74 

0.54 


Salakhari 

0827000403375500 

1.048 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.048 

7.48 

0.020 

0.01 

0.00 

0.00 

0.00 

0.04 

0.12 

0.16 

0.04 

0.006 

0.76 

0.57 


Salera 

0827000403374800 

1.228 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.228 

6.29 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.22 

0.04 

0.007 

0.75 

0.55 


Sarwai 

0828000403461700 

0.887 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.887 

4.55 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.11 

0.03 

0.007 

0.76 

0.58 


Saslai 

0827000403372400 

0.397 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.397 

6.66 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.03 

0.002 

0.74 

0.54 


Sera Nagla 

0828000403460800 

2.748 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.129 

3.56 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.04 

0.03 


Sharda 

0828000403477100 

6.756 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.811 

3.61 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.17 

0.02 

0.013 

0.20 

0.15 







Non-command 

Deccan Traps 

3.384 

3.61 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.23 

0.31 

0.03 

0.025 

0.38 

0.28 


Shishot 

0827000403373400 

2.669 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.669 

9.17 

0.020 

0.20 

0.03 

0.00 

0.00 

0.04 

0.62 

0.82 

0.77 

0.015 

0.74 

0.56 


Tejpura 

0828000403477400 

5.286 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.002 

3.89 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.02 

0.007 

0.15 

0.11 


Temran 

0828000403467700 

5.103 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.532 

4.01 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.34 

0.02 

0.026 

0.53 

0.39 







Non-command 

Deccan Traps 

0.180 

4.01 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.001 

0.03 

0.02 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Gulabpura 

0827000403373700 

0.07 

0.03 

268.91 

0.04 

- 

0.04 

0.06 

0.80 

- 

- 

- 

- 

- 

- 

- 

0.042 

0.002 

0.040 

0.021 

51.95 

Safe 

Guman Pura 

0827000403372700 

0.07 

0.03 

221.27 

0.04 

0.00 

0.04 

0.06 

0.80 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.044 

0.002 

0.041 

0.011 

27.31 

Safe 

Halera 

0828000403461300 

0.04 

0.03 

270.33 

0.04 

- 

0.04 

0.05 

0.72 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.050 

0.002 

0.047 

0.047 

99.17 

Critical 



0.04 

0.00 

2,277.35 

0.00 

0.00 

0.00 

0.01 

0.09 

- 

- 

0.0010 

0.0065 

0.001 

0.008 

0.008 

0.010 

0.000 

0.009 

0.001 

13.14 

Safe 

Jasela 

0827000303352500 

0.07 

0.00 

3,247.54 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.002 

0.027 

1,092.18 

Over Exploited 

Jher 

0828000403467100 

0.04 

0.12 

61,307.81 

0.14 

- 

0.14 

0.04 

0.63 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.154 

0.008 

0.147 

0.095 

65.13 

Safe 

Jooni Timbi 

0828000403477200 

0.09 

0.00 

47,077.93 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kahawara 

0828000403466100 

0.04 

0.09 

297.14 

0.11 

0.01 

0.12 

0.05 

0.82 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.142 

0.007 

0.135 

0.128 

94.75 

Critical 

Kasumbariya 

0828000403462300 

0.04 

0.02 

289.25 

0.02 

- 

0.02 

0.05 

0.72 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.028 

0.001 

0.027 

0.062 

231.20 

Over Exploited 



0.04 

0.00 

1,517.23 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

0.0005 

0.0030 

- 

0.004 

0.004 

0.004 

0.000 

0.004 

0.011 

290.23 

Over Exploited 

Katara Para 

0827000403371200 

0.07 

0.08 

370.86 

0.10 

0.01 

0.11 

0.06 

0.80 

- 

0.0500 

- 

- 

0.004 

0.054 

0.054 

0.165 

0.008 

0.157 

0.274 

175.07 

Over Exploited 

Kesharpura 

0827000303352700 

0.07 

0.07 

386.98 

0.09 

0.01 

0.10 

0.05 

0.64 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.128 

0.006 

0.121 

0.160 

132.17 

Over Exploited 

Khatwa 

0828000403467600 

0.04 

0.07 

267.34 

0.09 

- 

0.09 

0.05 

0.81 

- 

- 

- 

- 

- 

- 

- 

0.087 

0.004 

0.083 

0.027 

32.95 

Safe 

Khoonta Chandna 

0828000403466200 

0.04 

0.03 

201.11 

0.04 

- 

0.04 

0.05 

0.81 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.047 

0.002 

0.045 

0.045 

101.42 

Over Exploited 

Khoonta Laloo Pargi 

0828000403467200 

0.04 

0.08 

298.20 

0.09 

0.01 

0.10 

0.05 

0.82 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.133 

0.007 

0.126 

0.152 

120.73 

Over Exploited 

Khoonti Chandna 

0828000403466000 

0.04 

0.04 

408.24 

0.05 

- 

0.05 

0.05 

0.82 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.056 

0.003 

0.053 

0.057 

108.04 

Over Exploited 

Kochri 

0827000403373300 

0.07 

0.19 

410.58 

0.23 

0.05 

0.28 

0.06 

0.80 

- 

0.0700 

- 

- 

0.038 

0.108 

0.108 

0.387 

0.019 

0.368 

0.603 

164.00 

Over Exploited 

Kundela 

0827000403373600 

0.07 

0.06 

266.38 

0.07 

- 

0.07 

0.06 

0.80 

- 

- 

- 

- 

- 

- 

- 

0.075 

0.004 

0.071 

0.040 

56.77 

Safe 

Madkola Makan 

0828000403462900 

0.04 

0.00 

31,343.98 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.04 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Madkola Mogji 

0828000403463000 

0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mahuri Khoonta 

0828000403461200 

0.04 

0.00 

3,132.56 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.04 

0.02 

206.88 

0.02 

0.00 

0.03 

0.05 

0.74 

- 

- 

0.0043 

0.0281 

0.003 

0.036 

0.036 

0.062 

0.003 

0.059 

0.015 

25.85 

Safe 

Mali 

0827000403374300 

0.07 

0.04 

89.57 

0.05 

0.03 

0.08 

0.06 

0.81 

- 

- 

- 

- 

0.051 

0.051 

0.051 

0.133 

0.007 

0.127 

0.004 

3.21 

Safe 

Medi Temba 

0827000403374100 

0.07 

0.09 

185.11 

0.10 

0.01 

0.11 

0.06 

0.80 

- 

- 

- 

- 

0.013 

0.013 

0.013 

0.124 

0.006 

0.118 

0.009 

7.41 

Safe 

Mena Padhar 

0828000403461500 

0.04 

0.11 

227.54 

0.13 

- 

0.13 

0.05 

0.81 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.138 

0.007 

0.131 

0.063 

48.37 

Safe 

Modari 

0827000403375000 

0.07 

0.01 

161.89 

0.01 

0.01 

0.02 

0.06 

0.81 

- 

0.0100 

- 

- 

0.017 

0.027 

0.027 

0.051 

0.003 

0.048 

0.047 

97.84 

Critical 

Mundri 

0828000403465900 

0.04 

0.13 

672.43 

0.16 

0.01 

0.17 

0.04 

0.63 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.188 

0.009 

0.178 

0.166 

92.86 

Critical 



0.04 

0.00 

208,222.37 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0008 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Nainsawa 

0827000303353000 

0.07 

0.26 

209.83 

0.31 

0.08 

0.39 

0.05 

0.68 

- 

- 

- 

- 

0.120 

0.120 

0.120 

0.511 

0.026 

0.486 

0.045 

9.29 

Safe 

Nana Mukhiya 

0828000403460900 

0.04 

0.02 

256.90 

0.02 

0.00 

0.02 

0.05 

0.78 

- 

0.0100 

0.0035 

0.0229 

0.001 

0.037 

0.037 

0.058 

0.003 

0.055 

0.052 

94.25 

Critical 

NaniPadar 

0828000403461600 

0.04 

0.04 

249.39 

0.05 

- 

0.05 

0.05 

0.81 

- 

- 

- 

- 

- 

- 

- 

0.048 

0.002 

0.046 

0.029 

62.54 

Safe 

Navaghara 

0828000403462700 

0.04 

0.00 

27,158.32 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.02 

218.61 

0.03 

0.00 

0.03 

0.05 

0.80 

- 

0.0100 

0.0044 

0.0283 

0.002 

0.045 

0.045 

0.072 

0.004 

0.068 

0.053 

78.05 

Semi Critical 

Nawa Gaon 

0827000403374600 

0.07 

0.11 

206.44 

0.13 

0.01 

0.14 

0.06 

0.80 

- 

- 

- 

- 

0.012 

0.012 

0.012 

0.150 

0.007 

0.142 

0.033 

23.22 

Safe 

Noliya Wara 

0827000403371100 

0.07 

0.00 

3,160.16 

0.00 

0.00 

0.00 

0.01 

0.10 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.013 

0.001 

0.012 

0.031 

249.59 

Over Exploited 

Obla 

0828000403466300 

0.04 

0.16 

300.79 

0.19 

0.01 

0.20 

0.05 

0.82 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.254 

0.013 

0.241 

0.292 

121.20 

Over Exploited 

Ojariya 

0827000403373100 

0.07 

0.18 

295.38 

0.22 

0.00 

0.22 

0.06 

0.80 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.218 

0.011 

0.207 

0.036 

17.11 

Safe 

Ora 

0827000403374900 

0.07 

0.04 

210.70 

0.05 

0.01 

0.06 

0.06 

0.81 

- 

- 

- 

- 

0.010 

0.011 

0.011 

0.070 

0.003 

0.066 

0.026 

39.84 

Safe 

Palsau 

0827000403372100 

0.07 

0.15 

430.15 

0.18 

- 

0.18 

0.04 

0.58 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.203 

0.010 

0.193 

0.102 

52.62 

Safe 

Panchwara 

0828000203420000 

0.06 

0.00 

12,041.66 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pandola 

0828000403462200 

0.04 

0.03 

290.60 

0.04 

- 

0.04 

0.05 

0.82 

- 

- 

- 

- 

- 

- 

- 

0.040 

0.002 

0.038 

0.018 

47.25 

Safe 

Parda Vishnuji 

0827000303352600 

0.07 

0.02 

486.27 

0.03 

0.01 

0.04 

0.06 

0.80 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.079 

0.004 

0.075 

0.204 

272.23 

Over Exploited 

Pat @ Nawadhara 

0828000403461400 

0.04 

0.13 

246.96 

0.15 

- 

0.15 

0.05 

0.78 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.161 

0.008 

0.153 

0.060 

39.56 

Safe 

Patiya 

0827000403371000 

0.07 

0.02 

813.59 

0.02 

0.00 

0.03 

0.02 

0.28 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.033 

0.002 

0.031 

0.020 

64.45 

Safe 

Phalwan 

0828000403467000 

0.04 

0.11 

348.39 

0.13 

0.01 

0.14 

0.03 

0.50 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.169 

0.008 

0.160 

0.195 

121.93 

Over Exploited 



0.09 

0.06 

314.90 

0.07 

- 

0.07 

0.02 

0.25 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.079 

0.004 

0.075 

0.087 

116.99 

Over Exploited 

Piyola 

0827000403373000 

0.07 

0.04 

528.48 

0.04 

0.01 

0.05 

0.06 

0.79 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.084 

0.004 

0.080 

0.185 

231.88 

Over Exploited 

Pothiwara 

0828000403462000 

0.04 

0.10 

280.39 

0.12 

- 

0.12 

0.05 

0.77 

- 

- 

- 

- 

- 

- 

- 

0.125 

0.006 

0.118 

0.045 

38.05 

Safe 

Rahdor 

0827000403375200 

0.07 

0.06 

158.08 

0.07 

0.04 

0.11 

0.06 

0.81 

- 

- 

- 

- 

0.054 

0.054 

0.054 

0.161 

0.008 

0.153 

0.020 

13.07 

Safe 

Ramela 

0828000403462500 

0.04 

0.00 

2,547.87 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.04 

0.03 

204.52 

0.03 

- 

0.03 

0.05 

0.74 

- 

0.0100 

0.0061 

0.0399 

- 

0.056 

0.056 

0.090 

0.004 

0.085 

0.045 

53.20 

Safe 

Ramsor 

0827000303352900 

0.07 

0.00 

57,745.58 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rathri 

0827000403372900 

0.07 

0.07 

234.62 

0.08 

0.00 

0.08 

0.06 

0.80 

- 

- 

- 

- 

0.000 

- 

- 

0.083 

0.004 

0.078 

0.015 

19.15 

Safe 

Sakodra 

0827000403372500 

0.07 

0.01 

639.06 

0.02 

0.01 

0.03 

0.06 

0.80 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.047 

0.002 

0.044 

0.219 

496.54 

Over Exploited 

Salakhari 

0827000403375500 

0.07 

0.06 

183.42 

0.07 

0.04 

0.11 

0.06 

0.81 

- 

0.0100 

- 

- 

0.064 

0.075 

0.075 

0.187 

0.009 

0.178 

0.042 

23.55 

Safe 

Salera 

0827000403374800 

0.07 

0.07 

231.29 

0.08 

- 

0.08 

0.06 

0.81 

- 

- 

- 

- 

- 

- 

- 

0.081 

0.004 

0.077 

0.046 

59.73 

Safe 

Sarwai 

0828000403461700 

0.04 

0.03 

284.50 

0.03 

- 

0.03 

0.05 

0.82 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.043 

0.002 

0.041 

0.036 

86.56 

Semi Critical 

Saslai 

0827000403372400 

0.07 

0.02 

304.11 

0.03 

- 

0.03 

0.06 

0.80 

- 

- 

- 

- 

- 

- 

- 

0.026 

0.001 

0.025 

0.027 

110.96 

Over Exploited 

Sera Nagla 

0828000403460800 

0.04 

0.00 

5,510.44 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

0.0008 

0.0052 

- 

0.006 

0.006 

0.006 

0.000 

0.006 

0.001 

16.17 

Safe 

Sharda 

0828000403477100 

0.04 

0.02 

1,000.01 

0.02 

- 

0.02 

0.01 

0.22 

- 

- 

- 

- 

- 

- 

- 

0.018 

0.001 

0.017 

0.032 

188.41 

Over Exploited 



0.09 

0.12 

169.30 

0.14 

- 

0.14 

0.03 

0.41 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.149 

0.007 

0.142 

0.059 

41.72 

Safe 

Shishot 

0827000403373400 

0.07 

0.14 

468.89 

0.17 

0.07 

0.25 

0.06 

0.80 

- 

0.1400 

- 

- 

0.063 

0.203 

0.203 

0.448 

0.022 

0.426 

0.785 

184.22 

Over Exploited 

Tejpura 

0828000403477400 

0.09 

0.01 

692.39 

0.02 

- 

0.02 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.016 

0.001 

0.015 

0.024 

163.77 

Over Exploited 

Temran 

0828000403467700 

0.04 

0.08 

352.95 

0.09 

- 

0.09 

0.04 

0.56 

- 

- 

- 

- 

- 

- 

- 

0.091 

0.005 

0.087 

0.045 

52.13 

Safe 



0.09 

0.00 

3,756.68 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.000 

0.001 

269.34 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Ubapan 

082800040346280C 

3.675 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.166 

4.38 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.001 

0.03 

0.03 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.246 

4.38 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.14 

0.03 

0.009 

0.26 

0.20 


Udariya 

082700040337280C 

1.891 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.891 

6.70 

0.020 

0.23 

0.03 

0.00 

0.00 

0.00 

0.45 

0.62 

0.91 

0.011 

0.74 

0.54 


Vilri 

0828000203420200 

5.985 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.707 

4.06 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.00 

0.005 

0.09 

0.07 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.001 

4.06 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Wagva 

0827000403375100 

1.157 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.157 

6.13 

0.020 

0.01 

0.00 

0.00 

0.00 

0.02 

0.13 

0.18 

0.04 

0.006 

0.75 

0.56 


Wanda 

0828000403457000 

6.683 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.709 

4.72 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.20 

0.01 

0.013 

0.19 

0.14 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.440 

4.72 

0.018 

0.01 

0.00 

0.00 

0.00 

0.01 

0.20 

0.27 

0.02 

0.018 

0.27 

0.21 

09004030 

Amaliya Mai 

0828000503524300 

2.573 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.119 

4.27 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.19 

0.00 

0.012 

0.75 

0.64 


Badoopara 

0828000503525800 

1.846 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.846 

3.93 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.16 

0.00 

0.011 

0.91 

0.73 


Bari Sarwa 

0828000503525500 

2.430 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.430 

3.93 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.20 

0.24 

0.15 

0.014 

0.91 

0.76 


Chorbar 

0828000503523800 

3.481 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.206 

3.86 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.001 

0.05 

0.05 


Darobadiya 

0828000503525700 

3.732 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.732 

3.93 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.28 

0.34 

0.06 

0.022 

0.91 

0.74 


Gokalpara 

0828000503525000 

2.016 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.016 

3.94 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.18 

0.00 

0.012 

0.91 

0.72 


Haldu Para 

0828000503520600 

6.060 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.450 

5.37 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.00 

0.003 

0.07 

0.06 


Joonapani 

0828000503525100 

3.095 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.095 

3.94 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.28 

0.00 

0.018 

0.91 

0.73 


Kadwali Khurd 

0828000503524600 

3.980 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.980 

4.07 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.29 

0.38 

0.00 

0.023 

0.91 

0.71 


Kadwalikalan 

0828000503524800 

1.034 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.034 

3.99 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.03 

0.006 

0.91 

0.73 


Kookaripara 

0828000503525900 

4.926 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.926 

3.94 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.35 

0.45 

0.00 

0.028 

0.91 

0.71 


Malwan 

0828000503525300 

1.703 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.703 

3.93 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.14 

0.00 

0.010 

0.91 

0.75 


Matwala Khakhra 

0828000503524900 

3.371 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.371 

3.96 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.31 

0.00 

0.019 

0.91 

0.71 


Morjhari 

0828000503524000 

4.135 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.199 

4.63 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.21 

0.02 

0.013 

0.48 

0.42 


Panda 

0828000503524200 

1.778 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.778 

3.97 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.15 

0.00 

0.010 

0.91 

0.77 


Patan 

0828000503524400 

4.320 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.302 

4.34 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.36 

0.43 

0.13 

0.025 

0.91 

0.76 


Peepli Para 

0828000503525600 

2.236 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.236 

3.93 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.21 

0.06 

0.013 

0.91 

0.76 


Potaliya 

0828000503524500 

1.620 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.620 

4.25 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.16 

0.02 

0.009 

0.91 

0.73 


Sarona 

0828000503525200 

2.605 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.605 

3.95 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.21 

0.25 

0.13 

0.015 

0.91 

0.75 


Semalpara 

0828000503525400 

1.031 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.031 

3.93 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.00 

0.006 

0.91 

0.74 


Singla Kundi 

0828000503524100 

3.319 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.502 

4.03 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.12 

0.01 

0.009 

0.41 

0.36 


Ugamnapara 

0828000503524700 

1.492 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.492 

4.04 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.13 

0.00 

0.009 

0.91 

0.74 

09004031 

Amaliya Mai 

0828000503524300 

2.573 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.454 

4.27 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.00 

0.003 

0.16 

0.14 


Amli Para 

0828000503517900 

2.024 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.491 

3.60 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.003 

0.22 

0.22 


Baori Dindor 

0828000503517700 

5.902 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.354 

2.97 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.19 

0.03 

0.019 

0.52 

0.50 


Baori Ninama 

0828000503517800 

3.181 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.181 

3.11 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.20 

0.05 

0.018 

0.92 

0.88 


Barli Para 

0828000503520900 

1.118 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.118 

5.62 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.14 

0.06 

0.006 

0.92 

0.85 


Bassi 

0828000503523300 

9.690 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.118 

3.39 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.22 

0.24 

0.15 

0.018 

0.29 

0.27 


Bawaliya Para 

0828000503521400 

2.645 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.645 

2.85 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.16 

0.17 

0.12 

0.015 

0.92 

0.87 


Bhanwarda 

0828000503522800 

3.905 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.253 

1.35 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.007 

0.29 

0.27 


Bhawanon Ki Todi 

0828000503521300 

3.725 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.725 

3.22 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.23 

0.02 

0.022 

0.92 

0.86 


Bhimpura 

0828000503518500 

4.523 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.071 

3.58 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Bhoori Para 

0828000503521900 

4.697 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.000 

2.63 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhoraj 

0828000503522700 

0.841 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.373 

1.39 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.41 

0.38 


Bijalpur 

0828000503509200 

2.724 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.004 

3.92 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bijori Kalan 

0828000503519500 

3.475 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.304 

4.09 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.25 

0.26 

0.03 

0.019 

0.88 

0.83 


Bijori Khurd 

0828000503518700 

4.997 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.997 

4.62 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.42 

0.45 

0.03 

0.029 

0.92 

0.86 


Boriya 

0828000503519400 

0.699 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.699 

6.11 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.03 

0.004 

0.91 

0.85 


Chhoti Sarwa 

0828000503521000 

2.382 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.382 

6.55 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.30 

0.33 

0.11 

0.014 

0.92 

0.85 


Chokhwara 

0828000503520200 

3.632 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.632 

6.23 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.41 

0.45 

0.03 

0.021 

0.91 

0.82 


Chorbar 

0828000503523800 

3.481 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.929 

3.86 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.23 

0.03 

0.017 

0.76 

0.68 


Dara 

0828000503519200 

4.536 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.536 

4.82 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.39 

0.42 

0.00 

0.026 

0.92 

0.87 


Galdhar 

0828000503518900 

2.834 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.872 

3.83 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.14 

0.01 

0.011 

0.61 

0.59 


Gandwan 

0828000503519300 

4.449 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.449 

6.30 

0.018 

0.04 

0.00 

0.00 

0.00 

0.00 

0.53 

0.57 

0.12 

0.026 

0.92 

0.85 


Gopalpura 

0828000503519100 

2.253 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.253 

3.38 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.15 

0.03 

0.013 

0.92 

0.88 


Haldu Para 

0828000503520600 

6.060 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.610 

5.37 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.55 

0.63 

0.02 

0.032 

0.84 

0.73 


Haloopara 

0828000503523000 

0.884 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.606 

1.22 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.004 

0.63 

0.59 


Hawa Rundi 

0828000503521200 

2.335 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.335 

5.66 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.25 

0.00 

0.013 

0.92 

0.86 


Karanghati 

0828000503523700 

1.286 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.286 

5.35 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.14 

0.03 

0.007 

0.91 

0.84 


Khana Para 

0828000503522500 

1.351 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.079 

1.23 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.006 

0.73 

0.69 


Khera 

0828000503523500 

1.563 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.563 

3.79 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.12 

0.03 

0.009 

0.91 

0.85 


Kheriya Para 

0828000503520800 

1.084 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.084 

6.58 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.15 

0.02 

0.006 

0.91 

0.85 


Khoonta 

0828000503508800 

4.740 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.988 

6.21 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.12 

0.00 

0.006 

0.19 

0.18 


Kundiya 

0828000503508600 

3.888 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.250 

6.19 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.001 

0.06 

0.05 



0828000503520300 

7.252 

Fresh 

Non-command 

Non-command 

Deccan Traps 

7.252 

6.50 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.83 

0.92 

0.00 

0.042 

0.91 

0.83 


Mahura 

0828000503523900 

3.191 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.191 

4.55 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.27 

0.31 

0.05 

0.018 

0.91 

0.81 


Mirch Ghati 

0828000503520100 

4.357 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.357 

5.77 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.45 

0.52 

0.02 

0.025 

0.91 

0.79 


Mohkampura 

0828000503521700 

1.343 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.343 

1.18 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.05 

0.008 

0.92 

0.87 


Morjhari 

0828000503524000 

4.135 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.936 

4.63 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.19 

0.02 

0.011 

0.43 

0.37 


Nalwai 

0828000503521100 

2.289 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.289 

5.29 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.23 

0.25 

0.05 

0.013 

0.92 

0.86 





Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Ubapan 

0828000403462800 

0.04 

0.00 

7,139.67 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

464.29 

Over Exploited 



0.04 

0.01 

951.08 

0.02 

0.00 

0.02 

0.02 

0.28 

- 

0.0100 

0.0077 

0.0503 

0.001 

0.069 

0.069 

0.086 

0.004 

0.081 

0.038 

46.95 

Safe 

Udariya 

0827000403372800 

0.07 

0.10 

507.26 

0.12 

0.03 

0.15 

0.06 

0.80 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.253 

0.013 

0.240 

0.923 

383.86 

Over Exploited 

Vilri 

0828000203420200 

0.06 

0.00 

1,409.94 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.004 

0.005 

118.75 

Over Exploited 



0.06 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Wagva 

0827000403375100 

0.07 

0.06 

183.45 

0.08 

0.02 

0.09 

0.06 

0.81 

- 

- 

- 

- 

0.027 

0.027 

0.027 

0.121 

0.006 

0.115 

0.042 

36.80 

Safe 

Wanda 

0828000403457000 

0.04 

0.01 

1,405.36 

0.02 

- 

0.02 

0.01 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.016 

0.001 

0.015 

0.023 

147.93 

Over Exploited 



0.04 

0.03 

899.18 

0.03 

0.01 

0.04 

0.02 

0.29 

- 

- 

0.0151 

0.0985 

0.010 

0.124 

0.124 

0.164 

0.008 

0.156 

0.037 

23.82 

Safe 

Amaliya Mai 

0828000503524300 

0.03 

0.05 

248.36 

0.06 

- 

0.06 

0.05 

0.80 

- 

- 

- 

- 

- 

- 

- 

0.064 

0.003 

0.061 

0.012 

20.22 

Safe 

Badoopara 

0828000503525800 

0.03 

0.06 

180.72 

0.07 

- 

0.07 

0.06 

0.96 

- 

- 

- 

- 

- 

- 

- 

0.067 

0.003 

0.064 

0.011 

16.66 

Safe 

Bari Sarwa 

0828000503525500 

0.03 

0.07 

219.64 

0.09 

0.01 

0.10 

0.06 

0.96 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.129 

0.006 

0.122 

0.160 

130.97 

Over Exploited 

Chorbar 

0828000503523800 

0.03 

0.00 

4,109.37 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

281.67 

Over Exploited 

Darobadiya 

0828000503525700 

0.03 

0.11 

200.85 

0.14 

- 

0.14 

0.06 

0.96 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.146 

0.007 

0.139 

0.078 

55.89 

Safe 

Gokalpara 

0828000503525000 

0.03 

0.06 

184.95 

0.07 

- 

0.07 

0.06 

0.97 

- 

- 

- 

- 

- 

- 

- 

0.074 

0.004 

0.070 

0.012 

16.61 

Safe 

Haldu Para 

0828000503520600 

0.03 

0.00 

4,697.68 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.003 

224.16 

Over Exploited 

Joonapani 

0828000503525100 

0.03 

0.09 

193.49 

0.11 

- 

0.11 

0.06 

0.97 

- 

- 

- 

- 

- 

- 

- 

0.113 

0.006 

0.108 

0.018 

16.63 

Safe 

Kadwali Khurd 

0828000503524600 

0.03 

0.12 

209.26 

0.15 

- 

0.15 

0.06 

0.97 

- 

- 

- 

- 

- 

- 

- 

0.146 

0.007 

0.139 

0.023 

16.55 

Safe 

Kadwalikalan 

0828000503524800 

0.03 

0.03 

227.15 

0.04 

- 

0.04 

0.06 

0.97 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.048 

0.002 

0.046 

0.036 

79.02 

Semi Critical 

Kookaripara 

0828000503525900 

0.03 

0.15 

196.72 

0.18 

- 

0.18 

0.06 

0.97 

- 

- 

- 

- 

- 

- 

- 

0.180 

0.009 

0.171 

0.028 

16.62 

Safe 

Malwan 

0828000503525300 

0.03 

0.05 

172.17 

0.06 

- 

0.06 

0.06 

0.96 

- 

- 

- 

- 

- 

- 

- 

0.062 

0.003 

0.059 

0.010 

16.67 

Safe 

Matwala Khakhra 

0828000503524900 

0.03 

0.10 

203.77 

0.12 

- 

0.12 

0.06 

0.97 

- 

- 

- 

- 

- 

- 

- 

0.124 

0.006 

0.118 

0.019 

16.56 

Safe 

Morjhari 

0828000503524000 

0.03 

0.04 

503.34 

0.04 

- 

0.04 

0.03 

0.51 

- 

- 

- 

- 

- 

- 

- 

0.043 

0.002 

0.041 

0.030 

73.17 

Semi Critical 

Panda 

0828000503524200 

0.03 

0.05 

168.29 

0.06 

- 

0.06 

0.06 

0.96 

- 

- 

- 

- 

- 

- 

- 

0.065 

0.003 

0.062 

0.010 

16.67 

Safe 

Patan 

0828000503524400 

0.03 

0.13 

227.53 

0.16 

0.01 

0.17 

0.06 

0.96 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.187 

0.009 

0.177 

0.155 

87.33 

Semi Critical 

Peepli Para 

0828000503525600 

0.03 

0.07 

206.19 

0.08 

- 

0.08 

0.06 

0.96 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.091 

0.005 

0.087 

0.069 

79.31 

Semi Critical 

Potaliya 

0828000503524500 

0.03 

0.05 

229.51 

0.06 

- 

0.06 

0.06 

0.97 

- 

- 

- 

- 

- 

- 

- 

0.059 

0.003 

0.056 

0.031 

55.55 

Safe 

Sarona 

0828000503525200 

0.03 

0.08 

220.80 

0.10 

0.01 

0.11 

0.06 

0.97 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.125 

0.006 

0.119 

0.140 

117.75 

Over Exploited 

Semalpara 

0828000503525400 

0.03 

0.03 

176.19 

0.04 

- 

0.04 

0.06 

0.96 

- 

- 

- 

- 

- 

- 

- 

0.038 

0.002 

0.036 

0.006 

16.67 

Safe 

Singla Kundi 

0828000503524100 

0.03 

0.02 

488.86 

0.02 

- 

0.02 

0.03 

0.44 

- 

- 

- 

- 

- 

- 

- 

0.025 

0.001 

0.024 

0.017 

70.80 

Semi Critical 

Ugamnapara 

0828000503524700 

0.03 

0.05 

182.96 

0.05 

- 

0.05 

0.06 

0.97 

- 

- 

- 

- 

- 

- 

- 

0.055 

0.003 

0.052 

0.009 

16.63 

Safe 

Amaliya Mai 

0828000503524300 

0.03 

0.00 

1,529.19 

0.00 

- 

0.00 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.003 

94.42 

Critical 

Amli Para 

0828000503517900 

0.03 

0.00 

773.70 

0.00 

- 

0.00 

0.01 

0.24 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.011 

257.18 

Over Exploited 

Baori Dindor 

0828000503517700 

0.03 

0.06 

227.04 

0.07 

- 

0.07 

0.03 

0.56 

- 

- 

- 

- 

- 

- 

- 

0.071 

0.004 

0.067 

0.044 

65.97 

Safe 

Baori Ninama 

0828000503517800 

0.03 

0.10 

107.10 

0.12 

- 

0.12 

0.06 

0.98 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.128 

0.006 

0.122 

0.068 

56.28 

Safe 

Barli Para 

0828000503520900 

0.03 

0.03 

307.51 

0.04 

- 

0.04 

0.06 

0.97 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.051 

0.003 

0.049 

0.065 

134.75 

Over Exploited 

Bassi 

0828000503523300 

0.03 

0.03 

672.19 

0.04 

0.01 

0.05 

0.02 

0.31 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.077 

0.004 

0.073 

0.164 

225.04 

Over Exploited 

Bawaliya Para 

0828000503521400 

0.03 

0.08 

109.16 

0.10 

0.01 

0.11 

0.06 

0.98 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.128 

0.006 

0.122 

0.136 

112.14 

Over Exploited 

Bhanwarda 

0828000503522800 

0.03 

0.01 

157.23 

0.01 

- 

0.01 

0.02 

0.31 

- 

- 

- 

- 

- 

- 

- 

0.015 

0.001 

0.014 

0.015 

108.50 

Over Exploited 

Bhawanon Ki Todi 

0828000503521300 

0.03 

0.11 

103.89 

0.14 

- 

0.14 

0.06 

0.98 

- 

- 

- 

- 

- 

- 

- 

0.138 

0.007 

0.131 

0.039 

29.48 

Safe 

Bhimpura 

0828000503518500 

0.03 

0.00 

13,402.54 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhoori Para 

0828000503521900 

0.03 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhoraj 

0828000503522700 

0.03 

0.01 

90.98 

0.01 

- 

0.01 

0.03 

0.43 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.010 

175.42 

Over Exploited 

Bijalpur 

0828000503509200 

0.03 

0.00 

195,586.68 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bijori Kalan 

0828000503519500 

0.03 

0.10 

168.16 

0.12 

- 

0.12 

0.06 

0.93 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.126 

0.006 

0.120 

0.053 

44.25 

Safe 

Bijori Khurd 

0828000503518700 

0.03 

0.15 

193.33 

0.18 

- 

0.18 

0.06 

0.98 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.195 

0.010 

0.185 

0.063 

34.02 

Safe 

Boriya 

0828000503519400 

0.03 

0.02 

326.85 

0.03 

- 

0.03 

0.06 

0.97 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.036 

0.002 

0.034 

0.034 

100.31 

Over Exploited 

Chhoti Sarwa 

0828000503521000 

0.03 

0.07 

345.68 

0.09 

- 

0.09 

0.06 

0.97 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.108 

0.005 

0.102 

0.122 

118.99 

Over Exploited 

Chokhwara 

0828000503520200 

0.03 

0.11 

304.72 

0.13 

- 

0.13 

0.06 

0.97 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.143 

0.007 

0.136 

0.051 

37.48 

Safe 

Chorbar 

0828000503523800 

0.03 

0.08 

210.71 

0.09 

- 

0.09 

0.05 

0.81 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.100 

0.005 

0.095 

0.051 

53.60 

Safe 

Dara 

0828000503519200 

0.03 

0.14 

198.26 

0.17 

- 

0.17 

0.06 

0.98 

- 

- 

- 

- 

- 

- 

- 

0.168 

0.008 

0.159 

0.026 

16.46 

Safe 

Galdhar 

0828000503518900 

0.03 

0.04 

269.21 

0.05 

- 

0.05 

0.04 

0.65 

- 

- 

- 

- 

- 

- 

- 

0.046 

0.002 

0.044 

0.019 

43.05 

Safe 

Gandwan 

0828000503519300 

0.03 

0.14 

318.80 

0.16 

- 

0.16 

0.06 

0.97 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.184 

0.009 

0.175 

0.141 

80.59 

Semi Critical 

Gopalpura 

0828000503519100 

0.03 

0.07 

116.40 

0.08 

- 

0.08 

0.06 

0.98 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.094 

0.005 

0.089 

0.047 

52.90 

Safe 

Haldu Para 

0828000503520600 

0.03 

0.16 

299.28 

0.19 

- 

0.19 

0.05 

0.89 

- 

- 

- 

- 

- 

- 

- 

0.190 

0.009 

0.180 

0.054 

30.17 

Safe 

Haloopara 

0828000503523000 

0.03 

0.01 

9.00 

0.01 

- 

0.01 

0.04 

0.67 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.013 

0.004 

26.53 

Safe 

Hawa Rundi 

0828000503521200 

0.03 

0.07 

244.73 

0.09 

- 

0.09 

0.06 

0.98 

- 

- 

- 

- 

- 

- 

- 

0.086 

0.004 

0.082 

0.013 

16.50 

Safe 

Karanghati 

0828000503523700 

0.03 

0.04 

261.75 

0.05 

- 

0.05 

0.06 

0.97 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.057 

0.003 

0.054 

0.041 

76.29 

Semi Critical 

Khana Para 

0828000503522500 

0.03 

0.03 

(7.10) 

0.02 

- 

0.02 

0.05 

0.78 

- 

- 

- 

- 

- 

- 

- 

0.025 

0.001 

0.023 

0.006 

26.68 

Safe 

Khera 

0828000503523500 

0.03 

0.05 

155.36 

0.06 

- 

0.06 

0.06 

0.97 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.067 

0.003 

0.064 

0.043 

67.13 

Safe 

Kheriya Para 

0828000503520800 

0.03 

0.03 

338.83 

0.04 

- 

0.04 

0.06 

0.97 

- 

- 

- 

- 

- 

- 

- 

0.040 

0.002 

0.038 

0.023 

61.43 

Safe 

Khoonta 

0828000503508800 

0.03 

0.01 

1,723.00 

0.01 

- 

0.01 

0.01 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.007 

0.006 

79.37 

Semi Critical 

Kundiya 

0828000503508600 

0.03 

0.00 

5,942.47 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

258.59 

Over Exploited 


0828000503520300 

0.03 

0.22 

315.33 

0.27 

- 

0.27 

0.06 

0.97 

- 

- 

- 

- 

- 

- 

- 

0.266 

0.013 

0.253 

0.042 

16.59 

Safe 

Mahura 

0828000503523900 

0.03 

0.10 

214.74 

0.12 

- 

0.12 

0.06 

0.97 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.127 

0.006 

0.120 

0.068 

56.86 

Safe 

Mirch Ghati 

0828000503520100 

0.03 

0.13 

289.28 

0.16 

- 

0.16 

0.06 

0.97 

- 

- 

- 

- 

- 

- 

- 

0.159 

0.008 

0.151 

0.042 

27.85 

Safe 

Mohkampura 

0828000503521700 

0.03 

0.04 

(3.23) 

0.04 

- 

0.04 

0.06 

0.98 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.050 

0.003 

0.048 

0.057 

119.49 

Over Exploited 

Morjhari 

0828000503524000 

0.03 

0.03 

590.81 

0.03 

- 

0.03 

0.03 

0.45 

- 

- 

- 

- 

- 

- 

- 

0.033 

0.002 

0.031 

0.028 

89.62 

Semi Critical 

Nalwai 

0828000503521100 

0.03 

0.07 

250.08 

0.08 

- 

0.08 

0.06 

0.98 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.095 

0.005 

0.090 

0.067 

74.86 

Semi Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Nathpura 

082800050351990C 

2.133 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.133 

5.59 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.24 

0.00 

0.012 

0.91 

0.81 


Orwa 

0828000503522900 

2.264 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.252 

1.18 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.03 

0.013 

0.91 

0.86 


Patan 

0828000503524400 

4.320 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.018 

4.34 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Peraniya Dev 

0828000503519600 

3.226 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.226 

5.27 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.31 

0.33 

0.00 

0.019 

0.91 

0.84 


Piplon 

0828000503520400 

2.949 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.949 

6.25 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.33 

0.37 

0.02 

0.017 

0.91 

0.81 


Raoda 

0828000503520000 

2.501 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.501 

5.50 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.28 

0.00 

0.014 

0.91 

0.78 


Roopgarh 

0828000503523400 

6.418 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.204 

1.77 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.16 

0.06 

0.024 

0.60 

0.56 


Sadera 

0828000503519000 

1.270 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.270 

3.77 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.00 

0.007 

0.92 

0.88 


Sarpota 

0828000503519700 

1.028 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.028 

5.30 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.11 

0.00 

0.006 

0.91 

0.81 


Sataliya 

0828000503521600 

1.470 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.470 

1.21 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.07 

0.008 

0.92 

0.86 


Sataliya Ki Todi 

0828000503521500 

2.583 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.583 

2.07 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.11 

0.03 

0.015 

0.92 

0.86 


Seemsagra 

0828000503518600 

3.177 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.253 

3.32 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.14 

0.00 

0.013 

0.65 

0.62 


Semalda 

0828000503518800 

0.726 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.610 

3.71 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.03 

0.004 

0.78 

0.74 


Shobhawati 

0828000503519800 

6.548 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.548 

5.55 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.66 

0.72 

0.03 

0.038 

0.91 

0.83 


Singla Kundi 

0828000503524100 

3.319 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.817 

4.03 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.16 

0.02 

0.011 

0.50 

0.43 


Sunariya 

0828000503523600 

2.871 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.871 

6.05 

0.018 

0.06 

0.01 

0.00 

0.00 

0.00 

0.35 

0.38 

0.22 

0.017 

0.91 

0.84 


Sundri Para 

0828000503522600 

3.933 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.263 

1.90 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.06 

0.06 


Surwan 

0828000503517600 

7.191 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.521 

2.26 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.20 

0.00 

0.026 

0.58 

0.55 


Taraliya 

0828000503521800 

3.408 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.109 

1.38 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.06 

0.012 

0.57 

0.54 


Umarjhonka 

0828000503520500 

1.125 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.125 

5.78 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.13 

0.00 

0.006 

0.91 

0.79 


Varsala 

0828000503520700 

5.264 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.264 

5.95 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.57 

0.63 

0.04 

0.030 

0.91 

0.82 

09004032 

Ambara 

0827000303345600 

9.873 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.379 

5.66 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.01 

0.001 

0.03 

0.02 


Baba Ki Bar 

0827000303349700 

1.908 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.908 

5.31 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.22 

0.33 

0.07 

0.011 

0.74 

0.50 


Badela 

0827000403369300 

0.982 

Fresh 

Non-command 

Non-command 

Ultra Basics 

0.654 

2.93 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.00 

0.004 

0.48 

0.36 


Bansiya 

0827000403364100 

7.109 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.475 

4.73 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.02 

0.003 

0.05 

0.04 







Non-command 

Ultra Basics 

0.826 

4.73 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.11 

0.02 

0.005 

0.08 

0.07 


Bar Bejaniya 

0827000303349800 

3.407 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.407 

4.51 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.32 

0.47 

0.03 

0.019 

0.74 

0.49 


Bargi 

0827000303350300 

2.983 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.983 

3.08 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.22 

0.33 

0.18 

0.017 

0.74 

0.49 


Bhachariya Jagtan 

0827000403371400 

3.460 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.263 

3.38 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.25 

0.35 

0.12 

0.018 

0.70 

0.50 







Non-command 

Ultra Basics 

0.005 

3.38 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhaga Talab 

0827000403370800 

9.038 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.699 

4.60 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.83 

1.18 

0.07 

0.048 

0.71 

0.50 


Bhaisra Bara 

0827000303348900 

5.520 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.462 

6.90 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.78 

1.06 

0.07 

0.030 

0.71 

0.53 







Non-command 

Ultra Basics 

0.020 

6.90 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhaisrachhota 

0827000303349000 

7.331 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.331 

7.01 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

1.04 

1.47 

0.04 

0.041 

0.73 

0.51 


Bhemai 

0827000303348600 

4.434 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.434 

7.98 

0.020 

0.07 

0.01 

0.00 

0.00 

0.01 

0.76 

1.13 

0.27 

0.025 

0.74 

0.50 


Chadoli 

0827000403364400 

3.670 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.284 

6.01 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.35 

0.46 

0.36 

0.013 

0.44 

0.34 







Non-command 

Ultra Basics 

1.386 

6.01 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.19 

0.25 

0.13 

0.008 

0.27 

0.21 


Chak Chariyala 

0827000403368500 

0.080 

Fresh 

Non-command 

Non-command 

Ultra Basics 

0.004 

2.36 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.04 

0.03 


Chandro Diya 

0827000403369100 

3.170 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.452 

5.88 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.24 

0.01 

0.008 

0.33 

0.25 







Non-command 

Ultra Basics 

0.003 

5.88 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Cheekhli 

0827000403374000 

4.477 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.043 

6.76 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Cheentri 

0827000303350100 

7.490 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.490 

2.88 

0.020 

0.11 

0.01 

0.00 

0.00 

0.00 

0.53 

0.79 

0.40 

0.042 

0.74 

0.49 


Dadrora 

0827000303349400 

3.185 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.185 

6.68 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.45 

0.66 

0.04 

0.018 

0.74 

0.50 


Damariya @ Dahla 

0827000303350000 

1.214 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.214 

4.56 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.17 

0.01 

0.007 

0.74 

0.49 


Dariyati 

0827000403369000 

4.006 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.766 

6.53 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.25 

0.33 

0.06 

0.010 

0.32 

0.24 


Daroo Dhawra 

0827000403372200 

3.630 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.493 

5.34 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.23 

0.04 

0.008 

0.30 

0.22 


Dharmpuri 

0827000403370100 

1.357 

Fresh 

Non-command 

Non-command 

Ultra Basics 

1.357 

2.42 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.03 

0.008 

0.73 

0.53 


Dhebra 

0827000403371700 

1.097 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.167 

4.32 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.001 

0.11 

0.08 







Non-command 

Ultra Basics 

0.930 

4.32 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.12 

0.02 

0.005 

0.62 

0.46 


Dhebriya 

0827000303351000 

1.157 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.436 

4.68 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

0.03 

0.05 

0.01 

0.002 

0.28 

0.19 


Dhoondi 

0827000403369600 

2.473 

Fresh 

Non-command 

Non-command 

Ultra Basics 

2.473 

2.33 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.13 

0.18 

0.09 

0.014 

0.73 

0.53 


Doongar 

0827000403370000 

1.925 

Fresh 

Non-command 

Non-command 

Ultra Basics 

1.925 

3.37 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.13 

0.18 

0.03 

0.011 

0.73 

0.54 


Doongar Saran 

0827000403369700 

1.180 

Fresh 

Non-command 

Non-command 

Ultra Basics 

1.180 

1.99 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.08 

0.007 

0.72 

0.54 


Fatehpura 

0827000403371900 

0.744 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.572 

8.81 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.15 

0.04 

0.003 

0.56 

0.42 







Non-command 

Ultra Basics 

0.089 

8.81 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.000 

0.09 

0.07 


Fofli Bor 

0827000303349600 

1.652 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.647 

6.24 

0.020 

0.04 

0.00 

0.00 

0.00 

0.02 

0.23 

0.34 

0.13 

0.009 

0.73 

0.49 


Forest 

0827000327900012 

3.653 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.653 

5.54 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.40 

0.58 

0.00 

0.020 

0.74 

0.51 



0827000427900011 

0.731 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.165 

5.60 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.16 

0.12 







Non-command 

Ultra Basics 

0.098 

5.60 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.10 

0.07 


Galiakot 

0827000342703000 

11.843 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.199 

4.44 

0.020 

0.09 

0.01 

0.00 

0.00 

0.01 

0.44 

0.65 

0.19 

0.134 

0.26 

0.18 


Ganderi 

0827000403370200 

1.347 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.170 

2.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.09 

0.07 







Non-command 

Ultra Basics 

1.177 

2.25 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.02 

0.007 

0.64 

0.46 


Gara Jasrajpur 

0827000303350200 

2.600 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.582 

3.04 

0.020 

0.08 

0.01 

0.00 

0.00 

0.03 

0.20 

0.30 

0.29 

0.014 

0.73 

0.49 


Gareeya 

0827000303350900 

0.344 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.248 

4.31 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.03 

0.04 

0.03 

0.001 

0.53 

0.37 


Gariyata 

0827000303351800 

3.744 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.408 

4.00 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.28 

0.41 

0.04 

0.019 

0.67 

0.46 


Gehuwa 

0827000403370700 

0.973 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.973 

2.75 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.04 

0.005 

0.74 

0.52 


Ghanora 

0827000403370900 

3.446 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.361 

4.91 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.35 

0.50 

0.04 

0.019 

0.72 

0.51 


Ghata Ka Gaon 

0827000303348800 

7.961 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.776 

10.41 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

1.26 

1.78 

0.24 

0.011 

0.71 

0.50 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Nathpura 

0828000503519900 

0.03 

0.07 

261.25 

0.08 

- 

0.08 

0.06 

0.97 

- 

- 

- 

- 

- 

- 

- 

0.078 

0.004 

0.074 

0.012 

16.62 

Safe 

Orwa 

0828000503522900 

0.03 

0.07 

(13.03) 

0.06 

- 

0.06 

0.06 

0.97 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.070 

0.003 

0.066 

0.047 

70.80 

Semi Critical 

Patan 

0828000503524400 

0.03 

0.00 

71,405.95 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Peraniya Dev 

0828000503519600 

0.03 

0.10 

236.57 

0.12 

- 

0.12 

0.06 

0.97 

- 

- 

- 

- 

- 

- 

- 

0.119 

0.006 

0.113 

0.019 

16.55 

Safe 

Piplon 

0828000503520400 

0.03 

0.09 

315.00 

0.11 

- 

0.11 

0.06 

0.97 

- 

- 

- 

- 

- 

- 

- 

0.108 

0.005 

0.103 

0.034 

33.18 

Safe 

Raoda 

0828000503520000 

0.03 

0.08 

267.46 

0.09 

- 

0.09 

0.06 

0.97 

- 

- 

- 

- 

- 

- 

- 

0.091 

0.005 

0.087 

0.014 

16.63 

Safe 

Roopgarh 

0828000503523400 

0.03 

0.08 

90.35 

0.10 

- 

0.10 

0.04 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.111 

0.006 

0.106 

0.083 

78.77 

Semi Critical 

Sadera 

0828000503519000 

0.03 

0.04 

124.39 

0.05 

- 

0.05 

0.06 

0.98 

- 

- 

- 

- 

- 

- 

- 

0.047 

0.002 

0.045 

0.007 

16.40 

Safe 

Sarpota 

0828000503519700 

0.03 

0.03 

243.20 

0.04 

- 

0.04 

0.06 

0.97 

- 

- 

- 

- 

- 

- 

- 

0.038 

0.002 

0.036 

0.006 

16.64 

Safe 

Sataliya 

0828000503521600 

0.03 

0.05 

20.16 

0.05 

- 

0.05 

0.06 

0.98 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.064 

0.003 

0.061 

0.075 

123.72 

Over Exploited 

Sataliya Ki Todi 

0828000503521500 

0.03 

0.08 

38.43 

0.10 

- 

0.10 

0.06 

0.98 

- 

- 

- 

- 

- 

- 

- 

0.095 

0.005 

0.091 

0.040 

44.07 

Safe 

Seemsagra 

0828000503518600 

0.03 

0.05 

177.58 

0.06 

- 

0.06 

0.04 

0.70 

- 

- 

- 

- 

- 

- 

- 

0.059 

0.003 

0.056 

0.013 

23.11 

Safe 

Semalda 

0828000503518800 

0.03 

0.02 

226.79 

0.02 

- 

0.02 

0.05 

0.83 

- 

- 

- 

- 

- 

- 

- 

0.019 

0.001 

0.018 

0.029 

157.55 

Over Exploited 

Shobhawati 

0828000503519800 

0.03 

0.20 

260.19 

0.24 

- 

0.24 

0.06 

0.97 

- 

- 

- 

- 

- 

- 

- 

0.240 

0.012 

0.228 

0.063 

27.53 

Safe 

Singla Kundi 

0828000503524100 

0.03 

0.03 

424.81 

0.04 

- 

0.04 

0.03 

0.53 

- 

- 

- 

- 

- 

- 

- 

0.036 

0.002 

0.034 

0.028 

79.77 

Semi Critical 

Sunariya 

0828000503523600 

0.03 

0.09 

337.64 

0.11 

0.01 

0.12 

0.06 

0.97 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.155 

0.008 

0.148 

0.234 

158.20 

Over Exploited 

Sundri Para 

0828000503522600 

0.03 

0.00 

1,606.62 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.002 

247.05 

Over Exploited 

Surwan 

0828000503517600 

0.03 

0.09 

125.54 

0.11 

- 

0.11 

0.04 

0.62 

- 

- 

- 

- 

- 

- 

- 

0.105 

0.005 

0.100 

0.026 

26.08 

Safe 

Taraliya 

0828000503521800 

0.03 

0.04 

85.52 

0.05 

- 

0.05 

0.04 

0.61 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.058 

0.003 

0.055 

0.068 

123.08 

Over Exploited 

Umarjhonka 

0828000503520500 

0.03 

0.03 

282.40 

0.04 

- 

0.04 

0.06 

0.97 

- 

- 

- 

- 

- 

- 

- 

0.041 

0.002 

0.039 

0.006 

16.63 

Safe 

Varsala 

0828000503520700 

0.03 

0.16 

293.63 

0.19 

- 

0.19 

0.06 

0.97 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.203 

0.010 

0.193 

0.072 

37.60 

Safe 

Ambara 

0827000303345600 

0.04 

0.00 

10,118.94 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.000 

0.006 

1,111.70 

Over Exploited 

Baba Ki Bar 

0827000303349700 

0.07 

0.10 

216.39 

0.12 

0.00 

0.13 

0.07 

0.80 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.140 

0.007 

0.133 

0.076 

56.91 

Safe 

Badela 

0827000403369300 

0.06 

0.02 

172.05 

0.02 

- 

0.02 

0.04 

0.52 

- 

- 

- 

- 

- 

- 

- 

0.023 

0.001 

0.021 

0.008 

35.50 

Safe 

Bansiya 

0827000403364100 

0.07 

0.00 

4,010.77 

0.00 

0.00 

0.00 

0.00 

0.05 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.005 

0.000 

0.004 

0.025 

564.30 

Over Exploited 



0.06 

0.00 

2,600.93 

0.00 

0.00 

0.01 

0.01 

0.09 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

0.000 

0.005 

0.026 

489.54 

Over Exploited 

Bar Bejaniya 

0827000303349800 

0.07 

0.18 

156.01 

0.22 

0.00 

0.22 

0.07 

0.80 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.235 

0.012 

0.223 

0.048 

21.47 

Safe 

Bargi 

0827000303350300 

0.07 

0.16 

105.81 

0.19 

0.01 

0.21 

0.07 

0.80 

- 

0.0200 

- 

- 

0.007 

0.027 

0.027 

0.234 

0.012 

0.222 

0.197 

88.38 

Semi Critical 

Bhachariya Jagtan 

0827000403371400 

0.07 

0.17 

108.29 

0.20 

0.00 

0.20 

0.06 

0.75 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.226 

0.011 

0.215 

0.133 

62.00 

Safe 



0.06 

0.00 

136,039.64 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhaga Talab 

0827000403370800 

0.07 

0.45 

161.65 

0.54 

0.00 

0.55 

0.06 

0.77 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.562 

0.028 

0.534 

0.120 

22.53 

Safe 

Bhaisra Bara 

0827000303348900 

0.07 

0.28 

272.91 

0.34 

- 

0.34 

0.06 

0.77 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.352 

0.018 

0.334 

0.102 

30.60 

Safe 



0.06 

0.00 

119,871.48 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhaisrachhota 

0827000303349000 

0.07 

0.39 

276.77 

0.47 

0.01 

0.48 

0.06 

0.79 

- 

0.0100 

- 

- 

0.014 

0.024 

0.024 

0.503 

0.025 

0.478 

0.084 

17.50 

Safe 

Bhemai 

0827000303348600 

0.07 

0.24 

373.08 

0.29 

0.02 

0.30 

0.07 

0.80 

- 

0.0500 

- 

- 

0.008 

0.058 

0.058 

0.360 

0.018 

0.342 

0.291 

85.07 

Semi Critical 

Chadoli 

0827000403364400 

0.07 

0.07 

524.34 

0.09 

0.01 

0.10 

0.03 

0.48 

- 

0.0700 

- 

- 

0.001 

0.071 

0.071 

0.171 

0.009 

0.162 

0.373 

229.91 

Over Exploited 



0.06 

0.02 

1,023.64 

0.03 

0.00 

0.03 

0.02 

0.29 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.057 

0.003 

0.054 

0.134 

247.24 

Over Exploited 

Chak Chariyala 

0827000403368500 

0.06 

0.00 

2,935.03 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chandro Diya 

0827000403369100 

0.07 

0.04 

591.02 

0.04 

- 

0.04 

0.02 

0.36 

- 

- 

- 

- 

- 

- 

- 

0.042 

0.002 

0.040 

0.022 

55.22 

Safe 



0.06 

0.00 

436,678.03 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Cheekhli 

0827000403374000 

0.07 

0.00 

35,637.56 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Cheentri 

0827000303350100 

0.07 

0.40 

96.67 

0.48 

0.01 

0.50 

0.07 

0.80 

- 

0.0400 

- 

- 

0.007 

0.047 

0.047 

0.546 

0.027 

0.518 

0.438 

84.40 

Semi Critical 

Dadrora 

0827000303349400 

0.07 

0.17 

283.80 

0.21 

0.00 

0.21 

0.06 

0.80 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.216 

0.011 

0.205 

0.061 

29.60 

Safe 

Damariya @ Dahla 

0827000303350000 

0.07 

0.07 

153.50 

0.08 

- 

0.08 

0.07 

0.80 

- 

- 

- 

- 

- 

- 

- 

0.078 

0.004 

0.074 

0.014 

18.45 

Safe 

Dariyati 

0827000403369000 

0.07 

0.04 

713.57 

0.05 

0.00 

0.05 

0.02 

0.34 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.061 

0.003 

0.058 

0.068 

117.53 

Over Exploited 

Daroo Dhawra 

0827000403372200 

0.07 

0.03 

605.54 

0.04 

- 

0.04 

0.02 

0.33 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.050 

0.002 

0.047 

0.051 

108.48 

Over Exploited 

Dharmpuri 

0827000403370100 

0.06 

0.06 

75.12 

0.07 

- 

0.07 

0.06 

0.79 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.082 

0.004 

0.078 

0.039 

49.66 

Safe 

Dhebra 

0827000403371700 

0.07 

0.00 

1,340.84 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.008 

511.16 

Over Exploited 



0.06 

0.03 

253.97 

0.04 

0.00 

0.04 

0.05 

0.67 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.042 

0.002 

0.040 

0.028 

70.78 

Semi Critical 

Dhebriya 

0827000303351000 

0.07 

0.01 

463.74 

0.01 

0.01 

0.02 

0.02 

0.30 

- 

- 

- 

- 

0.010 

0.010 

0.010 

0.027 

0.001 

0.026 

0.009 

36.52 

Safe 

Dhoondi 

0827000403369600 

0.06 

0.11 

66.61 

0.13 

0.01 

0.14 

0.06 

0.79 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.170 

0.009 

0.162 

0.104 

64.18 

Safe 

Doongar 

0827000403370000 

0.06 

0.08 

112.62 

0.10 

0.01 

0.11 

0.06 

0.78 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.128 

0.006 

0.122 

0.042 

34.21 

Safe 

Doongar Saran 

0827000403369700 

0.06 

0.05 

65.68 

0.06 

0.00 

0.07 

0.05 

0.78 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.081 

0.004 

0.077 

0.082 

105.96 

Over Exploited 

Fatehpura 

0827000403371900 

0.07 

0.02 

531.75 

0.03 

- 

0.03 

0.04 

0.61 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.038 

0.002 

0.036 

0.046 

127.09 

Over Exploited 



0.06 

0.00 

4,401.64 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.004 

848.78 

Over Exploited 

Fofli Bor 

0827000303349600 

0.07 

0.09 

281.53 

0.11 

0.02 

0.12 

0.07 

0.80 

- 

0.0200 

- 

- 

0.028 

0.048 

0.048 

0.172 

0.009 

0.164 

0.139 

85.04 

Semi Critical 

Forest 

0827000327900012 

0.07 

0.20 

195.53 

0.24 

0.01 

0.25 

0.06 

0.80 

- 

- 

- 

- 

0.020 

0.020 

0.020 

0.268 

0.013 

0.255 

0.020 

7.95 

Safe 


0827000427900011 

0.07 

0.00 

1,135.39 

0.00 

- 

0.00 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.001 

40.92 

Safe 



0.06 

0.00 

2,417.80 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Galiakot 

0827000342703000 

0.07 

0.08 

714.19 

0.10 

0.02 

0.12 

0.02 

0.28 

- 

0.0400 

- 

- 

0.013 

0.053 

0.053 

0.168 

0.008 

0.160 

0.321 

200.56 

Over Exploited 

Ganderi 

0827000403370200 

0.07 

0.00 

718.63 

0.00 

0.00 

0.00 

0.01 

0.10 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.004 

0.000 

0.003 

0.001 

27.75 

Safe 



0.06 

0.05 

89.71 

0.05 

0.00 

0.06 

0.05 

0.69 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.058 

0.003 

0.055 

0.029 

51.66 

Safe 

Gara Jasrajpur 

0827000303350200 

0.07 

0.14 

117.24 

0.17 

0.04 

0.20 

0.07 

0.80 

- 

0.0300 

- 

- 

0.042 

0.072 

0.072 

0.276 

0.014 

0.262 

0.302 

115.41 

Over Exploited 

Gareeya 

0827000303350900 

0.07 

0.01 

297.22 

0.01 

0.01 

0.02 

0.05 

0.58 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.034 

0.002 

0.033 

0.030 

93.45 

Critical 

Gariyata 

0827000303351800 

0.07 

0.17 

142.69 

0.20 

0.01 

0.22 

0.06 

0.73 

- 

0.0100 

- 

- 

0.021 

0.031 

0.031 

0.246 

0.012 

0.234 

0.063 

26.89 

Safe 

Gehuwa 

0827000403370700 

0.07 

0.05 

73.11 

0.06 

- 

0.06 

0.06 

0.80 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.073 

0.004 

0.069 

0.049 

71.36 

Semi Critical 

Ghanora 

0827000403370900 

0.07 

0.18 

179.56 

0.21 

- 

0.21 

0.06 

0.78 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.223 

0.011 

0.211 

0.055 

25.85 

Safe 

Ghata Ka Gaon 

0827000303348800 

0.04 

0.23 

683.62 

0.27 

0.01 

0.29 

0.06 

0.77 

- 

0.0400 

- 

- 

0.006 

0.046 

0.046 

0.332 

0.017 

0.316 

0.247 

78.16 

Semi Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Gundlara 

082700040337160C 

1.665 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.921 

3.01 

0.020 

0.12 

0.03 

0.00 

0.00 

0.00 

0.15 

0.20 

0.46 

0.005 

0.41 

0.29 







Non-command 

Ultra Basics 

0.744 

3.01 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.09 

0.13 

0.22 

0.004 

0.33 

0.24 


Hansla 

0827000303349300 

1.598 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.598 

6.30 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.30 

0.04 

0.009 

0.74 

0.50 


Hindoliya 

0827000303349500 

2.698 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.673 

6.34 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.36 

0.54 

0.04 

0.015 

0.73 

0.49 


Jadela 

0827000303348700 

2.374 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.181 

8.66 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.000 

0.06 

0.04 


Jhosawa 

0827000303349200 

4.542 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.542 

6.32 

0.020 

0.03 

0.00 

0.00 

0.00 

0.03 

0.57 

0.83 

0.09 

0.025 

0.73 

0.51 


Jogpur 

0827000303348200 

5.188 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.823 

3.75 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.19 

0.28 

0.14 

0.004 

0.40 

0.27 


Kaberi Bari 

0827000403364700 

2.474 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.756 

5.89 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.13 

0.04 

0.004 

0.22 

0.17 


Kasariya 

0827000303350800 

3.695 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.695 

4.39 

0.020 

0.03 

0.00 

0.00 

0.00 

0.05 

0.30 

0.45 

0.09 

0.021 

0.74 

0.49 


Khar 

0827000403364600 

5.082 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.731 

5.16 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.10 

0.01 

0.004 

0.10 

0.08 







Non-command 

Ultra Basics 

0.024 

5.16 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kherasa 

0827000303351300 

1.068 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.068 

4.38 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.17 

0.09 

0.006 

0.74 

0.49 


Khumanpura 

0827000303348400 

2.680 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.012 

4.55 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.13 

0.07 

0.001 

0.28 

0.19 


Khuntwara 

0827000303348300 

5.608 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.150 

4.50 

0.015 

0.04 

0.01 

0.00 

0.00 

0.01 

0.30 

0.45 

0.14 

0.006 

0.54 

0.37 


Kodariya 

0827000403364500 

4.510 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.019 

4.60 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Ultra Basics 

0.848 

4.60 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.01 

0.005 

0.13 

0.10 


Kuwan 

0827000403370600 

2.871 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.871 

2.31 

0.020 

0.08 

0.02 

0.00 

0.00 

0.00 

0.19 

0.27 

0.30 

0.016 

0.74 

0.52 


Lembriya 

0827000303352000 

2.261 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.073 

5.37 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.02 


Likhatiya 

0827000303349100 

4.463 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.463 

6.81 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.63 

0.88 

0.07 

0.025 

0.73 

0.52 


Mahuwara 

0827000303351600 

2.871 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.871 

4.38 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.38 

0.01 

0.016 

0.74 

0.51 


Manparda 

0827000403370300 

1.208 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.344 

3.20 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.002 

0.21 

0.15 







Non-command 

Ultra Basics 

0.864 

3.20 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.02 

0.005 

0.53 

0.37 


Mewra 

0827000403364300 

5.973 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.243 

6.82 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.61 

0.80 

0.09 

0.024 

0.51 

0.39 


Modra Daulatpura 

0827000303351200 

0.882 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.882 

4.47 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.13 

0.04 

0.005 

0.74 

0.49 


Modra Prithvi Pura 

0827000303351100 

4.046 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.420 

4.99 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.34 

0.50 

0.01 

0.019 

0.62 

0.42 


Mora Saran 

0827000403369800 

0.210 

Fresh 

Non-command 

Non-command 

Ultra Basics 

0.210 

2.02 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.72 

0.54 


Mordi 

0827000303350500 

2.682 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.682 

4.00 

0.020 

0.02 

0.00 

0.00 

0.00 

0.03 

0.20 

0.31 

0.07 

0.015 

0.74 

0.49 


Nadiya 

0827000303351400 

4.847 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.847 

3.97 

0.020 

0.04 

0.01 

0.00 

0.00 

0.03 

0.39 

0.58 

0.13 

0.027 

0.74 

0.50 


Navaghara Mataji 

0827000303350700 

0.800 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.800 

4.27 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.10 

0.01 

0.004 

0.74 

0.49 


Noliya Wara 

0827000403371100 

2.198 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.089 

6.04 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.000 

0.03 

0.02 


Palsau 

0827000403372100 

5.294 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.422 

7.25 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.30 

0.04 

0.008 

0.20 

0.14 


Panch Kundi 

0827000403370500 

0.418 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.414 

2.51 

0.020 

0.07 

0.02 

0.00 

0.00 

0.00 

0.07 

0.10 

0.27 

0.002 

0.73 

0.51 







Non-command 

Ultra Basics 

0.003 

2.51 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 


Parda Dariyati 

0827000403368800 

0.788 

Fresh 

Non-command 

Non-command 

Ultra Basics 

0.002 

3.44 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Pardajun 

0827000303347900 

0.617 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.209 

3.69 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.04 

0.001 

0.25 

0.17 


Pardamataji 

0827000303348000 

1.699 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.337 

3.81 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.03 

0.002 

0.15 

0.10 


Patiya 

0827000403371000 

3.090 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.996 

5.78 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.34 

0.02 

0.011 

0.48 

0.34 


Piyola 

0827000403370400 

1.483 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.163 

2.58 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.08 

0.06 







Non-command 

Ultra Basics 

1.320 

2.58 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.12 

0.05 

0.007 

0.65 

0.46 


Poonchhiyawara 

0827000303349900 

3.769 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.769 

4.66 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.35 

0.52 

0.01 

0.021 

0.74 

0.49 


Rafri 

0827000403371800 

1.006 

Fresh 

Non-command 

Non-command 

Ultra Basics 

1.006 

6.48 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.19 

0.02 

0.006 

0.73 

0.54 


Ratanpura 

0827000303350600 

0.775 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.735 

3.98 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.00 

0.004 

0.70 

0.46 


Ratriya 

0827000303350400 

4.570 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.570 

4.01 

0.020 

0.03 

0.00 

0.00 

0.00 

0.02 

0.38 

0.57 

0.09 

0.025 

0.74 

0.49 


Royra 

0827000403369500 

1.961 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.336 

4.08 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.02 

0.002 

0.13 

0.09 







Non-command 

Ultra Basics 

1.625 

4.08 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.22 

0.06 

0.009 

0.61 

0.43 


Saran Khas 

0827000403369900 

0.633 

Fresh 

Non-command 

Non-command 

Ultra Basics 

0.633 

2.31 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.03 

0.004 

0.73 

0.54 


Semaliyaghata 

0827000303348500 

3.157 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.157 

9.41 

0.015 

0.04 

0.01 

0.00 

0.00 

0.02 

0.46 

0.67 

0.17 

0.004 

0.74 

0.50 


Sendola 

0827000403369400 

3.954 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.692 

4.78 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.11 

0.04 

0.004 

0.13 

0.09 







Non-command 

Ultra Basics 

3.263 

4.78 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.34 

0.47 

0.11 

0.018 

0.60 

0.43 


Sohan Barli 

0827000403369200 

2.422 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.951 

5.80 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.16 

0.04 

0.005 

0.29 

0.21 







Non-command 

Ultra Basics 

1.232 

5.80 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.21 

0.04 

0.007 

0.37 

0.27 


Tham Ka Talab 

0827000403364200 

4.403 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.185 

5.06 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.29 

0.02 

0.012 

0.35 

0.28 







Non-command 

Ultra Basics 

1.406 

5.06 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.18 

0.01 

0.008 

0.23 

0.18 


Udaiya 

0827000303347800 

0.995 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.066 

4.09 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.05 

0.03 


Vamaniya Wara 

0827000303351900 

2.402 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.480 

4.91 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.01 

0.003 

0.15 

0.10 


Vijaypura 

0827000303351500 

0.711 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.711 

4.14 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.01 

0.004 

0.74 

0.50 


Vijola 

0827000303351700 

4.252 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.252 

4.01 

0.020 

0.04 

0.01 

0.00 

0.00 

0.01 

0.36 

0.53 

0.11 

0.024 

0.74 

0.50 

09004033 

Adavela 

0829001203725600 

3.804 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.720 

2.81 

0.012 

0.02 

0.01 

0.00 

0.00 

0.00 

0.10 

0.12 

0.08 

0.006 

0.54 

0.46 


Ant 

0826000703219000 

2.393 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

0.423 

1.53 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.03 

0.04 

0.13 

0.001 

0.13 

0.09 


Bagatpura 

0826000703219300 

1.798 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

1.798 

1.43 

0.010 

0.09 

0.02 

0.00 

0.00 

0.00 

0.10 

0.13 

0.34 

0.006 

0.73 

0.54 


Bajon Ka Deeppura 

0826000703221700 

0.059 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.059 

2.17 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.76 

0.63 


Bari Ambeli 

0829001203739900 

6.460 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.037 

2.90 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Deccan Traps 

3.833 

2.90 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.14 

0.03 

0.008 

0.51 

0.45 


Bari Lank 

0829001203731600 

11.321 

Fresh 

Non-command 

Non-command 

Deccan Traps 

9.811 

3.17 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.32 

0.34 

0.03 

0.022 

0.72 

0.67 


Bhagadera 

0826000703220200 

1.609 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

1.609 

1.58 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.05 

0.06 

0.10 

0.005 

0.73 

0.55 


Borda 

0826000703219800 

9.488 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

7.900 

1.59 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.17 

0.22 

0.20 

0.026 

0.59 

0.46 


Chhayan Kotra 

0829001203732400 

1.169 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.753 

3.09 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.002 

0.55 

0.51 


Chiklad 

0829001203725400 

10.763 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.284 

4.25 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.001 

0.02 

0.02 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Gundlara 

0827000403371600 

0.07 

0.03 

633.25 

0.03 

0.03 

0.06 

0.03 

0.44 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.153 

0.008 

0.145 

0.462 

318.32 

Over Exploited 



0.06 

0.01 

790.46 

0.02 

0.01 

0.03 

0.03 

0.35 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.068 

0.003 

0.064 

0.224 

349.01 

Over Exploited 

Hansla 

0827000303349300 

0.07 

0.09 

251.85 

0.10 

0.00 

0.11 

0.06 

0.80 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.125 

0.006 

0.119 

0.045 

37.77 

Safe 

Hindoliya 

0827000303349500 

0.07 

0.14 

275.55 

0.17 

0.00 

0.17 

0.07 

0.80 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.182 

0.009 

0.173 

0.058 

33.46 

Safe 

Jadela 

0827000303348700 

0.04 

0.00 

7,505.81 

0.00 

0.00 

0.00 

0.00 

0.06 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

13.01 

Safe 

Jhosawa 

0827000303349200 

0.07 

0.24 

240.01 

0.29 

0.03 

0.33 

0.06 

0.80 

- 

0.0200 

- 

- 

0.050 

0.070 

0.070 

0.395 

0.020 

0.375 

0.111 

29.66 

Safe 

Jogpur 

0827000303348200 

0.04 

0.05 

508.58 

0.06 

0.01 

0.07 

0.04 

0.44 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.096 

0.005 

0.091 

0.144 

158.26 

Over Exploited 

Kaberi Bari 

0827000403364700 

0.07 

0.01 

974.36 

0.01 

- 

0.01 

0.02 

0.23 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.024 

0.001 

0.023 

0.041 

177.11 

Over Exploited 

Kasariya 

0827000303350800 

0.07 

0.20 

126.04 

0.24 

0.05 

0.29 

0.07 

0.80 

- 

0.0200 

- 

- 

0.081 

0.101 

0.101 

0.394 

0.020 

0.374 

0.107 

28.45 

Safe 

Khar 

0827000403364600 

0.07 

0.01 

1,660.84 

0.01 

0.00 

0.01 

0.01 

0.11 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.009 

0.000 

0.008 

0.011 

135.80 

Over Exploited 



0.06 

0.00 

66,645.24 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kherasa 

0827000303351300 

0.07 

0.06 

196.29 

0.07 

0.00 

0.07 

0.07 

0.80 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.089 

0.004 

0.085 

0.092 

108.65 

Over Exploited 

Khumanpura 

0827000303348400 

0.04 

0.01 

1,018.74 

0.01 

- 

0.01 

0.02 

0.30 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.024 

0.001 

0.023 

0.071 

315.80 

Over Exploited 

Khuntwara 

0827000303348300 

0.04 

0.09 

382.79 

0.11 

0.02 

0.13 

0.05 

0.59 

- 

0.0300 

- 

- 

0.012 

0.042 

0.042 

0.171 

0.009 

0.162 

0.146 

89.78 

Semi Critical 

Kodariya 

0827000403364500 

0.07 

0.00 

54,082.50 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.01 

1,349.55 

0.01 

0.00 

0.01 

0.01 

0.14 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.010 

0.000 

0.009 

0.011 

115.47 

Over Exploited 

Kuwan 

0827000403370600 

0.07 

0.15 

74.45 

0.19 

0.02 

0.21 

0.06 

0.80 

- 

0.0600 

- 

- 

0.001 

0.061 

0.061 

0.268 

0.013 

0.254 

0.312 

122.62 

Over Exploited 

Lembriya 

0827000303352000 

0.07 

0.00 

8,862.26 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Likhatiya 

0827000303349100 

0.07 

0.24 

272.23 

0.29 

0.01 

0.29 

0.06 

0.79 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.311 

0.016 

0.296 

0.097 

32.73 

Safe 

Mahuwara 

0827000303351600 

0.07 

0.15 

145.84 

0.19 

0.00 

0.19 

0.06 

0.80 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.188 

0.009 

0.179 

0.030 

16.74 

Safe 

Manparda 

0827000403370300 

0.07 

0.01 

493.86 

0.01 

- 

0.01 

0.02 

0.23 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.017 

282.33 

Over Exploited 



0.06 

0.03 

237.35 

0.03 

0.00 

0.03 

0.04 

0.57 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.034 

0.002 

0.032 

0.027 

83.34 

Semi Critical 

Mewra 

0827000403364300 

0.07 

0.16 

409.09 

0.19 

0.00 

0.19 

0.04 

0.55 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.210 

0.011 

0.200 

0.110 

54.85 

Safe 

Modra Daulatpura 

0827000303351200 

0.07 

0.05 

179.53 

0.06 

- 

0.06 

0.07 

0.80 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.067 

0.003 

0.064 

0.041 

64.21 

Safe 

Modra Prithvi Pura 

0827000303351100 

0.07 

0.16 

220.99 

0.19 

0.01 

0.20 

0.06 

0.68 

- 

- 

- 

- 

0.019 

0.019 

0.019 

0.219 

0.011 

0.208 

0.033 

15.83 

Safe 

Mora Saran 

0827000403369800 

0.06 

0.01 

12.81 

0.01 

0.00 

0.01 

0.05 

0.78 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.012 

0.001 

0.012 

0.014 

122.65 

Over Exploited 

Mordi 

0827000303350500 

0.07 

0.14 

113.18 

0.17 

0.03 

0.20 

0.07 

0.80 

- 

0.0100 

- 

- 

0.045 

0.055 

0.055 

0.259 

0.013 

0.246 

0.087 

35.36 

Safe 

Nadiya 

0827000303351400 

0.07 

0.26 

120.47 

0.31 

0.04 

0.35 

0.07 

0.80 

- 

0.0200 

- 

- 

0.042 

0.062 

0.062 

0.413 

0.021 

0.392 

0.157 

40.01 

Safe 

Navaghara Mataji 

0827000303350700 

0.07 

0.04 

136.89 

0.05 

0.00 

0.05 

0.07 

0.80 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.053 

0.003 

0.050 

0.011 

22.72 

Safe 

Noliya Wara 

0827000403371100 

0.07 

0.00 

7,619.38 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

3,339.45 

Over Exploited 

Palsau 

0827000403372100 

0.07 

0.02 

1,337.72 

0.02 

- 

0.02 

0.02 

0.21 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.035 

0.002 

0.033 

0.045 

136.33 

Over Exploited 

Panch Kundi 

0827000403370500 

0.07 

0.02 

355.30 

0.03 

0.02 

0.05 

0.06 

0.79 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.097 

0.005 

0.092 

0.275 

300.17 

Over Exploited 



0.06 

0.00 

23,351.70 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Parda Dariyati 

0827000403368800 

0.06 

0.00 

61,858.03 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pardajun 

0827000303347900 

0.07 

0.00 

908.01 

0.00 

- 

0.00 

0.02 

0.27 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.004 

0.044 

1,019.49 

Over Exploited 

Pardamataji 

0827000303348000 

0.07 

0.00 

1,390.02 

0.00 

- 

0.00 

0.01 

0.16 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.014 

0.033 

241.56 

Over Exploited 

Patiya 

0827000403371000 

0.07 

0.07 

383.24 

0.08 

- 

0.08 

0.04 

0.52 

- 

- 

- 

- 

- 

- 

- 

0.084 

0.004 

0.080 

0.033 

41.57 

Safe 

Piyola 

0827000403370400 

0.07 

0.00 

1,139.54 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.008 

722.21 

Over Exploited 



0.06 

0.05 

140.01 

0.06 

- 

0.06 

0.05 

0.71 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.072 

0.004 

0.069 

0.059 

86.50 

Semi Critical 

Poonchhiyawara 

0827000303349900 

0.07 

0.20 

156.13 

0.24 

0.01 

0.26 

0.07 

0.80 

- 

- 

- 

- 

0.022 

0.022 

0.022 

0.280 

0.014 

0.266 

0.035 

13.14 

Safe 

Rafri 

0827000403371800 

0.06 

0.04 

324.14 

0.05 

0.00 

0.05 

0.06 

0.79 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.055 

0.003 

0.052 

0.029 

54.48 

Safe 

Ratanpura 

0827000303350600 

0.07 

0.04 

134.57 

0.05 

- 

0.05 

0.06 

0.76 

- 

- 

- 

- 

- 

- 

- 

0.045 

0.002 

0.043 

0.004 

9.54 

Safe 

Ratriya 

0827000303350400 

0.07 

0.25 

132.13 

0.30 

0.02 

0.31 

0.07 

0.80 

- 

0.0200 

- 

- 

0.024 

0.044 

0.044 

0.355 

0.018 

0.338 

0.119 

35.35 

Safe 

Royra 

0827000403369500 

0.07 

0.00 

1,609.41 

0.00 

- 

0.00 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.024 

680.27 

Over Exploited 



0.06 

0.06 

262.82 

0.07 

- 

0.07 

0.05 

0.66 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.081 

0.004 

0.077 

0.065 

84.35 

Semi Critical 

Saran Khas 

0827000403369900 

0.06 

0.03 

74.92 

0.03 

0.00 

0.04 

0.05 

0.78 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.041 

0.002 

0.039 

0.029 

72.52 

Semi Critical 

Semaliyaghata 

0827000303348500 

0.04 

0.10 

603.16 

0.11 

0.03 

0.14 

0.06 

0.80 

- 

0.0300 

- 

- 

0.030 

0.060 

0.060 

0.205 

0.010 

0.194 

0.170 

87.66 

Semi Critical 

Sendola 

0827000403369400 

0.07 

0.01 

1,541.93 

0.01 

- 

0.01 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.040 

236.22 

Over Exploited 



0.06 

0.12 

301.14 

0.14 

0.00 

0.14 

0.05 

0.65 

- 

0.0200 

- 

- 

0.003 

0.024 

0.024 

0.167 

0.008 

0.159 

0.129 

81.20 

Semi Critical 

Sohan Barli 

0827000403369200 

0.07 

0.02 

732.63 

0.02 

- 

0.02 

0.02 

0.31 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.034 

0.002 

0.032 

0.048 

150.51 

Over Exploited 



0.06 

0.03 

667.42 

0.03 

- 

0.03 

0.03 

0.40 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.043 

0.002 

0.041 

0.047 

115.27 

Over Exploited 

Tham Ka Talab 

0827000403364200 

0.07 

0.06 

420.51 

0.07 

0.00 

0.07 

0.02 

0.38 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.072 

0.004 

0.068 

0.034 

49.89 

Safe 



0.06 

0.02 

837.35 

0.02 

0.00 

0.02 

0.02 

0.24 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.028 

0.001 

0.026 

0.016 

60.04 

Safe 

Udaiya 

0827000303347800 

0.07 

0.00 

3,335.08 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

2,740.38 

Over Exploited 

Vamaniya Wara 

0827000303351900 

0.07 

0.01 

1,199.57 

0.01 

0.00 

0.01 

0.01 

0.16 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

0.000 

0.006 

0.010 

154.54 

Over Exploited 

Vijaypura 

0827000303351500 

0.07 

0.04 

120.62 

0.05 

0.00 

0.05 

0.06 

0.80 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.050 

0.002 

0.047 

0.018 

37.94 

Safe 

Vijola 

0827000303351700 

0.07 

0.23 

132.38 

0.28 

0.02 

0.29 

0.06 

0.80 

- 

0.0200 

- 

- 

0.010 

0.030 

0.030 

0.321 

0.016 

0.305 

0.135 

44.11 

Safe 

Adavela 

0829001203725600 

0.02 

0.03 

304.91 

0.04 

0.01 

0.05 

0.04 

0.58 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.068 

0.003 

0.064 

0.090 

139.99 

Over Exploited 

Ant 

0826000703219000 

0.02 

0.00 

3,323.95 

0.00 

0.01 

0.01 

0.01 

0.14 

- 

0.0300 

0.0096 

0.0116 

- 

0.051 

0.051 

0.062 

0.003 

0.059 

0.135 

228.17 

Over Exploited 

Bagatpura 

0826000703219300 

0.02 

0.03 

402.68 

0.03 

0.02 

0.05 

0.06 

0.78 

- 

0.0600 

0.0408 

0.0492 

- 

0.150 

0.150 

0.201 

0.010 

0.191 

0.350 

183.58 

Over Exploited 

Bajon Ka Deeppura 

0826000703221700 

0.02 

0.00 

84.54 

0.00 

- 

0.00 

0.06 

0.81 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.017 

1,739.75 

Over Exploited 

Bari Ambeli 

0829001203739900 

0.02 

0.00 

40,617.94 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.05 

86,432.26 

0.06 

- 

0.06 

0.04 

0.55 

- 

- 

- 

- 

- 

- 

- 

0.060 

0.003 

0.057 

0.033 

58.21 

Safe 

Bari Lank 

0829001203731600 

0.03 

0.18 

86.94 

0.22 

0.00 

0.22 

0.05 

0.77 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.231 

0.012 

0.219 

0.051 

23.06 

Safe 

Bhagadera 

0826000703220200 

0.02 

0.02 

161.13 

0.03 

0.01 

0.04 

0.06 

0.79 

- 

0.0200 

0.0365 

0.0440 

- 

0.101 

0.101 

0.138 

0.007 

0.131 

0.106 

81.14 

Semi Critical 

Borda 

0826000703219800 

0.02 

0.09 

142.31 

0.11 

0.01 

0.12 

0.05 

0.64 

- 

0.0400 

0.1794 

0.2159 

0.006 

0.441 

0.441 

0.565 

0.028 

0.537 

0.228 

42.55 

Safe 

Chhayan Kotra 

0829001203732400 

0.03 

0.01 

230.96 

0.01 

- 

0.01 

0.04 

0.59 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.012 

0.023 

184.77 

Over Exploited 

Chiklad 

0829001203725400 

0.02 

0.00 

14,053.72 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

4,955.76 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Deccan Traps 

4.471 

4.25 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.21 

0.24 

0.06 

0.010 

0.32 

0.28 


Chittori 

0829001203732200 

6.090 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.576 

2.99 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.21 

0.07 

0.012 

0.76 

0.67 


Chunpa 

0826000703221500 

2.966 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.406 

1.06 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.001 

0.10 

0.08 






Jakham 

Command 

Gneisses(B.G.C) 

2.560 

1.06 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.03 

0.009 

0.65 

0.54 


Deeppura 

0826000703221600 

3.084 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.125 

1.46 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.02 

0.007 

0.52 

0.43 






Jakham 

Command 

Gneisses(B.G.C) 

0.959 

1.46 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.003 

0.23 

0.19 


Devgarh 

0829001203726100 

11.251 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.346 

2.96 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.21 

0.22 

0.10 

0.014 

0.46 

0.45 


Dharni 

0829001203731800 

1.116 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.977 

2.84 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.05 

0.002 

0.69 

0.58 







Non-command 

Deccan Traps 

0.053 

2.84 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.04 

0.03 


Doli 

0829001203739700 

0.948 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.012 

3.30 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Dolpura 

0826000703220300 

1.991 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

1.991 

1.49 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.03 

0.007 

0.73 

0.56 


Garnet 

0829001203731700 

2.456 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.027 

3.36 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Deccan Traps 

2.280 

3.36 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.03 

0.005 

0.75 

0.65 


Ghatela 

0826000703219500 

1.035 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

1.035 

1.64 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.04 

0.05 

0.12 

0.003 

0.71 

0.53 


Gothra 

0826000703221200 

13.488 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.070 

0.98 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Jakham 

Command 

Gneisses(B.G.C) 

5.654 

0.98 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.11 

0.13 

0.019 

0.32 

0.24 


Gurha 

0826000703218800 

5.916 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

0.522 

1.67 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.002 

0.06 

0.05 


Jaglawada 

0826000703219900 

2.204 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

1.076 

1.09 

0.010 

0.02 

0.01 

0.00 

0.00 

0.00 

0.02 

0.03 

0.08 

0.004 

0.36 

0.29 


Jolar 

0829001203725800 

3.874 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.780 

2.74 

0.012 

0.13 

0.03 

0.00 

0.00 

0.00 

0.22 

0.27 

0.51 

0.008 

0.75 

0.63 







Non-command 

Deccan Traps 

0.059 

2.74 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Kamla Kuri 

0829001203726000 

3.433 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.396 

4.10 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.17 

0.04 

0.007 

0.79 

0.70 


Karwa Moda 

0829001203732100 

3.168 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.518 

2.21 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.00 

0.003 

0.39 

0.33 







Non-command 

Deccan Traps 

1.180 

2.21 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.003 

0.30 

0.26 


Khanan 

0829001203731500 

4.128 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.460 

2.63 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.09 

0.09 


Kheri 

0826000703220400 

1.769 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

1.769 

1.13 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.06 

0.08 

0.19 

0.006 

0.74 

0.56 


Khoontgarh 

0829001203725700 

2.864 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.518 

3.99 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.04 

0.003 

0.41 

0.35 







Non-command 

Deccan Traps 

1.229 

3.99 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.02 

0.003 

0.33 

0.29 


Kotwal 

0829001203731900 

2.560 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.223 

1.84 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.07 

0.003 

0.37 

0.30 






Jakham 

Command 

Gneisses(B.G.C) 

1.293 

1.84 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.08 

0.003 

0.39 

0.32 


Lalpura 

0829001203726200 

1.500 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.163 

2.54 

0.010 

0.01 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.05 

0.003 

0.65 

0.64 


Leekniya 

0826000703221300 

5.327 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

5.327 

1.39 

0.010 

0.04 

0.01 

0.00 

0.00 

0.01 

0.10 

0.12 

0.13 

0.018 

0.75 

0.59 


Lodi Mandvi 

0826000703217300 

7.472 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

0.565 

0.97 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.06 

0.05 


Lodiya 

0826000703220100 

7.614 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

7.614 

1.53 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.15 

0.19 

0.17 

0.025 

0.74 

0.59 


Magri 

0829001203725900 

1.626 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.275 

3.73 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.001 

0.13 

0.11 







Non-command 

Deccan Traps 

1.351 

3.73 

0.010 

0.02 

0.01 

0.00 

0.00 

0.00 

0.06 

0.07 

0.09 

0.003 

0.65 

0.56 


MALIYA 

0829001203740000 

5.504 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.950 

2.42 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.03 

0.004 

0.30 

0.26 







Non-command 

Deccan Traps 

0.618 

2.42 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.10 

0.08 


Mandvi 

0826000703217200 

8.796 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

0.003 

0.89 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mangrol 

0826000703220500 

1.971 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

1.971 

0.73 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.04 

0.06 

0.13 

0.007 

0.74 

0.55 


Mehandi Kheri 

0829001203732000 

6.656 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.740 

1.92 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.15 

0.02 

0.010 

0.56 

0.45 







Non-command 

Deccan Traps 

0.173 

1.92 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 






Jakham 

Command 

Gneisses(B.G.C) 

1.359 

1.92 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.01 

0.003 

0.16 

0.13 


Miyala 

0826000703219200 

2.157 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

0.216 

1.17 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.07 

0.05 


Mugana 

0826000703219400 

3.835 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

3.835 

1.61 

0.010 

0.28 

0.07 

0.00 

0.00 

0.00 

0.27 

0.35 

1.09 

0.013 

0.73 

0.57 


Nar 

0826000703220000 

14.856 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.796 

1.21 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.003 

0.04 

0.03 






Jakham 

Command 

Gneisses(B.G.C) 

11.353 

1.21 

0.010 

0.10 

0.02 

0.00 

0.00 

0.00 

0.22 

0.26 

0.34 

0.038 

0.56 

0.46 


Pandawa 

0829001203740100 

4.379 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.417 

2.08 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.001 

0.08 

0.06 


Rampuriya 

0829001203732300 

5.404 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.251 

3.22 

0.010 

0.02 

0.01 

0.00 

0.00 

0.00 

0.11 

0.13 

0.08 

0.007 

0.51 

0.47 


Ranpur 

0829001203725300 

8.298 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.183 

3.80 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.02 


Sarondiya 

0828000103376500 

3.811 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.019 

0.53 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sewanagar 

0826000703219100 

1.091 

Fresh 

Jakham 

Command 

Gneisses(B.G.C) 

0.669 

1.24 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.07 

0.002 

0.45 

0.33 


Shakarkand 

0826000703221400 

4.777 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.523 

1.46 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.002 

0.08 

0.07 






Jakham 

Command 

Gneisses(B.G.C) 

4.254 

1.46 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.11 

0.14 

0.23 

0.014 

0.67 

0.54 


Suraji Ka Khera 

0826000703220700 

1.050 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.093 

0.44 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.07 

0.05 






Jakham 

Command 

Gneisses(B.G.C) 

0.502 

0.44 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.08 

0.002 

0.36 

0.26 


Ujar Khera 

0826000703221800 

0.215 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.151 

2.30 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.53 

0.44 

09004034 

Akhepur 

0827000303334500 

2.516 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.516 

2.71 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.14 

0.03 

0.003 

0.68 

0.57 


Bankora 

0827000203321500 

8.736 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.722 

2.62 

0.015 

0.14 

0.03 

0.00 

0.00 

0.00 

0.41 

0.51 

0.54 

0.022 

0.53 

0.42 






Som Kamla Amba 

Command 

Phyllite & Schist 

0.989 

2.62 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.07 

0.003 

0.07 

0.05 


Bara Hathai 

0827000103313600 

4.050 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.022 

2.80 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.02 

0.008 

0.14 

0.11 


Barliya 

0827000203321900 

3.507 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.717 

2.51 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.07 

0.005 

0.30 

0.24 






Som Kamla Amba 

Command 

Phyllite & Schist 

1.790 

2.51 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.11 

0.07 

0.005 

0.31 

0.25 


Baroda 

0827000203323300 

8.750 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.170 

0.77 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.07 

0.15 

0.006 

0.16 

0.13 






Som Kamla Amba 

Command 

Phyllite & Schist 

6.580 

0.77 

0.015 

0.12 

0.03 

0.00 

0.00 

0.02 

0.15 

0.18 

0.47 

0.019 

0.48 

0.39 


Beekasor 

0827000103314000 

3.120 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.779 

4.08 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.20 

0.26 

0.07 

0.022 

0.49 

0.38 


Bhachriya 

0827000303335300 

0.733 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.044 

2.39 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.04 

0.03 






Som Kamla Amba 

Command 

Phyllite & Schist 

0.689 

2.39 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.001 

0.62 

0.52 


Bhasor 

0827000303334100 

7.322 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.322 

1.72 

0.015 

0.04 

0.01 

0.00 

0.00 

0.03 

0.19 

0.22 

0.16 

0.010 

0.66 

0.55 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.03 

0.04 

535.90 

0.05 

- 

0.05 

0.02 

0.35 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.055 

0.003 

0.053 

0.073 

138.49 

Over Exploited 

Chittori 

0829001203732200 

0.03 

0.11 

92.98 

0.13 

- 

0.13 

0.06 

0.81 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.142 

0.007 

0.135 

0.079 

58.76 

Safe 

Chunpa 

0826000703221500 

0.02 

0.00 

541.05 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

146.01 

Over Exploited 



0.02 

0.03 

38.25 

0.04 

- 

0.04 

0.05 

0.69 

- 

- 

0.0581 

0.0700 

- 

0.128 

0.128 

0.167 

0.008 

0.159 

0.034 

21.14 

Safe 

Deeppura 

0826000703221600 

0.02 

0.02 

130.13 

0.03 

- 

0.03 

0.04 

0.56 

- 

- 

- 

- 

- 

- 

- 

0.026 

0.001 

0.025 

0.024 

97.98 

Critical 



0.02 

0.00 

284.70 

0.01 

- 

0.01 

0.02 

0.25 

- 

- 

0.0218 

0.0262 

- 

0.048 

0.048 

0.053 

0.003 

0.051 

0.011 

22.12 

Safe 

Devgarh 

0829001203726100 

0.03 

0.08 

181.40 

0.09 

0.01 

0.10 

0.03 

0.50 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.122 

0.006 

0.116 

0.111 

95.76 

Critical 

Dharni 

0829001203731800 

0.02 

0.01 

280.29 

0.02 

- 

0.02 

0.05 

0.74 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.026 

0.001 

0.025 

0.056 

225.44 

Over Exploited 



0.03 

0.00 

3,324.20 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

6,871.04 

Over Exploited 

Doli 

0829001203739700 

0.03 

0.00 

12,328.71 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dolpura 

0826000703220300 

0.02 

0.03 

82.41 

0.03 

- 

0.03 

0.06 

0.79 

- 

- 

0.0452 

0.0544 

- 

0.100 

0.100 

0.134 

0.007 

0.127 

0.032 

24.87 

Safe 

Garnet 

0829001203731700 

0.02 

0.00 

26,180.89 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.04 

122.92 

0.05 

- 

0.05 

0.06 

0.81 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.063 

0.003 

0.060 

0.039 

64.73 

Safe 

Ghatela 

0826000703219500 

0.02 

0.01 

242.16 

0.02 

0.01 

0.03 

0.06 

0.77 

- 

0.0200 

0.0235 

0.0283 

- 

0.072 

0.072 

0.099 

0.005 

0.094 

0.121 

129.06 

Over Exploited 

Gothra 

0826000703221200 

0.02 

0.00 

16,666.53 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.02 

0.04 

219.87 

0.04 

0.01 

0.05 

0.02 

0.34 

- 

0.0300 

0.1284 

0.1546 

- 

0.313 

0.313 

0.365 

0.018 

0.347 

0.153 

44.04 

Safe 

Gurha 

0826000703218800 

0.02 

0.00 

1,765.96 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

0.0119 

0.0143 

- 

0.026 

0.026 

0.027 

0.001 

0.026 

0.019 

73.42 

Semi Critical 

Jaglawada 

0826000703219900 

0.02 

0.01 

250.14 

0.01 

0.01 

0.02 

0.03 

0.39 

- 

0.0200 

0.0244 

0.0294 

- 

0.074 

0.074 

0.093 

0.005 

0.088 

0.088 

99.19 

Critical 

Jolar 

0829001203725800 

0.02 

0.06 

371.03 

0.07 

0.03 

0.10 

0.06 

0.80 

- 

0.1000 

- 

- 

0.001 

0.101 

0.101 

0.200 

0.010 

0.190 

0.518 

272.80 

Over Exploited 



0.03 

0.00 

10,548.30 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

20,300.39 

Over Exploited 

Kamla Kuri 

0829001203726000 

0.03 

0.07 

139.93 

0.08 

- 

0.08 

0.06 

0.85 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.094 

0.005 

0.089 

0.045 

50.83 

Safe 

Karwa Moda 

0829001203732100 

0.02 

0.01 

302.86 

0.01 

- 

0.01 

0.03 

0.42 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.014 

0.003 

24.67 

Safe 



0.03 

0.01 

231.07 

0.01 

- 

0.01 

0.02 

0.33 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.011 

0.003 

24.35 

Safe 

Khanan 

0829001203731500 

0.03 

0.00 

956.45 

0.00 

0.00 

0.00 

0.01 

0.10 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.018 

863.08 

Over Exploited 

Kheri 

0826000703220400 

0.02 

0.03 

209.09 

0.03 

0.01 

0.04 

0.06 

0.80 

- 

0.0300 

0.0402 

0.0483 

- 

0.119 

0.119 

0.159 

0.008 

0.151 

0.191 

126.15 

Over Exploited 

Khoontgarh 

0829001203725700 

0.02 

0.01 

672.30 

0.01 

- 

0.01 

0.03 

0.44 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.025 

0.001 

0.024 

0.045 

190.96 

Over Exploited 



0.03 

0.01 

544.71 

0.01 

- 

0.01 

0.02 

0.36 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.012 

0.024 

194.86 

Over Exploited 

Kotwal 

0829001203731900 

0.02 

0.01 

539.75 

0.01 

- 

0.01 

0.03 

0.40 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.021 

0.001 

0.020 

0.075 

377.93 

Over Exploited 



0.02 

0.01 

491.23 

0.01 

- 

0.01 

0.03 

0.42 

- 

0.0100 

0.0294 

0.0354 

- 

0.075 

0.075 

0.087 

0.004 

0.082 

0.081 

98.07 

Critical 

Lalpura 

0829001203726200 

0.03 

0.02 

24.65 

0.02 

0.02 

0.04 

0.05 

0.70 

- 

0.0100 

- 

- 

0.023 

0.033 

0.033 

0.072 

0.004 

0.068 

0.053 

76.78 

Semi Critical 

Leekniya 

0826000703221300 

0.02 

0.08 

58.03 

0.09 

0.02 

0.11 

0.06 

0.81 

- 

0.0300 

0.1210 

0.1456 

0.010 

0.307 

0.307 

0.418 

0.021 

0.397 

0.152 

38.23 

Safe 

Lodi Mandvi 

0826000703217300 

0.02 

0.00 

994.15 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

0.0128 

0.0154 

- 

0.028 

0.028 

0.029 

0.001 

0.028 

0.010 

35.82 

Safe 

Lodiya 

0826000703220100 

0.02 

0.11 

75.90 

0.13 

0.01 

0.15 

0.06 

0.80 

- 

0.0300 

0.1729 

0.2081 

0.005 

0.416 

0.416 

0.561 

0.028 

0.533 

0.193 

36.26 

Safe 

Magri 

0829001203725900 

0.02 

0.00 

3,461.01 

0.00 

- 

0.00 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.025 

2,956.06 

Over Exploited 



0.03 

0.02 

205.65 

0.03 

0.01 

0.04 

0.05 

0.70 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.058 

0.003 

0.055 

0.091 

166.14 

Over Exploited 

MALIYA 

0829001203740000 

0.02 

0.01 

548.92 

0.01 

0.00 

0.01 

0.02 

0.32 

- 

0.0100 

- 

- 

0.000 

0.011 

0.011 

0.025 

0.001 

0.024 

0.034 

144.63 

Over Exploited 



0.03 

0.00 

1,021.96 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.009 

532.54 

Over Exploited 

Mandvi 

0826000703217200 

0.02 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mangrol 

0826000703220500 

0.02 

0.03 

97.43 

0.03 

0.01 

0.05 

0.06 

0.80 

- 

0.0300 

0.0448 

0.0539 

0.004 

0.133 

0.133 

0.179 

0.009 

0.170 

0.141 

82.50 

Semi Critical 

Mehandi Kheri 

0829001203732000 

0.02 

0.05 

174.97 

0.06 

0.00 

0.06 

0.04 

0.60 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.066 

0.003 

0.063 

0.034 

54.70 

Safe 



0.03 

0.00 

4,324.56 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.02 

0.00 

783.93 

0.01 

0.00 

0.01 

0.01 

0.17 

- 

- 

0.0309 

0.0371 

0.000 

0.068 

0.068 

0.073 

0.004 

0.070 

0.009 

12.89 

Safe 

Miyala 

0826000703219200 

0.02 

0.00 

992.80 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

0.0049 

0.0059 

- 

0.011 

0.011 

0.011 

0.001 

0.011 

0.018 

166.94 

Over Exploited 

Mugana 

0826000703219400 

0.02 

0.05 

541.11 

0.07 

0.07 

0.14 

0.06 

0.78 

- 

0.2000 

0.0871 

0.1048 

- 

0.392 

0.392 

0.527 

0.026 

0.501 

1.103 

220.23 

Over Exploited 

Nar 

0826000703220000 

0.02 

0.00 

3,818.19 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.028 

3,943.29 

Over Exploited 



0.02 

0.13 

110.76 

0.15 

0.02 

0.17 

0.04 

0.61 

- 

0.0600 

0.2578 

0.3103 

0.003 

0.631 

0.631 

0.804 

0.040 

0.763 

0.382 

50.01 

Safe 

Pandawa 

0829001203740100 

0.02 

0.00 

176,400.88 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.025 

3,454.43 

Over Exploited 

Rampuriya 

0829001203732300 

0.03 

0.04 

189.44 

0.05 

0.01 

0.06 

0.04 

0.55 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.083 

0.004 

0.079 

0.087 

110.10 

Over Exploited 

Ranpur 

0829001203725300 

0.03 

0.00 

8,561.57 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sarondiya 

0828000103376500 

0.05 

0.00 

2,488.62 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sewanagar 

0826000703219100 

0.02 

0.01 

553.94 

0.01 

- 

0.01 

0.04 

0.48 

- 

0.0100 

0.0152 

0.0183 

- 

0.044 

0.044 

0.051 

0.003 

0.048 

0.069 

144.17 

Over Exploited 

Shakarkand 

0826000703221400 

0.02 

0.00 

2,476.36 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.027 

2,785.05 

Over Exploited 



0.02 

0.06 

146.13 

0.07 

0.01 

0.08 

0.05 

0.72 

- 

0.0400 

0.0966 

0.1163 

0.001 

0.254 

0.254 

0.331 

0.017 

0.315 

0.241 

76.68 

Semi Critical 

Suraji Ka Khera 

0826000703220700 

0.02 

0.00 

318.51 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.017 

12,708.50 

Over Exploited 



0.02 

0.00 

767.17 

0.00 

- 

0.00 

0.03 

0.38 

- 

0.0100 

0.0114 

0.0137 

- 

0.035 

0.035 

0.039 

0.002 

0.037 

0.078 

208.07 

Over Exploited 

Ujar Khera 

0826000703221800 

0.02 

0.00 

170.42 

0.00 

- 

0.00 

0.04 

0.57 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.018 

988.47 

Over Exploited 

Akhepur 

0827000303334500 

0.04 

0.07 

91.73 

0.08 

- 

0.08 

0.05 

0.74 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.095 

0.005 

0.090 

0.032 

36.11 

Safe 

Bankora 

0827000203321500 

0.03 

0.13 

287.47 

0.16 

0.03 

0.19 

0.05 

0.58 

- 

0.1000 

- 

- 

0.005 

0.105 

0.105 

0.297 

0.015 

0.282 

0.562 

199.18 

Over Exploited 



0.03 

0.00 

3,287.11 

0.00 

- 

0.00 

0.01 

0.07 

- 

0.0100 

0.0392 

0.0471 

- 

0.096 

0.096 

0.099 

0.005 

0.094 

0.075 

79.62 

Semi Critical 

Bara Hathai 

0827000103313600 

0.04 

0.01 

1,416.71 

0.01 

- 

0.01 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.029 

440.66 

Over Exploited 

Barliya 

0827000203321900 

0.03 

0.02 

515.26 

0.02 

0.00 

0.02 

0.03 

0.32 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.036 

0.002 

0.035 

0.070 

202.47 

Over Exploited 



0.03 

0.02 

496.58 

0.02 

0.00 

0.02 

0.03 

0.34 

- 

0.0100 

0.0708 

0.0853 

0.002 

0.168 

0.168 

0.190 

0.010 

0.181 

0.077 

42.67 

Safe 

Baroda 

0827000203323300 

0.03 

0.01 

497.69 

0.01 

0.01 

0.02 

0.01 

0.17 

- 

0.0300 

- 

- 

0.001 

0.032 

0.032 

0.056 

0.003 

0.053 

0.157 

296.92 

Over Exploited 



0.03 

0.10 

75.04 

0.12 

0.05 

0.17 

0.04 

0.51 

- 

0.0900 

0.3038 

0.3135 

0.031 

0.738 

0.738 

0.910 

0.046 

0.865 

0.487 

56.30 

Safe 

Beekasor 

0827000103314000 

0.04 

0.05 

373.55 

0.07 

0.00 

0.07 

0.05 

0.54 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.080 

0.004 

0.076 

0.094 

122.86 

Over Exploited 

Bhachriya 

0827000303335300 

0.04 

0.00 

2,536.47 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.02 

55.97 

0.02 

0.00 

0.02 

0.05 

0.67 

- 

- 

0.0273 

0.0328 

0.003 

0.063 

0.063 

0.086 

0.004 

0.081 

0.011 

13.45 

Safe 

Bhasor 

0827000303334100 

0.04 

0.20 

13.14 

0.22 

0.04 

0.27 

0.05 

0.71 

- 

0.0300 

- 

- 

0.051 

0.081 

0.081 

0.350 

0.017 

0.332 

0.173 

52.08 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Bhatwara 

082700020332320C 

3.895 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.707 

1.12 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.002 

0.11 

0.09 






Som Kamla Amba 

Command 

Phyllite & Schist 

3.187 

1.12 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.07 

0.09 

0.09 

0.009 

0.51 

0.42 


Bhewri 

082700020332610C 

5.831 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.115 

2.62 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.15 

0.18 

0.15 

0.009 

0.35 

0.29 






Som Kamla Amba 

Command 

Phyllite & Schist 

2.716 

2.62 

0.015 

0.04 

0.01 

0.00 

0.00 

0.01 

0.13 

0.16 

0.14 

0.008 

0.31 

0.26 


Bhojaton Ka Ora 

082700010331380C 

1.978 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.989 

3.21 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.10 

0.03 

0.008 

0.28 

0.21 







Non-command 

Gneisses(B.G.C) 

0.032 

3.21 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Bodigama Bara 

0827000203326300 

12.010 

Fresh 

Som Kamla Amba 

Command 

Phyllite & Schist 

12.010 

1.90 

0.015 

0.05 

0.01 

0.00 

0.00 

0.07 

0.31 

0.36 

0.16 

0.034 

0.64 

0.55 



082700020332640C 

9.098 

Fresh 

Som Kamla Amba 

Command 

Phyllite & Schist 

8.455 

2.12 

0.015 

0.04 

0.01 

0.00 

0.00 

0.02 

0.28 

0.31 

0.14 

0.024 

0.59 

0.52 


Bokarsel 

082700020332070C 

3.828 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.043 

4.94 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 







Non-command 

Gneisses(B.G.C) 

3.727 

4.94 

0.011 

0.03 

0.00 

0.00 

0.00 

0.01 

0.23 

0.29 

0.11 

0.011 

0.54 

0.42 


Chack Pawan 

0827000203325700 

2.757 

Fresh 

Som Kamla Amba 

Command 

Phyllite & Schist 

2.757 

2.58 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.09 

0.11 

0.00 

0.008 

0.64 

0.54 


Chundiyawara 

0827000203320500 

5.280 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.246 

3.14 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.28 

0.35 

0.17 

0.015 

0.60 

0.48 






Som Kamla Amba 

Command 

Phyllite & Schist 

0.034 

3.14 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Damorwara 

0827000303336600 

1.255 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.158 

4.15 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.03 

0.002 

0.64 

0.54 


Dhani Barwa 

0827000303334300 

2.596 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.458 

1.69 

0.015 

0.09 

0.02 

0.00 

0.00 

0.00 

0.13 

0.16 

0.37 

0.003 

0.62 

0.51 






Som Kamla Amba 

Command 

Phyllite & Schist 

0.011 

1.69 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dhani Danji 

0827000203321200 

0.743 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.743 

4.55 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.01 

0.002 

0.57 

0.44 


Dhani Dhoondha 

0827000203321100 

0.546 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.474 

3.87 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.07 

0.16 

0.001 

0.50 

0.39 







Non-command 

Gneisses(B.G.C) 

0.072 

3.87 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.08 

0.06 


Dhani Hathai 

0827000103313900 

0.947 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.074 

3.46 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.001 

0.04 

0.03 


Dhani Talab 

0827000203321300 

2.483 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.483 

3.91 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.19 

0.00 

0.007 

0.57 

0.44 


Dhatana 

0827000203318400 

10.041 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.060 

4.27 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.000 

0.00 

0.00 


Doli 

0827000303334600 

2.553 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.553 

3.11 

0.015 

0.04 

0.01 

0.00 

0.00 

0.01 

0.14 

0.17 

0.15 

0.003 

0.69 

0.58 


Forest 

0827000327900018 

11.812 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.661 

3.98 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.18 

0.00 

0.004 

0.16 

0.14 


Galiyana 

0827000203321600 

3.391 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.308 

1.48 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.06 

0.05 






Som Kamla Amba 

Command 

Phyllite & Schist 

3.082 

1.48 

0.015 

0.05 

0.01 

0.00 

0.00 

0.01 

0.10 

0.12 

0.19 

0.009 

0.59 

0.48 


Gameerpura 

0827000203321000 

2.570 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.570 

4.68 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.24 

0.04 

0.007 

0.56 

0.43 


Gamri Devki 

0827000303334400 

2.800 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.792 

1.68 

0.015 

0.05 

0.01 

0.00 

0.00 

0.01 

0.10 

0.13 

0.18 

0.004 

0.67 

0.55 






Som Kamla Amba 

Command 

Phyllite & Schist 

0.008 

1.68 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gara Eklingji 

0827000203323500 

2.603 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.036 

1.87 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Som Kamla Amba 

Command 

Phyllite & Schist 

1.505 

1.87 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.06 

0.07 

0.12 

0.004 

0.37 

0.30 


Gara Kumhariya 

0827000203322000 

3.100 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.577 

3.37 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.11 

0.05 

0.004 

0.30 

0.24 







Non-command 

Gneisses(B.G.C) 

1.523 

3.37 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.03 

0.004 

0.29 

0.23 


Gara Siyaliya 

0827000203321800 

3.563 

Fresh 

Som Kamla Amba 

Command 

Phyllite & Schist 

3.563 

2.56 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.13 

0.16 

0.04 

0.010 

0.62 

0.50 


Gara Vasan 

0827000303335100 

3.206 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.197 

2.92 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.13 

0.16 

0.01 

0.004 

0.67 

0.56 






Som Kamla Amba 

Command 

Phyllite & Schist 

0.009 

2.92 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Garhi Nawalsingh 

0827000203322100 

1.679 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.268 

2.41 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.09 

0.07 







Non-command 

Gneisses(B.G.C) 

1.403 

2.41 

0.011 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.00 

0.004 

0.49 

0.39 






Som Kamla Amba 

Command 

Gneisses(B.G.C) 

0.004 

2.41 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Garhmaiyariya 

0827000203322600 

3.225 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.364 

3.28 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.15 

0.04 

0.007 

0.43 

0.34 







Non-command 

Gneisses(B.G.C) 

0.015 

3.28 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Som Kamla Amba 

Command 

Phyllite & Schist 

0.697 

3.28 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.01 

0.002 

0.13 

0.10 







Command 

Gneisses(B.G.C) 

0.027 

3.28 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gehuwara 

0827000103314200 

2.691 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.050 

3.32 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.21 

0.11 

0.016 

0.42 

0.32 







Non-command 

Gneisses(B.G.C) 

0.641 

3.32 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.05 

0.005 

0.13 

0.10 


Ghanta 

0827000203320900 

0.757 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.757 

3.61 

0.015 

0.02 

0.01 

0.00 

0.00 

0.00 

0.05 

0.07 

0.09 

0.002 

0.56 

0.43 


Ghatra 

0827000203326600 

9.277 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.356 

2.66 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.001 

0.02 

0.02 






Som Kamla Amba 

Command 

Phyllite & Schist 

4.418 

2.66 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.18 

0.21 

0.07 

0.013 

0.30 

0.26 


Gothra 

0827000203323400 

4.713 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.938 

2.08 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.00 

0.006 

0.26 

0.21 






Som Kamla Amba 

Command 

Phyllite & Schist 

2.161 

2.08 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.00 

0.006 

0.29 

0.24 


Gyanpur 

0827000303334200 

2.659 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.659 

2.47 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.10 

0.12 

0.03 

0.004 

0.69 

0.57 


Jaspurjapka 

0827000203322400 

2.536 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.741 

3.83 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.14 

0.17 

0.21 

0.005 

0.41 

0.32 






Som Kamla Amba 

Command 

Phyllite & Schist 

0.736 

3.83 

0.015 

0.02 

0.01 

0.00 

0.00 

0.00 

0.05 

0.07 

0.09 

0.002 

0.17 

0.14 


Jhankri 

0827000303334900 

1.441 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.441 

2.72 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.01 

0.002 

0.67 

0.56 


Jhariyana 

0827000203325400 

6.399 

Fresh 

Som Kamla Amba 

Command 

Phyllite & Schist 

6.399 

1.42 

0.015 

0.09 

0.02 

0.00 

0.00 

0.02 

0.19 

0.23 

0.34 

0.018 

0.63 

0.53 


Jogiwara 

0827000103314900 

0.738 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.158 

4.98 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.13 

0.10 



0827000203328700 

4.797 

Fresh 

Som Kamla Amba 

Command 

Phyllite & Schist 

2.259 

2.68 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.11 

0.03 

0.006 

0.30 

0.27 


Kabja 

0827000203325600 

5.504 

Fresh 

Som Kamla Amba 

Command 

Phyllite & Schist 

5.504 

2.57 

0.015 

0.06 

0.01 

0.00 

0.00 

0.01 

0.25 

0.30 

0.22 

0.016 

0.63 

0.53 


Kaloo Gamra 

0827000103314100 

2.500 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.209 

3.43 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.002 

0.05 

0.04 







Non-command 

Gneisses(B.G.C) 

2.290 

3.43 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.14 

0.18 

0.08 

0.018 

0.51 

0.39 


Kandaula 

0827000303335700 

3.378 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.096 

4.06 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.01 

0.001 

0.21 

0.17 






Som Kamla Amba 

Command 

Phyllite & Schist 

1.570 

4.06 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.13 

0.02 

0.002 

0.31 

0.25 


Kankri 

0827000203320800 

0.728 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.627 

3.77 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.08 

0.002 

0.48 

0.37 







Non-command 

Gneisses(B.G.C) 

0.101 

3.77 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.000 

0.08 

0.06 


Kanthri 

0827000203319100 

8.284 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.272 

4.87 

0.015 

0.06 

0.01 

0.00 

0.00 

0.01 

0.57 

0.73 

0.21 

0.021 

0.50 

0.39 







Non-command 

Gneisses(B.G.C) 

0.830 

4.87 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.01 

0.002 

0.06 

0.04 


Karada 

0827000303334700 

6.374 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.374 

3.64 

0.015 

0.06 

0.02 

0.00 

0.00 

0.01 

0.38 

0.46 

0.24 

0.009 

0.69 

0.58 


Karada Kawara 

0827000303334800 

1.066 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.066 

3.02 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.05 

0.06 

0.03 

0.001 

0.68 

0.56 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Bhatwara 

0827000203323200 

0.03 

0.00 

929.58 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.024 

809.17 

Over Exploited 



0.03 

0.05 

65.48 

0.06 

0.01 

0.08 

0.04 

0.56 

- 

0.0200 

0.1472 

0.1519 

0.003 

0.322 

0.322 

0.398 

0.020 

0.378 

0.103 

27.28 

Safe 

Bhewri 

0827000203326100 

0.03 

0.04 

415.74 

0.04 

0.01 

0.05 

0.03 

0.38 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.083 

0.004 

0.079 

0.160 

203.37 

Over Exploited 



0.03 

0.03 

477.52 

0.03 

0.02 

0.05 

0.02 

0.33 

- 

0.0300 

0.1075 

0.1294 

0.010 

0.277 

0.277 

0.327 

0.016 

0.311 

0.145 

46.60 

Safe 

Bhojaton Ka Ora 

0827000103313800 

0.04 

0.01 

769.49 

0.01 

- 

0.01 

0.03 

0.30 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.022 

0.042 

188.84 

Over Exploited 



0.04 

0.00 

17,444.15 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bodigama Bara 

0827000203326300 

0.03 

0.25 

45.47 

0.30 

0.08 

0.38 

0.06 

0.69 

- 

0.0300 

0.5546 

0.5722 

0.107 

1.263 

1.263 

1.642 

0.082 

1.560 

0.192 

12.32 

Safe 


0827000203326400 

0.03 

0.16 

93.51 

0.19 

0.03 

0.23 

0.05 

0.64 

- 

0.0300 

0.3904 

0.4028 

0.034 

0.857 

0.857 

1.083 

0.054 

1.029 

0.161 

15.65 

Safe 

Bokarsel 

0827000203320700 

0.03 

0.00 

48,867.65 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.02 

0.04 

626.04 

0.05 

0.01 

0.06 

0.05 

0.59 

- 

0.0200 

- 

- 

0.011 

0.031 

0.031 

0.087 

0.004 

0.082 

0.121 

146.65 

Over Exploited 

Chack Pawan 

0827000203325700 

0.03 

0.06 

92.04 

0.07 

0.01 

0.08 

0.05 

0.69 

- 

- 

0.1091 

0.1313 

0.022 

0.263 

0.263 

0.346 

0.017 

0.329 

0.008 

2.39 

Safe 

Chundiyawara 

0827000203320500 

0.03 

0.10 

249.76 

0.12 

0.01 

0.13 

0.05 

0.65 

- 

0.0300 

- 

- 

0.004 

0.034 

0.034 

0.168 

0.008 

0.159 

0.181 

113.44 

Over Exploited 



0.03 

0.00 

47,377.28 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0013 

0.0016 

- 

0.003 

0.003 

0.003 

0.000 

0.003 

0.000 

3.37 

Safe 

Damorwara 

0827000303336600 

0.04 

0.03 

208.89 

0.04 

0.00 

0.04 

0.05 

0.69 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.055 

0.003 

0.052 

0.031 

58.33 

Safe 

Dhani Barwa 

0827000303334300 

0.04 

0.06 

155.92 

0.07 

0.02 

0.10 

0.05 

0.67 

- 

0.0700 

- 

- 

0.002 

0.072 

0.072 

0.168 

0.008 

0.160 

0.377 

236.33 

Over Exploited 



0.04 

0.00 

7,303.96 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0005 

0.0005 

0.000 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

1.13 

Safe 

Dhani Danji 

0827000203321200 

0.03 

0.01 

374.40 

0.02 

0.00 

0.02 

0.05 

0.62 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.017 

0.001 

0.016 

0.009 

56.84 

Safe 

Dhani Dhoondha 

0827000203321100 

0.03 

0.01 

862.22 

0.01 

0.01 

0.02 

0.05 

0.54 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.049 

0.002 

0.047 

0.159 

341.24 

Over Exploited 



0.02 

0.00 

3,549.80 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.014 

11,369.92 

Over Exploited 

Dhani Hathai 

0827000103313900 

0.04 

0.00 

3,843.28 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Dhani Talab 

0827000203321300 

0.03 

0.05 

305.82 

0.05 

0.00 

0.06 

0.05 

0.62 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.057 

0.003 

0.055 

0.007 

12.96 

Safe 

Dhatana 

0827000203318400 

0.03 

0.00 

76,314.54 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Doli 

0827000303334600 

0.04 

0.07 

138.81 

0.09 

0.02 

0.10 

0.05 

0.74 

- 

0.0300 

- 

- 

0.008 

0.038 

0.038 

0.140 

0.007 

0.133 

0.152 

114.72 

Over Exploited 

Forest 

0827000327900018 

0.04 

0.02 

935.28 

0.02 

0.00 

0.02 

0.01 

0.17 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.030 

0.001 

0.028 

0.004 

12.80 

Safe 

Galiyana 

0827000203321600 

0.03 

0.00 

3,090.29 

0.00 

0.00 

0.00 

0.00 

0.06 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.004 

0.000 

0.004 

0.023 

548.04 

Over Exploited 



0.03 

0.06 

106.46 

0.07 

0.02 

0.09 

0.05 

0.64 

- 

0.0400 

0.1220 

0.1468 

0.014 

0.322 

0.322 

0.412 

0.021 

0.391 

0.196 

50.04 

Safe 

Gameerpura 

0827000203321000 

0.03 

0.05 

422.14 

0.06 

0.00 

0.06 

0.05 

0.61 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.070 

0.004 

0.067 

0.043 

64.92 

Safe 

Gamri Devki 

0827000303334400 

0.04 

0.08 

63.46 

0.09 

0.02 

0.11 

0.05 

0.72 

- 

0.0300 

- 

- 

0.010 

0.040 

0.040 

0.149 

0.007 

0.142 

0.182 

128.40 

Over Exploited 



0.04 

0.00 

32,175.84 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Gara Eklingji 

0827000203323500 

0.03 

0.00 

11,380.64 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.02 

310.63 

0.02 

0.01 

0.03 

0.03 

0.40 

- 

0.0200 

0.0596 

0.0717 

0.003 

0.154 

0.154 

0.188 

0.009 

0.178 

0.119 

66.91 

Safe 

Gara Kumhariya 

0827000203322000 

0.03 

0.02 

644.78 

0.02 

- 

0.02 

0.03 

0.32 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.028 

0.001 

0.027 

0.054 

203.10 

Over Exploited 



0.02 

0.01 

856.57 

0.01 

- 

0.01 

0.03 

0.31 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.021 

0.001 

0.019 

0.038 

196.71 

Over Exploited 

Gara Siyaliya 

0827000203321800 

0.03 

0.07 

131.50 

0.09 

0.01 

0.10 

0.05 

0.67 

- 

0.0100 

0.1410 

0.1698 

0.019 

0.340 

0.340 

0.438 

0.022 

0.417 

0.046 

11.08 

Safe 

Gara Vasan 

0827000303335100 

0.04 

0.09 

81.54 

0.11 

0.01 

0.11 

0.05 

0.73 

- 

- 

- 

- 

0.011 

0.011 

0.011 

0.124 

0.006 

0.117 

0.009 

7.98 

Safe 



0.04 

0.00 

76,508.91 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Garhi Nawalsingh 

0827000203322100 

0.03 

0.00 

1,247.89 

0.00 

0.00 

0.00 

0.01 

0.10 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.003 

0.000 

0.003 

0.001 

23.03 

Safe 



0.02 

0.01 

48.53 

0.02 

0.02 

0.04 

0.04 

0.54 

- 

- 

- 

- 

0.031 

0.031 

0.031 

0.069 

0.003 

0.065 

0.004 

6.11 

Safe 



0.02 

0.00 

88,334.13 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0002 

0.0002 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Garhmaiyariya 

0827000203322600 

0.03 

0.03 

365.76 

0.04 

0.00 

0.04 

0.04 

0.47 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.058 

0.003 

0.055 

0.050 

89.90 

Semi Critical 



0.02 

0.00 

71,221.18 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

1,297.73 

0.00 

0.00 

0.01 

0.01 

0.14 

- 

- 

0.0276 

0.0332 

0.003 

0.064 

0.064 

0.070 

0.003 

0.066 

0.016 

24.11 

Safe 



0.02 

0.00 

49,050.57 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0011 

0.0013 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.000 

3.49 

Safe 

Gehuwara 

0827000103314200 

0.04 

0.04 

511.44 

0.04 

0.00 

0.04 

0.04 

0.46 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.066 

0.003 

0.063 

0.129 

206.07 

Over Exploited 



0.04 

0.00 

1,437.16 

0.00 

0.00 

0.01 

0.01 

0.14 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.019 

0.001 

0.018 

0.053 

293.11 

Over Exploited 

Ghanta 

0827000203320900 

0.03 

0.01 

381.55 

0.02 

0.01 

0.03 

0.05 

0.61 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.046 

0.002 

0.044 

0.096 

217.88 

Over Exploited 

Ghatra 

0827000203326600 

0.03 

0.00 

5,712.71 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

2,537.17 

Over Exploited 



0.03 

0.04 

386.92 

0.05 

0.01 

0.06 

0.03 

0.33 

- 

0.0100 

0.1749 

0.2105 

0.020 

0.416 

0.416 

0.480 

0.024 

0.456 

0.085 

18.53 

Safe 

Gothra 

0827000203323400 

0.03 

0.02 

348.25 

0.02 

- 

0.02 

0.02 

0.28 

- 

- 

- 

- 

- 

- 

- 

0.020 

0.001 

0.019 

0.006 

29.45 

Safe 



0.03 

0.02 

286.57 

0.02 

0.00 

0.03 

0.02 

0.32 

- 

- 

0.0855 

0.1030 

0.004 

0.192 

0.192 

0.220 

0.011 

0.209 

0.006 

2.95 

Safe 

Gyanpur 

0827000303334200 

0.04 

0.08 

57.13 

0.09 

0.01 

0.10 

0.05 

0.74 

- 

0.0100 

- 

- 

0.015 

0.025 

0.025 

0.125 

0.006 

0.119 

0.033 

27.41 

Safe 

Jaspurjapka 

0827000203322400 

0.03 

0.02 

645.60 

0.03 

0.01 

0.04 

0.04 

0.44 

- 

0.0400 

- 

- 

0.007 

0.047 

0.047 

0.089 

0.004 

0.084 

0.214 

254.32 

Over Exploited 



0.03 

0.00 

1,509.31 

0.00 

0.01 

0.01 

0.02 

0.19 

- 

0.0200 

0.0291 

0.0351 

- 

0.084 

0.084 

0.099 

0.005 

0.094 

0.088 

93.58 

Critical 

Jhankri 

0827000303334900 

0.04 

0.04 

77.01 

0.05 

0.00 

0.05 

0.05 

0.73 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.049 

0.002 

0.046 

0.012 

25.97 

Safe 

Jhariyana 

0827000203325400 

0.03 

0.13 

74.12 

0.16 

0.04 

0.19 

0.05 

0.69 

- 

0.0600 

0.2955 

0.3049 

0.025 

0.685 

0.685 

0.880 

0.044 

0.836 

0.356 

42.63 

Safe 

Jogiwara 

0827000103314900 

0.04 

0.00 

2,331.55 

0.00 

- 

0.00 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.005 

572.77 

Over Exploited 


0827000203328700 

0.03 

0.02 

393.37 

0.03 

0.00 

0.03 

0.03 

0.32 

- 

0.0100 

0.0894 

0.1076 

0.007 

0.214 

0.214 

0.245 

0.012 

0.233 

0.035 

15.24 

Safe 

Kabja 

0827000203325600 

0.03 

0.11 

166.37 

0.14 

0.02 

0.16 

0.05 

0.69 

- 

0.0400 

0.2178 

0.2622 

0.016 

0.537 

0.537 

0.693 

0.035 

0.658 

0.232 

35.19 

Safe 

Kaloo Gamra 

0827000103314100 

0.04 

0.00 

4,681.54 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

1,258.98 

Over Exploited 



0.04 

0.05 

297.45 

0.06 

0.01 

0.06 

0.05 

0.55 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.083 

0.004 

0.078 

0.096 

122.44 

Over Exploited 

Kandaula 

0827000303335700 

0.04 

0.01 

750.96 

0.01 

0.00 

0.01 

0.02 

0.23 

- 

- 

- 

- 

0.000 

- 

- 

0.012 

0.001 

0.011 

0.015 

141.42 

Over Exploited 



0.04 

0.02 

554.65 

0.02 

0.00 

0.02 

0.03 

0.33 

- 

- 

0.0621 

0.0748 

0.000 

0.137 

0.137 

0.161 

0.008 

0.153 

0.021 

13.82 

Safe 

Kankri 

0827000203320800 

0.03 

0.01 

640.85 

0.01 

- 

0.01 

0.05 

0.53 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.022 

0.001 

0.021 

0.081 

392.26 

Over Exploited 



0.02 

0.00 

3,457.12 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

5,835.51 

Over Exploited 

Kanthri 

0827000203319100 

0.03 

0.12 

513.30 

0.14 

0.02 

0.16 

0.05 

0.55 

- 

0.0400 

- 

- 

0.019 

0.059 

0.059 

0.224 

0.011 

0.212 

0.230 

108.11 

Over Exploited 



0.02 

0.00 

5,657.19 

0.00 

0.00 

0.00 

0.01 

0.06 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.005 

0.000 

0.005 

0.016 

359.98 

Over Exploited 

Karada 

0827000303334700 

0.04 

0.18 

152.46 

0.22 

0.03 

0.24 

0.05 

0.75 

- 

0.0500 

- 

- 

0.009 

0.059 

0.059 

0.302 

0.015 

0.287 

0.249 

86.64 

Semi Critical 

Karada Kawara 

0827000303334800 

0.04 

0.03 

114.81 

0.04 

0.01 

0.04 

0.05 

0.73 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.059 

0.003 

0.056 

0.035 

62.94 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Kariyana 

082700030333520C 

6.593 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.264 

2.45 

0.015 

0.05 

0.01 

0.00 

0.00 

0.02 

0.21 

0.25 

0.20 

0.007 

0.53 

0.44 






Som Kamla Amba 

Command 

Phyllite & Schist 

1.246 

2.45 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.05 

0.002 

0.13 

0.10 


Katarwa 

082700020331890C 

3.128 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.709 

4.18 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.16 

0.08 

0.005 

0.30 

0.23 







Non-command 

Gneisses(B.G.C) 

0.667 

4.18 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.02 

0.002 

0.12 

0.09 


Katisor 

082700020332590C 

8.925 

Fresh 

Som Kamla Amba 

Command 

Phyllite & Schist 

8.925 

2.76 

0.015 

0.09 

0.02 

0.00 

0.00 

0.01 

0.43 

0.52 

0.32 

0.025 

0.63 

0.52 


Kesharpura 

0827000303336500 

1.828 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.638 

3.97 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.11 

0.01 

0.002 

0.62 

0.51 


Khaleel 

0827000203322300 

5.048 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.576 

5.43 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.02 

0.002 

0.06 

0.05 







Non-command 

Gneisses(B.G.C) 

4.473 

5.43 

0.011 

0.03 

0.01 

0.00 

0.00 

0.00 

0.28 

0.36 

0.11 

0.013 

0.50 

0.39 


Khemela 

0827000303333900 

1.697 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.384 

2.01 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.15 

0.12 


Khera Aspur 

0827000203323600 

3.647 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.160 

2.28 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.03 

0.02 






Som Kamla Amba 

Command 

Phyllite & Schist 

2.120 

2.28 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.11 

0.07 

0.006 

0.37 

0.30 


Khera Samor 

0827000203320400 

3.564 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.538 

3.90 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.18 

0.22 

0.10 

0.007 

0.44 

0.35 


Kheriya 

0827000303334000 

1.604 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.303 

2.06 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.01 

0.002 

0.55 

0.46 


Khermal 

0827000203319000 

2.066 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.066 

4.53 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.17 

0.22 

0.14 

0.006 

0.56 

0.43 


Khokhra 

0827000303337800 

1.877 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.061 

2.92 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Kokapur 

0827000303337600 

1.461 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.614 

3.18 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.08 

0.001 

0.29 

0.25 


Kol Khanda Khas 

0827000103314600 

5.844 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.561 

3.84 

0.020 

0.09 

0.02 

0.00 

0.00 

0.00 

0.49 

0.63 

0.29 

0.044 

0.55 

0.43 


Kol Khanda Pal 

0827000103314700 

12.224 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

11.436 

2.97 

0.020 

0.05 

0.00 

0.00 

0.00 

0.01 

0.72 

0.89 

0.08 

0.090 

0.57 

0.46 


Kubera 

0827000103315000 

1.051 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.275 

4.80 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.002 

0.15 

0.12 


Lapaniya 

0827000203325800 

1.070 

Fresh 

Som Kamla Amba 

Command 

Phyllite & Schist 

1.070 

2.44 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.05 

0.003 

0.64 

0.54 


Leelwasa 

0827000203322500 

3.057 

Fresh 

Som Kamla Amba 

Command 

Phyllite & Schist 

3.057 

2.64 

0.015 

0.06 

0.01 

0.00 

0.00 

0.01 

0.16 

0.20 

0.24 

0.009 

0.61 

0.49 


Leemri 

0827000203325100 

3.942 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.032 

3.76 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.06 

0.003 

0.17 

0.14 


Lokiya Ban Kora 

0827000203321400 

3.943 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.893 

2.04 

0.015 

0.11 

0.03 

0.00 

0.00 

0.01 

0.19 

0.24 

0.43 

0.011 

0.61 

0.50 


Mai 

0827000203325500 

6.610 

Fresh 

Som Kamla Amba 

Command 

Phyllite & Schist 

6.610 

2.15 

0.015 

0.10 

0.02 

0.00 

0.00 

0.03 

0.26 

0.30 

0.38 

0.019 

0.63 

0.54 


Malapa 

0827000203322900 

1.790 

Fresh 

Som Kamla Amba 

Command 

Phyllite & Schist 

1.790 

2.00 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.01 

0.005 

0.63 

0.52 


Masana 

0827000203318700 

5.783 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.004 

3.23 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

0.048 

3.23 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Math Jhariyana 

0827000203323100 

3.227 

Fresh 

Som Kamla Amba 

Command 

Phyllite & Schist 

3.227 

1.88 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.12 

0.03 

0.009 

0.63 

0.53 


Mowai 

0827000203322200 

1.130 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.091 

2.61 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.05 

0.04 







Non-command 

Gneisses(B.G.C) 

0.002 

2.61 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Som Kamla Amba 

Command 

Phyllite & Schist 

0.983 

2.61 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.06 

0.07 

0.11 

0.003 

0.53 

0.42 







Command 

Gneisses(B.G.C) 

0.055 

2.61 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.03 

0.02 


Nava Tapra 

0827000303336300 

1.682 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.040 

3.60 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.01 


Nawa Gaon 

0827000203326000 

4.581 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.240 

2.51 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.01 

0.004 

0.18 

0.15 






Som Kamla Amba 

Command 

Phyllite & Schist 

3.341 

2.51 

0.015 

0.01 

0.00 

0.00 

0.00 

0.03 

0.10 

0.12 

0.04 

0.010 

0.48 

0.39 


Nawagaon Babaji 

0827000203323000 

1.926 

Fresh 

Som Kamla Amba 

Command 

Phyllite & Schist 

1.926 

1.03 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.04 

0.005 

0.63 

0.52 


Nayagaon Punali 

0827000103314300 

1.763 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.763 

3.19 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.13 

0.17 

0.10 

0.014 

0.55 

0.43 


Nihalpura 

0827000203322800 

2.448 

Fresh 

Som Kamla Amba 

Command 

Phyllite & Schist 

2.448 

2.24 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.12 

0.06 

0.007 

0.63 

0.52 


Pachlasa Bara 

0827000203325200 

10.967 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.362 

2.90 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.27 

0.33 

0.03 

0.018 

0.37 

0.31 






Som Kamla Amba 

Command 

Phyllite & Schist 

1.912 

2.90 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.07 

0.08 

0.01 

0.005 

0.11 

0.09 


Pachlasa Chhota 

0827000203325300 

11.157 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.275 

1.59 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.03 

0.004 

0.07 

0.06 






Som Kamla Amba 

Command 

Phyllite & Schist 

9.882 

1.59 

0.015 

0.06 

0.01 

0.00 

0.00 

0.04 

0.24 

0.29 

0.19 

0.028 

0.56 

0.47 


Pada 

0827000303335400 

0.284 

Fresh 

Som Kamla Amba 

Command 

Phyllite & Schist 

0.284 

2.22 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.08 

0.000 

0.65 

0.55 


Padardi Bari 

0827000303335800 

7.007 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.844 

3.30 

0.015 

0.03 

0.01 

0.00 

0.00 

0.01 

0.20 

0.24 

0.13 

0.005 

0.37 

0.30 






Som Kamla Amba 

Command 

Phyllite & Schist 

0.751 

3.30 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.02 

0.001 

0.07 

0.06 


Padauli 

0827000303335500 

5.393 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.318 

2.34 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.04 

0.03 






Som Kamla Amba 

Command 

Phyllite & Schist 

5.075 

2.34 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.21 

0.03 

0.007 

0.61 

0.52 


Padwa 

0827000303337500 

10.104 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.070 

4.09 

0.015 

0.10 

0.02 

0.00 

0.00 

0.01 

0.69 

0.82 

0.39 

0.014 

0.70 

0.59 


Palthoor 

0827000203320600 

3.876 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.784 

5.35 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.21 

0.06 

0.005 

0.26 

0.20 







Non-command 

Gneisses(B.G.C) 

1.989 

5.35 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.16 

0.04 

0.006 

0.29 

0.23 


Pan Talai 

0827000303337400 

1.805 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.652 

4.92 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.01 

0.001 

0.26 

0.22 


Parda Thoor 

0827000203318800 

2.041 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.209 

4.17 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.001 

0.06 

0.04 







Non-command 

Gneisses(B.G.C) 

1.832 

4.17 

0.011 

0.04 

0.01 

0.00 

0.00 

0.01 

0.11 

0.14 

0.14 

0.005 

0.50 

0.38 


Patli 

0827000103313500 

5.774 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.882 

2.60 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.16 

0.21 

0.07 

0.023 

0.28 

0.21 


Pindawal 

0827000203328600 

10.067 

Fresh 

Som Kamla Amba 

Command 

Phyllite & Schist 

1.545 

3.57 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.03 

0.004 

0.10 

0.09 


Punali 

0827000103314500 

8.546 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.245 

3.20 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.24 

0.30 

0.11 

0.025 

0.21 

0.17 


Punjpur 

0827000203322700 

9.460 

Fresh 

Som Kamla Amba 

Command 

Phyllite & Schist 

9.460 

2.09 

0.015 

0.15 

0.04 

0.00 

0.00 

0.06 

0.35 

0.42 

0.58 

0.027 

0.62 

0.51 


Raiki 

0827000203325000 

5.060 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.018 

3.94 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rama 

0827000103314800 

1.541 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.006 

4.75 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ramgarh 

0827000203318500 

4.917 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.703 

4.01 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.05 

0.002 

0.08 

0.06 







Non-command 

Gneisses(B.G.C) 

0.027 

4.01 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rampur 

0827000303335000 

0.996 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.794 

2.54 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.001 

0.53 

0.44 






Som Kamla Amba 

Command 

Phyllite & Schist 

0.202 

2.54 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.13 

0.11 


Rayna 

0827000203321700 

2.570 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.083 

2.19 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 






Som Kamla Amba 

Command 

Phyllite & Schist 

2.488 

2.19 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.10 

0.12 

0.11 

0.007 

0.61 

0.50 


Sakani 

0827000203319200 

5.245 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.438 

5.66 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.03 

0.001 

0.05 

0.04 


Samaliya 

0827000303337300 

4.145 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.246 

5.22 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.000 

0.04 

0.04 


Saroda 

0827000303336400 

6.259 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.649 

4.04 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.04 

0.001 

0.07 

0.06 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Kariyana 

0827000303335200 

0.04 

0.11 

121.12 

0.14 

0.03 

0.17 

0.04 

0.57 

- 

0.0400 

- 

- 

0.034 

0.074 

0.074 

0.243 

0.012 

0.231 

0.209 

90.49 

Critical 



0.04 

0.01 

933.06 

0.01 

0.00 

0.01 

0.01 

0.14 

- 

0.0100 

0.0493 

0.0593 

0.001 

0.119 

0.119 

0.128 

0.006 

0.121 

0.050 

41.00 

Safe 

Katarwa 

0827000203318900 

0.03 

0.02 

865.29 

0.02 

0.00 

0.02 

0.03 

0.33 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.040 

0.002 

0.038 

0.084 

219.76 

Over Exploited 



0.02 

0.00 

3,207.88 

0.00 

0.00 

0.00 

0.01 

0.13 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.004 

0.000 

0.004 

0.021 

543.97 

Over Exploited 

Katisor 

0827000203325900 

0.03 

0.18 

186.06 

0.22 

0.03 

0.25 

0.05 

0.69 

- 

0.0600 

0.3533 

0.4252 

0.013 

0.852 

0.852 

1.100 

0.055 

1.045 

0.349 

33.45 

Safe 

Kesharpura 

0827000303336500 

0.04 

0.04 

176.19 

0.05 

0.00 

0.05 

0.05 

0.67 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.056 

0.003 

0.053 

0.016 

30.77 

Safe 

Khaleel 

0827000203322300 

0.03 

0.00 

5,949.16 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.024 

1,718.16 

Over Exploited 



0.02 

0.05 

707.05 

0.05 

0.01 

0.07 

0.05 

0.55 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.093 

0.005 

0.089 

0.123 

138.35 

Over Exploited 

Khemela 

0827000303333900 

0.04 

0.00 

486.10 

0.00 

- 

0.00 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.001 

19.41 

Safe 

Khera Aspur 

0827000203323600 

0.03 

0.00 

4,507.46 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

4,497.85 

Over Exploited 



0.03 

0.03 

335.07 

0.03 

0.00 

0.03 

0.03 

0.40 

- 

0.0100 

0.0839 

0.1010 

0.003 

0.198 

0.198 

0.231 

0.012 

0.219 

0.074 

33.80 

Safe 

Khera Samor 

0827000203320400 

0.03 

0.04 

514.25 

0.04 

0.00 

0.04 

0.04 

0.47 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.065 

0.003 

0.062 

0.108 

174.54 

Over Exploited 

Kheriya 

0827000303334000 

0.04 

0.03 

63.29 

0.04 

- 

0.04 

0.04 

0.60 

- 

- 

- 

- 

- 

- 

- 

0.035 

0.002 

0.034 

0.012 

34.94 

Safe 

Khermal 

0827000203319000 

0.03 

0.04 

486.45 

0.04 

0.01 

0.06 

0.05 

0.61 

- 

0.0300 

- 

- 

0.004 

0.034 

0.034 

0.091 

0.005 

0.086 

0.150 

174.30 

Over Exploited 

Khokhra 

0827000303337800 

0.04 

0.00 

5,522.40 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kokapur 

0827000303337600 

0.04 

0.01 

686.88 

0.01 

0.00 

0.01 

0.02 

0.32 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.020 

0.001 

0.019 

0.078 

412.59 

Over Exploited 

Kol Khanda Khas 

0827000103314600 

0.04 

0.12 

410.76 

0.15 

0.02 

0.17 

0.05 

0.60 

- 

0.0500 

- 

- 

0.004 

0.054 

0.054 

0.225 

0.011 

0.213 

0.330 

154.47 

Over Exploited 

Kol Khanda Pal 

0827000103314700 

0.04 

0.26 

(27,046.05) 

0.31 

0.01 

0.32 

0.05 

0.62 

- 

0.0100 

- 

- 

0.019 

0.029 

0.029 

0.353 

0.018 

0.335 

0.166 

49.47 

Safe 

Kubera 

0827000103315000 

0.04 

0.00 

1,865.49 

0.00 

- 

0.00 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.006 

320.61 

Over Exploited 

Lapaniya 

0827000203325800 

0.03 

0.02 

137.33 

0.03 

0.00 

0.03 

0.05 

0.70 

- 

0.0100 

0.0423 

0.0510 

0.007 

0.110 

0.110 

0.142 

0.007 

0.135 

0.053 

39.39 

Safe 

Leelwasa 

0827000203322500 

0.03 

0.06 

233.93 

0.07 

0.02 

0.09 

0.05 

0.66 

- 

0.0400 

0.1412 

0.1456 

0.014 

0.340 

0.340 

0.432 

0.022 

0.410 

0.247 

60.18 

Safe 

Leemri 

0827000203325100 

0.03 

0.01 

1,579.92 

0.01 

0.00 

0.01 

0.01 

0.18 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.020 

0.001 

0.019 

0.061 

314.94 

Over Exploited 

Lokiya Ban Kora 

0827000203321400 

0.03 

0.08 

208.86 

0.09 

0.04 

0.13 

0.05 

0.67 

- 

0.0800 

- 

- 

0.008 

0.088 

0.088 

0.216 

0.011 

0.205 

0.436 

212.30 

Over Exploited 

Mai 

0827000203325500 

0.03 

0.14 

122.66 

0.16 

0.05 

0.22 

0.06 

0.69 

- 

0.0700 

0.2616 

0.3149 

0.051 

0.698 

0.698 

0.914 

0.046 

0.869 

0.401 

46.14 

Safe 

Malapa 

0827000203322900 

0.03 

0.04 

105.13 

0.04 

0.00 

0.05 

0.05 

0.68 

- 

- 

0.0708 

0.0853 

0.002 

0.159 

0.159 

0.204 

0.010 

0.194 

0.019 

9.84 

Safe 

Masana 

0827000203318700 

0.03 

0.00 

545,792.61 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.02 

0.00 

49,138.42 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Math Jhariyana 

0827000203323100 

0.03 

0.07 

76.79 

0.08 

0.00 

0.08 

0.05 

0.69 

- 

0.0100 

0.1277 

0.1538 

0.005 

0.297 

0.297 

0.380 

0.019 

0.361 

0.038 

10.57 

Safe 

Mowai 

0827000203322200 

0.03 

0.00 

3,070.03 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

4,484.87 

Over Exploited 



0.02 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.02 

335.53 

0.02 

0.01 

0.03 

0.05 

0.57 

- 

0.0200 

0.0389 

0.0468 

- 

0.106 

0.106 

0.136 

0.007 

0.129 

0.111 

85.92 

Semi Critical 



0.02 

0.00 

6,132.76 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0022 

0.0026 

- 

0.005 

0.005 

0.005 

0.000 

0.005 

0.005 

112.17 

Over Exploited 

Nava Tapra 

0827000303336300 

0.04 

0.00 

9,871.59 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.000 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nawa Gaon 

0827000203326000 

0.03 

0.01 

677.64 

0.01 

0.00 

0.01 

0.01 

0.19 

- 

- 

- 

- 

0.001 

0.002 

0.002 

0.011 

0.001 

0.010 

0.018 

167.17 

Over Exploited 



0.03 

0.05 

136.85 

0.06 

0.03 

0.10 

0.04 

0.52 

- 

0.0100 

0.1322 

0.1592 

0.052 

0.353 

0.353 

0.450 

0.022 

0.427 

0.046 

10.64 

Safe 

Nawagaon Babaji 

0827000203323000 

0.03 

0.04 

13.19 

0.04 

0.00 

0.05 

0.05 

0.68 

- 

0.0100 

0.0889 

0.0917 

0.005 

0.195 

0.195 

0.243 

0.012 

0.231 

0.041 

17.96 

Safe 

Nayagaon Punali 

0827000103314300 

0.04 

0.04 

334.93 

0.05 

0.01 

0.06 

0.05 

0.61 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.078 

0.004 

0.074 

0.115 

155.88 

Over Exploited 

Nihalpura 

0827000203322800 

0.03 

0.05 

141.25 

0.06 

0.00 

0.06 

0.05 

0.68 

- 

0.0100 

0.0969 

0.1167 

0.004 

0.228 

0.228 

0.290 

0.015 

0.276 

0.065 

23.54 

Safe 

Pachlasa Bara 

0827000203325200 

0.03 

0.08 

330.46 

0.09 

0.01 

0.11 

0.03 

0.40 

- 

0.0100 

- 

- 

0.022 

0.032 

0.032 

0.138 

0.007 

0.131 

0.050 

38.26 

Safe 



0.03 

0.01 

1,130.51 

0.01 

0.01 

0.02 

0.01 

0.12 

- 

- 

0.0757 

0.0911 

0.019 

0.186 

0.186 

0.207 

0.010 

0.197 

0.012 

6.32 

Safe 

Pachlasa Chhota 

0827000203325300 

0.03 

0.00 

1,357.58 

0.00 

0.00 

0.01 

0.01 

0.08 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.023 

0.001 

0.022 

0.033 

146.43 

Over Exploited 



0.03 

0.18 

60.69 

0.22 

0.05 

0.27 

0.05 

0.61 

- 

0.0400 

0.4563 

0.4708 

0.067 

1.034 

1.034 

1.304 

0.065 

1.239 

0.222 

17.93 

Safe 

Pada 

0827000303335400 

0.04 

0.01 

359.19 

0.01 

- 

0.01 

0.06 

0.70 

- 

0.0100 

0.0131 

0.0135 

- 

0.037 

0.037 

0.046 

0.002 

0.043 

0.077 

178.48 

Over Exploited 

Padardi Bari 

0827000303335800 

0.04 

0.06 

320.44 

0.07 

0.02 

0.09 

0.03 

0.40 

- 

0.0200 

- 

- 

0.017 

0.037 

0.037 

0.128 

0.006 

0.122 

0.130 

106.98 

Over Exploited 



0.04 

0.00 

2,516.20 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

0.0297 

0.0358 

- 

0.066 

0.066 

0.068 

0.003 

0.065 

0.025 

38.66 

Safe 

Padauli 

0827000303335500 

0.04 

0.00 

1,619.24 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.010 

0.001 

0.010 

0.000 

4.52 

Safe 



0.04 

0.13 

69.86 

0.15 

0.00 

0.15 

0.05 

0.66 

- 

0.0100 

0.2009 

0.2418 

0.006 

0.458 

0.458 

0.613 

0.031 

0.583 

0.036 

6.17 

Safe 

Padwa 

0827000303337500 

0.04 

0.29 

181.93 

0.35 

0.03 

0.38 

0.05 

0.75 

- 

0.0700 

- 

- 

0.016 

0.086 

0.086 

0.465 

0.023 

0.442 

0.408 

92.36 

Critical 

Palthoor 

0827000203320600 

0.03 

0.02 

1,286.43 

0.02 

0.00 

0.02 

0.02 

0.28 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.031 

0.002 

0.030 

0.063 

210.82 

Over Exploited 



0.02 

0.01 

1,297.03 

0.01 

0.00 

0.02 

0.03 

0.32 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.028 

0.001 

0.027 

0.049 

181.78 

Over Exploited 

Pan Talai 

0827000303337400 

0.04 

0.01 

721.41 

0.01 

0.00 

0.01 

0.02 

0.28 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.009 

0.000 

0.008 

0.011 

130.86 

Over Exploited 

Parda Thoor 

0827000203318800 

0.03 

0.00 

7,762.35 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.023 

5,176.95 

Over Exploited 



0.02 

0.02 

674.26 

0.02 

0.02 

0.04 

0.05 

0.54 

- 

0.0300 

- 

- 

0.009 

0.039 

0.039 

0.076 

0.004 

0.073 

0.144 

198.46 

Over Exploited 

Path 

0827000103313500 

0.04 

0.03 

549.38 

0.04 

0.01 

0.05 

0.03 

0.30 

- 

0.0100 

- 

- 

0.011 

0.021 

0.021 

0.067 

0.003 

0.064 

0.090 

140.39 

Over Exploited 

Pindawal 

0827000203328600 

0.03 

0.00 

1,920.25 

0.01 

0.00 

0.01 

0.01 

0.10 

- 

0.0100 

0.0611 

0.0736 

0.005 

0.150 

0.150 

0.159 

0.008 

0.151 

0.033 

22.13 

Safe 

Punali 

0827000103314500 

0.04 

0.03 

959.04 

0.03 

0.01 

0.05 

0.02 

0.23 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.068 

0.003 

0.065 

0.138 

213.59 

Over Exploited 

Punjpur 

0827000203322700 

0.03 

0.19 

122.46 

0.23 

0.10 

0.33 

0.05 

0.67 

- 

0.1100 

0.4368 

0.4507 

0.090 

1.087 

1.087 

1.416 

0.071 

1.345 

0.610 

45.34 

Safe 

Raiki 

0827000203325000 

0.03 

0.00 

98,380.19 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rama 

0827000103314800 

0.04 

0.00 

106,294.62 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ramgarh 

0827000203318500 

0.03 

0.00 

3,693.52 

0.00 

- 

0.00 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.012 

0.052 

450.22 

Over Exploited 



0.02 

0.00 

99,245.47 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rampur 

0827000303335000 

0.04 

0.02 

100.81 

0.02 

0.00 

0.02 

0.04 

0.57 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.024 

0.001 

0.023 

0.011 

48.08 

Safe 



0.04 

0.00 

492.41 

0.00 

0.00 

0.00 

0.01 

0.15 

- 

- 

0.0080 

0.0096 

0.003 

0.021 

0.021 

0.025 

0.001 

0.023 

0.005 

22.59 

Safe 

Rayna 

0827000203321700 

0.03 

0.00 

5,814.89 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.05 

153.63 

0.06 

0.01 

0.07 

0.05 

0.66 

- 

0.0200 

0.0985 

0.1185 

- 

0.237 

0.237 

0.306 

0.015 

0.291 

0.115 

39.61 

Safe 

Sakani 

0827000203319200 

0.03 

0.00 

463,080.43 

0.00 

- 

0.00 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.030 

296.52 

Over Exploited 

Samaliya 

0827000303337300 

0.04 

0.00 

5,237.98 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.000 

0.019 

3,988.53 

Over Exploited 

Saroda 

0827000303336400 

0.04 

0.00 

2,989.77 

0.00 

0.00 

0.00 

0.01 

0.08 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.013 

0.001 

0.012 

0.044 

355.62 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Surela 

0827000303333800 

4.127 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.666 

2.13 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.11 

0.02 

0.004 

0.41 

0.34 


Talora 

0827000203326500 

6.185 

Fresh 

Som Kamla Amba 

Command 

Phyllite & Schist 

0.977 

5.11 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.01 

0.003 

0.10 

0.09 


Teetwa 

0827000303339100 

2.305 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.337 

3.35 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.000 

0.10 

0.09 


Usmaniya 

0827000203326200 

6.074 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.072 

2.58 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.01 

0.003 

0.12 

0.10 






Som Kamla Amba 

Command 

Phyllite & Schist 

5.002 

2.58 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.21 

0.25 

0.06 

0.014 

0.54 

0.45 


Vamasa 

0827000303335600 

8.920 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.028 

3.64 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Som Kamla Amba 

Command 

Phyllite & Schist 

6.045 

3.64 

0.015 

0.03 

0.01 

0.00 

0.00 

0.02 

0.33 

0.39 

0.11 

0.008 

0.44 

0.37 


Varaghoriya 

0827000203320200 

4.145 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.555 

3.68 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.002 

0.08 

0.07 


Vasundar Bari 

0827000203320100 

1.708 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.580 

2.10 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.09 

0.15 

0.004 

0.59 

0.48 






Som Kamla Amba 

Command 

Phyllite & Schist 

0.014 

2.10 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 


Vasundarchhoti 

0827000203320300 

3.416 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.592 

1.81 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.09 

0.11 

0.09 

0.007 

0.48 

0.39 






Som Kamla Amba 

Command 

Phyllite & Schist 

0.754 

1.81 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.03 

0.002 

0.14 

0.11 

09004035 

Andok 

0828000503523100 

3.475 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.475 

1.54 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.11 

0.03 

0.020 

0.91 

0.85 


Bassi 

0828000503523300 

9.690 

Fresh 

Non-command 

Non-command 

Deccan Traps 

6.572 

3.39 

0.018 

0.09 

0.02 

0.00 

0.00 

0.00 

0.46 

0.51 

0.30 

0.038 

0.62 

0.56 


Bhanwarda 

0828000503522800 

3.905 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.652 

1.35 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.03 

0.015 

0.62 

0.58 


Bhoori Para 

0828000503521900 

4.697 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.340 

2.63 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.00 

0.008 

0.26 

0.25 


Bhoraj 

0828000503522700 

0.841 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.468 

1.39 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.003 

0.51 

0.48 


Chorbar 

0828000503523800 

3.481 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.346 

3.86 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.002 

0.09 

0.08 


Dholka Nai 

0828000503523200 

4.529 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.529 

1.98 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.19 

0.05 

0.026 

0.91 

0.84 


Haloopara 

0828000503523000 

0.884 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.278 

1.22 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.29 

0.27 


Khana Para 

0828000503522500 

1.351 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.273 

1.23 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.19 

0.18 


Khankhariya 

0828000503522000 

4.162 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.202 

6.72 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.001 

0.04 

0.04 


Kotri 

0828000503522400 

4.728 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.270 

8.69 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.00 

0.002 

0.05 

0.05 


Orwa 

0828000503522900 

2.264 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.012 

1.18 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Roopgarh 

0828000503523400 

6.418 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.214 

1.77 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.03 

0.013 

0.32 

0.29 


Sundri Para 

0828000503522600 

3.933 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.660 

1.90 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.14 

0.00 

0.021 

0.85 

0.80 


Taraliya 

0828000503521800 

3.408 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.144 

1.38 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.04 

0.04 

09004036 

Amargun 

0828000303438200 

0.621 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.621 

3.70 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.08 

0.03 

0.003 

0.91 

0.55 


Ambapara 

0828000303442900 

1.061 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.375 

3.52 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.06 

0.03 

0.002 

0.35 

0.21 


Bagpura 

0828000303442500 

0.243 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.243 

4.42 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.03 

0.001 

0.97 

0.58 


Bhatiya 

0828000303442600 

0.991 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.991 

4.37 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.14 

0.03 

0.005 

0.97 

0.58 


Chandra Road 

0828000303438100 

1.920 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.920 

3.66 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.24 

0.05 

0.010 

0.89 

0.53 


Chhaliyawar 

0828000303429300 

1.860 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.782 

3.03 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.19 

0.06 

0.010 

0.81 

0.48 


Danakshari 

0828000303437600 

4.313 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.278 

2.88 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.31 

0.06 

0.018 

0.66 

0.40 


Danpur 

0828000303443300 

13.066 

Fresh 

Non-command 

Non-command 

Deccan Traps 

12.885 

3.55 

0.018 

0.07 

0.01 

0.00 

0.00 

0.00 

0.86 

1.43 

0.17 

0.070 

0.97 

0.58 


Doongra 

0828000303429000 

2.996 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.996 

3.61 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.33 

0.00 

0.016 

0.89 

0.54 


Gagarwa 

0828000303428700 

5.920 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.738 

2.30 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.00 

0.004 

0.10 

0.06 


Garh 

0828000303441600 

1.239 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.279 

3.55 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.002 

0.22 

0.13 


Gopalpuri 

0828000303441900 

1.692 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.692 

4.14 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.22 

0.02 

0.009 

0.98 

0.59 


Harnathpura 

0828000303440900 

0.867 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.100 

3.30 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.11 

0.07 


Hiriya Garhi 

0828000303441500 

2.734 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.007 

3.54 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jhamliya 

0828000303428300 

1.723 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.723 

3.05 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.15 

0.00 

0.009 

0.84 

0.50 


Jhanjhiyamal 

0828000303441700 

2.439 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.341 

3.58 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.26 

0.01 

0.013 

0.93 

0.56 


Jhuwa 

0828000303442400 

1.709 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.709 

5.09 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.27 

0.05 

0.009 

0.96 

0.58 


Kala Khet 

0828000303438300 

4.963 

Fresh 

Non-command 

Non-command 

Deccan Traps 

4.963 

3.76 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.35 

0.57 

0.04 

0.027 

0.95 

0.57 


Kanpuri 

0828000303429100 

2.841 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.841 

3.58 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.31 

0.00 

0.015 

0.87 

0.52 


Katumbi 

0828000303437800 

11.287 

Fresh 

Non-command 

Non-command 

Deccan Traps 

9.484 

3.12 

0.018 

0.08 

0.01 

0.00 

0.00 

0.00 

0.59 

0.97 

0.24 

0.052 

0.76 

0.46 


Khajuri 

0828000303428400 

7.699 

Fresh 

Non-command 

Non-command 

Deccan Traps 

7.647 

3.21 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.44 

0.74 

0.00 

0.042 

0.84 

0.50 


Khalda 

0828000303428100 

4.523 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.386 

1.71 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.19 

0.00 

0.018 

0.62 

0.37 


Khanpura 

0828000303438400 

2.695 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.695 

3.64 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.28 

0.00 

0.015 

0.93 

0.56 


Kherdi 

0828000303428000 

1.737 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.564 

1.25 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.003 

0.27 

0.16 


Khuntdiya 

0828000303442300 

1.508 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.508 

4.29 

0.018 

0.02 

0.01 

0.00 

0.00 

0.00 

0.12 

0.20 

0.08 

0.008 

0.95 

0.57 


Kundli Para 

0828000303437900 

1.233 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.232 

3.78 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.15 

0.02 

0.007 

0.93 

0.56 


Kuntabari 

0828000303428500 

3.409 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.585 

2.23 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.10 

0.00 

0.009 

0.39 

0.23 


Lambi Sadar 

0828000303440700 

1.761 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.190 

3.33 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.001 

0.11 

0.06 


Mahuri Khera 

0828000303442200 

2.218 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.213 

3.98 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.27 

0.02 

0.012 

0.96 

0.58 


Manpuri 

0828000303443200 

2.033 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.033 

3.53 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.23 

0.03 

0.011 

0.98 

0.59 


Margali 

0828000303442000 

1.662 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.662 

4.01 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.21 

0.02 

0.009 

0.97 

0.59 


Muliya 

0828000303438000 

3.029 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.029 

3.74 

0.018 

0.03 

0.01 

0.00 

0.00 

0.00 

0.22 

0.36 

0.11 

0.017 

0.92 

0.56 


Nadiya 

0828000303456800 

17.680 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.011 

2.96 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nagakhali 

0828000303437700 

2.735 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.670 

3.63 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.32 

0.07 

0.015 

0.86 

0.52 


Pada 

0828000303427800 

1.630 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.201 

0.88 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.007 

0.61 

0.36 


Patinagra 

0828000303429400 

2.137 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.784 

2.81 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.08 

0.03 

0.004 

0.31 

0.19 


Peepli Para 

0828000303443400 

5.481 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.481 

2.65 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.27 

0.46 

0.03 

0.030 

0.97 

0.59 


Phephar 

0828000303443500 

13.791 

Fresh 

Non-command 

Non-command 

Deccan Traps 

11.100 

2.41 

0.018 

0.05 

0.01 

0.00 

0.00 

0.00 

0.51 

0.84 

0.14 

0.061 

0.77 

0.47 


Ramgarh 

0828000303427700 

3.980 

Fresh 

Non-command 

Non-command 

Deccan Traps 

0.044 

0.79 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Salrapara 

0828000303442700 

7.946 

Fresh 

Non-command 

Non-command 

Deccan Traps 

7.946 

4.08 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.60 

1.00 

0.08 

0.043 

0.97 

0.59 


Sarwan 

0828000303443600 

11.350 

Fresh 

Non-command 

Non-command 

Deccan Traps 

10.211 

4.93 

0.018 

0.16 

0.04 

0.00 

0.00 

0.00 

1.00 

1.65 

0.57 

0.056 

0.85 

0.52 





Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Surela 

082700030333380C 

0.04 

0.05 

145.36 

0.05 

0.00 

0.06 

0.03 

0.45 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.064 

0.003 

0.061 

0.023 

37.38 

Safe 

Talora 

0827000203326500 

0.03 

0.00 

2,513.86 

0.00 

0.00 

0.00 

0.01 

0.11 

- 

- 

0.0322 

0.0310 

0.000 

0.064 

0.064 

0.068 

0.003 

0.064 

0.010 

15.17 

Safe 

Teetwa 

0827000303339100 

0.04 

0.00 

1,294.02 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.014 

884.14 

Over Exploited 

Usmaniya 

0827000203326200 

0.03 

0.00 

1,043.79 

0.00 

0.00 

0.01 

0.01 

0.13 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.013 

0.001 

0.012 

0.017 

140.18 

Over Exploited 



0.03 

0.09 

188.06 

0.10 

0.00 

0.11 

0.04 

0.58 

- 

0.0100 

0.1980 

0.2383 

0.006 

0.452 

0.452 

0.560 

0.028 

0.532 

0.072 

13.57 

Safe 

Vamasa 

0827000303335600 

0.04 

0.00 

77,408.89 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.11 

258.44 

0.13 

0.03 

0.16 

0.04 

0.47 

- 

0.0200 

0.2393 

0.2880 

0.028 

0.576 

0.576 

0.734 

0.037 

0.697 

0.114 

16.38 

Safe 

Varaghoriya 

0827000203320200 

0.03 

0.00 

2,206.73 

0.00 

0.00 

0.00 

0.01 

0.09 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.007 

0.000 

0.007 

0.016 

223.56 

Over Exploited 

Vasundar Bari 

0827000203320100 

0.03 

0.03 

214.97 

0.04 

0.01 

0.05 

0.05 

0.64 

- 

0.0300 

- 

- 

0.004 

0.034 

0.034 

0.082 

0.004 

0.078 

0.155 

199.88 

Over Exploited 



0.03 

0.00 

21,517.73 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0005 

0.0007 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

3.45 

Safe 

Vasundarchhoti 

0827000203320300 

0.03 

0.04 

168.54 

0.05 

0.01 

0.06 

0.04 

0.52 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.083 

0.004 

0.079 

0.101 

128.00 

Over Exploited 



0.03 

0.00 

998.15 

0.00 

- 

0.00 

0.01 

0.15 

- 

0.0100 

0.0298 

0.0359 

- 

0.076 

0.076 

0.080 

0.004 

0.076 

0.031 

41.09 

Safe 

Andok 

0828000503523100 

0.03 

0.11 

5.35 

0.11 

- 

0.11 

0.06 

0.97 

- 

- 

- 

- 

- 

- 

- 

0.112 

0.006 

0.106 

0.045 

42.41 

Safe 

Bassi 

0828000503523300 

0.03 

0.14 

271.74 

0.16 

0.02 

0.18 

0.04 

0.66 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.243 

0.012 

0.231 

0.339 

146.75 

Over Exploited 

Bhanwarda 

0828000503522800 

0.03 

0.06 

41.02 

0.07 

- 

0.07 

0.04 

0.66 

- 

- 

- 

- 

- 

- 

- 

0.066 

0.003 

0.063 

0.040 

64.12 

Safe 

Bhoori Para 

0828000503521900 

0.03 

0.01 

449.59 

0.01 

- 

0.01 

0.02 

0.28 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.013 

0.008 

57.60 

Safe 

Bhoraj 

0828000503522700 

0.03 

0.01 

51.48 

0.01 

- 

0.01 

0.03 

0.54 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.000 

0.009 

0.011 

117.56 

Over Exploited 

Chorbar 

0828000503523800 

0.03 

0.00 

2,399.79 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.002 

167.81 

Over Exploited 

Dholka Nai 

0828000503523200 

0.03 

0.14 

39.61 

0.17 

- 

0.17 

0.06 

0.97 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.176 

0.009 

0.167 

0.076 

45.61 

Safe 

Haloopara 

0828000503523000 

0.03 

0.00 

135.06 

0.00 

- 

0.00 

0.02 

0.31 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.002 

52.57 

Safe 

Khana Para 

0828000503522500 

0.03 

0.00 

265.91 

0.00 

- 

0.00 

0.01 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.002 

81.64 

Semi Critical 

Khankhariya 

0828000503522000 

0.03 

0.00 

8,138.01 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

337.99 

Over Exploited 

Kotri 

0828000503522400 

0.03 

0.00 

9,025.30 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.002 

288.78 

Over Exploited 

Orwa 

0828000503522900 

0.03 

0.00 

14,611.81 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Roopgarh 

0828000503523400 

0.03 

0.02 

259.23 

0.03 

- 

0.03 

0.02 

0.34 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.038 

0.002 

0.036 

0.047 

129.31 

Over Exploited 

Sundri Para 

0828000503522600 

0.03 

0.10 

33.46 

0.13 

- 

0.13 

0.05 

0.91 

- 

- 

- 

- 

- 

- 

- 

0.126 

0.006 

0.119 

0.021 

17.73 

Safe 

Taraliya 

0828000503521800 

0.03 

0.00 

1,880.91 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Amargun 

0828000303438200 

0.05 

0.03 

219.44 

0.03 

- 

0.03 

0.05 

0.96 

- 

- 

- 

- 

- 

- 

- 

0.031 

0.002 

0.030 

0.028 

95.61 

Critical 

Ambapara 

0828000303442900 

0.05 

0.01 

823.08 

0.01 

- 

0.01 

0.02 

0.36 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.036 

528.75 

Over Exploited 

Bagpura 

0828000303442500 

0.05 

0.01 

342.32 

0.01 

- 

0.01 

0.05 

1.02 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.012 

0.026 

213.23 

Over Exploited 

Bhatiya 

0828000303442600 

0.05 

0.04 

222.61 

0.05 

- 

0.05 

0.05 

1.02 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.063 

0.003 

0.060 

0.039 

65.87 

Safe 

Chandra Road 

0828000303438100 

0.05 

0.08 

202.90 

0.09 

- 

0.09 

0.05 

0.94 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.104 

0.005 

0.099 

0.060 

61.17 

Safe 

Chhaliyawar 

0828000303429300 

0.05 

0.07 

190.00 

0.08 

- 

0.08 

0.05 

0.86 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.090 

0.004 

0.085 

0.069 

80.72 

Semi Critical 

Danakshari 

0828000303437600 

0.05 

0.10 

209.69 

0.12 

- 

0.12 

0.04 

0.70 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.130 

0.006 

0.123 

0.077 

62.47 

Safe 

Danpur 

0828000303443300 

0.05 

0.57 

150.15 

0.69 

0.01 

0.70 

0.05 

1.02 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.727 

0.036 

0.691 

0.238 

34.49 

Safe 

Doongra 

0828000303429000 

0.05 

0.12 

169.19 

0.15 

- 

0.15 

0.05 

0.94 

- 

- 

- 

- 

- 

- 

- 

0.147 

0.007 

0.140 

0.016 

11.69 

Safe 

Gagarwa 

0828000303428700 

0.05 

0.00 

1,308.26 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.004 

99.49 

Critical 

Garh 

0828000303441600 

0.05 

0.00 

918.35 

0.00 

- 

0.00 

0.01 

0.23 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.010 

295.33 

Over Exploited 

Gopalpuri 

0828000303441900 

0.05 

0.08 

190.48 

0.09 

- 

0.09 

0.05 

1.03 

- 

- 

- 

- 

- 

- 

- 

0.091 

0.005 

0.087 

0.026 

30.29 

Safe 

Harnathpura 

0828000303440900 

0.05 

0.00 

1,767.02 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.009 

1,442.73 

Over Exploited 

Hiriya Garhi 

0828000303441500 

0.05 

0.00 

94,443.81 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jhamliya 

0828000303428300 

0.05 

0.07 

131.55 

0.08 

- 

0.08 

0.05 

0.89 

- 

- 

- 

- 

- 

- 

- 

0.080 

0.004 

0.076 

0.009 

12.34 

Safe 

Jhanjhiyamal 

0828000303441700 

0.05 

0.10 

158.75 

0.12 

- 

0.12 

0.05 

0.98 

- 

- 

- 

- 

- 

- 

- 

0.121 

0.006 

0.115 

0.021 

18.10 

Safe 

Jhuwa 

0828000303442400 

0.05 

0.08 

257.29 

0.09 

- 

0.09 

0.05 

1.01 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.100 

0.005 

0.095 

0.054 

56.96 

Safe 

Kala Khet 

0828000303438300 

0.05 

0.22 

165.82 

0.26 

- 

0.26 

0.05 

1.00 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.269 

0.013 

0.256 

0.069 

26.98 

Safe 

Kanpuri 

0828000303429100 

0.05 

0.11 

176.07 

0.14 

- 

0.14 

0.05 

0.92 

- 

- 

- 

- 

- 

- 

- 

0.136 

0.007 

0.129 

0.015 

11.99 

Safe 

Katumbi 

0828000303437800 

0.05 

0.33 

191.59 

0.40 

0.01 

0.41 

0.04 

0.81 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.450 

0.022 

0.427 

0.287 

67.11 

Safe 

Khajuri 

0828000303428400 

0.05 

0.30 

148.36 

0.36 

- 

0.36 

0.05 

0.89 

- 

- 

- 

- 

- 

- 

- 

0.356 

0.018 

0.338 

0.042 

12.33 

Safe 

Khalda 

0828000303428100 

0.05 

0.10 

93.46 

0.12 

- 

0.12 

0.04 

0.66 

- 

- 

- 

- 

- 

- 

- 

0.117 

0.006 

0.111 

0.018 

16.64 

Safe 

Khanpura 

0828000303438400 

0.05 

0.12 

145.22 

0.14 

- 

0.14 

0.05 

0.98 

- 

- 

- 

- 

- 

- 

- 

0.139 

0.007 

0.132 

0.015 

11.14 

Safe 

Kherdi 

0828000303428000 

0.05 

0.01 

195.40 

0.01 

- 

0.01 

0.02 

0.29 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.003 

38.33 

Safe 

Khuntdiya 

0828000303442300 

0.05 

0.07 

209.40 

0.08 

0.01 

0.09 

0.05 

1.00 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.109 

0.005 

0.104 

0.092 

88.81 

Semi Critical 

Kundli Para 

0828000303437900 

0.05 

0.05 

189.02 

0.06 

- 

0.06 

0.05 

0.98 

- 

- 

- 

- 

- 

- 

- 

0.063 

0.003 

0.060 

0.024 

39.64 

Safe 

Kuntabari 

0828000303428500 

0.05 

0.03 

268.90 

0.03 

- 

0.03 

0.02 

0.41 

- 

- 

- 

- 

- 

- 

- 

0.034 

0.002 

0.032 

0.009 

26.76 

Safe 

Lambi Sadar 

0828000303440700 

0.05 

0.00 

1,899.73 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.009 

856.86 

Over Exploited 

Mahuri Khera 

0828000303442200 

0.05 

0.10 

179.10 

0.12 

- 

0.12 

0.05 

1.01 

- 

- 

- 

- 

- 

- 

- 

0.117 

0.006 

0.111 

0.029 

26.10 

Safe 

Manpuri 

0828000303443200 

0.05 

0.09 

146.67 

0.11 

- 

0.11 

0.05 

1.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.120 

0.006 

0.114 

0.045 

39.55 

Safe 

Margali 

0828000303442000 

0.05 

0.07 

182.60 

0.09 

- 

0.09 

0.05 

1.03 

- 

- 

- 

- 

- 

- 

- 

0.089 

0.004 

0.085 

0.026 

30.67 

Safe 

Muliya 

0828000303438000 

0.05 

0.13 

180.89 

0.15 

0.01 

0.16 

0.05 

0.98 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.185 

0.009 

0.175 

0.126 

71.57 

Semi Critical 

Nadiya 

0828000303456800 

0.05 

0.00 

360,930.89 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nagakhali 

0828000303437700 

0.05 

0.11 

197.46 

0.13 

- 

0.13 

0.05 

0.91 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.137 

0.007 

0.130 

0.082 

62.60 

Safe 

Pada 

0828000303427800 

0.05 

0.03 

(7.25) 

0.03 

- 

0.03 

0.04 

0.65 

- 

- 

- 

- 

- 

- 

- 

0.032 

0.002 

0.030 

0.007 

21.90 

Safe 

Patinagra 

0828000303429400 

0.05 

0.01 

624.17 

0.01 

- 

0.01 

0.02 

0.33 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.013 

0.029 

228.74 

Over Exploited 

Peepli Para 

0828000303443400 

0.05 

0.25 

85.27 

0.30 

- 

0.30 

0.05 

1.03 

- 

- 

- 

- 

- 

- 

- 

0.295 

0.015 

0.280 

0.055 

19.58 

Safe 

Phephar 

0828000303443500 

0.05 

0.40 

112.24 

0.47 

0.01 

0.48 

0.04 

0.82 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.515 

0.026 

0.489 

0.201 

41.03 

Safe 

Ramgarh 

0828000303427700 

0.05 

0.00 

5,268.37 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Salrapara 

0828000303442700 

0.05 

0.36 

179.17 

0.43 

- 

0.43 

0.05 

1.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.438 

0.022 

0.416 

0.120 

28.94 

Safe 

Sarwan 

0828000303443600 

0.05 

0.40 

312.07 

0.48 

0.04 

0.52 

0.05 

0.90 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

0.632 

0.032 

0.600 

0.622 

103.56 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Sarwani 

082800030344280C 

3.204 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.201 

3.54 

0.018 

0.03 

0.01 

0.00 

0.00 

0.00 

0.22 

0.36 

0.10 

0.017 

0.98 

0.59 


Siyari 

0828000303428200 

3.017 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.387 

2.32 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.10 

0.00 

0.008 

0.39 

0.23 


Tamtiya 

0828000303443100 

1.867 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.020 

3.44 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.12 

0.02 

0.006 

0.54 

0.32 


Tejpur 

082800030342890C 

33.242 

Fresh 

Non-command 

Non-command 

Deccan Traps 

5.474 

3.28 

0.018 

0.04 

0.00 

0.00 

0.00 

0.00 

0.35 

0.58 

0.10 

0.030 

0.15 

0.09 


Theekariya 

082800030342920C 

3.033 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.033 

3.33 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.31 

0.02 

0.017 

0.85 

0.51 


Tilgari 

082800030343850C 

5.119 

Fresh 

Non-command 

Non-command 

Deccan Traps 

1.514 

3.54 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.16 

0.01 

0.008 

0.29 

0.17 


Umripara 

082800030344210C 

2.151 

Fresh 

Non-command 

Non-command 

Deccan Traps 

2.151 

4.33 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.29 

0.01 

0.012 

0.97 

0.58 


Wagtalab 

0828000303441800 

3.172 

Fresh 

Non-command 

Non-command 

Deccan Traps 

3.155 

3.66 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.23 

0.39 

0.08 

0.017 

0.97 

0.58 

09004037 

Ajwaji Ka Gara 

0828000103389000 

2.664 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

2.664 

0.76 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.02 

0.016 

0.84 

0.61 


Amarpura 

0828000103377800 

1.144 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.000 

1.74 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Amarthoon 

0828000103394700 

4.143 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.722 

0.51 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.04 

0.06 

0.08 

0.017 

0.56 

0.37 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

1.421 

0.51 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.04 

0.009 

0.29 

0.19 


Antkaliya 

0828000103393700 

2.563 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

2.563 

0.48 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.00 

0.016 

0.81 

0.57 


Badana 

0828000103387700 

12.102 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

11.974 

1.32 

0.015 

0.07 

0.01 

0.00 

0.00 

0.02 

0.27 

0.38 

0.17 

0.073 

0.80 

0.58 


Badanpura 

0828000103389600 

1.522 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.003 

1.01 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.016 

1.01 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Command 

Gneisses(B.G.C) 

1.503 

1.01 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.009 

0.84 

0.61 


Badliya 

0828000103383500 

1.376 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.007 

1.60 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Baman Parda 

0828000103382400 

3.870 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.148 

4.16 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.03 

0.02 







Command 

Gneisses(B.G.C) 

3.705 

4.16 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.25 

0.34 

0.04 

0.023 

0.76 

0.55 


Bargun 

0828000103394900 

9.540 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.414 

0.82 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.003 

0.04 

0.02 


Baroda 

0828000103386600 

1.795 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.149 

2.47 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.07 

0.05 







Non-command 

Gneisses(B.G.C) 

1.477 

2.47 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.08 

0.00 

0.009 

0.70 

0.51 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.001 

2.47 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Gneisses(B.G.C) 

0.167 

2.47 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.08 

0.06 


Bassi Ada 

0828000103387800 

5.287 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.006 

1.30 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhagoron Ka Khera 

0828000103390800 

2.226 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.172 

2.64 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.001 

0.06 

0.05 


Bhamar Bor 

0828000103394600 

3.854 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.001 

0.31 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

3.853 

0.31 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.03 

0.023 

0.86 

0.57 


Bijor 

0828000103393400 

1.778 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

1.778 

0.33 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.011 

0.85 

0.58 


Borda 

0828000103382300 

5.739 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

3.567 

3.62 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.21 

0.29 

0.05 

0.022 

0.47 

0.34 


Budha 

0828000103388500 

2.812 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.001 

0.60 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chanda Kheri 

0828000103394000 

1.624 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

1.574 

0.47 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.010 

0.77 

0.53 


Chanduji Ka Gara 

0828000103394100 

2.828 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

2.828 

0.39 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.04 

0.00 

0.017 

0.82 

0.56 


Charda 

0828000103393100 

4.725 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.015 

0.56 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

4.709 

0.56 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.06 

0.09 

0.10 

0.029 

0.84 

0.59 


Chokri 

0828000103386800 

2.343 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.618 

0.83 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.004 

0.22 

0.16 







Command 

Gneisses(B.G.C) 

1.725 

0.83 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.00 

0.011 

0.62 

0.46 


Dagal 

0828000103378100 

5.304 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.232 

1.81 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.03 

0.02 


Daulat Singh Ka G 

0828000103393800 

2.762 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

2.153 

0.49 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.013 

0.61 

0.43 


Delwara Lokiya 

0828000103378200 

8.426 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

8.405 

2.11 

0.018 

0.04 

0.01 

0.00 

0.00 

0.02 

0.32 

0.46 

0.11 

0.051 

0.76 

0.53 


Delwara Rawana 

0828000103378300 

3.409 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

3.303 

1.90 

0.018 

0.11 

0.03 

0.00 

0.00 

0.05 

0.14 

0.20 

0.41 

0.020 

0.71 

0.49 


Dewada 

0828000103388900 

4.309 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

4.309 

0.34 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.05 

0.026 

0.84 

0.61 


Dharma 

0828000103387400 

2.745 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

2.745 

4.08 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.25 

0.00 

0.017 

0.83 

0.60 


Doki Khera 

0828000103392500 

0.816 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.816 

2.06 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.08 

0.005 

0.84 

0.60 


Doodka 

0828000103378500 

1.370 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.066 

1.35 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.04 

0.03 







Command 

Gneisses(B.G.C) 

0.021 

1.35 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Ganeshpura 

0828000103383000 

1.560 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.560 

1.62 

0.018 

0.01 

0.00 

0.00 

0.00 

0.04 

0.02 

0.03 

0.02 

0.010 

0.83 

0.60 



0828000103402100 

1.861 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.011 

1.05 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Garda 

0828000103386900 

1.294 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

1.294 

0.68 

0.015 

0.01 

0.00 

0.00 

0.00 

0.07 

-0.04 

-0.06 

0.03 

0.008 

0.85 

0.62 


Garjiya Magra 

0828000103378400 

1.788 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.666 

0.83 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.010 

0.71 

0.49 


Garnawat 

0828000103387000 

1.414 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.284 

0.96 

0.018 

0.01 

0.00 

0.00 

0.00 

0.03 

0.00 

0.00 

0.02 

0.008 

0.77 

0.56 







Command 

Gneisses(B.G.C) 

0.130 

0.96 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

-0.01 

0.00 

0.001 

0.08 

0.06 



0828000103394500 

3.973 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

3.973 

0.00 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.03 

0.024 

0.86 

0.58 


Ghatol 

0828000103389400 

15.227 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.419 

0.64 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.05 

0.027 

0.25 

0.18 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

10.808 

0.64 

0.015 

0.05 

0.01 

0.00 

0.00 

0.03 

0.12 

0.16 

0.13 

0.066 

0.60 

0.44 


Ghotiya 

0828000103388800 

5.488 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

5.488 

0.62 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.00 

0.033 

0.84 

0.60 


Goli Yawara 

0828000103390200 

2.141 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.026 

3.58 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.12 

0.08 

0.006 

0.41 

0.29 







Non-command 

Gneisses(B.G.C) 

1.115 

3.58 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.11 

0.07 

0.007 

0.44 

0.32 


Gorchha 

0828000103403400 

7.882 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.639 

0.99 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.03 

0.004 

0.07 

0.04 


Hangara 

0828000103390500 

1.342 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.342 

2.67 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.10 

0.02 

0.008 

0.84 

0.61 


Harenji Ka Khera 

0828000103383400 

1.424 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.221 

1.77 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.001 

0.13 

0.09 


Haron 

0828000103389200 

1.752 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

1.752 

0.62 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.02 

0.03 

0.02 

0.011 

0.85 

0.62 


Hawri 

0828000103389700 

1.617 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.601 

1.97 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.004 

0.32 

0.23 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.829 

1.97 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.00 

0.005 

0.43 

0.32 







Command 

Gneisses(B.G.C) 

0.187 

1.97 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.10 

0.07 


Hilej 

0828000103390900 

1.820 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.358 

1.69 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.03 

0.008 

0.62 

0.44 







Non-command 

Gneisses(B.G.C) 

0.007 

1.69 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Sarwani 

082800030344280C 

0.05 

0.14 

152.43 

0.17 

0.01 

0.18 

0.05 

1.03 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.203 

0.010 

0.193 

0.118 

61.43 

Safe 

Siyari 

0828000303428200 

0.05 

0.02 

287.34 

0.03 

- 

0.03 

0.02 

0.41 

- 

- 

- 

- 

- 

- 

- 

0.029 

0.001 

0.028 

0.008 

27.00 

Safe 

Tamtiya 

0828000303443100 

0.05 

0.03 

373.88 

0.03 

- 

0.03 

0.03 

0.56 

- 

- 

- 

- 

- 

- 

- 

0.030 

0.002 

0.029 

0.023 

78.81 

Semi Critical 

Tejpur 

0828000303428900 

0.05 

0.04 

1,492.39 

0.04 

- 

0.04 

0.01 

0.15 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.064 

0.003 

0.061 

0.131 

215.55 

Over Exploited 

Theekariya 

0828000303429200 

0.05 

0.12 

161.80 

0.14 

- 

0.14 

0.05 

0.91 

- 

- 

- 

- 

- 

- 

- 

0.143 

0.007 

0.136 

0.034 

24.66 

Safe 

Tilgari 

0828000303438500 

0.05 

0.02 

681.64 

0.02 

- 

0.02 

0.02 

0.30 

- 

- 

- 

- 

- 

- 

- 

0.024 

0.001 

0.023 

0.016 

71.68 

Semi Critical 

Umripara 

0828000303442100 

0.05 

0.10 

200.67 

0.11 

- 

0.11 

0.05 

1.02 

- 

- 

- 

- 

- 

- 

- 

0.115 

0.006 

0.109 

0.020 

18.08 

Safe 

Wagtalab 

0828000303441800 

0.05 

0.14 

174.09 

0.17 

- 

0.17 

0.05 

1.02 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.179 

0.009 

0.170 

0.101 

59.42 

Safe 

Ajwaji Ka Gara 

0828000103389000 

0.05 

0.12 

(54.61) 

0.10 

- 

0.10 

0.06 

0.90 

- 

- 

0.0193 

0.1075 

- 

0.127 

0.127 

0.225 

0.011 

0.214 

0.033 

15.55 

Safe 

Amarpura 

0828000103377800 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Amarthoon 

0828000103394700 

0.05 

0.08 

(125.84) 

0.07 

0.01 

0.08 

0.04 

0.59 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.096 

0.005 

0.092 

0.101 

109.78 

Over Exploited 



0.05 

0.02 

39.09 

0.03 

- 

0.03 

0.02 

0.31 

- 

0.0100 

0.0103 

0.0574 

- 

0.078 

0.078 

0.105 

0.005 

0.100 

0.051 

50.90 

Safe 

Antkaliya 

0828000103393700 

0.05 

0.11 

(65.19) 

0.09 

0.00 

0.09 

0.06 

0.87 

- 

- 

0.0159 

0.1034 

0.001 

0.120 

0.120 

0.212 

0.011 

0.201 

0.016 

7.76 

Safe 

Badana 

0828000103387700 

0.05 

0.52 

(27.54) 

0.42 

0.03 

0.45 

0.06 

0.85 

- 

0.0300 

0.0743 

0.4832 

0.036 

0.623 

0.623 

1.076 

0.054 

1.022 

0.241 

23.59 

Safe 

Badanpura 

0828000103389600 

0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

4,440.41 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0001 

0.0007 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.05 

0.07 

(54.66) 

0.06 

- 

0.06 

0.06 

0.89 

- 

- 

0.0093 

0.0606 

- 

0.070 

0.070 

0.125 

0.006 

0.119 

0.009 

7.71 

Safe 

Badliya 

0828000103383500 

0.06 

0.00 

17,286.79 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Baman Parda 

0828000103382400 

0.06 

0.00 

5,391.89 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0009 

0.0060 

- 

0.007 

0.007 

0.007 

0.000 

0.007 

0.001 

13.12 

Safe 



0.05 

0.15 

121.93 

0.19 

0.00 

0.19 

0.05 

0.82 

- 

0.0100 

0.0230 

0.1495 

0.005 

0.188 

0.188 

0.377 

0.019 

0.358 

0.065 

18.05 

Safe 

Bargun 

0828000103394900 

0.05 

0.00 

770.62 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.011 

1,120.01 

Over Exploited 

Baroda 

0828000103386600 

0.06 

0.00 

1,308.56 

0.00 

- 

0.00 

0.00 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

- 

Safe 



0.05 

0.06 

33.35 

0.07 

- 

0.07 

0.05 

0.74 

- 

- 

- 

- 

- 

- 

- 

0.068 

0.003 

0.064 

0.009 

14.03 

Safe 



0.06 

0.00 

259,052.09 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.00 

1,079.26 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

0.0010 

0.0067 

- 

0.008 

0.008 

0.009 

0.000 

0.008 

0.001 

12.38 

Safe 

Bassi Ada 

0828000103387800 

0.05 

0.00 

32,387.82 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0003 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhagoron Ka Khera 

0828000103390800 

0.06 

0.00 

3,627.73 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.020 

2,622.58 

Over Exploited 

Bhamar Bor 

0828000103394600 

0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.18 

(68.40) 

0.14 

- 

0.14 

0.06 

0.91 

- 

0.0100 

0.0239 

0.1555 

- 

0.189 

0.189 

0.334 

0.017 

0.317 

0.057 

18.13 

Safe 

Bijor 

0828000103393400 

0.05 

0.08 

(84.69) 

0.07 

- 

0.07 

0.06 

0.90 

- 

- 

0.0110 

0.0718 

- 

0.083 

0.083 

0.149 

0.007 

0.141 

0.011 

7.68 

Safe 

Borda 

0828000103382300 

0.05 

0.09 

211.45 

0.11 

0.01 

0.12 

0.03 

0.50 

- 

0.0100 

0.0221 

0.1439 

0.012 

0.188 

0.188 

0.306 

0.015 

0.290 

0.072 

24.72 

Safe 

Budha 

0828000103388500 

0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chanda Kheri 

0828000103394000 

0.05 

0.07 

(53.91) 

0.05 

- 

0.05 

0.05 

0.82 

- 

- 

0.0098 

0.0635 

- 

0.073 

0.073 

0.126 

0.006 

0.120 

0.021 

17.15 

Safe 

Chanduji Ka Gara 

0828000103394100 

0.05 

0.13 

(72.24) 

0.10 

0.00 

0.10 

0.05 

0.87 

- 

- 

0.0205 

0.1141 

0.004 

0.138 

0.138 

0.242 

0.012 

0.230 

0.017 

7.50 

Safe 

Charda 

0828000103393100 

0.05 

0.00 

4,276.64 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.22 

(60.55) 

0.17 

0.01 

0.18 

0.06 

0.90 

- 

0.0200 

0.0341 

0.1900 

- 

0.244 

0.244 

0.428 

0.021 

0.407 

0.125 

30.68 

Safe 

Chokri 

0828000103386800 

0.06 

0.01 

19.36 

0.01 

0.00 

0.01 

0.01 

0.24 

- 

- 

0.0045 

0.0249 

0.003 

0.032 

0.032 

0.044 

0.002 

0.041 

0.004 

9.10 

Safe 



0.05 

0.06 

(84.04) 

0.05 

0.01 

0.06 

0.04 

0.67 

- 

- 

0.0125 

0.0696 

0.022 

0.104 

0.104 

0.166 

0.008 

0.157 

0.011 

6.68 

Safe 

Dagal 

0828000103378100 

0.06 

0.00 

2,117.87 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

0.0014 

0.0094 

- 

0.011 

0.011 

0.011 

0.001 

0.011 

0.001 

13.11 

Safe 

Daulat Singh Ka G 

0828000103393800 

0.05 

0.07 

(69.00) 

0.06 

- 

0.06 

0.04 

0.65 

- 

- 

0.0134 

0.0869 

- 

0.100 

0.100 

0.158 

0.008 

0.150 

0.013 

8.76 

Safe 

Delwara Lokiya 

0828000103378200 

0.06 

0.38 

21.41 

0.46 

0.03 

0.48 

0.06 

0.81 

- 

0.0200 

0.0522 

0.3392 

0.025 

0.437 

0.437 

0.921 

0.046 

0.875 

0.159 

18.20 

Safe 

Delwara Rawana 

0828000103378300 

0.06 

0.14 

43.26 

0.17 

0.08 

0.25 

0.06 

0.77 

- 

0.0800 

0.0205 

0.1333 

0.076 

0.310 

0.310 

0.560 

0.028 

0.532 

0.426 

80.10 

Semi Critical 

Dewada 

0828000103388900 

0.05 

0.20 

(70.82) 

0.16 

- 

0.16 

0.06 

0.90 

- 

0.0100 

0.0312 

0.1739 

- 

0.215 

0.215 

0.374 

0.019 

0.355 

0.073 

20.64 

Safe 

Dharma 

0828000103387400 

0.05 

0.12 

97.76 

0.15 

- 

0.15 

0.06 

0.88 

- 

- 

0.0170 

0.1108 

- 

0.128 

0.128 

0.277 

0.014 

0.263 

0.017 

6.37 

Safe 

Doki Khera 

0828000103392500 

0.06 

0.04 

68.84 

0.05 

- 

0.05 

0.06 

0.90 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.059 

0.003 

0.056 

0.082 

145.28 

Over Exploited 

Doodka 

0828000103378500 

0.06 

0.00 

1,503.14 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

0.0005 

0.0027 

- 

0.003 

0.003 

0.003 

0.000 

0.003 

0.000 

12.63 

Safe 



0.05 

0.00 

4,555.86 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0002 

0.0008 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Ganeshpura 

0828000103383000 

0.06 

0.08 

(67.34) 

0.06 

0.04 

0.10 

0.06 

0.88 

- 

- 

0.0113 

0.0629 

0.054 

0.128 

0.128 

0.226 

0.011 

0.215 

0.029 

13.26 

Safe 


0828000103402100 

0.05 

0.00 

10,219.23 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Garda 

0828000103386900 

0.05 

0.06 

(195.80) 

0.05 

0.07 

0.11 

0.06 

0.90 

- 

- 

0.0094 

0.0522 

0.098 

0.159 

0.159 

0.272 

0.014 

0.259 

0.033 

12.71 

Safe 

Garjiya Magra 

0828000103378400 

0.06 

0.07 

(50.80) 

0.06 

- 

0.06 

0.05 

0.76 

- 

- 

0.0121 

0.0672 

- 

0.079 

0.079 

0.136 

0.007 

0.129 

0.010 

7.87 

Safe 

Garnawat 

0828000103387000 

0.06 

0.06 

(100.17) 

0.05 

0.03 

0.08 

0.05 

0.82 

- 

- 

0.0080 

0.0518 

0.048 

0.107 

0.107 

0.186 

0.009 

0.177 

0.027 

15.15 

Safe 



0.05 

0.00 

(2,283.18) 

0.00 

0.01 

0.01 

0.01 

0.08 

- 

- 

0.0008 

0.0053 

0.016 

0.022 

0.022 

0.033 

0.002 

0.032 

0.001 

2.51 

Safe 


0828000103394500 

0.05 

0.19 

(94.42) 

0.15 

0.01 

0.16 

0.06 

0.91 

- 

0.0100 

0.0247 

0.1603 

0.020 

0.215 

0.215 

0.377 

0.019 

0.358 

0.054 

15.14 

Safe 

Ghatol 

0828000103389400 

0.05 

0.06 

43.89 

0.07 

- 

0.07 

0.02 

0.26 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.081 

0.004 

0.077 

0.074 

95.72 

Critical 



0.05 

0.36 

(54.82) 

0.28 

0.04 

0.32 

0.04 

0.64 

- 

0.0200 

0.0783 

0.4362 

0.039 

0.574 

0.574 

0.894 

0.045 

0.850 

0.196 

23.05 

Safe 

Ghotiya 

0828000103388800 

0.05 

0.25 

(67.91) 

0.20 

0.00 

0.20 

0.06 

0.89 

- 

- 

0.0341 

0.2215 

0.005 

0.260 

0.260 

0.464 

0.023 

0.441 

0.033 

7.59 

Safe 

Goli Yawara 

0828000103390200 

0.06 

0.02 

364.11 

0.03 

- 

0.03 

0.03 

0.43 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.040 

0.002 

0.038 

0.083 

219.26 

Over Exploited 



0.05 

0.03 

308.16 

0.03 

- 

0.03 

0.03 

0.47 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.042 

0.002 

0.040 

0.074 

183.60 

Over Exploited 

Gorchha 

0828000103403400 

0.05 

0.00 

1,188.53 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.029 

1,063.81 

Over Exploited 

Hangara 

0828000103390500 

0.06 

0.07 

47.57 

0.08 

- 

0.08 

0.06 

0.90 

- 

- 

- 

- 

- 

- 

- 

0.082 

0.004 

0.078 

0.027 

35.05 

Safe 

Harenji Ka Khera 

0828000103383400 

0.06 

0.00 

1,272.36 

0.00 

- 

0.00 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.049 

431.51 

Over Exploited 

Haron 

0828000103389200 

0.05 

0.08 

(64.67) 

0.06 

0.01 

0.07 

0.06 

0.90 

- 

- 

0.0127 

0.0707 

0.008 

0.091 

0.091 

0.162 

0.008 

0.153 

0.028 

18.03 

Safe 

Hawri 

0828000103389700 

0.06 

0.01 

148.77 

0.01 

- 

0.01 

0.02 

0.34 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.013 

0.004 

28.27 

Safe 



0.06 

0.02 

80.61 

0.03 

- 

0.03 

0.03 

0.46 

- 

- 

0.0051 

0.0334 

- 

0.039 

0.039 

0.065 

0.003 

0.061 

0.005 

8.24 

Safe 



0.05 

0.00 

647.15 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

0.0012 

0.0076 

- 

0.009 

0.009 

0.010 

0.000 

0.009 

0.001 

12.12 

Safe 

Hilej 

0828000103390900 

0.06 

0.05 

40.10 

0.06 

- 

0.06 

0.04 

0.67 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.071 

0.004 

0.067 

0.037 

55.35 

Safe 



0.05 

0.00 

24,893.35 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Himmat Singh Ka G 

082800010338720C 

2.542 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.962 

1.78 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.06 

0.006 

0.32 

0.23 







Command 

Gneisses(B.G.C) 

1.580 

1.78 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.08 

0.010 

0.52 

0.38 


Jagpura 

082800010337560C 

16.726 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.000 

1.72 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jamboi 

0828000103402200 

7.054 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.324 

0.78 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.16 

0.06 

0.039 

0.76 

0.48 


Jantora 

0828000203411100 

4.090 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.249 

0.97 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.002 

0.05 

0.03 







Command 

Gneisses(B.G.C) 

0.237 

0.97 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.002 

0.04 

0.03 


Jedla 

0828000103394300 

2.091 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

2.091 

0.35 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.03 

0.04 

0.05 

0.013 

0.84 

0.57 


Jhajhor 

0828000103383100 

5.346 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.003 

2.13 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

5.191 

2.13 

0.018 

0.02 

0.00 

0.00 

0.00 

0.01 

0.20 

0.28 

0.06 

0.032 

0.79 

0.57 


Jharka 

0828000103382900 

2.099 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.099 

1.96 

0.018 

0.00 

0.00 

0.00 

0.00 

0.07 

0.00 

0.00 

0.00 

0.013 

0.84 

0.61 


Jharkaniya 

0828000103390100 

3.189 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.562 

3.15 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.13 

0.04 

0.010 

0.42 

0.30 







Non-command 

Gneisses(B.G.C) 

1.518 

3.15 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.11 

0.03 

0.009 

0.40 

0.29 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.109 

3.15 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.03 

0.02 


Kamji Ka Khera 

0828000103391000 

1.628 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.024 

1.56 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

0.002 

1.56 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kanji Ka Gara 

0828000103389300 

1.705 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

1.705 

0.60 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.010 

0.85 

0.62 


Kanthao 

0828000103383200 

3.146 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.848 

2.26 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.13 

0.05 

0.011 

0.49 

0.36 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.242 

2.26 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.03 

0.008 

0.33 

0.24 


Karagcheeya 

0828000103389100 

2.037 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

2.037 

0.95 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.00 

0.012 

0.84 

0.62 


Karwa Umri 

0828000103393300 

7.184 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

7.184 

0.45 

0.015 

0.02 

0.00 

0.00 

0.00 

0.03 

0.04 

0.06 

0.02 

0.044 

0.84 

0.59 


Kehri 

0828000103393200 

3.615 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

3.615 

0.56 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.00 

0.022 

0.84 

0.60 


Khadiyon Ka Parda 

0828000103390000 

0.860 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.860 

2.60 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.04 

0.005 

0.85 

0.62 


Khamera 

0828000103390600 

0.746 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.182 

2.90 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.03 

0.001 

0.21 

0.15 







Non-command 

Gneisses(B.G.C) 

0.564 

2.90 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.08 

0.003 

0.64 

0.46 


Kherdipara 

0828000103392800 

1.606 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.160 

0.81 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.04 

0.03 

0.007 

0.61 

0.40 


Kherwa 

0828000103392700 

2.659 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.561 

1.06 

0.018 

0.03 

0.01 

0.00 

0.00 

0.00 

0.05 

0.07 

0.10 

0.010 

0.49 

0.34 







Non-command 

Gneisses(B.G.C) 

0.076 

1.06 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Kunda 

0828000103392600 

1.243 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.243 

1.81 

0.018 

0.03 

0.01 

0.00 

0.00 

0.00 

0.06 

0.08 

0.11 

0.008 

0.84 

0.60 


Kundli 

0828000103382500 

1.572 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.337 

1.42 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.03 

0.008 

0.68 

0.49 


Kuwaniya 

0828000103402300 

11.468 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.197 

0.28 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.03 

0.05 

0.08 

0.019 

0.25 

0.16 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.200 

0.28 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.01 







Command 

Gneisses(B.G.C) 

4.077 

0.28 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.04 

0.07 

0.11 

0.025 

0.32 

0.20 


Lakheriya 

0828000103393000 

5.529 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.876 

1.88 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.21 

0.00 

0.030 

0.75 

0.54 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.652 

1.88 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.004 

0.10 

0.07 


Lalpura 

0828000103390700 

1.220 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.268 

2.91 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.002 

0.19 

0.13 







Non-command 

Gneisses(B.G.C) 

0.870 

2.91 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.05 

0.005 

0.60 

0.44 


Mahapura Charel 

0828000103386300 

0.771 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.771 

2.81 

0.015 

0.02 

0.01 

0.00 

0.00 

0.00 

0.04 

0.06 

0.08 

0.005 

0.84 

0.61 


Mahapura Gara 

0828000103386200 

0.921 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.739 

2.81 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.02 

0.005 

0.67 

0.49 


Mahapura Rathor 

0828000103386100 

0.808 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.057 

2.74 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.06 

0.04 







Non-command 

Gneisses(B.G.C) 

0.347 

2.74 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.03 

0.002 

0.36 

0.26 


Makanpura 

0828000103377900 

3.560 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.045 

1.60 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 



0828000103382800 

2.687 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.687 

1.81 

0.018 

0.01 

0.00 

0.00 

0.00 

0.01 

0.09 

0.12 

0.01 

0.016 

0.85 

0.62 


Mali Khera 

0828000103383300 

1.520 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.751 

2.17 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.01 

0.005 

0.41 

0.30 







Non-command 

Gneisses(B.G.C) 

0.000 

2.17 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Miya Ka Parda 

0828000103387500 

2.879 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

2.879 

1.34 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.00 

0.018 

0.84 

0.62 


Miyasa 

0828000103392000 

3.599 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.054 

1.47 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Mordinichali 

0828000103402600 

5.114 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.203 

0.49 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.03 

0.02 







Command 

Gneisses(B.G.C) 

3.880 

0.49 

0.015 

0.04 

0.01 

0.00 

0.00 

0.04 

0.02 

0.03 

0.11 

0.024 

0.65 

0.43 


Mordiupli 

0828000103402500 

2.920 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

2.920 

0.47 

0.015 

0.03 

0.01 

0.00 

0.00 

0.01 

0.03 

0.05 

0.09 

0.018 

0.86 

0.57 


Mundari Pada 

0828000103392300 

0.643 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.518 

2.89 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.02 

0.003 

0.68 

0.49 







Non-command 

Gneisses(B.G.C) 

0.125 

2.89 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.16 

0.12 


Mungana 

0828000103393900 

7.641 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

6.333 

0.43 

0.015 

0.01 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.00 

0.039 

0.66 

0.46 


Nagdala 

0828000103394200 

3.068 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

3.068 

0.40 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.019 

0.84 

0.57 


Naroton Ki Goj 

0828000103394800 

1.739 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.690 

1.05 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.05 

0.07 

0.10 

0.010 

0.82 

0.54 


Nathji Ka Gara 

0828000103390400 

4.389 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.152 

2.37 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.27 

0.04 

0.025 

0.80 

0.57 


Nathu Kheri 

0828000103392400 

0.967 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.967 

2.82 

0.018 

0.02 

0.01 

0.00 

0.00 

0.00 

0.06 

0.08 

0.09 

0.006 

0.84 

0.61 


Nawa Khera 

0828000103392900 

1.912 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.912 

2.06 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.00 

0.012 

0.84 

0.57 


Negred 

0828000103390300 

5.660 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.407 

2.97 

0.018 

0.04 

0.00 

0.00 

0.00 

0.00 

0.27 

0.38 

0.11 

0.027 

0.66 

0.47 







Non-command 

Gneisses(B.G.C) 

1.253 

2.97 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.03 

0.008 

0.19 

0.13 


Odwadiya 

0828000103388700 

2.233 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

2.233 

0.52 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.02 

0.03 

0.02 

0.014 

0.82 

0.59 


Padal Bari 

0828000103386700 

2.592 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.222 

1.05 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.001 

0.07 

0.05 







Non-command 

Gneisses(B.G.C) 

0.400 

1.05 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.13 

0.10 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.247 

1.05 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.002 

0.08 

0.06 







Command 

Gneisses(B.G.C) 

1.723 

1.05 

0.015 

0.01 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.03 

0.011 

0.56 

0.41 


Padal Chhoti 

0828000103386500 

3.526 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.681 

2.30 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.11 

0.01 

0.010 

0.40 

0.29 







Non-command 

Gneisses(B.G.C) 

0.625 

2.30 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.004 

0.15 

0.11 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.220 

2.30 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.01 

0.007 

0.29 

0.21 


Padi Khera 

0828000103392200 

0.861 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.284 

0.98 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.03 

0.002 

0.28 

0.19 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Himmat Singh Ka G 

0828000103387200 

0.06 

0.02 

275.75 

0.02 

- 

0.02 

0.02 

0.34 

- 

0.0100 

0.0060 

0.0388 

- 

0.055 

0.055 

0.077 

0.004 

0.073 

0.064 

87.60 

Semi Critical 



0.05 

0.04 

89.62 

0.05 

0.00 

0.05 

0.04 

0.56 

- 

0.0100 

0.0098 

0.0638 

0.000 

0.084 

0.084 

0.138 

0.007 

0.131 

0.086 

65.29 

Safe 

Jagpura 

0828000103375600 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jamboi 

0828000103402200 

0.05 

0.26 

(38.00) 

0.21 

- 

0.21 

0.05 

0.80 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.219 

0.011 

0.208 

0.099 

47.28 

Safe 

Jantora 

0828000203411100 

0.06 

0.00 

643.66 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

0.0015 

0.0100 

- 

0.012 

0.012 

0.012 

0.001 

0.012 

0.002 

15.15 

Safe 



0.02 

0.00 

1,940.31 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

0.0015 

0.0095 

- 

0.011 

0.011 

0.011 

0.001 

0.011 

0.002 

15.88 

Safe 

Jedla 

0828000103394300 

0.05 

0.10 

(61.43) 

0.08 

0.01 

0.08 

0.06 

0.89 

- 

0.0100 

0.0130 

0.0844 

0.009 

0.116 

0.116 

0.199 

0.010 

0.189 

0.067 

35.39 

Safe 

Jhajhor 

0828000103383100 

0.06 

0.00 

135,438.35 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.25 

15.10 

0.28 

0.01 

0.29 

0.06 

0.85 

- 

0.0100 

0.0322 

0.2095 

0.013 

0.265 

0.265 

0.558 

0.028 

0.530 

0.090 

16.92 

Safe 

Jharka 

0828000103382900 

0.06 

0.11 

(101.04) 

0.08 

0.07 

0.16 

0.06 

0.90 

- 

- 

0.0130 

0.0847 

0.109 

0.207 

0.207 

0.364 

0.018 

0.346 

0.013 

3.70 

Safe 

Jharkaniya 

0828000103390100 

0.06 

0.04 

238.38 

0.05 

- 

0.05 

0.03 

0.44 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.057 

0.003 

0.054 

0.048 

88.22 

Semi Critical 



0.05 

0.03 

234.15 

0.04 

- 

0.04 

0.03 

0.43 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.050 

0.003 

0.048 

0.043 

90.66 

Critical 



0.05 

0.00 

3,996.54 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0007 

0.0044 

- 

0.005 

0.005 

0.005 

0.000 

0.005 

0.001 

13.20 

Safe 

Kamji Ka Khera 

0828000103391000 

0.06 

0.00 

5,354.33 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kanji Ka Gara 

0828000103389300 

0.05 

0.08 

(58.66) 

0.06 

0.00 

0.06 

0.06 

0.90 

- 

- 

0.0123 

0.0688 

0.002 

0.083 

0.083 

0.148 

0.007 

0.141 

0.032 

23.01 

Safe 

Kanthao 

0828000103383200 

0.06 

0.05 

135.96 

0.07 

- 

0.07 

0.03 

0.52 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.075 

0.004 

0.071 

0.059 

82.96 

Semi Critical 



0.06 

0.02 

231.87 

0.03 

- 

0.03 

0.02 

0.35 

- 

0.0100 

0.0077 

0.0501 

- 

0.068 

0.068 

0.097 

0.005 

0.092 

0.037 

39.59 

Safe 

Karagcheeya 

0828000103389100 

0.05 

0.09 

(57.67) 

0.08 

0.00 

0.08 

0.06 

0.90 

- 

- 

0.0148 

0.0822 

0.000 

0.097 

0.097 

0.172 

0.009 

0.164 

0.012 

7.59 

Safe 

Karwa Umri 

0828000103393300 

0.05 

0.33 

(81.78) 

0.26 

0.03 

0.29 

0.06 

0.89 

- 

- 

0.0446 

0.2899 

0.038 

0.373 

0.373 

0.662 

0.033 

0.629 

0.061 

9.67 

Safe 

Kehri 

0828000103393200 

0.05 

0.17 

(66.04) 

0.13 

0.00 

0.13 

0.06 

0.90 

- 

- 

0.0262 

0.1459 

0.000 

0.172 

0.172 

0.306 

0.015 

0.290 

0.022 

7.59 

Safe 

Khadiyon Ka Parda 

0828000103390000 

0.06 

0.04 

53.92 

0.05 

- 

0.05 

0.06 

0.90 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.062 

0.003 

0.059 

0.043 

72.86 

Semi Critical 

Khamera 

0828000103390600 

0.06 

0.00 

1,080.73 

0.00 

- 

0.00 

0.01 

0.22 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.030 

249.51 

Over Exploited 



0.05 

0.02 

212.41 

0.02 

- 

0.02 

0.04 

0.68 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.034 

0.002 

0.032 

0.079 

248.99 

Over Exploited 

Kherdipara 

0828000103392800 

0.05 

0.04 

(4.29) 

0.04 

- 

0.04 

0.04 

0.65 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.047 

0.002 

0.045 

0.041 

92.18 

Critical 

Kherwa 

0828000103392700 

0.06 

0.05 

54.74 

0.06 

0.01 

0.07 

0.03 

0.53 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.086 

0.004 

0.081 

0.106 

129.87 

Over Exploited 



0.05 

0.00 

1,693.51 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kunda 

0828000103392600 

0.06 

0.06 

33.42 

0.08 

0.01 

0.09 

0.06 

0.90 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.105 

0.005 

0.100 

0.114 

113.56 

Over Exploited 

Kundli 

0828000103382500 

0.06 

0.05 

10.89 

0.06 

- 

0.06 

0.05 

0.73 

- 

0.0100 

0.0097 

0.0540 

- 

0.074 

0.074 

0.134 

0.007 

0.127 

0.037 

29.18 

Safe 

Kuwaniya 

0828000103402300 

0.05 

0.04 

22.72 

0.05 

0.01 

0.06 

0.02 

0.26 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.082 

0.004 

0.078 

0.103 

132.97 

Over Exploited 



0.06 

0.00 

759.17 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0012 

0.0081 

- 

0.009 

0.009 

0.010 

0.000 

0.009 

0.011 

124.02 

Over Exploited 



0.05 

0.07 

(4.08) 

0.07 

0.01 

0.08 

0.02 

0.34 

- 

0.0200 

0.0253 

0.1645 

0.007 

0.217 

0.217 

0.299 

0.015 

0.284 

0.134 

47.13 

Safe 

Lakheriya 

0828000103393000 

0.05 

0.20 

3.38 

0.21 

- 

0.21 

0.05 

0.80 

- 

- 

- 

- 

- 

- 

- 

0.206 

0.010 

0.196 

0.030 

15.20 

Safe 



0.05 

0.00 

618.50 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

0.0040 

0.0263 

- 

0.030 

0.030 

0.035 

0.002 

0.033 

0.004 

12.07 

Safe 

Lalpura 

0828000103390700 

0.06 

0.00 

992.09 

0.00 

- 

0.00 

0.01 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.003 

0.021 

608.22 

Over Exploited 



0.05 

0.03 

131.13 

0.03 

- 

0.03 

0.04 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.044 

0.002 

0.042 

0.055 

131.51 

Over Exploited 

Mahapura Charel 

0828000103386300 

0.05 

0.04 

64.26 

0.04 

0.01 

0.05 

0.06 

0.90 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.073 

0.004 

0.069 

0.089 

128.49 

Over Exploited 

Mahapura Gara 

0828000103386200 

0.05 

0.03 

107.74 

0.03 

- 

0.03 

0.05 

0.72 

- 

- 

- 

- 

- 

- 

- 

0.033 

0.002 

0.031 

0.022 

69.23 

Safe 

Mahapura Rathor 

0828000103386100 

0.06 

0.00 

1,744.24 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.01 

388.33 

0.01 

- 

0.01 

0.02 

0.39 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.027 

346.76 

Over Exploited 

Makanpura 

0828000103377900 

0.06 

0.00 

7,564.02 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0003 

0.0018 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.000 

13.50 

Safe 


0828000103382800 

0.06 

0.14 

(14.58) 

0.12 

0.01 

0.13 

0.06 

0.90 

- 

- 

0.0167 

0.1084 

0.015 

0.141 

0.141 

0.267 

0.013 

0.254 

0.026 

10.39 

Safe 

Mali Khera 

0828000103383300 

0.06 

0.02 

111.55 

0.02 

- 

0.02 

0.03 

0.44 

- 

- 

- 

- 

- 

- 

- 

0.022 

0.001 

0.021 

0.015 

68.85 

Safe 



0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Miya Ka Parda 

0828000103387500 

0.05 

0.13 

(29.93) 

0.11 

- 

0.11 

0.06 

0.90 

- 

- 

0.0209 

0.1162 

- 

0.137 

0.137 

0.243 

0.012 

0.231 

0.018 

7.59 

Safe 

Miyasa 

0828000103392000 

0.06 

0.00 

4,819.49 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mordinichali 

0828000103402600 

0.06 

0.00 

534.41 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

0.0015 

0.0082 

- 

0.010 

0.010 

0.010 

0.001 

0.010 

0.011 

117.19 

Over Exploited 



0.05 

0.14 

(74.83) 

0.11 

0.05 

0.16 

0.04 

0.69 

- 

0.0200 

0.0281 

0.1566 

0.053 

0.258 

0.258 

0.413 

0.021 

0.393 

0.136 

34.56 

Safe 

Mordiupli 

0828000103402500 

0.05 

0.14 

(66.33) 

0.11 

0.02 

0.13 

0.06 

0.91 

- 

0.0200 

0.0211 

0.1178 

0.015 

0.174 

0.174 

0.303 

0.015 

0.288 

0.110 

38.14 

Safe 

Mundari Pada 

0828000103392300 

0.06 

0.02 

136.28 

0.03 

- 

0.03 

0.05 

0.72 

- 

- 

- 

- 

- 

- 

- 

0.025 

0.001 

0.024 

0.022 

92.21 

Critical 



0.05 

0.00 

565.51 

0.00 

- 

0.00 

0.01 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.009 

682.18 

Over Exploited 

Mungana 

0828000103393900 

0.05 

0.23 

(84.76) 

0.18 

0.03 

0.21 

0.05 

0.70 

- 

- 

0.0393 

0.2556 

0.040 

0.335 

0.335 

0.545 

0.027 

0.517 

0.039 

7.46 

Safe 

Nagdala 

0828000103394200 

0.05 

0.14 

(70.70) 

0.11 

0.00 

0.11 

0.06 

0.90 

- 

- 

0.0222 

0.1238 

0.001 

0.147 

0.147 

0.260 

0.013 

0.247 

0.041 

16.50 

Safe 

Naroton Ki Goj 

0828000103394800 

0.05 

0.08 

(6.66) 

0.07 

0.01 

0.08 

0.05 

0.87 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.101 

0.005 

0.096 

0.113 

118.44 

Over Exploited 

Nathji Ka Gara 

0828000103390400 

0.06 

0.20 

35.08 

0.24 

- 

0.24 

0.05 

0.85 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.249 

0.012 

0.236 

0.063 

26.80 

Safe 

Nathu Kheri 

0828000103392400 

0.06 

0.05 

62.68 

0.06 

0.01 

0.07 

0.06 

0.90 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.089 

0.004 

0.084 

0.092 

109.03 

Over Exploited 

Nawa Khera 

0828000103392900 

0.05 

0.09 

(1.70) 

0.09 

- 

0.09 

0.05 

0.90 

- 

- 

- 

- 

- 

- 

- 

0.087 

0.004 

0.082 

0.012 

14.15 

Safe 

Negred 

0828000103390300 

0.06 

0.17 

118.47 

0.21 

- 

0.21 

0.04 

0.70 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.229 

0.011 

0.217 

0.133 

61.15 

Safe 



0.05 

0.01 

625.13 

0.02 

- 

0.02 

0.01 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.015 

0.001 

0.015 

0.033 

223.46 

Over Exploited 

Odwadiya 

0828000103388700 

0.05 

0.10 

(68.84) 

0.08 

0.01 

0.09 

0.06 

0.88 

- 

- 

0.0139 

0.0901 

0.008 

0.112 

0.112 

0.197 

0.010 

0.187 

0.031 

16.33 

Safe 

Padal Bari 

0828000103386700 

0.06 

0.00 

476.98 

0.00 

- 

0.00 

0.00 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

122.53 

Over Exploited 



0.05 

0.00 

199.99 

0.00 

- 

0.00 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.010 

319.46 

Over Exploited 



0.06 

0.00 

419.95 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

0.0015 

0.0099 

- 

0.012 

0.012 

0.013 

0.001 

0.012 

0.002 

12.23 

Safe 



0.05 

0.05 

(45.40) 

0.04 

0.02 

0.06 

0.04 

0.60 

- 

- 

0.0107 

0.0695 

0.024 

0.104 

0.104 

0.162 

0.008 

0.154 

0.036 

23.02 

Safe 

Padal Chhoti 

0828000103386500 

0.06 

0.04 

162.03 

0.05 

- 

0.05 

0.03 

0.43 

- 

- 

- 

- 

- 

- 

- 

0.049 

0.002 

0.046 

0.020 

43.70 

Safe 



0.05 

0.01 

478.12 

0.01 

- 

0.01 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.004 

65.26 

Safe 



0.06 

0.02 

201.23 

0.03 

0.00 

0.03 

0.02 

0.31 

- 

- 

0.0076 

0.0492 

0.003 

0.060 

0.060 

0.088 

0.004 

0.083 

0.017 

20.98 

Safe 

Padi Khera 

0828000103392200 

0.06 

0.00 

356.08 

0.01 

- 

0.01 

0.02 

0.30 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.015 

0.031 

206.62 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Padiya 

082800010338710C 

2.034 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.010 

0.90 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Gneisses(B.G.C) 

2.024 

0.90 

0.015 

0.00 

0.00 

0.00 

0.00 

0.13 

-0.10 

-0.14 

0.00 

0.012 

0.84 

0.62 


Padoli Rathor 

082800010338860C 

2.474 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

2.317 

0.53 

0.015 

0.02 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.06 

0.014 

0.74 

0.53 


Padra 

082800010338990C 

0.756 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.756 

2.83 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.01 

0.005 

0.85 

0.62 


Paroli Gordhan 

082800010339360C 

4.107 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

4.107 

0.42 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.00 

0.025 

0.83 

0.58 


Pathara 

082800010337800C 

1.008 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.607 

1.85 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.004 

0.45 

0.31 


Ramli 

082800010338640C 

1.391 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.008 

2.41 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.04 

0.006 

0.61 

0.44 







Non-command 

Gneisses(B.G.C) 

0.383 

2.41 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.002 

0.23 

0.17 


Roojiya 

082800010338270C 

4.381 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

4.381 

0.62 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.00 

0.027 

0.83 

0.60 


Roopji Ka Khera 

082800010338600C 

1.047 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.077 

2.50 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.06 

0.04 







Non-command 

Gneisses(B.G.C) 

0.000 

2.50 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rughnath Singh Ka 

0828000103382600 

3.277 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

3.272 

0.63 

0.018 

0.02 

0.00 

0.00 

0.00 

0.02 

0.04 

0.05 

0.05 

0.020 

0.81 

0.58 


Sadri 

0828000103392100 

1.811 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.756 

2.27 

0.018 

0.03 

0.01 

0.00 

0.00 

0.00 

0.09 

0.13 

0.09 

0.011 

0.81 

0.58 


Sagthali 

0828000103393500 

0.980 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.980 

0.26 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.006 

0.84 

0.58 


Salriya 

0828000103387600 

1.778 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

1.778 

2.61 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.10 

0.00 

0.011 

0.84 

0.61 


Savniya 

0828000103389500 

0.764 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.090 

1.36 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.10 

0.07 







Non-command 

Gneisses(B.G.C) 

0.001 

1.36 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.397 

1.36 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.44 

0.32 







Command 

Gneisses(B.G.C) 

0.276 

1.36 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.31 

0.22 


Senawasa 

0828000103394400 

5.151 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

2.848 

0.21 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.07 

0.017 

0.48 

0.32 







Command 

Gneisses(B.G.C) 

2.230 

0.21 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.05 

0.014 

0.38 

0.25 


Tekla 

0828000103402700 

2.851 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.247 

0.72 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.07 

0.05 


Thikariya Chandra 

0828000103387300 

1.502 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

1.502 

1.66 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.00 

0.009 

0.84 

0.62 


Timba Gamri 

0828000103403000 

4.255 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.041 

0.47 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Udaji Ka Gara 

0828000103389800 

1.935 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.337 

2.90 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.06 

0.002 

0.15 

0.11 







Non-command 

Gneisses(B.G.C) 

1.598 

2.90 

0.015 

0.07 

0.02 

0.00 

0.00 

0.00 

0.12 

0.16 

0.26 

0.010 

0.70 

0.51 


Udpura 

0828000103402400 

5.469 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

1.197 

0.79 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.007 

0.20 

0.13 







Command 

Gneisses(B.G.C) 

0.431 

0.79 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.003 

0.07 

0.05 


Umarjhala 

0828000103375700 

5.078 

Fresh 

Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.036 

1.52 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 

Sub Basin: Moran | 

09005038 

Ambara 

0827000303345600 

9.873 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.491 

5.66 

0.015 

0.03 

0.01 

0.00 

0.00 

0.01 

0.81 

1.12 

0.09 

0.013 

0.70 

0.51 


Amli Phala 

0827000403354000 

0.940 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.940 

4.66 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.11 

0.02 

0.007 

0.67 

0.61 


Antri 

0827000103317400 

0.748 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.748 

3.72 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.06 

0.006 

0.67 

0.59 


Asela 

0827000103312400 

2.941 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.107 

3.43 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.02 


Bagbol 

0827000103310400 

0.275 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.042 

6.50 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.10 

0.10 


Bageri Ka Vela 

0827000403357000 

1.466 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.088 

3.41 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.01 

0.009 

0.52 

0.42 


Baiyora 

0827000103316600 

0.651 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.342 

1.90 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.003 

0.34 

0.34 


Balota 

0827000103316500 

4.011 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.028 

2.23 

0.020 

0.03 

0.01 

0.00 

0.00 

0.01 

0.14 

0.15 

0.11 

0.024 

0.48 

0.46 


Balwara 

0827000103298600 

14.834 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.008 

4.91 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bandarber 

0827000303347500 

6.318 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.763 

5.49 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.33 

0.01 

0.004 

0.32 

0.22 


Bandighati 

0827000103315600 

3.752 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.021 

3.58 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.19 

0.00 

0.016 

0.31 

0.26 


Bandra 

0827000103316900 

0.310 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.310 

2.60 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.002 

0.65 

0.62 


Bansiya 

0827000403364100 

7.109 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.047 

4.73 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.000 

0.00 

0.00 


Baori Khera 

0827000403356900 

0.092 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.037 

5.33 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.28 

0.23 


Barboodaniya 

0827000303344000 

5.916 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.916 

3.51 

0.015 

0.05 

0.01 

0.00 

0.00 

0.03 

0.32 

0.40 

0.19 

0.008 

0.70 

0.57 


Bargama 

0827000303344600 

2.547 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.547 

1.60 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.08 

0.10 

0.10 

0.003 

0.70 

0.57 


Beejawara 

0827000303338800 

3.370 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.370 

4.44 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.25 

0.30 

0.17 

0.005 

0.71 

0.60 


Beelri 

0827000103305400 

2.336 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.039 

4.14 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Ben 

0827000303333500 

0.467 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.467 

4.15 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.001 

0.66 

0.55 


Bhachariya 

0827000303338600 

1.900 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.900 

5.51 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.16 

0.19 

0.03 

0.003 

0.69 

0.58 


Bhagela 

0827000303332900 

0.419 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.413 

4.07 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.001 

0.64 

0.54 


Bhairavpura 

0827000303332700 

1.561 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.536 

3.78 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.01 

0.002 

0.63 

0.52 


Bhanakapura 

0827000327900019 

1.499 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.052 

4.57 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.02 


Bhatra 

0827000103312800 

3.693 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.052 

2.34 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Bhawanpura 

0827000303338100 

2.128 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.128 

3.31 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.14 

0.02 

0.003 

0.68 

0.57 


Bheemdari 

0827000303339500 

0.914 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.149 

3.04 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.12 

0.10 


Bhehan Beri 

0827000103311200 

2.536 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.087 

5.89 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.02 


Bhoolawara 

0827000303338300 

1.341 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.341 

5.71 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.14 

0.02 

0.002 

0.69 

0.57 


Biliya 

0827000303344400 

1.527 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.527 

2.64 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.01 

0.002 

0.69 

0.57 


Borkher 

0827000303345100 

2.575 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.575 

3.57 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.19 

0.02 

0.004 

0.72 

0.57 


Chak Mahuri With Chak 1 

0827000103311600 

3.642 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.642 

4.93 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.28 

0.27 

0.00 

0.021 

0.66 

0.67 


Chak Nokhna 

0827000303333200 

0.032 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.032 

4.89 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.67 

0.57 


Charwara 

0827000303337700 

0.551 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.531 

2.53 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.03 

0.001 

0.65 

0.54 


Chauki 

0827000403354200 

2.980 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.976 

5.57 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.36 

0.40 

0.08 

0.023 

0.67 

0.60 


Chhani 

0827000303344200 

0.712 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.712 

5.51 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.06 

0.08 

0.07 

0.001 

0.71 

0.58 


Dairiya Fala 

0827000303347400 

2.418 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.155 

7.05 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.17 

0.00 

0.002 

0.35 

0.25 







Non-command 

Gneisses(B.G.C) 

0.275 

7.05 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.00 

0.000 

0.08 

0.06 


Daiyana 

0827000303345800 

5.215 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.215 

3.18 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.26 

0.35 

0.06 

0.007 

0.73 

0.55 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Padiya 

0828000103387100 

0.06 

0.00 

11,779.74 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.09 

(250.25) 

0.07 

0.13 

0.20 

0.06 

0.90 

- 

- 

0.0147 

0.0817 

0.195 

0.291 

0.291 

0.495 

0.025 

0.470 

0.012 

2.62 

Safe 

Padoli Rathor 

0828000103388600 

0.05 

0.09 

(73.41) 

0.08 

0.02 

0.10 

0.05 

0.80 

- 

0.0100 

0.0144 

0.0935 

0.030 

0.148 

0.148 

0.244 

0.012 

0.232 

0.073 

31.52 

Safe 

Padra 

0828000103389900 

0.06 

0.04 

34.09 

0.05 

- 

0.05 

0.06 

0.90 

- 

- 

- 

- 

- 

- 

- 

0.046 

0.002 

0.044 

0.015 

33.37 

Safe 

Paroli Gordhan 

0828000103393600 

0.05 

0.19 

(74.13) 

0.15 

0.00 

0.15 

0.06 

0.89 

- 

- 

0.0255 

0.1657 

0.004 

0.195 

0.195 

0.347 

0.017 

0.329 

0.025 

7.60 

Safe 

Pathara 

0828000103378000 

0.06 

0.02 

73.88 

0.02 

- 

0.02 

0.04 

0.48 

- 

- 

0.0038 

0.0245 

- 

0.028 

0.028 

0.048 

0.002 

0.045 

0.014 

30.16 

Safe 

Ramli 

0828000103386400 

0.06 

0.04 

95.34 

0.04 

- 

0.04 

0.04 

0.65 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.054 

0.003 

0.052 

0.044 

85.69 

Semi Critical 



0.05 

0.00 

575.23 

0.01 

- 

0.01 

0.02 

0.25 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.019 

350.20 

Over Exploited 

Roojiya 

0828000103382700 

0.06 

0.22 

(63.56) 

0.17 

- 

0.17 

0.06 

0.88 

- 

- 

0.0317 

0.1768 

- 

0.209 

0.209 

0.383 

0.019 

0.363 

0.027 

7.35 

Safe 

Roopji Ka Khera 

0828000103386000 

0.06 

0.00 

1,563.36 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

3,249.80 

Over Exploited 



0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rughnath Singh Ka 

0828000103382600 

0.06 

0.16 

(67.51) 

0.13 

0.02 

0.15 

0.06 

0.87 

- 

0.0100 

0.0237 

0.1320 

0.029 

0.195 

0.195 

0.341 

0.017 

0.324 

0.068 

20.99 

Safe 

Sadri 

0828000103392100 

0.06 

0.09 

46.74 

0.10 

0.01 

0.11 

0.06 

0.87 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.133 

0.007 

0.126 

0.100 

78.99 

Semi Critical 

Sagthali 

0828000103393500 

0.05 

0.05 

(87.38) 

0.04 

- 

0.04 

0.06 

0.90 

- 

- 

0.0061 

0.0395 

- 

0.046 

0.046 

0.082 

0.004 

0.078 

0.006 

7.69 

Safe 

Salriya 

0828000103387600 

0.05 

0.08 

17.18 

0.10 

- 

0.10 

0.06 

0.89 

- 

- 

0.0110 

0.0717 

- 

0.083 

0.083 

0.178 

0.009 

0.169 

0.011 

6.40 

Safe 

Savniya 

0828000103389500 

0.06 

0.00 

436.29 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

- 

Safe 



0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.01 

22.82 

0.01 

- 

0.01 

0.03 

0.47 

- 

- 

0.0025 

0.0160 

- 

0.019 

0.019 

0.031 

0.002 

0.030 

0.002 

8.19 

Safe 



0.05 

0.00 

66.68 

0.01 

- 

0.01 

0.02 

0.33 

- 

- 

0.0017 

0.0111 

- 

0.013 

0.013 

0.018 

0.001 

0.017 

0.002 

9.65 

Safe 

Senawasa 

0828000103394400 

0.06 

0.08 

(43.94) 

0.07 

- 

0.07 

0.03 

0.51 

- 

0.0100 

0.0177 

0.1149 

- 

0.143 

0.143 

0.209 

0.010 

0.198 

0.087 

44.10 

Safe 



0.05 

0.05 

(10.98) 

0.04 

- 

0.04 

0.02 

0.40 

- 

0.0100 

0.0138 

0.0900 

- 

0.114 

0.114 

0.155 

0.008 

0.147 

0.065 

43.92 

Safe 

Tekla 

0828000103402700 

0.05 

0.00 

311.79 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

0.0018 

0.0100 

- 

0.012 

0.012 

0.013 

0.001 

0.012 

0.010 

77.37 

Semi Critical 

Thikariya Chandra 

0828000103387300 

0.05 

0.07 

(31.66) 

0.06 

0.00 

0.06 

0.06 

0.90 

- 

- 

0.0093 

0.0606 

0.004 

0.074 

0.074 

0.133 

0.007 

0.126 

0.009 

7.27 

Safe 

Timba Gamri 

0828000103403000 

0.06 

0.00 

2,238.31 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0003 

0.0016 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.000 

13.60 

Safe 

Udaji Ka Gara 

0828000103389800 

0.06 

0.00 

1,609.45 

0.00 

- 

0.00 

0.01 

0.16 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.060 

465.74 

Over Exploited 



0.05 

0.06 

168.42 

0.07 

0.02 

0.09 

0.05 

0.75 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.143 

0.007 

0.136 

0.270 

198.24 

Over Exploited 

Udpura 

0828000103402400 

0.06 

0.01 

194.61 

0.02 

- 

0.02 

0.01 

0.21 

- 

- 

0.0087 

0.0483 

- 

0.057 

0.057 

0.074 

0.004 

0.070 

0.031 

44.58 

Safe 



0.05 

0.00 

381.67 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

0.0031 

0.0174 

- 

0.021 

0.021 

0.022 

0.001 

0.021 

0.014 

63.76 

Safe 

Umarjhala 

0828000103375700 

0.06 

0.00 

12,992.24 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0003 

0.0015 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.000 

13.66 

Safe 


Sub Basin: Moran | 

Ambara 

0827000303345600 

0.04 

0.27 

312.73 

0.33 

0.02 

0.35 

0.06 

0.76 

- 

0.0200 

- 

- 

0.018 

0.038 

0.038 

0.388 

0.019 

0.368 

0.099 

26.87 

Safe 

Amli Phala 

0827000403354000 

0.04 

0.03 

317.30 

0.03 

- 

0.03 

0.05 

0.71 

- 

- 

- 

- 

- 

- 

- 

0.031 

0.002 

0.029 

0.024 

84.09 

Semi Critical 

Antri 

0827000103317400 

0.04 

0.02 

316.92 

0.02 

0.00 

0.03 

0.05 

0.72 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.038 

0.002 

0.036 

0.061 

168.35 

Over Exploited 

Asela 

0827000103312400 

0.04 

0.00 

6,941.78 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

4,037.66 

Over Exploited 

Bagbol 

0827000103310400 

0.05 

0.00 

1,846.03 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

1,418.11 

Over Exploited 

Bageri Ka Vela 

0827000403357000 

0.04 

0.02 

295.62 

0.03 

- 

0.03 

0.03 

0.55 

- 

- 

- 

- 

- 

- 

- 

0.027 

0.001 

0.026 

0.017 

63.62 

Safe 

Baiyora 

0827000103316600 

0.04 

0.00 

393.25 

0.01 

- 

0.01 

0.03 

0.37 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.005 

0.020 

362.43 

Over Exploited 

Balota 

0827000103316500 

0.04 

0.06 

151.02 

0.07 

0.02 

0.09 

0.04 

0.52 

- 

0.0200 

- 

- 

0.020 

0.040 

0.040 

0.134 

0.007 

0.127 

0.129 

101.02 

Over Exploited 

Balwara 

0827000103298600 

0.05 

0.00 

371,217.68 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bandarber 

0827000303347500 

0.04 

0.04 

786.02 

0.04 

0.00 

0.05 

0.03 

0.35 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.051 

0.003 

0.049 

0.018 

36.50 

Safe 

Bandighati 

0827000103315600 

0.04 

0.03 

636.61 

0.03 

- 

0.03 

0.03 

0.34 

- 

- 

- 

- 

- 

- 

- 

0.030 

0.002 

0.029 

0.020 

68.56 

Safe 

Bandra 

0827000103316900 

0.04 

0.01 

236.45 

0.01 

- 

0.01 

0.05 

0.70 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.020 

0.001 

0.019 

0.040 

214.46 

Over Exploited 

Bansiya 

0827000403364100 

0.07 

0.00 

34,727.01 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Baori Khera 

0827000403356900 

0.04 

0.00 

1,033.88 

0.00 

- 

0.00 

0.02 

0.29 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.017 

3,658.92 

Over Exploited 

Barboodaniya 

0827000303344000 

0.04 

0.17 

131.07 

0.21 

0.04 

0.24 

0.05 

0.76 

- 

0.0300 

- 

- 

0.044 

0.074 

0.074 

0.319 

0.016 

0.303 

0.194 

64.02 

Safe 

Bargama 

0827000303344600 

0.04 

0.07 

32.77 

0.09 

0.01 

0.10 

0.05 

0.74 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.122 

0.006 

0.116 

0.099 

85.98 

Semi Critical 

Beejawara 

0827000303338800 

0.04 

0.10 

200.88 

0.12 

0.01 

0.13 

0.05 

0.77 

- 

0.0300 

- 

- 

0.006 

0.036 

0.036 

0.168 

0.008 

0.160 

0.178 

111.14 

Over Exploited 

Beelri 

0827000103305400 

0.04 

0.00 

17,717.29 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

20,411.56 

Over Exploited 

Ben 

0827000303333500 

0.04 

0.01 

174.07 

0.02 

- 

0.02 

0.05 

0.71 

- 

- 

- 

- 

- 

- 

- 

0.015 

0.001 

0.014 

0.011 

73.93 

Semi Critical 

Bhachariya 

0827000303338600 

0.04 

0.05 

259.84 

0.06 

0.01 

0.07 

0.05 

0.75 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.078 

0.004 

0.074 

0.037 

49.33 

Safe 

Bhagela 

0827000303332900 

0.04 

0.01 

176.28 

0.01 

- 

0.01 

0.05 

0.69 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.012 

0.011 

85.63 

Semi Critical 

Bhairavpura 

0827000303332700 

0.04 

0.04 

164.05 

0.05 

0.00 

0.05 

0.05 

0.68 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.047 

0.002 

0.045 

0.012 

26.84 

Safe 

Bhanakapura 

0827000327900019 

0.04 

0.00 

7,709.63 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhatra 

0827000103312800 

0.04 

0.00 

13,800.79 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhawanpura 

0827000303338100 

0.04 

0.06 

131.19 

0.07 

0.00 

0.07 

0.05 

0.73 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.074 

0.004 

0.070 

0.022 

31.21 

Safe 

Bheemdari 

0827000303339500 

0.04 

0.00 

1,015.99 

0.00 

- 

0.00 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Bhehan Beri 

0827000103311200 

0.05 

0.00 

7,540.67 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

3,303.47 

Over Exploited 

Bhoolawara 

0827000303338300 

0.04 

0.04 

282.94 

0.05 

0.00 

0.05 

0.05 

0.74 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.056 

0.003 

0.053 

0.021 

39.10 

Safe 

Biliya 

0827000303344400 

0.04 

0.04 

68.08 

0.05 

- 

0.05 

0.05 

0.74 

- 

- 

- 

- 

- 

- 

- 

0.052 

0.003 

0.049 

0.012 

24.65 

Safe 

Borkher 

0827000303345100 

0.04 

0.08 

146.64 

0.09 

- 

0.09 

0.05 

0.77 

- 

- 

- 

- 

- 

- 

- 

0.091 

0.005 

0.086 

0.028 

31.86 

Safe 

Chak Mahuri With Chak 1 

0827000103311600 

0.05 

0.12 

126.20 

0.15 

0.00 

0.15 

0.05 

0.71 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.151 

0.008 

0.143 

0.021 

14.67 

Safe 

Chak Nokhna 

0827000303333200 

0.04 

0.00 

216.07 

0.00 

- 

0.00 

0.05 

0.72 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.010 

994.56 

Over Exploited 

Charwara 

0827000303337700 

0.04 

0.01 

154.43 

0.02 

- 

0.02 

0.05 

0.70 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.027 

0.001 

0.026 

0.035 

135.25 

Over Exploited 

Chauki 

0827000403354200 

0.04 

0.08 

395.35 

0.10 

0.00 

0.10 

0.05 

0.72 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.112 

0.006 

0.106 

0.099 

93.50 

Critical 

Chhani 

0827000303344200 

0.04 

0.02 

281.84 

0.02 

0.01 

0.04 

0.05 

0.76 

- 

0.0100 

- 

- 

0.021 

0.031 

0.031 

0.070 

0.004 

0.067 

0.067 

100.34 

Over Exploited 

Dairiya Fala 

0827000303347400 

0.04 

0.02 

909.42 

0.02 

0.00 

0.02 

0.03 

0.38 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.030 

0.001 

0.028 

0.002 

5.56 

Safe 



0.05 

0.00 

4,084.93 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.000 

28.48 

Safe 

Daiyana 

0827000303345800 

0.04 

0.16 

125.73 

0.19 

0.00 

0.19 

0.06 

0.79 

- 

0.0100 

- 

- 

0.006 

0.017 

0.017 

0.207 

0.010 

0.197 

0.065 

33.07 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Dara 

082700010331590C 

1.285 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.615 

2.34 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.005 

0.29 

0.26 


Dencha 

0827000303344800 

8.810 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.810 

2.81 

0.015 

0.10 

0.02 

0.00 

0.00 

0.03 

0.43 

0.53 

0.40 

0.012 

0.70 

0.57 


Deoli 

0827000103315800 

2.101 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.920 

2.89 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.00 

0.007 

0.26 

0.22 


Dhani Nichli 

0827000303338500 

1.300 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.300 

5.38 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.14 

0.02 

0.002 

0.70 

0.57 


Dhaniupli 

0827000303338400 

0.819 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.819 

5.80 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.03 

0.001 

0.69 

0.57 


Dholka 

0827000403354100 

0.918 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.918 

4.73 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.11 

0.01 

0.007 

0.67 

0.61 


Dibrachhota 

0827000303348100 

7.576 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.523 

4.48 

0.015 

0.07 

0.01 

0.00 

0.00 

0.02 

0.55 

0.81 

0.25 

0.010 

0.73 

0.50 







Non-command 

Gneisses(B.G.C) 

0.053 

4.48 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.000 

0.01 

0.00 


Divda Bada 

0827000303346100 

5.742 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.043 

7.09 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.15 

0.01 

0.001 

0.13 

0.10 







Non-command 

Gneisses(B.G.C) 

3.630 

7.09 

0.018 

0.01 

0.00 

0.00 

0.00 

0.01 

0.45 

0.61 

0.04 

0.005 

0.46 

0.34 


Doja 

0827000103317700 

1.498 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.491 

2.90 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.12 

0.05 

0.012 

0.65 

0.59 


Dol Kujela 

0827000403357100 

3.220 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.013 

3.45 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.18 

0.02 

0.016 

0.44 

0.36 


Dola 

0827000303343200 

2.434 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.434 

5.28 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.23 

0.00 

0.003 

0.72 

0.60 


Dolwar Nichali 

0827000103316300 

7.148 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.060 

3.11 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.47 

0.52 

0.06 

0.055 

0.61 

0.55 


Dolwar Upli 

0827000103316000 

0.526 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.283 

1.82 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.002 

0.34 

0.31 


Dolwariyon Kaora 

0827000103317800 

1.544 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.544 

3.37 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.10 

0.12 

0.03 

0.012 

0.68 

0.58 


Dugela Talab 

0827000403354900 

2.080 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.831 

3.13 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.00 

0.007 

0.27 

0.24 


Fawta 

0827000303344900 

3.196 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.196 

3.23 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.18 

0.23 

0.16 

0.004 

0.71 

0.56 


Forest 

0827000127900003 

10.848 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.603 

6.21 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.21 

0.00 

0.015 

0.15 

0.17 



0827000127900010 

33.548 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

27.112 

4.10 

0.015 

0.05 

0.00 

0.00 

0.00 

0.02 

1.70 

1.71 

0.00 

0.156 

0.55 

0.54 



0827000327900013 

2.256 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.195 

4.41 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.17 

0.00 

0.003 

0.70 

0.59 



0827000327900018 

11.812 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.369 

3.98 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.16 

0.00 

0.003 

0.14 

0.12 



0827000327900021 

8.537 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.513 

3.84 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.48 

0.57 

0.00 

0.012 

0.69 

0.57 


Galandar 

0827000103310500 

7.978 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.429 

5.55 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.002 

0.03 

0.04 


Gamra Bamaniya 

0827000303342900 

6.169 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.169 

5.68 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.52 

0.63 

0.00 

0.008 

0.72 

0.59 


Gamrabeer 

0827000303343000 

0.866 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.866 

6.08 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.00 

0.001 

0.72 

0.59 


Garabejaniya 

0827000303343700 

2.251 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.251 

4.91 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.22 

0.05 

0.003 

0.72 

0.58 


Genji 

0827000103310000 

2.035 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.937 

6.79 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.22 

0.22 

0.06 

0.011 

0.62 

0.60 


Ghata Dubara 

0827000403353300 

2.516 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.516 

4.78 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.25 

0.25 

0.01 

0.020 

0.66 

0.65 


Ghata Ka Gaon 

0827000303348800 

7.961 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.185 

10.41 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.01 

0.000 

0.02 

0.01 


Ghata With Chak 

0827000103306100 

2.079 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.003 

5.13 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ghotad 

0827000303342300 

4.180 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.180 

4.26 

0.015 

0.05 

0.01 

0.00 

0.00 

0.01 

0.30 

0.37 

0.18 

0.006 

0.72 

0.58 


Gorada 

0827000403355100 

6.110 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.096 

2.24 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.11 

0.12 

0.01 

0.018 

0.34 

0.30 


Gowari 

0827000303342600 

3.758 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.758 

4.38 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.27 

0.32 

0.14 

0.005 

0.72 

0.61 


Gulabpura 

0827000303343400 

1.409 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.409 

6.51 

0.015 

0.01 

0.00 

0.00 

0.00 

0.02 

0.13 

0.15 

0.04 

0.002 

0.71 

0.59 


Hadmala 

0827000327900017 

1.907 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.907 

4.41 

0.015 

0.07 

0.02 

0.00 

0.00 

0.01 

0.17 

0.20 

0.29 

0.003 

0.72 

0.61 


Hanela 

0827000303339400 

0.836 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.305 

3.07 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.000 

0.26 

0.22 


Harjika Seera 

0827000303333600 

1.212 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.163 

2.70 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.01 

0.002 

0.64 

0.54 


Harmatiya 

0827000103315300 

2.534 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.534 

5.07 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.32 

0.02 

0.020 

0.59 

0.49 


Heeratan 

0827000103316700 

3.974 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.972 

2.10 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.20 

0.20 

0.13 

0.031 

0.66 

0.64 


Himmatpura 

0827000103311500 

3.164 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.662 

5.29 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.22 

0.00 

0.015 

0.55 

0.56 


Jadela 

0827000303348700 

2.374 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.194 

8.66 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.29 

0.39 

0.03 

0.003 

0.67 

0.49 


Jeebeli Ka Banta 

0827000403353200 

4.082 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.082 

4.96 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.41 

0.43 

0.01 

0.032 

0.66 

0.64 


Jhakhra 

0827000303344100 

2.687 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.687 

5.70 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.29 

0.03 

0.004 

0.70 

0.58 


Jodhpura 

0827000303342400 

1.536 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.536 

4.14 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.10 

0.12 

0.04 

0.002 

0.72 

0.59 


Jogiwara 

0827000103314900 

0.738 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.581 

4.98 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.02 

0.005 

0.46 

0.37 


Jogpur 

0827000303348200 

5.188 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.138 

3.75 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.22 

0.10 

0.003 

0.30 

0.20 


Johra 

0827000303345400 

1.218 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.218 

3.30 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.05 

0.07 

0.01 

0.002 

0.72 

0.56 


Kahela 

0827000303333300 

0.840 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.840 

4.48 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.03 

0.001 

0.67 

0.56 


Kanhari Chak -a 

0827000103316100 

0.540 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.540 

1.98 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.05 

0.004 

0.63 

0.59 


Kanhari Chak -b 

0827000103316200 

1.350 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.350 

2.95 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.01 

0.011 

0.63 

0.59 


Kankra Dara 

0827000103306200 

7.344 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.075 

4.88 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.15 

0.00 

0.012 

0.19 

0.19 


Kantari 

0827000303333400 

0.690 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.688 

3.52 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.01 

0.001 

0.66 

0.56 


Kashipuri 

0827000303342200 

0.609 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.609 

4.42 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.01 

0.001 

0.72 

0.61 


Kesharpura 

0827000303344700 

1.929 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.929 

1.79 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.02 

0.003 

0.70 

0.57 


Khaparda 

0827000103305600 

1.437 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.264 

3.96 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.002 

0.13 

0.12 


Khara 

0827000103315700 

0.761 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.240 

3.09 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.002 

0.18 

0.15 


Khargada 

0827000303345900 

9.819 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.819 

3.55 

0.015 

0.06 

0.01 

0.00 

0.00 

0.04 

0.54 

0.73 

0.22 

0.013 

0.73 

0.53 


Kharwar Khunian 

0827000403353900 

0.501 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.501 

4.73 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.01 

0.004 

0.67 

0.62 


Khemela 

0827000303333900 

1.697 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.309 

2.01 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.01 

0.002 

0.51 

0.43 


Kheriya 

0827000303334000 

1.604 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.282 

2.06 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.12 

0.10 


Khokhra 

0827000303337800 

1.877 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.727 

2.92 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.02 

0.002 

0.64 

0.53 


Khumanpura 

0827000303348400 

2.680 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.668 

4.55 

0.015 

0.03 

0.01 

0.00 

0.00 

0.01 

0.13 

0.18 

0.12 

0.002 

0.46 

0.32 


Khuntwara 

0827000303348300 

5.608 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.459 

4.50 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.16 

0.05 

0.002 

0.19 

0.13 


Kokapur 

0827000303337600 

1.461 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.846 

3.18 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.06 

0.07 

0.11 

0.001 

0.41 

0.34 


Kol Khanda Pal 

0827000103314700 

12.224 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.361 

2.97 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.003 

0.02 

0.01 


Kopra 

0827000303339700 

1.295 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.173 

3.07 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.10 

0.08 


Kubera 

0827000103315000 

1.051 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.678 

4.80 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.02 

0.005 

0.37 

0.30 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Dara 

0827000103315900 

0.04 

0.01 

346.23 

0.01 

0.00 

0.01 

0.02 

0.31 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.009 

0.000 

0.008 

0.009 

105.31 

Over Exploited 

Dencha 

0827000303344800 

0.04 

0.25 

107.53 

0.30 

0.05 

0.35 

0.05 

0.75 

- 

0.0700 

- 

- 

0.039 

0.109 

0.109 

0.461 

0.023 

0.438 

0.408 

93.24 

Critical 

Deoli 

0827000103315800 

0.04 

0.01 

533.99 

0.01 

- 

0.01 

0.02 

0.28 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.011 

0.011 

102.07 

Over Exploited 

Dhani Nichli 

0827000303338500 

0.04 

0.04 

274.95 

0.04 

- 

0.04 

0.05 

0.75 

- 

- 

- 

- 

- 

- 

- 

0.044 

0.002 

0.042 

0.026 

61.00 

Safe 

Dhaniupli 

0827000303338400 

0.04 

0.02 

322.47 

0.03 

- 

0.03 

0.05 

0.74 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.038 

0.002 

0.036 

0.030 

84.24 

Semi Critical 

Dholka 

0827000403354100 

0.04 

0.03 

325.40 

0.03 

0.00 

0.03 

0.05 

0.72 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.032 

0.002 

0.030 

0.020 

67.37 

Safe 

Dibrachhota 

0827000303348100 

0.04 

0.23 

258.16 

0.27 

0.03 

0.30 

0.06 

0.80 

- 

0.0500 

- 

- 

0.025 

0.075 

0.075 

0.373 

0.019 

0.354 

0.264 

74.61 

Semi Critical 



0.05 

0.00 

44,278.65 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Divda Bada 

0827000303346100 

0.04 

0.01 

2,555.23 

0.01 

0.00 

0.01 

0.01 

0.14 

- 

- 

- 

- 

0.000 

- 

- 

0.007 

0.000 

0.007 

0.015 

236.53 

Over Exploited 



0.05 

0.08 

623.81 

0.10 

0.01 

0.12 

0.04 

0.50 

- 

0.0100 

- 

- 

0.021 

0.031 

0.031 

0.146 

0.007 

0.139 

0.048 

34.56 

Safe 

Doja 

0827000103317700 

0.04 

0.04 

199.13 

0.05 

- 

0.05 

0.05 

0.70 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.057 

0.003 

0.055 

0.062 

113.02 

Over Exploited 

Dol Kujela 

0827000403357100 

0.04 

0.04 

407.97 

0.04 

0.00 

0.04 

0.03 

0.46 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.046 

0.002 

0.043 

0.033 

75.44 

Semi Critical 

Dola 

0827000303343200 

0.04 

0.07 

217.58 

0.09 

0.00 

0.09 

0.05 

0.77 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.089 

0.004 

0.084 

0.003 

3.95 

Safe 

Dolwar Nichali 

0827000103316300 

0.04 

0.18 

195.67 

0.21 

0.00 

0.21 

0.05 

0.66 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.230 

0.012 

0.219 

0.114 

52.32 

Safe 

Dolwar Upli 

0827000103316000 

0.04 

0.00 

185.37 

0.00 

- 

0.00 

0.03 

0.36 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.004 

0.019 

437.40 

Over Exploited 

Dolwariyon Kaora 

0827000103317800 

0.04 

0.04 

187.83 

0.05 

0.01 

0.06 

0.05 

0.73 

- 

- 

- 

- 

0.015 

0.015 

0.015 

0.075 

0.004 

0.071 

0.037 

51.93 

Safe 

Dugela Talab 

0827000403354900 

0.04 

0.01 

544.57 

0.01 

- 

0.01 

0.02 

0.29 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.010 

0.011 

100.98 

Over Exploited 

Fawta 

0827000303344900 

0.04 

0.09 

150.10 

0.11 

0.01 

0.12 

0.05 

0.76 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.151 

0.008 

0.143 

0.167 

116.69 

Over Exploited 

Forest 

0827000127900003 

0.05 

0.02 

993.52 

0.02 

0.00 

0.03 

0.01 

0.16 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.032 

0.002 

0.030 

0.015 

49.51 

Safe 


0827000127900010 

0.05 

0.74 

130.49 

0.89 

0.02 

0.91 

0.04 

0.59 

- 

- 

- 

- 

0.026 

0.026 

0.026 

0.935 

0.047 

0.888 

0.156 

17.60 

Safe 


0827000327900013 

0.04 

0.06 

169.25 

0.08 

0.00 

0.08 

0.05 

0.75 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.079 

0.004 

0.075 

0.003 

4.02 

Safe 


0827000327900018 

0.04 

0.01 

1,056.04 

0.02 

0.00 

0.02 

0.01 

0.15 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.027 

0.001 

0.025 

0.003 

12.76 

Safe 


0827000327900021 

0.04 

0.24 

137.86 

0.29 

0.01 

0.30 

0.05 

0.74 

- 

- 

- 

- 

0.019 

0.019 

0.019 

0.320 

0.016 

0.304 

0.012 

3.83 

Safe 

Galandar 

0827000103310500 

0.05 

0.00 

4,278.20 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.000 

0.001 

0.001 

0.002 

0.000 

0.002 

0.005 

349.86 

Over Exploited 

Gamra Bamaniya 

0827000303342900 

0.04 

0.18 

246.12 

0.22 

0.01 

0.22 

0.05 

0.77 

- 

- 

- 

- 

0.010 

0.010 

0.010 

0.235 

0.012 

0.223 

0.008 

3.78 

Safe 

Gamrabeer 

0827000303343000 

0.04 

0.03 

253.32 

0.03 

0.00 

0.04 

0.05 

0.77 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.043 

0.002 

0.041 

0.001 

2.92 

Safe 

Garabejaniya 

0827000303343700 

0.04 

0.07 

227.81 

0.08 

0.00 

0.08 

0.05 

0.77 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.091 

0.005 

0.086 

0.056 

65.04 

Safe 

Genji 

0827000103310000 

0.05 

0.06 

268.21 

0.07 

0.00 

0.07 

0.04 

0.67 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.086 

0.004 

0.082 

0.068 

83.59 

Semi Critical 

Ghata Dubara 

0827000403353300 

0.04 

0.07 

275.57 

0.08 

0.00 

0.08 

0.05 

0.71 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.088 

0.004 

0.083 

0.028 

33.27 

Safe 

Ghata Ka Gaon 

0827000303348800 

0.04 

0.00 

31,573.45 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

3,577.30 

Over Exploited 

Ghata With Chak 

0827000103306100 

0.05 

0.00 

149,999.12 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ghotad 

0827000303342300 

0.04 

0.12 

198.90 

0.15 

0.02 

0.17 

0.06 

0.78 

- 

0.0300 

- 

- 

0.013 

0.044 

0.044 

0.211 

0.011 

0.201 

0.187 

93.06 

Critical 

Gorada 

0827000403355100 

0.05 

0.05 

122.36 

0.06 

0.01 

0.07 

0.02 

0.37 

- 

- 

- 

- 

0.013 

0.013 

0.013 

0.086 

0.004 

0.081 

0.024 

29.32 

Safe 

Gowari 

0827000303342600 

0.04 

0.11 

192.86 

0.13 

0.01 

0.14 

0.05 

0.77 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.178 

0.009 

0.169 

0.140 

82.88 

Semi Critical 

Gulabpura 

0827000303343400 

0.04 

0.04 

268.37 

0.05 

0.02 

0.07 

0.05 

0.76 

- 

0.0100 

- 

- 

0.034 

0.044 

0.044 

0.115 

0.006 

0.110 

0.040 

36.40 

Safe 

Fladmala 

0827000327900017 

0.04 

0.06 

250.70 

0.07 

0.03 

0.10 

0.05 

0.77 

- 

0.0500 

- 

- 

0.013 

0.063 

0.063 

0.159 

0.008 

0.151 

0.294 

194.36 

Over Exploited 

Flanela 

0827000303339400 

0.04 

0.00 

404.80 

0.00 

- 

0.00 

0.02 

0.28 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.014 

386.91 

Over Exploited 

Flarjika Seera 

0827000303333600 

0.04 

0.03 

75.87 

0.04 

0.00 

0.04 

0.05 

0.69 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.042 

0.002 

0.040 

0.012 

28.99 

Safe 

Flarmatiya 

0827000103315300 

0.04 

0.06 

431.89 

0.07 

0.00 

0.07 

0.05 

0.64 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.077 

0.004 

0.073 

0.037 

50.22 

Safe 

Fleeratan 

0827000103316700 

0.04 

0.11 

89.26 

0.13 

0.01 

0.14 

0.05 

0.71 

- 

0.0200 

- 

- 

0.002 

0.023 

0.023 

0.161 

0.008 

0.153 

0.161 

105.31 

Over Exploited 

Flimmatpura 

0827000103311500 

0.05 

0.07 

195.44 

0.09 

- 

0.09 

0.04 

0.59 

- 

- 

- 

- 

- 

- 

- 

0.088 

0.004 

0.084 

0.015 

18.28 

Safe 

Jadela 

0827000303348700 

0.04 

0.06 

545.02 

0.07 

0.01 

0.08 

0.05 

0.72 

- 

0.0100 

- 

- 

0.013 

0.023 

0.023 

0.104 

0.005 

0.099 

0.032 

32.46 

Safe 

Jeebeli Ka Banta 

0827000403353200 

0.04 

0.11 

292.18 

0.13 

0.00 

0.13 

0.05 

0.71 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.137 

0.007 

0.130 

0.045 

34.51 

Safe 

Jhakhra 

0827000303344100 

0.04 

0.08 

269.01 

0.09 

0.00 

0.10 

0.05 

0.76 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.112 

0.006 

0.106 

0.038 

35.53 

Safe 

Jodhpura 

0827000303342400 

0.04 

0.05 

159.17 

0.05 

0.01 

0.06 

0.05 

0.77 

- 

0.0100 

- 

- 

0.013 

0.023 

0.023 

0.086 

0.004 

0.082 

0.040 

49.19 

Safe 

Jogiwara 

0827000103314900 

0.04 

0.01 

671.37 

0.01 

0.00 

0.01 

0.04 

0.50 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.014 

0.001 

0.013 

0.026 

196.26 

Over Exploited 

Jogpur 

0827000303348200 

0.04 

0.03 

733.85 

0.03 

0.00 

0.03 

0.03 

0.33 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.057 

0.003 

0.054 

0.105 

194.56 

Over Exploited 

Johra 

0827000303345400 

0.04 

0.04 

97.78 

0.04 

0.01 

0.05 

0.06 

0.77 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.057 

0.003 

0.054 

0.007 

12.36 

Safe 

Kahela 

0827000303333300 

0.04 

0.02 

239.88 

0.03 

0.00 

0.03 

0.05 

0.72 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.039 

0.002 

0.037 

0.030 

81.21 

Semi Critical 

Kanhari Chak -a 

0827000103316100 

0.04 

0.01 

129.24 

0.02 

0.00 

0.02 

0.05 

0.68 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.032 

0.002 

0.030 

0.054 

181.20 

Over Exploited 

Kanhari Chak -b 

0827000103316200 

0.04 

0.03 

179.50 

0.04 

- 

0.04 

0.05 

0.68 

- 

- 

- 

- 

- 

- 

- 

0.042 

0.002 

0.040 

0.019 

47.03 

Safe 

Kankra Dara 

0827000103306200 

0.05 

0.02 

663.18 

0.02 

- 

0.02 

0.01 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.023 

0.001 

0.022 

0.012 

54.47 

Safe 

Kantari 

0827000303333400 

0.04 

0.02 

132.31 

0.02 

- 

0.02 

0.05 

0.71 

- 

- 

- 

- 

- 

- 

- 

0.022 

0.001 

0.021 

0.011 

51.26 

Safe 

Kashipuri 

0827000303342200 

0.04 

0.02 

167.44 

0.02 

- 

0.02 

0.05 

0.77 

- 

- 

- 

- 

- 

- 

- 

0.022 

0.001 

0.020 

0.006 

28.51 

Safe 

Kesharpura 

0827000303344700 

0.04 

0.06 

34.61 

0.07 

0.00 

0.07 

0.05 

0.75 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.069 

0.003 

0.066 

0.022 

32.91 

Safe 

Khaparda 

0827000103305600 

0.04 

0.00 

1,472.33 

0.00 

- 

0.00 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.010 

658.04 

Over Exploited 

Khara 

0827000103315700 

0.04 

0.00 

1,565.49 

0.00 

- 

0.00 

0.02 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.023 

1,133.12 

Over Exploited 

Khargada 

0827000303345900 

0.04 

0.29 

149.55 

0.35 

0.05 

0.40 

0.06 

0.79 

- 

0.0400 

- 

- 

0.057 

0.097 

0.097 

0.498 

0.025 

0.473 

0.233 

49.30 

Safe 

Kharwar Khunian 

0827000403353900 

0.04 

0.01 

279.15 

0.02 

- 

0.02 

0.05 

0.72 

- 

- 

- 

- 

- 

- 

- 

0.016 

0.001 

0.015 

0.012 

77.02 

Semi Critical 

Khemela 

0827000303333900 

0.04 

0.03 

72.16 

0.03 

- 

0.03 

0.04 

0.55 

- 

- 

- 

- 

- 

- 

- 

0.033 

0.002 

0.031 

0.012 

37.48 

Safe 

Kheriya 

0827000303334000 

0.04 

0.00 

650.25 

0.00 

- 

0.00 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.000 

24.41 

Safe 

Khokhra 

0827000303337800 

0.04 

0.04 

128.11 

0.05 

- 

0.05 

0.05 

0.68 

- 

- 

- 

- 

- 

- 

- 

0.054 

0.003 

0.051 

0.026 

51.41 

Safe 

Khumanpura 

0827000303348400 

0.04 

0.03 

482.99 

0.04 

0.02 

0.06 

0.04 

0.50 

- 

0.0200 

- 

- 

0.012 

0.032 

0.032 

0.087 

0.004 

0.082 

0.118 

143.43 

Over Exploited 

Khuntwara 

0827000303348300 

0.04 

0.01 

1,302.10 

0.01 

- 

0.01 

0.02 

0.21 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.024 

0.001 

0.023 

0.048 

212.84 

Over Exploited 

Kokapur 

0827000303337600 

0.04 

0.01 

407.97 

0.02 

0.01 

0.03 

0.03 

0.44 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.048 

0.002 

0.046 

0.111 

243.70 

Over Exploited 

Kol Khanda Pal 

0827000103314700 

0.04 

0.00 

10,088.31 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

2,294.66 

Over Exploited 

Kopra 

0827000303339700 

0.04 

0.00 

1,284.54 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.005 

676.57 

Over Exploited 

Kubera 

0827000103315000 

0.04 

0.01 

########## 

0.01 

0.00 

0.01 

0.03 

0.41 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.016 

0.001 

0.015 

0.022 

150.44 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Kumela 

082700040335540C 

1.120 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.073 

2.55 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.04 

0.04 


Ladsor 

0827000403353100 

0.710 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.710 

4.87 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.01 

0.004 

0.66 

0.63 


Lakshmanpura 

0827000327900015 

1.976 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.976 

4.23 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.13 

0.15 

0.02 

0.003 

0.72 

0.60 


Leemri 

0827000303342000 

4.137 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.906 

5.36 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.33 

0.41 

0.13 

0.005 

0.68 

0.55 







Non-command 

Gneisses(B.G.C) 

0.059 

5.36 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Lolakpura With Chak 

0827000103312200 

4.906 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.875 

2.97 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.31 

0.32 

0.03 

0.038 

0.66 

0.64 


Madkola 

0827000327900014 

2.370 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.356 

4.20 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.18 

0.05 

0.003 

0.71 

0.61 


Mahdwa With Chak 1 & li 

0827000103305700 

4.015 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.888 

4.47 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.36 

0.37 

0.09 

0.030 

0.66 

0.65 


Mai 

0827000403354500 

1.321 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.008 

6.72 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.17 

0.04 

0.008 

0.52 

0.45 


Malvi 

0827000303337900 

1.160 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.160 

2.88 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.02 

0.002 

0.69 

0.57 


Mandav 

0827000303333700 

5.588 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.564 

3.32 

0.015 

0.05 

0.01 

0.00 

0.00 

0.01 

0.31 

0.37 

0.21 

0.008 

0.64 

0.53 


Mandela Nichli 

0827000403353600 

2.611 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.602 

4.47 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.26 

0.01 

0.020 

0.66 

0.62 


Mandela Upli 

0827000403353500 

1.370 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.370 

4.53 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.14 

0.01 

0.011 

0.66 

0.64 


Margiya Mahura 

0827000103317000 

0.139 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.138 

2.37 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.001 

0.65 

0.60 


Matuwet 

0827000303343800 

1.824 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.824 

4.55 

0.015 

0.00 

0.00 

0.00 

0.00 

0.09 

0.03 

0.04 

0.01 

0.002 

0.71 

0.58 


Mewra 

0827000403364300 

5.973 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.730 

6.82 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.25 

0.32 

0.04 

0.010 

0.21 

0.16 


Mowai 

0827000303339000 

3.878 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.834 

3.27 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.22 

0.01 

0.005 

0.70 

0.59 


Mundela 

0827000403355300 

4.981 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.809 

4.99 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.21 

0.23 

0.00 

0.016 

0.38 

0.35 


Naharpura 

0827000303342100 

0.967 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.967 

4.54 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.02 

0.001 

0.72 

0.60 


Nalwara 

0827000303333000 

4.212 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.717 

3.87 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.26 

0.02 

0.005 

0.56 

0.48 


Nandor 

0827000303343100 

2.168 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.168 

5.76 

0.015 

0.00 

0.00 

0.00 

0.00 

0.02 

0.17 

0.20 

0.00 

0.003 

0.72 

0.60 


Narata Fala 

0827000403354700 

3.564 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.554 

5.14 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.00 

0.004 

0.11 

0.09 


Nawa Gaon 

0827000403354300 

1.778 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.754 

6.37 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.26 

0.01 

0.014 

0.67 

0.58 


Nawa Tapran 

0827000103312100 

2.232 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.068 

2.06 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.04 

0.016 

0.62 

0.61 


Nawaghara 

0827000103310300 

1.266 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.266 

6.37 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.13 

0.05 

0.007 

0.64 

0.66 


Nogama 

0827000303338900 

1.970 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.970 

3.63 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.15 

0.07 

0.003 

0.71 

0.59 


Nokhna 

0827000303333100 

1.711 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.711 

4.17 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.13 

0.04 

0.002 

0.65 

0.56 


Obri 

0827000303345000 

9.356 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.356 

3.27 

0.015 

0.07 

0.01 

0.00 

0.00 

0.05 

0.47 

0.60 

0.25 

0.013 

0.71 

0.56 


Od 

0827000303339300 

2.784 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.799 

3.44 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.11 

0.13 

0.13 

0.002 

0.46 

0.39 


Ojri 

0827000103317500 

0.709 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.705 

3.80 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.03 

0.006 

0.66 

0.59 


Oontiya 

0827000103309900 

1.234 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.063 

7.16 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.12 

0.05 

0.006 

0.55 

0.56 


Padampura 

0827000303338000 

1.672 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.672 

3.04 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.00 

0.002 

0.70 

0.58 


Padla Handliya 

0827000303343500 

2.031 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.031 

6.21 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.21 

0.25 

0.11 

0.003 

0.71 

0.60 


Padli Basiya 

0827000403353800 

4.576 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.576 

4.80 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.46 

0.48 

0.08 

0.036 

0.66 

0.64 


Padli Gujareshwar 

0827000403355000 

3.731 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.731 

3.79 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.31 

0.34 

0.08 

0.029 

0.67 

0.62 


Padra 

0827000303339200 

6.321 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.321 

3.39 

0.015 

0.07 

0.02 

0.00 

0.00 

0.00 

0.37 

0.43 

0.28 

0.009 

0.72 

0.61 


Padwa 

0827000303337500 

10.104 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.034 

4.09 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Pagara 

0827000403357200 

3.637 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.020 

3.59 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Pakhroon 

0827000103311800 

3.535 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.535 

5.09 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.28 

0.28 

0.02 

0.020 

0.66 

0.66 


Pal Mahuri 

0827000103311700 

1.298 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.298 

4.91 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.12 

0.05 

0.007 

0.66 

0.67 


Palmandav 

0827000103315400 

5.585 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.466 

3.77 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.44 

0.51 

0.08 

0.043 

0.59 

0.51 


Panchawal 

0827000303332500 

3.688 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.589 

3.49 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.21 

0.25 

0.06 

0.005 

0.60 

0.50 


Panchwati 

0827000303342500 

0.988 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.988 

3.84 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.07 

0.001 

0.72 

0.59 


Parda Gokaliya 

0827000103317300 

3.067 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.067 

3.71 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.24 

0.28 

0.05 

0.024 

0.67 

0.58 


Parda Mehta 

0827000303345500 

4.853 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.853 

5.02 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.36 

0.48 

0.03 

0.007 

0.72 

0.55 


Parda Moru 

0827000103317600 

2.554 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.554 

3.80 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.21 

0.25 

0.04 

0.020 

0.67 

0.58 


Pardamataji 

0827000303348000 

1.699 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.532 

3.81 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.08 

0.05 

0.003 

0.23 

0.15 


Patiyon Ka Vanga 

0827000403353700 

2.606 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.606 

4.79 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.27 

0.28 

0.05 

0.020 

0.67 

0.63 


Patli 

0827000303345300 

0.573 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.573 

3.23 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.01 

0.001 

0.72 

0.55 


Pichholi 

0827000303332600 

2.067 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.067 

4.06 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.15 

0.01 

0.003 

0.61 

0.51 


Pipla Gunj 

0827000303345200 

1.242 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.242 

3.29 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.06 

0.002 

0.71 

0.57 


Pratappura 

0827000303332800 

0.810 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.809 

3.69 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.03 

0.001 

0.65 

0.54 


Punali 

0827000103314500 

8.546 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.527 

3.20 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.15 

0.06 

0.012 

0.10 

0.08 


Ragela 

0827000103315500 

2.389 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.389 

3.69 

0.020 

0.04 

0.01 

0.00 

0.00 

0.01 

0.20 

0.23 

0.13 

0.019 

0.60 

0.52 


Rajgarhi 

0827000103317200 

1.697 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.659 

3.80 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.17 

0.05 

0.013 

0.64 

0.57 


Rajpur 

0827000303344500 

1.806 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.806 

1.75 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.01 

0.002 

0.69 

0.57 



0827000303346200 

3.141 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.131 

6.03 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.000 

0.03 

0.02 


Rama 

0827000103314800 

1.541 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.534 

4.75 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.19 

0.04 

0.012 

0.60 

0.49 


Rangela 

0827000103309800 

0.753 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.050 

6.01 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.04 

0.04 


Rangpur 

0827000403353400 

1.751 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.751 

4.53 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.17 

0.01 

0.014 

0.66 

0.65 


Rangthor 

0827000303343600 

1.862 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.862 

6.14 

0.015 

0.00 

0.00 

0.00 

0.00 

0.04 

0.13 

0.16 

0.00 

0.003 

0.72 

0.59 


Ranoli 

0827000303338200 

3.233 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.233 

3.26 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.18 

0.21 

0.11 

0.004 

0.69 

0.58 


Sagwara Municipality 

0827000342702000 

15.582 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

11.710 

3.53 

0.015 

0.37 

0.02 

0.00 

0.00 

0.02 

0.95 

1.11 

0.30 

0.905 

0.54 

0.46 


Saiyo Ka Talab 

0827000303345700 

3.055 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.055 

3.81 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.17 

0.22 

0.00 

0.004 

0.72 

0.56 


Salampura 

0827000103310100 

1.253 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.253 

5.98 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.11 

0.11 

0.04 

0.007 

0.65 

0.64 


Samota 

0827000103315200 

1.152 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.152 

4.31 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.13 

0.03 

0.009 

0.58 

0.48 


Samota Kaora 

0827000103315100 

1.438 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.438 

4.78 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.18 

0.03 

0.011 

0.59 

0.47 


Sansar Pura 

0827000403354600 

2.375 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.037 

4.78 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.23 

0.03 

0.016 

0.58 

0.51 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Kumela 

0827000403355400 

0.05 

0.00 

1,845.57 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ladsor 

0827000403353100 

0.05 

0.02 

123.82 

0.03 

0.00 

0.03 

0.05 

0.71 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.034 

0.002 

0.032 

0.016 

50.51 

Safe 

Lakshmanpura 

0827000327900015 

0.04 

0.06 

162.19 

0.07 

0.01 

0.08 

0.05 

0.77 

- 

- 

- 

- 

0.011 

0.011 

0.011 

0.088 

0.004 

0.083 

0.022 

26.07 

Safe 

Leemri 

0827000303342000 

0.04 

0.11 

276.18 

0.13 

0.01 

0.14 

0.05 

0.73 

- 

0.0200 

- 

- 

0.015 

0.035 

0.035 

0.176 

0.009 

0.167 

0.137 

82.12 

Semi Critical 



0.05 

0.00 

22,448.98 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.000 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Lolakpura With Chak 

0827000103312200 

0.04 

0.13 

143.13 

0.16 

0.00 

0.16 

0.05 

0.70 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.158 

0.008 

0.151 

0.063 

42.00 

Safe 

Madkola 

0827000327900014 

0.04 

0.07 

162.71 

0.08 

0.00 

0.09 

0.05 

0.77 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.103 

0.005 

0.098 

0.054 

55.48 

Safe 

Mahdwa With Chak 1 & li 

0827000103305700 

0.04 

0.10 

251.81 

0.13 

0.01 

0.14 

0.05 

0.71 

- 

0.0200 

- 

- 

0.007 

0.027 

0.027 

0.166 

0.008 

0.158 

0.118 

75.01 

Semi Critical 

Mai 

0827000403354500 

0.04 

0.02 

684.48 

0.03 

0.00 

0.03 

0.03 

0.56 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.041 

0.002 

0.039 

0.046 

119.14 

Over Exploited 

Malvi 

0827000303337900 

0.04 

0.03 

118.75 

0.04 

0.00 

0.04 

0.05 

0.74 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.040 

0.002 

0.038 

0.026 

66.54 

Safe 

Mandav 

0827000303333700 

0.04 

0.15 

154.59 

0.18 

0.02 

0.19 

0.05 

0.69 

- 

0.0400 

- 

- 

0.012 

0.052 

0.052 

0.246 

0.012 

0.233 

0.214 

91.52 

Critical 

Mandela Nichli 

0827000403353600 

0.04 

0.07 

266.58 

0.08 

0.00 

0.09 

0.05 

0.71 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.089 

0.004 

0.084 

0.028 

33.74 

Safe 

Mandela Upli 

0827000403353500 

0.04 

0.04 

279.38 

0.04 

- 

0.04 

0.05 

0.71 

- 

- 

- 

- 

- 

- 

- 

0.044 

0.002 

0.042 

0.024 

56.65 

Safe 

Margiya Mahura 

0827000103317000 

0.04 

0.00 

388.57 

0.00 

- 

0.00 

0.05 

0.70 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.014 

0.035 

256.53 

Over Exploited 

Matuwet 

0827000303343800 

0.04 

0.05 

(23.56) 

0.04 

0.09 

0.13 

0.05 

0.77 

- 

- 

- 

- 

0.137 

0.137 

0.137 

0.271 

0.014 

0.258 

0.012 

4.85 

Safe 

Mewra 

0827000403364300 

0.07 

0.03 

1,138.16 

0.03 

- 

0.03 

0.02 

0.22 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.041 

0.002 

0.039 

0.046 

115.73 

Over Exploited 

Mowai 

0827000303339000 

0.04 

0.11 

101.76 

0.13 

0.00 

0.13 

0.05 

0.75 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.136 

0.007 

0.129 

0.015 

11.79 

Safe 

Mundela 

0827000403355300 

0.05 

0.05 

333.79 

0.06 

0.01 

0.07 

0.03 

0.40 

- 

- 

- 

- 

0.014 

0.014 

0.014 

0.087 

0.004 

0.083 

0.019 

23.09 

Safe 

Naharpura 

0827000303342100 

0.04 

0.03 

199.62 

0.03 

0.00 

0.04 

0.05 

0.77 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.045 

0.002 

0.042 

0.020 

47.98 

Safe 

Nalwara 

0827000303333000 

0.04 

0.08 

(783,121.33) 

0.10 

0.00 

0.10 

0.04 

0.60 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.105 

0.005 

0.100 

0.024 

24.18 

Safe 

Nandor 

0827000303343100 

0.04 

0.06 

215.66 

0.08 

0.02 

0.09 

0.05 

0.77 

- 

- 

- 

- 

0.027 

0.027 

0.027 

0.122 

0.006 

0.116 

0.003 

2.55 

Safe 

Narata Fala 

0827000403354700 

0.04 

0.00 

2,693.24 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.004 

158.93 

Over Exploited 

Nawa Gaon 

0827000403354300 

0.04 

0.05 

457.42 

0.06 

0.00 

0.06 

0.05 

0.71 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.062 

0.003 

0.059 

0.027 

45.47 

Safe 

Nawa Tapran 

0827000103312100 

0.04 

0.05 

101.99 

0.06 

0.00 

0.06 

0.05 

0.66 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.078 

0.004 

0.075 

0.058 

78.14 

Semi Critical 

Nawaghara 

0827000103310300 

0.05 

0.04 

210.86 

0.05 

0.00 

0.05 

0.05 

0.69 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.062 

0.003 

0.059 

0.052 

89.21 

Semi Critical 

Nogama 

0827000303338900 

0.04 

0.06 

163.76 

0.07 

0.00 

0.07 

0.05 

0.76 

- 

0.0100 

- 

- 

0.001 

0.012 

0.012 

0.081 

0.004 

0.077 

0.070 

90.73 

Critical 

Nokhna 

0827000303333100 

0.04 

0.05 

191.09 

0.06 

0.00 

0.06 

0.05 

0.71 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.071 

0.004 

0.068 

0.040 

59.60 

Safe 

Obri 

0827000303345000 

0.04 

0.27 

120.35 

0.33 

0.06 

0.39 

0.05 

0.76 

- 

0.0500 

- 

- 

0.072 

0.122 

0.122 

0.507 

0.025 

0.482 

0.258 

53.52 

Safe 

Od 

0827000303339300 

0.04 

0.03 

277.63 

0.04 

0.01 

0.05 

0.03 

0.50 

- 

0.0200 

- 

- 

0.004 

0.025 

0.025 

0.078 

0.004 

0.075 

0.127 

171.04 

Over Exploited 

Ojri 

0827000103317500 

0.04 

0.02 

277.30 

0.02 

- 

0.02 

0.05 

0.71 

- 

- 

- 

- 

- 

- 

- 

0.023 

0.001 

0.022 

0.031 

141.73 

Over Exploited 

Oontiya 

0827000103309900 

0.05 

0.03 

301.74 

0.04 

0.00 

0.04 

0.04 

0.59 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.055 

0.003 

0.053 

0.057 

108.53 

Over Exploited 

Padampura 

0827000303338000 

0.04 

0.05 

90.95 

0.06 

- 

0.06 

0.05 

0.75 

- 

- 

- 

- 

- 

- 

- 

0.057 

0.003 

0.054 

0.002 

4.20 

Safe 

Padla Handliya 

0827000303343500 

0.04 

0.06 

323.42 

0.07 

0.01 

0.08 

0.05 

0.77 

- 

0.0200 

- 

- 

0.014 

0.034 

0.034 

0.114 

0.006 

0.109 

0.109 

100.10 

Over Exploited 

Padli Basiya 

0827000403353800 

0.04 

0.12 

289.73 

0.15 

0.01 

0.15 

0.05 

0.71 

- 

0.0200 

- 

- 

0.010 

0.030 

0.030 

0.185 

0.009 

0.175 

0.116 

66.07 

Safe 

Padli Gujareshwar 

0827000403355000 

0.04 

0.10 

233.95 

0.12 

0.00 

0.12 

0.05 

0.72 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.136 

0.007 

0.129 

0.105 

81.74 

Semi Critical 

Padra 

0827000303339200 

0.04 

0.19 

132.77 

0.22 

0.02 

0.25 

0.05 

0.77 

- 

0.0500 

- 

- 

0.007 

0.057 

0.057 

0.304 

0.015 

0.289 

0.292 

100.93 

Over Exploited 

Padwa 

0827000303337500 

0.04 

0.00 

75,112.05 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pagara 

0827000403357200 

0.04 

0.00 

54,435.10 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pakhroon 

0827000103311800 

0.05 

0.12 

139.90 

0.14 

0.00 

0.14 

0.05 

0.71 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.143 

0.007 

0.136 

0.035 

25.95 

Safe 

Pal Mahuri 

0827000103311700 

0.05 

0.04 

167.04 

0.05 

- 

0.05 

0.05 

0.71 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.062 

0.003 

0.059 

0.061 

104.78 

Over Exploited 

Palmandav 

0827000103315400 

0.04 

0.13 

291.05 

0.16 

0.01 

0.17 

0.05 

0.64 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.197 

0.010 

0.187 

0.127 

67.82 

Safe 

Panchawal 

0827000303332500 

0.04 

0.09 

901,937.21 

0.11 

0.00 

0.11 

0.05 

0.65 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.115 

0.006 

0.109 

0.067 

61.14 

Safe 

Panchwati 

0827000303342500 

0.04 

0.03 

219.78 

0.04 

0.00 

0.04 

0.05 

0.78 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.047 

0.002 

0.045 

0.069 

155.07 

Over Exploited 

Parda Gokaliya 

0827000103317300 

0.04 

0.08 

240.06 

0.10 

0.00 

0.10 

0.05 

0.71 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.118 

0.006 

0.112 

0.070 

62.72 

Safe 

Parda Mehta 

0827000303345500 

0.04 

0.14 

235.65 

0.17 

0.01 

0.18 

0.05 

0.77 

- 

0.0100 

- 

- 

0.017 

0.027 

0.027 

0.209 

0.010 

0.199 

0.041 

20.44 

Safe 

Parda Moru 

0827000103317600 

0.04 

0.07 

252.82 

0.08 

0.00 

0.09 

0.05 

0.72 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.089 

0.004 

0.084 

0.058 

68.75 

Safe 

Pardamataji 

0827000303348000 

0.07 

0.01 

747.05 

0.01 

- 

0.01 

0.02 

0.25 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.021 

0.001 

0.020 

0.057 

288.69 

Over Exploited 

Patiyon Ka Vanga 

0827000403353700 

0.04 

0.07 

304.78 

0.08 

0.00 

0.09 

0.05 

0.71 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.100 

0.005 

0.095 

0.066 

70.19 

Semi Critical 

Patli 

0827000303345300 

0.04 

0.02 

114.60 

0.02 

- 

0.02 

0.06 

0.78 

- 

- 

- 

- 

- 

- 

- 

0.020 

0.001 

0.019 

0.011 

55.62 

Safe 

Pichholi 

0827000303332600 

0.04 

0.05 

183.55 

0.06 

0.00 

0.07 

0.05 

0.67 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.072 

0.004 

0.068 

0.008 

11.45 

Safe 

Pipla Gunj 

0827000303345200 

0.04 

0.04 

179.18 

0.04 

0.00 

0.04 

0.05 

0.77 

- 

0.0100 

- 

- 

0.000 

0.011 

0.011 

0.054 

0.003 

0.052 

0.060 

115.54 

Over Exploited 

Pratappura 

0827000303332800 

0.04 

0.02 

199.84 

0.03 

0.00 

0.03 

0.05 

0.70 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.038 

0.002 

0.036 

0.030 

83.36 

Semi Critical 

Punali 

0827000103314500 

0.04 

0.01 

173,567.13 

0.01 

- 

0.01 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.067 

406.51 

Over Exploited 

Ragela 

0827000103315500 

0.04 

0.06 

299.44 

0.07 

0.02 

0.08 

0.05 

0.65 

- 

0.0200 

- 

- 

0.008 

0.028 

0.028 

0.112 

0.006 

0.107 

0.145 

135.54 

Over Exploited 

Rajgarhi 

0827000103317200 

0.04 

0.04 

283.95 

0.05 

- 

0.05 

0.05 

0.69 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.062 

0.003 

0.059 

0.063 

107.62 

Over Exploited 

Raj pur 

0827000303344500 

0.04 

0.05 

6.69 

0.05 

0.00 

0.06 

0.05 

0.74 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.061 

0.003 

0.058 

0.012 

21.68 

Safe 


0827000303346200 

0.05 

0.00 

8,610.08 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rama 

0827000103314800 

0.04 

0.04 

409.92 

0.04 

0.00 

0.05 

0.05 

0.65 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.057 

0.003 

0.054 

0.050 

91.93 

Critical 

Rangela 

0827000103309800 

0.05 

0.00 

4,103.46 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

2,637.13 

Over Exploited 

Rangpur 

0827000403353400 

0.04 

0.05 

260.32 

0.06 

0.00 

0.06 

0.05 

0.71 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.062 

0.003 

0.059 

0.022 

37.09 

Safe 

Rangthor 

0827000303343600 

0.04 

0.05 

192.92 

0.07 

0.04 

0.11 

0.05 

0.77 

- 

- 

- 

- 

0.059 

0.059 

0.059 

0.165 

0.008 

0.156 

0.003 

1.63 

Safe 

Ranoli 

0827000303338200 

0.04 

0.09 

128.71 

0.11 

0.01 

0.12 

0.05 

0.75 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.147 

0.007 

0.139 

0.110 

79.32 

Semi Critical 

Sagwara Municipality 

0827000342702000 

0.04 

0.26 

330.37 

0.31 

0.04 

0.35 

0.04 

0.58 

- 

0.0600 

- 

- 

0.027 

0.087 

0.087 

0.436 

0.022 

0.414 

1.205 

291.05 

Over Exploited 

Saiyo Ka Talab 

0827000303345700 

0.04 

0.09 

138.72 

0.11 

0.01 

0.11 

0.06 

0.78 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.123 

0.006 

0.117 

0.004 

3.56 

Safe 

Salampura 

0827000103310100 

0.05 

0.04 

170.58 

0.05 

0.01 

0.06 

0.05 

0.70 

- 

0.0100 

- 

- 

0.020 

0.030 

0.030 

0.092 

0.005 

0.087 

0.043 

49.52 

Safe 

Samota 

0827000103315200 

0.04 

0.03 

392.55 

0.03 

- 

0.03 

0.05 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.043 

0.002 

0.041 

0.043 

105.98 

Over Exploited 

Samota Kaora 

0827000103315100 

0.04 

0.03 

427.89 

0.04 

0.00 

0.04 

0.05 

0.64 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.054 

0.003 

0.051 

0.045 

87.95 

Semi Critical 

Sansar Pura 

0827000403354600 

0.04 

0.05 

380.47 

0.06 

0.00 

0.06 

0.04 

0.62 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.073 

0.004 

0.069 

0.045 

65.24 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Sarkan Kopcha With Chak 

0827000103312300 

1.911 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.284 

1.97 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.01 

0.010 

0.45 

0.44 


Sarkan Sai 

0827000103305200 

3.166 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.015 

4.01 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Selaj 

0827000103316800 

5.962 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.934 

3.11 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.39 

0.40 

0.01 

0.047 

0.66 

0.63 


Semaliyaghata 

0827000303348500 

3.157 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

9.41 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Shivpuri 

0827000327900016 

0.395 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.395 

3.57 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.72 

0.61 


Siloi 

0827000303347600 

4.956 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.206 

4.57 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.46 

0.69 

0.35 

0.023 

0.63 

0.42 


Surajgaon 

0827000303346000 

5.852 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.850 

4.80 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.46 

0.63 

0.19 

0.008 

0.73 

0.53 







Non-command 

Gneisses(B.G.C) 

0.002 

4.80 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Surata 

0827000403354400 

3.870 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.731 

5.73 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.45 

0.53 

0.03 

0.029 

0.66 

0.56 


Surela 

0827000303333800 

4.127 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.461 

2.13 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.01 

0.002 

0.23 

0.19 


Talaiya 

0827000103316400 

3.749 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.749 

3.93 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.31 

0.35 

0.05 

0.029 

0.64 

0.58 


Tamtiya 

0827000303338700 

4.625 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.625 

5.26 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.40 

0.47 

0.16 

0.006 

0.70 

0.59 


Teetwa 

0827000303339100 

2.305 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.968 

3.35 

0.015 

0.02 

0.01 

0.00 

0.00 

0.00 

0.11 

0.13 

0.09 

0.003 

0.61 

0.51 


Thaiyata 

0827000103317100 

3.142 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.139 

2.50 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.19 

0.03 

0.025 

0.65 

0.61 


Thakarda 

0827000303343300 

4.953 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.953 

6.08 

0.015 

0.13 

0.02 

0.00 

0.00 

0.00 

0.56 

0.67 

0.52 

0.007 

0.71 

0.60 


Tham Ka Talab 

0827000403364200 

4.403 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.812 

5.06 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.01 

0.005 

0.13 

0.10 


Udaipura Khalsa 

0827000303342700 

1.122 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.122 

4.87 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.10 

0.12 

0.09 

0.002 

0.72 

0.60 


Udaipura Mafi 

0827000303342800 

1.783 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.783 

3.99 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.14 

0.02 

0.002 

0.72 

0.58 


Upar Gamiya 

0827000103311300 

1.349 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.051 

5.60 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 


Vaje Pura 

0827000103310200 

0.483 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.483 

7.03 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.02 

0.003 

0.65 

0.65 


Vaniyap 

0827000303347700 

2.842 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.356 

4.35 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.22 

0.12 

0.008 

0.35 

0.23 


Vanori 

0827000303341900 

2.503 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.791 

5.03 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.15 

0.17 

0.06 

0.002 

0.51 

0.44 


Varda 

0827000303344300 

8.759 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.759 

4.80 

0.015 

0.12 

0.02 

0.00 

0.00 

0.00 

0.73 

0.87 

0.46 

0.012 

0.68 

0.57 


Vasuwa 

0827000103311900 

2.892 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.892 

4.72 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.21 

0.21 

0.03 

0.017 

0.67 

0.66 


Vedsa 

0827000403358200 

12.713 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.423 

5.77 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.01 

0.002 

0.02 

0.02 


Veeri With Chak 

0827000103312000 

0.099 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.099 

3.60 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.001 

0.66 

0.66 


Venja 

0827000403355200 

2.506 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.471 

3.25 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.12 

0.14 

0.02 

0.014 

0.66 

0.60 


Vikas Nagar 

0827000103311400 

6.627 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.895 

5.60 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.51 

0.51 

0.04 

0.034 

0.58 

0.58 


Vi rat 

0827000303343900 

2.045 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.045 

2.81 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.13 

0.16 

0.20 

0.003 

0.71 

0.57 


Wada Punali 

0827000103314400 

3.878 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.002 

2.79 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 

Sub Basin: Som | 

09006039 

Bora-Talab 

0826000803243400 

3.868 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

3.67 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

0.081 

3.67 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Bori 

0826000803243100 

3.303 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.007 

3.55 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.02 

0.004 

0.20 

0.18 






Jaisamand 

Command 

Gneisses(B.G.C) 

0.738 

3.55 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.01 

0.003 

0.14 

0.13 


Bori-Gamra 

0826000803243000 

2.180 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.369 

3.53 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.11 

0.10 


Dhaora 

0826000803241900 

2.373 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.166 

3.39 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.12 

0.13 

0.05 

0.008 

0.59 

0.55 


Gara Saktawat 

0827000203324100 

3.293 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.007 

4.82 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ghater 

0826000803242300 

4.503 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.543 

3.34 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.22 

0.23 

0.20 

0.014 

0.51 

0.47 


Harmatya Kalan 

0826000803242200 

6.724 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.690 

3.40 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.02 

0.003 

0.07 

0.06 







Non-command 

Gneisses(B.G.C) 

6.034 

3.40 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.33 

0.35 

0.09 

0.023 

0.58 

0.54 


Jharap 

0826000803243300 

2.844 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.768 

3.49 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.02 

0.003 

0.17 

0.16 







Non-command 

Gneisses(B.G.C) 

0.329 

3.49 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.07 

0.07 


Kenar 

0826000803236300 

3.004 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.002 

2.30 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kookra 

0826000803231000 

0.022 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.022 

2.49 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.65 

0.60 


Kyara 

0826000803241800 

1.015 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.943 

3.17 

0.015 

0.02 

0.01 

0.00 

0.00 

0.01 

0.05 

0.05 

0.08 

0.004 

0.60 

0.56 


Malpur 

0826000803232500 

24.676 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.806 

2.94 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.19 

0.01 

0.015 

0.10 

0.09 


Mander 

0826000803242100 

10.601 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.288 

2.47 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.00 

0.005 

0.08 

0.07 


Matasula 

0826000803243200 

9.994 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.297 

5.13 

0.018 

0.05 

0.01 

0.00 

0.00 

0.00 

0.43 

0.46 

0.19 

0.017 

0.28 

0.26 







Non-command 

Gneisses(B.G.C) 

2.251 

5.13 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.21 

0.06 

0.009 

0.15 

0.14 


Panwa 

0826000803230900 

0.105 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.104 

3.09 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.000 

0.63 

0.59 


Sanjela 

0826000803242000 

0.629 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.629 

3.48 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.002 

0.64 

0.60 


Selpur 

0826000803231200 

2.100 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.083 

2.77 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.02 


Suthariya 

0826000803242400 

1.671 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.428 

3.49 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.002 

0.16 

0.15 


Thootha-Mahoora 

0826000803241700 

0.609 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.507 

2.92 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.08 

0.002 

0.54 

0.50 


Ven 

0826000803232700 

1.114 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.098 

2.66 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.06 

0.05 

09006040 

Ambuja 

0826000503152100 

10.929 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.846 

2.29 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.69 

0.45 

0.05 

0.019 

0.49 

0.75 


Bagruwa 

0826000903248700 

6.182 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.005 

1.19 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ballabh 

0826000503166900 

3.313 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.191 

1.94 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.04 

0.04 


Banoo 

0826000503163600 

7.276 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.330 

2.42 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.02 

0.04 


Basa 

0826000803222800 

3.733 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.480 

4.39 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.04 

0.002 

0.08 

0.10 


Basu 

0826000503162600 

11.427 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.125 

1.50 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Bemla 

0826000503166000 

3.738 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.029 

1.97 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 







Non-command 

Gneisses(B.G.C) 

0.116 

1.97 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Bhalawaton Ka Gurha 

0826000503161800 

4.045 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.824 

1.90 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.16 

0.04 

0.007 

0.51 

0.74 







Non-command 

Gneisses(B.G.C) 

0.091 

1.90 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Bhalon Ka Gurha 

0826000503150800 

7.922 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.061 

3.64 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.02 

0.002 

0.07 

0.11 







Non-command 

Gneisses(B.G.C) 

3.498 

3.64 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.27 

0.18 

0.07 

0.007 

0.24 

0.36 





Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Sarkan Kopcha With Chak 

0827000103312300 

0.04 

0.02 

161.76 

0.03 

- 

0.03 

0.03 

0.48 

- 

- 

- 

- 

- 

- 

- 

0.028 

0.001 

0.027 

0.018 

67.81 

Safe 

Sarkan Sai 

0827000103305200 

0.04 

0.00 

64,297.57 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Selaj 

0827000103316800 

0.04 

0.16 

156.41 

0.19 

0.00 

0.19 

0.05 

0.70 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.192 

0.010 

0.183 

0.060 

32.61 

Safe 

Semaliyaghata 

0827000303348500 

0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Shivpuri 

0827000327900016 

0.04 

0.01 

113.40 

0.01 

- 

0.01 

0.05 

0.77 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.013 

0.011 

79.56 

Semi Critical 

Siloi 

0827000303347600 

0.07 

0.19 

259.27 

0.23 

0.01 

0.24 

0.06 

0.68 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.301 

0.015 

0.286 

0.369 

129.23 

Over Exploited 

Surajgaon 

0827000303346000 

0.04 

0.18 

258.76 

0.21 

0.01 

0.22 

0.06 

0.79 

- 

0.0400 

- 

- 

0.002 

0.042 

0.042 

0.264 

0.013 

0.251 

0.195 

77.80 

Semi Critical 



0.05 

0.00 

851,115.64 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Surata 

0827000403354400 

0.04 

0.10 

429.36 

0.12 

0.00 

0.12 

0.04 

0.71 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.133 

0.007 

0.126 

0.063 

50.21 

Safe 

Surela 

0827000303333800 

0.04 

0.01 

314.78 

0.02 

0.00 

0.02 

0.02 

0.25 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.017 

0.001 

0.016 

0.012 

74.45 

Semi Critical 

Talaiya 

0827000103316400 

0.04 

0.10 

255.05 

0.12 

0.00 

0.12 

0.05 

0.69 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.135 

0.007 

0.128 

0.079 

62.03 

Safe 

Tamtiya 

0827000303338700 

0.04 

0.13 

255.33 

0.16 

0.01 

0.17 

0.05 

0.76 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.201 

0.010 

0.191 

0.164 

86.14 

Semi Critical 

Teetwa 

0827000303339100 

0.04 

0.05 

163.25 

0.06 

0.01 

0.07 

0.04 

0.65 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.089 

0.004 

0.084 

0.089 

105.18 

Over Exploited 

Thaiyata 

0827000103317100 

0.04 

0.08 

127.18 

0.10 

0.00 

0.10 

0.05 

0.70 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.113 

0.006 

0.107 

0.059 

54.55 

Safe 

Thakarda 

0827000303343300 

0.04 

0.14 

360.62 

0.17 

0.02 

0.20 

0.05 

0.76 

- 

0.1000 

- 

- 

0.006 

0.106 

0.106 

0.304 

0.015 

0.289 

0.530 

183.41 

Over Exploited 

Tham Ka Talab 

0827000403364200 

0.07 

0.01 

1,251.68 

0.01 

- 

0.01 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.009 

0.012 

130.32 

Over Exploited 

Udaipura Khalsa 

0827000303342700 

0.04 

0.03 

248.05 

0.04 

0.01 

0.05 

0.05 

0.77 

- 

0.0200 

- 

- 

0.009 

0.029 

0.029 

0.075 

0.004 

0.071 

0.096 

133.98 

Over Exploited 

Udaipura Mafi 

0827000303342800 

0.04 

0.05 

173.84 

0.06 

0.00 

0.06 

0.06 

0.78 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.067 

0.003 

0.063 

0.026 

41.69 

Safe 

Upar Gamiya 

0827000103311300 

0.05 

0.00 

6,559.87 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Vaje Pura 

0827000103310200 

0.05 

0.02 

271.16 

0.02 

0.00 

0.02 

0.05 

0.69 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.025 

0.001 

0.024 

0.027 

112.16 

Over Exploited 

Vaniyap 

0827000303347700 

0.07 

0.03 

533.45 

0.04 

0.00 

0.04 

0.03 

0.38 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.065 

0.003 

0.061 

0.130 

210.96 

Over Exploited 

Vanori 

0827000303341900 

0.04 

0.04 

357.47 

0.05 

0.01 

0.05 

0.04 

0.55 

- 

0.0100 

- 

- 

0.013 

0.023 

0.023 

0.077 

0.004 

0.073 

0.063 

86.57 

Semi Critical 

Varda 

0827000303344300 

0.04 

0.25 

254.58 

0.29 

0.02 

0.32 

0.05 

0.73 

- 

0.0900 

- 

- 

0.003 

0.093 

0.093 

0.409 

0.020 

0.388 

0.476 

122.55 

Over Exploited 

Vasuwa 

0827000103311900 

0.05 

0.10 

115.47 

0.12 

0.01 

0.12 

0.05 

0.71 

- 

0.0100 

- 

- 

0.011 

0.021 

0.021 

0.144 

0.007 

0.136 

0.050 

36.39 

Safe 

Vedsa 

0827000403358200 

0.07 

0.00 

8,225.65 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.000 

- 

- 

0.001 

0.000 

0.001 

0.016 

1,946.57 

Over Exploited 

Veeri With Chak 

0827000103312000 

0.04 

0.00 

555.44 

0.00 

- 

0.00 

0.05 

0.71 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.026 

851.61 

Over Exploited 

Venja 

0827000403355200 

0.05 

0.08 

66.94 

0.10 

0.01 

0.10 

0.04 

0.71 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.113 

0.006 

0.108 

0.038 

35.50 

Safe 

Vikas Nagar 

0827000103311400 

0.05 

0.17 

195.58 

0.21 

0.01 

0.21 

0.04 

0.62 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.228 

0.011 

0.217 

0.073 

33.65 

Safe 

Vi rat 

0827000303343900 

0.04 

0.06 

163.56 

0.07 

0.01 

0.08 

0.05 

0.76 

- 

0.0400 

- 

- 

0.000 

0.040 

0.040 

0.121 

0.006 

0.115 

0.205 

177.49 

Over Exploited 

Wada Punali 

0827000103314400 

0.04 

0.00 

403,223.76 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 


Sub Basin: Som | 

Bora-Talab 

0826000803243400 

0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.00 

7,989.66 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

4,898.99 

Over Exploited 

Bori 

0826000803243100 

0.05 

0.01 

540.89 

0.01 

- 

0.01 

0.01 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.012 

0.022 

179.67 

Over Exploited 



0.05 

0.01 

638.21 

0.01 

- 

0.01 

0.01 

0.15 

- 

- 

0.0072 

0.0087 

- 

0.016 

0.016 

0.023 

0.001 

0.022 

0.015 

68.63 

Safe 

Bori-Gamra 

0826000803243000 

0.05 

0.00 

868.34 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.002 

0.007 

299.01 

Over Exploited 

Dhaora 

0826000803241900 

0.05 

0.07 

109,916.79 

0.08 

0.01 

0.09 

0.04 

0.63 

- 

0.0100 

- 

- 

0.013 

0.023 

0.023 

0.114 

0.006 

0.108 

0.062 

57.65 

Safe 

Gara Saktawat 

0827000203324100 

0.02 

0.00 

212,056.65 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ghater 

0826000803242300 

0.05 

0.10 

(59.19) 

0.12 

0.01 

0.13 

0.04 

0.54 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.166 

0.008 

0.158 

0.209 

132.05 

Over Exploited 

Harmatya Kalan 

0826000803242200 

0.05 

0.00 

2,104.63 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.022 

765.97 

Over Exploited 



0.05 

0.19 

86.30 

0.23 

0.01 

0.24 

0.04 

0.62 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.256 

0.013 

0.243 

0.116 

47.79 

Safe 

Jharap 

0826000803243300 

0.05 

0.01 

739.32 

0.01 

- 

0.01 

0.01 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.008 

0.027 

325.48 

Over Exploited 



0.05 

0.00 

1,288.39 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.007 

481.30 

Over Exploited 

Kenar 

0826000803236300 

0.05 

0.00 

269,476.97 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kookra 

0826000803231000 

0.05 

0.00 

17.27 

0.00 

- 

0.00 

0.05 

0.69 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.006 

711.70 

Over Exploited 

Kyara 

0826000803241800 

0.05 

0.03 

66.59 

0.04 

0.02 

0.05 

0.04 

0.64 

- 

0.0200 

- 

- 

0.011 

0.031 

0.031 

0.086 

0.004 

0.081 

0.085 

104.16 

Over Exploited 

Malpur 

0826000803232500 

0.05 

0.02 

635.32 

0.02 

- 

0.02 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.024 

0.001 

0.023 

0.024 

102.59 

Over Exploited 

Mander 

0826000803242100 

0.05 

0.01 

842.90 

0.01 

- 

0.01 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.006 

0.005 

80.11 

Semi Critical 

Matasula 

0826000803243200 

0.05 

0.06 

605.53 

0.08 

0.01 

0.09 

0.02 

0.30 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.128 

0.006 

0.121 

0.204 

167.82 

Over Exploited 



0.05 

0.02 

1,075.18 

0.02 

- 

0.02 

0.01 

0.16 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.031 

0.002 

0.030 

0.069 

231.94 

Over Exploited 

Panwa 

0826000803230900 

0.05 

0.00 

46.70 

0.00 

- 

0.00 

0.05 

0.68 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.006 

158.39 

Over Exploited 

Sanjela 

0826000803242000 

0.05 

0.02 

60.73 

0.03 

- 

0.03 

0.05 

0.69 

- 

- 

- 

- 

- 

- 

- 

0.026 

0.001 

0.025 

0.017 

69.82 

Safe 

Selpur 

0826000803231200 

0.05 

0.00 

3,150.26 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Suthariya 

0826000803242400 

0.05 

0.00 

814.41 

0.00 

- 

0.00 

0.01 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.004 

0.020 

452.96 

Over Exploited 

Thootha-Mahoora 

0826000803241700 

0.05 

0.01 

48,515.08 

0.02 

- 

0.02 

0.04 

0.57 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.027 

0.001 

0.026 

0.080 

306.60 

Over Exploited 

Ven 

0826000803232700 

0.05 

0.00 

1,322.28 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ambuja 

0826000503152100 

0.07 

0.31 

########## 

0.38 

0.00 

0.38 

0.04 

0.53 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.397 

0.020 

0.377 

0.068 

18.09 

Safe 

Bagruwa 

0826000903248700 

0.04 

0.00 

94,096.08 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ballabh 

0826000503166900 

0.06 

0.00 

1,392.76 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

1,609.19 

Over Exploited 

Banoo 

0826000503163600 

0.06 

0.00 

2,167.07 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Basa 

0826000803222800 

0.05 

0.00 

1,544.43 

0.00 

- 

0.00 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.012 

0.041 

344.75 

Over Exploited 

Basu 

0826000503162600 

0.06 

0.00 

270,622.56 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bemla 

0826000503166000 

0.07 

0.00 

14,800.22 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

2,779.67 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

2,966.12 

Over Exploited 

Bhalawaton Ka Gurha 

0826000503161800 

0.07 

0.13 

18,874.25 

0.15 

- 

0.15 

0.04 

0.56 

- 

- 

- 

- 

- 

- 

- 

0.152 

0.008 

0.145 

0.050 

34.86 

Safe 



0.06 

0.00 

3,489.44 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhalon Ka Gurha 

0826000503150800 

0.07 

0.00 

1,559.27 

0.01 

- 

0.01 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.024 

427.34 

Over Exploited 



0.06 

0.05 

263.09 

0.06 

- 

0.06 

0.02 

0.25 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.069 

0.003 

0.066 

0.079 

119.95 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Bhekra 

082600050316170C 

1.546 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.851 

2.78 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.05 

0.002 

0.29 

0.44 







Non-command 

Gneisses(B.G.C) 

0.467 

2.78 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.03 

0.001 

0.16 

0.24 


Budal 

082600050316300C 

8.509 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.182 

1.94 

0.030 

0.03 

0.00 

0.00 

0.00 

0.00 

0.51 

0.38 

0.11 

0.016 

0.55 

0.72 







Non-command 

Gneisses(B.G.C) 

0.039 

1.94 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Buthel 

082600050316680C 

5.621 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.454 

2.71 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.12 

0.06 

0.005 

0.27 

0.33 


Chansda 

082600050316240C 

3.990 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.244 

1.74 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.14 

0.06 

0.006 

0.45 

0.63 







Non-command 

Gneisses(B.G.C) 

0.747 

1.74 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.001 

0.10 

0.14 


Charmar 

0826000503166300 

2.823 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.956 

1.85 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.04 

0.002 

0.20 

0.25 


Chhota Bhalo Ka Gurha 

0826000503150900 

2.980 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.943 

4.34 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.12 

0.03 

0.004 

0.35 

0.53 


Dakan Kotra 

0826000503160900 

10.811 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.398 

3.65 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.001 

0.02 

0.03 


Damron Ka Gurha 

0826000503162100 

2.841 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.841 

1.68 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.10 

0.01 

0.006 

0.55 

0.77 


Dantisar 

0826000503166500 

5.231 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.210 

2.33 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.27 

0.22 

0.11 

0.010 

0.61 

0.75 


Dedkiya 

0826000503152000 

6.617 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.617 

1.87 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.39 

0.26 

0.06 

0.013 

0.54 

0.82 


Deoda 

0826000503161900 

6.593 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.017 

1.98 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.31 

0.22 

0.05 

0.010 

0.42 

0.59 







Non-command 

Gneisses(B.G.C) 

1.269 

1.98 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.01 

0.002 

0.11 

0.15 


Eklingpura 

0826000903246600 

6.327 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.020 

1.63 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gowala 

0826000603177000 

2.784 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.048 

2.72 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

0.720 

2.72 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.001 

0.14 

0.20 


Hariyao 

0826000603177100 

3.632 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.241 

4.20 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.02 

0.002 

0.18 

0.28 


Jagat 

0826000503162800 

26.394 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.141 

1.89 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

10.613 

1.89 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.48 

0.38 

0.34 

0.021 

0.24 

0.30 


Jaspura 

0826000503162000 

0.933 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.929 

1.76 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.01 

0.002 

0.55 

0.76 


Jhali Ka Gurha 

0826000503161100 

5.680 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.556 

1.75 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.31 

0.23 

0.05 

0.011 

0.55 

0.76 







Non-command 

Gneisses(B.G.C) 

0.123 

1.75 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Jhamar Kotra 

0826000503161500 

11.693 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.440 

1.62 

0.030 

0.03 

0.00 

0.00 

0.00 

0.00 

0.54 

0.37 

0.11 

0.020 

0.48 

0.70 


Jodhpuriya 

0826000503162500 

2.402 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.805 

1.67 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.002 

0.19 

0.25 







Non-command 

Gneisses(B.G.C) 

1.597 

1.67 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.02 

0.003 

0.38 

0.50 


Kalarwas 

0826000503152300 

5.624 

Fresh 

Non-command 

Non-command 

Limestone 

0.002 

2.00 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kanpur 

0826000503151900 

15.020 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.696 

1.58 

0.030 

0.04 

0.00 

0.00 

0.00 

0.00 

0.22 

0.14 

0.17 

0.007 

0.13 

0.20 







Non-command 

Limestone 

2.405 

1.58 

0.040 

0.05 

0.00 

0.00 

0.00 

0.00 

0.20 

0.13 

0.21 

0.005 

0.09 

0.13 


Karakala 

0826000503166700 

0.884 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.884 

3.22 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.07 

0.002 

0.62 

0.76 


Kara kali 

0826000803222700 

7.654 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.156 

3.45 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.24 

0.19 

0.07 

0.016 

0.34 

0.42 


Karget 

0826000503161600 

17.743 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.768 

2.73 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.89 

0.60 

0.02 

0.021 

0.32 

0.49 







Non-command 

Gneisses(B.G.C) 

4.988 

2.73 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.18 

0.01 

0.010 

0.15 

0.23 


Keora Kalan 

0826000903246300 

7.961 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.059 

2.52 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Keora Khurd 

0826000903246400 

1.904 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.030 

2.05 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Kharwa 

0826000503161000 

18.322 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

12.956 

1.91 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.76 

0.54 

0.06 

0.025 

0.40 

0.55 


Kheri 

0826000503166400 

6.954 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.047 

2.16 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 







Non-command 

Gneisses(B.G.C) 

6.762 

2.16 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.32 

0.26 

0.14 

0.013 

0.59 

0.73 


Kiyawaton Ka Phala 

0826000503164800 

1.033 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.432 

1.88 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.001 

0.25 

0.31 


Kojon Ka Gurha 

0826000503163400 

3.817 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.674 

2.08 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.13 

0.05 

0.005 

0.39 

0.54 







Non-command 

Gneisses(B.G.C) 

0.397 

2.08 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.06 

0.08 


Kot 

0826000503166200 

5.096 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.231 

1.87 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.03 

0.03 







Non-command 

Gneisses(B.G.C) 

0.306 

1.87 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.04 

0.04 


Lakarwas 

0826000503151100 

11.221 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.536 

3.42 

0.030 

0.11 

0.02 

0.00 

0.00 

0.00 

0.86 

0.57 

0.42 

0.015 

0.36 

0.54 


Lalpura 

0826000503163200 

2.028 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.727 

1.97 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.05 

0.003 

0.48 

0.65 


Malki Toos 

0826000603176500 

5.715 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.642 

4.32 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.26 

0.17 

0.09 

0.005 

0.34 

0.53 


Mamadeo 

0826000503162200 

8.192 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.983 

1.67 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.19 

0.01 

0.010 

0.34 

0.46 







Non-command 

Gneisses(B.G.C) 

3.060 

1.67 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.01 

0.006 

0.21 

0.28 


Manpura 

0826000503161200 

2.620 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.620 

1.92 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.11 

0.07 

0.005 

0.55 

0.80 


Matoon 

0826000503151300 

3.929 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.258 

2.61 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.09 

0.002 

0.17 

0.26 


Nakoli 

0826000903246500 

5.157 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.157 

1.98 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.15 

0.02 

0.018 

0.55 

0.80 


Panwari 

0826000503151200 

10.047 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.101 

2.77 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

0.745 

2.77 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.001 

0.04 

0.06 


Parola 

0826000503161300 

5.881 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.736 

1.92 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.28 

0.19 

0.02 

0.009 

0.43 

0.65 







Non-command 

Gneisses(B.G.C) 

0.806 

1.92 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.002 

0.07 

0.11 


Partal 

0826000503163100 

2.834 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.462 

2.00 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.11 

0.01 

0.005 

0.49 

0.66 







Non-command 

Gneisses(B.G.C) 

0.104 

2.00 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 


Phalet 

0826000603176900 

7.533 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.263 

3.13 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.01 

0.002 

0.09 

0.13 







Non-command 

Gneisses(B.G.C) 

6.040 

3.13 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.19 

0.01 

0.009 

0.43 

0.64 


Rajpura 

0826000603176800 

3.722 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.639 

4.04 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.15 

0.03 

0.005 

0.52 

0.80 


Rorda 

0826000503166600 

7.884 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.661 

2.49 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.31 

0.25 

0.16 

0.011 

0.44 

0.55 


Sakroda 

0826000503150700 

10.051 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.234 

4.45 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.000 

0.01 

0.02 


Sameta 

0826000503151000 

7.426 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.216 

1.86 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.17 

0.02 

0.008 

0.31 

0.45 







Non-command 

Gneisses(B.G.C) 

2.126 

1.86 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.01 

0.004 

0.15 

0.23 


Sathpur Gujran 

0826000503161400 

11.171 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.216 

1.66 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.15 

0.00 

0.008 

0.21 

0.29 







Non-command 

Gneisses(B.G.C) 

5.746 

1.66 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.14 

0.01 

0.011 

0.28 

0.40 


Sathpur Meenan 

0826000503162300 

4.742 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.001 

1.67 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Bhekra 

0826000503161700 

0.07 

0.02 

32,616.48 

0.02 

- 

0.02 

0.02 

0.32 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.029 

0.001 

0.028 

0.052 

185.26 

Over Exploited 



0.06 

0.00 

429.78 

0.01 

- 

0.01 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.030 

579.24 

Over Exploited 

Budal 

0826000503163000 

0.07 

0.29 

30.73 

0.35 

- 

0.35 

0.05 

0.60 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.362 

0.018 

0.344 

0.124 

36.05 

Safe 



0.06 

0.00 

17,524.64 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Buthel 

0826000503166800 

0.06 

0.04 

215.26 

0.05 

- 

0.05 

0.02 

0.29 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.057 

0.003 

0.055 

0.061 

111.52 

Over Exploited 

Chansda 

0826000503162400 

0.07 

0.10 

42.54 

0.12 

- 

0.12 

0.04 

0.49 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.126 

0.006 

0.119 

0.067 

56.41 

Safe 



0.06 

0.00 

301.18 

0.01 

- 

0.01 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.005 

0.015 

289.41 

Over Exploited 

Charmar 

0826000503166300 

0.06 

0.01 

213.21 

0.01 

- 

0.01 

0.02 

0.22 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.024 

0.001 

0.023 

0.042 

184.06 

Over Exploited 

Chhota Bhalo Ka Gurha 

0826000503150900 

0.06 

0.04 

188.91 

0.05 

- 

0.05 

0.03 

0.37 

- 

- 

- 

- 

- 

- 

- 

0.049 

0.002 

0.046 

0.029 

62.44 

Safe 

Dakan Kotra 

0826000503160900 

0.07 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.011 

2,082.10 

Over Exploited 

Damron Ka Gurha 

0826000503162100 

0.07 

0.10 

0.48 

0.10 

- 

0.10 

0.05 

0.60 

- 

- 

- 

- 

- 

- 

- 

0.104 

0.005 

0.098 

0.013 

12.77 

Safe 

Dantisar 

0826000503166500 

0.06 

0.19 

15.34 

0.22 

0.00 

0.22 

0.05 

0.66 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.233 

0.012 

0.222 

0.118 

53.36 

Safe 

Dedkiya 

0826000503152000 

0.07 

0.23 

10.92 

0.26 

0.00 

0.26 

0.04 

0.59 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.272 

0.014 

0.258 

0.073 

28.23 

Safe 

Deoda 

0826000503161900 

0.07 

0.14 

34,670.46 

0.16 

- 

0.16 

0.03 

0.45 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.173 

0.009 

0.164 

0.057 

34.58 

Safe 



0.06 

0.01 

345.88 

0.01 

- 

0.01 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.000 

0.009 

0.013 

146.91 

Over Exploited 

Eklingpura 

0826000903246600 

0.04 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gowala 

0826000603177000 

0.05 

0.00 

7,874.97 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

470.79 

0.00 

- 

0.00 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.012 

299.68 

Over Exploited 

Hariyao 

0826000603177100 

0.03 

0.01 

625.56 

0.01 

- 

0.01 

0.01 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.000 

0.009 

0.020 

218.90 

Over Exploited 

Jagat 

0826000503162800 

0.07 

0.00 

21,435.70 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

12,823.68 

Over Exploited 



0.06 

0.15 

151.82 

0.18 

0.01 

0.19 

0.02 

0.26 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.232 

0.012 

0.220 

0.364 

165.33 

Over Exploited 

Jaspura 

0826000503162000 

0.07 

0.03 

6.12 

0.04 

0.00 

0.04 

0.05 

0.60 

- 

- 

- 

- 

0.000 

- 

- 

0.036 

0.002 

0.034 

0.016 

46.77 

Safe 

Jhali Ka Gurha 

0826000503161100 

0.07 

0.20 

13.35 

0.23 

- 

0.23 

0.05 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.235 

0.012 

0.223 

0.065 

29.06 

Safe 



0.06 

0.00 

3,348.71 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jhamar Kotra 

0826000503161500 

0.07 

0.33 

11.96 

0.37 

0.00 

0.37 

0.04 

0.52 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.386 

0.019 

0.367 

0.128 

35.04 

Safe 

Jodhpuriya 

0826000503162500 

0.07 

0.01 

201.78 

0.01 

- 

0.01 

0.02 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.011 

0.013 

110.60 

Over Exploited 



0.06 

0.04 

31.20 

0.04 

- 

0.04 

0.03 

0.41 

- 

- 

- 

- 

- 

- 

- 

0.043 

0.002 

0.041 

0.025 

61.26 

Safe 

Kalarwas 

0826000503152300 

0.06 

0.00 

381,006.81 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kanpur 

0826000503151900 

0.07 

0.03 

########## 

0.04 

- 

0.04 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.048 

0.002 

0.045 

0.173 

381.14 

Over Exploited 



0.06 

0.01 

518,051.24 

0.01 

- 

0.01 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.022 

0.219 

988.87 

Over Exploited 

Karakala 

0826000503166700 

0.06 

0.03 

91.27 

0.04 

- 

0.04 

0.05 

0.67 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.049 

0.002 

0.047 

0.074 

157.51 

Over Exploited 

Karakali 

0826000803222700 

0.05 

0.08 

152.43 

0.09 

- 

0.09 

0.03 

0.37 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.101 

0.005 

0.096 

0.085 

88.70 

Semi Critical 

Karget 

0826000503161600 

0.07 

0.22 

########## 

0.26 

- 

0.26 

0.03 

0.35 

- 

- 

- 

- 

- 

- 

- 

0.260 

0.013 

0.247 

0.039 

15.80 

Safe 



0.06 

0.05 

303.97 

0.05 

- 

0.05 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.054 

0.003 

0.051 

0.017 

32.65 

Safe 

Keora Kalan 

0826000903246300 

0.04 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Keora Khurd 

0826000903246400 

0.04 

0.00 

7,958.03 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kharwa 

0826000503161000 

0.07 

0.32 

########## 

0.39 

- 

0.39 

0.03 

0.43 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.400 

0.020 

0.380 

0.086 

22.75 

Safe 

Kheri 

0826000503166400 

0.07 

0.00 

19,349.34 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.24 

8.66 

0.26 

0.01 

0.27 

0.05 

0.64 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.289 

0.014 

0.275 

0.153 

55.75 

Safe 

Kiyawaton Ka Phala 

0826000503164800 

0.06 

0.01 

99.89 

0.01 

- 

0.01 

0.02 

0.27 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.007 

0.019 

252.25 

Over Exploited 

Kojon Ka Gurha 

0826000503163400 

0.07 

0.07 

87.87 

0.08 

- 

0.08 

0.03 

0.42 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.091 

0.005 

0.087 

0.052 

60.30 

Safe 



0.06 

0.00 

769.58 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.008 

498.50 

Over Exploited 

Kot 

0826000503166200 

0.07 

0.00 

2,439.28 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

1,611.76 

Over Exploited 



0.06 

0.00 

1,285.52 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.008 

1,026.10 

Over Exploited 

Lakarwas 

0826000503151100 

0.07 

0.17 

########## 

0.21 

0.02 

0.23 

0.03 

0.39 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.278 

0.014 

0.264 

0.433 

164.01 

Over Exploited 

Lalpura 

0826000503163200 

0.07 

0.05 

53.13 

0.06 

0.00 

0.06 

0.04 

0.52 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.075 

0.004 

0.071 

0.057 

80.65 

Semi Critical 

Malki Toos 

0826000603176500 

0.03 

0.04 

281.83 

0.05 

- 

0.05 

0.03 

0.37 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.062 

0.003 

0.059 

0.091 

154.98 

Over Exploited 

Mamadeo 

0826000503162200 

0.07 

0.11 

(27.68) 

0.13 

- 

0.13 

0.03 

0.37 

- 

- 

- 

- 

- 

- 

- 

0.133 

0.007 

0.127 

0.021 

16.38 

Safe 



0.06 

0.04 

96.15 

0.05 

- 

0.05 

0.02 

0.23 

- 

- 

- 

- 

- 

- 

- 

0.046 

0.002 

0.044 

0.013 

29.64 

Safe 

Manpura 

0826000503161200 

0.07 

0.09 

22.51 

0.11 

0.00 

0.11 

0.05 

0.59 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.128 

0.006 

0.122 

0.073 

60.03 

Safe 

Matoon 

0826000503151300 

0.07 

0.01 

384,147.19 

0.02 

- 

0.02 

0.01 

0.18 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.026 

0.001 

0.025 

0.088 

354.69 

Over Exploited 

Nakoli 

0826000903246500 

0.04 

0.11 

35.13 

0.13 

0.00 

0.13 

0.05 

0.60 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.133 

0.007 

0.127 

0.042 

33.33 

Safe 

Panwari 

0826000503151200 

0.07 

0.00 

382,190.35 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

1,321.76 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.005 

271.83 

Over Exploited 

Parola 

0826000503161300 

0.07 

0.13 

40.97 

0.16 

- 

0.16 

0.04 

0.47 

- 

- 

- 

- 

- 

- 

- 

0.162 

0.008 

0.154 

0.031 

20.36 

Safe 



0.06 

0.00 

481.08 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.006 

136.68 

Over Exploited 

Partal 

0826000503163100 

0.07 

0.08 

39.24 

0.09 

- 

0.09 

0.04 

0.53 

- 

- 

- 

- 

- 

- 

- 

0.094 

0.005 

0.090 

0.012 

13.17 

Safe 



0.06 

0.00 

2,308.43 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Phalet 

0826000603176900 

0.05 

0.01 

744,024.80 

0.01 

- 

0.01 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.006 

0.007 

106.67 

Over Exploited 



0.03 

0.09 

109.16 

0.11 

- 

0.11 

0.03 

0.46 

- 

- 

- 

- 

- 

- 

- 

0.109 

0.005 

0.104 

0.016 

15.11 

Safe 

Rajpura 

0826000603176800 

0.03 

0.07 

126.66 

0.08 

0.00 

0.08 

0.04 

0.56 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.082 

0.004 

0.078 

0.030 

38.80 

Safe 

Rorda 

0826000503166600 

0.06 

0.15 

68.14 

0.18 

0.01 

0.19 

0.04 

0.48 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.211 

0.011 

0.200 

0.166 

82.91 

Semi Critical 

Sakroda 

0826000503150700 

0.06 

0.00 

7,640.08 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

5,762.88 

Over Exploited 

Sameta 

0826000503151000 

0.07 

0.08 

236,255.18 

0.10 

- 

0.10 

0.02 

0.33 

- 

- 

- 

- 

- 

- 

- 

0.101 

0.005 

0.096 

0.031 

32.71 

Safe 



0.06 

0.02 

171.24 

0.02 

- 

0.02 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.024 

0.001 

0.022 

0.017 

76.46 

Semi Critical 

Sathpur Gujran 

0826000503161400 

0.07 

0.06 

157.79 

0.07 

- 

0.07 

0.02 

0.22 

- 

- 

- 

- 

- 

- 

- 

0.069 

0.003 

0.065 

0.012 

18.81 

Safe 



0.06 

0.10 

44.71 

0.12 

- 

0.12 

0.02 

0.31 

- 

- 

- 

- 

- 

- 

- 

0.117 

0.006 

0.111 

0.018 

16.44 

Safe 

Sathpur Meenan 

0826000503162300 

0.07 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Gneisses(B.G.C) 

4.736 

1.67 

0.020 

0.01 

0.00 

0.00 

0.00 

0.09 

0.07 

0.05 

0.04 

0.009 

0.56 

0.76 


Sawariya Khera 

0826000503163300 

1.690 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.622 

1.98 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.02 

0.003 

0.54 

0.73 


Sheeshwi 

0826000503163700 

6.699 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.048 

3.61 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Tank 

0826000603176700 

7.882 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.339 

4.28 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.44 

0.28 

0.11 

0.009 

0.43 

0.66 


Todi 

0826000503165800 

4.309 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.231 

1.99 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.03 

0.04 







Non-command 

Gneisses(B.G.C) 

0.109 

1.99 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Umarda 

0826000503152200 

11.169 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.433 

1.34 

0.030 

0.06 

0.00 

0.00 

0.00 

0.00 

0.48 

0.31 

0.21 

0.020 

0.50 

0.77 







Non-command 

Limestone 

0.219 

1.34 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.02 


Wailwari 

0826000903249000 

5.086 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.022 

2.26 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Wali 

0826000503162900 

23.157 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

15.885 

1.98 

0.030 

0.06 

0.01 

0.00 

0.00 

0.00 

0.99 

0.77 

0.22 

0.031 

0.40 

0.51 







Non-command 

Gneisses(B.G.C) 

7.129 

1.98 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.31 

0.24 

0.09 

0.014 

0.18 

0.23 

09006041 

Aachhat 

0826000503167500 

1.381 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.381 

1.91 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.02 

0.003 

0.60 

0.74 


Aat 

0826000503167200 

0.966 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.966 

1.71 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.04 

0.002 

0.60 

0.74 


Aawra 

0826000503167800 

6.576 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.576 

3.15 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.42 

0.35 

0.01 

0.013 

0.61 

0.75 


Adinda 

0826000603184200 

0.722 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.722 

3.80 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.08 

0.06 

0.19 

0.001 

0.54 

0.79 


Amba Ka Gurha 

0826000603191900 

0.949 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.949 

2.49 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.05 

0.001 

0.59 

0.71 


Bagar 

0826000603178500 

3.991 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.991 

3.89 

0.015 

0.05 

0.01 

0.00 

0.00 

0.01 

0.26 

0.18 

0.19 

0.006 

0.55 

0.78 


Bagatsingh Ka Gurha 

0826000503163500 

1.565 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.565 

2.06 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.01 

0.003 

0.55 

0.77 


Bajni Rodi 

0826000503166100 

2.507 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.494 

1.91 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.04 

0.005 

0.58 

0.74 


Ballabh 

0826000503166900 

3.313 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.122 

1.94 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.12 

0.12 

0.006 

0.57 

0.71 


Bambora 

0826000503168600 

7.494 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.483 

2.51 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.45 

0.38 

0.30 

0.015 

0.60 

0.71 


Bandi Magri 

0826000503165100 

1.108 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.108 

1.98 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.02 

0.002 

0.56 

0.75 


Banoo 

0826000503163600 

7.276 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.946 

2.42 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.35 

0.24 

0.02 

0.014 

0.52 

0.75 


Basa 

0826000803222800 

3.733 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.254 

4.39 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.27 

0.22 

0.27 

0.013 

0.54 

0.66 


Batharda Kalan 

0826000603183900 

3.033 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.033 

3.96 

0.015 

0.06 

0.01 

0.00 

0.00 

0.01 

0.22 

0.15 

0.25 

0.004 

0.54 

0.81 


Batharda Khurd 

0826000603177800 

4.965 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.740 

2.49 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.06 

0.004 

0.30 

0.46 


Bed 

0826000503164200 

1.849 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.849 

2.53 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.01 

0.004 

0.55 

0.77 


Bemla 

0826000503166000 

3.738 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.004 

1.97 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

3.577 

1.97 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.17 

0.13 

0.15 

0.007 

0.55 

0.71 


Beripura 

0826000603182900 

4.638 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.638 

4.02 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.29 

0.21 

0.02 

0.007 

0.55 

0.75 


Bhachardi 

0826000603177500 

1.319 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.319 

3.46 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.01 

0.002 

0.54 

0.83 


Bhaison Ka Namla 

0826000803226900 

15.560 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.030 

3.09 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhekra 

0826000503164400 

4.345 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.271 

2.90 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.19 

0.04 

0.008 

0.55 

0.74 


Bhootiya 

0826000503164900 

1.415 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.415 

1.94 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.10 

0.003 

0.58 

0.74 


Bhootpura 

0826000603175200 

0.462 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.047 

3.09 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.05 

0.09 


Bhopa Khera 

0826000603182600 

2.362 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.077 

4.96 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.18 

0.14 

0.14 

0.003 

0.49 

0.64 


Bhopa Sagar 

0826000603183400 

3.396 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.396 

4.44 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.25 

0.17 

0.10 

0.005 

0.54 

0.79 


Bichhawera 

0826000603175500 

8.235 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.148 

4.00 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.39 

0.25 

0.09 

0.009 

0.40 

0.62 







Non-command 

Limestone 

0.085 

4.00 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.01 


Bori 

0826000503167600 

3.374 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.374 

1.87 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.11 

0.01 

0.007 

0.61 

0.74 


Boriya 

0826000603191800 

0.060 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.060 

2.39 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.000 

0.59 

0.72 


Budal 

0826000503163000 

8.509 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.129 

1.94 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

0.141 

1.94 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.01 


Buthel 

0826000503166800 

5.621 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.167 

2.71 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.16 

0.07 

0.006 

0.35 

0.43 


Chak Wanagarh 

0826000603192100 

0.031 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.031 

2.61 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.59 

0.70 


Chargadiya 

0826000603182100 

8.132 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.001 

3.84 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Charmar 

0826000503166300 

2.823 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.867 

1.85 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.08 

0.004 

0.40 

0.49 


Chhaparwali Thori 

0826000903249800 

11.021 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.117 

3.28 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Chora 

0826000603177300 

0.398 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.398 

3.64 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.05 

0.001 

0.54 

0.83 


Deoda 

0826000503161900 

6.593 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.008 

1.98 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Derawad 

0826000603185500 

0.246 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.246 

2.81 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.58 

0.70 


Dhakarawala 

0826000603185000 

1.479 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.479 

4.76 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.10 

0.07 

0.002 

0.57 

0.72 


Dhani 

0826000603183600 

2.299 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.299 

4.09 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.09 

0.01 

0.003 

0.54 

0.81 


Dhawariya 

0826000603185200 

0.551 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.551 

2.86 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.04 

0.15 

0.001 

0.57 

0.72 


Dholi Khera 

0826000503167000 

2.860 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.860 

1.70 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.01 

0.006 

0.60 

0.75 


Dhulji Ka Gurha 

0826000803224400 

5.032 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.266 

2.87 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.02 

0.005 

0.16 

0.19 


Edana 

0826000803223400 

9.360 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.005 

2.39 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.14 

0.07 

0.015 

0.26 

0.31 


Gadariyawas 

0826000603182000 

5.646 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.651 

5.22 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.12 

0.04 

0.002 

0.17 

0.20 



0826000603182400 

5.333 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.548 

5.17 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.10 

0.01 

0.002 

0.16 

0.20 


Gajpura 

0826000603182700 

1.542 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.542 

5.23 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.10 

0.03 

0.002 

0.56 

0.72 


Gingla 

0826000803223900 

3.409 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.052 

2.96 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.21 

0.17 

0.32 

0.012 

0.56 

0.68 


Gokalpura 

0826000603177600 

1.489 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.489 

3.04 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.002 

0.54 

0.83 


Goojaron Ka Limbawas 

0826000603184500 

0.659 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.659 

3.60 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.04 

0.001 

0.56 

0.75 


Goonpara 

0826000603176300 

9.237 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.560 

4.23 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.50 

0.32 

0.07 

0.011 

0.44 

0.68 







Non-command 

Limestone 

0.186 

4.23 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.01 

0.02 


Gowala 

0826000603177000 

2.784 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.016 

2.72 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.03 

0.003 

0.39 

0.57 


Guda 

0826000603178000 

1.331 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.331 

3.25 

0.015 

0.01 

0.00 

0.00 

0.00 

0.02 

0.06 

0.04 

0.02 

0.002 

0.54 

0.81 


Gudli 

0826000503167300 

10.627 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

10.627 

1.74 

0.020 

0.19 

0.03 

0.00 

0.00 

0.00 

0.53 

0.42 

0.73 

0.021 

0.59 

0.74 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.06 

0.16 

(65.78) 

0.13 

0.09 

0.22 

0.05 

0.61 

- 

- 

- 

- 

0.142 

0.142 

0.142 

0.364 

0.018 

0.345 

0.045 

13.11 

Safe 

Sawariya Khera 

0826000503163300 

0.07 

0.06 

37.44 

0.07 

- 

0.07 

0.05 

0.59 

- 

- 

- 

- 

- 

- 

- 

0.069 

0.003 

0.065 

0.025 

38.56 

Safe 

Sheeshwi 

0826000503163700 

0.06 

0.00 

20,254.88 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Tank 

0826000603176700 

0.03 

0.09 

197.94 

0.11 

- 

0.11 

0.03 

0.46 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.124 

0.006 

0.118 

0.121 

102.79 

Over Exploited 

Todi 

0826000503165800 

0.07 

0.00 

2,153.12 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.004 

862.64 

Over Exploited 



0.06 

0.00 

3,366.92 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Umarda 

0826000503152200 

0.07 

0.34 

167,063.78 

0.31 

- 

0.31 

0.04 

0.54 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.323 

0.016 

0.306 

0.226 

73.90 

Semi Critical 



0.06 

0.00 

5,461.70 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

5,340.44 

Over Exploited 

Wailwari 

0826000903249000 

0.03 

0.00 

43,536.47 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Wali 

0826000503162900 

0.07 

0.42 

85.77 

0.50 

0.01 

0.51 

0.03 

0.44 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.529 

0.026 

0.503 

0.247 

49.13 

Safe 



0.06 

0.08 

216.02 

0.09 

- 

0.09 

0.02 

0.20 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.102 

0.005 

0.097 

0.106 

109.05 

Over Exploited 

Aachhat 

0826000503167500 

0.06 

0.05 

2.21 

0.05 

0.00 

0.05 

0.05 

0.66 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.052 

0.003 

0.050 

0.020 

39.55 

Safe 

Aat 

0826000503167200 

0.06 

0.03 

(4.69) 

0.03 

0.00 

0.03 

0.05 

0.65 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.048 

0.002 

0.045 

0.042 

92.26 

Critical 

Aawra 

0826000503167800 

0.06 

0.24 

43.59 

0.29 

- 

0.29 

0.05 

0.67 

- 

- 

- 

- 

- 

- 

- 

0.291 

0.015 

0.276 

0.025 

9.00 

Safe 

Adinda 

0826000603184200 

0.03 

0.01 

306.77 

0.02 

0.01 

0.03 

0.05 

0.59 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.046 

0.002 

0.044 

0.192 

434.80 

Over Exploited 

Amba Ka Gurha 

0826000603191900 

0.03 

0.02 

92.08 

0.02 

- 

0.02 

0.05 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.034 

0.002 

0.032 

0.051 

160.82 

Over Exploited 

Bagar 

0826000603178500 

0.03 

0.08 

141.28 

0.09 

0.02 

0.11 

0.05 

0.60 

- 

0.0200 

- 

- 

0.014 

0.034 

0.034 

0.145 

0.007 

0.137 

0.197 

143.15 

Over Exploited 

Bagatsingh Ka Gurha 

0826000503163500 

0.06 

0.05 

(11.27) 

0.05 

0.00 

0.05 

0.05 

0.60 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.047 

0.002 

0.044 

0.010 

22.71 

Safe 

Bajni Rodi 

0826000503166100 

0.06 

0.09 

(6.75) 

0.08 

0.00 

0.08 

0.05 

0.63 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.097 

0.005 

0.092 

0.045 

48.89 

Safe 

Ballabh 

0826000503166900 

0.06 

0.11 

14.04 

0.12 

- 

0.12 

0.05 

0.62 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.133 

0.007 

0.126 

0.125 

99.24 

Critical 

Bambora 

0826000503168600 

0.06 

0.27 

39.22 

0.32 

0.01 

0.33 

0.05 

0.65 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.364 

0.018 

0.346 

0.314 

90.61 

Critical 

Bandi Magri 

0826000503165100 

0.06 

0.04 

8.68 

0.04 

- 

0.04 

0.05 

0.61 

- 

- 

- 

- 

- 

- 

- 

0.041 

0.002 

0.039 

0.026 

67.51 

Safe 

Banoo 

0826000503163600 

0.06 

0.22 

11.53 

0.24 

- 

0.24 

0.04 

0.56 

- 

- 

- 

- 

- 

- 

- 

0.242 

0.012 

0.229 

0.032 

13.77 

Safe 

Basa 

0826000803222800 

0.05 

0.09 

135.50 

0.11 

0.01 

0.12 

0.05 

0.59 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.174 

0.009 

0.165 

0.283 

171.06 

Over Exploited 

Batharda Kalan 

0826000603183900 

0.03 

0.06 

156.28 

0.07 

0.02 

0.09 

0.05 

0.59 

- 

0.0300 

- 

- 

0.017 

0.047 

0.047 

0.137 

0.007 

0.130 

0.256 

196.83 

Over Exploited 

Batharda Khurd 

0826000603177800 

0.03 

0.03 

177.42 

0.03 

- 

0.03 

0.03 

0.33 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.044 

0.002 

0.042 

0.064 

151.58 

Over Exploited 

Bed 

0826000503164200 

0.06 

0.06 

10.22 

0.07 

- 

0.07 

0.05 

0.60 

- 

- 

- 

- 

- 

- 

- 

0.067 

0.003 

0.064 

0.011 

16.63 

Safe 

Bemla 

0826000503166000 

0.07 

0.00 

97,769.48 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.12 

11.60 

0.13 

0.01 

0.14 

0.05 

0.60 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.172 

0.009 

0.164 

0.155 

94.64 

Critical 

Beripura 

0826000603182900 

0.03 

0.09 

138.48 

0.11 

0.00 

0.11 

0.05 

0.61 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.110 

0.005 

0.104 

0.029 

27.42 

Safe 

Bhachardi 

0826000603177500 

0.03 

0.02 

72.12 

0.03 

0.00 

0.03 

0.05 

0.58 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.036 

0.002 

0.034 

0.009 

26.34 

Safe 

Bhaison Ka Namla 

0826000803226900 

0.05 

0.00 

54,367.22 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhekra 

0826000503164400 

0.06 

0.14 

35.94 

0.17 

0.00 

0.17 

0.05 

0.60 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.173 

0.009 

0.165 

0.044 

26.96 

Safe 

Bhootiya 

0826000503164900 

0.06 

0.05 

35.13 

0.06 

- 

0.06 

0.05 

0.63 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.079 

0.004 

0.075 

0.100 

132.55 

Over Exploited 

Bhootpura 

0826000603175200 

0.03 

0.00 

1,460.98 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

3,977.73 

Over Exploited 

Bhopa Khera 

0826000603182600 

0.03 

0.04 

298.40 

0.04 

0.01 

0.05 

0.05 

0.54 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.073 

0.004 

0.069 

0.147 

212.24 

Over Exploited 

Bhopa Sagar 

0826000603183400 

0.03 

0.06 

169.52 

0.08 

0.00 

0.08 

0.05 

0.59 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.093 

0.005 

0.088 

0.109 

123.34 

Over Exploited 

Bichhawera 

0826000603175500 

0.03 

0.09 

189.81 

0.10 

- 

0.10 

0.03 

0.43 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.113 

0.006 

0.108 

0.095 

88.00 

Semi Critical 



0.06 

0.00 

15,380.31 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bori 

0826000503167600 

0.06 

0.12 

(9.58) 

0.11 

- 

0.11 

0.05 

0.66 

- 

- 

- 

- 

- 

- 

- 

0.111 

0.006 

0.106 

0.019 

17.58 

Safe 

Boriya 

0826000603191800 

0.03 

0.00 

709.20 

0.00 

- 

0.00 

0.05 

0.64 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.029 

2,064.61 

Over Exploited 

Budal 

0826000503163000 

0.07 

0.00 

7,694.54 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

5,181.49 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

4,715.80 

Over Exploited 

Buthel 

0826000503166800 

0.06 

0.07 

137.11 

0.08 

- 

0.08 

0.03 

0.38 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.089 

0.004 

0.084 

0.079 

93.77 

Critical 

Chak Wanagarh 

0826000603192100 

0.03 

0.00 

(22.73) 

0.00 

0.00 

0.00 

0.05 

0.65 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.007 

372.52 

Over Exploited 

Chargadiya 

0826000603182100 

0.03 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Charmar 

0826000503166300 

0.06 

0.04 

61.22 

0.05 

- 

0.05 

0.03 

0.43 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.063 

0.003 

0.060 

0.080 

132.78 

Over Exploited 

Chhaparwali Thori 

0826000903249800 

0.03 

0.00 

26,199.16 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chora 

0826000603177300 

0.03 

0.01 

169.87 

0.01 

0.00 

0.01 

0.04 

0.58 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.020 

0.001 

0.019 

0.048 

244.40 

Over Exploited 

Deoda 

0826000503161900 

0.06 

0.00 

65,368.62 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Derawad 

0826000603185500 

0.03 

0.01 

27.50 

0.01 

0.00 

0.01 

0.05 

0.64 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.013 

0.001 

0.012 

0.014 

117.34 

Over Exploited 

Dhakarawala 

0826000603185000 

0.03 

0.03 

235.72 

0.04 

0.00 

0.04 

0.05 

0.62 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.047 

0.002 

0.045 

0.074 

164.90 

Over Exploited 

Dhani 

0826000603183600 

0.03 

0.04 

109.16 

0.05 

0.00 

0.06 

0.05 

0.59 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.064 

0.003 

0.061 

0.011 

18.57 

Safe 

Dhawariya 

0826000603185200 

0.03 

0.01 

283.92 

0.01 

0.01 

0.02 

0.05 

0.62 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.044 

0.002 

0.041 

0.149 

359.64 

Over Exploited 

Dholi Khera 

0826000503167000 

0.06 

0.10 

(24.47) 

0.08 

0.00 

0.08 

0.05 

0.66 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.085 

0.004 

0.080 

0.018 

21.86 

Safe 

Dhulji Ka Gurha 

0826000803224400 

0.05 

0.01 

393.92 

0.01 

- 

0.01 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.012 

0.020 

162.91 

Over Exploited 

Edana 

0826000803223400 

0.05 

0.06 

142.34 

0.07 

- 

0.07 

0.02 

0.29 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.078 

0.004 

0.074 

0.081 

109.42 

Over Exploited 

Gadariyawas 

0826000603182000 

0.03 

0.01 

1,127.39 

0.01 

- 

0.01 

0.02 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.022 

0.001 

0.021 

0.042 

204.00 

Over Exploited 


0826000603182400 

0.03 

0.01 

983.99 

0.01 

- 

0.01 

0.02 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.010 

0.010 

100.97 

Over Exploited 

Gajpura 

0826000603182700 

0.03 

0.03 

238.83 

0.04 

- 

0.04 

0.05 

0.62 

- 

- 

- 

- 

- 

- 

- 

0.037 

0.002 

0.035 

0.034 

98.61 

Critical 

Gingla 

0826000803223900 

0.05 

0.09 

82.03 

0.11 

0.01 

0.12 

0.05 

0.61 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.181 

0.009 

0.172 

0.333 

193.95 

Over Exploited 

Gokalpura 

0826000603177600 

0.03 

0.03 

46.97 

0.03 

0.00 

0.04 

0.05 

0.59 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.044 

0.002 

0.041 

0.006 

14.81 

Safe 

Goojaron Ka Limbawas 

0826000603184500 

0.03 

0.01 

162.92 

0.02 

0.00 

0.02 

0.05 

0.61 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.016 

0.001 

0.016 

0.044 

281.70 

Over Exploited 

Goonpara 

0826000603176300 

0.03 

0.12 

179.11 

0.14 

- 

0.14 

0.04 

0.47 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.149 

0.007 

0.142 

0.083 

58.48 

Safe 



0.06 

0.00 

8,337.20 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gowala 

0826000603177000 

0.03 

0.03 

129.02 

0.03 

- 

0.03 

0.03 

0.42 

- 

- 

- 

- 

- 

- 

- 

0.033 

0.002 

0.031 

0.035 

110.89 

Over Exploited 

Guda 

0826000603178000 

0.03 

0.03 

51.69 

0.03 

0.02 

0.05 

0.05 

0.59 

- 

- 

- 

- 

0.026 

0.026 

0.026 

0.073 

0.004 

0.070 

0.022 

31.39 

Safe 

Gudli 

0826000503167300 

0.06 

0.38 

12.08 

0.42 

0.03 

0.46 

0.05 

0.65 

- 

0.1400 

- 

- 

0.004 

0.144 

0.144 

0.601 

0.030 

0.571 

0.746 

130.59 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Gurel 

0826000803223IOC 

15.086 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

15.086 

3.43 

0.015 

0.13 

0.02 

0.00 

0.00 

0.04 

0.85 

0.70 

0.44 

0.058 

0.62 

0.75 


Hamerpura 

082600060318250C 

1.435 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.630 

5.30 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.10 

0.001 

0.25 

0.31 


Hariyao 

082600060317710C 

3.632 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.346 

4.20 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.10 

0.04 

0.003 

0.34 

0.53 


Harkawas 

082600060318310C 

1.113 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.113 

3.81 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.08 

0.002 

0.55 

0.76 


Hatheedo 

082600050316840C 

2.978 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.063 

2.29 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Jailai 

082600060317870C 

2.749 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.720 

3.79 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.13 

0.08 

0.004 

0.54 

0.76 


Jaitpura 

082600080322330C 

4.628 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.559 

2.32 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.19 

0.16 

0.15 

0.018 

0.60 

0.72 


Jamun 

082600050316850C 

2.349 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.349 

2.24 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.05 

0.005 

0.61 

0.71 


Jaspura 

082600060317640C 

1.582 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.038 

4.44 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.05 

0.001 

0.35 

0.54 


Jawarda 

082600080322300C 

0.609 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.609 

3.87 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.05 

0.002 

0.62 

0.76 


Jud 

082600050316470C 

7.904 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.904 

2.03 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.35 

0.27 

0.10 

0.015 

0.57 

0.74 


Kachher 

082600060318540C 

0.043 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.043 

2.60 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.06 

0.000 

0.58 

0.71 


Kachher Ki Dhani 

082600060318530C 

1.181 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.181 

2.34 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.03 

0.002 

0.57 

0.73 


Kaliwali 

082600050316450C 

4.763 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.763 

2.08 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.20 

0.15 

0.04 

0.009 

0.56 

0.75 


Kalodiya 

082600050316790C 

2.166 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.166 

2.52 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.11 

0.07 

0.004 

0.61 

0.74 


Kapariyon Ka Khera 

082600060318300C 

2.922 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.922 

3.80 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.13 

0.09 

0.004 

0.55 

0.76 


Kara kali 

082600080322270C 

7.654 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.657 

3.45 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.03 

0.006 

0.13 

0.17 


Karmal 

082600050316910C 

1.458 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.458 

2.38 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.06 

0.003 

0.58 

0.72 


Kasiya 

082600050316540C 

2.380 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.380 

1.98 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.10 

0.07 

0.03 

0.005 

0.56 

0.75 


Kemri 

082600050316400C 

4.121 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.121 

3.67 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.32 

0.22 

0.07 

0.008 

0.54 

0.80 


Kenpura 

082600080322400C 

0.999 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.646 

3.30 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.002 

0.40 

0.49 


Keradiya 

082600050316870C 

1.379 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.379 

2.52 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.06 

0.003 

0.61 

0.74 


Khakhariya Kheri 

082600080322320C 

2.381 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.381 

2.19 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.05 

0.009 

0.61 

0.73 


Khana Ka Talab 

082600060319140C 

2.660 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.005 

2.76 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kharsan 

082600060317380C 

5.489 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.148 

3.17 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.04 

0.002 

0.11 

0.17 


Khera Phala 

082600060318510C 

0.956 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.956 

3.85 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.06 

0.001 

0.57 

0.72 


Kheri 

082600050316640C 

6.954 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.145 

2.16 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.02 


Kheroda 

082600060317370C 

16.195 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.832 

3.49 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.14 

0.09 

0.14 

0.003 

0.06 

0.09 


Khodao 

082600050316710C 

1.096 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.096 

1.76 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.04 

0.002 

0.61 

0.75 


Khumanpura 

082600060317840C 

0.706 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.699 

3.60 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.08 

0.001 

0.54 

0.78 


Kiyawaton Ka Phala 

082600050316480C 

1.033 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.601 

1.88 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.001 

0.35 

0.44 


Kojon Ka Gurha 

082600050316340C 

3.817 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.001 

2.08 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

0.744 

2.08 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.001 

0.11 

0.15 


Kot 

082600050316620C 

5.096 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.010 

1.87 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

4.485 

1.87 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.20 

0.16 

0.14 

0.009 

0.52 

0.66 


Kundai 

082600060318590C 

3.273 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.000 

4.60 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kuntwas 

082600060318490C 

1.550 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.550 

4.01 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.14 

0.11 

0.26 

0.002 

0.57 

0.71 


Kurawar 

082600050316500C 

4.186 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.186 

1.97 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.20 

0.16 

0.18 

0.008 

0.57 

0.74 


Lag 

082600050316770C 

1.349 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.349 

3.29 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.01 

0.003 

0.61 

0.75 


Loda 

082600080322380C 

5.197 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.519 

2.60 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.002 

0.06 

0.07 


Majawara 

082600060317740C 

2.935 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.664 

3.90 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.19 

0.12 

0.17 

0.004 

0.49 

0.76 


Malo Ka Gurha 

082600060319160C 

0.004 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.004 

2.57 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.59 

0.70 


Mand Kalan 

082600060319150C 

0.886 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.204 

2.64 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.000 

0.14 

0.16 


Manderiya 

082600060317560C 

5.450 

Fresh 

Non-command 

Non-command 

Limestone 

0.000 

3.74 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Manohar Pura 

082600060317810C 

0.770 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.770 

2.94 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.09 

0.001 

0.54 

0.81 


Mansing Pura 

082600060318350C 

0.537 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.537 

4.73 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.13 

0.001 

0.54 

0.81 


Mardeeng Pura 

082600060317830C 

2.410 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.410 

3.38 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.05 

0.003 

0.54 

0.80 


Mavli Dangiyan 

082600060317790C 

3.380 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.378 

1.93 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.11 

0.07 

0.07 

0.005 

0.54 

0.82 


Mayda 

082600050316920C 

5.951 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.951 

2.50 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.34 

0.28 

0.18 

0.012 

0.58 

0.72 


Methuri 

082600080322410C 

8.254 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.007 

3.13 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Modi 

082600060317530C 

4.367 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.767 

3.60 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.13 

0.003 

0.22 

0.34 


Modji Ka Khera 

082600070319770C 

3.927 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.154 

2.08 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.02 

0.03 


Morchana 

082600070319800C 

3.626 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.010 

2.10 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nagaliya 

082600060318470C 

1.998 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.998 

5.23 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.18 

0.15 

0.15 

0.003 

0.57 

0.71 


Nal Ka Gurha 

082600070319790C 

2.857 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.126 

2.07 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.03 


Nandivela 

082600050316880C 

3.255 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.255 

2.50 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.15 

0.06 

0.006 

0.60 

0.72 


Nar 

082600050316560C 

1.799 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.799 

2.00 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.04 

0.004 

0.55 

0.77 


Narji Ka Gurha 

082600070319780C 

2.874 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.416 

2.07 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.09 

0.10 


Nawal Singhji Ka Gurha 

082600050316530C 

1.021 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.021 

1.98 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.02 

0.002 

0.56 

0.75 


Neemri 

082600060318230C 

1.608 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.608 

5.39 

0.015 

0.11 

0.02 

0.00 

0.00 

0.01 

0.21 

0.17 

0.42 

0.002 

0.58 

0.69 


Nichla Chotiya 

082600050316460C 

1.742 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.742 

2.03 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.02 

0.003 

0.56 

0.74 


Onarsingh Ji Ki Bhagal 

082600060318410C 

10.189 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

10.189 

3.91 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.62 

0.43 

0.10 

0.015 

0.55 

0.78 


Padampura 

082600050316390C 

4.227 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.227 

4.17 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.36 

0.24 

0.04 

0.008 

0.54 

0.82 


Padmela 

082600060318330C 

1.711 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.711 

4.07 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.07 

0.002 

0.55 

0.78 


Parmada 

082600050316550C 

3.553 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.553 

2.01 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.17 

0.12 

0.11 

0.007 

0.55 

0.77 


Partal 

082600050316310C 

2.834 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.232 

2.00 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.05 

0.06 







Non-command 

Gneisses(B.G.C) 

0.036 

2.00 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Patawaton Ka Limbawas 

082600060318440C 

0.477 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.477 

3.45 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.56 

0.75 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Gurel 

0826000803223100 

0.05 

0.50 

38.93 

0.60 

0.06 

0.66 

0.05 

0.67 

- 

0.0800 

- 

- 

0.055 

0.135 

0.135 

0.796 

0.040 

0.757 

0.493 

65.20 

Safe 

Hamerpura 

0826000603182500 

0.03 

0.01 

918.31 

0.01 

- 

0.01 

0.02 

0.27 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.097 

616.25 

Over Exploited 

Hariyao 

0826000603177100 

0.03 

0.03 

263.50 

0.03 

- 

0.03 

0.03 

0.37 

- 

- 

- 

- 

- 

- 

- 

0.034 

0.002 

0.032 

0.039 

121.96 

Over Exploited 

Harkawas 

0826000603183100 

0.03 

0.02 

175.45 

0.03 

0.00 

0.03 

0.05 

0.60 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.041 

0.002 

0.039 

0.081 

208.05 

Over Exploited 

Hatheedo 

0826000503168400 

0.06 

0.00 

5,254.84 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jailai 

0826000603178700 

0.03 

0.05 

143.02 

0.06 

- 

0.06 

0.05 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.072 

0.004 

0.068 

0.087 

127.00 

Over Exploited 

Jaitpura 

0826000803223300 

0.05 

0.15 

6.95 

0.16 

0.01 

0.17 

0.05 

0.66 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.199 

0.010 

0.189 

0.165 

86.94 

Semi Critical 

Jamun 

0826000503168500 

0.06 

0.09 

11.55 

0.10 

0.00 

0.10 

0.05 

0.66 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.114 

0.006 

0.109 

0.052 

47.51 

Safe 

Jaspura 

0826000603176400 

0.03 

0.01 

299.96 

0.02 

- 

0.02 

0.03 

0.38 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.025 

0.001 

0.024 

0.048 

201.96 

Over Exploited 

Jawarda 

0826000803223000 

0.05 

0.02 

80.87 

0.02 

- 

0.02 

0.05 

0.68 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.035 

0.002 

0.033 

0.056 

171.38 

Over Exploited 

Jud 

0826000503164700 

0.06 

0.27 

0.15 

0.27 

0.00 

0.27 

0.05 

0.62 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.293 

0.015 

0.279 

0.119 

42.87 

Safe 

Kachher 

0826000603185400 

0.03 

0.00 

1,910.89 

0.00 

0.00 

0.00 

0.05 

0.63 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.011 

0.001 

0.011 

0.061 

563.52 

Over Exploited 

Kachher Ki Dhani 

0826000603185300 

0.03 

0.02 

65.85 

0.03 

0.00 

0.03 

0.05 

0.62 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.031 

0.002 

0.029 

0.031 

104.19 

Over Exploited 

Kaliwali 

0826000503164500 

0.06 

0.16 

(6.77) 

0.15 

0.01 

0.16 

0.05 

0.60 

- 

- 

- 

- 

0.011 

0.011 

0.011 

0.166 

0.008 

0.157 

0.052 

33.24 

Safe 

Kalodiya 

0826000503167900 

0.06 

0.08 

32.12 

0.10 

0.00 

0.10 

0.05 

0.67 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.111 

0.006 

0.105 

0.072 

68.64 

Safe 

Kapariyon Ka Khera 

0826000603183000 

0.03 

0.06 

137.83 

0.07 

0.00 

0.07 

0.05 

0.60 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.079 

0.004 

0.075 

0.091 

121.01 

Over Exploited 

Karakali 

0826000803222700 

0.05 

0.01 

546.01 

0.01 

- 

0.01 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.024 

0.001 

0.023 

0.033 

143.79 

Over Exploited 

Karmal 

0826000503169100 

0.06 

0.05 

41.25 

0.06 

- 

0.06 

0.05 

0.63 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.070 

0.004 

0.067 

0.063 

93.86 

Critical 

Kasiya 

0826000503165400 

0.06 

0.08 

(7.91) 

0.07 

0.01 

0.08 

0.05 

0.61 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.086 

0.004 

0.082 

0.033 

39.76 

Safe 

Kemri 

0826000503164000 

0.06 

0.13 

61.75 

0.16 

0.00 

0.16 

0.05 

0.58 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.172 

0.009 

0.164 

0.079 

48.26 

Safe 

Kenpura 

0826000803224000 

0.05 

0.01 

85.31 

0.02 

- 

0.02 

0.04 

0.44 

- 

- 

- 

- 

- 

- 

- 

0.017 

0.001 

0.016 

0.011 

71.60 

Semi Critical 

Keradiya 

0826000503168700 

0.06 

0.05 

46.86 

0.06 

- 

0.06 

0.05 

0.66 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.070 

0.004 

0.067 

0.063 

93.99 

Critical 

Khakhariya Kheri 

0826000803223200 

0.05 

0.08 

(6.91) 

0.07 

0.00 

0.07 

0.05 

0.67 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.084 

0.004 

0.080 

0.054 

68.05 

Safe 

Khana Ka Talab 

0826000603191400 

0.03 

0.00 

91,205.94 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kharsan 

0826000603173800 

0.03 

0.00 

826.85 

0.01 

- 

0.01 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.039 

742.75 

Over Exploited 

Khera Phala 

0826000603185100 

0.03 

0.02 

171.36 

0.02 

- 

0.02 

0.05 

0.62 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.033 

0.002 

0.031 

0.059 

190.42 

Over Exploited 

Kheri 

0826000503166400 

0.06 

0.00 

4,545.82 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

3,423.09 

Over Exploited 

Kheroda 

0826000603173700 

0.03 

0.00 

2,279.15 

0.00 

- 

0.00 

0.01 

0.07 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.025 

0.001 

0.023 

0.147 

624.07 

Over Exploited 

Khodao 

0826000503167100 

0.06 

0.04 

(1.35) 

0.04 

- 

0.04 

0.05 

0.66 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.049 

0.002 

0.047 

0.042 

89.99 

Semi Critical 

Khumanpura 

0826000603178400 

0.03 

0.01 

202.83 

0.02 

- 

0.02 

0.05 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.026 

0.001 

0.025 

0.084 

342.58 

Over Exploited 

Kiyawaton Ka Phala 

0826000503164800 

0.06 

0.01 

107.90 

0.02 

- 

0.02 

0.03 

0.38 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.025 

0.001 

0.024 

0.030 

126.15 

Over Exploited 

Kojon Ka Gurha 

0826000503163400 

0.07 

0.00 

489,653.89 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

361.47 

0.01 

- 

0.01 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.005 

0.015 

281.84 

Over Exploited 

Kot 

0826000503166200 

0.07 

0.00 

57,350.16 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.14 

12.07 

0.16 

0.01 

0.17 

0.05 

0.56 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.197 

0.010 

0.187 

0.152 

81.26 

Semi Critical 

Kundai 

0826000603185900 

0.03 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kuntwas 

0826000603184900 

0.03 

0.03 

265.77 

0.04 

0.01 

0.05 

0.05 

0.62 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.082 

0.004 

0.078 

0.258 

329.99 

Over Exploited 

Kurawar 

0826000503165000 

0.06 

0.14 

9.27 

0.16 

0.01 

0.17 

0.05 

0.62 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.200 

0.010 

0.190 

0.186 

97.88 

Critical 

Lag 

0826000503167700 

0.06 

0.05 

44.10 

0.06 

0.00 

0.06 

0.05 

0.67 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.065 

0.003 

0.061 

0.015 

23.85 

Safe 

Loda 

0826000803223800 

0.05 

0.00 

1,347.45 

0.00 

- 

0.00 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.029 

252.73 

Over Exploited 

Majawara 

0826000603177400 

0.03 

0.05 

162.17 

0.05 

0.01 

0.06 

0.04 

0.53 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.085 

0.004 

0.080 

0.173 

215.12 

Over Exploited 

Malo Ka Gurha 

0826000603191600 

0.03 

0.00 

124.61 

0.00 

- 

0.00 

0.05 

0.65 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.014 

13,797.79 

Over Exploited 

Mand Kalan 

0826000603191500 

0.03 

0.00 

1,491.77 

0.00 

- 

0.00 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.025 

2,263.81 

Over Exploited 

Manderiya 

0826000603175600 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Manohar Pura 

0826000603178100 

0.03 

0.01 

146.93 

0.02 

- 

0.02 

0.05 

0.59 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.038 

0.002 

0.036 

0.091 

255.43 

Over Exploited 

Mansing Pura 

0826000603183500 

0.03 

0.01 

348.53 

0.01 

- 

0.01 

0.05 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.022 

0.001 

0.021 

0.134 

633.51 

Over Exploited 

Mardeeng Pura 

0826000603178300 

0.03 

0.05 

91.70 

0.05 

0.00 

0.06 

0.05 

0.59 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.072 

0.004 

0.068 

0.051 

75.59 

Semi Critical 

Mavli Dangiyan 

0826000603177900 

0.03 

0.06 

10.05 

0.07 

0.01 

0.08 

0.05 

0.59 

- 

0.0100 

- 

- 

0.017 

0.027 

0.027 

0.108 

0.005 

0.103 

0.074 

71.87 

Semi Critical 

Mayda 

0826000503169200 

0.06 

0.21 

31.83 

0.25 

0.01 

0.26 

0.05 

0.64 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.283 

0.014 

0.269 

0.192 

71.32 

Semi Critical 

Methuri 

0826000803224100 

0.05 

0.00 

101,089.07 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Modi 

0826000603175300 

0.03 

0.01 

490.67 

0.02 

- 

0.02 

0.02 

0.24 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.036 

0.002 

0.034 

0.129 

373.83 

Over Exploited 

Modji Ka Khera 

0826000703197700 

0.04 

0.00 

3,634.43 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Morchana 

0826000703198000 

0.04 

0.00 

50,742.72 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nagaliya 

0826000603184700 

0.03 

0.04 

269.95 

0.05 

0.01 

0.06 

0.05 

0.62 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.084 

0.004 

0.080 

0.151 

188.82 

Over Exploited 

Nal Ka Gurha 

0826000703197900 

0.04 

0.00 

3,190.22 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nandivela 

0826000503168800 

0.06 

0.12 

29.37 

0.14 

- 

0.14 

0.05 

0.65 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.150 

0.007 

0.142 

0.061 

43.21 

Safe 

Nar 

0826000503165600 

0.06 

0.06 

(1.63) 

0.06 

0.00 

0.06 

0.05 

0.60 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.060 

0.003 

0.057 

0.046 

79.88 

Semi Critical 

Narji Ka Gurha 

0826000703197800 

0.04 

0.00 

898.63 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

0.005 

351.66 

Over Exploited 

Nawal Singhji Ka Gurha 

0826000503165300 

0.06 

0.03 

9.67 

0.04 

- 

0.04 

0.05 

0.61 

- 

- 

- 

- 

- 

- 

- 

0.038 

0.002 

0.036 

0.022 

61.42 

Safe 

Neemri 

0826000603182300 

0.03 

0.03 

437.75 

0.04 

0.03 

0.07 

0.05 

0.63 

- 

0.0800 

- 

- 

0.017 

0.097 

0.097 

0.168 

0.008 

0.159 

0.420 

263.79 

Over Exploited 

Nichla Chotiya 

0826000503164600 

0.06 

0.06 

0.12 

0.06 

0.00 

0.06 

0.05 

0.61 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.068 

0.003 

0.064 

0.021 

33.33 

Safe 

Onarsingh Ji Ki Bhagal 

0826000603184100 

0.03 

0.19 

121.38 

0.23 

0.01 

0.24 

0.05 

0.59 

- 

0.0100 

- 

- 

0.014 

0.024 

0.024 

0.266 

0.013 

0.253 

0.112 

44.12 

Safe 

Padampura 

0826000503163900 

0.06 

0.14 

73.65 

0.16 

0.00 

0.16 

0.04 

0.58 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.167 

0.008 

0.159 

0.044 

27.87 

Safe 

Padmela 

0826000603183300 

0.03 

0.03 

157.33 

0.04 

0.00 

0.04 

0.05 

0.60 

- 

0.0100 

- 

- 

0.006 

0.017 

0.017 

0.060 

0.003 

0.057 

0.074 

130.47 

Over Exploited 

Parmada 

0826000503165500 

0.06 

0.12 

5.69 

0.12 

0.00 

0.12 

0.05 

0.60 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.136 

0.007 

0.129 

0.115 

89.30 

Semi Critical 

Partal 

0826000503163100 

0.07 

0.00 

1,379.06 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.06 

0.00 

6,342.57 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Patawaton Ka Limbawas 

0826000603184400 

0.03 

0.01 

96.68 

0.01 

- 

0.01 

0.05 

0.60 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.011 

0.015 

139.18 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Patiya 

082600060317880C 

5.735 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.213 

4.06 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.15 

0.03 

0.005 

0.31 

0.42 


Patoliya 

0826000603183800 

0.599 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.599 

3.50 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.07 

0.001 

0.54 

0.82 


Patookhera 

0826000503168000 

2.242 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.242 

2.42 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.11 

0.13 

0.004 

0.61 

0.74 


Pawand 

0826000503165700 

1.553 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.553 

1.99 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.01 

0.003 

0.56 

0.76 


Phalet 

0826000603176900 

7.533 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.073 

3.13 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Pheela 

0826000503168200 

8.461 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.460 

1.92 

0.020 

0.07 

0.01 

0.00 

0.00 

0.03 

0.35 

0.30 

0.27 

0.017 

0.61 

0.72 


Phoosariya 

0826000603182800 

1.185 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.185 

4.62 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.09 

0.16 

0.002 

0.56 

0.73 


Pindoliya 

0826000603177200 

10.772 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

10.772 

2.98 

0.015 

0.08 

0.01 

0.00 

0.00 

0.01 

0.54 

0.37 

0.30 

0.015 

0.54 

0.79 


Rachka Ka Kuwa 

0826000603184000 

2.433 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.433 

3.67 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.14 

0.10 

0.06 

0.003 

0.54 

0.81 


Ramaj 

0826000503164300 

5.024 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.023 

2.39 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.25 

0.18 

0.03 

0.010 

0.56 

0.75 


Ramela 

0826000603192200 

0.004 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.004 

2.62 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.60 

0.69 


Rani Doongla 

0826000603184600 

3.769 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.769 

3.98 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.25 

0.19 

0.09 

0.005 

0.56 

0.74 


Raniya 

0826000603185600 

0.773 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.009 

3.23 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Ratanpura 

0826000503168300 

3.213 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.362 

2.18 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.07 

0.08 


Ratarela 

0826000603184300 

7.218 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.218 

3.47 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.38 

0.27 

0.03 

0.010 

0.55 

0.77 


Rathoron Ka Gurha 

0826000603192000 

0.224 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.216 

2.52 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.000 

0.58 

0.68 


Rawat Pura 

0826000503169000 

0.779 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.779 

2.22 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.06 

0.002 

0.58 

0.73 


Rawatpura 

0826000603178200 

0.494 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.494 

4.55 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.05 

0.04 

0.14 

0.001 

0.54 

0.80 


Rayla 

0826000603184800 

7.011 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.841 

4.87 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.45 

0.37 

0.07 

0.008 

0.48 

0.58 


Sagtari 

0826000503167400 

1.683 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.683 

2.13 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.08 

0.06 

0.03 

0.003 

0.60 

0.73 


Sakariya 

0826000603177700 

1.555 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.401 

2.65 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.02 

0.002 

0.49 

0.76 


Satawal 

0826000603183700 

3.275 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.275 

3.44 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.17 

0.11 

0.03 

0.005 

0.54 

0.82 


Sejlai 

0826000503163800 

1.115 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.115 

3.81 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.01 

0.002 

0.54 

0.81 


Sheeshwi 

0826000503163700 

6.699 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.650 

3.61 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.51 

0.34 

0.08 

0.013 

0.53 

0.80 


Sinhar 

0826000603191700 

0.006 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.006 

2.60 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.09 

0.000 

0.59 

0.70 


Soma Khra 

0826000503168100 

4.080 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.080 

2.38 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.23 

0.19 

0.19 

0.008 

0.61 

0.73 


Sulawas 

0826000503168900 

6.038 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.038 

2.03 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.26 

0.21 

0.07 

0.012 

0.59 

0.73 


Suron Ka Gurha 

0826000503165900 

3.595 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.481 

1.98 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.001 

0.08 

0.10 







Non-command 

Gneisses(B.G.C) 

3.115 

1.98 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.12 

0.09 

0.006 

0.49 

0.65 


Talai 

0826000603178600 

1.471 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.471 

3.69 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.03 

0.002 

0.55 

0.78 


Todi 

0826000503165800 

4.309 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.013 

1.99 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

3.957 

1.99 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.12 

0.04 

0.008 

0.51 

0.70 


Ukar 

0826000503164100 

6.858 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.853 

3.11 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.43 

0.30 

0.04 

0.013 

0.54 

0.78 


Upla Chotiya 

0826000503165200 

1.030 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.030 

2.00 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.03 

0.002 

0.56 

0.75 


Upla Semaliya 

0826000603192300 

0.029 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.029 

2.51 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.61 

0.69 


Utharda 

0826000803222900 

14.385 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.867 

4.33 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.57 

0.46 

0.24 

0.030 

0.34 

0.42 


Wilkawas 

0826000603183200 

2.320 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.320 

3.94 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.11 

0.09 

0.003 

0.55 

0.77 

09006042 

Andar Khet 

0827000103299300 

1.948 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.051 

5.28 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Ariwat 

0827000103310800 

0.354 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.323 

8.04 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.002 

0.55 

0.65 


Bagbol 

0827000103310400 

0.275 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.233 

6.50 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.54 

0.57 


Baladeetmafi 

0827000103298800 

2.487 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.089 

4.18 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.01 

0.006 

0.29 

0.30 


Balwara 

0827000103298600 

14.834 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

14.374 

4.91 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

1.13 

1.01 

0.23 

0.083 

0.61 

0.68 


Beelri 

0827000103305400 

2.336 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.296 

4.14 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.24 

0.24 

0.22 

0.018 

0.67 

0.67 


Bhandariya With Chak 

0827000103305800 

2.295 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.077 

5.41 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.19 

0.05 

0.012 

0.62 

0.61 


Bhatpur 

0827000103304700 

2.709 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.590 

4.03 

0.020 

0.03 

0.01 

0.00 

0.00 

0.01 

0.22 

0.22 

0.09 

0.020 

0.65 

0.65 


Bhehan Beri 

0827000103311200 

2.536 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.450 

5.89 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.23 

0.21 

0.05 

0.014 

0.60 

0.66 


Bhehana 

0827000103298400 

5.120 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.278 

4.35 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.002 

0.03 

0.04 


Bhilwata 

0827000103299200 

1.347 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.525 

5.29 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.00 

0.003 

0.26 

0.26 


Bor Ka Talab 

0827000103310700 

0.079 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.079 

7.74 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.000 

0.60 

0.71 


Bori 

0827000103306000 

4.049 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.049 

4.12 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.27 

0.27 

0.08 

0.023 

0.68 

0.68 


Bubela 

0827000103292200 

1.280 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.009 

5.22 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chela 

0827000103299800 

0.809 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.809 

4.09 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.04 

0.006 

0.56 

0.60 


Dachki @ Jaswantpura 

0827000103292600 

4.630 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.639 

4.49 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.35 

0.30 

0.05 

0.029 

0.38 

0.44 


Dadoriya 

0827000103299500 

1.280 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.190 

5.14 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.13 

0.03 

0.009 

0.62 

0.62 


Dedakon Ka Wela 

0827000103311100 

3.632 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.632 

5.20 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.30 

0.28 

0.06 

0.021 

0.63 

0.69 


Dewalkhas 

0827000103290500 

3.062 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.005 

6.40 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.21 

0.18 

0.07 

0.012 

0.35 

0.40 


Dhamlat Falan 

0827000103306600 

2.920 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.920 

4.42 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.23 

0.20 

0.18 

0.017 

0.60 

0.72 


Dhuwaliya 

0827000103293300 

1.587 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.738 

5.21 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.03 

0.004 

0.27 

0.29 


Dungarpur(M) 

0827000142701000 

8.718 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.144 

5.10 

0.015 

0.80 

0.00 

0.00 

0.00 

0.05 

1.37 

1.39 

0.00 

2.428 

0.64 

0.63 


Forest 

0827000127900003 

10.848 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.633 

6.21 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.00 

0.004 

0.04 

0.04 



0827000127900010 

33.548 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.267 

4.10 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.27 

0.27 

0.00 

0.025 

0.09 

0.09 


Galandar 

0827000103310500 

7.978 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.261 

5.55 

0.015 

0.03 

0.00 

0.00 

0.00 

0.02 

0.53 

0.46 

0.06 

0.036 

0.48 

0.55 


Gamri Ahara 

0827000103306700 

4.442 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.010 

5.01 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.36 

0.29 

0.24 

0.023 

0.54 

0.65 


Gara Malji 

0827000103300700 

3.669 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.708 

4.28 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.15 

0.01 

0.013 

0.27 

0.29 


Garamoraiya 

0827000103300600 

1.705 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.092 

2.54 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.03 

0.03 


Ghata With Chak 

0827000103306100 

2.079 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.075 

5.13 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.15 

0.16 

0.00 

0.012 

0.68 

0.68 


Ghooghra 

0827000103293600 

4.410 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.003 

4.69 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gokal Pura 

0827000103304800 

2.470 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.419 

4.50 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.23 

0.24 

0.06 

0.019 

0.67 

0.66 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Patiya 

082600060317880C 

0.03 

0.03 

339.69 

0.04 

- 

0.04 

0.03 

0.34 

- 

- 

- 

- 

- 

- 

- 

0.042 

0.002 

0.040 

0.034 

84.70 

Semi Critical 

Patoliya 

0826000603183800 

0.03 

0.01 

199.01 

0.01 

- 

0.01 

0.05 

0.58 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.024 

0.001 

0.022 

0.073 

325.45 

Over Exploited 

Patookhera 

0826000503168000 

0.06 

0.08 

39.49 

0.10 

- 

0.10 

0.05 

0.66 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.108 

0.005 

0.103 

0.135 

131.45 

Over Exploited 

Pawand 

0826000503165700 

0.06 

0.05 

(13.15) 

0.05 

- 

0.05 

0.05 

0.60 

- 

- 

- 

- 

- 

- 

- 

0.045 

0.002 

0.043 

0.014 

32.84 

Safe 

Phalet 

0826000603176900 

0.03 

0.00 

17,363.01 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pheela 

0826000503168200 

0.06 

0.31 

(4.78) 

0.30 

0.04 

0.34 

0.05 

0.66 

- 

0.0500 

- 

- 

0.052 

0.103 

0.103 

0.443 

0.022 

0.421 

0.286 

67.87 

Safe 

Phoosariya 

0826000603182800 

0.03 

0.02 

270.22 

0.03 

0.01 

0.04 

0.05 

0.61 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.058 

0.003 

0.055 

0.163 

296.08 

Over Exploited 

Pindoliya 

0826000603177200 

0.03 

0.20 

82.91 

0.25 

0.02 

0.26 

0.05 

0.59 

- 

0.0300 

- 

- 

0.010 

0.040 

0.040 

0.302 

0.015 

0.287 

0.317 

110.59 

Over Exploited 

Rachka Ka Kuwa 

0826000603184000 

0.03 

0.05 

108.84 

0.06 

0.01 

0.06 

0.05 

0.59 

- 

0.0100 

- 

- 

0.014 

0.024 

0.024 

0.089 

0.004 

0.084 

0.064 

76.68 

Semi Critical 

Ramaj 

0826000503164300 

0.06 

0.17 

10.21 

0.18 

0.00 

0.18 

0.05 

0.60 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.185 

0.009 

0.176 

0.042 

23.81 

Safe 

Ramela 

0826000603192200 

0.03 

0.00 

128.84 

0.00 

- 

0.00 

0.05 

0.66 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.014 

14,057.51 

Over Exploited 

Rani Doongla 

0826000603184600 

0.03 

0.07 

159.93 

0.09 

0.00 

0.09 

0.05 

0.61 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.104 

0.005 

0.099 

0.099 

100.31 

Over Exploited 

Raniya 

0826000603185600 

0.03 

0.00 

15,395.78 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ratanpura 

0826000503168300 

0.06 

0.00 

833.22 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.008 

450.68 

Over Exploited 

Ratarela 

0826000603184300 

0.03 

0.14 

95.98 

0.17 

0.01 

0.17 

0.05 

0.60 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.179 

0.009 

0.170 

0.042 

24.86 

Safe 

Rathoron Ka Gurha 

0826000603192000 

0.03 

0.00 

249.56 

0.01 

0.00 

0.01 

0.05 

0.63 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

0.000 

0.005 

0.022 

420.50 

Over Exploited 

Rawat Pura 

0826000503169000 

0.06 

0.03 

60.51 

0.03 

- 

0.03 

0.05 

0.63 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.042 

0.002 

0.040 

0.060 

148.14 

Over Exploited 

Rawatpura 

0826000603178200 

0.03 

0.01 

287.36 

0.01 

0.01 

0.02 

0.05 

0.59 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.041 

0.002 

0.039 

0.138 

351.18 

Over Exploited 

Rayla 

0826000603184800 

0.03 

0.10 

277.81 

0.12 

- 

0.12 

0.04 

0.53 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.128 

0.006 

0.122 

0.076 

62.72 

Safe 

Sagtari 

0826000503167400 

0.06 

0.06 

3.45 

0.06 

0.01 

0.07 

0.05 

0.65 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.076 

0.004 

0.072 

0.028 

39.25 

Safe 

Sakariya 

0826000603177700 

0.03 

0.02 

77.49 

0.03 

- 

0.03 

0.04 

0.53 

- 

- 

- 

- 

- 

- 

- 

0.029 

0.001 

0.027 

0.020 

73.46 

Semi Critical 

Satawal 

0826000603183700 

0.03 

0.06 

84.57 

0.07 

0.01 

0.08 

0.05 

0.59 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.098 

0.005 

0.093 

0.035 

37.18 

Safe 

Sejlai 

0826000503163800 

0.06 

0.04 

56.91 

0.04 

- 

0.04 

0.04 

0.58 

- 

- 

- 

- 

- 

- 

- 

0.043 

0.002 

0.041 

0.009 

22.41 

Safe 

Sheeshwi 

0826000503163700 

0.06 

0.21 

60.52 

0.26 

- 

0.26 

0.04 

0.58 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.265 

0.013 

0.252 

0.097 

38.47 

Safe 

Sinhar 

0826000603191700 

0.03 

0.00 

13,147.28 

0.00 

- 

0.00 

0.05 

0.65 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.010 

0.001 

0.010 

0.086 

891.47 

Over Exploited 

Soma Khra 

0826000503168100 

0.06 

0.15 

30.25 

0.18 

0.01 

0.19 

0.05 

0.66 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.212 

0.011 

0.202 

0.194 

96.20 

Critical 

Sulawas 

0826000503168900 

0.06 

0.21 

(1.89) 

0.21 

0.01 

0.22 

0.05 

0.64 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.235 

0.012 

0.224 

0.082 

36.60 

Safe 

Suron Ka Gurha 

0826000503165900 

0.07 

0.00 

804.29 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.015 

548.68 

Over Exploited 



0.06 

0.09 

25.96 

0.11 

- 

0.11 

0.04 

0.53 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.130 

0.007 

0.124 

0.100 

80.79 

Semi Critical 

Talai 

0826000603178600 

0.03 

0.03 

126.81 

0.03 

0.00 

0.03 

0.05 

0.60 

- 

- 

- 

- 

0.000 

0.001 

0.001 

0.035 

0.002 

0.033 

0.031 

94.89 

Critical 

Todi 

0826000503165800 

0.07 

0.00 

43,827.14 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.12 

1.13 

0.12 

- 

0.12 

0.04 

0.56 

- 

- 

- 

- 

- 

- 

- 

0.123 

0.006 

0.117 

0.051 

43.32 

Safe 

Ukar 

0826000503164100 

0.06 

0.22 

35.18 

0.27 

0.00 

0.27 

0.05 

0.59 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.277 

0.014 

0.263 

0.049 

18.77 

Safe 

Upla Chotiya 

0826000503165200 

0.06 

0.03 

(89.05) 

0.04 

- 

0.04 

0.05 

0.61 

- 

- 

- 

- 

- 

- 

- 

0.039 

0.002 

0.037 

0.033 

90.27 

Critical 

Upla Semaliya 

0826000603192300 

0.03 

0.00 

63.89 

0.00 

- 

0.00 

0.05 

0.66 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.018 

2,593.66 

Over Exploited 

Utharda 

0826000803222900 

0.05 

0.14 

220.63 

0.17 

0.01 

0.18 

0.03 

0.37 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.224 

0.011 

0.213 

0.267 

125.66 

Over Exploited 

Wilkawas 

0826000603183200 

0.03 

0.04 

147.13 

0.05 

0.00 

0.06 

0.05 

0.60 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.068 

0.003 

0.065 

0.093 

143.54 

Over Exploited 

Andar Khet 

0827000103299300 

0.05 

0.00 

8,932.77 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ariwat 

0827000103310800 

0.05 

0.01 

266.71 

0.01 

- 

0.01 

0.04 

0.59 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.010 

0.014 

137.62 

Over Exploited 

Bagbol 

0827000103310400 

0.05 

0.01 

240.85 

0.01 

- 

0.01 

0.04 

0.58 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.007 

0.019 

270.25 

Over Exploited 

Baladeetmafi 

0827000103298800 

0.05 

0.02 

323.87 

0.02 

- 

0.02 

0.02 

0.31 

- 

- 

- 

- 

- 

- 

- 

0.019 

0.001 

0.018 

0.012 

67.32 

Safe 

Balwara 

0827000103298600 

0.05 

0.44 

130.46 

0.53 

0.01 

0.54 

0.04 

0.65 

- 

0.0400 

- 

- 

0.003 

0.043 

0.043 

0.581 

0.029 

0.551 

0.314 

56.91 

Safe 

Beelri 

0827000103305400 

0.04 

0.06 

283.12 

0.08 

0.01 

0.09 

0.05 

0.72 

- 

0.0400 

- 

- 

0.004 

0.044 

0.044 

0.132 

0.007 

0.126 

0.241 

191.72 

Over Exploited 

Bhandariya With Chak 

0827000103305800 

0.05 

0.06 

191.67 

0.08 

0.00 

0.08 

0.05 

0.67 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.093 

0.005 

0.089 

0.060 

67.62 

Safe 

Bhatpur 

0827000103304700 

0.04 

0.07 

222.68 

0.08 

0.02 

0.10 

0.05 

0.70 

- 

0.0200 

- 

- 

0.015 

0.035 

0.035 

0.138 

0.007 

0.131 

0.108 

82.85 

Semi Critical 

Bhehan Beri 

0827000103311200 

0.05 

0.07 

187.18 

0.09 

0.00 

0.09 

0.04 

0.65 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.108 

0.005 

0.102 

0.065 

63.67 

Safe 

Bhehana 

0827000103298400 

0.05 

0.00 

3,199.62 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.011 

2,073.14 

Over Exploited 

Bhilwata 

0827000103299200 

0.05 

0.01 

502.24 

0.01 

- 

0.01 

0.02 

0.28 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.003 

38.13 

Safe 

Bor Ka Talab 

0827000103310700 

0.05 

0.00 

577.96 

0.00 

- 

0.00 

0.04 

0.64 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.024 

903.32 

Over Exploited 

Bori 

0827000103306000 

0.05 

0.14 

99.96 

0.16 

0.01 

0.17 

0.05 

0.73 

- 

0.0200 

- 

- 

0.008 

0.028 

0.028 

0.198 

0.010 

0.188 

0.107 

57.00 

Safe 

Bubela 

0827000103292200 

0.05 

0.00 

31,419.12 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chela 

0827000103299800 

0.04 

0.02 

277.36 

0.02 

0.00 

0.02 

0.04 

0.60 

- 

0.0100 

- 

- 

0.002 

0.013 

0.013 

0.036 

0.002 

0.034 

0.048 

140.96 

Over Exploited 

Dachki @ Jaswantpura 

0827000103292600 

0.04 

0.06 

432.61 

0.07 

- 

0.07 

0.03 

0.41 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.078 

0.004 

0.074 

0.075 

100.71 

Over Exploited 

Dadoriya 

0827000103299500 

0.04 

0.03 

342.77 

0.04 

- 

0.04 

0.05 

0.66 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.046 

0.002 

0.044 

0.043 

99.47 

Critical 

Dedakon Ka Wela 

0827000103311100 

0.05 

0.11 

140.28 

0.14 

0.00 

0.14 

0.05 

0.68 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.156 

0.008 

0.149 

0.084 

56.50 

Safe 

Dewalkhas 

0827000103290500 

0.05 

0.04 

419.23 

0.04 

0.00 

0.04 

0.03 

0.38 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.058 

0.003 

0.055 

0.081 

146.37 

Over Exploited 

Dhamlat Falan 

0827000103306600 

0.05 

0.09 

122.89 

0.11 

0.01 

0.12 

0.04 

0.65 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.146 

0.007 

0.138 

0.194 

140.05 

Over Exploited 

Dhuwaliya 

0827000103293300 

0.05 

0.01 

526.21 

0.01 

- 

0.01 

0.02 

0.29 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.022 

0.001 

0.021 

0.037 

177.65 

Over Exploited 

Dungarpur(M) 

0827000142701000 

0.05 

0.26 

########## 

0.31 

0.05 

0.36 

0.05 

0.69 

- 

- 

- 

- 

0.077 

0.077 

0.077 

0.442 

0.022 

0.420 

2.428 

578.56 

Over Exploited 

Forest 

0827000127900003 

0.05 

0.00 

4,470.40 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.004 

283.40 

Over Exploited 


0827000127900010 

0.05 

0.02 

1,354.51 

0.02 

0.01 

0.03 

0.01 

0.09 

- 

- 

- 

- 

0.010 

0.010 

0.010 

0.039 

0.002 

0.037 

0.025 

67.06 

Safe 

Galandar 

0827000103310500 

0.05 

0.15 

209.12 

0.18 

0.02 

0.20 

0.04 

0.51 

- 

0.0100 

- 

- 

0.026 

0.036 

0.036 

0.234 

0.012 

0.222 

0.099 

44.66 

Safe 

Gamri Ahara 

0827000103306700 

0.05 

0.11 

171.41 

0.13 

0.01 

0.14 

0.04 

0.58 

- 

0.0400 

- 

- 

0.007 

0.047 

0.047 

0.191 

0.010 

0.182 

0.260 

143.03 

Over Exploited 

Gara Malji 

0827000103300700 

0.04 

0.02 

690.11 

0.02 

0.00 

0.02 

0.02 

0.29 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.023 

0.001 

0.022 

0.026 

119.09 

Over Exploited 

Garamoraiya 

0827000103300600 

0.04 

0.00 

3,829.61 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Ghata With Chak 

0827000103306100 

0.05 

0.07 

119.77 

0.08 

0.01 

0.09 

0.05 

0.73 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.098 

0.005 

0.093 

0.012 

12.91 

Safe 

Ghooghra 

0827000103293600 

0.05 

0.00 

276,694.17 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gokal Pura 

0827000103304800 

0.04 

0.07 

261.33 

0.08 

0.00 

0.08 

0.05 

0.72 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.097 

0.005 

0.092 

0.078 

84.87 

Semi Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Gumanpura 

082700010329970C 

0.944 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.933 

4.44 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.02 

0.007 

0.62 

0.64 


Himmatpura 

0827000103311500 

3.164 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.502 

5.29 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.00 

0.003 

0.10 

0.11 


Jhaloo Kua 

0827000103310900 

1.014 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.207 

8.49 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.001 

0.12 

0.15 


Jhankol 

0827000103300300 

1.902 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.883 

7.16 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.27 

0.25 

0.03 

0.015 

0.52 

0.58 


Kandula 

0827000103292400 

5.360 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.588 

4.73 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.37 

0.32 

0.11 

0.026 

0.42 

0.48 


Kankra Dara 

0827000103306200 

7.344 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.270 

4.88 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.38 

0.37 

0.00 

0.030 

0.47 

0.49 


Karauli 

0827000103293700 

4.005 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.016 

4.00 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khaparda 

0827000103305600 

1.437 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.174 

3.96 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.03 

0.009 

0.56 

0.55 


Khemaroo 

0827000103304400 

3.252 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.226 

3.68 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.002 

0.04 

0.04 


Kherwara 

0827000103292800 

5.002 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.859 

4.10 

0.020 

0.04 

0.01 

0.00 

0.00 

0.01 

0.42 

0.37 

0.10 

0.038 

0.49 

0.55 


Kotana 

0827000103300100 

2.732 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.674 

4.49 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.25 

0.22 

0.03 

0.021 

0.49 

0.55 


Kushal Magri 

0827000103304900 

2.549 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.549 

4.27 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.24 

0.24 

0.05 

0.020 

0.69 

0.68 


Lorwara 

0827000103298500 

3.719 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.116 

4.08 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.22 

0.18 

0.14 

0.018 

0.50 

0.60 


Mahdwa With Chak 1 & li 

0827000103305700 

4.015 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.127 

4.47 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.02 


Majhola 

0827000103292900 

1.703 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.703 

4.60 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.16 

0.14 

0.17 

0.010 

0.55 

0.60 


Mali Khera 

0827000103305900 

2.636 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.635 

4.19 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.18 

0.01 

0.015 

0.68 

0.68 


Malpur (rural) 

0827000103299400 

3.231 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.193 

4.69 

0.020 

0.11 

0.02 

0.00 

0.00 

0.01 

0.38 

0.38 

0.41 

0.025 

0.67 

0.67 


Mana Talai 

0827000103311000 

1.056 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.056 

4.53 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.05 

0.006 

0.61 

0.70 


Mara 

0827000103306500 

3.922 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.922 

4.25 

0.015 

0.04 

0.00 

0.00 

0.00 

0.01 

0.28 

0.25 

0.13 

0.023 

0.62 

0.70 


Mathu Gamra 

0827000103299900 

3.089 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.008 

3.75 

0.020 

0.08 

0.02 

0.00 

0.00 

0.00 

0.28 

0.27 

0.30 

0.024 

0.60 

0.62 


Metali 

0827000103292700 

7.800 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.800 

3.92 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.64 

0.56 

0.09 

0.061 

0.49 

0.56 


Mokarwara 

0827000103293200 

2.697 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

5.05 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ora Bara 

0827000103293800 

4.109 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.055 

3.07 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Padardi 

0827000103299600 

1.481 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.481 

5.09 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.13 

0.07 

0.009 

0.61 

0.63 


Paldewal 

0827000103290400 

24.177 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.221 

5.36 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.16 

0.04 

0.013 

0.05 

0.06 


Palmathu Gamra 

0827000103304600 

7.320 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.837 

4.50 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.54 

0.54 

0.02 

0.046 

0.53 

0.53 


Paranapur 

0827000127900009 

1.330 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.330 

5.34 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.12 

0.02 

0.008 

0.68 

0.68 


Patri 

0827000103306300 

0.764 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.764 

4.52 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.04 

0.004 

0.63 

0.69 


Pipalada 

0827000103300400 

4.921 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.032 

5.53 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.21 

0.01 

0.016 

0.21 

0.23 


Rampur Biyola 

0827000103300500 

3.879 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.083 

3.82 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 


Ramsagra 

0827000103310600 

1.855 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.651 

7.23 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.00 

0.004 

0.21 

0.25 


Rata Pani 

0827000103306800 

2.224 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.580 

8.00 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.21 

0.17 

0.12 

0.009 

0.42 

0.51 


Relra 

0827000103300000 

1.736 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.652 

3.90 

0.020 

0.02 

0.01 

0.00 

0.00 

0.00 

0.14 

0.13 

0.08 

0.013 

0.53 

0.57 


Rohan Wara 

0827000103292500 

7.351 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.039 

5.38 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.15 

0.02 

0.012 

0.14 

0.16 


Sati 

0827000103293100 

1.891 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.687 

5.27 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.14 

0.13 

0.02 

0.010 

0.58 

0.59 


Sati Rampur 

0827000103293000 

3.628 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.785 

5.15 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.24 

0.22 

0.10 

0.016 

0.45 

0.48 


Sendwai 

0827000103306400 

1.594 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.594 

4.71 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.11 

0.10 

0.00 

0.009 

0.63 

0.69 


Shivpura 

0827000103305500 

1.649 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.649 

4.05 

0.020 

0.01 

0.00 

0.00 

0.00 

0.02 

0.12 

0.12 

0.03 

0.013 

0.69 

0.68 


Siyal Dari 

0827000103305000 

0.991 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.354 

5.62 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.02 

0.003 

0.24 

0.24 


Surpur 

0827000103299100 

2.157 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.336 

5.24 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.13 

0.08 

0.008 

0.42 

0.42 


Thana 

0827000103298700 

5.944 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.466 

3.78 

0.015 

0.07 

0.02 

0.00 

0.00 

0.01 

0.35 

0.34 

0.24 

0.032 

0.59 

0.63 


Udaipura 

0827000127900007 

1.472 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.472 

5.33 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.13 

0.02 

0.008 

0.69 

0.68 


Upar Gamiya 

0827000103311300 

1.349 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.298 

5.60 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.01 

0.007 

0.62 

0.65 


Vagdari 

0827000103292300 

8.284 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.962 

5.77 

0.015 

0.04 

0.00 

0.00 

0.00 

0.01 

0.54 

0.49 

0.11 

0.034 

0.39 

0.44 


Vajarda 

0827000103300200 

1.870 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.851 

5.43 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.18 

0.02 

0.015 

0.51 

0.57 


Veerpur With Chak 

0827000103305300 

0.976 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.216 

5.53 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.002 

0.15 

0.15 


Vikas Nagar 

0827000103311400 

6.627 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.732 

5.60 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.01 

0.004 

0.07 

0.07 

09006043 

Ambala 

0826000903253000 

5.294 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.308 

2.71 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.27 

0.23 

0.12 

0.015 

0.41 

0.50 







Non-command 

Gneisses(B.G.C) 

0.985 

2.71 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.01 

0.003 

0.09 

0.11 


Babari 

0826000903260100 

3.478 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.841 

2.51 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.01 

0.003 

0.12 

0.14 


Badgari 

0826000903254700 

1.841 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.573 

1.84 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.01 

0.006 

0.43 

0.48 


Baldar 

0826000903252500 

0.387 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.028 

2.90 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.04 

0.05 


Balua 

0826000903259200 

13.097 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.614 

2.63 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.07 

0.002 

0.02 

0.03 


Bana Kalan 

0826000903257700 

4.559 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.105 

1.26 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Bandoli 

0826000903255300 

3.829 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.829 

2.76 

0.020 

0.01 

0.00 

0.00 

0.00 

0.09 

0.13 

0.11 

0.02 

0.014 

0.51 

0.59 


Bargaon 

0826000903254600 

7.187 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.922 

1.49 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.003 

0.06 

0.07 


Behuti 

0826000903254300 

2.407 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.634 

1.57 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.002 

0.13 

0.15 







Non-command 

Gneisses(B.G.C) 

1.262 

1.57 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.03 

0.004 

0.26 

0.29 






Jaisamand 

Command 

Phyllite & Schist 

0.077 

1.57 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Chanawada 

0826000503159600 

21.838 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.412 

2.91 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.32 

0.24 

0.07 

0.007 

0.08 

0.11 


Chawand 

0826000903255400 

11.632 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.081 

2.87 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

11.550 

2.87 

0.020 

0.15 

0.01 

0.00 

0.00 

0.00 

0.80 

0.69 

0.28 

0.251 

0.51 

0.59 


Chhani 

0826000903255800 

5.835 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.815 

2.63 

0.020 

0.04 

0.00 

0.00 

0.00 

0.04 

0.31 

0.25 

0.13 

0.021 

0.49 

0.61 


Dakan Baori 

0826000903256900 

0.910 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.725 

2.97 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.02 

0.003 

0.40 

0.48 







Non-command 

Gneisses(B.G.C) 

0.117 

2.97 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.06 

0.08 


Dangikhera 

0826000903247700 

1.730 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.019 

1.12 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Dayli 

0826000903253100 

4.287 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.266 

2.67 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.03 

0.04 







Non-command 

Gneisses(B.G.C) 

3.988 

2.67 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.19 

0.03 

0.014 

0.48 

0.57 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Gumanpura 

0827000103299700 

0.04 

0.02 

273.01 

0.03 

0.00 

0.03 

0.05 

0.67 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.035 

0.002 

0.034 

0.024 

72.25 

Semi Critical 

Himmatpura 

0827000103311500 

0.05 

0.00 

1,394.72 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.003 

96.87 

Critical 

Jhaloo Kua 

0827000103310900 

0.05 

0.00 

1,630.26 

0.00 

0.00 

0.00 

0.01 

0.13 

- 

- 

- 

- 

0.000 

- 

- 

0.002 

0.000 

0.001 

0.007 

497.37 

Over Exploited 

Jhankol 

0827000103300300 

0.04 

0.04 

519.16 

0.05 

0.01 

0.05 

0.04 

0.56 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.072 

0.004 

0.068 

0.044 

63.97 

Safe 

Kandula 

0827000103292400 

0.05 

0.10 

374,444.17 

0.12 

- 

0.12 

0.03 

0.45 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.136 

0.007 

0.129 

0.137 

106.26 

Over Exploited 

Kankra Dara 

0827000103306200 

0.05 

0.12 

198.86 

0.15 

0.01 

0.16 

0.03 

0.50 

- 

- 

- 

- 

0.018 

0.018 

0.018 

0.179 

0.009 

0.170 

0.030 

17.82 

Safe 

Karauli 

0827000103293700 

0.05 

0.00 

38,135.87 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khaparda 

0827000103305600 

0.04 

0.03 

291.56 

0.03 

- 

0.03 

0.04 

0.60 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.042 

0.002 

0.040 

0.043 

108.45 

Over Exploited 

Khemaroo 

0827000103304400 

0.04 

0.00 

3,790.44 

0.00 

0.00 

0.00 

0.00 

0.05 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.003 

0.000 

0.003 

0.006 

228.19 

Over Exploited 

Kherwara 

0827000103292800 

0.04 

0.10 

285.89 

0.12 

0.02 

0.13 

0.04 

0.52 

- 

0.0200 

- 

- 

0.011 

0.031 

0.031 

0.164 

0.008 

0.155 

0.135 

86.95 

Semi Critical 

Kotana 

0827000103300100 

0.04 

0.05 

316.33 

0.06 

- 

0.06 

0.04 

0.52 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.073 

0.004 

0.070 

0.050 

71.79 

Semi Critical 

Kushal Magri 

0827000103304900 

0.04 

0.07 

238.07 

0.08 

0.00 

0.09 

0.05 

0.73 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.098 

0.005 

0.093 

0.070 

75.52 

Semi Critical 

Lorwara 

0827000103298500 

0.05 

0.08 

133.99 

0.09 

0.01 

0.10 

0.04 

0.54 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.135 

0.007 

0.129 

0.153 

119.01 

Over Exploited 

Mahdwa With Chak 1 & li 

0827000103305700 

0.04 

0.00 

10,187.81 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

3,922.42 

Over Exploited 

Majhola 

0827000103292900 

0.05 

0.05 

207.84 

0.06 

0.01 

0.07 

0.04 

0.59 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.097 

0.005 

0.092 

0.184 

199.61 

Over Exploited 

Mali Khera 

0827000103305900 

0.05 

0.09 

96.55 

0.11 

- 

0.11 

0.05 

0.73 

- 

- 

- 

- 

- 

- 

- 

0.108 

0.005 

0.102 

0.024 

23.69 

Safe 

Malpur (rural) 

0827000103299400 

0.04 

0.09 

339.07 

0.10 

0.03 

0.14 

0.05 

0.72 

- 

0.0800 

- 

- 

0.016 

0.096 

0.096 

0.231 

0.012 

0.220 

0.437 

198.95 

Over Exploited 

Mana Talai 

0827000103311000 

0.05 

0.03 

146.63 

0.04 

0.00 

0.04 

0.05 

0.66 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.049 

0.002 

0.047 

0.060 

129.02 

Over Exploited 

Mara 

0827000103306500 

0.05 

0.12 

102.18 

0.15 

0.01 

0.16 

0.05 

0.66 

- 

0.0200 

- 

- 

0.016 

0.036 

0.036 

0.193 

0.010 

0.183 

0.152 

82.83 

Semi Critical 

Mathu Gamra 

0827000103299900 

0.04 

0.07 

270.93 

0.09 

0.02 

0.11 

0.04 

0.65 

- 

0.0600 

- 

- 

0.007 

0.068 

0.068 

0.180 

0.009 

0.171 

0.326 

189.92 

Over Exploited 

Metali 

0827000103292700 

0.04 

0.16 

258.52 

0.19 

0.01 

0.20 

0.04 

0.53 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.226 

0.011 

0.215 

0.155 

72.29 

Semi Critical 

Mokarwara 

0827000103293200 

0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ora Bara 

0827000103293800 

0.05 

0.00 

9,179.05 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

13,488.22 

Over Exploited 

Padardi 

0827000103299600 

0.05 

0.05 

177.74 

0.05 

0.00 

0.06 

0.04 

0.65 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.069 

0.003 

0.066 

0.075 

112.90 

Over Exploited 

Paldewal 

0827000103290400 

0.05 

0.01 

2,948.15 

0.01 

- 

0.01 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.016 

0.055 

350.28 

Over Exploited 

Palmathu Gamra 

0827000103304600 

0.04 

0.13 

333.03 

0.15 

0.00 

0.15 

0.04 

0.57 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.155 

0.008 

0.148 

0.067 

45.22 

Safe 

Paranapur 

0827000127900009 

0.05 

0.05 

158.16 

0.05 

- 

0.05 

0.05 

0.73 

- 

- 

- 

- 

- 

- 

- 

0.055 

0.003 

0.052 

0.023 

43.51 

Safe 

Patri 

0827000103306300 

0.05 

0.02 

123.55 

0.03 

0.00 

0.03 

0.05 

0.68 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.046 

0.002 

0.044 

0.043 

99.28 

Critical 

Pipalada 

0827000103300400 

0.04 

0.02 

1,113.75 

0.02 

0.00 

0.02 

0.02 

0.22 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.021 

0.001 

0.020 

0.024 

117.93 

Over Exploited 

Rampur Biyola 

0827000103300500 

0.04 

0.00 

15,050.81 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.000 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Ramsagra 

0827000103310600 

0.05 

0.01 

766.30 

0.01 

0.00 

0.01 

0.02 

0.23 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.009 

0.000 

0.009 

0.007 

77.67 

Semi Critical 

Rata Pani 

0827000103306800 

0.05 

0.03 

416.68 

0.04 

0.01 

0.05 

0.03 

0.45 

- 

0.0100 

- 

- 

0.014 

0.024 

0.024 

0.073 

0.004 

0.069 

0.129 

185.92 

Over Exploited 

Relra 

0827000103300000 

0.04 

0.04 

261.39 

0.04 

0.01 

0.05 

0.04 

0.57 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.073 

0.004 

0.069 

0.093 

134.59 

Over Exploited 

Rohan Wara 

0827000103292500 

0.05 

0.01 

995.78 

0.02 

- 

0.02 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.017 

0.001 

0.016 

0.036 

226.86 

Over Exploited 

Sati 

0827000103293100 

0.05 

0.05 

172.39 

0.06 

0.01 

0.07 

0.04 

0.62 

- 

- 

- 

- 

0.013 

0.013 

0.013 

0.080 

0.004 

0.076 

0.034 

44.50 

Safe 

Sati Rampur 

0827000103293000 

0.05 

0.06 

253.80 

0.08 

0.01 

0.08 

0.03 

0.49 

- 

0.0200 

- 

- 

0.012 

0.032 

0.032 

0.116 

0.006 

0.110 

0.118 

107.39 

Over Exploited 

Sendwai 

0827000103306400 

0.05 

0.05 

91.41 

0.06 

0.01 

0.07 

0.05 

0.68 

- 

- 

- 

- 

0.011 

0.011 

0.011 

0.080 

0.004 

0.076 

0.009 

12.14 

Safe 

Shivpura 

0827000103305500 

0.04 

0.05 

166.88 

0.06 

0.02 

0.08 

0.05 

0.74 

- 

0.0100 

- 

- 

0.034 

0.044 

0.044 

0.122 

0.006 

0.116 

0.047 

40.42 

Safe 

Siyal Dari 

0827000103305000 

0.04 

0.00 

1,255.01 

0.00 

0.00 

0.01 

0.02 

0.26 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.011 

0.001 

0.011 

0.024 

217.81 

Over Exploited 

Surpur 

0827000103299100 

0.05 

0.03 

345.39 

0.03 

- 

0.03 

0.03 

0.45 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.044 

0.002 

0.042 

0.083 

197.83 

Over Exploited 

Thana 

0827000103298700 

0.05 

0.16 

106.00 

0.20 

0.03 

0.22 

0.04 

0.64 

- 

0.0500 

- 

- 

0.009 

0.059 

0.059 

0.280 

0.014 

0.266 

0.272 

102.22 

Over Exploited 

Udaipura 

0827000127900007 

0.05 

0.05 

155.12 

0.06 

- 

0.06 

0.05 

0.74 

- 

- 

- 

- 

- 

- 

- 

0.061 

0.003 

0.058 

0.026 

45.91 

Safe 

Upar Gamiya 

0827000103311300 

0.05 

0.04 

159.04 

0.05 

- 

0.05 

0.05 

0.67 

- 

- 

- 

- 

- 

- 

- 

0.048 

0.002 

0.046 

0.013 

29.29 

Safe 

Vagdari 

0827000103292300 

0.05 

0.12 

########## 

0.14 

0.01 

0.15 

0.03 

0.42 

- 

0.0200 

- 

- 

0.020 

0.040 

0.040 

0.191 

0.010 

0.182 

0.142 

78.40 

Semi Critical 

Vajarda 

0827000103300200 

0.04 

0.04 

381.60 

0.05 

0.00 

0.05 

0.04 

0.55 

- 

- 

- 

- 

0.007 

0.008 

0.008 

0.058 

0.003 

0.055 

0.032 

56.96 

Safe 

Veerpur With Chak 

0827000103305300 

0.04 

0.00 

1,726.76 

0.00 

- 

0.00 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

0.019 

1,248.00 

Over Exploited 

Vikas Nagar 

0827000103311400 

0.05 

0.00 

2,213.05 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.010 

339.92 

Over Exploited 

Ambala 

0826000903253000 

0.04 

0.07 

231.30 

0.08 

- 

0.08 

0.04 

0.46 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.102 

0.005 

0.097 

0.135 

139.41 

Over Exploited 



0.03 

0.00 

1,478.52 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.017 

546.52 

Over Exploited 

Babari 

0826000903260100 

0.04 

0.00 

831.38 

0.00 

- 

0.00 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.004 

0.009 

199.81 

Over Exploited 

Badgari 

0826000903254700 

0.03 

0.02 

155.41 

0.02 

- 

0.02 

0.04 

0.47 

- 

- 

- 

- 

- 

- 

- 

0.024 

0.001 

0.023 

0.013 

54.55 

Safe 

Baldar 

0826000903252500 

0.04 

0.00 

2,730.07 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Balua 

0826000903259200 

0.04 

0.00 

7,835.02 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.074 

729.68 

Over Exploited 

Bana Kalan 

0826000903257700 

0.03 

0.00 

6,191.86 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bandoli 

0826000903255300 

0.03 

0.06 

91.10 

0.07 

0.09 

0.16 

0.05 

0.56 

- 

- 

- 

- 

0.138 

0.138 

0.138 

0.301 

0.015 

0.286 

0.036 

12.45 

Safe 

Bargaon 

0826000903254600 

0.03 

0.00 

1,275.00 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.017 

853.30 

Over Exploited 

Behuti 

0826000903254300 

0.04 

0.00 

733.64 

0.00 

- 

0.00 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.026 

721.42 

Over Exploited 



0.03 

0.01 

345.66 

0.01 

- 

0.01 

0.02 

0.29 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.011 

0.029 

260.60 

Over Exploited 



0.04 

0.00 

4,332.26 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0008 

0.0009 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.000 

16.37 

Safe 

Chanawada 

0826000503159600 

0.07 

0.01 

64,125.90 

0.02 

- 

0.02 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.025 

0.001 

0.024 

0.079 

327.34 

Over Exploited 

Chawand 

0826000903255400 

0.04 

0.00 

35,847.89 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

61,233.91 

Over Exploited 



0.03 

0.18 

291.33 

0.21 

0.01 

0.22 

0.05 

0.56 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.251 

0.013 

0.238 

0.528 

221.62 

Over Exploited 

Chhani 

0826000903255800 

0.04 

0.11 

124.50 

0.13 

0.04 

0.17 

0.05 

0.54 

- 

0.0200 

- 

- 

0.059 

0.079 

0.079 

0.250 

0.012 

0.237 

0.153 

64.34 

Safe 

Dakan Baori 

0826000903256900 

0.04 

0.01 

301.12 

0.01 

- 

0.01 

0.04 

0.44 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.013 

0.021 

164.44 

Over Exploited 



0.03 

0.00 

2,454.15 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

1,734.62 

Over Exploited 

Dangikhera 

0826000903247700 

0.04 

0.00 

234,726.26 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dayli 

0826000903253100 

0.04 

0.00 

3,570.78 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

1,847.13 

Over Exploited 



0.03 

0.06 

227.14 

0.07 

- 

0.07 

0.05 

0.53 

- 

- 

- 

- 

- 

- 

- 

0.070 

0.003 

0.066 

0.039 

59.12 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Deengri 

0826000903253500 

2.877 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.094 

2.86 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.02 

0.02 


Dekali 

0826000903255500 

0.353 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.085 

2.84 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.12 

0.14 







Non-command 

Gneisses(B.G.C) 

0.268 

2.84 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.001 

0.38 

0.45 


Delwas 

0826000903252600 

12.013 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.481 

2.04 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.17 

0.13 

0.15 

0.012 

0.15 

0.19 


Dhakarda 

0826000903257500 

6.306 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.092 

2.14 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.02 

0.007 

0.17 

0.19 


Jhalardevi 

0826000903252700 

2.663 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.351 

1.86 

0.020 

0.02 

0.01 

0.00 

0.00 

0.00 

0.10 

0.08 

0.08 

0.008 

0.45 

0.57 


Kachhota 

0826000903257400 

1.876 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.874 

3.75 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.13 

0.01 

0.007 

0.51 

0.57 


Katanwara 

0826000903255600 

5.621 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.430 

2.86 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.17 

0.14 

0.16 

0.009 

0.22 

0.26 







Non-command 

Gneisses(B.G.C) 

3.191 

2.86 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.22 

0.19 

0.13 

0.011 

0.28 

0.34 


Kejar 

0826000903255200 

10.407 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

10.287 

2.73 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.61 

0.54 

0.19 

0.036 

0.50 

0.57 


Kharbar Chak (A) 

0826000903256600 

13.121 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.167 

2.28 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.38 

0.30 

0.20 

0.025 

0.26 

0.34 


Kharbar Chak (B) 

0826000903256700 

1.782 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.765 

2.54 

0.020 

0.08 

0.02 

0.00 

0.00 

0.00 

0.15 

0.12 

0.29 

0.006 

0.48 

0.61 


Kherki 

0826000903252900 

7.006 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.001 

2.25 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.31 

0.25 

0.01 

0.025 

0.50 

0.63 


Khori Mahuri 

0826000903252800 

6.723 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.897 

1.70 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.24 

0.19 

0.17 

0.021 

0.45 

0.57 


Lalpura 

0826000903253200 

1.532 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.532 

2.65 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.01 

0.005 

0.52 

0.61 


Makat 

0826000903252400 

2.523 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.939 

2.21 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.07 

0.007 

0.41 

0.49 







Non-command 

Gneisses(B.G.C) 

0.117 

2.21 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.02 

0.03 


Mandwa 

0826000903255700 

2.782 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.523 

2.76 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.12 

0.04 

0.009 

0.45 

0.55 







Non-command 

Gneisses(B.G.C) 

0.015 

2.76 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mayar 

0826000903254900 

3.869 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.860 

2.35 

0.020 

0.03 

0.01 

0.00 

0.00 

0.12 

0.08 

0.07 

0.10 

0.014 

0.50 

0.56 


Moondla 

0826000903253400 

2.981 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.211 

2.52 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.02 

0.004 

0.22 

0.25 







Non-command 

Gneisses(B.G.C) 

0.592 

2.52 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.002 

0.11 

0.12 


Nal Alkar 

0826000903255900 

5.172 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.117 

2.12 

0.020 

0.03 

0.01 

0.00 

0.00 

0.01 

0.23 

0.18 

0.09 

0.018 

0.49 

0.62 


Naliya Wara 

0826000903256100 

0.612 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.164 

1.78 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.02 

0.001 

0.13 

0.17 


Nathara 

0826000903252200 

25.421 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.337 

1.54 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.35 

0.28 

0.13 

0.037 

0.22 

0.27 


Neemach 

0826000903257300 

2.859 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.859 

3.60 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.21 

0.18 

0.04 

0.010 

0.51 

0.58 


Nimboda 

0826000903257000 

0.808 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.778 

3.02 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.05 

0.003 

0.47 

0.58 


Pal Neemoda 

0826000903256800 

13.979 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

13.139 

2.79 

0.020 

0.11 

0.01 

0.00 

0.00 

0.00 

0.83 

0.67 

0.40 

0.046 

0.46 

0.57 


Pal Sarada 

0826000903259000 

28.166 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.001 

2.76 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.54 

0.46 

0.17 

0.032 

0.16 

0.19 







Non-command 

Gneisses(B.G.C) 

2.094 

2.76 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.11 

0.03 

0.007 

0.04 

0.04 


Pal Sepur 

0826000903259100 

6.418 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.174 

3.08 

0.020 

0.07 

0.02 

0.00 

0.00 

0.00 

0.43 

0.35 

0.24 

0.022 

0.47 

0.57 


Parsad 

0826000903256000 

11.553 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.911 

1.69 

0.020 

0.09 

0.02 

0.00 

0.00 

0.00 

0.30 

0.23 

0.31 

0.024 

0.29 

0.38 


Sagatra 

0826000903255000 

5.806 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.159 

2.30 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.26 

0.23 

0.06 

0.018 

0.45 

0.51 


Sahara 

0826000903254400 

18.992 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.049 

1.35 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

0.001 

1.35 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Jaisamand 

Command 

Phyllite & Schist 

0.005 

1.35 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sarada 

0826000903257200 

6.945 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.310 

3.66 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.001 

0.02 

0.03 







Non-command 

Gneisses(B.G.C) 

6.633 

3.66 

0.020 

0.09 

0.02 

0.00 

0.00 

0.00 

0.56 

0.48 

0.32 

0.023 

0.48 

0.56 


Sarsiya 

0826000903252100 

7.702 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.010 

2.31 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sasei 

0826000903252300 

3.968 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.399 

2.19 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.17 

0.14 

0.12 

0.012 

0.45 

0.54 


Sekri 

0826000903254500 

0.950 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.831 

1.20 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.003 

0.44 

0.49 


Sepur 

0826000903257100 

3.750 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.746 

3.09 

0.020 

0.03 

0.01 

0.00 

0.00 

0.02 

0.24 

0.20 

0.11 

0.013 

0.49 

0.59 


Somawat 

0826001003271400 

11.922 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.105 

2.87 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.00 

0.01 


Thana 

0826000903253300 

4.853 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.268 

2.60 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.03 

0.03 







Non-command 

Gneisses(B.G.C) 

3.892 

2.60 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.18 

0.02 

0.014 

0.42 

0.48 


Udpuriya (Jageer) 

0826000903254200 

1.396 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.967 

2.58 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.05 

0.003 

0.35 

0.39 







Non-command 

Gneisses(B.G.C) 

0.116 

2.58 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.04 

0.05 






Jaisamand 

Command 

Phyllite & Schist 

0.097 

2.58 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.000 

0.03 

0.04 


Udpuriya (Khalsa) 

0826000903254100 

1.579 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.106 

2.41 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.000 

0.03 

0.04 






Jaisamand 

Command 

Phyllite & Schist 

0.051 

2.41 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 

09006044 

Adwas 

0826000903248600 

15.272 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.260 

1.82 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.34 

0.28 

0.17 

0.029 

0.33 

0.40 







Non-command 

Gneisses(B.G.C) 

3.289 

1.82 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.11 

0.04 

0.012 

0.13 

0.16 


Agar 

0826000703204300 

12.605 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.085 

3.72 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Ajbara 

0826000903248500 

9.679 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.885 

1.05 

0.020 

0.05 

0.01 

0.00 

0.00 

0.04 

0.18 

0.15 

0.16 

0.031 

0.54 

0.67 


Ajni 

0826000703204400 

19.478 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

10.252 

4.02 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.75 

0.69 

0.07 

0.031 

0.33 

0.35 


Arawela 

0826000803226100 

0.408 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.278 

5.66 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.41 

0.47 


Baba Ka Magra 

0826000903250100 

21.004 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.962 

1.55 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.00 

0.010 

0.09 

0.11 







Non-command 

Gneisses(B.G.C) 

17.474 

1.55 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.56 

0.45 

0.00 

0.062 

0.53 

0.66 






Jaisamand 

Command 

Gneisses(B.G.C) 

0.011 

1.55 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bagruwa 

0826000903248700 

6.182 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.225 

1.19 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.14 

0.11 

0.13 

0.015 

0.39 

0.51 


Baroliya 

0826000803229700 

2.874 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.186 

5.44 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.04 

0.04 


Basu 

0826000503162600 

11.427 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.228 

1.50 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.26 

0.20 

0.05 

0.010 

0.27 

0.34 







Non-command 

Gneisses(B.G.C) 

5.001 

1.50 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.13 

0.04 

0.010 

0.26 

0.32 


Beras 

0826000703204500 

5.817 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.320 

4.81 

0.018 

0.02 

0.00 

0.00 

0.00 

0.05 

0.41 

0.37 

0.06 

0.016 

0.56 

0.62 


Bhaison Ka Namla 

0826000803226900 

15.560 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

15.530 

3.09 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.74 

0.60 

0.00 

0.060 

0.63 

0.77 



0826000803227000 

1.155 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.122 

3.28 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.02 

0.004 

0.60 

0.74 


Bhariya 

0826000903248800 

3.295 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.653 

2.12 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.002 

0.12 

0.15 







Non-command 

Gneisses(B.G.C) 

2.627 

2.12 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.11 

0.05 

0.009 

0.48 

0.60 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Deengri 

0826000903253500 

0.03 

0.00 

9,664.86 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dekali 

0826000903255500 

0.04 

0.00 

917.03 

0.00 

- 

0.00 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

2,743.61 

Over Exploited 



0.03 

0.00 

590.19 

0.00 

- 

0.00 

0.04 

0.42 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.003 

0.030 

863.37 

Over Exploited 

Delwas 

0826000903252600 

0.04 

0.02 

479.30 

0.02 

0.01 

0.03 

0.02 

0.16 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.063 

0.003 

0.060 

0.162 

269.46 

Over Exploited 

Dhakarda 

0826000903257500 

0.03 

0.01 

740.07 

0.01 

- 

0.01 

0.02 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.012 

0.025 

211.73 

Over Exploited 

Jhalardevi 

0826000903252700 

0.04 

0.04 

271,125.26 

0.05 

0.01 

0.06 

0.05 

0.50 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.081 

0.004 

0.077 

0.092 

119.38 

Over Exploited 

Kachhota 

0826000903257400 

0.03 

0.03 

366.15 

0.03 

- 

0.03 

0.05 

0.55 

- 

- 

- 

- 

- 

- 

- 

0.034 

0.002 

0.032 

0.021 

63.56 

Safe 

Katanwara 

0826000903255600 

0.04 

0.02 

600.55 

0.02 

0.01 

0.03 

0.02 

0.24 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.064 

0.003 

0.061 

0.171 

279.91 

Over Exploited 



0.03 

0.03 

582.45 

0.03 

- 

0.03 

0.03 

0.31 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.053 

0.003 

0.050 

0.137 

274.46 

Over Exploited 

Kejar 

0826000903255200 

0.03 

0.16 

246.53 

0.19 

0.01 

0.20 

0.05 

0.55 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.237 

0.012 

0.225 

0.227 

101.20 

Over Exploited 

Kharbar Chak (A) 

0826000903256600 

0.04 

0.07 

307.70 

0.09 

0.01 

0.10 

0.03 

0.29 

0.01 

0.0400 

- 

- 

- 

0.040 

0.048 

0.145 

0.007 

0.138 

0.224 

162.78 

Over Exploited 

Kharbar Chak (B) 

0826000903256700 

0.04 

0.03 

263.89 

0.04 

0.02 

0.06 

0.05 

0.53 

0.00 

0.0600 

- 

- 

0.001 

0.061 

0.065 

0.124 

0.006 

0.118 

0.300 

254.63 

Over Exploited 

Kherki 

0826000903252900 

0.04 

0.14 

85.91 

0.16 

0.01 

0.17 

0.05 

0.56 

- 

- 

- 

- 

0.017 

0.018 

0.018 

0.191 

0.010 

0.182 

0.031 

16.92 

Safe 

Khori Mahuri 

0826000903252800 

0.04 

0.10 

87.87 

0.12 

0.01 

0.13 

0.05 

0.50 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.164 

0.008 

0.156 

0.195 

125.23 

Over Exploited 

Lalpura 

0826000903253200 

0.03 

0.02 

178.38 

0.03 

0.00 

0.03 

0.05 

0.57 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.037 

0.002 

0.035 

0.012 

35.39 

Safe 

Makat 

0826000903252400 

0.04 

0.03 

192.79 

0.04 

- 

0.04 

0.04 

0.45 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.046 

0.002 

0.044 

0.079 

178.60 

Over Exploited 



0.03 

0.00 

4,984.13 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

4,473.22 

Over Exploited 

Mandwa 

0826000903255700 

0.04 

0.04 

181.92 

0.05 

- 

0.05 

0.05 

0.50 

- 

- 

- 

- 

- 

- 

- 

0.052 

0.003 

0.049 

0.051 

103.31 

Over Exploited 



0.03 

0.00 

57,645.85 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mayar 

0826000903254900 

0.03 

0.06 

24.24 

0.07 

0.13 

0.20 

0.05 

0.55 

- 

0.0200 

- 

- 

0.181 

0.201 

0.201 

0.400 

0.020 

0.380 

0.118 

30.92 

Safe 

Moondla 

0826000903253400 

0.04 

0.01 

720,353.89 

0.01 

- 

0.01 

0.02 

0.24 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.011 

0.022 

196.18 

Over Exploited 



0.03 

0.00 

1,266.37 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.009 

425.81 

Over Exploited 

Nal Alkar 

0826000903255900 

0.04 

0.10 

89.27 

0.11 

0.02 

0.13 

0.05 

0.54 

- 

0.0200 

- 

- 

0.012 

0.032 

0.032 

0.164 

0.008 

0.156 

0.108 

69.23 

Safe 

Naliya Wara 

0826000903256100 

0.04 

0.00 

4,888.35 

0.00 

- 

0.00 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.019 

2,471.70 

Over Exploited 

Nathara 

0826000903252200 

0.04 

0.08 

########## 

0.10 

0.01 

0.11 

0.02 

0.24 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.131 

0.007 

0.125 

0.163 

130.54 

Over Exploited 

Neemach 

0826000903257300 

0.03 

0.04 

324.23 

0.05 

0.01 

0.06 

0.05 

0.55 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.076 

0.004 

0.072 

0.050 

69.47 

Safe 

Nimboda 

0826000903257000 

0.04 

0.01 

215.69 

0.02 

0.00 

0.02 

0.05 

0.52 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.034 

0.002 

0.032 

0.057 

177.28 

Over Exploited 

Pal Neemoda 

0826000903256800 

0.04 

0.23 

191.11 

0.28 

0.01 

0.29 

0.05 

0.51 

0.03 

0.0700 

- 

- 

- 

0.070 

0.096 

0.381 

0.019 

0.362 

0.442 

122.26 

Over Exploited 

Pal Sarada 

0826000903259000 

0.04 

0.05 

733.12 

0.07 

0.01 

0.08 

0.02 

0.18 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.106 

0.005 

0.101 

0.200 

198.64 

Over Exploited 



0.03 

0.00 

4,493.11 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.032 

1,220.25 

Over Exploited 

Pal Sepur 

0826000903259100 

0.04 

0.11 

216.83 

0.13 

0.02 

0.16 

0.05 

0.52 

- 

0.0500 

- 

- 

0.005 

0.055 

0.055 

0.213 

0.011 

0.202 

0.262 

129.41 

Over Exploited 

Parsad 

0826000903256000 

0.04 

0.07 

########## 

0.09 

0.02 

0.11 

0.03 

0.33 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.168 

0.008 

0.160 

0.338 

211.71 

Over Exploited 

Sagatra 

0826000903255000 

0.03 

0.07 

229.53 

0.08 

- 

0.08 

0.04 

0.49 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.093 

0.005 

0.089 

0.079 

89.53 

Semi Critical 

Sahara 

0826000903254400 

0.04 

0.00 

50,091.97 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

346,302.14 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sarada 

0826000903257200 

0.04 

0.00 

10,492.86 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.025 

8,211.04 

Over Exploited 



0.03 

0.10 

401.84 

0.12 

0.02 

0.14 

0.05 

0.53 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.195 

0.010 

0.186 

0.343 

184.98 

Over Exploited 

Sarsiya 

0826000903252100 

0.04 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sasei 

0826000903252300 

0.04 

0.06 

139.99 

0.07 

0.01 

0.08 

0.04 

0.49 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.102 

0.005 

0.097 

0.132 

136.57 

Over Exploited 

Sekri 

0826000903254500 

0.03 

0.01 

63.41 

0.01 

- 

0.01 

0.04 

0.48 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.012 

0.010 

80.05 

Semi Critical 

Sepur 

0826000903257100 

0.04 

0.07 

176.63 

0.08 

0.03 

0.11 

0.05 

0.55 

- 

0.0200 

- 

- 

0.023 

0.043 

0.043 

0.154 

0.008 

0.146 

0.121 

83.04 

Semi Critical 

Somawat 

0826001003271400 

0.02 

0.00 

44,311.04 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Thana 

0826000903253300 

0.04 

0.00 

3,996.58 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.03 

0.05 

277.50 

0.06 

- 

0.06 

0.04 

0.46 

- 

- 

- 

- 

- 

- 

- 

0.059 

0.003 

0.056 

0.036 

64.16 

Safe 

Udpuriya (Jageer) 

0826000903254200 

0.04 

0.01 

313.37 

0.02 

- 

0.02 

0.03 

0.38 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.025 

0.001 

0.024 

0.057 

237.55 

Over Exploited 



0.03 

0.00 

3,566.14 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

2,675.55 

Over Exploited 



0.04 

0.00 

3,278.96 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

0.0010 

0.0011 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.006 

295.97 

Over Exploited 

Udpuriya (Khalsa) 

0826000903254100 

0.04 

0.00 

3,204.78 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

4,106.49 

Over Exploited 



0.04 

0.00 

6,847.81 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0005 

0.0006 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

16.70 

Safe 

Adwas 

0826000903248600 

0.04 

0.10 

167.92 

0.12 

0.01 

0.13 

0.03 

0.36 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.164 

0.008 

0.156 

0.203 

130.06 

Over Exploited 



0.03 

0.01 

########## 

0.01 

- 

0.01 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.025 

0.001 

0.024 

0.052 

219.60 

Over Exploited 

Agar 

0826000703204300 

0.04 

0.00 

41,756.91 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ajbara 

0826000903248500 

0.04 

0.18 

184,734.16 

0.15 

0.05 

0.20 

0.05 

0.59 

- 

0.0200 

- 

- 

0.062 

0.082 

0.082 

0.283 

0.014 

0.269 

0.187 

69.75 

Safe 

Ajni 

0826000703204400 

0.04 

0.12 

########## 

0.14 

- 

0.14 

0.03 

0.35 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.149 

0.007 

0.142 

0.098 

69.24 

Safe 

Arawela 

0826000803226100 

0.05 

0.01 

230.34 

0.01 

- 

0.01 

0.04 

0.44 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.010 

143.83 

Over Exploited 

Baba Ka Magra 

0826000903250100 

0.04 

0.01 

627.97 

0.01 

- 

0.01 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.012 

0.010 

90.27 

Critical 



0.03 

0.28 

347,788.20 

0.33 

- 

0.33 

0.05 

0.58 

- 

- 

- 

- 

- 

- 

- 

0.333 

0.017 

0.316 

0.066 

20.81 

Safe 



0.03 

0.00 

250,276.70 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bagruwa 

0826000903248700 

0.04 

0.06 

788,079.59 

0.07 

- 

0.07 

0.03 

0.42 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.082 

0.004 

0.078 

0.141 

180.73 

Over Exploited 

Baroliya 

0826000803229700 

0.05 

0.00 

3,367.12 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Basu 

0826000503162600 

0.07 

0.09 

121.24 

0.11 

- 

0.11 

0.02 

0.29 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.120 

0.006 

0.114 

0.057 

50.30 

Safe 



0.06 

0.08 

167,113.93 

0.09 

- 

0.09 

0.02 

0.28 

- 

- 

- 

- 

- 

- 

- 

0.092 

0.005 

0.087 

0.053 

60.45 

Safe 

Beras 

0826000703204500 

0.04 

0.11 

########## 

0.13 

0.05 

0.18 

0.05 

0.61 

- 

0.0100 

- 

- 

0.081 

0.091 

0.091 

0.272 

0.014 

0.258 

0.079 

30.66 

Safe 

Bhaison Ka Namla 

0826000803226900 

0.05 

0.53 

13.92 

0.60 

- 

0.60 

0.05 

0.68 

- 

- 

- 

- 

- 

- 

- 

0.601 

0.030 

0.571 

0.060 

10.52 

Safe 


0826000803227000 

0.05 

0.04 

46.17 

0.04 

- 

0.04 

0.05 

0.65 

- 

- 

- 

- 

- 

- 

- 

0.044 

0.002 

0.042 

0.028 

68.16 

Safe 

Bhariya 

0826000903248800 

0.04 

0.00 

918.28 

0.00 

- 

0.00 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.003 

0.026 

765.52 

Over Exploited 



0.03 

0.04 

125,554.32 

0.04 

- 

0.04 

0.04 

0.53 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.054 

0.003 

0.051 

0.059 

115.80 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Bhatwara 

082600090325020C 

0.254 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.099 

1.44 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.25 

0.31 







Non-command 

Gneisses(B.G.C) 

0.052 

1.44 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.13 

0.16 


Bhimpura 

082600080322720C 

0.711 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.711 

5.69 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.01 

0.003 

0.61 

0.75 


Biliya Ka Gurha 

0826000803227500 

3.484 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.004 

4.44 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Borka Pani 

0826000703205300 

11.201 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.033 

3.40 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Borla 

0826000803225500 

1.201 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.201 

6.59 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.12 

0.10 

0.02 

0.005 

0.62 

0.75 


Chhaparwali Thori 

0826000903249800 

11.021 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

10.903 

3.28 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.73 

0.59 

0.01 

0.039 

0.62 

0.77 


Chibora 

0826000803227100 

1.400 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.192 

4.10 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.11 

0.005 

0.52 

0.64 


Dantardi 

0826000803224500 

2.367 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.367 

2.66 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.10 

0.14 

0.009 

0.62 

0.75 


Dawana 

0826000903249100 

2.185 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.520 

1.80 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.07 

0.06 

0.10 

0.005 

0.43 

0.53 







Non-command 

Gneisses(B.G.C) 

0.665 

1.80 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.002 

0.19 

0.23 


Deoliya 

0826000703204600 

13.798 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.923 

3.77 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.21 

0.04 

0.009 

0.14 

0.13 


Deopura 

0826000803225900 

1.767 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.767 

7.15 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.17 

0.04 

0.007 

0.61 

0.72 


Dewala 

0826000903247000 

9.173 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.978 

0.76 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.07 

0.20 

0.011 

0.19 

0.24 


Dhawri 

0826000703198300 

3.307 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.007 

3.13 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dhulji Ka Gurha 

0826000803224400 

5.032 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.767 

2.87 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.15 

0.04 

0.015 

0.47 

0.57 


Dobdicha 

0826000803230300 

0.433 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.321 

3.45 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.001 

0.48 

0.44 


Dolpura 

0826000803226300 

1.634 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.363 

5.50 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.11 

0.08 

0.005 

0.51 

0.61 


Edana 

0826000803223400 

9.360 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.355 

2.39 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.21 

0.18 

0.09 

0.021 

0.35 

0.42 


Eklingpura 

0826000903246600 

6.327 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.001 

1.63 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gamri 

0826000903251200 

3.346 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.125 

1.13 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.004 

0.21 

0.27 







Non-command 

Gneisses(B.G.C) 

0.780 

1.13 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.003 

0.15 

0.18 


Gaonra-Pal 

0826000803226200 

2.201 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.004 

5.44 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gatonr 

0826000903251100 

9.226 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.013 

1.49 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Geegachi Khera 

0826000903248000 

5.239 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.022 

0.34 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ghati 

0826000803226800 

1.031 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.031 

5.25 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.04 

0.004 

0.62 

0.76 


Gingla 

0826000803223900 

3.409 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.357 

2.96 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.001 

0.07 

0.08 


Guruon Ka Chibora 

0826000803225700 

0.991 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.991 

6.48 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.02 

0.004 

0.62 

0.75 


Jagat 

0826000503162800 

26.394 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.856 

1.89 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.03 

0.002 

0.02 

0.02 







Non-command 

Gneisses(B.G.C) 

13.878 

1.89 

0.020 

0.12 

0.02 

0.00 

0.00 

0.00 

0.62 

0.49 

0.45 

0.027 

0.31 

0.39 


Jaitpura 

0826000803223300 

4.628 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.069 

2.32 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Jamboora 

0826000803226400 

3.311 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.311 

7.06 

0.015 

0.05 

0.01 

0.00 

0.00 

0.01 

0.38 

0.32 

0.17 

0.013 

0.61 

0.73 



0826000903251300 

5.543 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.479 

1.28 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.05 

0.07 







Non-command 

Gneisses(B.G.C) 

0.010 

1.28 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jatkua 

0826000803226500 

1.031 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.031 

7.23 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.01 

0.004 

0.61 

0.74 


Jawad 

0826000903248900 

10.286 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.418 

2.22 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.03 

0.03 







Non-command 

Gneisses(B.G.C) 

9.833 

2.22 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.48 

0.39 

0.13 

0.035 

0.59 

0.73 


Jayasamand Tank 

0826000926900001 

0.433 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.043 

1.01 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.06 

0.08 







Non-command 

Gneisses(B.G.C) 

0.390 

1.01 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.57 

0.71 


Juna Koa 

0826000903249700 

1.820 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.820 

2.53 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.03 

0.006 

0.63 

0.78 


Junijhar 

0826000903249200 

3.139 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.575 

0.50 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.05 

0.006 

0.32 

0.39 







Non-command 

Gneisses(B.G.C) 

1.533 

0.50 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.005 

0.31 

0.38 


Kaduni 

0826000803225100 

4.414 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.414 

4.01 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.33 

0.27 

0.26 

0.017 

0.62 

0.75 


Kali-Magri 

0826000803227300 

2.813 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.541 

5.71 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.00 

0.002 

0.12 

0.14 


Kanpura 

0826000803226000 

4.011 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.901 

5.99 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.38 

0.33 

0.11 

0.015 

0.59 

0.69 


Kant 

0826000803223600 

5.724 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.172 

2.41 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.06 

0.005 

0.13 

0.14 


Kara kali 

0826000803222700 

7.654 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.838 

3.45 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.03 

0.007 

0.15 

0.18 


Karawali 

0826000803225800 

8.431 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.359 

7.09 

0.015 

0.24 

0.03 

0.00 

0.00 

0.00 

1.10 

0.93 

0.91 

0.032 

0.61 

0.71 


Karodiya 

0826000903250300 

2.156 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.756 

1.37 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.003 

0.22 

0.28 







Non-command 

Gneisses(B.G.C) 

1.395 

1.37 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.01 

0.005 

0.41 

0.51 


Kenpura 

0826000803224000 

0.999 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.353 

3.30 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.22 

0.27 


Khajoori 

0826000803230200 

2.620 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.952 

3.47 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.03 

0.004 

0.23 

0.22 


Kharka 

0826000803224600 

9.028 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

9.028 

2.47 

0.015 

0.09 

0.02 

0.00 

0.00 

0.00 

0.40 

0.34 

0.31 

0.035 

0.62 

0.73 


Kharwa 

0826000503161000 

18.322 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.457 

1.91 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.01 

0.003 

0.04 

0.06 


Kota 

0826000803223500 

3.698 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.676 

2.33 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.15 

0.13 

0.12 

0.014 

0.61 

0.71 


Kunda 

0826000803230100 

1.578 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.274 

3.99 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.02 

0.005 

0.51 

0.49 


Loda 

0826000803223800 

5.197 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.678 

2.60 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.24 

0.20 

0.25 

0.018 

0.56 

0.67 


Magrawali Thori 

0826000903249900 

2.329 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.329 

2.21 

0.020 

0.01 

0.00 

0.00 

0.00 

0.05 

0.07 

0.05 

0.01 

0.008 

0.63 

0.78 


Mahuri 

0826000903251400 

11.347 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.029 

1.60 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.02 

0.007 

0.11 

0.14 







Non-command 

Gneisses(B.G.C) 

0.613 

1.60 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.002 

0.03 

0.04 


Makarsima 

0826000803226600 

2.010 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.010 

6.71 

0.015 

0.05 

0.01 

0.00 

0.00 

0.03 

0.21 

0.17 

0.19 

0.008 

0.61 

0.75 


Mendura 

0826000903249400 

1.766 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.766 

1.67 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.06 

0.05 

0.01 

0.006 

0.63 

0.78 


Methuri 

0826000803224100 

8.254 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

8.247 

3.13 

0.015 

0.06 

0.01 

0.00 

0.00 

0.01 

0.43 

0.35 

0.21 

0.032 

0.63 

0.78 


Morchana 

0826000703198000 

3.626 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.484 

2.10 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.12 

0.04 

0.011 

0.59 

0.68 


Morpura 

0826000803224700 

2.949 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.231 

2.36 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.06 

0.009 

0.47 

0.53 


Naijhar 

0826000903249300 

5.509 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.509 

1.97 

0.020 

0.03 

0.00 

0.00 

0.00 

0.03 

0.22 

0.18 

0.09 

0.019 

0.63 

0.77 


Nal Ka Gurha 

0826000703197900 

2.857 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.926 

2.07 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.003 

0.20 

0.23 


Nandvi 

0826000903248200 

1.430 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.178 

0.94 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.001 

0.07 

0.09 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Bhatwara 

0826000903250200 

0.04 

0.00 

145.10 

0.00 

- 

0.00 

0.02 

0.27 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.000 

32.65 

Safe 



0.03 

0.00 

(4,129.63) 

0.00 

0.00 

0.00 

0.01 

0.14 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

6.83 

Safe 

Bhimpura 

0826000803227200 

0.05 

0.02 

111.63 

0.03 

0.00 

0.03 

0.05 

0.67 

- 

- 

- 

- 

0.000 

- 

- 

0.028 

0.001 

0.027 

0.012 

43.70 

Safe 

Biliya Ka Gurha 

0826000803227500 

0.05 

0.00 

173,576.33 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Borka Pani 

0826000703205300 

0.04 

0.00 

95,169.09 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Borla 

0826000803225500 

0.05 

0.04 

143.00 

0.05 

0.01 

0.06 

0.05 

0.67 

- 

- 

- 

- 

0.015 

0.015 

0.015 

0.073 

0.004 

0.069 

0.020 

28.32 

Safe 

Chhaparwali Thori 

0826000903249800 

0.03 

0.20 

189.03 

0.24 

- 

0.24 

0.05 

0.68 

- 

- 

- 

- 

- 

- 

- 

0.244 

0.012 

0.232 

0.046 

19.64 

Safe 

Chibora 

0826000803227100 

0.05 

0.03 

151.81 

0.04 

- 

0.04 

0.05 

0.57 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.060 

0.003 

0.057 

0.116 

201.43 

Over Exploited 

Dantardi 

0826000803224500 

0.05 

0.08 

29.60 

0.10 

0.01 

0.11 

0.05 

0.67 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.135 

0.007 

0.128 

0.150 

116.99 

Over Exploited 

Dawana 

0826000903249100 

0.04 

0.03 

142.39 

0.03 

0.01 

0.04 

0.04 

0.47 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.060 

0.003 

0.057 

0.107 

188.06 

Over Exploited 



0.03 

0.00 

632.58 

0.00 

- 

0.00 

0.02 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.004 

0.027 

636.86 

Over Exploited 

Deoliya 

0826000703204600 

0.04 

0.01 

1,400.28 

0.02 

- 

0.02 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.027 

0.001 

0.026 

0.051 

198.57 

Over Exploited 

Deopura 

0826000803225900 

0.05 

0.06 

189.69 

0.07 

- 

0.07 

0.05 

0.66 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.080 

0.004 

0.076 

0.046 

60.30 

Safe 

Dewala 

0826000903247000 

0.04 

0.02 

128,529.41 

0.03 

0.01 

0.04 

0.02 

0.20 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.055 

0.003 

0.052 

0.215 

409.35 

Over Exploited 

Dhawri 

0826000703198300 

0.04 

0.00 

108,922.83 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dhulji Ka Gurha 

0826000803224400 

0.05 

0.09 

57.47 

0.11 

- 

0.11 

0.04 

0.51 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.124 

0.006 

0.118 

0.057 

48.07 

Safe 

Dobdicha 

0826000803230300 

0.05 

0.01 

246.48 

0.01 

- 

0.01 

0.04 

0.52 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.020 

0.001 

0.019 

0.040 

212.07 

Over Exploited 

Dolpura 

0826000803226300 

0.05 

0.04 

193.51 

0.04 

- 

0.04 

0.04 

0.55 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.055 

0.003 

0.052 

0.089 

171.32 

Over Exploited 

Edana 

0826000803223400 

0.05 

0.10 

75.61 

0.12 

0.01 

0.13 

0.03 

0.38 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.152 

0.008 

0.145 

0.108 

74.46 

Semi Critical 

Eklingpura 

0826000903246600 

0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gamri 

0826000903251200 

0.04 

0.01 

66,103.45 

0.01 

- 

0.01 

0.02 

0.23 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.010 

0.016 

156.92 

Over Exploited 



0.03 

0.00 

138,590.74 

0.00 

- 

0.00 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.007 

172.14 

Over Exploited 

Gaonra-Pal 

0826000803226200 

0.05 

0.00 

128,720.33 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gatonr 

0826000903251100 

0.03 

0.00 

84,499.05 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Geegachi Khera 

0826000903248000 

0.04 

0.00 

13,212.23 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ghati 

0826000803226800 

0.05 

0.03 

108.68 

0.04 

0.00 

0.04 

0.05 

0.68 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.058 

0.003 

0.055 

0.043 

77.92 

Semi Critical 

Gingla 

0826000803223900 

0.05 

0.00 

1,570.93 

0.00 

- 

0.00 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.037 

341.70 

Over Exploited 

Guruon Ka Chibora 

0826000803225700 

0.05 

0.03 

165.63 

0.04 

- 

0.04 

0.05 

0.67 

- 

- 

- 

- 

- 

- 

- 

0.040 

0.002 

0.038 

0.025 

65.89 

Safe 

Jagat 

0826000503162800 

0.07 

0.00 

4,218.37 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.027 

2,182.38 

Over Exploited 



0.06 

0.26 

########## 

0.31 

0.02 

0.33 

0.03 

0.34 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.380 

0.019 

0.361 

0.481 

133.27 

Over Exploited 

Jaitpura 

0826000803223300 

0.05 

0.00 

5,802.75 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

8,454.66 

Over Exploited 

Jamboora 

0826000803226400 

0.05 

0.11 

193.01 

0.13 

0.02 

0.15 

0.05 

0.66 

- 

0.0300 

- 

- 

0.015 

0.045 

0.045 

0.196 

0.010 

0.186 

0.187 

100.30 

Over Exploited 


0826000903251300 

0.04 

0.00 

278,357.92 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.008 

685.50 

Over Exploited 



0.03 

0.00 

57,793.18 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jatkua 

0826000803226500 

0.05 

0.03 

172.05 

0.04 

- 

0.04 

0.05 

0.67 

- 

- 

- 

- 

- 

- 

- 

0.041 

0.002 

0.039 

0.016 

41.10 

Safe 

Jawad 

0826000903248900 

0.04 

0.00 

3,631.92 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.013 

2,941.57 

Over Exploited 



0.03 

0.17 

121.97 

0.21 

- 

0.21 

0.05 

0.64 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.229 

0.011 

0.218 

0.168 

77.08 

Semi Critical 

Jayasamand Tank 

0826000926900001 

0.04 

0.00 

570.20 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.01 

(4.52) 

0.01 

- 

0.01 

0.05 

0.62 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.001 

22.68 

Safe 

Juna Koa 

0826000903249700 

0.03 

0.03 

141.37 

0.04 

- 

0.04 

0.05 

0.68 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.051 

0.003 

0.049 

0.038 

79.07 

Semi Critical 

Junijhar 

0826000903249200 

0.04 

0.02 

(47.94) 

0.02 

- 

0.02 

0.03 

0.34 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.033 

0.002 

0.031 

0.060 

191.14 

Over Exploited 



0.03 

0.01 

44.60 

0.02 

- 

0.02 

0.03 

0.33 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.027 

0.001 

0.026 

0.034 

134.54 

Over Exploited 

Kaduni 

0826000803225100 

0.05 

0.15 

82.56 

0.18 

0.01 

0.19 

0.05 

0.67 

- 

0.0500 

- 

- 

0.000 

0.050 

0.050 

0.237 

0.012 

0.225 

0.278 

123.48 

Over Exploited 

Kali-Magri 

0826000803227300 

0.05 

0.00 

1,045.85 

0.00 

- 

0.00 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.005 

131.87 

Over Exploited 

Kanpura 

0826000803226000 

0.05 

0.13 

160.53 

0.15 

0.00 

0.15 

0.05 

0.65 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.173 

0.009 

0.164 

0.120 

73.24 

Semi Critical 

Kant 

0826000803223600 

0.05 

0.01 

587.69 

0.01 

- 

0.01 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.020 

0.001 

0.019 

0.068 

363.03 

Over Exploited 

Karakali 

0826000803222700 

0.05 

0.01 

476.98 

0.02 

- 

0.02 

0.01 

0.16 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.028 

0.001 

0.026 

0.037 

140.57 

Over Exploited 

Karawali 

0826000803225800 

0.05 

0.27 

239.32 

0.33 

0.03 

0.36 

0.05 

0.66 

- 

0.1700 

- 

- 

0.005 

0.175 

0.175 

0.536 

0.027 

0.510 

0.938 

184.10 

Over Exploited 

Karodiya 

0826000903250300 

0.04 

0.01 

159.89 

0.01 

- 

0.01 

0.02 

0.24 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.007 

0.015 

199.13 

Over Exploited 



0.03 

0.02 

126.16 

0.02 

- 

0.02 

0.04 

0.45 

- 

- 

- 

- 

- 

- 

- 

0.021 

0.001 

0.020 

0.019 

96.31 

Critical 

Kenpura 

0826000803224000 

0.05 

0.00 

239.05 

0.01 

- 

0.01 

0.02 

0.24 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.007 

153.19 

Over Exploited 

Khajoori 

0826000803230200 

0.05 

0.01 

430.15 

0.01 

- 

0.01 

0.02 

0.25 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.024 

0.001 

0.023 

0.034 

144.92 

Over Exploited 

Kharka 

0826000803224600 

0.05 

0.30 

12.49 

0.34 

0.02 

0.36 

0.05 

0.67 

- 

0.0600 

- 

- 

0.004 

0.064 

0.064 

0.424 

0.021 

0.403 

0.347 

86.07 

Semi Critical 

Kharwa 

0826000503161000 

0.07 

0.00 

1,301.12 

0.01 

- 

0.01 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.010 

203.83 

Over Exploited 

Kota 

0826000803223500 

0.05 

0.12 

5.68 

0.13 

0.01 

0.14 

0.05 

0.66 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.158 

0.008 

0.150 

0.134 

89.24 

Semi Critical 

Kunda 

0826000803230100 

0.05 

0.04 

153.40 

0.04 

- 

0.04 

0.04 

0.55 

- 

- 

- 

- 

- 

- 

- 

0.042 

0.002 

0.040 

0.020 

49.70 

Safe 

Loda 

0826000803223800 

0.05 

0.14 

42.60 

0.17 

0.01 

0.18 

0.05 

0.61 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.229 

0.011 

0.218 

0.267 

122.73 

Over Exploited 

Magrawali Thori 

0826000903249900 

0.03 

0.04 

23.81 

0.05 

0.05 

0.10 

0.06 

0.69 

- 

- 

- 

- 

0.068 

0.068 

0.068 

0.167 

0.008 

0.158 

0.022 

14.04 

Safe 

Mahuri 

0826000903251400 

0.04 

0.01 

612.38 

0.01 

- 

0.01 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.001 

0.010 

0.025 

257.50 

Over Exploited 



0.03 

0.00 

151,043.76 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.006 

908.43 

Over Exploited 

Makarsima 

0826000803226600 

0.05 

0.07 

161.15 

0.08 

0.04 

0.12 

0.05 

0.67 

- 

0.0400 

- 

- 

0.046 

0.086 

0.086 

0.207 

0.010 

0.197 

0.200 

101.39 

Over Exploited 

Mendura 

0826000903249400 

0.03 

0.03 

46.01 

0.04 

0.01 

0.05 

0.06 

0.69 

- 

- 

- 

- 

0.013 

0.013 

0.013 

0.061 

0.003 

0.058 

0.020 

34.86 

Safe 

Methuri 

0826000803224100 

0.05 

0.28 

24.45 

0.34 

0.02 

0.35 

0.06 

0.69 

- 

0.0400 

- 

- 

0.009 

0.049 

0.049 

0.401 

0.020 

0.381 

0.239 

62.64 

Safe 

Morchana 

0826000703198000 

0.04 

0.07 

64.90 

0.09 

- 

0.09 

0.05 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.098 

0.005 

0.093 

0.049 

52.24 

Safe 

Morpura 

0826000803224700 

0.05 

0.06 

54.22 

0.07 

- 

0.07 

0.04 

0.51 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.077 

0.004 

0.074 

0.066 

89.26 

Semi Critical 

Naijhar 

0826000903249300 

0.03 

0.10 

70.34 

0.12 

0.03 

0.15 

0.05 

0.68 

- 

0.0200 

- 

- 

0.043 

0.064 

0.064 

0.217 

0.011 

0.206 

0.113 

55.06 

Safe 

Nal Ka Gurha 

0826000703197900 

0.04 

0.01 

345.68 

0.01 

- 

0.01 

0.02 

0.22 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.007 

0.011 

144.65 

Over Exploited 

Nandvi 

0826000903248200 

0.03 

0.00 

26,654.50 

0.00 

- 

0.00 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.010 

0.001 

0.010 

0.030 

298.73 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Narpura 

0826000803226700 

0.462 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.462 

5.72 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.002 

0.62 

0.75 


Naya Kua 

0826000903249600 

2.239 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.239 

1.98 

0.020 

0.01 

0.00 

0.00 

0.00 

0.14 

-0.04 

-0.03 

0.02 

0.008 

0.64 

0.79 


Nimri Ka Gurha 

0826000703198100 

3.700 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.404 

2.03 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.07 

0.07 


Oda 

0826000903246900 

4.888 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.170 

1.02 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.03 


Okhariya 

0826000803224900 

6.855 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.646 

4.50 

0.015 

0.10 

0.01 

0.00 

0.00 

0.03 

0.51 

0.43 

0.38 

0.026 

0.60 

0.70 


Palodra 

0826000903248400 

4.135 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.453 

0.28 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.002 

0.06 

0.08 


Paluna 

0826000903248300 

3.023 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.193 

0.31 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.04 

0.05 







Non-command 

Gneisses(B.G.C) 

0.057 

0.31 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Pani Kotra 

0826000803225300 

4.211 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.211 

4.14 

0.015 

0.02 

0.00 

0.00 

0.00 

0.07 

0.21 

0.17 

0.07 

0.016 

0.63 

0.77 


Patan 

0826000803224200 

0.802 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.802 

2.99 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.02 

0.003 

0.63 

0.78 


Payri 

0826000803224300 

1.126 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.126 

2.66 

0.015 

0.01 

0.00 

0.00 

0.00 

0.02 

0.04 

0.03 

0.02 

0.004 

0.64 

0.79 


Peeladhar 

0826000903251800 

14.261 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.000 

2.33 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Piyabari 

0826000903249500 

2.276 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.276 

1.19 

0.020 

0.01 

0.00 

0.00 

0.00 

0.06 

0.01 

0.01 

0.01 

0.008 

0.63 

0.78 


Pratappura 

0826000803225000 

2.698 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.698 

2.64 

0.015 

0.05 

0.01 

0.00 

0.00 

0.01 

0.14 

0.12 

0.20 

0.010 

0.62 

0.73 


Ramina 

0826000803229900 

2.834 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.658 

4.87 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.19 

0.02 

0.010 

0.58 

0.62 


Ratanpura 

0826000803223700 

1.317 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.317 

2.43 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.07 

0.06 

0.11 

0.005 

0.62 

0.72 


Rathoron Ka Gurha 

0826000703198200 

2.677 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.113 

2.68 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.03 

0.03 



0826000803227600 

2.408 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.040 

2.62 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Renth Guriya 

0826000903250400 

2.307 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.304 

1.58 

0.020 

0.00 

0.00 

0.00 

0.00 

0.11 

-0.04 

-0.03 

0.00 

0.008 

0.63 

0.78 


Rorda 

0826000503166600 

7.884 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.203 

2.49 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.11 

0.06 

0.004 

0.17 

0.21 


Rowa 

0826000803227800 

1.039 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.502 

1.24 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.30 

0.37 


Runeeja 

0826000503162700 

4.498 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.420 

1.89 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.06 

0.07 







Non-command 

Gneisses(B.G.C) 

3.972 

1.89 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.14 

0.06 

0.008 

0.53 

0.65 


Saradi 

0826000803225200 

5.003 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.003 

3.24 

0.015 

0.13 

0.02 

0.00 

0.00 

0.00 

0.35 

0.28 

0.49 

0.019 

0.63 

0.77 


Semal 

0826000903250000 

5.150 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.150 

2.80 

0.020 

0.06 

0.01 

0.00 

0.00 

0.15 

0.18 

0.15 

0.20 

0.018 

0.63 

0.78 


Singawali 

0826000803225600 

2.313 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.313 

6.46 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.24 

0.20 

0.05 

0.009 

0.62 

0.75 


Siyal Kotra 

0826000803225400 

2.378 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.378 

5.26 

0.015 

0.01 

0.00 

0.00 

0.00 

0.10 

0.10 

0.08 

0.02 

0.009 

0.62 

0.76 


Talab 

0826000803224800 

5.443 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.280 

2.50 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.23 

0.20 

0.15 

0.020 

0.60 

0.69 


Tulchhon Ka Namla 

0826000803227700 

4.822 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.259 

1.21 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.03 

0.04 


Utharda 

0826000803222900 

14.385 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.517 

4.33 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.47 

0.39 

0.20 

0.025 

0.28 

0.35 


Veerpura 

0826000903250500 

4.650 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.364 

1.32 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.05 

0.06 






Jaisamand 

Command 

Gneisses(B.G.C) 

0.021 

1.32 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Wailwari 

0826000903249000 

5.086 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.063 

2.26 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.26 

0.21 

0.08 

0.018 

0.61 

0.76 


Waliya-Khera 

0826000803230000 

2.737 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.710 

4.21 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.12 

0.04 

0.007 

0.39 

0.39 

09006045 

Amara-Dungari 

0826000803234400 

1.026 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

0.069 

1.79 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.03 

0.04 


Ambara 

0826000903259600 

5.256 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.937 

1.87 

0.020 

0.03 

0.01 

0.00 

0.00 

0.01 

0.19 

0.17 

0.11 

0.017 

0.48 

0.53 


Baba Ka Magra 

0826000903250100 

21.004 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.010 

1.55 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Jaisamand 

Command 

Gneisses(B.G.C) 

0.002 

1.55 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Babari 

0826000903260100 

3.478 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.490 

2.51 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.02 

0.009 

0.36 

0.42 


Badawali 

0826000903261500 

9.573 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.809 

2.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.01 

0.003 

0.05 

0.05 






Jaisamand 

Command 

Phyllite & Schist 

8.425 

2.25 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.42 

0.42 

0.13 

0.030 

0.48 

0.48 


Badgari 

0826000903254700 

1.841 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.268 

1.84 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.07 

0.08 


Bagthala 

0826000903258600 

2.404 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.934 

1.36 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.05 

0.007 

0.42 

0.46 






Jaisamand 

Command 

Phyllite & Schist 

0.470 

1.36 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.10 

0.11 


Balua 

0826000903259200 

13.097 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.618 

2.63 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.07 

0.002 

0.02 

0.03 


Bamanwara 

0826001003286700 

5.629 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.217 

1.90 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.01 

0.007 

0.11 

0.12 


Bana Kalan 

0826000903257700 

4.559 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.232 

1.26 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.10 

0.04 

0.015 

0.47 

0.52 






Jaisamand 

Command 

Gneisses(B.G.C) 

0.217 

1.26 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.02 

0.03 


Bana Khurd 

0826000903257600 

2.855 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.986 

1.13 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.07 

0.007 

0.35 

0.39 






Jaisamand 

Command 

Gneisses(B.G.C) 

0.869 

1.13 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.003 

0.15 

0.17 


Bargaon 

0826000903254600 

7.187 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.992 

1.49 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.004 

0.07 

0.08 






Jaisamand 

Command 

Phyllite & Schist 

2.598 

1.49 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.07 

0.009 

0.18 

0.20 







Command 

Gneisses(B.G.C) 

2.642 

1.49 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.04 

0.009 

0.18 

0.21 


Baseetar Jhujhawat 

0826000803228100 

13.422 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.399 

1.56 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.02 

0.02 






Jaisamand 

Command 

Phyllite & Schist 

3.551 

1.56 

0.018 

0.05 

0.01 

0.00 

0.00 

0.00 

0.14 

0.12 

0.19 

0.014 

0.14 

0.16 







Command 

Gneisses(B.G.C) 

0.794 

1.56 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.003 

0.03 

0.04 


Baseetar Samchot 

0826000803228200 

8.724 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

0.913 

2.03 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.07 

0.004 

0.05 

0.06 


Bassee Joyara 

0826000803228000 

1.071 

Fresh 

Jaisamand 

Command 

Gneisses(B.G.C) 

1.071 

0.90 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.03 

0.03 

0.12 

0.004 

0.59 

0.71 


Behuti 

0826000903254300 

2.407 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.059 

1.57 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

0.002 

1.57 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Jaisamand 

Command 

Phyllite & Schist 

0.359 

1.57 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.07 

0.08 


Bejpur 

0826000903254000 

2.482 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

0.254 

2.81 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.05 

0.06 


Bhaison Ka Namla 

0826000803227000 

1.155 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.034 

3.28 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Bheempur 

0826000903261100 

3.412 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.412 

1.74 

0.020 

0.05 

0.01 

0.00 

0.00 

0.02 

0.14 

0.14 

0.19 

0.012 

0.53 

0.55 


Bherwa 

0826000903254800 

2.754 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.745 

1.07 

0.020 

0.01 

0.00 

0.00 

0.00 

0.02 

0.05 

0.04 

0.02 

0.010 

0.50 

0.57 






Jaisamand 

Command 

Gneisses(B.G.C) 

0.009 

1.07 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhorai 

0826000903263800 

10.002 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.053 

1.70 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Biliya Ka Gurha 

0826000803227500 

3.484 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.665 

4.44 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.10 

0.02 

0.006 

0.28 

0.34 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Narpura 

0826000803226700 

0.05 

0.02 

110.61 

0.02 

- 

0.02 

0.05 

0.67 

- 

- 

- 

- 

- 

- 

- 

0.019 

0.001 

0.018 

0.011 

61.31 

Safe 

Naya Kua 

0826000903249600 

0.03 

0.04 

(172.61) 

0.03 

0.14 

0.17 

0.06 

0.69 

- 

- 

- 

- 

0.206 

0.206 

0.206 

0.377 

0.019 

0.358 

0.026 

7.24 

Safe 

Nimri Ka Gurha 

0826000703198100 

0.04 

0.00 

1,231.06 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

110.71 

Over Exploited 

Oda 

0826000903246900 

0.04 

0.00 

357,902.59 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

11,605.74 

Over Exploited 

Okhariya 

0826000803224900 

0.05 

0.21 

101.25 

0.26 

0.04 

0.30 

0.05 

0.65 

- 

0.0700 

- 

- 

0.047 

0.117 

0.117 

0.415 

0.021 

0.394 

0.401 

101.73 

Over Exploited 

Palodra 

0826000903248400 

0.04 

0.00 

18,272.12 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.044 

3,730.41 

Over Exploited 

Paluna 

0826000903248300 

0.04 

0.00 

263.02 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

2,127.65 

Over Exploited 



0.03 

0.00 

1,207.84 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pani Kotra 

0826000803225300 

0.05 

0.14 

18.32 

0.17 

0.07 

0.24 

0.05 

0.68 

- 

0.0100 

- 

- 

0.112 

0.122 

0.122 

0.366 

0.018 

0.348 

0.088 

25.40 

Safe 

Patan 

0826000803224200 

0.05 

0.03 

35.21 

0.03 

- 

0.03 

0.06 

0.69 

- 

- 

- 

- 

- 

- 

- 

0.033 

0.002 

0.031 

0.024 

77.04 

Semi Critical 

Payri 

0826000803224300 

0.05 

0.04 

(18.45) 

0.03 

0.02 

0.05 

0.06 

0.69 

- 

- 

- 

- 

0.024 

0.024 

0.024 

0.071 

0.004 

0.068 

0.019 

28.55 

Safe 

Peeladhar 

0826000903251800 

0.03 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Piyabari 

0826000903249500 

0.03 

0.04 

(87.74) 

0.03 

0.06 

0.09 

0.06 

0.69 

- 

- 

- 

- 

0.087 

0.087 

0.087 

0.179 

0.009 

0.170 

0.019 

11.20 

Safe 

Pratappura 

0826000803225000 

0.05 

0.09 

31.36 

0.11 

0.02 

0.12 

0.05 

0.67 

- 

0.0400 

- 

- 

0.011 

0.051 

0.051 

0.175 

0.009 

0.166 

0.205 

123.47 

Over Exploited 

Ramina 

0826000803229900 

0.05 

0.08 

129.30 

0.10 

- 

0.10 

0.05 

0.62 

- 

- 

- 

- 

- 

- 

- 

0.099 

0.005 

0.094 

0.034 

36.40 

Safe 

Ratanpura 

0826000803223700 

0.05 

0.04 

31.80 

0.05 

0.01 

0.06 

0.05 

0.67 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.083 

0.004 

0.078 

0.119 

151.89 

Over Exploited 

Rathoron Ka Gurha 

0826000703198200 

0.04 

0.00 

4,410.55 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

3,654.50 

Over Exploited 


0826000803227600 

0.05 

0.00 

6,002.11 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Renth Guriya 

0826000903250400 

0.03 

0.04 

(172.16) 

0.03 

0.11 

0.15 

0.05 

0.68 

- 

- 

- 

- 

0.167 

0.167 

0.167 

0.313 

0.016 

0.298 

0.012 

4.08 

Safe 

Rorda 

0826000503166600 

0.06 

0.02 

361.77 

0.03 

- 

0.03 

0.02 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.037 

0.002 

0.036 

0.064 

181.05 

Over Exploited 

Rowa 

0826000803227800 

0.05 

0.01 

(7.55) 

0.01 

- 

0.01 

0.03 

0.33 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.007 

0.008 

109.97 

Over Exploited 

Runeeja 

0826000503162700 

0.07 

0.00 

1,155.44 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.008 

446.37 

Over Exploited 



0.06 

0.13 

9.38 

0.14 

- 

0.14 

0.05 

0.57 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.148 

0.007 

0.140 

0.066 

46.88 

Safe 

Saradi 

0826000803225200 

0.05 

0.17 

68.41 

0.20 

0.02 

0.23 

0.05 

0.68 

- 

0.0900 

- 

- 

0.006 

0.096 

0.096 

0.323 

0.016 

0.307 

0.505 

164.84 

Over Exploited 

Semal 

0826000903250000 

0.03 

0.10 

51.83 

0.12 

0.16 

0.28 

0.06 

0.69 

- 

0.0400 

- 

- 

0.232 

0.272 

0.272 

0.554 

0.028 

0.526 

0.220 

41.85 

Safe 

Singawali 

0826000803225600 

0.05 

0.08 

160.15 

0.09 

- 

0.09 

0.05 

0.67 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.103 

0.005 

0.098 

0.063 

64.50 

Safe 

Siyal Kotra 

0826000803225400 

0.05 

0.08 

0.34 

0.08 

0.10 

0.18 

0.05 

0.68 

- 

- 

- 

- 

0.149 

0.149 

0.149 

0.328 

0.016 

0.312 

0.027 

8.72 

Safe 

Talab 

0826000803224800 

0.05 

0.17 

16.19 

0.20 

0.01 

0.21 

0.05 

0.65 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.238 

0.012 

0.226 

0.167 

74.16 

Semi Critical 

Tulchhon Ka Namla 

0826000803227700 

0.05 

0.00 

719.16 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.004 

756.80 

Over Exploited 

Utharda 

0826000803222900 

0.05 

0.10 

287.32 

0.12 

0.01 

0.13 

0.02 

0.31 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.169 

0.008 

0.161 

0.223 

138.68 

Over Exploited 

Veerpura 

0826000903250500 

0.03 

0.00 

764,110.36 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.008 

1,383.26 

Over Exploited 



0.03 

0.00 

26,589.21 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0002 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.000 

0.000 

- 

Safe 

Wailwari 

0826000903249000 

0.03 

0.09 

125.40 

0.11 

- 

0.11 

0.05 

0.67 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.122 

0.006 

0.116 

0.101 

87.13 

Semi Critical 

Waliya-Khera 

0826000803230000 

0.05 

0.04 

223.53 

0.04 

- 

0.04 

0.03 

0.42 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.053 

0.003 

0.051 

0.043 

84.35 

Semi Critical 

Amara-Dungari 

0826000803234400 

0.05 

0.00 

1,442.99 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

0.0007 

0.0008 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.005 

334.79 

Over Exploited 

Ambara 

0826000903259600 

0.04 

0.09 

91.94 

0.11 

0.02 

0.13 

0.05 

0.53 

- 

0.0200 

- 

- 

0.017 

0.037 

0.037 

0.167 

0.008 

0.159 

0.125 

78.87 

Semi Critical 

Baba Ka Magra 

0826000903250100 

0.03 

0.00 

208,572.10 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Babari 

0826000903260100 

0.04 

0.03 

239.96 

0.04 

- 

0.04 

0.04 

0.40 

- 

- 

- 

- 

- 

- 

- 

0.041 

0.002 

0.039 

0.033 

83.40 

Semi Critical 

Badawali 

0826000903261500 

0.04 

0.00 

2,463.12 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.015 

917.99 

Over Exploited 



0.04 

0.15 

172.64 

0.18 

- 

0.18 

0.04 

0.52 

- 

0.0200 

0.0687 

0.0662 

- 

0.155 

0.155 

0.340 

0.017 

0.323 

0.162 

50.15 

Safe 

Badgari 

0826000903254700 

0.03 

0.00 

1,401.49 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Bagthala 

0826000903258600 

0.04 

0.03 

84.93 

0.04 

- 

0.04 

0.04 

0.46 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.047 

0.002 

0.045 

0.055 

122.18 

Over Exploited 



0.04 

0.00 

537.90 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

0.0046 

0.0055 

- 

0.010 

0.010 

0.012 

0.001 

0.012 

0.014 

116.92 

Over Exploited 

Balua 

0826000903259200 

0.04 

0.00 

7,745.21 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.074 

729.17 

Over Exploited 

Bamanwara 

0826001003286700 

0.02 

0.00 

########## 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.017 

466.45 

Over Exploited 

Bana Kalan 

0826000903257700 

0.03 

0.06 

75.35 

0.07 

- 

0.07 

0.04 

0.51 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.081 

0.004 

0.077 

0.055 

71.52 

Semi Critical 



0.03 

0.00 

3,003.11 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0021 

0.0026 

- 

0.005 

0.005 

0.005 

0.000 

0.005 

0.005 

102.68 

Over Exploited 

Bana Khurd 

0826000903257600 

0.03 

0.02 

176.70 

0.02 

- 

0.02 

0.03 

0.38 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.035 

0.002 

0.033 

0.075 

225.76 

Over Exploited 



0.03 

0.00 

559.17 

0.00 

- 

0.00 

0.01 

0.17 

- 

0.0100 

0.0085 

0.0102 

- 

0.029 

0.029 

0.033 

0.002 

0.032 

0.032 

100.82 

Over Exploited 

Bargaon 

0826000903254600 

0.03 

0.00 

1,182.13 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.018 

748.67 

Over Exploited 



0.04 

0.02 

382.25 

0.02 

- 

0.02 

0.02 

0.20 

- 

0.0100 

0.0254 

0.0306 

- 

0.066 

0.066 

0.088 

0.004 

0.083 

0.075 

90.40 

Critical 



0.03 

0.01 

441.92 

0.02 

- 

0.02 

0.02 

0.20 

- 

0.0100 

0.0259 

0.0311 

- 

0.067 

0.067 

0.084 

0.004 

0.080 

0.049 

61.49 

Safe 

Baseetar Jhujhawat 

0826000803228100 

0.05 

0.00 

2,276.45 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.014 

3,485.36 

Over Exploited 



0.05 

0.03 

336.25 

0.03 

0.01 

0.04 

0.01 

0.15 

- 

0.0400 

0.0348 

0.0418 

- 

0.117 

0.117 

0.159 

0.008 

0.151 

0.201 

132.72 

Over Exploited 



0.05 

0.00 

1,737.59 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

0.0078 

0.0094 

- 

0.027 

0.027 

0.029 

0.001 

0.027 

0.030 

110.21 

Over Exploited 

Baseetar Samchot 

0826000803228200 

0.05 

0.00 

1,594.47 

0.00 

- 

0.00 

0.00 

0.06 

- 

0.0100 

0.0089 

0.0108 

- 

0.030 

0.030 

0.033 

0.002 

0.031 

0.071 

225.31 

Over Exploited 

Bassee Joyara 

0826000803228000 

0.05 

0.03 

(15.73) 

0.03 

0.01 

0.04 

0.05 

0.64 

- 

0.0200 

0.0105 

0.0126 

- 

0.043 

0.043 

0.082 

0.004 

0.078 

0.124 

159.94 

Over Exploited 

Behuti 

0826000903254300 

0.04 

0.00 

5,955.44 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

368,392.39 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

885.28 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

0.0035 

0.0042 

- 

0.008 

0.008 

0.009 

0.000 

0.008 

0.013 

156.43 

Over Exploited 

Bejpur 

0826000903254000 

0.04 

0.00 

2,407.05 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

0.0025 

0.0030 

- 

0.006 

0.006 

0.006 

0.000 

0.006 

0.019 

325.93 

Over Exploited 

Bhaison Ka Namla 

0826000803227000 

0.05 

0.00 

3,892.66 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bheempur 

0826000903261100 

0.04 

0.07 

97.44 

0.08 

0.03 

0.11 

0.05 

0.58 

- 

0.0300 

- 

- 

0.024 

0.054 

0.054 

0.163 

0.008 

0.155 

0.198 

127.87 

Over Exploited 

Bherwa 

0826000903254800 

0.03 

0.04 

3.81 

0.04 

0.02 

0.06 

0.05 

0.55 

- 

- 

- 

- 

0.030 

0.030 

0.030 

0.093 

0.005 

0.089 

0.032 

35.77 

Safe 



0.03 

0.00 

45,738.14 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhorai 

0826000903263800 

0.04 

0.00 

38,578.62 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Biliya Ka Gurha 

0826000803227500 

0.05 

0.03 

297.59 

0.03 

- 

0.03 

0.02 

0.31 

- 

- 

- 

- 

- 

- 

- 

0.031 

0.002 

0.029 

0.021 

73.86 

Semi Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Bootwas 

082600090325100C 

3.642 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

0.119 

2.03 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 







Command 

Gneisses(B.G.C) 

2.958 

2.03 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.11 

0.01 

0.010 

0.49 

0.60 


Bori 

082600090326230C 

4.259 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.630 

2.17 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.18 

0.06 

0.013 

0.46 

0.45 


Bujhara 

0826000803234100 

12.000 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

2.839 

1.83 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.01 

0.011 

0.12 

0.14 


Chandora 

0826000903262000 

2.692 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.257 

2.14 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.14 

0.13 

0.008 

0.46 

0.43 






Jaisamand 

Command 

Phyllite & Schist 

0.435 

2.14 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.002 

0.09 

0.08 


Chaokara Limbri 

0826000903255100 

0.853 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.083 

1.18 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.05 

0.06 






Jaisamand 

Command 

Gneisses(B.G.C) 

0.770 

1.18 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.003 

0.46 

0.51 


Chatpur 

0826000803227900 

1.634 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.261 

0.93 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.10 

0.12 






Jaisamand 

Command 

Gneisses(B.G.C) 

1.367 

0.93 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.005 

0.52 

0.63 


Chibora 

0826000803227100 

1.400 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.208 

4.10 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.09 

0.11 


Darjanpura 

0826000903262200 

2.521 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.429 

1.85 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.04 

0.009 

0.52 

0.50 


Dhakarda 

0826000903257500 

6.306 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.213 

2.14 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.17 

0.04 

0.015 

0.34 

0.38 


Dhan Ka Wara 

0826000903259300 

13.618 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.472 

2.58 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.42 

0.36 

0.07 

0.026 

0.28 

0.32 


Dhani 

0826000903262400 

0.805 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.805 

2.32 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.07 

0.003 

0.53 

0.55 


Dhani Sipoor 

0826000903258100 

4.971 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

4.780 

1.68 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.15 

0.02 

0.017 

0.49 

0.55 


Dolpura 

0826000803226300 

1.634 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.271 

5.50 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.10 

0.12 


Gamri 

0826000903251200 

3.346 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.121 

1.13 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 


Gandhipur 

0826000903250600 

0.792 

Fresh 

Jaisamand 

Command 

Gneisses(B.G.C) 

0.792 

1.30 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.003 

0.61 

0.75 


Gaonra-Pal 

0826000803226200 

2.201 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.187 

5.44 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.13 

0.11 

0.15 

0.005 

0.32 

0.38 


Gatonr 

0826000903251100 

9.226 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.344 

1.49 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.02 

0.005 

0.09 

0.11 






Jaisamand 

Command 

Gneisses(B.G.C) 

5.807 

1.49 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.19 

0.16 

0.10 

0.021 

0.40 

0.50 


Gatora 

0826000903260500 

1.489 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.489 

1.51 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.05 

0.005 

0.52 

0.57 


Gopalpura 

0826000903258400 

2.097 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.262 

1.54 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.07 

0.07 






Jaisamand 

Command 

Phyllite & Schist 

1.834 

1.54 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.02 

0.006 

0.46 

0.50 


Gudiya Wara 

0826000903261900 

1.362 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.209 

2.22 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.08 

0.08 






Jaisamand 

Command 

Phyllite & Schist 

1.153 

2.22 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.04 

0.004 

0.46 

0.44 


Hemato Ki Bhagal 

0826000903258800 

2.285 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.825 

1.07 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.06 

0.16 

0.006 

0.41 

0.46 







Non-command 

Gneisses(B.G.C) 

0.215 

1.07 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.05 

0.05 






Jaisamand 

Command 

Phyllite & Schist 

0.246 

1.07 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.001 

0.06 

0.06 


Intali 

0826000903264500 

5.398 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

2.901 

2.49 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.23 

0.28 

0.37 

0.010 

0.30 

0.26 


Jagatpuriyan 

0826000903260700 

1.355 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.355 

1.76 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.03 

0.005 

0.53 

0.56 


Jailawata Phala 

0826000803227400 

0.818 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.047 

5.34 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.03 

0.04 


Jaipura 

0826001003286900 

3.016 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.223 

2.00 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.04 

0.04 


Jalampura 

0826000903259800 

2.978 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.978 

1.72 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.12 

0.11 

0.12 

0.011 

0.52 

0.57 


Jambora 

0826000903264000 

4.789 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.355 

2.01 

0.020 

0.05 

0.01 

0.00 

0.00 

0.01 

0.21 

0.24 

0.18 

0.015 

0.50 

0.44 


Jhadol 

0826000903253600 

7.594 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

0.260 

2.86 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.02 


Jodhpuriya 

0826000903262100 

3.381 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.381 

1.90 

0.020 

0.05 

0.01 

0.00 

0.00 

0.01 

0.16 

0.17 

0.20 

0.012 

0.54 

0.51 


Joonpuriya 

0826000903258500 

1.918 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.658 

1.56 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.05 

0.006 

0.45 

0.49 






Jaisamand 

Command 

Phyllite & Schist 

0.260 

1.56 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.07 

0.08 


Kachhota 

0826000903257400 

1.876 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.003 

3.75 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kali-Magri 

0826000803227300 

2.813 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.272 

5.71 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.17 

0.02 

0.009 

0.49 

0.58 


Kantora 

0826000903250800 

7.126 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

4.283 

1.40 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.12 

0.04 

0.015 

0.33 

0.39 







Command 

Gneisses(B.G.C) 

2.842 

1.40 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.01 

0.010 

0.22 

0.26 


Karan Puriya 

0826000903260400 

1.753 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.752 

1.22 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.06 

0.006 

0.51 

0.57 


Kareli 

0826000903258000 

1.965 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

1.196 

1.81 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.01 

0.004 

0.31 

0.35 







Command 

Gneisses(B.G.C) 

0.770 

1.81 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.003 

0.20 

0.22 


Khakhariya 

0826000903262600 

1.100 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.912 

3.39 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.08 

0.08 

0.10 

0.003 

0.44 

0.44 


Khar 

0826000903260000 

3.013 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.969 

1.71 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.12 

0.10 

0.09 

0.010 

0.50 

0.57 


Kharad 

0826000903263900 

1.459 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.001 

2.87 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kherad 

0826000803228300 

7.239 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.032 

1.38 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

5.692 

1.38 

0.015 

0.13 

0.03 

0.00 

0.00 

0.00 

0.22 

0.18 

0.48 

0.022 

0.46 

0.55 






Jaisamand 

Command 

Gneisses(B.G.C) 

0.714 

1.38 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.06 

0.003 

0.06 

0.07 


Kherwa 

0826000903261800 

2.956 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

2.634 

2.49 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.16 

0.02 

0.009 

0.50 

0.44 


Kolar 

0826000903258900 

1.717 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.067 

1.40 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 







Non-command 

Gneisses(B.G.C) 

1.651 

1.40 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.02 

0.006 

0.49 

0.55 


Kunda 

0826000903262700 

4.414 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.019 

3.77 

0.020 

0.08 

0.02 

0.00 

0.00 

0.00 

0.29 

0.28 

0.29 

0.011 

0.36 

0.37 


Kuradiya 

0826000903260600 

2.343 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.343 

1.67 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.10 

0.13 

0.008 

0.52 

0.57 


Lalapuriya 

0826000903260900 

0.645 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.569 

1.77 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.04 

0.04 

0.10 

0.002 

0.47 

0.48 


Lalpuriya 

0826000903250700 

1.367 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.058 

1.23 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.03 






Jaisamand 

Command 

Gneisses(B.G.C) 

1.304 

1.23 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.005 

0.60 

0.74 


Luhariyan 

0826000903264300 

2.675 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.487 

2.37 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.16 

0.07 

0.009 

0.51 

0.44 






Jaisamand 

Command 

Phyllite & Schist 

0.131 

2.37 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.03 

0.02 


Malar 

0826000903260200 

1.880 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.588 

1.41 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.02 

0.006 

0.43 

0.49 







Non-command 

Gneisses(B.G.C) 

0.282 

1.41 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.08 

0.09 


Mallara 

0826000903258300 

5.761 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

5.427 

1.71 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.21 

0.19 

0.07 

0.019 

0.49 

0.54 


Narayan Pura 

0826000903259700 

3.639 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.430 

1.78 

0.020 

0.02 

0.00 

0.00 

0.00 

0.02 

0.13 

0.12 

0.07 

0.012 

0.49 

0.53 


Nawra 

0826000903257800 

4.349 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.042 

1.18 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Bootwas 

0826000903251000 

0.04 

0.00 

4,216.63 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0012 

0.0014 

- 

0.003 

0.003 

0.003 

0.000 

0.003 

0.000 

16.37 

Safe 



0.03 

0.04 

144.46 

0.05 

- 

0.05 

0.04 

0.54 

- 

- 

0.0289 

0.0348 

- 

0.064 

0.064 

0.116 

0.006 

0.110 

0.024 

22.16 

Safe 

Bori 

0826000903262300 

0.04 

0.06 

143,077.22 

0.08 

- 

0.08 

0.04 

0.50 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.086 

0.004 

0.081 

0.073 

89.57 

Semi Critical 

Bujhara 

0826000803234100 

0.05 

0.02 

240,678.96 

0.02 

- 

0.02 

0.01 

0.13 

- 

- 

0.0278 

0.0334 

- 

0.061 

0.061 

0.084 

0.004 

0.079 

0.025 

31.44 

Safe 

Chandora 

0826000903262000 

0.04 

0.04 

243.27 

0.05 

- 

0.05 

0.04 

0.50 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.068 

0.003 

0.064 

0.134 

208.59 

Over Exploited 



0.04 

0.00 

1,986.23 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

0.0035 

0.0034 

- 

0.007 

0.007 

0.009 

0.000 

0.008 

0.026 

306.66 

Over Exploited 

Chaokara Limbri 

0826000903255100 

0.03 

0.00 

1,356.47 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.01 

52.60 

0.01 

- 

0.01 

0.04 

0.50 

- 

- 

0.0075 

0.0091 

- 

0.017 

0.017 

0.029 

0.001 

0.028 

0.014 

49.37 

Safe 

Chatpur 

0826000803227900 

0.05 

0.00 

108.82 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.004 

253.17 

Over Exploited 



0.05 

0.04 

(37.82) 

0.03 

- 

0.03 

0.05 

0.56 

- 

- 

0.0134 

0.0161 

- 

0.030 

0.030 

0.060 

0.003 

0.057 

0.029 

51.38 

Safe 

Chibora 

0826000803227100 

0.05 

0.00 

1,719.81 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.022 

1,861.33 

Over Exploited 

Darjanpura 

0826000903262200 

0.04 

0.05 

72,834.18 

0.06 

0.00 

0.06 

0.05 

0.57 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.073 

0.004 

0.070 

0.045 

63.96 

Safe 

Dhakarda 

0826000903257500 

0.03 

0.04 

296.03 

0.05 

- 

0.05 

0.03 

0.37 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.061 

0.003 

0.058 

0.051 

87.54 

Semi Critical 

Dhan Ka Wara 

0826000903259300 

0.04 

0.08 

37,946.63 

0.09 

- 

0.09 

0.03 

0.31 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.103 

0.005 

0.098 

0.098 

100.66 

Over Exploited 

Dhani 

0826000903262400 

0.04 

0.02 

241.36 

0.02 

- 

0.02 

0.05 

0.58 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.029 

0.001 

0.028 

0.069 

246.17 

Over Exploited 

Dhani Sipoor 

0826000903258100 

0.04 

0.09 

68.87 

0.11 

- 

0.11 

0.04 

0.54 

- 

- 

0.0468 

0.0563 

- 

0.103 

0.103 

0.211 

0.011 

0.201 

0.035 

17.37 

Safe 

Dolpura 

0826000803226300 

0.05 

0.00 

1,150.13 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.019 

1,129.10 

Over Exploited 

Gamri 

0826000903251200 

0.03 

0.00 

2,547.33 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gandhipur 

0826000903250600 

0.03 

0.01 

15.96 

0.02 

- 

0.02 

0.05 

0.67 

- 

- 

0.0078 

0.0093 

- 

0.017 

0.017 

0.034 

0.002 

0.032 

0.017 

52.02 

Safe 

Gaonra-Pal 

0826000803226200 

0.05 

0.02 

426.74 

0.02 

0.01 

0.03 

0.03 

0.35 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.055 

0.003 

0.052 

0.158 

303.66 

Over Exploited 

Gatonr 

0826000903251100 

0.03 

0.00 

186,003.78 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.027 

691.55 

Over Exploited 



0.03 

0.07 

124.43 

0.08 

0.01 

0.09 

0.03 

0.43 

- 

0.0200 

0.0568 

0.0684 

- 

0.145 

0.145 

0.239 

0.012 

0.227 

0.125 

54.89 

Safe 

Gatora 

0826000903260500 

0.04 

0.03 

90.14 

0.04 

0.00 

0.04 

0.05 

0.57 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.053 

0.003 

0.051 

0.059 

117.20 

Over Exploited 

Gopalpura 

0826000903258400 

0.04 

0.00 

1,026.13 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.007 

924.85 

Over Exploited 



0.04 

0.03 

89.76 

0.04 

- 

0.04 

0.04 

0.50 

- 

- 

0.0179 

0.0216 

- 

0.040 

0.040 

0.078 

0.004 

0.074 

0.030 

41.08 

Safe 

Gudiya Wara 

0826000903261900 

0.04 

0.00 

1,362.76 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.007 

882.24 

Over Exploited 



0.04 

0.02 

214.46 

0.02 

- 

0.02 

0.04 

0.51 

- 

0.0100 

0.0094 

0.0091 

- 

0.029 

0.029 

0.053 

0.003 

0.050 

0.046 

91.45 

Critical 

Hemato Ki Bhagal 

0826000903258800 

0.04 

0.03 

115.94 

0.03 

0.01 

0.04 

0.04 

0.45 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.074 

0.004 

0.071 

0.162 

229.68 

Over Exploited 



0.03 

0.00 

1,217.46 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

3,314.55 

Over Exploited 



0.04 

0.00 

2,537.64 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

0.0024 

0.0029 

- 

0.005 

0.005 

0.006 

0.000 

0.006 

0.025 

441.94 

Over Exploited 

Intali 

0826000903264500 

0.04 

0.03 

723.22 

0.04 

0.01 

0.05 

0.03 

0.33 

- 

0.0400 

0.0237 

0.0228 

- 

0.086 

0.086 

0.137 

0.007 

0.130 

0.382 

294.72 

Over Exploited 

Jagatpuriyan 

0826000903260700 

0.04 

0.03 

96.93 

0.03 

0.00 

0.03 

0.05 

0.58 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.044 

0.002 

0.042 

0.035 

83.13 

Semi Critical 

Jailawata Phala 

0826000803227400 

0.05 

0.00 

3,618.83 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

6,301.08 

Over Exploited 

Jaipura 

0826001003286900 

0.02 

0.00 

29,137.68 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

6,557.32 

Over Exploited 

Jalampura 

0826000903259800 

0.04 

0.06 

82.37 

0.07 

0.01 

0.08 

0.05 

0.57 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.110 

0.005 

0.104 

0.131 

125.04 

Over Exploited 

Jambora 

0826000903264000 

0.04 

0.08 

222,779.83 

0.10 

0.02 

0.11 

0.05 

0.54 

- 

0.0300 

- 

- 

0.010 

0.040 

0.040 

0.154 

0.008 

0.146 

0.195 

133.70 

Over Exploited 

Jhadol 

0826000903253600 

0.04 

0.00 

7,044.57 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0025 

0.0031 

- 

0.006 

0.006 

0.006 

0.000 

0.006 

0.013 

233.83 

Over Exploited 

Jodhpuriya 

0826000903262100 

0.04 

0.07 

146.10 

0.08 

0.02 

0.10 

0.05 

0.59 

- 

0.0400 

- 

- 

0.008 

0.048 

0.048 

0.147 

0.007 

0.140 

0.210 

150.13 

Over Exploited 

Joonpuriya 

0826000903258500 

0.04 

0.03 

98.82 

0.03 

- 

0.03 

0.04 

0.50 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.045 

0.002 

0.042 

0.054 

127.17 

Over Exploited 



0.04 

0.00 

960.19 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

0.0025 

0.0031 

- 

0.006 

0.006 

0.006 

0.000 

0.006 

0.007 

112.93 

Over Exploited 

Kachhota 

0826000903257400 

0.03 

0.00 

394,469.46 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kali-Magri 

0826000803227300 

0.05 

0.06 

186.62 

0.07 

- 

0.07 

0.04 

0.53 

- 

- 

- 

- 

- 

- 

- 

0.072 

0.004 

0.068 

0.024 

34.94 

Safe 

Kantora 

0826000903250800 

0.04 

0.05 

118.82 

0.07 

- 

0.07 

0.03 

0.36 

- 

0.0100 

0.0419 

0.0505 

- 

0.102 

0.102 

0.168 

0.008 

0.159 

0.057 

35.87 

Safe 



0.03 

0.02 

305.76 

0.02 

- 

0.02 

0.02 

0.24 

- 

- 

0.0278 

0.0335 

- 

0.061 

0.061 

0.084 

0.004 

0.080 

0.024 

30.20 

Safe 

Karan Puriya 

0826000903260400 

0.04 

0.03 

55.75 

0.04 

0.00 

0.04 

0.05 

0.56 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.058 

0.003 

0.055 

0.066 

119.88 

Over Exploited 

Kareli 

0826000903258000 

0.04 

0.01 

172.66 

0.02 

- 

0.02 

0.03 

0.34 

- 

- 

0.0117 

0.0141 

- 

0.026 

0.026 

0.043 

0.002 

0.041 

0.010 

25.22 

Safe 



0.03 

0.00 

440.09 

0.01 

- 

0.01 

0.02 

0.22 

- 

- 

0.0075 

0.0091 

- 

0.017 

0.017 

0.022 

0.001 

0.021 

0.007 

32.04 

Safe 

Khakhariya 

0826000903262600 

0.04 

0.02 

431.97 

0.02 

0.01 

0.03 

0.04 

0.48 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.048 

0.002 

0.046 

0.105 

228.71 

Over Exploited 

Khar 

0826000903260000 

0.04 

0.06 

81.71 

0.07 

0.01 

0.08 

0.05 

0.55 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.109 

0.005 

0.103 

0.100 

97.43 

Critical 

Kharad 

0826000903263900 

0.04 

0.00 

599,411.59 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kherad 

0826000803228300 

0.05 

0.00 

15,389.87 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

99,461.26 

Over Exploited 



0.05 

0.14 

28.91 

0.17 

0.03 

0.20 

0.04 

0.50 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.289 

0.014 

0.275 

0.505 

183.67 

Over Exploited 



0.05 

0.00 

1,209.64 

0.00 

- 

0.00 

0.01 

0.06 

- 

0.0100 

0.0070 

0.0084 

- 

0.025 

0.025 

0.028 

0.001 

0.027 

0.063 

235.38 

Over Exploited 

Kherwa 

0826000903261800 

0.04 

0.05 

217.70 

0.06 

- 

0.06 

0.05 

0.54 

- 

- 

0.0215 

0.0207 

- 

0.042 

0.042 

0.102 

0.005 

0.097 

0.033 

34.27 

Safe 

Kolar 

0826000903258900 

0.04 

0.00 

3,257.52 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.02 

105.67 

0.03 

- 

0.03 

0.05 

0.53 

- 

- 

- 

- 

- 

- 

- 

0.029 

0.001 

0.028 

0.024 

86.35 

Semi Critical 

Kunda 

0826000903262700 

0.04 

0.04 

########## 

0.05 

0.02 

0.07 

0.03 

0.39 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.119 

0.006 

0.113 

0.299 

263.26 

Over Exploited 

Kuradiya 

0826000903260600 

0.04 

0.05 

103.31 

0.06 

0.01 

0.07 

0.05 

0.57 

- 

0.0200 

- 

- 

0.007 

0.027 

0.027 

0.098 

0.005 

0.093 

0.140 

150.18 

Over Exploited 

Lalapuriya 

0826000903260900 

0.04 

0.01 

252.81 

0.01 

0.01 

0.03 

0.04 

0.51 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.050 

0.003 

0.048 

0.104 

218.94 

Over Exploited 

Lalpuriya 

0826000903250700 

0.03 

0.00 

2,255.46 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.02 

10.85 

0.03 

- 

0.03 

0.05 

0.65 

- 

- 

0.0128 

0.0154 

- 

0.028 

0.028 

0.054 

0.003 

0.051 

0.009 

16.76 

Safe 

Luhariyan 

0826000903264300 

0.04 

0.05 

227.70 

0.06 

- 

0.06 

0.05 

0.56 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.069 

0.003 

0.065 

0.081 

123.60 

Over Exploited 



0.04 

0.00 

5,182.10 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0011 

0.0010 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.006 

300.59 

Over Exploited 

Malar 

0826000903260200 

0.04 

0.03 

85.30 

0.03 

- 

0.03 

0.04 

0.47 

- 

- 

- 

- 

- 

- 

- 

0.031 

0.002 

0.030 

0.024 

79.14 

Semi Critical 



0.03 

0.00 

993.37 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Mallara 

0826000903258300 

0.04 

0.10 

83.01 

0.12 

- 

0.12 

0.04 

0.53 

- 

0.0100 

0.0531 

0.0639 

- 

0.127 

0.127 

0.249 

0.012 

0.237 

0.091 

38.51 

Safe 

Narayan Pura 

0826000903259700 

0.04 

0.06 

81.77 

0.08 

0.02 

0.09 

0.05 

0.54 

- 

0.0100 

- 

- 

0.023 

0.033 

0.033 

0.126 

0.006 

0.120 

0.084 

70.40 

Semi Critical 

Nawra 

0826000903257800 

0.04 

0.00 

11,433.06 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Gneisses(B.G.C) 

2.397 

1.18 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.01 

0.008 

0.28 

0.31 






Jaisamand 

Command 

Phyllite & Schist 

0.366 

1.18 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.04 

0.05 







Command 

Gneisses(B.G.C) 

1.544 

1.18 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.005 

0.18 

0.20 


Neemri 

0826000903261200 

5.002 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.503 

1.96 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.22 

0.21 

0.17 

0.016 

0.48 

0.49 






Jaisamand 

Command 

Phyllite & Schist 

0.499 

1.96 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.002 

0.05 

0.05 


Nichala Fala Sadkari 

0826000903259500 

0.533 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.532 

2.43 

0.020 

0.10 

0.02 

0.00 

0.00 

0.00 

0.11 

0.10 

0.40 

0.002 

0.51 

0.56 


Nichla Gurha 

0826000903261400 

0.434 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.434 

1.93 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.002 

0.53 

0.56 


Noli 

0826000803237700 

11.642 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

0.020 

2.97 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ora 

0826000903264400 

3.437 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.748 

2.40 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.18 

0.05 

0.010 

0.44 

0.37 






Jaisamand 

Command 

Phyllite & Schist 

0.614 

2.40 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.01 

0.002 

0.10 

0.08 


Pahari 

0826000903250900 

2.244 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

1.435 

2.37 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.04 

0.005 

0.34 

0.39 


Pal Sarada 

0826000903259000 

28.166 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

13.979 

2.76 

0.020 

0.08 

0.02 

0.00 

0.00 

0.00 

0.83 

0.71 

0.26 

0.049 

0.25 

0.29 







Non-command 

Gneisses(B.G.C) 

1.482 

2.76 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.02 

0.005 

0.03 

0.03 


Pander 

0826000903260300 

2.220 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.109 

1.11 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.05 

0.007 

0.49 

0.55 







Non-command 

Gneisses(B.G.C) 

0.111 

1.11 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.03 


Paroda 

0826000803238000 

4.707 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

0.876 

2.54 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.03 

0.003 

0.10 

0.08 


Partaliya 

0826000903257900 

3.726 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

0.041 

1.67 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Command 

Gneisses(B.G.C) 

3.661 

1.67 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.01 

0.013 

0.50 

0.56 


Ratakhet 

0826000903261600 

4.057 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

1.986 

2.52 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.01 

0.007 

0.26 

0.28 


Rathora 

0826000903264100 

9.246 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.190 

1.98 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.24 

0.29 

0.14 

0.018 

0.31 

0.25 






Jaisamand 

Command 

Phyllite & Schist 

1.173 

1.98 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.03 

0.004 

0.07 

0.06 


Rathoron Ka Gurha 

0826000803227600 

2.408 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.271 

2.62 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.08 

0.009 

0.57 

0.69 


Rowa 

0826000803227800 

1.039 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.535 

1.24 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.32 

0.40 


Sagatpur 

0826000903264200 

4.619 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.261 

2.21 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.22 

0.25 

0.10 

0.015 

0.51 

0.45 






Jaisamand 

Command 

Phyllite & Schist 

0.358 

2.21 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.04 

0.04 


Sagatra 

0826000903255000 

5.806 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.647 

2.30 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.002 

0.06 

0.06 


Sahara 

0826000903254400 

18.992 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.576 

1.35 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.002 

0.02 

0.02 







Non-command 

Gneisses(B.G.C) 

0.074 

1.35 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Jaisamand 

Command 

Phyllite & Schist 

18.253 

1.35 

0.020 

0.18 

0.04 

0.00 

0.00 

0.00 

0.63 

0.56 

0.65 

0.065 

0.48 

0.54 







Command 

Gneisses(B.G.C) 

0.033 

1.35 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sekri 

0826000903254500 

0.950 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.119 

1.20 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.06 

0.07 


Semari 

0826000903260800 

6.686 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.614 

1.77 

0.020 

0.15 

0.03 

0.00 

0.00 

0.00 

0.35 

0.34 

0.42 

0.144 

0.53 

0.54 


Senthal 

0826000903259900 

2.798 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.734 

2.03 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.14 

0.12 

0.14 

0.010 

0.49 

0.57 


Shyampura 

0826000903251500 

5.369 

Fresh 

Jaisamand 

Command 

Gneisses(B.G.C) 

0.627 

2.65 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.002 

0.07 

0.08 



0826000903261000 

2.605 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.605 

1.76 

0.020 

0.05 

0.01 

0.00 

0.00 

0.02 

0.11 

0.11 

0.19 

0.009 

0.53 

0.55 


Sipoor 

0826000903258200 

3.935 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

3.084 

1.39 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.02 

0.011 

0.40 

0.45 







Command 

Gneisses(B.G.C) 

0.851 

1.39 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.003 

0.11 

0.12 


Soorkhand Khera 

0826000903258700 

11.260 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.236 

1.12 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.15 

0.13 

0.13 

0.019 

0.24 

0.27 







Non-command 

Gneisses(B.G.C) 

6.023 

1.12 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.15 

0.14 

0.09 

0.021 

0.27 

0.31 


Tanda 

0826000903261700 

2.922 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

2.296 

2.58 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.14 

0.05 

0.008 

0.43 

0.43 


Thara 

0826000803234200 

2.161 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

2.161 

1.82 

0.018 

0.02 

0.01 

0.00 

0.00 

0.00 

0.08 

0.07 

0.09 

0.008 

0.50 

0.57 


Tharoda 

0826000803234300 

3.192 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

1.657 

2.03 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.07 

0.006 

0.26 

0.29 







Command 

Gneisses(B.G.C) 

1.535 

2.03 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.04 

0.006 

0.24 

0.27 


Toda 

0826000803234700 

5.882 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

0.025 

1.88 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Tulchhon Ka Namla 

0826000803227700 

4.822 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.226 

1.21 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.03 

0.016 

0.54 

0.66 






Jaisamand 

Command 

Gneisses(B.G.C) 

0.337 

1.21 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.04 

0.05 


Udpuriya (Khalsa) 

0826000903254100 

1.579 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

0.492 

2.41 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.002 

0.16 

0.18 


Upla Fala Sadkari 

0826000903259400 

3.936 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.931 

2.19 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.21 

0.19 

0.19 

0.014 

0.51 

0.57 


Upla Gurha 

0826000903261300 

0.957 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.916 

1.76 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.003 

0.51 

0.54 






Jaisamand 

Command 

Phyllite & Schist 

0.041 

1.76 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Veerpura 

0826000903250500 

4.650 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.231 

1.32 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.03 

0.04 






Jaisamand 

Command 

Gneisses(B.G.C) 

3.171 

1.32 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.06 

0.011 

0.43 

0.53 


Wali 

0826000903262500 

2.651 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.495 

3.38 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.20 

0.19 

0.14 

0.009 

0.49 

0.52 

09006046 

Achlana 

0826000603189900 

0.917 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.917 

3.29 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.08 

0.17 

0.001 

0.69 

0.61 


Ajeetpura 

0829000703643900 

4.718 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.718 

3.26 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.21 

0.06 

0.017 

0.68 

0.62 


Akola 

0826000603190300 

0.451 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.445 

3.85 

0.015 

0.10 

0.01 

0.00 

0.00 

0.00 

0.11 

0.12 

0.38 

0.001 

0.66 

0.61 


Aloo Khera 

0826000603192500 

3.699 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.699 

2.80 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.15 

0.03 

0.005 

0.62 

0.67 


Amarpura Jageer 

0826000603197100 

1.284 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.284 

6.39 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.15 

0.19 

0.18 

0.002 

0.70 

0.57 


Amba Ka Kuwa 

0826000603196300 

1.192 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.192 

6.57 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.14 

0.02 

0.002 

0.69 

0.59 


Amliya 

0826000603186900 

1.495 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.495 

3.47 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.04 

0.002 

0.67 

0.62 


Andon Ka Khera 

0829001103706500 

3.379 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.000 

4.50 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Angora 

0826000603192800 

1.655 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.655 

3.75 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.02 

0.002 

0.63 

0.64 


Arniya 

0826000703204100 

1.398 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.245 

3.47 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.001 

0.11 

0.11 


Badli Ka Chora 

0826000703199000 

1.879 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.877 

5.61 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.20 

0.03 

0.006 

0.65 

0.63 


Badwai 

0829000703643600 

9.284 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.273 

3.34 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.02 

0.02 


Baleecha 

0826000703199400 

1.526 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.587 

7.54 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.12 

0.14 

0.002 

0.26 

0.24 


Bambora 

0826000503168600 

7.494 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.011 

2.51 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bedwi 

0826000603190600 

0.829 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.829 

3.76 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.02 

0.001 

0.63 

0.64 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.03 

0.02 

193.52 

0.02 

- 

0.02 

0.03 

0.31 

- 

- 

- 

- 

- 

- 

- 

0.024 

0.001 

0.023 

0.019 

84.71 

Semi Critical 



0.04 

0.00 

1,184.33 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

0.0036 

0.0043 

- 

0.008 

0.008 

0.009 

0.000 

0.008 

0.001 

15.80 

Safe 



0.03 

0.01 

287.23 

0.01 

- 

0.01 

0.02 

0.20 

- 

- 

0.0151 

0.0182 

- 

0.033 

0.033 

0.043 

0.002 

0.041 

0.012 

30.26 

Safe 

Neemri 

0826000903261200 

0.04 

0.08 

156.35 

0.10 

0.01 

0.11 

0.04 

0.53 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.140 

0.007 

0.133 

0.190 

142.53 

Over Exploited 



0.04 

0.00 

2,742.98 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

0.0049 

0.0059 

- 

0.011 

0.011 

0.012 

0.001 

0.011 

0.020 

172.91 

Over Exploited 

Nichala Fala Sadkari 

0826000903259500 

0.04 

0.01 

819.67 

0.01 

0.02 

0.03 

0.05 

0.57 

- 

0.0700 

- 

- 

0.000 

0.070 

0.070 

0.103 

0.005 

0.098 

0.398 

405.68 

Over Exploited 

Nichla Gurha 

0826000903261400 

0.04 

0.01 

190.30 

0.01 

- 

0.01 

0.05 

0.58 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.021 

0.001 

0.020 

0.044 

221.76 

Over Exploited 

Noli 

0826000803237700 

0.05 

0.00 

108,027.63 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0002 

0.0002 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ora 

0826000903264400 

0.04 

0.05 

294.57 

0.06 

- 

0.06 

0.04 

0.49 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.066 

0.003 

0.063 

0.064 

101.55 

Over Exploited 



0.04 

0.00 

1,430.10 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

0.0050 

0.0048 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.014 

118.40 

Over Exploited 

Pahari 

0826000903250900 

0.04 

0.02 

261.29 

0.02 

- 

0.02 

0.03 

0.37 

- 

0.0100 

0.0140 

0.0169 

- 

0.041 

0.041 

0.063 

0.003 

0.060 

0.041 

68.25 

Safe 

Pal Sarada 

0826000903259000 

0.04 

0.13 

435.06 

0.16 

0.02 

0.18 

0.03 

0.27 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.229 

0.011 

0.217 

0.313 

144.12 

Over Exploited 



0.03 

0.00 

6,605.92 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.023 

1,748.18 

Over Exploited 

Pander 

0826000903260300 

0.04 

0.04 

51.24 

0.05 

- 

0.05 

0.05 

0.53 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.057 

0.003 

0.054 

0.061 

113.24 

Over Exploited 



0.03 

0.00 

2,479.07 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

4,517.16 

Over Exploited 

Paroda 

0826000803238000 

0.05 

0.00 

1,144.68 

0.01 

- 

0.01 

0.01 

0.11 

- 

- 

0.0071 

0.0069 

- 

0.014 

0.014 

0.020 

0.001 

0.019 

0.037 

197.46 

Over Exploited 

Partaliya 

0826000903257900 

0.04 

0.00 

13,565.45 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0004 

0.0005 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.03 

0.05 

116.34 

0.07 

- 

0.07 

0.04 

0.54 

- 

- 

0.0358 

0.0431 

- 

0.079 

0.079 

0.144 

0.007 

0.137 

0.020 

14.56 

Safe 

Ratakhet 

0826000903261600 

0.04 

0.02 

422.14 

0.02 

- 

0.02 

0.02 

0.29 

- 

- 

0.0194 

0.0234 

- 

0.043 

0.043 

0.067 

0.003 

0.063 

0.019 

29.98 

Safe 

Rathora 

0826000903264100 

0.04 

0.06 

483,261.62 

0.07 

0.01 

0.08 

0.03 

0.34 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.114 

0.006 

0.108 

0.156 

144.40 

Over Exploited 



0.04 

0.00 

2,129.87 

0.00 

- 

0.00 

0.01 

0.08 

- 

0.0100 

0.0115 

0.0138 

- 

0.035 

0.035 

0.039 

0.002 

0.037 

0.034 

91.97 

Critical 

Rathoron Ka Gurha 

0826000803227600 

0.05 

0.07 

28.60 

0.08 

- 

0.08 

0.05 

0.62 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.094 

0.005 

0.089 

0.087 

97.00 

Critical 

Rowa 

0826000803227800 

0.05 

0.01 

(13.39) 

0.01 

- 

0.01 

0.03 

0.35 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.011 

143.84 

Over Exploited 

Sagatpur 

0826000903264200 

0.04 

0.08 

30,243.25 

0.10 

- 

0.10 

0.05 

0.55 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.118 

0.006 

0.112 

0.111 

99.33 

Critical 



0.04 

0.00 

2,949.58 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

0.0029 

0.0028 

- 

0.006 

0.006 

0.006 

0.000 

0.006 

0.007 

119.48 

Over Exploited 

Sagatra 

0826000903255000 

0.03 

0.00 

2,323.60 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.009 

747.91 

Over Exploited 

Sahara 

0826000903254400 

0.04 

0.00 

6,678.78 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.020 

5,248.73 

Over Exploited 



0.03 

0.00 

41,009.27 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.34 

67.03 

0.40 

0.04 

0.44 

0.04 

0.52 

- 

0.1200 

0.1786 

0.2150 

- 

0.514 

0.514 

0.957 

0.048 

0.909 

0.719 

79.02 

Semi Critical 



0.03 

0.00 

92,283.51 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Sekri 

0826000903254500 

0.03 

0.00 

1,071.57 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Semari 

0826000903260800 

0.04 

0.13 

159.08 

0.16 

0.03 

0.19 

0.05 

0.57 

- 

0.0800 

- 

- 

0.002 

0.082 

0.082 

0.273 

0.014 

0.259 

0.564 

217.40 

Over Exploited 

Senthal 

0826000903259900 

0.04 

0.05 

137.27 

0.06 

0.01 

0.07 

0.05 

0.54 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.104 

0.005 

0.098 

0.154 

156.09 

Over Exploited 

Shyampura 

0826000903251500 

0.03 

0.00 

1,987.84 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

0.0061 

0.0074 

- 

0.014 

0.014 

0.015 

0.001 

0.014 

0.013 

92.27 

Critical 


0826000903261000 

0.04 

0.05 

107.82 

0.06 

0.03 

0.09 

0.05 

0.58 

- 

0.0400 

- 

- 

0.028 

0.068 

0.068 

0.160 

0.008 

0.152 

0.196 

129.21 

Over Exploited 

Sipoor 

0826000903258200 

0.04 

0.05 

80.50 

0.06 

- 

0.06 

0.04 

0.44 

- 

- 

0.0302 

0.0363 

- 

0.067 

0.067 

0.123 

0.006 

0.117 

0.035 

29.77 

Safe 



0.03 

0.00 

646.08 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

0.0083 

0.0100 

- 

0.018 

0.018 

0.022 

0.001 

0.021 

0.007 

34.01 

Safe 

Soorkhand Khera 

0826000903258700 

0.04 

0.05 

175.81 

0.06 

0.01 

0.07 

0.02 

0.26 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.087 

0.004 

0.083 

0.151 

181.40 

Over Exploited 



0.03 

0.05 

179.71 

0.06 

0.01 

0.07 

0.03 

0.30 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.089 

0.004 

0.085 

0.111 

130.96 

Over Exploited 

Tanda 

0826000903261700 

0.04 

0.04 

267.41 

0.05 

- 

0.05 

0.04 

0.47 

- 

0.0100 

0.0187 

0.0180 

- 

0.047 

0.047 

0.092 

0.005 

0.088 

0.062 

70.97 

Semi Critical 

Thara 

0826000803234200 

0.05 

0.06 

17.50 

0.07 

0.01 

0.08 

0.05 

0.55 

- 

0.0200 

0.0212 

0.0255 

0.001 

0.068 

0.068 

0.148 

0.007 

0.140 

0.094 

67.28 

Safe 

Tharoda 

0826000803234300 

0.05 

0.02 

198.77 

0.03 

- 

0.03 

0.02 

0.28 

- 

0.0100 

0.0162 

0.0195 

- 

0.046 

0.046 

0.074 

0.004 

0.070 

0.073 

104.62 

Over Exploited 



0.05 

0.02 

152.12 

0.02 

- 

0.02 

0.02 

0.26 

- 

0.0100 

0.0150 

0.0181 

- 

0.043 

0.043 

0.067 

0.003 

0.064 

0.045 

70.50 

Semi Critical 

Toda 

0826000803234700 

0.05 

0.00 

23,774.27 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0002 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.000 

0.000 

- 

Safe 

Tulchhon Ka Namla 

0826000803227700 

0.05 

0.12 

(42.59) 

0.10 

- 

0.10 

0.05 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.109 

0.005 

0.103 

0.043 

42.03 

Safe 



0.05 

0.00 

538.81 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

0.0038 

0.0040 

- 

0.008 

0.008 

0.009 

0.000 

0.008 

0.004 

51.82 

Safe 

Udpuriya (Khalsa) 

0826000903254100 

0.04 

0.00 

921.14 

0.00 

- 

0.00 

0.01 

0.17 

- 

- 

0.0048 

0.0058 

- 

0.011 

0.011 

0.014 

0.001 

0.013 

0.020 

147.10 

Over Exploited 

Upla Fala Sadkari 

0826000903259400 

0.04 

0.08 

143.66 

0.09 

0.01 

0.11 

0.05 

0.56 

- 

0.0400 

- 

- 

0.007 

0.047 

0.047 

0.154 

0.008 

0.146 

0.206 

140.58 

Over Exploited 

Upla Gurha 

0826000903261300 

0.04 

0.02 

124.49 

0.02 

- 

0.02 

0.05 

0.55 

- 

- 

- 

- 

- 

- 

- 

0.021 

0.001 

0.020 

0.021 

104.57 

Over Exploited 



0.04 

0.00 

3,539.50 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0004 

0.0005 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Veerpura 

0826000903250500 

0.03 

0.00 

2,157.80 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

1,946.28 

Over Exploited 



0.03 

0.04 

104.54 

0.05 

- 

0.05 

0.04 

0.47 

- 

0.0100 

0.0310 

0.0374 

- 

0.078 

0.078 

0.128 

0.006 

0.121 

0.069 

57.06 

Safe 

Wali 

0826000903262500 

0.04 

0.05 

294.97 

0.06 

0.01 

0.07 

0.05 

0.54 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.101 

0.005 

0.096 

0.153 

159.18 

Over Exploited 

Achlana 

0826000603189900 

0.03 

0.02 

260.34 

0.03 

0.01 

0.04 

0.05 

0.74 

- 

0.0300 

- 

- 

0.006 

0.036 

0.036 

0.077 

0.004 

0.073 

0.167 

228.12 

Over Exploited 

Ajeetpura 

0829000703643900 

0.04 

0.14 

47.76 

0.17 

0.00 

0.18 

0.05 

0.74 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.193 

0.010 

0.183 

0.073 

39.73 

Safe 

Akola 

0826000603190300 

0.03 

0.01 

1,067.01 

0.01 

0.01 

0.03 

0.05 

0.71 

- 

0.0700 

- 

- 

0.006 

0.076 

0.076 

0.102 

0.005 

0.097 

0.383 

393.38 

Over Exploited 

Aloo Khera 

0826000603192500 

0.03 

0.08 

91.28 

0.10 

- 

0.10 

0.05 

0.67 

- 

- 

- 

- 

- 

- 

- 

0.096 

0.005 

0.091 

0.037 

40.90 

Safe 

Amarpura Jageer 

0826000603197100 

0.03 

0.03 

497.73 

0.04 

0.01 

0.05 

0.06 

0.76 

- 

0.0200 

- 

- 

0.000 

0.021 

0.021 

0.068 

0.003 

0.065 

0.179 

275.21 

Over Exploited 

Amba Ka Kuwa 

0826000603196300 

0.03 

0.03 

380.00 

0.03 

- 

0.03 

0.06 

0.75 

- 

- 

- 

- 

- 

- 

- 

0.035 

0.002 

0.033 

0.017 

50.68 

Safe 

Amliya 

0826000603186900 

0.03 

0.04 

170.90 

0.04 

- 

0.04 

0.05 

0.73 

- 

- 

- 

- 

- 

- 

- 

0.042 

0.002 

0.040 

0.038 

95.30 

Critical 

Andon Ka Khera 

0829001103706500 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Angora 

0826000603192800 

0.03 

0.04 

173.35 

0.04 

0.00 

0.05 

0.05 

0.69 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.047 

0.002 

0.045 

0.024 

54.45 

Safe 

Arniya 

0826000703204100 

0.04 

0.00 

2,415.82 

0.00 

- 

0.00 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.011 

0.035 

327.71 

Over Exploited 

Badli Ka Chora 

0826000703199000 

0.04 

0.04 

362.47 

0.05 

0.00 

0.05 

0.05 

0.71 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.053 

0.003 

0.050 

0.031 

61.15 

Safe 

Badwai 

0829000703643600 

0.04 

0.00 

4,651.53 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.018 

6,403.57 

Over Exploited 

Baleecha 

0826000703199400 

0.04 

0.01 

2,078.21 

0.01 

0.01 

0.02 

0.02 

0.28 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.036 

0.002 

0.035 

0.140 

403.28 

Over Exploited 

Bambora 

0826000503168600 

0.06 

0.00 

82,964.09 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bedwi 

0826000603190600 

0.03 

0.02 

206.39 

0.02 

- 

0.02 

0.05 

0.69 

- 

- 

- 

- 

- 

- 

- 

0.022 

0.001 

0.021 

0.023 

110.68 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Beeron Ka Khera 

082900070364420C 

0.770 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.770 

2.79 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.05 

0.003 

0.69 

0.62 


Bejarda 

0826000603187300 

1.711 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.711 

3.36 

0.015 

0.03 

0.00 

0.00 

0.00 

0.02 

0.10 

0.11 

0.11 

0.002 

0.68 

0.62 


Bhaggar 

0826000603193100 

0.063 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.063 

3.52 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.64 

0.65 


Bhamela 

0826000603185800 

4.913 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.913 

4.00 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.32 

0.29 

0.11 

0.007 

0.60 

0.66 


Bhanpa 

0829000703644300 

6.341 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.341 

3.16 

0.012 

0.10 

0.01 

0.00 

0.00 

0.01 

0.31 

0.34 

0.35 

0.023 

0.68 

0.62 


Bhaopura 

0826000603195700 

0.662 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.056 

6.20 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.06 

0.05 


Bhardiya 

0826000603187000 

0.842 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.842 

3.39 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.04 

0.001 

0.68 

0.62 


Bheekhawaniya 

0826000603193900 

0.186 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.186 

3.62 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.05 

0.05 

0.18 

0.000 

0.64 

0.64 


Bhinder (M) 

0826000642603000 

12.412 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

10.563 

3.57 

0.015 

0.38 

0.04 

0.00 

0.00 

0.00 

0.91 

0.94 

1.01 

0.377 

0.55 

0.53 


Bhiyana 

0829001103706700 

2.847 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.247 

5.20 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.15 

0.07 

0.004 

0.31 

0.24 


Bobri 

0826000703198700 

0.955 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.955 

2.71 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.05 

0.003 

0.63 

0.66 


Bodki 

0826000703199100 

1.020 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.167 

5.15 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.11 

0.10 


Bohera 

0829001103706400 

18.011 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.984 

4.54 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.13 

0.14 

0.003 

0.04 

0.03 


Bortalai 

0826000603187200 

2.495 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.476 

3.47 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.16 

0.17 

0.14 

0.004 

0.67 

0.61 


Chainpuriya 

0826000603189400 

0.980 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.934 

6.19 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.11 

0.05 

0.001 

0.66 

0.58 


Chak Pemlakui 

0826000603193300 

0.540 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.540 

3.09 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.001 

0.63 

0.66 


Chak Umarnara 

0826000603193200 

0.050 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.050 

3.20 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.63 

0.65 


Chamlawadi 

0826000603188100 

0.431 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.306 

3.37 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.08 

0.000 

0.49 

0.44 


Chargadiya 

0826000603182100 

8.132 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.164 

3.84 

0.015 

0.09 

0.01 

0.00 

0.00 

0.00 

0.49 

0.47 

0.34 

0.010 

0.54 

0.57 


Charma Talab 

0826000703198400 

0.490 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.145 

2.95 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.18 

0.20 


Choi 

0826000603186800 

2.166 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.166 

3.60 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.13 

0.02 

0.003 

0.66 

0.62 


Dabiyon Ka Khera 

0826000603187700 

1.520 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.129 

3.47 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.06 

0.05 


Dabkiya 

0826000603186500 

0.125 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.125 

3.74 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.65 

0.63 


Dangiyon Ka Khera 

0826000603186700 

0.466 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.466 

3.81 

0.015 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.01 

0.001 

0.66 

0.62 


Deoli 

0826000603194200 

0.082 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.082 

4.43 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.08 

0.000 

0.67 

0.62 


Dhalawar 

0829001103707800 

2.789 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.939 

6.17 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.11 

0.01 

0.003 

0.24 

0.19 


Dhawri 

0826000703198300 

3.307 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.436 

3.13 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.001 

0.08 

0.09 


Dheemra 

0826000603193700 

0.632 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.365 

2.61 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.36 

0.39 


Dori Malna Was 

0826000603197600 

0.662 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.653 

5.78 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.00 

0.001 

0.69 

0.55 


Dorkuwa 

0826000603186400 

0.383 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.383 

3.80 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.05 

0.001 

0.65 

0.62 


Fatehsingh Ji Ki Bhagal 

0826000703200200 

2.081 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.000 

6.02 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Foujwadali 

0826000603187600 

1.638 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.337 

3.40 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.000 

0.14 

0.13 


Gadariyawas 

0826000603182000 

5.646 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.128 

5.22 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.03 

0.002 

0.12 

0.13 


Gadriyawas 

0829001103707700 

2.736 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.335 

5.99 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.17 

0.04 

0.005 

0.34 

0.26 


Garhpura 

0826000603197200 

1.299 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.542 

6.12 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.01 

0.001 

0.29 

0.24 


Ghoron Ka Khera 

0826000603190000 

0.678 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.678 

2.41 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.06 

0.001 

0.69 

0.62 


Ghoronka Ka Khera 

0829000703644100 

0.927 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.927 

3.21 

0.012 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.07 

0.15 

0.003 

0.69 

0.62 


Goga Ka Gurha 

0826000603191200 

1.325 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.325 

3.01 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.08 

0.002 

0.62 

0.66 


Gopa Ki Bhagal 

0826000603195800 

0.629 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.559 

6.31 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.03 

0.001 

0.62 

0.51 


Gopalpura 

0826000603182200 

6.040 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.005 

4.14 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 



0826000703204000 

1.166 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.139 

4.24 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.08 

0.08 


Gotipa 

0826000603186100 

1.244 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.244 

4.04 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.10 

0.002 

0.61 

0.65 


Gulabpura 

0826000603197500 

1.032 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.032 

5.69 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.12 

0.05 

0.001 

0.70 

0.56 


Gundala 

0826000603190800 

0.774 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.774 

3.71 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.02 

0.001 

0.63 

0.64 


Gundla Ki Bhagal 

0826000703199500 

0.747 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.635 

6.96 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.01 

0.002 

0.58 

0.52 


Gurha 

0829000703643700 

3.664 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.630 

3.35 

0.012 

0.06 

0.01 

0.00 

0.00 

0.03 

0.16 

0.18 

0.21 

0.013 

0.68 

0.62 


Gurjaniya 

0829000703647400 

6.706 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.009 

6.21 

0.012 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Flamer Singh Ji Ka Khera 

0829000703644000 

0.176 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.119 

4.04 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.000 

0.47 

0.42 


Hariya Khera 

0826000603195000 

2.264 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.264 

6.37 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.21 

0.24 

0.00 

0.003 

0.69 

0.60 


Harjibooj Ki Bhagal 

0826000603194400 

0.579 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.579 

5.07 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.03 

0.001 

0.68 

0.62 


Hatheedo 

0826000503168400 

2.978 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.915 

2.29 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.14 

0.07 

0.006 

0.60 

0.67 


Jaitpura 

0826000803223300 

4.628 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.000 

2.32 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jaswantpura 

0826000603189500 

1.327 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.399 

5.21 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.03 

0.001 

0.21 

0.18 


Jawatra 

0826000603187900 

1.487 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.550 

3.47 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.06 

0.001 

0.25 

0.23 


Jetpura 

0826000603181900 

2.713 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.999 

3.74 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.02 

0.001 

0.23 

0.23 


Jhalon Ka Khera 

0826000603196100 

1.019 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.019 

6.50 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.12 

0.01 

0.001 

0.70 

0.58 


Jodhsingh Ki Bhagal 

0826000603197000 

4.853 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.027 

6.81 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.24 

0.00 

0.003 

0.29 

0.25 


Kachumara 

0826000703199900 

5.150 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.022 

6.16 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kahara Chak (B) 

0829001103707400 

0.142 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.013 

5.98 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.06 

0.05 


Kahara Jageer (C) 

0829001103707500 

0.199 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.199 

5.88 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.03 

0.001 

0.70 

0.55 


Kankariyon Ka Khera 

0826000603186200 

4.187 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.187 

3.79 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.25 

0.25 

0.03 

0.006 

0.64 

0.63 


Kanor (M) 

0826000642604000 

19.363 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

19.363 

3.15 

0.015 

0.59 

0.05 

0.00 

0.00 

0.06 

1.39 

1.55 

1.45 

0.691 

0.69 

0.62 


Karecha 

0826000603186300 

5.858 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.858 

3.88 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.36 

0.36 

0.10 

0.008 

0.63 

0.64 


Karso Ka Khera 

0826000603188400 

1.329 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.931 

2.71 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.001 

0.49 

0.44 


Kasotiya 

0826000703198900 

2.328 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.328 

5.19 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.23 

0.02 

0.007 

0.66 

0.63 


Kerpura 

0826000603194800 

1.718 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.718 

5.75 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.18 

0.20 

0.13 

0.002 

0.69 

0.61 


Khana Ka Talab 

0826000603191400 

2.660 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.654 

2.76 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.06 

0.004 

0.61 

0.67 


Khandeora 

0826000603194300 

0.096 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.096 

3.50 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.04 

0.000 

0.68 

0.62 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Beeron Ka Khera 

0829000703644200 

0.04 

0.02 

63.47 

0.03 

- 

0.03 

0.05 

0.74 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.038 

0.002 

0.036 

0.056 

153.68 

Over Exploited 

Bejarda 

0826000603187300 

0.03 

0.04 

167.07 

0.05 

0.02 

0.07 

0.05 

0.73 

- 

0.0100 

- 

- 

0.026 

0.036 

0.036 

0.102 

0.005 

0.097 

0.116 

120.40 

Over Exploited 

Bhaggar 

0826000603193100 

0.03 

0.00 

126.77 

0.00 

- 

0.00 

0.05 

0.69 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.014 

875.93 

Over Exploited 

Bhamela 

0826000603185800 

0.03 

0.10 

178.57 

0.12 

0.01 

0.13 

0.05 

0.65 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.151 

0.008 

0.143 

0.115 

80.30 

Semi Critical 

Bhanpa 

0829000703644300 

0.04 

0.19 

76.99 

0.23 

0.02 

0.25 

0.05 

0.73 

- 

0.0400 

- 

- 

0.017 

0.057 

0.057 

0.308 

0.015 

0.292 

0.375 

128.22 

Over Exploited 

Bhaopura 

0826000603195700 

0.03 

0.00 

5,399.88 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

3,124.31 

Over Exploited 

Bhardiya 

0826000603187000 

0.03 

0.02 

181.89 

0.02 

0.00 

0.03 

0.05 

0.73 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.028 

0.001 

0.026 

0.041 

157.30 

Over Exploited 

Bheekhawaniya 

0826000603193900 

0.03 

0.00 

1,047.56 

0.01 

0.01 

0.02 

0.05 

0.70 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.050 

0.003 

0.048 

0.184 

386.72 

Over Exploited 

Bhinder (M) 

0826000642603000 

0.03 

0.20 

362.18 

0.25 

0.04 

0.29 

0.05 

0.60 

- 

0.1900 

- 

- 

- 

0.190 

0.190 

0.475 

0.024 

0.451 

1.386 

307.15 

Over Exploited 

Bhiyana 

0829001103706700 

0.06 

0.02 

558.45 

0.03 

0.00 

0.03 

0.03 

0.34 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.041 

0.002 

0.039 

0.078 

201.65 

Over Exploited 

Bobri 

0826000703198700 

0.04 

0.02 

143.57 

0.03 

0.00 

0.03 

0.05 

0.69 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.038 

0.002 

0.036 

0.049 

136.11 

Over Exploited 

Bodki 

0826000703199100 

0.04 

0.00 

2,360.30 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.009 

1,184.16 

Over Exploited 

Bohera 

0829001103706400 

0.06 

0.00 

5,590.15 

0.00 

0.01 

0.01 

0.00 

0.04 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.033 

0.002 

0.031 

0.140 

451.64 

Over Exploited 

Bortalai 

0826000603187200 

0.03 

0.06 

198.28 

0.07 

0.01 

0.08 

0.05 

0.72 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.099 

0.005 

0.094 

0.142 

150.14 

Over Exploited 

Chainpuriya 

0826000603189400 

0.03 

0.02 

411.65 

0.03 

- 

0.03 

0.05 

0.71 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.036 

0.002 

0.034 

0.051 

150.75 

Over Exploited 

Chak Pemlakui 

0826000603193300 

0.03 

0.01 

100.46 

0.01 

- 

0.01 

0.05 

0.68 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.014 

0.012 

86.98 

Semi Critical 

Chak Umarnara 

0826000603193200 

0.03 

0.00 

106.73 

0.00 

- 

0.00 

0.05 

0.69 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.011 

872.96 

Over Exploited 

Chamlawadi 

0826000603188100 

0.03 

0.01 

652.49 

0.01 

- 

0.01 

0.04 

0.53 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.015 

0.078 

507.56 

Over Exploited 

Chargadiya 

0826000603182100 

0.03 

0.14 

247.14 

0.16 

0.01 

0.17 

0.05 

0.59 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.232 

0.012 

0.221 

0.349 

158.17 

Over Exploited 

Charma Talab 

0826000703198400 

0.04 

0.00 

624.83 

0.00 

- 

0.00 

0.02 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.008 

777.66 

Over Exploited 

Choi 

0826000603186800 

0.03 

0.05 

163.02 

0.06 

0.00 

0.06 

0.05 

0.72 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.069 

0.003 

0.065 

0.025 

38.51 

Safe 

Dabiyon Ka Khera 

0826000603187700 

0.03 

0.00 

2,703.89 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

1,410.06 

Over Exploited 

Dabkiya 

0826000603186500 

0.03 

0.00 

125.73 

0.00 

0.00 

0.00 

0.05 

0.70 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.005 

0.000 

0.005 

0.007 

139.05 

Over Exploited 

Dangiyon Ka Khera 

0826000603186700 

0.03 

0.01 

2.47 

0.01 

0.02 

0.03 

0.05 

0.71 

- 

- 

- 

- 

0.024 

0.024 

0.024 

0.051 

0.003 

0.049 

0.015 

30.06 

Safe 

Deoli 

0826000603194200 

0.03 

0.00 

1,327.30 

0.00 

0.00 

0.00 

0.05 

0.72 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.012 

0.001 

0.012 

0.076 

641.07 

Over Exploited 

Dhalawar 

0829001103707800 

0.06 

0.01 

731.59 

0.02 

- 

0.02 

0.02 

0.26 

- 

- 

- 

- 

- 

- 

- 

0.016 

0.001 

0.015 

0.017 

113.39 

Over Exploited 

Dhawri 

0826000703198300 

0.04 

0.00 

2,372.87 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

0.026 

1,812.47 

Over Exploited 

Dheemra 

0826000603193700 

0.03 

0.00 

187.80 

0.01 

- 

0.01 

0.03 

0.39 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.005 

0.012 

220.37 

Over Exploited 

Dori Malna Was 

0826000603197600 

0.03 

0.02 

349.12 

0.02 

- 

0.02 

0.06 

0.75 

- 

- 

- 

- 

- 

- 

- 

0.019 

0.001 

0.018 

0.001 

5.19 

Safe 

Dorkuwa 

0826000603186400 

0.03 

0.01 

280.47 

0.01 

- 

0.01 

0.05 

0.71 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.021 

0.001 

0.020 

0.055 

279.63 

Over Exploited 

Fatehsingh Ji Ki Bhagal 

0826000703200200 

0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Foujwadali 

0826000603187600 

0.03 

0.00 

1,044.24 

0.00 

- 

0.00 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.018 

997.34 

Over Exploited 

Gadariyawas 

0826000603182000 

0.03 

0.00 

1,756.60 

0.01 

- 

0.01 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.005 

0.027 

506.35 

Over Exploited 

Gadriyawas 

0829001103707700 

0.06 

0.03 

515.70 

0.03 

0.00 

0.03 

0.03 

0.37 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.043 

0.002 

0.041 

0.041 

98.49 

Critical 

Garhpura 

0826000603197200 

0.03 

0.01 

1,014.28 

0.01 

- 

0.01 

0.02 

0.32 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.006 

0.013 

202.39 

Over Exploited 

Ghoron Ka Khera 

0826000603190000 

0.03 

0.02 

130.37 

0.02 

0.00 

0.02 

0.05 

0.74 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.032 

0.002 

0.030 

0.059 

196.40 

Over Exploited 

Ghoronka Ka Khera 

0829000703644100 

0.04 

0.03 

150.99 

0.03 

0.01 

0.04 

0.05 

0.74 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.064 

0.003 

0.061 

0.155 

255.10 

Over Exploited 

Goga Ka Gurha 

0826000603191200 

0.03 

0.03 

156.53 

0.03 

0.00 

0.04 

0.05 

0.67 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.048 

0.002 

0.045 

0.085 

186.63 

Over Exploited 

Gopa Ki Bhagal 

0826000603195800 

0.03 

0.01 

531.63 

0.01 

- 

0.01 

0.05 

0.67 

- 

- 

- 

- 

- 

- 

- 

0.015 

0.001 

0.014 

0.030 

216.11 

Over Exploited 

Gopalpura 

0826000603182200 

0.03 

0.00 

312,245.81 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 


0826000703204000 

0.04 

0.00 

2,657.94 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.013 

3,092.19 

Over Exploited 

Gotipa 

0826000603186100 

0.03 

0.03 

232.90 

0.03 

0.00 

0.03 

0.05 

0.66 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.044 

0.002 

0.042 

0.099 

236.53 

Over Exploited 

Gulabpura 

0826000603197500 

0.03 

0.03 

387.78 

0.03 

- 

0.03 

0.06 

0.76 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.040 

0.002 

0.038 

0.047 

123.91 

Over Exploited 

Gundala 

0826000603190800 

0.03 

0.02 

204.92 

0.02 

- 

0.02 

0.05 

0.68 

- 

- 

- 

- 

- 

- 

- 

0.020 

0.001 

0.019 

0.023 

119.32 

Over Exploited 

Gundla Ki Bhagal 

0826000703199500 

0.04 

0.01 

560.82 

0.02 

- 

0.02 

0.05 

0.62 

- 

- 

- 

- 

- 

- 

- 

0.016 

0.001 

0.015 

0.015 

100.70 

Over Exploited 

Gurha 

0829000703643700 

0.04 

0.11 

64.86 

0.13 

0.04 

0.17 

0.05 

0.73 

- 

0.0200 

- 

- 

0.039 

0.059 

0.059 

0.227 

0.011 

0.216 

0.227 

105.14 

Over Exploited 

Gurjaniya 

0829000703647400 

0.04 

0.00 

194,517.30 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Flamer Singh Ji Ka Khera 

0829000703644000 

0.04 

0.00 

599.69 

0.00 

- 

0.00 

0.04 

0.50 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.036 

1,299.78 

Over Exploited 

Hariya Khera 

0826000603195000 

0.03 

0.05 

343.40 

0.07 

0.01 

0.07 

0.06 

0.75 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.081 

0.004 

0.077 

0.003 

4.22 

Safe 

Harjibooj Ki Bhagal 

0826000603194400 

0.03 

0.01 

329.38 

0.02 

0.00 

0.02 

0.05 

0.73 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.028 

0.001 

0.026 

0.033 

124.31 

Over Exploited 

Flatheedo 

0826000503168400 

0.06 

0.11 

30.36 

0.13 

- 

0.13 

0.05 

0.66 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.137 

0.007 

0.130 

0.071 

54.46 

Safe 

Jaitpura 

0826000803223300 

0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jaswantpura 

0826000603189500 

0.03 

0.00 

1,500.25 

0.00 

- 

0.00 

0.02 

0.22 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.013 

0.030 

230.80 

Over Exploited 

Jawatra 

0826000603187900 

0.03 

0.00 

1,001.85 

0.01 

- 

0.01 

0.02 

0.27 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.015 

0.061 

404.02 

Over Exploited 

Jetpura 

0826000603181900 

0.03 

0.01 

717.93 

0.01 

- 

0.01 

0.02 

0.25 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.000 

0.009 

0.023 

257.04 

Over Exploited 

Jhalon Ka Khera 

0826000603196100 

0.03 

0.02 

382.92 

0.03 

- 

0.03 

0.06 

0.75 

- 

- 

- 

- 

- 

- 

- 

0.030 

0.001 

0.028 

0.012 

44.09 

Safe 

Jodhsingh Ki Bhagal 

0826000603197000 

0.03 

0.02 

1,086.47 

0.02 

- 

0.02 

0.02 

0.31 

- 

- 

- 

- 

- 

- 

- 

0.025 

0.001 

0.024 

0.003 

12.34 

Safe 

Kachumara 

0826000703199900 

0.04 

0.00 

123,215.26 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kahara Chak (B) 

0829001103707400 

0.06 

0.00 

2,947.03 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kahara Jageer (C) 

0829001103707500 

0.06 

0.01 

159.49 

0.01 

0.01 

0.02 

0.06 

0.76 

- 

- 

- 

- 

0.015 

0.016 

0.016 

0.036 

0.002 

0.034 

0.033 

95.98 

Critical 

Kankariyon Ka Khera 

0826000603186200 

0.03 

0.09 

166.93 

0.11 

0.00 

0.11 

0.05 

0.70 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.125 

0.006 

0.119 

0.039 

32.73 

Safe 

Kanor(M) 

0826000642604000 

0.03 

0.47 

233.86 

0.56 

0.11 

0.67 

0.05 

0.74 

- 

0.2700 

- 

- 

0.092 

0.362 

0.362 

1.032 

0.052 

0.981 

2.139 

218.17 

Over Exploited 

Karecha 

0826000603186300 

0.03 

0.13 

177.88 

0.15 

0.01 

0.16 

0.05 

0.68 

- 

0.0200 

- 

- 

0.010 

0.030 

0.030 

0.191 

0.010 

0.181 

0.109 

60.32 

Safe 

Karso Ka Khera 

0826000603188400 

0.03 

0.02 

166.48 

0.02 

- 

0.02 

0.04 

0.52 

- 

- 

- 

- 

- 

- 

- 

0.019 

0.001 

0.018 

0.016 

90.68 

Critical 

Kasotiya 

0826000703198900 

0.04 

0.05 

317.05 

0.07 

0.00 

0.07 

0.05 

0.71 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.075 

0.004 

0.071 

0.024 

33.87 

Safe 

Kerpura 

0826000603194800 

0.03 

0.04 

385.42 

0.05 

0.00 

0.05 

0.06 

0.74 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.071 

0.004 

0.068 

0.132 

195.75 

Over Exploited 

Khana Ka Talab 

0826000603191400 

0.03 

0.06 

110.10 

0.07 

- 

0.07 

0.05 

0.66 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.078 

0.004 

0.074 

0.065 

87.55 

Semi Critical 

Khandeora 

0826000603194300 

0.03 

0.00 

614.68 

0.00 

0.00 

0.00 

0.05 

0.73 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.013 

0.001 

0.013 

0.036 

288.06 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Kheri 

082600060319020C 

0.036 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.036 

4.92 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.07 

0.000 

0.67 

0.62 


Kheta Khera 

0826000603188200 

2.158 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.298 

3.60 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.000 

0.10 

0.09 


Khoriyon Ka Khera 

0829001103707600 

1.143 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.906 

6.06 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.13 

0.07 

0.003 

0.56 

0.44 


Khuman Singhji Ka Khera 

0829001103707100 

0.775 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.025 

6.04 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Kodarbariya 

0826000703199300 

0.833 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.833 

7.44 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.13 

0.06 

0.003 

0.67 

0.62 


Koodiyan 

0826000603190100 

1.173 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.173 

2.63 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.02 

0.002 

0.68 

0.62 


Kundai 

0826000603185900 

3.273 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.273 

4.60 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.25 

0.22 

0.17 

0.005 

0.59 

0.67 


Lalpura 

0826000603181700 

2.012 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.023 

4.06 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Lambi Choti 

0829000703643800 

5.565 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.336 

3.35 

0.012 

0.04 

0.01 

0.00 

0.00 

0.01 

0.23 

0.25 

0.14 

0.019 

0.66 

0.59 


Lilariyanji Ka Khera 

0826000603197300 

0.637 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.637 

6.74 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.02 

0.001 

0.69 

0.59 


Loonanda 

0826000603196700 

1.810 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.808 

6.49 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.21 

0.05 

0.003 

0.69 

0.60 


Loonanda Mai 

0826000603196600 

1.288 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.288 

6.90 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.15 

0.02 

0.002 

0.69 

0.59 


Magri Ka Phala 

0826000603195600 

1.363 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.032 

6.22 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.01 


Mahoora 

0829001103706800 

1.277 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.277 

5.71 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.16 

0.20 

0.24 

0.004 

0.70 

0.55 


Mahuri Khera 

0826000603186600 

0.143 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.143 

3.72 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.66 

0.62 


Malanawas 

0826000603196200 

0.577 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.577 

6.64 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.01 

0.001 

0.70 

0.58 


Mand Kalan 

0826000603191500 

0.886 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.682 

2.64 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.09 

0.001 

0.46 

0.53 


Manji Ka Khera 

0826000603195900 

1.197 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.981 

6.45 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.11 

0.02 

0.001 

0.57 

0.48 


Manpura 

0829001103707000 

0.700 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.684 

5.91 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.07 

0.002 

0.68 

0.55 


Medi Khera 

0826000603187100 

0.895 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.895 

3.37 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.03 

0.001 

0.68 

0.62 


Modji Ka Khera 

0826000703197700 

3.927 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.773 

2.08 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.13 

0.04 

0.011 

0.59 

0.67 


Mokala Talab 

0826000603193800 

0.022 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.022 

2.38 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.63 

0.67 


Morchana 

0826000703198000 

3.626 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.127 

2.10 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Motida 

0826000603190400 

0.072 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.072 

3.84 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.65 

0.63 


Naharpura 

0826000603196000 

0.660 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.660 

6.38 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.06 

0.001 

0.70 

0.57 


Naharpura @ Narpura 

0826000603185700 

1.538 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.538 

3.24 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.04 

0.002 

0.60 

0.67 


Nal Ka Gurha 

0826000703197900 

2.857 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.805 

2.07 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.02 

0.005 

0.39 

0.44 


Nankiya Ka Khera 

0826000603196500 

1.517 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.517 

6.34 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.17 

0.00 

0.002 

0.69 

0.60 


Narda 

0826000603190900 

1.261 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.261 

3.65 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.02 

0.002 

0.63 

0.65 


Narji Ka Gurha 

0826000703197800 

2.874 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.441 

2.07 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.03 

0.007 

0.52 

0.60 


Neemri (Kanor) 

0826000603189600 

1.910 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.733 

4.49 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.15 

0.06 

0.002 

0.63 

0.56 


Nichala Semaliya 

0826000603192400 

0.102 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.102 

2.48 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.000 

0.61 

0.68 


Nimri Ka Gurha 

0826000703198100 

3.700 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.283 

2.03 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.01 

0.007 

0.38 

0.42 


Opa Ka Khera 

0826000603192900 

0.807 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.807 

3.79 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.01 

0.001 

0.64 

0.64 


Padmakhera 

0826000603186000 

2.041 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.041 

4.83 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.14 

0.05 

0.003 

0.60 

0.66 


Padwal 

0826000603190700 

1.585 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.585 

3.72 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.02 

0.002 

0.63 

0.64 


Panoond 

0826000603193600 

4.047 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.042 

2.03 

0.015 

0.05 

0.01 

0.00 

0.00 

0.01 

0.16 

0.14 

0.21 

0.006 

0.62 

0.68 


Patiya 

0826000703198600 

1.138 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.137 

2.66 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.03 

0.003 

0.63 

0.66 


Peepalwas 

0826000603194700 

2.318 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.318 

5.96 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.23 

0.25 

0.07 

0.003 

0.68 

0.61 


Peepla Pani 

0826000603194000 

0.023 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.023 

3.84 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.000 

0.65 

0.63 


Peethal Pura 

0826000603188600 

1.913 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.584 

3.53 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.04 

0.001 

0.21 

0.19 


Pemla Kui 

0826000603193500 

0.057 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.057 

2.55 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.62 

0.67 


Phalador 

0826000603191300 

0.910 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.910 

3.03 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.05 

0.001 

0.61 

0.66 


Pheela 

0826000503168200 

8.461 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.000 

1.92 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Phoosriya 

0826000703199800 

4.755 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.902 

6.67 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.26 

0.01 

0.006 

0.27 

0.24 


Rajpura 

0826000603188300 

3.984 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.604 

3.07 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.15 

0.17 

0.14 

0.004 

0.45 

0.41 


Ranawaton Ka Khera 

0826000603189300 

0.566 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.000 

5.85 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Raniya 

0826000603185600 

0.773 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.764 

3.23 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.07 

0.001 

0.58 

0.68 


Ratanpura 

0826000503168300 

3.213 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.851 

2.18 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.05 

0.006 

0.55 

0.62 


Rawatpura 

0829000703644400 

1.492 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.262 

3.50 

0.012 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.001 

0.12 

0.11 


Rayla 

0826000603184800 

7.011 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.171 

4.87 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.01 

0.002 

0.10 

0.12 


Royan Phala 

0826000603194100 

0.060 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.060 

4.27 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.65 

0.63 


Sabalpura 

0829001103707900 

0.526 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.056 

6.08 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.08 

0.06 


Sagatpura 

0826000603191100 

5.977 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.977 

3.39 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.33 

0.31 

0.10 

0.009 

0.62 

0.65 


Salarmala 

0826000603189800 

0.374 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.374 

2.28 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.04 

0.001 

0.69 

0.62 


Salera 

0826000603180300 

11.243 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.082 

3.55 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Samel (Khurd) 

0826000603193000 

0.045 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.045 

3.81 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.64 

0.64 


Sangrampura 

0826000603196900 

2.038 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.031 

6.66 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.24 

0.29 

0.20 

0.003 

0.69 

0.57 


Sarangpura (Bhinder) 

0826000603188000 

0.985 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.907 

3.41 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.08 

0.17 

0.001 

0.63 

0.57 


Sarangpura (Kanor) 

0826000603189700 

4.246 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.560 

3.19 

0.015 

0.12 

0.02 

0.00 

0.00 

0.00 

0.27 

0.30 

0.48 

0.005 

0.58 

0.52 


Saredi 

0826000703200500 

2.373 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.540 

6.03 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.01 

0.002 

0.16 

0.13 


Sarwaniya 

0826000603188700 

4.490 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.033 

3.23 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 


Satya Talai 

0826000703198500 

1.695 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.630 

2.47 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.03 

0.005 

0.60 

0.65 


Sawna 

0826000603192600 

2.067 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.067 

2.79 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.11 

0.16 

0.003 

0.61 

0.67 


Seer 

0826000603194900 

3.640 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.640 

5.91 

0.015 

0.03 

0.00 

0.00 

0.00 

0.02 

0.34 

0.38 

0.13 

0.005 

0.69 

0.61 


Semal Khurd 

0826000603194600 

0.837 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.837 

6.34 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.05 

0.001 

0.68 

0.61 


Sethwana 

0829000703647500 

1.951 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.413 

6.36 

0.012 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.09 

0.001 

0.15 

0.13 


Shavpura 

0826000603188500 

0.735 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.735 

2.67 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.05 

0.001 

0.69 

0.62 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Kheri 

0826000603190200 

0.03 

0.00 

2,825.62 

0.00 

- 

0.00 

0.05 

0.73 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.072 

688.41 

Over Exploited 

Kheta Khera 

0826000603188200 

0.03 

0.00 

2,812.32 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.026 

2,327.98 

Over Exploited 

Khoriyon Ka Khera 

0829001103707600 

0.06 

0.03 

331.68 

0.04 

- 

0.04 

0.05 

0.61 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.046 

0.002 

0.044 

0.068 

154.75 

Over Exploited 

Khuman Singhji Ka Khera 

0829001103707100 

0.06 

0.00 

8,085.22 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kodarbariya 

0826000703199300 

0.04 

0.02 

546.67 

0.02 

- 

0.02 

0.05 

0.72 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.034 

0.002 

0.032 

0.059 

182.61 

Over Exploited 

Koodiyan 

0826000603190100 

0.03 

0.03 

122.34 

0.03 

- 

0.03 

0.05 

0.74 

- 

- 

- 

- 

- 

- 

- 

0.034 

0.002 

0.032 

0.020 

61.70 

Safe 

Kundai 

0826000603185900 

0.03 

0.07 

226.97 

0.08 

0.01 

0.09 

0.05 

0.64 

- 

0.0300 

- 

- 

0.005 

0.035 

0.035 

0.129 

0.006 

0.123 

0.174 

141.50 

Over Exploited 

Lalpura 

0826000603181700 

0.03 

0.00 

23,104.29 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Lambi Choti 

0829000703643800 

0.04 

0.16 

59.61 

0.19 

0.02 

0.21 

0.05 

0.71 

- 

0.0200 

- 

- 

0.015 

0.035 

0.035 

0.242 

0.012 

0.230 

0.158 

68.71 

Safe 

Lilariyanji Ka Khera 

0826000603197300 

0.03 

0.02 

394.17 

0.02 

- 

0.02 

0.06 

0.75 

- 

- 

- 

- 

- 

- 

- 

0.019 

0.001 

0.018 

0.016 

90.16 

Critical 

Loonanda 

0826000603196700 

0.03 

0.04 

388.69 

0.05 

0.00 

0.05 

0.06 

0.75 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.064 

0.003 

0.061 

0.049 

79.39 

Semi Critical 

Loonanda Mai 

0826000603196600 

0.03 

0.03 

394.09 

0.04 

0.00 

0.04 

0.06 

0.75 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.043 

0.002 

0.041 

0.019 

46.09 

Safe 

Magri Ka Phala 

0826000603195600 

0.03 

0.00 

19,728.83 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mahoora 

0829001103706800 

0.06 

0.05 

278.76 

0.06 

0.01 

0.07 

0.06 

0.76 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.105 

0.005 

0.099 

0.241 

242.95 

Over Exploited 

Mahuri Khera 

0826000603186600 

0.03 

0.00 

136.96 

0.00 

0.00 

0.00 

0.05 

0.71 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.005 

0.000 

0.005 

0.014 

273.81 

Over Exploited 

Malanawas 

0826000603196200 

0.03 

0.01 

389.36 

0.02 

- 

0.02 

0.06 

0.75 

- 

- 

- 

- 

- 

- 

- 

0.017 

0.001 

0.016 

0.009 

55.15 

Safe 

Mand Kalan 

0826000603191500 

0.03 

0.01 

271.34 

0.01 

- 

0.01 

0.04 

0.50 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.022 

0.091 

414.78 

Over Exploited 

Manji Ka Khera 

0826000603195900 

0.03 

0.02 

476.84 

0.02 

- 

0.02 

0.05 

0.62 

- 

- 

- 

- 

- 

- 

- 

0.023 

0.001 

0.022 

0.019 

87.20 

Semi Critical 

Manpura 

0829001103707000 

0.06 

0.03 

236.72 

0.03 

0.00 

0.04 

0.06 

0.74 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.056 

0.003 

0.053 

0.074 

139.86 

Over Exploited 

Medi Khera 

0826000603187100 

0.03 

0.02 

163.59 

0.03 

0.00 

0.03 

0.05 

0.73 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.036 

0.002 

0.034 

0.030 

88.68 

Semi Critical 

Modji Ka Khera 

0826000703197700 

0.04 

0.08 

62.84 

0.09 

- 

0.09 

0.05 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.105 

0.005 

0.100 

0.049 

49.59 

Safe 

Mokala Talab 

0826000603193800 

0.03 

0.00 

47.87 

0.00 

- 

0.00 

0.05 

0.68 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.014 

2,599.86 

Over Exploited 

Morchana 

0826000703198000 

0.04 

0.00 

4,130.48 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Motida 

0826000603190400 

0.03 

0.00 

(81.56) 

0.00 

0.00 

0.01 

0.05 

0.70 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.011 

0.001 

0.010 

0.014 

135.67 

Over Exploited 

Naharpura 

0826000603196000 

0.03 

0.02 

530.53 

0.02 

- 

0.02 

0.06 

0.76 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.029 

0.001 

0.028 

0.065 

233.33 

Over Exploited 

Naharpura @ Narpura 

0826000603185700 

0.03 

0.03 

124.66 

0.04 

0.00 

0.04 

0.05 

0.66 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.049 

0.002 

0.047 

0.038 

81.36 

Semi Critical 

Nal Ka Gurha 

0826000703197900 

0.04 

0.02 

163.90 

0.03 

- 

0.03 

0.03 

0.42 

- 

- 

- 

- 

- 

- 

- 

0.030 

0.001 

0.028 

0.022 

79.16 

Semi Critical 

Nankiya Ka Khera 

0826000603196500 

0.03 

0.04 

354.84 

0.04 

- 

0.04 

0.06 

0.75 

- 

- 

- 

- 

- 

- 

- 

0.044 

0.002 

0.042 

0.002 

5.18 

Safe 

Narda 

0826000603190900 

0.03 

0.03 

173.22 

0.03 

0.00 

0.03 

0.05 

0.68 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.036 

0.002 

0.034 

0.020 

57.98 

Safe 

Narji Ka Gurha 

0826000703197800 

0.04 

0.05 

89.42 

0.05 

- 

0.05 

0.05 

0.57 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.064 

0.003 

0.061 

0.036 

59.59 

Safe 

Neemri (Kanor) 

0826000603189600 

0.03 

0.04 

305.73 

0.05 

- 

0.05 

0.05 

0.68 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.056 

0.003 

0.053 

0.060 

114.55 

Over Exploited 

Nichala Semaliya 

0826000603192400 

0.03 

0.00 

463.54 

0.00 

- 

0.00 

0.05 

0.67 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.036 

1,440.99 

Over Exploited 

Nimri Ka Gurha 

0826000703198100 

0.04 

0.03 

135.42 

0.04 

- 

0.04 

0.03 

0.41 

- 

- 

- 

- 

- 

- 

- 

0.037 

0.002 

0.035 

0.015 

42.25 

Safe 

Opa Ka Khera 

0826000603192900 

0.03 

0.02 

153.94 

0.02 

- 

0.02 

0.05 

0.69 

- 

- 

- 

- 

- 

- 

- 

0.022 

0.001 

0.021 

0.012 

59.11 

Safe 

Padmakhera 

0826000603186000 

0.03 

0.04 

232.65 

0.05 

- 

0.05 

0.05 

0.65 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.061 

0.003 

0.058 

0.050 

85.98 

Semi Critical 

Padwal 

0826000603190700 

0.03 

0.04 

178.09 

0.04 

- 

0.04 

0.05 

0.69 

- 

- 

- 

- 

- 

- 

- 

0.042 

0.002 

0.040 

0.024 

60.59 

Safe 

Panoond 

0826000603193600 

0.03 

0.09 

60.82 

0.11 

0.02 

0.12 

0.05 

0.67 

- 

0.0400 

- 

- 

0.012 

0.052 

0.052 

0.176 

0.009 

0.167 

0.212 

126.95 

Over Exploited 

Patiya 

0826000703198600 

0.04 

0.03 

131.61 

0.03 

0.00 

0.03 

0.05 

0.68 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.043 

0.002 

0.041 

0.032 

79.03 

Semi Critical 

Peepalwas 

0826000603194700 

0.03 

0.06 

356.83 

0.07 

0.00 

0.07 

0.06 

0.74 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.078 

0.004 

0.074 

0.068 

91.83 

Critical 

Peepla Pani 

0826000603194000 

0.03 

0.00 

2,145.05 

0.00 

- 

0.00 

0.05 

0.70 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.025 

4,249.79 

Over Exploited 

Peethal Pura 

0826000603188600 

0.03 

0.00 

957.56 

0.01 

- 

0.01 

0.02 

0.23 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.014 

0.036 

248.40 

Over Exploited 

Pemla Kui 

0826000603193500 

0.03 

0.00 

62.13 

0.00 

- 

0.00 

0.05 

0.68 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.007 

503.53 

Over Exploited 

Phalador 

0826000603191300 

0.03 

0.02 

140.85 

0.02 

0.00 

0.02 

0.05 

0.66 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.034 

0.002 

0.033 

0.048 

147.76 

Over Exploited 

Pheela 

0826000503168200 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Phoosriya 

0826000703199800 

0.04 

0.02 

1,317.03 

0.02 

- 

0.02 

0.02 

0.29 

- 

- 

- 

- 

- 

- 

- 

0.022 

0.001 

0.021 

0.019 

89.76 

Semi Critical 

Raj pura 

0826000603188300 

0.03 

0.04 

304.82 

0.05 

0.01 

0.06 

0.04 

0.49 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.079 

0.004 

0.075 

0.148 

195.74 

Over Exploited 

Ranawaton Ka Khera 

0826000603189300 

0.03 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Raniya 

0826000603185600 

0.03 

0.02 

215.93 

0.02 

- 

0.02 

0.05 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.029 

0.001 

0.027 

0.073 

267.49 

Over Exploited 

Ratanpura 

0826000503168300 

0.06 

0.09 

27.14 

0.11 

- 

0.11 

0.05 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.122 

0.006 

0.116 

0.053 

45.39 

Safe 

Rawatpura 

0829000703644400 

0.04 

0.00 

1,442.13 

0.00 

0.00 

0.00 

0.01 

0.13 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.004 

0.000 

0.004 

0.040 

1,041.88 

Over Exploited 

Rayla 

0826000603184800 

0.03 

0.00 

1,699.97 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.016 

347.61 

Over Exploited 

Royan Phala 

0826000603194100 

0.03 

0.00 

186.09 

0.00 

- 

0.00 

0.05 

0.71 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.014 

906.37 

Over Exploited 

Sabalpura 

0829001103707900 

0.06 

0.00 

2,412.37 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sagatpura 

0826000603191100 

0.03 

0.13 

140.20 

0.16 

0.01 

0.16 

0.05 

0.68 

- 

0.0100 

- 

- 

0.009 

0.019 

0.019 

0.181 

0.009 

0.172 

0.106 

61.33 

Safe 

Salarmala 

0826000603189800 

0.03 

0.01 

112.46 

0.01 

0.01 

0.02 

0.05 

0.75 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.035 

0.002 

0.033 

0.044 

132.04 

Over Exploited 

Salera 

0826000603180300 

0.03 

0.00 

34,380.28 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

25,414.12 

Over Exploited 

Samel (Khurd) 

0826000603193000 

0.03 

0.00 

59.27 

0.00 

0.00 

0.00 

0.05 

0.70 

- 

- 

- 

- 

0.001 

0.002 

0.002 

0.004 

0.000 

0.004 

0.007 

200.87 

Over Exploited 

Sangrampura 

0826000603196900 

0.03 

0.05 

496.02 

0.06 

0.01 

0.07 

0.06 

0.75 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.089 

0.004 

0.085 

0.198 

233.51 

Over Exploited 

Sarangpura (Bhinder) 

0826000603188000 

0.03 

0.02 

322.75 

0.02 

0.01 

0.03 

0.05 

0.68 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.054 

0.003 

0.051 

0.167 

326.55 

Over Exploited 

Sarangpura (Kanor) 

0826000603189700 

0.03 

0.07 

319.67 

0.09 

0.02 

0.11 

0.05 

0.63 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.197 

0.010 

0.187 

0.488 

261.17 

Over Exploited 

Saredi 

0826000703200500 

0.04 

0.00 

2,217.24 

0.00 

- 

0.00 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.003 

0.010 

276.98 

Over Exploited 

Sarwaniya 

0826000603188700 

0.03 

0.00 

31,189.56 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Satya Talai 

0826000703198500 

0.04 

0.03 

114.69 

0.04 

- 

0.04 

0.05 

0.65 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.052 

0.003 

0.049 

0.039 

79.20 

Semi Critical 

Sawna 

0826000603192600 

0.03 

0.04 

141.22 

0.05 

0.01 

0.06 

0.05 

0.67 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.083 

0.004 

0.079 

0.161 

203.45 

Over Exploited 

Seer 

0826000603194900 

0.03 

0.09 

335.16 

0.11 

0.02 

0.12 

0.06 

0.75 

- 

0.0100 

- 

- 

0.025 

0.035 

0.035 

0.156 

0.008 

0.149 

0.135 

91.03 

Critical 

Semal Khurd 

0826000603194600 

0.03 

0.02 

398.70 

0.02 

- 

0.02 

0.06 

0.73 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.034 

0.002 

0.032 

0.048 

150.22 

Over Exploited 

Sethwana 

0829000703647500 

0.04 

0.00 

1,989.17 

0.00 

0.00 

0.00 

0.01 

0.16 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.016 

0.001 

0.015 

0.092 

625.37 

Over Exploited 

Shavpura 

0826000603188500 

0.03 

0.02 

146.95 

0.02 

- 

0.02 

0.05 

0.75 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.031 

0.002 

0.030 

0.047 

157.83 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Shivpura 

082900110370880C 

0.489 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.006 

6.16 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Shobji Ka Gurha 

0826000703199200 

1.526 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.489 

7.12 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.01 

0.001 

0.21 

0.20 


Sisodiyon Ka Gurha 

0826000603192700 

3.210 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.210 

3.46 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.17 

0.04 

0.005 

0.63 

0.65 


Solankiyon Ka Khera 

0829001103708000 

0.196 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.055 

6.17 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.000 

0.20 

0.16 



0826000603196400 

0.659 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.659 

6.59 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.01 

0.001 

0.69 

0.59 


Sonigaron Ka Khera 

0826000603197400 

0.445 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.445 

6.65 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.00 

0.001 

0.70 

0.58 


Sundarpura 

0826000603193400 

0.861 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.861 

2.73 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.03 

0.001 

0.62 

0.67 


Surkhand 

0826000603194500 

0.416 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.415 

5.87 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.09 

0.001 

0.67 

0.62 


Tekan 

0826000703198800 

1.999 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.999 

3.66 

0.018 

0.09 

0.01 

0.00 

0.00 

0.00 

0.21 

0.21 

0.36 

0.006 

0.64 

0.65 


Udpura 

0826000603195100 

5.073 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.211 

6.17 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.40 

0.46 

0.02 

0.006 

0.57 

0.50 


Umaron Ka Vela 

0826000603195200 

7.219 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.466 

6.09 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.16 

0.00 

0.002 

0.14 

0.12 


Ummedpura 

0826000603187500 

1.624 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.973 

3.38 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.07 

0.001 

0.40 

0.37 


Utarwara 

0829001103706900 

4.018 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.941 

5.86 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.39 

0.49 

0.23 

0.014 

0.69 

0.55 


Vaniya Talai 

0826000603191000 

4.421 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.421 

3.64 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.27 

0.25 

0.13 

0.006 

0.62 

0.65 


Varnoda 

0826000603190500 

0.766 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.766 

3.82 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.09 

0.001 

0.65 

0.63 

09006047 

Agar 

0826000703204300 

12.605 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

12.520 

3.72 

0.018 

0.05 

0.01 

0.00 

0.00 

0.00 

0.86 

0.82 

0.16 

0.038 

0.62 

0.65 


Ajni 

0826000703204400 

19.478 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.696 

4.02 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.56 

0.52 

0.05 

0.023 

0.24 

0.27 


Andiyon Ka Gurha 

0826000703203300 

1.203 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.203 

4.20 

0.018 

0.02 

0.01 

0.00 

0.00 

0.00 

0.10 

0.10 

0.09 

0.004 

0.66 

0.62 


Arniya 

0826000703204100 

1.398 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.154 

3.47 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.10 

0.17 

0.003 

0.52 

0.54 


Badli Ka Chora 

0826000703199000 

1.879 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.002 

5.61 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Baleecha 

0826000703199400 

1.526 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.939 

7.54 

0.018 

0.05 

0.01 

0.00 

0.00 

0.00 

0.16 

0.18 

0.22 

0.003 

0.41 

0.38 


Bargaton Ka Phala 

0826000703203200 

0.951 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.951 

4.17 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.04 

0.003 

0.65 

0.63 


Berasota 

0826000703203600 

1.244 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.244 

4.11 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.01 

0.004 

0.66 

0.61 


Bhaopura 

0826000603195700 

0.662 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.607 

6.20 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.03 

0.001 

0.64 

0.52 


Bharev 

0826000703201700 

10.929 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.010 

5.27 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhatiya 

0826000703200700 

1.473 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.166 

6.12 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.08 

0.06 


Bilri Khera 

0826000703200400 

1.810 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.810 

5.98 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.21 

0.25 

0.06 

0.005 

0.70 

0.58 


Biriyan 

0826000603195400 

0.367 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.367 

6.09 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.001 

0.69 

0.58 


Bodki 

0826000703199100 

1.020 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.853 

5.15 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.06 

0.003 

0.54 

0.53 


Borka Pani 

0826000703205300 

11.201 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.350 

3.40 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.02 

0.02 


Chandaji Ka Gurha 

0826000703202500 

2.002 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.002 

4.74 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.20 

0.04 

0.006 

0.68 

0.60 


Charma Talab 

0826000703198400 

0.490 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.345 

2.95 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.44 

0.47 


Chhapriya 

0826000703199700 

0.852 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.852 

7.61 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.13 

0.04 

0.003 

0.67 

0.62 


Chiklari 

0826000703202600 

0.725 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.725 

4.58 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.03 

0.002 

0.68 

0.60 


Chitoriya 

0826000703204700 

5.028 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.028 

3.68 

0.018 

0.02 

0.00 

0.00 

0.00 

0.01 

0.33 

0.34 

0.06 

0.015 

0.64 

0.62 


Dani Talai 

0826000703200900 

2.886 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.111 

6.07 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.000 

0.03 

0.02 







Non-command 

Gneisses(B.G.C) 

0.150 

6.07 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.000 

0.04 

0.03 


Dayalpura 

0829001103707300 

0.392 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.392 

6.02 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.05 

0.001 

0.70 

0.56 


Deoliya 

0826000703204600 

13.798 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.904 

3.77 

0.018 

0.04 

0.00 

0.00 

0.00 

0.00 

0.56 

0.59 

0.12 

0.024 

0.37 

0.35 


Dhalawar 

0829001103707800 

2.789 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.543 

6.17 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.01 

0.002 

0.14 

0.11 


Dhawri 

0826000703198300 

3.307 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.845 

3.13 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.19 

0.17 

0.16 

0.009 

0.54 

0.58 


Dheekiya 

0826000703200000 

3.808 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.808 

5.59 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.40 

0.45 

0.12 

0.012 

0.68 

0.60 


Dheemra 

0826000603193700 

0.632 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.267 

2.61 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.26 

0.29 


Dholiya 

0826000703204200 

10.037 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

10.037 

3.83 

0.018 

0.05 

0.01 

0.00 

0.00 

0.01 

0.71 

0.71 

0.18 

0.030 

0.64 

0.63 


Duma Ka Talab 

0826000703202700 

5.434 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.434 

4.30 

0.018 

0.03 

0.01 

0.00 

0.00 

0.00 

0.42 

0.47 

0.10 

0.016 

0.67 

0.60 


Fatehsingh Ji Ki Bhagal 

0826000703200200 

2.081 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.081 

6.02 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.28 

0.02 

0.006 

0.70 

0.57 


Fatpura 

0826000603195500 

0.891 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.891 

6.13 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.02 

0.001 

0.70 

0.57 


Gopa Ki Bhagal 

0826000603195800 

0.629 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.070 

6.31 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.08 

0.06 


Gopalpura 

0826000703204000 

1.166 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.027 

4.24 

0.018 

0.02 

0.01 

0.00 

0.00 

0.00 

0.09 

0.09 

0.08 

0.003 

0.57 

0.56 


Gujron Ka Gurha 

0826000703199600 

0.473 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.473 

7.59 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.04 

0.001 

0.68 

0.61 


Gundla Ki Bhagal 

0826000703199500 

0.747 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.112 

6.96 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.000 

0.10 

0.09 


Kachumara 

0826000703199900 

5.150 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.128 

6.16 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.58 

0.67 

0.11 

0.016 

0.68 

0.59 


Kahara Chak (B) 

0829001103707400 

0.142 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.129 

5.98 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.64 

0.51 


Kahara Jageer (A) 

0829001103707200 

0.150 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.150 

6.01 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.06 

0.001 

0.70 

0.57 


Kali Bheet 

0826000703200100 

13.875 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

13.639 

5.68 

0.018 

0.43 

0.06 

0.00 

0.00 

0.00 

1.72 

2.01 

1.65 

0.041 

0.67 

0.58 


Kandela 

0826000703201900 

1.668 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.629 

4.29 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.02 

0.002 

0.26 

0.23 


Kant 

0826000803223600 

5.724 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.552 

2.41 

0.015 

0.07 

0.02 

0.00 

0.00 

0.00 

0.21 

0.19 

0.25 

0.018 

0.49 

0.56 


Kelwa 

0826000703203700 

2.371 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.371 

3.78 

0.018 

0.02 

0.01 

0.00 

0.00 

0.01 

0.15 

0.15 

0.09 

0.007 

0.64 

0.64 


Khedasiya 

0826000703203000 

0.999 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.999 

6.09 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.12 

0.03 

0.003 

0.66 

0.62 


Khoriyon Ka Khera 

0829001103707600 

1.143 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.237 

6.06 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.001 

0.15 

0.11 


Khuman Singhji Ka Khera 

0829001103707100 

0.775 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.750 

6.04 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.04 

0.003 

0.67 

0.55 


Kodarbariya 

0826000703199300 

0.833 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.000 

7.44 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kota 

0826000803223500 

3.698 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.022 

2.33 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kun 

0826000703203400 

5.017 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.017 

4.10 

0.018 

0.03 

0.01 

0.00 

0.00 

0.01 

0.37 

0.40 

0.10 

0.015 

0.66 

0.62 


Laku Ka Lewa 

0826000703200800 

5.176 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.267 

5.90 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.01 

0.001 

0.04 

0.03 







Non-command 

Gneisses(B.G.C) 

3.713 

5.90 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.41 

0.50 

0.11 

0.011 

0.50 

0.41 


Lasadiya 

0826000703205000 

16.913 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

11.710 

3.94 

0.018 

0.10 

0.01 

0.00 

0.00 

0.00 

0.90 

0.99 

0.34 

0.035 

0.46 

0.42 


Lifafa 

0826000703205200 

0.388 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.388 

3.88 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.03 

0.001 

0.66 

0.60 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Shivpura 

082900110370880C 

0.06 

0.00 

23,576.42 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Shobji Ka Gurha 

0826000703199200 

0.04 

0.00 

1,657.73 

0.00 

- 

0.00 

0.02 

0.23 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.014 

345.09 

Over Exploited 

Sisodiyon Ka Gurha 

0826000603192700 

0.03 

0.07 

141.26 

0.08 

- 

0.08 

0.05 

0.68 

- 

- 

- 

- 

- 

- 

- 

0.085 

0.004 

0.081 

0.045 

55.35 

Safe 

Solankiyon Ka Khera 

0829001103708000 

0.06 

0.00 

2,844.54 

0.00 

- 

0.00 

0.02 

0.22 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.028 

275.12 

Over Exploited 


0826000603196400 

0.03 

0.02 

377.37 

0.02 

- 

0.02 

0.06 

0.75 

- 

- 

- 

- 

- 

- 

- 

0.019 

0.001 

0.018 

0.012 

65.55 

Safe 

Sonigaron Ka Khera 

0826000603197400 

0.03 

0.01 

393.16 

0.01 

- 

0.01 

0.06 

0.75 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.012 

0.001 

5.15 

Safe 

Sundarpura 

0826000603193400 

0.03 

0.02 

125.04 

0.02 

- 

0.02 

0.05 

0.68 

- 

- 

- 

- 

- 

- 

- 

0.023 

0.001 

0.021 

0.027 

127.39 

Over Exploited 

Surkhand 

0826000603194500 

0.03 

0.01 

525.96 

0.01 

0.00 

0.01 

0.05 

0.72 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.023 

0.001 

0.022 

0.087 

402.03 

Over Exploited 

Tekan 

0826000703198800 

0.04 

0.05 

352.70 

0.05 

0.01 

0.06 

0.05 

0.69 

- 

0.0700 

- 

- 

0.000 

0.070 

0.070 

0.135 

0.007 

0.128 

0.363 

282.81 

Over Exploited 

Udpura 

0826000603195100 

0.03 

0.08 

446.45 

0.10 

- 

0.10 

0.05 

0.62 

- 

- 

- 

- 

- 

- 

- 

0.101 

0.005 

0.096 

0.021 

21.86 

Safe 

Umaron Ka Vela 

0826000603195200 

0.03 

0.01 

2,060.86 

0.01 

- 

0.01 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.008 

0.006 

74.57 

Semi Critical 

Ummedpura 

0826000603187500 

0.03 

0.01 

450.12 

0.02 

- 

0.02 

0.03 

0.43 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.026 

0.001 

0.025 

0.068 

272.21 

Over Exploited 

Utarwara 

0829001103706900 

0.06 

0.16 

203.83 

0.19 

0.01 

0.21 

0.06 

0.74 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.239 

0.012 

0.227 

0.247 

108.64 

Over Exploited 

Vaniya Talai 

0826000603191000 

0.03 

0.10 

166.19 

0.11 

0.00 

0.12 

0.05 

0.67 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.130 

0.007 

0.124 

0.132 

107.00 

Over Exploited 

Varnoda 

0826000603190500 

0.03 

0.02 

250.08 

0.02 

0.00 

0.03 

0.05 

0.70 

- 

0.0200 

- 

- 

0.007 

0.027 

0.027 

0.053 

0.003 

0.050 

0.095 

190.32 

Over Exploited 

Agar 

0826000703204300 

0.04 

0.28 

197.09 

0.33 

0.01 

0.34 

0.05 

0.67 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.373 

0.019 

0.354 

0.198 

55.91 

Safe 

Ajni 

0826000703204400 

0.04 

0.07 

673.39 

0.08 

- 

0.08 

0.02 

0.27 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.090 

0.005 

0.086 

0.073 

85.52 

Semi Critical 

Andiyon Ka Gurha 

0826000703203300 

0.04 

0.03 

263.91 

0.03 

0.01 

0.05 

0.05 

0.72 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.070 

0.003 

0.066 

0.090 

135.20 

Over Exploited 

Arniya 

0826000703204100 

0.04 

0.02 

355.35 

0.03 

0.01 

0.04 

0.04 

0.57 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.066 

0.003 

0.063 

0.171 

274.35 

Over Exploited 

Badli Ka Chora 

0826000703199000 

0.04 

0.00 

384,281.99 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Baleecha 

0826000703199400 

0.04 

0.01 

1,198.92 

0.02 

0.01 

0.03 

0.03 

0.45 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.047 

0.002 

0.044 

0.218 

492.26 

Over Exploited 

Bargaton Ka Phala 

0826000703203200 

0.04 

0.02 

273.58 

0.03 

0.00 

0.03 

0.05 

0.70 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.037 

0.002 

0.035 

0.041 

116.36 

Over Exploited 

Berasota 

0826000703203600 

0.04 

0.03 

227.67 

0.03 

0.00 

0.04 

0.05 

0.71 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.037 

0.002 

0.035 

0.017 

47.94 

Safe 

Bhaopura 

0826000603195700 

0.03 

0.01 

497.32 

0.02 

- 

0.02 

0.05 

0.69 

- 

- 

- 

- 

- 

- 

- 

0.016 

0.001 

0.015 

0.030 

193.68 

Over Exploited 

Bharev 

0826000703201700 

0.04 

0.00 

493,342.25 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhatiya 

0826000703200700 

0.04 

0.00 

4,642.81 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.005 

847.60 

Over Exploited 

Bilri Khera 

0826000703200400 

0.04 

0.04 

465.95 

0.05 

0.00 

0.05 

0.06 

0.75 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.064 

0.003 

0.061 

0.064 

106.02 

Over Exploited 

Biriyan 

0826000603195400 

0.03 

0.01 

345.25 

0.01 

0.00 

0.01 

0.06 

0.75 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.012 

0.001 

0.012 

0.019 

159.96 

Over Exploited 

Bodki 

0826000703199100 

0.04 

0.02 

444.45 

0.02 

- 

0.02 

0.05 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.030 

0.001 

0.028 

0.058 

203.31 

Over Exploited 

Borka Pani 

0826000703205300 

0.04 

0.00 

8,825.96 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

362.48 

Over Exploited 

Chandaji Ka Gurha 

0826000703202500 

0.04 

0.05 

310.76 

0.06 

0.00 

0.06 

0.06 

0.73 

- 

0.0100 

- 

- 

0.000 

0.011 

0.011 

0.069 

0.003 

0.065 

0.044 

67.58 

Safe 

Charma Talab 

0826000703198400 

0.04 

0.01 

206.82 

0.01 

- 

0.01 

0.04 

0.48 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.018 

294.33 

Over Exploited 

Chhapriya 

0826000703199700 

0.04 

0.02 

560.66 

0.02 

0.00 

0.02 

0.06 

0.73 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.025 

0.001 

0.024 

0.041 

168.02 

Over Exploited 

Chiklari 

0826000703202600 

0.04 

0.02 

341.53 

0.02 

0.00 

0.02 

0.06 

0.73 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.022 

0.001 

0.021 

0.027 

132.49 

Over Exploited 

Chitoriya 

0826000703204700 

0.04 

0.11 

200.43 

0.14 

0.01 

0.15 

0.05 

0.69 

- 

0.0100 

- 

- 

0.017 

0.027 

0.027 

0.175 

0.009 

0.166 

0.078 

47.02 

Safe 

Dani Talai 

0826000703200900 

0.04 

0.00 

13,709.93 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

9,959.42 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

2,005.73 

Over Exploited 

Dayalpura 

0829001103707300 

0.06 

0.02 

242.18 

0.02 

- 

0.02 

0.06 

0.76 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.030 

0.001 

0.028 

0.047 

167.82 

Over Exploited 

Deoliya 

0826000703204600 

0.04 

0.10 

468.03 

0.12 

- 

0.12 

0.03 

0.40 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.144 

0.007 

0.137 

0.142 

103.78 

Over Exploited 

Dhalawar 

0829001103707800 

0.06 

0.00 

1,310.52 

0.01 

0.00 

0.01 

0.01 

0.15 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.008 

0.000 

0.007 

0.009 

121.94 

Over Exploited 

Dhawri 

0826000703198300 

0.04 

0.05 

217.80 

0.07 

0.01 

0.08 

0.05 

0.58 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.105 

0.005 

0.100 

0.172 

171.82 

Over Exploited 

Dheekiya 

0826000703200000 

0.04 

0.09 

394.10 

0.11 

0.00 

0.11 

0.06 

0.73 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.131 

0.007 

0.125 

0.134 

107.04 

Over Exploited 

Dheemra 

0826000603193700 

0.03 

0.00 

293.66 

0.00 

- 

0.00 

0.02 

0.29 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.011 

405.22 

Over Exploited 

Dholiya 

0826000703204200 

0.04 

0.23 

212.50 

0.27 

0.02 

0.29 

0.05 

0.69 

- 

0.0300 

- 

- 

0.008 

0.038 

0.038 

0.327 

0.016 

0.311 

0.206 

66.44 

Safe 

Duma Ka Talab 

0826000703202700 

0.04 

0.13 

265.54 

0.16 

0.01 

0.17 

0.05 

0.73 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.196 

0.010 

0.186 

0.113 

60.91 

Safe 

Fatehsingh Ji Ki Bhagal 

0826000703200200 

0.04 

0.05 

439.75 

0.06 

- 

0.06 

0.06 

0.75 

- 

- 

- 

- 

- 

- 

- 

0.062 

0.003 

0.059 

0.029 

49.96 

Safe 

Fatpura 

0826000603195500 

0.03 

0.02 

338.21 

0.03 

0.00 

0.03 

0.06 

0.75 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.035 

0.002 

0.033 

0.019 

57.66 

Safe 

Gopa Ki Bhagal 

0826000603195800 

0.03 

0.00 

4,115.17 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

1,895.06 

Over Exploited 

Gopalpura 

0826000703204000 

0.04 

0.02 

323.17 

0.02 

0.01 

0.03 

0.05 

0.62 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.055 

0.003 

0.052 

0.083 

159.19 

Over Exploited 

Gujron Ka Gurha 

0826000703199600 

0.04 

0.01 

585.94 

0.01 

0.00 

0.02 

0.06 

0.73 

- 

- 

- 

- 

0.003 

0.004 

0.004 

0.019 

0.001 

0.018 

0.041 

224.17 

Over Exploited 

Gundla Ki Bhagal 

0826000703199500 

0.04 

0.00 

3,642.72 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kachumara 

0826000703199900 

0.04 

0.12 

438.73 

0.15 

- 

0.15 

0.06 

0.74 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.159 

0.008 

0.151 

0.125 

82.43 

Semi Critical 

Kahara Chak (B) 

0829001103707400 

0.06 

0.00 

191.69 

0.01 

- 

0.01 

0.05 

0.69 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.019 

347.98 

Over Exploited 

Kahara Jageer (A) 

0829001103707200 

0.06 

0.01 

361.40 

0.01 

- 

0.01 

0.06 

0.76 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.056 

333.16 

Over Exploited 

Kali Bheet 

0826000703200100 

0.04 

0.33 

514.90 

0.39 

0.06 

0.45 

0.06 

0.73 

- 

0.1900 

- 

- 

- 

0.190 

0.190 

0.643 

0.032 

0.610 

1.693 

277.38 

Over Exploited 

Kandela 

0826000703201900 

0.04 

0.01 

1,036.03 

0.01 

- 

0.01 

0.02 

0.28 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.023 

351.16 

Over Exploited 

Kant 

0826000803223600 

0.05 

0.12 

56.65 

0.14 

0.02 

0.16 

0.04 

0.53 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.215 

0.011 

0.204 

0.270 

132.22 

Over Exploited 

Kelwa 

0826000703203700 

0.04 

0.05 

185.88 

0.06 

0.02 

0.09 

0.05 

0.69 

- 

0.0200 

- 

- 

0.019 

0.039 

0.039 

0.126 

0.006 

0.120 

0.095 

79.39 

Semi Critical 

Khedasiya 

0826000703203000 

0.04 

0.02 

428.17 

0.03 

0.00 

0.03 

0.05 

0.72 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.039 

0.002 

0.037 

0.034 

91.80 

Critical 

Khoriyon Ka Khera 

0829001103707600 

0.06 

0.00 

1,226.17 

0.00 

- 

0.00 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.013 

542.54 

Over Exploited 

Khuman Singhji Ka Khera 

0829001103707100 

0.06 

0.03 

210.01 

0.04 

0.00 

0.04 

0.06 

0.73 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.039 

0.002 

0.037 

0.044 

116.35 

Over Exploited 

Kodarbariya 

0826000703199300 

0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kota 

0826000803223500 

0.05 

0.00 

16,657.40 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kun 

0826000703203400 

0.04 

0.12 

237.46 

0.14 

0.02 

0.16 

0.05 

0.71 

- 

0.0200 

- 

- 

0.013 

0.033 

0.033 

0.193 

0.010 

0.183 

0.113 

61.89 

Safe 

Laku Ka Lewa 

0826000703200800 

0.04 

0.00 

9,814.76 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

2,473.78 

Over Exploited 



0.04 

0.07 

656.70 

0.08 

- 

0.08 

0.04 

0.54 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.089 

0.004 

0.085 

0.120 

142.21 

Over Exploited 

Lasadiya 

0826000703205000 

0.04 

0.19 

416.19 

0.23 

0.01 

0.24 

0.04 

0.50 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.301 

0.015 

0.286 

0.379 

132.68 

Over Exploited 

Lifafa 

0826000703205200 

0.04 

0.01 

332.98 

0.01 

0.00 

0.01 

0.05 

0.72 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.022 

0.001 

0.021 

0.030 

145.32 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Madawata 

082600070320480C 

1.387 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.387 

3.77 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.12 

0.06 

0.004 

0.65 

0.61 


Magri Ka Phala 

0826000603195600 

1.363 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.331 

6.22 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.16 

0.06 

0.002 

0.68 

0.57 


Malon Ka Gurha 

0826000703203800 

0.819 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.819 

4.15 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.03 

0.002 

0.65 

0.63 


Malon Ka Oda 

0826000703200300 

0.691 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.691 

6.02 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.06 

0.002 

0.70 

0.57 


Manji Ka Khera 

0826000603195900 

1.197 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.216 

6.45 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.000 

0.12 

0.11 


Manpura 

0829001103707000 

0.700 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.016 

5.91 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.01 


Manpuriyon Ka Gurha 

0826000703203100 

0.948 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.948 

4.32 

0.018 

0.02 

0.01 

0.00 

0.00 

0.00 

0.08 

0.08 

0.09 

0.003 

0.65 

0.62 


Morchana 

0826000703198000 

3.626 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.005 

2.10 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Morpura 

0826000803224700 

2.949 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.718 

2.36 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.003 

0.15 

0.17 


Mota Khera 

0826000603195300 

1.007 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.007 

6.07 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.11 

0.00 

0.001 

0.69 

0.58 


Napaniya 

0826000703202300 

3.042 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.576 

5.18 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.18 

0.02 

0.005 

0.36 

0.31 


Nimri Ka Gurha 

0826000703198100 

3.700 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.925 

2.03 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.003 

0.15 

0.17 


Ovra 

0826000703204900 

6.364 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

6.363 

3.75 

0.018 

0.05 

0.01 

0.00 

0.00 

0.01 

0.45 

0.48 

0.16 

0.019 

0.65 

0.61 


Phoosriya 

0826000703199800 

4.755 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.853 

6.67 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.34 

0.38 

0.02 

0.009 

0.41 

0.36 


Pratapgarh Ki Bhagal 

0826000703203500 

1.702 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.702 

4.13 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.14 

0.02 

0.005 

0.66 

0.61 


Rathoron Ka Gurha 

0826000703198200 

2.677 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.564 

2.68 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.13 

0.05 

0.008 

0.59 

0.66 


Relmahuri 

0826000703202000 

2.161 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.158 

4.24 

0.018 

0.01 

0.00 

0.00 

0.00 

0.01 

0.16 

0.18 

0.04 

0.007 

0.67 

0.60 


Relwara 

0826000703202200 

0.861 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.827 

4.78 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.05 

0.003 

0.66 

0.57 


Sabalpura 

0829001103707900 

0.526 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.469 

6.08 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.03 

0.002 

0.63 

0.50 


Sakalda 

0826000703202800 

2.391 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.391 

4.35 

0.018 

0.03 

0.01 

0.00 

0.00 

0.00 

0.20 

0.22 

0.13 

0.007 

0.67 

0.61 


Samel 

0826000703205100 

2.788 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.788 

4.12 

0.018 

0.02 

0.01 

0.00 

0.00 

0.00 

0.21 

0.23 

0.08 

0.008 

0.66 

0.61 


Saredi 

0826000703200500 

2.373 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.833 

6.03 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.25 

0.03 

0.006 

0.54 

0.44 


Sargana Talai 

0826000703203900 

0.206 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.206 

3.98 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.001 

0.64 

0.64 


Satya Talai 

0826000703198500 

1.695 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.065 

2.47 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 


Shobji Ka Gurha 

0826000703199200 

1.526 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.037 

7.12 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.15 

0.03 

0.003 

0.45 

0.42 


Sodala 

0826000703202900 

0.290 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.290 

6.18 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.04 

0.001 

0.67 

0.61 


Solankiyon Ka Khera 

0829001103708000 

0.196 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.141 

6.17 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.08 

0.000 

0.51 

0.40 


Takhatpura 

0826000703200600 

1.041 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.650 

6.13 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.01 

0.002 

0.44 

0.35 


Talab 

0826000803224800 

5.443 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.163 

2.50 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.02 


Tatakiya 

0826000703202100 

3.559 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.451 

4.53 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.22 

0.26 

0.10 

0.007 

0.47 

0.41 


Udpura 

0826000603195100 

5.073 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.863 

6.17 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.00 

0.001 

0.12 

0.10 


Umaron Ka Vela 

0826000603195200 

7.219 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.752 

6.09 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.54 

0.62 

0.01 

0.008 

0.55 

0.47 


Ummedpura @Daberi 

0826000703202400 

0.786 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.786 

5.09 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.02 

0.002 

0.68 

0.60 


Utarwara 

0829001103706900 

4.018 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.077 

5.86 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 

09006048 

Amarpura 

0826000503159100 

12.450 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.903 

2.66 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.10 

0.04 

0.004 

0.09 

0.14 


Athmana Kotra 

0826001003271800 

6.972 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.082 

2.04 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Baran 

0826000503159500 

7.532 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.737 

2.31 

0.030 

0.06 

0.01 

0.00 

0.00 

0.01 

0.51 

0.39 

0.21 

0.013 

0.45 

0.60 


Baroti 

0826000903256200 

3.052 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.806 

1.76 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.03 

0.010 

0.45 

0.59 


Bhauwa 

0826001003286300 

6.754 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.408 

2.32 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.24 

0.21 

0.15 

0.024 

0.34 

0.40 






Som Kagdar 

Command 

Phyllite & Schist 

2.122 

2.32 

0.020 

0.02 

0.01 

0.00 

0.00 

0.00 

0.11 

0.09 

0.08 

0.012 

0.16 

0.19 


Bhoodar 

0826001003271000 

12.378 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.189 

1.48 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.01 

0.01 


Bori Malan 

0826000903256300 

3.710 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.387 

3.05 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.16 

0.04 

0.012 

0.48 

0.65 


Chanawada 

0826000503159600 

21.838 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.706 

2.91 

0.030 

0.05 

0.01 

0.00 

0.00 

0.00 

0.71 

0.54 

0.17 

0.015 

0.19 

0.25 


Chikla 

0826001003272300 

2.012 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.014 

2.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Delwas 

0826000903252600 

12.013 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.271 

2.04 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.27 

0.20 

0.23 

0.019 

0.22 

0.29 


Dhelai 

0826000903256400 

5.267 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.786 

1.75 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.19 

0.14 

0.08 

0.017 

0.45 

0.59 


Gadawat Gorimba 

0826001003271600 

4.980 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.904 

2.78 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.31 

0.24 

0.13 

0.027 

0.47 

0.60 


Garnala Kotra 

0826001003272000 

6.986 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.301 

1.63 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.13 

0.10 

0.11 

0.018 

0.23 

0.29 


Jawla 

0826000503159300 

17.428 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

12.780 

3.00 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

1.17 

0.82 

0.04 

0.025 

0.41 

0.58 


Kagdar Bhatiya 

0826001003286100 

11.410 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.249 

2.81 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.01 






Som Kagdar 

Command 

Phyllite & Schist 

0.013 

2.81 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kalaliyakad 

0826001003271300 

5.256 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.537 

3.11 

0.020 

0.03 

0.01 

0.00 

0.00 

0.02 

0.28 

0.22 

0.10 

0.025 

0.42 

0.53 


Kalawat 

0826001003271500 

1.768 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.719 

2.83 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.10 

0.09 

0.010 

0.47 

0.59 


Kanuwara 

0826001003273100 

11.168 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.642 

2.40 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.04 

0.009 

0.08 

0.09 






Som Kagdar 

Command 

Phyllite & Schist 

0.046 

2.40 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Keekawat 

0826001003271700 

8.464 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.487 

2.54 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.27 

0.21 

0.16 

0.025 

0.26 

0.32 


Kesarpura 

0826001003286400 

4.909 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.393 

1.46 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.10 

0.05 

0.019 

0.35 

0.42 


Khajoori 

0826000503158800 

14.740 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.221 

1.98 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.02 


Kharbar Chak (A) 

0826000903256600 

13.121 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.606 

2.28 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.29 

0.22 

0.15 

0.020 

0.21 

0.26 


Khootaneri 

0826001003272500 

0.795 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.035 

1.31 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 


Makarjapa 

0826001003272600 

2.871 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.320 

2.00 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.11 

0.09 

0.10 

0.013 

0.39 

0.50 


Mandwa Phala Kagdar 

0826001003286200 

6.266 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.380 

2.48 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.002 

0.03 

0.04 






Som Kagdar 

Command 

Phyllite & Schist 

1.069 

2.48 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.05 

0.006 

0.09 

0.10 


Naliya Wara 

0826000903256100 

0.612 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.177 

1.78 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.001 

0.14 

0.18 


Nenbara 

0826000403135200 

14.710 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.456 

2.70 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.02 

0.02 


Odwas 

0826001003287700 

7.188 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.521 

1.62 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.003 

0.04 

0.04 


Padoona 

0826000503159200 

28.254 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

23.276 

3.17 

0.030 

0.08 

0.02 

0.00 

0.00 

0.00 

2.27 

1.60 

0.25 

0.046 

0.44 

0.63 


Parai 

0826000903256500 

6.672 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.812 

1.70 

0.020 

0.08 

0.02 

0.00 

0.00 

0.01 

0.24 

0.19 

0.28 

0.021 

0.42 

0.55 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Madawata 

0826000703204800 

0.04 

0.03 

263.02 

0.04 

0.00 

0.04 

0.05 

0.70 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.054 

0.003 

0.051 

0.059 

116.44 

Over Exploited 

Magri Ka Phala 

0826000603195600 

0.03 

0.03 

409.95 

0.04 

- 

0.04 

0.06 

0.73 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.048 

0.002 

0.045 

0.058 

127.29 

Over Exploited 

Malon Ka Gurha 

0826000703203800 

0.04 

0.02 

277.81 

0.02 

- 

0.02 

0.05 

0.70 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.033 

0.002 

0.031 

0.033 

108.17 

Over Exploited 

Malon Ka Oda 

0826000703200300 

0.04 

0.02 

489.69 

0.02 

0.00 

0.02 

0.06 

0.76 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.031 

0.002 

0.029 

0.057 

195.49 

Over Exploited 

Manji Ka Khera 

0826000603195900 

0.03 

0.00 

2,530.71 

0.00 

- 

0.00 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.004 

400.91 

Over Exploited 

Manpura 

0829001103707000 

0.06 

0.00 

11,507.06 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Manpuriyon Ka Gurha 

0826000703203100 

0.04 

0.02 

274.02 

0.03 

0.01 

0.04 

0.05 

0.71 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.064 

0.003 

0.061 

0.094 

154.21 

Over Exploited 

Morchana 

0826000703198000 

0.04 

0.00 

137,509.53 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Morpura 

0826000803224700 

0.05 

0.01 

433.23 

0.01 

- 

0.01 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.021 

313.45 

Over Exploited 

Mota Khera 

0826000603195300 

0.03 

0.02 

346.39 

0.03 

- 

0.03 

0.06 

0.75 

- 

- 

- 

- 

- 

- 

- 

0.029 

0.001 

0.028 

0.001 

5.18 

Safe 

Napaniya 

0826000703202300 

0.04 

0.02 

791.12 

0.02 

- 

0.02 

0.03 

0.38 

- 

- 

- 

- 

- 

- 

- 

0.024 

0.001 

0.023 

0.028 

122.31 

Over Exploited 

Nimri Ka Gurha 

0826000703198100 

0.04 

0.01 

480.63 

0.01 

- 

0.01 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.007 

117.42 

Over Exploited 

Ovra 

0826000703204900 

0.04 

0.15 

227.86 

0.18 

0.02 

0.19 

0.05 

0.70 

- 

0.0300 

- 

- 

0.011 

0.041 

0.041 

0.234 

0.012 

0.222 

0.174 

78.32 

Semi Critical 

Phoosriya 

0826000703199800 

0.04 

0.04 

831.35 

0.05 

- 

0.05 

0.03 

0.44 

- 

- 

- 

- 

- 

- 

- 

0.049 

0.002 

0.047 

0.030 

63.06 

Safe 

Pratapgarh Ki Bhagal 

0826000703203500 

0.04 

0.04 

259.61 

0.05 

0.00 

0.05 

0.05 

0.72 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.050 

0.003 

0.048 

0.026 

54.93 

Safe 

Rathoron Ka Gurha 

0826000703198200 

0.04 

0.05 

132.58 

0.06 

- 

0.06 

0.05 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.075 

0.004 

0.071 

0.058 

81.29 

Semi Critical 

Relmahuri 

0826000703202000 

0.04 

0.05 

257.09 

0.06 

0.01 

0.07 

0.05 

0.72 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.085 

0.004 

0.080 

0.049 

60.31 

Safe 

Relwara 

0826000703202200 

0.04 

0.02 

371.68 

0.02 

- 

0.02 

0.05 

0.71 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.033 

0.002 

0.031 

0.053 

166.84 

Over Exploited 

Sabalpura 

0829001103707900 

0.06 

0.02 

276.19 

0.02 

0.00 

0.02 

0.05 

0.68 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.032 

0.002 

0.030 

0.035 

115.18 

Over Exploited 

Sakalda 

0826000703202800 

0.04 

0.06 

289.30 

0.07 

0.01 

0.08 

0.06 

0.72 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.099 

0.005 

0.094 

0.134 

142.99 

Over Exploited 

Samel 

0826000703205100 

0.04 

0.07 

247.38 

0.08 

0.01 

0.09 

0.05 

0.71 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.112 

0.006 

0.106 

0.088 

83.43 

Semi Critical 

Saredi 

0826000703200500 

0.04 

0.04 

617.68 

0.04 

- 

0.04 

0.05 

0.59 

- 

- 

- 

- 

- 

- 

- 

0.042 

0.002 

0.040 

0.035 

86.04 

Semi Critical 

Sargana Talai 

0826000703203900 

0.04 

0.00 

369.04 

0.01 

0.00 

0.01 

0.05 

0.70 

- 

0.0100 

- 

- 

0.003 

0.014 

0.014 

0.021 

0.001 

0.020 

0.030 

145.17 

Over Exploited 

Satya Talai 

0826000703198500 

0.04 

0.00 

4,606.41 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Shobji Ka Gurha 

0826000703199200 

0.04 

0.02 

792.10 

0.02 

- 

0.02 

0.04 

0.49 

- 

- 

- 

- 

- 

- 

- 

0.020 

0.001 

0.019 

0.032 

170.17 

Over Exploited 

Sodala 

0826000703202900 

0.04 

0.01 

548.77 

0.01 

0.00 

0.01 

0.05 

0.72 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.019 

0.001 

0.018 

0.039 

216.66 

Over Exploited 

Solankiyon Ka Khera 

0829001103708000 

0.06 

0.00 

888.36 

0.01 

0.00 

0.01 

0.04 

0.55 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.015 

0.001 

0.014 

0.079 

552.16 

Over Exploited 

Takhatpura 

0826000703200600 

0.04 

0.01 

764.38 

0.01 

- 

0.01 

0.04 

0.48 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.012 

0.016 

138.52 

Over Exploited 

Talab 

0826000803224800 

0.05 

0.00 

3,162.88 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

1,960.63 

Over Exploited 

Tatakiya 

0826000703202100 

0.04 

0.04 

529.15 

0.05 

- 

0.05 

0.04 

0.51 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.069 

0.003 

0.065 

0.104 

159.48 

Over Exploited 

Udpura 

0826000603195100 

0.03 

0.00 

2,501.42 

0.00 

- 

0.00 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.005 

129.69 

Over Exploited 

Umaron Ka Vela 

0826000603195200 

0.03 

0.11 

461.19 

0.13 

- 

0.13 

0.05 

0.59 

- 

- 

- 

- 

- 

- 

- 

0.133 

0.007 

0.126 

0.019 

15.28 

Safe 

Ummedpura @Daberi 

0826000703202400 

0.04 

0.02 

378.10 

0.02 

0.00 

0.02 

0.06 

0.74 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.023 

0.001 

0.022 

0.019 

88.39 

Semi Critical 

Utarwara 

0829001103706900 

0.06 

0.00 

13,487.05 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

7,388.77 

Over Exploited 

Amarpura 

0826000503159100 

0.07 

0.01 

852.42 

0.01 

- 

0.01 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.022 

0.044 

199.32 

Over Exploited 

Athmana Kotra 

0826001003271800 

0.02 

0.00 

24,084.81 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Baran 

0826000503159500 

0.07 

0.19 

377,220.75 

0.23 

0.02 

0.25 

0.05 

0.50 

- 

0.0400 

- 

- 

0.008 

0.048 

0.048 

0.296 

0.015 

0.281 

0.225 

80.20 

Semi Critical 

Baroti 

0826000903256200 

0.04 

0.05 

70.60 

0.06 

- 

0.06 

0.05 

0.50 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.069 

0.003 

0.065 

0.040 

61.27 

Safe 

Bhauwa 

0826001003286300 

0.02 

0.04 

483.32 

0.04 

0.01 

0.05 

0.04 

0.37 

0.00 

0.0300 

- 

- 

- 

0.030 

0.034 

0.086 

0.004 

0.082 

0.174 

212.51 

Over Exploited 



0.02 

0.01 

1,016.80 

0.01 

0.01 

0.02 

0.02 

0.18 

0.00 

0.0200 

0.0885 

0.1065 

- 

0.215 

0.216 

0.236 

0.012 

0.224 

0.092 

40.96 

Safe 

Bhoodar 

0826001003271000 

0.02 

0.00 

12,930.15 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

2,441.87 

Over Exploited 

Bori Malan 

0826000903256300 

0.04 

0.06 

160,670.96 

0.07 

- 

0.07 

0.05 

0.52 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.084 

0.004 

0.080 

0.054 

67.76 

Safe 

Chanawada 

0826000503159600 

0.07 

0.09 

########## 

0.11 

0.01 

0.12 

0.02 

0.20 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.150 

0.008 

0.143 

0.185 

129.72 

Over Exploited 

Chikla 

0826001003272300 

0.02 

0.00 

41,916.28 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Delwas 

0826000903252600 

0.04 

0.04 

175,565.50 

0.05 

0.01 

0.06 

0.02 

0.24 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.103 

0.005 

0.098 

0.247 

251.01 

Over Exploited 

Dhelai 

0826000903256400 

0.04 

0.08 

########## 

0.10 

0.01 

0.11 

0.05 

0.50 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.133 

0.007 

0.127 

0.101 

79.77 

Semi Critical 

Gadawat Gorimba 

0826001003271600 

0.02 

0.06 

338.54 

0.07 

0.00 

0.07 

0.05 

0.53 

0.01 

0.0200 

- 

- 

0.006 

0.026 

0.032 

0.103 

0.005 

0.098 

0.155 

158.39 

Over Exploited 

Garnala Kotra 

0826001003272000 

0.02 

0.02 

466.51 

0.02 

0.01 

0.03 

0.03 

0.26 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.052 

0.003 

0.050 

0.125 

252.94 

Over Exploited 

Jawla 

0826000503159300 

0.07 

0.34 

173,444.43 

0.41 

- 

0.41 

0.04 

0.44 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.418 

0.021 

0.397 

0.065 

16.37 

Safe 

Kagdar Bhatiya 

0826001003286100 

0.02 

0.00 

17,530.26 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.011 

13,285.04 

Over Exploited 



0.02 

0.00 

316,667.27 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0005 

0.0007 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

6.40 

Safe 

Kalaliyakad 

0826001003271300 

0.02 

0.04 

########## 

0.05 

0.03 

0.08 

0.05 

0.46 

0.01 

0.0200 

- 

- 

0.030 

0.050 

0.055 

0.139 

0.007 

0.132 

0.121 

92.02 

Critical 

Kalawat 

0826001003271500 

0.02 

0.02 

421.29 

0.02 

- 

0.02 

0.05 

0.52 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.045 

0.002 

0.043 

0.099 

229.35 

Over Exploited 

Kanuwara 

0826001003273100 

0.02 

0.00 

2,423.94 

0.00 

- 

0.00 

0.01 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.047 

354.62 

Over Exploited 



0.02 

0.00 

80,016.62 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0019 

0.0023 

- 

0.004 

0.004 

0.004 

0.000 

0.004 

0.000 

6.41 

Safe 

Keekawat 

0826001003271700 

0.02 

0.03 

677.86 

0.03 

0.01 

0.04 

0.03 

0.28 

0.00 

0.0300 

- 

- 

- 

0.030 

0.033 

0.076 

0.004 

0.072 

0.182 

252.06 

Over Exploited 

Kesarpura 

0826001003286400 

0.02 

0.03 

252.14 

0.03 

- 

0.03 

0.04 

0.39 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.044 

0.002 

0.042 

0.068 

161.39 

Over Exploited 

Khajoori 

0826000503158800 

0.07 

0.00 

5,857.92 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

2,970.26 

Over Exploited 

Kharbar Chak (A) 

0826000903256600 

0.04 

0.04 

########## 

0.05 

0.01 

0.06 

0.02 

0.23 

0.00 

0.0300 

- 

- 

- 

0.030 

0.035 

0.097 

0.005 

0.092 

0.170 

184.08 

Over Exploited 

Khootaneri 

0826001003272500 

0.02 

0.00 

3,935.52 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Makarjapa 

0826001003272600 

0.02 

0.02 

########## 

0.03 

0.01 

0.04 

0.04 

0.44 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.058 

0.003 

0.055 

0.109 

197.53 

Over Exploited 

Mandwa Phala Kagdar 

0826001003286200 

0.02 

0.00 

8,488.76 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.021 

5,826.69 

Over Exploited 



0.02 

0.00 

2,268.19 

0.00 

- 

0.00 

0.01 

0.10 

0.00 

0.0100 

0.0446 

0.0536 

- 

0.108 

0.108 

0.111 

0.006 

0.106 

0.054 

51.05 

Safe 

Naliya Wara 

0826000903256100 

0.04 

0.00 

1,212.18 

0.00 

- 

0.00 

0.02 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.025 

2,249.59 

Over Exploited 

Nenbara 

0826000403135200 

0.06 

0.00 

171,384.06 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

420.67 

Over Exploited 

Odwas 

0826001003287700 

0.02 

0.00 

3,024.88 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.013 

2,436.93 

Over Exploited 

Padoona 

0826000503159200 

0.07 

0.67 

########## 

0.80 

0.02 

0.82 

0.04 

0.48 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.870 

0.043 

0.826 

0.298 

36.01 

Safe 

Parai 

0826000903256500 

0.04 

0.09 

80,624.23 

0.11 

0.03 

0.15 

0.05 

0.47 

0.01 

0.0500 

- 

- 

0.019 

0.069 

0.079 

0.225 

0.011 

0.213 

0.303 

141.81 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Parsad 

082600090325600C 

11.553 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.456 

1.69 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.15 

0.11 

0.16 

0.012 

0.15 

0.19 


Peepli (A) 

0826001003271100 

9.726 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.809 

2.44 

0.020 

0.08 

0.02 

0.00 

0.00 

0.00 

0.39 

0.31 

0.28 

0.038 

0.34 

0.44 


Peepli (B) 

0826001003271200 

9.354 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.598 

2.88 

0.020 

0.12 

0.03 

0.00 

0.00 

0.00 

0.53 

0.41 

0.41 

0.042 

0.39 

0.50 


Ratanpura 

0826001003272700 

1.093 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.010 

1.48 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Rikhabdeo (CT) 

0826001042609000 

8.177 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.757 

2.70 

0.020 

0.14 

0.00 

0.00 

0.00 

0.00 

0.56 

0.46 

0.00 

0.424 

0.47 

0.58 






Som Kagdar 

Command 

Phyllite & Schist 

0.012 

2.70 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 


Saroo 

0826000503159400 

39.862 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

20.766 

2.29 

0.030 

0.04 

0.01 

0.00 

0.00 

0.00 

1.46 

1.14 

0.12 

0.041 

0.27 

0.34 


Sera 

0826000403128800 

12.964 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.024 

2.51 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Somawat 

0826001003271400 

11.922 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.777 

2.87 

0.020 

0.08 

0.02 

0.00 

0.00 

0.00 

0.56 

0.45 

0.27 

0.049 

0.35 

0.45 


Teeri 

0826000503160200 

11.884 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.116 

2.40 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Thana 

0826001003272100 

7.711 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.117 

2.74 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.44 

0.35 

0.13 

0.040 

0.45 

0.56 

09006049 

Amjhara 

0827000103291300 

4.618 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.514 

1.89 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.17 

0.14 

0.18 

0.026 

0.58 

0.69 


Amliya Fala 

0827000103291700 

2.623 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.170 

2.55 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.02 

0.013 

0.48 

0.58 


Andar Khet 

0827000103299300 

1.948 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.862 

5.28 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.16 

0.05 

0.011 

0.64 

0.64 


Antarsuwa 

0827000103298100 

1.994 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.994 

3.92 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.10 

0.04 

0.011 

0.59 

0.73 


Baladeetmafi 

0827000103298800 

2.487 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.398 

4.18 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.01 

0.008 

0.38 

0.38 


Baldiya 

0827000103298000 

2.935 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.935 

3.52 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.14 

0.06 

0.017 

0.59 

0.73 


Balwara 

0827000103298600 

14.834 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.451 

4.91 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.003 

0.02 

0.02 


Bantabalgun 

0827000103297800 

0.774 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.774 

4.72 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.03 

0.004 

0.59 

0.73 


Baroti With Chak 

0827000103291500 

9.883 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.800 

4.92 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.78 

0.64 

0.19 

0.056 

0.59 

0.72 


Bhehana 

0827000103298400 

5.120 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.697 

4.35 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.34 

0.28 

0.17 

0.027 

0.54 

0.67 


Bhilwata 

0827000103299200 

1.347 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.823 

5.29 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.00 

0.005 

0.41 

0.41 


Bichhiwara 

0827000103297300 

5.581 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.937 

4.58 

0.015 

0.08 

0.01 

0.00 

0.00 

0.02 

0.39 

0.32 

0.28 

0.028 

0.53 

0.64 


Bilpan 

0827000103297900 

2.441 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.392 

4.56 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.20 

0.17 

0.13 

0.014 

0.58 

0.71 


Bokhla 

0827000103291000 

4.014 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.511 

3.65 

0.015 

0.08 

0.02 

0.00 

0.00 

0.00 

0.25 

0.21 

0.31 

0.020 

0.51 

0.61 


Bubela 

0827000103292200 

1.280 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.271 

5.22 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.03 

0.007 

0.57 

0.64 


Chandrawasa 

0827000103297400 

2.328 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.328 

4.75 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.15 

0.06 

0.013 

0.59 

0.72 


Chhapi 

0827000103297600 

3.774 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.774 

4.77 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.32 

0.26 

0.20 

0.022 

0.59 

0.73 


Chitaura 

0826001003283300 

4.424 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

3.42 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chundawara With Chak 

0827000103294500 

9.658 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.658 

5.01 

0.015 

0.08 

0.01 

0.00 

0.00 

0.05 

0.59 

0.49 

0.28 

0.044 

0.47 

0.57 


Dadoriya 

0827000103299500 

1.280 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.066 

5.14 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.03 

0.03 


Devpura 

0827000103297500 

0.553 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.553 

5.03 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.05 

0.04 

0.07 

0.003 

0.59 

0.73 


Dewalkhas 

0827000103290500 

3.062 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.432 

6.40 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.002 

0.08 

0.09 


Dhamod 

0827000103297000 

3.254 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.284 

4.41 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.14 

0.07 

0.013 

0.42 

0.51 


Dhuwaliya 

0827000103293300 

1.587 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.665 

5.21 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.03 

0.004 

0.25 

0.26 


Forest 

0827000127900001 

7.291 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.902 

4.38 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.27 

0.22 

0.00 

0.022 

0.32 

0.38 



0827000127900002 

9.123 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.176 

3.06 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.24 

0.20 

0.00 

0.030 

0.33 

0.39 


Gamri Ahara 

0827000103306700 

4.442 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.009 

5.01 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gamri Dewal 

0827000103290700 

2.794 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.168 

2.99 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.06 

0.007 

0.24 

0.28 


Geruwara 

0827000103297700 

1.074 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.074 

5.20 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.03 

0.006 

0.59 

0.73 


Gharmala 

0827000103298200 

1.649 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.649 

4.49 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.13 

0.11 

0.10 

0.010 

0.59 

0.73 


Ghooghra 

0827000103293600 

4.410 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.251 

4.69 

0.015 

0.05 

0.01 

0.00 

0.00 

0.03 

0.31 

0.29 

0.17 

0.025 

0.60 

0.65 


Gumanpura 

0827000103293500 

1.815 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.815 

4.43 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.12 

0.07 

0.010 

0.60 

0.67 


Flathor 

0827000103292000 

1.916 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.916 

3.17 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.10 

0.10 

0.011 

0.60 

0.72 


Jelana 

0827000103298300 

2.645 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.677 

5.98 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.18 

0.15 

0.10 

0.010 

0.38 

0.46 


Jheejwa With Chak 

0827000103291400 

7.088 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.984 

4.12 

0.015 

0.03 

0.00 

0.00 

0.00 

0.02 

0.44 

0.36 

0.07 

0.040 

0.58 

0.71 


Kanbai 

0826001003280600 

4.576 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.685 

3.13 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.17 

0.15 

0.18 

0.009 

0.21 

0.24 


Kanbai Chak No. 1 

0826001003280500 

3.102 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.732 

3.22 

0.025 

0.06 

0.01 

0.00 

0.00 

0.00 

0.19 

0.16 

0.22 

0.009 

0.32 

0.37 


Kanbai Chak No. 2 

0826001003280400 

3.176 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.176 

3.12 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.03 

0.04 


Kanwa 

0827000103294200 

5.246 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.246 

3.78 

0.015 

0.07 

0.01 

0.00 

0.00 

0.01 

0.35 

0.28 

0.23 

0.030 

0.59 

0.73 


Karauli 

0827000103293700 

4.005 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.990 

4.00 

0.015 

0.06 

0.01 

0.00 

0.00 

0.01 

0.28 

0.23 

0.20 

0.023 

0.59 

0.72 


Kheri 

0827000103299000 

0.466 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.466 

5.11 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.04 

0.003 

0.67 

0.67 


Laxmanpura 

0827000103298900 

1.292 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.292 

4.74 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.04 

0.007 

0.65 

0.67 


Lorwara 

0827000103298500 

3.719 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.603 

4.08 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.03 

0.003 

0.10 

0.12 


Mandwa Bhera Bhai (bari 

0827000103290800 

2.002 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.002 

2.20 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.08 

0.012 

0.59 

0.71 


Mandwa Biyola 

0827000103291800 

1.957 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.957 

1.26 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.04 

0.011 

0.59 

0.72 


Mokarwara 

0827000103293200 

2.697 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.689 

5.05 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.22 

0.21 

0.05 

0.016 

0.63 

0.65 


Nalwa 

0827000103292100 

3.546 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.546 

3.84 

0.015 

0.04 

0.01 

0.00 

0.00 

0.01 

0.23 

0.20 

0.14 

0.020 

0.59 

0.67 


Nawa Gaon 

0827000103294400 

2.085 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.085 

6.12 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.21 

0.17 

0.08 

0.012 

0.59 

0.73 


Nawal Shyam 

0827000103294000 

7.002 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.002 

3.32 

0.015 

0.04 

0.01 

0.00 

0.00 

0.04 

0.34 

0.27 

0.12 

0.040 

0.59 

0.73 


Ora Bara 

0827000103293800 

4.109 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.055 

3.07 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.26 

0.21 

0.28 

0.023 

0.59 

0.72 


Ora Chota 

0827000103293900 

2.021 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.011 

1.40 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.05 

0.012 

0.59 

0.72 


Padardiahara 

0827000103291900 

2.482 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.230 

2.95 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.12 

0.10 

0.09 

0.013 

0.53 

0.64 


Paldewal 

0827000103290400 

24.177 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.574 

5.36 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.01 

0.003 

0.01 

0.01 


Palpadar 

0827000103291200 

6.259 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.205 

3.30 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.36 

0.30 

0.22 

0.036 

0.58 

0.69 


Paora 

0827000103294300 

1.578 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.578 

4.10 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.10 

0.05 

0.009 

0.59 

0.73 


Peethapur 

0827000103294600 

0.864 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.378 

4.04 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.05 

0.002 

0.26 

0.31 


Rojela 

0827000103291100 

2.095 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.210 

3.56 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.02 

0.007 

0.33 

0.39 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 


( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Parsad 

0826000903256000 

0.04 

0.02 

841,727.01 

0.02 

0.01 

0.03 

0.02 

0.16 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.063 

0.003 

0.060 

0.169 

283.61 

Over Exploited 

Peepli (A) 

0826001003271100 

0.02 

0.06 

########## 

0.07 

0.02 

0.09 

0.04 

0.38 

0.01 

0.0500 

- 

- 

- 

0.050 

0.056 

0.143 

0.007 

0.135 

0.316 

233.12 

Over Exploited 

Peepli (B) 

0826001003271200 

0.02 

0.07 

293,181.04 

0.08 

0.03 

0.11 

0.04 

0.44 

0.01 

0.0800 

- 

- 

- 

0.080 

0.088 

0.202 

0.010 

0.192 

0.455 

237.46 

Over Exploited 

Ratanpura 

0826001003272700 

0.02 

0.00 

18,549.87 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rikhabdeo (CT) 

0826001042609000 

0.02 

0.09 

421.39 

0.11 

- 

0.11 

0.05 

0.53 

0.01 

- 

- 

- 

- 

- 

0.010 

0.115 

0.006 

0.109 

0.424 

387.39 

Over Exploited 



0.02 

0.00 

242,745.26 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0004 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Saroo 

0826000503159400 

0.07 

0.36 

########## 

0.44 

0.01 

0.45 

0.03 

0.30 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.467 

0.023 

0.444 

0.156 

35.05 

Safe 

Sera 

0826000403128800 

0.06 

0.00 

59,623.22 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Somawat 

0826001003271400 

0.02 

0.07 

########## 

0.09 

0.02 

0.11 

0.04 

0.39 

0.01 

0.0500 

- 

- 

- 

0.050 

0.058 

0.166 

0.008 

0.157 

0.321 

203.68 

Over Exploited 

Teeri 

0826000503160200 

0.07 

0.00 

12,691.51 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

8,782.54 

Over Exploited 

Thana 

0826001003272100 

0.02 

0.08 

280,882.73 

0.09 

- 

0.09 

0.05 

0.50 

0.01 

0.0200 

- 

- 

- 

0.020 

0.029 

0.120 

0.006 

0.114 

0.169 

148.10 

Over Exploited 

Amjhara 

0827000103291300 

0.05 

0.13 

5.56 

0.14 

0.01 

0.15 

0.04 

0.62 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.183 

0.009 

0.174 

0.209 

120.12 

Over Exploited 

Amliya Fala 

0827000103291700 

0.05 

0.05 

48.08 

0.06 

- 

0.06 

0.04 

0.52 

- 

- 

- 

- 

- 

- 

- 

0.063 

0.003 

0.060 

0.034 

55.87 

Safe 

Andar Khet 

0827000103299300 

0.05 

0.06 

163.59 

0.07 

0.00 

0.07 

0.05 

0.68 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.082 

0.004 

0.078 

0.056 

71.83 

Semi Critical 

Antarsuwa 

0827000103298100 

0.05 

0.06 

74.77 

0.07 

- 

0.07 

0.04 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.081 

0.004 

0.077 

0.050 

65.40 

Safe 

Baladeetmafi 

0827000103298800 

0.05 

0.03 

211.68 

0.03 

0.00 

0.04 

0.03 

0.40 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.044 

0.002 

0.042 

0.017 

40.84 

Safe 

Baldiya 

0827000103298000 

0.05 

0.09 

63.25 

0.10 

- 

0.10 

0.04 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.115 

0.006 

0.109 

0.080 

73.22 

Semi Critical 

Balwara 

0827000103298600 

0.05 

0.00 

6,806.91 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.000 

0.009 

1,748.83 

Over Exploited 

Bantabalgun 

0827000103297800 

0.05 

0.02 

119.35 

0.03 

0.00 

0.03 

0.04 

0.64 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.045 

0.002 

0.043 

0.031 

73.59 

Semi Critical 

Baroti With Chak 

0827000103291500 

0.05 

0.29 

120.71 

0.35 

0.01 

0.36 

0.04 

0.63 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.392 

0.020 

0.372 

0.242 

65.12 

Safe 

Bhehana 

0827000103298400 

0.05 

0.13 

117.53 

0.15 

0.01 

0.17 

0.04 

0.59 

- 

0.0300 

- 

- 

0.007 

0.037 

0.037 

0.206 

0.010 

0.196 

0.201 

102.74 

Over Exploited 

Bhilwata 

0827000103299200 

0.05 

0.02 

277.14 

0.02 

0.00 

0.02 

0.03 

0.44 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.024 

0.001 

0.023 

0.008 

34.37 

Safe 

Bichhiwara 

0827000103297300 

0.05 

0.13 

147.30 

0.16 

0.03 

0.18 

0.04 

0.56 

- 

0.0500 

- 

- 

0.025 

0.075 

0.075 

0.257 

0.013 

0.244 

0.310 

127.00 

Over Exploited 

Bilpan 

0827000103297900 

0.05 

0.07 

136.70 

0.08 

0.00 

0.09 

0.04 

0.62 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.107 

0.005 

0.102 

0.143 

140.15 

Over Exploited 

Bokhla 

0827000103291000 

0.05 

0.09 

134.39 

0.11 

0.02 

0.13 

0.04 

0.55 

- 

0.0600 

- 

- 

0.002 

0.062 

0.062 

0.190 

0.010 

0.181 

0.326 

180.41 

Over Exploited 

Bubela 

0827000103292200 

0.05 

0.04 

161.57 

0.04 

0.00 

0.05 

0.04 

0.62 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.063 

0.003 

0.060 

0.040 

67.68 

Safe 

Chandrawasa 

0827000103297400 

0.05 

0.07 

117.52 

0.08 

0.00 

0.09 

0.04 

0.64 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.098 

0.005 

0.093 

0.076 

81.93 

Semi Critical 

Chhapi 

0827000103297600 

0.05 

0.11 

130.72 

0.13 

0.01 

0.15 

0.04 

0.64 

- 

0.0400 

- 

- 

0.004 

0.044 

0.044 

0.191 

0.010 

0.182 

0.220 

121.07 

Over Exploited 

Chitaura 

0826001003283300 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chundawara With Chak 

0827000103294500 

0.05 

0.18 

168.90 

0.22 

0.06 

0.28 

0.03 

0.51 

- 

0.0500 

- 

- 

0.080 

0.130 

0.130 

0.410 

0.021 

0.390 

0.323 

82.88 

Semi Critical 

Dadoriya 

0827000103299500 

0.04 

0.00 

7,283.25 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Devpura 

0827000103297500 

0.05 

0.02 

156.38 

0.02 

0.01 

0.03 

0.04 

0.64 

- 

0.0100 

- 

- 

0.015 

0.025 

0.025 

0.055 

0.003 

0.052 

0.075 

144.91 

Over Exploited 

Dewalkhas 

0827000103290500 

0.05 

0.00 

2,106.14 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.017 

929.73 

Over Exploited 

Dhamod 

0827000103297000 

0.05 

0.05 

190.03 

0.06 

0.00 

0.06 

0.03 

0.45 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.074 

0.004 

0.070 

0.082 

117.22 

Over Exploited 

Dhuwaliya 

0827000103293300 

0.05 

0.01 

566.67 

0.01 

0.00 

0.01 

0.02 

0.26 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.029 

0.001 

0.027 

0.031 

113.43 

Over Exploited 

Forest 

0827000127900001 

0.05 

0.06 

255.12 

0.07 

0.00 

0.08 

0.02 

0.34 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.077 

0.004 

0.073 

0.022 

30.85 

Safe 


0827000127900002 

0.05 

0.09 

138.26 

0.10 

0.01 

0.11 

0.03 

0.35 

- 

- 

- 

- 

0.011 

0.011 

0.011 

0.121 

0.006 

0.115 

0.030 

25.94 

Safe 

Gamri Ahara 

0827000103306700 

0.05 

0.00 

99,735.55 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gamri Dewal 

0827000103290700 

0.05 

0.01 

335.38 

0.02 

- 

0.02 

0.02 

0.26 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.027 

0.001 

0.026 

0.064 

248.93 

Over Exploited 

Geruwara 

0827000103297700 

0.05 

0.03 

130.83 

0.04 

0.00 

0.04 

0.04 

0.64 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.057 

0.003 

0.054 

0.036 

67.19 

Safe 

Gharmala 

0827000103298200 

0.05 

0.05 

117.26 

0.06 

0.01 

0.07 

0.04 

0.64 

- 

0.0200 

- 

- 

0.015 

0.035 

0.035 

0.105 

0.005 

0.099 

0.109 

109.21 

Over Exploited 

Ghooghra 

0827000103293600 

0.05 

0.13 

########## 

0.15 

0.04 

0.19 

0.04 

0.64 

- 

0.0300 

- 

- 

0.038 

0.068 

0.068 

0.256 

0.013 

0.243 

0.199 

81.60 

Semi Critical 

Gumanpura 

0827000103293500 

0.05 

0.05 

127.55 

0.07 

0.00 

0.07 

0.04 

0.64 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.082 

0.004 

0.078 

0.076 

97.81 

Critical 

Flathor 

0827000103292000 

0.05 

0.06 

76.13 

0.07 

- 

0.07 

0.04 

0.64 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.089 

0.004 

0.084 

0.110 

130.52 

Over Exploited 

Jelana 

0827000103298300 

0.05 

0.03 

364.60 

0.04 

0.00 

0.04 

0.03 

0.40 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.059 

0.003 

0.056 

0.106 

188.50 

Over Exploited 

Jheejwa With Chak 

0827000103291400 

0.05 

0.20 

78.45 

0.25 

0.02 

0.26 

0.04 

0.63 

- 

0.0100 

- 

- 

0.027 

0.037 

0.037 

0.301 

0.015 

0.286 

0.106 

37.19 

Safe 

Kanbai 

0826001003280600 

0.06 

0.02 

573.16 

0.03 

0.01 

0.04 

0.02 

0.23 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.067 

0.003 

0.063 

0.185 

293.04 

Over Exploited 

Kanbai Chak No. 1 

0826001003280500 

0.06 

0.03 

379.95 

0.04 

0.01 

0.05 

0.03 

0.34 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.091 

0.005 

0.086 

0.230 

266.65 

Over Exploited 

Kanbai Chak No. 2 

0826001003280400 

0.06 

0.00 

3,239.27 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.009 

2,242.17 

Over Exploited 

Kanwa 

0827000103294200 

0.05 

0.16 

80.32 

0.19 

0.02 

0.21 

0.04 

0.64 

- 

0.0400 

- 

- 

0.018 

0.058 

0.058 

0.268 

0.013 

0.254 

0.258 

101.51 

Over Exploited 

Karauli 

0827000103293700 

0.05 

0.12 

94.19 

0.14 

0.02 

0.16 

0.04 

0.64 

- 

0.0400 

- 

- 

0.017 

0.057 

0.057 

0.220 

0.011 

0.209 

0.218 

104.15 

Over Exploited 

Kheri 

0827000103299000 

0.05 

0.02 

190.38 

0.02 

0.00 

0.02 

0.05 

0.72 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.029 

0.001 

0.028 

0.045 

162.43 

Over Exploited 

Laxmanpura 

0827000103298900 

0.05 

0.04 

135.73 

0.05 

- 

0.05 

0.05 

0.70 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.061 

0.003 

0.058 

0.043 

75.35 

Semi Critical 

Lorwara 

0827000103298500 

0.05 

0.00 

1,224.40 

0.00 

0.00 

0.00 

0.01 

0.10 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.014 

0.001 

0.013 

0.030 

226.41 

Over Exploited 

Mandwa Bhera Bhai (bari 

0827000103290800 

0.05 

0.06 

21.39 

0.07 

- 

0.07 

0.04 

0.63 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.081 

0.004 

0.077 

0.090 

116.25 

Over Exploited 

Mandwa Biyola 

0827000103291800 

0.05 

0.06 

(34.70) 

0.05 

0.00 

0.05 

0.04 

0.64 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.059 

0.003 

0.056 

0.047 

84.02 

Semi Critical 

Mokarwara 

0827000103293200 

0.05 

0.09 

147.59 

0.10 

0.01 

0.11 

0.05 

0.68 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.125 

0.006 

0.119 

0.064 

53.48 

Safe 

Nalwa 

0827000103292100 

0.05 

0.10 

88.79 

0.12 

0.02 

0.14 

0.04 

0.63 

- 

0.0300 

- 

- 

0.013 

0.043 

0.043 

0.186 

0.009 

0.177 

0.164 

92.91 

Critical 

Nawa Gaon 

0827000103294400 

0.05 

0.06 

169.78 

0.07 

0.01 

0.08 

0.04 

0.64 

- 

0.0200 

- 

- 

0.009 

0.029 

0.029 

0.110 

0.006 

0.105 

0.093 

88.87 

Semi Critical 

Nawal Shyam 

0827000103294000 

0.05 

0.21 

31.44 

0.25 

0.05 

0.30 

0.04 

0.64 

- 

0.0200 

- 

- 

0.064 

0.085 

0.085 

0.388 

0.019 

0.368 

0.157 

42.73 

Safe 

Ora Bara 

0827000103293800 

0.05 

0.12 

75.18 

0.14 

0.01 

0.15 

0.04 

0.63 

- 

0.0500 

- 

- 

0.002 

0.052 

0.052 

0.207 

0.010 

0.196 

0.305 

155.59 

Over Exploited 

Ora Chota 

0827000103293900 

0.05 

0.06 

(14.45) 

0.05 

- 

0.05 

0.04 

0.63 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.061 

0.003 

0.058 

0.066 

113.19 

Over Exploited 

Padardiahara 

0827000103291900 

0.05 

0.06 

5,474.03 

0.07 

0.01 

0.08 

0.04 

0.57 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.098 

0.005 

0.093 

0.100 

106.96 

Over Exploited 

Paldewal 

0827000103290400 

0.05 

0.00 

11,056.74 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

2,996.75 

Over Exploited 

Palpadar 

0827000103291200 

0.05 

0.18 

69.07 

0.22 

0.01 

0.23 

0.04 

0.62 

- 

0.0400 

- 

- 

0.006 

0.046 

0.046 

0.275 

0.014 

0.261 

0.258 

98.64 

Critical 

Paora 

0827000103294300 

0.05 

0.05 

103.37 

0.06 

- 

0.06 

0.04 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.066 

0.003 

0.063 

0.063 

100.02 

Over Exploited 

Peethapur 

0827000103294600 

0.05 

0.00 

453.62 

0.01 

- 

0.01 

0.02 

0.28 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.015 

0.050 

332.30 

Over Exploited 

Rojela 

0827000103291100 

0.05 

0.02 

214.78 

0.02 

- 

0.02 

0.03 

0.36 

- 

- 

- 

- 

- 

- 

- 

0.024 

0.001 

0.023 

0.025 

108.94 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Sabli 

082700010329090C 

1.871 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.871 

1.14 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.05 

0.04 

0.12 

0.011 

0.59 

0.72 


Sanchiya 

0827000103291600 

6.052 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.052 

3.04 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.32 

0.26 

0.20 

0.035 

0.59 

0.72 


Sati 

0827000103293100 

1.891 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.182 

5.27 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.06 

0.06 


Sati Rampur 

0827000103293000 

3.628 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.785 

5.15 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.03 

0.005 

0.13 

0.14 


Shishod 

0827000103290100 

14.793 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.041 

3.31 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sundarpur 

0827000103293400 

0.921 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.921 

4.97 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.05 

0.005 

0.59 

0.64 


Surpur 

0827000103299100 

2.157 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.821 

5.24 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.04 

0.005 

0.26 

0.26 


Tariobri 

0827000103290600 

5.794 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.406 

3.74 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.32 

0.28 

0.05 

0.031 

0.53 

0.62 


Thana 

0827000103298700 

5.944 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.447 

3.78 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.003 

0.05 

0.05 


Vagdari 

0827000103292300 

8.284 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.099 

5.77 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.02 

0.006 

0.07 

0.08 


Vedawara 

0827000103294100 

1.049 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.049 

5.04 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.06 

0.006 

0.59 

0.73 

09006050 

Adkaliya 

0826000803228600 

0.540 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

0.540 

2.00 

0.018 

0.06 

0.01 

0.00 

0.00 

0.00 

0.07 

0.06 

0.24 

0.002 

0.55 

0.62 


Agatiya 

0826000803234600 

0.434 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

0.434 

1.77 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.002 

0.53 

0.59 


Amara-Dungari 

0826000803234400 

1.026 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

0.943 

1.79 

0.018 

0.02 

0.01 

0.00 

0.00 

0.00 

0.04 

0.04 

0.09 

0.004 

0.48 

0.54 


Amloda 

0826000803238800 

4.835 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

4.835 

2.58 

0.018 

0.11 

0.03 

0.00 

0.00 

0.01 

0.29 

0.33 

0.42 

0.019 

0.62 

0.54 


Arawela 

0826000803226100 

0.408 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.130 

5.66 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.19 

0.22 


Badawali 

0826000903261500 

9.573 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

0.339 

2.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.02 

0.02 


Bagon Ka Gurha 

0826000803231400 

0.631 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.614 

3.13 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.002 

0.63 

0.58 


Bagpur 

0826000803232300 

0.673 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.568 

3.61 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.03 

0.03 

0.04 

0.002 

0.52 

0.51 


Bamaniya 

0826000803237400 

2.213 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

2.203 

3.22 

0.018 

0.09 

0.02 

0.00 

0.00 

0.00 

0.19 

0.20 

0.35 

0.009 

0.57 

0.56 


Bandarwara 

0826000803239200 

1.836 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

1.802 

2.87 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.14 

0.10 

0.007 

0.60 

0.51 


Banora 

0826000803229400 

7.270 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.270 

4.19 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.53 

0.48 

0.29 

0.028 

0.59 

0.65 


Bara 

0826000803239400 

1.359 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

1.355 

2.28 

0.018 

0.03 

0.01 

0.00 

0.00 

0.00 

0.07 

0.09 

0.12 

0.005 

0.62 

0.52 


Baran 

0826000803231800 

0.056 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.055 

4.01 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.62 

0.61 


Barbari Rawan 

0826000803236900 

1.443 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

1.443 

2.37 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.07 

0.006 

0.62 

0.55 


Baroliya 

0826000803229700 

2.874 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.592 

5.44 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.20 

0.02 

0.010 

0.55 

0.61 


Barora 

0826000803238600 

5.196 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

5.193 

3.39 

0.018 

0.07 

0.01 

0.00 

0.00 

0.00 

0.37 

0.40 

0.24 

0.020 

0.59 

0.54 


Baseetar Jhujhawat 

0826000803228100 

13.422 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.863 

1.56 

0.018 

0.03 

0.01 

0.00 

0.00 

0.00 

0.07 

0.06 

0.10 

0.007 

0.07 

0.09 







Non-command 

Gneisses(B.G.C) 

0.885 

1.56 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.003 

0.04 

0.04 






Jaisamand 

Command 

Phyllite & Schist 

5.895 

1.56 

0.018 

0.09 

0.02 

0.00 

0.00 

0.00 

0.23 

0.20 

0.31 

0.023 

0.23 

0.27 







Command 

Gneisses(B.G.C) 

0.034 

1.56 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Baseetar Samchot 

0826000803228200 

8.724 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.074 

2.03 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.08 

0.004 

0.06 

0.07 







Non-command 

Gneisses(B.G.C) 

0.002 

2.03 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Jaisamand 

Command 

Phyllite & Schist 

6.686 

2.03 

0.018 

0.13 

0.03 

0.00 

0.00 

0.00 

0.34 

0.30 

0.48 

0.026 

0.40 

0.46 


Baseetar Singawat 

0826000803228400 

6.823 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.314 

2.11 

0.018 

0.06 

0.02 

0.00 

0.00 

0.00 

0.13 

0.11 

0.25 

0.009 

0.19 

0.22 







Non-command 

Gneisses(B.G.C) 

0.227 

2.11 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.02 

0.02 






Jaisamand 

Command 

Phyllite & Schist 

4.232 

2.11 

0.018 

0.12 

0.03 

0.00 

0.00 

0.00 

0.25 

0.21 

0.45 

0.016 

0.34 

0.40 


Berawal 

0826000803231300 

4.539 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.920 

2.54 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.13 

0.02 

0.011 

0.42 

0.38 


Beshma 

0826000803233700 

1.916 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

1.916 

1.64 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.07 

0.007 

0.56 

0.61 


Bhai 

0826000803229100 

0.509 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.336 

3.20 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.05 

0.001 

0.37 

0.44 







Non-command 

Gneisses(B.G.C) 

0.138 

3.20 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.15 

0.18 


Bhandon Ka Gurha 

0826000803232000 

0.136 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.136 

3.95 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.61 

0.62 


Bhanpur 

0826000803235300 

1.652 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

1.652 

1.55 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.06 

0.006 

0.60 

0.57 


Bhatwara 

0826000803237000 

1.295 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

1.295 

2.16 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.08 

0.16 

0.005 

0.61 

0.55 


Bheempur Barbari 

0826000803236800 

1.796 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

1.796 

2.43 

0.018 

0.02 

0.00 

0.00 

0.00 

0.01 

0.08 

0.10 

0.07 

0.007 

0.62 

0.54 


Bichli-Magri 

0826000803237200 

1.890 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

1.890 

2.70 

0.018 

0.04 

0.01 

0.00 

0.00 

0.02 

0.10 

0.11 

0.17 

0.007 

0.59 

0.56 


Biliya Ka Gurha 

0826000803227500 

3.484 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.816 

4.44 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.11 

0.02 

0.007 

0.31 

0.37 


Boraj Majawatan 

0826000803232100 

0.818 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.490 

3.93 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.002 

0.37 

0.37 


Boraj Tawaran 

0826000803232200 

1.625 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.589 

3.64 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.01 

0.006 

0.61 

0.60 


Bujhara 

0826000803234100 

12.000 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

9.014 

1.83 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.31 

0.27 

0.04 

0.035 

0.39 

0.44 


Chauhano-Ka-Khandela 

0826000803236700 

2.918 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

2.574 

2.60 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.14 

0.03 

0.010 

0.55 

0.48 


Dagar 

0826000803238400 

13.448 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.292 

3.09 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.03 

0.005 

0.06 

0.05 






Jaisamand 

Command 

Phyllite & Schist 

9.157 

3.09 

0.018 

0.08 

0.01 

0.00 

0.00 

0.00 

0.57 

0.67 

0.25 

0.035 

0.40 

0.34 


Dal 

0826000803233900 

5.768 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

5.768 

1.46 

0.018 

0.11 

0.03 

0.00 

0.00 

0.01 

0.22 

0.20 

0.40 

0.022 

0.55 

0.60 


Dangiwara 

0826000803234000 

9.771 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

9.771 

1.66 

0.018 

0.07 

0.01 

0.00 

0.00 

0.07 

0.27 

0.25 

0.22 

0.038 

0.54 

0.60 


Deo-Gaon 

0826000803235500 

3.350 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.126 

1.59 

0.018 

0.05 

0.01 

0.00 

0.00 

0.00 

0.07 

0.07 

0.18 

0.004 

0.20 

0.19 







Non-command 

Gneisses(B.G.C) 

0.264 

1.59 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.001 

0.05 

0.05 






Jaisamand 

Command 

Phyllite & Schist 

1.408 

1.59 

0.018 

0.06 

0.01 

0.00 

0.00 

0.00 

0.09 

0.09 

0.22 

0.005 

0.25 

0.24 







Command 

Gneisses(B.G.C) 

0.551 

1.59 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.002 

0.10 

0.10 


Deoli 

0826000803239300 

1.989 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.476 

2.56 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.002 

0.15 

0.12 






Jaisamand 

Command 

Phyllite & Schist 

1.355 

2.56 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.07 

0.005 

0.42 

0.35 


Dhai-Khera 

0826000803231500 

0.217 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.196 

3.40 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.58 

0.54 


Dhani Sipoor 

0826000903258100 

4.971 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

0.191 

1.68 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.02 


Dharod 

0826000803235100 

3.129 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

3.129 

0.95 

0.018 

0.06 

0.01 

0.00 

0.00 

0.00 

0.10 

0.10 

0.23 

0.012 

0.57 

0.59 


Dholapani Ka Gurha 

0826000803240100 

1.736 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.620 

2.43 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.11 

0.06 

0.006 

0.59 

0.49 






Som Kamla Amba 

Command 

Phyllite & Schist 

0.013 

2.43 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Jaisamand 

Command 

Phyllite & Schist 

0.091 

2.43 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.03 

0.03 


Dobdicha 

0826000803230300 

0.433 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.054 

3.45 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.08 

0.07 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 


( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Sabli 

082700010329090C 

0.05 

0.06 

(26.46) 

0.04 

0.01 

0.06 

0.04 

0.64 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.081 

0.004 

0.077 

0.128 

166.33 

Over Exploited 

Sanchiya 

0827000103291600 

0.05 

0.18 

46.48 

0.22 

0.01 

0.23 

0.04 

0.64 

- 

0.0400 

- 

- 

0.007 

0.047 

0.047 

0.277 

0.014 

0.263 

0.236 

89.67 

Semi Critical 

Sati 

0827000103293100 

0.05 

0.00 

2,395.00 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.004 

624.24 

Over Exploited 

Sati Rampur 

0827000103293000 

0.05 

0.01 

1,225.01 

0.01 

- 

0.01 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.015 

0.035 

226.70 

Over Exploited 

Shishod 

0827000103290100 

0.05 

0.00 

52,780.94 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sundarpur 

0827000103293400 

0.05 

0.03 

198.72 

0.03 

- 

0.03 

0.04 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.043 

0.002 

0.041 

0.059 

145.66 

Over Exploited 

Surpur 

0827000103299100 

0.05 

0.01 

602.84 

0.01 

- 

0.01 

0.02 

0.28 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.022 

0.047 

215.23 

Over Exploited 

Tariobri 

0827000103290600 

0.05 

0.14 

93.14 

0.17 

0.00 

0.17 

0.04 

0.57 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.185 

0.009 

0.176 

0.079 

44.97 

Safe 

Thana 

0827000103298700 

0.05 

0.00 

2,976.12 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.024 

1,904.52 

Over Exploited 

Vagdari 

0827000103292300 

0.05 

0.00 

2,273.91 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.027 

605.51 

Over Exploited 

Vedawara 

0827000103294100 

0.05 

0.03 

159.32 

0.04 

- 

0.04 

0.04 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.047 

0.002 

0.045 

0.066 

146.41 

Over Exploited 

Adkaliya 

0826000803228600 

0.05 

0.02 

275.97 

0.02 

0.01 

0.03 

0.05 

0.60 

- 

0.0400 

0.0053 

0.0064 

- 

0.052 

0.052 

0.081 

0.004 

0.077 

0.239 

311.17 

Over Exploited 

Agatiya 

0826000803234600 

0.05 

0.01 

68.31 

0.01 

- 

0.01 

0.05 

0.57 

- 

0.0100 

0.0042 

0.0051 

- 

0.019 

0.019 

0.034 

0.002 

0.033 

0.050 

152.45 

Over Exploited 

Amara-Dungari 

0826000803234400 

0.05 

0.02 

43.62 

0.03 

0.01 

0.04 

0.04 

0.52 

- 

0.0200 

0.0092 

0.0111 

- 

0.040 

0.040 

0.080 

0.004 

0.076 

0.095 

125.12 

Over Exploited 

Amloda 

0826000803238800 

0.05 

0.16 

105.39 

0.19 

0.04 

0.23 

0.05 

0.67 

- 

0.0800 

0.0473 

0.0570 

0.010 

0.194 

0.194 

0.425 

0.021 

0.404 

0.441 

109.14 

Over Exploited 

Arawela 

0826000803226100 

0.05 

0.00 

611.64 

0.00 

- 

0.00 

0.02 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.004 

230.08 

Over Exploited 

Badawali 

0826000903261500 

0.04 

0.00 

6,013.61 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0028 

0.0027 

- 

0.005 

0.005 

0.006 

0.000 

0.005 

0.007 

132.96 

Over Exploited 

Bagon Ka Gurha 

0826000803231400 

0.05 

0.02 

49.49 

0.03 

- 

0.03 

0.05 

0.68 

- 

- 

- 

- 

- 

- 

- 

0.025 

0.001 

0.024 

0.011 

47.81 

Safe 

Bagpur 

0826000803232300 

0.05 

0.01 

3,465.47 

0.02 

0.01 

0.02 

0.04 

0.56 

- 

0.0100 

- 

- 

0.011 

0.021 

0.021 

0.045 

0.002 

0.043 

0.038 

88.46 

Semi Critical 

Bamaniya 

0826000803237400 

0.05 

0.07 

191.21 

0.08 

0.02 

0.10 

0.05 

0.62 

- 

0.0700 

0.0216 

0.0260 

- 

0.118 

0.118 

0.220 

0.011 

0.209 

0.359 

171.73 

Over Exploited 

Bandarwara 

0826000803239200 

0.05 

0.06 

134.71 

0.07 

0.00 

0.07 

0.05 

0.65 

- 

0.0200 

0.0147 

0.0142 

0.004 

0.053 

0.053 

0.127 

0.006 

0.120 

0.108 

89.74 

Semi Critical 

Banora 

0826000803229400 

0.05 

0.23 

107.23 

0.28 

0.01 

0.29 

0.05 

0.64 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.340 

0.017 

0.323 

0.316 

97.75 

Critical 

Bara 

0826000803239400 

0.05 

0.05 

93.35 

0.05 

0.01 

0.06 

0.05 

0.67 

- 

0.0200 

0.0133 

0.0160 

- 

0.049 

0.049 

0.114 

0.006 

0.108 

0.120 

111.14 

Over Exploited 

Baran 

0826000803231800 

0.05 

0.00 

77.61 

0.00 

- 

0.00 

0.05 

0.67 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.018 

859.91 

Over Exploited 

Barbari Rawan 

0826000803236900 

0.05 

0.05 

79.15 

0.06 

0.00 

0.06 

0.05 

0.67 

- 

0.0100 

0.0141 

0.0170 

0.005 

0.046 

0.046 

0.107 

0.005 

0.102 

0.073 

71.17 

Semi Critical 

Baroliya 

0826000803229700 

0.05 

0.08 

161.03 

0.09 

- 

0.09 

0.05 

0.59 

- 

- 

- 

- 

- 

- 

- 

0.092 

0.005 

0.087 

0.025 

28.67 

Safe 

Barora 

0826000803238600 

0.05 

0.17 

139.92 

0.20 

0.01 

0.21 

0.05 

0.64 

- 

0.0400 

0.0424 

0.0408 

0.004 

0.127 

0.127 

0.341 

0.017 

0.324 

0.255 

78.67 

Semi Critical 

Baseetar Jhujhawat 

0826000803228100 

0.05 

0.01 

720.38 

0.01 

0.01 

0.02 

0.01 

0.08 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.039 

0.002 

0.037 

0.103 

278.78 

Over Exploited 



0.05 

0.00 

1,489.49 

0.00 

- 

0.00 

0.00 

0.04 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.033 

292.95 

Over Exploited 



0.05 

0.07 

167.08 

0.09 

0.02 

0.11 

0.02 

0.25 

- 

0.0600 

0.0577 

0.0694 

- 

0.187 

0.187 

0.297 

0.015 

0.282 

0.335 

118.69 

Over Exploited 



0.05 

0.00 

27,708.66 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Baseetar Samchot 

0826000803228200 

0.05 

0.00 

1,258.47 

0.00 

- 

0.00 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.014 

0.081 

589.26 

Over Exploited 



0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.15 

103.43 

0.17 

0.03 

0.20 

0.04 

0.44 

- 

0.0900 

0.0654 

0.0788 

- 

0.234 

0.234 

0.439 

0.022 

0.417 

0.506 

121.41 

Over Exploited 

Baseetar Singawat 

0826000803228400 

0.05 

0.02 

360.11 

0.03 

0.02 

0.05 

0.02 

0.20 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.098 

0.005 

0.093 

0.254 

272.15 

Over Exploited 



0.05 

0.00 

2,649.25 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.016 

6,176.47 

Over Exploited 



0.05 

0.08 

170.08 

0.09 

0.03 

0.12 

0.03 

0.37 

- 

0.0800 

0.0414 

0.0499 

- 

0.171 

0.171 

0.296 

0.015 

0.281 

0.467 

166.38 

Over Exploited 

Berawal 

0826000803231300 

0.05 

0.07 

101.18 

0.08 

- 

0.08 

0.03 

0.45 

- 

- 

- 

- 

- 

- 

- 

0.079 

0.004 

0.075 

0.032 

43.19 

Safe 

Beshma 

0826000803233700 

0.05 

0.06 

18.54 

0.07 

- 

0.07 

0.05 

0.61 

- 

0.0100 

0.0188 

0.0226 

- 

0.051 

0.051 

0.121 

0.006 

0.115 

0.074 

64.84 

Safe 

Bhai 

0826000803229100 

0.05 

0.01 

262.23 

0.01 

- 

0.01 

0.03 

0.41 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.054 

313.77 

Over Exploited 



0.05 

0.00 

396.44 

0.00 

- 

0.00 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.016 

1,186.71 

Over Exploited 

Bhandon Ka Gurha 

0826000803232000 

0.05 

0.00 

76.94 

0.01 

- 

0.01 

0.05 

0.66 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.010 

184.82 

Over Exploited 

Bhanpur 

0826000803235300 

0.05 

0.05 

27.05 

0.07 

- 

0.07 

0.05 

0.65 

- 

0.0100 

0.0162 

0.0195 

- 

0.046 

0.046 

0.111 

0.006 

0.105 

0.068 

64.98 

Safe 

Bhatwara 

0826000803237000 

0.05 

0.04 

94.82 

0.05 

0.01 

0.06 

0.05 

0.66 

- 

0.0300 

0.0127 

0.0153 

0.005 

0.063 

0.063 

0.128 

0.006 

0.121 

0.168 

138.52 

Over Exploited 

Bheempur Barbari 

0826000803236800 

0.05 

0.06 

59.26 

0.07 

0.01 

0.09 

0.05 

0.68 

- 

0.0100 

0.0176 

0.0212 

0.018 

0.066 

0.066 

0.151 

0.008 

0.144 

0.074 

51.40 

Safe 

Bichli-Magri 

0826000803237200 

0.05 

0.06 

80.67 

0.07 

0.03 

0.10 

0.05 

0.64 

- 

0.0300 

0.0185 

0.0223 

0.024 

0.095 

0.095 

0.194 

0.010 

0.184 

0.175 

95.09 

Critical 

Biliya Ka Gurha 

0826000803227500 

0.05 

0.03 

261.97 

0.04 

- 

0.04 

0.03 

0.34 

- 

- 

- 

- 

- 

- 

- 

0.036 

0.002 

0.035 

0.025 

72.47 

Semi Critical 

Boraj Majawatan 

0826000803232100 

0.05 

0.01 

129,973.97 

0.01 

0.00 

0.01 

0.03 

0.40 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.016 

0.001 

0.015 

0.020 

132.43 

Over Exploited 

Boraj Tawaran 

0826000803232200 

0.05 

0.05 

69.41 

0.06 

- 

0.06 

0.05 

0.66 

- 

- 

- 

- 

- 

- 

- 

0.063 

0.003 

0.059 

0.015 

25.48 

Safe 

Bujhara 

0826000803234100 

0.05 

0.19 

(155.63) 

0.23 

- 

0.23 

0.03 

0.42 

- 

0.0100 

0.0882 

0.1062 

- 

0.204 

0.204 

0.431 

0.022 

0.410 

0.078 

19.01 

Safe 

Chauhano-Ka-Khandela 

0826000803236700 

0.05 

0.08 

87.32 

0.09 

- 

0.09 

0.04 

0.60 

- 

0.0100 

0.0210 

0.0202 

- 

0.051 

0.051 

0.144 

0.007 

0.137 

0.044 

32.12 

Safe 

Dagar 

0826000803238400 

0.05 

0.00 

2,268.81 

0.00 

- 

0.00 

0.00 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.014 

0.039 

277.00 

Over Exploited 



0.05 

0.20 

233.58 

0.24 

0.01 

0.25 

0.04 

0.44 

- 

0.0500 

0.0747 

0.0719 

- 

0.197 

0.197 

0.449 

0.022 

0.426 

0.289 

67.89 

Safe 

Dal 

0826000803233900 

0.05 

0.17 

15.42 

0.20 

0.04 

0.24 

0.05 

0.60 

- 

0.0800 

0.0565 

0.0679 

0.014 

0.218 

0.218 

0.457 

0.023 

0.435 

0.425 

97.87 

Critical 

Dangiwara 

0826000803234000 

0.05 

0.29 

(14.19) 

0.25 

0.08 

0.33 

0.05 

0.59 

- 

0.0400 

0.0956 

0.1151 

0.106 

0.356 

0.356 

0.683 

0.034 

0.649 

0.254 

39.11 

Safe 

Deo-Gaon 

0826000803235500 

0.05 

0.01 

499.83 

0.01 

0.01 

0.02 

0.02 

0.22 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.055 

0.003 

0.052 

0.182 

349.35 

Over Exploited 



0.05 

0.00 

2,424.40 

0.00 

- 

0.00 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.028 

272.76 

Over Exploited 



0.05 

0.02 

379.93 

0.02 

0.01 

0.03 

0.02 

0.28 

- 

0.0400 

0.0138 

0.0166 

- 

0.070 

0.070 

0.104 

0.005 

0.099 

0.226 

229.68 

Over Exploited 



0.05 

0.00 

719.65 

0.00 

- 

0.00 

0.01 

0.11 

- 

0.0100 

0.0054 

0.0065 

- 

0.022 

0.022 

0.025 

0.001 

0.024 

0.056 

232.09 

Over Exploited 

Deoli 

0826000803239300 

0.05 

0.00 

881.31 

0.00 

- 

0.00 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.004 

0.026 

591.58 

Over Exploited 



0.05 

0.03 

212.19 

0.04 

- 

0.04 

0.03 

0.46 

- 

0.0100 

0.0133 

0.0160 

- 

0.039 

0.039 

0.076 

0.004 

0.073 

0.077 

106.40 

Over Exploited 

Dhai-Khera 

0826000803231500 

0.05 

0.01 

74.72 

0.01 

0.00 

0.01 

0.04 

0.62 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

0.000 

0.007 

0.016 

219.80 

Over Exploited 

Dhani Sipoor 

0826000903258100 

0.04 

0.00 

3,855.46 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0019 

0.0022 

- 

0.004 

0.004 

0.004 

0.000 

0.004 

0.001 

16.64 

Safe 

Dharod 

0826000803235100 

0.05 

0.10 

(0.54) 

0.10 

0.01 

0.11 

0.05 

0.62 

- 

0.0400 

0.0306 

0.0369 

0.004 

0.111 

0.111 

0.220 

0.011 

0.209 

0.242 

115.94 

Over Exploited 

Dholapani Ka Gurha 

0826000803240100 

0.05 

0.05 

106.54 

0.06 

- 

0.06 

0.05 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.072 

0.004 

0.069 

0.064 

93.36 

Critical 



0.05 

0.00 

18,307.32 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0005 

0.0006 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

4.72 

Safe 



0.05 

0.00 

2,731.05 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

0.0009 

0.0011 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.005 

256.56 

Over Exploited 

Dobdicha 

0826000803230300 

0.05 

0.00 

1,181.85 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

2,326.94 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Dudar 

082600080323360C 

1.791 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.750 

2.09 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.04 

0.003 

0.24 

0.25 






Jaisamand 

Command 

Phyllite & Schist 

1.040 

2.09 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.05 

0.004 

0.33 

0.35 


Gamri 

082600080323960C 

2.274 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.334 

2.38 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.04 

0.005 

0.37 

0.31 






Jaisamand 

Command 

Phyllite & Schist 

0.831 

2.38 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.03 

0.003 

0.23 

0.19 


Gaonra-Pal 

082600080322620C 

2.201 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.986 

5.44 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.13 

0.004 

0.27 

0.31 


Garda 

0826000803240500 

2.325 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.319 

2.84 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.09 

0.07 






Som Kamla Amba 

Command 

Phyllite & Schist 

0.478 

2.84 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.002 

0.13 

0.11 






Jaisamand 

Command 

Phyllite & Schist 

1.381 

2.84 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.04 

0.005 

0.38 

0.31 


Ghaghri 

0826000803231700 

1.887 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.720 

3.65 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.11 

0.01 

0.007 

0.58 

0.55 


Gur 

0826000803235000 

3.462 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

3.462 

1.33 

0.018 

0.06 

0.01 

0.00 

0.00 

0.00 

0.13 

0.12 

0.22 

0.013 

0.57 

0.57 


Heekawara 

0826000803237100 

3.481 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

3.481 

2.12 

0.018 

0.03 

0.01 

0.00 

0.00 

0.01 

0.14 

0.15 

0.12 

0.013 

0.60 

0.56 


Intali 

0826000903264500 

5.398 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

0.362 

2.49 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.05 

0.001 

0.04 

0.03 


Isarwas (Rawan) 

0826000803229000 

0.640 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.082 

2.57 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.07 

0.08 






Jaisamand 

Command 

Phyllite & Schist 

0.525 

2.57 

0.018 

0.03 

0.01 

0.00 

0.00 

0.00 

0.04 

0.04 

0.11 

0.002 

0.46 

0.53 


Isarwas Digiyan 

0826000803229200 

3.626 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.084 

4.48 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.02 







Non-command 

Gneisses(B.G.C) 

3.193 

4.48 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.20 

0.04 

0.012 

0.51 

0.58 






Jaisamand 

Command 

Phyllite & Schist 

0.001 

4.48 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Itali-Khera 

0826000803238100 

9.612 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

0.383 

2.82 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.001 

0.02 

0.02 


Jailawata Phala 

0826000803227400 

0.818 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.738 

5.34 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.10 

0.003 

0.54 

0.64 


Jaimal-Pura 

0826000803237800 

4.165 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

1.385 

2.59 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.01 

0.005 

0.19 

0.16 


Jetana 

0826000803240900 

9.990 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.236 

2.99 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.001 

0.02 

0.01 






Som Kamla Amba 

Command 

Phyllite & Schist 

1.536 

2.99 

0.018 

0.03 

0.01 

0.00 

0.00 

0.00 

0.10 

0.12 

0.11 

0.006 

0.10 

0.08 






Jaisamand 

Command 

Phyllite & Schist 

0.100 

2.99 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 


Jhalara 

0826000803240400 

12.027 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

7.388 

2.46 

0.018 

0.07 

0.02 

0.00 

0.00 

0.00 

0.37 

0.43 

0.25 

0.029 

0.39 

0.33 


Jharmal 

0826000803236000 

3.681 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.067 

2.12 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Jodhsagar Ki Bhagal 

0826000803233300 

1.375 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.375 

2.78 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.02 

0.005 

0.59 

0.60 


Joshi-Wara 

0826000803237500 

1.249 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

1.249 

3.41 

0.018 

0.03 

0.01 

0.00 

0.00 

0.00 

0.09 

0.10 

0.12 

0.005 

0.58 

0.55 


Kadma 

0826000803229800 

1.005 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.983 

4.34 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.02 

0.004 

0.60 

0.62 


Kagra 

0826000803231900 

0.802 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.802 

3.95 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.02 

0.003 

0.62 

0.62 


Kaluthara 

0826000803233500 

4.748 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.536 

1.60 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.05 

0.006 

0.19 

0.19 






Jaisamand 

Command 

Phyllite & Schist 

3.212 

1.60 

0.018 

0.03 

0.01 

0.00 

0.00 

0.00 

0.11 

0.11 

0.11 

0.012 

0.39 

0.40 


Kapura Ka Bara 

0826000803228500 

0.241 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

0.241 

2.00 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.04 

0.03 

0.14 

0.001 

0.54 

0.62 


Kara-Kalan 

0826000803240000 

2.772 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.109 

2.54 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.05 

0.004 

0.25 

0.21 


Kargeta 

0826000803233800 

0.891 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

0.891 

1.72 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.05 

0.003 

0.56 

0.62 


Kaya-Ka-Gurha 

0826000803240300 

3.835 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

3.835 

2.29 

0.018 

0.01 

0.00 

0.00 

0.00 

0.01 

0.16 

0.19 

0.03 

0.015 

0.63 

0.53 


Kerpura 

0826000803229600 

1.673 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.673 

4.23 

0.015 

0.02 

0.00 

0.00 

0.00 

0.03 

0.10 

0.09 

0.08 

0.006 

0.60 

0.65 


Khajoori 

0826000803230200 

2.620 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.316 

3.47 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.08 

0.07 


Kherad 

0826000803228300 

7.239 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.232 

1.38 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.001 

0.02 

0.02 







Non-command 

Gneisses(B.G.C) 

0.517 

1.38 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.002 

0.04 

0.05 


Kherwa 

0826000903261800 

2.956 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

0.322 

2.49 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.06 

0.05 


Khira-Wara 

0826000803238700 

4.243 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

4.216 

3.13 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.26 

0.30 

0.12 

0.016 

0.60 

0.52 


Kholri 

0826000803235700 

5.553 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.061 

2.41 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Jaisamand 

Command 

Phyllite & Schist 

2.726 

2.41 

0.018 

0.05 

0.01 

0.00 

0.00 

0.00 

0.16 

0.17 

0.18 

0.011 

0.30 

0.28 







Command 

Gneisses(B.G.C) 

0.208 

2.41 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.02 


Khorao 

0826000803234900 

4.141 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

4.112 

1.82 

0.018 

0.03 

0.01 

0.00 

0.00 

0.00 

0.15 

0.14 

0.10 

0.016 

0.54 

0.58 


Kuber-Pura 

0826000803240600 

1.227 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

1.227 

2.71 

0.018 

0.02 

0.01 

0.00 

0.00 

0.00 

0.07 

0.08 

0.09 

0.005 

0.64 

0.53 


Kunda 

0826000803230100 

1.578 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.125 

3.99 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.05 

0.05 


Lakapa 

0826000803228700 

2.427 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.038 

1.96 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Jaisamand 

Command 

Phyllite & Schist 

2.389 

1.96 

0.018 

0.03 

0.01 

0.00 

0.00 

0.00 

0.10 

0.09 

0.12 

0.009 

0.55 

0.62 


Lauwa 

0826000803240200 

2.142 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.096 

2.25 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.03 

0.02 






Jaisamand 

Command 

Phyllite & Schist 

2.046 

2.25 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.12 

0.06 

0.008 

0.60 

0.50 


Majawato-Ka-Gurha 

0826000803239000 

1.963 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

1.931 

2.30 

0.018 

0.02 

0.01 

0.00 

0.00 

0.00 

0.09 

0.10 

0.09 

0.007 

0.61 

0.52 


Mallara 

0826000903258300 

5.761 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

0.334 

1.71 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.03 

0.03 


Malpur 

0826000803232500 

24.676 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

12.613 

2.94 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.58 

0.61 

0.03 

0.049 

0.33 

0.31 


Manpura 

0826000803233100 

0.893 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.211 

2.49 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.14 

0.14 







Non-command 

Gneisses(B.G.C) 

0.191 

2.49 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.13 

0.13 


Morila 

0826000803232800 

2.831 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.431 

3.53 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.18 

0.18 

0.22 

0.009 

0.52 

0.52 


Nanga 

0826000803232900 

2.635 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.526 

4.12 

0.015 

0.02 

0.00 

0.00 

0.00 

0.02 

0.16 

0.15 

0.08 

0.010 

0.58 

0.61 


Naya Gaon 

0826000803233200 

0.278 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.062 

2.46 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.13 

0.13 







Non-command 

Gneisses(B.G.C) 

0.104 

2.46 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.22 

0.22 



0826000803239500 

1.158 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

1.139 

2.26 

0.018 

0.03 

0.01 

0.00 

0.00 

0.00 

0.06 

0.07 

0.10 

0.004 

0.61 

0.51 


Neri Bhatwara 

0826000803235600 

1.383 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.024 

1.78 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

1.318 

1.78 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.02 

0.005 

0.58 

0.55 


Nokli 

0826000803238900 

1.372 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

1.372 

2.23 

0.018 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.11 

0.19 

0.005 

0.63 

0.53 


Noli 

0826000803237700 

11.642 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

11.622 

2.97 

0.018 

0.10 

0.01 

0.00 

0.00 

0.00 

0.69 

0.75 

0.35 

0.045 

0.56 

0.52 


Pan-Gaonra 

0826000803241000 

8.224 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.025 

2.80 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Jaisamand 

Command 

Phyllite & Schist 

2.899 

2.80 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.19 

0.05 

0.011 

0.22 

0.19 







Command 

Gneisses(B.G.C) 

0.045 

2.80 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 


(27) 

( 28 ) 

(29; 

(30; 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Dudar 

0826000803233600 

0.05 

0.01 

260.39 

0.01 

- 

0.01 

0.02 

0.26 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.022 

0.001 

0.021 

0.041 

197.90 

Over Exploited 



0.05 

0.02 

140.60 

0.02 

- 

0.02 

0.03 

0.36 

- 

0.0100 

0.0102 

0.0123 

- 

0.032 

0.032 

0.055 

0.003 

0.052 

0.052 

99.57 

Critical 

Gamri 

0826000803239600 

0.05 

0.03 

196.18 

0.03 

- 

0.03 

0.03 

0.40 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.042 

0.002 

0.040 

0.048 

120.44 

Over Exploited 



0.05 

0.01 

418.14 

0.01 

- 

0.01 

0.02 

0.25 

- 

0.0100 

0.0081 

0.0098 

- 

0.028 

0.028 

0.040 

0.002 

0.038 

0.032 

84.01 

Semi Critical 

Gaonra-Pal 

0826000803226200 

0.05 

0.01 

564.74 

0.02 

- 

0.02 

0.02 

0.29 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.027 

0.001 

0.026 

0.130 

506.32 

Over Exploited 

Garda 

0826000803240500 

0.05 

0.00 

1,160.40 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.011 

650.21 

Over Exploited 



0.05 

0.00 

742.86 

0.00 

- 

0.00 

0.01 

0.14 

- 

- 

0.0189 

0.0228 

- 

0.042 

0.042 

0.046 

0.002 

0.043 

0.016 

36.43 

Safe 



0.05 

0.03 

234.17 

0.03 

- 

0.03 

0.03 

0.41 

- 

0.0100 

0.0135 

0.0163 

- 

0.040 

0.040 

0.074 

0.004 

0.070 

0.048 

68.87 

Safe 

Ghaghri 

0826000803231700 

0.05 

0.05 

105.10 

0.07 

- 

0.07 

0.04 

0.63 

- 

- 

- 

- 

- 

- 

- 

0.065 

0.003 

0.062 

0.019 

30.20 

Safe 

Gur 

0826000803235000 

0.05 

0.11 

16.41 

0.12 

0.01 

0.14 

0.05 

0.62 

- 

0.0400 

0.0339 

0.0408 

0.007 

0.122 

0.122 

0.261 

0.013 

0.248 

0.229 

92.53 

Critical 

Heekawara 

0826000803237100 

0.05 

0.11 

34.28 

0.14 

0.02 

0.15 

0.05 

0.65 

- 

0.0200 

0.0341 

0.0410 

0.012 

0.107 

0.107 

0.262 

0.013 

0.249 

0.128 

51.64 

Safe 

Intali 

0826000903264500 

0.04 

0.00 

6,201.68 

0.00 

- 

0.00 

0.00 

0.04 

- 

0.0100 

0.0030 

0.0028 

- 

0.016 

0.016 

0.016 

0.001 

0.016 

0.049 

315.80 

Over Exploited 

Isarwas (Rawan) 

0826000803229000 

0.05 

0.00 

887.65 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.014 

3,876.23 

Over Exploited 



0.05 

0.01 

188.23 

0.02 

0.01 

0.03 

0.04 

0.50 

- 

0.0200 

0.0051 

0.0062 

- 

0.031 

0.031 

0.057 

0.003 

0.054 

0.108 

198.79 

Over Exploited 

Isarwas Digiyan 

0826000803229200 

0.05 

0.00 

42,854.91 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.09 

123.50 

0.11 

- 

0.11 

0.04 

0.55 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.115 

0.006 

0.110 

0.054 

49.57 

Safe 



0.05 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Itali-Khera 

0826000803238100 

0.05 

0.00 

7,474.30 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0031 

0.0030 

- 

0.006 

0.006 

0.007 

0.000 

0.006 

0.020 

323.39 

Over Exploited 

Jailawata Phala 

0826000803227400 

0.05 

0.02 

211.89 

0.03 

- 

0.03 

0.05 

0.58 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.036 

0.002 

0.034 

0.099 

292.40 

Over Exploited 

Jaimal-Pura 

0826000803237800 

0.05 

0.01 

503.05 

0.02 

- 

0.02 

0.02 

0.21 

- 

- 

0.0113 

0.0109 

- 

0.022 

0.022 

0.039 

0.002 

0.037 

0.019 

51.79 

Safe 

Jetana 

0826000803240900 

0.05 

0.00 

7,689.77 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.015 

6,748.82 

Over Exploited 



0.05 

0.01 

1,394.65 

0.01 

0.01 

0.02 

0.01 

0.11 

- 

0.0200 

0.0608 

0.0732 

- 

0.154 

0.154 

0.174 

0.009 

0.165 

0.112 

67.79 

Safe 



0.05 

0.00 

18,149.77 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0010 

0.0012 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.005 

252.92 

Over Exploited 

Jhalara 

0826000803240400 

0.05 

0.16 

174.36 

0.19 

0.02 

0.21 

0.03 

0.42 

- 

0.0500 

0.0723 

0.0870 

- 

0.209 

0.209 

0.417 

0.021 

0.396 

0.276 

69.52 

Safe 

Jharmal 

0826000803236000 

0.05 

0.00 

5,428.30 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jodhsagar Ki Bhagal 

0826000803233300 

0.05 

0.04 

70.23 

0.05 

- 

0.05 

0.05 

0.64 

- 

- 

- 

- 

- 

- 

- 

0.053 

0.003 

0.050 

0.029 

58.68 

Safe 

Joshi-Wara 

0826000803237500 

0.05 

0.04 

149.18 

0.05 

0.01 

0.06 

0.05 

0.63 

- 

0.0200 

0.0122 

0.0147 

0.002 

0.049 

0.049 

0.108 

0.005 

0.102 

0.125 

122.21 

Over Exploited 

Kadma 

0826000803229800 

0.05 

0.03 

92.81 

0.04 

0.00 

0.04 

0.05 

0.65 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.039 

0.002 

0.037 

0.019 

50.28 

Safe 

Kagra 

0826000803231900 

0.05 

0.03 

76.58 

0.03 

- 

0.03 

0.05 

0.67 

- 

- 

- 

- 

- 

- 

- 

0.032 

0.002 

0.031 

0.018 

59.27 

Safe 

Kaluthara 

0826000803233500 

0.05 

0.02 

293.99 

0.02 

- 

0.02 

0.02 

0.20 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.029 

0.001 

0.027 

0.059 

215.24 

Over Exploited 



0.05 

0.07 

57.22 

0.08 

0.01 

0.09 

0.03 

0.43 

- 

0.0200 

0.0314 

0.0378 

- 

0.089 

0.089 

0.182 

0.009 

0.173 

0.122 

70.96 

Semi Critical 

Kapura Ka Bara 

0826000803228500 

0.05 

0.01 

373.16 

0.01 

0.01 

0.02 

0.05 

0.59 

- 

0.0300 

0.0024 

0.0028 

- 

0.035 

0.035 

0.054 

0.003 

0.051 

0.140 

274.18 

Over Exploited 

Kara-Kalan 

0826000803240000 

0.05 

0.02 

370.34 

0.02 

- 

0.02 

0.02 

0.27 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.028 

0.001 

0.027 

0.057 

212.36 

Over Exploited 

Kargeta 

0826000803233800 

0.05 

0.03 

23.05 

0.03 

- 

0.03 

0.05 

0.61 

- 

0.0100 

0.0087 

0.0105 

- 

0.029 

0.029 

0.062 

0.003 

0.059 

0.051 

87.52 

Semi Critical 

Kaya-Ka-Gurha 

0826000803240300 

0.05 

0.13 

40.74 

0.16 

0.01 

0.17 

0.05 

0.68 

- 

0.0100 

0.0375 

0.0452 

0.012 

0.105 

0.105 

0.270 

0.014 

0.257 

0.049 

19.00 

Safe 

Kerpura 

0826000803229600 

0.05 

0.05 

64.31 

0.07 

0.03 

0.09 

0.05 

0.65 

- 

0.0100 

- 

- 

0.044 

0.054 

0.054 

0.149 

0.007 

0.141 

0.084 

59.85 

Safe 

Khajoori 

0826000803230200 

0.05 

0.00 

1,232.49 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.010 

675.01 

Over Exploited 

Kherad 

0826000803228300 

0.05 

0.00 

5,400.15 

0.00 

- 

0.00 

0.00 

0.02 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.010 

0.001 

0.010 

0.035 

357.20 

Over Exploited 



0.05 

0.00 

1,387.08 

0.00 

- 

0.00 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.011 

0.047 

434.10 

Over Exploited 

Kherwa 

0826000903261800 

0.04 

0.00 

2,306.60 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

0.0026 

0.0025 

- 

0.005 

0.005 

0.006 

0.000 

0.006 

0.007 

123.23 

Over Exploited 

Khira-Wara 

0826000803238700 

0.05 

0.14 

114.89 

0.17 

0.00 

0.17 

0.05 

0.65 

- 

0.0200 

0.0344 

0.0331 

0.003 

0.091 

0.091 

0.259 

0.013 

0.246 

0.133 

54.21 

Safe 

Kholri 

0826000803235700 

0.05 

0.00 

10,514.08 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

12,556.90 

Over Exploited 



0.05 

0.05 

279.16 

0.05 

0.01 

0.06 

0.02 

0.33 

- 

0.0300 

0.0222 

0.0214 

- 

0.074 

0.074 

0.138 

0.007 

0.131 

0.193 

147.19 

Over Exploited 



0.05 

0.00 

3,086.49 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0017 

0.0016 

- 

0.003 

0.003 

0.004 

0.000 

0.003 

0.010 

285.66 

Over Exploited 

Khorao 

0826000803234900 

0.05 

0.12 

17.06 

0.14 

0.01 

0.15 

0.05 

0.59 

- 

0.0200 

0.0402 

0.0484 

- 

0.109 

0.109 

0.261 

0.013 

0.248 

0.117 

47.18 

Safe 

Kuber-Pura 

0826000803240600 

0.05 

0.04 

93.25 

0.05 

0.01 

0.06 

0.05 

0.69 

- 

0.0200 

0.0120 

0.0145 

- 

0.047 

0.047 

0.107 

0.005 

0.102 

0.091 

88.92 

Semi Critical 

Kunda 

0826000803230100 

0.05 

0.00 

2,198.11 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Lakapa 

0826000803228700 

0.05 

0.00 

6,050.95 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.07 

26.29 

0.09 

0.01 

0.10 

0.05 

0.60 

- 

0.0200 

0.0234 

0.0281 

- 

0.072 

0.072 

0.167 

0.008 

0.158 

0.129 

81.54 

Semi Critical 

Lauwa 

0826000803240200 

0.05 

0.00 

3,049.62 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

3,224.72 

Over Exploited 



0.05 

0.07 

80.13 

0.08 

- 

0.08 

0.05 

0.65 

- 

0.0100 

0.0200 

0.0241 

- 

0.054 

0.054 

0.135 

0.007 

0.128 

0.066 

51.55 

Safe 

Majawato-Ka-Gurha 

0826000803239000 

0.05 

0.06 

60.02 

0.08 

0.01 

0.09 

0.05 

0.66 

- 

0.0200 

0.0189 

0.0228 

- 

0.062 

0.062 

0.148 

0.007 

0.141 

0.093 

66.26 

Safe 

Mallara 

0826000903258300 

0.04 

0.00 

2,570.15 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0033 

0.0039 

- 

0.007 

0.007 

0.008 

0.000 

0.007 

0.007 

98.64 

Critical 

Malpur 

0826000803232500 

0.05 

0.22 

########## 

0.26 

- 

0.26 

0.02 

0.35 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.274 

0.014 

0.260 

0.076 

29.08 

Safe 

Manpura 

0826000803233100 

0.05 

0.00 

1,089.66 

0.00 

- 

0.00 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.025 

1,321.20 

Over Exploited 



0.05 

0.00 

441.98 

0.00 

- 

0.00 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.016 

1,025.01 

Over Exploited 

Morila 

0826000803232800 

0.05 

0.07 

70,760.87 

0.08 

0.01 

0.09 

0.04 

0.57 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.132 

0.007 

0.126 

0.225 

179.31 

Over Exploited 

Nanga 

0826000803232900 

0.05 

0.08 

186,434.75 

0.09 

0.02 

0.11 

0.05 

0.63 

- 

0.0200 

- 

- 

0.025 

0.046 

0.046 

0.157 

0.008 

0.149 

0.091 

60.92 

Safe 

Naya Gaon 

0826000803233200 

0.05 

0.00 

504.80 

0.00 

- 

0.00 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.014 

2,797.67 

Over Exploited 



0.05 

0.00 

202.32 

0.00 

- 

0.00 

0.02 

0.24 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

0.012 

865.44 

Over Exploited 


0826000803239500 

0.05 

0.04 

93.86 

0.05 

0.01 

0.06 

0.05 

0.66 

- 

0.0200 

0.0111 

0.0134 

0.005 

0.050 

0.050 

0.109 

0.005 

0.103 

0.100 

97.15 

Critical 

Neri Bhatwara 

0826000803235600 

0.05 

0.00 

5,060.92 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.04 

15.04 

0.05 

- 

0.05 

0.05 

0.63 

- 

- 

- 

- 

- 

- 

- 

0.048 

0.002 

0.045 

0.029 

64.20 

Safe 

Nokli 

0826000803238900 

0.05 

0.05 

132.92 

0.06 

0.01 

0.07 

0.05 

0.68 

- 

0.0400 

0.0134 

0.0162 

0.002 

0.072 

0.072 

0.139 

0.007 

0.132 

0.192 

145.74 

Over Exploited 

Noli 

0826000803237700 

0.05 

0.36 

109.82 

0.43 

0.01 

0.44 

0.05 

0.61 

- 

0.0700 

0.0948 

0.0913 

- 

0.256 

0.256 

0.693 

0.035 

0.658 

0.395 

59.97 

Safe 

Pan-Gaonra 

0826000803241000 

0.05 

0.00 

52,684.64 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.04 

446.85 

0.04 

- 

0.04 

0.02 

0.24 

- 

0.0100 

0.0284 

0.0342 

- 

0.073 

0.073 

0.115 

0.006 

0.109 

0.064 

58.76 

Safe 



0.05 

0.00 

27,075.36 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0004 

0.0005 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Paoti 

082600080323160C 

1.857 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.857 

3.30 

0.015 

0.01 

0.00 

0.00 

0.00 

0.02 

0.08 

0.09 

0.02 

0.007 

0.64 

0.60 


Paya-Talab 

0826000803229500 

0.304 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.304 

4.87 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.06 

0.001 

0.60 

0.67 


Rajpura 

0826000803233000 

1.308 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.220 

3.46 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.04 

0.005 

0.56 

0.57 


Ramina 

0826000803229900 

2.834 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.038 

4.87 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Ranawato-Ka-Bara 

0826000803237300 

1.651 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

1.651 

2.57 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.10 

0.14 

0.006 

0.57 

0.57 


Randela 

0826000803238500 

6.046 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

6.046 

3.41 

0.018 

0.05 

0.01 

0.00 

0.00 

0.02 

0.38 

0.42 

0.19 

0.023 

0.58 

0.53 


Ratakhet 

0826000903261600 

4.057 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

2.071 

2.52 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.11 

0.01 

0.007 

0.27 

0.29 


Rathoron Ka Gurha 

0826000803227600 

2.408 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.097 

2.62 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 


Ruao 

0826000803237600 

5.497 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

5.481 

3.32 

0.018 

0.07 

0.02 

0.00 

0.00 

0.02 

0.34 

0.35 

0.26 

0.021 

0.56 

0.55 


Salaiya 

0826000803234800 

6.336 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

6.260 

2.59 

0.018 

0.03 

0.00 

0.00 

0.00 

0.05 

0.27 

0.25 

0.08 

0.024 

0.53 

0.57 


Salawata 

0826000803239900 

3.139 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.079 

2.50 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.01 


Salumbar (M) 

0826000842606000 

7.741 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.454 

2.17 

0.018 

0.02 

0.01 

0.00 

0.00 

0.00 

0.07 

0.06 

0.10 

0.000 

0.11 

0.12 







Non-command 

Gneisses(B.G.C) 

1.637 

2.17 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.07 

0.000 

0.12 

0.13 






Jaisamand 

Command 

Phyllite & Schist 

4.112 

2.17 

0.018 

0.07 

0.02 

0.00 

0.00 

0.00 

0.21 

0.19 

0.27 

0.000 

0.31 

0.33 







Command 

Gneisses(B.G.C) 

0.056 

2.17 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Samarjap 

0826000803232400 

0.657 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.535 

3.27 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.02 

0.002 

0.51 

0.49 


Samora 

0826000803239100 

2.372 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

2.307 

2.26 

0.018 

0.05 

0.01 

0.00 

0.00 

0.00 

0.13 

0.16 

0.20 

0.009 

0.61 

0.51 


Sarwani 

0826000803232600 

0.772 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.764 

2.83 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.003 

0.63 

0.59 


Sedri 

0826000803229300 

2.146 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.146 

4.97 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.21 

0.18 

0.22 

0.008 

0.59 

0.67 


Selpur 

0826000803231200 

2.100 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.976 

2.77 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.02 

0.008 

0.61 

0.56 


Seriya 

0826000803234500 

2.138 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

2.138 

1.82 

0.018 

0.19 

0.05 

0.00 

0.00 

0.00 

0.21 

0.19 

0.73 

0.008 

0.52 

0.58 


Shesh-Pur 

0826000803236600 

5.123 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

0.265 

1.92 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.03 

0.03 


Shyam Pura 

0826000803235400 

1.143 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.340 

1.57 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.18 

0.17 






Jaisamand 

Command 

Phyllite & Schist 

0.803 

1.57 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.003 

0.42 

0.41 


Sooron Ka Kura 

0826000803228800 

1.628 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.638 

2.00 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.002 

0.22 

0.25 






Jaisamand 

Command 

Phyllite & Schist 

0.990 

2.00 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.004 

0.34 

0.39 


Sundiya Bara 

0826000803235200 

3.828 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

3.828 

1.23 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.06 

0.015 

0.59 

0.57 


Suwawato-Ka-Gurha 

0826000803239700 

4.265 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.133 

2.98 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.02 


Tanda 

0826000903261700 

2.922 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

0.626 

2.58 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.002 

0.12 

0.12 


Tejpura 

0826000803233400 

0.800 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.724 

2.28 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.003 

0.54 

0.54 







Non-command 

Gneisses(B.G.C) 

0.047 

2.28 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.03 


Toda 

0826000803234700 

5.882 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

5.857 

1.88 

0.018 

0.08 

0.02 

0.00 

0.00 

0.00 

0.25 

0.23 

0.30 

0.023 

0.52 

0.58 


Uila 

0826000803228900 

0.857 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.474 

2.38 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.002 

0.31 

0.36 






Jaisamand 

Command 

Phyllite & Schist 

0.383 

2.38 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.25 

0.29 


Ven 

0826000803232700 

1.114 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.006 

2.66 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.01 

0.004 

0.58 

0.54 


Virwa-Kalan 

0826000803240800 

3.947 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.329 

2.71 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.14 

0.17 

0.16 

0.009 

0.37 

0.31 






Som Kamla Amba 

Command 

Phyllite & Schist 

0.527 

2.71 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.04 

0.002 

0.08 

0.07 






Jaisamand 

Command 

Phyllite & Schist 

0.366 

2.71 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.001 

0.06 

0.05 


Virwa-Khurd 

0826000803240700 

2.281 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.399 

2.70 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.002 

0.11 

0.09 






Som Kamla Amba 

Command 

Phyllite & Schist 

0.310 

2.70 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.03 

0.001 

0.09 

0.07 






Jaisamand 

Command 

Phyllite & Schist 

1.569 

2.70 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.13 

0.16 

0.006 

0.44 

0.36 


Waliya-Khera 

0826000803230000 

2.737 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.781 

4.21 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.02 

0.003 

0.18 

0.18 

09006051 

Akot 

0826001003267000 

3.401 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.920 

2.69 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.21 

0.03 

0.016 

0.53 

0.51 


Asariwara 

0826001003282900 

3.305 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.010 

3.41 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.07 

0.005 

0.18 

0.19 


Bagpura 

0826000403129600 

6.555 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.069 

2.76 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.08 

0.003 

0.10 

0.17 


Balvi Baroliya 

0826000403135500 

11.106 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.594 

3.01 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.84 

0.75 

0.14 

0.032 

0.58 

0.65 


Barlipara 

0826000403134600 

3.062 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.062 

3.02 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.16 

0.04 

0.009 

0.61 

0.92 


Baroti Bheelan 

0826001003268400 

1.709 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.709 

2.35 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.13 

0.07 

0.009 

0.62 

0.59 


Baroti Brahamanan 

0826001003268600 

6.034 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.934 

3.31 

0.025 

0.06 

0.01 

0.00 

0.00 

0.02 

0.53 

0.55 

0.19 

0.032 

0.61 

0.58 


Bawai 

0826001003264600 

2.124 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.873 

2.62 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.14 

0.04 

0.010 

0.55 

0.53 


Bawal Wara 

0826001003268900 

6.435 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.204 

2.29 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.38 

0.40 

0.08 

0.034 

0.60 

0.57 


Beranpara 

0826000403135300 

7.572 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.813 

2.90 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.51 

0.41 

0.05 

0.021 

0.53 

0.67 


Bhakhra 

0826001003265300 

8.616 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.554 

2.33 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.53 

0.56 

0.06 

0.046 

0.62 

0.59 


Bhalai 

0826001003265200 

6.062 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.946 

2.45 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.38 

0.40 

0.04 

0.032 

0.61 

0.58 


Bhamti 

0826000403139500 

12.518 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.022 

2.60 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.68 

0.69 

0.09 

0.031 

0.50 

0.49 


Bhandara 

0826001003269500 

0.738 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.736 

3.33 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.06 

0.004 

0.61 

0.59 


Bhilwara 

0826001003275800 

1.098 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.098 

3.78 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.11 

0.03 

0.006 

0.59 

0.61 


Bhunwal 

0826001003269400 

1.686 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.038 

3.41 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Bijli 

0826000403140200 

4.377 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.321 

2.87 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.32 

0.31 

0.03 

0.013 

0.60 

0.62 


Chatol 

0826001003276100 

1.872 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.872 

2.77 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.14 

0.04 

0.010 

0.61 

0.60 


Cheekalwas 

0826001003265000 

3.130 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.118 

2.43 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.21 

0.22 

0.06 

0.017 

0.62 

0.59 


Choki 

0826001003267900 

7.810 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.881 

2.14 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.34 

0.35 

0.03 

0.032 

0.47 

0.45 


Daben 

0826001003265800 

1.146 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.133 

2.49 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.02 

0.006 

0.61 

0.59 


Daiyawara 

0826001003268500 

5.623 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.623 

2.58 

0.025 

0.02 

0.00 

0.00 

0.00 

0.05 

0.34 

0.35 

0.04 

0.031 

0.62 

0.59 


Damana 

0826000403140400 

4.320 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.314 

2.68 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.30 

0.30 

0.03 

0.013 

0.61 

0.60 


Damatalab 

0826001003266700 

2.724 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.616 

2.46 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.003 

0.13 

0.14 


Deonal Kalan 

0826001003275600 

1.895 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.895 

3.58 

0.025 

0.02 

0.00 

0.00 

0.00 

0.01 

0.18 

0.18 

0.05 

0.010 

0.60 

0.60 


Deonal Khurd 

0826001003275500 

1.167 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.163 

3.58 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.11 

0.01 

0.006 

0.61 

0.59 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Paoti 

0826000803231600 

0.05 

0.06 

40.09 

0.08 

0.02 

0.10 

0.05 

0.69 

- 

- 

- 

- 

0.027 

0.027 

0.027 

0.123 

0.006 

0.117 

0.022 

19.03 

Safe 

Paya-Talab 

0826000803229500 

0.05 

0.01 

177.36 

0.01 

0.00 

0.01 

0.05 

0.65 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.026 

0.001 

0.024 

0.058 

239.40 

Over Exploited 

Rajpura 

0826000803233000 

0.05 

0.04 

93.63 

0.04 

- 

0.04 

0.05 

0.60 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.054 

0.003 

0.051 

0.044 

85.02 

Semi Critical 

Ramina 

0826000803229900 

0.05 

0.00 

15,097.81 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ranawato-Ka-Bara 

0826000803237300 

0.05 

0.05 

104.84 

0.06 

0.01 

0.07 

0.05 

0.62 

- 

0.0300 

0.0162 

0.0194 

- 

0.066 

0.066 

0.137 

0.007 

0.130 

0.150 

115.64 

Over Exploited 

Randela 

0826000803238500 

0.05 

0.19 

119.02 

0.23 

0.03 

0.26 

0.05 

0.63 

- 

0.0400 

0.0493 

0.0475 

0.032 

0.169 

0.169 

0.431 

0.022 

0.409 

0.210 

51.43 

Safe 

Ratakhet 

0826000903261600 

0.04 

0.02 

398.62 

0.03 

- 

0.03 

0.02 

0.30 

- 

- 

0.0203 

0.0244 

- 

0.045 

0.045 

0.071 

0.004 

0.067 

0.019 

28.73 

Safe 

Rathoron Ka Gurha 

0826000803227600 

0.05 

0.00 

2,316.82 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

2,308.28 

Over Exploited 

Ruao 

0826000803237600 

0.05 

0.17 

110.03 

0.20 

0.04 

0.24 

0.05 

0.61 

- 

0.0500 

0.0536 

0.0646 

0.035 

0.203 

0.203 

0.447 

0.022 

0.425 

0.285 

67.09 

Safe 

Salaiya 

0826000803234800 

0.05 

0.18 

38.80 

0.22 

0.05 

0.26 

0.05 

0.58 

- 

0.0100 

0.0613 

0.0737 

0.069 

0.214 

0.214 

0.479 

0.024 

0.455 

0.101 

22.25 

Safe 

Salawata 

0826000803239900 

0.05 

0.00 

6,184.83 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

6,801.70 

Over Exploited 

Salumbar (M) 

0826000842606000 

0.05 

0.01 

598.17 

0.01 

0.01 

0.02 

0.01 

0.12 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.040 

0.002 

0.038 

0.098 

256.33 

Over Exploited 



0.05 

0.01 

523.83 

0.01 

- 

0.01 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.022 

0.068 

312.73 

Over Exploited 



0.05 

0.07 

176.11 

0.08 

0.02 

0.10 

0.03 

0.33 

- 

0.0500 

0.0402 

0.0484 

- 

0.139 

0.139 

0.241 

0.012 

0.229 

0.268 

117.24 

Over Exploited 



0.05 

0.00 

12,448.80 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0006 

0.0007 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.003 

259.84 

Over Exploited 

Samarjap 

0826000803232400 

0.05 

0.01 

25.94 

0.02 

0.01 

0.03 

0.04 

0.55 

- 

- 

- 

- 

0.013 

0.013 

0.013 

0.039 

0.002 

0.037 

0.017 

46.48 

Safe 

Samora 

0826000803239100 

0.05 

0.08 

104.18 

0.09 

0.01 

0.10 

0.05 

0.65 

- 

0.0400 

0.0226 

0.0272 

0.000 

0.090 

0.090 

0.191 

0.010 

0.181 

0.211 

116.23 

Over Exploited 

Sarwani 

0826000803232600 

0.05 

0.03 

33.17 

0.03 

- 

0.03 

0.05 

0.68 

- 

- 

- 

- 

- 

- 

- 

0.031 

0.002 

0.030 

0.018 

60.27 

Safe 

Sedri 

0826000803229300 

0.05 

0.07 

170.28 

0.08 

0.01 

0.09 

0.05 

0.64 

- 

0.0400 

- 

- 

0.002 

0.042 

0.042 

0.134 

0.007 

0.127 

0.224 

175.99 

Over Exploited 

Selpur 

0826000803231200 

0.05 

0.06 

53.66 

0.08 

- 

0.08 

0.04 

0.65 

- 

- 

- 

- 

- 

- 

- 

0.078 

0.004 

0.074 

0.029 

38.83 

Safe 

Seriya 

0826000803234500 

0.05 

0.06 

206.39 

0.07 

0.05 

0.12 

0.05 

0.57 

- 

0.1400 

0.0209 

0.0252 

0.001 

0.187 

0.187 

0.310 

0.015 

0.294 

0.742 

252.31 

Over Exploited 

Shesh-Pur 

0826000803236600 

0.05 

0.00 

2,014.44 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

0.0026 

0.0031 

- 

0.006 

0.006 

0.006 

0.000 

0.006 

0.015 

252.36 

Over Exploited 

Shyam Pura 

0826000803235400 

0.05 

0.00 

196.58 

0.00 

- 

0.00 

0.01 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.006 

169.32 

Over Exploited 



0.05 

0.02 

24.19 

0.02 

- 

0.02 

0.03 

0.45 

- 

- 

0.0079 

0.0095 

- 

0.017 

0.017 

0.039 

0.002 

0.037 

0.008 

21.74 

Safe 

Sooron Ka Kura 

0826000803228800 

0.05 

0.01 

158.67 

0.01 

- 

0.01 

0.02 

0.24 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.009 

0.012 

145.80 

Over Exploited 



0.05 

0.02 

67.18 

0.02 

- 

0.02 

0.03 

0.37 

- 

- 

0.0097 

0.0117 

- 

0.021 

0.021 

0.043 

0.002 

0.041 

0.018 

43.56 

Safe 

Sundiya Bara 

0826000803235200 

0.05 

0.12 

(14.36) 

0.10 

0.00 

0.11 

0.05 

0.64 

- 

0.0100 

0.0375 

0.0451 

0.001 

0.093 

0.093 

0.199 

0.010 

0.189 

0.073 

38.56 

Safe 

Suwawato-Ka-Gurha 

0826000803239700 

0.05 

0.00 

5,886.25 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

3,446.65 

Over Exploited 

Tanda 

0826000903261700 

0.04 

0.00 

1,410.77 

0.00 

- 

0.00 

0.01 

0.13 

- 

- 

0.0051 

0.0049 

- 

0.010 

0.010 

0.013 

0.001 

0.013 

0.020 

159.17 

Over Exploited 

Tejpura 

0826000803233400 

0.05 

0.02 

84.14 

0.03 

- 

0.03 

0.04 

0.59 

- 

- 

- 

- 

- 

- 

- 

0.026 

0.001 

0.024 

0.022 

89.82 

Semi Critical 



0.05 

0.00 

1,707.59 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Toda 

0826000803234700 

0.05 

0.17 

36.40 

0.20 

0.02 

0.22 

0.05 

0.57 

- 

0.0600 

0.0573 

0.0690 

- 

0.186 

0.186 

0.407 

0.020 

0.387 

0.321 

82.95 

Semi Critical 

Uila 

0826000803228900 

0.05 

0.01 

222.17 

0.01 

- 

0.01 

0.03 

0.34 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.000 

0.009 

0.021 

228.17 

Over Exploited 



0.05 

0.01 

165.58 

0.01 

- 

0.01 

0.02 

0.27 

- 

- 

0.0037 

0.0045 

- 

0.008 

0.008 

0.015 

0.001 

0.014 

0.015 

111.76 

Over Exploited 

Ven 

0826000803232700 

0.05 

0.03 

37.32 

0.04 

- 

0.04 

0.04 

0.62 

- 

- 

- 

- 

- 

- 

- 

0.038 

0.002 

0.036 

0.013 

36.02 

Safe 

Virwa-Kalan 

0826000803240800 

0.05 

0.05 

258.82 

0.06 

0.01 

0.07 

0.03 

0.41 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.097 

0.005 

0.092 

0.172 

186.68 

Over Exploited 



0.05 

0.00 

1,650.83 

0.00 

- 

0.00 

0.01 

0.09 

- 

0.0100 

0.0208 

0.0251 

- 

0.056 

0.056 

0.059 

0.003 

0.056 

0.040 

71.65 

Semi Critical 



0.05 

0.00 

2,726.36 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

0.0036 

0.0043 

- 

0.008 

0.008 

0.009 

0.000 

0.009 

0.025 

287.48 

Over Exploited 

Virwa-Khurd 

0826000803240700 

0.05 

0.00 

1,344.05 

0.00 

- 

0.00 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.040 

322.67 

Over Exploited 



0.05 

0.00 

1,944.91 

0.00 

- 

0.00 

0.01 

0.09 

- 

0.0100 

0.0123 

0.0148 

- 

0.037 

0.037 

0.039 

0.002 

0.037 

0.035 

95.63 

Critical 



0.05 

0.04 

237.25 

0.04 

0.01 

0.05 

0.04 

0.47 

- 

0.0300 

0.0154 

0.0185 

- 

0.064 

0.064 

0.119 

0.006 

0.113 

0.164 

145.66 

Over Exploited 

Waliya-Khera 

0826000803230000 

0.05 

0.01 

548.51 

0.01 

- 

0.01 

0.01 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.009 

0.018 

210.48 

Over Exploited 

Akot 

0826001003267000 

0.06 

0.10 

123.57 

0.11 

- 

0.11 

0.04 

0.56 

- 

- 

- 

- 

- 

- 

- 

0.115 

0.006 

0.109 

0.041 

37.51 

Safe 

Asariwara 

0826001003282900 

0.06 

0.01 

790.46 

0.01 

- 

0.01 

0.01 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.022 

0.072 

326.89 

Over Exploited 

Bagpura 

0826000403129600 

0.06 

0.01 

825.21 

0.01 

- 

0.01 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.080 

487.59 

Over Exploited 

Balvi Baroliya 

0826000403135500 

0.06 

0.35 

########## 

0.42 

0.01 

0.43 

0.04 

0.62 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.458 

0.023 

0.435 

0.175 

40.29 

Safe 

Barlipara 

0826000403134600 

0.06 

0.11 

48.71 

0.13 

0.00 

0.13 

0.04 

0.65 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.142 

0.007 

0.134 

0.045 

33.73 

Safe 

Baroti Bheelan 

0826001003268400 

0.06 

0.07 

92.21 

0.08 

- 

0.08 

0.04 

0.66 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.089 

0.004 

0.085 

0.076 

89.81 

Semi Critical 

Baroti Brahamanan 

0826001003268600 

0.06 

0.22 

144.26 

0.27 

0.03 

0.29 

0.04 

0.65 

- 

0.0300 

- 

- 

0.024 

0.054 

0.054 

0.348 

0.017 

0.331 

0.218 

65.99 

Safe 

Bawai 

0826001003264600 

0.06 

0.06 

115.73 

0.08 

- 

0.08 

0.04 

0.58 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.086 

0.004 

0.082 

0.046 

56.27 

Safe 

Bawal Wara 

0826001003268900 

0.06 

0.23 

74.67 

0.28 

0.00 

0.28 

0.04 

0.64 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.293 

0.015 

0.279 

0.110 

39.36 

Safe 

Beranpara 

0826000403135300 

0.06 

0.21 

212,122.17 

0.25 

0.00 

0.25 

0.04 

0.57 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.258 

0.013 

0.246 

0.069 

28.02 

Safe 

Bhakhra 

0826001003265300 

0.06 

0.33 

69.57 

0.39 

0.00 

0.40 

0.04 

0.66 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.406 

0.020 

0.386 

0.107 

27.83 

Safe 

Bhalai 

0826001003265200 

0.06 

0.23 

79.34 

0.27 

- 

0.27 

0.04 

0.65 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.281 

0.014 

0.267 

0.074 

27.86 

Safe 

Bhamti 

0826000403139500 

0.06 

0.28 

525,018.91 

0.34 

- 

0.34 

0.03 

0.53 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.361 

0.018 

0.343 

0.121 

35.14 

Safe 

Bhandara 

0826001003269500 

0.06 

0.03 

200.81 

0.03 

- 

0.03 

0.04 

0.66 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.044 

0.002 

0.041 

0.063 

151.85 

Over Exploited 

Bhilwara 

0826001003275800 

0.06 

0.04 

167.20 

0.05 

0.00 

0.05 

0.04 

0.63 

- 

- 

- 

- 

0.003 

0.004 

0.004 

0.054 

0.003 

0.051 

0.031 

60.28 

Safe 

Bhunwal 

0826001003269400 

0.06 

0.00 

9,938.88 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bijli 

0826000403140200 

0.06 

0.15 

110.18 

0.18 

- 

0.18 

0.04 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.189 

0.009 

0.179 

0.043 

24.11 

Safe 

Chatol 

0826001003276100 

0.06 

0.07 

101.43 

0.09 

- 

0.09 

0.04 

0.65 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.095 

0.005 

0.091 

0.052 

57.51 

Safe 

Cheekalwas 

0826001003265000 

0.06 

0.12 

82.89 

0.14 

0.00 

0.15 

0.04 

0.66 

- 

0.0100 

- 

- 

0.001 

0.012 

0.012 

0.157 

0.008 

0.149 

0.078 

52.35 

Safe 

Choki 

0826001003267900 

0.06 

0.17 

106.05 

0.21 

- 

0.21 

0.03 

0.50 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.215 

0.011 

0.204 

0.066 

32.26 

Safe 

Daben 

0826001003265800 

0.02 

0.02 

315.40 

0.02 

0.00 

0.02 

0.04 

0.65 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.021 

0.001 

0.020 

0.025 

128.11 

Over Exploited 

Daiyawara 

0826001003268500 

0.06 

0.22 

62.30 

0.26 

0.05 

0.31 

0.04 

0.66 

- 

0.0100 

- 

- 

0.072 

0.082 

0.082 

0.391 

0.020 

0.371 

0.073 

19.54 

Safe 

Damana 

0826000403140400 

0.06 

0.15 

100.00 

0.18 

0.00 

0.18 

0.04 

0.66 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.196 

0.010 

0.187 

0.043 

23.14 

Safe 

Damatalab 

0826001003266700 

0.02 

0.00 

106,716.63 

0.00 

- 

0.00 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.022 

1,037.61 

Over Exploited 

Deonal Kalan 

0826001003275600 

0.06 

0.07 

159.39 

0.09 

0.01 

0.09 

0.04 

0.65 

- 

0.0100 

- 

- 

0.009 

0.019 

0.019 

0.110 

0.006 

0.105 

0.060 

57.44 

Safe 

Deonal Khurd 

0826001003275500 

0.06 

0.04 

139.82 

0.05 

0.00 

0.05 

0.04 

0.65 

- 

- 

- 

- 

0.001 

0.002 

0.002 

0.055 

0.003 

0.052 

0.014 

27.31 

Safe 
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(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Deri 

082600100327620C 

5.841 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.841 

1.81 

0.025 

0.04 

0.01 

0.00 

0.00 

0.01 

0.29 

0.30 

0.10 

0.032 

0.61 

0.60 


Dewanpara 

0826000403134800 

0.589 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.589 

3.07 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.002 

0.60 

0.84 


Dheekwas 

0826001003265100 

11.767 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

11.633 

2.43 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.74 

0.78 

0.02 

0.063 

0.62 

0.58 


Gadawan Kakan 

0826001003266100 

12.442 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.064 

2.60 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.57 

0.52 

0.16 

0.056 

0.48 

0.52 


Garaja 

0826001003265600 

5.139 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.980 

2.33 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.31 

0.32 

0.06 

0.027 

0.60 

0.57 


Garanwas 

0826000403138800 

16.623 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.470 

2.56 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.37 

0.38 

0.05 

0.017 

0.20 

0.20 


Gatrali 

0826001003268200 

5.999 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.635 

1.68 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.22 

0.23 

0.07 

0.025 

0.48 

0.46 


Ghogharwara 

0826001003284500 

2.195 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.939 

3.92 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.01 

0.005 

0.25 

0.27 


Gohawara 

0826001003268100 

2.764 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.764 

2.35 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.19 

0.04 

0.015 

0.62 

0.59 


Goran 

0826000403134500 

4.770 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.016 

3.07 

0.025 

0.07 

0.01 

0.00 

0.00 

0.00 

0.37 

0.23 

0.25 

0.012 

0.51 

0.82 


Govinddeo 

0826001003282300 

1.105 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.053 

2.22 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.03 


Harsawara 

0826001003276300 

2.179 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.179 

1.64 

0.025 

0.02 

0.01 

0.00 

0.00 

0.00 

0.10 

0.10 

0.08 

0.012 

0.62 

0.59 


Heeka 

0826001003269700 

3.079 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.916 

2.83 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.23 

0.24 

0.07 

0.016 

0.58 

0.56 


Jamun 

0826000403139800 

7.356 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.787 

3.07 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.53 

0.50 

0.02 

0.021 

0.57 

0.60 


Jekra 

0826000403129100 

7.048 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.027 

2.42 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jhadol 

0826001003269600 

0.855 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.835 

3.36 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.06 

0.005 

0.60 

0.58 


Kakardara 

0826001003268800 

1.257 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.257 

2.33 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.07 

0.007 

0.62 

0.59 


Kanpur 

0826001003267600 

1.191 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.191 

2.37 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.05 

0.006 

0.62 

0.59 


Kanthariya 

0826000403129900 

9.067 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.156 

3.65 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.02 


Karel 

0826000403139300 

12.378 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.292 

3.52 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.39 

0.36 

0.04 

0.013 

0.22 

0.23 







Non-command 

Quartzite 

0.795 

3.52 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.002 

0.04 

0.04 


Karmala 

0826001003276000 

1.163 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.159 

3.31 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.11 

0.03 

0.006 

0.61 

0.60 


Katar 

0826001003265500 

4.728 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.601 

2.21 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.28 

0.03 

0.025 

0.61 

0.57 



0826001003282700 

1.035 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.035 

3.40 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.07 

0.006 

0.59 

0.61 


Katarwas Kalan 

0826001003268000 

1.661 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.661 

2.21 

0.025 

0.03 

0.01 

0.00 

0.00 

0.00 

0.11 

0.12 

0.10 

0.009 

0.62 

0.59 


Katarwas Khurd 

0826001003267700 

0.982 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.982 

2.40 

0.025 

0.03 

0.01 

0.00 

0.00 

0.00 

0.08 

0.08 

0.10 

0.005 

0.62 

0.59 


Katvi 

0826001003267800 

9.537 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.027 

2.41 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.14 

0.02 

0.011 

0.13 

0.13 


Kelawara (A) 

0826001003269800 

2.740 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.479 

3.10 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.13 

0.03 

0.008 

0.33 

0.32 


Kelawara Jageer 

0826001003269300 

1.652 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.397 

3.53 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.03 

0.002 

0.14 

0.14 


Kharadiwara 

0826001003276700 

2.250 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.003 

1.56 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 



0826001003282600 

0.631 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.631 

2.79 

0.025 

0.06 

0.02 

0.00 

0.00 

0.00 

0.08 

0.08 

0.24 

0.003 

0.59 

0.61 


Khardiya 

0826000403130100 

7.368 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.737 

3.53 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.01 

0.002 

0.06 

0.10 


Khatikamdi 

0826000403135400 

7.003 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.980 

3.03 

0.025 

0.04 

0.00 

0.00 

0.00 

0.00 

0.57 

0.46 

0.12 

0.021 

0.60 

0.74 


Khunadari 

0826001003269100 

2.136 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.088 

3.53 

0.025 

0.02 

0.01 

0.00 

0.00 

0.00 

0.19 

0.20 

0.08 

0.011 

0.60 

0.58 


Khutwara 

0826001003284400 

3.901 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.443 

3.91 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.01 

0.002 

0.07 

0.07 


Kumhar Pada 

0826001003267200 

2.650 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.634 

2.19 

0.025 

0.03 

0.01 

0.00 

0.00 

0.00 

0.16 

0.17 

0.08 

0.014 

0.62 

0.59 


Kwadar 

0826000403139600 

15.427 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

13.449 

2.71 

0.025 

0.02 

0.00 

0.00 

0.00 

0.01 

0.92 

0.96 

0.04 

0.041 

0.54 

0.52 


Leelri 

0826000403135600 

5.695 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.380 

3.07 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.35 

0.30 

0.01 

0.013 

0.47 

0.55 



0826001003268300 

1.378 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.378 

2.14 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.02 

0.007 

0.62 

0.59 


Madia 

0826000403139900 

6.833 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.097 

2.96 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.46 

0.46 

0.03 

0.019 

0.55 

0.55 


Madri 

0826000403134400 

18.232 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

12.880 

3.20 

0.025 

0.11 

0.01 

0.00 

0.00 

0.00 

1.13 

0.82 

0.38 

0.039 

0.43 

0.60 


Magra 

0826001003264800 

4.458 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.003 

2.44 

0.025 

0.03 

0.01 

0.00 

0.00 

0.00 

0.26 

0.28 

0.09 

0.022 

0.56 

0.53 


Mahuriya 

0826001003265700 

4.471 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.324 

2.36 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.28 

0.29 

0.08 

0.023 

0.60 

0.57 


Makri 

0826000403140000 

1.464 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.463 

2.85 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.12 

0.02 

0.004 

0.62 

0.61 


Mai 

0826001003270000 

2.184 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.188 

2.93 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.05 

0.05 


Mokarwara 

0826001003269200 

1.105 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.092 

3.50 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.12 

0.06 

0.006 

0.61 

0.59 


Nagar 

0826001003282400 

3.992 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.606 

1.91 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.19 

0.04 

0.020 

0.54 

0.55 


Nala Bada 

0826000403134300 

11.134 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.430 

3.09 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.02 

0.03 


Nalachhota 

0826000403135700 

2.746 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.112 

2.99 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.03 

0.03 


Nalapeepla 

0826001003266800 

0.897 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.647 

2.64 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.05 

0.004 

0.44 

0.43 


Nawaghara 

0826001003267400 

4.854 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.796 

2.21 

0.025 

0.06 

0.01 

0.00 

0.00 

0.00 

0.31 

0.33 

0.20 

0.026 

0.62 

0.58 


Nayagaon 

0826001003283000 

4.858 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.040 

3.73 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Nenbara 

0826000403135200 

14.710 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.475 

2.70 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.02 

0.03 


Nichala Talab 

0826001003267500 

2.739 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.739 

2.32 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.19 

0.05 

0.015 

0.62 

0.59 


Nichlathooriya 

0826001003275400 

0.904 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.904 

3.59 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.04 

0.005 

0.60 

0.60 


Nichli Sigari 

0826000403139400 

10.136 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.914 

2.98 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.54 

0.53 

0.05 

0.021 

0.42 

0.43 


Pacha Padla 

0826001003266900 

2.350 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.099 

2.60 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.13 

0.07 

0.012 

0.55 

0.53 


Padaliya 

0826001003267100 

2.470 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.174 

2.34 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.14 

0.04 

0.012 

0.55 

0.52 


Parmarwara 

0826001003276600 

2.726 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.653 

1.48 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.01 

0.009 

0.37 

0.37 


Peepalbara 

0826000403140500 

13.070 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

12.692 

2.57 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.84 

0.88 

0.06 

0.039 

0.60 

0.58 


Phalasiya 

0826000403135800 

5.663 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.181 

2.90 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.02 


Phutagarh 

0826000403140300 

1.756 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.756 

2.82 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.13 

0.01 

0.005 

0.62 

0.61 


Phutala 

0826001003284600 

8.406 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.002 

3.78 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Phutala Samreth 

0826001003266000 

8.817 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.284 

2.55 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.44 

0.45 

0.04 

0.046 

0.57 

0.56 


Rachha 

0826001003267300 

1.415 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.346 

2.18 

0.025 

0.03 

0.01 

0.00 

0.00 

0.00 

0.09 

0.10 

0.11 

0.007 

0.59 

0.56 


Ranawara 

0826001003265400 

4.529 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.509 

2.30 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.29 

0.30 

0.08 

0.024 

0.62 

0.59 



0826001003282500 

3.043 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.043 

3.23 

0.025 

0.03 

0.01 

0.00 

0.00 

0.00 

0.26 

0.26 

0.08 

0.017 

0.60 

0.61 


Rani 

0826001003276500 

4.545 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.395 

1.47 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.05 

0.05 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Deri 

0826001003276200 

0.06 

0.22 

33.01 

0.27 

0.02 

0.28 

0.04 

0.66 

- 

0.0200 

- 

- 

0.010 

0.030 

0.030 

0.314 

0.016 

0.298 

0.133 

44.54 

Safe 

Dewanpara 

0826000403134800 

0.06 

0.02 

47.86 

0.02 

0.00 

0.03 

0.04 

0.65 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.033 

0.002 

0.032 

0.008 

24.58 

Safe 

Dheekwas 

0826001003265100 

0.06 

0.45 

74.70 

0.53 

- 

0.53 

0.04 

0.66 

- 

- 

- 

- 

- 

- 

- 

0.534 

0.027 

0.508 

0.085 

16.78 

Safe 

Gadawan Kakan 

0826001003266100 

0.02 

0.11 

233,368.56 

0.14 

0.01 

0.15 

0.04 

0.51 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.177 

0.009 

0.168 

0.219 

130.49 

Over Exploited 

Garaja 

0826001003265600 

0.06 

0.19 

73.60 

0.22 

0.00 

0.23 

0.04 

0.64 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.242 

0.012 

0.229 

0.086 

37.50 

Safe 

Garanwas 

0826000403138800 

0.06 

0.06 

496.11 

0.08 

- 

0.08 

0.01 

0.22 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.087 

0.004 

0.082 

0.071 

85.96 

Semi Critical 

Gatrali 

0826001003268200 

0.06 

0.14 

70.01 

0.17 

- 

0.17 

0.03 

0.51 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.175 

0.009 

0.167 

0.092 

55.34 

Safe 

Ghogharwara 

0826001003284500 

0.06 

0.01 

495.49 

0.02 

- 

0.02 

0.02 

0.27 

- 

- 

- 

- 

- 

- 

- 

0.017 

0.001 

0.016 

0.013 

79.93 

Semi Critical 

Gohawara 

0826001003268100 

0.06 

0.11 

80.03 

0.13 

0.00 

0.13 

0.04 

0.66 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.139 

0.007 

0.132 

0.057 

43.15 

Safe 

Goran 

0826000403134500 

0.06 

0.12 

94.81 

0.14 

0.01 

0.15 

0.04 

0.55 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.202 

0.010 

0.192 

0.259 

135.32 

Over Exploited 

Govinddeo 

0826001003282300 

0.06 

0.00 

2,953.19 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Harsawara 

0826001003276300 

0.06 

0.08 

23.78 

0.10 

0.01 

0.11 

0.04 

0.66 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.130 

0.007 

0.124 

0.096 

77.34 

Semi Critical 

Heeka 

0826001003269700 

0.06 

0.11 

122.27 

0.13 

- 

0.13 

0.04 

0.62 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.137 

0.007 

0.130 

0.083 

63.61 

Safe 

Jamun 

0826000403139800 

0.06 

0.22 

78,588.95 

0.26 

0.00 

0.26 

0.04 

0.61 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.266 

0.013 

0.253 

0.045 

17.68 

Safe 

Jekra 

0826000403129100 

0.06 

0.00 

27,040.07 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jhadol 

0826001003269600 

0.06 

0.03 

198.75 

0.04 

- 

0.04 

0.04 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.047 

0.002 

0.045 

0.064 

141.83 

Over Exploited 

Kakardara 

0826001003268800 

0.06 

0.05 

102.34 

0.06 

- 

0.06 

0.04 

0.66 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.068 

0.003 

0.065 

0.074 

113.59 

Over Exploited 

Kanpur 

0826001003267600 

0.06 

0.05 

84.75 

0.06 

- 

0.06 

0.04 

0.66 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.065 

0.003 

0.062 

0.056 

90.97 

Critical 

Kanthariya 

0826000403129900 

0.06 

0.00 

295,074.63 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Karel 

0826000403139300 

0.06 

0.05 

579.42 

0.06 

- 

0.06 

0.01 

0.23 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.074 

0.004 

0.070 

0.055 

78.40 

Semi Critical 



0.04 

0.00 

1,940.43 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

0.009 

646.49 

Over Exploited 

Karmala 

0826001003276000 

0.06 

0.04 

145.39 

0.05 

0.00 

0.05 

0.04 

0.65 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.053 

0.003 

0.050 

0.031 

62.41 

Safe 

Katar 

0826001003265500 

0.06 

0.17 

60.96 

0.21 

- 

0.21 

0.04 

0.65 

- 

- 

- 

- 

- 

- 

- 

0.208 

0.010 

0.198 

0.050 

25.29 

Safe 


0826001003282700 

0.06 

0.04 

163.29 

0.05 

0.00 

0.05 

0.04 

0.63 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.066 

0.003 

0.063 

0.073 

115.83 

Over Exploited 

Katarwas Kalan 

0826001003268000 

0.06 

0.06 

82.81 

0.08 

0.01 

0.09 

0.04 

0.66 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.108 

0.005 

0.102 

0.104 

101.65 

Over Exploited 

Katarwas Khurd 

0826001003267700 

0.06 

0.04 

113.29 

0.05 

0.01 

0.06 

0.04 

0.66 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.081 

0.004 

0.077 

0.103 

134.58 

Over Exploited 

Katvi 

0826001003267800 

0.06 

0.02 

732.59 

0.02 

- 

0.02 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.020 

0.001 

0.019 

0.028 

147.79 

Over Exploited 

Kelawara (A) 

0826001003269800 

0.06 

0.03 

320.16 

0.04 

- 

0.04 

0.02 

0.35 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.046 

0.002 

0.044 

0.042 

96.10 

Critical 

Kelawara Jageer 

0826001003269300 

0.06 

0.00 

1,161.54 

0.00 

- 

0.00 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.027 

673.74 

Over Exploited 

Kharadiwara 

0826001003276700 

0.06 

0.00 

62,478.24 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 


0826001003282600 

0.06 

0.02 

250.82 

0.03 

0.02 

0.05 

0.04 

0.64 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.098 

0.005 

0.093 

0.247 

266.01 

Over Exploited 

Khardiya 

0826000403130100 

0.06 

0.00 

1,449.16 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.014 

481.70 

Over Exploited 

Khatikamdi 

0826000403135400 

0.06 

0.24 

93.63 

0.29 

0.00 

0.29 

0.04 

0.64 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.308 

0.015 

0.292 

0.140 

48.02 

Safe 

Khunadari 

0826001003269100 

0.06 

0.08 

157.57 

0.09 

0.01 

0.10 

0.04 

0.64 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.125 

0.006 

0.119 

0.095 

80.42 

Semi Critical 

Khutwara 

0826001003284400 

0.06 

0.00 

2,117.97 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.010 

510.06 

Over Exploited 

Kumhar Pada 

0826001003267200 

0.06 

0.10 

71.33 

0.12 

0.01 

0.13 

0.04 

0.66 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.152 

0.008 

0.144 

0.098 

68.23 

Safe 

Kwadar 

0826000403139600 

0.06 

0.42 

129.48 

0.50 

0.01 

0.51 

0.04 

0.58 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.527 

0.026 

0.500 

0.077 

15.40 

Safe 

Leelri 

0826000403135600 

0.06 

0.12 

107,163.96 

0.14 

- 

0.14 

0.03 

0.51 

- 

- 

- 

- 

- 

- 

- 

0.141 

0.007 

0.134 

0.025 

18.90 

Safe 


0826001003268300 

0.06 

0.05 

65.22 

0.06 

0.00 

0.06 

0.04 

0.66 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.065 

0.003 

0.061 

0.024 

39.93 

Safe 

Madia 

0826000403139900 

0.06 

0.19 

141.02 

0.23 

- 

0.23 

0.04 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.241 

0.012 

0.229 

0.049 

21.26 

Safe 

Madri 

0826000403134400 

0.06 

0.28 

########## 

0.34 

0.01 

0.35 

0.03 

0.46 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.421 

0.021 

0.400 

0.418 

104.69 

Over Exploited 

Magra 

0826001003264800 

0.06 

0.14 

99.79 

0.17 

0.01 

0.18 

0.04 

0.60 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.197 

0.010 

0.187 

0.111 

59.25 

Safe 

Mahuriya 

0826001003265700 

0.06 

0.16 

82.39 

0.19 

0.00 

0.20 

0.04 

0.64 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.215 

0.011 

0.205 

0.099 

48.60 

Safe 

Makri 

0826000403140000 

0.06 

0.05 

124.01 

0.06 

- 

0.06 

0.04 

0.66 

- 

- 

- 

- 

- 

- 

- 

0.062 

0.003 

0.059 

0.022 

38.13 

Safe 

Mai 

0826001003270000 

0.02 

0.00 

126,539.93 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

429.38 

Over Exploited 

Mokarwara 

0826001003269200 

0.06 

0.04 

188.18 

0.05 

0.00 

0.05 

0.04 

0.65 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.062 

0.003 

0.058 

0.065 

111.05 

Over Exploited 

Nagar 

0826001003282400 

0.06 

0.12 

57.34 

0.15 

- 

0.15 

0.04 

0.58 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.156 

0.008 

0.149 

0.062 

41.44 

Safe 

Nala Bada 

0826000403134300 

0.06 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

615.00 

Over Exploited 

Nalachhota 

0826000403135700 

0.06 

0.00 

556,397.63 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nalapeepla 

0826001003266800 

0.02 

0.01 

562.32 

0.01 

- 

0.01 

0.03 

0.47 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.055 

317.51 

Over Exploited 

Nawaghara 

0826001003267400 

0.06 

0.18 

80.96 

0.22 

0.01 

0.23 

0.04 

0.66 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.271 

0.014 

0.258 

0.228 

88.43 

Semi Critical 

Nayagaon 

0826001003283000 

0.06 

0.00 

29,471.53 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nenbara 

0826000403135200 

0.06 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

289.81 

Over Exploited 

Nichala Talab 

0826001003267500 

0.06 

0.11 

76.59 

0.13 

0.00 

0.13 

0.04 

0.66 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.141 

0.007 

0.134 

0.065 

48.44 

Safe 

Nichlathooriya 

0826001003275400 

0.06 

0.03 

155.60 

0.04 

0.00 

0.04 

0.04 

0.64 

- 

0.0100 

- 

- 

0.006 

0.017 

0.017 

0.061 

0.003 

0.058 

0.047 

80.88 

Semi Critical 

Nichli Sigari 

0826000403139400 

0.06 

0.17 

216.05 

0.20 

- 

0.20 

0.03 

0.45 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.211 

0.011 

0.200 

0.071 

35.51 

Safe 

Pacha Padla 

0826001003266900 

0.02 

0.03 

384.64 

0.03 

- 

0.03 

0.04 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.043 

0.002 

0.041 

0.082 

200.21 

Over Exploited 

Padaliya 

0826001003267100 

0.06 

0.07 

95.44 

0.09 

- 

0.09 

0.04 

0.58 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.099 

0.005 

0.094 

0.054 

57.37 

Safe 

Parmarwara 

0826001003276600 

0.06 

0.04 

62.88 

0.05 

- 

0.05 

0.03 

0.39 

- 

- 

- 

- 

- 

- 

- 

0.045 

0.002 

0.043 

0.017 

39.44 

Safe 

Peepalbara 

0826000403140500 

0.06 

0.44 

100.73 

0.53 

0.00 

0.53 

0.04 

0.64 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.544 

0.027 

0.516 

0.099 

19.12 

Safe 

Phalasiya 

0826000403135800 

0.06 

0.00 

5,285.68 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

2,789.45 

Over Exploited 

Phutagarh 

0826000403140300 

0.06 

0.06 

102.98 

0.07 

- 

0.07 

0.04 

0.66 

- 

- 

- 

- 

- 

- 

- 

0.074 

0.004 

0.071 

0.017 

24.59 

Safe 

Phutala 

0826001003284600 

0.06 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Phutala Samreth 

0826001003266000 

0.02 

0.11 

294.50 

0.14 

0.00 

0.14 

0.04 

0.61 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.151 

0.008 

0.143 

0.084 

58.61 

Safe 

Rachha 

0826001003267300 

0.06 

0.05 

98.87 

0.06 

0.01 

0.07 

0.04 

0.63 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.090 

0.004 

0.085 

0.116 

136.71 

Over Exploited 

Ranawara 

0826001003265400 

0.06 

0.17 

75.49 

0.21 

0.00 

0.21 

0.04 

0.66 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.219 

0.011 

0.208 

0.100 

48.33 

Safe 


0826001003282500 

0.06 

0.11 

129.38 

0.14 

0.01 

0.15 

0.04 

0.64 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.172 

0.009 

0.163 

0.101 

61.69 

Safe 

Rani 

0826001003276500 

0.06 

0.00 

1,034.36 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

0.010 

686.85 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Ranjeetpura 

082600040313470C 

1.196 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.196 

3.09 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.01 

0.004 

0.61 

0.87 


Reechhawar 

0826000403135100 

7.202 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.857 

2.59 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.35 

0.22 

0.16 

0.015 

0.40 

0.63 


Rehta 

0826001003275900 

1.550 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.550 

3.58 

0.025 

0.02 

0.01 

0.00 

0.00 

0.00 

0.15 

0.15 

0.08 

0.008 

0.60 

0.60 


Rop 

0826000403135000 

2.256 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.721 

2.71 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.01 

0.002 

0.19 

0.27 


Sagwara 

0826001003265900 

4.576 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.193 

2.52 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.22 

0.03 

0.023 

0.56 

0.55 


Samlaipanwa 

0826001003264700 

7.766 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.155 

2.51 

0.025 

0.03 

0.00 

0.00 

0.00 

0.01 

0.47 

0.49 

0.08 

0.039 

0.57 

0.55 


Samroon 

0826001003269000 

1.285 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.138 

3.02 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.11 

0.06 

0.006 

0.55 

0.52 


Saradeet 

0826000403134900 

5.704 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.681 

2.89 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.45 

0.32 

0.18 

0.017 

0.60 

0.85 


Saroli 

0826001003269900 

6.855 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.327 

3.17 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.002 

0.03 

0.03 


Satsagra 

0826001003276400 

3.490 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.774 

1.48 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.02 

0.010 

0.31 

0.30 


Som 

0826000403139200 

18.547 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.495 

2.60 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.56 

0.55 

0.02 

0.026 

0.29 

0.29 







Non-command 

Quartzite 

3.636 

2.60 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.01 

0.011 

0.12 

0.12 


Subedra 

0826001003268700 

2.045 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.927 

3.25 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.19 

0.07 

0.010 

0.59 

0.56 


Sulai 

0826001003275300 

4.769 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.882 

3.58 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.37 

0.37 

0.07 

0.021 

0.49 

0.49 


Thana 

0826001003282800 

2.008 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.413 

2.87 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.03 

0.002 

0.12 

0.13 


Umariya 

0826000403140100 

3.026 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.026 

2.96 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.23 

0.02 

0.009 

0.61 

0.63 


Umra 

0826001003264900 

10.342 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.418 

2.45 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.35 

0.37 

0.05 

0.029 

0.33 

0.31 


Uplathooriya 

0826001003275700 

1.725 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.409 

3.74 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.15 

0.05 

0.008 

0.48 

0.50 


Upli Sigari 

0826000403139700 

8.160 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.706 

3.18 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.22 

0.03 

0.008 

0.20 

0.21 

09006052 

Akot 

0826001003267000 

3.401 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.035 

2.69 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Anela 

0826001003281600 

1.354 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.251 

3.22 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.13 

0.11 

0.16 

0.007 

0.53 

0.60 


Arsorawara 

0826001003283900 

3.194 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.610 

3.77 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.22 

0.02 

0.014 

0.46 

0.52 


Asariwara 

0826001003282900 

3.305 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.295 

3.41 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.23 

0.21 

0.14 

0.012 

0.40 

0.43 



0826001003283200 

1.260 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.260 

3.63 

0.025 

0.03 

0.01 

0.00 

0.00 

0.00 

0.13 

0.12 

0.12 

0.007 

0.56 

0.64 


Badla 

0826001003285300 

3.206 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.833 

3.60 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.29 

0.25 

0.19 

0.015 

0.49 

0.57 


Bagpur 

0826001003274000 

2.564 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.339 

3.56 

0.025 

0.02 

0.00 

0.00 

0.00 

0.03 

0.20 

0.17 

0.06 

0.013 

0.49 

0.57 


Bambala 

0826001003277200 

2.139 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.720 

2.54 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.01 

0.004 

0.20 

0.21 


Banibor 

0826001003270200 

2.239 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.406 

3.05 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.11 

0.10 

0.10 

0.008 

0.36 

0.38 


Banjariya 

0826001003274500 

3.373 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.017 

3.66 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.31 

0.26 

0.11 

0.016 

0.50 

0.58 


Banjarwara 

0826001003276900 

2.891 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.634 

1.58 

0.025 

0.03 

0.01 

0.00 

0.00 

0.00 

0.08 

0.08 

0.12 

0.009 

0.34 

0.35 


Bayri 

0826001003284700 

3.336 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.300 

3.87 

0.025 

0.07 

0.02 

0.00 

0.00 

0.00 

0.27 

0.24 

0.26 

0.012 

0.38 

0.44 


Belwa 

0826001003282200 

1.143 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.143 

2.50 

0.025 

0.01 

0.00 

0.00 

0.00 

0.04 

0.04 

0.04 

0.05 

0.006 

0.58 

0.62 


Bhagorphala 

0826001003281200 

3.183 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.413 

2.93 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.03 

0.008 

0.26 

0.29 


Bhanda 

0826001003284300 

1.919 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.919 

3.95 

0.025 

0.03 

0.01 

0.00 

0.00 

0.03 

0.18 

0.16 

0.12 

0.010 

0.56 

0.63 


Bhatariya 

0826001003281500 

1.716 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.047 

3.12 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Bhunwal 

0826001003269400 

1.686 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.649 

3.41 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.15 

0.04 

0.009 

0.58 

0.59 


Bhuwali 

0827000103289900 

4.310 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.015 

3.53 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bichala Phala 

0826001003281300 

2.544 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.315 

3.22 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.21 

0.18 

0.08 

0.013 

0.52 

0.58 


Chhani 

0826001003283500 

2.350 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.694 

3.54 

0.025 

0.09 

0.02 

0.00 

0.00 

0.00 

0.22 

0.19 

0.35 

0.009 

0.40 

0.46 


Chitaura 

0826001003283300 

4.424 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.099 

3.42 

0.025 

0.06 

0.01 

0.00 

0.00 

0.00 

0.40 

0.35 

0.22 

0.022 

0.52 

0.60 


Damatalab 

0826001003266700 

2.724 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.842 

2.46 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.02 

0.005 

0.18 

0.19 


Dechara 

0826001003277100 

1.376 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.784 

2.00 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.04 

0.004 

0.33 

0.36 


Dhanol 

0826001003283400 

4.497 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.408 

3.33 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.32 

0.28 

0.19 

0.019 

0.42 

0.49 


Dharpur 

0826001003273500 

0.987 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.983 

3.43 

0.025 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.04 

0.00 

0.005 

0.52 

0.61 


Forest 

0827000127900002 

9.123 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.110 

3.06 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.01 

0.01 


Gadawan Kakan 

0826001003266100 

12.442 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.458 

2.60 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.003 

0.02 

0.02 


Ghati 

0826001003282100 

1.755 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.629 

2.60 

0.025 

0.03 

0.01 

0.00 

0.00 

0.00 

0.13 

0.12 

0.12 

0.009 

0.54 

0.58 


Ghogharwara 

0826001003284500 

2.195 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.256 

3.92 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.02 

0.007 

0.33 

0.35 


Govinddeo 

0826001003282300 

1.105 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.052 

2.22 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.03 

0.006 

0.56 

0.58 


Hathiya 

0826001003281900 

1.316 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.316 

3.33 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.07 

0.007 

0.57 

0.63 


Itwa 

0826001003282000 

2.593 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.583 

3.06 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.22 

0.20 

0.06 

0.014 

0.57 

0.63 


Jalpaka 

0826001003266600 

4.034 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.353 

2.47 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.14 

0.13 

0.09 

0.013 

0.33 

0.35 


Jaoli 

0826001003284200 

2.167 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.823 

3.93 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.16 

0.04 

0.010 

0.47 

0.54 


Jawas 

0826001003270300 

2.411 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.659 

3.13 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.13 

0.07 

0.009 

0.38 

0.42 


Jhadol 

0826001003269600 

0.855 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.020 

3.36 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Jhunthri 

0826001003275000 

8.483 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.407 

3.25 

0.025 

0.10 

0.01 

0.00 

0.00 

0.03 

0.58 

0.51 

0.34 

0.035 

0.42 

0.47 


Jhusawara 

0826001003274600 

1.507 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.507 

3.38 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.12 

0.02 

0.008 

0.56 

0.65 


Kanbai 

0826001003280600 

4.576 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.376 

3.13 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.04 

0.002 

0.05 

0.05 


Kanbai Chak No. 1 

0826001003280500 

3.102 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.141 

3.22 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.11 

0.15 

0.006 

0.21 

0.24 


Kandal 

0826001003285400 

3.817 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.148 

3.66 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.10 

0.03 

0.006 

0.17 

0.19 


Kanuwara 

0826001003273100 

11.168 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.029 

2.40 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Karawara 

0826001003277000 

6.104 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.392 

1.75 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.01 

0.008 

0.13 

0.14 


Karchha Kalan 

0826001003274900 

1.452 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.386 

3.41 

0.025 

0.11 

0.02 

0.00 

0.00 

0.00 

0.21 

0.18 

0.44 

0.008 

0.51 

0.59 


Karchha Khurd 

0826001003273800 

8.839 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.749 

3.40 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.68 

0.59 

0.07 

0.042 

0.48 

0.55 


Karnauwa 

0826001003285500 

3.032 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.001 

3.07 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Katewari 

0826001003285000 

2.980 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.822 

3.54 

0.025 

0.01 

0.00 

0.00 

0.00 

0.02 

0.24 

0.21 

0.04 

0.015 

0.53 

0.61 


Kelawara (A) 

0826001003269800 

2.740 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.865 

3.10 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.02 

0.005 

0.19 

0.19 


Kelawara Jageer 

0826001003269300 

1.652 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.251 

3.53 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.13 

0.08 

0.007 

0.45 

0.46 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Ranjeetpura 

0826000403134700 

0.06 

0.04 

49.12 

0.05 

0.00 

0.05 

0.04 

0.65 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.058 

0.003 

0.055 

0.018 

32.02 

Safe 

Reechhawar 

0826000403135100 

0.06 

0.11 

97.40 

0.13 

0.01 

0.14 

0.03 

0.43 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.175 

0.009 

0.166 

0.172 

103.53 

Over Exploited 

Rehta 

0826001003275900 

0.06 

0.06 

155.40 

0.07 

0.01 

0.08 

0.04 

0.64 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.099 

0.005 

0.094 

0.092 

98.01 

Critical 

Rop 

0826000403135000 

0.06 

0.01 

337.11 

0.01 

- 

0.01 

0.01 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.009 

0.008 

92.77 

Critical 

Sagwara 

0826001003265900 

0.02 

0.06 

301.54 

0.07 

- 

0.07 

0.04 

0.60 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.077 

0.004 

0.073 

0.052 

71.75 

Semi Critical 

Samlaipanwa 

0826001003264700 

0.06 

0.25 

94.10 

0.31 

0.01 

0.31 

0.04 

0.61 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.329 

0.016 

0.313 

0.117 

37.39 

Safe 

Samroon 

0826001003269000 

0.06 

0.04 

185.90 

0.05 

- 

0.05 

0.04 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.057 

0.003 

0.054 

0.065 

121.24 

Over Exploited 

Saradeet 

0826000403134900 

0.06 

0.19 

63.20 

0.23 

0.01 

0.24 

0.04 

0.64 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.272 

0.014 

0.259 

0.193 

74.73 

Semi Critical 

Saroli 

0826001003269900 

0.06 

0.00 

4,303.66 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.019 

2,936.05 

Over Exploited 

Satsagra 

0826001003276400 

0.06 

0.03 

125.96 

0.04 

- 

0.04 

0.02 

0.33 

- 

- 

- 

- 

- 

- 

- 

0.041 

0.002 

0.039 

0.027 

67.94 

Safe 

Som 

0826000403139200 

0.06 

0.14 

709,912.95 

0.16 

- 

0.16 

0.02 

0.30 

- 

- 

- 

- 

- 

- 

- 

0.164 

0.008 

0.156 

0.050 

32.06 

Safe 



0.04 

0.02 

475.97 

0.02 

- 

0.02 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.021 

0.001 

0.020 

0.025 

123.98 

Over Exploited 

Subedra 

0826001003268700 

0.06 

0.07 

164.84 

0.08 

- 

0.08 

0.04 

0.62 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.094 

0.005 

0.089 

0.080 

90.05 

Critical 

Sulai 

0826001003275300 

0.06 

0.12 

211.28 

0.14 

- 

0.14 

0.04 

0.52 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.152 

0.008 

0.144 

0.088 

61.18 

Safe 

Thana 

0826001003282800 

0.06 

0.00 

1,115.69 

0.00 

- 

0.00 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.027 

772.69 

Over Exploited 

Umariya 

0826000403140100 

0.06 

0.11 

113.44 

0.13 

0.00 

0.13 

0.04 

0.66 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.128 

0.006 

0.121 

0.033 

27.40 

Safe 

Umra 

0826001003264900 

0.06 

0.11 

236.01 

0.13 

- 

0.13 

0.02 

0.35 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.141 

0.007 

0.134 

0.074 

55.37 

Safe 

Uplathooriya 

0826001003275700 

0.06 

0.04 

246.36 

0.05 

- 

0.05 

0.04 

0.52 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.060 

0.003 

0.057 

0.058 

100.74 

Over Exploited 

Upli Sigari 

0826000403139700 

0.06 

0.03 

619,481.48 

0.03 

- 

0.03 

0.01 

0.22 

- 

- 

- 

- 

- 

- 

- 

0.031 

0.002 

0.029 

0.033 

112.76 

Over Exploited 

Akot 

0826001003267000 

0.06 

0.00 

17,770.83 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Anela 

0826001003281600 

0.06 

0.04 

180.69 

0.05 

0.01 

0.06 

0.04 

0.57 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.089 

0.004 

0.085 

0.169 

199.75 

Over Exploited 

Arsorawara 

0826001003283900 

0.06 

0.07 

9,097.89 

0.08 

0.00 

0.08 

0.04 

0.49 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.085 

0.004 

0.081 

0.031 

38.46 

Safe 

Asariwara 

0826001003282900 

0.06 

0.06 

266.82 

0.07 

0.01 

0.08 

0.03 

0.43 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.109 

0.005 

0.103 

0.155 

150.37 

Over Exploited 


0826001003283200 

0.06 

0.04 

161.03 

0.05 

0.01 

0.07 

0.05 

0.61 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.093 

0.005 

0.089 

0.127 

143.29 

Over Exploited 

Badla 

0826001003285300 

0.06 

0.09 

362,822.52 

0.10 

0.01 

0.11 

0.04 

0.53 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.153 

0.008 

0.146 

0.208 

143.13 

Over Exploited 

Bagpur 

0826001003274000 

0.06 

0.07 

143.74 

0.09 

0.03 

0.11 

0.05 

0.54 

- 

0.0100 

- 

- 

0.040 

0.050 

0.050 

0.163 

0.008 

0.154 

0.072 

46.44 

Safe 

Bambala 

0826001003277200 

0.06 

0.01 

380.21 

0.01 

- 

0.01 

0.02 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.001 

0.010 

0.012 

119.76 

Over Exploited 

Banibor 

0826001003270200 

0.02 

0.01 

172,587.93 

0.01 

0.01 

0.02 

0.03 

0.39 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.045 

0.002 

0.043 

0.104 

242.43 

Over Exploited 

Banjariya 

0826001003274500 

0.06 

0.09 

183.05 

0.11 

- 

0.11 

0.04 

0.54 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.132 

0.007 

0.125 

0.125 

99.95 

Critical 

Banjarwara 

0826001003276900 

0.06 

0.03 

140.59 

0.04 

0.01 

0.05 

0.02 

0.36 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.071 

0.004 

0.067 

0.125 

185.00 

Over Exploited 

Bayri 

0826001003284700 

0.06 

0.05 

########## 

0.06 

0.02 

0.08 

0.03 

0.41 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.134 

0.007 

0.127 

0.267 

210.11 

Over Exploited 

Belwa 

0826001003282200 

0.06 

0.04 

(12.11) 

0.04 

0.04 

0.08 

0.04 

0.63 

- 

0.0100 

- 

- 

0.064 

0.074 

0.074 

0.153 

0.008 

0.145 

0.056 

38.65 

Safe 

Bhagorphala 

0826001003281200 

0.06 

0.02 

353.82 

0.03 

- 

0.03 

0.02 

0.28 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.037 

0.002 

0.035 

0.042 

118.99 

Over Exploited 

Bhanda 

0826001003284300 

0.06 

0.07 

135.93 

0.08 

0.04 

0.12 

0.05 

0.61 

- 

0.0200 

- 

- 

0.048 

0.068 

0.068 

0.191 

0.010 

0.182 

0.128 

70.72 

Semi Critical 

Bhatariya 

0826001003281500 

0.06 

0.00 

6,869.92 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhunwal 

0826001003269400 

0.06 

0.06 

148.73 

0.07 

- 

0.07 

0.04 

0.62 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.081 

0.004 

0.077 

0.051 

66.05 

Safe 

Bhuwali 

0827000103289900 

0.05 

0.00 

46,984.78 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bichala Phala 

0826001003281300 

0.06 

0.07 

145.06 

0.09 

- 

0.09 

0.04 

0.56 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.100 

0.005 

0.095 

0.089 

93.69 

Critical 

Chhani 

0826001003283500 

0.06 

0.04 

69,367.15 

0.05 

0.02 

0.07 

0.03 

0.44 

- 

0.0700 

- 

- 

0.000 

0.071 

0.071 

0.141 

0.007 

0.134 

0.359 

267.73 

Over Exploited 

Chitaura 

0826001003283300 

0.06 

0.13 

162.34 

0.16 

0.01 

0.17 

0.04 

0.56 

- 

0.0400 

- 

- 

0.003 

0.043 

0.043 

0.214 

0.011 

0.203 

0.237 

116.73 

Over Exploited 

Damatalab 

0826001003266700 

0.02 

0.00 

########## 

0.00 

- 

0.00 

0.01 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.024 

599.20 

Over Exploited 

Dechara 

0826001003277100 

0.06 

0.02 

183.66 

0.02 

- 

0.02 

0.03 

0.36 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.030 

0.001 

0.028 

0.044 

157.92 

Over Exploited 

Dhanol 

0826001003283400 

0.06 

0.09 

212.44 

0.11 

0.01 

0.12 

0.03 

0.46 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.158 

0.008 

0.150 

0.209 

139.15 

Over Exploited 

Dharpur 

0826001003273500 

0.06 

0.03 

11.62 

0.04 

0.04 

0.08 

0.07 

0.59 

0.00 

- 

- 

- 

0.064 

0.064 

0.068 

0.146 

0.007 

0.139 

0.005 

3.84 

Safe 

Forest 

0827000127900002 

0.05 

0.00 

11,028.49 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Gadawan Kakan 

0826001003266100 

0.02 

0.00 

9,047.52 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.013 

4,658.89 

Over Exploited 

Ghati 

0826001003282100 

0.06 

0.05 

114.20 

0.07 

0.01 

0.08 

0.04 

0.58 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.095 

0.005 

0.091 

0.127 

139.99 

Over Exploited 

Ghogharwara 

0826001003284500 

0.06 

0.03 

381.35 

0.03 

- 

0.03 

0.03 

0.36 

- 

- 

- 

- 

- 

- 

- 

0.031 

0.002 

0.029 

0.024 

81.24 

Semi Critical 

Govinddeo 

0826001003282300 

0.06 

0.04 

79.12 

0.04 

- 

0.04 

0.04 

0.61 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.054 

0.003 

0.052 

0.034 

65.46 

Safe 

Hathiya 

0826001003281900 

0.06 

0.05 

150.19 

0.06 

0.00 

0.06 

0.05 

0.62 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.067 

0.003 

0.063 

0.074 

116.93 

Over Exploited 

Itwa 

0826001003282000 

0.06 

0.09 

114.84 

0.11 

- 

0.11 

0.05 

0.62 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.120 

0.006 

0.114 

0.073 

64.04 

Safe 

Jalpaka 

0826001003266600 

0.02 

0.02 

########## 

0.02 

0.01 

0.03 

0.03 

0.36 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.051 

0.003 

0.048 

0.099 

204.89 

Over Exploited 

Jaoli 

0826001003284200 

0.06 

0.05 

30,785.70 

0.06 

0.00 

0.06 

0.04 

0.51 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.077 

0.004 

0.073 

0.052 

70.62 

Semi Critical 

Jawas 

0826001003270300 

0.06 

0.04 

461,222.11 

0.04 

- 

0.04 

0.04 

0.42 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.054 

0.003 

0.052 

0.075 

144.89 

Over Exploited 

Jhadol 

0826001003269600 

0.06 

0.00 

9,252.44 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jhunthri 

0826001003275000 

0.06 

0.16 

########## 

0.20 

0.04 

0.23 

0.04 

0.45 

- 

0.0600 

- 

- 

0.040 

0.100 

0.100 

0.332 

0.017 

0.315 

0.372 

118.05 

Over Exploited 

Jhusawara 

0826001003274600 

0.06 

0.05 

124.78 

0.06 

0.00 

0.06 

0.04 

0.60 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.066 

0.003 

0.063 

0.025 

40.25 

Safe 

Kanbai 

0826001003280600 

0.06 

0.00 

2,998.21 

0.00 

- 

0.00 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.011 

0.044 

409.51 

Over Exploited 

Kanbai Chak No. 1 

0826001003280500 

0.06 

0.01 

611.25 

0.02 

0.01 

0.03 

0.02 

0.23 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.058 

0.003 

0.055 

0.160 

291.83 

Over Exploited 

Kandal 

0826001003285400 

0.06 

0.01 

55,932.13 

0.01 

- 

0.01 

0.01 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.013 

0.031 

236.45 

Over Exploited 

Kanuwara 

0826001003273100 

0.02 

0.00 

123,929.67 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Karawara 

0826001003277000 

0.06 

0.01 

398.10 

0.01 

- 

0.01 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.013 

0.016 

117.41 

Over Exploited 

Karchha Kalan 

0826001003274900 

0.06 

0.04 

307.77 

0.05 

0.02 

0.07 

0.06 

0.57 

- 

0.0800 

- 

- 

0.000 

0.080 

0.080 

0.153 

0.008 

0.146 

0.446 

305.93 

Over Exploited 

Karchha Khurd 

0826001003273800 

0.06 

0.23 

156.06 

0.28 

0.00 

0.28 

0.04 

0.52 

- 

0.0100 

- 

- 

0.007 

0.018 

0.018 

0.299 

0.015 

0.284 

0.109 

38.36 

Safe 

Karnauwa 

0826001003285500 

0.06 

0.00 

(200.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Katewari 

0826001003285000 

0.06 

0.09 

124.90 

0.11 

0.02 

0.13 

0.04 

0.57 

- 

0.0100 

- 

- 

0.029 

0.039 

0.039 

0.169 

0.008 

0.160 

0.051 

32.04 

Safe 

Kelawara (A) 

0826001003269800 

0.06 

0.01 

658.83 

0.01 

- 

0.01 

0.01 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.012 

0.022 

185.39 

Over Exploited 

Kelawara Jageer 

0826001003269300 

0.06 

0.04 

267.51 

0.04 

- 

0.04 

0.03 

0.49 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.052 

0.003 

0.050 

0.083 

166.90 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Khandiovri Uplaphala 

082600100327440C 

3.279 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.136 

3.59 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.11 

0.12 

0.006 

0.19 

0.22 


Khaniyalimbhri 

0826001003273600 

1.334 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.073 

3.46 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.02 

0.006 

0.42 

0.49 


Khanmeen 

0826001003285600 

5.994 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.001 

3.39 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kharadiwara 

0826001003276700 

2.250 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.224 

1.56 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.03 

0.007 

0.33 

0.33 


Kherwara Chhaoni (CT) 

0826001042610000 

3.702 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.663 

3.62 

0.025 

0.12 

0.01 

0.00 

0.00 

0.00 

0.44 

0.38 

0.35 

0.108 

0.55 

0.64 


Kherwara Khalsa 

0826001003273900 

0.648 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.648 

3.62 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.09 

0.004 

0.55 

0.64 


Khokhadara 

0826001003274200 

0.400 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.366 

3.64 

0.025 

0.01 

0.00 

0.00 

0.00 

0.01 

0.04 

0.03 

0.04 

0.002 

0.51 

0.59 


Khunadari 

0826001003269100 

2.136 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.001 

3.53 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khutwara 

0826001003284400 

3.901 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.458 

3.91 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.35 

0.32 

0.03 

0.019 

0.51 

0.55 


Kojawara 

0826001003266500 

9.600 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.755 

2.08 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.15 

0.13 

0.18 

0.015 

0.15 

0.18 


La kora 

0826001003284900 

5.997 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.667 

3.60 

0.025 

0.09 

0.01 

0.00 

0.00 

0.00 

0.59 

0.51 

0.32 

0.031 

0.52 

0.61 


Lamba Panwa 

0826001003273700 

2.018 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.900 

3.25 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.14 

0.03 

0.010 

0.50 

0.58 


Larathi 

0826001003270600 

12.375 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.672 

2.84 

0.025 

0.09 

0.02 

0.00 

0.00 

0.00 

0.76 

0.65 

0.29 

0.053 

0.41 

0.48 


Magra 

0826001003266200 

7.397 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.430 

2.31 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.11 

0.05 

0.013 

0.18 

0.21 


Maheeda 

0826001003283100 

1.266 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.266 

3.56 

0.025 

0.03 

0.01 

0.00 

0.00 

0.00 

0.13 

0.11 

0.12 

0.007 

0.57 

0.63 


Mahudara 

0826001003274800 

2.289 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.153 

3.52 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.22 

0.19 

0.09 

0.012 

0.52 

0.61 


Mai 

0826001003270000 

2.184 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.594 

2.93 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.01 

0.009 

0.43 

0.44 


Meethimahuri 

0826001003283600 

5.753 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.668 

3.44 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.44 

0.38 

0.16 

0.025 

0.45 

0.52 


Modiwasa 

0826001003284000 

3.247 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.247 

3.84 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.33 

0.29 

0.06 

0.018 

0.56 

0.64 


Mothli 

0826001003285200 

1.856 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.747 

3.54 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.18 

0.16 

0.11 

0.009 

0.52 

0.61 


Mundwara 

0826001003273400 

5.548 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.054 

3.42 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.30 

0.26 

0.18 

0.017 

0.29 

0.34 


Mundwara (B) 

0826001003273300 

1.186 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.585 

3.26 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.07 

0.14 

0.003 

0.26 

0.30 


Nagar 

0826001003282400 

3.992 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.387 

1.91 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.002 

0.06 

0.06 


Nalapeepla 

0826001003266800 

0.897 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.059 

2.64 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.04 

0.04 


Nayagaon 

0826001003283000 

4.858 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.818 

3.73 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.49 

0.44 

0.16 

0.026 

0.57 

0.62 


Pacha Padla 

0826001003266900 

2.350 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.004 

2.60 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Pahara 

0826001003276800 

1.322 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.322 

1.85 

0.025 

0.03 

0.01 

0.00 

0.00 

0.00 

0.08 

0.08 

0.10 

0.007 

0.59 

0.62 


Palsiya 

0826001003274700 

1.659 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.492 

3.49 

0.025 

0.06 

0.01 

0.00 

0.00 

0.00 

0.18 

0.16 

0.23 

0.008 

0.50 

0.58 


Palwara 

0827000103289800 

10.203 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.097 

3.77 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.01 

0.01 


Parbeela 

0826001003274300 

2.280 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.015 

3.53 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Pareda 

0826001003266300 

3.008 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.446 

2.16 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.08 

0.002 

0.08 

0.09 


Pareda Chak No. 1 

0826001003266400 

1.450 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.214 

2.00 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.08 

0.09 


Parmarwara 

0826001003276600 

2.726 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.707 

1.48 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.004 

0.16 

0.16 


Peepola 

0826001003281800 

0.734 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.734 

3.39 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.07 

0.004 

0.57 

0.64 


Phutala 

0826001003284600 

8.406 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.576 

3.78 

0.025 

0.04 

0.01 

0.00 

0.00 

0.01 

0.74 

0.67 

0.10 

0.041 

0.51 

0.56 


Pograkalan 

0826001003285100 

4.512 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.369 

3.54 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.40 

0.34 

0.03 

0.024 

0.54 

0.62 


Pograkhurd 

0826001003283700 

1.905 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.858 

3.53 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.01 

0.005 

0.25 

0.29 


Ramabaori 

0826001003270100 

1.187 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.742 

2.83 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.05 

0.004 

0.36 

0.38 


Robiya 

0826001003283800 

3.287 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.146 

3.65 

0.025 

0.06 

0.01 

0.00 

0.00 

0.01 

0.33 

0.28 

0.23 

0.017 

0.53 

0.61 


Sagwara 

0826001003265900 

4.576 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.209 

2.52 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.03 

0.03 


Salala 

0826001003284100 

0.907 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.907 

3.93 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.03 

0.005 

0.56 

0.63 


Samdar 

0826001003273200 

2.924 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.060 

2.86 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Samiter 

0826001003270400 

4.542 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.744 

3.12 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.23 

0.21 

0.06 

0.015 

0.33 

0.37 


Sarera 

0826001003281000 

0.904 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.904 

3.07 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.11 

0.10 

0.18 

0.005 

0.57 

0.64 


Sareri 

0826001003275100 

1.023 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.996 

3.45 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.03 

0.005 

0.55 

0.60 


Saroli 

0826001003269900 

6.855 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.816 

3.17 

0.025 

0.06 

0.01 

0.00 

0.00 

0.00 

0.35 

0.34 

0.21 

0.021 

0.32 

0.34 


Suberi 

0826001003270500 

5.872 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.596 

2.92 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.29 

0.25 

0.05 

0.026 

0.42 

0.48 


Sukhlal 

0826001003281700 

2.599 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.599 

3.35 

0.025 

0.05 

0.01 

0.00 

0.00 

0.01 

0.25 

0.22 

0.18 

0.014 

0.56 

0.64 


Sulai 

0826001003275300 

4.769 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.861 

3.58 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.02 

0.005 

0.11 

0.11 


Sundara 

0826001003284800 

2.432 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.273 

3.77 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.25 

0.22 

0.19 

0.012 

0.52 

0.60 


Thana 

0826001003282800 

2.008 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.595 

2.87 

0.025 

0.03 

0.01 

0.00 

0.00 

0.00 

0.13 

0.13 

0.11 

0.009 

0.47 

0.49 


Thobawara 

0826001003274100 

1.032 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.919 

3.61 

0.025 

0.01 

0.00 

0.00 

0.00 

0.03 

0.06 

0.05 

0.04 

0.005 

0.48 

0.56 


Uplathooriya 

0826001003275700 

1.725 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.316 

3.74 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.002 

0.11 

0.11 


Wadila 

0826001003270700 

1.041 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.202 

1.88 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.10 

0.12 

09006053 

Amarpura 

0826001003289400 

3.712 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.319 

3.28 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.002 

0.04 

0.05 






Som Kagdar 

Command 

Phyllite & Schist 

3.307 

3.28 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.25 

0.22 

0.13 

0.018 

0.46 

0.51 


Amartiya 

0827000203319600 

2.754 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

1.31 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bagdari 

0827000103302400 

3.012 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.788 

2.38 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.15 

0.19 

0.08 

0.022 

0.51 

0.39 


Bara Hathai 

0827000103313600 

4.050 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.187 

2.80 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.18 

0.04 

0.017 

0.30 

0.23 


Barod 

0827000103300800 

4.862 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.862 

2.54 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.26 

0.24 

0.04 

0.038 

0.55 

0.59 


Bassi 

0827000103304200 

2.174 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.223 

4.84 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.002 

0.06 

0.06 


Beekasor 

0827000103314000 

3.120 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.166 

4.08 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.001 

0.03 

0.02 







Non-command 

Gneisses(B.G.C) 

0.174 

4.08 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.03 

0.02 


Berniya 

0827000103302200 

3.722 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.207 

4.21 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.002 

0.03 

0.02 


Bhachariya 

0827000103302800 

5.674 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.658 

4.12 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.48 

0.63 

0.03 

0.044 

0.55 

0.42 


Bhagal Salawatan 

0827000103302100 

1.212 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.020 

4.63 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Bhatwara 

0827000103300900 

1.475 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.475 

3.97 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.13 

0.05 

0.012 

0.54 

0.57 


Bhojaton Ka Ora 

0827000103313800 

1.978 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.956 

3.21 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.03 

0.007 

0.27 

0.20 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Khandiovri Uplaphala 

082600100327440C 

0.06 

0.01 

966,474.66 

0.02 

- 

0.02 

0.02 

0.21 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.035 

0.002 

0.034 

0.124 

368.79 

Over Exploited 

Khaniyalimbhri 

0826001003273600 

0.06 

0.03 

198.28 

0.03 

0.00 

0.04 

0.05 

0.48 

0.00 

- 

- 

- 

0.007 

0.007 

0.011 

0.049 

0.002 

0.047 

0.023 

48.57 

Safe 

Khanmeen 

0826001003285600 

0.06 

0.00 

953,908.03 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kharadiwara 

0826001003276700 

0.06 

0.02 

129.79 

0.03 

- 

0.03 

0.02 

0.35 

- 

- 

- 

- 

- 

- 

- 

0.030 

0.001 

0.028 

0.032 

111.92 

Over Exploited 

Kherwara Chhaoni (CT) 

0826001042610000 

0.06 

0.13 

202.04 

0.15 

0.01 

0.16 

0.04 

0.59 

- 

0.0400 

- 

- 

0.004 

0.044 

0.044 

0.208 

0.010 

0.197 

0.459 

232.68 

Over Exploited 

Kherwara Khalsa 

0826001003273900 

0.06 

0.02 

204.60 

0.03 

0.00 

0.03 

0.05 

0.60 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.037 

0.002 

0.035 

0.096 

269.06 

Over Exploited 

Khokhadara 

0826001003274200 

0.06 

0.01 

180.51 

0.01 

0.01 

0.02 

0.04 

0.55 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.029 

0.001 

0.027 

0.044 

161.66 

Over Exploited 

Khunadari 

0826001003269100 

0.06 

0.00 

533,304.29 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khutwara 

0826001003284400 

0.06 

0.11 

192.76 

0.13 

- 

0.13 

0.04 

0.55 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.141 

0.007 

0.134 

0.053 

39.50 

Safe 

Kojawara 

0826001003266500 

0.02 

0.01 

1,133.65 

0.01 

0.01 

0.02 

0.02 

0.17 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.052 

0.003 

0.050 

0.197 

398.54 

Over Exploited 

La kora 

0826001003284900 

0.06 

0.18 

176.40 

0.22 

0.01 

0.23 

0.04 

0.57 

- 

0.0600 

- 

- 

0.002 

0.062 

0.062 

0.294 

0.015 

0.279 

0.353 

126.32 

Over Exploited 

Lamba Panwa 

0826001003273700 

0.06 

0.06 

139.22 

0.07 

- 

0.07 

0.06 

0.56 

0.01 

- 

- 

- 

- 

- 

0.007 

0.078 

0.004 

0.074 

0.035 

47.84 

Safe 

Larathi 

0826001003270600 

0.06 

0.25 

########## 

0.30 

0.02 

0.32 

0.05 

0.46 

0.03 

0.0500 

- 

- 

- 

0.050 

0.079 

0.395 

0.020 

0.375 

0.339 

90.29 

Critical 

Magra 

0826001003266200 

0.02 

0.01 

########## 

0.01 

- 

0.01 

0.02 

0.20 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.022 

0.001 

0.021 

0.064 

301.88 

Over Exploited 

Maheeda 

0826001003283100 

0.06 

0.04 

157.31 

0.05 

0.01 

0.07 

0.05 

0.61 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.094 

0.005 

0.090 

0.130 

145.08 

Over Exploited 

Mahudara 

0826001003274800 

0.06 

0.07 

170.76 

0.08 

0.00 

0.08 

0.04 

0.56 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.094 

0.005 

0.090 

0.104 

115.70 

Over Exploited 

Mai 

0826001003270000 

0.02 

0.02 

972,495.07 

0.02 

- 

0.02 

0.03 

0.47 

- 

- 

- 

- 

- 

- 

- 

0.019 

0.001 

0.018 

0.019 

104.87 

Over Exploited 

Meethimahuri 

0826001003283600 

0.06 

0.13 

191.58 

0.16 

0.01 

0.17 

0.04 

0.49 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.197 

0.010 

0.187 

0.187 

100.00 

Critical 

Modiwasa 

0826001003284000 

0.06 

0.11 

156.83 

0.14 

0.00 

0.14 

0.05 

0.61 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.152 

0.008 

0.145 

0.077 

52.97 

Safe 

Mothli 

0826001003285200 

0.06 

0.06 

180.33 

0.07 

- 

0.07 

0.04 

0.56 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.088 

0.004 

0.084 

0.118 

141.22 

Over Exploited 

Mundwara 

0826001003273400 

0.06 

0.05 

########## 

0.06 

0.01 

0.07 

0.04 

0.32 

0.01 

0.0300 

- 

- 

- 

0.030 

0.037 

0.109 

0.005 

0.104 

0.193 

185.27 

Over Exploited 

Mundwara (B) 

0826001003273300 

0.06 

0.01 

39,837.80 

0.01 

0.01 

0.02 

0.03 

0.29 

0.00 

0.0300 

- 

- 

- 

0.030 

0.031 

0.052 

0.003 

0.050 

0.146 

294.59 

Over Exploited 

Nagar 

0826001003282400 

0.06 

0.00 

1,218.59 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.002 

131.26 

Over Exploited 

Nalapeepla 

0826001003266800 

0.02 

0.00 

5,436.30 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nayagaon 

0826001003283000 

0.06 

0.17 

162.42 

0.20 

0.01 

0.21 

0.04 

0.61 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.243 

0.012 

0.231 

0.186 

80.52 

Semi Critical 

Pacha Padla 

0826001003266900 

0.02 

0.00 

158,984.54 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pahara 

0826001003276800 

0.06 

0.05 

57.53 

0.06 

0.01 

0.07 

0.04 

0.63 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.092 

0.005 

0.087 

0.103 

118.13 

Over Exploited 

Palsiya 

0826001003274700 

0.06 

0.05 

235.49 

0.06 

0.01 

0.07 

0.04 

0.54 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.106 

0.005 

0.100 

0.235 

233.99 

Over Exploited 

Palwara 

0827000103289800 

0.05 

0.00 

18,539.22 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Parbeela 

0826001003274300 

0.06 

0.00 

34,923.00 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pareda 

0826001003266300 

0.02 

0.00 

3,936.15 

0.00 

- 

0.00 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.079 

758.17 

Over Exploited 

Pareda Chak No. 1 

0826001003266400 

0.02 

0.00 

1,740.70 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

258.72 

Over Exploited 

Parmarwara 

0826001003276600 

0.06 

0.01 

280.78 

0.01 

- 

0.01 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.012 

150.37 

Over Exploited 

Peepola 

0826001003281800 

0.06 

0.03 

181.52 

0.03 

- 

0.03 

0.05 

0.61 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.041 

0.002 

0.039 

0.074 

189.81 

Over Exploited 

Phutala 

0826001003284600 

0.06 

0.24 

618,007.14 

0.29 

0.02 

0.31 

0.04 

0.55 

- 

0.0200 

- 

- 

0.013 

0.033 

0.033 

0.339 

0.017 

0.322 

0.142 

44.20 

Safe 

Pograkalan 

0826001003285100 

0.06 

0.15 

133.91 

0.18 

- 

0.18 

0.04 

0.58 

- 

- 

- 

- 

- 

- 

- 

0.176 

0.009 

0.167 

0.049 

29.18 

Safe 

Pograkhurd 

0826001003283700 

0.06 

0.01 

390.37 

0.02 

- 

0.02 

0.02 

0.27 

- 

- 

- 

- 

- 

- 

- 

0.016 

0.001 

0.015 

0.013 

83.13 

Semi Critical 

Ramabaori 

0826001003270100 

0.02 

0.01 

235,247.77 

0.01 

- 

0.01 

0.03 

0.39 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.052 

311.00 

Over Exploited 

Robiya 

0826001003283800 

0.06 

0.10 

171.29 

0.12 

0.02 

0.15 

0.04 

0.57 

- 

0.0400 

- 

- 

0.017 

0.057 

0.057 

0.204 

0.010 

0.193 

0.249 

128.81 

Over Exploited 

Sagwara 

0826001003265900 

0.02 

0.00 

7,587.20 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

737.61 

Over Exploited 

Salala 

0826001003284100 

0.06 

0.03 

175.12 

0.04 

0.00 

0.04 

0.05 

0.61 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.040 

0.002 

0.038 

0.030 

77.99 

Semi Critical 

Samdar 

0826001003273200 

0.02 

0.00 

18,806.64 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Samiter 

0826001003270400 

0.06 

0.05 

########## 

0.06 

- 

0.06 

0.03 

0.36 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.066 

0.003 

0.063 

0.079 

126.18 

Over Exploited 

Sarera 

0826001003281000 

0.06 

0.03 

204.23 

0.04 

0.01 

0.05 

0.05 

0.62 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.080 

0.004 

0.076 

0.181 

237.05 

Over Exploited 

Sareri 

0826001003275100 

0.06 

0.03 

156.69 

0.04 

0.00 

0.04 

0.05 

0.60 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.052 

0.003 

0.049 

0.039 

80.10 

Semi Critical 

Saroli 

0826001003269900 

0.06 

0.08 

618,576.91 

0.09 

0.01 

0.10 

0.03 

0.35 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.141 

0.007 

0.134 

0.231 

171.95 

Over Exploited 

Suberi 

0826001003270500 

0.02 

0.05 

########## 

0.05 

- 

0.05 

0.05 

0.47 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.065 

0.003 

0.062 

0.074 

119.19 

Over Exploited 

Sukhlal 

0826001003281700 

0.06 

0.09 

142.41 

0.11 

0.02 

0.13 

0.05 

0.61 

- 

0.0300 

- 

- 

0.009 

0.039 

0.039 

0.164 

0.008 

0.156 

0.196 

125.68 

Over Exploited 

Sulai 

0826001003275300 

0.06 

0.01 

1,399.90 

0.01 

- 

0.01 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.022 

327.78 

Over Exploited 

Sundara 

0826001003284800 

0.06 

0.07 

64,190.10 

0.09 

0.01 

0.10 

0.04 

0.56 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.140 

0.007 

0.133 

0.202 

152.52 

Over Exploited 

Thana 

0826001003282800 

0.06 

0.05 

176.99 

0.06 

0.01 

0.07 

0.04 

0.50 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.085 

0.004 

0.081 

0.115 

141.53 

Over Exploited 

Thobawara 

0826001003274100 

0.06 

0.03 

38,899.42 

0.03 

0.03 

0.07 

0.05 

0.53 

- 

- 

- 

- 

0.050 

0.050 

0.050 

0.116 

0.006 

0.111 

0.047 

42.46 

Safe 

Uplathooriya 

0826001003275700 

0.06 

0.00 

1,239.19 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.002 

0.010 

404.74 

Over Exploited 

Wadila 

0826001003270700 

0.06 

0.00 

534.15 

0.00 

- 

0.00 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.009 

567.43 

Over Exploited 

Amarpura 

0826001003289400 

0.02 

0.00 

5,497.40 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

3,073.79 

Over Exploited 



0.02 

0.04 

512.87 

0.04 

0.01 

0.05 

0.03 

0.49 

- 

0.0300 

0.1149 

0.1107 

- 

0.256 

0.256 

0.309 

0.015 

0.294 

0.152 

51.90 

Safe 

Amartiya 

0827000203319600 

0.03 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bagdari 

0827000103302400 

0.04 

0.06 

(16,954.32) 

0.07 

0.01 

0.08 

0.05 

0.56 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.107 

0.005 

0.102 

0.106 

104.08 

Over Exploited 

Bara Hathai 

0827000103313600 

0.04 

0.03 

593.25 

0.03 

0.00 

0.03 

0.03 

0.33 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.046 

0.002 

0.044 

0.059 

134.59 

Over Exploited 

Barod 

0827000103300800 

0.04 

0.11 

124.46 

0.13 

0.01 

0.14 

0.04 

0.59 

- 

0.0100 

- 

- 

0.011 

0.021 

0.021 

0.157 

0.008 

0.149 

0.076 

50.95 

Safe 

Bassi 

0827000103304200 

0.04 

0.00 

3,744.93 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.010 

1,558.91 

Over Exploited 

Beekasor 

0827000103314000 

0.04 

0.00 

8,807.48 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

2,353.52 

Over Exploited 



0.04 

0.00 

6,409.92 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

3,004.68 

Over Exploited 

Berniya 

0827000103302200 

0.04 

0.00 

8,368.55 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.000 

- 

- 

0.000 

0.000 

0.000 

0.002 

528.34 

Over Exploited 

Bhachariya 

0827000103302800 

0.04 

0.13 

397.52 

0.15 

0.01 

0.16 

0.05 

0.60 

- 

0.0100 

- 

- 

0.011 

0.021 

0.021 

0.179 

0.009 

0.170 

0.073 

43.16 

Safe 

Bhagal Salawatan 

0827000103302100 

0.04 

0.00 

32,372.39 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhatwara 

0827000103300900 

0.04 

0.03 

290.14 

0.04 

0.00 

0.04 

0.04 

0.59 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.059 

0.003 

0.056 

0.058 

102.37 

Over Exploited 

Bhojaton Ka Ora 

0827000103313800 

0.04 

0.01 

779.10 

0.01 

0.00 

0.01 

0.03 

0.29 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.027 

0.001 

0.026 

0.041 

160.20 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Gneisses(B.G.C) 

0.001 

3.21 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhorai 

0826000903263800 

10.002 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.822 

1.70 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.25 

0.30 

0.11 

0.024 

0.38 

0.31 






Som Kagdar 

Command 

Phyllite & Schist 

0.961 

1.70 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.02 

0.003 

0.05 

0.04 


Bori 

0826000903262300 

4.259 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.184 

2.17 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.02 


Dagar 

0826000803238400 

13.448 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.160 

3.09 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.01 






Jaisamand 

Command 

Phyllite & Schist 

2.839 

3.09 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.21 

0.08 

0.011 

0.13 

0.11 


Deoli 

0826000803239300 

1.989 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.158 

2.56 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.05 

0.04 


Depur 

0826001003289300 

7.065 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.051 

2.89 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Som Kagdar 

Command 

Phyllite & Schist 

0.326 

2.89 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.002 

0.02 

0.03 


Devla 

0827000203317900 

8.821 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.669 

3.15 

0.015 

0.07 

0.02 

0.00 

0.00 

0.07 

0.39 

0.50 

0.27 

0.025 

0.54 

0.42 


Devsomnath 

0827000103302000 

1.364 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.196 

4.28 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.002 

0.08 

0.06 


Dhamala 

0827000103304300 

3.827 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.728 

4.33 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.00 

0.006 

0.12 

0.12 


Dhani Hathai 

0827000103313900 

0.947 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.730 

3.46 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.00 

0.006 

0.43 

0.33 







Non-command 

Gneisses(B.G.C) 

0.143 

3.46 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.08 

0.06 


Dhatana 

0827000203318400 

10.041 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.261 

4.27 

0.015 

0.05 

0.01 

0.00 

0.00 

0.01 

0.30 

0.39 

0.19 

0.012 

0.24 

0.18 







Non-command 

Gneisses(B.G.C) 

5.564 

4.27 

0.011 

0.05 

0.01 

0.00 

0.00 

0.02 

0.28 

0.37 

0.16 

0.016 

0.31 

0.24 


Dhawari 

0827000103301500 

4.577 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.035 

5.22 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.26 

0.02 

0.016 

0.25 

0.21 


Dolpura 

0826001003289200 

2.248 

Fresh 

Som Kagdar 

Command 

Phyllite & Schist 

0.373 

2.38 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.002 

0.08 

0.09 


Emaniya-Padla 

0826000803238300 

5.937 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.680 

3.89 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.03 

0.003 

0.07 

0.06 







Non-command 

Gneisses(B.G.C) 

4.646 

3.89 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.30 

0.37 

0.11 

0.018 

0.47 

0.39 






Jaisamand 

Command 

Phyllite & Schist 

0.602 

3.89 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.02 

0.002 

0.06 

0.05 







Command 

Gneisses(B.G.C) 

0.008 

3.89 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Faloj 

0827000103303300 

5.791 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.295 

4.00 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.002 

0.03 

0.02 


Gamri 

0826000803239600 

2.274 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.108 

2.38 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.000 

0.03 

0.02 


Ganeshpur 

0827000203318000 

2.338 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.258 

6.09 

0.015 

0.05 

0.01 

0.00 

0.00 

0.01 

0.23 

0.31 

0.17 

0.006 

0.53 

0.41 


Gara Bhabha 

0827000203318600 

0.641 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.625 

4.22 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.05 

0.07 

0.09 

0.002 

0.54 

0.41 


Gara Malji 

0827000103300700 

3.669 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.961 

4.28 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.17 

0.02 

0.015 

0.31 

0.33 


Garamoraiya 

0827000103300600 

1.705 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.613 

2.54 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.02 

0.013 

0.51 

0.56 


Ghorasar 

0826000903262800 

7.529 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.970 

2.44 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.24 

0.26 

0.21 

0.014 

0.29 

0.27 






Som Kagdar 

Command 

Phyllite & Schist 

1.049 

2.44 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.05 

0.004 

0.08 

0.07 


Hathai 

0827000103303000 

8.179 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.738 

3.39 

0.020 

0.07 

0.01 

0.00 

0.00 

0.02 

0.56 

0.74 

0.19 

0.061 

0.52 

0.40 


Indaura 

0827000203318300 

6.562 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.012 

4.72 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

6.550 

4.72 

0.011 

0.10 

0.01 

0.00 

0.00 

0.06 

0.37 

0.46 

0.39 

0.019 

0.58 

0.46 


Intali 

0826000903264500 

5.398 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

1.990 

2.49 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.16 

0.19 

0.25 

0.007 

0.21 

0.18 


Itali-Khera 

0826000803238100 

9.612 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.960 

2.82 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.18 

0.22 

0.15 

0.011 

0.18 

0.14 







Non-command 

Gneisses(B.G.C) 

0.717 

2.82 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.02 

0.003 

0.04 

0.03 






Jaisamand 

Command 

Phyllite & Schist 

5.551 

2.82 

0.018 

0.08 

0.01 

0.00 

0.00 

0.00 

0.34 

0.43 

0.29 

0.021 

0.33 

0.27 







Command 

Gneisses(B.G.C) 

0.000 

2.82 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jaimal-Pura 

0826000803237800 

4.165 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

2.780 

2.59 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.16 

0.03 

0.011 

0.38 

0.32 


Jaipura 

0826001003286900 

3.016 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.003 

2.00 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jhankol 

0827000103300300 

1.902 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.019 

7.16 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Kali Ghati 

0826000903263200 

1.495 

Fresh 

Som Kagdar 

Command 

Phyllite & Schist 

1.495 

2.17 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.06 

0.005 

0.53 

0.56 


Kaloo Gamra 

0827000103314100 

2.500 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.000 

3.43 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kalyanpur 

0826001003287000 

3.648 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.090 

0.69 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 






Som Kagdar 

Command 

Phyllite & Schist 

0.130 

0.69 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.02 


Kamla Amba 

0827000203319500 

2.791 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.064 

1.48 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

0.286 

1.48 

0.011 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

-0.01 

0.00 

0.001 

0.07 

0.05 






Som Kamla Amba 

Command 

Gneisses(B.G.C) 

0.002 

1.48 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kanpur 

0826000903263600 

1.969 

Fresh 

Som Kagdar 

Command 

Phyllite & Schist 

1.969 

2.37 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.11 

0.02 

0.007 

0.55 

0.51 



0826001003289600 

3.616 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.515 

3.83 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.03 

0.003 

0.08 

0.08 






Som Kagdar 

Command 

Phyllite & Schist 

3.101 

3.83 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.28 

0.28 

0.18 

0.017 

0.47 

0.46 


Kanthri 

0827000203319100 

8.284 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.085 

4.87 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.00 


Kareliya 

0827000203318200 

5.032 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.869 

3.70 

0.015 

0.01 

0.00 

0.00 

0.00 

0.02 

0.10 

0.13 

0.01 

0.005 

0.21 

0.16 







Non-command 

Gneisses(B.G.C) 

3.162 

3.70 

0.011 

0.01 

0.00 

0.00 

0.00 

0.01 

0.13 

0.17 

0.01 

0.009 

0.35 

0.27 


Katarwa 

0827000203318900 

3.128 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.742 

4.18 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.04 

0.002 

0.13 

0.10 







Non-command 

Gneisses(B.G.C) 

0.009 

4.18 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kateo 

0826001003287100 

4.043 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.871 

1.58 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.03 

0.005 

0.11 

0.12 






Som Kagdar 

Command 

Phyllite & Schist 

2.600 

1.58 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.08 

0.014 

0.33 

0.37 


Khajooriya 

0827000103303200 

4.530 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.354 

3.84 

0.020 

0.05 

0.01 

0.00 

0.00 

0.01 

0.37 

0.48 

0.17 

0.034 

0.53 

0.41 


Khakhariya 

0826000903262600 

1.100 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.170 

3.39 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.08 

0.08 


Khandora 

0826000803237900 

2.869 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.869 

2.84 

0.018 

0.03 

0.00 

0.00 

0.00 

0.11 

0.06 

0.08 

0.13 

0.011 

0.56 

0.44 


Kharad 

0826000903263900 

1.459 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.302 

2.87 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.02 

0.005 

0.48 

0.45 


Khemaroo 

0827000103304400 

3.252 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.999 

3.68 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.24 

0.23 

0.05 

0.024 

0.57 

0.58 


Khempur 

0827000103302700 

4.002 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.356 

4.87 

0.020 

0.04 

0.01 

0.00 

0.00 

0.03 

0.33 

0.43 

0.11 

0.026 

0.46 

0.35 


Khera Samor 

0827000203320400 

3.564 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.568 

3.90 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.02 

0.002 

0.10 

0.08 


Khermal 

0827000203319000 

2.066 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

4.53 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kheroli 

0826000803238200 

2.355 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.163 

3.74 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.04 

0.03 







Non-command 

Gneisses(B.G.C) 

1.730 

3.74 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.13 

0.05 

0.007 

0.43 

0.35 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhorai 

082600090326380C 

0.04 

0.10 

########## 

0.12 

0.01 

0.13 

0.04 

0.41 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.146 

0.007 

0.139 

0.132 

95.27 

Critical 



0.04 

0.00 

305,412.31 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

0.0401 

0.0483 

- 

0.088 

0.088 

0.091 

0.005 

0.086 

0.021 

24.86 

Safe 

Bori 

0826000903262300 

0.04 

0.00 

4,883.92 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

3,589.73 

Over Exploited 

Dagar 

0826000803238400 

0.05 

0.00 

16,538.85 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

8,037.33 

Over Exploited 



0.05 

0.02 

965.75 

0.02 

- 

0.02 

0.01 

0.14 

- 

0.0100 

0.0232 

0.0223 

- 

0.056 

0.056 

0.079 

0.004 

0.075 

0.088 

117.55 

Over Exploited 

Deoli 

0826000803239300 

0.05 

0.00 

1,923.98 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.000 

0.011 

2,216.01 

Over Exploited 

Depur 

0826001003289300 

0.02 

0.00 

58,948.62 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.02 

0.00 

9,158.06 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0113 

0.0109 

- 

0.022 

0.022 

0.023 

0.001 

0.021 

0.012 

55.23 

Safe 

Devla 

0827000203317900 

0.03 

0.15 

229.21 

0.18 

0.09 

0.28 

0.05 

0.60 

- 

0.0500 

- 

- 

0.109 

0.159 

0.159 

0.434 

0.022 

0.412 

0.291 

70.49 

Semi Critical 

Devsomnath 

0827000103302000 

0.04 

0.00 

3,290.99 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.019 

2,565.05 

Over Exploited 

Dhamala 

0827000103304300 

0.04 

0.00 

1,668.58 

0.00 

0.00 

0.01 

0.01 

0.13 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.006 

0.000 

0.006 

0.010 

161.70 

Over Exploited 

Dhani Hathai 

0827000103313900 

0.04 

0.01 

425.06 

0.02 

- 

0.02 

0.04 

0.47 

- 

- 

- 

- 

- 

- 

- 

0.015 

0.001 

0.014 

0.006 

39.90 

Safe 



0.04 

0.00 

1,938.85 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

206.60 

Over Exploited 

Dhatana 

0827000203318400 

0.03 

0.03 

1,095.30 

0.04 

0.02 

0.06 

0.02 

0.26 

- 

0.0400 

- 

- 

0.016 

0.056 

0.056 

0.115 

0.006 

0.110 

0.199 

181.77 

Over Exploited 



0.02 

0.03 

960.94 

0.04 

0.03 

0.07 

0.03 

0.34 

- 

0.0300 

- 

- 

0.027 

0.057 

0.057 

0.127 

0.006 

0.121 

0.179 

148.08 

Over Exploited 

Dhawari 

0827000103301500 

0.04 

0.02 

1,169.89 

0.02 

0.00 

0.03 

0.02 

0.27 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.026 

0.001 

0.025 

0.033 

133.48 

Over Exploited 

Dolpura 

0826001003289200 

0.02 

0.00 

2,004.41 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

0.0130 

0.0125 

- 

0.026 

0.026 

0.026 

0.001 

0.025 

0.012 

48.15 

Safe 

Emaniya-Padla 

0826000803238300 

0.05 

0.00 

2,598.94 

0.00 

- 

0.00 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.032 

254.68 

Over Exploited 



0.05 

0.12 

211.68 

0.14 

- 

0.14 

0.04 

0.51 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.162 

0.008 

0.154 

0.132 

85.56 

Semi Critical 



0.05 

0.00 

3,018.43 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

0.0049 

0.0047 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.026 

230.77 

Over Exploited 



0.05 

0.00 

166,935.23 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Faloj 

0827000103303300 

0.04 

0.00 

8,801.29 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

2,674.86 

Over Exploited 

Gamri 

0826000803239600 

0.05 

0.00 

2,966.45 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

2,699.02 

Over Exploited 

Ganeshpur 

0827000203318000 

0.03 

0.04 

689.48 

0.05 

0.02 

0.07 

0.05 

0.58 

- 

0.0300 

- 

- 

0.018 

0.048 

0.048 

0.116 

0.006 

0.110 

0.179 

162.77 

Over Exploited 

Gara Bhabha 

0827000203318600 

0.03 

0.01 

534.27 

0.01 

0.01 

0.02 

0.05 

0.59 

- 

0.0200 

- 

- 

0.010 

0.031 

0.031 

0.051 

0.003 

0.048 

0.096 

199.52 

Over Exploited 

Gara Malji 

0827000103300700 

0.04 

0.02 

582.14 

0.03 

0.00 

0.03 

0.02 

0.33 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.031 

0.002 

0.029 

0.032 

111.27 

Over Exploited 

Garamoraiya 

0827000103300600 

0.04 

0.03 

147.97 

0.04 

0.00 

0.04 

0.04 

0.55 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.043 

0.002 

0.041 

0.030 

72.22 

Semi Critical 

Ghorasar 

0826000903262800 

0.04 

0.04 

########## 

0.05 

0.01 

0.06 

0.03 

0.31 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.101 

0.005 

0.096 

0.224 

233.38 

Over Exploited 



0.04 

0.00 

########## 

0.00 

- 

0.00 

0.01 

0.08 

- 

0.0100 

0.0437 

0.0526 

- 

0.106 

0.106 

0.110 

0.005 

0.104 

0.058 

55.40 

Safe 

Hathai 

0827000103303000 

0.04 

0.16 

########## 

0.20 

0.03 

0.23 

0.05 

0.57 

- 

0.0300 

- 

- 

0.030 

0.060 

0.060 

0.286 

0.014 

0.271 

0.246 

90.56 

Critical 

Indaura 

0827000203318300 

0.03 

0.00 

248,254.41 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.02 

0.08 

512.00 

0.09 

0.07 

0.16 

0.05 

0.63 

- 

0.0700 

- 

- 

0.096 

0.166 

0.166 

0.330 

0.017 

0.314 

0.413 

131.55 

Over Exploited 

Intali 

0826000903264500 

0.04 

0.02 

1,086.96 

0.02 

0.01 

0.03 

0.02 

0.23 

- 

0.0300 

0.0162 

0.0156 

- 

0.062 

0.062 

0.091 

0.005 

0.086 

0.259 

300.35 

Over Exploited 

Itali-Khera 

0826000803238100 

0.05 

0.03 

671.19 

0.03 

0.01 

0.04 

0.02 

0.19 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.074 

0.004 

0.070 

0.160 

228.61 

Over Exploited 



0.05 

0.00 

2,933.56 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.027 

1,427.64 

Over Exploited 



0.05 

0.10 

328.34 

0.12 

0.01 

0.13 

0.03 

0.36 

- 

0.0500 

0.0453 

0.0436 

- 

0.139 

0.139 

0.268 

0.013 

0.255 

0.306 

120.36 

Over Exploited 



0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jaimal-Pura 

0826000803237800 

0.05 

0.06 

179.57 

0.07 

- 

0.07 

0.03 

0.41 

- 

- 

0.0227 

0.0218 

- 

0.045 

0.045 

0.114 

0.006 

0.108 

0.040 

36.85 

Safe 

Jaipura 

0826001003286900 

0.02 

0.00 

247,997.07 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jhankol 

0827000103300300 

0.04 

0.00 

60,178.17 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kali Ghati 

0826000903263200 

0.04 

0.03 

163.79 

0.04 

- 

0.04 

0.04 

0.57 

- 

0.0100 

0.0624 

0.0751 

- 

0.147 

0.147 

0.184 

0.009 

0.174 

0.065 

37.45 

Safe 

Kaloo Gamra 

0827000103314100 

0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kalyanpur 

0826001003287000 

0.02 

0.00 

3,925.23 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.02 

0.00 

2,727.67 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0054 

0.0065 

- 

0.012 

0.012 

0.012 

0.001 

0.011 

0.011 

94.30 

Critical 

Kamla Amba 

0827000203319500 

0.03 

0.00 

5,541.12 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.02 

0.00 

(2,011.53) 

0.00 

0.01 

0.01 

0.01 

0.07 

- 

- 

- 

- 

0.016 

0.016 

0.016 

0.026 

0.001 

0.025 

0.001 

3.25 

Safe 



0.02 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kanpur 

0826000903263600 

0.04 

0.04 

165.96 

0.05 

0.00 

0.05 

0.05 

0.59 

- 

- 

0.0821 

0.0988 

0.001 

0.182 

0.182 

0.232 

0.012 

0.220 

0.025 

11.34 

Safe 


0826001003289600 

0.02 

0.00 

5,202.55 

0.00 

- 

0.00 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.011 

0.032 

300.89 

Over Exploited 



0.02 

0.03 

720.44 

0.04 

0.01 

0.05 

0.04 

0.51 

- 

0.0300 

0.1293 

0.1557 

- 

0.315 

0.315 

0.367 

0.018 

0.348 

0.199 

57.21 

Safe 

Kanthri 

0827000203319100 

0.03 

0.00 

49,228.10 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kareliya 

0827000203318200 

0.03 

0.01 

893.58 

0.02 

0.02 

0.03 

0.02 

0.23 

- 

- 

- 

- 

0.025 

0.025 

0.025 

0.056 

0.003 

0.053 

0.019 

36.14 

Safe 



0.02 

0.02 

654.99 

0.03 

0.01 

0.03 

0.03 

0.38 

- 

- 

- 

- 

0.012 

0.012 

0.012 

0.047 

0.002 

0.044 

0.023 

52.01 

Safe 

Katarwa 

0827000203318900 

0.03 

0.00 

2,249.13 

0.00 

- 

0.00 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.038 

291.13 

Over Exploited 



0.02 

0.00 

171,960.57 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kateo 

0826001003287100 

0.02 

0.00 

1,369.20 

0.00 

- 

0.00 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.034 

279.11 

Over Exploited 



0.02 

0.02 

348.96 

0.02 

- 

0.02 

0.03 

0.36 

- 

0.0100 

0.1085 

0.1305 

- 

0.249 

0.249 

0.274 

0.014 

0.260 

0.091 

35.18 

Safe 

Khajooriya 

0827000103303200 

0.04 

0.09 

411.30 

0.11 

0.02 

0.13 

0.05 

0.58 

- 

0.0300 

- 

- 

0.008 

0.038 

0.038 

0.165 

0.008 

0.157 

0.206 

131.14 

Over Exploited 

Khakhariya 

0826000903262600 

0.04 

0.00 

2,052.37 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.019 

3,053.93 

Over Exploited 

Khandora 

0826000803237900 

0.05 

0.09 

(10.11) 

0.08 

0.11 

0.19 

0.05 

0.61 

- 

0.0200 

- 

- 

0.166 

0.186 

0.186 

0.375 

0.019 

0.356 

0.136 

38.18 

Safe 

Kharad 

0826000903263900 

0.04 

0.02 

265,318.69 

0.03 

0.00 

0.03 

0.04 

0.53 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.040 

0.002 

0.038 

0.023 

59.03 

Safe 

Khemaroo 

0827000103304400 

0.04 

0.07 

235.15 

0.08 

0.00 

0.09 

0.04 

0.61 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.098 

0.005 

0.094 

0.070 

74.34 

Semi Critical 

Khempur 

0827000103302700 

0.04 

0.06 

########## 

0.07 

0.04 

0.11 

0.04 

0.51 

- 

0.0200 

- 

- 

0.038 

0.058 

0.058 

0.166 

0.008 

0.158 

0.139 

88.33 

Semi Critical 

Khera Samor 

0827000203320400 

0.03 

0.00 

2,881.88 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.024 

1,154.65 

Over Exploited 

Khermal 

0827000203319000 

0.03 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kheroli 

0826000803238200 

0.05 

0.00 

3,573.53 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

2,614.45 

Over Exploited 



0.05 

0.04 

231.69 

0.05 

- 

0.05 

0.04 

0.47 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.058 

0.003 

0.055 

0.058 

104.55 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 






Jaisamand 

Command 

Phyllite & Schist 

0.402 

3.74 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.02 

0.002 

0.10 

0.08 







Command 

Gneisses(B.G.C) 

0.061 

3.74 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.01 


Khumanpura 

082700010330120C 

0.614 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.614 

4.56 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.03 

0.005 

0.55 

0.56 


Kunda 

0826000903262700 

4.414 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.927 

3.77 

0.020 

0.02 

0.01 

0.00 

0.00 

0.00 

0.08 

0.08 

0.09 

0.003 

0.11 

0.12 


Kundal 

0826000903263000 

1.076 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.868 

1.50 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.003 

0.42 

0.46 






Som Kagdar 

Command 

Phyllite & Schist 

0.132 

1.50 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.06 

0.07 


Kundli 

0826000803239800 

2.569 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.016 

3.65 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

2.554 

3.65 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.17 

0.21 

0.09 

0.010 

0.62 

0.51 


Mahoowara 

0826001003287300 

1.722 

Fresh 

Som Kagdar 

Command 

Phyllite & Schist 

0.035 

1.10 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Mahuwara 

0826000903263100 

1.045 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.023 

1.90 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Som Kagdar 

Command 

Phyllite & Schist 

1.022 

1.90 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.02 

0.004 

0.51 

0.55 


Manpur 

0827000103304500 

5.983 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.826 

3.75 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.00 

0.006 

0.09 

0.09 


Manpura 

0826001003287200 

0.849 

Fresh 

Som Kagdar 

Command 

Phyllite & Schist 

0.012 

1.44 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Masana 

0827000203318700 

5.783 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.546 

3.23 

0.015 

0.07 

0.01 

0.00 

0.00 

0.01 

0.31 

0.41 

0.27 

0.016 

0.53 

0.40 







Non-command 

Gneisses(B.G.C) 

0.184 

3.23 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.001 

0.02 

0.01 


Moth 

0827000103301900 

2.048 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.602 

4.31 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.00 

0.005 

0.16 

0.13 


Nawagaon Farras 

0827000103301100 

1.861 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.856 

4.01 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.15 

0.01 

0.015 

0.54 

0.56 






Som Kagdar 

Command 

Phyllite & Schist 

0.004 

4.01 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Pahara 

0826001003289700 

4.513 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.482 

4.13 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.01 

0.003 

0.06 

0.05 






Som Kagdar 

Command 

Phyllite & Schist 

4.032 

4.13 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.35 

0.41 

0.06 

0.022 

0.49 

0.43 


Palbassi 

0827000103301400 

10.399 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.728 

5.07 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.41 

0.42 

0.08 

0.029 

0.20 

0.20 


Palmathu Gamra 

0827000103304600 

7.320 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.424 

4.50 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.00 

0.003 

0.04 

0.04 


Pandiyawara 

0826001003289500 

5.167 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.515 

3.06 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.003 

0.05 

0.06 






Som Kagdar 

Command 

Phyllite & Schist 

4.651 

3.06 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.31 

0.29 

0.07 

0.026 

0.47 

0.51 


Parda Sakani 

0827000203319400 

2.415 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.820 

4.29 

0.011 

0.01 

0.00 

0.00 

0.00 

0.04 

0.06 

0.07 

0.02 

0.005 

0.47 

0.39 


Paroda 

0826000803238000 

4.707 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.475 

2.54 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.11 

0.05 

0.006 

0.17 

0.14 






Jaisamand 

Command 

Phyllite & Schist 

2.357 

2.54 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.16 

0.09 

0.009 

0.28 

0.22 


Pipala Bhatra 

0826000903263400 

0.632 

Fresh 

Som Kagdar 

Command 

Phyllite & Schist 

0.632 

1.85 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.002 

0.54 

0.54 


Pipalada 

0827000103300400 

4.921 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.019 

5.53 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Raghunath Pura 

0827000103303100 

2.044 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.974 

3.88 

0.020 

0.03 

0.01 

0.00 

0.00 

0.01 

0.16 

0.21 

0.11 

0.015 

0.53 

0.41 


Rajol 

0826001003286800 

4.032 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.081 

0.85 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Ramgarh 

0827000203318500 

4.917 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.446 

4.01 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.15 

0.10 

0.004 

0.16 

0.12 







Non-command 

Gneisses(B.G.C) 

2.742 

4.01 

0.011 

0.04 

0.00 

0.00 

0.00 

0.00 

0.16 

0.21 

0.13 

0.008 

0.31 

0.24 


Rampur 

0826000903263300 

0.790 

Fresh 

Som Kagdar 

Command 

Phyllite & Schist 

0.790 

2.00 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.003 

0.53 

0.55 


Rampur Biyola 

0827000103300500 

3.879 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.506 

3.82 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.28 

0.25 

0.04 

0.027 

0.46 

0.52 


Ratanpura 

0827000103302600 

3.507 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.475 

2.87 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.21 

0.28 

0.06 

0.027 

0.55 

0.42 


Rathora 

0826000903264100 

9.246 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.651 

1.98 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.04 

0.006 

0.10 

0.08 






Jaisamand 

Command 

Phyllite & Schist 

0.321 

1.98 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.001 

0.02 

0.02 


Ratnawara 

0827000103301300 

2.563 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.563 

5.06 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.27 

0.28 

0.01 

0.020 

0.55 

0.53 


Saiyat Bhagal 

0826000903263500 

0.539 

Fresh 

Som Kagdar 

Command 

Phyllite & Schist 

0.539 

2.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.002 

0.54 

0.53 


Sakani 

0827000203319200 

5.245 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.348 

5.66 

0.015 

0.08 

0.01 

0.00 

0.00 

0.02 

0.42 

0.52 

0.32 

0.012 

0.50 

0.40 







Non-command 

Gneisses(B.G.C) 

0.104 

5.66 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Salawata 

0826000803239900 

3.139 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.520 

2.50 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.002 

0.10 

0.09 







Non-command 

Gneisses(B.G.C) 

0.650 

2.50 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.003 

0.13 

0.11 






Som Kamla Amba 

Command 

Phyllite & Schist 

0.041 

2.50 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Command 

Gneisses(B.G.C) 

0.000 

2.50 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Satora 

0827000103301000 

1.893 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.893 

3.28 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.01 

0.015 

0.53 

0.58 


Satu 

0827000103302900 

5.478 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.478 

3.30 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.41 

0.53 

0.18 

0.043 

0.55 

0.42 


Savgar 

0827000103302300 

10.470 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.299 

3.66 

0.020 

0.06 

0.01 

0.00 

0.00 

0.02 

0.79 

1.02 

0.13 

0.081 

0.54 

0.42 


Seemal Ghati 

0827000103313700 

4.122 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.122 

3.23 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.29 

0.39 

0.06 

0.032 

0.55 

0.42 


Shaktawaton Ka Gurha 

0826000903263700 

8.212 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.539 

3.19 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.12 

0.01 

0.005 

0.10 

0.08 






Som Kagdar 

Command 

Phyllite & Schist 

6.370 

3.19 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.43 

0.53 

0.05 

0.023 

0.43 

0.34 


Suwawato-Ka-Gurha 

0826000803239700 

4.265 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.834 

2.98 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.23 

0.28 

0.10 

0.015 

0.56 

0.46 







Non-command 

Gneisses(B.G.C) 

0.298 

2.98 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.001 

0.04 

0.04 


Tantiya 

0827000203318100 

2.714 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.627 

4.35 

0.015 

0.04 

0.01 

0.00 

0.00 

0.01 

0.19 

0.25 

0.15 

0.007 

0.53 

0.41 


Tokar 

0826000903262900 

11.810 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.664 

1.77 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.14 

0.01 

0.013 

0.17 

0.17 






Som Kagdar 

Command 

Phyllite & Schist 

7.047 

1.77 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.26 

0.02 

0.025 

0.32 

0.32 


Toraniya 

0827000103302500 

1.846 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.667 

2.27 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.11 

0.02 

0.013 

0.50 

0.39 


Vara Kundli 

0827000203319300 

1.341 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.033 

4.78 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.01 







Non-command 

Gneisses(B.G.C) 

1.308 

4.78 

0.011 

0.01 

0.00 

0.00 

0.00 

0.02 

0.06 

0.07 

0.02 

0.004 

0.60 

0.49 


Varaghoriya 

0827000203320200 

4.145 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.592 

3.68 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.20 

0.07 

0.007 

0.39 

0.32 







Non-command 

Gneisses(B.G.C) 

0.961 

3.68 

0.011 

0.00 

0.00 

0.00 

0.00 

0.01 

0.03 

0.04 

0.01 

0.003 

0.15 

0.12 


Vasundar Bari 

0827000203320100 

1.708 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

2.10 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Vasundarchhoti 

0827000203320300 

3.416 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.070 

1.81 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 

09006054 

Akhepur 

0826000803235800 

1.337 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.269 

2.63 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.13 

0.11 






Jaisamand 

Command 

Phyllite & Schist 

0.258 

2.63 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.12 

0.11 







Command 

Gneisses(B.G.C) 

0.811 

2.63 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.01 

0.003 

0.38 

0.34 


Amalwa 

0826000803244900 

3.023 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.889 

5.26 

0.018 

0.05 

0.01 

0.00 

0.00 

0.00 

0.31 

0.34 

0.20 

0.011 

0.61 

0.55 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.05 

0.00 

1,969.81 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

0.0033 

0.0032 

- 

0.006 

0.006 

0.009 

0.000 

0.009 

0.021 

240.13 

Over Exploited 



0.05 

0.00 

8,345.83 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0005 

0.0005 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.003 

321.40 

Over Exploited 

Khumanpura 

0827000103301200 

0.04 

0.01 

377.01 

0.02 

- 

0.02 

0.04 

0.59 

- 

- 

- 

- 

- 

- 

- 

0.016 

0.001 

0.016 

0.030 

192.21 

Over Exploited 

Kunda 

0826000903262700 

0.04 

0.00 

590,328.01 

0.00 

0.01 

0.01 

0.01 

0.12 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.035 

0.002 

0.033 

0.093 

283.13 

Over Exploited 

Kundal 

0826000903263000 

0.04 

0.01 

137.02 

0.02 

- 

0.02 

0.03 

0.46 

- 

- 

- 

- 

- 

- 

- 

0.017 

0.001 

0.016 

0.027 

170.04 

Over Exploited 



0.04 

0.00 

1,015.32 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

0.0055 

0.0066 

- 

0.012 

0.012 

0.012 

0.001 

0.012 

0.006 

54.51 

Safe 

Kundli 

0826000803239800 

0.05 

0.00 

37,189.12 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.09 

141.68 

0.10 

- 

0.10 

0.05 

0.67 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.113 

0.006 

0.107 

0.100 

93.21 

Critical 

Mahoowara 

0826001003287300 

0.02 

0.00 

7,954.14 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0015 

0.0018 

- 

0.003 

0.003 

0.003 

0.000 

0.003 

0.000 

6.39 

Safe 

Mahuwara 

0826000903263100 

0.04 

0.00 

8,089.69 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.02 

126.18 

0.02 

- 

0.02 

0.04 

0.55 

- 

- 

0.0426 

0.0513 

- 

0.094 

0.094 

0.118 

0.006 

0.112 

0.022 

19.30 

Safe 

Manpur 

0827000103304500 

0.04 

0.00 

1,962.71 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.003 

0.010 

306.29 

Over Exploited 

Manpura 

0826001003287200 

0.02 

0.00 

17,852.31 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0005 

0.0006 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

6.62 

Safe 

Masana 

0827000203318700 

0.03 

0.09 

333.59 

0.11 

0.02 

0.14 

0.05 

0.58 

- 

0.0500 

- 

- 

0.022 

0.072 

0.072 

0.210 

0.011 

0.200 

0.290 

144.98 

Over Exploited 



0.02 

0.00 

37,023.51 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.005 

0.000 

0.005 

0.011 

221.59 

Over Exploited 

Moth 

0827000103301900 

0.04 

0.00 

1,554.97 

0.00 

0.00 

0.00 

0.02 

0.18 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

0.000 

0.005 

0.009 

185.80 

Over Exploited 

Nawagaon Farras 

0827000103301100 

0.04 

0.04 

274.54 

0.05 

0.00 

0.05 

0.04 

0.58 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.052 

0.003 

0.050 

0.023 

45.47 

Safe 



0.04 

0.00 

168,862.16 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0002 

0.0002 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pahara 

0826001003289700 

0.02 

0.00 

6,685.20 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.013 

1,640.10 

Over Exploited 



0.02 

0.05 

758.77 

0.06 

- 

0.06 

0.04 

0.54 

- 

0.0100 

0.1681 

0.2024 

- 

0.381 

0.381 

0.437 

0.022 

0.416 

0.080 

19.34 

Safe 

Palbassi 

0827000103301400 

0.04 

0.03 

1,253.88 

0.04 

0.00 

0.04 

0.02 

0.22 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.058 

0.003 

0.055 

0.112 

202.68 

Over Exploited 

Palmathu Gamra 

0827000103304600 

0.04 

0.00 

5,664.36 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.003 

441.16 

Over Exploited 

Pandiyawara 

0826001003289500 

0.02 

0.00 

4,436.97 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.013 

1,747.02 

Over Exploited 



0.02 

0.05 

455.25 

0.06 

- 

0.06 

0.04 

0.51 

- 

0.0100 

0.1940 

0.2335 

- 

0.438 

0.438 

0.501 

0.025 

0.476 

0.093 

19.52 

Safe 

Parda Sakani 

0827000203319400 

0.02 

0.02 

313.09 

0.02 

0.04 

0.06 

0.04 

0.51 

- 

- 

- 

- 

0.057 

0.057 

0.057 

0.115 

0.006 

0.109 

0.024 

22.10 

Safe 

Paroda 

0826000803238000 

0.05 

0.01 

667.14 

0.02 

- 

0.02 

0.02 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.027 

0.001 

0.025 

0.059 

230.42 

Over Exploited 



0.05 

0.04 

337.88 

0.04 

- 

0.04 

0.03 

0.31 

- 

0.0100 

0.0192 

0.0185 

- 

0.048 

0.048 

0.091 

0.005 

0.086 

0.095 

110.45 

Over Exploited 

Pipala Bhatra 

0826000903263400 

0.04 

0.01 

156.36 

0.02 

- 

0.02 

0.05 

0.58 

- 

0.0100 

0.0264 

0.0317 

- 

0.068 

0.068 

0.084 

0.004 

0.080 

0.032 

40.52 

Safe 

Pipalada 

0827000103300400 

0.04 

0.00 

127,481.63 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Raghunath Pura 

0827000103303100 

0.04 

0.04 

394.89 

0.05 

0.02 

0.07 

0.05 

0.58 

- 

0.0200 

- 

- 

0.016 

0.037 

0.037 

0.109 

0.005 

0.103 

0.120 

116.69 

Over Exploited 

Rajol 

0826001003286800 

0.02 

0.00 

6,367.66 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ramgarh 

0827000203318500 

0.03 

0.01 

1,902.07 

0.01 

0.00 

0.01 

0.02 

0.18 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.030 

0.001 

0.028 

0.105 

372.95 

Over Exploited 



0.02 

0.02 

1,132.42 

0.02 

0.00 

0.02 

0.03 

0.34 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.043 

0.002 

0.041 

0.138 

334.59 

Over Exploited 

Rampur 

0826000903263300 

0.04 

0.02 

89.59 

0.02 

- 

0.02 

0.04 

0.58 

- 

- 

0.0330 

0.0397 

- 

0.073 

0.073 

0.092 

0.005 

0.087 

0.015 

16.93 

Safe 

Rampur Biyola 

0827000103300500 

0.04 

0.07 

275.85 

0.08 

0.01 

0.09 

0.03 

0.50 

- 

0.0100 

- 

- 

0.016 

0.026 

0.026 

0.115 

0.006 

0.110 

0.065 

59.72 

Safe 

Ratanpura 

0827000103302600 

0.04 

0.08 

258.63 

0.09 

0.01 

0.10 

0.05 

0.60 

- 

0.0100 

- 

- 

0.012 

0.022 

0.022 

0.123 

0.006 

0.117 

0.082 

70.44 

Semi Critical 

Rathora 

0826000903264100 

0.04 

0.01 

1,402.95 

0.01 

- 

0.01 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.017 

0.048 

287.80 

Over Exploited 



0.04 

0.00 

6,635.66 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0031 

0.0038 

- 

0.007 

0.007 

0.007 

0.000 

0.007 

0.007 

104.55 

Over Exploited 

Ratnawara 

0827000103301300 

0.04 

0.06 

381.82 

0.07 

0.00 

0.07 

0.05 

0.60 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.074 

0.004 

0.070 

0.028 

40.20 

Safe 

Saiyat Bhagal 

0826000903263500 

0.04 

0.01 

123.10 

0.01 

0.00 

0.01 

0.05 

0.59 

- 

- 

0.0225 

0.0271 

0.000 

0.050 

0.050 

0.063 

0.003 

0.060 

0.014 

23.14 

Safe 

Sakani 

0827000203319200 

0.03 

0.07 

########## 

0.08 

0.03 

0.11 

0.04 

0.54 

- 

0.0600 

- 

- 

0.033 

0.094 

0.094 

0.208 

0.010 

0.198 

0.329 

166.35 

Over Exploited 



0.02 

0.00 

14,387.82 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.009 

0.000 

0.008 

0.005 

62.87 

Safe 

Salawata 

0826000803239900 

0.05 

0.00 

1,241.61 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.003 

0.026 

769.07 

Over Exploited 



0.05 

0.00 

809.38 

0.01 

- 

0.01 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.005 

0.021 

390.53 

Over Exploited 



0.05 

0.00 

12,022.43 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0013 

0.0013 

- 

0.003 

0.003 

0.003 

0.000 

0.002 

0.000 

6.31 

Safe 



0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Satora 

0827000103301000 

0.04 

0.04 

203.44 

0.05 

- 

0.05 

0.04 

0.57 

- 

- 

- 

- 

- 

- 

- 

0.049 

0.002 

0.046 

0.023 

49.25 

Safe 

Satu 

0827000103302900 

0.04 

0.12 

335.70 

0.15 

0.01 

0.16 

0.05 

0.60 

- 

0.0300 

- 

- 

0.006 

0.036 

0.036 

0.197 

0.010 

0.187 

0.219 

116.87 

Over Exploited 

Savgar 

0827000103302300 

0.04 

0.23 

350.59 

0.27 

0.03 

0.30 

0.05 

0.59 

- 

0.0200 

- 

- 

0.026 

0.046 

0.046 

0.344 

0.017 

0.327 

0.211 

64.41 

Safe 

Seemal Ghati 

0827000103313700 

0.04 

0.09 

317.84 

0.11 

0.00 

0.11 

0.05 

0.60 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.125 

0.006 

0.119 

0.095 

80.14 

Semi Critical 

Shaktawaton Ka Gurha 

0826000903263700 

0.04 

0.01 

1,906.45 

0.01 

- 

0.01 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.017 

250.83 

Over Exploited 



0.04 

0.10 

542,326.01 

0.13 

- 

0.13 

0.04 

0.47 

- 

0.0100 

0.2657 

0.3198 

- 

0.595 

0.595 

0.721 

0.036 

0.685 

0.071 

10.30 

Safe 

Suwawato-Ka-Gurha 

0826000803239700 

0.05 

0.12 

138.75 

0.14 

- 

0.14 

0.05 

0.61 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.160 

0.008 

0.152 

0.116 

76.11 

Semi Critical 



0.05 

0.00 

2,195.33 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.007 

894.44 

Over Exploited 

Tantiya 

0827000203318100 

0.03 

0.05 

########## 

0.05 

0.02 

0.07 

0.05 

0.59 

- 

0.0300 

- 

- 

0.011 

0.041 

0.041 

0.113 

0.006 

0.107 

0.158 

147.89 

Over Exploited 

Tokar 

0826000903262900 

0.04 

0.02 

499.42 

0.03 

- 

0.03 

0.01 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.028 

0.001 

0.027 

0.025 

94.01 

Critical 



0.04 

0.09 

201.08 

0.10 

- 

0.10 

0.03 

0.35 

- 

- 

0.2939 

0.3538 

- 

0.648 

0.648 

0.751 

0.038 

0.713 

0.049 

6.86 

Safe 

Toraniya 

0827000103302500 

0.04 

0.03 

(698,582.44) 

0.04 

0.00 

0.04 

0.05 

0.55 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.042 

0.002 

0.040 

0.030 

74.51 

Semi Critical 

Vara Kundli 

0827000203319300 

0.03 

0.00 

18,176.95 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.02 

0.02 

334.99 

0.02 

0.02 

0.04 

0.05 

0.65 

- 

- 

- 

- 

0.035 

0.035 

0.035 

0.077 

0.004 

0.074 

0.028 

37.69 

Safe 

Varaghoriya 

0827000203320200 

0.03 

0.03 

500.48 

0.04 

0.00 

0.04 

0.03 

0.43 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.053 

0.003 

0.050 

0.072 

144.39 

Over Exploited 



0.02 

0.00 

1,320.38 

0.00 

0.01 

0.01 

0.01 

0.16 

- 

- 

- 

- 

0.010 

0.010 

0.010 

0.020 

0.001 

0.019 

0.017 

90.18 

Critical 

Vasundar Bari 

0827000203320100 

0.03 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Vasundarchhoti 

0827000203320300 

0.03 

0.00 

7,687.80 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Akhepur 

0826000803235800 

0.05 

0.00 

541.33 

0.00 

- 

0.00 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.004 

194.18 

Over Exploited 



0.05 

0.00 

674.88 

0.00 

- 

0.00 

0.01 

0.13 

- 

- 

0.0021 

0.0020 

- 

0.004 

0.004 

0.006 

0.000 

0.006 

0.006 

102.99 

Over Exploited 



0.05 

0.02 

111.46 

0.02 

- 

0.02 

0.03 

0.41 

- 

- 

0.0066 

0.0064 

- 

0.013 

0.013 

0.033 

0.002 

0.031 

0.009 

29.20 

Safe 

Amalwa 

0826000803244900 

0.05 

0.10 

256.18 

0.12 

0.01 

0.13 

0.05 

0.66 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.165 

0.008 

0.157 

0.208 

132.43 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Gneisses(B.G.C) 

0.002 

5.26 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Amartiya 

0827000203319600 

2.754 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.550 

1.31 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.07 

0.004 

0.36 

0.29 







Non-command 

Gneisses(B.G.C) 

0.904 

1.31 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.03 

0.003 

0.21 

0.17 






Som Kamla Amba 

Command 

Phyllite & Schist 

0.266 

1.31 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.06 

0.05 


Aspur 

0827000203319900 

6.663 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.830 

3.59 

0.015 

0.04 

0.00 

0.00 

0.00 

0.01 

0.29 

0.36 

0.12 

0.014 

0.46 

0.38 






Som Kamla Amba 

Command 

Phyllite & Schist 

1.833 

3.59 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.13 

0.05 

0.005 

0.18 

0.14 


Bhaikhred 

0827000203327800 

5.384 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.206 

1.07 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.02 






Som Kamla Amba 

Command 

Gneisses(B.G.C) 

5.178 

1.07 

0.011 

0.03 

0.01 

0.00 

0.00 

0.02 

0.06 

0.07 

0.11 

0.015 

0.61 

0.53 


Bhakroton Ka Gurha 

0826000803245100 

0.891 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.020 

4.12 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

0.871 

4.12 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.02 

0.003 

0.62 

0.54 


Bhanor 

0826000803236100 

0.643 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.604 

2.29 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.002 

0.59 

0.55 


Bharga 

0827000203328200 

5.718 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.892 

2.18 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.01 

0.005 

0.20 

0.19 






Som Kamla Amba 

Command 

Gneisses(B.G.C) 

3.826 

2.18 

0.011 

0.01 

0.00 

0.00 

0.00 

0.02 

0.09 

0.09 

0.01 

0.011 

0.41 

0.39 


Bhatoli 

0827000203328800 

8.290 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.433 

2.87 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.03 

0.03 






Som Kamla Amba 

Command 

Phyllite & Schist 

0.233 

2.87 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.02 


Bhatwara 

0827000203329100 

2.074 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.271 

2.39 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.08 

0.08 







Non-command 

Gneisses(B.G.C) 

0.324 

2.39 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.001 

0.10 

0.09 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.600 

2.39 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.002 

0.18 

0.17 







Command 

Gneisses(B.G.C) 

0.767 

2.39 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.002 

0.23 

0.21 


Bhavrana 

0826000803243700 

9.708 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.158 

7.91 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

9.551 

7.91 

0.015 

0.21 

0.03 

0.00 

0.00 

0.00 

1.31 

1.44 

0.77 

0.037 

0.63 

0.58 


Bheemroda 

0827000203329700 

1.814 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.020 

1.92 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Bhopal-Pura 

0826000803243800 

0.943 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.122 

5.67 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.08 

0.08 







Non-command 

Gneisses(B.G.C) 

0.821 

5.67 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.03 

0.003 

0.56 

0.51 


Biloora 

0827000203330400 

6.962 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.865 

2.35 

0.011 

0.01 

0.00 

0.00 

0.00 

0.01 

0.12 

0.14 

0.01 

0.014 

0.43 

0.39 






Som Kamla Amba 

Command 

Gneisses(B.G.C) 

0.237 

2.35 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.02 


Bora-Talab 

0826000803243400 

3.868 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.029 

3.67 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.16 

0.07 

0.008 

0.34 

0.32 







Non-command 

Gneisses(B.G.C) 

1.489 

3.67 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.03 

0.006 

0.25 

0.23 


Bori 

0826000803243100 

3.303 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.426 

3.55 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.002 

0.08 

0.08 






Jaisamand 

Command 

Gneisses(B.G.C) 

1.132 

3.55 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.02 

0.004 

0.22 

0.21 


Bori-Gamra 

0826000803243000 

2.180 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.921 

3.53 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.01 

0.004 

0.27 

0.25 






Jaisamand 

Command 

Gneisses(B.G.C) 

0.889 

3.53 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.01 

0.003 

0.26 

0.24 


Buder 

0826000803244600 

0.708 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.155 

2.42 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.14 

0.13 


Chauhano-Ka-Khandela 

0826000803236700 

2.918 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

0.345 

2.60 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.07 

0.06 


Dad 

0827000203324600 

1.826 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.379 

1.69 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.004 

0.48 

0.40 






Som Kamla Amba 

Command 

Gneisses(B.G.C) 

0.448 

1.69 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.16 

0.13 


Dangi-Khera 

0826000803236500 

1.155 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.701 

1.82 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.003 

0.39 

0.35 






Jaisamand 

Command 

Gneisses(B.G.C) 

0.454 

1.82 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.25 

0.23 


Daulpura 

0827000203328400 

3.271 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.007 

2.48 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Som Kamla Amba 

Command 

Gneisses(B.G.C) 

3.264 

2.48 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.02 

0.009 

0.61 

0.58 


Deola Kalan 

0826000803245900 

3.912 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.359 

2.14 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.06 

0.05 


Dewad 

0826000803243600 

2.731 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.427 

6.00 

0.018 

0.03 

0.00 

0.00 

0.00 

0.00 

0.29 

0.31 

0.11 

0.009 

0.57 

0.53 







Non-command 

Gneisses(B.G.C) 

0.304 

6.00 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.001 

0.07 

0.07 


Dhani 

0827000203329500 

1.006 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.828 

2.59 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.002 

0.51 

0.48 


Dhaori 

0826000803241100 

0.935 

Fresh 

Jaisamand 

Command 

Gneisses(B.G.C) 

0.935 

3.87 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.05 

0.004 

0.64 

0.55 


Dhika-Dhola 

0826000803241600 

2.572 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.506 

2.96 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.05 

0.006 

0.38 

0.35 






Jaisamand 

Command 

Gneisses(B.G.C) 

1.040 

2.96 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.03 

0.004 

0.26 

0.24 


Dholagarh-Ka-Khera@Jodhsingh-Ka-Kher 

0826000803236400 

1.677 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.549 

1.81 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.05 

0.006 

0.59 

0.54 






Jaisamand 

Command 

Gneisses(B.G.C) 

0.128 

1.81 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.05 

0.04 


Dholapani Ka Gurha 

0826000803240100 

1.736 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.013 

2.43 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Fatehpura 

0827000203319700 

3.557 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.471 

2.90 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.001 

0.08 

0.07 






Som Kamla Amba 

Command 

Phyllite & Schist 

3.086 

2.90 

0.015 

0.01 

0.00 

0.00 

0.00 

0.02 

0.13 

0.16 

0.04 

0.009 

0.55 

0.45 


Gara Arendiya 

0827000203328300 

2.728 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.068 

2.37 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.01 






Som Kamla Amba 

Command 

Gneisses(B.G.C) 

2.660 

2.37 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.00 

0.008 

0.60 

0.57 


Gara Dasundi 

0827000203327500 

2.712 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.667 

2.62 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.002 

0.16 

0.14 






Som Kamla Amba 

Command 

Gneisses(B.G.C) 

2.045 

2.62 

0.011 

0.00 

0.00 

0.00 

0.00 

0.02 

0.04 

0.05 

0.00 

0.006 

0.48 

0.41 


Gara Eklingji 

0827000203323500 

2.603 

Fresh 

Som Kamla Amba 

Command 

Phyllite & Schist 

1.061 

1.87 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.08 

0.003 

0.26 

0.21 


Gara Hatkiya 

0827000203327200 

1.953 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.868 

3.42 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.04 

0.002 

0.28 

0.23 







Non-command 

Gneisses(B.G.C) 

1.084 

3.42 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.03 

0.003 

0.35 

0.29 


Gara Nathji 

0827000203324000 

3.693 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.130 

1.27 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.02 






Som Kamla Amba 

Command 

Gneisses(B.G.C) 

3.563 

1.27 

0.011 

0.03 

0.01 

0.00 

0.00 

0.04 

0.03 

0.03 

0.09 

0.010 

0.62 

0.52 


Gara Saktawat 

0827000203324100 

3.293 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.346 

4.82 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.07 

0.06 






Som Kamla Amba 

Command 

Gneisses(B.G.C) 

2.940 

4.82 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.18 

0.02 

0.008 

0.57 

0.52 


Garda 

0826000803240500 

2.325 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.034 

2.84 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Som Kamla Amba 

Command 

Phyllite & Schist 

0.113 

2.84 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.03 

0.03 


Ghater 

0826000803242300 

4.503 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.856 

3.34 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.05 

0.003 

0.12 

0.11 


Ghatra 

0827000203326600 

9.277 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.044 

2.66 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.17 

0.20 

0.07 

0.012 

0.27 

0.24 







Non-command 

Gneisses(B.G.C) 

0.010 

2.66 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.05 

0.00 

366,058.48 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Amartiya 

082700020331960C 

0.03 

0.02 

242.89 

0.02 

- 

0.02 

0.03 

0.39 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.032 

0.002 

0.030 

0.076 

255.15 

Over Exploited 



0.02 

0.00 

644.85 

0.00 

- 

0.00 

0.02 

0.23 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.014 

0.032 

228.77 

Over Exploited 



0.03 

0.00 

1,090.45 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

0.0105 

0.0127 

- 

0.023 

0.023 

0.024 

0.001 

0.023 

0.015 

65.17 

Safe 

Aspur 

0827000203319900 

0.03 

0.07 

391.97 

0.09 

0.01 

0.10 

0.04 

0.50 

- 

0.0100 

- 

- 

0.013 

0.023 

0.023 

0.119 

0.006 

0.113 

0.136 

120.31 

Over Exploited 



0.03 

0.01 

1,175.23 

0.01 

- 

0.01 

0.01 

0.19 

- 

0.0100 

0.0605 

0.0582 

- 

0.129 

0.129 

0.141 

0.007 

0.134 

0.055 

41.17 

Safe 

Bhaikhred 

0827000203327800 

0.02 

0.00 

2,704.56 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

4,908.17 

Over Exploited 



0.02 

0.06 

3.79 

0.07 

0.03 

0.10 

0.05 

0.66 

- 

0.0200 

0.2050 

0.2467 

0.036 

0.508 

0.508 

0.608 

0.030 

0.577 

0.125 

21.61 

Safe 

Bhakroton Ka Gurha 

0826000803245100 

0.05 

0.00 

10,222.03 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.03 

149.84 

0.04 

- 

0.04 

0.05 

0.67 

- 

- 

- 

- 

- 

- 

- 

0.035 

0.002 

0.033 

0.021 

63.97 

Safe 

Bhanor 

0826000803236100 

0.05 

0.02 

70.03 

0.02 

0.00 

0.02 

0.05 

0.63 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.033 

0.002 

0.032 

0.035 

111.95 

Over Exploited 

Bharga 

0827000203328200 

0.02 

0.01 

507.50 

0.01 

0.00 

0.01 

0.02 

0.22 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.012 

0.001 

0.011 

0.015 

133.83 

Over Exploited 



0.02 

0.03 

191.85 

0.04 

0.02 

0.05 

0.04 

0.45 

- 

- 

0.1514 

0.1823 

0.023 

0.356 

0.356 

0.409 

0.020 

0.389 

0.025 

6.40 

Safe 

Bhatoli 

0827000203328800 

0.03 

0.00 

4,423.02 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

234.74 

Over Exploited 



0.03 

0.00 

8,309.88 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0092 

0.0111 

- 

0.020 

0.020 

0.020 

0.001 

0.019 

0.001 

3.41 

Safe 

Bhatwara 

0827000203329100 

0.03 

0.00 

1,368.32 

0.00 

0.00 

0.00 

0.01 

0.09 

- 

- 

- 

- 

0.000 

- 

- 

0.001 

0.000 

0.001 

0.001 

- 

Safe 



0.02 

0.00 

730.81 

0.00 

0.00 

0.00 

0.01 

0.11 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.010 

0.000 

0.009 

0.001 

9.74 

Safe 



0.03 

0.00 

518.21 

0.00 

0.00 

0.01 

0.02 

0.20 

- 

- 

0.0037 

0.0242 

0.002 

0.030 

0.030 

0.036 

0.002 

0.034 

0.009 

25.54 

Safe 



0.02 

0.00 

519.29 

0.00 

- 

0.00 

0.02 

0.25 

- 

- 

0.0048 

0.0310 

- 

0.036 

0.036 

0.040 

0.002 

0.038 

0.007 

18.94 

Safe 

Bhavrana 

0826000803243700 

0.05 

0.00 

26,645.73 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.020 

19,248.75 

Over Exploited 



0.05 

0.33 

342.09 

0.39 

0.03 

0.42 

0.05 

0.68 

- 

0.1500 

- 

- 

- 

0.150 

0.150 

0.571 

0.029 

0.543 

0.811 

149.42 

Over Exploited 

Bheemroda 

0827000203329700 

0.02 

0.00 

17,983.65 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0001 

0.0008 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Bhopal-Pura 

0826000803243800 

0.05 

0.00 

2,289.77 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.005 

868.95 

Over Exploited 



0.05 

0.02 

251.89 

0.03 

- 

0.03 

0.04 

0.60 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.040 

0.002 

0.038 

0.033 

87.80 

Semi Critical 

Biloora 

0827000203330400 

0.02 

0.04 

225.52 

0.05 

0.01 

0.06 

0.04 

0.48 

- 

- 

- 

- 

0.020 

0.020 

0.020 

0.084 

0.004 

0.080 

0.028 

34.94 

Safe 



0.02 

0.00 

6,768.00 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0094 

0.0113 

- 

0.021 

0.021 

0.021 

0.001 

0.020 

0.001 

3.41 

Safe 

Bora-Talab 

0826000803243400 

0.05 

0.04 

60,180.00 

0.04 

- 

0.04 

0.02 

0.36 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.054 

0.003 

0.051 

0.075 

145.35 

Over Exploited 



0.05 

0.02 

393.21 

0.02 

- 

0.02 

0.02 

0.27 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.034 

0.002 

0.032 

0.036 

110.88 

Over Exploited 

Bori 

0826000803243100 

0.05 

0.00 

1,173.44 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.011 

487.48 

Over Exploited 



0.05 

0.01 

460.17 

0.02 

- 

0.02 

0.02 

0.24 

- 

- 

0.0111 

0.0133 

- 

0.024 

0.024 

0.041 

0.002 

0.039 

0.025 

65.79 

Safe 

Bori-Gamra 

0826000803243000 

0.05 

0.01 

287.56 

0.02 

- 

0.02 

0.02 

0.29 

- 

- 

- 

- 

- 

- 

- 

0.016 

0.001 

0.015 

0.016 

100.76 

Over Exploited 



0.05 

0.01 

301.08 

0.02 

- 

0.02 

0.02 

0.28 

- 

- 

0.0087 

0.0105 

- 

0.019 

0.019 

0.034 

0.002 

0.033 

0.015 

47.31 

Safe 

Buder 

0826000803244600 

0.05 

0.00 

505.07 

0.00 

- 

0.00 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

44.21 

Safe 

Chauhano-Ka-Khandela 

0826000803236700 

0.05 

0.00 

1,191.71 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

0.0028 

0.0027 

- 

0.006 

0.006 

0.007 

0.000 

0.007 

0.006 

93.04 

Critical 

Dad 

0827000203324600 

0.02 

0.01 

91.49 

0.02 

0.00 

0.02 

0.04 

0.52 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.027 

0.001 

0.026 

0.014 

53.77 

Safe 



0.02 

0.00 

615.26 

0.00 

- 

0.00 

0.01 

0.17 

- 

- 

0.0177 

0.0213 

- 

0.039 

0.039 

0.041 

0.002 

0.039 

0.001 

3.29 

Safe 

Dangi-Khera 

0826000803236500 

0.05 

0.01 

119.91 

0.02 

- 

0.02 

0.03 

0.42 

- 

- 

- 

- 

- 

- 

- 

0.018 

0.001 

0.017 

0.021 

124.06 

Over Exploited 



0.05 

0.01 

122.81 

0.01 

- 

0.01 

0.02 

0.27 

- 

- 

0.0044 

0.0054 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.014 

84.29 

Semi Critical 

Daulpura 

0827000203328400 

0.02 

0.00 

99,393.00 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.02 

0.04 

151.23 

0.05 

0.00 

0.05 

0.06 

0.67 

- 

- 

0.1507 

0.1555 

0.006 

0.312 

0.312 

0.364 

0.018 

0.346 

0.028 

8.18 

Safe 

Deola Kalan 

0826000803245900 

0.05 

0.00 

1,134.26 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.004 

344.34 

Over Exploited 

Dewad 

0826000803243600 

0.05 

0.08 

306.27 

0.09 

- 

0.09 

0.04 

0.61 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.111 

0.006 

0.105 

0.115 

109.73 

Over Exploited 



0.05 

0.00 

2,401.64 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.010 

756.94 

Over Exploited 

Dhani 

0827000203329500 

0.02 

0.01 

198.90 

0.01 

- 

0.01 

0.05 

0.56 

- 

- 

0.0060 

0.0334 

- 

0.039 

0.039 

0.050 

0.002 

0.047 

0.007 

15.64 

Safe 

Dhaori 

0826000803241100 

0.05 

0.03 

125.19 

0.04 

0.00 

0.04 

0.05 

0.69 

- 

0.0100 

0.0076 

0.0073 

0.003 

0.028 

0.028 

0.068 

0.003 

0.065 

0.054 

82.76 

Semi Critical 

Dhika-Dhola 

0826000803241600 

0.05 

0.03 

12,478.03 

0.04 

- 

0.04 

0.03 

0.40 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.045 

0.002 

0.043 

0.054 

124.95 

Over Exploited 



0.05 

0.01 

317.93 

0.02 

- 

0.02 

0.02 

0.28 

- 

0.0100 

0.0102 

0.0123 

- 

0.032 

0.032 

0.050 

0.002 

0.047 

0.037 

78.07 

Semi Critical 

Dholagarh-Ka-Khera@Jodhsingh-Ka-Kher 

0826000803236400 

0.05 

0.05 

38.30 

0.06 

- 

0.06 

0.04 

0.63 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.069 

0.003 

0.066 

0.060 

91.40 

Critical 



0.05 

0.00 

1,038.34 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

0.0012 

0.0015 

- 

0.003 

0.003 

0.003 

0.000 

0.003 

0.006 

213.54 

Over Exploited 

Dholapani Ka Gurha 

0826000803240100 

0.05 

0.00 

18,995.99 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Fatehpura 

0827000203319700 

0.03 

0.00 

1,845.02 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

0.008 

569.15 

Over Exploited 



0.03 

0.06 

181.02 

0.07 

0.02 

0.08 

0.04 

0.60 

- 

0.0100 

0.1018 

0.0980 

0.026 

0.235 

0.235 

0.319 

0.016 

0.303 

0.052 

17.10 

Safe 

Gara Arendiya 

0827000203328300 

0.02 

0.00 

8,960.44 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.02 

0.03 

123.50 

0.04 

0.00 

0.04 

0.06 

0.66 

- 

- 

0.1053 

0.1267 

0.003 

0.235 

0.235 

0.275 

0.014 

0.261 

0.008 

2.90 

Safe 

Gara Dasundi 

0827000203327500 

0.02 

0.00 

939.60 

0.00 

0.00 

0.00 

0.01 

0.17 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.004 

0.000 

0.004 

0.002 

52.13 

Safe 



0.02 

0.02 

141.70 

0.02 

0.02 

0.04 

0.04 

0.52 

- 

- 

0.0809 

0.0974 

0.027 

0.205 

0.205 

0.246 

0.012 

0.234 

0.006 

2.48 

Safe 

Gara Eklingji 

0827000203323500 

0.03 

0.01 

581.91 

0.01 

- 

0.01 

0.02 

0.28 

- 

0.0100 

0.0420 

0.0506 

- 

0.103 

0.103 

0.113 

0.006 

0.108 

0.082 

76.20 

Semi Critical 

Gara Hatkiya 

0827000203327200 

0.03 

0.01 

675.41 

0.01 

0.00 

0.01 

0.02 

0.31 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.018 

0.001 

0.017 

0.038 

222.30 

Over Exploited 



0.02 

0.01 

692.56 

0.01 

0.00 

0.01 

0.03 

0.38 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.010 

0.001 

0.010 

0.032 

330.48 

Over Exploited 

Gara Nathji 

0827000203324000 

0.02 

0.00 

3,498.07 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

8,070.19 

Over Exploited 



0.02 

0.04 

(25.73) 

0.04 

0.05 

0.09 

0.05 

0.66 

- 

0.0200 

0.1410 

0.1698 

0.063 

0.394 

0.394 

0.482 

0.024 

0.458 

0.101 

22.11 

Safe 

Gara Saktawat 

0827000203324100 

0.02 

0.00 

4,221.06 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.006 

1,122.91 

Over Exploited 



0.02 

0.03 

434.58 

0.04 

0.00 

0.04 

0.04 

0.62 

- 

- 

0.1164 

0.1401 

0.003 

0.259 

0.259 

0.301 

0.015 

0.286 

0.032 

11.30 

Safe 

Garda 

0826000803240500 

0.05 

0.00 

12,035.55 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.00 

3,491.85 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0045 

0.0054 

- 

0.010 

0.010 

0.010 

0.001 

0.010 

0.005 

57.06 

Safe 

Ghater 

0826000803242300 

0.05 

0.01 

384,102.17 

0.01 

- 

0.01 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.051 

324.13 

Over Exploited 

Ghatra 

0827000203326600 

0.03 

0.04 

447.62 

0.04 

0.01 

0.05 

0.02 

0.30 

- 

0.0100 

- 

- 

0.014 

0.024 

0.024 

0.076 

0.004 

0.072 

0.077 

106.62 

Over Exploited 



0.02 

0.00 

200,825.04 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 






Som Kamla Amba 

Command 

Phyllite & Schist 

0.335 

2.66 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.001 

0.02 

0.02 


Gol 

0827000203323700 

10.474 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.272 

3.16 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.22 

0.27 

0.08 

0.012 

0.26 

0.21 







Non-command 

Gneisses(B.G.C) 

4.612 

3.16 

0.011 

0.02 

0.00 

0.00 

0.00 

0.01 

0.17 

0.21 

0.05 

0.013 

0.28 

0.23 






Som Kamla Amba 

Command 

Phyllite & Schist 

1.532 

3.16 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.03 

0.004 

0.09 

0.08 







Command 

Gneisses(B.G.C) 

0.059 

3.16 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gothra 

0827000203323400 

4.713 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.614 

2.08 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.002 

0.08 

0.07 


Hameerpura 

0827000203329200 

2.433 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.596 

2.49 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.002 

0.15 

0.14 


Harmatya-Khurd 

0826000803245300 

2.411 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.095 

4.14 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.02 


Jaspur Bhatonka 

0827000203327100 

2.432 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.233 

3.11 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.06 

0.05 







Non-command 

Gneisses(B.G.C) 

2.199 

3.11 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.03 

0.006 

0.57 

0.49 


Jetana 

0826000803240900 

9.990 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.322 

2.99 

0.018 

0.04 

0.01 

0.00 

0.00 

0.00 

0.15 

0.18 

0.16 

0.009 

0.15 

0.12 






Som Kamla Amba 

Command 

Phyllite & Schist 

5.795 

2.99 

0.018 

0.11 

0.02 

0.00 

0.00 

0.00 

0.39 

0.48 

0.40 

0.022 

0.37 

0.30 


Jhalara 

0826000803240400 

12.027 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

1.521 

2.46 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.05 

0.006 

0.08 

0.07 







Command 

Gneisses(B.G.C) 

3.117 

2.46 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.16 

0.07 

0.012 

0.16 

0.14 


Jharap 

0826000803243300 

2.844 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.746 

3.49 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.14 

0.06 

0.007 

0.40 

0.37 







Non-command 

Gneisses(B.G.C) 

0.002 

3.49 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jharmal 

0826000803236000 

3.681 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.978 

2.12 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.12 

0.06 

0.012 

0.51 

0.47 






Jaisamand 

Command 

Gneisses(B.G.C) 

0.621 

2.12 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.002 

0.11 

0.10 


Jhijhni-Kalan 

0826000803245700 

3.063 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.120 

2.29 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.000 

0.02 

0.02 







Non-command 

Gneisses(B.G.C) 

1.850 

2.29 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.01 

0.007 

0.38 

0.32 


Jhijhni-Khurd 

0826000803245800 

3.916 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.197 

3.23 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.01 

0.005 

0.19 

0.16 







Non-command 

Gneisses(B.G.C) 

2.719 

3.23 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.17 

0.02 

0.011 

0.44 

0.37 


Jodhpur-Kalan 

0826000803245200 

0.915 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.915 

5.38 

0.018 

0.02 

0.00 

0.00 

0.00 

0.01 

0.10 

0.11 

0.06 

0.004 

0.64 

0.56 


Jodhpur-Khurd 

0826000803245000 

1.684 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.646 

5.05 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.18 

0.03 

0.006 

0.62 

0.53 







Non-command 

Gneisses(B.G.C) 

0.038 

5.05 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Jodhpur-Unchi-Magri 

0826000803242600 

1.855 

Fresh 

Jaisamand 

Command 

Gneisses(B.G.C) 

1.855 

3.89 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.13 

0.04 

0.007 

0.64 

0.57 


Kachariya 

0826000803244700 

0.445 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.181 

4.52 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.001 

0.26 

0.23 


Kaja-Wara 

0826000803241500 

2.028 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.302 

2.41 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.10 

0.09 






Jaisamand 

Command 

Gneisses(B.G.C) 

1.657 

2.41 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.02 

0.006 

0.52 

0.47 


Kalyan-Kalan 

0826000803242900 

2.987 

Fresh 

Jaisamand 

Command 

Gneisses(B.G.C) 

2.987 

3.88 

0.015 

0.04 

0.01 

0.00 

0.00 

0.02 

0.19 

0.21 

0.14 

0.012 

0.64 

0.59 


Kalyan-Khurd 

0826000803242800 

3.383 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.417 

3.81 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.002 

0.08 

0.07 






Jaisamand 

Command 

Gneisses(B.G.C) 

2.966 

3.81 

0.015 

0.02 

0.01 

0.00 

0.00 

0.00 

0.18 

0.20 

0.08 

0.011 

0.56 

0.51 


Kamla Amba 

0827000203319500 

2.791 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.387 

1.48 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.001 

0.09 

0.07 







Non-command 

Gneisses(B.G.C) 

0.416 

1.48 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.09 

0.08 






Som Kamla Amba 

Command 

Phyllite & Schist 

1.611 

1.48 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.03 

0.04 

0.00 

0.005 

0.37 

0.30 







Command 

Gneisses(B.G.C) 

0.017 

1.48 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kara-Kalan 

0826000803240000 

2.772 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.750 

2.54 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.03 

0.003 

0.17 

0.14 






Som Kamla Amba 

Command 

Phyllite & Schist 

0.914 

2.54 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.04 

0.004 

0.21 

0.17 


Karkoli 

0827000203319800 

2.943 

Fresh 

Som Kamla Amba 

Command 

Phyllite & Schist 

2.943 

2.50 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.15 

0.04 

0.008 

0.64 

0.52 


Karwa Chhapaniya 

0827000203324300 

1.920 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.163 

5.62 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.05 

0.05 






Som Kamla Amba 

Command 

Gneisses(B.G.C) 

1.757 

5.62 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.13 

0.03 

0.005 

0.59 

0.53 


Karwa Khas 

0827000203324200 

1.300 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.032 

1.56 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.01 






Som Kamla Amba 

Command 

Gneisses(B.G.C) 

1.268 

1.56 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.004 

0.62 

0.55 


Kenar 

0826000803236300 

3.004 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.585 

2.30 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.10 

0.11 

0.07 

0.010 

0.55 

0.51 


Khantela 

0827000203329600 

1.250 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.701 

2.49 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.002 

0.35 

0.32 


Kharodiya 

0827000203327600 

2.384 

Fresh 

Som Kamla Amba 

Command 

Gneisses(B.G.C) 

2.384 

0.86 

0.011 

0.02 

0.01 

0.00 

0.00 

0.01 

0.03 

0.03 

0.09 

0.007 

0.63 

0.55 


Khera Aspur 

0827000203323600 

3.647 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.425 

2.28 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.001 

0.07 

0.06 






Som Kamla Amba 

Command 

Phyllite & Schist 

0.941 

2.28 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.03 

0.003 

0.16 

0.13 


Kholri 

0826000803235700 

5.553 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.613 

2.41 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.03 

0.002 

0.07 

0.06 






Jaisamand 

Command 

Phyllite & Schist 

1.212 

2.41 

0.018 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.08 

0.005 

0.14 

0.12 







Command 

Gneisses(B.G.C) 

0.732 

2.41 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.03 

0.003 

0.08 

0.07 


Khudarda 

0827000203324400 

10.460 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.692 

1.41 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.04 

0.04 






Som Kamla Amba 

Command 

Gneisses(B.G.C) 

9.768 

1.41 

0.011 

0.06 

0.01 

0.00 

0.00 

0.00 

0.20 

0.23 

0.19 

0.028 

0.60 

0.51 


Kothar 

0826000803243500 

1.134 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.134 

5.95 

0.018 

0.02 

0.01 

0.00 

0.00 

0.01 

0.12 

0.13 

0.09 

0.004 

0.64 

0.60 


Leemri 

0827000203325100 

3.942 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.910 

3.76 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.19 

0.24 

0.16 

0.008 

0.47 

0.39 


Lembata 

0827000203330200 

8.971 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.033 

2.72 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

5.799 

2.72 

0.011 

0.02 

0.00 

0.00 

0.00 

0.01 

0.18 

0.21 

0.05 

0.016 

0.40 

0.36 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

2.151 

2.72 

0.011 

0.01 

0.00 

0.00 

0.00 

0.01 

0.07 

0.07 

0.02 

0.006 

0.15 

0.13 


Lorawal 

0827000203328100 

9.047 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.421 

1.89 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.03 

0.03 






Som Kamla Amba 

Command 

Gneisses(B.G.C) 

8.620 

1.89 

0.011 

0.01 

0.00 

0.00 

0.00 

0.04 

0.15 

0.16 

0.02 

0.025 

0.59 

0.54 


Malpur 

0826000803232500 

24.676 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.186 

2.94 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.00 

0.005 

0.03 

0.03 


Mander 

0826000803242100 

10.601 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.149 

2.47 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

0.173 

2.47 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 


Mandli 

0826000803241200 

2.402 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

0.124 

3.30 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.03 

0.03 







Command 

Gneisses(B.G.C) 

2.278 

3.30 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.13 

0.15 

0.10 

0.009 

0.61 

0.52 


Manpur (A) 

0826000803244300 

3.033 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.027 

2.03 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

1.105 

2.03 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.05 

0.004 

0.23 

0.22 


Manpura 

0826000803233100 

0.893 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.255 

2.49 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.17 

0.17 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 


(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.03 

0.00 

6,066.33 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0133 

0.0160 

- 

0.029 

0.029 

0.030 

0.001 

0.028 

0.008 

28.29 

Safe 

Gol 

082700020332370C 

0.03 

0.04 

654.51 

0.04 

0.00 

0.04 

0.02 

0.28 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.054 

0.003 

0.052 

0.091 

176.32 

Over Exploited 



0.02 

0.03 

712.54 

0.03 

0.01 

0.04 

0.02 

0.30 

- 

0.0100 

- 

- 

0.012 

0.022 

0.022 

0.061 

0.003 

0.058 

0.066 

113.41 

Over Exploited 



0.03 

0.00 

2,085.25 

0.01 

- 

0.01 

0.01 

0.10 

- 

0.0100 

0.0505 

0.0487 

- 

0.109 

0.109 

0.115 

0.006 

0.109 

0.033 

30.60 

Safe 



0.02 

0.00 

56,787.41 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0019 

0.0019 

- 

0.004 

0.004 

0.004 

0.000 

0.004 

0.000 

4.63 

Safe 

Gothra 

0827000203323400 

0.03 

0.00 

1,194.29 

0.00 

0.00 

0.00 

0.01 

0.09 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.006 

0.000 

0.006 

0.002 

30.90 

Safe 

Hameerpura 

0827000203329200 

0.02 

0.00 

868.20 

0.00 

- 

0.00 

0.01 

0.17 

- 

- 

0.0043 

0.0241 

- 

0.028 

0.028 

0.031 

0.002 

0.029 

0.002 

5.84 

Safe 

Harmatya-Khurd 

0826000803245300 

0.05 

0.00 

6,464.14 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jaspur Bhatonka 

0827000203327100 

0.03 

0.00 

2,661.37 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.008 

1,473.20 

Over Exploited 



0.02 

0.03 

271.46 

0.03 

0.00 

0.04 

0.05 

0.62 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.052 

0.003 

0.050 

0.040 

80.77 

Semi Critical 

Jetana 

0826000803240900 

0.05 

0.02 

887.07 

0.02 

0.01 

0.03 

0.01 

0.16 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.062 

0.003 

0.059 

0.167 

281.48 

Over Exploited 



0.05 

0.12 

311.41 

0.14 

0.02 

0.16 

0.03 

0.40 

- 

0.0700 

0.2294 

0.2761 

- 

0.576 

0.576 

0.735 

0.037 

0.698 

0.420 

60.19 

Safe 

Jhalara 

0826000803240400 

0.05 

0.01 

1,226.79 

0.01 

- 

0.01 

0.01 

0.09 

- 

0.0100 

0.0149 

0.0179 

- 

0.043 

0.043 

0.051 

0.003 

0.048 

0.054 

111.71 

Over Exploited 



0.05 

0.03 

469.28 

0.03 

- 

0.03 

0.01 

0.18 

- 

0.0100 

0.0305 

0.0367 

- 

0.077 

0.077 

0.110 

0.006 

0.105 

0.080 

76.31 

Semi Critical 

Jharap 

0826000803243300 

0.05 

0.04 

261.52 

0.05 

- 

0.05 

0.03 

0.42 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.055 

0.003 

0.052 

0.065 

123.74 

Over Exploited 



0.05 

0.00 

249,346.33 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jharmal 

0826000803236000 

0.05 

0.08 

51.78 

0.10 

- 

0.10 

0.04 

0.55 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.108 

0.005 

0.102 

0.072 

69.93 

Safe 



0.05 

0.00 

501.13 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

0.0051 

0.0049 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.014 

107.12 

Over Exploited 

Jhijhni-Kalan 

0826000803245700 

0.05 

0.00 

3,527.78 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.04 

100.57 

0.05 

- 

0.05 

0.03 

0.41 

- 

- 

- 

- 

- 

- 

- 

0.046 

0.002 

0.043 

0.013 

30.36 

Safe 

Jhijhni-Khurd 

0826000803245800 

0.05 

0.01 

532.35 

0.02 

- 

0.02 

0.02 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.015 

0.001 

0.014 

0.015 

101.80 

Over Exploited 



0.05 

0.06 

158.65 

0.08 

- 

0.08 

0.04 

0.48 

- 

- 

- 

- 

- 

- 

- 

0.077 

0.004 

0.074 

0.029 

38.75 

Safe 

Jodhpur-Kalan 

0826000803245200 

0.05 

0.03 

252.68 

0.04 

0.01 

0.05 

0.05 

0.69 

- 

0.0100 

- 

- 

0.012 

0.022 

0.022 

0.068 

0.003 

0.064 

0.062 

95.77 

Critical 

Jodhpur-Khurd 

0826000803245000 

0.05 

0.06 

225.63 

0.07 

- 

0.07 

0.05 

0.67 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.077 

0.004 

0.073 

0.035 

48.50 

Safe 



0.05 

0.00 

11,160.71 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jodhpur-Unchi-Magri 

0826000803242600 

0.05 

0.06 

107.45 

0.08 

- 

0.08 

0.05 

0.69 

- 

0.0100 

0.0151 

0.0146 

- 

0.040 

0.040 

0.117 

0.006 

0.111 

0.042 

38.04 

Safe 

Kachariya 

0826000803244700 

0.05 

0.00 

522.97 

0.00 

- 

0.00 

0.02 

0.28 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.011 

365.43 

Over Exploited 

Kaja-Wara 

0826000803241500 

0.05 

0.00 

32,923.49 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.004 

244.03 

Over Exploited 



0.05 

0.05 

64.99 

0.06 

- 

0.06 

0.04 

0.56 

- 

- 

0.0162 

0.0195 

- 

0.036 

0.036 

0.092 

0.005 

0.087 

0.030 

34.84 

Safe 

Kalyan-Kalan 

0826000803242900 

0.05 

0.10 

98.59 

0.12 

0.03 

0.15 

0.05 

0.69 

- 

0.0300 

0.0292 

0.0352 

0.024 

0.119 

0.119 

0.269 

0.013 

0.256 

0.150 

58.52 

Safe 

Kalyan-Khurd 

0826000803242800 

0.05 

0.00 

1,362.94 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.014 

669.23 

Over Exploited 



0.05 

0.09 

117.73 

0.11 

0.01 

0.12 

0.04 

0.61 

- 

0.0200 

0.0290 

0.0349 

- 

0.084 

0.084 

0.202 

0.010 

0.192 

0.092 

48.10 

Safe 

Kamla Amba 

0827000203319500 

0.03 

0.00 

(100.00) 

0.00 

0.01 

0.01 

0.01 

0.10 

- 

- 

- 

- 

0.013 

0.013 

0.013 

0.022 

0.001 

0.021 

0.001 

5.21 

Safe 



0.02 

0.00 

879.12 

0.00 

0.00 

0.00 

0.01 

0.10 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.001 

55.46 

Safe 



0.03 

0.02 

95.69 

0.02 

0.01 

0.03 

0.03 

0.40 

- 

- 

0.0638 

0.0768 

0.008 

0.148 

0.148 

0.176 

0.009 

0.168 

0.005 

2.74 

Safe 



0.02 

0.00 

29,783.00 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0007 

0.0008 

- 

0.002 

0.002 

0.002 

0.000 

0.001 

0.000 

3.42 

Safe 

Kara-Kalan 

0826000803240000 

0.05 

0.01 

652.28 

0.01 

- 

0.01 

0.01 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.037 

211.00 

Over Exploited 



0.05 

0.01 

491.93 

0.01 

- 

0.01 

0.02 

0.23 

- 

0.0100 

0.0362 

0.0435 

- 

0.090 

0.090 

0.102 

0.005 

0.097 

0.047 

47.93 

Safe 

Karkoli 

0827000203319800 

0.03 

0.06 

142.50 

0.07 

0.00 

0.07 

0.05 

0.69 

- 

0.0100 

0.1165 

0.1402 

0.000 

0.267 

0.267 

0.340 

0.017 

0.323 

0.051 

15.92 

Safe 

Karwa Chhapaniya 

0827000203324300 

0.02 

0.00 

6,283.02 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

2,706.86 

Over Exploited 



0.02 

0.02 

520.88 

0.02 

0.00 

0.03 

0.04 

0.63 

- 

0.0100 

0.0695 

0.0837 

0.006 

0.169 

0.169 

0.198 

0.010 

0.188 

0.034 

18.10 

Safe 

Karwa Khas 

0827000203324200 

0.02 

0.00 

6,781.65 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.02 

0.02 

54.07 

0.02 

0.00 

0.02 

0.05 

0.67 

- 

- 

0.0502 

0.0604 

0.001 

0.111 

0.111 

0.131 

0.007 

0.124 

0.009 

6.93 

Safe 

Kenar 

0826000803236300 

0.05 

0.08 

139,500.78 

0.09 

0.01 

0.10 

0.04 

0.59 

- 

0.0100 

- 

- 

0.016 

0.026 

0.026 

0.129 

0.006 

0.123 

0.076 

61.99 

Safe 

Khantela 

0827000203329600 

0.02 

0.00 

548.93 

0.01 

- 

0.01 

0.03 

0.38 

- 

- 

0.0051 

0.0283 

- 

0.033 

0.033 

0.039 

0.002 

0.037 

0.021 

56.43 

Safe 

Kharodiya 

0827000203327600 

0.02 

0.03 

(2.65) 

0.03 

0.02 

0.05 

0.05 

0.69 

- 

0.0200 

0.0944 

0.1136 

0.010 

0.238 

0.238 

0.285 

0.014 

0.271 

0.098 

36.14 

Safe 

Khera Aspur 

0827000203323600 

0.03 

0.00 

1,640.61 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.015 

1,304.69 

Over Exploited 



0.03 

0.01 

929.83 

0.01 

- 

0.01 

0.01 

0.18 

- 

0.0100 

0.0372 

0.0448 

- 

0.092 

0.092 

0.098 

0.005 

0.093 

0.032 

33.99 

Safe 

Kholri 

0826000803235700 

0.05 

0.00 

1,467.18 

0.00 

- 

0.00 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.029 

243.08 

Over Exploited 



0.05 

0.01 

780.56 

0.01 

- 

0.01 

0.01 

0.15 

- 

0.0200 

0.0099 

0.0095 

- 

0.039 

0.039 

0.050 

0.003 

0.048 

0.087 

182.18 

Over Exploited 



0.05 

0.00 

1,144.76 

0.00 

- 

0.00 

0.01 

0.09 

- 

0.0100 

0.0060 

0.0058 

- 

0.022 

0.022 

0.026 

0.001 

0.024 

0.033 

135.12 

Over Exploited 

Khudarda 

0827000203324400 

0.02 

0.00 

2,025.03 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.016 

2,400.30 

Over Exploited 



0.02 

0.12 

96.76 

0.14 

0.01 

0.15 

0.05 

0.64 

- 

0.0400 

0.4511 

0.4654 

0.007 

0.964 

0.964 

1.118 

0.056 

1.062 

0.220 

20.70 

Safe 

Kothar 

0826000803243500 

0.05 

0.04 

228.82 

0.05 

0.02 

0.06 

0.05 

0.69 

- 

0.0200 

- 

- 

0.009 

0.029 

0.029 

0.093 

0.005 

0.088 

0.090 

102.27 

Over Exploited 

Leemri 

0827000203325100 

0.03 

0.04 

432.79 

0.05 

0.01 

0.06 

0.04 

0.51 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.095 

0.005 

0.090 

0.166 

184.73 

Over Exploited 

Lembata 

0827000203330200 

0.03 

0.00 

62,078.68 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.02 

0.05 

341.74 

0.06 

0.01 

0.07 

0.04 

0.44 

- 

0.0100 

- 

- 

0.016 

0.026 

0.026 

0.092 

0.005 

0.088 

0.064 

73.53 

Semi Critical 



0.02 

0.01 

1,063.97 

0.01 

0.01 

0.02 

0.01 

0.16 

- 

- 

0.0134 

0.0868 

0.012 

0.112 

0.112 

0.128 

0.006 

0.122 

0.025 

20.64 

Safe 

Lorawal 

0827000203328100 

0.02 

0.00 

2,574.42 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.007 

0.000 

0.007 

0.001 

17.30 

Safe 



0.02 

0.10 

56.85 

0.12 

0.04 

0.16 

0.06 

0.65 

- 

- 

0.3412 

0.4107 

0.063 

0.815 

0.815 

0.979 

0.049 

0.930 

0.049 

5.22 

Safe 

Malpur 

0826000803232500 

0.05 

0.00 

2,731.15 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.008 

338.04 

Over Exploited 

Mander 

0826000803242100 

0.05 

0.00 

9,410.10 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.05 

0.00 

6,883.06 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Mandli 

0826000803241200 

0.05 

0.00 

3,607.34 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

0.0012 

0.0015 

- 

0.003 

0.003 

0.003 

0.000 

0.003 

0.010 

371.64 

Over Exploited 



0.05 

0.07 

106.04 

0.09 

0.01 

0.10 

0.05 

0.65 

- 

0.0200 

0.0223 

0.0268 

- 

0.069 

0.069 

0.168 

0.008 

0.160 

0.108 

67.37 

Safe 

Manpur (A) 

0826000803244300 

0.05 

0.00 

13,195.24 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.01 

234.97 

0.02 

- 

0.02 

0.02 

0.25 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.027 

0.001 

0.025 

0.055 

217.07 

Over Exploited 

Manpura 

0826000803233100 

0.05 

0.00 

304.97 

0.00 

- 

0.00 

0.01 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.019 

695.30 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Matasula 

082600080324320C 

9.994 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.933 

5.13 

0.018 

0.02 

0.01 

0.00 

0.00 

0.00 

0.18 

0.20 

0.08 

0.007 

0.12 

0.12 







Non-command 

Gneisses(B.G.C) 

1.512 

5.13 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.14 

0.04 

0.006 

0.10 

0.09 


Mero-Ka-Gurha 

082600080324270C 

3.510 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.649 

3.13 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.01 

0.003 

0.12 

0.10 






Som Kamla Amba 

Command 

Gneisses(B.G.C) 

0.001 

3.13 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Jaisamand 

Command 

Gneisses(B.G.C) 

2.861 

3.13 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.17 

0.04 

0.011 

0.52 

0.45 


Modpur 

0827000203327700 

4.263 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.273 

1.46 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.001 

0.04 

0.04 






Som Kamla Amba 

Command 

Gneisses(B.G.C) 

3.989 

1.46 

0.011 

0.03 

0.01 

0.00 

0.00 

0.02 

0.07 

0.07 

0.10 

0.011 

0.60 

0.52 


Mulgurha 

0826000803243900 

2.631 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.013 

4.45 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

2.618 

4.45 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.21 

0.02 

0.010 

0.64 

0.57 


Munger 

0827000203326700 

12.771 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.904 

3.43 

0.015 

0.02 

0.00 

0.00 

0.00 

0.04 

0.28 

0.31 

0.06 

0.017 

0.29 

0.26 







Non-command 

Gneisses(B.G.C) 

0.844 

3.43 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.002 

0.04 

0.04 






Som Kamla Amba 

Command 

Phyllite & Schist 

2.235 

3.43 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.12 

0.13 

0.02 

0.006 

0.11 

0.10 







Command 

Gneisses(B.G.C) 

3.138 

3.43 

0.011 

0.01 

0.00 

0.00 

0.00 

0.01 

0.12 

0.13 

0.02 

0.009 

0.15 

0.14 


Nandli Ahara 

0827000203327400 

5.063 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.834 

3.13 

0.011 

0.03 

0.00 

0.00 

0.00 

0.01 

0.19 

0.22 

0.10 

0.014 

0.60 

0.52 






Som Kamla Amba 

Command 

Gneisses(B.G.C) 

0.043 

3.13 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 


Nandli Sagora 

0827000203324900 

1.456 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.456 

3.03 

0.011 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.09 

0.004 

0.64 

0.52 


Nawa Tapra 

0827000203328900 

3.026 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.093 

2.42 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.00 

0.003 

0.22 

0.21 







Non-command 

Gneisses(B.G.C) 

0.085 

2.42 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 






Som Kamla Amba 

Command 

Phyllite & Schist 

1.814 

2.42 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.06 

0.06 

0.00 

0.005 

0.37 

0.35 


Naya Gaon 

0826000803233200 

0.278 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.026 

2.46 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.06 

0.06 


Naya-Tapra 

0826000803244100 

0.775 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.654 

5.40 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.03 

0.003 

0.54 

0.50 







Non-command 

Gneisses(B.G.C) 

0.121 

5.40 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.10 

0.09 


Neri Bhatwara 

0826000803235600 

1.383 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.036 

1.78 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Nimboda 

0826000803244000 

1.366 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.187 

5.41 

0.018 

0.03 

0.01 

0.00 

0.00 

0.00 

0.13 

0.15 

0.13 

0.005 

0.56 

0.50 







Non-command 

Gneisses(B.G.C) 

0.179 

5.41 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.001 

0.08 

0.08 


Ora 

0827000203328000 

3.009 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.124 

1.46 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.003 

0.23 

0.21 






Som Kamla Amba 

Command 

Gneisses(B.G.C) 

1.886 

1.46 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.04 

0.005 

0.39 

0.35 



0826000803236200 

1.668 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.290 

2.09 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.04 

0.005 

0.49 

0.45 


Pachlasa Bara 

0827000203325200 

10.967 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.692 

2.90 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.11 

0.13 

0.01 

0.008 

0.16 

0.13 


Pan-Gaonra 

0826000803241000 

8.224 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.151 

2.80 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

0.519 

2.80 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.002 

0.04 

0.03 






Som Kamla Amba 

Command 

Gneisses(B.G.C) 

0.017 

2.80 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Jaisamand 

Command 

Phyllite & Schist 

1.020 

2.80 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.02 

0.004 

0.08 

0.07 







Command 

Gneisses(B.G.C) 

3.547 

2.80 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.20 

0.04 

0.014 

0.27 

0.23 


Parda Chundawat 

0827000203326800 

3.956 

Fresh 

Som Kamla Amba 

Command 

Gneisses(B.G.C) 

3.956 

2.18 

0.011 

0.01 

0.00 

0.00 

0.00 

0.02 

0.09 

0.09 

0.04 

0.011 

0.62 

0.58 


Parda Intiwar 

0827000203324500 

3.755 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.071 

2.05 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Som Kamla Amba 

Command 

Gneisses(B.G.C) 

3.684 

2.05 

0.011 

0.02 

0.01 

0.00 

0.00 

0.00 

0.09 

0.10 

0.09 

0.010 

0.63 

0.54 


Parda Jani 

0827000203324800 

2.573 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.573 

2.84 

0.011 

0.02 

0.00 

0.00 

0.00 

0.01 

0.10 

0.12 

0.08 

0.007 

0.64 

0.53 


Parda Sakani 

0827000203319400 

2.415 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.595 

4.29 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.002 

0.15 

0.13 


Parda Solanki 

0827000203324700 

1.808 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.634 

1.83 

0.011 

0.02 

0.01 

0.00 

0.00 

0.01 

0.03 

0.04 

0.08 

0.005 

0.58 

0.48 






Som Kamla Amba 

Command 

Gneisses(B.G.C) 

0.174 

1.83 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.06 

0.05 


Payra 

0826000803242500 

4.303 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.625 

3.54 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.11 

0.05 

0.006 

0.24 

0.22 






Jaisamand 

Command 

Gneisses(B.G.C) 

2.677 

3.54 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.18 

0.08 

0.010 

0.40 

0.37 


Raiki 

0827000203325000 

5.060 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.927 

3.94 

0.015 

0.04 

0.01 

0.00 

0.00 

0.01 

0.19 

0.24 

0.14 

0.008 

0.37 

0.30 







Non-command 

Gneisses(B.G.C) 

2.114 

3.94 

0.011 

0.02 

0.00 

0.00 

0.00 

0.01 

0.10 

0.12 

0.07 

0.006 

0.27 

0.22 


Rama 

0827000203323900 

4.882 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.034 

1.82 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

1.649 

1.82 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.02 

0.005 

0.22 

0.18 






Som Kamla Amba 

Command 

Phyllite & Schist 

0.246 

1.82 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.03 

0.03 







Command 

Gneisses(B.G.C) 

2.953 

1.82 

0.011 

0.01 

0.00 

0.00 

0.00 

0.01 

0.06 

0.07 

0.04 

0.008 

0.39 

0.32 


Reenchha 

0827000203330300 

8.192 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.023 

2.95 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

0.081 

2.95 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.863 

2.95 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.002 

0.07 

0.05 


Sabla 

0827000203328500 

11.172 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.668 

2.20 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.002 

0.04 

0.03 







Non-command 

Gneisses(B.G.C) 

0.236 

2.20 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 






Som Kamla Amba 

Command 

Phyllite & Schist 

3.154 

2.20 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.12 

0.04 

0.009 

0.17 

0.16 







Command 

Gneisses(B.G.C) 

6.789 

2.20 

0.011 

0.02 

0.00 

0.00 

0.00 

0.06 

0.13 

0.14 

0.05 

0.019 

0.37 

0.35 


Sagot 

0827000203330100 

11.179 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.923 

2.58 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.01 

0.008 

0.16 

0.15 






Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

6.802 

2.58 

0.011 

0.01 

0.00 

0.00 

0.00 

0.02 

0.19 

0.20 

0.02 

0.019 

0.38 

0.35 






Som Kamla Amba 

Command 

Gneisses(B.G.C) 

1.335 

2.58 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.01 

0.004 

0.07 

0.07 


Sajnot 

0826000803244400 

0.815 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.031 

2.22 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.02 







Non-command 

Gneisses(B.G.C) 

0.610 

2.22 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.002 

0.48 

0.45 


Sakar Khaiya 

0827000203329000 

2.317 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.153 

2.32 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.04 

0.04 






Mahi Bajaj Sagar 

Command 

Phyllite & Schist 

0.669 

2.32 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.002 

0.19 

0.16 







Command 

Gneisses(B.G.C) 

0.001 

2.32 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Som Kamla Amba 

Command 

Phyllite & Schist 

0.005 

2.32 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Salawata 

0826000803239900 

3.139 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.947 

2.50 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.04 

0.004 

0.19 

0.16 







Non-command 

Gneisses(B.G.C) 

0.003 

2.50 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Som Kamla Amba 

Command 

Phyllite & Schist 

0.897 

2.50 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.04 

0.003 

0.18 

0.15 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Matasula 

0826000803243200 

0.05 

0.01 

1,402.52 

0.02 

0.01 

0.03 

0.01 

0.13 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.046 

0.002 

0.043 

0.089 

205.93 

Over Exploited 



0.05 

0.01 

1,602.23 

0.01 

- 

0.01 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.020 

0.001 

0.019 

0.048 

257.49 

Over Exploited 

Mero-Ka-Gurha 

0826000803242700 

0.05 

0.00 

747.48 

0.00 

- 

0.00 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.012 

243.71 

Over Exploited 



0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.08 

106.34 

0.10 

- 

0.10 

0.04 

0.56 

- 

0.0100 

0.0280 

0.0337 

- 

0.072 

0.072 

0.168 

0.008 

0.160 

0.050 

31.30 

Safe 

Modpur 

0827000203327700 

0.02 

0.00 

2,136.15 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

2,266.68 

Over Exploited 



0.02 

0.05 

55.94 

0.06 

0.03 

0.09 

0.05 

0.64 

- 

0.0200 

0.1579 

0.1901 

0.029 

0.397 

0.397 

0.483 

0.024 

0.459 

0.107 

23.41 

Safe 

Mulgurha 

0826000803243900 

0.05 

0.00 

50,417.05 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.09 

130.05 

0.11 

- 

0.11 

0.05 

0.69 

- 

- 

- 

- 

- 

- 

- 

0.108 

0.005 

0.103 

0.028 

27.40 

Safe 

Munger 

0827000203326700 

0.03 

0.05 

########## 

0.07 

0.04 

0.10 

0.03 

0.31 

- 

0.0100 

- 

- 

0.059 

0.069 

0.069 

0.173 

0.009 

0.165 

0.075 

45.43 

Safe 



0.02 

0.00 

4,887.14 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.007 

938.53 

Over Exploited 



0.03 

0.01 

1,516.95 

0.01 

0.01 

0.02 

0.01 

0.12 

- 

- 

0.0885 

0.1065 

0.012 

0.207 

0.207 

0.224 

0.011 

0.213 

0.028 

13.33 

Safe 



0.02 

0.01 

1,280.90 

0.01 

0.01 

0.02 

0.01 

0.17 

- 

- 

0.1242 

0.1495 

0.010 

0.283 

0.283 

0.301 

0.015 

0.286 

0.028 

9.76 

Safe 

Nandli Ahara 

0827000203327400 

0.02 

0.06 

273.45 

0.07 

0.01 

0.08 

0.05 

0.66 

- 

0.0200 

- 

- 

0.015 

0.035 

0.035 

0.114 

0.006 

0.109 

0.110 

100.96 

Over Exploited 



0.02 

0.00 

39,042.56 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0014 

0.0014 

- 

0.003 

0.003 

0.003 

0.000 

0.003 

0.000 

4.58 

Safe 

Nandli Sagora 

0827000203324900 

0.02 

0.02 

347.37 

0.02 

0.00 

0.02 

0.05 

0.69 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.043 

0.002 

0.041 

0.090 

221.05 

Over Exploited 

Nawa Tapra 

0827000203328900 

0.03 

0.01 

435.82 

0.01 

0.00 

0.01 

0.02 

0.25 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

0.000 

0.009 

0.003 

33.27 

Safe 



0.02 

0.00 

8,077.66 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.02 

190.77 

0.03 

0.01 

0.03 

0.04 

0.41 

- 

- 

0.0718 

0.0864 

0.010 

0.168 

0.168 

0.201 

0.010 

0.191 

0.005 

2.70 

Safe 

Naya Gaon 

0826000803233200 

0.05 

0.00 

1,151.66 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

3,404.79 

Over Exploited 

Naya-Tapra 

0826000803244100 

0.05 

0.02 

307.46 

0.02 

- 

0.02 

0.04 

0.58 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.033 

0.002 

0.032 

0.037 

115.90 

Over Exploited 



0.05 

0.00 

1,536.60 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.003 

465.16 

Over Exploited 

Neri Bhatwara 

0826000803235600 

0.05 

0.00 

3,441.53 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nimboda 

0826000803244000 

0.05 

0.04 

308.90 

0.04 

0.01 

0.05 

0.04 

0.60 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.073 

0.004 

0.070 

0.135 

193.62 

Over Exploited 



0.05 

0.00 

1,890.11 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.013 

1,367.75 

Over Exploited 

Ora 

0827000203328000 

0.02 

0.01 

486.77 

0.01 

0.00 

0.01 

0.02 

0.25 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.018 

0.001 

0.017 

0.032 

192.53 

Over Exploited 



0.02 

0.01 

204.65 

0.02 

0.00 

0.02 

0.04 

0.43 

- 

0.0100 

0.0871 

0.0898 

0.000 

0.187 

0.187 

0.205 

0.010 

0.195 

0.048 

24.83 

Safe 


0826000803236200 

0.05 

0.03 

34,808.45 

0.04 

0.00 

0.04 

0.04 

0.53 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.057 

0.003 

0.054 

0.044 

81.51 

Semi Critical 

Pachlasa Bara 

0827000203325200 

0.03 

0.01 

855.53 

0.02 

0.01 

0.03 

0.01 

0.17 

- 

- 

- 

- 

0.014 

0.014 

0.014 

0.039 

0.002 

0.037 

0.015 

39.77 

Safe 

Pan-Gaonra 

0826000803241000 

0.05 

0.00 

9,018.60 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

5,076.24 

Over Exploited 



0.05 

0.00 

2,212.84 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.008 

622.38 

Over Exploited 



0.05 

0.00 

67,403.49 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0007 

0.0008 

- 

0.002 

0.002 

0.002 

0.000 

0.001 

0.000 

4.56 

Safe 



0.05 

0.00 

1,534.37 

0.01 

- 

0.01 

0.01 

0.09 

- 

- 

0.0100 

0.0120 

- 

0.022 

0.022 

0.027 

0.001 

0.026 

0.023 

88.58 

Semi Critical 



0.05 

0.05 

283.52 

0.06 

- 

0.06 

0.02 

0.30 

- 

0.0100 

0.0347 

0.0418 

- 

0.087 

0.087 

0.150 

0.007 

0.142 

0.056 

39.18 

Safe 

Parda Chundawat 

0827000203326800 

0.02 

0.05 

86.00 

0.06 

0.02 

0.08 

0.06 

0.68 

- 

0.0100 

0.1566 

0.1885 

0.029 

0.384 

0.384 

0.462 

0.023 

0.439 

0.054 

12.35 

Safe 

Parda Intiwar 

0827000203324500 

0.02 

0.00 

10,899.28 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.02 

0.05 

122.53 

0.06 

0.01 

0.07 

0.05 

0.68 

- 

0.0200 

0.1701 

0.1755 

0.007 

0.372 

0.372 

0.442 

0.022 

0.420 

0.096 

22.96 

Safe 

Parda Jani 

0827000203324800 

0.02 

0.03 

251.00 

0.04 

0.01 

0.04 

0.05 

0.69 

- 

0.0200 

- 

- 

0.008 

0.028 

0.028 

0.073 

0.004 

0.069 

0.089 

129.38 

Over Exploited 

Parda Sakani 

0827000203319400 

0.02 

0.00 

1,768.12 

0.00 

- 

0.00 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.007 

319.71 

Over Exploited 

Parda Solanki 

0827000203324700 

0.02 

0.02 

98.92 

0.02 

0.02 

0.04 

0.05 

0.62 

- 

0.0200 

- 

- 

0.017 

0.038 

0.038 

0.082 

0.004 

0.078 

0.087 

111.64 

Over Exploited 



0.02 

0.00 

1,774.23 

0.00 

0.00 

0.00 

0.00 

0.07 

- 

- 

0.0069 

0.0083 

0.000 

0.015 

0.015 

0.016 

0.001 

0.015 

0.010 

69.78 

Safe 

Payra 

0826000803242500 

0.05 

0.02 

392.77 

0.03 

- 

0.03 

0.02 

0.26 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.036 

0.002 

0.034 

0.054 

160.63 

Over Exploited 



0.05 

0.06 

205.70 

0.07 

- 

0.07 

0.03 

0.43 

- 

0.0100 

0.0262 

0.0315 

- 

0.068 

0.068 

0.137 

0.007 

0.130 

0.088 

67.83 

Safe 

Raiki 

0827000203325000 

0.03 

0.03 

574.06 

0.04 

0.02 

0.06 

0.03 

0.40 

- 

0.0300 

- 

- 

0.015 

0.045 

0.045 

0.107 

0.005 

0.101 

0.145 

143.38 

Over Exploited 



0.02 

0.01 

970.51 

0.01 

0.01 

0.03 

0.02 

0.29 

- 

0.0100 

- 

- 

0.019 

0.029 

0.029 

0.055 

0.003 

0.053 

0.073 

138.50 

Over Exploited 

Rama 

0827000203323900 

0.03 

0.00 

21,815.24 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.02 

0.01 

620.15 

0.01 

0.00 

0.01 

0.02 

0.23 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.010 

0.001 

0.010 

0.029 

292.11 

Over Exploited 



0.03 

0.00 

2,989.54 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

0.0097 

0.0117 

0.000 

0.022 

0.022 

0.022 

0.001 

0.021 

0.008 

36.57 

Safe 



0.02 

0.02 

221.21 

0.03 

0.01 

0.04 

0.03 

0.42 

- 

0.0100 

0.1169 

0.1407 

0.013 

0.281 

0.281 

0.317 

0.016 

0.301 

0.051 

17.09 

Safe 

Reenchha 

0827000203330300 

0.03 

0.00 

94,236.76 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.02 

0.00 

31,281.98 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.02 

0.00 

2,781.65 

0.00 

0.00 

0.00 

0.01 

0.07 

- 

- 

0.0054 

0.0348 

0.002 

0.042 

0.042 

0.045 

0.002 

0.043 

0.007 

17.33 

Safe 

Sabla 

0827000203328500 

0.03 

0.00 

94,786.75 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.009 

1,045.76 

Over Exploited 



0.02 

0.00 

9,651.48 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.03 

0.02 

553.41 

0.02 

0.00 

0.03 

0.02 

0.19 

- 

0.0100 

0.1248 

0.1502 

0.006 

0.292 

0.292 

0.317 

0.016 

0.301 

0.045 

14.93 

Safe 



0.02 

0.05 

167.87 

0.06 

0.06 

0.12 

0.04 

0.41 

- 

0.0100 

0.2687 

0.3234 

0.083 

0.685 

0.685 

0.801 

0.040 

0.761 

0.067 

8.84 

Safe 

Sagot 

0827000203330100 

0.02 

0.01 

955.56 

0.01 

0.00 

0.01 

0.02 

0.18 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

0.001 

0.011 

0.018 

167.82 

Over Exploited 



0.02 

0.05 

289.70 

0.06 

0.02 

0.08 

0.04 

0.41 

- 

- 

0.0493 

0.2745 

0.026 

0.350 

0.350 

0.429 

0.021 

0.407 

0.038 

9.42 

Safe 



0.02 

0.00 

1,836.47 

0.00 

0.00 

0.00 

0.01 

0.08 

- 

- 

0.0617 

0.0636 

0.003 

0.129 

0.129 

0.133 

0.007 

0.127 

0.009 

6.94 

Safe 

Sajnot 

0826000803244400 

0.05 

0.00 

3,046.33 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

10,869.32 

Over Exploited 



0.05 

0.02 

104.50 

0.02 

- 

0.02 

0.03 

0.52 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.029 

0.001 

0.028 

0.041 

149.75 

Over Exploited 

Sakar Khaiya 

0827000203329000 

0.03 

0.00 

2,852.55 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

538.08 

0.00 

0.00 

0.01 

0.02 

0.20 

- 

- 

0.0042 

0.0270 

0.002 

0.033 

0.033 

0.040 

0.002 

0.038 

0.009 

23.61 

Safe 



0.02 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

96,388.90 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0002 

0.0002 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Salawata 

0826000803239900 

0.05 

0.01 

534.67 

0.01 

- 

0.01 

0.02 

0.21 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.022 

0.001 

0.021 

0.047 

225.13 

Over Exploited 



0.05 

0.00 

118,771.68 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.01 

579.01 

0.01 

- 

0.01 

0.01 

0.20 

- 

0.0100 

0.0296 

0.0285 

- 

0.068 

0.068 

0.079 

0.004 

0.075 

0.046 

62.16 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Command 

Gneisses(B.G.C) 

0.002 

2.50 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Salkawaton-Ka-Gurha 

0826000803244200 

3.934 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.336 

5.00 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.23 

0.01 

0.009 

0.38 

0.35 







Non-command 

Gneisses(B.G.C) 

1.598 

5.00 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.13 

0.01 

0.006 

0.26 

0.24 


Sal-Pura 

0826000803241300 

1.311 

Fresh 

Jaisamand 

Command 

Gneisses(B.G.C) 

1.311 

2.88 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.02 

0.005 

0.64 

0.57 


Sarmari Yaora 

0827000203327300 

1.641 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.641 

3.00 

0.011 

0.01 

0.00 

0.00 

0.00 

0.01 

0.05 

0.06 

0.04 

0.005 

0.64 

0.53 


Satodra 

0826000803235900 

2.925 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.497 

1.77 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.05 

0.002 

0.11 

0.10 






Jaisamand 

Command 

Gneisses(B.G.C) 

2.428 

1.77 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.11 

0.13 

0.22 

0.009 

0.52 

0.48 


Shesh-Pur 

0826000803236600 

5.123 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.000 

1.92 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Jaisamand 

Command 

Phyllite & Schist 

2.002 

1.92 

0.018 

0.03 

0.01 

0.00 

0.00 

0.00 

0.09 

0.10 

0.12 

0.008 

0.25 

0.22 







Command 

Gneisses(B.G.C) 

2.855 

1.92 

0.015 

0.03 

0.01 

0.00 

0.00 

0.00 

0.10 

0.12 

0.10 

0.011 

0.35 

0.31 


Sing-Pur 

0826000803241400 

1.620 

Fresh 

Jaisamand 

Command 

Gneisses(B.G.C) 

1.620 

2.29 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.07 

0.08 

0.06 

0.006 

0.64 

0.57 


Suthariya 

0826000803242400 

1.671 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.244 

3.49 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.05 

0.005 

0.48 

0.45 


Talora 

0827000203326500 

6.185 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.029 

5.11 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Tekla 

0827000203330000 

3.443 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.214 

2.58 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.04 

0.03 


Thootha-Mahoora 

0826000803241700 

0.609 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.005 

2.92 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Tonkwasa 

0827000203320000 

1.322 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.643 

2.59 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.07 

0.002 

0.31 

0.25 






Som Kamla Amba 

Command 

Phyllite & Schist 

0.654 

2.59 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.07 

0.002 

0.31 

0.26 


Valai 

0827000203329400 

3.222 

Fresh 

Mahi Bajaj Sagar 

Command 

Gneisses(B.G.C) 

0.121 

2.04 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Vanta Gol 

0827000203323800 

1.805 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.181 

2.89 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.06 

0.05 







Non-command 

Gneisses(B.G.C) 

0.004 

2.89 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Som Kamla Amba 

Command 

Phyllite & Schist 

1.586 

2.89 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.00 

0.005 

0.56 

0.46 







Command 

Gneisses(B.G.C) 

0.034 

2.89 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Vanwasa 

0827000203327900 

5.223 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.594 

1.35 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.07 

0.06 






Som Kamla Amba 

Command 

Gneisses(B.G.C) 

4.629 

1.35 

0.011 

0.02 

0.00 

0.00 

0.00 

0.01 

0.08 

0.09 

0.07 

0.013 

0.56 

0.49 


Varaghoriya 

0827000203320200 

4.145 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.005 

3.68 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

0.012 

3.68 

0.011 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Varwasa Jageer 

0827000203326900 

2.633 

Fresh 

Som Kamla Amba 

Command 

Gneisses(B.G.C) 

2.624 

2.25 

0.011 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.03 

0.007 

0.62 

0.57 


Varwasa Mafi 

0827000203327000 

4.446 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.571 

2.67 

0.011 

0.00 

0.00 

0.00 

0.00 

0.01 

0.07 

0.08 

0.01 

0.007 

0.36 

0.33 






Som Kamla Amba 

Command 

Gneisses(B.G.C) 

1.866 

2.67 

0.011 

0.00 

0.00 

0.00 

0.00 

0.01 

0.05 

0.05 

0.01 

0.005 

0.26 

0.24 


Vasundar Bari 

0827000203320100 

1.708 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.113 

2.10 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.04 

0.03 


Ven 

0826000803232700 

1.114 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.001 

2.66 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Virwa-Kalan 

0826000803240800 

3.947 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.458 

2.71 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.03 

0.002 

0.07 

0.06 






Som Kamla Amba 

Command 

Phyllite & Schist 

0.268 

2.71 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.001 

0.04 

0.04 


Virwa-Khurd 

0826000803240700 

2.281 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.002 

2.70 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 

09006055 

Ajlaiyan 

0826001003272900 

1.610 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.610 

1.99 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.05 

0.009 

0.52 

0.61 


Amliya Fala 

0827000103291700 

2.623 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.428 

2.55 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.002 

0.10 

0.11 


Babrikhera 

0826001003288400 

2.419 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.223 

4.55 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.01 

0.007 

0.25 

0.28 






Som Kagdar 

Command 

Phyllite & Schist 

1.040 

4.55 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.00 

0.006 

0.21 

0.24 


Badla 

0826001003285300 

3.206 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.050 

3.60 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Baleori 

0826001003285700 

5.409 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.408 

2.88 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.34 

0.29 

0.13 

0.030 

0.50 

0.58 


Banjariya 

0826001003274500 

3.373 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.313 

3.66 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.002 

0.05 

0.06 


Barna 

0826001003288000 

1.159 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.147 

2.36 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.06 

0.07 






Som Kagdar 

Command 

Phyllite & Schist 

0.974 

2.36 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.07 

0.06 

0.10 

0.005 

0.42 

0.49 


Baron Ka Sher 

0827000103290300 

1.674 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.674 

4.64 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.11 

0.04 

0.010 

0.55 

0.64 


Beechhiwara 

0826001003287600 

3.771 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.298 

0.96 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.002 

0.04 

0.05 


Bhaloon 

0826001003288800 

2.485 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.016 

1.13 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Som Kagdar 

Command 

Phyllite & Schist 

1.154 

1.13 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.04 

0.006 

0.23 

0.27 


Bharda 

0826001003273000 

1.417 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.417 

1.68 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.02 

0.008 

0.52 

0.61 


Bhauwa 

0826001003286300 

6.754 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.001 

2.32 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhimpur 

0826001003288100 

1.311 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.281 

3.07 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.05 

0.007 

0.48 

0.55 






Som Kagdar 

Command 

Phyllite & Schist 

0.013 

3.07 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Bhoodar 

0826001003271000 

12.378 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

11.396 

1.48 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.38 

0.31 

0.10 

0.063 

0.46 

0.57 


Bhuwali 

0827000103289900 

4.310 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.247 

3.53 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.24 

0.21 

0.07 

0.024 

0.55 

0.63 


Bokhla 

0827000103291000 

4.014 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.498 

3.65 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.05 

0.003 

0.07 

0.09 


Chikla 

0826001003272300 

2.012 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.828 

2.25 

0.020 

0.06 

0.02 

0.00 

0.00 

0.00 

0.12 

0.10 

0.24 

0.010 

0.46 

0.56 


Chorai 

0826001003287500 

4.419 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.707 

1.32 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.004 

0.08 

0.09 






Som Kagdar 

Command 

Phyllite & Schist 

0.254 

1.32 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.03 

0.03 


Dachki @ Jaswantpura 

0827000103292600 

4.630 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.967 

4.49 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.01 

0.008 

0.10 

0.12 


Depur 

0826001003289300 

7.065 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.130 

2.89 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.04 

0.006 

0.08 

0.09 






Som Kagdar 

Command 

Phyllite & Schist 

1.385 

2.89 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.05 

0.008 

0.10 

0.11 


Dewalkhas 

0827000103290500 

3.062 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.364 

6.40 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.002 

0.06 

0.07 


Dhanol 

0826001003283400 

4.497 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.536 

3.33 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.03 

0.003 

0.07 

0.08 


Dhelana 

0826001003288700 

3.821 

Fresh 

Som Kagdar 

Command 

Phyllite & Schist 

3.524 

0.91 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.08 

0.13 

0.020 

0.46 

0.53 


Forest 

0827000127900002 

9.123 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.883 

3.06 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.00 

0.011 

0.12 

0.14 


Gadawan Kakan 

0826001003266100 

12.442 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.236 

2.60 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 


Gamri Dewal 

0827000103290700 

2.794 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.626 

2.99 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.08 

0.009 

0.34 

0.39 


Garduna 

0827000103290000 

3.710 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.710 

3.63 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.22 

0.19 

0.06 

0.021 

0.56 

0.64 


Ghata 

0826001003272400 

0.496 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.470 

1.98 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.003 

0.47 

0.58 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.05 

0.00 

341,746.84 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Salkawaton-Ka-Gurha 

0826000803244200 

0.05 

0.05 

377.70 

0.06 

- 

0.06 

0.03 

0.41 

- 

- 

- 

- 

- 

- 

- 

0.058 

0.003 

0.055 

0.023 

41.59 

Safe 



0.05 

0.02 

474.93 

0.03 

- 

0.03 

0.02 

0.28 

- 

- 

- 

- 

- 

- 

- 

0.027 

0.001 

0.026 

0.012 

47.31 

Safe 

Sal-Pura 

0826000803241300 

0.05 

0.05 

65.51 

0.05 

0.00 

0.05 

0.05 

0.69 

- 

- 

0.0128 

0.0154 

0.000 

0.029 

0.029 

0.083 

0.004 

0.079 

0.029 

36.88 

Safe 

Sarmari Yaora 

0827000203327300 

0.02 

0.02 

193.90 

0.03 

0.01 

0.04 

0.05 

0.69 

- 

- 

- 

- 

0.019 

0.019 

0.019 

0.057 

0.003 

0.054 

0.043 

78.32 

Semi Critical 

Satodra 

0826000803235900 

0.05 

0.00 

787.07 

0.00 

- 

0.00 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.013 

0.047 

367.21 

Over Exploited 



0.05 

0.07 

82.85 

0.08 

0.01 

0.09 

0.04 

0.56 

- 

0.0400 

0.0238 

0.0286 

- 

0.092 

0.092 

0.185 

0.009 

0.176 

0.231 

131.78 

Over Exploited 

Shesh-Pur 

0826000803236600 

0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.03 

265.31 

0.03 

0.01 

0.04 

0.02 

0.27 

- 

0.0200 

0.0196 

0.0236 

- 

0.063 

0.063 

0.105 

0.005 

0.100 

0.123 

122.51 

Over Exploited 



0.05 

0.05 

111.92 

0.07 

0.01 

0.08 

0.03 

0.38 

- 

0.0200 

0.0279 

0.0336 

- 

0.082 

0.082 

0.157 

0.008 

0.149 

0.113 

75.89 

Semi Critical 

Sing-Pur 

0826000803241400 

0.05 

0.06 

38.78 

0.07 

0.01 

0.07 

0.05 

0.69 

- 

0.0100 

0.0159 

0.0191 

0.010 

0.055 

0.055 

0.128 

0.006 

0.122 

0.069 

56.82 

Safe 

Suthariya 

0826000803242400 

0.05 

0.03 

150.57 

0.04 

- 

0.04 

0.03 

0.51 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.049 

0.002 

0.046 

0.053 

114.26 

Over Exploited 

Talora 

0827000203326500 

0.03 

0.00 

87,466.93 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Tekla 

0827000203330000 

0.02 

0.00 

4,226.89 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

0.0013 

0.0086 

- 

0.010 

0.010 

0.010 

0.001 

0.010 

0.006 

57.85 

Safe 

Thootha-Mahoora 

0826000803241700 

0.05 

0.00 

18,323.27 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Tonkwasa 

0827000203320000 

0.03 

0.01 

703.16 

0.01 

0.00 

0.01 

0.02 

0.33 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.024 

0.001 

0.023 

0.074 

323.19 

Over Exploited 



0.03 

0.01 

643.13 

0.01 

0.00 

0.01 

0.03 

0.34 

- 

0.0100 

0.0216 

0.0208 

0.007 

0.059 

0.059 

0.072 

0.004 

0.069 

0.074 

107.78 

Over Exploited 

Valai 

0827000203329400 

0.02 

0.00 

4,089.11 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

0.0009 

0.0049 

0.001 

0.007 

0.007 

0.007 

0.000 

0.007 

0.000 

4.91 

Safe 

Vanta Gol 

0827000203323800 

0.03 

0.00 

2,451.96 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.02 

0.00 

107,095.95 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.03 

189.64 

0.03 

0.00 

0.03 

0.05 

0.60 

- 

- 

0.0628 

0.0756 

0.001 

0.139 

0.139 

0.174 

0.009 

0.165 

0.005 

2.73 

Safe 



0.02 

0.00 

14,286.16 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0014 

0.0016 

0.000 

0.003 

0.003 

0.003 

0.000 

0.003 

0.000 

3.21 

Safe 

Vanwasa 

0827000203327900 

0.02 

0.00 

1,079.11 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.012 

1,209.05 

Over Exploited 



0.02 

0.05 

74.91 

0.06 

0.01 

0.07 

0.05 

0.61 

- 

0.0100 

0.2138 

0.2206 

0.014 

0.459 

0.459 

0.530 

0.027 

0.504 

0.085 

16.91 

Safe 

Varaghoriya 

0827000203320200 

0.03 

0.00 

321,435.39 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.02 

0.00 

144,305.17 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Varwasa Jageer 

0827000203326900 

0.02 

0.03 

135.09 

0.04 

0.00 

0.04 

0.06 

0.68 

- 

0.0100 

0.1039 

0.1250 

0.006 

0.245 

0.245 

0.288 

0.014 

0.273 

0.036 

13.33 

Safe 

Varwasa Mafi 

0827000203327000 

0.02 

0.02 

318.76 

0.02 

0.01 

0.03 

0.03 

0.39 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.036 

0.002 

0.034 

0.017 

50.73 

Safe 



0.02 

0.01 

460.65 

0.01 

0.01 

0.02 

0.02 

0.29 

- 

- 

0.0739 

0.0889 

0.008 

0.171 

0.171 

0.188 

0.009 

0.179 

0.010 

5.77 

Safe 

Vasundar Bari 

0827000203320100 

0.03 

0.00 

2,764.37 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.014 

8,178.18 

Over Exploited 

Ven 

0826000803232700 

0.05 

0.00 

159,046.51 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Virwa-Kalan 

0826000803240800 

0.05 

0.00 

1,994.09 

0.00 

- 

0.00 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.012 

0.036 

308.48 

Over Exploited 



0.05 

0.00 

4,289.07 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

0.0106 

0.0128 

- 

0.023 

0.023 

0.024 

0.001 

0.023 

0.020 

87.31 

Semi Critical 

Virwa-Khurd 

0826000803240700 

0.05 

0.00 

109,571.87 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ajlaiyan 

0826001003272900 

0.02 

0.02 

202.64 

0.02 

0.00 

0.03 

0.06 

0.58 

0.00 

0.0100 

- 

- 

0.005 

0.015 

0.017 

0.044 

0.002 

0.042 

0.057 

136.60 

Over Exploited 

Amliya Fala 

0827000103291700 

0.05 

0.00 

569.95 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.005 

234.46 

Over Exploited 

Babrikhera 

0826001003288400 

0.02 

0.01 

1,240.64 

0.01 

- 

0.01 

0.02 

0.26 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.008 

0.017 

204.20 

Over Exploited 



0.02 

0.01 

1,476.62 

0.01 

- 

0.01 

0.02 

0.23 

- 

- 

0.0361 

0.0348 

- 

0.071 

0.071 

0.077 

0.004 

0.073 

0.006 

7.88 

Safe 

Badla 

0826001003285300 

0.06 

0.00 

239,688.14 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Baleori 

0826001003285700 

0.02 

0.07 

352.35 

0.08 

0.01 

0.09 

0.04 

0.54 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.122 

0.006 

0.116 

0.164 

141.29 

Over Exploited 

Banjariya 

0826001003274500 

0.06 

0.00 

2,361.97 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.010 

847.93 

Over Exploited 

Barna 

0826001003288000 

0.02 

0.00 

2,566.33 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

4,216.87 

Over Exploited 



0.02 

0.01 

481.28 

0.01 

0.01 

0.02 

0.03 

0.46 

- 

0.0200 

0.0406 

0.0489 

- 

0.110 

0.110 

0.131 

0.007 

0.125 

0.101 

81.29 

Semi Critical 

Baron Ka Sher 

0827000103290300 

0.05 

0.05 

134.78 

0.06 

0.00 

0.06 

0.04 

0.60 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.067 

0.003 

0.064 

0.046 

71.37 

Semi Critical 

Beechhiwara 

0826001003287600 

0.02 

0.00 

4,641.21 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.021 

6,316.00 

Over Exploited 

Bhaloon 

0826001003288800 

0.02 

0.00 

23,911.46 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.02 

0.01 

393.16 

0.01 

- 

0.01 

0.02 

0.25 

- 

0.0100 

0.0562 

0.0579 

- 

0.124 

0.124 

0.132 

0.007 

0.125 

0.044 

35.46 

Safe 

Bharda 

0826001003273000 

0.02 

0.02 

177.83 

0.02 

- 

0.02 

0.06 

0.59 

0.00 

- 

- 

- 

- 

- 

0.002 

0.023 

0.001 

0.022 

0.027 

121.07 

Over Exploited 

Bhauwa 

0826001003286300 

0.02 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhimpur 

0826001003288100 

0.02 

0.01 

425.14 

0.02 

- 

0.02 

0.04 

0.52 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.028 

0.001 

0.026 

0.055 

210.05 

Over Exploited 



0.02 

0.00 

44,346.28 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0005 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Bhoodar 

0826001003271000 

0.02 

0.13 

144.74 

0.15 

0.01 

0.16 

0.05 

0.51 

0.01 

0.0200 

- 

- 

- 

0.020 

0.034 

0.194 

0.010 

0.184 

0.160 

86.91 

Semi Critical 

Bhuwali 

0827000103289900 

0.05 

0.12 

78.72 

0.14 

0.00 

0.14 

0.04 

0.59 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.158 

0.008 

0.150 

0.090 

60.26 

Safe 

Bokhla 

0827000103291000 

0.05 

0.00 

1,628.97 

0.00 

- 

0.00 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.012 

0.048 

414.21 

Over Exploited 

Chikla 

0826001003272300 

0.02 

0.02 

404.49 

0.02 

0.02 

0.04 

0.05 

0.52 

0.00 

0.0500 

- 

- 

- 

0.050 

0.052 

0.097 

0.005 

0.092 

0.250 

272.74 

Over Exploited 

Chorai 

0826001003287500 

0.02 

0.00 

1,711.31 

0.00 

- 

0.00 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.044 

396.89 

Over Exploited 



0.02 

0.00 

3,173.65 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0106 

0.0127 

- 

0.023 

0.023 

0.024 

0.001 

0.022 

0.011 

51.08 

Safe 

Dachki @ Jaswantpura 

0827000103292600 

0.04 

0.00 

2,006.53 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.021 

451.74 

Over Exploited 

Depur 

0826001003289300 

0.02 

0.00 

2,989.29 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.002 

0.044 

1,817.88 

Over Exploited 



0.02 

0.00 

2,358.98 

0.00 

- 

0.00 

0.01 

0.10 

- 

0.0100 

0.0481 

0.0464 

- 

0.105 

0.105 

0.108 

0.005 

0.103 

0.056 

54.10 

Safe 

Dewalkhas 

0827000103290500 

0.05 

0.00 

2,395.57 

0.00 

0.00 

0.00 

0.00 

0.07 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.006 

0.000 

0.005 

0.014 

259.64 

Over Exploited 

Dhanol 

0826001003283400 

0.06 

0.00 

2,033.08 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.028 

1,104.02 

Over Exploited 

Dhelana 

0826001003288700 

0.02 

0.04 

101.96 

0.05 

0.01 

0.06 

0.04 

0.50 

- 

0.0300 

0.1715 

0.1769 

0.007 

0.385 

0.385 

0.446 

0.022 

0.424 

0.154 

36.22 

Safe 

Forest 

0827000127900002 

0.05 

0.01 

546.51 

0.01 

0.00 

0.01 

0.01 

0.13 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.014 

0.001 

0.014 

0.011 

80.39 

Semi Critical 

Gadawan Kakan 

0826001003266100 

0.02 

0.00 

17,724.88 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

1,830.02 

Over Exploited 

Gamri Dewal 

0827000103290700 

0.05 

0.03 

186.20 

0.03 

0.00 

0.03 

0.03 

0.36 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.045 

0.002 

0.042 

0.087 

206.66 

Over Exploited 

Garduna 

0827000103290000 

0.05 

0.10 

82.57 

0.12 

0.00 

0.13 

0.04 

0.60 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.143 

0.007 

0.136 

0.084 

62.15 

Safe 

Ghata 

0826001003272400 

0.02 

0.01 

339.43 

0.01 

- 

0.01 

0.05 

0.53 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.022 

325.96 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Ghodi 

082600100328580C 

5.359 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.133 

2.46 

0.020 

0.04 

0.00 

0.00 

0.00 

0.01 

0.29 

0.25 

0.11 

0.028 

0.48 

0.55 


Gumanpura 

0826001003288600 

5.755 

Fresh 

Som Kagdar 

Command 

Phyllite & Schist 

3.506 

1.70 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.14 

0.12 

0.10 

0.019 

0.30 

0.34 


Hathiya 

0826001003270800 

1.700 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.158 

1.61 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.05 

0.04 

0.06 

0.006 

0.36 

0.42 


Jalpaka 

0826001003266600 

4.034 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.072 

2.47 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Kagdar Bhatiya 

0826001003286100 

11.410 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.345 

2.81 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.33 

0.28 

0.13 

0.030 

0.25 

0.29 






Som Kagdar 

Command 

Phyllite & Schist 

4.921 

2.81 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.31 

0.26 

0.12 

0.027 

0.23 

0.26 


Kandal 

0826001003285400 

3.817 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.855 

3.66 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.16 

0.04 

0.010 

0.27 

0.31 


Kandula 

0827000103292400 

5.360 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.308 

4.73 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.002 

0.03 

0.03 


Kanuwara 

0826001003273100 

11.168 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.034 

2.40 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.48 

0.41 

0.19 

0.050 

0.42 

0.49 


Karnauwa 

0826001003285500 

3.032 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.906 

3.07 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.26 

0.23 

0.18 

0.016 

0.52 

0.60 


Kesarpura 

0826001003286400 

4.909 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.936 

1.46 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.005 

0.10 

0.11 


Khandiovri Nichla Phala 

0826001003286000 

8.654 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.112 

3.03 

0.025 

0.12 

0.02 

0.00 

0.00 

0.00 

0.49 

0.42 

0.46 

0.028 

0.31 

0.36 






Som Kagdar 

Command 

Phyllite & Schist 

2.674 

3.03 

0.025 

0.06 

0.01 

0.00 

0.00 

0.00 

0.25 

0.22 

0.24 

0.015 

0.16 

0.19 


Khandiovri Uplaphala 

0826001003274400 

3.279 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.421 

3.59 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.16 

0.14 

0.14 

0.008 

0.23 

0.27 


Khanmeen 

0826001003285600 

5.994 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.877 

3.39 

0.025 

0.06 

0.01 

0.00 

0.00 

0.00 

0.55 

0.47 

0.21 

0.032 

0.53 

0.61 


Khootaneri 

0826001003272500 

0.795 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.618 

1.31 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.003 

0.39 

0.48 


Kojawara 

0826001003266500 

9.600 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.579 

2.08 

0.020 

0.10 

0.02 

0.00 

0.00 

0.00 

0.31 

0.27 

0.36 

0.031 

0.31 

0.36 


Larathi 

0826001003270600 

12.375 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.591 

2.84 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.02 

0.003 

0.03 

0.03 


Magra 

0826001003266200 

7.397 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.981 

2.31 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.14 

0.06 

0.017 

0.22 

0.26 


Makarjapa 

0826001003272600 

2.871 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.032 

2.00 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Mandwa Phala Kagdar 

0826001003286200 

6.266 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.519 

2.48 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.003 

0.04 

0.05 






Som Kagdar 

Command 

Phyllite & Schist 

4.056 

2.48 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.24 

0.21 

0.17 

0.023 

0.34 

0.40 


Masaron Ki Ovri 

0826001003287800 

7.383 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.424 

2.09 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.06 

0.008 

0.10 

0.12 






Som Kagdar 

Command 

Phyllite & Schist 

5.817 

2.09 

0.020 

0.07 

0.02 

0.00 

0.00 

0.00 

0.29 

0.25 

0.25 

0.032 

0.41 

0.47 


Meethimahuri 

0826001003283600 

5.753 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.080 

3.44 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.04 

0.006 

0.10 

0.12 


Mothli 

0826001003285200 

1.856 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.049 

3.54 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Mundwara 

0826001003273400 

5.548 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.307 

3.42 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.11 

0.08 

0.007 

0.12 

0.14 


Mundwara (B) 

0826001003273300 

1.186 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.345 

3.26 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.08 

0.002 

0.15 

0.18 


Nenbara 

0826000403135200 

14.710 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.625 

2.70 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.32 

0.24 

0.03 

0.014 

0.18 

0.25 


Nichla Mandwa 

0826001003287900 

4.543 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.318 

2.48 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.002 

0.04 

0.04 






Som Kagdar 

Command 

Phyllite & Schist 

4.224 

2.48 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.23 

0.20 

0.11 

0.023 

0.47 

0.55 


Odwas 

0826001003287700 

7.188 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.847 

1.62 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.23 

0.20 

0.15 

0.032 

0.42 

0.49 






Som Kagdar 

Command 

Phyllite & Schist 

0.382 

1.62 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.03 

0.03 


Ora 

0826001003288500 

0.656 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.512 

4.71 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.02 

0.003 

0.38 

0.44 






Som Kagdar 

Command 

Phyllite & Schist 

0.144 

4.71 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.11 

0.12 


Paderi 

0826001003270900 

6.346 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.946 

1.44 

0.020 

0.09 

0.02 

0.00 

0.00 

0.01 

0.23 

0.20 

0.32 

0.033 

0.48 

0.58 


Paldewal 

0827000103290400 

24.177 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

21.029 

5.36 

0.015 

0.14 

0.01 

0.00 

0.00 

0.06 

1.76 

1.53 

0.38 

0.121 

0.46 

0.53 


Palgamri 

0827000103290200 

6.441 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.441 

3.51 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.37 

0.32 

0.14 

0.037 

0.56 

0.65 


Palwara 

0827000103289800 

10.203 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.442 

3.77 

0.015 

0.04 

0.01 

0.00 

0.00 

0.07 

0.49 

0.43 

0.09 

0.054 

0.51 

0.60 


Parbeela 

0826001003274300 

2.280 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.263 

3.53 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.23 

0.20 

0.13 

0.012 

0.54 

0.63 


Pareda 

0826001003266300 

3.008 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.528 

2.16 

0.020 

0.11 

0.03 

0.00 

0.00 

0.00 

0.19 

0.17 

0.41 

0.014 

0.46 

0.52 


Pareda Chak No. 1 

0826001003266400 

1.450 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.028 

2.00 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.00 

0.006 

0.38 

0.44 


Peepli (A) 

0826001003271100 

9.726 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.296 

2.44 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.06 

0.007 

0.06 

0.08 


Peepli (B) 

0826001003271200 

9.354 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.767 

2.88 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.04 

0.004 

0.04 

0.05 


Pipalada 

0827000103300400 

4.921 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.871 

5.53 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.32 

0.28 

0.01 

0.023 

0.29 

0.33 


Pograkalan 

0826001003285100 

4.512 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.018 

3.54 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Pograkhurd 

0826001003283700 

1.905 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.040 

3.53 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.03 

0.006 

0.30 

0.35 


Rampur Biyola 

0827000103300500 

3.879 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.289 

3.82 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.002 

0.04 

0.04 


Ratanpura 

0826001003272700 

1.093 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.015 

1.48 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.04 

0.006 

0.46 

0.57 


Rayana 

0826001003272200 

0.694 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.694 

3.91 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.05 

0.004 

0.52 

0.60 


Rikhabdeo (CT) 

0826001042609000 

8.177 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.002 

2.70 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rohan Wara 

0827000103292500 

7.351 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.311 

5.38 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.45 

0.39 

0.07 

0.031 

0.35 

0.41 


Rojela 

0827000103291100 

2.095 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.886 

3.56 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.01 

0.005 

0.24 

0.29 


Rop 

0826000403135000 

2.256 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.007 

2.71 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Samdar 

0826001003273200 

2.924 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.321 

2.86 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.15 

0.13 

0.09 

0.013 

0.42 

0.48 


Saroo 

0826000503159400 

39.862 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

16.419 

2.29 

0.030 

0.03 

0.01 

0.00 

0.00 

0.00 

1.15 

0.90 

0.09 

0.032 

0.21 

0.27 


Shishod 

0827000103290100 

14.793 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

14.699 

3.31 

0.015 

0.08 

0.01 

0.00 

0.00 

0.02 

0.78 

0.67 

0.20 

0.085 

0.56 

0.65 


Suberi 

0826001003270500 

5.872 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.122 

2.92 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 


Tapana 

0826001003288200 

3.593 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.441 

3.43 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.03 

0.008 

0.20 

0.23 






Som Kagdar 

Command 

Phyllite & Schist 

2.144 

3.43 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.14 

0.04 

0.012 

0.29 

0.34 


Tariobri 

0827000103290600 

5.794 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.373 

3.74 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.002 

0.04 

0.04 


Thana 

0826001003272100 

7.711 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.001 

2.74 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Thaprawali 

0826001003272800 

3.794 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.793 

1.42 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.12 

0.11 

0.10 

0.021 

0.52 

0.61 


Uplamandwa 

0826001003285900 

2.066 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.244 

2.50 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.05 

0.007 

0.32 

0.37 






Som Kagdar 

Command 

Phyllite & Schist 

0.822 

2.50 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.03 

0.005 

0.21 

0.24 


Vagdari 

0827000103292300 

8.284 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.062 

5.77 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 


Wadila 

0826001003270700 

1.041 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.724 

1.88 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.004 

0.37 

0.43 

09006056 

Asela 

0827000103312400 

2.941 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.833 

3.43 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.22 

0.22 

0.15 

0.022 

0.64 

0.64 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Ghodi 

082600100328580C 

0.02 

0.06 

322.88 

0.07 

0.01 

0.08 

0.04 

0.52 

- 

0.0200 

- 

- 

0.008 

0.028 

0.028 

0.104 

0.005 

0.099 

0.134 

135.91 

Over Exploited 

Gumanpura 

082600100328860C 

0.02 

0.03 

382.23 

0.03 

0.01 

0.04 

0.02 

0.32 

- 

0.0200 

0.1462 

0.1760 

- 

0.342 

0.342 

0.382 

0.019 

0.363 

0.115 

31.79 

Safe 

Hathiya 

082600100327080C 

0.02 

0.01 

84,909.51 

0.01 

0.01 

0.02 

0.04 

0.40 

0.00 

0.0100 

- 

- 

0.010 

0.020 

0.021 

0.039 

0.002 

0.037 

0.066 

178.42 

Over Exploited 

Jalpaka 

0826001003266600 

0.02 

0.00 

376,177.62 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kagdar Bhatiya 

0826001003286100 

0.02 

0.03 

804.07 

0.04 

0.01 

0.05 

0.03 

0.28 

0.00 

0.0200 

- 

- 

- 

0.020 

0.024 

0.072 

0.004 

0.068 

0.155 

227.64 

Over Exploited 



0.02 

0.03 

890.08 

0.03 

0.01 

0.04 

0.03 

0.25 

0.00 

0.0200 

0.2053 

0.2471 

- 

0.472 

0.476 

0.517 

0.026 

0.492 

0.142 

28.95 

Safe 

Kandal 

0826001003285400 

0.06 

0.03 

761,127.36 

0.04 

- 

0.04 

0.02 

0.29 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.046 

0.002 

0.043 

0.052 

119.76 

Over Exploited 

Kandula 

0827000103292400 

0.05 

0.00 

199,426.73 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.000 

0.008 

1,622.08 

Over Exploited 

Kanuwara 

0826001003273100 

0.02 

0.09 

354.22 

0.11 

0.01 

0.12 

0.05 

0.47 

0.01 

0.0400 

- 

- 

- 

0.040 

0.051 

0.171 

0.009 

0.162 

0.242 

149.36 

Over Exploited 

Karnauwa 

0826001003285500 

0.06 

0.09 

47,226.03 

0.11 

0.01 

0.12 

0.05 

0.57 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.154 

0.008 

0.146 

0.192 

131.15 

Over Exploited 

Kesarpura 

0826001003286400 

0.02 

0.00 

964.33 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.002 

0.015 

614.16 

Over Exploited 

Khandiovri Nichla Phala 

0826001003286000 

0.06 

0.10 

450,603.82 

0.12 

0.02 

0.14 

0.03 

0.35 

0.01 

0.0900 

- 

- 

- 

0.090 

0.101 

0.240 

0.012 

0.228 

0.488 

213.93 

Over Exploited 



0.06 

0.03 

700.47 

0.03 

0.01 

0.04 

0.02 

0.18 

0.00 

0.0400 

0.0929 

0.0895 

- 

0.222 

0.225 

0.268 

0.013 

0.255 

0.253 

99.17 

Critical 

Khandiovri Uplaphala 

0826001003274400 

0.06 

0.02 

184,515.46 

0.02 

0.01 

0.03 

0.02 

0.26 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.063 

0.003 

0.060 

0.151 

250.21 

Over Exploited 

Khanmeen 

0826001003285600 

0.06 

0.19 

43.57 

0.23 

0.01 

0.24 

0.04 

0.57 

- 

0.0400 

- 

- 

0.003 

0.043 

0.043 

0.287 

0.014 

0.273 

0.242 

88.57 

Semi Critical 

Khootaneri 

0826001003272500 

0.02 

0.01 

271.87 

0.01 

- 

0.01 

0.04 

0.43 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.017 

0.001 

0.017 

0.041 

249.26 

Over Exploited 

Kojawara 

0826001003266500 

0.02 

0.04 

116,452.65 

0.05 

0.02 

0.07 

0.03 

0.34 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.139 

0.007 

0.132 

0.386 

291.75 

Over Exploited 

Larathi 

0826001003270600 

0.06 

0.00 

4,748.57 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.020 

1,744.84 

Over Exploited 

Magra 

0826001003266200 

0.02 

0.01 

########## 

0.02 

- 

0.02 

0.02 

0.24 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.028 

0.001 

0.026 

0.078 

295.30 

Over Exploited 

Makarjapa 

0826001003272600 

0.02 

0.00 

24,137.83 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mandwa Phala Kagdar 

0826001003286200 

0.02 

0.00 

5,585.06 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.022 

3,239.97 

Over Exploited 



0.02 

0.03 

529.63 

0.04 

0.01 

0.05 

0.04 

0.38 

0.00 

0.0300 

0.1692 

0.2036 

- 

0.403 

0.407 

0.456 

0.023 

0.433 

0.196 

45.11 

Safe 

Masaron Ki Ovri 

0826001003287800 

0.02 

0.00 

1,921.44 

0.00 

- 

0.00 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.066 

492.80 

Over Exploited 



0.02 

0.06 

346.69 

0.07 

0.02 

0.09 

0.04 

0.45 

- 

0.0500 

0.2426 

0.2920 

- 

0.585 

0.585 

0.673 

0.034 

0.639 

0.282 

44.18 

Safe 

Meethimahuri 

0826001003283600 

0.06 

0.01 

1,169.53 

0.01 

- 

0.01 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.045 

256.48 

Over Exploited 

Mothli 

0826001003285200 

0.06 

0.00 

8,328.06 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mundwara 

0826001003273400 

0.06 

0.01 

144,928.63 

0.01 

- 

0.01 

0.02 

0.14 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.023 

0.001 

0.022 

0.083 

378.69 

Over Exploited 

Mundwara (B) 

0826001003273300 

0.06 

0.00 

1,167.33 

0.00 

- 

0.00 

0.02 

0.17 

0.00 

0.0200 

- 

- 

- 

0.020 

0.020 

0.024 

0.001 

0.023 

0.086 

371.54 

Over Exploited 

Nenbara 

0826000403135200 

0.06 

0.04 

########## 

0.05 

- 

0.05 

0.01 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.054 

0.003 

0.051 

0.039 

76.39 

Semi Critical 

Nichla Mandwa 

0826001003287900 

0.02 

0.00 

4,956.20 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

3,809.52 

Over Exploited 



0.02 

0.05 

317.30 

0.06 

0.01 

0.07 

0.04 

0.51 

- 

0.0200 

0.1762 

0.2121 

- 

0.408 

0.408 

0.476 

0.024 

0.452 

0.129 

28.65 

Safe 

Odwas 

0826001003287700 

0.02 

0.06 

237.63 

0.07 

0.01 

0.08 

0.04 

0.46 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.110 

0.006 

0.105 

0.186 

178.06 

Over Exploited 



0.02 

0.00 

4,183.11 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0159 

0.0192 

- 

0.035 

0.035 

0.035 

0.002 

0.034 

0.012 

36.04 

Safe 

Ora 

0826001003288500 

0.02 

0.00 

988.97 

0.01 

- 

0.01 

0.03 

0.41 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.005 

0.022 

412.31 

Over Exploited 



0.02 

0.00 

3,083.48 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

0.0050 

0.0048 

- 

0.010 

0.010 

0.010 

0.001 

0.010 

0.001 

8.16 

Safe 

Paderi 

0826001003270900 

0.02 

0.07 

186.89 

0.08 

0.03 

0.11 

0.05 

0.54 

0.01 

0.0600 

- 

- 

0.010 

0.070 

0.077 

0.186 

0.009 

0.177 

0.352 

199.19 

Over Exploited 

Paldewal 

0827000103290400 

0.05 

0.48 

########## 

0.58 

0.07 

0.65 

0.04 

0.49 

- 

0.0700 

- 

- 

0.094 

0.164 

0.164 

0.817 

0.041 

0.776 

0.505 

65.08 

Safe 

Palgamri 

0827000103290200 

0.05 

0.18 

78.69 

0.22 

0.01 

0.23 

0.04 

0.60 

- 

0.0300 

- 

- 

0.007 

0.037 

0.037 

0.269 

0.013 

0.256 

0.172 

67.35 

Safe 

Palwara 

0827000103289800 

0.05 

0.24 

(355,610.73) 

0.29 

0.08 

0.37 

0.04 

0.55 

- 

0.0200 

- 

- 

0.105 

0.125 

0.125 

0.495 

0.025 

0.470 

0.144 

30.72 

Safe 

Parbeela 

0826001003274300 

0.06 

0.08 

159.13 

0.09 

0.01 

0.10 

0.05 

0.59 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.132 

0.007 

0.125 

0.146 

116.89 

Over Exploited 

Pareda 

0826001003266300 

0.02 

0.03 

506.70 

0.03 

0.03 

0.06 

0.04 

0.50 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.143 

0.007 

0.136 

0.427 

313.93 

Over Exploited 

Pareda Chak No. 1 

0826001003266400 

0.02 

0.01 

283.23 

0.01 

- 

0.01 

0.04 

0.42 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.011 

0.006 

53.75 

Safe 

Peepli (A) 

0826001003271100 

0.02 

0.00 

3,143.16 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.065 

543.15 

Over Exploited 

Peepli (B) 

0826001003271200 

0.02 

0.00 

5,743.61 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.042 

406.14 

Over Exploited 

Pipalada 

0827000103300400 

0.04 

0.03 

739.86 

0.04 

0.00 

0.04 

0.02 

0.31 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.050 

0.003 

0.048 

0.036 

74.29 

Semi Critical 

Pograkalan 

0826001003285100 

0.06 

0.00 

55,804.92 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pograkhurd 

0826001003283700 

0.06 

0.02 

348.17 

0.02 

- 

0.02 

0.02 

0.33 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.034 

0.002 

0.032 

0.034 

105.53 

Over Exploited 

Rampur Biyola 

0827000103300500 

0.04 

0.00 

4,300.78 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.006 

1,228.38 

Over Exploited 

Ratanpura 

0826001003272700 

0.02 

0.01 

190.53 

0.01 

- 

0.01 

0.05 

0.52 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.025 

0.001 

0.024 

0.044 

185.49 

Over Exploited 

Rayana 

0826001003272200 

0.02 

0.01 

546.14 

0.01 

- 

0.01 

0.04 

0.56 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.020 

0.001 

0.019 

0.055 

283.30 

Over Exploited 

Rikhabdeo (CT) 

0826001042609000 

0.02 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rohan Wara 

0827000103292500 

0.05 

0.09 

319.87 

0.11 

0.00 

0.12 

0.03 

0.38 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.135 

0.007 

0.128 

0.097 

75.41 

Semi Critical 

Rojela 

0827000103291100 

0.05 

0.01 

263.59 

0.01 

0.00 

0.01 

0.02 

0.26 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.016 

0.001 

0.015 

0.017 

115.59 

Over Exploited 

Rop 

0826000403135000 

0.06 

0.00 

42,854.83 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Samdar 

0826001003273200 

0.02 

0.02 

470.08 

0.03 

0.01 

0.04 

0.05 

0.47 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.061 

0.003 

0.058 

0.099 

171.89 

Over Exploited 

Saroo 

0826000503159400 

0.07 

0.23 

########## 

0.27 

0.01 

0.28 

0.02 

0.23 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.303 

0.015 

0.288 

0.122 

42.40 

Safe 

Shishod 

0827000103290100 

0.05 

0.41 

63.07 

0.49 

0.03 

0.52 

0.04 

0.60 

- 

0.0400 

- 

- 

0.027 

0.067 

0.067 

0.590 

0.029 

0.560 

0.280 

49.94 

Safe 

Suberi 

0826001003270500 

0.02 

0.00 

18,921.66 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Tapana 

0826001003288200 

0.02 

0.01 

1,294.02 

0.01 

- 

0.01 

0.01 

0.21 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.037 

214.58 

Over Exploited 



0.02 

0.02 

808.69 

0.02 

- 

0.02 

0.02 

0.32 

- 

0.0100 

0.0894 

0.1076 

- 

0.207 

0.207 

0.225 

0.011 

0.214 

0.050 

23.33 

Safe 

Tariobri 

0827000103290600 

0.05 

0.00 

2,529.20 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.005 

656.43 

Over Exploited 

Thana 

0826001003272100 

0.02 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Thaprawali 

0826001003272800 

0.02 

0.05 

124.67 

0.06 

0.01 

0.07 

0.06 

0.58 

0.01 

0.0200 

- 

- 

0.004 

0.025 

0.030 

0.099 

0.005 

0.094 

0.120 

127.34 

Over Exploited 

Uplamandwa 

0826001003285900 

0.02 

0.01 

562.57 

0.01 

- 

0.01 

0.03 

0.35 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.021 

0.001 

0.020 

0.055 

271.32 

Over Exploited 



0.02 

0.00 

974.14 

0.00 

- 

0.00 

0.02 

0.23 

- 

0.0100 

0.0286 

0.0275 

- 

0.066 

0.066 

0.071 

0.004 

0.067 

0.034 

49.74 

Safe 

Vagdari 

0827000103292300 

0.05 

0.00 

37,685.31 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Wadila 

0826001003270700 

0.06 

0.02 

129.45 

0.02 

- 

0.02 

0.04 

0.41 

0.00 

- 

- 

- 

- 

- 

0.002 

0.022 

0.001 

0.021 

0.021 

101.51 

Over Exploited 

Asela 

0827000103312400 

0.04 

0.07 

201.73 

0.09 

0.01 

0.10 

0.05 

0.69 

- 

0.0300 

- 

- 

0.005 

0.035 

0.035 

0.137 

0.007 

0.130 

0.172 

132.60 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Baiyora 

082700010331660C 

0.651 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.308 

1.90 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.31 

0.30 


Balota 

0827000103316500 

4.011 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.981 

2.23 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.03 

0.008 

0.16 

0.15 


Bandighati 

0827000103315600 

3.752 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.677 

3.58 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.14 

0.00 

0.013 

0.26 

0.21 


Bara Hathai 

0827000103313600 

4.050 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.841 

2.80 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.02 

0.007 

0.11 

0.09 


Bassi 

0827000103304200 

2.174 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.950 

4.84 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.21 

0.20 

0.08 

0.015 

0.53 

0.54 


Berniya 

0827000103302200 

3.722 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.503 

4.21 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.29 

0.37 

0.01 

0.027 

0.52 

0.41 


Bhagal Salawatan 

0827000103302100 

1.212 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.193 

4.63 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.14 

0.00 

0.009 

0.54 

0.42 


Bhatra 

0827000103312800 

3.693 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.642 

2.34 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.20 

0.01 

0.029 

0.60 

0.56 


Dabela 

0827000103313100 

1.386 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.386 

2.82 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.12 

0.08 

0.011 

0.58 

0.49 


Damri 

0827000103313300 

2.948 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.940 

2.92 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.21 

0.24 

0.16 

0.023 

0.58 

0.49 


Dara 

0827000103315900 

1.285 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.670 

2.34 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.005 

0.31 

0.28 


Deoli 

0827000103315800 

2.101 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.040 

2.89 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.00 

0.008 

0.29 

0.25 


Devsomnath 

0827000103302000 

1.364 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.167 

4.28 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.17 

0.11 

0.009 

0.47 

0.37 


Dhamala 

0827000103304300 

3.827 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.099 

4.33 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.28 

0.27 

0.02 

0.024 

0.50 

0.51 


Dhani Ghatau 

0827000103303500 

3.140 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.140 

4.27 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.27 

0.33 

0.01 

0.025 

0.56 

0.46 


Dhawari 

0827000103301500 

4.577 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.467 

5.22 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.31 

0.02 

0.019 

0.30 

0.26 


Dolwar Nichali 

0827000103316300 

7.148 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.046 

3.11 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dolwar Upli 

0827000103316000 

0.526 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.243 

1.82 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.002 

0.29 

0.27 


Dovra 

0827000103313200 

2.125 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.125 

2.66 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.13 

0.16 

0.10 

0.017 

0.57 

0.47 


Faloj 

0827000103303300 

5.791 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.496 

4.00 

0.020 

0.07 

0.01 

0.00 

0.00 

0.01 

0.49 

0.63 

0.20 

0.043 

0.53 

0.41 


Forest 

0827000127900010 

33.548 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.902 

4.10 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.12 

0.00 

0.011 

0.04 

0.04 


Garda 

0827000103301600 

1.765 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.765 

5.92 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.25 

0.01 

0.014 

0.56 

0.47 


Ghatau 

0827000103303600 

2.860 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.860 

5.53 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.33 

0.39 

0.05 

0.022 

0.57 

0.49 


Gokal Pura 

0827000103304800 

2.470 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.051 

4.50 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Hathai 

0827000103303000 

8.179 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.001 

3.39 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Heeratan 

0827000103316700 

3.974 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.002 

2.10 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kesar Pura 

0827000103304100 

2.506 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.506 

6.11 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.31 

0.32 

0.01 

0.020 

0.60 

0.59 


Khajooriya 

0827000103303200 

4.530 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.146 

3.84 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.01 


Khara 

0827000103315700 

0.761 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.400 

3.09 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.03 

0.003 

0.30 

0.26 


Khera Kachwasa 

0827000103303900 

2.071 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.034 

5.73 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.25 

0.26 

0.07 

0.016 

0.59 

0.57 


Kherwara Seedri 

0827000103313000 

1.850 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.850 

3.04 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.13 

0.14 

0.08 

0.015 

0.60 

0.55 


Manpur 

0827000103304500 

5.983 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.157 

3.75 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.41 

0.41 

0.02 

0.040 

0.56 

0.56 


Moth 

0827000103301900 

2.048 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.446 

4.31 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.17 

0.01 

0.011 

0.39 

0.31 


Narniya 

0827000103313400 

3.994 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.994 

2.95 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.26 

0.33 

0.07 

0.031 

0.56 

0.45 


Naya Gaon 

0827000103312900 

1.526 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.526 

2.90 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.12 

0.07 

0.012 

0.59 

0.52 


Nejpur 

0827000103312500 

2.070 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.070 

2.32 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.11 

0.11 

0.05 

0.016 

0.65 

0.64 


Orwariya 

0827000103301800 

3.280 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.177 

6.16 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.41 

0.51 

0.05 

0.025 

0.54 

0.43 


Pagara 

0827000103303700 

3.385 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.378 

5.03 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.36 

0.39 

0.04 

0.026 

0.58 

0.53 


Palbassi 

0827000103301400 

10.399 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.400 

5.07 

0.020 

0.05 

0.00 

0.00 

0.00 

0.01 

0.69 

0.70 

0.13 

0.050 

0.35 

0.34 


Palmathu Gamra 

0827000103304600 

7.320 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.032 

4.50 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.00 

0.008 

0.09 

0.09 


Parda Chaubisan 

0827000103301700 

3.636 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.464 

6.03 

0.020 

0.02 

0.00 

0.00 

0.00 

0.02 

0.42 

0.48 

0.03 

0.027 

0.54 

0.48 


Patli 

0827000103313500 

5.774 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.893 

2.60 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.16 

0.21 

0.07 

0.023 

0.28 

0.21 


Phooti Talai 

0827000103303400 

2.224 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.224 

3.67 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.20 

0.02 

0.017 

0.57 

0.49 


Punali 

0827000103314500 

8.546 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.610 

3.20 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.26 

0.33 

0.13 

0.028 

0.24 

0.19 


Raghunath Pura 

0827000103303100 

2.044 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.070 

3.88 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.01 


Ransagar Pachor 

0827000103303800 

1.290 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.290 

3.55 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.11 

0.02 

0.010 

0.60 

0.54 


Sarkan Kopcha With Chak 

0827000103312300 

1.911 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.627 

1.97 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.005 

0.22 

0.22 


Sarkan Sai 

0827000103305200 

3.166 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.151 

4.01 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.27 

0.27 

0.05 

0.025 

0.67 

0.66 


Savgar 

0827000103302300 

10.470 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.151 

3.66 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 


Shaktawaton Ka Gurha 

0826000903263700 

8.212 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.011 

3.19 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Siyal Dari 

0827000103305000 

0.991 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.637 

5.62 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.04 

0.005 

0.44 

0.43 


Sulai 

0827000103304000 

6.647 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.647 

3.00 

0.020 

0.02 

0.00 

0.00 

0.00 

0.02 

0.40 

0.41 

0.03 

0.052 

0.63 

0.62 


Teejwar 

0827000103305100 

1.561 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.561 

5.87 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.21 

0.21 

0.08 

0.012 

0.67 

0.67 


Undarda 

0827000103312700 

3.375 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.375 

2.44 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.18 

0.19 

0.06 

0.026 

0.62 

0.59 


Upargam 

0827000103312600 

7.252 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.251 

2.62 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.42 

0.43 

0.10 

0.057 

0.64 

0.63 


Veerpur With Chak 

0827000103305300 

0.976 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.761 

5.53 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.06 

0.006 

0.53 

0.53 


Wada Punali 

0827000103314400 

3.878 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.876 

2.79 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.23 

0.29 

0.05 

0.030 

0.56 

0.44 

09006057 

Amarpura 

0826000503159100 

12.450 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.079 

2.66 

0.030 

0.05 

0.01 

0.00 

0.00 

0.00 

0.76 

0.49 

0.19 

0.018 

0.42 

0.65 


Amdari 

0826000503158200 

1.794 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.478 

1.54 

0.030 

0.02 

0.01 

0.00 

0.00 

0.00 

0.08 

0.05 

0.09 

0.003 

0.50 

0.84 


Babarmal 

0826000903246200 

6.999 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.465 

2.19 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.01 

0.005 

0.12 

0.18 


Baleecha 

0826000503153500 

4.907 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.355 

4.06 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.11 

0.04 

0.003 

0.16 

0.26 


Barapal 

0826000503158900 

18.498 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

12.067 

2.00 

0.030 

0.06 

0.01 

0.00 

0.00 

0.02 

0.75 

0.44 

0.22 

0.024 

0.40 

0.67 


Bari 

0826000403127600 

2.676 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.033 

0.85 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Bhalariya (CT) 

0826000942607000 

6.895 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.375 

2.20 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.28 

0.20 

0.01 

0.117 

0.44 

0.62 


Borikuwa 

0826000503159000 

3.730 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.466 

2.19 

0.030 

0.02 

0.01 

0.00 

0.00 

0.00 

0.24 

0.14 

0.09 

0.007 

0.56 

0.92 


Bujha 

0826000403128500 

0.183 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.008 

2.08 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.04 


Chandani 

0826000503160800 

10.551 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.296 

1.86 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.37 

0.23 

0.06 

0.012 

0.35 

0.57 


Chaukariya 

0826000503154200 

2.243 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.138 

2.80 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.04 

0.06 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Baiyora 

0827000103316600 

0.04 

0.00 

210.49 

0.00 

- 

0.00 

0.02 

0.33 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.004 

0.015 

349.94 

Over Exploited 

Balota 

0827000103316500 

0.04 

0.01 

772.86 

0.01 

0.00 

0.01 

0.01 

0.17 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.022 

0.001 

0.021 

0.042 

195.42 

Over Exploited 

Bandighati 

0827000103315600 

0.04 

0.02 

717.92 

0.02 

0.00 

0.02 

0.02 

0.28 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.025 

0.001 

0.024 

0.013 

54.75 

Safe 

Bara Hathai 

0827000103313600 

0.04 

0.00 

1,803.28 

0.00 

- 

0.00 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.004 

0.024 

528.83 

Over Exploited 

Bassi 

0827000103304200 

0.04 

0.04 

382.98 

0.05 

0.00 

0.05 

0.04 

0.57 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.066 

0.003 

0.062 

0.091 

146.37 

Over Exploited 

Berniya 

0827000103302200 

0.04 

0.07 

400.20 

0.09 

0.01 

0.10 

0.05 

0.57 

- 

- 

- 

- 

0.017 

0.018 

0.018 

0.118 

0.006 

0.112 

0.035 

31.57 

Safe 

Bhagal Salawatan 

0827000103302100 

0.04 

0.03 

417.73 

0.03 

0.00 

0.04 

0.05 

0.60 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.043 

0.002 

0.041 

0.013 

32.79 

Safe 

Bhatra 

0827000103312800 

0.04 

0.09 

119.06 

0.11 

0.00 

0.11 

0.05 

0.65 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.108 

0.005 

0.102 

0.042 

40.58 

Safe 

Dabela 

0827000103313100 

0.04 

0.03 

256.41 

0.04 

- 

0.04 

0.05 

0.63 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.049 

0.002 

0.046 

0.087 

187.31 

Over Exploited 

Damri 

0827000103313300 

0.04 

0.07 

253.71 

0.08 

0.01 

0.10 

0.05 

0.63 

- 

0.0300 

- 

- 

0.006 

0.036 

0.036 

0.132 

0.007 

0.126 

0.183 

145.50 

Over Exploited 

Dara 

0827000103315900 

0.04 

0.01 

294.08 

0.01 

0.00 

0.01 

0.03 

0.34 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.013 

0.001 

0.013 

0.013 

104.31 

Over Exploited 

Deoli 

0827000103315800 

0.04 

0.01 

461.60 

0.01 

- 

0.01 

0.03 

0.32 

- 

- 

- 

- 

- 

- 

- 

0.015 

0.001 

0.014 

0.012 

86.55 

Semi Critical 

Devsomnath 

0827000103302000 

0.04 

0.02 

642.71 

0.03 

- 

0.03 

0.04 

0.52 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.047 

0.002 

0.045 

0.114 

256.29 

Over Exploited 

Dhamala 

0827000103304300 

0.04 

0.06 

335.50 

0.08 

0.00 

0.08 

0.04 

0.54 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.078 

0.004 

0.074 

0.045 

61.14 

Safe 

Dhani Ghatau 

0827000103303500 

0.04 

0.07 

358.21 

0.09 

0.01 

0.10 

0.05 

0.61 

- 

- 

- 

- 

0.015 

0.015 

0.015 

0.111 

0.006 

0.105 

0.038 

35.69 

Safe 

Dhawari 

0827000103301500 

0.04 

0.03 

926.43 

0.04 

0.00 

0.04 

0.03 

0.33 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.046 

0.002 

0.044 

0.040 

92.12 

Critical 

Dolwar Nichali 

0827000103316300 

0.04 

0.00 

42,063.97 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dolwar Upli 

0827000103316000 

0.04 

0.00 

231.58 

0.00 

- 

0.00 

0.02 

0.31 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.019 

584.94 

Over Exploited 

Dovra 

0827000103313200 

0.04 

0.05 

220.59 

0.06 

0.01 

0.07 

0.05 

0.62 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.099 

0.005 

0.094 

0.118 

125.28 

Over Exploited 

Faloj 

0827000103303300 

0.04 

0.12 

434.52 

0.14 

0.02 

0.16 

0.05 

0.58 

- 

0.0400 

- 

- 

0.010 

0.050 

0.050 

0.208 

0.010 

0.198 

0.247 

124.98 

Over Exploited 

Forest 

0827000127900010 

0.05 

0.00 

3,101.77 

0.00 

0.00 

0.01 

0.00 

0.04 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.006 

0.000 

0.006 

0.011 

184.50 

Over Exploited 

Garda 

0827000103301600 

0.04 

0.04 

533.45 

0.05 

0.00 

0.05 

0.05 

0.61 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.058 

0.003 

0.055 

0.027 

48.52 

Safe 

Ghatau 

0827000103303600 

0.04 

0.07 

490.47 

0.08 

0.00 

0.08 

0.05 

0.62 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.098 

0.005 

0.093 

0.068 

73.70 

Semi Critical 

Gokal Pura 

0827000103304800 

0.04 

0.00 

15,495.27 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Hathai 

0827000103303000 

0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Fleeratan 

0827000103316700 

0.04 

0.00 

302,890.02 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kesar Pura 

0827000103304100 

0.04 

0.06 

419.53 

0.07 

0.00 

0.08 

0.05 

0.64 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.082 

0.004 

0.077 

0.028 

35.71 

Safe 

Khajooriya 

0827000103303200 

0.04 

0.00 

13,738.54 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

4,304.44 

Over Exploited 

Khara 

0827000103315700 

0.04 

0.00 

738.32 

0.01 

- 

0.01 

0.03 

0.33 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.015 

0.037 

245.47 

Over Exploited 

Khera Kachwasa 

0827000103303900 

0.04 

0.05 

440.25 

0.06 

- 

0.06 

0.05 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.068 

0.003 

0.065 

0.083 

127.58 

Over Exploited 

Kherwara Seedri 

0827000103313000 

0.04 

0.05 

218.35 

0.05 

0.01 

0.06 

0.05 

0.65 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.085 

0.004 

0.081 

0.099 

122.26 

Over Exploited 

Manpur 

0827000103304500 

0.04 

0.12 

246.58 

0.14 

0.00 

0.14 

0.04 

0.60 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.142 

0.007 

0.135 

0.061 

45.48 

Safe 

Moth 

0827000103301900 

0.04 

0.02 

645.53 

0.03 

- 

0.03 

0.04 

0.43 

- 

- 

- 

- 

- 

- 

- 

0.027 

0.001 

0.026 

0.019 

74.13 

Semi Critical 

Narniya 

0827000103313400 

0.04 

0.09 

259.34 

0.11 

0.00 

0.11 

0.05 

0.61 

- 

0.0100 

- 

- 

0.007 

0.018 

0.018 

0.132 

0.007 

0.125 

0.098 

78.63 

Semi Critical 

Naya Gaon 

0827000103312900 

0.04 

0.04 

226.20 

0.04 

0.00 

0.05 

0.05 

0.64 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.062 

0.003 

0.059 

0.083 

140.97 

Over Exploited 

Nejpur 

0827000103312500 

0.04 

0.05 

104.62 

0.07 

0.01 

0.07 

0.05 

0.70 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.089 

0.004 

0.085 

0.066 

78.27 

Semi Critical 

Orwariya 

0827000103301800 

0.04 

0.07 

635.77 

0.08 

0.00 

0.09 

0.05 

0.59 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.103 

0.005 

0.098 

0.071 

72.23 

Semi Critical 

Pagara 

0827000103303700 

0.04 

0.08 

392.27 

0.10 

0.00 

0.10 

0.05 

0.63 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.115 

0.006 

0.109 

0.068 

62.58 

Safe 

Palbassi 

0827000103301400 

0.04 

0.09 

672.92 

0.11 

0.01 

0.12 

0.03 

0.38 

- 

0.0200 

- 

- 

0.020 

0.040 

0.040 

0.162 

0.008 

0.154 

0.183 

118.90 

Over Exploited 

Palmathu Gamra 

0827000103304600 

0.04 

0.00 

2,269.42 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.004 

0.012 

270.82 

Over Exploited 

Parda Chaubisan 

0827000103301700 

0.04 

0.08 

530.83 

0.09 

0.02 

0.11 

0.05 

0.59 

- 

- 

- 

- 

0.023 

0.023 

0.023 

0.129 

0.006 

0.123 

0.052 

42.48 

Safe 

Path 

0827000103313500 

0.04 

0.03 

552.23 

0.04 

0.01 

0.05 

0.03 

0.30 

- 

0.0100 

- 

- 

0.009 

0.019 

0.019 

0.064 

0.003 

0.061 

0.090 

147.52 

Over Exploited 

Phooti Talai 

0827000103303400 

0.04 

0.05 

291.65 

0.06 

0.00 

0.06 

0.05 

0.62 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.063 

0.003 

0.060 

0.038 

64.15 

Safe 

Punali 

0827000103314500 

0.04 

0.03 

834.91 

0.04 

0.01 

0.06 

0.02 

0.26 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.080 

0.004 

0.076 

0.154 

202.75 

Over Exploited 

Raghunath Pura 

0827000103303100 

0.04 

0.00 

12,895.86 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

7,410.27 

Over Exploited 

Ransagar Pachor 

0827000103303800 

0.04 

0.03 

256.61 

0.04 

- 

0.04 

0.05 

0.65 

- 

- 

- 

- 

- 

- 

- 

0.037 

0.002 

0.036 

0.031 

87.62 

Semi Critical 

Sarkan Kopcha With Chak 

0827000103312300 

0.04 

0.01 

348.95 

0.01 

- 

0.01 

0.02 

0.24 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.006 

0.009 

140.46 

Over Exploited 

Sarkan Sai 

0827000103305200 

0.04 

0.08 

223.09 

0.10 

0.00 

0.10 

0.05 

0.71 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.112 

0.006 

0.107 

0.075 

70.03 

Semi Critical 

Savgar 

0827000103302300 

0.04 

0.00 

29,352.10 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

2,128.59 

Over Exploited 

Shaktawaton Ka Gurha 

0826000903263700 

0.04 

0.00 

291,671.31 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Siyal Dari 

0827000103305000 

0.04 

0.01 

615.11 

0.01 

0.00 

0.02 

0.03 

0.47 

- 

0.0100 

- 

- 

0.002 

0.013 

0.013 

0.028 

0.001 

0.026 

0.047 

178.80 

Over Exploited 

Sulai 

0827000103304000 

0.04 

0.17 

141.12 

0.20 

0.02 

0.22 

0.05 

0.68 

- 

- 

- 

- 

0.028 

0.028 

0.028 

0.250 

0.012 

0.237 

0.081 

34.21 

Safe 

Teejwar 

0827000103305100 

0.04 

0.04 

398.46 

0.05 

0.00 

0.05 

0.05 

0.72 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.078 

0.004 

0.074 

0.096 

129.75 

Over Exploited 

Undarda 

0827000103312700 

0.04 

0.09 

117.45 

0.10 

0.01 

0.11 

0.05 

0.67 

- 

0.0100 

- 

- 

0.014 

0.024 

0.024 

0.136 

0.007 

0.129 

0.081 

63.09 

Safe 

Upargam 

0827000103312600 

0.04 

0.19 

126.03 

0.23 

0.00 

0.23 

0.05 

0.69 

- 

0.0200 

- 

- 

0.007 

0.027 

0.027 

0.258 

0.013 

0.245 

0.154 

62.70 

Safe 

Veerpur With Chak 

0827000103305300 

0.04 

0.02 

541.38 

0.02 

0.00 

0.02 

0.04 

0.57 

- 

0.0100 

- 

- 

0.000 

0.011 

0.011 

0.030 

0.002 

0.029 

0.069 

238.58 

Over Exploited 

Wada Punali 

0827000103314400 

0.04 

0.09 

231.57 

0.11 

0.01 

0.11 

0.05 

0.61 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.130 

0.006 

0.123 

0.076 

62.01 

Safe 

Amarpura 

0826000503159100 

0.07 

0.25 

########## 

0.30 

0.01 

0.31 

0.03 

0.45 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.347 

0.017 

0.330 

0.212 

64.18 

Safe 

Amdari 

0826000503158200 

0.07 

0.05 

123,879.32 

0.05 

0.01 

0.06 

0.04 

0.53 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.079 

0.004 

0.075 

0.093 

124.40 

Over Exploited 

Babarmal 

0826000903246200 

0.04 

0.01 

542.86 

0.01 

- 

0.01 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.011 

148.34 

Over Exploited 

Baleecha 

0826000503153500 

0.07 

0.01 

668.91 

0.02 

- 

0.02 

0.01 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.027 

0.001 

0.025 

0.046 

180.83 

Over Exploited 

Bara pal 

0826000503158900 

0.07 

0.27 

########## 

0.33 

0.03 

0.36 

0.03 

0.42 

- 

0.0400 

- 

- 

0.037 

0.077 

0.077 

0.440 

0.022 

0.418 

0.244 

58.32 

Safe 

Bari 

0826000403127600 

0.06 

0.00 

2,663.05 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhalariya (CT) 

0826000942607000 

0.04 

0.09 

########## 

0.11 

- 

0.11 

0.04 

0.47 

- 

- 

- 

- 

- 

- 

- 

0.106 

0.005 

0.101 

0.123 

121.71 

Over Exploited 

Borikuwa 

0826000503159000 

0.07 

0.13 

13.11 

0.14 

0.01 

0.15 

0.04 

0.60 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.176 

0.009 

0.167 

0.097 

57.88 

Safe 

Bujha 

0826000403128500 

0.06 

0.00 

1,635.00 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chandani 

0826000503160800 

0.07 

0.13 

########## 

0.16 

- 

0.16 

0.03 

0.38 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.169 

0.008 

0.161 

0.070 

43.72 

Safe 

Chaukariya 

0826000503154200 

0.07 

0.00 

2,048.05 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

1,149.32 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 
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( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Chauki 

082600040312870C 

1.748 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.119 

2.12 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.02 

0.003 

0.39 

0.66 


Ghawri Talai 

0826000503160400 

2.494 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.146 

2.34 

0.030 

0.04 

0.01 

0.00 

0.00 

0.00 

0.18 

0.12 

0.14 

0.004 

0.49 

0.77 


Gosiya 

0826000503160300 

2.698 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.609 

2.27 

0.030 

0.03 

0.01 

0.00 

0.00 

0.01 

0.19 

0.12 

0.11 

0.005 

0.57 

0.91 


Idmal 

0826000403127800 

2.441 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.609 

1.81 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.04 

0.005 

0.40 

0.69 


Jawar 

0826000503160100 

7.798 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.384 

2.37 

0.030 

0.15 

0.04 

0.00 

0.00 

0.00 

0.49 

0.33 

0.61 

0.011 

0.39 

0.58 


Jawla 

0826000503159300 

17.428 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.124 

3.00 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.13 

0.01 

0.004 

0.07 

0.10 


Jekra 

0826000403129100 

7.048 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.732 

2.42 

0.025 

0.03 

0.01 

0.00 

0.00 

0.00 

0.19 

0.11 

0.11 

0.008 

0.23 

0.38 


Kanpur 

0826000503159800 

3.291 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.260 

2.54 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.001 

0.04 

0.06 


Kaya 

0826000503158100 

25.795 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

15.748 

1.83 

0.030 

0.03 

0.00 

0.00 

0.00 

0.00 

0.90 

0.54 

0.07 

0.031 

0.35 

0.58 


Khajoori 

0826000503158800 

14.740 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

12.324 

1.98 

0.030 

0.04 

0.01 

0.00 

0.00 

0.00 

0.76 

0.45 

0.11 

0.024 

0.50 

0.85 


Kodiya Khet 

0826000503160600 

1.723 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.091 

2.21 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.02 

0.002 

0.37 

0.59 


Krishanpura 

0826000903246800 

8.415 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.993 

2.24 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.33 

0.22 

0.03 

0.025 

0.47 

0.72 


Kumariya Khera 

0826000503158700 

8.051 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.712 

1.48 

0.030 

0.02 

0.01 

0.00 

0.00 

0.00 

0.22 

0.13 

0.09 

0.009 

0.36 

0.62 


Lai 

0826000503157800 

5.020 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.199 

2.62 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.35 

0.21 

0.07 

0.008 

0.49 

0.82 


Nala 

0826000503159700 

2.551 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.025 

2.77 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Naya Khera 

0826000503153700 

0.974 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.039 

4.17 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.04 



0826000503159900 

2.517 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.007 

2.40 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nenbara 

0826000403135200 

14.710 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.575 

2.70 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.32 

0.23 

0.03 

0.014 

0.18 

0.24 


Newa Talai (CT) 

0826000942608000 

8.187 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.440 

1.26 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.010 

0.03 

0.04 


Nohra 

0826000503154100 

6.314 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.664 

4.02 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.02 

0.001 

0.06 

0.10 


Owra 

0826000403129000 

1.298 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.010 

2.13 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Padoona 

0826000503159200 

28.254 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.413 

3.17 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.001 

0.01 

0.01 


Pai 

0826000503158600 

27.524 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.918 

1.36 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.38 

0.22 

0.05 

0.017 

0.20 

0.35 


Palawara 

0826000403128600 

2.777 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.906 

2.07 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.03 

0.003 

0.20 

0.34 


Paliya Khera 

0826000403127700 

9.238 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.033 

1.19 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.003 

0.07 

0.12 


Peepaldara 

0826000903246100 

9.723 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.209 

2.04 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.17 

0.03 

0.022 

0.36 

0.56 


Peepalwas 

0826000503158400 

5.580 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.037 

2.21 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.02 

0.002 

0.11 

0.20 


Rawan 

0826000503160500 

2.315 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.378 

2.24 

0.030 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.08 

0.17 

0.003 

0.35 

0.55 


Reechhawar 

0826000403135100 

7.202 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.014 

2.59 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.04 

0.003 

0.08 

0.13 


Rop 

0826000403135000 

2.256 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.710 

2.71 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.01 

0.002 

0.19 

0.27 


Saldari 

0826000403127900 

6.111 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.704 

1.84 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.002 

0.07 

0.12 


Seengatwara 

0826000903246700 

13.024 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.182 

1.73 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.31 

0.22 

0.07 

0.029 

0.35 

0.49 


Sera 

0826000403128800 

12.964 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.315 

2.51 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.60 

0.37 

0.04 

0.028 

0.43 

0.70 


Sethji Ki Kundal 

0826000503153600 

3.376 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.960 

3.90 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.25 

0.15 

0.09 

0.004 

0.33 

0.55 


Surpalaya 

0826000503157900 

4.010 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.595 

2.70 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.30 

0.18 

0.04 

0.007 

0.52 

0.86 


Teendor 

0826000403128900 

2.349 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.009 

2.23 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.01 

0.003 

0.26 

0.44 


Teeri 

0826000503160200 

11.884 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.107 

2.40 

0.030 

0.07 

0.02 

0.00 

0.00 

0.00 

0.71 

0.46 

0.25 

0.018 

0.44 

0.67 


Titora 

0826000503158000 

3.625 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.139 

1.80 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.11 

0.07 

0.006 

0.52 

0.87 


Toran Talab 

0826000503160700 

5.789 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.240 

2.18 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.29 

0.18 

0.04 

0.008 

0.43 

0.71 


Udiya Khera 

0826000503160000 

0.800 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.099 

2.41 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.07 

0.10 


Undari Kalan 

0826000503158300 

10.710 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.126 

2.16 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.22 

0.13 

0.06 

0.006 

0.18 

0.30 


Undari Khurd 

0826000503157700 

9.062 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.256 

2.52 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.02 

0.03 

09006058 

Adwas 

0826000903248600 

15.272 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.239 

1.82 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 


Amarpura 

0826000903247900 

2.955 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.471 

0.28 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.10 

0.009 

0.48 

0.59 







Non-command 

Gneisses(B.G.C) 

0.355 

0.28 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.07 

0.08 


Babarmal 

0826000903246200 

6.999 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.675 

2.19 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.14 

0.02 

0.017 

0.38 

0.57 


Bagruwa 

0826000903248700 

6.182 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.134 

1.19 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Baldar 

0826000903252500 

0.387 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.299 

2.90 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.41 

0.54 


Baleecha 

0826000503153500 

4.907 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.763 

4.06 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.23 

0.14 

0.06 

0.003 

0.20 

0.33 


Batuka 

0826000903253700 

3.060 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.313 

2.63 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.06 

0.07 






Jaisamand 

Command 

Gneisses(B.G.C) 

2.747 

2.63 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.17 

0.15 

0.11 

0.010 

0.50 

0.59 


Bejpur 

0826000903254000 

2.482 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.077 

2.81 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.02 






Jaisamand 

Command 

Phyllite & Schist 

2.152 

2.81 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.15 

0.13 

0.14 

0.008 

0.44 

0.50 


Bhalariya (CT) 

0826000942607000 

6.895 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.183 

2.20 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.004 

0.01 

0.02 


Bobas 

0826000903251900 

2.942 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.942 

1.91 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.11 

0.07 

0.010 

0.57 

0.68 


Bootwas 

0826000903251000 

3.642 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

0.243 

2.03 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.04 

0.05 







Command 

Gneisses(B.G.C) 

0.233 

2.03 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.04 

0.05 


Chanawada 

0826000503159600 

21.838 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.197 

2.91 

0.030 

0.03 

0.01 

0.00 

0.00 

0.00 

0.47 

0.36 

0.11 

0.010 

0.13 

0.17 


Chandaji Ka Gurha 

0826000903251700 

5.385 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.413 

2.40 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.14 

0.02 

0.012 

0.38 

0.46 






Jaisamand 

Command 

Gneisses(B.G.C) 

1.366 

2.40 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.01 

0.005 

0.15 

0.18 


Dakan Kotra 

0826000503160900 

10.811 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.470 

3.65 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.40 

0.26 

0.07 

0.007 

0.18 

0.28 


Dangikhera 

0826000903247700 

1.730 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.113 

1.12 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.04 

0.04 







Non-command 

Gneisses(B.G.C) 

1.069 

1.12 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.004 

0.34 

0.42 


Deengri 

0826000903253500 

2.877 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.894 

2.86 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.01 

0.003 

0.16 

0.18 







Non-command 

Gneisses(B.G.C) 

1.402 

2.86 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.01 

0.005 

0.25 

0.29 






Jaisamand 

Command 

Phyllite & Schist 

0.484 

2.86 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.002 

0.09 

0.10 







Command 

Gneisses(B.G.C) 

0.002 

2.86 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Deimata 

0826000503153200 

1.414 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.361 

3.38 

0.030 

0.03 

0.00 

0.00 

0.00 

0.00 

0.17 

0.11 

0.10 

0.003 

0.54 

0.85 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Chauki 

0826000403128700 

0.06 

0.03 

63.04 

0.03 

- 

0.03 

0.03 

0.42 

- 

- 

- 

- 

- 

- 

- 

0.030 

0.002 

0.029 

0.027 

96.11 

Critical 

Ghawri Talai 

0826000503160400 

0.07 

0.07 

15,506.37 

0.08 

0.01 

0.09 

0.04 

0.53 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.122 

0.006 

0.116 

0.143 

123.76 

Over Exploited 

Gosiya 

0826000503160300 

0.07 

0.10 

23.01 

0.12 

0.02 

0.13 

0.04 

0.61 

- 

0.0200 

- 

- 

0.009 

0.029 

0.029 

0.161 

0.008 

0.153 

0.113 

73.99 

Semi Critical 

Idmal 

0826000403127800 

0.06 

0.04 

12,065.89 

0.04 

- 

0.04 

0.03 

0.43 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.054 

0.003 

0.051 

0.041 

79.96 

Semi Critical 

Jawar 

0826000503160100 

0.07 

0.13 

847,295.48 

0.16 

0.04 

0.20 

0.03 

0.42 

- 

0.1100 

- 

- 

0.006 

0.116 

0.116 

0.318 

0.016 

0.303 

0.619 

204.46 

Over Exploited 

Jawla 

0826000503159300 

0.07 

0.01 

1,318.96 

0.01 

- 

0.01 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.011 

0.011 

103.87 

Over Exploited 

Jekra 

0826000403129100 

0.06 

0.03 

169,846.20 

0.04 

0.01 

0.05 

0.02 

0.25 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.071 

0.004 

0.068 

0.121 

178.90 

Over Exploited 

Kanpur 

0826000503159800 

0.07 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.020 

2,354.11 

Over Exploited 

Kaya 

0826000503158100 

0.07 

0.36 

########## 

0.43 

- 

0.43 

0.03 

0.38 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.444 

0.022 

0.422 

0.096 

22.73 

Safe 

Khajoori 

0826000503158800 

0.07 

0.40 

149,685.99 

0.45 

0.01 

0.46 

0.04 

0.54 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.482 

0.024 

0.458 

0.136 

29.73 

Safe 

Kodiya Khet 

0826000503160600 

0.07 

0.02 

40,667.83 

0.03 

- 

0.03 

0.03 

0.40 

- 

- 

- 

- 

- 

- 

- 

0.027 

0.001 

0.026 

0.024 

92.89 

Critical 

Krishanpura 

0826000903246800 

0.04 

0.13 

716,731.44 

0.15 

- 

0.15 

0.04 

0.51 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.161 

0.008 

0.153 

0.055 

35.79 

Safe 

Kumariya Khera 

0826000503158700 

0.07 

0.09 

951,729.01 

0.11 

0.01 

0.12 

0.02 

0.38 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.142 

0.007 

0.135 

0.103 

76.25 

Semi Critical 

Lai 

0826000503157800 

0.07 

0.13 

(44.86) 

0.16 

0.00 

0.16 

0.04 

0.53 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.173 

0.009 

0.164 

0.076 

46.43 

Safe 

Nala 

0826000503159700 

0.07 

0.00 

69,073.69 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Naya Khera 

0826000503153700 

0.07 

0.00 

5,008.20 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

16,543.90 

Over Exploited 


0826000503159900 

0.07 

0.00 

65,141.38 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nenbara 

0826000403135200 

0.06 

0.05 

402.07 

0.06 

- 

0.06 

0.01 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.056 

0.003 

0.053 

0.039 

73.32 

Semi Critical 

Newa Talai (CT) 

0826000942608000 

0.04 

0.00 

3,036.51 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.034 

5,804.57 

Over Exploited 

Nohra 

0826000503154100 

0.07 

0.00 

1,983.96 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.024 

812.07 

Over Exploited 

Owra 

0826000403129000 

0.06 

0.00 

10,554.16 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Padoona 

0826000503159200 

0.07 

0.00 

12,982.59 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

1,991.67 

Over Exploited 

Pai 

0826000503158600 

0.07 

0.12 

52,028.61 

0.14 

- 

0.14 

0.01 

0.21 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.149 

0.007 

0.141 

0.070 

49.82 

Safe 

Palawara 

0826000403128600 

0.06 

0.01 

89,384.52 

0.01 

- 

0.01 

0.01 

0.21 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.022 

0.001 

0.021 

0.033 

155.74 

Over Exploited 

Paliya Khera 

0826000403127700 

0.06 

0.00 

333.54 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.009 

196.72 

Over Exploited 

Peepaldara 

0826000903246100 

0.04 

0.09 

622,838.35 

0.10 

- 

0.10 

0.03 

0.39 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.113 

0.006 

0.107 

0.052 

48.59 

Safe 

Peepalwas 

0826000503158400 

0.07 

0.01 

331,831.51 

0.01 

- 

0.01 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.009 

0.020 

228.81 

Over Exploited 

Rawan 

0826000503160500 

0.07 

0.03 

########## 

0.04 

0.01 

0.05 

0.03 

0.37 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.077 

0.004 

0.073 

0.171 

233.30 

Over Exploited 

Reechhawar 

0826000403135100 

0.06 

0.00 

895.20 

0.01 

- 

0.01 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.015 

0.041 

272.55 

Over Exploited 

Rop 

0826000403135000 

0.06 

0.01 

344.56 

0.01 

- 

0.01 

0.01 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.009 

0.008 

95.35 

Critical 

Saldari 

0826000403127900 

0.06 

0.00 

454.84 

0.00 

- 

0.00 

0.00 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.008 

250.35 

Over Exploited 

Seengatwara 

0826000903246700 

0.04 

0.11 

554,889.47 

0.13 

- 

0.13 

0.03 

0.38 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.143 

0.007 

0.136 

0.095 

69.99 

Safe 

Sera 

0826000403128800 

0.06 

0.23 

########## 

0.27 

- 

0.27 

0.03 

0.46 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.283 

0.014 

0.269 

0.064 

23.99 

Safe 

Sethji Ki Kundal 

0826000503153600 

0.07 

0.04 

893,786.81 

0.05 

- 

0.05 

0.03 

0.36 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.071 

0.004 

0.068 

0.090 

132.80 

Over Exploited 

Surpalaya 

0826000503157900 

0.07 

0.12 

49.82 

0.15 

- 

0.15 

0.04 

0.56 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.156 

0.008 

0.148 

0.050 

33.86 

Safe 

Teendor 

0826000403128900 

0.06 

0.01 

35,297.63 

0.01 

- 

0.01 

0.02 

0.28 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.012 

0.015 

125.62 

Over Exploited 

Teeri 

0826000503160200 

0.07 

0.26 

########## 

0.31 

0.02 

0.33 

0.04 

0.47 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.381 

0.019 

0.362 

0.263 

72.53 

Semi Critical 

Titora 

0826000503158000 

0.07 

0.11 

58,861.97 

0.11 

0.00 

0.11 

0.04 

0.55 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.124 

0.006 

0.118 

0.071 

60.43 

Safe 

Toran Talab 

0826000503160700 

0.07 

0.12 

########## 

0.14 

- 

0.14 

0.03 

0.47 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.150 

0.008 

0.143 

0.048 

33.88 

Safe 

Udiya Khera 

0826000503160000 

0.07 

0.00 

994.64 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Undari Kalan 

0826000503158300 

0.07 

0.03 

########## 

0.04 

- 

0.04 

0.01 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.047 

0.002 

0.044 

0.064 

144.12 

Over Exploited 

Undari Khurd 

0826000503157700 

0.07 

0.00 

42,060.61 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

2,877.59 

Over Exploited 

Adwas 

0826000903248600 

0.03 

0.00 

171,761.62 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

7,019.81 

Over Exploited 

Amarpura 

0826000903247900 

0.04 

0.05 

(21.39) 

0.04 

- 

0.04 

0.04 

0.52 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.046 

0.002 

0.044 

0.111 

252.14 

Over Exploited 



0.03 

0.00 

119.01 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.012 

1,471.31 

Over Exploited 

Babarmal 

0826000903246200 

0.04 

0.07 

111.11 

0.08 

- 

0.08 

0.03 

0.41 

- 

- 

- 

- 

- 

- 

- 

0.081 

0.004 

0.077 

0.041 

52.79 

Safe 

Bagruwa 

0826000903248700 

0.04 

0.00 

550,017.21 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Baldar 

0826000903252500 

0.04 

0.00 

177.81 

0.01 

- 

0.01 

0.04 

0.45 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.005 

0.007 

131.25 

Over Exploited 

Baleecha 

0826000503153500 

0.07 

0.02 

508.98 

0.03 

- 

0.03 

0.02 

0.22 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.038 

0.002 

0.036 

0.061 

169.87 

Over Exploited 

Batuka 

0826000903253700 

0.03 

0.00 

2,509.44 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.015 

2,470.23 

Over Exploited 



0.03 

0.04 

258.52 

0.05 

- 

0.05 

0.04 

0.54 

- 

0.0200 

0.0224 

0.0216 

- 

0.064 

0.064 

0.113 

0.006 

0.108 

0.122 

112.94 

Over Exploited 

Bejpur 

0826000903254000 

0.04 

0.00 

8,078.55 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

11,842.53 

Over Exploited 



0.04 

0.04 

269.11 

0.04 

0.01 

0.05 

0.04 

0.48 

- 

0.0300 

0.0211 

0.0253 

- 

0.076 

0.076 

0.130 

0.006 

0.123 

0.146 

118.08 

Over Exploited 

Bhalariya (CT) 

0826000942607000 

0.04 

0.00 

5,261.22 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

3,344.49 

Over Exploited 

Bobas 

0826000903251900 

0.03 

0.05 

119.00 

0.06 

0.00 

0.06 

0.05 

0.62 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.071 

0.004 

0.067 

0.075 

112.27 

Over Exploited 

Bootwas 

0826000903251000 

0.04 

0.00 

2,055.17 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

0.0024 

0.0029 

- 

0.005 

0.005 

0.006 

0.000 

0.005 

0.001 

16.01 

Safe 



0.03 

0.00 

2,768.98 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

0.0023 

0.0027 

- 

0.005 

0.005 

0.005 

0.000 

0.005 

0.001 

16.32 

Safe 

Chanawada 

0826000503159600 

0.07 

0.04 

########## 

0.05 

0.01 

0.06 

0.01 

0.14 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.081 

0.004 

0.077 

0.122 

159.45 

Over Exploited 

Chandaji Ka Gurha 

0826000903251700 

0.03 

0.04 

583,007.11 

0.05 

- 

0.05 

0.03 

0.41 

- 

- 

- 

- 

- 

- 

- 

0.046 

0.002 

0.044 

0.030 

68.50 

Safe 



0.03 

0.01 

777.46 

0.01 

- 

0.01 

0.01 

0.16 

- 

- 

0.0111 

0.0107 

- 

0.022 

0.022 

0.029 

0.001 

0.028 

0.012 

42.49 

Safe 

Dakan Kotra 

0826000503160900 

0.07 

0.04 

502,406.62 

0.05 

- 

0.05 

0.01 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.057 

0.003 

0.054 

0.081 

150.23 

Over Exploited 

Dangikhera 

0826000903247700 

0.04 

0.00 

33,631.41 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

4,127.81 

Over Exploited 



0.03 

0.01 

154.06 

0.01 

- 

0.01 

0.03 

0.37 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.022 

0.047 

212.02 

Over Exploited 

Deengri 

0826000903253500 

0.04 

0.01 

714.38 

0.01 

- 

0.01 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.006 

0.015 

242.29 

Over Exploited 



0.03 

0.01 

644.78 

0.01 

- 

0.01 

0.02 

0.27 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.012 

0.019 

156.99 

Over Exploited 



0.04 

0.00 

1,406.19 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

0.0047 

0.0057 

- 

0.010 

0.010 

0.012 

0.001 

0.012 

0.008 

65.83 

Safe 



0.03 

0.00 

618,038.52 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Deimata 

0826000503153200 

0.07 

0.05 

22.93 

0.06 

- 

0.06 

0.04 

0.58 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.067 

0.003 

0.064 

0.100 

156.07 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Deopura 

082600090324750C 

2.948 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.057 

0.95 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

2.875 

0.95 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.12 

0.010 

0.54 

0.67 


Dewala 

082600090324700C 

9.173 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.032 

0.76 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.13 

0.007 

0.13 

0.16 


Dhani Melana 

0826000903253800 

3.512 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.035 

2.76 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Jaisamand 

Command 

Phyllite & Schist 

1.182 

2.76 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.02 

0.004 

0.18 

0.21 







Command 

Gneisses(B.G.C) 

2.296 

2.76 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.12 

0.03 

0.008 

0.35 

0.41 


Dhawadiya 

0826000903247800 

1.753 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.015 

0.44 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 







Non-command 

Gneisses(B.G.C) 

1.739 

0.44 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.07 

0.006 

0.56 

0.68 


Eklingpura 

0826000903246600 

6.327 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.387 

1.63 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.09 

0.02 

0.012 

0.30 

0.41 


Gamri 

0826000903251200 

3.346 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

1.13 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

0.010 

1.13 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gatonr 

0826000903251100 

9.226 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.641 

1.49 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.002 

0.04 

0.05 






Jaisamand 

Command 

Gneisses(B.G.C) 

0.343 

1.49 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.03 


Geegachi Khera 

0826000903248000 

5.239 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.470 

0.34 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.07 

0.012 

0.38 

0.47 







Non-command 

Gneisses(B.G.C) 

0.764 

0.34 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.003 

0.08 

0.10 


Gordhan Vilas (Rural) 

0826000503153400 

8.335 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.084 

4.46 

0.030 

0.06 

0.01 

0.00 

0.00 

0.00 

0.86 

0.53 

0.22 

0.012 

0.41 

0.66 


Jamboora 

0826000903251300 

5.543 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.008 

1.28 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

2.574 

1.28 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.02 

0.009 

0.29 

0.36 






Jaisamand 

Command 

Gneisses(B.G.C) 

0.630 

1.28 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.002 

0.07 

0.09 


Jariyana 

0826000903248100 

1.795 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.902 

0.68 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.003 

0.29 

0.36 







Non-command 

Gneisses(B.G.C) 

0.797 

0.68 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.003 

0.26 

0.32 


Jawar 

0826000503160100 

7.798 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.004 

2.37 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jhadol 

0826000903253600 

7.594 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.009 

2.86 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Jaisamand 

Command 

Phyllite & Schist 

7.309 

2.86 

0.020 

0.11 

0.02 

0.00 

0.00 

0.00 

0.51 

0.44 

0.40 

0.026 

0.51 

0.59 







Command 

Gneisses(B.G.C) 

0.016 

2.86 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kanpur 

0826000503159800 

3.291 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.800 

2.54 

0.030 

0.04 

0.01 

0.00 

0.00 

0.00 

0.17 

0.12 

0.15 

0.004 

0.30 

0.43 


Kaya 

0826000503158100 

25.795 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.816 

1.83 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.33 

0.20 

0.03 

0.011 

0.13 

0.21 


Kejar 

0826000903255200 

10.407 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.120 

2.73 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Keora Kalan 

0826000903246300 

7.961 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.348 

2.52 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.15 

0.04 

0.015 

0.31 

0.47 


Keora Khurd 

0826000903246400 

1.904 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.447 

2.05 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.04 

0.005 

0.43 

0.61 


Kerpura 

0826000903253900 

0.883 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.655 

3.01 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.002 

0.38 

0.43 






Jaisamand 

Command 

Phyllite & Schist 

0.228 

3.01 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.13 

0.15 


Khakhadara 

0826000903247400 

5.471 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.143 

1.48 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.02 

0.011 

0.32 

0.41 







Non-command 

Gneisses(B.G.C) 

0.362 

1.48 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.04 

0.05 


Kharwa 

0826000503161000 

18.322 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.236 

1.91 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Kotri 

0826000903247300 

3.518 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.407 

1.69 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.02 

0.012 

0.54 

0.72 


Mahuri 

0826000903251400 

11.347 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.660 

1.60 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.13 

0.02 

0.016 

0.25 

0.31 






Jaisamand 

Command 

Gneisses(B.G.C) 

1.115 

1.60 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.004 

0.06 

0.07 


Mahuwara 

0826000903247600 

9.090 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.972 

0.68 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.04 

0.011 

0.18 

0.23 







Non-command 

Gneisses(B.G.C) 

6.018 

0.68 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.05 

0.021 

0.37 

0.46 


Moondla 

0826000903253400 

2.981 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.257 

2.52 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.05 

0.05 







Non-command 

Gneisses(B.G.C) 

0.646 

2.52 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.002 

0.11 

0.13 






Jaisamand 

Command 

Gneisses(B.G.C) 

0.122 

2.52 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.03 


Na 

0826000926900002 

3.152 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.956 

0.75 

0.020 

0.00 

0.00 

0.00 

0.00 

0.09 

-0.06 

-0.05 

0.00 

0.007 

0.35 

0.45 


Nala 

0826000503159700 

2.551 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.738 

2.77 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.12 

0.08 

0.003 

0.37 

0.53 


Nandvi 

0826000903248200 

1.430 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.150 

0.94 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.001 

0.06 

0.08 


Nathara 

0826000903252200 

25.421 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.733 

1.54 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.03 

0.010 

0.06 

0.07 







Non-command 

Gneisses(B.G.C) 

1.258 

1.54 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.004 

0.03 

0.03 


Naya Khera 

0826000503159900 

2.517 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.892 

2.40 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.02 

0.004 

0.42 

0.59 


Nela 

0826000503153100 

1.332 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.063 

3.83 

0.030 

0.05 

0.01 

0.00 

0.00 

0.00 

0.16 

0.10 

0.18 

0.002 

0.44 

0.71 


Newa Talai (CT) 

0826000942608000 

8.187 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.444 

1.26 

0.020 

0.16 

0.03 

0.00 

0.00 

0.00 

0.32 

0.24 

0.42 

0.162 

0.51 

0.68 


Oda 

0826000903246900 

4.888 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.313 

1.02 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.04 

0.005 

0.15 

0.20 


Padarda 

0826000903251600 

3.911 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.187 

2.71 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.03 

0.03 






Jaisamand 

Command 

Phyllite & Schist 

0.785 

2.71 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.01 

0.003 

0.12 

0.14 







Command 

Gneisses(B.G.C) 

2.939 

2.71 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.14 

0.03 

0.010 

0.43 

0.52 


Padla 

0826000903247200 

8.290 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.876 

1.26 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.23 

0.18 

0.07 

0.028 

0.53 

0.69 







Non-command 

Gneisses(B.G.C) 

0.128 

1.26 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Padoona 

0826000503159200 

28.254 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.855 

3.17 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.01 

0.002 

0.02 

0.02 


Pahari 

0826000903250900 

2.244 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

0.802 

2.37 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.02 

0.003 

0.19 

0.22 


Palodra 

0826000903248400 

4.135 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.238 

0.28 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.11 

0.004 

0.17 

0.21 


Paluna 

0826000903248300 

3.023 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.703 

0.31 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.006 

0.33 

0.40 







Non-command 

Gneisses(B.G.C) 

0.058 

0.31 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Peeladhar 

0826000903251800 

14.261 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

11.884 

2.33 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.58 

0.48 

0.05 

0.042 

0.48 

0.58 






Jaisamand 

Command 

Gneisses(B.G.C) 

1.378 

2.33 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.00 

0.005 

0.06 

0.07 


Peepaldara 

0826000903246100 

9.723 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.218 

2.04 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.02 


Relan 

0826000903247100 

3.750 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.430 

0.90 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.02 

0.012 

0.52 

0.65 







Non-command 

Gneisses(B.G.C) 

0.173 

0.90 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.03 

0.03 


Sahara 

0826000903254400 

18.992 

Fresh 

Jaisamand 

Command 

Phyllite & Schist 

0.001 

1.35 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Deopura 

0826000903247500 

0.04 

0.00 

3,689.29 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

22,908.74 

Over Exploited 



0.03 

0.05 

45.63 

0.06 

- 

0.06 

0.05 

0.59 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.076 

0.004 

0.072 

0.134 

185.55 

Over Exploited 

Dewala 

0826000903247000 

0.04 

0.01 

260,402.47 

0.01 

- 

0.01 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.021 

0.001 

0.020 

0.139 

703.47 

Over Exploited 

Dhani Melana 

0826000903253800 

0.03 

0.00 

28,962.23 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.01 

687.35 

0.01 

- 

0.01 

0.02 

0.20 

- 

- 

0.0096 

0.0093 

- 

0.019 

0.019 

0.029 

0.001 

0.027 

0.028 

103.14 

Over Exploited 



0.03 

0.02 

383.94 

0.03 

- 

0.03 

0.03 

0.38 

- 

0.0100 

0.0187 

0.0180 

- 

0.047 

0.047 

0.076 

0.004 

0.072 

0.037 

51.52 

Safe 

Dhawadiya 

0826000903247800 

0.04 

0.00 

3,685.04 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.03 

(1.25) 

0.03 

- 

0.03 

0.05 

0.61 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.039 

0.002 

0.037 

0.071 

192.03 

Over Exploited 

Eklingpura 

0826000903246600 

0.04 

0.04 

########## 

0.04 

- 

0.04 

0.03 

0.33 

- 

- 

- 

- 

- 

- 

- 

0.044 

0.002 

0.042 

0.030 

72.15 

Semi Critical 

Gamri 

0826000903251200 

0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

34,641.21 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gatonr 

0826000903251100 

0.03 

0.00 

56,525.91 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.013 

1,470.97 

Over Exploited 



0.03 

0.00 

3,277.10 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0034 

0.0040 

- 

0.007 

0.007 

0.008 

0.000 

0.007 

0.008 

112.39 

Over Exploited 

Geegachi Khera 

0826000903248000 

0.04 

0.05 

110,242.78 

0.04 

- 

0.04 

0.03 

0.42 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.050 

0.002 

0.047 

0.078 

165.42 

Over Exploited 



0.03 

0.00 

118.43 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.010 

442.54 

Over Exploited 

Gordhan Vilas (Rural) 

0826000503153400 

0.07 

0.16 

143,915.99 

0.19 

0.01 

0.20 

0.03 

0.44 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.243 

0.012 

0.231 

0.228 

98.75 

Critical 

Jamboora 

0826000903251300 

0.04 

0.00 

70,858.17 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.02 

36,137.93 

0.03 

- 

0.03 

0.03 

0.32 

- 

- 

- 

- 

- 

- 

- 

0.027 

0.001 

0.025 

0.031 

122.69 

Over Exploited 



0.03 

0.00 

869.58 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

0.0062 

0.0074 

- 

0.014 

0.014 

0.015 

0.001 

0.014 

0.006 

43.07 

Safe 

Jariyana 

0826000903248100 

0.04 

0.01 

80.45 

0.01 

- 

0.01 

0.03 

0.32 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.012 

0.027 

235.19 

Over Exploited 



0.03 

0.01 

43.41 

0.01 

- 

0.01 

0.02 

0.28 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.014 

195.34 

Over Exploited 

Jawar 

0826000503160100 

0.07 

0.00 

211,760.34 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jhadol 

0826000903253600 

0.04 

0.00 

178,050.81 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.14 

210.23 

0.17 

0.02 

0.19 

0.05 

0.55 

- 

0.0700 

0.0715 

0.0861 

- 

0.228 

0.228 

0.418 

0.021 

0.397 

0.422 

106.18 

Over Exploited 



0.03 

0.00 

152,691.75 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0002 

0.0002 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kanpur 

0826000503159800 

0.07 

0.04 

347,387.99 

0.04 

0.01 

0.05 

0.03 

0.33 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.082 

0.004 

0.078 

0.150 

191.38 

Over Exploited 

Kaya 

0826000503158100 

0.07 

0.05 

########## 

0.06 

- 

0.06 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.059 

0.003 

0.056 

0.036 

64.99 

Safe 

Kejar 

0826000903255200 

0.03 

0.00 

26,972.26 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

18,429.21 

Over Exploited 

Keora Kalan 

0826000903246300 

0.04 

0.05 

########## 

0.06 

- 

0.06 

0.02 

0.33 

- 

- 

- 

- 

- 

- 

- 

0.058 

0.003 

0.055 

0.051 

92.90 

Critical 

Keora Khurd 

0826000903246400 

0.04 

0.02 

105.07 

0.03 

- 

0.03 

0.04 

0.46 

- 

- 

- 

- 

- 

- 

- 

0.028 

0.001 

0.027 

0.041 

152.83 

Over Exploited 

Kerpura 

0826000903253900 

0.04 

0.01 

267.01 

0.01 

- 

0.01 

0.03 

0.41 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.011 

0.008 

76.93 

Semi Critical 



0.04 

0.00 

954.68 

0.00 

- 

0.00 

0.01 

0.14 

- 

- 

0.0022 

0.0027 

- 

0.005 

0.005 

0.006 

0.000 

0.006 

0.007 

114.13 

Over Exploited 

Khakhadara 

0826000903247400 

0.04 

0.04 

244,951.35 

0.05 

- 

0.05 

0.03 

0.34 

- 

- 

- 

- 

- 

- 

- 

0.045 

0.002 

0.043 

0.035 

81.84 

Semi Critical 



0.03 

0.00 

1,975.75 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

284.45 

Over Exploited 

Kharwa 

0826000503161000 

0.07 

0.00 

487,859.06 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kotri 

0826000903247300 

0.04 

0.07 

(67.33) 

0.08 

- 

0.08 

0.05 

0.59 

- 

- 

- 

- 

- 

- 

- 

0.084 

0.004 

0.080 

0.036 

45.06 

Safe 

Mahuri 

0826000903251400 

0.03 

0.03 

########## 

0.04 

- 

0.04 

0.02 

0.28 

- 

- 

- 

- 

- 

- 

- 

0.041 

0.002 

0.039 

0.038 

98.94 

Critical 



0.03 

0.00 

1,330.40 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

0.0109 

0.0131 

- 

0.024 

0.024 

0.026 

0.001 

0.025 

0.008 

31.63 

Safe 

Mahuwara 

0826000903247600 

0.04 

0.02 

95.08 

0.03 

- 

0.03 

0.02 

0.20 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.035 

0.002 

0.033 

0.047 

139.01 

Over Exploited 



0.03 

0.07 

22.29 

0.08 

- 

0.08 

0.03 

0.41 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.091 

0.005 

0.087 

0.068 

78.94 

Semi Critical 

Moondla 

0826000903253400 

0.04 

0.00 

909,950.49 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.007 

1,365.20 

Over Exploited 



0.03 

0.00 

1,153.65 

0.00 

- 

0.00 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.009 

365.89 

Over Exploited 



0.03 

0.00 

6,489.27 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0012 

0.0014 

- 

0.003 

0.003 

0.003 

0.000 

0.003 

0.000 

16.79 

Safe 

Na 

0826000926900002 

0.04 

0.03 

(476.91) 

0.02 

0.09 

0.11 

0.03 

0.38 

- 

- 

- 

- 

0.133 

0.133 

0.133 

0.242 

0.012 

0.230 

0.007 

3.01 

Safe 

Nala 

0826000503159700 

0.07 

0.04 

168,793.79 

0.05 

- 

0.05 

0.03 

0.41 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.057 

0.003 

0.054 

0.079 

145.89 

Over Exploited 

Nandvi 

0826000903248200 

0.03 

0.00 

114,510.51 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.026 

14,886.49 

Over Exploited 

Nathara 

0826000903252200 

0.04 

0.01 

########## 

0.01 

- 

0.01 

0.01 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.016 

0.001 

0.016 

0.040 

253.52 

Over Exploited 



0.03 

0.00 

2,988.58 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.015 

1,345.87 

Over Exploited 

Naya Khera 

0826000503159900 

0.07 

0.05 

23,129.28 

0.06 

- 

0.06 

0.04 

0.45 

- 

- 

- 

- 

- 

- 

- 

0.061 

0.003 

0.058 

0.023 

39.20 

Safe 

Nela 

0826000503153100 

0.07 

0.03 

126.07 

0.04 

0.01 

0.05 

0.04 

0.48 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.077 

0.004 

0.073 

0.182 

248.60 

Over Exploited 

Newa Talai (CT) 

0826000942608000 

0.04 

0.15 

155,658.43 

0.17 

0.03 

0.20 

0.04 

0.56 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.284 

0.014 

0.270 

0.582 

215.52 

Over Exploited 

Oda 

0826000903246900 

0.04 

0.01 

620,638.55 

0.01 

- 

0.01 

0.01 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.047 

272.05 

Over Exploited 

Padarda 

0826000903251600 

0.03 

0.00 

5,425.49 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

2,657.73 

Over Exploited 



0.04 

0.00 

928.16 

0.00 

- 

0.00 

0.01 

0.13 

- 

- 

0.0077 

0.0092 

- 

0.017 

0.017 

0.021 

0.001 

0.020 

0.015 

73.87 

Semi Critical 



0.03 

0.04 

272.22 

0.05 

- 

0.05 

0.04 

0.47 

- 

0.0100 

0.0288 

0.0346 

- 

0.073 

0.073 

0.119 

0.006 

0.113 

0.039 

34.82 

Safe 

Padla 

0826000903247200 

0.04 

0.16 

200,996.77 

0.18 

- 

0.18 

0.05 

0.58 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.185 

0.009 

0.176 

0.100 

56.75 

Safe 



0.03 

0.00 

7,519.16 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Padoona 

0826000503159200 

0.07 

0.00 

6,196.86 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.013 

1,221.72 

Over Exploited 

Pahari 

0826000903250900 

0.04 

0.01 

612.40 

0.01 

- 

0.01 

0.02 

0.21 

- 

- 

0.0078 

0.0094 

- 

0.017 

0.017 

0.024 

0.001 

0.023 

0.027 

116.21 

Over Exploited 

Palodra 

0826000903248400 

0.04 

0.01 

6,494.56 

0.01 

- 

0.01 

0.02 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.019 

0.001 

0.018 

0.112 

622.80 

Over Exploited 

Paluna 

0826000903248300 

0.04 

0.02 

(21.48) 

0.02 

- 

0.02 

0.03 

0.36 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.027 

0.001 

0.026 

0.054 

208.93 

Over Exploited 



0.03 

0.00 

891.78 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Peeladhar 

0826000903251800 

0.03 

0.17 

########## 

0.21 

- 

0.21 

0.04 

0.53 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.216 

0.011 

0.206 

0.089 

43.30 

Safe 



0.03 

0.00 

2,194.61 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

0.0112 

0.0108 

- 

0.022 

0.022 

0.025 

0.001 

0.024 

0.009 

37.54 

Safe 

Peepaldara 

0826000903246100 

0.04 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Relan 

0826000903247100 

0.04 

0.07 

(16.67) 

0.06 

- 

0.06 

0.05 

0.56 

- 

- 

- 

- 

- 

- 

- 

0.056 

0.003 

0.054 

0.030 

56.23 

Safe 



0.03 

0.00 

1,669.24 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Sahara 

0826000903254400 

0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Sarsiya 

082600090325210C 

7.702 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.056 

2.31 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

5.567 

2.31 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.28 

0.23 

0.04 

0.020 

0.40 

0.47 






Jaisamand 

Command 

Gneisses(B.G.C) 

1.465 

2.31 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.01 

0.005 

0.10 

0.12 


Sarsiya Kad 

0826000903252000 

2.223 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.223 

1.08 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.03 

0.008 

0.56 

0.68 


Saweena Khera (Rural) 

0826000503153300 

2.847 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.967 

4.49 

0.030 

0.03 

0.01 

0.00 

0.00 

0.00 

0.15 

0.09 

0.10 

0.002 

0.19 

0.31 


Seengatwara 

0826000903246700 

13.024 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.991 

1.73 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.11 

0.04 

0.014 

0.17 

0.24 


Seesaram (Rural) 

0826000503153800 

2.857 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.020 

4.38 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.00 

0.01 


Sethji Ki Kundal 

0826000503153600 

3.376 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.158 

3.90 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.000 

0.03 

0.04 


Shyampura 

0826000903251500 

5.369 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.002 

2.65 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Jaisamand 

Command 

Phyllite & Schist 

0.913 

2.65 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.03 

0.003 

0.10 

0.12 







Command 

Gneisses(B.G.C) 

3.826 

2.65 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.22 

0.18 

0.07 

0.014 

0.43 

0.52 


Surpalaya 

0826000503157900 

4.010 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.171 

2.70 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.04 


Teeri 

0826000503160200 

11.884 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.435 

2.40 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.001 

0.02 

0.03 


Thana 

0826000903253300 

4.853 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.006 

2.60 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

0.687 

2.60 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.002 

0.07 

0.09 


Udaipur (M CL) 

0826000542602000 

17.922 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.425 

3.34 

0.030 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.00 

0.095 

0.01 

0.02 


Udiya Khera 

0826000503160000 

0.800 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.257 

2.41 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.18 

0.26 


Udpuriya (Jageer) 

0826000903254200 

1.396 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.140 

2.58 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.05 

0.06 






Jaisamand 

Command 

Phyllite & Schist 

0.077 

2.58 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.03 

0.03 


Udpuriya (Khalsa) 

0826000903254100 

1.579 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.236 

2.41 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.07 

0.08 






Jaisamand 

Command 

Phyllite & Schist 

0.695 

2.41 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.03 

0.002 

0.22 

0.25 

09006059 

Amarpura 

0826001003289400 

3.712 

Fresh 

Som Kagdar 

Command 

Phyllite & Schist 

0.086 

3.28 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Athmana Kotra 

0826001003271800 

6.972 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.163 

2.04 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.28 

0.23 

0.13 

0.034 

0.43 

0.53 


Balua 

0826000903259200 

13.097 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.220 

2.63 

0.020 

0.30 

0.07 

0.00 

0.00 

0.00 

0.77 

0.62 

1.16 

0.036 

0.38 

0.47 


Bamanwara 

0826001003286700 

5.629 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.344 

1.90 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.12 

0.02 

0.019 

0.30 

0.34 


Beechhiwara 

0826001003287600 

3.771 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.949 

0.96 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.10 

0.08 

0.19 

0.016 

0.40 

0.46 






Som Kagdar 

Command 

Phyllite & Schist 

0.513 

0.96 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.003 

0.07 

0.08 


Bhagor 

0826001003287400 

1.101 

Fresh 

Som Kagdar 

Command 

Phyllite & Schist 

1.079 

1.58 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.08 

0.006 

0.50 

0.56 


Bhaloon 

0826001003288800 

2.485 

Fresh 

Som Kagdar 

Command 

Phyllite & Schist 

1.189 

1.13 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.05 

0.007 

0.24 

0.27 


Chorai 

0826001003287500 

4.419 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.779 

1.32 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.07 

0.06 

0.09 

0.010 

0.21 

0.24 






Som Kagdar 

Command 

Phyllite & Schist 

1.671 

1.32 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.06 

0.06 

0.09 

0.009 

0.19 

0.22 


Depur 

0826001003289300 

7.065 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.072 

2.89 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Som Kagdar 

Command 

Phyllite & Schist 

4.101 

2.89 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.27 

0.23 

0.14 

0.023 

0.29 

0.33 


Dhan Ka Wara 

0826000903259300 

13.618 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.594 

2.58 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.26 

0.22 

0.05 

0.016 

0.17 

0.19 


Dolpura 

0826001003289200 

2.248 

Fresh 

Som Kagdar 

Command 

Phyllite & Schist 

1.875 

2.38 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.05 

0.010 

0.42 

0.48 


Garnala Kotra 

0826001003272000 

6.986 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.666 

1.63 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.15 

0.12 

0.13 

0.020 

0.26 

0.32 


Ghoriyawara 

0826001003286600 

9.266 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.871 

1.55 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.30 

0.25 

0.11 

0.049 

0.47 

0.57 


Gumanpura 

0826001003288600 

5.755 

Fresh 

Som Kagdar 

Command 

Phyllite & Schist 

2.249 

1.70 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.07 

0.012 

0.19 

0.22 


Gurha 

0826001003288900 

0.846 

Fresh 

Som Kagdar 

Command 

Phyllite & Schist 

0.846 

1.33 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.06 

0.005 

0.50 

0.57 


Jaipura 

0826001003286900 

3.016 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.245 

2.00 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.11 

0.13 

0.012 

0.39 

0.42 


Kalyanpur 

0826001003287000 

3.648 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.832 

0.69 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.005 

0.12 

0.13 






Som Kagdar 

Command 

Phyllite & Schist 

2.595 

0.69 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.06 

0.05 

0.11 

0.014 

0.36 

0.41 


Karji 

0826001003286500 

5.939 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.450 

1.05 

0.020 

0.03 

0.00 

0.00 

0.00 

0.04 

0.11 

0.09 

0.07 

0.030 

0.46 

0.54 


Kateo 

0826001003287100 

4.043 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.205 

1.58 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.03 

0.03 






Som Kagdar 

Command 

Phyllite & Schist 

0.359 

1.58 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.05 

0.05 


Keekawat 

0826001003271700 

8.464 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.521 

2.54 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.12 

0.08 

0.014 

0.14 

0.18 


Kesarpura 

0826001003286400 

4.909 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.512 

1.46 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.003 

0.05 

0.06 


Kundal 

0826000903263000 

1.076 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.076 

1.50 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.04 

0.04 


Mahoowara 

0826001003287300 

1.722 

Fresh 

Som Kagdar 

Command 

Phyllite & Schist 

1.684 

1.10 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.04 

0.009 

0.50 

0.56 


Manpura 

0826001003287200 

0.849 

Fresh 

Som Kagdar 

Command 

Phyllite & Schist 

0.836 

1.44 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.005 

0.50 

0.56 


Pagara 

0826001003289100 

1.324 

Fresh 

Som Kagdar 

Command 

Phyllite & Schist 

1.324 

1.46 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.04 

0.007 

0.50 

0.57 


Pal Neemoda 

0826000903256800 

13.979 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.019 

2.79 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Pal Sarada 

0826000903259000 

28.166 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.353 

2.76 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.01 

0.01 


Pal Sepur 

0826000903259100 

6.418 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

3.08 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rajol 

0826001003286800 

4.032 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.939 

0.85 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.12 

0.11 

0.19 

0.022 

0.51 

0.56 






Som Kagdar 

Command 

Phyllite & Schist 

0.010 

0.85 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Shyampura 

0826001003289000 

1.292 

Fresh 

Som Kagdar 

Command 

Phyllite & Schist 

1.292 

1.49 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.07 

0.007 

0.50 

0.57 


Somawat 

0826001003271400 

11.922 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.325 

2.87 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.04 

0.007 

0.05 

0.07 


Thana 

0826001003272100 

7.711 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.013 

2.74 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Tokar 

0826000903262900 

11.810 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.380 

1.77 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.02 


Ugmana Kotra 

0826001003271900 

1.862 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.662 

1.53 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.07 

0.21 

0.009 

0.44 

0.54 

River Basin: Other Nallahs of Jalore 

Sub Basin: Other Nallahs of Jalore 

14001001 

Arnay 

0818000602328100 

35.348 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

1.887 

0.97 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.18 

0.13 

0.16 

0.009 

0.03 

0.04 






Non-command 

Non-command 

Older Alluvium 

19.180 

0.97 

0.080 

0.06 

0.00 

0.00 

0.00 

0.01 

1.54 

1.12 

0.12 

0.089 

0.29 

0.39 


Balana 

0818000602328200 

7.215 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

1.681 

0.47 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.06 

0.008 

0.12 

0.17 






Non-command 

Non-command 

Older Alluvium 

2.396 

0.47 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.06 

0.011 

0.18 

0.24 


Bharkua 

0818000602326500 

4.050 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.587 

0.30 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.10 

0.003 

0.07 

0.10 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Sarsiya 

0826000903252100 

0.04 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.07 

253.62 

0.08 

- 

0.08 

0.04 

0.43 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.089 

0.004 

0.085 

0.056 

65.56 

Safe 



0.03 

0.00 

1,146.82 

0.01 

- 

0.01 

0.01 

0.11 

- 

- 

0.0143 

0.0173 

- 

0.032 

0.032 

0.037 

0.002 

0.035 

0.016 

45.91 

Safe 

Sarsiya Kad 

0826000903252000 

0.03 

0.04 

27.94 

0.05 

- 

0.05 

0.05 

0.61 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.055 

0.003 

0.052 

0.037 

70.40 

Semi Critical 

Saweena Khera (Rural) 

0826000503153300 

0.07 

0.01 

671.88 

0.01 

0.01 

0.02 

0.01 

0.20 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.044 

0.002 

0.042 

0.103 

244.47 

Over Exploited 

Seengatwara 

0826000903246700 

0.04 

0.03 

303.02 

0.03 

- 

0.03 

0.01 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.042 

0.002 

0.040 

0.050 

126.75 

Over Exploited 

Seesaram (Rural) 

0826000503153800 

0.07 

0.00 

32,421.42 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.016 

######### 

Over Exploited 

Sethji Ki Kundal 

0826000503153600 

0.07 

0.00 

3,947.77 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

2,317.05 

Over Exploited 

Shyampura 

0826000903251500 

0.03 

0.00 

637,010.10 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

1,252.41 

0.00 

- 

0.00 

0.01 

0.11 

- 

0.0100 

0.0089 

0.0108 

- 

0.030 

0.030 

0.034 

0.002 

0.032 

0.033 

102.95 

Over Exploited 



0.03 

0.05 

275.15 

0.06 

- 

0.06 

0.04 

0.46 

- 

0.0100 

0.0374 

0.0451 

- 

0.093 

0.093 

0.151 

0.008 

0.144 

0.082 

56.73 

Safe 

Surpalaya 

0826000503157900 

0.07 

0.00 

2,940.45 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

1,392.57 

Over Exploited 

Teeri 

0826000503160200 

0.07 

0.00 

3,315.63 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.012 

1,749.06 

Over Exploited 

Thana 

0826000903253300 

0.04 

0.00 

181,088.74 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

1,943.21 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.006 

370.48 

Over Exploited 

Udaipur (M CL) 

0826000542602000 

0.07 

0.00 

12,510.32 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.095 

23,247.69 

Over Exploited 

Udiya Khera 

0826000503160000 

0.07 

0.00 

320.03 

0.00 

- 

0.00 

0.02 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.003 

0.011 

304.73 

Over Exploited 

Udpuriya (Jageer) 

0826000903254200 

0.04 

0.00 

2,282.33 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

2,120.50 

Over Exploited 



0.04 

0.00 

4,239.67 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0007 

0.0009 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.006 

367.37 

Over Exploited 

Udpuriya (Khalsa) 

0826000903254100 

0.04 

0.00 

1,394.56 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.013 

1,665.94 

Over Exploited 



0.04 

0.01 

560.17 

0.01 

- 

0.01 

0.02 

0.24 

- 

0.0100 

0.0068 

0.0082 

- 

0.025 

0.025 

0.032 

0.002 

0.030 

0.032 

106.65 

Over Exploited 

Amarpura 

0826001003289400 

0.02 

0.00 

20,256.76 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0030 

0.0029 

- 

0.006 

0.006 

0.006 

0.000 

0.006 

0.000 

8.49 

Safe 

Athmana Kotra 

0826001003271800 

0.02 

0.06 

########## 

0.07 

0.01 

0.08 

0.05 

0.48 

0.01 

0.0200 

- 

- 

- 

0.020 

0.027 

0.112 

0.006 

0.106 

0.162 

152.51 

Over Exploited 

Balua 

0826000903259200 

0.04 

0.15 

########## 

0.18 

0.07 

0.25 

0.04 

0.42 

0.02 

0.2200 

- 

- 

- 

0.220 

0.237 

0.484 

0.024 

0.460 

1.200 

261.18 

Over Exploited 

Bamanwara 

0826001003286700 

0.02 

0.02 

########## 

0.03 

- 

0.03 

0.03 

0.33 

- 

- 

- 

- 

- 

- 

- 

0.029 

0.001 

0.027 

0.038 

136.92 

Over Exploited 

Beechhiwara 

0826001003287600 

0.02 

0.03 

197.23 

0.03 

0.01 

0.04 

0.04 

0.44 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.084 

0.004 

0.080 

0.203 

255.61 

Over Exploited 



0.02 

0.00 

1,906.80 

0.00 

- 

0.00 

0.01 

0.08 

- 

0.0100 

0.0214 

0.0258 

- 

0.057 

0.057 

0.058 

0.003 

0.055 

0.043 

77.47 

Semi Critical 

Bhagor 

0826001003287400 

0.02 

0.01 

272.10 

0.02 

- 

0.02 

0.04 

0.54 

- 

0.0100 

0.0450 

0.0542 

- 

0.109 

0.109 

0.125 

0.006 

0.118 

0.083 

70.14 

Semi Critical 

Bhaloon 

0826001003288800 

0.02 

0.01 

375.02 

0.01 

- 

0.01 

0.02 

0.26 

- 

0.0100 

0.0578 

0.0597 

- 

0.128 

0.128 

0.136 

0.007 

0.129 

0.055 

42.36 

Safe 

Chorai 

0826001003287500 

0.02 

0.01 

569.52 

0.01 

0.01 

0.02 

0.02 

0.22 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.040 

0.002 

0.038 

0.099 

257.31 

Over Exploited 



0.02 

0.01 

627.66 

0.01 

0.01 

0.02 

0.02 

0.21 

- 

0.0200 

0.0697 

0.0839 

- 

0.174 

0.174 

0.193 

0.010 

0.183 

0.098 

53.65 

Safe 

Depur 

0826001003289300 

0.02 

0.00 

42,644.10 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.02 

0.03 

731.78 

0.03 

0.01 

0.04 

0.02 

0.31 

- 

0.0200 

0.1425 

0.1372 

- 

0.300 

0.300 

0.344 

0.017 

0.326 

0.167 

51.10 

Safe 

Dhan Ka Wara 

0826000903259300 

0.04 

0.03 

########## 

0.04 

- 

0.04 

0.02 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.045 

0.002 

0.043 

0.064 

149.54 

Over Exploited 

Dolpura 

0826001003289200 

0.02 

0.02 

412.74 

0.02 

- 

0.02 

0.03 

0.45 

- 

0.0100 

0.0652 

0.0628 

- 

0.138 

0.138 

0.160 

0.008 

0.152 

0.058 

38.31 

Safe 

Garnala Kotra 

0826001003272000 

0.02 

0.02 

438.50 

0.03 

0.01 

0.04 

0.03 

0.29 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.057 

0.003 

0.054 

0.148 

272.44 

Over Exploited 

Ghoriyawara 

0826001003286600 

0.02 

0.10 

166,529.35 

0.12 

0.01 

0.13 

0.05 

0.52 

- 

0.0200 

- 

- 

0.007 

0.027 

0.027 

0.161 

0.008 

0.153 

0.158 

103.56 

Over Exploited 

Gumanpura 

0826001003288600 

0.02 

0.01 

711.49 

0.01 

- 

0.01 

0.01 

0.21 

- 

0.0100 

0.0938 

0.1129 

- 

0.217 

0.217 

0.229 

0.011 

0.218 

0.079 

36.52 

Safe 

Gurha 

0826001003288900 

0.02 

0.01 

257.47 

0.01 

0.00 

0.01 

0.04 

0.54 

- 

0.0100 

0.0353 

0.0425 

0.002 

0.090 

0.090 

0.103 

0.005 

0.098 

0.063 

64.16 

Safe 

Jaipura 

0826001003286900 

0.02 

0.02 

450,794.68 

0.02 

0.01 

0.03 

0.04 

0.42 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.064 

0.003 

0.061 

0.146 

239.06 

Over Exploited 

Kalyanpur 

0826001003287000 

0.02 

0.00 

715.96 

0.00 

- 

0.00 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.034 

276.90 

Over Exploited 



0.02 

0.02 

118.10 

0.03 

0.01 

0.04 

0.03 

0.40 

- 

0.0200 

0.1082 

0.1303 

- 

0.259 

0.259 

0.296 

0.015 

0.281 

0.120 

42.88 

Safe 

Karji 

0826001003286500 

0.02 

0.06 

75,843.93 

0.07 

0.04 

0.11 

0.05 

0.51 

- 

0.0100 

- 

- 

0.054 

0.064 

0.064 

0.173 

0.009 

0.164 

0.100 

61.06 

Safe 

Kateo 

0826001003287100 

0.02 

0.00 

4,437.74 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

7,645.00 

Over Exploited 



0.02 

0.00 

2,533.40 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

0.0150 

0.0180 

- 

0.033 

0.033 

0.033 

0.002 

0.032 

0.012 

37.72 

Safe 

Keekawat 

0826001003271700 

0.02 

0.01 

########## 

0.01 

- 

0.01 

0.02 

0.16 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.020 

0.001 

0.019 

0.092 

473.14 

Over Exploited 

Kesarpura 

0826001003286400 

0.02 

0.00 

1,839.17 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.013 

1,733.81 

Over Exploited 

Kundal 

0826000903263000 

0.04 

0.00 

1,868.44 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mahoowara 

0826001003287300 

0.02 

0.02 

107.74 

0.02 

- 

0.02 

0.04 

0.54 

- 

0.0100 

0.0702 

0.0845 

- 

0.165 

0.165 

0.189 

0.009 

0.179 

0.047 

26.40 

Safe 

Manpura 

0826001003287200 

0.02 

0.01 

114.11 

0.01 

- 

0.01 

0.04 

0.54 

- 

- 

0.0349 

0.0420 

- 

0.077 

0.077 

0.089 

0.004 

0.084 

0.015 

17.34 

Safe 

Pagara 

0826001003289100 

0.02 

0.02 

170.30 

0.02 

0.00 

0.02 

0.04 

0.54 

- 

0.0100 

0.0552 

0.0665 

0.000 

0.132 

0.132 

0.151 

0.008 

0.143 

0.045 

31.63 

Safe 

Pal Neemoda 

0826000903256800 

0.04 

0.00 

180,044.03 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pal Sarada 

0826000903259000 

0.04 

0.00 

19,599.14 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

7,543.87 

Over Exploited 

Pal Sepur 

0826000903259100 

0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rajol 

0826001003286800 

0.02 

0.05 

122.71 

0.06 

0.01 

0.07 

0.04 

0.55 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.107 

0.005 

0.102 

0.214 

210.39 

Over Exploited 



0.02 

0.00 

63,373.39 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0004 

0.0005 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Shyampura 

0826001003289000 

0.02 

0.02 

231.38 

0.02 

0.00 

0.02 

0.04 

0.54 

- 

0.0100 

0.0539 

0.0649 

0.000 

0.129 

0.129 

0.147 

0.007 

0.140 

0.074 

53.00 

Safe 

Somawat 

0826001003271400 

0.02 

0.00 

########## 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.012 

0.045 

392.32 

Over Exploited 

Thana 

0826001003272100 

0.02 

0.00 

250,006.47 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Tokar 

0826000903262900 

0.04 

0.00 

5,284.82 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

470.48 

Over Exploited 

Ugmana Kotra 

0826001003271900 

0.02 

0.02 

6,389.47 

0.02 

0.01 

0.03 

0.05 

0.49 

0.00 

0.0400 

- 

- 

0.007 

0.047 

0.049 

0.083 

0.004 

0.079 

0.216 

273.25 

Over Exploited 


River Basin: Other Nallahs of Jalore 


Sub Basin: Other Nallahs of Jalore 

Arnay 

0818000602328100 

0.14 

0.01 

1,690.33 

0.01 

0.00 

0.01 

0.00 

0.03 

- 

0.0100 

0.0016 

0.0023 

- 

0.014 

0.014 

0.027 

0.001 

0.026 

0.165 

637.58 

Over Exploited 



0.14 

0.77 

46.21 

0.92 

0.01 

0.94 

0.03 

0.31 

- 

- 

- 

- 

0.020 

0.020 

0.020 

0.955 

0.048 

0.908 

0.209 

23.07 

Safe 

Balana 

0818000602328200 

0.14 

0.03 

99.51 

0.04 

0.00 

0.04 

0.01 

0.14 

- 

0.0100 

0.0014 

0.0020 

- 

0.014 

0.014 

0.052 

0.003 

0.050 

0.068 

136.25 

Over Exploited 



0.14 

0.06 

34.58 

0.07 

0.00 

0.07 

0.02 

0.19 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.084 

0.004 

0.080 

0.071 

88.67 

Semi Critical 

Bharkua 

0818000602326500 

0.14 

0.01 

291.35 

0.01 

0.00 

0.01 

0.01 

0.08 

- 

- 

0.0005 

0.0007 

- 

0.001 

0.001 

0.010 

0.000 

0.009 

0.099 

1,050.76 

Over Exploited 



Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Chaura 

081800060232670C 

21.402 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

3.688 

0.18 

0.080 

0.44 

0.02 

0.00 

0.01 

0.00 

0.46 

0.34 

1.73 

0.017 

0.09 

0.12 






Non-command 

Non-command 

Older Alluvium 

0.816 

0.18 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.30 

0.004 

0.02 

0.03 


Dangra 

081800060232850C 

14.699 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

1.382 

0.50 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.11 

0.006 

0.05 

0.07 


Dantwara 

0818000702335800 

17.376 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.262 

0.45 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.002 

0.01 

0.01 


Dhamana 

0818000602328600 

15.158 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.633 

0.54 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.08 

0.003 

0.02 

0.03 


Gundav 

0818000602331100 

22.285 

Fresh 

Non-command 

Non-command 

Older Alluvium 

17.470 

-1.41 

0.080 

0.12 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.37 

0.081 

0.42 

0.59 


Hariyali 

0818000602326600 

26.183 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

16.480 

0.57 

0.080 

0.76 

0.04 

0.02 

0.02 

0.01 

1.43 

1.06 

2.94 

0.077 

0.33 

0.45 


Jakhal 

0818000602325700 

16.100 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

3.366 

0.49 

0.080 

0.06 

0.01 

0.01 

0.01 

0.00 

0.16 

0.12 

0.23 

0.016 

0.11 

0.15 


Jerol 

0818000602328000 

10.035 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.005 

0.52 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Karwara 

0818000702336100 

18.711 

Fresh 

Non-command 

Non-command 

Older Alluvium 

17.645 

0.24 

0.060 

0.25 

0.01 

0.00 

0.00 

0.00 

0.49 

0.34 

0.85 

0.103 

0.49 

0.72 


Khara 

0818000602330900 

32.395 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.850 

0.74 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.68 

0.49 

0.09 

0.051 

0.18 

0.25 


Khera Sariyana 

0818000702336200 

13.766 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.849 

0.86 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.005 

0.03 

0.05 







Non-command 

Older Alluvium 

9.321 

0.86 

0.060 

0.08 

0.01 

0.00 

0.00 

0.00 

0.55 

0.37 

0.24 

0.054 

0.35 

0.52 







Non-command 

Rhyolite 

1.813 

0.86 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.011 

0.07 

0.10 


Kherakuri 

0818000702335700 

5.158 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.029 

0.81 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Rhyolite 

1.160 

0.81 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.007 

0.11 

0.17 


Kotra 

0818000702335900 

24.711 

Fresh 

Non-command 

Non-command 

Older Alluvium 

15.662 

-0.34 

0.060 

0.03 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.091 

0.33 

0.48 


Lakhawas 

0818000702335600 

31.856 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.003 

0.70 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Rhyolite 

0.491 

0.70 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.003 

0.01 

0.01 


Meerpura 

0818000602331000 

13.975 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.250 

0.08 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.21 

0.043 

0.35 

0.49 


Mokhatara 

0818000702336000 

26.045 

Fresh 

Non-command 

Non-command 

Older Alluvium 

26.045 

-0.42 

0.060 

0.10 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.20 

0.152 

0.53 

0.76 


Pur 

0818000602330700 

24.786 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.406 

0.24 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.12 

0.09 

0.19 

0.016 

0.07 

0.10 


Sankar 

0818000602332900 

30.187 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.215 

-0.55 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.00 

0.01 


Satroo 

0818000702338900 

15.141 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.777 

1.13 

0.060 

0.23 

0.01 

0.00 

0.00 

0.00 

0.95 

0.65 

0.83 

0.063 

0.38 

0.55 


Sediya 

0818000602331200 

23.039 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.103 

-1.46 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.047 

0.24 

0.33 


Sewara 

0818000702339000 

28.529 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.519 

-0.59 

0.060 

0.24 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.92 

0.038 

0.12 

0.17 


Taveedar 

0818000702336300 

17.529 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.631 

1.00 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.004 

0.02 

0.03 







Non-command 

Older Alluvium 

0.759 

1.00 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.05 

0.004 

0.02 

0.03 







Non-command 

Rhyolite 

0.030 

1.00 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Vadal 

0818000702338600 

4.414 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.322 

1.65 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.002 

0.04 

0.06 


Vodha 

0818000602330800 

13.494 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.236 

0.72 

0.080 

0.03 

0.00 

0.00 

0.00 

0.01 

0.61 

0.45 

0.04 

0.048 

0.40 

0.56 

14001002 

Arnay 

0818000602328100 

35.348 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.173 

0.97 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.01 

0.005 

0.02 

0.02 


Balana 

0818000602328200 

7.215 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.498 

0.47 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.002 

0.04 

0.05 






Non-command 

Non-command 

Older Alluvium 

0.683 

0.47 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.003 

0.05 

0.07 


Dangra 

0818000602328500 

14.699 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

7.049 

0.50 

0.080 

0.15 

0.02 

0.01 

0.02 

0.00 

0.38 

0.28 

0.56 

0.033 

0.26 

0.34 


Danta 

0818000602331400 

13.017 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.666 

-0.08 

0.080 

0.26 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.98 

0.036 

0.33 

0.44 


Dhamana 

0818000602328600 

15.158 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

2.202 

0.54 

0.080 

0.08 

0.01 

0.01 

0.01 

0.00 

0.15 

0.11 

0.31 

0.010 

0.08 

0.10 


Dhanta 

0818000602328300 

16.087 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

3.348 

0.21 

0.080 

0.26 

0.04 

0.00 

0.01 

0.00 

0.26 

0.19 

1.02 

0.016 

0.11 

0.15 






Non-command 

Non-command 

Older Alluvium 

9.150 

0.21 

0.080 

0.28 

0.04 

0.00 

0.00 

0.00 

0.39 

0.29 

1.08 

0.043 

0.31 

0.41 


Gang 

0818000702339400 

8.487 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.201 

1.52 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.001 

0.01 

0.02 


Gundav 

0818000602331100 

22.285 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.870 

-1.41 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.013 

0.07 

0.10 


Hadetar 

0818000602330400 

14.090 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.053 

0.09 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 


Hariyali 

0818000602326600 

26.183 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.407 

0.57 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.07 

0.002 

0.01 

0.01 


Harshwara 

0818000702339200 

18.057 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.034 

-0.54 

0.060 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.47 

0.029 

0.15 

0.22 


Heerpura 

0818000702338800 

7.077 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.450 

2.67 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.04 

0.003 

0.03 

0.05 


Jakhal 

0818000602325700 

16.100 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.022 

0.49 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jalera Khurd 

0818000702338500 

13.242 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.191 

1.93 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.17 

0.11 

0.12 

0.007 

0.05 

0.07 


Kantol 

0818000602331500 

7.006 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.004 

-0.56 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Karola 

0818000602328400 

18.242 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

9.083 

0.49 

0.080 

0.58 

0.09 

0.02 

0.02 

0.00 

0.80 

0.60 

2.27 

0.042 

0.27 

0.36 


Kiloopiya 

0818000602330600 

5.601 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.395 

0.15 

0.080 

0.07 

0.01 

0.00 

0.00 

0.00 

0.11 

0.08 

0.24 

0.020 

0.43 

0.58 


Kura 

0818000602332700 

12.682 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.762 

-0.40 

0.080 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.42 

0.022 

0.21 

0.28 



0818000702339100 

6.936 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.936 

0.01 

0.060 

0.18 

0.01 

0.00 

0.00 

0.00 

0.17 

0.12 

0.67 

0.040 

0.54 

0.77 


Lachhiwar 

0818000602333700 

15.191 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.065 

-0.69 

0.080 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.024 

0.19 

0.25 


Lachhiwar Ka Goliya 

0818000602333800 

10.504 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.612 

-0.89 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.003 

0.03 

0.04 


Mandardi 

0818000702339300 

8.100 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.281 

0.47 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.002 

0.02 

0.03 


Nagolri 

0818000602330500 

3.262 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.175 

-0.02 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.03 

0.04 


Pal 

0818000702338700 

15.589 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.660 

2.61 

0.060 

0.17 

0.01 

0.00 

0.00 

0.00 

2.13 

1.45 

0.59 

0.074 

0.43 

0.63 


Palri Deoran 

0818000602332800 

9.449 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.161 

-0.11 

0.080 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.71 

0.043 

0.54 

0.73 


Panchla 

0818000602332600 

15.232 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.843 

-0.55 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.004 

0.03 

0.04 


Pur 

0818000602330700 

24.786 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.801 

0.24 

0.080 

0.24 

0.01 

0.00 

0.00 

0.00 

0.52 

0.38 

0.86 

0.069 

0.33 

0.44 


Sankar 

0818000602332900 

30.187 

Fresh 

Non-command 

Non-command 

Older Alluvium 

29.545 

-0.55 

0.080 

1.10 

0.05 

0.00 

0.00 

0.01 

0.00 

0.00 

4.21 

0.138 

0.54 

0.74 


Sarnau 

0818000602331300 

32.532 

Fresh 

Non-command 

Non-command 

Older Alluvium 

29.291 

-0.14 

0.080 

0.36 

0.02 

0.00 

0.00 

0.01 

0.00 

0.00 

1.26 

0.136 

0.49 

0.67 


Satroo 

0818000702338900 

15.141 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.220 

1.13 

0.060 

0.09 

0.00 

0.00 

0.00 

0.00 

0.38 

0.26 

0.32 

0.025 

0.15 

0.21 


Sediya 

0818000602331200 

23.039 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.856 

-1.46 

0.080 

0.06 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.19 

0.051 

0.25 

0.35 


Sewara 

0818000702339000 

28.529 

Fresh 

Non-command 

Non-command 

Older Alluvium 

21.992 

-0.59 

0.060 

0.82 

0.04 

0.00 

0.00 

0.01 

0.00 

0.00 

3.10 

0.128 

0.42 

0.59 


Teetop 

0818000602333600 

17.958 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.855 

-0.45 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.004 

0.03 

0.04 


Vadal 

0818000702338600 

4.414 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.722 

1.65 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.20 

0.13 

0.09 

0.010 

0.20 

0.30 


Vasan Deoran 

0818000602333000 

4.557 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.894 

-0.32 

0.080 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.76 

0.018 

0.48 

0.64 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Chaura 

0818000602326700 

0.14 

0.05 

632.58 

0.06 

0.03 

0.09 

0.01 

0.10 

- 

0.0600 

0.0031 

0.0044 

0.003 

0.071 

0.071 

0.157 

0.008 

0.149 

1.747 

1,173.10 

Over Exploited 



0.14 

0.00 

2,869.40 

0.00 

- 

0.00 

0.00 

0.02 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.304 

2,518.93 

Over Exploited 

Dangra 

0818000602328500 

0.14 

0.01 

513.01 

0.01 

0.01 

0.02 

0.00 

0.05 

- 

0.0100 

0.0024 

0.0033 

- 

0.016 

0.016 

0.034 

0.002 

0.032 

0.114 

357.23 

Over Exploited 

Dantwara 

0818000702335800 

0.12 

0.00 

1,852.07 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.002 

546.41 

Over Exploited 

Dhamana 

0818000602328600 

0.14 

0.00 

1,578.49 

0.00 

0.00 

0.01 

0.00 

0.02 

- 

0.0100 

0.0013 

0.0015 

- 

0.013 

0.013 

0.019 

0.001 

0.018 

0.087 

494.68 

Over Exploited 

Gundav 

0818000602331100 

0.14 

1.03 

- 

1.03 

0.01 

1.04 

0.04 

0.46 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

1.056 

0.106 

0.950 

0.451 

47.51 

Safe 

Hariyali 

0818000602326600 

0.14 

0.76 

38.92 

0.91 

0.08 

1.00 

0.03 

0.36 

- 

0.1100 

0.0141 

0.0199 

0.009 

0.153 

0.153 

1.150 

0.057 

1.092 

3.017 

276.17 

Over Exploited 

Jakhal 

0818000602325700 

0.14 

0.05 

138.06 

0.06 

0.03 

0.09 

0.01 

0.12 

- 

0.0300 

0.0057 

0.0081 

0.003 

0.047 

0.047 

0.136 

0.007 

0.129 

0.246 

190.43 

Over Exploited 

Jerol 

0818000602328000 

0.14 

0.00 

67,332.91 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Karwara 

0818000702336100 

0.12 

1.05 

(67.94) 

0.84 

0.01 

0.85 

0.05 

0.54 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.881 

0.044 

0.837 

0.954 

113.95 

Over Exploited 

Khara 

0818000602330900 

0.14 

0.27 

81.22 

0.32 

0.00 

0.32 

0.02 

0.19 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.328 

0.016 

0.312 

0.137 

43.77 

Safe 

Khera Sariyana 

0818000702336200 

0.11 

0.00 

231.57 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.003 

0.015 

439.47 

Over Exploited 



0.12 

0.39 

(5.35) 

0.37 

0.01 

0.38 

0.04 

0.39 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.413 

0.021 

0.392 

0.294 

75.11 

Semi Critical 



0.08 

0.01 

74.83 

0.01 

- 

0.01 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.011 

0.040 

350.91 

Over Exploited 

Kherakuri 

0818000702335700 

0.11 

0.00 

3,230.62 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.01 

21.18 

0.01 

- 

0.01 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.012 

0.019 

154.67 

Over Exploited 

Kotra 

0818000702335900 

0.12 

0.63 

- 

0.63 

0.01 

0.63 

0.03 

0.37 

- 

- 

- 

- 

0.012 

0.012 

0.012 

0.646 

0.065 

0.582 

0.091 

15.72 

Safe 

Lakhawas 

0818000702335600 

0.11 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

625.29 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.013 

3,721.56 

Over Exploited 

Meerpura 

0818000602331000 

0.14 

0.46 

(79.87) 

0.36 

0.00 

0.37 

0.03 

0.39 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.380 

0.019 

0.361 

0.252 

69.91 

Safe 

Mokhatara 

0818000702336000 

0.12 

1.67 

- 

1.67 

0.01 

1.68 

0.05 

0.59 

- 

0.0100 

- 

- 

0.011 

0.021 

0.021 

1.697 

0.170 

1.528 

0.347 

22.72 

Safe 

Pur 

0818000602330700 

0.14 

0.04 

139.06 

0.04 

0.00 

0.04 

0.01 

0.08 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.055 

0.003 

0.053 

0.208 

395.55 

Over Exploited 

Sankar 

0818000602332900 

0.14 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.025 

23,655.31 

Over Exploited 

Satroo 

0818000702338900 

0.12 

0.49 

34.13 

0.58 

0.01 

0.60 

0.04 

0.41 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.626 

0.031 

0.595 

0.888 

149.28 

Over Exploited 

Sediya 

0818000602331200 

0.14 

0.34 

- 

0.34 

0.00 

0.34 

0.02 

0.26 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.351 

0.035 

0.316 

0.237 

74.99 

Semi Critical 

Sewara 

0818000702339000 

0.12 

0.10 

- 

0.10 

0.01 

0.11 

0.01 

0.14 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.137 

0.014 

0.123 

0.955 

774.60 

Over Exploited 

Taveedar 

0818000702336300 

0.11 

0.00 

1,063.54 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

0.033 

2,253.93 

Over Exploited 



0.12 

0.00 

1,715.13 

0.00 

- 

0.00 

0.00 

0.02 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.012 

0.049 

419.20 

Over Exploited 



0.08 

0.00 

9,618.66 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Vadal 

0818000702338600 

0.12 

0.00 

1,353.70 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.017 

1,015.36 

Over Exploited 

Vodha 

0818000602330800 

0.14 

0.58 

(22.98) 

0.46 

0.01 

0.47 

0.04 

0.44 

- 

- 

- 

- 

0.010 

0.011 

0.011 

0.481 

0.024 

0.457 

0.091 

19.85 

Safe 

Arnay 

0818000602328100 

0.14 

0.00 

2,220.54 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.017 

532.99 

Over Exploited 

Balana 

0818000602328200 

0.14 

0.00 

689.53 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

0.0004 

0.0006 

- 

0.001 

0.001 

0.005 

0.000 

0.005 

0.026 

530.20 

Over Exploited 



0.14 

0.00 

443.27 

0.01 

- 

0.01 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.005 

0.027 

494.46 

Over Exploited 

Dangra 

0818000602328500 

0.14 

0.25 

12.39 

0.28 

0.06 

0.34 

0.02 

0.28 

- 

0.0600 

0.0120 

0.0170 

0.004 

0.094 

0.094 

0.432 

0.022 

0.411 

0.597 

145.36 

Over Exploited 

Danta 

0818000602331400 

0.14 

0.35 

- 

0.35 

0.01 

0.36 

0.03 

0.36 

- 

0.0400 

- 

- 

0.003 

0.043 

0.043 

0.406 

0.041 

0.365 

1.020 

279.38 

Over Exploited 

Dhamana 

0818000602328600 

0.14 

0.02 

382.15 

0.03 

0.02 

0.05 

0.01 

0.08 

- 

0.0400 

0.0047 

0.0053 

0.001 

0.051 

0.051 

0.101 

0.005 

0.096 

0.322 

334.86 

Over Exploited 

Dhanta 

0818000602328300 

0.14 

0.05 

269.65 

0.06 

0.05 

0.12 

0.01 

0.12 

- 

0.1100 

0.0043 

0.0081 

0.001 

0.123 

0.123 

0.240 

0.012 

0.228 

1.036 

453.92 

Over Exploited 



0.14 

0.39 

(26.37) 

0.31 

0.04 

0.36 

0.03 

0.33 

- 

0.1200 

- 

- 

0.006 

0.126 

0.126 

0.483 

0.024 

0.459 

1.123 

244.50 

Over Exploited 

Gang 

0818000702339400 

0.12 

0.00 

4,014.75 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.016 

4,560.91 

Over Exploited 

Gundav 

0818000602331100 

0.14 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.028 

0.003 

0.025 

0.066 

264.60 

Over Exploited 

Hadetar 

0818000602330400 

0.14 

0.00 

1,847.61 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

69,746.81 

Over Exploited 

Hariyali 

0818000602326600 

0.14 

0.00 

5,909.17 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0003 

0.0005 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.074 

3,379.13 

Over Exploited 

Harshwara 

0818000702339200 

0.12 

0.09 

- 

0.09 

0.01 

0.10 

0.01 

0.17 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.125 

0.013 

0.113 

0.499 

442.53 

Over Exploited 

Heerpura 

0818000702338800 

0.12 

0.00 

2,962.31 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.038 

1,814.61 

Over Exploited 

Jakhal 

0818000602325700 

0.14 

0.00 

27,534.58 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jalera Khurd 

0818000702338500 

0.12 

0.01 

1,567.31 

0.01 

- 

0.01 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.127 

743.77 

Over Exploited 

Kantol 

0818000602331500 

0.14 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Karola 

0818000602328400 

0.14 

0.34 

76.48 

0.41 

0.14 

0.54 

0.02 

0.29 

- 

0.2600 

0.0155 

0.0219 

0.005 

0.302 

0.302 

0.846 

0.042 

0.804 

2.315 

287.99 

Over Exploited 

Kiloopiya 

0818000602330600 

0.14 

0.27 

(69.20) 

0.21 

0.01 

0.23 

0.04 

0.47 

- 

0.0300 

- 

- 

0.004 

0.034 

0.034 

0.260 

0.013 

0.247 

0.260 

105.61 

Over Exploited 

Kura 

0818000602332700 

0.14 

0.14 

- 

0.14 

0.01 

0.15 

0.02 

0.23 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.171 

0.017 

0.154 

0.444 

288.52 

Over Exploited 


0818000702339100 

0.12 

0.45 

(73.37) 

0.36 

0.01 

0.37 

0.05 

0.59 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.401 

0.020 

0.381 

0.712 

186.94 

Over Exploited 

Lachhiwar 

0818000602333700 

0.14 

0.13 

- 

0.13 

0.00 

0.13 

0.02 

0.20 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.143 

0.014 

0.129 

0.382 

295.59 

Over Exploited 

Lachhiwar Ka Goliya 

0818000602333800 

0.14 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.089 

3,553.42 

Over Exploited 

Mandardi 

0818000702339300 

0.12 

0.00 

743.21 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.017 

1,382.78 

Over Exploited 

Nagolri 

0818000602330500 

0.14 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.013 

1,939.66 

Over Exploited 

Pal 

0818000702338700 

0.12 

0.65 

122.85 

0.78 

0.01 

0.79 

0.04 

0.47 

- 

0.0200 

- 

- 

0.007 

0.027 

0.027 

0.821 

0.041 

0.780 

0.659 

84.47 

Semi Critical 

Palri Deoran 

0818000602332800 

0.14 

0.69 

- 

0.69 

0.01 

0.70 

0.05 

0.58 

- 

0.0300 

- 

- 

0.004 

0.034 

0.034 

0.732 

0.073 

0.659 

0.751 

113.87 

Over Exploited 

Panchla 

0818000602332600 

0.14 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.012 

0.158 

1,283.08 

Over Exploited 

Pur 

0818000602330700 

0.14 

0.67 

(43.47) 

0.54 

0.01 

0.55 

0.03 

0.35 

- 

0.0300 

- 

- 

0.005 

0.035 

0.035 

0.588 

0.029 

0.559 

0.933 

167.02 

Over Exploited 

Sankar 

0818000602332900 

0.14 

2.23 

- 

2.23 

0.06 

2.29 

0.05 

0.59 

- 

0.1600 

- 

- 

0.017 

0.177 

0.177 

2.466 

0.247 

2.220 

4.352 

196.06 

Over Exploited 

Sarnau 

0818000602331300 

0.14 

2.03 

- 

2.03 

0.03 

2.05 

0.05 

0.54 

- 

0.0500 

- 

- 

0.013 

0.063 

0.063 

2.118 

0.212 

1.906 

1.396 

73.26 

Semi Critical 

Satroo 

0818000702338900 

0.12 

0.07 

246.20 

0.09 

- 

0.09 

0.01 

0.16 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.100 

0.005 

0.095 

0.340 

358.57 

Over Exploited 

Sediya 

0818000602331200 

0.14 

0.39 

- 

0.39 

0.01 

0.39 

0.02 

0.28 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.409 

0.041 

0.368 

0.241 

65.29 

Safe 

Sewara 

0818000702339000 

0.12 

1.10 

- 

1.10 

0.05 

1.15 

0.04 

0.46 

- 

0.1200 

- 

- 

0.013 

0.133 

0.133 

1.285 

0.129 

1.157 

3.229 

279.23 

Over Exploited 

Teetop 

0818000602333600 

0.14 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.004 

0.000 

0.004 

0.078 

1,996.25 

Over Exploited 

Vadal 

0818000702338600 

0.12 

0.04 

219.21 

0.05 

0.00 

0.05 

0.02 

0.22 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.061 

0.003 

0.058 

0.100 

172.63 

Over Exploited 

Vasan Deoran 

0818000602333000 

0.14 

0.26 

- 

0.26 

0.01 

0.27 

0.04 

0.52 

- 

0.0300 

- 

- 

0.000 

0.031 

0.031 

0.300 

0.030 

0.270 

0.779 

288.42 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 

14001003 

Agar 

081800060232900C 

9.406 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

3.054 

0.39 

0.080 

0.13 

0.02 

0.01 

0.01 

0.00 

0.19 

0.14 

0.51 

0.014 

0.18 

0.23 


Amarpura 

0818000602324400 

14.475 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

1.131 

0.23 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.005 

0.04 

0.05 


Amli 

0818000602325300 

22.129 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

18.278 

0.24 

0.090 

0.02 

0.00 

0.05 

0.07 

0.00 

0.28 

0.21 

0.00 

0.047 

0.43 

0.57 


Bagsari 

0818000602322900 

8.869 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

5.357 

0.15 

0.090 

0.00 

0.00 

0.02 

0.02 

0.00 

0.03 

0.03 

0.00 

0.014 

0.31 

0.41 


Barsam 

0818000602331800 

14.240 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.001 

-0.19 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Older Alluvium 

0.034 

-0.19 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bawarla 

0818000602324900 

8.098 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.012 

0.00 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhadroon 

0818000602317700 

5.451 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.166 

0.68 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.02 


Bharkua 

0818000602326500 

4.050 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.087 

0.30 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.02 


Dabal 

0818000602328900 

24.253 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

15.052 

0.22 

0.080 

0.08 

0.02 

0.04 

0.06 

0.00 

0.22 

0.16 

0.24 

0.070 

0.33 

0.44 


Dadoosan 

0818000602325200 

16.384 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

13.192 

0.02 

0.080 

0.05 

0.01 

0.04 

0.05 

0.00 

-0.04 

-0.03 

0.11 

0.061 

0.42 

0.56 


Dawal 

0818000602321800 

20.458 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

13.863 

0.49 

0.090 

0.01 

0.00 

0.04 

0.06 

0.00 

0.52 

0.39 

0.00 

0.036 

0.34 

0.46 


Dedwa 

0818000602325600 

10.339 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

8.590 

0.50 

0.080 

0.19 

0.03 

0.02 

0.02 

0.00 

0.46 

0.34 

0.71 

0.040 

0.43 

0.58 


Dhamana 

0818000602328600 

15.158 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

4.967 

0.54 

0.080 

0.18 

0.03 

0.01 

0.01 

0.00 

0.34 

0.25 

0.70 

0.023 

0.17 

0.23 


Galifa 

0818000602318100 

18.168 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

6.248 

0.61 

0.090 

0.01 

0.00 

0.02 

0.03 

0.01 

0.29 

0.22 

0.03 

0.016 

0.17 

0.22 


Godaron Ki Dhani (Hanum 

0818000602322500 

4.502 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

3.086 

0.28 

0.090 

0.02 

0.00 

0.01 

0.01 

0.00 

0.08 

0.06 

0.06 

0.008 

0.34 

0.46 


Gomi 

0818000602322200 

9.504 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

6.055 

0.46 

0.090 

0.04 

0.01 

0.02 

0.02 

0.00 

0.24 

0.18 

0.13 

0.016 

0.32 

0.42 


Hadecha 

0818000602322700 

12.332 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

9.616 

0.09 

0.090 

0.01 

0.00 

0.03 

0.04 

0.00 

0.02 

0.02 

0.00 

0.025 

0.40 

0.53 


Haripura Hema Ki Dhani 

0818000602322600 

3.025 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

2.285 

0.22 

0.090 

0.01 

0.00 

0.01 

0.01 

0.00 

0.04 

0.03 

0.03 

0.006 

0.38 

0.51 


Hariyali 

0818000602326600 

26.183 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

1.053 

0.57 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.18 

0.005 

0.02 

0.03 


Hidwara 

0818000602322100 

8.052 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

7.098 

0.42 

0.090 

0.01 

0.00 

0.02 

0.03 

0.00 

0.22 

0.17 

0.00 

0.018 

0.44 

0.59 


Isrol 

0818000602322400 

9.235 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

5.721 

0.46 

0.090 

0.09 

0.02 

0.02 

0.02 

0.00 

0.27 

0.20 

0.34 

0.015 

0.31 

0.41 


Jajoosan 

0818000602330100 

4.516 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.716 

0.06 

0.080 

0.08 

0.01 

0.00 

0.00 

0.00 

0.07 

0.05 

0.30 

0.003 

0.09 

0.12 






Non-command 

Non-command 

Older Alluvium 

0.298 

0.06 

0.080 

0.07 

0.01 

0.00 

0.00 

0.00 

0.06 

0.05 

0.30 

0.001 

0.04 

0.05 


Jakhal 

0818000602325700 

16.100 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

7.758 

0.49 

0.080 

0.15 

0.02 

0.01 

0.02 

0.00 

0.40 

0.30 

0.54 

0.036 

0.25 

0.34 


Janvi 

0818000602323000 

21.031 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

14.786 

0.42 

0.090 

0.01 

0.00 

0.04 

0.06 

0.07 

0.40 

0.30 

0.00 

0.038 

0.35 

0.47 


Jhotra 

0818000602321700 

17.572 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.996 

0.53 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.08 

0.003 

0.03 

0.04 


Kachhela 

0818000602322800 

12.311 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

8.415 

0.09 

0.090 

0.01 

0.00 

0.02 

0.03 

0.02 

0.00 

0.00 

0.00 

0.022 

0.35 

0.46 


Kamalpura 

0818000602328700 

5.487 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

2.411 

0.51 

0.080 

0.08 

0.01 

0.01 

0.01 

0.00 

0.16 

0.12 

0.30 

0.011 

0.24 

0.31 


Kesoori 

0818000602323100 

18.568 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.206 

0.63 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 


Maliyon Ka Goliya 

0818000602326400 

3.683 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.195 

0.08 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.001 

0.03 

0.04 


Malwara 

0818000602325900 

11.891 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

2.042 

0.24 

0.090 

0.09 

0.01 

0.00 

0.01 

0.00 

0.11 

0.08 

0.35 

0.005 

0.09 

0.12 


Palri Solankiyan 

0818000602325400 

14.383 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

10.930 

0.48 

0.080 

0.04 

0.00 

0.03 

0.03 

0.00 

0.40 

0.30 

0.10 

0.051 

0.40 

0.53 


Parawa 

0818000602325800 

16.054 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

4.248 

0.43 

0.090 

0.23 

0.03 

0.01 

0.01 

0.00 

0.35 

0.26 

0.89 

0.011 

0.13 

0.18 


Ratanpura 

0818000602322000 

16.475 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

2.647 

0.60 

0.090 

0.01 

0.00 

0.01 

0.01 

0.00 

0.13 

0.10 

0.05 

0.007 

0.08 

0.11 


Sanchore(M) 

0818000641803000 

32.034 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

10.047 

0.28 

0.080 

0.95 

0.10 

0.02 

0.03 

0.00 

1.02 

0.78 

2.74 

0.793 

0.17 

0.23 


Sangarwa 

0818000602321900 

10.595 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

5.230 

0.57 

0.090 

0.00 

0.00 

0.02 

0.02 

0.00 

0.23 

0.17 

0.00 

0.014 

0.25 

0.33 


Siddheshwar 

0818000602328800 

6.535 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

4.998 

0.47 

0.080 

0.08 

0.01 

0.01 

0.01 

0.00 

0.23 

0.17 

0.28 

0.023 

0.41 

0.54 


Varanpuri 

0818000602325500 

1.792 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

1.633 

0.50 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.05 

0.008 

0.48 

0.63 


Vishnu Nagar 

0818000602325100 

2.992 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

1.889 

0.01 

0.080 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

-0.01 

0.00 

0.009 

0.33 

0.43 

14001004 

Bali Khera 

0818000602333100 

2.477 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.763 

-0.43 

0.080 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.50 

0.008 

0.40 

0.54 


Barsam 

0818000602331800 

14.240 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.522 

-0.19 

0.080 

0.17 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.63 

0.021 

0.18 

0.23 


Dadhoora 

0818000602333500 

7.787 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.033 

-0.39 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dangra 

0818000602328500 

14.699 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.917 

0.50 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.07 

0.004 

0.03 

0.04 


Danta 

0818000602331400 

13.017 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.994 

-0.08 

0.080 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.51 

0.019 

0.17 

0.23 


Dhamana 

0818000602328600 

15.158 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

4.084 

0.54 

0.080 

0.15 

0.02 

0.01 

0.01 

0.00 

0.28 

0.21 

0.58 

0.019 

0.14 

0.19 


Dhanta 

0818000602328300 

16.087 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.278 

0.21 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.08 

0.001 

0.01 

0.01 






Non-command 

Non-command 

Older Alluvium 

0.196 

0.21 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.01 

0.01 


Hadetar 

0818000602330400 

14.090 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

3.001 

0.09 

0.080 

0.54 

0.08 

0.00 

0.01 

0.00 

0.47 

0.35 

2.16 

0.014 

0.12 

0.16 






Non-command 

Non-command 

Older Alluvium 

8.964 

0.09 

0.080 

0.55 

0.08 

0.00 

0.00 

0.00 

0.53 

0.40 

2.14 

0.042 

0.35 

0.46 


Jajoosan 

0818000602330100 

4.516 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

1.949 

0.06 

0.080 

0.20 

0.03 

0.00 

0.01 

0.00 

0.17 

0.13 

0.80 

0.009 

0.24 

0.31 






Non-command 

Non-command 

Older Alluvium 

0.851 

0.06 

0.080 

0.21 

0.03 

0.00 

0.00 

0.00 

0.18 

0.14 

0.83 

0.004 

0.10 

0.14 


Kamalpura 

0818000602328700 

5.487 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

1.574 

0.51 

0.080 

0.05 

0.01 

0.00 

0.00 

0.00 

0.10 

0.07 

0.20 

0.007 

0.15 

0.21 


Kantol 

0818000602331500 

7.006 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.287 

-0.56 

0.080 

0.33 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.27 

0.029 

0.50 

0.67 


Karola 

0818000602328400 

18.242 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

4.506 

0.49 

0.080 

0.29 

0.04 

0.01 

0.01 

0.00 

0.41 

0.30 

1.13 

0.021 

0.13 

0.18 


Kiloopiya 

0818000602330600 

5.601 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.086 

0.15 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Kura 

0818000602332700 

12.682 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.568 

-0.40 

0.080 

0.16 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.58 

0.031 

0.29 

0.39 


Lachhiwar 

0818000602333700 

15.191 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.419 

-0.69 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.021 

0.16 

0.22 


Lachhri 

0818000602330200 

4.316 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

3.444 

0.37 

0.080 

0.19 

0.03 

0.01 

0.01 

0.00 

0.24 

0.18 

0.73 

0.016 

0.43 

0.58 


Looniyasar 

0818000602332200 

17.607 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.748 

-0.41 

0.080 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.013 

0.09 

0.12 


Meda Jageer 

0818000602331600 

15.984 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.339 

-0.35 

0.080 

0.34 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.27 

0.067 

0.50 

0.66 


Nagolri 

0818000602330500 

3.262 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.214 

-0.02 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.010 

0.38 

0.50 


Nainol 

0818000602332300 

15.067 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.714 

-0.68 

0.080 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.51 

0.017 

0.14 

0.18 


Palri Solankiyan 

0818000602325400 

14.383 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.126 

0.48 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 


Panchla 

0818000602332600 

15.232 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.366 

-0.55 

0.080 

0.50 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.95 

0.053 

0.42 

0.56 


Pathmera 

0818000602331700 

2.550 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.347 

-0.44 

0.080 

0.26 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.03 

0.011 

0.52 

0.68 


Phalna 

0818000602330300 

4.306 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

2.774 

0.36 

0.080 

0.09 

0.01 

0.01 

0.01 

0.00 

0.14 

0.11 

0.36 

0.013 

0.35 

0.47 


Sanchore(M) 

0818000641803000 

32.034 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

5.363 

0.28 

0.080 

0.50 

0.05 

0.01 

0.01 

0.00 

0.54 

0.41 

1.46 

0.424 

0.09 

0.12 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Agar 

0818000602329000 

0.14 

0.08 

90.65 

0.09 

0.04 

0.13 

0.02 

0.19 

- 

0.0600 

0.0065 

0.0074 

- 

0.074 

0.074 

0.200 

0.010 

0.190 

0.520 

273.73 

Over Exploited 

Amarpura 

0818000602324400 

0.14 

0.01 

56.52 

0.01 

0.01 

0.02 

0.00 

0.04 

- 

- 

0.0029 

0.0041 

- 

0.007 

0.007 

0.023 

0.001 

0.021 

0.017 

80.65 

Semi Critical 

Amli 

0818000602325300 

0.14 

1.10 

(80.63) 

0.88 

0.13 

1.01 

0.04 

0.47 

- 

- 

0.0468 

0.0661 

0.003 

0.115 

0.115 

1.125 

0.056 

1.069 

0.047 

4.44 

Safe 

Bagsari 

0818000602322900 

0.14 

0.23 

(88.84) 

0.18 

0.04 

0.22 

0.03 

0.34 

- 

- 

0.0137 

0.0194 

0.003 

0.037 

0.037 

0.261 

0.013 

0.248 

0.014 

5.60 

Safe 

Barsam 

0818000602331800 

0.14 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.14 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bawarla 

0818000602324900 

0.14 

0.00 

(8,362.09) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhadroon 

0818000602317700 

0.14 

0.00 

1,861.75 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

0.0004 

0.0006 

- 

0.001 

0.001 

0.003 

0.000 

0.002 

0.000 

17.61 

Safe 

Bharkua 

0818000602326500 

0.14 

0.00 

937.98 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.012 

2,314.07 

Over Exploited 

Dabal 

0818000602328900 

0.14 

0.70 

(76.60) 

0.56 

0.13 

0.69 

0.03 

0.36 

- 

0.0500 

0.0385 

0.0544 

0.005 

0.148 

0.148 

0.836 

0.042 

0.794 

0.310 

39.05 

Safe 

Dadoosan 

0818000602325200 

0.14 

0.78 

(104.21) 

0.63 

0.11 

0.74 

0.04 

0.46 

- 

0.0200 

0.0394 

0.0477 

0.006 

0.113 

0.113 

0.851 

0.043 

0.809 

0.169 

20.96 

Safe 

Dawal 

0818000602321800 

0.14 

0.67 

(41.72) 

0.53 

0.10 

0.63 

0.03 

0.38 

- 

- 

0.0355 

0.0501 

0.002 

0.088 

0.088 

0.720 

0.036 

0.684 

0.036 

5.26 

Safe 

Dedwa 

0818000602325600 

0.14 

0.52 

(33.56) 

0.41 

0.07 

0.49 

0.04 

0.47 

- 

0.0800 

0.0183 

0.0207 

- 

0.119 

0.119 

0.605 

0.030 

0.575 

0.748 

130.09 

Over Exploited 

Dhamana 

0818000602328600 

0.14 

0.12 

108.66 

0.15 

0.06 

0.20 

0.02 

0.19 

- 

0.0800 

0.0106 

0.0120 

0.002 

0.105 

0.105 

0.307 

0.015 

0.291 

0.719 

246.76 

Over Exploited 

Galifa 

0818000602318100 

0.14 

0.15 

50.53 

0.18 

0.06 

0.23 

0.02 

0.18 

- 

- 

0.0160 

0.0226 

0.021 

0.060 

0.060 

0.295 

0.015 

0.280 

0.041 

14.72 

Safe 

Godaron Ki Dhani (Hanum 

0818000602322500 

0.14 

0.15 

(61.49) 

0.12 

0.02 

0.14 

0.03 

0.38 

- 

0.0100 

0.0079 

0.0112 

0.000 

0.030 

0.030 

0.170 

0.009 

0.162 

0.071 

43.94 

Safe 

Gomi 

0818000602322200 

0.14 

0.27 

(34.23) 

0.22 

0.05 

0.27 

0.03 

0.35 

- 

0.0200 

0.0155 

0.0219 

0.001 

0.058 

0.058 

0.326 

0.016 

0.310 

0.142 

45.75 

Safe 

Hadecha 

0818000602322700 

0.14 

0.54 

(96.80) 

0.43 

0.07 

0.50 

0.04 

0.43 

- 

- 

0.0246 

0.0348 

0.002 

0.061 

0.061 

0.559 

0.028 

0.531 

0.025 

4.70 

Safe 

Haripura Hema Ki Dhani 

0818000602322600 

0.14 

0.12 

(76.10) 

0.10 

0.02 

0.11 

0.03 

0.42 

- 

- 

0.0058 

0.0083 

0.000 

0.014 

0.014 

0.128 

0.006 

0.121 

0.031 

25.48 

Safe 

Hariyali 

0818000602326600 

0.14 

0.00 

2,177.11 

0.00 

0.00 

0.01 

0.00 

0.02 

- 

0.0100 

0.0009 

0.0013 

- 

0.012 

0.012 

0.018 

0.001 

0.017 

0.185 

1,059.60 

Over Exploited 

Hidwara 

0818000602322100 

0.14 

0.44 

(61.84) 

0.35 

0.05 

0.40 

0.04 

0.49 

- 

- 

0.0182 

0.0257 

0.002 

0.045 

0.045 

0.449 

0.022 

0.427 

0.018 

4.31 

Safe 

Isrol 

0818000602322400 

0.14 

0.25 

(18.35) 

0.20 

0.06 

0.26 

0.03 

0.34 

- 

0.0600 

0.0146 

0.0207 

0.002 

0.097 

0.097 

0.359 

0.018 

0.341 

0.355 

104.06 

Over Exploited 

Jajoosan 

0818000602330100 

0.14 

0.01 

508.29 

0.01 

0.01 

0.02 

0.01 

0.09 

- 

0.0300 

0.0009 

0.0017 

- 

0.033 

0.033 

0.056 

0.003 

0.053 

0.301 

565.86 

Over Exploited 



0.14 

0.00 

2,962.40 

0.00 

0.01 

0.01 

0.00 

0.04 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.042 

0.002 

0.040 

0.299 

753.61 

Over Exploited 

Jakhal 

0818000602325700 

0.14 

0.27 

8.59 

0.30 

0.06 

0.35 

0.02 

0.27 

- 

0.0600 

0.0132 

0.0187 

0.000 

0.092 

0.092 

0.443 

0.022 

0.421 

0.571 

135.57 

Over Exploited 

Janvi 

0818000602323000 

0.14 

0.73 

(58.83) 

0.59 

0.17 

0.76 

0.03 

0.39 

- 

- 

0.0378 

0.0535 

0.104 

0.195 

0.195 

0.952 

0.048 

0.905 

0.038 

4.24 

Safe 

Jhotra 

0818000602321700 

0.14 

0.00 

1,067.98 

0.00 

0.01 

0.01 

0.00 

0.03 

- 

0.0100 

0.0021 

0.0024 

- 

0.015 

0.015 

0.024 

0.001 

0.023 

0.079 

339.61 

Over Exploited 

Kachhela 

0818000602322800 

0.14 

0.41 

(100.29) 

0.33 

0.08 

0.41 

0.03 

0.38 

- 

- 

0.0215 

0.0304 

0.034 

0.086 

0.086 

0.496 

0.025 

0.471 

0.022 

4.64 

Safe 

Kamalpura 

0818000602328700 

0.14 

0.08 

46.65 

0.10 

0.02 

0.12 

0.02 

0.26 

- 

0.0300 

0.0051 

0.0058 

0.002 

0.043 

0.043 

0.163 

0.008 

0.155 

0.311 

201.17 

Over Exploited 

Kesoori 

0818000602323100 

0.14 

0.00 

4,704.55 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0005 

0.0007 

- 

0.001 

0.001 

0.003 

0.000 

0.003 

0.001 

19.23 

Safe 

Maliyon Ka Goliya 

0818000602326400 

0.14 

0.00 

973.02 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

0.0002 

0.0002 

- 

0.000 

0.000 

0.002 

0.000 

0.002 

0.039 

2,359.05 

Over Exploited 

Malwara 

0818000602325900 

0.14 

0.02 

238.29 

0.03 

0.02 

0.05 

0.01 

0.09 

- 

0.0400 

0.0026 

0.0049 

0.002 

0.050 

0.050 

0.100 

0.005 

0.095 

0.351 

371.32 

Over Exploited 

Palri Solankiyan 

0818000602325400 

0.14 

0.62 

(50.69) 

0.49 

0.06 

0.55 

0.04 

0.44 

- 

0.0100 

0.0233 

0.0263 

0.003 

0.063 

0.063 

0.615 

0.031 

0.584 

0.147 

25.16 

Safe 

Parawa 

0818000602325800 

0.14 

0.08 

221.40 

0.10 

0.05 

0.15 

0.01 

0.15 

- 

0.1000 

0.0072 

0.0102 

0.002 

0.119 

0.119 

0.265 

0.013 

0.252 

0.904 

358.86 

Over Exploited 

Ratanpura 

0818000602322000 

0.14 

0.03 

240.35 

0.04 

0.02 

0.05 

0.01 

0.09 

- 

0.0100 

0.0068 

0.0096 

- 

0.026 

0.026 

0.080 

0.004 

0.076 

0.057 

74.87 

Semi Critical 

Sanchore(M) 

0818000641803000 

0.14 

0.24 

221.91 

0.29 

0.15 

0.44 

0.02 

0.19 

- 

0.3100 

0.0171 

0.0242 

0.004 

0.355 

0.355 

0.793 

0.040 

0.753 

3.531 

468.73 

Over Exploited 

Sangarwa 

0818000602321900 

0.14 

0.18 

(4.62) 

0.17 

0.04 

0.21 

0.02 

0.27 

- 

- 

0.0134 

0.0189 

0.001 

0.033 

0.033 

0.243 

0.012 

0.231 

0.014 

5.87 

Safe 

Siddheshwar 

0818000602328800 

0.14 

0.29 

(39.63) 

0.23 

0.04 

0.27 

0.04 

0.45 

- 

0.0300 

0.0107 

0.0120 

0.003 

0.055 

0.055 

0.323 

0.016 

0.306 

0.299 

97.68 

Critical 

Varanpuri 

0818000602325500 

0.14 

0.11 

(53.63) 

0.09 

0.01 

0.10 

0.04 

0.52 

- 

0.0100 

0.0035 

0.0039 

- 

0.017 

0.017 

0.113 

0.006 

0.107 

0.056 

51.93 

Safe 

Vishnu Nagar 

0818000602325100 

0.14 

0.09 

(110.97) 

0.07 

0.01 

0.08 

0.03 

0.36 

- 

- 

0.0056 

0.0068 

- 

0.013 

0.013 

0.096 

0.005 

0.091 

0.009 

9.67 

Safe 

Bali Khera 

0818000602333100 

0.14 

0.10 

- 

0.10 

0.01 

0.11 

0.04 

0.44 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.129 

0.013 

0.116 

0.512 

441.61 

Over Exploited 

Barsam 

0818000602331800 

0.14 

0.11 

- 

0.11 

0.02 

0.13 

0.02 

0.19 

- 

0.0700 

- 

- 

0.001 

0.071 

0.071 

0.204 

0.020 

0.184 

0.655 

356.31 

Over Exploited 

Dadhoora 

0818000602333500 

0.14 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dangra 

0818000602328500 

0.14 

0.00 

816.06 

0.01 

0.00 

0.01 

0.00 

0.04 

- 

0.0100 

0.0016 

0.0022 

0.001 

0.014 

0.014 

0.024 

0.001 

0.023 

0.076 

331.76 

Over Exploited 

Danta 

0818000602331400 

0.14 

0.10 

- 

0.10 

0.01 

0.11 

0.02 

0.19 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.127 

0.013 

0.114 

0.530 

462.81 

Over Exploited 

Dhamana 

0818000602328600 

0.14 

0.08 

158.62 

0.10 

0.04 

0.14 

0.01 

0.16 

- 

0.0600 

0.0087 

0.0098 

0.004 

0.082 

0.082 

0.224 

0.011 

0.213 

0.595 

279.53 

Over Exploited 

Dhanta 

0818000602328300 

0.14 

0.00 

4,688.88 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

0.0100 

0.0004 

0.0007 

0.000 

0.011 

0.011 

0.013 

0.001 

0.013 

0.085 

679.01 

Over Exploited 



0.14 

0.00 

5,417.88 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.025 

12,179.80 

Over Exploited 

Hadetar 

0818000602330400 

0.14 

0.05 

615.51 

0.06 

0.09 

0.15 

0.01 

0.13 

- 

0.2400 

0.0038 

0.0072 

0.001 

0.252 

0.252 

0.403 

0.020 

0.383 

2.169 

565.92 

Over Exploited 



0.14 

0.44 

(9.21) 

0.40 

0.08 

0.48 

0.03 

0.38 

- 

0.2400 

- 

- 

0.004 

0.244 

0.244 

0.724 

0.036 

0.688 

2.185 

317.67 

Over Exploited 

Jajoosan 

0818000602330100 

0.14 

0.06 

99.09 

0.08 

0.04 

0.12 

0.02 

0.26 

- 

0.0900 

0.0025 

0.0047 

0.001 

0.098 

0.098 

0.214 

0.011 

0.203 

0.813 

399.65 

Over Exploited 



0.14 

0.01 

1,025.30 

0.01 

0.03 

0.05 

0.01 

0.11 

- 

0.0900 

- 

- 

0.001 

0.091 

0.091 

0.136 

0.007 

0.129 

0.832 

645.13 

Over Exploited 

Kamalpura 

0818000602328700 

0.14 

0.03 

113.08 

0.04 

0.02 

0.06 

0.01 

0.17 

- 

0.0200 

0.0034 

0.0038 

0.001 

0.028 

0.028 

0.087 

0.004 

0.083 

0.211 

255.11 

Over Exploited 

Kantol 

0818000602331500 

0.14 

0.44 

- 

0.44 

0.02 

0.47 

0.04 

0.55 

- 

0.0500 

- 

- 

0.005 

0.055 

0.055 

0.522 

0.052 

0.469 

1.301 

277.24 

Over Exploited 

Karola 

0818000602328400 

0.14 

0.08 

262.35 

0.10 

0.06 

0.16 

0.01 

0.14 

- 

0.1300 

0.0077 

0.0109 

0.002 

0.150 

0.150 

0.313 

0.016 

0.297 

1.151 

387.21 

Over Exploited 

Kiloopiya 

0818000602330600 

0.14 

0.00 

586.54 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kura 

0818000602332700 

0.14 

0.27 

- 

0.27 

0.02 

0.28 

0.03 

0.32 

- 

0.0200 

- 

- 

0.013 

0.033 

0.033 

0.318 

0.032 

0.286 

0.612 

213.97 

Over Exploited 

Lachhiwar 

0818000602333700 

0.14 

0.10 

- 

0.10 

0.00 

0.11 

0.01 

0.18 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.122 

0.012 

0.110 

0.343 

310.91 

Over Exploited 

Lachhri 

0818000602330200 

0.14 

0.21 

(13.18) 

0.18 

0.05 

0.23 

0.04 

0.47 

- 

0.0800 

0.0059 

0.0083 

0.005 

0.099 

0.099 

0.331 

0.017 

0.314 

0.748 

238.14 

Over Exploited 

Looniyasar 

0818000602332200 

0.14 

0.03 

- 

0.03 

0.01 

0.04 

0.01 

0.10 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.064 

0.006 

0.058 

0.459 

794.84 

Over Exploited 

Meda Jageer 

0818000602331600 

0.14 

1.01 

- 

1.01 

0.02 

1.03 

0.04 

0.55 

- 

0.0500 

- 

- 

0.003 

0.053 

0.053 

1.084 

0.108 

0.975 

1.341 

137.45 

Over Exploited 

Nagolri 

0818000602330500 

0.14 

0.12 

- 

0.12 

0.00 

0.12 

0.03 

0.41 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.131 

0.013 

0.118 

0.226 

192.56 

Over Exploited 

Nainol 

0818000602332300 

0.14 

0.07 

- 

0.07 

0.01 

0.08 

0.01 

0.15 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.104 

0.010 

0.094 

0.526 

560.05 

Over Exploited 

Palri Solankiyan 

0818000602325400 

0.14 

0.00 

3,812.98 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0003 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.001 

45.97 

Safe 

Panchla 

0818000602332600 

0.14 

0.67 

- 

0.67 

0.02 

0.69 

0.04 

0.46 

- 

0.0700 

- 

- 

0.006 

0.076 

0.076 

0.767 

0.077 

0.690 

2.002 

289.93 

Over Exploited 

Pathmera 

0818000602331700 

0.14 

0.17 

- 

0.17 

0.01 

0.18 

0.05 

0.56 

- 

0.0400 

- 

- 

0.000 

0.040 

0.040 

0.221 

0.022 

0.198 

1.036 

521.91 

Over Exploited 

Phalna 

0818000602330300 

0.14 

0.14 

(20.10) 

0.11 

0.03 

0.13 

0.03 

0.38 

- 

0.0400 

0.0047 

0.0067 

0.004 

0.056 

0.056 

0.190 

0.009 

0.180 

0.373 

206.74 

Over Exploited 

Sanchore(M) 

0818000641803000 

0.14 

0.07 

497.57 

0.08 

0.08 

0.16 

0.01 

0.10 

- 

0.1600 

0.0091 

0.0129 

0.004 

0.186 

0.186 

0.346 

0.017 

0.328 

1.883 

573.19 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Sankar 

081800060233290C 

30.187 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.154 

-0.55 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.00 

0.00 


Siddheshwar 

0818000602328800 

6.535 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.066 

0.47 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Teetop 

0818000602333600 

17.958 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.080 

-0.45 

0.080 

0.33 

0.02 

0.00 

0.00 

0.01 

0.00 

0.00 

1.23 

0.066 

0.44 

0.59 


Tetrol Sunakhera 

0818000602332400 

2.119 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.139 

-0.65 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.04 

0.05 


Vasan Deoran 

0818000602333000 

4.557 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.590 

-0.32 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.003 

0.07 

0.10 

14001005 

Agar 

0818000602329000 

9.406 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

4.039 

0.39 

0.080 

0.18 

0.03 

0.01 

0.01 

0.00 

0.25 

0.19 

0.68 

0.019 

0.23 

0.31 


Amarpura 

0818000602324400 

14.475 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

10.990 

0.23 

0.080 

0.04 

0.01 

0.03 

0.04 

0.00 

0.16 

0.12 

0.08 

0.051 

0.39 

0.52 


Bagsari 

0818000602322900 

8.869 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

2.591 

0.15 

0.090 

0.00 

0.00 

0.01 

0.01 

0.00 

0.02 

0.01 

0.00 

0.007 

0.15 

0.20 


Balera 

0818000602317300 

10.639 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.210 

0.70 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 


Bank 

0818000602323500 

11.784 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.250 

0.99 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.01 

0.01 


Bapunagar 

0818000602324000 

4.393 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

3.888 

1.38 

0.080 

0.03 

0.01 

0.01 

0.02 

0.00 

0.42 

0.33 

0.10 

0.018 

0.49 

0.63 


Barsam 

0818000602331800 

14.240 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

1.410 

-0.19 

0.080 

0.40 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

1.60 

0.007 

0.06 

0.07 






Non-command 

Non-command 

Older Alluvium 

5.319 

-0.19 

0.080 

0.20 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.76 

0.025 

0.21 

0.28 


Bawarla 

0818000602324900 

8.098 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

7.494 

0.00 

0.080 

0.01 

0.00 

0.03 

0.03 

0.00 

-0.05 

-0.03 

0.00 

0.035 

0.49 

0.64 


Bharwal 

0818000602329200 

14.448 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

9.731 

0.83 

0.080 

0.42 

0.10 

0.03 

0.04 

0.01 

0.89 

0.69 

1.62 

0.045 

0.37 

0.48 


Bhatki 

0818000602317100 

55.172 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.830 

0.80 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.00 

0.002 

0.01 

0.01 


Bhuwana 

0818000602323300 

11.102 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

2.791 

0.87 

0.080 

0.01 

0.00 

0.01 

0.01 

0.00 

0.18 

0.14 

0.01 

0.013 

0.13 

0.17 


Bichhawari 

0818000602324300 

17.465 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

15.163 

0.23 

0.080 

0.11 

0.02 

0.04 

0.06 

0.00 

0.26 

0.20 

0.36 

0.071 

0.46 

0.60 


Chhajara 

0818000602324700 

6.809 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

5.185 

0.42 

0.080 

0.01 

0.00 

0.01 

0.02 

0.00 

0.14 

0.11 

0.02 

0.024 

0.41 

0.53 


Dabal 

0818000602328900 

24.253 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

4.747 

0.22 

0.080 

0.03 

0.00 

0.01 

0.02 

0.00 

0.08 

0.06 

0.07 

0.022 

0.10 

0.14 


Dadoosan 

0818000602325200 

16.384 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

1.433 

0.02 

0.080 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.01 

0.007 

0.05 

0.06 


Dantiya 

0818000602323600 

14.504 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

10.563 

0.82 

0.080 

0.03 

0.00 

0.03 

0.04 

0.00 

0.65 

0.50 

0.04 

0.049 

0.39 

0.50 


Dhoorwa 

0818000602329300 

2.233 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

1.282 

0.54 

0.080 

0.09 

0.01 

0.00 

0.00 

0.00 

0.13 

0.10 

0.36 

0.006 

0.32 

0.41 


Gangasar 

0818000602324200 

15.469 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

12.567 

1.49 

0.080 

0.12 

0.03 

0.04 

0.05 

0.00 

1.50 

1.16 

0.41 

0.059 

0.44 

0.57 


Golasan 

0818000602329700 

26.034 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

5.714 

0.38 

0.080 

0.27 

0.04 

0.01 

0.02 

0.00 

0.37 

0.29 

1.05 

0.027 

0.12 

0.16 


Jaisla 

0818000602323800 

5.504 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

4.703 

1.47 

0.080 

0.03 

0.00 

0.01 

0.02 

0.00 

0.55 

0.43 

0.07 

0.022 

0.47 

0.60 


Jajoosan 

0818000602330100 

4.516 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.071 

0.06 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.01 

0.01 


Kachhela 

0818000602322800 

12.311 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

1.556 

0.09 

0.090 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.004 

0.06 

0.09 


Kailash Nagar 

0818000602324100 

4.446 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

3.771 

1.55 

0.080 

0.03 

0.01 

0.01 

0.02 

0.00 

0.46 

0.36 

0.10 

0.018 

0.47 

0.61 


Kesoori 

0818000602323100 

18.568 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.190 

0.63 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Kilawa 

0818000602329100 

12.628 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

10.009 

0.34 

0.080 

0.12 

0.03 

0.03 

0.04 

0.01 

0.29 

0.22 

0.43 

0.047 

0.43 

0.56 


Kod 

0818000602329600 

11.836 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

8.922 

1.16 

0.080 

0.18 

0.04 

0.03 

0.04 

0.00 

0.90 

0.70 

0.68 

0.042 

0.42 

0.54 


Lalpur 

0818000602329400 

7.197 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

5.011 

0.90 

0.080 

0.10 

0.01 

0.01 

0.01 

0.00 

0.43 

0.33 

0.37 

0.023 

0.39 

0.50 


Naldhara 

0818000602323200 

7.792 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

6.041 

0.71 

0.090 

0.01 

0.00 

0.02 

0.02 

0.00 

0.36 

0.27 

0.00 

0.016 

0.40 

0.52 


Paharpura 

0818000602329900 

11.012 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

8.345 

0.35 

0.080 

0.31 

0.04 

0.02 

0.02 

0.00 

0.46 

0.35 

1.18 

0.039 

0.42 

0.55 


Prajapati Nagar 

0818000602324500 

5.277 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

3.731 

0.66 

0.080 

0.07 

0.02 

0.01 

0.02 

0.00 

0.22 

0.17 

0.24 

0.017 

0.38 

0.49 


Pratappura 

0818000602330000 

11.604 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

1.891 

-0.11 

0.080 

0.11 

0.02 

0.00 

0.01 

0.00 

0.00 

0.00 

0.41 

0.009 

0.09 

0.12 






Non-command 

Non-command 

Older Alluvium 

0.645 

-0.11 

0.080 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.003 

0.03 

0.04 


Raghunathpura 

0818000602325000 

2.227 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

2.053 

0.01 

0.080 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.02 

0.010 

0.49 

0.64 


Rajeshwar Pura 

0818000602324600 

4.431 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

3.883 

0.07 

0.080 

0.04 

0.01 

0.01 

0.02 

0.00 

0.02 

0.02 

0.14 

0.018 

0.47 

0.61 


Sanchore(M) 

0818000641803000 

32.034 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

5.546 

0.28 

0.080 

0.52 

0.06 

0.01 

0.02 

0.00 

0.55 

0.42 

1.51 

0.438 

0.09 

0.12 


Sarwana 

0818000602323400 

26.220 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

22.696 

0.64 

0.080 

0.10 

0.02 

0.07 

0.09 

0.01 

1.06 

0.81 

0.26 

0.106 

0.45 

0.58 


Siloo 

0818000602329500 

10.654 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

8.111 

1.90 

0.080 

0.19 

0.04 

0.02 

0.03 

0.00 

1.33 

1.03 

0.71 

0.038 

0.43 

0.55 


Suthana 

0818000602323700 

8.612 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

6.813 

1.09 

0.080 

0.09 

0.02 

0.02 

0.03 

0.00 

0.61 

0.47 

0.30 

0.032 

0.43 

0.55 


Vasan Chauhan 

0818000602324800 

8.955 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

7.268 

0.22 

0.080 

0.11 

0.02 

0.02 

0.03 

0.00 

0.17 

0.13 

0.38 

0.034 

0.44 

0.57 


Vishanpur 

0818000602317400 

5.245 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.561 

0.67 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.05 

0.07 


Vishnu Nagar 

0818000602325100 

2.992 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.831 

0.01 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

-0.01 

0.00 

0.00 

0.004 

0.14 

0.19 

14001006 

Bali Khera 

0818000602333100 

2.477 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.709 

-0.43 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.003 

0.16 

0.22 


Barsam 

0818000602331800 

14.240 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.403 

-0.19 

0.080 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.007 

0.06 

0.07 


Dadhoora 

0818000602333500 

7.787 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.752 

-0.39 

0.080 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.47 

0.036 

0.56 

0.76 


Dugawa 

0818000602333300 

16.153 

Fresh 

Non-command 

Non-command 

Older Alluvium 

15.957 

-0.38 

0.080 

0.62 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.38 

0.074 

0.57 

0.75 


Gardali 

0818000602329800 

10.602 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

7.592 

0.14 

0.080 

0.51 

0.07 

0.01 

0.02 

0.01 

0.49 

0.37 

1.99 

0.035 

0.40 

0.52 






Non-command 

Non-command 

Older Alluvium 

1.752 

0.14 

0.080 

0.50 

0.07 

0.00 

0.00 

0.00 

0.45 

0.35 

1.99 

0.008 

0.09 

0.12 


Golasan 

0818000602329700 

26.034 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

12.206 

0.38 

0.080 

0.58 

0.08 

0.03 

0.03 

0.01 

0.80 

0.62 

2.25 

0.057 

0.26 

0.34 


Harshwara 

0818000702339200 

18.057 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.938 

-0.54 

0.060 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.76 

0.046 

0.24 

0.34 


Khaprol Ki Dhani 

0818000602332500 

4.637 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.635 

-0.52 

0.080 

0.22 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.84 

0.022 

0.57 

0.75 


Kod 

0818000602329600 

11.836 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.555 

1.16 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.05 

0.003 

0.03 

0.03 


Lachhiwar 

0818000602333700 

15.191 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.614 

-0.69 

0.080 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.026 

0.21 

0.28 


Lachhiwar Ka Goliya 

0818000602333800 

10.504 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.868 

-0.89 

0.080 

0.34 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.30 

0.046 

0.52 

0.72 


Lalpur 

0818000602329400 

7.197 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.284 

0.90 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.001 

0.02 

0.03 


Looniyasar 

0818000602332200 

17.607 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.064 

-0.41 

0.080 

0.61 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.35 

0.066 

0.45 

0.60 


Mandardi 

0818000702339300 

8.100 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.47 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nainol 

0818000602332300 

15.067 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.316 

-0.68 

0.080 

0.41 

0.02 

0.00 

0.00 

0.01 

0.00 

0.00 

1.56 

0.053 

0.43 

0.56 


Paharpura 

0818000602329900 

11.012 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.746 

0.35 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.11 

0.003 

0.04 

0.05 


Paladar 

0818000602331900 

11.616 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.758 

-0.20 

0.080 

0.48 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

1.87 

0.050 

0.53 

0.69 


Panchla 

0818000602332600 

15.232 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.643 

-0.55 

0.080 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.012 

0.10 

0.13 


Pratappura 

0818000602330000 

11.604 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

4.109 

-0.11 

0.080 

0.23 

0.03 

0.01 

0.01 

0.00 

0.00 

0.00 

0.90 

0.019 

0.20 

0.26 






Non-command 

Non-command 

Older Alluvium 

4.513 

-0.11 

0.080 

0.29 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

1.15 

0.021 

0.22 

0.29 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Sankar 

0818000602332900 

0.14 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.025 

45,277.44 

Over Exploited 

Siddheshwar 

0818000602328800 

0.14 

0.00 

3,090.05 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Teetop 

0818000602333600 

0.14 

0.87 

- 

0.87 

0.03 

0.89 

0.04 

0.48 

- 

0.0500 

- 

- 

0.014 

0.064 

0.064 

0.958 

0.096 

0.863 

1.292 

149.73 

Over Exploited 

Tetrol Sunakhera 

0818000602332400 

0.14 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.013 

1,947.07 

Over Exploited 

Vasan Deoran 

0818000602333000 

0.14 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.001 

0.005 

0.116 

2,158.91 

Over Exploited 

Agar 

0818000602329000 

0.14 

0.13 

45.52 

0.16 

0.05 

0.21 

0.02 

0.25 

- 

0.0800 

0.0086 

0.0097 

0.003 

0.102 

0.102 

0.313 

0.016 

0.297 

0.696 

234.05 

Over Exploited 

Amarpura 

0818000602324400 

0.14 

0.60 

(80.19) 

0.48 

0.09 

0.57 

0.03 

0.43 

- 

0.0200 

0.0281 

0.0397 

0.001 

0.089 

0.089 

0.659 

0.033 

0.626 

0.135 

21.61 

Safe 

Bagsari 

0818000602322900 

0.14 

0.05 

(75.41) 

0.04 

0.02 

0.06 

0.01 

0.16 

- 

- 

0.0066 

0.0094 

- 

0.016 

0.016 

0.077 

0.004 

0.073 

0.007 

9.15 

Safe 

Balera 

0818000602317300 

0.14 

0.00 

2,969.62 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0005 

0.0008 

- 

0.001 

0.001 

0.003 

0.000 

0.003 

0.001 

18.40 

Safe 

Bank 

0818000602323500 

0.14 

0.00 

3,425.15 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0006 

0.0009 

0.000 

0.002 

0.002 

0.004 

0.000 

0.004 

0.001 

29.34 

Safe 

Bapunagar 

0818000602324000 

0.14 

0.26 

23.13 

0.32 

0.04 

0.36 

0.04 

0.53 

- 

0.0200 

0.0099 

0.0141 

0.002 

0.046 

0.046 

0.401 

0.020 

0.381 

0.114 

29.95 

Safe 

Barsam 

0818000602331800 

0.14 

0.01 

- 

0.01 

0.07 

0.08 

0.00 

0.06 

- 

0.1800 

0.0018 

0.0034 

- 

0.185 

0.185 

0.262 

0.026 

0.236 

1.605 

680.35 

Over Exploited 



0.14 

0.16 

- 

0.16 

0.03 

0.19 

0.02 

0.23 

- 

0.0900 

- 

- 

0.003 

0.093 

0.093 

0.281 

0.028 

0.253 

0.781 

308.46 

Over Exploited 

Bawarla 

0818000602324900 

0.14 

0.51 

(106.72) 

0.41 

0.06 

0.47 

0.04 

0.53 

- 

- 

0.0224 

0.0271 

0.002 

0.052 

0.052 

0.520 

0.026 

0.494 

0.035 

7.07 

Safe 

Bharwal 

0818000602329200 

0.14 

0.50 

36.96 

0.60 

0.17 

0.78 

0.03 

0.40 

- 

0.3000 

0.0249 

0.0352 

0.010 

0.370 

0.370 

1.146 

0.057 

1.088 

1.665 

153.01 

Over Exploited 

Bhatki 

0818000602317100 

0.14 

0.00 

4,536.21 

0.00 

0.01 

0.01 

0.00 

0.01 

- 

- 

0.0021 

0.0030 

- 

0.005 

0.005 

0.012 

0.001 

0.011 

0.002 

18.96 

Safe 

Bhuwana 

0818000602323300 

0.14 

0.05 

174.92 

0.06 

0.02 

0.08 

0.01 

0.14 

- 

- 

0.0071 

0.0101 

0.001 

0.018 

0.018 

0.100 

0.005 

0.095 

0.025 

26.29 

Safe 

Bichhawari 

0818000602324300 

0.14 

0.97 

(79.66) 

0.78 

0.13 

0.91 

0.04 

0.50 

- 

0.0700 

0.0388 

0.0548 

0.004 

0.168 

0.168 

1.074 

0.054 

1.020 

0.431 

42.21 

Safe 

Chhajara 

0818000602324700 

0.14 

0.30 

(63.11) 

0.24 

0.04 

0.28 

0.04 

0.45 

- 

- 

0.0133 

0.0187 

0.006 

0.038 

0.038 

0.317 

0.016 

0.301 

0.048 

16.00 

Safe 

Dabal 

0818000602328900 

0.14 

0.07 

(13.63) 

0.06 

0.03 

0.09 

0.01 

0.11 

- 

0.0100 

0.0121 

0.0172 

0.001 

0.041 

0.041 

0.135 

0.007 

0.128 

0.094 

73.44 

Semi Critical 

Dadoosan 

0818000602325200 

0.14 

0.01 

(88.10) 

0.01 

0.01 

0.02 

0.00 

0.05 

- 

- 

0.0043 

0.0052 

- 

0.010 

0.010 

0.028 

0.001 

0.026 

0.019 

71.33 

Semi Critical 

Dantiya 

0818000602323600 

0.14 

0.57 

(12.38) 

0.50 

0.08 

0.58 

0.03 

0.42 

- 

0.0100 

0.0270 

0.0382 

0.003 

0.079 

0.079 

0.654 

0.033 

0.622 

0.085 

13.71 

Safe 

Dhoorwa 

0818000602329300 

0.14 

0.06 

72.63 

0.07 

0.02 

0.09 

0.03 

0.35 

- 

0.0400 

0.0027 

0.0031 

0.003 

0.048 

0.048 

0.135 

0.007 

0.128 

0.366 

285.14 

Over Exploited 

Gangasar 

0818000602324200 

0.14 

0.78 

48.55 

0.94 

0.12 

1.06 

0.04 

0.48 

- 

0.0800 

0.0322 

0.0454 

0.006 

0.163 

0.163 

1.224 

0.061 

1.163 

0.467 

40.13 

Safe 

Golasan 

0818000602329700 

0.14 

0.10 

190.24 

0.12 

0.07 

0.19 

0.01 

0.13 

- 

0.1200 

0.0122 

0.0138 

0.005 

0.151 

0.151 

0.342 

0.017 

0.325 

1.081 

332.26 

Over Exploited 

Jaisla 

0818000602323800 

0.14 

0.31 

38.84 

0.37 

0.03 

0.40 

0.04 

0.51 

- 

0.0100 

0.0120 

0.0170 

0.002 

0.041 

0.041 

0.444 

0.022 

0.422 

0.094 

22.27 

Safe 

Jajoosan 

0818000602330100 

0.14 

0.00 

8,706.01 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.024 

3,659.38 

Over Exploited 

Kachhela 

0818000602322800 

0.14 

0.01 

(89.32) 

0.01 

0.01 

0.02 

0.01 

0.07 

- 

- 

0.0040 

0.0056 

- 

0.010 

0.010 

0.032 

0.002 

0.030 

0.004 

13.42 

Safe 

Kailash Nagar 

0818000602324100 

0.14 

0.25 

43.35 

0.30 

0.04 

0.34 

0.04 

0.51 

- 

0.0200 

0.0096 

0.0136 

0.003 

0.046 

0.046 

0.383 

0.019 

0.364 

0.114 

31.19 

Safe 

Kesoori 

0818000602323100 

0.14 

0.00 

5,102.92 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0005 

0.0007 

- 

0.001 

0.001 

0.003 

0.000 

0.003 

0.000 

19.32 

Safe 

Kilawa 

0818000602329100 

0.14 

0.60 

(63.29) 

0.48 

0.11 

0.59 

0.04 

0.47 

- 

0.0800 

0.0256 

0.0362 

0.008 

0.150 

0.150 

0.737 

0.037 

0.700 

0.479 

68.40 

Safe 

Kod 

0818000602329600 

0.14 

0.53 

32.20 

0.63 

0.11 

0.74 

0.04 

0.46 

- 

0.1300 

0.0228 

0.0323 

0.006 

0.191 

0.191 

0.931 

0.047 

0.885 

0.726 

82.01 

Semi Critical 

Lalpur 

0818000602329400 

0.14 

0.27 

21.11 

0.33 

0.04 

0.36 

0.03 

0.42 

- 

0.0700 

0.0107 

0.0121 

0.002 

0.095 

0.095 

0.459 

0.023 

0.436 

0.395 

90.65 

Critical 

Naldhara 

0818000602323200 

0.14 

0.34 

(18.94) 

0.27 

0.04 

0.31 

0.04 

0.43 

- 

- 

0.0155 

0.0218 

- 

0.037 

0.037 

0.351 

0.018 

0.334 

0.016 

4.70 

Safe 

Paharpura 

0818000602329900 

0.14 

0.49 

(28.34) 

0.39 

0.08 

0.47 

0.04 

0.45 

- 

0.1300 

0.0178 

0.0201 

0.002 

0.170 

0.170 

0.644 

0.032 

0.612 

1.215 

198.56 

Over Exploited 

Prajapati Nagar 

0818000602324500 

0.14 

0.20 

(14.13) 

0.17 

0.05 

0.22 

0.03 

0.41 

- 

0.0500 

0.0095 

0.0135 

- 

0.073 

0.073 

0.289 

0.014 

0.275 

0.257 

93.69 

Critical 

Pratappura 

0818000602330000 

0.14 

0.02 

- 

0.02 

0.03 

0.05 

0.01 

0.10 

- 

0.0500 

0.0024 

0.0046 

- 

0.057 

0.057 

0.109 

0.011 

0.098 

0.422 

429.40 

Over Exploited 



0.14 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.03 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.033 

0.003 

0.030 

0.166 

561.91 

Over Exploited 

Raghunathpura 

0818000602325000 

0.14 

0.14 

(102.07) 

0.11 

0.02 

0.13 

0.04 

0.53 

- 

- 

0.0061 

0.0074 

- 

0.014 

0.014 

0.141 

0.007 

0.134 

0.034 

25.04 

Safe 

Rajeshwar Pura 

0818000602324600 

0.14 

0.26 

(92.59) 

0.20 

0.04 

0.24 

0.04 

0.51 

- 

0.0300 

0.0099 

0.0140 

0.000 

0.054 

0.054 

0.295 

0.015 

0.280 

0.162 

57.79 

Safe 

Sanchore(M) 

0818000641803000 

0.14 

0.07 

473.06 

0.09 

0.09 

0.18 

0.01 

0.10 

- 

0.1700 

0.0095 

0.0134 

0.003 

0.196 

0.196 

0.371 

0.019 

0.353 

1.945 

551.44 

Over Exploited 

Sarwana 

0818000602323400 

0.14 

1.42 

(42.57) 

1.13 

0.19 

1.32 

0.04 

0.49 

- 

0.0500 

0.0581 

0.0821 

0.017 

0.207 

0.207 

1.530 

0.076 

1.453 

0.370 

25.45 

Safe 

Siloo 

0818000602329500 

0.14 

0.48 

113.59 

0.58 

0.10 

0.68 

0.04 

0.46 

- 

0.1300 

0.0208 

0.0293 

0.003 

0.183 

0.183 

0.862 

0.043 

0.819 

0.746 

91.06 

Critical 

Suthana 

0818000602323700 

0.14 

0.41 

16.68 

0.47 

0.07 

0.55 

0.04 

0.46 

- 

0.0600 

0.0174 

0.0246 

0.006 

0.108 

0.108 

0.653 

0.033 

0.621 

0.332 

53.46 

Safe 

Vasan Chauhan 

0818000602324800 

0.14 

0.45 

(70.97) 

0.36 

0.07 

0.43 

0.04 

0.48 

- 

0.0700 

0.0186 

0.0263 

0.002 

0.117 

0.117 

0.545 

0.027 

0.518 

0.418 

80.71 

Semi Critical 

Vishanpur 

0818000602317400 

0.14 

0.00 

441.01 

0.01 

0.00 

0.01 

0.00 

0.06 

- 

- 

0.0014 

0.0020 

- 

0.004 

0.004 

0.012 

0.001 

0.012 

0.001 

12.29 

Safe 

Vishnu Nagar 

0818000602325100 

0.14 

0.02 

(125.07) 

0.01 

0.01 

0.02 

0.01 

0.16 

- 

- 

0.0025 

0.0030 

- 

0.006 

0.006 

0.025 

0.001 

0.024 

0.004 

16.24 

Safe 

Bali Khera 

0818000602333100 

0.14 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.18 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.026 

0.003 

0.023 

0.200 

856.14 

Over Exploited 

Barsam 

0818000602331800 

0.14 

0.01 

- 

0.01 

0.01 

0.02 

0.00 

0.06 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.041 

0.004 

0.037 

0.201 

545.08 

Over Exploited 

Dadhoora 

0818000602333500 

0.14 

0.61 

- 

0.61 

0.01 

0.62 

0.05 

0.61 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.645 

0.065 

0.581 

0.504 

86.81 

Semi Critical 

Dugawa 

0818000602333300 

0.14 

1.27 

- 

1.27 

0.03 

1.31 

0.05 

0.62 

- 

0.0900 

- 

- 

0.004 

0.094 

0.094 

1.401 

0.140 

1.261 

2.452 

194.47 

Over Exploited 

Gardali 

0818000602329800 

0.14 

0.43 

(12.82) 

0.37 

0.11 

0.48 

0.03 

0.44 

- 

0.2200 

0.0129 

0.0183 

0.008 

0.259 

0.259 

0.744 

0.037 

0.707 

2.029 

287.05 

Over Exploited 



0.14 

0.02 

1,414.20 

0.03 

0.07 

0.10 

0.01 

0.10 

- 

0.2200 

- 

- 

0.000 

0.221 

0.221 

0.318 

0.016 

0.302 

2.002 

662.22 

Over Exploited 

Golasan 

0818000602329700 

0.14 

0.45 

37.62 

0.54 

0.15 

0.69 

0.02 

0.29 

- 

0.2500 

0.0260 

0.0294 

0.009 

0.315 

0.315 

1.002 

0.050 

0.952 

2.311 

242.76 

Over Exploited 

Harshwara 

0818000702339200 

0.12 

0.23 

- 

0.23 

0.01 

0.24 

0.02 

0.26 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.273 

0.027 

0.245 

0.802 

326.94 

Over Exploited 

Khaprol Ki Dhani 

0818000602332500 

0.14 

0.37 

- 

0.37 

0.01 

0.38 

0.05 

0.62 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.414 

0.041 

0.373 

0.860 

230.60 

Over Exploited 

Kod 

0818000602329600 

0.14 

0.00 

2,085.86 

0.00 

0.00 

0.01 

0.00 

0.03 

- 

0.0100 

0.0014 

0.0020 

- 

0.013 

0.013 

0.020 

0.001 

0.019 

0.051 

270.06 

Over Exploited 

Lachhiwar 

0818000602333700 

0.14 

0.16 

- 

0.16 

0.01 

0.18 

0.02 

0.22 

- 

0.0200 

- 

- 

0.007 

0.027 

0.027 

0.203 

0.020 

0.182 

0.434 

238.00 

Over Exploited 

Lachhiwar Ka Goliya 

0818000602333800 

0.14 

0.72 

- 

0.72 

0.02 

0.74 

0.05 

0.57 

- 

0.0500 

- 

- 

0.003 

0.053 

0.053 

0.798 

0.080 

0.718 

1.344 

187.15 

Over Exploited 

Lalpur 

0818000602329400 

0.14 

0.00 

2,481.83 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

0.0006 

0.0007 

- 

0.001 

0.001 

0.004 

0.000 

0.004 

0.025 

700.40 

Over Exploited 

Looniyasar 

0818000602332200 

0.14 

0.89 

- 

0.89 

0.03 

0.93 

0.04 

0.49 

- 

0.0900 

- 

- 

0.006 

0.096 

0.096 

1.024 

0.102 

0.921 

2.416 

262.21 

Over Exploited 

Mandardi 

0818000702339300 

0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nainol 

0818000602332300 

0.14 

0.68 

- 

0.68 

0.03 

0.70 

0.04 

0.46 

- 

0.0600 

- 

- 

0.009 

0.069 

0.069 

0.770 

0.077 

0.693 

1.608 

232.14 

Over Exploited 

Paharpura 

0818000602329900 

0.14 

0.00 

811.76 

0.00 

0.00 

0.01 

0.00 

0.04 

- 

0.0100 

0.0016 

0.0018 

0.001 

0.014 

0.014 

0.023 

0.001 

0.022 

0.111 

515.77 

Over Exploited 

Paladar 

0818000602331900 

0.14 

0.79 

- 

0.79 

0.07 

0.87 

0.05 

0.57 

- 

0.2100 

- 

- 

0.002 

0.212 

0.212 

1.077 

0.108 

0.970 

1.922 

198.25 

Over Exploited 

Panchla 

0818000602332600 

0.14 

0.04 

- 

0.04 

0.01 

0.05 

0.01 

0.11 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.069 

0.007 

0.063 

0.470 

752.18 

Over Exploited 

Pratappura 

0818000602330000 

0.14 

0.11 

- 

0.11 

0.05 

0.16 

0.02 

0.22 

- 

0.1000 

0.0053 

0.0099 

0.000 

0.115 

0.115 

0.277 

0.028 

0.249 

0.919 

368.81 

Over Exploited 



0.14 

0.14 

- 

0.14 

0.04 

0.18 

0.02 

0.24 

- 

0.1300 

- 

- 

0.004 

0.134 

0.134 

0.314 

0.031 

0.283 

1.171 

414.26 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Sanchore(M) 

081800064180300C 

32.034 

Fresh 

Narmada Canal 

Command 

Older Alluvium 

0.013 

0.28 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 


Surawa 

081800060233340C 

14.316 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.147 

-0.36 

0.080 

0.84 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

3.26 

0.066 

0.57 

0.76 


Teetop 

081800060233360C 

17.958 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.896 

-0.45 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.013 

0.09 

0.12 


Tetrol Sunakhera 

081800060233240C 

2.119 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.979 

-0.65 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.009 

0.53 

0.70 


Vandeo 

081800060233320C 

2.293 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.293 

-0.41 

0.080 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.71 

0.011 

0.57 

0.76 


Virol Bari 

0818000602332100 

13.678 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.337 

-0.24 

0.080 

0.56 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.17 

0.062 

0.56 

0.73 


Virol Chhoti 

0818000602332000 

16.809 

Fresh 

Non-command 

Non-command 

Older Alluvium 

16.242 

-0.23 

0.080 

0.56 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.15 

0.076 

0.56 

0.72 

14001007 

Adapura 

0818000702341900 

5.397 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.226 

1.36 

0.100 

0.15 

0.02 

0.00 

0.00 

0.00 

0.57 

0.38 

0.59 

0.019 

0.32 

0.47 


Adarwara 

0818000702340700 

4.518 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.415 

0.95 

0.100 

0.14 

0.02 

0.00 

0.00 

0.00 

0.54 

0.36 

0.52 

0.026 

0.52 

0.77 


Ajodar 

0818000702340800 

9.581 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

9.392 

1.01 

0.100 

0.86 

0.13 

0.00 

0.00 

0.00 

1.67 

1.09 

3.35 

0.055 

0.51 

0.78 


Akhrad 

0818000702337300 

6.876 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.074 

1.82 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.02 

0.000 

0.01 

0.01 


Bargaon 

0818000702341800 

18.591 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

15.799 

0.75 

0.100 

1.25 

0.18 

0.00 

0.00 

0.00 

2.26 

1.51 

4.88 

0.092 

0.45 

0.67 


Bhatwas 

0818000702341200 

5.219 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.989 

0.94 

0.100 

0.23 

0.03 

0.00 

0.00 

0.00 

0.67 

0.43 

0.90 

0.029 

0.49 

0.76 


Bhawariya 

0818000702340100 

9.445 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

9.052 

0.45 

0.100 

0.25 

0.01 

0.00 

0.00 

0.00 

0.65 

0.47 

0.94 

0.053 

0.54 

0.75 


Chimangarh 

0818000702339500 

4.365 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.365 

2.29 

0.060 

0.08 

0.00 

0.00 

0.00 

0.00 

0.68 

0.46 

0.29 

0.025 

0.54 

0.78 


Daipur 

0818000702339600 

12.675 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.800 

1.59 

0.060 

0.27 

0.01 

0.00 

0.00 

0.00 

0.62 

0.42 

1.06 

0.022 

0.16 

0.24 







Non-command 

Younger Alluvium 

8.875 

1.59 

0.100 

0.71 

0.03 

0.00 

0.00 

0.00 

2.09 

1.42 

2.77 

0.052 

0.38 

0.55 


Daulatpura 

0818000702338000 

5.303 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.275 

1.59 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.06 

0.002 

0.03 

0.04 







Non-command 

Younger Alluvium 

0.004 

1.59 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dhamseen 

0818000702341600 

19.005 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

8.281 

0.14 

0.100 

0.43 

0.02 

0.00 

0.00 

0.00 

0.52 

0.37 

1.66 

0.048 

0.24 

0.34 


Dhanol 

0818000702340200 

22.025 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

20.289 

0.40 

0.100 

1.21 

0.06 

0.00 

0.00 

0.00 

1.95 

1.38 

4.69 

0.118 

0.51 

0.72 


Dhuliya 

0818000702337500 

13.333 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

12.488 

1.75 

0.100 

0.28 

0.04 

0.00 

0.00 

0.00 

2.43 

1.41 

1.01 

0.073 

0.44 

0.76 


Dodwadiya 

0818000702340600 

3.231 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.206 

1.10 

0.100 

0.11 

0.02 

0.00 

0.00 

0.00 

0.44 

0.29 

0.42 

0.019 

0.52 

0.79 


Doongri 

0818000702340900 

14.370 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

12.888 

1.34 

0.100 

1.01 

0.15 

0.00 

0.00 

0.00 

2.59 

1.63 

3.94 

0.075 

0.45 

0.72 


Gang 

0818000702339400 

8.487 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.262 

1.52 

0.060 

0.19 

0.01 

0.00 

0.00 

0.00 

0.93 

0.65 

0.70 

0.048 

0.53 

0.76 


Harshwara 

0818000702339200 

18.057 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.084 

-0.54 

0.060 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.47 

0.030 

0.15 

0.22 


Heerpura 

0818000702338800 

7.077 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.627 

2.67 

0.060 

0.12 

0.01 

0.00 

0.00 

0.00 

1.17 

0.79 

0.44 

0.039 

0.50 

0.73 


Jakhri 

0818000702340000 

18.991 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

18.583 

0.68 

0.100 

1.40 

0.07 

0.00 

0.00 

0.00 

2.59 

1.82 

5.44 

0.108 

0.54 

0.77 


Jalampura 

0819000502376000 

20.245 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.537 

2.63 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.98 

0.59 

0.22 

0.012 

0.08 

0.14 


Jalera Kalan 

0818000702338400 

8.028 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.201 

1.92 

0.060 

0.34 

0.02 

0.00 

0.00 

0.01 

1.14 

0.76 

1.31 

0.042 

0.47 

0.71 







Non-command 

Younger Alluvium 

0.754 

1.92 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.18 

0.12 

0.15 

0.004 

0.05 

0.07 


Jalera Khurd 

0818000702338500 

13.242 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.557 

1.93 

0.060 

0.15 

0.02 

0.00 

0.00 

0.00 

0.77 

0.51 

0.57 

0.032 

0.22 

0.33 


Jetpura 

0818000702341700 

10.427 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.001 

1.00 

0.100 

0.34 

0.05 

0.00 

0.00 

0.00 

0.79 

0.55 

1.31 

0.029 

0.26 

0.38 


Jorwas 

0818000702340300 

5.341 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.209 

0.77 

0.100 

0.57 

0.08 

0.00 

0.00 

0.00 

0.89 

0.61 

2.22 

0.030 

0.53 

0.77 


Ker 

0818000702337900 

4.166 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.573 

1.38 

0.100 

0.21 

0.03 

0.00 

0.00 

0.00 

0.67 

0.39 

0.83 

0.021 

0.40 

0.69 


Maitriwara 

0818000702339700 

25.899 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.540 

0.77 

0.060 

0.58 

0.03 

0.00 

0.00 

0.00 

1.22 

0.86 

2.19 

0.085 

0.31 

0.44 







Non-command 

Younger Alluvium 

11.268 

0.77 

0.100 

0.49 

0.02 

0.00 

0.00 

0.00 

1.34 

0.94 

1.89 

0.066 

0.24 

0.34 


Malwara 

0818000702337700 

15.618 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

9.046 

1.61 

0.100 

0.27 

0.04 

0.00 

0.00 

0.00 

1.68 

1.01 

1.00 

0.053 

0.28 

0.47 


Mandardi 

0818000702339300 

8.100 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.819 

0.47 

0.060 

0.15 

0.01 

0.00 

0.00 

0.00 

0.36 

0.25 

0.53 

0.046 

0.53 

0.75 


Maroowara 

0818000702339800 

9.735 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

9.735 

0.41 

0.100 

0.60 

0.03 

0.00 

0.00 

0.00 

0.97 

0.70 

2.33 

0.057 

0.57 

0.78 


Medak Kalan 

0818000702341500 

4.707 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.617 

0.73 

0.100 

0.47 

0.07 

0.00 

0.00 

0.00 

0.74 

0.50 

1.85 

0.027 

0.53 

0.78 


Medak Khurd 

0818000702341400 

4.746 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.657 

0.75 

0.100 

0.19 

0.03 

0.00 

0.00 

0.00 

0.51 

0.34 

0.72 

0.027 

0.52 

0.78 


Mokhampura 

0818000702341300 

3.459 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.343 

0.77 

0.100 

0.12 

0.02 

0.00 

0.00 

0.00 

0.36 

0.24 

0.46 

0.020 

0.50 

0.77 


Pal 

0818000702338700 

15.589 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.760 

2.61 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.47 

0.32 

0.12 

0.016 

0.09 

0.14 


Pooran 

0818000402306100 

41.303 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.150 

1.84 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.001 

0.00 

0.00 







Non-command 

Younger Alluvium 

9.679 

1.84 

0.120 

0.35 

0.05 

0.00 

0.00 

0.00 

2.43 

1.36 

1.33 

0.054 

0.11 

0.19 


Rampura 

0818000702341100 

15.427 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

13.534 

1.51 

0.100 

0.48 

0.07 

0.00 

0.00 

0.00 

2.45 

1.57 

1.82 

0.079 

0.45 

0.70 


Raniwara Kalan 

0818000702338300 

17.536 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.548 

1.46 

0.060 

0.17 

0.02 

0.00 

0.00 

0.00 

0.46 

0.30 

0.64 

0.021 

0.10 

0.16 







Non-command 

Younger Alluvium 

12.342 

1.46 

0.100 

0.66 

0.10 

0.00 

0.00 

0.00 

2.36 

1.53 

2.57 

0.072 

0.36 

0.56 


Raniwara Khurd 

0818000702338200 

20.452 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.116 

1.58 

0.060 

0.84 

0.04 

0.00 

0.00 

0.00 

1.86 

1.16 

3.29 

0.065 

0.27 

0.43 







Non-command 

Younger Alluvium 

4.365 

1.58 

0.100 

0.37 

0.02 

0.00 

0.00 

0.00 

1.04 

0.65 

1.45 

0.025 

0.11 

0.17 


Ratanpur 

0818000702339900 

11.822 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

11.822 

0.62 

0.100 

1.21 

0.06 

0.00 

0.00 

0.00 

1.88 

1.33 

4.74 

0.069 

0.56 

0.79 


Roda 

0818000702341000 

14.324 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

12.002 

1.76 

0.100 

0.23 

0.03 

0.00 

0.00 

0.00 

2.32 

1.42 

0.81 

0.070 

0.41 

0.67 


Sewadiya 

0818000702340500 

7.841 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

7.641 

1.47 

0.100 

0.38 

0.02 

0.00 

0.00 

0.00 

1.48 

0.98 

1.48 

0.045 

0.51 

0.77 


Singawas 

0818000702340400 

12.739 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

12.402 

1.06 

0.100 

0.49 

0.02 

0.00 

0.00 

0.00 

1.78 

1.22 

1.85 

0.072 

0.53 

0.77 


Surajwara 

0818000702337800 

3.175 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.037 

1.78 

0.100 

0.24 

0.03 

0.00 

0.00 

0.00 

0.75 

0.45 

0.92 

0.018 

0.47 

0.77 


Tejawas 

0818000702338100 

9.144 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.648 

1.61 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.02 

0.004 

0.03 

0.06 


Vada 

0818000702337400 

7.575 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.501 

1.36 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.05 

0.003 

0.03 

0.05 


Vagatapura 

0818000702342000 

2.679 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.735 

1.52 

0.100 

0.13 

0.02 

0.00 

0.00 

0.00 

0.22 

0.15 

0.53 

0.004 

0.15 

0.22 


Wadwaj 

0819000502376100 

31.697 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.522 

3.60 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.12 

0.03 

0.002 

0.01 

0.01 

14001008 

Bamanwara 

0818000702342300 

20.992 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.657 

0.50 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.13 

0.10 

0.20 

0.010 

0.04 

0.06 


Bant 

0819000502384300 

13.868 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

13.868 

0.25 

0.100 

0.98 

0.05 

0.00 

0.00 

0.00 

1.28 

0.96 

3.84 

0.048 

0.59 

0.78 


Hadmatiya 

0819000502380500 

6.517 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.061 

0.72 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Jetawara 

0819000502384200 

10.408 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

10.408 

0.55 

0.100 

0.89 

0.04 

0.00 

0.00 

0.00 

1.42 

1.09 

3.51 

0.036 

0.59 

0.77 


Kotra 

0819000502384500 

6.505 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.505 

0.45 

0.100 

0.12 

0.01 

0.00 

0.00 

0.00 

0.40 

0.31 

0.45 

0.023 

0.60 

0.77 


Mohabbatpura 

0819000502384400 

6.087 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.087 

0.26 

0.100 

0.96 

0.05 

0.00 

0.00 

0.00 

1.07 

0.82 

3.82 

0.021 

0.59 

0.78 


Morwara 

0819000502380700 

6.633 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.435 

0.83 

0.100 

0.37 

0.02 

0.00 

0.00 

0.00 

0.88 

0.68 

1.45 

0.022 

0.56 

0.74 


Nimtalai 

0819000502380100 

8.787 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.938 

0.65 

0.100 

0.16 

0.02 

0.00 

0.00 

0.00 

0.52 

0.38 

0.62 

0.021 

0.38 

0.52 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Sanchore(M) 

0818000641803000 

0.14 

0.00 

51,225.80 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.001 

664.78 

Over Exploited 

Surawa 

0818000602333400 

0.14 

1.12 

- 

1.12 

0.04 

1.17 

0.05 

0.62 

- 

0.1200 

- 

- 

0.002 

0.122 

0.122 

1.288 

0.129 

1.159 

3.330 

287.34 

Over Exploited 

Teetop 

0818000602333600 

0.14 

0.04 

- 

0.04 

0.00 

0.04 

0.01 

0.10 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.048 

0.005 

0.043 

0.258 

600.89 

Over Exploited 

Tetrol Sunakhera 

0818000602332400 

0.14 

0.15 

- 

0.15 

- 

0.15 

0.05 

0.58 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.157 

0.016 

0.141 

0.225 

159.64 

Over Exploited 

Vandeo 

0818000602333200 

0.14 

0.18 

- 

0.18 

0.01 

0.19 

0.05 

0.62 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.223 

0.022 

0.201 

0.721 

358.88 

Over Exploited 

Virol Bari 

0818000602332100 

0.14 

1.05 

- 

1.05 

0.03 

1.09 

0.05 

0.61 

- 

0.0800 

- 

- 

0.004 

0.084 

0.084 

1.170 

0.117 

1.053 

2.236 

212.29 

Over Exploited 

Virol Chhoti 

0818000602332000 

0.14 

1.27 

- 

1.27 

0.03 

1.30 

0.05 

0.60 

- 

0.0800 

- 

- 

0.003 

0.083 

0.083 

1.382 

0.138 

1.244 

2.229 

179.17 

Over Exploited 

Adapura 

0818000702341900 

0.15 

0.15 

148.93 

0.18 

0.02 

0.20 

0.03 

0.35 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.273 

0.014 

0.259 

0.607 

233.95 

Over Exploited 

Adarwara 

0818000702340700 

0.15 

0.34 

5.36 

0.36 

0.02 

0.38 

0.05 

0.57 

- 

0.0600 

- 

- 

0.000 

0.060 

0.060 

0.442 

0.022 

0.420 

0.550 

130.84 

Over Exploited 

Ajodar 

0818000702340800 

0.15 

0.71 

52.39 

0.86 

0.13 

0.99 

0.05 

0.56 

- 

0.3800 

- 

- 

0.004 

0.384 

0.384 

1.373 

0.069 

1.304 

3.405 

261.03 

Over Exploited 

Akhrad 

0818000702337300 

0.12 

0.00 

10,432.70 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.015 

26,558.40 

Over Exploited 

Bargaon 

0818000702341800 

0.15 

1.07 

41.55 

1.28 

0.18 

1.46 

0.05 

0.50 

- 

0.5500 

- 

- 

0.005 

0.555 

0.555 

2.017 

0.101 

1.916 

4.972 

259.47 

Over Exploited 

Bhatwas 

0818000702341200 

0.15 

0.37 

17.38 

0.43 

0.03 

0.46 

0.05 

0.54 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.559 

0.028 

0.531 

0.926 

174.33 

Over Exploited 

Bhawariya 

0818000702340100 

0.15 

0.74 

(36.71) 

0.59 

0.01 

0.60 

0.05 

0.59 

- 

0.0400 

- 

- 

0.005 

0.045 

0.045 

0.649 

0.032 

0.617 

0.992 

160.88 

Over Exploited 

Chimangarh 

0818000702339500 

0.12 

0.28 

65.28 

0.34 

0.00 

0.34 

0.05 

0.59 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.355 

0.018 

0.337 

0.316 

93.85 

Critical 

Daipur 

0818000702339600 

0.12 

0.07 

477.35 

0.09 

0.01 

0.10 

0.02 

0.18 

- 

0.0400 

- 

- 

0.002 

0.042 

0.042 

0.141 

0.007 

0.134 

1.080 

807.92 

Over Exploited 



0.15 

0.50 

184.52 

0.60 

0.03 

0.63 

0.04 

0.41 

- 

0.1000 

- 

- 

0.004 

0.104 

0.104 

0.737 

0.037 

0.701 

2.820 

402.50 

Over Exploited 

Daulatpura 

0818000702338000 

0.12 

0.00 

3,254.63 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.062 

5,896.49 

Over Exploited 



0.15 

0.00 

150,252.59 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dhamseen 

0818000702341600 

0.15 

0.30 

22.70 

0.36 

0.02 

0.38 

0.02 

0.26 

- 

0.0600 

- 

- 

0.000 

0.060 

0.060 

0.439 

0.022 

0.417 

1.712 

410.56 

Over Exploited 

Dhanol 

0818000702340200 

0.15 

1.56 

(11.48) 

1.38 

0.06 

1.45 

0.05 

0.56 

- 

0.1800 

- 

- 

0.007 

0.187 

0.187 

1.633 

0.082 

1.551 

4.805 

309.79 

Over Exploited 

Dhuliya 

0818000702337500 

0.15 

0.82 

70.74 

0.99 

0.04 

1.03 

0.05 

0.49 

0.10 

0.1100 

- 

- 

- 

0.110 

0.208 

1.238 

0.062 

1.176 

1.080 

91.79 

Critical 

Dodwadiya 

0818000702340600 

0.15 

0.25 

17.22 

0.29 

0.02 

0.31 

0.05 

0.57 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.366 

0.018 

0.347 

0.434 

124.90 

Over Exploited 

Doongri 

0818000702340900 

0.15 

0.87 

86.90 

1.05 

0.15 

1.20 

0.05 

0.50 

- 

0.4400 

- 

- 

0.001 

0.441 

0.441 

1.637 

0.082 

1.555 

4.013 

258.07 

Over Exploited 

Gang 

0818000702339400 

0.12 

0.53 

23.49 

0.63 

0.01 

0.64 

0.05 

0.58 

- 

0.0300 

- 

- 

0.004 

0.034 

0.034 

0.677 

0.034 

0.643 

0.750 

116.68 

Over Exploited 

Harshwara 

0818000702339200 

0.12 

0.09 

- 

0.09 

0.01 

0.11 

0.01 

0.17 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.130 

0.013 

0.117 

0.500 

427.36 

Over Exploited 

Heerpura 

0818000702338800 

0.12 

0.39 

100.98 

0.47 

0.01 

0.49 

0.05 

0.55 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.511 

0.026 

0.486 

0.479 

98.56 

Critical 

Jakhri 

0818000702340000 

0.15 

1.51 

20.57 

1.81 

0.07 

1.89 

0.05 

0.59 

- 

0.2000 

- 

- 

0.007 

0.207 

0.207 

2.094 

0.105 

1.989 

5.549 

278.98 

Over Exploited 

Jalampura 

0819000502376000 

0.24 

0.07 

720.80 

0.09 

0.01 

0.10 

0.01 

0.09 

0.01 

0.0200 

- 

- 

- 

0.020 

0.028 

0.124 

0.006 

0.118 

0.232 

197.40 

Over Exploited 

Jalera Kalan 

0818000702338400 

0.12 

0.40 

87.02 

0.48 

0.03 

0.51 

0.05 

0.52 

- 

0.0500 

- 

- 

0.011 

0.061 

0.061 

0.573 

0.029 

0.544 

1.356 

249.30 

Over Exploited 



0.15 

0.01 

2,107.54 

0.01 

- 

0.01 

0.01 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.153 

970.25 

Over Exploited 

Jalera Khurd 

0818000702338500 

0.12 

0.14 

252.20 

0.17 

0.02 

0.20 

0.02 

0.24 

- 

0.0600 

- 

- 

0.002 

0.062 

0.062 

0.257 

0.013 

0.245 

0.602 

246.36 

Over Exploited 

Jetpura 

0818000702341700 

0.15 

0.20 

178.74 

0.23 

0.05 

0.28 

0.03 

0.29 

- 

0.1500 

- 

- 

- 

0.150 

0.150 

0.435 

0.022 

0.413 

1.339 

324.08 

Over Exploited 

Jorwas 

0818000702340300 

0.15 

0.41 

47.76 

0.49 

0.08 

0.57 

0.05 

0.58 

- 

0.2500 

- 

- 

- 

0.250 

0.250 

0.823 

0.041 

0.782 

2.251 

287.98 

Over Exploited 

Ker 

0818000702337900 

0.15 

0.22 

80.98 

0.26 

0.03 

0.29 

0.05 

0.45 

0.03 

0.0900 

- 

- 

- 

0.090 

0.116 

0.404 

0.020 

0.384 

0.846 

220.16 

Over Exploited 

Maitriwara 

0818000702339700 

0.12 

0.54 

58.94 

0.65 

0.03 

0.68 

0.03 

0.34 

- 

0.0800 

- 

- 

0.003 

0.083 

0.083 

0.763 

0.038 

0.725 

2.277 

314.07 

Over Exploited 



0.15 

0.41 

132.11 

0.49 

0.02 

0.51 

0.02 

0.26 

- 

0.0700 

- 

- 

0.001 

0.071 

0.071 

0.578 

0.029 

0.549 

1.958 

356.51 

Over Exploited 

Malwara 

0818000702337700 

0.15 

0.38 

165.75 

0.46 

0.04 

0.50 

0.03 

0.31 

0.04 

0.1100 

- 

- 

0.003 

0.113 

0.157 

0.655 

0.033 

0.623 

1.054 

169.25 

Over Exploited 

Mandardi 

0818000702339300 

0.12 

0.50 

(49.35) 

0.40 

0.01 

0.41 

0.05 

0.58 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.435 

0.022 

0.413 

0.580 

140.36 

Over Exploited 

Maroowara 

0818000702339800 

0.15 

0.83 

(15.70) 

0.70 

0.03 

0.73 

0.05 

0.62 

- 

0.0900 

- 

- 

0.003 

0.093 

0.093 

0.822 

0.041 

0.781 

2.390 

306.09 

Over Exploited 

Medak Kalan 

0818000702341500 

0.15 

0.36 

36.84 

0.44 

0.07 

0.51 

0.05 

0.58 

- 

0.2100 

- 

- 

0.003 

0.213 

0.213 

0.722 

0.036 

0.686 

1.874 

273.23 

Over Exploited 

Medak Khurd 

0818000702341400 

0.15 

0.36 

(6.21) 

0.34 

0.03 

0.37 

0.05 

0.57 

- 

0.0800 

- 

- 

0.000 

0.080 

0.080 

0.449 

0.022 

0.427 

0.749 

175.58 

Over Exploited 

Mokhampura 

0818000702341300 

0.15 

0.25 

(6.77) 

0.24 

0.02 

0.26 

0.05 

0.56 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.306 

0.015 

0.290 

0.475 

163.45 

Over Exploited 

Pal 

0818000702338700 

0.12 

0.03 

933.40 

0.04 

0.00 

0.04 

0.01 

0.10 

- 

- 

- 

- 

0.001 

0.002 

0.002 

0.040 

0.002 

0.038 

0.136 

362.38 

Over Exploited 

Pooran 

0818000402306100 

0.11 

0.00 

14,276.72 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.009 

25,883.16 

Over Exploited 



0.16 

0.17 

722.18 

0.20 

0.05 

0.25 

0.01 

0.12 

0.02 

0.1500 

- 

- 

- 

0.150 

0.171 

0.419 

0.021 

0.398 

1.384 

347.69 

Over Exploited 

Rampura 

0818000702341100 

0.15 

0.91 

72.76 

1.09 

0.07 

1.16 

0.05 

0.49 

- 

0.2000 

- 

- 

0.001 

0.201 

0.201 

1.360 

0.068 

1.292 

1.899 

147.03 

Over Exploited 

Raniwara Kalan 

0818000702338300 

0.12 

0.04 

572.83 

0.05 

0.02 

0.07 

0.01 

0.11 

- 

0.0700 

- 

- 

0.002 

0.072 

0.072 

0.147 

0.007 

0.140 

0.663 

474.46 

Over Exploited 



0.15 

0.67 

128.49 

0.80 

0.10 

0.91 

0.04 

0.40 

- 

0.2900 

- 

- 

0.004 

0.295 

0.295 

1.200 

0.060 

1.140 

2.637 

231.30 

Over Exploited 

Raniwara Khurd 

0818000702338200 

0.12 

0.36 

220.85 

0.43 

0.04 

0.47 

0.03 

0.30 

- 

0.1200 

- 

- 

0.001 

0.121 

0.121 

0.596 

0.030 

0.566 

3.353 

591.87 

Over Exploited 



0.15 

0.07 

833.42 

0.08 

0.02 

0.10 

0.01 

0.12 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.156 

0.008 

0.148 

1.471 

996.04 

Over Exploited 

Ratanpur 

0818000702339900 

0.15 

0.99 

34.95 

1.18 

0.06 

1.24 

0.05 

0.61 

- 

0.1800 

- 

- 

- 

0.180 

0.180 

1.423 

0.071 

1.352 

4.806 

355.40 

Over Exploited 

Roda 

0818000702341000 

0.15 

0.74 

91.52 

0.89 

0.03 

0.92 

0.05 

0.46 

0.08 

0.0900 

- 

- 

0.000 

0.091 

0.174 

1.093 

0.055 

1.039 

0.879 

84.65 

Semi Critical 

Sewadiya 

0818000702340500 

0.15 

0.59 

67.51 

0.70 

0.02 

0.73 

0.05 

0.56 

- 

0.0600 

- 

- 

0.003 

0.063 

0.063 

0.789 

0.039 

0.750 

1.524 

203.15 

Over Exploited 

Singawas 

0818000702340400 

0.15 

0.98 

24.58 

1.17 

0.02 

1.20 

0.05 

0.58 

- 

0.0700 

- 

- 

0.004 

0.074 

0.074 

1.270 

0.063 

1.206 

1.923 

159.46 

Over Exploited 

Surajwara 

0818000702337800 

0.15 

0.21 

114.23 

0.25 

0.03 

0.28 

0.05 

0.52 

0.02 

0.1000 

- 

- 

- 

0.100 

0.124 

0.409 

0.020 

0.388 

0.942 

242.63 

Over Exploited 

Tejawas 

0818000702338100 

0.12 

0.00 

1,267.27 

0.00 

0.00 

0.01 

0.00 

0.04 

0.00 

- 

- 

- 

0.003 

0.003 

0.003 

0.009 

0.000 

0.008 

0.019 

232.30 

Over Exploited 

Vada 

0818000702337400 

0.15 

0.00 

1,848.86 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.053 

1,801.44 

Over Exploited 

Vagatapura 

0818000702342000 

0.15 

0.02 

832.27 

0.02 

0.02 

0.04 

0.01 

0.16 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.100 

0.005 

0.095 

0.537 

568.34 

Over Exploited 

Wadwaj 

0819000502376100 

0.24 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.031 

2,984.55 

Over Exploited 

Bamanwara 

0818000702342300 

0.15 

0.01 

771.21 

0.01 

0.00 

0.01 

0.00 

0.05 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.024 

0.001 

0.023 

0.208 

905.44 

Over Exploited 

Bant 

0819000502384300 

0.24 

1.95 

(50.46) 

1.56 

0.05 

1.61 

0.05 

0.64 

- 

0.1400 

- 

- 

0.001 

0.142 

0.142 

1.751 

0.088 

1.663 

3.886 

233.69 

Over Exploited 

Hadmatiya 

0819000502380500 

0.24 

0.00 

3,979.45 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.014 

16,952.21 

Over Exploited 

Jetawara 

0819000502384200 

0.24 

1.47 

(25.87) 

1.17 

0.04 

1.22 

0.05 

0.64 

- 

0.1300 

- 

- 

0.003 

0.133 

0.133 

1.349 

0.067 

1.282 

3.550 

277.01 

Over Exploited 

Kotra 

0819000502384500 

0.24 

0.94 

(66.83) 

0.75 

0.01 

0.76 

0.05 

0.65 

- 

0.0200 

- 

- 

0.000 

0.021 

0.021 

0.780 

0.039 

0.741 

0.469 

63.28 

Safe 

Mohabbatpura 

0819000502384400 

0.24 

0.87 

(5.90) 

0.82 

0.05 

0.87 

0.05 

0.64 

- 

0.1400 

- 

- 

- 

0.140 

0.140 

1.007 

0.050 

0.957 

3.837 

400.99 

Over Exploited 

Morwara 

0819000502380700 

0.24 

0.87 

(22.32) 

0.70 

0.02 

0.72 

0.05 

0.61 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.765 

0.038 

0.727 

1.476 

203.07 

Over Exploited 

Nimtalai 

0819000502380100 

0.24 

0.54 

(29.28) 

0.43 

0.02 

0.45 

0.03 

0.41 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.519 

0.026 

0.493 

0.640 

129.70 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Peethapura M 

081900050238080C 

11.241 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.528 

1.26 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.86 

0.66 

0.16 

0.023 

0.33 

0.44 


Raipur 

0819000502380200 

15.672 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.106 

1.03 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.10 

0.10 

0.004 

0.04 

0.06 


Rohua 

0819000502380000 

45.189 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.326 

2.62 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.64 

0.49 

0.10 

0.008 

0.03 

0.04 


Sorda 

0819000502384700 

15.329 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.487 

0.89 

0.100 

0.51 

0.03 

0.00 

0.00 

0.00 

0.96 

0.76 

2.01 

0.019 

0.21 

0.27 


Wadwaj 

0819000502376100 

31.697 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.017 

3.60 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 


Wasada 

0819000502384600 

6.927 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.927 

0.73 

0.100 

0.44 

0.02 

0.00 

0.00 

0.00 

0.92 

0.72 

1.71 

0.024 

0.60 

0.77 

14001009 

Adapura 

0818000702341900 

5.397 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.787 

1.36 

0.100 

0.08 

0.01 

0.00 

0.00 

0.00 

0.31 

0.21 

0.31 

0.010 

0.17 

0.26 


Amrapura 

0819000502380400 

5.714 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.714 

0.76 

0.100 

0.27 

0.07 

0.00 

0.00 

0.00 

0.63 

0.43 

1.05 

0.020 

0.53 

0.78 


Bamanwara 

0818000702342300 

20.992 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

17.927 

0.50 

0.100 

0.60 

0.03 

0.00 

0.00 

0.00 

1.47 

1.05 

2.26 

0.105 

0.48 

0.66 


Dhamseen 

0818000702341600 

19.005 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

8.063 

0.14 

0.100 

0.42 

0.02 

0.00 

0.00 

0.00 

0.51 

0.36 

1.62 

0.047 

0.23 

0.33 


Hadmatiya 

0819000502380500 

6.517 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.456 

0.72 

0.100 

0.25 

0.04 

0.00 

0.00 

0.00 

0.67 

0.47 

0.98 

0.023 

0.54 

0.77 


Himmatpura 

0819000502376300 

13.483 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.718 

3.80 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.08 

0.04 

0.006 

0.06 

0.10 







Non-command 

Younger Alluvium 

0.406 

3.80 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.01 

0.001 

0.01 

0.02 


Jalampura 

0819000502376000 

20.245 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

16.633 

2.63 

0.100 

0.28 

0.04 

0.00 

0.00 

0.00 

4.61 

2.76 

1.06 

0.058 

0.40 

0.66 


Jeerawal 

0819000502379900 

41.319 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.001 

3.61 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jetpura 

0818000702341700 

10.427 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.099 

1.00 

0.100 

0.35 

0.05 

0.00 

0.00 

0.01 

0.80 

0.56 

1.34 

0.030 

0.27 

0.38 


Kesuwa 

0819000502376200 

5.164 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.194 

3.92 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.10 

0.004 

0.11 

0.18 







Non-command 

Younger Alluvium 

1.192 

3.92 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.50 

0.30 

0.15 

0.004 

0.11 

0.18 


Kolapura 

0819000502380300 

6.047 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.027 

0.90 

0.100 

0.15 

0.04 

0.00 

0.00 

0.00 

0.65 

0.42 

0.58 

0.021 

0.51 

0.79 


Nimbaj 

0819000502376400 

14.573 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.834 

3.80 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.22 

0.13 

0.34 

0.006 

0.06 

0.10 


Nimtalai 

0819000502380100 

8.787 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.849 

0.65 

0.100 

0.08 

0.01 

0.00 

0.00 

0.00 

0.25 

0.18 

0.29 

0.010 

0.18 

0.25 


Raipur 

0819000502380200 

15.672 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

14.566 

1.03 

0.100 

0.40 

0.06 

0.00 

0.00 

0.00 

1.84 

1.26 

1.55 

0.051 

0.49 

0.72 


Rampura 

0818000702341100 

15.427 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.839 

1.51 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.10 

0.11 

0.005 

0.03 

0.04 


Roda 

0818000702341000 

14.324 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.594 

1.76 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.03 

0.003 

0.02 

0.03 


Rohua 

0819000502380000 

45.189 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.215 

2.62 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.01 

0.001 

0.00 

0.00 


Vagatapura 

0818000702342000 

2.679 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.751 

1.52 

0.100 

0.33 

0.05 

0.00 

0.00 

0.03 

0.52 

0.36 

1.31 

0.010 

0.35 

0.51 


Wadwaj 

0819000502376100 

31.697 

Fresh 

Non-command 

Non-command 

Jalore Granite 

3.064 

3.60 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.25 

0.15 

0.14 

0.011 

0.05 

0.08 







Non-command 

Younger Alluvium 

15.731 

3.60 

0.100 

0.30 

0.04 

0.00 

0.00 

0.00 

5.92 

3.58 

1.13 

0.055 

0.24 

0.40 

River Basin: Outside 

Sub Basin: Fragmented 

16007001 

1 FA 

0801000100013700 

2.065 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.240 

-0.03 

0.200 

0.02 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.08 

0.000 

0.02 

0.03 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.825 

-0.03 

0.200 

0.04 

0.01 

0.03 

0.04 

0.00 

0.00 

0.00 

0.14 

0.001 

0.16 

0.25 


1 FB 

0801000100017200 

3.154 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.042 

0.57 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Gang Canal 

Command 

Younger Alluvium 

3.112 

0.57 

0.200 

0.00 

0.00 

0.06 

0.08 

0.00 

0.22 

0.14 

0.01 

0.003 

0.18 

0.28 


1 F-C 

0801000100020000 

8.738 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.707 

0.37 

0.200 

0.02 

0.00 

0.05 

0.07 

0.00 

0.10 

0.07 

0.08 

0.002 

0.06 

0.09 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.705 

0.37 

0.200 

0.01 

0.00 

0.05 

0.07 

0.00 

0.09 

0.06 

0.02 

0.002 

0.06 

0.09 


1 N 

0801000100011100 

3.054 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.288 

0.50 

0.200 

0.02 

0.00 

0.01 

0.01 

0.00 

0.04 

0.02 

0.08 

0.000 

0.02 

0.03 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.766 

0.50 

0.200 

0.03 

0.01 

0.05 

0.07 

0.00 

0.17 

0.11 

0.14 

0.002 

0.17 

0.28 


10 

0801000100014500 

1.611 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.227 

0.22 

0.200 

0.01 

0.00 

0.00 

0.01 

0.00 

0.01 

0.01 

0.04 

0.000 

0.03 

0.04 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.379 

0.22 

0.200 

0.01 

0.00 

0.03 

0.03 

0.00 

0.01 

0.01 

0.05 

0.001 

0.16 

0.27 


1 R 

0801000100001200 

5.261 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.492 

0.02 

0.200 

0.05 

0.01 

0.03 

0.04 

0.00 

-0.02 

-0.01 

0.20 

0.001 

0.06 

0.10 


IS 

0801000100001000 

6.242 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

6.242 

-0.08 

0.200 

0.25 

0.06 

0.12 

0.15 

0.00 

0.00 

0.00 

0.98 

0.005 

0.20 

0.33 


1VI 

0801000100004600 

1.264 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.264 

0.04 

0.200 

0.01 

0.00 

0.02 

0.03 

0.00 

-0.03 

-0.02 

0.03 

0.001 

0.19 

0.31 


1 VII 

0801000100004700 

2.747 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.656 

0.04 

0.200 

0.00 

0.00 

0.03 

0.04 

0.00 

-0.06 

-0.04 

0.00 

0.001 

0.11 

0.19 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.091 

0.04 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

-0.04 

-0.02 

0.00 

0.001 

0.08 

0.12 


1 W 

0801000100006600 

2.072 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.072 

0.18 

0.200 

0.01 

0.00 

0.04 

0.05 

0.00 

-0.01 

0.00 

0.05 

0.002 

0.19 

0.31 


IX 

0801000100002700 

5.468 

Saline 

Gang Canal 

Command 

Younger Alluvium 

5.468 

0.24 

0.200 

0.00 

0.00 

0.12 

0.13 

0.00 

0.00 

0.00 

0.00 

0.004 

0.18 

0.29 


10 FA 

0801000100013200 

4.526 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.526 

0.16 

0.200 

0.02 

0.00 

0.10 

0.11 

0.00 

-0.05 

-0.03 

0.06 

0.004 

0.18 

0.28 


10 H 

0801000100001100 

5.281 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

4.056 

-0.09 

0.200 

0.26 

0.07 

0.08 

0.10 

0.00 

0.00 

0.00 

1.05 

0.003 

0.16 

0.26 


10 O 

0801000100014300 

3.719 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.817 

0.19 

0.200 

0.03 

0.01 

0.03 

0.04 

0.00 

0.01 

0.01 

0.12 

0.001 

0.09 

0.15 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.951 

0.19 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.02 

0.001 

0.05 

0.08 


10 S 

0801000100002300 

4.517 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.005 

0.12 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Gang Canal 

Command 

Younger Alluvium 

4.512 

0.12 

0.200 

0.00 

0.00 

0.10 

0.11 

0.00 

-0.10 

-0.06 

0.00 

0.004 

0.19 

0.30 


10W 

0801000100011200 

4.481 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.481 

0.34 

0.200 

0.02 

0.01 

0.08 

0.11 

0.00 

0.12 

0.07 

0.08 

0.004 

0.19 

0.30 


11 FA 

0801000100013100 

5.907 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.459 

0.15 

0.200 

0.02 

0.00 

0.03 

0.04 

0.00 

0.00 

0.00 

0.08 

0.001 

0.05 

0.07 





Saline 

Gang Canal 

Command 

Younger Alluvium 

4.447 

0.15 

0.200 

0.01 

0.00 

0.08 

0.11 

0.00 

-0.05 

-0.03 

0.05 

0.004 

0.14 

0.21 


11 H 

0801000100001700 

3.541 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.121 

-0.15 

0.200 

0.20 

0.05 

0.04 

0.05 

0.00 

0.00 

0.00 

0.78 

0.002 

0.12 

0.20 


110-A 

0801000100012000 

2.439 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.439 

0.04 

0.200 

0.01 

0.00 

0.05 

0.06 

0.00 

-0.08 

-0.05 

0.02 

0.002 

0.18 

0.28 


110-B 

0801000100011800 

5.511 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.081 

0.18 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Gang Canal 

Command 

Younger Alluvium 

5.430 

0.18 

0.200 

0.01 

0.00 

0.10 

0.13 

0.00 

-0.03 

-0.02 

0.02 

0.004 

0.18 

0.28 


11 S 

0801000100002400 

3.293 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.293 

0.22 

0.200 

0.00 

0.00 

0.07 

0.08 

0.00 

0.00 

0.00 

0.01 

0.003 

0.19 

0.29 


12 FA 

0801000100016900 

5.669 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.454 

0.15 

0.200 

0.02 

0.00 

0.03 

0.04 

0.00 

0.00 

0.00 

0.08 

0.001 

0.05 

0.07 





Saline 

Gang Canal 

Command 

Younger Alluvium 

4.214 

0.15 

0.200 

0.01 

0.00 

0.08 

0.10 

0.00 

-0.05 

-0.03 

0.05 

0.003 

0.14 

0.21 


12 0 

0801000100012100 

3.837 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.837 

-0.01 

0.200 

0.01 

0.00 

0.07 

0.09 

0.00 

0.00 

0.00 

0.02 

0.003 

0.18 

0.28 


12 S 

0801000100002600 

3.421 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.114 

0.26 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 





Saline 

Gang Canal 

Command 

Younger Alluvium 

3.306 

0.26 

0.200 

0.00 

0.00 

0.07 

0.08 

0.00 

0.02 

0.01 

0.00 

0.003 

0.18 

0.28 


13 H 

0801000100005200 

4.591 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

4.440 

-0.03 

0.200 

0.16 

0.04 

0.08 

0.11 

0.00 

0.00 

0.00 

0.62 

0.004 

0.19 

0.32 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.039 

-0.03 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrigation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

(23J 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Peethapura M 

081900050238080C 

0.24 

0.52 

26.12 

0.63 

0.01 

0.64 

0.03 

0.36 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.658 

0.033 

0.625 

0.185 

29.55 

Safe 

Raipur 

0819000502380200 

0.24 

0.01 

885.48 

0.01 

- 

0.01 

0.00 

0.04 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.032 

0.002 

0.030 

0.105 

345.26 

Over Exploited 

Rohua 

0819000502380000 

0.24 

0.02 

2,886.07 

0.02 

- 

0.02 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.029 

0.001 

0.028 

0.112 

400.07 

Over Exploited 

Sorda 

0819000502384700 

0.24 

0.28 

170.68 

0.34 

0.03 

0.37 

0.02 

0.23 

- 

0.0800 

- 

- 

0.007 

0.087 

0.087 

0.458 

0.023 

0.435 

2.031 

467.11 

Over Exploited 

Wadwaj 

0819000502376100 

0.24 

0.00 

352,183.28 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Wasada 

0819000502384600 

0.24 

0.99 

(27.64) 

0.80 

0.02 

0.82 

0.05 

0.65 

- 

0.0600 

- 

- 

0.002 

0.062 

0.062 

0.879 

0.044 

0.835 

1.738 

208.09 

Over Exploited 

Adapura 

0818000702341900 

0.15 

0.05 

346.50 

0.06 

0.01 

0.07 

0.02 

0.19 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.096 

0.005 

0.091 

0.321 

351.92 

Over Exploited 

Amrapura 

0819000502380400 

0.24 

0.73 

(41.29) 

0.58 

0.07 

0.65 

0.05 

0.58 

- 

0.2000 

- 

- 

- 

0.200 

0.200 

0.851 

0.043 

0.809 

1.071 

132.45 

Over Exploited 

Bamanwara 

0818000702342300 

0.15 

1.28 

(17.78) 

1.05 

0.03 

1.09 

0.04 

0.52 

- 

0.0800 

- 

- 

0.006 

0.086 

0.086 

1.173 

0.059 

1.114 

2.363 

212.06 

Over Exploited 

Dhamseen 

0818000702341600 

0.15 

0.28 

26.02 

0.34 

0.02 

0.36 

0.02 

0.26 

- 

0.0600 

- 

- 

0.001 

0.061 

0.061 

0.422 

0.021 

0.401 

1.662 

414.32 

Over Exploited 

Hadmatiya 

0819000502380500 

0.24 

0.83 

(43.88) 

0.66 

0.04 

0.70 

0.05 

0.59 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

0.815 

0.041 

0.774 

1.006 

129.92 

Over Exploited 

Himmatpura 

0819000502376300 

0.08 

0.01 

73,982.14 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.010 

0.047 

479.42 

Over Exploited 



0.24 

0.00 

112,732.35 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.015 

1,032.34 

Over Exploited 

Jalampura 

0819000502376000 

0.24 

1.58 

74.72 

1.89 

0.04 

1.93 

0.05 

0.44 

0.18 

0.1200 

- 

- 

- 

0.120 

0.302 

2.236 

0.112 

2.125 

1.113 

52.39 

Safe 

Jeerawal 

0819000502379900 

0.08 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jetpura 

0818000702341700 

0.15 

0.20 

173.09 

0.24 

0.06 

0.30 

0.03 

0.29 

- 

0.1500 

- 

- 

0.008 

0.158 

0.158 

0.457 

0.023 

0.434 

1.373 

316.09 

Over Exploited 

Kesuwa 

0819000502376200 

0.08 

0.01 

387,052.85 

0.01 

- 

0.01 

0.01 

0.13 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.024 

0.001 

0.022 

0.105 

468.54 

Over Exploited 



0.24 

0.03 

843.30 

0.04 

0.01 

0.05 

0.01 

0.13 

0.00 

0.0200 

- 

- 

- 

0.020 

0.024 

0.072 

0.004 

0.069 

0.155 

226.26 

Over Exploited 

Kolapura 

0819000502380300 

0.24 

0.73 

(42.87) 

0.59 

0.04 

0.63 

0.05 

0.56 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

0.736 

0.037 

0.699 

0.604 

86.40 

Semi Critical 

Nimbaj 

0819000502376400 

0.08 

0.01 

364,255.18 

0.01 

0.01 

0.02 

0.01 

0.07 

0.00 

0.0400 

- 

- 

- 

0.040 

0.041 

0.061 

0.003 

0.058 

0.349 

598.17 

Over Exploited 

Nimtalai 

0819000502380100 

0.24 

0.12 

48.18 

0.15 

0.01 

0.16 

0.02 

0.20 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.192 

0.010 

0.182 

0.298 

163.36 

Over Exploited 

Raipur 

0819000502380200 

0.24 

1.73 

(27.33) 

1.38 

0.06 

1.44 

0.05 

0.54 

- 

0.2900 

- 

- 

0.001 

0.291 

0.291 

1.734 

0.087 

1.647 

1.603 

97.30 

Critical 

Rampura 

0818000702341100 

0.15 

0.00 

2,770.72 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.111 

822.99 

Over Exploited 

Roda 

0818000702341000 

0.15 

0.00 

3,771.66 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.036 

1,611.32 

Over Exploited 

Rohua 

0819000502380000 

0.24 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.015 

12,167.14 

Over Exploited 

Vagatapura 

0818000702342000 

0.15 

0.09 

285.00 

0.11 

0.08 

0.19 

0.03 

0.39 

- 

0.1500 

- 

- 

0.040 

0.190 

0.190 

0.377 

0.019 

0.358 

1.320 

368.50 

Over Exploited 

Wadwaj 

0819000502376100 

0.08 

0.01 

########## 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.021 

0.001 

0.020 

0.148 

742.35 

Over Exploited 



0.24 

0.87 

########## 

1.05 

0.04 

1.09 

0.03 

0.27 

0.10 

0.1300 

- 

- 

- 

0.130 

0.230 

1.320 

0.066 

1.254 

1.185 

94.48 

Critical 


River Basin: Outside 


Sub Basin: Fragmented 

1 FA 

0801000100013700 

0.25 

0.00 

- 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

0.0100 

0.0060 

0.0085 

- 

0.025 

0.025 

0.037 

0.004 

0.033 

0.078 

237.75 

Over Exploited 



0.25 

0.07 

- 

0.07 

0.09 

0.16 

0.04 

0.20 

0.02 

0.0300 

0.0461 

0.0651 

- 

0.141 

0.159 

0.321 

0.032 

0.289 

0.145 

50.34 

Safe 

1 FB 

0801000100017200 

0.25 

0.00 

7,312.20 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0011 

0.0015 

- 

0.003 

0.003 

0.004 

0.000 

0.004 

0.000 

0.82 

Safe 



0.25 

0.14 

1.72 

0.14 

0.13 

0.28 

0.04 

0.22 

0.03 

- 

0.0785 

0.1110 

- 

0.190 

0.223 

0.500 

0.025 

0.475 

0.012 

2.43 

Safe 

1 F-C 

0801000100020000 

0.25 

0.04 

70.89 

0.05 

0.12 

0.16 

0.01 

0.07 

0.01 

0.0100 

0.0683 

0.0965 

- 

0.175 

0.184 

0.347 

0.017 

0.330 

0.080 

24.33 

Safe 



0.25 

0.04 

54.47 

0.05 

0.12 

0.16 

0.01 

0.07 

0.01 

- 

0.0683 

0.0964 

- 

0.165 

0.174 

0.337 

0.017 

0.320 

0.020 

6.32 

Safe 

1 N 

0801000100011100 

0.25 

0.00 

1,609.81 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

0.0100 

0.0073 

0.0103 

- 

0.028 

0.028 

0.042 

0.002 

0.040 

0.078 

196.95 

Over Exploited 



0.25 

0.12 

(10.55) 

0.11 

0.13 

0.24 

0.04 

0.21 

0.03 

0.0300 

0.0698 

0.0986 

- 

0.198 

0.227 

0.462 

0.023 

0.439 

0.137 

31.27 

Safe 

10 

0801000100014500 

0.25 

0.00 

311.44 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

0.0100 

0.0057 

0.0081 

- 

0.024 

0.024 

0.036 

0.002 

0.034 

0.039 

115.20 

Over Exploited 



0.25 

0.06 

(87.57) 

0.04 

0.06 

0.10 

0.04 

0.20 

0.01 

0.0100 

0.0348 

0.0492 

- 

0.094 

0.107 

0.211 

0.011 

0.201 

0.055 

27.44 

Safe 

1 R 

0801000100001200 

0.25 

0.02 

(151.22) 

0.02 

0.07 

0.09 

0.02 

0.08 

0.01 

0.0400 

0.0377 

0.0532 

- 

0.131 

0.137 

0.229 

0.011 

0.218 

0.196 

90.20 

Critical 

IS 

0801000100001000 

0.25 

0.32 

- 

0.32 

0.33 

0.65 

0.05 

0.25 

0.08 

0.1800 

0.1575 

0.2226 

- 

0.560 

0.640 

1.286 

0.129 

1.157 

0.980 

84.69 

Semi Critical 

1VI 

0801000100004600 

0.25 

0.06 

(135.02) 

0.05 

0.05 

0.10 

0.05 

0.24 

0.01 

0.0100 

0.0319 

0.0451 

- 

0.087 

0.102 

0.205 

0.010 

0.195 

0.028 

14.40 

Safe 

1 V II 

0801000100004700 

0.25 

0.05 

(176.49) 

0.04 

0.07 

0.11 

0.03 

0.14 

0.01 

- 

0.0418 

0.0591 

- 

0.101 

0.112 

0.222 

0.011 

0.211 

0.001 

0.64 

Safe 



0.25 

0.02 

(216.01) 

0.02 

0.05 

0.06 

0.02 

0.09 

0.00 

- 

0.0275 

0.0389 

- 

0.066 

0.071 

0.135 

0.007 

0.128 

0.001 

0.70 

Safe 

1 w 

0801000100006600 

0.25 

0.10 

(104.17) 

0.08 

0.09 

0.17 

0.05 

0.24 

0.02 

0.0100 

0.0523 

0.0739 

- 

0.136 

0.160 

0.328 

0.016 

0.312 

0.047 

14.97 

Safe 

IX 

0801000100002700 

0.25 

0.25 

(99.00) 

0.20 

0.25 

0.45 

0.04 

0.23 

0.06 

- 

0.1610 

0.1950 

- 

0.356 

0.416 

0.870 

0.044 

0.827 

0.004 

0.54 

Safe 

10 FA 

0801000100013200 

0.25 

0.21 

(115.20) 

0.17 

0.21 

0.38 

0.04 

0.23 

0.05 

0.0100 

0.1333 

0.1614 

- 

0.305 

0.354 

0.729 

0.036 

0.692 

0.067 

9.63 

Safe 

10 H 

0801000100001100 

0.25 

0.16 

- 

0.16 

0.25 

0.41 

0.04 

0.20 

0.04 

0.2000 

0.1023 

0.1446 

- 

0.447 

0.488 

0.895 

0.089 

0.805 

1.056 

131.18 

Over Exploited 

10 0 

0801000100014300 

0.25 

0.04 

(82.74) 

0.03 

0.09 

0.12 

0.02 

0.11 

0.01 

0.0200 

0.0458 

0.0648 

- 

0.131 

0.140 

0.262 

0.013 

0.249 

0.118 

47.61 

Safe 



0.25 

0.01 

(124.86) 

0.01 

0.04 

0.05 

0.01 

0.06 

0.00 

- 

0.0240 

0.0339 

- 

0.058 

0.061 

0.111 

0.006 

0.105 

0.019 

17.85 

Safe 

10 S 

0801000100002300 

0.25 

0.00 

(41,639.74) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.000 

0.000 

- 

Safe 



0.25 

0.21 

(130.03) 

0.17 

0.21 

0.38 

0.04 

0.23 

0.05 

- 

0.1328 

0.1609 

- 

0.294 

0.344 

0.722 

0.036 

0.686 

0.004 

0.54 

Safe 

10W 

0801000100011200 

0.25 

0.21 

(64.93) 

0.17 

0.20 

0.37 

0.04 

0.23 

0.05 

0.0200 

0.1131 

0.1598 

- 

0.293 

0.343 

0.713 

0.036 

0.677 

0.085 

12.51 

Safe 

11 FA 

0801000100013100 

0.25 

0.02 

(96.36) 

0.01 

0.06 

0.08 

0.01 

0.06 

0.00 

0.0100 

0.0368 

0.0520 

- 

0.099 

0.103 

0.179 

0.009 

0.170 

0.079 

46.54 

Safe 



0.25 

0.15 

(120.27) 

0.12 

0.19 

0.31 

0.03 

0.17 

0.04 

0.0100 

0.1122 

0.1586 

- 

0.281 

0.317 

0.632 

0.032 

0.600 

0.049 

8.10 

Safe 

11 H 

0801000100001700 

0.25 

0.07 

- 

0.07 

0.14 

0.21 

0.03 

0.15 

0.02 

0.1500 

0.0535 

0.0756 

- 

0.279 

0.296 

0.502 

0.050 

0.452 

0.782 

172.86 

Over Exploited 

110-A 

0801000100012000 

0.25 

0.11 

(143.71) 

0.09 

0.11 

0.19 

0.04 

0.23 

0.03 

- 

0.0615 

0.0870 

- 

0.149 

0.175 

0.370 

0.018 

0.351 

0.020 

5.70 

Safe 

110-B 

0801000100011800 

0.25 

0.00 

(831.77) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0020 

0.0029 

- 

0.005 

0.005 

0.008 

0.000 

0.008 

0.000 

0.83 

Safe 



0.25 

0.25 

(108.76) 

0.20 

0.23 

0.43 

0.04 

0.22 

0.06 

- 

0.1370 

0.1936 

- 

0.331 

0.389 

0.820 

0.041 

0.779 

0.022 

2.88 

Safe 

11 S 

0801000100002400 

0.25 

0.15 

(101.96) 

0.12 

0.15 

0.27 

0.04 

0.23 

0.04 

- 

0.0969 

0.1174 

- 

0.214 

0.251 

0.526 

0.026 

0.500 

0.012 

2.34 

Safe 

12 FA 

0801000100016900 

0.25 

0.02 

(100.59) 

0.01 

0.06 

0.08 

0.01 

0.06 

0.00 

0.0100 

0.0367 

0.0519 

- 

0.099 

0.103 

0.179 

0.009 

0.170 

0.079 

46.54 

Safe 



0.25 

0.14 

(121.72) 

0.11 

0.18 

0.30 

0.03 

0.17 

0.03 

0.0100 

0.1063 

0.1503 

- 

0.267 

0.301 

0.597 

0.030 

0.568 

0.048 

8.54 

Safe 

12 0 

0801000100012100 

0.25 

0.18 

- 

0.18 

0.17 

0.34 

0.04 

0.23 

0.04 

- 

0.0968 

0.1368 

- 

0.234 

0.275 

0.616 

0.062 

0.555 

0.021 

3.81 

Safe 

12 S 

0801000100002600 

0.25 

0.00 

69.95 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0034 

0.0041 

- 

0.007 

0.007 

0.013 

0.001 

0.012 

0.000 

0.76 

Safe 



0.25 

0.15 

(93.28) 

0.12 

0.15 

0.27 

0.04 

0.22 

0.04 

- 

0.0973 

0.1179 

- 

0.215 

0.250 

0.522 

0.026 

0.496 

0.003 

0.55 

Safe 

13 H 

0801000100005200 

0.25 

0.21 

- 

0.21 

0.23 

0.45 

0.05 

0.24 

0.05 

0.1200 

0.1120 

0.1583 

- 

0.390 

0.444 

0.891 

0.089 

0.802 

0.628 

78.26 

Semi Critical 



0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0010 

0.0014 

- 

0.002 

0.002 

0.004 

0.000 

0.004 

0.000 

0.88 

Safe 



Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


13 0 (RURAL) 

080100010001240C 

7.089 

Saline 

Gang Canal 

Command 

Younger Alluvium 

7.089 

0.02 

0.200 

0.01 

0.00 

0.13 

0.17 

0.00 

-0.27 

-0.18 

0.03 

0.006 

0.18 

0.28 


13 S-A 

0801000100000400 

3.660 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.552 

0.25 

0.200 

0.01 

0.00 

0.03 

0.04 

0.00 

0.01 

0.01 

0.04 

0.001 

0.08 

0.12 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.107 

0.25 

0.200 

0.01 

0.00 

0.05 

0.05 

0.00 

0.02 

0.01 

0.02 

0.002 

0.11 

0.17 


13 S-B 

0801000100000300 

4.269 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.930 

0.21 

0.200 

0.01 

0.00 

0.04 

0.05 

0.00 

0.00 

0.00 

0.04 

0.002 

0.08 

0.13 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.339 

0.21 

0.200 

0.01 

0.00 

0.05 

0.06 

0.00 

0.00 

0.00 

0.02 

0.002 

0.10 

0.16 


14 H 

0801000100005300 

3.988 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.001 

-0.01 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


14 0 

0801000100008800 

3.170 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.170 

0.08 

0.200 

0.01 

0.00 

0.06 

0.08 

0.00 

-0.08 

-0.05 

0.05 

0.003 

0.18 

0.28 


14 S 

0801000100000200 

5.411 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

3.632 

0.14 

0.200 

0.01 

0.00 

0.08 

0.09 

0.00 

-0.05 

-0.03 

0.04 

0.003 

0.12 

0.19 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.779 

0.14 

0.200 

0.00 

0.00 

0.04 

0.04 

0.00 

-0.03 

-0.02 

0.00 

0.001 

0.06 

0.09 


15 0 

0801000100012200 

1.730 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.730 

0.05 

0.200 

0.01 

0.00 

0.03 

0.04 

0.00 

-0.05 

-0.03 

0.05 

0.001 

0.18 

0.28 


15 S 

0801000100000100 

13.624 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

12.673 

0.11 

0.200 

0.00 

0.00 

0.28 

0.31 

0.00 

-0.31 

-0.20 

0.00 

0.010 

0.17 

0.26 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.951 

0.11 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

-0.02 

-0.01 

0.00 

0.001 

0.01 

0.02 


16 0 

0801000100012300 

2.231 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.231 

0.05 

0.200 

0.01 

0.00 

0.04 

0.05 

0.00 

-0.06 

-0.04 

0.05 

0.002 

0.18 

0.28 


16 S 

0801000100003000 

4.265 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.767 

0.12 

0.200 

0.01 

0.00 

0.02 

0.02 

0.00 

-0.01 

0.00 

0.04 

0.001 

0.03 

0.05 





Saline 

Gang Canal 

Command 

Younger Alluvium 

3.498 

0.12 

0.200 

0.01 

0.00 

0.08 

0.09 

0.00 

-0.07 

-0.04 

0.02 

0.003 

0.15 

0.23 


16/17 H 

0801000100005100 

8.047 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

4.791 

0.00 

0.200 

0.15 

0.04 

0.09 

0.12 

0.00 

0.00 

0.00 

0.59 

0.004 

0.12 

0.19 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.565 

0.00 

0.200 

0.02 

0.00 

0.05 

0.06 

0.00 

0.00 

0.00 

0.07 

0.002 

0.06 

0.10 


17 0 

0801000100012500 

2.628 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.628 

0.07 

0.200 

0.01 

0.00 

0.05 

0.06 

0.00 

-0.07 

-0.04 

0.05 

0.002 

0.18 

0.28 


17 S 

0801000100002900 

2.820 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.820 

0.17 

0.200 

0.00 

0.00 

0.06 

0.07 

0.00 

-0.04 

-0.02 

0.01 

0.002 

0.18 

0.28 


18 H 

0801000100005000 

2.347 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.686 

0.00 

0.200 

0.02 

0.00 

0.01 

0.02 

0.00 

-0.01 

-0.01 

0.08 

0.001 

0.06 

0.09 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.661 

0.00 

0.200 

0.01 

0.00 

0.03 

0.04 

0.00 

-0.06 

-0.04 

0.05 

0.001 

0.14 

0.23 


19 F 

0801000100006200 

3.280 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.618 

0.81 

0.200 

0.10 

0.02 

0.03 

0.04 

0.00 

0.27 

0.16 

0.39 

0.001 

0.10 

0.17 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.050 

0.81 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.01 


19 H 

0801000100006500 

2.170 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.170 

0.20 

0.200 

0.01 

0.00 

0.04 

0.05 

0.00 

0.00 

0.00 

0.05 

0.002 

0.19 

0.32 


19 0 

0801000100012600 

6.482 

Saline 

Gang Canal 

Command 

Younger Alluvium 

6.482 

0.11 

0.200 

0.03 

0.01 

0.12 

0.16 

0.00 

-0.11 

-0.07 

0.12 

0.005 

0.18 

0.28 


2 FA 

0801000100013600 

3.946 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.946 

0.10 

0.200 

0.01 

0.00 

0.07 

0.10 

0.00 

-0.08 

-0.05 

0.05 

0.003 

0.18 

0.28 


2 FB 

0801000100017100 

3.139 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.139 

0.17 

0.200 

0.00 

0.00 

0.06 

0.08 

0.00 

-0.03 

-0.02 

0.00 

0.003 

0.18 

0.28 


2 F-C 

0801000100020200 

4.030 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

4.030 

0.29 

0.200 

0.06 

0.01 

0.08 

0.10 

0.00 

0.11 

0.07 

0.23 

0.003 

0.18 

0.29 


2 FF 

0801000100016200 

3.031 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.010 

0.07 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.011 

0.07 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


2 N 

0801000100011000 

2.833 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.339 

0.40 

0.200 

0.12 

0.03 

0.04 

0.06 

0.00 

0.18 

0.11 

0.47 

0.002 

0.16 

0.26 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.494 

0.40 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.02 

0.01 

0.02 

0.000 

0.03 

0.06 


20 

0801000100014400 

1.694 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.376 

0.24 

0.200 

0.06 

0.01 

0.03 

0.03 

0.00 

0.06 

0.04 

0.23 

0.001 

0.15 

0.24 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.318 

0.24 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.02 

0.000 

0.03 

0.06 


2 R 

0801000100001300 

5.738 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.233 

0.04 

0.200 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.04 

0.000 

0.01 

0.01 


2 S 

0801000100001800 

2.263 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.263 

-0.05 

0.200 

0.39 

0.10 

0.04 

0.06 

0.00 

0.00 

0.00 

1.56 

0.002 

0.20 

0.33 


2 U 

0801000100005900 

2.896 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.250 

0.20 

0.200 

0.02 

0.00 

0.02 

0.03 

0.00 

0.02 

0.01 

0.06 

0.001 

0.09 

0.14 


2 V 1 

0801000100004900 

2.812 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.479 

-0.03 

0.200 

0.03 

0.01 

0.03 

0.04 

0.00 

0.00 

0.00 

0.12 

0.001 

0.10 

0.16 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.333 

-0.03 

0.200 

0.01 

0.00 

0.03 

0.03 

0.00 

0.00 

0.00 

0.03 

0.001 

0.09 

0.15 


2 V II 

0801000100004800 

1.934 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.934 

0.07 

0.200 

0.01 

0.00 

0.04 

0.05 

0.00 

-0.05 

-0.03 

0.03 

0.002 

0.19 

0.31 


2 W 

0801000100006800 

3.233 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.233 

0.20 

0.200 

0.01 

0.00 

0.06 

0.08 

0.00 

0.00 

0.00 

0.05 

0.003 

0.19 

0.31 


2 X 

0801000100002800 

3.410 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.410 

0.23 

0.200 

0.00 

0.00 

0.07 

0.08 

0.00 

0.00 

0.00 

0.00 

0.003 

0.18 

0.29 


20 F 

0801000100006300 

2.489 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.385 

0.37 

0.200 

0.08 

0.02 

0.03 

0.03 

0.00 

0.10 

0.06 

0.31 

0.001 

0.11 

0.18 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.103 

0.37 

0.200 

0.01 

0.00 

0.02 

0.03 

0.00 

0.04 

0.03 

0.05 

0.001 

0.09 

0.15 


20 H 

0801000100004500 

4.312 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.001 

0.11 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Gang Canal 

Command 

Younger Alluvium 

4.311 

0.11 

0.200 

0.01 

0.00 

0.08 

0.11 

0.00 

-0.08 

-0.05 

0.05 

0.004 

0.19 

0.31 


21 F 

0801000100010000 

3.540 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.088 

0.90 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


21 H 

0801000100004300 

4.481 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.071 

0.12 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Gang Canal 

Command 

Younger Alluvium 

4.410 

0.12 

0.200 

0.02 

0.01 

0.08 

0.11 

0.00 

-0.08 

-0.05 

0.08 

0.004 

0.18 

0.29 


210 

0801000100012800 

2.714 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.714 

0.14 

0.200 

0.02 

0.01 

0.06 

0.07 

0.00 

-0.04 

-0.03 

0.08 

0.002 

0.18 

0.28 


22 F 

0801000100009800 

2.224 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.544 

0.21 

0.200 

0.19 

0.05 

0.03 

0.04 

0.00 

0.14 

0.08 

0.74 

0.001 

0.14 

0.23 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.484 

0.21 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.01 

0.01 

0.05 

0.000 

0.04 

0.07 


22 H 

0801000100006900 

3.049 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.049 

0.11 

0.200 

0.01 

0.00 

0.06 

0.07 

0.00 

-0.05 

-0.03 

0.04 

0.003 

0.19 

0.29 


22 0-A 

0801000100012700 

1.177 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.177 

0.14 

0.200 

0.00 

0.00 

0.03 

0.03 

0.00 

-0.02 

-0.01 

0.00 

0.001 

0.18 

0.28 


22 0-B 

0801000100012900 

1.536 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.536 

0.15 

0.200 

0.00 

0.00 

0.03 

0.04 

0.00 

-0.03 

-0.02 

0.00 

0.001 

0.18 

0.28 


23 F 

0801000100009900 

5.602 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.748 

0.80 

0.200 

0.02 

0.00 

0.01 

0.02 

0.00 

0.11 

0.06 

0.08 

0.001 

0.03 

0.05 


23 H 

0801000100007000 

2.974 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.974 

0.12 

0.200 

0.01 

0.00 

0.06 

0.07 

0.00 

-0.05 

-0.03 

0.04 

0.002 

0.18 

0.29 


23 0 

0801000100008100 

10.682 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.743 

0.14 

0.200 

0.02 

0.00 

0.06 

0.07 

0.00 

-0.03 

-0.02 

0.08 

0.002 

0.05 

0.07 





Saline 

Gang Canal 

Command 

Younger Alluvium 

7.938 

0.14 

0.200 

0.02 

0.00 

0.17 

0.19 

0.00 

-0.13 

-0.08 

0.06 

0.007 

0.14 

0.21 


24 F 

0801000100009700 

3.643 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.688 

0.23 

0.200 

0.03 

0.01 

0.01 

0.02 

0.00 

0.02 

0.01 

0.12 

0.001 

0.04 

0.06 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.870 

0.23 

0.200 

0.03 

0.01 

0.05 

0.07 

0.00 

0.03 

0.02 

0.12 

0.002 

0.15 

0.25 


24 H-A 

0801000100004200 

1.324 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.739 

0.12 

0.200 

0.01 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.04 

0.001 

0.10 

0.16 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.585 

0.12 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

-0.01 

0.01 

0.000 

0.08 

0.13 


24 H-B 

0801000100003900 

1.039 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.867 

0.14 

0.200 

0.03 

0.01 

0.02 

0.02 

0.00 

0.00 

0.00 

0.12 

0.001 

0.15 

0.24 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.172 

0.14 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.03 

0.05 


24 0 

0801000100013000 

6.973 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.650 

0.15 

0.200 

0.00 

0.00 

0.04 

0.04 

0.00 

-0.03 

-0.02 

0.00 

0.001 

0.04 

0.07 





Saline 

Gang Canal 

Command 

Younger Alluvium 

5.323 

0.15 

0.200 

0.00 

0.00 

0.12 

0.13 

0.00 

-0.09 

-0.06 

0.00 

0.004 

0.14 

0.22 


25 F 

0801000100010900 

3.048 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.034 

0.31 

0.200 

0.03 

0.01 

0.02 

0.03 

0.00 

0.04 

0.02 

0.12 

0.001 

0.07 

0.11 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23/ 

(24) 

< 25 / 

(26/ 

(27/ 

<20/ 

(29/ 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

13 0 (RURAL) 

0801000100012400 

0.25 

0.32 

(154.73) 

0.26 

0.31 

0.57 

0.04 

0.23 

0.08 

0.0100 

0.1789 

0.2528 

- 

0.442 

0.518 

1.084 

0.054 

1.030 

0.033 

3.19 

Safe 

13 S-A 

080100010000040C 

0.25 

0.03 

(69.69) 

0.02 

0.07 

0.10 

0.02 

0.10 

0.01 

0.0100 

0.0457 

0.0554 

- 

0.111 

0.118 

0.215 

0.011 

0.204 

0.040 

19.75 

Safe 



0.25 

0.06 

(81.76) 

0.04 

0.10 

0.14 

0.03 

0.13 

0.01 

- 

0.0620 

0.0751 

- 

0.137 

0.151 

0.293 

0.015 

0.278 

0.020 

7.09 

Safe 

13 S-B 

0801000100000300 

0.25 

0.04 

(96.75) 

0.03 

0.09 

0.12 

0.02 

0.10 

0.01 

0.0100 

0.0568 

0.0688 

- 

0.136 

0.145 

0.267 

0.013 

0.253 

0.041 

16.02 

Safe 



0.25 

0.06 

(99.49) 

0.05 

0.11 

0.16 

0.02 

0.12 

0.01 

- 

0.0689 

0.0834 

- 

0.152 

0.166 

0.322 

0.016 

0.306 

0.020 

6.51 

Safe 

14 H 

0801000100005300 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

14 0 

0801000100008800 

0.25 

0.14 

(135.09) 

0.12 

0.14 

0.25 

0.04 

0.23 

0.03 

0.0100 

0.0800 

0.1130 

- 

0.203 

0.237 

0.490 

0.025 

0.466 

0.057 

12.15 

Safe 

14 S 

0801000100000200 

0.25 

0.11 

(131.26) 

0.09 

0.17 

0.26 

0.03 

0.15 

0.03 

0.0100 

0.1069 

0.1295 

- 

0.246 

0.273 

0.531 

0.027 

0.504 

0.042 

8.33 

Safe 



0.25 

0.03 

(175.76) 

0.02 

0.08 

0.10 

0.01 

0.07 

0.01 

- 

0.0524 

0.0634 

- 

0.116 

0.122 

0.226 

0.011 

0.215 

0.001 

0.68 

Safe 

15 0 

0801000100012200 

0.25 

0.08 

(138.62) 

0.06 

0.07 

0.14 

0.04 

0.23 

0.02 

0.0100 

0.0436 

0.0617 

- 

0.115 

0.134 

0.272 

0.014 

0.258 

0.055 

21.44 

Safe 

15 S 

0801000100000100 

0.25 

0.54 

(136.57) 

0.43 

0.59 

1.02 

0.04 

0.21 

0.13 

- 

0.3731 

0.4519 

- 

0.825 

0.953 

1.972 

0.099 

1.874 

0.010 

0.56 

Safe 



0.25 

0.00 

(587.94) 

0.00 

0.04 

0.05 

0.00 

0.02 

0.00 

- 

0.0280 

0.0339 

- 

0.062 

0.063 

0.109 

0.005 

0.104 

0.001 

0.75 

Safe 

16 0 

0801000100012300 

0.25 

0.10 

(139.67) 

0.08 

0.10 

0.18 

0.04 

0.23 

0.02 

0.0100 

0.0563 

0.0795 

- 

0.146 

0.170 

0.348 

0.017 

0.331 

0.056 

16.89 

Safe 

16 S 

0801000100003000 

0.25 

0.01 

(168.14) 

0.01 

0.04 

0.04 

0.01 

0.04 

0.00 

0.0100 

0.0226 

0.0274 

- 

0.060 

0.061 

0.102 

0.005 

0.097 

0.040 

40.88 

Safe 



0.25 

0.13 

(132.33) 

0.10 

0.16 

0.27 

0.04 

0.19 

0.03 

- 

0.1030 

0.1247 

- 

0.228 

0.259 

0.526 

0.026 

0.500 

0.021 

4.18 

Safe 

16/17 H 

0801000100005100 

0.25 

0.14 

- 

0.14 

0.25 

0.39 

0.03 

0.15 

0.03 

0.1100 

0.1209 

0.1708 

- 

0.402 

0.437 

0.825 

0.082 

0.742 

0.589 

79.36 

Semi Critical 



0.25 

0.04 

- 

0.04 

0.11 

0.15 

0.02 

0.08 

0.01 

0.0100 

0.0647 

0.0914 

- 

0.166 

0.176 

0.327 

0.033 

0.295 

0.074 

25.14 

Safe 

17 0 

0801000100012500 

0.25 

0.12 

(135.34) 

0.10 

0.11 

0.21 

0.04 

0.23 

0.03 

0.0100 

0.0663 

0.0937 

- 

0.170 

0.198 

0.408 

0.020 

0.388 

0.047 

12.16 

Safe 

17 S 

0801000100002900 

0.25 

0.13 

(117.98) 

0.10 

0.13 

0.23 

0.04 

0.23 

0.03 

- 

0.0830 

0.1006 

- 

0.184 

0.214 

0.448 

0.022 

0.426 

0.011 

2.66 

Safe 

18 H 

0801000100005000 

0.25 

0.01 

(159.73) 

0.01 

0.03 

0.04 

0.01 

0.07 

0.00 

0.0100 

0.0173 

0.0244 

- 

0.052 

0.054 

0.092 

0.005 

0.087 

0.079 

90.36 

Critical 



0.25 

0.06 

(165.40) 

0.05 

0.07 

0.12 

0.03 

0.17 

0.01 

0.0100 

0.0419 

0.0592 

- 

0.111 

0.125 

0.243 

0.012 

0.231 

0.055 

24.01 

Safe 

19 F 

0801000100006200 

0.25 

0.04 

297.74 

0.05 

0.09 

0.14 

0.03 

0.13 

0.01 

0.0700 

0.0408 

0.0577 

- 

0.169 

0.179 

0.317 

0.016 

0.301 

0.391 

129.82 

Over Exploited 



0.25 

0.00 

9,002.30 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0013 

0.0018 

- 

0.003 

0.003 

0.005 

0.000 

0.005 

0.000 

0.83 

Safe 

19 H 

0801000100006500 

0.25 

0.10 

(97.79) 

0.08 

0.09 

0.18 

0.05 

0.24 

0.03 

0.0100 

0.0548 

0.0774 

- 

0.142 

0.168 

0.345 

0.017 

0.328 

0.056 

17.02 

Safe 

19 0 

0801000100012600 

0.25 

0.30 

(124.47) 

0.24 

0.29 

0.53 

0.04 

0.23 

0.07 

0.0200 

0.1636 

0.2311 

- 

0.415 

0.485 

1.012 

0.051 

0.961 

0.122 

12.72 

Safe 

2 FA 

0801000100013600 

0.25 

0.18 

(129.20) 

0.14 

0.17 

0.31 

0.04 

0.23 

0.04 

0.0100 

0.0996 

0.1407 

- 

0.250 

0.293 

0.608 

0.030 

0.577 

0.048 

8.35 

Safe 

2 FB 

0801000100017100 

0.25 

0.14 

(113.66) 

0.11 

0.14 

0.25 

0.04 

0.23 

0.03 

- 

0.0792 

0.1119 

- 

0.191 

0.225 

0.476 

0.024 

0.452 

0.003 

0.57 

Safe 

2 F-C 

0801000100020200 

0.25 

0.18 

(61.97) 

0.15 

0.18 

0.33 

0.04 

0.23 

0.04 

0.0400 

0.1017 

0.1437 

- 

0.285 

0.329 

0.661 

0.033 

0.628 

0.237 

37.76 

Safe 

2 FF 

0801000100016200 

0.25 

0.00 

(12,870.57) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.25 

0.00 

(11,732.76) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

0.87 

Safe 

2 N 

0801000100011000 

0.25 

0.09 

16.22 

0.11 

0.13 

0.24 

0.04 

0.19 

0.02 

0.0900 

0.0590 

0.0834 

- 

0.232 

0.255 

0.492 

0.025 

0.467 

0.470 

100.57 

Over Exploited 



0.25 

0.00 

172.24 

0.00 

0.02 

0.03 

0.01 

0.04 

0.00 

- 

0.0125 

0.0176 

- 

0.030 

0.031 

0.057 

0.003 

0.054 

0.018 

33.77 

Safe 

20 

0801000100014400 

0.25 

0.05 

(32.03) 

0.04 

0.07 

0.11 

0.04 

0.19 

0.01 

0.0400 

0.0347 

0.0491 

- 

0.124 

0.136 

0.247 

0.012 

0.235 

0.235 

100.14 

Over Exploited 



0.25 

0.00 

(67.47) 

0.00 

0.01 

0.02 

0.01 

0.04 

0.00 

- 

0.0080 

0.0113 

- 

0.019 

0.020 

0.036 

0.002 

0.034 

0.018 

53.34 

Safe 

2 R 

0801000100001300 

0.25 

0.00 

118.20 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

0.0100 

0.0059 

0.0083 

- 

0.024 

0.024 

0.035 

0.002 

0.033 

0.039 

117.87 

Over Exploited 

2 S 

0801000100001800 

0.25 

0.11 

- 

0.11 

0.20 

0.31 

0.05 

0.25 

0.03 

0.2900 

0.0571 

0.0807 

- 

0.428 

0.456 

0.767 

0.077 

0.690 

1.562 

226.25 

Over Exploited 

2 U 

0801000100005900 

0.25 

0.03 

(66.01) 

0.02 

0.05 

0.08 

0.02 

0.11 

0.01 

0.0100 

0.0315 

0.0446 

- 

0.086 

0.093 

0.169 

0.008 

0.160 

0.064 

39.97 

Safe 

2 V 1 

0801000100004900 

0.25 

0.04 

- 

0.04 

0.07 

0.11 

0.02 

0.13 

0.01 

0.0200 

0.0373 

0.0527 

- 

0.110 

0.119 

0.230 

0.023 

0.207 

0.118 

57.03 

Safe 



0.25 

0.03 

- 

0.03 

0.06 

0.09 

0.02 

0.11 

0.01 

0.0100 

0.0336 

0.0475 

- 

0.091 

0.099 

0.187 

0.019 

0.168 

0.028 

16.73 

Safe 

2 V II 

0801000100004800 

0.25 

0.09 

(130.99) 

0.07 

0.08 

0.16 

0.05 

0.23 

0.02 

0.0100 

0.0488 

0.0689 

- 

0.128 

0.150 

0.307 

0.015 

0.291 

0.029 

9.82 

Safe 

2 W 

0801000100006800 

0.25 

0.15 

(100.66) 

0.12 

0.14 

0.26 

0.05 

0.23 

0.04 

0.0100 

0.0816 

0.1153 

- 

0.207 

0.244 

0.505 

0.025 

0.480 

0.048 

9.94 

Safe 

2 X 

0801000100002800 

0.25 

0.16 

(100.19) 

0.13 

0.16 

0.28 

0.04 

0.23 

0.04 

- 

0.1004 

0.1216 

- 

0.222 

0.259 

0.542 

0.027 

0.515 

0.003 

0.54 

Safe 

20 F 

0801000100006300 

0.25 

0.04 

59.36 

0.05 

0.08 

0.13 

0.03 

0.14 

0.01 

0.0600 

0.0350 

0.0494 

- 

0.144 

0.154 

0.279 

0.014 

0.265 

0.313 

118.13 

Over Exploited 



0.25 

0.02 

7.28 

0.03 

0.05 

0.07 

0.02 

0.11 

0.01 

0.0100 

0.0278 

0.0393 

- 

0.077 

0.083 

0.157 

0.008 

0.149 

0.055 

36.91 

Safe 

20 H 

0801000100004500 

0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.25 

0.20 

(125.38) 

0.16 

0.19 

0.35 

0.05 

0.24 

0.05 

0.0100 

0.1088 

0.1537 

- 

0.273 

0.322 

0.672 

0.034 

0.638 

0.049 

7.60 

Safe 

21 F 

0801000100010000 

0.25 

0.00 

6,266.76 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0022 

0.0032 

- 

0.005 

0.005 

0.009 

0.000 

0.009 

0.000 

0.81 

Safe 

21 H 

0801000100004300 

0.25 

0.00 

(1,806.05) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0018 

0.0025 

- 

0.004 

0.004 

0.007 

0.000 

0.007 

0.000 

0.83 

Safe 



0.25 

0.20 

(123.18) 

0.16 

0.20 

0.36 

0.04 

0.23 

0.05 

0.0200 

0.1113 

0.1572 

- 

0.289 

0.337 

0.700 

0.035 

0.665 

0.085 

12.73 

Safe 

210 

0801000100012800 

0.25 

0.12 

(120.66) 

0.10 

0.14 

0.24 

0.04 

0.23 

0.03 

0.0200 

0.0799 

0.0968 

- 

0.197 

0.226 

0.461 

0.023 

0.438 

0.083 

19.00 

Safe 

22 F 

0801000100009800 

0.25 

0.05 

56.46 

0.06 

0.12 

0.18 

0.03 

0.17 

0.01 

0.1400 

0.0390 

0.0551 

- 

0.234 

0.247 

0.426 

0.021 

0.405 

0.742 

183.30 

Over Exploited 



0.25 

0.01 

11.09 

0.01 

0.02 

0.03 

0.01 

0.05 

0.00 

0.0100 

0.0122 

0.0173 

- 

0.040 

0.041 

0.067 

0.003 

0.064 

0.054 

84.93 

Semi Critical 

22 H 

0801000100006900 

0.25 

0.14 

(123.25) 

0.11 

0.13 

0.24 

0.04 

0.23 

0.03 

0.0100 

0.0769 

0.1087 

- 

0.196 

0.229 

0.474 

0.024 

0.450 

0.039 

8.55 

Safe 

22 0-A 

0801000100012700 

0.25 

0.05 

(126.06) 

0.04 

0.05 

0.10 

0.04 

0.23 

0.01 

- 

0.0347 

0.0420 

- 

0.077 

0.089 

0.187 

0.009 

0.178 

0.001 

0.54 

Safe 

22 0-B 

0801000100012900 

0.25 

0.07 

(123.39) 

0.06 

0.07 

0.13 

0.04 

0.23 

0.02 

- 

0.0452 

0.0548 

- 

0.100 

0.117 

0.244 

0.012 

0.232 

0.001 

0.54 

Safe 

23 F 

0801000100009900 

0.25 

0.00 

1,142.42 

0.01 

0.03 

0.04 

0.01 

0.03 

0.00 

0.0100 

0.0189 

0.0267 

- 

0.056 

0.057 

0.095 

0.005 

0.090 

0.079 

87.02 

Semi Critical 

23 H 

0801000100007000 

0.25 

0.14 

(121.99) 

0.11 

0.13 

0.24 

0.04 

0.23 

0.03 

0.0100 

0.0751 

0.1061 

- 

0.191 

0.224 

0.462 

0.023 

0.439 

0.038 

8.76 

Safe 

23 0 

0801000100008100 

0.25 

0.03 

(161.55) 

0.03 

0.13 

0.15 

0.01 

0.06 

0.01 

0.0100 

0.0808 

0.0978 

- 

0.189 

0.196 

0.349 

0.017 

0.332 

0.080 

24.19 

Safe 



0.25 

0.27 

(130.29) 

0.22 

0.37 

0.58 

0.03 

0.17 

0.06 

0.0100 

0.2337 

0.2831 

- 

0.527 

0.591 

1.175 

0.059 

1.116 

0.070 

6.23 

Safe 

24 F 

0801000100009700 

0.25 

0.01 

106.35 

0.01 

0.04 

0.05 

0.01 

0.04 

0.00 

0.0200 

0.0174 

0.0245 

- 

0.062 

0.063 

0.111 

0.006 

0.105 

0.118 

111.85 

Over Exploited 



0.25 

0.11 

(85.45) 

0.09 

0.13 

0.22 

0.04 

0.19 

0.03 

0.0200 

0.0724 

0.1024 

- 

0.195 

0.221 

0.442 

0.022 

0.420 

0.119 

28.45 

Safe 

24 H-A 

0801000100004200 

0.25 

0.02 

(114.14) 

0.02 

0.03 

0.05 

0.02 

0.13 

0.00 

0.0100 

0.0186 

0.0263 

- 

0.055 

0.060 

0.107 

0.005 

0.101 

0.040 

39.03 

Safe 



0.25 

0.01 

(159.35) 

0.01 

0.03 

0.03 

0.02 

0.10 

0.00 

- 

0.0148 

0.0209 

- 

0.036 

0.038 

0.073 

0.004 

0.070 

0.009 

13.61 

Safe 

24 H-B 

0801000100003900 

0.25 

0.03 

(93.10) 

0.03 

0.05 

0.08 

0.04 

0.19 

0.01 

0.0200 

0.0255 

0.0309 

- 

0.076 

0.084 

0.161 

0.008 

0.153 

0.118 

76.86 

Semi Critical 



0.25 

0.00 

(259.39) 

0.00 

0.01 

0.01 

0.01 

0.04 

0.00 

- 

0.0051 

0.0061 

- 

0.011 

0.012 

0.021 

0.001 

0.020 

0.009 

46.79 

Safe 

24 0 

0801000100013000 

0.25 

0.02 

(197.63) 

0.01 

0.08 

0.09 

0.01 

0.05 

0.00 

- 

0.0486 

0.0588 

- 

0.107 

0.112 

0.202 

0.010 

0.192 

0.001 

0.70 

Safe 



0.25 

0.19 

(130.34) 

0.15 

0.25 

0.40 

0.03 

0.17 

0.04 

- 

0.1567 

0.1898 

- 

0.347 

0.391 

0.786 

0.039 

0.747 

0.004 

0.59 

Safe 

25 F 

0801000100010900 

0.25 

0.02 

33.76 

0.02 

0.05 

0.07 

0.02 

0.08 

0.00 

0.0200 

0.0261 

0.0369 

- 

0.083 

0.087 

0.162 

0.008 

0.154 

0.118 

76.55 

Semi Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


25 H 

0801000100007IOC 

2.350 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.350 

0.14 

0.200 

0.01 

0.00 

0.04 

0.06 

0.00 

-0.02 

-0.02 

0.04 

0.002 

0.18 

0.29 


26 H 

080100010000380C 

2.928 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.505 

0.19 

0.200 

0.08 

0.02 

0.05 

0.06 

0.00 

0.04 

0.02 

0.31 

0.002 

0.16 

0.24 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.423 

0.19 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.01 

0.000 

0.03 

0.04 


27 F 

080100010001070C 

2.524 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.065 

0.31 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


27 H 

080100010000740C 

0.867 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.867 

0.17 

0.200 

0.01 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.03 

0.001 

0.18 

0.28 


27 H-A 

080100010000720C 

2.249 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.249 

0.15 

0.200 

0.01 

0.00 

0.04 

0.05 

0.00 

-0.02 

-0.01 

0.02 

0.002 

0.18 

0.29 


28 F 

080100010001080C 

1.819 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.886 

0.26 

0.200 

0.06 

0.01 

0.02 

0.02 

0.00 

0.06 

0.03 

0.23 

0.001 

0.09 

0.16 


28 H 

080100010000340C 

3.471 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.680 

0.19 

0.200 

0.00 

0.00 

0.04 

0.04 

0.00 

-0.01 

-0.01 

0.00 

0.001 

0.09 

0.14 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.791 

0.19 

0.200 

0.00 

0.00 

0.04 

0.04 

0.00 

-0.01 

-0.01 

0.00 

0.001 

0.09 

0.15 


29 F 

080100010001500C 

4.118 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.313 

0.32 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

0.01 

0.000 

0.02 

0.03 


29 H 

080100010000750C 

2.324 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.001 

0.16 

0.200 

0.02 

0.00 

0.02 

0.02 

0.00 

0.01 

0.01 

0.08 

0.001 

0.08 

0.12 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.322 

0.16 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

-0.02 

-0.01 

0.02 

0.001 

0.10 

0.16 


3 FA 

080100010001650C 

3.447 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.384 

0.40 

0.200 

0.03 

0.01 

0.03 

0.03 

0.00 

0.07 

0.05 

0.12 

0.001 

0.07 

0.11 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.063 

0.40 

0.200 

0.01 

0.00 

0.04 

0.05 

0.00 

0.09 

0.06 

0.04 

0.002 

0.11 

0.17 


3 FB 

080100010001700C 

4.929 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.132 

0.17 

0.200 

0.03 

0.01 

0.04 

0.05 

0.00 

0.00 

0.00 

0.12 

0.002 

0.08 

0.12 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.797 

0.17 

0.200 

0.01 

0.00 

0.05 

0.07 

0.00 

-0.02 

-0.01 

0.04 

0.002 

0.10 

0.16 


3 F-C 

080100010002030C 

4.729 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

4.729 

0.31 

0.200 

0.06 

0.01 

0.09 

0.12 

0.00 

0.14 

0.09 

0.23 

0.004 

0.18 

0.30 


30 

080100010001130C 

2.275 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.266 

0.31 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.04 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.009 

0.31 

0.200 

0.01 

0.00 

0.04 

0.05 

0.00 

0.05 

0.03 

0.03 

0.002 

0.16 

0.27 


3 S 

080100010000090C 

4.408 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

4.408 

-0.02 

0.200 

0.29 

0.07 

0.08 

0.11 

0.00 

0.00 

0.00 

1.17 

0.004 

0.20 

0.32 


3 T 

080100010000580C 

2.434 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.382 

0.61 

0.200 

0.03 

0.01 

0.01 

0.01 

0.00 

0.05 

0.03 

0.12 

0.000 

0.03 

0.05 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.683 

0.61 

0.200 

0.03 

0.01 

0.03 

0.04 

0.00 

0.15 

0.09 

0.11 

0.001 

0.14 

0.23 


3 U (RURAL) 

080100010000640C 

3.254 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.254 

0.26 

0.200 

0.07 

0.02 

0.06 

0.08 

0.00 

0.08 

0.05 

0.26 

0.003 

0.19 

0.32 


3 V 

080100010000440C 

3.507 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.324 

0.09 

0.200 

0.00 

0.00 

0.05 

0.06 

0.00 

-0.06 

-0.04 

0.00 

0.002 

0.12 

0.20 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.183 

0.09 

0.200 

0.00 

0.00 

0.03 

0.03 

0.00 

-0.03 

-0.02 

0.00 

0.001 

0.06 

0.10 


3 W 

080100010000670C 

3.494 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.494 

0.21 

0.200 

0.01 

0.00 

0.07 

0.09 

0.00 

0.01 

0.00 

0.05 

0.003 

0.19 

0.31 


3 X 

080100010000360C 

2.305 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.305 

0.25 

0.200 

0.00 

0.00 

0.05 

0.06 

0.00 

0.01 

0.01 

0.00 

0.002 

0.18 

0.29 


30 F 

080100010001490C 

2.589 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.653 

0.20 

0.200 

0.04 

0.01 

0.03 

0.04 

0.00 

0.03 

0.01 

0.16 

0.001 

0.12 

0.22 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.359 

0.20 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.01 

0.000 

0.03 

0.05 


30 H 

080100010000730C 

2.766 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.766 

0.14 

0.200 

0.00 

0.00 

0.05 

0.07 

0.00 

-0.04 

-0.03 

0.00 

0.002 

0.18 

0.28 


31 H 

080100010000870C 

4.632 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.632 

0.12 

0.200 

0.03 

0.01 

0.09 

0.11 

0.00 

-0.07 

-0.05 

0.10 

0.004 

0.18 

0.28 


32 F 

080100010001480C 

2.269 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.070 

0.19 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.195 

0.19 

0.200 

0.02 

0.01 

0.04 

0.05 

0.00 

0.00 

0.00 

0.08 

0.002 

0.19 

0.33 


32 H 

080100010000760C 

0.915 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.915 

0.14 

0.200 

0.01 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.05 

0.001 

0.18 

0.28 


32 H-A 

080100010000770C 

1.374 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.000 

0.13 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.374 

0.13 

0.200 

0.00 

0.00 

0.03 

0.03 

0.00 

-0.02 

-0.02 

0.02 

0.001 

0.18 

0.28 


33 F 

080100010001520C 

5.072 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.310 

0.22 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


33 H 

080100010000330C 

3.588 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.875 

0.15 

0.200 

0.01 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.04 

0.001 

0.04 

0.07 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.713 

0.15 

0.200 

0.01 

0.00 

0.06 

0.07 

0.00 

-0.03 

-0.02 

0.04 

0.002 

0.14 

0.21 


34 F 

080100010001470C 

4.589 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.654 

0.21 

0.200 

0.03 

0.01 

0.05 

0.06 

0.00 

0.02 

0.01 

0.12 

0.002 

0.11 

0.19 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.935 

0.21 

0.200 

0.01 

0.00 

0.04 

0.05 

0.00 

0.01 

0.00 

0.03 

0.002 

0.08 

0.14 


34 H 

080100010000320C 

5.061 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.221 

0.11 

0.200 

0.01 

0.00 

0.05 

0.05 

0.00 

-0.04 

-0.03 

0.04 

0.002 

0.08 

0.12 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.840 

0.11 

0.200 

0.00 

0.00 

0.06 

0.07 

0.00 

-0.07 

-0.04 

0.01 

0.002 

0.10 

0.16 


35 F 

080100010001460C 

4.852 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

3.207 

0.24 

0.200 

0.03 

0.01 

0.06 

0.08 

0.00 

0.03 

0.02 

0.12 

0.003 

0.12 

0.21 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.645 

0.24 

0.200 

0.00 

0.00 

0.03 

0.04 

0.00 

0.01 

0.00 

0.02 

0.001 

0.06 

0.11 


35 H 

080100010000780C 

5.667 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.477 

0.11 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

-0.01 

0.00 

0.000 

0.02 

0.02 





Saline 

Gang Canal 

Command 

Younger Alluvium 

5.190 

0.11 

0.200 

0.01 

0.00 

0.11 

0.13 

0.00 

-0.11 

-0.07 

0.04 

0.004 

0.17 

0.26 


36 F 

080100010001420C 

2.702 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.478 

0.10 

0.200 

0.07 

0.02 

0.03 

0.04 

0.00 

0.02 

0.01 

0.27 

0.001 

0.10 

0.16 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.841 

0.10 

0.200 

0.01 

0.00 

0.02 

0.02 

0.00 

-0.01 

-0.01 

0.04 

0.001 

0.06 

0.09 


36 H 

080100010000310C 

5.679 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

4.859 

0.11 

0.200 

0.01 

0.00 

0.11 

0.12 

0.00 

-0.11 

-0.07 

0.04 

0.004 

0.16 

0.24 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.820 

0.11 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

-0.02 

-0.01 

0.00 

0.001 

0.03 

0.04 


37 F 

080100010001530C 

3.489 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.270 

0.21 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 


37 H 

080100010000800C 

7.200 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

3.163 

0.11 

0.200 

0.00 

0.00 

0.07 

0.08 

0.00 

-0.08 

-0.05 

0.00 

0.003 

0.08 

0.12 





Saline 

Gang Canal 

Command 

Younger Alluvium 

4.037 

0.11 

0.200 

0.00 

0.00 

0.09 

0.10 

0.00 

-0.10 

-0.06 

0.00 

0.003 

0.10 

0.16 


38 F 

080100010001550C 

3.576 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.157 

0.20 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


38 H 

080100010000790C 

2.219 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.219 

0.11 

0.200 

0.00 

0.00 

0.05 

0.05 

0.00 

-0.06 

-0.04 

0.01 

0.002 

0.18 

0.28 


39 F 

080100010001560C 

4.413 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.315 

0.20 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.03 


39 H 

080100010000840C 

2.818 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.818 

0.11 

0.200 

0.01 

0.00 

0.05 

0.07 

0.00 

-0.05 

-0.03 

0.02 

0.002 

0.18 

0.28 


4 FA 

080100010001660C 

3.522 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.051 

0.57 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Gang Canal 

Command 

Younger Alluvium 

3.470 

0.57 

0.200 

0.01 

0.00 

0.07 

0.08 

0.00 

0.25 

0.16 

0.05 

0.003 

0.18 

0.28 


4 F-B 

080100010002010C 

3.407 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.297 

0.24 

0.200 

0.00 

0.00 

0.04 

0.06 

0.00 

0.01 

0.01 

0.00 

0.002 

0.12 

0.19 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.110 

0.24 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

0.01 

0.00 

0.00 

0.001 

0.06 

0.09 


4 F-C 

080100010002040C 

6.600 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

4.365 

0.30 

0.200 

0.01 

0.00 

0.08 

0.11 

0.00 

0.09 

0.05 

0.04 

0.004 

0.12 

0.20 


40 

080100010001140C 

3.100 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.100 

0.27 

0.200 

0.01 

0.00 

0.06 

0.08 

0.00 

0.05 

0.03 

0.05 

0.003 

0.18 

0.29 


4 S 

080100010000190C 

3.224 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

3.224 

-0.02 

0.200 

0.29 

0.07 

0.06 

0.08 

0.00 

0.00 

0.00 

1.17 

0.003 

0.20 

0.32 


4 T 

080100010000570C 

3.217 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.424 

0.71 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.04 

0.03 

0.01 

0.000 

0.03 

0.04 


4 U(RURAL) 

080100010000610C 

3.253 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.310 

0.46 

0.200 

0.02 

0.00 

0.01 

0.01 

0.00 

0.03 

0.02 

0.08 

0.000 

0.02 

0.03 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.943 

0.46 

0.200 

0.04 

0.01 

0.06 

0.07 

0.00 

0.17 

0.10 

0.15 

0.002 

0.18 

0.30 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 


(24) 

(25) 


(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

25 H 

0801000100007100 

0.25 

0.11 

(114.57) 

0.09 

0.10 

0.19 

0.04 

0.23 

0.03 

0.0100 

0.0593 

0.0838 

- 

0.153 

0.179 

0.367 

0.018 

0.348 

0.038 

10.89 

Safe 

26 H 

0801000100003800 

0.25 

0.10 

(75.07) 

0.08 

0.14 

0.21 

0.04 

0.19 

0.02 

0.0600 

0.0737 

0.0893 

- 

0.223 

0.246 

0.461 

0.023 

0.438 

0.314 

71.66 

Semi Critical 



0.25 

0.00 

(185.76) 

0.00 

0.02 

0.02 

0.01 

0.03 

0.00 

- 

0.0124 

0.0151 

- 

0.028 

0.028 

0.050 

0.003 

0.048 

0.009 

19.67 

Safe 

27 F 

0801000100010700 

0.25 

0.00 

743.69 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0017 

0.0023 

- 

0.004 

0.004 

0.007 

0.000 

0.007 

0.000 

0.81 

Safe 

27 H 

0801000100007400 

0.25 

0.04 

(97.98) 

0.03 

0.04 

0.07 

0.04 

0.23 

0.01 

0.0100 

0.0219 

0.0309 

- 

0.063 

0.072 

0.141 

0.007 

0.134 

0.028 

20.62 

Safe 

27 H-A 

0801000100007200 

0.25 

0.10 

(111.17) 

0.08 

0.10 

0.18 

0.04 

0.23 

0.02 

- 

0.0568 

0.0802 

- 

0.137 

0.161 

0.341 

0.017 

0.324 

0.020 

6.12 

Safe 

28 F 

0801000100010800 

0.25 

0.02 

60.16 

0.03 

0.05 

0.07 

0.02 

0.12 

0.01 

0.0400 

0.0224 

0.0316 

- 

0.094 

0.099 

0.173 

0.009 

0.164 

0.235 

143.16 

Over Exploited 

28 H 

0801000100003400 

0.25 

0.04 

(123.12) 

0.03 

0.08 

0.11 

0.02 

0.11 

0.01 

- 

0.0495 

0.0599 

- 

0.109 

0.118 

0.226 

0.011 

0.215 

0.001 

0.64 

Safe 



0.25 

0.04 

(121.53) 

0.03 

0.08 

0.12 

0.02 

0.12 

0.01 

- 

0.0527 

0.0638 

- 

0.117 

0.127 

0.244 

0.012 

0.231 

0.001 

0.64 

Safe 

29 F 

0801000100015000 

0.25 

0.00 

195.00 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0079 

0.0112 

- 

0.019 

0.019 

0.034 

0.002 

0.033 

0.009 

28.36 

Safe 

29 H 

0801000100007500 

0.25 

0.02 

(72.61) 

0.02 

0.04 

0.06 

0.02 

0.10 

0.00 

0.0100 

0.0253 

0.0357 

- 

0.071 

0.076 

0.135 

0.007 

0.128 

0.079 

61.57 

Safe 



0.25 

0.03 

(128.78) 

0.03 

0.06 

0.08 

0.02 

0.13 

0.01 

- 

0.0334 

0.0471 

- 

0.081 

0.089 

0.173 

0.009 

0.165 

0.019 

11.59 

Safe 

3 FA 

0801000100016500 

0.25 

0.03 

81.37 

0.03 

0.07 

0.10 

0.02 

0.09 

0.01 

0.0200 

0.0349 

0.0493 

- 

0.104 

0.110 

0.211 

0.011 

0.200 

0.118 

59.04 

Safe 



0.25 

0.06 

(1.21) 

0.06 

0.09 

0.14 

0.03 

0.14 

0.01 

0.0100 

0.0521 

0.0736 

- 

0.136 

0.149 

0.294 

0.015 

0.279 

0.038 

13.50 

Safe 

3 FB 

0801000100017000 

0.25 

0.04 

(99.29) 

0.03 

0.10 

0.14 

0.02 

0.10 

0.01 

0.0200 

0.0538 

0.0760 

- 

0.150 

0.160 

0.296 

0.015 

0.281 

0.119 

42.26 

Safe 



0.25 

0.07 

(113.78) 

0.06 

0.12 

0.18 

0.02 

0.13 

0.02 

0.0100 

0.0706 

0.0997 

- 

0.180 

0.198 

0.377 

0.019 

0.358 

0.038 

10.70 

Safe 

3 F-C 

0801000100020300 

0.25 

0.22 

(60.63) 

0.17 

0.21 

0.39 

0.04 

0.23 

0.05 

0.0400 

0.1193 

0.1686 

- 

0.328 

0.380 

0.768 

0.038 

0.729 

0.238 

32.61 

Safe 

30 

0801000100011300 

0.25 

0.00 

107.72 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

- 

0.0067 

0.0095 

- 

0.016 

0.017 

0.030 

0.001 

0.028 

0.000 

0.77 

Safe 



0.25 

0.08 

(65.29) 

0.07 

0.09 

0.15 

0.04 

0.20 

0.02 

0.0100 

0.0507 

0.0716 

- 

0.132 

0.152 

0.305 

0.015 

0.290 

0.029 

9.89 

Safe 

3 S 

0801000100000900 

0.25 

0.22 

- 

0.22 

0.26 

0.48 

0.05 

0.25 

0.05 

0.2200 

0.1112 

0.1572 

- 

0.488 

0.543 

1.022 

0.102 

0.920 

1.174 

127.60 

Over Exploited 

3 T 

0801000100005800 

0.25 

0.00 

885.14 

0.00 

0.03 

0.03 

0.01 

0.04 

0.00 

0.0200 

0.0096 

0.0136 

- 

0.043 

0.044 

0.074 

0.004 

0.070 

0.117 

166.60 

Over Exploited 



0.25 

0.06 

54.41 

0.07 

0.08 

0.15 

0.04 

0.18 

0.01 

0.0200 

0.0425 

0.0600 

- 

0.123 

0.137 

0.291 

0.015 

0.276 

0.109 

39.57 

Safe 

3 U (RURAL) 

0801000100006400 

0.25 

0.16 

(69.42) 

0.13 

0.16 

0.29 

0.05 

0.24 

0.04 

0.0500 

0.0821 

0.1160 

- 

0.248 

0.287 

0.575 

0.029 

0.546 

0.264 

48.29 

Safe 

3 V 

0801000100004400 

0.25 

0.07 

(155.59) 

0.06 

0.11 

0.17 

0.03 

0.15 

0.02 

- 

0.0684 

0.0829 

- 

0.151 

0.169 

0.334 

0.017 

0.318 

0.002 

0.60 

Safe 



0.25 

0.02 

(209.17) 

0.01 

0.05 

0.07 

0.02 

0.08 

0.00 

- 

0.0348 

0.0422 

- 

0.077 

0.082 

0.151 

0.008 

0.144 

0.001 

0.68 

Safe 

3 W 

0801000100006700 

0.25 

0.17 

(98.01) 

0.13 

0.15 

0.28 

0.05 

0.24 

0.04 

0.0100 

0.0882 

0.1246 

- 

0.223 

0.263 

0.547 

0.027 

0.520 

0.057 

10.94 

Safe 

3 X 

0801000100003600 

0.25 

0.11 

(94.05) 

0.08 

0.11 

0.19 

0.04 

0.23 

0.03 

- 

0.0679 

0.0822 

- 

0.150 

0.175 

0.367 

0.018 

0.349 

0.002 

0.54 

Safe 

30 F 

0801000100014900 

0.25 

0.05 

(71.39) 

0.04 

0.08 

0.12 

0.03 

0.15 

0.01 

0.0300 

0.0417 

0.0589 

- 

0.131 

0.143 

0.265 

0.013 

0.252 

0.157 

62.39 

Safe 



0.25 

0.00 

(120.71) 

0.00 

0.02 

0.02 

0.01 

0.03 

0.00 

- 

0.0091 

0.0128 

- 

0.022 

0.022 

0.040 

0.002 

0.038 

0.009 

24.47 

Safe 

30 H 

0801000100007300 

0.25 

0.13 

(122.23) 

0.10 

0.12 

0.22 

0.04 

0.23 

0.03 

- 

0.0698 

0.0986 

- 

0.168 

0.198 

0.419 

0.021 

0.398 

0.002 

0.57 

Safe 

31 H 

0801000100008700 

0.25 

0.21 

(121.93) 

0.17 

0.21 

0.38 

0.04 

0.23 

0.05 

0.0200 

0.1169 

0.1652 

- 

0.302 

0.352 

0.732 

0.037 

0.695 

0.103 

14.78 

Safe 

32 F 

0801000100014800 

0.25 

0.00 

(289.40) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0018 

0.0025 

- 

0.004 

0.004 

0.007 

0.000 

0.007 

0.000 

0.81 

Safe 



0.25 

0.10 

(100.48) 

0.08 

0.10 

0.19 

0.05 

0.23 

0.03 

0.0200 

0.0554 

0.0783 

- 

0.154 

0.179 

0.366 

0.018 

0.348 

0.083 

23.79 

Safe 

32 H 

0801000100007600 

0.25 

0.04 

(106.22) 

0.03 

0.04 

0.07 

0.04 

0.23 

0.01 

0.0100 

0.0231 

0.0326 

- 

0.066 

0.076 

0.149 

0.007 

0.141 

0.046 

32.39 

Safe 

32 H-A 

0801000100007700 

0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.25 

0.06 

(124.54) 

0.05 

0.06 

0.11 

0.04 

0.23 

0.01 

- 

0.0347 

0.0490 

- 

0.084 

0.099 

0.208 

0.010 

0.198 

0.019 

9.67 

Safe 

33 F 

0801000100015200 

0.25 

0.00 

(89.39) 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0078 

0.0110 

- 

0.019 

0.019 

0.033 

0.002 

0.032 

0.000 

0.81 

Safe 

33 H 

0801000100003300 

0.25 

0.01 

(128.71) 

0.01 

0.04 

0.05 

0.01 

0.06 

0.00 

0.0100 

0.0258 

0.0312 

- 

0.067 

0.069 

0.118 

0.006 

0.112 

0.040 

35.52 

Safe 



0.25 

0.09 

(123.79) 

0.08 

0.13 

0.20 

0.03 

0.17 

0.02 

0.0100 

0.0799 

0.0967 

- 

0.187 

0.209 

0.410 

0.020 

0.389 

0.038 

9.82 

Safe 

34 F 

0801000100014700 

0.25 

0.07 

(87.14) 

0.06 

0.12 

0.18 

0.03 

0.14 

0.02 

0.0200 

0.0670 

0.0946 

- 

0.182 

0.199 

0.383 

0.019 

0.364 

0.119 

32.78 

Safe 



0.25 

0.04 

(89.44) 

0.03 

0.08 

0.11 

0.02 

0.10 

0.01 

0.0100 

0.0488 

0.0690 

- 

0.128 

0.137 

0.252 

0.013 

0.239 

0.029 

11.94 

Safe 

34 H 

0801000100003200 

0.25 

0.04 

(161.33) 

0.04 

0.10 

0.14 

0.02 

0.10 

0.01 

0.0100 

0.0654 

0.0792 

- 

0.155 

0.165 

0.304 

0.015 

0.289 

0.041 

14.14 

Safe 



0.25 

0.07 

(159.33) 

0.06 

0.13 

0.19 

0.02 

0.13 

0.02 

- 

0.0836 

0.1013 

- 

0.185 

0.202 

0.392 

0.020 

0.373 

0.011 

3.04 

Safe 

35 F 

0801000100014600 

0.25 

0.10 

(79.31) 

0.08 

0.15 

0.23 

0.03 

0.15 

0.02 

0.0200 

0.0809 

0.1144 

- 

0.215 

0.239 

0.468 

0.023 

0.444 

0.120 

26.92 

Safe 



0.25 

0.03 

(83.20) 

0.02 

0.07 

0.09 

0.02 

0.08 

0.01 

- 

0.0415 

0.0586 

- 

0.100 

0.106 

0.199 

0.010 

0.189 

0.019 

10.26 

Safe 

35 H 

0801000100007800 

0.25 

0.00 

(497.76) 

0.00 

0.02 

0.02 

0.00 

0.02 

0.00 

- 

0.0141 

0.0170 

- 

0.031 

0.032 

0.055 

0.003 

0.052 

0.000 

0.75 

Safe 



0.25 

0.22 

(133.73) 

0.17 

0.24 

0.41 

0.04 

0.21 

0.05 

0.0100 

0.1528 

0.1851 

- 

0.348 

0.399 

0.814 

0.041 

0.773 

0.040 

5.21 

Safe 

36 F 

0801000100014200 

0.25 

0.04 

(71.98) 

0.03 

0.08 

0.11 

0.02 

0.12 

0.01 

0.0500 

0.0373 

0.0527 

- 

0.140 

0.149 

0.262 

0.013 

0.249 

0.274 

109.97 

Over Exploited 



0.25 

0.01 

(149.10) 

0.01 

0.04 

0.05 

0.01 

0.07 

0.00 

0.0100 

0.0212 

0.0300 

- 

0.061 

0.064 

0.110 

0.006 

0.105 

0.037 

35.09 

Safe 

36 H 

0801000100003100 

0.25 

0.19 

(138.17) 

0.15 

0.23 

0.38 

0.04 

0.19 

0.05 

0.0100 

0.1430 

0.1733 

- 

0.326 

0.371 

0.749 

0.037 

0.711 

0.043 

6.04 

Safe 



0.25 

0.01 

(345.78) 

0.00 

0.04 

0.04 

0.01 

0.03 

0.00 

- 

0.0241 

0.0292 

- 

0.053 

0.055 

0.097 

0.005 

0.092 

0.001 

0.73 

Safe 

37 F 

0801000100015300 

0.25 

0.00 

(128.93) 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0068 

0.0096 

- 

0.016 

0.017 

0.029 

0.001 

0.028 

0.000 

0.80 

Safe 

37 H 

0801000100008000 

0.25 

0.06 

(178.63) 

0.05 

0.15 

0.20 

0.02 

0.10 

0.02 

- 

0.0931 

0.1128 

- 

0.206 

0.221 

0.418 

0.021 

0.398 

0.003 

0.65 

Safe 



0.25 

0.10 

(161.61) 

0.08 

0.19 

0.27 

0.02 

0.13 

0.02 

- 

0.1189 

0.1440 

- 

0.263 

0.287 

0.557 

0.028 

0.530 

0.003 

0.63 

Safe 

38 F 

0801000100015500 

0.25 

0.00 

(187.79) 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0040 

0.0056 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.000 

0.81 

Safe 

38 H 

0801000100007900 

0.25 

0.10 

(135.34) 

0.08 

0.10 

0.18 

0.04 

0.23 

0.02 

- 

0.0653 

0.0791 

- 

0.144 

0.168 

0.352 

0.018 

0.335 

0.011 

3.23 

Safe 

39 F 

0801000100015600 

0.25 

0.00 

(145.40) 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0080 

0.0112 

- 

0.019 

0.019 

0.034 

0.002 

0.032 

0.009 

28.68 

Safe 

39 H 

0801000100008400 

0.25 

0.13 

(124.02) 

0.10 

0.12 

0.22 

0.04 

0.23 

0.03 

- 

0.0711 

0.1005 

- 

0.172 

0.202 

0.427 

0.021 

0.406 

0.020 

5.01 

Safe 

4 FA 

0801000100016600 

0.25 

0.00 

6,616.12 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0013 

0.0018 

- 

0.003 

0.003 

0.005 

0.000 

0.005 

0.000 

0.83 

Safe 



0.25 

0.16 

5.16 

0.16 

0.15 

0.31 

0.04 

0.22 

0.04 

0.0100 

0.0876 

0.1237 

- 

0.221 

0.258 

0.573 

0.029 

0.544 

0.057 

10.45 

Safe 

4 F-B 

0801000100020100 

0.25 

0.07 

(89.14) 

0.06 

0.10 

0.16 

0.03 

0.15 

0.02 

- 

0.0580 

0.0819 

- 

0.140 

0.157 

0.313 

0.016 

0.297 

0.002 

0.63 

Safe 



0.25 

0.02 

(77.63) 

0.01 

0.05 

0.06 

0.01 

0.07 

0.00 

- 

0.0280 

0.0396 

- 

0.068 

0.072 

0.133 

0.007 

0.126 

0.001 

0.72 

Safe 

4 F-C 

0801000100020400 

0.25 

0.13 

(60.83) 

0.11 

0.19 

0.29 

0.03 

0.15 

0.03 

0.0100 

0.1101 

0.1556 

- 

0.276 

0.308 

0.602 

0.030 

0.572 

0.043 

7.44 

Safe 

40 

0801000100011400 

0.25 

0.14 

(80.13) 

0.11 

0.13 

0.25 

0.04 

0.23 

0.03 

0.0100 

0.0782 

0.1105 

- 

0.199 

0.233 

0.481 

0.024 

0.457 

0.048 

10.40 

Safe 

4 S 

0801000100001900 

0.25 

0.16 

- 

0.16 

0.21 

0.37 

0.05 

0.24 

0.04 

0.2200 

0.0813 

0.1149 

- 

0.416 

0.455 

0.822 

0.082 

0.740 

1.173 

158.44 

Over Exploited 

4 T 

0801000100005700 

0.25 

0.00 

781.47 

0.00 

0.02 

0.02 

0.01 

0.03 

0.00 

- 

0.0107 

0.0151 

- 

0.026 

0.027 

0.048 

0.002 

0.046 

0.009 

20.36 

Safe 

4 U(RURAL) 

0801000100006100 

0.25 

0.00 

1,318.25 

0.00 

0.01 

0.02 

0.00 

0.02 

0.00 

0.0100 

0.0078 

0.0110 

- 

0.029 

0.029 

0.044 

0.002 

0.042 

0.078 

185.47 

Over Exploited 



0.25 

0.13 

(22.76) 

0.11 

0.14 

0.24 

0.04 

0.22 

0.03 

0.0300 

0.0743 

0.1049 

- 

0.209 

0.242 

0.485 

0.024 

0.461 

0.155 

33.74 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


4 V 

080100010000410C 

2.515 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.372 

0.13 

0.200 

0.00 

0.00 

0.05 

0.06 

0.00 

-0.05 

-0.03 

0.00 

0.002 

0.18 

0.28 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.143 

0.13 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


4 W 

080100010000950C 

3.012 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.012 

0.18 

0.200 

0.01 

0.00 

0.06 

0.07 

0.00 

-0.01 

-0.01 

0.05 

0.002 

0.19 

0.30 


4 X 

0801000100003500 

2.862 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.862 

0.22 

0.200 

0.00 

0.00 

0.06 

0.07 

0.00 

-0.01 

-0.01 

0.00 

0.002 

0.18 

0.29 


40 F 

0801000100015700 

4.232 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.331 

0.19 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 


40 H-A 

0801000100008600 

1.651 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.651 

0.10 

0.200 

0.01 

0.00 

0.03 

0.04 

0.00 

-0.03 

-0.02 

0.04 

0.001 

0.18 

0.28 


40 H-B 

0801000100008500 

1.853 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.853 

0.11 

0.200 

0.01 

0.00 

0.03 

0.05 

0.00 

-0.03 

-0.02 

0.03 

0.002 

0.18 

0.28 


41 F-A 

0801000100015900 

1.277 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.352 

0.17 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

0.04 

0.000 

0.05 

0.09 


41 H 

0801000100008300 

2.929 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.929 

0.12 

0.200 

0.00 

0.00 

0.06 

0.07 

0.00 

-0.07 

-0.04 

0.01 

0.002 

0.18 

0.28 


42 F 

0801000100016000 

3.709 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.091 

0.12 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


42 H 

0801000100008200 

2.969 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.969 

0.12 

0.200 

0.01 

0.00 

0.06 

0.07 

0.00 

-0.05 

-0.03 

0.02 

0.002 

0.18 

0.28 


43 F 

0801000100014100 

5.356 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.831 

0.05 

0.200 

0.03 

0.01 

0.03 

0.04 

0.00 

-0.04 

-0.03 

0.12 

0.002 

0.06 

0.10 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.970 

0.05 

0.200 

0.01 

0.00 

0.06 

0.07 

0.00 

-0.09 

-0.06 

0.05 

0.002 

0.10 

0.16 


44 F 

0801000100014000 

3.851 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.659 

-0.01 

0.200 

0.03 

0.01 

0.03 

0.04 

0.00 

0.00 

0.00 

0.12 

0.001 

0.08 

0.12 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.108 

-0.01 

0.200 

0.01 

0.00 

0.04 

0.05 

0.00 

0.00 

0.00 

0.03 

0.002 

0.10 

0.16 


45 F 

0801000100013900 

2.713 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.531 

0.00 

0.200 

0.15 

0.04 

0.05 

0.06 

0.00 

0.00 

0.00 

0.59 

0.002 

0.17 

0.26 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.009 

0.00 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


46 F (RURAL) 

0801000100013800 

3.915 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.461 

-0.03 

0.200 

0.08 

0.02 

0.03 

0.04 

0.00 

0.00 

0.00 

0.31 

0.001 

0.07 

0.11 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.407 

-0.03 

0.200 

0.03 

0.01 

0.05 

0.06 

0.00 

0.00 

0.00 

0.13 

0.002 

0.11 

0.17 


47 F 

0801000100016400 

1.282 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.205 

0.27 

0.200 

0.12 

0.03 

0.02 

0.03 

0.00 

0.10 

0.07 

0.47 

0.001 

0.17 

0.27 


47 FA 

0801000100016300 

2.920 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.773 

0.07 

0.200 

0.05 

0.01 

0.05 

0.07 

0.00 

-0.04 

-0.03 

0.20 

0.002 

0.17 

0.27 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.066 

0.07 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


48 F 

0801000100017500 

3.429 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.151 

0.22 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.000 

0.01 

0.01 


49 F 

0801000100017400 

2.583 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.127 

0.53 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.000 

0.01 

0.01 


5 FA 

0801000100013500 

3.539 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.539 

0.15 

0.200 

0.01 

0.00 

0.07 

0.09 

0.00 

-0.04 

-0.02 

0.05 

0.003 

0.18 

0.28 


50 

0801000100011500 

1.861 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.861 

0.22 

0.200 

0.01 

0.00 

0.03 

0.05 

0.00 

0.01 

0.01 

0.04 

0.002 

0.18 

0.29 


5 S-A 

0801000100000800 

4.659 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

3.539 

0.01 

0.200 

0.12 

0.03 

0.07 

0.09 

0.00 

-0.06 

-0.03 

0.47 

0.003 

0.15 

0.24 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.120 

0.01 

0.200 

0.01 

0.00 

0.02 

0.03 

0.00 

-0.04 

-0.02 

0.04 

0.001 

0.05 

0.08 


5 S-B 

0801000100000700 

3.787 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.736 

0.05 

0.200 

0.08 

0.02 

0.03 

0.04 

0.00 

0.00 

0.00 

0.31 

0.001 

0.09 

0.14 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.051 

0.05 

0.200 

0.02 

0.01 

0.04 

0.05 

0.00 

-0.06 

-0.04 

0.08 

0.002 

0.10 

0.17 


5 U (RURAL) 

0801000100006000 

2.215 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.215 

0.28 

0.200 

0.05 

0.01 

0.04 

0.05 

0.00 

0.07 

0.04 

0.18 

0.002 

0.20 

0.33 


5 W 

0801000100009600 

2.518 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.518 

0.41 

0.200 

0.03 

0.01 

0.05 

0.06 

0.00 

0.12 

0.07 

0.10 

0.002 

0.19 

0.31 


50 F 

0801000100017300 

3.329 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.106 

0.71 

0.200 

0.04 

0.01 

0.04 

0.05 

0.00 

0.24 

0.15 

0.16 

0.002 

0.12 

0.18 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.272 

0.71 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.03 

0.02 

0.00 

0.000 

0.01 

0.02 


51 F 

0801000100019800 

3.457 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.035 

0.69 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


54 F 

0801000100019900 

5.314 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.704 

0.62 

0.200 

0.01 

0.00 

0.01 

0.02 

0.00 

0.07 

0.04 

0.04 

0.001 

0.02 

0.04 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.321 

0.62 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.03 

0.02 

0.00 

0.000 

0.01 

0.02 


59 F-B 

0801000100020500 

2.865 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.425 

0.24 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.01 

0.01 

0.04 

0.000 

0.03 

0.04 


6 FA 

0801000100013400 

2.824 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.824 

0.16 

0.200 

0.01 

0.00 

0.05 

0.07 

0.00 

-0.02 

-0.02 

0.02 

0.002 

0.18 

0.28 


6 O-A 

0801000100011700 

0.789 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.789 

0.19 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.01 

0.001 

0.18 

0.29 


6 O-B 

0801000100011600 

1.095 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.095 

0.20 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.02 

0.001 

0.18 

0.29 


6 S 

0801000100002000 

2.061 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.490 

-0.03 

0.200 

0.06 

0.01 

0.01 

0.01 

0.00 

0.00 

0.00 

0.23 

0.000 

0.05 

0.08 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.572 

-0.03 

0.200 

0.04 

0.01 

0.03 

0.04 

0.00 

0.00 

0.00 

0.17 

0.001 

0.15 

0.24 


6 V 

0801000100002500 

1.792 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.198 

0.22 

0.200 

0.00 

0.00 

0.03 

0.03 

0.00 

0.00 

0.00 

0.00 

0.001 

0.12 

0.20 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.594 

0.22 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.06 

0.10 


6 W 

0801000100009400 

2.183 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.183 

0.13 

0.200 

0.01 

0.00 

0.04 

0.05 

0.00 

-0.03 

-0.02 

0.02 

0.002 

0.18 

0.29 


63 F 

0801000100021200 

7.576 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.221 

0.21 

0.200 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


7 FA 

0801000100016700 

3.507 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.507 

0.49 

0.200 

0.01 

0.00 

0.07 

0.09 

0.00 

0.21 

0.13 

0.03 

0.003 

0.18 

0.28 


70 

0801000100011900 

2.283 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.283 

0.15 

0.200 

0.01 

0.00 

0.04 

0.06 

0.00 

-0.02 

-0.01 

0.02 

0.002 

0.18 

0.28 


7 S 

0801000100002100 

5.043 

Saline 

Gang Canal 

Command 

Younger Alluvium 

5.043 

0.01 

0.200 

0.01 

0.00 

0.09 

0.12 

0.00 

-0.20 

-0.12 

0.02 

0.004 

0.19 

0.31 


7 V 

0801000100003700 

5.667 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

3.704 

0.24 

0.200 

0.00 

0.00 

0.08 

0.09 

0.00 

0.00 

0.00 

0.00 

0.003 

0.12 

0.19 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.962 

0.24 

0.200 

0.00 

0.00 

0.04 

0.05 

0.00 

0.00 

0.00 

0.00 

0.002 

0.06 

0.10 


7 W 

0801000100009300 

4.192 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.192 

0.17 

0.200 

0.01 

0.00 

0.08 

0.10 

0.00 

-0.03 

-0.02 

0.03 

0.003 

0.18 

0.29 


8 FA 

0801000100013300 

2.645 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.645 

0.19 

0.200 

0.00 

0.00 

0.06 

0.06 

0.00 

-0.02 

-0.01 

0.00 

0.002 

0.18 

0.28 


80 

0801000100009000 

3.044 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.044 

0.13 

0.200 

0.01 

0.00 

0.06 

0.07 

0.00 

-0.04 

-0.03 

0.03 

0.002 

0.18 

0.28 


8 S 

0801000100002200 

4.299 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.299 

0.09 

0.200 

0.02 

0.00 

0.08 

0.11 

0.00 

-0.09 

-0.06 

0.06 

0.004 

0.19 

0.30 


8 V 

0801000100004000 

1.485 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.485 

0.19 

0.200 

0.00 

0.00 

0.03 

0.04 

0.00 

-0.01 

-0.01 

0.00 

0.001 

0.18 

0.29 


8 W 

0801000100009200 

1.821 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.821 

0.16 

0.200 

0.00 

0.00 

0.03 

0.04 

0.00 

-0.02 

-0.01 

0.02 

0.001 

0.18 

0.29 


9 FA 

0801000100016800 

3.887 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.887 

0.21 

0.200 

0.00 

0.00 

0.07 

0.10 

0.00 

0.00 

0.00 

0.00 

0.003 

0.18 

0.28 


90 

0801000100008900 

3.034 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.034 

0.10 

0.200 

0.02 

0.00 

0.06 

0.07 

0.00 

-0.05 

-0.03 

0.07 

0.002 

0.18 

0.28 


9 S-A 

0801000100000600 

4.828 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.528 

0.12 

0.200 

0.01 

0.00 

0.03 

0.04 

0.00 

-0.02 

-0.01 

0.04 

0.001 

0.06 

0.10 





Saline 

Gang Canal 

Command 

Younger Alluvium 

3.300 

0.12 

0.200 

0.01 

0.00 

0.07 

0.08 

0.00 

-0.06 

-0.04 

0.03 

0.003 

0.13 

0.21 


9 S-B 

0801000100000500 

6.288 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.576 

0.24 

0.200 

0.02 

0.00 

0.03 

0.04 

0.00 

0.02 

0.01 

0.08 

0.001 

0.05 

0.07 





Saline 

Gang Canal 

Command 

Younger Alluvium 

4.712 

0.24 

0.200 

0.01 

0.00 

0.10 

0.12 

0.00 

0.01 

0.01 

0.04 

0.004 

0.14 

0.22 


9 W 

0801000100009100 

2.388 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.388 

0.15 

0.200 

0.01 

0.00 

0.04 

0.06 

0.00 

-0.02 

-0.01 

0.04 

0.002 

0.18 

0.29 


9H 

0801000200023800 

3.654 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.010 

0.04 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Karanpur (m) 

0801000140102000 

1.575 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.575 

0.10 

0.200 

0.08 

0.00 

0.03 

0.04 

0.00 

0.04 

0.03 

0.00 

0.251 

0.18 

0.28 


Kesrisinghpur (m) 

0801000140101000 

3.703 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.703 

0.13 

0.200 

0.19 

0.00 

0.07 

0.09 

0.00 

0.13 

0.08 

0.00 

0.589 

0.20 

0.33 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

( 23 ; 

(24; 

(25; 

(26; 

( 27 ; 

(26; 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

4 V 

0801000100004100 

0.25 

0.10 

(129.37) 

0.08 

0.11 

0.19 

0.04 

0.22 

0.02 

- 

0.0698 

0.0846 

- 

0.154 

0.179 

0.372 

0.019 

0.354 

0.002 

0.55 

Safe 



0.25 

0.00 

(575.85) 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0042 

0.0051 

- 

0.009 

0.009 

0.016 

0.001 

0.016 

0.000 

0.76 

Safe 

4 W 

0801000100009500 

0.25 

0.14 

(105.36) 

0.11 

0.13 

0.24 

0.04 

0.23 

0.03 

0.0100 

0.0760 

0.1074 

- 

0.193 

0.227 

0.469 

0.023 

0.446 

0.047 

10.65 

Safe 

4 X 

0801000100003500 

0.25 

0.13 

(104.20) 

0.10 

0.13 

0.24 

0.04 

0.23 

0.03 

- 

0.0842 

0.1020 

- 

0.186 

0.217 

0.455 

0.023 

0.432 

0.002 

0.54 

Safe 

40 F 

0801000100015700 

0.25 

0.00 

(164.12) 

0.00 

0.01 

0.02 

0.00 

0.02 

0.00 

- 

0.0084 

0.0118 

- 

0.020 

0.021 

0.036 

0.002 

0.034 

0.000 

0.80 

Safe 

40 H-A 

0801000100008600 

0.25 

0.08 

(123.49) 

0.06 

0.07 

0.13 

0.04 

0.23 

0.02 

0.0100 

0.0417 

0.0589 

- 

0.111 

0.128 

0.260 

0.013 

0.247 

0.037 

15.12 

Safe 

40 H-B 

0801000100008500 

0.25 

0.08 

(123.41) 

0.07 

0.08 

0.15 

0.04 

0.23 

0.02 

0.0100 

0.0468 

0.0661 

- 

0.123 

0.143 

0.291 

0.015 

0.276 

0.029 

10.33 

Safe 

41 F-A 

0801000100015900 

0.25 

0.00 

(12.06) 

0.00 

0.02 

0.02 

0.01 

0.06 

0.00 

0.0100 

0.0089 

0.0126 

- 

0.031 

0.032 

0.052 

0.003 

0.049 

0.036 

73.85 

Semi Critical 

41 H 

0801000100008300 

0.25 

0.13 

(133.13) 

0.11 

0.14 

0.24 

0.04 

0.23 

0.03 

- 

0.0862 

0.1044 

- 

0.191 

0.222 

0.465 

0.023 

0.442 

0.011 

2.58 

Safe 

42 F 

0801000100016000 

0.25 

0.00 

(1,156.63) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0023 

0.0033 

- 

0.006 

0.006 

0.010 

0.000 

0.009 

0.000 

0.82 

Safe 

42 H 

0801000100008200 

0.25 

0.14 

(121.84) 

0.11 

0.13 

0.24 

0.04 

0.23 

0.03 

- 

0.0749 

0.1059 

- 

0.181 

0.213 

0.450 

0.022 

0.427 

0.020 

4.78 

Safe 

43 F 

0801000100014100 

0.25 

0.03 

(194.28) 

0.02 

0.09 

0.11 

0.01 

0.08 

0.01 

0.0200 

0.0462 

0.0653 

- 

0.132 

0.138 

0.250 

0.013 

0.238 

0.119 

49.81 

Safe 



0.25 

0.08 

(177.37) 

0.06 

0.13 

0.19 

0.02 

0.13 

0.02 

0.0100 

0.0749 

0.1059 

- 

0.191 

0.209 

0.397 

0.020 

0.378 

0.047 

12.56 

Safe 

44 F 

0801000100014000 

0.25 

0.03 

- 

0.03 

0.08 

0.11 

0.02 

0.10 

0.01 

0.0200 

0.0419 

0.0591 

- 

0.121 

0.129 

0.243 

0.024 

0.219 

0.118 

54.09 

Safe 



0.25 

0.05 

- 

0.05 

0.09 

0.14 

0.02 

0.12 

0.01 

0.0100 

0.0532 

0.0752 

- 

0.138 

0.151 

0.295 

0.029 

0.265 

0.029 

10.83 

Safe 

45 F 

0801000100013900 

0.25 

0.11 

(98.43) 

0.09 

0.15 

0.24 

0.04 

0.21 

0.03 

0.1100 

0.0639 

0.0903 

- 

0.264 

0.290 

0.526 

0.026 

0.499 

0.587 

117.57 

Over Exploited 



0.25 

0.00 

(19,999.64) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

46 F (RURAL) 

0801000100013800 

0.25 

0.02 

- 

0.02 

0.08 

0.11 

0.02 

0.08 

0.01 

0.0600 

0.0369 

0.0521 

- 

0.149 

0.155 

0.263 

0.026 

0.237 

0.313 

132.29 

Over Exploited 



0.25 

0.07 

- 

0.07 

0.11 

0.18 

0.03 

0.14 

0.02 

0.0200 

0.0607 

0.0858 

- 

0.167 

0.183 

0.364 

0.036 

0.328 

0.128 

39.04 

Safe 

47 F 

0801000100016400 

0.25 

0.05 

27.49 

0.06 

0.08 

0.14 

0.04 

0.21 

0.01 

0.0900 

0.0304 

0.0429 

- 

0.163 

0.176 

0.320 

0.016 

0.304 

0.469 

154.42 

Over Exploited 

47 FA 

0801000100016300 

0.25 

0.12 

(123.45) 

0.10 

0.13 

0.23 

0.04 

0.21 

0.03 

0.0400 

0.0700 

0.0989 

- 

0.209 

0.237 

0.463 

0.023 

0.440 

0.197 

44.80 

Safe 



0.25 

0.00 

(1,997.07) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0017 

0.0024 

- 

0.004 

0.004 

0.007 

0.000 

0.007 

0.000 

0.82 

Safe 

48 F 

0801000100017500 

0.25 

0.00 

2,047.37 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

0.0100 

0.0038 

0.0054 

- 

0.019 

0.019 

0.026 

0.001 

0.025 

0.039 

157.49 

Over Exploited 

49 F 

0801000100017400 

0.25 

0.00 

3,941.05 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

0.0100 

0.0032 

0.0045 

- 

0.018 

0.018 

0.024 

0.001 

0.022 

0.039 

174.47 

Over Exploited 

5 FA 

0801000100013500 

0.25 

0.16 

(114.92) 

0.13 

0.15 

0.28 

0.04 

0.23 

0.04 

0.0100 

0.0893 

0.1262 

- 

0.226 

0.264 

0.546 

0.027 

0.519 

0.048 

9.23 

Safe 

50 

0801000100011500 

0.25 

0.09 

(90.87) 

0.07 

0.08 

0.15 

0.04 

0.23 

0.02 

0.0100 

0.0469 

0.0663 

- 

0.123 

0.144 

0.293 

0.015 

0.278 

0.038 

13.50 

Safe 

5 S-A 

0801000100000800 

0.25 

0.13 

(126.58) 

0.10 

0.18 

0.29 

0.04 

0.18 

0.03 

0.0900 

0.0893 

0.1262 

- 

0.306 

0.338 

0.625 

0.031 

0.594 

0.471 

79.27 

Semi Critical 



0.25 

0.01 

(270.62) 

0.01 

0.05 

0.06 

0.01 

0.06 

0.00 

0.0100 

0.0283 

0.0399 

- 

0.078 

0.081 

0.140 

0.007 

0.133 

0.037 

27.69 

Safe 

5 S-B 

0801000100000700 

0.25 

0.04 

(97.10) 

0.03 

0.10 

0.13 

0.02 

0.11 

0.01 

0.0600 

0.0438 

0.0619 

- 

0.166 

0.175 

0.300 

0.015 

0.285 

0.313 

109.82 

Over Exploited 



0.25 

0.05 

(168.46) 

0.04 

0.10 

0.14 

0.03 

0.13 

0.01 

0.0200 

0.0517 

0.0731 

- 

0.145 

0.158 

0.299 

0.015 

0.284 

0.083 

29.13 

Safe 

5 U (RURAL) 

0801000100006000 

0.25 

0.11 

(62.74) 

0.09 

0.11 

0.19 

0.05 

0.25 

0.03 

0.0300 

0.0559 

0.0790 

- 

0.165 

0.192 

0.385 

0.019 

0.366 

0.182 

49.72 

Safe 

5 W 

0801000100009600 

0.25 

0.12 

(38.67) 

0.09 

0.12 

0.21 

0.05 

0.23 

0.03 

0.0200 

0.0635 

0.0898 

- 

0.173 

0.202 

0.415 

0.021 

0.394 

0.101 

25.64 

Safe 

50 F 

0801000100017300 

0.25 

0.06 

151.64 

0.07 

0.10 

0.17 

0.03 

0.14 

0.01 

0.0300 

0.0531 

0.0751 

- 

0.158 

0.173 

0.347 

0.017 

0.329 

0.158 

47.87 

Safe 



0.25 

0.00 

1,600.86 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0069 

0.0097 

- 

0.017 

0.017 

0.030 

0.001 

0.028 

0.000 

0.79 

Safe 

51 F 

0801000100019800 

0.25 

0.00 

13,197.86 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0009 

0.0013 

- 

0.002 

0.002 

0.004 

0.000 

0.004 

0.000 

0.81 

Safe 

54 F 

0801000100019900 

0.25 

0.00 

907.24 

0.01 

0.03 

0.04 

0.01 

0.03 

0.00 

0.0100 

0.0178 

0.0251 

- 

0.053 

0.054 

0.089 

0.004 

0.085 

0.040 

46.55 

Safe 



0.25 

0.00 

1,785.06 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0081 

0.0114 

- 

0.020 

0.020 

0.035 

0.002 

0.033 

0.000 

0.80 

Safe 

59 F-B 

0801000100020500 

0.25 

0.00 

163.24 

0.00 

0.02 

0.02 

0.01 

0.03 

0.00 

0.0100 

0.0107 

0.0151 

- 

0.036 

0.037 

0.058 

0.003 

0.056 

0.039 

70.89 

Semi Critical 

6 FA 

0801000100013400 

0.25 

0.13 

(112.33) 

0.10 

0.12 

0.23 

0.04 

0.23 

0.03 

- 

0.0713 

0.1007 

- 

0.172 

0.203 

0.428 

0.021 

0.406 

0.020 

5.00 

Safe 

6 O-A 

0801000100011700 

0.25 

0.04 

(107.74) 

0.03 

0.03 

0.06 

0.04 

0.23 

0.01 

- 

0.0199 

0.0281 

- 

0.048 

0.057 

0.120 

0.006 

0.114 

0.010 

8.49 

Safe 

6 O-B 

0801000100011600 

0.25 

0.05 

(104.78) 

0.04 

0.05 

0.09 

0.04 

0.23 

0.01 

- 

0.0276 

0.0391 

- 

0.067 

0.079 

0.166 

0.008 

0.158 

0.019 

11.97 

Safe 

6 S 

0801000100002000 

0.25 

0.01 

- 

0.01 

0.03 

0.04 

0.01 

0.06 

0.00 

0.0400 

0.0124 

0.0175 

- 

0.070 

0.071 

0.108 

0.011 

0.097 

0.234 

241.16 

Over Exploited 



0.25 

0.06 

- 

0.06 

0.08 

0.14 

0.04 

0.18 

0.01 

0.0300 

0.0397 

0.0560 

- 

0.126 

0.140 

0.276 

0.028 

0.248 

0.172 

69.35 

Safe 

6 V 

0801000100002500 

0.25 

0.04 

(104.86) 

0.03 

0.06 

0.09 

0.03 

0.15 

0.01 

- 

0.0353 

0.0427 

- 

0.078 

0.087 

0.172 

0.009 

0.163 

0.001 

0.60 

Safe 



0.25 

0.01 

(109.86) 

0.01 

0.03 

0.03 

0.01 

0.08 

0.00 

- 

0.0175 

0.0212 

- 

0.039 

0.041 

0.076 

0.004 

0.072 

0.000 

0.68 

Safe 

6 W 

0801000100009400 

0.25 

0.10 

(117.84) 

0.08 

0.09 

0.17 

0.04 

0.23 

0.02 

- 

0.0551 

0.0778 

- 

0.133 

0.157 

0.332 

0.017 

0.315 

0.020 

6.28 

Safe 

63 F 

0801000100021200 

0.25 

0.00 

(168.40) 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0056 

0.0079 

- 

0.013 

0.013 

0.023 

0.001 

0.022 

0.000 

0.82 

Safe 

7 FA 

0801000100016700 

0.25 

0.16 

(17.13) 

0.13 

0.15 

0.28 

0.04 

0.23 

0.04 

0.0100 

0.0885 

0.1250 

- 

0.224 

0.261 

0.546 

0.027 

0.519 

0.030 

5.76 

Safe 

70 

0801000100011900 

0.25 

0.10 

(111.20) 

0.08 

0.10 

0.18 

0.04 

0.23 

0.02 

- 

0.0576 

0.0814 

- 

0.139 

0.164 

0.346 

0.017 

0.329 

0.020 

6.04 

Safe 

7 S 

0801000100002100 

0.25 

0.24 

(150.88) 

0.19 

0.22 

0.41 

0.05 

0.24 

0.06 

- 

0.1272 

0.1798 

- 

0.307 

0.366 

0.777 

0.039 

0.738 

0.022 

3.00 

Safe 

7 V 

0801000100003700 

0.25 

0.11 

(98.29) 

0.09 

0.17 

0.26 

0.03 

0.15 

0.03 

- 

0.1091 

0.1321 

- 

0.241 

0.268 

0.529 

0.026 

0.502 

0.003 

0.61 

Safe 



0.25 

0.03 

(96.80) 

0.02 

0.09 

0.12 

0.02 

0.08 

0.01 

- 

0.0578 

0.0700 

- 

0.128 

0.135 

0.251 

0.013 

0.239 

0.002 

0.67 

Safe 

7 W 

0801000100009300 

0.25 

0.19 

(108.23) 

0.15 

0.18 

0.34 

0.04 

0.23 

0.05 

0.0100 

0.1058 

0.1495 

- 

0.265 

0.311 

0.647 

0.032 

0.615 

0.030 

4.95 

Safe 

8 FA 

0801000100013300 

0.25 

0.12 

(111.92) 

0.10 

0.12 

0.22 

0.04 

0.23 

0.03 

- 

0.0779 

0.0943 

- 

0.172 

0.201 

0.420 

0.021 

0.399 

0.002 

0.54 

Safe 

80 

0801000100009000 

0.25 

0.14 

(119.11) 

0.11 

0.13 

0.24 

0.04 

0.23 

0.03 

0.0100 

0.0768 

0.1086 

- 

0.195 

0.228 

0.472 

0.024 

0.448 

0.029 

6.59 

Safe 

8 S 

0801000100002200 

0.25 

0.20 

(128.32) 

0.16 

0.19 

0.35 

0.05 

0.23 

0.05 

0.0100 

0.1085 

0.1533 

- 

0.272 

0.321 

0.669 

0.033 

0.636 

0.067 

10.47 

Safe 

8 V 

0801000100004000 

0.25 

0.07 

(111.68) 

0.05 

0.07 

0.12 

0.04 

0.23 

0.02 

- 

0.0437 

0.0529 

- 

0.097 

0.113 

0.237 

0.012 

0.225 

0.001 

0.54 

Safe 

8 W 

0801000100009200 

0.25 

0.08 

(116.05) 

0.07 

0.08 

0.15 

0.04 

0.23 

0.02 

- 

0.0460 

0.0649 

- 

0.111 

0.131 

0.276 

0.014 

0.263 

0.019 

7.43 

Safe 

9 FA 

0801000100016800 

0.25 

0.18 

(101.69) 

0.14 

0.17 

0.31 

0.04 

0.23 

0.04 

- 

0.0981 

0.1386 

- 

0.237 

0.279 

0.589 

0.029 

0.560 

0.003 

0.57 

Safe 

90 

0801000100008900 

0.25 

0.14 

(123.08) 

0.11 

0.13 

0.24 

0.04 

0.23 

0.03 

0.0100 

0.0766 

0.1082 

- 

0.195 

0.228 

0.470 

0.023 

0.446 

0.074 

16.69 

Safe 

9 S-A 

0801000100000600 

0.25 

0.02 

(165.24) 

0.02 

0.07 

0.09 

0.01 

0.07 

0.01 

0.0100 

0.0450 

0.0545 

- 

0.110 

0.115 

0.204 

0.010 

0.194 

0.040 

20.77 

Safe 



0.25 

0.11 

(137.16) 

0.08 

0.15 

0.24 

0.03 

0.16 

0.03 

0.0100 

0.0971 

0.1177 

- 

0.225 

0.250 

0.488 

0.024 

0.464 

0.030 

6.41 

Safe 

9 S-B 

0801000100000500 

0.25 

0.02 

(26.87) 

0.01 

0.07 

0.09 

0.01 

0.06 

0.00 

0.0100 

0.0464 

0.0562 

- 

0.113 

0.117 

0.205 

0.010 

0.195 

0.079 

40.76 

Safe 



0.25 

0.16 

(94.75) 

0.13 

0.22 

0.35 

0.03 

0.17 

0.04 

0.0100 

0.1387 

0.1680 

- 

0.317 

0.356 

0.706 

0.035 

0.670 

0.040 

5.95 

Safe 

9 W 

0801000100009100 

0.25 

0.11 

(113.63) 

0.09 

0.10 

0.19 

0.04 

0.23 

0.03 

0.0100 

0.0603 

0.0852 

- 

0.155 

0.181 

0.372 

0.019 

0.354 

0.038 

10.74 

Safe 

9H 

0801000200023800 

0.25 

0.00 

(19,271.06) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Karanpur (m) 

0801000140102000 

0.25 

0.07 

(59.65) 

0.06 

0.07 

0.13 

0.04 

0.23 

0.02 

- 

0.0397 

0.0561 

- 

0.096 

0.113 

0.239 

0.012 

0.227 

0.251 

110.59 

Over Exploited 

Kesrisinghpur (m) 

0801000140101000 

0.25 

0.18 

(58.06) 

0.15 

0.16 

0.31 

0.05 

0.24 

0.05 

- 

0.0934 

0.1320 

- 

0.226 

0.271 

0.576 

0.029 

0.547 

0.589 

107.68 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 

16007002 

1 Aim (aldin) 

080300060056000C 

22.986 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

4.002 

0.32 

0.100 

0.00 

0.00 

0.02 

0.04 

0.00 

0.07 

0.04 

0.00 

0.000 

0.03 

0.07 


1 Mmwm 

080300070056800C 

42.883 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

18.248 

0.17 

0.100 

0.01 

0.00 

0.13 

0.18 

0.00 

0.02 

0.01 

0.04 

0.000 

0.08 

0.16 


10 Dkd(a) 

080300020050370C 

14.619 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

14.619 

0.15 

0.100 

0.01 

0.00 

0.10 

0.14 

0.00 

-0.01 

-0.01 

0.02 

0.000 

0.19 

0.38 


12 Lkd 

0803000700568100 

23.106 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

3.001 

0.19 

0.100 

0.00 

0.00 

0.02 

0.03 

0.00 

0.01 

0.00 

0.01 

0.000 

0.02 

0.05 


13 Kjd (madhodiggi) 

0803000600562900 

61.555 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

41.173 

0.20 

0.100 

0.00 

0.00 

0.14 

0.20 

0.00 

0.48 

0.25 

0.00 

0.000 

0.13 

0.25 


13 Kpd (jiyan Wali) 

0803000700568200 

30.955 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

4.050 

0.17 

0.100 

0.00 

0.00 

0.03 

0.04 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.05 


16 Lkd 

0803000200503600 

19.970 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

16.934 

0.15 

0.100 

0.01 

0.00 

0.12 

0.17 

0.00 

-0.02 

-0.01 

0.04 

0.000 

0.16 

0.32 


2 Brwm 

0803000600561700 

11.287 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

7.862 

0.15 

0.100 

0.00 

0.00 

0.05 

0.08 

0.00 

-0.01 

-0.01 

0.00 

0.000 

0.13 

0.26 


2 Dkd 

0803000200504100 

13.304 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

13.304 

0.15 

0.100 

0.01 

0.00 

0.09 

0.13 

0.00 

-0.01 

0.00 

0.06 

0.000 

0.20 

0.40 


2 Gwm 

0803000600562300 

19.079 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

18.931 

0.23 

0.100 

0.00 

0.00 

0.07 

0.09 

0.00 

0.27 

0.14 

0.00 

0.000 

0.20 

0.38 


2 Kwm 

0803000600560600 

32.134 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

11.374 

0.21 

0.100 

0.00 

0.00 

0.04 

0.06 

0.00 

0.14 

0.07 

0.00 

0.000 

0.07 

0.13 


2 Lkd 

0803000700568600 

19.529 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

19.529 

0.04 

0.100 

0.07 

0.00 

0.07 

0.10 

0.00 

-0.01 

-0.01 

0.26 

0.000 

0.20 

0.42 


2 Pb 

0803000200503400 

17.087 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

16.704 

0.15 

0.100 

0.02 

0.00 

0.12 

0.16 

0.00 

-0.01 

-0.01 

0.08 

0.000 

0.19 

0.38 


28 Kjd 

0803000600562500 

24.477 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

4.267 

0.45 

0.100 

0.00 

0.00 

0.03 

0.04 

0.00 

0.12 

0.06 

0.00 

0.000 

0.03 

0.07 


28 Kyd 

0803000600560400 

38.173 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

5.492 

0.21 

0.100 

0.00 

0.00 

0.02 

0.03 

0.00 

0.07 

0.03 

0.00 

0.000 

0.03 

0.05 


3 Bld(a) 

0803000200503300 

10.482 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

10.482 

0.15 

0.100 

0.00 

0.00 

0.07 

0.10 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.20 

0.39 


3 Lkd(b) 

0803000700568500 

24.466 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

24.466 

0.15 

0.100 

0.11 

0.02 

0.13 

0.24 

0.00 

0.09 

0.04 

0.43 

0.000 

0.19 

0.41 


3 Pwm 

0803000600562100 

22.653 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

18.352 

0.21 

0.100 

0.00 

0.00 

0.06 

0.09 

0.00 

0.23 

0.12 

0.00 

0.000 

0.16 

0.30 


3 Vgm (guluwali) 

0803000600562600 

31.317 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

30.235 

0.21 

0.100 

0.00 

0.00 

0.11 

0.15 

0.00 

0.38 

0.19 

0.00 

0.000 

0.19 

0.37 


31 Kyd 

0803000600560100 

25.039 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

24.738 

0.22 

0.100 

0.00 

0.00 

0.09 

0.12 

0.00 

0.34 

0.17 

0.00 

0.000 

0.19 

0.37 


33 Kjd 

0803000600559800 

35.955 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

5.427 

0.37 

0.100 

0.00 

0.00 

0.03 

0.05 

0.00 

0.12 

0.06 

0.00 

0.000 

0.03 

0.06 


34 Kyd 

0803000600560200 

35.450 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

35.450 

0.24 

0.100 

0.00 

0.00 

0.12 

0.17 

0.00 

0.55 

0.28 

0.00 

0.000 

0.20 

0.38 


4 Awm 

0803000700567600 

12.448 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.060 

-0.04 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






IGNP Canal System Stage 1 

Command 

Older Alluvium 

11.655 

-0.04 

0.100 

0.02 

0.00 

0.04 

0.06 

0.00 

0.00 

0.00 

0.08 

0.000 

0.18 

0.40 


4 Bgm 

0803000600562200 

51.755 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

51.655 

0.25 

0.100 

0.00 

0.00 

0.27 

0.51 

0.00 

0.51 

0.26 

0.00 

0.000 

0.20 

0.38 


4 Dkd 

0803000200503800 

18.261 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

18.261 

0.16 

0.100 

0.01 

0.00 

0.13 

0.18 

0.00 

-0.01 

-0.01 

0.05 

0.000 

0.20 

0.40 


40 Kyd 

0803000600559900 

85.339 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

72.060 

0.27 

0.100 

0.00 

0.00 

0.38 

0.71 

0.00 

0.85 

0.44 

0.00 

0.000 

0.16 

0.32 


5 Awm (a) 

0803000700567700 

17.215 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.273 

-0.12 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.03 






IGNP Canal System Stage 1 

Command 

Older Alluvium 

15.941 

-0.12 

0.100 

0.02 

0.00 

0.06 

0.08 

0.00 

0.00 

0.00 

0.07 

0.000 

0.18 

0.39 


5 Awm (b) 

0803000700567800 

11.875 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.861 

-0.27 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.000 

0.15 

0.33 






IGNP Canal System Stage 1 

Command 

Older Alluvium 

3.014 

-0.27 

0.100 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.02 

0.000 

0.05 

0.11 


5 Kjd 

0803000600560900 

19.893 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

0.047 

0.21 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


5 Pb(a) 

0803000200503200 

10.908 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

10.908 

0.15 

0.100 

0.00 

0.00 

0.08 

0.11 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.20 

0.39 


6 Kjd 

0803000600561900 

17.256 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

4.438 

0.21 

0.100 

0.00 

0.00 

0.02 

0.02 

0.00 

0.05 

0.03 

0.00 

0.000 

0.05 

0.10 


7 Phm 

0803000600563600 

8.028 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

0.048 

0.17 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


8 Awm (aawa) 

0803000700567900 

21.442 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

21.442 

-0.04 

0.100 

0.04 

0.00 

0.07 

0.11 

0.00 

0.00 

0.00 

0.16 

0.000 

0.19 

0.41 


8 Dkd 

0803000200503900 

18.162 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

18.162 

0.16 

0.100 

0.03 

0.00 

0.13 

0.18 

0.00 

0.01 

0.00 

0.12 

0.000 

0.20 

0.39 


Ajeetmana 

0803000300514200 

13.174 

Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

1.066 

0.98 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.00 

0.001 

0.02 

0.05 


Aladin Ka Bera 

0803000600563000 

40.557 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

36.074 

0.15 

0.100 

0.00 

0.00 

0.25 

0.35 

0.00 

-0.06 

-0.03 

0.00 

0.000 

0.17 

0.34 


Ambaran 

0803000700569600 

13.261 

Saline 

Non-command 

Non-command 

Older Alluvium 

9.400 

0.31 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.09 

0.00 

0.009 

0.15 

0.39 







Non-command 

Vindhyan Sandstone 

1.622 

0.31 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.03 

0.07 


Beriyawali 

0803000600561800 

63.793 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

46.300 

0.20 

0.100 

0.30 

0.00 

0.24 

0.46 

0.00 

0.52 

0.27 

0.00 

0.914 

0.14 

0.27 


Binjharwali 

0803000300514500 

48.654 

Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

11.043 

0.95 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.10 

0.00 

0.011 

0.05 

0.16 


Chhatragarh 

0803000700567500 

243.063 

Saline 

Non-command 

Non-command 

Older Alluvium 

79.385 

-0.25 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.000 

0.06 

0.15 






IGNP Canal System Stage 1 

Command 

Older Alluvium 

24.143 

-0.25 

0.100 

0.02 

0.00 

0.08 

0.12 

0.00 

0.00 

0.00 

0.07 

0.000 

0.02 

0.05 


Dhodha 

0803000200505800 

75.598 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

23.590 

0.01 

0.100 

0.02 

0.00 

0.08 

0.12 

0.00 

-0.15 

-0.07 

0.07 

0.000 

0.06 

0.13 


Haphasar 

0803000300516400 

72.514 

Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

0.267 

-0.33 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kakrala 

0803000700568700 

38.227 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

38.227 

0.06 

0.100 

0.10 

0.01 

0.20 

0.38 

0.00 

-0.26 

-0.12 

0.38 

0.000 

0.20 

0.42 


Karanpura 

0803000200505700 

50.048 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

0.533 

0.10 

0.100 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Karnali 

0803000300514300 

16.108 

Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

2.202 

0.86 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.02 

0.00 

0.002 

0.03 

0.09 


Kelan 

0803000700569000 

139.976 

Saline 

Non-command 

Non-command 

Older Alluvium 

102.349 

0.03 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.28 

0.12 

0.00 

0.099 

0.15 

0.37 


Kishanpura (14 Kpd) 

0803000700568300 

74.819 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

9.478 

0.12 

0.100 

0.00 

0.00 

0.05 

0.09 

0.00 

-0.03 

-0.01 

0.01 

0.000 

0.02 

0.05 


Kunda 

0803000700569400 

48.283 

Saline 

Non-command 

Non-command 

Older Alluvium 

17.228 

0.15 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.08 

0.00 

0.017 

0.08 

0.20 







Non-command 

Tertiary Sandstone 

2.144 

0.15 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.01 

0.03 







Non-command 

Vindhyan Sandstone 

17.834 

0.15 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.03 

0.00 

0.017 

0.08 

0.21 


Lakhawar 

0803000300514100 

32.221 

Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

3.812 

1.04 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.04 

0.00 

0.004 

0.03 

0.08 


Loonkhan 

0803000700568400 

63.481 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

63.481 

0.19 

0.100 

0.04 

0.01 

0.44 

0.62 

0.00 

0.20 

0.10 

0.17 

0.000 

0.19 

0.39 


Makrasar 

0803000300514400 

39.077 

Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

5.239 

0.33 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.00 

0.005 

0.03 

0.08 


Moti Garh 

0803000700568800 

90.785 

Saline 

Non-command 

Non-command 

Older Alluvium 

70.282 

-0.13 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.16 

0.36 


Napasariya 

0803000700569500 

34.821 

Saline 

Non-command 

Non-command 

Older Alluvium 

29.223 

0.18 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.42 

0.16 

0.00 

0.028 

0.18 

0.46 







Non-command 

Vindhyan Sandstone 

5.598 

0.18 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.00 

0.005 

0.03 

0.09 


Nosera 

0803000600562800 

93.120 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

36.028 

0.21 

0.100 

0.00 

0.00 

0.19 

0.35 

0.00 

0.21 

0.11 

0.00 

0.000 

0.08 

0.15 


Phalawali 

0803000200504200 

24.528 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

16.765 

0.14 

0.100 

0.00 

0.00 

0.12 

0.16 

0.00 

-0.05 

-0.02 

0.00 

0.000 

0.14 

0.27 


Rajasar Bhatiyan 

0803000700569700 

120.126 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.667 

0.78 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.01 

0.00 

0.001 

0.00 

0.00 







Non-command 

Vindhyan Sandstone 

100.835 

0.78 

0.030 

0.03 

0.00 

0.00 

0.00 

0.00 

2.40 

0.84 

0.00 

0.097 

0.18 

0.52 


Ramjanwala 

0803000600563400 

14.113 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

9.202 

0.16 

0.100 

0.00 

0.00 

0.05 

0.09 

0.00 

0.01 

0.01 

0.00 

0.000 

0.12 

0.24 


Ranewala 

0803000200504000 

54.471 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

52.346 

0.10 

0.100 

0.56 

0.08 

0.27 

0.51 

0.00 

0.21 

0.10 

2.24 

0.000 

0.19 

0.39 


Ranisar 

0803000200504300 

48.355 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

16.092 

0.15 

0.100 

0.00 

0.00 

0.11 

0.16 

0.00 

-0.03 

-0.01 

0.00 

0.000 

0.07 

0.13 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

( 23 ; 

(24; 

(25) 

(26) 

(27) 

(28) 

(29) 

(so; 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

1 Aim (aldin) 

080300060056000C 

0.20 

0.03 

29.02 

0.03 

0.06 

0.09 

0.01 

0.04 

0.01 

- 

0.0294 

0.0555 

- 

0.085 

0.092 

0.185 

0.009 

0.176 

- 

- 

Safe 

1 Mmwm 

080300070056800C 

0.20 

0.29 

(97.12) 

0.23 

0.31 

0.54 

0.02 

0.10 

0.08 

- 

0.1790 

0.2529 

- 

0.432 

0.510 

1.050 

0.053 

0.998 

0.036 

3.61 

Safe 

10 Dkd(a) 

080300020050370C 

0.20 

0.57 

(100.90) 

0.45 

0.25 

0.70 

0.05 

0.24 

0.15 

- 

0.1434 

0.2026 

- 

0.346 

0.495 

1.193 

0.060 

1.134 

0.024 

2.12 

Safe 

12 Lkd 

0803000700568100 

0.20 

0.01 

(71.98) 

0.01 

0.05 

0.06 

0.01 

0.03 

0.00 

- 

0.0294 

0.0416 

- 

0.071 

0.075 

0.137 

0.007 

0.130 

0.012 

9.22 

Safe 

13 Kjd (madhodiggi) 

0803000600562900 

0.20 

1.07 

(76.79) 

0.85 

0.35 

1.20 

0.03 

0.16 

0.28 

- 

0.2019 

0.2853 

- 

0.487 

0.767 

1.966 

0.098 

1.868 

- 

- 

Safe 

13 Kpd (jiyan Wali) 

0803000700568200 

0.20 

0.02 

(100.00) 

0.02 

0.07 

0.08 

0.01 

0.03 

0.01 

- 

0.0397 

0.0561 

- 

0.096 

0.101 

0.185 

0.009 

0.176 

- 

- 

Safe 

16 Lkd 

0803000200503600 

0.20 

0.55 

(102.00) 

0.44 

0.28 

0.73 

0.04 

0.21 

0.15 

- 

0.1661 

0.2347 

- 

0.401 

0.546 

1.271 

0.064 

1.208 

0.036 

2.98 

Safe 

2 Brwm 

0803000600561700 

0.20 

0.21 

(102.82) 

0.17 

0.13 

0.30 

0.04 

0.17 

0.06 

- 

0.0771 

0.1090 

- 

0.186 

0.241 

0.540 

0.027 

0.513 

- 

- 

Safe 

2 Dkd 

0803000200504100 

0.20 

0.52 

(100.80) 

0.42 

0.22 

0.64 

0.05 

0.25 

0.14 

0.0100 

0.1305 

0.1844 

- 

0.325 

0.463 

1.106 

0.055 

1.051 

0.058 

5.52 

Safe 

2 Gwm 

0803000600562300 

0.20 

0.74 

(80.99) 

0.59 

0.16 

0.75 

0.05 

0.25 

0.19 

- 

0.0928 

0.1312 

- 

0.224 

0.417 

1.168 

0.058 

1.109 

- 

- 

Safe 

2 Kwm 

0803000600560600 

0.20 

0.15 

(51.26) 

0.12 

0.10 

0.22 

0.02 

0.08 

0.04 

- 

0.0558 

0.0788 

- 

0.135 

0.175 

0.391 

0.020 

0.372 

- 

- 

Safe 

2 Lkd 

0803000700568600 

0.20 

0.78 

(100.78) 

0.62 

0.16 

0.79 

0.05 

0.25 

0.20 

0.0100 

0.0958 

0.1353 

- 

0.241 

0.446 

1.231 

0.062 

1.170 

0.264 

22.57 

Safe 

2 Pb 

0803000200503400 

0.20 

0.64 

(100.99) 

0.52 

0.28 

0.80 

0.05 

0.24 

0.17 

0.0100 

0.1638 

0.2315 

- 

0.405 

0.574 

1.370 

0.068 

1.301 

0.084 

6.46 

Safe 

28 Kjd 

0803000600562500 

0.20 

0.03 

108.39 

0.04 

0.07 

0.11 

0.01 

0.04 

0.01 

- 

0.0418 

0.0591 

- 

0.101 

0.109 

0.216 

0.011 

0.205 

- 

- 

Safe 

28 Kyd 

0803000600560400 

0.20 

0.03 

14.86 

0.03 

0.05 

0.08 

0.01 

0.03 

0.01 

- 

0.0269 

0.0381 

- 

0.065 

0.073 

0.154 

0.008 

0.146 

- 

- 

Safe 

3 Bld(a) 

0803000200503300 

0.20 

0.41 

(102.51) 

0.33 

0.18 

0.50 

0.05 

0.25 

0.11 

- 

0.1028 

0.1453 

- 

0.248 

0.356 

0.859 

0.043 

0.817 

- 

- 

Safe 

3 Lkd(b) 

0803000700568500 

0.20 

0.95 

(95.34) 

0.76 

0.39 

1.15 

0.05 

0.25 

0.25 

0.0500 

0.1800 

0.3390 

- 

0.569 

0.820 

1.969 

0.098 

1.871 

0.432 

23.09 

Safe 

3 Pwm 

0803000600562100 

0.20 

0.57 

(79.11) 

0.46 

0.15 

0.61 

0.04 

0.20 

0.15 

- 

0.0900 

0.1272 

- 

0.217 

0.367 

0.981 

0.049 

0.932 

- 

- 

Safe 

3 Vgm (guluwali) 

0803000600562600 

0.20 

1.14 

(82.97) 

0.91 

0.25 

1.16 

0.05 

0.24 

0.30 

- 

0.1483 

0.2095 

- 

0.358 

0.655 

1.819 

0.091 

1.728 

- 

- 

Safe 

31 Kyd 

0803000600560100 

0.20 

0.94 

(81.39) 

0.75 

0.21 

0.96 

0.05 

0.24 

0.25 

- 

0.1213 

0.1714 

- 

0.293 

0.538 

1.496 

0.075 

1.421 

- 

- 

Safe 

33 Kjd 

0803000600559800 

0.20 

0.03 

86.38 

0.04 

0.08 

0.12 

0.01 

0.04 

0.01 

- 

0.0399 

0.0752 

- 

0.115 

0.124 

0.244 

0.012 

0.232 

- 

- 

Safe 

34 Kyd 

0803000600560200 

0.20 

1.38 

(79.60) 

1.11 

0.30 

1.41 

0.05 

0.25 

0.36 

- 

0.1738 

0.2456 

- 

0.420 

0.780 

2.185 

0.109 

2.076 

- 

- 

Safe 

4 Awm 

0803000700567600 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.20 

0.42 

- 

0.42 

0.10 

0.52 

0.05 

0.23 

0.11 

- 

0.0572 

0.0808 

- 

0.138 

0.250 

0.773 

0.077 

0.696 

0.084 

12.07 

Safe 

4 Bgm 

0803000600562200 

0.20 

2.03 

(87.06) 

1.62 

0.78 

2.40 

0.05 

0.25 

0.53 

- 

0.3799 

0.7158 

- 

1.096 

1.624 

4.026 

0.201 

3.825 

- 

- 

Safe 

4 Dkd 

0803000200503800 

0.20 

0.72 

(100.91) 

0.57 

0.31 

0.88 

0.05 

0.25 

0.19 

0.0100 

0.1791 

0.2531 

- 

0.442 

0.631 

1.511 

0.076 

1.435 

0.048 

3.34 

Safe 

40 Kyd 

0803000600559900 

0.20 

2.38 

(81.60) 

1.90 

1.08 

2.99 

0.04 

0.21 

0.62 

- 

0.5300 

0.9986 

- 

1.529 

2.145 

5.131 

0.257 

4.874 

- 

- 

Safe 

5 Awm (a) 

0803000700567700 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.004 

- 

- 

Safe 



0.20 

0.57 

- 

0.57 

0.13 

0.71 

0.05 

0.23 

0.15 

- 

0.0782 

0.1105 

- 

0.189 

0.341 

1.049 

0.105 

0.944 

0.072 

7.63 

Safe 

5 Awm (b) 

0803000700567800 

0.20 

0.26 

- 

0.26 

- 

0.26 

0.04 

0.19 

0.07 

- 

- 

- 

- 

- 

0.069 

0.331 

0.033 

0.298 

0.072 

24.14 

Safe 



0.20 

0.03 

- 

0.03 

0.03 

0.06 

0.01 

0.06 

0.01 

- 

0.0148 

0.0209 

- 

0.036 

0.044 

0.099 

0.010 

0.089 

0.024 

26.84 

Safe 

5 Kjd 

0803000600560900 

0.20 

0.00 

6,976.14 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

- 

- 

Safe 

5 Pb(a) 

0803000200503200 

0.20 

0.43 

(102.55) 

0.34 

0.18 

0.52 

0.05 

0.25 

0.11 

- 

0.1070 

0.1512 

- 

0.258 

0.370 

0.895 

0.045 

0.850 

- 

- 

Safe 

6 Kjd 

0803000600561900 

0.20 

0.04 

(36.03) 

0.04 

0.04 

0.07 

0.01 

0.06 

0.01 

- 

0.0218 

0.0307 

- 

0.053 

0.064 

0.136 

0.007 

0.129 

- 

- 

Safe 

7 Phm 

0803000600563600 

0.20 

0.00 

820.75 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0004 

0.0007 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

- 

- 

Safe 

8 Awm (aawa) 

0803000700567900 

0.20 

0.83 

- 

0.83 

0.18 

1.01 

0.05 

0.25 

0.22 

0.0100 

0.1051 

0.1486 

- 

0.264 

0.484 

1.499 

0.150 

1.349 

0.156 

11.56 

Safe 

8 Dkd 

0803000200503900 

0.20 

0.71 

(99.45) 

0.57 

0.31 

0.87 

0.05 

0.25 

0.19 

0.0100 

0.1781 

0.2517 

- 

0.440 

0.626 

1.498 

0.075 

1.423 

0.120 

8.43 

Safe 

Ajeetmana 

0803000300514200 

0.06 

0.00 

790.53 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.001 

64.66 

Safe 

Aladin Ka Bera 

0803000600563000 

0.20 

1.25 

(102.52) 

1.00 

0.61 

1.61 

0.05 

0.22 

0.33 

- 

0.3538 

0.4999 

- 

0.854 

1.182 

2.788 

0.139 

2.648 

- 

- 

Safe 

Ambaran 

0803000700569600 

0.12 

0.17 

(47.37) 

0.14 

- 

0.14 

0.04 

0.19 

0.04 

- 

- 

- 

- 

- 

0.044 

0.180 

0.009 

0.171 

0.009 

5.30 

Safe 



0.06 

0.00 

129.76 

0.00 

- 

0.00 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.002 

44.57 

Safe 

Beriyawali 

0803000600561800 

0.20 

1.29 

(79.22) 

1.03 

0.70 

1.73 

0.04 

0.18 

0.34 

- 

0.3405 

0.6416 

- 

0.982 

1.321 

3.049 

0.152 

2.897 

0.914 

31.57 

Safe 

Binjharwali 

0803000300514500 

0.06 

0.03 

207.45 

0.04 

- 

0.04 

0.01 

0.06 

0.01 

- 

- 

- 

- 

- 

0.009 

0.049 

0.002 

0.046 

0.011 

22.89 

Safe 

Chhatragarh 

0803000700567500 

0.20 

1.03 

- 

1.03 

- 

1.03 

0.02 

0.08 

0.27 

0.0100 

- 

- 

- 

0.010 

0.281 

1.307 

0.131 

1.176 

0.240 

20.41 

Safe 



0.20 

0.09 

- 

0.09 

0.20 

0.30 

0.01 

0.02 

0.03 

- 

0.1184 

0.1673 

- 

0.286 

0.311 

0.608 

0.061 

0.548 

0.072 

13.15 

Safe 

Dhodha 

0803000200505800 

0.20 

0.30 

(123.97) 

0.24 

0.20 

0.44 

0.02 

0.08 

0.08 

- 

0.1157 

0.1634 

- 

0.279 

0.357 

0.795 

0.040 

0.755 

0.072 

9.54 

Safe 

Haphasar 

0803000300516400 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kakrala 

0803000700568700 

0.20 

1.53 

(108.04) 

1.22 

0.59 

1.81 

0.05 

0.25 

0.40 

0.0400 

0.2812 

0.5297 

- 

0.851 

1.252 

3.058 

0.153 

2.905 

0.384 

13.22 

Safe 

Karanpura 

0803000200505700 

0.20 

0.00 

(622.54) 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

- 

0.0039 

0.0074 

- 

0.011 

0.011 

0.020 

0.001 

0.019 

- 

- 

Safe 

Karnali 

0803000300514300 

0.06 

0.00 

390.63 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.005 

0.002 

38.88 

Safe 

Kelan 

0803000700569000 

0.12 

1.87 

(93.86) 

1.50 

- 

1.50 

0.04 

0.19 

0.49 

- 

- 

- 

- 

- 

0.491 

1.989 

0.099 

1.890 

0.099 

5.21 

Safe 

Kishanpura (14 Kpd) 

0803000700568300 

0.20 

0.04 

(132.43) 

0.04 

0.14 

0.18 

0.01 

0.03 

0.01 

- 

0.0697 

0.1313 

- 

0.201 

0.213 

0.392 

0.020 

0.372 

0.012 

3.23 

Safe 

Kunda 

0803000700569400 

0.12 

0.16 

(46.42) 

0.12 

- 

0.12 

0.02 

0.10 

0.04 

- 

- 

- 

- 

- 

0.041 

0.165 

0.008 

0.157 

0.017 

10.55 

Safe 



0.07 

0.00 

254.90 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.002 

o 

cn 

cn 

Over Exploited 



0.06 

0.08 

(58.37) 

0.07 

- 

0.07 

0.02 

0.10 

0.02 

- 

- 

- 

- 

- 

0.022 

0.089 

0.004 

0.084 

0.017 

20.39 

Safe 

Lakhawar 

0803000300514100 

0.06 

0.01 

529.90 

0.01 

- 

0.01 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.002 

0.009 

0.000 

0.008 

0.004 

43.81 

Safe 

Loonkhan 

0803000700568400 

0.20 

2.46 

(96.05) 

1.97 

1.08 

3.05 

0.05 

0.25 

0.65 

0.0200 

0.6226 

0.8797 

- 

1.522 

2.173 

5.219 

0.261 

4.958 

0.168 

3.39 

Safe 

Makrasar 

0803000300514400 

0.06 

0.01 

109.70 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.002 

0.013 

0.001 

0.013 

0.005 

40.12 

Safe 

Moti Garh 

0803000700568800 

0.20 

2.24 

- 

2.24 

- 

2.24 

0.04 

0.20 

0.59 

- 

- 

- 

- 

- 

0.589 

2.831 

0.283 

2.548 

- 

- 

Safe 

Napasariya 

0803000700569500 

0.12 

0.62 

(73.87) 

0.50 

0.00 

0.50 

0.05 

0.22 

0.16 

- 

- 

- 

0.001 

0.001 

0.163 

0.661 

0.033 

0.628 

0.028 

4.48 

Safe 



0.06 

0.01 

0.00 

0.01 

0.00 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

0.000 

- 

0.003 

0.014 

0.001 

0.014 

0.005 

39.38 

Safe 

Nosera 

0803000600562800 

0.20 

0.55 

(80.39) 

0.44 

0.54 

0.98 

0.02 

0.10 

0.14 

- 

0.2650 

0.4993 

- 

0.764 

0.908 

1.891 

0.095 

1.796 

- 

- 

Safe 

Phalawali 

0803000200504200 

0.20 

0.46 

(105.21) 

0.37 

0.28 

0.65 

0.04 

0.17 

0.12 

- 

0.1644 

0.2323 

- 

0.397 

0.516 

1.163 

0.058 

1.105 

- 

- 

Safe 

Rajasar Bhatiyan 

0803000700569700 

0.12 

0.00 

15,130.45 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.06 

1.10 

(23.65) 

0.88 

0.00 

0.88 

0.05 

0.23 

0.29 

- 

- 

- 

0.002 

0.002 

0.287 

1.170 

0.058 

1.111 

0.097 

8.73 

Safe 

Ramjanwala 

0803000600563400 

0.20 

0.23 

(97.16) 

0.18 

0.14 

0.32 

0.03 

0.16 

0.06 

- 

0.0677 

0.1275 

- 

0.195 

0.256 

0.578 

0.029 

0.549 

- 

- 

Safe 

Ranewala 

0803000200504000 

0.20 

2.01 

(94.96) 

1.60 

0.87 

2.47 

0.05 

0.24 

0.53 

0.2500 

0.3850 

0.7254 

- 

1.360 

1.887 

4.360 

0.218 

4.142 

2.239 

54.05 

Safe 

Ranisar 

0803000200504300 

0.20 

0.21 

(106.86) 

0.17 

0.27 

0.44 

0.02 

0.08 

0.06 

- 

0.1578 

0.2230 

- 

0.381 

0.437 

0.877 

0.044 

0.833 

- 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Sardarpura 

080300070056890C 

80.088 

Saline 

Non-command 

Non-command 

Older Alluvium 

23.549 

0.06 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.05 

0.00 

0.023 

0.06 

0.13 


Satasar 

0803000700569100 

168.840 

Saline 

Non-command 

Non-command 

Older Alluvium 

144.892 

-0.15 

0.100 

0.33 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.33 

0.000 

0.17 

0.39 






IGNP Canal System Stage 1 

Command 

Older Alluvium 

23.948 

-0.15 

0.100 

0.05 

0.00 

0.08 

0.12 

0.00 

0.00 

0.00 

0.22 

0.000 

0.03 

0.06 


Siyasar Chaugan 

0803000600562700 

142.449 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

5.383 

0.49 

0.100 

0.00 

0.00 

0.04 

0.05 

0.00 

0.17 

0.09 

0.00 

0.000 

0.01 

0.01 


Sodhwali 

0803000300516300 

42.915 

Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

0.252 

0.52 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Tharoosar 

0803000200505900 

38.793 

Saline 

Non-command 

Non-command 

Older Alluvium 

12.063 

-0.07 

0.100 

0.21 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.85 

0.000 

0.06 

0.13 






IGNP Canal System Stage 1 

Command 

Older Alluvium 

8.028 

-0.07 

0.100 

0.14 

0.01 

0.03 

0.04 

0.00 

0.00 

0.00 

0.56 

0.000 

0.04 

0.09 

Sub Basin: Sub 1 | 

16001003 

1 BLW 

0802000400387900 

3.964 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.964 

0.14 

0.150 

0.02 

0.00 

0.04 

0.11 

0.00 

-0.05 

-0.03 

0.09 

0.010 

0.17 

0.27 


1 DBN-A 

0801000900260700 

2.132 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.132 

0.05 

0.200 

0.02 

0.00 

0.04 

0.08 

0.00 

-0.07 

-0.03 

0.07 

0.000 

0.18 

0.39 


1 DBN-B 

0801000900260600 

1.334 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.334 

0.05 

0.200 

0.01 

0.00 

0.02 

0.05 

0.00 

-0.05 

-0.02 

0.05 

0.000 

0.18 

0.42 


1 GMD 

0801000900258500 

1.666 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.255 

0.04 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.03 

0.08 


1 HDP 

0802000400394900 

2.932 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.932 

0.04 

0.150 

0.02 

0.00 

0.03 

0.08 

0.00 

-0.08 

-0.06 

0.08 

0.007 

0.16 

0.21 


1JRK 

0802000300355800 

3.888 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.288 

-0.30 

0.150 

0.01 

0.00 

0.04 

0.00 

0.00 

0.00 

0.00 

0.04 

0.000 

0.01 

0.04 






Bhakhra Canal 

Command 

Younger Alluvium 

0.864 

-0.30 

0.150 

0.03 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.11 

0.000 

0.04 

0.11 


1 LGW 

0802000300363400 

6.134 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.155 

0.20 

0.150 

0.02 

0.00 

0.12 

0.00 

0.00 

-0.06 

-0.06 

0.07 

0.000 

0.03 

0.03 


1 LKS 

0802000400394300 

2.693 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.025 

-0.04 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Bhakhra Canal 

Command 

Younger Alluvium 

0.041 

-0.04 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.206 

-0.04 

0.150 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.02 


1 MK-A 

0801000500116100 

3.974 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.532 

0.15 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

0.04 

0.000 

0.03 

0.08 





Saline 

Gang Canal 

Command 

Younger Alluvium 

3.442 

0.15 

0.200 

0.03 

0.00 

0.05 

0.06 

0.00 

0.02 

0.01 

0.12 

0.001 

0.17 

0.54 


1 MK-B 

0801000500116200 

3.455 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.835 

0.02 

0.200 

0.03 

0.00 

0.03 

0.03 

0.00 

-0.02 

-0.01 

0.11 

0.001 

0.11 

0.34 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.620 

0.02 

0.200 

0.01 

0.00 

0.03 

0.03 

0.00 

-0.04 

-0.01 

0.05 

0.000 

0.09 

0.30 


1 NP 

0801000500120600 

2.591 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.577 

-0.03 

0.200 

0.07 

0.01 

0.04 

0.04 

0.00 

0.00 

0.00 

0.29 

0.001 

0.20 

0.65 


1 NRD 

0801000900258300 

1.580 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.024 

0.02 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


1 PS 

0801000400095500 

1.786 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.797 

0.24 

0.200 

0.03 

0.00 

0.01 

0.01 

0.00 

0.04 

0.02 

0.12 

0.000 

0.09 

0.22 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.989 

0.24 

0.200 

0.02 

0.00 

0.02 

0.02 

0.00 

0.04 

0.01 

0.06 

0.001 

0.11 

0.28 


1 RB 

0801000400091800 

3.494 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.191 

0.22 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.01 

0.03 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.608 

0.22 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.02 

0.01 

0.03 

0.000 

0.04 

0.08 


1 RM 

0801000900255200 

4.873 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.834 

-0.04 

0.200 

0.00 

0.00 

0.03 

0.03 

0.00 

0.00 

0.00 

0.02 

0.000 

0.07 

0.24 


1 SPD 

0801000900265500 

2.902 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.011 

0.04 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


1TK 

0801000500120100 

5.038 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.942 

-0.06 

0.200 

0.02 

0.00 

0.03 

0.03 

0.00 

0.00 

0.00 

0.07 

0.001 

0.07 

0.22 





Saline 

Gang Canal 

Command 

Younger Alluvium 

3.096 

-0.06 

0.200 

0.01 

0.00 

0.05 

0.05 

0.00 

0.00 

0.00 

0.05 

0.001 

0.12 

0.36 


1 TKW-A 

0802000400389200 

1.872 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.872 

-0.19 

0.150 

0.09 

0.01 

0.01 

0.05 

0.00 

0.00 

0.00 

0.35 

0.005 

0.17 

0.19 


1 TKW-B 

0802000400389100 

2.839 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.839 

-0.09 

0.150 

0.04 

0.01 

0.02 

0.08 

0.00 

0.00 

0.00 

0.16 

0.007 

0.17 

0.20 


10 BLW 

0802000400386300 

2.273 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.273 

0.04 

0.150 

0.02 

0.00 

0.03 

0.04 

0.00 

-0.03 

-0.02 

0.06 

0.006 

0.19 

0.40 


10JDW 

0802000300354700 

3.647 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.259 

0.00 

0.150 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

-0.01 

0.01 

0.000 

0.01 

0.02 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.000 

0.00 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


10 JRK 

0802000300354800 

4.143 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

2.859 

-0.08 

0.150 

0.08 

0.01 

0.02 

0.08 

0.00 

0.00 

0.00 

0.32 

0.001 

0.12 

0.22 


10 LKS 

0802000400396400 

17.807 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

15.282 

-0.04 

0.150 

0.03 

0.00 

0.19 

0.44 

0.00 

0.00 

0.00 

0.07 

0.038 

0.14 

0.25 


10 MK 

0801000500117700 

2.576 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.576 

0.00 

0.200 

0.02 

0.00 

0.04 

0.04 

0.00 

0.00 

0.00 

0.07 

0.001 

0.18 

0.50 


10 MOD 

0802000300361100 

7.948 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.733 

0.16 

0.150 

0.04 

0.01 

0.27 

0.00 

0.00 

-0.18 

-0.17 

0.15 

0.001 

0.06 

0.06 






Bhakhra Canal 

Command 

Younger Alluvium 

4.327 

0.16 

0.150 

0.06 

0.01 

0.03 

0.12 

0.00 

0.00 

0.00 

0.24 

0.001 

0.09 

0.09 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.888 

0.16 

0.150 

0.01 

0.00 

0.01 

0.03 

0.00 

0.00 

0.00 

0.03 

0.000 

0.02 

0.02 


10 NP 

0801000500124600 

2.269 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.328 

0.06 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.05 

0.000 

0.03 

0.06 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.941 

0.06 

0.200 

0.04 

0.01 

0.03 

0.03 

0.00 

-0.01 

0.00 

0.14 

0.001 

0.15 

0.36 


10 PS 

0801000500109400 

3.161 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.161 

0.31 

0.200 

0.03 

0.00 

0.05 

0.05 

0.00 

0.13 

0.06 

0.10 

0.001 

0.16 

0.33 


10 RB-A 

0801000400090400 

0.822 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.327 

-0.25 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.02 

0.000 

0.08 

0.17 


10 RB-B 

0801000400089800 

2.785 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.212 

-0.26 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.01 

0.001 

0.08 

0.17 


10 TK 

0801000500118400 

5.255 

Saline 

Gang Canal 

Command 

Younger Alluvium 

5.255 

0.27 

0.200 

0.02 

0.00 

0.08 

0.09 

0.00 

0.13 

0.07 

0.06 

0.001 

0.16 

0.33 


11 JRK 

0802000300360500 

3.129 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.527 

-0.16 

0.150 

0.08 

0.01 

0.25 

0.00 

0.00 

0.00 

0.00 

0.31 

0.001 

0.14 

0.25 






Bhakhra Canal 

Command 

Younger Alluvium 

0.602 

-0.16 

0.150 

0.02 

0.00 

0.00 

0.02 

0.00 

0.00 

0.00 

0.07 

0.000 

0.03 

0.06 


11 LKS-A 

0802000400390400 

5.003 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

5.003 

0.05 

0.150 

0.04 

0.01 

0.06 

0.14 

0.00 

-0.14 

-0.08 

0.16 

0.012 

0.17 

0.31 


11 LKS-B 

0802000400390300 

3.466 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.466 

0.05 

0.150 

0.02 

0.01 

0.05 

0.12 

0.00 

-0.14 

-0.07 

0.08 

0.009 

0.18 

0.35 


11 MOD 

0802000400393700 

10.329 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

3.420 

0.29 

0.150 

0.01 

0.00 

0.34 

0.00 

0.00 

-0.18 

-0.17 

0.04 

0.008 

0.05 

0.06 






Bhakhra Canal 

Command 

Younger Alluvium 

3.790 

0.29 

0.150 

0.01 

0.00 

0.03 

0.11 

0.00 

0.04 

0.04 

0.04 

0.009 

0.06 

0.06 


11 NP 

0801000500124700 

2.576 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.029 

0.07 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.547 

0.07 

0.200 

0.04 

0.01 

0.04 

0.04 

0.00 

-0.01 

-0.01 

0.16 

0.001 

0.17 

0.40 


11 PS 

0801000500109500 

3.663 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.663 

0.29 

0.200 

0.02 

0.00 

0.06 

0.06 

0.00 

0.12 

0.06 

0.08 

0.001 

0.16 

0.33 


11 RB 

0801000400090000 

3.710 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.865 

-0.03 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.02 

0.000 

0.04 

0.09 


11 TK (RURAL) 

0801000500118500 

3.942 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.942 

0.29 

0.200 

0.02 

0.00 

0.06 

0.06 

0.00 

0.12 

0.06 

0.07 

0.001 

0.16 

0.33 


12JDW 

0802000300354200 

3.468 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.065 

0.00 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


12 JRK 

0802000300360600 

3.412 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.107 

-0.08 

0.150 

0.04 

0.01 

0.11 

0.00 

0.00 

0.00 

0.00 

0.15 

0.000 

0.06 

0.08 






Bhakhra Canal 

Command 

Younger Alluvium 

2.305 

-0.08 

0.150 

0.08 

0.01 

0.02 

0.07 

0.00 

0.00 

0.00 

0.32 

0.001 

0.12 

0.16 


12 LGW 

0802000400396800 

2.973 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.110 

-0.32 

0.150 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 






Bhakhra Canal 

Command 

Younger Alluvium 

0.315 

-0.32 

0.150 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.02 

0.001 

0.02 

0.03 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.431 

-0.32 

0.150 

0.01 

0.00 

0.01 

0.04 

0.00 

0.00 

0.00 

0.04 

0.004 

0.08 

0.12 


12 LKS 

0801000900261500 

1.764 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.764 

-0.03 

0.200 

0.02 

0.00 

0.02 

0.05 

0.00 

0.00 

0.00 

0.06 

0.000 

0.17 

0.33 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23J 

(24) 

(25) 


(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Sardarpura 

0803000700568900 

0.12 

0.17 

(69.11) 

0.14 

- 

0.14 

0.02 

0.08 

0.05 

- 

- 

- 

- 

- 

0.045 

0.182 

0.009 

0.173 

0.023 

13.08 

Safe 

Satasar 

0803000700569100 

0.20 

5.05 

- 

5.05 

0.02 

5.07 

0.05 

0.22 

1.32 

0.0500 

- 

- 

- 

0.050 

1.374 

6.440 

0.644 

5.796 

1.332 

22.98 

Safe 



0.20 

0.14 

- 

0.14 

0.20 

0.34 

0.01 

0.04 

0.04 

0.0100 

0.1174 

0.1659 

- 

0.293 

0.330 

0.669 

0.067 

0.602 

0.216 

35.90 

Safe 

Siyasar Chaugan 

0803000600562700 

0.20 

0.01 

990.70 

0.01 

0.09 

0.10 

0.00 

0.01 

0.00 

- 

0.0528 

0.0746 

- 

0.127 

0.130 

0.230 

0.011 

0.218 

- 

- 

Safe 

Sodhwali 

0803000300516300 

0.06 

0.00 

5,916.91 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Tharoosar 

0803000200505900 

0.20 

0.15 

- 

0.15 

0.01 

0.16 

0.02 

0.08 

0.04 

0.0300 

- 

- 

- 

0.030 

0.070 

0.234 

0.023 

0.210 

0.852 

405.24 

Over Exploited 



0.20 

0.07 

- 

0.07 

0.08 

0.15 

0.01 

0.05 

0.02 

0.0200 

0.0394 

0.0556 

- 

0.115 

0.133 

0.278 

0.028 

0.250 

0.564 

225.28 

Over Exploited 


Sub Basin: Sub 1 | 

1 BLW 

0802000400387900 

0.20 

0.14 

(122.79) 

0.11 

0.15 

0.26 

0.04 

0.22 

0.03 

0.0100 

0.0477 

0.1349 

- 

0.193 

0.226 

0.490 

0.024 

0.465 

0.097 

20.81 

Safe 

1 DBN-A 

0801000900260700 

0.25 

0.09 

(133.68) 

0.08 

0.11 

0.19 

0.04 

0.22 

0.02 

0.0100 

0.0385 

0.0907 

- 

0.139 

0.162 

0.349 

0.017 

0.332 

0.072 

21.78 

Safe 

1 DBN-B 

0801000900260600 

0.25 

0.06 

(133.21) 

0.05 

0.07 

0.12 

0.04 

0.22 

0.01 

0.0100 

0.0241 

0.0568 

- 

0.091 

0.105 

0.223 

0.011 

0.212 

0.045 

21.32 

Safe 

1 GMD 

0801000900258500 

0.25 

0.00 

(193.27) 

0.00 

0.01 

0.01 

0.01 

0.04 

0.00 

- 

0.0037 

0.0053 

- 

0.009 

0.009 

0.018 

0.001 

0.017 

0.018 

108.37 

Over Exploited 

1 HDP 

0802000400394900 

0.20 

0.10 

(162.30) 

0.08 

0.11 

0.19 

0.04 

0.20 

0.02 

0.0100 

0.0353 

0.0998 

- 

0.145 

0.168 

0.358 

0.018 

0.340 

0.089 

26.23 

Safe 

1JRK 

0802000300355800 

0.20 

0.00 

- 

0.00 

0.04 

0.04 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.040 

0.004 

0.036 

0.041 

115.44 

Over Exploited 



0.20 

0.01 

- 

0.01 

0.03 

0.04 

0.01 

0.05 

0.00 

0.0100 

0.0104 

0.0294 

- 

0.050 

0.052 

0.092 

0.009 

0.083 

0.108 

130.10 

Over Exploited 

1 LGW 

0802000300363400 

0.20 

0.01 

(886.93) 

0.01 

0.12 

0.12 

0.01 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.133 

0.007 

0.126 

0.068 

54.07 

Safe 

1 LKS 

0802000400394300 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.000 

2.73 

Safe 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0004 

0.0014 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

3.39 

Safe 



0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0019 

0.0070 

- 

0.009 

0.009 

0.017 

0.002 

0.015 

0.014 

88.31 

Semi Critical 

1 MK-A 

0801000500116100 

0.25 

0.00 

(23.49) 

0.00 

0.02 

0.02 

0.01 

0.03 

0.00 

- 

0.0112 

0.0126 

- 

0.024 

0.025 

0.044 

0.002 

0.042 

0.036 

85.76 

Semi Critical 



0.25 

0.15 

(95.60) 

0.12 

0.11 

0.23 

0.04 

0.21 

0.03 

0.0100 

0.0724 

0.0818 

- 

0.164 

0.195 

0.423 

0.021 

0.402 

0.118 

29.36 

Safe 

1 MK-B 

0801000500116200 

0.25 

0.05 

(114.29) 

0.04 

0.06 

0.10 

0.02 

0.13 

0.01 

0.0100 

0.0386 

0.0436 

- 

0.092 

0.102 

0.199 

0.010 

0.189 

0.109 

57.30 

Safe 



0.25 

0.04 

(129.74) 

0.03 

0.05 

0.08 

0.02 

0.11 

0.01 

0.0100 

0.0341 

0.0385 

- 

0.083 

0.090 

0.172 

0.009 

0.164 

0.054 

33.28 

Safe 

1 NP 

0801000500120600 

0.25 

0.13 

- 

0.13 

0.09 

0.22 

0.04 

0.24 

0.03 

0.0300 

0.0542 

0.0613 

- 

0.146 

0.171 

0.391 

0.039 

0.352 

0.289 

82.10 

Semi Critical 

1 NRD 

0801000900258300 

0.25 

0.00 

(1,278.90) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0005 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

0.23 

Safe 

1 PS 

0801000400095500 

0.25 

0.02 

(2.73) 

0.02 

0.03 

0.04 

0.02 

0.11 

0.00 

0.0100 

0.0167 

0.0189 

- 

0.046 

0.050 

0.093 

0.005 

0.088 

0.120 

136.14 

Over Exploited 



0.25 

0.03 

(46.95) 

0.02 

0.03 

0.05 

0.03 

0.14 

0.01 

0.0100 

0.0208 

0.0235 

- 

0.054 

0.061 

0.115 

0.006 

0.109 

0.064 

58.19 

Safe 

1 RB 

0801000400091800 

0.25 

0.00 

921.17 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0040 

0.0045 

- 

0.009 

0.009 

0.015 

0.001 

0.015 

0.024 

164.77 

Over Exploited 



0.25 

0.01 

38.42 

0.01 

0.02 

0.03 

0.01 

0.05 

0.00 

- 

0.0128 

0.0144 

- 

0.027 

0.029 

0.055 

0.003 

0.052 

0.027 

52.57 

Safe 

1 RM 

0801000900255200 

0.25 

0.03 

- 

0.03 

0.06 

0.09 

0.02 

0.09 

0.01 

- 

0.0386 

0.0436 

- 

0.082 

0.089 

0.182 

0.018 

0.164 

0.018 

11.14 

Safe 

1 SPD 

0801000900265500 

0.25 

0.00 

(5,806.95) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

1TK 

0801000500120100 

0.25 

0.04 

- 

0.04 

0.06 

0.10 

0.02 

0.09 

0.01 

0.0100 

0.0408 

0.0462 

- 

0.097 

0.105 

0.203 

0.020 

0.182 

0.073 

39.78 

Safe 



0.25 

0.09 

- 

0.09 

0.10 

0.19 

0.03 

0.14 

0.02 

0.0100 

0.0651 

0.0736 

- 

0.149 

0.168 

0.358 

0.036 

0.323 

0.055 

17.01 

Safe 

1 TKW-A 

0802000400389200 

0.20 

0.06 

- 

0.06 

0.08 

0.14 

0.04 

0.21 

0.01 

0.0400 

0.0169 

0.0637 

- 

0.121 

0.135 

0.276 

0.028 

0.248 

0.350 

140.96 

Over Exploited 

1 TKW-B 

0802000400389100 

0.20 

0.10 

- 

0.10 

0.11 

0.21 

0.04 

0.21 

0.02 

0.0200 

0.0256 

0.0966 

- 

0.142 

0.165 

0.374 

0.037 

0.337 

0.165 

48.99 

Safe 

10 BLW 

0802000400386300 

0.20 

0.08 

(119.31) 

0.07 

0.07 

0.14 

0.04 

0.23 

0.02 

0.0100 

0.0478 

0.0540 

- 

0.112 

0.132 

0.270 

0.013 

0.256 

0.063 

24.45 

Safe 

10JDW 

0802000300354700 

0.20 

0.00 

(1,070.82) 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0023 

0.0088 

- 

0.011 

0.011 

0.021 

0.001 

0.020 

0.014 

69.65 

Safe 



0.20 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

10 JRK 

0802000300354800 

0.20 

0.07 

- 

0.07 

0.11 

0.18 

0.03 

0.15 

0.02 

0.0400 

0.0258 

0.0973 

- 

0.163 

0.180 

0.363 

0.036 

0.327 

0.325 

99.31 

Critical 

10 LKS 

0802000400396400 

0.20 

0.44 

- 

0.44 

0.63 

1.07 

0.04 

0.18 

0.11 

0.0100 

0.2301 

0.5201 

- 

0.760 

0.872 

1.939 

0.194 

1.745 

0.111 

6.34 

Safe 

10 MK 

0801000500117700 

0.25 

0.12 

- 

0.12 

0.08 

0.20 

0.04 

0.23 

0.03 

0.0100 

0.0542 

0.0612 

- 

0.125 

0.153 

0.354 

0.035 

0.318 

0.073 

22.85 

Safe 

10 MOD 

0802000300361100 

0.20 

0.03 

(645.20) 

0.02 

0.28 

0.31 

0.01 

0.07 

0.01 

0.0200 

- 

- 

- 

0.020 

0.026 

0.335 

0.017 

0.318 

0.150 

47.05 

Safe 



0.20 

0.08 

(102.72) 

0.06 

0.17 

0.23 

0.02 

0.11 

0.02 

0.0300 

0.0391 

0.1473 

- 

0.216 

0.232 

0.461 

0.023 

0.438 

0.244 

55.74 

Safe 



0.20 

0.00 

(121.49) 

0.00 

0.03 

0.03 

0.00 

0.02 

0.00 

- 

0.0080 

0.0302 

- 

0.038 

0.039 

0.074 

0.004 

0.070 

0.025 

36.00 

Safe 

10 NP 

0801000500124600 

0.25 

0.00 

(27.07) 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

0.0100 

0.0069 

0.0078 

- 

0.025 

0.025 

0.037 

0.002 

0.035 

0.054 

152.44 

Over Exploited 



0.25 

0.07 

(104.86) 

0.06 

0.07 

0.13 

0.04 

0.19 

0.02 

0.0200 

0.0408 

0.0461 

- 

0.107 

0.125 

0.255 

0.013 

0.242 

0.145 

59.73 

Safe 

10 PS 

0801000500109400 

0.25 

0.13 

(51.69) 

0.10 

0.10 

0.20 

0.04 

0.21 

0.04 

0.0100 

0.0665 

0.0751 

- 

0.152 

0.187 

0.392 

0.020 

0.372 

0.100 

26.84 

Safe 

10 RB-A 

0801000400090400 

0.25 

0.01 

- 

0.01 

0.01 

0.02 

0.02 

0.10 

0.00 

- 

0.0069 

0.0078 

- 

0.015 

0.016 

0.033 

0.003 

0.030 

0.018 

60.82 

Safe 

10 RB-B 

0801000400089800 

0.25 

0.02 

- 

0.02 

0.04 

0.06 

0.02 

0.10 

0.01 

- 

0.0255 

0.0288 

- 

0.054 

0.061 

0.124 

0.012 

0.112 

0.010 

8.63 

Safe 

10 TK 

0801000500118400 

0.25 

0.22 

(69.78) 

0.17 

0.17 

0.34 

0.04 

0.21 

0.06 

0.0100 

0.1105 

0.1249 

- 

0.245 

0.304 

0.644 

0.032 

0.612 

0.064 

10.53 

Safe 

11 JRK 

0802000300360500 

0.20 

0.07 

- 

0.07 

0.26 

0.34 

0.03 

0.18 

0.02 

0.0300 

- 

- 

0.000 

0.030 

0.047 

0.382 

0.038 

0.344 

0.312 

90.56 

Critical 



0.20 

0.00 

- 

0.00 

0.02 

0.03 

0.01 

0.04 

0.00 

0.0100 

0.0054 

0.0205 

0.000 

0.036 

0.037 

0.063 

0.006 

0.057 

0.068 

120.41 

Over Exploited 

11 LKS-A 

0802000400390400 

0.20 

0.17 

(143.98) 

0.14 

0.22 

0.35 

0.04 

0.21 

0.04 

0.0200 

0.0753 

0.1703 

- 

0.266 

0.308 

0.662 

0.033 

0.629 

0.174 

27.73 

Safe 

11 LKS-B 

0802000400390300 

0.20 

0.12 

(156.96) 

0.10 

0.19 

0.28 

0.04 

0.22 

0.03 

0.0200 

0.0626 

0.1475 

- 

0.230 

0.260 

0.544 

0.027 

0.517 

0.090 

17.34 

Safe 

11 MOD 

0802000400393700 

0.20 

0.04 

(567.76) 

0.03 

0.34 

0.37 

0.01 

0.07 

0.01 

- 

- 

- 

- 

- 

0.008 

0.380 

0.019 

0.361 

0.049 

13.69 

Safe 



0.20 

0.05 

(18.60) 

0.04 

0.14 

0.17 

0.01 

0.07 

0.01 

- 

0.0342 

0.1290 

- 

0.163 

0.173 

0.347 

0.017 

0.330 

0.050 

15.27 

Safe 

11 NP 

0801000500124700 

0.25 

0.00 

(1,571.53) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0006 

0.0007 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

0.37 

Safe 



0.25 

0.11 

(105.81) 

0.09 

0.09 

0.18 

0.04 

0.21 

0.03 

0.0200 

0.0536 

0.0606 

- 

0.134 

0.162 

0.340 

0.017 

0.323 

0.163 

50.41 

Safe 

11 PS 

0801000500109500 

0.25 

0.15 

(60.56) 

0.12 

0.12 

0.24 

0.04 

0.21 

0.04 

0.0100 

0.0770 

0.0871 

- 

0.174 

0.215 

0.452 

0.023 

0.429 

0.082 

19.10 

Safe 

11 RB 

0801000400090000 

0.25 

0.01 

- 

0.01 

0.03 

0.04 

0.01 

0.05 

0.00 

- 

0.0182 

0.0206 

- 

0.039 

0.041 

0.078 

0.008 

0.070 

0.018 

26.39 

Safe 

11 TK (RURAL) 

0801000500118500 

0.25 

0.16 

(62.20) 

0.13 

0.13 

0.25 

0.04 

0.21 

0.04 

0.0100 

0.0829 

0.0937 

- 

0.187 

0.231 

0.486 

0.024 

0.461 

0.073 

15.84 

Safe 

12JDW 

0802000300354200 

0.20 

0.00 

(4,463.56) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0006 

0.0022 

- 

0.003 

0.003 

0.005 

0.000 

0.005 

0.000 

0.34 

Safe 

12 JRK 

0802000300360600 

0.20 

0.01 

- 

0.01 

0.12 

0.13 

0.01 

0.07 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.156 

0.016 

0.140 

0.149 

106.36 

Over Exploited 



0.20 

0.05 

- 

0.05 

0.09 

0.15 

0.03 

0.14 

0.01 

0.0400 

0.0208 

0.0785 

- 

0.139 

0.151 

0.298 

0.030 

0.268 

0.325 

121.12 

Over Exploited 

12 LGW 

0802000400396800 

0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.011 

0.001 

0.010 

0.008 

82.30 

Semi Critical 



0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0028 

0.0107 

- 

0.014 

0.014 

0.026 

0.003 

0.024 

0.017 

70.68 

Semi Critical 



0.20 

0.02 

- 

0.02 

0.05 

0.07 

0.02 

0.10 

0.01 

- 

0.0129 

0.0487 

- 

0.062 

0.068 

0.142 

0.014 

0.127 

0.048 

37.31 

Safe 

12 LKS 

0801000900261500 

0.25 

0.07 

- 

0.07 

0.07 

0.15 

0.04 

0.21 

0.02 

0.0100 

0.0266 

0.0600 

- 

0.097 

0.116 

0.265 

0.027 

0.239 

0.063 

26.50 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


12 ML 

0801000400095700 

2.834 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.453 

0.21 

0.200 

0.10 

0.02 

0.04 

0.04 

0.00 

0.11 

0.04 

0.41 

0.001 

0.17 

0.47 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.381 

0.21 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.01 

0.01 

0.03 

0.000 

0.03 

0.07 


12 MOD 

0802000400393800 

7.757 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

4.683 

0.31 

0.150 

0.02 

0.00 

0.47 

0.00 

0.00 

-0.23 

-0.22 

0.05 

0.012 

0.10 

0.11 






Bhakhra Canal 

Command 

Younger Alluvium 

0.474 

0.31 

0.150 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.018 

0.31 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


12 NP 

0801000500124800 

2.754 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.731 

0.09 

0.200 

0.02 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

0.09 

0.000 

0.05 

0.10 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.023 

0.09 

0.200 

0.03 

0.00 

0.03 

0.03 

0.00 

0.00 

0.00 

0.11 

0.001 

0.12 

0.28 


12 PS 

0801000500109600 

3.695 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.695 

0.30 

0.200 

0.02 

0.00 

0.06 

0.06 

0.00 

0.12 

0.06 

0.07 

0.001 

0.16 

0.33 


12 RB 

0801000400090100 

4.982 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.021 

0.10 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


12 TK 

0801000500118600 

2.270 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.270 

0.19 

0.200 

0.01 

0.00 

0.04 

0.04 

0.00 

0.02 

0.01 

0.05 

0.001 

0.16 

0.33 


13 JRK 

0802000300354600 

2.081 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

2.081 

-0.04 

0.150 

0.09 

0.01 

0.02 

0.06 

0.00 

0.00 

0.00 

0.37 

0.001 

0.17 

0.25 


13 LGW 

0802000400398700 

3.159 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.131 

-0.30 

0.150 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


13 LKS 

0801000900261600 

1.130 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.031 

-0.06 

0.200 

0.01 

0.00 

0.01 

0.03 

0.00 

0.00 

0.00 

0.05 

0.000 

0.15 

0.31 


13 ML 

0801000400095800 

5.826 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.963 

0.21 

0.200 

0.06 

0.01 

0.05 

0.05 

0.00 

0.08 

0.03 

0.24 

0.002 

0.10 

0.26 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.864 

0.21 

0.200 

0.02 

0.00 

0.04 

0.05 

0.00 

0.05 

0.02 

0.09 

0.002 

0.10 

0.25 


13 MOD-A 

0802000400393600 

3.128 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.312 

0.31 

0.150 

0.00 

0.00 

0.03 

0.00 

0.00 

-0.02 

-0.02 

0.02 

0.001 

0.02 

0.02 






Bhakhra Canal 

Command 

Younger Alluvium 

2.690 

0.31 

0.150 

0.04 

0.01 

0.02 

0.08 

0.00 

0.06 

0.06 

0.17 

0.007 

0.14 

0.15 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.125 

0.31 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


13 MOD-B 

0802000400393500 

2.052 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.578 

0.32 

0.150 

0.01 

0.00 

0.00 

0.02 

0.00 

0.02 

0.02 

0.05 

0.001 

0.05 

0.05 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.474 

0.32 

0.150 

0.02 

0.00 

0.01 

0.04 

0.00 

0.04 

0.04 

0.10 

0.004 

0.12 

0.12 


13 NP 

0801000500124900 

1.161 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.161 

0.13 

0.200 

0.01 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.05 

0.000 

0.17 

0.35 


13 PS 

0801000500115600 

1.847 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.847 

0.19 

0.200 

0.08 

0.01 

0.03 

0.03 

0.00 

0.08 

0.03 

0.31 

0.001 

0.20 

0.57 


13 TK 

0801000500117000 

5.083 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

3.521 

0.08 

0.200 

0.03 

0.00 

0.06 

0.06 

0.00 

-0.03 

-0.01 

0.13 

0.001 

0.14 

0.45 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.562 

0.08 

0.200 

0.01 

0.00 

0.02 

0.03 

0.00 

-0.01 

0.00 

0.03 

0.000 

0.06 

0.20 


14JDW 

0802000300354300 

3.539 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.170 

0.00 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


14 JRK-A 

0802000300360700 

3.665 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.338 

-0.03 

0.150 

0.01 

0.00 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.000 

0.02 

0.02 






Bhakhra Canal 

Command 

Younger Alluvium 

3.327 

-0.03 

0.150 

0.08 

0.01 

0.03 

0.10 

0.00 

0.00 

0.00 

0.34 

0.001 

0.15 

0.19 


14JRK-B 

0802000300360800 

2.352 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

2.303 

-0.02 

0.150 

0.12 

0.02 

0.02 

0.07 

0.00 

0.00 

0.00 

0.49 

0.001 

0.16 

0.19 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.049 

-0.02 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 


14 LGW-A 

0802000400396700 

2.107 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.010 

-0.25 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Bhakhra Canal 

Command 

Younger Alluvium 

0.269 

-0.25 

0.150 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.02 

0.001 

0.02 

0.03 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.507 

-0.25 

0.150 

0.02 

0.00 

0.02 

0.04 

0.00 

0.00 

0.00 

0.07 

0.004 

0.12 

0.18 


14 LKS 

0801000900261900 

1.826 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.609 

0.00 

0.200 

0.01 

0.00 

0.03 

0.06 

0.00 

0.00 

0.00 

0.05 

0.000 

0.15 

0.31 


14 ML 

0801000500115700 

4.897 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.470 

0.20 

0.200 

0.04 

0.01 

0.04 

0.04 

0.00 

0.05 

0.02 

0.16 

0.001 

0.10 

0.29 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.428 

0.20 

0.200 

0.02 

0.00 

0.04 

0.04 

0.00 

0.04 

0.01 

0.07 

0.001 

0.10 

0.29 


14 MOD 

0802000400394100 

2.938 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.125 

0.28 

0.150 

0.00 

0.00 

0.01 

0.00 

0.00 

-0.01 

-0.01 

0.01 

0.000 

0.01 

0.01 






Bhakhra Canal 

Command 

Younger Alluvium 

0.025 

0.28 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.058 

0.28 

0.150 

0.02 

0.00 

0.01 

0.03 

0.00 

0.03 

0.02 

0.06 

0.003 

0.06 

0.07 


14 NP 

0801000500124300 

2.303 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.014 

0.01 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.030 

0.01 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


14 PS-A 

0801000500115500 

3.554 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

3.554 

0.33 

0.200 

0.07 

0.01 

0.06 

0.06 

0.00 

0.18 

0.06 

0.27 

0.001 

0.20 

0.59 


14 PS-B 

0801000500115100 

3.069 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.985 

0.60 

0.200 

0.09 

0.01 

0.05 

0.05 

0.00 

0.34 

0.12 

0.36 

0.001 

0.19 

0.54 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.083 

0.60 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.000 

0.01 

0.02 


14 TK 

0801000500117300 

3.280 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.536 

0.06 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.04 

0.000 

0.03 

0.10 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.744 

0.06 

0.200 

0.02 

0.00 

0.04 

0.04 

0.00 

-0.03 

-0.01 

0.08 

0.001 

0.17 

0.53 


15JDW 

0802000300354400 

6.242 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.156 

-0.01 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


15 JRK 

0802000300354500 

4.137 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.923 

-0.01 

0.150 

0.05 

0.01 

0.01 

0.06 

0.00 

0.00 

0.00 

0.20 

0.000 

0.08 

0.09 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.910 

-0.01 

0.150 

0.02 

0.00 

0.01 

0.05 

0.00 

0.00 

0.00 

0.10 

0.000 

0.08 

0.09 


15 LGW-A 

0802000400398800 

1.543 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.027 

-0.22 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


15 LGW-C 

0802000400398900 

1.849 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.218 

-0.21 

0.150 

0.00 

0.00 

0.03 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.03 






Bhakhra Canal 

Command 

Younger Alluvium 

0.094 

-0.21 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


15 LKS 

0801000900262000 

0.983 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.983 

0.02 

0.200 

0.02 

0.01 

0.02 

0.04 

0.00 

-0.04 

-0.02 

0.10 

0.000 

0.17 

0.38 


15 LLW-B 

0802000300352600 

3.194 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.130 

-0.06 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.02 


15 MOD-A 

0802000400393400 

4.198 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.685 

0.31 

0.150 

0.01 

0.00 

0.01 

0.02 

0.00 

0.02 

0.02 

0.03 

0.002 

0.03 

0.03 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.508 

0.31 

0.150 

0.04 

0.01 

0.03 

0.10 

0.00 

0.07 

0.06 

0.15 

0.009 

0.14 

0.14 


15 MOD-B 

0802000400393300 

3.445 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.691 

0.26 

0.150 

0.01 

0.00 

0.01 

0.02 

0.00 

0.01 

0.01 

0.03 

0.002 

0.03 

0.04 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.754 

0.26 

0.150 

0.03 

0.00 

0.02 

0.08 

0.00 

0.04 

0.04 

0.11 

0.007 

0.13 

0.14 


15 NWD 

0801000500121900 

4.678 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.510 

-0.14 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.02 

0.000 

0.02 

0.07 


15 PS 

0801000500114900 

4.673 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.067 

0.22 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

Gang Canal 

Command 

Younger Alluvium 

4.606 

0.22 

0.200 

0.02 

0.00 

0.07 

0.08 

0.00 

0.07 

0.03 

0.07 

0.001 

0.19 

0.53 


15 TK 

0801000500117100 

2.578 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.986 

0.06 

0.200 

0.07 

0.01 

0.03 

0.03 

0.00 

0.02 

0.01 

0.27 

0.001 

0.15 

0.50 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.592 

0.06 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.05 

0.000 

0.05 

0.15 


16 JRK 

0802000300360900 

6.065 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

3.814 

-0.01 

0.150 

0.08 

0.01 

0.03 

0.11 

0.00 

0.00 

0.00 

0.32 

0.001 

0.10 

0.11 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.251 

-0.01 

0.150 

0.02 

0.00 

0.02 

0.06 

0.00 

0.00 

0.00 

0.09 

0.001 

0.06 

0.07 


16 LKS 

0801000900262100 

0.873 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.873 

0.04 

0.200 

0.01 

0.00 

0.01 

0.03 

0.00 

-0.03 

-0.01 

0.05 

0.000 

0.18 

0.40 


16 MOD 

0802000400393200 

5.929 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.364 

0.11 

0.150 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

-0.01 

0.02 

0.001 

0.01 

0.01 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

5.487 

0.11 

0.150 

0.08 

0.01 

0.04 

0.16 

0.00 

-0.04 

-0.04 

0.29 

0.014 

0.15 

0.16 


16 PS 

0801000500114700 

3.113 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.113 

0.19 

0.200 

0.02 

0.00 

0.05 

0.05 

0.00 

0.04 

0.02 

0.08 

0.001 

0.19 

0.50 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 


(24) 

(25) 


(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

12 ML 

0801000400095700 

0.25 

0.11 

(62.64) 

0.09 

0.10 

0.18 

0.04 

0.21 

0.02 

0.0500 

0.0516 

0.0583 

- 

0.160 

0.184 

0.368 

0.018 

0.350 

0.409 

117.09 

Over Exploited 



0.25 

0.00 

106.74 

0.00 

0.01 

0.02 

0.01 

0.03 

0.00 

- 

0.0080 

0.0090 

- 

0.017 

0.018 

0.033 

0.002 

0.031 

0.027 

87.23 

Semi Critical 

12 MOD 

0802000400393800 

0.20 

0.09 

(333.23) 

0.07 

0.47 

0.54 

0.02 

0.12 

0.02 

0.0100 

- 

- 

- 

0.010 

0.030 

0.573 

0.029 

0.544 

0.061 

11.13 

Safe 



0.20 

0.00 

363.77 

0.00 

0.02 

0.02 

0.00 

0.01 

0.00 

- 

0.0043 

0.0161 

- 

0.020 

0.021 

0.039 

0.002 

0.037 

0.009 

24.81 

Safe 



0.20 

0.00 

13,992.74 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0006 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

3.25 

Safe 

12 NP 

080100050012480C 

0.25 

0.01 

(47.77) 

0.01 

0.02 

0.03 

0.01 

0.06 

0.00 

0.0100 

0.0154 

0.0174 

- 

0.043 

0.045 

0.075 

0.004 

0.071 

0.090 

126.77 

Over Exploited 



0.25 

0.06 

(98.73) 

0.05 

0.06 

0.12 

0.03 

0.16 

0.02 

0.0100 

0.0425 

0.0481 

- 

0.101 

0.117 

0.232 

0.012 

0.220 

0.109 

49.24 

Safe 

12 PS 

0801000500109600 

0.25 

0.15 

(59.69) 

0.12 

0.12 

0.24 

0.04 

0.21 

0.04 

0.0100 

0.0777 

0.0878 

- 

0.176 

0.217 

0.456 

0.023 

0.433 

0.073 

16.86 

Safe 

12 RB 

0801000400090100 

0.25 

0.00 

(2,720.30) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0004 

0.0005 

- 

0.001 

0.001 

0.002 

0.000 

0.001 

0.000 

0.76 

Safe 

12 TK 

0801000500118600 

0.25 

0.09 

(87.82) 

0.07 

0.07 

0.15 

0.04 

0.21 

0.03 

0.0100 

0.0477 

0.0540 

- 

0.112 

0.137 

0.284 

0.014 

0.270 

0.046 

16.92 

Safe 

13 JRK 

0802000300354600 

0.20 

0.07 

- 

0.07 

0.09 

0.16 

0.04 

0.21 

0.02 

0.0400 

0.0188 

0.0708 

- 

0.130 

0.146 

0.302 

0.030 

0.272 

0.366 

134.29 

Over Exploited 

13 LGW 

0802000400398700 

0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.013 

0.001 

0.012 

0.008 

69.35 

Safe 

13 LKS 

0801000900261600 

0.25 

0.04 

- 

0.04 

0.04 

0.08 

0.04 

0.19 

0.01 

0.0100 

0.0155 

0.0351 

- 

0.061 

0.071 

0.154 

0.015 

0.139 

0.045 

32.54 

Safe 

13 ML 

0801000400095800 

0.25 

0.08 

(57.18) 

0.06 

0.10 

0.17 

0.02 

0.13 

0.02 

0.0300 

0.0623 

0.0704 

- 

0.163 

0.181 

0.347 

0.017 

0.329 

0.242 

73.35 

Semi Critical 



0.25 

0.07 

(71.69) 

0.06 

0.09 

0.15 

0.02 

0.12 

0.02 

0.0100 

0.0602 

0.0681 

- 

0.138 

0.155 

0.304 

0.015 

0.289 

0.092 

31.71 

Safe 

13 MOD-A 

0802000400393600 

0.20 

0.00 

(1,646.40) 

0.00 

0.03 

0.03 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.032 

0.002 

0.031 

0.017 

54.62 

Safe 



0.20 

0.08 

(25.90) 

0.06 

0.11 

0.17 

0.03 

0.17 

0.02 

0.0200 

0.0243 

0.0916 

- 

0.136 

0.152 

0.320 

0.016 

0.304 

0.177 

58.13 

Safe 



0.20 

0.00 

688.32 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0011 

0.0043 

- 

0.005 

0.005 

0.010 

0.001 

0.010 

0.006 

65.26 

Safe 

13 MOD-B 

0802000400393500 

0.20 

0.01 

200.03 

0.01 

0.02 

0.03 

0.01 

0.06 

0.00 

0.0100 

0.0052 

0.0197 

- 

0.035 

0.036 

0.063 

0.003 

0.060 

0.050 

83.79 

Semi Critical 



0.20 

0.03 

2.55 

0.04 

0.05 

0.09 

0.02 

0.14 

0.01 

0.0100 

0.0133 

0.0502 

- 

0.074 

0.081 

0.170 

0.008 

0.161 

0.099 

61.17 

Safe 

13 NP 

0801000500124900 

0.25 

0.05 

(97.72) 

0.04 

0.04 

0.08 

0.04 

0.21 

0.01 

0.0100 

0.0244 

0.0276 

- 

0.062 

0.075 

0.151 

0.008 

0.143 

0.045 

31.66 

Safe 

13 PS 

0801000500115600 

0.25 

0.09 

(68.89) 

0.07 

0.07 

0.14 

0.04 

0.24 

0.02 

0.0300 

0.0388 

0.0439 

- 

0.113 

0.133 

0.276 

0.014 

0.262 

0.307 

117.08 

Over Exploited 

13 TK 

0801000500117000 

0.25 

0.12 

(106.70) 

0.10 

0.11 

0.21 

0.03 

0.16 

0.02 

0.0100 

0.0740 

0.0837 

- 

0.168 

0.192 

0.401 

0.020 

0.381 

0.127 

33.31 

Safe 



0.25 

0.02 

(119.33) 

0.02 

0.05 

0.07 

0.01 

0.07 

0.00 

- 

0.0329 

0.0371 

- 

0.070 

0.075 

0.144 

0.007 

0.137 

0.027 

20.08 

Safe 

14JDW 

0802000300354300 

0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0015 

0.0058 

- 

0.007 

0.007 

0.014 

0.001 

0.012 

0.006 

48.64 

Safe 

14JRK-A 

0802000300360700 

0.20 

0.00 

- 

0.00 

0.03 

0.03 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.035 

0.004 

0.032 

0.041 

130.11 

Over Exploited 



0.20 

0.10 

- 

0.10 

0.13 

0.23 

0.03 

0.18 

0.02 

0.0400 

0.0301 

0.1132 

- 

0.183 

0.205 

0.437 

0.044 

0.393 

0.339 

86.23 

Semi Critical 

14JRK-B 

0802000300360800 

0.20 

0.07 

- 

0.07 

0.10 

0.18 

0.03 

0.20 

0.02 

0.0500 

0.0208 

0.0784 

- 

0.149 

0.165 

0.343 

0.034 

0.309 

0.487 

157.42 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0004 

0.0017 

- 

0.002 

0.002 

0.004 

0.000 

0.004 

0.006 

170.75 

Over Exploited 

14 LGW-A 

0802000400396700 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.000 

2.05 

Safe 



0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

- 

0.0032 

0.0091 

- 

0.012 

0.013 

0.024 

0.002 

0.022 

0.017 

76.45 

Semi Critical 



0.20 

0.03 

- 

0.03 

0.06 

0.09 

0.03 

0.15 

0.01 

0.0100 

0.0181 

0.0513 

- 

0.079 

0.089 

0.182 

0.018 

0.164 

0.073 

44.43 

Safe 

14 LKS 

0801000900261900 

0.25 

0.06 

- 

0.06 

0.08 

0.14 

0.04 

0.19 

0.02 

0.0100 

0.0291 

0.0685 

- 

0.108 

0.123 

0.268 

0.027 

0.241 

0.045 

18.77 

Safe 

14 ML 

0801000500115700 

0.25 

0.06 

(73.50) 

0.05 

0.09 

0.14 

0.02 

0.12 

0.01 

0.0200 

0.0519 

0.0587 

- 

0.131 

0.144 

0.283 

0.014 

0.268 

0.163 

60.62 

Safe 



0.25 

0.06 

(78.43) 

0.05 

0.08 

0.13 

0.02 

0.12 

0.01 

0.0100 

0.0510 

0.0577 

- 

0.119 

0.132 

0.257 

0.013 

0.244 

0.073 

29.74 

Safe 

14 MOD 

0802000400394100 

0.20 

0.00 

(3,814.23) 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.013 

0.001 

0.012 

0.008 

68.63 

Safe 



0.20 

0.00 

2,667.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0009 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

3.26 

Safe 



0.20 

0.01 

89.35 

0.01 

0.04 

0.05 

0.01 

0.07 

0.00 

0.0100 

0.0096 

0.0360 

- 

0.056 

0.058 

0.112 

0.006 

0.106 

0.060 

56.22 

Safe 

MNP 

0801000500124300 

0.25 

0.00 

(2,631.15) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.25 

0.00 

(1,723.70) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0006 

0.0007 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

0.39 

Safe 

14 PS-A 

0801000500115500 

0.25 

0.18 

(65.62) 

0.14 

0.12 

0.26 

0.04 

0.24 

0.04 

0.0300 

0.0747 

0.0845 

- 

0.189 

0.227 

0.492 

0.025 

0.467 

0.271 

58.02 

Safe 

14 PS-B 

0801000500115100 

0.25 

0.14 

(15.64) 

0.12 

0.11 

0.23 

0.04 

0.23 

0.03 

0.0400 

0.0628 

0.0710 

- 

0.174 

0.205 

0.431 

0.022 

0.410 

0.361 

88.09 

Semi Critical 



0.25 

0.00 

2,233.91 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0018 

0.0020 

- 

0.004 

0.004 

0.007 

0.000 

0.006 

0.009 

145.53 

Over Exploited 

14 TK 

0801000500117300 

0.25 

0.00 

(104.63) 

0.00 

0.02 

0.02 

0.01 

0.04 

0.00 

- 

0.0113 

0.0127 

- 

0.024 

0.025 

0.045 

0.002 

0.043 

0.036 

83.68 

Semi Critical 



0.25 

0.11 

(109.53) 

0.09 

0.09 

0.18 

0.03 

0.20 

0.02 

0.0100 

0.0577 

0.0652 

- 

0.133 

0.156 

0.334 

0.017 

0.318 

0.082 

25.74 

Safe 

15JDW 

0802000300354400 

0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0014 

0.0053 

- 

0.007 

0.007 

0.013 

0.001 

0.011 

0.000 

0.36 

Safe 

15 JRK 

0802000300354500 

0.20 

0.03 

- 

0.03 

0.08 

0.11 

0.02 

0.09 

0.01 

0.0200 

0.0174 

0.0655 

- 

0.103 

0.109 

0.219 

0.022 

0.197 

0.203 

103.30 

Over Exploited 



0.20 

0.03 

- 

0.03 

0.07 

0.10 

0.02 

0.09 

0.01 

0.0100 

0.0173 

0.0650 

- 

0.092 

0.099 

0.197 

0.020 

0.178 

0.095 

53.75 

Safe 

15 LGW-A 

0802000400398800 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.003 

0.000 

2.04 

Safe 

15 LGW-C 

0802000400398900 

0.20 

0.00 

- 

0.00 

0.03 

0.03 

0.01 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.030 

0.003 

0.027 

0.009 

31.40 

Safe 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0011 

0.0032 

- 

0.004 

0.004 

0.008 

0.001 

0.007 

0.000 

3.17 

Safe 

15 LKS 

0801000900262000 

0.25 

0.04 

(139.90) 

0.03 

0.06 

0.10 

0.04 

0.22 

0.01 

0.0200 

0.0178 

0.0418 

- 

0.080 

0.090 

0.186 

0.009 

0.177 

0.099 

56.16 

Safe 

15 LLW-B 

0802000300352600 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0012 

0.0044 

- 

0.006 

0.006 

0.011 

0.001 

0.010 

0.014 

147.65 

Over Exploited 

15 MOD-A 

0802000400393400 

0.20 

0.00 

345.60 

0.00 

0.02 

0.03 

0.01 

0.03 

0.00 

- 

0.0062 

0.0233 

- 

0.030 

0.030 

0.059 

0.003 

0.056 

0.034 

59.65 

Safe 



0.20 

0.10 

(33.80) 

0.08 

0.14 

0.21 

0.03 

0.17 

0.02 

0.0200 

0.0317 

0.1194 

- 

0.171 

0.191 

0.405 

0.020 

0.385 

0.154 

39.92 

Safe 

15 MOD-B 

0802000400393300 

0.20 

0.00 

150.97 

0.01 

0.03 

0.03 

0.01 

0.04 

0.00 

- 

0.0062 

0.0235 

- 

0.030 

0.031 

0.061 

0.003 

0.058 

0.034 

57.93 

Safe 



0.20 

0.07 

(49.67) 

0.06 

0.10 

0.16 

0.03 

0.16 

0.02 

0.0100 

0.0249 

0.0937 

- 

0.129 

0.144 

0.301 

0.015 

0.286 

0.114 

39.76 

Safe 

15 NWD 

0801000500121900 

0.25 

0.00 

- 

0.00 

0.02 

0.02 

0.00 

0.03 

0.00 

- 

0.0107 

0.0121 

- 

0.023 

0.023 

0.042 

0.004 

0.038 

0.018 

47.53 

Safe 

15 PS 

0801000500114900 

0.25 

0.00 

548.79 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0014 

0.0016 

- 

0.003 

0.003 

0.005 

0.000 

0.005 

0.000 

0.38 

Safe 



0.25 

0.22 

(88.30) 

0.17 

0.15 

0.32 

0.04 

0.23 

0.05 

0.0100 

0.0969 

0.1095 

- 

0.216 

0.266 

0.587 

0.029 

0.558 

0.073 

13.13 

Safe 

15 TK 

0801000500117100 

0.25 

0.08 

(91.56) 

0.06 

0.07 

0.13 

0.03 

0.18 

0.02 

0.0300 

0.0418 

0.0472 

- 

0.119 

0.134 

0.268 

0.013 

0.255 

0.271 

106.09 

Over Exploited 



0.25 

0.01 

(107.43) 

0.01 

0.02 

0.02 

0.01 

0.05 

0.00 

0.0100 

0.0124 

0.0141 

- 

0.037 

0.038 

0.062 

0.003 

0.059 

0.045 

76.47 

Semi Critical 

16 JRK 

0802000300360900 

0.20 

0.08 

- 

0.08 

0.15 

0.23 

0.02 

0.13 

0.02 

0.0400 

0.0344 

0.1298 

- 

0.204 

0.221 

0.448 

0.045 

0.404 

0.325 

80.53 

Semi Critical 



0.20 

0.03 

- 

0.03 

0.08 

0.11 

0.01 

0.07 

0.01 

0.0100 

0.0203 

0.0766 

- 

0.107 

0.113 

0.222 

0.022 

0.200 

0.089 

44.37 

Safe 

16 LKS 

0801000900262100 

0.25 

0.04 

(133.89) 

0.03 

0.05 

0.08 

0.04 

0.22 

0.01 

0.0100 

0.0158 

0.0371 

- 

0.063 

0.072 

0.149 

0.007 

0.141 

0.054 

38.31 

Safe 

16 MOD 

0802000400393200 

0.20 

0.00 

(1,028.28) 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0033 

0.0124 

- 

0.016 

0.016 

0.030 

0.001 

0.028 

0.019 

67.12 

Safe 



0.20 

0.17 

(122.74) 

0.13 

0.21 

0.34 

0.03 

0.18 

0.04 

0.0300 

0.0496 

0.1867 

- 

0.266 

0.302 

0.643 

0.032 

0.611 

0.302 

49.33 

Safe 

16 PS 

0801000500114700 

0.25 

0.15 

(89.55) 

0.12 

0.10 

0.22 

0.04 

0.23 

0.03 

0.0100 

0.0655 

0.0740 

- 

0.150 

0.183 

0.399 

0.020 

0.379 

0.082 

21.59 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


16 TK 

080100050011720C 

3.234 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.234 

-0.05 

0.200 

0.01 

0.00 

0.05 

0.05 

0.00 

0.00 

0.00 

0.04 

0.001 

0.20 

0.63 


17JRK 

080200040039190C 

8.601 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

4.657 

0.18 

0.150 

0.03 

0.00 

0.04 

0.13 

0.00 

-0.01 

-0.01 

0.12 

0.012 

0.09 

0.09 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.944 

0.18 

0.150 

0.02 

0.00 

0.03 

0.11 

0.00 

-0.01 

-0.01 

0.08 

0.010 

0.08 

0.08 


17 LGW 

0802000400396500 

7.916 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.323 

-0.09 

0.150 

0.01 

0.00 

0.03 

0.07 

0.00 

0.00 

0.00 

0.04 

0.006 

0.05 

0.09 


17 LKS 

0801000900262200 

1.157 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.157 

0.03 

0.200 

0.01 

0.00 

0.02 

0.04 

0.00 

-0.04 

-0.02 

0.04 

0.000 

0.18 

0.40 


17 MOD 

0802000400393100 

2.980 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.980 

-0.05 

0.150 

0.09 

0.01 

0.02 

0.09 

0.00 

0.00 

0.00 

0.33 

0.007 

0.16 

0.18 


17 PS 

0801000500114600 

4.499 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.499 

0.16 

0.200 

0.02 

0.00 

0.07 

0.07 

0.00 

0.02 

0.01 

0.09 

0.001 

0.18 

0.46 


17 RB 

0801000500105000 

4.430 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.556 

0.33 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.02 

0.01 

0.02 

0.000 

0.02 

0.04 


17 TK 

0801000500117900 

3.103 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.103 

-0.10 

0.200 

0.02 

0.00 

0.05 

0.05 

0.00 

0.00 

0.00 

0.07 

0.001 

0.19 

0.58 


18JRK 

0802000400392000 

2.191 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.985 

0.18 

0.150 

0.03 

0.00 

0.01 

0.03 

0.00 

0.02 

0.02 

0.10 

0.002 

0.07 

0.08 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.206 

0.18 

0.150 

0.02 

0.00 

0.01 

0.03 

0.00 

0.01 

0.01 

0.09 

0.003 

0.09 

0.09 


18 LGW-A 

0801000900263300 

0.759 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.024 

-0.14 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


18 MOD 

0802000400393000 

4.125 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.125 

-0.14 

0.150 

0.11 

0.02 

0.03 

0.12 

0.00 

0.00 

0.00 

0.43 

0.010 

0.16 

0.18 


18 PS 

0801000500114300 

3.793 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.793 

0.22 

0.200 

0.03 

0.00 

0.06 

0.06 

0.00 

0.08 

0.03 

0.11 

0.001 

0.17 

0.40 


19JRK 

0802000300346700 

5.184 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.673 

0.06 

0.150 

0.01 

0.00 

0.01 

0.02 

0.00 

-0.01 

-0.01 

0.04 

0.000 

0.02 

0.02 


19 LGW-A 

0801000900261700 

0.868 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.364 

-0.09 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.05 

0.000 

0.07 

0.14 


19 LGW-B 

0801000900261800 

1.088 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.299 

-0.03 

0.200 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.05 

0.000 

0.05 

0.10 


19 MOD 

0802000400394600 

3.685 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.502 

-0.20 

0.150 

0.04 

0.00 

0.03 

0.10 

0.00 

0.00 

0.00 

0.13 

0.009 

0.15 

0.19 


19 PS 

0801000500114200 

3.652 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.652 

0.23 

0.200 

0.03 

0.01 

0.06 

0.06 

0.00 

0.07 

0.03 

0.14 

0.001 

0.17 

0.37 


2 BLW-A 

0802000400387800 

6.605 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

6.605 

0.04 

0.150 

0.02 

0.00 

0.07 

0.19 

0.00 

-0.20 

-0.12 

0.07 

0.016 

0.18 

0.28 


2 BLW-B 

0802000400387400 

4.892 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.892 

0.02 

0.150 

0.02 

0.00 

0.05 

0.14 

0.00 

-0.15 

-0.09 

0.06 

0.012 

0.18 

0.31 


2 DBN 

0801000900260900 

1.109 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.109 

0.05 

0.200 

0.01 

0.00 

0.02 

0.04 

0.00 

-0.04 

-0.02 

0.04 

0.000 

0.18 

0.38 


2 GMD 

0801000900258600 

1.221 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.036 

0.04 

0.200 

0.03 

0.01 

0.01 

0.02 

0.00 

0.00 

0.00 

0.13 

0.000 

0.16 

0.42 


2 HDP 

0802000400392800 

3.085 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.085 

0.19 

0.150 

0.07 

0.01 

0.03 

0.09 

0.00 

0.03 

0.03 

0.26 

0.008 

0.16 

0.19 


2 JRK 

0802000300359700 

3.033 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.529 

-0.41 

0.150 

0.02 

0.00 

0.07 

0.00 

0.00 

0.00 

0.00 

0.08 

0.000 

0.03 

0.09 


2 LGW 

0802000400393900 

9.359 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.202 

0.21 

0.150 

0.00 

0.00 

0.02 

0.00 

0.00 

-0.01 

-0.01 

0.00 

0.000 

0.00 

0.00 


2 LKS 

0802000400394400 

2.010 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.035 

-0.26 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.329 

-0.26 

0.150 

0.02 

0.00 

0.01 

0.04 

0.00 

0.00 

0.00 

0.09 

0.003 

0.11 

0.15 


2 MK 

0801000500116300 

3.438 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

3.438 

0.20 

0.200 

0.09 

0.01 

0.05 

0.06 

0.00 

0.11 

0.04 

0.38 

0.001 

0.20 

0.60 


2 MOD-B 

0802000300361800 

3.845 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.035 

-0.33 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Bhakhra Canal 

Command 

Younger Alluvium 

0.005 

-0.33 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


2 NP 

0801000500120500 

3.303 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

3.114 

0.02 

0.200 

0.07 

0.01 

0.05 

0.05 

0.00 

-0.03 

-0.01 

0.29 

0.001 

0.19 

0.61 


2 PS 

0801000400095600 

4.288 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

4.288 

0.20 

0.200 

0.12 

0.02 

0.07 

0.07 

0.00 

0.14 

0.05 

0.48 

0.002 

0.20 

0.54 


2 RB 

0801000400091700 

2.762 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.144 

0.12 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


2 RM-A 

0801000900255100 

5.373 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.331 

-0.07 

0.200 

0.01 

0.00 

0.04 

0.04 

0.00 

0.00 

0.00 

0.03 

0.000 

0.09 

0.28 


2 TK 

0801000500118000 

4.471 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.471 

0.07 

0.200 

0.03 

0.00 

0.07 

0.07 

0.00 

-0.05 

-0.02 

0.13 

0.001 

0.18 

0.45 


20 JRK 

0802000400392100 

3.694 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.197 

0.15 

0.150 

0.02 

0.00 

0.01 

0.03 

0.00 

0.00 

0.00 

0.08 

0.003 

0.05 

0.06 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.497 

0.15 

0.150 

0.04 

0.00 

0.02 

0.07 

0.00 

0.01 

0.01 

0.13 

0.006 

0.11 

0.12 


20 MOD 

0802000400392900 

5.373 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

5.373 

-0.29 

0.150 

0.08 

0.01 

0.05 

0.15 

0.00 

0.00 

0.00 

0.30 

0.013 

0.16 

0.19 


20 NP 

0801000500124500 

2.764 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.471 

0.03 

0.200 

0.07 

0.01 

0.04 

0.04 

0.00 

-0.01 

0.00 

0.29 

0.001 

0.16 

0.43 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.007 

0.03 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


20 PS 

0801000500114000 

4.040 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.040 

0.23 

0.200 

0.02 

0.00 

0.06 

0.07 

0.00 

0.08 

0.04 

0.06 

0.001 

0.17 

0.35 


21 JRK 

0802000400392200 

3.913 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.017 

0.08 

0.150 

0.02 

0.00 

0.01 

0.03 

0.00 

0.00 

0.00 

0.07 

0.003 

0.04 

0.04 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.896 

0.08 

0.150 

0.05 

0.01 

0.02 

0.08 

0.00 

-0.03 

-0.03 

0.17 

0.007 

0.12 

0.13 


21 LGW 

0801000900262300 

1.701 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.375 

0.00 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

-0.01 

0.00 

0.03 

0.000 

0.04 

0.08 


21 MOD 

0802000400395600 

3.788 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.788 

-0.43 

0.150 

0.06 

0.01 

0.04 

0.11 

0.00 

0.00 

0.00 

0.24 

0.009 

0.16 

0.22 


21 PS 

0801000500113900 

3.718 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.718 

0.27 

0.200 

0.02 

0.00 

0.06 

0.06 

0.00 

0.10 

0.05 

0.09 

0.001 

0.16 

0.33 


21/23 NP 

0801000500125000 

4.060 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.415 

0.05 

0.200 

0.05 

0.01 

0.05 

0.06 

0.00 

-0.04 

-0.02 

0.22 

0.001 

0.10 

0.25 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.143 

0.05 

0.200 

0.01 

0.00 

0.02 

0.03 

0.00 

-0.03 

-0.01 

0.05 

0.000 

0.05 

0.12 


22 JRK 

0802000400392300 

3.965 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.023 

-0.03 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.942 

-0.03 

0.150 

0.08 

0.01 

0.03 

0.11 

0.00 

0.00 

0.00 

0.29 

0.010 

0.16 

0.17 


22 LGW-A 

0801000900262400 

2.996 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.690 

0.02 

0.200 

0.02 

0.00 

0.03 

0.06 

0.00 

-0.06 

-0.03 

0.06 

0.000 

0.10 

0.22 


22 LGW-C 

0801000900259600 

1.312 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.590 

0.03 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.03 

-0.01 

0.02 

0.000 

0.08 

0.19 


22 MOD 

0802000400394800 

4.430 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.430 

-0.41 

0.150 

0.06 

0.01 

0.04 

0.13 

0.00 

0.00 

0.00 

0.23 

0.011 

0.16 

0.20 


22 PS(RURAL) 

0801000500113800 

3.039 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.039 

0.30 

0.200 

0.03 

0.01 

0.05 

0.05 

0.00 

0.11 

0.05 

0.14 

0.001 

0.16 

0.33 


23JRK-A 

0802000400391800 

19.545 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

8.921 

-0.04 

0.150 

0.03 

0.00 

0.07 

0.26 

0.00 

0.00 

0.00 

0.11 

0.022 

0.07 

0.08 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

10.624 

-0.04 

0.150 

0.03 

0.00 

0.08 

0.30 

0.00 

0.00 

0.00 

0.10 

0.026 

0.09 

0.09 


23 JRK-B 

0802000400391500 

10.654 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

3.479 

-0.15 

0.150 

0.02 

0.00 

0.03 

0.10 

0.00 

0.00 

0.00 

0.07 

0.009 

0.05 

0.06 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

7.174 

-0.15 

0.150 

0.03 

0.00 

0.05 

0.21 

0.00 

0.00 

0.00 

0.10 

0.018 

0.11 

0.12 


23 MOD-1 

0802000400395500 

3.423 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.423 

-0.09 

0.150 

0.03 

0.00 

0.03 

0.10 

0.00 

0.00 

0.00 

0.10 

0.008 

0.16 

0.23 


23 MOD-II 

0802000400395100 

3.326 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.326 

0.28 

0.150 

0.04 

0.01 

0.03 

0.10 

0.00 

0.04 

0.03 

0.16 

0.008 

0.17 

0.24 


23 PS-A(RURAL) 

0801000500113700 

3.091 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.091 

0.24 

0.200 

0.02 

0.00 

0.05 

0.05 

0.00 

0.07 

0.03 

0.09 

0.001 

0.16 

0.33 


23 PS-C 

0801000500113400 

3.160 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.160 

0.26 

0.200 

0.02 

0.00 

0.05 

0.05 

0.00 

0.08 

0.04 

0.07 

0.001 

0.16 

0.33 


23 STB 

0801000900265300 

3.031 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.274 

0.04 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.02 

0.04 






Bhakhra Canal 

Command 

Younger Alluvium 

0.457 

0.04 

0.200 

0.01 

0.00 

0.01 

0.02 

0.00 

-0.01 

0.00 

0.03 

0.000 

0.03 

0.07 


23 STB-A 

0801000900265400 

2.198 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.320 

0.04 

0.200 

0.02 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.07 

0.000 

0.11 

0.29 






Bhakhra Canal 

Command 

Younger Alluvium 

0.091 

0.04 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.02 


24 JRK 

0802000400392400 

4.853 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.003 

0.09 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 


(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

16 TK 

0801000500117200 

0.25 

0.16 

- 

0.16 

0.10 

0.26 

0.04 

0.24 

0.03 

- 

0.0680 

0.0769 

- 

0.145 

0.177 

0.440 

0.044 

0.396 

0.037 

9.32 

Safe 

17JRK 

0802000400391900 

0.20 

0.08 

(112.82) 

0.07 

0.17 

0.23 

0.02 

0.11 

0.02 

0.0100 

0.0421 

0.1585 

- 

0.211 

0.228 

0.463 

0.023 

0.440 

0.134 

30.37 

Safe 



0.20 

0.06 

(123.79) 

0.05 

0.14 

0.19 

0.02 

0.09 

0.01 

0.0100 

0.0356 

0.1342 

- 

0.180 

0.192 

0.382 

0.019 

0.363 

0.092 

25.25 

Safe 

17 LGW 

0802000400396500 

0.20 

0.02 

- 

0.02 

0.10 

0.12 

0.01 

0.06 

0.01 

- 

0.0350 

0.0791 

- 

0.114 

0.120 

0.238 

0.024 

0.215 

0.044 

20.39 

Safe 

17 LKS 

0801000900262200 

0.25 

0.05 

(138.01) 

0.04 

0.06 

0.10 

0.04 

0.22 

0.01 

0.0100 

0.0209 

0.0492 

- 

0.080 

0.093 

0.194 

0.010 

0.184 

0.036 

19.62 

Safe 

17 MOD 

0802000400393100 

0.20 

0.10 

- 

0.10 

0.12 

0.22 

0.03 

0.20 

0.02 

0.0400 

0.0269 

0.1014 

- 

0.168 

0.189 

0.405 

0.040 

0.364 

0.338 

92.90 

Critical 

17 PS 

0801000500114600 

0.25 

0.20 

(96.25) 

0.16 

0.14 

0.31 

0.04 

0.22 

0.05 

0.0100 

0.0946 

0.1069 

- 

0.212 

0.260 

0.567 

0.028 

0.538 

0.091 

16.95 

Safe 

17 RB 

0801000500105000 

0.25 

0.00 

216.06 

0.00 

0.02 

0.02 

0.01 

0.03 

0.00 

- 

0.0117 

0.0132 

- 

0.025 

0.026 

0.047 

0.002 

0.045 

0.018 

40.71 

Safe 

17 TK 

0801000500117900 

0.25 

0.15 

- 

0.15 

0.10 

0.25 

0.04 

0.23 

0.03 

0.0100 

0.0653 

0.0738 

- 

0.149 

0.181 

0.429 

0.043 

0.386 

0.073 

18.88 

Safe 

18JRK 

0802000400392000 

0.20 

0.01 

35.73 

0.02 

0.04 

0.05 

0.02 

0.09 

0.00 

0.0100 

0.0089 

0.0335 

- 

0.052 

0.055 

0.109 

0.005 

0.103 

0.099 

96.44 

Critical 



0.20 

0.02 

(62.32) 

0.02 

0.04 

0.06 

0.02 

0.11 

0.00 

0.0100 

0.0109 

0.0410 

- 

0.062 

0.066 

0.128 

0.006 

0.121 

0.091 

75.09 

Semi Critical 

18 LGW-A 

0801000900263300 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0004 

0.0008 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

0.15 

Safe 

18 MOD 

0802000400393000 

0.20 

0.14 

- 

0.14 

0.17 

0.30 

0.04 

0.20 

0.03 

0.0500 

0.0373 

0.1404 

- 

0.228 

0.257 

0.561 

0.056 

0.505 

0.442 

87.51 

Semi Critical 

18 PS 

0801000500114300 

0.25 

0.16 

(79.51) 

0.13 

0.12 

0.25 

0.04 

0.22 

0.04 

0.0100 

0.0798 

0.0902 

- 

0.180 

0.222 

0.475 

0.024 

0.451 

0.109 

24.18 

Safe 

19JRK 

0802000300346700 

0.20 

0.00 

(354.68) 

0.00 

0.02 

0.03 

0.00 

0.03 

0.00 

- 

0.0061 

0.0229 

- 

0.029 

0.030 

0.056 

0.003 

0.054 

0.038 

71.31 

Semi Critical 

19 LGW-A 

0801000900261700 

0.25 

0.01 

- 

0.01 

0.02 

0.02 

0.02 

0.09 

0.00 

0.0100 

0.0055 

0.0124 

- 

0.028 

0.029 

0.051 

0.005 

0.046 

0.054 

117.12 

Over Exploited 

19 LGW-B 

0801000900261800 

0.25 

0.00 

- 

0.00 

0.01 

0.02 

0.01 

0.06 

0.00 

0.0100 

0.0045 

0.0102 

- 

0.025 

0.026 

0.042 

0.004 

0.038 

0.045 

CD 

oo 

CD 

Over Exploited 

19 MOD 

0802000400394600 

0.20 

0.11 

- 

0.11 

0.13 

0.24 

0.04 

0.19 

0.02 

0.0100 

0.0316 

0.1192 

- 

0.161 

0.186 

0.421 

0.042 

0.379 

0.141 

37.13 

Safe 

19 PS 

0801000500114200 

0.25 

0.15 

(78.99) 

0.12 

0.13 

0.25 

0.04 

0.21 

0.04 

0.0200 

0.0768 

0.0868 

- 

0.184 

0.224 

0.474 

0.024 

0.451 

0.136 

30.19 

Safe 

2 BLW-A 

0802000400387800 

0.20 

0.23 

(152.81) 

0.19 

0.26 

0.44 

0.04 

0.22 

0.06 

0.0100 

0.0795 

0.2248 

- 

0.314 

0.372 

0.816 

0.041 

0.775 

0.089 

11.53 

Safe 

2 BLW-B 

0802000400387400 

0.20 

0.18 

(149.25) 

0.14 

0.19 

0.33 

0.04 

0.23 

0.04 

0.0100 

0.0589 

0.1665 

- 

0.235 

0.279 

0.610 

0.031 

0.580 

0.069 

11.91 

Safe 

2 DBN 

0801000900260900 

0.25 

0.05 

(135.52) 

0.04 

0.06 

0.10 

0.04 

0.22 

0.01 

0.0100 

0.0200 

0.0472 

- 

0.077 

0.089 

0.186 

0.009 

0.177 

0.036 

20.44 

Safe 

2 GMD 

0801000900258600 

0.25 

0.04 

(99.26) 

0.03 

0.04 

0.07 

0.04 

0.19 

0.01 

0.0200 

0.0152 

0.0215 

- 

0.057 

0.066 

0.136 

0.007 

0.129 

0.126 

97.92 

Critical 

2 HDP 

0802000400392800 

0.20 

0.10 

(74.12) 

0.08 

0.13 

0.21 

0.04 

0.20 

0.02 

0.0300 

0.0372 

0.1050 

- 

0.172 

0.195 

0.405 

0.020 

0.385 

0.267 

69.27 

Safe 

2 JRK 

0802000300359700 

0.20 

0.00 

- 

0.00 

0.07 

0.07 

0.01 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.085 

0.009 

0.077 

0.081 

CD 

O 

CD 

O 

Over Exploited 

2 LGW 

0802000400393900 

0.20 

0.00 

(8,064.60) 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.020 

0.001 

0.019 

0.000 

2.58 

Safe 

2 LKS 

0802000400394400 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0012 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

3.46 

Safe 



0.20 

0.03 

- 

0.03 

0.05 

0.08 

0.03 

0.13 

0.01 

0.0100 

0.0120 

0.0452 

- 

0.067 

0.074 

0.151 

0.015 

0.136 

0.091 

67.18 

Safe 

2 MK 

0801000500116300 

0.25 

0.17 

(78.92) 

0.14 

0.12 

0.26 

0.04 

0.24 

0.04 

0.0400 

0.0723 

0.0817 

- 

0.194 

0.230 

0.486 

0.024 

0.462 

0.379 

82.03 

Semi Critical 

2 MOD-B 

0802000300361800 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.004 

0.000 

0.21 

Safe 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

2 NP 

0801000500120500 

0.25 

0.15 

(106.24) 

0.12 

0.11 

0.23 

0.04 

0.22 

0.03 

0.0300 

0.0655 

0.0740 

- 

0.170 

0.199 

0.425 

0.021 

0.404 

0.289 

71.55 

Semi Critical 

2 PS 

0801000400095600 

0.25 

0.22 

(76.20) 

0.17 

0.16 

0.33 

0.05 

0.25 

0.05 

0.0500 

0.0902 

0.1019 

- 

0.242 

0.291 

0.621 

0.031 

0.590 

0.482 

81.82 

Semi Critical 

2 RB 

0801000400091700 

0.25 

0.00 

(251.35) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0030 

0.0034 

- 

0.007 

0.007 

0.012 

0.001 

0.011 

0.000 

0.72 

Safe 

2 RM-A 

0801000900255100 

0.25 

0.05 

- 

0.05 

0.07 

0.12 

0.02 

0.10 

0.01 

- 

0.0490 

0.0554 

- 

0.104 

0.115 

0.239 

0.024 

0.215 

0.027 

12.69 

Safe 

2 TK 

0801000500118000 

0.25 

0.20 

(110.17) 

0.16 

0.14 

0.30 

0.04 

0.22 

0.05 

0.0100 

0.0940 

0.1063 

- 

0.210 

0.258 

0.560 

0.028 

0.532 

0.127 

23.90 

Safe 

20 JRK 

0802000400392100 

0.20 

0.01 

(75.61) 

0.01 

0.04 

0.05 

0.01 

0.06 

0.00 

0.0100 

0.0108 

0.0407 

- 

0.062 

0.064 

0.118 

0.006 

0.112 

0.084 

75.03 

Semi Critical 



0.20 

0.06 

(90.96) 

0.04 

0.09 

0.13 

0.02 

0.13 

0.01 

0.0100 

0.0226 

0.0850 

- 

0.118 

0.129 

0.264 

0.013 

0.251 

0.138 

55.11 

Safe 

20 MOD 

0802000400392900 

0.20 

0.18 

- 

0.18 

0.22 

0.39 

0.04 

0.20 

0.04 

0.0300 

0.0647 

0.1829 

- 

0.278 

0.316 

0.710 

0.071 

0.639 

0.315 

49.30 

Safe 

20 NP 

0801000500124500 

0.25 

0.10 

(101.90) 

0.08 

0.09 

0.17 

0.04 

0.20 

0.02 

0.0300 

0.0520 

0.0587 

- 

0.141 

0.164 

0.333 

0.017 

0.316 

0.289 

91.23 

Critical 



0.25 

0.00 

(11,649.11) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

20 PS 

0801000500114000 

0.25 

0.17 

(78.21) 

0.13 

0.13 

0.26 

0.04 

0.21 

0.04 

0.0100 

0.0849 

0.0960 

- 

0.191 

0.236 

0.499 

0.025 

0.474 

0.064 

13.52 

Safe 

21 JRK 

0802000400392200 

0.20 

0.01 

(150.79) 

0.01 

0.04 

0.04 

0.01 

0.05 

0.00 

0.0100 

0.0092 

0.0346 

- 

0.054 

0.056 

0.099 

0.005 

0.094 

0.075 

78.92 

Semi Critical 



0.20 

0.07 

(140.56) 

0.06 

0.11 

0.17 

0.03 

0.15 

0.01 

0.0200 

0.0262 

0.0986 

- 

0.145 

0.159 

0.331 

0.017 

0.314 

0.180 

57.38 

Safe 

21 LGW 

0801000900262300 

0.25 

0.00 

(224.33) 

0.00 

0.02 

0.02 

0.01 

0.05 

0.00 

0.0100 

0.0068 

0.0160 

- 

0.033 

0.034 

0.056 

0.003 

0.053 

0.027 

50.78 

Safe 

21 MOD 

0802000400395600 

0.20 

0.12 

- 

0.12 

0.16 

0.28 

0.04 

0.20 

0.03 

0.0300 

0.0456 

0.1289 

- 

0.205 

0.234 

0.515 

0.051 

0.463 

0.252 

54.46 

Safe 

21 PS 

0801000500113900 

0.25 

0.15 

(67.81) 

0.12 

0.12 

0.24 

0.04 

0.21 

0.04 

0.0100 

0.0782 

0.0884 

- 

0.177 

0.218 

0.459 

0.023 

0.436 

0.091 

20.89 

Safe 

21/23 NP 

0801000500125000 

0.25 

0.06 

(127.49) 

0.05 

0.11 

0.16 

0.03 

0.13 

0.02 

0.0400 

0.0609 

0.0861 

- 

0.187 

0.203 

0.367 

0.018 

0.349 

0.217 

62.13 

Safe 



0.25 

0.01 

(184.21) 

0.01 

0.05 

0.06 

0.01 

0.06 

0.00 

0.0100 

0.0288 

0.0408 

- 

0.080 

0.083 

0.144 

0.007 

0.137 

0.054 

39.78 

Safe 

22 JRK 

0802000400392300 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0008 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

3.44 

Safe 



0.20 

0.13 

- 

0.13 

0.15 

0.28 

0.03 

0.20 

0.03 

0.0300 

0.0356 

0.1342 

- 

0.200 

0.227 

0.508 

0.051 

0.457 

0.298 

65.10 

Safe 

22 LGW-A 

0801000900262400 

0.25 

0.04 

(167.28) 

0.03 

0.09 

0.12 

0.02 

0.12 

0.01 

0.0100 

0.0305 

0.0719 

- 

0.112 

0.123 

0.244 

0.012 

0.232 

0.063 

27.24 

Safe 

22 LGW-C 

0801000900259600 

0.25 

0.01 

(197.66) 

0.01 

0.03 

0.04 

0.02 

0.10 

0.00 

- 

0.0107 

0.0251 

- 

0.036 

0.039 

0.079 

0.004 

0.075 

0.018 

24.16 

Safe 

22 MOD 

0802000400394800 

0.20 

0.14 

- 

0.14 

0.18 

0.33 

0.04 

0.20 

0.03 

0.0300 

0.0534 

0.1508 

- 

0.234 

0.267 

0.594 

0.059 

0.534 

0.238 

44.52 

Safe 

22 PS(RURAL) 

0801000500113800 

0.25 

0.12 

(56.60) 

0.10 

0.11 

0.21 

0.04 

0.21 

0.03 

0.0200 

0.0639 

0.0722 

- 

0.156 

0.190 

0.397 

0.020 

0.377 

0.136 

36.05 

Safe 

23JRK-A 

0802000400391800 

0.20 

0.13 

- 

0.13 

0.32 

0.46 

0.02 

0.09 

0.03 

0.0100 

0.0806 

0.3036 

- 

0.394 

0.422 

0.879 

0.088 

0.791 

0.130 

16.44 

Safe 



0.20 

0.19 

- 

0.19 

0.38 

0.57 

0.02 

0.11 

0.04 

0.0100 

0.0960 

0.3616 

- 

0.468 

0.507 

1.082 

0.108 

0.973 

0.127 

13.07 

Safe 

23 JRK-B 

0802000400391500 

0.20 

0.04 

- 

0.04 

0.13 

0.16 

0.01 

0.07 

0.01 

0.0100 

0.0314 

0.1184 

- 

0.160 

0.168 

0.331 

0.033 

0.298 

0.081 

27.04 

Safe 



0.20 

0.16 

- 

0.16 

0.26 

0.42 

0.02 

0.13 

0.03 

0.0100 

0.0648 

0.2442 

- 

0.319 

0.353 

0.771 

0.077 

0.694 

0.119 

17.10 

Safe 

23 MOD-1 

0802000400395500 

0.20 

0.11 

- 

0.11 

0.13 

0.25 

0.04 

0.20 

0.03 

0.0100 

0.0412 

0.1165 

- 

0.168 

0.195 

0.440 

0.044 

0.396 

0.109 

27.62 

Safe 

23 MOD-II 

0802000400395100 

0.20 

0.11 

(76.14) 

0.09 

0.14 

0.23 

0.04 

0.21 

0.03 

0.0200 

0.0401 

0.1132 

- 

0.173 

0.200 

0.427 

0.021 

0.406 

0.166 

40.94 

Safe 

23 PS-A(RURAL) 

0801000500113700 

0.25 

0.13 

(72.45) 

0.10 

0.10 

0.20 

0.04 

0.21 

0.03 

0.0100 

0.0650 

0.0735 

- 

0.149 

0.183 

0.383 

0.019 

0.364 

0.091 

24.97 

Safe 

23 PS-C 

0801000500113400 

0.25 

0.13 

(68.18) 

0.10 

0.10 

0.20 

0.04 

0.21 

0.04 

0.0100 

0.0665 

0.0751 

- 

0.152 

0.187 

0.391 

0.020 

0.372 

0.073 

19.61 

Safe 

23 STB 

0801000900265300 

0.25 

0.00 

(272.00) 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0040 

0.0057 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.018 

105.46 

Over Exploited 



0.25 

0.00 

(230.08) 

0.00 

0.02 

0.03 

0.01 

0.03 

0.00 

0.0100 

0.0083 

0.0194 

- 

0.038 

0.038 

0.065 

0.003 

0.062 

0.027 

43.95 

Safe 

23 STB-A 

0801000900265400 

0.25 

0.04 

(103.61) 

0.03 

0.03 

0.06 

0.03 

0.13 

0.01 

0.0100 

0.0194 

0.0274 

- 

0.057 

0.065 

0.129 

0.006 

0.122 

0.072 

59.04 

Safe 



0.25 

0.00 

(973.57) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0016 

0.0039 

- 

0.006 

0.006 

0.010 

0.001 

0.010 

0.009 

90.79 

Critical 

24 JRK 

0802000400392400 

0.20 

0.00 

(181,425.58) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.850 

0.09 

0.150 

0.04 

0.01 

0.04 

0.14 

0.00 

-0.08 

-0.07 

0.14 

0.012 

0.16 

0.18 


24 LGW 

0801000900259700 

2.197 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.850 

0.03 

0.200 

0.02 

0.00 

0.03 

0.07 

0.00 

-0.07 

-0.03 

0.06 

0.000 

0.15 

0.35 


24 MOD 

0802000400395300 

2.822 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.822 

0.06 

0.150 

0.04 

0.01 

0.04 

0.08 

0.00 

-0.06 

-0.04 

0.15 

0.007 

0.17 

0.28 


24 NP 

0801000500133100 

3.492 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.049 

0.01 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


24 PS 

0801000500109700 

3.932 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.932 

0.29 

0.200 

0.03 

0.00 

0.06 

0.06 

0.00 

0.13 

0.07 

0.12 

0.001 

0.16 

0.33 


25JRK 

0802000400392500 

2.823 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.823 

0.34 

0.150 

0.03 

0.00 

0.03 

0.08 

0.00 

0.06 

0.06 

0.12 

0.007 

0.16 

0.19 


25 LGW-A 

0801000900259400 

1.314 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.037 

0.04 

0.200 

0.01 

0.00 

0.01 

0.02 

0.00 

-0.01 

0.00 

0.05 

0.000 

0.14 

0.37 






Bhakhra Canal 

Command 

Younger Alluvium 

0.261 

0.04 

0.200 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

0.00 

0.01 

0.000 

0.04 

0.09 


25 LGW-B 

0801000900259500 

2.334 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.667 

0.04 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

0.00 

0.02 

0.000 

0.05 

0.14 






Bhakhra Canal 

Command 

Younger Alluvium 

1.667 

0.04 

0.200 

0.01 

0.00 

0.03 

0.06 

0.00 

-0.06 

-0.02 

0.05 

0.000 

0.13 

0.34 


25 MOD 

0802000400395200 

5.883 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

5.883 

0.17 

0.150 

0.03 

0.00 

0.07 

0.17 

0.00 

-0.06 

-0.04 

0.11 

0.015 

0.17 

0.26 


25 NP 

0801000500133000 

1.600 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.129 

0.02 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

-0.01 

0.00 

0.00 

0.000 

0.01 

0.03 


25 PS-A(RURAL) 

0801000500113500 

2.092 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.092 

0.30 

0.200 

0.03 

0.00 

0.03 

0.03 

0.00 

0.09 

0.04 

0.11 

0.001 

0.16 

0.33 


25 PS-B(RURAL) 

0801000500113600 

2.013 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.013 

0.30 

0.200 

0.04 

0.01 

0.03 

0.03 

0.00 

0.09 

0.04 

0.14 

0.001 

0.16 

0.33 


26JRK 

0802000400391400 

3.348 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.348 

0.26 

0.150 

0.05 

0.01 

0.03 

0.10 

0.00 

0.04 

0.04 

0.17 

0.008 

0.17 

0.19 


26 MOD 

0801000900261100 

1.663 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.663 

0.05 

0.200 

0.03 

0.01 

0.03 

0.06 

0.00 

-0.05 

-0.03 

0.14 

0.000 

0.17 

0.33 


26 NP 

0801000500119600 

5.357 

Saline 

Gang Canal 

Command 

Younger Alluvium 

5.357 

0.17 

0.200 

0.01 

0.00 

0.08 

0.09 

0.00 

0.03 

0.01 

0.04 

0.001 

0.16 

0.33 


26 PS-A 

0801000500109800 

3.090 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.090 

0.25 

0.200 

0.03 

0.00 

0.05 

0.05 

0.00 

0.09 

0.04 

0.11 

0.001 

0.16 

0.33 


26 PS-B 

0801000500109900 

3.078 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.078 

0.25 

0.200 

0.03 

0.00 

0.05 

0.05 

0.00 

0.09 

0.04 

0.10 

0.001 

0.16 

0.33 


27JRK 

0802000400392600 

4.076 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.076 

0.56 

0.150 

0.03 

0.00 

0.04 

0.12 

0.00 

0.22 

0.18 

0.10 

0.010 

0.16 

0.20 


27 ML 

0801000400096000 

3.302 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.302 

0.21 

0.200 

0.12 

0.02 

0.05 

0.05 

0.00 

0.13 

0.05 

0.48 

0.002 

0.20 

0.54 


27 MOD-A 

0801000900261200 

1.324 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.324 

0.01 

0.200 

0.01 

0.00 

0.02 

0.05 

0.00 

-0.06 

-0.03 

0.05 

0.000 

0.17 

0.33 


27 MOD-B 

0801000900261300 

1.541 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.541 

0.02 

0.200 

0.03 

0.01 

0.03 

0.06 

0.00 

-0.06 

-0.03 

0.12 

0.000 

0.17 

0.34 


27 NP-A 

0801000500119500 

5.306 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.249 

0.08 

0.200 

0.00 

0.00 

0.04 

0.05 

0.00 

-0.06 

-0.03 

0.00 

0.001 

0.07 

0.16 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.917 

0.08 

0.200 

0.00 

0.00 

0.04 

0.05 

0.00 

-0.05 

-0.02 

0.00 

0.001 

0.06 

0.14 


27 NP-B 

0801000500119400 

5.600 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.815 

0.08 

0.200 

0.00 

0.00 

0.05 

0.07 

0.00 

-0.08 

-0.04 

0.02 

0.001 

0.08 

0.18 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.264 

0.08 

0.200 

0.00 

0.00 

0.04 

0.06 

0.00 

-0.06 

-0.03 

0.01 

0.001 

0.07 

0.14 


27 PS 

0801000500110000 

4.076 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.076 

0.28 

0.200 

0.02 

0.00 

0.06 

0.07 

0.00 

0.12 

0.06 

0.09 

0.001 

0.16 

0.33 


28JRK 

0802000400391300 

3.916 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.916 

0.41 

0.150 

0.03 

0.00 

0.04 

0.11 

0.00 

0.12 

0.10 

0.10 

0.010 

0.17 

0.20 


28 ML-A 

0801000500115900 

4.643 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.643 

0.12 

0.200 

0.03 

0.00 

0.07 

0.08 

0.00 

-0.01 

0.00 

0.11 

0.001 

0.20 

0.61 


28 ML-B 

0801000500116000 

3.855 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.855 

0.13 

0.200 

0.03 

0.00 

0.06 

0.06 

0.00 

0.01 

0.00 

0.13 

0.001 

0.20 

0.62 


28 MOD 

0801000900261400 

1.823 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.823 

0.03 

0.200 

0.01 

0.00 

0.03 

0.07 

0.00 

-0.07 

-0.04 

0.05 

0.000 

0.17 

0.36 


28 NP 

0801000500119300 

4.750 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.523 

0.08 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

0.00 

0.02 

0.000 

0.02 

0.04 





Saline 

Gang Canal 

Command 

Younger Alluvium 

4.227 

0.08 

0.200 

0.02 

0.00 

0.07 

0.07 

0.00 

-0.05 

-0.02 

0.07 

0.001 

0.15 

0.30 


28 PS 

0801000500110100 

4.618 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.308 

0.31 

0.200 

0.02 

0.00 

0.05 

0.05 

0.00 

0.12 

0.06 

0.08 

0.001 

0.12 

0.24 


29JRK 

0802000400391200 

1.992 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.992 

0.47 

0.150 

0.02 

0.00 

0.02 

0.06 

0.00 

0.08 

0.07 

0.06 

0.005 

0.17 

0.21 


29 MOD-A 

0802000400390500 

3.259 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.259 

0.10 

0.150 

0.04 

0.01 

0.04 

0.09 

0.00 

-0.06 

-0.04 

0.14 

0.008 

0.17 

0.28 


29 MOD-B 

0802000400390200 

9.019 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

9.019 

0.07 

0.150 

0.02 

0.00 

0.11 

0.26 

0.00 

-0.26 

-0.15 

0.06 

0.022 

0.17 

0.30 


29 NP 

0801000500119200 

3.004 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.044 

0.05 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.960 

0.05 

0.200 

0.01 

0.00 

0.05 

0.05 

0.00 

-0.05 

-0.03 

0.05 

0.001 

0.16 

0.33 


29 PS-A 

0801000500113200 

3.012 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.012 

0.20 

0.200 

0.01 

0.00 

0.05 

0.05 

0.00 

0.03 

0.02 

0.05 

0.001 

0.16 

0.33 


29 PS-B 

0801000500111000 

3.550 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.416 

0.38 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.02 

0.01 

0.00 

0.000 

0.02 

0.04 


3 BLW 

0802000400387700 

3.274 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.274 

0.10 

0.150 

0.01 

0.00 

0.04 

0.09 

0.00 

-0.08 

-0.05 

0.03 

0.008 

0.18 

0.29 


3 DBN 

0801000900260500 

1.048 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.048 

0.05 

0.200 

0.03 

0.01 

0.02 

0.04 

0.00 

-0.03 

-0.01 

0.11 

0.000 

0.18 

0.40 


3 GMD 

0801000900258700 

1.110 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.950 

0.03 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

-0.01 

0.00 

0.05 

0.000 

0.16 

0.45 


3 HDP 

0802000400392700 

4.895 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.895 

0.55 

0.150 

0.04 

0.01 

0.05 

0.14 

0.00 

0.25 

0.20 

0.16 

0.012 

0.16 

0.20 


3 JRK 

0802000300355700 

3.827 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.565 

-0.21 

0.150 

0.02 

0.00 

0.06 

0.00 

0.00 

0.00 

0.00 

0.07 

0.000 

0.03 

0.07 






Bhakhra Canal 

Command 

Younger Alluvium 

1.983 

-0.21 

0.150 

0.06 

0.01 

0.02 

0.06 

0.00 

0.00 

0.00 

0.24 

0.001 

0.10 

0.25 


3 LGW 

0802000400394000 

3.558 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.027 

0.18 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


3 LKS 

0802000400394500 

4.134 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.000 

-0.40 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Bhakhra Canal 

Command 

Younger Alluvium 

0.178 

-0.40 

0.150 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.854 

-0.40 

0.150 

0.04 

0.01 

0.03 

0.11 

0.00 

0.00 

0.00 

0.16 

0.010 

0.15 

0.22 


3 MK 

0801000500116400 

2.668 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.493 

0.38 

0.200 

0.08 

0.01 

0.04 

0.04 

0.00 

0.18 

0.06 

0.31 

0.001 

0.18 

0.56 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.175 

0.38 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.000 

0.01 

0.04 


3 MOD 

0802000300361700 

2.415 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.791 

-0.27 

0.150 

0.03 

0.00 

0.08 

0.00 

0.00 

0.00 

0.00 

0.12 

0.000 

0.06 

0.11 


3 NP 

0801000500120400 

4.842 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

4.424 

0.00 

0.200 

0.05 

0.01 

0.07 

0.07 

0.00 

0.00 

0.00 

0.20 

0.001 

0.18 

0.59 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.403 

0.00 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.05 


3 NRD-A 

0801000900258200 

1.126 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.327 

0.02 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.03 

0.000 

0.06 

0.17 


3 NRD-B 

0801000900258100 

3.357 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.303 

0.02 

0.200 

0.02 

0.00 

0.04 

0.06 

0.00 

-0.07 

-0.02 

0.06 

0.000 

0.13 

0.41 


3 PS 

0801000500115400 

2.541 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.541 

0.54 

0.200 

0.06 

0.01 

0.04 

0.04 

0.00 

0.24 

0.09 

0.25 

0.001 

0.20 

0.55 


3 RB-A 

0801000400091600 

1.850 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.147 

0.28 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.04 


3 RPM 

0801000500121000 

3.730 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.473 

-0.12 

0.200 

0.01 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.04 

0.000 

0.08 

0.26 


3 TK 

0801000500118100 

4.060 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.060 

0.14 

0.200 

0.02 

0.00 

0.06 

0.07 

0.00 

0.01 

0.00 

0.07 

0.001 

0.17 

0.40 


3 TKW 

0802000400388500 

2.381 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.381 

0.01 

0.150 

0.10 

0.01 

0.02 

0.07 

0.00 

0.01 

0.00 

0.39 

0.006 

0.17 

0.20 


30 JRK 

0802000400391100 

2.230 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.230 

0.50 

0.150 

0.02 

0.00 

0.02 

0.06 

0.00 

0.10 

0.08 

0.06 

0.006 

0.17 

0.22 


30 ML 

0801000500115800 

3.580 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.580 

0.20 

0.200 

0.05 

0.01 

0.06 

0.06 

0.00 

0.07 

0.02 

0.19 

0.001 

0.20 

0.58 


30 MOD 

0801000900261000 

1.596 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.596 

0.04 

0.200 

0.03 

0.01 

0.03 

0.06 

0.00 

-0.05 

-0.02 

0.13 

0.000 

0.17 

0.37 


30 NP 

0801000500119000 

2.469 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.469 

0.04 

0.200 

0.02 

0.00 

0.04 

0.04 

0.00 

-0.04 

-0.02 

0.06 

0.001 

0.16 

0.33 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 


(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.20 

0.16 

(147.01) 

0.13 

0.19 

0.31 

0.04 

0.20 

0.03 

0.0200 

0.0438 

0.1651 

- 

0.229 

0.263 

0.576 

0.029 

0.547 

0.156 

28.51 

Safe 

24 LGW 

0801000900259700 

0.25 

0.07 

(140.22) 

0.06 

0.10 

0.15 

0.04 

0.19 

0.02 

0.0100 

0.0334 

0.0787 

- 

0.122 

0.139 

0.291 

0.015 

0.276 

0.063 

22.87 

Safe 

24 MOD 

0802000400395300 

0.20 

0.09 

(138.87) 

0.08 

0.13 

0.20 

0.04 

0.21 

0.02 

0.0200 

0.0425 

0.0961 

- 

0.159 

0.182 

0.385 

0.019 

0.365 

0.161 

44.04 

Safe 

24 NP 

0801000500133100 

0.25 

0.00 

(2,696.49) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0012 

0.0017 

- 

0.003 

0.003 

0.005 

0.000 

0.005 

0.000 

0.28 

Safe 

24 PS 

0801000500109700 

0.25 

0.16 

(59.43) 

0.13 

0.13 

0.25 

0.04 

0.21 

0.04 

0.0100 

0.0827 

0.0935 

- 

0.186 

0.230 

0.484 

0.024 

0.460 

0.118 

25.66 

Safe 

25JRK 

0802000400392500 

0.20 

0.09 

(39.03) 

0.07 

0.11 

0.18 

0.04 

0.20 

0.02 

0.0100 

0.0340 

0.0961 

- 

0.140 

0.160 

0.344 

0.017 

0.327 

0.122 

37.32 

Safe 

25 LGW-A 

0801000900259400 

0.25 

0.04 

(109.73) 

0.03 

0.03 

0.06 

0.03 

0.18 

0.01 

0.0100 

0.0153 

0.0216 

- 

0.047 

0.056 

0.112 

0.006 

0.107 

0.045 

42.32 

Safe 



0.25 

0.00 

(292.10) 

0.00 

0.01 

0.02 

0.01 

0.04 

0.00 

- 

0.0047 

0.0111 

- 

0.016 

0.016 

0.032 

0.002 

0.030 

0.009 

29.83 

Safe 

25 LGW-B 

0801000900259500 

0.25 

0.01 

(151.41) 

0.01 

0.02 

0.02 

0.01 

0.06 

0.00 

- 

0.0098 

0.0139 

- 

0.024 

0.026 

0.050 

0.003 

0.048 

0.018 

37.96 

Safe 



0.25 

0.05 

(144.27) 

0.04 

0.09 

0.13 

0.03 

0.16 

0.01 

0.0100 

0.0301 

0.0709 

- 

0.111 

0.124 

0.255 

0.013 

0.242 

0.045 

18.69 

Safe 

25 MOD 

0802000400395200 

0.20 

0.20 

(120.40) 

0.16 

0.24 

0.40 

0.04 

0.21 

0.05 

0.0100 

0.0886 

0.2002 

0.001 

0.300 

0.348 

0.749 

0.037 

0.712 

0.128 

17.92 

Safe 

25 NP 

0801000500133000 

0.25 

0.00 

(566.74) 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0032 

0.0046 

- 

0.008 

0.008 

0.014 

0.001 

0.013 

0.000 

0.27 

Safe 

25 PS-A(RURAL) 

0801000500113500 

0.25 

0.09 

(49.35) 

0.07 

0.07 

0.14 

0.04 

0.21 

0.02 

0.0100 

0.0440 

0.0497 

- 

0.104 

0.127 

0.262 

0.013 

0.249 

0.109 

43.57 

Safe 

25 PS-B(RURAL) 

0801000500113600 

0.25 

0.08 

(47.97) 

0.07 

0.07 

0.14 

0.04 

0.21 

0.02 

0.0200 

0.0423 

0.0478 

- 

0.110 

0.133 

0.273 

0.014 

0.259 

0.145 

55.77 

Safe 

26JRK 

0802000400391400 

0.20 

0.11 

(66.71) 

0.09 

0.14 

0.23 

0.04 

0.20 

0.02 

0.0200 

0.0403 

0.1139 

- 

0.174 

0.199 

0.427 

0.021 

0.406 

0.181 

44.70 

Safe 

26 MOD 

0801000900261100 

0.25 

0.07 

(137.30) 

0.06 

0.10 

0.15 

0.04 

0.21 

0.02 

0.0300 

0.0301 

0.0708 

- 

0.131 

0.149 

0.303 

0.015 

0.288 

0.135 

47.02 

Safe 

26 NP 

0801000500119600 

0.25 

0.22 

(94.17) 

0.18 

0.17 

0.35 

0.04 

0.21 

0.06 

- 

0.1126 

0.1273 

- 

0.240 

0.300 

0.647 

0.032 

0.614 

0.037 

6.10 

Safe 

26 PS-A 

0801000500109800 

0.25 

0.13 

(65.80) 

0.10 

0.10 

0.20 

0.04 

0.21 

0.03 

0.0100 

0.0650 

0.0735 

- 

0.148 

0.183 

0.383 

0.019 

0.364 

0.109 

29.93 

Safe 

26 PS-B 

0801000500109900 

0.25 

0.13 

(65.13) 

0.10 

0.10 

0.20 

0.04 

0.21 

0.03 

0.0100 

0.0647 

0.0732 

- 

0.148 

0.182 

0.381 

0.019 

0.362 

0.100 

27.56 

Safe 

27JRK 

0802000400392600 

0.20 

0.13 

34.76 

0.16 

0.16 

0.32 

0.04 

0.20 

0.03 

0.0100 

0.0491 

0.1387 

- 

0.198 

0.228 

0.547 

0.027 

0.520 

0.111 

21.36 

Safe 

27 ML 

0801000400096000 

0.25 

0.17 

(69.95) 

0.13 

0.13 

0.26 

0.05 

0.25 

0.04 

0.0500 

0.0694 

0.0785 

- 

0.198 

0.236 

0.493 

0.025 

0.469 

0.479 

102.18 

Over Exploited 

27 MOD-A 

0801000900261200 

0.25 

0.06 

(152.50) 

0.04 

0.07 

0.11 

0.04 

0.21 

0.01 

0.0100 

0.0239 

0.0563 

- 

0.090 

0.104 

0.219 

0.011 

0.208 

0.045 

21.74 

Safe 

27 MOD-B 

0801000900261300 

0.25 

0.07 

(142.08) 

0.05 

0.09 

0.14 

0.04 

0.21 

0.02 

0.0200 

0.0278 

0.0655 

- 

0.113 

0.130 

0.273 

0.014 

0.260 

0.117 

45.14 

Safe 

27 NP-A 

0801000500119500 

0.25 

0.04 

(170.11) 

0.03 

0.10 

0.13 

0.02 

0.09 

0.01 

- 

0.0567 

0.0802 

- 

0.137 

0.147 

0.277 

0.014 

0.263 

0.001 

0.24 

Safe 



0.25 

0.03 

(182.07) 

0.02 

0.08 

0.11 

0.02 

0.08 

0.01 

- 

0.0484 

0.0684 

- 

0.117 

0.124 

0.231 

0.012 

0.219 

0.001 

0.24 

Safe 

27 NP-B 

0801000500119400 

0.25 

0.06 

(163.11) 

0.05 

0.12 

0.17 

0.02 

0.11 

0.02 

- 

0.0710 

0.1004 

- 

0.171 

0.187 

0.356 

0.018 

0.338 

0.019 

5.55 

Safe 



0.25 

0.04 

(178.40) 

0.03 

0.10 

0.13 

0.02 

0.09 

0.01 

- 

0.0571 

0.0807 

- 

0.138 

0.148 

0.277 

0.014 

0.263 

0.010 

3.67 

Safe 

27 PS 

0801000500110000 

0.25 

0.17 

(65.24) 

0.13 

0.13 

0.26 

0.04 

0.21 

0.05 

0.0100 

0.0857 

0.0969 

- 

0.193 

0.238 

0.502 

0.025 

0.477 

0.091 

19.11 

Safe 

28JRK 

0802000400391300 

0.20 

0.13 

(22.54) 

0.10 

0.15 

0.26 

0.04 

0.20 

0.03 

0.0100 

0.0472 

0.1333 

- 

0.190 

0.220 

0.476 

0.024 

0.452 

0.111 

24.50 

Safe 

28 ML-A 

0801000500115900 

0.25 

0.23 

(101.05) 

0.18 

0.15 

0.33 

0.04 

0.24 

0.05 

0.0100 

0.0976 

0.1104 

- 

0.218 

0.266 

0.598 

0.030 

0.568 

0.109 

19.23 

Safe 

28 ML-B 

0801000500116000 

0.25 

0.19 

(98.64) 

0.15 

0.12 

0.28 

0.04 

0.24 

0.04 

0.0100 

0.0811 

0.0916 

- 

0.183 

0.222 

0.498 

0.025 

0.473 

0.127 

26.84 

Safe 

28 MOD 

0801000900261400 

0.25 

0.08 

(145.82) 

0.06 

0.10 

0.16 

0.04 

0.22 

0.02 

0.0100 

0.0329 

0.0776 

- 

0.121 

0.140 

0.298 

0.015 

0.284 

0.045 

15.96 

Safe 

28 NP 

0801000500119300 

0.25 

0.00 

(276.96) 

0.00 

0.02 

0.02 

0.00 

0.02 

0.00 

- 

0.0110 

0.0124 

- 

0.023 

0.024 

0.043 

0.002 

0.041 

0.018 

44.77 

Safe 



0.25 

0.16 

(115.86) 

0.12 

0.14 

0.26 

0.04 

0.19 

0.04 

0.0100 

0.0889 

0.1005 

- 

0.199 

0.241 

0.501 

0.025 

0.476 

0.073 

15.39 

Safe 

28 PS 

0801000500110100 

0.25 

0.10 

(37.97) 

0.08 

0.11 

0.18 

0.03 

0.15 

0.03 

0.0100 

0.0696 

0.0786 

- 

0.158 

0.185 

0.368 

0.018 

0.350 

0.082 

23.43 

Safe 

29JRK 

0802000400391200 

0.20 

0.07 

(0.21) 

0.07 

0.08 

0.14 

0.04 

0.21 

0.02 

0.0100 

0.0240 

0.0678 

- 

0.102 

0.117 

0.261 

0.013 

0.248 

0.062 

25.01 

Safe 

29 MOD-A 

0802000400390500 

0.20 

0.11 

(132.20) 

0.09 

0.15 

0.24 

0.04 

0.21 

0.03 

0.0200 

0.0491 

0.1109 

0.005 

0.185 

0.212 

0.449 

0.022 

0.426 

0.152 

35.67 

Safe 

29 MOD-B 

0802000400390200 

0.20 

0.31 

(147.75) 

0.25 

0.37 

0.62 

0.04 

0.22 

0.08 

0.0100 

0.1358 

0.3070 

- 

0.453 

0.529 

1.152 

0.058 

1.094 

0.079 

7.25 

Safe 

29 NP 

0801000500119200 

0.25 

0.00 

(1,947.62) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0009 

0.0011 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

0.38 

Safe 



0.25 

0.12 

(122.34) 

0.10 

0.09 

0.19 

0.04 

0.21 

0.03 

0.0100 

0.0622 

0.0704 

- 

0.143 

0.175 

0.366 

0.018 

0.347 

0.055 

15.78 

Safe 

29 PS-A 

0801000500113200 

0.25 

0.12 

(86.93) 

0.10 

0.10 

0.19 

0.04 

0.21 

0.03 

0.0100 

0.0633 

0.0716 

- 

0.145 

0.179 

0.373 

0.019 

0.355 

0.046 

12.92 

Safe 

29 PS-B 

0801000500111000 

0.25 

0.00 

344.21 

0.00 

0.01 

0.02 

0.01 

0.02 

0.00 

- 

0.0088 

0.0099 

- 

0.019 

0.019 

0.035 

0.002 

0.033 

0.000 

0.35 

Safe 

3 BLW 

0802000400387700 

0.20 

0.11 

(140.67) 

0.09 

0.14 

0.23 

0.04 

0.22 

0.03 

- 

0.0493 

0.1114 

- 

0.161 

0.189 

0.416 

0.021 

0.395 

0.037 

9.39 

Safe 

3 DBN 

0801000900260500 

0.25 

0.05 

(123.90) 

0.04 

0.06 

0.10 

0.04 

0.22 

0.01 

0.0200 

0.0189 

0.0446 

- 

0.084 

0.095 

0.197 

0.010 

0.187 

0.108 

57.84 

Safe 

3 GMD 

0801000900258700 

0.25 

0.04 

(107.59) 

0.03 

0.02 

0.06 

0.04 

0.20 

0.01 

0.0100 

0.0140 

0.0197 

- 

0.044 

0.052 

0.108 

0.005 

0.102 

0.054 

52.93 

Safe 

3 HDP 

0802000400392700 

0.20 

0.16 

24.60 

0.19 

0.20 

0.39 

0.04 

0.20 

0.04 

0.0200 

0.0590 

0.1666 

- 

0.246 

0.282 

0.675 

0.034 

0.642 

0.170 

26.51 

Safe 

3 JRK 

0802000300355700 

0.20 

0.00 

- 

0.00 

0.06 

0.06 

0.01 

0.03 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.071 

0.007 

0.064 

0.068 

107.24 

Over Exploited 



0.20 

0.04 

- 

0.04 

0.08 

0.12 

0.02 

0.12 

0.01 

0.0300 

0.0179 

0.0675 

- 

0.115 

0.125 

0.246 

0.025 

0.221 

0.244 

110.06 

Over Exploited 

3 LGW 

0802000400394000 

0.20 

0.00 

(23,312.80) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.000 

2.59 

Safe 

3 LKS 

0802000400394500 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0016 

0.0061 

- 

0.008 

0.008 

0.014 

0.001 

0.013 

0.008 

64.82 

Safe 



0.20 

0.12 

- 

0.12 

0.15 

0.27 

0.04 

0.19 

0.03 

0.0200 

0.0348 

0.1312 

- 

0.186 

0.216 

0.481 

0.048 

0.433 

0.168 

38.66 

Safe 

3 MK 

0801000500116400 

0.25 

0.11 

(48.15) 

0.09 

0.09 

0.18 

0.04 

0.22 

0.02 

0.0300 

0.0524 

0.0593 

- 

0.142 

0.166 

0.348 

0.017 

0.330 

0.307 

92.83 

Critical 



0.25 

0.00 

361.29 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0037 

0.0042 

- 

0.008 

0.008 

0.014 

0.001 

0.013 

0.009 

67.17 

Safe 

3 MOD 

0802000300361700 

0.20 

0.01 

- 

0.01 

0.08 

0.09 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.101 

0.010 

0.091 

0.122 

134.97 

Over Exploited 

3 NP 

0801000500120400 

0.25 

0.20 

- 

0.20 

0.15 

0.35 

0.04 

0.22 

0.04 

0.0200 

0.0930 

0.1052 

- 

0.218 

0.258 

0.610 

0.061 

0.549 

0.199 

36.27 

Safe 



0.25 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0085 

0.0096 

- 

0.018 

0.018 

0.033 

0.003 

0.030 

0.009 

30.69 

Safe 

3 NRD-A 

0801000900258200 

0.25 

0.00 

(121.89) 

0.00 

0.01 

0.02 

0.01 

0.07 

0.00 

0.0100 

0.0083 

0.0117 

- 

0.030 

0.031 

0.049 

0.002 

0.046 

0.027 

58.47 

Safe 

3 NRD-B 

0801000900258100 

0.25 

0.08 

(129.69) 

0.06 

0.10 

0.16 

0.03 

0.16 

0.02 

0.0100 

0.0581 

0.0821 

- 

0.150 

0.166 

0.327 

0.016 

0.311 

0.063 

20.35 

Safe 

3 PS 

0801000500115400 

0.25 

0.13 

(30.21) 

0.10 

0.09 

0.19 

0.05 

0.24 

0.03 

0.0300 

0.0534 

0.0604 

- 

0.144 

0.172 

0.365 

0.018 

0.347 

0.253 

72.92 

Semi Critical 

3 RB-A 

0801000400091600 

0.25 

0.00 

176.44 

0.00 

0.00 

0.01 

0.00 

0.02 

0.00 

- 

0.0031 

0.0035 

- 

0.007 

0.007 

0.012 

0.001 

0.012 

0.000 

0.69 

Safe 

3 RPM 

0801000500121000 

0.25 

0.03 

- 

0.03 

0.05 

0.08 

0.02 

0.09 

0.01 

- 

0.0310 

0.0350 

- 

0.066 

0.072 

0.148 

0.015 

0.133 

0.036 

27.38 

Safe 

3 TK 

0801000500118100 

0.25 

0.17 

(98.33) 

0.14 

0.13 

0.27 

0.04 

0.22 

0.04 

0.0100 

0.0854 

0.0965 

- 

0.192 

0.236 

0.505 

0.025 

0.480 

0.073 

15.23 

Safe 

3 TKW 

0802000400388500 

0.20 

0.08 

(94.23) 

0.07 

0.10 

0.16 

0.04 

0.21 

0.02 

0.0400 

0.0215 

0.0810 

- 

0.143 

0.162 

0.324 

0.016 

0.308 

0.395 

128.35 

Over Exploited 

30 JRK 

0802000400391100 

0.20 

0.07 

4.20 

0.08 

0.09 

0.16 

0.04 

0.21 

0.02 

0.0100 

0.0269 

0.0759 

- 

0.113 

0.130 

0.294 

0.015 

0.280 

0.063 

22.34 

Safe 

30 ML 

0801000500115800 

0.25 

0.18 

(86.83) 

0.14 

0.12 

0.27 

0.04 

0.24 

0.04 

0.0200 

0.0753 

0.0851 

- 

0.180 

0.219 

0.486 

0.024 

0.461 

0.190 

41.18 

Safe 

30 MOD 

0801000900261000 

0.25 

0.07 

(134.58) 

0.06 

0.09 

0.15 

0.04 

0.22 

0.02 

0.0200 

0.0288 

0.0679 

- 

0.117 

0.134 

0.283 

0.014 

0.269 

0.126 

46.95 

Safe 

30 NP 

0801000500119000 

0.25 

0.10 

(119.17) 

0.08 

0.08 

0.16 

0.04 

0.21 

0.03 

0.0100 

0.0519 

0.0587 

- 

0.121 

0.148 

0.308 

0.015 

0.293 

0.064 

21.76 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


31JRK 

080200040039100C 

3.803 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.803 

0.57 

0.150 

0.00 

0.00 

0.04 

0.11 

0.00 

0.18 

0.13 

0.00 

0.009 

0.17 

0.22 


31 ML 

0801000500116700 

4.130 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.130 

-0.02 

0.200 

0.05 

0.01 

0.06 

0.07 

0.00 

0.00 

0.00 

0.21 

0.001 

0.20 

0.64 


31 MOD 

0802000400387000 

6.158 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

6.158 

0.06 

0.150 

0.03 

0.00 

0.08 

0.18 

0.00 

-0.17 

-0.09 

0.10 

0.015 

0.18 

0.33 


31 NP 

0801000500118900 

2.769 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.769 

0.04 

0.200 

0.02 

0.00 

0.04 

0.05 

0.00 

-0.05 

-0.02 

0.07 

0.001 

0.16 

0.33 


31 RB 1 

0801000400093900 

8.088 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

5.473 

0.08 

0.200 

0.11 

0.02 

0.09 

0.09 

0.00 

0.00 

0.00 

0.46 

0.003 

0.14 

0.31 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.008 

0.08 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


31 RB II 

0801000400094000 

1.833 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.731 

0.21 

0.200 

0.08 

0.01 

0.03 

0.03 

0.00 

0.09 

0.04 

0.34 

0.001 

0.19 

0.45 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.102 

0.21 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.03 


31 RB III 

0801000400094100 

3.832 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

3.245 

0.23 

0.200 

0.15 

0.02 

0.05 

0.05 

0.00 

0.17 

0.07 

0.60 

0.002 

0.17 

0.41 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.586 

0.23 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.02 

0.01 

0.04 

0.000 

0.03 

0.07 


32 ML 

0801000500116900 

2.502 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.918 

-0.04 

0.200 

0.03 

0.00 

0.03 

0.03 

0.00 

0.00 

0.00 

0.13 

0.001 

0.15 

0.50 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.584 

-0.04 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.02 

0.000 

0.05 

0.15 


32 MOD 

0801000900260800 

3.117 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.117 

0.05 

0.200 

0.02 

0.01 

0.05 

0.11 

0.00 

-0.12 

-0.06 

0.09 

0.000 

0.17 

0.35 


32 NP 

0801000500118700 

5.744 

Saline 

Gang Canal 

Command 

Younger Alluvium 

5.744 

0.08 

0.200 

0.01 

0.00 

0.09 

0.09 

0.00 

-0.08 

-0.04 

0.04 

0.002 

0.16 

0.33 


32 RB 

0801000400094200 

2.661 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.098 

0.27 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.01 

0.02 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.563 

0.27 

0.200 

0.03 

0.00 

0.04 

0.04 

0.00 

0.09 

0.04 

0.12 

0.001 

0.20 

0.46 


33 LLW 

0802000400391700 

13.414 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.280 

0.02 

0.150 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

-0.01 

0.00 

0.001 

0.00 

0.00 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

12.889 

0.02 

0.150 

0.05 

0.01 

0.10 

0.37 

0.00 

-0.39 

-0.36 

0.17 

0.032 

0.16 

0.17 


33 ML 

0801000500120700 

3.625 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.802 

-0.09 

0.200 

0.05 

0.01 

0.04 

0.05 

0.00 

0.00 

0.00 

0.18 

0.001 

0.15 

0.50 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.801 

-0.09 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.03 

0.000 

0.04 

0.14 


33 MOD 

0802000400387100 

3.636 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.741 

0.05 

0.150 

0.01 

0.00 

0.03 

0.03 

0.00 

-0.03 

-0.01 

0.04 

0.004 

0.09 

0.18 






Bhakhra Canal 

Command 

Younger Alluvium 

1.895 

0.05 

0.150 

0.02 

0.00 

0.02 

0.05 

0.00 

-0.04 

-0.02 

0.06 

0.005 

0.09 

0.19 


33 NP 

0801000500125100 

2.020 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.230 

0.03 

0.200 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.04 

0.000 

0.02 

0.04 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.475 

0.03 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

-0.01 

0.00 

0.04 

0.000 

0.04 

0.09 


33 RB 

0801000400095400 

4.090 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.090 

0.26 

0.200 

0.06 

0.01 

0.06 

0.07 

0.00 

0.13 

0.06 

0.23 

0.002 

0.21 

0.48 


34 LLW 

0802000400389300 

27.932 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

17.983 

-0.13 

0.150 

0.03 

0.00 

0.14 

0.51 

0.00 

0.00 

0.00 

0.07 

0.044 

0.11 

0.12 


34 MOD 

0802000400386900 

1.093 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.093 

0.05 

0.150 

0.02 

0.00 

0.01 

0.03 

0.00 

-0.02 

-0.01 

0.09 

0.003 

0.18 

0.35 


34 RB 

0801000400094300 

3.114 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.055 

0.29 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

Gang Canal 

Command 

Younger Alluvium 

3.058 

0.29 

0.200 

0.04 

0.01 

0.05 

0.05 

0.00 

0.11 

0.05 

0.16 

0.002 

0.21 

0.46 


35 LLW 

0802000400391600 

9.708 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

9.708 

-0.35 

0.150 

0.05 

0.01 

0.07 

0.28 

0.00 

0.00 

0.00 

0.16 

0.024 

0.17 

0.18 


35 ML 

0801000500120800 

2.859 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.029 

-0.15 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.044 

-0.15 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


35 MOD 

0802000400386800 

1.392 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.002 

0.05 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Bhakhra Canal 

Command 

Younger Alluvium 

1.390 

0.05 

0.150 

0.01 

0.00 

0.02 

0.04 

0.00 

-0.04 

-0.02 

0.03 

0.003 

0.18 

0.39 


35 NP 

0801000500132800 

3.506 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.004 

0.01 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


35 RB 

0801000400094500 

3.411 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.385 

0.31 

0.200 

0.04 

0.01 

0.02 

0.02 

0.00 

0.07 

0.03 

0.14 

0.001 

0.09 

0.19 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.006 

0.31 

0.200 

0.02 

0.00 

0.03 

0.03 

0.00 

0.08 

0.04 

0.07 

0.001 

0.12 

0.27 


36 LLW 

0802000400389400 

5.371 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

5.371 

-0.09 

0.150 

0.06 

0.01 

0.04 

0.15 

0.00 

0.00 

0.00 

0.22 

0.013 

0.17 

0.19 


36 MOD 

0802000400386500 

3.679 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.917 

0.05 

0.150 

0.02 

0.00 

0.04 

0.05 

0.00 

-0.05 

-0.02 

0.07 

0.007 

0.15 

0.34 






Bhakhra Canal 

Command 

Younger Alluvium 

0.762 

0.05 

0.150 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.03 

-0.01 

0.01 

0.002 

0.04 

0.09 


36 NP 

0801000500126100 

1.565 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.008 

0.06 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


36 RB-A 

0801000400094600 

2.539 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.121 

0.34 

0.200 

0.02 

0.00 

0.02 

0.02 

0.00 

0.06 

0.03 

0.10 

0.001 

0.09 

0.20 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.264 

0.34 

0.200 

0.01 

0.00 

0.02 

0.02 

0.00 

0.06 

0.03 

0.04 

0.001 

0.10 

0.23 


36 RB-B 

0801000400094700 

1.922 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.675 

0.37 

0.200 

0.02 

0.00 

0.01 

0.01 

0.00 

0.05 

0.02 

0.07 

0.000 

0.07 

0.16 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.239 

0.37 

0.200 

0.01 

0.00 

0.02 

0.02 

0.00 

0.06 

0.03 

0.05 

0.001 

0.13 

0.30 


37 LLW-A 

0802000400389600 

1.635 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.635 

0.17 

0.150 

0.07 

0.01 

0.02 

0.05 

0.00 

0.04 

0.03 

0.27 

0.004 

0.17 

0.20 


37 LLW-B 

0802000400389700 

3.995 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.995 

0.09 

0.150 

0.04 

0.01 

0.04 

0.11 

0.00 

-0.07 

-0.06 

0.14 

0.010 

0.17 

0.21 


37 MOD 

0802000400386700 

1.332 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.144 

0.05 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.05 






Bhakhra Canal 

Command 

Younger Alluvium 

1.187 

0.05 

0.150 

0.01 

0.00 

0.02 

0.03 

0.00 

-0.03 

-0.01 

0.03 

0.003 

0.16 

0.37 


37 NP 

0801000500125300 

2.647 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.381 

0.06 

0.200 

0.04 

0.01 

0.03 

0.03 

0.00 

-0.01 

-0.01 

0.14 

0.000 

0.09 

0.18 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.118 

0.06 

0.200 

0.02 

0.00 

0.02 

0.03 

0.00 

-0.02 

-0.01 

0.06 

0.000 

0.07 

0.14 


37 NP-A 

0801000500119100 

3.109 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.041 

0.04 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.646 

0.04 

0.200 

0.01 

0.00 

0.04 

0.04 

0.00 

-0.05 

-0.03 

0.04 

0.001 

0.14 

0.28 


37 RB 

0801000400091400 

2.948 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.771 

0.44 

0.200 

0.03 

0.00 

0.03 

0.03 

0.00 

0.13 

0.06 

0.12 

0.001 

0.13 

0.28 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.040 

0.44 

0.200 

0.01 

0.00 

0.02 

0.02 

0.00 

0.07 

0.03 

0.03 

0.001 

0.07 

0.16 


38 LLW-A 

0802000400389500 

1.378 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.378 

0.08 

0.150 

0.04 

0.01 

0.01 

0.04 

0.00 

0.00 

0.00 

0.17 

0.003 

0.17 

0.20 


38 LLW-B 

0802000400388200 

11.690 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

11.690 

0.02 

0.150 

0.05 

0.01 

0.09 

0.33 

0.00 

-0.35 

-0.27 

0.16 

0.029 

0.17 

0.23 


38 MOD 

0802000400386600 

3.006 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.558 

0.05 

0.150 

0.01 

0.00 

0.04 

0.06 

0.00 

-0.08 

-0.03 

0.04 

0.006 

0.16 

0.39 






Bhakhra Canal 

Command 

Younger Alluvium 

0.449 

0.05 

0.150 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.02 

-0.01 

0.00 

0.001 

0.03 

0.07 


38 RB 

0801000400091300 

3.332 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.457 

0.50 

0.200 

0.04 

0.01 

0.02 

0.02 

0.00 

0.13 

0.06 

0.14 

0.001 

0.09 

0.20 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.520 

0.50 

0.200 

0.01 

0.00 

0.02 

0.02 

0.00 

0.11 

0.05 

0.05 

0.001 

0.10 

0.21 


39 LLW 

0802000400389800 

2.165 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.165 

0.27 

0.150 

0.05 

0.01 

0.02 

0.06 

0.00 

0.04 

0.03 

0.17 

0.005 

0.17 

0.22 


39 MOD 

0801000900260100 

24.838 

Saline 

Gang Canal 

Command 

Younger Alluvium 

6.797 

0.05 

0.200 

0.00 

0.00 

0.13 

0.17 

0.00 

-0.22 

-0.10 

0.02 

0.001 

0.05 

0.12 






Bhakhra Canal 

Command 

Younger Alluvium 

18.041 

0.05 

0.200 

0.01 

0.00 

0.30 

0.65 

0.00 

-0.75 

-0.32 

0.04 

0.002 

0.13 

0.31 


39 RB 

0801000400091200 

2.971 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.294 

0.53 

0.200 

0.04 

0.01 

0.02 

0.02 

0.00 

0.13 

0.06 

0.14 

0.001 

0.09 

0.20 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.673 

0.53 

0.200 

0.02 

0.00 

0.03 

0.03 

0.00 

0.14 

0.07 

0.06 

0.001 

0.12 

0.26 


4 BLW 

0802000400387600 

2.811 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.811 

0.07 

0.150 

0.01 

0.00 

0.04 

0.08 

0.00 

-0.08 

-0.04 

0.04 

0.007 

0.18 

0.31 


4 DBN 

0801000900260200 

0.906 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.906 

0.05 

0.200 

0.02 

0.01 

0.01 

0.03 

0.00 

-0.03 

-0.01 

0.10 

0.000 

0.18 

0.44 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23J 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

31JRK 

0802000400391000 

0.20 

0.13 

6.03 

0.13 

0.15 

0.28 

0.04 

0.21 

0.03 

- 

0.0458 

0.1294 

- 

0.175 

0.205 

0.487 

0.024 

0.463 

0.009 

2.03 

Safe 

31 ML 

0801000500116700 

0.25 

0.20 

- 

0.20 

0.14 

0.35 

0.04 

0.24 

0.04 

0.0200 

0.0869 

0.0982 

- 

0.205 

0.247 

0.593 

0.059 

0.534 

0.208 

38.97 

Safe 

31 MOD 

0802000400387000 

0.20 

0.22 

(142.27) 

0.17 

0.25 

0.43 

0.04 

0.22 

0.05 

0.0100 

0.0927 

0.2096 

- 

0.312 

0.365 

0.794 

0.040 

0.754 

0.116 

15.42 

Safe 

31 NP 

0801000500118900 

0.25 

0.11 

(120.03) 

0.09 

0.09 

0.18 

0.04 

0.21 

0.03 

0.0100 

0.0582 

0.0658 

- 

0.134 

0.165 

0.344 

0.017 

0.327 

0.073 

22.25 

Safe 

31 RB 1 

0801000400093900 

0.25 

0.19 

(98.86) 

0.15 

0.20 

0.35 

0.04 

0.18 

0.05 

0.0500 

0.1151 

0.1301 

- 

0.295 

0.344 

0.693 

0.035 

0.659 

0.459 

69.68 

Safe 



0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

31 RB II 

0801000400094000 

0.25 

0.08 

(54.46) 

0.07 

0.07 

0.13 

0.05 

0.24 

0.02 

0.0400 

0.0364 

0.0412 

- 

0.118 

0.139 

0.271 

0.014 

0.258 

0.337 

130.70 

Over Exploited 



0.25 

0.00 

71.30 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0021 

0.0024 

- 

0.005 

0.005 

0.008 

0.000 

0.008 

0.009 

115.12 

Over Exploited 

31 RB III 

0801000400094100 

0.25 

0.14 

(48.29) 

0.11 

0.12 

0.24 

0.04 

0.22 

0.03 

0.0700 

0.0682 

0.0771 

- 

0.215 

0.250 

0.486 

0.024 

0.462 

0.602 

130.27 

Over Exploited 



0.25 

0.00 

63.22 

0.01 

0.02 

0.02 

0.01 

0.04 

0.00 

- 

0.0123 

0.0139 

- 

0.026 

0.027 

0.052 

0.003 

0.049 

0.036 

73.97 

Semi Critical 

32 ML 

0801000500116900 

0.25 

0.07 

- 

0.07 

0.06 

0.13 

0.03 

0.18 

0.01 

0.0100 

0.0403 

0.0456 

- 

0.096 

0.111 

0.245 

0.024 

0.220 

0.127 

57.43 

Safe 



0.25 

0.01 

- 

0.01 

0.02 

0.03 

0.01 

0.06 

0.00 

- 

0.0123 

0.0139 

- 

0.026 

0.028 

0.053 

0.005 

0.048 

0.018 

38.06 

Safe 

32 MOD 

0801000900260800 

0.25 

0.14 

(144.33) 

0.11 

0.17 

0.28 

0.04 

0.22 

0.03 

0.0200 

0.0563 

0.1326 

- 

0.209 

0.242 

0.524 

0.026 

0.498 

0.090 

18.17 

Safe 

32 NP 

0801000500118700 

0.25 

0.23 

(116.94) 

0.19 

0.18 

0.37 

0.04 

0.21 

0.06 

- 

0.1208 

0.1365 

- 

0.257 

0.321 

0.693 

0.035 

0.658 

0.038 

5.71 

Safe 

32 RB 

0801000400094200 

0.25 

0.00 

2,739.56 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0021 

0.0023 

- 

0.004 

0.004 

0.008 

0.000 

0.007 

0.024 

324.48 

Over Exploited 



0.25 

0.13 

(69.79) 

0.10 

0.08 

0.18 

0.05 

0.25 

0.03 

0.0100 

0.0539 

0.0609 

- 

0.125 

0.157 

0.341 

0.017 

0.324 

0.118 

36.57 

Safe 

33 LLW 

0802000400391700 

0.20 

0.00 

(4,621.40) 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

- 

0.0025 

0.0095 

- 

0.012 

0.012 

0.022 

0.001 

0.021 

0.001 

3.26 

Safe 



0.20 

0.41 

(188.46) 

0.33 

0.48 

0.80 

0.03 

0.19 

0.09 

0.0200 

0.1164 

0.4387 

- 

0.575 

0.663 

1.466 

0.073 

1.393 

0.205 

14.70 

Safe 

33 ML 

0801000500120700 

0.25 

0.11 

- 

0.11 

0.10 

0.21 

0.03 

0.18 

0.02 

0.0200 

0.0589 

0.0666 

- 

0.146 

0.167 

0.374 

0.037 

0.337 

0.181 

53.67 

Safe 



0.25 

0.01 

- 

0.01 

0.03 

0.03 

0.01 

0.05 

0.00 

- 

0.0169 

0.0191 

- 

0.036 

0.038 

0.072 

0.007 

0.065 

0.027 

41.96 

Safe 

33 MOD 

0802000400387100 

0.20 

0.03 

(147.85) 

0.02 

0.05 

0.08 

0.02 

0.11 

0.01 

- 

0.0366 

0.0414 

- 

0.078 

0.085 

0.163 

0.008 

0.155 

0.047 

30.53 

Safe 



0.20 

0.04 

(158.79) 

0.03 

0.08 

0.11 

0.02 

0.12 

0.01 

0.0100 

0.0285 

0.0645 

- 

0.103 

0.112 

0.219 

0.011 

0.208 

0.062 

29.69 

Safe 

33 NP 

0801000500125100 

0.25 

0.00 

(45.99) 

0.00 

0.01 

0.01 

0.01 

0.02 

0.00 

0.0100 

0.0058 

0.0082 

- 

0.024 

0.024 

0.035 

0.002 

0.033 

0.036 

108.00 

Over Exploited 



0.25 

0.00 

(174.20) 

0.00 

0.02 

0.02 

0.01 

0.05 

0.00 

0.0100 

0.0120 

0.0169 

- 

0.039 

0.040 

0.064 

0.003 

0.061 

0.036 

59.01 

Safe 

33 RB 

0801000400095400 

0.25 

0.21 

(72.76) 

0.17 

0.14 

0.31 

0.05 

0.26 

0.05 

0.0300 

0.0860 

0.0972 

- 

0.213 

0.266 

0.576 

0.029 

0.547 

0.236 

43.19 

Safe 

34 LLW 

0802000400389300 

0.20 

0.39 

- 

0.39 

0.65 

1.05 

0.03 

0.14 

0.10 

0.0100 

0.1624 

0.6121 

0.001 

0.786 

0.883 

1.929 

0.193 

1.736 

0.117 

6.76 

Safe 

34 MOD 

0802000400386900 

0.20 

0.04 

(121.21) 

0.03 

0.05 

0.08 

0.04 

0.22 

0.01 

0.0100 

0.0164 

0.0372 

- 

0.064 

0.073 

0.150 

0.007 

0.142 

0.090 

63.13 

Safe 

34 RB 

0801000400094300 

0.25 

0.00 

1,102.17 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0011 

0.0013 

- 

0.002 

0.002 

0.004 

0.000 

0.004 

0.000 

0.74 

Safe 



0.25 

0.16 

(68.87) 

0.13 

0.11 

0.23 

0.05 

0.26 

0.04 

0.0200 

0.0643 

0.0727 

- 

0.157 

0.197 

0.430 

0.021 

0.408 

0.164 

40.08 

Safe 

35 LLW 

0802000400391600 

0.20 

0.32 

- 

0.32 

0.36 

0.68 

0.04 

0.20 

0.07 

0.0200 

0.0877 

0.3304 

0.001 

0.439 

0.508 

1.191 

0.119 

1.072 

0.182 

16.97 

Safe 

35 ML 

0801000500120800 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0006 

0.0007 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

0.40 

Safe 



0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0009 

0.0011 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

0.40 

Safe 

35 MOD 

0802000400386800 

0.20 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.05 

(134.05) 

0.04 

0.06 

0.10 

0.04 

0.23 

0.01 

- 

0.0209 

0.0473 

- 

0.068 

0.080 

0.178 

0.009 

0.169 

0.032 

19.15 

Safe 

35 NP 

0801000500132800 

0.25 

0.00 

(42,796.17) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

35 RB 

0801000400094500 

0.25 

0.03 

10.89 

0.03 

0.05 

0.09 

0.02 

0.11 

0.01 

0.0200 

0.0291 

0.0329 

- 

0.082 

0.090 

0.177 

0.009 

0.168 

0.145 

86.28 

Semi Critical 



0.25 

0.06 

(40.82) 

0.05 

0.06 

0.11 

0.03 

0.15 

0.02 

0.0100 

0.0422 

0.0477 

- 

0.100 

0.116 

0.229 

0.011 

0.218 

0.073 

33.56 

Safe 

36 LLW 

0802000400389400 

0.20 

0.18 

- 

0.18 

0.20 

0.38 

0.04 

0.20 

0.04 

0.0200 

0.0485 

0.1828 

- 

0.251 

0.291 

0.673 

0.067 

0.606 

0.230 

37.99 

Safe 

36 MOD 

0802000400386500 

0.20 

0.09 

(124.43) 

0.07 

0.09 

0.16 

0.04 

0.18 

0.02 

0.0100 

0.0613 

0.0693 

- 

0.141 

0.161 

0.320 

0.016 

0.304 

0.080 

26.42 

Safe 



0.20 

0.01 

(292.68) 

0.00 

0.03 

0.04 

0.01 

0.05 

0.00 

- 

0.0115 

0.0259 

- 

0.037 

0.039 

0.075 

0.004 

0.071 

0.016 

22.30 

Safe 

36 NP 

0801000500126100 

0.25 

0.00 

(6,193.50) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

36 RB-A 

0801000400094600 

0.25 

0.03 

5.61 

0.03 

0.04 

0.06 

0.02 

0.12 

0.01 

0.0100 

0.0236 

0.0266 

- 

0.060 

0.067 

0.130 

0.007 

0.124 

0.097 

78.20 

Semi Critical 



0.25 

0.03 

(23.59) 

0.03 

0.04 

0.07 

0.03 

0.13 

0.01 

- 

0.0266 

0.0300 

- 

0.057 

0.065 

0.132 

0.007 

0.125 

0.037 

29.30 

Safe 

36 RB-B 

0801000400094700 

0.25 

0.01 

78.56 

0.01 

0.02 

0.04 

0.02 

0.09 

0.00 

0.0100 

0.0142 

0.0160 

- 

0.040 

0.043 

0.080 

0.004 

0.076 

0.072 

95.49 

Critical 



0.25 

0.04 

(31.69) 

0.03 

0.04 

0.07 

0.03 

0.17 

0.01 

0.0100 

0.0261 

0.0295 

- 

0.066 

0.076 

0.149 

0.007 

0.142 

0.055 

38.60 

Safe 

37 LLW-A 

0802000400389600 

0.20 

0.05 

(38.81) 

0.04 

0.07 

0.12 

0.04 

0.20 

0.01 

0.0300 

0.0197 

0.0556 

- 

0.105 

0.118 

0.235 

0.012 

0.223 

0.278 

124.80 

Over Exploited 

37 LLW-B 

0802000400389700 

0.20 

0.13 

(141.10) 

0.11 

0.16 

0.27 

0.04 

0.21 

0.03 

0.0200 

0.0481 

0.1360 

- 

0.204 

0.236 

0.508 

0.025 

0.483 

0.154 

31.88 

Safe 

37 MOD 

0802000400386700 

0.20 

0.00 

(359.88) 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0030 

0.0034 

- 

0.007 

0.007 

0.012 

0.001 

0.011 

0.000 

3.25 

Safe 



0.20 

0.04 

(133.62) 

0.03 

0.05 

0.08 

0.04 

0.20 

0.01 

- 

0.0179 

0.0404 

- 

0.058 

0.068 

0.148 

0.007 

0.140 

0.032 

22.74 

Safe 

37 NP 

0801000500125300 

0.25 

0.03 

(122.83) 

0.02 

0.07 

0.09 

0.02 

0.11 

0.01 

0.0300 

0.0349 

0.0493 

- 

0.114 

0.122 

0.216 

0.011 

0.205 

0.144 

70.46 

Semi Critical 



0.25 

0.02 

(138.95) 

0.02 

0.05 

0.06 

0.02 

0.09 

0.01 

0.0100 

0.0282 

0.0399 

- 

0.078 

0.083 

0.147 

0.007 

0.140 

0.063 

45.23 

Safe 

37 NP-A 

0801000500119100 

0.25 

0.00 

(2,353.03) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0009 

0.0010 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

0.38 

Safe 



0.25 

0.09 

(129.00) 

0.07 

0.08 

0.16 

0.04 

0.18 

0.03 

- 

0.0556 

0.0629 

- 

0.119 

0.144 

0.302 

0.015 

0.287 

0.037 

12.79 

Safe 

37 RB 

0801000400091400 

0.25 

0.06 

6.71 

0.06 

0.06 

0.12 

0.03 

0.16 

0.01 

0.0100 

0.0372 

0.0421 

- 

0.089 

0.103 

0.220 

0.011 

0.209 

0.121 

58.01 

Safe 



0.25 

0.02 

63.63 

0.02 

0.03 

0.06 

0.02 

0.09 

0.00 

- 

0.0219 

0.0247 

- 

0.047 

0.051 

0.108 

0.005 

0.102 

0.028 

26.93 

Safe 

38 LLW-A 

0802000400389500 

0.20 

0.05 

(107.38) 

0.04 

0.06 

0.10 

0.04 

0.21 

0.01 

0.0200 

0.0124 

0.0469 

- 

0.079 

0.090 

0.187 

0.009 

0.177 

0.176 

99.44 

Critical 

38 LLW-B 

0802000400388200 

0.20 

0.40 

(165.62) 

0.32 

0.43 

0.76 

0.04 

0.22 

0.10 

0.0200 

0.1056 

0.3979 

0.001 

0.525 

0.624 

1.382 

0.069 

1.313 

0.187 

14.23 

Safe 

38 MOD 

0802000400386600 

0.20 

0.08 

(139.20) 

0.07 

0.11 

0.17 

0.04 

0.20 

0.02 

0.0100 

0.0645 

0.0912 

- 

0.166 

0.185 

0.357 

0.018 

0.339 

0.049 

14.56 

Safe 



0.20 

0.00 

(419.05) 

0.00 

0.02 

0.02 

0.01 

0.03 

0.00 

- 

0.0081 

0.0191 

- 

0.027 

0.028 

0.053 

0.003 

0.050 

0.001 

2.21 

Safe 

38 RB 

0801000400091300 

0.25 

0.03 

74.76 

0.04 

0.06 

0.10 

0.02 

0.11 

0.01 

0.0200 

0.0306 

0.0346 

- 

0.085 

0.094 

0.190 

0.010 

0.181 

0.145 

80.08 

Semi Critical 



0.25 

0.04 

40.75 

0.04 

0.05 

0.09 

0.02 

0.12 

0.01 

0.0100 

0.0320 

0.0361 

- 

0.078 

0.087 

0.179 

0.009 

0.170 

0.055 

32.17 

Safe 

39 LLW 

0802000400389800 

0.20 

0.07 

(53.33) 

0.06 

0.09 

0.15 

0.04 

0.21 

0.02 

0.0200 

0.0261 

0.0737 

- 

0.120 

0.137 

0.289 

0.014 

0.275 

0.178 

64.93 

Safe 

39 MOD 

0801000900260100 

0.25 

0.09 

(212.50) 

0.07 

0.29 

0.36 

0.01 

0.06 

0.02 

- 

0.1715 

0.2424 

- 

0.414 

0.434 

0.796 

0.040 

0.756 

0.019 

2.50 

Safe 



0.25 

0.60 

(153.32) 

0.48 

0.94 

1.42 

0.03 

0.16 

0.14 

0.0100 

0.3259 

0.7675 

- 

1.104 

1.245 

2.668 

0.133 

2.535 

0.038 

1.51 

Safe 

39 RB 

0801000400091200 

0.25 

0.03 

95.29 

0.04 

0.05 

0.09 

0.02 

0.11 

0.01 

0.0200 

0.0272 

0.0308 

- 

0.078 

0.085 

0.172 

0.009 

0.163 

0.145 

88.53 

Semi Critical 



0.25 

0.05 

33.62 

0.06 

0.05 

0.11 

0.03 

0.15 

0.01 

0.0100 

0.0352 

0.0398 

- 

0.085 

0.097 

0.210 

0.010 

0.199 

0.064 

32.08 

Safe 

4 BLW 

0802000400387600 

0.20 

0.10 

(144.03) 

0.08 

0.12 

0.20 

0.04 

0.22 

0.02 

- 

0.0423 

0.0957 

- 

0.138 

0.163 

0.359 

0.018 

0.341 

0.050 

14.66 

Safe 

4 DBN 

0801000900260200 

0.25 

0.04 

(128.71) 

0.03 

0.06 

0.09 

0.04 

0.22 

0.01 

0.0200 

0.0164 

0.0386 

- 

0.075 

0.085 

0.175 

0.009 

0.166 

0.099 

59.64 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


4 GMD 

080100090025880C 

1.456 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.456 

0.04 

0.200 

0.02 

0.00 

0.02 

0.02 

0.00 

-0.01 

0.00 

0.07 

0.000 

0.19 

0.50 






Bhakhra Canal 

Command 

Younger Alluvium 

0.001 

0.04 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


4 HDP 

080200040039500C 

3.576 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.576 

0.52 

0.150 

0.03 

0.00 

0.04 

0.10 

0.00 

0.17 

0.13 

0.11 

0.009 

0.16 

0.22 


4 JRK 

0802000300355300 

3.185 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.638 

-0.21 

0.150 

0.03 

0.00 

0.06 

0.00 

0.00 

0.00 

0.00 

0.11 

0.000 

0.04 

0.09 






Bhakhra Canal 

Command 

Younger Alluvium 

1.083 

-0.21 

0.150 

0.04 

0.01 

0.01 

0.03 

0.00 

0.00 

0.00 

0.18 

0.000 

0.06 

0.16 


4 LKS-A 

0802000400394700 

3.524 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.524 

-0.49 

0.150 

0.04 

0.01 

0.03 

0.10 

0.00 

0.00 

0.00 

0.16 

0.009 

0.16 

0.21 


4 LKS-B 

0802000400395800 

3.140 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.140 

-0.52 

0.150 

0.06 

0.01 

0.02 

0.09 

0.00 

0.00 

0.00 

0.23 

0.008 

0.16 

0.22 


4 MK 

0801000500116600 

4.081 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

4.081 

0.10 

0.200 

0.08 

0.01 

0.06 

0.07 

0.00 

0.02 

0.01 

0.31 

0.001 

0.20 

0.63 


4 MOD 

0802000300361500 

4.917 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

4.865 

-0.14 

0.150 

0.14 

0.02 

0.49 

0.00 

0.00 

0.00 

0.00 

0.54 

0.001 

0.17 

0.25 


4 NP 

0801000500120300 

2.005 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.611 

-0.07 

0.200 

0.02 

0.00 

0.03 

0.03 

0.00 

0.00 

0.00 

0.07 

0.000 

0.16 

0.51 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.394 

-0.07 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.01 

0.000 

0.04 

0.13 


4PS-A 

0801000500115300 

1.476 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.476 

0.88 

0.200 

0.05 

0.01 

0.02 

0.02 

0.00 

0.25 

0.09 

0.22 

0.000 

0.20 

0.53 


4PS-B 

0801000500115200 

1.913 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.145 

0.75 

0.200 

0.03 

0.00 

0.02 

0.02 

0.00 

0.16 

0.06 

0.11 

0.000 

0.12 

0.31 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.767 

0.75 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.10 

0.04 

0.04 

0.000 

0.08 

0.21 


4 RB 

0801000400089100 

5.784 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.535 

0.17 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.04 


4 TK 

0801000500120000 

2.698 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.698 

0.00 

0.200 

0.03 

0.00 

0.04 

0.04 

0.00 

0.00 

0.00 

0.11 

0.001 

0.18 

0.48 


4 TKW 

0801000300073300 

15.701 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.347 

-0.15 

0.200 

0.00 

0.00 

0.01 

0.04 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.02 



0802000400388300 

4.447 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.447 

0.00 

0.150 

0.03 

0.00 

0.03 

0.13 

0.00 

0.00 

0.00 

0.09 

0.011 

0.17 

0.20 


4 UMW 

0802000400388600 

8.480 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

7.422 

0.01 

0.150 

0.03 

0.00 

0.06 

0.21 

0.00 

-0.23 

-0.18 

0.10 

0.018 

0.15 

0.19 


40 LLW 

0802000400390000 

1.493 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.493 

0.26 

0.150 

0.05 

0.01 

0.02 

0.04 

0.00 

0.04 

0.03 

0.20 

0.004 

0.17 

0.24 


40 LLW-A 

0802000400389900 

1.271 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.271 

0.25 

0.150 

0.05 

0.01 

0.01 

0.04 

0.00 

0.04 

0.03 

0.19 

0.003 

0.17 

0.23 


40 RB 

0801000400091100 

3.274 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.116 

0.55 

0.200 

0.03 

0.00 

0.02 

0.02 

0.00 

0.12 

0.05 

0.12 

0.001 

0.07 

0.16 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.530 

0.55 

0.200 

0.02 

0.00 

0.02 

0.02 

0.00 

0.14 

0.06 

0.06 

0.001 

0.10 

0.21 


41 LLW 

0802000400388000 

7.507 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

7.507 

0.11 

0.150 

0.05 

0.01 

0.08 

0.21 

0.00 

-0.13 

-0.09 

0.17 

0.019 

0.17 

0.24 


41 LNP 

0801000400100400 

4.248 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.263 

0.05 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

-0.01 

0.00 

0.01 

0.000 

0.01 

0.03 


41 RB 

0801000400091000 

3.769 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.343 

0.51 

0.200 

0.06 

0.01 

0.04 

0.04 

0.00 

0.21 

0.10 

0.24 

0.001 

0.13 

0.28 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.107 

0.51 

0.200 

0.01 

0.00 

0.02 

0.02 

0.00 

0.09 

0.04 

0.05 

0.001 

0.06 

0.13 


42 LNP1 

0801000400100100 

5.365 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.600 

0.04 

0.200 

0.02 

0.00 

0.04 

0.04 

0.00 

-0.04 

-0.02 

0.08 

0.001 

0.10 

0.22 


42 NP 

0801000500125500 

2.705 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.295 

0.11 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

-0.01 

-0.01 

0.02 

0.000 

0.08 

0.16 


42 RB 

0801000400090900 

3.169 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.056 

0.28 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


43 LLW 

0801000300073000 

0.489 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.035 

-0.02 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 



0802000400388100 

8.095 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

8.095 

0.03 

0.150 

0.04 

0.00 

0.08 

0.23 

0.00 

-0.24 

-0.17 

0.12 

0.020 

0.17 

0.25 


43 LNP 

0801000400093400 

4.181 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.001 

0.03 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


43 NP 

0801000500125700 

1.915 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.028 

0.17 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


43 RB 

0801000400090600 

4.165 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.021 

0.05 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Gang Canal 

Command 

Younger Alluvium 

4.021 

0.05 

0.200 

0.03 

0.00 

0.06 

0.07 

0.00 

-0.06 

-0.03 

0.10 

0.002 

0.19 

0.41 


44 LLW 

0801000300072800 

0.226 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.009 

-0.06 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


44 LNP 

0801000400096600 

3.312 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.214 

0.03 

0.200 

0.05 

0.01 

0.05 

0.05 

0.00 

-0.04 

-0.02 

0.20 

0.002 

0.20 

0.45 


44 NP 

0801000500125600 

2.470 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.171 

0.30 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.02 


44 RB 

0801000400090800 

3.374 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.548 

0.30 

0.200 

0.05 

0.01 

0.04 

0.04 

0.00 

0.11 

0.05 

0.22 

0.001 

0.15 

0.33 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.808 

0.30 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.03 

0.01 

0.03 

0.000 

0.05 

0.10 


45 LLW 

0801000400086600 

0.591 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.531 

-0.05 

0.200 

0.02 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.09 

0.000 

0.16 

0.22 


45 LNP 

0801000400096500 

2.977 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.977 

0.03 

0.200 

0.02 

0.00 

0.05 

0.05 

0.00 

-0.06 

-0.02 

0.06 

0.002 

0.20 

0.47 


45 PS 

0801000500118800 

4.063 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.063 

0.04 

0.200 

0.01 

0.00 

0.06 

0.07 

0.00 

-0.08 

-0.04 

0.04 

0.001 

0.16 

0.33 


45 RB 

0801000400090700 

2.981 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.099 

-0.12 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


46 LLW 

0801000400086500 

0.577 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.371 

-0.09 

0.200 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.04 

0.000 

0.12 

0.16 


46 LNP 

0801000400093600 

5.477 

Saline 

Gang Canal 

Command 

Younger Alluvium 

5.042 

0.02 

0.200 

0.03 

0.01 

0.08 

0.08 

0.00 

-0.12 

-0.05 

0.14 

0.003 

0.19 

0.43 


46 RB-A 

0801000400090300 

4.246 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.939 

-0.13 

0.200 

0.01 

0.00 

0.06 

0.06 

0.00 

0.00 

0.00 

0.03 

0.002 

0.17 

0.37 


46 RB-B 

0801000400090500 

1.328 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.291 

-0.14 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.01 

0.001 

0.19 

0.41 


47 LLW 

0801000400086700 

8.286 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

7.134 

-0.03 

0.200 

0.00 

0.00 

0.08 

0.20 

0.00 

0.00 

0.00 

0.01 

0.004 

0.16 

0.22 



0802000400386100 

4.773 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.721 

0.01 

0.150 

0.01 

0.00 

0.05 

0.06 

0.00 

-0.10 

-0.05 

0.03 

0.009 

0.15 

0.29 






Bhakhra Canal 

Command 

Younger Alluvium 

1.052 

0.01 

0.150 

0.00 

0.00 

0.01 

0.03 

0.00 

-0.04 

-0.02 

0.00 

0.003 

0.04 

0.08 


47 RB 

0801000400090200 

2.593 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.000 

0.39 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


48 LNP 

0801000400100600 

4.835 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.735 

0.01 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.02 

-0.01 

0.01 

0.000 

0.03 

0.06 






Bhakhra Canal 

Command 

Younger Alluvium 

0.237 

0.01 

0.200 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

0.00 

0.00 

0.000 

0.01 

0.02 


48 RB 

0801000400094800 

4.764 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.764 

0.19 

0.200 

0.07 

0.01 

0.07 

0.08 

0.00 

0.09 

0.04 

0.26 

0.003 

0.21 

0.48 


49 BB 

0801000400095300 

4.914 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.444 

0.20 

0.200 

0.05 

0.01 

0.04 

0.04 

0.00 

0.06 

0.02 

0.19 

0.001 

0.10 

0.26 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.470 

0.20 

0.200 

0.02 

0.00 

0.04 

0.04 

0.00 

0.04 

0.02 

0.07 

0.001 

0.10 

0.26 


49 LLW 

0801000400086800 

22.477 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.141 

-0.03 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Bhakhra Canal 

Command 

Younger Alluvium 

18.366 

-0.03 

0.200 

0.02 

0.00 

0.20 

0.53 

0.00 

0.00 

0.00 

0.07 

0.010 

0.15 

0.24 



0802000400386000 

3.071 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.071 

0.03 

0.150 

0.01 

0.00 

0.04 

0.05 

0.00 

-0.07 

-0.03 

0.03 

0.008 

0.19 

0.42 


49 LNP 

0801000400100500 

4.345 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.999 

0.03 

0.200 

0.04 

0.01 

0.05 

0.05 

0.00 

-0.05 

-0.02 

0.15 

0.002 

0.13 

0.28 


5 BLW 

0802000400387500 

2.578 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.138 

0.05 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 






Bhakhra Canal 

Command 

Younger Alluvium 

2.441 

0.05 

0.150 

0.03 

0.00 

0.03 

0.07 

0.00 

-0.05 

-0.03 

0.10 

0.006 

0.17 

0.32 


5 DBN 

0801000900260400 

0.900 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.900 

0.04 

0.200 

0.05 

0.01 

0.01 

0.03 

0.00 

0.00 

0.00 

0.19 

0.000 

0.18 

0.42 


5 GMD 

0801000900258900 

1.036 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.648 

0.03 

0.200 

0.02 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

0.07 

0.000 

0.12 

0.34 






Gang Canal 

Command 

Younger Alluvium 

0.387 

0.03 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.05 

0.000 

0.07 

0.20 


5 HDP-A 

0802000400390900 

3.335 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.335 

0.62 

0.150 

0.02 

0.00 

0.03 

0.10 

0.00 

0.20 

0.15 

0.07 

0.008 

0.17 

0.21 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 


(24) 

(25) 


(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

4 GMD 

080100090025880C 

0.25 

0.07 

(103.26) 

0.05 

0.04 

0.09 

0.04 

0.23 

0.02 

0.0100 

0.0214 

0.0303 

- 

0.062 

0.077 

0.169 

0.008 

0.161 

0.072 

44.94 

Safe 



0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

4 HDP 

080200040039500C 

0.20 

0.12 

6.77 

0.13 

0.14 

0.26 

0.04 

0.20 

0.03 

0.0100 

0.0431 

0.1217 

- 

0.175 

0.203 

0.467 

0.023 

0.444 

0.122 

27.43 

Safe 

4 JRK 

0802000300355300 

0.20 

0.00 

- 

0.00 

0.06 

0.07 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.080 

0.008 

0.072 

0.108 

150.37 

Over Exploited 



0.20 

0.01 

- 

0.01 

0.05 

0.06 

0.02 

0.08 

0.00 

0.0200 

0.0098 

0.0369 

- 

0.067 

0.070 

0.133 

0.013 

0.120 

0.176 

147.17 

Over Exploited 

4 LKS-A 

0802000400394700 

0.20 

0.11 

- 

0.11 

0.14 

0.25 

0.04 

0.20 

0.03 

0.0200 

0.0318 

0.1199 

- 

0.172 

0.199 

0.452 

0.045 

0.406 

0.173 

42.49 

Safe 

4 LKS-B 

0802000400395800 

0.20 

0.10 

- 

0.10 

0.12 

0.23 

0.04 

0.20 

0.03 

0.0300 

0.0284 

0.1069 

- 

0.165 

0.190 

0.416 

0.042 

0.375 

0.235 

62.68 

Safe 

4 MK 

0801000500116600 

0.25 

0.20 

(96.63) 

0.16 

0.14 

0.30 

0.04 

0.24 

0.04 

0.0300 

0.0858 

0.0970 

- 

0.213 

0.254 

0.556 

0.028 

0.528 

0.307 

58.12 

Safe 

4 MOD 

0802000300361500 

0.20 

0.16 

- 

0.16 

0.51 

0.67 

0.04 

0.21 

0.04 

0.0600 

- 

- 

- 

0.060 

0.097 

0.769 

0.077 

0.692 

0.541 

78.21 

Semi Critical 

4 NP 

0801000500120300 

0.25 

0.06 

- 

0.06 

0.05 

0.12 

0.03 

0.19 

0.01 

0.0100 

0.0339 

0.0383 

- 

0.082 

0.095 

0.211 

0.021 

0.190 

0.072 

38.22 

Safe 



0.25 

0.00 

- 

0.00 

0.01 

0.02 

0.01 

0.05 

0.00 

- 

0.0083 

0.0094 

- 

0.018 

0.018 

0.035 

0.003 

0.031 

0.009 

29.09 

Safe 

4PS-A 

0801000500115300 

0.25 

0.07 

28.89 

0.09 

0.06 

0.14 

0.05 

0.24 

0.02 

0.0200 

0.0310 

0.0351 

- 

0.086 

0.103 

0.248 

0.012 

0.235 

0.216 

92.04 

Critical 

4PS-B 

0801000500115200 

0.25 

0.03 

86.73 

0.04 

0.04 

0.08 

0.03 

0.14 

0.01 

0.0100 

0.0241 

0.0272 

- 

0.061 

0.069 

0.146 

0.007 

0.139 

0.108 

78.02 

Semi Critical 



0.25 

0.02 

153.03 

0.02 

0.02 

0.04 

0.02 

0.10 

0.00 

- 

0.0161 

0.0182 

- 

0.034 

0.038 

0.081 

0.004 

0.077 

0.036 

47.30 

Safe 

4 RB 

0801000400089100 

0.25 

0.00 

(73.15) 

0.00 

0.02 

0.02 

0.01 

0.02 

0.00 

- 

0.0112 

0.0127 

- 

0.024 

0.025 

0.044 

0.002 

0.042 

0.009 

22.36 

Safe 

4 TK 

0801000500120000 

0.25 

0.12 

- 

0.12 

0.09 

0.21 

0.04 

0.22 

0.03 

0.0100 

0.0567 

0.0641 

- 

0.131 

0.160 

0.368 

0.037 

0.331 

0.109 

32.88 

Safe 

4 TKW 

0801000300073300 

0.25 

0.01 

- 

0.01 

0.05 

0.05 

0.00 

0.02 

0.00 

- 

0.0122 

0.0459 

- 

0.058 

0.059 

0.114 

0.011 

0.103 

0.001 

1.38 

Safe 


0802000400388300 

0.20 

0.15 

- 

0.15 

0.16 

0.31 

0.04 

0.21 

0.03 

0.0100 

0.0402 

0.1514 

0.001 

0.203 

0.237 

0.548 

0.055 

0.493 

0.098 

19.86 

Safe 

4 UMW 

0802000400388600 

0.20 

0.23 

(180.05) 

0.18 

0.27 

0.45 

0.04 

0.19 

0.06 

0.0100 

0.0670 

0.2526 

- 

0.330 

0.388 

0.840 

0.042 

0.798 

0.119 

14.95 

Safe 

40 LLW 

0802000400390000 

0.20 

0.05 

(44.88) 

0.04 

0.07 

0.11 

0.04 

0.21 

0.01 

0.0200 

0.0180 

0.0508 

- 

0.089 

0.101 

0.210 

0.010 

0.199 

0.205 

102.84 

Over Exploited 

40 LLW-A 

0802000400389900 

0.20 

0.04 

(34.00) 

0.03 

0.06 

0.09 

0.04 

0.21 

0.01 

0.0200 

0.0153 

0.0433 

- 

0.079 

0.089 

0.183 

0.009 

0.173 

0.190 

109.64 

Over Exploited 

40 RB 

0801000400091100 

0.25 

0.02 

169.72 

0.02 

0.04 

0.06 

0.02 

0.09 

0.00 

0.0100 

0.0235 

0.0265 

- 

0.060 

0.065 

0.124 

0.006 

0.118 

0.121 

102.32 

Over Exploited 



0.25 

0.04 

70.89 

0.04 

0.05 

0.09 

0.02 

0.12 

0.01 

0.0100 

0.0322 

0.0364 

- 

0.079 

0.088 

0.181 

0.009 

0.172 

0.064 

37.16 

Safe 

41 LLW 

0802000400388000 

0.20 

0.26 

(135.47) 

0.21 

0.30 

0.51 

0.04 

0.21 

0.06 

0.0200 

0.0904 

0.2555 

0.001 

0.367 

0.429 

0.936 

0.047 

0.889 

0.192 

21.55 

Safe 

41 LNP 

0801000400100400 

0.25 

0.00 

(448.48) 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0055 

0.0063 

- 

0.012 

0.012 

0.021 

0.001 

0.020 

0.009 

45.70 

Safe 

41 RB 

0801000400091000 

0.25 

0.07 

29.68 

0.09 

0.08 

0.17 

0.03 

0.16 

0.02 

0.0300 

0.0493 

0.0557 

- 

0.135 

0.154 

0.326 

0.016 

0.310 

0.241 

77.79 

Semi Critical 



0.25 

0.02 

137.51 

0.02 

0.04 

0.06 

0.01 

0.07 

0.00 

0.0100 

0.0233 

0.0263 

- 

0.060 

0.064 

0.119 

0.006 

0.113 

0.046 

40.41 

Safe 

42 LNP1 

0801000400100100 

0.25 

0.06 

(129.04) 

0.05 

0.08 

0.13 

0.02 

0.12 

0.02 

0.0100 

0.0547 

0.0618 

- 

0.127 

0.142 

0.276 

0.014 

0.262 

0.082 

31.48 

Safe 

42 NP 

0801000500125500 

0.25 

0.03 

(126.34) 

0.02 

0.04 

0.06 

0.02 

0.10 

0.01 

- 

0.0272 

0.0308 

- 

0.058 

0.065 

0.127 

0.006 

0.120 

0.018 

15.26 

Safe 

42 RB 

0801000400090900 

0.25 

0.00 

1,069.88 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0012 

0.0013 

- 

0.003 

0.003 

0.004 

0.000 

0.004 

0.000 

0.74 

Safe 

43 LLW 

0801000300073000 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0004 

0.0012 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

1.31 

Safe 


0802000400388100 

0.20 

0.28 

(159.93) 

0.23 

0.31 

0.54 

0.04 

0.22 

0.07 

0.0100 

0.0975 

0.2755 

0.001 

0.384 

0.453 

0.992 

0.050 

0.942 

0.135 

14.32 

Safe 

43 LNP 

0801000400093400 

0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

43 NP 

0801000500125700 

0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0006 

0.0007 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

0.38 

Safe 

43 RB 

0801000400090600 

0.25 

0.00 

(3,938.41) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0004 

0.0005 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

0.72 

Safe 



0.25 

0.19 

(114.38) 

0.15 

0.13 

0.28 

0.05 

0.23 

0.05 

0.0100 

0.0846 

0.0956 

- 

0.190 

0.238 

0.516 

0.026 

0.491 

0.101 

20.63 

Safe 

44 LLW 

0801000300072800 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0001 

0.0003 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

44 LNP 

0801000400096600 

0.25 

0.16 

(112.18) 

0.13 

0.11 

0.24 

0.05 

0.24 

0.04 

0.0200 

0.0676 

0.0764 

- 

0.164 

0.203 

0.442 

0.022 

0.420 

0.200 

47.62 

Safe 

44 NP 

0801000500125600 

0.25 

0.00 

390.20 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0036 

0.0041 

- 

0.008 

0.008 

0.014 

0.001 

0.013 

0.009 

68.51 

Safe 

44 RB 

0801000400090800 

0.25 

0.09 

(46.78) 

0.08 

0.09 

0.17 

0.04 

0.18 

0.02 

0.0200 

0.0536 

0.0606 

- 

0.134 

0.158 

0.324 

0.016 

0.308 

0.217 

70.53 

Semi Critical 



0.25 

0.01 

54.73 

0.01 

0.03 

0.04 

0.01 

0.06 

0.00 

- 

0.0170 

0.0192 

- 

0.036 

0.039 

0.076 

0.004 

0.072 

0.027 

38.12 

Safe 

45 LLW 

0801000400086600 

0.25 

0.02 

- 

0.02 

0.02 

0.04 

0.04 

0.21 

0.01 

0.0100 

0.0064 

0.0181 

- 

0.035 

0.040 

0.083 

0.008 

0.075 

0.090 

120.97 

Over Exploited 

45 LNP 

0801000400096500 

0.25 

0.15 

(116.37) 

0.12 

0.10 

0.22 

0.05 

0.25 

0.04 

0.0100 

0.0626 

0.0708 

- 

0.143 

0.180 

0.396 

0.020 

0.376 

0.065 

17.17 

Safe 

45 PS 

0801000500118800 

0.25 

0.17 

(125.33) 

0.13 

0.13 

0.26 

0.04 

0.21 

0.05 

- 

0.0854 

0.0966 

- 

0.182 

0.227 

0.490 

0.025 

0.466 

0.037 

7.97 

Safe 

45 RB 

0801000400090700 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0021 

0.0023 

- 

0.004 

0.004 

0.008 

0.001 

0.007 

0.000 

0.77 

Safe 

46 LLW 

0801000400086500 

0.25 

0.01 

- 

0.01 

0.01 

0.03 

0.03 

0.15 

0.00 

- 

0.0045 

0.0126 

- 

0.017 

0.020 

0.046 

0.005 

0.041 

0.036 

88.24 

Semi Critical 

46 LNP 

0801000400093600 

0.25 

0.24 

(121.60) 

0.19 

0.17 

0.36 

0.05 

0.23 

0.06 

0.0200 

0.1060 

0.1199 

- 

0.246 

0.304 

0.665 

0.033 

0.632 

0.138 

21.80 

Safe 

46 RB-A 

0801000400090300 

0.25 

0.17 

- 

0.17 

0.13 

0.29 

0.04 

0.22 

0.04 

- 

0.0828 

0.0936 

- 

0.177 

0.220 

0.515 

0.051 

0.463 

0.029 

6.29 

Safe 

46 RB-B 

0801000400090500 

0.25 

0.06 

- 

0.06 

0.04 

0.10 

0.05 

0.24 

0.02 

- 

0.0271 

0.0307 

- 

0.058 

0.073 

0.175 

0.018 

0.158 

0.010 

6.16 

Safe 

47 LLW 

0801000400086700 

0.25 

0.28 

- 

0.28 

0.28 

0.56 

0.04 

0.20 

0.07 

- 

0.0859 

0.2428 

- 

0.329 

0.401 

0.963 

0.096 

0.867 

0.013 

1.49 

Safe 


0802000400386100 

0.20 

0.11 

(144.42) 

0.09 

0.11 

0.20 

0.04 

0.18 

0.03 

- 

0.0782 

0.0885 

- 

0.167 

0.193 

0.395 

0.020 

0.375 

0.038 

10.18 

Safe 



0.20 

0.01 

(337.05) 

0.01 

0.04 

0.05 

0.01 

0.05 

0.00 

- 

0.0158 

0.0358 

- 

0.052 

0.054 

0.104 

0.005 

0.099 

0.003 

2.63 

Safe 

47 RB 

0801000400090200 

0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

48 LNP 

0801000400100600 

0.25 

0.01 

(297.72) 

0.00 

0.02 

0.03 

0.01 

0.04 

0.00 

- 

0.0155 

0.0175 

- 

0.033 

0.034 

0.062 

0.003 

0.059 

0.009 

15.94 

Safe 



0.25 

0.00 

(937.05) 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0036 

0.0081 

- 

0.012 

0.012 

0.022 

0.001 

0.021 

0.000 

0.61 

Safe 

48 RB 

0801000400094800 

0.25 

0.25 

(84.70) 

0.20 

0.16 

0.36 

0.05 

0.26 

0.06 

0.0300 

0.1002 

0.1133 

- 

0.243 

0.304 

0.663 

0.033 

0.630 

0.264 

41.87 

Safe 

49 BB 

0801000400095300 

0.25 

0.06 

(61.46) 

0.05 

0.09 

0.14 

0.02 

0.12 

0.01 

0.0200 

0.0514 

0.0581 

- 

0.130 

0.144 

0.281 

0.014 

0.267 

0.193 

72.32 

Semi Critical 



0.25 

0.06 

(74.52) 

0.05 

0.08 

0.13 

0.02 

0.13 

0.01 

0.0100 

0.0519 

0.0587 

- 

0.121 

0.135 

0.265 

0.013 

0.251 

0.073 

29.17 

Safe 

49 LLW 

0801000400086800 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0024 

0.0034 

- 

0.006 

0.006 

0.010 

0.001 

0.009 

0.000 

0.87 

Safe 



0.25 

0.69 

- 

0.69 

0.73 

1.42 

0.04 

0.19 

0.18 

0.0100 

0.2212 

0.6251 

- 

0.856 

1.031 

2.447 

0.245 

2.203 

0.082 

3.72 

Safe 


0802000400386000 

0.20 

0.12 

(127.04) 

0.09 

0.09 

0.19 

0.05 

0.24 

0.03 

- 

0.0646 

0.0730 

- 

0.138 

0.166 

0.355 

0.018 

0.337 

0.037 

10.84 

Safe 

49 LNP 

0801000400100500 

0.25 

0.10 

(123.02) 

0.08 

0.11 

0.19 

0.03 

0.17 

0.02 

0.0200 

0.0631 

0.0713 

- 

0.154 

0.179 

0.365 

0.018 

0.347 

0.155 

44.55 

Safe 

5 BLW 

0802000400387500 

0.20 

0.00 

(741.53) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0029 

0.0033 

- 

0.006 

0.006 

0.011 

0.001 

0.010 

0.000 

3.34 

Safe 



0.20 

0.08 

(132.89) 

0.07 

0.10 

0.17 

0.04 

0.21 

0.02 

0.0100 

0.0367 

0.0831 

- 

0.130 

0.150 

0.318 

0.016 

0.302 

0.107 

35.47 

Safe 

5 DBN 

0801000900260400 

0.25 

0.04 

(100.50) 

0.03 

0.06 

0.09 

0.04 

0.22 

0.01 

0.0400 

0.0163 

0.0383 

- 

0.095 

0.104 

0.193 

0.010 

0.184 

0.189 

102.89 

Over Exploited 

5 GMD 

0801000900258900 

0.25 

0.02 

(86.44) 

0.02 

0.02 

0.03 

0.03 

0.14 

0.00 

0.0100 

0.0095 

0.0135 

- 

0.033 

0.037 

0.070 

0.003 

0.066 

0.072 

109.15 

Over Exploited 



0.25 

0.01 

(120.52) 

0.01 

0.02 

0.02 

0.02 

0.09 

0.00 

0.0100 

0.0098 

0.0138 

- 

0.034 

0.035 

0.057 

0.003 

0.054 

0.045 

82.90 

Semi Critical 

5 HDP-A 

0802000400390900 

0.20 

0.11 

39.21 

0.13 

0.13 

0.26 

0.04 

0.20 

0.03 

0.0100 

0.0402 

0.1135 

0.001 

0.165 

0.191 

0.453 

0.023 

0.431 

0.077 

17.94 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


5 HDP-B 

080200040039080C 

2.271 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.271 

0.57 

0.150 

0.02 

0.00 

0.02 

0.07 

0.00 

0.13 

0.09 

0.09 

0.006 

0.17 

0.23 


5 JRK 

0802000300359800 

2.970 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.941 

-0.35 

0.150 

0.04 

0.01 

0.19 

0.00 

0.00 

0.00 

0.00 

0.18 

0.001 

0.12 

0.32 


5 LGW 

0802000400394200 

3.379 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.026 

0.14 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


5 LKS-A 

0802000400395900 

2.317 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.317 

-0.45 

0.150 

0.02 

0.00 

0.02 

0.07 

0.00 

0.00 

0.00 

0.08 

0.006 

0.16 

0.24 


5 LKS-B 

0802000400396000 

1.891 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.891 

-0.43 

0.150 

0.03 

0.00 

0.01 

0.05 

0.00 

0.00 

0.00 

0.11 

0.005 

0.16 

0.24 


5 MK 

0801000500115000 

4.458 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.267 

0.27 

0.200 

0.03 

0.00 

0.02 

0.02 

0.00 

0.06 

0.02 

0.11 

0.000 

0.06 

0.17 





Saline 

Gang Canal 

Command 

Younger Alluvium 

3.191 

0.27 

0.200 

0.03 

0.01 

0.05 

0.05 

0.00 

0.09 

0.03 

0.14 

0.001 

0.14 

0.42 


5 MOD 

0802000300361600 

1.225 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.003 

-0.16 

0.150 

0.06 

0.01 

0.10 

0.00 

0.00 

0.00 

0.00 

0.23 

0.000 

0.14 

0.21 






Bhakhra Canal 

Command 

Younger Alluvium 

0.006 

-0.16 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


5 NP 

0801000500122100 

4.870 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.052 

-0.11 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


5 NRD 

0801000900258000 

6.076 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.512 

-0.01 

0.200 

0.02 

0.00 

0.07 

0.09 

0.00 

0.00 

0.00 

0.07 

0.000 

0.11 

0.35 


5 PS 

0801000500114800 

3.554 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.554 

0.40 

0.200 

0.03 

0.00 

0.06 

0.06 

0.00 

0.20 

0.08 

0.10 

0.001 

0.19 

0.49 


5 RB 

0801000400089200 

5.352 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.159 

0.07 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


5 TK 

0801000500119900 

3.179 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.179 

0.08 

0.200 

0.02 

0.00 

0.05 

0.05 

0.00 

-0.03 

-0.01 

0.09 

0.001 

0.17 

0.40 


5 TKW 

0802000400388400 

3.637 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.637 

-0.01 

0.150 

0.06 

0.01 

0.03 

0.10 

0.00 

0.00 

0.00 

0.25 

0.009 

0.17 

0.20 


5 UMW 

0802000400388800 

4.778 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.205 

-0.12 

0.150 

0.03 

0.00 

0.03 

0.12 

0.00 

0.00 

0.00 

0.10 

0.010 

0.15 

0.17 


50 LNP 

0801000400100700 

3.656 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.056 

-0.04 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 






Bhakhra Canal 

Command 

Younger Alluvium 

1.209 

-0.04 

0.200 

0.01 

0.00 

0.01 

0.03 

0.00 

0.00 

0.00 

0.05 

0.001 

0.06 

0.12 


50 RB 

0801000400095200 

3.108 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.158 

0.21 

0.200 

0.03 

0.00 

0.02 

0.02 

0.00 

0.04 

0.02 

0.12 

0.001 

0.08 

0.19 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.949 

0.21 

0.200 

0.02 

0.00 

0.03 

0.03 

0.00 

0.04 

0.02 

0.07 

0.001 

0.13 

0.32 


51 LNP 

0801000400093000 

6.689 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.438 

-0.05 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.02 






Bhakhra Canal 

Command 

Younger Alluvium 

3.897 

-0.05 

0.200 

0.02 

0.00 

0.04 

0.11 

0.00 

0.00 

0.00 

0.06 

0.002 

0.11 

0.20 


51 RB 

0801000400094900 

3.437 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.022 

0.62 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Gang Canal 

Command 

Younger Alluvium 

3.415 

0.62 

0.200 

0.02 

0.00 

0.05 

0.06 

0.00 

0.33 

0.14 

0.09 

0.002 

0.20 

0.47 


52 RB 

0801000400095100 

2.746 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.169 

0.82 

0.200 

0.02 

0.00 

0.02 

0.02 

0.00 

0.17 

0.07 

0.10 

0.001 

0.09 

0.22 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.577 

0.82 

0.200 

0.01 

0.00 

0.02 

0.03 

0.00 

0.22 

0.09 

0.05 

0.001 

0.12 

0.29 


53 LNP 

0801000400099900 

1.836 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.836 

0.04 

0.200 

0.05 

0.01 

0.03 

0.03 

0.00 

-0.01 

0.00 

0.22 

0.001 

0.20 

0.45 


53 RB 

0801000400095000 

3.563 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.075 

0.76 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

Gang Canal 

Command 

Younger Alluvium 

3.488 

0.76 

0.200 

0.03 

0.00 

0.05 

0.06 

0.00 

0.45 

0.19 

0.12 

0.002 

0.20 

0.46 


54 LNP 

0801000400099800 

1.622 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.622 

0.04 

0.200 

0.06 

0.01 

0.03 

0.03 

0.00 

0.01 

0.01 

0.25 

0.001 

0.19 

0.45 


54 RB 

0801000500108700 

3.019 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.008 

0.71 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Gang Canal 

Command 

Younger Alluvium 

3.011 

0.71 

0.200 

0.04 

0.01 

0.05 

0.05 

0.00 

0.36 

0.15 

0.14 

0.001 

0.20 

0.48 


55 LNP 

0801000400100000 

1.574 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.574 

0.04 

0.200 

0.05 

0.01 

0.02 

0.03 

0.00 

0.00 

0.00 

0.20 

0.001 

0.20 

0.45 


55 RB-A 

0801000500108600 

1.678 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.678 

0.69 

0.200 

0.05 

0.01 

0.03 

0.03 

0.00 

0.22 

0.09 

0.19 

0.000 

0.20 

0.47 


55 RB-B 

0801000500108500 

1.251 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.036 

0.52 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.216 

0.52 

0.200 

0.03 

0.00 

0.02 

0.02 

0.00 

0.12 

0.05 

0.11 

0.000 

0.19 

0.44 


56 LNP 

0801000400096700 

3.942 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.942 

0.04 

0.200 

0.08 

0.01 

0.06 

0.06 

0.00 

-0.02 

-0.01 

0.32 

0.002 

0.20 

0.47 


56 RB 

0801000500108800 

3.197 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.197 

0.44 

0.200 

0.04 

0.01 

0.05 

0.05 

0.00 

0.21 

0.09 

0.15 

0.001 

0.19 

0.45 


57 LNP 

0801000400099600 

3.894 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.894 

0.05 

0.200 

0.03 

0.00 

0.06 

0.06 

0.00 

-0.06 

-0.02 

0.11 

0.002 

0.20 

0.48 


57 RB 

0801000500108400 

2.361 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.876 

0.33 

0.200 

0.03 

0.00 

0.01 

0.01 

0.00 

0.06 

0.03 

0.13 

0.000 

0.07 

0.16 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.485 

0.33 

0.200 

0.03 

0.00 

0.02 

0.02 

0.00 

0.08 

0.04 

0.11 

0.000 

0.12 

0.27 


58 LNP 

0801000400096400 

4.229 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.229 

0.09 

0.200 

0.02 

0.00 

0.07 

0.07 

0.00 

-0.04 

-0.01 

0.07 

0.002 

0.20 

0.50 


58 RB 

0801000500108300 

2.796 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.388 

0.16 

0.200 

0.04 

0.01 

0.04 

0.04 

0.00 

0.03 

0.01 

0.16 

0.001 

0.16 

0.34 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.408 

0.16 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.01 

0.000 

0.03 

0.06 


59LNP1 

0801000400097000 

2.003 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.003 

0.14 

0.200 

0.02 

0.00 

0.03 

0.03 

0.00 

0.01 

0.00 

0.07 

0.001 

0.20 

0.54 


59 LNP II 

0801000400096900 

1.334 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.334 

0.12 

0.200 

0.01 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.04 

0.001 

0.20 

0.52 


59 RB 

0801000500108900 

3.405 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.405 

0.29 

0.200 

0.04 

0.01 

0.05 

0.06 

0.00 

0.12 

0.05 

0.17 

0.001 

0.18 

0.41 


6 BLW 

0802000400387300 

4.280 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.413 

0.02 

0.150 

0.00 

0.00 

0.02 

0.02 

0.00 

-0.04 

-0.02 

0.01 

0.003 

0.06 

0.11 






Bhakhra Canal 

Command 

Younger Alluvium 

2.867 

0.02 

0.150 

0.01 

0.00 

0.04 

0.08 

0.00 

-0.10 

-0.05 

0.04 

0.007 

0.12 

0.23 


6 DBN 

0801000900260300 

1.419 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.419 

0.04 

0.200 

0.03 

0.01 

0.02 

0.05 

0.00 

-0.04 

-0.02 

0.13 

0.000 

0.18 

0.42 


6 GMD 

0801000900259000 

1.088 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.072 

0.04 

0.200 

0.01 

0.00 

0.01 

0.02 

0.00 

-0.01 

0.00 

0.05 

0.000 

0.18 

0.51 






Gang Canal 

Command 

Younger Alluvium 

0.016 

0.04 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


6 HDP 

0802000400390700 

3.810 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.810 

0.51 

0.150 

0.03 

0.00 

0.04 

0.11 

0.00 

0.17 

0.12 

0.09 

0.009 

0.17 

0.23 


6 JDW 

0802000300355000 

3.912 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.020 

-0.04 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


6 JRK 

0802000300354900 

4.702 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.701 

-0.18 

0.150 

0.02 

0.00 

0.07 

0.00 

0.00 

0.00 

0.00 

0.08 

0.000 

0.03 

0.06 






Bhakhra Canal 

Command 

Younger Alluvium 

2.889 

-0.18 

0.150 

0.08 

0.01 

0.02 

0.08 

0.00 

0.00 

0.00 

0.32 

0.001 

0.11 

0.25 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.003 

-0.18 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


6 LKS 

0802000400395700 

3.709 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.709 

-0.46 

0.150 

0.06 

0.01 

0.04 

0.11 

0.00 

0.00 

0.00 

0.22 

0.009 

0.16 

0.23 


6 MK-A 

0801000500116500 

3.285 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.648 

0.17 

0.200 

0.05 

0.01 

0.03 

0.03 

0.00 

0.04 

0.01 

0.22 

0.000 

0.10 

0.31 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.638 

0.17 

0.200 

0.03 

0.00 

0.03 

0.03 

0.00 

0.03 

0.01 

0.11 

0.000 

0.10 

0.31 


6 MK-B 

0801000500117400 

2.902 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.902 

0.03 

0.200 

0.02 

0.00 

0.05 

0.05 

0.00 

-0.06 

-0.02 

0.07 

0.001 

0.20 

0.61 


6 MOD 

0802000300361400 

2.945 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.569 

0.02 

0.150 

0.02 

0.00 

0.06 

0.00 

0.00 

-0.04 

-0.03 

0.07 

0.000 

0.03 

0.04 


6 NP 

0801000500122700 

5.131 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.445 

-0.05 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.02 

0.000 

0.02 

0.06 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.224 

-0.05 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.03 


6 PS 

0801000500114500 

4.106 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.106 

0.27 

0.200 

0.02 

0.00 

0.06 

0.07 

0.00 

0.11 

0.04 

0.09 

0.001 

0.18 

0.45 


6 TK 

0801000500118200 

3.690 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.690 

0.19 

0.200 

0.02 

0.00 

0.06 

0.06 

0.00 

0.04 

0.02 

0.06 

0.001 

0.17 

0.35 


6 TKW 

0801000300073200 

1.608 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.303 

-0.06 

0.200 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.01 

0.000 

0.03 

0.04 


6 UMW 

0802000400388700 

3.982 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.982 

-0.04 

0.150 

0.02 

0.00 

0.03 

0.11 

0.00 

0.00 

0.00 

0.09 

0.010 

0.17 

0.20 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 


(24) 

(25) 


(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

5 HDP-B 

080200040039080C 

0.20 

0.08 

21.68 

0.09 

0.09 

0.18 

0.04 

0.21 

0.02 

0.0100 

0.0273 

0.0773 

- 

0.115 

0.133 

0.312 

0.016 

0.296 

0.094 

31.62 

Safe 

5 JRK 

0802000300359800 

0.20 

0.05 

- 

0.05 

0.20 

0.25 

0.03 

0.15 

0.01 

0.0200 

- 

- 

- 

0.020 

0.032 

0.284 

0.028 

0.256 

0.177 

69.03 

Safe 

5 LGW 

080200040039420C 

0.20 

0.00 

(4,590.89) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0009 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

3.32 

Safe 

5 LKS-A 

0802000400395900 

0.20 

0.07 

- 

0.07 

0.08 

0.16 

0.04 

0.20 

0.02 

0.0100 

0.0209 

0.0789 

- 

0.110 

0.129 

0.288 

0.029 

0.259 

0.088 

33.86 

Safe 

5 LKS-B 

0802000400396000 

0.20 

0.06 

- 

0.06 

0.07 

0.13 

0.04 

0.20 

0.02 

0.0100 

0.0171 

0.0644 

- 

0.091 

0.107 

0.237 

0.024 

0.213 

0.118 

55.19 

Safe 

5 MK 

0801000500115000 

0.25 

0.02 

9.43 

0.02 

0.04 

0.06 

0.01 

0.07 

0.00 

0.0100 

0.0266 

0.0301 

- 

0.067 

0.071 

0.130 

0.007 

0.124 

0.108 

87.47 

Semi Critical 



0.25 

0.11 

(72.91) 

0.09 

0.11 

0.20 

0.03 

0.17 

0.02 

0.0200 

0.0671 

0.0758 

- 

0.163 

0.187 

0.388 

0.019 

0.369 

0.136 

36.83 

Safe 

5 MOD 

0802000300361600 

0.20 

0.03 

- 

0.03 

0.11 

0.14 

0.03 

0.17 

0.01 

0.0300 

- 

- 

- 

0.030 

0.036 

0.175 

0.017 

0.157 

0.230 

146.25 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.000 

0.000 

- 

Safe 

5 NP 

0801000500122100 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0011 

0.0012 

- 

0.002 

0.002 

0.004 

0.000 

0.004 

0.000 

0.40 

Safe 

5 NRD 

0801000900258000 

0.25 

0.10 

- 

0.10 

0.15 

0.25 

0.02 

0.14 

0.02 

0.0100 

0.0886 

0.1252 

- 

0.224 

0.244 

0.496 

0.050 

0.446 

0.072 

16.24 

Safe 

5 PS 

0801000500114800 

0.25 

0.17 

(53.46) 

0.14 

0.11 

0.25 

0.05 

0.24 

0.04 

0.0100 

0.0747 

0.0845 

- 

0.169 

0.210 

0.459 

0.023 

0.436 

0.100 

22.91 

Safe 

5 RB 

0801000400089200 

0.25 

0.00 

(665.55) 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0033 

0.0038 

- 

0.007 

0.007 

0.012 

0.001 

0.012 

0.000 

0.73 

Safe 

5 TK 

0801000500119900 

0.25 

0.14 

(109.56) 

0.11 

0.10 

0.21 

0.04 

0.21 

0.03 

0.0100 

0.0668 

0.0756 

- 

0.152 

0.187 

0.398 

0.020 

0.378 

0.091 

24.06 

Safe 

5 TKW 

0802000400388400 

0.20 

0.12 

- 

0.12 

0.14 

0.26 

0.04 

0.21 

0.03 

0.0300 

0.0329 

0.1238 

- 

0.187 

0.216 

0.481 

0.048 

0.432 

0.254 

58.73 

Safe 

5 UMW 

0802000400388800 

0.20 

0.13 

- 

0.13 

0.15 

0.28 

0.04 

0.19 

0.03 

0.0100 

0.0380 

0.1431 

- 

0.191 

0.224 

0.504 

0.050 

0.453 

0.111 

24.57 

Safe 

50 LNP 

0801000400100700 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0009 

0.0013 

- 

0.002 

0.002 

0.004 

0.000 

0.004 

0.000 

0.86 

Safe 



0.25 

0.02 

- 

0.02 

0.05 

0.07 

0.02 

0.08 

0.00 

0.0100 

0.0146 

0.0411 

- 

0.066 

0.071 

0.138 

0.014 

0.124 

0.046 

36.84 

Safe 

50 RB 

0801000400095200 

0.25 

0.02 

(22.87) 

0.02 

0.04 

0.05 

0.02 

0.09 

0.01 

0.0100 

0.0244 

0.0275 

- 

0.062 

0.067 

0.122 

0.006 

0.115 

0.121 

104.47 

Over Exploited 



0.25 

0.06 

(73.74) 

0.05 

0.06 

0.11 

0.03 

0.16 

0.01 

0.0100 

0.0410 

0.0463 

- 

0.097 

0.112 

0.224 

0.011 

0.212 

0.073 

34.39 

Safe 

51 LNP 

0801000400093000 

0.25 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0074 

0.0104 

- 

0.018 

0.018 

0.032 

0.003 

0.029 

0.009 

31.97 

Safe 



0.25 

0.11 

- 

0.11 

0.15 

0.26 

0.03 

0.14 

0.03 

0.0100 

0.0469 

0.1326 

- 

0.190 

0.217 

0.478 

0.048 

0.431 

0.065 

15.13 

Safe 

51 RB 

0801000400094900 

0.25 

0.00 

11,963.73 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0005 

0.0005 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

0.75 

Safe 



0.25 

0.17 

(17.18) 

0.14 

0.11 

0.25 

0.05 

0.25 

0.04 

0.0100 

0.0718 

0.0812 

- 

0.163 

0.206 

0.459 

0.023 

0.436 

0.092 

21.05 

Safe 

52 RB 

0801000400095100 

0.25 

0.02 

176.39 

0.03 

0.04 

0.07 

0.02 

0.11 

0.01 

0.0100 

0.0246 

0.0278 

- 

0.062 

0.068 

0.136 

0.007 

0.129 

0.097 

75.00 

Semi Critical 



0.25 

0.05 

90.06 

0.05 

0.05 

0.10 

0.03 

0.14 

0.01 

0.0100 

0.0332 

0.0375 

- 

0.081 

0.092 

0.196 

0.010 

0.187 

0.055 

29.40 

Safe 

53 LNP 

0801000400099900 

0.25 

0.09 

(102.43) 

0.07 

0.07 

0.14 

0.05 

0.25 

0.02 

0.0200 

0.0386 

0.0437 

- 

0.102 

0.124 

0.266 

0.013 

0.252 

0.217 

86.02 

Semi Critical 

53 RB 

0801000400095000 

0.25 

0.00 

4,623.34 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0016 

0.0018 

- 

0.003 

0.003 

0.006 

0.000 

0.006 

0.000 

0.73 

Safe 



0.25 

0.17 

10.74 

0.19 

0.11 

0.30 

0.05 

0.25 

0.04 

0.0100 

0.0733 

0.0829 

- 

0.166 

0.209 

0.513 

0.026 

0.487 

0.119 

24.42 

Safe 

54 LNP 

0801000400099800 

0.25 

0.08 

(93.65) 

0.06 

0.06 

0.12 

0.05 

0.24 

0.02 

0.0300 

0.0341 

0.0386 

- 

0.103 

0.122 

0.246 

0.012 

0.234 

0.253 

108.01 

Over Exploited 

54 RB 

0801000500108700 

0.25 

0.00 

38,359.20 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.25 

0.15 

0.07 

0.15 

0.11 

0.25 

0.05 

0.24 

0.04 

0.0200 

0.0633 

0.0716 

- 

0.155 

0.191 

0.445 

0.022 

0.423 

0.145 

34.28 

Safe 

55 LNP 

0801000400100000 

0.25 

0.08 

(98.96) 

0.06 

0.06 

0.12 

0.05 

0.24 

0.02 

0.0200 

0.0331 

0.0374 

- 

0.091 

0.109 

0.231 

0.012 

0.220 

0.199 

90.60 

Critical 

55 RB-A 

0801000500108600 

0.25 

0.08 

10.74 

0.09 

0.06 

0.16 

0.05 

0.25 

0.02 

0.0200 

0.0353 

0.0399 

- 

0.095 

0.116 

0.272 

0.014 

0.259 

0.189 

73.23 

Semi Critical 

55 RB-B 

0801000500108500 

0.25 

0.00 

2,112.41 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0008 

0.0008 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

0.37 

Safe 



0.25 

0.06 

(11.75) 

0.05 

0.04 

0.09 

0.05 

0.24 

0.01 

0.0100 

0.0256 

0.0289 

- 

0.065 

0.079 

0.169 

0.008 

0.160 

0.108 

67.59 

Safe 

56 LNP 

0801000400096700 

0.25 

0.20 

(105.25) 

0.16 

0.14 

0.29 

0.05 

0.25 

0.05 

0.0400 

0.0829 

0.0937 

- 

0.217 

0.264 

0.557 

0.028 

0.529 

0.326 

61.64 

Safe 

56 RB 

0801000500108800 

0.25 

0.15 

(41.93) 

0.12 

0.11 

0.23 

0.05 

0.24 

0.04 

0.0200 

0.0672 

0.0760 

- 

0.163 

0.201 

0.435 

0.022 

0.413 

0.154 

37.28 

Safe 

57 LNP 

0801000400099600 

0.25 

0.19 

(112.21) 

0.15 

0.12 

0.28 

0.05 

0.24 

0.05 

0.0100 

0.0819 

0.0926 

- 

0.185 

0.230 

0.507 

0.025 

0.482 

0.110 

22.87 

Safe 

57 RB 

0801000500108400 

0.25 

0.02 

71.51 

0.02 

0.03 

0.05 

0.02 

0.09 

0.00 

0.0100 

0.0184 

0.0208 

- 

0.049 

0.053 

0.099 

0.005 

0.094 

0.126 

133.66 

Over Exploited 



0.25 

0.04 

(19.89) 

0.04 

0.05 

0.08 

0.03 

0.15 

0.01 

0.0100 

0.0312 

0.0353 

- 

0.077 

0.088 

0.170 

0.009 

0.162 

0.108 

66.98 

Safe 

58 LNP 

0801000400096400 

0.25 

0.21 

(107.00) 

0.17 

0.14 

0.30 

0.05 

0.25 

0.05 

0.0100 

0.0889 

0.1005 

- 

0.200 

0.250 

0.554 

0.028 

0.526 

0.074 

14.12 

Safe 

58 RB 

0801000500108300 

0.25 

0.09 

(84.48) 

0.07 

0.09 

0.16 

0.04 

0.20 

0.02 

0.0200 

0.0502 

0.0568 

- 

0.127 

0.151 

0.312 

0.016 

0.296 

0.163 

54.94 

Safe 



0.25 

0.00 

(96.30) 

0.00 

0.01 

0.02 

0.01 

0.03 

0.00 

- 

0.0086 

0.0097 

- 

0.018 

0.019 

0.034 

0.002 

0.032 

0.009 

28.05 

Safe 

59LNP1 

0801000400097000 

0.25 

0.10 

(95.75) 

0.08 

0.06 

0.14 

0.04 

0.24 

0.02 

0.0100 

0.0421 

0.0476 

- 

0.100 

0.122 

0.265 

0.013 

0.252 

0.073 

29.02 

Safe 

59 LNP II 

0801000400096900 

0.25 

0.07 

(100.45) 

0.05 

0.04 

0.10 

0.05 

0.24 

0.02 

- 

0.0281 

0.0317 

- 

0.060 

0.075 

0.170 

0.009 

0.162 

0.037 

22.68 

Safe 

59 RB 

0801000500108900 

0.25 

0.15 

(66.59) 

0.12 

0.12 

0.24 

0.05 

0.23 

0.04 

0.0200 

0.0716 

0.0809 

- 

0.173 

0.212 

0.455 

0.023 

0.432 

0.172 

39.81 

Safe 

6 BLW 

0802000400387300 

0.20 

0.02 

(223.06) 

0.01 

0.04 

0.06 

0.01 

0.08 

0.00 

- 

0.0297 

0.0336 

- 

0.063 

0.068 

0.125 

0.006 

0.118 

0.017 

14.77 

Safe 



0.20 

0.07 

(176.03) 

0.06 

0.12 

0.17 

0.03 

0.15 

0.02 

- 

0.0432 

0.0976 

- 

0.141 

0.158 

0.333 

0.017 

0.317 

0.050 

15.82 

Safe 

6 DBN 

0801000900260300 

0.25 

0.06 

(127.68) 

0.05 

0.08 

0.14 

0.04 

0.22 

0.02 

0.0200 

0.0256 

0.0604 

- 

0.106 

0.121 

0.256 

0.013 

0.244 

0.126 

51.80 

Safe 

6 GMD 

0801000900259000 

0.25 

0.05 

(106.29) 

0.04 

0.03 

0.07 

0.04 

0.23 

0.01 

0.0100 

0.0158 

0.0223 

- 

0.048 

0.059 

0.127 

0.006 

0.120 

0.054 

45.02 

Safe 



0.25 

0.00 

(1,907.29) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0004 

0.0006 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

0.13 

Safe 

6 HDP 

0802000400390700 

0.20 

0.13 

(2.43) 

0.12 

0.15 

0.27 

0.04 

0.21 

0.03 

0.0100 

0.0459 

0.1297 

- 

0.186 

0.216 

0.487 

0.024 

0.463 

0.097 

21.04 

Safe 

6 JDW 

0802000300355000 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0007 

- 

0.001 

0.001 

0.002 

0.000 

0.001 

0.000 

0.37 

Safe 

6 JRK 

0802000300354900 

0.20 

0.00 

- 

0.00 

0.07 

0.07 

0.01 

0.03 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.085 

0.009 

0.077 

0.081 

106.12 

Over Exploited 



0.20 

0.07 

- 

0.07 

0.11 

0.18 

0.03 

0.14 

0.02 

0.0400 

0.0261 

0.0983 

- 

0.164 

0.181 

0.361 

0.036 

0.325 

0.325 

100.07 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

6 LKS 

0802000400395700 

0.20 

0.12 

- 

0.12 

0.15 

0.27 

0.04 

0.20 

0.03 

0.0200 

0.0447 

0.1263 

- 

0.191 

0.221 

0.496 

0.050 

0.446 

0.228 

51.14 

Safe 

6MK-A 

0801000500116500 

0.25 

0.04 

(66.90) 

0.03 

0.06 

0.10 

0.02 

0.12 

0.01 

0.0200 

0.0346 

0.0392 

- 

0.094 

0.102 

0.198 

0.010 

0.188 

0.216 

115.36 

Over Exploited 



0.25 

0.04 

(74.44) 

0.03 

0.05 

0.08 

0.02 

0.12 

0.01 

0.0100 

0.0344 

0.0389 

- 

0.083 

0.092 

0.176 

0.009 

0.167 

0.108 

64.75 

Safe 

6MK-B 

0801000500117400 

0.25 

0.14 

(112.47) 

0.11 

0.09 

0.21 

0.04 

0.24 

0.03 

0.0100 

0.0610 

0.0690 

- 

0.140 

0.170 

0.376 

0.019 

0.357 

0.073 

20.39 

Safe 

6 MOD 

0802000300361400 

0.20 

0.00 

(919.76) 

0.00 

0.06 

0.06 

0.01 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.071 

0.004 

0.067 

0.068 

101.41 

Over Exploited 

6 NP 

0801000500122700 

0.25 

0.00 

- 

0.00 

0.01 

0.02 

0.00 

0.02 

0.00 

- 

0.0094 

0.0106 

- 

0.020 

0.020 

0.037 

0.004 

0.033 

0.018 

55.10 

Safe 



0.25 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0047 

0.0053 

- 

0.010 

0.010 

0.018 

0.002 

0.016 

0.009 

56.73 

Safe 

6 PS 

0801000500114500 

0.25 

0.19 

(76.56) 

0.15 

0.13 

0.28 

0.05 

0.23 

0.05 

0.0100 

0.0863 

0.0976 

- 

0.194 

0.240 

0.522 

0.026 

0.496 

0.091 

18.38 

Safe 

6 TK 

0801000500118200 

0.25 

0.15 

(87.64) 

0.12 

0.12 

0.24 

0.04 

0.21 

0.04 

0.0100 

0.0776 

0.0877 

- 

0.175 

0.216 

0.457 

0.023 

0.434 

0.064 

14.74 

Safe 

6 TKW 

0801000300073200 

0.25 

0.00 

- 

0.00 

0.01 

0.01 

0.01 

0.04 

0.00 

- 

0.0037 

0.0103 

- 

0.014 

0.015 

0.029 

0.003 

0.026 

0.009 

35.45 

Safe 

6 UMW 

0802000400388700 

0.20 

0.14 

- 

0.14 

0.14 

0.28 

0.04 

0.22 

0.03 

0.0100 

0.0360 

0.1355 

- 

0.182 

0.216 

0.498 

0.050 

0.448 

0.097 

21.60 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


60 LNP 

080100040009620C 

2.629 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.629 

0.17 

0.200 

0.06 

0.01 

0.04 

0.04 

0.00 

0.05 

0.02 

0.25 

0.001 

0.20 

0.53 


60 RB 

080100050010900C 

3.133 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.076 

0.24 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

Gang Canal 

Command 

Younger Alluvium 

3.057 

0.24 

0.200 

0.03 

0.00 

0.05 

0.05 

0.00 

0.08 

0.04 

0.11 

0.001 

0.17 

0.37 


61 LNP 

0801000400096300 

1.071 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.071 

0.16 

0.200 

0.05 

0.01 

0.02 

0.02 

0.00 

0.04 

0.02 

0.19 

0.001 

0.20 

0.51 


61 RB 

080100050010820C 

2.974 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.124 

0.13 

0.200 

0.02 

0.00 

0.02 

0.02 

0.00 

0.01 

0.01 

0.07 

0.000 

0.07 

0.14 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.456 

0.13 

0.200 

0.01 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.05 

0.000 

0.09 

0.18 


62 LNP 

0801000400099400 

1.867 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.867 

0.06 

0.200 

0.03 

0.01 

0.03 

0.03 

0.00 

-0.02 

-0.01 

0.14 

0.001 

0.19 

0.49 


62 RB 

0801000500108100 

2.903 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.007 

0.26 

0.200 

0.01 

0.00 

0.02 

0.02 

0.00 

0.03 

0.01 

0.05 

0.000 

0.06 

0.12 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.590 

0.26 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.01 

0.01 

0.02 

0.000 

0.03 

0.07 


63 LNP 

0801000400099500 

0.861 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.861 

0.04 

0.200 

0.07 

0.01 

0.01 

0.01 

0.00 

0.04 

0.02 

0.28 

0.000 

0.19 

0.47 


63 RB-A 

0801000500109200 

2.636 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.468 

0.32 

0.200 

0.02 

0.00 

0.04 

0.04 

0.00 

0.10 

0.05 

0.09 

0.001 

0.16 

0.32 


63 RB-B 

0801000500109100 

2.730 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.074 

0.27 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.656 

0.27 

0.200 

0.02 

0.00 

0.04 

0.04 

0.00 

0.08 

0.04 

0.08 

0.001 

0.17 

0.35 


64LNP1 

0801000400098900 

4.072 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.072 

0.04 

0.200 

0.04 

0.01 

0.06 

0.07 

0.00 

-0.07 

-0.03 

0.14 

0.002 

0.19 

0.48 


64 LNP II 

0801000400098800 

1.651 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.651 

0.05 

0.200 

0.07 

0.02 

0.03 

0.04 

0.00 

-0.01 

0.00 

0.26 

0.001 

0.19 

0.53 


65 LNP 

0801000400099300 

2.100 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.100 

0.06 

0.200 

0.02 

0.00 

0.03 

0.03 

0.00 

-0.02 

-0.01 

0.07 

0.001 

0.19 

0.50 


65 RB 

0801000500108000 

3.084 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.767 

0.42 

0.200 

0.01 

0.00 

0.04 

0.05 

0.00 

0.15 

0.08 

0.05 

0.001 

0.15 

0.30 


66 LNP 

0801000400099200 

5.480 

Saline 

Gang Canal 

Command 

Younger Alluvium 

5.480 

0.10 

0.200 

0.04 

0.01 

0.09 

0.09 

0.00 

-0.04 

-0.01 

0.14 

0.003 

0.20 

0.53 


66 RB 

0801000500107900 

3.187 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.165 

0.43 

0.200 

0.02 

0.00 

0.05 

0.05 

0.00 

0.19 

0.09 

0.06 

0.001 

0.16 

0.33 


67 LNP 

0801000400097200 

2.368 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.368 

0.13 

0.200 

0.03 

0.00 

0.04 

0.04 

0.00 

0.02 

0.01 

0.11 

0.001 

0.20 

0.57 


67 RB 

0801000500107800 

2.924 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.800 

0.50 

0.200 

0.01 

0.00 

0.03 

0.03 

0.00 

0.13 

0.07 

0.05 

0.000 

0.10 

0.21 


68 LNP 

0801000400097100 

6.430 

Saline 

Gang Canal 

Command 

Younger Alluvium 

6.430 

0.16 

0.200 

0.05 

0.01 

0.10 

0.10 

0.00 

0.03 

0.01 

0.20 

0.004 

0.20 

0.58 


68 RB 

0801000500107700 

3.740 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.740 

0.41 

0.200 

0.02 

0.00 

0.06 

0.06 

0.00 

0.21 

0.10 

0.08 

0.001 

0.16 

0.33 


69 LNP 

0801000400099000 

2.624 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.624 

0.08 

0.200 

0.03 

0.00 

0.04 

0.04 

0.00 

-0.01 

0.00 

0.10 

0.001 

0.19 

0.52 


69 RB 

0801000500107600 

3.248 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.248 

0.29 

0.200 

0.02 

0.00 

0.05 

0.05 

0.00 

0.10 

0.05 

0.06 

0.001 

0.16 

0.33 


7 BLW 

0802000400387200 

3.115 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.955 

0.05 

0.150 

0.03 

0.00 

0.04 

0.05 

0.00 

-0.04 

-0.02 

0.10 

0.007 

0.17 

0.34 






Bhakhra Canal 

Command 

Younger Alluvium 

0.160 

0.05 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

-0.01 

0.00 

0.00 

0.000 

0.01 

0.02 


7 DBN 

0801000900260000 

1.726 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.267 

0.05 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

0.00 

0.00 

0.000 

0.03 

0.07 






Bhakhra Canal 

Command 

Younger Alluvium 

1.459 

0.05 

0.200 

0.00 

0.00 

0.02 

0.05 

0.00 

-0.06 

-0.02 

0.02 

0.000 

0.16 

0.39 


7 GMD 

0801000900259300 

2.720 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.155 

0.04 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.03 






Bhakhra Canal 

Command 

Younger Alluvium 

2.564 

0.04 

0.200 

0.01 

0.00 

0.04 

0.09 

0.00 

-0.10 

-0.04 

0.05 

0.000 

0.17 

0.42 


7 GMD-A 

0801000900259200 

1.207 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.207 

0.03 

0.200 

0.01 

0.00 

0.02 

0.03 

0.00 

-0.03 

-0.01 

0.05 

0.000 

0.19 

0.57 


7 GMD-B 

0801000900259100 

0.692 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.692 

0.02 

0.200 

0.01 

0.00 

0.01 

0.02 

0.00 

-0.02 

-0.01 

0.04 

0.000 

0.19 

0.58 


7 HDP 

0802000400390100 

4.905 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.905 

0.32 

0.150 

0.02 

0.00 

0.05 

0.14 

0.00 

0.07 

0.04 

0.06 

0.012 

0.17 

0.25 


7 JRK 

0802000300360200 

3.224 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.846 

-0.32 

0.150 

0.10 

0.02 

0.29 

0.00 

0.00 

0.00 

0.00 

0.41 

0.001 

0.16 

0.40 


7 LKS 

0802000400396100 

3.372 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.372 

-0.38 

0.150 

0.03 

0.00 

0.03 

0.10 

0.00 

0.00 

0.00 

0.11 

0.008 

0.16 

0.24 


7 MK 

0801000500117500 

2.821 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.821 

0.19 

0.200 

0.02 

0.00 

0.04 

0.05 

0.00 

0.04 

0.01 

0.08 

0.001 

0.19 

0.59 


7 MOD 

0802000300361300 

3.237 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

3.205 

-0.04 

0.150 

0.11 

0.02 

0.32 

0.00 

0.00 

0.00 

0.00 

0.42 

0.001 

0.16 

0.20 


7 NP-A 

0801000500122800 

3.213 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.017 

-0.02 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.865 

-0.02 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.05 

0.000 

0.05 

0.18 


7 PS 

0801000500114400 

4.605 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.605 

0.24 

0.200 

0.02 

0.00 

0.07 

0.08 

0.00 

0.09 

0.04 

0.08 

0.001 

0.17 

0.40 


7 TK 

0801000500118300 

3.790 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.790 

0.22 

0.200 

0.01 

0.00 

0.06 

0.06 

0.00 

0.05 

0.03 

0.05 

0.001 

0.16 

0.34 


7 TKW (TAKHRAWALI) 

0801000300073100 

1.585 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.031 

-0.05 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


70 LNP 

0801000400099100 

3.178 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.178 

0.09 

0.200 

0.04 

0.01 

0.05 

0.05 

0.00 

-0.01 

0.00 

0.14 

0.002 

0.19 

0.55 


70 RB 

0801000500107500 

3.341 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.341 

0.18 

0.200 

0.02 

0.00 

0.05 

0.05 

0.00 

0.04 

0.02 

0.07 

0.001 

0.16 

0.33 


71 LNP 

0801000400098100 

1.915 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.915 

0.08 

0.200 

0.02 

0.00 

0.04 

0.05 

0.00 

-0.03 

-0.01 

0.07 

0.001 

0.19 

0.56 


71 RB 

0801000500105600 

2.729 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.378 

0.43 

0.200 

0.05 

0.01 

0.04 

0.04 

0.00 

0.17 

0.08 

0.21 

0.001 

0.14 

0.29 


72 LNP 

0801000400098000 

3.469 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.469 

0.07 

0.200 

0.04 

0.01 

0.05 

0.06 

0.00 

-0.03 

-0.01 

0.15 

0.002 

0.20 

0.60 


72 RB 

0801000500105700 

2.169 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.712 

0.24 

0.200 

0.04 

0.01 

0.03 

0.03 

0.00 

0.06 

0.03 

0.15 

0.000 

0.13 

0.26 


73 LNP1 

0801000400097300 

3.747 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.747 

0.11 

0.200 

0.05 

0.01 

0.06 

0.06 

0.00 

0.00 

0.00 

0.20 

0.002 

0.20 

0.59 


73 LNP II 

0801000400097400 

1.235 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.235 

0.08 

0.200 

0.02 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.10 

0.001 

0.20 

0.61 


73 RB 

0801000500105900 

4.261 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.431 

0.17 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.02 

0.000 

0.02 

0.03 


74 LNP 

0801000400097900 

3.710 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.710 

0.02 

0.200 

0.01 

0.00 

0.06 

0.06 

0.00 

-0.09 

-0.03 

0.05 

0.002 

0.20 

0.61 


75 LNP 

0801000400097800 

2.258 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.257 

0.01 

0.200 

0.03 

0.00 

0.04 

0.04 

0.00 

-0.04 

-0.01 

0.10 

0.001 

0.20 

0.62 


76 LNP 

0801000400097700 

0.552 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.552 

0.03 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.03 

0.000 

0.20 

0.62 


77 LNP 

0801000400097500 

3.065 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.065 

0.03 

0.200 

0.03 

0.00 

0.05 

0.05 

0.00 

-0.05 

-0.02 

0.13 

0.002 

0.20 

0.63 


78 LNP 

0801000400098200 

1.438 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.438 

0.07 

0.200 

0.03 

0.01 

0.03 

0.04 

0.00 

-0.02 

-0.01 

0.11 

0.001 

0.19 

0.57 


78 RB 

0801000500105800 

8.129 

Saline 

Gang Canal 

Command 

Younger Alluvium 

6.314 

0.14 

0.200 

0.04 

0.01 

0.10 

0.10 

0.00 

0.01 

0.00 

0.14 

0.002 

0.13 

0.26 


79LNP1 

0801000400098700 

2.925 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.925 

0.04 

0.200 

0.04 

0.01 

0.06 

0.07 

0.00 

-0.07 

-0.03 

0.16 

0.002 

0.19 

0.53 


79 LNP II 

0801000400098600 

1.904 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.904 

0.04 

0.200 

0.04 

0.01 

0.04 

0.05 

0.00 

-0.04 

-0.01 

0.15 

0.001 

0.19 

0.53 


79 RB-A 

0801000500107400 

0.950 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.950 

0.19 

0.200 

0.02 

0.00 

0.01 

0.02 

0.00 

0.03 

0.01 

0.08 

0.000 

0.16 

0.33 


79 RB-B 

0801000500107300 

3.436 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.926 

0.20 

0.200 

0.01 

0.00 

0.05 

0.05 

0.00 

0.03 

0.02 

0.05 

0.001 

0.14 

0.28 


8 BLW 

0802000400386200 

5.517 

Saline 

Gang Canal 

Command 

Younger Alluvium 

5.517 

0.03 

0.150 

0.02 

0.00 

0.08 

0.09 

0.00 

-0.12 

-0.05 

0.04 

0.014 

0.19 

0.42 


8 DBN 

0801000900259900 

1.871 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.871 

0.05 

0.200 

0.01 

0.00 

0.03 

0.07 

0.00 

-0.07 

-0.03 

0.04 

0.000 

0.18 

0.46 


8 HDP 

0802000400390600 

4.058 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.058 

0.31 

0.150 

0.01 

0.00 

0.04 

0.12 

0.00 

0.04 

0.03 

0.03 

0.010 

0.17 

0.26 


8 JRK 

0802000300360300 

3.983 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

3.367 

-0.28 

0.150 

0.13 

0.02 

0.34 

0.00 

0.00 

0.00 

0.00 

0.51 

0.001 

0.15 

0.34 


8 LGW-A 

0802000400397000 

3.660 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

1.193 

-0.25 

0.150 

0.05 

0.01 

0.12 

0.00 

0.00 

0.00 

0.00 

0.20 

0.003 

0.05 

0.08 






Bhakhra Canal 

Command 

Younger Alluvium 

0.609 

-0.25 

0.150 

0.03 

0.00 

0.00 

0.02 

0.00 

0.00 

0.00 

0.11 

0.002 

0.03 

0.04 








Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23J 

(24) 

(25) 


(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

60 LNP 

0801000400096200 

0.25 

0.13 

(84.83) 

0.10 

0.09 

0.20 

0.05 

0.24 

0.03 

0.0300 

0.0553 

0.0625 

- 

0.148 

0.178 

0.376 

0.019 

0.357 

0.253 

70.94 

Semi Critical 

60 RB 

0801000500109000 

0.25 

0.00 

643.91 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0016 

0.0018 

- 

0.003 

0.003 

0.006 

0.000 

0.006 

0.000 

0.37 

Safe 



0.25 

0.13 

(72.24) 

0.10 

0.10 

0.20 

0.04 

0.21 

0.03 

0.0100 

0.0643 

0.0727 

- 

0.147 

0.181 

0.382 

0.019 

0.363 

0.109 

29.96 

Safe 

61 LNP 

0801000400096300 

0.25 

0.05 

(71.60) 

0.04 

0.04 

0.09 

0.05 

0.25 

0.01 

0.0200 

0.0225 

0.0255 

- 

0.068 

0.081 

0.168 

0.008 

0.159 

0.190 

119.09 

Over Exploited 

61 RB 

0801000500108200 

0.25 

0.02 

(68.51) 

0.01 

0.04 

0.05 

0.02 

0.08 

0.00 

0.0100 

0.0236 

0.0267 

- 

0.060 

0.065 

0.116 

0.006 

0.110 

0.072 

65.47 

Safe 



0.25 

0.03 

(99.68) 

0.03 

0.05 

0.07 

0.02 

0.11 

0.01 

0.0100 

0.0306 

0.0346 

- 

0.075 

0.083 

0.155 

0.008 

0.147 

0.045 

30.80 

Safe 

62 LNP 

0801000400099400 

0.25 

0.09 

(107.87) 

0.07 

0.07 

0.14 

0.05 

0.24 

0.02 

0.0200 

0.0393 

0.0444 

- 

0.104 

0.125 

0.267 

0.013 

0.253 

0.136 

53.72 

Safe 

62 RB 

0801000500108100 

0.25 

0.01 

(1.24) 

0.01 

0.03 

0.05 

0.02 

0.08 

0.00 

0.0100 

0.0212 

0.0239 

- 

0.055 

0.059 

0.106 

0.005 

0.101 

0.054 

53.85 

Safe 



0.25 

0.01 

14.74 

0.01 

0.02 

0.02 

0.01 

0.04 

0.00 

- 

0.0124 

0.0140 

- 

0.026 

0.028 

0.053 

0.003 

0.050 

0.018 

36.39 

Safe 

63 LNP 

0801000400099500 

0.25 

0.04 

(60.81) 

0.03 

0.04 

0.07 

0.04 

0.24 

0.01 

0.0300 

0.0181 

0.0205 

- 

0.069 

0.078 

0.149 

0.007 

0.141 

0.279 

197.60 

Over Exploited 

63 RB-A 

0801000500109200 

0.25 

0.10 

(49.37) 

0.08 

0.08 

0.16 

0.04 

0.20 

0.03 

0.0100 

0.0519 

0.0587 

- 

0.121 

0.147 

0.303 

0.015 

0.287 

0.091 

31.55 

Safe 

63 RB-B 

0801000500109100 

0.25 

0.00 

843.43 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0016 

0.0018 

- 

0.003 

0.003 

0.006 

0.000 

0.005 

0.000 

0.37 

Safe 



0.25 

0.11 

(66.55) 

0.09 

0.08 

0.17 

0.04 

0.21 

0.03 

0.0100 

0.0558 

0.0631 

- 

0.129 

0.158 

0.331 

0.017 

0.314 

0.082 

26.00 

Safe 

64 LNP 1 

0801000400098900 

0.25 

0.19 

(114.04) 

0.15 

0.14 

0.30 

0.04 

0.23 

0.04 

0.0200 

0.0856 

0.0968 

- 

0.202 

0.247 

0.542 

0.027 

0.515 

0.146 

28.38 

Safe 

64 LNP II 

0801000400098800 

0.25 

0.08 

(102.90) 

0.06 

0.09 

0.15 

0.04 

0.23 

0.02 

0.0500 

0.0417 

0.0589 

- 

0.151 

0.168 

0.323 

0.016 

0.307 

0.262 

85.35 

Semi Critical 

65 LNP 

0801000400099300 

0.25 

0.10 

(107.90) 

0.08 

0.07 

0.15 

0.04 

0.24 

0.02 

0.0100 

0.0442 

0.0499 

- 

0.104 

0.127 

0.275 

0.014 

0.262 

0.073 

27.95 

Safe 

65 RB 

0801000500108000 

0.25 

0.10 

(26.72) 

0.08 

0.09 

0.17 

0.04 

0.19 

0.03 

0.0100 

0.0582 

0.0658 

- 

0.134 

0.162 

0.332 

0.017 

0.316 

0.046 

14.49 

Safe 

66 LNP 

0801000400099200 

0.25 

0.27 

(105.12) 

0.21 

0.19 

0.40 

0.04 

0.24 

0.06 

0.0200 

0.1152 

0.1303 

- 

0.266 

0.326 

0.725 

0.036 

0.689 

0.147 

21.33 

Safe 

66 RB 

0801000500107900 

0.25 

0.13 

(26.85) 

0.10 

0.10 

0.20 

0.04 

0.21 

0.04 

0.0100 

0.0666 

0.0752 

- 

0.152 

0.187 

0.391 

0.020 

0.372 

0.064 

17.18 

Safe 

67 LNP 

0801000400097200 

0.25 

0.12 

(95.18) 

0.09 

0.08 

0.17 

0.04 

0.24 

0.03 

0.0100 

0.0498 

0.0563 

- 

0.116 

0.142 

0.310 

0.016 

0.295 

0.109 

37.08 

Safe 

67 RB 

0801000500107800 

0.25 

0.05 

42.03 

0.05 

0.06 

0.11 

0.03 

0.13 

0.01 

0.0100 

0.0379 

0.0428 

- 

0.091 

0.103 

0.216 

0.011 

0.205 

0.054 

26.62 

Safe 

68 LNP 

0801000400097100 

0.25 

0.32 

(96.28) 

0.25 

0.22 

0.47 

0.04 

0.24 

0.07 

0.0200 

0.1352 

0.1528 

- 

0.308 

0.377 

0.846 

0.042 

0.804 

0.202 

25.07 

Safe 

68 RB 

0801000500107700 

0.25 

0.15 

(33.12) 

0.12 

0.12 

0.24 

0.04 

0.21 

0.04 

0.0100 

0.0786 

0.0889 

- 

0.178 

0.219 

0.462 

0.023 

0.439 

0.082 

18.70 

Safe 

69 LNP 

0801000400099000 

0.25 

0.13 

(103.87) 

0.10 

0.08 

0.19 

0.04 

0.24 

0.03 

0.0100 

0.0552 

0.0624 

- 

0.128 

0.156 

0.341 

0.017 

0.324 

0.100 

30.96 

Safe 

69 RB 

0801000500107600 

0.25 

0.13 

(61.78) 

0.11 

0.10 

0.21 

0.04 

0.21 

0.04 

0.0100 

0.0683 

0.0772 

- 

0.156 

0.192 

0.402 

0.020 

0.382 

0.064 

16.73 

Safe 

7 BLW 

0802000400387200 

0.20 

0.10 

(119.68) 

0.08 

0.09 

0.17 

0.04 

0.22 

0.03 

0.0100 

0.0621 

0.0702 

- 

0.142 

0.167 

0.340 

0.017 

0.323 

0.108 

33.49 

Safe 



0.20 

0.00 

(1,030.04) 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0024 

0.0054 

- 

0.008 

0.008 

0.015 

0.001 

0.014 

0.000 

2.81 

Safe 

7 DBN 

0801000900260000 

0.25 

0.00 

(284.46) 

0.00 

0.01 

0.01 

0.01 

0.04 

0.00 

- 

0.0067 

0.0095 

- 

0.016 

0.017 

0.030 

0.001 

0.028 

0.000 

0.12 

Safe 



0.25 

0.06 

(143.02) 

0.05 

0.08 

0.12 

0.04 

0.19 

0.01 

- 

0.0264 

0.0621 

- 

0.088 

0.102 

0.223 

0.011 

0.212 

0.018 

8.57 

Safe 

7 GMD 

0801000900259300 

0.25 

0.00 

(401.46) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0023 

0.0032 

- 

0.006 

0.006 

0.010 

0.000 

0.009 

0.000 

0.21 

Safe 



0.25 

0.11 

(138.90) 

0.09 

0.13 

0.22 

0.04 

0.21 

0.03 

0.0100 

0.0463 

0.1091 

- 

0.165 

0.192 

0.413 

0.021 

0.392 

0.045 

11.56 

Safe 

7 GMD-A 

0801000900259200 

0.25 

0.06 

(119.97) 

0.05 

0.05 

0.10 

0.04 

0.23 

0.01 

0.0100 

0.0304 

0.0430 

- 

0.084 

0.096 

0.195 

0.010 

0.185 

0.045 

24.42 

Safe 

7 GMD-B 

0801000900259100 

0.25 

0.03 

(117.12) 

0.03 

0.03 

0.06 

0.04 

0.23 

0.01 

0.0100 

0.0174 

0.0247 

- 

0.052 

0.059 

0.116 

0.006 

0.110 

0.036 

32.80 

Safe 

7 HDP 

0802000400390100 

0.20 

0.17 

(73.29) 

0.13 

0.19 

0.32 

0.04 

0.21 

0.04 

0.0100 

0.0591 

0.1669 

- 

0.236 

0.276 

0.600 

0.030 

0.570 

0.069 

12.13 

Safe 

7 JRK 

0802000300360200 

0.20 

0.09 

- 

0.09 

0.31 

0.40 

0.04 

0.21 

0.02 

0.0500 

- 

- 

- 

0.050 

0.073 

0.472 

0.047 

0.425 

0.406 

95.53 

Critical 

7 LKS 

0802000400396100 

0.20 

0.11 

- 

0.11 

0.12 

0.23 

0.04 

0.20 

0.03 

0.0100 

0.0305 

0.1148 

- 

0.155 

0.184 

0.415 

0.041 

0.373 

0.121 

32.49 

Safe 

7 MK 

0801000500117500 

0.25 

0.14 

(91.23) 

0.11 

0.09 

0.20 

0.04 

0.24 

0.03 

0.0100 

0.0593 

0.0670 

- 

0.136 

0.166 

0.365 

0.018 

0.347 

0.082 

23.56 

Safe 

7 MOD 

0802000300361300 

0.20 

0.11 

- 

0.11 

0.34 

0.45 

0.04 

0.20 

0.02 

0.0500 

- 

- 

- 

0.050 

0.073 

0.520 

0.052 

0.468 

0.420 

89.76 

Semi Critical 

7 NP-A 

0801000500122800 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0004 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

0.39 

Safe 



0.25 

0.01 

- 

0.01 

0.03 

0.04 

0.01 

0.06 

0.00 

0.0100 

0.0182 

0.0206 

- 

0.049 

0.051 

0.090 

0.009 

0.081 

0.045 

55.72 

Safe 

7 PS 

0801000500114400 

0.25 

0.20 

(80.34) 

0.16 

0.15 

0.31 

0.04 

0.22 

0.05 

0.0100 

0.0968 

0.1095 

- 

0.216 

0.268 

0.576 

0.029 

0.548 

0.082 

15.03 

Safe 

7 TK 

0801000500118300 

0.25 

0.16 

(83.13) 

0.12 

0.12 

0.25 

0.04 

0.21 

0.04 

0.0100 

0.0797 

0.0901 

- 

0.180 

0.222 

0.468 

0.023 

0.445 

0.055 

12.38 

Safe 

7 TKW (TAKHRAWALI) 

0801000300073100 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0004 

0.0011 

- 

0.001 

0.001 

0.003 

0.000 

0.002 

0.000 

1.36 

Safe 

70 LNP 

0801000400099100 

0.25 

0.15 

(103.11) 

0.12 

0.11 

0.24 

0.04 

0.24 

0.03 

0.0200 

0.0668 

0.0756 

- 

0.162 

0.196 

0.432 

0.022 

0.410 

0.146 

35.54 

Safe 

70 RB 

0801000500107500 

0.25 

0.14 

(87.19) 

0.11 

0.11 

0.22 

0.04 

0.21 

0.04 

0.0100 

0.0702 

0.0794 

- 

0.160 

0.197 

0.413 

0.021 

0.392 

0.073 

18.58 

Safe 

71 LNP 

0801000400098100 

0.25 

0.09 

(112.15) 

0.07 

0.08 

0.16 

0.04 

0.24 

0.02 

0.0100 

0.0483 

0.0683 

- 

0.127 

0.147 

0.304 

0.015 

0.289 

0.073 

25.29 

Safe 

71 RB 

0801000500105600 

0.25 

0.09 

(3.19) 

0.08 

0.09 

0.17 

0.04 

0.18 

0.02 

0.0200 

0.0500 

0.0565 

- 

0.127 

0.150 

0.319 

0.016 

0.303 

0.208 

68.59 

Safe 

72 LNP 

0801000400098000 

0.25 

0.17 

(106.12) 

0.14 

0.12 

0.26 

0.04 

0.24 

0.04 

0.0200 

0.0729 

0.0825 

- 

0.175 

0.211 

0.468 

0.023 

0.445 

0.155 

34.82 

Safe 

72 RB 

0801000500105700 

0.25 

0.06 

(48.85) 

0.04 

0.06 

0.11 

0.04 

0.17 

0.02 

0.0200 

0.0360 

0.0407 

- 

0.097 

0.112 

0.221 

0.011 

0.210 

0.153 

73.04 

Semi Critical 

73LNP1 

0801000400097300 

0.25 

0.18 

(99.95) 

0.15 

0.13 

0.28 

0.04 

0.24 

0.04 

0.0200 

0.0788 

0.0891 

- 

0.188 

0.227 

0.504 

0.025 

0.479 

0.200 

41.77 

Safe 

73 LNP II 

0801000400097400 

0.25 

0.06 

(99.84) 

0.05 

0.04 

0.09 

0.04 

0.24 

0.01 

0.0100 

0.0260 

0.0294 

- 

0.065 

0.078 

0.166 

0.008 

0.158 

0.100 

63.13 

Safe 

73 RB 

0801000500105900 

0.25 

0.00 

(66.60) 

0.00 

0.01 

0.02 

0.00 

0.02 

0.00 

- 

0.0091 

0.0103 

- 

0.019 

0.020 

0.035 

0.002 

0.033 

0.018 

54.47 

Safe 

74 LNP 

0801000400097900 

0.25 

0.18 

(115.98) 

0.15 

0.12 

0.26 

0.04 

0.24 

0.04 

0.0100 

0.0780 

0.0882 

- 

0.176 

0.214 

0.478 

0.024 

0.455 

0.047 

10.35 

Safe 

75 LNP 

0801000400097800 

0.25 

0.11 

(110.16) 

0.09 

0.07 

0.16 

0.04 

0.24 

0.02 

0.0100 

0.0475 

0.0536 

- 

0.111 

0.134 

0.295 

0.015 

0.280 

0.100 

35.74 

Safe 

76 LNP 

0801000400097700 

0.25 

0.03 

(105.50) 

0.02 

0.02 

0.04 

0.04 

0.24 

0.01 

- 

0.0116 

0.0131 

- 

0.025 

0.030 

0.070 

0.003 

0.066 

0.027 

41.19 

Safe 

77 LNP 

0801000400097500 

0.25 

0.15 

(110.09) 

0.12 

0.10 

0.22 

0.04 

0.24 

0.03 

0.0100 

0.0645 

0.0729 

- 

0.147 

0.178 

0.398 

0.020 

0.378 

0.128 

33.79 

Safe 

78 LNP 

0801000400098200 

0.25 

0.07 

(110.31) 

0.06 

0.07 

0.13 

0.04 

0.24 

0.02 

0.0200 

0.0363 

0.0513 

- 

0.108 

0.123 

0.251 

0.013 

0.238 

0.109 

45.67 

Safe 

78 RB 

0801000500105800 

0.25 

0.20 

(97.96) 

0.16 

0.21 

0.37 

0.03 

0.16 

0.05 

0.0200 

0.1328 

0.1501 

- 

0.303 

0.358 

0.730 

0.037 

0.694 

0.146 

21.01 

Safe 

79LNP1 

0801000400098700 

0.25 

0.14 

(119.16) 

0.11 

0.14 

0.25 

0.04 

0.23 

0.03 

0.0300 

0.0738 

0.1043 

- 

0.208 

0.239 

0.488 

0.024 

0.463 

0.164 

35.31 

Safe 

79 LNP II 

0801000400098600 

0.25 

0.09 

(114.57) 

0.07 

0.09 

0.16 

0.04 

0.23 

0.02 

0.0300 

0.0480 

0.0679 

- 

0.146 

0.166 

0.331 

0.017 

0.314 

0.154 

49.00 

Safe 

79 RB-A 

0801000500107400 

0.25 

0.04 

(67.56) 

0.03 

0.03 

0.06 

0.04 

0.21 

0.01 

0.0100 

0.0200 

0.0226 

- 

0.053 

0.063 

0.125 

0.006 

0.118 

0.081 

68.61 

Safe 

79 RB-B 

0801000500107300 

0.25 

0.10 

(83.92) 

0.08 

0.09 

0.18 

0.04 

0.18 

0.03 

0.0100 

0.0615 

0.0696 

- 

0.141 

0.169 

0.344 

0.017 

0.327 

0.055 

16.77 

Safe 

8 BLW 

0802000400386200 

0.20 

0.21 

(126.23) 

0.17 

0.17 

0.34 

0.05 

0.24 

0.05 

- 

0.1160 

0.1312 

- 

0.247 

0.298 

0.635 

0.032 

0.603 

0.057 

9.39 

Safe 

8 DBN 

0801000900259900 

0.25 

0.09 

(133.08) 

0.07 

0.10 

0.17 

0.04 

0.23 

0.02 

0.0100 

0.0338 

0.0796 

- 

0.123 

0.144 

0.310 

0.015 

0.294 

0.036 

12.32 

Safe 

8 HDP 

0802000400390600 

0.20 

0.14 

(80.79) 

0.11 

0.16 

0.27 

0.04 

0.21 

0.03 

- 

0.0489 

0.1381 

- 

0.187 

0.220 

0.487 

0.024 

0.463 

0.039 

8.43 

Safe 

8 JRK 

0802000300360300 

0.20 

0.10 

- 

0.10 

0.36 

0.46 

0.04 

0.19 

0.03 

0.0600 

- 

- 

- 

0.060 

0.085 

0.547 

0.055 

0.492 

0.514 

104.41 

Over Exploited 

8 LGW-A 

0802000400397000 

0.20 

0.01 

- 

0.01 

0.13 

0.14 

0.01 

0.07 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.165 

0.017 

0.149 

0.201 

135.07 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.02 

0.03 

0.01 

0.03 

0.00 

0.0100 

0.0055 

0.0207 

- 

0.036 

0.037 

0.063 

0.006 

0.056 

0.110 

194.65 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.088 

-0.25 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.01 


8 LGW-B 

080200040039690C 

4.607 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.008 

-0.34 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Bhakhra Canal 

Command 

Younger Alluvium 

0.051 

-0.34 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.211 

-0.34 

0.150 

0.01 

0.00 

0.01 

0.03 

0.00 

0.00 

0.00 

0.04 

0.003 

0.04 

0.06 


8 LKS 

080200040039540C 

13.653 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

13.653 

-0.09 

0.150 

0.06 

0.01 

0.14 

0.39 

0.00 

0.00 

0.00 

0.20 

0.034 

0.17 

0.26 


8 MK 

080100050011780C 

3.431 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.431 

-0.09 

0.200 

0.01 

0.00 

0.05 

0.06 

0.00 

0.00 

0.00 

0.05 

0.001 

0.19 

0.55 


8 MOD 

080200030036100C 

3.606 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.319 

0.03 

0.150 

0.01 

0.00 

0.03 

0.00 

0.00 

-0.02 

-0.02 

0.04 

0.000 

0.01 

0.02 






Bhakhra Canal 

Command 

Younger Alluvium 

0.780 

0.03 

0.150 

0.02 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.10 

0.000 

0.04 

0.04 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.507 

0.03 

0.150 

0.03 

0.01 

0.02 

0.07 

0.00 

-0.06 

-0.06 

0.14 

0.001 

0.11 

0.13 


8 NP 

0801000500123100 

8.640 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.457 

-0.03 

0.200 

0.01 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.05 

0.000 

0.03 

0.11 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.187 

-0.03 

0.200 

0.01 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.03 

0.000 

0.03 

0.09 


8 PS 

0801000500114100 

4.466 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.466 

0.24 

0.200 

0.02 

0.00 

0.07 

0.07 

0.00 

0.09 

0.04 

0.07 

0.001 

0.17 

0.35 


8 RB 

0801000400089700 

2.299 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.367 

-0.39 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.01 

0.000 

0.03 

0.07 


8 STG-B 

0802000300363300 

6.472 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

0.567 

-0.12 

0.150 

0.01 

0.00 

0.06 

0.00 

0.00 

0.00 

0.00 

0.03 

0.000 

0.01 

0.02 






Bhakhra Canal 

Command 

Younger Alluvium 

0.387 

-0.12 

0.150 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.03 

0.000 

0.01 

0.02 


8 TK 

0801000500119800 

5.386 

Saline 

Gang Canal 

Command 

Younger Alluvium 

5.386 

0.17 

0.200 

0.03 

0.00 

0.08 

0.09 

0.00 

0.04 

0.02 

0.10 

0.001 

0.17 

0.34 


80 LNP 

0801000400098300 

3.265 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.265 

0.04 

0.200 

0.01 

0.00 

0.06 

0.08 

0.00 

-0.10 

-0.04 

0.02 

0.002 

0.19 

0.57 


80 RB 

0801000500107100 

2.909 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.043 

0.15 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


81 LNP 

0801000400098400 

1.665 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.665 

0.04 

0.200 

0.02 

0.00 

0.03 

0.04 

0.00 

-0.04 

-0.01 

0.06 

0.001 

0.19 

0.59 


81 RB 

0801000500107000 

3.687 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.019 

0.22 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


82 LNP 

0801000400098500 

4.393 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.069 

0.04 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 






Gang Canal 

Command 

Younger Alluvium 

4.324 

0.04 

0.200 

0.01 

0.00 

0.08 

0.11 

0.00 

-0.15 

-0.05 

0.02 

0.002 

0.19 

0.54 


82 RB 

0801000500107200 

5.639 

Saline 

Gang Canal 

Command 

Younger Alluvium 

5.615 

0.30 

0.200 

0.02 

0.00 

0.11 

0.14 

0.00 

0.12 

0.06 

0.06 

0.002 

0.16 

0.33 


83 LNP 

0801000400100800 

4.421 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.737 

-0.01 

0.200 

0.01 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.03 

0.001 

0.07 

0.14 






Bhakhra Canal 

Command 

Younger Alluvium 

2.532 

-0.01 

0.200 

0.01 

0.00 

0.03 

0.07 

0.00 

0.00 

0.00 

0.05 

0.001 

0.11 

0.21 


83 RB 

0801000500106900 

2.863 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.032 

0.28 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


84 LNP 

0801000400100900 

1.420 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.420 

0.02 

0.200 

0.04 

0.01 

0.02 

0.02 

0.00 

-0.01 

0.00 

0.14 

0.001 

0.19 

0.40 


84 RB-A 

0801000500106800 

2.117 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.792 

0.36 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

0.02 

0.01 

0.02 

0.000 

0.06 

0.12 


85 LNP 

0801000500120900 

3.181 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.015 

-0.13 

0.200 

0.02 

0.00 

0.03 

0.03 

0.00 

0.00 

0.00 

0.07 

0.001 

0.13 

0.41 


85 RB 

0801000500106700 

2.291 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.019 

0.32 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


9 BLW 

0802000400386400 

4.256 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.256 

0.04 

0.150 

0.00 

0.00 

0.06 

0.07 

0.00 

-0.11 

-0.05 

0.00 

0.011 

0.19 

0.44 


9 DBN 

0801000900259800 

4.068 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.736 

0.04 

0.200 

0.01 

0.00 

0.02 

0.03 

0.00 

-0.02 

-0.01 

0.03 

0.000 

0.08 

0.21 






Gang Canal 

Command 

Younger Alluvium 

1.260 

0.04 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

-0.04 

-0.02 

0.02 

0.000 

0.06 

0.16 






Bhakhra Canal 

Command 

Younger Alluvium 

1.072 

0.04 

0.200 

0.00 

0.00 

0.02 

0.04 

0.00 

-0.05 

-0.02 

0.02 

0.000 

0.05 

0.13 


9 JRK 

0802000300360400 

2.740 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

2.615 

-0.22 

0.150 

0.08 

0.01 

0.26 

0.00 

0.00 

0.00 

0.00 

0.32 

0.001 

0.17 

0.35 






Bhakhra Canal 

Command 

Younger Alluvium 

0.110 

-0.22 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


9 LKS-A 

0802000400396200 

2.652 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.143 

-0.27 

0.150 

0.03 

0.00 

0.02 

0.06 

0.00 

0.00 

0.00 

0.12 

0.005 

0.13 

0.20 


9 LKS-B 

0802000400396300 

2.246 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.080 

-0.17 

0.150 

0.02 

0.00 

0.01 

0.03 

0.00 

0.00 

0.00 

0.06 

0.003 

0.08 

0.12 


9 MK 

0801000500117600 

4.461 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.461 

0.05 

0.200 

0.02 

0.00 

0.07 

0.07 

0.00 

-0.08 

-0.03 

0.09 

0.001 

0.19 

0.56 


9 MOD 

0802000300361200 

4.294 

Fresh 

Ghaggar River Bed 

Command 

Younger Alluvium 

3.891 

0.07 

0.150 

0.05 

0.01 

0.39 

0.00 

0.00 

-0.31 

-0.28 

0.19 

0.001 

0.15 

0.16 






Bhakhra Canal 

Command 

Younger Alluvium 

0.112 

0.07 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


9 NP 

0801000500124400 

2.867 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.476 

-0.01 

0.200 

0.04 

0.01 

0.04 

0.04 

0.00 

0.00 

0.00 

0.16 

0.001 

0.16 

0.47 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.391 

-0.01 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.01 

0.000 

0.03 

0.07 


9 PS 

0801000500109300 

5.087 

Saline 

Gang Canal 

Command 

Younger Alluvium 

5.087 

0.26 

0.200 

0.02 

0.00 

0.08 

0.08 

0.00 

0.12 

0.06 

0.09 

0.001 

0.16 

0.34 


9 TK 

0801000500119700 

4.183 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.183 

0.23 

0.200 

0.01 

0.00 

0.07 

0.07 

0.00 

0.07 

0.04 

0.05 

0.001 

0.16 

0.33 


9 TKW 

0801000300072900 

2.353 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.040 

-0.09 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


9 UTS 

0802000400389000 

1.211 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.211 

-0.19 

0.150 

0.02 

0.00 

0.01 

0.03 

0.00 

0.00 

0.00 

0.09 

0.003 

0.17 

0.19 


Amargarh 

0801000500125200 

1.874 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.024 

0.05 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

-0.03 

-0.02 

0.02 

0.000 

0.09 

0.19 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.245 

0.05 

0.200 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

0.00 

0.00 

0.000 

0.02 

0.05 


Amarsar 

0801000500112900 

6.217 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.773 

0.32 

0.200 

0.00 

0.00 

0.03 

0.03 

0.00 

0.06 

0.03 

0.00 

0.000 

0.05 

0.09 


Baranwali 

0801000500116800 

0.979 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.957 

-0.11 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.01 

0.000 

0.19 

0.63 


Chak Chitha 

0801000400095900 

1.824 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.824 

0.18 

0.200 

0.01 

0.00 

0.03 

0.03 

0.00 

0.02 

0.01 

0.04 

0.001 

0.20 

0.50 


Faqirwali Barani 

0801000400094400 

2.636 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.800 

0.19 

0.200 

0.02 

0.00 

0.01 

0.01 

0.00 

0.03 

0.01 

0.10 

0.000 

0.06 

0.14 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.871 

0.19 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.02 

0.01 

0.04 

0.000 

0.07 

0.15 


Ghamandia Barani 

0801000400096800 

3.159 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.159 

0.08 

0.200 

0.01 

0.00 

0.05 

0.05 

0.00 

-0.04 

-0.02 

0.02 

0.002 

0.20 

0.50 


Jiwandesar 

0801000400093700 

5.038 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.364 

0.04 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.05 

0.000 

0.01 

0.03 





Saline 

Gang Canal 

Command 

Younger Alluvium 

3.380 

0.04 

0.200 

0.05 

0.01 

0.05 

0.06 

0.00 

-0.04 

-0.02 

0.21 

0.002 

0.14 

0.32 


Kararwali 

0801000500123200 

5.650 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.123 

-0.02 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.00 

0.01 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.498 

-0.02 

0.200 

0.01 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.05 

0.000 

0.05 

0.16 


Kishanpura Barani 

0801000400093500 

1.008 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.663 

0.02 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.02 

-0.01 

0.01 

0.000 

0.13 

0.30 


Lakha Tiba 

0801000500110200 

38.210 

Saline 

Gang Canal 

Command 

Younger Alluvium 

7.814 

0.37 

0.200 

0.00 

0.00 

0.15 

0.19 

0.00 

0.24 

0.12 

0.00 

0.002 

0.03 

0.07 


Likhmewala 

0801000500113300 

2.218 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.218 

0.23 

0.200 

0.00 

0.00 

0.03 

0.04 

0.00 

0.03 

0.01 

0.00 

0.001 

0.16 

0.33 


Mukalawa 

0801000500120200 

4.413 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.496 

-0.06 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.02 

0.000 

0.07 

0.21 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.885 

-0.06 

0.200 

0.00 

0.00 

0.03 

0.03 

0.00 

0.00 

0.00 

0.01 

0.001 

0.08 

0.27 


Na 

0801000901900021 

0.525 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.156 

0.02 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.06 

0.16 






Gang Canal 

Command 

Younger Alluvium 

0.071 

0.02 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.08 



0801000901900020 

0.367 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.027 

0.03 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.04 






Gang Canal 

Command 

Younger Alluvium 

0.340 

0.03 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

0.00 

0.00 

0.000 

0.18 

0.52 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 


(24) 

(25) 


(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0008 

0.0030 

- 

0.004 

0.004 

0.007 

0.001 

0.006 

0.014 

223.07 

Over Exploited 

8 LGW-B 

080200040039690C 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0005 

0.0017 

- 

0.002 

0.002 

0.004 

0.000 

0.004 

0.000 

3.45 

Safe 



0.20 

0.01 

- 

0.01 

0.04 

0.05 

0.01 

0.05 

0.00 

- 

0.0109 

0.0412 

- 

0.052 

0.055 

0.109 

0.011 

0.098 

0.041 

41.77 

Safe 

8 LKS 

0802000400395400 

0.20 

0.45 

- 

0.45 

0.54 

0.99 

0.04 

0.21 

0.11 

0.0200 

0.1644 

0.4647 

- 

0.649 

0.763 

1.754 

0.175 

1.579 

0.237 

14.99 

Safe 

8 MK 

0801000500117800 

0.25 

0.16 

- 

0.16 

0.11 

0.27 

0.04 

0.23 

0.04 

0.0100 

0.0721 

0.0815 

- 

0.164 

0.199 

0.471 

0.047 

0.424 

0.046 

10.84 

Safe 

8 MOD 

0802000300361000 

0.20 

0.00 

(2,137.17) 

0.00 

0.03 

0.03 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.033 

0.002 

0.031 

0.041 

131.48 

Over Exploited 



0.20 

0.01 

(181.06) 

0.00 

0.03 

0.03 

0.01 

0.04 

0.00 

0.0100 

0.0070 

0.0265 

- 

0.044 

0.045 

0.077 

0.004 

0.074 

0.095 

129.35 

Over Exploited 



0.20 

0.06 

(196.03) 

0.05 

0.10 

0.15 

0.02 

0.14 

0.01 

0.0200 

0.0226 

0.0853 

- 

0.128 

0.140 

0.287 

0.014 

0.273 

0.140 

51.25 

Safe 

8 NP 

0801000500123100 

0.25 

0.01 

- 

0.01 

0.05 

0.06 

0.01 

0.04 

0.00 

0.0100 

0.0306 

0.0346 

- 

0.075 

0.078 

0.136 

0.014 

0.123 

0.054 

44.32 

Safe 



0.25 

0.01 

- 

0.01 

0.04 

0.05 

0.01 

0.03 

0.00 

- 

0.0250 

0.0282 

- 

0.053 

0.055 

0.101 

0.010 

0.091 

0.027 

30.13 

Safe 

8 PS 

0801000500114100 

0.25 

0.19 

(77.65) 

0.15 

0.14 

0.29 

0.04 

0.21 

0.05 

0.0100 

0.0939 

0.1061 

- 

0.210 

0.260 

0.553 

0.028 

0.525 

0.073 

13.95 

Safe 

8 RB 

0801000400089700 

0.25 

0.00 

- 

0.00 

0.01 

0.01 

0.01 

0.04 

0.00 

- 

0.0077 

0.0087 

- 

0.017 

0.017 

0.032 

0.003 

0.029 

0.009 

32.04 

Safe 

8 STG-B 

0802000300363300 

0.20 

0.00 

- 

0.00 

0.06 

0.06 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.059 

0.006 

0.053 

0.027 

51.19 

Safe 



0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0035 

0.0132 

- 

0.017 

0.017 

0.032 

0.003 

0.029 

0.027 

94.99 

Critical 

8 TK 

0801000500119800 

0.25 

0.22 

(91.91) 

0.18 

0.17 

0.35 

0.04 

0.21 

0.06 

0.0100 

0.1132 

0.1280 

- 

0.251 

0.311 

0.661 

0.033 

0.628 

0.100 

15.99 

Safe 

80 LNP 

0801000400098300 

0.25 

0.16 

(122.36) 

0.13 

0.14 

0.27 

0.04 

0.24 

0.03 

- 

0.0824 

0.1164 

- 

0.199 

0.233 

0.500 

0.025 

0.475 

0.020 

4.16 

Safe 

80 RB 

0801000500107100 

0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0009 

0.0010 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

0.38 

Safe 

81 LNP 

0801000400098400 

0.25 

0.08 

(115.94) 

0.06 

0.07 

0.14 

0.04 

0.24 

0.02 

0.0100 

0.0420 

0.0594 

- 

0.111 

0.129 

0.265 

0.013 

0.252 

0.064 

25.35 

Safe 

81 RB 

0801000500107000 

0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0005 

0.0007 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

0.28 

Safe 

82 LNP 

0801000400098500 

0.25 

0.00 

(1,073.34) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0010 

0.0014 

- 

0.002 

0.002 

0.004 

0.000 

0.004 

0.000 

0.93 

Safe 



0.25 

0.20 

(125.26) 

0.16 

0.19 

0.35 

0.04 

0.23 

0.04 

- 

0.1091 

0.1542 

- 

0.263 

0.308 

0.658 

0.033 

0.625 

0.020 

3.26 

Safe 

82 RB 

0801000500107200 

0.25 

0.23 

(74.14) 

0.18 

0.24 

0.43 

0.04 

0.21 

0.06 

0.0100 

0.1417 

0.2002 

- 

0.352 

0.414 

0.841 

0.042 

0.799 

0.065 

8.08 

Safe 

83 LNP 

0801000400100800 

0.25 

0.03 

- 

0.03 

0.05 

0.08 

0.02 

0.09 

0.01 

- 

0.0292 

0.0413 

- 

0.071 

0.079 

0.161 

0.016 

0.145 

0.028 

19.30 

Safe 



0.25 

0.07 

- 

0.07 

0.10 

0.17 

0.03 

0.14 

0.02 

0.0100 

0.0305 

0.0862 

- 

0.127 

0.144 

0.313 

0.031 

0.281 

0.046 

16.48 

Safe 

83 RB 

0801000500106900 

0.25 

0.00 

1,281.96 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0008 

0.0011 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

0.28 

Safe 

84 LNP 

0801000400100900 

0.25 

0.07 

(106.61) 

0.05 

0.06 

0.11 

0.05 

0.24 

0.02 

0.0200 

0.0299 

0.0337 

- 

0.084 

0.100 

0.210 

0.011 

0.200 

0.145 

72.49 

Semi Critical 

84 RB-A 

0801000500106800 

0.25 

0.01 

(5.15) 

0.01 

0.03 

0.05 

0.02 

0.08 

0.00 

- 

0.0200 

0.0283 

- 

0.048 

0.052 

0.098 

0.005 

0.093 

0.018 

19.67 

Safe 

85 LNP 

0801000500120900 

0.25 

0.06 

- 

0.06 

0.06 

0.13 

0.03 

0.15 

0.01 

0.0100 

0.0424 

0.0479 

- 

0.100 

0.113 

0.241 

0.024 

0.217 

0.073 

33.48 

Safe 

85 RB 

0801000500106700 

0.25 

0.00 

2,925.19 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0005 

0.0007 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

0.27 

Safe 

9 BLW 

0802000400386400 

0.20 

0.16 

(128.39) 

0.13 

0.13 

0.26 

0.04 

0.23 

0.04 

- 

0.0895 

0.1012 

- 

0.191 

0.229 

0.488 

0.024 

0.464 

0.011 

2.26 

Safe 

9 DBN 

0801000900259800 

0.25 

0.03 

(121.10) 

0.03 

0.05 

0.07 

0.02 

0.10 

0.01 

0.0100 

0.0255 

0.0361 

- 

0.072 

0.079 

0.152 

0.008 

0.145 

0.027 

18.80 

Safe 



0.25 

0.02 

(187.80) 

0.01 

0.05 

0.07 

0.01 

0.07 

0.00 

- 

0.0318 

0.0449 

- 

0.077 

0.081 

0.150 

0.007 

0.142 

0.018 

12.75 

Safe 



0.25 

0.01 

(231.10) 

0.01 

0.06 

0.07 

0.01 

0.06 

0.00 

- 

0.0194 

0.0456 

- 

0.065 

0.068 

0.135 

0.007 

0.128 

0.018 

14.18 

Safe 

9 JRK 

0802000300360400 

0.20 

0.09 

- 

0.09 

0.27 

0.36 

0.04 

0.21 

0.02 

0.0400 

- 

- 

- 

0.040 

0.062 

0.423 

0.042 

0.381 

0.325 

85.23 

Semi Critical 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0010 

0.0037 

- 

0.005 

0.005 

0.009 

0.001 

0.008 

0.014 

175.69 

Over Exploited 

9 LKS-A 

0802000400396200 

0.20 

0.06 

- 

0.06 

0.08 

0.14 

0.03 

0.17 

0.01 

0.0100 

0.0258 

0.0730 

- 

0.109 

0.123 

0.263 

0.026 

0.237 

0.127 

53.81 

Safe 

9 LKS-B 

0802000400396300 

0.20 

0.02 

- 

0.02 

0.04 

0.06 

0.02 

0.10 

0.00 

0.0100 

0.0130 

0.0368 

- 

0.060 

0.064 

0.123 

0.012 

0.111 

0.060 

53.89 

Safe 

9 MK 

0801000500117600 

0.25 

0.21 

(113.22) 

0.17 

0.14 

0.31 

0.04 

0.23 

0.05 

0.0100 

0.0938 

0.1060 

- 

0.210 

0.256 

0.569 

0.028 

0.541 

0.091 

16.87 

Safe 

9 MOD 

0802000300361200 

0.20 

0.12 

(341.41) 

0.09 

0.40 

0.49 

0.03 

0.18 

0.02 

0.0200 

- 

- 

- 

0.020 

0.044 

0.537 

0.027 

0.510 

0.190 

37.23 

Safe 



0.20 

0.00 

(2,794.01) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0010 

0.0038 

- 

0.005 

0.005 

0.009 

0.000 

0.009 

0.000 

0.34 

Safe 

9 NP 

0801000500124400 

0.25 

0.10 

- 

0.10 

0.09 

0.19 

0.04 

0.20 

0.02 

0.0200 

0.0521 

0.0589 

- 

0.131 

0.153 

0.342 

0.034 

0.308 

0.163 

52.82 

Safe 



0.25 

0.00 

- 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

- 

0.0082 

0.0093 

- 

0.018 

0.018 

0.033 

0.003 

0.030 

0.009 

30.64 

Safe 

9 PS 

0801000500109300 

0.25 

0.21 

(71.05) 

0.17 

0.16 

0.33 

0.04 

0.21 

0.06 

0.0100 

0.1070 

0.1209 

- 

0.238 

0.295 

0.625 

0.031 

0.594 

0.091 

15.39 

Safe 

9 TK 

0801000500119700 

0.25 

0.17 

(79.39) 

0.14 

0.13 

0.27 

0.04 

0.21 

0.05 

0.0100 

0.0880 

0.0994 

- 

0.197 

0.244 

0.515 

0.026 

0.489 

0.046 

9.44 

Safe 

9 TKW 

0801000300072900 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0005 

0.0014 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

1.37 

Safe 

9 UTS 

0802000400389000 

0.20 

0.04 

- 

0.04 

0.04 

0.08 

0.04 

0.21 

0.01 

0.0100 

0.0109 

0.0412 

- 

0.062 

0.072 

0.157 

0.016 

0.141 

0.090 

63.77 

Safe 

Amargarh 

0801000500125200 

0.25 

0.02 

(169.44) 

0.02 

0.04 

0.06 

0.02 

0.12 

0.01 

- 

0.0258 

0.0365 

- 

0.062 

0.069 

0.131 

0.007 

0.125 

0.018 

14.64 

Safe 



0.25 

0.00 

(392.15) 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

- 

0.0062 

0.0087 

- 

0.015 

0.015 

0.027 

0.001 

0.026 

0.000 

0.27 

Safe 

Amarsar 

0801000500112900 

0.25 

0.02 

34.38 

0.02 

0.06 

0.08 

0.01 

0.06 

0.01 

- 

0.0373 

0.0421 

- 

0.079 

0.085 

0.167 

0.008 

0.158 

0.000 

0.31 

Safe 

Baranwali 

0801000500116800 

0.25 

0.05 

- 

0.05 

0.03 

0.08 

0.04 

0.23 

0.01 

- 

0.0201 

0.0227 

- 

0.043 

0.052 

0.129 

0.013 

0.116 

0.009 

7.96 

Safe 

Chak Chitha 

0801000400095900 

0.25 

0.09 

(92.07) 

0.07 

0.06 

0.13 

0.05 

0.25 

0.02 

- 

0.0384 

0.0434 

- 

0.082 

0.104 

0.236 

0.012 

0.224 

0.037 

16.53 

Safe 

Faqirwali Barani 

0801000400094400 

0.25 

0.01 

(8.67) 

0.01 

0.03 

0.04 

0.02 

0.08 

0.00 

0.0100 

0.0168 

0.0190 

- 

0.046 

0.049 

0.086 

0.004 

0.082 

0.096 

117.76 

Over Exploited 



0.25 

0.02 

(51.59) 

0.01 

0.03 

0.04 

0.02 

0.09 

0.00 

- 

0.0183 

0.0207 

- 

0.039 

0.043 

0.083 

0.004 

0.079 

0.036 

46.40 

Safe 

Ghamandia Barani 

0801000400096800 

0.25 

0.16 

(110.22) 

0.12 

0.10 

0.23 

0.05 

0.24 

0.04 

- 

0.0664 

0.0751 

- 

0.142 

0.178 

0.403 

0.020 

0.383 

0.020 

5.15 

Safe 

Jiwandesar 

0801000400093700 

0.25 

0.00 

(48.16) 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

0.0100 

0.0077 

0.0087 

- 

0.026 

0.027 

0.039 

0.002 

0.037 

0.048 

128.92 

Over Exploited 



0.25 

0.12 

(114.17) 

0.09 

0.12 

0.21 

0.03 

0.17 

0.03 

0.0200 

0.0711 

0.0803 

- 

0.171 

0.200 

0.411 

0.021 

0.391 

0.209 

53.43 

Safe 

Kararwali 

0801000500123200 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0026 

0.0029 

- 

0.006 

0.006 

0.010 

0.001 

0.009 

0.018 

208.87 

Over Exploited 



0.25 

0.02 

- 

0.02 

0.05 

0.07 

0.01 

0.06 

0.00 

0.0100 

0.0315 

0.0356 

- 

0.077 

0.081 

0.148 

0.015 

0.133 

0.054 

40.77 

Safe 

Kishanpura Barani 

0801000400093500 

0.25 

0.02 

(138.13) 

0.02 

0.02 

0.04 

0.03 

0.17 

0.01 

- 

0.0139 

0.0158 

- 

0.030 

0.035 

0.074 

0.004 

0.071 

0.009 

13.26 

Safe 

Lakha Tiba 

0801000500110200 

0.25 

0.07 

81.93 

0.08 

0.34 

0.42 

0.01 

0.04 

0.02 

- 

0.1972 

0.2786 

- 

0.476 

0.494 

0.911 

0.046 

0.866 

0.002 

0.25 

Safe 

Likhmewala 

0801000500113300 

0.25 

0.09 

(83.78) 

0.07 

0.07 

0.14 

0.04 

0.21 

0.02 

- 

0.0466 

0.0527 

- 

0.099 

0.124 

0.268 

0.013 

0.254 

0.001 

0.24 

Safe 

Mukalawa 

0801000500120200 

0.25 

0.02 

- 

0.02 

0.05 

0.07 

0.01 

0.08 

0.01 

- 

0.0315 

0.0356 

- 

0.067 

0.072 

0.145 

0.014 

0.130 

0.018 

14.12 

Safe 



0.25 

0.04 

- 

0.04 

0.06 

0.10 

0.02 

0.10 

0.01 

- 

0.0396 

0.0448 

- 

0.084 

0.092 

0.192 

0.019 

0.173 

0.010 

5.50 

Safe 

Na 

0801000901900021 

0.25 

0.00 

(149.97) 

0.00 

0.00 

0.01 

0.01 

0.07 

0.00 

- 

0.0023 

0.0032 

- 

0.006 

0.006 

0.012 

0.001 

0.011 

0.000 

0.18 

Safe 



0.25 

0.00 

(316.19) 

0.00 

0.00 

0.00 

0.01 

0.03 

0.00 

- 

0.0018 

0.0025 

- 

0.004 

0.004 

0.008 

0.000 

0.007 

0.000 

0.13 

Safe 


0801000901900020 

0.25 

0.00 

(307.50) 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0004 

0.0006 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

0.21 

Safe 



0.25 

0.02 

(129.31) 

0.01 

0.01 

0.03 

0.04 

0.22 

0.00 

- 

0.0086 

0.0121 

- 

0.021 

0.024 

0.051 

0.003 

0.048 

0.000 

0.09 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Raisinghnagar (m) 

080100054010700C 

1.807 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.807 

0.30 

0.200 

0.41 

0.00 

0.03 

0.03 

0.00 

0.46 

0.23 

0.00 

1.250 

0.16 

0.33 


Ratanpura Barani 

0801000400097600 

4.516 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.516 

-0.04 

0.200 

0.02 

0.00 

0.07 

0.07 

0.00 

0.00 

0.00 

0.06 

0.002 

0.20 

0.64 


Ridmalsar Barani 

0801000400096100 

3.065 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.065 

0.19 

0.200 

0.06 

0.01 

0.05 

0.05 

0.00 

0.07 

0.03 

0.23 

0.002 

0.20 

0.56 


Sardarpura Barani 

0801000400099700 

1.155 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.155 

0.04 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

-0.03 

-0.01 

0.00 

0.001 

0.19 

0.46 


Thakari-a 

0801000500113000 

11.356 

Saline 

Gang Canal 

Command 

Younger Alluvium 

6.640 

0.10 

0.200 

0.00 

0.00 

0.10 

0.11 

0.00 

-0.08 

-0.04 

0.00 

0.002 

0.10 

0.19 


Thakari-b 

0801000500113100 

3.603 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.603 

0.12 

0.200 

0.00 

0.00 

0.06 

0.06 

0.00 

-0.03 

-0.02 

0.00 

0.001 

0.16 

0.33 

16001004 

1 AMP-A 

0802000100304300 

1.834 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.834 

0.21 

0.150 

0.02 

0.01 

0.03 

0.07 

0.00 

-0.03 

-0.04 

0.08 

0.006 

0.23 

0.16 


1 AMP-B 

0802000100304200 

1.611 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.611 

0.25 

0.150 

0.03 

0.00 

0.02 

0.05 

0.00 

0.02 

0.03 

0.10 

0.005 

0.23 

0.20 


1 B 

0801000200025800 

2.846 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.406 

0.21 

0.200 

0.02 

0.00 

0.01 

0.01 

0.00 

0.02 

0.01 

0.08 

0.001 

0.03 

0.04 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.440 

0.21 

0.180 

0.07 

0.02 

0.05 

0.06 

0.00 

0.04 

0.03 

0.29 

0.004 

0.19 

0.27 



0801000200037600 

2.941 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.623 

0.12 

0.200 

0.03 

0.01 

0.01 

0.02 

0.00 

0.01 

0.01 

0.11 

0.001 

0.05 

0.07 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.317 

0.12 

0.180 

0.06 

0.02 

0.04 

0.06 

0.00 

-0.01 

-0.01 

0.25 

0.004 

0.18 

0.28 


1 BB 

0801000200053600 

6.505 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

4.441 

-0.40 

0.200 

0.04 

0.01 

0.07 

0.07 

0.00 

0.00 

0.00 

0.16 

0.005 

0.14 

0.26 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.064 

-0.40 

0.200 

0.01 

0.00 

0.03 

0.03 

0.00 

0.00 

0.00 

0.05 

0.002 

0.07 

0.12 


1 BBA 

0801000400081900 

5.396 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

5.396 

0.08 

0.200 

0.03 

0.00 

0.08 

0.09 

0.00 

-0.06 

-0.03 

0.12 

0.003 

0.20 

0.43 


1 BGP 

0802000100311000 

2.763 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.013 

0.20 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Bhakhra Canal 

Command 

Younger Alluvium 

2.750 

0.20 

0.150 

0.06 

0.01 

0.03 

0.08 

0.00 

0.02 

0.03 

0.24 

0.008 

0.23 

0.15 


1 BGS 

0801000300056300 

2.625 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.007 

0.11 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.618 

0.11 

0.200 

0.04 

0.01 

0.04 

0.07 

0.00 

-0.03 

-0.02 

0.16 

0.003 

0.23 

0.27 


1 BNW (HAKMABAD) 

0801000300056200 

3.992 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.992 

0.10 

0.200 

0.04 

0.01 

0.05 

0.11 

0.00 

-0.06 

-0.05 

0.14 

0.004 

0.23 

0.27 


1 BWM-A 

0801000500130100 

1.943 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.417 

0.54 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.01 

0.000 

0.04 

0.07 






Gang Canal 

Command 

Younger Alluvium 

0.044 

0.54 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


1 BWM-B 

0801000500130200 

1.002 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.000 

0.57 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.10 

0.06 

0.05 

0.000 

0.17 

0.30 


1 BWSM 

0801000500128900 

1.582 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.110 

0.49 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.10 

0.05 

0.03 

0.000 

0.12 

0.22 






Gang Canal 

Command 

Younger Alluvium 

0.077 

0.49 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.02 


1C 

0801000200027100 

2.555 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.555 

0.29 

0.180 

0.07 

0.02 

0.05 

0.06 

0.00 

0.08 

0.05 

0.27 

0.004 

0.22 

0.33 



0801000200040100 

3.393 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.393 

0.11 

0.180 

0.02 

0.00 

0.06 

0.08 

0.00 

-0.06 

-0.04 

0.05 

0.005 

0.23 

0.35 


ICC 

0801000400078300 

3.988 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.988 

-0.17 

0.200 

0.02 

0.00 

0.06 

0.07 

0.00 

0.00 

0.00 

0.09 

0.002 

0.21 

0.45 


1 CDR 

0802000200322800 

3.609 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.023 

-0.03 

0.150 

0.02 

0.00 

0.01 

0.03 

0.00 

0.00 

0.00 

0.09 

0.004 

0.06 

0.10 


1 D 

0801000200027300 

3.378 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.378 

0.31 

0.180 

0.07 

0.02 

0.06 

0.08 

0.00 

0.09 

0.06 

0.29 

0.005 

0.22 

0.33 



0801000200034400 

2.597 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.597 

0.21 

0.200 

0.15 

0.04 

0.05 

0.06 

0.00 

0.11 

0.07 

0.60 

0.004 

0.23 

0.35 


1 DD 

0801000400081200 

3.230 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.284 

-0.09 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.02 

0.04 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.945 

-0.09 

0.200 

0.02 

0.00 

0.05 

0.05 

0.00 

0.00 

0.00 

0.07 

0.002 

0.19 

0.42 


1 DLP 

0802000100316100 

3.082 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

3.082 

0.00 

0.150 

0.04 

0.01 

0.03 

0.09 

0.00 

-0.09 

-0.05 

0.16 

0.009 

0.23 

0.41 


1 DNG 

0802000100303600 

3.077 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.077 

0.20 

0.150 

0.02 

0.00 

0.05 

0.11 

0.00 

-0.04 

-0.07 

0.07 

0.009 

0.23 

0.15 


1 E 

0801000200028300 

2.034 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.034 

0.30 

0.180 

0.06 

0.01 

0.04 

0.05 

0.00 

0.06 

0.04 

0.23 

0.003 

0.22 

0.34 



0801000200038000 

2.686 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.686 

0.26 

0.200 

0.03 

0.01 

0.05 

0.07 

0.00 

0.04 

0.03 

0.11 

0.004 

0.23 

0.35 


1 EE 

0801000400079800 

2.784 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.784 

-0.76 

0.200 

0.03 

0.00 

0.04 

0.05 

0.00 

0.00 

0.00 

0.12 

0.002 

0.21 

0.45 


1 EEA-I 

0801000400088200 

2.783 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.592 

-0.32 

0.200 

0.18 

0.03 

0.04 

0.04 

0.00 

0.00 

0.00 

0.72 

0.001 

0.19 

0.42 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.190 

-0.32 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.01 

0.03 


1 EEA-II 

0801000400088000 

3.449 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.497 

-0.33 

0.200 

0.07 

0.01 

0.04 

0.04 

0.00 

0.00 

0.00 

0.29 

0.001 

0.15 

0.32 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.952 

-0.33 

0.200 

0.01 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.05 

0.001 

0.06 

0.12 


1 F 

0801000200028600 

2.902 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.902 

0.29 

0.180 

0.22 

0.05 

0.06 

0.07 

0.00 

0.19 

0.12 

0.86 

0.005 

0.22 

0.34 



0801000200042100 

1.575 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.575 

0.45 

0.200 

0.02 

0.00 

0.03 

0.04 

0.00 

0.09 

0.06 

0.06 

0.003 

0.23 

0.35 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.001 

0.45 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


1 F-C 

0801000100020000 

8.738 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

3.309 

0.37 

0.200 

0.02 

0.00 

0.06 

0.08 

0.00 

0.12 

0.08 

0.08 

0.003 

0.07 

0.11 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.017 

0.37 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


1 FD 

0801000500101200 

2.374 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.374 

-0.01 

0.200 

0.02 

0.00 

0.04 

0.06 

0.00 

0.00 

0.00 

0.07 

0.001 

0.18 

0.32 


1 FF 

0801000100016100 

3.887 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.887 

0.09 

0.200 

0.03 

0.01 

0.07 

0.10 

0.00 

-0.08 

-0.05 

0.11 

0.003 

0.19 

0.30 


1 FFA 

0801000100022000 

2.398 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.318 

-0.08 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.05 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.080 

-0.08 

0.200 

0.01 

0.00 

0.04 

0.05 

0.00 

0.00 

0.00 

0.03 

0.002 

0.16 

0.30 


1 FFB 

0801000500103300 

3.253 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.253 

0.18 

0.200 

0.03 

0.00 

0.05 

0.05 

0.00 

0.05 

0.02 

0.10 

0.001 

0.18 

0.35 


1 FFB-A (RURAL) 

0801000400082300 

2.240 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.002 

0.11 

0.200 

0.01 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.05 

0.001 

0.08 

0.16 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.238 

0.11 

0.200 

0.01 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.03 

0.001 

0.10 

0.20 


1G 

0801000200028800 

1.216 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.216 

0.29 

0.180 

0.07 

0.02 

0.03 

0.03 

0.00 

0.06 

0.04 

0.30 

0.002 

0.23 

0.34 



0801000200046900 

4.969 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

4.837 

0.36 

0.200 

0.05 

0.01 

0.09 

0.12 

0.00 

0.18 

0.12 

0.18 

0.008 

0.22 

0.34 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.132 

0.36 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


1 H 

0801000200029100 

2.308 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.386 

0.26 

0.200 

0.02 

0.01 

0.01 

0.01 

0.00 

0.01 

0.01 

0.09 

0.001 

0.04 

0.06 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.921 

0.26 

0.180 

0.07 

0.02 

0.04 

0.05 

0.00 

0.05 

0.03 

0.29 

0.003 

0.19 

0.29 



0801000200044500 

2.571 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.571 

0.08 

0.200 

0.00 

0.00 

0.05 

0.06 

0.00 

-0.07 

-0.04 

0.00 

0.004 

0.22 

0.35 


1 HH 

0801000200047900 

3.324 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

3.324 

-0.21 

0.200 

0.06 

0.01 

0.07 

0.08 

0.00 

0.00 

0.00 

0.23 

0.005 

0.22 

0.34 


1 HRP 

0802000100303400 

1.561 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.012 

0.20 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.548 

0.20 

0.150 

0.03 

0.01 

0.02 

0.06 

0.00 

-0.01 

-0.02 

0.11 

0.005 

0.23 

0.15 


1 IDG 

0802000100304900 

3.661 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.661 

0.25 

0.150 

0.03 

0.00 

0.04 

0.10 

0.00 

0.03 

0.02 

0.10 

0.011 

0.23 

0.26 


1J 

0801000200029000 

2.115 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.167 

0.28 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.000 

0.02 

0.03 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.949 

0.28 

0.180 

0.06 

0.01 

0.04 

0.05 

0.00 

0.06 

0.04 

0.23 

0.003 

0.21 

0.32 


1JDW 

0802000300355500 

3.092 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.342 

-0.07 

0.150 

0.03 

0.01 

0.01 

0.04 

0.00 

0.00 

0.00 

0.14 

0.000 

0.08 

0.19 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.750 

-0.07 

0.150 

0.02 

0.00 

0.01 

0.05 

0.00 

0.00 

0.00 

0.09 

0.000 

0.11 

0.25 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 


(24) 

(25) 


(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Raisinghnagar (m) 

0801000540107000 

0.25 

0.07 

211.51 

0.09 

0.06 

0.15 

0.04 

0.21 

0.02 

- 

0.0380 

0.0429 

- 

0.081 

0.101 

0.247 

0.012 

0.235 

1.250 

531.71 

Over Exploited 

Ratanpura Barani 

0801000400097600 

0.25 

0.22 

- 

0.22 

0.14 

0.37 

0.04 

0.24 

0.05 

0.0100 

0.0950 

0.1074 

- 

0.212 

0.258 

0.626 

0.063 

0.563 

0.065 

11.62 

Safe 

Ridmalsar Barani 

0801000400096100 

0.25 

0.15 

(83.30) 

0.12 

0.11 

0.23 

0.04 

0.24 

0.03 

0.0300 

0.0644 

0.0729 

- 

0.167 

0.201 

0.431 

0.022 

0.409 

0.227 

55.38 

Safe 

Sardarpura Barani 

0801000400099700 

0.25 

0.06 

(120.98) 

0.04 

0.04 

0.08 

0.05 

0.24 

0.01 

- 

0.0243 

0.0275 

- 

0.052 

0.065 

0.147 

0.007 

0.139 

0.001 

0.45 

Safe 

Thakari-a 

0801000500113000 

0.25 

0.16 

(123.39) 

0.13 

0.21 

0.34 

0.03 

0.12 

0.04 

- 

0.1396 

0.1578 

- 

0.298 

0.341 

0.680 

0.034 

0.646 

0.002 

0.29 

Safe 

Thakari-b 

0801000500113100 

0.25 

0.15 

(110.18) 

0.12 

0.12 

0.23 

0.04 

0.21 

0.04 

- 

0.0758 

0.0857 

- 

0.161 

0.202 

0.435 

0.022 

0.413 

0.001 

0.24 

Safe 

1 AMP-A 

0802000100304300 

0.20 

0.08 

(143.47) 

0.07 

0.10 

0.17 

0.06 

0.29 

0.02 

0.0200 

0.0331 

0.0780 

- 

0.131 

0.154 

0.325 

0.016 

0.308 

0.087 

28.07 

Safe 

1 AMP-B 

0802000100304200 

0.20 

0.07 

(62.47) 

0.06 

0.07 

0.13 

0.06 

0.29 

0.02 

0.0100 

0.0243 

0.0548 

0.001 

0.090 

0.111 

0.237 

0.012 

0.225 

0.102 

45.34 

Safe 

1 B 

0801000200025800 

0.25 

0.00 

333.82 

0.00 

0.02 

0.02 

0.01 

0.04 

0.00 

0.0100 

0.0102 

0.0145 

- 

0.035 

0.036 

0.057 

0.003 

0.054 

0.076 

139.78 

Over Exploited 



0.22 

0.10 

(73.85) 

0.08 

0.13 

0.21 

0.05 

0.24 

0.03 

0.0500 

0.0616 

0.0870 

- 

0.199 

0.226 

0.433 

0.022 

0.411 

0.292 

71.03 

Semi Critical 


0801000200037600 

0.25 

0.01 

(26.67) 

0.01 

0.04 

0.04 

0.01 

0.06 

0.00 

0.0200 

0.0157 

0.0222 

- 

0.058 

0.060 

0.103 

0.005 

0.098 

0.106 

108.50 

Over Exploited 



0.22 

0.09 

(106.03) 

0.07 

0.12 

0.19 

0.05 

0.23 

0.02 

0.0500 

0.0585 

0.0826 

- 

0.191 

0.215 

0.408 

0.020 

0.388 

0.256 

65.91 

Safe 

1 BB 

0801000200053600 

0.25 

0.16 

- 

0.16 

0.15 

0.31 

0.04 

0.18 

0.04 

0.0200 

0.0934 

0.1056 

- 

0.219 

0.261 

0.572 

0.057 

0.515 

0.167 

32.38 

Safe 



0.25 

0.03 

- 

0.03 

0.07 

0.10 

0.02 

0.08 

0.01 

0.0100 

0.0434 

0.0491 

- 

0.103 

0.112 

0.212 

0.021 

0.191 

0.047 

24.74 

Safe 

1 BBA 

0801000400081900 

0.25 

0.28 

(110.33) 

0.22 

0.17 

0.39 

0.05 

0.26 

0.07 

0.0100 

0.1135 

0.1283 

- 

0.252 

0.322 

0.714 

0.036 

0.679 

0.123 

18.12 

Safe 

1 BGP 

0802000100311000 

0.20 

0.00 

20,682.70 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.12 

(77.58) 

0.10 

0.12 

0.22 

0.06 

0.29 

0.03 

0.0300 

0.0414 

0.0936 

- 

0.165 

0.199 

0.422 

0.021 

0.401 

0.246 

61.39 

Safe 

1 BGS 

0801000300056300 

0.25 

0.00 

(10,498.12) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.25 

0.15 

(114.62) 

0.12 

0.12 

0.24 

0.06 

0.29 

0.04 

0.0200 

0.0394 

0.0891 

- 

0.149 

0.188 

0.430 

0.021 

0.408 

0.165 

40.38 

Safe 

1 BNW (HAKMABAD) 

0801000300056200 

0.25 

0.23 

(121.06) 

0.18 

0.18 

0.36 

0.06 

0.29 

0.06 

0.0200 

0.0601 

0.1359 

- 

0.216 

0.276 

0.639 

0.032 

0.607 

0.139 

22.93 

Safe 

1 BWM-A 

0801000500130100 

0.25 

0.00 

436.06 

0.00 

0.01 

0.01 

0.01 

0.05 

0.00 

- 

0.0051 

0.0058 

- 

0.011 

0.012 

0.025 

0.001 

0.023 

0.009 

39.13 

Safe 



0.25 

0.00 

4,257.27 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0009 

0.0010 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

0.37 

Safe 

1 BWM-B 

0801000500130200 

0.25 

0.04 

38.10 

0.05 

0.02 

0.07 

0.05 

0.21 

0.01 

0.0100 

0.0123 

0.0139 

- 

0.036 

0.048 

0.117 

0.006 

0.112 

0.045 

40.58 

Safe 

1 BWSM 

0801000500128900 

0.25 

0.03 

54.66 

0.04 

0.02 

0.06 

0.03 

0.15 

0.01 

0.0100 

0.0136 

0.0154 

- 

0.039 

0.048 

0.109 

0.005 

0.103 

0.027 

26.40 

Safe 



0.25 

0.00 

1,528.41 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0016 

0.0018 

- 

0.004 

0.004 

0.006 

0.000 

0.006 

0.000 

0.36 

Safe 

1C 

0801000200027100 

0.22 

0.13 

(59.15) 

0.10 

0.13 

0.23 

0.06 

0.28 

0.03 

0.0500 

0.0645 

0.0911 

- 

0.206 

0.239 

0.470 

0.023 

0.446 

0.274 

61.44 

Safe 


0801000200040100 

0.22 

0.17 

(122.10) 

0.13 

0.15 

0.28 

0.06 

0.29 

0.04 

0.0100 

0.0856 

0.1210 

- 

0.217 

0.261 

0.543 

0.027 

0.516 

0.059 

11.52 

Safe 

ICC 

0801000400078300 

0.25 

0.21 

- 

0.21 

0.13 

0.34 

0.05 

0.26 

0.05 

0.0100 

0.0839 

0.0948 

- 

0.189 

0.242 

0.580 

0.058 

0.522 

0.092 

17.66 

Safe 

1 CDR 

0802000200322800 

0.20 

0.01 

- 

0.01 

0.04 

0.06 

0.02 

0.08 

0.00 

0.0100 

0.0154 

0.0348 

- 

0.060 

0.064 

0.119 

0.012 

0.108 

0.093 

86.44 

Semi Critical 

1 D 

0801000200027300 

0.22 

0.17 

(63.10) 

0.13 

0.17 

0.30 

0.06 

0.28 

0.04 

0.0500 

0.0852 

0.1204 

- 

0.256 

0.300 

0.599 

0.030 

0.569 

0.293 

51.59 

Safe 


0801000200034400 

0.25 

0.15 

(53.05) 

0.12 

0.15 

0.27 

0.06 

0.29 

0.04 

0.1100 

0.0655 

0.0926 

- 

0.268 

0.307 

0.577 

0.029 

0.548 

0.604 

110.19 

Over Exploited 

1 DD 

0801000400081200 

0.25 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0060 

0.0068 

- 

0.013 

0.013 

0.023 

0.002 

0.021 

0.024 

114.41 

Over Exploited 



0.25 

0.14 

- 

0.14 

0.09 

0.24 

0.05 

0.24 

0.04 

0.0100 

0.0619 

0.0700 

- 

0.142 

0.178 

0.415 

0.041 

0.373 

0.074 

19.73 

Safe 

1 DLP 

0802000100316100 

0.20 

0.14 

(135.52) 

0.11 

0.13 

0.24 

0.07 

0.30 

0.04 

0.0200 

0.0371 

0.1049 

- 

0.162 

0.207 

0.450 

0.023 

0.428 

0.167 

39.10 

Safe 

1 DNG 

0802000100303600 

0.20 

0.14 

(147.18) 

0.11 

0.16 

0.27 

0.06 

0.29 

0.04 

0.0100 

0.0556 

0.1309 

- 

0.197 

0.235 

0.504 

0.025 

0.479 

0.074 

15.53 

Safe 

1 E 

0801000200028300 

0.22 

0.10 

(57.28) 

0.08 

0.10 

0.18 

0.06 

0.28 

0.03 

0.0400 

0.0599 

0.0725 

- 

0.172 

0.199 

0.384 

0.019 

0.364 

0.228 

62.63 

Safe 


0801000200038000 

0.25 

0.15 

(81.78) 

0.12 

0.13 

0.25 

0.06 

0.29 

0.04 

0.0200 

0.0678 

0.0958 

- 

0.184 

0.224 

0.472 

0.024 

0.448 

0.109 

24.37 

Safe 

1 EE 

0801000400079800 

0.25 

0.15 

- 

0.15 

0.09 

0.24 

0.05 

0.27 

0.04 

0.0100 

0.0585 

0.0662 

- 

0.135 

0.172 

0.408 

0.041 

0.368 

0.119 

32.25 

Safe 

1 EEA-I 

0801000400088200 

0.25 

0.13 

- 

0.13 

0.11 

0.24 

0.05 

0.24 

0.03 

0.0800 

0.0545 

0.0616 

- 

0.196 

0.228 

0.467 

0.047 

0.421 

0.721 

171.47 

Over Exploited 



0.25 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0040 

0.0045 

- 

0.009 

0.009 

0.015 

0.002 

0.014 

0.018 

130.23 

Over Exploited 

1 EEA-II 

0801000400088000 

0.25 

0.09 

- 

0.09 

0.09 

0.18 

0.04 

0.19 

0.02 

0.0300 

0.0525 

0.0594 

- 

0.142 

0.166 

0.349 

0.035 

0.314 

0.289 

92.14 

Critical 



0.25 

0.01 

- 

0.01 

0.03 

0.04 

0.01 

0.07 

0.00 

0.0100 

0.0200 

0.0226 

- 

0.053 

0.056 

0.100 

0.010 

0.090 

0.046 

50.48 

Safe 

1 F 

0801000200028600 

0.22 

0.14 

(14.50) 

0.12 

0.18 

0.31 

0.06 

0.28 

0.04 

0.1600 

0.0854 

0.1035 

- 

0.349 

0.387 

0.694 

0.035 

0.659 

0.860 

130.37 

Over Exploited 


0801000200042100 

0.25 

0.09 

(32.09) 

0.07 

0.07 

0.14 

0.06 

0.29 

0.02 

0.0100 

0.0397 

0.0561 

- 

0.106 

0.129 

0.269 

0.013 

0.256 

0.063 

24.46 

Safe 



0.22 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

1 F-C 

0801000100020000 

0.25 

0.06 

34.92 

0.07 

0.14 

0.21 

0.02 

0.09 

0.01 

0.0100 

0.0835 

0.1180 

- 

0.212 

0.225 

0.437 

0.022 

0.415 

0.081 

19.44 

Safe 



0.25 

0.00 

19,245.37 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0004 

0.0006 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

0.85 

Safe 

1 FD 

0801000500101200 

0.25 

0.11 

- 

0.11 

0.10 

0.21 

0.04 

0.23 

0.03 

0.0100 

0.0599 

0.0847 

- 

0.155 

0.181 

0.393 

0.039 

0.354 

0.073 

20.55 

Safe 

1 FF 

0801000100016100 

0.25 

0.18 

(126.50) 

0.14 

0.18 

0.32 

0.04 

0.23 

0.04 

0.0200 

0.0981 

0.1386 

- 

0.257 

0.300 

0.622 

0.031 

0.591 

0.111 

18.80 

Safe 

1 FFA 

0801000100022000 

0.25 

0.00 

- 

0.00 

0.01 

0.02 

0.01 

0.03 

0.00 

- 

0.0080 

0.0113 

- 

0.019 

0.020 

0.036 

0.004 

0.032 

0.000 

0.81 

Safe 



0.25 

0.08 

- 

0.08 

0.09 

0.17 

0.04 

0.20 

0.02 

0.0100 

0.0525 

0.0742 

- 

0.137 

0.158 

0.332 

0.033 

0.299 

0.029 

9.61 

Safe 

1 FFB 

0801000500103300 

0.25 

0.14 

(84.03) 

0.12 

0.10 

0.22 

0.05 

0.22 

0.04 

0.0100 

0.0684 

0.0773 

- 

0.156 

0.193 

0.412 

0.021 

0.392 

0.100 

25.50 

Safe 

1 FFB-A (RURAL) 

0801000400082300 

0.25 

0.02 

(101.49) 

0.02 

0.03 

0.05 

0.02 

0.10 

0.01 

0.0100 

0.0211 

0.0238 

- 

0.055 

0.060 

0.108 

0.005 

0.103 

0.049 

47.19 

Safe 



0.25 

0.03 

(104.88) 

0.02 

0.04 

0.06 

0.03 

0.13 

0.01 

- 

0.0260 

0.0294 

- 

0.055 

0.063 

0.128 

0.006 

0.121 

0.028 

22.84 

Safe 

1G 

0801000200028800 

0.22 

0.06 

(37.25) 

0.05 

0.08 

0.12 

0.06 

0.28 

0.02 

0.0600 

0.0358 

0.0433 

- 

0.139 

0.155 

0.280 

0.014 

0.266 

0.299 

112.56 

Over Exploited 


0801000200046900 

0.25 

0.27 

(56.87) 

0.21 

0.22 

0.43 

0.06 

0.28 

0.07 

0.0300 

0.1221 

0.1725 

- 

0.325 

0.395 

0.827 

0.041 

0.786 

0.188 

23.88 

Safe 



0.22 

0.00 

926.14 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0033 

0.0047 

- 

0.008 

0.008 

0.014 

0.001 

0.013 

0.000 

1.57 

Safe 

1 H 

0801000200029100 

0.25 

0.00 

119.80 

0.00 

0.03 

0.03 

0.01 

0.05 

0.00 

0.0200 

0.0114 

0.0138 

- 

0.045 

0.046 

0.078 

0.004 

0.075 

0.091 

121.58 

Over Exploited 



0.22 

0.08 

(58.08) 

0.06 

0.11 

0.17 

0.05 

0.24 

0.02 

0.0500 

0.0566 

0.0685 

- 

0.175 

0.196 

0.368 

0.018 

0.350 

0.291 

83.15 

Semi Critical 


0801000200044500 

0.25 

0.14 

(130.37) 

0.11 

0.11 

0.23 

0.06 

0.28 

0.04 

- 

0.0649 

0.0917 

- 

0.157 

0.194 

0.420 

0.021 

0.399 

0.004 

1.02 

Safe 

1 HH 

0801000200047900 

0.25 

0.19 

- 

0.19 

0.16 

0.35 

0.06 

0.28 

0.05 

0.0400 

0.0978 

0.1185 

- 

0.256 

0.306 

0.656 

0.066 

0.590 

0.230 

39.02 

Safe 

1 HRP 

0802000100303400 

0.20 

0.00 

(11,226.78) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0005 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

2.76 

Safe 



0.20 

0.07 

(126.63) 

0.06 

0.09 

0.14 

0.06 

0.29 

0.02 

0.0200 

0.0280 

0.0659 

- 

0.114 

0.133 

0.278 

0.014 

0.264 

0.118 

44.59 

Safe 

1 IDG 

0802000100304900 

0.20 

0.17 

(85.33) 

0.13 

0.14 

0.28 

0.07 

0.30 

0.05 

0.0100 

0.0441 

0.1246 

- 

0.179 

0.227 

0.503 

0.025 

0.478 

0.108 

22.62 

Safe 

1J 

0801000200029000 

0.25 

0.00 

914.64 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

0.0100 

0.0049 

0.0059 

- 

0.021 

0.021 

0.030 

0.001 

0.028 

0.030 

107.60 

Over Exploited 



0.22 

0.09 

(58.69) 

0.07 

0.10 

0.17 

0.05 

0.26 

0.02 

0.0400 

0.0574 

0.0695 

- 

0.167 

0.190 

0.362 

0.018 

0.344 

0.237 

68.96 

Safe 

1JDW 

0802000300355500 

0.20 

0.02 

- 

0.02 

0.06 

0.08 

0.02 

0.10 

0.01 

0.0200 

0.0121 

0.0457 

- 

0.078 

0.083 

0.164 

0.016 

0.148 

0.135 

91.72 

Critical 



0.20 

0.04 

- 

0.04 

0.06 

0.10 

0.03 

0.13 

0.01 

0.0100 

0.0158 

0.0596 

- 

0.085 

0.095 

0.196 

0.020 

0.176 

0.088 

50.23 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


1JJ 

0801000400089300 

3.259 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.259 

-0.13 

0.200 

0.03 

0.00 

0.05 

0.05 

0.00 

0.00 

0.00 

0.10 

0.002 

0.21 

0.46 


1JRK 

0802000300355800 

3.888 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.019 

-0.30 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


1 K 

0801000200033600 

2.622 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.622 

0.29 

0.180 

0.03 

0.01 

0.05 

0.06 

0.00 

0.04 

0.03 

0.11 

0.004 

0.23 

0.35 


1 KHR 

0802000200320500 

3.845 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

3.845 

-0.04 

0.150 

0.14 

0.02 

0.05 

0.11 

0.00 

0.00 

0.00 

0.55 

0.015 

0.23 

0.32 


1 KK 

0801000400086000 

4.069 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

4.069 

-0.37 

0.200 

0.28 

0.04 

0.06 

0.07 

0.00 

0.00 

0.00 

1.10 

0.002 

0.21 

0.39 


1 KKW 

0802000300351000 

4.197 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.798 

-0.06 

0.150 

0.02 

0.00 

0.02 

0.05 

0.00 

0.00 

0.00 

0.07 

0.000 

0.09 

0.17 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.399 

-0.06 

0.150 

0.01 

0.00 

0.02 

0.07 

0.00 

0.00 

0.00 

0.04 

0.001 

0.12 

0.23 


1 KRW 

0801000300058900 

4.118 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.118 

0.39 

0.200 

0.06 

0.01 

0.05 

0.12 

0.00 

0.20 

0.17 

0.25 

0.004 

0.24 

0.28 


1 KSD 

0802000100302600 

5.051 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

5.051 

0.20 

0.150 

0.03 

0.01 

0.08 

0.18 

0.00 

-0.08 

-0.12 

0.09 

0.015 

0.23 

0.17 


1 L 

0801000200036800 

2.927 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.927 

0.93 

0.180 

0.05 

0.01 

0.06 

0.07 

0.00 

0.41 

0.26 

0.18 

0.005 

0.22 

0.35 


1 LL 

0801000200048300 

2.882 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.882 

-0.12 

0.200 

0.06 

0.01 

0.05 

0.07 

0.00 

0.00 

0.00 

0.23 

0.005 

0.22 

0.35 


1 LLG 

0801000300069100 

6.939 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

6.939 

0.21 

0.200 

0.02 

0.00 

0.06 

0.20 

0.00 

0.06 

0.08 

0.05 

0.007 

0.17 

0.12 


1 LLW 

0802000100317900 

2.067 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.656 

0.03 

0.150 

0.03 

0.00 

0.01 

0.02 

0.00 

0.01 

0.00 

0.10 

0.002 

0.07 

0.13 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.411 

0.03 

0.150 

0.02 

0.00 

0.02 

0.04 

0.00 

-0.03 

-0.02 

0.08 

0.004 

0.15 

0.28 


1 LNP 

0801000200034600 

3.215 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.063 

0.08 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

Gang Canal 

Command 

Younger Alluvium 

3.152 

0.08 

0.200 

0.02 

0.00 

0.06 

0.08 

0.00 

-0.06 

-0.04 

0.07 

0.003 

0.22 

0.34 


1 M 

0801000100010100 

2.777 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.777 

0.96 

0.200 

0.02 

0.00 

0.05 

0.07 

0.00 

0.43 

0.26 

0.07 

0.002 

0.21 

0.35 


1 MJD 

0802000100315700 

1.541 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.797 

-0.26 

0.150 

0.03 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.10 

0.002 

0.12 

0.22 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.744 

-0.26 

0.150 

0.01 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.04 

0.002 

0.11 

0.20 


1 MKS-A 

0802000200322200 

3.046 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.533 

0.11 

0.150 

0.04 

0.01 

0.02 

0.05 

0.00 

-0.02 

-0.01 

0.15 

0.006 

0.11 

0.19 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.052 

0.11 

0.150 

0.02 

0.01 

0.02 

0.04 

0.00 

-0.03 

-0.02 

0.08 

0.004 

0.08 

0.13 


1 MKS-B 

0802000200322100 

2.121 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.596 

0.12 

0.150 

0.02 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.07 

0.002 

0.06 

0.11 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.959 

0.12 

0.150 

0.03 

0.01 

0.01 

0.03 

0.00 

-0.01 

-0.01 

0.10 

0.004 

0.10 

0.17 


1 ML 

0801000200038100 

3.671 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

3.671 

0.24 

0.200 

0.05 

0.01 

0.07 

0.09 

0.00 

0.05 

0.04 

0.20 

0.004 

0.23 

0.35 


1 MM 

0801000100015400 

4.817 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.817 

0.20 

0.200 

0.01 

0.00 

0.08 

0.08 

0.00 

0.05 

0.02 

0.05 

0.004 

0.21 

0.42 


1 MMK 

0802000100317200 

3.681 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

2.686 

-0.22 

0.150 

0.03 

0.00 

0.03 

0.08 

0.00 

0.00 

0.00 

0.12 

0.008 

0.17 

0.30 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.995 

-0.22 

0.150 

0.00 

0.00 

0.01 

0.03 

0.00 

0.00 

0.00 

0.02 

0.003 

0.06 

0.11 


1 NGR 

0802000200321700 

3.733 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.733 

0.14 

0.150 

0.06 

0.01 

0.06 

0.13 

0.00 

-0.06 

-0.04 

0.22 

0.014 

0.23 

0.40 


1 NKR (LAMBI DHAB) 

0802000100310100 

6.836 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

6.836 

0.29 

0.150 

0.03 

0.00 

0.07 

0.20 

0.00 

0.06 

0.04 

0.10 

0.021 

0.23 

0.32 


1 NN 

0801000400077900 

4.327 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.327 

0.20 

0.200 

0.02 

0.00 

0.07 

0.07 

0.00 

0.05 

0.03 

0.07 

0.002 

0.21 

0.44 


1 NTW 

0802000100315200 

3.255 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

3.255 

0.16 

0.150 

0.07 

0.01 

0.04 

0.09 

0.00 

0.00 

0.00 

0.26 

0.010 

0.23 

0.40 


1 NWN 

0802000300356200 

7.329 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.152 

-0.57 

0.150 

0.01 

0.00 

0.01 

0.03 

0.00 

0.00 

0.00 

0.03 

0.000 

0.03 

0.08 


10 

0801000100014500 

1.611 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.004 

0.22 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


1 PP 

0801000400085900 

4.571 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

4.569 

-0.25 

0.200 

0.16 

0.02 

0.07 

0.07 

0.00 

0.00 

0.00 

0.62 

0.002 

0.21 

0.41 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.002 

-0.25 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


1 PTP(SANTPURA) 

0802000100304600 

5.767 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

5.767 

0.27 

0.150 

0.02 

0.00 

0.07 

0.17 

0.00 

0.02 

0.01 

0.07 

0.018 

0.23 

0.24 


1 R 

0801000100001200 

5.261 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.991 

0.02 

0.200 

0.07 

0.02 

0.04 

0.05 

0.00 

-0.03 

-0.02 

0.27 

0.002 

0.08 

0.13 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.778 

0.02 

0.200 

0.01 

0.00 

0.03 

0.04 

0.00 

-0.06 

-0.04 

0.05 

0.001 

0.07 

0.11 


1 RB 

0801000400091800 

3.494 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.846 

0.22 

0.200 

0.02 

0.00 

0.01 

0.01 

0.00 

0.03 

0.01 

0.10 

0.000 

0.05 

0.11 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.850 

0.22 

0.200 

0.02 

0.00 

0.03 

0.03 

0.00 

0.04 

0.02 

0.07 

0.001 

0.11 

0.24 


1 RRW 

0802000100318300 

6.098 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.820 

-0.31 

0.150 

0.01 

0.00 

0.03 

0.08 

0.00 

0.00 

0.00 

0.04 

0.009 

0.09 

0.22 


1 RTP(RURAL) 

0802000100315500 

0.448 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.448 

0.15 

0.150 

0.04 

0.01 

0.01 

0.01 

0.00 

0.02 

0.02 

0.16 

0.001 

0.23 

0.33 


ISBN 

0802000200320300 

4.397 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

2.567 

-0.01 

0.150 

0.09 

0.01 

0.03 

0.07 

0.00 

0.00 

0.00 

0.34 

0.010 

0.13 

0.21 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.830 

-0.01 

0.150 

0.05 

0.01 

0.02 

0.05 

0.00 

0.00 

0.00 

0.20 

0.007 

0.10 

0.15 


1 SDP 

0801000300069000 

3.176 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.176 

0.37 

0.200 

0.01 

0.00 

0.02 

0.06 

0.00 

0.17 

0.24 

0.05 

0.003 

0.17 

0.12 


1 SDS 

0801000300057400 

4.136 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.136 

0.67 

0.200 

0.05 

0.01 

0.05 

0.12 

0.00 

0.43 

0.37 

0.18 

0.004 

0.24 

0.29 


1 SNG 

0802000100311300 

1.291 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.291 

0.17 

0.150 

0.08 

0.01 

0.02 

0.04 

0.00 

0.05 

0.07 

0.32 

0.004 

0.23 

0.16 


1 SPM (SARDARPURA) 

0801000300074300 

1.678 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.678 

-0.14 

0.200 

0.02 

0.00 

0.01 

0.03 

0.00 

0.00 

0.00 

0.07 

0.002 

0.17 

0.13 


1 STP 

0802000100303500 

2.586 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.018 

0.20 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.568 

0.20 

0.150 

0.03 

0.01 

0.04 

0.09 

0.00 

-0.03 

-0.05 

0.10 

0.008 

0.23 

0.15 


IT 

0801000100005500 

2.171 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.171 

0.13 

0.200 

0.02 

0.00 

0.04 

0.05 

0.00 

-0.02 

-0.01 

0.06 

0.002 

0.21 

0.34 


1 UMW 

0801000300074400 

3.313 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.313 

-0.12 

0.200 

0.01 

0.00 

0.03 

0.09 

0.00 

0.00 

0.00 

0.05 

0.003 

0.18 

0.14 


1 UTS 

0802000300347600 

2.531 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.531 

-0.10 

0.150 

0.02 

0.00 

0.03 

0.07 

0.00 

0.00 

0.00 

0.07 

0.001 

0.18 

0.19 


1 Y 

0801000200034300 

3.618 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

3.618 

0.22 

0.200 

0.05 

0.01 

0.07 

0.09 

0.00 

0.05 

0.03 

0.18 

0.006 

0.23 

0.35 


1Z 

0801000200035200 

1.184 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.184 

0.18 

0.200 

0.06 

0.02 

0.02 

0.03 

0.00 

0.03 

0.02 

0.24 

0.002 

0.23 

0.35 


1:00 AM 

0801000200039400 

1.776 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.776 

0.36 

0.200 

0.00 

0.00 

0.03 

0.04 

0.00 

0.05 

0.03 

0.00 

0.003 

0.23 

0.35 


1:00 PM 

0801000200030800 

1.805 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.431 

0.16 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.03 

0.001 

0.05 

0.08 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.374 

0.16 

0.180 

0.01 

0.00 

0.03 

0.03 

0.00 

-0.01 

-0.01 

0.05 

0.002 

0.17 

0.26 


10 F 

0801000200032600 

3.237 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.818 

0.30 

0.200 

0.02 

0.00 

0.02 

0.02 

0.00 

0.03 

0.02 

0.06 

0.001 

0.06 

0.09 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.419 

0.30 

0.180 

0.03 

0.01 

0.05 

0.06 

0.00 

0.05 

0.03 

0.10 

0.004 

0.17 

0.26 


10 HH 

0801000200054100 

3.091 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

3.091 

-0.34 

0.200 

0.10 

0.02 

0.06 

0.08 

0.00 

0.00 

0.00 

0.39 

0.003 

0.21 

0.34 


10 LL 

0801000200049900 

3.498 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.498 

0.17 

0.180 

0.03 

0.00 

0.05 

0.06 

0.00 

0.03 

0.02 

0.13 

0.006 

0.22 

0.38 


10 LNP 

0801000200038400 

2.578 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.121 

0.50 

0.200 

0.05 

0.01 

0.03 

0.03 

0.00 

0.18 

0.12 

0.21 

0.003 

0.19 

0.28 






Bhakhra Canal 

Command 

Younger Alluvium 

0.457 

0.50 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.04 

0.02 

0.05 

0.001 

0.04 

0.06 


10 ML 

0801000200054300 

3.452 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

3.452 

-0.38 

0.200 

0.08 

0.01 

0.05 

0.06 

0.00 

0.00 

0.00 

0.30 

0.004 

0.21 

0.33 


10 Q 

0801000200029900 

2.964 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.964 

0.14 

0.180 

0.02 

0.00 

0.06 

0.07 

0.00 

-0.03 

-0.02 

0.07 

0.005 

0.22 

0.34 


10 Q-A 

0801000200030000 

5.485 

Saline 

Gang Canal 

Command 

Younger Alluvium 

5.485 

0.11 

0.180 

0.01 

0.00 

0.10 

0.13 

0.00 

-0.12 

-0.08 

0.05 

0.009 

0.22 

0.34 


10 Y 

0801000200033800 

1.974 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.974 

0.23 

0.180 

0.03 

0.01 

0.04 

0.05 

0.00 

0.02 

0.01 

0.12 

0.003 

0.23 

0.35 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 


(24) 

(25) 


(27) 

(2s; 


(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

1JJ 

0801000400089300 

0.25 

0.17 

- 

0.17 

0.10 

0.28 

0.05 

0.26 

0.04 

0.0100 

0.0685 

0.0775 

- 

0.156 

0.200 

0.476 

0.048 

0.428 

0.101 

23.52 

Safe 

1JRK 

0802000300355800 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0006 

- 

0.001 

0.001 

0.002 

0.000 

0.001 

0.000 

0.33 

Safe 

1 K 

0801000200033600 

0.22 

0.13 

(78.41) 

0.10 

0.12 

0.23 

0.06 

0.28 

0.03 

0.0200 

0.0662 

0.0935 

- 

0.180 

0.214 

0.441 

0.022 

0.419 

0.112 

26.75 

Safe 

1 KHR 

0802000200320500 

0.20 

0.18 

- 

0.18 

0.18 

0.35 

0.07 

0.30 

0.05 

0.0600 

0.0579 

0.1309 

- 

0.249 

0.301 

0.656 

0.066 

0.591 

0.569 

96.31 

Critical 

1 KK 

0801000400086000 

0.25 

0.21 

- 

0.21 

0.17 

0.38 

0.05 

0.26 

0.05 

0.1200 

0.0856 

0.0967 

- 

0.302 

0.357 

0.738 

0.074 

0.664 

1.106 

166.50 

Over Exploited 

1 KKW 

0802000300351000 

0.20 

0.03 

- 

0.03 

0.07 

0.10 

0.03 

0.12 

0.01 

0.0100 

0.0217 

0.0612 

- 

0.093 

0.103 

0.206 

0.021 

0.185 

0.068 

36.94 

Safe 



0.20 

0.06 

- 

0.06 

0.09 

0.15 

0.04 

0.16 

0.02 

- 

0.0289 

0.0817 

- 

0.111 

0.128 

0.281 

0.028 

0.253 

0.039 

15.28 

Safe 

1 KRW 

0801000300058900 

0.25 

0.25 

(29.63) 

0.20 

0.17 

0.37 

0.06 

0.30 

0.06 

0.0300 

0.0496 

0.1402 

- 

0.220 

0.282 

0.652 

0.033 

0.620 

0.256 

41.36 

Safe 

1 KSD 

0802000100302600 

0.20 

0.23 

(150.67) 

0.18 

0.27 

0.45 

0.06 

0.29 

0.06 

0.0200 

0.0913 

0.2149 

- 

0.326 

0.390 

0.842 

0.042 

0.799 

0.104 

13.05 

Safe 

1 L 

0801000200036800 

0.22 

0.14 

79.85 

0.17 

0.14 

0.31 

0.06 

0.28 

0.04 

0.0300 

0.0739 

0.1044 

- 

0.208 

0.245 

0.553 

0.028 

0.525 

0.185 

35.14 

Safe 

1 LL 

0801000200048300 

0.25 

0.16 

- 

0.16 

0.13 

0.30 

0.06 

0.28 

0.04 

0.0400 

0.0727 

0.1028 

- 

0.216 

0.258 

0.553 

0.055 

0.498 

0.230 

46.14 

Safe 

1 LLG 

0801000300069100 

0.25 

0.30 

(72.56) 

0.24 

0.26 

0.50 

0.06 

0.23 

0.10 

0.0100 

0.0627 

0.2362 

- 

0.309 

0.411 

0.909 

0.045 

0.863 

0.061 

7.10 

Safe 

1 LLW 

0802000100317900 

0.20 

0.01 

(66.73) 

0.01 

0.03 

0.03 

0.02 

0.09 

0.00 

0.0100 

0.0099 

0.0223 

- 

0.042 

0.045 

0.080 

0.004 

0.076 

0.101 

133.62 

Over Exploited 



0.20 

0.04 

(141.24) 

0.03 

0.06 

0.09 

0.05 

0.20 

0.01 

0.0100 

0.0212 

0.0480 

- 

0.079 

0.092 

0.185 

0.009 

0.176 

0.085 

48.47 

Safe 

1 LNP 

0801000200034600 

0.25 

0.00 

(1,700.89) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0016 

0.0022 

- 

0.004 

0.004 

0.007 

0.000 

0.006 

0.000 

1.06 

Safe 



0.25 

0.17 

(124.05) 

0.14 

0.14 

0.28 

0.06 

0.28 

0.05 

0.0100 

0.0795 

0.1124 

- 

0.202 

0.248 

0.524 

0.026 

0.498 

0.075 

15.13 

Safe 

1 M 

0801000100010100 

0.25 

0.14 

78.54 

0.17 

0.12 

0.29 

0.05 

0.26 

0.04 

0.0100 

0.0701 

0.0990 

- 

0.179 

0.215 

0.507 

0.025 

0.482 

0.074 

15.42 

Safe 

1 MJD 

0802000100315700 

0.20 

0.02 

- 

0.02 

0.03 

0.05 

0.04 

0.16 

0.01 

0.0100 

0.0120 

0.0271 

- 

0.049 

0.055 

0.107 

0.011 

0.097 

0.101 

104.98 

Over Exploited 



0.20 

0.02 

- 

0.02 

0.03 

0.05 

0.04 

0.15 

0.01 

- 

0.0112 

0.0253 

- 

0.037 

0.042 

0.089 

0.009 

0.080 

0.043 

53.85 

Safe 

1 MKS-A 

0802000200322200 

0.20 

0.04 

(140.52) 

0.03 

0.09 

0.12 

0.03 

0.15 

0.01 

0.0300 

0.0277 

0.0652 

- 

0.123 

0.134 

0.250 

0.012 

0.237 

0.155 

65.27 

Safe 



0.20 

0.02 

(197.53) 

0.01 

0.06 

0.08 

0.02 

0.10 

0.01 

0.0200 

0.0190 

0.0448 

- 

0.084 

0.089 

0.166 

0.008 

0.157 

0.085 

54.02 

Safe 

1 MKS-B 

0802000200322100 

0.20 

0.01 

(96.05) 

0.01 

0.03 

0.04 

0.02 

0.08 

0.00 

0.0100 

0.0108 

0.0254 

- 

0.046 

0.048 

0.085 

0.004 

0.081 

0.071 

88.41 

Semi Critical 



0.20 

0.02 

(134.59) 

0.02 

0.06 

0.07 

0.03 

0.13 

0.01 

0.0200 

0.0173 

0.0408 

- 

0.078 

0.084 

0.159 

0.008 

0.151 

0.101 

66.77 

Safe 

1 ML 

0801000200038100 

0.25 

0.21 

(83.21) 

0.17 

0.17 

0.34 

0.06 

0.29 

0.05 

0.0400 

0.0926 

0.1309 

- 

0.264 

0.318 

0.654 

0.033 

0.621 

0.207 

33.31 

Safe 

1 MM 

0801000100015400 

0.25 

0.25 

(90.09) 

0.20 

0.15 

0.35 

0.05 

0.26 

0.06 

0.0100 

0.1013 

0.1145 

- 

0.226 

0.289 

0.641 

0.032 

0.609 

0.049 

8.03 

Safe 

1 MMK 

0802000100317200 

0.20 

0.09 

- 

0.09 

0.11 

0.20 

0.05 

0.22 

0.03 

0.0100 

0.0404 

0.0914 

- 

0.142 

0.171 

0.372 

0.037 

0.335 

0.127 

37.93 

Safe 



0.20 

0.01 

- 

0.01 

0.04 

0.05 

0.02 

0.08 

0.00 

- 

0.0150 

0.0339 

- 

0.049 

0.053 

0.106 

0.011 

0.096 

0.019 

19.88 

Safe 

1 NGR 

0802000200321700 

0.20 

0.17 

(121.79) 

0.14 

0.20 

0.34 

0.07 

0.30 

0.05 

0.0400 

0.0674 

0.1588 

- 

0.266 

0.319 

0.655 

0.033 

0.622 

0.233 

37.48 

Safe 

1 NKR (LAMBI DHAB) 

0802000100310100 

0.20 

0.32 

(87.03) 

0.25 

0.26 

0.52 

0.07 

0.30 

0.10 

0.0100 

0.0823 

0.2327 

- 

0.325 

0.420 

0.938 

0.047 

0.891 

0.118 

13.22 

Safe 

1 NN 

0801000400077900 

0.25 

0.23 

(88.73) 

0.18 

0.14 

0.32 

0.05 

0.26 

0.06 

0.0100 

0.0910 

0.1029 

- 

0.204 

0.262 

0.582 

0.029 

0.553 

0.074 

13.45 

Safe 

1 NTW 

0802000100315200 

0.20 

0.15 

(98.28) 

0.12 

0.14 

0.27 

0.07 

0.31 

0.05 

0.0300 

0.0490 

0.1108 

- 

0.190 

0.238 

0.503 

0.025 

0.478 

0.267 

55.83 

Safe 

1 NWN 

0802000300356200 

0.20 

0.01 

- 

0.01 

0.04 

0.05 

0.01 

0.04 

0.00 

- 

0.0139 

0.0392 

- 

0.053 

0.055 

0.107 

0.011 

0.096 

0.032 

33.65 

Safe 

10 

0801000100014500 

0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

1 PP 

0801000400085900 

0.25 

0.24 

- 

0.24 

0.17 

0.40 

0.05 

0.26 

0.06 

0.0700 

0.0961 

0.1086 

- 

0.275 

0.335 

0.737 

0.074 

0.664 

0.626 

94.42 

Critical 



0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

1 PTP(SANTPURA) 

0802000100304600 

0.20 

0.26 

(94.47) 

0.21 

0.24 

0.45 

0.07 

0.30 

0.08 

0.0100 

0.0868 

0.1963 

- 

0.293 

0.369 

0.819 

0.041 

0.778 

0.091 

11.63 

Safe 

1 R 

0801000100001200 

0.25 

0.04 

(143.64) 

0.03 

0.11 

0.14 

0.02 

0.10 

0.01 

0.0500 

0.0503 

0.0710 

- 

0.171 

0.182 

0.319 

0.016 

0.303 

0.275 

90.52 

Critical 



0.25 

0.03 

(217.43) 

0.03 

0.08 

0.10 

0.02 

0.09 

0.01 

0.0100 

0.0449 

0.0634 

- 

0.118 

0.126 

0.229 

0.011 

0.217 

0.055 

25.55 

Safe 

1 RB 

0801000400091800 

0.25 

0.01 

25.28 

0.01 

0.03 

0.04 

0.01 

0.06 

0.00 

0.0100 

0.0178 

0.0201 

- 

0.048 

0.051 

0.091 

0.005 

0.086 

0.096 

112.04 

Over Exploited 



0.25 

0.05 

(63.71) 

0.04 

0.06 

0.10 

0.03 

0.14 

0.01 

0.0100 

0.0389 

0.0440 

- 

0.093 

0.106 

0.206 

0.010 

0.196 

0.073 

37.23 

Safe 

1 RRW 

0802000100318300 

0.20 

0.05 

- 

0.05 

0.11 

0.16 

0.02 

0.12 

0.01 

- 

0.0340 

0.0960 

- 

0.130 

0.144 

0.305 

0.030 

0.274 

0.050 

18.07 

Safe 

1 RTP(RURAL) 

0802000100315500 

0.20 

0.02 

(27.56) 

0.02 

0.03 

0.05 

0.07 

0.30 

0.01 

0.0200 

0.0067 

0.0152 

- 

0.042 

0.048 

0.093 

0.005 

0.089 

0.159 

179.70 

Over Exploited 

ISBN 

0802000200320300 

0.20 

0.07 

- 

0.07 

0.12 

0.18 

0.04 

0.18 

0.02 

0.0400 

0.0386 

0.0874 

- 

0.166 

0.187 

0.372 

0.037 

0.335 

0.347 

103.58 

Over Exploited 



0.20 

0.04 

- 

0.04 

0.09 

0.12 

0.03 

0.12 

0.01 

0.0200 

0.0275 

0.0623 

- 

0.110 

0.121 

0.241 

0.024 

0.217 

0.210 

96.78 

Critical 

1 SDP 

0801000300069000 

0.25 

0.14 

76.42 

0.17 

0.07 

0.24 

0.06 

0.23 

0.05 

0.0100 

0.0191 

0.0676 

- 

0.097 

0.143 

0.383 

0.019 

0.364 

0.057 

15.76 

Safe 

1 SDS 

0801000300057400 

0.25 

0.25 

46.66 

0.30 

0.17 

0.47 

0.06 

0.30 

0.06 

0.0200 

0.0498 

0.1408 

- 

0.211 

0.273 

0.747 

0.037 

0.710 

0.184 

25.96 

Safe 

1 SNG 

0802000100311300 

0.20 

0.06 

18.69 

0.07 

0.06 

0.13 

0.06 

0.29 

0.02 

0.0400 

0.0194 

0.0439 

- 

0.103 

0.120 

0.253 

0.013 

0.240 

0.321 

133.71 

Over Exploited 

1 SPM (SARDARPURA) 

0801000300074300 

0.25 

0.07 

- 

0.07 

0.04 

0.11 

0.06 

0.23 

0.02 

- 

0.0101 

0.0357 

- 

0.046 

0.070 

0.183 

0.018 

0.165 

0.074 

44.83 

Safe 

1 STP 

0802000100303500 

0.20 

0.00 

(10,692.03) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0008 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

2.84 

Safe 



0.20 

0.12 

(143.98) 

0.09 

0.14 

0.23 

0.06 

0.29 

0.03 

0.0200 

0.0464 

0.1093 

- 

0.176 

0.208 

0.441 

0.022 

0.419 

0.105 

24.99 

Safe 

IT 

0801000100005500 

0.25 

0.11 

(110.55) 

0.09 

0.09 

0.18 

0.05 

0.26 

0.03 

0.0100 

0.0548 

0.0774 

- 

0.142 

0.171 

0.354 

0.018 

0.336 

0.065 

19.26 

Safe 

1 UMW 

0801000300074400 

0.25 

0.15 

- 

0.15 

0.12 

0.27 

0.06 

0.23 

0.05 

0.0100 

0.0299 

0.1128 

- 

0.153 

0.200 

0.468 

0.047 

0.421 

0.048 

11.52 

Safe 

1 UTS 

0802000300347600 

0.20 

0.09 

- 

0.09 

0.10 

0.19 

0.05 

0.23 

0.03 

0.0100 

0.0381 

0.0861 

- 

0.134 

0.160 

0.353 

0.035 

0.318 

0.070 

21.89 

Safe 

1 Y 

0801000200034300 

0.25 

0.21 

(85.44) 

0.16 

0.17 

0.33 

0.06 

0.29 

0.05 

0.0300 

0.0913 

0.1290 

- 

0.250 

0.304 

0.635 

0.032 

0.603 

0.186 

30.79 

Safe 

1Z 

0801000200035200 

0.25 

0.07 

(69.36) 

0.05 

0.07 

0.13 

0.06 

0.29 

0.02 

0.0500 

0.0299 

0.0422 

- 

0.122 

0.140 

0.265 

0.013 

0.252 

0.242 

96.17 

Critical 

1:00 AM 

0801000200039400 

0.25 

0.10 

(66.99) 

0.08 

0.08 

0.16 

0.06 

0.29 

0.03 

- 

0.0448 

0.0633 

- 

0.108 

0.135 

0.292 

0.015 

0.277 

0.003 

1.02 

Safe 

1:00 PM 

0801000200030800 

0.25 

0.01 

(56.72) 

0.00 

0.02 

0.02 

0.01 

0.07 

0.00 

0.0100 

0.0127 

0.0154 

- 

0.038 

0.040 

0.064 

0.003 

0.061 

0.031 

50.37 

Safe 



0.22 

0.05 

(117.97) 

0.04 

0.06 

0.11 

0.05 

0.22 

0.01 

0.0100 

0.0405 

0.0490 

- 

0.100 

0.113 

0.218 

0.011 

0.207 

0.056 

27.09 

Safe 

10 F 

0801000200032600 

0.25 

0.01 

86.54 

0.01 

0.04 

0.05 

0.01 

0.07 

0.00 

0.0100 

0.0207 

0.0292 

- 

0.060 

0.063 

0.112 

0.006 

0.107 

0.061 

57.54 

Safe 



0.22 

0.09 

(67.08) 

0.07 

0.11 

0.19 

0.04 

0.21 

0.02 

0.0200 

0.0610 

0.0862 

- 

0.167 

0.191 

0.376 

0.019 

0.358 

0.103 

28.75 

Safe 

10 HH 

0801000200054100 

0.25 

0.16 

- 

0.16 

0.15 

0.32 

0.06 

0.27 

0.04 

0.0700 

0.0780 

0.1102 

- 

0.258 

0.302 

0.620 

0.062 

0.558 

0.395 

70.85 

Semi Critical 

10 LL 

0801000200049900 

0.22 

0.17 

(90.45) 

0.13 

0.11 

0.24 

0.06 

0.27 

0.04 

0.0100 

0.0735 

0.0831 

- 

0.167 

0.210 

0.454 

0.023 

0.431 

0.132 

30.50 

Safe 

10 LNP 

0801000200038400 

0.25 

0.10 

24.25 

0.12 

0.08 

0.20 

0.05 

0.23 

0.03 

0.0200 

0.0446 

0.0504 

- 

0.115 

0.141 

0.337 

0.017 

0.320 

0.213 

66.74 

Safe 



0.25 

0.00 

426.50 

0.01 

0.02 

0.02 

0.01 

0.05 

0.00 

0.0100 

0.0069 

0.0156 

- 

0.032 

0.034 

0.058 

0.003 

0.056 

0.046 

82.34 

Semi Critical 

10 ML 

0801000200054300 

0.25 

0.18 

- 

0.18 

0.12 

0.30 

0.06 

0.27 

0.05 

0.0300 

0.0726 

0.0820 

- 

0.185 

0.233 

0.535 

0.053 

0.481 

0.301 

62.49 

Safe 

10 Q 

0801000200029900 

0.22 

0.14 

(114.78) 

0.11 

0.13 

0.24 

0.06 

0.27 

0.04 

0.0100 

0.0748 

0.1057 

- 

0.191 

0.227 

0.469 

0.023 

0.446 

0.077 

17.20 

Safe 

10 Q-A 

0801000200030000 

0.22 

0.26 

(128.81) 

0.21 

0.24 

0.45 

0.06 

0.27 

0.07 

0.0100 

0.1384 

0.1956 

- 

0.344 

0.413 

0.860 

0.043 

0.817 

0.054 

6.57 

Safe 

10 Y 

0801000200033800 

0.22 

0.10 

(88.61) 

0.08 

0.10 

0.17 

0.06 

0.29 

0.03 

0.0200 

0.0498 

0.0704 

- 

0.140 

0.166 

0.340 

0.017 

0.323 

0.120 

37.18 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


10 Z 

080100020003980C 

1.396 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.396 

0.14 

0.180 

0.03 

0.01 

0.03 

0.03 

0.00 

-0.01 

0.00 

0.10 

0.002 

0.23 

0.35 


10 AMP 

0802000100312800 

1.753 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.753 

0.29 

0.150 

0.02 

0.00 

0.02 

0.05 

0.00 

0.03 

0.02 

0.07 

0.005 

0.23 

0.40 


10 BB 

080100040007960C 

4.630 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.630 

-1.17 

0.200 

0.02 

0.00 

0.09 

0.11 

0.00 

0.00 

0.00 

0.07 

0.003 

0.21 

0.44 


10 BGP 

0802000100311800 

2.264 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

2.145 

0.21 

0.150 

0.04 

0.01 

0.03 

0.06 

0.00 

0.01 

0.01 

0.14 

0.007 

0.22 

0.16 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.119 

0.21 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


10 BGS 

0801000300055000 

1.904 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.000 

0.08 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Gang Canal 

Command 

Younger Alluvium 

0.001 

0.08 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Bhakhra Canal 

Command 

Younger Alluvium 

0.006 

0.08 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.425 

0.08 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.04 

0.000 

0.05 

0.07 






Bhakhra Canal 

Command 

Younger Alluvium 

1.472 

0.08 

0.200 

0.03 

0.01 

0.02 

0.05 

0.00 

-0.03 

-0.02 

0.13 

0.002 

0.17 

0.26 


10 BNW 

0801000300060900 

3.966 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.966 

0.62 

0.200 

0.02 

0.00 

0.04 

0.11 

0.00 

0.35 

0.33 

0.06 

0.004 

0.20 

0.21 


10 DLP 

0802000300349900 

9.305 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

9.305 

0.33 

0.150 

0.02 

0.00 

0.09 

0.27 

0.00 

0.12 

0.09 

0.09 

0.002 

0.21 

0.28 


10EEA 

0801000400092200 

5.356 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

3.428 

-0.25 

0.200 

0.03 

0.00 

0.05 

0.06 

0.00 

0.00 

0.00 

0.12 

0.002 

0.13 

0.29 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.928 

-0.25 

0.200 

0.01 

0.00 

0.03 

0.03 

0.00 

0.00 

0.00 

0.03 

0.001 

0.08 

0.16 


10 FF 

0801000100019500 

3.981 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.545 

0.24 

0.200 

0.02 

0.00 

0.01 

0.01 

0.00 

0.02 

0.01 

0.08 

0.000 

0.03 

0.04 





Saline 

Gang Canal 

Command 

Younger Alluvium 

3.436 

0.24 

0.200 

0.03 

0.01 

0.06 

0.08 

0.00 

0.04 

0.02 

0.12 

0.003 

0.16 

0.25 


10 G 

0801000200045400 

4.810 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

4.810 

0.21 

0.200 

0.02 

0.00 

0.08 

0.08 

0.00 

0.07 

0.04 

0.06 

0.008 

0.21 

0.38 


10 H 

0801000100001100 

5.281 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.225 

-0.09 

0.200 

0.08 

0.02 

0.02 

0.03 

0.00 

0.00 

0.00 

0.31 

0.001 

0.05 

0.08 


10JDW 

0802000300354700 

3.647 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.150 

0.00 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

-0.01 

0.00 

0.01 

0.000 

0.01 

0.01 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.237 

0.00 

0.150 

0.03 

0.00 

0.02 

0.09 

0.00 

-0.08 

-0.06 

0.10 

0.001 

0.15 

0.23 


10JRK 

0802000300354800 

4.143 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.296 

-0.08 

0.150 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.04 

0.000 

0.01 

0.02 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.988 

-0.08 

0.150 

0.01 

0.00 

0.01 

0.03 

0.00 

0.00 

0.00 

0.05 

0.000 

0.04 

0.08 


10 KRW 

0801000300059500 

5.595 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

5.595 

0.78 

0.200 

0.02 

0.00 

0.06 

0.16 

0.00 

0.67 

0.57 

0.06 

0.006 

0.24 

0.29 


10 KSD 

0802000100301800 

6.479 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.009 

-0.01 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

6.470 

-0.01 

0.150 

0.03 

0.00 

0.07 

0.19 

0.00 

0.00 

0.00 

0.11 

0.020 

0.23 

0.27 


10 LLG 

0801000300066900 

3.992 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.992 

-0.75 

0.200 

0.01 

0.00 

0.04 

0.11 

0.00 

0.00 

0.00 

0.02 

0.004 

0.18 

0.15 


10 MJD 

0802000100313900 

4.325 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.714 

0.34 

0.150 

0.01 

0.00 

0.01 

0.02 

0.00 

0.02 

0.01 

0.02 

0.002 

0.04 

0.06 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.610 

0.34 

0.150 

0.02 

0.00 

0.04 

0.10 

0.00 

0.07 

0.04 

0.07 

0.011 

0.19 

0.32 


10 MKS-A 

0802000200323500 

3.644 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.911 

0.15 

0.150 

0.03 

0.01 

0.04 

0.10 

0.00 

-0.06 

-0.04 

0.11 

0.011 

0.18 

0.31 


10 MKS-B 

0802000200323600 

1.878 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.825 

0.19 

0.150 

0.04 

0.01 

0.02 

0.05 

0.00 

0.01 

0.00 

0.17 

0.007 

0.21 

0.39 


10MMK 

0802000300350300 

2.617 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.684 

0.20 

0.150 

0.03 

0.01 

0.02 

0.05 

0.00 

0.01 

0.00 

0.14 

0.000 

0.14 

0.24 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.933 

0.20 

0.150 

0.01 

0.00 

0.01 

0.03 

0.00 

0.00 

0.00 

0.04 

0.000 

0.08 

0.13 


10 NTW (PRATAPNAGAR) 

0802000100314200 

4.598 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.554 

0.29 

0.150 

0.02 

0.00 

0.02 

0.04 

0.00 

0.03 

0.02 

0.08 

0.005 

0.08 

0.14 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.045 

0.29 

0.150 

0.02 

0.00 

0.03 

0.09 

0.00 

0.03 

0.02 

0.06 

0.009 

0.15 

0.27 


10 0 

0801000100014300 

3.719 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.007 

0.19 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.944 

0.19 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.02 

0.001 

0.05 

0.08 


10 PTP 

0802000100306500 

3.792 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.792 

0.45 

0.150 

0.02 

0.00 

0.04 

0.11 

0.00 

0.13 

0.10 

0.06 

0.012 

0.23 

0.30 


10 RB-A 

0801000400090400 

0.822 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.495 

-0.25 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.02 

0.000 

0.12 

0.26 


10 RB-B 

0801000400089800 

2.785 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.572 

-0.26 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.02 

0.001 

0.11 

0.23 


10SBN 

0802000200321400 

6.099 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

6.099 

-0.05 

0.150 

0.05 

0.01 

0.09 

0.22 

0.00 

0.00 

0.00 

0.16 

0.023 

0.23 

0.41 


10SDP 

0801000300068600 

3.902 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.902 

-0.19 

0.200 

0.00 

0.00 

0.03 

0.11 

0.00 

0.00 

0.00 

0.00 

0.004 

0.17 

0.12 


10 SDS (KHATSAJAWAR) 

0801000300063000 

3.812 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.812 

0.37 

0.200 

0.02 

0.00 

0.04 

0.11 

0.00 

0.15 

0.13 

0.08 

0.004 

0.23 

0.26 


10SPM 

0801000300071800 

2.238 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.238 

-0.21 

0.200 

0.01 

0.00 

0.02 

0.06 

0.00 

0.00 

0.00 

0.05 

0.002 

0.18 

0.14 


10 TKW 

0801000300072700 

0.650 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.650 

-0.18 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.01 

0.001 

0.19 

0.26 


10:00 AM 

0801000200044400 

5.964 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

5.964 

0.04 

0.200 

0.05 

0.01 

0.11 

0.15 

0.00 

-0.17 

-0.11 

0.17 

0.009 

0.22 

0.35 


11 AF 

0801000200033400 

4.751 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.417 

0.93 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.06 

0.04 

0.02 

0.001 

0.02 

0.03 





Saline 

Gang Canal 

Command 

Younger Alluvium 

4.334 

0.93 

0.180 

0.03 

0.01 

0.08 

0.11 

0.00 

0.56 

0.35 

0.12 

0.007 

0.20 

0.32 


11 F 

0801000200033500 

2.851 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.851 

0.31 

0.180 

0.05 

0.01 

0.05 

0.07 

0.00 

0.07 

0.05 

0.19 

0.005 

0.22 

0.35 


11 HH 

0801000200053500 

1.686 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.674 

-0.33 

0.200 

0.02 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.07 

0.001 

0.09 

0.14 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.012 

-0.33 

0.200 

0.02 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.06 

0.001 

0.13 

0.21 


11 LL 

0801000200050200 

2.040 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.040 

0.05 

0.180 

0.02 

0.00 

0.03 

0.03 

0.00 

-0.03 

-0.01 

0.07 

0.003 

0.21 

0.40 


11 ML 

0801000200053900 

5.028 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

5.028 

-0.35 

0.200 

0.14 

0.02 

0.08 

0.08 

0.00 

0.00 

0.00 

0.57 

0.005 

0.21 

0.35 


11 Q 

0801000200032700 

3.843 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.182 

0.29 

0.200 

0.02 

0.01 

0.04 

0.05 

0.00 

0.04 

0.03 

0.09 

0.003 

0.13 

0.20 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.660 

0.29 

0.180 

0.01 

0.00 

0.03 

0.04 

0.00 

0.03 

0.02 

0.05 

0.003 

0.10 

0.15 


11 Y 

0801000200032300 

2.460 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.460 

0.25 

0.180 

0.08 

0.02 

0.05 

0.06 

0.00 

0.07 

0.04 

0.32 

0.004 

0.23 

0.35 


11 Z 

0801000200037200 

2.550 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.550 

0.17 

0.180 

0.01 

0.00 

0.05 

0.06 

0.00 

-0.02 

-0.01 

0.05 

0.004 

0.23 

0.35 


11 AMP 

0802000100309700 

4.867 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.867 

0.32 

0.150 

0.03 

0.00 

0.05 

0.14 

0.00 

0.08 

0.05 

0.11 

0.015 

0.23 

0.38 


11 BB 

0801000400078500 

1.699 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.699 

-0.77 

0.200 

0.02 

0.00 

0.03 

0.03 

0.00 

0.00 

0.00 

0.09 

0.001 

0.21 

0.44 


11 BGP 

0802000100311900 

2.818 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

2.563 

0.21 

0.150 

0.04 

0.01 

0.03 

0.07 

0.00 

0.01 

0.01 

0.14 

0.008 

0.21 

0.18 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.255 

0.21 

0.150 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.02 


11 BGS 

0801000300055100 

0.688 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.688 

0.08 

0.200 

0.02 

0.01 

0.01 

0.02 

0.00 

-0.02 

-0.01 

0.09 

0.001 

0.22 

0.32 


11 BNW 

0801000300061100 

6.529 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

6.529 

0.32 

0.200 

0.02 

0.00 

0.09 

0.19 

0.00 

0.16 

0.12 

0.07 

0.007 

0.22 

0.29 


11 DLP 

0802000300349800 

3.254 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.507 

0.30 

0.150 

0.01 

0.00 

0.01 

0.01 

0.00 

0.01 

0.01 

0.03 

0.000 

0.03 

0.05 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.746 

0.30 

0.150 

0.02 

0.00 

0.03 

0.08 

0.00 

0.04 

0.02 

0.08 

0.001 

0.17 

0.27 


11 EEA 

0801000400088300 

3.188 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.188 

-0.34 

0.200 

0.06 

0.01 

0.05 

0.05 

0.00 

0.00 

0.00 

0.25 

0.002 

0.21 

0.45 


11 FF-A 

0801000100019400 

1.129 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.129 

0.15 

0.200 

0.04 

0.01 

0.02 

0.03 

0.00 

0.01 

0.01 

0.14 

0.001 

0.19 

0.31 


11 FF-B 

0801000100019600 

2.673 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.497 

0.21 

0.200 

0.03 

0.01 

0.01 

0.01 

0.00 

0.02 

0.01 

0.12 

0.000 

0.03 

0.06 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.176 

0.21 

0.200 

0.03 

0.01 

0.04 

0.05 

0.00 

0.02 

0.01 

0.14 

0.002 

0.15 

0.25 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 


(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

10 Z 

080100020003980C 

0.22 

0.07 

(105.02) 

0.06 

0.07 

0.13 

0.06 

0.29 

0.02 

0.0200 

0.0352 

0.0498 

- 

0.105 

0.123 

0.250 

0.012 

0.237 

0.101 

42.70 

Safe 

10 AMP 

0802000100312800 

0.20 

0.08 

(80.61) 

0.07 

0.07 

0.13 

0.07 

0.31 

0.03 

0.0100 

0.0211 

0.0597 

- 

0.091 

0.116 

0.250 

0.012 

0.237 

0.070 

29.66 

Safe 

10 BB 

080100040007960C 

0.25 

0.24 

- 

0.24 

0.20 

0.44 

0.05 

0.26 

0.06 

0.0100 

0.1168 

0.1651 

- 

0.292 

0.354 

0.798 

0.080 

0.718 

0.075 

10.37 

Safe 

10 BGP 

0802000100311800 

0.20 

0.09 

(87.78) 

0.07 

0.10 

0.17 

0.06 

0.28 

0.03 

0.0200 

0.0323 

0.0730 

- 

0.125 

0.151 

0.324 

0.016 

0.307 

0.146 

47.34 

Safe 



0.20 

0.00 

(695.13) 

0.00 

0.00 

0.01 

0.00 

0.02 

0.00 

- 

0.0018 

0.0041 

- 

0.006 

0.006 

0.011 

0.001 

0.011 

0.000 

3.42 

Safe 

10 BGS 

0801000300055000 

0.25 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.25 

0.00 

(8,559.56) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0003 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.25 

0.01 

(124.37) 

0.00 

0.02 

0.02 

0.01 

0.06 

0.00 

0.0100 

0.0107 

0.0152 

- 

0.036 

0.037 

0.060 

0.003 

0.057 

0.036 

63.98 

Safe 



0.25 

0.06 

(136.76) 

0.05 

0.09 

0.14 

0.05 

0.22 

0.02 

0.0200 

0.0266 

0.0626 

- 

0.109 

0.126 

0.264 

0.013 

0.251 

0.128 

50.81 

Safe 

10 BNW 

0801000300060900 

0.25 

0.20 

69.33 

0.24 

0.16 

0.39 

0.06 

0.26 

0.06 

0.0100 

0.0478 

0.1350 

- 

0.193 

0.251 

0.646 

0.032 

0.614 

0.067 

10.95 

Safe 

10 DLP 

0802000300349900 

0.20 

0.38 

(77.68) 

0.31 

0.36 

0.67 

0.06 

0.27 

0.11 

0.0100 

0.1121 

0.3167 

- 

0.439 

0.548 

1.217 

0.061 

1.156 

0.090 

7.82 

Safe 

10EEA 

0801000400092200 

0.25 

0.12 

- 

0.12 

0.11 

0.22 

0.03 

0.17 

0.03 

0.0100 

0.0721 

0.0815 

- 

0.164 

0.193 

0.418 

0.042 

0.376 

0.122 

32.42 

Safe 



0.25 

0.04 

- 

0.04 

0.06 

0.10 

0.02 

0.09 

0.01 

- 

0.0406 

0.0458 

- 

0.086 

0.096 

0.194 

0.019 

0.174 

0.028 

16.08 

Safe 

10 FF 

0801000100019500 

0.25 

0.00 

315.54 

0.00 

0.02 

0.03 

0.01 

0.03 

0.00 

0.0100 

0.0138 

0.0194 

- 

0.043 

0.044 

0.072 

0.004 

0.068 

0.078 

115.12 

Over Exploited 



0.25 

0.14 

(82.60) 

0.11 

0.16 

0.27 

0.04 

0.20 

0.03 

0.0200 

0.0867 

0.1225 

- 

0.229 

0.262 

0.530 

0.026 

0.503 

0.120 

23.80 

Safe 

10 G 

0801000200045400 

0.25 

0.26 

(84.15) 

0.21 

0.15 

0.36 

0.06 

0.27 

0.07 

0.0100 

0.1011 

0.1143 

- 

0.226 

0.292 

0.651 

0.033 

0.619 

0.071 

11.42 

Safe 

10 H 

0801000100001100 

0.25 

0.01 

- 

0.01 

0.07 

0.09 

0.01 

0.06 

0.00 

0.0600 

0.0309 

0.0437 

- 

0.135 

0.138 

0.226 

0.023 

0.203 

0.313 

153.84 

Over Exploited 

10JDW 

0802000300354700 

0.20 

0.00 

(1,777.80) 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0014 

0.0051 

- 

0.007 

0.007 

0.012 

0.001 

0.012 

0.014 

121.43 

Over Exploited 



0.20 

0.10 

(157.42) 

0.08 

0.12 

0.20 

0.04 

0.19 

0.02 

0.0100 

0.0292 

0.1102 

- 

0.149 

0.173 

0.370 

0.018 

0.351 

0.102 

29.01 

Safe 

10JRK 

0802000300354800 

0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0027 

0.0101 

- 

0.013 

0.013 

0.024 

0.002 

0.022 

0.041 

186.58 

Over Exploited 



0.20 

0.01 

- 

0.01 

0.04 

0.04 

0.01 

0.05 

0.00 

0.0100 

0.0089 

0.0336 

- 

0.053 

0.054 

0.099 

0.010 

0.089 

0.050 

56.62 

Safe 

10 KRW 

0801000300059500 

0.25 

0.34 

66.73 

0.41 

0.22 

0.63 

0.06 

0.30 

0.08 

0.0100 

0.0674 

0.1904 

- 

0.268 

0.352 

0.981 

0.049 

0.932 

0.069 

7.39 

Safe 

10 KSD 

0802000100301800 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0003 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.20 

0.30 

- 

0.30 

0.25 

0.55 

0.06 

0.29 

0.08 

0.0100 

0.0779 

0.2202 

- 

0.308 

0.390 

0.939 

0.094 

0.845 

0.125 

14.75 

Safe 

10 LLG 

0801000300066900 

0.25 

0.18 

- 

0.18 

0.16 

0.34 

0.06 

0.24 

0.06 

- 

0.0481 

0.1359 

- 

0.184 

0.243 

0.581 

0.058 

0.523 

0.022 

4.25 

Safe 

10 MJD 

0802000100313900 

0.20 

0.01 

111.21 

0.01 

0.03 

0.03 

0.01 

0.05 

0.00 

- 

0.0086 

0.0243 

- 

0.033 

0.035 

0.069 

0.003 

0.065 

0.022 

33.95 

Safe 



0.20 

0.14 

(71.48) 

0.11 

0.14 

0.25 

0.06 

0.25 

0.04 

0.0100 

0.0435 

0.1229 

- 

0.176 

0.219 

0.469 

0.023 

0.446 

0.076 

17.05 

Safe 

10 MKS-A 

0802000200323500 

0.20 

0.10 

(134.08) 

0.08 

0.16 

0.24 

0.05 

0.23 

0.03 

0.0200 

0.0526 

0.1239 

- 

0.197 

0.227 

0.469 

0.023 

0.445 

0.124 

27.90 

Safe 

10 MKS-B 

0802000200323600 

0.20 

0.08 

(94.75) 

0.06 

0.09 

0.15 

0.06 

0.28 

0.02 

0.0200 

0.0275 

0.0621 

- 

0.110 

0.133 

0.281 

0.014 

0.267 

0.177 

66.37 

Safe 

10MMK 

0802000300350300 

0.20 

0.05 

(93.43) 

0.04 

0.08 

0.11 

0.04 

0.17 

0.01 

0.0200 

0.0203 

0.0573 

- 

0.098 

0.111 

0.222 

0.011 

0.211 

0.135 

64.09 

Safe 



0.20 

0.01 

(92.86) 

0.01 

0.04 

0.05 

0.02 

0.10 

0.00 

- 

0.0112 

0.0317 

- 

0.043 

0.047 

0.094 

0.005 

0.090 

0.038 

42.66 

Safe 

10 NTW (PRATAPNAGAR) 

0802000100314200 

0.20 

0.02 

(37.32) 

0.02 

0.06 

0.08 

0.02 

0.10 

0.01 

0.0100 

0.0187 

0.0529 

- 

0.082 

0.089 

0.169 

0.008 

0.161 

0.084 

52.13 

Safe 



0.20 

0.09 

(79.84) 

0.07 

0.12 

0.19 

0.05 

0.20 

0.03 

0.0100 

0.0367 

0.1036 

- 

0.150 

0.180 

0.373 

0.019 

0.354 

0.066 

18.70 

Safe 

10 0 

0801000100014300 

0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0003 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.25 

0.01 

(124.30) 

0.01 

0.04 

0.05 

0.01 

0.06 

0.00 

- 

0.0238 

0.0337 

- 

0.058 

0.060 

0.110 

0.005 

0.104 

0.019 

17.98 

Safe 

10 PTP 

0802000100306500 

0.20 

0.17 

(44.58) 

0.14 

0.15 

0.29 

0.06 

0.29 

0.05 

0.0100 

0.0457 

0.1291 

- 

0.185 

0.233 

0.520 

0.026 

0.494 

0.069 

13.87 

Safe 

10 RB-A 

0801000400090400 

0.25 

0.01 

- 

0.01 

0.02 

0.03 

0.03 

0.15 

0.00 

- 

0.0104 

0.0118 

- 

0.022 

0.026 

0.056 

0.006 

0.051 

0.018 

35.97 

Safe 

10 RB-B 

0801000400089800 

0.25 

0.04 

- 

0.04 

0.05 

0.09 

0.03 

0.13 

0.01 

- 

0.0331 

0.0374 

- 

0.070 

0.081 

0.173 

0.017 

0.156 

0.019 

12.09 

Safe 

10SBN 

0802000200321400 

0.20 

0.28 

- 

0.28 

0.32 

0.60 

0.07 

0.30 

0.09 

0.0300 

0.1102 

0.2595 

- 

0.400 

0.488 

1.092 

0.109 

0.983 

0.185 

18.87 

Safe 

10SDP 

0801000300068600 

0.25 

0.17 

- 

0.17 

0.14 

0.31 

0.06 

0.23 

0.06 

- 

0.0352 

0.1328 

- 

0.168 

0.225 

0.539 

0.054 

0.485 

0.004 

0.85 

Safe 

10 SDS (KHATSAJAWAR) 

0801000300063000 

0.25 

0.22 

(39.98) 

0.18 

0.15 

0.33 

0.06 

0.29 

0.06 

0.0100 

0.0459 

0.1298 

- 

0.186 

0.243 

0.571 

0.029 

0.543 

0.085 

15.67 

Safe 

10SPM 

0801000300071800 

0.25 

0.10 

- 

0.10 

0.08 

0.18 

0.06 

0.24 

0.03 

0.0100 

0.0202 

0.0762 

- 

0.106 

0.139 

0.321 

0.032 

0.288 

0.047 

16.42 

Safe 

10 TKW 

0801000300072700 

0.25 

0.03 

- 

0.03 

0.03 

0.06 

0.05 

0.24 

0.01 

- 

0.0078 

0.0221 

- 

0.030 

0.038 

0.094 

0.009 

0.085 

0.010 

11.43 

Safe 

10:00 AM 

0801000200044400 

0.25 

0.34 

(132.86) 

0.27 

0.27 

0.54 

0.06 

0.28 

0.09 

0.0300 

0.1505 

0.2126 

- 

0.393 

0.481 

1.017 

0.051 

0.967 

0.180 

18.67 

Safe 

11 AF 

0801000200033400 

0.25 

0.00 

1,769.44 

0.00 

0.02 

0.02 

0.00 

0.02 

0.00 

- 

0.0105 

0.0149 

- 

0.025 

0.026 

0.046 

0.002 

0.044 

0.016 

35.55 

Safe 



0.22 

0.19 

84.59 

0.23 

0.20 

0.43 

0.05 

0.25 

0.05 

0.0200 

0.1094 

0.1545 

- 

0.284 

0.333 

0.759 

0.038 

0.721 

0.124 

17.19 

Safe 

11 F 

0801000200033500 

0.22 

0.14 

(66.52) 

0.11 

0.13 

0.25 

0.06 

0.28 

0.04 

0.0400 

0.0719 

0.1017 

- 

0.214 

0.251 

0.497 

0.025 

0.472 

0.194 

41.01 

Safe 

11 HH 

0801000200053500 

0.25 

0.01 

- 

0.01 

0.03 

0.04 

0.02 

0.11 

0.00 

0.0100 

0.0170 

0.0240 

- 

0.051 

0.055 

0.098 

0.010 

0.089 

0.069 

77.62 

Semi Critical 



0.25 

0.03 

- 

0.03 

0.04 

0.08 

0.03 

0.16 

0.01 

0.0100 

0.0255 

0.0361 

- 

0.072 

0.080 

0.156 

0.016 

0.141 

0.064 

45.53 

Safe 

11 LL 

0801000200050200 

0.22 

0.10 

(114.46) 

0.08 

0.07 

0.14 

0.06 

0.27 

0.02 

0.0100 

0.0429 

0.0485 

- 

0.101 

0.126 

0.268 

0.013 

0.254 

0.075 

29.59 

Safe 

11 ML 

0801000200053900 

0.25 

0.26 

- 

0.26 

0.18 

0.44 

0.05 

0.26 

0.07 

0.0600 

0.1057 

0.1195 

- 

0.285 

0.354 

0.796 

0.080 

0.717 

0.572 

79.87 

Semi Critical 

11 Q 

0801000200032700 

0.25 

0.07 

(60.46) 

0.05 

0.10 

0.16 

0.03 

0.16 

0.02 

0.0200 

0.0551 

0.0778 

- 

0.153 

0.171 

0.330 

0.017 

0.314 

0.093 

29.81 

Safe 



0.22 

0.03 

(54.17) 

0.03 

0.07 

0.10 

0.02 

0.12 

0.01 

0.0100 

0.0419 

0.0592 

- 

0.111 

0.120 

0.220 

0.011 

0.209 

0.048 

22.79 

Safe 

11 Y 

0801000200032300 

0.22 

0.12 

(65.59) 

0.10 

0.13 

0.22 

0.06 

0.29 

0.03 

0.0600 

0.0621 

0.0877 

- 

0.210 

0.242 

0.466 

0.023 

0.443 

0.319 

72.00 

Semi Critical 

11 Z 

0801000200037200 

0.22 

0.13 

(111.08) 

0.10 

0.11 

0.21 

0.06 

0.29 

0.03 

0.0100 

0.0644 

0.0909 

- 

0.165 

0.199 

0.411 

0.021 

0.390 

0.049 

12.57 

Safe 

11 AMP 

0802000100309700 

0.20 

0.23 

(79.37) 

0.18 

0.19 

0.37 

0.07 

0.30 

0.07 

0.0100 

0.0586 

0.1656 

- 

0.234 

0.304 

0.673 

0.034 

0.640 

0.120 

18.73 

Safe 

11 BB 

0801000400078500 

0.25 

0.09 

- 

0.09 

0.05 

0.14 

0.05 

0.26 

0.02 

0.0100 

0.0357 

0.0404 

- 

0.086 

0.109 

0.253 

0.025 

0.228 

0.091 

39.96 

Safe 

11 BGP 

0802000100311900 

0.20 

0.11 

(93.43) 

0.09 

0.12 

0.20 

0.06 

0.27 

0.03 

0.0200 

0.0386 

0.0872 

- 

0.146 

0.176 

0.377 

0.019 

0.358 

0.147 

40.98 

Safe 



0.20 

0.00 

(355.99) 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

- 

0.0038 

0.0087 

- 

0.013 

0.013 

0.024 

0.001 

0.023 

0.009 

38.20 

Safe 

11 BGS 

0801000300055100 

0.25 

0.04 

(128.04) 

0.03 

0.05 

0.08 

0.06 

0.28 

0.01 

0.0200 

0.0124 

0.0293 

- 

0.062 

0.072 

0.149 

0.007 

0.141 

0.091 

64.22 

Safe 

11 BNW 

0801000300061100 

0.25 

0.35 

(65.84) 

0.28 

0.28 

0.56 

0.06 

0.28 

0.10 

0.0100 

0.0983 

0.2222 

- 

0.331 

0.427 

0.988 

0.049 

0.938 

0.079 

8.41 

Safe 

11 DLP 

0802000300349800 

0.20 

0.00 

156.30 

0.00 

0.02 

0.02 

0.01 

0.04 

0.00 

- 

0.0061 

0.0173 

- 

0.023 

0.024 

0.048 

0.002 

0.045 

0.027 

59.65 

Safe 



0.20 

0.09 

(75.22) 

0.08 

0.11 

0.18 

0.05 

0.22 

0.03 

0.0100 

0.0331 

0.0935 

- 

0.137 

0.163 

0.346 

0.017 

0.328 

0.077 

23.36 

Safe 

11 EEA 

0801000400088300 

0.25 

0.17 

- 

0.17 

0.11 

0.28 

0.05 

0.26 

0.04 

0.0300 

0.0670 

0.0758 

- 

0.173 

0.216 

0.495 

0.050 

0.446 

0.254 

56.92 

Safe 

11 FF-A 

0801000100019400 

0.25 

0.05 

(83.07) 

0.04 

0.06 

0.10 

0.04 

0.23 

0.01 

0.0300 

0.0285 

0.0403 

- 

0.099 

0.111 

0.212 

0.011 

0.202 

0.145 

71.88 

Semi Critical 

11 FF-B 

0801000100019600 

0.25 

0.00 

180.03 

0.01 

0.03 

0.04 

0.01 

0.04 

0.00 

0.0200 

0.0125 

0.0177 

- 

0.050 

0.051 

0.088 

0.004 

0.084 

0.117 

140.48 

Over Exploited 



0.25 

0.08 

(86.24) 

0.07 

0.10 

0.17 

0.04 

0.19 

0.02 

0.0300 

0.0549 

0.0776 

- 

0.163 

0.182 

0.352 

0.018 

0.334 

0.137 

40.90 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


11 G 

0801000200045300 

4.831 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

4.831 

0.31 

0.200 

0.04 

0.01 

0.08 

0.08 

0.00 

0.17 

0.09 

0.16 

0.008 

0.21 

0.39 


11 H 

0801000100001700 

3.541 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.420 

-0.15 

0.200 

0.13 

0.03 

0.03 

0.03 

0.00 

0.00 

0.00 

0.51 

0.001 

0.08 

0.13 


11JDW 

0802000300354000 

2.543 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.543 

0.04 

0.150 

0.02 

0.00 

0.02 

0.07 

0.00 

-0.06 

-0.04 

0.07 

0.001 

0.17 

0.25 


11 KRW 

0801000300064400 

4.063 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.063 

0.58 

0.200 

0.02 

0.00 

0.04 

0.12 

0.00 

0.33 

0.28 

0.07 

0.004 

0.24 

0.29 


11 KSD 

0802000100301500 

6.180 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.017 

-0.04 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

6.163 

-0.04 

0.150 

0.03 

0.00 

0.06 

0.18 

0.00 

0.00 

0.00 

0.08 

0.019 

0.23 

0.27 


11 LLG 

0801000300067400 

6.647 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

6.647 

-0.47 

0.200 

0.01 

0.00 

0.07 

0.19 

0.00 

0.00 

0.00 

0.03 

0.007 

0.18 

0.16 


11 LLW 

0802000300352200 

2.707 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.397 

-0.08 

0.150 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.05 

0.000 

0.03 

0.07 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.076 

-0.08 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


11 MJD 

0802000100313800 

2.738 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.055 

0.35 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.683 

0.35 

0.150 

0.01 

0.00 

0.03 

0.08 

0.00 

0.05 

0.03 

0.04 

0.008 

0.22 

0.37 


11 MMK 

0802000300350600 

3.559 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.152 

0.04 

0.150 

0.01 

0.00 

0.01 

0.03 

0.00 

-0.03 

-0.01 

0.04 

0.000 

0.07 

0.13 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.407 

0.04 

0.150 

0.01 

0.00 

0.02 

0.07 

0.00 

-0.07 

-0.04 

0.04 

0.001 

0.14 

0.27 


11 PTP(KISHANPURA UTRADA) 

0802000100305800 

4.362 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.362 

0.47 

0.150 

0.02 

0.00 

0.04 

0.12 

0.00 

0.16 

0.13 

0.06 

0.013 

0.23 

0.28 


11 RB 

0801000400090000 

3.710 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.845 

-0.03 

0.200 

0.02 

0.00 

0.04 

0.05 

0.00 

0.00 

0.00 

0.07 

0.002 

0.14 

0.29 


11SBN 

0802000100319600 

3.045 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.045 

0.19 

0.150 

0.02 

0.00 

0.04 

0.09 

0.00 

-0.02 

-0.01 

0.07 

0.009 

0.23 

0.40 


11SDP 

0801000300068200 

4.196 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.196 

-0.11 

0.200 

0.01 

0.00 

0.02 

0.08 

0.00 

0.00 

0.00 

0.03 

0.004 

0.17 

0.12 


USDS 

0801000300062800 

6.361 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

6.361 

0.20 

0.200 

0.02 

0.00 

0.05 

0.18 

0.00 

0.04 

0.05 

0.07 

0.007 

0.19 

0.17 


11SPM 

0801000300071900 

3.590 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.057 

-0.37 

0.200 

0.01 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.03 

0.001 

0.05 

0.05 






Bhakhra Canal 

Command 

Younger Alluvium 

2.533 

-0.37 

0.200 

0.01 

0.00 

0.03 

0.07 

0.00 

0.00 

0.00 

0.05 

0.003 

0.13 

0.12 


11TKW 

0801000300072600 

1.505 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.114 

-0.19 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.02 






Bhakhra Canal 

Command 

Younger Alluvium 

1.391 

-0.19 

0.200 

0.02 

0.00 

0.02 

0.04 

0.00 

0.00 

0.00 

0.06 

0.001 

0.18 

0.27 


11LNP 

0801000200042900 

4.141 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

4.141 

0.51 

0.200 

0.08 

0.01 

0.06 

0.07 

0.00 

0.36 

0.23 

0.33 

0.007 

0.23 

0.35 


12 F 

0801000200033300 

3.410 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.030 

0.29 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Gang Canal 

Command 

Younger Alluvium 

3.380 

0.29 

0.180 

0.04 

0.01 

0.06 

0.08 

0.00 

0.06 

0.04 

0.14 

0.005 

0.22 

0.34 


12 HH 

0801000200054000 

2.674 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.511 

-0.35 

0.200 

0.09 

0.02 

0.05 

0.06 

0.00 

0.00 

0.00 

0.35 

0.003 

0.20 

0.34 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.163 

-0.35 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.01 

0.02 


12 LL 

0801000200050300 

4.426 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.426 

0.00 

0.180 

0.02 

0.00 

0.07 

0.07 

0.00 

-0.12 

-0.06 

0.06 

0.007 

0.21 

0.40 


12 Q 

0801000200032800 

4.009 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.009 

0.16 

0.180 

0.06 

0.01 

0.08 

0.10 

0.00 

-0.01 

0.00 

0.23 

0.006 

0.22 

0.34 


12 Z 

0801000200039900 

1.965 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.965 

0.07 

0.180 

0.02 

0.01 

0.04 

0.05 

0.00 

-0.05 

-0.03 

0.09 

0.003 

0.23 

0.35 


12 AMP 

0802000100309600 

3.168 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.168 

0.45 

0.150 

0.02 

0.00 

0.02 

0.09 

0.00 

0.12 

0.07 

0.07 

0.010 

0.23 

0.38 


12 BB 

0801000400079700 

5.722 

Saline 

Gang Canal 

Command 

Younger Alluvium 

5.722 

-1.13 

0.200 

0.03 

0.01 

0.11 

0.14 

0.00 

0.00 

0.00 

0.13 

0.003 

0.21 

0.45 


12 BGP 

0802000100312000 

2.715 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

2.346 

0.23 

0.150 

0.05 

0.01 

0.03 

0.07 

0.00 

0.02 

0.02 

0.20 

0.007 

0.20 

0.21 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.369 

0.23 

0.150 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.02 

0.001 

0.03 

0.03 


12 BGS 

0801000300055200 

3.187 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.133 

0.09 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.632 

0.09 

0.200 

0.02 

0.01 

0.05 

0.06 

0.00 

-0.06 

-0.04 

0.09 

0.003 

0.19 

0.28 






Bhakhra Canal 

Command 

Younger Alluvium 

0.422 

0.09 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.01 

-0.01 

0.02 

0.000 

0.03 

0.04 


12 BNW 

0801000300061000 

5.318 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

5.318 

0.76 

0.200 

0.02 

0.00 

0.06 

0.15 

0.00 

0.62 

0.53 

0.06 

0.006 

0.21 

0.24 


12 EEA 

0801000400092100 

3.815 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.847 

-0.16 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.05 

0.000 

0.05 

0.10 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.967 

-0.16 

0.200 

0.02 

0.00 

0.05 

0.05 

0.00 

0.00 

0.00 

0.07 

0.002 

0.16 

0.35 


12 FF 

0801000100022600 

2.831 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.444 

0.17 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

0.04 

0.000 

0.03 

0.05 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.386 

0.17 

0.200 

0.02 

0.00 

0.04 

0.06 

0.00 

0.00 

0.00 

0.06 

0.002 

0.16 

0.26 


12 G 

0801000200045200 

5.351 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

5.351 

0.30 

0.200 

0.03 

0.00 

0.08 

0.09 

0.00 

0.18 

0.09 

0.09 

0.008 

0.21 

0.40 


12 H 

0801000100001600 

1.930 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.172 

-0.06 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.000 

0.02 

0.03 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.758 

-0.06 

0.200 

0.03 

0.01 

0.03 

0.04 

0.00 

0.00 

0.00 

0.13 

0.001 

0.19 

0.31 


12JDW 

0802000300354200 

3.468 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.003 

0.00 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.400 

0.00 

0.150 

0.04 

0.01 

0.03 

0.10 

0.00 

-0.09 

-0.07 

0.15 

0.001 

0.17 

0.21 


12 KRW 

0801000300063800 

3.726 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.726 

0.78 

0.200 

0.01 

0.00 

0.04 

0.11 

0.00 

0.44 

0.38 

0.02 

0.004 

0.24 

0.29 


12 KSD 

0802000100301600 

3.495 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.495 

-0.14 

0.150 

0.02 

0.00 

0.04 

0.10 

0.00 

0.00 

0.00 

0.07 

0.011 

0.23 

0.28 


12 LLG 

0801000300067900 

2.875 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.875 

-0.45 

0.200 

0.01 

0.00 

0.02 

0.08 

0.00 

0.00 

0.00 

0.02 

0.003 

0.18 

0.14 


12 MJD 

0802000100313700 

1.208 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.208 

0.41 

0.150 

0.01 

0.00 

0.01 

0.03 

0.00 

0.04 

0.02 

0.04 

0.000 

0.23 

0.37 


12 MMK 

0802000300350400 

2.926 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.482 

0.25 

0.150 

0.05 

0.01 

0.02 

0.04 

0.00 

0.04 

0.02 

0.19 

0.000 

0.11 

0.18 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.443 

0.25 

0.150 

0.02 

0.00 

0.01 

0.04 

0.00 

0.02 

0.01 

0.09 

0.000 

0.10 

0.17 


12 PTP 

0802000100306100 

4.946 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.946 

0.62 

0.150 

0.02 

0.00 

0.06 

0.14 

0.00 

0.27 

0.23 

0.06 

0.015 

0.24 

0.28 


12 RB 

0801000400090100 

4.982 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.961 

0.10 

0.200 

0.04 

0.01 

0.08 

0.08 

0.00 

-0.03 

-0.01 

0.15 

0.003 

0.17 

0.36 


12SBN 

0802000100319800 

2.075 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.075 

-0.27 

0.150 

0.01 

0.00 

0.03 

0.06 

0.00 

0.00 

0.00 

0.04 

0.006 

0.23 

0.41 


12SDP 

0801000300068300 

2.950 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.950 

-0.36 

0.200 

0.00 

0.00 

0.02 

0.08 

0.00 

0.00 

0.00 

0.01 

0.003 

0.17 

0.13 


12 SDS 

0801000300062700 

4.663 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.663 

0.11 

0.200 

0.02 

0.00 

0.05 

0.13 

0.00 

-0.07 

-0.06 

0.08 

0.005 

0.23 

0.26 


12SPM 

0801000300073900 

5.254 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

5.254 

-0.26 

0.200 

0.02 

0.00 

0.06 

0.15 

0.00 

0.00 

0.00 

0.06 

0.006 

0.18 

0.17 


12LNP 

0801000200043000 

2.460 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.344 

0.73 

0.200 

0.12 

0.02 

0.03 

0.04 

0.00 

0.38 

0.25 

0.50 

0.004 

0.21 

0.32 






Bhakhra Canal 

Command 

Younger Alluvium 

0.116 

0.73 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.000 

0.01 

0.02 


13 F 

0801000200033200 

1.833 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.098 

0.30 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.01 

0.02 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.734 

0.30 

0.180 

0.04 

0.01 

0.03 

0.04 

0.00 

0.05 

0.03 

0.17 

0.003 

0.21 

0.33 


13 HH 

0801000200048100 

1.057 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.954 

-0.32 

0.200 

0.02 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.08 

0.002 

0.20 

0.30 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.103 

-0.32 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.03 


13 LNP 1 

0801000200043400 

1.299 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.299 

0.43 

0.200 

0.07 

0.02 

0.02 

0.03 

0.00 

0.11 

0.07 

0.27 

0.002 

0.22 

0.33 


13 LNP II 

0801000200047300 

2.458 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.458 

0.63 

0.200 

0.07 

0.01 

0.04 

0.04 

0.00 

0.29 

0.20 

0.29 

0.004 

0.22 

0.33 


13 a 

0801000200033000 

3.806 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.373 

0.31 

0.200 

0.02 

0.00 

0.04 

0.06 

0.00 

0.07 

0.04 

0.08 

0.004 

0.14 

0.22 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23J 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

11 G 

0801000200045300 

0.25 

0.25 

(62.50) 

0.20 

0.16 

0.37 

0.05 

0.26 

0.06 

0.0200 

0.1016 

0.1148 

- 

0.236 

0.301 

0.668 

0.033 

0.635 

0.170 

26.74 

Safe 

11 H 

0801000100001700 

0.25 

0.03 

- 

0.03 

0.09 

0.12 

0.02 

0.10 

0.01 

0.1000 

0.0358 

0.0506 

- 

0.187 

0.194 

0.315 

0.031 

0.283 

0.508 

179.51 

Over Exploited 

11JDW 

0802000300354000 

0.20 

0.09 

(146.25) 

0.07 

0.09 

0.16 

0.04 

0.22 

0.02 

0.0100 

0.0230 

0.0866 

- 

0.120 

0.141 

0.304 

0.015 

0.289 

0.070 

24.11 

Safe 

11 KRW 

0801000300064400 

0.25 

0.25 

14.02 

0.28 

0.16 

0.44 

0.06 

0.30 

0.06 

0.0100 

0.0489 

0.1383 

- 

0.197 

0.258 

0.700 

0.035 

0.665 

0.076 

11.47 

Safe 

11 KSD 

0802000100301500 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0006 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

3.87 

Safe 



0.20 

0.29 

- 

0.29 

0.24 

0.53 

0.06 

0.29 

0.08 

0.0100 

0.0742 

0.2098 

- 

0.294 

0.370 

0.896 

0.090 

0.806 

0.100 

12.37 

Safe 

11 LLG 

0801000300067400 

0.25 

0.30 

- 

0.30 

0.26 

0.57 

0.06 

0.24 

0.10 

- 

0.0801 

0.2262 

- 

0.306 

0.404 

0.970 

0.097 

0.873 

0.034 

3.90 

Safe 

11 LLW 

0802000300352200 

0.20 

0.00 

- 

0.00 

0.01 

0.02 

0.01 

0.04 

0.00 

0.0100 

0.0036 

0.0135 

- 

0.027 

0.028 

0.044 

0.004 

0.040 

0.054 

135.67 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0007 

0.0026 

- 

0.003 

0.003 

0.006 

0.001 

0.006 

0.006 

108.88 

Over Exploited 

11 MJD 

0802000100313800 

0.20 

0.00 

881.45 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0007 

0.0019 

- 

0.003 

0.003 

0.005 

0.000 

0.005 

0.000 

3.67 

Safe 



0.20 

0.12 

(75.38) 

0.10 

0.10 

0.20 

0.07 

0.29 

0.04 

- 

0.0323 

0.0913 

- 

0.124 

0.160 

0.359 

0.018 

0.341 

0.049 

14.41 

Safe 

11 MMK 

0802000300350600 

0.20 

0.02 

(193.14) 

0.01 

0.04 

0.06 

0.02 

0.09 

0.00 

- 

0.0139 

0.0392 

- 

0.053 

0.057 

0.114 

0.006 

0.109 

0.041 

38.02 

Safe 



0.20 

0.07 

(152.96) 

0.05 

0.09 

0.15 

0.04 

0.18 

0.02 

- 

0.0290 

0.0819 

- 

0.111 

0.130 

0.277 

0.014 

0.263 

0.039 

14.70 

Safe 

11 PTP(KISHANPURA UTRADA) 

0802000100305800 

0.20 

0.20 

(37.18) 

0.16 

0.17 

0.33 

0.06 

0.30 

0.05 

0.0100 

0.0525 

0.1485 

0.002 

0.213 

0.267 

0.600 

0.030 

0.570 

0.070 

12.33 

Safe 

11 RB 

0801000400090000 

0.25 

0.10 

- 

0.10 

0.09 

0.19 

0.04 

0.17 

0.03 

0.0100 

0.0598 

0.0676 

- 

0.137 

0.163 

0.351 

0.035 

0.316 

0.074 

23.31 

Safe 

11SBN 

0802000100319600 

0.20 

0.14 

(107.62) 

0.11 

0.13 

0.24 

0.07 

0.30 

0.04 

0.0100 

0.0458 

0.1036 

- 

0.160 

0.203 

0.440 

0.022 

0.418 

0.074 

17.78 

Safe 

11SDP 

0801000300068200 

0.25 

0.18 

- 

0.18 

0.10 

0.28 

0.06 

0.23 

0.06 

- 

0.0253 

0.0893 

- 

0.115 

0.176 

0.457 

0.046 

0.411 

0.031 

7.64 

Safe 

USDS 

0801000300062800 

0.25 

0.31 

(83.10) 

0.24 

0.23 

0.48 

0.06 

0.25 

0.09 

0.0100 

0.0575 

0.2165 

- 

0.284 

0.378 

0.857 

0.043 

0.814 

0.079 

9.67 

Safe 

11SPM 

0801000300071900 

0.25 

0.01 

- 

0.01 

0.03 

0.04 

0.02 

0.07 

0.00 

- 

0.0178 

0.0251 

- 

0.043 

0.047 

0.092 

0.009 

0.083 

0.028 

34.00 

Safe 



0.25 

0.08 

- 

0.08 

0.10 

0.18 

0.04 

0.17 

0.03 

0.0100 

0.0305 

0.0862 

- 

0.127 

0.152 

0.333 

0.033 

0.300 

0.057 

18.89 

Safe 

11TKW 

0801000300072600 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0019 

0.0027 

- 

0.005 

0.005 

0.008 

0.001 

0.008 

0.009 

120.25 

Over Exploited 



0.25 

0.06 

- 

0.06 

0.06 

0.12 

0.05 

0.23 

0.02 

0.0100 

0.0167 

0.0473 

- 

0.074 

0.091 

0.208 

0.021 

0.187 

0.064 

34.50 

Safe 

11LNP 

0801000200042900 

0.25 

0.23 

0.09 

0.23 

0.14 

0.38 

0.06 

0.29 

0.06 

0.0400 

0.0871 

0.0984 

- 

0.226 

0.287 

0.664 

0.033 

0.631 

0.337 

53.34 

Safe 

12 F 

0801000200033300 

0.25 

0.00 

1,938.91 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0008 

0.0011 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

1.61 

Safe 



0.22 

0.16 

(76.11) 

0.13 

0.16 

0.29 

0.06 

0.28 

0.04 

0.0300 

0.0853 

0.1205 

- 

0.236 

0.279 

0.567 

0.028 

0.538 

0.149 

27.74 

Safe 

12 HH 

0801000200054000 

0.25 

0.12 

- 

0.12 

0.13 

0.25 

0.05 

0.25 

0.03 

0.0700 

0.0634 

0.0895 

- 

0.223 

0.256 

0.509 

0.051 

0.458 

0.354 

77.23 

Semi Critical 



0.25 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0041 

0.0058 

- 

0.010 

0.010 

0.018 

0.002 

0.016 

0.018 

114.60 

Over Exploited 

12 LL 

0801000200050300 

0.22 

0.21 

(131.04) 

0.17 

0.14 

0.31 

0.06 

0.27 

0.05 

0.0100 

0.0931 

0.1052 

- 

0.208 

0.262 

0.569 

0.028 

0.541 

0.070 

12.95 

Safe 

12 Q 

0801000200032800 

0.22 

0.19 

(101.68) 

0.15 

0.18 

0.34 

0.06 

0.27 

0.05 

0.0400 

0.1012 

0.1429 

- 

0.284 

0.334 

0.670 

0.033 

0.636 

0.231 

36.37 

Safe 

12 Z 

0801000200039900 

0.22 

0.10 

(132.33) 

0.08 

0.10 

0.17 

0.06 

0.29 

0.03 

0.0200 

0.0496 

0.0701 

- 

0.140 

0.165 

0.339 

0.017 

0.322 

0.093 

28.93 

Safe 

12 AMP 

0802000100309600 

0.20 

0.15 

(49.60) 

0.12 

0.11 

0.23 

0.07 

0.30 

0.05 

0.0100 

0.0286 

0.1078 

- 

0.147 

0.192 

0.424 

0.021 

0.402 

0.075 

18.54 

Safe 

12 BB 

0801000400079700 

0.25 

0.30 

- 

0.30 

0.26 

0.56 

0.05 

0.26 

0.08 

0.0100 

0.1444 

0.2040 

- 

0.358 

0.436 

0.995 

0.099 

0.895 

0.129 

14.42 

Safe 

12 BGP 

0802000100312000 

0.20 

0.09 

(76.33) 

0.07 

0.11 

0.18 

0.06 

0.26 

0.03 

0.0200 

0.0353 

0.0798 

- 

0.135 

0.162 

0.343 

0.017 

0.326 

0.205 

62.88 

Safe 



0.20 

0.00 

(213.10) 

0.00 

0.02 

0.02 

0.01 

0.04 

0.00 

- 

0.0056 

0.0126 

- 

0.018 

0.019 

0.036 

0.002 

0.034 

0.017 

50.28 

Safe 

12 BGS 

0801000300055200 

0.25 

0.00 

(838.96) 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0034 

0.0047 

- 

0.008 

0.008 

0.014 

0.001 

0.013 

0.014 

104.99 

Over Exploited 



0.25 

0.12 

(131.49) 

0.10 

0.12 

0.22 

0.05 

0.23 

0.03 

0.0200 

0.0664 

0.0939 

- 

0.180 

0.213 

0.434 

0.022 

0.413 

0.093 

22.48 

Safe 



0.25 

0.00 

(411.90) 

0.00 

0.02 

0.02 

0.01 

0.04 

0.00 

- 

0.0076 

0.0180 

- 

0.026 

0.026 

0.051 

0.003 

0.048 

0.018 

38.06 

Safe 

12 BNW 

0801000300061000 

0.25 

0.27 

92.08 

0.33 

0.21 

0.54 

0.06 

0.27 

0.08 

0.0100 

0.0641 

0.1810 

- 

0.255 

0.334 

0.874 

0.044 

0.830 

0.069 

8.27 

Safe 

12 EEA 

0801000400092100 

0.25 

0.01 

- 

0.01 

0.03 

0.04 

0.01 

0.06 

0.00 

0.0100 

0.0178 

0.0201 

- 

0.048 

0.050 

0.087 

0.009 

0.079 

0.048 

61.59 

Safe 



0.25 

0.12 

- 

0.12 

0.09 

0.22 

0.04 

0.21 

0.03 

0.0100 

0.0624 

0.0705 

- 

0.143 

0.174 

0.390 

0.039 

0.351 

0.074 

20.95 

Safe 

12 FF 

0801000100022600 

0.25 

0.00 

5.02 

0.00 

0.02 

0.02 

0.01 

0.04 

0.00 

0.0100 

0.0112 

0.0158 

- 

0.037 

0.038 

0.061 

0.003 

0.057 

0.039 

68.49 

Safe 



0.25 

0.09 

(102.89) 

0.07 

0.10 

0.18 

0.04 

0.19 

0.02 

0.0100 

0.0602 

0.0851 

- 

0.155 

0.178 

0.356 

0.018 

0.338 

0.065 

19.23 

Safe 

12 G 

0801000200045200 

0.25 

0.28 

(66.10) 

0.22 

0.17 

0.39 

0.05 

0.26 

0.07 

0.0100 

0.1125 

0.1272 

- 

0.250 

0.320 

0.713 

0.036 

0.677 

0.098 

14.55 

Safe 

12 H 

0801000100001600 

0.25 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

0.0100 

0.0043 

0.0061 

- 

0.021 

0.021 

0.029 

0.003 

0.026 

0.039 

150.24 

Over Exploited 



0.25 

0.08 

- 

0.08 

0.09 

0.17 

0.05 

0.24 

0.02 

0.0200 

0.0444 

0.0627 

- 

0.127 

0.148 

0.318 

0.032 

0.286 

0.127 

44.52 

Safe 

12JDW 

0802000300354200 

0.20 

0.00 

(149,138.21) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.11 

(163.33) 

0.09 

0.13 

0.22 

0.04 

0.20 

0.03 

0.0200 

0.0307 

0.1157 

- 

0.166 

0.192 

0.416 

0.021 

0.395 

0.146 

36.95 

Safe 

12 KRW 

0801000300063800 

0.25 

0.23 

66.43 

0.27 

0.15 

0.42 

0.06 

0.30 

0.06 

- 

0.0449 

0.1268 

- 

0.172 

0.228 

0.646 

0.032 

0.614 

0.022 

3.57 

Safe 

12 KSD 

0802000100301600 

0.20 

0.16 

- 

0.16 

0.14 

0.30 

0.06 

0.30 

0.04 

0.0100 

0.0421 

0.1190 

- 

0.171 

0.214 

0.513 

0.051 

0.462 

0.084 

18.11 

Safe 

12 LLG 

0801000300067900 

0.25 

0.13 

- 

0.13 

0.11 

0.23 

0.06 

0.24 

0.04 

- 

0.0260 

0.0979 

- 

0.124 

0.166 

0.399 

0.040 

0.359 

0.021 

5.85 

Safe 

12 MJD 

0802000100313700 

0.20 

0.05 

(57.24) 

0.04 

0.05 

0.09 

0.07 

0.30 

0.02 

- 

0.0145 

0.0411 

- 

0.056 

0.072 

0.163 

0.008 

0.155 

0.044 

28.63 

Safe 

12 MMK 

0802000300350400 

0.20 

0.03 

(29.76) 

0.02 

0.07 

0.09 

0.03 

0.13 

0.01 

0.0200 

0.0179 

0.0504 

- 

0.088 

0.097 

0.190 

0.009 

0.180 

0.189 

105.18 

Over Exploited 



0.20 

0.03 

(65.51) 

0.02 

0.06 

0.08 

0.03 

0.13 

0.01 

0.0100 

0.0174 

0.0491 

- 

0.077 

0.085 

0.164 

0.008 

0.156 

0.088 

56.55 

Safe 

12 PTP 

0802000100306100 

0.20 

0.24 

(2.23) 

0.23 

0.20 

0.43 

0.06 

0.30 

0.06 

0.0100 

0.0745 

0.1684 

- 

0.253 

0.313 

0.747 

0.037 

0.709 

0.072 

10.15 

Safe 

12 RB 

0801000400090100 

0.25 

0.22 

(105.90) 

0.17 

0.17 

0.34 

0.05 

0.22 

0.06 

0.0200 

0.1043 

0.1179 

- 

0.242 

0.299 

0.640 

0.032 

0.608 

0.156 

25.60 

Safe 

12SBN 

0802000100319800 

0.20 

0.10 

- 

0.10 

0.09 

0.18 

0.07 

0.31 

0.03 

- 

0.0312 

0.0706 

- 

0.102 

0.132 

0.314 

0.031 

0.283 

0.047 

16.72 

Safe 

12SDP 

0801000300068300 

0.25 

0.13 

- 

0.13 

0.11 

0.24 

0.06 

0.23 

0.04 

- 

0.0266 

0.1004 

- 

0.127 

0.170 

0.408 

0.041 

0.367 

0.012 

3.30 

Safe 

12SDS 

0801000300062700 

0.25 

0.27 

(121.87) 

0.22 

0.18 

0.40 

0.06 

0.29 

0.07 

0.0100 

0.0562 

0.1587 

- 

0.225 

0.295 

0.695 

0.035 

0.660 

0.086 

13.02 

Safe 

12SPM 

0801000300073900 

0.25 

0.24 

- 

0.24 

0.21 

0.44 

0.05 

0.23 

0.07 

0.0100 

0.0633 

0.1788 

- 

0.252 

0.324 

0.768 

0.077 

0.691 

0.069 

9.92 

Safe 

12LNP 

0801000200043000 

0.25 

0.13 

100.19 

0.15 

0.09 

0.24 

0.06 

0.27 

0.03 

0.0600 

0.0394 

0.0557 

- 

0.155 

0.188 

0.426 

0.021 

0.405 

0.499 

123.12 

Over Exploited 



0.25 

0.00 

4,776.80 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0014 

0.0039 

- 

0.005 

0.005 

0.010 

0.001 

0.010 

0.030 

307.33 

Over Exploited 

13 F 

0801000200033200 

0.25 

0.00 

243.08 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0025 

0.0035 

- 

0.006 

0.006 

0.011 

0.001 

0.010 

0.015 

149.44 

Over Exploited 



0.22 

0.08 

(61.36) 

0.06 

0.09 

0.15 

0.05 

0.26 

0.02 

0.0300 

0.0438 

0.0618 

- 

0.136 

0.157 

0.306 

0.015 

0.290 

0.174 

59.86 

Safe 

13 HH 

0801000200048100 

0.25 

0.05 

- 

0.05 

0.04 

0.09 

0.05 

0.25 

0.01 

0.0100 

0.0281 

0.0340 

- 

0.072 

0.085 

0.176 

0.018 

0.159 

0.077 

48.22 

Safe 



0.22 

0.00 

- 

0.00 

0.00 

0.01 

0.01 

0.03 

0.00 

- 

0.0030 

0.0037 

- 

0.007 

0.007 

0.012 

0.001 

0.011 

0.009 

84.09 

Semi Critical 

13 LNP 1 

0801000200043400 

0.25 

0.07 

(3.15) 

0.07 

0.08 

0.15 

0.06 

0.28 

0.02 

0.0500 

0.0328 

0.0463 

- 

0.129 

0.148 

0.295 

0.015 

0.280 

0.272 

97.10 

Critical 

13 LNP II 

0801000200047300 

0.25 

0.14 

44.96 

0.16 

0.09 

0.25 

0.06 

0.28 

0.04 

0.0300 

0.0517 

0.0584 

- 

0.140 

0.177 

0.429 

0.021 

0.408 

0.289 

70.88 

Semi Critical 

13 a 

0801000200033000 

0.25 

0.08 

(47.90) 

0.06 

0.10 

0.17 

0.04 

0.17 

0.02 

0.0100 

0.0599 

0.0846 

- 

0.155 

0.176 

0.343 

0.017 

0.326 

0.079 

24.15 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.433 

0.31 

0.180 

0.01 

0.00 

0.03 

0.04 

0.00 

0.03 

0.02 

0.03 

0.002 

0.08 

0.13 


13 Z 

080100020004000C 

4.961 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.961 

0.08 

0.180 

0.02 

0.00 

0.09 

0.12 

0.00 

-0.12 

-0.08 

0.06 

0.008 

0.23 

0.35 


13 AMP 

080200010031290C 

2.582 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.582 

0.39 

0.150 

0.02 

0.00 

0.03 

0.07 

0.00 

0.07 

0.04 

0.07 

0.008 

0.23 

0.39 


13 BB 

080100040007840C 

4.083 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.083 

-0.43 

0.200 

0.02 

0.00 

0.06 

0.07 

0.00 

0.00 

0.00 

0.06 

0.002 

0.21 

0.44 


13 BGP 

080200010031210C 

2.656 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

2.463 

0.24 

0.150 

0.04 

0.01 

0.03 

0.07 

0.00 

0.02 

0.01 

0.14 

0.007 

0.21 

0.29 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.194 

0.24 

0.150 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.02 


13 BNW (DULRASAR) 

080100030006120C 

4.379 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.380 

0.37 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.02 

0.01 

0.01 

0.000 

0.02 

0.03 






Bhakhra Canal 

Command 

Younger Alluvium 

0.444 

0.37 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.01 

0.01 

0.01 

0.000 

0.02 

0.03 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.555 

0.37 

0.200 

0.02 

0.00 

0.05 

0.10 

0.00 

0.14 

0.09 

0.07 

0.004 

0.18 

0.26 


13 EEA 

080100040008850C 

4.519 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.519 

-0.35 

0.200 

0.04 

0.01 

0.07 

0.07 

0.00 

0.00 

0.00 

0.15 

0.002 

0.21 

0.46 


13 FF 

080100010002330C 

2.913 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.913 

0.05 

0.200 

0.01 

0.00 

0.05 

0.07 

0.00 

-0.09 

-0.05 

0.04 

0.002 

0.19 

0.34 


13 G 

0801000200045100 

2.436 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.436 

0.36 

0.200 

0.02 

0.00 

0.04 

0.04 

0.00 

0.12 

0.06 

0.08 

0.004 

0.20 

0.39 


13 H 

0801000100005200 

4.591 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.023 

-0.03 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.091 

-0.03 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


13 JDW 

0802000300354100 

3.286 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.286 

0.02 

0.150 

0.03 

0.00 

0.02 

0.09 

0.00 

-0.08 

-0.06 

0.11 

0.001 

0.17 

0.22 


13JRK 

0802000300354600 

2.081 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.000 

-0.04 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


13 KRW 

0801000300064100 

2.138 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.138 

0.64 

0.200 

0.01 

0.00 

0.02 

0.06 

0.00 

0.20 

0.17 

0.02 

0.002 

0.24 

0.29 


13 KSD 

0801000300058600 

0.407 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.407 

0.01 

0.200 

0.02 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.08 

0.000 

0.23 

0.28 


13 LLG (SHERAWALI) 

0801000300067500 

1.020 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.020 

-0.42 

0.200 

0.00 

0.00 

0.01 

0.03 

0.00 

0.00 

0.00 

0.02 

0.001 

0.18 

0.15 


13 LLW 

0802000300352800 

3.052 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.257 

-0.03 

0.150 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.03 

0.000 

0.02 

0.04 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.331 

-0.03 

0.150 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.05 


13 MJD 

0802000100313300 

2.876 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.876 

0.46 

0.150 

0.01 

0.00 

0.02 

0.08 

0.00 

0.11 

0.07 

0.04 

0.001 

0.23 

0.35 


13 MKS 

0802000100318900 

4.527 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.377 

0.05 

0.150 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

-0.01 

0.01 

0.001 

0.02 

0.03 


13 MMK 

0802000300350500 

2.545 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.070 

0.11 

0.150 

0.02 

0.00 

0.01 

0.03 

0.00 

0.00 

0.00 

0.07 

0.000 

0.09 

0.16 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.475 

0.11 

0.150 

0.01 

0.00 

0.01 

0.04 

0.00 

-0.02 

-0.01 

0.04 

0.000 

0.12 

0.22 


13 PTP 

0802000100306400 

3.732 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.732 

0.43 

0.150 

0.02 

0.00 

0.04 

0.11 

0.00 

0.12 

0.09 

0.05 

0.011 

0.23 

0.30 


13 RB 

0801000500105200 

2.992 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.992 

0.10 

0.200 

0.03 

0.00 

0.05 

0.05 

0.00 

0.00 

0.00 

0.13 

0.001 

0.17 

0.36 


13 SBN 

0802000100319700 

5.288 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

5.288 

0.00 

0.150 

0.02 

0.00 

0.07 

0.15 

0.00 

0.00 

0.00 

0.04 

0.016 

0.23 

0.41 


13 SDP (JAMEETASINGHWALI) 

0801000300068100 

4.179 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.179 

-0.18 

0.200 

0.01 

0.00 

0.03 

0.12 

0.00 

0.00 

0.00 

0.02 

0.004 

0.17 

0.13 


13 SDS 

0801000300062600 

4.414 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.414 

0.09 

0.200 

0.02 

0.00 

0.05 

0.13 

0.00 

-0.07 

-0.06 

0.08 

0.005 

0.23 

0.25 


13 SPM 

0801000300072000 

2.715 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.715 

-0.26 

0.200 

0.02 

0.00 

0.02 

0.08 

0.00 

0.00 

0.00 

0.08 

0.003 

0.18 

0.15 


14 AF 

0801000200036100 

0.664 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.664 

0.31 

0.180 

0.03 

0.01 

0.01 

0.02 

0.00 

0.03 

0.02 

0.13 

0.001 

0.22 

0.35 


14 F 

0801000200036000 

2.400 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.400 

0.42 

0.180 

0.05 

0.01 

0.05 

0.06 

0.00 

0.12 

0.07 

0.19 

0.004 

0.22 

0.35 


14 LNP 

0801000200047400 

0.728 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.571 

0.86 

0.200 

0.06 

0.01 

0.01 

0.01 

0.00 

0.13 

0.09 

0.23 

0.001 

0.17 

0.24 






Bhakhra Canal 

Command 

Younger Alluvium 

0.156 

0.86 

0.200 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.06 

0.000 

0.05 

0.07 


14 Q 

0801000200032900 

9.639 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

5.649 

0.67 

0.200 

0.02 

0.00 

0.11 

0.14 

0.00 

0.53 

0.33 

0.08 

0.009 

0.13 

0.20 





Saline 

Gang Canal 

Command 

Younger Alluvium 

3.990 

0.67 

0.180 

0.01 

0.00 

0.08 

0.10 

0.00 

0.32 

0.20 

0.03 

0.006 

0.09 

0.14 


14 Z 

0801000200041500 

2.890 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.890 

0.04 

0.180 

0.04 

0.01 

0.05 

0.07 

0.00 

-0.07 

-0.05 

0.14 

0.005 

0.23 

0.35 


14 AMP 

0802000100313100 

2.337 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.337 

0.47 

0.150 

0.01 

0.00 

0.02 

0.07 

0.00 

0.09 

0.05 

0.03 

0.001 

0.23 

0.38 


14 BB 

0801000400080300 

2.515 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.515 

-0.53 

0.200 

0.04 

0.01 

0.04 

0.04 

0.00 

0.00 

0.00 

0.15 

0.001 

0.21 

0.45 


14 BGP (BHAGATPURA) 

0802000100312200 

2.740 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

2.033 

0.26 

0.150 

0.03 

0.00 

0.03 

0.06 

0.00 

0.03 

0.02 

0.12 

0.006 

0.17 

0.27 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.708 

0.26 

0.150 

0.00 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.02 

0.002 

0.06 

0.09 


14 BNW (DHARAMSINGHWALA) 

0801000300061500 

5.060 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

5.060 

0.87 

0.200 

0.02 

0.00 

0.06 

0.14 

0.00 

0.70 

0.54 

0.06 

0.005 

0.21 

0.28 


14 EEA 

0801000400088400 

7.797 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.378 

-0.28 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.02 

0.000 

0.01 

0.02 





Saline 

Gang Canal 

Command 

Younger Alluvium 

7.419 

-0.28 

0.200 

0.03 

0.00 

0.12 

0.12 

0.00 

0.00 

0.00 

0.10 

0.004 

0.20 

0.43 


14 FF 

0801000100023100 

2.441 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.441 

0.04 

0.200 

0.03 

0.01 

0.05 

0.06 

0.00 

-0.06 

-0.04 

0.13 

0.002 

0.19 

0.35 


14 FF-A 

0801000100023200 

0.701 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.701 

0.09 

0.200 

0.04 

0.01 

0.01 

0.02 

0.00 

0.01 

0.01 

0.15 

0.001 

0.19 

0.33 


14 G 

0801000200045000 

2.835 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.835 

0.27 

0.200 

0.01 

0.00 

0.04 

0.05 

0.00 

0.07 

0.04 

0.05 

0.005 

0.20 

0.40 


14 H 

0801000100005300 

3.988 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.094 

-0.01 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

Gang Canal 

Command 

Younger Alluvium 

3.894 

-0.01 

0.200 

0.03 

0.01 

0.07 

0.10 

0.00 

0.00 

0.00 

0.13 

0.003 

0.20 

0.33 


14 JDW 

0802000300354300 

3.539 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.369 

0.00 

0.150 

0.04 

0.01 

0.03 

0.10 

0.00 

0.00 

0.00 

0.18 

0.001 

0.16 

0.19 


14 KRW 

0801000300063900 

3.966 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.966 

0.80 

0.200 

0.00 

0.00 

0.04 

0.11 

0.00 

0.48 

0.41 

0.01 

0.004 

0.24 

0.29 


14 KSD 

0801000300058700 

2.885 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.885 

0.10 

0.200 

0.03 

0.00 

0.03 

0.08 

0.00 

-0.03 

-0.02 

0.12 

0.003 

0.24 

0.28 


14 LLG 

0801000300067800 

3.966 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.966 

-0.34 

0.200 

0.00 

0.00 

0.03 

0.11 

0.00 

0.00 

0.00 

0.01 

0.004 

0.18 

0.15 


14 LLW 

0802000300352400 

6.090 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.054 

-0.04 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 


14 MJD 

0802000100313600 

4.230 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.230 

0.38 

0.150 

0.01 

0.00 

0.04 

0.12 

0.00 

0.09 

0.05 

0.03 

0.001 

0.22 

0.36 


14 MKS (SHERGARH) 

0802000100319200 

3.027 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.027 

0.17 

0.150 

0.02 

0.00 

0.04 

0.09 

0.00 

-0.03 

-0.01 

0.07 

0.009 

0.22 

0.41 


14 MMK 

0802000300349700 

2.520 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.916 

0.19 

0.150 

0.04 

0.01 

0.02 

0.05 

0.00 

0.01 

0.01 

0.18 

0.000 

0.15 

0.25 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.604 

0.19 

0.150 

0.01 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.03 

0.000 

0.05 

0.08 


14 PTD 

0801000500131000 

2.524 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.215 

0.40 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.01 

0.03 


14 PTP 

0802000100306200 

0.634 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.634 

0.49 

0.150 

0.01 

0.00 

0.01 

0.02 

0.00 

0.03 

0.03 

0.06 

0.002 

0.24 

0.28 


14 RB 

0801000500105100 

3.328 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.328 

0.27 

0.200 

0.03 

0.00 

0.05 

0.05 

0.00 

0.10 

0.05 

0.11 

0.001 

0.17 

0.35 


14 SBN 

0802000100318000 

4.475 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.475 

0.17 

0.150 

0.02 

0.00 

0.06 

0.13 

0.00 

-0.05 

-0.03 

0.06 

0.014 

0.22 

0.41 


14 SDP (PANIWALI) 

0801000300068000 

4.063 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.063 

-0.25 

0.200 

0.00 

0.00 

0.03 

0.12 

0.00 

0.00 

0.00 

0.01 

0.004 

0.18 

0.14 


14 SDS 

0801000300062500 

3.265 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.265 

0.10 

0.200 

0.01 

0.00 

0.04 

0.09 

0.00 

-0.05 

-0.05 

0.03 

0.003 

0.22 

0.22 


14 SPM 

0801000300073800 

2.064 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.064 

-0.32 

0.200 

0.04 

0.01 

0.02 

0.06 

0.00 

0.00 

0.00 

0.15 

0.002 

0.18 

0.18 


15 FI 

0801000200036200 

1.842 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.842 

1.04 

0.180 

0.05 

0.01 

0.03 

0.05 

0.00 

0.30 

0.19 

0.22 

0.003 

0.22 

0.35 


15 F II 

0801000200036300 

2.117 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.117 

1.22 

0.180 

0.06 

0.01 

0.04 

0.05 

0.00 

0.42 

0.26 

0.22 

0.003 

0.22 

0.35 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 


(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.22 

0.03 

(28.66) 

0.02 

0.06 

0.08 

0.02 

0.10 

0.01 

0.0100 

0.0362 

0.0511 

- 

0.097 

0.104 

0.187 

0.009 

0.178 

0.029 

16.48 

Safe 

13 Z 

080100020004000C 

0.22 

0.25 

(132.12) 

0.20 

0.21 

0.41 

0.06 

0.29 

0.06 

0.0100 

0.1252 

0.1769 

- 

0.312 

0.377 

0.789 

0.039 

0.750 

0.071 

9.45 

Safe 

13 AMP 

080200010031290C 

0.20 

0.12 

(65.06) 

0.10 

0.10 

0.20 

0.07 

0.30 

0.04 

0.0100 

0.0311 

0.0879 

- 

0.129 

0.166 

0.362 

0.018 

0.344 

0.081 

23.50 

Safe 

13 BB 

0801000400078400 

0.25 

0.21 

- 

0.21 

0.13 

0.35 

0.05 

0.26 

0.06 

0.0100 

0.0859 

0.0970 

- 

0.193 

0.248 

0.594 

0.059 

0.534 

0.065 

12.21 

Safe 

13 BGP 

0802000100312100 

0.20 

0.11 

(88.24) 

0.08 

0.11 

0.20 

0.06 

0.28 

0.03 

0.0200 

0.0371 

0.0838 

- 

0.141 

0.173 

0.369 

0.018 

0.350 

0.146 

41.81 

Safe 



0.20 

0.00 

(207.51) 

0.00 

0.01 

0.01 

0.01 

0.02 

0.00 

- 

0.0029 

0.0066 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.009 

49.64 

Safe 

13 BNW (DULRASAR) 

0801000300061200 

0.25 

0.00 

517.74 

0.00 

0.01 

0.01 

0.01 

0.02 

0.00 

- 

0.0080 

0.0090 

- 

0.017 

0.017 

0.032 

0.002 

0.030 

0.014 

47.61 

Safe 



0.25 

0.00 

300.25 

0.00 

0.02 

0.02 

0.01 

0.03 

0.00 

- 

0.0067 

0.0151 

- 

0.022 

0.022 

0.044 

0.002 

0.042 

0.014 

34.38 

Safe 



0.25 

0.16 

(41.29) 

0.13 

0.15 

0.28 

0.05 

0.23 

0.04 

0.0100 

0.0535 

0.1210 

- 

0.185 

0.227 

0.506 

0.025 

0.481 

0.076 

15.75 

Safe 

13 EEA 

0801000400088500 

0.25 

0.24 

- 

0.24 

0.15 

0.39 

0.05 

0.27 

0.06 

0.0200 

0.0950 

0.1074 

- 

0.223 

0.284 

0.677 

0.068 

0.609 

0.155 

25.51 

Safe 

13 FF 

0801000100023300 

0.25 

0.14 

(134.63) 

0.11 

0.13 

0.24 

0.05 

0.24 

0.03 

0.0100 

0.0735 

0.1039 

- 

0.187 

0.222 

0.459 

0.023 

0.437 

0.038 

8.80 

Safe 

13 G 

0801000200045100 

0.25 

0.12 

(49.38) 

0.10 

0.08 

0.18 

0.05 

0.26 

0.03 

0.0100 

0.0512 

0.0579 

- 

0.119 

0.151 

0.328 

0.016 

0.312 

0.085 

27.23 

Safe 

13 H 

0801000100005200 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0006 

0.0008 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

0.87 

Safe 



0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0023 

0.0032 

- 

0.006 

0.006 

0.010 

0.001 

0.009 

0.000 

0.87 

Safe 

13 JDW 

0802000300354100 

0.20 

0.11 

(154.98) 

0.09 

0.12 

0.21 

0.04 

0.21 

0.03 

0.0100 

0.0297 

0.1119 

- 

0.152 

0.179 

0.388 

0.019 

0.369 

0.114 

30.89 

Safe 

13JRK 

0802000300354600 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

13 KRW 

0801000300064100 

0.25 

0.13 

30.76 

0.16 

0.08 

0.24 

0.06 

0.30 

0.03 

- 

0.0257 

0.0728 

- 

0.099 

0.131 

0.371 

0.019 

0.352 

0.020 

5.75 

Safe 

13 KSD 

0801000300058600 

0.25 

0.02 

(83.26) 

0.02 

0.02 

0.04 

0.06 

0.30 

0.01 

0.0100 

0.0049 

0.0138 

- 

0.029 

0.035 

0.070 

0.004 

0.067 

0.081 

122.13 

Over Exploited 

13 LLG (SHERAWALI) 

0801000300067500 

0.25 

0.05 

- 

0.05 

0.04 

0.09 

0.06 

0.24 

0.01 

- 

0.0123 

0.0347 

- 

0.047 

0.062 

0.148 

0.015 

0.133 

0.019 

14.31 

Safe 

13 LLW 

0802000300352800 

0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0023 

0.0088 

- 

0.011 

0.011 

0.021 

0.002 

0.019 

0.027 

140.00 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

- 

0.0030 

0.0113 

- 

0.014 

0.015 

0.028 

0.003 

0.025 

0.013 

51.86 

Safe 

13 MJD 

0802000100313300 

0.20 

0.13 

(48.18) 

0.10 

0.10 

0.21 

0.07 

0.29 

0.04 

- 

0.0260 

0.0979 

- 

0.124 

0.163 

0.371 

0.019 

0.353 

0.039 

10.98 

Safe 

13 MKS 

0802000100318900 

0.20 

0.00 

(602.15) 

0.00 

0.02 

0.02 

0.01 

0.02 

0.00 

- 

0.0057 

0.0128 

- 

0.019 

0.019 

0.036 

0.002 

0.034 

0.009 

27.09 

Safe 

13 MMK 

0802000300350500 

0.20 

0.02 

(112.60) 

0.01 

0.04 

0.06 

0.02 

0.11 

0.01 

0.0100 

0.0129 

0.0364 

- 

0.059 

0.064 

0.120 

0.006 

0.114 

0.068 

59.67 

Safe 



0.20 

0.03 

(135.47) 

0.03 

0.06 

0.08 

0.03 

0.15 

0.01 

- 

0.0178 

0.0502 

- 

0.068 

0.078 

0.163 

0.008 

0.154 

0.038 

24.86 

Safe 

13 PTP 

0802000100306400 

0.20 

0.17 

(46.93) 

0.14 

0.14 

0.28 

0.06 

0.29 

0.05 

0.0100 

0.0449 

0.1270 

- 

0.182 

0.229 

0.511 

0.026 

0.486 

0.060 

12.42 

Safe 

13 RB 

0801000500105200 

0.25 

0.13 

(101.23) 

0.10 

0.10 

0.20 

0.05 

0.22 

0.03 

0.0100 

0.0629 

0.0711 

- 

0.144 

0.179 

0.378 

0.019 

0.359 

0.127 

35.30 

Safe 

13 SBN 

0802000100319700 

0.20 

0.24 

- 

0.24 

0.22 

0.46 

0.07 

0.30 

0.08 

- 

0.0796 

0.1800 

- 

0.260 

0.336 

0.799 

0.080 

0.719 

0.057 

7.93 

Safe 

13 SDP (JAMEETASINGHWALI) 

0801000300068100 

0.25 

0.18 

- 

0.18 

0.15 

0.34 

0.06 

0.23 

0.06 

- 

0.0378 

0.1423 

- 

0.180 

0.241 

0.578 

0.058 

0.520 

0.022 

4.31 

Safe 

13 SDS 

0801000300062600 

0.25 

0.25 

(126.09) 

0.20 

0.18 

0.37 

0.06 

0.29 

0.07 

0.0100 

0.0532 

0.1502 

- 

0.213 

0.279 

0.653 

0.033 

0.621 

0.086 

13.80 

Safe 

13 SPM 

0801000300072000 

0.25 

0.12 

- 

0.12 

0.10 

0.22 

0.06 

0.24 

0.04 

0.0100 

0.0245 

0.0924 

- 

0.127 

0.166 

0.387 

0.039 

0.348 

0.084 

24.07 

Safe 

14 AF 

0801000200036100 

0.22 

0.03 

(45.03) 

0.03 

0.04 

0.06 

0.06 

0.28 

0.01 

0.0200 

0.0168 

0.0237 

- 

0.060 

0.069 

0.134 

0.007 

0.127 

0.127 

99.87 

Critical 

14 F 

0801000200036000 

0.22 

0.12 

(36.60) 

0.09 

0.11 

0.21 

0.06 

0.28 

0.03 

0.0400 

0.0606 

0.0856 

- 

0.186 

0.217 

0.425 

0.021 

0.404 

0.193 

47.77 

Safe 

14 LNP 

0801000200047400 

0.25 

0.02 

279.00 

0.03 

0.03 

0.06 

0.05 

0.22 

0.01 

0.0300 

0.0096 

0.0136 

- 

0.053 

0.060 

0.116 

0.006 

0.110 

0.226 

205.64 

Over Exploited 



0.25 

0.00 

1,459.95 

0.00 

0.01 

0.01 

0.01 

0.06 

0.00 

0.0100 

0.0019 

0.0053 

- 

0.017 

0.018 

0.026 

0.001 

0.025 

0.060 

242.98 

Over Exploited 

14 Q 

0801000200032900 

0.25 

0.18 

84.37 

0.21 

0.24 

0.46 

0.03 

0.16 

0.05 

0.0100 

0.1425 

0.2014 

- 

0.354 

0.400 

0.858 

0.043 

0.815 

0.084 

10.30 

Safe 



0.22 

0.08 

150.96 

0.09 

0.17 

0.27 

0.02 

0.11 

0.02 

0.0100 

0.1007 

0.1423 

- 

0.253 

0.273 

0.540 

0.027 

0.513 

0.033 

6.50 

Safe 

14 Z 

0801000200041500 

0.22 

0.14 

(133.35) 

0.12 

0.14 

0.25 

0.06 

0.29 

0.04 

0.0300 

0.0729 

0.1030 

- 

0.206 

0.244 

0.494 

0.025 

0.469 

0.149 

31.66 

Safe 

14 AMP 

0802000100313100 

0.20 

0.11 

(50.53) 

0.09 

0.08 

0.17 

0.07 

0.30 

0.03 

- 

0.0211 

0.0795 

- 

0.101 

0.134 

0.305 

0.015 

0.290 

0.033 

11.26 

Safe 

14 BB 

0801000400080300 

0.25 

0.13 

- 

0.13 

0.09 

0.22 

0.05 

0.27 

0.03 

0.0200 

0.0529 

0.0598 

- 

0.133 

0.167 

0.390 

0.039 

0.351 

0.154 

44.00 

Safe 

14 BGP (BHAGATPURA) 

0802000100312200 

0.20 

0.07 

(76.39) 

0.06 

0.08 

0.14 

0.05 

0.22 

0.02 

0.0100 

0.0306 

0.0692 

- 

0.110 

0.131 

0.271 

0.014 

0.258 

0.125 

48.59 

Safe 



0.20 

0.01 

(111.81) 

0.01 

0.03 

0.04 

0.02 

0.08 

0.00 

- 

0.0107 

0.0241 

- 

0.035 

0.037 

0.073 

0.004 

0.070 

0.018 

26.06 

Safe 

14 BNW (DHARAMSINGHWALA) 

0801000300061500 

0.25 

0.27 

99.80 

0.32 

0.20 

0.52 

0.06 

0.27 

0.07 

0.0100 

0.0609 

0.1722 

- 

0.243 

0.318 

0.841 

0.042 

0.799 

0.068 

8.55 

Safe 

14 EEA 

0801000400088400 

0.25 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0079 

0.0090 

- 

0.017 

0.017 

0.030 

0.003 

0.027 

0.024 

89.07 

Semi Critical 



0.25 

0.37 

- 

0.37 

0.24 

0.61 

0.05 

0.25 

0.10 

0.0100 

0.1560 

0.1764 

- 

0.342 

0.438 

1.047 

0.105 

0.943 

0.103 

10.93 

Safe 

14 FF 

0801000100023100 

0.25 

0.12 

(129.79) 

0.09 

0.12 

0.21 

0.05 

0.24 

0.03 

0.0200 

0.0616 

0.0870 

- 

0.169 

0.197 

0.407 

0.020 

0.387 

0.128 

33.10 

Safe 

14 FF-A 

0801000100023200 

0.25 

0.03 

(78.30) 

0.03 

0.04 

0.07 

0.05 

0.24 

0.01 

0.0300 

0.0177 

0.0250 

- 

0.073 

0.081 

0.148 

0.007 

0.140 

0.154 

109.48 

Over Exploited 

14 G 

0801000200045000 

0.25 

0.14 

(74.55) 

0.12 

0.09 

0.21 

0.05 

0.26 

0.04 

0.0100 

0.0596 

0.0674 

- 

0.137 

0.174 

0.380 

0.019 

0.361 

0.050 

13.72 

Safe 

14 H 

0801000100005300 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0024 

0.0034 

- 

0.006 

0.006 

0.010 

0.001 

0.009 

0.000 

0.87 

Safe 



0.25 

0.20 

- 

0.20 

0.18 

0.38 

0.05 

0.26 

0.05 

0.0200 

0.0983 

0.1388 

- 

0.257 

0.308 

0.684 

0.068 

0.616 

0.129 

20.98 

Safe 

14 JDW 

0802000300354300 

0.20 

0.11 

- 

0.11 

0.13 

0.24 

0.04 

0.20 

0.02 

0.0200 

0.0304 

0.1147 

0.001 

0.166 

0.191 

0.431 

0.043 

0.388 

0.177 

45.55 

Safe 

14 KRW 

0801000300063900 

0.25 

0.24 

69.54 

0.29 

0.16 

0.45 

0.06 

0.30 

0.06 

- 

0.0478 

0.1350 

- 

0.183 

0.242 

0.688 

0.034 

0.654 

0.013 

2.02 

Safe 

14 KSD 

0801000300058700 

0.25 

0.17 

(113.77) 

0.14 

0.11 

0.25 

0.06 

0.30 

0.04 

0.0100 

0.0347 

0.0982 

- 

0.143 

0.187 

0.438 

0.022 

0.416 

0.120 

28.87 

Safe 

14 LLG 

0801000300067800 

0.25 

0.18 

- 

0.18 

0.15 

0.32 

0.06 

0.24 

0.06 

- 

0.0358 

0.1350 

- 

0.171 

0.229 

0.552 

0.055 

0.497 

0.013 

2.65 

Safe 

14 LLW 

0802000300352400 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0005 

0.0018 

- 

0.002 

0.002 

0.004 

0.000 

0.004 

0.014 

364.42 

Over Exploited 

14 MJD 

0802000100313600 

0.20 

0.19 

(71.23) 

0.15 

0.16 

0.32 

0.07 

0.29 

0.06 

- 

0.0509 

0.1440 

- 

0.195 

0.251 

0.567 

0.028 

0.539 

0.033 

6.14 

Safe 

14 MKS (SHERGARH) 

0802000100319200 

0.20 

0.13 

(111.10) 

0.10 

0.13 

0.23 

0.06 

0.28 

0.04 

0.0100 

0.0456 

0.1030 

- 

0.159 

0.197 

0.426 

0.021 

0.405 

0.074 

18.33 

Safe 

14 MMK 

0802000300349700 

0.20 

0.06 

(90.49) 

0.05 

0.08 

0.13 

0.04 

0.20 

0.02 

0.0200 

0.0231 

0.0652 

- 

0.108 

0.125 

0.256 

0.013 

0.243 

0.176 

72.51 

Semi Critical 



0.20 

0.01 

(64.16) 

0.00 

0.02 

0.03 

0.01 

0.06 

0.00 

- 

0.0073 

0.0206 

- 

0.028 

0.029 

0.058 

0.003 

0.055 

0.025 

46.01 

Safe 

14 PTD 

0801000500131000 

0.25 

0.00 

556.96 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0045 

0.0051 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.018 

107.23 

Over Exploited 

14 PTP 

0802000100306200 

0.20 

0.03 

(10.81) 

0.03 

0.02 

0.05 

0.06 

0.30 

0.01 

0.0100 

0.0076 

0.0216 

- 

0.039 

0.047 

0.098 

0.005 

0.093 

0.059 

63.12 

Safe 

14 RB 

0801000500105100 

0.25 

0.14 

(64.21) 

0.11 

0.11 

0.22 

0.05 

0.22 

0.04 

0.0100 

0.0700 

0.0791 

- 

0.159 

0.197 

0.417 

0.021 

0.396 

0.109 

27.51 

Safe 

14 SBN 

0802000100318000 

0.20 

0.20 

(113.57) 

0.16 

0.18 

0.35 

0.07 

0.29 

0.06 

0.0100 

0.0674 

0.1523 

- 

0.230 

0.291 

0.636 

0.032 

0.604 

0.071 

11.69 

Safe 

14 SDP (PANIWALI) 

0801000300068000 

0.25 

0.18 

- 

0.18 

0.15 

0.33 

0.06 

0.24 

0.06 

- 

0.0367 

0.1383 

- 

0.175 

0.234 

0.564 

0.056 

0.507 

0.013 

2.62 

Safe 

14 SDS 

0801000300062500 

0.25 

0.18 

(129.21) 

0.14 

0.13 

0.27 

0.06 

0.27 

0.05 

- 

0.0393 

0.1111 

- 

0.150 

0.199 

0.469 

0.023 

0.446 

0.030 

6.83 

Safe 

14 SPM 

0801000300073800 

0.25 

0.09 

- 

0.09 

0.09 

0.19 

0.05 

0.23 

0.03 

0.0200 

0.0249 

0.0702 

- 

0.115 

0.143 

0.328 

0.033 

0.295 

0.155 

52.56 

Safe 

15 FI 

0801000200036200 

0.22 

0.09 

114.74 

0.11 

0.09 

0.20 

0.06 

0.28 

0.02 

0.0400 

0.0465 

0.0657 

- 

0.152 

0.175 

0.372 

0.019 

0.353 

0.219 

61.96 

Safe 

15 F II 

0801000200036300 

0.22 

0.10 

160.07 

0.12 

0.10 

0.22 

0.06 

0.27 

0.03 

0.0400 

0.0534 

0.0755 

- 

0.169 

0.195 

0.417 

0.021 

0.396 

0.219 

55.41 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


15 G 

080100020004940C 

4.616 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.616 

0.23 

0.180 

0.05 

0.01 

0.07 

0.08 

0.00 

0.09 

0.04 

0.19 

0.007 

0.20 

0.41 


15 LNP II A 

0801000200052300 

3.992 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.255 

-0.09 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 






Bhakhra Canal 

Command 

Younger Alluvium 

3.737 

-0.09 

0.200 

0.03 

0.00 

0.04 

0.11 

0.00 

0.00 

0.00 

0.10 

0.004 

0.18 

0.19 


15 LNP1 

0801000200052200 

1.605 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.824 

0.46 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.06 

0.05 

0.05 

0.001 

0.11 

0.13 






Bhakhra Canal 

Command 

Younger Alluvium 

0.187 

0.46 

0.200 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.01 

0.01 

0.000 

0.02 

0.03 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.063 

0.46 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Bhakhra Canal 

Command 

Younger Alluvium 

0.531 

0.46 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

0.03 

0.02 

0.02 

0.001 

0.07 

0.08 


15 LNP-11B 

0801000200047600 

1.619 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.619 

0.17 

0.200 

0.02 

0.00 

0.02 

0.05 

0.00 

0.01 

0.01 

0.09 

0.002 

0.19 

0.20 


15 ML 

0801000200038900 

2.582 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.582 

0.35 

0.200 

0.11 

0.03 

0.05 

0.06 

0.00 

0.15 

0.10 

0.45 

0.004 

0.23 

0.35 


15 Z 

0801000200041400 

2.736 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.736 

0.03 

0.180 

0.04 

0.01 

0.05 

0.07 

0.00 

-0.07 

-0.05 

0.17 

0.004 

0.23 

0.35 


15 AMP(JATWALA SIKHAN) 

0802000100309500 

4.770 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.770 

0.49 

0.150 

0.02 

0.00 

0.04 

0.14 

0.00 

0.20 

0.13 

0.07 

0.014 

0.23 

0.36 


15 BB 

0801000400080000 

4.918 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.208 

-0.71 

0.200 

0.02 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.07 

0.001 

0.05 

0.11 





Saline 

Gang Canal 

Command 

Younger Alluvium 

3.710 

-0.71 

0.200 

0.03 

0.00 

0.06 

0.06 

0.00 

0.00 

0.00 

0.10 

0.002 

0.16 

0.34 


15 BGP 

0802000100312400 

2.780 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.682 

0.28 

0.150 

0.02 

0.00 

0.01 

0.02 

0.00 

0.02 

0.01 

0.06 

0.002 

0.06 

0.10 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.098 

0.28 

0.150 

0.02 

0.00 

0.03 

0.06 

0.00 

0.02 

0.01 

0.07 

0.006 

0.18 

0.29 


15 BNW (SIMANGAWALA) 

0801000300061300 

4.229 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.263 

0.66 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.000 

0.01 

0.02 






Bhakhra Canal 

Command 

Younger Alluvium 

2.642 

0.66 

0.200 

0.02 

0.00 

0.03 

0.08 

0.00 

0.26 

0.18 

0.08 

0.003 

0.14 

0.20 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.325 

0.66 

0.200 

0.01 

0.00 

0.01 

0.04 

0.00 

0.13 

0.09 

0.03 

0.001 

0.07 

0.10 


15 EEA 

0801000400088600 

3.211 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.211 

-0.20 

0.200 

0.02 

0.00 

0.05 

0.05 

0.00 

0.00 

0.00 

0.06 

0.002 

0.21 

0.46 


15 FF 

0801000100022700 

3.438 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.438 

0.11 

0.200 

0.04 

0.01 

0.06 

0.08 

0.00 

-0.04 

-0.03 

0.16 

0.003 

0.19 

0.32 


15 H 

0801000100005400 

2.425 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.425 

0.03 

0.200 

0.02 

0.01 

0.05 

0.06 

0.00 

-0.08 

-0.05 

0.09 

0.002 

0.21 

0.34 


15JDW 

0802000300354400 

6.242 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

6.086 

-0.01 

0.150 

0.02 

0.00 

0.05 

0.17 

0.00 

0.00 

0.00 

0.09 

0.002 

0.16 

0.19 


15JRK 

0802000300354500 

4.137 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.002 

-0.01 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.301 

-0.01 

0.150 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


15 KRW 

0801000300063300 

4.262 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.262 

0.81 

0.200 

0.00 

0.00 

0.05 

0.12 

0.00 

0.52 

0.44 

0.01 

0.004 

0.24 

0.29 


15 KSD (DHINGTANIA) 

0801000300058800 

5.673 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

5.673 

0.24 

0.200 

0.04 

0.01 

0.06 

0.16 

0.00 

0.08 

0.06 

0.15 

0.006 

0.24 

0.28 


15 LLG 

0801000300067600 

11.319 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.328 

-0.37 

0.200 

0.00 

0.00 

0.03 

0.04 

0.00 

0.00 

0.00 

0.01 

0.002 

0.04 

0.04 






Bhakhra Canal 

Command 

Younger Alluvium 

8.990 

-0.37 

0.200 

0.01 

0.00 

0.10 

0.26 

0.00 

0.00 

0.00 

0.04 

0.009 

0.15 

0.14 


15 LLW-A 

0802000300352500 

2.121 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.620 

-0.04 

0.150 

0.02 

0.00 

0.00 

0.02 

0.00 

0.00 

0.00 

0.10 

0.000 

0.06 

0.14 


15 LLW-B 

0802000300352600 

3.194 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.250 

-0.06 

0.150 

0.04 

0.01 

0.01 

0.04 

0.00 

0.00 

0.00 

0.18 

0.000 

0.07 

0.19 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.992 

-0.06 

0.150 

0.02 

0.00 

0.01 

0.03 

0.00 

0.00 

0.00 

0.06 

0.000 

0.06 

0.15 


15 MJD 

0802000100313400 

3.547 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.547 

0.41 

0.150 

0.02 

0.00 

0.03 

0.10 

0.00 

0.11 

0.07 

0.08 

0.001 

0.22 

0.33 


15 MKS 

0802000100319100 

6.427 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.875 

-0.04 

0.150 

0.01 

0.00 

0.02 

0.05 

0.00 

0.00 

0.00 

0.02 

0.006 

0.06 

0.12 


15 MMK 

0802000300349600 

3.470 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

2.213 

0.08 

0.150 

0.08 

0.01 

0.02 

0.06 

0.00 

0.01 

0.00 

0.31 

0.001 

0.13 

0.25 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.257 

0.08 

0.150 

0.02 

0.00 

0.01 

0.04 

0.00 

-0.01 

-0.01 

0.08 

0.000 

0.07 

0.14 


15 PTP 

0802000100306300 

5.118 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

5.118 

0.41 

0.150 

0.02 

0.00 

0.05 

0.15 

0.00 

0.13 

0.11 

0.06 

0.016 

0.23 

0.29 


15 RB 

0801000500105300 

2.733 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.733 

0.31 

0.200 

0.02 

0.00 

0.04 

0.04 

0.00 

0.10 

0.05 

0.10 

0.001 

0.17 

0.35 


15 SDS (DUDA KHINCHAR) 

0801000300062200 

5.250 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

5.250 

0.09 

0.200 

0.02 

0.00 

0.04 

0.15 

0.00 

-0.08 

-0.10 

0.06 

0.006 

0.19 

0.16 


15 SPM 

0801000300072100 

2.177 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.177 

-0.34 

0.200 

0.01 

0.00 

0.02 

0.06 

0.00 

0.00 

0.00 

0.02 

0.002 

0.18 

0.17 


16 F 

0801000200033100 

1.016 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.162 

0.56 

0.200 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.06 

0.000 

0.04 

0.06 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.854 

0.56 

0.180 

0.05 

0.01 

0.02 

0.02 

0.00 

0.09 

0.06 

0.18 

0.001 

0.18 

0.29 


16 G 

0801000200049300 

5.311 

Saline 

Gang Canal 

Command 

Younger Alluvium 

5.311 

0.25 

0.180 

0.04 

0.01 

0.08 

0.09 

0.00 

0.09 

0.05 

0.16 

0.008 

0.21 

0.42 


16 LNP 

0801000200052400 

3.815 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

3.302 

0.07 

0.200 

0.01 

0.00 

0.04 

0.05 

0.00 

-0.04 

-0.03 

0.05 

0.003 

0.17 

0.21 






Bhakhra Canal 

Command 

Younger Alluvium 

0.513 

0.07 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

-0.01 

0.01 

0.001 

0.03 

0.03 


16 Z 

0801000200040200 

4.077 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.077 

0.05 

0.180 

0.02 

0.00 

0.08 

0.10 

0.00 

-0.12 

-0.08 

0.06 

0.006 

0.23 

0.35 


16 AMP(AMAR PURAJALU) 

0802000100313200 

4.317 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.317 

0.49 

0.150 

0.01 

0.00 

0.03 

0.12 

0.00 

0.17 

0.11 

0.04 

0.001 

0.23 

0.36 


16 BB 

0801000400080100 

3.577 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.641 

-0.32 

0.200 

0.04 

0.01 

0.03 

0.03 

0.00 

0.00 

0.00 

0.17 

0.001 

0.10 

0.21 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.936 

-0.32 

0.200 

0.02 

0.00 

0.03 

0.03 

0.00 

0.00 

0.00 

0.08 

0.001 

0.11 

0.25 


16 BGP 

0802000100312300 

1.857 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.642 

0.27 

0.150 

0.05 

0.01 

0.02 

0.05 

0.00 

0.04 

0.02 

0.18 

0.005 

0.21 

0.35 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.215 

0.27 

0.150 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.01 

0.001 

0.03 

0.05 


16 BNW (SHAMSINGHWALA) 

0801000300061400 

7.188 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

5.038 

0.90 

0.200 

0.02 

0.00 

0.06 

0.08 

0.00 

0.78 

0.55 

0.05 

0.005 

0.15 

0.22 






Bhakhra Canal 

Command 

Younger Alluvium 

1.227 

0.90 

0.200 

0.00 

0.00 

0.01 

0.04 

0.00 

0.17 

0.12 

0.01 

0.001 

0.04 

0.05 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.001 

0.90 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Bhakhra Canal 

Command 

Younger Alluvium 

0.922 

0.90 

0.200 

0.00 

0.00 

0.01 

0.03 

0.00 

0.13 

0.09 

0.01 

0.001 

0.03 

0.04 


16 FF 

0801000100022800 

3.850 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.149 

0.11 

0.200 

0.04 

0.01 

0.02 

0.03 

0.00 

0.01 

0.00 

0.16 

0.001 

0.06 

0.10 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.701 

0.11 

0.200 

0.02 

0.01 

0.05 

0.07 

0.00 

-0.05 

-0.03 

0.09 

0.002 

0.13 

0.22 


16 KRW 

0801000300064000 

3.578 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.578 

0.64 

0.200 

0.01 

0.00 

0.04 

0.10 

0.00 

0.32 

0.27 

0.04 

0.004 

0.24 

0.28 


16 KSD (ALIPURA) 

0801000300058500 

2.214 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.023 

0.14 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.191 

0.14 

0.200 

0.03 

0.00 

0.02 

0.06 

0.00 

0.00 

0.00 

0.11 

0.002 

0.23 

0.28 


16 LLG (JOGIWALA) 

0801000300067700 

4.391 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.133 

-0.36 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 






Bhakhra Canal 

Command 

Younger Alluvium 

4.259 

-0.36 

0.200 

0.02 

0.00 

0.05 

0.12 

0.00 

0.00 

0.00 

0.06 

0.004 

0.18 

0.16 


16 LLW-A 

0802000300352700 

4.256 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.130 

-0.03 

0.150 

0.03 

0.00 

0.01 

0.03 

0.00 

0.00 

0.00 

0.11 

0.000 

0.05 

0.12 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.892 

-0.03 

0.150 

0.01 

0.00 

0.01 

0.03 

0.00 

0.00 

0.00 

0.04 

0.000 

0.04 

0.10 


16 LLW-B 

0802000300353000 

1.565 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.512 

-0.04 

0.150 

0.05 

0.01 

0.01 

0.04 

0.00 

0.00 

0.00 

0.19 

0.000 

0.18 

0.40 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.053 

-0.04 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


16 MJD 

0802000100313500 

4.489 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.489 

0.35 

0.150 

0.01 

0.00 

0.05 

0.13 

0.00 

0.07 

0.04 

0.04 

0.001 

0.22 

0.34 


16 MKS 

0802000100319300 

3.114 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.114 

0.13 

0.150 

0.03 

0.00 

0.04 

0.09 

0.00 

-0.04 

-0.02 

0.10 

0.009 

0.22 

0.42 


16 MMK 

0802000300349500 

4.114 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

2.408 

0.05 

0.150 

0.04 

0.01 

0.02 

0.07 

0.00 

-0.05 

-0.02 

0.15 

0.001 

0.12 

0.22 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 


(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

15 G 

0801000200049400 

0.22 

0.21 

(78.98) 

0.17 

0.16 

0.32 

0.05 

0.26 

0.05 

0.0200 

0.0971 

0.1097 

- 

0.227 

0.279 

0.603 

0.030 

0.573 

0.196 

34.29 

Safe 

15 LNP II A 

0801000200052300 

0.25 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0043 

0.0061 

- 

0.010 

0.011 

0.019 

0.002 

0.017 

0.009 

54.86 

Safe 



0.25 

0.17 

- 

0.17 

0.15 

0.32 

0.05 

0.23 

0.05 

0.0100 

0.0450 

0.1272 

- 

0.182 

0.233 

0.549 

0.055 

0.494 

0.103 

20.82 

Safe 

15 LNP1 

0801000200052200 

0.25 

0.02 

129.39 

0.03 

0.02 

0.05 

0.03 

0.14 

0.01 

0.0100 

0.0139 

0.0196 

- 

0.043 

0.050 

0.099 

0.005 

0.094 

0.055 

58.08 

Safe 



0.25 

0.00 

605.54 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

- 

0.0023 

0.0064 

- 

0.009 

0.009 

0.018 

0.001 

0.017 

0.014 

84.52 

Semi Critical 



0.25 

0.00 

2,425.52 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0011 

0.0015 

- 

0.003 

0.003 

0.005 

0.000 

0.004 

0.000 

1.52 

Safe 



0.25 

0.01 

148.23 

0.01 

0.02 

0.03 

0.02 

0.09 

0.00 

- 

0.0064 

0.0181 

- 

0.025 

0.027 

0.059 

0.003 

0.056 

0.019 

33.13 

Safe 

15 LNP-11B 

0801000200047600 

0.25 

0.08 

(88.62) 

0.06 

0.06 

0.13 

0.06 

0.25 

0.02 

0.0100 

0.0195 

0.0551 

- 

0.085 

0.108 

0.235 

0.012 

0.223 

0.092 

41.05 

Safe 

15 ML 

0801000200038900 

0.25 

0.15 

(33.99) 

0.12 

0.14 

0.26 

0.06 

0.29 

0.04 

0.0800 

0.0651 

0.0921 

- 

0.237 

0.276 

0.535 

0.027 

0.508 

0.454 

89.40 

Semi Critical 

15 Z 

0801000200041400 

0.22 

0.14 

(134.31) 

0.11 

0.13 

0.24 

0.06 

0.28 

0.04 

0.0300 

0.0690 

0.0976 

- 

0.197 

0.232 

0.469 

0.023 

0.446 

0.175 

39.33 

Safe 

15 AMP(JATWALA SIKHAN) 

0802000100309500 

0.20 

0.22 

(42.25) 

0.18 

0.17 

0.35 

0.07 

0.30 

0.07 

0.0100 

0.0431 

0.1624 

0.001 

0.217 

0.284 

0.633 

0.032 

0.601 

0.087 

14.55 

Safe 

15 BB 

0801000400080000 

0.25 

0.02 

- 

0.02 

0.04 

0.05 

0.01 

0.07 

0.00 

0.0100 

0.0254 

0.0287 

- 

0.064 

0.068 

0.122 

0.012 

0.110 

0.073 

65.95 

Safe 



0.25 

0.15 

- 

0.15 

0.12 

0.27 

0.04 

0.20 

0.04 

0.0100 

0.0780 

0.0882 

- 

0.176 

0.214 

0.481 

0.048 

0.432 

0.101 

23.36 

Safe 

15 BGP 

0802000100312400 

0.20 

0.01 

58.10 

0.01 

0.03 

0.04 

0.02 

0.07 

0.00 

0.0100 

0.0103 

0.0232 

- 

0.044 

0.046 

0.083 

0.004 

0.079 

0.061 

77.04 

Semi Critical 



0.20 

0.07 

(82.06) 

0.06 

0.09 

0.15 

0.05 

0.23 

0.02 

0.0100 

0.0316 

0.0714 

- 

0.113 

0.136 

0.281 

0.014 

0.267 

0.071 

26.69 

Safe 

15 BNW (SIMANGAWALA) 

0801000300061300 

0.25 

0.00 

1,954.84 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0044 

0.0062 

- 

0.011 

0.011 

0.020 

0.001 

0.019 

0.014 

76.67 

Semi Critical 



0.25 

0.09 

97.44 

0.11 

0.10 

0.21 

0.04 

0.18 

0.02 

0.0100 

0.0318 

0.0899 

- 

0.132 

0.156 

0.371 

0.019 

0.352 

0.084 

23.78 

Safe 



0.25 

0.02 

293.47 

0.03 

0.05 

0.08 

0.02 

0.09 

0.01 

- 

0.0160 

0.0451 

- 

0.061 

0.067 

0.147 

0.007 

0.140 

0.028 

20.27 

Safe 

15 EEA 

0801000400088600 

0.25 

0.17 

- 

0.17 

0.10 

0.27 

0.05 

0.27 

0.04 

0.0100 

0.0675 

0.0763 

- 

0.154 

0.197 

0.470 

0.047 

0.423 

0.065 

15.32 

Safe 

15 FF 

0801000100022700 

0.25 

0.16 

(115.68) 

0.13 

0.16 

0.29 

0.05 

0.23 

0.04 

0.0300 

0.0867 

0.1226 

- 

0.239 

0.278 

0.566 

0.028 

0.538 

0.165 

30.64 

Safe 

15 H 

0801000100005400 

0.25 

0.13 

(139.64) 

0.10 

0.11 

0.22 

0.05 

0.26 

0.03 

0.0200 

0.0612 

0.0865 

- 

0.168 

0.200 

0.415 

0.021 

0.394 

0.092 

23.36 

Safe 

15JDW 

0802000300354400 

0.20 

0.20 

- 

0.20 

0.22 

0.42 

0.04 

0.20 

0.05 

0.0100 

0.0550 

0.2071 

- 

0.272 

0.317 

0.737 

0.074 

0.663 

0.090 

13.51 

Safe 

15JRK 

0802000300354500 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0027 

0.0103 

- 

0.013 

0.013 

0.025 

0.002 

0.022 

0.013 

58.57 

Safe 

15 KRW 

0801000300063300 

0.25 

0.26 

70.94 

0.31 

0.17 

0.48 

0.06 

0.30 

0.06 

- 

0.0513 

0.1451 

- 

0.196 

0.260 

0.740 

0.037 

0.703 

0.013 

1.92 

Safe 

15 KSD (DHINGTANIA) 

0801000300058800 

0.25 

0.34 

(81.14) 

0.27 

0.23 

0.51 

0.06 

0.30 

0.09 

0.0200 

0.0683 

0.1931 

- 

0.281 

0.367 

0.873 

0.044 

0.829 

0.159 

19.18 

Safe 

15 LLG 

0801000300067600 

0.25 

0.02 

- 

0.02 

0.07 

0.09 

0.01 

0.05 

0.01 

- 

0.0392 

0.0553 

- 

0.095 

0.101 

0.191 

0.019 

0.172 

0.011 

6.68 

Safe 



0.25 

0.33 

- 

0.33 

0.36 

0.69 

0.05 

0.19 

0.10 

- 

0.1083 

0.3060 

- 

0.414 

0.518 

1.204 

0.120 

1.083 

0.045 

4.20 

Safe 

15 LLW-A 

0802000300352500 

0.20 

0.01 

- 

0.01 

0.02 

0.03 

0.01 

0.07 

0.00 

0.0100 

0.0056 

0.0211 

- 

0.037 

0.038 

0.068 

0.007 

0.061 

0.095 

155.94 

Over Exploited 

15 LLW-B 

0802000300352600 

0.20 

0.02 

- 

0.02 

0.06 

0.07 

0.02 

0.09 

0.00 

0.0200 

0.0113 

0.0426 

- 

0.074 

0.079 

0.152 

0.015 

0.137 

0.176 

128.51 

Over Exploited 



0.20 

0.01 

- 

0.01 

0.04 

0.05 

0.01 

0.07 

0.00 

0.0100 

0.0090 

0.0338 

- 

0.053 

0.056 

0.103 

0.010 

0.093 

0.063 

68.04 

Safe 

15 MJD 

0802000100313400 

0.20 

0.16 

(53.13) 

0.13 

0.13 

0.26 

0.06 

0.29 

0.05 

0.0100 

0.0320 

0.1207 

- 

0.163 

0.209 

0.464 

0.023 

0.441 

0.083 

18.82 

Safe 

15 MKS 

0802000100319100 

0.20 

0.02 

- 

0.02 

0.08 

0.10 

0.02 

0.08 

0.01 

- 

0.0282 

0.0638 

- 

0.092 

0.099 

0.199 

0.020 

0.179 

0.030 

16.59 

Safe 

15 MMK 

0802000300349600 

0.20 

0.06 

(91.64) 

0.04 

0.10 

0.14 

0.03 

0.16 

0.02 

0.0300 

0.0266 

0.0753 

- 

0.132 

0.147 

0.288 

0.014 

0.274 

0.312 

113.82 

Over Exploited 



0.20 

0.02 

(141.31) 

0.01 

0.05 

0.06 

0.02 

0.09 

0.00 

0.0100 

0.0151 

0.0428 

- 

0.068 

0.073 

0.136 

0.007 

0.129 

0.082 

63.66 

Safe 

15 PTP 

0802000100306300 

0.20 

0.24 

(54.93) 

0.19 

0.20 

0.39 

0.06 

0.29 

0.06 

0.0100 

0.0616 

0.1742 

- 

0.246 

0.309 

0.697 

0.035 

0.662 

0.073 

10.95 

Safe 

15 RB 

0801000500105300 

0.25 

0.12 

(56.83) 

0.09 

0.09 

0.18 

0.05 

0.21 

0.03 

0.0100 

0.0575 

0.0650 

- 

0.132 

0.163 

0.343 

0.017 

0.326 

0.100 

30.61 

Safe 

15 SDS (DUDA KHINCHAR) 

0801000300062200 

0.25 

0.25 

(138.84) 

0.20 

0.19 

0.39 

0.06 

0.25 

0.08 

0.0100 

0.0474 

0.1787 

- 

0.236 

0.314 

0.707 

0.035 

0.672 

0.069 

10.20 

Safe 

15 SPM 

0801000300072100 

0.25 

0.10 

- 

0.10 

0.09 

0.18 

0.06 

0.24 

0.03 

- 

0.0262 

0.0741 

- 

0.100 

0.131 

0.315 

0.032 

0.284 

0.020 

7.16 

Safe 

16 F 

0801000200033100 

0.25 

0.00 

1,288.87 

0.00 

0.01 

0.01 

0.01 

0.04 

0.00 

0.0100 

0.0041 

0.0058 

- 

0.020 

0.020 

0.029 

0.001 

0.028 

0.060 

218.85 

Over Exploited 



0.22 

0.03 

63.05 

0.04 

0.05 

0.09 

0.05 

0.23 

0.01 

0.0300 

0.0215 

0.0304 

- 

0.082 

0.091 

0.180 

0.009 

0.171 

0.181 

CM 

CO 

CO 

O 

Over Exploited 

16 G 

0801000200049300 

0.22 

0.24 

(80.69) 

0.19 

0.18 

0.37 

0.05 

0.26 

0.06 

0.0200 

0.1117 

0.1262 

- 

0.258 

0.319 

0.692 

0.035 

0.658 

0.170 

25.92 

Safe 

16 LNP 

0801000200052400 

0.25 

0.09 

(362.16) 

0.08 

0.10 

0.17 

0.05 

0.23 

0.03 

- 

0.0555 

0.0785 

- 

0.134 

0.162 

0.333 

0.017 

0.316 

0.053 

16.93 

Safe 



0.25 

0.00 

(421.48) 

0.00 

0.02 

0.02 

0.01 

0.04 

0.00 

- 

0.0062 

0.0175 

- 

0.024 

0.025 

0.048 

0.002 

0.045 

0.010 

21.04 

Safe 

16 Z 

0801000200040200 

0.22 

0.20 

(138.86) 

0.16 

0.18 

0.34 

0.06 

0.28 

0.05 

0.0100 

0.1029 

0.1454 

- 

0.258 

0.311 

0.650 

0.032 

0.617 

0.069 

11.26 

Safe 

16 AMP(AMAR PURAJALU) 

0802000100313200 

0.20 

0.20 

(46.07) 

0.16 

0.16 

0.31 

0.07 

0.30 

0.06 

- 

0.0390 

0.1470 

- 

0.186 

0.246 

0.560 

0.028 

0.532 

0.039 

7.35 

Safe 

16 BB 

0801000400080100 

0.25 

0.04 

- 

0.04 

0.06 

0.10 

0.02 

0.12 

0.01 

0.0200 

0.0345 

0.0390 

- 

0.094 

0.104 

0.206 

0.021 

0.185 

0.169 

91.11 

Critical 



0.25 

0.06 

- 

0.06 

0.06 

0.12 

0.03 

0.14 

0.01 

0.0100 

0.0407 

0.0460 

- 

0.097 

0.111 

0.228 

0.023 

0.205 

0.082 

39.96 

Safe 

16 BGP 

0802000100312300 

0.20 

0.07 

(65.95) 

0.05 

0.08 

0.13 

0.06 

0.27 

0.02 

0.0200 

0.0247 

0.0559 

- 

0.101 

0.122 

0.254 

0.013 

0.241 

0.183 

75.94 

Semi Critical 



0.20 

0.00 

(108.67) 

0.00 

0.01 

0.01 

0.01 

0.04 

0.00 

- 

0.0032 

0.0073 

- 

0.011 

0.011 

0.021 

0.001 

0.020 

0.009 

44.11 

Safe 

16 BNW (SHAMSINGHWALA) 

0801000300061400 

0.25 

0.19 

181.88 

0.23 

0.15 

0.38 

0.04 

0.20 

0.05 

0.0100 

0.0847 

0.1197 

- 

0.215 

0.267 

0.644 

0.032 

0.612 

0.059 

9.69 

Safe 



0.25 

0.01 

946.72 

0.01 

0.05 

0.06 

0.01 

0.05 

0.00 

- 

0.0148 

0.0418 

- 

0.057 

0.060 

0.122 

0.006 

0.116 

0.015 

13.19 

Safe 



0.25 

0.00 

972,107.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.25 

0.01 

1,292.29 

0.01 

0.04 

0.04 

0.01 

0.04 

0.00 

- 

0.0111 

0.0314 

- 

0.043 

0.044 

0.089 

0.004 

0.084 

0.010 

11.85 

Safe 

16 FF 

0801000100022800 

0.25 

0.02 

(76.30) 

0.01 

0.06 

0.07 

0.01 

0.07 

0.00 

0.0300 

0.0290 

0.0410 

- 

0.100 

0.104 

0.176 

0.009 

0.167 

0.157 

93.70 

Critical 



0.25 

0.09 

(130.12) 

0.07 

0.13 

0.20 

0.03 

0.16 

0.02 

0.0200 

0.0682 

0.0963 

- 

0.185 

0.206 

0.404 

0.020 

0.384 

0.092 

24.04 

Safe 

16 KRW 

0801000300064000 

0.25 

0.22 

27.13 

0.26 

0.14 

0.40 

0.06 

0.30 

0.05 

- 

0.0431 

0.1218 

- 

0.165 

0.219 

0.620 

0.031 

0.589 

0.040 

6.75 

Safe 

16 KSD (ALIPURA) 

0801000300058500 

0.25 

0.00 

(2,241.79) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0008 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

1.26 

Safe 



0.25 

0.13 

(97.97) 

0.10 

0.09 

0.19 

0.06 

0.29 

0.03 

0.0100 

0.0264 

0.0746 

- 

0.111 

0.144 

0.333 

0.017 

0.317 

0.110 

34.84 

Safe 

16 LLG (JOGIWALA) 

0801000300067700 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0022 

0.0032 

- 

0.005 

0.005 

0.009 

0.001 

0.009 

0.000 

1.64 

Safe 



0.25 

0.19 

- 

0.19 

0.17 

0.36 

0.06 

0.23 

0.06 

0.0100 

0.0513 

0.1449 

- 

0.206 

0.266 

0.622 

0.062 

0.559 

0.067 

12.06 

Safe 

16 LLW-A 

0802000300352700 

0.20 

0.01 

- 

0.01 

0.04 

0.05 

0.01 

0.06 

0.00 

0.0100 

0.0102 

0.0385 

- 

0.059 

0.062 

0.114 

0.011 

0.103 

0.108 

105.56 

Over Exploited 



0.20 

0.01 

- 

0.01 

0.03 

0.04 

0.01 

0.05 

0.00 

- 

0.0081 

0.0304 

- 

0.038 

0.040 

0.080 

0.008 

0.072 

0.038 

53.34 

Safe 

16 LLW-B 

0802000300353000 

0.20 

0.06 

- 

0.06 

0.06 

0.12 

0.05 

0.23 

0.01 

0.0200 

0.0137 

0.0515 

- 

0.085 

0.099 

0.219 

0.022 

0.198 

0.189 

95.88 

Critical 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0005 

0.0018 

- 

0.002 

0.002 

0.004 

0.000 

0.004 

0.006 

155.31 

Over Exploited 

16 MJD 

0802000100313500 

0.20 

0.20 

(77.43) 

0.16 

0.17 

0.33 

0.06 

0.29 

0.06 

- 

0.0541 

0.1528 

- 

0.207 

0.265 

0.597 

0.030 

0.567 

0.039 

6.90 

Safe 

16 MKS 

0802000100319300 

0.20 

0.13 

(114.48) 

0.11 

0.13 

0.24 

0.06 

0.28 

0.04 

0.0100 

0.0469 

0.1060 

- 

0.163 

0.202 

0.439 

0.022 

0.417 

0.106 

25.55 

Safe 

16 MMK 

0802000300349500 

0.20 

0.06 

(143.25) 

0.04 

0.10 

0.15 

0.03 

0.15 

0.02 

0.0200 

0.0290 

0.0820 

- 

0.131 

0.146 

0.294 

0.015 

0.279 

0.150 

53.60 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.706 

0.05 

0.150 

0.01 

0.00 

0.02 

0.05 

0.00 

-0.04 

-0.02 

0.04 

0.000 

0.08 

0.16 


16 PTD-A 

0801000500128600 

1.434 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.469 

0.43 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.03 

0.01 

0.02 

0.000 

0.06 

0.11 


16 PTD-B 

0801000500128700 

3.445 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.730 

0.45 

0.200 

0.01 

0.00 

0.02 

0.02 

0.00 

0.13 

0.07 

0.03 

0.000 

0.08 

0.16 






Gang Canal 

Command 

Younger Alluvium 

0.843 

0.45 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.05 

0.03 

0.01 

0.000 

0.04 

0.08 


16 PTP 

0801000300064800 

4.202 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.202 

0.40 

0.200 

0.01 

0.00 

0.05 

0.12 

0.00 

0.18 

0.15 

0.05 

0.004 

0.23 

0.28 


16 RB 

0801000500105400 

2.618 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.618 

0.46 

0.200 

0.02 

0.00 

0.04 

0.04 

0.00 

0.18 

0.09 

0.08 

0.001 

0.17 

0.34 


16SDS 

0801000300062400 

3.382 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.382 

0.10 

0.200 

0.01 

0.00 

0.04 

0.10 

0.00 

-0.06 

-0.06 

0.05 

0.004 

0.20 

0.20 


16SPM 

0801000300073700 

3.299 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.299 

-0.36 

0.200 

0.00 

0.00 

0.04 

0.09 

0.00 

0.00 

0.00 

0.01 

0.003 

0.18 

0.20 


16/17 H 

0801000100005100 

8.047 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.000 

0.00 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.691 

0.00 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.02 

0.001 

0.02 

0.03 


16ML 

0801000200042800 

4.618 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

4.618 

0.43 

0.200 

0.10 

0.02 

0.09 

0.11 

0.00 

0.27 

0.18 

0.39 

0.007 

0.23 

0.35 


17 F 

0801000200036400 

3.674 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.674 

1.13 

0.200 

0.03 

0.01 

0.03 

0.04 

0.00 

0.32 

0.20 

0.11 

0.003 

0.10 

0.16 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.000 

1.13 

0.180 

0.02 

0.00 

0.04 

0.05 

0.00 

0.34 

0.21 

0.07 

0.003 

0.12 

0.19 


17 GG 

0801000200046800 

2.948 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.948 

-0.10 

0.200 

0.01 

0.00 

0.06 

0.07 

0.00 

0.00 

0.00 

0.07 

0.005 

0.23 

0.35 


17 LNP 

0801000200052600 

3.944 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

3.930 

-0.42 

0.200 

0.00 

0.00 

0.05 

0.06 

0.00 

0.00 

0.00 

0.01 

0.004 

0.19 

0.21 






Bhakhra Canal 

Command 

Younger Alluvium 

0.014 

-0.42 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


17 Z 

0801000200041300 

1.961 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.961 

0.06 

0.180 

0.01 

0.00 

0.04 

0.05 

0.00 

-0.05 

-0.03 

0.03 

0.003 

0.22 

0.35 


17 AMP 

0802000100309400 

3.238 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.238 

0.49 

0.150 

0.01 

0.00 

0.02 

0.09 

0.00 

0.13 

0.09 

0.04 

0.001 

0.23 

0.34 


17 BB 

0801000400085000 

2.978 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.635 

-0.30 

0.200 

0.05 

0.01 

0.03 

0.03 

0.00 

0.00 

0.00 

0.22 

0.001 

0.12 

0.25 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.343 

-0.30 

0.200 

0.02 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.06 

0.001 

0.10 

0.21 


17 BGP (BOLANWALI) 

0802000100312700 

3.870 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.058 

0.28 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.812 

0.28 

0.150 

0.02 

0.00 

0.04 

0.11 

0.00 

0.03 

0.02 

0.07 

0.012 

0.23 

0.39 


17 FF 

0801000100023000 

5.094 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.184 

0.01 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

-0.01 

0.00 

0.00 

0.000 

0.01 

0.01 





Saline 

Gang Canal 

Command 

Younger Alluvium 

4.910 

0.01 

0.200 

0.03 

0.00 

0.08 

0.08 

0.00 

-0.12 

-0.06 

0.10 

0.004 

0.19 

0.36 


17 KRW 

0801000300063200 

3.915 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.915 

0.64 

0.200 

0.01 

0.00 

0.04 

0.11 

0.00 

0.35 

0.30 

0.03 

0.004 

0.24 

0.28 


17 KSD 

0801000300058400 

2.944 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.010 

0.33 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.934 

0.33 

0.200 

0.04 

0.01 

0.03 

0.08 

0.00 

0.11 

0.09 

0.17 

0.003 

0.24 

0.28 


17 LLW 

0802000300352900 

4.471 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.780 

-0.01 

0.150 

0.03 

0.00 

0.01 

0.05 

0.00 

0.00 

0.00 

0.11 

0.000 

0.08 

0.17 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.230 

-0.01 

0.150 

0.02 

0.00 

0.02 

0.06 

0.00 

0.00 

0.00 

0.06 

0.001 

0.10 

0.21 


17 MJD(INDRAPURA) 

0802000100309000 

2.252 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.252 

0.33 

0.150 

0.01 

0.00 

0.02 

0.06 

0.00 

0.04 

0.03 

0.04 

0.001 

0.22 

0.29 


17 MMK 

0802000300349200 

3.643 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.235 

0.04 

0.150 

0.02 

0.00 

0.01 

0.04 

0.00 

-0.02 

-0.01 

0.08 

0.000 

0.07 

0.12 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.408 

0.04 

0.150 

0.02 

0.00 

0.02 

0.07 

0.00 

-0.06 

-0.03 

0.08 

0.001 

0.13 

0.24 


17 PTP 

0801000300064900 

2.699 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.699 

0.44 

0.200 

0.02 

0.00 

0.03 

0.08 

0.00 

0.15 

0.12 

0.06 

0.003 

0.24 

0.28 


17 RB 

0801000500105000 

4.430 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.874 

0.33 

0.200 

0.02 

0.00 

0.06 

0.06 

0.00 

0.15 

0.07 

0.09 

0.001 

0.15 

0.30 


17 SDS 

0801000300062300 

5.339 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

5.339 

0.09 

0.200 

0.00 

0.00 

0.06 

0.15 

0.00 

-0.11 

-0.12 

0.01 

0.006 

0.20 

0.19 


17 SPM 

0801000300073600 

3.955 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.955 

-0.33 

0.200 

0.01 

0.00 

0.04 

0.11 

0.00 

0.00 

0.00 

0.02 

0.004 

0.19 

0.23 


17ML 

0801000200042700 

3.648 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

3.648 

0.46 

0.200 

0.13 

0.03 

0.07 

0.09 

0.00 

0.28 

0.18 

0.53 

0.006 

0.23 

0.35 


18 F 

0801000200036500 

4.933 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.933 

1.11 

0.180 

0.04 

0.01 

0.09 

0.12 

0.00 

0.80 

0.48 

0.14 

0.008 

0.21 

0.35 


18 GG 

0801000200046700 

2.558 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.558 

-0.14 

0.200 

0.05 

0.01 

0.06 

0.06 

0.00 

0.00 

0.00 

0.18 

0.004 

0.23 

0.35 


18 LNP 

0801000200052500 

2.862 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.690 

-0.25 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.05 

0.001 

0.05 

0.05 






Bhakhra Canal 

Command 

Younger Alluvium 

2.172 

-0.25 

0.200 

0.04 

0.01 

0.02 

0.06 

0.00 

0.00 

0.00 

0.15 

0.002 

0.15 

0.15 


18 ML 

0801000200047200 

7.639 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

7.639 

0.15 

0.200 

0.08 

0.02 

0.14 

0.19 

0.00 

-0.04 

-0.03 

0.32 

0.012 

0.22 

0.33 


18 Z 

0801000200040300 

3.547 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.547 

0.10 

0.180 

0.01 

0.00 

0.07 

0.09 

0.00 

-0.08 

-0.05 

0.04 

0.006 

0.22 

0.35 


18 AMP 

0802000100307700 

3.069 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.069 

0.48 

0.150 

0.02 

0.00 

0.02 

0.09 

0.00 

0.13 

0.09 

0.10 

0.001 

0.23 

0.32 


18 BB 

0801000400084900 

1.681 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.681 

-0.33 

0.200 

0.10 

0.01 

0.03 

0.03 

0.00 

0.00 

0.00 

0.38 

0.001 

0.21 

0.46 


18 FF 

0801000100022900 

4.416 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.416 

0.06 

0.200 

0.05 

0.01 

0.08 

0.11 

0.00 

-0.10 

-0.05 

0.21 

0.004 

0.19 

0.34 


18 KRW 

0801000300063100 

4.593 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.593 

0.48 

0.200 

0.00 

0.00 

0.04 

0.13 

0.00 

0.27 

0.24 

0.00 

0.005 

0.23 

0.27 


18 KSD 

0801000300058200 

3.652 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.009 

0.41 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.643 

0.41 

0.200 

0.01 

0.00 

0.04 

0.10 

0.00 

0.16 

0.14 

0.05 

0.004 

0.24 

0.28 


18 LLW-A 

0802000300353200 

2.831 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.234 

0.02 

0.150 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

0.00 

0.01 

0.000 

0.02 

0.03 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.597 

0.02 

0.150 

0.02 

0.00 

0.03 

0.07 

0.00 

-0.07 

-0.04 

0.08 

0.001 

0.17 

0.35 


18 LLW-B 

0802000300353300 

2.187 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.187 

0.03 

0.150 

0.03 

0.00 

0.02 

0.06 

0.00 

-0.05 

-0.02 

0.11 

0.001 

0.19 

0.35 


18 MJD 

0802000100308900 

3.503 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.503 

0.33 

0.150 

0.01 

0.00 

0.04 

0.10 

0.00 

0.05 

0.03 

0.04 

0.001 

0.22 

0.31 


18MKS 

0802000100318200 

2.407 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.407 

-0.13 

0.150 

0.02 

0.00 

0.02 

0.07 

0.00 

0.00 

0.00 

0.07 

0.007 

0.21 

0.43 


18 MMK 

0802000300349400 

2.996 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.852 

0.13 

0.150 

0.02 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.07 

0.000 

0.06 

0.09 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.144 

0.13 

0.150 

0.02 

0.00 

0.02 

0.06 

0.00 

-0.02 

-0.01 

0.08 

0.001 

0.14 

0.22 


18 PTP 

0801000300064700 

2.603 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.603 

0.41 

0.200 

0.02 

0.00 

0.02 

0.07 

0.00 

0.14 

0.12 

0.06 

0.003 

0.24 

0.28 


18 RB 

0801000500104900 

3.351 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.351 

0.28 

0.200 

0.02 

0.00 

0.05 

0.05 

0.00 

0.10 

0.05 

0.07 

0.001 

0.17 

0.34 


18 SDS 

0801000300062100 

4.635 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.635 

-0.39 

0.200 

0.01 

0.00 

0.04 

0.13 

0.00 

0.00 

0.00 

0.02 

0.005 

0.18 

0.14 


18 SPM 

0801000300072200 

10.006 

Saline 

Gang Canal 

Command 

Younger Alluvium 

8.324 

-0.45 

0.200 

0.01 

0.00 

0.10 

0.14 

0.00 

0.00 

0.00 

0.01 

0.009 

0.15 

0.16 






Bhakhra Canal 

Command 

Younger Alluvium 

1.681 

-0.45 

0.200 

0.00 

0.00 

0.02 

0.05 

0.00 

0.00 

0.00 

0.00 

0.002 

0.03 

0.03 


19 GG 

0801000200046600 

1.867 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.867 

-0.15 

0.200 

0.05 

0.01 

0.04 

0.05 

0.00 

0.00 

0.00 

0.22 

0.003 

0.22 

0.35 


19 LNP 

0801000200052700 

4.963 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

4.963 

-0.46 

0.200 

0.00 

0.00 

0.06 

0.08 

0.00 

0.00 

0.00 

0.01 

0.005 

0.20 

0.23 


19 ML 

0801000200047800 

2.759 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.759 

-0.17 

0.200 

0.07 

0.02 

0.05 

0.07 

0.00 

0.00 

0.00 

0.26 

0.004 

0.22 

0.31 


19 Z 

0801000200040500 

3.781 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.781 

0.18 

0.180 

0.01 

0.00 

0.07 

0.09 

0.00 

-0.03 

-0.02 

0.02 

0.006 

0.22 

0.35 


19 AMP (SHAHPINI) 

0802000100309300 

3.360 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.360 

0.44 

0.150 

0.02 

0.00 

0.03 

0.10 

0.00 

0.12 

0.08 

0.08 

0.001 

0.22 

0.32 


19 BB 

0801000400084800 

3.820 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.644 

-0.40 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.05 

0.000 

0.04 

0.08 





Saline 

Gang Canal 

Command 

Younger Alluvium 

3.176 

-0.40 

0.200 

0.03 

0.00 

0.05 

0.05 

0.00 

0.00 

0.00 

0.10 

0.002 

0.18 

0.38 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 


(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.20 

0.03 

(181.84) 

0.02 

0.07 

0.09 

0.02 

0.10 

0.01 

- 

0.0205 

0.0581 

- 

0.079 

0.086 

0.175 

0.009 

0.166 

0.044 

26.79 

Safe 

16 PTD-A 

0801000500128600 

0.25 

0.01 

97.47 

0.01 

0.01 

0.02 

0.01 

0.07 

0.00 

- 

0.0099 

0.0111 

- 

0.021 

0.023 

0.046 

0.002 

0.043 

0.018 

41.94 

Safe 

16 PTD-B 

0801000500128700 

0.25 

0.04 

84.64 

0.04 

0.03 

0.08 

0.02 

0.11 

0.01 

0.0100 

0.0212 

0.0240 

- 

0.055 

0.065 

0.143 

0.007 

0.135 

0.027 

20.30 

Safe 



0.25 

0.01 

186.35 

0.01 

0.03 

0.04 

0.01 

0.05 

0.00 

- 

0.0177 

0.0200 

- 

0.038 

0.040 

0.078 

0.004 

0.074 

0.009 

12.53 

Safe 

16 PTP 

0801000300064800 

0.25 

0.25 

(40.73) 

0.20 

0.17 

0.36 

0.06 

0.30 

0.06 

0.0100 

0.0506 

0.1430 

- 

0.204 

0.268 

0.631 

0.032 

0.599 

0.058 

9.75 

Safe 

16 RB 

0801000500105400 

0.25 

0.11 

(21.23) 

0.09 

0.08 

0.17 

0.05 

0.21 

0.03 

0.0100 

0.0550 

0.0622 

- 

0.127 

0.157 

0.328 

0.016 

0.312 

0.082 

26.21 

Safe 

16SDS 

0801000300062400 

0.25 

0.17 

(134.52) 

0.14 

0.13 

0.27 

0.06 

0.26 

0.05 

0.0100 

0.0407 

0.1151 

- 

0.166 

0.216 

0.489 

0.024 

0.464 

0.049 

10.46 

Safe 

16SPM 

0801000300073700 

0.25 

0.15 

- 

0.15 

0.13 

0.28 

0.05 

0.24 

0.04 

- 

0.0397 

0.1123 

- 

0.152 

0.196 

0.477 

0.048 

0.429 

0.012 

2.91 

Safe 

16/17 H 

0801000100005100 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.25 

0.00 

- 

0.00 

0.03 

0.03 

0.00 

0.02 

0.00 

- 

0.0174 

0.0246 

- 

0.042 

0.043 

0.076 

0.008 

0.068 

0.019 

27.28 

Safe 

16ML 

0801000200042800 

0.25 

0.26 

(32.42) 

0.21 

0.22 

0.43 

0.06 

0.29 

0.07 

0.0700 

0.1165 

0.1647 

- 

0.351 

0.420 

0.850 

0.042 

0.807 

0.397 

49.23 

Safe 

17 F 

0801000200036400 

0.25 

0.04 

390.85 

0.05 

0.08 

0.13 

0.02 

0.12 

0.01 

0.0200 

0.0422 

0.0597 

- 

0.122 

0.132 

0.263 

0.013 

0.250 

0.108 

43.08 

Safe 



0.22 

0.05 

307.88 

0.06 

0.09 

0.15 

0.03 

0.14 

0.01 

0.0100 

0.0505 

0.0713 

- 

0.132 

0.145 

0.292 

0.015 

0.278 

0.075 

27.09 

Safe 

17 GG 

0801000200046800 

0.25 

0.11 

- 

0.11 

0.13 

0.24 

0.06 

0.29 

0.03 

0.0100 

0.0744 

0.1051 

- 

0.190 

0.219 

0.459 

0.046 

0.413 

0.074 

17.83 

Safe 

17 LNP 

0801000200052600 

0.25 

0.19 

- 

0.19 

0.11 

0.30 

0.06 

0.25 

0.06 

- 

0.0661 

0.0934 

- 

0.160 

0.216 

0.517 

0.052 

0.465 

0.013 

2.83 

Safe 



0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0005 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

1.31 

Safe 

17 Z 

0801000200041300 

0.22 

0.10 

(135.33) 

0.08 

0.08 

0.16 

0.06 

0.28 

0.03 

0.0100 

0.0495 

0.0699 

- 

0.129 

0.155 

0.316 

0.016 

0.301 

0.030 

10.02 

Safe 

17 AMP 

0802000100309400 

0.20 

0.15 

(40.33) 

0.12 

0.12 

0.24 

0.07 

0.30 

0.04 

- 

0.0292 

0.1102 

- 

0.139 

0.183 

0.419 

0.021 

0.398 

0.039 

9.76 

Safe 

17 BB 

0801000400085000 

0.25 

0.05 

- 

0.05 

0.06 

0.11 

0.03 

0.15 

0.01 

0.0200 

0.0344 

0.0389 

- 

0.093 

0.105 

0.215 

0.022 

0.194 

0.217 

112.01 

Over Exploited 



0.25 

0.03 

- 

0.03 

0.04 

0.07 

0.02 

0.12 

0.01 

0.0100 

0.0282 

0.0319 

- 

0.070 

0.078 

0.153 

0.015 

0.138 

0.064 

46.21 

Safe 

17 BGP (BOLANWALI) 

0802000100312700 

0.20 

0.00 

150.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0007 

0.0020 

- 

0.003 

0.003 

0.005 

0.000 

0.005 

0.000 

3.69 

Safe 



0.20 

0.17 

(88.14) 

0.14 

0.15 

0.29 

0.07 

0.30 

0.05 

0.0100 

0.0459 

0.1298 

- 

0.186 

0.240 

0.528 

0.026 

0.501 

0.085 

16.87 

Safe 

17 FF 

0801000100023000 

0.25 

0.00 

(995.51) 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0039 

0.0044 

- 

0.008 

0.008 

0.014 

0.001 

0.014 

0.000 

1.10 

Safe 



0.25 

0.23 

(127.31) 

0.18 

0.16 

0.34 

0.05 

0.24 

0.06 

0.0100 

0.1033 

0.1167 

- 

0.230 

0.287 

0.629 

0.031 

0.598 

0.103 

17.23 

Safe 

17 KRW 

0801000300063200 

0.25 

0.24 

29.08 

0.28 

0.16 

0.44 

0.06 

0.30 

0.06 

- 

0.0471 

0.1332 

- 

0.180 

0.239 

0.677 

0.034 

0.643 

0.031 

4.84 

Safe 

17 KSD 

0801000300058400 

0.25 

0.00 

14,788.33 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.25 

0.18 

(48.63) 

0.14 

0.13 

0.27 

0.06 

0.30 

0.04 

0.0200 

0.0353 

0.0999 

- 

0.155 

0.199 

0.466 

0.023 

0.442 

0.174 

39.35 

Safe 

17 LLW 

0802000300352900 

0.20 

0.03 

- 

0.03 

0.06 

0.09 

0.02 

0.10 

0.01 

0.0100 

0.0161 

0.0606 

- 

0.087 

0.094 

0.186 

0.019 

0.167 

0.108 

64.96 

Safe 



0.20 

0.04 

- 

0.04 

0.08 

0.12 

0.03 

0.12 

0.01 

0.0100 

0.0201 

0.0759 

- 

0.106 

0.117 

0.241 

0.024 

0.217 

0.064 

29.36 

Safe 

17 MJD(INDRAPURA) 

0802000100309000 

0.20 

0.10 

(69.67) 

0.08 

0.08 

0.16 

0.06 

0.28 

0.03 

- 

0.0203 

0.0767 

- 

0.097 

0.125 

0.285 

0.014 

0.271 

0.039 

14.23 

Safe 

17 MMK 

0802000300349200 

0.20 

0.02 

(170.34) 

0.01 

0.05 

0.06 

0.02 

0.08 

0.00 

0.0100 

0.0149 

0.0420 

- 

0.067 

0.071 

0.132 

0.007 

0.126 

0.081 

64.69 

Safe 



0.20 

0.06 

(152.93) 

0.05 

0.09 

0.14 

0.04 

0.16 

0.02 

0.0100 

0.0290 

0.0820 

- 

0.121 

0.138 

0.281 

0.014 

0.267 

0.077 

28.70 

Safe 

17 PTP 

0801000300064900 

0.25 

0.16 

(21.60) 

0.13 

0.11 

0.23 

0.06 

0.30 

0.04 

0.0100 

0.0325 

0.0919 

- 

0.134 

0.175 

0.409 

0.020 

0.389 

0.066 

16.93 

Safe 

17 RB 

0801000500105000 

0.25 

0.14 

(47.78) 

0.11 

0.12 

0.24 

0.04 

0.19 

0.04 

0.0100 

0.0815 

0.0921 

- 

0.184 

0.222 

0.459 

0.023 

0.436 

0.091 

20.90 

Safe 

17 SDS 

0801000300062300 

0.25 

0.26 

(144.91) 

0.21 

0.21 

0.42 

0.06 

0.26 

0.08 

- 

0.0643 

0.1817 

- 

0.246 

0.325 

0.748 

0.037 

0.711 

0.015 

2.06 

Safe 

17 SPM 

0801000300073600 

0.25 

0.18 

- 

0.18 

0.16 

0.34 

0.05 

0.24 

0.05 

- 

0.0476 

0.1346 

- 

0.182 

0.233 

0.573 

0.057 

0.516 

0.022 

4.30 

Safe 

17ML 

0801000200042700 

0.25 

0.21 

(11.86) 

0.18 

0.19 

0.37 

0.06 

0.29 

0.05 

0.1000 

0.0921 

0.1301 

- 

0.322 

0.376 

0.746 

0.037 

0.709 

0.531 

74.85 

Semi Critical 

18 F 

0801000200036500 

0.22 

0.23 

109.56 

0.27 

0.22 

0.50 

0.05 

0.27 

0.06 

0.0300 

0.1245 

0.1759 

- 

0.330 

0.389 

0.887 

0.044 

0.843 

0.143 

16.95 

Safe 

18 GG 

0801000200046700 

0.25 

0.14 

- 

0.14 

0.13 

0.27 

0.06 

0.28 

0.04 

0.0300 

0.0753 

0.0912 

- 

0.197 

0.234 

0.507 

0.051 

0.457 

0.184 

40.31 

Safe 

18 LNP 

0801000200052500 

0.25 

0.01 

- 

0.01 

0.02 

0.03 

0.01 

0.06 

0.00 

0.0100 

0.0116 

0.0164 

- 

0.038 

0.040 

0.068 

0.007 

0.061 

0.055 

89.06 

Semi Critical 



0.25 

0.08 

- 

0.08 

0.10 

0.17 

0.04 

0.19 

0.02 

0.0200 

0.0262 

0.0739 

- 

0.120 

0.144 

0.319 

0.032 

0.287 

0.155 

54.08 

Safe 

18 ML 

0801000200047200 

0.25 

0.42 

(106.58) 

0.34 

0.35 

0.69 

0.06 

0.28 

0.11 

0.0600 

0.1927 

0.2724 

- 

0.525 

0.638 

1.328 

0.066 

1.262 

0.327 

25.93 

Safe 

18 Z 

0801000200040300 

0.22 

0.17 

(128.36) 

0.14 

0.15 

0.29 

0.06 

0.28 

0.05 

0.0100 

0.0895 

0.1265 

- 

0.226 

0.272 

0.565 

0.028 

0.537 

0.042 

7.75 

Safe 

18 AMP 

0802000100307700 

0.20 

0.14 

(34.78) 

0.11 

0.11 

0.22 

0.07 

0.29 

0.04 

0.0100 

0.0277 

0.1044 

- 

0.142 

0.183 

0.405 

0.020 

0.385 

0.096 

24.88 

Safe 

18 BB 

0801000400084900 

0.25 

0.09 

- 

0.09 

0.06 

0.15 

0.05 

0.27 

0.02 

0.0400 

0.0353 

0.0400 

- 

0.115 

0.138 

0.291 

0.029 

0.262 

0.385 

CD 

O 

Over Exploited 

18 FF 

0801000100022900 

0.25 

0.21 

(125.20) 

0.17 

0.20 

0.37 

0.05 

0.24 

0.05 

0.0400 

0.1114 

0.1575 

- 

0.309 

0.360 

0.729 

0.036 

0.693 

0.211 

30.39 

Safe 

18 KRW 

0801000300063100 

0.25 

0.27 

(11.00) 

0.24 

0.17 

0.41 

0.06 

0.29 

0.07 

- 

0.0415 

0.1563 

- 

0.198 

0.267 

0.675 

0.034 

0.641 

0.005 

0.76 

Safe 

18 KSD 

0801000300058200 

0.25 

0.00 

22,802.27 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0003 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.25 

0.22 

(35.94) 

0.17 

0.14 

0.32 

0.06 

0.30 

0.05 

0.0100 

0.0439 

0.1240 

- 

0.178 

0.233 

0.552 

0.028 

0.524 

0.058 

11.03 

Safe 

18 LLW-A 

0802000300353200 

0.20 

0.00 

(681.71) 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0028 

0.0080 

- 

0.011 

0.011 

0.021 

0.001 

0.020 

0.014 

71.59 

Semi Critical 



0.20 

0.09 

(140.78) 

0.07 

0.10 

0.17 

0.05 

0.22 

0.02 

0.0100 

0.0313 

0.0884 

- 

0.130 

0.154 

0.327 

0.016 

0.311 

0.077 

24.68 

Safe 

18 LLW-B 

0802000300353300 

0.20 

0.08 

(130.15) 

0.07 

0.08 

0.15 

0.05 

0.24 

0.02 

0.0100 

0.0263 

0.0744 

- 

0.111 

0.133 

0.284 

0.014 

0.270 

0.108 

39.90 

Safe 

18 MJD 

0802000100308900 

0.20 

0.15 

(77.81) 

0.12 

0.14 

0.26 

0.06 

0.28 

0.04 

- 

0.0422 

0.1192 

- 

0.161 

0.205 

0.463 

0.023 

0.440 

0.039 

8.85 

Safe 

18MKS 

0802000100318200 

0.20 

0.10 

- 

0.10 

0.09 

0.19 

0.06 

0.27 

0.03 

0.0100 

0.0290 

0.0819 

- 

0.121 

0.150 

0.344 

0.034 

0.310 

0.080 

25.94 

Safe 

18 MMK 

0802000300349400 

0.20 

0.01 

(72.10) 

0.01 

0.03 

0.04 

0.02 

0.07 

0.00 

0.0100 

0.0103 

0.0290 

- 

0.049 

0.052 

0.093 

0.005 

0.088 

0.068 

77.38 

Semi Critical 



0.20 

0.06 

(121.23) 

0.05 

0.08 

0.13 

0.04 

0.18 

0.02 

0.0100 

0.0258 

0.0730 

- 

0.109 

0.126 

0.258 

0.013 

0.245 

0.077 

31.21 

Safe 

18 PTP 

0801000300064700 

0.25 

0.16 

(24.75) 

0.13 

0.10 

0.22 

0.06 

0.30 

0.04 

0.0100 

0.0235 

0.0886 

- 

0.122 

0.161 

0.383 

0.019 

0.363 

0.066 

18.09 

Safe 

18 RB 

0801000500104900 

0.25 

0.14 

(65.89) 

0.11 

0.11 

0.22 

0.05 

0.21 

0.04 

0.0100 

0.0705 

0.0796 

- 

0.160 

0.198 

0.417 

0.021 

0.397 

0.073 

18.39 

Safe 

18 SDS 

0801000300062100 

0.25 

0.21 

- 

0.21 

0.17 

0.38 

0.06 

0.24 

0.07 

- 

0.0419 

0.1578 

- 

0.200 

0.268 

0.649 

0.065 

0.584 

0.023 

3.92 

Safe 

18 SPM 

0801000300072200 

0.25 

0.32 

- 

0.32 

0.24 

0.56 

0.05 

0.20 

0.10 

- 

0.1400 

0.1979 

- 

0.338 

0.434 

0.995 

0.099 

0.895 

0.018 

1.99 

Safe 



0.25 

0.01 

- 

0.01 

0.07 

0.08 

0.01 

0.04 

0.00 

- 

0.0202 

0.0572 

- 

0.078 

0.081 

0.161 

0.016 

0.145 

0.002 

1.22 

Safe 

19 GG 

0801000200046600 

0.25 

0.11 

- 

0.11 

0.10 

0.20 

0.06 

0.28 

0.03 

0.0400 

0.0550 

0.0666 

- 

0.162 

0.189 

0.391 

0.039 

0.352 

0.219 

62.24 

Safe 

19 LNP 

0801000200052700 

0.25 

0.24 

- 

0.24 

0.14 

0.39 

0.06 

0.25 

0.07 

- 

0.0835 

0.1180 

- 

0.202 

0.273 

0.660 

0.066 

0.594 

0.014 

2.40 

Safe 

19 ML 

0801000200047800 

0.25 

0.15 

- 

0.15 

0.14 

0.29 

0.06 

0.28 

0.04 

0.0500 

0.0696 

0.0984 

- 

0.218 

0.259 

0.548 

0.055 

0.493 

0.259 

52.61 

Safe 

19 Z 

0801000200040500 

0.22 

0.19 

(111.18) 

0.15 

0.16 

0.31 

0.06 

0.28 

0.05 

- 

0.0954 

0.1348 

- 

0.230 

0.279 

0.590 

0.030 

0.561 

0.024 

4.28 

Safe 

19 AMP (SHAHPIN1) 

0802000100309300 

0.20 

0.15 

(44.54) 

0.12 

0.12 

0.24 

0.06 

0.29 

0.04 

0.0100 

0.0303 

0.1144 

- 

0.155 

0.198 

0.441 

0.022 

0.419 

0.083 

19.79 

Safe 

19 BB 

0801000400084800 

0.25 

0.01 

- 

0.01 

0.02 

0.03 

0.01 

0.04 

0.00 

0.0100 

0.0135 

0.0153 

- 

0.039 

0.040 

0.067 

0.007 

0.060 

0.048 

80.66 

Semi Critical 



0.25 

0.14 

- 

0.14 

0.10 

0.24 

0.05 

0.22 

0.04 

0.0100 

0.0668 

0.0755 

- 

0.152 

0.188 

0.429 

0.043 

0.387 

0.101 

26.06 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 


(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


19 F 

080100010000620C 

3.280 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.806 

0.81 

0.200 

0.05 

0.01 

0.02 

0.02 

0.00 

0.13 

0.08 

0.20 

0.001 

0.05 

0.08 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.807 

0.81 

0.200 

0.01 

0.00 

0.02 

0.02 

0.00 

0.11 

0.06 

0.05 

0.001 

0.05 

0.08 


19 FF 

080100010002220C 

4.336 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.880 

0.09 

0.200 

0.02 

0.00 

0.05 

0.07 

0.00 

-0.05 

-0.03 

0.08 

0.002 

0.12 

0.22 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.456 

0.09 

0.200 

0.00 

0.00 

0.03 

0.04 

0.00 

-0.04 

-0.02 

0.01 

0.001 

0.06 

0.11 


19JRK 

080200030034670C 

5.184 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.511 

0.06 

0.150 

0.06 

0.01 

0.03 

0.13 

0.00 

-0.07 

-0.07 

0.23 

0.001 

0.14 

0.16 


19 KSD 

0801000300057700 

0.784 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.012 

0.46 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.772 

0.46 

0.200 

0.02 

0.00 

0.01 

0.02 

0.00 

0.06 

0.05 

0.07 

0.001 

0.24 

0.28 


19 LLW 

0802000300353100 

2.336 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.890 

-0.02 

0.150 

0.02 

0.00 

0.01 

0.03 

0.00 

0.00 

0.00 

0.07 

0.000 

0.07 

0.15 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.445 

-0.02 

0.150 

0.01 

0.00 

0.01 

0.04 

0.00 

0.00 

0.00 

0.06 

0.000 

0.12 

0.24 


19 MJD 

0802000100308800 

4.626 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.626 

0.32 

0.150 

0.01 

0.00 

0.05 

0.13 

0.00 

0.05 

0.04 

0.05 

0.001 

0.21 

0.28 


19 MKS (MANAKSAR) 

0802000100318400 

3.002 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.884 

-0.20 

0.150 

0.00 

0.00 

0.01 

0.03 

0.00 

0.00 

0.00 

0.02 

0.003 

0.06 

0.13 


19 MMK 

0802000300349100 

3.352 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.242 

0.04 

0.150 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

0.00 

0.01 

0.000 

0.01 

0.02 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.110 

0.04 

0.150 

0.03 

0.00 

0.03 

0.09 

0.00 

-0.07 

-0.04 

0.11 

0.001 

0.18 

0.31 


19 PTD 

0801000500128800 

1.565 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.464 

0.50 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.02 

0.000 

0.05 

0.09 






Gang Canal 

Command 

Younger Alluvium 

0.319 

0.50 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.02 

0.01 

0.02 

0.000 

0.03 

0.06 


19 PTP 

0801000300065000 

7.951 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

7.951 

0.44 

0.200 

0.02 

0.00 

0.07 

0.23 

0.00 

0.43 

0.36 

0.07 

0.008 

0.24 

0.28 


19 RB 

0801000500104800 

3.497 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.497 

0.27 

0.200 

0.04 

0.01 

0.05 

0.06 

0.00 

0.10 

0.05 

0.17 

0.001 

0.17 

0.34 


19 SDS 

0801000300062000 

6.038 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

6.038 

0.12 

0.200 

0.01 

0.00 

0.07 

0.17 

0.00 

-0.08 

-0.09 

0.03 

0.006 

0.19 

0.17 


19 SPM 

0801000300073500 

5.524 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.237 

-0.32 

0.200 

0.00 

0.00 

0.03 

0.04 

0.00 

0.00 

0.00 

0.01 

0.002 

0.08 

0.11 






Bhakhra Canal 

Command 

Younger Alluvium 

3.287 

-0.32 

0.200 

0.00 

0.00 

0.04 

0.09 

0.00 

0.00 

0.00 

0.01 

0.003 

0.11 

0.16 


1A 

0801000200025400 

3.635 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.813 

0.22 

0.200 

0.04 

0.01 

0.03 

0.04 

0.00 

0.03 

0.02 

0.15 

0.003 

0.11 

0.15 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.822 

0.22 

0.180 

0.02 

0.01 

0.03 

0.04 

0.00 

0.00 

0.00 

0.09 

0.003 

0.11 

0.15 


IQ 

0801000200024200 

4.173 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.872 

0.64 

0.200 

0.02 

0.00 

0.02 

0.02 

0.00 

0.09 

0.06 

0.06 

0.001 

0.05 

0.07 





Saline 

Gang Canal 

Command 

Younger Alluvium 

3.301 

0.64 

0.180 

0.03 

0.01 

0.06 

0.08 

0.00 

0.26 

0.17 

0.13 

0.005 

0.18 

0.27 


2 AMP 

0802000100304400 

4.285 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.285 

0.24 

0.150 

0.03 

0.00 

0.05 

0.12 

0.00 

0.00 

0.01 

0.09 

0.013 

0.23 

0.20 


2 B 

0801000200025900 

3.075 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.075 

0.21 

0.180 

0.07 

0.02 

0.06 

0.08 

0.00 

0.03 

0.02 

0.26 

0.005 

0.22 

0.32 



0801000200035400 

2.307 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.307 

0.17 

0.180 

0.02 

0.00 

0.04 

0.06 

0.00 

-0.01 

-0.01 

0.07 

0.004 

0.23 

0.35 


2 BB 

0801000400079200 

3.483 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.769 

-0.59 

0.200 

0.04 

0.01 

0.01 

0.01 

0.00 

0.00 

0.00 

0.17 

0.000 

0.05 

0.09 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.714 

-0.59 

0.200 

0.06 

0.01 

0.04 

0.04 

0.00 

0.00 

0.00 

0.23 

0.001 

0.16 

0.31 


2 BBA 

0801000400081800 

3.337 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

3.337 

0.21 

0.200 

0.04 

0.01 

0.05 

0.05 

0.00 

0.06 

0.03 

0.14 

0.002 

0.20 

0.41 


2 BGP 

0802000100311200 

1.921 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.921 

0.19 

0.150 

0.15 

0.02 

0.02 

0.06 

0.00 

0.10 

0.16 

0.59 

0.006 

0.23 

0.15 


2 BGS 

0801000300055900 

4.126 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.011 

0.10 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.115 

0.10 

0.200 

0.04 

0.01 

0.06 

0.12 

0.00 

-0.06 

-0.05 

0.14 

0.004 

0.23 

0.27 


2 BNW 

0801000300060200 

5.799 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

5.799 

0.09 

0.200 

0.00 

0.00 

0.06 

0.17 

0.00 

-0.12 

-0.11 

0.01 

0.006 

0.23 

0.27 


2 BWM-A 

0801000500129000 

1.304 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.974 

0.53 

0.200 

0.02 

0.00 

0.01 

0.01 

0.00 

0.10 

0.06 

0.06 

0.000 

0.13 

0.23 


2 BWM-B 

0801000500129100 

1.786 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.000 

0.52 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.428 

0.52 

0.200 

0.02 

0.00 

0.01 

0.01 

0.00 

0.14 

0.08 

0.09 

0.000 

0.14 

0.25 






Gang Canal 

Command 

Younger Alluvium 

0.013 

0.52 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


2 BWSM 

0801000500128300 

2.498 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.157 

0.45 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.02 






Gang Canal 

Command 

Younger Alluvium 

2.341 

0.45 

0.200 

0.01 

0.00 

0.04 

0.04 

0.00 

0.15 

0.08 

0.05 

0.001 

0.16 

0.31 


2 C 

0801000200026600 

5.456 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.634 

0.26 

0.200 

0.01 

0.00 

0.01 

0.02 

0.00 

0.02 

0.01 

0.05 

0.001 

0.03 

0.04 





Saline 

Gang Canal 

Command 

Younger Alluvium 

4.822 

0.26 

0.180 

0.05 

0.01 

0.09 

0.12 

0.00 

0.05 

0.04 

0.20 

0.008 

0.20 

0.28 



0801000200037100 

3.915 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.915 

0.21 

0.180 

0.01 

0.00 

0.07 

0.10 

0.00 

-0.01 

-0.01 

0.02 

0.006 

0.23 

0.35 


2CC 

0801000400080400 

3.081 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.081 

-0.06 

0.200 

0.01 

0.00 

0.05 

0.05 

0.00 

0.00 

0.00 

0.05 

0.002 

0.21 

0.45 


2 CDR 

0802000200322700 

2.083 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.132 

-0.12 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.001 

0.01 

0.02 


2 D 

0801000200028000 

2.154 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.154 

0.31 

0.180 

0.08 

0.02 

0.04 

0.05 

0.00 

0.09 

0.06 

0.30 

0.003 

0.22 

0.34 



0801000200035000 

1.182 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.182 

0.22 

0.200 

0.20 

0.05 

0.02 

0.03 

0.00 

0.15 

0.10 

0.81 

0.002 

0.23 

0.35 


2 DD 

0801000400081300 

3.613 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.688 

-0.11 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.02 

0.000 

0.04 

0.09 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.925 

-0.11 

0.200 

0.01 

0.00 

0.05 

0.05 

0.00 

0.00 

0.00 

0.03 

0.002 

0.17 

0.37 


2 DLP 

0802000100317100 

2.228 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

2.228 

-0.23 

0.150 

0.04 

0.01 

0.03 

0.06 

0.00 

0.00 

0.00 

0.16 

0.007 

0.23 

0.41 


2 DNG 

0802000100303700 

3.139 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.139 

0.20 

0.150 

0.02 

0.01 

0.05 

0.11 

0.00 

-0.05 

-0.08 

0.08 

0.010 

0.23 

0.15 


2 E 

0801000200028400 

2.350 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.350 

0.29 

0.180 

0.10 

0.02 

0.05 

0.06 

0.00 

0.09 

0.06 

0.38 

0.004 

0.22 

0.34 


2 E(RURAL) 

0801000200039100 

2.997 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.997 

0.34 

0.200 

0.10 

0.02 

0.06 

0.07 

0.00 

0.16 

0.10 

0.38 

0.005 

0.23 

0.35 


2 EE 

0801000400079900 

2.697 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.034 

-0.48 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.662 

-0.48 

0.200 

0.02 

0.00 

0.04 

0.04 

0.00 

0.00 

0.00 

0.08 

0.001 

0.21 

0.45 


2 EEA 

0801000400092400 

6.718 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

4.279 

-0.17 

0.200 

0.14 

0.02 

0.07 

0.07 

0.00 

0.00 

0.00 

0.58 

0.002 

0.13 

0.29 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.439 

-0.17 

0.200 

0.03 

0.00 

0.04 

0.04 

0.00 

0.00 

0.00 

0.12 

0.001 

0.08 

0.16 


2 F 

0801000200028700 

2.276 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.276 

0.29 

0.180 

0.05 

0.01 

0.05 

0.06 

0.00 

0.05 

0.04 

0.20 

0.004 

0.23 

0.34 



0801000200043600 

1.423 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.423 

0.36 

0.200 

0.00 

0.00 

0.03 

0.03 

0.00 

0.04 

0.03 

0.00 

0.002 

0.23 

0.35 


2 FD-A 

0801000500101300 

2.119 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.119 

-0.01 

0.200 

0.01 

0.00 

0.04 

0.05 

0.00 

0.00 

0.00 

0.05 

0.001 

0.18 

0.33 


2 FD-B 

0801000500101400 

2.122 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.122 

0.06 

0.200 

0.01 

0.00 

0.04 

0.05 

0.00 

-0.06 

-0.03 

0.04 

0.001 

0.18 

0.33 


2 FF 

0801000100016200 

3.031 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.422 

0.07 

0.200 

0.02 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

0.08 

0.000 

0.03 

0.04 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.588 

0.07 

0.200 

0.03 

0.01 

0.05 

0.06 

0.00 

-0.06 

-0.04 

0.12 

0.002 

0.16 

0.25 


2 FFA 

0801000100021700 

2.053 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.197 

-0.01 

0.200 

0.02 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.08 

0.001 

0.11 

0.19 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.857 

-0.01 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.02 

0.001 

0.08 

0.14 


2 FFB 

0801000500103400 

3.658 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.658 

0.23 

0.200 

0.02 

0.00 

0.06 

0.06 

0.00 

0.07 

0.04 

0.07 

0.001 

0.17 

0.35 


2 G 

0801000200031300 

5.347 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.666 

0.28 

0.200 

0.03 

0.01 

0.01 

0.02 

0.00 

0.03 

0.02 

0.11 

0.001 

0.03 

0.04 





Saline 

Gang Canal 

Command 

Younger Alluvium 

4.681 

0.28 

0.180 

0.11 

0.03 

0.10 

0.11 

0.00 

0.10 

0.07 

0.41 

0.007 

0.20 

0.30 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 


(24) 

(25) 


(27) 




(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

19 F 

0801000100006200 

0.25 

0.01 

699.12 

0.01 

0.04 

0.06 

0.01 

0.06 

0.00 

0.0400 

0.0203 

0.0287 

- 

0.089 

0.092 

0.149 

0.007 

0.141 

0.196 

138.64 

Over Exploited 



0.25 

0.01 

521.07 

0.01 

0.03 

0.05 

0.01 

0.06 

0.00 

0.0100 

0.0204 

0.0288 

- 

0.059 

0.062 

0.109 

0.005 

0.103 

0.046 

44.24 

Safe 

19 FF 

0801000100022200 

0.25 

0.09 

(132.40) 

0.07 

0.12 

0.20 

0.03 

0.15 

0.02 

0.0100 

0.0727 

0.1027 

- 

0.185 

0.207 

0.403 

0.020 

0.383 

0.080 

20.98 

Safe 



0.25 

0.02 

(189.55) 

0.02 

0.06 

0.08 

0.02 

0.08 

0.01 

- 

0.0367 

0.0519 

- 

0.089 

0.094 

0.175 

0.009 

0.167 

0.010 

6.12 

Safe 

19JRK 

0802000300346700 

0.20 

0.13 

(150.24) 

0.10 

0.17 

0.28 

0.03 

0.18 

0.03 

0.0300 

0.0407 

0.1535 

- 

0.224 

0.253 

0.531 

0.027 

0.505 

0.234 

46.41 

Safe 

19 KSD 

0801000300057700 

0.25 

0.00 

4,670.97 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.25 

0.05 

12.41 

0.05 

0.03 

0.08 

0.06 

0.30 

0.01 

0.0100 

0.0093 

0.0263 

- 

0.046 

0.057 

0.139 

0.007 

0.132 

0.073 

55.09 

Safe 

19 LLW 

0802000300353100 

0.20 

0.01 

- 

0.01 

0.03 

0.04 

0.02 

0.09 

0.00 

0.0100 

0.0080 

0.0303 

- 

0.048 

0.052 

0.097 

0.010 

0.087 

0.068 

78.47 

Semi Critical 



0.20 

0.03 

- 

0.03 

0.05 

0.09 

0.03 

0.15 

0.01 

0.0100 

0.0131 

0.0492 

- 

0.072 

0.081 

0.167 

0.017 

0.150 

0.057 

38.18 

Safe 

19 MJD 

0802000100308800 

0.20 

0.20 

(79.11) 

0.16 

0.18 

0.34 

0.06 

0.27 

0.06 

0.0100 

0.0557 

0.1574 

- 

0.223 

0.279 

0.616 

0.031 

0.586 

0.051 

8.74 

Safe 

19 MKS (MANAKSAR) 

0802000100318400 

0.20 

0.01 

- 

0.01 

0.03 

0.04 

0.02 

0.08 

0.00 

- 

0.0106 

0.0301 

- 

0.041 

0.044 

0.088 

0.009 

0.080 

0.019 

23.47 

Safe 

19 MMK 

0802000300349100 

0.20 

0.00 

(793.85) 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0029 

0.0082 

- 

0.011 

0.011 

0.021 

0.001 

0.020 

0.014 

69.46 

Safe 



0.20 

0.11 

(138.62) 

0.09 

0.12 

0.21 

0.05 

0.23 

0.03 

0.0100 

0.0375 

0.1059 

- 

0.153 

0.184 

0.394 

0.020 

0.374 

0.108 

28.79 

Safe 

19 PTD 

0801000500128800 

0.25 

0.01 

242.10 

0.01 

0.01 

0.02 

0.01 

0.06 

0.00 

- 

0.0057 

0.0064 

- 

0.012 

0.014 

0.030 

0.001 

0.028 

0.018 

64.46 

Safe 



0.25 

0.00 

321.02 

0.00 

0.01 

0.01 

0.01 

0.04 

0.00 

- 

0.0067 

0.0076 

- 

0.014 

0.015 

0.029 

0.001 

0.027 

0.018 

66.66 

Safe 

19 PTP 

0801000300065000 

0.25 

0.47 

(22.95) 

0.38 

0.29 

0.67 

0.06 

0.30 

0.12 

0.0100 

0.0718 

0.2706 

- 

0.352 

0.472 

1.143 

0.057 

1.086 

0.080 

7.41 

Safe 

19 RB 

0801000500104800 

0.25 

0.15 

(64.91) 

0.12 

0.12 

0.24 

0.05 

0.21 

0.04 

0.0200 

0.0735 

0.0831 

- 

0.177 

0.216 

0.455 

0.023 

0.433 

0.172 

39.75 

Safe 

19 SDS 

0801000300062000 

0.25 

0.28 

(131.70) 

0.23 

0.24 

0.47 

0.06 

0.25 

0.09 

- 

0.0727 

0.2055 

- 

0.278 

0.367 

0.834 

0.042 

0.792 

0.033 

4.21 

Safe 

19 SPM 

0801000300073500 

0.25 

0.04 

- 

0.04 

0.06 

0.11 

0.02 

0.10 

0.01 

- 

0.0376 

0.0532 

- 

0.091 

0.103 

0.210 

0.021 

0.189 

0.011 

6.01 

Safe 



0.25 

0.09 

- 

0.09 

0.13 

0.22 

0.03 

0.14 

0.03 

- 

0.0396 

0.1119 

- 

0.151 

0.177 

0.400 

0.040 

0.360 

0.012 

3.46 

Safe 

1A 

0801000200025400 

0.25 

0.05 

(56.58) 

0.04 

0.09 

0.13 

0.03 

0.14 

0.01 

0.0300 

0.0457 

0.0646 

- 

0.140 

0.154 

0.282 

0.014 

0.268 

0.153 

57.10 

Safe 



0.22 

0.04 

(96.38) 

0.04 

0.09 

0.12 

0.03 

0.14 

0.01 

0.0200 

0.0460 

0.0650 

- 

0.131 

0.143 

0.267 

0.013 

0.254 

0.093 

36.63 

Safe 

IQ 

0801000200024200 

0.25 

0.01 

505.68 

0.01 

0.04 

0.05 

0.01 

0.06 

0.00 

0.0100 

0.0220 

0.0311 

- 

0.063 

0.066 

0.116 

0.006 

0.110 

0.061 

55.91 

Safe 



0.22 

0.13 

31.69 

0.15 

0.15 

0.31 

0.05 

0.22 

0.03 

0.0200 

0.0833 

0.1177 

- 

0.221 

0.254 

0.560 

0.028 

0.532 

0.131 

24.67 

Safe 

2 AMP 

0802000100304400 

0.20 

0.20 

(97.39) 

0.16 

0.18 

0.33 

0.06 

0.29 

0.06 

0.0100 

0.0645 

0.1459 

- 

0.220 

0.276 

0.609 

0.030 

0.579 

0.102 

17.63 

Safe 

2 B 

0801000200025900 

0.22 

0.15 

(84.97) 

0.12 

0.15 

0.27 

0.06 

0.28 

0.04 

0.0500 

0.0776 

0.1096 

- 

0.237 

0.277 

0.550 

0.027 

0.522 

0.266 

50.92 

Safe 


0801000200035400 

0.22 

0.12 

(105.56) 

0.09 

0.10 

0.19 

0.06 

0.29 

0.03 

0.0100 

0.0582 

0.0822 

- 

0.151 

0.181 

0.373 

0.019 

0.354 

0.076 

21.37 

Safe 

2 BB 

0801000400079200 

0.25 

0.01 

- 

0.01 

0.03 

0.04 

0.01 

0.06 

0.00 

0.0200 

0.0162 

0.0183 

- 

0.054 

0.057 

0.100 

0.010 

0.090 

0.168 

186.78 

Over Exploited 



0.25 

0.11 

- 

0.11 

0.10 

0.21 

0.04 

0.21 

0.03 

0.0300 

0.0571 

0.0645 

- 

0.152 

0.180 

0.388 

0.039 

0.349 

0.235 

67.46 

Safe 

2 BBA 

0801000400081800 

0.25 

0.17 

(81.77) 

0.13 

0.12 

0.25 

0.05 

0.25 

0.04 

0.0200 

0.0702 

0.0793 

- 

0.170 

0.212 

0.460 

0.023 

0.437 

0.146 

33.34 

Safe 

2 BGP 

0802000100311200 

0.20 

0.09 

78.18 

0.10 

0.10 

0.20 

0.06 

0.29 

0.02 

0.0700 

0.0289 

0.0654 

- 

0.164 

0.188 

0.393 

0.020 

0.373 

0.600 

160.83 

Over Exploited 

2 BGS 

0801000300055900 

0.25 

0.00 

(11,427.71) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

1.16 

Safe 



0.25 

0.23 

(120.73) 

0.19 

0.18 

0.37 

0.06 

0.29 

0.06 

0.0200 

0.0619 

0.1401 

- 

0.222 

0.283 

0.655 

0.033 

0.622 

0.139 

22.40 

Safe 

2 BNW 

0801000300060200 

0.25 

0.34 

(131.79) 

0.27 

0.23 

0.50 

0.06 

0.29 

0.09 

- 

0.0698 

0.1974 

- 

0.267 

0.354 

0.854 

0.043 

0.811 

0.015 

1.86 

Safe 

2 BWM-A 

0801000500129000 

0.25 

0.03 

84.32 

0.04 

0.02 

0.06 

0.03 

0.16 

0.01 

0.0100 

0.0119 

0.0135 

- 

0.035 

0.044 

0.099 

0.005 

0.094 

0.063 

66.97 

Safe 

2 BWM-B 

0801000500129100 

0.25 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.25 

0.05 

57.87 

0.06 

0.03 

0.09 

0.04 

0.17 

0.01 

0.0200 

0.0175 

0.0198 

- 

0.057 

0.070 

0.156 

0.008 

0.148 

0.090 

61.06 

Safe 



0.25 

0.00 

13,176.89 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

2 BWSM 

0801000500128300 

0.25 

0.00 

1,283.45 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0019 

0.0022 

- 

0.004 

0.004 

0.008 

0.000 

0.007 

0.000 

0.59 

Safe 



0.25 

0.09 

(18.52) 

0.08 

0.07 

0.15 

0.04 

0.20 

0.02 

0.0100 

0.0492 

0.0556 

- 

0.115 

0.140 

0.290 

0.015 

0.276 

0.055 

19.81 

Safe 

2 C 

0801000200026600 

0.25 

0.00 

155.86 

0.00 

0.03 

0.03 

0.01 

0.03 

0.00 

0.0100 

0.0160 

0.0226 

- 

0.049 

0.050 

0.082 

0.004 

0.078 

0.046 

59.02 

Safe 



0.22 

0.21 

(81.98) 

0.17 

0.22 

0.39 

0.05 

0.25 

0.06 

0.0400 

0.1217 

0.1719 

- 

0.334 

0.389 

0.774 

0.039 

0.736 

0.206 

27.96 

Safe 


0801000200037100 

0.22 

0.19 

(102.62) 

0.16 

0.17 

0.33 

0.06 

0.29 

0.05 

- 

0.0988 

0.1396 

- 

0.238 

0.290 

0.615 

0.031 

0.584 

0.024 

4.15 

Safe 

2 CC 

0801000400080400 

0.25 

0.16 

- 

0.16 

0.10 

0.26 

0.05 

0.27 

0.04 

0.0100 

0.0648 

0.0732 

- 

0.148 

0.190 

0.451 

0.045 

0.406 

0.056 

13.73 

Safe 

2 CDR 

0802000200322700 

0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0020 

0.0045 

- 

0.007 

0.007 

0.012 

0.001 

0.011 

0.031 

272.24 

Over Exploited 

2 D 

0801000200028000 

0.22 

0.11 

(46.06) 

0.08 

0.11 

0.20 

0.06 

0.28 

0.03 

0.0600 

0.0544 

0.0768 

- 

0.191 

0.219 

0.417 

0.021 

0.397 

0.300 

75.76 

Semi Critical 


0801000200035000 

0.25 

0.07 

45.87 

0.08 

0.10 

0.18 

0.06 

0.29 

0.02 

0.1500 

0.0298 

0.0421 

- 

0.222 

0.240 

0.421 

0.021 

0.400 

0.812 

202.85 

Over Exploited 

2 DD 

0801000400081300 

0.25 

0.01 

- 

0.01 

0.02 

0.03 

0.01 

0.05 

0.00 

- 

0.0145 

0.0164 

- 

0.031 

0.033 

0.062 

0.006 

0.055 

0.024 

44.04 

Safe 



0.25 

0.13 

- 

0.13 

0.09 

0.22 

0.04 

0.22 

0.03 

- 

0.0615 

0.0695 

- 

0.131 

0.163 

0.382 

0.038 

0.344 

0.029 

8.32 

Safe 

2 DLP 

0802000100317100 

0.20 

0.10 

- 

0.10 

0.10 

0.21 

0.07 

0.31 

0.03 

0.0200 

0.0335 

0.0758 

- 

0.129 

0.162 

0.368 

0.037 

0.331 

0.165 

49.77 

Safe 

2 DNG 

0802000100303700 

0.20 

0.14 

(157.38) 

0.11 

0.17 

0.28 

0.06 

0.29 

0.04 

0.0200 

0.0567 

0.1336 

- 

0.210 

0.250 

0.534 

0.027 

0.507 

0.091 

17.85 

Safe 

2 E 

0801000200028400 

0.22 

0.12 

(46.30) 

0.09 

0.13 

0.22 

0.06 

0.28 

0.03 

0.0700 

0.0692 

0.0838 

- 

0.223 

0.254 

0.476 

0.024 

0.452 

0.382 

84.49 

Semi Critical 

2 E(RURAL) 

0801000200039100 

0.25 

0.17 

(40.51) 

0.14 

0.15 

0.29 

0.06 

0.29 

0.04 

0.0700 

0.0756 

0.1069 

- 

0.253 

0.297 

0.583 

0.029 

0.554 

0.380 

68.56 

Safe 

2 EE 

0801000400079900 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0007 

0.0008 

- 

0.002 

0.002 

0.003 

0.000 

0.002 

0.000 

0.80 

Safe 



0.25 

0.14 

- 

0.14 

0.09 

0.22 

0.05 

0.26 

0.04 

0.0100 

0.0560 

0.0633 

- 

0.129 

0.165 

0.389 

0.039 

0.350 

0.082 

23.55 

Safe 

2 EEA 

0801000400092400 

0.25 

0.14 

- 

0.14 

0.16 

0.30 

0.03 

0.17 

0.04 

0.0600 

0.0900 

0.1017 

- 

0.252 

0.288 

0.586 

0.059 

0.527 

0.578 

109.70 

Over Exploited 



0.25 

0.05 

- 

0.05 

0.08 

0.12 

0.02 

0.09 

0.01 

0.0100 

0.0513 

0.0580 

- 

0.119 

0.131 

0.255 

0.025 

0.229 

0.118 

51.59 

Safe 

2 F 

0801000200028700 

0.22 

0.11 

(68.70) 

0.09 

0.12 

0.21 

0.06 

0.28 

0.03 

0.0400 

0.0670 

0.0811 

- 

0.188 

0.218 

0.424 

0.021 

0.402 

0.202 

50.10 

Safe 


0801000200043600 

0.25 

0.04 

(62.69) 

0.03 

0.06 

0.10 

0.06 

0.29 

0.01 

- 

0.0359 

0.0507 

- 

0.087 

0.098 

0.193 

0.010 

0.183 

0.002 

1.23 

Safe 

2 FD-A 

0801000500101300 

0.25 

0.10 

- 

0.10 

0.09 

0.19 

0.05 

0.23 

0.02 

0.0100 

0.0535 

0.0756 

- 

0.139 

0.163 

0.351 

0.035 

0.316 

0.055 

17.28 

Safe 

2 FD-B 

0801000500101400 

0.25 

0.10 

(132.35) 

0.08 

0.09 

0.17 

0.05 

0.23 

0.02 

0.0100 

0.0536 

0.0757 

- 

0.139 

0.163 

0.332 

0.017 

0.315 

0.037 

11.61 

Safe 

2 FF 

0801000100016200 

0.25 

0.00 

78.09 

0.00 

0.02 

0.02 

0.01 

0.03 

0.00 

0.0100 

0.0106 

0.0150 

- 

0.036 

0.036 

0.058 

0.003 

0.055 

0.078 

142.61 

Over Exploited 



0.25 

0.10 

(135.21) 

0.08 

0.12 

0.20 

0.04 

0.19 

0.02 

0.0200 

0.0653 

0.0923 

- 

0.178 

0.202 

0.405 

0.020 

0.385 

0.119 

30.98 

Safe 

2 FFA 

0801000100021700 

0.25 

0.03 

- 

0.03 

0.05 

0.08 

0.03 

0.13 

0.01 

0.0100 

0.0302 

0.0427 

- 

0.083 

0.091 

0.175 

0.017 

0.157 

0.079 

50.22 

Safe 



0.25 

0.02 

- 

0.02 

0.04 

0.05 

0.02 

0.10 

0.00 

- 

0.0216 

0.0305 

- 

0.052 

0.056 

0.110 

0.011 

0.099 

0.019 

18.93 

Safe 

2 FFB 

0801000500103400 

0.25 

0.16 

(76.69) 

0.13 

0.12 

0.24 

0.05 

0.22 

0.04 

0.0100 

0.0769 

0.0869 

- 

0.174 

0.216 

0.459 

0.023 

0.436 

0.073 

16.74 

Safe 

2 G 

0801000200031300 

0.25 

0.00 

275.70 

0.01 

0.04 

0.05 

0.01 

0.04 

0.00 

0.0200 

0.0196 

0.0237 

- 

0.063 

0.065 

0.111 

0.006 

0.106 

0.106 

100.43 

Over Exploited 



0.22 

0.20 

(67.35) 

0.16 

0.25 

0.41 

0.05 

0.25 

0.05 

0.0800 

0.1378 

0.1669 

- 

0.385 

0.438 

0.848 

0.042 

0.806 

0.421 

52.29 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


2 G 1 

080100020004380C 

2.618 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.091 

0.19 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.527 

0.19 

0.180 

0.02 

0.01 

0.05 

0.06 

0.00 

-0.01 

-0.01 

0.08 

0.004 

0.22 

0.34 


2G II 

080100020004390C 

3.055 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.055 

0.14 

0.180 

0.02 

0.00 

0.06 

0.07 

0.00 

-0.03 

-0.02 

0.07 

0.005 

0.23 

0.35 


2 H 1 

0801000200045700 

1.733 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.733 

0.15 

0.200 

0.03 

0.00 

0.03 

0.03 

0.00 

0.03 

0.02 

0.12 

0.003 

0.22 

0.36 


2 H II 

0801000200045600 

2.093 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.093 

0.22 

0.200 

0.03 

0.00 

0.03 

0.03 

0.00 

0.05 

0.03 

0.11 

0.003 

0.22 

0.37 


2 HH 1 

0801000200047000 

3.054 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

3.054 

-0.01 

0.200 

0.10 

0.02 

0.06 

0.07 

0.00 

0.00 

0.00 

0.39 

0.005 

0.23 

0.35 


2 HH II 

0801000200047100 

2.793 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.793 

0.17 

0.200 

0.02 

0.00 

0.05 

0.07 

0.00 

0.00 

0.00 

0.06 

0.004 

0.23 

0.34 


2 HRP 

0802000100303300 

2.008 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.025 

0.20 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.984 

0.20 

0.150 

0.03 

0.01 

0.03 

0.07 

0.00 

-0.02 

-0.03 

0.12 

0.006 

0.22 

0.15 


2 IDG 

0802000100305000 

3.045 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.045 

0.24 

0.150 

0.03 

0.00 

0.03 

0.09 

0.00 

0.02 

0.02 

0.10 

0.009 

0.23 

0.27 


2 J 

0801000200028900 

2.083 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.083 

0.29 

0.180 

0.05 

0.01 

0.05 

0.05 

0.00 

0.05 

0.03 

0.18 

0.003 

0.23 

0.35 


2 JDW 

0802000300355600 

2.177 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.228 

-0.10 

0.150 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.05 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.950 

-0.10 

0.150 

0.02 

0.00 

0.01 

0.06 

0.00 

0.00 

0.00 

0.08 

0.001 

0.17 

0.41 


2 JJ 

0801000400084000 

2.739 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.739 

-0.17 

0.200 

0.03 

0.00 

0.04 

0.04 

0.00 

0.00 

0.00 

0.11 

0.001 

0.21 

0.46 


2JJ-A 

0801000400083300 

1.629 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.629 

-0.31 

0.200 

0.03 

0.00 

0.03 

0.03 

0.00 

0.00 

0.00 

0.11 

0.001 

0.21 

0.45 


2 K 

0801000200033700 

4.300 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.300 

0.27 

0.180 

0.02 

0.01 

0.08 

0.11 

0.00 

0.03 

0.02 

0.08 

0.007 

0.23 

0.35 


2 KHR 

0802000200320600 

2.154 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

2.154 

-0.05 

0.150 

0.10 

0.01 

0.03 

0.06 

0.00 

0.00 

0.00 

0.40 

0.008 

0.23 

0.33 


2 KK 

0801000400085800 

4.067 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

3.866 

-0.45 

0.200 

0.05 

0.01 

0.06 

0.06 

0.00 

0.00 

0.00 

0.22 

0.002 

0.20 

0.39 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.202 

-0.45 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


2 KKW 

0802000300351100 

3.112 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

3.112 

-0.17 

0.150 

0.04 

0.01 

0.03 

0.09 

0.00 

0.00 

0.00 

0.15 

0.001 

0.21 

0.41 


2 KRW(NURPURA) 

0801000300058300 

2.547 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.547 

0.42 

0.200 

0.03 

0.01 

0.03 

0.07 

0.00 

0.13 

0.11 

0.14 

0.003 

0.24 

0.28 


2 KSD 

0802000100302500 

5.649 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.002 

0.22 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

5.647 

0.22 

0.150 

0.03 

0.01 

0.09 

0.20 

0.00 

-0.08 

-0.10 

0.09 

0.017 

0.23 

0.20 


2 L 

0801000200036700 

1.932 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.932 

1.18 

0.180 

0.03 

0.01 

0.04 

0.05 

0.00 

0.35 

0.22 

0.11 

0.003 

0.22 

0.35 


2 LL 

0801000200048200 

2.627 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.627 

-0.28 

0.200 

0.04 

0.01 

0.06 

0.06 

0.00 

0.00 

0.00 

0.16 

0.004 

0.22 

0.35 


2 LLG(CHAK KHERA) 

0801000300066400 

3.675 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.675 

0.26 

0.200 

0.01 

0.00 

0.03 

0.11 

0.00 

0.06 

0.09 

0.05 

0.004 

0.17 

0.12 


2 LLW 

0802000100317800 

3.244 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.074 

-0.05 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.170 

-0.05 

0.150 

0.02 

0.00 

0.04 

0.09 

0.00 

0.00 

0.00 

0.08 

0.010 

0.21 

0.41 


2 LNP 

0801000200034700 

7.463 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.159 

0.09 

0.200 

0.01 

0.00 

0.04 

0.05 

0.00 

-0.05 

-0.03 

0.03 

0.002 

0.07 

0.10 





Saline 

Non-command 

Non-command 

Younger Alluvium 

0.002 

0.09 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Gang Canal 

Command 

Younger Alluvium 

4.422 

0.09 

0.200 

0.01 

0.00 

0.08 

0.11 

0.00 

-0.11 

-0.07 

0.04 

0.005 

0.13 

0.20 






Bhakhra Canal 

Command 

Younger Alluvium 

0.880 

0.09 

0.200 

0.00 

0.00 

0.01 

0.03 

0.00 

-0.03 

-0.02 

0.01 

0.001 

0.03 

0.04 


2 M 

0801000100010200 

2.240 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.240 

0.96 

0.200 

0.02 

0.01 

0.04 

0.05 

0.00 

0.34 

0.20 

0.09 

0.002 

0.21 

0.35 


2 MJD 

0802000100315800 

5.525 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

3.309 

-0.29 

0.150 

0.02 

0.00 

0.04 

0.09 

0.00 

0.00 

0.00 

0.08 

0.010 

0.14 

0.25 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.216 

-0.29 

0.150 

0.01 

0.00 

0.03 

0.06 

0.00 

0.00 

0.00 

0.02 

0.007 

0.09 

0.17 


2 MKS-A 

0802000200323100 

3.588 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.048 

0.08 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


2 MM 

0801000100018200 

13.045 

Saline 

Gang Canal 

Command 

Younger Alluvium 

13.045 

0.13 

0.200 

0.02 

0.00 

0.20 

0.21 

0.00 

-0.05 

-0.02 

0.06 

0.011 

0.20 

0.40 


2 MMK 

0802000100317300 

2.608 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.608 

-0.07 

0.150 

0.03 

0.00 

0.03 

0.07 

0.00 

0.00 

0.00 

0.10 

0.008 

0.23 

0.41 


2 NGR 

0802000200321600 

2.766 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.766 

0.13 

0.150 

0.08 

0.02 

0.04 

0.10 

0.00 

-0.03 

-0.02 

0.31 

0.011 

0.23 

0.40 


2 NKR 

0802000100309900 

2.961 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.961 

0.31 

0.150 

0.02 

0.00 

0.03 

0.08 

0.00 

0.04 

0.03 

0.07 

0.009 

0.23 

0.35 


2 NN 

0801000400078000 

2.676 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.676 

0.15 

0.200 

0.03 

0.01 

0.04 

0.04 

0.00 

0.02 

0.01 

0.14 

0.001 

0.21 

0.44 


2 NTW-A 

0802000100315600 

1.100 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.100 

0.10 

0.150 

0.07 

0.01 

0.01 

0.03 

0.00 

0.03 

0.02 

0.26 

0.003 

0.23 

0.40 


2 NTW-B 

0802000100315300 

1.664 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.664 

0.18 

0.150 

0.04 

0.01 

0.02 

0.05 

0.00 

0.01 

0.00 

0.16 

0.005 

0.23 

0.30 


2 PP 

0801000400087700 

1.070 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.070 

-0.14 

0.200 

0.06 

0.01 

0.02 

0.02 

0.00 

0.00 

0.00 

0.23 

0.001 

0.20 

0.41 


2 PTP(NUKERA) 

0802000100306900 

4.995 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.995 

0.31 

0.150 

0.04 

0.00 

0.05 

0.14 

0.00 

0.07 

0.06 

0.12 

0.015 

0.23 

0.29 


2Q 

0801000200029500 

2.072 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.072 

0.30 

0.180 

0.02 

0.01 

0.04 

0.05 

0.00 

0.03 

0.02 

0.09 

0.003 

0.22 

0.34 


2 R 

0801000100001300 

5.738 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.135 

0.04 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 





Saline 

Gang Canal 

Command 

Younger Alluvium 

5.371 

0.04 

0.200 

0.04 

0.01 

0.10 

0.13 

0.00 

-0.16 

-0.10 

0.14 

0.004 

0.20 

0.32 


2 RB 

0801000400091700 

2.762 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.618 

0.12 

0.200 

0.01 

0.00 

0.04 

0.04 

0.00 

-0.01 

-0.01 

0.05 

0.001 

0.20 

0.43 


2 RRW 

0802000300351600 

4.162 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.362 

-0.73 

0.150 

0.02 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.07 

0.000 

0.02 

0.04 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.409 

-0.73 

0.150 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.03 

0.000 

0.02 

0.05 


2 RTP 

0802000100315400 

0.517 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.517 

0.15 

0.150 

0.04 

0.01 

0.01 

0.01 

0.00 

0.02 

0.02 

0.16 

0.002 

0.23 

0.22 


2 SBN 

0802000200320800 

3.670 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.800 

0.03 

0.150 

0.06 

0.01 

0.02 

0.05 

0.00 

-0.02 

-0.01 

0.22 

0.007 

0.11 

0.18 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.870 

0.03 

0.150 

0.05 

0.01 

0.02 

0.05 

0.00 

-0.03 

-0.02 

0.19 

0.007 

0.12 

0.19 


2 SDP 

0801000300070800 

2.749 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.749 

0.32 

0.200 

0.02 

0.00 

0.02 

0.05 

0.00 

0.13 

0.19 

0.08 

0.003 

0.17 

0.12 


2 SDS 

0801000300057300 

2.582 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.582 

0.76 

0.200 

0.03 

0.00 

0.03 

0.07 

0.00 

0.32 

0.27 

0.13 

0.003 

0.24 

0.29 


2 SNG 

0802000100311100 

1.285 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.285 

0.18 

0.150 

0.08 

0.01 

0.02 

0.04 

0.00 

0.05 

0.08 

0.30 

0.004 

0.23 

0.15 


2 SPM (MAMMAR) 

0801000300074600 

5.999 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

5.999 

-0.12 

0.200 

0.02 

0.00 

0.03 

0.11 

0.00 

0.00 

0.00 

0.08 

0.006 

0.17 

0.12 


2 STP (HARIPURA) 

0802000100303000 

4.127 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.127 

0.20 

0.150 

0.03 

0.01 

0.06 

0.15 

0.00 

-0.07 

-0.10 

0.10 

0.013 

0.23 

0.15 


2 T 

0801000100005600 

4.951 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.349 

0.42 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.02 

0.01 

0.04 

0.000 

0.01 

0.02 





Saline 

Gang Canal 

Command 

Younger Alluvium 

4.603 

0.42 

0.200 

0.03 

0.01 

0.09 

0.11 

0.00 

0.21 

0.13 

0.13 

0.004 

0.19 

0.32 


2 U 

0801000100005900 

2.896 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.646 

0.20 

0.200 

0.02 

0.01 

0.03 

0.04 

0.00 

0.00 

0.00 

0.08 

0.001 

0.11 

0.19 


2 UMW 

0802000300345800 

8.400 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

8.400 

-0.09 

0.150 

0.03 

0.00 

0.06 

0.24 

0.00 

0.00 

0.00 

0.13 

0.002 

0.18 

0.13 


2 Y 

0801000200031700 

1.033 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.033 

0.23 

0.200 

0.02 

0.00 

0.02 

0.03 

0.00 

0.02 

0.01 

0.08 

0.002 

0.23 

0.35 


2 Z 

0801000200035100 

6.028 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

6.028 

0.22 

0.200 

0.00 

0.00 

0.11 

0.15 

0.00 

0.00 

0.00 

0.00 

0.010 

0.23 

0.35 


2:00 PM 

0801000200029300 

2.170 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.650 

0.15 

0.200 

0.03 

0.01 

0.01 

0.02 

0.00 

0.01 

0.01 

0.12 

0.001 

0.07 

0.10 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.520 

0.15 

0.180 

0.04 

0.01 

0.03 

0.04 

0.00 

0.00 

0.00 

0.16 

0.002 

0.16 

0.24 


20 GG 

0801000200046500 

2.334 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.334 

-0.11 

0.200 

0.07 

0.02 

0.04 

0.06 

0.00 

0.00 

0.00 

0.26 

0.004 

0.22 

0.35 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 


(24) 

(25) 


(27) 


<2s>; 


(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

2 G 1 

0801000200043800 

0.25 

0.00 

(265.93) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0023 

0.0033 

- 

0.006 

0.006 

0.010 

0.000 

0.009 

0.000 

1.57 

Safe 



0.22 

0.12 

(106.83) 

0.10 

0.12 

0.22 

0.06 

0.28 

0.03 

0.0200 

0.0638 

0.0901 

- 

0.174 

0.206 

0.422 

0.021 

0.401 

0.085 

21.19 

Safe 

2G II 

0801000200043900 

0.22 

0.15 

(114.65) 

0.12 

0.13 

0.25 

0.06 

0.29 

0.04 

0.0100 

0.0771 

0.1089 

- 

0.196 

0.236 

0.490 

0.024 

0.465 

0.077 

16.51 

Safe 

2 H 1 

0801000200045700 

0.25 

0.10 

(83.26) 

0.08 

0.06 

0.13 

0.06 

0.28 

0.03 

0.0100 

0.0365 

0.0412 

- 

0.088 

0.113 

0.245 

0.012 

0.232 

0.120 

51.54 

Safe 

2 H II 

0801000200045600 

0.25 

0.11 

(71.92) 

0.09 

0.07 

0.16 

0.06 

0.27 

0.03 

0.0100 

0.0440 

0.0497 

- 

0.104 

0.133 

0.291 

0.015 

0.277 

0.111 

40.24 

Safe 

2 HH 1 

0801000200047000 

0.25 

0.17 

- 

0.17 

0.15 

0.32 

0.06 

0.29 

0.05 

0.0700 

0.0771 

0.1089 

- 

0.256 

0.301 

0.626 

0.063 

0.563 

0.395 

70.13 

Semi Critical 

2 HH II 

0801000200047100 

0.25 

0.16 

(101.84) 

0.13 

0.12 

0.25 

0.06 

0.28 

0.04 

0.0100 

0.0705 

0.0996 

- 

0.180 

0.222 

0.468 

0.023 

0.445 

0.064 

14.48 

Safe 

2 HRP 

0802000100303300 

0.20 

0.00 

(5,203.30) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0004 

0.0010 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

2.84 

Safe 



0.20 

0.09 

(135.35) 

0.07 

0.11 

0.18 

0.06 

0.29 

0.02 

0.0200 

0.0358 

0.0844 

- 

0.140 

0.165 

0.347 

0.017 

0.330 

0.128 

38.81 

Safe 

2 IDG 

0802000100305000 

0.20 

0.14 

(88.18) 

0.11 

0.12 

0.23 

0.07 

0.30 

0.04 

0.0100 

0.0367 

0.1036 

0.001 

0.152 

0.192 

0.423 

0.021 

0.402 

0.106 

26.44 

Safe 

2 J 

0801000200028900 

0.22 

0.10 

(68.20) 

0.08 

0.11 

0.19 

0.06 

0.29 

0.03 

0.0300 

0.0613 

0.0743 

- 

0.166 

0.193 

0.382 

0.019 

0.363 

0.183 

50.48 

Safe 

2 JDW 

0802000300355600 

0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0021 

0.0078 

- 

0.010 

0.010 

0.019 

0.002 

0.017 

0.014 

81.46 

Semi Critical 



0.20 

0.07 

- 

0.07 

0.07 

0.14 

0.04 

0.21 

0.02 

0.0100 

0.0176 

0.0664 

- 

0.094 

0.111 

0.247 

0.025 

0.222 

0.077 

34.42 

Safe 

2 JJ 

0801000400084000 

0.25 

0.14 

- 

0.14 

0.09 

0.23 

0.05 

0.27 

0.04 

0.0100 

0.0576 

0.0651 

- 

0.133 

0.170 

0.402 

0.040 

0.362 

0.109 

30.27 

Safe 

2JJ-A 

0801000400083300 

0.25 

0.09 

- 

0.09 

0.05 

0.14 

0.05 

0.26 

0.02 

0.0100 

0.0343 

0.0387 

- 

0.083 

0.105 

0.242 

0.024 

0.218 

0.109 

49.98 

Safe 

2 K 

0801000200033700 

0.22 

0.21 

(89.48) 

0.17 

0.20 

0.37 

0.06 

0.29 

0.06 

0.0200 

0.1085 

0.1533 

- 

0.282 

0.338 

0.705 

0.035 

0.670 

0.088 

13.11 

Safe 

2 KHR 

0802000200320600 

0.20 

0.10 

- 

0.10 

0.10 

0.20 

0.07 

0.30 

0.03 

0.0400 

0.0324 

0.0733 

- 

0.146 

0.175 

0.372 

0.037 

0.335 

0.404 

120.65 

Over Exploited 

2 KK 

0801000400085800 

0.25 

0.19 

- 

0.19 

0.13 

0.32 

0.05 

0.25 

0.05 

0.0200 

0.0813 

0.0919 

- 

0.193 

0.243 

0.567 

0.057 

0.510 

0.218 

42.74 

Safe 



0.25 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0042 

0.0048 

- 

0.009 

0.009 

0.016 

0.002 

0.014 

0.000 

0.76 

Safe 

2 KKW 

0802000300351100 

0.20 

0.13 

- 

0.13 

0.13 

0.26 

0.06 

0.28 

0.04 

0.0200 

0.0375 

0.1059 

- 

0.163 

0.202 

0.466 

0.047 

0.419 

0.150 

35.73 

Safe 

2 KRW(NURPURA) 

0801000300058300 

0.25 

0.15 

(25.38) 

0.12 

0.11 

0.23 

0.06 

0.30 

0.04 

0.0200 

0.0307 

0.0867 

- 

0.137 

0.176 

0.409 

0.020 

0.389 

0.138 

35.40 

Safe 

2 KSD 

0802000100302500 

0.20 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.26 

(136.93) 

0.21 

0.30 

0.50 

0.06 

0.29 

0.07 

0.0200 

0.1020 

0.2403 

- 

0.362 

0.435 

0.939 

0.047 

0.892 

0.106 

11.90 

Safe 

2 L 

0801000200036700 

0.22 

0.09 

131.38 

0.11 

0.09 

0.21 

0.06 

0.28 

0.02 

0.0200 

0.0488 

0.0689 

- 

0.138 

0.162 

0.367 

0.018 

0.349 

0.111 

31.83 

Safe 

2 LL 

0801000200048200 

0.25 

0.15 

- 

0.15 

0.13 

0.28 

0.06 

0.28 

0.04 

0.0300 

0.0773 

0.0937 

- 

0.201 

0.240 

0.519 

0.052 

0.467 

0.166 

35.58 

Safe 

2 LLG(CHAK KHERA) 

0801000300066400 

0.25 

0.16 

(44.18) 

0.13 

0.14 

0.26 

0.06 

0.23 

0.05 

0.0100 

0.0332 

0.1251 

- 

0.168 

0.222 

0.486 

0.024 

0.461 

0.049 

10.59 

Safe 

2 LLW 

0802000100317800 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0011 

0.0025 

- 

0.004 

0.004 

0.007 

0.001 

0.006 

0.000 

3.69 

Safe 



0.20 

0.14 

- 

0.14 

0.13 

0.27 

0.06 

0.28 

0.04 

0.0100 

0.0477 

0.1079 

- 

0.166 

0.205 

0.471 

0.047 

0.424 

0.091 

21.36 

Safe 

2 LNP 

0801000200034700 

0.25 

0.04 

(187.07) 

0.03 

0.09 

0.12 

0.02 

0.08 

0.01 

0.0100 

0.0545 

0.0770 

- 

0.142 

0.151 

0.272 

0.014 

0.259 

0.029 

11.31 

Safe 



0.25 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.25 

0.15 

(147.25) 

0.12 

0.19 

0.31 

0.04 

0.17 

0.04 

0.0100 

0.1116 

0.1577 

- 

0.279 

0.318 

0.628 

0.031 

0.597 

0.041 

6.82 

Safe 



0.25 

0.01 

(450.07) 

0.00 

0.05 

0.05 

0.01 

0.03 

0.00 

- 

0.0159 

0.0374 

- 

0.053 

0.055 

0.106 

0.005 

0.100 

0.010 

9.90 

Safe 

2 M 

0801000100010200 

0.25 

0.12 

74.03 

0.14 

0.11 

0.25 

0.05 

0.26 

0.03 

0.0200 

0.0565 

0.0799 

- 

0.156 

0.186 

0.431 

0.022 

0.409 

0.092 

22.44 

Safe 

2 MJD 

0802000100315800 

0.20 

0.09 

- 

0.09 

0.14 

0.23 

0.04 

0.18 

0.03 

0.0100 

0.0498 

0.1126 

- 

0.172 

0.202 

0.431 

0.043 

0.388 

0.089 

22.97 

Safe 



0.20 

0.04 

- 

0.04 

0.09 

0.13 

0.03 

0.12 

0.01 

- 

0.0334 

0.0754 

- 

0.109 

0.122 

0.255 

0.025 

0.229 

0.023 

9.91 

Safe 

2 MKS-A 

0802000200323100 

0.20 

0.00 

(4,350.04) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0009 

0.0020 

- 

0.003 

0.003 

0.005 

0.000 

0.005 

0.000 

3.59 

Safe 

2 MM 

0801000100018200 

0.25 

0.66 

(103.73) 

0.53 

0.42 

0.95 

0.05 

0.25 

0.17 

0.0100 

0.2743 

0.3101 

- 

0.594 

0.761 

1.708 

0.085 

1.622 

0.074 

4.54 

Safe 

2 MMK 

0802000100317300 

0.20 

0.12 

- 

0.12 

0.11 

0.23 

0.07 

0.30 

0.04 

0.0100 

0.0393 

0.0888 

- 

0.138 

0.176 

0.404 

0.040 

0.364 

0.105 

28.83 

Safe 

2 NGR 

0802000200321600 

0.20 

0.13 

(112.92) 

0.10 

0.16 

0.26 

0.07 

0.30 

0.04 

0.0600 

0.0500 

0.1177 

- 

0.228 

0.267 

0.530 

0.026 

0.503 

0.319 

63.32 

Safe 

2 NKR 

0802000100309900 

0.20 

0.14 

(80.18) 

0.11 

0.11 

0.22 

0.07 

0.30 

0.04 

0.0100 

0.0357 

0.1008 

- 

0.146 

0.188 

0.412 

0.021 

0.392 

0.082 

20.94 

Safe 

2 NN 

0801000400078000 

0.25 

0.14 

(94.52) 

0.11 

0.10 

0.21 

0.05 

0.26 

0.04 

0.0200 

0.0563 

0.0636 

- 

0.140 

0.176 

0.384 

0.019 

0.365 

0.136 

37.40 

Safe 

2 NTW-A 

0802000100315600 

0.20 

0.05 

(64.27) 

0.04 

0.06 

0.10 

0.07 

0.31 

0.02 

0.0300 

0.0166 

0.0375 

- 

0.084 

0.100 

0.197 

0.010 

0.187 

0.260 

139.43 

Over Exploited 

2 NTW-B 

0802000100315300 

0.20 

0.08 

(94.52) 

0.06 

0.08 

0.14 

0.07 

0.30 

0.02 

0.0200 

0.0251 

0.0566 

- 

0.102 

0.125 

0.265 

0.013 

0.251 

0.163 

64.85 

Safe 

2 PP 

0801000400087700 

0.25 

0.05 

- 

0.05 

0.04 

0.10 

0.05 

0.26 

0.01 

0.0300 

0.0225 

0.0254 

- 

0.078 

0.092 

0.191 

0.019 

0.172 

0.235 

136.67 

Over Exploited 

2 PTP(NUKERA) 

0802000100306900 

0.20 

0.23 

(74.51) 

0.18 

0.19 

0.38 

0.07 

0.30 

0.07 

0.0100 

0.0602 

0.1700 

0.001 

0.242 

0.309 

0.687 

0.034 

0.653 

0.137 

21.01 

Safe 

2Q 

0801000200029500 

0.22 

0.10 

(79.43) 

0.08 

0.10 

0.18 

0.06 

0.28 

0.03 

0.0200 

0.0523 

0.0739 

- 

0.146 

0.173 

0.354 

0.018 

0.337 

0.093 

27.71 

Safe 

2 R 

0801000100001300 

0.25 

0.00 

(1,862.49) 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0034 

0.0048 

- 

0.008 

0.008 

0.014 

0.001 

0.014 

0.000 

0.82 

Safe 



0.25 

0.27 

(137.43) 

0.22 

0.24 

0.46 

0.05 

0.25 

0.07 

0.0300 

0.1355 

0.1915 

- 

0.357 

0.427 

0.884 

0.044 

0.840 

0.139 

16.60 

Safe 

2 RB 

0801000400091700 

0.25 

0.13 

(103.89) 

0.10 

0.08 

0.19 

0.05 

0.25 

0.03 

0.0100 

0.0551 

0.0622 

- 

0.127 

0.161 

0.350 

0.017 

0.332 

0.046 

13.98 

Safe 

2 RRW 

0802000300351600 

0.20 

0.00 

- 

0.00 

0.01 

0.02 

0.00 

0.02 

0.00 

0.0100 

0.0044 

0.0123 

- 

0.027 

0.027 

0.042 

0.004 

0.038 

0.068 

179.01 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.02 

0.02 

0.00 

0.02 

0.00 

- 

0.0049 

0.0139 

- 

0.019 

0.019 

0.037 

0.004 

0.033 

0.032 

97.53 

Critical 

2 RTP 

0802000100315400 

0.20 

0.02 

(9.51) 

0.02 

0.03 

0.05 

0.07 

0.29 

0.01 

0.0200 

0.0078 

0.0176 

- 

0.045 

0.052 

0.105 

0.005 

0.100 

0.160 

160.10 

Over Exploited 

2 SBN 

0802000200320800 

0.20 

0.04 

(124.96) 

0.03 

0.08 

0.12 

0.03 

0.15 

0.01 

0.0200 

0.0271 

0.0613 

- 

0.108 

0.121 

0.237 

0.012 

0.226 

0.225 

99.68 

Critical 



0.20 

0.04 

(141.22) 

0.03 

0.09 

0.12 

0.04 

0.15 

0.01 

0.0200 

0.0282 

0.0637 

- 

0.112 

0.125 

0.247 

0.012 

0.235 

0.193 

82.21 

Semi Critical 

2 SDP 

0801000300070800 

0.25 

0.12 

60.37 

0.14 

0.06 

0.21 

0.06 

0.23 

0.04 

0.0100 

0.0166 

0.0585 

- 

0.085 

0.125 

0.333 

0.017 

0.316 

0.084 

26.54 

Safe 

2 SDS 

0801000300057300 

0.25 

0.16 

72.82 

0.19 

0.10 

0.29 

0.06 

0.30 

0.04 

0.0100 

0.0311 

0.0879 

- 

0.129 

0.168 

0.458 

0.023 

0.435 

0.129 

29.58 

Safe 

2 SNG 

0802000100311100 

0.20 

0.06 

31.08 

0.07 

0.06 

0.13 

0.06 

0.29 

0.02 

0.0300 

0.0193 

0.0437 

- 

0.093 

0.109 

0.242 

0.012 

0.230 

0.301 

130.66 

Over Exploited 

2 SPM (MAMMAR) 

0801000300074600 

0.25 

0.26 

- 

0.26 

0.14 

0.40 

0.06 

0.23 

0.09 

- 

0.0361 

0.1276 

- 

0.164 

0.252 

0.653 

0.065 

0.588 

0.087 

14.86 

Safe 

2 STP (HARIPURA) 

0802000100303000 

0.20 

0.19 

(153.49) 

0.15 

0.22 

0.37 

0.06 

0.29 

0.05 

0.0200 

0.0746 

0.1756 

0.001 

0.271 

0.323 

0.694 

0.035 

0.659 

0.110 

16.61 

Safe 

2T 

0801000100005600 

0.25 

0.00 

1,061.23 

0.00 

0.02 

0.02 

0.00 

0.02 

0.00 

0.0100 

0.0088 

0.0124 

- 

0.031 

0.032 

0.048 

0.002 

0.046 

0.039 

85.91 

Semi Critical 



0.25 

0.22 

(43.16) 

0.18 

0.21 

0.39 

0.05 

0.24 

0.06 

0.0200 

0.1161 

0.1641 

- 

0.300 

0.357 

0.744 

0.037 

0.707 

0.130 

18.36 

Safe 

2 U 

0801000100005900 

0.25 

0.05 

(95.10) 

0.04 

0.08 

0.12 

0.03 

0.14 

0.01 

0.0200 

0.0415 

0.0587 

- 

0.120 

0.132 

0.251 

0.013 

0.238 

0.082 

34.57 

Safe 

2 UMW 

0802000300345800 

0.20 

0.29 

- 

0.29 

0.30 

0.60 

0.06 

0.23 

0.10 

0.0100 

0.0759 

0.2859 

- 

0.372 

0.469 

1.068 

0.107 

0.961 

0.134 

13.96 

Safe 

2 Y 

0801000200031700 

0.25 

0.06 

(75.61) 

0.05 

0.04 

0.09 

0.06 

0.29 

0.02 

0.0100 

0.0261 

0.0368 

- 

0.073 

0.088 

0.180 

0.009 

0.171 

0.077 

44.85 

Safe 

2 Z 

0801000200035100 

0.25 

0.34 

(100.20) 

0.27 

0.26 

0.53 

0.06 

0.29 

0.09 

- 

0.1521 

0.2149 

- 

0.367 

0.457 

0.991 

0.050 

0.942 

0.010 

1.02 

Safe 

2:00 PM 

0801000200029300 

0.25 

0.01 

(44.04) 

0.01 

0.04 

0.05 

0.02 

0.08 

0.00 

0.0200 

0.0191 

0.0232 

- 

0.062 

0.065 

0.114 

0.006 

0.108 

0.121 

111.72 

Over Exploited 



0.22 

0.05 

(99.43) 

0.04 

0.08 

0.12 

0.04 

0.20 

0.01 

0.0300 

0.0447 

0.0542 

- 

0.129 

0.143 

0.265 

0.013 

0.252 

0.164 

65.26 

Safe 

20 GG 

0801000200046500 

0.25 

0.13 

- 

0.13 

0.12 

0.25 

0.06 

0.28 

0.03 

0.0500 

0.0589 

0.0832 

- 

0.192 

0.227 

0.478 

0.048 

0.431 

0.265 

61.48 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


20 LNP 

080100020005480C 

1.745 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.745 

-0.49 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.00 

0.002 

0.19 

0.21 


20 ML-A 

0801000200051800 

1.940 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.940 

-0.28 

0.200 

0.06 

0.01 

0.04 

0.05 

0.00 

0.00 

0.00 

0.23 

0.002 

0.21 

0.30 


20 ML-B 

0801000200051700 

4.085 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

4.085 

-0.38 

0.200 

0.12 

0.02 

0.06 

0.07 

0.00 

0.00 

0.00 

0.49 

0.004 

0.21 

0.30 


20 Z 

0801000200041200 

2.062 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.062 

0.33 

0.180 

0.01 

0.00 

0.04 

0.05 

0.00 

0.05 

0.03 

0.03 

0.003 

0.22 

0.36 


20 AMP 

0802000100307800 

3.190 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.190 

0.45 

0.150 

0.02 

0.00 

0.02 

0.09 

0.00 

0.12 

0.09 

0.09 

0.001 

0.23 

0.31 


20 BB 1 

0801000400084600 

3.487 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.918 

-0.49 

0.200 

0.04 

0.01 

0.05 

0.05 

0.00 

0.00 

0.00 

0.17 

0.002 

0.18 

0.38 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.569 

-0.49 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.01 

0.000 

0.03 

0.07 


20 BB III 

0801000400080900 

3.031 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.515 

-0.13 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.02 

0.000 

0.04 

0.08 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.516 

-0.13 

0.200 

0.01 

0.00 

0.04 

0.04 

0.00 

0.00 

0.00 

0.05 

0.001 

0.18 

0.38 


20 F 

0801000100006300 

2.489 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.001 

0.37 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


20 FF 

0801000100022100 

3.306 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.306 

-0.06 

0.200 

0.01 

0.00 

0.06 

0.08 

0.00 

0.00 

0.00 

0.02 

0.003 

0.19 

0.35 


20 KSD 

0801000300058100 

3.559 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.559 

0.49 

0.200 

0.02 

0.00 

0.04 

0.10 

0.00 

0.23 

0.19 

0.09 

0.004 

0.24 

0.28 


20 LLW 

0802000300353400 

1.915 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.915 

0.03 

0.150 

0.02 

0.00 

0.01 

0.05 

0.00 

-0.04 

-0.02 

0.10 

0.000 

0.19 

0.31 


20 MJD 

0802000100308600 

12.918 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

12.918 

0.17 

0.150 

0.01 

0.00 

0.10 

0.37 

0.00 

-0.13 

-0.13 

0.04 

0.003 

0.19 

0.18 


20MMK 

0802000300349300 

3.318 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.318 

0.15 

0.150 

0.03 

0.00 

0.03 

0.10 

0.00 

-0.03 

-0.02 

0.12 

0.001 

0.20 

0.27 


20 PTP 

0801000300064600 

1.917 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.917 

0.40 

0.200 

0.02 

0.00 

0.02 

0.05 

0.00 

0.10 

0.09 

0.06 

0.002 

0.24 

0.28 


20 RB 

0801000500104700 

4.291 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.291 

0.24 

0.200 

0.04 

0.01 

0.08 

0.10 

0.00 

0.05 

0.03 

0.16 

0.001 

0.17 

0.34 


20SDS 

0801000300061900 

3.768 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.768 

-0.46 

0.200 

0.01 

0.00 

0.03 

0.11 

0.00 

0.00 

0.00 

0.02 

0.004 

0.18 

0.15 


20SPM 

0801000300072400 

16.813 

Saline 

Gang Canal 

Command 

Younger Alluvium 

15.992 

-0.47 

0.200 

0.03 

0.00 

0.20 

0.26 

0.00 

0.00 

0.00 

0.08 

0.017 

0.18 

0.24 






Bhakhra Canal 

Command 

Younger Alluvium 

0.821 

-0.47 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


21 GG 

0801000200048400 

2.658 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.658 

0.02 

0.200 

0.07 

0.01 

0.04 

0.04 

0.00 

-0.02 

-0.01 

0.28 

0.004 

0.22 

0.35 


21 LNP 

0801000200054900 

4.550 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

4.550 

-0.50 

0.200 

0.03 

0.00 

0.06 

0.07 

0.00 

0.00 

0.00 

0.13 

0.005 

0.20 

0.24 


21 ML 

0801000200052900 

2.257 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.233 

-0.42 

0.200 

0.10 

0.01 

0.03 

0.04 

0.00 

0.00 

0.00 

0.38 

0.002 

0.21 

0.30 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.024 

-0.42 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


21 Z 

0801000200040600 

4.154 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.154 

0.73 

0.180 

0.00 

0.00 

0.08 

0.10 

0.00 

0.37 

0.23 

0.00 

0.007 

0.22 

0.35 


21 AMP 

0802000100307900 

4.785 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.785 

0.42 

0.150 

0.01 

0.00 

0.04 

0.14 

0.00 

0.14 

0.11 

0.03 

0.001 

0.23 

0.29 


21 BB 

0801000400084700 

4.042 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.023 

-0.45 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Gang Canal 

Command 

Younger Alluvium 

4.019 

-0.45 

0.200 

0.04 

0.01 

0.06 

0.07 

0.00 

0.00 

0.00 

0.15 

0.002 

0.21 

0.45 


21 F 

0801000100010000 

3.540 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.113 

0.90 

0.200 

0.06 

0.01 

0.02 

0.03 

0.00 

0.20 

0.12 

0.23 

0.001 

0.06 

0.11 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.339 

0.90 

0.200 

0.03 

0.01 

0.04 

0.06 

0.00 

0.34 

0.20 

0.12 

0.002 

0.13 

0.23 


21 FF 

0801000500103000 

3.157 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.157 

-0.16 

0.200 

0.03 

0.01 

0.06 

0.08 

0.00 

0.00 

0.00 

0.11 

0.001 

0.19 

0.36 


21 KSD 

0801000300057800 

3.747 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.747 

0.62 

0.200 

0.04 

0.01 

0.04 

0.11 

0.00 

0.35 

0.30 

0.14 

0.004 

0.24 

0.28 


21 LLW 

0802000300353500 

2.418 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.418 

0.01 

0.150 

0.03 

0.00 

0.02 

0.07 

0.00 

-0.05 

-0.03 

0.10 

0.001 

0.19 

0.34 


21 MJD (BUGLAWALI) 

0802000100308500 

11.622 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

11.622 

0.20 

0.150 

0.01 

0.00 

0.09 

0.33 

0.00 

-0.05 

-0.06 

0.04 

0.003 

0.20 

0.19 


21 MMK 

0802000300349000 

3.135 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.135 

0.04 

0.150 

0.02 

0.00 

0.03 

0.09 

0.00 

-0.08 

-0.05 

0.08 

0.001 

0.19 

0.31 


21 PTP 

0801000300065100 

2.590 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.590 

0.42 

0.200 

0.01 

0.00 

0.02 

0.07 

0.00 

0.13 

0.11 

0.03 

0.003 

0.24 

0.28 


21 RB 

0801000500104600 

3.593 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.593 

0.22 

0.200 

0.04 

0.01 

0.07 

0.09 

0.00 

0.03 

0.02 

0.16 

0.001 

0.17 

0.34 


21SDS 

0801000300061700 

4.928 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.928 

0.95 

0.200 

0.01 

0.00 

0.05 

0.14 

0.00 

0.75 

0.70 

0.02 

0.005 

0.20 

0.21 


21SPM 

0801000300072500 

5.537 

Saline 

Gang Canal 

Command 

Younger Alluvium 

5.334 

-0.38 

0.200 

0.01 

0.00 

0.07 

0.09 

0.00 

0.00 

0.00 

0.05 

0.006 

0.19 

0.27 






Bhakhra Canal 

Command 

Younger Alluvium 

0.203 

-0.38 

0.200 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


22 GG 

0801000200048500 

3.010 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

3.010 

0.08 

0.200 

0.04 

0.01 

0.05 

0.05 

0.00 

-0.02 

-0.01 

0.16 

0.005 

0.22 

0.36 


22 LNP 

0801000200047700 

4.236 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

3.088 

0.59 

0.200 

0.05 

0.01 

0.04 

0.05 

0.00 

0.32 

0.23 

0.18 

0.005 

0.16 

0.22 






Bhakhra Canal 

Command 

Younger Alluvium 

1.148 

0.59 

0.200 

0.02 

0.00 

0.01 

0.03 

0.00 

0.11 

0.08 

0.06 

0.002 

0.06 

0.08 


22 ML 

0801000200053100 

3.036 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.898 

-0.45 

0.200 

0.09 

0.01 

0.05 

0.05 

0.00 

0.00 

0.00 

0.34 

0.003 

0.20 

0.29 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.138 

-0.45 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


22 Z 

0801000200041100 

2.683 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.683 

0.69 

0.180 

0.01 

0.00 

0.05 

0.07 

0.00 

0.23 

0.14 

0.02 

0.004 

0.22 

0.36 


22 AMP(SINGHPURA) 

0802000100309200 

3.286 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.286 

0.36 

0.150 

0.01 

0.00 

0.02 

0.09 

0.00 

0.07 

0.05 

0.03 

0.001 

0.22 

0.29 


22 F 

0801000100009800 

2.224 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.195 

0.21 

0.200 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.08 

0.000 

0.02 

0.03 


22 FF 

0801000500103200 

2.117 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.007 

-0.17 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.111 

-0.17 

0.200 

0.03 

0.01 

0.04 

0.05 

0.00 

0.00 

0.00 

0.11 

0.001 

0.19 

0.37 


22 KSD (GADARKHERA) 

0801000300057500 

2.381 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.381 

0.56 

0.200 

0.03 

0.00 

0.03 

0.07 

0.00 

0.20 

0.17 

0.12 

0.003 

0.24 

0.28 


22 LLW-A 

0802000300353600 

1.508 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.508 

0.03 

0.150 

0.02 

0.00 

0.01 

0.04 

0.00 

-0.03 

-0.02 

0.07 

0.000 

0.18 

0.31 


22 LLW-B 

0802000300353700 

2.195 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.195 

0.04 

0.150 

0.01 

0.00 

0.02 

0.06 

0.00 

-0.06 

-0.03 

0.06 

0.001 

0.18 

0.29 


22 MJD 

0802000300348800 

5.224 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

5.224 

0.20 

0.150 

0.02 

0.00 

0.05 

0.15 

0.00 

-0.02 

-0.02 

0.06 

0.001 

0.20 

0.22 


22 MMK 

0802000300348900 

5.520 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

5.520 

0.17 

0.150 

0.02 

0.00 

0.06 

0.16 

0.00 

-0.05 

-0.04 

0.08 

0.001 

0.20 

0.25 


22 PTD-A 

0801000500129900 

0.639 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.286 

0.59 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.04 

0.000 

0.08 

0.13 


22 PTD-B 

0801000500130000 

2.007 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.360 

0.59 

0.200 

0.02 

0.00 

0.01 

0.01 

0.00 

0.15 

0.09 

0.06 

0.000 

0.11 

0.20 


22 PTP-A (KHAIROOWALA) 

0801000300065200 

3.094 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.094 

0.40 

0.200 

0.02 

0.00 

0.03 

0.09 

0.00 

0.16 

0.13 

0.07 

0.003 

0.24 

0.28 


22 PTP-B 

0801000300065300 

3.263 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.263 

0.38 

0.200 

0.02 

0.00 

0.03 

0.09 

0.00 

0.15 

0.13 

0.09 

0.003 

0.24 

0.28 


22 RB 

0801000500104500 

3.788 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.788 

0.21 

0.200 

0.05 

0.01 

0.07 

0.09 

0.00 

0.03 

0.02 

0.21 

0.001 

0.17 

0.34 


22SDS 

0801000300061800 

3.203 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.203 

0.34 

0.200 

0.00 

0.00 

0.04 

0.09 

0.00 

0.09 

0.10 

0.00 

0.003 

0.19 

0.18 


23 GG 

0801000200048600 

3.726 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.726 

0.14 

0.180 

0.10 

0.01 

0.06 

0.06 

0.00 

0.07 

0.04 

0.39 

0.006 

0.22 

0.36 


23 LNP 

0801000200052100 

3.587 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

3.587 

0.08 

0.200 

0.06 

0.01 

0.06 

0.06 

0.00 

-0.01 

-0.01 

0.22 

0.004 

0.21 

0.29 


23 ML 

0801000200054400 

3.149 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.885 

-0.40 

0.200 

0.07 

0.01 

0.02 

0.03 

0.00 

0.00 

0.00 

0.27 

0.002 

0.12 

0.19 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.264 

-0.40 

0.200 

0.03 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.12 

0.001 

0.08 

0.13 


23 Z 

0801000200040700 

2.665 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.665 

1.06 

0.180 

0.00 

0.00 

0.05 

0.07 

0.00 

0.39 

0.24 

0.01 

0.004 

0.22 

0.35 


23 AMP 

0802000100308000 

4.951 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.951 

0.41 

0.150 

0.01 

0.00 

0.04 

0.14 

0.00 

0.13 

0.11 

0.03 

0.001 

0.23 

0.28 


23 BB (RURAL) 

0801000400084400 

3.401 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.401 

-0.48 

0.200 

0.01 

0.00 

0.05 

0.06 

0.00 

0.00 

0.00 

0.04 

0.002 

0.21 

0.46 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

( 23 ; 

(24; 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

20 LNP 

0801000200054800 

0.25 

0.08 

- 

0.08 

0.05 

0.13 

0.06 

0.25 

0.02 

- 

0.0294 

0.0415 

- 

0.071 

0.095 

0.229 

0.023 

0.206 

0.002 

0.89 

Safe 

20 ML-A 

0801000200051800 

0.25 

0.10 

- 

0.10 

0.09 

0.20 

0.06 

0.27 

0.03 

0.0400 

0.0489 

0.0692 

- 

0.158 

0.187 

0.384 

0.038 

0.346 

0.232 

67.09 

Safe 

20 ML-B 

0801000200051700 

0.25 

0.22 

- 

0.22 

0.15 

0.37 

0.06 

0.27 

0.06 

0.0500 

0.0859 

0.0971 

- 

0.233 

0.293 

0.660 

0.066 

0.594 

0.490 

82.60 

Semi Critical 

20 Z 

0801000200041200 

0.22 

0.10 

(72.06) 

0.08 

0.09 

0.17 

0.06 

0.28 

0.03 

0.0100 

0.0520 

0.0735 

- 

0.136 

0.162 

0.331 

0.017 

0.314 

0.030 

9.63 

Safe 

20 AMP 

0802000100307800 

0.20 

0.14 

(37.91) 

0.12 

0.12 

0.23 

0.06 

0.29 

0.04 

0.0100 

0.0288 

0.1086 

- 

0.147 

0.188 

0.419 

0.021 

0.399 

0.089 

22.29 

Safe 

20 BB 1 

0801000400084600 

0.25 

0.13 

- 

0.13 

0.10 

0.23 

0.05 

0.22 

0.03 

0.0200 

0.0614 

0.0694 

- 

0.151 

0.184 

0.416 

0.042 

0.375 

0.170 

45.26 

Safe 



0.25 

0.00 

- 

0.00 

0.02 

0.02 

0.01 

0.04 

0.00 

- 

0.0120 

0.0135 

- 

0.026 

0.027 

0.050 

0.005 

0.045 

0.009 

20.74 

Safe 

20 BB III 

0801000400080900 

0.25 

0.00 

- 

0.00 

0.02 

0.02 

0.01 

0.05 

0.00 

- 

0.0108 

0.0122 

- 

0.023 

0.024 

0.045 

0.005 

0.041 

0.024 

59.45 

Safe 



0.25 

0.11 

- 

0.11 

0.08 

0.19 

0.05 

0.22 

0.03 

0.0100 

0.0529 

0.0598 

- 

0.123 

0.151 

0.342 

0.034 

0.308 

0.055 

17.99 

Safe 

20 F 

0801000100006300 

0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

20 FF 

0801000100022100 

0.25 

0.16 

- 

0.16 

0.14 

0.30 

0.05 

0.24 

0.04 

- 

0.0834 

0.1179 

- 

0.201 

0.240 

0.539 

0.054 

0.485 

0.021 

4.27 

Safe 

20 KSD 

0801000300058100 

0.25 

0.21 

(9.78) 

0.19 

0.14 

0.33 

0.06 

0.30 

0.05 

0.0100 

0.0429 

0.1211 

- 

0.174 

0.227 

0.562 

0.028 

0.534 

0.094 

17.55 

Safe 

20 LLW 

0802000300353400 

0.20 

0.07 

(133.58) 

0.06 

0.07 

0.13 

0.05 

0.24 

0.02 

0.0100 

0.0173 

0.0652 

- 

0.093 

0.112 

0.238 

0.012 

0.227 

0.095 

42.15 

Safe 

20 MJD 

0802000100308600 

0.20 

0.49 

(127.42) 

0.39 

0.47 

0.86 

0.06 

0.25 

0.15 

- 

0.1167 

0.4397 

- 

0.556 

0.707 

1.566 

0.078 

1.488 

0.047 

3.18 

Safe 

20MMK 

0802000300349300 

0.20 

0.13 

(114.48) 

0.11 

0.13 

0.23 

0.06 

0.26 

0.04 

0.0100 

0.0400 

0.1129 

- 

0.163 

0.201 

0.435 

0.022 

0.414 

0.121 

29.21 

Safe 

20 PTP 

0801000300064600 

0.25 

0.12 

(24.45) 

0.09 

0.07 

0.16 

0.06 

0.30 

0.03 

0.0100 

0.0173 

0.0653 

- 

0.093 

0.121 

0.284 

0.014 

0.270 

0.065 

24.08 

Safe 

20 RB 

0801000500104700 

0.25 

0.18 

(85.00) 

0.14 

0.20 

0.34 

0.05 

0.21 

0.05 

0.0300 

0.1083 

0.1530 

- 

0.291 

0.340 

0.679 

0.034 

0.645 

0.163 

25.31 

Safe 

20SDS 

0801000300061900 

0.25 

0.17 

- 

0.17 

0.14 

0.31 

0.06 

0.24 

0.06 

- 

0.0340 

0.1283 

- 

0.162 

0.218 

0.529 

0.053 

0.476 

0.022 

4.62 

Safe 

20SPM 

0801000300072400 

0.25 

0.74 

- 

0.74 

0.46 

1.20 

0.05 

0.24 

0.21 

0.0100 

0.2690 

0.3801 

- 

0.659 

0.868 

2.066 

0.207 

1.859 

0.098 

5.26 

Safe 



0.25 

0.00 

- 

0.00 

0.03 

0.03 

0.00 

0.01 

0.00 

- 

0.0099 

0.0279 

- 

0.038 

0.038 

0.073 

0.007 

0.066 

0.001 

1.32 

Safe 

21 GG 

0801000200048400 

0.25 

0.15 

(107.13) 

0.12 

0.09 

0.21 

0.06 

0.28 

0.04 

0.0300 

0.0559 

0.0632 

- 

0.149 

0.188 

0.402 

0.020 

0.382 

0.283 

74.15 

Semi Critical 

21 LNP 

0801000200054900 

0.25 

0.22 

- 

0.22 

0.13 

0.35 

0.06 

0.25 

0.06 

0.0100 

0.0765 

0.1082 

- 

0.195 

0.259 

0.614 

0.061 

0.552 

0.131 

23.68 

Safe 

21 ML 

0801000200052900 

0.25 

0.12 

- 

0.12 

0.08 

0.20 

0.06 

0.27 

0.03 

0.0400 

0.0469 

0.0531 

- 

0.140 

0.172 

0.370 

0.037 

0.333 

0.380 

114.32 

Over Exploited 



0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0005 

0.0006 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

1.50 

Safe 

21 Z 

0801000200040600 

0.22 

0.20 

12.84 

0.23 

0.18 

0.41 

0.06 

0.28 

0.05 

- 

0.1048 

0.1481 

- 

0.253 

0.305 

0.711 

0.036 

0.676 

0.007 

0.98 

Safe 

21 AMP 

0802000100307900 

0.20 

0.22 

(49.91) 

0.17 

0.17 

0.35 

0.06 

0.29 

0.06 

- 

0.0432 

0.1629 

- 

0.206 

0.266 

0.613 

0.031 

0.582 

0.033 

5.71 

Safe 

21 BB 

0801000400084700 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0005 

0.0005 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

0.80 

Safe 



0.25 

0.21 

- 

0.21 

0.14 

0.35 

0.05 

0.26 

0.05 

0.0200 

0.0845 

0.0955 

- 

0.200 

0.254 

0.604 

0.060 

0.544 

0.155 

28.54 

Safe 

21 F 

0801000100010000 

0.25 

0.02 

572.52 

0.02 

0.06 

0.08 

0.02 

0.08 

0.00 

0.0400 

0.0281 

0.0397 

- 

0.108 

0.112 

0.192 

0.010 

0.182 

0.235 

129.07 

Over Exploited 



0.25 

0.08 

155.94 

0.09 

0.11 

0.20 

0.03 

0.17 

0.02 

0.0200 

0.0590 

0.0834 

- 

0.162 

0.182 

0.387 

0.019 

0.368 

0.119 

32.35 

Safe 

21 FF 

0801000500103000 

0.25 

0.15 

- 

0.15 

0.15 

0.30 

0.05 

0.24 

0.04 

0.0200 

0.0797 

0.1126 

- 

0.212 

0.250 

0.547 

0.055 

0.492 

0.109 

22.13 

Safe 

21 KSD 

0801000300057800 

0.25 

0.23 

30.82 

0.27 

0.16 

0.43 

0.06 

0.30 

0.06 

0.0200 

0.0451 

0.1275 

- 

0.193 

0.249 

0.680 

0.034 

0.646 

0.148 

22.91 

Safe 

21 LLW 

0802000300353500 

0.20 

0.09 

(132.46) 

0.07 

0.09 

0.16 

0.05 

0.23 

0.02 

0.0100 

0.0218 

0.0823 

- 

0.114 

0.138 

0.297 

0.015 

0.282 

0.102 

35.97 

Safe 

21 MJD (BUGLAWALI) 

0802000100308500 

0.20 

0.46 

(112.24) 

0.37 

0.42 

0.79 

0.06 

0.26 

0.14 

- 

0.1050 

0.3956 

- 

0.501 

0.638 

1.427 

0.071 

1.356 

0.047 

3.47 

Safe 

21 MMK 

0802000300349000 

0.20 

0.12 

(143.03) 

0.10 

0.12 

0.22 

0.05 

0.25 

0.03 

0.0100 

0.0378 

0.1067 

- 

0.155 

0.188 

0.406 

0.020 

0.386 

0.077 

19.91 

Safe 

21 PTP 

0801000300065100 

0.25 

0.15 

(26.77) 

0.12 

0.10 

0.22 

0.06 

0.30 

0.04 

- 

0.0234 

0.0881 

- 

0.112 

0.150 

0.369 

0.018 

0.351 

0.030 

8.48 

Safe 

21 RB 

0801000500104600 

0.25 

0.15 

(89.22) 

0.12 

0.17 

0.29 

0.04 

0.21 

0.04 

0.0300 

0.0907 

0.1281 

- 

0.249 

0.289 

0.575 

0.029 

0.546 

0.163 

29.85 

Safe 

21SDS 

0801000300061700 

0.25 

0.24 

186.52 

0.29 

0.20 

0.49 

0.06 

0.26 

0.07 

- 

0.0594 

0.1677 

- 

0.227 

0.300 

0.787 

0.039 

0.747 

0.023 

3.11 

Safe 

21SPM 

0801000300072500 

0.25 

0.25 

- 

0.25 

0.15 

0.40 

0.05 

0.24 

0.07 

0.0100 

0.0897 

0.1268 

- 

0.227 

0.295 

0.698 

0.070 

0.628 

0.051 

8.06 

Safe 



0.25 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0024 

0.0069 

- 

0.009 

0.009 

0.018 

0.002 

0.016 

0.000 

1.34 

Safe 

22 GG 

0801000200048500 

0.25 

0.17 

(106.24) 

0.13 

0.11 

0.24 

0.06 

0.28 

0.04 

0.0200 

0.0633 

0.0715 

- 

0.155 

0.199 

0.438 

0.022 

0.416 

0.167 

40.06 

Safe 

22 LNP 

0801000200047700 

0.25 

0.12 

87.16 

0.15 

0.10 

0.24 

0.04 

0.20 

0.03 

0.0200 

0.0519 

0.0734 

- 

0.145 

0.179 

0.423 

0.021 

0.402 

0.185 

45.98 

Safe 



0.25 

0.02 

371.80 

0.02 

0.05 

0.07 

0.02 

0.07 

0.00 

0.0100 

0.0138 

0.0391 

- 

0.063 

0.068 

0.133 

0.007 

0.127 

0.062 

48.87 

Safe 

22 ML 

0801000200053100 

0.25 

0.14 

- 

0.14 

0.10 

0.25 

0.05 

0.25 

0.04 

0.0400 

0.0609 

0.0689 

- 

0.170 

0.209 

0.456 

0.046 

0.410 

0.341 

83.11 

Semi Critical 



0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0029 

0.0033 

- 

0.006 

0.006 

0.011 

0.001 

0.010 

0.009 

92.16 

Critical 

22 Z 

0801000200041100 

0.22 

0.13 

7.30 

0.14 

0.12 

0.25 

0.06 

0.27 

0.03 

- 

0.0677 

0.0957 

- 

0.163 

0.196 

0.449 

0.022 

0.427 

0.022 

5.21 

Safe 

22 AMP(SINGHPURA) 

0802000100309200 

0.20 

0.15 

(64.76) 

0.12 

0.12 

0.24 

0.06 

0.28 

0.04 

- 

0.0297 

0.1118 

- 

0.142 

0.182 

0.418 

0.021 

0.397 

0.033 

8.28 

Safe 

22 F 

0801000100009800 

0.25 

0.00 

1,302.82 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

0.0100 

0.0049 

0.0070 

- 

0.022 

0.022 

0.032 

0.002 

0.030 

0.078 

260.74 

Over Exploited 

22 FF 

0801000500103200 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.25 

0.10 

- 

0.10 

0.10 

0.20 

0.05 

0.24 

0.03 

0.0200 

0.0533 

0.0753 

- 

0.149 

0.174 

0.374 

0.037 

0.337 

0.109 

32.22 

Safe 

22 KSD (GADARKHERA) 

0801000300057500 

0.25 

0.14 

19.51 

0.17 

0.09 

0.27 

0.06 

0.30 

0.04 

0.0100 

0.0287 

0.0810 

- 

0.120 

0.155 

0.422 

0.021 

0.401 

0.120 

29.82 

Safe 

22 LLW-A 

0802000300353600 

0.20 

0.06 

(129.53) 

0.04 

0.05 

0.10 

0.05 

0.23 

0.01 

0.0100 

0.0136 

0.0513 

- 

0.075 

0.090 

0.189 

0.009 

0.179 

0.069 

38.71 

Safe 

22 LLW-B 

0802000300353700 

0.20 

0.08 

(143.02) 

0.06 

0.08 

0.14 

0.05 

0.23 

0.02 

0.0100 

0.0198 

0.0747 

- 

0.105 

0.126 

0.269 

0.013 

0.256 

0.058 

22.52 

Safe 

22 MJD 

0802000300348800 

0.20 

0.21 

(110.36) 

0.16 

0.20 

0.37 

0.06 

0.25 

0.06 

0.0100 

0.0629 

0.1778 

- 

0.251 

0.311 

0.678 

0.034 

0.644 

0.064 

9.99 

Safe 

22 MMK 

0802000300348900 

0.20 

0.22 

(119.03) 

0.18 

0.21 

0.39 

0.06 

0.26 

0.06 

0.0100 

0.0665 

0.1879 

- 

0.264 

0.328 

0.718 

0.036 

0.682 

0.077 

11.36 

Safe 

22 PTD-A 

0801000500129900 

0.25 

0.01 

299.99 

0.01 

0.01 

0.01 

0.02 

0.10 

0.00 

0.0100 

0.0035 

0.0040 

- 

0.018 

0.019 

0.031 

0.002 

0.029 

0.036 

122.60 

Over Exploited 

22 PTD-B 

0801000500130000 

0.25 

0.04 

120.80 

0.05 

0.03 

0.07 

0.03 

0.15 

0.01 

0.0100 

0.0167 

0.0189 

- 

0.046 

0.056 

0.129 

0.006 

0.123 

0.063 

51.69 

Safe 

22 PTP-A (KHAIROOWALA) 

0801000300065200 

0.25 

0.18 

(27.44) 

0.15 

0.11 

0.26 

0.06 

0.30 

0.05 

0.0100 

0.0279 

0.1053 

- 

0.143 

0.190 

0.451 

0.023 

0.429 

0.075 

17.55 

Safe 

22 PTP-B 

0801000300065300 

0.25 

0.20 

(35.83) 

0.16 

0.12 

0.28 

0.06 

0.30 

0.05 

0.0100 

0.0295 

0.1111 

- 

0.151 

0.200 

0.476 

0.024 

0.453 

0.093 

20.65 

Safe 

22 RB 

0801000500104500 

0.25 

0.16 

(89.63) 

0.13 

0.17 

0.30 

0.04 

0.21 

0.04 

0.0400 

0.0956 

0.1350 

- 

0.271 

0.313 

0.614 

0.031 

0.583 

0.208 

35.69 

Safe 

22SDS 

0801000300061800 

0.25 

0.15 

(35.61) 

0.12 

0.13 

0.25 

0.06 

0.25 

0.05 

- 

0.0386 

0.1090 

- 

0.148 

0.195 

0.442 

0.022 

0.420 

0.003 

0.80 

Safe 

23 GG 

0801000200048600 

0.22 

0.18 

(78.07) 

0.14 

0.13 

0.27 

0.06 

0.28 

0.05 

0.0400 

0.0784 

0.0886 

- 

0.207 

0.254 

0.527 

0.026 

0.501 

0.393 

78.44 

Semi Critical 

23 LNP 

0801000200052100 

0.25 

0.18 

(1,541.80) 

0.15 

0.12 

0.27 

0.06 

0.27 

0.05 

0.0200 

0.0754 

0.0853 

- 

0.181 

0.232 

0.503 

0.025 

0.478 

0.220 

45.97 

Safe 

23 ML 

0801000200054400 

0.25 

0.06 

- 

0.06 

0.06 

0.12 

0.03 

0.16 

0.02 

0.0300 

0.0317 

0.0448 

- 

0.107 

0.122 

0.244 

0.024 

0.220 

0.272 

123.71 

Over Exploited 



0.25 

0.03 

- 

0.03 

0.04 

0.06 

0.02 

0.10 

0.01 

0.0100 

0.0213 

0.0300 

- 

0.061 

0.068 

0.131 

0.013 

0.118 

0.118 

100.58 

Over Exploited 

23 Z 

0801000200040700 

0.22 

0.13 

89.51 

0.15 

0.12 

0.27 

0.06 

0.28 

0.03 

- 

0.0672 

0.0950 

- 

0.162 

0.196 

0.465 

0.023 

0.441 

0.013 

3.00 

Safe 

23 AMP 

0802000100308000 

0.20 

0.23 

(52.67) 

0.18 

0.18 

0.36 

0.06 

0.29 

0.06 

- 

0.0447 

0.1685 

- 

0.213 

0.274 

0.633 

0.032 

0.602 

0.033 

5.53 

Safe 

23 BB (RURAL) 

0801000400084400 

0.25 

0.18 

- 

0.18 

0.11 

0.29 

0.05 

0.27 

0.05 

- 

0.0715 

0.0808 

- 

0.152 

0.199 

0.487 

0.049 

0.439 

0.038 

8.63 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


23 F 

080100010000990C 

5.602 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.646 

0.80 

0.200 

0.05 

0.01 

0.03 

0.04 

0.00 

0.23 

0.13 

0.20 

0.001 

0.06 

0.10 





Saline 

Gang Canal 

Command 

Younger Alluvium 

3.209 

0.80 

0.200 

0.02 

0.01 

0.06 

0.08 

0.00 

0.39 

0.22 

0.09 

0.003 

0.11 

0.20 


23 FF 

080100050010290C 

3.316 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.051 

-0.12 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

Gang Canal 

Command 

Younger Alluvium 

3.265 

-0.12 

0.200 

0.05 

0.01 

0.06 

0.08 

0.00 

0.00 

0.00 

0.18 

0.001 

0.18 

0.36 


23 KSD 

080100030005760C 

1.532 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.022 

0.51 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.509 

0.51 

0.200 

0.05 

0.01 

0.02 

0.04 

0.00 

0.14 

0.12 

0.22 

0.002 

0.24 

0.28 


23 LLW 

080200030034740C 

4.154 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.154 

0.05 

0.150 

0.03 

0.00 

0.03 

0.12 

0.00 

-0.09 

-0.06 

0.12 

0.001 

0.18 

0.26 


23 MJD 

0802000300348700 

6.386 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

6.386 

0.20 

0.150 

0.00 

0.00 

0.05 

0.18 

0.00 

-0.04 

-0.04 

0.01 

0.002 

0.19 

0.20 


23 MMK 

0802000300348500 

1.906 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.906 

0.04 

0.150 

0.02 

0.00 

0.02 

0.05 

0.00 

-0.04 

-0.03 

0.08 

0.000 

0.19 

0.29 


23 PTD-B 

0801000600142000 

4.849 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.007 

0.64 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


23 PTP 

0801000300064500 

2.963 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.963 

0.39 

0.200 

0.02 

0.00 

0.02 

0.08 

0.00 

0.14 

0.12 

0.06 

0.003 

0.24 

0.28 


23 RB 

0801000500104400 

4.386 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.386 

0.18 

0.200 

0.04 

0.01 

0.08 

0.11 

0.00 

0.00 

0.00 

0.14 

0.001 

0.17 

0.34 


23 SDS 

0801000300061600 

4.487 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.359 

0.90 

0.200 

0.00 

0.00 

0.00 

0.01 

0.00 

0.05 

0.05 

0.00 

0.000 

0.02 

0.02 






Bhakhra Canal 

Command 

Younger Alluvium 

0.048 

0.90 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.007 

0.90 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Bhakhra Canal 

Command 

Younger Alluvium 

4.072 

0.90 

0.200 

0.01 

0.00 

0.04 

0.12 

0.00 

0.58 

0.50 

0.05 

0.004 

0.18 

0.21 


24 GG 

0801000200048700 

2.851 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.851 

0.19 

0.200 

0.06 

0.01 

0.04 

0.05 

0.00 

0.07 

0.04 

0.25 

0.005 

0.22 

0.37 


24 LNP 

0801000200052000 

3.094 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

3.094 

-0.23 

0.200 

0.04 

0.00 

0.05 

0.05 

0.00 

0.00 

0.00 

0.15 

0.003 

0.21 

0.26 


24 ML 

0801000200053800 

3.098 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.958 

-0.32 

0.200 

0.12 

0.02 

0.04 

0.05 

0.00 

0.00 

0.00 

0.49 

0.003 

0.20 

0.33 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.140 

-0.32 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.01 

0.02 


24 Z 

0801000200040800 

3.324 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.324 

1.06 

0.180 

0.01 

0.00 

0.06 

0.08 

0.00 

0.50 

0.30 

0.02 

0.005 

0.22 

0.36 


24 AMP 

0802000100308100 

5.952 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

5.952 

0.40 

0.150 

0.01 

0.00 

0.05 

0.17 

0.00 

0.15 

0.13 

0.03 

0.002 

0.23 

0.27 


24 BB (RURAL) 

0801000400084500 

8.748 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

6.660 

-0.34 

0.200 

0.03 

0.00 

0.10 

0.11 

0.00 

0.00 

0.00 

0.12 

0.004 

0.16 

0.35 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.088 

-0.34 

0.200 

0.00 

0.00 

0.03 

0.03 

0.00 

0.00 

0.00 

0.01 

0.001 

0.05 

0.11 


24 F 

0801000100009700 

3.643 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.084 

0.23 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


24 FF 

0801000500102800 

2.577 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.577 

-0.02 

0.200 

0.05 

0.01 

0.04 

0.04 

0.00 

0.00 

0.00 

0.18 

0.001 

0.18 

0.36 


24 KSD 

0801000300057200 

2.641 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.641 

0.59 

0.200 

0.04 

0.01 

0.03 

0.08 

0.00 

0.24 

0.20 

0.15 

0.003 

0.24 

0.28 


24 LLW-A 

0802000300347300 

2.729 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.729 

0.07 

0.150 

0.02 

0.00 

0.02 

0.08 

0.00 

-0.05 

-0.03 

0.09 

0.001 

0.18 

0.26 


24 LLW-B 

0802000300347200 

2.857 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.857 

0.10 

0.150 

0.02 

0.00 

0.02 

0.08 

0.00 

-0.04 

-0.03 

0.08 

0.001 

0.18 

0.24 


24 MJD 

0801000300076000 

1.990 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.990 

0.12 

0.200 

0.02 

0.00 

0.02 

0.06 

0.00 

0.00 

0.00 

0.06 

0.002 

0.19 

0.17 


24 MMK 

0802000300348600 

3.590 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.590 

0.10 

0.150 

0.01 

0.00 

0.04 

0.10 

0.00 

-0.07 

-0.06 

0.03 

0.001 

0.19 

0.23 


24 PTP (HATHYAWALA) 

0801000300064300 

1.539 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.539 

0.43 

0.200 

0.01 

0.00 

0.01 

0.04 

0.00 

0.09 

0.07 

0.05 

0.002 

0.24 

0.28 


24 RB 

0801000500104300 

4.689 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.689 

0.12 

0.200 

0.04 

0.01 

0.09 

0.11 

0.00 

-0.06 

-0.03 

0.17 

0.001 

0.17 

0.34 


24 SDS(KIKARCHAK) 

0801000300067000 

1.530 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.530 

-0.40 

0.200 

0.00 

0.00 

0.02 

0.04 

0.00 

0.00 

0.00 

0.00 

0.002 

0.18 

0.17 


25 GG 

0801000200048800 

1.190 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.190 

0.18 

0.200 

0.03 

0.00 

0.02 

0.02 

0.00 

0.03 

0.02 

0.11 

0.002 

0.21 

0.39 


25 LNP 

0801000200051900 

3.897 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

3.897 

-0.41 

0.200 

0.05 

0.01 

0.06 

0.06 

0.00 

0.00 

0.00 

0.20 

0.004 

0.20 

0.26 


25 ML 

0801000200053700 

2.476 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.426 

-0.25 

0.200 

0.16 

0.02 

0.04 

0.04 

0.00 

0.00 

0.00 

0.65 

0.003 

0.20 

0.36 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.050 

-0.25 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.01 


25 Z 

0801000200041000 

3.282 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.282 

0.90 

0.180 

0.01 

0.00 

0.06 

0.08 

0.00 

0.40 

0.23 

0.05 

0.005 

0.21 

0.36 


25 AMP 

0802000100309100 

2.722 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.722 

0.32 

0.150 

0.01 

0.00 

0.02 

0.08 

0.00 

0.04 

0.03 

0.03 

0.001 

0.22 

0.27 


25 BB 1 

0801000400084300 

2.833 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.833 

-0.39 

0.200 

0.01 

0.00 

0.04 

0.05 

0.00 

0.00 

0.00 

0.03 

0.002 

0.21 

0.46 


25 BB II 

0801000400084200 

2.381 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.381 

-0.25 

0.200 

0.00 

0.00 

0.04 

0.04 

0.00 

0.00 

0.00 

0.00 

0.001 

0.21 

0.46 


25 F 

0801000100010900 

3.048 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.014 

0.31 

0.200 

0.07 

0.02 

0.04 

0.05 

0.00 

0.09 

0.05 

0.27 

0.002 

0.13 

0.22 


25 FF-A 

0801000500102700 

1.045 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.045 

0.06 

0.200 

0.02 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.07 

0.000 

0.18 

0.35 


25 FF-B 

0801000500102600 

2.186 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.644 

0.06 

0.200 

0.01 

0.00 

0.01 

0.02 

0.00 

-0.01 

0.00 

0.05 

0.000 

0.05 

0.10 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.543 

0.06 

0.200 

0.02 

0.00 

0.03 

0.04 

0.00 

-0.03 

-0.01 

0.06 

0.000 

0.13 

0.24 


25 KSD-A 

0801000300057100 

1.018 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.010 

0.44 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.008 

0.44 

0.200 

0.03 

0.00 

0.01 

0.03 

0.00 

0.08 

0.07 

0.10 

0.001 

0.24 

0.28 


25 KSD-B(PATLI) 

0801000300056700 

1.506 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.011 

0.31 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.495 

0.31 

0.200 

0.02 

0.00 

0.02 

0.04 

0.00 

0.05 

0.05 

0.07 

0.002 

0.24 

0.28 


25 LLW 

0802000300347500 

4.010 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.010 

0.01 

0.150 

0.03 

0.00 

0.04 

0.11 

0.00 

-0.12 

-0.10 

0.10 

0.001 

0.18 

0.21 


25 MJD 

0801000300076100 

0.692 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.692 

0.11 

0.200 

0.03 

0.00 

0.01 

0.02 

0.00 

0.02 

0.02 

0.12 

0.001 

0.18 

0.15 


25 MMK 

0802000300348400 

5.880 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

5.880 

0.06 

0.150 

0.02 

0.00 

0.06 

0.17 

0.00 

-0.15 

-0.11 

0.07 

0.002 

0.19 

0.26 


25 PTD 

0801000500129700 

2.760 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.098 

0.62 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


25 PTP (BUDHSINGHWALA) 

0801000300065500 

1.202 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.202 

0.39 

0.200 

0.01 

0.00 

0.01 

0.03 

0.00 

0.06 

0.05 

0.04 

0.001 

0.24 

0.27 


25 RB 

0801000500104200 

3.462 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.462 

0.08 

0.200 

0.01 

0.00 

0.07 

0.08 

0.00 

-0.08 

-0.04 

0.05 

0.001 

0.17 

0.34 


25/1 AMP 

0802000100308700 

5.486 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

5.486 

0.29 

0.150 

0.01 

0.00 

0.04 

0.16 

0.00 

0.05 

0.04 

0.04 

0.001 

0.21 

0.25 


26 GG 

0801000200048900 

2.966 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.966 

0.19 

0.200 

0.02 

0.00 

0.05 

0.05 

0.00 

0.04 

0.02 

0.06 

0.005 

0.21 

0.40 


26 LNP 

0801000200052800 

3.710 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

3.710 

-0.49 

0.200 

0.01 

0.00 

0.05 

0.06 

0.00 

0.00 

0.00 

0.06 

0.004 

0.21 

0.27 


26 AMP 

0802000100308200 

9.362 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

9.362 

0.40 

0.150 

0.02 

0.00 

0.07 

0.27 

0.00 

0.24 

0.20 

0.06 

0.002 

0.23 

0.27 


26 BB 

0801000400083800 

3.228 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.112 

-0.10 

0.200 

0.04 

0.01 

0.03 

0.03 

0.00 

0.00 

0.00 

0.17 

0.001 

0.14 

0.30 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.116 

-0.10 

0.200 

0.01 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.04 

0.001 

0.07 

0.16 


26 F 

0801000100010600 

4.240 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.423 

0.51 

0.200 

0.02 

0.00 

0.03 

0.03 

0.00 

0.10 

0.06 

0.08 

0.001 

0.07 

0.12 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.817 

0.51 

0.200 

0.01 

0.00 

0.05 

0.07 

0.00 

0.17 

0.10 

0.05 

0.002 

0.13 

0.23 


26 FF 

0801000500102400 

3.638 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.241 

0.07 

0.200 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

0.00 

0.02 

0.000 

0.01 

0.02 





Saline 

Gang Canal 

Command 

Younger Alluvium 

3.397 

0.07 

0.200 

0.04 

0.01 

0.06 

0.08 

0.00 

-0.07 

-0.04 

0.16 

0.001 

0.16 

0.32 


26 KSD 

0801000300057000 

2.979 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.979 

0.53 

0.200 

0.06 

0.01 

0.03 

0.09 

0.00 

0.25 

0.21 

0.24 

0.003 

0.24 

0.28 


26 LLW 

0802000300347100 

2.267 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.267 

0.03 

0.150 

0.03 

0.00 

0.02 

0.06 

0.00 

-0.04 

-0.03 

0.13 

0.001 

0.18 

0.22 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23/ 

(24j 


(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

23 F 

0801000100009900 

0.25 

0.02 

455.27 

0.03 

0.08 

0.11 

0.01 

0.07 

0.01 

0.0400 

0.0415 

0.0587 

- 

0.140 

0.146 

0.256 

0.013 

0.244 

0.196 

80.59 

Semi Critical 



0.25 

0.09 

142.33 

0.11 

0.15 

0.26 

0.03 

0.14 

0.02 

0.0200 

0.0810 

0.1144 

- 

0.215 

0.238 

0.497 

0.025 

0.473 

0.093 

19.60 

Safe 

23 FF 

0801000500102900 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0013 

0.0018 

- 

0.003 

0.003 

0.005 

0.001 

0.005 

0.000 

0.29 

Safe 



0.25 

0.15 

- 

0.15 

0.15 

0.30 

0.05 

0.23 

0.04 

0.0200 

0.0824 

0.1164 

- 

0.219 

0.257 

0.557 

0.056 

0.501 

0.181 

36.11 

Safe 

23 KSD 

0801000300057600 

0.25 

0.00 

5,964.53 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0008 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

1.30 

Safe 



0.25 

0.09 

28.31 

0.11 

0.07 

0.18 

0.06 

0.30 

0.02 

0.0200 

0.0182 

0.0514 

- 

0.090 

0.112 

0.290 

0.014 

0.275 

0.218 

79.11 

Semi Critical 

23 LLW 

0802000300347400 

0.20 

0.15 

(141.20) 

0.12 

0.15 

0.27 

0.05 

0.23 

0.04 

0.0100 

0.0375 

0.1414 

- 

0.189 

0.231 

0.503 

0.025 

0.478 

0.121 

25.35 

Safe 

23 MJD 

0802000300348700 

0.20 

0.25 

(116.85) 

0.20 

0.23 

0.43 

0.06 

0.25 

0.07 

- 

0.0577 

0.2174 

- 

0.275 

0.349 

0.777 

0.039 

0.738 

0.015 

1.98 

Safe 

23 MMK 

0802000300348500 

0.20 

0.07 

(136.95) 

0.06 

0.07 

0.13 

0.05 

0.24 

0.02 

0.0100 

0.0230 

0.0649 

- 

0.098 

0.118 

0.250 

0.013 

0.238 

0.076 

32.17 

Safe 

23 PTD-B 

0801000600142000 

0.22 

0.00 

101,887.60 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

23 PTP 

0801000300064500 

0.25 

0.18 

(32.94) 

0.14 

0.11 

0.25 

0.06 

0.30 

0.04 

0.0100 

0.0268 

0.1008 

- 

0.138 

0.182 

0.434 

0.022 

0.413 

0.066 

16.02 

Safe 

23 RB 

0801000500104400 

0.25 

0.18 

(99.56) 

0.15 

0.20 

0.35 

0.04 

0.21 

0.05 

0.0300 

0.1107 

0.1564 

- 

0.297 

0.346 

0.693 

0.035 

0.658 

0.145 

22.07 

Safe 

23 SDS 

0801000300061600 

0.25 

0.00 

3,117.58 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0060 

0.0085 

- 

0.015 

0.015 

0.027 

0.001 

0.026 

0.000 

1.47 

Safe 



0.25 

0.00 

21,870.87 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0006 

0.0017 

- 

0.002 

0.002 

0.004 

0.000 

0.004 

0.000 

1.29 

Safe 



0.25 

0.00 

143,873.77 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.000 

0.000 

- 

Safe 



0.25 

0.19 

167.88 

0.22 

0.16 

0.38 

0.05 

0.24 

0.05 

0.0100 

0.0490 

0.1386 

- 

0.198 

0.252 

0.637 

0.032 

0.605 

0.049 

8.15 

Safe 

24 GG 

0801000200048700 

0.25 

0.15 

(74.23) 

0.12 

0.10 

0.23 

0.06 

0.27 

0.04 

0.0300 

0.0599 

0.0678 

- 

0.158 

0.198 

0.423 

0.021 

0.402 

0.257 

63.83 

Safe 

24 LNP 

0801000200052000 

0.25 

0.08 

- 

0.08 

0.10 

0.18 

0.06 

0.26 

0.02 

0.0200 

0.0651 

0.0735 

- 

0.159 

0.183 

0.366 

0.037 

0.330 

0.152 

46.20 

Safe 

24 ML 

0801000200053800 

0.25 

0.15 

- 

0.15 

0.11 

0.25 

0.05 

0.25 

0.04 

0.0500 

0.0498 

0.0703 

- 

0.170 

0.209 

0.459 

0.046 

0.413 

0.489 

00 

O 

Over Exploited 



0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0024 

0.0033 

- 

0.006 

0.006 

0.010 

0.001 

0.009 

0.018 

198.85 

Over Exploited 

24 Z 

0801000200040800 

0.22 

0.16 

92.61 

0.19 

0.14 

0.33 

0.06 

0.27 

0.04 

- 

0.0839 

0.1185 

- 

0.202 

0.243 

0.576 

0.029 

0.547 

0.023 

4.26 

Safe 

24 AMP 

0802000100308100 

0.20 

0.27 

(52.88) 

0.22 

0.22 

0.43 

0.06 

0.29 

0.07 

- 

0.0538 

0.2026 

- 

0.256 

0.329 

0.762 

0.038 

0.724 

0.034 

4.63 

Safe 

24 BB (RURAL) 

0801000400084500 

0.25 

0.27 

- 

0.27 

0.21 

0.48 

0.04 

0.20 

0.07 

0.0100 

0.1401 

0.1583 

- 

0.308 

0.377 

0.859 

0.086 

0.773 

0.124 

16.00 

Safe 



0.25 

0.03 

- 

0.03 

0.07 

0.09 

0.01 

0.06 

0.01 

- 

0.0439 

0.0496 

- 

0.094 

0.100 

0.193 

0.019 

0.174 

0.010 

5.83 

Safe 

24 F 

0801000100009700 

0.25 

0.00 

7.70 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0021 

0.0030 

- 

0.005 

0.005 

0.009 

0.000 

0.008 

0.000 

0.82 

Safe 

24 FF 

0801000500102800 

0.25 

0.12 

- 

0.12 

0.09 

0.21 

0.05 

0.23 

0.03 

0.0200 

0.0542 

0.0613 

- 

0.136 

0.166 

0.375 

0.038 

0.338 

0.181 

53.51 

Safe 

24 KSD 

0801000300057200 

0.25 

0.16 

26.62 

0.19 

0.11 

0.31 

0.06 

0.30 

0.04 

0.0200 

0.0318 

0.0899 

- 

0.142 

0.181 

0.488 

0.024 

0.464 

0.156 

33.61 

Safe 

24 LLW-A 

0802000300347300 

0.20 

0.10 

(134.43) 

0.08 

0.10 

0.18 

0.05 

0.23 

0.03 

0.0100 

0.0247 

0.0929 

- 

0.128 

0.153 

0.331 

0.017 

0.314 

0.089 

28.25 

Safe 

24 LLW-B 

0802000300347200 

0.20 

0.10 

(129.47) 

0.08 

0.10 

0.18 

0.05 

0.22 

0.03 

0.0100 

0.0258 

0.0972 

0.000 

0.134 

0.160 

0.345 

0.017 

0.327 

0.083 

25.27 

Safe 

24 MJD 

0801000300076000 

0.25 

0.10 

(104.88) 

0.08 

0.07 

0.15 

0.06 

0.25 

0.03 

0.0100 

0.0180 

0.0677 

- 

0.096 

0.125 

0.275 

0.014 

0.262 

0.065 

24.88 

Safe 

24 MMK 

0802000300348600 

0.20 

0.14 

(144.35) 

0.11 

0.14 

0.25 

0.06 

0.25 

0.04 

- 

0.0432 

0.1222 

- 

0.165 

0.206 

0.454 

0.023 

0.432 

0.033 

7.63 

Safe 

24 PTP (HATHYAWALA) 

0801000300064300 

0.25 

0.09 

(22.39) 

0.07 

0.06 

0.13 

0.06 

0.30 

0.02 

0.0100 

0.0139 

0.0524 

- 

0.076 

0.099 

0.231 

0.012 

0.219 

0.047 

21.27 

Safe 

24 RB 

0801000500104300 

0.25 

0.20 

(114.38) 

0.16 

0.21 

0.37 

0.05 

0.21 

0.05 

0.0300 

0.1183 

0.1672 

- 

0.316 

0.368 

0.739 

0.037 

0.702 

0.172 

24.54 

Safe 

24SDS(KIKARCHAK) 

0801000300067000 

0.25 

0.07 

- 

0.07 

0.06 

0.13 

0.06 

0.24 

0.02 

- 

0.0184 

0.0521 

- 

0.071 

0.093 

0.224 

0.022 

0.202 

0.002 

0.80 

Safe 

25 GG 

0801000200048800 

0.25 

0.06 

(69.60) 

0.05 

0.04 

0.09 

0.06 

0.27 

0.02 

0.0100 

0.0250 

0.0283 

- 

0.063 

0.080 

0.169 

0.008 

0.160 

0.110 

68.62 

Safe 

25 LNP 

0801000200051900 

0.25 

0.13 

- 

0.13 

0.13 

0.26 

0.06 

0.26 

0.04 

0.0300 

0.0819 

0.0926 

- 

0.205 

0.240 

0.501 

0.050 

0.451 

0.207 

45.91 

Safe 

25 ML 

0801000200053700 

0.25 

0.12 

- 

0.12 

0.10 

0.22 

0.05 

0.25 

0.03 

0.0700 

0.0510 

0.0577 

- 

0.179 

0.211 

0.430 

0.043 

0.387 

0.651 

167.98 

Over Exploited 



0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0010 

0.0012 

- 

0.002 

0.002 

0.004 

0.000 

0.003 

0.009 

261.02 

Over Exploited 

25 Z 

0801000200041000 

0.22 

0.15 

52.73 

0.18 

0.14 

0.32 

0.05 

0.27 

0.04 

0.0100 

0.0828 

0.1170 

- 

0.210 

0.249 

0.574 

0.029 

0.545 

0.050 

9.21 

Safe 

25 AMP 

0802000100309100 

0.20 

0.12 

(71.92) 

0.09 

0.10 

0.19 

0.06 

0.28 

0.03 

- 

0.0246 

0.0926 

0.001 

0.119 

0.151 

0.346 

0.017 

0.328 

0.026 

7.83 

Safe 

25 BB 1 

0801000400084300 

0.25 

0.15 

- 

0.15 

0.09 

0.24 

0.05 

0.27 

0.04 

- 

0.0596 

0.0673 

- 

0.127 

0.165 

0.406 

0.041 

0.365 

0.029 

7.82 

Safe 

25 BB II 

0801000400084200 

0.25 

0.13 

- 

0.13 

0.08 

0.20 

0.05 

0.27 

0.03 

- 

0.0501 

0.0566 

- 

0.107 

0.139 

0.341 

0.034 

0.307 

0.001 

0.42 

Safe 

25 F 

0801000100010900 

0.25 

0.06 

(21.30) 

0.05 

0.11 

0.16 

0.03 

0.16 

0.02 

0.0500 

0.0508 

0.0718 

- 

0.173 

0.188 

0.347 

0.017 

0.330 

0.275 

83.33 

Semi Critical 

25 FF-A 

0801000500102700 

0.25 

0.05 

(102.13) 

0.04 

0.03 

0.07 

0.05 

0.23 

0.01 

0.0100 

0.0220 

0.0248 

- 

0.057 

0.069 

0.140 

0.007 

0.133 

0.072 

54.46 

Safe 

25 FF-B 

0801000500102600 

0.25 

0.01 

(158.28) 

0.01 

0.03 

0.03 

0.01 

0.07 

0.00 

0.0100 

0.0162 

0.0229 

- 

0.049 

0.051 

0.086 

0.004 

0.082 

0.054 

66.36 

Safe 



0.25 

0.05 

(128.77) 

0.04 

0.07 

0.11 

0.03 

0.16 

0.01 

0.0100 

0.0389 

0.0550 

- 

0.104 

0.116 

0.222 

0.011 

0.211 

0.063 

30.11 

Safe 

25 KSD-A 

0801000300057100 

0.25 

0.00 

7,346.17 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0003 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.25 

0.06 

9.99 

0.07 

0.04 

0.11 

0.06 

0.30 

0.02 

0.0100 

0.0121 

0.0343 

- 

0.057 

0.072 

0.178 

0.009 

0.169 

0.100 

59.24 

Safe 

25 KSD-B(PATLI) 

0801000300056700 

0.25 

0.00 

4,241.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.25 

0.09 

(47.77) 

0.07 

0.06 

0.13 

0.06 

0.30 

0.02 

0.0100 

0.0180 

0.0509 

- 

0.079 

0.101 

0.232 

0.012 

0.220 

0.074 

33.38 

Safe 

25 LLW 

0802000300347500 

0.20 

0.14 

(171.27) 

0.11 

0.16 

0.27 

0.05 

0.23 

0.04 

0.0100 

0.0483 

0.1365 

- 

0.195 

0.235 

0.505 

0.025 

0.480 

0.102 

21.25 

Safe 

25 MJD 

0801000300076100 

0.25 

0.03 

(22.62) 

0.03 

0.03 

0.05 

0.06 

0.24 

0.01 

0.0100 

0.0063 

0.0236 

- 

0.040 

0.050 

0.101 

0.005 

0.096 

0.118 

123.01 

Over Exploited 

25 MMK 

0802000300348400 

0.20 

0.22 

(150.15) 

0.18 

0.23 

0.41 

0.05 

0.24 

0.06 

0.0100 

0.0708 

0.2001 

- 

0.281 

0.344 

0.750 

0.038 

0.713 

0.071 

9.90 

Safe 

25 PTD 

0801000500129700 

0.25 

0.00 

3,922.60 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0012 

0.0014 

- 

0.003 

0.003 

0.005 

0.000 

0.004 

0.000 

0.61 

Safe 

25 PTP (BUDHSINGHWALA) 

0801000300065500 

0.25 

0.07 

(26.11) 

0.06 

0.04 

0.10 

0.06 

0.30 

0.02 

- 

0.0109 

0.0409 

- 

0.052 

0.070 

0.171 

0.009 

0.162 

0.037 

22.97 

Safe 

25 RB 

0801000500104200 

0.25 

0.15 

(128.05) 

0.12 

0.15 

0.27 

0.05 

0.21 

0.04 

0.0100 

0.0874 

0.1235 

- 

0.221 

0.260 

0.526 

0.026 

0.500 

0.055 

10.99 

Safe 

25/1 AMP 

0802000100308700 

0.20 

0.23 

(82.98) 

0.19 

0.20 

0.38 

0.06 

0.27 

0.07 

- 

0.0496 

0.1867 

- 

0.236 

0.302 

0.687 

0.034 

0.652 

0.045 

6.96 

Safe 

26 GG 

0801000200048900 

0.25 

0.16 

(86.85) 

0.13 

0.09 

0.22 

0.05 

0.27 

0.04 

0.0100 

0.0624 

0.0705 

- 

0.143 

0.183 

0.403 

0.020 

0.383 

0.068 

17.67 

Safe 

26 LNP 

0801000200052800 

0.25 

0.14 

- 

0.14 

0.11 

0.25 

0.06 

0.26 

0.04 

0.0100 

0.0624 

0.0882 

- 

0.161 

0.199 

0.445 

0.044 

0.400 

0.063 

15.72 

Safe 

26 AMP 

0802000100308200 

0.20 

0.43 

(52.44) 

0.34 

0.34 

0.68 

0.06 

0.29 

0.11 

0.0100 

0.0846 

0.3186 

0.002 

0.415 

0.528 

1.212 

0.061 

1.152 

0.059 

5.16 

Safe 

26 BB 

0801000400083800 

0.25 

0.07 

- 

0.07 

0.08 

0.15 

0.04 

0.17 

0.02 

0.0200 

0.0444 

0.0502 

- 

0.115 

0.133 

0.284 

0.028 

0.256 

0.169 

66.20 

Safe 



0.25 

0.02 

- 

0.02 

0.04 

0.06 

0.02 

0.09 

0.01 

- 

0.0235 

0.0265 

- 

0.050 

0.055 

0.111 

0.011 

0.100 

0.037 

36.55 

Safe 

26 F 

0801000100010600 

0.25 

0.02 

143.24 

0.03 

0.06 

0.09 

0.02 

0.08 

0.01 

0.0100 

0.0359 

0.0507 

- 

0.097 

0.103 

0.193 

0.010 

0.183 

0.079 

43.25 

Safe 



0.25 

0.09 

5.17 

0.10 

0.12 

0.22 

0.03 

0.16 

0.02 

0.0100 

0.0711 

0.1004 

- 

0.182 

0.205 

0.424 

0.021 

0.403 

0.047 

11.74 

Safe 

26 FF 

0801000500102400 

0.25 

0.00 

(627.99) 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0061 

0.0086 

- 

0.015 

0.015 

0.026 

0.001 

0.025 

0.018 

73.57 

Semi Critical 



0.25 

0.14 

(126.70) 

0.11 

0.16 

0.27 

0.04 

0.21 

0.04 

0.0300 

0.0857 

0.1211 

- 

0.237 

0.273 

0.542 

0.027 

0.515 

0.163 

31.67 

Safe 

26 KSD 

0801000300057000 

0.25 

0.18 

17.51 

0.21 

0.13 

0.34 

0.06 

0.30 

0.04 

0.0300 

0.0359 

0.1014 

- 

0.167 

0.212 

0.552 

0.028 

0.524 

0.246 

46.96 

Safe 

26 LLW 

0802000300347100 

0.20 

0.08 

(142.40) 

0.06 

0.08 

0.15 

0.05 

0.22 

0.02 

0.0100 

0.0205 

0.0772 

- 

0.108 

0.128 

0.274 

0.014 

0.260 

0.133 

50.95 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


26 MJD 

080100030007590C 

0.132 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.132 

0.11 

0.200 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.09 

0.000 

0.19 

0.15 


26 ML 

0801000400092700 

1.254 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.254 

-0.12 

0.200 

0.04 

0.01 

0.02 

0.02 

0.00 

0.00 

0.00 

0.17 

0.001 

0.20 

0.42 


26MMK 

0801000300076200 

1.716 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.716 

0.14 

0.200 

0.03 

0.00 

0.01 

0.05 

0.00 

0.01 

0.02 

0.11 

0.002 

0.20 

0.18 


26 PTP 

0801000300064200 

2.434 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.434 

0.45 

0.200 

0.01 

0.00 

0.02 

0.07 

0.00 

0.14 

0.12 

0.04 

0.003 

0.24 

0.28 


26 RB 

0801000500104000 

4.037 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.037 

0.08 

0.200 

0.01 

0.00 

0.08 

0.10 

0.00 

-0.10 

-0.05 

0.05 

0.001 

0.17 

0.34 


27 GG 

0801000200049000 

2.497 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.497 

0.21 

0.200 

0.02 

0.00 

0.04 

0.04 

0.00 

0.04 

0.02 

0.08 

0.004 

0.21 

0.40 


27 LNP 

0801000200053000 

4.017 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.064 

-0.49 

0.200 

0.01 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.04 

0.001 

0.05 

0.08 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.953 

-0.49 

0.200 

0.02 

0.00 

0.04 

0.05 

0.00 

0.00 

0.00 

0.07 

0.003 

0.15 

0.21 


27 AMP 

0802000100308300 

11.903 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

11.903 

0.38 

0.150 

0.02 

0.00 

0.09 

0.34 

0.00 

0.27 

0.23 

0.08 

0.003 

0.23 

0.26 


27 BB 

0801000400084100 

2.887 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.887 

-0.16 

0.200 

0.01 

0.00 

0.05 

0.05 

0.00 

0.00 

0.00 

0.05 

0.002 

0.21 

0.46 


27 F 

0801000100010700 

2.524 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.459 

0.31 

0.200 

0.05 

0.01 

0.05 

0.06 

0.00 

0.09 

0.05 

0.20 

0.002 

0.19 

0.33 


27 FF 

0801000500102300 

3.327 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.327 

0.08 

0.200 

0.06 

0.02 

0.06 

0.08 

0.00 

-0.05 

-0.02 

0.25 

0.001 

0.18 

0.34 


27 KSD 

0801000300056900 

3.163 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.163 

0.53 

0.200 

0.02 

0.00 

0.03 

0.09 

0.00 

0.23 

0.20 

0.06 

0.003 

0.24 

0.28 


27 LLW 

0802000300347000 

2.742 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.742 

-0.04 

0.150 

0.03 

0.00 

0.03 

0.08 

0.00 

0.00 

0.00 

0.11 

0.001 

0.17 

0.21 


27 MJD (CHHAPAWALI) 

0801000300075800 

4.444 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.444 

0.11 

0.200 

0.03 

0.00 

0.04 

0.13 

0.00 

-0.03 

-0.04 

0.11 

0.005 

0.18 

0.14 


27 MMK 

0802000300348300 

5.855 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

5.855 

0.06 

0.150 

0.01 

0.00 

0.06 

0.17 

0.00 

-0.17 

-0.13 

0.06 

0.002 

0.19 

0.23 


27 PTD 

0801000500129400 

2.743 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.615 

0.60 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.06 

0.04 

0.01 

0.000 

0.04 

0.07 


27 PTP 

0801000300070000 

1.863 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.863 

0.38 

0.200 

0.01 

0.00 

0.02 

0.05 

0.00 

0.08 

0.07 

0.05 

0.002 

0.23 

0.26 


27 RB 

0801000500104100 

4.507 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.507 

0.08 

0.200 

0.02 

0.00 

0.08 

0.11 

0.00 

-0.11 

-0.05 

0.06 

0.001 

0.17 

0.34 


28 GG 

0801000200049100 

3.254 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

3.254 

0.26 

0.200 

0.03 

0.00 

0.04 

0.05 

0.00 

0.11 

0.05 

0.10 

0.005 

0.21 

0.41 


28 LNP 1 

0801000200054600 

2.963 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.295 

-0.47 

0.200 

0.01 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.05 

0.001 

0.09 

0.13 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.668 

-0.47 

0.200 

0.01 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.05 

0.002 

0.12 

0.17 


28 LNP II 

0801000200054500 

4.703 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.113 

-0.46 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

Gang Canal 

Command 

Younger Alluvium 

4.590 

-0.46 

0.200 

0.02 

0.00 

0.06 

0.07 

0.00 

0.00 

0.00 

0.06 

0.005 

0.20 

0.29 


28 AMP 

0801000300065400 

2.200 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.200 

0.39 

0.200 

0.01 

0.00 

0.02 

0.06 

0.00 

0.10 

0.09 

0.05 

0.002 

0.24 

0.28 


28 BB 

0801000400083900 

3.563 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.139 

-0.15 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 





Saline 

Gang Canal 

Command 

Younger Alluvium 

3.424 

-0.15 

0.200 

0.03 

0.00 

0.05 

0.06 

0.00 

0.00 

0.00 

0.11 

0.002 

0.20 

0.44 


28 F 

0801000100010800 

1.819 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.878 

0.26 

0.200 

0.06 

0.01 

0.02 

0.02 

0.00 

0.06 

0.03 

0.23 

0.001 

0.09 

0.16 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.056 

0.26 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


28 FF 

0801000500101600 

4.273 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.273 

0.07 

0.200 

0.02 

0.00 

0.08 

0.10 

0.00 

-0.11 

-0.06 

0.06 

0.001 

0.18 

0.34 


28 KSD 

0801000300056800 

5.066 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

5.066 

0.33 

0.200 

0.02 

0.00 

0.06 

0.15 

0.00 

0.15 

0.13 

0.05 

0.005 

0.24 

0.28 


28 LLW 

0802000300346900 

3.983 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.983 

-0.04 

0.150 

0.03 

0.00 

0.04 

0.11 

0.00 

0.00 

0.00 

0.11 

0.001 

0.17 

0.19 


28 MJD 

0801000300070400 

1.870 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.870 

0.10 

0.200 

0.02 

0.00 

0.02 

0.05 

0.00 

-0.01 

-0.01 

0.06 

0.002 

0.18 

0.14 


28 MMK 

0802000300348200 

6.602 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

6.602 

0.13 

0.150 

0.01 

0.00 

0.07 

0.19 

0.00 

-0.12 

-0.14 

0.04 

0.002 

0.18 

0.16 


28 PS 

0801000500110100 

4.618 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.310 

0.31 

0.200 

0.01 

0.00 

0.02 

0.02 

0.00 

0.05 

0.02 

0.03 

0.000 

0.05 

0.09 


28 PTP 

0801000300065700 

2.466 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.466 

0.43 

0.200 

0.01 

0.00 

0.02 

0.07 

0.00 

0.13 

0.11 

0.03 

0.003 

0.24 

0.28 


28 RB 

0801000500106400 

2.502 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.502 

0.08 

0.200 

0.01 

0.00 

0.05 

0.06 

0.00 

-0.06 

-0.03 

0.05 

0.001 

0.17 

0.34 


29 GG 

0801000200049200 

4.137 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

4.137 

0.26 

0.200 

0.04 

0.01 

0.05 

0.07 

0.00 

0.13 

0.06 

0.16 

0.007 

0.21 

0.42 


29 AML 

0801000400093800 

3.421 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.807 

-0.09 

0.200 

0.09 

0.01 

0.04 

0.05 

0.00 

0.00 

0.00 

0.36 

0.002 

0.17 

0.38 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.614 

-0.09 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.03 

0.000 

0.04 

0.08 


29 AMP 

0802000100308400 

6.874 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

6.874 

0.30 

0.150 

0.02 

0.00 

0.05 

0.20 

0.00 

0.08 

0.07 

0.08 

0.002 

0.21 

0.23 


29 BB 

0801000400083600 

4.497 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

4.490 

-0.13 

0.200 

0.05 

0.01 

0.07 

0.07 

0.00 

0.00 

0.00 

0.19 

0.002 

0.21 

0.45 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.007 

-0.13 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


29 F 

0801000100015000 

4.118 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.805 

0.32 

0.200 

0.02 

0.00 

0.07 

0.09 

0.00 

0.10 

0.05 

0.06 

0.003 

0.18 

0.34 


29 KSD 

0801000300059900 

4.087 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.087 

0.14 

0.200 

0.02 

0.00 

0.05 

0.12 

0.00 

-0.03 

-0.02 

0.07 

0.004 

0.24 

0.28 


29 LLW 

0802000300346500 

3.157 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.157 

-0.03 

0.150 

0.02 

0.00 

0.03 

0.09 

0.00 

0.00 

0.00 

0.08 

0.001 

0.17 

0.18 


29 LNP 

0801000400086200 

4.302 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.777 

-0.21 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.05 

0.000 

0.04 

0.06 





Saline 

Gang Canal 

Command 

Younger Alluvium 

3.526 

-0.21 

0.200 

0.02 

0.00 

0.04 

0.06 

0.00 

0.00 

0.00 

0.06 

0.002 

0.17 

0.28 


29 MJD (LALPURA) 

0801000300075700 

4.768 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.768 

0.03 

0.200 

0.02 

0.00 

0.05 

0.14 

0.00 

-0.14 

-0.18 

0.09 

0.005 

0.18 

0.14 


29 ML 

0801000400092600 

3.972 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.032 

-0.12 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Gang Canal 

Command 

Younger Alluvium 

3.939 

-0.12 

0.200 

0.04 

0.01 

0.06 

0.06 

0.00 

0.00 

0.00 

0.17 

0.002 

0.20 

0.43 


29 MMK 

0802000300348000 

3.688 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.688 

0.04 

0.150 

0.02 

0.00 

0.04 

0.11 

0.00 

-0.10 

-0.09 

0.06 

0.001 

0.18 

0.22 


29 PS-B 

0801000500111000 

3.550 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.133 

0.38 

0.200 

0.01 

0.00 

0.05 

0.05 

0.00 

0.14 

0.07 

0.03 

0.001 

0.14 

0.29 


29 PTP 

0801000300069900 

1.107 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.107 

0.35 

0.200 

0.00 

0.00 

0.01 

0.03 

0.00 

0.04 

0.03 

0.02 

0.001 

0.23 

0.26 


29 RB 

0801000500106500 

3.501 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.000 

0.13 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Gang Canal 

Command 

Younger Alluvium 

3.501 

0.13 

0.200 

0.01 

0.00 

0.07 

0.09 

0.00 

-0.05 

-0.02 

0.05 

0.001 

0.17 

0.34 


2A 

0801000200025500 

2.167 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.225 

0.21 

0.200 

0.02 

0.00 

0.00 

0.01 

0.00 

0.02 

0.01 

0.06 

0.000 

0.02 

0.03 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.942 

0.21 

0.180 

0.08 

0.02 

0.04 

0.05 

0.00 

0.05 

0.04 

0.33 

0.003 

0.20 

0.28 


2H 

0801000200024500 

3.768 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.669 

0.22 

0.200 

0.14 

0.03 

0.06 

0.07 

0.00 

0.10 

0.07 

0.56 

0.004 

0.16 

0.24 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.098 

0.22 

0.180 

0.03 

0.01 

0.02 

0.03 

0.00 

0.01 

0.01 

0.14 

0.002 

0.07 

0.10 


2ML 

0801000200042500 

3.605 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

3.605 

0.44 

0.200 

0.13 

0.03 

0.07 

0.09 

0.00 

0.26 

0.17 

0.50 

0.006 

0.23 

0.35 


3 AMP 

0802000100304500 

7.367 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

7.367 

0.28 

0.150 

0.03 

0.00 

0.07 

0.21 

0.00 

0.05 

0.05 

0.09 

0.022 

0.23 

0.27 


3 B 

0801000200026400 

2.754 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.562 

0.23 

0.200 

0.02 

0.01 

0.01 

0.01 

0.00 

0.01 

0.01 

0.09 

0.001 

0.05 

0.06 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.193 

0.23 

0.180 

0.06 

0.01 

0.04 

0.05 

0.00 

0.04 

0.03 

0.22 

0.003 

0.18 

0.25 



0801000200037300 

2.945 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.945 

0.15 

0.180 

0.02 

0.01 

0.06 

0.07 

0.00 

-0.04 

-0.02 

0.09 

0.005 

0.23 

0.35 


3 BB 

0801000400079100 

3.142 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.142 

-0.44 

0.200 

0.05 

0.01 

0.05 

0.05 

0.00 

0.00 

0.00 

0.22 

0.002 

0.21 

0.38 


3 BBA 

0801000400082000 

3.636 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

3.631 

-0.08 

0.200 

0.03 

0.00 

0.06 

0.06 

0.00 

0.00 

0.00 

0.12 

0.002 

0.19 

0.39 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.005 

-0.08 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 


(24J 

(25j 


(27) 

(28) 

( 29 ; 

(so; 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

26 MJD 

0801000300075900 

0.25 

0.01 

260.69 

0.01 

0.00 

0.01 

0.06 

0.24 

0.00 

0.0100 

0.0012 

0.0045 

- 

0.016 

0.018 

0.030 

0.001 

0.028 

0.090 

318.14 

Over Exploited 

26 ML 

0801000400092700 

0.25 

0.06 

- 

0.06 

0.05 

0.11 

0.05 

0.26 

0.02 

0.0200 

0.0264 

0.0298 

- 

0.076 

0.093 

0.207 

0.021 

0.186 

0.172 

92.32 

Critical 

26MMK 

0801000300076200 

0.25 

0.08 

(81.34) 

0.07 

0.06 

0.13 

0.06 

0.26 

0.03 

0.0100 

0.0155 

0.0584 

- 

0.084 

0.109 

0.240 

0.012 

0.228 

0.110 

48.18 

Safe 

26 PTP 

0801000300064200 

0.25 

0.15 

(19.26) 

0.12 

0.09 

0.21 

0.06 

0.30 

0.04 

- 

0.0220 

0.0829 

- 

0.105 

0.141 

0.350 

0.017 

0.332 

0.039 

11.60 

Safe 

26 RB 

0801000500104000 

0.25 

0.17 

(128.21) 

0.14 

0.17 

0.31 

0.05 

0.22 

0.05 

0.0100 

0.1019 

0.1439 

- 

0.256 

0.301 

0.613 

0.031 

0.582 

0.046 

7.92 

Safe 

27 GG 

0801000200049000 

0.25 

0.13 

(82.01) 

0.10 

0.08 

0.18 

0.05 

0.26 

0.03 

0.0100 

0.0525 

0.0594 

- 

0.122 

0.156 

0.340 

0.017 

0.323 

0.085 

26.28 

Safe 

27 LNP 

0801000200053000 

0.25 

0.01 

- 

0.01 

0.03 

0.05 

0.02 

0.07 

0.00 

- 

0.0179 

0.0253 

- 

0.043 

0.047 

0.092 

0.009 

0.083 

0.042 

50.70 

Safe 



0.25 

0.11 

- 

0.11 

0.09 

0.20 

0.04 

0.19 

0.03 

0.0100 

0.0497 

0.0702 

- 

0.130 

0.161 

0.357 

0.036 

0.321 

0.075 

23.37 

Safe 

27 AMP 

0802000100308300 

0.20 

0.54 

(56.78) 

0.43 

0.43 

0.86 

0.06 

0.29 

0.14 

0.0100 

0.1075 

0.4051 

- 

0.523 

0.665 

1.529 

0.076 

1.452 

0.079 

5.44 

Safe 

27 BB 

0801000400084100 

0.25 

0.15 

- 

0.15 

0.09 

0.24 

0.05 

0.27 

0.04 

0.0100 

0.0607 

0.0686 

- 

0.139 

0.178 

0.423 

0.042 

0.381 

0.047 

12.22 

Safe 

27 F 

0801000100010700 

0.25 

0.12 

(57.26) 

0.09 

0.12 

0.21 

0.05 

0.24 

0.03 

0.0400 

0.0621 

0.0877 

- 

0.190 

0.219 

0.429 

0.021 

0.407 

0.197 

48.35 

Safe 

27 FF 

0801000500102300 

0.25 

0.15 

(116.95) 

0.12 

0.16 

0.28 

0.05 

0.22 

0.04 

0.0500 

0.0840 

0.1186 

- 

0.253 

0.290 

0.571 

0.029 

0.542 

0.253 

46.64 

Safe 

27 KSD 

0801000300056900 

0.25 

0.19 

2.84 

0.20 

0.13 

0.32 

0.06 

0.30 

0.05 

0.0100 

0.0381 

0.1077 

- 

0.156 

0.203 

0.526 

0.026 

0.499 

0.066 

13.28 

Safe 

27 LLW 

0802000300347000 

0.20 

0.10 

- 

0.10 

0.11 

0.20 

0.04 

0.22 

0.02 

0.0100 

0.0330 

0.0933 

0.001 

0.138 

0.162 

0.364 

0.036 

0.328 

0.114 

34.68 

Safe 

27 MJD (CHHAPAWALI) 

0801000300075800 

0.25 

0.20 

(121.00) 

0.16 

0.16 

0.32 

0.06 

0.24 

0.07 

0.0100 

0.0401 

0.1512 

- 

0.201 

0.267 

0.589 

0.029 

0.560 

0.113 

20.13 

Safe 

27 MMK 

0802000300348300 

0.20 

0.22 

(160.43) 

0.17 

0.23 

0.40 

0.05 

0.24 

0.06 

0.0100 

0.0705 

0.1993 

- 

0.280 

0.343 

0.744 

0.037 

0.707 

0.059 

8.28 

Safe 

27 PTD 

0801000500129400 

0.25 

0.01 

504.54 

0.01 

0.01 

0.02 

0.01 

0.05 

0.00 

- 

0.0075 

0.0085 

- 

0.016 

0.018 

0.037 

0.002 

0.035 

0.009 

26.44 

Safe 

27 PTP 

0801000300070000 

0.25 

0.11 

(32.66) 

0.09 

0.07 

0.16 

0.06 

0.29 

0.03 

0.0100 

0.0168 

0.0634 

- 

0.090 

0.118 

0.273 

0.014 

0.260 

0.047 

18.09 

Safe 

27 RB 

0801000500104100 

0.25 

0.19 

(127.35) 

0.15 

0.19 

0.35 

0.05 

0.21 

0.05 

0.0100 

0.1137 

0.1607 

- 

0.284 

0.335 

0.682 

0.034 

0.648 

0.064 

9.91 

Safe 

28 GG 

0801000200049100 

0.25 

0.17 

(68.68) 

0.14 

0.09 

0.23 

0.05 

0.26 

0.04 

0.0100 

0.0547 

0.0773 

- 

0.142 

0.185 

0.415 

0.021 

0.394 

0.104 

26.45 

Safe 

28 LNP 1 

0801000200054600 

0.25 

0.03 

- 

0.03 

0.04 

0.07 

0.02 

0.11 

0.01 

0.0100 

0.0218 

0.0308 

- 

0.063 

0.071 

0.137 

0.014 

0.123 

0.055 

44.92 

Safe 



0.25 

0.05 

- 

0.05 

0.05 

0.10 

0.03 

0.15 

0.01 

0.0100 

0.0281 

0.0397 

- 

0.078 

0.091 

0.187 

0.019 

0.168 

0.056 

33.10 

Safe 

28 LNP II 

0801000200054500 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0019 

0.0027 

- 

0.005 

0.005 

0.008 

0.001 

0.007 

0.000 

1.65 

Safe 



0.25 

0.23 

- 

0.23 

0.13 

0.36 

0.05 

0.25 

0.06 

0.0100 

0.0772 

0.1091 

- 

0.196 

0.258 

0.617 

0.062 

0.555 

0.068 

12.22 

Safe 

28 AMP 

0801000300065400 

0.25 

0.13 

(33.38) 

0.11 

0.08 

0.19 

0.06 

0.30 

0.03 

0.0100 

0.0199 

0.0749 

- 

0.105 

0.138 

0.325 

0.016 

0.308 

0.047 

15.35 

Safe 

28 BB 

0801000400083900 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0029 

0.0033 

- 

0.006 

0.006 

0.011 

0.001 

0.010 

0.000 

0.77 

Safe 



0.25 

0.17 

- 

0.17 

0.11 

0.28 

0.05 

0.25 

0.04 

0.0100 

0.0720 

0.0814 

- 

0.163 

0.208 

0.491 

0.049 

0.442 

0.110 

24.87 

Safe 

28 F 

0801000100010800 

0.25 

0.02 

62.85 

0.02 

0.05 

0.07 

0.02 

0.12 

0.01 

0.0400 

0.0221 

0.0313 

- 

0.093 

0.098 

0.171 

0.009 

0.162 

0.235 

144.46 

Over Exploited 



0.25 

0.00 

264.13 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0014 

0.0020 

- 

0.003 

0.003 

0.006 

0.000 

0.006 

0.000 

0.81 

Safe 

28 FF 

0801000500101600 

0.25 

0.19 

(130.02) 

0.15 

0.18 

0.34 

0.05 

0.22 

0.05 

0.0100 

0.1078 

0.1523 

- 

0.270 

0.319 

0.655 

0.033 

0.622 

0.064 

10.31 

Safe 

28 KSD 

0801000300056800 

0.25 

0.31 

(58.43) 

0.24 

0.20 

0.45 

0.06 

0.30 

0.08 

0.0100 

0.0610 

0.1724 

- 

0.243 

0.320 

0.765 

0.038 

0.727 

0.059 

8.16 

Safe 

28 LLW 

0802000300346900 

0.20 

0.14 

- 

0.14 

0.15 

0.29 

0.05 

0.22 

0.04 

0.0100 

0.0480 

0.1356 

- 

0.194 

0.229 

0.522 

0.052 

0.470 

0.114 

24.28 

Safe 

28 MJD 

0801000300070400 

0.25 

0.08 

(115.63) 

0.07 

0.07 

0.14 

0.06 

0.24 

0.03 

0.0100 

0.0169 

0.0636 

- 

0.091 

0.118 

0.254 

0.013 

0.241 

0.065 

26.92 

Safe 

28 MMK 

0802000300348200 

0.20 

0.24 

(156.85) 

0.19 

0.26 

0.45 

0.06 

0.24 

0.08 

- 

0.0795 

0.2247 

- 

0.304 

0.381 

0.830 

0.041 

0.788 

0.046 

5.80 

Safe 

28 PS 

0801000500110100 

0.25 

0.02 

63.56 

0.02 

0.04 

0.06 

0.01 

0.06 

0.00 

- 

0.0275 

0.0311 

- 

0.059 

0.063 

0.123 

0.006 

0.117 

0.027 

23.41 

Safe 

28 PTP 

0801000300065700 

0.25 

0.15 

(23.64) 

0.12 

0.09 

0.21 

0.06 

0.30 

0.04 

- 

0.0223 

0.0839 

- 

0.106 

0.143 

0.352 

0.018 

0.334 

0.030 

8.86 

Safe 

28 RB 

0801000500106400 

0.25 

0.11 

(127.39) 

0.08 

0.11 

0.19 

0.04 

0.21 

0.03 

0.0100 

0.0631 

0.0892 

- 

0.162 

0.190 

0.383 

0.019 

0.364 

0.055 

15.04 

Safe 

29 GG 

0801000200049200 

0.25 

0.21 

(70.94) 

0.17 

0.13 

0.30 

0.05 

0.26 

0.05 

0.0200 

0.0696 

0.0983 

- 

0.188 

0.243 

0.543 

0.027 

0.516 

0.169 

32.65 

Safe 

29 AML 

0801000400093800 

0.25 

0.12 

- 

0.12 

0.10 

0.22 

0.04 

0.22 

0.03 

0.0400 

0.0590 

0.0667 

- 

0.166 

0.197 

0.417 

0.042 

0.375 

0.362 

96.32 

Critical 



0.25 

0.01 

- 

0.01 

0.02 

0.03 

0.01 

0.05 

0.00 

- 

0.0129 

0.0146 

- 

0.028 

0.029 

0.054 

0.005 

0.049 

0.027 

55.85 

Safe 

29 AMP 

0802000100308400 

0.20 

0.29 

(75.86) 

0.23 

0.25 

0.48 

0.06 

0.27 

0.08 

0.0100 

0.0621 

0.2340 

- 

0.306 

0.388 

0.871 

0.044 

0.827 

0.078 

9.40 

Safe 

29 BB 

0801000400083600 

0.25 

0.24 

- 

0.24 

0.15 

0.39 

0.05 

0.26 

0.06 

0.0200 

0.0944 

0.1067 

- 

0.221 

0.281 

0.670 

0.067 

0.603 

0.194 

32.24 

Safe 



0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.000 

0.000 

- 

Safe 

29 F 

0801000100015000 

0.25 

0.18 

(69.48) 

0.14 

0.16 

0.30 

0.05 

0.23 

0.04 

0.0100 

0.0960 

0.1357 

- 

0.242 

0.286 

0.590 

0.030 

0.561 

0.066 

11.79 

Safe 

29 KSD 

0801000300059900 

0.25 

0.25 

(108.74) 

0.20 

0.16 

0.36 

0.06 

0.30 

0.06 

0.0100 

0.0492 

0.1391 

- 

0.198 

0.260 

0.619 

0.031 

0.588 

0.076 

12.99 

Safe 

29 LLW 

0802000300346500 

0.20 

0.11 

- 

0.11 

0.12 

0.23 

0.05 

0.22 

0.03 

0.0100 

0.0380 

0.1074 

- 

0.156 

0.185 

0.417 

0.042 

0.376 

0.077 

20.45 

Safe 

29 LNP 

0801000400086200 

0.25 

0.01 

- 

0.01 

0.02 

0.03 

0.01 

0.05 

0.00 

0.0100 

0.0131 

0.0185 

- 

0.042 

0.043 

0.073 

0.007 

0.066 

0.048 

73.83 

Semi Critical 



0.25 

0.15 

- 

0.15 

0.10 

0.25 

0.04 

0.21 

0.04 

0.0100 

0.0593 

0.0838 

- 

0.153 

0.192 

0.440 

0.044 

0.396 

0.065 

16.41 

Safe 

29 MJD (LALPURA) 

0801000300075700 

0.25 

0.21 

(186.42) 

0.17 

0.19 

0.36 

0.06 

0.24 

0.07 

0.0100 

0.0574 

0.1623 

- 

0.230 

0.299 

0.657 

0.033 

0.624 

0.095 

15.23 

Safe 

29 ML 

0801000400092600 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0007 

0.0008 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

0.80 

Safe 



0.25 

0.20 

- 

0.20 

0.14 

0.34 

0.05 

0.26 

0.05 

0.0200 

0.0828 

0.0936 

- 

0.197 

0.247 

0.584 

0.058 

0.526 

0.173 

32.95 

Safe 

29 MMK 

0802000300348000 

0.20 

0.13 

(163.41) 

0.11 

0.14 

0.25 

0.05 

0.24 

0.04 

0.0100 

0.0444 

0.1255 

- 

0.180 

0.219 

0.470 

0.024 

0.447 

0.064 

14.32 

Safe 

29 PS-B 

0801000500111000 

0.25 

0.11 

(36.79) 

0.09 

0.10 

0.19 

0.04 

0.18 

0.03 

- 

0.0659 

0.0745 

- 

0.140 

0.171 

0.362 

0.018 

0.344 

0.028 

8.10 

Safe 

29 PTP 

0801000300069900 

0.25 

0.06 

(50.10) 

0.05 

0.04 

0.09 

0.06 

0.29 

0.02 

- 

0.0100 

0.0377 

- 

0.048 

0.064 

0.156 

0.008 

0.148 

0.019 

12.91 

Safe 

29 RB 

0801000500106500 

0.25 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.25 

0.15 

(116.68) 

0.12 

0.15 

0.27 

0.04 

0.21 

0.04 

0.0100 

0.0883 

0.1248 

- 

0.223 

0.263 

0.531 

0.027 

0.505 

0.046 

9.10 

Safe 

2A 

0801000200025500 

0.25 

0.00 

999.10 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

0.0100 

0.0057 

0.0080 

- 

0.024 

0.024 

0.035 

0.002 

0.034 

0.060 

180.00 

Over Exploited 



0.22 

0.08 

(57.71) 

0.07 

0.10 

0.17 

0.05 

0.25 

0.02 

0.0600 

0.0490 

0.0693 

- 

0.178 

0.201 

0.372 

0.019 

0.354 

0.336 

95.04 

Critical 

2H 

0801000200024500 

0.25 

0.11 

(37.24) 

0.08 

0.15 

0.24 

0.04 

0.20 

0.03 

0.1000 

0.0786 

0.0952 

- 

0.274 

0.302 

0.540 

0.027 

0.513 

0.559 

108.99 

Over Exploited 



0.22 

0.02 

(51.16) 

0.01 

0.06 

0.07 

0.02 

0.08 

0.00 

0.0300 

0.0323 

0.0392 

- 

0.102 

0.106 

0.179 

0.009 

0.170 

0.137 

80.31 

Semi Critical 

2ML 

0801000200042500 

0.25 

0.20 

(16.46) 

0.17 

0.19 

0.36 

0.06 

0.29 

0.05 

0.0900 

0.0910 

0.1285 

- 

0.310 

0.363 

0.720 

0.036 

0.684 

0.501 

73.17 

Semi Critical 

3 AMP 

0802000100304500 

0.20 

0.34 

(86.13) 

0.27 

0.29 

0.56 

0.07 

0.30 

0.10 

0.0100 

0.0887 

0.2508 

- 

0.350 

0.449 

1.005 

0.050 

0.955 

0.111 

11.67 

Safe 

3 B 

0801000200026400 

0.25 

0.01 

24.28 

0.01 

0.03 

0.04 

0.01 

0.06 

0.00 

0.0200 

0.0142 

0.0200 

- 

0.054 

0.056 

0.098 

0.005 

0.093 

0.091 

97.82 

Critical 



0.22 

0.09 

(62.69) 

0.07 

0.10 

0.17 

0.05 

0.22 

0.02 

0.0400 

0.0553 

0.0782 

- 

0.174 

0.196 

0.369 

0.018 

0.351 

0.219 

62.59 

Safe 


0801000200037300 

0.22 

0.15 

(115.98) 

0.12 

0.14 

0.26 

0.06 

0.29 

0.04 

0.0200 

0.0743 

0.1050 

- 

0.199 

0.238 

0.493 

0.025 

0.468 

0.095 

20.22 

Safe 

3 BB 

0801000400079100 

0.25 

0.17 

- 

0.17 

0.11 

0.28 

0.06 

0.27 

0.04 

0.0200 

0.0661 

0.0747 

- 

0.161 

0.204 

0.481 

0.048 

0.433 

0.218 

50.32 

Safe 

3 BBA 

0801000400082000 

0.25 

0.17 

- 

0.17 

0.12 

0.29 

0.05 

0.24 

0.04 

0.0100 

0.0763 

0.0863 

- 

0.173 

0.217 

0.506 

0.051 

0.455 

0.122 

26.80 

Safe 



0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


3 BGP 

080200010031090C 

2.765 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.340 

0.21 

0.150 

0.03 

0.01 

0.02 

0.05 

0.00 

-0.01 

-0.01 

0.12 

0.004 

0.11 

0.07 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.424 

0.21 

0.150 

0.01 

0.00 

0.02 

0.05 

0.00 

-0.02 

-0.03 

0.05 

0.004 

0.12 

0.08 


3 BGS 

080100030005600C 

3.483 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.483 

0.10 

0.200 

0.06 

0.01 

0.05 

0.10 

0.00 

-0.03 

-0.02 

0.25 

0.004 

0.22 

0.27 


3 BNW 

0801000300060300 

2.337 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.337 

0.09 

0.200 

0.01 

0.00 

0.03 

0.07 

0.00 

-0.04 

-0.04 

0.03 

0.002 

0.23 

0.25 


3 BWM 

0801000500128200 

2.579 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.000 

0.48 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.920 

0.48 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.08 

0.04 

0.04 

0.000 

0.06 

0.11 






Gang Canal 

Command 

Younger Alluvium 

1.659 

0.48 

0.200 

0.01 

0.00 

0.03 

0.03 

0.00 

0.12 

0.06 

0.05 

0.000 

0.11 

0.21 


3 BWSM 

0801000500128100 

2.483 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.483 

0.43 

0.200 

0.02 

0.00 

0.04 

0.04 

0.00 

0.16 

0.08 

0.06 

0.001 

0.17 

0.33 


3 C 

0801000200026700 

3.006 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.006 

0.27 

0.180 

0.04 

0.01 

0.06 

0.07 

0.00 

0.04 

0.03 

0.14 

0.005 

0.22 

0.32 



0801000200037000 

3.149 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.149 

0.25 

0.180 

0.02 

0.00 

0.06 

0.08 

0.00 

0.02 

0.01 

0.06 

0.005 

0.23 

0.35 


3 CC 

0801000400080200 

2.235 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.011 

-0.09 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.225 

-0.09 

0.200 

0.04 

0.01 

0.03 

0.04 

0.00 

0.00 

0.00 

0.14 

0.001 

0.21 

0.45 


3 D 

0801000200027900 

2.686 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.686 

0.31 

0.180 

0.04 

0.01 

0.05 

0.07 

0.00 

0.06 

0.04 

0.14 

0.004 

0.22 

0.34 



0801000200034500 

1.554 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.383 

0.14 

0.200 

0.12 

0.03 

0.03 

0.03 

0.00 

0.07 

0.04 

0.47 

0.002 

0.20 

0.31 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.171 

0.14 

0.180 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.04 

0.000 

0.02 

0.04 


3 DD 

0801000400083700 

2.959 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.782 

-0.05 

0.200 

0.02 

0.00 

0.03 

0.03 

0.00 

0.00 

0.00 

0.10 

0.001 

0.13 

0.27 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.177 

-0.05 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.02 

0.001 

0.08 

0.18 


3 DLP 

0802000100317000 

2.451 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

2.451 

-0.13 

0.150 

0.05 

0.01 

0.03 

0.07 

0.00 

0.00 

0.00 

0.20 

0.007 

0.23 

0.41 


3 DNG 

0802000100303800 

2.386 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.386 

0.20 

0.150 

0.03 

0.01 

0.04 

0.09 

0.00 

-0.03 

-0.04 

0.10 

0.007 

0.23 

0.15 


3 E 1 

0801000200027800 

1.826 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.826 

0.30 

0.180 

0.03 

0.01 

0.04 

0.04 

0.00 

0.03 

0.02 

0.11 

0.003 

0.22 

0.34 


3 E II 

0801000200027700 

2.406 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.406 

0.29 

0.180 

0.18 

0.05 

0.05 

0.06 

0.00 

0.15 

0.10 

0.72 

0.004 

0.22 

0.34 


3 E(RURAL) 

0801000200039200 

2.387 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.387 

0.38 

0.200 

0.57 

0.00 

0.04 

0.06 

0.00 

0.65 

0.42 

0.02 

1.710 

0.23 

0.35 


3 EE 

0801000400085200 

4.388 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.388 

-0.47 

0.200 

0.02 

0.00 

0.07 

0.07 

0.00 

0.00 

0.00 

0.09 

0.002 

0.21 

0.46 


3 EEA 

0801000400092300 

3.521 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

3.521 

-0.16 

0.200 

0.04 

0.01 

0.06 

0.06 

0.00 

0.00 

0.00 

0.14 

0.002 

0.21 

0.46 


3 F 

0801000200030900 

3.459 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.860 

0.22 

0.200 

0.10 

0.02 

0.06 

0.07 

0.00 

0.07 

0.05 

0.38 

0.005 

0.19 

0.29 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.599 

0.22 

0.180 

0.01 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

0.05 

0.001 

0.04 

0.06 



0801000200042000 

2.022 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.896 

0.43 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

0.04 

0.03 

0.00 

0.001 

0.10 

0.16 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.126 

0.43 

0.180 

0.00 

0.00 

0.02 

0.03 

0.00 

0.04 

0.03 

0.00 

0.002 

0.13 

0.20 


3 FD 

0801000500101100 

1.809 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.693 

0.08 

0.200 

0.03 

0.01 

0.01 

0.02 

0.00 

0.00 

0.00 

0.11 

0.000 

0.07 

0.12 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.116 

0.08 

0.200 

0.02 

0.01 

0.02 

0.03 

0.00 

-0.02 

-0.01 

0.08 

0.000 

0.11 

0.20 


3 FF 

0801000100017800 

2.438 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.438 

0.09 

0.200 

0.02 

0.01 

0.05 

0.06 

0.00 

-0.05 

-0.03 

0.08 

0.002 

0.19 

0.31 


3 FFA 

0801000100021800 

2.671 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.671 

-0.01 

0.200 

0.01 

0.00 

0.05 

0.07 

0.00 

0.00 

0.00 

0.04 

0.002 

0.18 

0.34 


3 FFB 

0801000500103600 

4.232 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.232 

0.21 

0.200 

0.02 

0.01 

0.08 

0.10 

0.00 

0.01 

0.00 

0.09 

0.001 

0.17 

0.34 


3 G 

0801000200031400 

3.520 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.432 

0.27 

0.200 

0.03 

0.01 

0.01 

0.01 

0.00 

0.02 

0.02 

0.11 

0.001 

0.03 

0.04 





Saline 

Gang Canal 

Command 

Younger Alluvium 

3.089 

0.27 

0.180 

0.12 

0.03 

0.07 

0.08 

0.00 

0.09 

0.06 

0.47 

0.005 

0.20 

0.30 



0801000200044000 

3.146 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

3.146 

0.13 

0.200 

0.03 

0.01 

0.06 

0.08 

0.00 

-0.04 

-0.02 

0.11 

0.005 

0.23 

0.35 


3 H 

0801000200029200 

2.681 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.129 

0.19 

0.200 

0.11 

0.03 

0.05 

0.05 

0.00 

0.06 

0.04 

0.44 

0.003 

0.18 

0.27 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.552 

0.19 

0.180 

0.02 

0.00 

0.01 

0.01 

0.00 

0.01 

0.01 

0.07 

0.001 

0.05 

0.07 



0801000200044600 

4.099 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

4.099 

0.26 

0.200 

0.03 

0.01 

0.08 

0.10 

0.00 

0.06 

0.03 

0.13 

0.007 

0.22 

0.36 


3 HH 

0801000200048000 

3.187 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.129 

-0.30 

0.200 

0.03 

0.01 

0.05 

0.05 

0.00 

0.00 

0.00 

0.14 

0.003 

0.15 

0.23 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.058 

-0.30 

0.180 

0.01 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.04 

0.002 

0.07 

0.11 


3 HRP 

0802000100303200 

4.185 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.012 

0.20 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.172 

0.20 

0.150 

0.03 

0.01 

0.06 

0.15 

0.00 

-0.07 

-0.10 

0.12 

0.013 

0.23 

0.16 


3 IDG 

0802000100301900 

2.192 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.192 

0.11 

0.150 

0.01 

0.00 

0.02 

0.06 

0.00 

-0.04 

-0.03 

0.05 

0.007 

0.23 

0.27 


3 J 

0801000200031100 

3.641 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.832 

0.26 

0.200 

0.17 

0.04 

0.06 

0.07 

0.00 

0.14 

0.09 

0.66 

0.004 

0.18 

0.27 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.809 

0.26 

0.180 

0.03 

0.01 

0.02 

0.02 

0.00 

0.02 

0.01 

0.12 

0.001 

0.05 

0.08 


3 JDW 

0802000300355400 

2.852 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.994 

-0.08 

0.150 

0.05 

0.01 

0.02 

0.06 

0.00 

0.00 

0.00 

0.20 

0.001 

0.13 

0.28 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.858 

-0.08 

0.150 

0.01 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.04 

0.000 

0.06 

0.12 


3 JJ 

0801000400089600 

3.186 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.186 

-0.33 

0.200 

0.02 

0.00 

0.05 

0.05 

0.00 

0.00 

0.00 

0.09 

0.002 

0.21 

0.45 


3 JRK 

0802000300355700 

3.827 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.274 

-0.21 

0.150 

0.04 

0.01 

0.01 

0.04 

0.00 

0.00 

0.00 

0.16 

0.000 

0.06 

0.16 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.001 

-0.21 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


3 K 

0801000200035700 

1.562 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.562 

0.30 

0.180 

0.02 

0.00 

0.03 

0.04 

0.00 

0.04 

0.02 

0.06 

0.002 

0.23 

0.35 


3 KHR 

0802000200320400 

4.915 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

4.915 

-0.03 

0.150 

0.11 

0.02 

0.06 

0.14 

0.00 

0.00 

0.00 

0.43 

0.019 

0.23 

0.34 


3 KK 

0801000400079300 

3.638 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.003 

-0.82 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Gang Canal 

Command 

Younger Alluvium 

3.635 

-0.82 

0.200 

0.02 

0.00 

0.06 

0.06 

0.00 

0.00 

0.00 

0.06 

0.002 

0.21 

0.42 


3 KKW-A 

0802000300350900 

2.700 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

2.092 

-0.15 

0.150 

0.04 

0.01 

0.02 

0.06 

0.00 

0.00 

0.00 

0.16 

0.001 

0.16 

0.32 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.608 

-0.15 

0.150 

0.00 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.02 

0.000 

0.05 

0.09 


3 KKW-B 

0802000300350800 

2.017 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.959 

-0.12 

0.150 

0.05 

0.01 

0.02 

0.06 

0.00 

0.00 

0.00 

0.20 

0.001 

0.20 

0.41 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.058 

-0.12 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


3 KRW 

0801000300059000 

3.654 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.654 

0.46 

0.200 

0.03 

0.00 

0.04 

0.10 

0.00 

0.22 

0.19 

0.13 

0.004 

0.24 

0.28 


3 KSD 

0802000100304700 

1.783 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.783 

0.24 

0.150 

0.03 

0.00 

0.02 

0.05 

0.00 

0.02 

0.02 

0.10 

0.005 

0.23 

0.21 


3 L 

0801000200036600 

1.505 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.505 

1.21 

0.180 

0.03 

0.01 

0.03 

0.04 

0.00 

0.28 

0.17 

0.12 

0.002 

0.22 

0.35 


3 LL 

0801000200050600 

4.898 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.898 

-0.09 

0.180 

0.02 

0.00 

0.09 

0.12 

0.00 

0.00 

0.00 

0.07 

0.008 

0.22 

0.35 


3 LLG 

0801000300066300 

6.354 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

6.354 

-0.01 

0.200 

0.01 

0.00 

0.05 

0.18 

0.00 

0.00 

0.00 

0.03 

0.007 

0.18 

0.13 


3 LLW (LILAWALI) 

0802000100317700 

3.157 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.157 

-0.22 

0.150 

0.02 

0.00 

0.03 

0.09 

0.00 

0.00 

0.00 

0.07 

0.010 

0.21 

0.43 


3 LNP 

0801000200034800 

3.742 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

3.742 

0.13 

0.200 

0.01 

0.00 

0.07 

0.09 

0.00 

-0.05 

-0.04 

0.04 

0.004 

0.23 

0.35 


3 M 

0801000200040900 

4.240 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.240 

0.99 

0.180 

0.01 

0.00 

0.08 

0.10 

0.00 

0.58 

0.34 

0.04 

0.007 

0.21 

0.36 


3 MJD 

0802000100314500 

4.074 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

4.074 

-0.18 

0.150 

0.04 

0.01 

0.04 

0.12 

0.00 

0.00 

0.00 

0.14 

0.012 

0.23 

0.42 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

3 BGP 

080200010031090C 

0.20 

0.03 

(136.55) 

0.02 

0.08 

0.10 

0.03 

0.14 

0.01 

0.0200 

0.0242 

0.0570 

- 

0.101 

0.109 

0.211 

0.011 

0.201 

0.123 

61.30 

Safe 



0.20 

0.03 

(185.73) 

0.03 

0.07 

0.10 

0.03 

0.15 

0.01 

0.0100 

0.0257 

0.0606 

- 

0.096 

0.105 

0.205 

0.010 

0.195 

0.053 

27.41 

Safe 

3 BGS 

080100030005600C 

0.25 

0.20 

(110.77) 

0.16 

0.16 

0.31 

0.06 

0.28 

0.05 

0.0300 

0.0524 

0.1186 

- 

0.201 

0.253 

0.567 

0.028 

0.539 

0.256 

47.44 

Safe 

3 BNW 

0801000300060300 

0.25 

0.13 

(128.37) 

0.11 

0.09 

0.20 

0.06 

0.28 

0.03 

- 

0.0281 

0.0795 

- 

0.108 

0.143 

0.340 

0.017 

0.323 

0.029 

9.11 

Safe 

3 BWM 

0801000500128200 

0.25 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.25 

0.01 

208.53 

0.02 

0.02 

0.03 

0.02 

0.08 

0.00 

0.0100 

0.0113 

0.0127 

- 

0.034 

0.038 

0.072 

0.004 

0.069 

0.036 

52.87 

Safe 



0.25 

0.05 

37.13 

0.05 

0.05 

0.11 

0.03 

0.14 

0.01 

0.0100 

0.0349 

0.0394 

- 

0.084 

0.096 

0.204 

0.010 

0.194 

0.054 

28.13 

Safe 

3 BWSM 

0801000500128100 

0.25 

0.11 

(23.47) 

0.08 

0.08 

0.16 

0.05 

0.22 

0.03 

0.0100 

0.0522 

0.0590 

- 

0.121 

0.149 

0.313 

0.016 

0.297 

0.064 

21.41 

Safe 

3 C 

0801000200026700 

0.22 

0.15 

(79.61) 

0.12 

0.14 

0.26 

0.06 

0.28 

0.04 

0.0300 

0.0759 

0.1072 

- 

0.213 

0.252 

0.510 

0.025 

0.484 

0.140 

28.86 

Safe 


0801000200037000 

0.22 

0.16 

(90.60) 

0.13 

0.14 

0.26 

0.06 

0.28 

0.04 

0.0100 

0.0795 

0.1123 

- 

0.202 

0.243 

0.504 

0.025 

0.479 

0.068 

14.20 

Safe 

3 CC 

0801000400080200 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.25 

0.12 

- 

0.12 

0.08 

0.20 

0.05 

0.26 

0.03 

0.0200 

0.0468 

0.0529 

- 

0.120 

0.150 

0.348 

0.035 

0.313 

0.145 

46.38 

Safe 

3 D 

0801000200027900 

0.22 

0.13 

(68.09) 

0.11 

0.13 

0.23 

0.06 

0.28 

0.03 

0.0300 

0.0678 

0.0958 

- 

0.194 

0.228 

0.460 

0.023 

0.437 

0.148 

33.90 

Safe 


0801000200034500 

0.25 

0.07 

(35.92) 

0.06 

0.09 

0.15 

0.05 

0.25 

0.02 

0.0900 

0.0349 

0.0493 

- 

0.174 

0.193 

0.338 

0.017 

0.321 

0.467 

145.43 

Over Exploited 



0.22 

0.00 

380.67 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

0.0100 

0.0043 

0.0061 

- 

0.020 

0.021 

0.029 

0.001 

0.028 

0.036 

130.94 

Over Exploited 

3 DD 

0801000400083700 

0.25 

0.06 

- 

0.06 

0.06 

0.11 

0.03 

0.16 

0.01 

0.0100 

0.0375 

0.0424 

- 

0.090 

0.104 

0.218 

0.022 

0.196 

0.097 

49.42 

Safe 



0.25 

0.02 

- 

0.02 

0.04 

0.06 

0.02 

0.11 

0.01 

- 

0.0248 

0.0280 

- 

0.053 

0.059 

0.121 

0.012 

0.109 

0.019 

17.06 

Safe 

3 DLP 

0802000100317000 

0.20 

0.11 

- 

0.11 

0.11 

0.22 

0.07 

0.31 

0.04 

0.0200 

0.0369 

0.0834 

- 

0.140 

0.176 

0.401 

0.040 

0.361 

0.205 

56.91 

Safe 

3 DNG 

0802000100303800 

0.20 

0.11 

(140.64) 

0.09 

0.13 

0.22 

0.06 

0.29 

0.03 

0.0200 

0.0431 

0.1015 

- 

0.165 

0.195 

0.413 

0.021 

0.392 

0.104 

26.57 

Safe 

3 E 1 

0801000200027800 

0.22 

0.09 

(75.55) 

0.07 

0.09 

0.17 

0.06 

0.28 

0.02 

0.0200 

0.0537 

0.0651 

- 

0.139 

0.163 

0.329 

0.016 

0.313 

0.111 

35.46 

Safe 

3 E II 

0801000200027700 

0.22 

0.12 

(19.17) 

0.10 

0.16 

0.26 

0.06 

0.28 

0.03 

0.1400 

0.0708 

0.0858 

- 

0.297 

0.328 

0.585 

0.029 

0.556 

0.724 

130.19 

Over Exploited 

3 E(RURAL) 

0801000200039200 

0.25 

0.14 

210.26 

0.16 

0.10 

0.27 

0.06 

0.29 

0.04 

- 

0.0602 

0.0851 

- 

0.145 

0.181 

0.447 

0.022 

0.425 

1.725 

406.24 

Over Exploited 

3 EE 

0801000400085200 

0.25 

0.23 

- 

0.23 

0.14 

0.37 

0.05 

0.27 

0.06 

0.0100 

0.0923 

0.1043 

- 

0.207 

0.266 

0.638 

0.064 

0.574 

0.092 

16.09 

Safe 

3 EEA 

0801000400092300 

0.25 

0.18 

- 

0.18 

0.12 

0.31 

0.05 

0.26 

0.05 

0.0200 

0.0740 

0.0837 

- 

0.178 

0.224 

0.531 

0.053 

0.478 

0.146 

30.55 

Safe 

3 F 

0801000200030900 

0.25 

0.13 

(65.02) 

0.11 

0.15 

0.26 

0.05 

0.24 

0.04 

0.0700 

0.0842 

0.1020 

- 

0.256 

0.291 

0.550 

0.028 

0.523 

0.380 

72.57 

Semi Critical 



0.22 

0.01 

(28.08) 

0.00 

0.03 

0.03 

0.01 

0.05 

0.00 

0.0100 

0.0176 

0.0214 

- 

0.049 

0.050 

0.082 

0.004 

0.078 

0.046 

58.80 

Safe 


0801000200042000 

0.25 

0.02 

11.29 

0.03 

0.04 

0.06 

0.03 

0.13 

0.01 

- 

0.0226 

0.0320 

- 

0.055 

0.061 

0.124 

0.006 

0.118 

0.001 

1.20 

Safe 



0.22 

0.03 

(19.24) 

0.03 

0.05 

0.07 

0.03 

0.16 

0.01 

- 

0.0284 

0.0401 

- 

0.069 

0.077 

0.151 

0.008 

0.143 

0.002 

1.25 

Safe 

3 FD 

0801000500101100 

0.25 

0.01 

(91.72) 

0.01 

0.04 

0.05 

0.02 

0.09 

0.00 

0.0200 

0.0175 

0.0247 

- 

0.062 

0.065 

0.115 

0.006 

0.109 

0.108 

99.16 

Critical 



0.25 

0.03 

(134.55) 

0.03 

0.06 

0.08 

0.03 

0.14 

0.01 

0.0200 

0.0282 

0.0398 

- 

0.088 

0.096 

0.179 

0.009 

0.170 

0.081 

47.84 

Safe 

3 FF 

0801000100017800 

0.25 

0.11 

(127.47) 

0.09 

0.12 

0.21 

0.05 

0.23 

0.03 

0.0200 

0.0615 

0.0869 

- 

0.168 

0.196 

0.402 

0.020 

0.382 

0.083 

21.71 

Safe 

3 FFA 

0801000100021800 

0.25 

0.12 

- 

0.12 

0.12 

0.24 

0.05 

0.23 

0.03 

0.0100 

0.0674 

0.0952 

- 

0.173 

0.203 

0.442 

0.044 

0.398 

0.041 

10.36 

Safe 

3 FFB 

0801000500103600 

0.25 

0.18 

(97.62) 

0.14 

0.19 

0.34 

0.05 

0.22 

0.05 

0.0200 

0.1068 

0.1509 

- 

0.278 

0.326 

0.663 

0.033 

0.630 

0.091 

14.47 

Safe 

3 G 

0801000200031400 

0.25 

0.00 

400.90 

0.00 

0.03 

0.03 

0.01 

0.04 

0.00 

0.0200 

0.0127 

0.0154 

- 

0.048 

0.049 

0.083 

0.004 

0.078 

0.106 

134.83 

Over Exploited 



0.22 

0.13 

(54.11) 

0.11 

0.17 

0.28 

0.05 

0.25 

0.04 

0.0900 

0.0909 

0.1101 

- 

0.291 

0.327 

0.608 

0.030 

0.577 

0.473 

81.90 

Semi Critical 


0801000200044000 

0.25 

0.18 

(112.80) 

0.14 

0.15 

0.29 

0.06 

0.29 

0.05 

0.0200 

0.0794 

0.1122 

- 

0.212 

0.258 

0.547 

0.027 

0.520 

0.113 

21.75 

Safe 

3 H 

0801000200029200 

0.25 

0.09 

(58.28) 

0.08 

0.13 

0.20 

0.05 

0.23 

0.02 

0.0800 

0.0627 

0.0759 

- 

0.219 

0.244 

0.448 

0.022 

0.426 

0.438 

102.94 

Over Exploited 



0.22 

0.01 

49.79 

0.01 

0.03 

0.03 

0.01 

0.06 

0.00 

0.0100 

0.0162 

0.0197 

- 

0.046 

0.047 

0.080 

0.004 

0.076 

0.073 

96.25 

Critical 


0801000200044600 

0.25 

0.22 

(84.58) 

0.18 

0.19 

0.37 

0.06 

0.28 

0.06 

0.0200 

0.1034 

0.1461 

- 

0.270 

0.328 

0.695 

0.035 

0.660 

0.133 

20.07 

Safe 

3 HH 

0801000200048000 

0.25 

0.08 

- 

0.08 

0.11 

0.19 

0.04 

0.19 

0.02 

0.0300 

0.0627 

0.0759 

- 

0.169 

0.190 

0.378 

0.038 

0.340 

0.138 

40.68 

Safe 



0.22 

0.02 

- 

0.02 

0.05 

0.07 

0.02 

0.09 

0.00 

0.0100 

0.0312 

0.0377 

- 

0.079 

0.083 

0.150 

0.015 

0.135 

0.038 

27.94 

Safe 

3 HRP 

0802000100303200 

0.20 

0.00 

(24,717.90) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0005 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

2.95 

Safe 



0.20 

0.19 

(152.06) 

0.15 

0.22 

0.37 

0.06 

0.29 

0.05 

0.0200 

0.0754 

0.1775 

- 

0.273 

0.325 

0.699 

0.035 

0.664 

0.135 

20.27 

Safe 

3 IDG 

0802000100301900 

0.20 

0.10 

(132.81) 

0.08 

0.08 

0.17 

0.07 

0.29 

0.03 

0.0100 

0.0264 

0.0746 

- 

0.111 

0.140 

0.305 

0.015 

0.290 

0.056 

19.21 

Safe 

3 J 

0801000200031100 

0.25 

0.12 

(25.06) 

0.10 

0.17 

0.27 

0.05 

0.22 

0.03 

0.1200 

0.0834 

0.1010 

- 

0.304 

0.337 

0.608 

0.030 

0.578 

0.664 

115.04 

Over Exploited 



0.22 

0.01 

43.15 

0.01 

0.05 

0.06 

0.01 

0.06 

0.00 

0.0200 

0.0238 

0.0288 

- 

0.073 

0.075 

0.133 

0.007 

0.127 

0.118 

93.40 

Critical 

3 JDW 

0802000300355400 

0.20 

0.05 

- 

0.05 

0.08 

0.13 

0.03 

0.16 

0.01 

0.0200 

0.0180 

0.0679 

- 

0.106 

0.119 

0.253 

0.025 

0.228 

0.204 

89.25 

Semi Critical 



0.20 

0.01 

- 

0.01 

0.03 

0.04 

0.01 

0.07 

0.00 

- 

0.0078 

0.0292 

- 

0.037 

0.039 

0.080 

0.008 

0.072 

0.044 

61.29 

Safe 

3 JJ 

0801000400089600 

0.25 

0.16 

- 

0.16 

0.10 

0.27 

0.05 

0.26 

0.04 

0.0100 

0.0670 

0.0757 

- 

0.153 

0.195 

0.461 

0.046 

0.415 

0.092 

22.10 

Safe 

3 JRK 

0802000300355700 

0.20 

0.02 

- 

0.02 

0.06 

0.07 

0.02 

0.08 

0.00 

0.0200 

0.0115 

0.0434 

- 

0.075 

0.079 

0.151 

0.015 

0.136 

0.162 

119.37 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

3 K 

0801000200035700 

0.22 

0.08 

(68.93) 

0.06 

0.07 

0.13 

0.06 

0.28 

0.02 

0.0100 

0.0394 

0.0557 

- 

0.105 

0.125 

0.255 

0.013 

0.242 

0.065 

27.02 

Safe 

3 KHR 

0802000200320400 

0.20 

0.23 

- 

0.23 

0.22 

0.45 

0.07 

0.30 

0.07 

0.0500 

0.0740 

0.1673 

- 

0.291 

0.359 

0.808 

0.081 

0.727 

0.445 

61.18 

Safe 

3 KK 

0801000400079300 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.25 

0.19 

- 

0.19 

0.12 

0.31 

0.05 

0.26 

0.05 

0.0100 

0.0764 

0.0864 

- 

0.173 

0.222 

0.528 

0.053 

0.475 

0.065 

13.67 

Safe 

3 KKW-A 

0802000300350900 

0.20 

0.07 

- 

0.07 

0.09 

0.16 

0.05 

0.21 

0.02 

0.0200 

0.0252 

0.0712 

- 

0.116 

0.135 

0.294 

0.029 

0.264 

0.163 

61.50 

Safe 



0.20 

0.01 

- 

0.01 

0.02 

0.03 

0.01 

0.06 

0.00 

- 

0.0073 

0.0207 

- 

0.028 

0.030 

0.059 

0.006 

0.053 

0.019 

36.15 

Safe 

3 KKW-B 

0802000300350800 

0.20 

0.08 

- 

0.08 

0.09 

0.16 

0.05 

0.25 

0.02 

0.0200 

0.0236 

0.0667 

- 

0.110 

0.132 

0.295 

0.029 

0.265 

0.204 

76.66 

Semi Critical 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0007 

0.0020 

- 

0.003 

0.003 

0.005 

0.001 

0.005 

0.000 

0.33 

Safe 

3 KRW 

0801000300059000 

0.25 

0.22 

(14.84) 

0.19 

0.14 

0.33 

0.06 

0.30 

0.05 

0.0100 

0.0440 

0.1244 

- 

0.178 

0.233 

0.565 

0.028 

0.537 

0.130 

24.17 

Safe 

3 KSD 

0802000100304700 

0.20 

0.08 

(72.61) 

0.07 

0.07 

0.14 

0.06 

0.29 

0.02 

0.0100 

0.0268 

0.0607 

- 

0.098 

0.121 

0.259 

0.013 

0.246 

0.102 

41.56 

Safe 

3 L 

0801000200036600 

0.22 

0.07 

143.78 

0.09 

0.08 

0.16 

0.06 

0.27 

0.02 

0.0200 

0.0380 

0.0537 

- 

0.112 

0.130 

0.291 

0.015 

0.277 

0.119 

43.12 

Safe 

3 LL 

0801000200050600 

0.22 

0.24 

- 

0.24 

0.21 

0.45 

0.06 

0.28 

0.06 

0.0100 

0.1236 

0.1747 

- 

0.308 

0.371 

0.821 

0.082 

0.739 

0.080 

10.80 

Safe 

3 LLG 

0801000300066300 

0.25 

0.28 

- 

0.28 

0.23 

0.52 

0.06 

0.24 

0.09 

- 

0.0574 

0.2163 

- 

0.274 

0.367 

0.884 

0.088 

0.796 

0.034 

4.24 

Safe 

3 LLW (LILAWALI) 

0802000100317700 

0.20 

0.13 

- 

0.13 

0.12 

0.26 

0.06 

0.27 

0.04 

0.0100 

0.0380 

0.1075 

0.004 

0.159 

0.196 

0.453 

0.045 

0.408 

0.075 

18.29 

Safe 

3 LNP 

0801000200034800 

0.25 

0.21 

(116.78) 

0.17 

0.16 

0.33 

0.06 

0.29 

0.06 

0.0100 

0.0944 

0.1334 

- 

0.238 

0.294 

0.625 

0.031 

0.594 

0.045 

7.57 

Safe 

3 M 

0801000200040900 

0.22 

0.20 

74.29 

0.24 

0.18 

0.42 

0.05 

0.26 

0.05 

0.0100 

0.1070 

0.1512 

- 

0.268 

0.319 

0.738 

0.037 

0.701 

0.043 

6.10 

Safe 

3 MJD 

0802000100314500 

0.20 

0.19 

- 

0.19 

0.17 

0.36 

0.07 

0.31 

0.06 

0.0200 

0.0491 

0.1387 

- 

0.208 

0.268 

0.626 

0.063 

0.563 

0.151 

26.88 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


3 MKS 

080200020032200C 

2.679 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.383 

0.13 

0.150 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.04 

0.001 

0.03 

0.05 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.194 

0.13 

0.150 

0.05 

0.01 

0.03 

0.08 

0.00 

-0.03 

-0.02 

0.19 

0.008 

0.19 

0.31 


3 MMK 

080200010031690C 

2.907 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

2.907 

-0.03 

0.150 

0.04 

0.01 

0.04 

0.08 

0.00 

0.00 

0.00 

0.14 

0.009 

0.23 

0.41 


3 NGR 

080200010031940C 

2.896 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.896 

0.19 

0.150 

0.02 

0.00 

0.04 

0.08 

0.00 

-0.02 

-0.01 

0.07 

0.009 

0.22 

0.40 


3 NKR 

080200010030980C 

1.320 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.320 

0.36 

0.150 

0.02 

0.00 

0.01 

0.04 

0.00 

0.04 

0.03 

0.09 

0.004 

0.23 

0.35 


3 NN 

0801000400077600 

2.810 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.810 

0.20 

0.200 

0.02 

0.00 

0.04 

0.05 

0.00 

0.04 

0.02 

0.09 

0.002 

0.21 

0.45 


3 NTW 

0802000100315100 

1.588 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.588 

0.13 

0.150 

0.06 

0.01 

0.02 

0.05 

0.00 

0.02 

0.01 

0.22 

0.005 

0.23 

0.42 


3 PP 

0801000400085600 

6.881 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

4.192 

-0.40 

0.200 

0.07 

0.01 

0.07 

0.07 

0.00 

0.00 

0.00 

0.29 

0.002 

0.13 

0.27 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.688 

-0.40 

0.200 

0.02 

0.00 

0.04 

0.04 

0.00 

0.00 

0.00 

0.06 

0.001 

0.08 

0.17 


3 PTP 

0802000100305100 

1.855 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.855 

0.29 

0.150 

0.03 

0.00 

0.02 

0.05 

0.00 

0.04 

0.03 

0.10 

0.006 

0.23 

0.28 


3 Q 

0801000200029700 

2.277 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.277 

0.59 

0.180 

0.05 

0.01 

0.04 

0.06 

0.00 

0.18 

0.12 

0.20 

0.004 

0.22 

0.34 


3 R 

0801000100001500 

2.935 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.935 

0.08 

0.200 

0.04 

0.01 

0.06 

0.07 

0.00 

-0.05 

-0.03 

0.16 

0.002 

0.21 

0.34 


3 RB-A 

0801000400091600 

1.850 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.703 

0.28 

0.200 

0.01 

0.00 

0.03 

0.03 

0.00 

0.05 

0.02 

0.03 

0.001 

0.19 

0.42 


3 RB-B 

0801000400091500 

1.654 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.654 

0.18 

0.200 

0.01 

0.00 

0.03 

0.03 

0.00 

0.02 

0.01 

0.05 

0.001 

0.21 

0.46 


3 RRW-A 

0802000300351700 

3.368 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.114 

-0.55 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.02 


3 RTP-II (RURAL) 

0802000100320000 

1.330 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.013 

-0.29 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.317 

-0.29 

0.150 

0.02 

0.00 

0.02 

0.04 

0.00 

0.00 

0.00 

0.06 

0.004 

0.23 

0.41 


3 SBN 

0802000200320200 

4.708 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.005 

0.00 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.703 

0.00 

0.150 

0.10 

0.01 

0.06 

0.13 

0.00 

0.00 

0.00 

0.38 

0.018 

0.23 

0.37 


3 SDP 

0801000300068900 

2.357 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.357 

0.39 

0.200 

0.01 

0.00 

0.01 

0.04 

0.00 

0.14 

0.20 

0.04 

0.002 

0.17 

0.12 


3 SDS 

0801000300059600 

2.837 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.837 

0.78 

0.200 

0.03 

0.00 

0.03 

0.08 

0.00 

0.36 

0.30 

0.11 

0.003 

0.24 

0.29 


3 SNG 

0802000100311400 

2.437 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

2.437 

0.16 

0.150 

0.11 

0.02 

0.03 

0.07 

0.00 

0.05 

0.06 

0.42 

0.007 

0.23 

0.17 


3 SPM 

0801000300071400 

3.374 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.374 

-0.15 

0.200 

0.02 

0.00 

0.02 

0.06 

0.00 

0.00 

0.00 

0.09 

0.004 

0.17 

0.13 


3 STP 

0802000100302900 

3.294 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.294 

0.20 

0.150 

0.02 

0.00 

0.05 

0.12 

0.00 

-0.05 

-0.07 

0.07 

0.010 

0.23 

0.16 


3 T 

0801000100005800 

2.434 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.319 

0.61 

0.200 

0.02 

0.00 

0.01 

0.01 

0.00 

0.05 

0.03 

0.08 

0.000 

0.03 

0.04 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.051 

0.61 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


3 UMW-A 

0802000300345600 

1.882 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.882 

-0.07 

0.150 

0.02 

0.00 

0.01 

0.05 

0.00 

0.00 

0.00 

0.06 

0.000 

0.18 

0.16 


3 UMW-B 

0802000300345700 

4.217 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.217 

-0.08 

0.150 

0.02 

0.00 

0.03 

0.12 

0.00 

0.00 

0.00 

0.08 

0.001 

0.18 

0.14 


3 UTS 

0802000300346000 

9.940 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

9.940 

-0.03 

0.150 

0.01 

0.00 

0.10 

0.28 

0.00 

0.00 

0.00 

0.04 

0.003 

0.18 

0.15 


3 Y 

0801000200034200 

5.550 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

5.274 

0.24 

0.200 

0.05 

0.01 

0.10 

0.13 

0.00 

0.06 

0.04 

0.20 

0.008 

0.22 

0.33 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.276 

0.24 

0.180 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.02 


3 Z 

0801000200037900 

2.027 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.027 

0.19 

0.200 

0.00 

0.00 

0.04 

0.05 

0.00 

-0.01 

-0.01 

0.00 

0.003 

0.23 

0.35 


3:00 AM 

0801000200039500 

4.718 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

3.745 

0.34 

0.200 

0.02 

0.01 

0.07 

0.09 

0.00 

0.10 

0.07 

0.09 

0.006 

0.18 

0.28 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.973 

0.34 

0.180 

0.01 

0.00 

0.02 

0.02 

0.00 

0.03 

0.02 

0.02 

0.002 

0.05 

0.07 


3:00 PM 

0801000200029400 

2.266 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.266 

0.16 

0.180 

0.03 

0.01 

0.05 

0.06 

0.00 

-0.02 

-0.01 

0.10 

0.004 

0.22 

0.34 


30 GG 

0801000200049800 

4.007 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.007 

0.22 

0.180 

0.03 

0.00 

0.06 

0.07 

0.00 

0.06 

0.03 

0.10 

0.006 

0.21 

0.38 


30 AMP 

0801000300070200 

0.653 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.653 

0.38 

0.200 

0.01 

0.00 

0.01 

0.02 

0.00 

0.04 

0.03 

0.03 

0.001 

0.23 

0.25 


30 BB 

0801000400083500 

3.368 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.277 

-0.22 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.02 

0.04 





Saline 

Gang Canal 

Command 

Younger Alluvium 

3.090 

-0.22 

0.200 

0.02 

0.00 

0.05 

0.05 

0.00 

0.00 

0.00 

0.06 

0.002 

0.19 

0.41 


30 F 

0801000100014900 

2.589 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.326 

0.20 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.01 

0.01 

0.04 

0.000 

0.02 

0.04 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.251 

0.20 

0.200 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.03 


30 KSD (CHAMARKHERA) 

0801000300056600 

2.716 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.007 

0.19 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.709 

0.19 

0.200 

0.03 

0.00 

0.03 

0.08 

0.00 

0.02 

0.02 

0.10 

0.003 

0.24 

0.28 


30 LLW 

0802000300346800 

4.410 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.410 

-0.01 

0.150 

0.04 

0.01 

0.03 

0.13 

0.00 

0.00 

0.00 

0.15 

0.001 

0.17 

0.19 


30 LNP 

0801000400087100 

4.697 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.697 

-0.13 

0.200 

0.03 

0.00 

0.06 

0.08 

0.00 

0.00 

0.00 

0.12 

0.003 

0.20 

0.33 


30 MJD 

0801000300075600 

1.130 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.130 

0.08 

0.200 

0.03 

0.00 

0.01 

0.03 

0.00 

0.01 

0.01 

0.10 

0.001 

0.18 

0.14 


30 MMK 

0802000300348100 

6.422 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

6.422 

0.06 

0.150 

0.02 

0.00 

0.07 

0.18 

0.00 

-0.17 

-0.18 

0.09 

0.002 

0.18 

0.17 


30 PS-A 

0801000500110900 

4.004 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.004 

0.40 

0.200 

0.02 

0.00 

0.06 

0.07 

0.00 

0.21 

0.10 

0.08 

0.001 

0.16 

0.33 


30 PS-B 

0801000500110800 

3.450 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.450 

0.41 

0.200 

0.02 

0.00 

0.05 

0.06 

0.00 

0.20 

0.10 

0.07 

0.001 

0.16 

0.33 


30 PTP (PRATAPPURA) 

0801000300065600 

3.511 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.511 

0.36 

0.200 

0.01 

0.00 

0.03 

0.10 

0.00 

0.13 

0.12 

0.05 

0.004 

0.23 

0.26 


31 GG 

0801000200050100 

4.528 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.528 

0.07 

0.180 

0.02 

0.00 

0.07 

0.07 

0.00 

-0.07 

-0.03 

0.05 

0.007 

0.21 

0.41 


31 BB 

0801000400083400 

2.315 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.315 

-0.37 

0.200 

0.02 

0.00 

0.04 

0.04 

0.00 

0.00 

0.00 

0.09 

0.001 

0.21 

0.45 


31 F 

0801000100015100 

1.793 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.793 

0.29 

0.200 

0.02 

0.00 

0.03 

0.03 

0.00 

0.07 

0.04 

0.08 

0.001 

0.20 

0.38 


31 KSD 

0801000300060000 

2.729 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.729 

0.10 

0.200 

0.02 

0.00 

0.03 

0.08 

0.00 

-0.03 

-0.03 

0.07 

0.003 

0.24 

0.28 


31 LLW 

0802000300346600 

6.637 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

6.637 

0.05 

0.150 

0.01 

0.00 

0.05 

0.19 

0.00 

-0.18 

-0.17 

0.05 

0.002 

0.17 

0.18 


31 LNP 

0801000400086400 

7.984 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.803 

-0.13 

0.200 

0.01 

0.00 

0.05 

0.06 

0.00 

0.00 

0.00 

0.05 

0.002 

0.09 

0.14 






Bhakhra Canal 

Command 

Younger Alluvium 

4.182 

-0.13 

0.200 

0.01 

0.00 

0.05 

0.12 

0.00 

0.00 

0.00 

0.05 

0.002 

0.10 

0.16 


31 MJD-A 

0801000300075500 

0.910 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.910 

0.11 

0.200 

0.01 

0.00 

0.01 

0.03 

0.00 

0.00 

-0.01 

0.04 

0.001 

0.18 

0.13 


31 MJD-B 

0801000300075400 

0.716 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.716 

0.11 

0.200 

0.01 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.03 

0.001 

0.18 

0.13 


31 MMK 

0802000300347900 

2.835 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.835 

0.02 

0.150 

0.01 

0.00 

0.04 

0.08 

0.00 

-0.10 

-0.09 

0.06 

0.001 

0.18 

0.20 


31 PS 

0801000500110700 

6.760 

Saline 

Gang Canal 

Command 

Younger Alluvium 

6.760 

0.43 

0.200 

0.03 

0.00 

0.11 

0.11 

0.00 

0.39 

0.19 

0.10 

0.002 

0.17 

0.34 


31 PTP (DHOLA) 

0801000300069800 

2.157 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.157 

0.16 

0.200 

0.00 

0.00 

0.02 

0.06 

0.00 

-0.01 

-0.01 

0.01 

0.002 

0.21 

0.21 


31 RB 1 

0801000400093900 

8.088 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.430 

0.08 

0.200 

0.05 

0.01 

0.04 

0.04 

0.00 

0.00 

0.00 

0.19 

0.001 

0.06 

0.14 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.178 

0.08 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.01 


32 GG 

0801000200050000 

5.033 

Saline 

Gang Canal 

Command 

Younger Alluvium 

5.033 

0.05 

0.180 

0.02 

0.00 

0.08 

0.08 

0.00 

-0.09 

-0.05 

0.07 

0.008 

0.21 

0.42 


32 AMP 

0801000300070100 

3.718 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.718 

0.34 

0.200 

0.00 

0.00 

0.03 

0.11 

0.00 

0.11 

0.10 

0.00 

0.004 

0.22 

0.24 


32 BB 

0801000400082900 

3.718 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.773 

-0.55 

0.200 

0.01 

0.00 

0.03 

0.03 

0.00 

0.00 

0.00 

0.05 

0.001 

0.10 

0.21 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.945 

-0.55 

0.200 

0.01 

0.00 

0.03 

0.03 

0.00 

0.00 

0.00 

0.03 

0.001 

0.11 

0.22 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

3 MKS 

0802000200322000 

0.20 

0.00 

(152.27) 

0.00 

0.02 

0.02 

0.01 

0.04 

0.00 

0.0100 

0.0069 

0.0163 

- 

0.033 

0.034 

0.055 

0.003 

0.053 

0.041 

78.70 

Semi Critical 



0.20 

0.08 

(121.54) 

0.07 

0.12 

0.19 

0.06 

0.24 

0.03 

0.0300 

0.0396 

0.0933 

- 

0.163 

0.188 

0.375 

0.019 

0.356 

0.194 

54.55 

Safe 

3 MMK 

0802000100316900 

0.20 

0.13 

- 

0.13 

0.13 

0.26 

0.07 

0.30 

0.04 

0.0200 

0.0438 

0.0990 

- 

0.163 

0.205 

0.469 

0.047 

0.422 

0.148 

35.02 

Safe 

3 NGR 

0802000100319400 

0.20 

0.13 

(106.63) 

0.10 

0.12 

0.22 

0.07 

0.29 

0.04 

0.0100 

0.0436 

0.0986 

- 

0.152 

0.191 

0.415 

0.021 

0.394 

0.082 

20.76 

Safe 

3 NKR 

0802000100309800 

0.20 

0.06 

(55.83) 

0.05 

0.05 

0.10 

0.07 

0.30 

0.02 

0.0100 

0.0159 

0.0449 

- 

0.071 

0.089 

0.189 

0.009 

0.180 

0.093 

51.74 

Safe 

3 NN 

0801000400077600 

0.25 

0.15 

(86.59) 

0.12 

0.09 

0.21 

0.05 

0.26 

0.04 

0.0100 

0.0591 

0.0668 

- 

0.136 

0.174 

0.382 

0.019 

0.363 

0.092 

25.24 

Safe 

3 NTW 

0802000100315100 

0.20 

0.07 

(87.57) 

0.06 

0.08 

0.13 

0.07 

0.31 

0.02 

0.0200 

0.0239 

0.0540 

- 

0.098 

0.121 

0.256 

0.013 

0.243 

0.223 

91.54 

Critical 

3 PP 

0801000400085600 

0.25 

0.13 

- 

0.13 

0.14 

0.28 

0.03 

0.16 

0.03 

0.0300 

0.0882 

0.0997 

- 

0.218 

0.252 

0.529 

0.053 

0.476 

0.290 

60.93 

Safe 



0.25 

0.05 

- 

0.05 

0.09 

0.14 

0.02 

0.10 

0.01 

0.0100 

0.0565 

0.0639 

- 

0.130 

0.144 

0.285 

0.029 

0.257 

0.064 

25.11 

Safe 

3 PTP 

0802000100305100 

0.20 

0.09 

(62.87) 

0.07 

0.07 

0.14 

0.07 

0.30 

0.02 

0.0100 

0.0223 

0.0631 

- 

0.096 

0.120 

0.260 

0.013 

0.247 

0.103 

41.50 

Safe 

3 Q 

0801000200029700 

0.22 

0.11 

7.25 

0.12 

0.11 

0.23 

0.06 

0.28 

0.03 

0.0400 

0.0575 

0.0812 

- 

0.179 

0.208 

0.436 

0.022 

0.414 

0.202 

48.68 

Safe 

3 R 

0801000100001500 

0.25 

0.16 

(118.89) 

0.12 

0.14 

0.26 

0.05 

0.27 

0.04 

0.0300 

0.0741 

0.1047 

- 

0.209 

0.249 

0.510 

0.025 

0.484 

0.164 

33.95 

Safe 

3 RB-A 

0801000400091600 

0.25 

0.08 

(70.84) 

0.07 

0.05 

0.12 

0.05 

0.24 

0.02 

- 

0.0358 

0.0405 

- 

0.076 

0.097 

0.218 

0.011 

0.207 

0.028 

13.48 

Safe 

3 RB-B 

0801000400091500 

0.25 

0.09 

(92.10) 

0.07 

0.05 

0.12 

0.05 

0.27 

0.02 

0.0100 

0.0348 

0.0393 

- 

0.084 

0.107 

0.229 

0.011 

0.218 

0.046 

21.07 

Safe 

3 RRW-A 

0802000300351700 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0010 

0.0039 

- 

0.005 

0.005 

0.009 

0.001 

0.008 

0.014 

169.41 

Over Exploited 

3 RTP-II (RURAL) 

0802000100320000 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

3.83 

Safe 



0.20 

0.06 

- 

0.06 

0.05 

0.12 

0.07 

0.30 

0.02 

0.0100 

0.0198 

0.0448 

- 

0.075 

0.094 

0.209 

0.021 

0.188 

0.061 

32.43 

Safe 

3 SBN 

0802000200320200 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.22 

- 

0.22 

0.20 

0.42 

0.07 

0.30 

0.07 

0.0400 

0.0708 

0.1601 

- 

0.271 

0.338 

0.759 

0.076 

0.683 

0.399 

58.42 

Safe 

3 SDP 

0801000300068900 

0.25 

0.10 

96.20 

0.12 

0.06 

0.18 

0.06 

0.23 

0.03 

- 

0.0142 

0.0501 

- 

0.064 

0.099 

0.277 

0.014 

0.263 

0.038 

14.64 

Safe 

3 SDS 

0801000300059600 

0.25 

0.17 

76.36 

0.21 

0.11 

0.32 

0.06 

0.30 

0.04 

0.0100 

0.0342 

0.0966 

- 

0.141 

0.183 

0.502 

0.025 

0.477 

0.111 

23.26 

Safe 

3 SNG 

0802000100311400 

0.20 

0.11 

(45.07) 

0.09 

0.12 

0.21 

0.06 

0.29 

0.03 

0.0500 

0.0367 

0.0830 

- 

0.170 

0.201 

0.410 

0.021 

0.390 

0.423 

108.69 

Over Exploited 

3 SPM 

0801000300071400 

0.25 

0.15 

- 

0.15 

0.08 

0.23 

0.06 

0.23 

0.05 

- 

0.0203 

0.0718 

- 

0.092 

0.141 

0.368 

0.037 

0.331 

0.094 

28.27 

Safe 

3 STP 

0802000100302900 

0.20 

0.15 

(147.04) 

0.12 

0.17 

0.29 

0.06 

0.29 

0.04 

0.0100 

0.0595 

0.1401 

- 

0.210 

0.251 

0.539 

0.027 

0.512 

0.075 

14.65 

Safe 

3 T 

0801000100005800 

0.25 

0.00 

1,175.63 

0.00 

0.01 

0.02 

0.01 

0.03 

0.00 

0.0100 

0.0080 

0.0114 

- 

0.029 

0.030 

0.046 

0.002 

0.044 

0.078 

178.06 

Over Exploited 



0.25 

0.00 

4,302.63 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0013 

0.0018 

- 

0.003 

0.003 

0.005 

0.000 

0.005 

0.000 

0.82 

Safe 

3 UMW-A 

0802000300345600 

0.20 

0.07 

- 

0.07 

0.07 

0.13 

0.05 

0.23 

0.02 

0.0100 

0.0170 

0.0641 

- 

0.091 

0.111 

0.245 

0.025 

0.221 

0.063 

28.74 

Safe 

3 UMW-B 

0802000300345700 

0.20 

0.15 

- 

0.15 

0.15 

0.30 

0.06 

0.23 

0.05 

0.0100 

0.0381 

0.1435 

- 

0.192 

0.239 

0.540 

0.054 

0.486 

0.077 

15.86 

Safe 

3 UTS 

0802000300346000 

0.20 

0.35 

- 

0.35 

0.39 

0.74 

0.06 

0.23 

0.11 

- 

0.1197 

0.3383 

0.000 

0.458 

0.569 

1.306 

0.131 

1.176 

0.047 

3.96 

Safe 

3 Y 

0801000200034200 

0.25 

0.28 

(85.48) 

0.23 

0.24 

0.47 

0.06 

0.27 

0.07 

0.0400 

0.1331 

0.1881 

- 

0.361 

0.436 

0.902 

0.045 

0.857 

0.203 

23.74 

Safe 



0.22 

0.00 

(114.61) 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0070 

0.0098 

- 

0.017 

0.017 

0.029 

0.001 

0.028 

0.009 

33.72 

Safe 

3 Z 

0801000200037900 

0.25 

0.12 

(105.21) 

0.09 

0.09 

0.18 

0.06 

0.29 

0.03 

- 

0.0512 

0.0723 

- 

0.123 

0.154 

0.333 

0.017 

0.317 

0.003 

1.02 

Safe 

3:00 AM 

0801000200039500 

0.25 

0.17 

(60.62) 

0.14 

0.17 

0.31 

0.05 

0.23 

0.04 

0.0200 

0.0945 

0.1335 

- 

0.248 

0.292 

0.599 

0.030 

0.569 

0.096 

16.85 

Safe 



0.22 

0.01 

77.42 

0.01 

0.04 

0.05 

0.01 

0.06 

0.00 

- 

0.0246 

0.0347 

- 

0.059 

0.062 

0.116 

0.006 

0.110 

0.020 

17.74 

Safe 

3:00 PM 

0801000200029400 

0.22 

0.11 

(111.34) 

0.09 

0.12 

0.20 

0.06 

0.28 

0.03 

0.0200 

0.0667 

0.0808 

- 

0.168 

0.197 

0.402 

0.020 

0.382 

0.103 

26.89 

Safe 

30 GG 

0801000200049800 

0.22 

0.19 

(82.27) 

0.15 

0.13 

0.28 

0.06 

0.27 

0.05 

0.0100 

0.0842 

0.0952 

- 

0.190 

0.239 

0.518 

0.026 

0.492 

0.105 

21.42 

Safe 

30 AMP 

0801000300070200 

0.25 

0.04 

(14.09) 

0.03 

0.02 

0.06 

0.06 

0.29 

0.01 

- 

0.0059 

0.0222 

- 

0.028 

0.038 

0.094 

0.005 

0.089 

0.028 

31.12 

Safe 

30 BB 

0801000400083500 

0.25 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0058 

0.0066 

- 

0.012 

0.013 

0.023 

0.002 

0.020 

0.024 

117.85 

Over Exploited 



0.25 

0.15 

- 

0.15 

0.10 

0.25 

0.05 

0.24 

0.04 

0.0100 

0.0650 

0.0735 

- 

0.148 

0.187 

0.434 

0.043 

0.391 

0.065 

16.55 

Safe 

30 F 

0801000100014900 

0.25 

0.00 

162.67 

0.00 

0.01 

0.02 

0.01 

0.03 

0.00 

0.0100 

0.0082 

0.0116 

- 

0.030 

0.030 

0.047 

0.002 

0.044 

0.039 

88.42 

Semi Critical 



0.25 

0.00 

(133.87) 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0063 

0.0090 

- 

0.015 

0.016 

0.027 

0.001 

0.026 

0.009 

35.35 

Safe 

30 KSD (CHAMARKHERA) 

0801000300056600 

0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.25 

0.16 

(87.17) 

0.13 

0.11 

0.24 

0.06 

0.30 

0.04 

0.0100 

0.0326 

0.0922 

- 

0.135 

0.175 

0.412 

0.021 

0.392 

0.102 

26.00 

Safe 

30 LLW 

0802000300346800 

0.20 

0.15 

- 

0.15 

0.17 

0.32 

0.04 

0.21 

0.04 

0.0200 

0.0398 

0.1501 

- 

0.210 

0.246 

0.566 

0.057 

0.509 

0.146 

28.71 

Safe 

30 LNP 

0801000400087100 

0.25 

0.23 

- 

0.23 

0.14 

0.37 

0.05 

0.25 

0.06 

0.0100 

0.0790 

0.1117 

- 

0.201 

0.263 

0.632 

0.063 

0.569 

0.120 

21.02 

Safe 

30 MJD 

0801000300075600 

0.25 

0.05 

(83.43) 

0.04 

0.04 

0.08 

0.06 

0.24 

0.02 

0.0100 

0.0102 

0.0384 

- 

0.059 

0.075 

0.157 

0.008 

0.149 

0.100 

67.25 

Safe 

30 MMK 

0802000300348100 

0.20 

0.23 

(177.85) 

0.19 

0.25 

0.44 

0.06 

0.24 

0.07 

0.0100 

0.0773 

0.2186 

- 

0.306 

0.379 

0.814 

0.041 

0.773 

0.090 

11.59 

Safe 

30 PS-A 

0801000500110900 

0.25 

0.16 

(36.78) 

0.13 

0.13 

0.26 

0.04 

0.21 

0.04 

0.0100 

0.0842 

0.0952 

- 

0.189 

0.234 

0.494 

0.025 

0.469 

0.082 

17.50 

Safe 

30 PS-B 

0801000500110800 

0.25 

0.14 

(32.15) 

0.11 

0.11 

0.22 

0.04 

0.21 

0.04 

0.0100 

0.0725 

0.0820 

- 

0.165 

0.203 

0.427 

0.021 

0.406 

0.073 

17.98 

Safe 

30 PTP (PRATAPPURA) 

0801000300065600 

0.25 

0.20 

(42.29) 

0.16 

0.13 

0.29 

0.06 

0.29 

0.05 

0.0100 

0.0317 

0.1195 

- 

0.161 

0.214 

0.506 

0.025 

0.481 

0.058 

12.00 

Safe 

31 GG 

0801000200050100 

0.22 

0.21 

(116.29) 

0.17 

0.14 

0.31 

0.05 

0.27 

0.05 

0.0100 

0.0952 

0.1076 

- 

0.213 

0.267 

0.580 

0.029 

0.551 

0.061 

11.10 

Safe 

31 BB 

0801000400083400 

0.25 

0.12 

- 

0.12 

0.07 

0.19 

0.05 

0.26 

0.03 

0.0100 

0.0487 

0.0550 

- 

0.114 

0.145 

0.339 

0.034 

0.305 

0.091 

29.92 

Safe 

31 F 

0801000100015100 

0.25 

0.09 

(60.10) 

0.07 

0.06 

0.13 

0.05 

0.25 

0.02 

0.0100 

0.0377 

0.0426 

- 

0.090 

0.113 

0.243 

0.012 

0.231 

0.082 

35.76 

Safe 

31 KSD 

0801000300060000 

0.25 

0.16 

(118.13) 

0.13 

0.11 

0.24 

0.06 

0.30 

0.04 

0.0100 

0.0329 

0.0929 

- 

0.136 

0.177 

0.416 

0.021 

0.395 

0.075 

18.97 

Safe 

31 LLW 

0802000300346600 

0.20 

0.22 

(174.18) 

0.18 

0.24 

0.42 

0.04 

0.21 

0.05 

0.0100 

0.0600 

0.2259 

- 

0.296 

0.349 

0.768 

0.038 

0.730 

0.052 

7.09 

Safe 

31 LNP 

0801000400086400 

0.25 

0.09 

- 

0.09 

0.11 

0.20 

0.02 

0.12 

0.02 

0.0100 

0.0640 

0.0904 

- 

0.164 

0.188 

0.385 

0.038 

0.346 

0.056 

16.19 

Safe 



0.25 

0.11 

- 

0.11 

0.17 

0.27 

0.03 

0.13 

0.03 

0.0100 

0.0504 

0.1423 

- 

0.203 

0.231 

0.503 

0.050 

0.452 

0.056 

12.44 

Safe 

31 MJD-A 

0801000300075500 

0.25 

0.04 

(114.44) 

0.03 

0.03 

0.07 

0.06 

0.24 

0.01 

- 

0.0082 

0.0310 

- 

0.039 

0.053 

0.118 

0.006 

0.112 

0.037 

32.90 

Safe 

31 MJD-B 

0801000300075400 

0.25 

0.03 

(100.00) 

0.03 

0.03 

0.05 

0.06 

0.23 

0.01 

- 

0.0065 

0.0244 

- 

0.031 

0.041 

0.093 

0.005 

0.088 

0.028 

31.45 

Safe 

31 MMK 

0802000300347900 

0.20 

0.10 

(186.22) 

0.08 

0.12 

0.20 

0.05 

0.23 

0.03 

0.0100 

0.0427 

0.0965 

- 

0.149 

0.179 

0.378 

0.019 

0.360 

0.058 

16.06 

Safe 

31 PS 

0801000500110700 

0.25 

0.28 

(31.55) 

0.22 

0.22 

0.44 

0.04 

0.21 

0.08 

0.0100 

0.1422 

0.1607 

- 

0.313 

0.388 

0.828 

0.041 

0.787 

0.101 

12.82 

Safe 

31 PTP (DHOLA) 

0801000300069800 

0.25 

0.11 

(110.89) 

0.09 

0.08 

0.17 

0.06 

0.27 

0.03 

- 

0.0195 

0.0734 

- 

0.093 

0.125 

0.294 

0.015 

0.279 

0.011 

4.04 

Safe 

31 RB 1 

0801000400093900 

0.25 

0.04 

(97.37) 

0.03 

0.09 

0.12 

0.02 

0.08 

0.01 

0.0200 

0.0511 

0.0578 

- 

0.129 

0.138 

0.257 

0.013 

0.244 

0.193 

79.33 

Semi Critical 



0.25 

0.00 

(739.60) 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0037 

0.0042 

- 

0.008 

0.008 

0.014 

0.001 

0.013 

0.009 

68.92 

Safe 

32 GG 

0801000200050000 

0.22 

0.23 

(119.43) 

0.19 

0.16 

0.35 

0.05 

0.26 

0.06 

0.0100 

0.1058 

0.1196 

- 

0.235 

0.295 

0.643 

0.032 

0.611 

0.080 

13.10 

Safe 

32 AMP 

0801000300070100 

0.25 

0.21 

(49.19) 

0.16 

0.14 

0.30 

0.06 

0.28 

0.06 

- 

0.0336 

0.1265 

- 

0.160 

0.216 

0.517 

0.026 

0.491 

0.004 

0.80 

Safe 

32 BB 

0801000400082900 

0.25 

0.04 

- 

0.04 

0.06 

0.10 

0.02 

0.12 

0.01 

0.0100 

0.0373 

0.0421 

- 

0.089 

0.100 

0.200 

0.020 

0.180 

0.049 

27.22 

Safe 



0.25 

0.05 

- 

0.05 

0.06 

0.11 

0.03 

0.13 

0.01 

- 

0.0409 

0.0462 

- 

0.087 

0.100 

0.214 

0.021 

0.193 

0.028 

14.57 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


32 F 

080100010001480C 

2.269 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.004 

0.19 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


32 KSD 

0801000300056500 

4.019 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.015 

0.12 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.003 

0.12 

0.200 

0.04 

0.01 

0.04 

0.11 

0.00 

-0.03 

-0.02 

0.14 

0.004 

0.24 

0.28 


32 LLW 

0802000300346400 

6.493 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

6.493 

-0.02 

0.150 

0.04 

0.01 

0.05 

0.19 

0.00 

0.00 

0.00 

0.15 

0.002 

0.17 

0.18 


32 LNP 

0801000400087000 

5.690 

Saline 

Gang Canal 

Command 

Younger Alluvium 

5.584 

-0.09 

0.200 

0.01 

0.00 

0.07 

0.09 

0.00 

0.00 

0.00 

0.04 

0.003 

0.19 

0.33 






Bhakhra Canal 

Command 

Younger Alluvium 

0.106 

-0.09 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


32 MJD-A 

0801000300070500 

1.294 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.294 

0.11 

0.200 

0.02 

0.00 

0.01 

0.04 

0.00 

0.00 

0.00 

0.08 

0.001 

0.18 

0.13 


32 MJD-B 

0801000300070600 

1.705 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.705 

0.14 

0.200 

0.03 

0.00 

0.01 

0.05 

0.00 

0.01 

0.02 

0.13 

0.002 

0.17 

0.12 


32 MMK 

0802000300347800 

4.436 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.436 

0.05 

0.150 

0.02 

0.00 

0.04 

0.13 

0.00 

-0.12 

-0.14 

0.07 

0.001 

0.18 

0.15 


32 PS-A 

0801000500111200 

2.238 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.238 

0.43 

0.200 

0.05 

0.01 

0.04 

0.04 

0.00 

0.16 

0.08 

0.18 

0.001 

0.17 

0.34 


32 PS-B 

0801000500111300 

4.881 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.881 

0.43 

0.200 

0.05 

0.01 

0.08 

0.08 

0.00 

0.30 

0.15 

0.20 

0.001 

0.17 

0.34 


32 PTP 

0801000300069700 

2.580 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.580 

0.11 

0.200 

0.01 

0.00 

0.02 

0.07 

0.00 

-0.03 

-0.04 

0.02 

0.003 

0.19 

0.16 


33 AMP (KALWASIA) 

0801000300070300 

3.572 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.572 

0.25 

0.200 

0.00 

0.00 

0.03 

0.10 

0.00 

0.05 

0.05 

0.00 

0.004 

0.22 

0.23 


33 BB 

0801000400083100 

3.305 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.305 

-0.61 

0.200 

0.03 

0.00 

0.05 

0.05 

0.00 

0.00 

0.00 

0.10 

0.002 

0.20 

0.43 


33 F 

0801000100015200 

5.072 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.762 

0.22 

0.200 

0.02 

0.00 

0.09 

0.12 

0.00 

0.02 

0.01 

0.07 

0.004 

0.19 

0.35 


33 GG 

0801000400078200 

5.870 

Saline 

Gang Canal 

Command 

Younger Alluvium 

5.870 

0.11 

0.200 

0.02 

0.00 

0.09 

0.10 

0.00 

-0.04 

-0.02 

0.07 

0.003 

0.21 

0.43 


33 KSD 

0801000300056400 

5.667 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.009 

0.11 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

5.658 

0.11 

0.200 

0.04 

0.01 

0.08 

0.16 

0.00 

-0.09 

-0.08 

0.17 

0.006 

0.23 

0.27 


33 LLW 

0802000400391700 

13.414 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.246 

0.02 

0.150 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

-0.01 

0.00 

0.001 

0.00 

0.00 


33 LNP 

0801000400087300 

3.141 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.141 

-0.09 

0.200 

0.02 

0.00 

0.04 

0.05 

0.00 

0.00 

0.00 

0.08 

0.002 

0.20 

0.36 


33 MMK 

0802000300347700 

5.628 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

5.628 

-0.01 

0.150 

0.03 

0.00 

0.07 

0.16 

0.00 

0.00 

0.00 

0.11 

0.001 

0.18 

0.17 


33 PS 

0801000500110600 

4.571 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.571 

0.41 

0.200 

0.02 

0.01 

0.09 

0.11 

0.00 

0.19 

0.09 

0.09 

0.001 

0.17 

0.34 


33 PTP 

0801000300069600 

1.734 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.734 

0.12 

0.200 

0.01 

0.00 

0.01 

0.05 

0.00 

-0.01 

-0.01 

0.03 

0.002 

0.20 

0.19 


34 GG 

0801000200049700 

2.005 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.005 

0.22 

0.180 

0.03 

0.00 

0.03 

0.03 

0.00 

0.05 

0.02 

0.12 

0.003 

0.21 

0.40 


34 BB 

0801000400083000 

4.283 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.283 

-0.73 

0.200 

0.02 

0.00 

0.07 

0.07 

0.00 

0.00 

0.00 

0.08 

0.002 

0.20 

0.42 


34 KSD (BUDHARWALA) 

0801000300060100 

2.795 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.795 

0.08 

0.200 

0.01 

0.00 

0.03 

0.08 

0.00 

-0.05 

-0.05 

0.05 

0.003 

0.24 

0.28 


34 LLW 

0802000400389300 

27.932 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

9.948 

-0.13 

0.150 

0.02 

0.00 

0.08 

0.28 

0.00 

0.00 

0.00 

0.03 

0.025 

0.06 

0.07 


34 LNP 

0801000400087500 

4.838 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.838 

-0.08 

0.200 

0.01 

0.00 

0.08 

0.08 

0.00 

0.00 

0.00 

0.04 

0.003 

0.20 

0.39 


34 MJD 

0801000300070700 

4.691 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.691 

0.22 

0.200 

0.02 

0.00 

0.03 

0.08 

0.00 

0.12 

0.17 

0.06 

0.005 

0.17 

0.12 


34 MMK (KILAWALI) 

0801000300075200 

1.523 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.523 

0.09 

0.200 

0.03 

0.00 

0.01 

0.04 

0.00 

0.00 

0.00 

0.11 

0.002 

0.18 

0.13 


34 PS 

0801000500111400 

6.833 

Saline 

Gang Canal 

Command 

Younger Alluvium 

6.833 

0.42 

0.200 

0.08 

0.01 

0.11 

0.11 

0.00 

0.42 

0.21 

0.33 

0.002 

0.17 

0.34 


34 PTP 

0801000300065800 

3.927 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.927 

0.29 

0.200 

0.01 

0.00 

0.03 

0.11 

0.00 

0.10 

0.09 

0.02 

0.004 

0.23 

0.25 


34 RB 

0801000400094300 

3.114 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.001 

0.29 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


35 BB 

0801000400082700 

3.746 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.644 

-0.54 

0.200 

0.01 

0.00 

0.03 

0.03 

0.00 

0.00 

0.00 

0.05 

0.001 

0.08 

0.17 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.102 

-0.54 

0.200 

0.00 

0.00 

0.03 

0.03 

0.00 

0.00 

0.00 

0.02 

0.001 

0.11 

0.22 


35 GG 

0801000400078100 

1.387 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.387 

0.22 

0.200 

0.03 

0.00 

0.02 

0.02 

0.00 

0.05 

0.02 

0.12 

0.001 

0.21 

0.43 


35 LNP 

0801000400087600 

2.438 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.438 

-0.07 

0.200 

0.05 

0.01 

0.04 

0.04 

0.00 

0.00 

0.00 

0.21 

0.001 

0.20 

0.41 


35 MMK 

0801000300075100 

2.204 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.204 

0.05 

0.200 

0.01 

0.00 

0.02 

0.06 

0.00 

-0.05 

-0.07 

0.04 

0.002 

0.17 

0.13 


35 PS 

0801000500110500 

3.009 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.009 

0.39 

0.200 

0.03 

0.01 

0.06 

0.07 

0.00 

0.13 

0.06 

0.11 

0.001 

0.17 

0.34 


35 PTP 

0801000300065900 

3.754 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.754 

0.24 

0.200 

0.01 

0.00 

0.03 

0.11 

0.00 

0.05 

0.05 

0.02 

0.004 

0.22 

0.22 


35 RB 

0801000400094500 

3.411 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.016 

0.31 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.004 

0.31 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


36 GG 1 

0801000200049600 

4.714 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.714 

0.20 

0.180 

0.02 

0.00 

0.07 

0.08 

0.00 

0.04 

0.02 

0.06 

0.007 

0.21 

0.41 


36 GG II 

0801000200049500 

3.490 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.490 

0.25 

0.180 

0.04 

0.01 

0.04 

0.06 

0.00 

0.09 

0.04 

0.17 

0.006 

0.21 

0.42 


36 BB 

0801000400082600 

3.495 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.495 

-0.11 

0.200 

0.02 

0.00 

0.05 

0.06 

0.00 

0.00 

0.00 

0.09 

0.002 

0.19 

0.40 


36 F 

0801000100014200 

2.702 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.235 

0.10 

0.200 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.04 

0.000 

0.02 

0.03 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.148 

0.10 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.02 


36 LNP 

0801000400086100 

5.655 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

3.283 

-0.17 

0.200 

0.14 

0.02 

0.05 

0.05 

0.00 

0.00 

0.00 

0.58 

0.002 

0.12 

0.23 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.372 

-0.17 

0.200 

0.04 

0.01 

0.04 

0.04 

0.00 

0.00 

0.00 

0.16 

0.001 

0.09 

0.16 


36 MMK 

0801000300075300 

1.344 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.344 

0.12 

0.200 

0.02 

0.00 

0.01 

0.04 

0.00 

0.00 

0.00 

0.07 

0.001 

0.17 

0.13 


36 PS 

0801000500111500 

4.483 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.483 

0.40 

0.200 

0.03 

0.01 

0.08 

0.11 

0.00 

0.19 

0.09 

0.10 

0.001 

0.17 

0.34 


36 PTP (MANIYANWALI) 

0801000300069500 

4.972 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.972 

0.10 

0.200 

0.00 

0.00 

0.04 

0.14 

0.00 

-0.08 

-0.10 

0.01 

0.005 

0.18 

0.14 


36 RB-A 

0801000400094600 

2.539 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.154 

0.34 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.000 

0.01 

0.03 


36 RB-B 

0801000400094700 

1.922 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.008 

0.37 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


37 BB 

0801000400082200 

2.826 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.385 

-0.07 

0.200 

0.02 

0.00 

0.04 

0.04 

0.00 

0.00 

0.00 

0.07 

0.001 

0.15 

0.31 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.441 

-0.07 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.06 


37 F 

0801000100015300 

3.489 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.219 

0.21 

0.200 

0.01 

0.00 

0.06 

0.08 

0.00 

0.00 

0.00 

0.05 

0.003 

0.18 

0.35 


37 GG 

0801000400077800 

1.755 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.755 

0.21 

0.200 

0.02 

0.00 

0.03 

0.03 

0.00 

0.04 

0.02 

0.07 

0.001 

0.21 

0.44 


37 LNP 

0801000400087400 

1.043 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.043 

-0.08 

0.200 

0.02 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.09 

0.001 

0.20 

0.37 


37 MMK 

0801000300074900 

4.355 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.355 

-0.06 

0.200 

0.03 

0.00 

0.04 

0.12 

0.00 

0.00 

0.00 

0.10 

0.005 

0.17 

0.13 


37 NP-A 

0801000500119100 

3.109 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.224 

0.04 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

-0.01 

0.00 

0.00 

0.000 

0.01 

0.02 


37 PS 

0801000500110400 

3.332 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.332 

0.37 

0.200 

0.02 

0.00 

0.06 

0.08 

0.00 

0.12 

0.06 

0.06 

0.001 

0.17 

0.34 


37 PTP 

0801000300066000 

3.452 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.452 

0.20 

0.200 

0.00 

0.00 

0.03 

0.10 

0.00 

0.01 

0.01 

0.00 

0.004 

0.20 

0.18 


37 RB 

0801000400091400 

2.948 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.137 

0.44 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.02 


38 BB 

0801000400082500 

4.553 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.025 

0.09 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Gang Canal 

Command 

Younger Alluvium 

4.528 

0.09 

0.200 

0.01 

0.00 

0.07 

0.07 

0.00 

-0.05 

-0.02 

0.04 

0.002 

0.18 

0.36 


38 F 

0801000100015500 

3.576 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.419 

0.20 

0.200 

0.01 

0.00 

0.06 

0.08 

0.00 

0.00 

0.00 

0.05 

0.003 

0.19 

0.36 


38 GG II 

0801000400077300 

1.284 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.284 

0.13 

0.200 

0.03 

0.00 

0.02 

0.02 

0.00 

0.02 

0.01 

0.12 

0.001 

0.21 

0.45 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

32 F 

0801000100014800 

0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

32 KSD 

0801000300056500 

0.25 

0.00 

(5,906.67) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0005 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

1.30 

Safe 



0.25 

0.24 

(110.32) 

0.19 

0.17 

0.36 

0.06 

0.30 

0.06 

0.0200 

0.0482 

0.1363 

- 

0.205 

0.264 

0.623 

0.031 

0.592 

0.139 

23.53 

Safe 

32 LLW 

0802000300346400 

0.20 

0.22 

- 

0.22 

0.25 

0.47 

0.04 

0.22 

0.06 

0.0200 

0.0587 

0.2210 

- 

0.300 

0.358 

0.826 

0.083 

0.744 

0.153 

20.53 

Safe 

32 LNP 

0801000400087000 

0.25 

0.27 

- 

0.27 

0.16 

0.43 

0.05 

0.24 

0.07 

- 

0.0939 

0.1327 

- 

0.227 

0.296 

0.724 

0.072 

0.652 

0.039 

5.99 

Safe 



0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0013 

0.0036 

- 

0.005 

0.005 

0.009 

0.001 

0.008 

0.000 

0.70 

Safe 

32 MJD-A 

0801000300070500 

0.25 

0.06 

(96.31) 

0.05 

0.05 

0.09 

0.06 

0.23 

0.02 

0.0100 

0.0117 

0.0440 

- 

0.066 

0.085 

0.178 

0.009 

0.169 

0.082 

48.73 

Safe 

32 MJD-B 

0801000300070600 

0.25 

0.07 

(74.02) 

0.06 

0.06 

0.12 

0.06 

0.23 

0.03 

0.0100 

0.0154 

0.0580 

- 

0.083 

0.108 

0.231 

0.012 

0.219 

0.128 

58.29 

Safe 

32 MMK 

0802000300347800 

0.20 

0.16 

(187.26) 

0.13 

0.17 

0.30 

0.06 

0.24 

0.05 

0.0100 

0.0534 

0.1510 

0.000 

0.215 

0.266 

0.565 

0.028 

0.537 

0.070 

13.06 

Safe 

32 PS-A 

0801000500111200 

0.25 

0.09 

(13.91) 

0.08 

0.08 

0.16 

0.04 

0.21 

0.03 

0.0200 

0.0471 

0.0532 

- 

0.120 

0.145 

0.306 

0.015 

0.291 

0.181 

62.05 

Safe 

32 PS-B 

0801000500111300 

0.25 

0.20 

(26.50) 

0.16 

0.17 

0.33 

0.04 

0.21 

0.05 

0.0200 

0.1026 

0.1160 

- 

0.239 

0.293 

0.621 

0.031 

0.590 

0.199 

33.78 

Safe 

32 PTP 

0801000300069700 

0.25 

0.12 

(128.56) 

0.10 

0.10 

0.19 

0.06 

0.25 

0.04 

- 

0.0233 

0.0878 

- 

0.111 

0.149 

0.343 

0.017 

0.326 

0.021 

6.37 

Safe 

33 AMP (KALWASIA) 

0801000300070300 

0.25 

0.19 

(75.98) 

0.15 

0.13 

0.29 

0.06 

0.28 

0.05 

- 

0.0323 

0.1216 

- 

0.154 

0.207 

0.493 

0.025 

0.468 

0.004 

0.81 

Safe 

33 BB 

0801000400083100 

0.25 

0.17 

- 

0.17 

0.11 

0.27 

0.05 

0.25 

0.04 

0.0100 

0.0695 

0.0786 

- 

0.158 

0.201 

0.474 

0.047 

0.427 

0.101 

23.63 

Safe 

33 F 

0801000100015200 

0.25 

0.22 

(94.94) 

0.18 

0.21 

0.38 

0.05 

0.23 

0.06 

0.0100 

0.1202 

0.1698 

- 

0.300 

0.356 

0.740 

0.037 

0.703 

0.076 

10.79 

Safe 

33 GG 

0801000400078200 

0.25 

0.31 

(105.90) 

0.25 

0.19 

0.43 

0.05 

0.26 

0.08 

0.0100 

0.1234 

0.1395 

- 

0.273 

0.352 

0.786 

0.039 

0.747 

0.075 

10.07 

Safe 

33 KSD 

0801000300056400 

0.25 

0.00 

(25,526.88) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0003 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.25 

0.33 

(123.18) 

0.27 

0.25 

0.52 

0.06 

0.29 

0.08 

0.0200 

0.0852 

0.1926 

- 

0.298 

0.382 

0.898 

0.045 

0.853 

0.177 

20.74 

Safe 

33 LLW 

0802000400391700 

0.20 

0.00 

(5,217.12) 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

- 

0.0022 

0.0084 

- 

0.011 

0.011 

0.020 

0.001 

0.019 

0.001 

3.25 

Safe 

33 LNP 

0801000400087300 

0.25 

0.16 

- 

0.16 

0.09 

0.25 

0.05 

0.25 

0.04 

0.0100 

0.0528 

0.0747 

- 

0.138 

0.178 

0.424 

0.042 

0.382 

0.083 

21.66 

Safe 

33 MMK 

0802000300347700 

0.20 

0.20 

- 

0.20 

0.23 

0.43 

0.06 

0.23 

0.06 

0.0100 

0.0847 

0.1915 

- 

0.286 

0.348 

0.782 

0.078 

0.704 

0.114 

16.26 

Safe 

33 PS 

0801000500110600 

0.25 

0.19 

(50.56) 

0.15 

0.21 

0.36 

0.04 

0.21 

0.05 

0.0200 

0.1153 

0.1630 

- 

0.298 

0.349 

0.709 

0.035 

0.674 

0.091 

13.55 

Safe 

33 PTP 

0801000300069600 

0.25 

0.09 

(112.87) 

0.07 

0.06 

0.13 

0.06 

0.26 

0.03 

- 

0.0157 

0.0590 

- 

0.075 

0.100 

0.235 

0.012 

0.223 

0.029 

12.94 

Safe 

34 GG 

0801000200049700 

0.22 

0.09 

(73.55) 

0.07 

0.06 

0.14 

0.05 

0.27 

0.02 

0.0100 

0.0422 

0.0477 

- 

0.100 

0.124 

0.263 

0.013 

0.250 

0.120 

48.16 

Safe 

34 BB 

0801000400083000 

0.25 

0.21 

- 

0.21 

0.14 

0.35 

0.05 

0.25 

0.05 

0.0100 

0.0901 

0.1018 

- 

0.202 

0.256 

0.604 

0.060 

0.544 

0.083 

15.32 

Safe 

34 KSD (BUDHARWALA) 

0801000300060100 

0.25 

0.17 

(128.01) 

0.13 

0.11 

0.24 

0.06 

0.30 

0.04 

0.0100 

0.0337 

0.0951 

- 

0.139 

0.181 

0.424 

0.021 

0.403 

0.057 

14.13 

Safe 

34 LLW 

0802000400389300 

0.20 

0.12 

- 

0.12 

0.36 

0.48 

0.01 

0.08 

0.03 

- 

0.0899 

0.3386 

- 

0.429 

0.458 

0.939 

0.094 

0.845 

0.054 

6.34 

Safe 

34 LNP 

0801000400087500 

0.25 

0.24 

- 

0.24 

0.15 

0.40 

0.05 

0.25 

0.06 

- 

0.1017 

0.1150 

- 

0.217 

0.279 

0.677 

0.068 

0.610 

0.039 

6.34 

Safe 

34 MJD 

0801000300070700 

0.25 

0.20 

(17.18) 

0.17 

0.11 

0.28 

0.06 

0.23 

0.07 

0.0100 

0.0282 

0.0998 

- 

0.138 

0.207 

0.485 

0.024 

0.461 

0.068 

14.73 

Safe 

34 MMK (KILAWALI) 

0801000300075200 

0.25 

0.07 

(98.50) 

0.05 

0.06 

0.11 

0.06 

0.23 

0.02 

0.0100 

0.0138 

0.0519 

- 

0.076 

0.098 

0.208 

0.010 

0.197 

0.110 

55.58 

Safe 

34 PS 

0801000500111400 

0.25 

0.28 

(27.12) 

0.23 

0.23 

0.46 

0.04 

0.21 

0.08 

0.0600 

0.1437 

0.1624 

- 

0.366 

0.443 

0.899 

0.045 

0.854 

0.335 

39.22 

Safe 

34 PTP 

0801000300065800 

0.25 

0.22 

(60.39) 

0.18 

0.14 

0.32 

0.06 

0.29 

0.06 

- 

0.0355 

0.1337 

- 

0.169 

0.228 

0.550 

0.028 

0.523 

0.022 

4.23 

Safe 

34 RB 

0801000400094300 

0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

35 BB 

0801000400082700 

0.25 

0.03 

- 

0.03 

0.05 

0.09 

0.02 

0.11 

0.01 

0.0100 

0.0346 

0.0391 

- 

0.084 

0.093 

0.180 

0.018 

0.162 

0.049 

30.25 

Safe 



0.25 

0.06 

- 

0.06 

0.07 

0.12 

0.03 

0.13 

0.01 

- 

0.0442 

0.0500 

- 

0.094 

0.109 

0.232 

0.023 

0.209 

0.019 

9.16 

Safe 

35 GG 

0801000400078100 

0.25 

0.07 

(68.87) 

0.06 

0.04 

0.10 

0.05 

0.26 

0.02 

0.0100 

0.0292 

0.0330 

- 

0.072 

0.091 

0.193 

0.010 

0.183 

0.118 

64.18 

Safe 

35 LNP 

0801000400087600 

0.25 

0.12 

- 

0.12 

0.09 

0.21 

0.05 

0.25 

0.03 

0.0200 

0.0513 

0.0579 

- 

0.129 

0.161 

0.372 

0.037 

0.335 

0.208 

62.16 

Safe 

35 MMK 

0801000300075100 

0.25 

0.10 

(172.85) 

0.08 

0.08 

0.16 

0.06 

0.23 

0.03 

- 

0.0199 

0.0750 

- 

0.095 

0.127 

0.286 

0.014 

0.271 

0.038 

14.13 

Safe 

35 PS 

0801000500110500 

0.25 

0.13 

(50.33) 

0.10 

0.14 

0.24 

0.04 

0.21 

0.03 

0.0200 

0.0759 

0.1073 

- 

0.203 

0.237 

0.477 

0.024 

0.454 

0.109 

24.00 

Safe 

35 PTP 

0801000300065900 

0.25 

0.20 

(76.63) 

0.16 

0.14 

0.30 

0.06 

0.27 

0.06 

- 

0.0339 

0.1278 

- 

0.162 

0.218 

0.518 

0.026 

0.492 

0.022 

4.47 

Safe 

35 RB 

0801000400094500 

0.25 

0.00 

4,822.98 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

0.76 

Safe 



0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

36 GG 1 

0801000200049600 

0.22 

0.22 

(90.68) 

0.17 

0.15 

0.32 

0.05 

0.26 

0.06 

0.0100 

0.0991 

0.1121 

- 

0.221 

0.277 

0.602 

0.030 

0.572 

0.070 

12.32 

Safe 

36 GG II 

0801000200049500 

0.22 

0.16 

(73.24) 

0.13 

0.11 

0.24 

0.05 

0.26 

0.04 

0.0200 

0.0587 

0.0830 

- 

0.162 

0.203 

0.442 

0.022 

0.420 

0.177 

42.08 

Safe 

36 BB 

0801000400082600 

0.25 

0.16 

- 

0.16 

0.11 

0.28 

0.05 

0.24 

0.04 

0.0100 

0.0735 

0.0831 

- 

0.167 

0.209 

0.486 

0.049 

0.437 

0.092 

21.01 

Safe 

36 F 

0801000100014200 

0.25 

0.00 

208.49 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

0.0100 

0.0059 

0.0084 

- 

0.024 

0.025 

0.036 

0.002 

0.034 

0.039 

115.15 

Over Exploited 



0.25 

0.00 

(695.08) 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0037 

0.0053 

- 

0.009 

0.009 

0.016 

0.001 

0.015 

0.009 

60.90 

Safe 

36 LNP 

0801000400086100 

0.25 

0.10 

- 

0.10 

0.12 

0.22 

0.03 

0.15 

0.03 

0.0600 

0.0690 

0.0780 

- 

0.207 

0.232 

0.455 

0.045 

0.409 

0.578 

141.20 

Over Exploited 



0.25 

0.05 

- 

0.05 

0.09 

0.14 

0.02 

0.11 

0.01 

0.0200 

0.0499 

0.0564 

- 

0.126 

0.139 

0.276 

0.028 

0.249 

0.163 

65.70 

Safe 

36 MMK 

0801000300075300 

0.25 

0.06 

(94.72) 

0.05 

0.05 

0.10 

0.06 

0.23 

0.02 

0.0100 

0.0121 

0.0457 

- 

0.068 

0.088 

0.184 

0.009 

0.175 

0.073 

41.95 

Safe 

36 PS 

0801000500111500 

0.25 

0.19 

(51.03) 

0.15 

0.20 

0.35 

0.04 

0.21 

0.05 

0.0200 

0.1131 

0.1598 

- 

0.293 

0.343 

0.697 

0.035 

0.662 

0.100 

15.14 

Safe 

36 PTP (MANIYANWALI) 

0801000300069500 

0.25 

0.23 

(144.37) 

0.18 

0.18 

0.37 

0.06 

0.24 

0.07 

- 

0.0449 

0.1692 

- 

0.214 

0.287 

0.653 

0.033 

0.620 

0.014 

2.30 

Safe 

36 RB-A 

0801000400094600 

0.25 

0.00 

408.52 

0.00 

0.00 

0.01 

0.00 

0.02 

0.00 

- 

0.0032 

0.0037 

- 

0.007 

0.007 

0.013 

0.001 

0.012 

0.009 

76.20 

Semi Critical 

36 RB-B 

0801000400094700 

0.25 

0.00 

10,458.67 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

37 BB 

0801000400082200 

0.25 

0.09 

- 

0.09 

0.08 

0.17 

0.04 

0.19 

0.02 

0.0100 

0.0501 

0.0567 

- 

0.117 

0.141 

0.308 

0.031 

0.277 

0.073 

26.42 

Safe 



0.25 

0.00 

- 

0.00 

0.01 

0.02 

0.01 

0.04 

0.00 

- 

0.0093 

0.0105 

- 

0.020 

0.021 

0.038 

0.004 

0.034 

0.000 

0.71 

Safe 

37 F 

0801000100015300 

0.25 

0.15 

(98.85) 

0.12 

0.14 

0.26 

0.05 

0.23 

0.04 

0.0100 

0.0812 

0.1148 

- 

0.206 

0.243 

0.500 

0.025 

0.475 

0.048 

10.03 

Safe 

37 GG 

0801000400077800 

0.25 

0.09 

(80.40) 

0.07 

0.06 

0.13 

0.05 

0.26 

0.02 

0.0100 

0.0369 

0.0417 

- 

0.089 

0.112 

0.242 

0.012 

0.230 

0.073 

31.77 

Safe 

37 LNP 

0801000400087400 

0.25 

0.05 

- 

0.05 

0.03 

0.08 

0.05 

0.25 

0.01 

0.0100 

0.0176 

0.0248 

- 

0.052 

0.066 

0.147 

0.015 

0.132 

0.091 

68.37 

Safe 

37 MMK 

0801000300074900 

0.25 

0.19 

- 

0.19 

0.16 

0.35 

0.06 

0.23 

0.06 

0.0100 

0.0393 

0.1482 

- 

0.198 

0.261 

0.612 

0.061 

0.551 

0.104 

18.81 

Safe 

37 NP-A 

0801000500119100 

0.25 

0.00 

(509.21) 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0047 

0.0053 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.000 

0.37 

Safe 

37 PS 

0801000500110400 

0.25 

0.14 

(58.06) 

0.11 

0.14 

0.26 

0.04 

0.21 

0.04 

0.0100 

0.0841 

0.1188 

- 

0.213 

0.250 

0.506 

0.025 

0.481 

0.064 

13.29 

Safe 

37 PTP 

0801000300066000 

0.25 

0.17 

(94.54) 

0.14 

0.13 

0.27 

0.06 

0.26 

0.05 

- 

0.0312 

0.1175 

- 

0.149 

0.200 

0.465 

0.023 

0.442 

0.004 

0.82 

Safe 

37 RB 

0801000400091400 

0.25 

0.00 

944.58 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0029 

0.0033 

- 

0.006 

0.006 

0.011 

0.001 

0.011 

0.000 

0.71 

Safe 

38 BB 

0801000400082500 

0.25 

0.00 

(1,772.20) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0005 

0.0006 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

0.75 

Safe 



0.25 

0.20 

(112.27) 

0.16 

0.14 

0.30 

0.05 

0.22 

0.05 

- 

0.0952 

0.1076 

- 

0.203 

0.255 

0.560 

0.028 

0.532 

0.038 

7.23 

Safe 

38 F 

0801000100015500 

0.25 

0.16 

(100.43) 

0.13 

0.15 

0.28 

0.05 

0.24 

0.04 

0.0100 

0.0863 

0.1219 

- 

0.218 

0.259 

0.536 

0.027 

0.509 

0.057 

11.15 

Safe 

38 GG II 

0801000400077300 

0.25 

0.07 

(85.34) 

0.05 

0.04 

0.10 

0.05 

0.26 

0.02 

0.0100 

0.0270 

0.0305 

- 

0.068 

0.085 

0.180 

0.009 

0.171 

0.118 

68.88 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 


( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


38 GG-1 

080100040007770C 

1.447 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.447 

0.21 

0.200 

0.02 

0.00 

0.02 

0.02 

0.00 

0.03 

0.02 

0.07 

0.001 

0.21 

0.44 


38 LNP 

080100040009290C 

5.722 

Saline 

Gang Canal 

Command 

Younger Alluvium 

5.677 

-0.05 

0.200 

0.04 

0.01 

0.07 

0.09 

0.00 

0.00 

0.00 

0.17 

0.003 

0.19 

0.36 






Bhakhra Canal 

Command 

Younger Alluvium 

0.046 

-0.05 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


38 MMK 

0801000300075000 

1.940 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.940 

0.04 

0.200 

0.03 

0.00 

0.01 

0.03 

0.00 

0.00 

0.00 

0.10 

0.002 

0.17 

0.12 


38 PS 

0801000500111600 

3.986 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.986 

0.38 

0.200 

0.01 

0.00 

0.07 

0.10 

0.00 

0.14 

0.07 

0.05 

0.001 

0.17 

0.34 


38 PTP 

0801000300069400 

3.342 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.342 

0.11 

0.200 

0.00 

0.00 

0.03 

0.10 

0.00 

-0.05 

-0.07 

0.01 

0.004 

0.18 

0.13 


38 RB 

0801000400091300 

3.332 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.356 

0.50 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.02 

0.01 

0.01 

0.000 

0.02 

0.05 


39 BB (RURAL) 

0801000400082400 

3.934 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.934 

0.28 

0.200 

0.01 

0.00 

0.06 

0.06 

0.00 

0.10 

0.05 

0.03 

0.002 

0.17 

0.35 


39 F 

0801000100015600 

4.413 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.098 

0.20 

0.200 

0.02 

0.00 

0.08 

0.10 

0.00 

0.01 

0.00 

0.06 

0.003 

0.18 

0.33 


39 GG 

0801000100018400 

2.706 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.004 

0.06 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.702 

0.06 

0.200 

0.07 

0.01 

0.04 

0.04 

0.00 

0.01 

0.00 

0.27 

0.002 

0.21 

0.45 


39 LNP 

0801000400092800 

4.272 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.272 

0.03 

0.200 

0.06 

0.01 

0.07 

0.07 

0.00 

-0.06 

-0.03 

0.24 

0.002 

0.20 

0.42 


39 MMK 

0801000300074800 

2.663 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.663 

-0.13 

0.200 

0.02 

0.00 

0.01 

0.05 

0.00 

0.00 

0.00 

0.08 

0.003 

0.17 

0.12 


39 NP 

0801000500125400 

1.888 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.599 

0.05 

0.200 

0.01 

0.00 

0.03 

0.03 

0.00 

-0.03 

-0.01 

0.04 

0.000 

0.14 

0.28 


39 PS-A 

0801000500112300 

1.913 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.913 

0.40 

0.200 

0.03 

0.00 

0.03 

0.03 

0.00 

0.12 

0.06 

0.12 

0.001 

0.17 

0.34 


39 PS-B 

0801000500111800 

2.573 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.573 

0.39 

0.200 

0.02 

0.01 

0.05 

0.06 

0.00 

0.10 

0.05 

0.10 

0.001 

0.17 

0.34 


39 PTP 

0801000300066100 

4.098 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.098 

0.23 

0.200 

0.00 

0.00 

0.03 

0.12 

0.00 

0.04 

0.04 

0.01 

0.004 

0.20 

0.18 


39 RB 

0801000400091200 

2.971 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.004 

0.53 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


3A 

0801000200025200 

5.030 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.646 

0.21 

0.200 

0.06 

0.02 

0.05 

0.06 

0.00 

0.03 

0.02 

0.24 

0.004 

0.12 

0.17 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.384 

0.21 

0.180 

0.03 

0.01 

0.04 

0.06 

0.00 

0.01 

0.00 

0.13 

0.004 

0.10 

0.15 


3ML 

0801000200042600 

2.855 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.855 

0.45 

0.200 

0.05 

0.01 

0.05 

0.07 

0.00 

0.17 

0.11 

0.18 

0.005 

0.23 

0.35 


4 AMP 

0802000100304100 

4.557 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.557 

0.26 

0.150 

0.02 

0.00 

0.06 

0.13 

0.00 

0.01 

0.01 

0.08 

0.014 

0.23 

0.21 


4 B 

0801000200026300 

1.870 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.870 

0.22 

0.180 

0.03 

0.01 

0.04 

0.05 

0.00 

0.01 

0.01 

0.14 

0.003 

0.22 

0.32 



0801000200035500 

2.255 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.255 

0.21 

0.180 

0.02 

0.01 

0.04 

0.06 

0.00 

0.00 

0.00 

0.08 

0.004 

0.23 

0.35 


4 BB 

0801000400079000 

2.049 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.049 

-0.53 

0.200 

0.05 

0.01 

0.03 

0.03 

0.00 

0.00 

0.00 

0.20 

0.001 

0.21 

0.40 


4 BBA 

0801000400082100 

3.781 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

3.432 

-0.18 

0.200 

0.02 

0.00 

0.05 

0.06 

0.00 

0.00 

0.00 

0.10 

0.002 

0.17 

0.34 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.349 

-0.18 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 


4 BGP 

0802000100310800 

2.324 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.374 

0.20 

0.150 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.02 

0.001 

0.04 

0.02 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.950 

0.20 

0.150 

0.02 

0.00 

0.03 

0.07 

0.00 

-0.02 

-0.03 

0.07 

0.006 

0.19 

0.13 


4 BGS 

0801000300055800 

4.120 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

4.120 

0.10 

0.200 

0.07 

0.01 

0.06 

0.12 

0.00 

-0.03 

-0.03 

0.28 

0.004 

0.22 

0.28 


4 BNW (BANWALA) 

0801000300056100 

9.510 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

9.510 

0.11 

0.200 

0.05 

0.01 

0.13 

0.27 

0.00 

-0.16 

-0.13 

0.18 

0.010 

0.22 

0.26 


4 BWM 

0801000500129200 

2.329 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.329 

0.54 

0.200 

0.01 

0.00 

0.02 

0.02 

0.00 

0.22 

0.12 

0.05 

0.001 

0.17 

0.31 


4BWSM 

0801000500128000 

3.004 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.004 

0.41 

0.200 

0.01 

0.00 

0.06 

0.07 

0.00 

0.13 

0.06 

0.05 

0.001 

0.17 

0.33 


4 C 

0801000200027000 

4.647 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.647 

0.31 

0.180 

0.04 

0.01 

0.09 

0.11 

0.00 

0.09 

0.06 

0.16 

0.007 

0.22 

0.33 



0801000200036900 

3.605 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.605 

0.39 

0.180 

0.01 

0.00 

0.07 

0.09 

0.00 

0.11 

0.07 

0.02 

0.006 

0.22 

0.35 


4 CC 

0801000400080500 

2.568 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.568 

0.02 

0.200 

0.02 

0.00 

0.04 

0.04 

0.00 

-0.05 

-0.02 

0.08 

0.001 

0.21 

0.45 


4 D 

0801000200027400 

2.973 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.973 

0.31 

0.180 

0.04 

0.01 

0.06 

0.07 

0.00 

0.07 

0.05 

0.17 

0.005 

0.22 

0.33 



0801000200034900 

3.309 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

3.309 

0.19 

0.200 

0.10 

0.02 

0.06 

0.08 

0.00 

0.06 

0.04 

0.39 

0.005 

0.23 

0.35 


4 DD 

0801000400081400 

2.634 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.030 

-0.11 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.604 

-0.11 

0.200 

0.00 

0.00 

0.04 

0.04 

0.00 

0.00 

0.00 

0.01 

0.001 

0.21 

0.45 


4 DLP 

0802000100316800 

1.304 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.304 

0.04 

0.150 

0.03 

0.00 

0.01 

0.04 

0.00 

-0.01 

-0.01 

0.12 

0.000 

0.23 

0.40 


4 DNG 

0802000100303900 

1.988 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.988 

0.21 

0.150 

0.02 

0.00 

0.03 

0.07 

0.00 

-0.02 

-0.03 

0.07 

0.006 

0.23 

0.16 


4 E 

0801000200028500 

1.851 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.851 

0.29 

0.180 

0.08 

0.02 

0.04 

0.05 

0.00 

0.07 

0.05 

0.33 

0.003 

0.22 

0.34 



0801000200039000 

1.703 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.703 

0.41 

0.200 

0.06 

0.02 

0.03 

0.04 

0.00 

0.11 

0.07 

0.26 

0.003 

0.23 

0.35 


4 EE 

0801000400085100 

3.067 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.067 

-0.35 

0.200 

0.03 

0.00 

0.05 

0.05 

0.00 

0.00 

0.00 

0.11 

0.002 

0.21 

0.46 


4 EEA 

0801000400088100 

2.184 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.184 

-0.33 

0.200 

0.07 

0.01 

0.03 

0.04 

0.00 

0.00 

0.00 

0.26 

0.001 

0.21 

0.45 


4 F 

0801000200031000 

2.172 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.172 

0.23 

0.200 

0.12 

0.03 

0.05 

0.05 

0.00 

0.09 

0.06 

0.50 

0.003 

0.23 

0.35 



0801000200043700 

5.532 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

5.532 

0.40 

0.200 

0.02 

0.00 

0.10 

0.14 

0.00 

0.22 

0.14 

0.06 

0.009 

0.23 

0.35 


4 F-C 

0801000100020400 

6.600 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.234 

0.30 

0.200 

0.01 

0.00 

0.04 

0.05 

0.00 

0.05 

0.03 

0.04 

0.002 

0.06 

0.10 


4 FD 

0801000500101000 

2.106 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.106 

0.13 

0.200 

0.03 

0.01 

0.04 

0.05 

0.00 

-0.02 

-0.01 

0.11 

0.001 

0.18 

0.33 


4 FF 

0801000100017700 

2.171 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.002 

0.11 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.170 

0.11 

0.200 

0.02 

0.01 

0.04 

0.05 

0.00 

-0.04 

-0.02 

0.09 

0.002 

0.18 

0.29 


4 FFA 

0801000100021600 

4.059 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.075 

-0.01 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.00 

0.001 

0.05 

0.09 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.984 

-0.01 

0.200 

0.00 

0.00 

0.06 

0.07 

0.00 

0.00 

0.00 

0.01 

0.002 

0.13 

0.25 


4 FFB 

0801000500103700 

3.504 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.504 

0.17 

0.200 

0.03 

0.01 

0.07 

0.09 

0.00 

-0.01 

-0.01 

0.12 

0.001 

0.17 

0.34 


4 G 

0801000200031500 

1.267 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.267 

0.26 

0.200 

0.11 

0.03 

0.02 

0.03 

0.00 

0.09 

0.06 

0.42 

0.002 

0.23 

0.35 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.000 

0.26 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 



0801000200046400 

2.935 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.935 

0.08 

0.200 

0.02 

0.01 

0.06 

0.07 

0.00 

-0.07 

-0.05 

0.09 

0.005 

0.23 

0.35 


4 H 

0801000200044700 

7.324 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

7.324 

0.55 

0.200 

0.03 

0.00 

0.11 

0.12 

0.00 

0.61 

0.35 

0.11 

0.012 

0.21 

0.37 


4 HH 

0801000200051400 

2.669 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.669 

-0.32 

0.200 

0.01 

0.00 

0.06 

0.07 

0.00 

0.00 

0.00 

0.05 

0.004 

0.22 

0.33 


4 HRP 

0802000100303100 

3.877 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.006 

0.20 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.871 

0.20 

0.150 

0.03 

0.01 

0.06 

0.14 

0.00 

-0.06 

-0.09 

0.11 

0.012 

0.23 

0.16 


4 IDG 

0802000100305300 

2.921 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.921 

0.20 

0.150 

0.03 

0.00 

0.03 

0.08 

0.00 

0.00 

0.00 

0.10 

0.009 

0.23 

0.28 


4 J 

0801000200031200 

2.738 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.784 

0.26 

0.200 

0.05 

0.01 

0.04 

0.04 

0.00 

0.05 

0.03 

0.21 

0.003 

0.15 

0.23 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.954 

0.26 

0.180 

0.02 

0.00 

0.02 

0.02 

0.00 

0.02 

0.01 

0.07 

0.002 

0.08 

0.12 


4 JDW 

0802000300355200 

1.966 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.195 

-0.10 

0.150 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.03 

0.000 

0.02 

0.04 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.771 

-0.10 

0.150 

0.03 

0.00 

0.01 

0.05 

0.00 

0.00 

0.00 

0.13 

0.000 

0.17 

0.36 


4 JJ 

0801000400083200 

3.004 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.004 

-0.45 

0.200 

0.01 

0.00 

0.05 

0.05 

0.00 

0.00 

0.00 

0.04 

0.002 

0.21 

0.44 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ; 

(24; 

(25; 

(26; 

( 27 ) 

( 28 ) 

(29; 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

38GG-1 

0801000400077700 

0.25 

0.08 

(79.01) 

0.06 

0.05 

0.11 

0.05 

0.26 

0.02 

0.0100 

0.0304 

0.0344 

- 

0.075 

0.094 

0.201 

0.010 

0.191 

0.073 

38.11 

Safe 

38LNP 

0801000400092900 

0.25 

0.28 

- 

0.28 

0.17 

0.45 

0.05 

0.24 

0.07 

0.0200 

0.0955 

0.1349 

- 

0.250 

0.321 

0.770 

0.077 

0.693 

0.174 

25.11 

Safe 



0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0006 

0.0016 

- 

0.002 

0.002 

0.004 

0.000 

0.004 

0.000 

0.71 

Safe 

38 MMK 

0801000300075000 

0.25 

0.08 

(100.00) 

0.07 

0.05 

0.11 

0.06 

0.23 

0.03 

- 

0.0117 

0.0413 

- 

0.053 

0.081 

0.194 

0.010 

0.184 

0.101 

54.78 

Safe 

38 PS 

0801000500111600 

0.25 

0.17 

(59.99) 

0.13 

0.17 

0.31 

0.04 

0.21 

0.04 

0.0100 

0.1006 

0.1421 

- 

0.253 

0.297 

0.604 

0.030 

0.574 

0.055 

9.61 

Safe 

38 PTP 

0801000300069400 

0.25 

0.15 

(146.87) 

0.12 

0.12 

0.24 

0.06 

0.24 

0.05 

- 

0.0302 

0.1137 

- 

0.144 

0.193 

0.435 

0.022 

0.414 

0.013 

3.03 

Safe 

38 RB 

0801000400091300 

0.25 

0.00 

444.35 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

- 

0.0075 

0.0085 

- 

0.016 

0.016 

0.030 

0.002 

0.029 

0.009 

32.09 

Safe 

39 BB (RURAL) 

0801000400082400 

0.25 

0.17 

(70.15) 

0.14 

0.13 

0.26 

0.05 

0.22 

0.05 

- 

0.0827 

0.0935 

- 

0.176 

0.221 

0.483 

0.024 

0.459 

0.029 

6.35 

Safe 

39 F 

0801000100015600 

0.25 

0.19 

(97.96) 

0.15 

0.18 

0.33 

0.04 

0.23 

0.05 

0.0100 

0.1034 

0.1461 

- 

0.260 

0.306 

0.632 

0.032 

0.600 

0.066 

11.05 

Safe 

39 GG 

0801000100018400 

0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.25 

0.14 

(97.67) 

0.11 

0.10 

0.21 

0.05 

0.26 

0.04 

0.0300 

0.0568 

0.0642 

- 

0.151 

0.187 

0.397 

0.020 

0.377 

0.272 

72.23 

Semi Critical 

39 LNP 

0801000400092800 

0.25 

0.22 

(113.08) 

0.17 

0.15 

0.32 

0.05 

0.25 

0.05 

0.0300 

0.0898 

0.1016 

- 

0.221 

0.276 

0.596 

0.030 

0.566 

0.245 

43.33 

Safe 

39 MMK 

0801000300074800 

0.25 

0.12 

- 

0.12 

0.06 

0.18 

0.06 

0.23 

0.04 

- 

0.0160 

0.0567 

- 

0.073 

0.112 

0.290 

0.029 

0.261 

0.084 

32.12 

Safe 

39 NP 

0801000500125400 

0.25 

0.06 

(122.84) 

0.04 

0.05 

0.10 

0.04 

0.18 

0.02 

- 

0.0336 

0.0380 

- 

0.072 

0.087 

0.182 

0.009 

0.173 

0.036 

21.04 

Safe 

39 PS-A 

0801000500112300 

0.25 

0.08 

(24.88) 

0.06 

0.06 

0.13 

0.04 

0.21 

0.02 

0.0200 

0.0402 

0.0455 

- 

0.106 

0.127 

0.252 

0.013 

0.240 

0.118 

49.01 

Safe 

39 PS-B 

0801000500111800 

0.25 

0.11 

(53.91) 

0.09 

0.12 

0.21 

0.04 

0.21 

0.03 

0.0200 

0.0649 

0.0918 

- 

0.177 

0.206 

0.413 

0.021 

0.393 

0.100 

25.39 

Safe 

39 PTP 

0801000300066100 

0.25 

0.20 

(78.94) 

0.16 

0.15 

0.31 

0.06 

0.26 

0.06 

- 

0.0370 

0.1395 

- 

0.177 

0.237 

0.551 

0.028 

0.523 

0.013 

2.55 

Safe 

39 RB 

0801000400091200 

0.25 

0.00 

31,779.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

3A 

0801000200025200 

0.25 

0.08 

(68.50) 

0.06 

0.13 

0.20 

0.03 

0.15 

0.02 

0.0500 

0.0668 

0.0944 

- 

0.211 

0.231 

0.427 

0.021 

0.406 

0.244 

60.15 

Safe 



0.22 

0.05 

(93.07) 

0.04 

0.11 

0.16 

0.03 

0.13 

0.01 

0.0200 

0.0602 

0.0850 

- 

0.165 

0.180 

0.337 

0.017 

0.320 

0.130 

40.58 

Safe 

3ML 

0801000200042600 

0.25 

0.16 

(30.31) 

0.13 

0.13 

0.26 

0.06 

0.29 

0.04 

0.0300 

0.0720 

0.1018 

- 

0.204 

0.246 

0.510 

0.025 

0.484 

0.185 

38.12 

Safe 

4 AMP 

0802000100304100 

0.20 

0.21 

(96.02) 

0.17 

0.19 

0.35 

0.07 

0.29 

0.06 

0.0100 

0.0686 

0.1551 

- 

0.234 

0.293 

0.648 

0.032 

0.616 

0.095 

15.41 

Safe 

4 B 

0801000200026300 

0.22 

0.09 

(89.26) 

0.07 

0.09 

0.16 

0.06 

0.28 

0.02 

0.0300 

0.0472 

0.0667 

- 

0.144 

0.168 

0.332 

0.017 

0.315 

0.138 

43.76 

Safe 


0801000200035500 

0.22 

0.11 

(101.69) 

0.09 

0.11 

0.20 

0.06 

0.29 

0.03 

0.0200 

0.0569 

0.0804 

- 

0.157 

0.187 

0.384 

0.019 

0.365 

0.085 

23.17 

Safe 

4 BB 

0801000400079000 

0.25 

0.11 

- 

0.11 

0.08 

0.18 

0.05 

0.27 

0.03 

0.0200 

0.0431 

0.0487 

- 

0.112 

0.140 

0.324 

0.032 

0.291 

0.199 

68.36 

Safe 

4 BBA 

0801000400082100 

0.25 

0.14 

- 

0.14 

0.11 

0.25 

0.04 

0.21 

0.04 

0.0100 

0.0722 

0.0816 

- 

0.164 

0.201 

0.456 

0.046 

0.410 

0.098 

23.87 

Safe 



0.25 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0073 

0.0083 

- 

0.016 

0.016 

0.029 

0.003 

0.026 

0.000 

0.74 

Safe 

4 BGP 

0802000100310800 

0.20 

0.00 

35.38 

0.00 

0.02 

0.02 

0.01 

0.05 

0.00 

- 

0.0068 

0.0159 

- 

0.023 

0.023 

0.046 

0.002 

0.043 

0.021 

48.59 

Safe 



0.20 

0.07 

(140.19) 

0.06 

0.10 

0.16 

0.05 

0.24 

0.02 

0.0100 

0.0352 

0.0830 

- 

0.128 

0.149 

0.308 

0.015 

0.292 

0.071 

24.27 

Safe 

4 BGS 

0801000300055800 

0.25 

0.23 

(20,221.21) 

0.18 

0.18 

0.37 

0.06 

0.28 

0.06 

0.0300 

0.0620 

0.1402 

- 

0.232 

0.293 

0.663 

0.033 

0.629 

0.283 

45.01 

Safe 

4 BNW (BANWALA) 

0801000300056100 

0.25 

0.53 

(124.97) 

0.42 

0.41 

0.84 

0.06 

0.28 

0.14 

0.0200 

0.1432 

0.3237 

- 

0.487 

0.628 

1.464 

0.073 

1.391 

0.190 

13.66 

Safe 

4 BWM 

0801000500129200 

0.25 

0.10 

21.56 

0.12 

0.04 

0.16 

0.05 

0.22 

0.03 

0.0100 

0.0285 

0.0323 

- 

0.071 

0.098 

0.261 

0.013 

0.248 

0.046 

18.43 

Safe 

4BWSM 

0801000500128000 

0.25 

0.13 

(49.84) 

0.10 

0.13 

0.23 

0.05 

0.21 

0.03 

0.0100 

0.0758 

0.1071 

- 

0.193 

0.227 

0.459 

0.023 

0.436 

0.046 

10.52 

Safe 

4 C 

0801000200027000 

0.22 

0.23 

(74.25) 

0.18 

0.21 

0.39 

0.06 

0.28 

0.06 

0.0300 

0.1173 

0.1657 

- 

0.313 

0.373 

0.767 

0.038 

0.728 

0.169 

23.26 

Safe 


0801000200036900 

0.22 

0.18 

(62.00) 

0.14 

0.16 

0.30 

0.06 

0.28 

0.05 

- 

0.0910 

0.1285 

- 

0.220 

0.266 

0.564 

0.028 

0.536 

0.024 

4.42 

Safe 

4 CC 

0801000400080500 

0.25 

0.14 

(117.26) 

0.11 

0.08 

0.19 

0.05 

0.27 

0.03 

0.0100 

0.0540 

0.0610 

- 

0.125 

0.160 

0.350 

0.018 

0.333 

0.082 

24.76 

Safe 

4 D 

0801000200027400 

0.22 

0.15 

(68.99) 

0.12 

0.14 

0.26 

0.06 

0.28 

0.04 

0.0300 

0.0750 

0.1060 

- 

0.211 

0.250 

0.505 

0.025 

0.480 

0.176 

36.63 

Safe 


0801000200034900 

0.25 

0.19 

(78.65) 

0.15 

0.16 

0.31 

0.06 

0.29 

0.05 

0.0700 

0.0835 

0.1180 

- 

0.272 

0.321 

0.634 

0.032 

0.603 

0.395 

65.60 

Safe 

4 DD 

0801000400081400 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0006 

0.0007 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

0.80 

Safe 



0.25 

0.14 

- 

0.14 

0.08 

0.22 

0.05 

0.26 

0.03 

- 

0.0548 

0.0619 

- 

0.117 

0.152 

0.371 

0.037 

0.334 

0.010 

3.12 

Safe 

4 DLP 

0802000100316800 

0.20 

0.06 

(111.38) 

0.05 

0.05 

0.10 

0.07 

0.30 

0.02 

0.0100 

0.0157 

0.0444 

- 

0.070 

0.089 

0.187 

0.009 

0.178 

0.122 

68.86 

Safe 

4 DNG 

0802000100303900 

0.20 

0.09 

(130.74) 

0.07 

0.10 

0.17 

0.06 

0.29 

0.02 

0.0100 

0.0359 

0.0846 

- 

0.131 

0.155 

0.329 

0.016 

0.313 

0.079 

25.27 

Safe 

4 E 

0801000200028500 

0.22 

0.09 

(48.98) 

0.07 

0.11 

0.18 

0.06 

0.28 

0.02 

0.0600 

0.0545 

0.0660 

- 

0.181 

0.205 

0.383 

0.019 

0.364 

0.336 

92.21 

Critical 


0801000200039000 

0.25 

0.10 

(27.95) 

0.08 

0.09 

0.17 

0.06 

0.29 

0.03 

0.0500 

0.0430 

0.0607 

- 

0.154 

0.179 

0.350 

0.018 

0.333 

0.258 

77.47 

Semi Critical 

4 EE 

0801000400085100 

0.25 

0.16 

- 

0.16 

0.10 

0.26 

0.05 

0.27 

0.04 

0.0100 

0.0645 

0.0729 

- 

0.147 

0.189 

0.449 

0.045 

0.404 

0.110 

27.12 

Safe 

4 EEA 

0801000400088100 

0.25 

0.11 

- 

0.11 

0.08 

0.19 

0.05 

0.26 

0.03 

0.0300 

0.0459 

0.0519 

- 

0.128 

0.157 

0.350 

0.035 

0.315 

0.265 

84.13 

Semi Critical 

4 F 

0801000200031000 

0.25 

0.12 

(52.28) 

0.10 

0.13 

0.23 

0.06 

0.29 

0.03 

0.0900 

0.0639 

0.0774 

- 

0.231 

0.264 

0.492 

0.025 

0.468 

0.498 

LO 

CD 

O 

Over Exploited 


0801000200043700 

0.25 

0.16 

(12.20) 

0.15 

0.24 

0.39 

0.06 

0.29 

0.04 

0.0200 

0.1396 

0.1972 

- 

0.357 

0.399 

0.784 

0.039 

0.745 

0.066 

8.83 

Safe 

4 F-C 

0801000100020400 

0.25 

0.03 

(14.87) 

0.03 

0.10 

0.13 

0.01 

0.08 

0.01 

0.0100 

0.0564 

0.0797 

- 

0.146 

0.154 

0.281 

0.014 

0.267 

0.041 

15.32 

Safe 

4 FD 

0801000500101000 

0.25 

0.09 

(108.86) 

0.08 

0.10 

0.18 

0.05 

0.23 

0.02 

0.0200 

0.0532 

0.0751 

- 

0.148 

0.172 

0.349 

0.017 

0.332 

0.109 

32.75 

Safe 

4 FF 

0801000100017700 

0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.25 

0.10 

(123.75) 

0.08 

0.10 

0.18 

0.04 

0.23 

0.02 

0.0200 

0.0547 

0.0774 

- 

0.152 

0.176 

0.360 

0.018 

0.342 

0.092 

26.87 

Safe 

4 FFA 

0801000100021600 

0.25 

0.01 

- 

0.01 

0.05 

0.06 

0.01 

0.06 

0.00 

- 

0.0271 

0.0383 

- 

0.065 

0.069 

0.128 

0.013 

0.115 

0.001 

0.77 

Safe 



0.25 

0.10 

- 

0.10 

0.13 

0.23 

0.03 

0.17 

0.02 

- 

0.0753 

0.1064 

- 

0.182 

0.207 

0.435 

0.044 

0.392 

0.011 

2.92 

Safe 

4 FFB 

0801000500103700 

0.25 

0.15 

(104.15) 

0.12 

0.16 

0.28 

0.05 

0.22 

0.04 

0.0200 

0.0884 

0.1249 

- 

0.233 

0.273 

0.554 

0.028 

0.527 

0.118 

22.41 

Safe 

4 G 

0801000200031500 

0.25 

0.07 

(18.35) 

0.06 

0.08 

0.14 

0.06 

0.29 

0.02 

0.0800 

0.0320 

0.0452 

- 

0.157 

0.176 

0.319 

0.016 

0.303 

0.422 

139.09 

Over Exploited 



0.22 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 


0801000200046400 

0.25 

0.17 

(128.20) 

0.13 

0.14 

0.27 

0.06 

0.29 

0.04 

0.0200 

0.0741 

0.1047 

- 

0.199 

0.242 

0.512 

0.026 

0.486 

0.095 

19.46 

Safe 

4H 

0801000200044700 

0.25 

0.39 

(10.03) 

0.35 

0.23 

0.58 

0.05 

0.27 

0.10 

0.0100 

0.1540 

0.1741 

- 

0.338 

0.439 

1.023 

0.051 

0.972 

0.120 

12.30 

Safe 

4HH 

0801000200051400 

0.25 

0.15 

- 

0.15 

0.12 

0.27 

0.06 

0.28 

0.04 

0.0100 

0.0786 

0.0952 

- 

0.184 

0.223 

0.494 

0.049 

0.444 

0.049 

11.09 

Safe 

4 HRP 

0802000100303100 

0.20 

0.00 

(21,845.36) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0003 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.20 

0.18 

(150.05) 

0.14 

0.21 

0.35 

0.06 

0.29 

0.05 

0.0200 

0.0699 

0.1647 

- 

0.255 

0.303 

0.651 

0.033 

0.619 

0.117 

18.87 

Safe 

4 IDG 

0802000100305300 

0.20 

0.13 

(97.39) 

0.11 

0.11 

0.22 

0.07 

0.30 

0.04 

0.0100 

0.0352 

0.0994 

- 

0.145 

0.183 

0.404 

0.020 

0.383 

0.106 

27.61 

Safe 

4 J 

0801000200031200 

0.25 

0.07 

(49.68) 

0.05 

0.09 

0.15 

0.04 

0.19 

0.02 

0.0400 

0.0525 

0.0636 

- 

0.156 

0.173 

0.319 

0.016 

0.303 

0.213 

70.25 

Semi Critical 



0.22 

0.02 

(18.41) 

0.01 

0.04 

0.06 

0.02 

0.10 

0.00 

0.0100 

0.0281 

0.0340 

- 

0.072 

0.076 

0.134 

0.007 

0.128 

0.074 

57.66 

Safe 

4 JDW 

0802000300355200 

0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0018 

0.0067 

- 

0.008 

0.009 

0.016 

0.002 

0.015 

0.027 

183.47 

Over Exploited 



0.20 

0.06 

- 

0.06 

0.06 

0.12 

0.04 

0.21 

0.01 

0.0100 

0.0160 

0.0603 

- 

0.086 

0.101 

0.224 

0.022 

0.202 

0.132 

65.64 

Safe 

4 JJ 

0801000400083200 

0.25 

0.16 

- 

0.16 

0.10 

0.25 

0.05 

0.26 

0.04 

- 

0.0632 

0.0714 

- 

0.135 

0.174 

0.425 

0.043 

0.383 

0.038 

9.83 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


4 JRK 

0802000300355300 

3.185 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.845 

-0.21 

0.150 

0.03 

0.01 

0.01 

0.02 

0.00 

0.00 

0.00 

0.14 

0.000 

0.05 

0.12 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.619 

-0.21 

0.150 

0.01 

0.00 

0.00 

0.02 

0.00 

0.00 

0.00 

0.04 

0.000 

0.04 

0.09 


4 K 

0801000200035900 

1.857 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.857 

0.38 

0.180 

0.01 

0.00 

0.03 

0.05 

0.00 

0.06 

0.04 

0.05 

0.003 

0.22 

0.35 


4 KHR 

0802000200320700 

3.035 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

3.035 

-0.01 

0.150 

0.10 

0.01 

0.04 

0.09 

0.00 

0.00 

0.00 

0.39 

0.012 

0.23 

0.35 


4 KK 

0801000400085700 

3.739 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.387 

-0.73 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.02 

0.000 

0.02 

0.04 





Saline 

Gang Canal 

Command 

Younger Alluvium 

3.352 

-0.73 

0.200 

0.03 

0.00 

0.05 

0.05 

0.00 

0.00 

0.00 

0.11 

0.002 

0.19 

0.39 


4 KKW 

0802000300352000 

3.344 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

3.212 

-0.25 

0.150 

0.03 

0.00 

0.02 

0.09 

0.00 

0.00 

0.00 

0.12 

0.001 

0.19 

0.43 


4 KRW (AMARGARH) 

0801000300059100 

5.532 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

5.532 

0.48 

0.200 

0.04 

0.01 

0.06 

0.16 

0.00 

0.34 

0.29 

0.14 

0.006 

0.24 

0.28 


4 KSD (DHOLNAGAR) 

0802000100302400 

9.553 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.019 

0.23 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

9.534 

0.23 

0.150 

0.04 

0.00 

0.12 

0.27 

0.00 

-0.03 

-0.03 

0.11 

0.029 

0.23 

0.22 


4 LL 

0801000200051000 

2.291 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.291 

-0.30 

0.180 

0.02 

0.01 

0.05 

0.06 

0.00 

0.00 

0.00 

0.08 

0.004 

0.22 

0.35 


4 LLG 

0801000300066500 

3.587 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.587 

-0.19 

0.200 

0.01 

0.00 

0.03 

0.10 

0.00 

0.00 

0.00 

0.03 

0.004 

0.17 

0.12 


4 LLW 

0802000100317600 

3.579 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

3.187 

-0.19 

0.150 

0.05 

0.01 

0.03 

0.09 

0.00 

0.00 

0.00 

0.18 

0.010 

0.19 

0.37 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.393 

-0.19 

0.150 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.05 


4 LNP 

0801000200038700 

2.295 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.295 

0.25 

0.200 

0.03 

0.00 

0.04 

0.04 

0.00 

0.07 

0.05 

0.11 

0.002 

0.23 

0.35 


4 M 

0801000100010500 

1.146 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.146 

0.82 

0.200 

0.02 

0.01 

0.02 

0.03 

0.00 

0.15 

0.08 

0.08 

0.001 

0.20 

0.36 


4 MJD 

0802000100315900 

2.606 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

2.606 

-0.25 

0.150 

0.04 

0.01 

0.03 

0.07 

0.00 

0.00 

0.00 

0.16 

0.008 

0.23 

0.41 


4 MKS 

0802000200323300 

2.483 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.201 

0.12 

0.150 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.03 

0.001 

0.02 

0.03 


4 MMK 

0802000100317400 

3.584 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.585 

0.07 

0.150 

0.01 

0.00 

0.01 

0.02 

0.00 

-0.01 

0.00 

0.04 

0.002 

0.04 

0.07 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.999 

0.07 

0.150 

0.03 

0.00 

0.04 

0.09 

0.00 

-0.06 

-0.04 

0.10 

0.009 

0.19 

0.34 


4 NGR 

0802000200321500 

2.211 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.211 

0.19 

0.150 

0.06 

0.01 

0.03 

0.06 

0.00 

0.02 

0.01 

0.24 

0.008 

0.23 

0.40 


4 NKR-A 

0802000100307000 

1.964 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.964 

0.32 

0.150 

0.04 

0.01 

0.02 

0.06 

0.00 

0.05 

0.04 

0.14 

0.006 

0.23 

0.32 


4 NKR-B 

0802000100307100 

2.178 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.178 

0.40 

0.150 

0.02 

0.00 

0.02 

0.06 

0.00 

0.06 

0.05 

0.09 

0.007 

0.23 

0.32 


4 NN 

0801000400077500 

3.251 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.251 

0.09 

0.200 

0.03 

0.00 

0.05 

0.05 

0.00 

-0.01 

-0.01 

0.13 

0.002 

0.21 

0.45 


4 NTW 

0802000100314900 

1.906 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.906 

0.25 

0.150 

0.04 

0.01 

0.02 

0.05 

0.00 

0.02 

0.01 

0.16 

0.006 

0.23 

0.41 


4 PP 

0801000400085500 

3.060 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.060 

-0.49 

0.200 

0.05 

0.01 

0.05 

0.05 

0.00 

0.00 

0.00 

0.21 

0.002 

0.21 

0.45 


4 PTP 

0802000100306800 

3.234 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.234 

0.36 

0.150 

0.03 

0.00 

0.03 

0.09 

0.00 

0.08 

0.06 

0.12 

0.010 

0.23 

0.31 


4 Q 

0801000200029600 

2.962 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.127 

0.36 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.01 

0.01 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.835 

0.36 

0.180 

0.07 

0.02 

0.05 

0.07 

0.00 

0.11 

0.07 

0.26 

0.005 

0.21 

0.33 


4 R 

0801000100001400 

2.458 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.458 

0.07 

0.200 

0.04 

0.01 

0.05 

0.06 

0.00 

-0.04 

-0.03 

0.17 

0.002 

0.21 

0.34 


4 RB 

0801000400089100 

5.784 

Saline 

Gang Canal 

Command 

Younger Alluvium 

5.250 

0.17 

0.200 

0.02 

0.00 

0.08 

0.09 

0.00 

0.04 

0.02 

0.08 

0.003 

0.19 

0.41 


4 RTP (RATANPURA RURAL) 

0802000100319900 

5.181 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.017 

-0.29 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

5.163 

-0.29 

0.150 

0.02 

0.00 

0.07 

0.15 

0.00 

0.00 

0.00 

0.07 

0.016 

0.23 

0.41 


4 SBN 

0802000200320900 

3.111 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.111 

0.07 

0.150 

0.06 

0.01 

0.05 

0.11 

0.00 

-0.08 

-0.05 

0.23 

0.012 

0.23 

0.38 


4 SDP (SUNDARPURA) 

0801000300070900 

2.716 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.716 

0.37 

0.200 

0.01 

0.00 

0.01 

0.05 

0.00 

0.15 

0.21 

0.05 

0.003 

0.17 

0.12 


4 SDS 

0801000300059700 

2.982 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.982 

0.68 

0.200 

0.01 

0.00 

0.03 

0.09 

0.00 

0.30 

0.25 

0.02 

0.003 

0.24 

0.29 


4 SPM 

0801000300074200 

1.872 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.872 

-0.13 

0.200 

0.01 

0.00 

0.02 

0.05 

0.00 

0.00 

0.00 

0.05 

0.002 

0.18 

0.13 


4 STP (BHANKHARAWALI) 

0802000100302800 

7.947 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.009 

0.21 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

7.938 

0.21 

0.150 

0.03 

0.01 

0.12 

0.28 

0.00 

-0.14 

-0.17 

0.08 

0.024 

0.23 

0.18 


4 T 

0801000100005700 

3.217 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.350 

0.71 

0.200 

0.03 

0.01 

0.03 

0.03 

0.00 

0.15 

0.09 

0.12 

0.001 

0.09 

0.14 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.443 

0.71 

0.200 

0.01 

0.00 

0.03 

0.04 

0.00 

0.15 

0.09 

0.04 

0.001 

0.09 

0.15 


4 TKW 

0801000300073300 

15.701 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

14.354 

-0.15 

0.200 

0.01 

0.00 

0.12 

0.41 

0.00 

0.00 

0.00 

0.04 

0.015 

0.16 

0.17 


4 UMW 

0802000400388600 

8.480 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.057 

0.01 

0.150 

0.00 

0.00 

0.01 

0.03 

0.00 

-0.04 

-0.03 

0.01 

0.003 

0.02 

0.03 


4 UTS 

0802000300345900 

6.084 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

6.084 

-0.04 

0.150 

0.03 

0.00 

0.06 

0.17 

0.00 

0.00 

0.00 

0.11 

0.002 

0.18 

0.14 


4 Y 

0801000200031800 

3.183 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

3.183 

0.26 

0.200 

0.08 

0.02 

0.06 

0.08 

0.00 

0.09 

0.06 

0.32 

0.005 

0.23 

0.35 


4 Z 

0801000200035300 

2.892 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.073 

0.13 

0.200 

0.10 

0.03 

0.04 

0.05 

0.00 

0.03 

0.02 

0.41 

0.003 

0.16 

0.25 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.819 

0.13 

0.180 

0.03 

0.01 

0.02 

0.02 

0.00 

0.00 

0.00 

0.10 

0.001 

0.06 

0.10 


4:00 AM 

0801000200041900 

2.752 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.766 

0.39 

0.200 

0.01 

0.00 

0.01 

0.02 

0.00 

0.04 

0.02 

0.03 

0.001 

0.06 

0.10 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.986 

0.39 

0.180 

0.01 

0.00 

0.04 

0.05 

0.00 

0.06 

0.04 

0.04 

0.003 

0.16 

0.25 


4:00 PM 

0801000200030600 

2.358 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.300 

0.24 

0.200 

0.05 

0.01 

0.03 

0.03 

0.00 

0.04 

0.03 

0.21 

0.002 

0.12 

0.19 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.058 

0.24 

0.180 

0.03 

0.01 

0.02 

0.03 

0.00 

0.02 

0.01 

0.11 

0.002 

0.10 

0.16 


40 F 

0801000100015700 

4.232 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.901 

0.19 

0.200 

0.01 

0.00 

0.07 

0.10 

0.00 

-0.01 

0.00 

0.05 

0.003 

0.18 

0.31 


40 GG 

0801000100018300 

3.030 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.331 

0.07 

0.200 

0.03 

0.00 

0.01 

0.01 

0.00 

0.02 

0.01 

0.12 

0.000 

0.02 

0.05 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.699 

0.07 

0.200 

0.05 

0.01 

0.04 

0.04 

0.00 

-0.01 

0.00 

0.21 

0.002 

0.18 

0.39 


40 LNP 

0801000400100200 

2.763 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.763 

0.06 

0.200 

0.03 

0.00 

0.04 

0.05 

0.00 

-0.03 

-0.01 

0.13 

0.002 

0.20 

0.44 


40 MMK 

0801000300074700 

2.177 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.177 

-0.05 

0.200 

0.03 

0.00 

0.01 

0.04 

0.00 

0.00 

0.00 

0.12 

0.002 

0.17 

0.12 


40 NP 

0801000500125900 

2.811 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.125 

0.07 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.769 

0.07 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

-0.01 

0.02 

0.000 

0.05 

0.09 


40 PS 

0801000500111700 

7.610 

Saline 

Gang Canal 

Command 

Younger Alluvium 

7.610 

0.38 

0.200 

0.02 

0.01 

0.14 

0.19 

0.00 

0.26 

0.13 

0.08 

0.002 

0.17 

0.34 


40 PTP 

0801000300069300 

3.909 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.909 

0.13 

0.200 

0.00 

0.00 

0.03 

0.11 

0.00 

-0.04 

-0.06 

0.01 

0.004 

0.18 

0.13 


40 RB 

0801000400091100 

3.274 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.628 

0.55 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.06 

0.03 

0.03 

0.000 

0.04 

0.09 


41 F 

0801000100015800 

2.331 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.331 

0.14 

0.200 

0.02 

0.01 

0.04 

0.06 

0.00 

-0.02 

-0.01 

0.09 

0.002 

0.19 

0.33 


41 F-A 

0801000100015900 

1.277 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.925 

0.17 

0.200 

0.03 

0.01 

0.02 

0.02 

0.00 

0.01 

0.01 

0.11 

0.001 

0.14 

0.23 


41 GG 

0801000100018600 

2.364 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.823 

0.04 

0.200 

0.05 

0.01 

0.01 

0.01 

0.00 

0.02 

0.01 

0.20 

0.001 

0.07 

0.14 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.541 

0.04 

0.200 

0.02 

0.00 

0.02 

0.03 

0.00 

-0.02 

-0.01 

0.08 

0.001 

0.13 

0.27 


41 LNP 

0801000400100400 

4.248 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.985 

0.05 

0.200 

0.04 

0.01 

0.06 

0.06 

0.00 

-0.06 

-0.03 

0.14 

0.002 

0.18 

0.39 


41 NP 

0801000500125800 

1.590 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.024 

0.09 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.565 

0.09 

0.200 

0.02 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.07 

0.000 

0.16 

0.33 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 


( 27 ) 


( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

4 JRK 

0802000300355300 

0.20 

0.01 

- 

0.01 

0.04 

0.05 

0.01 

0.06 

0.00 

0.0200 

0.0076 

0.0288 

- 

0.056 

0.059 

0.108 

0.011 

0.097 

0.135 

CO 

CD 

CO 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.02 

0.03 

0.01 

0.05 

0.00 

- 

0.0056 

0.0211 

- 

0.027 

0.028 

0.055 

0.005 

0.049 

0.044 

89.60 

Semi Critical 

4 K 

0801000200035900 

0.22 

0.09 

(60.57) 

0.07 

0.08 

0.15 

0.06 

0.28 

0.02 

0.0100 

0.0469 

0.0662 

- 

0.123 

0.147 

0.301 

0.015 

0.286 

0.048 

16.79 

Safe 

4 KHR 

0802000200320700 

0.20 

0.14 

- 

0.14 

0.14 

0.27 

0.07 

0.30 

0.04 

0.0400 

0.0457 

0.1033 

- 

0.189 

0.231 

0.505 

0.050 

0.454 

0.398 

87.53 

Semi Critical 

4 KK 

0801000400085700 

0.25 

0.00 

- 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

- 

0.0081 

0.0092 

- 

0.017 

0.018 

0.032 

0.003 

0.029 

0.024 

83.30 

Semi Critical 



0.25 

0.16 

- 

0.16 

0.11 

0.26 

0.05 

0.24 

0.04 

0.0100 

0.0705 

0.0797 

- 

0.160 

0.201 

0.465 

0.046 

0.418 

0.110 

26.25 

Safe 

4 KKW 

0802000300352000 

0.20 

0.12 

- 

0.12 

0.12 

0.24 

0.05 

0.24 

0.03 

0.0100 

0.0290 

0.1093 

- 

0.148 

0.181 

0.420 

0.042 

0.378 

0.123 

32.48 

Safe 

4 KRW (AMARGARH) 

0801000300059100 

0.25 

0.33 

(12.42) 

0.29 

0.23 

0.52 

0.06 

0.30 

0.08 

0.0200 

0.0666 

0.1883 

- 

0.275 

0.358 

0.878 

0.044 

0.834 

0.150 

17.96 

Safe 

4 KSD (DHOLNAGAR) 

0802000100302400 

0.20 

0.00 

(5,774.45) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0007 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

3.62 

Safe 



0.20 

0.43 

(107.18) 

0.35 

0.39 

0.74 

0.06 

0.29 

0.12 

0.0100 

0.1435 

0.3245 

- 

0.478 

0.601 

1.342 

0.067 

1.275 

0.134 

10.50 

Safe 

4 LL 

0801000200051000 

0.22 

0.11 

- 

0.11 

0.12 

0.23 

0.06 

0.28 

0.03 

0.0200 

0.0674 

0.0817 

- 

0.169 

0.199 

0.427 

0.043 

0.384 

0.085 

22.04 

Safe 

4 LLG 

0801000300066500 

0.25 

0.16 

- 

0.16 

0.13 

0.29 

0.06 

0.23 

0.05 

- 

0.0324 

0.1221 

- 

0.155 

0.207 

0.496 

0.050 

0.446 

0.031 

6.90 

Safe 

4 LLW 

0802000100317600 

0.20 

0.12 

- 

0.12 

0.13 

0.25 

0.06 

0.25 

0.04 

0.0200 

0.0384 

0.1085 

- 

0.167 

0.202 

0.457 

0.046 

0.411 

0.188 

45.64 

Safe 



0.20 

0.00 

- 

0.00 

0.02 

0.02 

0.01 

0.03 

0.00 

- 

0.0047 

0.0134 

- 

0.018 

0.019 

0.036 

0.004 

0.032 

0.009 

28.60 

Safe 

4 LNP 

0801000200038700 

0.25 

0.13 

(65.27) 

0.10 

0.07 

0.18 

0.06 

0.29 

0.03 

0.0200 

0.0483 

0.0546 

- 

0.123 

0.157 

0.335 

0.017 

0.318 

0.110 

34.75 

Safe 

4 M 

0801000100010500 

0.25 

0.06 

42.19 

0.07 

0.06 

0.13 

0.05 

0.25 

0.01 

0.0200 

0.0289 

0.0409 

- 

0.090 

0.104 

0.234 

0.012 

0.222 

0.082 

36.92 

Safe 

4 MJD 

0802000100315900 

0.20 

0.12 

- 

0.12 

0.11 

0.23 

0.07 

0.31 

0.04 

0.0200 

0.0314 

0.0887 

- 

0.140 

0.179 

0.411 

0.041 

0.370 

0.166 

44.87 

Safe 

4 MKS 

0802000200323300 

0.20 

0.00 

175.93 

0.00 

0.01 

0.01 

0.01 

0.02 

0.00 

0.0100 

0.0036 

0.0086 

- 

0.022 

0.022 

0.034 

0.002 

0.032 

0.031 

96.56 

Critical 

4 MMK 

0802000100317400 

0.20 

0.00 

(209.45) 

0.00 

0.02 

0.03 

0.01 

0.05 

0.00 

- 

0.0088 

0.0199 

- 

0.029 

0.030 

0.058 

0.003 

0.055 

0.042 

76.16 

Semi Critical 



0.20 

0.12 

(131.69) 

0.09 

0.12 

0.22 

0.06 

0.25 

0.04 

0.0100 

0.0451 

0.1021 

- 

0.157 

0.193 

0.409 

0.020 

0.389 

0.106 

27.30 

Safe 

4 NGR 

0802000200321500 

0.20 

0.10 

(88.21) 

0.08 

0.10 

0.18 

0.07 

0.30 

0.03 

0.0300 

0.0333 

0.0752 

- 

0.139 

0.170 

0.352 

0.018 

0.334 

0.251 

75.27 

Semi Critical 

4 NKR-A 

0802000100307000 

0.20 

0.09 

(60.97) 

0.07 

0.09 

0.16 

0.07 

0.30 

0.03 

0.0200 

0.0237 

0.0669 

- 

0.111 

0.138 

0.296 

0.015 

0.281 

0.144 

51.17 

Safe 

4 NKR-B 

0802000100307100 

0.20 

0.10 

(54.17) 

0.08 

0.08 

0.16 

0.07 

0.30 

0.03 

0.0100 

0.0262 

0.0741 

- 

0.110 

0.140 

0.305 

0.015 

0.290 

0.096 

33.02 

Safe 

4 NN 

0801000400077500 

0.25 

0.17 

(103.96) 

0.14 

0.10 

0.24 

0.05 

0.27 

0.04 

0.0100 

0.0684 

0.0773 

- 

0.156 

0.200 

0.441 

0.022 

0.419 

0.128 

30.51 

Safe 

4 NTW 

0802000100314900 

0.20 

0.09 

(85.13) 

0.07 

0.09 

0.16 

0.07 

0.31 

0.03 

0.0200 

0.0287 

0.0649 

- 

0.114 

0.142 

0.301 

0.015 

0.286 

0.164 

57.22 

Safe 

4 PP 

0801000400085500 

0.25 

0.16 

- 

0.16 

0.11 

0.27 

0.05 

0.26 

0.04 

0.0200 

0.0643 

0.0727 

- 

0.157 

0.198 

0.467 

0.047 

0.420 

0.209 

49.63 

Safe 

4 PTP 

0802000100306800 

0.20 

0.15 

(59.75) 

0.12 

0.13 

0.24 

0.07 

0.30 

0.04 

0.0100 

0.0389 

0.1101 

- 

0.159 

0.203 

0.447 

0.022 

0.425 

0.132 

31.05 

Safe 

4 Q 

0801000200029600 

0.25 

0.00 

658.60 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0032 

0.0045 

- 

0.008 

0.008 

0.014 

0.001 

0.013 

0.015 

117.48 

Over Exploited 



0.22 

0.13 

(46.42) 

0.11 

0.14 

0.25 

0.06 

0.27 

0.04 

0.0500 

0.0715 

0.1011 

- 

0.223 

0.258 

0.507 

0.025 

0.482 

0.266 

55.07 

Safe 

4 R 

0801000100001400 

0.25 

0.13 

(120.87) 

0.11 

0.12 

0.22 

0.06 

0.27 

0.03 

0.0300 

0.0620 

0.0876 

- 

0.180 

0.214 

0.435 

0.022 

0.413 

0.173 

41.87 

Safe 

4 RB 

0801000400089100 

0.25 

0.25 

(93.55) 

0.20 

0.17 

0.37 

0.05 

0.24 

0.06 

0.0100 

0.1104 

0.1248 

- 

0.245 

0.310 

0.679 

0.034 

0.645 

0.084 

13.01 

Safe 

4 RTP (RATANPURA RURAL) 

0802000100319900 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0006 

- 

0.001 

0.001 

0.002 

0.000 

0.001 

0.000 

3.84 

Safe 



0.20 

0.24 

- 

0.24 

0.21 

0.45 

0.07 

0.31 

0.08 

0.0100 

0.0777 

0.1757 

- 

0.264 

0.339 

0.792 

0.079 

0.713 

0.081 

11.32 

Safe 

4 SBN 

0802000200320900 

0.20 

0.14 

(133.16) 

0.11 

0.17 

0.28 

0.07 

0.30 

0.04 

0.0400 

0.0562 

0.1324 

- 

0.229 

0.273 

0.556 

0.028 

0.528 

0.239 

45.26 

Safe 

4 SDP (SUNDARPURA) 

0801000300070900 

0.25 

0.12 

77.42 

0.14 

0.06 

0.20 

0.06 

0.23 

0.04 

0.0100 

0.0164 

0.0578 

- 

0.084 

0.124 

0.329 

0.016 

0.312 

0.057 

18.20 

Safe 

4 SDS 

0801000300059700 

0.25 

0.18 

40.02 

0.22 

0.12 

0.34 

0.06 

0.30 

0.04 

- 

0.0359 

0.1015 

- 

0.137 

0.182 

0.517 

0.026 

0.492 

0.021 

4.30 

Safe 

4 SPM 

0801000300074200 

0.25 

0.08 

- 

0.08 

0.07 

0.15 

0.06 

0.23 

0.03 

- 

0.0169 

0.0637 

- 

0.081 

0.108 

0.259 

0.026 

0.233 

0.056 

24.03 

Safe 

4 STP (BHANKHARAWALI) 

0802000100302800 

0.20 

0.00 

(42,990.20) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.20 

0.36 

(147.49) 

0.29 

0.41 

0.70 

0.06 

0.29 

0.10 

0.0200 

0.1434 

0.3377 

- 

0.501 

0.602 

1.306 

0.065 

1.241 

0.105 

8.47 

Safe 

4 T 

0801000100005700 

0.25 

0.03 

217.93 

0.04 

0.07 

0.10 

0.02 

0.11 

0.01 

0.0200 

0.0341 

0.0481 

- 

0.102 

0.110 

0.213 

0.011 

0.202 

0.118 

58.36 

Safe 



0.25 

0.03 

176.69 

0.04 

0.06 

0.10 

0.02 

0.12 

0.01 

0.0100 

0.0364 

0.0514 

- 

0.098 

0.106 

0.209 

0.010 

0.198 

0.037 

18.74 

Safe 

4 TKW 

0801000300073300 

0.25 

0.58 

- 

0.58 

0.53 

1.11 

0.05 

0.21 

0.16 

- 

0.1297 

0.4886 

- 

0.618 

0.782 

1.893 

0.189 

1.704 

0.051 

3.00 

Safe 

4 UMW 

0802000400388600 

0.20 

0.00 

(736.58) 

0.00 

0.04 

0.04 

0.01 

0.03 

0.00 

- 

0.0096 

0.0360 

- 

0.046 

0.047 

0.089 

0.004 

0.084 

0.017 

19.71 

Safe 

4 UTS 

0802000300345900 

0.20 

0.21 

- 

0.21 

0.24 

0.45 

0.06 

0.23 

0.07 

0.0100 

0.0733 

0.2071 

- 

0.290 

0.359 

0.809 

0.081 

0.728 

0.109 

14.91 

Safe 

4 Y 

0801000200031800 

0.25 

0.18 

(67.30) 

0.14 

0.16 

0.30 

0.06 

0.29 

0.05 

0.0600 

0.0803 

0.1135 

- 

0.254 

0.301 

0.603 

0.030 

0.573 

0.320 

55.85 

Safe 

4 Z 

0801000200035300 

0.25 

0.08 

(74.27) 

0.07 

0.12 

0.19 

0.04 

0.21 

0.02 

0.0800 

0.0523 

0.0739 

- 

0.206 

0.228 

0.415 

0.021 

0.395 

0.408 

5 

CO 

o 

Over Exploited 



0.22 

0.01 

(80.17) 

0.01 

0.05 

0.05 

0.02 

0.08 

0.00 

0.0200 

0.0207 

0.0292 

- 

0.070 

0.073 

0.128 

0.006 

0.121 

0.100 

82.70 

Semi Critical 

4:00 AM 

0801000200041900 

0.25 

0.01 

98.14 

0.01 

0.03 

0.05 

0.02 

0.08 

0.00 

0.0100 

0.0193 

0.0273 

- 

0.057 

0.060 

0.107 

0.005 

0.102 

0.031 

30.58 

Safe 



0.22 

0.07 

(41.93) 

0.06 

0.09 

0.14 

0.04 

0.21 

0.02 

0.0100 

0.0501 

0.0708 

- 

0.131 

0.150 

0.293 

0.015 

0.278 

0.039 

14.07 

Safe 

4:00 PM 

0801000200030600 

0.25 

0.04 

(33.04) 

0.03 

0.07 

0.10 

0.03 

0.16 

0.01 

0.0400 

0.0383 

0.0464 

- 

0.125 

0.135 

0.238 

0.012 

0.226 

0.212 

93.88 

Critical 



0.22 

0.02 

(55.33) 

0.02 

0.06 

0.08 

0.03 

0.13 

0.01 

0.0200 

0.0311 

0.0377 

- 

0.089 

0.095 

0.173 

0.009 

0.164 

0.110 

66.75 

Safe 

40 F 

0801000100015700 

0.25 

0.17 

(102.37) 

0.14 

0.17 

0.31 

0.04 

0.22 

0.04 

0.0100 

0.0984 

0.1391 

- 

0.248 

0.290 

0.597 

0.030 

0.567 

0.057 

10.09 

Safe 

40 GG 

0801000100018300 

0.25 

0.00 

512.11 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

0.0100 

0.0070 

0.0079 

- 

0.025 

0.025 

0.038 

0.002 

0.036 

0.117 

323.81 

Over Exploited 



0.25 

0.12 

(103.05) 

0.10 

0.10 

0.20 

0.05 

0.23 

0.03 

0.0200 

0.0567 

0.0641 

- 

0.141 

0.173 

0.369 

0.018 

0.350 

0.209 

59.71 

Safe 

40 LNP 

0801000400100200 

0.25 

0.14 

(108.73) 

0.11 

0.09 

0.20 

0.05 

0.25 

0.03 

0.0100 

0.0581 

0.0657 

- 

0.134 

0.168 

0.368 

0.018 

0.349 

0.128 

36.51 

Safe 

40 MMK 

0801000300074700 

0.25 

0.09 

- 

0.09 

0.05 

0.15 

0.06 

0.23 

0.03 

- 

0.0131 

0.0463 

- 

0.059 

0.091 

0.237 

0.024 

0.213 

0.119 

55.97 

Safe 

40 NP 

0801000500125900 

0.25 

0.00 

(583.78) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0026 

0.0030 

- 

0.006 

0.006 

0.010 

0.000 

0.009 

0.000 

0.37 

Safe 



0.25 

0.01 

(178.36) 

0.01 

0.02 

0.03 

0.01 

0.06 

0.00 

- 

0.0162 

0.0183 

- 

0.035 

0.037 

0.068 

0.003 

0.065 

0.018 

28.03 

Safe 

40 PS 

0801000500111700 

0.25 

0.32 

(60.70) 

0.26 

0.34 

0.60 

0.04 

0.21 

0.09 

0.0200 

0.1920 

0.2713 

- 

0.483 

0.569 

1.165 

0.058 

1.106 

0.083 

7.51 

Safe 

40 PTP 

0801000300069300 

0.25 

0.17 

(133.42) 

0.14 

0.14 

0.28 

0.06 

0.23 

0.06 

- 

0.0353 

0.1330 

- 

0.168 

0.226 

0.507 

0.025 

0.482 

0.013 

2.72 

Safe 

40 RB 

0801000400091100 

0.25 

0.01 

329.56 

0.01 

0.02 

0.03 

0.01 

0.05 

0.00 

- 

0.0132 

0.0149 

- 

0.028 

0.030 

0.057 

0.003 

0.054 

0.027 

50.33 

Safe 

41 F 

0801000100015800 

0.25 

0.11 

(112.40) 

0.09 

0.11 

0.20 

0.05 

0.24 

0.03 

0.0200 

0.0588 

0.0831 

- 

0.162 

0.189 

0.388 

0.019 

0.369 

0.092 

24.94 

Safe 

41 F-A 

0801000100015900 

0.25 

0.03 

(78.33) 

0.03 

0.05 

0.08 

0.03 

0.17 

0.01 

0.0200 

0.0233 

0.0330 

- 

0.076 

0.084 

0.159 

0.008 

0.151 

0.109 

72.01 

Semi Critical 

41 GG 

0801000100018600 

0.25 

0.01 

(30.25) 

0.01 

0.04 

0.05 

0.02 

0.09 

0.00 

0.0200 

0.0173 

0.0196 

- 

0.057 

0.061 

0.109 

0.005 

0.103 

0.196 

189.62 

Over Exploited 



0.25 

0.05 

(115.82) 

0.04 

0.05 

0.09 

0.03 

0.17 

0.01 

0.0100 

0.0324 

0.0366 

- 

0.079 

0.092 

0.182 

0.009 

0.173 

0.082 

47.54 

Safe 

41 LNP 

0801000400100400 

0.25 

0.18 

(115.53) 

0.15 

0.14 

0.28 

0.05 

0.23 

0.05 

0.0200 

0.0838 

0.0947 

- 

0.199 

0.244 

0.529 

0.026 

0.503 

0.146 

29.08 

Safe 

41 NP 

0801000500125800 

0.25 

0.00 

(1,417.16) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0005 

0.0006 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

0.37 

Safe 



0.25 

0.06 

(102.05) 

0.05 

0.05 

0.10 

0.04 

0.21 

0.02 

0.0100 

0.0329 

0.0372 

- 

0.080 

0.097 

0.198 

0.010 

0.188 

0.072 

38.49 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


41 PS 

080100050011190C 

3.411 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.411 

0.38 

0.200 

0.02 

0.00 

0.06 

0.08 

0.00 

0.13 

0.07 

0.06 

0.001 

0.17 

0.34 


41 PTP 

0801000300066200 

2.415 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.415 

0.21 

0.200 

0.01 

0.00 

0.02 

0.07 

0.00 

0.02 

0.03 

0.04 

0.003 

0.18 

0.15 


41 RB 

0801000400091000 

3.769 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.032 

0.51 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.287 

0.51 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.000 

0.02 

0.03 


42 F 

0801000100016000 

3.709 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.617 

0.12 

0.200 

0.04 

0.01 

0.07 

0.09 

0.00 

-0.04 

-0.03 

0.16 

0.003 

0.18 

0.29 


42 GG 

0801000100018700 

2.327 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.504 

0.03 

0.200 

0.02 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.08 

0.000 

0.04 

0.09 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.822 

0.03 

0.200 

0.01 

0.00 

0.03 

0.04 

0.00 

-0.06 

-0.03 

0.05 

0.001 

0.16 

0.31 


42 LNP1 

0801000400100100 

5.365 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.765 

0.04 

0.200 

0.02 

0.00 

0.04 

0.05 

0.00 

-0.04 

-0.02 

0.08 

0.002 

0.10 

0.23 


42 LNP-II 

0801000400100300 

2.391 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.391 

0.04 

0.200 

0.05 

0.01 

0.04 

0.04 

0.00 

-0.02 

-0.01 

0.19 

0.001 

0.20 

0.40 


42 MMK 

0801000300074500 

4.467 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.467 

-0.11 

0.200 

0.01 

0.00 

0.04 

0.13 

0.00 

0.00 

0.00 

0.04 

0.005 

0.18 

0.14 


42 NP 

0801000500125500 

2.705 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.411 

0.11 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

-0.01 

-0.01 

0.02 

0.000 

0.09 

0.17 


42 PS 

0801000500112000 

3.215 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.215 

0.38 

0.200 

0.02 

0.01 

0.06 

0.08 

0.00 

0.12 

0.06 

0.08 

0.001 

0.17 

0.34 


42 PTP 

0801000300069200 

3.799 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.799 

0.24 

0.200 

0.00 

0.00 

0.03 

0.11 

0.00 

0.04 

0.06 

0.01 

0.004 

0.17 

0.12 


42 RB 

0801000400090900 

3.169 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.113 

0.28 

0.200 

0.02 

0.00 

0.05 

0.05 

0.00 

0.09 

0.04 

0.06 

0.002 

0.20 

0.44 


43 F 

0801000100014100 

5.356 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.364 

0.05 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.04 

0.000 

0.01 

0.02 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.191 

0.05 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

-0.01 

0.00 

0.00 

0.000 

0.01 

0.01 


43 GG 

0801000100018100 

2.524 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.524 

0.10 

0.200 

0.02 

0.01 

0.05 

0.06 

0.00 

-0.05 

-0.03 

0.09 

0.002 

0.19 

0.33 


43 LLW 

0801000300073000 

0.489 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.454 

-0.02 

0.200 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.05 

0.000 

0.17 

0.21 


43 LNP 

0801000400093400 

4.181 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.180 

0.03 

0.200 

0.07 

0.01 

0.07 

0.07 

0.00 

-0.05 

-0.02 

0.26 

0.002 

0.20 

0.45 


43 MMK (MORJANDAKHARI) 

0801000300071100 

1.511 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.511 

-0.10 

0.200 

0.02 

0.00 

0.01 

0.03 

0.00 

0.00 

0.00 

0.08 

0.002 

0.17 

0.12 


43 NP 

0801000500125700 

1.915 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.096 

0.17 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.791 

0.17 

0.200 

0.01 

0.00 

0.03 

0.03 

0.00 

0.01 

0.01 

0.05 

0.000 

0.15 

0.31 


43 PS 

0801000500112200 

4.838 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.838 

0.39 

0.200 

0.03 

0.01 

0.09 

0.12 

0.00 

0.19 

0.09 

0.12 

0.001 

0.17 

0.34 


43 RB 

0801000400090600 

4.165 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.123 

0.05 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


44 F 

0801000100014000 

3.851 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.003 

-0.01 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.082 

-0.01 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


44 GG 

0801000100017900 

2.876 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.876 

0.06 

0.200 

0.02 

0.01 

0.05 

0.07 

0.00 

-0.08 

-0.04 

0.08 

0.002 

0.19 

0.34 


44 LLW 

0801000300072800 

0.226 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.217 

-0.06 

0.200 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.05 

0.000 

0.17 

0.23 


44 LNP 

0801000400096600 

3.312 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.098 

0.03 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


44 NP 

0801000500125600 

2.470 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.298 

0.30 

0.200 

0.02 

0.00 

0.04 

0.04 

0.00 

0.09 

0.04 

0.06 

0.001 

0.15 

0.31 


44 PS 

0801000500112100 

5.247 

Saline 

Gang Canal 

Command 

Younger Alluvium 

5.247 

0.40 

0.200 

0.03 

0.01 

0.10 

0.13 

0.00 

0.21 

0.11 

0.13 

0.001 

0.17 

0.34 


44 RB 

0801000400090800 

3.374 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.018 

0.30 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


45 F 

0801000100013900 

2.713 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.086 

0.00 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.04 

0.000 

0.01 

0.01 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.086 

0.00 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


45 GG 

0801000100018000 

2.508 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.013 

0.02 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.494 

0.02 

0.200 

0.02 

0.01 

0.05 

0.06 

0.00 

-0.09 

-0.05 

0.09 

0.002 

0.20 

0.37 


45 LLW 

0801000400086600 

0.591 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.060 

-0.05 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.02 


45 RB 

0801000400090700 

2.981 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.882 

-0.12 

0.200 

0.03 

0.00 

0.05 

0.05 

0.00 

0.00 

0.00 

0.11 

0.002 

0.20 

0.43 


46 F (RURAL) 

0801000100013800 

3.915 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.046 

-0.03 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


46 GG 

0801000400077200 

3.731 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.731 

0.05 

0.200 

0.02 

0.00 

0.06 

0.06 

0.00 

-0.06 

-0.03 

0.09 

0.002 

0.21 

0.45 


46 LLW 

0801000400086500 

0.577 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.206 

-0.09 

0.200 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.03 

0.000 

0.07 

0.09 


46 LNP 

0801000400093600 

5.477 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.434 

0.02 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

-0.01 

0.01 

0.000 

0.02 

0.04 


46 NP 

0801000500126800 

1.256 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.408 

0.12 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

0.05 

0.000 

0.05 

0.11 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.155 

0.12 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.04 


46 RB-A 

0801000400090300 

4.246 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.307 

-0.13 

0.200 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.03 


46 RB-B 

0801000400090500 

1.328 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.037 

-0.14 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


47 F 

0801000100016400 

1.282 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.078 

0.27 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.000 

0.01 

0.02 


47 FA 

0801000100016300 

2.920 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.081 

0.07 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


47 GG 1 

0801000400077100 

1.271 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.242 

0.04 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.04 

0.09 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.029 

0.04 

0.200 

0.01 

0.00 

0.02 

0.02 

0.00 

-0.02 

-0.01 

0.03 

0.001 

0.17 

0.36 


47 GG II 

0801000400076900 

0.880 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.880 

-0.01 

0.200 

0.03 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.12 

0.000 

0.21 

0.45 


47 LLW 

0801000400086700 

8.286 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.152 

-0.03 

0.200 

0.00 

0.00 

0.01 

0.03 

0.00 

0.00 

0.00 

0.00 

0.001 

0.03 

0.04 


47LNP1 

0801000400093100 

2.338 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.338 

0.01 

0.200 

0.03 

0.00 

0.04 

0.04 

0.00 

-0.04 

-0.02 

0.13 

0.001 

0.20 

0.39 


47 LNP II 

0801000400093200 

1.223 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.223 

0.05 

0.200 

0.07 

0.01 

0.02 

0.02 

0.00 

0.03 

0.02 

0.27 

0.001 

0.20 

0.41 


47 NP 

0801000500126700 

2.987 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.048 

0.13 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


47 RB 

0801000400090200 

2.593 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.593 

0.39 

0.200 

0.02 

0.00 

0.04 

0.04 

0.00 

0.14 

0.07 

0.07 

0.001 

0.17 

0.35 


48 F 

0801000100017500 

3.429 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.759 

0.22 

0.200 

0.14 

0.03 

0.05 

0.07 

0.00 

0.11 

0.07 

0.55 

0.002 

0.15 

0.23 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.519 

0.22 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.01 

0.01 

0.03 

0.000 

0.03 

0.04 


48 GG 

0801000100018500 

4.448 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

4.143 

0.02 

0.200 

0.09 

0.01 

0.06 

0.07 

0.00 

-0.03 

-0.02 

0.35 

0.003 

0.19 

0.41 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.306 

0.02 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

-0.01 

0.00 

0.01 

0.000 

0.01 

0.03 


48 LNP 

0801000400100600 

4.835 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.755 

0.01 

0.200 

0.01 

0.00 

0.06 

0.06 

0.00 

-0.10 

-0.05 

0.05 

0.002 

0.15 

0.30 






Bhakhra Canal 

Command 

Younger Alluvium 

0.109 

0.01 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


48 NP 

0801000500126900 

4.877 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

3.710 

0.18 

0.200 

0.03 

0.00 

0.06 

0.06 

0.00 

0.04 

0.02 

0.13 

0.001 

0.13 

0.26 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.036 

0.18 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.02 

0.000 

0.04 

0.07 


49 F 

0801000100017400 

2.583 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.456 

0.53 

0.200 

0.17 

0.04 

0.05 

0.06 

0.00 

0.28 

0.18 

0.66 

0.002 

0.17 

0.27 


49 GG 

0801000100018800 

6.128 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

6.128 

-0.06 

0.200 

0.02 

0.00 

0.10 

0.10 

0.00 

0.00 

0.00 

0.08 

0.005 

0.21 

0.44 


49 GG-A 

0801000100018900 

2.039 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.669 

-0.02 

0.200 

0.01 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.04 

0.001 

0.07 

0.13 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.371 

-0.02 

0.200 

0.01 

0.00 

0.03 

0.03 

0.00 

0.00 

0.00 

0.03 

0.001 

0.13 

0.26 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 


( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

41 PS 

0801000500111900 

0.25 

0.14 

(54.80) 

0.12 

0.15 

0.26 

0.05 

0.21 

0.04 

0.0100 

0.0861 

0.1216 

- 

0.218 

0.256 

0.519 

0.026 

0.493 

0.064 

12.97 

Safe 

41 PTP 

0801000300066200 

0.25 

0.11 

(73.74) 

0.09 

0.09 

0.18 

0.06 

0.24 

0.04 

- 

0.0218 

0.0822 

- 

0.104 

0.140 

0.318 

0.016 

0.302 

0.039 

12.76 

Safe 

41 RB 

0801000400091000 

0.25 

0.00 

7,289.64 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0007 

0.0008 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

0.75 

Safe 



0.25 

0.00 

706.95 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0060 

0.0068 

- 

0.013 

0.013 

0.024 

0.001 

0.023 

0.009 

40.69 

Safe 

42 F 

0801000100016000 

0.25 

0.16 

(115.48) 

0.13 

0.17 

0.30 

0.04 

0.22 

0.04 

0.0300 

0.0913 

0.1290 

- 

0.250 

0.289 

0.587 

0.029 

0.557 

0.165 

29.60 

Safe 

42 GG 

0801000100018700 

0.25 

0.01 

(90.88) 

0.00 

0.02 

0.03 

0.01 

0.05 

0.00 

0.0100 

0.0127 

0.0180 

- 

0.041 

0.042 

0.068 

0.003 

0.065 

0.078 

120.87 

Over Exploited 



0.25 

0.07 

(141.90) 

0.06 

0.08 

0.14 

0.04 

0.20 

0.02 

0.0100 

0.0460 

0.0650 

- 

0.121 

0.139 

0.275 

0.014 

0.261 

0.055 

21.24 

Safe 

42 LNP1 

0801000400100100 

0.25 

0.07 

(128.08) 

0.06 

0.09 

0.15 

0.03 

0.13 

0.02 

0.0100 

0.0581 

0.0657 

- 

0.134 

0.151 

0.297 

0.015 

0.282 

0.083 

29.27 

Safe 

42 LNP-II 

0801000400100300 

0.25 

0.12 

(107.36) 

0.09 

0.09 

0.18 

0.05 

0.25 

0.03 

0.0200 

0.0503 

0.0568 

- 

0.127 

0.157 

0.338 

0.017 

0.321 

0.190 

59.28 

Safe 

42 MMK 

0801000300074500 

0.25 

0.20 

- 

0.20 

0.16 

0.36 

0.06 

0.23 

0.06 

- 

0.0403 

0.1520 

- 

0.192 

0.256 

0.617 

0.062 

0.555 

0.041 

7.33 

Safe 

42 NP 

0801000500125500 

0.25 

0.03 

(124.18) 

0.02 

0.05 

0.07 

0.02 

0.11 

0.01 

- 

0.0297 

0.0335 

- 

0.063 

0.071 

0.141 

0.007 

0.134 

0.018 

13.76 

Safe 

42 PS 

0801000500112000 

0.25 

0.14 

(56.98) 

0.11 

0.15 

0.26 

0.05 

0.21 

0.04 

0.0200 

0.0811 

0.1146 

- 

0.216 

0.252 

0.510 

0.025 

0.484 

0.082 

16.90 

Safe 

42 PTP 

0801000300069200 

0.25 

0.17 

(66.29) 

0.13 

0.14 

0.27 

0.06 

0.23 

0.06 

- 

0.0343 

0.1293 

- 

0.164 

0.219 

0.492 

0.025 

0.467 

0.013 

2.78 

Safe 

42 RB 

0801000400090900 

0.25 

0.16 

(72.55) 

0.13 

0.10 

0.23 

0.05 

0.25 

0.04 

0.0100 

0.0655 

0.0740 

- 

0.149 

0.190 

0.415 

0.021 

0.395 

0.065 

16.40 

Safe 

43 F 

0801000100014100 

0.25 

0.00 

(232.17) 

0.00 

0.02 

0.02 

0.00 

0.02 

0.00 

0.0100 

0.0092 

0.0130 

- 

0.032 

0.032 

0.049 

0.002 

0.047 

0.039 

84.17 

Semi Critical 



0.25 

0.00 

(1,443.21) 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0048 

0.0068 

- 

0.012 

0.012 

0.020 

0.001 

0.019 

0.000 

0.82 

Safe 

43 GG 

0801000100018100 

0.25 

0.12 

(122.74) 

0.10 

0.12 

0.22 

0.05 

0.24 

0.03 

0.0200 

0.0637 

0.0900 

- 

0.174 

0.203 

0.418 

0.021 

0.397 

0.092 

23.18 

Safe 

43 LLW 

0801000300073000 

0.25 

0.02 

- 

0.02 

0.02 

0.04 

0.04 

0.21 

0.00 

0.0100 

0.0055 

0.0155 

- 

0.031 

0.036 

0.073 

0.007 

0.065 

0.045 

69.58 

Safe 

43 LNP 

0801000400093400 

0.25 

0.21 

(110.54) 

0.17 

0.14 

0.31 

0.05 

0.26 

0.05 

0.0300 

0.0879 

0.0994 

- 

0.217 

0.271 

0.585 

0.029 

0.556 

0.263 

47.34 

Safe 

43 MMK (MORJANDAKHARI) 

0801000300071100 

0.25 

0.07 

- 

0.07 

0.04 

0.10 

0.06 

0.23 

0.02 

- 

0.0091 

0.0321 

- 

0.041 

0.063 

0.164 

0.016 

0.148 

0.083 

55.85 

Safe 

43 NP 

0801000500125700 

0.25 

0.00 

(49.91) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0020 

0.0023 

- 

0.004 

0.004 

0.008 

0.000 

0.007 

0.000 

0.37 

Safe 



0.25 

0.07 

(89.85) 

0.06 

0.06 

0.11 

0.04 

0.20 

0.02 

0.0100 

0.0377 

0.0426 

- 

0.090 

0.109 

0.221 

0.011 

0.210 

0.045 

21.64 

Safe 

43 PS 

0801000500112200 

0.25 

0.20 

(54.34) 

0.16 

0.22 

0.38 

0.05 

0.21 

0.05 

0.0200 

0.1221 

0.1725 

- 

0.315 

0.369 

0.751 

0.038 

0.714 

0.118 

16.58 

Safe 

43 RB 

0801000400090600 

0.25 

0.00 

(786.93) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0026 

0.0029 

- 

0.006 

0.006 

0.010 

0.000 

0.009 

0.000 

0.74 

Safe 

44 F 

0801000100014000 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0021 

0.0029 

- 

0.005 

0.005 

0.009 

0.001 

0.008 

0.000 

0.86 

Safe 

44 GG 

0801000100017900 

0.25 

0.14 

(132.12) 

0.11 

0.13 

0.24 

0.05 

0.24 

0.03 

0.0200 

0.0726 

0.1025 

- 

0.195 

0.229 

0.473 

0.024 

0.450 

0.083 

18.54 

Safe 

44 LLW 

0801000300072800 

0.25 

0.01 

- 

0.01 

0.01 

0.02 

0.05 

0.22 

0.00 

0.0100 

0.0026 

0.0074 

- 

0.020 

0.023 

0.041 

0.004 

0.037 

0.045 

123.77 

Over Exploited 

44 LNP 

0801000400096600 

0.25 

0.00 

(846.86) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0021 

0.0023 

- 

0.004 

0.004 

0.008 

0.000 

0.007 

0.009 

123.83 

Over Exploited 

44 NP 

0801000500125600 

0.25 

0.09 

(52.18) 

0.07 

0.07 

0.14 

0.04 

0.19 

0.02 

0.0100 

0.0483 

0.0546 

- 

0.113 

0.137 

0.281 

0.014 

0.267 

0.064 

23.86 

Safe 

44 PS 

0801000500112100 

0.25 

0.22 

(52.39) 

0.18 

0.24 

0.41 

0.05 

0.21 

0.06 

0.0200 

0.1324 

0.1871 

- 

0.340 

0.399 

0.814 

0.041 

0.773 

0.127 

16.49 

Safe 

44 RB 

0801000400090800 

0.25 

0.00 

3,986.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0004 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

0.76 

Safe 

45 F 

0801000100013900 

0.25 

0.00 

3,174.05 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.0100 

0.0022 

0.0031 

- 

0.015 

0.015 

0.019 

0.001 

0.018 

0.039 

215.22 

Over Exploited 



0.25 

0.00 

(1,951.66) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0022 

0.0031 

- 

0.005 

0.005 

0.009 

0.000 

0.009 

0.009 

105.58 

Over Exploited 

45 GG 

0801000100018000 

0.25 

0.00 

(8,625.08) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0005 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

0.84 

Safe 



0.25 

0.12 

(137.77) 

0.10 

0.12 

0.22 

0.05 

0.24 

0.03 

0.0200 

0.0629 

0.0889 

- 

0.172 

0.202 

0.418 

0.021 

0.397 

0.092 

23.19 

Safe 

45 LLW 

0801000400086600 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0007 

0.0020 

- 

0.003 

0.003 

0.006 

0.001 

0.005 

0.009 

181.88 

Over Exploited 

45 RB 

0801000400090700 

0.25 

0.14 

- 

0.14 

0.09 

0.23 

0.05 

0.25 

0.04 

0.0100 

0.0606 

0.0685 

- 

0.139 

0.175 

0.408 

0.041 

0.367 

0.110 

29.82 

Safe 

46 F (RURAL) 

0801000100013800 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0012 

0.0017 

- 

0.003 

0.003 

0.005 

0.000 

0.004 

0.000 

0.87 

Safe 

46 GG 

0801000400077200 

0.25 

0.20 

(114.54) 

0.16 

0.12 

0.28 

0.05 

0.27 

0.05 

0.0100 

0.0785 

0.0887 

- 

0.177 

0.228 

0.504 

0.025 

0.479 

0.092 

19.21 

Safe 

46 LLW 

0801000400086500 

0.25 

0.00 

- 

0.00 

0.01 

0.01 

0.02 

0.08 

0.00 

- 

0.0025 

0.0070 

- 

0.010 

0.010 

0.022 

0.002 

0.020 

0.027 

137.25 

Over Exploited 

46 LNP 

0801000400093600 

0.25 

0.00 

(395.56) 

0.00 

0.01 

0.02 

0.00 

0.02 

0.00 

- 

0.0091 

0.0103 

- 

0.020 

0.020 

0.035 

0.002 

0.033 

0.009 

27.60 

Safe 

46 NP 

0801000500126800 

0.25 

0.01 

(43.58) 

0.00 

0.01 

0.02 

0.01 

0.07 

0.00 

0.0100 

0.0086 

0.0097 

- 

0.028 

0.030 

0.047 

0.002 

0.045 

0.054 

120.62 

Over Exploited 



0.25 

0.00 

(176.14) 

0.00 

0.00 

0.01 

0.01 

0.03 

0.00 

- 

0.0032 

0.0037 

- 

0.007 

0.007 

0.013 

0.001 

0.012 

0.009 

75.04 

Semi Critical 

46 RB-A 

0801000400090300 

0.25 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0065 

0.0073 

- 

0.014 

0.014 

0.025 

0.002 

0.022 

0.000 

0.75 

Safe 

46 RB-B 

0801000400090500 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0008 

0.0009 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

0.79 

Safe 

47 F 

0801000100016400 

0.25 

0.00 

3,154.39 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.0100 

0.0020 

0.0028 

- 

0.015 

0.015 

0.018 

0.001 

0.017 

0.039 

223.83 

Over Exploited 

47 FA 

0801000100016300 

0.25 

0.00 

(1,652.00) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0020 

0.0029 

- 

0.005 

0.005 

0.009 

0.000 

0.008 

0.000 

0.82 

Safe 

47 GG 1 

0801000400077100 

0.25 

0.00 

(21.35) 

0.00 

0.01 

0.01 

0.01 

0.05 

0.00 

- 

0.0051 

0.0057 

- 

0.011 

0.011 

0.021 

0.001 

0.020 

0.024 

120.52 

Over Exploited 



0.25 

0.04 

(116.42) 

0.04 

0.03 

0.07 

0.04 

0.21 

0.01 

- 

0.0216 

0.0245 

- 

0.046 

0.057 

0.125 

0.006 

0.119 

0.028 

23.15 

Safe 

47 GG II 

0801000400076900 

0.25 

0.05 

- 

0.05 

0.03 

0.07 

0.05 

0.26 

0.01 

0.0100 

0.0185 

0.0209 

- 

0.049 

0.061 

0.136 

0.014 

0.122 

0.120 

98.73 

Critical 

47 LLW 

0801000400086700 

0.25 

0.01 

- 

0.01 

0.05 

0.05 

0.01 

0.03 

0.00 

- 

0.0139 

0.0392 

- 

0.053 

0.055 

0.108 

0.011 

0.097 

0.001 

0.65 

Safe 

47LNP1 

0801000400093100 

0.25 

0.12 

(118.11) 

0.09 

0.07 

0.17 

0.05 

0.25 

0.03 

0.0100 

0.0492 

0.0556 

- 

0.115 

0.144 

0.311 

0.016 

0.296 

0.127 

43.07 

Safe 

47 LNP II 

0801000400093200 

0.25 

0.06 

(73.74) 

0.05 

0.05 

0.10 

0.05 

0.25 

0.02 

0.0300 

0.0257 

0.0291 

- 

0.085 

0.100 

0.198 

0.010 

0.189 

0.271 

143.58 

Over Exploited 

47 NP 

0801000500126700 

0.25 

0.00 

(1,322.60) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0012 

0.0017 

- 

0.003 

0.003 

0.005 

0.000 

0.005 

0.000 

0.28 

Safe 

47 RB 

0801000400090200 

0.25 

0.11 

(39.49) 

0.09 

0.08 

0.17 

0.05 

0.21 

0.03 

0.0100 

0.0545 

0.0616 

- 

0.126 

0.156 

0.326 

0.016 

0.310 

0.073 

23.70 

Safe 

48 F 

0801000100017500 

0.25 

0.10 

(28.16) 

0.08 

0.15 

0.23 

0.04 

0.18 

0.02 

0.1000 

0.0696 

0.0984 

- 

0.268 

0.292 

0.523 

0.026 

0.497 

0.548 

110.39 

Over Exploited 



0.25 

0.00 

91.66 

0.00 

0.02 

0.03 

0.01 

0.03 

0.00 

0.0100 

0.0131 

0.0185 

- 

0.042 

0.042 

0.069 

0.003 

0.066 

0.027 

41.69 

Safe 

48 GG 

0801000100018500 

0.25 

0.20 

(108.25) 

0.16 

0.14 

0.30 

0.05 

0.24 

0.05 

0.0400 

0.0871 

0.0985 

- 

0.226 

0.277 

0.580 

0.029 

0.551 

0.354 

64.28 

Safe 



0.25 

0.00 

(465.20) 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0064 

0.0073 

- 

0.014 

0.014 

0.025 

0.001 

0.023 

0.009 

39.53 

Safe 

48 LNP 

0801000400100600 

0.25 

0.14 

(135.16) 

0.11 

0.12 

0.23 

0.04 

0.19 

0.04 

0.0100 

0.0790 

0.0893 

- 

0.178 

0.214 

0.447 

0.022 

0.425 

0.056 

13.20 

Safe 



0.25 

0.00 

(1,956.92) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0016 

0.0037 

- 

0.005 

0.005 

0.010 

0.001 

0.010 

0.000 

0.62 

Safe 

48 NP 

0801000500126900 

0.25 

0.12 

(82.60) 

0.09 

0.12 

0.21 

0.03 

0.16 

0.03 

0.0100 

0.0780 

0.0882 

- 

0.176 

0.208 

0.420 

0.021 

0.399 

0.127 

31.86 

Safe 



0.25 

0.01 

(82.40) 

0.01 

0.03 

0.04 

0.01 

0.04 

0.00 

- 

0.0218 

0.0246 

- 

0.046 

0.049 

0.089 

0.004 

0.085 

0.018 

21.57 

Safe 

49 F 

0801000100017400 

0.25 

0.11 

70.75 

0.13 

0.15 

0.27 

0.04 

0.22 

0.03 

0.1200 

0.0620 

0.0876 

- 

0.270 

0.295 

0.569 

0.028 

0.541 

0.665 

122.96 

Over Exploited 

49 GG 

0801000100018800 

0.25 

0.32 

- 

0.32 

0.20 

0.51 

0.05 

0.26 

0.08 

0.0100 

0.1288 

0.1457 

- 

0.285 

0.366 

0.881 

0.088 

0.793 

0.083 

10.47 

Safe 

49 GG-A 

0801000100018900 

0.25 

0.01 

- 

0.01 

0.03 

0.04 

0.02 

0.08 

0.00 

- 

0.0169 

0.0238 

- 

0.041 

0.043 

0.083 

0.008 

0.075 

0.040 

52.72 

Safe 



0.25 

0.05 

- 

0.05 

0.06 

0.11 

0.03 

0.17 

0.01 

- 

0.0346 

0.0489 

- 

0.084 

0.095 

0.200 

0.020 

0.180 

0.028 

15.59 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


49 LLW 

080100040008680C 

22.477 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.380 

-0.03 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.02 






Bhakhra Canal 

Command 

Younger Alluvium 

2.591 

-0.03 

0.200 

0.00 

0.00 

0.03 

0.07 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.03 


49 LNP 

080100040010050C 

4.345 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.346 

0.03 

0.200 

0.02 

0.00 

0.02 

0.02 

0.00 

-0.02 

-0.01 

0.06 

0.001 

0.06 

0.13 


49 NP 

0801000500127000 

2.923 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.186 

0.25 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.01 

0.02 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.407 

0.25 

0.200 

0.02 

0.00 

0.04 

0.04 

0.00 

0.06 

0.03 

0.07 

0.001 

0.14 

0.28 


4A 

0801000200025300 

3.567 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.494 

0.21 

0.200 

0.02 

0.00 

0.01 

0.01 

0.00 

0.02 

0.01 

0.06 

0.001 

0.03 

0.04 





Saline 

Gang Canal 

Command 

Younger Alluvium 

3.073 

0.21 

0.180 

0.06 

0.02 

0.06 

0.08 

0.00 

0.02 

0.02 

0.25 

0.005 

0.19 

0.27 


4H 

0801000200024400 

4.417 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.145 

0.17 

0.200 

0.03 

0.01 

0.03 

0.03 

0.00 

0.01 

0.00 

0.11 

0.002 

0.06 

0.09 





Saline 

Gang Canal 

Command 

Younger Alluvium 

3.272 

0.17 

0.180 

0.05 

0.01 

0.07 

0.08 

0.00 

-0.01 

-0.01 

0.18 

0.005 

0.17 

0.25 


4ML 

0801000200042200 

3.313 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

3.313 

0.45 

0.200 

0.05 

0.01 

0.06 

0.08 

0.00 

0.20 

0.13 

0.20 

0.005 

0.23 

0.35 


5 AMP 

0802000100310300 

3.374 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.374 

0.28 

0.150 

0.02 

0.00 

0.04 

0.10 

0.00 

0.02 

0.02 

0.08 

0.010 

0.23 

0.28 


5 B 

0801000200026200 

3.081 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.081 

0.22 

0.180 

0.02 

0.00 

0.06 

0.08 

0.00 

0.01 

0.00 

0.05 

0.005 

0.22 

0.32 



0801000200035600 

2.530 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.530 

0.20 

0.180 

0.02 

0.01 

0.05 

0.06 

0.00 

-0.01 

-0.01 

0.08 

0.004 

0.23 

0.35 


5 BB 

0801000400079400 

6.107 

Saline 

Gang Canal 

Command 

Younger Alluvium 

6.107 

-1.06 

0.200 

0.07 

0.02 

0.11 

0.15 

0.00 

0.00 

0.00 

0.27 

0.003 

0.21 

0.43 


5 BB-A 

0801000400082800 

2.714 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.714 

0.03 

0.200 

0.07 

0.01 

0.04 

0.04 

0.00 

-0.01 

-0.01 

0.26 

0.001 

0.20 

0.41 


5 BGP 

0802000100311500 

2.079 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

2.079 

0.19 

0.150 

0.06 

0.01 

0.03 

0.06 

0.00 

0.02 

0.03 

0.24 

0.006 

0.23 

0.15 


5 BGS(DALIYAWALI) 

0801000300055700 

3.936 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

3.936 

0.08 

0.200 

0.06 

0.01 

0.05 

0.11 

0.00 

-0.05 

-0.04 

0.23 

0.004 

0.22 

0.30 


5 BNW (FATEHSINGHPURA) 

0801000300060400 

2.614 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.614 

0.10 

0.200 

0.01 

0.00 

0.03 

0.07 

0.00 

-0.04 

-0.04 

0.02 

0.003 

0.22 

0.24 


5 BWM 

0801000500129300 

2.797 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.000 

0.53 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.510 

0.53 

0.200 

0.02 

0.00 

0.02 

0.02 

0.00 

0.24 

0.13 

0.10 

0.001 

0.15 

0.28 






Gang Canal 

Command 

Younger Alluvium 

0.286 

0.53 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.000 

0.02 

0.03 


5 C 

0801000200026800 

3.583 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.583 

0.29 

0.180 

0.02 

0.01 

0.07 

0.09 

0.00 

0.04 

0.03 

0.09 

0.006 

0.22 

0.33 



0801000200040400 

2.983 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.983 

0.51 

0.180 

0.02 

0.00 

0.06 

0.07 

0.00 

0.16 

0.10 

0.06 

0.005 

0.22 

0.35 


5 CC 

0801000400080600 

3.189 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.189 

0.03 

0.200 

0.02 

0.00 

0.05 

0.05 

0.00 

-0.06 

-0.03 

0.06 

0.002 

0.21 

0.46 


5 D 

0801000200027500 

1.600 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.600 

0.31 

0.180 

0.03 

0.01 

0.03 

0.04 

0.00 

0.04 

0.03 

0.14 

0.003 

0.22 

0.34 


5 DD 

0801000400076500 

6.010 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

3.863 

-0.12 

0.200 

0.01 

0.00 

0.06 

0.06 

0.00 

0.00 

0.00 

0.05 

0.002 

0.14 

0.29 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.147 

-0.12 

0.200 

0.00 

0.00 

0.03 

0.04 

0.00 

0.00 

0.00 

0.01 

0.001 

0.08 

0.16 


5 DLP 

0802000100316200 

5.048 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

5.048 

0.14 

0.150 

0.02 

0.00 

0.05 

0.14 

0.00 

-0.07 

-0.04 

0.08 

0.001 

0.23 

0.39 


5 DNG(DEENGARH) 

0802000100304000 

4.524 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.524 

0.22 

0.150 

0.03 

0.00 

0.06 

0.13 

0.00 

-0.01 

-0.01 

0.10 

0.014 

0.23 

0.16 


5 EEA 

0801000400088700 

2.961 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.961 

-0.36 

0.200 

0.02 

0.00 

0.05 

0.05 

0.00 

0.00 

0.00 

0.09 

0.002 

0.21 

0.46 


5 F 

0801000200032100 

1.745 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.133 

0.24 

0.200 

0.07 

0.02 

0.02 

0.03 

0.00 

0.05 

0.03 

0.29 

0.002 

0.15 

0.23 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.612 

0.24 

0.180 

0.03 

0.01 

0.01 

0.01 

0.00 

0.02 

0.01 

0.10 

0.001 

0.08 

0.12 


5 FD 

0801000500101700 

3.792 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.792 

0.12 

0.200 

0.04 

0.01 

0.07 

0.09 

0.00 

-0.04 

-0.02 

0.15 

0.001 

0.18 

0.34 


5 FF 

0801000100019000 

1.555 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.555 

0.05 

0.200 

0.03 

0.01 

0.03 

0.04 

0.00 

-0.03 

-0.02 

0.10 

0.001 

0.19 

0.34 


5 FFA 

0801000100021500 

6.534 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.513 

0.00 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.03 





Saline 

Gang Canal 

Command 

Younger Alluvium 

6.021 

0.00 

0.200 

0.00 

0.00 

0.11 

0.15 

0.00 

0.00 

0.00 

0.00 

0.005 

0.17 

0.30 


5 FFB 

0801000500102500 

4.122 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.122 

0.13 

0.200 

0.02 

0.01 

0.08 

0.10 

0.00 

-0.06 

-0.03 

0.08 

0.001 

0.17 

0.35 


5 G 

0801000200046300 

2.502 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.502 

0.05 

0.200 

0.04 

0.01 

0.05 

0.06 

0.00 

-0.05 

-0.03 

0.15 

0.004 

0.23 

0.35 


5 H 

0801000200044800 

2.169 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.169 

0.45 

0.200 

0.01 

0.00 

0.03 

0.04 

0.00 

0.14 

0.08 

0.05 

0.003 

0.21 

0.38 


5 HH 

0801000200051200 

4.069 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.058 

-0.32 

0.200 

0.01 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.03 

0.002 

0.06 

0.09 





Saline 

Gang Canal 

Command 

Younger Alluvium 

3.011 

-0.32 

0.180 

0.02 

0.00 

0.07 

0.07 

0.00 

0.00 

0.00 

0.05 

0.005 

0.16 

0.25 


5 HRP 

0802000100302700 

6.746 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.015 

0.20 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

6.731 

0.20 

0.150 

0.02 

0.00 

0.10 

0.24 

0.00 

-0.12 

-0.16 

0.07 

0.020 

0.23 

0.17 


5 IDG 

0802000100305400 

4.122 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.122 

0.10 

0.150 

0.03 

0.00 

0.04 

0.12 

0.00 

-0.07 

-0.05 

0.10 

0.013 

0.23 

0.28 


5JDW 

0802000300355100 

2.965 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

2.153 

-0.02 

0.150 

0.06 

0.01 

0.02 

0.06 

0.00 

0.00 

0.00 

0.23 

0.001 

0.13 

0.26 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.812 

-0.02 

0.150 

0.01 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.04 

0.000 

0.05 

0.10 


5 K 

0801000200035800 

1.039 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.039 

0.33 

0.180 

0.03 

0.01 

0.02 

0.03 

0.00 

0.04 

0.02 

0.11 

0.002 

0.22 

0.35 


5 KHR 

0802000200322600 

5.726 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

5.726 

-0.06 

0.150 

0.24 

0.04 

0.07 

0.16 

0.00 

0.00 

0.00 

0.95 

0.022 

0.23 

0.34 


5 KK 

0801000400079500 

3.377 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.377 

-1.08 

0.200 

0.03 

0.01 

0.06 

0.08 

0.00 

0.00 

0.00 

0.13 

0.002 

0.21 

0.44 


5 KKW 

0802000300350700 

2.185 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

2.156 

-0.01 

0.150 

0.03 

0.01 

0.02 

0.06 

0.00 

0.00 

0.00 

0.14 

0.001 

0.20 

0.41 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.028 

-0.01 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


5 KRW 

0801000300058000 

3.030 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.030 

0.49 

0.200 

0.05 

0.01 

0.03 

0.09 

0.00 

0.21 

0.18 

0.21 

0.003 

0.24 

0.28 


5 KSD 

0802000100304800 

3.214 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.214 

0.26 

0.150 

0.03 

0.00 

0.04 

0.09 

0.00 

0.02 

0.02 

0.10 

0.010 

0.23 

0.24 


5 LL 

0801000200050700 

3.811 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.811 

-0.12 

0.180 

0.03 

0.01 

0.07 

0.09 

0.00 

0.00 

0.00 

0.11 

0.006 

0.22 

0.36 


5 LLG 

0801000300066600 

3.362 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.362 

-0.46 

0.200 

0.01 

0.00 

0.03 

0.10 

0.00 

0.00 

0.00 

0.03 

0.004 

0.18 

0.13 


5 LLW 

0802000300351300 

4.313 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.500 

-0.33 

0.150 

0.01 

0.00 

0.02 

0.04 

0.00 

0.00 

0.00 

0.05 

0.000 

0.07 

0.15 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.813 

-0.33 

0.150 

0.01 

0.00 

0.03 

0.08 

0.00 

0.00 

0.00 

0.05 

0.001 

0.13 

0.29 


5 LNP 

0801000200038200 

4.521 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

4.167 

0.15 

0.200 

0.03 

0.01 

0.08 

0.10 

0.00 

-0.04 

-0.03 

0.10 

0.004 

0.21 

0.32 






Bhakhra Canal 

Command 

Younger Alluvium 

0.000 

0.15 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.235 

0.15 

0.200 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 






Bhakhra Canal 

Command 

Younger Alluvium 

0.118 

0.15 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


5 M 

0801000100010300 

2.428 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.428 

0.94 

0.200 

0.01 

0.00 

0.05 

0.06 

0.00 

0.36 

0.21 

0.02 

0.002 

0.21 

0.36 


5 MJD 

0802000100314400 

3.929 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

3.929 

0.01 

0.150 

0.03 

0.00 

0.04 

0.11 

0.00 

-0.12 

-0.07 

0.10 

0.012 

0.23 

0.41 


5 MKS 

0802000200321900 

5.875 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.204 

0.13 

0.150 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

0.00 

0.01 

0.001 

0.01 

0.01 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.661 

0.13 

0.150 

0.04 

0.01 

0.06 

0.13 

0.00 

-0.09 

-0.05 

0.15 

0.014 

0.14 

0.24 


5 ML 

0801000200043500 

4.894 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

4.894 

0.44 

0.200 

0.19 

0.05 

0.09 

0.12 

0.00 

0.36 

0.23 

0.77 

0.008 

0.23 

0.35 


5 MMK 

0802000100316700 

4.049 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

3.475 

0.01 

0.150 

0.01 

0.00 

0.04 

0.10 

0.00 

-0.12 

-0.07 

0.05 

0.001 

0.20 

0.35 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.574 

0.01 

0.150 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.02 

-0.01 

0.01 

0.000 

0.03 

0.06 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

49 LLW 

0801000400086800 

0.25 

0.00 

- 

0.00 

0.04 

0.04 

0.00 

0.01 

0.00 

- 

0.0232 

0.0328 

- 

0.056 

0.057 

0.101 

0.010 

0.091 

0.010 

10.77 

Safe 



0.25 

0.01 

- 

0.01 

0.10 

0.12 

0.01 

0.03 

0.00 

- 

0.0312 

0.0882 

- 

0.119 

0.123 

0.239 

0.024 

0.215 

0.010 

4.84 

Safe 

49 LNP 

0801000400100500 

0.25 

0.02 

(136.11) 

0.02 

0.04 

0.06 

0.01 

0.07 

0.00 

0.0100 

0.0283 

0.0320 

- 

0.070 

0.075 

0.135 

0.007 

0.128 

0.064 

49.88 

Safe 

49 NP 

0801000500127000 

0.25 

0.00 

223.63 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0039 

0.0044 

- 

0.008 

0.009 

0.015 

0.001 

0.014 

0.018 

125.93 

Over Exploited 



0.25 

0.08 

(63.10) 

0.07 

0.08 

0.14 

0.04 

0.17 

0.02 

0.0100 

0.0506 

0.0572 

- 

0.118 

0.140 

0.283 

0.014 

0.269 

0.073 

27.05 

Safe 

4A 

0801000200025300 

0.25 

0.00 

260.47 

0.00 

0.02 

0.03 

0.01 

0.04 

0.00 

0.0100 

0.0125 

0.0176 

- 

0.040 

0.041 

0.067 

0.003 

0.064 

0.061 

95.50 

Critical 



0.22 

0.13 

(87.47) 

0.10 

0.15 

0.26 

0.05 

0.24 

0.03 

0.0500 

0.0775 

0.1096 

- 

0.237 

0.271 

0.527 

0.026 

0.501 

0.257 

51.32 

Safe 

4H 

0801000200024400 

0.25 

0.02 

(73.45) 

0.01 

0.06 

0.08 

0.02 

0.07 

0.00 

0.0200 

0.0337 

0.0408 

- 

0.095 

0.099 

0.175 

0.009 

0.166 

0.107 

64.17 

Safe 



0.22 

0.12 

(105.12) 

0.10 

0.16 

0.26 

0.04 

0.21 

0.03 

0.0300 

0.0963 

0.1167 

- 

0.243 

0.274 

0.531 

0.027 

0.505 

0.185 

36.68 

Safe 

4ML 

0801000200042200 

0.25 

0.19 

(32.30) 

0.15 

0.15 

0.30 

0.06 

0.29 

0.05 

0.0400 

0.0836 

0.1181 

- 

0.242 

0.291 

0.595 

0.030 

0.565 

0.200 

35.42 

Safe 

5 AMP 

0802000100310300 

0.20 

0.16 

(89.37) 

0.12 

0.14 

0.26 

0.07 

0.30 

0.05 

0.0100 

0.0508 

0.1149 

- 

0.176 

0.222 

0.485 

0.024 

0.461 

0.091 

19.80 

Safe 

5 B 

0801000200026200 

0.22 

0.15 

(97.01) 

0.12 

0.13 

0.25 

0.06 

0.28 

0.04 

0.0100 

0.0777 

0.1098 

- 

0.198 

0.237 

0.491 

0.025 

0.466 

0.059 

12.63 

Safe 


0801000200035600 

0.22 

0.13 

(104.44) 

0.10 

0.12 

0.22 

0.06 

0.29 

0.03 

0.0200 

0.0639 

0.0902 

- 

0.174 

0.207 

0.428 

0.021 

0.406 

0.085 

20.93 

Safe 

5 BB 

0801000400079400 

0.25 

0.32 

- 

0.32 

0.28 

0.60 

0.05 

0.26 

0.08 

0.0300 

0.1541 

0.2178 

- 

0.402 

0.485 

1.089 

0.109 

0.981 

0.273 

27.88 

Safe 

5 BB-A 

0801000400082800 

0.25 

0.13 

(104.54) 

0.11 

0.10 

0.20 

0.05 

0.25 

0.03 

0.0300 

0.0571 

0.0645 

- 

0.152 

0.186 

0.390 

0.020 

0.371 

0.265 

71.59 

Semi Critical 

5 BGP 

0802000100311500 

0.20 

0.09 

(63.19) 

0.08 

0.10 

0.17 

0.06 

0.29 

0.03 

0.0300 

0.0313 

0.0708 

- 

0.132 

0.158 

0.330 

0.016 

0.313 

0.244 

78.01 

Semi Critical 

5 BGS(DALIYAWALI) 

0801000300055700 

0.25 

0.22 

(20,513.12) 

0.18 

0.18 

0.35 

0.06 

0.28 

0.06 

0.0300 

0.0593 

0.1340 

- 

0.223 

0.281 

0.633 

0.032 

0.602 

0.229 

38.08 

Safe 

5 BNW (FATEHSINGHPURA) 

0801000300060400 

0.25 

0.14 

(126.38) 

0.11 

0.10 

0.22 

0.06 

0.28 

0.04 

- 

0.0315 

0.0890 

- 

0.120 

0.159 

0.378 

0.019 

0.359 

0.021 

5.79 

Safe 

5 BWM 

0801000500129300 

0.25 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.25 

0.10 

36.76 

0.11 

0.05 

0.16 

0.04 

0.19 

0.03 

0.0200 

0.0308 

0.0348 

- 

0.086 

0.111 

0.274 

0.014 

0.261 

0.100 

38.26 

Safe 



0.25 

0.00 

836.22 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0060 

0.0068 

- 

0.013 

0.013 

0.024 

0.001 

0.023 

0.009 

40.20 

Safe 

5 C 

0801000200026800 

0.22 

0.18 

(83.85) 

0.14 

0.17 

0.31 

0.06 

0.28 

0.05 

0.0200 

0.0904 

0.1278 

- 

0.238 

0.285 

0.590 

0.029 

0.560 

0.096 

17.08 

Safe 


0801000200040400 

0.22 

0.15 

(29.45) 

0.12 

0.13 

0.25 

0.06 

0.28 

0.04 

0.0100 

0.0753 

0.1064 

- 

0.192 

0.230 

0.476 

0.024 

0.452 

0.068 

14.98 

Safe 

5 CC 

0801000400080600 

0.25 

0.17 

(116.49) 

0.13 

0.10 

0.24 

0.05 

0.27 

0.04 

0.0100 

0.0671 

0.0758 

- 

0.153 

0.196 

0.433 

0.022 

0.411 

0.065 

15.74 

Safe 

5 D 

0801000200027500 

0.22 

0.08 

(66.14) 

0.06 

0.08 

0.14 

0.06 

0.28 

0.02 

0.0300 

0.0404 

0.0571 

- 

0.127 

0.148 

0.290 

0.015 

0.276 

0.138 

49.89 

Safe 

5 DD 

0801000400076500 

0.25 

0.13 

- 

0.13 

0.12 

0.25 

0.03 

0.17 

0.03 

0.0100 

0.0812 

0.0918 

- 

0.183 

0.217 

0.471 

0.047 

0.424 

0.050 

11.83 

Safe 



0.25 

0.04 

- 

0.04 

0.07 

0.11 

0.02 

0.09 

0.01 

- 

0.0452 

0.0510 

- 

0.096 

0.107 

0.216 

0.022 

0.194 

0.010 

5.24 

Safe 

5 DLP 

0802000100316200 

0.20 

0.23 

(117.01) 

0.18 

0.20 

0.38 

0.07 

0.30 

0.07 

0.0100 

0.0608 

0.1718 

- 

0.243 

0.313 

0.693 

0.035 

0.658 

0.082 

12.50 

Safe 

5 DNG(DEENGARH) 

0802000100304000 

0.20 

0.21 

(104.66) 

0.16 

0.19 

0.35 

0.06 

0.29 

0.06 

0.0100 

0.0681 

0.1540 

- 

0.232 

0.289 

0.641 

0.032 

0.609 

0.111 

18.19 

Safe 

5 EEA 

0801000400088700 

0.25 

0.16 

- 

0.16 

0.09 

0.25 

0.05 

0.27 

0.04 

0.0100 

0.0623 

0.0704 

- 

0.143 

0.183 

0.434 

0.043 

0.391 

0.092 

23.45 

Safe 

5 F 

0801000200032100 

0.25 

0.04 

(18.59) 

0.03 

0.07 

0.11 

0.04 

0.19 

0.01 

0.0500 

0.0333 

0.0404 

- 

0.124 

0.135 

0.241 

0.012 

0.229 

0.287 

125.29 

Over Exploited 



0.22 

0.01 

10.55 

0.01 

0.04 

0.05 

0.02 

0.10 

0.00 

0.0200 

0.0180 

0.0218 

- 

0.060 

0.063 

0.113 

0.006 

0.107 

0.100 

93.29 

Critical 

5 FD 

0801000500101700 

0.25 

0.17 

(112.93) 

0.13 

0.17 

0.31 

0.05 

0.22 

0.04 

0.0300 

0.0957 

0.1352 

- 

0.261 

0.304 

0.612 

0.031 

0.582 

0.154 

26.49 

Safe 

5 FF 

0801000100019000 

0.25 

0.07 

(123.90) 

0.06 

0.08 

0.14 

0.05 

0.24 

0.02 

0.0200 

0.0392 

0.0554 

- 

0.115 

0.133 

0.270 

0.013 

0.256 

0.100 

39.13 

Safe 

5 FFA 

0801000100021500 

0.25 

0.00 

- 

0.00 

0.02 

0.02 

0.00 

0.02 

0.00 

- 

0.0129 

0.0183 

- 

0.031 

0.032 

0.056 

0.006 

0.050 

0.000 

0.84 

Safe 



0.25 

0.26 

- 

0.26 

0.26 

0.52 

0.04 

0.21 

0.06 

- 

0.1519 

0.2147 

- 

0.367 

0.429 

0.945 

0.095 

0.851 

0.005 

0.58 

Safe 

5 FFB 

0801000500102500 

0.25 

0.18 

(118.18) 

0.14 

0.19 

0.33 

0.05 

0.22 

0.05 

0.0200 

0.1040 

0.1470 

- 

0.271 

0.318 

0.650 

0.032 

0.617 

0.082 

13.31 

Safe 

5 G 

0801000200046300 

0.25 

0.14 

(123.75) 

0.11 

0.12 

0.23 

0.06 

0.28 

0.04 

0.0300 

0.0631 

0.0892 

- 

0.182 

0.219 

0.450 

0.023 

0.428 

0.157 

36.68 

Safe 

5 H 

0801000200044800 

0.25 

0.11 

(32.74) 

0.09 

0.07 

0.16 

0.05 

0.26 

0.03 

0.0100 

0.0456 

0.0516 

- 

0.107 

0.137 

0.297 

0.015 

0.282 

0.057 

20.35 

Safe 

5 HH 

0801000200051200 

0.25 

0.02 

- 

0.02 

0.05 

0.06 

0.02 

0.07 

0.00 

0.0100 

0.0312 

0.0377 

- 

0.079 

0.083 

0.147 

0.015 

0.133 

0.032 

23.89 

Safe 



0.22 

0.11 

- 

0.11 

0.14 

0.25 

0.04 

0.21 

0.03 

0.0100 

0.0886 

0.1073 

- 

0.206 

0.235 

0.484 

0.048 

0.435 

0.059 

13.51 

Safe 

5 HRP 

0802000100302700 

0.20 

0.00 

(24,995.97) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0007 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

2.92 

Safe 



0.20 

0.31 

(153.36) 

0.24 

0.34 

0.59 

0.06 

0.29 

0.08 

0.0100 

0.1216 

0.2864 

- 

0.418 

0.503 

1.091 

0.055 

1.036 

0.085 

8.25 

Safe 

5 IDG 

0802000100305400 

0.20 

0.19 

(127.94) 

0.15 

0.16 

0.31 

0.06 

0.30 

0.05 

0.0100 

0.0496 

0.1403 

- 

0.200 

0.254 

0.565 

0.028 

0.537 

0.110 

20.40 

Safe 

5 JDW 

0802000300355100 

0.20 

0.06 

- 

0.06 

0.09 

0.15 

0.03 

0.17 

0.01 

0.0300 

0.0195 

0.0733 

- 

0.123 

0.137 

0.283 

0.028 

0.255 

0.231 

90.53 

Critical 



0.20 

0.01 

- 

0.01 

0.03 

0.04 

0.01 

0.06 

0.00 

- 

0.0073 

0.0276 

- 

0.035 

0.037 

0.075 

0.007 

0.067 

0.038 

56.85 

Safe 

5 K 

0801000200035800 

0.22 

0.05 

(53.67) 

0.04 

0.05 

0.10 

0.06 

0.28 

0.01 

0.0200 

0.0262 

0.0370 

- 

0.083 

0.097 

0.193 

0.010 

0.183 

0.110 

59.86 

Safe 

5 KHR 

0802000200322600 

0.20 

0.26 

- 

0.26 

0.28 

0.54 

0.07 

0.30 

0.08 

0.1100 

0.0862 

0.1949 

- 

0.391 

0.469 

1.005 

0.101 

0.905 

0.972 

107.42 

Over Exploited 

5 KK 

0801000400079500 

0.25 

0.18 

- 

0.18 

0.16 

0.33 

0.05 

0.26 

0.05 

0.0100 

0.0852 

0.1204 

- 

0.216 

0.261 

0.594 

0.059 

0.535 

0.128 

23.90 

Safe 

5 KKW 

0802000300350700 

0.20 

0.08 

- 

0.08 

0.09 

0.17 

0.05 

0.25 

0.02 

0.0200 

0.0195 

0.0734 

- 

0.113 

0.136 

0.309 

0.031 

0.278 

0.136 

48.73 

Safe 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0010 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

0.36 

Safe 

5 KRW 

0801000300058000 

0.25 

0.18 

(0.76) 

0.18 

0.13 

0.31 

0.06 

0.30 

0.05 

0.0200 

0.0365 

0.1031 

- 

0.160 

0.205 

0.517 

0.026 

0.491 

0.210 

42.80 

Safe 

5 KSD 

0802000100304800 

0.20 

0.15 

(85.92) 

0.12 

0.13 

0.25 

0.07 

0.29 

0.04 

0.0100 

0.0484 

0.1094 

- 

0.168 

0.210 

0.460 

0.023 

0.437 

0.107 

24.41 

Safe 

5 LL 

0801000200050700 

0.22 

0.18 

- 

0.18 

0.17 

0.36 

0.06 

0.28 

0.05 

0.0200 

0.0962 

0.1359 

- 

0.252 

0.300 

0.659 

0.066 

0.593 

0.114 

19.22 

Safe 

5 LLG 

0801000300066600 

0.25 

0.15 

- 

0.15 

0.12 

0.27 

0.06 

0.24 

0.05 

- 

0.0304 

0.1144 

- 

0.145 

0.194 

0.466 

0.047 

0.420 

0.031 

7.28 

Safe 

5 LLW 

0802000300351300 

0.20 

0.02 

- 

0.02 

0.06 

0.08 

0.02 

0.09 

0.01 

0.0100 

0.0181 

0.0510 

- 

0.079 

0.085 

0.165 

0.016 

0.148 

0.054 

36.73 

Safe 



0.20 

0.08 

- 

0.08 

0.11 

0.18 

0.04 

0.17 

0.02 

0.0100 

0.0339 

0.0957 

- 

0.140 

0.160 

0.345 

0.034 

0.310 

0.051 

16.35 

Safe 

5 LNP 

0801000200038200 

0.25 

0.22 

(111.60) 

0.17 

0.19 

0.36 

0.05 

0.26 

0.06 

0.0200 

0.1052 

0.1486 

- 

0.274 

0.331 

0.695 

0.035 

0.660 

0.099 

15.05 

Safe 



0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.25 

0.00 

(418.04) 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0059 

0.0084 

- 

0.014 

0.014 

0.025 

0.001 

0.024 

0.000 

1.04 

Safe 



0.25 

0.00 

(1,128.30) 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0021 

0.0050 

- 

0.007 

0.007 

0.014 

0.001 

0.013 

0.000 

0.97 

Safe 

5 M 

0801000100010300 

0.25 

0.13 

63.90 

0.15 

0.11 

0.26 

0.05 

0.26 

0.03 

- 

0.0613 

0.0866 

- 

0.148 

0.180 

0.436 

0.022 

0.414 

0.020 

4.83 

Safe 

5 MJD 

0802000100314400 

0.20 

0.18 

(136.84) 

0.15 

0.15 

0.30 

0.07 

0.31 

0.06 

0.0100 

0.0473 

0.1337 

0.001 

0.192 

0.250 

0.550 

0.027 

0.522 

0.111 

21.25 

Safe 

5 MKS 

0802000200321900 

0.20 

0.00 

(1,291.12) 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0037 

0.0087 

- 

0.012 

0.012 

0.023 

0.001 

0.022 

0.011 

49.26 

Safe 



0.20 

0.10 

(149.17) 

0.08 

0.20 

0.28 

0.04 

0.18 

0.03 

0.0300 

0.0661 

0.1558 

- 

0.252 

0.283 

0.562 

0.028 

0.534 

0.168 

31.45 

Safe 

5 ML 

0801000200043500 

0.25 

0.28 

(15.61) 

0.23 

0.26 

0.50 

0.06 

0.29 

0.07 

0.1400 

0.1235 

0.1745 

- 

0.438 

0.511 

1.007 

0.050 

0.957 

0.773 

80.78 

Semi Critical 

5 MMK 

0802000100316700 

0.20 

0.14 

(150.12) 

0.11 

0.13 

0.24 

0.06 

0.26 

0.04 

0.0100 

0.0419 

0.1183 

- 

0.170 

0.212 

0.455 

0.023 

0.433 

0.055 

12.69 

Safe 



0.20 

0.00 

(429.44) 

0.00 

0.02 

0.03 

0.01 

0.04 

0.00 

- 

0.0069 

0.0195 

- 

0.026 

0.028 

0.053 

0.003 

0.050 

0.006 

12.27 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


5 NGR (NAGARANA) 

080200010031950C 

3.463 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.463 

0.21 

0.150 

0.02 

0.00 

0.04 

0.10 

0.00 

-0.02 

-0.01 

0.07 

0.011 

0.22 

0.40 


5 NKR(CHAK HIRASINGH WALA) 

0802000100307200 

3.426 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.426 

0.43 

0.150 

0.03 

0.00 

0.03 

0.10 

0.00 

0.13 

0.09 

0.09 

0.010 

0.23 

0.35 


5 NN 

0801000400077400 

3.883 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.883 

0.08 

0.200 

0.04 

0.01 

0.06 

0.06 

0.00 

-0.03 

-0.01 

0.15 

0.002 

0.21 

0.45 


5 NTW 

0802000100315000 

3.996 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

3.981 

-0.01 

0.150 

0.04 

0.01 

0.04 

0.11 

0.00 

0.00 

0.00 

0.16 

0.012 

0.23 

0.42 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.015 

-0.01 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


5 PP-A 

0801000400087800 

2.384 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.117 

-0.23 

0.200 

0.07 

0.01 

0.02 

0.02 

0.00 

0.00 

0.00 

0.26 

0.001 

0.10 

0.20 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.268 

-0.23 

0.200 

0.03 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.11 

0.001 

0.11 

0.22 


5 PP-B 

0801000400087900 

7.196 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

5.180 

-0.32 

0.200 

0.06 

0.01 

0.08 

0.08 

0.00 

0.00 

0.00 

0.24 

0.003 

0.15 

0.32 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.016 

-0.32 

0.200 

0.01 

0.00 

0.03 

0.03 

0.00 

0.00 

0.00 

0.04 

0.001 

0.06 

0.12 


5 PTP 

0802000100305200 

3.950 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.950 

0.27 

0.150 

0.02 

0.00 

0.04 

0.11 

0.00 

0.03 

0.02 

0.07 

0.012 

0.23 

0.30 


5Q 

0801000200030400 

4.309 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.667 

0.41 

0.200 

0.02 

0.00 

0.01 

0.02 

0.00 

0.05 

0.03 

0.06 

0.001 

0.03 

0.05 





Saline 

Gang Canal 

Command 

Younger Alluvium 

3.641 

0.41 

0.180 

0.05 

0.01 

0.07 

0.09 

0.00 

0.15 

0.10 

0.19 

0.006 

0.19 

0.29 


5 RB 

0801000400089200 

5.352 

Saline 

Gang Canal 

Command 

Younger Alluvium 

5.193 

0.07 

0.200 

0.02 

0.00 

0.08 

0.08 

0.00 

-0.08 

-0.04 

0.07 

0.003 

0.20 

0.44 


5 SBN 

0802000200321000 

4.728 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.009 

0.06 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.719 

0.06 

0.150 

0.06 

0.01 

0.07 

0.17 

0.00 

-0.15 

-0.09 

0.20 

0.018 

0.23 

0.39 


5 SDP 

0801000300071000 

2.169 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.169 

0.29 

0.200 

0.01 

0.00 

0.01 

0.04 

0.00 

0.09 

0.12 

0.04 

0.002 

0.17 

0.12 


5 SDS 

0801000300059800 

4.043 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.043 

0.45 

0.200 

0.02 

0.00 

0.04 

0.12 

0.00 

0.22 

0.19 

0.09 

0.004 

0.24 

0.28 


5 SPM 

0801000300071500 

2.708 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.708 

-0.14 

0.200 

0.01 

0.00 

0.01 

0.05 

0.00 

0.00 

0.00 

0.05 

0.003 

0.18 

0.13 


5 UMW 

0802000400388800 

4.778 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.572 

-0.12 

0.150 

0.00 

0.00 

0.00 

0.02 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.02 


5 UTS 

0802000300346100 

2.429 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.429 

-0.04 

0.150 

0.03 

0.00 

0.02 

0.07 

0.00 

0.00 

0.00 

0.11 

0.001 

0.18 

0.17 


5 Y 

0801000200034100 

1.859 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.317 

0.24 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.02 

0.001 

0.04 

0.06 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.542 

0.24 

0.180 

0.01 

0.00 

0.03 

0.04 

0.00 

0.01 

0.01 

0.05 

0.002 

0.19 

0.29 


5 Z 

0801000200037800 

2.803 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.803 

0.15 

0.200 

0.02 

0.00 

0.05 

0.07 

0.00 

-0.02 

-0.01 

0.06 

0.004 

0.23 

0.35 


5:00 AM 

0801000200041800 

3.599 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.599 

0.24 

0.180 

0.03 

0.01 

0.07 

0.09 

0.00 

0.02 

0.01 

0.13 

0.006 

0.23 

0.35 


5:00 PM 

0801000200030700 

2.474 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.272 

0.21 

0.200 

0.05 

0.01 

0.05 

0.06 

0.00 

0.03 

0.02 

0.21 

0.004 

0.21 

0.32 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.202 

0.21 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.03 


50 F 

0801000100017300 

3.329 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.950 

0.71 

0.200 

0.02 

0.00 

0.02 

0.02 

0.00 

0.11 

0.07 

0.08 

0.001 

0.05 

0.08 


50 GG 

0801000100023600 

2.718 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.718 

-0.10 

0.200 

0.03 

0.00 

0.04 

0.04 

0.00 

0.00 

0.00 

0.12 

0.002 

0.21 

0.43 


50 LNP 

0801000400100700 

3.656 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.071 

-0.04 

0.200 

0.02 

0.00 

0.03 

0.03 

0.00 

0.00 

0.00 

0.07 

0.001 

0.11 

0.20 






Bhakhra Canal 

Command 

Younger Alluvium 

0.320 

-0.04 

0.200 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.03 


50 NP 

0801000500132100 

4.931 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.598 

0.20 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.04 


500 LNP 

0801000200028200 

6.412 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.772 

0.29 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

0.01 

0.01 

0.00 

0.001 

0.03 

0.04 





Saline 

Gang Canal 

Command 

Younger Alluvium 

5.640 

0.29 

0.180 

0.00 

0.00 

0.12 

0.14 

0.00 

0.04 

0.02 

0.00 

0.009 

0.20 

0.30 


501LNP 

0801000200047500 

1.180 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.475 

0.89 

0.200 

0.03 

0.00 

0.01 

0.01 

0.00 

0.10 

0.07 

0.12 

0.001 

0.09 

0.12 






Bhakhra Canal 

Command 

Younger Alluvium 

0.705 

0.89 

0.200 

0.05 

0.01 

0.01 

0.02 

0.00 

0.14 

0.10 

0.20 

0.001 

0.13 

0.18 


51 F 

0801000100019800 

3.457 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.935 

0.69 

0.200 

0.10 

0.02 

0.06 

0.07 

0.00 

0.36 

0.23 

0.39 

0.002 

0.16 

0.24 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.486 

0.69 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.05 

0.03 

0.02 

0.000 

0.03 

0.04 


51 GG 

0801000400076600 

0.869 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.869 

-0.14 

0.200 

0.02 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.07 

0.000 

0.21 

0.45 


51 LNP 

0801000400093000 

6.689 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.354 

-0.05 

0.200 

0.01 

0.00 

0.03 

0.04 

0.00 

0.00 

0.00 

0.04 

0.001 

0.07 

0.12 


51 NP 

0801000500132000 

2.163 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.641 

0.26 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

0.01 

0.00 

0.02 

0.000 

0.05 

0.10 


52 F 

0801000100019700 

3.957 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

3.954 

0.43 

0.200 

0.02 

0.00 

0.07 

0.10 

0.00 

0.19 

0.12 

0.08 

0.003 

0.18 

0.29 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.004 

0.43 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


52 GG 

0801000100023500 

3.747 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.184 

-0.06 

0.200 

0.03 

0.00 

0.03 

0.04 

0.00 

0.00 

0.00 

0.12 

0.002 

0.12 

0.24 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.563 

-0.06 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.02 

0.001 

0.08 

0.17 


52 LNP 

0801000400086900 

6.084 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.082 

-0.12 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Bhakhra Canal 

Command 

Younger Alluvium 

6.002 

-0.12 

0.200 

0.01 

0.00 

0.07 

0.17 

0.00 

0.00 

0.00 

0.05 

0.003 

0.19 

0.28 


52 NP 

0801000500127100 

2.542 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.170 

0.36 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.02 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.372 

0.36 

0.200 

0.01 

0.00 

0.04 

0.04 

0.00 

0.11 

0.05 

0.05 

0.001 

0.16 

0.32 


53 F 

0801000100022500 

3.763 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.829 

0.19 

0.200 

0.02 

0.00 

0.05 

0.07 

0.00 

0.01 

0.00 

0.08 

0.002 

0.14 

0.22 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.934 

0.19 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.00 

0.001 

0.05 

0.07 


53 GG 

0801000100023400 

7.422 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

3.222 

-0.04 

0.200 

0.02 

0.00 

0.05 

0.05 

0.00 

0.00 

0.00 

0.08 

0.003 

0.09 

0.17 





Saline 

Gang Canal 

Command 

Younger Alluvium 

4.200 

-0.04 

0.200 

0.01 

0.00 

0.07 

0.07 

0.00 

0.00 

0.00 

0.03 

0.003 

0.11 

0.22 


53 NP 

0801000500127200 

2.810 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.809 

0.35 

0.200 

0.01 

0.00 

0.04 

0.05 

0.00 

0.12 

0.06 

0.05 

0.001 

0.17 

0.35 


54 F 

0801000100019900 

5.314 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.003 

0.62 

0.200 

0.02 

0.00 

0.04 

0.05 

0.00 

0.18 

0.12 

0.08 

0.002 

0.07 

0.11 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.287 

0.62 

0.200 

0.01 

0.00 

0.04 

0.06 

0.00 

0.20 

0.13 

0.02 

0.002 

0.08 

0.12 


54 GG 

0801000100023700 

2.213 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.213 

-0.09 

0.200 

0.05 

0.01 

0.03 

0.04 

0.00 

0.00 

0.00 

0.20 

0.002 

0.20 

0.42 


54 NP 

0801000500127300 

2.417 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.235 

0.31 

0.200 

0.01 

0.00 

0.02 

0.02 

0.00 

0.05 

0.02 

0.04 

0.000 

0.09 

0.18 


55 F 

0801000100022400 

4.663 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.622 

0.18 

0.200 

0.01 

0.00 

0.03 

0.04 

0.00 

0.00 

0.00 

0.04 

0.001 

0.06 

0.10 





Saline 

Gang Canal 

Command 

Younger Alluvium 

3.041 

0.18 

0.200 

0.00 

0.00 

0.06 

0.07 

0.00 

-0.02 

-0.01 

0.01 

0.002 

0.12 

0.20 


56 F 

0801000100022300 

3.360 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.141 

0.16 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 





Saline 

Gang Canal 

Command 

Younger Alluvium 

3.219 

0.16 

0.200 

0.01 

0.00 

0.06 

0.08 

0.00 

-0.02 

-0.01 

0.02 

0.003 

0.18 

0.29 


57 F 

0801000100020800 

4.057 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.057 

0.11 

0.200 

0.01 

0.00 

0.08 

0.10 

0.00 

-0.08 

-0.05 

0.02 

0.003 

0.18 

0.30 


58 F 

0801000100020900 

2.476 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.003 

0.03 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.472 

0.03 

0.200 

0.00 

0.00 

0.05 

0.06 

0.00 

-0.09 

-0.06 

0.01 

0.002 

0.18 

0.31 


58 F-A 

0801000100020700 

0.773 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.773 

0.10 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.02 

-0.01 

0.01 

0.001 

0.18 

0.30 


59 F-A 

0801000100020600 

2.481 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.203 

0.25 

0.200 

0.01 

0.00 

0.02 

0.03 

0.00 

0.02 

0.01 

0.04 

0.001 

0.09 

0.14 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.278 

0.25 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

0.01 

0.01 

0.01 

0.001 

0.09 

0.15 


59 F-B 

0801000100020500 

2.865 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.437 

0.24 

0.200 

0.03 

0.01 

0.05 

0.06 

0.00 

0.03 

0.02 

0.12 

0.002 

0.16 

0.25 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

5 NGR (NAGARANA) 

0802000100319500 

0.20 

0.16 

(105.52) 

0.12 

0.14 

0.27 

0.07 

0.29 

0.05 

0.0100 

0.0521 

0.1179 

- 

0.180 

0.227 

0.495 

0.025 

0.470 

0.076 

16.06 

Safe 

5 NKR(CHAK HIRASINGH WALA) 

0802000100307200 

0.20 

0.16 

(45.77) 

0.13 

0.12 

0.25 

0.07 

0.30 

0.05 

0.0100 

0.0309 

0.1166 

- 

0.158 

0.205 

0.456 

0.023 

0.433 

0.099 

22.96 

Safe 

5 NN 

0801000400077400 

0.25 

0.20 

(106.64) 

0.16 

0.13 

0.30 

0.05 

0.27 

0.05 

0.0200 

0.0816 

0.0923 

- 

0.194 

0.246 

0.544 

0.027 

0.517 

0.155 

30.00 

Safe 

5 NTW 

0802000100315000 

0.20 

0.18 

- 

0.18 

0.16 

0.35 

0.07 

0.31 

0.06 

0.0200 

0.0479 

0.1355 

- 

0.203 

0.262 

0.611 

0.061 

0.550 

0.170 

30.92 

Safe 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0005 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

3.89 

Safe 

5 PP-A 

0801000400087800 

0.25 

0.03 

- 

0.03 

0.05 

0.07 

0.02 

0.12 

0.01 

0.0300 

0.0235 

0.0265 

- 

0.080 

0.087 

0.159 

0.016 

0.143 

0.265 

184.42 

Over Exploited 



0.25 

0.03 

- 

0.03 

0.04 

0.08 

0.03 

0.14 

0.01 

0.0100 

0.0267 

0.0301 

- 

0.067 

0.076 

0.151 

0.015 

0.136 

0.109 

80.09 

Semi Critical 

5 PP-B 

0801000400087900 

0.25 

0.19 

- 

0.19 

0.18 

0.37 

0.04 

0.19 

0.05 

0.0300 

0.1089 

0.1231 

- 

0.262 

0.312 

0.682 

0.068 

0.613 

0.243 

39.58 

Safe 



0.25 

0.03 

- 

0.03 

0.06 

0.09 

0.01 

0.07 

0.01 

- 

0.0424 

0.0479 

- 

0.090 

0.098 

0.192 

0.019 

0.173 

0.037 

21.51 

Safe 

5 PTP 

0802000100305200 

0.20 

0.18 

(88.71) 

0.15 

0.15 

0.30 

0.07 

0.30 

0.05 

0.0100 

0.0476 

0.1344 

- 

0.192 

0.244 

0.543 

0.027 

0.515 

0.077 

14.94 

Safe 

5Q 

0801000200030400 

0.25 

0.01 

413.54 

0.01 

0.03 

0.04 

0.01 

0.04 

0.00 

0.0100 

0.0168 

0.0238 

- 

0.051 

0.052 

0.088 

0.004 

0.084 

0.061 

73.09 

Semi Critical 



0.22 

0.15 

(35.30) 

0.12 

0.17 

0.29 

0.05 

0.24 

0.04 

0.0400 

0.0919 

0.1298 

- 

0.262 

0.301 

0.590 

0.030 

0.561 

0.195 

34.74 

Safe 

5 RB 

0801000400089200 

0.25 

0.27 

(113.55) 

0.21 

0.17 

0.38 

0.05 

0.26 

0.07 

0.0100 

0.1092 

0.1234 

- 

0.243 

0.311 

0.689 

0.034 

0.655 

0.075 

11.43 

Safe 

5 SBN 

0802000200321000 

0.20 

0.00 

(23,384.28) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

3.51 

Safe 



0.20 

0.22 

(139.88) 

0.17 

0.25 

0.42 

0.07 

0.30 

0.07 

0.0400 

0.0853 

0.2008 

- 

0.326 

0.393 

0.818 

0.041 

0.777 

0.221 

28.46 

Safe 

5 SDP 

0801000300071000 

0.25 

0.09 

30.96 

0.11 

0.05 

0.16 

0.06 

0.23 

0.03 

- 

0.0131 

0.0461 

- 

0.059 

0.091 

0.255 

0.013 

0.242 

0.038 

15.82 

Safe 

5 SDS 

0801000300059800 

0.25 

0.24 

(21.97) 

0.20 

0.16 

0.36 

0.06 

0.30 

0.06 

0.0100 

0.0487 

0.1376 

- 

0.196 

0.257 

0.613 

0.031 

0.583 

0.094 

16.18 

Safe 

5 SPM 

0801000300071500 

0.25 

0.12 

- 

0.12 

0.06 

0.18 

0.06 

0.23 

0.04 

- 

0.0163 

0.0576 

- 

0.074 

0.113 

0.295 

0.030 

0.266 

0.057 

21.39 

Safe 

5 UMW 

0802000400388800 

0.20 

0.00 

- 

0.00 

0.02 

0.02 

0.01 

0.03 

0.00 

- 

0.0052 

0.0195 

- 

0.025 

0.025 

0.048 

0.005 

0.043 

0.015 

35.46 

Safe 

5 UTS 

0802000300346100 

0.20 

0.09 

- 

0.09 

0.09 

0.18 

0.05 

0.23 

0.02 

0.0100 

0.0293 

0.0827 

- 

0.122 

0.147 

0.326 

0.033 

0.294 

0.108 

36.66 

Safe 

5 Y 

0801000200034100 

0.25 

0.00 

(60.80) 

0.00 

0.01 

0.02 

0.01 

0.05 

0.00 

- 

0.0080 

0.0113 

- 

0.019 

0.020 

0.036 

0.002 

0.034 

0.016 

45.02 

Safe 



0.22 

0.06 

(88.73) 

0.05 

0.07 

0.12 

0.05 

0.24 

0.02 

0.0100 

0.0389 

0.0550 

- 

0.104 

0.121 

0.238 

0.012 

0.227 

0.047 

20.94 

Safe 

5 Z 

0801000200037800 

0.25 

0.16 

(107.22) 

0.13 

0.12 

0.25 

0.06 

0.29 

0.04 

0.0100 

0.0707 

0.1000 

- 

0.181 

0.222 

0.471 

0.024 

0.448 

0.064 

14.40 

Safe 

5:00 AM 

0801000200041800 

0.22 

0.18 

(92.99) 

0.14 

0.17 

0.31 

0.06 

0.29 

0.05 

0.0200 

0.0908 

0.1283 

- 

0.239 

0.286 

0.596 

0.030 

0.566 

0.132 

23.26 

Safe 

5:00 PM 

0801000200030700 

0.25 

0.12 

(84.27) 

0.09 

0.12 

0.21 

0.05 

0.26 

0.03 

0.0400 

0.0669 

0.0810 

- 

0.188 

0.219 

0.428 

0.021 

0.407 

0.214 

52.50 

Safe 



0.22 

0.00 

(246.88) 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0059 

0.0072 

- 

0.013 

0.013 

0.023 

0.001 

0.022 

0.009 

42.04 

Safe 

50 F 

0801000100017300 

0.25 

0.01 

491.19 

0.01 

0.04 

0.06 

0.01 

0.06 

0.00 

0.0100 

0.0240 

0.0339 

- 

0.068 

0.071 

0.127 

0.006 

0.120 

0.079 

65.38 

Safe 

50 GG 

0801000100023600 

0.25 

0.14 

- 

0.14 

0.09 

0.23 

0.05 

0.26 

0.04 

0.0100 

0.0572 

0.0646 

- 

0.132 

0.168 

0.396 

0.040 

0.356 

0.119 

33.48 

Safe 

50 LNP 

0801000400100700 

0.25 

0.06 

- 

0.06 

0.06 

0.12 

0.03 

0.14 

0.01 

0.0100 

0.0348 

0.0492 

- 

0.094 

0.108 

0.225 

0.022 

0.202 

0.073 

36.19 

Safe 



0.25 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0038 

0.0109 

- 

0.015 

0.015 

0.029 

0.003 

0.026 

0.009 

35.09 

Safe 

50 NP 

0801000500132100 

0.25 

0.00 

(126.36) 

0.00 

0.03 

0.03 

0.01 

0.03 

0.00 

- 

0.0151 

0.0213 

- 

0.036 

0.037 

0.066 

0.003 

0.062 

0.009 

14.73 

Safe 

500 LNP 

0801000200028200 

0.25 

0.01 

22.26 

0.01 

0.04 

0.04 

0.01 

0.03 

0.00 

- 

0.0227 

0.0275 

- 

0.050 

0.052 

0.094 

0.005 

0.089 

0.001 

1.38 

Safe 



0.22 

0.25 

(89.90) 

0.20 

0.26 

0.46 

0.05 

0.25 

0.06 

- 

0.1660 

0.2011 

- 

0.367 

0.432 

0.890 

0.045 

0.846 

0.009 

1.06 

Safe 

501LNP 

0801000200047500 

0.25 

0.01 

618.88 

0.01 

0.01 

0.03 

0.02 

0.11 

0.00 

0.0100 

0.0080 

0.0113 

- 

0.029 

0.032 

0.058 

0.003 

0.055 

0.121 

218.65 

Over Exploited 



0.25 

0.02 

345.36 

0.03 

0.04 

0.07 

0.04 

0.16 

0.01 

0.0200 

0.0085 

0.0240 

- 

0.053 

0.059 

0.124 

0.006 

0.118 

0.196 

166.75 

Over Exploited 

51 F 

0801000100019800 

0.25 

0.11 

102.05 

0.14 

0.15 

0.28 

0.04 

0.19 

0.03 

0.0700 

0.0741 

0.1046 

- 

0.249 

0.276 

0.560 

0.028 

0.532 

0.392 

73.81 

Semi Critical 



0.25 

0.00 

848.05 

0.00 

0.02 

0.02 

0.01 

0.03 

0.00 

- 

0.0123 

0.0173 

- 

0.030 

0.030 

0.055 

0.003 

0.052 

0.018 

35.12 

Safe 

51 GG 

0801000400076600 

0.25 

0.05 

- 

0.05 

0.03 

0.07 

0.05 

0.26 

0.01 

0.0100 

0.0183 

0.0206 

- 

0.049 

0.061 

0.134 

0.013 

0.120 

0.072 

60.16 

Safe 

51 LNP 

0801000400093000 

0.25 

0.04 

- 

0.04 

0.07 

0.11 

0.02 

0.08 

0.01 

- 

0.0396 

0.0560 

- 

0.096 

0.106 

0.213 

0.021 

0.191 

0.037 

19.50 

Safe 

51 NP 

0801000500132000 

0.25 

0.01 

(64.79) 

0.01 

0.03 

0.03 

0.01 

0.06 

0.00 

- 

0.0162 

0.0229 

- 

0.039 

0.041 

0.075 

0.004 

0.071 

0.018 

25.44 

Safe 

52 F 

0801000100019700 

0.25 

0.18 

(32.83) 

0.15 

0.17 

0.32 

0.04 

0.23 

0.04 

0.0100 

0.0998 

0.1410 

- 

0.251 

0.294 

0.610 

0.031 

0.580 

0.081 

14.02 

Safe 



0.25 

0.00 

61,156.44 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

52 GG 

0801000100023500 

0.25 

0.06 

- 

0.06 

0.07 

0.13 

0.03 

0.15 

0.02 

0.0100 

0.0459 

0.0519 

- 

0.108 

0.124 

0.258 

0.026 

0.233 

0.119 

51.07 

Safe 



0.25 

0.03 

- 

0.03 

0.05 

0.08 

0.02 

0.11 

0.01 

- 

0.0329 

0.0371 

- 

0.070 

0.078 

0.161 

0.016 

0.145 

0.019 

13.28 

Safe 

52 LNP 

0801000400086900 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0014 

0.0019 

- 

0.003 

0.003 

0.006 

0.001 

0.005 

0.000 

0.87 

Safe 



0.25 

0.28 

- 

0.28 

0.24 

0.52 

0.05 

0.23 

0.07 

0.0100 

0.0723 

0.2043 

- 

0.287 

0.360 

0.877 

0.088 

0.789 

0.057 

7.26 

Safe 

52 NP 

0801000500127100 

0.25 

0.00 

615.84 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0036 

0.0040 

- 

0.008 

0.008 

0.014 

0.001 

0.013 

0.000 

0.36 

Safe 



0.25 

0.09 

(43.75) 

0.07 

0.08 

0.15 

0.04 

0.20 

0.02 

0.0100 

0.0499 

0.0564 

- 

0.116 

0.141 

0.290 

0.015 

0.276 

0.046 

16.55 

Safe 

53 F 

0801000100022500 

0.25 

0.10 

(95.11) 

0.08 

0.12 

0.20 

0.03 

0.17 

0.02 

0.0100 

0.0714 

0.1009 

- 

0.182 

0.206 

0.407 

0.020 

0.386 

0.080 

20.79 

Safe 



0.25 

0.01 

(123.36) 

0.01 

0.04 

0.05 

0.01 

0.06 

0.00 

- 

0.0236 

0.0333 

- 

0.057 

0.059 

0.108 

0.005 

0.103 

0.001 

0.74 

Safe 

53 GG 

0801000100023400 

0.25 

0.07 

- 

0.07 

0.10 

0.17 

0.02 

0.11 

0.02 

0.0100 

0.0678 

0.0766 

- 

0.154 

0.172 

0.345 

0.034 

0.310 

0.081 

25.98 

Safe 



0.25 

0.12 

- 

0.12 

0.13 

0.25 

0.03 

0.14 

0.03 

- 

0.0883 

0.0998 

- 

0.188 

0.218 

0.471 

0.047 

0.424 

0.030 

7.18 

Safe 

53 NP 

0801000500127200 

0.25 

0.12 

(52.28) 

0.09 

0.09 

0.18 

0.04 

0.21 

0.03 

0.0100 

0.0591 

0.0668 

- 

0.136 

0.167 

0.351 

0.018 

0.333 

0.055 

16.44 

Safe 

54 F 

0801000100019900 

0.25 

0.03 

238.35 

0.04 

0.09 

0.13 

0.02 

0.09 

0.01 

0.0100 

0.0505 

0.0714 

- 

0.132 

0.140 

0.268 

0.013 

0.255 

0.080 

31.26 

Safe 



0.25 

0.05 

178.08 

0.05 

0.10 

0.15 

0.02 

0.10 

0.01 

- 

0.0577 

0.0815 

- 

0.139 

0.150 

0.303 

0.015 

0.288 

0.020 

6.90 

Safe 

54 GG 

0801000100023700 

0.25 

0.11 

- 

0.11 

0.08 

0.19 

0.05 

0.26 

0.03 

0.0200 

0.0465 

0.0526 

- 

0.119 

0.148 

0.342 

0.034 

0.307 

0.197 

64.02 

Safe 

54 NP 

0801000500127300 

0.25 

0.03 

(15.86) 

0.02 

0.04 

0.06 

0.02 

0.11 

0.01 

0.0100 

0.0260 

0.0294 

- 

0.065 

0.072 

0.134 

0.007 

0.127 

0.036 

28.54 

Safe 

55 F 

0801000100022400 

0.25 

0.03 

(101.54) 

0.02 

0.07 

0.09 

0.02 

0.08 

0.01 

0.0100 

0.0409 

0.0578 

- 

0.109 

0.115 

0.206 

0.010 

0.196 

0.040 

20.61 

Safe 



0.25 

0.09 

(113.44) 

0.07 

0.13 

0.20 

0.03 

0.15 

0.02 

- 

0.0767 

0.1084 

- 

0.185 

0.207 

0.412 

0.021 

0.391 

0.011 

2.94 

Safe 

56 F 

0801000100022300 

0.25 

0.00 

(429.47) 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0036 

0.0050 

- 

0.009 

0.009 

0.015 

0.001 

0.014 

0.000 

0.81 

Safe 



0.25 

0.14 

(110.48) 

0.11 

0.14 

0.25 

0.04 

0.22 

0.03 

- 

0.0812 

0.1148 

- 

0.196 

0.230 

0.483 

0.024 

0.459 

0.021 

4.50 

Safe 

57 F 

0801000100020800 

0.25 

0.19 

(124.79) 

0.15 

0.18 

0.32 

0.04 

0.23 

0.04 

- 

0.1024 

0.1447 

- 

0.247 

0.292 

0.617 

0.031 

0.586 

0.021 

3.64 

Safe 

58 F 

0801000100020900 

0.25 

0.00 

(52,767.51) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.25 

0.11 

(149.77) 

0.09 

0.11 

0.20 

0.04 

0.23 

0.03 

- 

0.0624 

0.0882 

- 

0.151 

0.178 

0.376 

0.019 

0.357 

0.011 

3.09 

Safe 

58 F-A 

0801000100020700 

0.25 

0.04 

(130.38) 

0.03 

0.03 

0.06 

0.04 

0.23 

0.01 

- 

0.0195 

0.0276 

- 

0.047 

0.056 

0.118 

0.006 

0.112 

0.010 

8.63 

Safe 

59 F-A 

0801000100020600 

0.25 

0.03 

(58.52) 

0.02 

0.05 

0.07 

0.02 

0.11 

0.01 

0.0100 

0.0304 

0.0429 

- 

0.083 

0.090 

0.163 

0.008 

0.155 

0.040 

25.82 

Safe 



0.25 

0.03 

(83.13) 

0.02 

0.06 

0.08 

0.02 

0.12 

0.01 

- 

0.0323 

0.0456 

- 

0.078 

0.085 

0.165 

0.008 

0.156 

0.010 

6.43 

Safe 

59 F-B 

0801000100020500 

0.25 

0.10 

(78.54) 

0.08 

0.12 

0.19 

0.04 

0.19 

0.02 

0.0200 

0.0615 

0.0869 

- 

0.168 

0.191 

0.383 

0.019 

0.364 

0.119 

32.74 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.004 

0.24 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


5E (RURAL) 

0801000200042400 

2.171 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.171 

0.45 

0.200 

0.00 

0.00 

0.04 

0.05 

0.00 

0.10 

0.07 

0.00 

0.003 

0.23 

0.35 


5H 

0801000200024300 

6.246 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.046 

0.48 

0.200 

0.01 

0.00 

0.02 

0.03 

0.00 

0.07 

0.04 

0.05 

0.002 

0.04 

0.06 





Saline 

Gang Canal 

Command 

Younger Alluvium 

5.200 

0.48 

0.180 

0.03 

0.01 

0.10 

0.13 

0.00 

0.24 

0.16 

0.11 

0.008 

0.19 

0.29 


6 IDG 

0802000100301700 

4.772 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.772 

-0.06 

0.150 

0.02 

0.00 

0.05 

0.14 

0.00 

0.00 

0.00 

0.07 

0.014 

0.23 

0.28 


6 AMP 

0802000100310200 

3.628 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.628 

0.28 

0.150 

0.02 

0.00 

0.05 

0.10 

0.00 

0.02 

0.02 

0.05 

0.011 

0.23 

0.33 


6 B 

0801000200026100 

2.504 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.504 

0.22 

0.180 

0.02 

0.01 

0.05 

0.06 

0.00 

0.00 

0.00 

0.08 

0.004 

0.22 

0.32 


6 BB 

0801000400078900 

2.861 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.861 

-0.66 

0.200 

0.03 

0.00 

0.04 

0.05 

0.00 

0.00 

0.00 

0.11 

0.002 

0.21 

0.41 


6 BGP-A 

0802000100310700 

2.667 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.056 

0.21 

0.150 

0.03 

0.00 

0.01 

0.03 

0.00 

0.02 

0.03 

0.10 

0.003 

0.09 

0.06 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.611 

0.21 

0.150 

0.02 

0.00 

0.02 

0.05 

0.00 

0.00 

0.01 

0.06 

0.005 

0.14 

0.09 


6 BGP-B 

0802000100310600 

1.988 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.386 

0.21 

0.150 

0.02 

0.00 

0.00 

0.01 

0.00 

0.02 

0.02 

0.06 

0.001 

0.04 

0.03 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.602 

0.21 

0.150 

0.02 

0.00 

0.02 

0.05 

0.00 

0.00 

0.01 

0.09 

0.005 

0.18 

0.12 


6 BGS 

0801000300055600 

4.897 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

4.897 

0.10 

0.200 

0.03 

0.00 

0.07 

0.14 

0.00 

-0.08 

-0.06 

0.11 

0.005 

0.22 

0.29 


6 BNW 

0801000300060800 

3.815 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.815 

0.18 

0.200 

0.02 

0.00 

0.05 

0.11 

0.00 

-0.01 

-0.01 

0.08 

0.004 

0.21 

0.26 


6 C 

0801000200026900 

1.772 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.772 

0.31 

0.180 

0.05 

0.01 

0.03 

0.04 

0.00 

0.06 

0.04 

0.18 

0.003 

0.22 

0.33 


6 CC 

0801000400080700 

2.195 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.195 

0.03 

0.200 

0.01 

0.00 

0.03 

0.04 

0.00 

-0.05 

-0.02 

0.05 

0.001 

0.21 

0.46 


6 D 

0801000200027600 

2.874 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.017 

0.30 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.858 

0.30 

0.180 

0.03 

0.01 

0.05 

0.07 

0.00 

0.05 

0.04 

0.13 

0.005 

0.22 

0.34 


6 DD 

0801000400081500 

3.164 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.963 

-0.08 

0.200 

0.01 

0.00 

0.03 

0.03 

0.00 

0.00 

0.00 

0.05 

0.001 

0.13 

0.28 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.201 

-0.08 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.02 

0.001 

0.08 

0.17 


6 DLP 

0802000100316600 

1.102 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.928 

0.06 

0.150 

0.03 

0.00 

0.01 

0.03 

0.00 

0.00 

0.00 

0.11 

0.000 

0.19 

0.33 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.174 

0.06 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

-0.01 

0.00 

0.01 

0.000 

0.04 

0.06 


6 E(RURAL) 

0801000200039300 

3.981 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

3.981 

0.43 

0.200 

0.00 

0.00 

0.07 

0.10 

0.00 

0.17 

0.11 

0.00 

0.006 

0.23 

0.35 


6 EEA 

0801000400088800 

4.013 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.013 

-0.19 

0.200 

0.02 

0.00 

0.06 

0.07 

0.00 

0.00 

0.00 

0.06 

0.002 

0.21 

0.46 


6 F 

0801000200032200 

2.394 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.249 

0.25 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.01 

0.01 

0.05 

0.000 

0.02 

0.04 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.144 

0.25 

0.180 

0.05 

0.01 

0.05 

0.05 

0.00 

0.04 

0.02 

0.21 

0.003 

0.20 

0.31 


6 FD 

0801000500101800 

3.993 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.993 

0.14 

0.200 

0.04 

0.01 

0.08 

0.10 

0.00 

-0.03 

-0.02 

0.15 

0.001 

0.18 

0.34 


6 FF 

0801000100019100 

2.323 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.323 

0.00 

0.200 

0.01 

0.00 

0.04 

0.06 

0.00 

-0.09 

-0.05 

0.05 

0.002 

0.20 

0.36 


6 FFB 

0801000500102200 

3.620 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.620 

0.13 

0.200 

0.03 

0.01 

0.07 

0.09 

0.00 

-0.04 

-0.02 

0.10 

0.001 

0.17 

0.34 


6 G 1 

0801000200046200 

2.382 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.382 

0.06 

0.200 

0.03 

0.01 

0.04 

0.04 

0.00 

-0.03 

-0.02 

0.14 

0.004 

0.22 

0.35 


6 G II 

0801000200046100 

3.193 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

3.193 

0.08 

0.200 

0.04 

0.01 

0.05 

0.05 

0.00 

-0.02 

-0.01 

0.14 

0.005 

0.22 

0.35 


6 H 

0801000200044900 

4.569 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

4.569 

0.66 

0.200 

0.04 

0.01 

0.07 

0.07 

0.00 

0.49 

0.27 

0.14 

0.007 

0.20 

0.37 


6 HH 

0801000200051300 

2.126 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.126 

-0.33 

0.200 

0.03 

0.01 

0.05 

0.05 

0.00 

0.00 

0.00 

0.14 

0.003 

0.22 

0.33 


6 JDW 

0802000300355000 

3.912 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.440 

-0.04 

0.150 

0.02 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.08 

0.000 

0.02 

0.04 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.453 

-0.04 

0.150 

0.07 

0.01 

0.03 

0.10 

0.00 

0.00 

0.00 

0.28 

0.001 

0.16 

0.30 


6 JRK 

0802000300354900 

4.702 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.258 

-0.18 

0.150 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.03 

0.000 

0.01 

0.02 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.852 

-0.18 

0.150 

0.01 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.04 

0.000 

0.03 

0.07 


6 KHR 

0802000200322500 

2.327 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

2.032 

-0.01 

0.150 

0.06 

0.01 

0.03 

0.06 

0.00 

0.00 

0.00 

0.24 

0.008 

0.20 

0.31 


6 KK 

0801000400085300 

4.502 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.502 

-0.90 

0.200 

0.06 

0.01 

0.07 

0.07 

0.00 

0.00 

0.00 

0.23 

0.002 

0.21 

0.45 


6 KKW 

0802000300352100 

4.774 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

4.081 

-0.08 

0.150 

0.03 

0.01 

0.03 

0.12 

0.00 

0.00 

0.00 

0.14 

0.001 

0.17 

0.37 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.529 

-0.08 

0.150 

0.00 

0.00 

0.00 

0.02 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.05 


6 KRW (DHANIKHINCHRAN) 

0801000300059200 

3.339 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.339 

0.44 

0.200 

0.02 

0.00 

0.03 

0.10 

0.00 

0.19 

0.16 

0.07 

0.004 

0.24 

0.28 


6 KSD(MALARAMPURA) 

0802000100302300 

5.501 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.012 

0.19 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

5.489 

0.19 

0.150 

0.02 

0.00 

0.06 

0.16 

0.00 

-0.03 

-0.03 

0.05 

0.017 

0.23 

0.24 


6 LL 

0801000200050900 

4.824 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.824 

-0.24 

0.180 

0.05 

0.01 

0.09 

0.12 

0.00 

0.00 

0.00 

0.21 

0.008 

0.22 

0.36 


6 LLG 

0801000300066700 

4.594 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.594 

-0.77 

0.200 

0.00 

0.00 

0.04 

0.13 

0.00 

0.00 

0.00 

0.00 

0.005 

0.18 

0.13 


6 LLW 

0802000300351400 

2.977 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

2.047 

-0.44 

0.150 

0.03 

0.00 

0.02 

0.06 

0.00 

0.00 

0.00 

0.11 

0.001 

0.14 

0.31 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.924 

-0.44 

0.150 

0.01 

0.00 

0.01 

0.03 

0.00 

0.00 

0.00 

0.03 

0.000 

0.06 

0.14 


6 LNP 

0801000200038800 

1.526 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.526 

0.30 

0.200 

0.05 

0.01 

0.03 

0.04 

0.00 

0.07 

0.04 

0.18 

0.002 

0.23 

0.35 


6 M 

0801000100010400 

2.981 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.981 

0.94 

0.200 

0.01 

0.00 

0.06 

0.07 

0.00 

0.44 

0.25 

0.04 

0.002 

0.20 

0.36 


6 MJD 

0802000100316000 

6.875 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

6.772 

0.08 

0.150 

0.05 

0.01 

0.07 

0.19 

0.00 

-0.14 

-0.08 

0.18 

0.021 

0.23 

0.40 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.103 

0.08 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


6 ML 

0801000200051600 

3.992 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

3.992 

-0.23 

0.200 

0.09 

0.02 

0.09 

0.10 

0.00 

0.00 

0.00 

0.35 

0.006 

0.22 

0.33 


6 MMK 

0802000100317500 

4.945 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

4.683 

-0.01 

0.150 

0.05 

0.01 

0.06 

0.13 

0.00 

0.00 

0.00 

0.18 

0.014 

0.21 

0.38 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.262 

-0.01 

0.150 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.02 


6 NGR 

0802000100318100 

3.045 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.045 

0.07 

0.150 

0.01 

0.00 

0.04 

0.09 

0.00 

-0.08 

-0.04 

0.03 

0.009 

0.22 

0.41 


6 NKR 

0802000100307300 

2.085 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.085 

0.48 

0.150 

0.03 

0.00 

0.02 

0.06 

0.00 

0.10 

0.07 

0.11 

0.006 

0.23 

0.35 


6 NN 

0801000400081000 

3.566 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.566 

0.05 

0.200 

0.01 

0.00 

0.06 

0.06 

0.00 

-0.07 

-0.03 

0.04 

0.002 

0.21 

0.46 


6 NTW 

0802000100314700 

2.919 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

2.919 

0.13 

0.150 

0.03 

0.00 

0.03 

0.08 

0.00 

-0.03 

-0.02 

0.12 

0.009 

0.23 

0.42 


6 PTP 

0802000100306700 

3.827 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.827 

0.40 

0.150 

0.04 

0.01 

0.04 

0.11 

0.00 

0.11 

0.08 

0.14 

0.012 

0.23 

0.31 


6 Q 

0801000200030300 

3.433 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.951 

0.37 

0.200 

0.02 

0.00 

0.02 

0.02 

0.00 

0.05 

0.03 

0.08 

0.002 

0.06 

0.10 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.482 

0.37 

0.180 

0.03 

0.01 

0.05 

0.06 

0.00 

0.08 

0.05 

0.12 

0.004 

0.16 

0.25 


6 RB 

0801000400089400 

3.721 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.721 

0.08 

0.200 

0.01 

0.00 

0.06 

0.06 

0.00 

-0.05 

-0.02 

0.04 

0.002 

0.21 

0.45 


6 SBN 

0802000200321200 

0.557 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.007 

-0.10 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.551 

-0.10 

0.150 

0.01 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.04 

0.002 

0.23 

0.40 


6 SDP 

0801000300068800 

3.273 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.273 

0.33 

0.200 

0.01 

0.00 

0.02 

0.06 

0.00 

0.15 

0.21 

0.03 

0.003 

0.17 

0.12 


6 SDS 

0801000300063600 

3.051 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.051 

0.50 

0.200 

0.03 

0.00 

0.03 

0.09 

0.00 

0.21 

0.18 

0.11 

0.003 

0.24 

0.28 


6 SPM 

0801000300074100 

2.340 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.340 

-0.13 

0.200 

0.02 

0.00 

0.02 

0.07 

0.00 

0.00 

0.00 

0.08 

0.002 

0.18 

0.14 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ; 

(24; 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

5E (RURAL) 

0801000200042400 

0.25 

0.12 

(46.15) 

0.10 

0.09 

0.19 

0.06 

0.29 

0.03 

- 

0.0548 

0.0774 

- 

0.132 

0.165 

0.357 

0.018 

0.339 

0.003 

1.02 

Safe 

5H 

0801000200024300 

0.25 

0.01 

334.59 

0.01 

0.05 

0.06 

0.01 

0.05 

0.00 

0.0100 

0.0264 

0.0373 

- 

0.074 

0.076 

0.133 

0.007 

0.127 

0.047 

36.87 

Safe 



0.22 

0.21 

(25.00) 

0.17 

0.23 

0.40 

0.05 

0.23 

0.06 

0.0200 

0.1312 

0.1854 

- 

0.337 

0.392 

0.797 

0.040 

0.757 

0.116 

15.35 

Safe 

6 IDG 

0802000100301700 

0.20 

0.22 

- 

0.22 

0.19 

0.41 

0.06 

0.29 

0.06 

0.0100 

0.0575 

0.1624 

0.001 

0.231 

0.291 

0.697 

0.070 

0.628 

0.079 

12.67 

Safe 

6 AMP 

0802000100310200 

0.20 

0.17 

(90.04) 

0.13 

0.15 

0.28 

0.07 

0.30 

0.05 

0.0100 

0.0546 

0.1235 

- 

0.188 

0.239 

0.523 

0.026 

0.497 

0.060 

12.08 

Safe 

6 B 

0801000200026100 

0.22 

0.12 

(100.49) 

0.10 

0.12 

0.22 

0.06 

0.28 

0.03 

0.0200 

0.0632 

0.0893 

- 

0.173 

0.205 

0.421 

0.021 

0.400 

0.085 

21.25 

Safe 

6 BB 

0801000400078900 

0.25 

0.15 

- 

0.15 

0.09 

0.24 

0.05 

0.27 

0.04 

0.0100 

0.0602 

0.0680 

- 

0.138 

0.177 

0.420 

0.042 

0.378 

0.110 

29.01 

Safe 

6 BGP-A 

0802000100310700 

0.20 

0.02 

54.16 

0.02 

0.04 

0.07 

0.02 

0.11 

0.01 

0.0200 

0.0159 

0.0359 

- 

0.072 

0.077 

0.143 

0.007 

0.136 

0.102 

75.00 

Semi Critical 



0.20 

0.04 

(88.02) 

0.04 

0.07 

0.10 

0.04 

0.18 

0.01 

0.0100 

0.0243 

0.0548 

- 

0.089 

0.101 

0.203 

0.010 

0.193 

0.062 

32.06 

Safe 

6 BGP-B 

0802000100310600 

0.20 

0.00 

624.44 

0.00 

0.02 

0.02 

0.01 

0.06 

0.00 

0.0100 

0.0058 

0.0131 

- 

0.029 

0.030 

0.050 

0.002 

0.047 

0.060 

126.74 

Over Exploited 



0.20 

0.06 

(89.09) 

0.05 

0.07 

0.11 

0.05 

0.23 

0.02 

0.0100 

0.0241 

0.0545 

- 

0.089 

0.105 

0.218 

0.011 

0.207 

0.094 

45.36 

Safe 

6 BGS 

0801000300055600 

0.25 

0.27 

(121.62) 

0.22 

0.21 

0.42 

0.06 

0.28 

0.07 

0.0100 

0.0737 

0.1667 

- 

0.250 

0.323 

0.747 

0.037 

0.710 

0.113 

15.95 

Safe 

6 BNW 

0801000300060800 

0.25 

0.21 

(102.44) 

0.16 

0.16 

0.33 

0.06 

0.27 

0.06 

0.0100 

0.0574 

0.1299 

- 

0.197 

0.254 

0.580 

0.029 

0.551 

0.085 

15.44 

Safe 

6 C 

0801000200026900 

0.22 

0.09 

(52.10) 

0.07 

0.09 

0.16 

0.06 

0.28 

0.02 

0.0300 

0.0447 

0.0632 

- 

0.138 

0.161 

0.317 

0.016 

0.301 

0.183 

60.72 

Safe 

6CC 

0801000400080700 

0.25 

0.12 

(118.52) 

0.09 

0.07 

0.16 

0.05 

0.27 

0.03 

0.0100 

0.0462 

0.0522 

- 

0.108 

0.138 

0.301 

0.015 

0.286 

0.055 

19.29 

Safe 

6 D 

0801000200027600 

0.25 

0.00 

3,583.46 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0004 

0.0006 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

1.61 

Safe 



0.22 

0.14 

(74.85) 

0.11 

0.13 

0.25 

0.06 

0.28 

0.04 

0.0200 

0.0721 

0.1019 

- 

0.194 

0.231 

0.476 

0.024 

0.452 

0.131 

28.86 

Safe 

6 DD 

0801000400081500 

0.25 

0.06 

- 

0.06 

0.06 

0.13 

0.03 

0.16 

0.02 

0.0100 

0.0413 

0.0467 

- 

0.098 

0.114 

0.241 

0.024 

0.217 

0.049 

22.63 

Safe 



0.25 

0.02 

- 

0.02 

0.04 

0.06 

0.02 

0.10 

0.01 

- 

0.0253 

0.0286 

- 

0.054 

0.060 

0.122 

0.012 

0.110 

0.019 

16.95 

Safe 

6 DLP 

0802000100316600 

0.20 

0.04 

(95.77) 

0.03 

0.04 

0.06 

0.06 

0.25 

0.01 

0.0100 

0.0112 

0.0316 

- 

0.053 

0.064 

0.128 

0.006 

0.122 

0.108 

89.07 

Semi Critical 



0.20 

0.00 

(332.77) 

0.00 

0.01 

0.01 

0.01 

0.05 

0.00 

- 

0.0021 

0.0059 

- 

0.008 

0.008 

0.016 

0.001 

0.015 

0.006 

39.47 

Safe 

6 E(RURAL) 

0801000200039300 

0.25 

0.23 

(52.08) 

0.18 

0.17 

0.35 

0.06 

0.29 

0.06 

- 

0.1005 

0.1420 

- 

0.242 

0.302 

0.655 

0.033 

0.622 

0.006 

1.02 

Safe 

6 EEA 

0801000400088800 

0.25 

0.21 

- 

0.21 

0.13 

0.34 

0.05 

0.27 

0.05 

0.0100 

0.0844 

0.0954 

- 

0.190 

0.244 

0.585 

0.058 

0.526 

0.065 

12.39 

Safe 

6 F 

0801000200032200 

0.25 

0.00 

385.40 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

0.0100 

0.0073 

0.0089 

- 

0.026 

0.027 

0.040 

0.002 

0.038 

0.045 

CD 

00 

Over Exploited 



0.22 

0.10 

(74.13) 

0.08 

0.11 

0.19 

0.05 

0.26 

0.03 

0.0400 

0.0631 

0.0765 

- 

0.180 

0.205 

0.391 

0.020 

0.371 

0.210 

56.71 

Safe 

6 FD 

0801000500101800 

0.25 

0.18 

(110.20) 

0.14 

0.18 

0.32 

0.05 

0.22 

0.05 

0.0300 

0.1008 

0.1424 

- 

0.273 

0.318 

0.641 

0.032 

0.609 

0.154 

25.29 

Safe 

6 FF 

0801000100019100 

0.25 

0.11 

(142.23) 

0.09 

0.10 

0.19 

0.05 

0.24 

0.03 

0.0100 

0.0586 

0.0828 

- 

0.151 

0.179 

0.371 

0.019 

0.352 

0.056 

15.88 

Safe 

6 FFB 

0801000500102200 

0.25 

0.16 

(114.19) 

0.12 

0.17 

0.29 

0.05 

0.22 

0.04 

0.0200 

0.0914 

0.1291 

- 

0.240 

0.281 

0.573 

0.029 

0.544 

0.100 

18.39 

Safe 

6 G 1 

0801000200046200 

0.25 

0.13 

(113.60) 

0.11 

0.09 

0.19 

0.06 

0.28 

0.04 

0.0200 

0.0501 

0.0566 

- 

0.127 

0.162 

0.355 

0.018 

0.337 

0.139 

41.15 

Safe 

6G II 

0801000200046100 

0.25 

0.18 

(108.29) 

0.14 

0.11 

0.25 

0.06 

0.28 

0.05 

0.0200 

0.0671 

0.0759 

- 

0.163 

0.210 

0.465 

0.023 

0.442 

0.140 

31.72 

Safe 

6 H 

0801000200044900 

0.25 

0.23 

14.43 

0.27 

0.16 

0.42 

0.05 

0.26 

0.06 

0.0200 

0.0961 

0.1086 

- 

0.225 

0.284 

0.708 

0.035 

0.672 

0.151 

22.49 

Safe 

6 HH 

0801000200051300 

0.25 

0.12 

- 

0.12 

0.11 

0.22 

0.06 

0.28 

0.03 

0.0300 

0.0626 

0.0758 

- 

0.168 

0.199 

0.424 

0.042 

0.382 

0.138 

36.25 

Safe 

6 JDW 

0802000300355000 

0.20 

0.00 

- 

0.00 

0.02 

0.02 

0.00 

0.03 

0.00 

0.0100 

0.0040 

0.0150 

- 

0.029 

0.029 

0.047 

0.005 

0.042 

0.081 

191.53 

Over Exploited 



0.20 

0.11 

- 

0.11 

0.14 

0.24 

0.04 

0.20 

0.03 

0.0300 

0.0312 

0.1175 

- 

0.179 

0.206 

0.451 

0.045 

0.406 

0.285 

70.23 

Semi Critical 

6 JRK 

0802000300354900 

0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0023 

0.0088 

- 

0.011 

0.011 

0.021 

0.002 

0.019 

0.027 

142.62 

Over Exploited 



0.20 

0.01 

- 

0.01 

0.03 

0.04 

0.01 

0.04 

0.00 

- 

0.0077 

0.0290 

- 

0.037 

0.038 

0.075 

0.007 

0.067 

0.044 

65.80 

Safe 

6 KHR 

0802000200322500 

0.20 

0.08 

- 

0.08 

0.09 

0.17 

0.06 

0.26 

0.02 

0.0300 

0.0306 

0.0692 

- 

0.130 

0.154 

0.328 

0.033 

0.295 

0.246 

83.23 

Semi Critical 

6 KK 

0801000400085300 

0.25 

0.24 

- 

0.24 

0.15 

0.39 

0.05 

0.26 

0.06 

0.0300 

0.0947 

0.1070 

- 

0.232 

0.293 

0.683 

0.068 

0.615 

0.236 

38.44 

Safe 

6 KKW 

0802000300352100 

0.20 

0.14 

- 

0.14 

0.16 

0.29 

0.04 

0.21 

0.04 

0.0200 

0.0369 

0.1389 

- 

0.196 

0.232 

0.527 

0.053 

0.474 

0.136 

28.69 

Safe 



0.20 

0.00 

- 

0.00 

0.02 

0.02 

0.01 

0.03 

0.00 

- 

0.0048 

0.0180 

- 

0.023 

0.023 

0.045 

0.004 

0.040 

0.006 

15.20 

Safe 

6 KRW (DHANIKHINCHRAN) 

0801000300059200 

0.25 

0.20 

(18.31) 

0.16 

0.12 

0.29 

0.06 

0.30 

0.05 

0.0100 

0.0302 

0.1137 

- 

0.154 

0.204 

0.492 

0.025 

0.467 

0.076 

16.16 

Safe 

6 KSD(MALARAMPURA) 

0802000100302300 

0.20 

0.00 

(7,986.67) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

3.65 

Safe 



0.20 

0.25 

(112.86) 

0.20 

0.21 

0.41 

0.06 

0.29 

0.07 

0.0100 

0.0661 

0.1868 

- 

0.263 

0.334 

0.747 

0.037 

0.710 

0.066 

9.25 

Safe 

6 LL 

0801000200050900 

0.22 

0.23 

- 

0.23 

0.22 

0.45 

0.06 

0.28 

0.06 

0.0400 

0.1217 

0.1720 

- 

0.334 

0.395 

0.845 

0.084 

0.760 

0.215 

28.24 

Safe 

6 LLG 

0801000300066700 

0.25 

0.20 

- 

0.20 

0.17 

0.37 

0.06 

0.24 

0.07 

- 

0.0415 

0.1564 

- 

0.198 

0.265 

0.638 

0.064 

0.574 

0.005 

0.84 

Safe 

6 LLW 

0802000300351400 

0.20 

0.06 

- 

0.06 

0.08 

0.14 

0.04 

0.18 

0.02 

0.0100 

0.0246 

0.0697 

- 

0.104 

0.120 

0.256 

0.026 

0.230 

0.109 

47.13 

Safe 



0.20 

0.01 

- 

0.01 

0.04 

0.05 

0.02 

0.08 

0.00 

- 

0.0111 

0.0315 

- 

0.043 

0.046 

0.093 

0.009 

0.084 

0.025 

30.10 

Safe 

6 LNP 

0801000200038800 

0.25 

0.09 

(50.94) 

0.07 

0.08 

0.15 

0.06 

0.29 

0.02 

0.0300 

0.0385 

0.0544 

- 

0.123 

0.146 

0.291 

0.015 

0.276 

0.182 

66.00 

Safe 

6 M 

0801000100010400 

0.25 

0.15 

64.17 

0.18 

0.13 

0.31 

0.05 

0.26 

0.04 

0.0100 

0.0752 

0.1063 

- 

0.192 

0.230 

0.541 

0.027 

0.514 

0.038 

7.48 

Safe 

6 MJD 

0802000100316000 

0.20 

0.31 

(126.12) 

0.25 

0.27 

0.52 

0.07 

0.30 

0.10 

0.0200 

0.0816 

0.2305 

- 

0.332 

0.429 

0.949 

0.047 

0.901 

0.199 

22.03 

Safe 



0.20 

0.00 

(2,336.49) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0012 

0.0035 

- 

0.005 

0.005 

0.009 

0.000 

0.008 

0.000 

3.75 

Safe 

6 ML 

0801000200051600 

0.25 

0.22 

- 

0.22 

0.21 

0.43 

0.06 

0.28 

0.06 

0.0600 

0.1175 

0.1424 

- 

0.320 

0.379 

0.805 

0.081 

0.725 

0.351 

48.48 

Safe 

6 MMK 

0802000100317500 

0.20 

0.20 

- 

0.20 

0.20 

0.40 

0.06 

0.28 

0.06 

0.0200 

0.0705 

0.1594 

- 

0.250 

0.311 

0.713 

0.071 

0.642 

0.192 

29.94 

Safe 



0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0039 

0.0089 

- 

0.013 

0.013 

0.025 

0.002 

0.022 

0.009 

39.82 

Safe 

6 NGR 

0802000100318100 

0.20 

0.13 

(133.52) 

0.11 

0.13 

0.23 

0.06 

0.28 

0.04 

- 

0.0458 

0.1036 

- 

0.150 

0.189 

0.421 

0.021 

0.400 

0.041 

10.32 

Safe 

6 NKR 

0802000100307300 

0.20 

0.10 

(28.40) 

0.08 

0.08 

0.15 

0.07 

0.30 

0.03 

0.0100 

0.0188 

0.0710 

- 

0.100 

0.129 

0.281 

0.014 

0.267 

0.111 

41.70 

Safe 

6 NN 

0801000400081000 

0.25 

0.19 

(116.24) 

0.15 

0.11 

0.26 

0.05 

0.27 

0.05 

- 

0.0750 

0.0848 

- 

0.160 

0.208 

0.473 

0.024 

0.449 

0.038 

8.45 

Safe 

6 NTW 

0802000100314700 

0.20 

0.14 

(111.40) 

0.11 

0.11 

0.22 

0.07 

0.31 

0.04 

0.0100 

0.0352 

0.0993 

- 

0.145 

0.188 

0.410 

0.020 

0.389 

0.128 

32.86 

Safe 

6 PTP 

0802000100306700 

0.20 

0.18 

(53.47) 

0.14 

0.16 

0.30 

0.07 

0.30 

0.05 

0.0200 

0.0461 

0.1302 

- 

0.196 

0.247 

0.546 

0.027 

0.519 

0.150 

28.83 

Safe 

6 Q 

0801000200030300 

0.25 

0.01 

118.73 

0.02 

0.04 

0.06 

0.02 

0.08 

0.00 

0.0100 

0.0240 

0.0339 

- 

0.068 

0.072 

0.131 

0.007 

0.124 

0.077 

61.68 

Safe 



0.22 

0.09 

(41.95) 

0.07 

0.12 

0.19 

0.04 

0.20 

0.02 

0.0200 

0.0626 

0.0885 

- 

0.171 

0.194 

0.382 

0.019 

0.363 

0.121 

33.31 

Safe 

6 RB 

0801000400089400 

0.25 

0.20 

(110.92) 

0.16 

0.12 

0.28 

0.05 

0.26 

0.05 

- 

0.0782 

0.0885 

- 

0.167 

0.217 

0.492 

0.025 

0.467 

0.038 

8.14 

Safe 

6 SBN 

0802000200321200 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0003 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.20 

0.03 

- 

0.03 

0.03 

0.05 

0.07 

0.30 

0.01 

0.0100 

0.0100 

0.0234 

- 

0.043 

0.051 

0.105 

0.010 

0.094 

0.043 

45.74 

Safe 

6 SDP 

0801000300068800 

0.25 

0.14 

50.40 

0.17 

0.08 

0.25 

0.06 

0.23 

0.05 

- 

0.0197 

0.0696 

- 

0.089 

0.137 

0.384 

0.019 

0.365 

0.030 

8.34 

Safe 

6SDS 

0801000300063600 

0.25 

0.18 

(2.13) 

0.18 

0.12 

0.30 

0.06 

0.30 

0.05 

0.0100 

0.0367 

0.1038 

- 

0.151 

0.196 

0.498 

0.025 

0.473 

0.111 

23.50 

Safe 

6 SPM 

0801000300074100 

0.25 

0.10 

- 

0.10 

0.09 

0.19 

0.06 

0.23 

0.03 

0.0100 

0.0211 

0.0797 

- 

0.111 

0.144 

0.334 

0.033 

0.300 

0.083 

27.80 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 


( 4 ) 


( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


6 TKW 

080100030007320C 

1.608 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.305 

-0.06 

0.200 

0.01 

0.00 

0.01 

0.04 

0.00 

0.00 

0.00 

0.05 

0.001 

0.14 

0.17 


6 UTS 

0802000300346200 

4.137 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.137 

-0.05 

0.150 

0.04 

0.01 

0.03 

0.12 

0.00 

0.00 

0.00 

0.16 

0.001 

0.18 

0.16 


6 Y 

0801000200031900 

3.737 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.350 

0.27 

0.200 

0.06 

0.01 

0.03 

0.03 

0.00 

0.06 

0.04 

0.23 

0.002 

0.08 

0.13 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.387 

0.27 

0.180 

0.06 

0.02 

0.04 

0.06 

0.00 

0.05 

0.03 

0.24 

0.004 

0.14 

0.22 


6 Z 

0801000200037700 

3.107 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.338 

0.15 

0.200 

0.03 

0.01 

0.03 

0.03 

0.00 

0.00 

0.00 

0.12 

0.002 

0.10 

0.15 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.768 

0.15 

0.180 

0.03 

0.01 

0.03 

0.04 

0.00 

-0.01 

-0.01 

0.10 

0.003 

0.13 

0.20 


6 Z-A 

0801000200039600 

0.777 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.777 

0.18 

0.200 

0.01 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.05 

0.001 

0.23 

0.35 


6:00 AM 

0801000200041700 

3.409 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.409 

0.13 

0.180 

0.02 

0.00 

0.06 

0.08 

0.00 

-0.05 

-0.03 

0.05 

0.005 

0.23 

0.35 


60 F 

0801000100021400 

3.750 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.653 

0.04 

0.200 

0.01 

0.00 

0.03 

0.04 

0.00 

-0.05 

-0.03 

0.04 

0.001 

0.08 

0.14 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.097 

0.04 

0.200 

0.00 

0.00 

0.04 

0.05 

0.00 

-0.07 

-0.04 

0.01 

0.002 

0.10 

0.17 


61 F 

0801000100021100 

1.960 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.960 

0.25 

0.200 

0.02 

0.00 

0.04 

0.05 

0.00 

0.03 

0.02 

0.08 

0.002 

0.18 

0.30 


61 F-A 

0801000100021000 

1.626 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.574 

0.19 

0.200 

0.01 

0.00 

0.03 

0.04 

0.00 

0.00 

0.00 

0.04 

0.001 

0.18 

0.29 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.052 

0.19 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


61 RB 

0801000500108200 

2.974 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.394 

0.13 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.05 


62 F 

0801000100021300 

3.537 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.442 

0.08 

0.200 

0.01 

0.00 

0.05 

0.06 

0.00 

-0.06 

-0.03 

0.04 

0.002 

0.13 

0.22 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.095 

0.08 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

-0.03 

-0.02 

0.01 

0.001 

0.06 

0.10 


62 RB 

0801000500108100 

2.903 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.036 

0.26 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.270 

0.26 

0.200 

0.01 

0.00 

0.02 

0.02 

0.00 

0.04 

0.02 

0.04 

0.000 

0.07 

0.16 


63 F 

0801000100021200 

7.576 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

6.080 

0.21 

0.200 

0.01 

0.00 

0.11 

0.15 

0.00 

0.00 

0.00 

0.04 

0.005 

0.15 

0.26 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.276 

0.21 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.00 

0.001 

0.03 

0.05 


63 RB-A 

0801000500109200 

2.636 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.167 

0.32 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.000 

0.01 

0.02 


64 RB 

0801000500105500 

2.325 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.325 

0.48 

0.200 

0.02 

0.00 

0.04 

0.04 

0.00 

0.17 

0.08 

0.06 

0.001 

0.17 

0.34 


65 RB 

0801000500108000 

3.084 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.317 

0.42 

0.200 

0.00 

0.00 

0.00 

0.01 

0.00 

0.02 

0.01 

0.01 

0.000 

0.02 

0.03 


66 RB 

0801000500107900 

3.187 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.022 

0.43 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


67 RB 

0801000500107800 

2.924 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.124 

0.50 

0.200 

0.01 

0.00 

0.02 

0.02 

0.00 

0.09 

0.04 

0.04 

0.000 

0.06 

0.13 


6 H 

0801000200024100 

3.673 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.394 

0.56 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.04 

0.02 

0.05 

0.001 

0.02 

0.04 





Saline 

Gang Canal 

Command 

Younger Alluvium 

3.279 

0.56 

0.180 

0.05 

0.01 

0.06 

0.08 

0.00 

0.23 

0.15 

0.20 

0.005 

0.20 

0.31 


7 A 1 

0801000200044200 

1.027 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.027 

0.26 

0.180 

0.01 

0.00 

0.02 

0.03 

0.00 

0.01 

0.01 

0.05 

0.002 

0.23 

0.35 


7 All 

0801000200044100 

1.240 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.240 

0.35 

0.180 

0.01 

0.00 

0.02 

0.03 

0.00 

0.03 

0.02 

0.04 

0.002 

0.23 

0.35 


7 AMP 

0802000100312500 

2.952 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.326 

0.28 

0.150 

0.02 

0.00 

0.01 

0.04 

0.00 

0.02 

0.01 

0.08 

0.004 

0.10 

0.18 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.626 

0.28 

0.150 

0.01 

0.00 

0.02 

0.05 

0.00 

0.01 

0.01 

0.04 

0.005 

0.13 

0.23 


7 BB 

0801000400078800 

5.901 

Saline 

Gang Canal 

Command 

Younger Alluvium 

5.901 

-0.55 

0.200 

0.03 

0.00 

0.09 

0.10 

0.00 

0.00 

0.00 

0.11 

0.003 

0.21 

0.42 


7 BGP 

0802000100311600 

2.208 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

2.208 

0.20 

0.150 

0.07 

0.01 

0.03 

0.06 

0.00 

0.03 

0.05 

0.28 

0.007 

0.23 

0.15 


7 BGS 

0801000300055500 

3.348 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

3.348 

0.08 

0.200 

0.03 

0.01 

0.06 

0.12 

0.00 

-0.10 

-0.07 

0.14 

0.004 

0.22 

0.31 


7 BNW 

0801000300060500 

3.988 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.988 

0.12 

0.200 

0.02 

0.00 

0.04 

0.11 

0.00 

-0.04 

-0.04 

0.06 

0.004 

0.21 

0.23 


7CC 

0801000400080800 

5.301 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

3.509 

-0.18 

0.200 

0.02 

0.00 

0.06 

0.06 

0.00 

0.00 

0.00 

0.07 

0.002 

0.14 

0.30 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.792 

-0.18 

0.200 

0.00 

0.00 

0.03 

0.03 

0.00 

0.00 

0.00 

0.02 

0.001 

0.07 

0.15 


7 DD 

0801000400081600 

2.530 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.530 

-0.09 

0.200 

0.01 

0.00 

0.04 

0.04 

0.00 

0.00 

0.00 

0.05 

0.001 

0.21 

0.44 


7 DLP 

0802000300350200 

4.616 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

2.382 

0.27 

0.150 

0.01 

0.00 

0.02 

0.07 

0.00 

0.02 

0.01 

0.05 

0.001 

0.11 

0.19 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.234 

0.27 

0.150 

0.01 

0.00 

0.02 

0.06 

0.00 

0.02 

0.01 

0.03 

0.001 

0.11 

0.18 


7 EEA 

0801000400088900 

5.468 

Saline 

Gang Canal 

Command 

Younger Alluvium 

5.468 

-0.36 

0.200 

0.01 

0.00 

0.09 

0.09 

0.00 

0.00 

0.00 

0.04 

0.003 

0.21 

0.46 


7 F 

0801000200030500 

3.575 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.606 

0.29 

0.200 

0.02 

0.01 

0.03 

0.04 

0.00 

0.03 

0.02 

0.09 

0.003 

0.10 

0.16 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.968 

0.29 

0.180 

0.02 

0.00 

0.04 

0.05 

0.00 

0.04 

0.02 

0.07 

0.003 

0.12 

0.19 


7 FD 

0801000500102100 

3.201 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.201 

0.11 

0.200 

0.06 

0.01 

0.06 

0.08 

0.00 

-0.02 

-0.01 

0.23 

0.001 

0.17 

0.34 


7 FF 

0801000100019200 

3.353 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.353 

0.07 

0.200 

0.01 

0.00 

0.06 

0.08 

0.00 

-0.09 

-0.05 

0.05 

0.003 

0.19 

0.33 


7 FFB 

0801000500103900 

3.506 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.506 

0.12 

0.200 

0.03 

0.01 

0.07 

0.09 

0.00 

-0.05 

-0.02 

0.13 

0.001 

0.17 

0.34 


7 G 

0801000200046000 

2.237 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.237 

0.08 

0.200 

0.04 

0.01 

0.04 

0.04 

0.00 

0.00 

0.00 

0.17 

0.004 

0.22 

0.35 


7 HH 

0801000200051100 

5.564 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.403 

-0.31 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.02 

0.001 

0.02 

0.03 





Saline 

Gang Canal 

Command 

Younger Alluvium 

5.160 

-0.31 

0.180 

0.02 

0.00 

0.11 

0.13 

0.00 

0.00 

0.00 

0.06 

0.008 

0.20 

0.32 


7 IDG(RASUWALA) 

0802000100305700 

4.253 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.253 

-0.04 

0.150 

0.02 

0.00 

0.04 

0.12 

0.00 

0.00 

0.00 

0.07 

0.013 

0.23 

0.28 


7 JDW 

0802000300353800 

3.425 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.534 

0.02 

0.150 

0.03 

0.00 

0.01 

0.04 

0.00 

-0.02 

-0.01 

0.12 

0.000 

0.08 

0.14 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.891 

0.02 

0.150 

0.02 

0.00 

0.01 

0.05 

0.00 

-0.04 

-0.02 

0.06 

0.000 

0.10 

0.17 


7 KHR 

0802000200322400 

2.934 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

2.786 

0.03 

0.150 

0.07 

0.01 

0.04 

0.08 

0.00 

-0.04 

-0.03 

0.27 

0.011 

0.22 

0.34 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.001 

0.03 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


7 KK 

0801000400085400 

2.602 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.602 

-0.74 

0.200 

0.05 

0.01 

0.04 

0.04 

0.00 

0.00 

0.00 

0.19 

0.001 

0.21 

0.45 


7 KRW 

0801000300059300 

4.039 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.039 

0.48 

0.200 

0.02 

0.00 

0.03 

0.12 

0.00 

0.26 

0.22 

0.07 

0.004 

0.24 

0.28 


7 KSD 

0802000100302000 

4.021 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.021 

0.21 

0.150 

0.02 

0.00 

0.04 

0.12 

0.00 

-0.01 

-0.01 

0.05 

0.012 

0.23 

0.25 


7 LL 

0801000200050800 

5.236 

Saline 

Gang Canal 

Command 

Younger Alluvium 

5.236 

-0.17 

0.180 

0.00 

0.00 

0.08 

0.09 

0.00 

0.00 

0.00 

0.00 

0.008 

0.22 

0.37 


7 LLG 

0801000300068500 

5.235 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

5.235 

-0.71 

0.200 

0.00 

0.00 

0.04 

0.15 

0.00 

0.00 

0.00 

0.00 

0.006 

0.17 

0.13 


7 LLW 

0802000300351200 

2.243 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

2.240 

-0.37 

0.150 

0.07 

0.01 

0.02 

0.06 

0.00 

0.00 

0.00 

0.27 

0.001 

0.20 

0.45 


7 LNP 

0801000200038600 

1.830 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.830 

0.34 

0.200 

0.13 

0.02 

0.03 

0.03 

0.00 

0.18 

0.12 

0.51 

0.003 

0.23 

0.35 


7 MJD (MORJAND) 

0802000100314100 

4.605 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.561 

0.30 

0.150 

0.01 

0.00 

0.01 

0.02 

0.00 

0.01 

0.01 

0.02 

0.002 

0.03 

0.05 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.044 

0.30 

0.150 

0.02 

0.00 

0.04 

0.12 

0.00 

0.05 

0.03 

0.06 

0.012 

0.20 

0.35 


7 MKS 

0802000200323400 

2.378 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.004 

0.11 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


7 ML 

0801000200051500 

4.868 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

4.868 

-0.33 

0.200 

0.09 

0.02 

0.11 

0.12 

0.00 

0.00 

0.00 

0.35 

0.008 

0.22 

0.32 


7 MMK 

0802000100316500 

1.954 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.562 

0.06 

0.150 

0.03 

0.00 

0.02 

0.04 

0.00 

-0.02 

-0.01 

0.11 

0.000 

0.18 

0.31 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.392 

0.06 

0.150 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

-0.01 

0.01 

0.000 

0.04 

0.08 


7 NKR 

0802000100307400 

3.726 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.726 

0.49 

0.150 

0.02 

0.00 

0.03 

0.11 

0.00 

0.16 

0.11 

0.08 

0.011 

0.23 

0.34 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 




(24) 

(25) 


(27) 

(2s; 

(29; 

(30; 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

6TKW 

0801000300073200 

0.25 

0.05 

- 

0.05 

0.05 

0.10 

0.04 

0.18 

0.01 

0.0100 

0.0157 

0.0444 

- 

0.070 

0.083 

0.181 

0.018 

0.163 

0.055 

34.02 

Safe 

6 UTS 

0802000300346200 

0.20 

0.15 

- 

0.15 

0.16 

0.31 

0.05 

0.23 

0.04 

0.0200 

0.0374 

0.1408 

- 

0.198 

0.242 

0.547 

0.055 

0.492 

0.165 

33.52 

Safe 

6 Y 

0801000200031900 

0.25 

0.03 

48.85 

0.03 

0.07 

0.10 

0.02 

0.10 

0.01 

0.0400 

0.0341 

0.0481 

- 

0.122 

0.129 

0.231 

0.012 

0.219 

0.227 

103.52 

Over Exploited 



0.22 

0.08 

(56.60) 

0.06 

0.12 

0.18 

0.04 

0.18 

0.02 

0.0500 

0.0602 

0.0851 

- 

0.195 

0.215 

0.399 

0.020 

0.380 

0.247 

65.03 

Safe 

6 Z 

0801000200037700 

0.25 

0.03 

(94.81) 

0.03 

0.07 

0.09 

0.03 

0.12 

0.01 

0.0200 

0.0338 

0.0477 

- 

0.102 

0.110 

0.204 

0.010 

0.194 

0.122 

62.95 

Safe 



0.22 

0.05 

(110.54) 

0.04 

0.09 

0.13 

0.03 

0.16 

0.01 

0.0200 

0.0446 

0.0631 

- 

0.128 

0.141 

0.268 

0.013 

0.254 

0.102 

40.04 

Safe 

6 Z-A 

0801000200039600 

0.25 

0.04 

(93.65) 

0.04 

0.03 

0.07 

0.06 

0.29 

0.01 

0.0100 

0.0196 

0.0277 

- 

0.057 

0.069 

0.138 

0.007 

0.131 

0.046 

35.32 

Safe 

6:00 AM 

0801000200041700 

0.22 

0.17 

(117.16) 

0.14 

0.15 

0.28 

0.06 

0.29 

0.04 

0.0100 

0.0860 

0.1215 

- 

0.218 

0.262 

0.546 

0.027 

0.518 

0.059 

11.46 

Safe 

60 F 

0801000100021400 

0.25 

0.03 

(185.01) 

0.03 

0.07 

0.10 

0.02 

0.10 

0.01 

0.0100 

0.0417 

0.0589 

- 

0.111 

0.119 

0.217 

0.011 

0.206 

0.040 

19.58 

Safe 



0.25 

0.05 

(180.88) 

0.04 

0.09 

0.13 

0.02 

0.13 

0.01 

- 

0.0529 

0.0748 

- 

0.128 

0.141 

0.275 

0.014 

0.261 

0.011 

4.11 

Safe 

61 F 

0801000100021100 

0.25 

0.09 

(77.30) 

0.07 

0.08 

0.16 

0.04 

0.23 

0.02 

0.0100 

0.0495 

0.0699 

- 

0.129 

0.151 

0.308 

0.015 

0.292 

0.080 

27.22 

Safe 

61 F-A 

0801000100021000 

0.25 

0.07 

(99.29) 

0.06 

0.07 

0.12 

0.04 

0.22 

0.02 

0.0100 

0.0397 

0.0561 

- 

0.106 

0.123 

0.247 

0.012 

0.234 

0.040 

17.18 

Safe 



0.25 

0.00 

(366.52) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0013 

0.0018 

- 

0.003 

0.003 

0.005 

0.000 

0.005 

0.000 

0.82 

Safe 

61 RB 

0801000500108200 

0.25 

0.00 

(151.99) 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

- 

0.0083 

0.0094 

- 

0.018 

0.018 

0.033 

0.002 

0.031 

0.009 

29.26 

Safe 

62 F 

0801000100021300 

0.25 

0.08 

(141.28) 

0.06 

0.11 

0.17 

0.03 

0.16 

0.02 

0.0100 

0.0616 

0.0871 

- 

0.159 

0.178 

0.345 

0.017 

0.328 

0.041 

12.52 

Safe 



0.25 

0.02 

(209.07) 

0.01 

0.05 

0.06 

0.01 

0.07 

0.00 

- 

0.0276 

0.0390 

- 

0.067 

0.070 

0.130 

0.007 

0.124 

0.010 

8.00 

Safe 

62 RB 

0801000500108100 

0.25 

0.00 

1,465.59 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0008 

0.0009 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

0.38 

Safe 



0.25 

0.02 

(26.90) 

0.02 

0.04 

0.06 

0.02 

0.09 

0.01 

- 

0.0267 

0.0302 

- 

0.057 

0.063 

0.123 

0.006 

0.117 

0.036 

31.14 

Safe 

63 F 

0801000100021200 

0.25 

0.22 

(100.23) 

0.18 

0.26 

0.44 

0.04 

0.18 

0.05 

0.0100 

0.1534 

0.2168 

- 

0.380 

0.435 

0.875 

0.044 

0.832 

0.044 

5.29 

Safe 



0.25 

0.01 

(113.30) 

0.01 

0.06 

0.06 

0.01 

0.04 

0.00 

- 

0.0322 

0.0455 

- 

0.078 

0.080 

0.143 

0.007 

0.136 

0.001 

0.77 

Safe 

63 RB-A 

0801000500109200 

0.25 

0.00 

509.49 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0035 

0.0040 

- 

0.008 

0.008 

0.014 

0.001 

0.013 

0.009 

70.53 

Semi Critical 

64 RB 

0801000500105500 

0.25 

0.10 

(15.55) 

0.08 

0.07 

0.16 

0.05 

0.21 

0.03 

0.0100 

0.0489 

0.0553 

- 

0.114 

0.140 

0.297 

0.015 

0.282 

0.064 

22.58 

Safe 

65 RB 

0801000500108000 

0.25 

0.00 

493.67 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0067 

0.0075 

- 

0.014 

0.015 

0.026 

0.001 

0.025 

0.009 

36.34 

Safe 

66 RB 

0801000500107900 

0.25 

0.00 

9,954.77 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0005 

0.0005 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

0.37 

Safe 

67 RB 

0801000500107800 

0.25 

0.02 

137.69 

0.02 

0.04 

0.06 

0.02 

0.08 

0.00 

- 

0.0236 

0.0267 

- 

0.050 

0.055 

0.112 

0.006 

0.107 

0.036 

33.98 

Safe 

6H 

0801000200024100 

0.25 

0.00 

925.81 

0.00 

0.02 

0.02 

0.01 

0.03 

0.00 

0.0100 

0.0099 

0.0140 

- 

0.034 

0.035 

0.054 

0.003 

0.052 

0.046 

88.23 

Semi Critical 



0.22 

0.14 

3.36 

0.15 

0.15 

0.30 

0.05 

0.25 

0.04 

0.0400 

0.0827 

0.1169 

- 

0.240 

0.277 

0.576 

0.029 

0.547 

0.203 

37.14 

Safe 

7 A 1 

0801000200044200 

0.22 

0.05 

(83.62) 

0.04 

0.04 

0.09 

0.06 

0.29 

0.01 

0.0100 

0.0259 

0.0366 

- 

0.073 

0.086 

0.171 

0.009 

0.163 

0.047 

28.64 

Safe 

7 All 

0801000200044100 

0.22 

0.06 

(64.01) 

0.05 

0.05 

0.10 

0.06 

0.29 

0.02 

0.0100 

0.0313 

0.0442 

- 

0.086 

0.102 

0.205 

0.010 

0.195 

0.038 

19.50 

Safe 

7 AMP 

0802000100312500 

0.20 

0.03 

(50.99) 

0.02 

0.05 

0.07 

0.03 

0.14 

0.01 

0.0100 

0.0160 

0.0451 

- 

0.071 

0.080 

0.153 

0.008 

0.146 

0.083 

56.94 

Safe 



0.20 

0.04 

(79.85) 

0.03 

0.06 

0.10 

0.04 

0.17 

0.01 

- 

0.0196 

0.0553 

- 

0.075 

0.088 

0.184 

0.009 

0.175 

0.046 

26.22 

Safe 

7 BB 

0801000400078800 

0.25 

0.31 

- 

0.31 

0.19 

0.50 

0.05 

0.27 

0.08 

0.0100 

0.1241 

0.1403 

- 

0.274 

0.355 

0.855 

0.085 

0.769 

0.111 

14.46 

Safe 

7 BGP 

0802000100311600 

0.20 

0.10 

(50.61) 

0.08 

0.10 

0.18 

0.06 

0.29 

0.03 

0.0300 

0.0332 

0.0751 

- 

0.138 

0.166 

0.348 

0.017 

0.330 

0.284 

85.91 

Semi Critical 

7 BGS 

0801000300055500 

0.25 

0.19 

(26,743.19) 

0.15 

0.19 

0.33 

0.06 

0.28 

0.05 

0.0300 

0.0605 

0.1424 

- 

0.233 

0.283 

0.617 

0.031 

0.586 

0.139 

23.65 

Safe 

7 BNW 

0801000300060500 

0.25 

0.21 

(117.60) 

0.17 

0.16 

0.33 

0.06 

0.27 

0.06 

0.0100 

0.0480 

0.1357 

- 

0.194 

0.253 

0.582 

0.029 

0.553 

0.067 

12.15 

Safe 

ICC 

0801000400080800 

0.25 

0.12 

- 

0.12 

0.11 

0.24 

0.04 

0.18 

0.03 

0.0100 

0.0738 

0.0834 

- 

0.167 

0.199 

0.434 

0.043 

0.390 

0.074 

18.93 

Safe 



0.25 

0.03 

- 

0.03 

0.06 

0.09 

0.02 

0.09 

0.01 

- 

0.0377 

0.0426 

- 

0.080 

0.089 

0.178 

0.018 

0.160 

0.019 

11.85 

Safe 

7 DD 

0801000400081600 

0.25 

0.13 

- 

0.13 

0.08 

0.21 

0.05 

0.26 

0.03 

0.0100 

0.0532 

0.0601 

- 

0.123 

0.157 

0.370 

0.037 

0.333 

0.049 

14.83 

Safe 

7 DLP 

0802000300350200 

0.20 

0.05 

(82.38) 

0.04 

0.09 

0.14 

0.03 

0.15 

0.02 

0.0100 

0.0287 

0.0811 

- 

0.120 

0.136 

0.271 

0.014 

0.258 

0.055 

21.20 

Safe 



0.20 

0.05 

(80.39) 

0.04 

0.09 

0.12 

0.03 

0.14 

0.01 

- 

0.0269 

0.0760 

- 

0.103 

0.117 

0.241 

0.012 

0.229 

0.026 

11.15 

Safe 

7 EEA 

0801000400088900 

0.25 

0.29 

- 

0.29 

0.17 

0.46 

0.05 

0.27 

0.07 

- 

0.1150 

0.1300 

- 

0.245 

0.319 

0.783 

0.078 

0.705 

0.039 

5.53 

Safe 

7 F 

0801000200030500 

0.25 

0.04 

(48.58) 

0.03 

0.08 

0.11 

0.03 

0.13 

0.01 

0.0200 

0.0405 

0.0573 

- 

0.118 

0.128 

0.240 

0.012 

0.228 

0.093 

40.51 

Safe 



0.22 

0.05 

(56.44) 

0.04 

0.09 

0.13 

0.03 

0.16 

0.01 

0.0100 

0.0497 

0.0702 

- 

0.130 

0.144 

0.272 

0.014 

0.259 

0.075 

29.06 

Safe 

7 FD 

0801000500102100 

0.25 

0.14 

(106.45) 

0.11 

0.15 

0.26 

0.05 

0.22 

0.04 

0.0400 

0.0808 

0.1141 

- 

0.235 

0.271 

0.531 

0.027 

0.505 

0.226 

44.75 

Safe 

7 FF 

0801000100019200 

0.25 

0.16 

(132.16) 

0.13 

0.15 

0.27 

0.05 

0.24 

0.04 

0.0100 

0.0846 

0.1195 

- 

0.214 

0.253 

0.525 

0.026 

0.499 

0.048 

9.57 

Safe 

7 FFB 

0801000500103900 

0.25 

0.15 

(116.00) 

0.12 

0.16 

0.28 

0.05 

0.22 

0.04 

0.0200 

0.0885 

0.1250 

- 

0.234 

0.273 

0.554 

0.028 

0.526 

0.127 

24.12 

Safe 

7 G 

0801000200046000 

0.25 

0.12 

(102.40) 

0.10 

0.08 

0.18 

0.06 

0.28 

0.03 

0.0200 

0.0470 

0.0532 

- 

0.120 

0.153 

0.334 

0.017 

0.318 

0.175 

54.97 

Safe 

7HH 

0801000200051100 

0.25 

0.00 

- 

0.00 

0.02 

0.02 

0.00 

0.02 

0.00 

- 

0.0119 

0.0144 

- 

0.026 

0.027 

0.047 

0.005 

0.042 

0.016 

36.94 

Safe 



0.22 

0.23 

- 

0.23 

0.24 

0.47 

0.05 

0.26 

0.06 

0.0100 

0.1519 

0.1840 

- 

0.346 

0.407 

0.877 

0.088 

0.789 

0.071 

9.02 

Safe 

7 IDG(RASUWALA) 

0802000100305700 

0.20 

0.20 

- 

0.20 

0.16 

0.36 

0.06 

0.30 

0.05 

0.0100 

0.0512 

0.1447 

- 

0.206 

0.259 

0.622 

0.062 

0.560 

0.078 

13.92 

Safe 

7 JDW 

0802000300353800 

0.20 

0.02 

(147.15) 

0.02 

0.06 

0.08 

0.02 

0.10 

0.01 

0.0100 

0.0139 

0.0522 

- 

0.076 

0.082 

0.158 

0.008 

0.150 

0.122 

81.63 

Semi Critical 



0.20 

0.04 

(164.19) 

0.03 

0.07 

0.10 

0.03 

0.12 

0.01 

0.0100 

0.0171 

0.0644 

- 

0.091 

0.101 

0.200 

0.010 

0.190 

0.063 

33.48 

Safe 

7KHR 

0802000200322400 

0.20 

0.12 

(122.07) 

0.10 

0.13 

0.22 

0.07 

0.28 

0.04 

0.0300 

0.0419 

0.0948 

- 

0.167 

0.203 

0.425 

0.021 

0.404 

0.278 

68.80 

Safe 



0.20 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

7 KK 

0801000400085400 

0.25 

0.14 

- 

0.14 

0.09 

0.23 

0.05 

0.26 

0.04 

0.0200 

0.0547 

0.0619 

- 

0.137 

0.172 

0.402 

0.040 

0.362 

0.190 

52.67 

Safe 

7 KRW 

0801000300059300 

0.25 

0.24 

(10.44) 

0.22 

0.15 

0.37 

0.06 

0.30 

0.06 

0.0100 

0.0365 

0.1375 

- 

0.184 

0.245 

0.613 

0.031 

0.582 

0.076 

13.10 

Safe 

7 KSD 

0802000100302000 

0.20 

0.18 

(105.60) 

0.15 

0.16 

0.30 

0.07 

0.29 

0.05 

0.0100 

0.0484 

0.1369 

- 

0.195 

0.248 

0.551 

0.028 

0.523 

0.061 

11.69 

Safe 

7 LL 

0801000200050800 

0.22 

0.25 

- 

0.25 

0.17 

0.42 

0.06 

0.27 

0.06 

- 

0.1101 

0.1245 

- 

0.235 

0.300 

0.715 

0.071 

0.643 

0.008 

1.29 

Safe 

7 LLG 

0801000300068500 

0.25 

0.23 

- 

0.23 

0.19 

0.42 

0.06 

0.23 

0.08 

- 

0.0473 

0.1782 

- 

0.226 

0.302 

0.724 

0.072 

0.652 

0.006 

0.85 

Safe 

7 LLW 

0802000300351200 

0.20 

0.09 

- 

0.09 

0.10 

0.19 

0.05 

0.25 

0.02 

0.0300 

0.0270 

0.0762 

- 

0.133 

0.157 

0.344 

0.034 

0.310 

0.271 

87.41 

Semi Critical 

7 LNP 

0801000200038600 

0.25 

0.10 

11.23 

0.12 

0.08 

0.19 

0.06 

0.29 

0.03 

0.0600 

0.0385 

0.0435 

- 

0.142 

0.169 

0.363 

0.018 

0.345 

0.513 

CD 

CD 

OO 

■'fr 

Over Exploited 

7 MJD (MORJAND) 

0802000100314100 

0.20 

0.00 

146.08 

0.00 

0.02 

0.03 

0.01 

0.04 

0.00 

- 

0.0068 

0.0191 

- 

0.026 

0.027 

0.052 

0.003 

0.050 

0.022 

43.65 

Safe 



0.20 

0.16 

(84.17) 

0.13 

0.16 

0.29 

0.06 

0.27 

0.05 

0.0100 

0.0487 

0.1377 

- 

0.196 

0.248 

0.537 

0.027 

0.510 

0.069 

13.58 

Safe 

7 MKS 

0802000200323400 

0.20 

0.00 

(39,307.73) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

7 ML 

0801000200051500 

0.25 

0.26 

- 

0.26 

0.25 

0.51 

0.06 

0.28 

0.07 

0.0600 

0.1433 

0.1736 

- 

0.377 

0.448 

0.958 

0.096 

0.862 

0.353 

40.91 

Safe 

7 MMK 

0802000100316500 

0.20 

0.06 

(115.90) 

0.04 

0.06 

0.11 

0.05 

0.23 

0.02 

0.0100 

0.0188 

0.0532 

- 

0.082 

0.099 

0.204 

0.010 

0.194 

0.108 

55.85 

Safe 



0.20 

0.00 

(284.28) 

0.00 

0.02 

0.02 

0.01 

0.06 

0.00 

- 

0.0047 

0.0133 

- 

0.018 

0.019 

0.037 

0.002 

0.035 

0.013 

37.08 

Safe 

7 NKR 

0802000100307400 

0.20 

0.17 

(37.66) 

0.14 

0.13 

0.27 

0.07 

0.30 

0.05 

0.0100 

0.0337 

0.1268 

- 

0.171 

0.221 

0.493 

0.025 

0.469 

0.092 

19.70 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


7 NN 

080100040008110C 

3.835 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.040 

0.04 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Gang Canal 

Command 

Younger Alluvium 

3.795 

0.04 

0.200 

0.01 

0.00 

0.06 

0.06 

0.00 

-0.08 

-0.04 

0.05 

0.002 

0.21 

0.45 


7 NTW 

080200010031480C 

3.820 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

3.710 

0.27 

0.150 

0.04 

0.01 

0.04 

0.11 

0.00 

0.04 

0.02 

0.16 

0.011 

0.23 

0.40 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.110 

0.27 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


7 PTP 

080200010030550C 

2.747 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.747 

0.27 

0.150 

0.02 

0.00 

0.03 

0.08 

0.00 

0.02 

0.02 

0.09 

0.008 

0.23 

0.29 


7 Q 

0801000200030200 

4.050 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.596 

0.32 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.02 

0.01 

0.03 

0.001 

0.03 

0.05 





Saline 

Gang Canal 

Command 

Younger Alluvium 

3.454 

0.32 

0.180 

0.02 

0.01 

0.06 

0.08 

0.00 

0.06 

0.04 

0.09 

0.005 

0.19 

0.29 


7 RB 

0801000400089500 

3.805 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.805 

-0.08 

0.200 

0.01 

0.00 

0.06 

0.06 

0.00 

0.00 

0.00 

0.05 

0.002 

0.21 

0.45 


7 SBN 

0802000200321100 

6.361 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.008 

0.07 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

6.353 

0.07 

0.150 

0.06 

0.01 

0.10 

0.23 

0.00 

-0.21 

-0.12 

0.22 

0.024 

0.23 

0.39 


7 SDP (DHANISIKHONKI) 

0801000300071200 

3.233 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.233 

-0.13 

0.200 

0.01 

0.00 

0.02 

0.06 

0.00 

0.00 

0.00 

0.03 

0.003 

0.17 

0.12 


7 SDS-B 

0801000300063400 

2.000 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.000 

0.70 

0.200 

0.03 

0.00 

0.02 

0.06 

0.00 

0.23 

0.20 

0.13 

0.002 

0.24 

0.28 


7 SPM 

0801000300071600 

3.015 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.015 

-0.14 

0.200 

0.02 

0.00 

0.02 

0.09 

0.00 

0.00 

0.00 

0.06 

0.003 

0.18 

0.13 


7 TKW (TAKHRAWALI) 

0801000300073100 

1.585 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.554 

-0.05 

0.200 

0.02 

0.00 

0.02 

0.04 

0.00 

0.00 

0.00 

0.08 

0.002 

0.17 

0.21 


7 UTS 

0802000300346300 

4.209 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.209 

-0.04 

0.150 

0.02 

0.00 

0.03 

0.12 

0.00 

0.00 

0.00 

0.09 

0.001 

0.17 

0.17 


7 Y 

0801000200034000 

2.680 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.680 

0.26 

0.180 

0.04 

0.01 

0.05 

0.07 

0.00 

0.04 

0.03 

0.14 

0.004 

0.23 

0.35 


7 Z 

0801000200037500 

1.257 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.257 

0.14 

0.180 

0.04 

0.01 

0.02 

0.03 

0.00 

0.01 

0.00 

0.14 

0.002 

0.23 

0.35 


70 NP 

0801000500127400 

1.962 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.553 

0.34 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.02 

0.01 

0.01 

0.000 

0.05 

0.10 


71 NP 

0801000500127500 

2.759 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.163 

0.36 

0.200 

0.01 

0.00 

0.03 

0.04 

0.00 

0.10 

0.05 

0.04 

0.001 

0.13 

0.27 


71 RB 

0801000500105600 

2.729 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.351 

0.43 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.03 

0.01 

0.03 

0.000 

0.02 

0.04 


72 NP 

0801000500131300 

3.427 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.037 

0.35 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


72 RB 

0801000500105700 

2.169 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.456 

0.24 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.02 

0.01 

0.05 

0.000 

0.03 

0.07 


73 NP 

0801000500131100 

2.673 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.080 

0.37 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


73 RB 

0801000500105900 

4.261 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.829 

0.17 

0.200 

0.05 

0.01 

0.06 

0.06 

0.00 

0.05 

0.03 

0.19 

0.001 

0.15 

0.30 


74 NP 

0801000500127600 

3.851 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.957 

0.38 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

0.04 

0.02 

0.01 

0.000 

0.04 

0.09 


74 RB 

0801000500106000 

5.948 

Saline 

Gang Canal 

Command 

Younger Alluvium 

5.948 

0.21 

0.200 

0.05 

0.01 

0.11 

0.15 

0.00 

0.04 

0.02 

0.20 

0.002 

0.16 

0.33 


75 NP 

0801000500127700 

2.169 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.138 

0.39 

0.200 

0.01 

0.00 

0.03 

0.03 

0.00 

0.11 

0.05 

0.05 

0.001 

0.17 

0.34 


75 RB 

0801000500106100 

1.619 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.619 

0.24 

0.200 

0.06 

0.02 

0.03 

0.04 

0.00 

0.05 

0.02 

0.25 

0.000 

0.17 

0.34 


76 NP 

0801000500127800 

2.156 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.939 

0.40 

0.200 

0.01 

0.00 

0.03 

0.03 

0.00 

0.10 

0.05 

0.05 

0.001 

0.15 

0.30 


76 RB 

0801000500106200 

2.746 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.746 

0.24 

0.200 

0.01 

0.00 

0.05 

0.07 

0.00 

0.02 

0.01 

0.05 

0.001 

0.17 

0.34 


77 NP 

0801000500127900 

3.218 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.218 

0.40 

0.200 

0.01 

0.00 

0.05 

0.05 

0.00 

0.16 

0.08 

0.04 

0.001 

0.17 

0.34 


77 RB 

0801000500106300 

3.148 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.148 

0.12 

0.200 

0.01 

0.00 

0.06 

0.08 

0.00 

-0.05 

-0.03 

0.05 

0.001 

0.17 

0.34 


78 NP 

0801000500128400 

2.164 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.279 

0.42 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.000 

0.02 

0.04 






Gang Canal 

Command 

Younger Alluvium 

1.884 

0.42 

0.200 

0.01 

0.00 

0.03 

0.03 

0.00 

0.11 

0.05 

0.03 

0.001 

0.15 

0.29 


78 RB 

0801000500105800 

8.129 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.815 

0.14 

0.200 

0.01 

0.00 

0.03 

0.03 

0.00 

0.00 

0.00 

0.05 

0.001 

0.04 

0.07 


79 NP 

0801000500128500 

2.696 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.443 

0.44 

0.200 

0.02 

0.00 

0.02 

0.02 

0.00 

0.19 

0.10 

0.09 

0.001 

0.15 

0.30 






Gang Canal 

Command 

Younger Alluvium 

0.253 

0.44 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.02 

0.03 


79 RB-B 

0801000500107300 

3.436 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.510 

0.20 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.05 


7B 

0801000200025100 

5.326 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.164 

0.23 

0.200 

0.02 

0.00 

0.04 

0.05 

0.00 

0.03 

0.02 

0.06 

0.003 

0.09 

0.13 





Saline 

Gang Canal 

Command 

Younger Alluvium 

3.162 

0.23 

0.180 

0.02 

0.00 

0.06 

0.08 

0.00 

0.01 

0.01 

0.05 

0.005 

0.13 

0.19 


7CI 

0801000200025000 

2.136 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.136 

0.30 

0.180 

0.03 

0.01 

0.04 

0.05 

0.00 

0.04 

0.03 

0.14 

0.003 

0.22 

0.33 


7CII 

0801000200024900 

5.155 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.540 

0.31 

0.200 

0.01 

0.00 

0.03 

0.04 

0.00 

0.04 

0.03 

0.05 

0.002 

0.07 

0.10 





Saline 

Gang Canal 

Command 

Younger Alluvium 

3.616 

0.31 

0.180 

0.02 

0.00 

0.07 

0.09 

0.00 

0.06 

0.04 

0.07 

0.006 

0.16 

0.23 


7D 

0801000200024700 

3.424 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.741 

0.29 

0.200 

0.08 

0.02 

0.03 

0.04 

0.00 

0.09 

0.06 

0.32 

0.003 

0.11 

0.17 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.684 

0.29 

0.180 

0.05 

0.01 

0.03 

0.04 

0.00 

0.06 

0.04 

0.19 

0.003 

0.11 

0.17 


7E (RURAL) 

0801000200042300 

2.283 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.283 

0.45 

0.200 

0.03 

0.01 

0.04 

0.06 

0.00 

0.13 

0.08 

0.14 

0.004 

0.23 

0.35 


7H 

0801000200024000 

6.428 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.877 

0.40 

0.200 

0.02 

0.00 

0.02 

0.02 

0.00 

0.05 

0.03 

0.06 

0.001 

0.03 

0.05 





Saline 

Gang Canal 

Command 

Younger Alluvium 

5.551 

0.40 

0.180 

0.06 

0.01 

0.10 

0.14 

0.00 

0.21 

0.13 

0.22 

0.009 

0.19 

0.29 


7SDS-A(TAKHAT HAZARAKUMHARAN) 

0801000300063700 

2.009 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.009 

0.81 

0.200 

0.02 

0.00 

0.02 

0.06 

0.00 

0.27 

0.23 

0.09 

0.002 

0.24 

0.29 


8 AMP 

0802000100310000 

5.976 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

5.976 

0.28 

0.150 

0.02 

0.00 

0.06 

0.17 

0.00 

0.04 

0.03 

0.07 

0.018 

0.23 

0.38 


8 B 

0801000200026000 

2.677 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.677 

0.22 

0.180 

0.03 

0.01 

0.05 

0.07 

0.00 

0.01 

0.01 

0.10 

0.004 

0.22 

0.32 


8 BB 

0801000400078700 

2.697 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.697 

-0.62 

0.200 

0.02 

0.00 

0.04 

0.04 

0.00 

0.00 

0.00 

0.09 

0.001 

0.21 

0.43 


8 BGP 

0802000100311700 

3.084 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

3.084 

0.19 

0.150 

0.07 

0.01 

0.04 

0.09 

0.00 

0.02 

0.03 

0.28 

0.009 

0.23 

0.16 


8 BGS (CHAK DULRASAR) 

0801000300055300 

4.427 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.259 

0.11 

0.200 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

0.00 

0.00 

0.000 

0.01 

0.02 






Bhakhra Canal 

Command 

Younger Alluvium 

4.168 

0.11 

0.200 

0.01 

0.00 

0.07 

0.15 

0.00 

-0.11 

-0.08 

0.05 

0.004 

0.21 

0.30 


8 BNW 

0801000300060600 

3.870 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.870 

0.20 

0.200 

0.01 

0.00 

0.04 

0.11 

0.00 

0.01 

0.01 

0.03 

0.004 

0.20 

0.21 


8 DD 

0801000400076400 

3.693 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

3.693 

-0.10 

0.200 

0.02 

0.00 

0.06 

0.06 

0.00 

0.00 

0.00 

0.07 

0.002 

0.21 

0.43 


8 DLP 

0802000300350100 

0.928 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.019 

0.23 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.01 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.909 

0.23 

0.150 

0.04 

0.01 

0.01 

0.03 

0.00 

0.03 

0.02 

0.17 

0.000 

0.21 

0.36 


8 EEA 

0801000400089000 

4.856 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.856 

-0.17 

0.200 

0.01 

0.00 

0.08 

0.08 

0.00 

0.00 

0.00 

0.04 

0.003 

0.21 

0.46 


8 F 

0801000200032400 

2.631 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.000 

0.29 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.631 

0.29 

0.180 

0.07 

0.02 

0.05 

0.06 

0.00 

0.08 

0.05 

0.27 

0.004 

0.23 

0.35 


8 FD 

0801000500102000 

3.226 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.226 

0.12 

0.200 

0.05 

0.01 

0.06 

0.08 

0.00 

-0.02 

-0.01 

0.20 

0.001 

0.17 

0.34 


8 FF 

0801000100019300 

2.605 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.605 

0.05 

0.200 

0.01 

0.00 

0.05 

0.06 

0.00 

-0.08 

-0.04 

0.04 

0.002 

0.19 

0.34 


8 FFB 

0801000500103800 

2.815 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.815 

0.16 

0.200 

0.04 

0.01 

0.05 

0.07 

0.00 

0.00 

0.00 

0.14 

0.001 

0.17 

0.34 


8 G 1 

0801000200045800 

4.101 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

4.101 

0.17 

0.200 

0.02 

0.00 

0.06 

0.07 

0.00 

0.02 

0.02 

0.06 

0.007 

0.22 

0.36 


8 G II 

0801000200045900 

1.802 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.802 

0.13 

0.200 

0.02 

0.00 

0.03 

0.03 

0.00 

0.01 

0.01 

0.09 

0.003 

0.22 

0.36 


8 HH 

0801000200053300 

2.995 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.995 

-0.33 

0.200 

0.03 

0.01 

0.07 

0.07 

0.00 

0.00 

0.00 

0.14 

0.003 

0.22 

0.34 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

( 23 ; 

(24; 

(25; 

(26; 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

7 NN 

0801000400081100 

0.25 

0.00 

(1,924.10) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0008 

0.0009 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

0.74 

Safe 



0.25 

0.20 

(118.20) 

0.16 

0.12 

0.28 

0.05 

0.26 

0.05 

0.0100 

0.0798 

0.0902 

- 

0.180 

0.231 

0.511 

0.026 

0.485 

0.056 

11.55 

Safe 

7 NTW 

0802000100314800 

0.20 

0.17 

(87.07) 

0.13 

0.15 

0.29 

0.07 

0.30 

0.05 

0.0200 

0.0447 

0.1263 

- 

0.191 

0.244 

0.532 

0.027 

0.505 

0.169 

33.49 

Safe 



0.20 

0.00 

34.65 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0013 

0.0038 

- 

0.005 

0.005 

0.010 

0.000 

0.009 

0.000 

3.67 

Safe 

7 PTP 

0802000100305500 

0.20 

0.13 

(84.53) 

0.10 

0.11 

0.21 

0.06 

0.30 

0.04 

0.0100 

0.0331 

0.0935 

- 

0.137 

0.172 

0.380 

0.019 

0.361 

0.097 

26.98 

Safe 

7 Q 

0801000200030200 

0.25 

0.00 

203.44 

0.01 

0.03 

0.03 

0.01 

0.04 

0.00 

0.0100 

0.0150 

0.0212 

- 

0.046 

0.048 

0.079 

0.004 

0.075 

0.031 

41.12 

Safe 



0.22 

0.14 

(72.05) 

0.12 

0.16 

0.27 

0.05 

0.24 

0.04 

0.0200 

0.0872 

0.1232 

- 

0.230 

0.268 

0.543 

0.027 

0.516 

0.095 

18.51 

Safe 

7 RB 

0801000400089500 

0.25 

0.20 

- 

0.20 

0.12 

0.32 

0.05 

0.26 

0.05 

0.0100 

0.0800 

0.0905 

- 

0.181 

0.231 

0.550 

0.055 

0.495 

0.047 

9.52 

Safe 

7 SBN 

0802000200321100 

0.20 

0.00 

(40,211.95) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.20 

0.29 

(141.91) 

0.23 

0.33 

0.57 

0.07 

0.30 

0.09 

0.0400 

0.1148 

0.2703 

- 

0.425 

0.516 

1.085 

0.054 

1.031 

0.243 

23.62 

Safe 

7 SDP (DHANISIKHONKI) 

0801000300071200 

0.25 

0.14 

- 

0.14 

0.08 

0.22 

0.06 

0.23 

0.05 

- 

0.0195 

0.0688 

- 

0.088 

0.136 

0.352 

0.035 

0.317 

0.030 

9.61 

Safe 

7 SDS-B 

0801000300063400 

0.25 

0.12 

62.48 

0.15 

0.08 

0.22 

0.06 

0.30 

0.03 

0.0100 

0.0241 

0.0681 

- 

0.102 

0.132 

0.357 

0.018 

0.339 

0.128 

37.81 

Safe 

7 SPM 

0801000300071600 

0.25 

0.13 

- 

0.13 

0.11 

0.24 

0.06 

0.23 

0.04 

0.0100 

0.0272 

0.1026 

- 

0.140 

0.184 

0.427 

0.043 

0.385 

0.066 

17.20 

Safe 

7 TKW (TAKHRAWALI) 

0801000300073100 

0.25 

0.07 

- 

0.07 

0.06 

0.13 

0.05 

0.22 

0.02 

0.0100 

0.0187 

0.0529 

- 

0.082 

0.100 

0.229 

0.023 

0.206 

0.083 

40.09 

Safe 

7 UTS 

0802000300346300 

0.20 

0.15 

- 

0.15 

0.15 

0.30 

0.05 

0.22 

0.04 

0.0100 

0.0380 

0.1433 

- 

0.191 

0.234 

0.533 

0.053 

0.480 

0.089 

18.57 

Safe 

7 Y 

0801000200034000 

0.22 

0.13 

(80.78) 

0.11 

0.13 

0.23 

0.06 

0.29 

0.04 

0.0300 

0.0676 

0.0956 

- 

0.193 

0.228 

0.461 

0.023 

0.438 

0.148 

33.83 

Safe 

7 Z 

0801000200037500 

0.22 

0.06 

(92.36) 

0.05 

0.06 

0.11 

0.06 

0.29 

0.02 

0.0300 

0.0317 

0.0448 

- 

0.107 

0.123 

0.238 

0.012 

0.226 

0.146 

64.64 

Safe 

70 NP 

0801000500127400 

0.25 

0.01 

43.73 

0.01 

0.02 

0.03 

0.01 

0.06 

0.00 

- 

0.0116 

0.0132 

- 

0.025 

0.027 

0.052 

0.003 

0.049 

0.009 

18.50 

Safe 

71 NP 

0801000500127500 

0.25 

0.07 

(33.62) 

0.06 

0.07 

0.13 

0.04 

0.17 

0.02 

0.0100 

0.0455 

0.0514 

- 

0.107 

0.126 

0.252 

0.013 

0.239 

0.037 

15.29 

Safe 

71 RB 

0801000500105600 

0.25 

0.00 

663.56 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

- 

0.0074 

0.0083 

- 

0.016 

0.016 

0.030 

0.001 

0.028 

0.027 

96.19 

Critical 

72 NP 

0801000500131300 

0.25 

0.00 

4,061.27 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0008 

0.0009 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

0.37 

Safe 

72 RB 

0801000500105700 

0.25 

0.00 

117.21 

0.00 

0.01 

0.02 

0.01 

0.04 

0.00 

0.0100 

0.0096 

0.0109 

- 

0.030 

0.031 

0.051 

0.003 

0.048 

0.045 

93.46 

Critical 

73 NP 

0801000500131100 

0.25 

0.00 

1,602.16 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0017 

0.0019 

- 

0.004 

0.004 

0.006 

0.000 

0.006 

0.000 

0.37 

Safe 

73 RB 

0801000500105900 

0.25 

0.14 

(82.27) 

0.11 

0.13 

0.25 

0.04 

0.19 

0.04 

0.0200 

0.0805 

0.0910 

- 

0.192 

0.230 

0.476 

0.024 

0.452 

0.190 

42.05 

Safe 

74 NP 

0801000500127600 

0.25 

0.01 

110.25 

0.01 

0.03 

0.04 

0.01 

0.05 

0.00 

- 

0.0201 

0.0227 

- 

0.043 

0.046 

0.088 

0.004 

0.084 

0.009 

11.07 

Safe 

74 RB 

0801000500106000 

0.25 

0.25 

(92.74) 

0.20 

0.27 

0.46 

0.04 

0.21 

0.07 

0.0400 

0.1501 

0.2121 

- 

0.402 

0.469 

0.932 

0.047 

0.886 

0.200 

22.54 

Safe 

75 NP 

0801000500127700 

0.25 

0.09 

(39.53) 

0.07 

0.07 

0.14 

0.04 

0.21 

0.02 

0.0100 

0.0450 

0.0508 

- 

0.106 

0.130 

0.269 

0.013 

0.255 

0.055 

21.37 

Safe 

75 RB 

0801000500106100 

0.25 

0.07 

(64.07) 

0.05 

0.09 

0.14 

0.04 

0.21 

0.02 

0.0500 

0.0409 

0.0577 

- 

0.149 

0.167 

0.310 

0.016 

0.295 

0.252 

85.59 

Semi Critical 

76 NP 

0801000500127800 

0.25 

0.07 

(29.27) 

0.06 

0.06 

0.12 

0.04 

0.19 

0.02 

0.0100 

0.0408 

0.0461 

- 

0.097 

0.117 

0.238 

0.012 

0.226 

0.055 

24.17 

Safe 

76 RB 

0801000500106200 

0.25 

0.11 

(90.35) 

0.09 

0.12 

0.21 

0.04 

0.21 

0.03 

0.0100 

0.0693 

0.0979 

- 

0.177 

0.208 

0.418 

0.021 

0.397 

0.055 

13.79 

Safe 

77 NP 

0801000500127900 

0.25 

0.14 

(39.54) 

0.11 

0.10 

0.21 

0.05 

0.21 

0.04 

0.0100 

0.0677 

0.0765 

- 

0.154 

0.191 

0.402 

0.020 

0.382 

0.037 

9.66 

Safe 

77 RB 

0801000500106300 

0.25 

0.13 

(119.25) 

0.11 

0.14 

0.24 

0.04 

0.21 

0.04 

0.0100 

0.0794 

0.1122 

- 

0.202 

0.237 

0.478 

0.024 

0.454 

0.046 

10.09 

Safe 

78 NP 

0801000500128400 

0.25 

0.00 

496.39 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

- 

0.0034 

0.0039 

- 

0.007 

0.008 

0.015 

0.001 

0.014 

0.009 

64.01 

Safe 



0.25 

0.07 

(21.39) 

0.06 

0.06 

0.12 

0.04 

0.19 

0.02 

0.0100 

0.0396 

0.0448 

- 

0.094 

0.113 

0.229 

0.011 

0.217 

0.028 

12.66 

Safe 

78 RB 

0801000500105800 

0.25 

0.02 

(88.57) 

0.01 

0.06 

0.07 

0.01 

0.05 

0.00 

0.0100 

0.0382 

0.0432 

- 

0.091 

0.096 

0.167 

0.008 

0.159 

0.046 

28.65 

Safe 

79 NP 

0801000500128500 

0.25 

0.09 

2.16 

0.10 

0.05 

0.14 

0.04 

0.19 

0.03 

0.0200 

0.0300 

0.0339 

- 

0.084 

0.109 

0.252 

0.013 

0.239 

0.091 

37.91 

Safe 



0.25 

0.00 

618.30 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0053 

0.0060 

- 

0.011 

0.012 

0.021 

0.001 

0.020 

0.009 

45.78 

Safe 

79 RB-B 

0801000500107300 

0.25 

0.00 

(35.41) 

0.00 

0.02 

0.02 

0.01 

0.03 

0.00 

- 

0.0107 

0.0121 

- 

0.023 

0.024 

0.042 

0.002 

0.040 

0.009 

22.68 

Safe 

7B 

0801000200025100 

0.25 

0.05 

(63.83) 

0.04 

0.09 

0.13 

0.02 

0.11 

0.01 

0.0100 

0.0546 

0.0772 

- 

0.142 

0.155 

0.287 

0.014 

0.273 

0.063 

23.25 

Safe 



0.22 

0.09 

(89.61) 

0.07 

0.14 

0.21 

0.03 

0.17 

0.02 

0.0100 

0.0798 

0.1128 

- 

0.203 

0.227 

0.437 

0.022 

0.415 

0.059 

14.23 

Safe 

7CI 

0801000200025000 

0.22 

0.10 

(71.66) 

0.08 

0.10 

0.19 

0.06 

0.28 

0.03 

0.0300 

0.0539 

0.0762 

- 

0.160 

0.188 

0.374 

0.019 

0.355 

0.138 

38.99 

Safe 

7CII 

0801000200024900 

0.25 

0.03 

(0.89) 

0.03 

0.07 

0.09 

0.02 

0.08 

0.01 

0.0100 

0.0388 

0.0549 

- 

0.104 

0.110 

0.202 

0.010 

0.192 

0.047 

24.68 

Safe 



0.22 

0.12 

(65.94) 

0.10 

0.16 

0.26 

0.04 

0.20 

0.03 

0.0100 

0.0912 

0.1289 

- 

0.230 

0.263 

0.518 

0.026 

0.493 

0.078 

15.78 

Safe 

7D 

0801000200024700 

0.25 

0.05 

15.62 

0.06 

0.10 

0.15 

0.03 

0.14 

0.01 

0.0600 

0.0439 

0.0621 

- 

0.166 

0.179 

0.331 

0.017 

0.315 

0.318 

100.97 

Over Exploited 



0.22 

0.04 

(9.36) 

0.04 

0.08 

0.12 

0.03 

0.14 

0.01 

0.0400 

0.0425 

0.0600 

- 

0.143 

0.153 

0.273 

0.014 

0.259 

0.192 

73.95 

Semi Critical 

7E (RURAL) 

0801000200042300 

0.25 

0.13 

(36.15) 

0.10 

0.11 

0.21 

0.06 

0.29 

0.03 

0.0300 

0.0576 

0.0814 

- 

0.169 

0.203 

0.416 

0.021 

0.395 

0.139 

35.12 

Safe 

7H 

0801000200024000 

0.25 

0.01 

406.31 

0.01 

0.04 

0.05 

0.01 

0.04 

0.00 

0.0100 

0.0221 

0.0313 

- 

0.063 

0.065 

0.111 

0.006 

0.105 

0.061 

58.27 

Safe 



0.22 

0.23 

(42.60) 

0.19 

0.25 

0.44 

0.05 

0.24 

0.06 

0.0400 

0.1401 

0.1979 

- 

0.378 

0.438 

0.874 

0.044 

0.830 

0.225 

27.08 

Safe 

7SDS-A(TAKHAT HAZARAKUMHARAN) 

0801000300063700 

0.25 

0.12 

84.70 

0.15 

0.08 

0.23 

0.06 

0.30 

0.03 

0.0100 

0.0242 

0.0684 

- 

0.103 

0.133 

0.359 

0.018 

0.341 

0.092 

27.03 

Safe 

8 AMP 

0802000100310000 

0.20 

0.28 

(90.62) 

0.22 

0.23 

0.45 

0.07 

0.30 

0.09 

0.0100 

0.0720 

0.2034 

- 

0.285 

0.371 

0.825 

0.041 

0.784 

0.083 

10.61 

Safe 

8 B 

0801000200026000 

0.22 

0.13 

(94.41) 

0.10 

0.13 

0.23 

0.06 

0.28 

0.03 

0.0200 

0.0676 

0.0955 

- 

0.183 

0.218 

0.448 

0.022 

0.425 

0.103 

24.27 

Safe 

8 BB 

0801000400078700 

0.25 

0.14 

- 

0.14 

0.09 

0.23 

0.05 

0.26 

0.04 

0.0100 

0.0567 

0.0641 

- 

0.131 

0.167 

0.396 

0.040 

0.356 

0.091 

25.70 

Safe 

8 BGP 

0802000100311700 

0.20 

0.14 

(78.14) 

0.11 

0.14 

0.25 

0.06 

0.29 

0.04 

0.0300 

0.0464 

0.1050 

- 

0.181 

0.220 

0.470 

0.024 

0.447 

0.286 

64.13 

Safe 

8 BGS (CHAK DULRASAR) 

0801000300055300 

0.25 

0.00 

(2,970.61) 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0065 

0.0092 

- 

0.016 

0.016 

0.028 

0.001 

0.026 

0.000 

1.04 

Safe 



0.25 

0.21 

(3,271.56) 

0.17 

0.22 

0.39 

0.06 

0.27 

0.06 

0.0100 

0.0753 

0.1773 

- 

0.263 

0.319 

0.708 

0.035 

0.672 

0.058 

8.69 

Safe 

8 BNW 

0801000300060600 

0.25 

0.20 

(94.90) 

0.16 

0.15 

0.31 

0.06 

0.26 

0.06 

- 

0.0466 

0.1317 

- 

0.178 

0.236 

0.547 

0.027 

0.520 

0.031 

5.98 

Safe 

8 DD 

0801000400076400 

0.25 

0.19 

- 

0.19 

0.12 

0.31 

0.05 

0.26 

0.05 

0.0100 

0.0777 

0.0878 

- 

0.175 

0.224 

0.533 

0.053 

0.480 

0.074 

15.42 

Safe 

8 DLP 

0802000300350100 

0.20 

0.00 

(694.14) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0002 

0.0007 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.014 

888.74 

Over Exploited 



0.20 

0.04 

(59.63) 

0.03 

0.05 

0.08 

0.06 

0.27 

0.01 

0.0200 

0.0110 

0.0309 

- 

0.062 

0.073 

0.149 

0.007 

0.141 

0.170 

120.50 

Over Exploited 

8 EEA 

0801000400089000 

0.25 

0.26 

- 

0.26 

0.16 

0.41 

0.05 

0.27 

0.07 

- 

0.1021 

0.1154 

- 

0.218 

0.283 

0.695 

0.070 

0.626 

0.039 

6.18 

Safe 

8 F 

0801000200032400 

0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.13 

(62.65) 

0.10 

0.13 

0.24 

0.06 

0.28 

0.03 

0.0500 

0.0664 

0.0938 

- 

0.210 

0.244 

0.483 

0.024 

0.458 

0.274 

59.81 

Safe 

8 FD 

0801000500102000 

0.25 

0.14 

(108.11) 

0.11 

0.15 

0.26 

0.05 

0.22 

0.04 

0.0400 

0.0814 

0.1150 

- 

0.236 

0.273 

0.534 

0.027 

0.507 

0.199 

39.22 

Safe 

8 FF 

0801000100019300 

0.25 

0.12 

(135.61) 

0.10 

0.11 

0.21 

0.05 

0.24 

0.03 

0.0100 

0.0657 

0.0929 

- 

0.169 

0.199 

0.412 

0.021 

0.391 

0.038 

9.76 

Safe 

8 FFB 

0801000500103800 

0.25 

0.12 

(100.75) 

0.10 

0.13 

0.23 

0.05 

0.21 

0.03 

0.0300 

0.0710 

0.1004 

- 

0.201 

0.233 

0.460 

0.023 

0.437 

0.145 

33.10 

Safe 

8 G 1 

0801000200045800 

0.25 

0.23 

(93.29) 

0.18 

0.13 

0.31 

0.06 

0.28 

0.06 

0.0100 

0.0862 

0.0975 

- 

0.194 

0.253 

0.564 

0.028 

0.536 

0.070 

12.98 

Safe 

8G II 

0801000200045900 

0.25 

0.10 

(94.18) 

0.08 

0.06 

0.14 

0.06 

0.28 

0.03 

0.0100 

0.0379 

0.0428 

- 

0.091 

0.117 

0.254 

0.013 

0.241 

0.093 

38.46 

Safe 

8 HH 

0801000200053300 

0.25 

0.16 

- 

0.16 

0.15 

0.31 

0.06 

0.27 

0.04 

0.0300 

0.0882 

0.1068 

- 

0.225 

0.268 

0.579 

0.058 

0.521 

0.138 

26.53 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


8 IDG 

080200010030590C 

2.850 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.850 

0.67 

0.150 

0.02 

0.00 

0.04 

0.08 

0.00 

0.19 

0.16 

0.07 

0.009 

0.24 

0.28 


8 KHR 

0802000200322300 

3.505 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

2.375 

0.08 

0.150 

0.06 

0.01 

0.04 

0.09 

0.00 

-0.04 

-0.03 

0.23 

0.009 

0.15 

0.25 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.425 

0.08 

0.150 

0.01 

0.00 

0.01 

0.02 

0.00 

-0.01 

0.00 

0.03 

0.002 

0.03 

0.04 


8 KRW 

0801000300057900 

3.580 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.580 

0.59 

0.200 

0.02 

0.00 

0.04 

0.10 

0.00 

0.30 

0.25 

0.09 

0.004 

0.24 

0.29 


8 KSD 

0802000100302200 

3.745 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.013 

0.10 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.732 

0.10 

0.150 

0.02 

0.00 

0.04 

0.11 

0.00 

-0.07 

-0.06 

0.07 

0.011 

0.23 

0.26 


8 LL 

0801000200050400 

4.301 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.301 

-0.08 

0.180 

0.02 

0.00 

0.07 

0.07 

0.00 

0.00 

0.00 

0.05 

0.007 

0.21 

0.38 


8 LLG(LALGARH) 

0801000300066800 

4.887 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.887 

-0.83 

0.200 

0.41 

0.00 

0.04 

0.14 

0.00 

0.00 

0.00 

0.03 

1.233 

0.18 

0.13 


8 LLW 

0802000300351500 

3.149 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

2.606 

-0.51 

0.150 

0.08 

0.01 

0.03 

0.07 

0.00 

0.00 

0.00 

0.31 

0.001 

0.16 

0.39 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.067 

-0.51 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.01 


8 LNP 

0801000200038300 

1.420 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.420 

0.24 

0.200 

0.06 

0.01 

0.02 

0.02 

0.00 

0.07 

0.05 

0.23 

0.002 

0.23 

0.34 


8 MJD 

0802000100314000 

6.371 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.826 

0.29 

0.150 

0.02 

0.00 

0.02 

0.05 

0.00 

0.03 

0.02 

0.06 

0.006 

0.07 

0.11 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.545 

0.29 

0.150 

0.02 

0.00 

0.05 

0.13 

0.00 

0.04 

0.02 

0.05 

0.014 

0.16 

0.28 


8 MKS 

0802000200321800 

4.820 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.164 

0.13 

0.150 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

0.00 

0.01 

0.001 

0.01 

0.01 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.327 

0.13 

0.150 

0.04 

0.01 

0.07 

0.15 

0.00 

-0.11 

-0.06 

0.15 

0.017 

0.20 

0.35 


8 ML 

0801000200053200 

3.821 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

3.821 

-0.34 

0.200 

0.11 

0.03 

0.08 

0.09 

0.00 

0.00 

0.00 

0.45 

0.006 

0.21 

0.32 


8 MMK (KIKARWALI) 

0802000100316400 

6.228 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

4.863 

0.07 

0.150 

0.01 

0.00 

0.05 

0.14 

0.00 

-0.13 

-0.07 

0.05 

0.001 

0.17 

0.30 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.365 

0.07 

0.150 

0.00 

0.00 

0.01 

0.04 

0.00 

-0.04 

-0.02 

0.01 

0.000 

0.05 

0.09 


8 NKR 

0802000100307600 

3.015 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.015 

0.47 

0.150 

0.02 

0.00 

0.03 

0.09 

0.00 

0.12 

0.08 

0.08 

0.009 

0.23 

0.32 


8 NN-A 

0801000400077000 

1.752 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.031 

0.03 

0.200 

0.01 

0.00 

0.02 

0.02 

0.00 

-0.02 

-0.01 

0.05 

0.001 

0.12 

0.27 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.721 

0.03 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.02 

-0.01 

0.02 

0.000 

0.09 

0.19 


8 NN-B 

0801000400076800 

2.203 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.911 

-0.06 

0.200 

0.01 

0.00 

0.03 

0.03 

0.00 

0.00 

0.00 

0.05 

0.001 

0.18 

0.39 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.292 

-0.06 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.06 


8 NTW 

0802000100314600 

2.172 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

2.172 

0.15 

0.150 

0.03 

0.00 

0.02 

0.06 

0.00 

-0.01 

0.00 

0.10 

0.007 

0.23 

0.42 


8 PTP 

0802000100306600 

3.675 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.675 

0.43 

0.150 

0.02 

0.00 

0.04 

0.11 

0.00 

0.12 

0.09 

0.06 

0.011 

0.23 

0.30 


8 Q 

0801000200029800 

2.893 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.893 

0.30 

0.180 

0.05 

0.01 

0.05 

0.07 

0.00 

0.07 

0.05 

0.21 

0.005 

0.22 

0.34 


8 RB 

0801000400089700 

2.299 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.932 

-0.39 

0.200 

0.01 

0.00 

0.03 

0.03 

0.00 

0.00 

0.00 

0.04 

0.001 

0.17 

0.36 


8 SBN 

0802000200321300 

4.948 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.948 

0.06 

0.150 

0.06 

0.01 

0.08 

0.18 

0.00 

-0.16 

-0.09 

0.22 

0.019 

0.23 

0.40 


8 SDP 

0801000300068700 

3.216 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.216 

0.13 

0.200 

0.01 

0.00 

0.03 

0.09 

0.00 

-0.03 

-0.04 

0.02 

0.003 

0.17 

0.12 


8 SPM 

0801000300071700 

2.920 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.920 

-0.17 

0.200 

0.01 

0.00 

0.02 

0.08 

0.00 

0.00 

0.00 

0.05 

0.003 

0.18 

0.14 


8 TKW 

0801000300073400 

7.583 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

7.583 

-0.19 

0.200 

0.03 

0.00 

0.08 

0.22 

0.00 

0.00 

0.00 

0.11 

0.008 

0.18 

0.23 


8 UTS 

0802000400388900 

23.323 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

23.323 

-0.12 

0.150 

0.04 

0.00 

0.18 

0.67 

0.00 

0.00 

0.00 

0.07 

0.058 

0.18 

0.16 


8 Y 

0801000200033900 

2.152 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.152 

0.23 

0.180 

0.04 

0.01 

0.04 

0.05 

0.00 

0.03 

0.02 

0.16 

0.003 

0.23 

0.35 


8 Z 

0801000200039700 

2.869 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.869 

0.18 

0.180 

0.04 

0.01 

0.05 

0.07 

0.00 

0.00 

0.00 

0.14 

0.005 

0.23 

0.35 


8:00 AM 

0801000200041600 

3.753 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.753 

0.08 

0.180 

0.01 

0.00 

0.07 

0.09 

0.00 

-0.10 

-0.06 

0.04 

0.006 

0.23 

0.35 


80 RB 

0801000500107100 

2.909 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.866 

0.15 

0.200 

0.02 

0.00 

0.04 

0.05 

0.00 

0.02 

0.01 

0.09 

0.001 

0.16 

0.32 


81 RB 

0801000500107000 

3.687 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.667 

0.22 

0.200 

0.02 

0.00 

0.07 

0.09 

0.00 

0.02 

0.01 

0.07 

0.001 

0.16 

0.33 


82 RB 

0801000500107200 

5.639 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.024 

0.30 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


83 LNP 

0801000400100800 

4.421 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.152 

-0.01 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


83 RB 

0801000500106900 

2.863 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.832 

0.28 

0.200 

0.01 

0.00 

0.05 

0.07 

0.00 

0.05 

0.02 

0.05 

0.001 

0.16 

0.33 


84 RB-A 

0801000500106800 

2.117 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.325 

0.36 

0.200 

0.01 

0.00 

0.02 

0.03 

0.00 

0.05 

0.02 

0.03 

0.000 

0.10 

0.21 


84 RB-B 

0801000500106600 

3.940 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.940 

0.36 

0.200 

0.01 

0.00 

0.07 

0.10 

0.00 

0.12 

0.06 

0.05 

0.001 

0.17 

0.34 


85 RB 

0801000500106700 

2.291 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.272 

0.32 

0.200 

0.02 

0.00 

0.04 

0.06 

0.00 

0.07 

0.03 

0.06 

0.001 

0.16 

0.33 


8 C 

0801000200024800 

3.874 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.636 

0.31 

0.200 

0.05 

0.01 

0.03 

0.04 

0.00 

0.07 

0.05 

0.21 

0.003 

0.09 

0.14 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.238 

0.31 

0.180 

0.04 

0.01 

0.04 

0.05 

0.00 

0.06 

0.04 

0.16 

0.004 

0.13 

0.19 


8 D 

0801000200024600 

3.318 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.136 

0.27 

0.200 

0.04 

0.01 

0.02 

0.03 

0.00 

0.04 

0.02 

0.17 

0.002 

0.08 

0.12 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.182 

0.27 

0.180 

0.05 

0.01 

0.05 

0.05 

0.00 

0.04 

0.03 

0.19 

0.003 

0.15 

0.22 


8 H 

0801000200023900 

4.455 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.515 

0.12 

0.200 

0.02 

0.00 

0.01 

0.01 

0.00 

0.01 

0.01 

0.06 

0.001 

0.03 

0.04 





Saline 

Gang Canal 

Command 

Younger Alluvium 

3.940 

0.12 

0.180 

0.07 

0.02 

0.07 

0.10 

0.00 

-0.04 

-0.02 

0.27 

0.006 

0.19 

0.30 


8 SDS(TAKHAT HAZARABAWARIYAN) 

0801000300063500 

4.746 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.746 

0.30 

0.200 

0.02 

0.00 

0.05 

0.14 

0.00 

0.12 

0.10 

0.05 

0.005 

0.24 

0.28 


9 AMP 

0802000100312600 

2.123 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.000 

0.28 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.123 

0.28 

0.150 

0.02 

0.00 

0.02 

0.06 

0.00 

0.03 

0.02 

0.08 

0.006 

0.23 

0.40 


9 BB (RATEWALA) 

0801000400078600 

2.414 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.414 

-0.56 

0.200 

0.03 

0.00 

0.04 

0.04 

0.00 

0.00 

0.00 

0.11 

0.001 

0.21 

0.43 


9 BGP-A 

0802000100310500 

1.909 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.004 

0.22 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.905 

0.22 

0.150 

0.02 

0.00 

0.02 

0.05 

0.00 

0.00 

0.01 

0.06 

0.006 

0.23 

0.15 


9 BGP-B 

0802000100310400 

2.109 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.109 

0.24 

0.150 

0.01 

0.00 

0.03 

0.06 

0.00 

0.00 

0.00 

0.04 

0.006 

0.23 

0.17 


9 BGS 

0801000300055400 

5.211 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.071 

0.08 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Bhakhra Canal 

Command 

Younger Alluvium 

5.140 

0.08 

0.200 

0.03 

0.01 

0.08 

0.18 

0.00 

-0.17 

-0.12 

0.12 

0.005 

0.22 

0.32 


9 BNW 

0801000300060700 

4.350 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.350 

0.34 

0.200 

0.01 

0.00 

0.05 

0.12 

0.00 

0.13 

0.13 

0.03 

0.005 

0.20 

0.21 


9 DD 

0801000400076300 

2.054 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.054 

-0.07 

0.200 

0.01 

0.00 

0.03 

0.03 

0.00 

0.00 

0.00 

0.05 

0.001 

0.20 

0.42 


9 DLP 

0802000300350000 

6.914 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.007 

0.33 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

6.906 

0.33 

0.150 

0.01 

0.00 

0.07 

0.20 

0.00 

0.08 

0.05 

0.04 

0.002 

0.21 

0.33 


9 F 

0801000200032500 

2.750 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.462 

0.31 

0.200 

0.02 

0.00 

0.01 

0.01 

0.00 

0.03 

0.02 

0.06 

0.001 

0.04 

0.06 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.288 

0.31 

0.180 

0.04 

0.01 

0.04 

0.06 

0.00 

0.06 

0.04 

0.16 

0.004 

0.19 

0.29 


9 FD 

0801000500101900 

3.977 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.000 

0.11 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Gang Canal 

Command 

Younger Alluvium 

3.977 

0.11 

0.200 

0.03 

0.01 

0.07 

0.10 

0.00 

-0.06 

-0.03 

0.13 

0.001 

0.17 

0.34 


9 FF 

0801000100017600 

2.698 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.708 

0.22 

0.200 

0.03 

0.01 

0.01 

0.02 

0.00 

0.02 

0.01 

0.12 

0.001 

0.05 

0.08 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.990 

0.22 

0.200 

0.02 

0.01 

0.04 

0.05 

0.00 

0.01 

0.01 

0.08 

0.002 

0.14 

0.21 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23J 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

8 IDG 

0802000100305900 

0.20 

0.13 

16.97 

0.16 

0.12 

0.27 

0.06 

0.30 

0.03 

0.0100 

0.0429 

0.0970 

- 

0.150 

0.185 

0.459 

0.023 

0.436 

0.074 

16.88 

Safe 

8 KHR 

0802000200322300 

0.20 

0.07 

(136.78) 

0.06 

0.13 

0.19 

0.05 

0.20 

0.02 

0.0400 

0.0429 

0.1010 

- 

0.184 

0.206 

0.396 

0.020 

0.376 

0.237 

63.07 

Safe 



0.20 

0.00 

(279.36) 

0.00 

0.02 

0.02 

0.01 

0.04 

0.00 

0.0100 

0.0077 

0.0181 

- 

0.036 

0.037 

0.060 

0.003 

0.057 

0.034 

58.94 

Safe 

8 KRW 

0801000300057900 

0.25 

0.22 

16.45 

0.25 

0.14 

0.39 

0.06 

0.30 

0.05 

0.0100 

0.0431 

0.1219 

- 

0.175 

0.229 

0.623 

0.031 

0.592 

0.094 

15.84 

Safe 

8 KSD 

0802000100302200 

0.20 

0.00 

(14,954.08) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

3.73 

Safe 



0.20 

0.17 

(135.73) 

0.14 

0.14 

0.28 

0.06 

0.29 

0.05 

0.0100 

0.0450 

0.1270 

- 

0.182 

0.230 

0.511 

0.026 

0.485 

0.084 

17.37 

Safe 

8 LL 

0801000200050400 

0.22 

0.20 

- 

0.20 

0.14 

0.34 

0.06 

0.27 

0.05 

0.0100 

0.0904 

0.1022 

- 

0.203 

0.256 

0.596 

0.060 

0.536 

0.061 

11.34 

Safe 

8 LLG(LALGARH) 

0801000300066800 

0.25 

0.22 

- 

0.22 

0.18 

0.40 

0.06 

0.24 

0.07 

- 

0.0441 

0.1663 

- 

0.211 

0.282 

0.679 

0.068 

0.611 

1.260 

206.13 

Over Exploited 

8 LLW 

0802000300351500 

0.20 

0.09 

- 

0.09 

0.11 

0.20 

0.04 

0.21 

0.02 

0.0300 

0.0314 

0.0887 

- 

0.150 

0.173 

0.369 

0.037 

0.332 

0.312 

93.91 

Critical 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0008 

0.0023 

- 

0.003 

0.003 

0.006 

0.001 

0.005 

0.006 

115.67 

Over Exploited 

8 LNP 

0801000200038300 

0.25 

0.08 

(39.37) 

0.06 

0.06 

0.12 

0.06 

0.29 

0.02 

0.0300 

0.0299 

0.0337 

- 

0.094 

0.115 

0.234 

0.012 

0.223 

0.227 

102.11 

Over Exploited 

8 MJD 

0802000100314000 

0.20 

0.02 

(31.73) 

0.02 

0.07 

0.09 

0.02 

0.09 

0.01 

0.0100 

0.0220 

0.0622 

- 

0.094 

0.102 

0.192 

0.010 

0.182 

0.065 

35.41 

Safe 



0.20 

0.15 

(84.10) 

0.12 

0.18 

0.30 

0.05 

0.22 

0.05 

0.0100 

0.0547 

0.1547 

- 

0.219 

0.266 

0.562 

0.028 

0.534 

0.063 

11.76 

Safe 

8 MKS 

0802000200321800 

0.20 

0.00 

(1,283.54) 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0030 

0.0070 

- 

0.010 

0.010 

0.019 

0.001 

0.018 

0.011 

59.95 

Safe 



0.20 

0.18 

(135.15) 

0.14 

0.23 

0.37 

0.06 

0.26 

0.05 

0.0300 

0.0782 

0.1841 

- 

0.292 

0.346 

0.717 

0.036 

0.681 

0.163 

23.87 

Safe 

8 ML 

0801000200053200 

0.25 

0.21 

- 

0.21 

0.21 

0.41 

0.06 

0.27 

0.06 

0.0800 

0.1125 

0.1362 

- 

0.329 

0.384 

0.796 

0.080 

0.717 

0.456 

63.64 

Safe 

8 MMK (KIKARWALI) 

0802000100316400 

0.20 

0.16 

(143.55) 

0.13 

0.19 

0.32 

0.05 

0.22 

0.05 

0.0100 

0.0586 

0.1655 

- 

0.234 

0.282 

0.601 

0.030 

0.571 

0.055 

9.68 

Safe 



0.20 

0.01 

(267.22) 

0.01 

0.05 

0.06 

0.01 

0.06 

0.00 

- 

0.0164 

0.0465 

- 

0.063 

0.067 

0.130 

0.006 

0.123 

0.006 

5.15 

Safe 

8 NKR 

0802000100307600 

0.20 

0.14 

(38.85) 

0.11 

0.12 

0.23 

0.07 

0.29 

0.04 

0.0100 

0.0363 

0.1026 

- 

0.149 

0.189 

0.416 

0.021 

0.395 

0.090 

22.81 

Safe 

8 NN-A 

0801000400077000 

0.25 

0.03 

(124.72) 

0.03 

0.03 

0.06 

0.03 

0.16 

0.01 

0.0100 

0.0217 

0.0245 

- 

0.056 

0.064 

0.123 

0.006 

0.117 

0.049 

41.58 

Safe 



0.25 

0.02 

(156.36) 

0.01 

0.02 

0.04 

0.02 

0.11 

0.00 

- 

0.0152 

0.0171 

- 

0.032 

0.036 

0.072 

0.004 

0.068 

0.018 

26.95 

Safe 

8 NN-B 

0801000400076800 

0.25 

0.09 

- 

0.09 

0.06 

0.15 

0.05 

0.23 

0.02 

0.0100 

0.0402 

0.0454 

- 

0.096 

0.118 

0.266 

0.027 

0.240 

0.049 

20.46 

Safe 



0.25 

0.00 

- 

0.00 

0.01 

0.01 

0.01 

0.04 

0.00 

- 

0.0061 

0.0069 

- 

0.013 

0.014 

0.025 

0.003 

0.023 

0.000 

0.71 

Safe 

8 NTW 

0802000100314600 

0.20 

0.10 

(103.46) 

0.08 

0.08 

0.17 

0.07 

0.31 

0.03 

0.0100 

0.0262 

0.0739 

- 

0.110 

0.142 

0.307 

0.015 

0.292 

0.106 

36.17 

Safe 

8 PTP 

0802000100306600 

0.20 

0.17 

(48.53) 

0.14 

0.14 

0.28 

0.07 

0.30 

0.05 

0.0100 

0.0443 

0.1251 

- 

0.179 

0.227 

0.505 

0.025 

0.480 

0.068 

14.21 

Safe 

8 Q 

0801000200029800 

0.22 

0.14 

(67.67) 

0.11 

0.14 

0.25 

0.06 

0.28 

0.04 

0.0400 

0.0730 

0.1031 

- 

0.216 

0.253 

0.500 

0.025 

0.475 

0.212 

44.52 

Safe 

8 RB 

0801000400089700 

0.25 

0.08 

- 

0.08 

0.06 

0.14 

0.04 

0.21 

0.02 

- 

0.0406 

0.0459 

- 

0.087 

0.107 

0.250 

0.025 

0.225 

0.037 

16.50 

Safe 

8 SBN 

0802000200321300 

0.20 

0.23 

(139.18) 

0.18 

0.26 

0.45 

0.07 

0.30 

0.07 

0.0400 

0.0894 

0.2105 

- 

0.340 

0.411 

0.857 

0.043 

0.814 

0.238 

29.24 

Safe 

8 SDP 

0801000300068700 

0.25 

0.14 

(126.23) 

0.11 

0.12 

0.23 

0.06 

0.23 

0.05 

- 

0.0290 

0.1095 

- 

0.139 

0.186 

0.416 

0.021 

0.395 

0.021 

5.41 

Safe 

8 SPM 

0801000300071700 

0.25 

0.13 

- 

0.13 

0.11 

0.24 

0.06 

0.23 

0.04 

0.0100 

0.0264 

0.0994 

- 

0.136 

0.178 

0.415 

0.041 

0.373 

0.048 

12.88 

Safe 

8 TKW 

0801000300073400 

0.25 

0.34 

- 

0.34 

0.30 

0.65 

0.05 

0.23 

0.09 

0.0100 

0.0913 

0.2581 

- 

0.359 

0.454 

1.100 

0.110 

0.990 

0.116 

11.72 

Safe 

8 UTS 

0802000400388900 

0.20 

0.82 

- 

0.82 

0.85 

1.67 

0.05 

0.23 

0.25 

0.0100 

0.2107 

0.7938 

- 

1.015 

1.264 

2.931 

0.293 

2.638 

0.131 

4.95 

Safe 

8 Y 

0801000200033900 

0.22 

0.11 

(84.35) 

0.09 

0.10 

0.19 

0.06 

0.29 

0.03 

0.0300 

0.0543 

0.0767 

- 

0.161 

0.189 

0.378 

0.019 

0.359 

0.165 

46.05 

Safe 

8 Z 

0801000200039700 

0.22 

0.14 

(100.84) 

0.11 

0.13 

0.25 

0.06 

0.29 

0.04 

0.0300 

0.0724 

0.1023 

- 

0.205 

0.242 

0.491 

0.025 

0.467 

0.149 

31.84 

Safe 

8:00 AM 

0801000200041600 

0.22 

0.19 

(133.64) 

0.15 

0.16 

0.31 

0.06 

0.29 

0.05 

0.0100 

0.0947 

0.1338 

- 

0.239 

0.288 

0.600 

0.030 

0.570 

0.042 

7.37 

Safe 

80 RB 

0801000500107100 

0.25 

0.12 

(93.34) 

0.09 

0.09 

0.18 

0.04 

0.21 

0.03 

0.0100 

0.0603 

0.0681 

- 

0.138 

0.170 

0.354 

0.018 

0.336 

0.091 

26.99 

Safe 

81 RB 

0801000500107000 

0.25 

0.15 

(92.45) 

0.12 

0.16 

0.28 

0.04 

0.21 

0.04 

0.0100 

0.0925 

0.1308 

- 

0.233 

0.274 

0.552 

0.028 

0.525 

0.073 

13.91 

Safe 

82 RB 

0801000500107200 

0.25 

0.00 

4,836.98 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0006 

0.0008 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

0.28 

Safe 

83 LNP 

0801000400100800 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0026 

0.0036 

- 

0.006 

0.006 

0.011 

0.001 

0.010 

0.000 

0.85 

Safe 

83 RB 

0801000500106900 

0.25 

0.12 

(79.30) 

0.09 

0.12 

0.21 

0.04 

0.21 

0.03 

0.0100 

0.0715 

0.1010 

- 

0.182 

0.214 

0.429 

0.021 

0.407 

0.055 

13.46 

Safe 

84 RB-A 

0801000500106800 

0.25 

0.03 

(28.61) 

0.03 

0.06 

0.08 

0.03 

0.13 

0.01 

0.0100 

0.0334 

0.0472 

- 

0.091 

0.100 

0.185 

0.009 

0.175 

0.027 

15.60 

Safe 

84 RB-B 

0801000500106600 

0.25 

0.16 

(62.74) 

0.13 

0.17 

0.30 

0.04 

0.21 

0.04 

0.0100 

0.0994 

0.1405 

- 

0.250 

0.294 

0.596 

0.030 

0.566 

0.055 

9.74 

Safe 

85 RB 

0801000500106700 

0.25 

0.09 

(65.26) 

0.07 

0.10 

0.17 

0.04 

0.21 

0.03 

0.0100 

0.0573 

0.0810 

- 

0.148 

0.174 

0.346 

0.017 

0.329 

0.064 

19.33 

Safe 

8C 

0801000200024800 

0.25 

0.04 

21.24 

0.05 

0.08 

0.13 

0.02 

0.12 

0.01 

0.0400 

0.0413 

0.0583 

- 

0.140 

0.150 

0.277 

0.014 

0.263 

0.213 

80.89 

Semi Critical 



0.22 

0.06 

(39.62) 

0.05 

0.11 

0.16 

0.03 

0.16 

0.02 

0.0300 

0.0565 

0.0798 

- 

0.166 

0.183 

0.340 

0.017 

0.323 

0.166 

51.19 

Safe 

8D 

0801000200024600 

0.25 

0.02 

13.72 

0.02 

0.06 

0.09 

0.02 

0.10 

0.01 

0.0300 

0.0334 

0.0405 

- 

0.104 

0.110 

0.197 

0.010 

0.187 

0.167 

89.12 

Semi Critical 



0.22 

0.07 

(59.87) 

0.06 

0.11 

0.17 

0.04 

0.19 

0.02 

0.0400 

0.0642 

0.0778 

- 

0.182 

0.201 

0.368 

0.018 

0.350 

0.192 

55.02 

Safe 

8H 

0801000200023900 

0.25 

0.00 

97.71 

0.00 

0.02 

0.03 

0.01 

0.03 

0.00 

0.0100 

0.0130 

0.0184 

- 

0.041 

0.042 

0.068 

0.003 

0.065 

0.061 

93.58 

Critical 



0.22 

0.17 

(113.86) 

0.13 

0.19 

0.32 

0.05 

0.24 

0.04 

0.0500 

0.0994 

0.1405 

- 

0.290 

0.333 

0.657 

0.033 

0.624 

0.276 

44.26 

Safe 

8SDS(TAKHAT HAZARABAWARIYAN) 

0801000300063500 

0.25 

0.29 

(64.90) 

0.23 

0.19 

0.42 

0.06 

0.30 

0.07 

0.0100 

0.0572 

0.1615 

- 

0.229 

0.300 

0.716 

0.036 

0.680 

0.059 

8.67 

Safe 

9 AMP 

0802000100312600 

0.20 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.10 

(84.10) 

0.08 

0.08 

0.16 

0.07 

0.31 

0.03 

0.0100 

0.0256 

0.0723 

- 

0.108 

0.139 

0.300 

0.015 

0.285 

0.087 

30.66 

Safe 

9 BB (RATEWALA) 

0801000400078600 

0.25 

0.13 

- 

0.13 

0.08 

0.20 

0.05 

0.26 

0.03 

0.0100 

0.0508 

0.0574 

- 

0.118 

0.151 

0.355 

0.035 

0.319 

0.109 

34.22 

Safe 

9 BGP-A 

0802000100310500 

0.20 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.09 

(94.10) 

0.07 

0.08 

0.15 

0.06 

0.29 

0.02 

0.0100 

0.0287 

0.0648 

- 

0.104 

0.127 

0.275 

0.014 

0.261 

0.063 

24.02 

Safe 

9 BGP-B 

0802000100310400 

0.20 

0.10 

(103.12) 

0.08 

0.09 

0.16 

0.06 

0.29 

0.03 

- 

0.0317 

0.0718 

- 

0.104 

0.130 

0.294 

0.015 

0.280 

0.047 

16.96 

Safe 

9 BGS 

0801000300055400 

0.25 

0.00 

(2,662.58) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0018 

0.0025 

- 

0.004 

0.004 

0.007 

0.000 

0.007 

0.000 

1.06 

Safe 



0.25 

0.28 

(32,428.53) 

0.23 

0.28 

0.51 

0.06 

0.28 

0.08 

0.0200 

0.0928 

0.2187 

- 

0.332 

0.407 

0.912 

0.046 

0.866 

0.122 

14.13 

Safe 

9 BNW 

0801000300060700 

0.25 

0.22 

(41.61) 

0.17 

0.17 

0.35 

0.06 

0.26 

0.06 

- 

0.0524 

0.1481 

- 

0.201 

0.265 

0.612 

0.031 

0.582 

0.032 

5.43 

Safe 

9 DD 

0801000400076300 

0.25 

0.11 

- 

0.11 

0.07 

0.17 

0.05 

0.26 

0.03 

0.0100 

0.0432 

0.0488 

- 

0.102 

0.129 

0.299 

0.030 

0.269 

0.049 

18.23 

Safe 

9 DLP 

0802000300350000 

0.20 

0.00 

29,837.94 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0003 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.20 

0.29 

(81.83) 

0.24 

0.27 

0.50 

0.06 

0.27 

0.08 

- 

0.0832 

0.2351 

- 

0.318 

0.403 

0.905 

0.045 

0.860 

0.046 

5.32 

Safe 

9 F 

0801000200032500 

0.25 

0.00 

321.72 

0.01 

0.02 

0.03 

0.01 

0.05 

0.00 

0.0100 

0.0117 

0.0165 

- 

0.038 

0.039 

0.064 

0.003 

0.061 

0.061 

99.15 

Critical 



0.22 

0.09 

(60.46) 

0.08 

0.11 

0.18 

0.05 

0.24 

0.02 

0.0300 

0.0577 

0.0816 

- 

0.169 

0.194 

0.378 

0.019 

0.359 

0.166 

46.09 

Safe 

9 FD 

0801000500101900 

0.25 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.25 

0.17 

(118.45) 

0.14 

0.18 

0.32 

0.05 

0.22 

0.04 

0.0200 

0.1003 

0.1418 

- 

0.262 

0.307 

0.626 

0.031 

0.595 

0.127 

21.37 

Safe 

9 FF 

0801000100017600 

0.25 

0.01 

52.24 

0.01 

0.04 

0.05 

0.01 

0.06 

0.00 

0.0200 

0.0179 

0.0252 

- 

0.063 

0.065 

0.116 

0.006 

0.110 

0.118 

CD 

CD 

CD 

O 

Over Exploited 



0.25 

0.07 

(88.89) 

0.05 

0.10 

0.15 

0.03 

0.17 

0.02 

0.0200 

0.0502 

0.0710 

- 

0.141 

0.157 

0.307 

0.015 

0.292 

0.083 

28.30 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


9 FFB 

080100050010350C 

2.453 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.453 

0.20 

0.200 

0.03 

0.00 

0.04 

0.04 

0.00 

0.05 

0.02 

0.11 

0.001 

0.17 

0.35 


9 G 

0801000200045500 

1.380 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.380 

0.20 

0.200 

0.03 

0.00 

0.02 

0.02 

0.00 

0.04 

0.02 

0.11 

0.002 

0.22 

0.37 


9 HH 

0801000200053400 

4.662 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.349 

-0.31 

0.200 

0.01 

0.00 

0.03 

0.03 

0.00 

0.00 

0.00 

0.04 

0.001 

0.06 

0.10 





Saline 

Gang Canal 

Command 

Younger Alluvium 

3.313 

-0.31 

0.200 

0.02 

0.00 

0.06 

0.08 

0.00 

0.00 

0.00 

0.06 

0.003 

0.15 

0.25 


9 IDG 

0802000100306000 

9.232 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

9.232 

0.07 

0.150 

0.03 

0.00 

0.09 

0.26 

0.00 

-0.23 

-0.19 

0.07 

0.028 

0.24 

0.28 


9 JDW 

0802000300353900 

2.726 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.726 

0.04 

0.150 

0.02 

0.00 

0.02 

0.08 

0.00 

-0.06 

-0.04 

0.09 

0.001 

0.18 

0.28 


9 KRW (KARADWALA) 

0801000300059400 

3.622 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.622 

0.68 

0.200 

0.02 

0.00 

0.04 

0.10 

0.00 

0.37 

0.31 

0.08 

0.004 

0.24 

0.29 


9 KSD 

0802000100302100 

3.260 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.260 

0.10 

0.150 

0.02 

0.00 

0.03 

0.09 

0.00 

-0.06 

-0.05 

0.07 

0.010 

0.23 

0.26 


9 LL 

0801000200050500 

4.412 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.412 

0.09 

0.180 

0.02 

0.00 

0.07 

0.07 

0.00 

-0.05 

-0.03 

0.09 

0.007 

0.22 

0.38 


9 LLG 

0801000300068400 

3.108 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.108 

-0.60 

0.200 

0.00 

0.00 

0.03 

0.09 

0.00 

0.00 

0.00 

0.00 

0.003 

0.18 

0.13 


9 LLW 

0802000300351900 

2.124 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.137 

-0.29 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.000 

0.01 

0.03 


9 LNP 

0801000200038500 

2.973 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.973 

0.47 

0.200 

0.06 

0.01 

0.05 

0.05 

0.00 

0.23 

0.15 

0.24 

0.005 

0.23 

0.35 


9 MJD 

0802000100313000 

2.236 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.236 

0.46 

0.150 

0.02 

0.00 

0.02 

0.06 

0.00 

0.09 

0.06 

0.07 

0.007 

0.23 

0.38 


9 ML 

0801000200054200 

4.029 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

4.029 

-0.36 

0.200 

0.09 

0.02 

0.08 

0.10 

0.00 

0.00 

0.00 

0.34 

0.004 

0.21 

0.32 


9 MMK 

0802000100316300 

4.509 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

3.896 

0.19 

0.150 

0.02 

0.00 

0.04 

0.11 

0.00 

-0.02 

-0.01 

0.07 

0.001 

0.19 

0.33 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.613 

0.19 

0.150 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.01 

0.00 

0.01 

0.000 

0.03 

0.05 


9 NKR 

0802000100307500 

3.133 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.133 

0.49 

0.150 

0.02 

0.00 

0.02 

0.09 

0.00 

0.14 

0.09 

0.08 

0.010 

0.23 

0.33 


9 NN 

0801000400076700 

0.839 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.614 

-0.19 

0.200 

0.04 

0.01 

0.01 

0.01 

0.00 

0.00 

0.00 

0.17 

0.000 

0.15 

0.33 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.224 

-0.19 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.06 

0.12 


9 NTW 

0802000100314300 

2.797 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

2.511 

0.21 

0.150 

0.02 

0.00 

0.03 

0.07 

0.00 

0.00 

0.00 

0.08 

0.008 

0.21 

0.37 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.285 

0.21 

0.150 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.04 


9 PTP 

0802000100305600 

3.209 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.209 

0.41 

0.150 

0.02 

0.00 

0.03 

0.09 

0.00 

0.09 

0.07 

0.07 

0.010 

0.23 

0.29 


9 Q 

0801000200030100 

3.719 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.145 

0.29 

0.200 

0.02 

0.00 

0.02 

0.03 

0.00 

0.04 

0.02 

0.06 

0.002 

0.07 

0.11 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.574 

0.29 

0.180 

0.02 

0.01 

0.05 

0.06 

0.00 

0.03 

0.02 

0.08 

0.004 

0.15 

0.24 


9 RB 

0801000400089900 

2.450 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.450 

-0.16 

0.200 

0.02 

0.00 

0.04 

0.04 

0.00 

0.00 

0.00 

0.06 

0.001 

0.19 

0.39 


9SBN 

0802000100320100 

3.059 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.010 

-0.23 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.049 

-0.23 

0.150 

0.01 

0.00 

0.05 

0.11 

0.00 

0.00 

0.00 

0.03 

0.009 

0.23 

0.41 


9 SDP 

0801000300071300 

4.157 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.157 

-0.10 

0.200 

0.01 

0.00 

0.02 

0.07 

0.00 

0.00 

0.00 

0.04 

0.004 

0.17 

0.12 


9 SDS (CHAK SOHANEWALA) 

0801000300062900 

2.701 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.701 

0.24 

0.200 

0.01 

0.00 

0.03 

0.08 

0.00 

0.03 

0.03 

0.05 

0.003 

0.24 

0.27 


9 SPM 

0801000300074000 

2.991 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.991 

-0.17 

0.200 

0.01 

0.00 

0.02 

0.09 

0.00 

0.00 

0.00 

0.04 

0.003 

0.18 

0.15 


9 TKW 

0801000300072900 

2.353 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.313 

-0.09 

0.200 

0.01 

0.00 

0.03 

0.07 

0.00 

0.00 

0.00 

0.03 

0.002 

0.18 

0.23 


9 Y 

0801000200032000 

3.467 

Saline 

Gang Canal 

Command 

Younger Alluvium 

3.467 

0.25 

0.180 

0.04 

0.01 

0.07 

0.08 

0.00 

0.04 

0.02 

0.15 

0.006 

0.23 

0.35 


9 Z 

0801000200037400 

2.332 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.332 

0.16 

0.180 

0.03 

0.01 

0.04 

0.06 

0.00 

-0.01 

-0.01 

0.11 

0.004 

0.23 

0.35 


9:00 AM 

0801000200044300 

2.378 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.378 

0.06 

0.200 

0.01 

0.00 

0.04 

0.06 

0.00 

-0.06 

-0.04 

0.04 

0.004 

0.23 

0.35 


9H 

0801000200023800 

3.654 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.169 

0.04 

0.200 

0.03 

0.01 

0.02 

0.03 

0.00 

-0.02 

-0.01 

0.12 

0.002 

0.07 

0.11 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.474 

0.04 

0.180 

0.04 

0.01 

0.05 

0.06 

0.00 

-0.06 

-0.04 

0.14 

0.004 

0.15 

0.23 


Amarsar 

0801000500112900 

6.217 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.444 

0.32 

0.200 

0.00 

0.00 

0.07 

0.07 

0.00 

0.14 

0.07 

0.00 

0.001 

0.12 

0.24 


Amda Raqba Gumjal 

0801000200031600 

3.618 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

2.621 

0.25 

0.200 

0.05 

0.01 

0.05 

0.06 

0.00 

0.06 

0.04 

0.18 

0.004 

0.16 

0.25 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.997 

0.25 

0.180 

0.01 

0.00 

0.02 

0.02 

0.00 

0.01 

0.01 

0.05 

0.002 

0.06 

0.10 


Araiyan Wala Barani 

0801000500101500 

6.696 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.846 

0.04 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

-0.03 

-0.02 

0.00 

0.000 

0.02 

0.04 





Saline 

Gang Canal 

Command 

Younger Alluvium 

5.850 

0.04 

0.200 

0.00 

0.00 

0.11 

0.14 

0.00 

-0.20 

-0.11 

0.00 

0.002 

0.16 

0.29 


Berawas Kana 

0801000400091900 

4.048 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.001 

0.04 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Gang Canal 

Command 

Younger Alluvium 

4.047 

0.04 

0.200 

0.00 

0.00 

0.06 

0.07 

0.00 

-0.10 

-0.04 

0.00 

0.002 

0.21 

0.46 


Bhompura 

0801000500112800 

12.393 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

3.729 

0.37 

0.200 

0.00 

0.00 

0.06 

0.06 

0.00 

0.16 

0.08 

0.00 

0.001 

0.05 

0.10 





Saline 

Gang Canal 

Command 

Younger Alluvium 

8.664 

0.37 

0.200 

0.00 

0.00 

0.14 

0.14 

0.00 

0.37 

0.18 

0.00 

0.002 

0.12 

0.24 


Binjh Bayala 

0801000400093300 

2.286 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.286 

0.06 

0.200 

0.05 

0.01 

0.04 

0.04 

0.00 

0.00 

0.00 

0.22 

0.001 

0.20 

0.43 


Bishanpura 

0801000500111100 

2.688 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.688 

0.43 

0.200 

0.00 

0.00 

0.04 

0.04 

0.00 

0.14 

0.07 

0.01 

0.001 

0.16 

0.33 


Chak Ganeshgarh With Dungarsinghpura 

0801000200054700 

4.986 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

4.986 

-0.51 

0.200 

0.09 

0.01 

0.06 

0.08 

0.00 

0.00 

0.00 

0.34 

0.005 

0.20 

0.26 


Dulrasar 

0801000500112500 

12.813 

Saline 

Gang Canal 

Command 

Younger Alluvium 

12.298 

0.41 

0.200 

0.00 

0.00 

0.19 

0.20 

0.00 

0.60 

0.29 

0.01 

0.003 

0.16 

0.33 


Faqirwali Barani 

0801000400094400 

2.636 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.749 

0.19 

0.200 

0.02 

0.00 

0.01 

0.01 

0.00 

0.03 

0.01 

0.07 

0.000 

0.06 

0.13 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.215 

0.19 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.04 


Farasewala Barani 

0801000400092000 

2.101 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.244 

-0.02 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.05 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.857 

-0.02 

0.200 

0.00 

0.00 

0.03 

0.03 

0.00 

0.00 

0.00 

0.00 

0.001 

0.19 

0.40 


Gajsinghpur (m) 

0801000440106000 

1.360 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.707 

0.23 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.02 

0.01 

0.00 

0.034 

0.09 

0.19 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.653 

0.23 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.02 

0.01 

0.00 

0.032 

0.09 

0.17 


Ganeshgarh Barani 

0801000300072300 

3.699 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.791 

-0.45 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.001 

0.04 

0.05 






Bhakhra Canal 

Command 

Younger Alluvium 

2.907 

-0.45 

0.200 

0.00 

0.00 

0.03 

0.08 

0.00 

0.00 

0.00 

0.01 

0.003 

0.15 

0.18 


Ganganagar (m Cl+og) 

0801000240103000 

7.721 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

7.721 

0.20 

0.200 

1.82 

0.00 

0.15 

0.19 

0.00 

1.79 

1.16 

0.00 

5.530 

0.23 

0.35 


Hunatpura 

0801000400092500 

1.177 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.177 

-0.02 

0.200 

0.02 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.09 

0.001 

0.21 

0.45 


Jiwandesar 

0801000400093700 

5.038 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.018 

0.04 

0.200 

0.04 

0.01 

0.02 

0.02 

0.00 

0.01 

0.00 

0.17 

0.001 

0.04 

0.10 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.276 

0.04 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

-0.01 

0.00 

0.02 

0.000 

0.01 

0.03 


Khata 

0801000500110300 

11.261 

Saline 

Gang Canal 

Command 

Younger Alluvium 

11.261 

0.36 

0.200 

0.00 

0.00 

0.21 

0.28 

0.00 

0.33 

0.16 

0.00 

0.003 

0.17 

0.34 


Kikar Chak Barani 

0801000300067100 

0.814 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.814 

0.43 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

0.04 

0.04 

0.00 

0.001 

0.19 

0.19 


Kishanpura Barani 

0801000400093500 

1.008 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.345 

0.02 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

0.00 

0.00 

0.000 

0.07 

0.16 


Lakha Tiba 

0801000500110200 

38.210 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.000 

0.37 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Gang Canal 

Command 

Younger Alluvium 

30.395 

0.37 

0.200 

0.00 

0.00 

0.57 

0.74 

0.00 

0.95 

0.47 

0.00 

0.008 

0.13 

0.27 


Lalgarh Barani 1 

0801000300067200 

4.817 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.419 

0.78 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.05 

0.04 

0.00 

0.000 

0.02 

0.02 






Bhakhra Canal 

Command 

Younger Alluvium 

2.952 

0.78 

0.200 

0.01 

0.00 

0.03 

0.08 

0.00 

0.35 

0.28 

0.03 

0.003 

0.13 

0.16 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 


(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

9 FFB 

0801000500103500 

0.25 

0.11 

(77.48) 

0.09 

0.08 

0.16 

0.05 

0.22 

0.03 

0.0200 

0.0516 

0.0583 

- 

0.130 

0.158 

0.322 

0.016 

0.305 

0.109 

35.58 

Safe 

9 G 

0801000200045500 

0.25 

0.07 

(67.99) 

0.06 

0.04 

0.10 

0.06 

0.27 

0.02 

0.0100 

0.0290 

0.0328 

- 

0.072 

0.091 

0.195 

0.010 

0.186 

0.110 

59.35 

Safe 

9 HH 

0801000200053400 

0.25 

0.02 

- 

0.02 

0.06 

0.08 

0.02 

0.08 

0.01 

0.0100 

0.0340 

0.0481 

- 

0.092 

0.098 

0.177 

0.018 

0.159 

0.042 

26.61 

Safe 



0.25 

0.13 

- 

0.13 

0.14 

0.27 

0.04 

0.19 

0.03 

0.0100 

0.0836 

0.1181 

- 

0.212 

0.245 

0.515 

0.052 

0.464 

0.066 

14.34 

Safe 

9 IDG 

0802000100306000 

0.20 

0.44 

(144.20) 

0.35 

0.36 

0.71 

0.06 

0.30 

0.11 

0.0100 

0.1112 

0.3142 

- 

0.435 

0.548 

1.255 

0.063 

1.192 

0.101 

8.47 

Safe 

9 JDW 

0802000300353900 

0.20 

0.10 

(141.82) 

0.08 

0.10 

0.18 

0.04 

0.22 

0.02 

0.0100 

0.0246 

0.0928 

- 

0.127 

0.151 

0.327 

0.016 

0.311 

0.089 

28.52 

Safe 

9 KRW (KARADWALA) 

0801000300059400 

0.25 

0.22 

41.44 

0.26 

0.14 

0.41 

0.06 

0.30 

0.05 

0.0100 

0.0436 

0.1233 

- 

0.177 

0.231 

0.638 

0.032 

0.606 

0.085 

13.99 

Safe 

9KSD 

0802000100302100 

0.20 

0.15 

(132.90) 

0.12 

0.13 

0.25 

0.06 

0.29 

0.04 

0.0100 

0.0393 

0.1110 

- 

0.160 

0.202 

0.448 

0.022 

0.426 

0.083 

19.46 

Safe 

9 LL 

0801000200050500 

0.22 

0.21 

(113.53) 

0.17 

0.14 

0.31 

0.06 

0.27 

0.05 

0.0100 

0.0928 

0.1049 

- 

0.208 

0.262 

0.571 

0.029 

0.543 

0.097 

17.87 

Safe 

9 LLG 

0801000300068400 

0.25 

0.14 

- 

0.14 

0.11 

0.25 

0.06 

0.23 

0.05 

- 

0.0281 

0.1058 

- 

0.134 

0.180 

0.431 

0.043 

0.388 

0.003 

0.85 

Safe 

9 LLW 

0802000300351900 

0.20 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

0.02 

0.00 

- 

0.0012 

0.0047 

- 

0.006 

0.006 

0.011 

0.001 

0.010 

0.027 

266.09 

Over Exploited 

9 LNP 

0801000200038500 

0.25 

0.17 

(9.85) 

0.15 

0.11 

0.26 

0.06 

0.29 

0.04 

0.0300 

0.0625 

0.0707 

- 

0.163 

0.208 

0.464 

0.023 

0.441 

0.245 

55.50 

Safe 

9 MJD 

0802000100313000 

0.20 

0.10 

(45.84) 

0.08 

0.08 

0.16 

0.07 

0.30 

0.03 

0.0100 

0.0202 

0.0761 

- 

0.106 

0.138 

0.301 

0.015 

0.286 

0.072 

25.10 

Safe 

9 ML 

0801000200054200 

0.25 

0.21 

- 

0.21 

0.19 

0.41 

0.06 

0.27 

0.06 

0.0600 

0.1017 

0.1437 

- 

0.305 

0.363 

0.771 

0.077 

0.694 

0.342 

49.33 

Safe 

9 MMK 

0802000100316300 

0.20 

0.15 

(108.95) 

0.12 

0.15 

0.27 

0.06 

0.25 

0.04 

0.0100 

0.0469 

0.1326 

- 

0.190 

0.234 

0.504 

0.025 

0.478 

0.069 

14.42 

Safe 



0.20 

0.00 

(206.11) 

0.00 

0.02 

0.03 

0.01 

0.04 

0.00 

- 

0.0074 

0.0209 

- 

0.028 

0.029 

0.056 

0.003 

0.053 

0.006 

11.58 

Safe 

9 NKR 

0802000100307500 

0.20 

0.14 

(33.79) 

0.11 

0.11 

0.23 

0.07 

0.30 

0.04 

0.0100 

0.0283 

0.1066 

- 

0.145 

0.187 

0.415 

0.021 

0.394 

0.091 

22.95 

Safe 

9 NN 

0801000400076700 

0.25 

0.02 

- 

0.02 

0.03 

0.05 

0.04 

0.19 

0.01 

0.0200 

0.0129 

0.0146 

- 

0.048 

0.054 

0.107 

0.011 

0.096 

0.168 

174.90 

Over Exploited 



0.25 

0.00 

- 

0.00 

0.01 

0.01 

0.01 

0.07 

0.00 

- 

0.0047 

0.0053 

- 

0.010 

0.011 

0.021 

0.002 

0.019 

0.018 

94.74 

Critical 

9 NTW 

0802000100314300 

0.20 

0.10 

(98.86) 

0.08 

0.10 

0.18 

0.07 

0.28 

0.03 

0.0100 

0.0302 

0.0855 

- 

0.126 

0.159 

0.340 

0.017 

0.323 

0.087 

26.80 

Safe 



0.20 

0.00 

(181.13) 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

- 

0.0034 

0.0097 

- 

0.013 

0.014 

0.026 

0.001 

0.024 

0.009 

36.21 

Safe 

9 PTP 

0802000100305600 

0.20 

0.15 

(50.15) 

0.12 

0.12 

0.24 

0.06 

0.29 

0.04 

0.0100 

0.0386 

0.1092 

- 

0.158 

0.199 

0.442 

0.022 

0.420 

0.075 

17.81 

Safe 

9 Q 

0801000200030100 

0.25 

0.02 

20.57 

0.02 

0.05 

0.07 

0.02 

0.09 

0.01 

0.0100 

0.0289 

0.0408 

- 

0.080 

0.085 

0.158 

0.008 

0.150 

0.062 

41.22 

Safe 



0.22 

0.09 

(75.86) 

0.07 

0.12 

0.19 

0.04 

0.19 

0.02 

0.0200 

0.0650 

0.0918 

- 

0.177 

0.199 

0.390 

0.020 

0.371 

0.085 

22.94 

Safe 

9 RB 

0801000400089900 

0.25 

0.11 

- 

0.11 

0.08 

0.19 

0.05 

0.23 

0.03 

0.0100 

0.0515 

0.0582 

- 

0.120 

0.149 

0.342 

0.034 

0.308 

0.064 

20.90 

Safe 

9 SBN 

0802000100320100 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

3.04 

Safe 



0.20 

0.14 

- 

0.14 

0.16 

0.30 

0.07 

0.30 

0.04 

0.0100 

0.0551 

0.1297 

- 

0.195 

0.239 

0.536 

0.054 

0.483 

0.041 

8.55 

Safe 

9SDP 

0801000300071300 

0.25 

0.18 

- 

0.18 

0.10 

0.28 

0.06 

0.23 

0.06 

- 

0.0250 

0.0884 

- 

0.114 

0.175 

0.452 

0.045 

0.407 

0.040 

9.92 

Safe 

9 SDS (CHAK SOHANEWALA) 

0801000300062900 

0.25 

0.16 

(83.11) 

0.13 

0.11 

0.23 

0.06 

0.30 

0.04 

0.0100 

0.0325 

0.0919 

- 

0.135 

0.175 

0.410 

0.020 

0.389 

0.048 

12.30 

Safe 

9 SPM 

0801000300074000 

0.25 

0.13 

- 

0.13 

0.11 

0.24 

0.06 

0.23 

0.04 

- 

0.0270 

0.1018 

- 

0.129 

0.171 

0.414 

0.041 

0.373 

0.039 

10.50 

Safe 

9TKW 

0801000300072900 

0.25 

0.10 

- 

0.10 

0.09 

0.19 

0.05 

0.23 

0.03 

- 

0.0279 

0.0787 

- 

0.107 

0.134 

0.329 

0.033 

0.296 

0.029 

9.95 

Safe 

9 Y 

0801000200032000 

0.22 

0.17 

(86.27) 

0.14 

0.16 

0.30 

0.06 

0.29 

0.05 

0.0300 

0.0875 

0.1236 

- 

0.241 

0.286 

0.585 

0.029 

0.555 

0.159 

28.54 

Safe 

9 Z 

0801000200037400 

0.22 

0.12 

(108.16) 

0.09 

0.11 

0.20 

0.06 

0.29 

0.03 

0.0200 

0.0588 

0.0832 

- 

0.162 

0.193 

0.397 

0.020 

0.377 

0.112 

29.64 

Safe 

9:00 AM 

0801000200044300 

0.25 

0.13 

(130.09) 

0.11 

0.10 

0.21 

0.06 

0.29 

0.04 

0.0100 

0.0600 

0.0848 

- 

0.155 

0.190 

0.400 

0.020 

0.380 

0.040 

10.46 

Safe 

9H 

0801000200023800 

0.25 

0.02 

(166.77) 

0.02 

0.06 

0.08 

0.02 

0.09 

0.01 

0.0200 

0.0295 

0.0417 

- 

0.091 

0.096 

0.173 

0.009 

0.164 

0.122 

74.12 

Semi Critical 



0.22 

0.08 

(147.31) 

0.06 

0.12 

0.18 

0.04 

0.18 

0.02 

0.0300 

0.0624 

0.0882 

- 

0.181 

0.201 

0.381 

0.019 

0.362 

0.148 

40.82 

Safe 

Amarsar 

0801000500112900 

0.25 

0.13 

(46.41) 

0.10 

0.14 

0.25 

0.03 

0.15 

0.04 

- 

0.0934 

0.1056 

- 

0.199 

0.235 

0.481 

0.024 

0.457 

0.001 

0.27 

Safe 

Amda Raqba Gumjal 

0801000200031600 

0.25 

0.11 

(64.57) 

0.09 

0.12 

0.21 

0.04 

0.21 

0.03 

0.0300 

0.0661 

0.0934 

- 

0.190 

0.218 

0.427 

0.021 

0.406 

0.184 

45.37 

Safe 



0.22 

0.01 

(42.36) 

0.01 

0.04 

0.05 

0.02 

0.08 

0.00 

0.0100 

0.0252 

0.0356 

- 

0.071 

0.074 

0.128 

0.006 

0.122 

0.047 

38.19 

Safe 

Araiyan Wala Barani 

0801000500101500 

0.25 

0.00 

(427.90) 

0.00 

0.04 

0.04 

0.01 

0.03 

0.00 

- 

0.0213 

0.0301 

- 

0.052 

0.053 

0.093 

0.005 

0.088 

0.000 

0.27 

Safe 



0.25 

0.23 

(147.55) 

0.18 

0.25 

0.44 

0.04 

0.20 

0.06 

- 

0.1476 

0.2086 

- 

0.356 

0.414 

0.851 

0.043 

0.808 

0.002 

0.20 

Safe 

Berawas Kana 

0801000400091900 

0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.25 

0.21 

(120.84) 

0.17 

0.13 

0.30 

0.05 

0.27 

0.05 

- 

0.0851 

0.0962 

- 

0.181 

0.236 

0.536 

0.027 

0.509 

0.002 

0.43 

Safe 

Bhompura 

0801000500112800 

0.25 

0.05 

67.90 

0.06 

0.12 

0.17 

0.01 

0.06 

0.01 

- 

0.0784 

0.0887 

- 

0.167 

0.180 

0.355 

0.018 

0.337 

0.001 

0.31 

Safe 



0.25 

0.25 

(27.75) 

0.20 

0.28 

0.48 

0.03 

0.15 

0.07 

- 

0.1822 

0.2059 

- 

0.388 

0.456 

0.933 

0.047 

0.886 

0.002 

0.27 

Safe 

Binjh Bayala 

0801000400093300 

0.25 

0.12 

(101.56) 

0.09 

0.08 

0.18 

0.05 

0.25 

0.03 

0.0200 

0.0481 

0.0544 

- 

0.122 

0.151 

0.327 

0.016 

0.310 

0.217 

70.03 

Semi Critical 

Bishanpura 

0801000500111100 

0.25 

0.11 

(35.91) 

0.09 

0.09 

0.17 

0.04 

0.21 

0.03 

- 

0.0565 

0.0639 

- 

0.120 

0.150 

0.325 

0.016 

0.309 

0.010 

3.16 

Safe 

Chak Ganeshgarh With Dungarsinghpura 

0801000200054700 

0.25 

0.25 

- 

0.25 

0.15 

0.40 

0.06 

0.25 

0.07 

0.0400 

0.0839 

0.1185 

- 

0.242 

0.312 

0.713 

0.071 

0.642 

0.347 

54.12 

Safe 

Dulrasar 

0801000500112500 

0.25 

0.49 

(40.29) 

0.40 

0.39 

0.79 

0.04 

0.20 

0.13 

- 

0.2586 

0.2923 

- 

0.551 

0.683 

1.472 

0.074 

1.398 

0.012 

0.89 

Safe 

Faqirwali Barani 

0801000400094400 

0.25 

0.01 

2.30 

0.01 

0.02 

0.04 

0.02 

0.07 

0.00 

0.0100 

0.0158 

0.0178 

- 

0.044 

0.046 

0.082 

0.004 

0.078 

0.072 

93.19 

Critical 



0.25 

0.00 

(24.05) 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0045 

0.0051 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.009 

54.65 

Safe 

Farasewala Barani 

0801000400092000 

0.25 

0.00 

- 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

- 

0.0051 

0.0058 

- 

0.011 

0.011 

0.021 

0.002 

0.019 

0.000 

0.72 

Safe 



0.25 

0.09 

- 

0.09 

0.06 

0.15 

0.05 

0.23 

0.02 

- 

0.0391 

0.0441 

- 

0.083 

0.105 

0.251 

0.025 

0.226 

0.001 

0.45 

Safe 

Gajsinghpur (m) 

0801000440106000 

0.25 

0.02 

(39.81) 

0.01 

0.02 

0.04 

0.02 

0.12 

0.00 

- 

0.0149 

0.0168 

- 

0.032 

0.036 

0.072 

0.004 

0.068 

0.034 

50.50 

Safe 



0.25 

0.01 

(32.25) 

0.01 

0.02 

0.03 

0.02 

0.11 

0.00 

- 

0.0137 

0.0155 

- 

0.029 

0.033 

0.065 

0.003 

0.062 

0.032 

51.50 

Safe 

Ganeshgarh Barani 

0801000300072300 

0.25 

0.01 

- 

0.01 

0.02 

0.03 

0.01 

0.05 

0.00 

- 

0.0133 

0.0188 

- 

0.032 

0.034 

0.065 

0.007 

0.059 

0.001 

1.42 

Safe 



0.25 

0.11 

- 

0.11 

0.12 

0.22 

0.04 

0.19 

0.03 

- 

0.0350 

0.0990 

- 

0.134 

0.165 

0.387 

0.039 

0.348 

0.012 

3.46 

Safe 

Ganganagar (m Cl+og) 

0801000240103000 

0.25 

0.44 

164.23 

0.53 

0.33 

0.86 

0.06 

0.29 

0.12 

- 

0.1948 

0.2753 

- 

0.470 

0.585 

1.446 

0.072 

1.373 

5.530 

402.70 

Over Exploited 

Hunatpura 

0801000400092500 

0.25 

0.06 

- 

0.06 

0.04 

0.10 

0.05 

0.26 

0.02 

0.0100 

0.0247 

0.0280 

- 

0.063 

0.078 

0.176 

0.018 

0.158 

0.091 

57.19 

Safe 

Jiwandesar 

0801000400093700 

0.25 

0.01 

(73.49) 

0.01 

0.04 

0.05 

0.01 

0.05 

0.00 

0.0200 

0.0214 

0.0242 

- 

0.066 

0.068 

0.119 

0.006 

0.113 

0.169 

148.82 

Over Exploited 



0.25 

0.00 

(460.79) 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0058 

0.0066 

- 

0.012 

0.013 

0.022 

0.001 

0.021 

0.018 

86.70 

Semi Critical 

Khata 

0801000500110300 

0.25 

0.47 

(66.01) 

0.38 

0.49 

0.86 

0.04 

0.21 

0.13 

- 

0.2841 

0.4015 

- 

0.686 

0.812 

1.675 

0.084 

1.591 

0.003 

0.20 

Safe 

Kikar Chak Barani 

0801000300067100 

0.25 

0.04 

(3.91) 

0.04 

0.03 

0.07 

0.06 

0.25 

0.01 

- 

0.0098 

0.0277 

- 

0.038 

0.049 

0.119 

0.006 

0.113 

0.001 

0.76 

Safe 

Kishanpura Barani 

0801000400093500 

0.25 

0.01 

(172.98) 

0.00 

0.01 

0.02 

0.02 

0.09 

0.00 

- 

0.0072 

0.0082 

- 

0.015 

0.017 

0.033 

0.002 

0.031 

0.000 

0.61 

Safe 

Lakha Tiba 

0801000500110200 

0.25 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.25 

1.00 

(53.24) 

0.80 

1.31 

2.12 

0.04 

0.17 

0.27 

- 

0.7670 

1.0838 

- 

1.851 

2.122 

4.238 

0.212 

4.026 

0.008 

0.21 

Safe 

Lalgarh Barani 1 

0801000300067200 

0.25 

0.00 

2,130.08 

0.00 

0.01 

0.01 

0.01 

0.02 

0.00 

- 

0.0070 

0.0100 

- 

0.017 

0.018 

0.032 

0.002 

0.030 

0.000 

1.46 

Safe 



0.25 

0.09 

197.49 

0.11 

0.12 

0.23 

0.04 

0.16 

0.03 

- 

0.0356 

0.1005 

- 

0.136 

0.163 

0.392 

0.020 

0.373 

0.030 

8.08 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 





Saline 

Gang Canal 

Command 

Younger Alluvium 

0.000 

0.78 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Bhakhra Canal 

Command 

Younger Alluvium 

1.445 

0.78 

0.200 

0.00 

0.00 

0.02 

0.04 

0.00 

0.17 

0.13 

0.01 

0.002 

0.06 

0.08 


Lalgarh Barani 2 

080100030006730C 

0.742 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.742 

0.38 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

0.03 

0.03 

0.00 

0.001 

0.19 

0.20 


Likhmisar 

080100050011240C 

2.615 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.615 

0.39 

0.200 

0.00 

0.00 

0.04 

0.04 

0.00 

0.12 

0.06 

0.01 

0.001 

0.17 

0.34 


Luhara 

080100050010310C 

2.134 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.186 

-0.13 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.949 

-0.13 

0.200 

0.01 

0.00 

0.03 

0.03 

0.00 

0.00 

0.00 

0.04 

0.001 

0.18 

0.34 


Na 

0801000201900001 

0.718 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.718 

1.20 

0.180 

0.00 

0.00 

0.01 

0.02 

0.00 

0.12 

0.08 

0.00 

0.001 

0.22 

0.35 



0801000501900002 

0.971 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.971 

0.26 

0.200 

0.01 

0.00 

0.02 

0.02 

0.00 

0.03 

0.01 

0.04 

0.000 

0.17 

0.35 



0801000501900003 

1.087 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.087 

0.01 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

-0.04 

-0.02 

0.00 

0.000 

0.18 

0.33 



0801000501900004 

2.272 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.236 

-0.15 

0.200 

0.01 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.04 

0.000 

0.10 

0.21 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.035 

-0.15 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.01 

0.000 

0.09 

0.17 



0801000501900005 

0.376 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.376 

-0.17 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.19 

0.37 



0801000501900006 

0.603 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.603 

0.38 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.04 

0.02 

0.04 

0.000 

0.17 

0.35 


Narsinghpura Barani 

080100040008630C 

2.669 

Saline 

Gang Canal 

Command 

Younger Alluvium 

2.669 

-0.35 

0.200 

0.01 

0.00 

0.03 

0.04 

0.00 

0.00 

0.00 

0.03 

0.001 

0.20 

0.32 


Nursar Barani 

080100040008170C 

11.440 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

9.856 

0.01 

0.200 

0.00 

0.00 

0.15 

0.16 

0.00 

-0.30 

-0.15 

0.00 

0.005 

0.17 

0.36 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.584 

0.01 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

-0.05 

-0.02 

0.00 

0.001 

0.03 

0.06 


Padampur (m) 

080100044010500C 

1.111 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.111 

-0.22 

0.200 

0.02 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.02 

0.054 

0.21 

0.46 


Patti Kheeyan 1 

080100020004330C 

1.228 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.228 

0.43 

0.200 

0.01 

0.00 

0.02 

0.03 

0.00 

0.06 

0.04 

0.05 

0.002 

0.23 

0.34 


Patti Kheeyan li 

080100020004320C 

3.422 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

3.422 

0.49 

0.200 

0.05 

0.01 

0.06 

0.08 

0.00 

0.23 

0.15 

0.20 

0.005 

0.23 

0.34 


Ramsara Kumharan 

080100050011260C 

12.984 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.542 

0.41 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.03 

0.01 

0.00 

0.000 

0.01 

0.01 





Saline 

Gang Canal 

Command 

Younger Alluvium 

12.173 

0.41 

0.200 

0.00 

0.00 

0.19 

0.20 

0.00 

0.61 

0.30 

0.00 

0.003 

0.16 

0.32 


Sabu Ki Mor 

080100040008720C 

6.151 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.493 

-0.11 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.02 

0.000 

0.02 

0.03 





Saline 

Gang Canal 

Command 

Younger Alluvium 

5.658 

-0.11 

0.200 

0.02 

0.00 

0.07 

0.09 

0.00 

0.00 

0.00 

0.07 

0.003 

0.18 

0.33 


Sadulshahar (m) 

080100034010400C 

3.122 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.122 

0.09 

0.200 

0.26 

0.00 

0.03 

0.09 

0.00 

0.19 

0.16 

0.00 

0.787 

0.24 

0.28 


Sangaria (M) 

080200014020100C 

3.179 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

3.173 

-0.11 

0.150 

0.52 

0.00 

0.03 

0.09 

0.00 

0.00 

0.00 

0.04 

1.537 

0.23 

0.42 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.006 

-0.11 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.00 

0.00 


Sanwatsar 

080100050011270C 

4.236 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.236 

0.43 

0.200 

0.00 

0.00 

0.07 

0.07 

0.00 

0.23 

0.11 

0.00 

0.001 

0.16 

0.34 


Sharkaj Nahar Baliwala 

080100020002720C 

1.960 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.432 

0.29 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.02 

0.01 

0.03 

0.001 

0.05 

0.07 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.528 

0.29 

0.180 

0.02 

0.01 

0.03 

0.04 

0.00 

0.02 

0.02 

0.08 

0.002 

0.17 

0.25 


Sharkaj Nahar Khakho 

080100020002560C 

2.104 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.664 

0.22 

0.200 

0.02 

0.00 

0.01 

0.02 

0.00 

0.02 

0.01 

0.08 

0.001 

0.07 

0.10 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.440 

0.22 

0.180 

0.03 

0.01 

0.03 

0.04 

0.00 

0.01 

0.01 

0.10 

0.002 

0.15 

0.21 


Sharkaj Nahar Kotha 

080100020002570C 

2.646 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.612 

0.22 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.01 

0.01 

0.03 

0.001 

0.05 

0.07 





Saline 

Gang Canal 

Command 

Younger Alluvium 

2.034 

0.22 

0.180 

0.01 

0.00 

0.04 

0.05 

0.00 

0.00 

0.00 

0.05 

0.003 

0.17 

0.24 


Sharkaj Nahar Orki 

080100020002810C 

6.979 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.106 

0.30 

0.200 

0.01 

0.00 

0.02 

0.03 

0.00 

0.03 

0.02 

0.05 

0.002 

0.04 

0.05 





Saline 

Gang Canal 

Command 

Younger Alluvium 

5.873 

0.30 

0.180 

0.04 

0.01 

0.11 

0.14 

0.00 

0.10 

0.06 

0.15 

0.009 

0.19 

0.28 


Sharkaj Nahar Pakki 

080100020002650C 

1.605 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

0.060 

0.23 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.01 

0.01 





Saline 

Gang Canal 

Command 

Younger Alluvium 

1.545 

0.23 

0.180 

0.05 

0.01 

0.03 

0.04 

0.00 

0.04 

0.03 

0.22 

0.002 

0.21 

0.30 


Shyamsinghwala 

080100020004310C 

1.598 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

1.598 

0.72 

0.200 

0.00 

0.00 

0.03 

0.03 

0.00 

0.18 

0.12 

0.00 

0.003 

0.22 

0.34 


Thakari-a 

080100050011300C 

11.356 

Saline 

Gang Canal 

Command 

Younger Alluvium 

4.715 

0.10 

0.200 

0.00 

0.00 

0.07 

0.08 

0.00 

-0.05 

-0.03 

0.00 

0.001 

0.07 

0.14 


Tiba Motasar Khooni 

080100010002190C 

9.998 

Fresh 

Gang Canal 

Command 

Younger Alluvium 

4.559 

-0.03 

0.200 

0.00 

0.00 

0.09 

0.11 

0.00 

0.00 

0.00 

0.00 

0.004 

0.08 

0.16 





Saline 

Gang Canal 

Command 

Younger Alluvium 

5.439 

-0.03 

0.200 

0.00 

0.00 

0.10 

0.13 

0.00 

0.00 

0.00 

0.00 

0.004 

0.10 

0.19 

Sub Basin: Sub 2 | 

16002005 

1AM 

080100060017210C 

2.491 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.491 

0.04 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

-0.02 

-0.02 

0.00 

0.000 

0.17 

0.26 


1 AM-A 

080100070019760C 

2.653 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

2.653 

0.08 

0.200 

0.02 

0.00 

0.02 

0.03 

0.00 

0.02 

0.01 

0.07 

0.000 

0.18 

0.33 


1 AM-B 

080100070019750C 

4.166 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

4.166 

0.10 

0.200 

0.01 

0.00 

0.02 

0.04 

0.00 

0.03 

0.01 

0.05 

0.000 

0.18 

0.34 


1 BD-A 

080100070019680C 

1.607 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.607 

0.04 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.01 

-0.01 

0.01 

0.000 

0.18 

0.33 


1 BD-B 

080100070019690C 

1.567 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.567 

0.04 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.01 

-0.01 

0.00 

0.000 

0.18 

0.33 


1 DD 

080100060017650C 

4.477 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.235 

0.02 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.643 

0.02 

0.200 

0.00 

0.00 

0.03 

0.04 

0.00 

-0.05 

-0.03 

0.00 

0.000 

0.14 

0.21 


1 DOL 

080100070019460C 

2.140 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.103 

0.02 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.037 

0.02 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.02 

-0.01 

0.02 

0.000 

0.17 

0.30 


1GD-A 

080100070021770C 

1.752 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.325 

0.04 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

-0.01 

0.02 

0.000 

0.13 

0.20 


1GD-B 

080100070021760C 

1.774 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.089 

0.04 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.280 

0.04 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

-0.01 

0.00 

0.000 

0.12 

0.19 


1GM-A 

080100070020960C 

1.629 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.710 

0.04 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.03 

0.000 

0.07 

0.12 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.567 

0.04 

0.200 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

0.00 

0.01 

0.000 

0.06 

0.09 


1GM-B 

080100070020990C 

2.271 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.018 

0.05 

0.200 

0.05 

0.01 

0.02 

0.02 

0.00 

0.02 

0.02 

0.18 

0.000 

0.15 

0.24 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.001 

0.05 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


1 H 

080100060017090C 

2.402 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.012 

-0.08 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.324 

-0.08 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 


1JSM 

080100070021970C 

1.990 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.212 

0.00 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 


1 KD-A 

080100070019220C 

2.067 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.021 

0.10 

0.200 

0.03 

0.00 

0.02 

0.02 

0.00 

0.04 

0.02 

0.12 

0.000 

0.17 

0.28 


1 KD-B 

080100070019210C 

1.518 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.453 

0.09 

0.200 

0.05 

0.01 

0.01 

0.01 

0.00 

0.04 

0.02 

0.18 

0.000 

0.16 

0.28 


1 Kjd 

080300060056200C 

10.697 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

10.697 

0.20 

0.100 

0.00 

0.00 

0.04 

0.05 

0.00 

0.12 

0.06 

0.00 

0.000 

0.19 

0.37 


1 KLD 

080100070019790C 

1.886 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

1.886 

0.05 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.01 

0.00 

0.02 

0.000 

0.18 

0.34 


1 KLM 

080100070019920C 

3.495 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.060 

0.02 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

-0.01 

0.02 

0.000 

0.05 

0.10 


1 KM-A 

080100070021190C 

3.075 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.075 

0.03 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

-0.03 

-0.02 

0.01 

0.000 

0.17 

0.29 


1 KM-B 

080100070021200C 

1.767 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.767 

0.03 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.17 

0.29 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 


(27) 

(2s; 

(29; 

(30; 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.25 

0.02 

490.76 

0.03 

0.06 

0.08 

0.02 

0.08 

0.01 

- 

0.0174 

0.0492 

- 

0.067 

0.073 

0.157 

0.008 

0.149 

0.011 

7.04 

Safe 

Lalgarh Barani 2 

0801000300067300 

0.25 

0.04 

(30.15) 

0.03 

0.03 

0.06 

0.06 

0.25 

0.01 

- 

0.0089 

0.0253 

- 

0.034 

0.045 

0.103 

0.005 

0.098 

0.001 

0.80 

Safe 

Likhmisar 

0801000500112400 

0.25 

0.11 

(45.41) 

0.09 

0.08 

0.17 

0.04 

0.21 

0.03 

- 

0.0550 

0.0622 

- 

0.117 

0.146 

0.318 

0.016 

0.302 

0.010 

3.22 

Safe 

Luhara 

0801000500103100 

0.25 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0039 

0.0044 

- 

0.008 

0.008 

0.015 

0.002 

0.014 

0.000 

0.38 

Safe 



0.25 

0.09 

- 

0.09 

0.06 

0.15 

0.04 

0.22 

0.02 

- 

0.0410 

0.0463 

- 

0.087 

0.109 

0.257 

0.026 

0.231 

0.037 

15.79 

Safe 

Na 

0801000201900001 

0.22 

0.03 

123.44 

0.04 

0.03 

0.07 

0.06 

0.28 

0.01 

- 

0.0181 

0.0256 

- 

0.044 

0.053 

0.125 

0.006 

0.119 

0.001 

0.96 

Safe 


0801000501900002 

0.25 

0.04 

(65.32) 

0.03 

0.03 

0.06 

0.05 

0.22 

0.01 

- 

0.0204 

0.0231 

- 

0.044 

0.055 

0.120 

0.006 

0.114 

0.036 

31.92 

Safe 


0801000501900003 

0.25 

0.05 

(149.89) 

0.04 

0.05 

0.09 

0.05 

0.23 

0.01 

- 

0.0274 

0.0388 

- 

0.066 

0.078 

0.165 

0.008 

0.157 

0.000 

0.19 

Safe 


0801000501900004 

0.25 

0.03 

- 

0.03 

0.05 

0.09 

0.03 

0.13 

0.01 

0.0100 

0.0312 

0.0441 

- 

0.085 

0.093 

0.179 

0.018 

0.161 

0.036 

22.58 

Safe 



0.25 

0.02 

- 

0.02 

0.04 

0.07 

0.02 

0.11 

0.01 

- 

0.0261 

0.0369 

- 

0.063 

0.069 

0.136 

0.014 

0.122 

0.009 

7.59 

Safe 


0801000501900005 

0.25 

0.02 

- 

0.02 

0.02 

0.03 

0.05 

0.24 

0.00 

- 

0.0095 

0.0134 

- 

0.023 

0.027 

0.062 

0.006 

0.056 

0.000 

0.19 

Safe 


0801000501900006 

0.25 

0.03 

(28.97) 

0.02 

0.02 

0.04 

0.04 

0.21 

0.01 

- 

0.0127 

0.0143 

- 

0.027 

0.034 

0.073 

0.004 

0.070 

0.036 

52.03 

Safe 

Narsinghpura Barani 

0801000400086300 

0.25 

0.13 

- 

0.13 

0.08 

0.21 

0.05 

0.26 

0.04 

- 

0.0449 

0.0635 

- 

0.108 

0.145 

0.356 

0.036 

0.321 

0.028 

8.88 

Safe 

Nursar Barani 

0801000400081700 

0.25 

0.43 

(134.40) 

0.34 

0.32 

0.66 

0.04 

0.22 

0.11 

- 

0.2073 

0.2343 

- 

0.442 

0.550 

1.208 

0.060 

1.147 

0.005 

0.47 

Safe 



0.25 

0.01 

(314.38) 

0.01 

0.05 

0.06 

0.01 

0.04 

0.00 

- 

0.0333 

0.0376 

- 

0.071 

0.074 

0.133 

0.007 

0.127 

0.001 

0.68 

Safe 

Padampur (m) 

0801000440105000 

0.25 

0.06 

- 

0.06 

0.04 

0.09 

0.05 

0.27 

0.02 

- 

0.0234 

0.0264 

- 

0.050 

0.065 

0.159 

0.016 

0.143 

0.078 

54.42 

Safe 

Patti Kheeyan 1 

0801000200043300 

0.25 

0.07 

(41.75) 

0.06 

0.05 

0.11 

0.06 

0.28 

0.02 

0.0100 

0.0310 

0.0438 

- 

0.085 

0.103 

0.212 

0.011 

0.201 

0.047 

23.36 

Safe 

Patti Kheeyan li 

0801000200043200 

0.25 

0.19 

(22.92) 

0.15 

0.16 

0.31 

0.06 

0.29 

0.05 

0.0400 

0.0864 

0.1220 

- 

0.248 

0.299 

0.612 

0.031 

0.581 

0.200 

34.48 

Safe 

Ramsara Kumharan 

0801000500112600 

0.25 

0.00 

1,315.36 

0.00 

0.02 

0.02 

0.00 

0.01 

0.00 

- 

0.0114 

0.0129 

- 

0.024 

0.025 

0.043 

0.002 

0.041 

0.000 

0.37 

Safe 



0.25 

0.47 

(37.06) 

0.38 

0.39 

0.77 

0.04 

0.20 

0.13 

- 

0.2560 

0.2894 

- 

0.545 

0.673 

1.442 

0.072 

1.370 

0.003 

0.25 

Safe 

Sabu Ki Mor 

0801000400087200 

0.25 

0.00 

- 

0.00 

0.01 

0.02 

0.00 

0.02 

0.00 

- 

0.0083 

0.0117 

- 

0.020 

0.021 

0.037 

0.004 

0.033 

0.024 

73.46 

Semi Critical 



0.25 

0.26 

- 

0.26 

0.16 

0.42 

0.05 

0.23 

0.07 

0.0100 

0.0952 

0.1345 

- 

0.240 

0.308 

0.733 

0.073 

0.659 

0.075 

11.39 

Safe 

Sadulshahar (m) 

0801000340104000 

0.25 

0.19 

(13.01) 

0.16 

0.12 

0.29 

0.06 

0.30 

0.05 

- 

0.0376 

0.1063 

- 

0.144 

0.191 

0.478 

0.024 

0.454 

0.787 

173.57 

Over Exploited 

Sangaria (M) 

0802000140201000 

0.20 

0.15 

- 

0.15 

0.12 

0.27 

0.07 

0.31 

0.05 

- 

0.0382 

0.1080 

- 

0.146 

0.193 

0.464 

0.046 

0.417 

1.577 

378.00 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.000 

0.003 

629.38 

Over Exploited 

Sanwatsar 

0801000500112700 

0.25 

0.17 

(35.28) 

0.14 

0.14 

0.28 

0.04 

0.21 

0.05 

- 

0.0891 

0.1007 

- 

0.190 

0.237 

0.512 

0.026 

0.487 

0.001 

0.24 

Safe 

Sharkaj Nahar Baliwala 

0801000200027200 

0.25 

0.01 

109.01 

0.01 

0.02 

0.03 

0.01 

0.06 

0.00 

0.0100 

0.0109 

0.0154 

- 

0.036 

0.038 

0.063 

0.003 

0.060 

0.031 

51.46 

Safe 



0.22 

0.06 

(73.32) 

0.05 

0.08 

0.12 

0.05 

0.22 

0.02 

0.0200 

0.0386 

0.0545 

- 

0.113 

0.128 

0.251 

0.013 

0.239 

0.083 

34.94 

Safe 

Sharkaj Nahar Khakho 

0801000200025600 

0.25 

0.01 

22.76 

0.01 

0.03 

0.04 

0.02 

0.09 

0.00 

0.0100 

0.0168 

0.0237 

- 

0.050 

0.053 

0.096 

0.005 

0.091 

0.076 

83.32 

Semi Critical 



0.22 

0.05 

(79.73) 

0.04 

0.07 

0.11 

0.04 

0.19 

0.01 

0.0200 

0.0363 

0.0513 

- 

0.108 

0.120 

0.231 

0.012 

0.219 

0.101 

46.16 

Safe 

Sharkaj Nahar Kotha 

0801000200025700 

0.25 

0.01 

(8.18) 

0.01 

0.03 

0.03 

0.01 

0.06 

0.00 

0.0100 

0.0154 

0.0218 

- 

0.047 

0.049 

0.083 

0.004 

0.079 

0.031 

39.25 

Safe 



0.22 

0.08 

(98.43) 

0.06 

0.09 

0.15 

0.05 

0.22 

0.02 

0.0100 

0.0513 

0.0725 

- 

0.134 

0.154 

0.303 

0.015 

0.288 

0.048 

16.75 

Safe 

Sharkaj Nahar Orki 

0801000200028100 

0.25 

0.01 

98.65 

0.01 

0.05 

0.06 

0.01 

0.04 

0.00 

0.0100 

0.0279 

0.0394 

- 

0.077 

0.080 

0.140 

0.007 

0.133 

0.047 

35.25 

Safe 



0.22 

0.24 

(73.56) 

0.19 

0.26 

0.46 

0.05 

0.24 

0.06 

0.0300 

0.1482 

0.2094 

- 

0.388 

0.452 

0.911 

0.046 

0.865 

0.162 

18.76 

Safe 

Sharkaj Nahar Pakki 

0801000200026500 

0.25 

0.00 

(20.30) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0015 

0.0021 

- 

0.004 

0.004 

0.006 

0.000 

0.006 

0.015 

246.79 

Over Exploited 



0.22 

0.07 

(63.26) 

0.06 

0.08 

0.13 

0.06 

0.27 

0.02 

0.0400 

0.0390 

0.0551 

- 

0.134 

0.153 

0.288 

0.014 

0.274 

0.218 

79.76 

Semi Critical 

Shyamsinghwala 

0801000200043100 

0.25 

0.09 

32.53 

0.11 

0.05 

0.16 

0.06 

0.28 

0.02 

- 

0.0336 

0.0380 

- 

0.072 

0.095 

0.254 

0.013 

0.241 

0.003 

1.05 

Safe 

Thakari-a 

0801000500113000 

0.25 

0.08 

(132.92) 

0.06 

0.15 

0.21 

0.02 

0.09 

0.02 

- 

0.0992 

0.1121 

- 

0.211 

0.233 

0.448 

0.022 

0.426 

0.001 

0.31 

Safe 

Tiba Motasar Khooni 

0801000100021900 

0.25 

0.09 

- 

0.09 

0.20 

0.29 

0.02 

0.10 

0.02 

- 

0.1150 

0.1626 

- 

0.278 

0.302 

0.594 

0.059 

0.534 

0.004 

0.70 

Safe 



0.25 

0.14 

- 

0.14 

0.24 

0.37 

0.03 

0.12 

0.03 

- 

0.1372 

0.1939 

- 

0.331 

0.365 

0.736 

0.074 

0.662 

0.004 

0.67 

Safe 


Sub Basin: Sub 2 | 

1AM 

0801000600172100 

0.25 

0.10 

(114.56) 

0.08 

0.04 

0.13 

0.05 

0.21 

0.03 

- 

0.0244 

0.0345 

- 

0.059 

0.088 

0.215 

0.011 

0.204 

- 

- 

Safe 

1 AM-A 

0801000700197600 

0.22 

0.11 

(90.22) 

0.08 

0.04 

0.13 

0.05 

0.23 

0.03 

0.0100 

0.0195 

0.0368 

- 

0.066 

0.095 

0.220 

0.011 

0.209 

0.072 

34.44 

Safe 

1 AM-B 

0801000700197500 

0.22 

0.17 

(91.66) 

0.13 

0.06 

0.20 

0.05 

0.23 

0.04 

0.0100 

0.0306 

0.0577 

- 

0.098 

0.143 

0.340 

0.017 

0.323 

0.045 

13.93 

Safe 

1 BD-A 

0801000700196800 

0.25 

0.07 

(109.88) 

0.06 

0.02 

0.08 

0.05 

0.23 

0.02 

- 

0.0118 

0.0223 

- 

0.034 

0.054 

0.136 

0.007 

0.129 

0.009 

6.97 

Safe 

1 BD-B 

0801000700196900 

0.25 

0.07 

(109.13) 

0.06 

0.02 

0.08 

0.05 

0.23 

0.02 

- 

0.0115 

0.0217 

- 

0.033 

0.052 

0.133 

0.007 

0.126 

- 

- 

Safe 

1 DD 

0801000600176500 

0.25 

0.00 

(488.38) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0023 

0.0033 

- 

0.006 

0.006 

0.010 

0.001 

0.010 

- 

- 

Safe 



0.25 

0.12 

(125.73) 

0.10 

0.06 

0.16 

0.04 

0.17 

0.03 

- 

0.0357 

0.0505 

- 

0.086 

0.121 

0.283 

0.014 

0.269 

- 

- 

Safe 

1 DOL 

0801000700194600 

0.25 

0.00 

(421.98) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0008 

0.0014 

- 

0.002 

0.002 

0.004 

0.000 

0.004 

- 

- 

Safe 



0.25 

0.09 

(115.29) 

0.07 

0.03 

0.10 

0.05 

0.21 

0.02 

- 

0.0150 

0.0282 

- 

0.043 

0.067 

0.167 

0.008 

0.158 

0.018 

11.37 

Safe 

1GD-A 

0801000700217700 

0.25 

0.04 

(118.34) 

0.03 

0.02 

0.06 

0.04 

0.16 

0.01 

- 

0.0130 

0.0184 

- 

0.031 

0.043 

0.100 

0.005 

0.095 

0.018 

18.98 

Safe 

1GD-B 

0801000700217600 

0.25 

0.00 

(365.02) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0009 

0.0012 

- 

0.002 

0.002 

0.004 

0.000 

0.004 

- 

- 

Safe 



0.25 

0.04 

(119.09) 

0.03 

0.02 

0.05 

0.03 

0.16 

0.01 

- 

0.0126 

0.0177 

- 

0.030 

0.041 

0.094 

0.005 

0.090 

- 

- 

Safe 

1GM-A 

0801000700209600 

0.25 

0.01 

(82.33) 

0.01 

0.01 

0.02 

0.02 

0.09 

0.00 

- 

0.0070 

0.0098 

- 

0.017 

0.020 

0.043 

0.002 

0.041 

0.030 

73.09 

Semi Critical 



0.25 

0.01 

(137.30) 

0.01 

0.01 

0.02 

0.02 

0.07 

0.00 

- 

0.0056 

0.0079 

- 

0.013 

0.016 

0.032 

0.002 

0.031 

0.009 

29.38 

Safe 

1GM-B 

0801000700209900 

0.25 

0.08 

(80.14) 

0.06 

0.05 

0.11 

0.04 

0.19 

0.02 

0.0200 

0.0198 

0.0280 

- 

0.068 

0.089 

0.194 

0.010 

0.185 

0.180 

97.46 

Critical 



0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

1 H 

0801000600170900 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.000 

- 

- 

Safe 



0.25 

0.00 

- 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

- 

0.0032 

0.0045 

- 

0.008 

0.008 

0.016 

0.002 

0.014 

- 

- 

Safe 

1JSM 

0801000700219700 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

- 

0.0021 

0.0029 

- 

0.005 

0.005 

0.010 

0.001 

0.009 

- 

- 

Safe 

1 KD-A 

0801000700192200 

0.25 

0.08 

(74.05) 

0.07 

0.04 

0.10 

0.05 

0.21 

0.02 

0.0100 

0.0198 

0.0280 

- 

0.058 

0.081 

0.184 

0.009 

0.175 

0.120 

68.71 

Safe 

1 KD-B 

0801000700192100 

0.25 

0.06 

(59.46) 

0.05 

0.04 

0.08 

0.05 

0.21 

0.02 

0.0200 

0.0142 

0.0201 

- 

0.054 

0.071 

0.154 

0.008 

0.146 

0.180 

123.31 

Over Exploited 

1 Kjd 

0803000600562000 

0.20 

0.41 

(84.32) 

0.33 

0.09 

0.42 

0.05 

0.24 

0.11 

- 

0.0525 

0.0741 

- 

0.127 

0.234 

0.650 

0.033 

0.618 

- 

- 

Safe 

1 KLD 

0801000700197900 

0.22 

0.08 

(106.13) 

0.06 

0.03 

0.09 

0.05 

0.23 

0.02 

- 

0.0139 

0.0261 

- 

0.040 

0.060 

0.150 

0.007 

0.142 

0.018 

12.67 

Safe 

1 KLM 

0801000700199200 

0.25 

0.01 

(143.30) 

0.01 

0.02 

0.03 

0.01 

0.07 

0.00 

- 

0.0078 

0.0147 

- 

0.023 

0.026 

0.054 

0.003 

0.052 

0.018 

34.91 

Safe 

1 KM-A 

0801000700211900 

0.25 

0.13 

(112.75) 

0.11 

0.05 

0.15 

0.05 

0.22 

0.04 

- 

0.0226 

0.0426 

- 

0.065 

0.102 

0.255 

0.013 

0.242 

0.009 

3.72 

Safe 

1 KM-B 

0801000700212000 

0.25 

0.08 

(111.89) 

0.06 

0.03 

0.09 

0.05 

0.22 

0.02 

- 

0.0130 

0.0245 

- 

0.038 

0.058 

0.146 

0.007 

0.139 

- 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


1 KND 

080100070018610C 

3.330 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.283 

0.02 

0.200 

0.01 

0.00 

0.02 

0.03 

0.00 

-0.03 

-0.02 

0.03 

0.000 

0.17 

0.31 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.047 

0.02 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


1 KNM l-A 

080100070018840C 

3.666 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.666 

0.03 

0.200 

0.00 

0.00 

0.02 

0.04 

0.00 

-0.04 

-0.02 

0.00 

0.000 

0.18 

0.32 


1 KNM l-B 

0801000700188500 

1.746 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.746 

0.03 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.18 

0.32 


1 KNM 1 l-A 

0801000700188000 

1.853 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.853 

0.04 

0.200 

0.01 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.05 

0.000 

0.18 

0.32 


1 KNM 1 l-B 

0801000700187900 

2.849 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.000 

0.05 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.849 

0.05 

0.200 

0.01 

0.00 

0.02 

0.03 

0.00 

-0.01 

0.00 

0.05 

0.000 

0.18 

0.32 


1 KYD 

0801000700197800 

5.658 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

5.606 

0.07 

0.200 

0.00 

0.00 

0.03 

0.06 

0.00 

-0.01 

-0.01 

0.00 

0.000 

0.18 

0.33 







Command 

Younger Alluvium 

0.052 

0.07 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


1 MD 

0801000600176100 

1.923 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.241 

-0.05 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.11 

0.16 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.682 

-0.05 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.06 

0.09 


1 Mmwm 

0803000700568000 

42.883 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

1.909 

0.17 

0.100 

0.00 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


1 PSD-A 

0801000700192300 

1.316 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.470 

0.12 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.000 

0.06 

0.10 


1 PSD-B 

0801000700192400 

1.216 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.578 

0.10 

0.200 

0.01 

0.00 

0.00 

0.01 

0.00 

0.01 

0.01 

0.03 

0.000 

0.08 

0.14 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.006 

0.10 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


1 SJM 

0801000700198300 

3.160 

Fresh 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

0.330 

0.03 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.04 





Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

2.830 

0.03 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

-0.03 

-0.01 

0.00 

0.000 

0.16 

0.30 


1 SKM-A 

0801000700211100 

2.047 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.047 

0.09 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.00 

0.000 

0.17 

0.28 


1SKM-B 

0801000700211200 

2.189 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.101 

0.07 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

-0.01 

0.00 

0.00 

0.000 

0.16 

0.27 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.089 

0.07 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


1 STR 

0801000700216800 

1.913 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.913 

0.04 

0.200 

0.02 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.06 

0.000 

0.17 

0.26 


10 Bd 

0803000600561100 

22.248 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

22.248 

0.13 

0.100 

0.00 

0.00 

0.12 

0.22 

0.00 

-0.04 

-0.02 

0.00 

0.000 

0.18 

0.33 







Command 

Younger Alluvium 

0.000 

0.13 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


10 DOL 

0801000700195800 

1.674 

Fresh 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

0.598 

0.02 

0.200 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

0.00 

0.00 

0.000 

0.06 

0.12 







Command 

Younger Alluvium 

0.485 

0.02 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

-0.01 

0.00 

0.00 

0.000 

0.05 

0.10 





Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

0.126 

0.02 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.03 







Command 

Younger Alluvium 

0.465 

0.02 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

-0.01 

0.00 

0.00 

0.000 

0.05 

0.09 


10 GD-A 

0801000700215100 

2.280 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.295 

0.04 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.984 

0.04 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.15 

0.23 


10 GD-B 

0801000700215000 

2.426 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.101 

0.04 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.325 

0.04 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.16 

0.26 


10 H 

0801000600174000 

2.786 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.786 

0.00 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

-0.05 

-0.03 

0.00 

0.000 

0.17 

0.25 


10 KD 

0801000700190800 

1.622 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.622 

0.02 

0.200 

0.04 

0.01 

0.01 

0.02 

0.00 

0.01 

0.01 

0.15 

0.000 

0.17 

0.31 


10 Kid (kundala) 

0803000600563200 

11.127 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

11.127 

0.15 

0.100 

0.00 

0.00 

0.06 

0.11 

0.00 

0.00 

0.00 

0.00 

0.000 

0.18 

0.36 


10 KND-A 

0801000700187000 

2.518 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.518 

0.02 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.03 

-0.02 

0.02 

0.000 

0.18 

0.32 


10 KND-B 

0801000700187100 

2.173 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.173 

0.02 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.02 

-0.01 

0.02 

0.000 

0.18 

0.32 


10 MD 

0801000600174500 

3.645 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.631 

-0.01 

0.200 

0.00 

0.00 

0.03 

0.04 

0.00 

0.00 

0.00 

0.00 

0.000 

0.17 

0.25 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.014 

-0.01 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


10 P 

0801000600169300 

2.569 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.569 

-0.08 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.00 

0.000 

0.17 

0.25 


11 DOL-A 

0801000700195900 

3.220 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.056 

0.02 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.164 

0.02 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

-0.04 

-0.02 

0.02 

0.000 

0.18 

0.32 


11 DOL-B 

0801000700196000 

3.204 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.204 

0.02 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

-0.04 

-0.02 

0.01 

0.000 

0.18 

0.33 


11 GD-A 

0801000700214900 

2.506 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.504 

0.05 

0.200 

0.02 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.06 

0.000 

0.17 

0.27 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.002 

0.05 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


11 GD-B 

0801000700214800 

3.817 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.375 

0.05 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.10 

0.17 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.441 

0.05 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

-0.01 

0.00 

0.000 

0.06 

0.10 


11 H 

0801000600173700 

4.286 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.286 

0.02 

0.200 

0.00 

0.00 

0.03 

0.04 

0.00 

-0.05 

-0.04 

0.00 

0.000 

0.17 

0.26 


11 KD-A 

0801000700190700 

2.673 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.673 

0.02 

0.200 

0.01 

0.00 

0.02 

0.03 

0.00 

-0.02 

-0.01 

0.03 

0.000 

0.17 

0.31 


11 KD-B 

0801000700190600 

1.507 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.399 

0.02 

0.200 

0.02 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.06 

0.000 

0.16 

0.28 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.108 

0.02 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


11 KND-A 

0801000700185400 

1.306 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.306 

0.02 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.18 

0.32 


11 KND-B 

0801000700185300 

1.461 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.461 

0.02 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

-0.01 

0.00 

0.03 

0.000 

0.18 

0.32 


11 KPD 

0801000700200600 

9.948 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

2.233 

0.13 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

0.02 

0.01 

0.01 

0.000 

0.04 

0.08 


11 LM 

0801000600179700 

2.014 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.031 

0.06 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


11 MD 

0801000700216700 

6.271 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.303 

0.04 

0.200 

0.02 

0.00 

0.04 

0.05 

0.00 

-0.03 

-0.02 

0.06 

0.000 

0.14 

0.22 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.967 

0.04 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

-0.01 

0.00 

0.000 

0.03 

0.04 


11 P 

0801000600175700 

4.527 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.469 

-0.08 

0.200 

0.01 

0.00 

0.03 

0.03 

0.00 

0.00 

0.00 

0.03 

0.000 

0.13 

0.19 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.000 

-0.08 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


12 DOL-A 

0801000700196100 

1.573 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

0.960 

0.03 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

-0.01 

0.00 

0.000 

0.11 

0.20 







Command 

Younger Alluvium 

0.613 

0.03 

0.200 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

0.00 

0.00 

0.000 

0.07 

0.13 


12 DOL-B 

0801000700196200 

2.891 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

2.510 

0.03 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.16 

0.29 







Command 

Younger Alluvium 

0.381 

0.03 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.04 


12 GD 

0801000700214700 

2.109 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.109 

0.05 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

-0.01 

-0.01 

0.00 

0.000 

0.17 

0.27 


12 H 

0801000600173500 

3.899 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.899 

0.03 

0.200 

0.00 

0.00 

0.03 

0.04 

0.00 

-0.04 

-0.03 

0.00 

0.000 

0.17 

0.26 


12 KD 

0801000700190500 

2.299 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.482 

0.02 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.11 

0.19 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.816 

0.02 

0.200 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

-0.01 

0.00 

0.000 

0.06 

0.11 


12 KND 

0801000700187200 

2.829 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.829 

0.03 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

-0.03 

-0.02 

0.01 

0.000 

0.18 

0.32 


12 KPD-B 

0801000700200700 

3.682 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

0.905 

0.17 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.01 

0.01 

0.01 

0.000 

0.05 

0.09 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

1 KND 

0801000700186100 

0.25 

0.14 

(111.79) 

0.11 

0.05 

0.16 

0.05 

0.22 

0.04 

- 

0.0241 

0.0455 

- 

0.070 

0.108 

0.273 

0.014 

0.260 

0.030 

11.55 

Safe 



0.25 

0.00 

(1,121.33) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0007 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

- 

- 

Safe 

1 KNM l-A 

0801000700188400 

0.25 

0.16 

(112.98) 

0.13 

0.06 

0.19 

0.05 

0.22 

0.04 

- 

0.0270 

0.0508 

- 

0.078 

0.122 

0.307 

0.015 

0.292 

- 

- 

Safe 

1 KNM l-B 

0801000700188500 

0.25 

0.08 

(112.68) 

0.06 

0.03 

0.09 

0.05 

0.22 

0.02 

- 

0.0128 

0.0242 

- 

0.037 

0.058 

0.146 

0.007 

0.139 

- 

- 

Safe 

1 KNM 1 l-A 

0801000700188000 

0.25 

0.08 

(101.84) 

0.07 

0.03 

0.09 

0.05 

0.22 

0.02 

0.0100 

0.0136 

0.0257 

- 

0.049 

0.071 

0.165 

0.008 

0.157 

0.054 

34.38 

Safe 

1 KNM 1 l-B 

0801000700187900 

0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.25 

0.12 

(103.76) 

0.10 

0.04 

0.14 

0.05 

0.22 

0.03 

0.0100 

0.0210 

0.0395 

- 

0.070 

0.104 

0.248 

0.012 

0.236 

0.045 

19.07 

Safe 

1 KYD 

0801000700197800 

0.22 

0.22 

(102.85) 

0.18 

0.09 

0.26 

0.05 

0.23 

0.06 

- 

0.0412 

0.0777 

- 

0.119 

0.178 

0.442 

0.022 

0.420 

- 

- 

Safe 



0.25 

0.00 

(564.92) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0004 

0.0007 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

- 

- 

Safe 

1 MD 

0801000600176100 

0.25 

0.03 

- 

0.03 

0.02 

0.05 

0.03 

0.14 

0.01 

- 

0.0122 

0.0172 

- 

0.029 

0.039 

0.094 

0.009 

0.084 

- 

- 

Safe 



0.25 

0.01 

- 

0.01 

0.01 

0.02 

0.02 

0.08 

0.00 

- 

0.0067 

0.0095 

- 

0.016 

0.019 

0.041 

0.004 

0.037 

- 

- 

Safe 

1 Mmwm 

0803000700568000 

0.20 

0.00 

(90.62) 

0.00 

0.03 

0.03 

0.00 

0.01 

0.00 

- 

0.0187 

0.0265 

- 

0.045 

0.046 

0.081 

0.004 

0.077 

- 

- 

Safe 

1 PSD-A 

0801000700192300 

0.25 

0.01 

5.95 

0.01 

0.01 

0.02 

0.02 

0.08 

0.00 

- 

0.0046 

0.0065 

- 

0.011 

0.013 

0.029 

0.001 

0.027 

0.030 

109.41 

Over Exploited 

1 PSD-B 

0801000700192400 

0.25 

0.01 

(41.56) 

0.01 

0.01 

0.02 

0.02 

0.10 

0.00 

- 

0.0057 

0.0080 

- 

0.014 

0.017 

0.036 

0.002 

0.035 

0.030 

86.60 

Semi Critical 



0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

1 SJM 

0801000700198300 

0.22 

0.00 

(224.21) 

0.00 

0.01 

0.01 

0.01 

0.02 

0.00 

- 

0.0024 

0.0046 

- 

0.007 

0.007 

0.014 

0.001 

0.013 

- 

- 

Safe 



0.22 

0.10 

(114.50) 

0.08 

0.04 

0.12 

0.04 

0.21 

0.03 

- 

0.0208 

0.0392 

- 

0.060 

0.087 

0.212 

0.011 

0.201 

- 

- 

Safe 

1 SKM-A 

0801000700211100 

0.25 

0.09 

(99.43) 

0.07 

0.04 

0.11 

0.05 

0.22 

0.02 

- 

0.0201 

0.0284 

- 

0.048 

0.073 

0.178 

0.009 

0.169 

- 

- 

Safe 

1SKM-B 

0801000700211200 

0.25 

0.09 

(103.73) 

0.07 

0.04 

0.11 

0.05 

0.21 

0.02 

- 

0.0206 

0.0291 

- 

0.050 

0.073 

0.179 

0.009 

0.170 

- 

- 

Safe 



0.25 

0.00 

(165.59) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0009 

0.0012 

- 

0.002 

0.002 

0.004 

0.000 

0.004 

- 

- 

Safe 

1 STR 

0801000700216800 

0.25 

0.08 

(98.50) 

0.06 

0.03 

0.10 

0.05 

0.21 

0.02 

0.0100 

0.0188 

0.0265 

- 

0.055 

0.078 

0.175 

0.009 

0.166 

0.060 

36.11 

Safe 

10 Bd 

0803000600561100 

0.20 

0.80 

(102.42) 

0.64 

0.33 

0.98 

0.05 

0.23 

0.22 

- 

0.1636 

0.3083 

- 

0.472 

0.687 

1.663 

0.083 

1.580 

- 

- 

Safe 



0.22 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

10 DOL 

0801000700195800 

0.22 

0.01 

(141.51) 

0.01 

0.01 

0.02 

0.02 

0.08 

0.00 

- 

0.0044 

0.0083 

- 

0.013 

0.015 

0.031 

0.002 

0.029 

- 

- 

Safe 



0.25 

0.01 

(145.95) 

0.01 

0.01 

0.01 

0.01 

0.07 

0.00 

- 

0.0036 

0.0067 

- 

0.010 

0.012 

0.025 

0.001 

0.023 

- 

- 

Safe 



0.22 

0.00 

(312.75) 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0009 

0.0017 

- 

0.003 

0.003 

0.005 

0.000 

0.005 

- 

- 

Safe 



0.25 

0.01 

(148.26) 

0.00 

0.01 

0.01 

0.01 

0.06 

0.00 

- 

0.0034 

0.0064 

- 

0.010 

0.011 

0.023 

0.001 

0.022 

- 

- 

Safe 

10 GD-A 

0801000700215100 

0.25 

0.00 

(205.68) 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

- 

0.0029 

0.0041 

- 

0.007 

0.007 

0.014 

0.001 

0.013 

- 

- 

Safe 



0.25 

0.07 

(115.44) 

0.06 

0.03 

0.09 

0.04 

0.19 

0.02 

- 

0.0195 

0.0275 

- 

0.047 

0.067 

0.160 

0.008 

0.152 

- 

- 

Safe 

10GD-B 

0801000700215000 

0.25 

0.00 

(440.22) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0010 

0.0014 

- 

0.002 

0.002 

0.004 

0.000 

0.004 

- 

- 

Safe 



0.25 

0.09 

(113.98) 

0.07 

0.04 

0.12 

0.05 

0.21 

0.03 

- 

0.0228 

0.0322 

- 

0.055 

0.081 

0.197 

0.010 

0.187 

- 

- 

Safe 

10 H 

0801000600174000 

0.25 

0.12 

(126.47) 

0.09 

0.05 

0.14 

0.05 

0.21 

0.03 

- 

0.0273 

0.0386 

- 

0.066 

0.099 

0.240 

0.012 

0.228 

- 

- 

Safe 

10 KD 

0801000700190800 

0.25 

0.07 

(91.35) 

0.06 

0.04 

0.09 

0.05 

0.22 

0.02 

0.0200 

0.0119 

0.0225 

- 

0.054 

0.074 

0.165 

0.008 

0.157 

0.150 

95.57 

Critical 

10 Kid (kundala) 

0803000600563200 

0.20 

0.41 

(99.88) 

0.33 

0.17 

0.50 

0.05 

0.23 

0.11 

- 

0.0818 

0.1542 

- 

0.236 

0.346 

0.842 

0.042 

0.800 

- 

- 

Safe 

10 KND-A 

0801000700187000 

0.25 

0.11 

(114.81) 

0.09 

0.04 

0.13 

0.05 

0.22 

0.03 

- 

0.0185 

0.0349 

- 

0.053 

0.084 

0.211 

0.011 

0.201 

0.018 

8.97 

Safe 

10 KND-B 

0801000700187100 

0.25 

0.10 

(114.20) 

0.08 

0.03 

0.11 

0.05 

0.22 

0.03 

- 

0.0160 

0.0301 

- 

0.046 

0.072 

0.182 

0.009 

0.173 

0.018 

10.38 

Safe 

10 MD 

0801000600174500 

0.25 

0.15 

- 

0.15 

0.06 

0.21 

0.05 

0.21 

0.04 

- 

0.0356 

0.0503 

- 

0.086 

0.128 

0.342 

0.034 

0.308 

- 

- 

Safe 



0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.000 

- 

- 

Safe 

10 P 

0801000600169300 

0.25 

0.11 

- 

0.11 

0.04 

0.15 

0.05 

0.21 

0.03 

- 

0.0252 

0.0356 

- 

0.061 

0.091 

0.243 

0.024 

0.218 

- 

- 

Safe 

11 DOL-A 

0801000700195900 

0.25 

0.00 

(1,036.87) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0004 

0.0008 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

- 

- 

Safe 



0.25 

0.14 

(114.79) 

0.11 

0.05 

0.16 

0.05 

0.22 

0.04 

- 

0.0233 

0.0439 

- 

0.067 

0.105 

0.265 

0.013 

0.251 

0.018 

7.16 

Safe 

11 DOL-B 

0801000700196000 

0.25 

0.14 

(114.21) 

0.11 

0.05 

0.16 

0.05 

0.23 

0.04 

- 

0.0236 

0.0444 

- 

0.068 

0.107 

0.271 

0.014 

0.257 

0.009 

3.50 

Safe 

11 GD-A 

0801000700214900 

0.25 

0.11 

(99.15) 

0.08 

0.04 

0.13 

0.05 

0.22 

0.03 

0.0100 

0.0246 

0.0347 

- 

0.069 

0.099 

0.227 

0.011 

0.215 

0.060 

27.87 

Safe 



0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

11GD-B 

0801000700214800 

0.25 

0.06 

(117.18) 

0.05 

0.04 

0.09 

0.03 

0.13 

0.02 

- 

0.0233 

0.0329 

- 

0.056 

0.074 

0.165 

0.008 

0.157 

- 

- 

Safe 



0.25 

0.02 

(128.34) 

0.02 

0.03 

0.04 

0.02 

0.08 

0.01 

- 

0.0141 

0.0200 

- 

0.034 

0.041 

0.084 

0.004 

0.080 

- 

- 

Safe 

11 H 

0801000600173700 

0.25 

0.18 

(119.99) 

0.14 

0.07 

0.22 

0.05 

0.21 

0.05 

- 

0.0420 

0.0594 

- 

0.101 

0.152 

0.369 

0.018 

0.351 

- 

- 

Safe 

11 KD-A 

0801000700190700 

0.25 

0.12 

(110.99) 

0.09 

0.04 

0.13 

0.05 

0.22 

0.03 

- 

0.0197 

0.0370 

- 

0.057 

0.089 

0.223 

0.011 

0.212 

0.030 

14.15 

Safe 

11 KD-B 

0801000700190600 

0.25 

0.06 

(97.17) 

0.05 

0.02 

0.07 

0.04 

0.21 

0.02 

0.0100 

0.0103 

0.0194 

- 

0.040 

0.055 

0.122 

0.006 

0.116 

0.060 

51.76 

Safe 



0.25 

0.00 

(309.77) 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0008 

0.0015 

- 

0.002 

0.002 

0.004 

0.000 

0.004 

- 

- 

Safe 

11 KND-A 

0801000700185400 

0.25 

0.06 

(114.69) 

0.05 

0.02 

0.07 

0.05 

0.23 

0.02 

- 

0.0096 

0.0181 

- 

0.028 

0.043 

0.110 

0.005 

0.104 

- 

- 

Safe 

11 KND-B 

0801000700185300 

0.25 

0.06 

(105.56) 

0.05 

0.02 

0.07 

0.05 

0.23 

0.02 

- 

0.0107 

0.0202 

- 

0.031 

0.049 

0.123 

0.006 

0.117 

0.027 

23.10 

Safe 

11 KPD 

0801000700200600 

0.22 

0.02 

(49.88) 

0.02 

0.04 

0.05 

0.01 

0.05 

0.01 

- 

0.0219 

0.0309 

- 

0.053 

0.058 

0.113 

0.006 

0.108 

0.009 

8.36 

Safe 

11 LM 

0801000600179700 

0.25 

0.00 

(606.68) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0004 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

- 

- 

Safe 

11 MD 

0801000700216700 

0.25 

0.19 

(110.32) 

0.15 

0.09 

0.24 

0.04 

0.18 

0.05 

0.0100 

0.0520 

0.0735 

- 

0.136 

0.188 

0.430 

0.022 

0.409 

0.060 

14.68 

Safe 



0.25 

0.01 

(194.85) 

0.00 

0.02 

0.02 

0.01 

0.03 

0.00 

- 

0.0095 

0.0134 

- 

0.023 

0.025 

0.046 

0.002 

0.044 

- 

- 

Safe 

11 P 

0801000600175700 

0.25 

0.11 

- 

0.11 

0.06 

0.17 

0.04 

0.16 

0.03 

- 

0.0340 

0.0481 

- 

0.082 

0.113 

0.284 

0.028 

0.256 

0.030 

11.73 

Safe 



0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

12 DOL-A 

0801000700196100 

0.22 

0.02 

(123.31) 

0.02 

0.01 

0.03 

0.03 

0.14 

0.01 

- 

0.0071 

0.0133 

- 

0.020 

0.027 

0.060 

0.003 

0.057 

- 

- 

Safe 



0.25 

0.01 

(131.62) 

0.01 

0.01 

0.02 

0.02 

0.09 

0.00 

- 

0.0045 

0.0085 

- 

0.013 

0.016 

0.034 

0.002 

0.032 

- 

- 

Safe 

12 DOL-B 

0801000700196200 

0.22 

0.09 

(114.12) 

0.07 

0.04 

0.11 

0.04 

0.20 

0.02 

- 

0.0185 

0.0348 

- 

0.053 

0.077 

0.185 

0.009 

0.175 

- 

- 

Safe 



0.25 

0.00 

(179.46) 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

- 

0.0028 

0.0053 

- 

0.008 

0.009 

0.016 

0.001 

0.016 

- 

- 

Safe 

12 GD 

0801000700214700 

0.25 

0.09 

(109.67) 

0.07 

0.04 

0.11 

0.05 

0.22 

0.02 

- 

0.0207 

0.0292 

- 

0.050 

0.075 

0.183 

0.009 

0.173 

- 

- 

Safe 

12 H 

0801000600173500 

0.25 

0.16 

(117.90) 

0.13 

0.07 

0.20 

0.05 

0.21 

0.05 

- 

0.0382 

0.0540 

- 

0.092 

0.138 

0.336 

0.017 

0.319 

- 

- 

Safe 

12 KD 

0801000700190500 

0.25 

0.04 

(124.18) 

0.03 

0.02 

0.06 

0.03 

0.14 

0.01 

- 

0.0109 

0.0205 

- 

0.031 

0.043 

0.099 

0.005 

0.094 

- 

- 

Safe 



0.25 

0.01 

(143.86) 

0.01 

0.01 

0.02 

0.02 

0.08 

0.00 

- 

0.0060 

0.0113 

- 

0.017 

0.021 

0.043 

0.002 

0.041 

- 

- 

Safe 

12 KND 

0801000700187200 

0.25 

0.13 

(112.72) 

0.10 

0.04 

0.14 

0.05 

0.22 

0.03 

- 

0.0208 

0.0392 

- 

0.060 

0.094 

0.238 

0.012 

0.226 

0.009 

3.98 

Safe 

12 KPD-B 

0801000700200700 

0.22 

0.01 

(17.66) 

0.01 

0.02 

0.02 

0.01 

0.06 

0.00 

- 

0.0089 

0.0125 

- 

0.021 

0.024 

0.047 

0.002 

0.045 

0.009 

20.17 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


12 Kyd 

080300060056150C 

10.385 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

10.385 

0.19 

0.100 

0.00 

0.00 

0.04 

0.05 

0.00 

0.11 

0.06 

0.00 

0.000 

0.18 

0.35 


12 Lkd 

0803000700568100 

23.106 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

19.044 

0.19 

0.100 

0.02 

0.00 

0.13 

0.19 

0.00 

0.07 

0.04 

0.08 

0.000 

0.15 

0.31 


12 MD-A 

0801000600174400 

1.133 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.964 

0.01 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

-0.01 

0.00 

0.03 

0.000 

0.14 

0.22 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.170 

0.01 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.04 


12 MD-B 

0801000600174300 

1.126 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.538 

0.01 

0.200 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

-0.01 

0.00 

0.000 

0.08 

0.12 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.588 

0.01 

0.200 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

-0.01 

0.00 

0.000 

0.09 

0.13 


12 P 

0801000600169400 

2.383 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.495 

-0.08 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.03 

0.000 

0.10 

0.16 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.887 

-0.08 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.06 

0.09 


13 DOL-A 

0801000700196300 

1.444 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.444 

0.02 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.02 

-0.01 

0.01 

0.000 

0.18 

0.33 


13 DOL-B 

0801000700196400 

1.854 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.854 

0.02 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.02 

-0.01 

0.01 

0.000 

0.18 

0.33 


13 GD 

0801000700214400 

3.963 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.963 

0.05 

0.200 

0.00 

0.00 

0.03 

0.04 

0.00 

-0.03 

-0.02 

0.01 

0.000 

0.17 

0.27 


13 H 

0801000600171300 

2.661 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.661 

0.01 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

-0.04 

-0.03 

0.01 

0.000 

0.17 

0.26 


13 KD-A 

0801000700190400 

5.339 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.709 

0.02 

0.200 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

0.00 

0.00 

0.000 

0.02 

0.04 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.630 

0.02 

0.200 

0.00 

0.00 

0.03 

0.05 

0.00 

-0.05 

-0.03 

0.00 

0.000 

0.15 

0.26 


13 KD-B 

0801000700190300 

2.301 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.003 

0.02 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.299 

0.02 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.03 

-0.02 

0.00 

0.000 

0.17 

0.30 


13 Kjd (madhodiggi) 

0803000600562900 

61.555 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

20.383 

0.20 

0.100 

0.00 

0.00 

0.07 

0.10 

0.00 

0.24 

0.12 

0.00 

0.000 

0.06 

0.12 


13 Kid 

0803000600563100 

14.657 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

14.657 

0.19 

0.100 

0.00 

0.00 

0.08 

0.14 

0.00 

0.06 

0.03 

0.00 

0.000 

0.19 

0.36 


13 KND-A 

0801000700185200 

1.247 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.247 

0.02 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

-0.01 

0.02 

0.000 

0.18 

0.32 


13 KND-B 

0801000700185100 

1.561 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.561 

0.02 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.18 

0.32 


13 KND-C 

0801000700185000 

2.175 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.175 

0.03 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.02 

-0.01 

0.01 

0.000 

0.18 

0.32 


13 Kpd (jiyan Wali) 

0803000700568200 

30.955 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

26.847 

0.17 

0.100 

0.01 

0.00 

0.19 

0.26 

0.00 

0.01 

0.01 

0.04 

0.000 

0.16 

0.32 


13 Kyd 

0803000600563500 

25.998 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

25.998 

0.20 

0.100 

0.00 

0.00 

0.09 

0.13 

0.00 

0.31 

0.16 

0.00 

0.000 

0.19 

0.36 


13 LM 

0801000600179800 

3.129 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.733 

0.06 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.04 

0.06 


13 MD-A 

0801000600173900 

2.281 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.866 

0.03 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

-0.01 

0.00 

0.000 

0.06 

0.10 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.415 

0.03 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.02 

-0.01 

0.01 

0.000 

0.10 

0.16 


13 MD-B 

0801000600173800 

1.744 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.047 

0.04 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.03 

0.000 

0.10 

0.15 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.697 

0.04 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

0.00 

0.00 

0.000 

0.07 

0.10 


13 P 

0801000600169500 

2.364 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.544 

-0.08 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.00 

0.000 

0.11 

0.16 


14 Bd 

0803000600561000 

40.287 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.19 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






IGNP Canal System Stage 1 

Command 

Older Alluvium 

40.287 

0.19 

0.100 

0.00 

0.00 

0.14 

0.20 

0.00 

0.42 

0.22 

0.00 

0.000 

0.18 

0.35 


14 DOL-A 

0801000700196500 

3.230 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

0.000 

0.02 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Younger Alluvium 

3.230 

0.02 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

-0.03 

-0.02 

0.01 

0.000 

0.18 

0.33 


14 DOL-B 

0801000700196600 

1.900 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

0.018 

0.03 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Younger Alluvium 

1.882 

0.03 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.02 

-0.01 

0.02 

0.000 

0.18 

0.33 


14 DOL-C 

0801000700196700 

3.348 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

0.135 

0.03 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Command 

Younger Alluvium 

3.213 

0.03 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

-0.03 

-0.02 

0.02 

0.000 

0.17 

0.32 


14 GD 

0801000700214600 

4.951 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.516 

0.06 

0.200 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.436 

0.06 

0.200 

0.00 

0.00 

0.03 

0.04 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.15 

0.25 


14 H 

0801000600173400 

2.904 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.904 

0.03 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

-0.03 

-0.02 

0.00 

0.000 

0.17 

0.26 


14 KD 

0801000700190200 

2.881 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.881 

0.02 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

-0.03 

-0.02 

0.00 

0.000 

0.17 

0.30 


14 KND-A 

0801000700187300 

1.899 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.899 

0.04 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.18 

0.32 


14 KND-B 

0801000700187400 

1.896 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.896 

0.04 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.01 

-0.01 

0.00 

0.000 

0.18 

0.32 


14 MD 

0801000700216600 

2.057 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.057 

0.04 

0.200 

0.01 

0.00 

0.02 

0.02 

0.00 

-0.01 

-0.01 

0.03 

0.000 

0.17 

0.26 


14 P 

0801000600170800 

3.493 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.210 

-0.07 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


15 GD 

0801000700214500 

3.561 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.561 

0.06 

0.200 

0.00 

0.00 

0.03 

0.04 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.17 

0.28 


15 H 

0801000600171400 

4.953 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.624 

0.02 

0.200 

0.00 

0.00 

0.03 

0.05 

0.00 

-0.07 

-0.04 

0.00 

0.000 

0.16 

0.24 


15 KD-A 

0801000700190100 

2.437 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.537 

0.02 

0.200 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

0.00 

0.00 

0.000 

0.04 

0.07 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.900 

0.02 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.14 

0.24 


15 KD-B 

0801000700190000 

1.952 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.035 

0.02 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.917 

0.02 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.17 

0.30 


15 KND-A 

0801000700184900 

1.229 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.229 

0.03 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

-0.01 

0.01 

0.000 

0.18 

0.32 


15 KND-B 

0801000700184800 

1.660 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.660 

0.04 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.01 

-0.01 

0.00 

0.000 

0.18 

0.32 


15 LM 

0801000600179900 

3.491 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.985 

0.06 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

-0.01 

-0.01 

0.00 

0.000 

0.09 

0.14 


15 MD 

0801000600173600 

2.865 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.201 

0.04 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.664 

0.04 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

-0.03 

-0.02 

0.00 

0.000 

0.16 

0.24 


16 GD 

0801000700214000 

1.810 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.810 

0.05 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.01 

-0.01 

0.02 

0.000 

0.17 

0.28 


16 H 

0801000600173100 

3.517 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.517 

0.03 

0.200 

0.00 

0.00 

0.03 

0.03 

0.00 

-0.04 

-0.03 

0.01 

0.000 

0.17 

0.26 


16 KD-A 

0801000700189900 

2.466 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.466 

0.02 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.03 

-0.02 

0.00 

0.000 

0.17 

0.30 


16 KD-B 

0801000700189800 

4.485 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.485 

0.02 

0.200 

0.00 

0.00 

0.03 

0.04 

0.00 

-0.05 

-0.03 

0.00 

0.000 

0.17 

0.30 


16 KND-A 

0801000700187500 

1.245 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.245 

0.05 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

0.00 

0.00 

0.000 

0.18 

0.32 


16 KND-B 

0801000700187600 

1.453 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.453 

0.05 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

0.00 

0.00 

0.000 

0.18 

0.32 


16 Lkd 

0803000200503600 

19.970 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

3.036 

0.15 

0.100 

0.00 

0.00 

0.02 

0.03 

0.00 

-0.01 

0.00 

0.01 

0.000 

0.03 

0.06 


16 LM 

0801000600181600 

1.969 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.468 

0.06 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

-0.01 

0.00 

0.000 

0.12 

0.19 


16 MD 

0801000700216500 

2.170 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.161 

0.04 

0.200 

0.03 

0.00 

0.02 

0.02 

0.00 

0.01 

0.01 

0.12 

0.000 

0.17 

0.26 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.008 

0.04 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


17 GD-A 

0801000700213900 

2.474 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.474 

0.06 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

-0.01 

-0.01 

0.00 

0.000 

0.17 

0.28 


17 GD-B 

0801000700213800 

2.364 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.364 

0.06 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

-0.01 

-0.01 

0.00 

0.000 

0.17 

0.28 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


(24j 

(25j 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ; 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

12 Kyd 

0803000600561500 

0.20 

0.38 

(84.85) 

0.30 

0.09 

0.39 

0.05 

0.23 

0.10 

- 

0.0509 

0.0720 

- 

0.123 

0.225 

0.616 

0.031 

0.585 

- 

- 

Safe 

12 Lkd 

0803000700568100 

0.20 

0.59 

(93.93) 

0.47 

0.32 

0.79 

0.04 

0.20 

0.16 

0.0100 

0.1868 

0.2639 

- 

0.461 

0.618 

1.410 

0.070 

1.339 

0.084 

6.27 

Safe 

12 MD-A 

0801000600174400 

0.25 

0.03 

(110.26) 

0.03 

0.02 

0.04 

0.04 

0.18 

0.01 

- 

0.0094 

0.0134 

- 

0.023 

0.032 

0.076 

0.004 

0.073 

0.030 

41.29 

Safe 



0.25 

0.00 

(270.14) 

0.00 

0.00 

0.00 

0.01 

0.03 

0.00 

- 

0.0017 

0.0024 

- 

0.004 

0.004 

0.008 

0.000 

0.008 

- 

- 

Safe 

12 MD-B 

0801000600174300 

0.25 

0.01 

(150.45) 

0.01 

0.01 

0.02 

0.02 

0.10 

0.00 

- 

0.0053 

0.0075 

- 

0.013 

0.016 

0.034 

0.002 

0.032 

- 

- 

Safe 



0.25 

0.01 

(145.38) 

0.01 

0.01 

0.02 

0.02 

0.11 

0.00 

- 

0.0058 

0.0081 

- 

0.014 

0.018 

0.038 

0.002 

0.036 

- 

- 

Safe 

12 P 

0801000600169400 

0.25 

0.04 

- 

0.04 

0.03 

0.07 

0.03 

0.13 

0.01 

- 

0.0147 

0.0207 

- 

0.035 

0.046 

0.111 

0.011 

0.100 

0.030 

29.91 

Safe 



0.25 

0.01 

- 

0.01 

0.02 

0.03 

0.02 

0.08 

0.00 

- 

0.0087 

0.0123 

- 

0.021 

0.025 

0.054 

0.005 

0.049 

- 

- 

Safe 

13 DOL-A 

0801000700196300 

0.25 

0.06 

(113.46) 

0.05 

0.02 

0.07 

0.05 

0.23 

0.02 

- 

0.0106 

0.0200 

- 

0.031 

0.048 

0.122 

0.006 

0.116 

0.009 

7.75 

Safe 

13 DOL-B 

0801000700196400 

0.25 

0.08 

(113.41) 

0.07 

0.03 

0.09 

0.05 

0.23 

0.02 

- 

0.0136 

0.0257 

- 

0.039 

0.062 

0.157 

0.008 

0.149 

0.009 

6.05 

Safe 

13 GD 

0801000700214400 

0.25 

0.17 

(110.89) 

0.13 

0.07 

0.20 

0.05 

0.22 

0.05 

- 

0.0389 

0.0549 

- 

0.094 

0.140 

0.343 

0.017 

0.326 

0.009 

2.76 

Safe 

13 H 

0801000600171300 

0.25 

0.11 

(123.00) 

0.09 

0.05 

0.14 

0.05 

0.21 

0.03 

- 

0.0261 

0.0369 

- 

0.063 

0.094 

0.229 

0.011 

0.218 

0.009 

4.13 

Safe 

13 KD-A 

0801000700190400 

0.25 

0.00 

(213.31) 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

- 

0.0052 

0.0098 

- 

0.015 

0.016 

0.030 

0.002 

0.029 

- 

- 

Safe 



0.25 

0.17 

(117.50) 

0.14 

0.07 

0.21 

0.04 

0.19 

0.05 

- 

0.0341 

0.0642 

- 

0.098 

0.146 

0.356 

0.018 

0.338 

- 

- 

Safe 

13 KD-B 

0801000700190300 

0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.25 

0.10 

(115.53) 

0.08 

0.04 

0.11 

0.05 

0.22 

0.03 

- 

0.0169 

0.0319 

- 

0.049 

0.076 

0.191 

0.010 

0.181 

- 

- 

Safe 

13 Kjd (madhodiggi) 

0803000600562900 

0.20 

0.26 

(53.12) 

0.21 

0.17 

0.38 

0.02 

0.08 

0.07 

- 

0.0999 

0.1412 

- 

0.241 

0.310 

0.690 

0.035 

0.656 

- 

- 

Safe 

13 Kid 

0803000600563100 

0.20 

0.55 

(93.85) 

0.44 

0.22 

0.66 

0.05 

0.24 

0.15 

- 

0.1078 

0.2031 

- 

0.311 

0.457 

1.114 

0.056 

1.059 

- 

- 

Safe 

13 KND-A 

0801000700185200 

0.25 

0.06 

(113.74) 

0.04 

0.02 

0.06 

0.05 

0.23 

0.02 

- 

0.0092 

0.0173 

- 

0.027 

0.042 

0.105 

0.005 

0.100 

0.018 

18.03 

Safe 

13 KND-B 

0801000700185100 

0.25 

0.07 

(113.14) 

0.06 

0.02 

0.08 

0.05 

0.23 

0.02 

- 

0.0115 

0.0216 

- 

0.033 

0.052 

0.132 

0.007 

0.125 

- 

- 

Safe 

13 KND-C 

0801000700185000 

0.25 

0.10 

(112.21) 

0.08 

0.03 

0.11 

0.05 

0.23 

0.03 

- 

0.0160 

0.0301 

- 

0.046 

0.072 

0.183 

0.009 

0.174 

0.009 

5.17 

Safe 

13 Kpd (jiyan Wali) 

0803000700568200 

0.20 

0.87 

(99.43) 

0.70 

0.45 

1.15 

0.04 

0.21 

0.23 

- 

0.2633 

0.3720 

- 

0.635 

0.868 

2.015 

0.101 

1.915 

0.036 

1.88 

Safe 

13 Kyd 

0803000600563500 

0.20 

0.96 

(83.56) 

0.77 

0.22 

0.99 

0.05 

0.23 

0.26 

- 

0.1275 

0.1801 

- 

0.308 

0.565 

1.554 

0.078 

1.476 

- 

- 

Safe 

13 LM 

0801000600179800 

0.25 

0.01 

(142.07) 

0.01 

0.01 

0.02 

0.01 

0.05 

0.00 

- 

0.0090 

0.0102 

- 

0.019 

0.021 

0.041 

0.002 

0.039 

- 

- 

Safe 

13 MD-A 

0801000600173900 

0.25 

0.01 

(150.41) 

0.01 

0.02 

0.03 

0.02 

0.08 

0.00 

- 

0.0085 

0.0120 

- 

0.021 

0.024 

0.050 

0.003 

0.048 

- 

- 

Safe 



0.25 

0.04 

(130.62) 

0.03 

0.02 

0.05 

0.03 

0.13 

0.01 

- 

0.0139 

0.0196 

- 

0.034 

0.044 

0.098 

0.005 

0.093 

0.009 

9.69 

Safe 

13 MD-B 

0801000600173800 

0.25 

0.03 

(101.14) 

0.02 

0.02 

0.04 

0.03 

0.13 

0.01 

- 

0.0103 

0.0145 

- 

0.025 

0.032 

0.071 

0.004 

0.068 

0.030 

44.25 

Safe 



0.25 

0.01 

(138.81) 

0.01 

0.01 

0.02 

0.02 

0.09 

0.00 

- 

0.0068 

0.0097 

- 

0.017 

0.020 

0.041 

0.002 

0.039 

- 

- 

Safe 

13 P 

0801000600169500 

0.25 

0.04 

- 

0.04 

0.03 

0.07 

0.03 

0.14 

0.01 

- 

0.0151 

0.0214 

- 

0.037 

0.048 

0.117 

0.012 

0.105 

- 

- 

Safe 

14 Bd 

0803000600561000 

0.20 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.20 

1.47 

(84.88) 

1.18 

0.34 

1.52 

0.05 

0.23 

0.39 

- 

0.1975 

0.2791 

- 

0.477 

0.871 

2.388 

0.119 

2.268 

- 

- 

Safe 

14 DOL-A 

0801000700196500 

0.22 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.25 

0.14 

(112.89) 

0.12 

0.05 

0.17 

0.05 

0.23 

0.04 

- 

0.0238 

0.0448 

- 

0.069 

0.108 

0.273 

0.014 

0.259 

0.009 

3.47 

Safe 

14 DOL-B 

0801000700196600 

0.22 

0.00 

(1,610.36) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

- 

- 

Safe 



0.25 

0.08 

(112.12) 

0.07 

0.03 

0.10 

0.05 

0.23 

0.02 

- 

0.0138 

0.0261 

- 

0.040 

0.062 

0.158 

0.008 

0.150 

0.018 

11.97 

Safe 

14 DOL-C 

0801000700196700 

0.22 

0.00 

(425.54) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0010 

0.0019 

- 

0.003 

0.003 

0.005 

0.000 

0.005 

- 

- 

Safe 



0.25 

0.14 

(111.15) 

0.11 

0.05 

0.16 

0.05 

0.22 

0.04 

- 

0.0236 

0.0445 

- 

0.068 

0.106 

0.266 

0.013 

0.253 

0.018 

7.13 

Safe 

14 GD 

0801000700214600 

0.25 

0.00 

(174.94) 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0051 

0.0071 

- 

0.012 

0.013 

0.024 

0.001 

0.022 

- 

- 

Safe 



0.25 

0.17 

(108.46) 

0.13 

0.08 

0.21 

0.04 

0.19 

0.05 

- 

0.0435 

0.0615 

- 

0.105 

0.152 

0.363 

0.018 

0.345 

- 

- 

Safe 

14 H 

0801000600173400 

0.25 

0.12 

(117.33) 

0.10 

0.05 

0.15 

0.05 

0.21 

0.03 

- 

0.0285 

0.0402 

- 

0.069 

0.103 

0.250 

0.013 

0.238 

- 

- 

Safe 

14 KD 

0801000700190200 

0.25 

0.12 

(115.59) 

0.10 

0.04 

0.14 

0.05 

0.22 

0.03 

- 

0.0212 

0.0399 

- 

0.061 

0.095 

0.239 

0.012 

0.227 

- 

- 

Safe 

14 KND-A 

0801000700187300 

0.25 

0.08 

(110.48) 

0.07 

0.03 

0.10 

0.05 

0.22 

0.02 

- 

0.0140 

0.0263 

- 

0.040 

0.063 

0.160 

0.008 

0.152 

- 

- 

Safe 

14 KND-B 

0801000700187400 

0.25 

0.08 

(108.93) 

0.07 

0.03 

0.10 

0.05 

0.23 

0.02 

- 

0.0139 

0.0263 

- 

0.040 

0.063 

0.160 

0.008 

0.152 

- 

- 

Safe 

14 MD 

0801000700216600 

0.25 

0.09 

(106.88) 

0.07 

0.04 

0.10 

0.05 

0.21 

0.02 

- 

0.0202 

0.0285 

- 

0.049 

0.073 

0.177 

0.009 

0.168 

0.030 

17.81 

Safe 

14 P 

0801000600170800 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0021 

0.0029 

- 

0.005 

0.005 

0.009 

0.001 

0.008 

- 

- 

Safe 

15 GD 

0801000700214500 

0.25 

0.15 

(106.63) 

0.12 

0.06 

0.18 

0.05 

0.22 

0.04 

- 

0.0349 

0.0494 

- 

0.084 

0.126 

0.309 

0.015 

0.293 

- 

- 

Safe 

15 H 

0801000600171400 

0.25 

0.18 

(123.50) 

0.14 

0.08 

0.22 

0.04 

0.20 

0.05 

- 

0.0453 

0.0641 

- 

0.109 

0.160 

0.385 

0.019 

0.365 

- 

- 

Safe 

15 KD-A 

0801000700190100 

0.25 

0.01 

(171.92) 

0.00 

0.01 

0.01 

0.01 

0.05 

0.00 

- 

0.0039 

0.0074 

- 

0.011 

0.013 

0.025 

0.001 

0.024 

- 

- 

Safe 



0.25 

0.06 

(120.49) 

0.05 

0.03 

0.08 

0.04 

0.17 

0.02 

- 

0.0140 

0.0263 

- 

0.040 

0.058 

0.139 

0.007 

0.132 

- 

- 

Safe 

15 KD-B 

0801000700190000 

0.25 

0.00 

(817.93) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0005 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

- 

- 

Safe 



0.25 

0.08 

(116.24) 

0.07 

0.03 

0.10 

0.05 

0.22 

0.02 

- 

0.0141 

0.0266 

- 

0.041 

0.063 

0.158 

0.008 

0.150 

- 

- 

Safe 

15 KND-A 

0801000700184900 

0.25 

0.05 

(111.35) 

0.04 

0.02 

0.06 

0.05 

0.23 

0.01 

- 

0.0090 

0.0170 

- 

0.026 

0.041 

0.104 

0.005 

0.098 

0.009 

9.14 

Safe 

15 KND-B 

0801000700184800 

0.25 

0.07 

(110.02) 

0.06 

0.03 

0.08 

0.05 

0.23 

0.02 

- 

0.0122 

0.0230 

- 

0.035 

0.055 

0.140 

0.007 

0.133 

- 

- 

Safe 

15 LM 

0801000600179900 

0.25 

0.05 

(118.10) 

0.04 

0.04 

0.08 

0.03 

0.12 

0.01 

- 

0.0243 

0.0275 

- 

0.052 

0.065 

0.141 

0.007 

0.134 

- 

- 

Safe 

15 MD 

0801000600173600 

0.25 

0.00 

(304.02) 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0020 

0.0028 

- 

0.005 

0.005 

0.009 

0.000 

0.008 

- 

- 

Safe 



0.25 

0.10 

(115.88) 

0.08 

0.05 

0.13 

0.04 

0.20 

0.03 

- 

0.0261 

0.0369 

- 

0.063 

0.092 

0.221 

0.011 

0.210 

- 

- 

Safe 

16 GD 

0801000700214000 

0.25 

0.08 

(109.93) 

0.06 

0.03 

0.09 

0.05 

0.22 

0.02 

- 

0.0177 

0.0251 

- 

0.043 

0.064 

0.157 

0.008 

0.149 

0.018 

12.09 

Safe 

16 H 

0801000600173100 

0.25 

0.15 

(117.30) 

0.12 

0.06 

0.18 

0.05 

0.21 

0.04 

- 

0.0345 

0.0487 

- 

0.083 

0.125 

0.303 

0.015 

0.288 

0.009 

3.12 

Safe 

16 KD-A 

0801000700189900 

0.25 

0.11 

(115.67) 

0.09 

0.04 

0.12 

0.05 

0.22 

0.03 

- 

0.0181 

0.0342 

- 

0.052 

0.082 

0.205 

0.010 

0.195 

- 

- 

Safe 

16 KD-B 

0801000700189800 

0.25 

0.19 

(115.66) 

0.16 

0.07 

0.22 

0.05 

0.22 

0.05 

- 

0.0330 

0.0622 

- 

0.095 

0.148 

0.373 

0.019 

0.354 

- 

- 

Safe 

16 KND-A 

0801000700187500 

0.25 

0.06 

(107.43) 

0.04 

0.02 

0.06 

0.05 

0.23 

0.01 

- 

0.0092 

0.0173 

- 

0.026 

0.041 

0.105 

0.005 

0.100 

- 

- 

Safe 

16 KND-B 

0801000700187600 

0.25 

0.06 

(105.89) 

0.05 

0.02 

0.07 

0.05 

0.23 

0.02 

- 

0.0107 

0.0201 

- 

0.031 

0.048 

0.122 

0.006 

0.116 

- 

- 

Safe 

16 Lkd 

0803000200503600 

0.20 

0.02 

(116.38) 

0.01 

0.05 

0.07 

0.01 

0.04 

0.00 

- 

0.0298 

0.0421 

- 

0.072 

0.076 

0.142 

0.007 

0.135 

0.012 

8.92 

Safe 

16 LM 

0801000600181600 

0.25 

0.05 

(111.42) 

0.04 

0.03 

0.06 

0.04 

0.16 

0.01 

- 

0.0144 

0.0203 

- 

0.035 

0.048 

0.110 

0.005 

0.104 

- 

- 

Safe 

16 MD 

0801000700216500 

0.25 

0.09 

(92.54) 

0.07 

0.04 

0.11 

0.05 

0.21 

0.03 

0.0100 

0.0212 

0.0300 

- 

0.061 

0.086 

0.196 

0.010 

0.186 

0.120 

64.49 

Safe 



0.25 

0.00 

(7,682.72) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

17 GD-A 

0801000700213900 

0.25 

0.10 

(107.92) 

0.08 

0.04 

0.13 

0.05 

0.22 

0.03 

- 

0.0243 

0.0343 

- 

0.059 

0.088 

0.214 

0.011 

0.204 

- 

- 

Safe 

17GD-B 

0801000700213800 

0.25 

0.10 

(108.18) 

0.08 

0.04 

0.12 

0.05 

0.22 

0.03 

- 

0.0232 

0.0328 

- 

0.056 

0.084 

0.205 

0.010 

0.195 

- 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


17 H 

080100060017150C 

4.455 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.438 

0.02 

0.200 

0.00 

0.00 

0.03 

0.04 

0.00 

-0.06 

-0.04 

0.00 

0.000 

0.17 

0.26 


17 KD 

0801000700189700 

4.105 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.105 

0.02 

0.200 

0.00 

0.00 

0.02 

0.04 

0.00 

-0.05 

-0.03 

0.00 

0.000 

0.17 

0.31 


17 KND-A 

0801000700184700 

1.489 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.489 

0.04 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

-0.01 

0.01 

0.000 

0.18 

0.33 


17 KND-B 

0801000700184600 

2.587 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.587 

0.05 

0.200 

0.00 

0.00 

0.01 

0.03 

0.00 

-0.01 

-0.01 

0.02 

0.000 

0.18 

0.33 


17 Kyd 

0803000600561600 

16.872 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

16.872 

0.20 

0.100 

0.00 

0.00 

0.06 

0.08 

0.00 

0.20 

0.10 

0.00 

0.000 

0.18 

0.36 


17 LM 

0801000600182800 

6.326 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.377 

0.06 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


17 MD-A 

0801000700216400 

1.474 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.225 

0.04 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

-0.01 

0.00 

0.000 

0.14 

0.21 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.249 

0.04 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.04 


17 MD-B 

0801000700216300 

4.250 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.183 

0.04 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.09 

0.13 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.067 

0.04 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.08 

0.13 


18 GD 

0801000700213700 

1.831 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.831 

0.05 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.01 

-0.01 

0.00 

0.000 

0.17 

0.28 


18 H 

0801000600173000 

3.253 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.253 

0.03 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

-0.04 

-0.02 

0.00 

0.000 

0.17 

0.26 


18 KD-A 

0801000700189600 

2.653 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.653 

0.02 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

-0.03 

-0.02 

0.00 

0.000 

0.17 

0.30 


18 KD-B 

0801000700189500 

4.340 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.340 

0.02 

0.200 

0.00 

0.00 

0.02 

0.04 

0.00 

-0.05 

-0.03 

0.00 

0.000 

0.17 

0.30 


18 KND 

0801000700184500 

2.353 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.353 

0.06 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.01 

0.00 

0.00 

0.000 

0.18 

0.32 


18 MD-A 

0801000600173300 

1.724 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.724 

0.04 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.17 

0.26 


18 MD-B 

0801000600173200 

1.407 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.407 

0.04 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

-0.01 

0.00 

0.000 

0.17 

0.26 


19 GD 

0801000700213600 

2.825 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.825 

0.05 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.17 

0.28 


19 H 

0801000600171600 

4.164 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.107 

0.02 

0.200 

0.00 

0.00 

0.03 

0.04 

0.00 

-0.05 

-0.03 

0.00 

0.000 

0.16 

0.26 


19 KD-A 

0801000700189400 

2.139 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.139 

0.02 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.03 

-0.01 

0.00 

0.000 

0.17 

0.31 


19 KD-B 

0801000700189300 

3.253 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.253 

0.02 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

-0.04 

-0.02 

0.01 

0.000 

0.17 

0.31 


19 KND-A 

0801000700184400 

1.285 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

0.001 

0.07 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Younger Alluvium 

1.284 

0.07 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.01 

0.000 

0.18 

0.33 


19 KND-B 

0801000700184300 

1.297 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

0.288 

0.07 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.04 

0.07 







Command 

Younger Alluvium 

1.009 

0.07 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.14 

0.26 


19 MD 

0801000700216200 

2.184 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.014 

0.04 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.170 

0.04 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

-0.02 

-0.01 

0.01 

0.000 

0.17 

0.26 


2 AM 

0801000600172000 

3.147 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.147 

0.04 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

-0.03 

-0.02 

0.00 

0.000 

0.17 

0.26 


2 BD 

0801000700197700 

2.960 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

2.603 

0.06 

0.200 

0.01 

0.00 

0.01 

0.03 

0.00 

0.00 

0.00 

0.03 

0.000 

0.16 

0.29 







Command 

Younger Alluvium 

0.358 

0.06 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.04 


2 Brwm 

0803000600561700 

11.287 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

3.425 

0.15 

0.100 

0.00 

0.00 

0.02 

0.03 

0.00 

-0.01 

0.00 

0.00 

0.000 

0.06 

0.11 


2 DD-A 

0801000700219300 

1.731 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.731 

-0.04 

0.200 

0.01 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.05 

0.000 

0.17 

0.25 


2 DD-B 

0801000700219600 

2.334 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.025 

-0.02 

0.200 

0.01 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.03 

0.000 

0.14 

0.22 


2 DOL 

0801000700194500 

1.306 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.660 

0.02 

0.200 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

0.00 

0.01 

0.000 

0.09 

0.16 


2GD-A 

0801000700217900 

2.692 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.115 

0.04 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.384 

0.04 

0.200 

0.01 

0.00 

0.02 

0.02 

0.00 

-0.01 

-0.01 

0.05 

0.000 

0.15 

0.23 


2GD-B 

0801000700217800 

2.689 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.391 

0.04 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.15 

0.23 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.298 

0.04 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 


2GM-A 

0801000700209700 

1.615 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.615 

0.04 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.01 

-0.01 

0.00 

0.000 

0.17 

0.27 


2 GM-B 

0801000700209800 

1.381 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.381 

0.04 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

-0.01 

0.00 

0.000 

0.17 

0.27 


2 H 

0801000600175100 

3.117 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.967 

-0.08 

0.200 

0.01 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.03 

0.000 

0.16 

0.24 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.042 

-0.08 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


2 JM 

0801000600180000 

2.847 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.521 

0.06 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.15 

0.22 


2 KD 

0801000700192000 

0.938 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.938 

0.08 

0.200 

0.04 

0.01 

0.01 

0.01 

0.00 

0.03 

0.02 

0.15 

0.000 

0.17 

0.29 


2 KLD 

0801000700198000 

2.796 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

2.789 

0.04 

0.200 

0.01 

0.00 

0.02 

0.03 

0.00 

-0.01 

0.00 

0.04 

0.000 

0.18 

0.34 







Command 

Younger Alluvium 

0.007 

0.04 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


2 KLM-A 

0801000700199100 

3.794 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

1.967 

0.02 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.09 

0.17 







Command 

Younger Alluvium 

1.447 

0.02 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.07 

0.13 


2 KLM-B 

0801000700199000 

2.244 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

2.154 

0.03 

0.200 

0.01 

0.00 

0.01 

0.02 

0.00 

-0.01 

-0.01 

0.03 

0.000 

0.17 

0.32 


2 KM 

0801000700212100 

3.472 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.496 

0.03 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.04 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.976 

0.03 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

-0.03 

-0.02 

0.00 

0.000 

0.15 

0.25 


2 KND 

0801000700186200 

4.265 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.265 

0.02 

0.200 

0.02 

0.00 

0.02 

0.04 

0.00 

-0.03 

-0.02 

0.09 

0.000 

0.18 

0.31 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.001 

0.02 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


2 KNM l-A 

0801000700188300 

0.725 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.725 

0.04 

0.200 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

0.00 

0.00 

0.000 

0.18 

0.32 


2 KNM l-B 

0801000700188200 

0.924 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.924 

0.04 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

0.00 

0.00 

0.000 

0.18 

0.32 


2 KNM 1 l-A 

0801000700187700 

2.164 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.164 

0.06 

0.200 

0.01 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.05 

0.000 

0.18 

0.32 


2 KNM 1 l-B 

0801000700187800 

2.391 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.000 

0.06 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.391 

0.06 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.01 

-0.01 

0.02 

0.000 

0.18 

0.32 


2 Kwm 

0803000600560600 

32.134 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

20.760 

0.21 

0.100 

0.00 

0.00 

0.07 

0.10 

0.00 

0.26 

0.13 

0.00 

0.000 

0.12 

0.24 


2 MD 

0801000600176000 

2.519 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.453 

-0.06 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.000 

0.03 

0.05 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.066 

-0.06 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.02 

0.000 

0.14 

0.21 


2 MLD-A 

0801000700209500 

2.794 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.000 

0.04 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


2 NWM 

0801000600176600 

4.996 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.065 

0.06 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

-0.01 

-0.01 

0.01 

0.000 

0.07 

0.10 


2 P-A 

0801000600168900 

1.440 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.083 

-0.02 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


2 PSD-B 

0801000700192600 

3.800 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.077 

0.13 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.064 

0.13 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


2SJM-A 

0801000700198400 

3.039 

Fresh 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

0.078 

0.03 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

2.961 

0.03 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

-0.03 

-0.02 

0.01 

0.000 

0.18 

0.33 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 


(27) 

( 28 ) 

(29; 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

17 H 

0801000600171500 

0.25 

0.18 

(120.66) 

0.15 

0.08 

0.22 

0.05 

0.21 

0.05 

- 

0.0435 

0.0615 

- 

0.105 

0.157 

0.382 

0.019 

0.363 

- 

- 

Safe 

17 KD 

0801000700189700 

0.25 

0.18 

(115.89) 

0.14 

0.06 

0.21 

0.05 

0.22 

0.05 

- 

0.0302 

0.0569 

- 

0.087 

0.136 

0.343 

0.017 

0.325 

- 

- 

Safe 

17 KND-A 

0801000700184700 

0.25 

0.07 

(108.30) 

0.05 

0.02 

0.08 

0.05 

0.23 

0.02 

- 

0.0110 

0.0206 

- 

0.032 

0.050 

0.126 

0.006 

0.119 

0.009 

7.54 

Safe 

17 KND-B 

0801000700184600 

0.25 

0.12 

(105.72) 

0.09 

0.04 

0.13 

0.05 

0.23 

0.03 

- 

0.0190 

0.0358 

- 

0.055 

0.086 

0.218 

0.011 

0.208 

0.018 

8.67 

Safe 

17 Kyd 

0803000600561600 

0.20 

0.62 

(83.41) 

0.50 

0.14 

0.64 

0.05 

0.23 

0.17 

- 

0.0827 

0.1169 

- 

0.200 

0.366 

1.007 

0.050 

0.957 

- 

- 

Safe 

17 LM 

0801000600182800 

0.25 

0.00 

(292.75) 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0046 

0.0052 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

- 

- 

Safe 

17 MD-A 

0801000700216400 

0.25 

0.04 

(116.93) 

0.03 

0.02 

0.06 

0.04 

0.18 

0.01 

- 

0.0120 

0.0170 

- 

0.029 

0.041 

0.096 

0.005 

0.091 

- 

- 

Safe 



0.25 

0.00 

(185.46) 

0.00 

0.00 

0.01 

0.01 

0.04 

0.00 

- 

0.0024 

0.0035 

- 

0.006 

0.006 

0.012 

0.001 

0.012 

- 

- 

Safe 

17 MD-B 

0801000700216300 

0.25 

0.05 

(127.32) 

0.04 

0.04 

0.08 

0.02 

0.11 

0.01 

- 

0.0214 

0.0302 

- 

0.052 

0.065 

0.140 

0.007 

0.133 

- 

- 

Safe 



0.25 

0.04 

(129.05) 

0.03 

0.04 

0.07 

0.02 

0.10 

0.01 

- 

0.0203 

0.0286 

- 

0.049 

0.061 

0.130 

0.007 

0.124 

- 

- 

Safe 

18 GD 

0801000700213700 

0.25 

0.08 

(109.93) 

0.06 

0.03 

0.09 

0.05 

0.22 

0.02 

- 

0.0180 

0.0254 

- 

0.043 

0.065 

0.159 

0.008 

0.151 

- 

- 

Safe 

18 H 

0801000600173000 

0.25 

0.14 

(117.36) 

0.11 

0.06 

0.17 

0.05 

0.21 

0.04 

- 

0.0319 

0.0451 

- 

0.077 

0.115 

0.281 

0.014 

0.267 

- 

- 

Safe 

18 KD-A 

0801000700189600 

0.25 

0.11 

(115.58) 

0.09 

0.04 

0.13 

0.05 

0.22 

0.03 

- 

0.0195 

0.0368 

- 

0.056 

0.088 

0.221 

0.011 

0.210 

- 

- 

Safe 

18 KD-B 

0801000700189500 

0.25 

0.19 

(115.41) 

0.15 

0.07 

0.22 

0.05 

0.22 

0.05 

- 

0.0319 

0.0601 

- 

0.092 

0.144 

0.361 

0.018 

0.343 

- 

- 

Safe 

18 KND 

0801000700184500 

0.25 

0.10 

(103.25) 

0.08 

0.04 

0.12 

0.05 

0.23 

0.03 

- 

0.0173 

0.0326 

- 

0.050 

0.078 

0.198 

0.010 

0.189 

- 

- 

Safe 

18 MD-A 

0801000600173300 

0.25 

0.07 

(115.01) 

0.06 

0.03 

0.09 

0.05 

0.21 

0.02 

- 

0.0169 

0.0239 

- 

0.041 

0.061 

0.149 

0.007 

0.141 

- 

- 

Safe 

18 MD-B 

0801000600173200 

0.25 

0.06 

(114.64) 

0.05 

0.02 

0.07 

0.05 

0.21 

0.02 

- 

0.0138 

0.0195 

- 

0.033 

0.050 

0.121 

0.006 

0.115 

- 

- 

Safe 

19 GD 

0801000700213600 

0.25 

0.12 

(109.26) 

0.10 

0.05 

0.15 

0.05 

0.22 

0.03 

- 

0.0277 

0.0391 

- 

0.067 

0.100 

0.245 

0.012 

0.233 

- 

- 

Safe 

19 H 

0801000600171600 

0.25 

0.17 

(119.93) 

0.14 

0.07 

0.21 

0.05 

0.21 

0.05 

- 

0.0403 

0.0569 

- 

0.097 

0.145 

0.352 

0.018 

0.334 

- 

- 

Safe 

19 KD-A 

0801000700189400 

0.25 

0.09 

(115.77) 

0.07 

0.03 

0.11 

0.05 

0.22 

0.03 

- 

0.0157 

0.0296 

- 

0.045 

0.071 

0.179 

0.009 

0.170 

- 

- 

Safe 

19 KD-B 

0801000700189300 

0.25 

0.14 

(115.40) 

0.11 

0.05 

0.16 

0.05 

0.22 

0.04 

- 

0.0239 

0.0451 

- 

0.069 

0.108 

0.272 

0.014 

0.258 

0.009 

3.48 

Safe 

19 KND-A 

0801000700184400 

0.22 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.25 

0.06 

(102.97) 

0.05 

0.02 

0.07 

0.05 

0.23 

0.02 

- 

0.0094 

0.0178 

- 

0.027 

0.043 

0.108 

0.005 

0.103 

0.009 

8.74 

Safe 

19 KND-B 

0801000700184300 

0.22 

0.00 

(103.98) 

0.00 

0.00 

0.01 

0.01 

0.05 

0.00 

- 

0.0021 

0.0040 

- 

0.006 

0.007 

0.013 

0.001 

0.013 

- 

- 

Safe 



0.25 

0.04 

(101.14) 

0.03 

0.02 

0.04 

0.04 

0.18 

0.01 

- 

0.0074 

0.0140 

- 

0.021 

0.031 

0.075 

0.004 

0.071 

- 

- 

Safe 

19 MD 

0801000700216200 

0.25 

0.00 

(2,695.02) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

- 

- 

Safe 



0.25 

0.09 

(114.20) 

0.07 

0.04 

0.11 

0.05 

0.21 

0.03 

- 

0.0213 

0.0301 

- 

0.051 

0.077 

0.186 

0.009 

0.177 

0.009 

5.08 

Safe 

2 AM 

0801000600172000 

0.25 

0.13 

(115.25) 

0.11 

0.05 

0.16 

0.05 

0.21 

0.04 

- 

0.0309 

0.0436 

- 

0.075 

0.111 

0.272 

0.014 

0.258 

- 

- 

Safe 

2 BD 

0801000700197700 

0.22 

0.09 

(100.66) 

0.07 

0.04 

0.11 

0.04 

0.20 

0.02 

- 

0.0191 

0.0361 

- 

0.055 

0.080 

0.193 

0.010 

0.183 

0.027 

14.76 

Safe 



0.25 

0.00 

(141.11) 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

- 

0.0026 

0.0050 

- 

0.008 

0.008 

0.015 

0.001 

0.014 

- 

- 

Safe 

2 Brwm 

0803000600561700 

0.20 

0.04 

(106.56) 

0.03 

0.06 

0.09 

0.02 

0.07 

0.01 

- 

0.0336 

0.0475 

- 

0.081 

0.091 

0.181 

0.009 

0.172 

- 

- 

Safe 

2 DD-A 

0801000700219300 

0.25 

0.07 

- 

0.07 

0.03 

0.10 

0.05 

0.21 

0.02 

0.0100 

0.0170 

0.0240 

- 

0.051 

0.071 

0.173 

0.017 

0.156 

0.045 

28.83 

Safe 

2 DD-B 

0801000700219600 

0.25 

0.07 

- 

0.07 

0.04 

0.11 

0.04 

0.19 

0.02 

- 

0.0199 

0.0281 

- 

0.048 

0.069 

0.177 

0.018 

0.159 

0.027 

16.96 

Safe 

2 DOL 

0801000700194500 

0.25 

0.01 

(126.35) 

0.01 

0.01 

0.02 

0.02 

0.11 

0.00 

- 

0.0049 

0.0091 

- 

0.014 

0.018 

0.040 

0.002 

0.038 

0.009 

23.62 

Safe 

2GD-A 

0801000700217900 

0.25 

0.00 

(390.13) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0011 

0.0016 

- 

0.003 

0.003 

0.005 

0.000 

0.005 

- 

- 

Safe 



0.25 

0.09 

(108.38) 

0.07 

0.04 

0.11 

0.04 

0.19 

0.02 

0.0100 

0.0234 

0.0330 

- 

0.066 

0.091 

0.203 

0.010 

0.193 

0.054 

27.95 

Safe 

2GD-B 

0801000700217800 

0.25 

0.09 

(115.52) 

0.07 

0.04 

0.11 

0.04 

0.19 

0.03 

- 

0.0234 

0.0331 

- 

0.057 

0.082 

0.194 

0.010 

0.185 

- 

- 

Safe 



0.25 

0.00 

(222.96) 

0.00 

0.01 

0.01 

0.01 

0.02 

0.00 

- 

0.0029 

0.0041 

- 

0.007 

0.007 

0.014 

0.001 

0.013 

- 

- 

Safe 

2GM-A 

0801000700209700 

0.25 

0.07 

(113.71) 

0.05 

0.03 

0.08 

0.05 

0.22 

0.02 

- 

0.0158 

0.0224 

- 

0.038 

0.057 

0.140 

0.007 

0.133 

- 

- 

Safe 

2 GM-B 

0801000700209800 

0.25 

0.06 

(113.61) 

0.05 

0.02 

0.07 

0.05 

0.22 

0.02 

- 

0.0135 

0.0191 

- 

0.033 

0.049 

0.119 

0.006 

0.113 

- 

- 

Safe 

2 H 

0801000600175100 

0.25 

0.12 

- 

0.12 

0.05 

0.17 

0.04 

0.20 

0.03 

- 

0.0291 

0.0411 

- 

0.070 

0.103 

0.272 

0.027 

0.245 

0.030 

12.23 

Safe 



0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0004 

0.0006 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

- 

- 

Safe 

2 JM 

0801000600180000 

0.25 

0.09 

(111.20) 

0.07 

0.04 

0.12 

0.04 

0.19 

0.03 

- 

0.0247 

0.0349 

- 

0.060 

0.086 

0.204 

0.010 

0.194 

- 

- 

Safe 

2 KD 

0801000700192000 

0.25 

0.04 

(59.16) 

0.03 

0.03 

0.06 

0.05 

0.22 

0.01 

0.0200 

0.0092 

0.0130 

- 

0.042 

0.053 

0.112 

0.006 

0.106 

0.150 

141.31 

Over Exploited 

2 KLD 

0801000700198000 

0.22 

0.11 

(104.43) 

0.09 

0.04 

0.13 

0.05 

0.23 

0.03 

- 

0.0205 

0.0386 

- 

0.059 

0.089 

0.221 

0.011 

0.210 

0.036 

17.17 

Safe 



0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

2 KLM-A 

0801000700199100 

0.22 

0.04 

(129.33) 

0.03 

0.03 

0.06 

0.03 

0.12 

0.01 

- 

0.0145 

0.0273 

- 

0.042 

0.053 

0.115 

0.006 

0.110 

- 

- 

Safe 



0.25 

0.02 

(135.18) 

0.02 

0.02 

0.04 

0.02 

0.09 

0.01 

- 

0.0106 

0.0200 

- 

0.031 

0.037 

0.080 

0.004 

0.076 

- 

- 

Safe 

2 KLM-B 

0801000700199000 

0.22 

0.08 

(107.58) 

0.07 

0.03 

0.10 

0.05 

0.22 

0.02 

- 

0.0158 

0.0298 

- 

0.046 

0.068 

0.167 

0.008 

0.158 

0.027 

17.05 

Safe 

2 KM 

0801000700212100 

0.25 

0.00 

(195.37) 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

- 

0.0036 

0.0069 

- 

0.011 

0.011 

0.021 

0.001 

0.020 

- 

- 

Safe 



0.25 

0.11 

(115.78) 

0.09 

0.05 

0.13 

0.04 

0.19 

0.03 

- 

0.0219 

0.0412 

- 

0.063 

0.093 

0.227 

0.011 

0.216 

- 

- 

Safe 

2 KND 

0801000700186200 

0.25 

0.19 

(109.72) 

0.15 

0.07 

0.22 

0.05 

0.22 

0.05 

0.0100 

0.0314 

0.0591 

- 

0.101 

0.152 

0.368 

0.018 

0.349 

0.090 

25.77 

Safe 



0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

2 KNM l-A 

0801000700188300 

0.25 

0.03 

(110.68) 

0.03 

0.01 

0.04 

0.05 

0.22 

0.01 

- 

0.0053 

0.0100 

- 

0.015 

0.024 

0.061 

0.003 

0.058 

- 

- 

Safe 

2 KNM l-B 

0801000700188200 

0.25 

0.04 

(110.61) 

0.03 

0.01 

0.05 

0.05 

0.22 

0.01 

- 

0.0068 

0.0128 

- 

0.020 

0.031 

0.077 

0.004 

0.073 

- 

- 

Safe 

2 KNM 1 l-A 

0801000700187700 

0.25 

0.10 

(98.54) 

0.08 

0.03 

0.11 

0.05 

0.23 

0.03 

0.0100 

0.0159 

0.0300 

- 

0.056 

0.082 

0.192 

0.010 

0.183 

0.054 

29.58 

Safe 

2 KNM 1 l-B 

0801000700187800 

0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.25 

0.11 

(104.84) 

0.08 

0.04 

0.12 

0.05 

0.22 

0.03 

- 

0.0176 

0.0331 

- 

0.051 

0.079 

0.201 

0.010 

0.190 

0.018 

9.45 

Safe 

2 Kwm 

0803000600560600 

0.20 

0.50 

(73.29) 

0.40 

0.17 

0.58 

0.03 

0.15 

0.13 

- 

0.1018 

0.1438 

- 

0.246 

0.379 

0.957 

0.048 

0.909 

- 

- 

Safe 

2 MD 

0801000600176000 

0.25 

0.00 

- 

0.00 

0.01 

0.01 

0.01 

0.04 

0.00 

- 

0.0044 

0.0063 

- 

0.011 

0.012 

0.023 

0.002 

0.021 

0.030 

145.29 

Over Exploited 



0.25 

0.07 

- 

0.07 

0.04 

0.11 

0.04 

0.17 

0.02 

- 

0.0203 

0.0286 

- 

0.049 

0.069 

0.175 

0.018 

0.158 

0.018 

11.41 

Safe 

2 MLD-A 

0801000700209500 

0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

2 NWM 

0801000600176600 

0.25 

0.04 

(118.88) 

0.03 

0.04 

0.06 

0.02 

0.09 

0.01 

- 

0.0203 

0.0286 

- 

0.049 

0.059 

0.123 

0.006 

0.117 

0.009 

7.69 

Safe 

2 P-A 

0801000600168900 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0008 

0.0012 

- 

0.002 

0.002 

0.004 

0.000 

0.003 

- 

- 

Safe 

2 PSD-B 

0801000700192600 

0.25 

0.00 

503.65 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0008 

0.0011 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

- 

- 

Safe 



0.25 

0.00 

550.62 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0006 

0.0009 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

- 

- 

Safe 

2SJM-A 

0801000700198400 

0.22 

0.00 

(602.12) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0006 

0.0011 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

- 

- 

Safe 



0.22 

0.11 

(114.06) 

0.09 

0.05 

0.14 

0.05 

0.22 

0.03 

- 

0.0218 

0.0410 

- 

0.063 

0.094 

0.231 

0.012 

0.220 

0.009 

4.10 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


2SJM-B 

080100070019850C 

3.490 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

3.490 

0.03 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

-0.03 

-0.02 

0.00 

0.000 

0.18 

0.34 


2 SKM-A 

0801000700211300 

3.089 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.089 

0.07 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

-0.01 

-0.01 

0.00 

0.000 

0.17 

0.29 


2 SKM-B 

0801000700211400 

2.332 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.182 

0.06 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

-0.01 

-0.01 

0.00 

0.000 

0.16 

0.27 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.150 

0.06 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


2 STR 

0801000700216900 

0.780 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.780 

0.04 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.03 

0.000 

0.17 

0.26 


20 Bd 

0803000600560700 

11.815 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

11.815 

0.20 

0.100 

0.00 

0.00 

0.04 

0.06 

0.00 

0.13 

0.07 

0.00 

0.000 

0.18 

0.35 


20 GD 

0801000700213500 

1.839 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.839 

0.05 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.01 

-0.01 

0.00 

0.000 

0.17 

0.28 


20 H 

0801000600171700 

3.527 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.527 

0.03 

0.200 

0.00 

0.00 

0.03 

0.03 

0.00 

-0.04 

-0.03 

0.00 

0.000 

0.17 

0.26 


20 KD-A 

0801000700189200 

2.567 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.567 

0.02 

0.200 

0.00 

0.00 

0.01 

0.03 

0.00 

-0.03 

-0.02 

0.01 

0.000 

0.17 

0.31 


20 KD-B 

0801000700189100 

1.935 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.935 

0.02 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.17 

0.31 


20 KND 

0801000700184200 

5.020 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.000 

0.08 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

0.315 

0.08 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 







Command 

Younger Alluvium 

4.706 

0.08 

0.200 

0.00 

0.00 

0.03 

0.05 

0.00 

0.00 

0.00 

0.00 

0.000 

0.17 

0.31 


20 MD-A 

0801000700216100 

2.474 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.474 

0.04 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

-0.02 

-0.01 

0.02 

0.000 

0.17 

0.26 


20 MD-B 

0801000700216000 

2.529 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.529 

0.04 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

-0.02 

-0.02 

0.00 

0.000 

0.17 

0.26 


20 P 

0801000600170500 

3.311 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.265 

-0.01 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


21 AS-A 

0801000700219200 

1.807 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.795 

-0.03 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.02 

0.000 

0.07 

0.11 


21 AS-B 

0801000700219100 

2.009 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.472 

-0.03 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.04 

0.06 


21 GD 

0801000700213400 

5.356 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.002 

0.05 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.354 

0.05 

0.200 

0.00 

0.00 

0.04 

0.05 

0.00 

-0.04 

-0.03 

0.00 

0.000 

0.17 

0.28 


21 H 

0801000600171800 

4.247 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.247 

0.03 

0.200 

0.00 

0.00 

0.03 

0.04 

0.00 

-0.05 

-0.03 

0.00 

0.000 

0.17 

0.26 


21 KD 

0801000700189000 

4.690 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.690 

0.02 

0.200 

0.00 

0.00 

0.03 

0.05 

0.00 

-0.05 

-0.03 

0.01 

0.000 

0.17 

0.31 


21 KND 

0801000700184100 

2.378 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

1.906 

0.09 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.00 

0.000 

0.14 

0.26 







Command 

Younger Alluvium 

0.472 

0.09 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.04 

0.07 


21 MD 

0801000600172900 

3.040 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.040 

0.04 

0.200 

0.01 

0.00 

0.02 

0.03 

0.00 

-0.02 

-0.01 

0.05 

0.000 

0.17 

0.26 


21 P 

0801000600170300 

3.729 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.044 

-0.01 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


22 GD 

0801000700213300 

3.352 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.003 

0.04 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.349 

0.04 

0.200 

0.00 

0.00 

0.03 

0.03 

0.00 

-0.03 

-0.02 

0.00 

0.000 

0.17 

0.28 


22 KD 

0801000700188900 

15.896 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.000 

0.03 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.007 

0.03 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

15.889 

0.03 

0.200 

0.00 

0.00 

0.09 

0.16 

0.00 

-0.16 

-0.09 

0.00 

0.000 

0.17 

0.30 


22 KND 

0801000700184000 

1.565 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.000 

0.10 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

0.830 

0.10 

0.200 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.09 

0.17 







Command 

Younger Alluvium 

0.735 

0.10 

0.200 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.08 

0.15 


22 Kyd 

0803000600560800 

27.207 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

27.207 

0.20 

0.100 

0.00 

0.00 

0.09 

0.13 

0.00 

0.33 

0.17 

0.00 

0.000 

0.19 

0.36 


22 MD 

0801000700215900 

7.103 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

7.103 

0.04 

0.200 

0.00 

0.00 

0.05 

0.07 

0.00 

-0.06 

-0.04 

0.00 

0.000 

0.17 

0.27 


22 P 

0801000600170200 

4.468 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.212 

0.01 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


23 AS 

0801000700218800 

3.442 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.258 

-0.01 

0.200 

0.02 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.06 

0.000 

0.11 

0.17 


23 GD 

0801000700213200 

5.463 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.003 

0.04 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.461 

0.04 

0.200 

0.00 

0.00 

0.04 

0.05 

0.00 

-0.05 

-0.03 

0.00 

0.000 

0.17 

0.29 


23 KD 

0801000700188800 

8.495 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.000 

0.03 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.004 

0.03 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

8.491 

0.03 

0.200 

0.00 

0.00 

0.05 

0.08 

0.00 

-0.09 

-0.05 

0.01 

0.000 

0.17 

0.31 


23 MD-A 

0801000600172800 

1.556 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.556 

0.04 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.17 

0.26 


23 MD-B 

0801000600172700 

2.590 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.590 

0.04 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

-0.03 

-0.02 

0.01 

0.000 

0.17 

0.26 


24 AS-A 

0801000700218700 

2.799 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.031 

0.02 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.304 

0.02 

0.200 

0.02 

0.00 

0.02 

0.02 

0.00 

-0.01 

-0.01 

0.06 

0.000 

0.14 

0.21 


24 AS-B 

0801000700218600 

2.714 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.162 

0.04 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.000 

0.01 

0.02 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.004 

0.04 

0.200 

0.02 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.07 

0.000 

0.12 

0.19 


24 AS-C 

0801000700218500 

4.472 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.300 

0.04 

0.200 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.057 

0.01 

0.02 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.110 

0.04 

0.200 

0.22 

0.00 

0.02 

0.03 

0.00 

0.19 

0.12 

0.09 

0.594 

0.12 

0.18 


24 MD-A 

0801000600172500 

1.957 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.957 

0.04 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.02 

-0.01 

0.01 

0.000 

0.17 

0.26 


24 MD-B 

0801000600172200 

2.328 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.328 

0.04 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.17 

0.27 


24 P 

0801000600170100 

4.558 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.389 

0.02 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

-0.01 

0.00 

0.00 

0.000 

0.01 

0.02 


24-25 Kyd 

0803000600560500 

15.035 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

15.035 

0.20 

0.100 

0.00 

0.00 

0.05 

0.07 

0.00 

0.18 

0.09 

0.00 

0.000 

0.19 

0.37 


25 MD 

0801000600172400 

2.412 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.412 

0.04 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.17 

0.27 


26 MD 

0801000700214300 

4.064 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.000 

0.04 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.064 

0.04 

0.200 

0.00 

0.00 

0.03 

0.04 

0.00 

-0.03 

-0.02 

0.00 

0.000 

0.17 

0.27 


27 AS 

0801000700218200 

1.713 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.051 

0.04 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.04 

0.000 

0.10 

0.16 


27 MD 

0801000600172300 

1.233 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.233 

0.04 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

-0.01 

0.00 

0.000 

0.17 

0.27 


27 RJD 

0801000700200800 

6.410 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

0.356 

0.18 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.02 


28 Bd 

0803000600560300 

7.609 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

7.609 

0.21 

0.100 

0.00 

0.00 

0.03 

0.04 

0.00 

0.09 

0.05 

0.00 

0.000 

0.19 

0.36 


28 Kyd 

0803000600560400 

38.173 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

32.682 

0.21 

0.100 

0.00 

0.00 

0.11 

0.16 

0.00 

0.40 

0.21 

0.00 

0.000 

0.16 

0.32 


28 MD-A 

0801000700214200 

2.550 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.000 

0.04 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.003 

0.04 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.547 

0.04 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.17 

0.27 


28 MD-B 

0801000700214100 

7.183 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.006 

0.05 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

7.177 

0.05 

0.200 

0.00 

0.00 

0.05 

0.07 

0.00 

-0.06 

-0.04 

0.01 

0.000 

0.17 

0.28 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 


( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

2SJM-B 

0801000700198500 

0.22 

0.14 

(111.87) 

0.11 

0.05 

0.17 

0.05 

0.23 

0.04 

- 

0.0257 

0.0484 

- 

0.074 

0.112 

0.277 

0.014 

0.263 

- 

- 

Safe 

2 SKM-A 

0801000700211300 

0.25 

0.13 

(103.94) 

0.11 

0.05 

0.16 

0.05 

0.22 

0.04 

- 

0.0303 

0.0428 

- 

0.073 

0.110 

0.269 

0.013 

0.256 

- 

- 

Safe 

2 SKM-B 

0801000700211400 

0.25 

0.09 

(108.71) 

0.07 

0.04 

0.11 

0.04 

0.20 

0.02 

- 

0.0214 

0.0302 

- 

0.052 

0.076 

0.184 

0.009 

0.174 

- 

- 

Safe 



0.25 

0.00 

(221.47) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0015 

0.0021 

- 

0.004 

0.004 

0.007 

0.000 

0.006 

- 

- 

Safe 

2 STR 

0801000700216900 

0.25 

0.03 

(94.16) 

0.03 

0.01 

0.04 

0.05 

0.21 

0.01 

- 

0.0076 

0.0108 

- 

0.019 

0.028 

0.067 

0.003 

0.064 

0.030 

46.93 

Safe 

20 Bd 

0803000600560700 

0.20 

0.43 

(83.87) 

0.35 

0.10 

0.45 

0.05 

0.23 

0.12 

- 

0.0579 

0.0819 

- 

0.140 

0.256 

0.703 

0.035 

0.668 

- 

- 

Safe 

20 GD 

0801000700213500 

0.25 

0.08 

(110.87) 

0.06 

0.03 

0.09 

0.05 

0.22 

0.02 

- 

0.0180 

0.0255 

- 

0.044 

0.065 

0.160 

0.008 

0.152 

- 

- 

Safe 

20 H 

0801000600171700 

0.25 

0.15 

(118.26) 

0.12 

0.06 

0.18 

0.05 

0.21 

0.04 

- 

0.0346 

0.0489 

- 

0.084 

0.125 

0.304 

0.015 

0.289 

- 

- 

Safe 

20 KD-A 

0801000700189200 

0.25 

0.11 

(115.38) 

0.09 

0.04 

0.13 

0.05 

0.22 

0.03 

- 

0.0189 

0.0356 

- 

0.054 

0.085 

0.214 

0.011 

0.203 

0.009 

4.42 

Safe 

20 KD-B 

0801000700189100 

0.25 

0.08 

(114.78) 

0.07 

0.03 

0.10 

0.05 

0.22 

0.02 

- 

0.0142 

0.0268 

- 

0.041 

0.064 

0.162 

0.008 

0.154 

- 

- 

Safe 

20 KND 

0801000700184200 

0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.22 

0.00 

(87.04) 

0.00 

0.00 

0.01 

0.00 

0.01 

0.00 

- 

0.0023 

0.0044 

- 

0.007 

0.007 

0.012 

0.001 

0.012 

- 

- 

Safe 



0.25 

0.20 

(99.59) 

0.16 

0.07 

0.23 

0.05 

0.21 

0.05 

- 

0.0346 

0.0652 

- 

0.100 

0.153 

0.383 

0.019 

0.364 

- 

- 

Safe 

20 MD-A 

0801000700216100 

0.25 

0.10 

(114.30) 

0.08 

0.04 

0.13 

0.05 

0.21 

0.03 

- 

0.0243 

0.0343 

- 

0.059 

0.088 

0.214 

0.011 

0.203 

0.018 

8.87 

Safe 

20 MD-B 

0801000700216000 

0.25 

0.11 

(114.17) 

0.08 

0.04 

0.13 

0.05 

0.21 

0.03 

- 

0.0248 

0.0350 

- 

0.060 

0.090 

0.218 

0.011 

0.207 

- 

- 

Safe 

20 P 

0801000600170500 

0.25 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

0.02 

0.00 

- 

0.0026 

0.0037 

- 

0.006 

0.007 

0.012 

0.001 

0.011 

- 

- 

Safe 

21 AS-A 

0801000700219200 

0.25 

0.01 

- 

0.01 

0.01 

0.03 

0.02 

0.09 

0.00 

- 

0.0078 

0.0110 

- 

0.019 

0.023 

0.051 

0.005 

0.046 

0.018 

38.98 

Safe 

21 AS-B 

0801000700219100 

0.25 

0.00 

- 

0.00 

0.01 

0.01 

0.01 

0.05 

0.00 

- 

0.0046 

0.0065 

- 

0.011 

0.013 

0.025 

0.003 

0.023 

- 

- 

Safe 

21 GD 

0801000700213400 

0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.25 

0.23 

(111.05) 

0.18 

0.09 

0.27 

0.05 

0.22 

0.06 

- 

0.0525 

0.0742 

- 

0.127 

0.190 

0.465 

0.023 

0.441 

- 

- 

Safe 

21 H 

0801000600171800 

0.25 

0.18 

(117.57) 

0.14 

0.07 

0.22 

0.05 

0.21 

0.05 

- 

0.0417 

0.0589 

- 

0.101 

0.150 

0.366 

0.018 

0.348 

- 

- 

Safe 

21 KD 

0801000700189000 

0.25 

0.20 

(114.63) 

0.16 

0.07 

0.24 

0.05 

0.22 

0.06 

- 

0.0345 

0.0650 

- 

0.100 

0.155 

0.391 

0.020 

0.372 

0.009 

2.42 

Safe 

21 KND 

0801000700184100 

0.22 

0.06 

(97.17) 

0.05 

0.03 

0.08 

0.04 

0.18 

0.02 

- 

0.0140 

0.0264 

- 

0.040 

0.057 

0.134 

0.007 

0.128 

- 

- 

Safe 



0.25 

0.00 

(90.46) 

0.00 

0.01 

0.01 

0.01 

0.05 

0.00 

- 

0.0035 

0.0065 

- 

0.010 

0.011 

0.022 

0.001 

0.021 

- 

- 

Safe 

21 MD 

0801000600172900 

0.25 

0.13 

(110.07) 

0.10 

0.05 

0.15 

0.05 

0.21 

0.04 

0.0100 

0.0298 

0.0421 

- 

0.082 

0.118 

0.272 

0.014 

0.259 

0.054 

20.88 

Safe 

21 P 

0801000600170300 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0004 

0.0006 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

- 

- 

Safe 

22 GD 

0801000700213300 

0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.25 

0.14 

(112.22) 

0.11 

0.06 

0.17 

0.05 

0.22 

0.04 

- 

0.0328 

0.0464 

- 

0.079 

0.119 

0.291 

0.015 

0.276 

- 

- 

Safe 

22 KD 

0801000700188900 

0.25 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.25 

0.00 

(66,825.96) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.25 

0.69 

(113.39) 

0.55 

0.25 

0.80 

0.05 

0.22 

0.19 

- 

0.1169 

0.2202 

- 

0.337 

0.525 

1.320 

0.066 

1.254 

- 

- 

Safe 

22 KND 

0801000700184000 

0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.22 

0.02 

(90.73) 

0.01 

0.01 

0.03 

0.03 

0.12 

0.00 

- 

0.0061 

0.0115 

- 

0.018 

0.022 

0.049 

0.002 

0.046 

- 

- 

Safe 



0.25 

0.02 

(90.91) 

0.01 

0.01 

0.02 

0.02 

0.11 

0.00 

- 

0.0054 

0.0102 

- 

0.016 

0.020 

0.043 

0.002 

0.041 

- 

- 

Safe 

22 Kyd 

0803000600560800 

0.20 

1.02 

(83.40) 

0.82 

0.23 

1.04 

0.05 

0.24 

0.27 

- 

0.1334 

0.1885 

- 

0.322 

0.592 

1.636 

0.082 

1.554 

- 

- 

Safe 

22 MD 

0801000700215900 

0.25 

0.30 

(113.56) 

0.24 

0.12 

0.36 

0.05 

0.21 

0.08 

- 

0.0697 

0.0984 

- 

0.168 

0.252 

0.614 

0.031 

0.583 

- 

- 

Safe 

22 P 

0801000600170200 

0.25 

0.00 

(624.10) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0021 

0.0029 

- 

0.005 

0.005 

0.009 

0.000 

0.009 

- 

- 

Safe 

23 AS 

0801000700218800 

0.25 

0.06 

- 

0.06 

0.04 

0.10 

0.03 

0.14 

0.02 

0.0100 

0.0221 

0.0313 

- 

0.063 

0.081 

0.182 

0.018 

0.164 

0.063 

38.50 

Safe 

23 GD 

0801000700213200 

0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.25 

0.23 

(113.28) 

0.19 

0.10 

0.28 

0.05 

0.22 

0.06 

- 

0.0536 

0.0757 

- 

0.129 

0.194 

0.475 

0.024 

0.451 

- 

- 

Safe 

23 KD 

0801000700188800 

0.25 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.25 

0.37 

(113.24) 

0.29 

0.13 

0.43 

0.05 

0.22 

0.10 

- 

0.0625 

0.1177 

- 

0.180 

0.281 

0.707 

0.035 

0.672 

0.009 

1.34 

Safe 

23 MD-A 

0801000600172800 

0.25 

0.07 

(115.53) 

0.05 

0.03 

0.08 

0.05 

0.21 

0.02 

- 

0.0153 

0.0216 

- 

0.037 

0.055 

0.134 

0.007 

0.127 

- 

- 

Safe 

23 MD-B 

0801000600172700 

0.25 

0.11 

(115.41) 

0.09 

0.05 

0.13 

0.05 

0.21 

0.03 

- 

0.0254 

0.0359 

- 

0.061 

0.092 

0.224 

0.011 

0.212 

0.009 

4.24 

Safe 

24 AS-A 

0801000700218700 

0.25 

0.00 

(2,196.59) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

- 

- 

Safe 



0.25 

0.08 

(108.10) 

0.06 

0.04 

0.10 

0.04 

0.18 

0.02 

0.0100 

0.0226 

0.0319 

- 

0.065 

0.087 

0.190 

0.010 

0.181 

0.063 

34.88 

Safe 

24 AS-B 

0801000700218600 

0.25 

0.00 

1,261.43 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0016 

0.0022 

- 

0.004 

0.004 

0.007 

0.000 

0.007 

0.030 

437.37 

Over Exploited 



0.25 

0.06 

(100.16) 

0.05 

0.03 

0.08 

0.03 

0.16 

0.02 

0.0100 

0.0197 

0.0278 

- 

0.057 

0.075 

0.159 

0.008 

0.151 

0.072 

47.66 

Safe 

24 AS-C 

0801000700218500 

0.25 

0.00 

1,993.22 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0029 

0.0042 

- 

0.007 

0.007 

0.014 

0.001 

0.013 

0.087 

677.32 

Over Exploited 



0.25 

0.09 

36.86 

0.11 

0.05 

0.16 

0.03 

0.15 

0.03 

0.0100 

0.0305 

0.0431 

- 

0.084 

0.109 

0.272 

0.014 

0.258 

0.684 

265.11 

Over Exploited 

24 MD-A 

0801000600172500 

0.25 

0.08 

(114.14) 

0.07 

0.03 

0.10 

0.05 

0.21 

0.02 

- 

0.0192 

0.0271 

- 

0.046 

0.069 

0.169 

0.008 

0.161 

0.009 

5.61 

Safe 

24 MD-B 

0801000600172200 

0.25 

0.10 

(113.30) 

0.08 

0.04 

0.12 

0.05 

0.21 

0.03 

- 

0.0228 

0.0323 

- 

0.055 

0.082 

0.201 

0.010 

0.191 

- 

- 

Safe 

24 P 

0801000600170100 

0.25 

0.00 

(359.58) 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0038 

0.0054 

- 

0.009 

0.010 

0.017 

0.001 

0.017 

- 

- 

Safe 

24-25 Kyd 

0803000600560500 

0.20 

0.57 

(83.71) 

0.46 

0.13 

0.58 

0.05 

0.24 

0.15 

- 

0.0737 

0.1042 

- 

0.178 

0.328 

0.911 

0.046 

0.865 

- 

- 

Safe 

25 MD 

0801000600172400 

0.25 

0.10 

(112.92) 

0.08 

0.04 

0.12 

0.05 

0.22 

0.03 

- 

0.0237 

0.0334 

- 

0.057 

0.085 

0.209 

0.010 

0.198 

- 

- 

Safe 

26 MD 

0801000700214300 

0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.25 

0.17 

(112.77) 

0.14 

0.07 

0.21 

0.05 

0.22 

0.05 

- 

0.0399 

0.0563 

- 

0.096 

0.144 

0.351 

0.018 

0.334 

- 

- 

Safe 

27 AS 

0801000700218200 

0.25 

0.03 

(98.89) 

0.02 

0.02 

0.04 

0.03 

0.13 

0.01 

- 

0.0103 

0.0146 

- 

0.025 

0.032 

0.072 

0.004 

0.069 

0.036 

52.39 

Safe 

27 MD 

0801000600172300 

0.25 

0.05 

(112.52) 

0.04 

0.02 

0.06 

0.05 

0.22 

0.01 

- 

0.0121 

0.0171 

- 

0.029 

0.044 

0.107 

0.005 

0.101 

- 

- 

Safe 

27 RJD 

0801000700200800 

0.22 

0.00 

335.98 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0035 

0.0049 

- 

0.008 

0.009 

0.016 

0.001 

0.015 

- 

- 

Safe 

28 Bd 

0803000600560300 

0.20 

0.29 

(83.28) 

0.23 

0.06 

0.29 

0.05 

0.24 

0.08 

- 

0.0373 

0.0527 

- 

0.090 

0.166 

0.459 

0.023 

0.436 

- 

- 

Safe 

28 Kyd 

0803000600560400 

0.20 

1.07 

(80.68) 

0.86 

0.27 

1.13 

0.04 

0.21 

0.28 

- 

0.1603 

0.2264 

- 

0.387 

0.667 

1.798 

0.090 

1.708 

- 

- 

Safe 

28 MD-A 

0801000700214200 

0.25 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.25 

0.11 

(113.25) 

0.09 

0.04 

0.13 

0.05 

0.22 

0.03 

- 

0.0250 

0.0353 

- 

0.060 

0.090 

0.220 

0.011 

0.209 

- 

- 

Safe 

28 MD-B 

0801000700214100 

0.25 

0.00 

(45,426.86) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.25 

0.30 

(111.92) 

0.24 

0.12 

0.37 

0.05 

0.22 

0.08 

- 

0.0704 

0.0995 

- 

0.170 

0.254 

0.621 

0.031 

0.590 

0.009 

1.52 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


29 AS-A 

080100070021090C 

1.478 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.230 

0.10 

0.200 

0.02 

0.00 

0.01 

0.01 

0.00 

0.02 

0.01 

0.06 

0.000 

0.14 

0.23 


29 AS-B 

0801000700211000 

2.081 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.381 

0.11 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.02 

0.01 

0.03 

0.000 

0.11 

0.19 


3 AM-A 

0801000600172600 

1.218 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.218 

0.04 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

-0.01 

0.00 

0.000 

0.17 

0.26 


3 AM-B 

0801000600171900 

1.462 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.462 

0.03 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.17 

0.26 


3 BD 

0801000700197000 

2.546 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

0.002 

0.05 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Younger Alluvium 

2.545 

0.05 

0.200 

0.00 

0.00 

0.01 

0.03 

0.00 

-0.02 

-0.01 

0.02 

0.000 

0.18 

0.33 


3 DD-A 

0801000700219400 

1.816 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.816 

0.00 

0.200 

0.01 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.05 

0.000 

0.17 

0.25 


3 DD-B 

0801000700219500 

1.048 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.048 

0.01 

0.200 

0.02 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.06 

0.000 

0.17 

0.25 


3 DOL 

0801000700194700 

2.522 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.428 

0.02 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

-0.01 

0.00 

0.03 

0.000 

0.10 

0.18 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.094 

0.02 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

-0.01 

0.01 

0.000 

0.08 

0.14 


3 GD 

0801000700217500 

2.592 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.438 

0.04 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

-0.01 

0.00 

0.000 

0.09 

0.15 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.154 

0.04 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

-0.01 

0.00 

0.000 

0.07 

0.12 


3 GM 

0801000700210200 

2.218 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.813 

0.06 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.01 

-0.01 

0.00 

0.000 

0.14 

0.22 


3 H 

0801000600175000 

3.337 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.016 

-0.07 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.00 

0.000 

0.10 

0.15 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.319 

-0.07 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.07 

0.10 


3 JM 

0801000600180100 

2.760 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.688 

0.04 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

-0.02 

-0.02 

0.00 

0.000 

0.16 

0.25 


3 KD-A 

0801000700191700 

1.337 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.337 

0.05 

0.200 

0.05 

0.01 

0.01 

0.01 

0.00 

0.03 

0.02 

0.18 

0.000 

0.17 

0.29 


3 KD-B 

0801000700191600 

2.263 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.253 

0.03 

0.200 

0.01 

0.00 

0.01 

0.02 

0.00 

-0.01 

-0.01 

0.03 

0.000 

0.17 

0.29 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.011 

0.03 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


3 KLM 

0801000700198900 

3.316 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

2.609 

0.04 

0.200 

0.02 

0.00 

0.01 

0.03 

0.00 

0.00 

0.00 

0.07 

0.000 

0.14 

0.26 


3 KND-A 

0801000700186000 

1.659 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.659 

0.02 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.18 

0.32 


3 KND-B 

0801000700185900 

1.387 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.137 

0.02 

0.200 

0.02 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

0.06 

0.000 

0.14 

0.26 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.250 

0.02 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.06 


3 KNM 1 

0801000700188600 

2.676 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.676 

0.03 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

-0.03 

-0.01 

0.00 

0.000 

0.17 

0.31 


3 MD 

0801000600175900 

2.277 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.277 

-0.07 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.00 

0.000 

0.17 

0.25 


3 PSD-B 

0801000700192800 

2.926 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.022 

0.07 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.007 

0.07 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


3 Pwm 

0803000600562100 

22.653 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

4.300 

0.21 

0.100 

0.00 

0.00 

0.01 

0.02 

0.00 

0.05 

0.03 

0.00 

0.000 

0.04 

0.07 


3 SJM 

0801000700198200 

5.261 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

5.261 

0.04 

0.200 

0.00 

0.00 

0.03 

0.05 

0.00 

-0.04 

-0.02 

0.02 

0.000 

0.18 

0.34 


3 SKM-A 

0801000700211500 

1.855 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.578 

0.07 

0.200 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.05 

0.09 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.277 

0.07 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

0.00 

0.00 

0.000 

0.12 

0.20 


3 SKM-B 

0801000700211600 

2.659 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.088 

0.06 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.571 

0.06 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

-0.01 

-0.01 

0.00 

0.000 

0.16 

0.27 


3 STR (CT) 

0801000740109000 

2.969 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.524 

0.04 

0.200 

0.20 

0.01 

0.02 

0.02 

0.00 

0.17 

0.11 

0.15 

0.482 

0.14 

0.22 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.445 

0.04 

0.200 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.085 

0.03 

0.04 


3 Vgm (guluwali) 

0803000600562600 

31.317 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

1.082 

0.21 

0.100 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


30 AS-A 

0801000700194300 

1.881 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.219 

0.02 

0.200 

0.04 

0.01 

0.01 

0.01 

0.00 

0.02 

0.01 

0.15 

0.000 

0.11 

0.20 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.662 

0.02 

0.200 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

0.00 

0.02 

0.000 

0.06 

0.11 


30 AS-B 

0801000700194400 

3.132 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.144 

0.02 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.988 

0.02 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

-0.03 

-0.02 

0.02 

0.000 

0.17 

0.30 


31 Kyd 

0803000600560100 

25.039 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

0.301 

0.22 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


4BD-A 

0801000700197100 

1.687 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

0.082 

0.05 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 







Command 

Younger Alluvium 

1.606 

0.05 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.01 

0.00 

0.01 

0.000 

0.17 

0.31 


4 BD-B 

0801000700197200 

2.041 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

1.101 

0.06 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.01 

0.000 

0.10 

0.18 







Command 

Younger Alluvium 

0.941 

0.06 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.08 

0.15 


4 DOL 

0801000700194800 

1.641 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.641 

0.02 

0.200 

0.02 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.06 

0.000 

0.18 

0.32 


4GD-A 

0801000700217100 

2.651 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.651 

0.04 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

-0.02 

-0.02 

0.00 

0.000 

0.17 

0.26 


4GD-B 

0801000700217200 

1.262 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.262 

0.04 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

-0.01 

0.00 

0.000 

0.17 

0.26 


4GM-A 

0801000700210000 

1.563 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.563 

0.04 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.01 

-0.01 

0.00 

0.000 

0.17 

0.27 


4GM-B 

0801000700210100 

1.125 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.125 

0.06 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

0.00 

0.00 

0.000 

0.17 

0.27 


4 H 

0801000600171000 

2.786 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.153 

-0.07 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


4 JM 

0801000600180200 

2.903 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.736 

0.02 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

-0.01 

0.00 

0.000 

0.04 

0.06 


4 K-A 

0801000600168700 

1.643 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.331 

-0.10 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.05 


4 K-B 

0801000600168800 

1.587 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.485 

-0.09 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.03 

0.000 

0.16 

0.24 


4 KD 

0801000700191500 

4.069 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.538 

0.03 

0.200 

0.02 

0.00 

0.02 

0.03 

0.00 

-0.01 

-0.01 

0.09 

0.000 

0.15 

0.26 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.532 

0.03 

0.200 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

0.00 

0.00 

0.000 

0.02 

0.04 


4 KLD 

0801000700198100 

3.464 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

3.464 

0.06 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

-0.01 

-0.01 

0.00 

0.000 

0.18 

0.34 


4 KLM-A 

0801000700198800 

4.786 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

4.786 

0.06 

0.200 

0.02 

0.00 

0.03 

0.05 

0.00 

0.00 

0.00 

0.10 

0.000 

0.18 

0.34 


4 KLM-B 

0801000700198700 

3.236 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

3.236 

0.05 

0.200 

0.03 

0.00 

0.02 

0.03 

0.00 

0.01 

0.01 

0.11 

0.000 

0.18 

0.34 


4 KND-A 

0801000700186300 

2.117 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.232 

0.02 

0.200 

0.02 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.06 

0.000 

0.10 

0.18 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.886 

0.02 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

-0.01 

0.01 

0.000 

0.07 

0.13 


4 KND-B 

0801000700186400 

2.255 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.365 

0.02 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.03 

0.000 

0.03 

0.05 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.891 

0.02 

0.200 

0.01 

0.00 

0.01 

0.02 

0.00 

-0.01 

-0.01 

0.03 

0.000 

0.15 

0.26 


4 KNM 1 

0801000700188100 

1.867 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.001 

0.04 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.867 

0.04 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.01 

-0.01 

0.00 

0.000 

0.17 

0.31 


4 MD 

0801000600175500 

2.185 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.612 

-0.05 

0.200 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.03 

0.000 

0.05 

0.07 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.573 

-0.05 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.01 

0.000 

0.12 

0.18 


4 MLD-B II 

0801000700208600 

1.467 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.026 

0.05 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 


(27) 

(2s; 

(29; 

(30; 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

29 AS-A 

080100070021090C 

0.25 

0.04 

(67.56) 

0.03 

0.02 

0.06 

0.04 

0.18 

0.01 

0.0100 

0.0121 

0.0170 

- 

0.039 

0.051 

0.107 

0.005 

0.102 

0.060 

58.84 

Safe 

29 AS-B 

0801000700211000 

0.25 

0.04 

(75.91) 

0.03 

0.02 

0.06 

0.03 

0.14 

0.01 

- 

0.0135 

0.0191 

- 

0.033 

0.044 

0.099 

0.005 

0.094 

0.030 

31.98 

Safe 

3 AM-A 

0801000600172600 

0.25 

0.05 

(115.70) 

0.04 

0.02 

0.06 

0.05 

0.21 

0.01 

- 

0.0119 

0.0169 

- 

0.029 

0.043 

0.105 

0.005 

0.100 

- 

- 

Safe 

3 AM-B 

0801000600171900 

0.25 

0.06 

(116.18) 

0.05 

0.03 

0.07 

0.05 

0.21 

0.02 

- 

0.0143 

0.0203 

- 

0.035 

0.052 

0.126 

0.006 

0.120 

- 

- 

Safe 

3 BD 

0801000700197000 

0.22 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.25 

0.11 

(107.73) 

0.09 

0.04 

0.13 

0.05 

0.23 

0.03 

- 

0.0187 

0.0353 

- 

0.054 

0.085 

0.215 

0.011 

0.204 

0.018 

8.80 

Safe 

3 DD-A 

0801000700219400 

0.25 

0.08 

- 

0.08 

0.03 

0.11 

0.05 

0.21 

0.02 

0.0100 

0.0178 

0.0252 

- 

0.053 

0.074 

0.182 

0.018 

0.163 

0.054 

33.05 

Safe 

3 DD-B 

0801000700219500 

0.25 

0.04 

(94.04) 

0.03 

0.02 

0.05 

0.05 

0.21 

0.01 

0.0100 

0.0103 

0.0145 

- 

0.035 

0.047 

0.100 

0.005 

0.095 

0.063 

66.14 

Safe 

3 DOL 

0801000700194700 

0.25 

0.04 

(111.18) 

0.03 

0.02 

0.05 

0.03 

0.13 

0.01 

- 

0.0105 

0.0198 

- 

0.030 

0.040 

0.091 

0.005 

0.086 

0.030 

34.78 

Safe 



0.25 

0.02 

(135.26) 

0.02 

0.02 

0.03 

0.02 

0.10 

0.01 

- 

0.0080 

0.0152 

- 

0.023 

0.029 

0.063 

0.003 

0.060 

0.009 

15.12 

Safe 

3 GD 

0801000700217500 

0.25 

0.03 

(124.84) 

0.03 

0.03 

0.05 

0.03 

0.12 

0.01 

- 

0.0141 

0.0199 

- 

0.034 

0.043 

0.095 

0.005 

0.090 

- 

- 

Safe 



0.25 

0.02 

(131.11) 

0.02 

0.02 

0.04 

0.02 

0.10 

0.01 

- 

0.0113 

0.0160 

- 

0.027 

0.033 

0.071 

0.004 

0.067 

- 

- 

Safe 

3 GM 

0801000700210200 

0.25 

0.06 

(108.00) 

0.05 

0.03 

0.08 

0.04 

0.18 

0.02 

- 

0.0178 

0.0251 

- 

0.043 

0.060 

0.142 

0.007 

0.135 

- 

- 

Safe 

3 H 

0801000600175000 

0.25 

0.05 

- 

0.05 

0.04 

0.09 

0.03 

0.13 

0.01 

- 

0.0198 

0.0279 

- 

0.048 

0.062 

0.148 

0.015 

0.133 

- 

- 

Safe 



0.25 

0.02 

- 

0.02 

0.02 

0.04 

0.02 

0.08 

0.01 

- 

0.0129 

0.0183 

- 

0.031 

0.037 

0.082 

0.008 

0.074 

- 

- 

Safe 

3 JM 

0801000600180100 

0.25 

0.11 

(114.51) 

0.09 

0.05 

0.13 

0.05 

0.21 

0.03 

- 

0.0264 

0.0373 

- 

0.064 

0.094 

0.228 

0.011 

0.217 

- 

- 

Safe 

3 KD-A 

0801000700191700 

0.25 

0.06 

(67.04) 

0.05 

0.03 

0.08 

0.05 

0.22 

0.02 

0.0200 

0.0098 

0.0185 

- 

0.048 

0.064 

0.141 

0.007 

0.134 

0.180 

134.54 

Over Exploited 

3 KD-B 

0801000700191600 

0.25 

0.10 

(105.71) 

0.08 

0.03 

0.11 

0.05 

0.22 

0.03 

- 

0.0166 

0.0312 

- 

0.048 

0.074 

0.186 

0.009 

0.177 

0.030 

16.95 

Safe 



0.25 

0.00 

(4,746.47) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

3 KLM 

0801000700198900 

0.22 

0.08 

(101.35) 

0.07 

0.04 

0.11 

0.04 

0.18 

0.02 

0.0100 

0.0192 

0.0362 

- 

0.065 

0.087 

0.193 

0.010 

0.183 

0.072 

39.29 

Safe 

3 KND-A 

0801000700186000 

0.25 

0.07 

(115.43) 

0.06 

0.03 

0.08 

0.05 

0.22 

0.02 

- 

0.0122 

0.0230 

- 

0.035 

0.055 

0.139 

0.007 

0.133 

- 

- 

Safe 

3 KND-B 

0801000700185900 

0.25 

0.04 

(91.98) 

0.03 

0.02 

0.05 

0.04 

0.18 

0.01 

0.0100 

0.0084 

0.0158 

- 

0.034 

0.045 

0.096 

0.005 

0.091 

0.060 

65.87 

Safe 



0.25 

0.00 

(185.39) 

0.00 

0.00 

0.01 

0.01 

0.04 

0.00 

- 

0.0018 

0.0035 

- 

0.005 

0.006 

0.011 

0.001 

0.011 

- 

- 

Safe 

3 KNM 1 

0801000700188600 

0.25 

0.12 

(112.56) 

0.09 

0.04 

0.14 

0.05 

0.22 

0.03 

- 

0.0197 

0.0371 

- 

0.057 

0.089 

0.224 

0.011 

0.213 

- 

- 

Safe 

3 MD 

0801000600175900 

0.25 

0.09 

- 

0.09 

0.04 

0.13 

0.05 

0.21 

0.03 

- 

0.0223 

0.0316 

- 

0.054 

0.081 

0.215 

0.021 

0.193 

- 

- 

Safe 

3 PSD-B 

0801000700192800 

0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

- 

- 

Safe 



0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

3 Pwm 

0803000600562100 

0.20 

0.03 

(10.89) 

0.03 

0.04 

0.06 

0.01 

0.05 

0.01 

- 

0.0211 

0.0298 

- 

0.051 

0.059 

0.123 

0.006 

0.117 

- 

- 

Safe 

3 SJM 

0801000700198200 

0.22 

0.21 

(109.09) 

0.17 

0.08 

0.25 

0.05 

0.23 

0.06 

- 

0.0387 

0.0729 

- 

0.112 

0.168 

0.418 

0.021 

0.397 

0.018 

4.53 

Safe 

3 SKM-A 

0801000700211500 

0.25 

0.01 

(118.27) 

0.01 

0.01 

0.02 

0.01 

0.07 

0.00 

- 

0.0057 

0.0080 

- 

0.014 

0.016 

0.032 

0.002 

0.030 

- 

- 

Safe 



0.25 

0.04 

(108.29) 

0.03 

0.02 

0.05 

0.03 

0.15 

0.01 

- 

0.0125 

0.0177 

- 

0.030 

0.041 

0.093 

0.005 

0.088 

- 

- 

Safe 

3 SKM-B 

0801000700211600 

0.25 

0.00 

(342.22) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0009 

0.0012 

- 

0.002 

0.002 

0.004 

0.000 

0.004 

- 

- 

Safe 



0.25 

0.11 

(108.13) 

0.08 

0.04 

0.13 

0.05 

0.21 

0.03 

- 

0.0252 

0.0356 

- 

0.061 

0.090 

0.220 

0.011 

0.209 

- 

- 

Safe 

3 STR (CT) 

0801000740109000 

0.25 

0.09 

20.00 

0.11 

0.05 

0.16 

0.04 

0.18 

0.03 

0.0200 

0.0248 

0.0350 

- 

0.080 

0.105 

0.266 

0.013 

0.253 

0.632 

249.65 

Over Exploited 



0.25 

0.00 

500.49 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

- 

0.0044 

0.0062 

- 

0.011 

0.011 

0.022 

0.001 

0.021 

0.094 

442.03 

Over Exploited 

3 Vgm (guluwali) 

0803000600562600 

0.20 

0.00 

373.63 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0053 

0.0075 

- 

0.013 

0.013 

0.024 

0.001 

0.023 

- 

- 

Safe 

30 AS-A 

0801000700194300 

0.25 

0.03 

(73.73) 

0.03 

0.03 

0.06 

0.03 

0.14 

0.01 

0.0200 

0.0090 

0.0169 

- 

0.046 

0.055 

0.112 

0.006 

0.106 

0.150 

140.99 

Over Exploited 



0.25 

0.01 

(141.10) 

0.01 

0.01 

0.02 

0.02 

0.08 

0.00 

- 

0.0049 

0.0092 

- 

0.014 

0.017 

0.035 

0.002 

0.033 

0.018 

53.77 

Safe 

30 AS-B 

0801000700194400 

0.25 

0.00 

(407.40) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0011 

0.0020 

- 

0.003 

0.003 

0.006 

0.000 

0.005 

- 

- 

Safe 



0.25 

0.13 

(114.76) 

0.10 

0.05 

0.15 

0.05 

0.21 

0.03 

- 

0.0220 

0.0414 

- 

0.063 

0.098 

0.244 

0.012 

0.232 

0.018 

7.76 

Safe 

31 Kyd 

0803000600560100 

0.20 

0.00 

1,409.85 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0015 

0.0021 

- 

0.004 

0.004 

0.006 

0.000 

0.006 

- 

- 

Safe 

4 BD-A 

0801000700197100 

0.22 

0.00 

(227.94) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0006 

0.0011 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

- 

- 

Safe 



0.25 

0.07 

(105.85) 

0.05 

0.02 

0.08 

0.05 

0.22 

0.02 

- 

0.0118 

0.0222 

- 

0.034 

0.053 

0.132 

0.007 

0.126 

0.009 

7.17 

Safe 

4 BD-B 

0801000700197200 

0.22 

0.02 

(106.40) 

0.02 

0.02 

0.04 

0.03 

0.12 

0.01 

- 

0.0081 

0.0153 

- 

0.023 

0.030 

0.066 

0.003 

0.062 

0.009 

14.46 

Safe 



0.25 

0.02 

(106.69) 

0.02 

0.01 

0.03 

0.02 

0.10 

0.01 

- 

0.0069 

0.0130 

- 

0.020 

0.025 

0.055 

0.003 

0.053 

- 

- 

Safe 

4 DOL 

0801000700194800 

0.25 

0.07 

(99.45) 

0.06 

0.03 

0.08 

0.05 

0.23 

0.02 

0.0100 

0.0121 

0.0227 

- 

0.045 

0.065 

0.148 

0.007 

0.141 

0.063 

44.69 

Safe 

4GD-A 

0801000700217100 

0.25 

0.11 

(113.80) 

0.09 

0.05 

0.13 

0.05 

0.21 

0.03 

- 

0.0260 

0.0367 

- 

0.063 

0.094 

0.229 

0.011 

0.217 

- 

- 

Safe 

4GD-B 

0801000700217200 

0.25 

0.05 

(114.01) 

0.04 

0.02 

0.06 

0.05 

0.21 

0.01 

- 

0.0124 

0.0175 

- 

0.030 

0.045 

0.109 

0.005 

0.104 

- 

- 

Safe 

4GM-A 

0801000700210000 

0.25 

0.07 

(112.76) 

0.05 

0.03 

0.08 

0.05 

0.22 

0.02 

- 

0.0153 

0.0217 

- 

0.037 

0.055 

0.135 

0.007 

0.128 

- 

- 

Safe 

4GM-B 

0801000700210100 

0.25 

0.05 

(108.43) 

0.04 

0.02 

0.06 

0.05 

0.22 

0.01 

- 

0.0110 

0.0156 

- 

0.027 

0.040 

0.097 

0.005 

0.092 

- 

- 

Safe 

4 H 

0801000600171000 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0015 

0.0021 

- 

0.004 

0.004 

0.007 

0.001 

0.006 

- 

- 

Safe 

4 JM 

0801000600180200 

0.25 

0.01 

(177.14) 

0.01 

0.01 

0.02 

0.01 

0.05 

0.00 

- 

0.0072 

0.0102 

- 

0.017 

0.020 

0.039 

0.002 

0.037 

- 

- 

Safe 

4 K-A 

0801000600168700 

0.25 

0.00 

- 

0.00 

0.01 

0.01 

0.01 

0.04 

0.00 

- 

0.0033 

0.0046 

- 

0.008 

0.009 

0.017 

0.002 

0.015 

- 

- 

Safe 

4 K-B 

0801000600168800 

0.25 

0.06 

- 

0.06 

0.03 

0.08 

0.04 

0.20 

0.02 

- 

0.0146 

0.0206 

- 

0.035 

0.052 

0.135 

0.014 

0.122 

0.030 

24.66 

Safe 

4 KD 

0801000700191500 

0.25 

0.13 

(106.49) 

0.11 

0.05 

0.16 

0.04 

0.19 

0.04 

0.0100 

0.0260 

0.0490 

- 

0.085 

0.121 

0.282 

0.014 

0.268 

0.090 

33.56 

Safe 



0.25 

0.00 

(200.23) 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

- 

0.0039 

0.0074 

- 

0.011 

0.012 

0.023 

0.001 

0.022 

- 

- 

Safe 

4 KLD 

0801000700198100 

0.22 

0.14 

(104.48) 

0.11 

0.05 

0.16 

0.05 

0.23 

0.04 

- 

0.0255 

0.0480 

- 

0.074 

0.111 

0.275 

0.014 

0.262 

- 

- 

Safe 

4 KLM-A 

0801000700198800 

0.22 

0.19 

(98.80) 

0.15 

0.07 

0.23 

0.05 

0.23 

0.05 

0.0100 

0.0352 

0.0663 

- 

0.112 

0.163 

0.391 

0.020 

0.371 

0.099 

26.68 

Safe 

4 KLM-B 

0801000700198700 

0.22 

0.13 

(95.59) 

0.10 

0.05 

0.15 

0.05 

0.23 

0.03 

0.0100 

0.0238 

0.0448 

- 

0.079 

0.114 

0.267 

0.013 

0.254 

0.108 

42.53 

Safe 

4 KND-A 

0801000700186300 

0.25 

0.03 

(91.42) 

0.03 

0.02 

0.04 

0.03 

0.13 

0.01 

0.0100 

0.0091 

0.0171 

- 

0.036 

0.045 

0.089 

0.004 

0.085 

0.060 

70.99 

Semi Critical 



0.25 

0.02 

(137.47) 

0.01 

0.01 

0.03 

0.02 

0.09 

0.00 

- 

0.0065 

0.0123 

- 

0.019 

0.023 

0.050 

0.003 

0.048 

0.009 

18.95 

Safe 

4 KND-B 

0801000700186400 

0.25 

0.00 

19.65 

0.00 

0.01 

0.01 

0.01 

0.04 

0.00 

- 

0.0027 

0.0051 

- 

0.008 

0.008 

0.017 

0.001 

0.016 

0.030 

183.99 

Over Exploited 



0.25 

0.07 

(110.63) 

0.06 

0.03 

0.08 

0.04 

0.19 

0.02 

- 

0.0139 

0.0262 

- 

0.040 

0.059 

0.144 

0.007 

0.137 

0.027 

19.73 

Safe 

4 KNM 1 

0801000700188100 

0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.25 

0.08 

(110.17) 

0.07 

0.03 

0.09 

0.05 

0.22 

0.02 

- 

0.0137 

0.0259 

- 

0.040 

0.062 

0.156 

0.008 

0.148 

- 

- 

Safe 

4 MD 

0801000600175500 

0.25 

0.01 

- 

0.01 

0.01 

0.02 

0.01 

0.06 

0.00 

- 

0.0060 

0.0085 

- 

0.015 

0.017 

0.034 

0.003 

0.031 

0.030 

97.19 

Critical 



0.25 

0.05 

- 

0.05 

0.03 

0.07 

0.03 

0.15 

0.01 

- 

0.0154 

0.0218 

- 

0.037 

0.051 

0.125 

0.013 

0.113 

0.009 

8.00 

Safe 

4 MLD-B II 

0801000700208600 

0.25 

0.00 

(616.48) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

- 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.004 

0.05 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


4 P 

080100060016900C 

2.023 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.011 

-0.03 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


4 SJM 

080100070019860C 

5.799 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

5.799 

0.05 

0.200 

0.00 

0.00 

0.03 

0.06 

0.00 

-0.03 

-0.02 

0.02 

0.000 

0.18 

0.34 


4 SKM-A 

0801000700211800 

2.762 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.187 

0.04 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

0.00 

0.00 

0.000 

0.07 

0.12 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.575 

0.04 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.01 

-0.01 

0.00 

0.000 

0.10 

0.17 


4 SKM-B 

0801000700211700 

2.601 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.601 

0.04 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.17 

0.29 


4 STR 

0801000700217000 

2.560 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.560 

0.04 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.17 

0.26 


5 BD-A 

0801000700197300 

1.932 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

1.698 

0.08 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.01 

0.000 

0.16 

0.29 







Command 

Younger Alluvium 

0.234 

0.08 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.04 


5 BD-B 

0801000700197400 

2.803 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

2.803 

0.10 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

0.01 

0.01 

0.01 

0.000 

0.18 

0.33 


5 DOL 

0801000700194900 

7.133 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.528 

0.02 

0.200 

0.03 

0.00 

0.02 

0.03 

0.00 

-0.01 

-0.01 

0.12 

0.000 

0.09 

0.16 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.254 

0.02 

0.200 

0.01 

0.00 

0.02 

0.03 

0.00 

-0.03 

-0.02 

0.04 

0.000 

0.08 

0.15 


5GD-A 

0801000700217300 

1.905 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.905 

0.04 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.17 

0.26 


5GD-B 

0801000700217400 

1.864 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.864 

0.04 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.17 

0.27 


5 Gm 

0801000700210400 

2.964 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.964 

0.07 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

-0.01 

-0.01 

0.00 

0.000 

0.17 

0.28 


5 H 

0801000600174900 

3.954 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.791 

-0.06 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.05 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.163 

-0.06 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.00 

0.000 

0.13 

0.20 


5 K 

0801000600165200 

3.258 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.117 

-0.17 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


5 K-A 

0801000600164300 

2.810 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.110 

-0.14 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


5 KD-A 

0801000700191900 

1.392 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.210 

0.07 

0.200 

0.03 

0.00 

0.01 

0.01 

0.00 

0.03 

0.02 

0.12 

0.000 

0.15 

0.25 


5 KD-B 

0801000700191800 

1.737 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.323 

0.06 

0.200 

0.02 

0.00 

0.01 

0.01 

0.00 

0.02 

0.01 

0.06 

0.000 

0.13 

0.23 


5 Kjd 

0803000600560900 

19.893 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

19.846 

0.21 

0.100 

0.00 

0.00 

0.07 

0.10 

0.00 

0.25 

0.13 

0.00 

0.000 

0.19 

0.37 


5 KND 

0801000700186500 

2.173 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.173 

0.02 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.03 

-0.01 

0.00 

0.000 

0.18 

0.31 


5 KNM 1 

0801000700188700 

7.099 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.000 

0.03 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.004 

0.03 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

7.095 

0.03 

0.200 

0.00 

0.00 

0.04 

0.07 

0.00 

-0.07 

-0.04 

0.00 

0.000 

0.17 

0.31 


5 Kyd 

0803000600561400 

32.104 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

32.104 

0.14 

0.100 

0.00 

0.00 

0.17 

0.32 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.18 

0.35 


5 MD-A 

0801000600175600 

2.651 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.651 

-0.07 

0.200 

0.02 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.06 

0.000 

0.17 

0.25 


5 MD-B 

0801000600175200 

2.374 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.374 

-0.06 

0.200 

0.01 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.03 

0.000 

0.17 

0.25 


5 P 

0801000600176300 

3.361 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.115 

-0.03 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.00 

0.000 

0.10 

0.16 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.016 

-0.03 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


5 PSD-A 

0801000700193100 

0.707 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.019 

0.06 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.053 

0.06 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


5 PSD-B 

0801000700193200 

0.862 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.000 

0.06 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.116 

0.06 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.04 


5 PSD-C 

0801000700193300 

2.961 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.932 

0.05 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.01 

0.000 

0.05 

0.10 


5 SKM-A 

0801000700213100 

3.622 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.622 

0.05 

0.200 

0.00 

0.00 

0.03 

0.04 

0.00 

-0.03 

-0.02 

0.00 

0.000 

0.17 

0.29 


5 SKM-B 

0801000700213000 

1.158 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.158 

0.04 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

-0.01 

0.00 

0.000 

0.17 

0.29 


6 Bd 

0803000600561200 

12.690 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

12.690 

0.14 

0.100 

0.00 

0.00 

0.07 

0.12 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.18 

0.34 


6 DOL-A 

0801000700195000 

3.449 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.404 

0.02 

0.200 

0.02 

0.00 

0.02 

0.03 

0.00 

-0.02 

-0.01 

0.06 

0.000 

0.17 

0.32 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.046 

0.02 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


6 DOL-B 

0801000700195100 

2.486 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.486 

0.02 

0.200 

0.02 

0.00 

0.01 

0.02 

0.00 

-0.01 

-0.01 

0.06 

0.000 

0.18 

0.32 


6 GD 

0801000700215800 

2.916 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.502 

0.04 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.14 

0.23 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.414 

0.04 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.04 


6 GM 

0801000700210300 

3.306 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.851 

0.08 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.00 

0.000 

0.09 

0.16 


6 H 

0801000600174200 

2.947 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.947 

-0.04 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.01 

0.000 

0.17 

0.25 


6 K-A 

0801000600164200 

4.033 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.825 

-0.10 

0.200 

0.01 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.03 

0.000 

0.12 

0.18 


6 K-B 

0801000600164100 

2.491 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.079 

-0.09 

0.200 

0.03 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.12 

0.000 

0.14 

0.21 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.355 

-0.09 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.04 


6 KD 

0801000700191200 

2.540 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.503 

0.04 

0.200 

0.01 

0.00 

0.01 

0.02 

0.00 

-0.01 

0.00 

0.03 

0.000 

0.17 

0.29 


6 Kjd 

0803000600561900 

17.256 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

12.818 

0.21 

0.100 

0.00 

0.00 

0.04 

0.06 

0.00 

0.16 

0.08 

0.00 

0.000 

0.14 

0.28 


6 KND-A 

0801000700185800 

1.096 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.105 

0.02 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.03 

0.000 

0.02 

0.03 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.991 

0.02 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.05 

0.000 

0.16 

0.29 


6 KND-B 

0801000700185700 

1.811 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.811 

0.02 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.18 

0.32 


6 MD-A 

0801000600175400 

1.969 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.974 

-0.05 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.03 

0.000 

0.08 

0.13 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.995 

-0.05 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.02 

0.000 

0.08 

0.13 


6 MD-B 

0801000600175300 

2.367 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.192 

-0.03 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.00 

0.000 

0.15 

0.24 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.175 

-0.03 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


6 P 

0801000600169100 

3.405 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.281 

-0.07 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.00 

0.000 

0.11 

0.17 


6 PSD-A 

0801000700193400 

1.733 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.375 

0.05 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.04 

0.07 


6 PSD-B 

0801000700193500 

2.004 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.321 

0.05 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.03 

0.05 


6 PSD-C 

0801000700193600 

1.090 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.170 

0.04 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.05 


6 Sjm(a) 

0803000200503500 

1.846 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

1.846 

0.15 

0.100 

0.00 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.00 

0.000 

0.19 

0.37 


6 SKM-A 

0801000700212300 

1.684 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.684 

0.04 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.17 

0.29 


6 SKM-B 

0801000700212200 

4.122 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.122 

0.03 

0.200 

0.00 

0.00 

0.02 

0.04 

0.00 

-0.04 

-0.02 

0.00 

0.000 

0.17 

0.29 


7 DOL-A 

0801000700195200 

2.218 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.175 

0.02 

0.200 

0.02 

0.00 

0.01 

0.02 

0.00 

-0.01 

0.00 

0.06 

0.000 

0.17 

0.32 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.044 

0.02 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


7 DOL-B 

0801000700195300 

1.741 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.291 

0.02 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

-0.01 

0.00 

0.03 

0.000 

0.13 

0.24 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

4 P 

0801000600169000 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

4 SJM 

0801000700198600 

0.22 

0.23 

(107.10) 

0.19 

0.09 

0.28 

0.05 

0.23 

0.06 

- 

0.0427 

0.0804 

- 

0.123 

0.186 

0.461 

0.023 

0.438 

0.018 

4.11 

Safe 

4 SKM-A 

0801000700211800 

0.25 

0.02 

(122.00) 

0.02 

0.02 

0.04 

0.02 

0.09 

0.01 

- 

0.0087 

0.0164 

- 

0.025 

0.031 

0.067 

0.003 

0.064 

- 

- 

Safe 



0.25 

0.04 

(116.64) 

0.03 

0.02 

0.06 

0.03 

0.12 

0.01 

- 

0.0116 

0.0218 

- 

0.033 

0.044 

0.099 

0.005 

0.094 

- 

- 

Safe 

4 SKM-B 

0801000700211700 

0.25 

0.11 

(112.14) 

0.09 

0.05 

0.13 

0.05 

0.22 

0.03 

- 

0.0255 

0.0361 

- 

0.062 

0.092 

0.227 

0.011 

0.215 

- 

- 

Safe 

4 STR 

0801000700217000 

0.25 

0.11 

(113.93) 

0.09 

0.04 

0.13 

0.05 

0.21 

0.03 

- 

0.0251 

0.0355 

- 

0.061 

0.091 

0.221 

0.011 

0.210 

- 

- 

Safe 

5 BD-A 

0801000700197300 

0.22 

0.06 

(100.17) 

0.05 

0.03 

0.07 

0.04 

0.20 

0.02 

- 

0.0125 

0.0235 

- 

0.036 

0.052 

0.125 

0.006 

0.119 

0.009 

7.56 

Safe 



0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.01 

0.03 

0.00 

- 

0.0017 

0.0032 

- 

0.005 

0.005 

0.010 

0.000 

0.009 

- 

- 

Safe 

5 BD-B 

0801000700197400 

0.22 

0.11 

(94.95) 

0.09 

0.04 

0.13 

0.05 

0.23 

0.03 

- 

0.0206 

0.0388 

- 

0.060 

0.089 

0.222 

0.011 

0.210 

0.009 

4.28 

Safe 

5 DOL 

0801000700194900 

0.25 

0.08 

(108.48) 

0.06 

0.05 

0.12 

0.02 

0.11 

0.02 

0.0100 

0.0260 

0.0489 

- 

0.085 

0.106 

0.223 

0.011 

0.212 

0.120 

56.66 

Safe 



0.25 

0.07 

(123.70) 

0.05 

0.05 

0.10 

0.02 

0.10 

0.02 

- 

0.0239 

0.0451 

- 

0.069 

0.087 

0.190 

0.010 

0.181 

0.036 

19.90 

Safe 

5GD-A 

0801000700217300 

0.25 

0.08 

(113.78) 

0.06 

0.03 

0.10 

0.05 

0.21 

0.02 

- 

0.0187 

0.0264 

- 

0.045 

0.068 

0.165 

0.008 

0.156 

- 

- 

Safe 

5GD-B 

0801000700217400 

0.25 

0.08 

(113.94) 

0.06 

0.03 

0.09 

0.05 

0.21 

0.02 

- 

0.0183 

0.0258 

- 

0.044 

0.066 

0.161 

0.008 

0.153 

- 

- 

Safe 

5 Gm 

0801000700210400 

0.25 

0.13 

(105.75) 

0.10 

0.05 

0.15 

0.05 

0.22 

0.03 

- 

0.0291 

0.0411 

- 

0.070 

0.105 

0.257 

0.013 

0.244 

- 

- 

Safe 

5 H 

0801000600174900 

0.25 

0.01 

- 

0.01 

0.01 

0.02 

0.01 

0.04 

0.00 

- 

0.0078 

0.0110 

- 

0.019 

0.021 

0.041 

0.004 

0.037 

- 

- 

Safe 



0.25 

0.11 

- 

0.11 

0.06 

0.16 

0.04 

0.17 

0.03 

- 

0.0310 

0.0438 

- 

0.075 

0.105 

0.265 

0.026 

0.238 

- 

- 

Safe 

5 K 

0801000600165200 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0014 

0.0016 

- 

0.003 

0.003 

0.006 

0.001 

0.005 

- 

- 

Safe 

5 K-A 

0801000600164300 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0011 

0.0015 

- 

0.003 

0.003 

0.005 

0.000 

0.004 

- 

- 

Safe 

5 KD-A 

0801000700191900 

0.25 

0.05 

(62.98) 

0.04 

0.02 

0.05 

0.04 

0.19 

0.01 

0.0100 

0.0089 

0.0168 

- 

0.036 

0.048 

0.103 

0.005 

0.098 

0.120 

co 

c\i 

CM 

Over Exploited 

5 KD-B 

0801000700191800 

0.25 

0.04 

(79.70) 

0.03 

0.02 

0.06 

0.04 

0.17 

0.01 

0.0100 

0.0097 

0.0183 

- 

0.038 

0.050 

0.105 

0.005 

0.100 

0.060 

60.01 

Safe 

5 Kjd 

0803000600560900 

0.20 

0.75 

(82.88) 

0.60 

0.17 

0.77 

0.05 

0.24 

0.20 

- 

0.0973 

0.1375 

- 

0.235 

0.433 

1.200 

0.060 

1.140 

- 

- 

Safe 

5 KND 

0801000700186500 

0.25 

0.10 

(115.62) 

0.08 

0.03 

0.11 

0.05 

0.22 

0.03 

- 

0.0160 

0.0301 

- 

0.046 

0.072 

0.182 

0.009 

0.173 

- 

- 

Safe 

5 KNM 1 

0801000700188700 

0.25 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.25 

0.31 

(111.97) 

0.25 

0.11 

0.36 

0.05 

0.22 

0.08 

- 

0.0522 

0.0983 

- 

0.151 

0.235 

0.592 

0.030 

0.562 

- 

- 

Safe 

5 Kyd 

0803000600561400 

0.20 

1.17 

(100.92) 

0.94 

0.48 

1.42 

0.05 

0.23 

0.32 

- 

0.2361 

0.4449 

- 

0.681 

0.996 

2.418 

0.121 

2.297 

- 

- 

Safe 

5 MD-A 

0801000600175600 

0.25 

0.11 

- 

0.11 

0.05 

0.16 

0.05 

0.21 

0.03 

0.0100 

0.0260 

0.0367 

- 

0.073 

0.104 

0.260 

0.026 

0.234 

0.060 

25.62 

Safe 

5 MD-B 

0801000600175200 

0.25 

0.10 

- 

0.10 

0.04 

0.14 

0.05 

0.21 

0.03 

- 

0.0233 

0.0329 

- 

0.056 

0.084 

0.224 

0.022 

0.202 

0.030 

14.87 

Safe 

5 P 

0801000600176300 

0.25 

0.06 

- 

0.06 

0.04 

0.09 

0.03 

0.13 

0.02 

- 

0.0207 

0.0293 

- 

0.050 

0.066 

0.158 

0.016 

0.142 

- 

- 

Safe 



0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

- 

- 

Safe 

5 PSD-A 

0801000700193100 

0.25 

0.00 

(538.99) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0001 

0.0003 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

- 

- 

Safe 



0.25 

0.00 

(158.16) 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0004 

0.0007 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

- 

- 

Safe 

5 PSD-B 

0801000700193200 

0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.25 

0.00 

(129.60) 

0.00 

0.00 

0.00 

0.01 

0.03 

0.00 

- 

0.0009 

0.0016 

- 

0.003 

0.003 

0.005 

0.000 

0.005 

- 

- 

Safe 

5 PSD-C 

0801000700193300 

0.25 

0.01 

(120.39) 

0.01 

0.01 

0.02 

0.01 

0.07 

0.00 

- 

0.0069 

0.0129 

- 

0.020 

0.023 

0.048 

0.002 

0.046 

0.009 

19.76 

Safe 

5 SKM-A 

0801000700213100 

0.25 

0.15 

(110.37) 

0.12 

0.06 

0.19 

0.05 

0.22 

0.04 

- 

0.0355 

0.0502 

- 

0.086 

0.128 

0.315 

0.016 

0.299 

- 

- 

Safe 

5 SKM-B 

0801000700213000 

0.25 

0.05 

(112.35) 

0.04 

0.02 

0.06 

0.05 

0.22 

0.01 

- 

0.0114 

0.0160 

- 

0.027 

0.041 

0.101 

0.005 

0.096 

- 

- 

Safe 

6 Bd 

0803000600561200 

0.20 

0.46 

(101.96) 

0.37 

0.19 

0.56 

0.05 

0.23 

0.12 

- 

0.0933 

0.1759 

- 

0.269 

0.393 

0.952 

0.048 

0.904 

- 

- 

Safe 

6 DOL-A 

0801000700195000 

0.25 

0.15 

(108.06) 

0.12 

0.05 

0.17 

0.05 

0.22 

0.04 

0.0100 

0.0250 

0.0472 

- 

0.082 

0.123 

0.295 

0.015 

0.280 

0.060 

21.44 

Safe 



0.25 

0.00 

(1,217.42) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0006 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

- 

- 

Safe 

6 DOL-B 

0801000700195100 

0.25 

0.11 

(105.26) 

0.09 

0.04 

0.13 

0.05 

0.23 

0.03 

0.0100 

0.0183 

0.0345 

- 

0.063 

0.093 

0.220 

0.011 

0.209 

0.060 

28.77 

Safe 

6 GD 

0801000700215800 

0.25 

0.09 

(116.24) 

0.07 

0.04 

0.12 

0.04 

0.18 

0.03 

- 

0.0245 

0.0347 

- 

0.059 

0.084 

0.200 

0.010 

0.190 

- 

- 

Safe 



0.25 

0.00 

(197.50) 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

- 

0.0041 

0.0057 

- 

0.010 

0.010 

0.020 

0.001 

0.019 

- 

- 

Safe 

6 GM 

0801000700210300 

0.25 

0.04 

(101.37) 

0.04 

0.03 

0.07 

0.03 

0.12 

0.01 

- 

0.0182 

0.0256 

- 

0.044 

0.056 

0.123 

0.006 

0.117 

- 

- 

Safe 

6 H 

0801000600174200 

0.25 

0.12 

- 

0.12 

0.05 

0.17 

0.05 

0.21 

0.03 

- 

0.0289 

0.0408 

- 

0.070 

0.104 

0.278 

0.028 

0.250 

0.009 

3.59 

Safe 

6 K-A 

0801000600164200 

0.25 

0.08 

- 

0.08 

0.05 

0.13 

0.03 

0.15 

0.02 

- 

0.0277 

0.0391 

- 

0.067 

0.090 

0.221 

0.022 

0.199 

0.030 

15.05 

Safe 

6 K-B 

0801000600164100 

0.25 

0.07 

- 

0.07 

0.04 

0.11 

0.04 

0.18 

0.02 

0.0100 

0.0204 

0.0288 

- 

0.059 

0.080 

0.188 

0.019 

0.169 

0.120 

70.97 

Semi Critical 



0.25 

0.00 

- 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

- 

0.0035 

0.0049 

- 

0.008 

0.009 

0.017 

0.002 

0.016 

0.009 

57.89 

Safe 

6 KD 

0801000700191200 

0.25 

0.11 

(103.67) 

0.09 

0.04 

0.12 

0.05 

0.22 

0.03 

- 

0.0184 

0.0347 

- 

0.053 

0.082 

0.206 

0.010 

0.196 

0.030 

15.31 

Safe 

6 Kjd 

0803000600561900 

0.20 

0.37 

(77.87) 

0.29 

0.11 

0.40 

0.04 

0.18 

0.10 

- 

0.0629 

0.0888 

- 

0.152 

0.248 

0.647 

0.032 

0.615 

- 

- 

Safe 

6 KND-A 

0801000700185800 

0.25 

0.00 

983.10 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0008 

0.0015 

- 

0.002 

0.002 

0.004 

0.000 

0.004 

0.030 

705.19 

Over Exploited 



0.25 

0.04 

(103.03) 

0.03 

0.02 

0.05 

0.04 

0.20 

0.01 

0.0100 

0.0073 

0.0137 

- 

0.031 

0.042 

0.089 

0.004 

0.084 

0.045 

53.31 

Safe 

6 KND-B 

0801000700185700 

0.25 

0.08 

(115.35) 

0.06 

0.03 

0.09 

0.05 

0.23 

0.02 

- 

0.0133 

0.0251 

- 

0.038 

0.060 

0.152 

0.008 

0.145 

- 

- 

Safe 

6 MD-A 

0801000600175400 

0.25 

0.02 

- 

0.02 

0.02 

0.04 

0.02 

0.11 

0.01 

- 

0.0096 

0.0135 

- 

0.023 

0.029 

0.066 

0.007 

0.059 

0.030 

50.68 

Safe 



0.25 

0.02 

- 

0.02 

0.02 

0.04 

0.02 

0.11 

0.01 

- 

0.0098 

0.0138 

- 

0.024 

0.029 

0.068 

0.007 

0.061 

0.018 

29.57 

Safe 

6 MD-B 

0801000600175300 

0.25 

0.08 

- 

0.08 

0.04 

0.12 

0.04 

0.20 

0.02 

- 

0.0215 

0.0304 

- 

0.052 

0.076 

0.198 

0.020 

0.179 

- 

- 

Safe 



0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0017 

0.0024 

- 

0.004 

0.004 

0.008 

0.001 

0.007 

- 

- 

Safe 

6 P 

0801000600169100 

0.25 

0.06 

- 

0.06 

0.04 

0.10 

0.03 

0.14 

0.02 

- 

0.0224 

0.0316 

- 

0.054 

0.072 

0.175 

0.018 

0.158 

- 

- 

Safe 

6 PSD-A 

0801000700193400 

0.25 

0.00 

(133.78) 

0.00 

0.01 

0.01 

0.01 

0.05 

0.00 

- 

0.0028 

0.0052 

- 

0.008 

0.009 

0.018 

0.001 

0.017 

0.009 

53.71 

Safe 

6 PSD-B 

0801000700193500 

0.25 

0.00 

(153.40) 

0.00 

0.00 

0.01 

0.01 

0.04 

0.00 

- 

0.0024 

0.0044 

- 

0.007 

0.007 

0.014 

0.001 

0.013 

0.009 

66.79 

Safe 

6 PSD-C 

0801000700193600 

0.25 

0.00 

(160.01) 

0.00 

0.00 

0.00 

0.01 

0.03 

0.00 

- 

0.0013 

0.0024 

- 

0.004 

0.004 

0.007 

0.000 

0.007 

- 

- 

Safe 

6 Sjm(a) 

0803000200503500 

0.20 

0.07 

(103.14) 

0.06 

0.03 

0.09 

0.05 

0.24 

0.02 

- 

0.0181 

0.0256 

- 

0.044 

0.062 

0.149 

0.007 

0.142 

- 

- 

Safe 

6 SKM-A 

0801000700212300 

0.25 

0.07 

(113.21) 

0.06 

0.03 

0.09 

0.05 

0.22 

0.02 

- 

0.0165 

0.0233 

- 

0.040 

0.060 

0.147 

0.007 

0.139 

- 

- 

Safe 

6 SKM-B 

0801000700212200 

0.25 

0.18 

(112.96) 

0.14 

0.06 

0.21 

0.05 

0.22 

0.05 

- 

0.0303 

0.0571 

- 

0.087 

0.136 

0.341 

0.017 

0.324 

- 

- 

Safe 

7 DOL-A 

0801000700195200 

0.25 

0.09 

(103.91) 

0.08 

0.03 

0.11 

0.05 

0.22 

0.03 

0.0100 

0.0160 

0.0301 

- 

0.056 

0.082 

0.191 

0.010 

0.182 

0.060 

33.01 

Safe 



0.25 

0.00 

(888.59) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0006 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

- 

- 

Safe 

7 DOL-B 

0801000700195300 

0.25 

0.04 

(107.52) 

0.03 

0.02 

0.05 

0.04 

0.17 

0.01 

- 

0.0095 

0.0179 

- 

0.027 

0.039 

0.093 

0.005 

0.088 

0.030 

33.94 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.450 

0.02 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

-0.01 

0.00 

0.01 

0.000 

0.05 

0.08 


7GD-A 

0801000700215700 

1.640 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.640 

0.04 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.17 

0.27 


7GD-B 

0801000700215600 

1.312 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.312 

0.04 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

-0.01 

0.00 

0.000 

0.17 

0.27 


7 GM 

0801000700210500 

2.049 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.031 

0.09 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.00 

0.000 

0.17 

0.28 


7 H 

0801000600171100 

3.889 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.335 

-0.05 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


7 KA 

0801000600163800 

3.648 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.576 

-0.13 

0.200 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.03 

0.000 

0.03 

0.04 






Ghaggar River Bed 

Command 

Younger Alluvium 

0.169 

-0.13 

0.200 

0.00 

0.00 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


7 KD-A 

0801000700191400 

3.088 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.088 

0.02 

0.200 

0.02 

0.00 

0.02 

0.03 

0.00 

-0.01 

-0.01 

0.09 

0.000 

0.17 

0.30 


7 KD-B 

0801000700191300 

2.855 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.855 

0.02 

0.200 

0.03 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.12 

0.000 

0.17 

0.30 


7 Kid 

0803000600563300 

9.632 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

9.632 

0.11 

0.100 

0.00 

0.00 

0.05 

0.09 

0.00 

-0.04 

-0.02 

0.00 

0.000 

0.18 

0.35 


7 KND-A 

0801000700186600 

2.681 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.681 

0.02 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

-0.03 

-0.02 

0.00 

0.000 

0.18 

0.31 


7 KND-B 

0801000700186700 

1.733 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.733 

0.02 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.18 

0.32 


7 KPD 

0801000700200100 

10.940 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

3.399 

0.08 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.01 

0.000 

0.06 

0.11 


7 MD 

0801000600174800 

2.257 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.257 

-0.04 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.00 

0.000 

0.17 

0.25 


7 P 

0801000600176200 

3.765 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.765 

-0.07 

0.200 

0.00 

0.00 

0.03 

0.04 

0.00 

0.00 

0.00 

0.00 

0.000 

0.17 

0.25 


7 Phm 

0803000600563600 

8.028 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

7.980 

0.17 

0.100 

0.00 

0.00 

0.04 

0.08 

0.00 

0.01 

0.01 

0.00 

0.000 

0.19 

0.36 


7 SKM-A 

0801000700212900 

1.640 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.640 

0.04 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.17 

0.29 


7 SKM-B 

0801000700212800 

2.238 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.238 

0.04 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.17 

0.29 


8 DOL-A 

0801000700195400 

5.205 

Fresh 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

0.274 

0.02 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 







Command 

Younger Alluvium 

1.630 

0.02 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.06 

0.10 





Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

3.036 

0.02 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

-0.03 

-0.02 

0.00 

0.000 

0.10 

0.19 







Command 

Younger Alluvium 

0.265 

0.02 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


8 DOL-B 

0801000700195500 

2.729 

Fresh 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

0.806 

0.02 

0.200 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

-0.01 

0.00 

0.000 

0.05 

0.10 







Command 

Younger Alluvium 

1.923 

0.02 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.13 

0.23 


8 GD-A 

0801000700215500 

1.593 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.593 

0.04 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.17 

0.27 


8 GD-B 

0801000700215400 

1.771 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.771 

0.04 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.17 

0.27 


8 GM-A 

0801000700210600 

2.203 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.469 

0.07 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.11 

0.19 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.734 

0.07 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.06 

0.09 


8 GM-B 

0801000700210700 

2.115 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.931 

0.08 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.00 

0.000 

0.15 

0.25 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.184 

0.08 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


8 H 

0801000600174100 

1.654 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.654 

-0.02 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.00 

0.000 

0.17 

0.25 


8 K-A 

0801000600164000 

1.171 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.078 

-0.09 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.024 

-0.09 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.15 

0.22 


8 K-B 

0801000600163900 

2.414 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.005 

-0.09 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.275 

-0.09 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.09 

0.13 


8 KD 

0801000700191100 

3.569 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.804 

0.04 

0.200 

0.02 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.09 

0.000 

0.14 

0.24 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.284 

0.04 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


8 KND-A 

0801000700185600 

1.331 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.331 

0.02 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.18 

0.32 


8 KND-B 

0801000700185500 

1.770 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.770 

0.02 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.18 

0.32 


8 Kyd 

0803000600561300 

10.193 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

10.193 

0.17 

0.100 

0.00 

0.00 

0.05 

0.10 

0.00 

0.02 

0.01 

0.00 

0.000 

0.18 

0.34 


8 MD 

0801000600174700 

1.953 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.681 

0.01 

0.200 

0.01 

0.00 

0.01 

0.02 

0.00 

-0.02 

-0.01 

0.03 

0.000 

0.14 

0.22 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.272 

0.01 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.04 


8 P 

0801000600169200 

3.218 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.218 

-0.08 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.00 

0.000 

0.17 

0.25 


8 PSD-B 

0801000700194200 

5.286 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.946 

0.04 

0.200 

0.06 

0.00 

0.01 

0.01 

0.00 

0.05 

0.03 

0.01 

0.181 

0.03 

0.06 


8 SKM-A 

0801000700212400 

3.473 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.473 

0.02 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

-0.04 

-0.02 

0.01 

0.000 

0.17 

0.30 


8 SKM-B 

0801000700212500 

3.220 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.220 

0.03 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

-0.03 

-0.02 

0.00 

0.000 

0.17 

0.30 


9 DOL-A 

0801000700195600 

1.678 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.944 

0.02 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.03 

0.000 

0.10 

0.18 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.733 

0.02 

0.200 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

0.00 

0.01 

0.000 

0.08 

0.14 


9 DOL-B 

0801000700195700 

3.683 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.928 

0.02 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

-0.01 

0.00 

0.000 

0.04 

0.08 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.755 

0.02 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

-0.03 

-0.02 

0.01 

0.000 

0.13 

0.24 


9GD-A 

0801000700215300 

2.003 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.790 

0.04 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

0.00 

0.00 

0.000 

0.07 

0.10 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.214 

0.04 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

-0.01 

0.00 

0.000 

0.10 

0.16 


9GD-B 

0801000700215200 

2.329 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.708 

0.04 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

0.00 

0.00 

0.000 

0.05 

0.08 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.620 

0.04 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.01 

-0.01 

0.00 

0.000 

0.12 

0.19 


9 GM 

0801000700210800 

2.905 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.905 

0.08 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.00 

0.000 

0.17 

0.28 


9 H 

0801000600171200 

4.352 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.835 

-0.01 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.00 

0.000 

0.11 

0.17 


9 K-A 

0801000600163400 

5.323 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.016 

-0.09 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


9 KD-A 

0801000700191000 

2.900 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.434 

0.03 

0.200 

0.05 

0.01 

0.01 

0.02 

0.00 

0.01 

0.01 

0.18 

0.000 

0.15 

0.26 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.466 

0.03 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.03 

0.05 


9 KD-B 

0801000700190900 

3.797 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.797 

0.02 

0.200 

0.00 

0.00 

0.02 

0.04 

0.00 

-0.04 

-0.03 

0.00 

0.000 

0.17 

0.31 


9 KND-A 

0801000700186800 

1.425 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.425 

0.02 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

-0.01 

0.00 

0.03 

0.000 

0.18 

0.32 


9 KND-B 

0801000700186900 

1.476 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.476 

0.02 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.18 

0.32 


9 MD 

0801000600174600 

1.190 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.190 

0.03 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

-0.01 

0.00 

0.000 

0.17 

0.26 


9 P 

0801000600175800 

3.174 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.174 

-0.08 

0.200 

0.01 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.03 

0.000 

0.17 

0.25 


9 SKM-A 

0801000700212700 

5.429 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.000 

0.04 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.004 

0.04 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.425 

0.04 

0.200 

0.00 

0.00 

0.04 

0.05 

0.00 

-0.05 

-0.03 

0.00 

0.000 

0.17 

0.29 


9 SKM-B 

0801000700212600 

5.599 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.003 

0.03 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 


(27) 

(2s; 

(29; 

(30; 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.25 

0.01 

(158.08) 

0.00 

0.01 

0.01 

0.01 

0.06 

0.00 

- 

0.0033 

0.0062 

- 

0.010 

0.011 

0.022 

0.001 

0.021 

0.009 

43.04 

Safe 

7GD-A 

0801000700215700 

0.25 

0.07 

(113.95) 

0.06 

0.03 

0.08 

0.05 

0.21 

0.02 

- 

0.0161 

0.0227 

- 

0.039 

0.058 

0.142 

0.007 

0.135 

- 

- 

Safe 

7GD-B 

0801000700215600 

0.25 

0.06 

(113.98) 

0.04 

0.02 

0.07 

0.05 

0.22 

0.02 

- 

0.0129 

0.0182 

- 

0.031 

0.046 

0.113 

0.006 

0.108 

- 

- 

Safe 

7 GM 

0801000700210500 

0.25 

0.09 

(99.77) 

0.07 

0.04 

0.10 

0.05 

0.21 

0.02 

- 

0.0199 

0.0281 

- 

0.048 

0.072 

0.175 

0.009 

0.167 

- 

- 

Safe 

7 H 

0801000600171100 

0.25 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0033 

0.0046 

- 

0.008 

0.008 

0.015 

0.002 

0.014 

- 

- 

Safe 

7 KA 

0801000600163800 

0.25 

0.00 

- 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

- 

0.0056 

0.0080 

- 

0.014 

0.015 

0.028 

0.003 

0.026 

0.030 

117.14 

Over Exploited 



0.25 

0.00 

- 

0.00 

0.04 

0.04 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.041 

0.004 

0.037 

- 

- 

Safe 

7KD-A 

0801000700191400 

0.25 

0.13 

(105.62) 

0.11 

0.05 

0.15 

0.05 

0.22 

0.04 

0.0100 

0.0227 

0.0428 

- 

0.076 

0.112 

0.267 

0.013 

0.253 

0.090 

35.52 

Safe 

7KD-B 

0801000700191300 

0.25 

0.12 

(100.89) 

0.10 

0.04 

0.14 

0.05 

0.22 

0.03 

0.0100 

0.0210 

0.0396 

- 

0.071 

0.105 

0.248 

0.012 

0.235 

0.120 

51.00 

Safe 

7 Kid 

0803000600563300 

0.20 

0.35 

(106.09) 

0.28 

0.15 

0.43 

0.05 

0.23 

0.09 

- 

0.0708 

0.1335 

- 

0.204 

0.299 

0.727 

0.036 

0.690 

- 

- 

Safe 

7 KND-A 

0801000700186600 

0.25 

0.12 

(115.61) 

0.09 

0.04 

0.14 

0.05 

0.22 

0.03 

- 

0.0197 

0.0371 

- 

0.057 

0.089 

0.225 

0.011 

0.214 

- 

- 

Safe 

7 KND-B 

0801000700186700 

0.25 

0.08 

(115.46) 

0.06 

0.03 

0.09 

0.05 

0.22 

0.02 

- 

0.0127 

0.0240 

- 

0.037 

0.058 

0.146 

0.007 

0.138 

- 

- 

Safe 

7 KPD 

0801000700200100 

0.22 

0.04 

(94.54) 

0.03 

0.05 

0.09 

0.02 

0.07 

0.01 

- 

0.0250 

0.0471 

- 

0.072 

0.083 

0.170 

0.008 

0.161 

0.009 

5.58 

Safe 

7 MD 

0801000600174800 

0.25 

0.09 

- 

0.09 

0.04 

0.13 

0.05 

0.21 

0.03 

- 

0.0221 

0.0313 

- 

0.053 

0.080 

0.213 

0.021 

0.192 

- 

- 

Safe 

7 P 

0801000600176200 

0.25 

0.16 

- 

0.16 

0.07 

0.22 

0.05 

0.21 

0.04 

- 

0.0369 

0.0522 

- 

0.089 

0.133 

0.355 

0.036 

0.320 

- 

- 

Safe 

7 Phm 

0803000600563600 

0.20 

0.30 

(97.50) 

0.24 

0.12 

0.36 

0.05 

0.24 

0.08 

- 

0.0587 

0.1106 

- 

0.169 

0.249 

0.608 

0.030 

0.578 

- 

- 

Safe 

7 SKM-A 

0801000700212900 

0.25 

0.07 

(113.15) 

0.06 

0.03 

0.08 

0.05 

0.22 

0.02 

- 

0.0161 

0.0227 

- 

0.039 

0.058 

0.143 

0.007 

0.135 

- 

- 

Safe 

7 SKM-B 

0801000700212800 

0.25 

0.10 

(113.80) 

0.08 

0.04 

0.12 

0.05 

0.22 

0.03 

- 

0.0219 

0.0310 

- 

0.053 

0.079 

0.195 

0.010 

0.185 

- 

- 

Safe 

8 DOL-A 

0801000700195400 

0.22 

0.00 

(399.09) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0020 

0.0038 

- 

0.006 

0.006 

0.011 

0.001 

0.010 

- 

- 

Safe 



0.25 

0.02 

(143.63) 

0.02 

0.03 

0.04 

0.02 

0.07 

0.01 

- 

0.0120 

0.0226 

- 

0.035 

0.041 

0.084 

0.004 

0.080 

- 

- 

Safe 



0.22 

0.07 

(126.59) 

0.06 

0.05 

0.10 

0.03 

0.13 

0.02 

- 

0.0223 

0.0421 

- 

0.064 

0.083 

0.186 

0.009 

0.177 

- 

- 

Safe 



0.25 

0.00 

(364.67) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0019 

0.0037 

- 

0.006 

0.006 

0.010 

0.001 

0.010 

- 

- 

Safe 

8 DOL-B 

0801000700195500 

0.22 

0.01 

(153.25) 

0.01 

0.01 

0.02 

0.01 

0.07 

0.00 

- 

0.0059 

0.0112 

- 

0.017 

0.020 

0.040 

0.002 

0.038 

- 

- 

Safe 



0.25 

0.06 

(119.74) 

0.05 

0.03 

0.08 

0.03 

0.16 

0.02 

- 

0.0141 

0.0267 

- 

0.041 

0.057 

0.136 

0.007 

0.129 

- 

- 

Safe 

8 GD-A 

0801000700215500 

0.25 

0.07 

(114.04) 

0.05 

0.03 

0.08 

0.05 

0.22 

0.02 

- 

0.0156 

0.0221 

- 

0.038 

0.056 

0.138 

0.007 

0.131 

- 

- 

Safe 

8 GD-B 

0801000700215400 

0.25 

0.07 

(113.83) 

0.06 

0.03 

0.09 

0.05 

0.22 

0.02 

- 

0.0174 

0.0245 

- 

0.042 

0.063 

0.153 

0.008 

0.145 

- 

- 

Safe 

8 GM-A 

0801000700210600 

0.25 

0.04 

(106.51) 

0.03 

0.03 

0.06 

0.03 

0.14 

0.01 

- 

0.0144 

0.0204 

- 

0.035 

0.046 

0.105 

0.005 

0.100 

- 

- 

Safe 



0.25 

0.01 

(113.53) 

0.01 

0.01 

0.02 

0.02 

0.07 

0.00 

- 

0.0072 

0.0102 

- 

0.017 

0.020 

0.041 

0.002 

0.039 

- 

- 

Safe 

8 GM-B 

0801000700210700 

0.25 

0.07 

(103.21) 

0.06 

0.03 

0.09 

0.04 

0.20 

0.02 

- 

0.0189 

0.0268 

- 

0.046 

0.066 

0.160 

0.008 

0.152 

- 

- 

Safe 



0.25 

0.00 

(129.60) 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0018 

0.0025 

- 

0.004 

0.004 

0.008 

0.000 

0.008 

- 

- 

Safe 

8 H 

0801000600174100 

0.25 

0.07 

- 

0.07 

0.03 

0.10 

0.05 

0.21 

0.02 

- 

0.0162 

0.0229 

- 

0.039 

0.059 

0.156 

0.016 

0.141 

- 

- 

Safe 

8 K-A 

0801000600164000 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0008 

0.0011 

- 

0.002 

0.002 

0.004 

0.000 

0.003 

- 

- 

Safe 



0.25 

0.04 

- 

0.04 

0.02 

0.06 

0.04 

0.19 

0.01 

- 

0.0100 

0.0142 

- 

0.024 

0.035 

0.090 

0.009 

0.081 

- 

- 

Safe 

8 K-B 

0801000600163900 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.25 

0.03 

- 

0.03 

0.02 

0.05 

0.02 

0.11 

0.01 

- 

0.0125 

0.0177 

- 

0.030 

0.038 

0.088 

0.009 

0.079 

- 

- 

Safe 

8 KD 

0801000700191100 

0.25 

0.10 

(101.99) 

0.08 

0.04 

0.12 

0.04 

0.17 

0.03 

0.0100 

0.0206 

0.0389 

- 

0.070 

0.096 

0.215 

0.011 

0.205 

0.090 

43.97 

Safe 



0.25 

0.00 

(243.55) 

0.00 

0.00 

0.01 

0.00 

0.02 

0.00 

- 

0.0021 

0.0039 

- 

0.006 

0.006 

0.011 

0.001 

0.011 

- 

- 

Safe 

8 KND-A 

0801000700185600 

0.25 

0.06 

(115.10) 

0.05 

0.02 

0.07 

0.05 

0.23 

0.02 

- 

0.0098 

0.0185 

- 

0.028 

0.044 

0.112 

0.006 

0.106 

- 

- 

Safe 

8 KND-B 

0801000700185500 

0.25 

0.08 

(114.94) 

0.06 

0.03 

0.09 

0.05 

0.23 

0.02 

- 

0.0130 

0.0245 

- 

0.038 

0.059 

0.149 

0.007 

0.141 

- 

- 

Safe 

8 Kyd 

0803000600561300 

0.20 

0.37 

(96.69) 

0.30 

0.15 

0.45 

0.05 

0.23 

0.10 

- 

0.0750 

0.1413 

- 

0.216 

0.316 

0.767 

0.038 

0.728 

- 

- 

Safe 

8 MD 

0801000600174700 

0.25 

0.06 

(117.59) 

0.05 

0.03 

0.08 

0.04 

0.18 

0.02 

- 

0.0165 

0.0233 

- 

0.040 

0.057 

0.134 

0.007 

0.128 

0.030 

23.51 

Safe 



0.25 

0.00 

(271.68) 

0.00 

0.00 

0.01 

0.01 

0.03 

0.00 

- 

0.0027 

0.0038 

- 

0.006 

0.007 

0.013 

0.001 

0.012 

- 

- 

Safe 

8 P 

0801000600169200 

0.25 

0.13 

- 

0.13 

0.06 

0.19 

0.05 

0.21 

0.04 

- 

0.0316 

0.0446 

- 

0.076 

0.114 

0.304 

0.030 

0.273 

- 

- 

Safe 

8 PSD-B 

0801000700194200 

0.25 

0.01 

296.16 

0.01 

0.01 

0.02 

0.01 

0.04 

0.00 

- 

0.0070 

0.0131 

- 

0.020 

0.022 

0.046 

0.002 

0.043 

0.190 

435.96 

Over Exploited 

8 SKM-A 

0801000700212400 

0.25 

0.15 

(114.39) 

0.12 

0.05 

0.17 

0.05 

0.22 

0.04 

- 

0.0255 

0.0481 

- 

0.074 

0.115 

0.288 

0.014 

0.274 

0.009 

3.29 

Safe 

8 SKM-B 

0801000700212500 

0.25 

0.14 

(113.87) 

0.11 

0.05 

0.16 

0.05 

0.22 

0.04 

- 

0.0237 

0.0446 

- 

0.068 

0.106 

0.267 

0.013 

0.254 

- 

- 

Safe 

9 DOL-A 

0801000700195600 

0.25 

0.02 

(103.38) 

0.02 

0.01 

0.03 

0.03 

0.13 

0.01 

- 

0.0069 

0.0131 

- 

0.020 

0.026 

0.060 

0.003 

0.057 

0.030 

52.66 

Safe 



0.25 

0.01 

(134.35) 

0.01 

0.01 

0.02 

0.02 

0.10 

0.00 

- 

0.0054 

0.0102 

- 

0.016 

0.019 

0.042 

0.002 

0.040 

0.009 

22.42 

Safe 

9 DOL-B 

0801000700195700 

0.25 

0.01 

(158.67) 

0.01 

0.01 

0.02 

0.01 

0.06 

0.00 

- 

0.0068 

0.0129 

- 

0.020 

0.023 

0.045 

0.002 

0.043 

- 

- 

Safe 



0.25 

0.09 

(119.94) 

0.07 

0.04 

0.12 

0.04 

0.17 

0.02 

- 

0.0203 

0.0382 

- 

0.058 

0.083 

0.199 

0.010 

0.189 

0.009 

4.75 

Safe 

9GD-A 

0801000700215300 

0.25 

0.01 

(135.26) 

0.01 

0.01 

0.02 

0.02 

0.08 

0.00 

- 

0.0077 

0.0109 

- 

0.019 

0.022 

0.047 

0.002 

0.044 

- 

- 

Safe 



0.25 

0.03 

(123.03) 

0.02 

0.02 

0.05 

0.03 

0.13 

0.01 

- 

0.0119 

0.0168 

- 

0.029 

0.037 

0.083 

0.004 

0.079 

- 

- 

Safe 

9GD-B 

0801000700215200 

0.25 

0.01 

(144.26) 

0.01 

0.01 

0.02 

0.01 

0.07 

0.00 

- 

0.0069 

0.0098 

- 

0.017 

0.019 

0.039 

0.002 

0.037 

- 

- 

Safe 



0.25 

0.05 

(119.66) 

0.04 

0.03 

0.07 

0.03 

0.15 

0.01 

- 

0.0159 

0.0225 

- 

0.038 

0.052 

0.118 

0.006 

0.112 

- 

- 

Safe 

9 GM 

0801000700210800 

0.25 

0.12 

(100.89) 

0.10 

0.05 

0.15 

0.05 

0.22 

0.03 

- 

0.0285 

0.0403 

- 

0.069 

0.103 

0.252 

0.013 

0.240 

- 

- 

Safe 

9 H 

0801000600171200 

0.25 

0.08 

- 

0.08 

0.05 

0.13 

0.03 

0.14 

0.02 

- 

0.0278 

0.0393 

- 

0.067 

0.089 

0.215 

0.022 

0.194 

- 

- 

Safe 

9 K-A 

0801000600163400 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

- 

- 

Safe 

9 KD-A 

0801000700191000 

0.25 

0.09 

(90.77) 

0.07 

0.05 

0.12 

0.04 

0.19 

0.02 

0.0200 

0.0179 

0.0337 

- 

0.072 

0.096 

0.215 

0.011 

0.204 

0.180 

88.24 

Semi Critical 



0.25 

0.00 

(185.84) 

0.00 

0.01 

0.01 

0.01 

0.04 

0.00 

- 

0.0034 

0.0065 

- 

0.010 

0.011 

0.021 

0.001 

0.020 

0.009 

45.91 

Safe 

9 KD-B 

0801000700190900 

0.25 

0.17 

(115.26) 

0.13 

0.06 

0.19 

0.05 

0.22 

0.05 

- 

0.0279 

0.0526 

- 

0.081 

0.126 

0.317 

0.016 

0.301 

- 

- 

Safe 

9 KND-A 

0801000700186800 

0.25 

0.06 

(106.53) 

0.05 

0.02 

0.07 

0.05 

0.22 

0.02 

- 

0.0105 

0.0198 

- 

0.030 

0.047 

0.120 

0.006 

0.114 

0.027 

23.76 

Safe 

9 KND-B 

0801000700186900 

0.25 

0.07 

(115.22) 

0.05 

0.02 

0.07 

0.05 

0.22 

0.02 

- 

0.0109 

0.0205 

- 

0.031 

0.049 

0.124 

0.006 

0.118 

- 

- 

Safe 

9 MD 

0801000600174600 

0.25 

0.05 

(118.36) 

0.04 

0.02 

0.06 

0.05 

0.21 

0.01 

- 

0.0117 

0.0165 

- 

0.028 

0.042 

0.103 

0.005 

0.097 

- 

- 

Safe 

9 P 

0801000600175800 

0.25 

0.13 

- 

0.13 

0.06 

0.19 

0.05 

0.21 

0.04 

- 

0.0311 

0.0440 

- 

0.075 

0.112 

0.300 

0.030 

0.270 

0.030 

11.13 

Safe 

9 SKM-A 

0801000700212700 

0.25 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.25 

0.23 

(113.79) 

0.19 

0.09 

0.28 

0.05 

0.22 

0.06 

- 

0.0532 

0.0752 

- 

0.128 

0.192 

0.472 

0.024 

0.449 

- 

- 

Safe 

9 SKM-B 

0801000700212600 

0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.597 

0.03 

0.200 

0.00 

0.00 

0.03 

0.06 

0.00 

-0.05 

-0.03 

0.01 

0.000 

0.17 

0.29 


Beriyawali 

0803000600561800 

63.793 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

17.493 

0.20 

0.100 

0.11 

0.00 

0.09 

0.17 

0.00 

0.19 

0.10 

0.00 

0.346 

0.05 

0.10 


Karamwala 

0803000600563700 

20.657 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

20.657 

0.14 

0.100 

0.00 

0.00 

0.11 

0.20 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.19 

0.36 


Kishanpura (14 Kpd) 

0803000700568300 

74.819 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

65.341 

0.12 

0.100 

0.01 

0.00 

0.34 

0.64 

0.00 

-0.18 

-0.09 

0.05 

0.000 

0.16 

0.32 


Ramjanwala 

0803000600563400 

14.113 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

4.911 

0.16 

0.100 

0.00 

0.00 

0.03 

0.05 

0.00 

0.01 

0.00 

0.00 

0.000 

0.07 

0.13 


Sanjarwala 

0803000600563800 

9.088 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

9.088 

0.19 

0.100 

0.00 

0.00 

0.05 

0.09 

0.00 

0.03 

0.02 

0.00 

0.000 

0.19 

0.36 

16002006 

1 A-A 

0801000600166700 

2.547 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.299 

0.77 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.000 

0.02 

0.03 






Gang Canal 

Command 

Younger Alluvium 

0.366 

0.77 

0.180 

0.00 

0.00 

0.01 

0.01 

0.00 

0.04 

0.03 

0.00 

0.000 

0.02 

0.04 


1 ANM 

0801000700205700 

17.599 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

5.778 

0.22 

0.200 

0.01 

0.00 

0.04 

0.06 

0.00 

0.16 

0.09 

0.04 

0.000 

0.06 

0.11 







Command 

Younger Alluvium 

11.821 

0.22 

0.200 

0.02 

0.00 

0.09 

0.12 

0.00 

0.33 

0.18 

0.06 

0.000 

0.12 

0.22 


1 Arm (surjanwali) 

0803000700567100 

29.642 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

29.642 

-0.06 

0.100 

0.04 

0.01 

0.21 

0.29 

0.00 

0.00 

0.00 

0.16 

0.000 

0.18 

0.37 


1 BPM 

0801000900285300 

2.391 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.130 

-0.02 

0.200 

0.03 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.11 

0.000 

0.08 

0.19 


IChtm 

0803000700567200 

31.611 

Saline 

Non-command 

Non-command 

Older Alluvium 

9.525 

-0.20 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.06 

0.13 






IGNP Canal System Stage 1 

Command 

Older Alluvium 

22.087 

-0.20 

0.100 

0.01 

0.00 

0.12 

0.22 

0.00 

0.00 

0.00 

0.05 

0.000 

0.13 

0.29 


1 CM 

0801000900297500 

1.716 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.716 

-0.06 

0.200 

0.02 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.09 

0.000 

0.18 

0.40 


1 Dlsm 

0803000700565200 

9.290 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.095 

-1.45 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.005 

0.10 

0.21 






IGNP Canal System Stage 1 

Command 

Older Alluvium 

4.195 

-1.45 

0.080 

0.02 

0.00 

0.03 

0.04 

0.00 

0.00 

0.00 

0.09 

0.004 

0.08 

0.17 


1 DM 

0801000800238000 

14.039 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

14.039 

0.30 

0.200 

0.01 

0.00 

0.16 

0.21 

0.00 

0.50 

0.31 

0.04 

0.000 

0.17 

0.27 


1 DO 

0801000900297300 

5.683 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.223 

0.06 

0.200 

0.03 

0.01 

0.01 

0.02 

0.00 

0.01 

0.00 

0.14 

0.000 

0.07 

0.16 


1 DSM 

0801000600183500 

3.678 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.678 

0.18 

0.200 

0.00 

0.00 

0.04 

0.05 

0.00 

0.04 

0.02 

0.00 

0.000 

0.17 

0.26 


1 FM 

0801000700221100 

4.115 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.115 

0.00 

0.200 

0.01 

0.00 

0.03 

0.04 

0.00 

-0.06 

-0.04 

0.05 

0.000 

0.17 

0.27 


1GD-A 

0801000700217700 

1.752 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.427 

0.04 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.04 

0.06 


1GD-B 

0801000700217600 

1.774 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.405 

0.04 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.04 

0.06 


1 GDM 

0801000900285600 

1.526 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.678 

0.06 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.04 

0.000 

0.08 

0.18 


1GDSM 

0801000900283800 

2.291 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.607 

0.21 

0.200 

0.02 

0.01 

0.01 

0.01 

0.00 

0.02 

0.01 

0.09 

0.000 

0.05 

0.10 


1GM 

0801000900285000 

1.769 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.769 

-0.05 

0.200 

0.03 

0.01 

0.02 

0.03 

0.00 

0.00 

0.00 

0.12 

0.000 

0.18 

0.39 


1GM-A 

0801000700209600 

1.629 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.352 

0.04 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.04 

0.06 


1 GM-B 

0801000700209900 

2.271 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.253 

0.05 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.000 

0.02 

0.03 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.000 

0.05 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


1JM 

0801000600181500 

2.649 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.649 

0.05 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.17 

0.25 


1JSM 

0801000700219700 

1.990 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.778 

0.00 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.02 

0.000 

0.15 

0.23 


1 KAM-A 

0801000600167000 

1.301 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.600 

0.75 

0.180 

0.00 

0.00 

0.01 

0.01 

0.00 

0.06 

0.04 

0.00 

0.000 

0.08 

0.12 






Gang Canal 

Command 

Younger Alluvium 

0.701 

0.75 

0.180 

0.00 

0.00 

0.01 

0.02 

0.00 

0.06 

0.04 

0.00 

0.000 

0.09 

0.14 


1 KAM-B 

0801000600178100 

1.974 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.555 

0.67 

0.180 

0.00 

0.00 

0.02 

0.02 

0.00 

0.15 

0.09 

0.00 

0.000 

0.13 

0.20 






Gang Canal 

Command 

Younger Alluvium 

0.419 

0.67 

0.180 

0.00 

0.00 

0.01 

0.01 

0.00 

0.03 

0.02 

0.00 

0.000 

0.04 

0.06 


1 KAM-C 

0801000600178200 

1.591 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.591 

0.58 

0.180 

0.00 

0.00 

0.02 

0.02 

0.00 

0.12 

0.08 

0.00 

0.000 

0.17 

0.26 


1 KD-A 

0801000700192200 

2.067 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.046 

0.10 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


1 KD-B 

0801000700192100 

1.518 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.066 

0.09 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


1 KHM 

0801000700205000 

3.874 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

3.644 

0.32 

0.200 

0.02 

0.01 

0.04 

0.05 

0.00 

0.15 

0.08 

0.09 

0.000 

0.17 

0.32 







Command 

Younger Alluvium 

0.231 

0.32 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.000 

0.01 

0.02 


1 KLM 

0801000700199200 

3.495 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

0.042 

0.02 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Younger Alluvium 

2.394 

0.02 

0.200 

0.01 

0.00 

0.01 

0.02 

0.00 

-0.02 

-0.01 

0.04 

0.000 

0.12 

0.22 


1 Km 

0803000700566300 

19.565 

Saline 

Non-command 

Non-command 

Older Alluvium 

19.565 

-0.75 

0.080 

0.08 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.019 

0.19 

0.43 



0801000700221600 

2.599 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.599 

-0.01 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.01 

0.000 

0.17 

0.26 


1 KPD-A 

0801000700199500 

2.092 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.092 

0.04 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.02 

-0.01 

0.02 

0.000 

0.18 

0.32 


1 KPD-B 

0801000700199600 

4.261 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

0.029 

0.08 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Younger Alluvium 

4.232 

0.08 

0.200 

0.01 

0.00 

0.02 

0.04 

0.00 

0.01 

0.01 

0.05 

0.000 

0.18 

0.32 


1 Lkd 

0803000300520800 

7.379 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

7.379 

-0.77 

0.060 

0.00 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.00 

0.007 

0.23 

0.77 


1 LM 

0801000600177700 

2.629 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.752 

0.34 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.04 

0.02 

0.00 

0.000 

0.05 

0.07 



0801000900284800 

1.310 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.310 

-0.07 

0.200 

0.02 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.07 

0.000 

0.18 

0.39 


1 MGM 

0801000700204900 

2.906 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

2.906 

0.33 

0.200 

0.02 

0.01 

0.03 

0.04 

0.00 

0.13 

0.07 

0.10 

0.000 

0.18 

0.34 


1 MLD-A 

0801000700209300 

2.301 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.301 

0.04 

0.200 

0.01 

0.00 

0.02 

0.02 

0.00 

-0.01 

-0.01 

0.05 

0.000 

0.17 

0.26 


1 MLD-B 

0801000700209200 

1.791 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.791 

0.04 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.17 

0.27 


1 MLK-A 

0801000700223600 

3.222 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.222 

0.11 

0.200 

0.01 

0.00 

0.02 

0.03 

0.00 

0.02 

0.01 

0.03 

0.000 

0.17 

0.28 


1 MLK-B 

0801000700223700 

3.627 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.627 

0.16 

0.200 

0.00 

0.00 

0.03 

0.04 

0.00 

0.05 

0.03 

0.00 

0.000 

0.17 

0.28 


1 MLK-C 

0801000700223800 

1.591 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.591 

0.18 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

0.03 

0.02 

0.01 

0.000 

0.17 

0.28 


1 MM 

0801000700224800 

3.352 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.352 

0.15 

0.200 

0.00 

0.00 

0.03 

0.03 

0.00 

0.04 

0.03 

0.00 

0.000 

0.17 

0.28 


1 Mmwm 

0803000700568000 

42.883 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

22.726 

0.17 

0.100 

0.01 

0.00 

0.16 

0.22 

0.00 

0.02 

0.01 

0.05 

0.000 

0.10 

0.20 


1 ND 

0801000600167100 

1.531 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.432 

0.63 

0.180 

0.00 

0.00 

0.02 

0.02 

0.00 

0.12 

0.08 

0.01 

0.000 

0.16 

0.24 






Gang Canal 

Command 

Younger Alluvium 

0.004 

0.63 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


1 NM 

0801000600183600 

2.925 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.925 

0.10 

0.200 

0.00 

0.00 

0.03 

0.03 

0.00 

0.00 

0.00 

0.00 

0.000 

0.17 

0.26 


1 NSM 

0801000600181900 

3.161 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.161 

0.07 

0.200 

0.00 

0.00 

0.03 

0.03 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.17 

0.25 


1 NWM 

0801000600176700 

2.787 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.100 

0.06 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.206 

0.06 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


1 PM 

0801000700221200 

5.508 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.508 

0.01 

0.200 

0.01 

0.00 

0.04 

0.05 

0.00 

-0.07 

-0.05 

0.04 

0.000 

0.17 

0.26 


1 PM 1 

0801000700206300 

6.934 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

6.934 

0.23 

0.200 

0.01 

0.00 

0.05 

0.07 

0.00 

0.20 

0.12 

0.04 

0.000 

0.17 

0.30 


1 PM II 

0801000700206200 

1.306 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.306 

0.16 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.02 

0.01 

0.00 

0.000 

0.17 

0.31 


1 PSD-A 

0801000700192300 

1.316 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.846 

0.12 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.02 

0.01 

0.03 

0.000 

0.11 

0.19 





Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

(23J 

( 24 ) 

( 25 ) 


( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.25 

0.24 

(112.53) 

0.19 

0.09 

0.28 

0.05 

0.22 

0.07 

- 

0.0412 

0.0776 

- 

0.119 

0.185 

0.464 

0.023 

0.440 

0.009 

2.04 

Safe 

Beriyawali 

0803000600561800 

0.20 

0.18 

(45.91) 

0.15 

0.26 

0.41 

0.01 

0.07 

0.05 

- 

0.1287 

0.2424 

- 

0.371 

0.420 

0.830 

0.042 

0.789 

0.346 

43.82 

Safe 

Karamwala 

0803000600563700 

0.20 

0.77 

(101.16) 

0.62 

0.31 

0.93 

0.05 

0.24 

0.21 

- 

0.1519 

0.2863 

- 

0.438 

0.644 

1.574 

0.079 

1.495 

- 

- 

Safe 

Kishanpura (14 Kpd) 

0803000700568300 

0.20 

2.12 

(104.44) 

1.70 

0.98 

2.68 

0.04 

0.21 

0.57 

0.0100 

0.4806 

0.9055 

- 

1.396 

1.964 

4.648 

0.232 

4.416 

0.048 

1.09 

Safe 

Ramjanwala 

0803000600563400 

0.20 

0.07 

(94.64) 

0.05 

0.07 

0.13 

0.02 

0.08 

0.02 

- 

0.0361 

0.0681 

- 

0.104 

0.121 

0.248 

0.012 

0.235 

- 

- 

Safe 

Sanjarwala 

0803000600563800 

0.20 

0.34 

(95.10) 

0.27 

0.14 

0.41 

0.05 

0.24 

0.09 

- 

0.0668 

0.1259 

- 

0.193 

0.283 

0.693 

0.035 

0.658 

- 

- 

Safe 

1 A-A 

0801000600166700 

0.22 

0.00 

1,711.28 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

- 

0.0037 

0.0041 

- 

0.008 

0.008 

0.015 

0.001 

0.015 

- 

- 

Safe 



0.22 

0.00 

1,219.78 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

- 

0.0077 

0.0087 

- 

0.016 

0.017 

0.031 

0.002 

0.029 

- 

- 

Safe 

1 ANM 

0801000700205700 

0.22 

0.07 

17.48 

0.09 

0.10 

0.19 

0.02 

0.07 

0.02 

- 

0.0567 

0.0801 

- 

0.137 

0.157 

0.345 

0.017 

0.328 

0.036 

10.99 

Safe 



0.25 

0.35 

(49.49) 

0.28 

0.21 

0.49 

0.03 

0.15 

0.10 

0.0100 

0.1159 

0.1638 

- 

0.290 

0.386 

0.875 

0.044 

0.831 

0.063 

7.58 

Safe 

1 Arm (surjanwali) 

0803000700567100 

0.20 

1.09 

- 

1.09 

0.51 

1.60 

0.05 

0.23 

0.29 

0.0200 

0.2907 

0.4108 

- 

0.722 

1.016 

2.614 

0.261 

2.353 

0.156 

6.63 

Safe 

1 BPM 

0801000900285300 

0.25 

0.02 

- 

0.02 

0.02 

0.05 

0.02 

0.11 

0.01 

0.0100 

0.0139 

0.0157 

- 

0.040 

0.046 

0.091 

0.009 

0.082 

0.108 

132.00 

Over Exploited 

1 Chtm 

0803000700567200 

0.20 

0.11 

- 

0.11 

- 

0.11 

0.02 

0.07 

0.03 

- 

- 

- 

- 

- 

0.029 

0.138 

0.014 

0.124 

0.024 

19.28 

Safe 



0.20 

0.59 

- 

0.59 

0.33 

0.92 

0.04 

0.17 

0.16 

0.0100 

0.1625 

0.3061 

- 

0.479 

0.635 

1.555 

0.155 

1.399 

0.048 

3.43 

Safe 

1 CM 

0801000900297500 

0.25 

0.08 

- 

0.08 

0.03 

0.11 

0.05 

0.22 

0.02 

0.0100 

0.0210 

0.0238 

- 

0.055 

0.074 

0.184 

0.018 

0.165 

0.090 

54.62 

Safe 

1 Dlsm 

0803000700565200 

0.12 

0.06 

- 

0.06 

- 

0.06 

0.03 

0.13 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.088 

0.009 

0.079 

0.113 

142.67 

Over Exploited 



0.12 

0.04 

- 

0.04 

0.07 

0.11 

0.02 

0.10 

0.01 

0.0100 

0.0411 

0.0581 

- 

0.109 

0.120 

0.233 

0.023 

0.209 

0.090 

43.01 

Safe 

1 DM 

0801000800238000 

0.25 

0.59 

(46.81) 

0.47 

0.37 

0.84 

0.05 

0.21 

0.16 

0.0100 

0.2065 

0.2918 

- 

0.508 

0.673 

1.510 

0.075 

1.434 

0.036 

2.51 

Safe 

1 DO 

0801000900297300 

0.25 

0.04 

(87.32) 

0.03 

0.04 

0.08 

0.02 

0.09 

0.01 

0.0200 

0.0164 

0.0308 

- 

0.067 

0.077 

0.152 

0.008 

0.145 

0.135 

93.42 

Critical 

1 DSM 

0801000600183500 

0.25 

0.15 

(84.44) 

0.12 

0.10 

0.22 

0.05 

0.21 

0.04 

- 

0.0541 

0.0764 

- 

0.131 

0.174 

0.393 

0.020 

0.373 

- 

- 

Safe 

1 FM 

0801000700221100 

0.25 

0.17 

(120.90) 

0.14 

0.07 

0.21 

0.05 

0.22 

0.05 

0.0100 

0.0404 

0.0570 

- 

0.107 

0.156 

0.366 

0.018 

0.347 

0.045 

12.96 

Safe 

1GD-A 

0801000700217700 

0.25 

0.00 

(157.39) 

0.00 

0.01 

0.01 

0.01 

0.05 

0.00 

- 

0.0042 

0.0059 

- 

0.010 

0.011 

0.022 

0.001 

0.021 

- 

- 

Safe 

1GD-B 

0801000700217600 

0.25 

0.00 

(159.29) 

0.00 

0.01 

0.01 

0.01 

0.05 

0.00 

- 

0.0040 

0.0056 

- 

0.010 

0.011 

0.021 

0.001 

0.020 

- 

- 

Safe 

1 GDM 

0801000900285600 

0.25 

0.01 

(100.00) 

0.01 

0.02 

0.03 

0.02 

0.10 

0.00 

0.0100 

0.0100 

0.0141 

- 

0.034 

0.038 

0.066 

0.003 

0.063 

0.036 

57.70 

Safe 

1GDSM 

0801000900283800 

0.25 

0.01 

23.36 

0.01 

0.03 

0.04 

0.01 

0.06 

0.00 

0.0200 

0.0104 

0.0126 

- 

0.043 

0.045 

0.080 

0.004 

0.076 

0.090 

117.93 

Over Exploited 

1 GM 

0801000900285000 

0.25 

0.08 

- 

0.08 

0.06 

0.14 

0.05 

0.22 

0.02 

0.0200 

0.0304 

0.0368 

- 

0.087 

0.107 

0.245 

0.025 

0.221 

0.117 

53.16 

Safe 

1GM-A 

0801000700209600 

0.25 

0.00 

(159.54) 

0.00 

0.01 

0.01 

0.01 

0.05 

0.00 

- 

0.0034 

0.0049 

- 

0.008 

0.009 

0.018 

0.001 

0.017 

0.009 

53.03 

Safe 

1 GM-B 

0801000700209900 

0.25 

0.00 

321.88 

0.00 

0.00 

0.01 

0.01 

0.02 

0.00 

- 

0.0025 

0.0035 

- 

0.006 

0.006 

0.012 

0.001 

0.012 

0.030 

259.87 

Over Exploited 



0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

1JM 

0801000600181500 

0.25 

0.11 

(112.06) 

0.09 

0.05 

0.13 

0.05 

0.21 

0.03 

- 

0.0260 

0.0367 

- 

0.063 

0.094 

0.228 

0.011 

0.217 

- 

- 

Safe 

1JSM 

0801000700219700 

0.25 

0.07 

- 

0.07 

0.03 

0.10 

0.04 

0.19 

0.02 

- 

0.0174 

0.0246 

- 

0.042 

0.061 

0.158 

0.016 

0.142 

0.018 

12.67 

Safe 

1 KAM-A 

0801000600167000 

0.22 

0.01 

311.94 

0.01 

0.02 

0.03 

0.02 

0.10 

0.00 

- 

0.0088 

0.0125 

- 

0.021 

0.024 

0.052 

0.003 

0.049 

- 

- 

Safe 



0.22 

0.01 

196.91 

0.02 

0.03 

0.05 

0.03 

0.12 

0.00 

- 

0.0177 

0.0250 

- 

0.043 

0.047 

0.094 

0.005 

0.089 

- 

- 

Safe 

1 KAM-B 

0801000600178100 

0.22 

0.04 

108.11 

0.05 

0.04 

0.09 

0.04 

0.17 

0.01 

- 

0.0229 

0.0323 

- 

0.055 

0.068 

0.162 

0.008 

0.154 

- 

- 

Safe 



0.22 

0.00 

531.12 

0.00 

0.02 

0.02 

0.01 

0.05 

0.00 

- 

0.0106 

0.0149 

- 

0.026 

0.026 

0.048 

0.002 

0.046 

- 

- 

Safe 

1 KAM-C 

0801000600178200 

0.22 

0.06 

35.54 

0.07 

0.04 

0.11 

0.05 

0.21 

0.02 

- 

0.0234 

0.0331 

- 

0.057 

0.073 

0.185 

0.009 

0.175 

- 

- 

Safe 

1 KD-A 

0801000700192200 

0.25 

0.00 

127.18 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0005 

0.0006 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

- 

- 

Safe 

1 KD-B 

0801000700192100 

0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0006 

0.0009 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

- 

- 

Safe 

1 KHM 

0801000700205000 

0.22 

0.14 

(40.75) 

0.11 

0.11 

0.21 

0.05 

0.21 

0.04 

0.0200 

0.0536 

0.0757 

- 

0.149 

0.186 

0.399 

0.020 

0.379 

0.090 

23.72 

Safe 



0.25 

0.00 

662.86 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0034 

0.0048 

- 

0.008 

0.008 

0.015 

0.001 

0.014 

0.009 

62.63 

Safe 

1 KLM 

0801000700199200 

0.22 

0.00 

(1,101.06) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0006 

- 

0.001 

0.001 

0.002 

0.000 

0.001 

- 

- 

Safe 



0.25 

0.07 

(111.50) 

0.06 

0.04 

0.10 

0.03 

0.16 

0.02 

- 

0.0176 

0.0332 

- 

0.051 

0.071 

0.166 

0.008 

0.158 

0.036 

22.80 

Safe 

1 Km 

0803000700566300 

0.12 

0.44 

- 

0.44 

0.01 

0.45 

0.05 

0.24 

0.12 

0.0300 

- 

- 

- 

0.030 

0.149 

0.603 

0.060 

0.543 

0.321 

59.10 

Safe 


0801000700221600 

0.25 

0.11 

- 

0.11 

0.05 

0.15 

0.05 

0.21 

0.03 

- 

0.0255 

0.0360 

- 

0.062 

0.092 

0.246 

0.025 

0.221 

0.009 

4.07 

Safe 

1 KPD-A 

0801000700199500 

0.25 

0.09 

(109.69) 

0.07 

0.03 

0.11 

0.05 

0.23 

0.03 

- 

0.0154 

0.0290 

- 

0.044 

0.070 

0.176 

0.009 

0.168 

0.018 

10.74 

Safe 

1 KPD-B 

0801000700199600 

0.22 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

- 

- 

Safe 



0.25 

0.19 

(95.99) 

0.15 

0.07 

0.22 

0.05 

0.23 

0.05 

0.0100 

0.0311 

0.0586 

- 

0.100 

0.151 

0.366 

0.018 

0.348 

0.054 

15.52 

Safe 

1 Lkd 

0803000300520800 

0.07 

0.12 

- 

0.12 

0.04 

0.16 

0.06 

0.29 

0.03 

- 

0.0213 

0.0401 

- 

0.061 

0.092 

0.255 

0.025 

0.229 

0.007 

3.10 

Safe 

1 LM 

0801000600177700 

0.25 

0.01 

168.18 

0.01 

0.01 

0.03 

0.01 

0.06 

0.00 

- 

0.0092 

0.0104 

- 

0.020 

0.022 

0.047 

0.002 

0.045 

- 

- 

Safe 


0801000900284800 

0.25 

0.06 

- 

0.06 

0.04 

0.09 

0.05 

0.22 

0.01 

0.0100 

0.0225 

0.0272 

- 

0.060 

0.075 

0.169 

0.017 

0.152 

0.072 

47.34 

Safe 

1 MGM 

0801000700204900 

0.22 

0.12 

(42.29) 

0.09 

0.09 

0.18 

0.05 

0.23 

0.03 

0.0200 

0.0428 

0.0604 

- 

0.123 

0.154 

0.332 

0.017 

0.316 

0.099 

31.36 

Safe 

1 MLD-A 

0801000700209300 

0.25 

0.10 

(107.46) 

0.08 

0.04 

0.12 

0.05 

0.21 

0.03 

0.0100 

0.0226 

0.0319 

- 

0.065 

0.092 

0.209 

0.010 

0.198 

0.045 

22.69 

Safe 

1 MLD-B 

0801000700209200 

0.25 

0.08 

(113.83) 

0.06 

0.03 

0.09 

0.05 

0.22 

0.02 

- 

0.0176 

0.0248 

- 

0.042 

0.063 

0.155 

0.008 

0.147 

- 

- 

Safe 

1 MLK-A 

0801000700223600 

0.25 

0.14 

(89.51) 

0.11 

0.06 

0.17 

0.05 

0.22 

0.04 

- 

0.0316 

0.0446 

- 

0.076 

0.114 

0.279 

0.014 

0.265 

0.027 

10.17 

Safe 

1 MLK-B 

0801000700223700 

0.25 

0.15 

(79.53) 

0.12 

0.06 

0.19 

0.05 

0.22 

0.04 

- 

0.0356 

0.0503 

- 

0.086 

0.129 

0.315 

0.016 

0.299 

- 

- 

Safe 

1 MLK-C 

0801000700223800 

0.25 

0.07 

(72.50) 

0.05 

0.03 

0.08 

0.05 

0.22 

0.02 

- 

0.0156 

0.0221 

- 

0.038 

0.056 

0.138 

0.007 

0.131 

0.009 

6.85 

Safe 

1 MM 

0801000700224800 

0.25 

0.14 

(81.00) 

0.11 

0.06 

0.17 

0.05 

0.22 

0.04 

- 

0.0329 

0.0464 

- 

0.079 

0.119 

0.291 

0.015 

0.276 

- 

- 

Safe 

1 Mmwm 

0803000700568000 

0.20 

0.45 

(97.97) 

0.36 

0.38 

0.74 

0.03 

0.13 

0.12 

0.0100 

0.2229 

0.3149 

- 

0.548 

0.669 

1.413 

0.071 

1.342 

0.048 

3.58 

Safe 

1 ND 

0801000600167100 

0.22 

0.05 

65.10 

0.06 

0.04 

0.10 

0.04 

0.20 

0.01 

- 

0.0211 

0.0298 

- 

0.051 

0.065 

0.161 

0.008 

0.153 

0.009 

5.88 

Safe 



0.22 

0.00 

60,326.39 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

1 NM 

0801000600183600 

0.25 

0.12 

(100.08) 

0.10 

0.06 

0.15 

0.05 

0.21 

0.03 

- 

0.0359 

0.0405 

- 

0.076 

0.111 

0.265 

0.013 

0.252 

- 

- 

Safe 

1 NSM 

0801000600181900 

0.25 

0.13 

(108.97) 

0.11 

0.06 

0.17 

0.05 

0.21 

0.04 

- 

0.0388 

0.0438 

- 

0.083 

0.120 

0.286 

0.014 

0.272 

- 

- 

Safe 

1 NWM 

0801000600176700 

0.25 

0.00 

(301.06) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0010 

0.0014 

- 

0.002 

0.002 

0.004 

0.000 

0.004 

- 

- 

Safe 



0.25 

0.00 

(210.64) 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0020 

0.0029 

- 

0.005 

0.005 

0.009 

0.000 

0.009 

- 

- 

Safe 

1 PM 

0801000700221200 

0.25 

0.23 

(119.60) 

0.18 

0.10 

0.28 

0.05 

0.21 

0.06 

- 

0.0540 

0.0763 

- 

0.130 

0.195 

0.476 

0.024 

0.452 

0.036 

7.97 

Safe 

1 PM 1 

0801000700206300 

0.25 

0.30 

(60.95) 

0.24 

0.12 

0.36 

0.05 

0.22 

0.08 

- 

0.0680 

0.0961 

- 

0.164 

0.247 

0.607 

0.030 

0.577 

0.036 

6.24 

Safe 

1 PM II 

0801000700206200 

0.25 

0.06 

(78.26) 

0.05 

0.02 

0.07 

0.05 

0.22 

0.02 

- 

0.0096 

0.0181 

- 

0.028 

0.043 

0.109 

0.005 

0.104 

- 

- 

Safe 

1 PSD-A 

0801000700192300 

0.25 

0.02 

(60.87) 

0.02 

0.01 

0.03 

0.03 

0.14 

0.01 

- 

0.0083 

0.0117 

- 

0.020 

0.026 

0.060 

0.003 

0.057 

0.030 

52.84 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


1 PSD-B 

080100070019240C 

1.216 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.595 

0.10 

0.200 

0.01 

0.00 

0.00 

0.01 

0.00 

0.01 

0.01 

0.03 

0.000 

0.08 

0.14 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.036 

0.10 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


1 RJM 

080100070020310C 

3.223 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

0.929 

0.35 

0.200 

0.02 

0.01 

0.01 

0.01 

0.00 

0.05 

0.03 

0.09 

0.000 

0.05 

0.10 







Command 

Younger Alluvium 

2.294 

0.35 

0.200 

0.06 

0.01 

0.03 

0.03 

0.00 

0.15 

0.08 

0.23 

0.000 

0.13 

0.24 


1 RKM-A 

080100070020640C 

2.204 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.204 

0.16 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

0.03 

0.02 

0.00 

0.000 

0.17 

0.29 


1 RKM-B 

080100070020650C 

2.877 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.877 

0.19 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

0.06 

0.04 

0.02 

0.000 

0.17 

0.29 


1 RSM 

080100070022590C 

4.789 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.789 

0.34 

0.200 

0.02 

0.01 

0.05 

0.07 

0.00 

0.21 

0.12 

0.09 

0.000 

0.17 

0.30 


1 Sid 

080300070056510C 

11.285 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

11.285 

-0.05 

0.080 

0.05 

0.01 

0.12 

0.17 

0.00 

0.00 

0.00 

0.18 

0.011 

0.17 

0.32 


1 STY-A 

080100070022350C 

1.445 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.445 

0.08 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.01 

0.01 

0.03 

0.000 

0.17 

0.27 


1 STY-B 

080100070022340C 

5.086 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.086 

0.09 

0.200 

0.00 

0.00 

0.04 

0.05 

0.00 

0.00 

0.00 

0.01 

0.000 

0.17 

0.28 


1 TSM 

080100080023840C 

6.536 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

2.026 

0.32 

0.120 

0.02 

0.01 

0.02 

0.03 

0.00 

0.04 

0.02 

0.08 

0.000 

0.05 

0.10 







Command 

Younger Alluvium 

4.509 

0.32 

0.180 

0.03 

0.01 

0.05 

0.07 

0.00 

0.16 

0.09 

0.12 

0.000 

0.12 

0.22 


10 DD 

080100070022090C 

6.853 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

6.853 

0.01 

0.200 

0.00 

0.00 

0.05 

0.07 

0.00 

-0.11 

-0.07 

0.02 

0.000 

0.17 

0.27 


10 Gm 

080300070056600C 

9.595 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

1.718 

-0.02 

0.080 

0.01 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.04 

0.002 

0.03 

0.06 







Command 

Younger Alluvium 

7.877 

-0.02 

0.100 

0.06 

0.01 

0.05 

0.08 

0.00 

0.00 

0.00 

0.22 

0.008 

0.14 

0.26 



080100080023930C 

5.030 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.645 

0.36 

0.180 

0.02 

0.00 

0.03 

0.04 

0.00 

0.12 

0.06 

0.06 

0.000 

0.09 

0.18 


10 KPD 

080100070020040C 

6.923 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

6.923 

0.21 

0.200 

0.03 

0.00 

0.05 

0.07 

0.00 

0.20 

0.11 

0.11 

0.000 

0.18 

0.34 


10 KWM 

080100070022520C 

10.267 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

10.267 

0.22 

0.200 

0.00 

0.00 

0.10 

0.10 

0.00 

0.25 

0.14 

0.02 

0.000 

0.17 

0.30 


10 LM-A 

080100060017690C 

1.984 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.398 

0.06 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.05 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.568 

0.06 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.01 

-0.01 

0.00 

0.000 

0.13 

0.20 


10 LM-B 

080100060017680C 

1.943 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.892 

0.06 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

-0.01 

-0.01 

0.01 

0.000 

0.16 

0.25 


10 MC 

080100090029670C 

7.598 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.002 

0.61 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.339 

0.61 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.000 

0.01 

0.02 


10 MLD 

080100070020750C 

1.896 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.864 

0.11 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

0.01 

0.00 

0.00 

0.000 

0.17 

0.27 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.032 

0.11 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


10 ND 

080100060018240C 

2.145 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.145 

0.17 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

0.02 

0.01 

0.00 

0.000 

0.17 

0.26 


10 RJD 

080100070020260C 

4.231 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

4.231 

0.28 

0.200 

0.03 

0.01 

0.05 

0.06 

0.00 

0.15 

0.08 

0.11 

0.000 

0.18 

0.35 


10 RJM 

080100070020380C 

1.441 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.441 

0.33 

0.200 

0.02 

0.01 

0.02 

0.02 

0.00 

0.07 

0.04 

0.08 

0.000 

0.17 

0.31 


10 SM 

080100070022230C 

3.929 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.929 

-0.11 

0.200 

0.00 

0.00 

0.03 

0.04 

0.00 

0.00 

0.00 

0.02 

0.000 

0.17 

0.27 


10 ZWM 

080100070022290C 

3.803 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.803 

0.01 

0.200 

0.01 

0.00 

0.03 

0.04 

0.00 

-0.05 

-0.03 

0.03 

0.000 

0.17 

0.28 


11 ARM 

080100070020240C 

4.997 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

4.997 

0.22 

0.200 

0.02 

0.00 

0.05 

0.05 

0.00 

0.15 

0.08 

0.06 

0.000 

0.18 

0.36 


11 GM 

080100090028460C 

1.868 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.868 

-0.01 

0.200 

0.03 

0.01 

0.02 

0.03 

0.00 

0.00 

0.00 

0.14 

0.000 

0.18 

0.38 


11 KPD 

080100070020060C 

9.948 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

7.715 

0.13 

0.200 

0.01 

0.00 

0.06 

0.08 

0.00 

0.08 

0.04 

0.03 

0.000 

0.14 

0.27 


11 LM 

080100060017970C 

2.014 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.983 

0.06 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

-0.01 

-0.01 

0.01 

0.000 

0.16 

0.25 


11 Mkd 

080300030051980C 

2.575 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

2.575 

-2.77 

0.060 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.002 

0.23 

0.76 


11 MLD 

080100070020740C 

2.417 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.096 

0.14 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.322 

0.14 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

0.02 

0.01 

0.00 

0.000 

0.16 

0.27 


11 ND 

080100060018260C 

3.691 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.691 

0.10 

0.200 

0.00 

0.00 

0.03 

0.04 

0.00 

0.00 

0.00 

0.01 

0.000 

0.17 

0.26 


11 RJD 

080100070020270C 

3.527 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

1.221 

0.37 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

0.06 

0.03 

0.01 

0.000 

0.06 

0.12 







Command 

Younger Alluvium 

2.306 

0.37 

0.200 

0.00 

0.00 

0.03 

0.03 

0.00 

0.11 

0.06 

0.02 

0.000 

0.12 

0.22 


11 SM 

080100070022190C 

4.261 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.261 

-0.05 

0.200 

0.00 

0.00 

0.03 

0.04 

0.00 

0.00 

0.00 

0.00 

0.000 

0.17 

0.28 


11 ZWM 

080100070022300C 

3.145 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.145 

0.06 

0.200 

0.00 

0.00 

0.03 

0.03 

0.00 

-0.03 

-0.02 

0.00 

0.000 

0.17 

0.28 


11,12 KWM 

080100070022610C 

6.432 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

6.432 

0.32 

0.200 

0.01 

0.00 

0.07 

0.09 

0.00 

0.26 

0.15 

0.03 

0.000 

0.17 

0.31 


11,12 RJM 

080100070020390C 

6.056 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

6.056 

0.31 

0.200 

0.01 

0.00 

0.06 

0.06 

0.00 

0.27 

0.15 

0.03 

0.000 

0.17 

0.30 


12 GM 

080100080023950C 

11.309 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

11.247 

0.38 

0.180 

0.04 

0.01 

0.13 

0.17 

0.00 

0.50 

0.27 

0.15 

0.000 

0.17 

0.31 


12 KPD-A 

080100070020050C 

5.329 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

5.329 

0.17 

0.200 

0.02 

0.00 

0.04 

0.05 

0.00 

0.11 

0.06 

0.08 

0.000 

0.18 

0.35 


12 KPD-B 

080100070020070C 

3.682 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

2.777 

0.17 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

0.04 

0.02 

0.02 

0.000 

0.14 

0.27 


12 Lkd 

080300070056810C 

23.106 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

1.061 

0.19 

0.100 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


12 LM 

080100060018180C 

1.874 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.874 

0.06 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

-0.01 

-0.01 

0.00 

0.000 

0.17 

0.25 


12 MLD-A 

080100070020730C 

2.448 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.059 

0.12 

0.200 

0.01 

0.00 

0.02 

0.02 

0.00 

0.03 

0.02 

0.03 

0.000 

0.14 

0.24 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.389 

0.12 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.04 


12 MLD-B 

080100070020710C 

3.609 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.185 

0.16 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.424 

0.16 

0.200 

0.00 

0.00 

0.03 

0.03 

0.00 

0.05 

0.03 

0.00 

0.000 

0.16 

0.27 


12 ND 

080100060018340C 

3.305 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.305 

0.10 

0.200 

0.00 

0.00 

0.03 

0.03 

0.00 

0.00 

0.00 

0.00 

0.000 

0.17 

0.26 


12 RJD 

080100070020230C 

3.742 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

3.742 

0.27 

0.200 

0.00 

0.00 

0.04 

0.06 

0.00 

0.11 

0.05 

0.02 

0.000 

0.18 

0.35 


12 Sid 

080300070056590C 

20.328 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

7.658 

0.16 

0.080 

0.01 

0.00 

0.05 

0.08 

0.00 

-0.02 

-0.01 

0.04 

0.007 

0.06 

0.11 







Command 

Younger Alluvium 

12.670 

0.16 

0.100 

0.02 

0.00 

0.09 

0.12 

0.00 

0.01 

0.01 

0.07 

0.012 

0.11 

0.19 


12 SM 

080100070022200C 

2.597 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.597 

-0.15 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.01 

0.000 

0.17 

0.27 


12 ZWM 

080100070022310C 

3.548 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.548 

0.08 

0.200 

0.00 

0.00 

0.03 

0.03 

0.00 

0.00 

0.00 

0.02 

0.000 

0.17 

0.28 


13 GM 

080100080023960C 

5.479 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.479 

0.38 

0.180 

0.01 

0.00 

0.06 

0.08 

0.00 

0.24 

0.13 

0.04 

0.000 

0.17 

0.31 


13 Kpd (jiyan Wali) 

080300070056820C 

30.955 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

0.058 

0.17 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


13 KWM 

080100070022600C 

2.343 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.343 

0.30 

0.200 

0.00 

0.00 

0.03 

0.03 

0.00 

0.08 

0.05 

0.00 

0.000 

0.17 

0.30 


13 LM 

080100060017980C 

3.129 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.396 

0.06 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.13 

0.19 


13 MLD-A 

080100070020700C 

1.681 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.681 

0.18 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

0.03 

0.02 

0.02 

0.000 

0.17 

0.29 


13 MLD-B 

080100070020720C 

3.040 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.757 

0.14 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.01 

0.01 

0.00 

0.000 

0.04 

0.07 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.283 

0.14 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

0.03 

0.02 

0.01 

0.000 

0.13 

0.22 


13 RJD 

080100070020220C 

3.055 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

3.055 

0.31 

0.200 

0.10 

0.03 

0.03 

0.05 

0.00 

0.18 

0.09 

0.41 

0.000 

0.18 

0.35 


13 ZWM 

080100070022320C 

6.992 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

6.992 

0.04 

0.200 

0.01 

0.00 

0.05 

0.07 

0.00 

-0.06 

-0.04 

0.03 

0.000 

0.17 

0.27 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

1 PSD-B 

0801000700192400 

0.25 

0.01 

(44.78) 

0.01 

0.01 

0.02 

0.02 

0.11 

0.00 

- 

0.0058 

0.0082 

- 

0.014 

0.018 

0.038 

0.002 

0.036 

0.030 

83.33 

Semi Critical 



0.25 

0.00 

120.18 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0004 

0.0005 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

- 

- 

Safe 

1 RJM 

0801000700203100 

0.22 

0.01 

159.56 

0.01 

0.03 

0.05 

0.01 

0.07 

0.00 

0.0200 

0.0137 

0.0193 

- 

0.053 

0.056 

0.103 

0.005 

0.098 

0.090 

92.21 

Critical 



0.25 

0.07 

10.93 

0.08 

0.07 

0.15 

0.03 

0.16 

0.02 

0.0400 

0.0337 

0.0477 

- 

0.121 

0.141 

0.292 

0.015 

0.277 

0.225 

81.14 

Semi Critical 

1 RKM-A 

0801000700206400 

0.25 

0.09 

(81.17) 

0.08 

0.04 

0.11 

0.05 

0.22 

0.03 

- 

0.0216 

0.0305 

- 

0.052 

0.078 

0.192 

0.010 

0.183 

- 

- 

Safe 

1 RKM-B 

0801000700206500 

0.25 

0.12 

(71.45) 

0.10 

0.05 

0.15 

0.05 

0.22 

0.03 

- 

0.0282 

0.0399 

- 

0.068 

0.102 

0.251 

0.013 

0.239 

0.018 

7.54 

Safe 

1 RSM 

0801000700225900 

0.25 

0.21 

(43.22) 

0.17 

0.13 

0.30 

0.05 

0.22 

0.06 

0.0200 

0.0704 

0.0995 

- 

0.190 

0.247 

0.548 

0.027 

0.520 

0.090 

17.29 

Safe 

1 Sid 

0803000700565100 

0.12 

0.24 

- 

0.24 

0.29 

0.53 

0.05 

0.22 

0.06 

0.0300 

0.1660 

0.2346 

- 

0.431 

0.495 

1.024 

0.102 

0.922 

0.195 

21.14 

Safe 

1 STY-A 

0801000700223500 

0.25 

0.06 

(90.82) 

0.05 

0.03 

0.07 

0.05 

0.22 

0.02 

- 

0.0142 

0.0200 

- 

0.034 

0.051 

0.125 

0.006 

0.119 

0.027 

22.70 

Safe 

1 STY-B 

0801000700223400 

0.25 

0.21 

(99.30) 

0.17 

0.09 

0.26 

0.05 

0.22 

0.06 

- 

0.0499 

0.0705 

- 

0.120 

0.180 

0.441 

0.022 

0.419 

0.009 

2.15 

Safe 

1 TSM 

0801000800238400 

0.20 

0.02 

(10.11) 

0.02 

0.06 

0.08 

0.01 

0.07 

0.01 

0.0200 

0.0298 

0.0421 

- 

0.092 

0.098 

0.180 

0.009 

0.171 

0.081 

47.36 

Safe 



0.22 

0.12 

(23.95) 

0.09 

0.13 

0.22 

0.03 

0.15 

0.03 

0.0200 

0.0663 

0.0937 

- 

0.180 

0.212 

0.434 

0.022 

0.412 

0.117 

28.39 

Safe 

10 DD 

0801000700220900 

0.25 

0.29 

(123.37) 

0.23 

0.12 

0.35 

0.05 

0.22 

0.08 

- 

0.0672 

0.0950 

- 

0.162 

0.243 

0.593 

0.030 

0.563 

0.018 

3.20 

Safe 

10 Gm 

0803000700566000 

0.12 

0.01 

- 

0.01 

0.03 

0.04 

0.01 

0.04 

0.00 

- 

0.0168 

0.0238 

- 

0.041 

0.042 

0.078 

0.008 

0.070 

0.045 

63.82 

Safe 



0.20 

0.23 

- 

0.23 

0.14 

0.37 

0.04 

0.18 

0.06 

0.0200 

0.0772 

0.1092 

- 

0.206 

0.268 

0.636 

0.064 

0.572 

0.224 

39.08 

Safe 


0801000800239300 

0.22 

0.05 

18.81 

0.06 

0.07 

0.13 

0.02 

0.12 

0.01 

0.0100 

0.0389 

0.0550 

- 

0.104 

0.118 

0.250 

0.012 

0.237 

0.063 

26.55 

Safe 

10 KPD 

0801000700200400 

0.22 

0.28 

(61.90) 

0.22 

0.12 

0.34 

0.05 

0.23 

0.07 

0.0100 

0.0679 

0.0959 

- 

0.174 

0.248 

0.589 

0.029 

0.560 

0.108 

19.29 

Safe 

10 KWM 

0801000700225200 

0.25 

0.44 

(67.39) 

0.35 

0.20 

0.55 

0.05 

0.22 

0.12 

- 

0.1259 

0.1423 

- 

0.268 

0.390 

0.942 

0.047 

0.895 

0.018 

2.01 

Safe 

10 LM-A 

0801000600176900 

0.25 

0.00 

(151.35) 

0.00 

0.01 

0.01 

0.01 

0.04 

0.00 

- 

0.0049 

0.0055 

- 

0.010 

0.011 

0.022 

0.001 

0.021 

- 

- 

Safe 



0.25 

0.05 

(113.01) 

0.04 

0.03 

0.07 

0.04 

0.17 

0.01 

- 

0.0192 

0.0217 

- 

0.041 

0.055 

0.127 

0.006 

0.121 

- 

- 

Safe 

10 LM-B 

0801000600176800 

0.25 

0.08 

(110.32) 

0.06 

0.04 

0.10 

0.05 

0.21 

0.02 

- 

0.0232 

0.0262 

- 

0.049 

0.071 

0.169 

0.008 

0.160 

0.009 

5.61 

Safe 

10 MC 

0801000900296700 

0.25 

0.00 

295,066.87 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.25 

0.00 

2,322.65 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0017 

0.0023 

- 

0.004 

0.004 

0.008 

0.000 

0.008 

0.000 

0.59 

Safe 

10MLD 

0801000700207500 

0.25 

0.08 

(93.95) 

0.06 

0.03 

0.09 

0.05 

0.21 

0.02 

- 

0.0183 

0.0258 

- 

0.044 

0.066 

0.160 

0.008 

0.152 

- 

- 

Safe 



0.25 

0.00 

332.86 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

- 

- 

Safe 

10 ND 

0801000600182400 

0.25 

0.09 

(87.81) 

0.07 

0.06 

0.13 

0.05 

0.21 

0.03 

- 

0.0316 

0.0446 

- 

0.076 

0.101 

0.229 

0.011 

0.217 

- 

- 

Safe 

10 RJD 

0801000700202600 

0.22 

0.17 

(54.85) 

0.13 

0.12 

0.25 

0.05 

0.23 

0.05 

0.0200 

0.0622 

0.0879 

- 

0.170 

0.216 

0.470 

0.024 

0.447 

0.108 

24.17 

Safe 

10 RJM 

0801000700203800 

0.25 

0.06 

(38.26) 

0.05 

0.05 

0.10 

0.05 

0.22 

0.02 

0.0200 

0.0212 

0.0300 

- 

0.071 

0.088 

0.186 

0.009 

0.177 

0.081 

45.84 

Safe 

10 SM 

0801000700222300 

0.25 

0.17 

- 

0.17 

0.07 

0.23 

0.05 

0.22 

0.05 

- 

0.0385 

0.0544 

- 

0.093 

0.139 

0.373 

0.037 

0.336 

0.018 

5.36 

Safe 

10 ZWM 

0801000700222900 

0.25 

0.16 

(118.39) 

0.13 

0.07 

0.20 

0.05 

0.22 

0.04 

- 

0.0373 

0.0527 

- 

0.090 

0.135 

0.330 

0.017 

0.314 

0.027 

8.61 

Safe 

11 ARM 

0801000700202400 

0.22 

0.20 

(62.36) 

0.16 

0.10 

0.26 

0.05 

0.23 

0.05 

0.0100 

0.0613 

0.0693 

- 

0.141 

0.195 

0.452 

0.023 

0.429 

0.063 

14.69 

Safe 

11 GM 

0801000900284600 

0.25 

0.08 

- 

0.08 

0.06 

0.14 

0.05 

0.22 

0.02 

0.0300 

0.0321 

0.0388 

- 

0.101 

0.122 

0.267 

0.027 

0.240 

0.135 

56.31 

Safe 

11 KPD 

0801000700200600 

0.22 

0.24 

(83.24) 

0.19 

0.13 

0.33 

0.04 

0.18 

0.06 

- 

0.0757 

0.1069 

- 

0.183 

0.247 

0.574 

0.029 

0.545 

0.027 

4.95 

Safe 

11 LM 

0801000600179700 

0.25 

0.08 

(110.10) 

0.06 

0.04 

0.10 

0.05 

0.21 

0.02 

- 

0.0243 

0.0275 

- 

0.052 

0.075 

0.178 

0.009 

0.169 

0.009 

5.32 

Safe 

11 Mkd 

0803000300519800 

0.07 

0.04 

- 

0.04 

0.02 

0.06 

0.06 

0.29 

0.01 

- 

0.0099 

0.0140 

- 

0.024 

0.035 

0.093 

0.009 

0.084 

0.002 

2.96 

Safe 

11 MLD 

0801000700207400 

0.25 

0.00 

209.52 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0009 

0.0013 

- 

0.002 

0.002 

0.004 

0.000 

0.004 

- 

- 

Safe 



0.25 

0.09 

(85.64) 

0.08 

0.04 

0.12 

0.05 

0.21 

0.03 

- 

0.0228 

0.0322 

- 

0.055 

0.081 

0.197 

0.010 

0.188 

- 

- 

Safe 

11 ND 

0801000600182600 

0.25 

0.15 

(98.70) 

0.12 

0.07 

0.19 

0.05 

0.21 

0.04 

- 

0.0452 

0.0511 

- 

0.096 

0.140 

0.334 

0.017 

0.317 

0.009 

2.84 

Safe 

11 RJD 

0801000700202700 

0.22 

0.02 

89.09 

0.02 

0.03 

0.05 

0.02 

0.08 

0.00 

- 

0.0180 

0.0254 

- 

0.043 

0.048 

0.100 

0.005 

0.095 

0.009 

9.51 

Safe 



0.25 

0.07 

(11.93) 

0.06 

0.06 

0.12 

0.03 

0.15 

0.02 

- 

0.0339 

0.0479 

- 

0.082 

0.100 

0.220 

0.011 

0.209 

0.018 

8.62 

Safe 

11 SM 

0801000700221900 

0.25 

0.18 

- 

0.18 

0.07 

0.25 

0.05 

0.22 

0.05 

- 

0.0418 

0.0591 

- 

0.101 

0.151 

0.405 

0.041 

0.365 

- 

- 

Safe 

11 ZWM 

0801000700223000 

0.25 

0.13 

(111.38) 

0.11 

0.06 

0.17 

0.05 

0.22 

0.04 

- 

0.0386 

0.0436 

- 

0.082 

0.119 

0.287 

0.014 

0.272 

- 

- 

Safe 

11,12 KWM 

0801000700226100 

0.25 

0.28 

(47.51) 

0.22 

0.17 

0.39 

0.05 

0.22 

0.08 

0.0100 

0.0946 

0.1337 

- 

0.238 

0.315 

0.706 

0.035 

0.670 

0.027 

4.03 

Safe 

11,12 RJM 

0801000700203900 

0.25 

0.26 

(41.44) 

0.21 

0.12 

0.33 

0.05 

0.22 

0.07 

- 

0.0742 

0.0839 

- 

0.158 

0.230 

0.556 

0.028 

0.528 

0.027 

5.11 

Safe 

12 GM 

0801000800239500 

0.22 

0.42 

(35.60) 

0.34 

0.30 

0.64 

0.05 

0.22 

0.11 

0.0300 

0.1654 

0.2338 

- 

0.429 

0.543 

1.184 

0.059 

1.125 

0.153 

13.60 

Safe 

12 KPD-A 

0801000700200500 

0.22 

0.21 

(74.11) 

0.17 

0.09 

0.26 

0.05 

0.23 

0.06 

0.0100 

0.0523 

0.0738 

- 

0.136 

0.194 

0.458 

0.023 

0.435 

0.081 

18.63 

Safe 

12 KPD-B 

0801000700200700 

0.22 

0.08 

(73.17) 

0.07 

0.05 

0.12 

0.04 

0.18 

0.02 

- 

0.0272 

0.0385 

- 

0.066 

0.088 

0.204 

0.010 

0.194 

0.018 

9.27 

Safe 

12 Lkd 

0803000700568100 

0.20 

0.00 

(17.93) 

0.00 

0.02 

0.02 

0.00 

0.01 

0.00 

- 

0.0104 

0.0147 

- 

0.025 

0.026 

0.045 

0.002 

0.043 

- 

- 

Safe 

12 LM 

0801000600181800 

0.25 

0.08 

(110.27) 

0.06 

0.04 

0.10 

0.05 

0.21 

0.02 

- 

0.0230 

0.0260 

- 

0.049 

0.071 

0.169 

0.008 

0.161 

- 

- 

Safe 

12 MLD-A 

0801000700207300 

0.25 

0.07 

(79.36) 

0.06 

0.04 

0.09 

0.04 

0.18 

0.02 

- 

0.0202 

0.0285 

- 

0.049 

0.069 

0.164 

0.008 

0.156 

0.030 

19.27 

Safe 



0.25 

0.00 

(35.28) 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

- 

0.0038 

0.0054 

- 

0.009 

0.010 

0.019 

0.001 

0.018 

- 

- 

Safe 

12 MLD-B 

0801000700207100 

0.25 

0.00 

271.11 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0018 

0.0026 

- 

0.004 

0.005 

0.008 

0.000 

0.008 

- 

- 

Safe 



0.25 

0.14 

(79.01) 

0.11 

0.06 

0.17 

0.04 

0.21 

0.04 

- 

0.0336 

0.0474 

- 

0.081 

0.119 

0.290 

0.014 

0.275 

- 

- 

Safe 

12 ND 

0801000600183400 

0.25 

0.14 

(100.00) 

0.11 

0.06 

0.17 

0.05 

0.21 

0.04 

- 

0.0405 

0.0458 

- 

0.086 

0.125 

0.299 

0.015 

0.284 

- 

- 

Safe 

12 RJD 

0801000700202300 

0.22 

0.15 

(63.17) 

0.12 

0.10 

0.22 

0.05 

0.23 

0.04 

- 

0.0550 

0.0778 

- 

0.133 

0.173 

0.390 

0.020 

0.371 

0.018 

4.86 

Safe 

12 Sid 

0803000700565900 

0.12 

0.06 

(119.14) 

0.05 

0.13 

0.18 

0.02 

0.08 

0.02 

- 

0.0751 

0.1061 

- 

0.181 

0.198 

0.374 

0.019 

0.355 

0.050 

14.18 

Safe 



0.20 

0.27 

(97.64) 

0.22 

0.21 

0.43 

0.03 

0.14 

0.07 

0.0100 

0.1243 

0.1756 

- 

0.310 

0.385 

0.815 

0.041 

0.774 

0.084 

10.88 

Safe 

12 SM 

0801000700222000 

0.25 

0.11 

- 

0.11 

0.05 

0.15 

0.05 

0.22 

0.03 

- 

0.0255 

0.0360 

- 

0.062 

0.092 

0.247 

0.025 

0.222 

0.009 

4.05 

Safe 

12 ZWM 

0801000700223100 

0.25 

0.15 

(101.33) 

0.12 

0.06 

0.18 

0.05 

0.22 

0.04 

- 

0.0348 

0.0492 

- 

0.084 

0.126 

0.308 

0.015 

0.292 

0.018 

6.15 

Safe 

13 GM 

0801000800239600 

0.22 

0.21 

(36.13) 

0.17 

0.14 

0.31 

0.05 

0.22 

0.06 

0.0100 

0.0806 

0.1139 

- 

0.205 

0.261 

0.569 

0.028 

0.540 

0.036 

6.66 

Safe 

13 Kpd (jiyan Wali) 

0803000700568200 

0.20 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0006 

0.0008 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

- 

- 

Safe 

13 KWM 

0801000700226000 

0.25 

0.10 

(55.45) 

0.08 

0.06 

0.14 

0.05 

0.22 

0.03 

- 

0.0345 

0.0487 

- 

0.083 

0.111 

0.253 

0.013 

0.240 

- 

- 

Safe 

13 LM 

0801000600179800 

0.25 

0.08 

(113.10) 

0.06 

0.05 

0.11 

0.04 

0.16 

0.02 

- 

0.0294 

0.0332 

- 

0.063 

0.084 

0.191 

0.010 

0.182 

- 

- 

Safe 

13 MLD-A 

0801000700207000 

0.25 

0.07 

(73.95) 

0.06 

0.03 

0.09 

0.05 

0.22 

0.02 

- 

0.0165 

0.0233 

- 

0.040 

0.060 

0.146 

0.007 

0.139 

0.018 

12.95 

Safe 

13 MLD-B 

0801000700207200 

0.25 

0.01 

(36.56) 

0.01 

0.01 

0.02 

0.01 

0.05 

0.00 

- 

0.0074 

0.0105 

- 

0.018 

0.020 

0.040 

0.002 

0.038 

- 

- 

Safe 



0.25 

0.07 

(79.10) 

0.06 

0.04 

0.10 

0.04 

0.16 

0.02 

- 

0.0224 

0.0316 

- 

0.054 

0.074 

0.173 

0.009 

0.164 

0.009 

5.49 

Safe 

13 RJD 

0801000700202200 

0.22 

0.12 

(24.11) 

0.10 

0.11 

0.21 

0.05 

0.23 

0.03 

0.0800 

0.0449 

0.0635 

- 

0.188 

0.221 

0.428 

0.021 

0.407 

0.405 

99.52 

Critical 

13 ZWM 

0801000700223200 

0.25 

0.30 

(111.85) 

0.24 

0.12 

0.36 

0.05 

0.22 

0.08 

- 

0.0686 

0.0969 

- 

0.166 

0.248 

0.606 

0.030 

0.576 

0.027 

4.69 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


14 AS-A 

080100080023990C 

4.867 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.007 

0.43 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


14 AS-B 

0801000800239800 

4.956 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.688 

0.45 

0.180 

0.00 

0.00 

0.01 

0.01 

0.00 

0.04 

0.02 

0.01 

0.000 

0.02 

0.04 


14 GM 

0801000800239700 

4.750 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.750 

0.39 

0.180 

0.01 

0.00 

0.05 

0.07 

0.00 

0.22 

0.13 

0.05 

0.000 

0.17 

0.29 


14 LM 

0801000600181700 

2.767 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.767 

0.06 

0.200 

0.00 

0.00 

0.03 

0.03 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.17 

0.25 


14 MLD-A 

0801000700206800 

1.429 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.429 

0.20 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.04 

0.03 

0.03 

0.000 

0.17 

0.29 


14 MLD-B 

0801000700206900 

4.872 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.872 

0.16 

0.200 

0.01 

0.00 

0.04 

0.05 

0.00 

0.09 

0.05 

0.03 

0.000 

0.17 

0.28 


14 RJD 

0801000700202100 

2.424 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

2.424 

0.31 

0.200 

0.08 

0.02 

0.03 

0.04 

0.00 

0.15 

0.08 

0.32 

0.000 

0.18 

0.35 


14SLD 

0801000700227000 

1.248 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.248 

-0.03 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.03 

0.000 

0.17 

0.30 


14,18 KWM 

0801000700225500 

5.434 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.434 

0.29 

0.200 

0.01 

0.00 

0.05 

0.05 

0.00 

0.23 

0.13 

0.04 

0.000 

0.17 

0.30 


15 GM 

0801000800237800 

3.032 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.397 

0.40 

0.180 

0.01 

0.00 

0.03 

0.04 

0.00 

0.12 

0.07 

0.04 

0.000 

0.13 

0.22 


15 KWM 

0801000700225300 

1.482 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.482 

0.22 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.04 

0.02 

0.02 

0.000 

0.17 

0.29 


15 LM 

0801000600179900 

3.491 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.506 

0.06 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

-0.01 

0.00 

0.000 

0.07 

0.11 


15 RJD 

0801000700202000 

3.586 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

3.586 

0.28 

0.200 

0.05 

0.01 

0.03 

0.04 

0.00 

0.17 

0.09 

0.20 

0.000 

0.18 

0.35 


15 SLD 

0801000700226900 

7.607 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

7.607 

0.02 

0.200 

0.01 

0.00 

0.07 

0.07 

0.00 

-0.11 

-0.06 

0.03 

0.000 

0.17 

0.30 


16 AS 

0801000800237700 

4.820 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.196 

0.50 

0.180 

0.00 

0.00 

0.01 

0.01 

0.00 

0.08 

0.05 

0.02 

0.000 

0.04 

0.07 


16 GM 

0801000800237900 

16.453 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

16.453 

0.39 

0.180 

0.04 

0.01 

0.19 

0.24 

0.00 

0.77 

0.44 

0.17 

0.000 

0.17 

0.30 


16 KWM 

0801000700225100 

9.010 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

9.010 

0.14 

0.200 

0.01 

0.00 

0.09 

0.09 

0.00 

0.08 

0.05 

0.03 

0.000 

0.17 

0.29 


16 LM 

0801000600181600 

1.969 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.501 

0.06 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.04 

0.06 


16 RJD 

0801000700201800 

2.404 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

2.404 

0.23 

0.200 

0.01 

0.00 

0.02 

0.02 

0.00 

0.07 

0.04 

0.04 

0.000 

0.18 

0.36 


17 GM 

0801000800238300 

18.680 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

6.120 

0.33 

0.120 

0.03 

0.01 

0.07 

0.09 

0.00 

0.10 

0.06 

0.14 

0.000 

0.06 

0.10 







Command 

Younger Alluvium 

12.560 

0.33 

0.180 

0.05 

0.01 

0.14 

0.19 

0.00 

0.45 

0.26 

0.18 

0.000 

0.11 

0.20 


17 KWM 

0801000700225400 

3.368 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.368 

0.25 

0.200 

0.01 

0.00 

0.03 

0.03 

0.00 

0.11 

0.07 

0.04 

0.000 

0.17 

0.29 


17 LM 

0801000600182800 

6.326 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.949 

0.06 

0.200 

0.00 

0.00 

0.06 

0.06 

0.00 

-0.04 

-0.03 

0.00 

0.000 

0.16 

0.24 


17 RJD 

0801000700201900 

3.342 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

3.342 

0.24 

0.200 

0.01 

0.00 

0.03 

0.03 

0.00 

0.10 

0.05 

0.03 

0.000 

0.18 

0.35 


18 AS 

0801000800237600 

11.370 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.751 

0.58 

0.180 

0.00 

0.00 

0.02 

0.03 

0.00 

0.14 

0.08 

0.02 

0.000 

0.03 

0.04 


18 LM 

0801000600183000 

4.918 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.918 

0.04 

0.200 

0.00 

0.00 

0.05 

0.05 

0.00 

-0.06 

-0.04 

0.00 

0.000 

0.17 

0.26 


18 Mkd 

0803000300520000 

3.722 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

3.722 

-3.46 

0.060 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.004 

0.23 

0.76 


18 RJD 

0801000700201700 

2.654 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

2.654 

0.16 

0.200 

0.01 

0.00 

0.03 

0.03 

0.00 

0.04 

0.02 

0.05 

0.000 

0.18 

0.36 


19 AS 

0801000800237500 

3.929 

Saline 

Gang Canal 

Command 

Younger Alluvium 

0.088 

0.93 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.01 


19 KWM 

0801000700225000 

3.204 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.204 

0.19 

0.200 

0.00 

0.00 

0.03 

0.03 

0.00 

0.06 

0.04 

0.00 

0.000 

0.17 

0.28 


19 LM 

0801000600182900 

2.775 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.775 

0.05 

0.200 

0.00 

0.00 

0.03 

0.03 

0.00 

-0.03 

-0.02 

0.00 

0.000 

0.17 

0.26 


19 RJD 

0801000700201600 

5.992 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

5.992 

0.14 

0.200 

0.01 

0.00 

0.05 

0.06 

0.00 

0.08 

0.04 

0.03 

0.000 

0.18 

0.37 


2 A-A 

0801000600167200 

1.058 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.247 

0.64 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.000 

0.04 

0.06 


2 ANM 

0801000700205800 

4.726 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

4.491 

0.15 

0.200 

0.02 

0.00 

0.03 

0.04 

0.00 

0.08 

0.04 

0.06 

0.000 

0.17 

0.32 







Command 

Younger Alluvium 

0.234 

0.15 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


2 BKM 

0801000900285900 

5.362 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.042 

0.15 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


2 BPM 

0801000900285100 

1.342 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.342 

-0.06 

0.200 

0.02 

0.01 

0.02 

0.02 

0.00 

0.00 

0.00 

0.09 

0.000 

0.18 

0.39 


2 CM 

0801000900297400 

2.748 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.632 

0.01 

0.200 

0.02 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.06 

0.000 

0.11 

0.24 


2 DD-B 

0801000700219600 

2.334 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.309 

-0.02 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.03 


2 Dl 

0803000700564700 

7.443 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

7.443 

0.17 

0.080 

0.05 

0.01 

0.08 

0.11 

0.00 

-0.04 

-0.02 

0.21 

0.007 

0.17 

0.32 


2 DM 

0801000800238100 

10.512 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

10.512 

0.33 

0.200 

0.03 

0.01 

0.12 

0.16 

0.00 

0.44 

0.27 

0.14 

0.000 

0.17 

0.27 


2 DOA 

0801000900297600 

1.762 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.762 

-0.08 

0.200 

0.11 

0.03 

0.02 

0.03 

0.00 

0.00 

0.00 

0.45 

0.000 

0.18 

0.40 


2 DOL 

0801000700194500 

1.306 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.645 

0.02 

0.200 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

0.00 

0.00 

0.000 

0.09 

0.16 


2 DSM 

0801000600183700 

4.966 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.966 

0.11 

0.200 

0.00 

0.00 

0.06 

0.07 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.17 

0.26 


2 FM 

0801000700221000 

15.631 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

15.631 

-0.06 

0.200 

0.00 

0.00 

0.12 

0.15 

0.00 

0.00 

0.00 

0.00 

0.000 

0.17 

0.27 


2GD-A 

0801000700217900 

2.692 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.193 

0.04 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.02 


2 GDM 

0801000900285500 

3.530 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.452 

0.00 

0.200 

0.02 

0.01 

0.03 

0.04 

0.00 

-0.05 

-0.02 

0.09 

0.000 

0.12 

0.27 


2 GDSM 

0801000900285700 

2.812 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.812 

0.04 

0.200 

0.14 

0.04 

0.04 

0.04 

0.00 

0.04 

0.02 

0.58 

0.000 

0.18 

0.38 


2 GM 

0801000800238600 

6.036 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

6.036 

0.33 

0.120 

0.06 

0.02 

0.07 

0.09 

0.00 

0.12 

0.06 

0.24 

0.000 

0.17 

0.33 


2 GPM 

0801000900296900 

2.301 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.134 

0.47 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.000 

0.01 

0.02 







Non-command 

Younger Alluvium 

1.344 

0.47 

0.200 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.06 

0.07 

0.000 

0.10 

0.24 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.065 

0.47 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.01 


2 JM 

0801000600180000 

2.847 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.326 

0.06 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 


2 JSM 

0801000700219800 

4.167 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.167 

0.00 

0.200 

0.00 

0.00 

0.03 

0.04 

0.00 

0.00 

0.00 

0.01 

0.000 

0.17 

0.26 


2 KAM 

0801000600178400 

4.042 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.090 

0.66 

0.180 

0.00 

0.00 

0.04 

0.05 

0.00 

0.29 

0.18 

0.00 

0.000 

0.13 

0.20 






Gang Canal 

Command 

Younger Alluvium 

0.601 

0.66 

0.180 

0.00 

0.00 

0.01 

0.01 

0.00 

0.05 

0.03 

0.00 

0.000 

0.02 

0.04 


2 KHM 

0801000700205300 

5.416 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

5.416 

0.27 

0.200 

0.02 

0.00 

0.05 

0.05 

0.00 

0.21 

0.11 

0.09 

0.000 

0.18 

0.34 


2 KLM-A 

0801000700199100 

3.794 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

0.082 

0.02 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 







Command 

Younger Alluvium 

0.298 

0.02 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.03 


2 KLM-B 

0801000700199000 

2.244 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

0.091 

0.03 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


2 KM 

0801000700221500 

2.721 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.721 

-0.01 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.01 

0.000 

0.17 

0.26 


2 KPD-A 

0801000700199300 

1.422 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.422 

0.03 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.04 

0.000 

0.18 

0.32 


2 KPD-B 

0801000700199400 

1.410 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.410 

0.04 

0.200 

0.02 

0.00 

0.01 

0.01 

0.00 

0.01 

0.01 

0.06 

0.000 

0.18 

0.33 


2 LM 

0801000900284900 

2.700 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.700 

-0.05 

0.200 

0.07 

0.02 

0.04 

0.04 

0.00 

0.00 

0.00 

0.29 

0.000 

0.18 

0.38 


2 LM -A 

0801000600177600 

1.882 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.448 

0.24 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.04 

0.06 


2 LM -B 

0801000600177500 

1.700 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.280 

0.17 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.04 


2 MGM-A 

0801000700204800 

2.680 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

2.680 

0.35 

0.200 

0.01 

0.00 

0.03 

0.04 

0.00 

0.13 

0.07 

0.03 

0.000 

0.18 

0.34 


2 MGM-B 

0801000700204700 

3.848 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

0.569 

0.34 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.03 

0.02 

0.03 

0.000 

0.03 

0.05 









Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

(25j 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ; 

(so; 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

14 AS-A 

0801000800239900 

0.22 

0.00 

52,921.98 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

14 AS-B 

0801000800239800 

0.22 

0.00 

515.77 

0.00 

0.02 

0.02 

0.01 

0.03 

0.00 

- 

0.0101 

0.0143 

- 

0.024 

0.025 

0.048 

0.002 

0.045 

0.009 

19.91 

Safe 

14 GM 

0801000800239700 

0.22 

0.18 

(27.44) 

0.14 

0.12 

0.27 

0.05 

0.22 

0.05 

0.0100 

0.0699 

0.0987 

- 

0.179 

0.227 

0.493 

0.025 

0.468 

0.045 

9.61 

Safe 

14 LM 

0801000600181700 

0.25 

0.12 

(110.60) 

0.09 

0.05 

0.15 

0.05 

0.21 

0.03 

- 

0.0339 

0.0383 

- 

0.072 

0.105 

0.250 

0.013 

0.238 

- 

- 

Safe 

14 MLD-A 

0801000700206800 

0.25 

0.06 

(57.56) 

0.05 

0.02 

0.07 

0.05 

0.22 

0.02 

- 

0.0140 

0.0198 

- 

0.034 

0.051 

0.124 

0.006 

0.118 

0.027 

22.85 

Safe 

14 MLD-B 

0801000700206900 

0.25 

0.21 

(75.46) 

0.17 

0.08 

0.25 

0.05 

0.22 

0.06 

- 

0.0478 

0.0675 

- 

0.115 

0.173 

0.424 

0.021 

0.402 

0.027 

6.71 

Safe 

14 RJD 

0801000700202100 

0.22 

0.10 

(21.17) 

0.08 

0.08 

0.16 

0.05 

0.23 

0.03 

0.0600 

0.0357 

0.0504 

- 

0.146 

0.172 

0.333 

0.017 

0.316 

0.324 

102.52 

Over Exploited 

14SLD 

0801000700227000 

0.25 

0.05 

- 

0.05 

0.02 

0.08 

0.05 

0.22 

0.01 

- 

0.0122 

0.0173 

- 

0.030 

0.044 

0.120 

0.012 

0.108 

0.027 

25.02 

Safe 

14,18 KWM 

0801000700225500 

0.25 

0.23 

(44.02) 

0.19 

0.10 

0.29 

0.05 

0.22 

0.06 

0.0100 

0.0666 

0.0753 

- 

0.152 

0.216 

0.508 

0.025 

0.483 

0.036 

7.46 

Safe 

15 GM 

0801000800237800 

0.22 

0.07 

3.58 

0.07 

0.06 

0.14 

0.04 

0.17 

0.02 

0.0100 

0.0353 

0.0498 

- 

0.095 

0.115 

0.250 

0.012 

0.237 

0.036 

15.16 

Safe 

15 KWM 

0801000700225300 

0.25 

0.06 

(66.08) 

0.05 

0.03 

0.08 

0.05 

0.22 

0.02 

- 

0.0182 

0.0205 

- 

0.039 

0.056 

0.136 

0.007 

0.129 

0.018 

13.98 

Safe 

15 LM 

0801000600179900 

0.25 

0.03 

(124.07) 

0.02 

0.03 

0.05 

0.02 

0.09 

0.01 

- 

0.0185 

0.0209 

- 

0.039 

0.047 

0.098 

0.005 

0.093 

- 

- 

Safe 

15 RJD 

0801000700202000 

0.22 

0.14 

(37.61) 

0.11 

0.08 

0.19 

0.05 

0.23 

0.04 

0.0200 

0.0440 

0.0497 

- 

0.114 

0.152 

0.346 

0.017 

0.329 

0.198 

60.24 

Safe 

15 SLD 

0801000700226900 

0.25 

0.33 

(118.82) 

0.26 

0.15 

0.41 

0.05 

0.22 

0.09 

- 

0.0933 

0.1054 

- 

0.199 

0.289 

0.697 

0.035 

0.662 

0.027 

4.08 

Safe 

16 AS 

0801000800237700 

0.22 

0.01 

355.40 

0.01 

0.02 

0.04 

0.01 

0.05 

0.00 

- 

0.0147 

0.0166 

- 

0.031 

0.034 

0.071 

0.004 

0.067 

0.018 

26.85 

Safe 

16 GM 

0801000800237900 

0.22 

0.62 

(28.59) 

0.49 

0.44 

0.93 

0.05 

0.22 

0.17 

0.0300 

0.2420 

0.3420 

- 

0.614 

0.783 

1.715 

0.086 

1.629 

0.171 

10.50 

Safe 

16 KWM 

0801000700225100 

0.25 

0.38 

(87.09) 

0.31 

0.17 

0.48 

0.05 

0.22 

0.11 

- 

0.1104 

0.1249 

- 

0.235 

0.342 

0.823 

0.041 

0.782 

0.027 

3.45 

Safe 

16 LM 

0801000600181600 

0.25 

0.01 

(133.95) 

0.00 

0.01 

0.01 

0.01 

0.05 

0.00 

- 

0.0049 

0.0069 

- 

0.012 

0.013 

0.026 

0.001 

0.025 

- 

- 

Safe 

16 RJD 

0801000700201800 

0.22 

0.10 

(61.08) 

0.08 

0.05 

0.12 

0.05 

0.23 

0.03 

- 

0.0295 

0.0333 

- 

0.063 

0.089 

0.213 

0.011 

0.202 

0.036 

17.83 

Safe 

17 GM 

0801000800238300 

0.20 

0.07 

(14.91) 

0.06 

0.17 

0.23 

0.02 

0.07 

0.02 

0.0300 

0.0900 

0.1272 

- 

0.247 

0.266 

0.494 

0.025 

0.469 

0.135 

28.78 

Safe 



0.22 

0.32 

(17.43) 

0.26 

0.34 

0.60 

0.03 

0.15 

0.09 

0.0300 

0.1848 

0.2611 

- 

0.476 

0.563 

1.161 

0.058 

1.103 

0.180 

16.31 

Safe 

17 KWM 

0801000700225400 

0.25 

0.14 

(53.35) 

0.12 

0.06 

0.18 

0.05 

0.22 

0.04 

- 

0.0413 

0.0467 

- 

0.088 

0.128 

0.308 

0.015 

0.293 

0.036 

12.30 

Safe 

17 LM 

0801000600182800 

0.25 

0.23 

(112.53) 

0.19 

0.11 

0.30 

0.04 

0.20 

0.07 

- 

0.0729 

0.0824 

- 

0.155 

0.221 

0.522 

0.026 

0.496 

- 

- 

Safe 

17 RJD 

0801000700201900 

0.22 

0.13 

(59.61) 

0.11 

0.06 

0.17 

0.05 

0.23 

0.04 

- 

0.0410 

0.0463 

- 

0.087 

0.124 

0.295 

0.015 

0.280 

0.027 

9.63 

Safe 

18 AS 

0801000800237600 

0.22 

0.01 

752.71 

0.01 

0.05 

0.06 

0.01 

0.03 

0.00 

- 

0.0258 

0.0364 

- 

0.062 

0.065 

0.123 

0.006 

0.116 

0.018 

15.45 

Safe 

18 LM 

0801000600183000 

0.25 

0.21 

(117.70) 

0.16 

0.09 

0.26 

0.05 

0.21 

0.06 

- 

0.0603 

0.0682 

- 

0.129 

0.186 

0.445 

0.022 

0.423 

- 

- 

Safe 

18 Mkd 

0803000300520000 

0.07 

0.06 

- 

0.06 

0.02 

0.08 

0.06 

0.29 

0.02 

- 

0.0143 

0.0202 

- 

0.035 

0.050 

0.134 

0.013 

0.121 

0.004 

2.96 

Safe 

18 RJD 

0801000700201700 

0.22 

0.11 

(78.96) 

0.09 

0.05 

0.14 

0.05 

0.23 

0.03 

0.0100 

0.0325 

0.0368 

- 

0.079 

0.108 

0.245 

0.012 

0.233 

0.054 

23.16 

Safe 

19 AS 

0801000800237500 

0.22 

0.00 

10,242.62 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0019 

0.0021 

- 

0.004 

0.004 

0.007 

0.000 

0.006 

- 

- 

Safe 

19 KWM 

0801000700225000 

0.25 

0.14 

(73.23) 

0.11 

0.06 

0.17 

0.05 

0.22 

0.04 

- 

0.0393 

0.0444 

- 

0.084 

0.122 

0.292 

0.015 

0.278 

- 

- 

Safe 

19 LM 

0801000600182900 

0.25 

0.12 

(114.96) 

0.09 

0.05 

0.15 

0.05 

0.21 

0.03 

- 

0.0340 

0.0385 

- 

0.073 

0.105 

0.251 

0.013 

0.239 

- 

- 

Safe 

19 RJD 

0801000700201600 

0.22 

0.24 

(84.50) 

0.20 

0.10 

0.30 

0.05 

0.23 

0.07 

- 

0.0588 

0.0830 

- 

0.142 

0.207 

0.507 

0.025 

0.481 

0.027 

5.61 

Safe 

2 A-A 

0801000600167200 

0.22 

0.00 

641.14 

0.00 

0.00 

0.01 

0.01 

0.05 

0.00 

- 

0.0030 

0.0034 

- 

0.007 

0.007 

0.014 

0.001 

0.014 

- 

- 

Safe 

2 ANM 

0801000700205800 

0.22 

0.17 

(74.42) 

0.13 

0.08 

0.21 

0.05 

0.22 

0.05 

0.0100 

0.0440 

0.0622 

- 

0.116 

0.162 

0.375 

0.019 

0.356 

0.063 

17.69 

Safe 



0.25 

0.00 

226.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0023 

0.0032 

- 

0.006 

0.006 

0.010 

0.001 

0.010 

- 

- 

Safe 

2 BKM 

0801000900285900 

0.25 

0.00 

1,252.94 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0005 

0.0006 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

0.30 

Safe 

2 BPM 

0801000900285100 

0.25 

0.06 

- 

0.06 

0.05 

0.10 

0.05 

0.22 

0.02 

0.0200 

0.0197 

0.0279 

- 

0.068 

0.083 

0.187 

0.019 

0.169 

0.090 

53.49 

Safe 

2 CM 

0801000900297400 

0.25 

0.04 

(101.86) 

0.03 

0.03 

0.06 

0.03 

0.13 

0.01 

0.0100 

0.0120 

0.0226 

- 

0.045 

0.056 

0.115 

0.006 

0.110 

0.063 

57.67 

Safe 

2 DD-B 

0801000700219600 

0.25 

0.00 

- 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

- 

0.0030 

0.0043 

- 

0.007 

0.008 

0.015 

0.001 

0.013 

0.009 

67.25 

Safe 

2 Dl 

0803000700564700 

0.12 

0.15 

(115.27) 

0.12 

0.20 

0.32 

0.05 

0.22 

0.04 

0.0400 

0.1095 

0.1547 

- 

0.304 

0.346 

0.667 

0.033 

0.634 

0.212 

33.46 

Safe 

2 DM 

0801000800238100 

0.25 

0.44 

(38.39) 

0.35 

0.28 

0.64 

0.05 

0.22 

0.12 

0.0300 

0.1546 

0.2185 

- 

0.403 

0.526 

1.165 

0.058 

1.106 

0.135 

12.20 

Safe 

2 DOA 

0801000900297600 

0.25 

0.08 

- 

0.08 

0.08 

0.15 

0.05 

0.22 

0.02 

0.0800 

0.0259 

0.0366 

- 

0.143 

0.163 

0.317 

0.032 

0.285 

0.450 

157.92 

Over Exploited 

2 DOL 

0801000700194500 

0.25 

0.01 

(127.57) 

0.01 

0.01 

0.02 

0.02 

0.11 

0.00 

- 

0.0047 

0.0089 

- 

0.014 

0.018 

0.039 

0.002 

0.037 

- 

- 

Safe 

2 DSM 

0801000600183700 

0.25 

0.21 

(105.68) 

0.17 

0.13 

0.30 

0.05 

0.21 

0.06 

- 

0.0730 

0.1032 

- 

0.176 

0.235 

0.531 

0.027 

0.504 

- 

- 

Safe 

2 FM 

0801000700221000 

0.25 

0.66 

- 

0.66 

0.27 

0.93 

0.05 

0.22 

0.18 

- 

0.1533 

0.2166 

- 

0.370 

0.554 

1.484 

0.148 

1.335 

- 

- 

Safe 

2GD-A 

0801000700217900 

0.25 

0.00 

(290.08) 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0019 

0.0027 

- 

0.005 

0.005 

0.009 

0.000 

0.008 

0.009 

110.37 

Over Exploited 

2 GDM 

0801000900285500 

0.25 

0.08 

(131.58) 

0.06 

0.07 

0.13 

0.03 

0.15 

0.02 

0.0200 

0.0361 

0.0510 

- 

0.107 

0.126 

0.261 

0.013 

0.248 

0.090 

36.47 

Safe 

2 GDSM 

0801000900285700 

0.25 

0.12 

(83.70) 

0.10 

0.12 

0.22 

0.05 

0.22 

0.03 

0.1100 

0.0483 

0.0585 

- 

0.217 

0.249 

0.467 

0.023 

0.443 

0.576 

130.03 

Over Exploited 

2 GM 

0801000800238600 

0.20 

0.21 

(70.09) 

0.17 

0.18 

0.34 

0.05 

0.22 

0.06 

0.0500 

0.0888 

0.1255 

- 

0.264 

0.321 

0.665 

0.033 

0.632 

0.243 

38.45 

Safe 

2 GPM 

0801000900296900 

0.15 

0.00 

1,188.38 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.009 

3,111.07 

Over Exploited 



0.25 

0.03 

77.81 

0.04 

- 

0.04 

0.03 

0.13 

0.01 

- 

- 

- 

- 

- 

0.009 

0.051 

0.003 

0.048 

0.072 

149.66 

Over Exploited 



0.25 

0.00 

2,710.03 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0003 

0.0005 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

0.60 

Safe 

2 JM 

0801000600180000 

0.25 

0.00 

(183.77) 

0.00 

0.01 

0.01 

0.01 

0.02 

0.00 

- 

0.0032 

0.0045 

- 

0.008 

0.008 

0.015 

0.001 

0.014 

- 

- 

Safe 

2 JSM 

0801000700219800 

0.25 

0.17 

- 

0.17 

0.07 

0.25 

0.05 

0.21 

0.05 

- 

0.0409 

0.0577 

- 

0.099 

0.148 

0.394 

0.039 

0.354 

0.009 

2.54 

Safe 

2 KAM 

0801000600178400 

0.22 

0.09 

110.13 

0.10 

0.08 

0.18 

0.04 

0.16 

0.02 

- 

0.0455 

0.0642 

- 

0.110 

0.134 

0.319 

0.016 

0.303 

- 

- 

Safe 



0.22 

0.00 

783.61 

0.00 

0.03 

0.03 

0.01 

0.03 

0.00 

- 

0.0152 

0.0214 

- 

0.037 

0.038 

0.067 

0.003 

0.064 

- 

- 

Safe 

2 KHM 

0801000700205300 

0.22 

0.21 

(49.22) 

0.17 

0.10 

0.28 

0.05 

0.23 

0.06 

0.0100 

0.0664 

0.0750 

- 

0.151 

0.210 

0.486 

0.024 

0.462 

0.090 

19.49 

Safe 

2 KLM-A 

0801000700199100 

0.22 

0.00 

(818.46) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0006 

0.0011 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

- 

- 

Safe 



0.25 

0.00 

(271.19) 

0.00 

0.00 

0.01 

0.00 

0.02 

0.00 

- 

0.0022 

0.0041 

- 

0.006 

0.007 

0.012 

0.001 

0.011 

- 

- 

Safe 

2 KLM-B 

0801000700199000 

0.22 

0.00 

(444.17) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0007 

0.0013 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

- 

- 

Safe 

2 KM 

0801000700221500 

0.25 

0.11 

- 

0.11 

0.05 

0.16 

0.05 

0.21 

0.03 

- 

0.0267 

0.0377 

- 

0.064 

0.096 

0.257 

0.026 

0.232 

0.009 

3.89 

Safe 

2 KPD-A 

0801000700199300 

0.25 

0.06 

(103.16) 

0.05 

0.02 

0.07 

0.05 

0.23 

0.02 

- 

0.0105 

0.0197 

- 

0.030 

0.047 

0.120 

0.006 

0.114 

0.036 

31.56 

Safe 

2 KPD-B 

0801000700199400 

0.25 

0.06 

(91.74) 

0.05 

0.02 

0.07 

0.05 

0.23 

0.02 

0.0100 

0.0104 

0.0195 

- 

0.040 

0.057 

0.129 

0.006 

0.123 

0.063 

51.33 

Safe 

2 LM 

0801000900284900 

0.25 

0.12 

- 

0.12 

0.10 

0.21 

0.05 

0.22 

0.03 

0.0500 

0.0463 

0.0561 

- 

0.153 

0.183 

0.398 

0.040 

0.358 

0.288 

80.44 

Semi Critical 

2 LM -A 

0801000600177600 

0.25 

0.00 

89.18 

0.01 

0.01 

0.01 

0.01 

0.05 

0.00 

- 

0.0055 

0.0062 

- 

0.012 

0.013 

0.027 

0.001 

0.026 

- 

- 

Safe 

2 LM -B 

0801000600177500 

0.25 

0.00 

35.31 

0.00 

0.01 

0.01 

0.01 

0.04 

0.00 

- 

0.0034 

0.0039 

- 

0.007 

0.008 

0.016 

0.001 

0.015 

- 

- 

Safe 

2 MGM-A 

0801000700204800 

0.22 

0.11 

(37.45) 

0.08 

0.07 

0.15 

0.05 

0.23 

0.03 

0.0100 

0.0394 

0.0557 

- 

0.105 

0.134 

0.288 

0.014 

0.274 

0.027 

9.85 

Safe 

2 MGM-B 

0801000700204700 

0.22 

0.00 

445.76 

0.00 

0.01 

0.02 

0.01 

0.03 

0.00 

0.0100 

0.0084 

0.0118 

- 

0.030 

0.031 

0.050 

0.002 

0.047 

0.027 

56.96 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Command 

Younger Alluvium 

3.279 

0.34 

0.200 

0.04 

0.01 

0.04 

0.05 

0.00 

0.17 

0.09 

0.17 

0.000 

0.15 

0.28 


2 MLD-A 

0801000700209500 

2.794 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.793 

0.04 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

-0.03 

-0.02 

0.02 

0.000 

0.17 

0.27 


2 MLD-B 

0801000700209400 

1.899 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.899 

0.04 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.17 

0.27 


2 MLK-A 

0801000700224000 

2.274 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.274 

0.16 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

0.03 

0.02 

0.01 

0.000 

0.17 

0.28 


2 MLK-B 

0801000700223900 

1.109 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.109 

0.20 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.02 

0.01 

0.02 

0.000 

0.17 

0.28 


2 ND-A 

0801000600177800 

2.605 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.138 

0.52 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


2 ND-B 

0801000600177900 

1.134 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.712 

0.44 

0.180 

0.00 

0.00 

0.01 

0.01 

0.00 

0.04 

0.03 

0.00 

0.000 

0.10 

0.16 


2 NM 

0801000600183300 

4.087 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.087 

0.07 

0.200 

0.00 

0.00 

0.04 

0.04 

0.00 

-0.02 

-0.02 

0.00 

0.000 

0.17 

0.26 


2 NSM 

0801000600182700 

2.962 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.962 

0.07 

0.200 

0.00 

0.00 

0.03 

0.03 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.17 

0.25 


2 NWM 

0801000600176600 

4.996 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.761 

0.06 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.04 


2 PM 

0801000700221300 

4.217 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.217 

-0.01 

0.200 

0.00 

0.00 

0.03 

0.04 

0.00 

0.00 

0.00 

0.02 

0.000 

0.17 

0.26 


2 PM ll-A 

0801000700206000 

4.322 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.322 

0.26 

0.200 

0.01 

0.00 

0.03 

0.04 

0.00 

0.16 

0.09 

0.05 

0.000 

0.18 

0.32 


2 PM ll-B 

0801000700206100 

8.405 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

8.405 

0.25 

0.200 

0.01 

0.00 

0.06 

0.08 

0.00 

0.28 

0.16 

0.05 

0.000 

0.17 

0.31 


2 PSD-A 

0801000700192500 

1.553 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.334 

0.14 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.04 

0.06 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.219 

0.14 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.01 

0.01 

0.00 

0.000 

0.13 

0.23 


2 PSD-B 

0801000700192600 

3.800 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.038 

0.13 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.622 

0.13 

0.200 

0.01 

0.00 

0.03 

0.04 

0.00 

0.04 

0.03 

0.04 

0.000 

0.16 

0.28 


2 RKM-A 

0801000700206700 

5.303 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.303 

0.23 

0.200 

0.00 

0.00 

0.05 

0.05 

0.00 

0.14 

0.08 

0.02 

0.000 

0.17 

0.29 


2 RKM-B 

0801000700206600 

4.241 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.241 

0.25 

0.200 

0.01 

0.00 

0.04 

0.04 

0.00 

0.14 

0.08 

0.03 

0.000 

0.17 

0.30 


2 Rm(465 Rd) 

0803000700565300 

16.293 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

16.293 

-2.36 

0.080 

0.05 

0.01 

0.14 

0.16 

0.00 

0.00 

0.00 

0.16 

0.016 

0.18 

0.35 


2 RSM 

0801000700225800 

2.121 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.121 

0.33 

0.200 

0.01 

0.00 

0.02 

0.03 

0.00 

0.10 

0.05 

0.05 

0.000 

0.17 

0.31 


2 STY 

0801000700223300 

9.929 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

9.929 

0.07 

0.200 

0.01 

0.00 

0.08 

0.10 

0.00 

-0.02 

-0.01 

0.03 

0.000 

0.17 

0.27 


2,3 RJM 

0801000700203200 

3.170 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.170 

0.37 

0.200 

0.06 

0.01 

0.04 

0.05 

0.00 

0.20 

0.11 

0.23 

0.000 

0.18 

0.33 


20 AS 

0801000600166900 

4.552 

Saline 

Gang Canal 

Command 

Younger Alluvium 

1.224 

0.92 

0.180 

0.00 

0.00 

0.02 

0.02 

0.00 

0.16 

0.10 

0.00 

0.000 

0.04 

0.07 


20 KWM 

0801000700224900 

2.112 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.112 

0.14 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

0.02 

0.01 

0.00 

0.000 

0.17 

0.28 


20 LM 

0801000600181300 

6.720 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

6.720 

-0.01 

0.200 

0.00 

0.00 

0.06 

0.07 

0.00 

0.00 

0.00 

0.00 

0.000 

0.17 

0.26 


20 RJD 

0801000700201500 

6.455 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

6.455 

0.16 

0.200 

0.02 

0.00 

0.05 

0.06 

0.00 

0.12 

0.06 

0.07 

0.000 

0.18 

0.37 


21 AS-A 

0801000700219200 

1.807 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.012 

-0.03 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.03 

0.000 

0.09 

0.14 


21 AS-B 

0801000700219100 

2.009 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.537 

-0.03 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.01 

0.000 

0.13 

0.19 


21 RJD 

0801000700201400 

2.288 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

2.288 

0.23 

0.200 

0.01 

0.00 

0.02 

0.02 

0.00 

0.07 

0.04 

0.05 

0.000 

0.18 

0.35 


22 AS-A 

0801000700219000 

1.444 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.444 

0.00 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

-0.01 

-0.01 

0.04 

0.000 

0.17 

0.26 


22 AS-B 

0801000700218900 

1.411 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.411 

0.02 

0.200 

0.02 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.06 

0.000 

0.17 

0.26 


22 RJD 

0801000700201300 

3.888 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

3.888 

0.21 

0.200 

0.02 

0.00 

0.04 

0.04 

0.00 

0.11 

0.06 

0.07 

0.000 

0.18 

0.35 


23 AS 

0801000700218800 

3.442 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.184 

-0.01 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.03 

0.000 

0.06 

0.09 


23 RJD 

0801000700201200 

1.311 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

1.311 

0.17 

0.200 

0.02 

0.00 

0.01 

0.01 

0.00 

0.04 

0.02 

0.09 

0.000 

0.18 

0.36 


24 AS-A 

0801000700218700 

2.799 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.464 

0.02 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

-0.01 

0.00 

0.01 

0.000 

0.03 

0.04 


24 AS-B 

0801000700218600 

2.714 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.548 

0.04 

0.200 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

0.00 

0.02 

0.000 

0.03 

0.05 


24 AS-C 

0801000700218500 

4.472 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.062 

0.04 

0.200 

0.07 

0.00 

0.01 

0.01 

0.00 

0.06 

0.04 

0.03 

0.203 

0.04 

0.06 


24 RJD 

0801000700201100 

4.014 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

4.014 

0.19 

0.200 

0.01 

0.00 

0.03 

0.04 

0.00 

0.09 

0.05 

0.05 

0.000 

0.18 

0.35 


25 AS 

0801000700218400 

1.623 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.623 

0.04 

0.200 

0.03 

0.00 

0.01 

0.02 

0.00 

0.01 

0.01 

0.11 

0.000 

0.17 

0.26 


25 RJD 

0801000700200900 

2.083 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

2.083 

0.18 

0.200 

0.01 

0.00 

0.02 

0.02 

0.00 

0.05 

0.02 

0.05 

0.000 

0.18 

0.36 


26 AS 

0801000700218300 

0.956 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.956 

0.04 

0.200 

0.02 

0.00 

0.01 

0.01 

0.00 

0.01 

0.01 

0.08 

0.000 

0.17 

0.26 


26 RJD 

0801000700201000 

4.549 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

4.549 

0.18 

0.200 

0.02 

0.00 

0.03 

0.04 

0.00 

0.10 

0.05 

0.08 

0.000 

0.18 

0.35 


264.030 Rd(r) 

0803000300519000 

3.225 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

0.432 

1.07 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.00 

0.000 

0.03 

0.10 







Command 

Vindhyan Sandstone 

2.793 

1.07 

0.040 

0.00 

0.00 

0.00 

0.01 

0.00 

0.11 

0.03 

0.00 

0.003 

0.20 

0.66 


27 AS 

0801000700218200 

1.713 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.662 

0.04 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.03 

0.000 

0.06 

0.10 


27 RJD 

0801000700200800 

6.410 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

6.054 

0.18 

0.200 

0.02 

0.00 

0.05 

0.06 

0.00 

0.13 

0.07 

0.06 

0.000 

0.17 

0.34 


28 AS-A 

0801000700218100 

14.067 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

14.067 

0.04 

0.200 

0.02 

0.00 

0.11 

0.14 

0.00 

-0.12 

-0.07 

0.07 

0.000 

0.17 

0.27 


28 AS-B 

0801000700218000 

3.171 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.171 

0.04 

0.200 

0.01 

0.00 

0.02 

0.03 

0.00 

-0.02 

-0.01 

0.04 

0.000 

0.17 

0.26 


29 AS-A 

0801000700210900 

1.478 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.248 

0.10 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.000 

0.03 

0.05 


29 AS-B 

0801000700211000 

2.081 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.700 

0.11 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.06 

0.10 


3 CM 

0801000900297800 

2.439 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.439 

-0.07 

0.200 

0.04 

0.01 

0.02 

0.02 

0.00 

0.00 

0.00 

0.17 

0.000 

0.18 

0.40 


3 DSM 

0801000600183800 

12.184 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

12.184 

0.22 

0.200 

0.00 

0.00 

0.14 

0.18 

0.00 

0.21 

0.13 

0.00 

0.000 

0.17 

0.27 


3 GDM 

0801000900284000 

5.342 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.342 

0.28 

0.200 

0.05 

0.01 

0.07 

0.08 

0.00 

0.19 

0.09 

0.18 

0.001 

0.17 

0.35 


3 GM 

0801000700210200 

2.218 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.406 

0.06 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.05 



0801000800238700 

28.922 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.117 

0.10 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.05 

0.000 

0.03 

0.05 






IGNP Canal System Stage 1 

Command 

Older Alluvium 

24.612 

0.10 

0.120 

0.07 

0.02 

0.33 

0.36 

0.00 

-0.35 

-0.17 

0.28 

0.000 

0.15 

0.31 







Command 

Younger Alluvium 

0.192 

0.10 

0.180 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


3 JM 

0801000600180100 

2.760 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.072 

0.04 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


3 KAM 

0801000600178300 

2.851 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.851 

0.48 

0.180 

0.00 

0.00 

0.03 

0.04 

0.00 

0.17 

0.11 

0.01 

0.000 

0.17 

0.26 


3 KHM 

0801000700205100 

1.841 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

0.879 

0.33 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.04 

0.02 

0.03 

0.000 

0.09 

0.16 







Command 

Younger Alluvium 

0.961 

0.33 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.05 

0.03 

0.04 

0.000 

0.09 

0.17 


3 KLM 

0801000700198900 

3.316 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

0.707 

0.04 

0.200 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

0.00 

0.02 

0.000 

0.04 

0.07 


3 KM 

0801000700221700 

6.945 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

6.945 

-0.03 

0.200 

0.00 

0.00 

0.05 

0.07 

0.00 

0.00 

0.00 

0.01 

0.000 

0.17 

0.26 


3 KPD 

0801000700199700 

2.703 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

1.689 

0.08 

0.200 

0.01 

0.00 

0.01 

0.02 

0.00 

0.01 

0.01 

0.04 

0.000 

0.11 

0.21 







Command 

Younger Alluvium 

1.014 

0.08 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.01 

0.01 

0.03 

0.000 

0.07 

0.12 


3 Kwsm 

0803000700566900 

16.850 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

8.284 

0.06 

0.080 

0.05 

0.01 

0.07 

0.08 

0.00 

-0.07 

-0.04 

0.19 

0.008 

0.09 

0.17 







Command 

Younger Alluvium 

8.565 

0.06 

0.100 

0.06 

0.01 

0.07 

0.08 

0.00 

-0.06 

-0.03 

0.23 

0.008 

0.09 

0.17 








Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 


(27) 

(2s; 



( 31 ) 


( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.25 

0.12 

(28.48) 

0.10 

0.10 

0.20 

0.04 

0.19 

0.03 

0.0300 

0.0482 

0.0682 

- 

0.146 

0.180 

0.376 

0.019 

0.357 

0.171 

47.93 

Safe 

2 MLD-A 

0801000700209500 

0.25 

0.12 

(113.83) 

0.09 

0.05 

0.14 

0.05 

0.21 

0.03 

- 

0.0274 

0.0387 

- 

0.066 

0.099 

0.241 

0.012 

0.229 

0.018 

7.85 

Safe 

2 MLD-B 

0801000700209400 

0.25 

0.08 

(113.53) 

0.06 

0.03 

0.10 

0.05 

0.22 

0.02 

- 

0.0186 

0.0263 

- 

0.045 

0.067 

0.164 

0.008 

0.156 

- 

- 

Safe 

2 MLK-A 

0801000700224000 

0.25 

0.10 

(80.02) 

0.08 

0.04 

0.12 

0.05 

0.22 

0.03 

- 

0.0223 

0.0315 

- 

0.054 

0.081 

0.197 

0.010 

0.188 

0.009 

4.80 

Safe 

2 MLK-B 

0801000700223900 

0.25 

0.05 

(68.87) 

0.04 

0.02 

0.06 

0.05 

0.22 

0.01 

- 

0.0109 

0.0154 

- 

0.026 

0.039 

0.096 

0.005 

0.092 

0.018 

19.64 

Safe 

2 ND-A 

0801000600177800 

0.22 

0.00 

2,395.52 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0017 

0.0019 

- 

0.004 

0.004 

0.007 

0.000 

0.006 

- 

- 

Safe 

2 ND-B 

0801000600177900 

0.22 

0.02 

71.07 

0.02 

0.01 

0.03 

0.03 

0.13 

0.00 

- 

0.0087 

0.0099 

- 

0.019 

0.023 

0.057 

0.003 

0.054 

- 

- 

Safe 

2 NM 

0801000600183300 

0.25 

0.17 

(109.39) 

0.14 

0.08 

0.22 

0.05 

0.21 

0.05 

- 

0.0501 

0.0566 

- 

0.107 

0.155 

0.370 

0.018 

0.351 

- 

- 

Safe 

2 NSM 

0801000600182700 

0.25 

0.12 

(109.49) 

0.10 

0.06 

0.16 

0.05 

0.21 

0.03 

- 

0.0363 

0.0411 

- 

0.077 

0.112 

0.268 

0.013 

0.255 

- 

- 

Safe 

2 NWM 

0801000600176600 

0.25 

0.00 

(149.80) 

0.00 

0.01 

0.02 

0.01 

0.03 

0.00 

- 

0.0075 

0.0105 

- 

0.018 

0.019 

0.036 

0.002 

0.035 

- 

- 

Safe 

2 PM 

0801000700221300 

0.25 

0.18 

- 

0.18 

0.07 

0.25 

0.05 

0.21 

0.05 

- 

0.0414 

0.0584 

- 

0.100 

0.149 

0.399 

0.040 

0.359 

0.018 

5.01 

Safe 

2 PM ll-A 

0801000700206000 

0.25 

0.19 

(53.58) 

0.15 

0.08 

0.23 

0.05 

0.22 

0.05 

0.0100 

0.0424 

0.0599 

- 

0.112 

0.164 

0.392 

0.020 

0.372 

0.045 

12.09 

Safe 

2 PM ll-B 

0801000700206100 

0.25 

0.37 

(57.66) 

0.29 

0.15 

0.44 

0.05 

0.22 

0.10 

0.0100 

0.0824 

0.1165 

- 

0.209 

0.309 

0.749 

0.037 

0.712 

0.045 

6.32 

Safe 

2 PSD-A 

0801000700192500 

0.25 

0.00 

(31.66) 

0.00 

0.01 

0.01 

0.01 

0.05 

0.00 

- 

0.0033 

0.0046 

- 

0.008 

0.009 

0.017 

0.001 

0.016 

- 

- 

Safe 



0.25 

0.04 

(81.68) 

0.03 

0.02 

0.05 

0.04 

0.17 

0.01 

- 

0.0120 

0.0169 

- 

0.029 

0.040 

0.094 

0.005 

0.089 

- 

- 

Safe 

2 PSD-B 

0801000700192600 

0.25 

0.00 

1,125.37 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0004 

0.0005 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

- 

- 

Safe 



0.25 

0.15 

(82.49) 

0.12 

0.06 

0.18 

0.05 

0.21 

0.04 

- 

0.0355 

0.0502 

- 

0.086 

0.127 

0.308 

0.015 

0.293 

0.036 

12.29 

Safe 

2 RKM-A 

0801000700206700 

0.25 

0.23 

(62.88) 

0.18 

0.10 

0.28 

0.05 

0.22 

0.06 

- 

0.0650 

0.0735 

- 

0.139 

0.201 

0.485 

0.024 

0.461 

0.018 

3.90 

Safe 

2 RKM-B 

0801000700206600 

0.25 

0.18 

(55.81) 

0.15 

0.08 

0.23 

0.05 

0.22 

0.05 

- 

0.0520 

0.0588 

- 

0.111 

0.161 

0.389 

0.019 

0.369 

0.027 

7.31 

Safe 

2 Rm(465 Rd) 

0803000700565300 

0.12 

0.35 

- 

0.35 

0.31 

0.66 

0.05 

0.23 

0.09 

0.0200 

0.1997 

0.2258 

- 

0.446 

0.539 

1.199 

0.120 

1.079 

0.178 

16.46 

Safe 

2 RSM 

0801000700225800 

0.25 

0.09 

(40.26) 

0.07 

0.06 

0.13 

0.05 

0.22 

0.03 

0.0100 

0.0312 

0.0441 

- 

0.085 

0.111 

0.239 

0.012 

0.227 

0.045 

19.78 

Safe 

2 STY 

0801000700223300 

0.25 

0.42 

(102.82) 

0.34 

0.17 

0.51 

0.05 

0.22 

0.12 

- 

0.0974 

0.1376 

- 

0.235 

0.352 

0.860 

0.043 

0.817 

0.027 

3.30 

Safe 

2,3 RJM 

0801000700203200 

0.25 

0.14 

(23.23) 

0.11 

0.09 

0.20 

0.05 

0.23 

0.04 

0.0400 

0.0466 

0.0659 

- 

0.153 

0.191 

0.396 

0.020 

0.376 

0.225 

59.86 

Safe 

20 AS 

0801000600166900 

0.22 

0.01 

768.24 

0.01 

0.04 

0.05 

0.01 

0.06 

0.00 

- 

0.0257 

0.0291 

- 

0.055 

0.058 

0.112 

0.006 

0.106 

- 

- 

Safe 

20 KWM 

0801000700224900 

0.25 

0.09 

(86.04) 

0.07 

0.04 

0.11 

0.05 

0.22 

0.02 

- 

0.0207 

0.0293 

- 

0.050 

0.075 

0.183 

0.009 

0.174 

- 

- 

Safe 

20 LM 

0801000600181300 

0.25 

0.28 

- 

0.28 

0.13 

0.41 

0.05 

0.21 

0.08 

- 

0.0824 

0.0931 

- 

0.176 

0.255 

0.665 

0.066 

0.598 

- 

- 

Safe 

20 RJD 

0801000700201500 

0.22 

0.26 

(77.92) 

0.21 

0.11 

0.32 

0.05 

0.23 

0.07 

0.0100 

0.0633 

0.0895 

- 

0.163 

0.233 

0.556 

0.028 

0.528 

0.072 

13.63 

Safe 

21 AS-A 

0801000700219200 

0.25 

0.02 

- 

0.02 

0.02 

0.04 

0.03 

0.12 

0.01 

- 

0.0099 

0.0140 

- 

0.024 

0.031 

0.072 

0.007 

0.065 

0.027 

41.81 

Safe 

21 AS-B 

0801000700219100 

0.25 

0.05 

- 

0.05 

0.03 

0.08 

0.04 

0.16 

0.01 

- 

0.0151 

0.0213 

- 

0.036 

0.050 

0.126 

0.013 

0.113 

0.009 

7.94 

Safe 

21 RJD 

0801000700201400 

0.22 

0.09 

(60.63) 

0.07 

0.04 

0.12 

0.05 

0.23 

0.02 

0.0100 

0.0281 

0.0317 

- 

0.070 

0.095 

0.212 

0.011 

0.201 

0.045 

22.33 

Safe 

22 AS-A 

0801000700219000 

0.25 

0.06 

(115.12) 

0.05 

0.03 

0.07 

0.05 

0.21 

0.02 

- 

0.0142 

0.0200 

- 

0.034 

0.051 

0.124 

0.006 

0.118 

0.036 

30.45 

Safe 

22 AS-B 

0801000700218900 

0.25 

0.06 

(97.96) 

0.05 

0.02 

0.07 

0.05 

0.21 

0.02 

0.0100 

0.0138 

0.0196 

- 

0.043 

0.060 

0.132 

0.007 

0.125 

0.063 

50.38 

Safe 

22 RJD 

0801000700201300 

0.22 

0.16 

(63.16) 

0.12 

0.07 

0.20 

0.05 

0.23 

0.04 

0.0100 

0.0477 

0.0539 

- 

0.112 

0.154 

0.353 

0.018 

0.336 

0.072 

21.46 

Safe 

23 AS 

0801000700218800 

0.25 

0.02 

- 

0.02 

0.02 

0.04 

0.02 

0.07 

0.00 

- 

0.0116 

0.0164 

- 

0.028 

0.033 

0.070 

0.007 

0.063 

0.027 

42.64 

Safe 

23 RJD 

0801000700201200 

0.22 

0.05 

(58.71) 

0.04 

0.02 

0.07 

0.05 

0.23 

0.01 

0.0100 

0.0129 

0.0182 

- 

0.041 

0.055 

0.121 

0.006 

0.115 

0.090 

78.59 

Semi Critical 

24 AS-A 

0801000700218700 

0.25 

0.00 

(221.75) 

0.00 

0.01 

0.01 

0.01 

0.04 

0.00 

- 

0.0045 

0.0064 

- 

0.011 

0.012 

0.023 

0.001 

0.021 

0.009 

42.04 

Safe 

24 AS-B 

0801000700218600 

0.25 

0.00 

(177.92) 

0.00 

0.01 

0.01 

0.01 

0.04 

0.00 

- 

0.0054 

0.0076 

- 

0.013 

0.014 

0.028 

0.001 

0.026 

0.018 

68.80 

Safe 

24 AS-C 

0801000700218500 

0.25 

0.01 

269.48 

0.01 

0.02 

0.03 

0.01 

0.05 

0.00 

- 

0.0104 

0.0147 

- 

0.025 

0.028 

0.059 

0.003 

0.056 

0.230 

408.70 

Over Exploited 

24 RJD 

0801000700201100 

0.22 

0.16 

(70.29) 

0.13 

0.07 

0.20 

0.05 

0.23 

0.04 

0.0100 

0.0394 

0.0556 

- 

0.105 

0.149 

0.347 

0.017 

0.330 

0.054 

16.37 

Safe 

25 AS 

0801000700218400 

0.25 

0.07 

(86.72) 

0.05 

0.03 

0.08 

0.05 

0.21 

0.02 

0.0100 

0.0159 

0.0225 

- 

0.048 

0.067 

0.150 

0.007 

0.142 

0.108 

75.83 

Semi Critical 

25 RJD 

0801000700200900 

0.22 

0.08 

(71.31) 

0.07 

0.04 

0.10 

0.05 

0.23 

0.02 

0.0100 

0.0204 

0.0289 

- 

0.059 

0.082 

0.186 

0.009 

0.176 

0.045 

25.50 

Safe 

26 AS 

0801000700218300 

0.25 

0.04 

(82.22) 

0.03 

0.02 

0.05 

0.05 

0.21 

0.01 

0.0100 

0.0094 

0.0132 

- 

0.033 

0.044 

0.092 

0.005 

0.088 

0.081 

92.26 

Critical 

26 RJD 

0801000700201000 

0.22 

0.18 

(70.84) 

0.15 

0.08 

0.23 

0.05 

0.23 

0.05 

0.0100 

0.0446 

0.0630 

- 

0.118 

0.167 

0.393 

0.020 

0.373 

0.081 

21.71 

Safe 

264.030 Rd(r) 

0803000300519000 

0.07 

0.00 

754.03 

0.00 

0.00 

0.00 

0.01 

0.04 

0.00 

- 

0.0008 

0.0012 

- 

0.002 

0.002 

0.005 

0.000 

0.005 

0.000 

9.14 

Safe 



0.06 

0.03 

(0.57) 

0.03 

0.01 

0.04 

0.05 

0.25 

0.01 

- 

0.0054 

0.0076 

- 

0.013 

0.022 

0.064 

0.003 

0.061 

0.003 

4.41 

Safe 

27 AS 

0801000700218200 

0.25 

0.01 

(75.71) 

0.01 

0.01 

0.02 

0.02 

0.08 

0.00 

- 

0.0065 

0.0092 

- 

0.016 

0.019 

0.039 

0.002 

0.037 

0.027 

73.25 

Semi Critical 

27 RJD 

0801000700200800 

0.22 

0.23 

(70.35) 

0.19 

0.11 

0.29 

0.05 

0.22 

0.06 

0.0100 

0.0594 

0.0839 

- 

0.153 

0.216 

0.507 

0.025 

0.481 

0.063 

13.09 

Safe 

28 AS-A 

0801000700218100 

0.25 

0.59 

(112.62) 

0.47 

0.24 

0.72 

0.05 

0.21 

0.17 

0.0100 

0.1380 

0.1949 

- 

0.343 

0.508 

1.225 

0.061 

1.164 

0.072 

6.18 

Safe 

28 AS-B 

0801000700218000 

0.25 

0.13 

(109.34) 

0.11 

0.06 

0.16 

0.05 

0.21 

0.04 

- 

0.0311 

0.0439 

- 

0.075 

0.112 

0.274 

0.014 

0.260 

0.036 

13.85 

Safe 

29 AS-A 

0801000700210900 

0.25 

0.00 

267.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.00 

- 

0.0024 

0.0034 

- 

0.006 

0.006 

0.013 

0.001 

0.012 

0.030 

246.01 

Over Exploited 

29 AS-B 

0801000700211000 

0.25 

0.01 

(83.02) 

0.01 

0.01 

0.02 

0.02 

0.07 

0.00 

- 

0.0069 

0.0097 

- 

0.017 

0.019 

0.040 

0.002 

0.038 

- 

- 

Safe 

3 CM 

0801000900297800 

0.25 

0.11 

- 

0.11 

0.06 

0.17 

0.05 

0.22 

0.03 

0.0200 

0.0299 

0.0338 

- 

0.084 

0.111 

0.277 

0.028 

0.249 

0.171 

68.75 

Safe 

3 DSM 

0801000600183800 

0.25 

0.51 

(74.48) 

0.41 

0.32 

0.73 

0.05 

0.21 

0.14 

- 

0.1792 

0.2533 

- 

0.433 

0.576 

1.303 

0.065 

1.238 

- 

- 

Safe 

3 GDM 

0801000900284000 

0.25 

0.23 

(59.48) 

0.19 

0.16 

0.35 

0.05 

0.22 

0.06 

0.0300 

0.0917 

0.1111 

- 

0.233 

0.294 

0.640 

0.032 

0.608 

0.181 

29.74 

Safe 

3 GM 

0801000700210200 

0.25 

0.00 

(135.10) 

0.00 

0.01 

0.01 

0.01 

0.04 

0.00 

- 

0.0040 

0.0056 

- 

0.010 

0.010 

0.020 

0.001 

0.019 

- 

- 

Safe 


0801000800238700 

0.20 

0.02 

35.53 

0.02 

- 

0.02 

0.01 

0.03 

0.01 

0.0100 

- 

- 

- 

0.010 

0.015 

0.040 

0.002 

0.038 

0.054 

141.29 

Over Exploited 



0.20 

0.74 

(122.58) 

0.59 

0.71 

1.30 

0.04 

0.19 

0.19 

0.0500 

0.4224 

0.5116 

- 

0.984 

1.178 

2.478 

0.124 

2.354 

0.284 

12.06 

Safe 



0.22 

0.00 

(2,116.54) 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

- 

0.0033 

0.0040 

- 

0.007 

0.007 

0.013 

0.001 

0.012 

- 

- 

Safe 

3 JM 

0801000600180100 

0.25 

0.00 

(616.39) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0007 

0.0010 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

- 

- 

Safe 

3 KAM 

0801000600178300 

0.22 

0.10 

3.70 

0.11 

0.07 

0.18 

0.05 

0.21 

0.03 

- 

0.0419 

0.0593 

- 

0.101 

0.131 

0.314 

0.016 

0.298 

0.009 

3.02 

Safe 

3 KHM 

0801000700205100 

0.22 

0.02 

45.36 

0.02 

0.02 

0.04 

0.02 

0.11 

0.00 

0.0100 

0.0129 

0.0183 

- 

0.041 

0.046 

0.088 

0.004 

0.084 

0.027 

32.13 

Safe 



0.25 

0.02 

14.64 

0.03 

0.03 

0.05 

0.03 

0.12 

0.01 

0.0100 

0.0141 

0.0200 

- 

0.044 

0.050 

0.101 

0.005 

0.096 

0.036 

37.52 

Safe 

3 KLM 

0801000700198900 

0.22 

0.01 

(153.51) 

0.00 

0.01 

0.02 

0.01 

0.05 

0.00 

- 

0.0052 

0.0098 

- 

0.015 

0.017 

0.032 

0.002 

0.031 

0.018 

58.53 

Safe 

3 KM 

0801000700221700 

0.25 

0.29 

- 

0.29 

0.12 

0.41 

0.05 

0.21 

0.08 

- 

0.0681 

0.0962 

- 

0.164 

0.246 

0.657 

0.066 

0.592 

0.009 

1.52 

Safe 

3 KPD 

0801000700199700 

0.22 

0.04 

(86.54) 

0.03 

0.03 

0.06 

0.03 

0.14 

0.01 

- 

0.0124 

0.0234 

- 

0.036 

0.047 

0.107 

0.005 

0.101 

0.036 

35.56 

Safe 



0.25 

0.02 

(67.67) 

0.01 

0.02 

0.03 

0.02 

0.09 

0.00 

- 

0.0075 

0.0140 

- 

0.022 

0.026 

0.055 

0.003 

0.053 

0.027 

51.26 

Safe 

3 Kwsm 

0803000700566900 

0.12 

0.09 

(144.19) 

0.07 

0.16 

0.23 

0.02 

0.11 

0.02 

0.0200 

0.1016 

0.1148 

- 

0.236 

0.260 

0.493 

0.025 

0.469 

0.202 

43.10 

Safe 



0.20 

0.16 

(119.33) 

0.12 

0.17 

0.29 

0.02 

0.12 

0.04 

0.0300 

0.1050 

0.1187 

- 

0.254 

0.296 

0.589 

0.029 

0.559 

0.236 

42.23 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


3 LM 

080100060017910C 

2.199 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.199 

0.18 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

0.03 

0.02 

0.00 

0.000 

0.17 

0.25 


3 MGM 

0801000700204600 

5.389 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.389 

0.33 

0.200 

0.05 

0.01 

0.06 

0.08 

0.00 

0.26 

0.14 

0.18 

0.000 

0.18 

0.32 


3 MLD-A 

0801000700209100 

2.676 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.676 

0.05 

0.200 

0.01 

0.00 

0.02 

0.03 

0.00 

-0.01 

-0.01 

0.05 

0.000 

0.17 

0.27 


3 MLD-B 

0801000700209000 

0.933 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.933 

0.05 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.05 

0.000 

0.17 

0.27 


3 MLK-A 

0801000700224700 

2.124 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.124 

0.23 

0.200 

0.04 

0.01 

0.02 

0.02 

0.00 

0.09 

0.05 

0.14 

0.000 

0.17 

0.29 


3 MLK-B 

0801000700224400 

5.993 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.993 

0.26 

0.200 

0.03 

0.01 

0.06 

0.06 

0.00 

0.22 

0.13 

0.14 

0.000 

0.17 

0.29 


3 MLK-C 

0801000700224600 

4.461 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.461 

0.21 

0.200 

0.05 

0.01 

0.04 

0.04 

0.00 

0.14 

0.08 

0.19 

0.000 

0.17 

0.28 


3 MLK-D 

0801000700224500 

4.181 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.181 

0.27 

0.200 

0.01 

0.00 

0.04 

0.04 

0.00 

0.15 

0.09 

0.05 

0.000 

0.17 

0.29 


3 ND 

0801000600178000 

3.256 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.256 

0.50 

0.180 

0.00 

0.00 

0.04 

0.05 

0.00 

0.21 

0.13 

0.01 

0.000 

0.17 

0.26 


3 NM 

0801000600183200 

7.104 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

7.104 

0.05 

0.200 

0.00 

0.00 

0.07 

0.07 

0.00 

-0.07 

-0.05 

0.00 

0.000 

0.17 

0.26 


3 PM 

0801000700221400 

6.905 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

6.905 

-0.03 

0.200 

0.01 

0.00 

0.05 

0.07 

0.00 

0.00 

0.00 

0.05 

0.000 

0.17 

0.26 


3 PM II 

0801000700205900 

2.855 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.855 

0.19 

0.200 

0.01 

0.00 

0.02 

0.03 

0.00 

0.07 

0.04 

0.03 

0.000 

0.18 

0.32 


3 PSD-A 

0801000700192700 

1.696 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.096 

0.09 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.01 

0.01 

0.03 

0.000 

0.11 

0.19 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.600 

0.09 

0.200 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.06 

0.10 


3 PSD-B 

0801000700192800 

2.926 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.658 

0.07 

0.200 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.04 

0.07 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.239 

0.07 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.01 

0.000 

0.13 

0.23 


3 Rjd 

0803000700566700 

15.141 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

15.141 

-0.13 

0.080 

0.16 

0.02 

0.11 

0.15 

0.03 

0.00 

0.00 

0.61 

0.015 

0.18 

0.37 


3 RJM 

0801000900297000 

1.813 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.841 

0.40 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.08 

0.000 

0.08 

0.19 







Non-command 

Younger Alluvium 

0.109 

0.40 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.000 

0.01 

0.03 


3 SSM 

0801000600181100 

7.712 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

7.712 

-0.08 

0.200 

0.00 

0.00 

0.07 

0.08 

0.00 

0.00 

0.00 

0.00 

0.000 

0.17 

0.27 


3 Zwm (a) 

0803000700564100 

22.173 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

0.446 

0.07 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 







Command 

Younger Alluvium 

21.727 

0.07 

0.100 

0.03 

0.00 

0.15 

0.21 

0.00 

-0.17 

-0.10 

0.11 

0.021 

0.17 

0.28 


3,4 RSM 

0801000700225600 

4.621 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.621 

0.32 

0.200 

0.02 

0.01 

0.05 

0.07 

0.00 

0.18 

0.10 

0.09 

0.000 

0.17 

0.30 


4 Arm (kharwali) 

0803000700567300 

15.086 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

15.086 

-0.08 

0.100 

0.05 

0.01 

0.10 

0.15 

0.00 

0.00 

0.00 

0.18 

0.000 

0.18 

0.37 


4 Awm 

0803000700567600 

12.448 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

0.732 

-0.04 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.03 


4 BPM 

0801000900285400 

1.620 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.342 

-0.04 

0.200 

0.06 

0.01 

0.02 

0.02 

0.00 

0.00 

0.00 

0.23 

0.000 

0.15 

0.33 


4 CM 

0801000900297900 

1.886 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.252 

0.33 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.000 

0.02 

0.06 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.099 

0.33 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.02 


4DD-A 

0801000700219900 

1.599 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.599 

0.00 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.01 

0.000 

0.17 

0.26 


4 DD-B 

0801000700220000 

2.873 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.873 

0.00 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

-0.05 

-0.03 

0.01 

0.000 

0.17 

0.26 


4DD-C 

0801000700220100 

2.920 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.920 

0.01 

0.200 

0.02 

0.00 

0.02 

0.03 

0.00 

-0.02 

-0.02 

0.08 

0.000 

0.17 

0.26 


4 Dlsm 

0803000700565600 

4.695 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.411 

-1.66 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.003 

0.14 

0.33 







Non-command 

Tertiary Sandstone 

0.274 

-1.66 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.03 






IGNP Canal System Stage 1 

Command 

Older Alluvium 

1.010 

-1.66 

0.080 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.03 

0.001 

0.04 

0.10 


4 DOL 

0801000700194800 

1.641 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.000 

0.02 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


4 Dsm (b) 

0803000700564800 

26.221 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.632 

0.03 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.05 

0.008 

0.06 

0.12 






IGNP Canal System Stage 1 

Command 

Older Alluvium 

17.589 

0.03 

0.080 

0.03 

0.01 

0.18 

0.26 

0.00 

-0.38 

-0.18 

0.11 

0.017 

0.12 

0.25 


4 GDM 

0801000900284300 

3.384 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.384 

0.16 

0.200 

0.03 

0.01 

0.04 

0.05 

0.00 

0.03 

0.02 

0.11 

0.000 

0.18 

0.36 


4 Gm 

0803000700566200 

10.922 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.153 

-0.49 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.04 






IGNP Canal System Stage 1 

Command 

Older Alluvium 

9.769 

-0.49 

0.080 

0.03 

0.00 

0.07 

0.10 

0.00 

0.00 

0.00 

0.10 

0.009 

0.16 

0.31 



0801000900284700 

8.763 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.099 

-0.08 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.000 

0.04 

0.09 






IGNP Canal System Stage 1 

Command 

Older Alluvium 

4.410 

-0.08 

0.100 

0.02 

0.00 

0.06 

0.07 

0.00 

0.00 

0.00 

0.06 

0.001 

0.09 

0.20 







Command 

Younger Alluvium 

2.254 

-0.08 

0.200 

0.01 

0.00 

0.03 

0.03 

0.00 

0.00 

0.00 

0.04 

0.000 

0.05 

0.10 


4 JM 

0801000600180200 

2.903 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.166 

0.02 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

-0.03 

-0.02 

0.00 

0.000 

0.12 

0.19 


4 KAM 

0801000600178800 

4.369 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.369 

0.41 

0.180 

0.00 

0.00 

0.05 

0.06 

0.00 

0.21 

0.13 

0.00 

0.000 

0.17 

0.26 


4 KHM 

0801000700205200 

2.037 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

2.025 

0.30 

0.200 

0.03 

0.00 

0.02 

0.02 

0.00 

0.11 

0.06 

0.11 

0.000 

0.18 

0.33 







Command 

Younger Alluvium 

0.012 

0.30 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


4 KM 

0801000700221800 

7.980 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

7.980 

-0.07 

0.200 

0.00 

0.00 

0.06 

0.08 

0.00 

0.00 

0.00 

0.00 

0.000 

0.17 

0.27 


4 KPD 

0801000700199800 

3.839 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

2.669 

0.04 

0.200 

0.01 

0.00 

0.02 

0.03 

0.00 

-0.01 

0.00 

0.03 

0.000 

0.12 

0.23 







Command 

Younger Alluvium 

1.170 

0.04 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

0.00 

0.01 

0.000 

0.05 

0.10 


4 LM 

0801000600177400 

3.273 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.903 

0.09 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.05 

0.07 


4 MGM 

0801000700204500 

4.544 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.544 

0.33 

0.200 

0.02 

0.01 

0.05 

0.07 

0.00 

0.20 

0.11 

0.10 

0.000 

0.18 

0.33 


4 MLD-A 1 

0801000700208900 

1.088 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.088 

0.04 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.03 

0.000 

0.17 

0.27 


4 MLD-A II 

0801000700208800 

2.225 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.225 

0.05 

0.200 

0.01 

0.00 

0.02 

0.02 

0.00 

-0.01 

0.00 

0.03 

0.000 

0.17 

0.27 


4 MLD-B 1 

0801000700208700 

1.664 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.664 

0.05 

0.200 

0.01 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.04 

0.000 

0.17 

0.27 


4 MLD-B II 

0801000700208600 

1.467 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.434 

0.05 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.03 

0.000 

0.05 

0.08 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.002 

0.05 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

0.00 

0.02 

0.000 

0.12 

0.19 


4 MLK-A 

0801000700224100 

1.364 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.364 

0.21 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.04 

0.03 

0.03 

0.000 

0.17 

0.29 


4 MLK-B 

0801000700224200 

1.101 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.101 

0.22 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.04 

0.02 

0.05 

0.000 

0.17 

0.29 


4 ND 

0801000600179000 

2.454 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.454 

0.31 

0.200 

0.00 

0.00 

0.03 

0.04 

0.00 

0.09 

0.06 

0.00 

0.000 

0.17 

0.25 


4 NM 

0801000600183100 

4.010 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.010 

0.04 

0.200 

0.00 

0.00 

0.04 

0.04 

0.00 

-0.04 

-0.03 

0.00 

0.000 

0.17 

0.26 


4 PSD-A 

0801000700192900 

4.578 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.578 

0.14 

0.200 

0.01 

0.00 

0.03 

0.05 

0.00 

0.06 

0.03 

0.04 

0.000 

0.17 

0.30 


4 PSD-B 

0801000700193000 

4.213 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.213 

0.14 

0.200 

0.00 

0.00 

0.02 

0.04 

0.00 

0.06 

0.03 

0.02 

0.000 

0.17 

0.31 


4 Rjd 

0803000700567000 

12.642 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

12.642 

-0.11 

0.100 

0.08 

0.01 

0.09 

0.12 

0.00 

0.00 

0.00 

0.30 

0.000 

0.19 

0.39 


4 RJM 

0801000700203000 

2.598 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.598 

0.33 

0.200 

0.02 

0.00 

0.03 

0.04 

0.00 

0.13 

0.07 

0.06 

0.000 

0.18 

0.33 



0801000900298200 

5.838 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.836 

0.14 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.04 

0.05 

0.001 

0.18 

0.42 






IGNP Canal System Stage 1 

Command 

Older Alluvium 

0.002 

0.14 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


4 SSM 

0801000600180900 

5.573 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.573 

-0.14 

0.200 

0.00 

0.00 

0.05 

0.05 

0.00 

0.00 

0.00 

0.00 

0.000 

0.17 

0.27 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


(24j 

(25j 


(27) 

( 28 ) 

(29; 

(30; 

( 31 ) 

(32j 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

3 LM 

0801000600179100 

0.25 

0.09 

(75.08) 

0.07 

0.04 

0.12 

0.05 

0.21 

0.03 

- 

0.0270 

0.0305 

- 

0.057 

0.083 

0.199 

0.010 

0.189 

- 

- 

Safe 

3 MGM 

0801000700204600 

0.25 

0.24 

(40.51) 

0.19 

0.15 

0.34 

0.05 

0.23 

0.07 

0.0300 

0.0793 

0.1120 

- 

0.221 

0.286 

0.628 

0.031 

0.596 

0.180 

30.19 

Safe 

3 MLD-A 

0801000700209100 

0.25 

0.11 

(106.75) 

0.09 

0.05 

0.14 

0.05 

0.22 

0.03 

0.0100 

0.0262 

0.0371 

- 

0.073 

0.105 

0.241 

0.012 

0.229 

0.045 

19.62 

Safe 

3 MLD-B 

0801000700209000 

0.25 

0.04 

(95.67) 

0.03 

0.02 

0.05 

0.05 

0.22 

0.01 

0.0100 

0.0091 

0.0129 

- 

0.032 

0.043 

0.091 

0.005 

0.086 

0.045 

52.21 

Safe 

3 MLK-A 

0801000700224700 

0.25 

0.09 

(43.53) 

0.07 

0.05 

0.12 

0.05 

0.22 

0.03 

0.0200 

0.0260 

0.0294 

- 

0.076 

0.101 

0.224 

0.011 

0.213 

0.144 

67.68 

Safe 

3 MLK-B 

0801000700224400 

0.25 

0.26 

(49.29) 

0.20 

0.13 

0.33 

0.05 

0.22 

0.07 

0.0200 

0.0735 

0.0830 

- 

0.177 

0.247 

0.578 

0.029 

0.549 

0.135 

24.59 

Safe 

3 MLK-C 

0801000700224600 

0.25 

0.19 

(55.53) 

0.15 

0.10 

0.25 

0.05 

0.22 

0.05 

0.0200 

0.0547 

0.0618 

- 

0.137 

0.189 

0.437 

0.022 

0.415 

0.189 

45.51 

Safe 

3 MLK-D 

0801000700224500 

0.25 

0.18 

(49.31) 

0.14 

0.08 

0.22 

0.05 

0.22 

0.05 

0.0100 

0.0513 

0.0579 

- 

0.119 

0.169 

0.392 

0.020 

0.373 

0.045 

12.07 

Safe 

3 ND 

0801000600178000 

0.22 

0.12 

11.74 

0.13 

0.08 

0.22 

0.05 

0.21 

0.03 

- 

0.0479 

0.0677 

- 

0.116 

0.149 

0.368 

0.018 

0.349 

0.009 

2.58 

Safe 

3 NM 

0801000600183200 

0.25 

0.30 

(115.56) 

0.24 

0.14 

0.37 

0.05 

0.21 

0.08 

- 

0.0871 

0.0984 

- 

0.186 

0.269 

0.644 

0.032 

0.611 

- 

- 

Safe 

3 PM 

0801000700221400 

0.25 

0.29 

- 

0.29 

0.12 

0.41 

0.05 

0.21 

0.08 

0.0100 

0.0677 

0.0957 

- 

0.173 

0.255 

0.664 

0.066 

0.598 

0.054 

9.04 

Safe 

3 PM II 

0801000700205900 

0.25 

0.13 

(68.68) 

0.10 

0.05 

0.15 

0.05 

0.22 

0.03 

- 

0.0280 

0.0396 

- 

0.068 

0.102 

0.252 

0.013 

0.240 

0.027 

11.26 

Safe 

3 PSD-A 

0801000700192700 

0.25 

0.03 

(77.38) 

0.02 

0.02 

0.04 

0.03 

0.14 

0.01 

- 

0.0081 

0.0152 

- 

0.023 

0.032 

0.073 

0.004 

0.069 

0.030 

43.20 

Safe 



0.25 

0.01 

(93.43) 

0.01 

0.01 

0.02 

0.02 

0.08 

0.00 

- 

0.0044 

0.0083 

- 

0.013 

0.015 

0.032 

0.002 

0.030 

- 

- 

Safe 

3 PSD-B 

0801000700192800 

0.25 

0.01 

(104.69) 

0.01 

0.01 

0.02 

0.01 

0.05 

0.00 

- 

0.0048 

0.0091 

- 

0.014 

0.016 

0.031 

0.002 

0.030 

- 

- 

Safe 



0.25 

0.07 

(101.22) 

0.06 

0.03 

0.09 

0.04 

0.17 

0.02 

- 

0.0165 

0.0310 

- 

0.048 

0.068 

0.162 

0.008 

0.154 

0.009 

5.86 

Safe 

3 Rjd 

0803000700566700 

0.12 

0.33 

- 

0.33 

0.30 

0.63 

0.05 

0.23 

0.09 

0.0700 

0.1485 

0.2098 

0.038 

0.467 

0.556 

1.189 

0.119 

1.070 

0.620 

57.90 

Safe 

3 RJM 

0801000900297000 

0.15 

0.01 

119.03 

0.01 

- 

0.01 

0.02 

0.10 

0.00 

- 

- 

- 

- 

- 

0.003 

0.015 

0.001 

0.014 

0.081 

563.26 

Over Exploited 



0.25 

0.00 

1,168.06 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.009 

2,233.25 

Over Exploited 

3 SSM 

0801000600181100 

0.25 

0.32 

- 

0.32 

0.15 

0.47 

0.05 

0.22 

0.09 

- 

0.0945 

0.1069 

- 

0.201 

0.292 

0.765 

0.076 

0.688 

- 

- 

Safe 

3 Zwm (a) 

0803000700564100 

0.12 

0.00 

(1,629.76) 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

- 

0.0044 

0.0062 

- 

0.011 

0.011 

0.018 

0.001 

0.017 

0.000 

2.48 

Safe 



0.20 

0.73 

(114.15) 

0.58 

0.36 

0.95 

0.05 

0.21 

0.20 

0.0100 

0.2131 

0.3011 

- 

0.524 

0.725 

1.670 

0.084 

1.587 

0.129 

8.12 

Safe 

3,4 RSM 

0801000700225600 

0.25 

0.20 

(47.28) 

0.16 

0.13 

0.29 

0.05 

0.22 

0.05 

0.0200 

0.0680 

0.0961 

- 

0.184 

0.239 

0.529 

0.026 

0.502 

0.090 

17.93 

Safe 

4 Arm (kharwali) 

0803000700567300 

0.20 

0.56 

- 

0.56 

0.26 

0.82 

0.05 

0.23 

0.15 

0.0200 

0.1479 

0.2091 

- 

0.377 

0.527 

1.347 

0.135 

1.212 

0.180 

14.85 

Safe 

4 Awm 

0803000700567600 

0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0036 

0.0051 

- 

0.009 

0.009 

0.017 

0.002 

0.015 

- 

- 

Safe 

4 BPM 

0801000900285400 

0.25 

0.05 

- 

0.05 

0.05 

0.09 

0.04 

0.18 

0.01 

0.0400 

0.0197 

0.0279 

- 

0.088 

0.100 

0.194 

0.019 

0.175 

0.225 

128.67 

Over Exploited 

4 CM 

0801000900297900 

0.25 

0.00 

375.28 

0.00 

- 

0.00 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.009 

437.29 

Over Exploited 



0.25 

0.00 

807.03 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0007 

0.0014 

- 

0.002 

0.002 

0.004 

0.000 

0.004 

0.000 

0.34 

Safe 

4DD-A 

0801000700219900 

0.25 

0.07 

- 

0.07 

0.03 

0.09 

0.05 

0.21 

0.02 

- 

0.0157 

0.0222 

- 

0.038 

0.057 

0.151 

0.015 

0.136 

0.009 

6.62 

Safe 

4 DD-B 

0801000700220000 

0.25 

0.12 

(126.69) 

0.10 

0.05 

0.15 

0.05 

0.21 

0.03 

- 

0.0282 

0.0398 

- 

0.068 

0.102 

0.248 

0.012 

0.235 

0.009 

3.82 

Safe 

4DD-C 

0801000700220100 

0.25 

0.12 

(112.47) 

0.10 

0.05 

0.15 

0.05 

0.21 

0.03 

0.0100 

0.0286 

0.0405 

- 

0.079 

0.113 

0.262 

0.013 

0.249 

0.081 

32.57 

Safe 

4 Dlsm 

0803000700565600 

0.12 

0.06 

- 

0.06 

- 

0.06 

0.04 

0.18 

0.02 

0.0100 

- 

- 

- 

0.010 

0.025 

0.082 

0.008 

0.074 

0.122 

165.46 

Over Exploited 



0.07 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.011 

4,602.91 

Over Exploited 



0.12 

0.01 

- 

0.01 

0.02 

0.02 

0.01 

0.05 

0.00 

- 

0.0099 

0.0140 

- 

0.024 

0.025 

0.047 

0.005 

0.042 

0.033 

77.62 

Semi Critical 

4 DOL 

0801000700194800 

0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

4 Dsm (b) 

0803000700564800 

0.12 

0.06 

(68.24) 

0.05 

- 

0.05 

0.02 

0.07 

0.02 

0.0100 

- 

- 

- 

0.010 

0.026 

0.075 

0.004 

0.071 

0.062 

87.21 

Semi Critical 



0.12 

0.25 

(172.62) 

0.20 

0.45 

0.66 

0.03 

0.15 

0.07 

0.0200 

0.2587 

0.3656 

- 

0.644 

0.712 

1.368 

0.068 

1.300 

0.125 

9.61 

Safe 

4 GDM 

0801000900284300 

0.25 

0.15 

(89.33) 

0.12 

0.10 

0.22 

0.05 

0.22 

0.04 

0.0200 

0.0581 

0.0703 

- 

0.148 

0.187 

0.410 

0.021 

0.390 

0.108 

27.81 

Safe 

4 Gm 

0803000700566200 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.003 

0.000 

0.003 

0.012 

405.82 

Over Exploited 



0.12 

0.19 

- 

0.19 

0.16 

0.35 

0.04 

0.20 

0.05 

0.0100 

0.0958 

0.1354 

- 

0.241 

0.292 

0.643 

0.064 

0.579 

0.106 

18.38 

Safe 


0801000900284700 

0.15 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.027 

0.003 

0.024 

0.027 

112.76 

Over Exploited 



0.15 

0.06 

- 

0.06 

0.12 

0.18 

0.02 

0.11 

0.02 

0.0100 

0.0757 

0.0917 

- 

0.177 

0.193 

0.375 

0.038 

0.338 

0.064 

18.82 

Safe 



0.25 

0.03 

- 

0.03 

0.06 

0.09 

0.01 

0.06 

0.01 

0.0100 

0.0387 

0.0468 

- 

0.096 

0.102 

0.191 

0.019 

0.172 

0.036 

21.11 

Safe 

4 JM 

0801000600180200 

0.25 

0.07 

(126.15) 

0.05 

0.04 

0.09 

0.04 

0.16 

0.02 

- 

0.0212 

0.0300 

- 

0.051 

0.070 

0.162 

0.008 

0.154 

- 

- 

Safe 

4 KAM 

0801000600178800 

0.22 

0.16 

(17.38) 

0.13 

0.11 

0.25 

0.05 

0.21 

0.05 

- 

0.0643 

0.0908 

- 

0.155 

0.200 

0.447 

0.022 

0.425 

- 

- 

Safe 

4 KHM 

0801000700205200 

0.22 

0.08 

(24.19) 

0.06 

0.04 

0.10 

0.05 

0.23 

0.02 

0.0200 

0.0248 

0.0281 

- 

0.073 

0.094 

0.197 

0.010 

0.187 

0.108 

57.69 

Safe 



0.25 

0.00 

9,023.70 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

- 

- 

Safe 

4 KM 

0801000700221800 

0.25 

0.33 

- 

0.33 

0.14 

0.47 

0.05 

0.21 

0.09 

- 

0.0783 

0.1106 

- 

0.189 

0.283 

0.756 

0.076 

0.681 

- 

- 

Safe 

4 KPD 

0801000700199800 

0.22 

0.07 

(105.87) 

0.06 

0.04 

0.10 

0.03 

0.16 

0.02 

- 

0.0196 

0.0370 

- 

0.057 

0.076 

0.176 

0.009 

0.168 

0.027 

16.11 

Safe 



0.25 

0.02 

(126.91) 

0.01 

0.02 

0.03 

0.01 

0.07 

0.00 

- 

0.0086 

0.0162 

- 

0.025 

0.029 

0.060 

0.003 

0.057 

0.009 

15.77 

Safe 

4 LM 

0801000600177400 

0.25 

0.01 

(104.82) 

0.01 

0.02 

0.03 

0.01 

0.06 

0.00 

- 

0.0111 

0.0125 

- 

0.024 

0.027 

0.052 

0.003 

0.050 

- 

- 

Safe 

4 MGM 

0801000700204500 

0.25 

0.20 

(47.51) 

0.16 

0.13 

0.29 

0.05 

0.23 

0.06 

0.0200 

0.0668 

0.0944 

- 

0.181 

0.236 

0.527 

0.026 

0.500 

0.099 

19.79 

Safe 

4 MLD-A 1 

0801000700208900 

0.25 

0.05 

(99.13) 

0.04 

0.02 

0.06 

0.05 

0.22 

0.01 

- 

0.0107 

0.0151 

- 

0.026 

0.039 

0.094 

0.005 

0.089 

0.027 

30.23 

Safe 

4 MLD-A II 

0801000700208800 

0.25 

0.09 

(105.02) 

0.07 

0.04 

0.11 

0.05 

0.22 

0.03 

- 

0.0218 

0.0308 

- 

0.053 

0.079 

0.193 

0.010 

0.183 

0.027 

14.76 

Safe 

4 MLD-B 1 

0801000700208700 

0.25 

0.07 

(103.14) 

0.06 

0.03 

0.09 

0.05 

0.22 

0.02 

- 

0.0163 

0.0231 

- 

0.039 

0.059 

0.144 

0.007 

0.137 

0.036 

26.32 

Safe 

4 MLD-B II 

0801000700208600 

0.25 

0.01 

(16.83) 

0.00 

0.01 

0.01 

0.01 

0.06 

0.00 

- 

0.0043 

0.0060 

- 

0.010 

0.012 

0.024 

0.001 

0.023 

0.030 

132.36 

Over Exploited 



0.25 

0.03 

(113.84) 

0.02 

0.02 

0.04 

0.03 

0.15 

0.01 

- 

0.0098 

0.0139 

- 

0.024 

0.032 

0.072 

0.004 

0.069 

0.018 

26.20 

Safe 

4 MLK-A 

0801000700224100 

0.25 

0.06 

(54.31) 

0.05 

0.02 

0.07 

0.05 

0.22 

0.02 

- 

0.0134 

0.0189 

- 

0.032 

0.048 

0.119 

0.006 

0.113 

0.027 

23.93 

Safe 

4 MLK-B 

0801000700224200 

0.25 

0.05 

(50.16) 

0.04 

0.02 

0.06 

0.05 

0.22 

0.01 

0.0100 

0.0108 

0.0153 

- 

0.036 

0.049 

0.106 

0.005 

0.101 

0.045 

44.76 

Safe 

4 ND 

0801000600179000 

0.25 

0.10 

(42.24) 

0.08 

0.06 

0.15 

0.05 

0.21 

0.03 

- 

0.0361 

0.0510 

- 

0.087 

0.116 

0.262 

0.013 

0.249 

- 

- 

Safe 

4 NM 

0801000600183100 

0.25 

0.17 

(116.98) 

0.13 

0.08 

0.21 

0.05 

0.21 

0.05 

- 

0.0492 

0.0556 

- 

0.105 

0.152 

0.363 

0.018 

0.345 

- 

- 

Safe 

4 PSD-A 

0801000700192900 

0.25 

0.20 

(82.53) 

0.16 

0.08 

0.24 

0.05 

0.22 

0.05 

- 

0.0449 

0.0634 

- 

0.108 

0.163 

0.401 

0.020 

0.381 

0.036 

9.45 

Safe 

4 PSD-B 

0801000700193000 

0.25 

0.18 

(82.68) 

0.15 

0.07 

0.21 

0.05 

0.22 

0.05 

- 

0.0310 

0.0584 

- 

0.089 

0.140 

0.351 

0.018 

0.334 

0.018 

5.39 

Safe 

4 Rjd 

0803000700567000 

0.20 

0.47 

- 

0.47 

0.22 

0.69 

0.05 

0.24 

0.13 

0.0300 

0.1240 

0.1752 

- 

0.329 

0.455 

1.147 

0.115 

1.033 

0.300 

29.05 

Safe 

4 RJM 

0801000700203000 

0.25 

0.11 

(41.46) 

0.09 

0.07 

0.16 

0.05 

0.22 

0.03 

0.0100 

0.0382 

0.0540 

- 

0.102 

0.134 

0.293 

0.015 

0.278 

0.063 

22.62 

Safe 


0801000900298200 

0.15 

0.16 

(74.24) 

0.13 

- 

0.13 

0.05 

0.22 

0.04 

- 

- 

- 

- 

- 

0.040 

0.165 

0.008 

0.157 

0.055 

34.88 

Safe 



0.15 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

4 SSM 

0801000600180900 

0.25 

0.23 

- 

0.23 

0.11 

0.34 

0.05 

0.21 

0.07 

- 

0.0683 

0.0772 

- 

0.146 

0.211 

0.552 

0.055 

0.497 

- 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


4ZWM 

080100070022240C 

5.783 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.783 

-0.03 

0.200 

0.00 

0.00 

0.04 

0.06 

0.00 

0.00 

0.00 

0.00 

0.000 

0.17 

0.28 


415 Sm 

080300070056390C 

7.109 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

7.109 

-0.21 

0.100 

0.02 

0.00 

0.06 

0.07 

0.00 

0.00 

0.00 

0.07 

0.007 

0.17 

0.28 


5 Awm (a) 

080300070056770C 

17.215 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

0.000 

-0.12 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


5 CM 

080100090029800C 

5.301 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.687 

0.11 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.05 

0.000 

0.06 

0.13 







Non-command 

Younger Alluvium 

0.766 

0.11 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.000 

0.03 

0.06 






IGNP Canal System Stage 1 

Command 

Older Alluvium 

1.546 

0.11 

0.100 

0.01 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.05 

0.000 

0.05 

0.12 







Command 

Younger Alluvium 

1.144 

0.11 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.02 

0.01 

0.03 

0.000 

0.04 

0.09 


5 DD 

0801000700220200 

2.963 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.963 

0.00 

0.200 

0.01 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.05 

0.000 

0.17 

0.26 


5 Dim 

0803000700565700 

6.344 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.932 

-1.38 

0.080 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.005 

0.15 

0.33 






IGNP Canal System Stage 1 

Command 

Older Alluvium 

1.412 

-1.38 

0.080 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.04 

0.001 

0.04 

0.09 


5 DOL 

0801000700194900 

7.133 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.351 

0.02 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


5 GDM 

0801000900284200 

3.859 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.417 

0.16 

0.200 

0.02 

0.00 

0.05 

0.05 

0.00 

0.03 

0.02 

0.06 

0.000 

0.16 

0.33 


5 Gm 

0803000700566100 

20.028 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

18.043 

0.11 

0.080 

0.03 

0.00 

0.13 

0.18 

0.00 

-0.12 

-0.06 

0.09 

0.017 

0.16 

0.29 







Command 

Younger Alluvium 

1.984 

0.11 

0.100 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.01 

-0.01 

0.01 

0.002 

0.02 

0.03 



0801000800238800 

8.565 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

0.948 

0.15 

0.120 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.03 

0.000 

0.02 

0.04 







Command 

Younger Alluvium 

7.617 

0.15 

0.180 

0.05 

0.01 

0.10 

0.11 

0.00 

0.04 

0.02 

0.18 

0.000 

0.16 

0.32 


5 JM 

0801000600181400 

2.886 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.886 

0.03 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

-0.03 

-0.02 

0.00 

0.000 

0.17 

0.26 


5 KAM 

0801000600178700 

2.752 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.752 

0.38 

0.180 

0.00 

0.00 

0.03 

0.04 

0.00 

0.12 

0.07 

0.01 

0.000 

0.17 

0.27 


5 KD-A 

0801000700191900 

1.392 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.182 

0.07 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.000 

0.02 

0.04 


5 KD-B 

0801000700191800 

1.737 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.414 

0.06 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.04 

0.07 


5 KHM 

0801000700205400 

2.119 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

1.868 

0.29 

0.200 

0.01 

0.00 

0.02 

0.02 

0.00 

0.08 

0.04 

0.03 

0.000 

0.16 

0.29 







Command 

Younger Alluvium 

0.251 

0.29 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.04 


5 KPD 

0801000700199900 

2.709 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

2.709 

0.06 

0.200 

0.01 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.04 

0.000 

0.18 

0.34 


5 KWSM 

0801000700226600 

3.895 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.895 

0.11 

0.200 

0.01 

0.00 

0.04 

0.04 

0.00 

0.02 

0.01 

0.04 

0.000 

0.17 

0.32 


5 LM 

0801000600179200 

2.221 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.221 

0.11 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.00 

0.000 

0.17 

0.25 


5 MGM 

0801000700204400 

3.653 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.653 

0.33 

0.200 

0.03 

0.01 

0.04 

0.05 

0.00 

0.17 

0.09 

0.14 

0.000 

0.18 

0.32 


5 MLD-A 

0801000700208500 

2.436 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.436 

0.07 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

-0.01 

-0.01 

0.00 

0.000 

0.17 

0.27 


5 MLD-B 

0801000700208400 

1.228 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.228 

0.09 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.01 

0.01 

0.03 

0.000 

0.17 

0.28 


5 MLK 

0801000700224300 

6.408 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

6.408 

0.28 

0.200 

0.02 

0.00 

0.06 

0.06 

0.00 

0.25 

0.15 

0.09 

0.000 

0.17 

0.29 


5 ND 

0801000600178900 

5.976 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.976 

0.36 

0.200 

0.00 

0.00 

0.07 

0.09 

0.00 

0.28 

0.18 

0.01 

0.000 

0.17 

0.26 


5 NM 

0801000600181200 

10.476 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

10.476 

-0.04 

0.200 

0.00 

0.00 

0.10 

0.10 

0.00 

0.00 

0.00 

0.00 

0.000 

0.17 

0.26 


5 PSD-A 

0801000700193100 

0.707 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.634 

0.06 

0.200 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.02 

0.000 

0.16 

0.27 


5 PSD-B 

0801000700193200 

0.862 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.746 

0.06 

0.200 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.01 

0.000 

0.15 

0.26 


5 PSD-C 

0801000700193300 

2.961 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.029 

0.05 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.01 

-0.01 

0.02 

0.000 

0.12 

0.21 


5 RJM 

0801000700203400 

2.068 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.068 

0.34 

0.200 

0.02 

0.00 

0.02 

0.03 

0.00 

0.11 

0.06 

0.06 

0.000 

0.18 

0.32 


5 RSM 

0801000700225700 

2.835 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.835 

0.32 

0.200 

0.00 

0.00 

0.03 

0.04 

0.00 

0.11 

0.06 

0.00 

0.000 

0.17 

0.30 


5 SSM 

0801000600181000 

5.131 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.131 

-0.16 

0.200 

0.00 

0.00 

0.05 

0.05 

0.00 

0.00 

0.00 

0.00 

0.000 

0.17 

0.27 


5,6 KWM 

0801000700226400 

10.029 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

10.029 

0.26 

0.200 

0.09 

0.01 

0.09 

0.10 

0.00 

0.41 

0.22 

0.34 

0.000 

0.18 

0.33 


6 BKM 

0801000900283300 

7.640 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.215 

0.16 

0.200 

0.01 

0.00 

0.01 

0.02 

0.00 

0.02 

0.01 

0.05 

0.000 

0.03 

0.06 


6 DD 

0801000700220300 

1.277 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.277 

0.03 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.02 

-0.01 

0.01 

0.000 

0.17 

0.26 


6 GDM 

0801000900284100 

2.075 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.075 

0.04 

0.200 

0.02 

0.01 

0.03 

0.03 

0.00 

-0.03 

-0.02 

0.09 

0.000 

0.18 

0.38 


6 GM 

0801000700210300 

3.306 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.455 

0.08 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.07 

0.12 



0801000800238900 

3.014 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.014 

0.28 

0.180 

0.05 

0.01 

0.04 

0.04 

0.00 

0.11 

0.05 

0.18 

0.000 

0.17 

0.35 


6 JM 

0801000600180300 

4.149 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.149 

0.02 

0.200 

0.00 

0.00 

0.03 

0.04 

0.00 

-0.06 

-0.04 

0.00 

0.000 

0.17 

0.26 


6 KAM 

0801000600178600 

3.930 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.930 

0.38 

0.180 

0.00 

0.00 

0.04 

0.06 

0.00 

0.17 

0.10 

0.01 

0.000 

0.17 

0.28 


6 KAM (CAD PURV) 

0801000600178500 

3.739 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.739 

0.41 

0.180 

0.00 

0.00 

0.04 

0.06 

0.00 

0.18 

0.11 

0.00 

0.000 

0.17 

0.27 


6 KD 

0801000700191200 

2.540 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.037 

0.04 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


6 KHM 

0801000700205500 

3.733 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

0.739 

0.32 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.03 

0.01 

0.01 

0.000 

0.04 

0.07 







Command 

Younger Alluvium 

2.993 

0.32 

0.200 

0.00 

0.00 

0.03 

0.04 

0.00 

0.11 

0.06 

0.02 

0.000 

0.14 

0.26 


6 KPD 

0801000700200000 

4.101 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

4.101 

0.10 

0.200 

0.01 

0.00 

0.02 

0.04 

0.00 

0.03 

0.02 

0.05 

0.000 

0.18 

0.34 


6 Kpm 

0803000700564400 

10.183 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

1.880 

-0.22 

0.080 

0.02 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.07 

0.002 

0.03 

0.05 







Command 

Younger Alluvium 

8.303 

-0.22 

0.100 

0.09 

0.01 

0.07 

0.08 

0.00 

0.00 

0.00 

0.35 

0.008 

0.14 

0.23 


6 LM -A 

0801000600179300 

1.495 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.495 

0.08 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

0.00 

0.00 

0.000 

0.17 

0.25 


6 LM -B 

0801000600179400 

1.265 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.265 

0.07 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

0.00 

0.00 

0.000 

0.17 

0.25 


6 MGM 

0801000700204300 

5.153 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.153 

0.34 

0.200 

0.03 

0.01 

0.06 

0.08 

0.00 

0.23 

0.13 

0.14 

0.000 

0.18 

0.32 


6 MLD-A 

0801000700208300 

2.613 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.613 

0.06 

0.200 

0.01 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.03 

0.000 

0.17 

0.27 


6 MLD-B 

0801000700208200 

1.780 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.020 

0.08 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.761 

0.08 

0.200 

0.01 

0.00 

0.01 

0.02 

0.00 

0.01 

0.00 

0.04 

0.000 

0.17 

0.27 


6 ND 

0801000600182100 

1.944 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.944 

0.24 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

0.04 

0.03 

0.01 

0.000 

0.17 

0.26 


6 PSD-A 

0801000700193400 

1.733 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.357 

0.05 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.03 

0.000 

0.14 

0.24 


6 PSD-B 

0801000700193500 

2.004 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.683 

0.05 

0.200 

0.01 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.03 

0.000 

0.15 

0.26 


6 PSD-C 

0801000700193600 

1.090 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.920 

0.04 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

0.00 

0.01 

0.000 

0.15 

0.26 


6 RJM 

0801000700203500 

4.862 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.862 

0.35 

0.200 

0.02 

0.01 

0.06 

0.07 

0.00 

0.22 

0.12 

0.09 

0.000 

0.17 

0.31 


6 ZWM 

0801000700222500 

1.554 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.554 

-0.02 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.00 

0.000 

0.17 

0.28 


7 ARM 

0801000700202500 

5.141 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

5.141 

0.11 

0.200 

0.02 

0.00 

0.05 

0.05 

0.00 

0.03 

0.02 

0.08 

0.000 

0.18 

0.35 


7 DD-A 

0801000700220400 

1.303 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.303 

0.03 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.02 

-0.01 

0.02 

0.000 

0.17 

0.26 


7 DD-B 

0801000700220500 

1.731 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.731 

0.03 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.02 

-0.01 

0.02 

0.000 

0.17 

0.26 


7 GDM 

0801000900284400 

2.487 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.487 

0.09 

0.200 

0.07 

0.02 

0.03 

0.04 

0.00 

0.03 

0.01 

0.27 

0.000 

0.18 

0.37 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


(24j 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ; 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

4 ZWM 

0801000700222400 

0.25 

0.24 

- 

0.24 

0.10 

0.35 

0.05 

0.22 

0.07 

- 

0.0567 

0.0801 

- 

0.137 

0.205 

0.550 

0.055 

0.495 

- 

- 

Safe 

415 Sm 

0803000700563900 

0.20 

0.24 

- 

0.24 

0.13 

0.37 

0.05 

0.22 

0.07 

0.0100 

0.0871 

0.0985 

- 

0.196 

0.263 

0.635 

0.063 

0.571 

0.079 

13.80 

Safe 

5 Awm (a) 

0803000700567700 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

5 CM 

0801000900298000 

0.15 

0.01 

(14.90) 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.026 

0.001 

0.025 

0.045 

184.01 

Over Exploited 



0.25 

0.00 

48.02 

0.01 

- 

0.01 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.018 

265.36 

Over Exploited 



0.15 

0.01 

(89.21) 

0.01 

0.02 

0.03 

0.01 

0.07 

0.00 

0.0100 

0.0114 

0.0214 

- 

0.043 

0.046 

0.080 

0.004 

0.076 

0.045 

59.84 

Safe 



0.25 

0.01 

(31.72) 

0.01 

0.02 

0.03 

0.01 

0.05 

0.00 

- 

0.0084 

0.0158 

- 

0.024 

0.027 

0.054 

0.003 

0.051 

0.027 

53.28 

Safe 

5 DD 

0801000700220200 

0.25 

0.12 

- 

0.12 

0.05 

0.18 

0.05 

0.21 

0.03 

0.0100 

0.0291 

0.0411 

- 

0.080 

0.115 

0.290 

0.029 

0.261 

0.045 

17.24 

Safe 

5 Dim 

0803000700565700 

0.12 

0.09 

- 

0.09 

0.01 

0.10 

0.04 

0.18 

0.02 

0.0200 

- 

- 

- 

0.020 

0.043 

0.139 

0.014 

0.125 

0.178 

141.66 

Over Exploited 



0.12 

0.01 

- 

0.01 

0.02 

0.03 

0.01 

0.05 

0.00 

- 

0.0139 

0.0196 

- 

0.033 

0.035 

0.066 

0.007 

0.059 

0.044 

74.58 

Semi Critical 

5 DOL 

0801000700194900 

0.25 

0.00 

(398.46) 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0026 

0.0049 

- 

0.007 

0.008 

0.014 

0.001 

0.013 

- 

- 

Safe 

5 GDM 

0801000900284200 

0.25 

0.13 

(88.38) 

0.11 

0.10 

0.20 

0.04 

0.20 

0.03 

0.0100 

0.0586 

0.0710 

- 

0.140 

0.174 

0.376 

0.019 

0.357 

0.063 

17.77 

Safe 

5 Gm 

0803000700566100 

0.12 

0.34 

(118.46) 

0.27 

0.30 

0.58 

0.04 

0.20 

0.09 

0.0100 

0.1769 

0.2500 

- 

0.437 

0.530 

1.106 

0.055 

1.051 

0.103 

9.83 

Safe 



0.20 

0.01 

(193.01) 

0.01 

0.03 

0.04 

0.00 

0.02 

0.00 

- 

0.0195 

0.0275 

- 

0.047 

0.049 

0.088 

0.004 

0.083 

0.014 

16.69 

Safe 


0801000800238800 

0.20 

0.00 

(89.12) 

0.00 

0.03 

0.03 

0.01 

0.02 

0.00 

0.0100 

0.0163 

0.0197 

- 

0.046 

0.047 

0.076 

0.004 

0.073 

0.027 

37.18 

Safe 



0.22 

0.26 

(93.22) 

0.21 

0.22 

0.43 

0.04 

0.20 

0.07 

0.0300 

0.1307 

0.1583 

- 

0.319 

0.388 

0.820 

0.041 

0.779 

0.180 

23.11 

Safe 

5 JM 

0801000600181400 

0.25 

0.12 

(117.37) 

0.10 

0.05 

0.15 

0.05 

0.21 

0.03 

- 

0.0283 

0.0400 

- 

0.068 

0.102 

0.249 

0.012 

0.236 

- 

- 

Safe 

5 KAM 

0801000600178700 

0.22 

0.10 

(27.86) 

0.08 

0.07 

0.15 

0.05 

0.21 

0.03 

- 

0.0405 

0.0572 

- 

0.098 

0.126 

0.279 

0.014 

0.265 

0.009 

3.39 

Safe 

5 KD-A 

0801000700191900 

0.25 

0.00 

456.41 

0.00 

0.00 

0.00 

0.01 

0.03 

0.00 

- 

0.0013 

0.0025 

- 

0.004 

0.004 

0.008 

0.000 

0.008 

0.030 

383.29 

Over Exploited 

5 KD-B 

0801000700191800 

0.25 

0.00 

(121.24) 

0.00 

0.01 

0.01 

0.01 

0.05 

0.00 

- 

0.0030 

0.0057 

- 

0.009 

0.010 

0.020 

0.001 

0.019 

- 

- 

Safe 

5 KHM 

0801000700205400 

0.22 

0.06 

(32.88) 

0.05 

0.04 

0.09 

0.04 

0.20 

0.02 

- 

0.0229 

0.0259 

- 

0.049 

0.066 

0.154 

0.008 

0.147 

0.027 

18.42 

Safe 



0.25 

0.00 

289.68 

0.00 

0.00 

0.01 

0.01 

0.03 

0.00 

- 

0.0031 

0.0035 

- 

0.007 

0.007 

0.013 

0.001 

0.013 

- 

- 

Safe 

5 KPD 

0801000700199900 

0.22 

0.11 

(101.12) 

0.09 

0.04 

0.13 

0.05 

0.23 

0.03 

- 

0.0199 

0.0375 

- 

0.058 

0.087 

0.215 

0.011 

0.204 

0.036 

17.67 

Safe 

5 KWSM 

0801000700226600 

0.25 

0.17 

(93.66) 

0.14 

0.08 

0.21 

0.05 

0.22 

0.05 

- 

0.0477 

0.0540 

- 

0.102 

0.148 

0.360 

0.018 

0.342 

0.036 

10.53 

Safe 

5 LM 

0801000600179200 

0.25 

0.09 

(96.86) 

0.07 

0.04 

0.12 

0.05 

0.21 

0.03 

- 

0.0272 

0.0308 

- 

0.058 

0.084 

0.201 

0.010 

0.191 

- 

- 

Safe 

5 MGM 

0801000700204400 

0.25 

0.16 

(42.94) 

0.13 

0.11 

0.23 

0.05 

0.22 

0.04 

0.0300 

0.0537 

0.0759 

- 

0.160 

0.204 

0.438 

0.022 

0.416 

0.135 

32.44 

Safe 

5 MLD-A 

0801000700208500 

0.25 

0.10 

(106.13) 

0.08 

0.04 

0.12 

0.05 

0.22 

0.03 

- 

0.0239 

0.0338 

- 

0.058 

0.086 

0.211 

0.011 

0.200 

- 

- 

Safe 

5 MLD-B 

0801000700208400 

0.25 

0.05 

(87.29) 

0.04 

0.02 

0.06 

0.05 

0.22 

0.01 

- 

0.0120 

0.0170 

- 

0.029 

0.044 

0.106 

0.005 

0.101 

0.027 

26.69 

Safe 

5 MLK 

0801000700224300 

0.25 

0.27 

(45.98) 

0.22 

0.12 

0.34 

0.05 

0.22 

0.08 

0.0100 

0.0786 

0.0888 

- 

0.177 

0.253 

0.597 

0.030 

0.567 

0.090 

15.87 

Safe 

5 ND 

0801000600178900 

0.25 

0.25 

(29.27) 

0.20 

0.16 

0.36 

0.05 

0.21 

0.07 

- 

0.0879 

0.1242 

- 

0.212 

0.282 

0.638 

0.032 

0.606 

0.009 

1.49 

Safe 

5 NM 

0801000600181200 

0.25 

0.44 

- 

0.44 

0.20 

0.64 

0.05 

0.21 

0.12 

- 

0.1284 

0.1452 

- 

0.274 

0.397 

1.037 

0.104 

0.934 

- 

- 

Safe 

5 PSD-A 

0801000700193100 

0.25 

0.02 

(104.06) 

0.02 

0.01 

0.03 

0.04 

0.20 

0.01 

- 

0.0047 

0.0088 

- 

0.014 

0.020 

0.050 

0.002 

0.047 

0.018 

38.02 

Safe 

5 PSD-B 

0801000700193200 

0.25 

0.03 

(104.65) 

0.02 

0.01 

0.03 

0.04 

0.19 

0.01 

- 

0.0055 

0.0103 

- 

0.016 

0.023 

0.057 

0.003 

0.055 

0.009 

16.50 

Safe 

5 PSD-C 

0801000700193300 

0.25 

0.06 

(109.27) 

0.05 

0.03 

0.08 

0.03 

0.15 

0.02 

- 

0.0149 

0.0281 

- 

0.043 

0.060 

0.139 

0.007 

0.132 

0.018 

13.60 

Safe 

5 RJM 

0801000700203400 

0.25 

0.09 

(35.30) 

0.07 

0.05 

0.13 

0.05 

0.22 

0.02 

0.0100 

0.0304 

0.0430 

- 

0.083 

0.108 

0.235 

0.012 

0.223 

0.063 

28.25 

Safe 

5 RSM 

0801000700225700 

0.25 

0.12 

(49.01) 

0.10 

0.07 

0.17 

0.05 

0.22 

0.03 

- 

0.0417 

0.0589 

- 

0.101 

0.134 

0.306 

0.015 

0.291 

- 

- 

Safe 

5 SSM 

0801000600181000 

0.25 

0.22 

- 

0.22 

0.10 

0.31 

0.05 

0.22 

0.06 

- 

0.0629 

0.0711 

- 

0.134 

0.194 

0.509 

0.051 

0.458 

- 

- 

Safe 

5,6 KWM 

0801000700226400 

0.25 

0.44 

(50.17) 

0.35 

0.20 

0.56 

0.05 

0.22 

0.12 

0.0400 

0.1229 

0.1390 

- 

0.302 

0.422 

0.979 

0.049 

0.930 

0.342 

36.77 

Safe 

6 BKM 

0801000900283300 

0.25 

0.01 

(10.62) 

0.01 

0.03 

0.04 

0.01 

0.04 

0.00 

0.0100 

0.0179 

0.0252 

- 

0.053 

0.055 

0.095 

0.005 

0.090 

0.054 

60.27 

Safe 

6 DD 

0801000700220300 

0.25 

0.05 

(118.59) 

0.04 

0.02 

0.06 

0.05 

0.21 

0.02 

- 

0.0125 

0.0177 

- 

0.030 

0.045 

0.110 

0.006 

0.105 

0.009 

8.61 

Safe 

6 GDM 

0801000900284100 

0.25 

0.09 

(116.65) 

0.07 

0.07 

0.14 

0.05 

0.22 

0.02 

0.0200 

0.0356 

0.0431 

- 

0.099 

0.122 

0.264 

0.013 

0.250 

0.090 

36.04 

Safe 

6 GM 

0801000700210300 

0.25 

0.03 

(101.85) 

0.02 

0.03 

0.05 

0.02 

0.10 

0.01 

- 

0.0143 

0.0202 

- 

0.034 

0.042 

0.089 

0.004 

0.084 

- 

- 

Safe 


0801000800238900 

0.22 

0.12 

(52.43) 

0.09 

0.09 

0.19 

0.05 

0.22 

0.03 

0.0300 

0.0517 

0.0627 

- 

0.144 

0.175 

0.362 

0.018 

0.344 

0.180 

52.39 

Safe 

6 JM 

0801000600180300 

0.25 

0.17 

(121.29) 

0.14 

0.07 

0.21 

0.05 

0.21 

0.05 

- 

0.0407 

0.0575 

- 

0.098 

0.147 

0.357 

0.018 

0.340 

- 

- 

Safe 

6 KAM 

0801000600178600 

0.22 

0.15 

(31.09) 

0.12 

0.10 

0.22 

0.05 

0.22 

0.04 

- 

0.0578 

0.0817 

- 

0.140 

0.180 

0.399 

0.020 

0.379 

0.009 

2.37 

Safe 

6 KAM (CAD PURV) 

0801000600178500 

0.22 

0.14 

(21.61) 

0.11 

0.10 

0.21 

0.05 

0.21 

0.04 

- 

0.0550 

0.0777 

- 

0.133 

0.171 

0.379 

0.019 

0.360 

- 

- 

Safe 

6 KD 

0801000700191200 

0.25 

0.00 

(535.66) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0005 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

- 

- 

Safe 

6 KHM 

0801000700205500 

0.22 

0.01 

158.12 

0.01 

0.02 

0.03 

0.01 

0.04 

0.00 

- 

0.0109 

0.0154 

- 

0.026 

0.028 

0.054 

0.003 

0.051 

0.009 

17.57 

Safe 



0.25 

0.11 

(43.77) 

0.09 

0.08 

0.16 

0.04 

0.18 

0.03 

- 

0.0440 

0.0622 

- 

0.106 

0.135 

0.299 

0.015 

0.284 

0.018 

6.34 

Safe 

6 KPD 

0801000700200000 

0.22 

0.16 

(90.46) 

0.13 

0.06 

0.19 

0.05 

0.23 

0.04 

0.0100 

0.0302 

0.0568 

- 

0.097 

0.141 

0.335 

0.017 

0.318 

0.045 

14.16 

Safe 

6 Kpm 

0803000700564400 

0.12 

0.01 

- 

0.01 

0.03 

0.04 

0.01 

0.04 

0.00 

0.0100 

0.0230 

0.0260 

- 

0.059 

0.061 

0.103 

0.010 

0.093 

0.067 

72.12 

Semi Critical 



0.20 

0.23 

- 

0.23 

0.16 

0.39 

0.04 

0.18 

0.06 

0.0400 

0.1018 

0.1151 

- 

0.257 

0.321 

0.713 

0.071 

0.642 

0.356 

55.46 

Safe 

6 LM -A 

0801000600179300 

0.25 

0.06 

(105.95) 

0.05 

0.03 

0.08 

0.05 

0.21 

0.02 

- 

0.0183 

0.0207 

- 

0.039 

0.057 

0.135 

0.007 

0.128 

- 

- 

Safe 

6 LM -B 

0801000600179400 

0.25 

0.05 

(108.56) 

0.04 

0.02 

0.07 

0.05 

0.21 

0.01 

- 

0.0155 

0.0175 

- 

0.033 

0.048 

0.114 

0.006 

0.109 

- 

- 

Safe 

6 MGM 

0801000700204300 

0.25 

0.23 

(43.07) 

0.18 

0.14 

0.33 

0.05 

0.22 

0.06 

0.0300 

0.0758 

0.1071 

- 

0.213 

0.275 

0.601 

0.030 

0.571 

0.135 

23.66 

Safe 

6 MLD-A 

0801000700208300 

0.25 

0.11 

(102.36) 

0.09 

0.05 

0.13 

0.05 

0.22 

0.03 

- 

0.0256 

0.0362 

- 

0.062 

0.093 

0.226 

0.011 

0.215 

0.027 

12.56 

Safe 

6 MLD-B 

0801000700208200 

0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

- 

- 

Safe 



0.25 

0.07 

(94.02) 

0.06 

0.03 

0.09 

0.05 

0.21 

0.02 

- 

0.0173 

0.0244 

- 

0.042 

0.062 

0.152 

0.008 

0.144 

0.036 

24.99 

Safe 

6 ND 

0801000600182100 

0.25 

0.08 

(64.66) 

0.06 

0.05 

0.12 

0.05 

0.21 

0.02 

- 

0.0286 

0.0404 

- 

0.069 

0.092 

0.207 

0.010 

0.197 

0.009 

4.57 

Safe 

6 PSD-A 

0801000700193400 

0.25 

0.05 

(97.42) 

0.04 

0.02 

0.06 

0.04 

0.17 

0.01 

- 

0.0100 

0.0188 

- 

0.029 

0.042 

0.100 

0.005 

0.095 

0.027 

28.50 

Safe 

6 PSD-B 

0801000700193500 

0.25 

0.06 

(100.81) 

0.05 

0.03 

0.08 

0.04 

0.19 

0.02 

- 

0.0124 

0.0233 

- 

0.036 

0.053 

0.128 

0.006 

0.122 

0.027 

22.14 

Safe 

6 PSD-C 

0801000700193600 

0.25 

0.03 

(111.14) 

0.03 

0.01 

0.04 

0.04 

0.19 

0.01 

- 

0.0068 

0.0127 

- 

0.020 

0.029 

0.070 

0.004 

0.067 

0.009 

13.46 

Safe 

6 RJM 

0801000700203500 

0.25 

0.21 

(42.07) 

0.17 

0.14 

0.31 

0.05 

0.22 

0.06 

0.0200 

0.0715 

0.1011 

- 

0.193 

0.251 

0.557 

0.028 

0.529 

0.090 

17.00 

Safe 

6 ZWM 

0801000700222500 

0.25 

0.07 

- 

0.07 

0.03 

0.09 

0.05 

0.22 

0.02 

- 

0.0152 

0.0215 

- 

0.037 

0.055 

0.148 

0.015 

0.133 

- 

- 

Safe 

7 ARM 

0801000700202500 

0.22 

0.21 

(92.70) 

0.16 

0.10 

0.26 

0.05 

0.23 

0.06 

0.0100 

0.0630 

0.0712 

- 

0.144 

0.200 

0.463 

0.023 

0.440 

0.081 

18.40 

Safe 

7 DD-A 

0801000700220400 

0.25 

0.05 

(118.38) 

0.04 

0.02 

0.07 

0.05 

0.21 

0.02 

- 

0.0128 

0.0181 

- 

0.031 

0.046 

0.112 

0.006 

0.107 

0.018 

16.87 

Safe 

7 DD-B 

0801000700220500 

0.25 

0.07 

(118.40) 

0.06 

0.03 

0.09 

0.05 

0.21 

0.02 

- 

0.0170 

0.0240 

- 

0.041 

0.061 

0.149 

0.007 

0.142 

0.018 

12.69 

Safe 

7 GDM 

0801000900284400 

0.25 

0.11 

(87.99) 

0.09 

0.09 

0.18 

0.05 

0.22 

0.03 

0.0500 

0.0427 

0.0517 

- 

0.144 

0.173 

0.350 

0.017 

0.332 

0.270 

81.34 

Semi Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


7 GM 

080100070021050C 

2.049 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.018 

0.09 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 



080100080023900C 

8.345 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

8.345 

0.31 

0.180 

0.03 

0.01 

0.11 

0.12 

0.00 

0.24 

0.12 

0.11 

0.000 

0.17 

0.34 


7 JM 

080100060018040C 

3.656 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.656 

0.00 

0.200 

0.00 

0.00 

0.03 

0.04 

0.00 

-0.06 

-0.04 

0.00 

0.000 

0.17 

0.26 


7 KHM 

0801000700205600 

3.583 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

0.050 

0.29 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Younger Alluvium 

3.533 

0.29 

0.200 

0.01 

0.00 

0.03 

0.03 

0.00 

0.15 

0.08 

0.03 

0.000 

0.18 

0.32 


7 KPD 

0801000700200100 

10.940 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

7.541 

0.08 

0.200 

0.01 

0.00 

0.04 

0.07 

0.00 

0.02 

0.01 

0.03 

0.000 

0.13 

0.24 


7 KWM 

0801000700226500 

4.009 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.009 

0.22 

0.200 

0.04 

0.01 

0.04 

0.04 

0.00 

0.13 

0.07 

0.14 

0.000 

0.17 

0.32 


7 LM-A 

0801000600177300 

1.537 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.400 

0.06 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.04 

0.07 


7 LM-B 

0801000600177200 

1.618 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.233 

0.05 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.04 


7 MGM 

0801000700204200 

4.411 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.411 

0.31 

0.200 

0.02 

0.00 

0.04 

0.04 

0.00 

0.21 

0.12 

0.10 

0.000 

0.18 

0.32 


7 MLD-A 

0801000700208100 

1.495 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.495 

0.11 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

0.00 

0.000 

0.17 

0.28 


7 MLD-B 

0801000700208000 

1.187 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.187 

0.12 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.02 

0.01 

0.03 

0.000 

0.17 

0.28 


7 MLD-C 

0801000700207900 

2.576 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.576 

0.12 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

0.02 

0.01 

0.02 

0.000 

0.17 

0.28 


7 ND 

0801000600182200 

3.040 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.040 

0.30 

0.200 

0.00 

0.00 

0.03 

0.04 

0.00 

0.10 

0.07 

0.00 

0.000 

0.17 

0.26 


7 PSD-A 

0801000700193700 

1.261 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.261 

0.12 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.02 

0.01 

0.03 

0.000 

0.17 

0.31 


7 PSD-B 

0801000700193800 

1.551 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.551 

0.12 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

0.01 

0.01 

0.01 

0.000 

0.18 

0.31 


7 RJM 

0801000700203300 

3.974 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.974 

0.35 

0.200 

0.02 

0.00 

0.05 

0.06 

0.00 

0.20 

0.11 

0.06 

0.000 

0.18 

0.32 


7 Sid (a) 

0803000700564200 

7.035 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

7.035 

-0.11 

0.080 

0.05 

0.01 

0.05 

0.07 

0.00 

0.00 

0.00 

0.19 

0.007 

0.17 

0.31 


7 ZWM 

0801000700222600 

5.243 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.243 

-0.03 

0.200 

0.01 

0.00 

0.04 

0.05 

0.00 

0.00 

0.00 

0.03 

0.000 

0.17 

0.28 


8 DD-A 

0801000700220600 

1.601 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.601 

0.03 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.02 

-0.01 

0.02 

0.000 

0.17 

0.26 


8 DD-B 

0801000700220700 

2.054 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.054 

0.03 

0.200 

0.01 

0.00 

0.02 

0.02 

0.00 

-0.01 

-0.01 

0.04 

0.000 

0.17 

0.26 


8 GM 

0801000800239100 

3.884 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.884 

0.35 

0.180 

0.01 

0.00 

0.04 

0.06 

0.00 

0.15 

0.08 

0.05 

0.000 

0.17 

0.33 


8 JM 

0801000600180500 

7.709 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

7.709 

-0.02 

0.200 

0.00 

0.00 

0.07 

0.08 

0.00 

0.00 

0.00 

0.00 

0.000 

0.17 

0.26 


8 KD 

0801000700191100 

3.569 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.482 

0.04 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.03 

0.000 

0.02 

0.04 


8 KPD 

0801000700200200 

1.916 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

1.916 

0.13 

0.200 

0.03 

0.00 

0.01 

0.02 

0.00 

0.05 

0.03 

0.11 

0.000 

0.18 

0.34 


8 KWM 

0801000700226200 

2.337 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.337 

0.25 

0.200 

0.01 

0.00 

0.02 

0.02 

0.00 

0.08 

0.04 

0.03 

0.000 

0.17 

0.31 


8 KWSM 

0801000700226700 

5.566 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.566 

-0.02 

0.200 

0.01 

0.00 

0.04 

0.05 

0.00 

0.00 

0.00 

0.04 

0.000 

0.17 

0.31 


8 LM -A 

0801000600179500 

1.277 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.277 

0.06 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

-0.01 

0.00 

0.000 

0.17 

0.25 


8 LM-B 

0801000600179600 

2.027 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.027 

0.06 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

-0.01 

-0.01 

0.00 

0.000 

0.17 

0.25 


8 MGM 

0801000700204100 

8.037 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

8.037 

0.32 

0.200 

0.01 

0.00 

0.08 

0.08 

0.00 

0.37 

0.21 

0.04 

0.000 

0.17 

0.31 


8 MLD-A 

0801000700207800 

1.927 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.332 

0.08 

0.200 

0.02 

0.00 

0.01 

0.01 

0.00 

0.02 

0.01 

0.09 

0.000 

0.12 

0.19 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.596 

0.08 

0.200 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.02 

0.000 

0.05 

0.09 


8 MLD-B 

0801000700207700 

0.771 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.771 

0.09 

0.200 

0.02 

0.00 

0.01 

0.01 

0.00 

0.02 

0.01 

0.09 

0.000 

0.17 

0.28 


8 ND 

0801000600182300 

2.326 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.326 

0.23 

0.200 

0.00 

0.00 

0.03 

0.03 

0.00 

0.05 

0.03 

0.00 

0.000 

0.17 

0.26 


8 PSD-A 

0801000700194100 

3.473 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.473 

0.08 

0.200 

0.02 

0.00 

0.02 

0.03 

0.00 

0.02 

0.01 

0.07 

0.000 

0.18 

0.32 


8 PSD-B 

0801000700194200 

5.286 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.340 

0.04 

0.200 

0.28 

0.00 

0.02 

0.04 

0.00 

0.25 

0.14 

0.03 

0.829 

0.15 

0.26 


8 RJD 

0801000700202800 

3.654 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

3.654 

0.15 

0.200 

0.07 

0.01 

0.03 

0.04 

0.00 

0.10 

0.05 

0.29 

0.000 

0.18 

0.35 


8 RJM 

0801000700203600 

4.718 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.718 

0.34 

0.200 

0.03 

0.01 

0.05 

0.07 

0.00 

0.22 

0.12 

0.14 

0.000 

0.17 

0.31 


8 SM 

0801000700222100 

1.129 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.129 

-0.02 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.02 

0.000 

0.17 

0.28 


8 ZWM 

0801000700222700 

4.336 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.336 

-0.02 

0.200 

0.00 

0.00 

0.03 

0.04 

0.00 

0.00 

0.00 

0.02 

0.000 

0.17 

0.28 


9 Chtm 

0803000700567400 

12.804 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

12.804 

-0.14 

0.100 

0.02 

0.00 

0.09 

0.13 

0.00 

0.00 

0.00 

0.07 

0.000 

0.19 

0.40 


9 DD 

0801000700220800 

3.912 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.912 

0.03 

0.200 

0.01 

0.00 

0.03 

0.04 

0.00 

-0.03 

-0.02 

0.05 

0.000 

0.17 

0.26 


9 GM 

0801000800239200 

5.255 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.255 

0.36 

0.180 

0.02 

0.00 

0.06 

0.08 

0.00 

0.22 

0.12 

0.07 

0.000 

0.17 

0.33 


9 KPD 

0801000700200300 

7.926 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

7.926 

0.17 

0.200 

0.01 

0.00 

0.06 

0.08 

0.00 

0.14 

0.07 

0.03 

0.000 

0.18 

0.34 


9 KWM 

0801000700226300 

4.651 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.651 

0.32 

0.200 

0.01 

0.00 

0.05 

0.07 

0.00 

0.19 

0.10 

0.04 

0.000 

0.17 

0.31 


9 KWSM 

0801000700226800 

6.910 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

6.910 

0.10 

0.200 

0.01 

0.00 

0.07 

0.07 

0.00 

0.01 

0.01 

0.03 

0.000 

0.17 

0.31 


9 LM-A 

0801000600177100 

1.618 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.360 

0.06 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.04 

0.06 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.434 

0.06 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.04 

0.07 


9 LM-B 

0801000600177000 

1.506 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.334 

0.06 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.04 

0.06 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.096 

0.06 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


9 MGM 

0801000700204000 

5.446 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.446 

0.29 

0.200 

0.01 

0.00 

0.05 

0.05 

0.00 

0.22 

0.13 

0.03 

0.000 

0.17 

0.30 


9 Mkd 

0803000300519900 

6.920 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

6.920 

-3.25 

0.060 

0.00 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.00 

0.007 

0.23 

0.75 


9 MLD 

0801000700207600 

2.093 

Fresh 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.032 

0.12 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.060 

0.12 

0.200 

0.01 

0.00 

0.02 

0.02 

0.00 

0.02 

0.01 

0.04 

0.000 

0.17 

0.28 


9 ND 

0801000600182500 

1.947 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.947 

0.13 

0.200 

0.00 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.00 

0.000 

0.17 

0.26 


9 ND-A 

0801000600182000 

2.789 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.789 

0.13 

0.200 

0.00 

0.00 

0.03 

0.03 

0.00 

0.02 

0.01 

0.00 

0.000 

0.17 

0.25 


9 PSD-A 

0801000700193900 

2.935 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.935 

0.12 

0.200 

0.01 

0.00 

0.02 

0.03 

0.00 

0.04 

0.02 

0.05 

0.000 

0.18 

0.32 


9 PSD-B 

0801000700194000 

4.199 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.199 

0.12 

0.200 

0.00 

0.00 

0.02 

0.04 

0.00 

0.04 

0.02 

0.00 

0.000 

0.18 

0.32 


9 RJD 

0801000700202900 

8.308 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

3.644 

0.24 

0.200 

0.03 

0.00 

0.03 

0.04 

0.00 

0.14 

0.07 

0.13 

0.000 

0.08 

0.15 







Command 

Younger Alluvium 

4.664 

0.24 

0.200 

0.04 

0.01 

0.04 

0.05 

0.00 

0.17 

0.09 

0.17 

0.000 

0.10 

0.19 


9 RJM 

0801000700203700 

3.377 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.377 

0.34 

0.200 

0.04 

0.01 

0.04 

0.05 

0.00 

0.17 

0.10 

0.14 

0.000 

0.17 

0.31 


9 SM 

0801000700222200 

1.159 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.159 

-0.07 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.02 

0.000 

0.17 

0.28 


9 ZWM 

0801000700222800 

6.318 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

6.318 

-0.04 

0.200 

0.00 

0.00 

0.05 

0.06 

0.00 

0.00 

0.00 

0.02 

0.000 

0.17 

0.28 


Adsisar 

0804000300610100 

49.375 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

49.375 

-0.10 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.073 

0.25 

0.70 


Ajeetmana 

0803000300514200 

13.174 

Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

12.108 

0.98 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.36 

0.12 

0.01 

0.012 

0.20 

0.62 


Alauda 

0803000300514700 

11.170 

Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

11.170 

0.75 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.08 

0.01 

0.011 

0.23 

0.74 


Amarsar 

0804000300615000 

27.431 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

19.799 

-0.13 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.029 

0.20 

0.46 


Arjanotpura 

0801000900283900 

3.111 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.111 

0.31 

0.200 

0.00 

0.00 

0.04 

0.05 

0.00 

0.11 

0.06 

0.02 

0.000 

0.17 

0.35 








Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 


(24j 

(25j 


(27) 

(28) 

( 29 ; 

(so; 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

7 GM 

0801000700210500 

0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

- 

- 

Safe 


0801000800239000 

0.22 

0.32 

(60.96) 

0.26 

0.24 

0.50 

0.05 

0.22 

0.08 

0.0200 

0.1432 

0.1735 

- 

0.337 

0.422 

0.920 

0.046 

0.874 

0.108 

12.35 

Safe 

7 JM 

0801000600180400 

0.25 

0.15 

(126.88) 

0.12 

0.06 

0.19 

0.05 

0.21 

0.04 

- 

0.0359 

0.0507 

- 

0.087 

0.129 

0.315 

0.016 

0.299 

- 

- 

Safe 

7 KHM 

0801000700205600 

0.22 

0.00 

3,607.21 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0006 

0.0007 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

- 

- 

Safe 



0.25 

0.15 

(47.61) 

0.12 

0.07 

0.19 

0.05 

0.22 

0.04 

- 

0.0433 

0.0490 

- 

0.092 

0.134 

0.326 

0.016 

0.310 

0.027 

8.71 

Safe 

7 KPD 

0801000700200100 

0.22 

0.21 

(94.94) 

0.17 

0.12 

0.28 

0.03 

0.16 

0.06 

- 

0.0555 

0.1045 

- 

0.160 

0.216 

0.499 

0.025 

0.474 

0.027 

5.70 

Safe 

7 KWM 

0801000700226500 

0.25 

0.17 

(58.72) 

0.14 

0.09 

0.23 

0.05 

0.22 

0.05 

0.0200 

0.0491 

0.0556 

- 

0.125 

0.173 

0.400 

0.020 

0.380 

0.144 

37.90 

Safe 

7LM-A 

0801000600177300 

0.25 

0.00 

(143.97) 

0.00 

0.01 

0.01 

0.01 

0.06 

0.00 

- 

0.0049 

0.0055 

- 

0.010 

0.012 

0.023 

0.001 

0.022 

- 

- 

Safe 

7LM-B 

0801000600177200 

0.25 

0.00 

(193.00) 

0.00 

0.00 

0.01 

0.01 

0.03 

0.00 

- 

0.0029 

0.0032 

- 

0.006 

0.006 

0.012 

0.001 

0.012 

- 

- 

Safe 

7 MGM 

0801000700204200 

0.25 

0.19 

(40.02) 

0.16 

0.09 

0.24 

0.05 

0.22 

0.05 

0.0100 

0.0541 

0.0611 

- 

0.125 

0.178 

0.419 

0.021 

0.398 

0.099 

24.86 

Safe 

7 MLD-A 

0801000700208100 

0.25 

0.06 

(93.84) 

0.05 

0.03 

0.08 

0.05 

0.22 

0.02 

- 

0.0147 

0.0207 

- 

0.035 

0.053 

0.130 

0.006 

0.123 

- 

- 

Safe 

7 MLD-B 

0801000700208000 

0.25 

0.05 

(78.14) 

0.04 

0.02 

0.06 

0.05 

0.22 

0.01 

- 

0.0116 

0.0164 

- 

0.028 

0.042 

0.103 

0.005 

0.098 

0.027 

27.59 

Safe 

7 MLD-C 

0801000700207900 

0.25 

0.11 

(91.02) 

0.09 

0.04 

0.13 

0.05 

0.22 

0.03 

- 

0.0253 

0.0357 

- 

0.061 

0.091 

0.224 

0.011 

0.212 

0.018 

8.48 

Safe 

7 ND 

0801000600182200 

0.25 

0.13 

(47.55) 

0.10 

0.08 

0.18 

0.05 

0.21 

0.04 

- 

0.0447 

0.0632 

- 

0.108 

0.144 

0.324 

0.016 

0.308 

- 

- 

Safe 

7 PSD-A 

0801000700193700 

0.25 

0.06 

(79.70) 

0.04 

0.02 

0.06 

0.05 

0.22 

0.02 

- 

0.0093 

0.0175 

- 

0.027 

0.042 

0.106 

0.005 

0.100 

0.027 

26.91 

Safe 

7 PSD-B 

0801000700193800 

0.25 

0.07 

(88.23) 

0.05 

0.02 

0.08 

0.05 

0.22 

0.02 

- 

0.0114 

0.0215 

- 

0.033 

0.052 

0.130 

0.006 

0.123 

0.009 

7.29 

Safe 

7 RJM 

0801000700203300 

0.25 

0.17 

(38.33) 

0.14 

0.10 

0.24 

0.05 

0.22 

0.05 

0.0100 

0.0585 

0.0826 

- 

0.151 

0.199 

0.442 

0.022 

0.420 

0.063 

14.99 

Safe 

7 Sid (a) 

0803000700564200 

0.12 

0.15 

- 

0.15 

0.13 

0.27 

0.05 

0.22 

0.04 

0.0200 

0.0690 

0.0975 

- 

0.187 

0.227 

0.500 

0.050 

0.450 

0.201 

44.58 

Safe 

7 ZWM 

0801000700222600 

0.25 

0.22 

- 

0.22 

0.09 

0.31 

0.05 

0.22 

0.06 

- 

0.0514 

0.0727 

- 

0.124 

0.186 

0.500 

0.050 

0.450 

0.027 

6.00 

Safe 

8 DD-A 

0801000700220600 

0.25 

0.07 

(116.89) 

0.05 

0.03 

0.08 

0.05 

0.21 

0.02 

- 

0.0157 

0.0222 

- 

0.038 

0.057 

0.138 

0.007 

0.131 

0.018 

13.72 

Safe 

8DD-B 

0801000700220700 

0.25 

0.09 

(109.55) 

0.07 

0.04 

0.10 

0.05 

0.21 

0.02 

- 

0.0201 

0.0285 

- 

0.049 

0.073 

0.177 

0.009 

0.168 

0.036 

21.39 

Safe 

8 GM 

0801000800239100 

0.22 

0.15 

(46.91) 

0.12 

0.10 

0.22 

0.05 

0.22 

0.04 

0.0100 

0.0571 

0.0807 

- 

0.148 

0.187 

0.407 

0.020 

0.387 

0.045 

11.64 

Safe 

8 JM 

0801000600180500 

0.25 

0.32 

- 

0.32 

0.15 

0.47 

0.05 

0.21 

0.09 

- 

0.0945 

0.1068 

- 

0.201 

0.292 

0.763 

0.076 

0.687 

- 

- 

Safe 

8 KD 

0801000700191100 

0.25 

0.00 

20.90 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

- 

0.0035 

0.0067 

- 

0.010 

0.011 

0.022 

0.001 

0.021 

0.030 

144.76 

Over Exploited 

8 KPD 

0801000700200200 

0.22 

0.08 

(64.53) 

0.06 

0.03 

0.09 

0.05 

0.23 

0.02 

0.0100 

0.0141 

0.0266 

- 

0.051 

0.071 

0.162 

0.008 

0.154 

0.108 

70.13 

Semi Critical 

8 KWM 

0801000700226200 

0.25 

0.10 

(55.84) 

0.08 

0.05 

0.13 

0.05 

0.22 

0.03 

- 

0.0286 

0.0324 

- 

0.061 

0.089 

0.215 

0.011 

0.204 

0.027 

13.21 

Safe 

8KWSM 

0801000700226700 

0.25 

0.24 

- 

0.24 

0.10 

0.34 

0.05 

0.22 

0.07 

- 

0.0546 

0.0771 

- 

0.132 

0.198 

0.537 

0.054 

0.483 

0.036 

7.45 

Safe 

8 LM -A 

0801000600179500 

0.25 

0.05 

(109.98) 

0.04 

0.02 

0.07 

0.05 

0.21 

0.02 

- 

0.0157 

0.0177 

- 

0.033 

0.048 

0.116 

0.006 

0.110 

- 

- 

Safe 

8LM-B 

0801000600179600 

0.25 

0.08 

(110.44) 

0.07 

0.04 

0.11 

0.05 

0.21 

0.02 

- 

0.0248 

0.0281 

- 

0.053 

0.077 

0.183 

0.009 

0.174 

- 

- 

Safe 

8 MGM 

0801000700204100 

0.25 

0.35 

(41.29) 

0.28 

0.16 

0.44 

0.05 

0.22 

0.10 

0.0100 

0.0985 

0.1114 

- 

0.220 

0.316 

0.752 

0.038 

0.714 

0.036 

5.04 

Safe 

8 MLD-A 

0801000700207800 

0.25 

0.04 

(70.43) 

0.03 

0.02 

0.05 

0.03 

0.15 

0.01 

0.0100 

0.0131 

0.0185 

- 

0.042 

0.052 

0.107 

0.005 

0.101 

0.090 

88.85 

Semi Critical 



0.25 

0.01 

(103.86) 

0.01 

0.01 

0.02 

0.01 

0.07 

0.00 

- 

0.0058 

0.0083 

- 

0.014 

0.016 

0.033 

0.002 

0.031 

0.018 

57.67 

Safe 

8 MLD-B 

0801000700207700 

0.25 

0.03 

(60.78) 

0.03 

0.01 

0.04 

0.05 

0.22 

0.01 

0.0100 

0.0076 

0.0107 

- 

0.028 

0.037 

0.077 

0.004 

0.073 

0.090 

CO 

CO 

CO 

CM 

Over Exploited 

8 ND 

0801000600182300 

0.25 

0.10 

(69.05) 

0.08 

0.06 

0.14 

0.05 

0.21 

0.03 

- 

0.0342 

0.0483 

- 

0.083 

0.110 

0.248 

0.012 

0.236 

- 

- 

Safe 

8 PSD-A 

0801000700194100 

0.25 

0.15 

(91.48) 

0.12 

0.05 

0.18 

0.05 

0.23 

0.04 

0.0100 

0.0255 

0.0481 

- 

0.084 

0.126 

0.302 

0.015 

0.287 

0.072 

25.06 

Safe 

8 PSD-B 

0801000700194200 

0.25 

0.16 

(12.26) 

0.14 

0.07 

0.21 

0.04 

0.18 

0.04 

- 

0.0319 

0.0601 

- 

0.092 

0.135 

0.340 

0.017 

0.323 

0.856 

264.58 

Over Exploited 

8 RJD 

0801000700202800 

0.22 

0.15 

(65.45) 

0.12 

0.08 

0.20 

0.05 

0.23 

0.04 

0.0300 

0.0448 

0.0506 

- 

0.125 

0.165 

0.361 

0.018 

0.343 

0.288 

83.92 

Semi Critical 

8 RJM 

0801000700203600 

0.25 

0.21 

(39.95) 

0.16 

0.13 

0.30 

0.05 

0.22 

0.06 

0.0300 

0.0694 

0.0981 

- 

0.198 

0.254 

0.552 

0.028 

0.524 

0.135 

25.76 

Safe 

8 SM 

0801000700222100 

0.25 

0.05 

- 

0.05 

0.02 

0.07 

0.05 

0.22 

0.01 

- 

0.0111 

0.0156 

- 

0.027 

0.040 

0.107 

0.011 

0.097 

0.018 

18.61 

Safe 

8 ZWM 

0801000700222700 

0.25 

0.18 

- 

0.18 

0.08 

0.26 

0.05 

0.22 

0.05 

- 

0.0425 

0.0601 

- 

0.103 

0.154 

0.414 

0.041 

0.372 

0.018 

4.84 

Safe 

9 Chtm 

0803000700567400 

0.20 

0.48 

- 

0.48 

0.22 

0.70 

0.05 

0.24 

0.13 

0.0100 

0.1256 

0.1774 

- 

0.313 

0.442 

1.140 

0.114 

1.026 

0.072 

7.01 

Safe 

9 DD 

0801000700220800 

0.25 

0.16 

(113.43) 

0.13 

0.07 

0.20 

0.05 

0.21 

0.05 

0.0100 

0.0384 

0.0542 

- 

0.103 

0.149 

0.348 

0.017 

0.330 

0.045 

13.62 

Safe 

9 GM 

0801000800239200 

0.22 

0.20 

(41.60) 

0.16 

0.14 

0.30 

0.05 

0.22 

0.05 

0.0100 

0.0773 

0.1092 

- 

0.197 

0.250 

0.547 

0.027 

0.519 

0.072 

13.87 

Safe 

9 KPD 

0801000700200300 

0.22 

0.32 

(76.74) 

0.25 

0.14 

0.39 

0.05 

0.23 

0.09 

- 

0.0777 

0.1098 

- 

0.188 

0.273 

0.663 

0.033 

0.630 

0.027 

4.29 

Safe 

9 KWM 

0801000700226300 

0.25 

0.20 

(48.46) 

0.16 

0.12 

0.28 

0.05 

0.22 

0.06 

0.0100 

0.0684 

0.0967 

- 

0.175 

0.231 

0.514 

0.026 

0.489 

0.036 

7.37 

Safe 

9 KWSM 

0801000700226800 

0.25 

0.30 

(97.99) 

0.24 

0.13 

0.37 

0.05 

0.22 

0.08 

- 

0.0847 

0.0958 

- 

0.181 

0.263 

0.635 

0.032 

0.603 

0.027 

4.47 

Safe 

9 LM-A 

0801000600177100 

0.25 

0.00 

(157.16) 

0.00 

0.01 

0.01 

0.01 

0.05 

0.00 

- 

0.0044 

0.0050 

- 

0.009 

0.010 

0.020 

0.001 

0.019 

- 

- 

Safe 



0.25 

0.00 

(147.56) 

0.00 

0.01 

0.01 

0.01 

0.06 

0.00 

- 

0.0053 

0.0060 

- 

0.011 

0.013 

0.025 

0.001 

0.024 

- 

- 

Safe 

9 LM-B 

0801000600177000 

0.25 

0.00 

(152.05) 

0.00 

0.01 

0.01 

0.01 

0.05 

0.00 

- 

0.0041 

0.0046 

- 

0.009 

0.010 

0.018 

0.001 

0.018 

- 

- 

Safe 



0.25 

0.00 

(295.10) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0012 

0.0013 

- 

0.003 

0.003 

0.005 

0.000 

0.004 

- 

- 

Safe 

9 MGM 

0801000700204000 

0.25 

0.24 

(46.08) 

0.19 

0.11 

0.29 

0.05 

0.22 

0.06 

- 

0.0668 

0.0755 

- 

0.142 

0.207 

0.501 

0.025 

0.476 

0.027 

5.67 

Safe 

9 Mkd 

0803000300519900 

0.07 

0.11 

- 

0.11 

0.05 

0.16 

0.06 

0.29 

0.03 

- 

0.0266 

0.0376 

- 

0.064 

0.093 

0.250 

0.025 

0.225 

0.007 

2.97 

Safe 

9 MLD 

0801000700207600 

0.25 

0.00 

374.38 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

- 

- 

Safe 



0.25 

0.09 

(83.14) 

0.07 

0.04 

0.10 

0.05 

0.21 

0.02 

- 

0.0202 

0.0286 

- 

0.049 

0.073 

0.177 

0.009 

0.169 

0.036 

21.36 

Safe 

9 ND 

0801000600182500 

0.25 

0.08 

(101.23) 

0.06 

0.05 

0.12 

0.05 

0.21 

0.02 

- 

0.0286 

0.0405 

- 

0.069 

0.092 

0.208 

0.010 

0.197 

- 

- 

Safe 

9 ND-A 

0801000600182000 

0.25 

0.12 

(90.35) 

0.09 

0.05 

0.15 

0.05 

0.21 

0.03 

- 

0.0342 

0.0386 

- 

0.073 

0.106 

0.252 

0.013 

0.240 

- 

- 

Safe 

9 PSD-A 

0801000700193900 

0.25 

0.13 

(84.12) 

0.10 

0.05 

0.15 

0.05 

0.22 

0.04 

0.0100 

0.0216 

0.0407 

- 

0.072 

0.108 

0.256 

0.013 

0.244 

0.054 

22.17 

Safe 

9 PSD-B 

0801000700194000 

0.25 

0.19 

(89.27) 

0.15 

0.07 

0.21 

0.05 

0.22 

0.05 

- 

0.0309 

0.0582 

- 

0.089 

0.140 

0.353 

0.018 

0.336 

- 

- 

Safe 

9 RJD 

0801000700202900 

0.22 

0.06 

13.23 

0.07 

0.07 

0.14 

0.02 

0.10 

0.02 

0.0100 

0.0447 

0.0505 

- 

0.105 

0.122 

0.264 

0.013 

0.251 

0.126 

50.28 

Safe 



0.25 

0.12 

(25.91) 

0.09 

0.10 

0.19 

0.03 

0.13 

0.03 

0.0200 

0.0572 

0.0646 

- 

0.142 

0.174 

0.367 

0.018 

0.349 

0.171 

49.02 

Safe 

9 RJM 

0801000700203700 

0.25 

0.15 

(35.13) 

0.12 

0.10 

0.22 

0.05 

0.22 

0.04 

0.0300 

0.0497 

0.0702 

- 

0.150 

0.190 

0.406 

0.020 

0.386 

0.144 

37.32 

Safe 

9 SM 

0801000700222200 

0.25 

0.05 

- 

0.05 

0.02 

0.07 

0.05 

0.22 

0.01 

- 

0.0114 

0.0161 

- 

0.027 

0.041 

0.110 

0.011 

0.099 

0.018 

18.14 

Safe 

9 ZWM 

0801000700222800 

0.25 

0.27 

- 

0.27 

0.11 

0.38 

0.05 

0.22 

0.07 

- 

0.0620 

0.0876 

- 

0.150 

0.224 

0.601 

0.060 

0.541 

0.018 

3.33 

Safe 

Adsisar 

0804000300610100 

0.15 

1.83 

- 

1.83 

- 

1.83 

0.06 

0.30 

0.43 

- 

- 

- 

- 

- 

0.431 

2.258 

0.226 

2.032 

0.097 

4.75 

Safe 

Ajeetmana 

0803000300514200 

0.06 

0.15 

(19.18) 

0.12 

- 

0.12 

0.05 

0.26 

0.04 

- 

- 

- 

- 

- 

0.038 

0.158 

0.008 

0.150 

0.020 

13.13 

Safe 

Alauda 

0803000300514700 

0.06 

0.15 

(47.94) 

0.12 

- 

0.12 

0.06 

0.29 

0.04 

- 

- 

- 

- 

- 

0.039 

0.162 

0.008 

0.154 

0.019 

12.17 

Safe 

Amarsar 

0804000300615000 

0.15 

0.59 

- 

0.59 

- 

0.59 

0.04 

0.24 

0.12 

- 

- 

- 

- 

- 

0.123 

0.715 

0.071 

0.643 

0.029 

4.52 

Safe 

Arjanotpura 

0801000900283900 

0.25 

0.14 

(58.26) 

0.11 

0.08 

0.19 

0.05 

0.22 

0.04 

- 

0.0458 

0.0647 

- 

0.110 

0.146 

0.335 

0.017 

0.319 

0.018 

5.78 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Asrasar 

080300030051040C 

9.368 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.540 

-0.08 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.07 

0.20 


Baderan 

0803000300513000 

52.753 

Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

2.176 

0.55 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.01 

0.00 

0.002 

0.01 

0.03 







Command 

Vindhyan Sandstone 

20.291 

0.55 

0.030 

0.01 

0.00 

0.03 

0.04 

0.00 

0.28 

0.08 

0.00 

0.020 

0.09 

0.29 






Non-command 

Non-command 

Tertiary Sandstone 

0.304 

0.55 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Vindhyan Sandstone 

29.982 

0.55 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.50 

0.15 

0.00 

0.029 

0.13 

0.43 


Baladesar 

0803000300512600 

18.854 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.970 

-1.10 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.06 

0.17 







Non-command 

Tertiary Sandstone 

13.884 

-1.10 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.013 

0.16 

0.47 


Baskar Nisar 

0803000700566500 

21.718 

Saline 

Non-command 

Non-command 

Older Alluvium 

18.387 

-0.29 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.018 

0.17 

0.43 







Non-command 

Tertiary Sandstone 

3.330 

-0.29 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.03 

0.08 


Bayla 

0804000300610800 

18.509 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

16.816 

-0.05 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.025 

0.24 

0.58 


Beer Sangreu 

0803000300519700 

14.694 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

3.366 

-2.37 

0.060 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.003 

0.05 

0.17 






Non-command 

Non-command 

Tertiary Sandstone 

0.006 

-2.37 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

6.100 

-2.37 

0.040 

0.00 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.00 

0.006 

0.09 

0.31 






Non-command 

Non-command 

Tertiary Sandstone 

5.222 

-2.37 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.08 

0.26 


Beermana 

0803000300513700 

21.013 

Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

21.013 

0.45 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.29 

0.09 

0.00 

0.020 

0.23 

0.75 


Bhaderan 

0803000300519100 

29.089 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

2.783 

-0.56 

0.060 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.003 

0.02 

0.07 







Command 

Vindhyan Sandstone 

26.306 

-0.56 

0.040 

0.01 

0.00 

0.04 

0.05 

0.00 

0.00 

0.00 

0.00 

0.025 

0.21 

0.69 


Bhadwan 

0803000300516000 

10.929 

Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

10.929 

0.12 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.01 

0.00 

0.011 

0.23 

0.75 


Bhandsar 

0803000700564600 

71.051 

Saline 

Non-command 

Non-command 

Older Alluvium 

42.710 

0.13 

0.080 

0.07 

0.01 

0.00 

0.00 

0.00 

0.51 

0.25 

0.24 

0.041 

0.11 

0.22 






IGNP Canal System Stage 1 

Command 

Older Alluvium 

28.340 

0.13 

0.080 

0.05 

0.01 

0.30 

0.42 

0.00 

-0.37 

-0.18 

0.15 

0.027 

0.07 

0.15 


Bheekhnera 

0803000300513400 

26.278 

Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

26.278 

-0.12 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.025 

0.23 

0.75 


Bhojawas 

0803000300515100 

10.931 

Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

1.897 

0.76 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.01 

0.00 

0.002 

0.04 

0.13 






Non-command 

Non-command 

Vindhyan Sandstone 

9.033 

0.76 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.06 

0.00 

0.009 

0.19 

0.63 


Bhom Malkisar 

0803000300519300 

13.477 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

5.854 

-0.99 

0.060 

0.00 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.00 

0.006 

0.10 

0.33 







Command 

Vindhyan Sandstone 

4.126 

-0.99 

0.040 

0.00 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.00 

0.004 

0.07 

0.23 





Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

2.606 

-0.99 

0.040 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.003 

0.04 

0.15 







Command 

Vindhyan Sandstone 

0.891 

-0.99 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.05 


Bhopalpura 

0801000900297700 

5.662 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

3.987 

-0.08 

0.100 

0.00 

0.00 

0.04 

0.04 

0.00 

0.00 

0.00 

0.00 

0.001 

0.13 

0.28 







Command 

Younger Alluvium 

1.675 

-0.08 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.00 

0.000 

0.05 

0.12 


Binjharwali 

0803000300514500 

48.654 

Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

36.761 

0.95 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

1.06 

0.35 

0.01 

0.035 

0.17 

0.52 


Chak 300-700 Rd 

0803000300518400 

15.748 

Fresh 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

15.713 

1.90 

0.040 

0.00 

0.00 

0.02 

0.03 

0.00 

1.14 

0.34 

0.00 

0.015 

0.23 

0.77 






Non-command 

Non-command 

Vindhyan Sandstone 

0.035 

1.90 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chak Phooldesar 

0803000300518700 

3.215 

Fresh 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

3.093 

1.76 

0.040 

0.00 

0.00 

0.00 

0.01 

0.00 

0.21 

0.06 

0.01 

0.003 

0.22 

0.74 





Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

0.122 

1.76 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.03 


Chandsar 

0803000300523200 

8.191 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.255 

-0.01 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.06 

0.20 


Charanwasi 

0804000300615800 

8.790 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.388 

-0.40 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.03 


Chhatasar 

0803000300522500 

29.300 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

29.300 

0.45 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.82 

0.25 

0.04 

0.028 

0.23 

0.76 


Chhatragarh 

0803000700567500 

243.063 

Saline 

Non-command 

Non-command 

Older Alluvium 

66.004 

-0.25 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.000 

0.05 

0.12 







Non-command 

Tertiary Sandstone 

0.002 

-0.25 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






IGNP Canal System Stage 1 

Command 

Older Alluvium 

73.529 

-0.25 

0.100 

0.05 

0.00 

0.26 

0.36 

0.00 

0.00 

0.00 

0.22 

0.000 

0.06 

0.14 


Delana Bara 

0803000300513600 

42.312 

Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

4.486 

0.37 

0.030 

0.00 

0.00 

0.01 

0.01 

0.00 

0.04 

0.01 

0.00 

0.004 

0.02 

0.08 






Non-command 

Non-command 

Vindhyan Sandstone 

37.826 

0.37 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.43 

0.13 

0.01 

0.036 

0.21 

0.68 


Delana Chhota 

0803000300513300 

19.873 

Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

14.554 

0.56 

0.030 

0.01 

0.00 

0.02 

0.03 

0.00 

0.20 

0.06 

0.01 

0.014 

0.17 

0.56 






Non-command 

Non-command 

Vindhyan Sandstone 

5.318 

0.56 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.03 

0.00 

0.005 

0.06 

0.20 


Dhaban Barani 

0801000600183900 

1.322 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.322 

0.07 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.17 

0.27 


Dhandhra Barani 

0801000800238200 

5.974 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

0.121 

0.31 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 







Command 

Younger Alluvium 

5.852 

0.31 

0.180 

0.03 

0.01 

0.07 

0.09 

0.00 

0.19 

0.11 

0.11 

0.000 

0.17 

0.28 


Dhani Bhopalaram 

0803000300518200 

23.677 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

0.014 

2.06 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Tertiary Sandstone 

21.829 

2.06 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

2.71 

0.82 

0.03 

0.021 

0.21 

0.71 


Dhani Pandusar 

0803000300522300 

37.225 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

14.451 

-0.35 

0.060 

0.02 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.07 

0.014 

0.09 

0.29 






Non-command 

Non-command 

Tertiary Sandstone 

6.531 

-0.35 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.006 

0.04 

0.13 


Dheerasar 

0804000300609700 

26.820 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

12.838 

0.12 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.03 

0.08 

0.019 

0.11 

0.35 







Non-command 

Younger Alluvium 

13.982 

0.12 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.06 

0.07 

0.021 

0.12 

0.38 


Dheerdan 

0803000300522100 

54.347 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

13.041 

-1.66 

0.060 

0.07 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.25 

0.013 

0.06 

0.18 






Non-command 

Non-command 

Tertiary Sandstone 

41.307 

-1.66 

0.060 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.76 

0.040 

0.18 

0.58 


Dheereran 

0803000300517200 

19.862 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

4.407 

-0.34 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.05 

0.17 


Doodimuklera 

0803000300516100 

6.948 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.522 

0.05 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.06 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

0.200 

0.05 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Doodiyali 

0803000300516200 

7.195 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.110 

0.13 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

5.697 

0.13 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.005 

0.18 

0.59 


Dulmera 

0803000300517300 

17.540 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

5.328 

-0.32 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.07 

0.23 


Gabna @ Lalanwali 

0803000700564000 

17.355 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

13.306 

-0.04 

0.080 

0.04 

0.01 

0.09 

0.13 

0.00 

0.00 

0.00 

0.16 

0.013 

0.13 

0.22 







Command 

Younger Alluvium 

4.050 

-0.04 

0.100 

0.02 

0.00 

0.03 

0.04 

0.00 

0.00 

0.00 

0.06 

0.004 

0.04 

0.07 


Gantan 

0803000300515000 

17.031 

Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

17.031 

0.34 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.06 

0.00 

0.016 

0.23 

0.76 


Garabdesar 

0803000300522700 

102.753 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.051 

0.42 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.09 

0.00 

0.009 

0.02 

0.07 







Non-command 

Tertiary Sandstone 

53.571 

0.42 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

1.38 

0.43 

0.04 

0.052 

0.12 

0.39 







Non-command 

Younger Alluvium 

18.141 

0.42 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.92 

0.29 

0.00 

0.017 

0.04 

0.13 


Ghadsisar 

0804000300610200 

67.815 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

65.477 

-0.01 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.096 

0.25 

0.64 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Asrasar 

0803000300510400 

0.12 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.09 

0.01 

- 

- 

- 

- 

- 

0.008 

0.040 

0.004 

0.036 

0.003 

9.46 

Safe 

Baderan 

0803000300513000 

0.07 

0.00 

759.52 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0042 

0.0059 

- 

0.010 

0.010 

0.019 

0.001 

0.018 

0.002 

11.39 

Safe 



0.06 

0.11 

(21.49) 

0.09 

0.07 

0.15 

0.02 

0.11 

0.03 

- 

0.0390 

0.0551 

- 

0.094 

0.122 

0.274 

0.014 

0.261 

0.020 

7.49 

Safe 



0.07 

0.00 

7,004.13 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.23 

(34.65) 

0.19 

- 

0.19 

0.03 

0.16 

0.06 

- 

- 

- 

- 

- 

0.060 

0.248 

0.012 

0.236 

0.029 

12.25 

Safe 

Baladesar 

0803000300512600 

0.12 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.07 

0.01 

- 

- 

- 

- 

- 

0.009 

0.042 

0.004 

0.038 

0.005 

12.58 

Safe 



0.07 

0.15 

- 

0.15 

- 

0.15 

0.04 

0.20 

0.04 

- 

- 

- 

- 

- 

0.039 

0.192 

0.019 

0.173 

0.013 

7.72 

Safe 

Baskar Nisar 

0803000700566500 

0.12 

0.38 

- 

0.38 

- 

0.38 

0.04 

0.22 

0.10 

- 

- 

- 

- 

- 

0.099 

0.475 

0.047 

0.427 

0.018 

4.14 

Safe 



0.07 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.002 

0.009 

0.001 

0.008 

0.003 

39.19 

Safe 

Bayla 

0804000300610800 

0.15 

0.61 

- 

0.61 

- 

0.61 

0.05 

0.29 

0.13 

- 

- 

- 

- 

- 

0.132 

0.737 

0.074 

0.664 

0.054 

8.09 

Safe 

Beer Sangreu 

0803000300519700 

0.07 

0.01 

- 

0.01 

0.02 

0.03 

0.01 

0.07 

0.00 

- 

0.0097 

0.0183 

- 

0.028 

0.031 

0.063 

0.006 

0.057 

0.003 

5.68 

Safe 



0.07 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.04 

- 

0.04 

0.04 

0.08 

0.02 

0.12 

0.01 

- 

0.0176 

0.0331 

- 

0.051 

0.061 

0.138 

0.014 

0.124 

0.006 

4.74 

Safe 



0.07 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.10 

0.01 

- 

- 

- 

- 

- 

0.008 

0.037 

0.004 

0.034 

0.005 

14.99 

Safe 

Beermana 

0803000300513700 

0.06 

0.29 

(69.00) 

0.23 

- 

0.23 

0.06 

0.29 

0.07 

- 

- 

- 

- 

- 

0.074 

0.306 

0.015 

0.290 

0.020 

6.97 

Safe 

Bhaderan 

0803000300519100 

0.07 

0.00 

- 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

- 

0.0053 

0.0076 

- 

0.013 

0.014 

0.027 

0.003 

0.025 

0.003 

10.83 

Safe 



0.06 

0.33 

- 

0.33 

0.09 

0.42 

0.05 

0.26 

0.08 

- 

0.0506 

0.0714 

0.001 

0.123 

0.208 

0.626 

0.063 

0.563 

0.025 

4.50 

Safe 

Bhadwan 

0803000300516000 

0.06 

0.15 

(91.90) 

0.12 

- 

0.12 

0.06 

0.29 

0.04 

- 

- 

- 

- 

- 

0.039 

0.159 

0.008 

0.151 

0.011 

6.96 

Safe 

Bhandsar 

0803000700564600 

0.12 

0.55 

(54.32) 

0.44 

0.01 

0.45 

0.03 

0.14 

0.15 

0.0400 

- 

- 

- 

0.040 

0.186 

0.633 

0.032 

0.601 

0.279 

46.42 

Safe 



0.12 

0.24 

(175.16) 

0.19 

0.72 

0.92 

0.02 

0.09 

0.06 

0.0300 

0.4169 

0.5891 

- 

1.036 

1.100 

2.017 

0.101 

1.916 

0.178 

9.31 

Safe 

Bheekhnera 

0803000300513400 

0.06 

0.36 

- 

0.36 

- 

0.36 

0.06 

0.29 

0.09 

- 

- 

- 

- 

- 

0.093 

0.455 

0.045 

0.409 

0.025 

6.18 

Safe 

Bhojawas 

0803000300515100 

0.06 

0.00 

142.92 

0.01 

0.01 

0.01 

0.01 

0.05 

0.00 

- 

0.0036 

0.0052 

- 

0.009 

0.010 

0.022 

0.001 

0.021 

0.002 

8.86 

Safe 



0.06 

0.10 

(40.24) 

0.08 

- 

0.08 

0.05 

0.24 

0.03 

- 

- 

- 

- 

- 

0.027 

0.109 

0.005 

0.104 

0.009 

8.37 

Safe 

Bhom Malkisar 

0803000300519300 

0.07 

0.04 

- 

0.04 

0.04 

0.08 

0.03 

0.13 

0.01 

- 

0.0225 

0.0318 

- 

0.054 

0.065 

0.144 

0.014 

0.130 

0.006 

4.34 

Safe 



0.06 

0.02 

- 

0.02 

0.03 

0.04 

0.02 

0.09 

0.00 

- 

0.0159 

0.0224 

- 

0.038 

0.043 

0.087 

0.009 

0.079 

0.004 

5.05 

Safe 



0.07 

0.01 

- 

0.01 

0.02 

0.03 

0.01 

0.06 

0.00 

- 

0.0100 

0.0142 

- 

0.024 

0.026 

0.052 

0.005 

0.046 

0.003 

5.40 

Safe 



0.06 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0034 

0.0048 

- 

0.008 

0.009 

0.015 

0.002 

0.014 

0.001 

6.27 

Safe 

Bhopalpura 

0801000900297700 

0.15 

0.07 

- 

0.07 

0.08 

0.15 

0.03 

0.16 

0.02 

- 

0.0489 

0.0553 

- 

0.104 

0.123 

0.275 

0.028 

0.248 

0.001 

0.21 

Safe 



0.25 

0.02 

- 

0.02 

0.03 

0.05 

0.01 

0.07 

0.01 

- 

0.0205 

0.0232 

- 

0.044 

0.049 

0.104 

0.010 

0.093 

0.000 

0.23 

Safe 

Binjharwali 

0803000300514500 

0.06 

0.37 

(6.73) 

0.35 

- 

0.35 

0.04 

0.21 

0.10 

- 

- 

- 

- 

- 

0.096 

0.442 

0.022 

0.420 

0.043 

10.32 

Safe 

Chak 300-700 Rd 

0803000300518400 

0.06 

0.22 

58.01 

0.26 

0.05 

0.31 

0.06 

0.29 

0.06 

- 

0.0302 

0.0427 

- 

0.073 

0.129 

0.442 

0.022 

0.420 

0.015 

3.61 

Safe 



0.06 

0.00 

75,466.50 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chak Phooldesar 

0803000300518700 

0.06 

0.04 

51.52 

0.05 

0.01 

0.06 

0.06 

0.28 

0.01 

- 

0.0059 

0.0084 

- 

0.014 

0.025 

0.085 

0.004 

0.080 

0.016 

19.87 

Safe 



0.06 

0.00 

2,696.05 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0002 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

11.29 

Safe 

Chandsar 

0803000300523200 

0.12 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.08 

0.00 

- 

- 

- 

- 

- 

0.004 

0.022 

0.002 

0.020 

0.002 

11.04 

Safe 

Charanwasi 

0804000300615800 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Chhatasar 

0803000300522500 

0.07 

0.48 

(47.49) 

0.38 

- 

0.38 

0.06 

0.29 

0.12 

- 

- 

- 

- 

- 

0.121 

0.501 

0.025 

0.476 

0.064 

13.48 

Safe 

Chhatragarh 

0803000700567500 

0.20 

0.71 

- 

0.71 

- 

0.71 

0.01 

0.07 

0.19 

0.0100 

- 

- 

- 

0.010 

0.197 

0.906 

0.091 

0.816 

0.192 

23.54 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.20 

0.88 

- 

0.88 

0.62 

1.50 

0.02 

0.08 

0.23 

0.0100 

0.3606 

0.5095 

- 

0.880 

1.112 

2.610 

0.261 

2.349 

0.216 

9.20 

Safe 

Delana Bara 

0803000300513600 

0.06 

0.01 

60.83 

0.01 

0.01 

0.02 

0.01 

0.03 

0.00 

- 

0.0086 

0.0122 

- 

0.021 

0.022 

0.045 

0.002 

0.043 

0.004 

10.07 

Safe 



0.06 

0.47 

(72.28) 

0.37 

- 

0.37 

0.05 

0.26 

0.12 

- 

- 

- 

- 

- 

0.120 

0.495 

0.025 

0.470 

0.044 

9.45 

Safe 

Delana Chhota 

0803000300513300 

0.06 

0.15 

(58.20) 

0.12 

0.05 

0.17 

0.04 

0.21 

0.04 

- 

0.0280 

0.0395 

- 

0.068 

0.105 

0.272 

0.014 

0.258 

0.022 

8.53 

Safe 



0.06 

0.02 

35.74 

0.02 

- 

0.02 

0.02 

0.08 

0.01 

- 

- 

- 

- 

- 

0.005 

0.029 

0.001 

0.027 

0.005 

18.74 

Safe 

Dhaban Barani 

0801000600183900 

0.25 

0.06 

(119.07) 

0.04 

0.03 

0.08 

0.05 

0.22 

0.02 

- 

0.0195 

0.0275 

- 

0.047 

0.062 

0.141 

0.007 

0.134 

- 

- 

Safe 

Dhandhra Barani 

0801000800238200 

0.20 

0.00 

858.70 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0018 

0.0025 

- 

0.004 

0.004 

0.008 

0.000 

0.007 

- 

- 

Safe 



0.22 

0.21 

(46.58) 

0.17 

0.16 

0.33 

0.05 

0.21 

0.06 

0.0200 

0.0861 

0.1216 

- 

0.228 

0.287 

0.620 

0.031 

0.589 

0.108 

18.34 

Safe 

Dhani Bhopalaram 

0803000300518200 

0.07 

0.00 

354,178.72 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.33 

151.29 

0.39 

- 

0.39 

0.05 

0.27 

0.08 

- 

- 

- 

- 

- 

0.083 

0.475 

0.024 

0.451 

0.051 

11.31 

Safe 

Dhani Pandusar 

0803000300522300 

0.07 

0.09 

- 

0.09 

0.05 

0.14 

0.02 

0.11 

0.02 

- 

0.0278 

0.0392 

- 

0.067 

0.090 

0.228 

0.023 

0.206 

0.086 

41.79 

Safe 



0.07 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.005 

0.023 

0.002 

0.021 

0.042 

CD 

O 

c\i 

o 

CM 

Over Exploited 

Dheerasar 

0804000300609700 

0.08 

0.12 

(74.22) 

0.09 

- 

0.09 

0.03 

0.14 

0.03 

- 

- 

- 

- 

- 

0.029 

0.122 

0.006 

0.115 

0.097 

83.87 

Semi Critical 



0.15 

0.26 

(76.20) 

0.21 

- 

0.21 

0.03 

0.15 

0.06 

- 

- 

- 

- 

- 

0.064 

0.270 

0.014 

0.257 

0.093 

36.03 

Safe 

Dheerdan 

0803000300522100 

0.07 

0.05 

- 

0.05 

0.04 

0.09 

0.01 

0.07 

0.01 

0.0100 

0.0251 

0.0354 

- 

0.071 

0.083 

0.177 

0.018 

0.159 

0.265 

166.11 

Over Exploited 



0.07 

0.51 

- 

0.51 

0.01 

0.52 

0.04 

0.22 

0.13 

0.0300 

- 

- 

- 

0.030 

0.160 

0.678 

0.068 

0.610 

0.796 

CD 

O 

4^ 

CD 

Over Exploited 

Dheereran 

0803000300517200 

0.06 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.003 

0.017 

0.002 

0.015 

0.004 

27.73 

Safe 

Doodimuklera 

0803000300516100 

0.06 

0.00 

(44.32) 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

- 

Safe 



0.06 

0.00 

26.92 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Doodiyali 

0803000300516200 

0.06 

0.00 

767.89 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.06 

(88.70) 

0.05 

- 

0.05 

0.05 

0.23 

0.02 

- 

- 

- 

- 

- 

0.016 

0.065 

0.003 

0.062 

0.013 

21.68 

Safe 

Dulmera 

0803000300517300 

0.06 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.09 

0.01 

- 

- 

- 

- 

- 

0.006 

0.028 

0.003 

0.025 

0.005 

20.22 

Safe 

Gabna @ Lalanwali 

0803000700564000 

0.12 

0.21 

- 

0.21 

0.23 

0.44 

0.04 

0.17 

0.06 

0.0200 

0.1305 

0.1844 

- 

0.335 

0.393 

0.835 

0.084 

0.752 

0.175 

23.26 

Safe 



0.20 

0.03 

- 

0.03 

0.07 

0.10 

0.01 

0.05 

0.01 

0.0100 

0.0397 

0.0561 

- 

0.106 

0.115 

0.215 

0.021 

0.193 

0.064 

33.03 

Safe 

Gantan 

0803000300515000 

0.06 

0.24 

(76.41) 

0.19 

- 

0.19 

0.06 

0.29 

0.06 

- 

- 

- 

- 

- 

0.060 

0.249 

0.012 

0.237 

0.016 

6.92 

Safe 

Garabdesar 

0803000300522700 

0.12 

0.02 

321.72 

0.03 

- 

0.03 

0.01 

0.03 

0.01 

- 

- 

- 

- 

- 

0.006 

0.032 

0.002 

0.031 

0.009 

28.37 

Safe 



0.07 

0.45 

(6.31) 

0.43 

- 

0.43 

0.03 

0.15 

0.12 

- 

- 

- 

- 

- 

0.115 

0.541 

0.027 

0.514 

0.088 

17.04 

Safe 



0.20 

0.15 

91.53 

0.18 

- 

0.18 

0.01 

0.05 

0.04 

- 

- 

- 

- 

- 

0.038 

0.216 

0.011 

0.206 

0.017 

8.49 

Safe 

Ghadsisar 

0804000300610200 

0.15 

2.44 

- 

2.44 

- 

2.44 

0.06 

0.30 

0.55 

0.0100 

- 

- 

- 

0.010 

0.558 

2.995 

0.299 

2.695 

0.266 

9.88 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Gheghara 

080300070056660C 

41.928 

Saline 

Non-command 

Non-command 

Older Alluvium 

32.330 

-0.46 

0.080 

0.13 

0.02 

0.00 

0.00 

0.09 

0.00 

0.00 

0.46 

0.031 

0.14 

0.31 






IGNP Canal System Stage 1 

Command 

Older Alluvium 

9.598 

-0.46 

0.080 

0.04 

0.01 

0.07 

0.09 

0.16 

0.00 

0.00 

0.14 

0.009 

0.04 

0.09 


Ghesura 

080300030051210C 

24.812 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.518 

0.33 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.01 

0.00 

0.001 

0.01 

0.04 


Gomawali Barani 

0801000800238500 

6.378 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

6.378 

0.31 

0.120 

0.07 

0.02 

0.07 

0.09 

0.00 

0.12 

0.07 

0.27 

0.000 

0.17 

0.31 


Gopalyan 

0803000300520900 

50.887 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

47.121 

-1.89 

0.060 

0.02 

0.00 

0.13 

0.18 

0.00 

0.00 

0.00 

0.03 

0.045 

0.21 

0.71 







Command 

Vindhyan Sandstone 

1.188 

-1.89 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 






Non-command 

Non-command 

Tertiary Sandstone 

2.578 

-1.89 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.04 


Gourisar 

0803000700569200 

24.640 

Saline 

Non-command 

Non-command 

Older Alluvium 

24.640 

-0.27 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.024 

0.20 

0.49 


Govindsar 

0801000900283700 

8.680 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.702 

0.31 

0.200 

0.00 

0.00 

0.03 

0.04 

0.00 

0.10 

0.05 

0.02 

0.000 

0.05 

0.11 


Gusaina 

0803000300512700 

21.608 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

21.608 

-1.99 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.021 

0.22 

0.68 


Hanseran 

0803000300517400 

20.399 

Fresh 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

1.447 

-0.08 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.05 






Non-command 

Non-command 

Vindhyan Sandstone 

13.092 

-0.08 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.013 

0.15 

0.49 


Hinjrasar 

0801000900298100 

4.222 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.065 

-0.04 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.000 

0.09 

0.20 






IGNP Canal System Stage 1 

Command 

Older Alluvium 

2.157 

-0.04 

0.100 

0.04 

0.01 

0.01 

0.02 

0.00 

0.00 

0.00 

0.17 

0.000 

0.09 

0.21 


Hirajsar 

0804000300614800 

11.385 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.579 

-0.09 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.007 

0.11 

0.25 


Jakhar Wala 

0803000300517500 

11.859 

Fresh 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

5.338 

0.72 

0.040 

0.00 

0.00 

0.01 

0.01 

0.00 

0.14 

0.04 

0.00 

0.005 

0.10 

0.34 






Non-command 

Non-command 

Vindhyan Sandstone 

2.065 

0.72 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.02 

0.00 

0.002 

0.04 

0.13 


Jalabsar 

0803000800633000 

37.843 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.467 

-0.07 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 


Jaswantsar 

0803000300510500 

45.350 

Saline 

Non-command 

Non-command 

Older Alluvium 

10.620 

0.22 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.07 

0.01 

0.010 

0.05 

0.12 


Jogiyasan 

0803000300521400 

5.845 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

4.278 

1.82 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.47 

0.14 

0.00 

0.004 

0.17 

0.56 


Kagasar 

0803000300522600 

27.268 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

25.485 

0.30 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.48 

0.15 

0.04 

0.025 

0.22 

0.70 







Non-command 

Younger Alluvium 

1.783 

0.30 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.02 

0.00 

0.002 

0.02 

0.05 


Kakar Ichchha 

0803000300518000 

9.718 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

6.601 

1.95 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.77 

0.23 

0.00 

0.006 

0.16 

0.52 







Non-command 

Vindhyan Sandstone 

2.649 

1.95 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.06 

0.00 

0.003 

0.06 

0.21 


Kalkal Muklera 

0803000300518100 

13.480 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

9.046 

1.81 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.98 

0.30 

0.00 

0.009 

0.16 

0.51 


Kaloo 

0803000300521800 

119.181 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

0.197 

0.76 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Tertiary Sandstone 

70.165 

0.76 

0.060 

0.07 

0.00 

0.00 

0.00 

0.00 

3.28 

0.99 

0.17 

0.068 

0.14 

0.45 


Kalwas 

0803000300521200 

19.870 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

19.375 

2.14 

0.060 

0.01 

0.00 

0.03 

0.04 

0.00 

2.43 

0.73 

0.03 

0.019 

0.23 

0.75 






Non-command 

Non-command 

Tertiary Sandstone 

0.495 

2.14 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.02 

0.00 

0.000 

0.01 

0.02 


Kamrana Barani 

0801000600180600 

3.686 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.686 

-0.09 

0.200 

0.00 

0.00 

0.03 

0.04 

0.00 

0.00 

0.00 

0.00 

0.000 

0.17 

0.27 


Kankarwala 

0803000300519400 

42.061 

Fresh 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

7.202 

-0.22 

0.040 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.007 

0.04 

0.13 





Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

21.411 

-0.22 

0.030 

0.01 

0.00 

0.03 

0.04 

0.00 

0.00 

0.00 

0.00 

0.021 

0.12 

0.39 






Non-command 

Non-command 

Vindhyan Sandstone 

13.449 

-0.22 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.013 

0.07 

0.24 


Kanwalasar 

0804000300609800 

50.703 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

2.858 

0.11 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.004 

0.01 

0.04 







Non-command 

Younger Alluvium 

47.845 

0.11 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.54 

0.18 

0.03 

0.070 

0.22 

0.68 


Kapoorisar 

0803000300520700 

36.126 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

17.773 

-3.49 

0.060 

0.08 

0.01 

0.04 

0.07 

0.00 

0.00 

0.00 

0.29 

0.017 

0.11 

0.36 






Non-command 

Non-command 

Tertiary Sandstone 

8.804 

-3.49 

0.060 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.008 

0.06 

0.18 


Karansar 

0804000300610500 

11.727 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

11.727 

-0.01 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.017 

0.26 

0.66 


Karnali 

0803000300514300 

16.108 

Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

13.906 

0.86 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.12 

0.00 

0.013 

0.19 

0.55 


Keekasar 

0804000300609500 

27.118 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

0.121 

0.03 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Tertiary Sandstone 

7.386 

0.03 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.011 

0.07 

0.19 







Non-command 

Younger Alluvium 

16.569 

0.03 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.02 

0.06 

0.024 

0.15 

0.43 


Khapharsar 

0803000300523300 

11.925 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.116 

0.08 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.003 

0.06 

0.20 


Kharbara 

0803000700565000 

49.245 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.035 

-0.75 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.003 

0.01 

0.02 






IGNP Canal System Stage 1 

Command 

Older Alluvium 

46.210 

-0.75 

0.080 

0.10 

0.02 

0.48 

0.68 

0.00 

0.00 

0.00 

0.35 

0.044 

0.17 

0.35 


Khatiyawas 

0803000300515700 

5.289 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.828 

-0.12 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.08 

0.26 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

3.461 

-0.12 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.003 

0.15 

0.50 


Kheeleriya 

0803000300513900 

24.750 

Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

24.750 

0.84 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.63 

0.20 

0.01 

0.024 

0.23 

0.74 


Kheenyera 

0803000300515900 

12.221 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

3.204 

-0.14 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.003 

0.06 

0.20 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

8.676 

-0.14 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.008 

0.16 

0.54 


Khokharana 

0803000300513800 

40.822 

Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

40.822 

0.49 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.61 

0.18 

0.01 

0.039 

0.23 

0.76 


Khundiya 

0804000300610300 

6.869 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.658 

0.01 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.007 

0.18 

0.43 


Kisnasar 

0803000300521100 

52.865 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

16.034 

0.69 

0.060 

0.02 

0.00 

0.02 

0.03 

0.00 

0.64 

0.19 

0.07 

0.015 

0.07 

0.23 






Non-command 

Non-command 

Tertiary Sandstone 

36.831 

0.69 

0.060 

0.06 

0.00 

0.00 

0.00 

0.00 

1.60 

0.48 

0.18 

0.035 

0.16 

0.53 


Koobiya 

0803000300523400 

12.502 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.386 

-0.04 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.011 

0.21 

0.68 







Non-command 

Younger Alluvium 

0.051 

-0.04 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Krishan Nagar 

0803000700564900 

18.614 

Saline 

Non-command 

Non-command 

Older Alluvium 

15.412 

-2.18 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.015 

0.16 

0.36 






IGNP Canal System Stage 1 

Command 

Older Alluvium 

3.201 

-2.18 

0.080 

0.01 

0.00 

0.03 

0.03 

0.00 

0.00 

0.00 

0.02 

0.003 

0.03 

0.07 


Kunda 

0803000700569400 

48.283 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.724 

0.15 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.00 

0.01 







Non-command 

Tertiary Sandstone 

3.960 

0.15 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.004 

0.02 

0.05 







Non-command 

Vindhyan Sandstone 

6.392 

0.15 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.00 

0.006 

0.03 

0.07 


Kunplee Barani 

0801000800239400 

5.219 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.277 

0.39 

0.180 

0.00 

0.00 

0.03 

0.03 

0.00 

0.10 

0.05 

0.00 

0.000 

0.07 

0.14 


Lakhansar 

0803000700565400 

11.089 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

11.089 

-3.19 

0.080 

0.05 

0.01 

0.08 

0.11 

0.00 

0.00 

0.00 

0.21 

0.011 

0.18 

0.35 


Lakhawar 

0803000300514100 

32.221 

Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

28.410 

1.04 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.89 

0.29 

0.00 

0.027 

0.20 

0.61 


Lalera Patta Mahajan 

0803000300512300 

9.717 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.07 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Laleran 

0803000300514900 

10.041 

Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

10.041 

0.17 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.02 

0.01 

0.010 

0.23 

0.76 


Laxminarayansar 

0803000300513200 

21.837 

Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

10.610 

0.12 

0.030 

0.00 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.00 

0.010 

0.11 

0.37 






Non-command 

Non-command 

Vindhyan Sandstone 

11.227 

0.12 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.01 

0.00 

0.011 

0.12 

0.39 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Gheghara 

0803000700566600 

0.12 

0.56 

- 

0.56 

0.11 

0.67 

0.04 

0.18 

0.15 

0.0500 

- 

- 

0.138 

0.188 

0.338 

1.009 

0.101 

0.908 

0.495 

54.54 

Safe 



0.12 

0.05 

- 

0.05 

0.33 

0.38 

0.01 

0.05 

0.01 

0.0200 

0.0941 

0.1330 

0.243 

0.490 

0.503 

0.885 

0.088 

0.796 

0.149 

18.74 

Safe 

Ghesura 

0803000300512100 

0.12 

0.00 

477.95 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.003 

0.000 

0.003 

0.001 

44.89 

Safe 

Gomawali Barani 

0801000800238500 

0.20 

0.22 

(69.38) 

0.18 

0.19 

0.36 

0.05 

0.22 

0.06 

0.0500 

0.0938 

0.1326 

- 

0.276 

0.336 

0.698 

0.035 

0.663 

0.270 

40.73 

Safe 

Gopalyan 

0803000300520900 

0.07 

0.71 

- 

0.71 

0.31 

1.02 

0.05 

0.27 

0.18 

- 

0.1811 

0.2559 

- 

0.437 

0.618 

1.633 

0.163 

1.470 

0.075 

5.13 

Safe 



0.06 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0046 

0.0065 

0.002 

0.013 

0.013 

0.022 

0.002 

0.020 

0.001 

5.79 

Safe 



0.07 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.001 

0.003 

0.000 

0.002 

0.002 

103.99 

Over Exploited 

Gourisar 

0803000700569200 

0.12 

0.59 

- 

0.59 

- 

0.59 

0.05 

0.25 

0.16 

0.0100 

- 

- 

- 

0.010 

0.166 

0.759 

0.076 

0.683 

0.240 

35.11 

Safe 

Govindsar 

0801000900283700 

0.25 

0.04 

26.87 

0.04 

0.07 

0.11 

0.01 

0.07 

0.01 

- 

0.0398 

0.0562 

- 

0.096 

0.106 

0.220 

0.011 

0.209 

0.018 

8.78 

Safe 

Gusaina 

0803000300512700 

0.07 

0.33 

- 

0.33 

- 

0.33 

0.06 

0.28 

0.08 

- 

- 

- 

- 

- 

0.085 

0.416 

0.042 

0.374 

0.021 

5.56 

Safe 

Hanseran 

0803000300517400 

0.06 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

0.02 

0.00 

- 

0.0028 

0.0039 

- 

0.007 

0.007 

0.013 

0.001 

0.012 

0.001 

11.68 

Safe 



0.06 

0.12 

- 

0.12 

0.00 

0.12 

0.04 

0.19 

0.03 

- 

- 

- 

0.001 

0.001 

0.031 

0.148 

0.015 

0.133 

0.026 

19.20 

Safe 

Hinjrasar 

0801000900298100 

0.15 

0.03 

- 

0.03 

0.01 

0.04 

0.02 

0.11 

0.01 

0.0200 

- 

- 

- 

0.020 

0.027 

0.064 

0.006 

0.058 

0.171 

297.55 

Over Exploited 



0.15 

0.03 

- 

0.03 

0.04 

0.07 

0.02 

0.11 

0.01 

0.0200 

0.0159 

0.0299 

- 

0.066 

0.073 

0.146 

0.015 

0.132 

0.171 

130.05 

Over Exploited 

Hirajsar 

0804000300614800 

0.15 

0.08 

- 

0.08 

- 

0.08 

0.02 

0.14 

0.02 

- 

- 

- 

- 

- 

0.016 

0.093 

0.009 

0.084 

0.020 

23.48 

Safe 

Jakhar Wala 

0803000300517500 

0.06 

0.03 

23.50 

0.04 

0.02 

0.06 

0.03 

0.13 

0.01 

- 

0.0103 

0.0145 

- 

0.025 

0.033 

0.091 

0.005 

0.086 

0.005 

5.95 

Safe 



0.06 

0.00 

260.64 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.002 

28.79 

Safe 

Jalabsar 

0803000800633000 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

327.27 

Over Exploited 

Jaswantsar 

0803000300510500 

0.12 

0.06 

26.82 

0.07 

- 

0.07 

0.01 

0.06 

0.02 

- 

- 

- 

- 

- 

0.015 

0.086 

0.004 

0.081 

0.021 

26.10 

Safe 

Jogiyasan 

0803000300521400 

0.07 

0.05 

177.62 

0.06 

- 

0.06 

0.04 

0.21 

0.01 

- 

- 

- 

- 

- 

0.013 

0.074 

0.004 

0.070 

0.004 

5.87 

Safe 

Kagasar 

0803000300522600 

0.07 

0.39 

(61.33) 

0.31 

- 

0.31 

0.05 

0.27 

0.10 

- 

- 

- 

- 

- 

0.098 

0.409 

0.020 

0.388 

0.061 

15.59 

Safe 



0.20 

0.01 

270.49 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.007 

0.002 

22.92 

Safe 

Kakar Ichchha 

0803000300518000 

0.07 

0.07 

221.59 

0.09 

- 

0.09 

0.04 

0.20 

0.02 

- 

- 

- 

- 

- 

0.019 

0.106 

0.005 

0.100 

0.006 

6.32 

Safe 



0.06 

0.01 

523.16 

0.01 

- 

0.01 

0.02 

0.08 

0.00 

- 

- 

- 

- 

- 

0.003 

0.015 

0.001 

0.014 

0.003 

18.38 

Safe 

Kalkal Muklera 

0803000300518100 

0.07 

0.10 

201.96 

0.12 

- 

0.12 

0.04 

0.20 

0.03 

- 

- 

- 

- 

- 

0.025 

0.143 

0.007 

0.136 

0.009 

6.40 

Safe 

Kaloo 

0803000300521800 

0.07 

0.00 

47,366.30 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0004 

0.0005 

- 

0.001 

0.001 

0.002 

0.000 

0.001 

0.000 

12.82 

Safe 



0.07 

0.67 

48.54 

0.80 

- 

0.80 

0.03 

0.17 

0.17 

0.0100 

- 

- 

- 

0.010 

0.181 

0.984 

0.049 

0.935 

0.242 

25.83 

Safe 

Kalwas 

0803000300521200 

0.07 

0.31 

139.65 

0.37 

0.06 

0.43 

0.06 

0.28 

0.08 

- 

0.0372 

0.0526 

- 

0.090 

0.168 

0.599 

0.030 

0.569 

0.049 

8.55 

Safe 



0.07 

0.00 

9,505.82 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kamrana Barani 

0801000600180600 

0.25 

0.15 

- 

0.15 

0.06 

0.22 

0.05 

0.22 

0.04 

- 

0.0361 

0.0511 

- 

0.087 

0.131 

0.350 

0.035 

0.315 

- 

- 

Safe 

Kankarwala 

0803000300519400 

0.06 

0.02 

- 

0.02 

0.02 

0.04 

0.01 

0.05 

0.00 

- 

0.0138 

0.0196 

- 

0.033 

0.038 

0.079 

0.008 

0.071 

0.007 

9.80 

Safe 



0.06 

0.15 

- 

0.15 

0.07 

0.22 

0.03 

0.15 

0.04 

- 

0.0411 

0.0581 

- 

0.099 

0.138 

0.360 

0.036 

0.324 

0.021 

6.37 

Safe 



0.06 

0.06 

- 

0.06 

- 

0.06 

0.02 

0.09 

0.02 

- 

- 

- 

- 

- 

0.015 

0.075 

0.007 

0.067 

0.013 

19.20 

Safe 

Kanwalasar 

0804000300609800 

0.08 

0.00 

30.67 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.004 

99.83 

Critical 



0.15 

1.61 

(88.98) 

1.29 

- 

1.29 

0.06 

0.28 

0.40 

- 

- 

- 

- 

- 

0.397 

1.683 

0.084 

1.599 

0.095 

5.96 

Safe 

Kapoorisar 

0803000300520700 

0.07 

0.14 

- 

0.14 

0.11 

0.25 

0.03 

0.14 

0.04 

0.0100 

0.0512 

0.0965 

- 

0.158 

0.194 

0.449 

0.045 

0.404 

0.305 

75.59 

Semi Critical 



0.07 

0.03 

- 

0.03 

0.01 

0.04 

0.01 

0.07 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.063 

0.006 

0.057 

0.152 

268.27 

Over Exploited 

Karansar 

0804000300610500 

0.15 

0.45 

- 

0.45 

- 

0.45 

0.06 

0.31 

0.10 

- 

- 

- 

- 

- 

0.101 

0.554 

0.055 

0.498 

0.125 

25.14 

Safe 

Karnali 

0803000300514300 

0.06 

0.16 

(22.23) 

0.13 

- 

0.13 

0.05 

0.24 

0.04 

- 

- 

- 

- 

- 

0.041 

0.166 

0.008 

0.158 

0.013 

8.48 

Safe 

Keekasar 

0804000300609500 

0.08 

0.00 

(1,069.07) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.08 

0.04 

(82.85) 

0.03 

- 

0.03 

0.02 

0.08 

0.01 

- 

- 

- 

- 

- 

0.009 

0.040 

0.002 

0.038 

0.040 

104.49 

Over Exploited 



0.15 

0.36 

(93.23) 

0.29 

- 

0.29 

0.04 

0.18 

0.09 

- 

- 

- 

- 

- 

0.088 

0.379 

0.019 

0.360 

0.083 

23.16 

Safe 

Khapharsar 

0803000300523300 

0.12 

0.02 

(72.78) 

0.02 

- 

0.02 

0.02 

0.08 

0.01 

- 

- 

- 

- 

- 

0.006 

0.024 

0.001 

0.023 

0.003 

13.17 

Safe 

Kharbara 

0803000700565000 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.001 

0.005 

0.025 

541.71 

Over Exploited 



0.12 

0.93 

- 

0.93 

1.18 

2.12 

0.05 

0.21 

0.25 

0.0400 

0.6798 

0.9605 

- 

1.680 

1.931 

4.049 

0.405 

3.644 

0.390 

10.71 

Safe 

Khatiyawas 

0803000300515700 

0.06 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.10 

0.00 

- 

- 

- 

- 

- 

0.002 

0.011 

0.001 

0.010 

0.002 

17.78 

Safe 



0.06 

0.03 

- 

0.03 

- 

0.03 

0.04 

0.19 

0.01 

- 

- 

- 

- 

- 

0.008 

0.039 

0.004 

0.035 

0.011 

31.94 

Safe 

Kheeleriya 

0803000300513900 

0.06 

0.34 

(42.53) 

0.27 

- 

0.27 

0.06 

0.29 

0.09 

- 

- 

- 

- 

- 

0.087 

0.358 

0.018 

0.341 

0.032 

9.34 

Safe 

Kheenyera 

0803000300515900 

0.06 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.08 

0.00 

- 

- 

- 

- 

- 

0.003 

0.015 

0.001 

0.013 

0.016 

122.44 

Over Exploited 



0.06 

0.09 

- 

0.09 

- 

0.09 

0.04 

0.21 

0.02 

- 

- 

- 

- 

- 

0.022 

0.107 

0.011 

0.096 

0.016 

16.97 

Safe 

Khokharana 

0803000300513800 

0.06 

0.56 

(67.25) 

0.45 

- 

0.45 

0.06 

0.29 

0.14 

- 

- 

- 

- 

- 

0.144 

0.595 

0.030 

0.566 

0.047 

8.36 

Safe 

Khundiya 

0804000300610300 

0.15 

0.13 

(97.90) 

0.10 

- 

0.10 

0.04 

0.22 

0.03 

- 

- 

- 

- 

- 

0.027 

0.130 

0.006 

0.123 

0.007 

5.54 

Safe 

Kisnasar 

0803000300521100 

0.07 

0.08 

143.71 

0.09 

0.05 

0.15 

0.02 

0.09 

0.02 

- 

0.0308 

0.0435 

- 

0.074 

0.095 

0.242 

0.012 

0.230 

0.087 

38.05 

Safe 



0.07 

0.42 

15.91 

0.48 

- 

0.48 

0.04 

0.20 

0.11 

0.0100 

- 

- 

- 

0.010 

0.116 

0.598 

0.030 

0.568 

0.215 

37.91 

Safe 

Koobiya 

0803000300523400 

0.12 

0.29 

- 

0.29 

0.00 

0.29 

0.05 

0.27 

0.07 

- 

- 

- 

0.002 

0.002 

0.075 

0.367 

0.037 

0.330 

0.059 

17.85 

Safe 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Krishan Nagar 

0803000700564900 

0.12 

0.29 

- 

0.29 

- 

0.29 

0.04 

0.20 

0.08 

0.0100 

- 

- 

- 

0.010 

0.086 

0.374 

0.037 

0.336 

0.134 

39.79 

Safe 



0.12 

0.01 

- 

0.01 

0.06 

0.07 

0.01 

0.04 

0.00 

- 

0.0392 

0.0444 

- 

0.084 

0.087 

0.159 

0.016 

0.143 

0.025 

17.57 

Safe 

Kunda 

0803000700569400 

0.12 

0.00 

1,096.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.07 

0.00 

91.29 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.004 

57.14 

Safe 



0.06 

0.01 

3.37 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.003 

0.014 

0.001 

0.013 

0.006 

46.61 

Safe 

Kunplee Barani 

0801000800239400 

0.22 

0.04 

45.84 

0.04 

0.06 

0.10 

0.02 

0.09 

0.01 

- 

0.0335 

0.0473 

- 

0.081 

0.091 

0.195 

0.010 

0.185 

- 

- 

Safe 

Lakhansar 

0803000700565400 

0.12 

0.24 

- 

0.24 

0.20 

0.43 

0.05 

0.23 

0.06 

0.0200 

0.1087 

0.1537 

- 

0.282 

0.347 

0.780 

0.078 

0.702 

0.216 

30.74 

Safe 

Lakhawar 

0803000300514100 

0.06 

0.34 

(14.42) 

0.29 

- 

0.29 

0.05 

0.25 

0.09 

- 

- 

- 

- 

- 

0.087 

0.374 

0.019 

0.355 

0.027 

7.70 

Safe 

Lalera Patta Mahajan 

0803000300512300 

0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Laleran 

0803000300514900 

0.06 

0.14 

(86.62) 

0.11 

- 

0.11 

0.06 

0.29 

0.04 

- 

- 

- 

- 

- 

0.036 

0.147 

0.007 

0.139 

0.018 

12.67 

Safe 

Laxminarayansar 

0803000300513200 

0.06 

0.07 

(98.18) 

0.06 

0.04 

0.09 

0.03 

0.14 

0.02 

- 

0.0204 

0.0288 

0.000 

0.050 

0.068 

0.160 

0.008 

0.152 

0.010 

6.72 

Safe 



0.06 

0.08 

(84.25) 

0.06 

- 

0.06 

0.03 

0.15 

0.02 

- 

- 

- 

- 

- 

0.020 

0.084 

0.004 

0.080 

0.011 

13.46 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Lodsar 

080400030061070C 

12.585 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

11.135 

-0.05 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.016 

0.23 

0.57 


Lunia Barani 

0801000600180800 

1.841 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.841 

-0.09 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.00 

0.000 

0.17 

0.26 


Lunkaransar 

0803000300518300 

67.347 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

46.192 

2.20 

0.060 

0.01 

0.00 

0.06 

0.09 

0.06 

5.89 

1.78 

0.00 

0.044 

0.16 

0.53 







Command 

Vindhyan Sandstone 

17.727 

2.20 

0.040 

0.01 

0.00 

0.02 

0.03 

0.00 

1.51 

0.46 

0.00 

0.017 

0.06 

0.20 






Non-command 

Non-command 

Tertiary Sandstone 

2.440 

2.20 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.10 

0.00 

0.002 

0.01 

0.03 







Non-command 

Vindhyan Sandstone 

0.988 

2.20 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.03 

0.00 

0.001 

0.00 

0.01 


Mahadeowali 

0803000700566400 

54.175 

Saline 

Non-command 

Non-command 

Older Alluvium 

26.295 

-0.47 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.025 

0.10 

0.26 







Non-command 

Tertiary Sandstone 

27.879 

-0.47 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.027 

0.10 

0.27 


Mahajan 

0803000300512500 

104.173 

Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

4.381 

-0.20 

0.040 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.004 

0.01 

0.03 






Non-command 

Non-command 

Older Alluvium 

27.134 

-0.20 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.026 

0.06 

0.18 







Non-command 

Tertiary Sandstone 

53.021 

-0.20 

0.040 

0.02 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.051 

0.11 

0.35 


Mahajan Fieldfiring Range 

0803000300509900 

1343.174 

Saline 

Non-command 

Non-command 

Older Alluvium 

464.050 

-0.34 

0.080 

0.15 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.447 

0.07 

0.20 







Non-command 

Tertiary Sandstone 

553.099 

-0.34 

0.040 

0.18 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.532 

0.09 

0.24 







Non-command 

Vindhyan Sandstone 

289.509 

-0.34 

0.030 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.279 

0.04 

0.13 






IGNP Canal System Stage 1 

Command 

Older Alluvium 

13.323 

-0.34 

0.080 

0.00 

0.00 

0.05 

0.07 

0.00 

0.00 

0.00 

0.00 

0.013 

0.00 

0.01 


Malaksar 

0804000300610900 

29.950 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.690 

-0.04 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.007 

0.04 

0.10 


Malkisar 

0803000300520100 

49.017 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

26.448 

-3.54 

0.060 

0.01 

0.00 

0.05 

0.10 

0.00 

0.00 

0.00 

0.00 

0.025 

0.12 

0.40 






Non-command 

Non-command 

Tertiary Sandstone 

5.300 

-3.54 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.02 

0.08 


Malsisar 

0804000300609600 

20.449 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

12.542 

0.08 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.03 

0.018 

0.14 

0.44 







Non-command 

Younger Alluvium 

7.907 

0.08 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.02 

0.02 

0.012 

0.09 

0.28 


Manafarsar 

0803000300522000 

17.087 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

1.000 

-0.64 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.04 






Non-command 

Non-command 

Tertiary Sandstone 

16.087 

-0.64 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.015 

0.22 

0.72 


Manohariya 

0803000300512900 

45.544 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

23.768 

-1.48 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.023 

0.12 

0.38 







Non-command 

Vindhyan Sandstone 

21.776 

-1.48 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.021 

0.11 

0.35 


Mehrasar Chhanna 

0804000300614700 

12.314 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.387 

-0.08 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.009 

0.14 

0.32 


Mohkampura 

0803000300519600 

29.172 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

0.010 

-0.40 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

24.327 

-0.40 

0.040 

0.01 

0.00 

0.03 

0.05 

0.00 

0.00 

0.00 

0.00 

0.023 

0.19 

0.63 







Command 

Vindhyan Sandstone 

4.788 

-0.40 

0.030 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.005 

0.04 

0.12 






Non-command 

Non-command 

Tertiary Sandstone 

0.048 

-0.40 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Moosalki 

0803000300514600 

12.383 

Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

12.383 

0.88 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.10 

0.00 

0.012 

0.23 

0.73 


Na 

0801000701900012 

2.054 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.054 

-0.01 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.00 

0.000 

0.17 

0.29 



0801000701900013 

3.243 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.243 

0.31 

0.200 

0.00 

0.00 

0.03 

0.03 

0.00 

0.14 

0.08 

0.00 

0.000 

0.17 

0.30 



0801000701900014 

1.613 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.613 

-0.03 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.00 

0.000 

0.17 

0.26 



0801000901900016 

1.918 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.038 

0.52 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.262 

0.52 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.00 

0.000 

0.02 

0.06 


Naharsara 

0804000300609300 

30.136 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

8.255 

-0.09 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.012 

0.07 

0.18 


Nakodesar 

0803000300523500 

26.298 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.079 

-0.07 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.04 

0.11 







Non-command 

Younger Alluvium 

0.005 

-0.07 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nathwana 

0803000300521000 

32.039 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

29.297 

-0.01 

0.060 

0.02 

0.00 

0.04 

0.06 

0.00 

0.00 

0.00 

0.03 

0.028 

0.21 

0.70 






Non-command 

Non-command 

Tertiary Sandstone 

2.742 

-0.01 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.02 

0.07 


Panpaliya 

0804000300610000 

24.815 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

21.848 

-0.19 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.032 

0.22 

0.61 


Patam Desar 

0804000300615100 

31.220 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

15.709 

-0.17 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.023 

0.13 

0.33 


Peepera 

0803000300519200 

21.298 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

20.352 

-1.26 

0.060 

0.01 

0.00 

0.06 

0.08 

0.00 

0.00 

0.00 

0.00 

0.020 

0.22 

0.73 







Command 

Vindhyan Sandstone 

0.947 

-1.26 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.03 


Phanchara @ Amarpura 

0803000300522200 

32.857 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

16.709 

-1.08 

0.060 

0.01 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.04 

0.016 

0.12 

0.37 


Phooldesar Singas 

0803000300518500 

11.895 

Fresh 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

3.883 

1.16 

0.040 

0.00 

0.00 

0.01 

0.01 

0.00 

0.17 

0.05 

0.00 

0.004 

0.08 

0.25 






Non-command 

Non-command 

Vindhyan Sandstone 

0.659 

1.16 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.00 

0.001 

0.01 

0.04 





Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

4.454 

1.16 

0.030 

0.00 

0.00 

0.01 

0.01 

0.00 

0.14 

0.04 

0.00 

0.004 

0.09 

0.29 






Non-command 

Non-command 

Vindhyan Sandstone 

2.899 

1.16 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.03 

0.00 

0.003 

0.06 

0.19 


Phooleji 

0803000300510000 

37.785 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.004 

0.21 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Poonusar 

0804000300610400 

19.743 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

14.267 

-0.04 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.021 

0.19 

0.46 


Rajasar @ Karnisar 

0803000300522400 

53.473 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

53.473 

0.06 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.24 

0.07 

0.07 

0.051 

0.23 

0.75 


Rajasar Beekan 

0804000300614900 

64.446 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

24.379 

-0.18 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.036 

0.11 

0.24 


Rajasar Bhatiyan 

0803000700569700 

120.126 

Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

14.713 

0.78 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.12 

0.00 

0.014 

0.03 

0.08 


Rajpura Hudan 

0803000300521900 

25.492 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

25.492 

0.17 

0.060 

0.10 

0.00 

0.00 

0.00 

0.00 

0.36 

0.11 

0.36 

0.025 

0.23 

0.76 


Ramnagar 

0803000700565500 

31.465 

Saline 

Non-command 

Non-command 

Older Alluvium 

15.395 

-1.21 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.015 

0.10 

0.24 







Non-command 

Tertiary Sandstone 

16.071 

-1.21 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.015 

0.10 

0.25 


Ramsara 

0803000300510300 

23.010 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.402 

0.25 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.04 

0.00 

0.005 

0.04 

0.11 


Ramsara Barani 

0801000600180700 

4.802 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.802 

-0.10 

0.200 

0.00 

0.00 

0.05 

0.05 

0.00 

0.00 

0.00 

0.00 

0.000 

0.17 

0.27 


Raner 

0803000700565800 

105.359 

Saline 

Non-command 

Non-command 

Older Alluvium 

16.506 

-2.10 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.016 

0.03 

0.06 







Non-command 

Tertiary Sandstone 

24.039 

-2.10 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.023 

0.04 

0.09 






IGNP Canal System Stage 1 

Command 

Older Alluvium 

64.156 

-2.10 

0.080 

0.06 

0.01 

0.45 

0.63 

0.00 

0.00 

0.00 

0.15 

0.062 

0.11 

0.25 







Command 

Tertiary Sandstone 

0.659 

-2.10 

0.040 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 


Rangaisar 

0804000300610600 

34.295 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

34.295 

-0.04 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.050 

0.25 

0.66 


Ratanpura @ Bhobiya 

0803000300514800 

10.844 

Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

10.844 

0.29 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.03 

0.00 

0.010 

0.23 

0.76 


Ratnisar 

0803000300512400 

18.568 

Saline 

Non-command 

Non-command 

Older Alluvium 

16.697 

-0.48 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.016 

0.19 

0.54 


Rekh Meghana 

0803000300513500 

7.660 

Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

7.660 

0.01 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.007 

0.23 

0.76 


Rojhan 

0803000300518600 

26.710 

Fresh 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

10.073 

1.29 

0.040 

0.00 

0.00 

0.01 

0.02 

0.00 

0.49 

0.15 

0.00 

0.010 

0.09 

0.29 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Lodsar 

0804000300610700 

0.15 

0.38 

- 

0.38 

- 

0.38 

0.05 

0.28 

0.08 

- 

- 

- 

- 

- 

0.085 

0.466 

0.047 

0.420 

0.034 

8.19 

Safe 

Lunia Barani 

0801000600180800 

0.25 

0.08 

- 

0.08 

0.04 

0.11 

0.05 

0.21 

0.02 

- 

0.0226 

0.0255 

- 

0.048 

0.070 

0.182 

0.018 

0.164 

- 

- 

Safe 

Lunkaransar 

0803000300518300 

0.07 

0.51 

246.21 

0.62 

0.21 

0.83 

0.04 

0.20 

0.13 

- 

0.0888 

0.1254 

0.093 

0.307 

0.438 

1.268 

0.063 

1.205 

0.044 

3.69 

Safe 



0.06 

0.06 

603.43 

0.08 

0.06 

0.14 

0.02 

0.08 

0.02 

- 

0.0341 

0.0481 

- 

0.082 

0.099 

0.235 

0.012 

0.223 

0.017 

7.65 

Safe 



0.07 

0.00 

6,681.00 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.002 

CD 

LO 

OO 

Over Exploited 



0.06 

0.00 

12,910.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Mahadeowali 

0803000700566400 

0.12 

0.31 

- 

0.31 

- 

0.31 

0.03 

0.12 

0.08 

- 

- 

- 

- 

- 

0.081 

0.392 

0.039 

0.353 

0.025 

7.18 

Safe 



0.07 

0.20 

- 

0.20 

- 

0.20 

0.03 

0.13 

0.05 

- 

- 

- 

- 

- 

0.053 

0.257 

0.026 

0.231 

0.027 

11.60 

Safe 

Mahajan 

0803000300512500 

0.07 

0.00 

- 

0.00 

0.01 

0.02 

0.00 

0.01 

0.00 

- 

0.0084 

0.0119 

- 

0.020 

0.021 

0.038 

0.004 

0.034 

0.004 

12.23 

Safe 



0.12 

0.19 

- 

0.19 

0.00 

0.19 

0.01 

0.07 

0.05 

- 

- 

- 

0.001 

0.001 

0.049 

0.238 

0.024 

0.214 

0.026 

12.19 

Safe 



0.07 

0.42 

- 

0.42 

0.01 

0.42 

0.03 

0.14 

0.11 

- 

- 

- 

0.008 

0.008 

0.116 

0.540 

0.054 

0.486 

0.051 

10.50 

Safe 

Mahajan Fieldfiring Range 

0803000300509900 

0.12 

3.98 

- 

3.98 

- 

3.98 

0.02 

0.09 

1.03 

- 

- 

- 

- 

- 

1.027 

5.003 

0.500 

4.503 

0.447 

9.92 

Safe 



0.07 

3.29 

- 

3.29 

- 

3.29 

0.02 

0.11 

0.85 

- 

- 

- 

- 

- 

0.851 

4.146 

0.415 

3.732 

0.532 

14.27 

Safe 



0.06 

0.77 

- 

0.77 

- 

0.77 

0.01 

0.06 

0.20 

- 

- 

- 

- 

- 

0.200 

0.974 

0.097 

0.876 

0.279 

31.80 

Safe 



0.12 

0.00 

- 

0.00 

0.11 

0.12 

0.00 

0.00 

0.00 

- 

0.0653 

0.0923 

- 

0.158 

0.158 

0.274 

0.027 

0.246 

0.013 

5.21 

Safe 

Malaksar 

0804000300610900 

0.15 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.05 

0.01 

- 

- 

- 

- 

- 

0.006 

0.036 

0.004 

0.032 

0.060 

186.76 

Over Exploited 

Malkisar 

0803000300520100 

0.07 

0.23 

- 

0.23 

0.16 

0.38 

0.03 

0.15 

0.06 

- 

0.0762 

0.1436 

- 

0.220 

0.278 

0.661 

0.066 

0.595 

0.025 

4.28 

Safe 



0.07 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.002 

0.011 

0.001 

0.010 

0.005 

49.44 

Safe 

Malsisar 

0804000300609600 

0.08 

0.15 

(88.56) 

0.12 

- 

0.12 

0.04 

0.18 

0.04 

- 

- 

- 

- 

- 

0.036 

0.152 

0.008 

0.144 

0.047 

32.85 

Safe 



0.15 

0.11 

(77.53) 

0.09 

- 

0.09 

0.02 

0.11 

0.03 

- 

- 

- 

- 

- 

0.027 

0.113 

0.006 

0.108 

0.031 

28.45 

Safe 

Manafarsar 

0803000300522000 

0.07 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0019 

0.0027 

- 

0.005 

0.005 

0.009 

0.001 

0.008 

0.001 

11.78 

Safe 



0.07 

0.25 

- 

0.25 

- 

0.25 

0.06 

0.27 

0.06 

- 

- 

- 

- 

- 

0.063 

0.308 

0.031 

0.277 

0.087 

31.58 

Safe 

Manohariya 

0803000300512900 

0.07 

0.20 

- 

0.20 

- 

0.20 

0.03 

0.15 

0.05 

- 

- 

- 

- 

- 

0.050 

0.246 

0.025 

0.222 

0.023 

10.33 

Safe 



0.06 

0.14 

- 

0.14 

- 

0.14 

0.03 

0.14 

0.04 

- 

- 

- 

- 

- 

0.036 

0.177 

0.018 

0.159 

0.021 

13.15 

Safe 

Mehrasar Chhanna 

0804000300614700 

0.15 

0.14 

- 

0.14 

- 

0.14 

0.03 

0.17 

0.03 

- 

- 

- 

- 

- 

0.028 

0.166 

0.017 

0.149 

0.029 

19.72 

Safe 

Mohkampura 

0803000300519600 

0.07 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.33 

- 

0.33 

0.08 

0.41 

0.05 

0.24 

0.08 

- 

0.0467 

0.0661 

- 

0.113 

0.196 

0.602 

0.060 

0.542 

0.023 

4.32 

Safe 



0.06 

0.01 

- 

0.01 

0.02 

0.03 

0.01 

0.05 

0.00 

- 

0.0092 

0.0130 

- 

0.022 

0.025 

0.052 

0.005 

0.046 

0.005 

9.93 

Safe 



0.07 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Moosalki 

0803000300514600 

0.06 

0.17 

(40.20) 

0.14 

- 

0.14 

0.06 

0.29 

0.04 

- 

- 

- 

- 

- 

0.043 

0.179 

0.009 

0.170 

0.012 

7.02 

Safe 

Na 

0801000701900012 

0.25 

0.09 

- 

0.09 

0.04 

0.12 

0.05 

0.22 

0.02 

- 

0.0201 

0.0285 

- 

0.049 

0.073 

0.197 

0.020 

0.177 

- 

- 

Safe 


0801000701900013 

0.25 

0.14 

(42.87) 

0.11 

0.06 

0.17 

0.05 

0.22 

0.04 

- 

0.0398 

0.0449 

- 

0.085 

0.123 

0.297 

0.015 

0.282 

- 

- 

Safe 


0801000701900014 

0.25 

0.07 

- 

0.07 

0.03 

0.10 

0.05 

0.21 

0.02 

- 

0.0158 

0.0223 

- 

0.038 

0.057 

0.153 

0.015 

0.137 

- 

- 

Safe 


0801000901900016 

0.25 

0.00 

4,991.85 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.25 

0.00 

566.15 

0.00 

0.00 

0.00 

0.01 

0.03 

0.00 

- 

0.0013 

0.0018 

- 

0.003 

0.004 

0.008 

0.000 

0.007 

0.000 

0.47 

Safe 

Naharsara 

0804000300609300 

0.15 

0.08 

- 

0.08 

- 

0.08 

0.02 

0.08 

0.02 

- 

- 

- 

- 

- 

0.019 

0.104 

0.010 

0.094 

0.019 

20.40 

Safe 

Nakodesar 

0803000300523500 

0.12 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.004 

0.022 

0.002 

0.020 

0.004 

19.45 

Safe 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nathwana 

0803000300521000 

0.07 

0.43 

- 

0.43 

0.10 

0.53 

0.05 

0.27 

0.11 

- 

0.0563 

0.0796 

- 

0.136 

0.247 

0.777 

0.078 

0.700 

0.058 

8.32 

Safe 



0.07 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.004 

0.003 

61.42 

Safe 

Panpaliya 

0804000300610000 

0.15 

0.71 

- 

0.71 

- 

0.71 

0.05 

0.27 

0.17 

- 

- 

- 

- 

- 

0.168 

0.882 

0.088 

0.793 

0.038 

4.80 

Safe 

Patam Desar 

0804000300615100 

0.15 

0.31 

- 

0.31 

- 

0.31 

0.03 

0.16 

0.07 

- 

- 

- 

- 

- 

0.068 

0.380 

0.038 

0.342 

0.029 

8.51 

Safe 

Peepera 

0803000300519200 

0.07 

0.31 

- 

0.31 

0.13 

0.45 

0.06 

0.28 

0.08 

- 

0.0782 

0.1105 

- 

0.189 

0.269 

0.717 

0.072 

0.646 

0.020 

3.03 

Safe 



0.06 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0036 

0.0051 

- 

0.009 

0.009 

0.016 

0.002 

0.014 

0.001 

6.42 

Safe 

Phanchara @ Amarpura 

0803000300522200 

0.07 

0.14 

- 

0.14 

0.05 

0.19 

0.03 

0.15 

0.03 

- 

0.0321 

0.0454 

- 

0.078 

0.112 

0.304 

0.030 

0.274 

0.052 

19.02 

Safe 

Phooldesar Singas 

0803000300518500 

0.06 

0.02 

185.83 

0.02 

0.01 

0.03 

0.02 

0.09 

0.00 

- 

0.0075 

0.0105 

- 

0.018 

0.023 

0.056 

0.003 

0.054 

0.004 

6.98 

Safe 



0.06 

0.00 

1,715.47 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

- 

Safe 



0.06 

0.02 

82.29 

0.03 

0.01 

0.04 

0.02 

0.11 

0.01 

- 

0.0086 

0.0121 

- 

0.021 

0.027 

0.069 

0.003 

0.066 

0.004 

6.53 

Safe 



0.06 

0.01 

208.93 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.003 

0.014 

0.001 

0.014 

0.003 

20.57 

Safe 

Phooleji 

0803000300510000 

0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Poonusar 

0804000300610400 

0.15 

0.41 

- 

0.41 

- 

0.41 

0.04 

0.24 

0.09 

- 

- 

- 

- 

- 

0.089 

0.503 

0.050 

0.453 

0.028 

6.17 

Safe 

Rajasar @ Karnisar 

0803000300522400 

0.07 

0.87 

(91.58) 

0.69 

- 

0.69 

0.06 

0.29 

0.22 

- 

- 

- 

- 

- 

0.221 

0.914 

0.046 

0.869 

0.123 

14.21 

Safe 

Rajasar Beekan 

0804000300614900 

0.15 

0.40 

- 

0.40 

- 

0.40 

0.02 

0.13 

0.08 

- 

- 

- 

- 

- 

0.079 

0.475 

0.048 

0.428 

0.090 

21.00 

Safe 

Rajasar Bhatiyan 

0803000700569700 

0.06 

0.02 

416.82 

0.03 

- 

0.03 

0.01 

0.03 

0.01 

- 

- 

- 

- 

- 

0.006 

0.034 

0.002 

0.033 

0.014 

43.56 

Safe 

Rajpura Hudan 

0803000300521900 

0.07 

0.41 

(73.96) 

0.33 

- 

0.33 

0.06 

0.29 

0.11 

0.0100 

- 

- 

- 

0.010 

0.116 

0.446 

0.022 

0.424 

0.385 

90.77 

Critical 

Ramnagar 

0803000700565500 

0.12 

0.18 

- 

0.18 

- 

0.18 

0.03 

0.12 

0.05 

- 

- 

- 

- 

- 

0.047 

0.225 

0.022 

0.202 

0.015 

7.32 

Safe 



0.07 

0.11 

- 

0.11 

- 

0.11 

0.03 

0.13 

0.03 

- 

- 

- 

- 

- 

0.030 

0.143 

0.014 

0.129 

0.015 

12.02 

Safe 

Ramsara 

0803000300510300 

0.12 

0.03 

42.82 

0.03 

- 

0.03 

0.01 

0.06 

0.01 

- 

- 

- 

- 

- 

0.007 

0.042 

0.002 

0.040 

0.005 

12.96 

Safe 

Ramsara Barani 

0801000600180700 

0.25 

0.20 

- 

0.20 

0.09 

0.29 

0.05 

0.21 

0.06 

- 

0.0589 

0.0665 

- 

0.125 

0.182 

0.476 

0.048 

0.428 

- 

- 

Safe 

Raner 

0803000700565800 

0.12 

0.06 

- 

0.06 

- 

0.06 

0.01 

0.04 

0.02 

- 

- 

- 

- 

- 

0.015 

0.073 

0.007 

0.066 

0.059 

89.81 

Semi Critical 



0.07 

0.07 

- 

0.07 

- 

0.07 

0.01 

0.05 

0.02 

0.0100 

- 

- 

- 

0.010 

0.029 

0.100 

0.010 

0.090 

0.077 

85.59 

Semi Critical 



0.12 

0.87 

- 

0.87 

1.09 

1.96 

0.03 

0.14 

0.23 

0.0200 

0.6292 

0.8891 

- 

1.538 

1.771 

3.726 

0.373 

3.354 

0.213 

6.34 

Safe 



0.07 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

- 

0.0065 

0.0091 

- 

0.016 

0.016 

0.027 

0.003 

0.024 

0.001 

2.64 

Safe 

Rangaisar 

0804000300610600 

0.15 

1.30 

- 

1.30 

0.00 

1.30 

0.06 

0.31 

0.30 

0.0100 

- 

- 

0.001 

0.011 

0.308 

1.606 

0.161 

1.445 

0.276 

19.12 

Safe 

Ratanpura @ Bhobiya 

0803000300514800 

0.06 

0.15 

(80.90) 

0.12 

- 

0.12 

0.06 

0.29 

0.04 

- 

- 

- 

- 

- 

0.038 

0.158 

0.008 

0.150 

0.010 

6.95 

Safe 

Ratnisar 

0803000300512400 

0.12 

0.38 

- 

0.38 

- 

0.38 

0.05 

0.24 

0.10 

- 

- 

- 

- 

- 

0.096 

0.472 

0.047 

0.425 

0.016 

3.78 

Safe 

Rekh Meghana 

0803000300513500 

0.06 

0.11 

(99.53) 

0.08 

- 

0.08 

0.06 

0.29 

0.03 

- 

- 

- 

- 

- 

0.027 

0.112 

0.006 

0.106 

0.007 

6.95 

Safe 

Rojhan 

0803000300518600 

0.06 

0.05 

178.91 

0.06 

0.03 

0.10 

0.02 

0.11 

0.01 

- 

0.0194 

0.0274 

- 

0.047 

0.060 

0.157 

0.008 

0.149 

0.010 

6.52 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 





Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

16.637 

1.29 

0.030 

0.01 

0.00 

0.02 

0.03 

0.00 

0.60 

0.18 

0.00 

0.016 

0.14 

0.48 


Sadheran 

0803000300517100 

14.712 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.008 

-0.31 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.05 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

0.431 

-0.31 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Sadolai 

0803000700569300 

43.920 

Saline 

Non-command 

Non-command 

Older Alluvium 

11.986 

-0.15 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.012 

0.06 

0.15 







Non-command 

Tertiary Sandstone 

28.787 

-0.15 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.028 

0.14 

0.36 







Non-command 

Vindhyan Sandstone 

3.146 

-0.15 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.01 

0.04 


Sansardesar 

0803000700566800 

29.294 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

20.031 

-0.21 

0.080 

0.12 

0.02 

0.14 

0.20 

0.16 

0.00 

0.00 

0.44 

0.019 

0.12 

0.24 







Command 

Younger Alluvium 

9.262 

-0.21 

0.100 

0.06 

0.01 

0.06 

0.09 

0.00 

0.00 

0.00 

0.23 

0.009 

0.06 

0.11 


Sehniwala 

0803000300518800 

21.322 

Fresh 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

11.029 

0.92 

0.040 

0.00 

0.00 

0.02 

0.02 

0.00 

0.37 

0.11 

0.00 

0.011 

0.12 

0.40 





Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

10.293 

0.92 

0.030 

0.00 

0.00 

0.01 

0.02 

0.00 

0.25 

0.08 

0.00 

0.010 

0.11 

0.37 


Sharah Beechharwas 

0803000300515800 

4.459 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

4.459 

-0.28 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.23 

0.76 


Sharah Boochawas 

0803000300515500 

5.931 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

5.931 

-0.19 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.23 

0.76 


Sharah Hameerwas 

0803000300515200 

5.411 

Fresh 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

2.205 

1.08 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.03 

0.00 

0.002 

0.09 

0.31 






Non-command 

Non-command 

Vindhyan Sandstone 

3.206 

1.08 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.04 

0.00 

0.003 

0.14 

0.45 


Sharah Netawas 

0803000300515600 

7.319 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

3.849 

0.09 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.004 

0.12 

0.40 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

3.469 

0.09 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.003 

0.11 

0.36 


Shekhsar 

0803000300520600 

59.748 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

20.299 

-2.40 

0.060 

0.34 

0.02 

0.03 

0.04 

0.00 

0.00 

0.00 

1.33 

0.020 

0.08 

0.25 






Non-command 

Non-command 

Tertiary Sandstone 

4.399 

-2.40 

0.060 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.004 

0.02 

0.05 


Sherpura 

0803000300511400 

79.338 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

1.844 

-1.56 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.02 






Non-command 

Non-command 

Tertiary Sandstone 

4.805 

-1.56 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.01 

0.04 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.979 

-1.56 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.01 

0.03 







Non-command 

Tertiary Sandstone 

11.917 

-1.56 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.011 

0.03 

0.10 



0803000700564300 

33.656 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

33.656 

-0.99 

0.080 

0.10 

0.01 

0.29 

0.33 

0.00 

0.00 

0.00 

0.35 

0.032 

0.17 

0.31 


Shobholai 

0803000300514000 

22.327 

Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

22.327 

1.04 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.70 

0.22 

0.01 

0.021 

0.23 

0.72 


Shyodanpura 

0803000300512800 

11.287 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

8.693 

-1.62 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.008 

0.17 

0.55 







Non-command 

Vindhyan Sandstone 

2.594 

-1.62 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.05 

0.16 


Sodhwali 

0803000300516300 

42.915 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.542 

0.52 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.00 

0.001 

0.01 

0.03 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

23.595 

0.52 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.38 

0.12 

0.00 

0.023 

0.12 

0.39 


Somasar 

0804000300609900 

52.573 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.113 

-0.21 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.02 







Non-command 

Younger Alluvium 

26.373 

-0.21 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.039 

0.12 

0.36 


Sonpalsar 

0804000300609400 

57.987 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

0.611 

-0.03 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 






Non-command 

Non-command 

Tertiary Sandstone 

7.022 

-0.03 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.010 

0.03 

0.08 







Non-command 

Younger Alluvium 

30.559 

-0.03 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.045 

0.13 

0.36 


Soolera 

0803000300513100 

20.260 

Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

20.260 

0.08 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.02 

0.00 

0.020 

0.23 

0.76 


Surajansar Barani 

0801000900284500 

2.796 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.796 

0.02 

0.200 

0.00 

0.00 

0.04 

0.04 

0.00 

-0.07 

-0.03 

0.02 

0.000 

0.18 

0.37 


Surnana 

0803000300517900 

26.890 

Fresh 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

0.388 

1.11 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

0.00 

0.000 

0.00 

0.01 






Non-command 

Non-command 

Vindhyan Sandstone 

10.097 

1.11 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.14 

0.00 

0.010 

0.09 

0.29 


Takhatpura 

0803000700564500 

56.506 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

49.272 

0.15 

0.080 

0.08 

0.02 

0.51 

0.73 

0.00 

-0.57 

-0.33 

0.27 

0.047 

0.15 

0.26 







Command 

Younger Alluvium 

7.233 

0.15 

0.100 

0.01 

0.00 

0.08 

0.11 

0.00 

-0.06 

-0.03 

0.05 

0.007 

0.02 

0.04 


Tejana 

0803000300519500 

20.781 

Fresh 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

0.516 

0.03 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 





Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

0.000 

0.03 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Vindhyan Sandstone 

19.979 

0.03 

0.030 

0.01 

0.00 

0.03 

0.04 

0.00 

-0.04 

-0.01 

0.00 

0.019 

0.22 

0.73 






Non-command 

Non-command 

Vindhyan Sandstone 

0.287 

0.03 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Uchhrangdesar 

0803000300521300 

18.112 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

1.966 

2.08 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.07 

0.00 

0.002 

0.03 

0.08 






Non-command 

Non-command 

Tertiary Sandstone 

16.146 

2.08 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

2.03 

0.61 

0.00 

0.016 

0.21 

0.68 


Udana 

0803000300518900 

23.219 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

0.102 

0.63 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Vindhyan Sandstone 

23.117 

0.63 

0.040 

0.01 

0.00 

0.03 

0.04 

0.00 

0.51 

0.15 

0.00 

0.022 

0.23 

0.76 


Udeshiyan 

0803000300515400 

9.622 

Fresh 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

2.312 

0.67 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.00 

0.002 

0.06 

0.18 






Non-command 

Non-command 

Vindhyan Sandstone 

7.309 

0.67 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.06 

0.01 

0.007 

0.18 

0.58 


Unchaira 

0803000300515300 

8.804 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

5.321 

0.45 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.03 

0.00 

0.005 

0.14 

0.46 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

3.483 

0.45 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.01 

0.00 

0.003 

0.09 

0.30 

Sub Basin: Sub 3 | 

16003007 

1 BARANI 

0802000700470600 

10.318 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.004 

0.02 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Bhakhra Canal 

Command 

Younger Alluvium 

0.003 

0.02 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.968 

0.02 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.05 

0.002 

0.03 

0.03 






Bhakhra Canal 

Command 

Younger Alluvium 

9.343 

0.02 

0.070 

0.11 

0.02 

0.09 

0.27 

0.00 

-0.26 

-0.22 

0.42 

0.023 

0.26 

0.30 


1 BBM 

0802000700474700 

9.943 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.014 

0.34 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

7.284 

0.34 

0.070 

0.01 

0.00 

0.09 

0.21 

0.00 

-0.12 

-0.06 

0.00 

0.018 

0.21 

0.43 


1 BKK 

0802000600459200 

2.634 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.300 

-0.68 

0.090 

0.00 

0.00 

0.01 

0.04 

0.00 

0.00 

0.00 

0.00 

0.003 

0.14 

0.12 


1 BRW 

0802000700471000 

2.701 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.629 

0.05 

0.070 

0.12 

0.02 

0.01 

0.02 

0.00 

0.08 

0.05 

0.47 

0.002 

0.07 

0.10 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.071 

0.05 

0.070 

0.12 

0.02 

0.03 

0.06 

0.00 

0.02 

0.01 

0.49 

0.005 

0.22 

0.34 


1 DPN 

0802000700472500 

4.259 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.982 

0.02 

0.070 

0.00 

0.00 

0.03 

0.06 

0.00 

-0.08 

-0.04 

0.00 

0.005 

0.13 

0.28 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.477 

0.02 

0.070 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.02 

-0.01 

0.00 

0.001 

0.03 

0.07 


1 GGM 

0802000700479400 

4.044 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.138 

-0.03 

0.070 

0.04 

0.01 

0.01 

0.03 

0.00 

0.00 

0.00 

0.14 

0.003 

0.08 

0.17 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.002 

-0.03 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


1JSN 

0802000600453800 

3.541 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

1.149 

-0.06 

0.090 

0.08 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.003 

0.09 

0.09 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

2.392 

-0.06 

0.090 

0.06 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.006 

0.19 

0.19 


1 KNN 

0802000600454800 

3.974 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

3.688 

-0.06 

0.090 

0.17 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.65 

0.009 

0.26 

0.25 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.06 

0.14 

25.80 

0.17 

0.05 

0.23 

0.04 

0.18 

0.04 

- 

0.0320 

0.0452 

- 

0.077 

0.114 

0.341 

0.017 

0.324 

0.016 

4.94 

Safe 

Sadheran 

080300030051710C 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

90.03 

Critical 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sadolai 

0803000700569300 

0.12 

0.08 

- 

0.08 

- 

0.08 

0.01 

0.07 

0.02 

- 

- 

- 

- 

- 

0.021 

0.103 

0.010 

0.093 

0.012 

12.42 

Safe 



0.07 

0.28 

- 

0.28 

0.00 

0.28 

0.04 

0.17 

0.07 

- 

- 

- 

0.001 

0.001 

0.072 

0.348 

0.035 

0.313 

0.039 

12.35 

Safe 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.003 

0.003 

94.63 

Critical 

Sansardesar 

0803000700566800 

0.12 

0.29 

- 

0.29 

0.52 

0.81 

0.03 

0.16 

0.08 

0.0500 

0.1964 

0.2776 

0.241 

0.765 

0.844 

1.654 

0.165 

1.489 

0.462 

31.05 

Safe 



0.20 

0.10 

- 

0.10 

0.17 

0.27 

0.02 

0.07 

0.03 

0.0300 

0.0908 

0.1284 

- 

0.249 

0.278 

0.548 

0.055 

0.493 

0.237 

48.07 

Safe 

Sehniwala 

0803000300518800 

0.06 

0.08 

41.28 

0.10 

0.04 

0.13 

0.03 

0.15 

0.02 

- 

0.0212 

0.0299 

- 

0.051 

0.071 

0.203 

0.010 

0.193 

0.011 

5.51 

Safe 



0.06 

0.07 

9.87 

0.08 

0.03 

0.11 

0.03 

0.14 

0.02 

- 

0.0198 

0.0280 

- 

0.048 

0.065 

0.175 

0.009 

0.166 

0.010 

5.96 

Safe 

Sharah Beechharwas 

0803000300515800 

0.06 

0.06 

- 

0.06 

- 

0.06 

0.06 

0.29 

0.02 

- 

- 

- 

- 

- 

0.016 

0.078 

0.008 

0.070 

0.004 

6.14 

Safe 

Sharah Boochawas 

0803000300515500 

0.06 

0.08 

- 

0.08 

- 

0.08 

0.06 

0.29 

0.02 

- 

- 

- 

- 

- 

0.021 

0.103 

0.010 

0.093 

0.006 

6.14 

Safe 

Sharah Hameerwas 

0803000300515200 

0.06 

0.01 

111.68 

0.01 

0.01 

0.02 

0.02 

0.12 

0.00 

- 

0.0042 

0.0060 

- 

0.010 

0.013 

0.036 

0.002 

0.034 

0.002 

6.27 

Safe 



0.06 

0.03 

57.73 

0.03 

- 

0.03 

0.04 

0.17 

0.01 

- 

- 

- 

- 

- 

0.007 

0.038 

0.002 

0.036 

0.003 

8.46 

Safe 

Sharah Netawas 

0803000300515600 

0.06 

0.03 

(85.76) 

0.02 

- 

0.02 

0.03 

0.15 

0.01 

- 

- 

- 

- 

- 

0.007 

0.030 

0.001 

0.028 

0.004 

13.15 

Safe 



0.06 

0.02 

(88.16) 

0.02 

- 

0.02 

0.03 

0.14 

0.01 

- 

- 

- 

- 

- 

0.006 

0.024 

0.001 

0.023 

0.003 

14.59 

Safe 

Shekhsar 

0803000300520600 

0.07 

0.11 

- 

0.11 

0.09 

0.20 

0.02 

0.10 

0.03 

0.0500 

0.0390 

0.0551 

- 

0.144 

0.172 

0.369 

0.037 

0.332 

1.352 

406.58 

Over Exploited 



0.07 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.017 

0.002 

0.015 

0.292 

1,967.73 

Over Exploited 

Sherpura 

0803000300511400 

0.07 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0035 

0.0050 

- 

0.009 

0.009 

0.016 

0.002 

0.014 

0.002 

12.72 

Safe 



0.07 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.005 

0.005 

90.31 

Critical 



0.12 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.001 

0.006 

0.004 

63.62 

Safe 



0.07 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.04 

0.01 

- 

- 

- 

- 

- 

0.007 

0.035 

0.003 

0.031 

0.011 

36.42 

Safe 


0803000700564300 

0.12 

0.70 

- 

0.70 

0.63 

1.33 

0.05 

0.22 

0.19 

0.0400 

0.4126 

0.4664 

- 

0.919 

1.110 

2.439 

0.244 

2.195 

0.378 

17.24 

Safe 

Shobholai 

0803000300514000 

0.06 

0.30 

(27.21) 

0.24 

- 

0.24 

0.06 

0.28 

0.08 

- 

- 

- 

- 

- 

0.078 

0.321 

0.016 

0.305 

0.029 

9.68 

Safe 

Shyodanpura 

0803000300512800 

0.07 

0.10 

- 

0.10 

- 

0.10 

0.04 

0.22 

0.03 

- 

- 

- 

- 

- 

0.027 

0.132 

0.013 

0.119 

0.008 

7.06 

Safe 



0.06 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.002 

0.010 

0.001 

0.009 

0.002 

27.60 

Safe 

Sodhwali 

0803000300516300 

0.06 

0.00 

1,262.26 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

143.19 

Over Exploited 



0.06 

0.18 

(31.22) 

0.14 

- 

0.14 

0.03 

0.16 

0.05 

- 

- 

- 

- 

- 

0.045 

0.185 

0.009 

0.176 

0.023 

12.90 

Safe 

Somasar 

0804000300609900 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

215.78 

Over Exploited 



0.15 

0.47 

- 

0.47 

- 

0.47 

0.03 

0.15 

0.12 

- 

- 

- 

- 

- 

0.116 

0.591 

0.059 

0.532 

0.045 

8.42 

Safe 

Sonpalsar 

0804000300609400 

0.08 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0012 

0.0017 

- 

0.003 

0.003 

0.005 

0.000 

0.004 

0.001 

20.08 

Safe 



0.08 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.004 

0.020 

0.002 

0.018 

0.035 

193.34 

Over Exploited 



0.15 

0.58 

- 

0.58 

- 

0.58 

0.03 

0.16 

0.14 

- 

- 

- 

- 

- 

0.140 

0.721 

0.072 

0.649 

0.152 

23.42 

Safe 

Soolera 

0803000300513100 

0.06 

0.28 

(93.64) 

0.22 

- 

0.22 

0.06 

0.29 

0.07 

- 

- 

- 

- 

- 

0.072 

0.295 

0.015 

0.281 

0.020 

6.95 

Safe 

Surajansar Barani 

0801000900284500 

0.25 

0.12 

(124.97) 

0.10 

0.08 

0.18 

0.05 

0.22 

0.03 

- 

0.0480 

0.0581 

- 

0.106 

0.138 

0.315 

0.016 

0.299 

0.018 

6.14 

Safe 

Surnana 

0803000300517900 

0.06 

0.00 

6,085.88 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0007 

0.0011 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

12.32 

Safe 



0.06 

0.05 

157.26 

0.06 

- 

0.06 

0.02 

0.11 

0.01 

- 

- 

- 

- 

- 

0.013 

0.077 

0.004 

0.073 

0.010 

13.35 

Safe 

Takhatpura 

0803000700564500 

0.12 

0.88 

(137.22) 

0.70 

1.26 

1.97 

0.04 

0.19 

0.24 

0.0500 

0.7248 

1.0242 

- 

1.799 

2.041 

4.007 

0.200 

3.806 

0.317 

8.34 

Safe 



0.20 

0.03 

(209.73) 

0.03 

0.18 

0.21 

0.01 

0.03 

0.01 

0.0100 

0.1064 

0.1504 

- 

0.267 

0.276 

0.483 

0.024 

0.459 

0.055 

11.98 

Safe 

Tejana 

0803000300519500 

0.06 

0.00 

(269.35) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0010 

0.0014 

- 

0.002 

0.002 

0.004 

0.000 

0.004 

0.000 

12.20 

Safe 



0.07 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.27 

(104.48) 

0.21 

0.07 

0.28 

0.06 

0.28 

0.07 

- 

0.0384 

0.0543 

- 

0.093 

0.161 

0.439 

0.022 

0.417 

0.019 

4.61 

Safe 



0.06 

0.00 

82.41 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Uchhrangdesar 

0803000300521300 

0.07 

0.00 

1,990.81 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

- 

0.0038 

0.0053 

- 

0.009 

0.010 

0.021 

0.001 

0.020 

0.002 

9.67 

Safe 



0.07 

0.23 

162.68 

0.28 

- 

0.28 

0.05 

0.26 

0.06 

- 

- 

- 

- 

- 

0.060 

0.340 

0.017 

0.323 

0.016 

4.82 

Safe 

Udana 

0803000300518900 

0.07 

0.00 

15,144.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.06 

0.32 

(51.59) 

0.26 

0.08 

0.33 

0.06 

0.29 

0.08 

- 

0.0444 

0.0628 

- 

0.107 

0.189 

0.521 

0.026 

0.495 

0.022 

4.50 

Safe 

Udeshiyan 

0803000300515400 

0.06 

0.01 

112.55 

0.01 

0.01 

0.02 

0.01 

0.07 

0.00 

- 

0.0044 

0.0063 

- 

0.011 

0.013 

0.030 

0.001 

0.028 

0.002 

7.93 

Safe 



0.06 

0.08 

(19.44) 

0.06 

- 

0.06 

0.05 

0.22 

0.02 

- 

- 

- 

- 

- 

0.020 

0.082 

0.004 

0.078 

0.020 

25.77 

Safe 

Unchaira 

0803000300515300 

0.06 

0.04 

(34.58) 

0.04 

- 

0.04 

0.04 

0.18 

0.01 

- 

- 

- 

- 

- 

0.011 

0.047 

0.002 

0.045 

0.005 

11.44 

Safe 



0.06 

0.02 

(25.23) 

0.02 

- 

0.02 

0.02 

0.11 

0.00 

- 

- 

- 

- 

- 

0.005 

0.020 

0.001 

0.019 

0.003 

17.47 

Safe 


Sub Basin: Sub 3 | 

1 BARANI 

0802000700470600 

0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.00 

(428,457.62) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.00 

207.70 

0.00 

- 

0.00 

0.01 

0.03 

0.00 

0.0100 

0.0054 

0.0077 

- 

0.023 

0.024 

0.027 

0.001 

0.026 

0.049 

189.13 

Over Exploited 



0.12 

0.29 

(176.47) 

0.23 

0.38 

0.61 

0.06 

0.31 

0.06 

0.0500 

0.1125 

0.3180 

- 

0.481 

0.544 

1.156 

0.058 

1.099 

0.444 

40.42 

Safe 

1 BBM 

0802000700474700 

0.12 

0.00 

(14,210.81) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0005 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

2.87 

Safe 



0.12 

0.19 

(131.06) 

0.15 

0.30 

0.45 

0.04 

0.26 

0.04 

- 

0.1097 

0.2479 

- 

0.358 

0.396 

0.845 

0.042 

0.803 

0.018 

2.24 

Safe 

1 BKK 

0802000600459200 

0.20 

0.04 

- 

0.04 

0.05 

0.09 

0.03 

0.17 

0.01 

- 

0.0157 

0.0443 

- 

0.060 

0.068 

0.155 

0.015 

0.139 

0.003 

2.40 

Safe 

1 BRW 

0802000700471000 

0.12 

0.01 

882.65 

0.01 

0.05 

0.05 

0.01 

0.08 

0.00 

0.0500 

0.0095 

0.0214 

- 

0.081 

0.082 

0.134 

0.007 

0.127 

0.470 

368.85 

Over Exploited 



0.12 

0.05 

(74.05) 

0.04 

0.11 

0.15 

0.05 

0.27 

0.01 

0.0600 

0.0312 

0.0705 

- 

0.162 

0.173 

0.322 

0.016 

0.306 

0.496 

161.95 

Over Exploited 

1 DPN 

0802000700472500 

0.12 

0.03 

(220.13) 

0.03 

0.08 

0.11 

0.03 

0.16 

0.01 

- 

0.0298 

0.0675 

- 

0.097 

0.104 

0.211 

0.011 

0.201 

0.005 

2.44 

Safe 



0.12 

0.00 

(601.59) 

0.00 

0.02 

0.02 

0.01 

0.04 

0.00 

- 

0.0072 

0.0162 

- 

0.023 

0.024 

0.045 

0.002 

0.043 

0.001 

2.76 

Safe 

1 GGM 

0802000700479400 

0.12 

0.01 

- 

0.01 

0.06 

0.07 

0.02 

0.10 

0.00 

0.0200 

0.0171 

0.0387 

- 

0.076 

0.078 

0.146 

0.015 

0.132 

0.147 

111.46 

Over Exploited 



0.12 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

1JSN 

0802000600453800 

0.22 

0.02 

- 

0.02 

0.01 

0.03 

0.02 

0.11 

0.01 

0.0400 

0.0081 

0.0091 

- 

0.057 

0.062 

0.095 

0.010 

0.086 

0.327 

381.78 

Over Exploited 



0.20 

0.09 

- 

0.09 

0.01 

0.10 

0.04 

0.23 

0.02 

0.0300 

0.0168 

0.0190 

- 

0.066 

0.086 

0.186 

0.019 

0.167 

0.252 

150.63 

Over Exploited 

1 KNN 

0802000600454800 

0.22 

0.21 

- 

0.21 

0.02 

0.23 

0.06 

0.32 

0.05 

0.0700 

0.0259 

0.0293 

- 

0.125 

0.173 

0.403 

0.040 

0.363 

0.657 

181.24 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.287 

-0.06 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.02 

0.02 


1 MSR 

0802000700479000 

3.490 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.076 

-0.01 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.008 

-0.01 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


1 NHR-A 

0802000600459400 

5.237 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.662 

-1.48 

0.090 

0.00 

0.00 

0.03 

0.08 

0.00 

0.00 

0.00 

0.00 

0.007 

0.14 

0.12 


1 NHR-B 

0802000600459100 

6.449 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.063 

-0.71 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


1 NTR 

0802000700472100 

5.391 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

2.080 

0.03 

0.070 

0.00 

0.00 

0.03 

0.06 

0.00 

-0.08 

-0.04 

0.00 

0.005 

0.11 

0.22 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.311 

0.03 

0.070 

0.00 

0.00 

0.04 

0.09 

0.00 

-0.13 

-0.07 

0.00 

0.008 

0.18 

0.35 


1 RMG 

0802000600464100 

3.462 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.404 

0.12 

0.090 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

-0.01 

0.00 

0.001 

0.03 

0.03 


1 RMS 

0802000600457300 

8.017 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

8.017 

0.32 

0.090 

0.06 

0.01 

0.00 

0.00 

0.00 

0.28 

0.32 

0.22 

0.021 

0.28 

0.24 


1 RPM 

0802000600452900 

3.075 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

1.794 

0.24 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.00 

0.005 

0.16 

0.15 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.178 

0.24 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.01 


1 SDR 

0802000700474200 

3.498 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.939 

0.07 

0.070 

0.00 

0.00 

0.02 

0.06 

0.00 

-0.07 

-0.03 

0.00 

0.005 

0.16 

0.33 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.044 

0.07 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


10 DPN 

0802000600462100 

2.591 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.848 

-0.22 

0.090 

0.01 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.06 

0.002 

0.09 

0.16 


10JSN 

0802000600454300 

5.468 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.572 

-0.01 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.03 

0.03 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

4.897 

-0.01 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.013 

0.25 

0.23 


10 KNN 

0802000600455400 

2.948 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

1.851 

0.20 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.00 

0.005 

0.18 

0.16 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

1.097 

0.20 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.003 

0.10 

0.09 


10 NTR 

0802000700470500 

3.622 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.208 

-0.07 

0.070 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.02 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.164 

-0.07 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Bhakhra Canal 

Command 

Younger Alluvium 

3.250 

-0.07 

0.070 

0.01 

0.00 

0.03 

0.09 

0.00 

0.00 

0.00 

0.05 

0.008 

0.25 

0.29 


10 SDR 

0802000700473100 

11.191 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.013 

0.18 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

11.178 

0.18 

0.070 

0.01 

0.00 

0.17 

0.40 

0.00 

-0.42 

-0.21 

0.00 

0.028 

0.29 

0.58 


11BARANI 

0802000600462700 

16.569 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.059 

-0.21 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


11JSN 

0802000600457800 

4.187 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.029 

0.11 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

4.158 

0.11 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.00 

0.011 

0.28 

0.26 


11 KNN 

0802000600453200 

4.517 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.170 

0.12 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

4.347 

0.12 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.00 

0.011 

0.27 

0.25 


11 NTR-A 

0802000600458100 

4.454 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

4.410 

0.21 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.00 

0.011 

0.28 

0.26 






Bhakhra Canal 

Command 

Younger Alluvium 

0.045 

0.21 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


11 NTR-B 

0802000600458000 

3.991 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

3.990 

0.11 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.00 

0.010 

0.28 

0.29 






Bhakhra Canal 

Command 

Younger Alluvium 

0.001 

0.11 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


12 BARANI 

0802000600460700 

4.282 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.602 

0.29 

0.090 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.01 

-0.01 

0.00 

0.002 

0.04 

0.03 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.147 

0.29 

0.090 

0.00 

0.00 

0.02 

0.06 

0.00 

-0.03 

-0.03 

0.00 

0.006 

0.14 

0.12 


12JSN 

0802000600457700 

2.705 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

2.705 

0.15 

0.090 

0.05 

0.01 

0.00 

0.00 

0.00 

0.08 

0.08 

0.19 

0.007 

0.28 

0.25 


12 KNN 

0802000600455500 

3.626 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

1.774 

0.30 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.00 

0.005 

0.14 

0.12 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

1.852 

0.30 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.00 

0.005 

0.14 

0.13 


12 NTR 

0802000600461400 

3.899 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.908 

0.00 

0.090 

0.00 

0.00 

0.01 

0.03 

0.00 

0.00 

0.00 

0.00 

0.002 

0.07 

0.07 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.095 

0.00 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Bhakhra Canal 

Command 

Younger Alluvium 

2.896 

0.00 

0.090 

0.00 

0.00 

0.03 

0.08 

0.00 

0.00 

0.00 

0.00 

0.007 

0.21 

0.21 


13 AMS 

0802000700474400 

2.799 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.027 

0.26 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.704 

0.26 

0.070 

0.00 

0.00 

0.02 

0.05 

0.00 

-0.04 

-0.02 

0.00 

0.004 

0.18 

0.36 


13 JSN 

0802000600457600 

3.034 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

3.034 

0.19 

0.090 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.10 

0.20 

0.008 

0.28 

0.25 


13 KNN 

0802000600455800 

4.916 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

3.429 

0.30 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.00 

0.009 

0.19 

0.17 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

1.486 

0.30 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.00 

0.004 

0.08 

0.08 


13 NTR 

0802000600458200 

3.613 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

2.998 

0.26 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.00 

0.008 

0.23 

0.21 






Bhakhra Canal 

Command 

Younger Alluvium 

0.615 

0.26 

0.090 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.01 

-0.01 

0.00 

0.002 

0.05 

0.04 


14 BARANI 

0802000600459000 

7.411 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.533 

0.15 

0.090 

0.00 

0.00 

0.03 

0.07 

0.00 

-0.06 

-0.08 

0.00 

0.007 

0.10 

0.08 


14 DPN 

0802000600461600 

5.634 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.445 

-0.22 

0.090 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.03 


14 JSN 

0802000600454400 

3.881 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

3.881 

0.11 

0.090 

0.11 

0.02 

0.00 

0.00 

0.00 

0.13 

0.15 

0.42 

0.010 

0.28 

0.25 


14 KNN 

0802000600453000 

13.083 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

1.400 

0.13 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.004 

0.03 

0.03 


14 NTR 

0802000600461300 

4.422 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.383 

0.19 

0.090 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

-0.01 

0.00 

0.001 

0.02 

0.02 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.632 

0.19 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.04 

0.04 






Bhakhra Canal 

Command 

Younger Alluvium 

3.407 

0.19 

0.090 

0.00 

0.00 

0.03 

0.10 

0.00 

-0.07 

-0.08 

0.00 

0.009 

0.22 

0.20 


15 AMS 

0802000700474300 

5.648 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.399 

0.18 

0.070 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

-0.01 

0.00 

0.001 

0.02 

0.04 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.497 

0.18 

0.070 

0.00 

0.00 

0.04 

0.10 

0.00 

-0.10 

-0.05 

0.00 

0.009 

0.18 

0.37 


15JSN-A 

0802000600457200 

5.196 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

5.196 

0.48 

0.090 

0.10 

0.01 

0.00 

0.00 

0.00 

0.31 

0.37 

0.40 

0.013 

0.28 

0.24 


15JSN-B 

0802000600457100 

4.807 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

4.807 

0.60 

0.090 

0.09 

0.01 

0.00 

0.00 

0.00 

0.34 

0.40 

0.33 

0.012 

0.28 

0.24 


15 NTR-A 

0802000600458400 

3.875 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

3.253 

0.28 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.12 

0.08 

0.008 

0.24 

0.20 






Bhakhra Canal 

Command 

Younger Alluvium 

0.622 

0.28 

0.090 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.01 

-0.01 

0.01 

0.002 

0.05 

0.04 


15 NTR-B 

0802000600458300 

4.380 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

3.249 

0.28 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.04 

0.008 

0.21 

0.18 






Bhakhra Canal 

Command 

Younger Alluvium 

1.131 

0.28 

0.090 

0.00 

0.00 

0.01 

0.03 

0.00 

-0.02 

-0.02 

0.01 

0.003 

0.07 

0.06 


16 DPN 

0802000600461700 

3.377 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.702 

-0.15 

0.090 

0.00 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.00 

0.002 

0.06 

0.06 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.399 

-0.15 

0.090 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.001 

0.03 

0.03 


16 JSN 

0802000600457000 

4.082 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

4.082 

0.63 

0.090 

0.10 

0.02 

0.00 

0.00 

0.00 

0.31 

0.36 

0.40 

0.010 

0.28 

0.24 


16 NTR 

0802000600461000 

7.684 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.925 

0.28 

0.090 

0.01 

0.00 

0.01 

0.03 

0.00 

0.00 

0.00 

0.04 

0.002 

0.03 

0.03 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

6.674 

0.28 

0.090 

0.03 

0.00 

0.07 

0.19 

0.00 

-0.06 

-0.07 

0.10 

0.017 

0.24 

0.21 


17 DPN 

0802000600461500 

6.811 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.151 

-0.10 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

0.0020 

0.0023 

- 

0.004 

0.005 

0.006 

0.001 

0.005 

0.020 

CM 

CD 

CO 

CO 

CO 

Over Exploited 

1 MSR 

080200070047900C 

0.12 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0009 

0.0026 

- 

0.004 

0.004 

0.007 

0.001 

0.006 

0.000 

3.21 

Safe 



0.12 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0003 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

1 NHR-A 

0802000600459400 

0.20 

0.08 

- 

0.08 

0.10 

0.18 

0.03 

0.18 

0.02 

- 

0.0321 

0.0906 

- 

0.123 

0.140 

0.319 

0.032 

0.288 

0.007 

2.38 

Safe 

1 NHR-B 

0802000600459100 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0008 

0.0021 

- 

0.003 

0.003 

0.005 

0.001 

0.005 

0.000 

3.33 

Safe 

1 NTR 

0802000700472100 

0.12 

0.03 

(248.77) 

0.02 

0.09 

0.11 

0.02 

0.13 

0.01 

- 

0.0313 

0.0708 

- 

0.102 

0.108 

0.216 

0.011 

0.205 

0.005 

2.50 

Safe 



0.12 

0.07 

(193.49) 

0.06 

0.14 

0.19 

0.04 

0.21 

0.01 

- 

0.0498 

0.1127 

- 

0.163 

0.177 

0.370 

0.019 

0.352 

0.008 

2.32 

Safe 

1 RMG 

0802000600464100 

0.20 

0.00 

(580.76) 

0.00 

0.02 

0.02 

0.01 

0.04 

0.00 

- 

0.0049 

0.0138 

- 

0.019 

0.019 

0.037 

0.002 

0.035 

0.001 

2.96 

Safe 

1 RMS 

0802000600457300 

0.20 

0.45 

(28.20) 

0.36 

0.01 

0.37 

0.06 

0.35 

0.10 

0.0200 

0.0451 

0.0637 

0.002 

0.131 

0.234 

0.607 

0.030 

0.576 

0.242 

41.93 

Safe 

1 RPM 

0802000600452900 

0.22 

0.06 

(34.76) 

0.05 

- 

0.05 

0.04 

0.20 

0.01 

- 

0.0101 

0.0142 

- 

0.024 

0.039 

0.090 

0.005 

0.086 

0.005 

5.39 

Safe 



0.20 

0.00 

634.50 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

0.0010 

0.0014 

- 

0.002 

0.003 

0.003 

0.000 

0.003 

0.000 

14.97 

Safe 

1 SDR 

0802000700474200 

0.12 

0.04 

(192.38) 

0.03 

0.08 

0.11 

0.03 

0.19 

0.01 

- 

0.0292 

0.0660 

- 

0.095 

0.103 

0.213 

0.011 

0.202 

0.005 

2.37 

Safe 



0.12 

0.00 

(4,321.41) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0007 

0.0015 

- 

0.002 

0.002 

0.004 

0.000 

0.004 

0.000 

2.90 

Safe 

10 DPN 

0802000600462100 

0.20 

0.02 

- 

0.02 

0.03 

0.05 

0.02 

0.11 

0.00 

0.0100 

0.0102 

0.0288 

- 

0.049 

0.052 

0.101 

0.010 

0.091 

0.059 

64.94 

Safe 

10JSN 

0802000600454300 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

0.0040 

0.0045 

- 

0.009 

0.009 

0.013 

0.001 

0.012 

0.001 

12.43 

Safe 



0.20 

0.25 

- 

0.25 

- 

0.25 

0.06 

0.31 

0.06 

- 

0.0344 

0.0389 

- 

0.073 

0.129 

0.376 

0.038 

0.338 

0.013 

3.72 

Safe 

10 KNN 

0802000600455400 

0.22 

0.07 

(46.84) 

0.06 

- 

0.06 

0.04 

0.22 

0.02 

- 

0.0130 

0.0147 

- 

0.028 

0.044 

0.101 

0.005 

0.096 

0.005 

4.95 

Safe 



0.20 

0.02 

(0.89) 

0.02 

- 

0.02 

0.02 

0.13 

0.01 

- 

0.0077 

0.0087 

- 

0.016 

0.022 

0.044 

0.002 

0.042 

0.003 

6.71 

Safe 

10 NTR 

0802000700470500 

0.12 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0025 

0.0071 

- 

0.010 

0.010 

0.018 

0.002 

0.016 

0.001 

3.15 

Safe 



0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

0.0009 

0.0013 

- 

0.002 

0.002 

0.003 

0.000 

0.002 

0.000 

17.92 

Safe 



0.12 

0.10 

- 

0.10 

0.13 

0.23 

0.06 

0.31 

0.02 

0.0100 

0.0391 

0.1106 

- 

0.160 

0.182 

0.407 

0.041 

0.366 

0.055 

15.03 

Safe 

10 SDR 

0802000700473100 

0.12 

0.00 

(38,992.22) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0005 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

2.30 

Safe 



0.12 

0.39 

(154.19) 

0.31 

0.57 

0.88 

0.06 

0.35 

0.08 

- 

0.2019 

0.4756 

- 

0.678 

0.758 

1.638 

0.082 

1.556 

0.028 

1.77 

Safe 

11BARANI 

0802000600462700 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0007 

0.0020 

- 

0.003 

0.003 

0.005 

0.000 

0.004 

0.000 

3.36 

Safe 

11JSN 

0802000600457800 

0.22 

0.00 

2,313.21 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0002 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.23 

(80.25) 

0.19 

- 

0.19 

0.06 

0.34 

0.05 

- 

0.0292 

0.0330 

- 

0.062 

0.115 

0.301 

0.015 

0.286 

0.011 

3.74 

Safe 

11 KNN 

0802000600453200 

0.22 

0.00 

387.67 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

0.0012 

0.0014 

- 

0.003 

0.003 

0.003 

0.000 

0.003 

0.000 

15.06 

Safe 



0.20 

0.23 

(79.06) 

0.18 

- 

0.18 

0.06 

0.33 

0.05 

- 

0.0305 

0.0345 

- 

0.065 

0.118 

0.303 

0.015 

0.288 

0.011 

3.88 

Safe 

11 NTR-A 

0802000600458100 

0.20 

0.25 

(64.21) 

0.20 

- 

0.20 

0.06 

0.34 

0.06 

- 

0.0248 

0.0350 

- 

0.060 

0.115 

0.312 

0.016 

0.297 

0.011 

3.82 

Safe 



0.20 

0.00 

(4,006.82) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0005 

0.0015 

- 

0.002 

0.002 

0.004 

0.000 

0.004 

0.000 

3.14 

Safe 

11 NTR-B 

0802000600458000 

0.20 

0.23 

(82.86) 

0.18 

- 

0.18 

0.06 

0.35 

0.05 

- 

0.0224 

0.0317 

- 

0.054 

0.105 

0.285 

0.014 

0.271 

0.010 

3.79 

Safe 



0.20 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

12 BARANI 

0802000600460700 

0.22 

0.01 

(267.47) 

0.00 

0.02 

0.03 

0.01 

0.05 

0.00 

- 

0.0073 

0.0205 

- 

0.028 

0.029 

0.057 

0.003 

0.054 

0.002 

2.88 

Safe 



0.20 

0.06 

(151.59) 

0.05 

0.08 

0.13 

0.03 

0.17 

0.01 

- 

0.0259 

0.0731 

- 

0.099 

0.113 

0.244 

0.012 

0.232 

0.006 

2.38 

Safe 

12JSN 

0802000600457700 

0.20 

0.15 

(44.91) 

0.12 

0.01 

0.13 

0.06 

0.35 

0.03 

0.0200 

0.0190 

0.0215 

0.001 

0.062 

0.096 

0.229 

0.011 

0.217 

0.196 

90.18 

Critical 

12 KNN 

0802000600455500 

0.22 

0.05 

2.11 

0.05 

- 

0.05 

0.03 

0.17 

0.01 

- 

0.0100 

0.0141 

- 

0.024 

0.036 

0.091 

0.005 

0.086 

0.005 

5.29 

Safe 



0.20 

0.05 

7.80 

0.06 

- 

0.06 

0.03 

0.18 

0.01 

- 

0.0104 

0.0147 

- 

0.025 

0.037 

0.094 

0.005 

0.089 

0.005 

5.32 

Safe 

12 NTR 

0802000600461400 

0.22 

0.01 

- 

0.01 

0.04 

0.05 

0.01 

0.08 

0.00 

- 

0.0109 

0.0309 

- 

0.042 

0.045 

0.093 

0.009 

0.084 

0.002 

2.79 

Safe 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

0.0005 

0.0008 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

18.55 

Safe 



0.20 

0.12 

- 

0.12 

0.11 

0.23 

0.05 

0.26 

0.03 

- 

0.0349 

0.0986 

- 

0.134 

0.161 

0.395 

0.039 

0.355 

0.007 

2.10 

Safe 

13 AMS 

0802000700474400 

0.12 

0.00 

(3,499.13) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0004 

0.0009 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

2.88 

Safe 



0.12 

0.04 

(154.12) 

0.03 

0.07 

0.10 

0.04 

0.21 

0.01 

- 

0.0257 

0.0580 

- 

0.084 

0.091 

0.190 

0.010 

0.181 

0.004 

2.33 

Safe 

13 JSN 

0802000600457600 

0.20 

0.17 

(39.93) 

0.14 

0.01 

0.15 

0.06 

0.35 

0.04 

0.0200 

0.0213 

0.0241 

- 

0.065 

0.104 

0.251 

0.013 

0.238 

0.203 

85.12 

Semi Critical 

13 KNN 

0802000600455800 

0.22 

0.15 

(30.37) 

0.12 

- 

0.12 

0.04 

0.24 

0.03 

- 

0.0193 

0.0272 

- 

0.047 

0.080 

0.197 

0.010 

0.188 

0.009 

4.70 

Safe 



0.20 

0.03 

76.34 

0.03 

- 

0.03 

0.02 

0.10 

0.01 

- 

0.0084 

0.0118 

- 

0.020 

0.026 

0.056 

0.003 

0.053 

0.004 

7.18 

Safe 

13 NTR 

0802000600458200 

0.20 

0.14 

(44.09) 

0.11 

- 

0.11 

0.05 

0.29 

0.03 

- 

0.0168 

0.0238 

- 

0.041 

0.072 

0.185 

0.009 

0.175 

0.008 

4.39 

Safe 



0.20 

0.01 

(278.22) 

0.00 

0.02 

0.03 

0.01 

0.06 

0.00 

- 

0.0074 

0.0209 

- 

0.028 

0.030 

0.058 

0.003 

0.055 

0.002 

2.86 

Safe 

14 BARANI 

0802000600459000 

0.20 

0.05 

(254.37) 

0.04 

0.10 

0.14 

0.02 

0.12 

0.01 

- 

0.0305 

0.0862 

0.001 

0.117 

0.128 

0.266 

0.013 

0.253 

0.007 

2.58 

Safe 

14 DPN 

0802000600461600 

0.20 

0.00 

- 

0.00 

0.02 

0.02 

0.00 

0.03 

0.00 

- 

0.0054 

0.0151 

- 

0.021 

0.021 

0.040 

0.004 

0.036 

0.001 

3.16 

Safe 

14 JSN 

0802000600454400 

0.20 

0.22 

(33.54) 

0.17 

0.02 

0.19 

0.06 

0.35 

0.05 

0.0500 

0.0273 

0.0308 

- 

0.108 

0.158 

0.352 

0.018 

0.335 

0.432 

129.05 

Over Exploited 

14 KNN 

0802000600453000 

0.20 

0.01 

110.33 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

0.0079 

0.0111 

- 

0.019 

0.021 

0.031 

0.002 

0.029 

0.004 

12.34 

Safe 

14 NTR 

0802000600461300 

0.22 

0.00 

(541.25) 

0.00 

0.01 

0.02 

0.01 

0.03 

0.00 

- 

0.0046 

0.0131 

- 

0.018 

0.018 

0.035 

0.002 

0.033 

0.001 

2.99 

Safe 



0.20 

0.01 

125.79 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

0.0036 

0.0050 

- 

0.009 

0.010 

0.016 

0.001 

0.015 

0.002 

10.78 

Safe 



0.20 

0.15 

(154.99) 

0.12 

0.13 

0.25 

0.05 

0.27 

0.03 

- 

0.0410 

0.1160 

- 

0.157 

0.190 

0.441 

0.022 

0.419 

0.009 

2.09 

Safe 

15 AMS 

0802000700474300 

0.12 

0.00 

(673.33) 

0.00 

0.02 

0.02 

0.00 

0.02 

0.00 

- 

0.0060 

0.0136 

- 

0.020 

0.020 

0.037 

0.002 

0.035 

0.001 

2.80 

Safe 



0.12 

0.08 

(165.86) 

0.06 

0.14 

0.20 

0.04 

0.22 

0.02 

- 

0.0526 

0.1190 

- 

0.172 

0.187 

0.392 

0.020 

0.372 

0.009 

2.32 

Safe 

15JSN-A 

0802000600457200 

0.20 

0.29 

24.92 

0.35 

0.01 

0.36 

0.06 

0.35 

0.07 

0.0400 

0.0292 

0.0413 

- 

0.111 

0.177 

0.538 

0.027 

0.511 

0.410 

80.26 

Semi Critical 

15JSN-B 

0802000600457100 

0.20 

0.27 

47.15 

0.32 

0.01 

0.33 

0.06 

0.35 

0.06 

0.0400 

0.0270 

0.0382 

- 

0.105 

0.167 

0.502 

0.025 

0.477 

0.346 

72.67 

Semi Critical 

15 NTR-A 

0802000600458400 

0.20 

0.15 

(22.92) 

0.12 

- 

0.12 

0.05 

0.29 

0.03 

0.0100 

0.0183 

0.0258 

- 

0.054 

0.089 

0.212 

0.011 

0.202 

0.090 

44.84 

Safe 



0.20 

0.01 

(272.34) 

0.00 

0.02 

0.03 

0.01 

0.06 

0.00 

- 

0.0075 

0.0212 

- 

0.029 

0.030 

0.059 

0.003 

0.056 

0.015 

26.23 

Safe 

15 NTR-B 

0802000600458300 

0.20 

0.14 

(22.85) 

0.11 

- 

0.11 

0.05 

0.26 

0.03 

- 

0.0183 

0.0258 

- 

0.044 

0.075 

0.184 

0.009 

0.174 

0.052 

30.02 

Safe 



0.20 

0.02 

(207.59) 

0.01 

0.04 

0.06 

0.02 

0.09 

0.00 

- 

0.0136 

0.0385 

- 

0.052 

0.056 

0.113 

0.006 

0.107 

0.016 

14.84 

Safe 

16 DPN 

0802000600461700 

0.22 

0.01 

- 

0.01 

0.03 

0.04 

0.01 

0.07 

0.00 

- 

0.0085 

0.0239 

- 

0.032 

0.034 

0.071 

0.007 

0.064 

0.002 

2.84 

Safe 



0.20 

0.00 

- 

0.00 

0.02 

0.02 

0.01 

0.04 

0.00 

- 

0.0048 

0.0136 

- 

0.018 

0.019 

0.037 

0.004 

0.033 

0.001 

3.07 

Safe 

16 JSN 

0802000600457000 

0.20 

0.23 

58.22 

0.28 

0.02 

0.30 

0.06 

0.35 

0.05 

0.0500 

0.0229 

0.0324 

- 

0.105 

0.158 

0.454 

0.023 

0.431 

0.413 

95.97 

Critical 

16 NTR 

0802000600461000 

0.22 

0.01 

(149.24) 

0.01 

0.04 

0.04 

0.01 

0.04 

0.00 

- 

0.0111 

0.0315 

- 

0.043 

0.044 

0.086 

0.004 

0.081 

0.038 

47.22 

Safe 



0.20 

0.33 

(122.25) 

0.26 

0.26 

0.52 

0.06 

0.30 

0.07 

0.0100 

0.0804 

0.2271 

- 

0.318 

0.392 

0.912 

0.046 

0.866 

0.112 

12.95 

Safe 

17 DPN 

0802000600461500 

0.22 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0018 

0.0051 

- 

0.007 

0.007 

0.013 

0.001 

0.012 

0.000 

3.31 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

5.686 

-0.10 

0.090 

0.00 

0.00 

0.06 

0.16 

0.00 

0.00 

0.00 

0.00 

0.015 

0.24 

0.24 


17 NTR 

080200060046090C 

4.280 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.854 

0.28 

0.090 

0.02 

0.00 

0.01 

0.02 

0.00 

0.01 

0.01 

0.07 

0.002 

0.06 

0.05 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.426 

0.28 

0.090 

0.03 

0.00 

0.03 

0.10 

0.00 

-0.02 

-0.02 

0.10 

0.009 

0.23 

0.19 


18 AMS 

0802000700473800 

0.563 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.346 

0.02 

0.070 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

-0.01 

0.00 

0.001 

0.18 

0.36 


18DPN 

0802000600461200 

6.138 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.133 

0.15 

0.090 

0.00 

0.00 

0.01 

0.03 

0.00 

-0.03 

-0.03 

0.00 

0.003 

0.05 

0.05 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.894 

0.15 

0.090 

0.00 

0.00 

0.05 

0.14 

0.00 

-0.12 

-0.14 

0.00 

0.013 

0.22 

0.20 


18JSN 

0802000600456900 

3.790 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

3.790 

0.63 

0.090 

0.07 

0.01 

0.00 

0.00 

0.00 

0.27 

0.32 

0.28 

0.010 

0.28 

0.24 


18 NTR 

0802000600460800 

4.256 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.746 

0.28 

0.090 

0.01 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.05 

0.002 

0.05 

0.04 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.510 

0.28 

0.090 

0.02 

0.00 

0.04 

0.10 

0.00 

-0.03 

-0.03 

0.08 

0.009 

0.23 

0.20 


19 AMS 

0802000700473700 

3.375 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.663 

0.02 

0.070 

0.00 

0.00 

0.02 

0.05 

0.00 

-0.07 

-0.03 

0.00 

0.004 

0.14 

0.29 


19 DPN 

0802000600464200 

6.513 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.533 

0.25 

0.090 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.01 

-0.01 

0.00 

0.001 

0.02 

0.02 


19JSN 

0802000600455600 

5.538 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

5.538 

0.54 

0.090 

0.04 

0.00 

0.00 

0.00 

0.00 

0.31 

0.35 

0.13 

0.014 

0.28 

0.24 


19 NTR 

0802000600458500 

4.667 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

3.917 

0.29 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.14 

0.06 

0.010 

0.24 

0.20 






Bhakhra Canal 

Command 

Younger Alluvium 

0.750 

0.29 

0.090 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.01 

-0.01 

0.01 

0.002 

0.05 

0.04 


2 BARANI 

0802000700472800 

2.812 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.000 

0.14 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.812 

0.14 

0.070 

0.18 

0.03 

0.04 

0.08 

0.00 

0.06 

0.03 

0.70 

0.007 

0.29 

0.58 


2 BBM 

0802000700474600 

6.273 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.555 

0.40 

0.070 

0.00 

0.00 

0.06 

0.13 

0.00 

-0.06 

-0.03 

0.00 

0.011 

0.21 

0.43 


2 BKK 

0802000600459300 

2.974 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.974 

-0.73 

0.090 

0.00 

0.00 

0.03 

0.09 

0.00 

0.00 

0.00 

0.00 

0.008 

0.28 

0.24 


2 BRW 

0802000700471100 

4.230 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

3.223 

0.01 

0.070 

0.25 

0.04 

0.04 

0.09 

0.00 

0.08 

0.05 

0.97 

0.008 

0.22 

0.37 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.007 

0.01 

0.070 

0.02 

0.00 

0.01 

0.03 

0.00 

-0.02 

-0.01 

0.09 

0.002 

0.07 

0.11 


2 DPN 

0802000700479100 

4.191 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

2.618 

0.02 

0.070 

0.17 

0.03 

0.03 

0.07 

0.00 

0.04 

0.02 

0.68 

0.006 

0.18 

0.37 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.006 

0.02 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


2 JSN 

0802000600453900 

1.260 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

1.260 

-0.06 

0.090 

0.20 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.81 

0.003 

0.28 

0.28 


2 KNN 

0802000600453700 

3.188 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.649 

-0.06 

0.090 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.002 

0.06 

0.05 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

2.539 

-0.06 

0.090 

0.08 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.007 

0.22 

0.21 


2 NTR 

0802000700471900 

4.442 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.963 

-0.06 

0.070 

0.24 

0.04 

0.01 

0.03 

0.00 

0.00 

0.00 

0.97 

0.002 

0.06 

0.12 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.431 

-0.06 

0.070 

0.28 

0.04 

0.04 

0.10 

0.00 

0.00 

0.00 

1.12 

0.008 

0.22 

0.43 


2 RMS 

0802000600457500 

4.841 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

4.841 

0.29 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.17 

0.05 

0.012 

0.28 

0.25 


2 RPM 

0802000600455900 

7.095 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

2.525 

0.35 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.00 

0.006 

0.10 

0.09 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

4.148 

0.35 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.15 

0.00 

0.011 

0.16 

0.14 


2 SDR 

0802000700474100 

3.876 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.321 

0.16 

0.070 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

0.00 

0.00 

0.001 

0.02 

0.05 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.527 

0.16 

0.070 

0.00 

0.00 

0.04 

0.10 

0.00 

-0.11 

-0.05 

0.00 

0.009 

0.26 

0.54 


20 AMS 

0802000700473600 

6.781 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.616 

0.02 

0.070 

0.06 

0.01 

0.02 

0.05 

0.00 

-0.01 

-0.01 

0.22 

0.004 

0.07 

0.14 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.042 

0.02 

0.070 

0.01 

0.00 

0.01 

0.03 

0.00 

-0.03 

-0.02 

0.05 

0.003 

0.04 

0.09 


20 DPN 

0802000600461100 

5.188 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.001 

0.22 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

5.055 

0.22 

0.090 

0.00 

0.00 

0.05 

0.14 

0.00 

-0.10 

-0.11 

0.00 

0.013 

0.27 

0.24 


20 JSN 

0802000600456800 

3.683 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

3.683 

0.63 

0.090 

0.04 

0.00 

0.00 

0.00 

0.00 

0.25 

0.29 

0.13 

0.009 

0.28 

0.24 


20 NTR 

0802000600458600 

4.484 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

4.319 

0.37 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.19 

0.07 

0.011 

0.27 

0.23 






Bhakhra Canal 

Command 

Younger Alluvium 

0.165 

0.37 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


21 JSN 

0802000600456700 

4.643 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

4.643 

0.70 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.32 

0.38 

0.09 

0.012 

0.28 

0.24 


22 JSN 

0802000600455700 

3.905 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

3.905 

0.56 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.22 

0.25 

0.06 

0.010 

0.28 

0.24 


22 NTR 

0802000600458700 

5.243 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

4.261 

0.59 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.26 

0.00 

0.011 

0.23 

0.20 






Bhakhra Canal 

Command 

Younger Alluvium 

0.853 

0.59 

0.090 

0.00 

0.00 

0.01 

0.02 

0.00 

0.01 

0.01 

0.00 

0.002 

0.05 

0.04 


23 NTR 

0802000600460300 

5.044 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.482 

0.48 

0.090 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.001 

0.03 

0.02 


24 JSN 

0802000600456000 

3.269 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

3.269 

0.55 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.20 

0.04 

0.008 

0.28 

0.24 


24 NTR 

0802000600458800 

4.133 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

1.690 

0.69 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.12 

0.00 

0.004 

0.12 

0.10 






Bhakhra Canal 

Command 

Younger Alluvium 

2.360 

0.69 

0.090 

0.00 

0.00 

0.02 

0.07 

0.00 

0.06 

0.07 

0.00 

0.006 

0.16 

0.14 


25 JSN 

0802000600456600 

3.891 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

3.891 

0.68 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.25 

0.29 

0.03 

0.010 

0.28 

0.24 


25 NTR 

0802000600460200 

5.241 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.484 

0.58 

0.090 

0.00 

0.00 

0.03 

0.07 

0.00 

0.03 

0.04 

0.00 

0.006 

0.13 

0.11 


26 NTR 

0802000600458900 

4.948 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

3.001 

0.81 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.24 

0.28 

0.08 

0.008 

0.17 

0.15 






Bhakhra Canal 

Command 

Younger Alluvium 

1.947 

0.81 

0.090 

0.02 

0.00 

0.02 

0.06 

0.00 

0.09 

0.10 

0.06 

0.005 

0.11 

0.09 


27 NTR 

0802000600460100 

1.665 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.659 

0.64 

0.090 

0.00 

0.00 

0.02 

0.05 

0.00 

0.03 

0.04 

0.00 

0.004 

0.28 

0.24 


28 NTR 

0802000600456500 

5.861 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

2.690 

0.81 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.24 

0.04 

0.007 

0.13 

0.11 






Bhakhra Canal 

Command 

Younger Alluvium 

3.172 

0.81 

0.090 

0.02 

0.00 

0.03 

0.09 

0.00 

0.13 

0.15 

0.05 

0.008 

0.15 

0.13 


3 BARANI 

0802000600453100 

23.735 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.013 

0.02 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

11.725 

0.02 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.030 

0.13 

0.13 



0802000700472900 

1.864 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.864 

0.17 

0.070 

0.00 

0.00 

0.03 

0.07 

0.00 

-0.07 

-0.04 

0.00 

0.005 

0.29 

0.58 


3 BKK 

0802000600456300 

5.178 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.274 

-0.43 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 






Bhakhra Canal 

Command 

Younger Alluvium 

4.904 

-0.43 

0.090 

0.00 

0.00 

0.05 

0.14 

0.00 

0.00 

0.00 

0.00 

0.013 

0.27 

0.23 


3 BRW 

0802000700470900 

6.930 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.180 

0.04 

0.070 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.04 

0.000 

0.01 

0.01 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

6.750 

0.04 

0.070 

0.08 

0.01 

0.09 

0.19 

0.00 

-0.19 

-0.14 

0.29 

0.017 

0.28 

0.39 


3 DPN 

0802000700472400 

4.312 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

2.572 

0.07 

0.070 

0.00 

0.00 

0.03 

0.07 

0.00 

-0.09 

-0.05 

0.00 

0.006 

0.17 

0.35 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.740 

0.07 

0.070 

0.00 

0.00 

0.02 

0.05 

0.00 

-0.06 

-0.03 

0.00 

0.004 

0.12 

0.24 


3 KNN 

0802000600454900 

3.675 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

2.661 

-0.06 

0.090 

0.11 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.007 

0.20 

0.19 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

1.014 

-0.06 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.003 

0.08 

0.07 


3 MSR 

0802000700479200 

7.033 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.250 

0.06 

0.070 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.04 

0.001 

0.01 

0.02 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.705 

0.06 

0.070 

0.01 

0.00 

0.01 

0.02 

0.00 

-0.02 

-0.01 

0.02 

0.002 

0.03 

0.06 


3 NTR 

0802000700471200 

5.477 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

4.969 

-0.04 

0.070 

0.30 

0.04 

0.06 

0.14 

0.00 

0.00 

0.00 

1.19 

0.012 

0.26 

0.48 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.20 

0.27 

- 

0.27 

0.22 

0.49 

0.05 

0.29 

0.06 

- 

0.0685 

0.1935 

- 

0.262 

0.322 

0.811 

0.081 

0.730 

0.015 

2.00 

Safe 

17 NTR 

080200060046090C 

0.22 

0.01 

(8.11) 

0.01 

0.03 

0.04 

0.01 

0.07 

0.00 

0.0100 

0.0103 

0.0291 

- 

0.049 

0.052 

0.094 

0.005 

0.090 

0.074 

82.65 

Semi Critical 



0.20 

0.15 

(112.68) 

0.12 

0.13 

0.26 

0.05 

0.28 

0.04 

0.0100 

0.0413 

0.1166 

- 

0.168 

0.203 

0.460 

0.023 

0.437 

0.104 

23.78 

Safe 

18 AMS 

0802000700473800 

0.12 

0.01 

(190.63) 

0.01 

0.01 

0.02 

0.04 

0.21 

0.00 

- 

0.0052 

0.0118 

- 

0.017 

0.019 

0.039 

0.002 

0.037 

0.001 

2.32 

Safe 

18DPN 

0802000600461200 

0.22 

0.01 

(347.54) 

0.01 

0.04 

0.05 

0.01 

0.06 

0.00 

- 

0.0136 

0.0386 

- 

0.052 

0.055 

0.109 

0.005 

0.104 

0.003 

2.80 

Safe 



0.20 

0.22 

(162.80) 

0.18 

0.19 

0.37 

0.05 

0.28 

0.05 

- 

0.0589 

0.1666 

- 

0.226 

0.275 

0.641 

0.032 

0.609 

0.013 

2.07 

Safe 

18JSN 

0802000600456900 

0.20 

0.21 

49.90 

0.26 

0.01 

0.27 

0.06 

0.35 

0.05 

0.0300 

0.0213 

0.0301 

- 

0.081 

0.130 

0.396 

0.020 

0.376 

0.287 

76.21 

Semi Critical 

18 NTR 

0802000600460800 

0.22 

0.01 

(97.53) 

0.01 

0.03 

0.04 

0.01 

0.06 

0.00 

0.0100 

0.0090 

0.0254 

- 

0.044 

0.046 

0.082 

0.004 

0.078 

0.056 

72.10 

Semi Critical 



0.20 

0.16 

(118.82) 

0.13 

0.14 

0.27 

0.05 

0.29 

0.04 

0.0100 

0.0423 

0.1195 

- 

0.172 

0.209 

0.475 

0.024 

0.452 

0.085 

18.83 

Safe 

19 AMS 

0802000700473700 

0.12 

0.03 

(213.79) 

0.02 

0.07 

0.09 

0.03 

0.17 

0.01 

- 

0.0250 

0.0566 

- 

0.082 

0.088 

0.179 

0.009 

0.170 

0.004 

2.42 

Safe 

19 DPN 

0802000600464200 

0.20 

0.00 

(507.08) 

0.00 

0.02 

0.02 

0.01 

0.03 

0.00 

- 

0.0064 

0.0181 

- 

0.025 

0.025 

0.048 

0.002 

0.045 

0.001 

3.02 

Safe 

19JSN 

0802000600455600 

0.20 

0.31 

13.51 

0.35 

- 

0.35 

0.06 

0.34 

0.07 

0.0100 

0.0311 

0.0440 

- 

0.085 

0.156 

0.509 

0.025 

0.484 

0.140 

28.99 

Safe 

19 NTR 

0802000600458500 

0.20 

0.19 

(23.88) 

0.15 

- 

0.15 

0.05 

0.29 

0.04 

0.0100 

0.0220 

0.0311 

- 

0.063 

0.105 

0.253 

0.013 

0.241 

0.073 

30.36 

Safe 



0.20 

0.01 

(267.73) 

0.01 

0.03 

0.03 

0.01 

0.06 

0.00 

- 

0.0090 

0.0255 

- 

0.035 

0.036 

0.071 

0.004 

0.067 

0.015 

22.24 

Safe 

2 BARANI 

0802000700472800 

0.12 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.10 

(68.44) 

0.08 

0.15 

0.22 

0.06 

0.35 

0.02 

0.0800 

0.0423 

0.0957 

- 

0.218 

0.238 

0.463 

0.023 

0.439 

0.709 

161.33 

Over Exploited 

2 BBM 

0802000700474600 

0.12 

0.11 

(126.49) 

0.09 

0.19 

0.28 

0.04 

0.25 

0.02 

- 

0.0686 

0.1550 

- 

0.224 

0.247 

0.527 

0.026 

0.501 

0.011 

2.25 

Safe 

2 BKK 

0802000600459300 

0.20 

0.17 

- 

0.17 

0.12 

0.28 

0.06 

0.35 

0.04 

- 

0.0358 

0.1012 

- 

0.137 

0.175 

0.458 

0.046 

0.412 

0.008 

1.86 

Safe 

2 BRW 

0802000700471100 

0.12 

0.08 

(43.45) 

0.07 

0.17 

0.24 

0.05 

0.26 

0.02 

0.1100 

0.0485 

0.1097 

- 

0.268 

0.286 

0.527 

0.026 

0.500 

0.980 

195.81 

Over Exploited 



0.12 

0.01 

(249.35) 

0.01 

0.04 

0.05 

0.01 

0.08 

0.00 

0.0100 

0.0152 

0.0343 

- 

0.059 

0.061 

0.109 

0.005 

0.104 

0.096 

92.89 

Critical 

2 DPN 

0802000700479100 

0.12 

0.06 

(69.02) 

0.05 

0.14 

0.18 

0.04 

0.22 

0.01 

0.0800 

0.0394 

0.0891 

- 

0.209 

0.220 

0.404 

0.020 

0.384 

0.690 

179.96 

Over Exploited 



0.12 

0.00 

(28,786.36) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

2 JSN 

0802000600453900 

0.22 

0.08 

- 

0.08 

0.03 

0.11 

0.06 

0.34 

0.02 

0.0900 

0.0089 

0.0100 

- 

0.109 

0.126 

0.234 

0.023 

0.210 

0.813 

386.68 

Over Exploited 

2 KNN 

0802000600453700 

0.22 

0.01 

- 

0.01 

0.01 

0.02 

0.01 

0.07 

0.00 

0.0200 

0.0046 

0.0052 

- 

0.030 

0.032 

0.050 

0.005 

0.045 

0.218 

487.63 

Over Exploited 



0.20 

0.11 

- 

0.11 

0.01 

0.12 

0.05 

0.27 

0.03 

0.0300 

0.0178 

0.0202 

- 

0.068 

0.094 

0.216 

0.022 

0.194 

0.309 

158.79 

Over Exploited 

2 NTR 

0802000700471900 

0.12 

0.01 

- 

0.01 

0.08 

0.09 

0.01 

0.08 

0.00 

0.1100 

0.0145 

0.0328 

- 

0.157 

0.159 

0.246 

0.025 

0.221 

0.974 

440.44 

Over Exploited 



0.12 

0.09 

- 

0.09 

0.18 

0.27 

0.05 

0.27 

0.02 

0.1300 

0.0516 

0.1168 

- 

0.298 

0.318 

0.591 

0.059 

0.532 

1.131 

212.71 

Over Exploited 

2 RMS 

0802000600457500 

0.20 

0.27 

(39.46) 

0.22 

- 

0.22 

0.06 

0.35 

0.06 

0.0100 

0.0272 

0.0384 

- 

0.076 

0.138 

0.356 

0.018 

0.338 

0.062 

18.48 

Safe 

2 RPM 

0802000600455900 

0.22 

0.06 

61.44 

0.07 

- 

0.07 

0.02 

0.12 

0.01 

- 

0.0142 

0.0200 

- 

0.034 

0.047 

0.113 

0.006 

0.107 

0.006 

6.04 

Safe 



0.20 

0.14 

8.02 

0.15 

- 

0.15 

0.04 

0.20 

0.03 

- 

0.0233 

0.0329 

- 

0.056 

0.087 

0.233 

0.012 

0.222 

0.011 

4.81 

Safe 

2 SDR 

0802000700474100 

0.12 

0.00 

(620.31) 

0.00 

0.01 

0.01 

0.00 

0.03 

0.00 

- 

0.0048 

0.0109 

- 

0.016 

0.016 

0.030 

0.001 

0.028 

0.001 

2.78 

Safe 



0.12 

0.11 

(147.03) 

0.09 

0.15 

0.23 

0.05 

0.32 

0.02 

- 

0.0531 

0.1200 

- 

0.173 

0.196 

0.431 

0.022 

0.409 

0.009 

2.13 

Safe 

20 AMS 

0802000700473600 

0.12 

0.01 

(153.82) 

0.01 

0.08 

0.09 

0.01 

0.08 

0.00 

0.0200 

0.0243 

0.0550 

- 

0.099 

0.102 

0.190 

0.009 

0.180 

0.220 

122.19 

Over Exploited 



0.12 

0.01 

(378.88) 

0.00 

0.04 

0.05 

0.01 

0.05 

0.00 

0.0100 

0.0157 

0.0355 

- 

0.061 

0.062 

0.110 

0.005 

0.104 

0.050 

47.56 

Safe 

20 DPN 

0802000600461100 

0.22 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.28 

(140.03) 

0.22 

0.20 

0.42 

0.06 

0.34 

0.06 

- 

0.0609 

0.1720 

- 

0.233 

0.296 

0.714 

0.036 

0.678 

0.013 

1.92 

Safe 

20 JSN 

0802000600456800 

0.20 

0.21 

39.95 

0.25 

- 

0.25 

0.06 

0.35 

0.05 

0.0100 

0.0207 

0.0292 

- 

0.060 

0.107 

0.356 

0.018 

0.338 

0.141 

41.84 

Safe 

20 NTR 

0802000600458600 

0.20 

0.23 

(17.93) 

0.19 

- 

0.19 

0.06 

0.33 

0.05 

0.0100 

0.0243 

0.0343 

- 

0.069 

0.122 

0.314 

0.016 

0.299 

0.080 

26.83 

Safe 



0.20 

0.00 

(421.57) 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0020 

0.0056 

- 

0.008 

0.008 

0.014 

0.001 

0.014 

0.000 

3.11 

Safe 

21 JSN 

0802000600456700 

0.20 

0.26 

44.02 

0.31 

- 

0.31 

0.06 

0.35 

0.06 

0.0100 

0.0261 

0.0369 

- 

0.073 

0.132 

0.446 

0.022 

0.424 

0.100 

23.58 

Safe 

22 JSN 

0802000600455700 

0.20 

0.22 

13.84 

0.25 

- 

0.25 

0.06 

0.34 

0.05 

0.0100 

0.0219 

0.0310 

- 

0.063 

0.113 

0.363 

0.018 

0.344 

0.073 

21.20 

Safe 

22 NTR 

0802000600458700 

0.20 

0.20 

35.21 

0.23 

- 

0.23 

0.05 

0.28 

0.04 

- 

0.0239 

0.0338 

- 

0.058 

0.102 

0.336 

0.017 

0.320 

0.011 

3.43 

Safe 



0.20 

0.01 

80.23 

0.01 

0.03 

0.04 

0.01 

0.06 

0.00 

- 

0.0103 

0.0290 

- 

0.039 

0.041 

0.084 

0.004 

0.079 

0.002 

2.76 

Safe 

23 NTR 

0802000600460300 

0.20 

0.00 

(3.76) 

0.00 

0.02 

0.02 

0.01 

0.03 

0.00 

- 

0.0058 

0.0164 

- 

0.022 

0.023 

0.044 

0.002 

0.042 

0.001 

2.97 

Safe 

24 JSN 

0802000600456000 

0.20 

0.18 

7.36 

0.20 

0.00 

0.20 

0.06 

0.35 

0.04 

- 

0.0184 

0.0260 

0.001 

0.045 

0.087 

0.285 

0.014 

0.271 

0.052 

19.36 

Safe 

24 NTR 

0802000600458800 

0.20 

0.04 

217.11 

0.05 

- 

0.05 

0.03 

0.14 

0.01 

- 

0.0095 

0.0134 

- 

0.023 

0.032 

0.078 

0.004 

0.075 

0.004 

5.83 

Safe 



0.20 

0.08 

(14.27) 

0.07 

0.09 

0.16 

0.04 

0.20 

0.02 

- 

0.0284 

0.0803 

- 

0.109 

0.126 

0.283 

0.014 

0.268 

0.006 

2.26 

Safe 

25 JSN 

0802000600456600 

0.20 

0.22 

31.16 

0.26 

0.00 

0.26 

0.06 

0.35 

0.05 

- 

0.0219 

0.0309 

0.002 

0.055 

0.105 

0.369 

0.018 

0.351 

0.042 

11.98 

Safe 

25 NTR 

0802000600460200 

0.20 

0.07 

(40.79) 

0.05 

0.10 

0.15 

0.03 

0.16 

0.02 

- 

0.0299 

0.0846 

- 

0.115 

0.130 

0.279 

0.014 

0.265 

0.006 

2.41 

Safe 

26 NTR 

0802000600458900 

0.20 

0.10 

174.18 

0.12 

- 

0.12 

0.04 

0.21 

0.02 

0.0100 

0.0169 

0.0238 

- 

0.051 

0.074 

0.197 

0.010 

0.187 

0.090 

47.92 

Safe 



0.20 

0.04 

136.48 

0.05 

0.08 

0.13 

0.03 

0.14 

0.01 

0.0100 

0.0234 

0.0663 

- 

0.100 

0.110 

0.237 

0.012 

0.225 

0.062 

27.56 

Safe 

27 NTR 

0802000600460100 

0.20 

0.09 

(60.94) 

0.07 

0.06 

0.14 

0.06 

0.34 

0.02 

- 

0.0200 

0.0565 

- 

0.077 

0.098 

0.237 

0.012 

0.225 

0.004 

1.90 

Safe 

28 NTR 

0802000600456500 

0.20 

0.07 

248.54 

0.08 

- 

0.08 

0.03 

0.16 

0.02 

- 

0.0151 

0.0214 

- 

0.037 

0.052 

0.136 

0.007 

0.129 

0.051 

39.48 

Safe 



0.20 

0.10 

56.44 

0.12 

0.12 

0.24 

0.03 

0.19 

0.02 

0.0100 

0.0382 

0.1080 

- 

0.156 

0.178 

0.417 

0.021 

0.396 

0.058 

14.67 

Safe 

3 BARANI 

0802000600453100 

0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.32 

(90.14) 

0.25 

- 

0.25 

0.03 

0.17 

0.07 

- 

0.0824 

0.0931 

- 

0.176 

0.249 

0.501 

0.025 

0.476 

0.030 

6.33 

Safe 


0802000700472900 

0.12 

0.06 

(156.27) 

0.05 

0.10 

0.15 

0.06 

0.35 

0.01 

- 

0.0337 

0.0793 

0.000 

0.113 

0.126 

0.273 

0.014 

0.260 

0.005 

1.77 

Safe 

3 BKK 

0802000600456300 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

0.0015 

0.0022 

- 

0.004 

0.004 

0.005 

0.000 

0.004 

0.001 

16.63 

Safe 



0.20 

0.26 

- 

0.26 

0.19 

0.45 

0.06 

0.33 

0.06 

- 

0.0591 

0.1669 

- 

0.226 

0.285 

0.737 

0.074 

0.663 

0.013 

1.90 

Safe 

3 BRW 

0802000700470900 

0.12 

0.00 

1,225.30 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0027 

0.0061 

- 

0.009 

0.009 

0.016 

0.001 

0.016 

0.036 

233.36 

Over Exploited 



0.12 

0.22 

(161.14) 

0.18 

0.29 

0.47 

0.06 

0.34 

0.05 

0.0300 

0.1016 

0.2298 

- 

0.361 

0.410 

0.878 

0.044 

0.835 

0.310 

37.11 

Safe 

3 DPN 

0802000700472400 

0.12 

0.05 

(186.74) 

0.04 

0.11 

0.15 

0.04 

0.21 

0.01 

- 

0.0387 

0.0875 

- 

0.126 

0.137 

0.286 

0.014 

0.272 

0.006 

2.34 

Safe 



0.12 

0.02 

(228.35) 

0.02 

0.07 

0.09 

0.02 

0.14 

0.01 

- 

0.0262 

0.0592 

- 

0.085 

0.090 

0.182 

0.009 

0.173 

0.004 

2.49 

Safe 

3 KNN 

0802000600454900 

0.22 

0.12 

- 

0.12 

0.02 

0.14 

0.05 

0.25 

0.03 

0.0500 

0.0187 

0.0211 

- 

0.090 

0.117 

0.255 

0.026 

0.230 

0.457 

198.88 

Over Exploited 



0.20 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.09 

0.00 

0.0100 

0.0071 

0.0081 

- 

0.025 

0.029 

0.044 

0.004 

0.040 

0.066 

164.25 

Over Exploited 

3 MSR 

0802000700479200 

0.12 

0.00 

(2.86) 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0038 

0.0085 

- 

0.012 

0.012 

0.023 

0.001 

0.022 

0.037 

167.65 

Over Exploited 



0.12 

0.00 

(422.18) 

0.00 

0.03 

0.03 

0.01 

0.04 

0.00 

- 

0.0106 

0.0240 

- 

0.035 

0.035 

0.066 

0.003 

0.063 

0.025 

39.36 

Safe 

3 NTR 

0802000700471200 

0.12 

0.16 

- 

0.16 

0.25 

0.40 

0.06 

0.32 

0.03 

0.1300 

0.0748 

0.1691 

- 

0.374 

0.407 

0.808 

0.081 

0.727 

1.200 

165.14 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.508 

-0.04 

0.070 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.04 

0.001 

0.03 

0.05 


3 RMS 

0802000600457400 

2.795 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

2.795 

0.31 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.11 

0.06 

0.007 

0.28 

0.24 


3 SDR 

0802000700474000 

4.243 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.013 

0.15 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.231 

0.15 

0.070 

0.00 

0.00 

0.05 

0.12 

0.00 

-0.13 

-0.06 

0.00 

0.010 

0.29 

0.59 


30 NTR 

0802000600456400 

6.422 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

3.987 

0.43 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.19 

0.03 

0.010 

0.17 

0.15 






Bhakhra Canal 

Command 

Younger Alluvium 

2.435 

0.43 

0.090 

0.01 

0.00 

0.02 

0.07 

0.00 

0.01 

0.01 

0.02 

0.006 

0.11 

0.09 


4 BARANI 

0802000600454200 

4.747 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

4.101 

-0.03 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.011 

0.24 

0.23 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.645 

-0.03 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.04 

0.04 



0802000700472700 

4.454 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.454 

0.12 

0.070 

0.00 

0.00 

0.06 

0.13 

0.00 

-0.15 

-0.07 

0.00 

0.011 

0.29 

0.59 


4 BKK 

0802000600456200 

3.705 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.626 

-1.34 

0.090 

0.00 

0.00 

0.04 

0.10 

0.00 

0.00 

0.00 

0.00 

0.009 

0.28 

0.24 


4 BRW 

0802000700470700 

5.763 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

5.763 

-0.02 

0.070 

0.01 

0.00 

0.07 

0.17 

0.00 

0.00 

0.00 

0.04 

0.014 

0.28 

0.41 


4 DPN 

0802000700472300 

3.838 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

2.233 

0.07 

0.070 

0.00 

0.00 

0.03 

0.06 

0.00 

-0.08 

-0.04 

0.00 

0.006 

0.17 

0.34 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.605 

0.07 

0.070 

0.00 

0.00 

0.02 

0.05 

0.00 

-0.06 

-0.03 

0.00 

0.004 

0.12 

0.25 


4 JSN 

0802000600454000 

1.237 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

1.237 

-0.06 

0.090 

0.09 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.003 

0.28 

0.27 


4 KNN 

0802000600453600 

4.319 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.606 

-0.05 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.002 

0.04 

0.04 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

3.712 

-0.05 

0.090 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.010 

0.24 

0.23 


4 NTR 

0802000700471800 

6.074 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.032 

-0.15 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

5.512 

-0.15 

0.070 

0.20 

0.03 

0.06 

0.16 

0.00 

0.00 

0.00 

0.77 

0.014 

0.26 

0.48 


4 RPM 

0802000600452600 

3.399 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.545 

0.09 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.04 

0.04 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.115 

0.09 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


4 SDR 

0802000700473900 

3.549 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

2.247 

0.05 

0.070 

0.00 

0.00 

0.03 

0.06 

0.00 

-0.08 

-0.04 

0.00 

0.006 

0.18 

0.38 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.357 

0.05 

0.070 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

-0.01 

0.00 

0.001 

0.03 

0.06 


5 BARANI 

0802000700472600 

3.514 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.050 

0.07 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.688 

0.07 

0.070 

0.00 

0.00 

0.03 

0.08 

0.00 

-0.10 

-0.05 

0.00 

0.007 

0.22 

0.45 


5 BARANI-A 

0802000600455000 

11.235 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.003 

0.00 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

11.232 

0.00 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.029 

0.28 

0.25 


5 BARANI-B 

0802000600455100 

9.000 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

9.000 

0.36 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.30 

0.35 

0.03 

0.023 

0.28 

0.25 


5 BRW 

0802000700470800 

5.368 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.002 

0.05 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Younger Alluvium 

0.000 

0.05 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Bhakhra Canal 

Command 

Younger Alluvium 

5.366 

0.05 

0.070 

0.11 

0.02 

0.07 

0.15 

0.00 

-0.11 

-0.09 

0.43 

0.013 

0.28 

0.35 


5 DPN 

0802000700472200 

5.382 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

2.623 

0.07 

0.070 

0.00 

0.00 

0.03 

0.08 

0.00 

-0.10 

-0.05 

0.00 

0.006 

0.14 

0.28 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.759 

0.07 

0.070 

0.00 

0.00 

0.03 

0.08 

0.00 

-0.10 

-0.05 

0.00 

0.007 

0.15 

0.30 


5 JSN 

0802000600454700 

2.386 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

1.123 

-0.06 

0.090 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.003 

0.13 

0.12 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

1.262 

-0.06 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.003 

0.15 

0.14 


5 KNN 

0802000600453500 

6.038 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

1.698 

-0.04 

0.090 

0.06 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.004 

0.08 

0.07 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

4.339 

-0.04 

0.090 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.011 

0.20 

0.19 


5 NTR 

0802000700471700 

7.068 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.361 

-0.20 

0.070 

0.02 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.07 

0.001 

0.01 

0.02 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

6.658 

-0.20 

0.070 

0.09 

0.01 

0.07 

0.19 

0.00 

0.00 

0.00 

0.33 

0.016 

0.27 

0.44 


5 RPM 

0802000600452500 

8.038 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

1.018 

0.22 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.003 

0.04 

0.03 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

7.021 

0.22 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.17 

0.00 

0.018 

0.24 

0.22 


5 SDR 

0802000700473300 

3.581 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.021 

0.17 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.559 

0.17 

0.070 

0.00 

0.00 

0.05 

0.13 

0.00 

-0.14 

-0.07 

0.00 

0.009 

0.29 

0.58 


6 BARANI 

0802000600456100 

25.261 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

25.017 

-0.05 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.064 

0.28 

0.24 






Bhakhra Canal 

Command 

Younger Alluvium 

0.244 

-0.05 

0.090 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 


6 DPN 

0802000700479300 

3.132 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.282 

0.01 

0.070 

0.14 

0.02 

0.02 

0.04 

0.00 

0.07 

0.03 

0.54 

0.003 

0.12 

0.24 


6 JSN 

0802000600454100 

4.998 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

4.998 

-0.05 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.013 

0.28 

0.27 


6 KNN 

0802000600455200 

3.860 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

1.366 

0.03 

0.090 

0.04 

0.01 

0.00 

0.00 

0.00 

0.03 

0.04 

0.16 

0.004 

0.10 

0.09 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

2.494 

0.03 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.11 

0.006 

0.18 

0.16 


6 NTR 

0802000700471300 

5.135 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.630 

-0.09 

0.070 

0.09 

0.01 

0.02 

0.05 

0.00 

0.00 

0.00 

0.36 

0.004 

0.09 

0.15 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.505 

-0.09 

0.070 

0.06 

0.01 

0.04 

0.10 

0.00 

0.00 

0.00 

0.23 

0.009 

0.20 

0.32 


6 RPM 

0802000600452400 

6.958 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.852 

0.00 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.03 

0.03 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

6.106 

0.00 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.016 

0.24 

0.22 


6 SDR 

0802000700473500 

4.697 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

2.484 

0.09 

0.070 

0.00 

0.00 

0.03 

0.07 

0.00 

-0.09 

-0.04 

0.00 

0.006 

0.15 

0.31 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.213 

0.09 

0.070 

0.00 

0.00 

0.03 

0.06 

0.00 

-0.08 

-0.04 

0.00 

0.005 

0.14 

0.28 


7 BARANI 

0802000600457900 

18.791 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.023 

0.20 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

18.768 

0.20 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.35 

0.37 

0.00 

0.048 

0.28 

0.27 


7 DPN 

0802000700472000 

3.757 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.647 

-0.13 

0.070 

0.00 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.00 

0.002 

0.05 

0.10 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.944 

-0.13 

0.070 

0.00 

0.00 

0.01 

0.03 

0.00 

0.00 

0.00 

0.00 

0.002 

0.07 

0.14 


7 JSN 

0802000600454600 

2.526 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.192 

-0.06 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.000 

0.02 

0.02 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

2.334 

-0.06 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.006 

0.26 

0.24 


7 KNN 

0802000600453400 

4.042 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.685 

-0.01 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.05 

0.04 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

3.357 

-0.01 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.009 

0.23 

0.22 


7 NTR 

0802000700471400 

3.380 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.535 

-0.12 

0.070 

0.05 

0.01 

0.01 

0.02 

0.00 

0.00 

0.00 

0.22 

0.001 

0.05 

0.07 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.845 

-0.12 

0.070 

0.09 

0.01 

0.03 

0.08 

0.00 

0.00 

0.00 

0.34 

0.007 

0.24 

0.36 


7 RPM 

0802000600452200 

3.856 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.214 

-0.05 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.01 


7 SDR 

0802000700473400 

6.222 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.493 

0.16 

0.070 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.02 

-0.01 

0.00 

0.001 

0.02 

0.05 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

5.729 

0.16 

0.070 

0.00 

0.00 

0.09 

0.21 

0.00 

-0.23 

-0.11 

0.00 

0.014 

0.27 

0.54 


8 DPN 

0802000700479500 

6.849 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

2.073 

-0.15 

0.070 

0.13 

0.02 

0.02 

0.06 

0.00 

0.00 

0.00 

0.50 

0.005 

0.09 

0.17 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.12 

0.00 

- 

0.00 

0.02 

0.02 

0.01 

0.03 

0.00 

- 

0.0076 

0.0173 

- 

0.025 

0.025 

0.048 

0.005 

0.043 

0.036 

84.19 

Semi Critical 

3 RMS 

0802000600457400 

0.20 

0.16 

(28.56) 

0.13 

- 

0.13 

0.06 

0.35 

0.04 

0.0100 

0.0157 

0.0222 

- 

0.048 

0.084 

0.210 

0.010 

0.199 

0.064 

32.23 

Safe 

3 SDR 

0802000700474000 

0.12 

0.00 

(15,382.17) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

2.93 

Safe 



0.12 

0.15 

(143.43) 

0.12 

0.17 

0.29 

0.06 

0.35 

0.03 

- 

0.0637 

0.1440 

- 

0.208 

0.238 

0.530 

0.026 

0.503 

0.010 

2.08 

Safe 

30 NTR 

0802000600456400 

0.20 

0.14 

38.20 

0.17 

- 

0.17 

0.04 

0.21 

0.03 

- 

0.0224 

0.0317 

- 

0.054 

0.086 

0.253 

0.013 

0.240 

0.042 

17.57 

Safe 



0.20 

0.05 

(78.47) 

0.04 

0.09 

0.14 

0.02 

0.13 

0.01 

- 

0.0293 

0.0829 

0.001 

0.113 

0.125 

0.261 

0.013 

0.248 

0.025 

10.19 

Safe 

4 BARANI 

0802000600454200 

0.22 

0.22 

- 

0.22 

- 

0.22 

0.05 

0.30 

0.05 

- 

0.0288 

0.0326 

- 

0.061 

0.111 

0.330 

0.033 

0.297 

0.011 

3.55 

Safe 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

0.0045 

0.0051 

- 

0.010 

0.011 

0.016 

0.002 

0.014 

0.002 

11.71 

Safe 


0802000700472700 

0.12 

0.15 

(146.16) 

0.12 

0.18 

0.31 

0.06 

0.35 

0.03 

- 

0.0671 

0.1516 

- 

0.219 

0.251 

0.558 

0.028 

0.531 

0.011 

2.07 

Safe 

4 BKK 

0802000600456200 

0.20 

0.20 

- 

0.20 

0.14 

0.34 

0.06 

0.34 

0.05 

- 

0.0437 

0.1234 

- 

0.167 

0.213 

0.553 

0.055 

0.498 

0.009 

1.87 

Safe 

4 BRW 

0802000700470700 

0.12 

0.20 

- 

0.20 

0.24 

0.43 

0.06 

0.35 

0.04 

- 

0.0868 

0.1962 

- 

0.283 

0.326 

0.761 

0.076 

0.685 

0.049 

7.19 

Safe 

4 DPN 

0802000700472300 

0.12 

0.05 

(188.90) 

0.04 

0.09 

0.13 

0.03 

0.20 

0.01 

- 

0.0336 

0.0760 

- 

0.110 

0.119 

0.247 

0.012 

0.235 

0.006 

2.35 

Safe 



0.12 

0.02 

(223.58) 

0.02 

0.07 

0.08 

0.03 

0.15 

0.00 

- 

0.0242 

0.0546 

- 

0.079 

0.084 

0.169 

0.008 

0.160 

0.004 

2.48 

Safe 

4 JSN 

0802000600454000 

0.22 

0.08 

- 

0.08 

0.01 

0.09 

0.06 

0.34 

0.02 

0.0400 

0.0087 

0.0098 

- 

0.059 

0.076 

0.162 

0.016 

0.146 

0.345 

237.10 

Over Exploited 

4 KNN 

0802000600453600 

0.22 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

0.0100 

0.0043 

0.0048 

- 

0.019 

0.020 

0.025 

0.003 

0.023 

0.092 

399.35 

Over Exploited 



0.20 

0.18 

- 

0.18 

0.01 

0.19 

0.05 

0.29 

0.04 

0.0200 

0.0261 

0.0295 

- 

0.076 

0.116 

0.303 

0.030 

0.273 

0.205 

75.03 

Semi Critical 

4 NTR 

0802000700471800 

0.12 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0004 

0.0011 

- 

0.002 

0.002 

0.003 

0.000 

0.002 

0.000 

3.22 

Safe 



0.12 

0.17 

- 

0.17 

0.24 

0.42 

0.06 

0.32 

0.04 

0.0900 

0.0664 

0.1876 

- 

0.344 

0.380 

0.797 

0.080 

0.717 

0.786 

109.54 

Over Exploited 

4 RPM 

0802000600452600 

0.22 

0.01 

(11.63) 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

0.0031 

0.0043 

- 

0.007 

0.009 

0.013 

0.001 

0.013 

0.001 

11.08 

Safe 



0.20 

0.00 

363.83 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

0.0006 

0.0009 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.000 

16.33 

Safe 

4 SDR 

0802000700473900 

0.12 

0.05 

(183.60) 

0.04 

0.09 

0.13 

0.04 

0.22 

0.01 

- 

0.0338 

0.0765 

- 

0.110 

0.121 

0.253 

0.013 

0.240 

0.006 

2.31 

Safe 



0.12 

0.00 

(621.93) 

0.00 

0.01 

0.02 

0.01 

0.04 

0.00 

- 

0.0054 

0.0121 

- 

0.018 

0.018 

0.033 

0.002 

0.032 

0.001 

2.77 

Safe 

5 BARANI 

0802000700472600 

0.12 

0.00 

(3,747.82) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0008 

0.0017 

- 

0.003 

0.003 

0.005 

0.000 

0.004 

0.000 

2.83 

Safe 



0.12 

0.07 

(167.05) 

0.06 

0.11 

0.17 

0.05 

0.27 

0.01 

- 

0.0405 

0.0915 

- 

0.132 

0.147 

0.315 

0.016 

0.299 

0.007 

2.22 

Safe 

5 BARANI-A 

0802000600455000 

0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.63 

(96.21) 

0.50 

- 

0.50 

0.06 

0.34 

0.14 

- 

0.0789 

0.0892 

- 

0.168 

0.311 

0.816 

0.041 

0.775 

0.054 

6.95 

Safe 

5 BARANI-B 

0802000600455100 

0.20 

0.51 

(31.76) 

0.40 

- 

0.40 

0.06 

0.35 

0.12 

- 

0.0506 

0.0715 

- 

0.122 

0.237 

0.642 

0.032 

0.610 

0.048 

7.89 

Safe 

5 BRW 

0802000700470800 

0.12 

0.00 

(332,875.18) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.18 

(149.78) 

0.15 

0.24 

0.39 

0.06 

0.35 

0.04 

0.0500 

0.0808 

0.1826 

- 

0.313 

0.354 

0.741 

0.037 

0.704 

0.446 

63.38 

Safe 

5 DPN 

0802000700472200 

0.12 

0.04 

(207.72) 

0.04 

0.11 

0.14 

0.03 

0.17 

0.01 

- 

0.0395 

0.0893 

- 

0.129 

0.138 

0.282 

0.014 

0.268 

0.006 

2.42 

Safe 



0.12 

0.05 

(202.53) 

0.04 

0.11 

0.15 

0.03 

0.18 

0.01 

- 

0.0415 

0.0939 

- 

0.135 

0.146 

0.299 

0.015 

0.284 

0.007 

2.40 

Safe 

5 JSN 

0802000600454700 

0.22 

0.03 

- 

0.03 

0.01 

0.04 

0.03 

0.16 

0.01 

0.0200 

0.0079 

0.0089 

- 

0.037 

0.044 

0.087 

0.009 

0.078 

0.219 

280.33 

Over Exploited 



0.20 

0.04 

- 

0.04 

- 

0.04 

0.03 

0.18 

0.01 

0.0100 

0.0089 

0.0100 

- 

0.029 

0.037 

0.075 

0.007 

0.067 

0.091 

135.61 

Over Exploited 

5 KNN 

0802000600453500 

0.22 

0.03 

- 

0.03 

0.01 

0.04 

0.02 

0.10 

0.01 

0.0200 

0.0119 

0.0135 

- 

0.045 

0.052 

0.091 

0.009 

0.082 

0.220 

268.41 

Over Exploited 



0.20 

0.17 

- 

0.17 

0.01 

0.18 

0.05 

0.24 

0.04 

0.0200 

0.0305 

0.0345 

- 

0.085 

0.125 

0.307 

0.031 

0.277 

0.200 

72.33 

Semi Critical 

5 NTR 

0802000700471700 

0.12 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

0.0100 

0.0044 

0.0123 

- 

0.027 

0.027 

0.041 

0.004 

0.037 

0.073 

195.25 

Over Exploited 



0.12 

0.22 

- 

0.22 

0.27 

0.48 

0.06 

0.33 

0.05 

0.0400 

0.0802 

0.2266 

- 

0.347 

0.393 

0.877 

0.088 

0.789 

0.344 

43.66 

Safe 

5 RPM 

0802000600452500 

0.22 

0.01 

192.76 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

0.0057 

0.0081 

- 

0.014 

0.016 

0.025 

0.001 

0.024 

0.003 

10.96 

Safe 



0.20 

0.34 

(49.97) 

0.27 

- 

0.27 

0.06 

0.30 

0.08 

- 

0.0395 

0.0558 

- 

0.095 

0.173 

0.448 

0.022 

0.425 

0.018 

4.24 

Safe 

5 SDR 

0802000700473300 

0.12 

0.00 

(9,169.38) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0004 

0.0009 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

2.32 

Safe 



0.12 

0.12 

(155.77) 

0.10 

0.18 

0.28 

0.06 

0.35 

0.03 

- 

0.0643 

0.1514 

- 

0.216 

0.241 

0.521 

0.026 

0.495 

0.009 

1.78 

Safe 

6 BARANI 

0802000600456100 

0.20 

1.39 

- 

1.39 

- 

1.39 

0.06 

0.34 

0.32 

- 

0.1406 

0.1987 

- 

0.339 

0.656 

2.048 

0.205 

1.844 

0.064 

3.49 

Safe 



0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

- 

0.0029 

0.0083 

- 

0.011 

0.011 

0.021 

0.002 

0.019 

0.001 

3.34 

Safe 

6 DPN 

0802000700479300 

0.12 

0.02 

83.20 

0.02 

0.07 

0.09 

0.02 

0.14 

0.00 

0.0600 

0.0193 

0.0436 

- 

0.123 

0.127 

0.222 

0.011 

0.210 

0.543 

258.11 

Over Exploited 

6 JSN 

0802000600454100 

0.22 

0.31 

- 

0.31 

- 

0.31 

0.06 

0.34 

0.07 

- 

0.0351 

0.0397 

- 

0.075 

0.145 

0.453 

0.045 

0.407 

0.013 

3.15 

Safe 

6 KNN 

0802000600455200 

0.22 

0.03 

25.97 

0.04 

0.01 

0.05 

0.02 

0.12 

0.01 

0.0200 

0.0096 

0.0108 

- 

0.040 

0.047 

0.093 

0.005 

0.088 

0.166 

187.53 

Over Exploited 



0.20 

0.09 

(54.54) 

0.07 

- 

0.07 

0.04 

0.22 

0.02 

0.0100 

0.0175 

0.0198 

- 

0.047 

0.068 

0.140 

0.007 

0.133 

0.113 

85.28 

Semi Critical 

6 NTR 

0802000700471300 

0.12 

0.02 

- 

0.02 

0.08 

0.10 

0.02 

0.11 

0.00 

0.0400 

0.0245 

0.0555 

- 

0.120 

0.124 

0.219 

0.022 

0.197 

0.364 

184.76 

Over Exploited 



0.12 

0.08 

- 

0.08 

0.15 

0.24 

0.04 

0.24 

0.02 

0.0300 

0.0528 

0.1193 

- 

0.202 

0.220 

0.457 

0.046 

0.411 

0.243 

59.04 

Safe 

6 RPM 

0802000600452400 

0.22 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

0.0048 

0.0068 

- 

0.012 

0.013 

0.019 

0.002 

0.018 

0.002 

12.51 

Safe 



0.20 

0.30 

- 

0.30 

- 

0.30 

0.06 

0.30 

0.07 

- 

0.0343 

0.0485 

- 

0.083 

0.151 

0.450 

0.045 

0.405 

0.016 

3.88 

Safe 

6 SDR 

0802000700473500 

0.12 

0.05 

(192.30) 

0.04 

0.10 

0.14 

0.03 

0.18 

0.01 

- 

0.0374 

0.0845 

- 

0.122 

0.131 

0.270 

0.014 

0.257 

0.006 

2.39 

Safe 



0.12 

0.04 

(203.51) 

0.03 

0.09 

0.12 

0.03 

0.16 

0.01 

- 

0.0333 

0.0753 

- 

0.109 

0.116 

0.237 

0.012 

0.225 

0.005 

2.43 

Safe 

7 BARANI 

0802000600457900 

0.22 

0.00 

22,253.95 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

1.06 

(65.41) 

0.85 

- 

0.85 

0.06 

0.35 

0.24 

- 

0.1055 

0.1490 

- 

0.255 

0.493 

1.338 

0.067 

1.271 

0.048 

3.79 

Safe 

7 DPN 

0802000700472000 

0.12 

0.00 

- 

0.00 

0.03 

0.03 

0.01 

0.06 

0.00 

- 

0.0078 

0.0220 

- 

0.030 

0.031 

0.060 

0.006 

0.054 

0.002 

2.98 

Safe 



0.12 

0.01 

- 

0.01 

0.04 

0.04 

0.02 

0.09 

0.00 

- 

0.0114 

0.0321 

- 

0.044 

0.045 

0.090 

0.009 

0.081 

0.002 

2.88 

Safe 

7 JSN 

0802000600454600 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

0.0013 

0.0015 

- 

0.003 

0.003 

0.004 

0.000 

0.004 

0.036 

1,012.83 

Over Exploited 



0.20 

0.12 

- 

0.12 

- 

0.12 

0.06 

0.32 

0.03 

0.0100 

0.0164 

0.0185 

- 

0.045 

0.072 

0.193 

0.019 

0.174 

0.132 

75.91 

Semi Critical 

7 KNN 

0802000600453400 

0.22 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

0.0048 

0.0054 

- 

0.010 

0.012 

0.019 

0.002 

0.017 

0.002 

10.30 

Safe 



0.20 

0.15 

- 

0.15 

- 

0.15 

0.05 

0.28 

0.04 

- 

0.0236 

0.0267 

- 

0.050 

0.086 

0.240 

0.024 

0.216 

0.009 

4.00 

Safe 

7 NTR 

0802000700471400 

0.12 

0.00 

- 

0.00 

0.03 

0.03 

0.01 

0.05 

0.00 

0.0200 

0.0064 

0.0182 

- 

0.045 

0.045 

0.079 

0.008 

0.071 

0.217 

306.19 

Over Exploited 



0.12 

0.08 

- 

0.08 

0.12 

0.20 

0.05 

0.29 

0.02 

0.0400 

0.0343 

0.0968 

- 

0.171 

0.189 

0.391 

0.039 

0.352 

0.346 

98.30 

Critical 

7 RPM 

0802000600452200 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

0.0012 

0.0017 

- 

0.003 

0.003 

0.004 

0.000 

0.003 

0.001 

16.50 

Safe 

7 SDR 

0802000700473400 

0.12 

0.00 

(808.20) 

0.00 

0.03 

0.03 

0.00 

0.03 

0.00 

- 

0.0089 

0.0210 

- 

0.030 

0.030 

0.056 

0.003 

0.054 

0.001 

2.27 

Safe 



0.12 

0.18 

(160.81) 

0.15 

0.29 

0.44 

0.06 

0.32 

0.04 

- 

0.1035 

0.2437 

- 

0.347 

0.385 

0.824 

0.041 

0.783 

0.014 

1.81 

Safe 

8 DPN 

0802000700479500 

0.12 

0.02 

- 

0.02 

0.10 

0.12 

0.02 

0.11 

0.00 

0.0600 

0.0250 

0.0705 

- 

0.156 

0.160 

0.282 

0.028 

0.254 

0.509 

200.50 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.121 

-0.15 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


8 JSN 

0802000600454500 

4.760 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

1.228 

-0.05 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.003 

0.07 

0.07 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

3.532 

-0.05 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.009 

0.21 

0.19 


8 KNN 

0802000600453300 

5.364 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

1.623 

0.04 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.004 

0.08 

0.08 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

3.742 

0.04 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.010 

0.19 

0.18 


8 NTR 

0802000700471500 

4.581 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.262 

-0.12 

0.070 

0.03 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.11 

0.001 

0.02 

0.02 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.319 

-0.12 

0.070 

0.17 

0.02 

0.04 

0.12 

0.00 

0.00 

0.00 

0.66 

0.011 

0.27 

0.35 


8 SDR 

0802000700473200 

10.937 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.030 

0.18 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

10.907 

0.18 

0.070 

0.01 

0.00 

0.17 

0.39 

0.00 

-0.41 

-0.20 

0.00 

0.027 

0.29 

0.58 


9 AMS 

0802000700474500 

5.730 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.587 

0.42 

0.070 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.01 

0.00 

0.00 

0.001 

0.03 

0.06 


9 KNN 

0802000600455300 

3.525 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.985 

0.17 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.003 

0.08 

0.07 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

2.540 

0.17 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.00 

0.007 

0.20 

0.18 


9 NTR 

0802000700471600 

7.872 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.334 

-0.20 

0.070 

0.07 

0.01 

0.01 

0.04 

0.00 

0.00 

0.00 

0.29 

0.003 

0.05 

0.06 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

6.505 

-0.20 

0.070 

0.13 

0.02 

0.07 

0.19 

0.00 

0.00 

0.00 

0.48 

0.016 

0.23 

0.30 


9 RPM 

0802000600452300 

1.902 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

1.693 

-0.07 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.25 

0.22 


9 SDR 

0802000700473000 

5.125 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

5.125 

0.17 

0.070 

0.00 

0.00 

0.08 

0.18 

0.00 

-0.20 

-0.10 

0.00 

0.013 

0.29 

0.59 


BHOOKAR KA BARANI 

0802000600452100 

51.041 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

16.487 

-0.17 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.042 

0.09 

0.08 






Bhakhra Canal 

Command 

Younger Alluvium 

1.175 

-0.17 

0.090 

0.00 

0.00 

0.01 

0.03 

0.00 

0.00 

0.00 

0.00 

0.003 

0.01 

0.01 


CHAK RAJASAR 

0802000600452000 

15.569 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

5.251 

-1.04 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.013 

0.09 

0.08 






Bhakhra Canal 

Command 

Younger Alluvium 

4.476 

-1.04 

0.090 

0.00 

0.00 

0.05 

0.13 

0.00 

0.00 

0.00 

0.00 

0.012 

0.08 

0.07 


Nohar (M) 

0802000640205000 

4.708 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.649 

-1.70 

0.090 

0.44 

0.00 

0.02 

0.05 

0.00 

0.00 

0.00 

0.00 

1.338 

0.10 

0.08 


Sonri 

0802000600451900 

49.444 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.065 

-0.41 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 

16003008 

1 CLD 

0802000500421300 

1.841 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.660 

0.11 

0.090 

0.09 

0.01 

0.01 

0.02 

0.00 

0.07 

0.04 

0.34 

0.000 

0.16 

0.29 


1 DWD 

0802000500438600 

1.268 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.002 

0.13 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.249 

0.13 

0.090 

0.06 

0.01 

0.01 

0.01 

0.00 

0.05 

0.04 

0.23 

0.000 

0.24 

0.29 


1 DWM 

0802000500431300 

2.274 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.783 

0.19 

0.090 

0.00 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.00 

0.000 

0.17 

0.25 


1 DWSM 

0802000500437800 

1.368 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.731 

-0.08 

0.090 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.05 

0.000 

0.12 

0.16 


1 KDD 

0802000500421100 

3.685 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.685 

0.03 

0.090 

0.12 

0.02 

0.03 

0.04 

0.00 

0.04 

0.02 

0.49 

0.000 

0.19 

0.32 


1 KDD-A 

0802000500421200 

4.622 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.622 

0.03 

0.090 

0.14 

0.02 

0.04 

0.05 

0.00 

0.05 

0.03 

0.57 

0.001 

0.19 

0.32 


1 KDM 

0802000500416900 

9.591 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.106 

0.46 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


1 KHD 

0802000500422500 

3.989 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.569 

0.21 

0.090 

0.01 

0.00 

0.01 

0.02 

0.00 

0.01 

0.01 

0.06 

0.000 

0.07 

0.13 


1 KKM 

0802000500441900 

1.165 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.165 

0.93 

0.090 

0.14 

0.02 

0.01 

0.01 

0.00 

0.20 

0.14 

0.57 

0.000 

0.23 

0.31 


1 KKSM 

0802000500441800 

1.833 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.833 

1.42 

0.090 

0.13 

0.02 

0.02 

0.02 

0.00 

0.31 

0.22 

0.52 

0.000 

0.22 

0.32 


1 NGM 

0802000500423800 

5.907 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.907 

0.03 

0.090 

0.02 

0.00 

0.05 

0.06 

0.00 

-0.07 

-0.04 

0.07 

0.001 

0.19 

0.33 


1 NWD 

0802000500438200 

1.221 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.221 

0.16 

0.090 

0.09 

0.01 

0.01 

0.01 

0.00 

0.08 

0.06 

0.37 

0.000 

0.23 

0.30 


1 NWM 

0802000500439800 

4.319 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

4.019 

0.35 

0.090 

0.06 

0.01 

0.01 

0.02 

0.00 

0.15 

0.12 

0.23 

0.001 

0.22 

0.28 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.300 

0.35 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.02 

0.02 


1 RPM 

0802000500440100 

1.607 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.042 

0.94 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.565 

0.94 

0.090 

0.06 

0.01 

0.01 

0.02 

0.00 

0.15 

0.11 

0.26 

0.000 

0.22 

0.31 


1 SPD 

0802000500418600 

4.290 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.752 

0.10 

0.090 

0.01 

0.00 

0.02 

0.03 

0.00 

-0.02 

-0.01 

0.06 

0.000 

0.12 

0.21 


10 AM 

0802000500426500 

5.870 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.971 

0.07 

0.090 

0.00 

0.00 

0.04 

0.04 

0.00 

-0.06 

-0.04 

0.00 

0.000 

0.10 

0.17 


10 DWM 

0802000500429000 

6.112 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

6.110 

0.20 

0.090 

0.06 

0.01 

0.05 

0.06 

0.00 

0.05 

0.03 

0.25 

0.001 

0.21 

0.32 


10 KKM 

0802000500444100 

4.270 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

4.270 

0.71 

0.090 

0.01 

0.00 

0.01 

0.02 

0.00 

0.26 

0.18 

0.06 

0.001 

0.22 

0.33 


10SPM TEMPORARY 

0802000500436800 

1.645 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.881 

0.05 

0.090 

0.02 

0.00 

0.00 

0.01 

0.00 

0.01 

0.01 

0.07 

0.000 

0.13 

0.16 


109 RD 

0802000500418500 

5.132 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.132 

0.12 

0.090 

0.04 

0.01 

0.04 

0.05 

0.00 

-0.01 

0.00 

0.15 

0.001 

0.18 

0.32 


11 KKM 

0802000500443800 

2.510 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

2.505 

0.46 

0.090 

0.01 

0.00 

0.01 

0.01 

0.00 

0.10 

0.07 

0.04 

0.000 

0.23 

0.33 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.005 

0.46 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


11 KWD 

0802000500424800 

0.873 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.873 

0.07 

0.090 

0.04 

0.01 

0.01 

0.01 

0.00 

0.01 

0.01 

0.15 

0.000 

0.20 

0.33 


11 NWD 

0802000500440300 

1.167 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.167 

1.26 

0.090 

0.07 

0.01 

0.01 

0.01 

0.00 

0.17 

0.12 

0.28 

0.000 

0.22 

0.32 


12 KKM 

0802000500443900 

2.609 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

2.609 

0.38 

0.090 

0.01 

0.00 

0.01 

0.01 

0.00 

0.08 

0.06 

0.05 

0.000 

0.23 

0.33 


12 KWD 

0802000500424700 

3.087 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.927 

0.07 

0.090 

0.04 

0.01 

0.02 

0.03 

0.00 

-0.01 

-0.01 

0.16 

0.000 

0.12 

0.21 


12 NWD 

0802000500428700 

1.591 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.591 

1.35 

0.090 

0.09 

0.01 

0.01 

0.02 

0.00 

0.24 

0.16 

0.34 

0.000 

0.21 

0.32 


13 KWD-A 

0802000500424600 

1.825 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.628 

0.06 

0.090 

0.03 

0.01 

0.02 

0.02 

0.00 

-0.01 

-0.01 

0.11 

0.000 

0.17 

0.29 


13 NWD 

0802000500428600 

1.506 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.506 

1.41 

0.090 

0.08 

0.01 

0.01 

0.01 

0.00 

0.23 

0.15 

0.31 

0.000 

0.21 

0.32 


14 NWD 

0802000500428500 

1.587 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.587 

1.05 

0.090 

0.08 

0.01 

0.01 

0.02 

0.00 

0.19 

0.12 

0.33 

0.000 

0.21 

0.32 


15 KWD 

0802000500424000 

2.624 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.012 

0.05 

0.090 

0.05 

0.01 

0.02 

0.03 

0.00 

0.00 

0.00 

0.20 

0.000 

0.15 

0.25 


15 NWD 

0802000500428400 

1.861 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.861 

0.79 

0.090 

0.06 

0.01 

0.02 

0.02 

0.00 

0.15 

0.09 

0.26 

0.000 

0.21 

0.32 


16 KWD 

0802000500423900 

3.079 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.078 

0.04 

0.090 

0.10 

0.01 

0.03 

0.03 

0.00 

0.04 

0.03 

0.40 

0.000 

0.19 

0.33 


16 NWD 

0802000500428300 

1.650 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.650 

0.28 

0.090 

0.05 

0.01 

0.01 

0.02 

0.00 

0.05 

0.03 

0.20 

0.000 

0.20 

0.32 


17 DWD 

0802000500426800 

4.981 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.765 

0.07 

0.090 

0.00 

0.00 

0.03 

0.04 

0.00 

-0.06 

-0.04 

0.00 

0.000 

0.12 

0.18 


17 NWD 

0802000500428200 

0.565 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.565 

0.15 

0.090 

0.05 

0.01 

0.00 

0.01 

0.00 

0.04 

0.02 

0.21 

0.000 

0.20 

0.32 


18 NWD 

0802000500428900 

3.176 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.176 

0.42 

0.090 

0.06 

0.01 

0.03 

0.03 

0.00 

0.11 

0.07 

0.24 

0.000 

0.21 

0.32 


19 DWD 

0802000500427400 

1.294 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.000 

0.08 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


19 NWD 

0802000500428000 

3.282 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.282 

0.09 

0.090 

0.04 

0.01 

0.03 

0.03 

0.00 

0.00 

0.00 

0.17 

0.000 

0.20 

0.32 


2 CLD 

0802000500421400 

1.544 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.544 

0.01 

0.090 

0.06 

0.01 

0.01 

0.02 

0.00 

0.02 

0.01 

0.25 

0.000 

0.18 

0.32 


2 DWD 

0802000500437900 

2.130 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.117 

-0.02 

0.090 

0.05 

0.01 

0.02 

0.02 

0.00 

0.00 

0.00 

0.19 

0.000 

0.23 

0.30 


2 DWM 

0802000500431100 

1.853 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.853 

0.30 

0.090 

0.09 

0.01 

0.02 

0.02 

0.00 

0.10 

0.07 

0.37 

0.000 

0.22 

0.32 


2 DWSM 

0802000500437500 

0.433 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.208 

-0.05 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.000 

0.11 

0.15 









Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 


(27) 

(2s; 

(29; 

(30; 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.12 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0015 

0.0041 

- 

0.006 

0.006 

0.010 

0.001 

0.009 

0.012 

131.79 

Over Exploited 

8 JSN 

0802000600454500 

0.22 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.09 

0.00 

0.0100 

0.0086 

0.0098 

- 

0.028 

0.033 

0.052 

0.005 

0.047 

0.075 

159.34 

Over Exploited 



0.20 

0.15 

- 

0.15 

- 

0.15 

0.05 

0.26 

0.03 

0.0100 

0.0248 

0.0280 

- 

0.063 

0.096 

0.243 

0.024 

0.219 

0.091 

41.58 

Safe 

8 KNN 

0802000600453300 

0.22 

0.03 

(79.28) 

0.02 

- 

0.02 

0.02 

0.10 

0.01 

- 

0.0114 

0.0129 

- 

0.024 

0.031 

0.055 

0.003 

0.052 

0.004 

7.97 

Safe 



0.20 

0.14 

(90.04) 

0.12 

- 

0.12 

0.04 

0.24 

0.03 

- 

0.0263 

0.0297 

- 

0.056 

0.089 

0.205 

0.010 

0.195 

0.010 

4.94 

Safe 

8 NTR 

0802000700471500 

0.12 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

0.0100 

0.0032 

0.0089 

- 

0.022 

0.022 

0.033 

0.003 

0.030 

0.109 

367.10 

Over Exploited 



0.12 

0.14 

- 

0.14 

0.19 

0.33 

0.06 

0.33 

0.03 

0.0700 

0.0520 

0.1470 

- 

0.269 

0.300 

0.626 

0.063 

0.563 

0.666 

118.20 

Over Exploited 

8 SDR 

0802000700473200 

0.12 

0.00 

(18,096.22) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0005 

0.0013 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

2.32 

Safe 



0.12 

0.38 

(154.07) 

0.30 

0.56 

0.86 

0.06 

0.35 

0.08 

- 

0.1970 

0.4640 

- 

0.661 

0.740 

1.598 

0.080 

1.518 

0.027 

1.78 

Safe 

9 AMS 

0802000700474500 

0.12 

0.00 

(262.85) 

0.00 

0.02 

0.03 

0.01 

0.04 

0.00 

- 

0.0088 

0.0200 

- 

0.029 

0.029 

0.055 

0.003 

0.052 

0.001 

2.77 

Safe 

9 KNN 

0802000600455300 

0.22 

0.02 

0.90 

0.02 

- 

0.02 

0.02 

0.10 

0.00 

- 

0.0069 

0.0078 

- 

0.015 

0.019 

0.036 

0.002 

0.034 

0.003 

7.47 

Safe 



0.20 

0.10 

(57.16) 

0.08 

- 

0.08 

0.05 

0.25 

0.02 

- 

0.0178 

0.0202 

- 

0.038 

0.061 

0.143 

0.007 

0.136 

0.007 

4.80 

Safe 

9 NTR 

0802000700471600 

0.12 

0.01 

- 

0.01 

0.06 

0.07 

0.01 

0.06 

0.00 

0.0300 

0.0161 

0.0454 

- 

0.092 

0.093 

0.163 

0.016 

0.146 

0.291 

199.01 

Over Exploited 



0.12 

0.18 

- 

0.18 

0.27 

0.46 

0.05 

0.29 

0.04 

0.0500 

0.0783 

0.2214 

- 

0.350 

0.390 

0.845 

0.085 

0.761 

0.496 

65.19 

Safe 

9 RPM 

0802000600452300 

0.20 

0.08 

- 

0.08 

- 

0.08 

0.06 

0.30 

0.02 

- 

0.0095 

0.0134 

- 

0.023 

0.042 

0.126 

0.013 

0.113 

0.004 

3.85 

Safe 

9 SDR 

0802000700473000 

0.12 

0.18 

(155.07) 

0.14 

0.26 

0.40 

0.06 

0.35 

0.04 

- 

0.0926 

0.2180 

- 

0.311 

0.348 

0.751 

0.038 

0.714 

0.013 

1.77 

Safe 

BHOOKAR KA BARANI 

0802000600452100 

0.20 

0.30 

- 

0.30 

- 

0.30 

0.02 

0.11 

0.07 

- 

0.0927 

0.1309 

- 

0.224 

0.291 

0.588 

0.059 

0.529 

0.042 

8.01 

Safe 



0.20 

0.00 

- 

0.00 

0.05 

0.05 

0.00 

0.01 

0.00 

- 

0.0142 

0.0400 

- 

0.054 

0.054 

0.101 

0.010 

0.091 

0.003 

3.31 

Safe 

CHAK RAJASAR 

0802000600452000 

0.20 

0.10 

- 

0.10 

- 

0.10 

0.02 

0.12 

0.02 

- 

0.0295 

0.0417 

- 

0.071 

0.094 

0.193 

0.019 

0.174 

0.013 

7.75 

Safe 



0.20 

0.07 

- 

0.07 

0.17 

0.25 

0.02 

0.10 

0.02 

- 

0.0539 

0.1524 

- 

0.206 

0.223 

0.469 

0.047 

0.422 

0.012 

2.73 

Safe 

Nohar (M) 

0802000640205000 

0.20 

0.03 

- 

0.03 

0.06 

0.10 

0.02 

0.12 

0.01 

- 

0.0199 

0.0561 

- 

0.076 

0.083 

0.180 

0.018 

0.162 

1.338 

826.70 

Over Exploited 

Sonri 

0802000600451900 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0005 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

1CLD 

0802000500421300 

0.20 

0.05 

(31.47) 

0.04 

0.04 

0.08 

0.04 

0.21 

0.01 

0.0400 

0.0204 

0.0230 

- 

0.083 

0.098 

0.182 

0.009 

0.173 

0.340 

196.61 

Over Exploited 

1 DWD 

0802000500438600 

0.20 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.06 

(37.46) 

0.05 

0.03 

0.08 

0.06 

0.30 

0.01 

0.0300 

0.0092 

0.0173 

- 

0.057 

0.071 

0.147 

0.007 

0.140 

0.227 

162.43 

Over Exploited 

1 DWM 

0802000500431300 

0.20 

0.06 

(102.78) 

0.05 

0.03 

0.08 

0.04 

0.22 

0.02 

- 

0.0219 

0.0247 

- 

0.047 

0.062 

0.144 

0.007 

0.137 

0.000 

0.18 

Safe 

1 DWSM 

0802000500437800 

0.20 

0.02 

- 

0.02 

0.02 

0.04 

0.03 

0.16 

0.00 

0.0100 

0.0107 

0.0152 

- 

0.036 

0.040 

0.077 

0.008 

0.069 

0.049 

70.87 

Semi Critical 

1 KDD 

0802000500421100 

0.20 

0.14 

(82.94) 

0.11 

0.09 

0.20 

0.05 

0.24 

0.04 

0.0500 

0.0452 

0.0511 

- 

0.146 

0.182 

0.381 

0.019 

0.362 

0.486 

134.30 

Over Exploited 

1 KDD-A 

0802000500421200 

0.20 

0.17 

(83.99) 

0.14 

0.11 

0.24 

0.05 

0.23 

0.04 

0.0600 

0.0567 

0.0641 

0.001 

0.182 

0.227 

0.470 

0.024 

0.447 

0.568 

127.05 

Over Exploited 

1 KDM 

0802000500416900 

0.20 

0.00 

3,280.40 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0013 

0.0015 

- 

0.003 

0.003 

0.005 

0.000 

0.005 

0.000 

0.31 

Safe 

1 KHD 

0802000500422500 

0.20 

0.02 

(67.05) 

0.02 

0.03 

0.04 

0.02 

0.09 

0.01 

0.0100 

0.0154 

0.0217 

- 

0.047 

0.053 

0.097 

0.005 

0.092 

0.057 

62.09 

Safe 

1 KKM 

0802000500441900 

0.20 

0.05 

172.29 

0.06 

0.04 

0.10 

0.06 

0.28 

0.01 

0.0600 

0.0114 

0.0161 

- 

0.088 

0.101 

0.204 

0.010 

0.193 

0.567 

293.29 

Over Exploited 

1 KKSM 

0802000500441800 

0.20 

0.08 

168.32 

0.10 

0.05 

0.15 

0.06 

0.28 

0.02 

0.0600 

0.0225 

0.0254 

- 

0.108 

0.128 

0.279 

0.014 

0.265 

0.518 

195.39 

Over Exploited 

1 NGM 

0802000500423800 

0.20 

0.23 

(119.44) 

0.18 

0.11 

0.29 

0.05 

0.24 

0.06 

0.0100 

0.0724 

0.0819 

- 

0.164 

0.224 

0.515 

0.026 

0.489 

0.066 

13.45 

Safe 

1 NWD 

0802000500438200 

0.20 

0.06 

3.74 

0.06 

0.03 

0.09 

0.06 

0.29 

0.01 

0.0400 

0.0120 

0.0169 

- 

0.069 

0.083 

0.173 

0.009 

0.164 

0.373 

227.16 

Over Exploited 

1 NWM 

0802000500439800 

0.20 

0.18 

(33.64) 

0.14 

0.04 

0.18 

0.05 

0.28 

0.04 

0.0300 

0.0154 

0.0218 

- 

0.067 

0.111 

0.290 

0.014 

0.275 

0.228 

82.64 

Semi Critical 



0.20 

0.00 

253.56 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0029 

0.0042 

- 

0.007 

0.007 

0.014 

0.001 

0.013 

0.016 

124.52 

Over Exploited 

1 RPM 

0802000500440100 

0.20 

0.00 

4,583.78 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0002 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.008 

1,085.01 

Over Exploited 



0.20 

0.07 

59.82 

0.08 

0.04 

0.12 

0.05 

0.27 

0.02 

0.0300 

0.0192 

0.0217 

- 

0.071 

0.088 

0.208 

0.010 

0.198 

0.259 

130.87 

Over Exploited 

1 SPD 

0802000500418600 

0.20 

0.07 

(114.17) 

0.05 

0.05 

0.10 

0.03 

0.15 

0.02 

0.0100 

0.0337 

0.0381 

- 

0.082 

0.099 

0.203 

0.010 

0.193 

0.057 

29.80 

Safe 

10 AM 

0802000500426500 

0.20 

0.06 

(160.72) 

0.05 

0.08 

0.13 

0.03 

0.13 

0.02 

- 

0.0510 

0.0617 

- 

0.113 

0.129 

0.258 

0.013 

0.245 

0.000 

0.16 

Safe 

10 DWM 

0802000500429000 

0.20 

0.25 

(87.59) 

0.20 

0.12 

0.32 

0.05 

0.26 

0.06 

0.0300 

0.0749 

0.0847 

- 

0.190 

0.254 

0.579 

0.029 

0.550 

0.252 

45.81 

Safe 

10 KKM 

0802000500444100 

0.20 

0.19 

(7.77) 

0.18 

0.03 

0.20 

0.05 

0.28 

0.05 

0.0100 

0.0123 

0.0232 

- 

0.046 

0.092 

0.293 

0.015 

0.278 

0.058 

20.71 

Safe 

10 SPM TEMPORARY 

0802000500436800 

0.20 

0.02 

(61.81) 

0.02 

0.01 

0.03 

0.03 

0.16 

0.01 

0.0100 

0.0065 

0.0122 

- 

0.029 

0.034 

0.066 

0.003 

0.063 

0.073 

116.63 

Over Exploited 

109 RD 

0802000500418500 

0.20 

0.19 

(102.23) 

0.15 

0.11 

0.26 

0.05 

0.23 

0.05 

0.0200 

0.0629 

0.0711 

- 

0.154 

0.203 

0.459 

0.023 

0.436 

0.147 

33.62 

Safe 

11 KKM 

0802000500443800 

0.20 

0.11 

(39.93) 

0.09 

0.01 

0.11 

0.06 

0.28 

0.03 

- 

0.0072 

0.0136 

- 

0.021 

0.049 

0.154 

0.008 

0.146 

0.041 

28.24 

Safe 



0.20 

0.00 

20,145.13 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

11 KWD 

0802000500424800 

0.20 

0.03 

(78.63) 

0.03 

0.03 

0.06 

0.05 

0.25 

0.01 

0.0300 

0.0150 

0.0181 

- 

0.063 

0.072 

0.133 

0.007 

0.127 

0.146 

115.33 

Over Exploited 

11 NWD 

0802000500440300 

0.20 

0.05 

130.25 

0.06 

0.03 

0.09 

0.05 

0.27 

0.01 

0.0300 

0.0143 

0.0162 

- 

0.061 

0.073 

0.165 

0.008 

0.157 

0.275 

175.23 

Over Exploited 

12 KKM 

0802000500443900 

0.20 

0.12 

(50.85) 

0.10 

0.02 

0.11 

0.06 

0.29 

0.03 

0.0100 

0.0075 

0.0142 

- 

0.032 

0.061 

0.172 

0.009 

0.163 

0.049 

30.21 

Safe 

12 KWD 

0802000500424700 

0.20 

0.05 

(112.04) 

0.04 

0.06 

0.10 

0.03 

0.16 

0.01 

0.0300 

0.0331 

0.0401 

- 

0.103 

0.116 

0.215 

0.011 

0.205 

0.162 

79.33 

Semi Critical 

12 NWD 

0802000500428700 

0.20 

0.07 

140.03 

0.08 

0.04 

0.12 

0.05 

0.27 

0.02 

0.0400 

0.0195 

0.0221 

- 

0.082 

0.099 

0.220 

0.011 

0.209 

0.340 

162.91 

Over Exploited 

13 KWD-A 

0802000500424600 

0.20 

0.06 

(112.14) 

0.05 

0.05 

0.10 

0.05 

0.22 

0.01 

0.0200 

0.0239 

0.0338 

- 

0.078 

0.093 

0.189 

0.009 

0.180 

0.113 

63.01 

Safe 

13 NWD 

0802000500428600 

0.20 

0.06 

141.01 

0.08 

0.04 

0.11 

0.05 

0.26 

0.02 

0.0300 

0.0185 

0.0209 

- 

0.069 

0.085 

0.200 

0.010 

0.190 

0.308 

162.46 

Over Exploited 

14 NWD 

0802000500428500 

0.20 

0.07 

86.54 

0.08 

0.04 

0.12 

0.05 

0.26 

0.02 

0.0400 

0.0195 

0.0220 

- 

0.082 

0.098 

0.217 

0.011 

0.207 

0.332 

160.79 

Over Exploited 

15 KWD 

0802000500424000 

0.20 

0.06 

(100.83) 

0.05 

0.06 

0.11 

0.04 

0.19 

0.02 

0.0400 

0.0296 

0.0418 

- 

0.111 

0.127 

0.236 

0.012 

0.224 

0.203 

90.72 

Critical 

15 NWD 

0802000500428400 

0.20 

0.08 

23.12 

0.09 

0.04 

0.14 

0.05 

0.26 

0.02 

0.0300 

0.0228 

0.0258 

- 

0.079 

0.098 

0.235 

0.012 

0.223 

0.259 

116.20 

Over Exploited 

16 KWD 

0802000500423900 

0.20 

0.12 

(77.94) 

0.10 

0.07 

0.16 

0.05 

0.24 

0.03 

0.0400 

0.0377 

0.0427 

- 

0.120 

0.152 

0.314 

0.016 

0.298 

0.397 

133.21 

Over Exploited 

16 NWD 

0802000500428300 

0.20 

0.07 

(51.75) 

0.05 

0.04 

0.09 

0.05 

0.26 

0.02 

0.0200 

0.0202 

0.0229 

- 

0.063 

0.080 

0.174 

0.009 

0.166 

0.203 

122.62 

Over Exploited 

17 DWD 

0802000500426800 

0.20 

0.06 

(156.64) 

0.05 

0.07 

0.13 

0.03 

0.15 

0.02 

- 

0.0474 

0.0575 

- 

0.105 

0.122 

0.247 

0.012 

0.235 

0.000 

0.16 

Safe 

17 NWD 

0802000500428200 

0.20 

0.02 

0.59 

0.02 

0.02 

0.04 

0.05 

0.25 

0.01 

0.0200 

0.0069 

0.0078 

- 

0.035 

0.041 

0.084 

0.004 

0.080 

0.211 

263.98 

Over Exploited 

18 NWD 

0802000500428900 

0.20 

0.13 

(46.24) 

0.10 

0.07 

0.17 

0.05 

0.26 

0.03 

0.0300 

0.0389 

0.0440 

- 

0.113 

0.147 

0.320 

0.016 

0.304 

0.235 

77.37 

Semi Critical 

19 DWD 

0802000500427400 

0.20 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

19 NWD 

0802000500428000 

0.20 

0.13 

(101.66) 

0.11 

0.07 

0.18 

0.05 

0.25 

0.03 

0.0200 

0.0402 

0.0455 

- 

0.106 

0.140 

0.317 

0.016 

0.301 

0.170 

56.59 

Safe 

2 CLD 

0802000500421400 

0.20 

0.06 

(77.21) 

0.05 

0.04 

0.08 

0.05 

0.23 

0.01 

0.0300 

0.0189 

0.0214 

- 

0.070 

0.085 

0.169 

0.008 

0.161 

0.251 

156.44 

Over Exploited 

2 DWD 

0802000500437900 

0.20 

0.10 

- 

0.10 

0.05 

0.15 

0.06 

0.29 

0.02 

0.0200 

0.0260 

0.0293 

- 

0.075 

0.100 

0.247 

0.025 

0.222 

0.194 

87.55 

Semi Critical 

2 DWM 

0802000500431100 

0.20 

0.08 

(17.72) 

0.07 

0.04 

0.11 

0.06 

0.28 

0.02 

0.0400 

0.0227 

0.0257 

- 

0.088 

0.109 

0.221 

0.011 

0.210 

0.365 

173.97 

Over Exploited 

2 DWSM 

0802000500437500 

0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.03 

0.14 

0.00 

0.0100 

0.0031 

0.0043 

- 

0.017 

0.019 

0.028 

0.003 

0.026 

0.049 

192.18 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


2 KHD 

080200050042150C 

2.766 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.500 

0.16 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.02 

0.000 

0.03 

0.06 


2 KKM 

0802000500442700 

0.893 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.893 

0.83 

0.090 

0.07 

0.01 

0.01 

0.01 

0.00 

0.11 

0.08 

0.29 

0.000 

0.23 

0.32 


2 KKM-A 

0802000500442000 

1.080 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.080 

0.94 

0.090 

0.06 

0.01 

0.01 

0.01 

0.00 

0.12 

0.09 

0.24 

0.000 

0.23 

0.31 


2 KKSM 

0802000500442800 

3.969 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.969 

1.49 

0.090 

0.09 

0.01 

0.03 

0.04 

0.00 

0.54 

0.37 

0.35 

0.001 

0.22 

0.32 


2 KKSM-A 

0802000500442900 

2.566 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.566 

1.53 

0.090 

0.01 

0.00 

0.02 

0.03 

0.00 

0.32 

0.22 

0.05 

0.000 

0.22 

0.32 


2 NGM 

0802000500420900 

4.539 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.310 

0.07 

0.090 

0.01 

0.00 

0.02 

0.02 

0.00 

-0.02 

-0.01 

0.04 

0.000 

0.10 

0.17 


2 NWD 

0802000500430900 

1.799 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.799 

0.23 

0.090 

0.12 

0.02 

0.01 

0.02 

0.00 

0.11 

0.08 

0.46 

0.000 

0.23 

0.31 


2 NWM 

0802000500439500 

3.500 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

3.500 

0.39 

0.090 

0.08 

0.01 

0.01 

0.01 

0.00 

0.17 

0.13 

0.32 

0.000 

0.24 

0.30 


2 PRKM 

0802000500440700 

2.114 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.110 

0.52 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.000 

0.01 

0.02 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.004 

0.52 

0.090 

0.14 

0.02 

0.02 

0.02 

0.00 

0.18 

0.11 

0.55 

0.000 

0.19 

0.31 


2 RPM 

0802000500440000 

2.461 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.461 

1.06 

0.090 

0.08 

0.01 

0.02 

0.02 

0.00 

0.26 

0.18 

0.31 

0.000 

0.22 

0.31 


2 SPD 

0802000500418400 

4.038 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.162 

0.26 

0.090 

0.03 

0.00 

0.03 

0.03 

0.00 

0.05 

0.03 

0.13 

0.000 

0.14 

0.25 


20 NWD 

0802000500428100 

2.179 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.179 

0.10 

0.090 

0.08 

0.01 

0.02 

0.02 

0.00 

0.05 

0.03 

0.31 

0.000 

0.20 

0.33 


21 NWD 

0802000500423300 

1.021 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.021 

0.02 

0.090 

0.04 

0.01 

0.01 

0.01 

0.00 

0.01 

0.01 

0.18 

0.000 

0.20 

0.33 


21-22 DWD 

0802000500427500 

3.468 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.531 

0.08 

0.090 

0.05 

0.01 

0.02 

0.02 

0.00 

0.01 

0.01 

0.20 

0.000 

0.09 

0.14 


22 NWD 

0802000500423400 

1.997 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.997 

0.03 

0.090 

0.07 

0.01 

0.02 

0.02 

0.00 

0.03 

0.02 

0.27 

0.000 

0.20 

0.33 


23 DWD 

0802000500427800 

1.631 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.631 

0.07 

0.090 

0.02 

0.01 

0.02 

0.02 

0.00 

-0.02 

-0.01 

0.10 

0.000 

0.20 

0.33 


24 DWD 

0802000500427600 

2.016 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.016 

0.07 

0.090 

0.04 

0.01 

0.02 

0.03 

0.00 

-0.01 

-0.01 

0.16 

0.000 

0.20 

0.33 


25 DWD 

0802000500424500 

2.185 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.185 

0.07 

0.090 

0.03 

0.01 

0.02 

0.03 

0.00 

-0.02 

-0.01 

0.11 

0.000 

0.20 

0.33 


26 DWD 

0802000500427700 

1.675 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.675 

0.07 

0.090 

0.04 

0.01 

0.02 

0.02 

0.00 

0.00 

0.00 

0.18 

0.000 

0.20 

0.33 


27 DWD 

0802000500424300 

1.914 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.914 

0.06 

0.090 

0.05 

0.01 

0.02 

0.02 

0.00 

0.01 

0.01 

0.21 

0.000 

0.20 

0.33 


28 DWD 

0802000500424100 

1.405 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.405 

0.04 

0.090 

0.06 

0.01 

0.01 

0.01 

0.00 

0.03 

0.02 

0.24 

0.000 

0.20 

0.33 


28 RWD 

0802000500438700 

3.995 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.110 

0.23 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


29 DWD 

0802000500424400 

1.612 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.612 

0.06 

0.090 

0.04 

0.01 

0.02 

0.02 

0.00 

0.00 

0.00 

0.17 

0.000 

0.20 

0.33 


29 RWD 

0802000500436600 

2.338 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.031 

0.18 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


3 CLD 

0802000500422800 

1.352 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.254 

-0.05 

0.090 

0.08 

0.01 

0.01 

0.01 

0.00 

0.00 

0.00 

0.32 

0.000 

0.17 

0.30 


3 DWM 

0802000500431200 

1.580 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.580 

0.38 

0.090 

0.00 

0.00 

0.01 

0.02 

0.00 

0.02 

0.02 

0.00 

0.000 

0.22 

0.32 


3 DWSM 

0802000500437600 

1.069 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.522 

-0.07 

0.090 

0.02 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.07 

0.000 

0.11 

0.15 


3 KDD 

0802000500421000 

3.871 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.871 

0.02 

0.090 

0.08 

0.01 

0.03 

0.04 

0.00 

0.01 

0.00 

0.32 

0.001 

0.19 

0.33 


3 KKM 

0802000500442600 

1.409 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.409 

0.80 

0.090 

0.13 

0.02 

0.01 

0.01 

0.00 

0.19 

0.13 

0.52 

0.000 

0.23 

0.32 


3 KKSM 

0802000500443200 

2.553 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.553 

1.57 

0.090 

0.01 

0.00 

0.02 

0.03 

0.00 

0.33 

0.22 

0.04 

0.000 

0.22 

0.33 


3 NWD 

0802000500430600 

1.924 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.924 

0.42 

0.090 

0.08 

0.01 

0.02 

0.02 

0.00 

0.11 

0.08 

0.33 

0.000 

0.23 

0.31 


3 RPM 

0802000500440200 

2.281 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.281 

1.34 

0.090 

0.06 

0.01 

0.02 

0.02 

0.00 

0.28 

0.20 

0.23 

0.000 

0.22 

0.32 


3 RWSM 

0802000500426700 

1.652 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.023 

0.07 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


3 SPD 

0802000500418300 

3.591 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.676 

0.46 

0.090 

0.01 

0.00 

0.01 

0.01 

0.00 

0.03 

0.01 

0.04 

0.000 

0.03 

0.06 


3+4 NWM 

0802000500439900 

7.215 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

6.177 

0.58 

0.090 

0.11 

0.02 

0.02 

0.02 

0.00 

0.37 

0.28 

0.42 

0.001 

0.20 

0.26 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.038 

0.58 

0.090 

0.02 

0.00 

0.01 

0.01 

0.00 

0.06 

0.04 

0.07 

0.000 

0.03 

0.04 


30 DWD 

0802000500424200 

2.716 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.716 

0.03 

0.090 

0.06 

0.01 

0.02 

0.03 

0.00 

0.01 

0.00 

0.24 

0.000 

0.20 

0.33 


31 DWD 

0802000500423500 

4.527 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.527 

0.02 

0.090 

0.06 

0.01 

0.04 

0.04 

0.00 

-0.02 

-0.01 

0.26 

0.001 

0.20 

0.33 


31 RWD 

0802000500438400 

1.090 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.090 

0.10 

0.090 

0.09 

0.01 

0.01 

0.01 

0.00 

0.07 

0.06 

0.37 

0.000 

0.24 

0.30 


32 RWD 

0802000500439300 

3.503 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.662 

0.32 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.08 

0.000 

0.05 

0.06 


33 RWD 

0802000500438300 

1.733 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.067 

0.19 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.01 

0.01 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.207 

0.19 

0.090 

0.06 

0.01 

0.01 

0.01 

0.00 

0.05 

0.04 

0.25 

0.000 

0.17 

0.21 


34 RWD 

0802000500439700 

3.973 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

1.396 

0.28 

0.090 

0.02 

0.00 

0.00 

0.01 

0.00 

0.05 

0.04 

0.07 

0.000 

0.08 

0.11 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.950 

0.28 

0.090 

0.02 

0.00 

0.01 

0.02 

0.00 

0.04 

0.03 

0.09 

0.000 

0.12 

0.15 


4 CLD 

0802000500422700 

7.038 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.587 

-0.07 

0.090 

0.02 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.10 

0.000 

0.07 

0.12 


4 DWD 

0802000500438000 

1.037 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.037 

0.03 

0.090 

0.05 

0.01 

0.01 

0.01 

0.00 

0.02 

0.02 

0.19 

0.000 

0.23 

0.31 


4 DWM 

0802000500429900 

1.474 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.914 

0.26 

0.090 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.13 

0.20 


4 JBD 

0802000500422300 

5.962 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.097 

-0.05 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


4 KDD 

0802000500423700 

2.186 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.186 

0.02 

0.090 

0.13 

0.02 

0.02 

0.02 

0.00 

0.07 

0.04 

0.50 

0.000 

0.19 

0.33 


4 KKM 

0802000500443000 

1.305 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.305 

0.84 

0.090 

0.13 

0.02 

0.01 

0.01 

0.00 

0.19 

0.13 

0.54 

0.000 

0.23 

0.32 


4 KKSM 

0802000500443300 

0.798 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.798 

1.53 

0.090 

0.01 

0.00 

0.01 

0.01 

0.00 

0.11 

0.07 

0.06 

0.000 

0.22 

0.33 


4 NWD 

0802000500430800 

3.671 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

1.488 

0.34 

0.090 

0.04 

0.01 

0.00 

0.01 

0.00 

0.07 

0.05 

0.16 

0.000 

0.09 

0.12 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.183 

0.34 

0.090 

0.06 

0.01 

0.02 

0.02 

0.00 

0.08 

0.06 

0.24 

0.000 

0.14 

0.18 


4 PRKM 

0802000500440600 

8.695 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

1.858 

1.32 

0.090 

0.01 

0.00 

0.01 

0.01 

0.00 

0.22 

0.14 

0.06 

0.000 

0.04 

0.07 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

6.837 

1.32 

0.090 

0.06 

0.01 

0.06 

0.07 

0.00 

0.73 

0.46 

0.23 

0.001 

0.16 

0.26 


4 RPM 

0802000500440400 

2.723 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.723 

1.58 

0.090 

0.10 

0.01 

0.02 

0.03 

0.00 

0.43 

0.29 

0.39 

0.000 

0.22 

0.32 


4 RWM 

0802000500429800 

1.721 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.727 

0.21 

0.090 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.09 

0.14 


4 SPD 

0802000500418200 

6.682 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.609 

0.24 

0.090 

0.01 

0.00 

0.02 

0.03 

0.00 

0.02 

0.01 

0.03 

0.000 

0.07 

0.13 


5 CLD 

0802000500422900 

3.292 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.796 

0.01 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.07 

0.000 

0.05 

0.08 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.496 

0.01 

0.090 

0.05 

0.01 

0.02 

0.02 

0.00 

-0.01 

0.00 

0.22 

0.000 

0.14 

0.25 


5 DWD 

0802000500438100 

1.501 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.501 

0.11 

0.090 

0.02 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

0.10 

0.000 

0.23 

0.31 


5 DWM 

0802000500430100 

1.521 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.521 

0.45 

0.090 

0.00 

0.00 

0.01 

0.01 

0.00 

0.03 

0.02 

0.00 

0.000 

0.22 

0.32 


5 JBD 

0802000500422100 

2.041 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.004 

0.18 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


5 KDD 

0802000500423600 

0.626 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.626 

0.01 

0.090 

0.03 

0.01 

0.01 

0.01 

0.00 

0.01 

0.01 

0.14 

0.000 

0.19 

0.33 


5 KKM 

0802000500442500 

1.596 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.521 

0.48 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.09 

0.000 

0.08 

0.10 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.074 

0.48 

0.090 

0.05 

0.01 

0.01 

0.01 

0.00 

0.07 

0.05 

0.19 

0.000 

0.16 

0.21 


5 KKSM 

0802000500443400 

2.573 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

1.301 

1.14 

0.090 

0.01 

0.00 

0.00 

0.01 

0.00 

0.13 

0.09 

0.05 

0.000 

0.11 

0.16 











Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


(24j 

(25j 


(27) 

(2s; 

(29; 

(30; 

( 31 ) 

(32j 

(33; 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

2 KHD 

0802000500421500 

0.20 

0.00 

31.50 

0.00 

0.01 

0.01 

0.01 

0.04 

0.00 

- 

0.0061 

0.0069 

- 

0.013 

0.014 

0.027 

0.001 

0.026 

0.024 

93.32 

Critical 

2 KKM 

0802000500442700 

0.20 

0.04 

98.17 

0.05 

0.02 

0.07 

0.06 

0.28 

0.01 

0.0300 

0.0088 

0.0124 

- 

0.051 

0.061 

0.135 

0.007 

0.128 

0.292 

228.00 

Over Exploited 

2 KKM-A 

0802000500442000 

0.20 

0.05 

82.01 

0.06 

0.03 

0.09 

0.06 

0.28 

0.01 

0.0300 

0.0106 

0.0150 

- 

0.056 

0.068 

0.155 

0.008 

0.147 

0.243 

165.66 

Over Exploited 

2 KKSM 

0802000500442800 

0.20 

0.17 

113.04 

0.21 

0.08 

0.29 

0.05 

0.28 

0.04 

0.0400 

0.0389 

0.0550 

- 

0.134 

0.177 

0.464 

0.023 

0.441 

0.349 

79.09 

Semi Critical 

2 KKSM-A 

0802000500442900 

0.20 

0.11 

91.88 

0.14 

0.04 

0.18 

0.05 

0.27 

0.03 

0.0100 

0.0252 

0.0356 

- 

0.071 

0.099 

0.277 

0.014 

0.263 

0.049 

18.75 

Safe 

2 NGM 

0802000500420900 

0.20 

0.04 

(124.80) 

0.04 

0.04 

0.08 

0.03 

0.12 

0.01 

- 

0.0283 

0.0320 

- 

0.060 

0.072 

0.150 

0.008 

0.143 

0.041 

28.95 

Safe 

2 NWD 

0802000500430900 

0.20 

0.08 

(3.51) 

0.08 

0.05 

0.13 

0.06 

0.29 

0.02 

0.0500 

0.0176 

0.0249 

- 

0.093 

0.113 

0.243 

0.012 

0.231 

0.462 

200.03 

Over Exploited 

2 NWM 

0802000500439500 

0.20 

0.17 

(19.93) 

0.13 

0.03 

0.17 

0.06 

0.30 

0.04 

0.0400 

0.0135 

0.0190 

- 

0.073 

0.113 

0.280 

0.014 

0.266 

0.324 

121.99 

Over Exploited 

2 PRKM 

0802000500440700 

0.20 

0.00 

3,708.24 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0005 

0.0006 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.032 

1,506.31 

Over Exploited 



0.20 

0.08 

42.46 

0.09 

0.06 

0.15 

0.05 

0.24 

0.02 

0.0600 

0.0246 

0.0278 

- 

0.112 

0.132 

0.281 

0.014 

0.267 

0.551 

206.71 

Over Exploited 

2 RPM 

0802000500440000 

0.20 

0.11 

67.61 

0.13 

0.06 

0.19 

0.06 

0.28 

0.03 

0.0300 

0.0302 

0.0341 

- 

0.094 

0.122 

0.309 

0.015 

0.294 

0.308 

104.93 

Over Exploited 

2 SPD 

0802000500418400 

0.20 

0.09 

(71.45) 

0.07 

0.06 

0.13 

0.04 

0.18 

0.02 

0.0100 

0.0388 

0.0438 

- 

0.093 

0.116 

0.246 

0.012 

0.234 

0.130 

55.70 

Safe 

20 NWD 

0802000500428100 

0.20 

0.09 

(65.45) 

0.07 

0.05 

0.12 

0.05 

0.25 

0.02 

0.0300 

0.0267 

0.0302 

- 

0.087 

0.109 

0.229 

0.011 

0.218 

0.308 

141.43 

Over Exploited 

21 NWD 

0802000500423300 

0.20 

0.04 

(80.20) 

0.03 

0.03 

0.06 

0.05 

0.25 

0.01 

0.0200 

0.0125 

0.0141 

- 

0.047 

0.057 

0.118 

0.006 

0.112 

0.178 

158.37 

Over Exploited 

21-22 DWD 

0802000500427500 

0.20 

0.03 

(70.87) 

0.02 

0.05 

0.07 

0.02 

0.11 

0.01 

0.0400 

0.0225 

0.0318 

- 

0.094 

0.102 

0.172 

0.009 

0.164 

0.203 

124.12 

Over Exploited 

22 NWD 

0802000500423400 

0.20 

0.08 

(78.72) 

0.06 

0.05 

0.11 

0.05 

0.25 

0.02 

0.0300 

0.0245 

0.0277 

- 

0.082 

0.103 

0.213 

0.011 

0.203 

0.267 

131.95 

Over Exploited 

23 DWD 

0802000500427800 

0.20 

0.07 

(121.43) 

0.05 

0.05 

0.11 

0.05 

0.26 

0.02 

0.0200 

0.0280 

0.0339 

- 

0.082 

0.099 

0.206 

0.010 

0.196 

0.097 

49.65 

Safe 

24 DWD 

0802000500427600 

0.20 

0.08 

(108.30) 

0.07 

0.06 

0.13 

0.05 

0.26 

0.02 

0.0300 

0.0346 

0.0419 

- 

0.107 

0.128 

0.258 

0.013 

0.245 

0.162 

66.26 

Safe 

25 DWD 

0802000500424500 

0.20 

0.09 

(114.93) 

0.07 

0.07 

0.13 

0.05 

0.25 

0.02 

0.0200 

0.0321 

0.0454 

- 

0.098 

0.120 

0.255 

0.013 

0.242 

0.113 

46.78 

Safe 

26 DWD 

0802000500427700 

0.20 

0.07 

(103.70) 

0.05 

0.06 

0.11 

0.05 

0.25 

0.02 

0.0300 

0.0288 

0.0348 

- 

0.094 

0.111 

0.220 

0.011 

0.209 

0.178 

85.11 

Semi Critical 

27 DWD 

0802000500424300 

0.20 

0.08 

(88.32) 

0.06 

0.05 

0.11 

0.05 

0.25 

0.02 

0.0200 

0.0235 

0.0265 

- 

0.070 

0.090 

0.197 

0.010 

0.187 

0.211 

112.80 

Over Exploited 

28 DWD 

0802000500424100 

0.20 

0.06 

(68.94) 

0.04 

0.04 

0.08 

0.05 

0.25 

0.01 

0.0300 

0.0172 

0.0195 

- 

0.067 

0.081 

0.161 

0.008 

0.153 

0.243 

158.53 

Over Exploited 

28 RWD 

0802000500438700 

0.20 

0.00 

228.80 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0008 

0.0015 

- 

0.002 

0.002 

0.004 

0.000 

0.004 

0.000 

0.37 

Safe 

29 DWD 

0802000500424400 

0.20 

0.06 

(102.33) 

0.05 

0.05 

0.10 

0.05 

0.25 

0.02 

0.0300 

0.0237 

0.0335 

- 

0.087 

0.104 

0.206 

0.010 

0.196 

0.170 

86.97 

Semi Critical 

29 RWD 

0802000500436600 

0.20 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

0.37 

Safe 

3 CLD 

0802000500422800 

0.20 

0.04 

- 

0.04 

0.03 

0.07 

0.04 

0.22 

0.01 

0.0400 

0.0123 

0.0174 

- 

0.070 

0.081 

0.155 

0.015 

0.139 

0.324 

232.72 

Over Exploited 

3 DWM 

0802000500431200 

0.20 

0.07 

(75.25) 

0.06 

0.03 

0.08 

0.06 

0.27 

0.02 

- 

0.0194 

0.0219 

- 

0.041 

0.059 

0.143 

0.007 

0.136 

0.000 

0.16 

Safe 

3 DWSM 

0802000500437600 

0.20 

0.01 

- 

0.01 

0.01 

0.02 

0.03 

0.14 

0.00 

0.0100 

0.0077 

0.0109 

- 

0.029 

0.031 

0.056 

0.006 

0.051 

0.073 

144.39 

Over Exploited 

3 KDD 

0802000500421000 

0.20 

0.15 

(97.75) 

0.12 

0.08 

0.20 

0.05 

0.24 

0.04 

0.0400 

0.0475 

0.0536 

- 

0.141 

0.179 

0.379 

0.019 

0.360 

0.325 

90.21 

Critical 

3 KKM 

0802000500442600 

0.20 

0.06 

109.27 

0.08 

0.04 

0.12 

0.06 

0.28 

0.02 

0.0600 

0.0138 

0.0195 

- 

0.093 

0.109 

0.230 

0.011 

0.218 

0.518 

237.50 

Over Exploited 

3 KKSM 

0802000500443200 

0.20 

0.11 

97.05 

0.13 

0.04 

0.18 

0.05 

0.27 

0.03 

- 

0.0250 

0.0354 

- 

0.060 

0.088 

0.265 

0.013 

0.252 

0.041 

16.44 

Safe 

3 NWD 

0802000500430600 

0.20 

0.09 

(11.32) 

0.08 

0.05 

0.12 

0.06 

0.28 

0.02 

0.0400 

0.0236 

0.0267 

- 

0.090 

0.112 

0.235 

0.012 

0.223 

0.332 

149.00 

Over Exploited 

3 RPM 

0802000500440200 

0.20 

0.10 

96.42 

0.12 

0.05 

0.17 

0.05 

0.27 

0.03 

0.0300 

0.0280 

0.0316 

- 

0.090 

0.115 

0.287 

0.014 

0.273 

0.227 

83.37 

Semi Critical 

3 RWSM 

0802000500426700 

0.20 

0.00 

(2,433.43) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0004 

0.0005 

- 

0.001 

0.001 

0.002 

0.000 

0.001 

0.000 

0.21 

Safe 

3 SPD 

0802000500418300 

0.20 

0.00 

216.87 

0.01 

0.01 

0.02 

0.01 

0.04 

0.00 

- 

0.0083 

0.0094 

- 

0.018 

0.019 

0.037 

0.002 

0.035 

0.041 

117.30 

Over Exploited 

3+4 NWM 

0802000500439900 

0.20 

0.24 

13.12 

0.28 

0.06 

0.34 

0.05 

0.25 

0.06 

0.0500 

0.0237 

0.0335 

- 

0.107 

0.167 

0.504 

0.025 

0.479 

0.422 

88.11 

Semi Critical 



0.20 

0.01 

511.33 

0.01 

0.02 

0.03 

0.01 

0.04 

0.00 

0.0100 

0.0102 

0.0144 

- 

0.035 

0.036 

0.062 

0.003 

0.059 

0.073 

124.19 

Over Exploited 

30 DWD 

0802000500424200 

0.20 

0.11 

(96.65) 

0.09 

0.06 

0.15 

0.05 

0.25 

0.03 

0.0300 

0.0333 

0.0376 

- 

0.101 

0.129 

0.275 

0.014 

0.261 

0.243 

93.15 

Critical 

31 DWD 

0802000500423500 

0.20 

0.18 

(108.12) 

0.14 

0.09 

0.24 

0.05 

0.25 

0.05 

0.0300 

0.0555 

0.0627 

- 

0.148 

0.195 

0.433 

0.022 

0.411 

0.260 

63.18 

Safe 

31 RWD 

0802000500438400 

0.20 

0.05 

7.66 

0.06 

0.03 

0.08 

0.06 

0.29 

0.01 

0.0400 

0.0107 

0.0151 

- 

0.066 

0.078 

0.162 

0.008 

0.154 

0.365 

236.88 

Over Exploited 

32 RWD 

0802000500439300 

0.20 

0.01 

383.48 

0.01 

0.00 

0.01 

0.01 

0.06 

0.00 

0.0100 

0.0019 

0.0036 

- 

0.016 

0.017 

0.028 

0.001 

0.027 

0.081 

301.48 

Over Exploited 

33 RWD 

0802000500438300 

0.20 

0.00 

375.92 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0002 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.016 

1,427.94 

Over Exploited 



0.20 

0.04 

4.34 

0.04 

0.03 

0.07 

0.04 

0.21 

0.01 

0.0300 

0.0089 

0.0167 

- 

0.056 

0.065 

0.136 

0.007 

0.129 

0.251 

194.80 

Over Exploited 

34 RWD 

0802000500439700 

0.20 

0.02 

58.88 

0.03 

0.01 

0.04 

0.02 

0.10 

0.01 

0.0100 

0.0040 

0.0076 

- 

0.022 

0.027 

0.064 

0.003 

0.061 

0.065 

107.67 

Over Exploited 



0.20 

0.05 

(30.79) 

0.04 

0.03 

0.07 

0.03 

0.15 

0.01 

0.0100 

0.0143 

0.0270 

- 

0.051 

0.063 

0.129 

0.006 

0.122 

0.089 

73.09 

Semi Critical 

4 CLD 

0802000500422700 

0.20 

0.04 

- 

0.04 

0.04 

0.08 

0.02 

0.09 

0.01 

0.0100 

0.0254 

0.0358 

- 

0.071 

0.080 

0.159 

0.016 

0.143 

0.097 

68.00 

Safe 

4 DWD 

0802000500438000 

0.20 

0.05 

(62.62) 

0.04 

0.03 

0.07 

0.06 

0.29 

0.01 

0.0200 

0.0127 

0.0144 

- 

0.047 

0.059 

0.126 

0.006 

0.120 

0.194 

161.83 

Over Exploited 

4 DWM 

0802000500429900 

0.20 

0.02 

(86.78) 

0.02 

0.02 

0.04 

0.03 

0.17 

0.01 

- 

0.0112 

0.0127 

- 

0.024 

0.030 

0.066 

0.003 

0.063 

0.000 

0.20 

Safe 

4 JBD 

0802000500422300 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0010 

0.0013 

- 

0.002 

0.002 

0.004 

0.000 

0.004 

0.000 

0.36 

Safe 

4 KDD 

0802000500423700 

0.20 

0.08 

(49.11) 

0.07 

0.06 

0.13 

0.05 

0.24 

0.02 

0.0600 

0.0268 

0.0303 

- 

0.117 

0.139 

0.267 

0.013 

0.253 

0.502 

198.31 

Over Exploited 

4 KKM 

0802000500443000 

0.20 

0.06 

123.73 

0.07 

0.04 

0.11 

0.06 

0.28 

0.01 

0.0600 

0.0128 

0.0181 

- 

0.091 

0.105 

0.218 

0.011 

0.207 

0.535 

258.05 

Over Exploited 

4 KKSM 

0802000500443300 

0.20 

0.03 

104.97 

0.04 

0.01 

0.06 

0.05 

0.27 

0.01 

0.0100 

0.0078 

0.0111 

- 

0.029 

0.038 

0.093 

0.005 

0.088 

0.057 

64.74 

Safe 

4 NWD 

0802000500430800 

0.20 

0.03 

77.89 

0.03 

0.02 

0.05 

0.02 

0.12 

0.01 

0.0200 

0.0057 

0.0081 

- 

0.034 

0.041 

0.094 

0.005 

0.089 

0.162 

181.46 

Over Exploited 



0.20 

0.06 

0.91 

0.06 

0.05 

0.11 

0.03 

0.17 

0.01 

0.0300 

0.0214 

0.0303 

- 

0.082 

0.097 

0.204 

0.010 

0.194 

0.243 

125.53 

Over Exploited 

4 PRKM 

0802000500440600 

0.20 

0.02 

740.24 

0.02 

0.01 

0.03 

0.01 

0.05 

0.00 

0.0100 

0.0089 

0.0101 

- 

0.029 

0.033 

0.066 

0.003 

0.063 

0.057 

91.32 

Critical 



0.20 

0.22 

110.06 

0.26 

0.14 

0.40 

0.04 

0.20 

0.06 

0.0300 

0.0838 

0.0948 

- 

0.209 

0.265 

0.664 

0.033 

0.631 

0.228 

36.15 

Safe 

4 RPM 

0802000500440400 

0.20 

0.12 

145.15 

0.14 

0.06 

0.20 

0.05 

0.27 

0.03 

0.0400 

0.0334 

0.0377 

- 

0.111 

0.141 

0.342 

0.017 

0.325 

0.389 

119.88 

Over Exploited 

4 RWM 

0802000500429800 

0.20 

0.01 

(99.23) 

0.01 

0.01 

0.02 

0.02 

0.11 

0.00 

- 

0.0089 

0.0101 

- 

0.019 

0.022 

0.046 

0.002 

0.044 

0.000 

0.22 

Safe 

4 SPD 

0802000500418200 

0.20 

0.04 

(71.99) 

0.03 

0.05 

0.08 

0.02 

0.09 

0.01 

- 

0.0320 

0.0362 

- 

0.068 

0.078 

0.156 

0.008 

0.148 

0.032 

21.84 

Safe 

5 CLD 

0802000500422900 

0.20 

0.01 

15.60 

0.01 

0.01 

0.01 

0.01 

0.06 

0.00 

0.0100 

0.0038 

0.0043 

- 

0.018 

0.020 

0.034 

0.002 

0.033 

0.065 

199.85 

Over Exploited 



0.20 

0.07 

(104.15) 

0.06 

0.06 

0.11 

0.04 

0.18 

0.02 

0.0200 

0.0306 

0.0346 

- 

0.085 

0.104 

0.218 

0.011 

0.207 

0.219 

105.89 

Over Exploited 

5 DWD 

0802000500438100 

0.20 

0.07 

(92.93) 

0.06 

0.03 

0.08 

0.06 

0.29 

0.02 

0.0100 

0.0184 

0.0208 

- 

0.049 

0.066 

0.150 

0.007 

0.142 

0.097 

68.37 

Safe 

5 DWM 

0802000500430100 

0.20 

0.07 

(65.92) 

0.05 

0.03 

0.08 

0.05 

0.27 

0.02 

- 

0.0186 

0.0211 

- 

0.040 

0.056 

0.137 

0.007 

0.130 

0.000 

0.16 

Safe 

5 JBD 

0802000500422100 

0.20 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

5 KDD 

0802000500423600 

0.20 

0.02 

(77.39) 

0.02 

0.02 

0.04 

0.05 

0.24 

0.01 

0.0200 

0.0077 

0.0087 

- 

0.036 

0.043 

0.084 

0.004 

0.080 

0.138 

173.44 

Over Exploited 

5 KKM 

0802000500442500 

0.20 

0.01 

263.01 

0.01 

0.00 

0.01 

0.02 

0.09 

0.00 

0.0100 

0.0020 

0.0028 

- 

0.015 

0.017 

0.030 

0.001 

0.028 

0.089 

316.58 

Over Exploited 



0.20 

0.03 

49.41 

0.04 

0.03 

0.07 

0.04 

0.19 

0.01 

0.0200 

0.0105 

0.0149 

- 

0.045 

0.054 

0.122 

0.006 

0.116 

0.194 

167.79 

Over Exploited 

5 KKSM 

0802000500443400 

0.20 

0.03 

215.74 

0.04 

0.01 

0.04 

0.03 

0.14 

0.01 

0.0100 

0.0050 

0.0071 

- 

0.022 

0.029 

0.073 

0.004 

0.069 

0.049 

70.91 

Semi Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.272 

1.14 

0.090 

0.01 

0.00 

0.01 

0.01 

0.00 

0.12 

0.08 

0.04 

0.000 

0.11 

0.16 


5 NWD 

0802000500430700 

2.007 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

1.320 

0.54 

0.090 

0.07 

0.01 

0.00 

0.01 

0.00 

0.11 

0.08 

0.29 

0.000 

0.15 

0.20 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.686 

0.54 

0.090 

0.04 

0.01 

0.01 

0.01 

0.00 

0.05 

0.04 

0.15 

0.000 

0.08 

0.11 


5 PRKM 

0802000500440500 

7.345 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

7.345 

1.64 

0.090 

0.07 

0.01 

0.06 

0.07 

0.00 

1.01 

0.65 

0.29 

0.001 

0.21 

0.32 


5 RPM 

0802000500441600 

2.716 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.716 

1.72 

0.090 

0.07 

0.01 

0.02 

0.03 

0.00 

0.43 

0.29 

0.28 

0.000 

0.22 

0.32 


6 DWD 

0802000500431000 

2.400 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.400 

0.21 

0.090 

0.09 

0.01 

0.02 

0.02 

0.00 

0.08 

0.06 

0.34 

0.000 

0.23 

0.31 


6 DWM 

0802000500430000 

2.482 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.482 

0.68 

0.090 

0.00 

0.00 

0.02 

0.02 

0.00 

0.11 

0.07 

0.00 

0.000 

0.21 

0.32 


6 JBD 

0802000500422200 

2.003 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.595 

0.08 

0.090 

0.03 

0.00 

0.01 

0.02 

0.00 

0.01 

0.01 

0.12 

0.000 

0.14 

0.27 


6 KDD 

0802000500423200 

2.185 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

1.611 

0.16 

0.090 

0.04 

0.01 

0.01 

0.01 

0.00 

0.04 

0.02 

0.15 

0.000 

0.14 

0.24 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.575 

0.16 

0.090 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.06 

0.000 

0.05 

0.09 


6 KKM 

0802000500443100 

1.816 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.816 

0.80 

0.090 

0.01 

0.00 

0.01 

0.02 

0.00 

0.11 

0.08 

0.05 

0.000 

0.23 

0.32 


6 NWD 

0802000500430500 

1.250 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.250 

0.54 

0.090 

0.11 

0.02 

0.01 

0.01 

0.00 

0.13 

0.09 

0.44 

0.000 

0.22 

0.31 


6 RPM 

0802000500441500 

1.715 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.715 

1.78 

0.090 

0.07 

0.01 

0.01 

0.02 

0.00 

0.30 

0.20 

0.27 

0.000 

0.21 

0.33 


7 DWD 

0802000500431400 

1.928 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.904 

0.07 

0.090 

0.02 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.07 

0.000 

0.22 

0.31 


7 DWM 

0802000500428800 

5.364 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.364 

0.64 

0.090 

0.00 

0.00 

0.05 

0.05 

0.00 

0.21 

0.14 

0.00 

0.001 

0.21 

0.32 


7 KDD 

0802000500423000 

8.379 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

8.379 

0.00 

0.090 

0.11 

0.02 

0.07 

0.08 

0.00 

0.00 

0.00 

0.42 

0.001 

0.19 

0.33 


7 KKM 

0802000500443500 

1.437 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.437 

0.74 

0.090 

0.02 

0.00 

0.01 

0.01 

0.00 

0.09 

0.06 

0.08 

0.000 

0.23 

0.32 


7 KKM-A 

0802000500442400 

5.573 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.531 

0.43 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.000 

0.02 

0.03 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.042 

0.43 

0.090 

0.02 

0.00 

0.03 

0.05 

0.00 

0.14 

0.10 

0.09 

0.001 

0.21 

0.29 


7 KWD 

0802000500424900 

4.245 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.711 

0.07 

0.090 

0.00 

0.00 

0.02 

0.03 

0.00 

-0.04 

-0.02 

0.00 

0.000 

0.08 

0.13 


7 NWD 

0802000500430400 

0.958 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.024 

0.79 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.933 

0.79 

0.090 

0.07 

0.01 

0.01 

0.01 

0.00 

0.11 

0.08 

0.28 

0.000 

0.22 

0.31 


7 RWM 

0802000500429200 

1.552 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.212 

0.14 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.000 

0.03 

0.04 


7 SPM 

0802000500437700 

1.579 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.501 

-0.10 

0.090 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.02 

0.000 

0.07 

0.10 


8 AM 

0802000500426600 

2.213 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.305 

0.07 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

-0.01 

0.00 

0.00 

0.000 

0.03 

0.05 


8 DWD 

0802000500431500 

1.386 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.155 

0.00 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.04 


8 DWM 

0802000500429100 

2.580 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.834 

0.16 

0.090 

0.08 

0.01 

0.02 

0.02 

0.00 

0.06 

0.04 

0.31 

0.000 

0.15 

0.23 


8 KKM 

0802000500443600 

1.195 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.147 

0.69 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.03 

0.04 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.048 

0.69 

0.090 

0.01 

0.00 

0.01 

0.01 

0.00 

0.06 

0.04 

0.03 

0.000 

0.20 

0.28 


8 KWD 

0802000500425200 

1.862 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.179 

0.07 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 


8 NWD 

0802000500430200 

3.815 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.815 

0.71 

0.090 

0.13 

0.02 

0.03 

0.04 

0.00 

0.28 

0.20 

0.53 

0.001 

0.22 

0.32 


9 DWD 

0802000500431600 

1.249 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.016 

0.05 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


9 DWM 

0802000500427900 

2.757 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.677 

0.08 

0.090 

0.07 

0.02 

0.03 

0.04 

0.00 

0.00 

0.00 

0.28 

0.000 

0.20 

0.32 


9 KKM 

0802000500443700 

6.048 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

5.150 

1.10 

0.090 

0.01 

0.00 

0.01 

0.02 

0.00 

0.49 

0.33 

0.02 

0.001 

0.19 

0.28 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.898 

1.10 

0.090 

0.00 

0.00 

0.00 

0.01 

0.00 

0.08 

0.05 

0.01 

0.000 

0.03 

0.05 


9 NWD 

0802000500430300 

2.299 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.299 

1.03 

0.090 

0.10 

0.02 

0.02 

0.02 

0.00 

0.25 

0.17 

0.41 

0.000 

0.22 

0.32 


9 SPM 

0802000500438500 

3.812 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.399 

0.01 

0.090 

0.02 

0.00 

0.02 

0.03 

0.00 

-0.03 

-0.03 

0.09 

0.000 

0.21 

0.27 


99 RD 

0802000500420800 

4.385 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.843 

0.08 

0.090 

0.01 

0.00 

0.01 

0.01 

0.00 

-0.01 

0.00 

0.02 

0.000 

0.04 

0.06 


BACHHUSAR 

0802000600466100 

13.837 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

6.934 

-0.01 

0.090 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.018 

0.13 

0.15 






Non-command 

Non-command 

Younger Alluvium 

1.153 

-0.01 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.02 

0.02 


BANGASAR 

0802000500441000 

51.747 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.783 

-0.04 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 






Non-command 

Non-command 

Younger Alluvium 

27.777 

-0.04 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.10 

0.19 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.079 

-0.04 

0.090 

0.00 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


BANNASAR 

0802000500445400 

27.049 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.621 

-0.15 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 







Non-command 

Younger Alluvium 

24.210 

-0.15 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.17 

0.34 


BARAMSAR 

0802000500441300 

48.347 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

48.250 

0.09 

0.090 

0.03 

0.00 

0.07 

0.09 

0.00 

0.25 

0.14 

0.12 

0.007 

0.20 

0.34 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.097 

0.09 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Barjangsar 

0804000300608100 

37.626 

Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

20.290 

-0.07 

0.040 

0.01 

0.00 

0.03 

0.04 

0.00 

0.00 

0.00 

0.00 

0.030 

0.14 

0.26 







Command 

Younger Alluvium 

4.602 

-0.07 

0.100 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.007 

0.03 

0.06 


BHAGWANSAR 

0802000600451300 

33.946 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

23.291 

0.02 

0.090 

0.02 

0.00 

0.05 

0.09 

0.00 

-0.08 

-0.08 

0.00 

0.060 

0.18 

0.19 


Bhaoowala 

0804000300605800 

22.764 

Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

4.501 

-0.32 

0.040 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.007 

0.05 

0.08 


Bhiyansar 

0804000300605200 

11.515 

Fresh 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.043 

-0.05 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bijarasar 

0804000300605300 

27.647 

Fresh 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

7.246 

0.03 

0.100 

0.04 

0.00 

0.01 

0.01 

0.00 

0.04 

0.02 

0.16 

0.011 

0.06 

0.14 





Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

16.486 

0.03 

0.100 

0.09 

0.00 

0.02 

0.03 

0.00 

0.09 

0.04 

0.31 

0.024 

0.15 

0.32 


BINJHASAR 

0802000500447400 

7.842 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

7.842 

-0.32 

0.090 

0.00 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.00 

0.001 

0.22 

0.46 


BISARASAR 

0802000500447500 

56.004 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

51.362 

-0.52 

0.090 

0.00 

0.00 

0.07 

0.10 

0.00 

0.00 

0.00 

0.00 

0.007 

0.19 

0.40 


CHAILASARI 

0802000500442200 

19.756 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

19.756 

0.33 

0.090 

0.01 

0.00 

0.04 

0.08 

0.00 

0.48 

0.40 

0.02 

0.003 

0.25 

0.30 


CHAK NYOLAKHI BARANI 

0802000500442300 

17.390 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

16.827 

0.33 

0.090 

0.01 

0.00 

0.03 

0.06 

0.00 

0.40 

0.30 

0.06 

0.002 

0.23 

0.31 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.564 

0.33 

0.090 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


CHANDERI BARI 

0802000500444400 

23.633 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

23.633 

0.07 

0.090 

0.00 

0.00 

0.03 

0.05 

0.00 

0.08 

0.04 

0.00 

0.003 

0.20 

0.35 


CHANDERI CHHOTI 

0802000500444300 

19.390 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

19.390 

0.49 

0.090 

0.00 

0.00 

0.03 

0.04 

0.00 

0.80 

0.49 

0.00 

0.003 

0.21 

0.34 


Daloosar 

0804000300604300 

25.987 

Fresh 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.459 

-0.17 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 





Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

4.908 

-0.17 

0.100 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.01 

0.007 

0.04 

0.10 


DANIASAR 

0802000500444700 

21.933 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

10.685 

-0.06 

0.090 

0.00 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.00 

0.001 

0.09 

0.18 






Non-command 

Non-command 

Younger Alluvium 

11.248 

-0.06 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.10 

0.19 


Devasar 

0802000600467300 

14.715 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

14.715 

-0.02 

0.090 

0.01 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.00 

0.038 

0.23 

0.36 


DHANI LAGHAN 

0802000500447800 

19.059 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

19.059 

-0.35 

0.090 

0.05 

0.00 

0.03 

0.04 

0.00 

0.00 

0.00 

0.18 

0.003 

0.22 

0.39 


DHANI MAHELA 

0802000500447600 

13.741 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

13.741 

-0.32 

0.090 

0.00 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.00 

0.002 

0.21 

0.39 










Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 


(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.20 

0.03 

191.85 

0.03 

0.02 

0.05 

0.03 

0.14 

0.01 

- 

0.0125 

0.0176 

- 

0.030 

0.037 

0.092 

0.005 

0.087 

0.041 

47.16 

Safe 

5 NWD 

0802000500430700 

0.20 

0.04 

111.17 

0.05 

0.02 

0.07 

0.04 

0.19 

0.01 

0.0300 

0.0063 

0.0072 

- 

0.044 

0.053 

0.120 

0.006 

0.114 

0.292 

255.68 

Over Exploited 



0.20 

0.01 

244.94 

0.01 

0.02 

0.04 

0.02 

0.10 

0.00 

0.0200 

0.0084 

0.0095 

- 

0.038 

0.041 

0.076 

0.004 

0.072 

0.146 

202.16 

Over Exploited 

5 PRKM 

0802000500440500 

0.20 

0.31 

113.34 

0.37 

0.15 

0.51 

0.05 

0.26 

0.08 

0.0300 

0.0900 

0.1018 

- 

0.222 

0.300 

0.814 

0.041 

0.774 

0.293 

37.87 

Safe 

5 RPM 

0802000500441600 

0.20 

0.12 

147.33 

0.14 

0.06 

0.20 

0.05 

0.27 

0.03 

0.0300 

0.0333 

0.0376 

- 

0.101 

0.130 

0.331 

0.017 

0.314 

0.284 

90.46 

Critical 

6 DWD 

0802000500431000 

0.20 

0.11 

(45.34) 

0.09 

0.05 

0.14 

0.06 

0.28 

0.03 

0.0400 

0.0294 

0.0333 

- 

0.103 

0.130 

0.271 

0.014 

0.257 

0.340 

132.24 

Over Exploited 

6 DWM 

0802000500430000 

0.20 

0.11 

(33.60) 

0.09 

0.05 

0.13 

0.05 

0.27 

0.03 

- 

0.0304 

0.0344 

- 

0.065 

0.092 

0.223 

0.011 

0.212 

0.000 

0.16 

Safe 

6 JBD 

0802000500422200 

0.20 

0.05 

(82.76) 

0.04 

0.03 

0.06 

0.04 

0.18 

0.01 

0.0100 

0.0156 

0.0221 

- 

0.048 

0.060 

0.123 

0.006 

0.116 

0.122 

105.00 

Over Exploited 

6 KDD 

0802000500423200 

0.20 

0.05 

(51.33) 

0.04 

0.03 

0.06 

0.04 

0.18 

0.01 

0.0300 

0.0093 

0.0131 

- 

0.052 

0.064 

0.128 

0.006 

0.121 

0.146 

120.56 

Over Exploited 



0.20 

0.01 

(59.57) 

0.00 

0.01 

0.02 

0.01 

0.06 

0.00 

0.0100 

0.0085 

0.0119 

- 

0.030 

0.032 

0.051 

0.003 

0.049 

0.057 

117.44 

Over Exploited 

6 KKM 

0802000500443100 

0.20 

0.08 

(5.81) 

0.08 

0.03 

0.11 

0.06 

0.28 

0.02 

0.0100 

0.0178 

0.0252 

- 

0.053 

0.073 

0.181 

0.009 

0.172 

0.049 

28.63 

Safe 

6 NWD 

0802000500430500 

0.20 

0.06 

62.93 

0.07 

0.04 

0.11 

0.06 

0.28 

0.01 

0.0500 

0.0153 

0.0173 

- 

0.083 

0.097 

0.207 

0.010 

0.196 

0.437 

222.75 

Over Exploited 

6 RPM 

0802000500441500 

0.20 

0.07 

169.83 

0.09 

0.04 

0.13 

0.05 

0.27 

0.02 

0.0300 

0.0210 

0.0238 

- 

0.075 

0.093 

0.223 

0.011 

0.212 

0.267 

126.11 

Over Exploited 

7 DWD 

0802000500431400 

0.20 

0.08 

(102.95) 

0.07 

0.04 

0.10 

0.06 

0.28 

0.02 

0.0100 

0.0233 

0.0264 

- 

0.060 

0.081 

0.184 

0.009 

0.175 

0.065 

37.31 

Safe 

7 DWM 

0802000500428800 

0.20 

0.23 

(38.61) 

0.18 

0.10 

0.28 

0.05 

0.27 

0.06 

- 

0.0658 

0.0743 

- 

0.140 

0.198 

0.479 

0.024 

0.455 

0.001 

0.16 

Safe 

7 KDD 

0802000500423000 

0.20 

0.32 

- 

0.32 

0.18 

0.49 

0.05 

0.24 

0.08 

0.0500 

0.1027 

0.1161 

- 

0.269 

0.351 

0.843 

0.084 

0.759 

0.422 

55.64 

Safe 

7 KKM 

0802000500443500 

0.20 

0.06 

(1.51) 

0.06 

0.02 

0.09 

0.06 

0.28 

0.02 

0.0100 

0.0141 

0.0199 

- 

0.044 

0.060 

0.148 

0.007 

0.141 

0.081 

57.78 

Safe 

7 KKM-A 

0802000500442400 

0.20 

0.00 

445.73 

0.00 

0.00 

0.01 

0.01 

0.03 

0.00 

- 

0.0015 

0.0029 

- 

0.004 

0.005 

0.011 

0.001 

0.010 

0.008 

77.96 

Semi Critical 



0.20 

0.21 

(51.69) 

0.17 

0.08 

0.24 

0.05 

0.26 

0.05 

0.0100 

0.0371 

0.0699 

- 

0.117 

0.168 

0.412 

0.021 

0.391 

0.090 

22.93 

Safe 

7 KWD 

0802000500424900 

0.20 

0.03 

(176.59) 

0.02 

0.05 

0.07 

0.02 

0.10 

0.01 

- 

0.0294 

0.0356 

- 

0.065 

0.072 

0.140 

0.007 

0.133 

0.000 

0.17 

Safe 

7 NWD 

0802000500430400 

0.20 

0.00 

3,840.20 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.001 

0.000 

0.000 

0.008 

1,625.97 

Over Exploited 



0.20 

0.04 

90.39 

0.05 

0.03 

0.08 

0.05 

0.27 

0.01 

0.0300 

0.0114 

0.0129 

- 

0.054 

0.065 

0.141 

0.007 

0.134 

0.284 

212.67 

Over Exploited 

7 RWM 

0802000500429200 

0.20 

0.00 

369.82 

0.00 

0.00 

0.01 

0.01 

0.04 

0.00 

- 

0.0026 

0.0029 

- 

0.006 

0.006 

0.011 

0.001 

0.011 

0.041 

385.51 

Over Exploited 

7 SPM 

0802000500437700 

0.20 

0.01 

- 

0.01 

0.01 

0.02 

0.02 

0.09 

0.00 

- 

0.0074 

0.0104 

- 

0.018 

0.020 

0.040 

0.004 

0.036 

0.024 

67.63 

Safe 

8 AM 

0802000500426600 

0.20 

0.00 

(328.06) 

0.00 

0.01 

0.01 

0.01 

0.04 

0.00 

- 

0.0052 

0.0063 

- 

0.012 

0.012 

0.022 

0.001 

0.021 

0.000 

0.20 

Safe 

8 DWD 

0802000500431500 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.01 

0.03 

0.00 

- 

0.0023 

0.0032 

- 

0.006 

0.006 

0.010 

0.001 

0.009 

0.000 

0.22 

Safe 

8 DWM 

0802000500429100 

0.20 

0.05 

(26.17) 

0.04 

0.04 

0.09 

0.04 

0.19 

0.01 

0.0300 

0.0225 

0.0254 

- 

0.078 

0.092 

0.179 

0.009 

0.170 

0.308 

181.21 

Over Exploited 

8 KKM 

0802000500443600 

0.20 

0.00 

609.08 

0.00 

0.00 

0.00 

0.01 

0.03 

0.00 

- 

0.0004 

0.0008 

- 

0.001 

0.001 

0.003 

0.000 

0.003 

0.000 

0.64 

Safe 



0.20 

0.04 

(0.01) 

0.04 

0.02 

0.06 

0.05 

0.25 

0.01 

- 

0.0077 

0.0145 

- 

0.022 

0.032 

0.089 

0.004 

0.085 

0.032 

37.81 

Safe 

8 KWD 

0802000500425200 

0.20 

0.00 

(416.43) 

0.00 

0.00 

0.01 

0.01 

0.02 

0.00 

- 

0.0031 

0.0037 

- 

0.007 

0.007 

0.012 

0.001 

0.012 

0.000 

0.21 

Safe 

8 NWD 

0802000500430200 

0.20 

0.17 

17.23 

0.20 

0.09 

0.29 

0.06 

0.27 

0.04 

0.0600 

0.0468 

0.0529 

- 

0.160 

0.202 

0.488 

0.024 

0.464 

0.528 

113.75 

Over Exploited 

9 DWD 

0802000500431600 

0.20 

0.00 

(2,339.59) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

9 DWM 

0802000500427900 

0.20 

0.11 

(99.34) 

0.08 

0.09 

0.17 

0.05 

0.25 

0.03 

0.0500 

0.0394 

0.0556 

- 

0.145 

0.172 

0.344 

0.017 

0.327 

0.275 

84.23 

Semi Critical 

9 KKM 

0802000500443700 

0.20 

0.19 

70.09 

0.23 

0.03 

0.26 

0.05 

0.23 

0.05 

- 

0.0148 

0.0280 

- 

0.043 

0.091 

0.354 

0.018 

0.336 

0.025 

7.35 

Safe 



0.20 

0.01 

761.46 

0.01 

0.01 

0.02 

0.01 

0.04 

0.00 

- 

0.0066 

0.0124 

- 

0.019 

0.020 

0.041 

0.002 

0.039 

0.008 

20.83 

Safe 

9 NWD 

0802000500430300 

0.20 

0.10 

71.62 

0.12 

0.06 

0.18 

0.06 

0.27 

0.03 

0.0500 

0.0282 

0.0319 

- 

0.110 

0.135 

0.319 

0.016 

0.303 

0.413 

136.43 

Over Exploited 

9 SPM 

0802000500438500 

0.20 

0.14 

(118.05) 

0.12 

0.06 

0.17 

0.05 

0.26 

0.04 

0.0100 

0.0333 

0.0471 

- 

0.090 

0.126 

0.299 

0.015 

0.284 

0.089 

31.53 

Safe 

99 RD 

0802000500420800 

0.20 

0.01 

(148.60) 

0.00 

0.02 

0.03 

0.01 

0.05 

0.00 

- 

0.0124 

0.0175 

- 

0.030 

0.032 

0.058 

0.003 

0.055 

0.024 

44.00 

Safe 

BACHHUSAR 

0802000600466100 

0.20 

0.19 

- 

0.19 

0.02 

0.21 

0.03 

0.17 

0.04 

- 

0.0133 

0.0188 

- 

0.032 

0.075 

0.284 

0.028 

0.256 

0.018 

6.97 

Safe 



0.20 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.006 

0.003 

52.01 

Safe 

BANGASAR 

0802000500441000 

0.20 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

- 

0.0023 

0.0043 

- 

0.007 

0.007 

0.012 

0.001 

0.010 

0.000 

1.01 

Safe 



0.20 

0.53 

- 

0.53 

- 

0.53 

0.03 

0.12 

0.14 

- 

- 

- 

- 

- 

0.140 

0.675 

0.067 

0.607 

0.004 

0.62 

Safe 



0.20 

0.01 

- 

0.01 

0.05 

0.05 

0.00 

0.01 

0.00 

- 

0.0226 

0.0427 

- 

0.065 

0.067 

0.120 

0.012 

0.108 

0.000 

0.38 

Safe 

BANNASAR 

0802000500445400 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.001 

0.003 

0.000 

0.002 

0.000 

8.96 

Safe 



0.20 

0.80 

- 

0.80 

- 

0.80 

0.04 

0.21 

0.21 

- 

- 

- 

- 

- 

0.207 

1.007 

0.101 

0.907 

0.003 

0.36 

Safe 

BARAMSAR 

0802000500441300 

0.20 

1.90 

(92.42) 

1.52 

0.16 

1.68 

0.05 

0.25 

0.49 

- 

0.0927 

0.1310 

- 

0.224 

0.709 

2.386 

0.119 

2.267 

0.129 

5.67 

Safe 



0.20 

0.00 

(1,398.69) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0005 

0.0007 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

0.68 

Safe 

Barjangsar 

0804000300608100 

0.08 

0.23 

- 

0.23 

0.07 

0.30 

0.03 

0.17 

0.05 

- 

0.0390 

0.0551 

- 

0.094 

0.143 

0.440 

0.044 

0.396 

0.034 

8.55 

Safe 



0.15 

0.02 

- 

0.02 

0.02 

0.04 

0.01 

0.04 

0.00 

- 

0.0088 

0.0125 

- 

0.021 

0.026 

0.063 

0.006 

0.057 

0.007 

11.86 

Safe 

BHAGWANSAR 

0802000600451300 

0.20 

0.85 

(109.23) 

0.68 

0.14 

0.82 

0.04 

0.23 

0.20 

- 

0.0671 

0.1265 

- 

0.194 

0.391 

1.213 

0.061 

1.152 

0.060 

5.20 

Safe 

Bhaoowala 

0804000300605800 

0.08 

0.02 

- 

0.02 

0.01 

0.03 

0.01 

0.06 

0.00 

- 

0.0086 

0.0122 

- 

0.021 

0.025 

0.059 

0.006 

0.053 

0.007 

12.50 

Safe 

Bhiyansar 

0804000300605200 

0.15 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bijarasar 

0804000300605300 

0.15 

0.07 

(74.11) 

0.06 

0.02 

0.08 

0.01 

0.08 

0.02 

0.0100 

0.0139 

0.0197 

- 

0.044 

0.059 

0.139 

0.007 

0.132 

0.175 

132.56 

Over Exploited 



0.15 

0.36 

(88.75) 

0.29 

0.05 

0.34 

0.03 

0.18 

0.08 

0.0100 

0.0317 

0.0448 

- 

0.087 

0.167 

0.510 

0.025 

0.484 

0.337 

69.66 

Safe 

BINJHASAR 

0802000500447400 

0.20 

0.34 

- 

0.34 

0.03 

0.37 

0.05 

0.27 

0.08 

- 

0.0151 

0.0213 

- 

0.036 

0.119 

0.485 

0.049 

0.437 

0.001 

0.24 

Safe 

BISARASAR 

0802000500447500 

0.20 

1.97 

- 

1.97 

0.17 

2.14 

0.05 

0.24 

0.49 

- 

0.0987 

0.1395 

0.001 

0.239 

0.727 

2.871 

0.287 

2.584 

0.007 

0.27 

Safe 

CHAILASARI 

0802000500442200 

0.20 

0.98 

(59.77) 

0.79 

0.12 

0.90 

0.06 

0.31 

0.23 

- 

0.0569 

0.1073 

- 

0.164 

0.398 

1.303 

0.065 

1.237 

0.027 

2.15 

Safe 

CHAK NYOLAKHI BARANI 

0802000500442300 

0.20 

0.77 

(61.21) 

0.61 

0.10 

0.71 

0.06 

0.28 

0.19 

0.0100 

0.0485 

0.0914 

- 

0.150 

0.336 

1.049 

0.052 

0.996 

0.059 

5.95 

Safe 



0.20 

0.00 

596.27 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0041 

0.0078 

- 

0.012 

0.012 

0.022 

0.001 

0.021 

0.000 

0.37 

Safe 

CHANDERI BARI 

0802000500444400 

0.20 

0.96 

(95.44) 

0.77 

0.08 

0.84 

0.05 

0.25 

0.24 

- 

0.0454 

0.0642 

- 

0.110 

0.352 

1.196 

0.060 

1.137 

0.003 

0.28 

Safe 

CHANDERI CHHOTI 

0802000500444300 

0.20 

0.81 

(40.01) 

0.65 

0.06 

0.71 

0.05 

0.26 

0.20 

- 

0.0373 

0.0527 

- 

0.090 

0.294 

1.006 

0.050 

0.956 

0.003 

0.27 

Safe 

Daloosar 

0804000300604300 

0.15 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0009 

0.0012 

- 

0.002 

0.002 

0.004 

0.000 

0.004 

0.001 

18.94 

Safe 



0.15 

0.03 

- 

0.03 

0.02 

0.05 

0.01 

0.05 

0.01 

- 

0.0094 

0.0133 

- 

0.023 

0.030 

0.078 

0.008 

0.071 

0.019 

27.21 

Safe 

DANIASAR 

0802000500444700 

0.20 

0.20 

- 

0.20 

0.04 

0.23 

0.02 

0.12 

0.05 

- 

0.0205 

0.0290 

- 

0.050 

0.100 

0.332 

0.033 

0.299 

0.001 

0.48 

Safe 



0.20 

0.22 

- 

0.22 

- 

0.22 

0.02 

0.12 

0.06 

- 

- 

- 

- 

- 

0.056 

0.274 

0.027 

0.246 

0.002 

0.62 

Safe 

Devasar 

0802000600467300 

0.20 

0.66 

- 

0.66 

0.05 

0.71 

0.05 

0.28 

0.16 

- 

0.0283 

0.0400 

- 

0.068 

0.229 

0.939 

0.094 

0.845 

0.038 

4.47 

Safe 

DHANI LAG HAN 

0802000500447800 

0.20 

0.83 

- 

0.83 

0.06 

0.89 

0.05 

0.27 

0.20 

0.0100 

0.0366 

0.0518 

- 

0.098 

0.301 

1.190 

0.119 

1.071 

0.181 

16.86 

Safe 

DHANI MAHELA 

0802000500447600 

0.20 

0.58 

- 

0.58 

0.05 

0.62 

0.05 

0.26 

0.14 

- 

0.0264 

0.0373 

- 

0.064 

0.207 

0.831 

0.083 

0.748 

0.002 

0.25 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


DHANI RAIKAN 

0802000600467400 

32.912 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

32.912 

-0.41 

0.090 

0.03 

0.00 

0.04 

0.06 

0.00 

0.00 

0.00 

0.00 

0.085 

0.24 

0.38 


Dhani Ranasar Panwa 

0804000300603900 

30.532 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

30.532 

-0.38 

0.100 

0.02 

0.00 

0.04 

0.06 

0.00 

0.00 

0.00 

0.01 

0.045 

0.23 

0.40 


DHANNASAR 

0802000500423100 

12.183 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

2.758 

0.04 

0.090 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

-0.01 

0.02 

0.000 

0.04 

0.07 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

9.426 

0.04 

0.090 

0.01 

0.00 

0.08 

0.09 

0.02 

-0.15 

-0.09 

0.05 

0.001 

0.15 

0.25 


DHANSIYA 

0802000600467500 

60.216 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

32.352 

-0.52 

0.090 

0.03 

0.00 

0.04 

0.06 

0.00 

0.00 

0.00 

0.00 

0.083 

0.14 

0.20 


DUDALI 

0802000500445900 

10.449 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

10.287 

-0.30 

0.070 

0.00 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.00 

0.001 

0.19 

0.43 






Non-command 

Non-command 

Older Alluvium 

0.058 

-0.30 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Eta 

0801000900292300 

45.713 

Saline 

Non-command 

Non-command 

Younger Alluvium 

13.173 

0.30 

0.200 

0.03 

0.00 

0.00 

0.00 

0.00 

0.83 

0.42 

0.13 

0.002 

0.05 

0.10 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.809 

0.30 

0.200 

0.00 

0.00 

0.00 

0.01 

0.00 

0.04 

0.02 

0.01 

0.000 

0.00 

0.01 


GORKHANA 

0802000600451500 

19.933 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.710 

-0.09 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.01 


GULABGARH 

0802000500446100 

11.380 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

8.232 

-0.05 

0.090 

0.00 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.00 

0.001 

0.14 

0.28 






Non-command 

Non-command 

Younger Alluvium 

3.148 

-0.05 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.05 

0.11 


HAMIRDESAR 

0802000500444000 

8.270 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

8.270 

0.42 

0.090 

0.00 

0.00 

0.01 

0.02 

0.00 

0.29 

0.19 

0.00 

0.001 

0.23 

0.34 


HARDASWALI 

0802000500440900 

56.653 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

40.372 

-0.10 

0.090 

0.02 

0.00 

0.11 

0.16 

0.00 

0.00 

0.00 

0.09 

0.005 

0.13 

0.24 






Non-command 

Non-command 

Younger Alluvium 

1.486 

-0.10 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

6.563 

-0.10 

0.090 

0.00 

0.00 

0.05 

0.06 

0.00 

0.00 

0.00 

0.02 

0.001 

0.02 

0.04 


Hardesar 

0804000300608600 

47.409 

Fresh 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.088 

0.01 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

4.365 

0.01 

0.100 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

0.00 

0.00 

0.006 

0.02 

0.05 


Jaitasar 

0804000300604000 

42.522 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

42.522 

-0.35 

0.100 

0.02 

0.00 

0.06 

0.08 

0.00 

0.00 

0.00 

0.00 

0.062 

0.24 

0.43 


Jaitpura 

0803000300511100 

200.128 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

3.631 

-0.52 

0.080 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.003 

0.00 

0.01 






Non-command 

Non-command 

Older Alluvium 

0.299 

-0.52 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jaitsisar 

0804000300605500 

69.118 

Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

49.074 

-0.93 

0.040 

0.02 

0.00 

0.07 

0.09 

0.00 

0.00 

0.00 

0.00 

0.072 

0.18 

0.31 







Command 

Younger Alluvium 

20.044 

-0.93 

0.100 

0.01 

0.00 

0.03 

0.04 

0.00 

0.00 

0.00 

0.00 

0.029 

0.07 

0.13 


JHAIDASAR 

0802000500447700 

70.282 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

70.282 

0.17 

0.090 

0.00 

0.00 

0.10 

0.14 

0.00 

0.84 

0.51 

0.00 

0.009 

0.22 

0.36 


JOKHASAR 

0802000600466300 

25.062 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

5.166 

-0.16 

0.090 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.013 

0.05 

0.07 


Kalasar 

0802000500446000 

3.849 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

0.180 

-0.21 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 






Non-command 

Non-command 

Older Alluvium 

1.260 

-0.21 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.06 

0.13 







Non-command 

Younger Alluvium 

2.408 

-0.21 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.12 

0.25 


KALLASAR 

0802000500448100 

37.168 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

37.168 

-0.34 

0.090 

0.00 

0.00 

0.05 

0.07 

0.00 

0.00 

0.00 

0.00 

0.005 

0.22 

0.39 


Kalwasiya 

0804000300605600 

8.841 

Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

8.841 

-0.94 

0.040 

0.00 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.00 

0.013 

0.26 

0.44 


KANSAR 

0802000600467000 

50.507 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

50.507 

0.25 

0.090 

0.04 

0.00 

0.07 

0.10 

0.00 

1.03 

0.70 

0.00 

0.130 

0.23 

0.34 


KELANIA 

0802000500448000 

15.215 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

15.215 

-0.51 

0.090 

0.00 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.01 

0.002 

0.22 

0.43 


KHODA 

0802000500422600 

7.416 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.943 

-0.03 

0.090 

0.01 

0.00 

0.03 

0.04 

0.00 

0.00 

0.00 

0.06 

0.001 

0.10 

0.17 


KHUIYAN 

0802000600466700 

35.443 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

35.443 

0.08 

0.090 

0.03 

0.00 

0.05 

0.07 

0.00 

0.16 

0.13 

0.00 

0.091 

0.26 

0.32 


KIKRALIA 

0802000500442100 

15.006 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

13.714 

0.41 

0.090 

0.00 

0.00 

0.04 

0.05 

0.00 

0.41 

0.32 

0.00 

0.002 

0.22 

0.28 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.292 

0.41 

0.090 

0.00 

0.00 

0.01 

0.01 

0.00 

0.03 

0.02 

0.00 

0.000 

0.02 

0.03 


Kolasar 

0802000600466600 

4.701 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

4.683 

-0.08 

0.090 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.012 

0.25 

0.34 


KULCHASAR 

0802000500447300 

9.108 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

8.966 

-0.16 

0.090 

0.00 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.00 

0.001 

0.21 

0.46 


Kusumdesar 

0804000300604100 

18.576 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

18.576 

-0.16 

0.100 

0.02 

0.00 

0.03 

0.04 

0.00 

0.00 

0.00 

0.03 

0.027 

0.24 

0.45 


LADAM 

0802000500446800 

9.260 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

0.000 

-0.28 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


LAKHERA 

0802000500446300 

10.312 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

10.312 

0.04 

0.090 

0.00 

0.00 

0.01 

0.02 

0.00 

0.01 

0.00 

0.00 

0.001 

0.20 

0.38 


LUNASAR 

0802000500446600 

20.712 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

4.185 

-0.32 

0.070 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.001 

0.04 

0.09 







Command 

Younger Alluvium 

13.375 

-0.32 

0.090 

0.00 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.00 

0.002 

0.13 

0.28 


MAHELA 

0802000500446400 

50.389 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

50.389 

-0.07 

0.090 

0.00 

0.00 

0.07 

0.10 

0.00 

0.00 

0.00 

0.00 

0.007 

0.21 

0.38 


MALKASAR 

0802000500441100 

21.198 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

15.749 

-0.19 

0.090 

0.00 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.00 

0.002 

0.14 

0.26 


Manaparsar 

0804000300603700 

24.564 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

9.360 

-0.14 

0.100 

0.01 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.01 

0.014 

0.08 

0.19 


MANDARPURA 

0802000600466000 

45.895 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

24.791 

-0.09 

0.090 

0.02 

0.00 

0.03 

0.05 

0.00 

0.00 

0.00 

0.00 

0.064 

0.15 

0.15 






Non-command 

Non-command 

Younger Alluvium 

4.351 

-0.09 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.011 

0.03 

0.03 


MANKERIA 

0802000500441200 

6.952 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

6.952 

-0.24 

0.090 

0.00 

0.00 

0.01 

0.03 

0.00 

0.00 

0.00 

0.01 

0.001 

0.19 

0.34 


MINAKDESAR 

0802000600466500 

22.802 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

14.615 

-0.12 

0.090 

0.01 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.00 

0.038 

0.17 

0.21 


MOTAIR 

0802000500445000 

46.928 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.374 

-0.16 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Younger Alluvium 

10.845 

-0.16 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.04 

0.09 


MUNSARI 

0802000600451100 

21.047 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

5.340 

0.39 

0.090 

0.00 

0.00 

0.01 

0.02 

0.00 

0.15 

0.14 

0.00 

0.014 

0.06 

0.07 


Na 

0802000502900002 

2.506 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

2.506 

0.44 

0.090 

0.00 

0.00 

0.01 

0.01 

0.00 

0.08 

0.06 

0.01 

0.000 

0.24 

0.30 


NANAU 

0802000600451200 

46.701 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

25.567 

0.29 

0.090 

0.02 

0.00 

0.05 

0.10 

0.00 

0.54 

0.50 

0.00 

0.066 

0.14 

0.15 


NIMLA 

0802000600466800 

20.380 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

20.380 

0.16 

0.090 

0.02 

0.00 

0.03 

0.04 

0.00 

0.24 

0.20 

0.00 

0.052 

0.26 

0.30 


NIRWAL 

0802000500439400 

10.438 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

10.438 

0.38 

0.090 

0.00 

0.00 

0.02 

0.04 

0.00 

0.29 

0.24 

0.02 

0.001 

0.24 

0.30 


NIYASAR 

0802000500446700 

11.144 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

1.947 

-0.33 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.04 

0.08 


PALLU 

0802000500446500 

34.641 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

3.883 

-0.17 

0.070 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.05 







Command 

Younger Alluvium 

28.221 

-0.17 

0.090 

0.00 

0.00 

0.04 

0.05 

0.00 

0.00 

0.00 

0.00 

0.004 

0.16 

0.33 






Non-command 

Non-command 

Older Alluvium 

0.074 

-0.17 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

2.462 

-0.17 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.03 


PHOGALA 

0802000500444200 

16.317 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

13.962 

1.44 

0.090 

0.01 

0.00 

0.03 

0.05 

0.00 

1.74 

1.12 

0.02 

0.002 

0.18 

0.28 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.355 

1.44 

0.090 

0.00 

0.00 

0.01 

0.02 

0.00 

0.27 

0.17 

0.01 

0.000 

0.03 

0.05 


Pichakarae Tal 

0804000300608300 

25.604 

Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

12.680 

-0.21 

0.040 

0.01 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.00 

0.019 

0.14 

0.24 


Pirer 

0804000300608000 

21.548 

Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

21.548 

-0.43 

0.040 

0.01 

0.00 

0.03 

0.04 

0.00 

0.00 

0.00 

0.00 

0.032 

0.27 

0.46 


POHARKA 

0802000500440800 

37.687 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

30.440 

0.99 

0.090 

0.11 

0.03 

0.12 

0.18 

0.00 

2.49 

1.50 

0.43 

0.004 

0.16 

0.27 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

7.247 

0.99 

0.090 

0.02 

0.01 

0.08 

0.11 

0.00 

0.47 

0.29 

0.10 

0.001 

0.04 

0.06 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

DHANI RAIKAN 

0802000600467400 

0.20 

1.56 

- 

1.56 

0.11 

1.67 

0.06 

0.29 

0.37 

- 

0.0632 

0.0894 

- 

0.153 

0.520 

2.190 

0.219 

1.971 

0.085 

4.29 

Safe 

Dhani Ranasar Panwa 

0804000300603900 

0.15 

1.06 

- 

1.06 

0.10 

1.16 

0.05 

0.29 

0.25 

- 

0.0587 

0.0829 

- 

0.142 

0.392 

1.550 

0.155 

1.395 

0.057 

4.08 

Safe 

DHANNASAR 

0802000500423100 

0.20 

0.02 

(127.60) 

0.02 

0.02 

0.04 

0.01 

0.06 

0.01 

- 

0.0132 

0.0150 

- 

0.028 

0.034 

0.074 

0.004 

0.070 

0.016 

23.31 

Safe 



0.20 

0.28 

(132.05) 

0.23 

0.19 

0.42 

0.04 

0.19 

0.07 

0.0100 

0.1155 

0.1306 

0.026 

0.283 

0.356 

0.775 

0.039 

0.737 

0.050 

6.82 

Safe 

DHANSIYA 

0802000600467500 

0.20 

0.88 

- 

0.88 

0.11 

0.98 

0.03 

0.17 

0.20 

- 

0.0622 

0.0879 

- 

0.150 

0.350 

1.332 

0.133 

1.199 

0.083 

6.94 

Safe 

DUDALI 

0802000500445900 

0.12 

0.24 

- 

0.24 

0.03 

0.27 

0.05 

0.24 

0.06 

- 

0.0198 

0.0279 

- 

0.048 

0.108 

0.378 

0.038 

0.341 

0.001 

0.41 

Safe 



0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Eta 

0801000900292300 

0.25 

0.17 

157.02 

0.20 

- 

0.20 

0.01 

0.06 

0.04 

0.0100 

- 

- 

- 

0.010 

0.053 

0.251 

0.013 

0.239 

0.128 

53.47 

Safe 



0.25 

0.00 

2,905.15 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

- 

0.0059 

0.0112 

- 

0.017 

0.017 

0.031 

0.002 

0.029 

0.009 

31.27 

Safe 

GORKHANA 

0802000600451500 

0.20 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

0.01 

0.00 

- 

0.0020 

0.0039 

- 

0.006 

0.006 

0.012 

0.001 

0.011 

0.002 

17.19 

Safe 

GULABGARH 

0802000500446100 

0.20 

0.23 

- 

0.23 

0.03 

0.26 

0.04 

0.18 

0.06 

- 

0.0158 

0.0224 

- 

0.038 

0.097 

0.354 

0.035 

0.319 

0.001 

0.35 

Safe 



0.20 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.07 

0.01 

- 

- 

- 

- 

- 

0.009 

0.042 

0.004 

0.038 

0.000 

1.12 

Safe 

HAMIRDESAR 

0802000500444000 

0.20 

0.38 

(48.47) 

0.30 

0.03 

0.33 

0.06 

0.28 

0.09 

- 

0.0159 

0.0225 

- 

0.038 

0.130 

0.458 

0.023 

0.435 

0.001 

0.26 

Safe 

HARDASWALI 

0802000500440900 

0.20 

1.07 

- 

1.07 

0.27 

1.34 

0.03 

0.17 

0.28 

0.0100 

0.1552 

0.2193 

- 

0.384 

0.663 

2.001 

0.200 

1.801 

0.094 

5.24 

Safe 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.000 

12.16 

Safe 



0.20 

0.03 

- 

0.03 

0.11 

0.14 

0.01 

0.03 

0.01 

- 

0.0644 

0.0909 

- 

0.155 

0.163 

0.301 

0.030 

0.271 

0.017 

6.23 

Safe 

Hardesar 

0804000300608600 

0.15 

0.00 

(1,644.86) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.15 

0.02 

(129.71) 

0.01 

0.01 

0.03 

0.01 

0.03 

0.00 

- 

0.0084 

0.0119 

- 

0.020 

0.024 

0.051 

0.003 

0.048 

0.006 

13.34 

Safe 

Jaitasar 

0804000300604000 

0.15 

1.50 

- 

1.50 

0.14 

1.64 

0.05 

0.29 

0.35 

- 

0.0817 

0.1155 

0.002 

0.199 

0.548 

2.192 

0.219 

1.973 

0.062 

3.17 

Safe 

Jaitpura 

0803000300511100 

0.12 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

- 

0.0070 

0.0099 

- 

0.017 

0.017 

0.031 

0.003 

0.028 

0.003 

12.62 

Safe 



0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jaitsisar 

0804000300605500 

0.08 

0.70 

- 

0.70 

0.16 

0.86 

0.04 

0.22 

0.16 

- 

0.0943 

0.1333 

- 

0.228 

0.383 

1.240 

0.124 

1.116 

0.076 

6.82 

Safe 



0.15 

0.22 

- 

0.22 

0.07 

0.28 

0.02 

0.09 

0.05 

- 

0.0385 

0.0544 

- 

0.093 

0.141 

0.425 

0.042 

0.382 

0.029 

7.70 

Safe 

JHAIDASAR 

0802000500447700 

0.20 

3.04 

(83.24) 

2.44 

0.23 

2.67 

0.05 

0.27 

0.75 

- 

0.1351 

0.1909 

- 

0.326 

1.076 

3.742 

0.187 

3.555 

0.009 

0.27 

Safe 

JOKHASAR 

0802000600466300 

0.20 

0.06 

- 

0.06 

0.02 

0.07 

0.01 

0.07 

0.01 

- 

0.0099 

0.0140 

- 

0.024 

0.037 

0.111 

0.011 

0.100 

0.013 

13.33 

Safe 

Kalasar 

0802000500446000 

0.12 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0003 

0.0005 

- 

0.001 

0.001 

0.002 

0.000 

0.001 

0.000 

1.65 

Safe 



0.12 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.08 

0.00 

- 

- 

- 

- 

- 

0.002 

0.012 

0.001 

0.011 

0.000 

1.58 

Safe 



0.20 

0.06 

- 

0.06 

- 

0.06 

0.03 

0.15 

0.01 

- 

- 

- 

- 

- 

0.015 

0.073 

0.007 

0.065 

0.000 

0.50 

Safe 

KALLASAR 

0802000500448100 

0.20 

1.66 

- 

1.66 

0.12 

1.78 

0.05 

0.28 

0.40 

- 

0.0714 

0.1009 

- 

0.172 

0.574 

2.358 

0.236 

2.122 

0.005 

0.24 

Safe 

Kalwasiya 

0804000300605600 

0.08 

0.19 

- 

0.19 

0.03 

0.21 

0.06 

0.32 

0.04 

- 

0.0170 

0.0240 

- 

0.041 

0.081 

0.296 

0.030 

0.266 

0.013 

4.88 

Safe 

KANSAR 

0802000600467000 

0.20 

2.35 

(70.36) 

1.88 

0.17 

2.04 

0.06 

0.29 

0.56 

- 

0.0971 

0.1372 

- 

0.234 

0.798 

2.841 

0.142 

2.699 

0.130 

4.81 

Safe 

KELANIA 

0802000500448000 

0.20 

0.66 

- 

0.66 

0.05 

0.71 

0.05 

0.27 

0.16 

- 

0.0292 

0.0413 

0.001 

0.072 

0.234 

0.949 

0.095 

0.854 

0.010 

1.18 

Safe 

KHODA 

0802000500422600 

0.20 

0.08 

- 

0.08 

0.07 

0.14 

0.03 

0.12 

0.02 

0.0100 

0.0387 

0.0546 

- 

0.103 

0.123 

0.266 

0.027 

0.239 

0.058 

24.06 

Safe 

KHUIYAN 

0802000600466700 

0.20 

1.81 

(93.04) 

1.45 

0.12 

1.56 

0.06 

0.31 

0.42 

- 

0.0681 

0.0962 

- 

0.164 

0.586 

2.150 

0.107 

2.042 

0.091 

4.46 

Safe 

KIKRALIA 

0802000500442100 

0.20 

0.59 

(46.85) 

0.47 

0.09 

0.56 

0.05 

0.27 

0.14 

- 

0.0527 

0.0745 

- 

0.127 

0.271 

0.836 

0.042 

0.794 

0.002 

0.23 

Safe 



0.20 

0.01 

272.03 

0.01 

0.02 

0.03 

0.00 

0.03 

0.00 

- 

0.0127 

0.0179 

- 

0.031 

0.032 

0.060 

0.003 

0.057 

0.000 

0.31 

Safe 

Kolasar 

0802000600466600 

0.20 

0.23 

- 

0.23 

0.02 

0.25 

0.06 

0.31 

0.05 

- 

0.0090 

0.0127 

- 

0.022 

0.076 

0.326 

0.033 

0.293 

0.012 

4.10 

Safe 

KULCHASAR 

0802000500447300 

0.20 

0.37 

- 

0.37 

0.03 

0.40 

0.05 

0.26 

0.09 

- 

0.0172 

0.0243 

- 

0.042 

0.133 

0.536 

0.054 

0.483 

0.001 

0.25 

Safe 

Kusumdesar 

0804000300604100 

0.15 

0.66 

- 

0.66 

0.06 

0.72 

0.05 

0.29 

0.15 

- 

0.0357 

0.0504 

- 

0.086 

0.238 

0.957 

0.096 

0.861 

0.061 

7.12 

Safe 

LADAM 

0802000500446800 

0.12 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

LAKHERA 

0802000500446300 

0.20 

0.41 

(99.32) 

0.33 

0.03 

0.36 

0.05 

0.25 

0.10 

- 

0.0198 

0.0280 

- 

0.048 

0.152 

0.516 

0.026 

0.490 

0.001 

0.28 

Safe 

LUNASAR 

0802000500446600 

0.12 

0.02 

- 

0.02 

0.01 

0.03 

0.01 

0.05 

0.01 

- 

0.0080 

0.0114 

- 

0.019 

0.025 

0.059 

0.006 

0.053 

0.001 

1.07 

Safe 



0.20 

0.35 

- 

0.35 

0.04 

0.39 

0.03 

0.16 

0.09 

- 

0.0257 

0.0363 

- 

0.062 

0.149 

0.542 

0.054 

0.488 

0.002 

0.37 

Safe 

MAHELA 

0802000500446400 

0.20 

2.07 

- 

2.07 

0.17 

2.24 

0.05 

0.26 

0.52 

- 

0.0968 

0.1368 

- 

0.234 

0.751 

2.990 

0.299 

2.691 

0.007 

0.25 

Safe 

MALKASAR 

0802000500441100 

0.20 

0.44 

- 

0.44 

0.05 

0.49 

0.04 

0.18 

0.11 

- 

0.0303 

0.0428 

- 

0.073 

0.187 

0.682 

0.068 

0.614 

0.002 

0.35 

Safe 

Manaparsar 

0804000300603700 

0.15 

0.12 

- 

0.12 

0.03 

0.15 

0.02 

0.10 

0.03 

- 

0.0180 

0.0254 

- 

0.043 

0.072 

0.218 

0.022 

0.197 

0.020 

10.05 

Safe 

MANDARPURA 

0802000600466000 

0.20 

0.72 

- 

0.72 

0.08 

0.80 

0.03 

0.18 

0.17 

- 

0.0476 

0.0673 

- 

0.115 

0.281 

1.082 

0.108 

0.974 

0.064 

6.54 

Safe 



0.20 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.03 

0.01 

- 

- 

- 

- 

- 

0.005 

0.027 

0.003 

0.025 

0.011 

45.56 

Safe 

MANKERIA 

0802000500441200 

0.20 

0.26 

- 

0.26 

0.04 

0.30 

0.05 

0.24 

0.07 

- 

0.0200 

0.0378 

- 

0.058 

0.125 

0.428 

0.043 

0.385 

0.009 

2.32 

Safe 

MINAKDESAR 

0802000600466500 

0.20 

0.48 

- 

0.48 

0.05 

0.53 

0.04 

0.20 

0.11 

- 

0.0281 

0.0397 

- 

0.068 

0.179 

0.711 

0.071 

0.640 

0.038 

5.87 

Safe 

MOTAIR 

0802000500445000 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0007 

0.0010 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

1.83 

Safe 



0.20 

0.09 

- 

0.09 

- 

0.09 

0.01 

0.05 

0.02 

- 

- 

- 

- 

- 

0.024 

0.115 

0.011 

0.103 

0.001 

1.41 

Safe 

MUNSARI 

0802000600451100 

0.20 

0.07 

98.74 

0.08 

0.03 

0.11 

0.02 

0.08 

0.02 

- 

0.0154 

0.0290 

- 

0.044 

0.061 

0.175 

0.009 

0.166 

0.014 

8.25 

Safe 

Na 

0802000502900002 

0.20 

0.12 

(46.16) 

0.09 

0.02 

0.11 

0.06 

0.29 

0.03 

- 

0.0096 

0.0136 

- 

0.023 

0.052 

0.163 

0.008 

0.155 

0.008 

5.38 

Safe 

NANAU 

0802000600451200 

0.20 

0.73 

(31.15) 

0.59 

0.15 

0.74 

0.03 

0.18 

0.17 

- 

0.0737 

0.1389 

- 

0.213 

0.384 

1.121 

0.056 

1.065 

0.066 

6.17 

Safe 

NIMLA 

0802000600466800 

0.20 

1.05 

(80.74) 

0.84 

0.07 

0.90 

0.06 

0.32 

0.24 

- 

0.0392 

0.0553 

- 

0.095 

0.339 

1.244 

0.062 

1.182 

0.052 

4.43 

Safe 

NIRWAL 

0802000500439400 

0.20 

0.51 

(53.19) 

0.41 

0.06 

0.47 

0.06 

0.30 

0.12 

- 

0.0301 

0.0567 

- 

0.087 

0.209 

0.678 

0.034 

0.644 

0.017 

2.70 

Safe 

NIYASAR 

0802000500446700 

0.12 

0.01 

- 

0.01 

0.01 

0.01 

0.01 

0.04 

0.00 

- 

0.0037 

0.0053 

- 

0.009 

0.011 

0.026 

0.003 

0.023 

0.000 

1.14 

Safe 

PALLU 

0802000500446500 

0.12 

0.01 

- 

0.01 

0.01 

0.02 

0.01 

0.03 

0.00 

- 

0.0075 

0.0105 

- 

0.018 

0.021 

0.044 

0.004 

0.039 

0.001 

1.33 

Safe 



0.20 

0.91 

- 

0.91 

0.09 

1.01 

0.04 

0.20 

0.23 

- 

0.0542 

0.0766 

- 

0.131 

0.361 

1.367 

0.137 

1.230 

0.004 

0.31 

Safe 



0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.002 

0.009 

0.001 

0.008 

0.000 

4.24 

Safe 

PHOGALA 

0802000500444200 

0.20 

0.51 

119.65 

0.61 

0.08 

0.70 

0.05 

0.23 

0.13 

- 

0.0402 

0.0758 

- 

0.116 

0.244 

0.940 

0.047 

0.893 

0.026 

2.90 

Safe 



0.20 

0.01 

1,099.06 

0.02 

0.04 

0.05 

0.01 

0.04 

0.00 

- 

0.0173 

0.0326 

- 

0.050 

0.054 

0.107 

0.005 

0.101 

0.008 

8.22 

Safe 

Pichakarae Tal 

0804000300608300 

0.08 

0.14 

- 

0.14 

0.04 

0.18 

0.03 

0.16 

0.03 

- 

0.0244 

0.0344 

- 

0.059 

0.087 

0.267 

0.027 

0.240 

0.019 

7.76 

Safe 

Pirer 

0804000300608000 

0.08 

0.46 

- 

0.46 

0.07 

0.53 

0.06 

0.32 

0.10 

- 

0.0414 

0.0585 

- 

0.100 

0.198 

0.727 

0.073 

0.654 

0.036 

5.45 

Safe 

POHARKA 

0802000500440800 

0.20 

0.98 

53.16 

1.18 

0.33 

1.51 

0.04 

0.20 

0.25 

0.0800 

0.1755 

0.2480 

- 

0.504 

0.755 

2.263 

0.113 

2.150 

0.433 

20.14 

Safe 



0.20 

0.06 

412.77 

0.07 

0.19 

0.26 

0.01 

0.05 

0.01 

0.0200 

0.1066 

0.1506 

- 

0.277 

0.291 

0.551 

0.028 

0.523 

0.098 

18.73 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Prempura 

080200050044790C 

18.650 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

18.650 

-0.62 

0.090 

0.00 

0.00 

0.03 

0.04 

0.00 

0.00 

0.00 

0.00 

0.003 

0.21 

0.41 


PURABSAR 

0802000500444500 

21.514 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

21.514 

0.04 

0.090 

0.00 

0.00 

0.03 

0.04 

0.00 

0.01 

0.01 

0.00 

0.003 

0.20 

0.36 


Raipura 

0804000300605700 

29.101 

Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

20.719 

-0.81 

0.040 

0.01 

0.00 

0.03 

0.04 

0.00 

0.00 

0.00 

0.00 

0.030 

0.18 

0.29 







Command 

Younger Alluvium 

4.958 

-0.81 

0.100 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.007 

0.04 

0.07 


RAM KAN 

0802000500441400 

16.395 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

12.088 

1.59 

0.090 

0.00 

0.00 

0.03 

0.05 

0.00 

1.65 

1.02 

0.00 

0.002 

0.15 

0.25 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.307 

1.59 

0.090 

0.00 

0.00 

0.03 

0.04 

0.00 

0.54 

0.34 

0.00 

0.001 

0.05 

0.09 


Rampura 

0802000500441700 

2.922 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.290 

1.11 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.000 

0.02 

0.03 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.633 

1.11 

0.090 

0.00 

0.00 

0.02 

0.03 

0.00 

0.21 

0.15 

0.02 

0.000 

0.20 

0.28 


Ranasar Panwaran 

0804000300603800 

41.088 

Fresh 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.036 

-0.20 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

40.494 

-0.20 

0.100 

0.03 

0.00 

0.06 

0.08 

0.00 

0.00 

0.00 

0.05 

0.059 

0.22 

0.44 


Ranisar 

0802000600466200 

21.322 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

15.669 

-0.06 

0.090 

0.01 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.00 

0.040 

0.19 

0.23 


Ransisar 

0804000300605100 

46.654 

Fresh 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

3.393 

-0.07 

0.100 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.03 

0.005 

0.02 

0.04 


RATNA DESAR 

0802000500445800 

10.627 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

6.705 

-0.30 

0.070 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.001 

0.12 

0.27 






Non-command 

Non-command 

Older Alluvium 

3.016 

-0.30 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.05 

0.12 


Ratoosar 

0804000300607900 

45.815 

Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

9.442 

-0.24 

0.040 

0.00 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.00 

0.014 

0.06 

0.09 


REKH BODLAN 

0802000500444900 

11.595 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

6.542 

-0.06 

0.090 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.001 

0.10 

0.21 






Non-command 

Non-command 

Younger Alluvium 

4.244 

-0.06 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.07 

0.13 


REKH CHARNI DANIASAR 

0802000500444600 

21.216 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

20.735 

0.00 

0.090 

0.00 

0.00 

0.03 

0.04 

0.00 

-0.07 

-0.04 

0.00 

0.003 

0.19 

0.36 






Non-command 

Non-command 

Younger Alluvium 

0.481 

0.00 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


REKH CHARNI GUNIASAR 

0802000500445600 

4.236 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.334 

-0.23 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.06 

0.12 







Non-command 

Younger Alluvium 

2.903 

-0.23 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.13 

0.27 


Rekh Geedhasar 

0804000300607600 

8.381 

Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

2.598 

-0.24 

0.040 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.004 

0.09 

0.15 


Rekh Khojer Patta S 

0804000300607800 

7.415 

Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

4.627 

-0.29 

0.040 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.007 

0.17 

0.29 


Rekh Khojer Pattara 

0804000300607700 

9.063 

Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

4.272 

-0.28 

0.040 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.006 

0.13 

0.22 


REKH KHOKHARSAR 

0802000500444800 

4.786 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

3.907 

-0.03 

0.090 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.001 

0.15 

0.29 


REKH RAKNASAR 

0802000500446200 

3.034 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

2.501 

-0.06 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.16 

0.32 






Non-command 

Non-command 

Younger Alluvium 

0.534 

-0.06 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.07 


Sabniyan 

0803000300510900 

36.039 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.015 

-0.30 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sadasar 

0804000300605400 

33.296 

Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

0.871 

0.02 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 







Command 

Younger Alluvium 

32.070 

0.02 

0.100 

0.02 

0.00 

0.04 

0.06 

0.00 

-0.03 

-0.02 

0.03 

0.047 

0.24 

0.48 


Sawar 

0804000300604200 

46.486 

Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

0.375 

-0.04 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 







Command 

Younger Alluvium 

45.945 

-0.04 

0.100 

0.05 

0.00 

0.06 

0.09 

0.00 

0.00 

0.00 

0.12 

0.068 

0.24 

0.47 


SHEKH CHOOLIA 

0802000500445700 

12.049 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

0.169 

-0.18 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 






Non-command 

Non-command 

Older Alluvium 

4.123 

-0.18 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.07 

0.14 







Non-command 

Younger Alluvium 

7.757 

-0.18 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.12 

0.26 


Shimla 

0804000300607500 

38.114 

Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

0.829 

-0.20 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


SIRANGSAR 

0802000600467200 

27.990 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

27.990 

-0.09 

0.090 

0.02 

0.00 

0.04 

0.05 

0.00 

0.00 

0.00 

0.00 

0.072 

0.24 

0.36 


SIRASAR 

0802000500445500 

13.142 

Saline 

Non-command 

Non-command 

Older Alluvium 

11.011 

-0.28 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.16 

0.34 







Non-command 

Younger Alluvium 

0.257 

-0.28 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Surjansar 

0802000600467100 

39.976 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

39.976 

0.14 

0.090 

0.03 

0.00 

0.05 

0.08 

0.00 

0.41 

0.30 

0.00 

0.103 

0.25 

0.34 


SWAROOP DESAR 

0802000500447200 

10.583 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.228 

-0.16 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Taliwala 

0803000300511200 

46.775 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

1.627 

-0.53 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.02 


THIRANA 

0802000600466900 

34.328 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

34.328 

0.31 

0.090 

0.03 

0.00 

0.07 

0.13 

0.00 

0.77 

0.62 

0.00 

0.088 

0.25 

0.31 


Tolasar 

0804000300604400 

23.732 

Fresh 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.161 

-0.22 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


UDASARCHHOTA 

0802000500445300 

30.328 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.759 

-0.29 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.03 

0.08 







Non-command 

Younger Alluvium 

4.172 

-0.29 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.03 

0.05 

16003009 

1 DWD 

0802000500438600 

1.268 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.017 

0.13 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


1 PPM 

0802000500438900 

5.218 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.061 

0.26 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 






Nohar Sidhmukh 

Command 

Younger Alluvium 

3.215 

0.26 

0.090 

0.08 

0.01 

0.00 

0.00 

0.00 

0.15 

0.14 

0.32 

0.000 

0.16 

0.17 


2 PPM 

0802000500439000 

2.221 

Saline 

Non-command 

Non-command 

Younger Alluvium 

2.219 

0.27 

0.090 

0.08 

0.01 

0.00 

0.00 

0.00 

0.12 

0.12 

0.32 

0.000 

0.26 

0.28 






Nohar Sidhmukh 

Command 

Younger Alluvium 

0.002 

0.27 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


20 RWD-C 

0802000500438800 

2.244 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.403 

0.26 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.000 

0.05 

0.05 






Nohar Sidhmukh 

Command 

Younger Alluvium 

0.331 

0.26 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.000 

0.04 

0.04 


27 RWD 

0802000500436400 

6.758 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.050 

0.25 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


28 RWD 

0802000500438700 

3.995 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.331 

0.23 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.02 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.757 

0.23 

0.090 

0.01 

0.00 

0.01 

0.02 

0.00 

0.02 

0.02 

0.05 

0.000 

0.11 

0.13 


3 PPM 

0802000500439200 

3.021 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.438 

0.30 

0.090 

0.03 

0.01 

0.00 

0.00 

0.00 

0.06 

0.05 

0.14 

0.000 

0.12 

0.14 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.583 

0.30 

0.090 

0.04 

0.01 

0.01 

0.02 

0.00 

0.05 

0.04 

0.15 

0.000 

0.13 

0.15 


30 RWD 

0802000500439600 

2.305 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

1.586 

0.27 

0.090 

0.04 

0.01 

0.00 

0.01 

0.00 

0.06 

0.05 

0.17 

0.000 

0.17 

0.20 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.719 

0.27 

0.090 

0.02 

0.00 

0.00 

0.01 

0.00 

0.03 

0.02 

0.08 

0.000 

0.08 

0.09 


32 RWD 

0802000500439300 

3.503 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

1.299 

0.32 

0.090 

0.04 

0.01 

0.00 

0.01 

0.00 

0.06 

0.05 

0.15 

0.000 

0.09 

0.11 






Non-command 

Non-command 

Younger Alluvium 

1.154 

0.32 

0.090 

0.03 

0.01 

0.00 

0.00 

0.00 

0.05 

0.05 

0.14 

0.000 

0.08 

0.10 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.389 

0.32 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.05 

0.000 

0.03 

0.03 


33 RWD 

0802000500438300 

1.733 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.385 

0.19 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.08 

0.000 

0.05 

0.07 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.073 

0.19 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.01 

0.01 


34 RWD 

0802000500439700 

3.973 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.290 

0.28 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.02 

0.000 

0.02 

0.02 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.337 

0.28 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.02 

0.03 


4 PPM 

0802000600451000 

4.399 

Saline 

Non-command 

Non-command 

Younger Alluvium 

3.397 

0.26 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.06 

0.009 

0.21 

0.21 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Prempura 

0802000500447900 

0.20 

0.80 

- 

0.80 

0.06 

0.86 

0.05 

0.27 

0.20 

- 

0.0358 

0.0506 

- 

0.087 

0.283 

1.145 

0.115 

1.031 

0.003 

0.24 

Safe 

PURABSAR 

0802000500444500 

0.20 

0.85 

(99.15) 

0.68 

0.07 

0.75 

0.05 

0.25 

0.22 

- 

0.0413 

0.0584 

- 

0.100 

0.316 

1.064 

0.053 

1.011 

0.003 

0.29 

Safe 

Raipura 

0804000300605700 

0.08 

0.30 

- 

0.30 

0.07 

0.37 

0.04 

0.22 

0.07 

- 

0.0398 

0.0563 

- 

0.096 

0.164 

0.537 

0.054 

0.483 

0.034 

7.13 

Safe 



0.15 

0.03 

- 

0.03 

0.02 

0.05 

0.01 

0.05 

0.01 

- 

0.0095 

0.0135 

- 

0.023 

0.030 

0.079 

0.008 

0.071 

0.007 

10.21 

Safe 

RAM KAN 

0802000500441400 

0.20 

0.37 

176.51 

0.44 

0.08 

0.52 

0.04 

0.19 

0.09 

- 

0.0465 

0.0656 

- 

0.112 

0.206 

0.729 

0.036 

0.692 

0.002 

0.24 

Safe 



0.20 

0.05 

618.02 

0.06 

0.07 

0.13 

0.01 

0.07 

0.01 

- 

0.0422 

0.0597 

- 

0.102 

0.114 

0.242 

0.012 

0.230 

0.001 

0.25 

Safe 

Rampura 

0802000500441700 

0.20 

0.00 

1,391.42 

0.00 

0.00 

0.00 

0.01 

0.03 

0.00 

- 

0.0014 

0.0016 

- 

0.003 

0.003 

0.007 

0.000 

0.007 

0.000 

0.59 

Safe 



0.20 

0.11 

43.90 

0.13 

0.05 

0.18 

0.05 

0.25 

0.03 

- 

0.0323 

0.0365 

- 

0.069 

0.095 

0.272 

0.014 

0.258 

0.016 

6.34 

Safe 

Ranasar Panwaran 

0804000300603800 

0.15 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

1.35 

- 

1.35 

0.13 

1.48 

0.05 

0.27 

0.32 

- 

0.0778 

0.1100 

- 

0.188 

0.509 

1.990 

0.199 

1.791 

0.113 

6.34 

Safe 

Ranisar 

0802000600466200 

0.20 

0.61 

- 

0.61 

0.05 

0.66 

0.04 

0.24 

0.14 

- 

0.0301 

0.0425 

- 

0.073 

0.213 

0.875 

0.087 

0.787 

0.040 

5.12 

Safe 

Ransisar 

0804000300605100 

0.15 

0.01 

- 

0.01 

0.01 

0.02 

0.00 

0.02 

0.00 

- 

0.0065 

0.0092 

- 

0.016 

0.018 

0.038 

0.004 

0.034 

0.033 

96.64 

Critical 

RATNA DESAR 

0802000500445800 

0.12 

0.10 

- 

0.10 

0.02 

0.12 

0.03 

0.15 

0.02 

- 

0.0129 

0.0182 

- 

0.031 

0.056 

0.175 

0.017 

0.157 

0.001 

0.58 

Safe 



0.12 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.07 

0.01 

- 

- 

- 

- 

- 

0.005 

0.025 

0.002 

0.022 

0.000 

1.84 

Safe 

Ratoosar 

0804000300607900 

0.08 

0.04 

- 

0.04 

0.03 

0.07 

0.01 

0.07 

0.01 

- 

0.0181 

0.0256 

- 

0.044 

0.053 

0.126 

0.013 

0.114 

0.014 

12.20 

Safe 

REKH BODLAN 

0802000500444900 

0.20 

0.14 

- 

0.14 

0.02 

0.16 

0.03 

0.13 

0.04 

- 

0.0126 

0.0178 

- 

0.030 

0.066 

0.224 

0.022 

0.202 

0.001 

0.44 

Safe 



0.20 

0.06 

- 

0.06 

- 

0.06 

0.02 

0.09 

0.01 

- 

- 

- 

- 

- 

0.015 

0.073 

0.007 

0.065 

0.001 

0.87 

Safe 

REKH CHARNI DANIASAR 

0802000500444600 

0.20 

0.78 

(104.49) 

0.62 

0.07 

0.69 

0.05 

0.24 

0.20 

- 

0.0398 

0.0563 

- 

0.096 

0.296 

0.988 

0.049 

0.938 

0.003 

0.30 

Safe 



0.20 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

REKH CHARNI GUNIASAR 

0802000500445600 

0.12 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.07 

0.00 

- 

- 

- 

- 

- 

0.002 

0.012 

0.001 

0.011 

0.000 

1.69 

Safe 



0.20 

0.07 

- 

0.07 

- 

0.07 

0.03 

0.16 

0.02 

- 

- 

- 

- 

- 

0.019 

0.094 

0.009 

0.084 

0.000 

0.46 

Safe 

Rekh Geedhasar 

0804000300607600 

0.08 

0.02 

- 

0.02 

0.01 

0.03 

0.02 

0.11 

0.00 

- 

0.0050 

0.0071 

- 

0.012 

0.016 

0.042 

0.004 

0.038 

0.004 

9.99 

Safe 

Rekh Khojer Patta S 

0804000300607800 

0.08 

0.06 

- 

0.06 

0.02 

0.08 

0.04 

0.21 

0.01 

- 

0.0089 

0.0126 

- 

0.022 

0.035 

0.114 

0.011 

0.102 

0.007 

6.64 

Safe 

Rekh Khojer Pattara 

0804000300607700 

0.08 

0.05 

- 

0.05 

0.01 

0.06 

0.03 

0.16 

0.01 

- 

0.0082 

0.0116 

- 

0.020 

0.029 

0.088 

0.009 

0.079 

0.006 

7.91 

Safe 

REKH KHOKHARSAR 

0802000500444800 

0.20 

0.12 

- 

0.12 

0.01 

0.13 

0.04 

0.19 

0.03 

- 

0.0075 

0.0106 

- 

0.018 

0.049 

0.182 

0.018 

0.164 

0.001 

0.32 

Safe 

REKH RAKNASAR 

0802000500446200 

0.20 

0.08 

- 

0.08 

0.01 

0.09 

0.04 

0.20 

0.02 

- 

0.0048 

0.0068 

- 

0.012 

0.032 

0.120 

0.012 

0.108 

0.000 

0.31 

Safe 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.004 

0.000 

1.75 

Safe 

Sabniyan 

0803000300510900 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sadasar 

0804000300605400 

0.08 

0.00 

(364.97) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0017 

0.0024 

- 

0.004 

0.004 

0.007 

0.000 

0.007 

0.001 

18.38 

Safe 



0.15 

1.15 

(101.38) 

0.92 

0.11 

1.03 

0.05 

0.29 

0.25 

- 

0.0616 

0.0871 

- 

0.149 

0.403 

1.429 

0.071 

1.358 

0.076 

5.61 

Safe 

Sawar 

0804000300604200 

0.08 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0007 

0.0010 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

0.001 

20.37 

Safe 



0.15 

1.62 

- 

1.62 

0.15 

1.77 

0.05 

0.29 

0.37 

- 

0.0883 

0.1248 

- 

0.213 

0.584 

2.358 

0.236 

2.122 

0.190 

8.93 

Safe 

SHEKH CHOOLIA 

0802000500445700 

0.12 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0005 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

1.78 

Safe 



0.12 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.08 

0.01 

- 

- 

- 

- 

- 

0.008 

0.040 

0.004 

0.036 

0.001 

1.53 

Safe 



0.20 

0.19 

- 

0.19 

0.00 

0.19 

0.03 

0.15 

0.05 

- 

- 

- 

0.003 

0.003 

0.051 

0.243 

0.024 

0.218 

0.001 

0.48 

Safe 

Shimla 

0804000300607500 

0.08 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0016 

0.0023 

- 

0.004 

0.004 

0.007 

0.001 

0.006 

0.001 

19.23 

Safe 

SIRANGSAR 

0802000600467200 

0.20 

1.34 

- 

1.34 

0.09 

1.43 

0.06 

0.30 

0.32 

- 

0.0538 

0.0760 

- 

0.130 

0.447 

1.879 

0.188 

1.691 

0.072 

4.26 

Safe 

SIRASAR 

0802000500445500 

0.12 

0.21 

- 

0.21 

- 

0.21 

0.04 

0.20 

0.05 

- 

- 

- 

- 

- 

0.053 

0.259 

0.026 

0.233 

0.009 

4.07 

Safe 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Surjansar 

0802000600467100 

0.20 

1.96 

(84.69) 

1.57 

0.13 

1.70 

0.06 

0.30 

0.46 

- 

0.0768 

0.1086 

- 

0.185 

0.647 

2.347 

0.117 

2.229 

0.103 

4.61 

Safe 

SWAROOP DESAR 

0802000500447200 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0004 

0.0006 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

1.62 

Safe 

Taliwala 

0803000300511200 

0.12 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0031 

0.0044 

- 

0.008 

0.008 

0.015 

0.001 

0.013 

0.002 

11.93 

Safe 

THIRANA 

0802000600466900 

0.20 

1.70 

(63.72) 

1.36 

0.20 

1.56 

0.06 

0.31 

0.40 

- 

0.0990 

0.1864 

- 

0.285 

0.689 

2.251 

0.113 

2.139 

0.088 

4.13 

Safe 

Tolasar 

0804000300604400 

0.15 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

20.58 

Safe 

UDASAR CHHOTA 

0802000500445300 

0.12 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.04 

0.01 

- 

- 

- 

- 

- 

0.006 

0.030 

0.003 

0.027 

0.001 

2.87 

Safe 



0.20 

0.02 

- 

0.02 

0.00 

0.02 

0.01 

0.03 

0.01 

- 

- 

- 

0.001 

0.001 

0.006 

0.028 

0.003 

0.025 

0.001 

2.23 

Safe 

1 DWD 

0802000500438600 

0.20 

0.00 

(1,011.29) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

1 PPM 

0802000500438900 

0.20 

0.00 

3,308.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.008 

15,409.45 

Over Exploited 



0.20 

0.10 

34.43 

0.13 

0.01 

0.14 

0.04 

0.20 

0.02 

0.0400 

0.0135 

0.0255 

- 

0.079 

0.104 

0.239 

0.012 

0.227 

0.324 

143.02 

Over Exploited 

2 PPM 

0802000500439000 

0.20 

0.12 

0.09 

0.12 

0.01 

0.13 

0.06 

0.32 

0.03 

0.0400 

- 

- 

0.000 

0.040 

0.067 

0.193 

0.010 

0.184 

0.316 

172.15 

Over Exploited 



0.20 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

20 RWD-C 

0802000500438800 

0.20 

0.00 

225.05 

0.00 

0.01 

0.01 

0.01 

0.06 

0.00 

- 

0.0030 

0.0056 

- 

0.009 

0.009 

0.020 

0.001 

0.019 

0.032 

168.53 

Over Exploited 



0.20 

0.00 

540.97 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

0.0014 

0.0026 

- 

0.004 

0.005 

0.008 

0.000 

0.007 

0.032 

443.26 

Over Exploited 

27 RWD 

0802000500436400 

0.20 

0.00 

5,553.38 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

28 RWD 

0802000500438700 

0.20 

0.00 

208.68 

0.00 

0.00 

0.00 

0.00 

0.03 

0.00 

- 

0.0010 

0.0018 

- 

0.003 

0.003 

0.007 

0.000 

0.006 

0.008 

128.11 

Over Exploited 



0.20 

0.04 

(56.04) 

0.03 

0.03 

0.06 

0.03 

0.14 

0.01 

0.0100 

0.0129 

0.0243 

- 

0.047 

0.057 

0.114 

0.006 

0.108 

0.049 

45.56 

Safe 

3 PPM 

0802000500439200 

0.20 

0.03 

49.20 

0.04 

0.01 

0.05 

0.03 

0.15 

0.01 

0.0200 

- 

- 

- 

0.020 

0.028 

0.080 

0.004 

0.076 

0.138 

182.41 

Over Exploited 



0.20 

0.04 

2.25 

0.04 

0.03 

0.08 

0.03 

0.16 

0.01 

0.0200 

0.0116 

0.0219 

- 

0.054 

0.064 

0.140 

0.007 

0.133 

0.154 

115.67 

Over Exploited 

30 RWD 

0802000500439600 

0.20 

0.05 

(8.41) 

0.05 

0.02 

0.07 

0.04 

0.21 

0.01 

0.0200 

0.0046 

0.0086 

- 

0.033 

0.046 

0.115 

0.006 

0.109 

0.170 

156.19 

Over Exploited 



0.20 

0.01 

99.82 

0.01 

0.01 

0.02 

0.02 

0.10 

0.00 

0.0100 

0.0053 

0.0100 

- 

0.025 

0.028 

0.052 

0.003 

0.049 

0.081 

163.94 

Over Exploited 

32 RWD 

0802000500439300 

0.20 

0.02 

113.73 

0.03 

0.02 

0.05 

0.02 

0.11 

0.01 

0.0200 

0.0037 

0.0071 

- 

0.031 

0.037 

0.083 

0.004 

0.079 

0.154 

196.08 

Over Exploited 



0.20 

0.02 

141.08 

0.02 

0.01 

0.03 

0.02 

0.10 

0.00 

0.0200 

- 

- 

- 

0.020 

0.025 

0.057 

0.003 

0.054 

0.138 

254.83 

Over Exploited 



0.20 

0.00 

513.08 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

0.0100 

0.0029 

0.0054 

- 

0.018 

0.019 

0.027 

0.001 

0.026 

0.049 

189.59 

Over Exploited 

33 RWD 

0802000500438300 

0.20 

0.00 

375.99 

0.00 

0.00 

0.01 

0.01 

0.07 

0.00 

0.0100 

0.0011 

0.0021 

- 

0.013 

0.014 

0.021 

0.001 

0.020 

0.081 

398.96 

Over Exploited 



0.20 

0.00 

34.19 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0005 

0.0010 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

0.016 

577.21 

Over Exploited 

34 RWD 

0802000500439700 

0.20 

0.00 

343.11 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0008 

0.0016 

- 

0.002 

0.003 

0.006 

0.000 

0.005 

0.016 

302.61 

Over Exploited 



0.20 

0.00 

97.67 

0.00 

0.01 

0.01 

0.00 

0.03 

0.00 

- 

0.0025 

0.0047 

- 

0.007 

0.007 

0.014 

0.001 

0.013 

0.016 

119.44 

Over Exploited 

4 PPM 

0802000600451000 

0.20 

0.14 

(30.48) 

0.11 

0.00 

0.11 

0.05 

0.25 

0.03 

0.0100 

- 

- 

0.002 

0.012 

0.044 

0.157 

0.008 

0.150 

0.066 

43.95 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 






Nohar Sidhmukh 

Command 

Younger Alluvium 

0.937 

0.26 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.002 

0.06 

0.06 


5 PPM 

080200060045090C 

4.119 

Saline 

Non-command 

Non-command 

Younger Alluvium 

3.042 

0.25 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.03 

0.008 

0.20 

0.20 






Nohar Sidhmukh 

Command 

Younger Alluvium 

1.077 

0.25 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.003 

0.07 

0.07 


6 PPM 

0802000600450700 

1.885 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.318 

0.17 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.003 

0.19 

0.18 






Nohar Sidhmukh 

Command 

Younger Alluvium 

0.567 

0.17 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.08 

0.08 


7 PPM 

0802000600450800 

2.082 

Saline 

Non-command 

Non-command 

Younger Alluvium 

2.082 

0.18 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.03 

0.005 

0.27 

0.26 


Amrasar 

0804000300606200 

9.095 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

0.001 

0.22 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Vindhyan Sandstone 

8.263 

0.22 

0.040 

0.00 

0.00 

0.01 

0.02 

0.00 

0.05 

0.03 

0.00 

0.012 

0.26 

0.39 


Anandsinghpura 

0804000100579400 

7.116 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

2.571 

0.09 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.007 

0.12 

0.21 






Non-command 

Non-command 

Older Alluvium 

4.545 

0.09 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.01 

0.012 

0.21 

0.37 


ARARKI 

0802000600465300 

23.232 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.465 

0.01 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.00 


Asal Kheri 

0804000400625100 

25.963 

Saline 

Non-command 

Non-command 

Older Alluvium 

25.963 

-1.23 

0.060 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.48 

0.064 

0.33 

0.57 


Asloo 

0804000400631200 

5.537 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.176 

-0.08 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Balasar 

0802000600468300 

27.287 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

27.227 

-0.06 

0.070 

0.02 

0.00 

0.06 

0.10 

0.00 

0.00 

0.00 

0.00 

0.070 

0.28 

0.35 


Baliya 

0804000100578900 

8.135 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

8.135 

0.11 

0.100 

0.01 

0.00 

0.02 

0.03 

0.00 

0.05 

0.03 

0.00 

0.021 

0.33 

0.56 


Baniyala 

0804000100570200 

8.300 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

8.300 

0.22 

0.100 

0.01 

0.00 

0.02 

0.03 

0.00 

0.15 

0.10 

0.00 

0.022 

0.29 

0.41 


Barradas 

0804000400631000 

10.612 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.936 

-0.04 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.022 

0.28 

0.48 


Bas Ghantel 

0804000400624700 

12.660 

Saline 

Non-command 

Non-command 

Older Alluvium 

12.660 

-0.03 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.031 

0.33 

0.57 


Bas Sarayan 

0804000100572300 

26.074 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

18.426 

-0.22 

0.100 

0.02 

0.00 

0.03 

0.04 

0.00 

0.00 

0.00 

0.00 

0.048 

0.22 

0.36 







Command 

Vindhyan Sandstone 

0.663 

-0.22 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.01 


Beeghran 

0804000100579900 

22.979 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

0.389 

0.11 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 






Non-command 

Non-command 

Older Alluvium 

19.051 

0.11 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.22 

0.13 

0.00 

0.049 

0.28 

0.48 


Beekasi 

0804000400623900 

4.095 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.095 

-0.52 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.010 

0.33 

0.57 


Beenasar 

0804000400629100 

25.675 

Fresh 

Non-command 

Non-command 

Older Alluvium 

19.139 

-0.03 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.047 

0.25 

0.43 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.541 

-0.03 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.009 

0.05 

0.08 


Beersani Taranagar 

0804000100572800 

10.496 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

10.496 

-0.19 

0.100 

0.01 

0.00 

0.02 

0.04 

0.00 

0.00 

0.00 

0.00 

0.027 

0.31 

0.51 


BHAGWANSAR 

0802000600451300 

33.946 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

10.655 

0.02 

0.090 

0.01 

0.00 

0.02 

0.04 

0.00 

-0.04 

-0.04 

0.00 

0.027 

0.08 

0.09 


Bhairoosar 

0804000400625300 

16.073 

Saline 

Non-command 

Non-command 

Older Alluvium 

16.073 

0.04 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.040 

0.33 

0.57 


Bhalau Tal 

0804000100574200 

16.620 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

12.358 

0.01 

0.100 

0.01 

0.00 

0.03 

0.05 

0.00 

-0.06 

-0.04 

0.00 

0.032 

0.23 

0.39 


Bhalau Teeba 

0804000100574300 

6.252 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

6.252 

-0.09 

0.100 

0.01 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.00 

0.016 

0.31 

0.51 


Bhaleri 

0804000100575800 

19.813 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.470 

-0.01 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.006 

0.04 

0.07 


Bhamasi 

0804000400626500 

9.120 

Saline 

Non-command 

Non-command 

Older Alluvium 

9.120 

0.03 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.023 

0.33 

0.57 


Bhamra 

0804000100572900 

16.025 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

16.025 

0.10 

0.100 

0.01 

0.00 

0.04 

0.06 

0.00 

0.07 

0.04 

0.00 

0.042 

0.31 

0.50 


Bhangera 

0804000100575300 

8.814 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

5.118 

-0.04 

0.100 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.013 

0.19 

0.32 






Non-command 

Non-command 

Older Alluvium 

3.646 

-0.04 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.009 

0.14 

0.23 


BHANGOOLI 

0802000600470300 

12.581 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.793 

-0.05 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.017 

0.15 

0.18 







Non-command 

Younger Alluvium 

3.648 

-0.05 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.009 

0.08 

0.09 






Nohar Sidhmukh 

Command 

Younger Alluvium 

2.140 

-0.05 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.05 

0.06 


Bhanin 

0804000100573900 

22.749 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

14.700 

0.00 

0.100 

0.02 

0.00 

0.04 

0.06 

0.00 

-0.07 

-0.04 

0.01 

0.038 

0.19 

0.33 


Bharang 

0804000100571900 

32.092 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

32.092 

0.77 

0.100 

0.03 

0.00 

0.11 

0.12 

0.00 

2.27 

1.53 

0.00 

0.083 

0.29 

0.43 


BHOGRANA 

0802000600470100 

19.194 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.238 

-0.02 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 


Bhoorawas 

0804000100572000 

7.128 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

7.128 

0.18 

0.100 

0.01 

0.00 

0.01 

0.03 

0.00 

0.10 

0.06 

0.00 

0.019 

0.30 

0.47 


Biliya 

0804000100572600 

5.759 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

5.759 

-0.29 

0.100 

0.00 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.00 

0.015 

0.31 

0.50 


Bilyoobas Rampura 

0804000300606700 

40.319 

Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

0.013 

0.33 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


BIRKALI 

0802000600450600 

11.299 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.185 

0.06 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.003 

0.03 

0.03 






Nohar Sidhmukh 

Command 

Younger Alluvium 

2.750 

0.06 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.007 

0.07 

0.06 


Boontiya 

0804000400630900 

25.546 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.289 

0.01 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

16.663 

0.01 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.041 

0.22 

0.37 


Brahmanwasi 

0804000100576700 

6.689 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

6.689 

0.05 

0.100 

0.01 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.00 

0.017 

0.32 

0.54 


Buchawas 

0804000100576100 

91.489 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

82.731 

0.12 

0.100 

0.08 

0.00 

0.11 

0.16 

0.00 

0.79 

0.46 

0.03 

0.215 

0.30 

0.51 






Non-command 

Non-command 

Older Alluvium 

8.759 

0.12 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.00 

0.023 

0.03 

0.05 


Chainpura 

0802000600465900 

22.274 

Saline 

Non-command 

Non-command 

Younger Alluvium 

20.125 

-1.73 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.052 

0.25 

0.24 






Nohar Sidhmukh 

Command 

Younger Alluvium 

2.148 

-1.73 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.03 

0.03 


Chalkoi Baneerotan 

0804000400623200 

18.406 

Saline 

Non-command 

Non-command 

Older Alluvium 

18.406 

0.05 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.01 

0.046 

0.33 

0.58 


Chalkoi Beekan 

0804000400623100 

13.031 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.841 

-0.06 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.017 

0.18 

0.30 


Chalkoi Gusainyan 

0804000100579500 

3.365 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.365 

-0.07 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.009 

0.33 

0.58 


Chalkoi Kheenchran 

0804000100579600 

3.330 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.330 

0.12 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.009 

0.34 

0.58 


Chandelnagar 

0804000400623600 

4.937 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.937 

-1.36 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.012 

0.33 

0.57 


Charanwasi 

0804000400623800 

3.453 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.453 

-0.49 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.009 

0.33 

0.57 


Chhajusar 

0804000400629000 

10.278 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.899 

-0.07 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.012 

0.16 

0.27 


Churu (M) 

0804000440404000 

18.967 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.952 

-0.04 

0.060 

0.19 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.569 

0.09 

0.15 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.677 

-0.04 

0.060 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.307 

0.05 

0.08 


Churu (Rural) 

0804000400629300 

46.736 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.585 

0.03 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.09 

0.016 

0.05 

0.08 





Saline 

Non-command 

Non-command 

Older Alluvium 

17.900 

0.03 

0.060 

0.06 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.17 

0.044 

0.13 

0.22 


Dabla 

0804000400630800 

3.875 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.390 

0.00 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.003 

0.12 

0.20 


Dabri 

0804000100571100 

10.431 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

7.298 

0.73 

0.100 

0.01 

0.00 

0.02 

0.03 

0.00 

0.49 

0.30 

0.00 

0.019 

0.20 

0.33 







Command 

Younger Alluvium 

3.121 

0.73 

0.120 

0.00 

0.00 

0.01 

0.01 

0.00 

0.25 

0.15 

0.00 

0.008 

0.09 

0.14 


Dabri Chhoti 

0804000100571200 

5.026 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

5.026 

1.10 

0.100 

0.00 

0.00 

0.02 

0.02 

0.00 

0.52 

0.32 

0.00 

0.013 

0.29 

0.47 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.20 

0.01 

197.37 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

0.0039 

0.0074 

- 

0.011 

0.014 

0.027 

0.001 

0.025 

0.021 

84.63 

Semi Critical 

5 PPM 

080200060045090C 

0.20 

0.12 

(34.34) 

0.10 

- 

0.10 

0.05 

0.25 

0.03 

- 

- 

- 

- 

- 

0.028 

0.125 

0.006 

0.119 

0.033 

27.60 

Safe 



0.20 

0.02 

61.78 

0.02 

- 

0.02 

0.02 

0.09 

0.00 

- 

0.0045 

0.0086 

- 

0.013 

0.017 

0.035 

0.002 

0.033 

0.016 

47.61 

Safe 

6 PPM 

0802000600450700 

0.20 

0.05 

(36.94) 

0.04 

- 

0.04 

0.04 

0.24 

0.01 

- 

- 

- 

- 

- 

0.012 

0.052 

0.003 

0.049 

0.035 

71.71 

Semi Critical 



0.20 

0.01 

(2.32) 

0.01 

- 

0.01 

0.02 

0.10 

0.00 

- 

0.0024 

0.0045 

- 

0.007 

0.009 

0.018 

0.001 

0.017 

0.014 

83.87 

Semi Critical 

7 PPM 

0802000600450800 

0.20 

0.11 

(60.65) 

0.09 

- 

0.09 

0.06 

0.34 

0.03 

- 

- 

- 

- 

- 

0.026 

0.117 

0.006 

0.111 

0.030 

27.30 

Safe 

Amrasar 

0804000300606200 

0.12 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.17 

(81.66) 

0.14 

0.03 

0.16 

0.05 

0.31 

0.04 

- 

0.0159 

0.0224 

- 

0.038 

0.074 

0.238 

0.012 

0.226 

0.016 

7.14 

Safe 

Anandsinghpura 

0804000100579400 

0.20 

0.06 

(87.46) 

0.05 

0.01 

0.06 

0.02 

0.14 

0.01 

- 

0.0049 

0.0070 

- 

0.012 

0.023 

0.081 

0.004 

0.077 

0.007 

8.70 

Safe 



0.20 

0.19 

(85.45) 

0.16 

- 

0.16 

0.04 

0.25 

0.03 

- 

- 

- 

- 

- 

0.033 

0.189 

0.009 

0.179 

0.019 

10.49 

Safe 

ARARKI 

0802000600465300 

0.20 

0.00 

(42.66) 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

0.0020 

0.0037 

- 

0.006 

0.006 

0.006 

0.000 

0.006 

0.001 

20.19 

Safe 

Asal Kheri 

0804000400625100 

0.08 

0.69 

- 

0.69 

0.01 

0.70 

0.06 

0.39 

0.12 

0.0200 

- 

- 

- 

0.020 

0.136 

0.839 

0.084 

0.755 

0.544 

72.12 

Semi Critical 

Asloo 

0804000400631200 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Balasar 

0802000600468300 

0.12 

0.91 

- 

0.91 

0.16 

1.07 

0.06 

0.34 

0.20 

- 

0.0785 

0.1479 

- 

0.226 

0.426 

1.495 

0.150 

1.346 

0.070 

5.20 

Safe 

Baliya 

0804000100578900 

0.20 

0.54 

(94.70) 

0.43 

0.05 

0.48 

0.06 

0.39 

0.10 

- 

0.0235 

0.0442 

- 

0.068 

0.163 

0.640 

0.032 

0.608 

0.021 

3.48 

Safe 

Baniyala 

0804000100570200 

0.20 

0.48 

(78.63) 

0.38 

0.05 

0.43 

0.06 

0.35 

0.10 

- 

0.0239 

0.0451 

- 

0.069 

0.170 

0.601 

0.030 

0.571 

0.022 

3.78 

Safe 

Barradas 

0804000400631000 

0.08 

0.20 

- 

0.20 

- 

0.20 

0.05 

0.33 

0.03 

- 

- 

- 

- 

- 

0.034 

0.234 

0.023 

0.211 

0.022 

10.50 

Safe 

Bas Ghantel 

0804000400624700 

0.08 

0.34 

- 

0.34 

- 

0.34 

0.06 

0.39 

0.06 

- 

- 

- 

- 

- 

0.056 

0.394 

0.039 

0.354 

0.048 

13.65 

Safe 

Bas Sarayan 

0804000100572300 

0.20 

0.81 

- 

0.81 

0.06 

0.87 

0.04 

0.26 

0.15 

- 

0.0354 

0.0500 

- 

0.085 

0.239 

1.107 

0.111 

0.997 

0.048 

4.80 

Safe 



0.10 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0013 

0.0018 

- 

0.003 

0.003 

0.006 

0.001 

0.005 

0.002 

32.41 

Safe 

Beeghran 

0804000100579900 

0.20 

0.00 

126.61 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0011 

0.0021 

- 

0.003 

0.003 

0.006 

0.000 

0.006 

0.001 

17.43 

Safe 



0.20 

1.06 

(87.94) 

0.85 

- 

0.85 

0.05 

0.33 

0.18 

- 

- 

- 

- 

- 

0.180 

1.027 

0.051 

0.976 

0.049 

5.07 

Safe 

Beekasi 

0804000400623900 

0.08 

0.11 

- 

0.11 

- 

0.11 

0.06 

0.39 

0.02 

- 

- 

- 

- 

- 

0.018 

0.128 

0.013 

0.115 

0.010 

8.83 

Safe 

Beenasar 

0804000400629100 

0.08 

0.38 

- 

0.38 

- 

0.38 

0.04 

0.29 

0.06 

- 

- 

- 

- 

- 

0.064 

0.444 

0.044 

0.400 

0.065 

16.37 

Safe 



0.08 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.002 

0.015 

0.002 

0.014 

0.009 

64.12 

Safe 

Beersani Taranagar 

0804000100572800 

0.20 

0.65 

- 

0.65 

0.06 

0.72 

0.06 

0.37 

0.12 

- 

0.0303 

0.0570 

- 

0.087 

0.212 

0.927 

0.093 

0.834 

0.027 

3.27 

Safe 

BHAGWANSAR 

0802000600451300 

0.20 

0.18 

(119.68) 

0.14 

0.06 

0.21 

0.02 

0.10 

0.04 

- 

0.0307 

0.0579 

- 

0.089 

0.130 

0.336 

0.017 

0.319 

0.027 

8.58 

Safe 

Bhairoosar 

0804000400625300 

0.08 

0.43 

(93.43) 

0.34 

- 

0.34 

0.06 

0.39 

0.07 

- 

- 

- 

- 

- 

0.072 

0.416 

0.021 

0.395 

0.040 

10.09 

Safe 

Bhalau Tal 

0804000100574200 

0.20 

0.56 

(106.39) 

0.45 

0.08 

0.53 

0.04 

0.27 

0.11 

- 

0.0475 

0.0671 

- 

0.115 

0.226 

0.757 

0.038 

0.719 

0.032 

4.47 

Safe 

Bhalau Teeba 

0804000100574300 

0.20 

0.38 

- 

0.38 

0.04 

0.42 

0.06 

0.37 

0.08 

- 

0.0240 

0.0340 

- 

0.058 

0.134 

0.556 

0.056 

0.501 

0.016 

3.24 

Safe 

Bhaleri 

0804000100575800 

0.20 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.003 

0.024 

0.002 

0.022 

0.013 

62.13 

Safe 

Bhamasi 

0804000400626500 

0.08 

0.24 

(93.62) 

0.19 

- 

0.19 

0.06 

0.39 

0.04 

- 

- 

- 

- 

- 

0.041 

0.235 

0.012 

0.223 

0.023 

10.11 

Safe 

Bhamra 

0804000100572900 

0.20 

0.99 

(95.54) 

0.79 

0.11 

0.89 

0.06 

0.37 

0.19 

- 

0.0616 

0.0870 

- 

0.149 

0.340 

1.234 

0.062 

1.173 

0.042 

3.55 

Safe 

Bhangera 

0804000100575300 

0.20 

0.19 

- 

0.19 

0.02 

0.21 

0.03 

0.22 

0.03 

- 

0.0098 

0.0139 

- 

0.024 

0.058 

0.270 

0.027 

0.243 

0.013 

5.48 

Safe 



0.20 

0.10 

- 

0.10 

- 

0.10 

0.02 

0.16 

0.02 

- 

- 

- 

- 

- 

0.017 

0.116 

0.012 

0.105 

0.009 

9.05 

Safe 

BHANGOOLI 

0802000600470300 

0.12 

0.12 

- 

0.12 

- 

0.12 

0.03 

0.19 

0.03 

- 

- 

- 

- 

- 

0.028 

0.152 

0.015 

0.136 

0.017 

12.80 

Safe 



0.20 

0.06 

- 

0.06 

- 

0.06 

0.02 

0.10 

0.01 

- 

- 

- 

- 

- 

0.013 

0.073 

0.007 

0.066 

0.009 

14.30 

Safe 



0.20 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

- 

0.0120 

0.0170 

- 

0.029 

0.034 

0.054 

0.005 

0.049 

0.006 

11.30 

Safe 

Bhanin 

0804000100573900 

0.20 

0.57 

(107.38) 

0.45 

0.10 

0.55 

0.04 

0.23 

0.12 

- 

0.0565 

0.0798 

- 

0.136 

0.252 

0.801 

0.040 

0.761 

0.052 

6.85 

Safe 

Bharang 

0804000100571900 

0.20 

1.87 

(18.09) 

1.53 

0.23 

1.77 

0.06 

0.35 

0.39 

- 

0.1542 

0.1743 

- 

0.329 

0.719 

2.484 

0.124 

2.360 

0.083 

3.53 

Safe 

BHOGRANA 

0802000600470100 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0013 

0.0019 

- 

0.003 

0.003 

0.003 

0.000 

0.003 

0.001 

19.97 

Safe 

Bhoorawas 

0804000100572000 

0.20 

0.43 

(85.69) 

0.34 

0.04 

0.38 

0.06 

0.36 

0.09 

- 

0.0205 

0.0387 

- 

0.059 

0.145 

0.529 

0.026 

0.503 

0.019 

3.68 

Safe 

Biliya 

0804000100572600 

0.20 

0.35 

- 

0.35 

0.03 

0.39 

0.06 

0.37 

0.07 

- 

0.0166 

0.0313 

- 

0.048 

0.116 

0.505 

0.050 

0.454 

0.015 

3.29 

Safe 

Bilyoobas Rampura 

0804000300606700 

0.08 

0.00 

103,969.84 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

BIRKALI 

0802000600450600 

0.20 

0.01 

(6.13) 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.002 

0.008 

0.000 

0.008 

0.003 

40.25 

Safe 



0.20 

0.04 

(59.97) 

0.03 

- 

0.03 

0.02 

0.08 

0.01 

- 

0.0116 

0.0218 

- 

0.033 

0.042 

0.071 

0.004 

0.068 

0.013 

19.32 

Safe 

Boontiya 

0804000400630900 

0.08 

0.00 

14.73 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.08 

0.29 

(93.58) 

0.23 

- 

0.23 

0.04 

0.25 

0.05 

- 

- 

- 

- 

- 

0.048 

0.280 

0.014 

0.266 

0.077 

29.05 

Safe 

Brahmanwasi 

0804000100576700 

0.20 

0.43 

(100.19) 

0.34 

0.04 

0.39 

0.06 

0.38 

0.08 

- 

0.0257 

0.0363 

- 

0.062 

0.142 

0.529 

0.026 

0.503 

0.017 

3.45 

Safe 

Buchawas 

0804000100576100 

0.20 

4.94 

(90.65) 

3.95 

0.27 

4.22 

0.05 

0.35 

0.86 

- 

0.1590 

0.2247 

- 

0.384 

1.248 

5.470 

0.274 

5.197 

0.244 

4.69 

Safe 



0.20 

0.06 

20.52 

0.07 

- 

0.07 

0.01 

0.04 

0.01 

- 

- 

- 

- 

- 

0.010 

0.076 

0.004 

0.072 

0.023 

31.47 

Safe 

Chainpura 

0802000600465900 

0.20 

1.00 

- 

1.00 

- 

1.00 

0.06 

0.31 

0.23 

- 

- 

- 

- 

- 

0.229 

1.234 

0.123 

1.110 

0.052 

4.66 

Safe 



0.20 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.03 

0.00 

- 

0.0091 

0.0171 

- 

0.026 

0.029 

0.040 

0.004 

0.036 

0.006 

15.28 

Safe 

Chalkoi Baneerotan 

0804000400623200 

0.08 

0.49 

(91.48) 

0.39 

- 

0.39 

0.06 

0.39 

0.08 

- 

- 

- 

- 

- 

0.083 

0.477 

0.024 

0.454 

0.054 

11.82 

Safe 

Chalkoi Beekan 

0804000400623100 

0.08 

0.10 

- 

0.10 

- 

0.10 

0.03 

0.20 

0.02 

- 

- 

- 

- 

- 

0.016 

0.112 

0.011 

0.101 

0.025 

24.74 

Safe 

Chalkoi Gusainyan 

0804000100579500 

0.20 

0.23 

- 

0.23 

- 

0.23 

0.06 

0.39 

0.04 

- 

- 

- 

- 

- 

0.038 

0.263 

0.026 

0.237 

0.009 

3.69 

Safe 

Chalkoi Kheenchran 

0804000100579600 

0.20 

0.22 

(89.43) 

0.18 

- 

0.18 

0.06 

0.39 

0.04 

- 

- 

- 

- 

- 

0.038 

0.217 

0.011 

0.206 

0.009 

4.21 

Safe 

Chandelnagar 

0804000400623600 

0.08 

0.13 

- 

0.13 

- 

0.13 

0.06 

0.39 

0.02 

- 

- 

- 

- 

- 

0.022 

0.154 

0.015 

0.139 

0.012 

8.83 

Safe 

Charanwasi 

0804000400623800 

0.08 

0.09 

- 

0.09 

- 

0.09 

0.06 

0.39 

0.02 

- 

- 

- 

- 

- 

0.015 

0.108 

0.011 

0.097 

0.009 

8.83 

Safe 

Chhajusar 

0804000400629000 

0.08 

0.06 

- 

0.06 

- 

0.06 

0.03 

0.19 

0.01 

- 

- 

- 

- 

- 

0.010 

0.073 

0.007 

0.066 

0.030 

45.90 

Safe 

Churu (M) 

0804000440404000 

0.08 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.10 

0.01 

- 

- 

- 

- 

- 

0.006 

0.040 

0.004 

0.036 

0.569 

1,571.95 

Over Exploited 



0.08 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.002 

0.012 

0.001 

0.011 

0.307 

2,908.25 

Over Exploited 

Churu (Rural) 

0804000400629300 

0.08 

0.02 

(0.42) 

0.02 

- 

0.02 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.004 

0.029 

0.001 

0.027 

0.108 

396.82 

Over Exploited 



0.08 

0.18 

(70.26) 

0.15 

- 

0.15 

0.02 

0.15 

0.03 

0.0100 

- 

- 

- 

0.010 

0.041 

0.187 

0.009 

0.177 

0.216 

122.06 

Over Exploited 

Dabla 

0804000400630800 

0.08 

0.01 

(54.82) 

0.01 

- 

0.01 

0.02 

0.14 

0.00 

- 

- 

- 

- 

- 

0.002 

0.013 

0.001 

0.012 

0.034 

282.24 

Over Exploited 

Dabri 

0804000100571100 

0.20 

0.30 

0.46 

0.30 

0.05 

0.35 

0.04 

0.25 

0.06 

- 

0.0351 

0.0396 

- 

0.075 

0.137 

0.488 

0.024 

0.464 

0.019 

4.09 

Safe 



0.22 

0.06 

155.72 

0.07 

0.02 

0.09 

0.02 

0.11 

0.01 

- 

0.0150 

0.0169 

- 

0.032 

0.044 

0.139 

0.007 

0.132 

0.008 

6.15 

Safe 

Dabri Chhoti 

0804000100571200 

0.20 

0.29 

10.63 

0.32 

0.04 

0.36 

0.06 

0.35 

0.06 

- 

0.0241 

0.0273 

- 

0.051 

0.113 

0.473 

0.024 

0.450 

0.013 

2.90 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


DALPATPURA 

0802000600469300 

32.447 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

4.405 

0.81 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.37 

0.00 

0.011 

0.04 

0.03 


Damliwas 

0804000100576200 

3.575 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

3.575 

0.14 

0.100 

0.00 

0.00 

0.00 

0.01 

0.00 

0.04 

0.02 

0.00 

0.009 

0.33 

0.55 


Depalsar 

0804000400629400 

9.372 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.026 

-0.10 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Devasar 

0804000300606300 

24.229 

Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

3.745 

0.37 

0.040 

0.00 

0.00 

0.01 

0.01 

0.00 

0.04 

0.03 

0.00 

0.006 

0.04 

0.07 


Dhameri 

0804000400622700 

8.338 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.149 

-0.02 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.020 

0.32 

0.56 


Dhana Bhakhran 

0804000100576400 

7.806 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

7.806 

0.08 

0.100 

0.01 

0.00 

0.02 

0.03 

0.00 

0.03 

0.02 

0.00 

0.020 

0.32 

0.54 


Dhanapatta Satyoo 

0804000100580100 

13.766 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.941 

0.17 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.010 

0.10 

0.17 


Dhani Asha 

0804000100579200 

3.393 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

3.216 

0.06 

0.100 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.01 

0.00 

0.008 

0.32 

0.54 






Non-command 

Non-command 

Older Alluvium 

0.178 

0.06 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 


Dhani Babriyan 

0804000100578700 

1.973 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

1.516 

0.12 

0.100 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.01 

0.00 

0.004 

0.26 

0.44 


Dhani Bhatiyan 

0804000100575000 

5.180 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

5.180 

0.08 

0.100 

0.00 

0.00 

0.01 

0.01 

0.00 

0.02 

0.01 

0.00 

0.013 

0.32 

0.55 


Dhani Mana 

0804000100570100 

18.718 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

18.718 

0.23 

0.100 

0.02 

0.00 

0.04 

0.07 

0.00 

0.34 

0.24 

0.00 

0.049 

0.29 

0.40 


Dhani Meghsar 

0804000100571400 

4.639 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

4.639 

0.91 

0.100 

0.00 

0.00 

0.02 

0.02 

0.00 

0.39 

0.24 

0.00 

0.012 

0.29 

0.47 


Dhani Muneemji 

0804000400624900 

11.529 

Saline 

Non-command 

Non-command 

Older Alluvium 

11.529 

0.02 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.05 

0.029 

0.33 

0.57 


Dhani Ranwan 

0804000400625600 

9.586 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.624 

0.26 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.02 

0.04 


Dheerwas Bara 

0804000100570500 

52.838 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

48.449 

1.30 

0.100 

0.04 

0.00 

0.20 

0.28 

0.00 

5.84 

3.84 

0.00 

0.126 

0.27 

0.40 







Command 

Younger Alluvium 

4.225 

1.30 

0.120 

0.00 

0.00 

0.02 

0.02 

0.00 

0.62 

0.40 

0.00 

0.011 

0.02 

0.04 






Non-command 

Non-command 

Older Alluvium 

0.127 

1.30 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

0.037 

1.30 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 


Dheerwas Chhota 

0804000100570600 

13.590 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

0.640 

0.76 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.002 

0.01 

0.02 







Command 

Younger Alluvium 

11.526 

0.76 

0.120 

0.01 

0.00 

0.04 

0.04 

0.00 

0.97 

0.60 

0.00 

0.030 

0.24 

0.40 






Non-command 

Non-command 

Younger Alluvium 

0.457 

0.76 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.001 

0.01 

0.02 


Dudhwa Khara 

0804000400625700 

44.013 

Saline 

Non-command 

Non-command 

Older Alluvium 

14.397 

0.30 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.27 

0.16 

0.00 

0.036 

0.11 

0.19 


Dudhwa Meetha 

0804000400624600 

23.706 

Saline 

Non-command 

Non-command 

Older Alluvium 

11.976 

0.22 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.10 

0.02 

0.030 

0.17 

0.29 


Duleri 

0804000100574000 

6.474 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

6.474 

-0.02 

0.100 

0.01 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.00 

0.017 

0.30 

0.49 


DUMASAR 

0802000600451600 

23.455 

Saline 

Non-command 

Non-command 

Younger Alluvium 

2.418 

-0.32 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.03 

0.03 






Nohar Sidhmukh 

Command 

Younger Alluvium 

17.233 

-0.32 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.044 

0.20 

0.19 


DURJANA 

0802000600469200 

24.316 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

23.940 

-0.21 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.062 

0.28 

0.27 


Gadana 

0804000100574900 

21.246 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

21.246 

-0.09 

0.100 

0.02 

0.00 

0.04 

0.08 

0.00 

0.00 

0.00 

0.00 

0.055 

0.32 

0.53 


Gajoowas 

0804000100576300 

9.492 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

9.492 

0.07 

0.100 

0.02 

0.00 

0.02 

0.04 

0.00 

0.03 

0.02 

0.04 

0.025 

0.32 

0.54 


Gajsar 

0804000400627100 

31.321 

Saline 

Non-command 

Non-command 

Older Alluvium 

31.321 

0.07 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.00 

0.078 

0.33 

0.57 


GANDHELI 

0802000500439100 

2.029 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.292 

0.28 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.03 

0.000 

0.16 

0.18 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.569 

0.28 

0.090 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.01 

0.02 

0.000 

0.07 

0.08 






Nohar Sidhmukh 

Command 

Younger Alluvium 

0.168 

0.28 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


GANGOI 

0802000600467900 

11.529 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

0.139 

-0.10 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Vindhyan Sandstone 

0.037 

-0.10 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ghantel 

0804000400624800 

14.285 

Saline 

Non-command 

Non-command 

Older Alluvium 

14.285 

0.00 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.06 

0.035 

0.33 

0.57 


GHOTRA KHALSA 

0802000700486200 

7.115 

Saline 

Non-command 

Non-command 

Younger Alluvium 

4.646 

0.29 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.00 

0.011 

0.19 

0.30 






Nohar Sidhmukh 

Command 

Younger Alluvium 

2.469 

0.29 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.006 

0.10 

0.16 


GHOTRAMUNDERANA 

0802000700485900 

4.177 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

0.001 

0.69 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Younger Alluvium 

0.033 

0.69 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Older Alluvium 

0.069 

0.69 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 







Non-command 

Younger Alluvium 

4.075 

0.69 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.13 

0.00 

0.010 

0.28 

0.41 


GHOTRA PATTA 

0802000700486000 

9.200 

Saline 

Non-command 

Non-command 

Younger Alluvium 

9.200 

0.44 

0.070 

0.02 

0.00 

0.00 

0.00 

0.00 

0.30 

0.20 

0.05 

0.023 

0.29 

0.44 


Ginri Patta Lohsana 

0804000400626800 

15.736 

Saline 

Non-command 

Non-command 

Older Alluvium 

15.736 

0.17 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.10 

0.00 

0.039 

0.33 

0.57 


Ginri Patta Rajpura 

0804000400626600 

10.075 

Saline 

Non-command 

Non-command 

Older Alluvium 

10.075 

0.19 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.00 

0.025 

0.33 

0.57 


Godas 

0804000100579100 

8.921 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

8.921 

0.09 

0.100 

0.01 

0.00 

0.01 

0.02 

0.00 

0.06 

0.04 

0.00 

0.023 

0.33 

0.57 


Gogtiya Baghawatan 

0804000100579800 

10.902 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

6.823 

0.12 

0.100 

0.01 

0.00 

0.01 

0.03 

0.00 

0.05 

0.03 

0.00 

0.018 

0.21 

0.36 


Gogtiya Charnan 

0804000100578500 

4.342 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.010 

0.15 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gogtiya Kachchawata 

0804000100578600 

3.130 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

0.873 

0.13 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.002 

0.09 

0.16 


Gogtiya Pata Chango 

0804000100578800 

13.083 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

12.039 

0.10 

0.100 

0.01 

0.00 

0.02 

0.05 

0.00 

0.06 

0.03 

0.00 

0.031 

0.30 

0.52 


GORKHANA 

0802000600451500 

19.933 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

4.686 

-0.09 

0.090 

0.00 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.00 

0.012 

0.06 

0.06 






Non-command 

Non-command 

Younger Alluvium 

14.286 

-0.09 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.037 

0.20 

0.19 


Indasi 

0804000100576600 

8.858 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

8.858 

0.10 

0.100 

0.01 

0.00 

0.02 

0.03 

0.00 

0.04 

0.03 

0.00 

0.023 

0.33 

0.55 


Indrapura 

0804000400626700 

4.792 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.792 

0.26 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.012 

0.33 

0.57 


JABRASAR 

0802000600468600 

56.205 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

0.035 

-0.41 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Older Alluvium 

0.591 

-0.41 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.00 

0.00 


Jasrasar 

0804000400628200 

36.404 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.142 

0.12 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.02 

0.005 

0.02 

0.03 





Saline 

Non-command 

Non-command 

Older Alluvium 

8.117 

0.12 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.03 

0.020 

0.07 

0.13 


Jawanipura 

0804000100580000 

12.651 

Saline 

Non-command 

Non-command 

Older Alluvium 

12.651 

0.17 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.13 

0.00 

0.033 

0.34 

0.58 


Jhadsar Ganjiya 

0804000100571300 

3.975 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

3.975 

1.31 

0.100 

0.00 

0.00 

0.01 

0.02 

0.00 

0.49 

0.31 

0.00 

0.010 

0.29 

0.46 


Jhadsar Kandhlan 

0804000100573100 

25.344 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

18.321 

0.30 

0.100 

0.02 

0.00 

0.05 

0.07 

0.00 

0.45 

0.27 

0.01 

0.048 

0.21 

0.35 


Jhanjhani 

0804000100573000 

16.261 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

16.261 

0.13 

0.100 

0.01 

0.00 

0.04 

0.06 

0.00 

0.12 

0.07 

0.00 

0.042 

0.30 

0.49 


Jhariya 

0804000400625200 

38.122 

Saline 

Non-command 

Non-command 

Older Alluvium 

38.122 

-0.34 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.094 

0.33 

0.57 


JOJASAR 

0802000600468100 

3.948 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

3.669 

0.00 

0.070 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.009 

0.26 

0.34 







Command 

Vindhyan Sandstone 

0.146 

0.00 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Jori Patta Charnan 

0804000400623000 

8.798 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.798 

-0.36 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.022 

0.33 

0.57 


Jori Patta Lohsana 

0804000400622900 

13.892 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

0.019 

-0.07 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

DALPATPURA 

0802000600469300 

0.20 

0.03 

989.62 

0.04 

0.00 

0.04 

0.01 

0.05 

0.01 

- 

0.0248 

0.0350 

0.002 

0.062 

0.070 

0.112 

0.006 

0.106 

0.011 

10.69 

Safe 

Damliwas 

0804000100576200 

0.20 

0.23 

(89.95) 

0.19 

0.01 

0.20 

0.06 

0.38 

0.04 

- 

0.0069 

0.0097 

- 

0.017 

0.058 

0.256 

0.013 

0.244 

0.009 

3.81 

Safe 

Depalsar 

0804000400629400 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Devasar 

0804000300606300 

0.08 

0.01 

109.57 

0.02 

0.01 

0.03 

0.01 

0.05 

0.00 

- 

0.0072 

0.0102 

- 

0.017 

0.020 

0.048 

0.002 

0.046 

0.006 

11.97 

Safe 

Dhameri 

0804000400622700 

0.08 

0.21 

- 

0.21 

- 

0.21 

0.06 

0.38 

0.04 

- 

- 

- 

- 

- 

0.036 

0.248 

0.025 

0.223 

0.020 

9.05 

Safe 

Dhana Bhakhran 

0804000100576400 

0.20 

0.50 

(96.73) 

0.40 

0.05 

0.45 

0.06 

0.38 

0.09 

- 

0.0225 

0.0424 

- 

0.065 

0.157 

0.606 

0.030 

0.576 

0.020 

3.52 

Safe 

Dhanapatta Satyoo 

0804000100580100 

0.20 

0.08 

(48.84) 

0.06 

- 

0.06 

0.02 

0.11 

0.01 

- 

- 

- 

- 

- 

0.013 

0.074 

0.004 

0.070 

0.010 

14.62 

Safe 

Dhani Asha 

0804000100579200 

0.20 

0.20 

(97.35) 

0.16 

0.01 

0.17 

0.05 

0.37 

0.03 

- 

0.0062 

0.0087 

- 

0.015 

0.050 

0.223 

0.011 

0.212 

0.008 

3.93 

Safe 



0.20 

0.00 

(3.44) 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Dhani Babriyan 

0804000100578700 

0.20 

0.08 

(93.43) 

0.06 

0.01 

0.07 

0.04 

0.30 

0.01 

- 

0.0044 

0.0082 

- 

0.013 

0.026 

0.097 

0.005 

0.092 

0.004 

4.26 

Safe 

Dhani Bhatiyan 

0804000100575000 

0.20 

0.34 

(95.75) 

0.27 

0.02 

0.29 

0.06 

0.38 

0.06 

- 

0.0100 

0.0141 

- 

0.024 

0.084 

0.371 

0.019 

0.352 

0.013 

3.82 

Safe 

Dhani Mana 

0804000100570100 

0.20 

1.07 

(77.70) 

0.86 

0.11 

0.97 

0.06 

0.35 

0.23 

- 

0.0540 

0.1017 

- 

0.156 

0.382 

1.350 

0.067 

1.282 

0.049 

3.79 

Safe 

Dhani Meghsar 

0804000100571400 

0.20 

0.27 

(10.84) 

0.24 

0.03 

0.28 

0.06 

0.36 

0.06 

- 

0.0223 

0.0252 

- 

0.048 

0.104 

0.381 

0.019 

0.362 

0.012 

3.33 

Safe 

Dhani Muneemji 

0804000400624900 

0.08 

0.31 

(93.81) 

0.25 

- 

0.25 

0.06 

0.39 

0.05 

- 

- 

- 

- 

- 

0.051 

0.297 

0.015 

0.282 

0.079 

27.84 

Safe 

Dhani Ranwan 

0804000400625600 

0.08 

0.00 

424.21 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

109.33 

Over Exploited 

Dheerwas Bara 

0804000100570500 

0.20 

2.58 

48.98 

3.09 

0.48 

3.57 

0.06 

0.32 

0.54 

- 

0.2793 

0.3947 

- 

0.674 

1.216 

4.785 

0.239 

4.546 

0.126 

2.77 

Safe 



0.22 

0.02 

1,776.11 

0.03 

0.04 

0.07 

0.00 

0.03 

0.00 

- 

0.0244 

0.0344 

- 

0.059 

0.063 

0.131 

0.007 

0.124 

0.011 

8.82 

Safe 



0.20 

0.00 

61,251.21 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.00 

224,327.39 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dheerwas Chhota 

0804000100570600 

0.20 

0.00 

1,439.17 

0.00 

0.00 

0.01 

0.00 

0.02 

0.00 

- 

0.0031 

0.0035 

- 

0.007 

0.007 

0.014 

0.001 

0.013 

0.002 

12.77 

Safe 



0.22 

0.62 

(3.86) 

0.60 

0.08 

0.68 

0.05 

0.30 

0.13 

- 

0.0554 

0.0626 

- 

0.118 

0.249 

0.930 

0.046 

0.883 

0.030 

3.39 

Safe 



0.22 

0.00 

2,513.07 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

90.71 

Critical 

Dudhwa Khara 

0804000400625700 

0.08 

0.13 

22.63 

0.15 

- 

0.15 

0.02 

0.13 

0.02 

- 

- 

- 

- 

- 

0.021 

0.173 

0.009 

0.165 

0.036 

21.66 

Safe 

Dudhwa Meetha 

0804000400624600 

0.08 

0.16 

(35.11) 

0.13 

- 

0.13 

0.03 

0.20 

0.03 

- 

- 

- 

- 

- 

0.027 

0.156 

0.008 

0.148 

0.054 

36.20 

Safe 

Duleri 

0804000100574000 

0.20 

0.39 

- 

0.39 

0.04 

0.43 

0.06 

0.36 

0.08 

- 

0.0249 

0.0352 

- 

0.060 

0.139 

0.570 

0.057 

0.513 

0.017 

3.28 

Safe 

DUMASAR 

0802000600451600 

0.20 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.003 

0.017 

0.002 

0.015 

0.006 

40.54 

Safe 



0.20 

0.70 

- 

0.70 

- 

0.70 

0.05 

0.25 

0.16 

- 

0.0726 

0.1368 

- 

0.210 

0.370 

1.075 

0.108 

0.968 

0.044 

4.58 

Safe 

DURJANA 

0802000600469200 

0.20 

1.32 

- 

1.32 

0.00 

1.33 

0.06 

0.34 

0.30 

- 

0.1345 

0.1901 

0.002 

0.327 

0.626 

1.952 

0.195 

1.757 

0.062 

3.50 

Safe 

Gadana 

0804000100574900 

0.20 

1.35 

- 

1.35 

0.13 

1.47 

0.06 

0.38 

0.25 

- 

0.0612 

0.1154 

- 

0.177 

0.428 

1.901 

0.190 

1.711 

0.055 

3.23 

Safe 

Gajoowas 

0804000100576300 

0.20 

0.61 

(96.88) 

0.49 

0.06 

0.55 

0.06 

0.38 

0.11 

- 

0.0274 

0.0515 

- 

0.079 

0.191 

0.737 

0.037 

0.700 

0.061 

8.67 

Safe 

Gajsar 

0804000400627100 

0.08 

0.83 

(89.20) 

0.67 

- 

0.67 

0.06 

0.39 

0.14 

- 

- 

- 

- 

- 

0.139 

0.807 

0.040 

0.766 

0.078 

10.12 

Safe 

GANDHELI 

0802000500439100 

0.20 

0.04 

(8.38) 

0.04 

- 

0.04 

0.04 

0.20 

0.01 

- 

- 

- 

- 

- 

0.010 

0.049 

0.002 

0.046 

0.032 

69.54 

Safe 



0.20 

0.01 

(35.41) 

0.01 

0.01 

0.02 

0.02 

0.09 

0.00 

- 

0.0042 

0.0079 

- 

0.012 

0.014 

0.029 

0.001 

0.028 

0.016 

57.99 

Safe 



0.20 

0.00 

433.70 

0.00 

- 

0.00 

0.01 

0.03 

0.00 

- 

0.0007 

0.0013 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

0.79 

Safe 

GANGOI 

0802000600467900 

0.12 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

35.37 

Safe 



0.05 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ghantel 

0804000400624800 

0.08 

0.38 

(94.82) 

0.30 

- 

0.30 

0.06 

0.39 

0.06 

- 

- 

- 

- 

- 

0.064 

0.368 

0.018 

0.350 

0.096 

27.57 

Safe 

GHOTRA KHALSA 

0802000700486200 

0.12 

0.10 

(44.82) 

0.08 

- 

0.08 

0.04 

0.23 

0.02 

- 

- 

- 

- 

- 

0.022 

0.106 

0.005 

0.101 

0.011 

11.42 

Safe 



0.12 

0.03 

3.81 

0.03 

- 

0.03 

0.02 

0.12 

0.01 

- 

0.0173 

0.0196 

- 

0.037 

0.043 

0.074 

0.004 

0.070 

0.006 

8.70 

Safe 

GHOTRAMUNDERANA 

0802000700485900 

0.12 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.00 

10,038.54 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.12 

0.00 

5,592.68 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.14 

(2.26) 

0.13 

- 

0.13 

0.06 

0.34 

0.03 

- 

- 

- 

- 

- 

0.029 

0.163 

0.008 

0.155 

0.010 

6.51 

Safe 

GHOTRA PATTA 

0802000700486000 

0.12 

0.32 

(37.56) 

0.25 

- 

0.25 

0.06 

0.35 

0.07 

0.0100 

- 

- 

- 

0.010 

0.078 

0.331 

0.017 

0.314 

0.072 

22.84 

Safe 

Ginri Patta Lohsana 

0804000400626800 

0.08 

0.42 

(76.81) 

0.34 

- 

0.34 

0.06 

0.39 

0.07 

- 

- 

- 

- 

- 

0.070 

0.406 

0.020 

0.386 

0.039 

10.11 

Safe 

Ginri Patta Rajpura 

0804000400626600 

0.08 

0.27 

(73.40) 

0.22 

- 

0.22 

0.06 

0.39 

0.05 

- 

- 

- 

- 

- 

0.045 

0.260 

0.013 

0.247 

0.025 

10.10 

Safe 

Godas 

0804000100579100 

0.20 

0.60 

(94.11) 

0.48 

0.03 

0.51 

0.06 

0.39 

0.10 

- 

0.0171 

0.0242 

- 

0.041 

0.144 

0.650 

0.033 

0.618 

0.023 

3.75 

Safe 

Gogtiya Baghawatan 

0804000100579800 

0.20 

0.29 

(89.72) 

0.23 

0.04 

0.27 

0.04 

0.25 

0.05 

- 

0.0197 

0.0371 

- 

0.057 

0.106 

0.375 

0.019 

0.356 

0.018 

4.98 

Safe 

Gogtiya Charnan 

0804000100578500 

0.20 

0.00 

7,078.56 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gogtiya Kachchawata 

0804000100578600 

0.20 

0.02 

(76.66) 

0.01 

0.01 

0.02 

0.02 

0.11 

0.00 

- 

0.0025 

0.0047 

- 

0.007 

0.010 

0.028 

0.001 

0.027 

0.002 

8.43 

Safe 

Gogtiya Pata Chango 

0804000100578800 

0.20 

0.73 

(95.39) 

0.59 

0.07 

0.66 

0.05 

0.36 

0.13 

- 

0.0347 

0.0654 

- 

0.100 

0.230 

0.887 

0.044 

0.843 

0.031 

3.71 

Safe 

GORKHANA 

0802000600451500 

0.20 

0.06 

- 

0.06 

0.03 

0.09 

0.01 

0.08 

0.01 

- 

0.0135 

0.0254 

- 

0.039 

0.053 

0.141 

0.014 

0.127 

0.012 

9.49 

Safe 



0.20 

0.56 

- 

0.56 

- 

0.56 

0.05 

0.24 

0.13 

- 

- 

- 

- 

- 

0.129 

0.692 

0.069 

0.622 

0.037 

5.90 

Safe 

Indasi 

0804000100576600 

0.20 

0.58 

(95.54) 

0.46 

0.05 

0.51 

0.06 

0.39 

0.10 

- 

0.0255 

0.0481 

- 

0.074 

0.178 

0.693 

0.035 

0.658 

0.023 

3.50 

Safe 

Indrapura 

0804000400626700 

0.08 

0.13 

(66.16) 

0.10 

- 

0.10 

0.06 

0.39 

0.02 

- 

- 

- 

- 

- 

0.021 

0.124 

0.006 

0.118 

0.012 

10.09 

Safe 

JABRASAR 

0802000600468600 

0.12 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

676.10 

Over Exploited 

Jasrasar 

0804000400628200 

0.08 

0.00 

333.31 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.004 

0.023 

532.64 

Over Exploited 



0.08 

0.05 

(19.58) 

0.04 

- 

0.04 

0.01 

0.09 

0.01 

- 

- 

- 

- 

- 

0.008 

0.047 

0.002 

0.045 

0.052 

116.75 

Over Exploited 

Jawanipura 

0804000100580000 

0.20 

0.85 

(84.53) 

0.68 

- 

0.68 

0.06 

0.39 

0.14 

- 

- 

- 

- 

- 

0.144 

0.824 

0.041 

0.783 

0.033 

4.20 

Safe 

Jhadsar Ganjiya 

0804000100571300 

0.20 

0.23 

34.69 

0.28 

0.03 

0.31 

0.06 

0.35 

0.05 

- 

0.0191 

0.0216 

- 

0.041 

0.089 

0.397 

0.020 

0.377 

0.010 

2.74 

Safe 

Jhadsar Kandhlan 

0804000100573100 

0.20 

0.78 

(65.02) 

0.62 

0.12 

0.74 

0.04 

0.26 

0.16 

- 

0.0704 

0.0995 

- 

0.170 

0.331 

1.075 

0.054 

1.021 

0.055 

5.35 

Safe 

Jhanjhani 

0804000100573000 

0.20 

0.98 

(92.39) 

0.79 

0.11 

0.89 

0.06 

0.36 

0.20 

- 

0.0625 

0.0883 

- 

0.151 

0.347 

1.242 

0.062 

1.180 

0.042 

3.58 

Safe 

Jhariya 

0804000400625200 

0.08 

1.02 

- 

1.02 

- 

1.02 

0.06 

0.39 

0.17 

- 

- 

- 

- 

- 

0.170 

1.187 

0.119 

1.068 

0.094 

8.84 

Safe 

JOJASAR 

0802000600468100 

0.12 

0.11 

- 

0.11 

0.01 

0.13 

0.06 

0.31 

0.02 

- 

0.0071 

0.0100 

- 

0.017 

0.042 

0.167 

0.017 

0.150 

0.009 

6.28 

Safe 



0.05 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

32.82 

Safe 

Jori Patta Charnan 

0804000400623000 

0.08 

0.24 

- 

0.24 

- 

0.24 

0.06 

0.39 

0.04 

- 

- 

- 

- 

- 

0.040 

0.275 

0.028 

0.248 

0.022 

8.80 

Safe 

Jori Patta Lohsana 

0804000400622900 

0.08 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 






Non-command 

Non-command 

Older Alluvium 

13.873 

-0.07 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.034 

0.33 

0.57 


Jori Patta Satyun 

0804000400622800 

23.001 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

7.193 

-0.02 

0.060 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.018 

0.10 

0.18 






Non-command 

Non-command 

Older Alluvium 

15.808 

-0.02 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.039 

0.23 

0.39 


Kalas 

0804000100576800 

17.426 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

17.426 

-0.03 

0.100 

0.01 

0.00 

0.05 

0.07 

0.00 

0.00 

0.00 

0.00 

0.045 

0.31 

0.53 


Kalwas 

0804000100570800 

21.955 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

1.433 

0.38 

0.120 

0.00 

0.00 

0.00 

0.01 

0.00 

0.06 

0.03 

0.00 

0.004 

0.02 

0.03 






Non-command 

Non-command 

Younger Alluvium 

15.167 

0.38 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.72 

0.42 

0.01 

0.039 

0.20 

0.35 






Nohar Sidhmukh 

Command 

Younger Alluvium 

0.645 

0.38 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.002 

0.01 

0.01 


KANAU 

0802000700485700 

46.928 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.045 

0.17 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

27.478 

0.17 

0.070 

0.02 

0.00 

0.00 

0.00 

0.00 

0.35 

0.27 

0.00 

0.068 

0.17 

0.21 






Nohar Sidhmukh 

Command 

Younger Alluvium 

16.017 

0.17 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.15 

0.00 

0.040 

0.10 

0.12 


Kanrwasi 

0804000400623500 

15.280 

Saline 

Non-command 

Non-command 

Older Alluvium 

15.280 

-0.87 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.038 

0.33 

0.57 


KARAMSANA 

0802000600451400 

7.690 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

4.818 

0.02 

0.090 

0.00 

0.00 

0.01 

0.02 

0.02 

-0.04 

-0.04 

0.00 

0.012 

0.17 

0.16 






Non-command 

Non-command 

Younger Alluvium 

2.872 

0.02 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.007 

0.10 

0.10 


Karanpura 

0804000100579000 

14.817 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

14.817 

0.09 

0.100 

0.01 

0.00 

0.03 

0.06 

0.00 

0.06 

0.03 

0.00 

0.038 

0.33 

0.57 



0804000400626200 

11.640 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.462 

0.01 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 


Karnisar 

0804000100574700 

1.496 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

1.496 

0.06 

0.100 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.004 

0.31 

0.52 



0804000400622300 

0.637 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.637 

-0.43 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.33 

0.57 


Karwasar 

0804000400626900 

21.550 

Saline 

Non-command 

Non-command 

Older Alluvium 

21.550 

0.13 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.11 

0.00 

0.053 

0.33 

0.57 


Khandwa Patta Churu 

0804000400622000 

37.891 

Saline 

Non-command 

Non-command 

Older Alluvium 

19.362 

-0.03 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.048 

0.17 

0.29 


Kharathwasiya 

0804000100579700 

2.489 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

1.399 

0.14 

0.100 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.01 

0.00 

0.004 

0.19 

0.32 






Non-command 

Non-command 

Older Alluvium 

1.056 

0.14 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.003 

0.14 

0.24 


Kharatwas 

0804000100576500 

11.266 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

11.266 

0.07 

0.100 

0.01 

0.00 

0.02 

0.04 

0.00 

0.02 

0.01 

0.00 

0.029 

0.32 

0.54 


Khariya 

0804000400627200 

14.817 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.052 

0.06 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

14.765 

0.06 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.037 

0.33 

0.57 


KHARSANDI 

0802000600465700 

17.659 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.192 

-1.21 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.013 

0.08 

0.08 







Non-command 

Younger Alluvium 

6.058 

-1.21 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.016 

0.10 

0.10 






Nohar Sidhmukh 

Command 

Older Alluvium 

0.766 

-1.21 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.01 







Command 

Younger Alluvium 

5.644 

-1.21 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.015 

0.09 

0.09 


Kharthali 

0804000100571800 

0.423 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

0.423 

0.35 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.30 

0.47 


Kheenwasar 

0804000400623400 

27.501 

Saline 

Non-command 

Non-command 

Older Alluvium 

27.501 

-0.71 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.068 

0.33 

0.57 


KHOPRAN 

0802000600470400 

15.464 

Saline 

Non-command 

Non-command 

Older Alluvium 

15.464 

-0.10 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.040 

0.28 

0.32 


KIKRALI 

0802000700485800 

8.212 

Saline 

Non-command 

Non-command 

Younger Alluvium 

8.212 

0.39 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.16 

0.00 

0.020 

0.29 

0.41 


Kikrali Charnan 

0804000100570400 

5.045 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.926 

0.16 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.005 

0.11 

0.14 







Non-command 

Younger Alluvium 

3.119 

0.16 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.008 

0.18 

0.23 


Kilipura 

0804000100572700 

6.507 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

6.507 

-0.18 

0.100 

0.01 

0.00 

0.01 

0.03 

0.00 

0.00 

0.00 

0.00 

0.017 

0.31 

0.49 


Kirsali Brahman 

0804000100577000 

4.284 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

3.107 

0.13 

0.100 

0.00 

0.00 

0.01 

0.01 

0.00 

0.02 

0.01 

0.00 

0.008 

0.23 

0.39 


Kirsali Kandhlan 

0804000100576900 

8.058 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

8.058 

0.02 

0.100 

0.01 

0.00 

0.02 

0.03 

0.00 

-0.02 

-0.01 

0.00 

0.021 

0.32 

0.54 


Kohina 

0804000100575400 

62.572 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

19.964 

-0.22 

0.100 

0.02 

0.00 

0.03 

0.04 

0.00 

0.00 

0.00 

0.02 

0.052 

0.10 

0.17 







Command 

Vindhyan Sandstone 

1.302 

-0.22 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.01 

0.01 






Non-command 

Non-command 

Older Alluvium 

22.440 

-0.22 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.058 

0.11 

0.19 







Non-command 

Vindhyan Sandstone 

0.085 

-0.22 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kotwad Nathotan 

0804000400622400 

10.707 

Saline 

Non-command 

Non-command 

Older Alluvium 

10.707 

-0.45 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.027 

0.33 

0.57 


Kotwad Tal 

0804000400622600 

14.848 

Saline 

Non-command 

Non-command 

Older Alluvium 

14.848 

-0.11 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.037 

0.33 

0.57 


Kotwad Teeba 

0804000400622500 

10.103 

Saline 

Non-command 

Non-command 

Older Alluvium 

10.103 

-0.28 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.025 

0.33 

0.57 


Kunji 

0802000700486300 

12.666 

Saline 

Non-command 

Non-command 

Younger Alluvium 

3.605 

0.27 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.009 

0.08 

0.13 






Nohar Sidhmukh 

Command 

Younger Alluvium 

8.489 

0.27 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.11 

0.00 

0.021 

0.19 

0.29 


Ladariya 

0804000400631100 

10.894 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.241 

-0.06 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Lakhanwas 

0804000100575600 

12.528 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

0.481 

-0.03 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 






Non-command 

Non-command 

Older Alluvium 

9.147 

-0.03 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.024 

0.24 

0.41 


Lakhasar 

0802000600465800 

26.655 

Saline 

Non-command 

Non-command 

Younger Alluvium 

14.932 

-1.79 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.038 

0.16 

0.15 






Nohar Sidhmukh 

Command 

Younger Alluvium 

11.325 

-1.79 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.029 

0.12 

0.11 


LALANIYA 

0802000600468800 

17.573 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

0.072 

-2.11 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Older Alluvium 

3.591 

-2.11 

0.070 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.009 

0.06 

0.06 







Non-command 

Younger Alluvium 

13.910 

-2.11 

0.090 

0.07 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.036 

0.22 

0.22 


Lalasar Banirotan 

0804000400626300 

8.781 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.242 

-0.11 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.011 

0.16 

0.28 


Lalasar Patta Rajpu 

0804000400626400 

12.141 

Saline 

Non-command 

Non-command 

Older Alluvium 

12.141 

-0.07 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.030 

0.33 

0.57 


Loodniya 

0804000100571000 

6.730 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

0.074 

0.41 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 







Command 

Younger Alluvium 

2.347 

0.41 

0.120 

0.00 

0.00 

0.01 

0.01 

0.00 

0.10 

0.06 

0.00 

0.006 

0.10 

0.17 


Loodniya Chhota 

0804000100570900 

2.760 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

2.318 

0.52 

0.120 

0.00 

0.00 

0.01 

0.01 

0.00 

0.13 

0.08 

0.00 

0.006 

0.24 

0.41 


Loonas 

0804000100574800 

8.174 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

8.174 

0.05 

0.100 

0.01 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.00 

0.021 

0.31 

0.52 


Madawas 

0804000100575200 

12.334 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

10.493 

-0.13 

0.100 

0.01 

0.00 

0.02 

0.04 

0.00 

0.00 

0.00 

0.00 

0.027 

0.28 

0.46 






Non-command 

Non-command 

Older Alluvium 

1.841 

-0.13 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.05 

0.08 


Mahendrawas 

0804000100575100 

7.760 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

7.760 

-0.19 

0.100 

0.01 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.00 

0.020 

0.32 

0.54 


Mala 

0804000100579300 

2.439 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

0.494 

0.02 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.07 

0.12 






Non-command 

Non-command 

Older Alluvium 

1.946 

0.02 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.27 

0.46 


MALIYA 

0802000600451700 

15.258 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.852 

-0.14 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.02 

0.01 


Malsisar 

0802000700486400 

25.844 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.385 

0.31 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.003 

0.02 

0.03 






Nohar Sidhmukh 

Command 

Younger Alluvium 

12.024 

0.31 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.27 

0.16 

0.00 

0.030 

0.13 

0.23 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.08 

0.37 

- 

0.37 

- 

0.37 

0.06 

0.39 

0.06 

- 

- 

- 

- 

- 

0.063 

0.434 

0.043 

0.391 

0.042 

10.85 

Safe 

Jori Patta Satyun 

080400040062280C 

0.08 

0.06 

- 

0.06 

0.02 

0.08 

0.02 

0.12 

0.01 

- 

0.0138 

0.0195 

- 

0.033 

0.044 

0.127 

0.013 

0.115 

0.018 

15.53 

Safe 



0.08 

0.29 

- 

0.29 

- 

0.29 

0.04 

0.27 

0.05 

- 

- 

- 

- 

- 

0.050 

0.340 

0.034 

0.306 

0.039 

12.79 

Safe 

Kalas 

0804000100576800 

0.20 

1.10 

- 

1.10 

0.11 

1.21 

0.06 

0.37 

0.21 

- 

0.0670 

0.0946 

- 

0.162 

0.371 

1.581 

0.158 

1.423 

0.045 

3.18 

Safe 

Kalwas 

0804000100570800 

0.22 

0.01 

442.90 

0.01 

0.01 

0.02 

0.00 

0.02 

0.00 

- 

0.0069 

0.0078 

- 

0.015 

0.016 

0.033 

0.002 

0.032 

0.004 

11.70 

Safe 



0.22 

0.66 

(37.43) 

0.53 

- 

0.53 

0.04 

0.24 

0.14 

- 

- 

- 

- 

- 

0.140 

0.672 

0.034 

0.638 

0.053 

8.37 

Safe 



0.22 

0.00 

1,333.01 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

0.0045 

0.0051 

- 

0.010 

0.010 

0.011 

0.001 

0.011 

0.002 

15.61 

Safe 

KANAU 

0802000700485700 

0.12 

0.00 

26,696.85 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.55 

(50.99) 

0.44 

- 

0.44 

0.04 

0.20 

0.12 

- 

- 

- 

- 

- 

0.120 

0.558 

0.028 

0.530 

0.068 

12.81 

Safe 



0.12 

0.19 

(16.87) 

0.15 

0.00 

0.16 

0.02 

0.12 

0.04 

- 

0.0900 

0.1272 

0.001 

0.218 

0.259 

0.414 

0.021 

0.394 

0.040 

10.05 

Safe 

Kanrwasi 

0804000400623500 

0.08 

0.41 

- 

0.41 

- 

0.41 

0.06 

0.39 

0.07 

- 

- 

- 

- 

- 

0.069 

0.477 

0.048 

0.429 

0.038 

8.81 

Safe 

KARAMSANA 

0802000600451400 

0.20 

0.17 

(125.87) 

0.13 

0.05 

0.18 

0.04 

0.21 

0.04 

- 

0.0139 

0.0262 

0.030 

0.070 

0.108 

0.289 

0.014 

0.274 

0.012 

4.52 

Safe 



0.20 

0.06 

(91.98) 

0.05 

- 

0.05 

0.02 

0.13 

0.01 

- 

- 

- 

- 

- 

0.013 

0.060 

0.003 

0.057 

0.007 

12.87 

Safe 

Karanpura 

0804000100579000 

0.20 

0.99 

(96.74) 

0.79 

0.09 

0.88 

0.06 

0.39 

0.17 

- 

0.0427 

0.0805 

- 

0.123 

0.295 

1.171 

0.059 

1.113 

0.038 

3.46 

Safe 


0804000400626200 

0.08 

0.00 

(59.32) 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

00 

■st 

00 

m 

CM 

Over Exploited 

Karnisar 

0804000100574700 

0.20 

0.09 

(100.86) 

0.07 

0.01 

0.08 

0.06 

0.37 

0.02 

- 

0.0057 

0.0081 

- 

0.014 

0.032 

0.116 

0.006 

0.110 

0.004 

3.52 

Safe 


0804000400622300 

0.08 

0.02 

- 

0.02 

- 

0.02 

0.06 

0.39 

0.00 

- 

- 

- 

- 

- 

0.003 

0.020 

0.002 

0.018 

0.002 

8.82 

Safe 

Karwasar 

0804000400626900 

0.08 

0.57 

(81.29) 

0.46 

- 

0.46 

0.06 

0.39 

0.10 

- 

- 

- 

- 

- 

0.096 

0.555 

0.028 

0.527 

0.053 

10.12 

Safe 

Khandwa Patta Churu 

0804000400622000 

0.08 

0.26 

- 

0.26 

- 

0.26 

0.03 

0.20 

0.04 

- 

- 

- 

- 

- 

0.044 

0.309 

0.031 

0.278 

0.060 

21.59 

Safe 

Kharathwasiya 

0804000100579700 

0.20 

0.05 

(88.23) 

0.04 

0.01 

0.05 

0.03 

0.22 

0.01 

- 

0.0040 

0.0076 

- 

0.012 

0.021 

0.071 

0.004 

0.067 

0.004 

5.38 

Safe 



0.20 

0.03 

(72.35) 

0.02 

- 

0.02 

0.02 

0.17 

0.01 

- 

- 

- 

- 

- 

0.005 

0.029 

0.001 

0.028 

0.003 

9.90 

Safe 

Kharatwas 

0804000100576500 

0.20 

0.72 

(98.44) 

0.58 

0.07 

0.65 

0.06 

0.38 

0.13 

- 

0.0325 

0.0612 

- 

0.094 

0.227 

0.873 

0.044 

0.829 

0.029 

3.53 

Safe 

Khariya 

0804000400627200 

0.08 

0.00 

1,994.92 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.39 

(90.86) 

0.31 

- 

0.31 

0.06 

0.39 

0.07 

- 

- 

- 

- 

- 

0.066 

0.379 

0.019 

0.360 

0.037 

10.16 

Safe 

KHARSANDI 

0802000600465700 

0.12 

0.05 

- 

0.05 

- 

0.05 

0.02 

0.10 

0.01 

- 

- 

- 

- 

- 

0.012 

0.063 

0.006 

0.056 

0.013 

23.68 

Safe 



0.20 

0.12 

- 

0.12 

- 

0.12 

0.02 

0.12 

0.03 

- 

- 

- 

- 

- 

0.026 

0.142 

0.014 

0.128 

0.016 

12.18 

Safe 



0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

0.0043 

0.0061 

- 

0.010 

0.011 

0.012 

0.001 

0.011 

0.002 

18.60 

Safe 



0.20 

0.10 

- 

0.10 

- 

0.10 

0.02 

0.11 

0.02 

- 

0.0317 

0.0448 

- 

0.077 

0.099 

0.200 

0.020 

0.180 

0.015 

8.07 

Safe 

Kharthali 

0804000100571800 

0.20 

0.03 

(69.67) 

0.02 

0.00 

0.02 

0.06 

0.36 

0.01 

- 

0.0016 

0.0023 

- 

0.004 

0.009 

0.032 

0.002 

0.030 

0.001 

3.61 

Safe 

Kheenwasar 

0804000400623400 

0.08 

0.74 

- 

0.74 

- 

0.74 

0.06 

0.39 

0.12 

- 

- 

- 

- 

- 

0.124 

0.859 

0.086 

0.773 

0.068 

8.81 

Safe 

KHOPRAN 

0802000600470400 

0.12 

0.52 

- 

0.52 

- 

0.52 

0.06 

0.34 

0.12 

- 

- 

- 

- 

- 

0.116 

0.637 

0.064 

0.574 

0.040 

6.93 

Safe 

KIKRALI 

0802000700485800 

0.12 

0.28 

(41.41) 

0.22 

- 

0.22 

0.06 

0.35 

0.06 

- 

- 

- 

- 

- 

0.061 

0.286 

0.014 

0.271 

0.020 

7.48 

Safe 

Kikrali Charnan 

0804000100570400 

0.20 

0.04 

(45.76) 

0.03 

- 

0.03 

0.02 

0.13 

0.01 

- 

- 

- 

- 

- 

0.009 

0.042 

0.002 

0.040 

0.005 

12.40 

Safe 



0.22 

0.12 

(63.49) 

0.10 

- 

0.10 

0.04 

0.21 

0.03 

- 

- 

- 

- 

- 

0.026 

0.123 

0.006 

0.116 

0.008 

6.96 

Safe 

Kilipura 

0804000100572700 

0.20 

0.40 

- 

0.40 

0.04 

0.44 

0.06 

0.37 

0.08 

- 

0.0188 

0.0353 

- 

0.054 

0.132 

0.569 

0.057 

0.512 

0.017 

3.30 

Safe 

Kirsali Brahman 

0804000100577000 

0.20 

0.14 

(91.67) 

0.11 

0.02 

0.13 

0.04 

0.27 

0.03 

- 

0.0119 

0.0169 

- 

0.029 

0.056 

0.190 

0.009 

0.180 

0.008 

4.48 

Safe 

Kirsali Kandhlan 

0804000100576900 

0.20 

0.51 

(102.86) 

0.41 

0.05 

0.46 

0.06 

0.38 

0.10 

- 

0.0310 

0.0438 

- 

0.075 

0.172 

0.631 

0.032 

0.599 

0.021 

3.49 

Safe 

Kohina 

0804000100575400 

0.20 

0.41 

- 

0.41 

0.07 

0.47 

0.02 

0.12 

0.07 

- 

0.0384 

0.0542 

- 

0.093 

0.167 

0.641 

0.064 

0.577 

0.074 

12.81 

Safe 



0.10 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

0.01 

0.00 

- 

0.0025 

0.0035 

- 

0.006 

0.006 

0.011 

0.001 

0.010 

0.003 

33.22 

Safe 



0.20 

0.52 

- 

0.52 

- 

0.52 

0.02 

0.14 

0.09 

- 

- 

- 

- 

- 

0.094 

0.609 

0.061 

0.548 

0.080 

14.64 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kotwad Nathotan 

0804000400622400 

0.08 

0.29 

- 

0.29 

- 

0.29 

0.06 

0.39 

0.05 

- 

- 

- 

- 

- 

0.048 

0.335 

0.033 

0.301 

0.027 

8.81 

Safe 

Kotwad Tal 

0804000400622600 

0.08 

0.40 

- 

0.40 

- 

0.40 

0.06 

0.39 

0.07 

- 

- 

- 

- 

- 

0.067 

0.463 

0.046 

0.417 

0.037 

8.82 

Safe 

Kotwad Teeba 

0804000400622500 

0.08 

0.27 

- 

0.27 

- 

0.27 

0.06 

0.39 

0.05 

- 

- 

- 

- 

- 

0.046 

0.316 

0.032 

0.284 

0.025 

8.81 

Safe 

Kunji 

0802000700486300 

0.12 

0.04 

25.04 

0.04 

- 

0.04 

0.02 

0.10 

0.01 

- 

- 

- 

- 

- 

0.008 

0.050 

0.002 

0.047 

0.009 

18.82 

Safe 



0.12 

0.20 

(43.58) 

0.16 

- 

0.16 

0.04 

0.23 

0.04 

- 

0.0596 

0.0674 

- 

0.127 

0.169 

0.325 

0.016 

0.309 

0.021 

6.79 

Safe 

Ladariya 

0804000400631100 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Lakhanwas 

0804000100575600 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0009 

0.0013 

- 

0.002 

0.002 

0.005 

0.001 

0.005 

0.001 

26.64 

Safe 



0.20 

0.44 

- 

0.44 

- 

0.44 

0.04 

0.28 

0.08 

- 

- 

- 

- 

- 

0.076 

0.516 

0.052 

0.465 

0.024 

5.11 

Safe 

Lakhasar 

0802000600465800 

0.20 

0.47 

- 

0.47 

0.00 

0.47 

0.04 

0.19 

0.11 

- 

- 

- 

0.001 

0.001 

0.107 

0.575 

0.057 

0.517 

0.081 

15.73 

Safe 



0.20 

0.27 

- 

0.27 

- 

0.27 

0.03 

0.15 

0.06 

- 

0.0636 

0.0899 

- 

0.154 

0.215 

0.483 

0.048 

0.435 

0.061 

14.05 

Safe 

LALANIYA 

0802000600468800 

0.12 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

17.34 

Safe 



0.12 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.07 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.040 

0.004 

0.036 

0.071 

198.01 

Over Exploited 



0.20 

0.61 

- 

0.61 

0.01 

0.62 

0.05 

0.27 

0.14 

0.0300 

- 

- 

0.005 

0.035 

0.174 

0.798 

0.080 

0.718 

0.281 

39.09 

Safe 

Lalasar Banirotan 

0804000400626300 

0.08 

0.05 

- 

0.05 

- 

0.05 

0.03 

0.19 

0.01 

- 

- 

- 

- 

- 

0.009 

0.064 

0.006 

0.058 

0.011 

18.26 

Safe 

Lalasar Patta Rajpu 

0804000400626400 

0.08 

0.32 

- 

0.32 

- 

0.32 

0.06 

0.39 

0.05 

- 

- 

- 

- 

- 

0.054 

0.379 

0.038 

0.341 

0.030 

8.83 

Safe 

Loodniya 

0804000100571000 

0.20 

0.00 

3,089.37 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

16.12 

Safe 



0.22 

0.05 

12.75 

0.06 

0.02 

0.07 

0.02 

0.12 

0.01 

- 

0.0090 

0.0127 

- 

0.022 

0.033 

0.107 

0.005 

0.102 

0.006 

5.99 

Safe 

Loodniya Chhota 

0804000100570900 

0.22 

0.12 

(37.74) 

0.10 

0.02 

0.11 

0.05 

0.29 

0.03 

- 

0.0089 

0.0126 

- 

0.022 

0.048 

0.162 

0.008 

0.154 

0.006 

3.91 

Safe 

Loonas 

0804000100574800 

0.20 

0.51 

(100.51) 

0.41 

0.05 

0.47 

0.06 

0.37 

0.10 

- 

0.0314 

0.0444 

- 

0.076 

0.173 

0.638 

0.032 

0.606 

0.021 

3.50 

Safe 

Madawas 

0804000100575200 

0.20 

0.58 

- 

0.58 

0.06 

0.64 

0.05 

0.33 

0.10 

- 

0.0302 

0.0570 

- 

0.087 

0.191 

0.831 

0.083 

0.748 

0.027 

3.64 

Safe 



0.20 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.003 

0.021 

0.002 

0.019 

0.005 

25.29 

Safe 

Mahendrawas 

0804000100575100 

0.20 

0.50 

- 

0.50 

0.05 

0.54 

0.06 

0.38 

0.09 

- 

0.0224 

0.0421 

- 

0.065 

0.155 

0.700 

0.070 

0.630 

0.020 

3.20 

Safe 

Mala 

0804000100579300 

0.20 

0.01 

(104.49) 

0.01 

0.00 

0.01 

0.01 

0.08 

0.00 

- 

0.0009 

0.0013 

- 

0.002 

0.003 

0.010 

0.001 

0.010 

0.001 

12.96 

Safe 



0.20 

0.10 

(97.50) 

0.08 

- 

0.08 

0.05 

0.31 

0.02 

- 

- 

- 

- 

- 

0.018 

0.101 

0.005 

0.096 

0.005 

5.28 

Safe 

MALIYA 

0802000600451700 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.003 

0.000 

0.003 

0.002 

74.73 

Semi Critical 

Malsisar 

0802000700486400 

0.12 

0.00 

579.20 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.003 

0.003 

99.60 

Critical 



0.12 

0.19 

(18.90) 

0.16 

- 

0.16 

0.03 

0.16 

0.04 

- 

0.0845 

0.0955 

- 

0.180 

0.221 

0.377 

0.019 

0.359 

0.030 

8.28 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


MANDARPURA 

080200060046600C 

45.895 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

1.171 

-0.09 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.01 

0.01 






Non-command 

Non-command 

Younger Alluvium 

15.037 

-0.09 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.039 

0.09 

0.09 


Mathori 

080400040062540C 

17.784 

Saline 

Non-command 

Non-command 

Older Alluvium 

17.784 

0.18 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.12 

0.00 

0.044 

0.33 

0.58 


MEGHANA 

0802000600469100 

34.728 

Saline 

Non-command 

Non-command 

Older Alluvium 

13.643 

-0.26 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.035 

0.11 

0.12 







Non-command 

Younger Alluvium 

0.744 

-0.26 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.01 






Nohar Sidhmukh 

Command 

Older Alluvium 

0.970 

-0.26 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.01 







Command 

Younger Alluvium 

19.370 

-0.26 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.050 

0.16 

0.16 


Meghsar 

0804000100571500 

16.533 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

16.533 

0.78 

0.100 

0.01 

0.00 

0.06 

0.06 

0.00 

1.19 

0.75 

0.00 

0.043 

0.30 

0.47 


MEHLIYA 

0802000700486600 

6.445 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.622 

0.54 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.002 

0.03 

0.05 


Mehrasar Upadiyan 

0804000300606400 

11.605 

Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

4.276 

0.31 

0.040 

0.00 

0.00 

0.01 

0.01 

0.00 

0.04 

0.03 

0.00 

0.006 

0.10 

0.15 


Mehri Rajviyan 

0804000300607100 

21.209 

Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

0.008 

-0.24 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mugalwas 

0804000100576000 

5.556 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

5.556 

0.10 

0.100 

0.00 

0.00 

0.01 

0.01 

0.00 

0.04 

0.02 

0.00 

0.014 

0.33 

0.56 


MUNDARIYA CHHOTA 

0802000700489200 

8.712 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.227 

0.45 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.01 

0.01 






Nohar Sidhmukh 

Command 

Younger Alluvium 

0.046 

0.45 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


MUNSARI 

0802000600451100 

21.047 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

8.736 

0.39 

0.090 

0.01 

0.00 

0.02 

0.03 

0.00 

0.26 

0.23 

0.00 

0.022 

0.11 

0.12 






Non-command 

Non-command 

Younger Alluvium 

6.971 

0.39 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.25 

0.22 

0.00 

0.018 

0.08 

0.09 


NAGRASARI 

0802000600465600 

14.390 

Saline 

Non-command 

Non-command 

Younger Alluvium 

3.824 

-1.00 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.010 

0.07 

0.07 






Nohar Sidhmukh 

Command 

Younger Alluvium 

10.566 

-1.00 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.027 

0.21 

0.20 


NAHRANA 

0802000600470200 

22.162 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.276 

-0.04 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 






Nohar Sidhmukh 

Command 

Younger Alluvium 

2.984 

-0.04 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.008 

0.04 

0.04 


NANAU 

0802000600451200 

46.701 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

15.898 

0.29 

0.090 

0.01 

0.00 

0.03 

0.06 

0.00 

0.33 

0.31 

0.00 

0.041 

0.09 

0.10 






Non-command 

Non-command 

Younger Alluvium 

5.236 

0.29 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.13 

0.00 

0.013 

0.03 

0.03 


Narsipura 

0804000400623300 

3.856 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.856 

-0.14 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.010 

0.33 

0.57 


Nethwa 

0804000100574500 

15.887 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

15.887 

-0.05 

0.100 

0.01 

0.00 

0.04 

0.06 

0.00 

0.00 

0.00 

0.00 

0.041 

0.31 

0.51 


NOONWAN 

0802000700485600 

38.195 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

2.724 

0.20 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.007 

0.02 

0.03 


Pandreu Tal 

0804000100577200 

10.664 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

0.017 

0.21 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Pandreu Teeba 

0804000100573600 

9.272 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

1.464 

0.21 

0.100 

0.01 

0.00 

0.00 

0.01 

0.00 

0.03 

0.02 

0.02 

0.004 

0.05 

0.08 


Peethana 

0804000100572100 

16.216 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

16.216 

-0.20 

0.100 

0.01 

0.00 

0.03 

0.06 

0.00 

0.00 

0.00 

0.00 

0.042 

0.30 

0.48 


Peetheesar 

0804000400624100 

45.161 

Saline 

Non-command 

Non-command 

Older Alluvium 

32.399 

-0.05 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.080 

0.24 

0.41 


Poonras 

0804000100572500 

14.340 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

14.340 

-0.34 

0.100 

0.01 

0.00 

0.03 

0.06 

0.00 

0.00 

0.00 

0.00 

0.037 

0.31 

0.52 


Poti 

0804000400628300 

13.461 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.457 

0.02 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.026 

0.26 

0.45 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.001 

0.02 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.02 

0.04 


Punsisar 

0804000100569800 

38.657 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

27.284 

0.13 

0.100 

0.03 

0.00 

0.04 

0.05 

0.00 

0.30 

0.22 

0.01 

0.071 

0.20 

0.28 







Command 

Vindhyan Sandstone 

11.374 

0.13 

0.040 

0.01 

0.00 

0.02 

0.02 

0.00 

0.03 

0.02 

0.01 

0.030 

0.08 

0.11 


Raisinghpura 

0802000600465500 

20.195 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.201 

0.64 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.00 

0.003 

0.02 

0.02 






Nohar Sidhmukh 

Command 

Younger Alluvium 

13.901 

0.64 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.80 

0.88 

0.00 

0.036 

0.19 

0.18 


Raiya Tunda 

0804000100570000 

56.062 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

56.062 

0.23 

0.100 

0.05 

0.00 

0.11 

0.22 

0.00 

1.02 

0.68 

0.00 

0.146 

0.30 

0.45 


Rajas 

0804000300607000 

20.529 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.126 

-0.11 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rampura 

0802000700486100 

4.180 

Saline 

Non-command 

Non-command 

Younger Alluvium 

4.180 

0.38 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.00 

0.010 

0.29 

0.47 


Rampura Bas Jasrasa 

0804000400627300 

17.017 

Saline 

Non-command 

Non-command 

Older Alluvium 

13.475 

0.18 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.01 

0.033 

0.26 

0.45 


Rampura Patta Jhari 

0804000400623700 

13.321 

Saline 

Non-command 

Non-command 

Older Alluvium 

13.321 

-0.69 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.033 

0.33 

0.57 


Rangheri 

0804000100570700 

12.029 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

1.250 

0.60 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.003 

0.03 

0.05 






Non-command 

Non-command 

Younger Alluvium 

10.779 

0.60 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.78 

0.49 

0.00 

0.028 

0.26 

0.41 


RATUSAR 

0802000600468900 

17.387 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

0.314 

-0.65 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 






Non-command 

Non-command 

Older Alluvium 

3.204 

-0.65 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.008 

0.05 

0.06 


Redi 

0804000100571600 

15.209 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

15.209 

0.26 

0.100 

0.01 

0.00 

0.04 

0.06 

0.00 

0.31 

0.20 

0.00 

0.040 

0.30 

0.48 


Rekh Berasar 

0804000300606000 

7.348 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

0.882 

0.03 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.03 

0.05 







Command 

Vindhyan Sandstone 

2.836 

0.03 

0.040 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

0.00 

0.00 

0.004 

0.11 

0.15 


Rekh Kharthali 

0804000100571700 

2.312 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

2.312 

0.30 

0.100 

0.00 

0.00 

0.01 

0.01 

0.00 

0.05 

0.03 

0.00 

0.006 

0.30 

0.48 


REKH MALIYA 

0802000600468400 

14.656 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

6.070 

-0.12 

0.070 

0.01 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.00 

0.016 

0.11 

0.14 


Rewasi 

0804000100574600 

5.293 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

5.293 

0.09 

0.100 

0.00 

0.00 

0.01 

0.02 

0.00 

0.01 

0.01 

0.00 

0.014 

0.31 

0.51 


Ribiya 

0804000400621900 

26.651 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.682 

0.12 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.004 

0.02 

0.04 


Rirkhala 

0804000400624000 

18.846 

Saline 

Non-command 

Non-command 

Older Alluvium 

18.846 

-0.56 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.047 

0.33 

0.57 


Sahjasar 

0804000300606100 

23.062 

Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

18.218 

0.17 

0.040 

0.01 

0.00 

0.02 

0.04 

0.00 

0.07 

0.05 

0.00 

0.027 

0.22 

0.31 


Sahjoosar 

0804000400627000 

16.129 

Saline 

Non-command 

Non-command 

Older Alluvium 

16.129 

0.18 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.11 

0.00 

0.040 

0.33 

0.57 


Sahwa 

0804000100570300 

124.600 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

78.974 

0.11 

0.100 

0.09 

0.00 

0.22 

0.30 

0.00 

0.45 

0.34 

0.09 

0.205 

0.18 

0.24 






Non-command 

Non-command 

Older Alluvium 

42.962 

0.11 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.53 

0.40 

0.04 

0.112 

0.10 

0.13 







Non-command 

Younger Alluvium 

2.664 

0.11 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.007 

0.01 

0.01 


SANGTHIYA 

0802000600468700 

24.309 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

1.046 

-0.83 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.01 

0.01 







Command 

Younger Alluvium 

0.236 

-0.83 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 






Non-command 

Non-command 

Older Alluvium 

0.047 

-0.83 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

9.661 

-0.83 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.025 

0.11 

0.11 


Sarayan 

0804000100572200 

36.760 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

27.651 

-0.14 

0.100 

0.03 

0.00 

0.04 

0.05 

0.00 

0.00 

0.00 

0.01 

0.072 

0.23 

0.36 







Command 

Vindhyan Sandstone 

1.844 

-0.14 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.02 

0.02 


Satra 

0804000400628400 

25.123 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.903 

-0.12 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.007 

0.04 

0.07 


Satyoo 

0804000100580500 

61.169 

Saline 

Non-command 

Non-command 

Older Alluvium 

9.763 

0.18 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.11 

0.01 

0.025 

0.05 

0.09 


Shekhawas 

0804000100574100 

4.264 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

4.264 

-0.09 

0.100 

0.00 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.00 

0.011 

0.30 

0.50 


SHEORANI 

0802000600469000 

31.146 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

3.114 

-0.28 

0.070 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.008 

0.03 

0.03 





Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

MANDARPURA 

0802000600466000 

0.20 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

0.01 

0.00 

- 

0.0023 

0.0032 

- 

0.005 

0.006 

0.011 

0.001 

0.010 

0.003 

29.79 

Safe 



0.20 

0.26 

- 

0.26 

- 

0.26 

0.02 

0.11 

0.06 

- 

- 

- 

- 

- 

0.061 

0.326 

0.033 

0.293 

0.039 

13.18 

Safe 

Mathori 

0804000400625400 

0.08 

0.48 

(75.36) 

0.38 

- 

0.38 

0.06 

0.39 

0.08 

- 

- 

- 

- 

- 

0.080 

0.461 

0.023 

0.438 

0.044 

10.05 

Safe 

MEGHANA 

0802000600469100 

0.12 

0.18 

- 

0.18 

- 

0.18 

0.02 

0.13 

0.04 

- 

- 

- 

- 

- 

0.041 

0.221 

0.022 

0.199 

0.035 

17.64 

Safe 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

CD 

CO 

CD 

CO 

Over Exploited 



0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

0.0055 

0.0077 

- 

0.013 

0.013 

0.014 

0.001 

0.013 

0.002 

19.35 

Safe 



0.20 

0.61 

- 

0.61 

- 

0.61 

0.04 

0.19 

0.14 

- 

0.1089 

0.1538 

- 

0.263 

0.399 

1.005 

0.101 

0.905 

0.050 

5.50 

Safe 

Meghsar 

0804000100571500 

0.20 

0.98 

(23.61) 

0.79 

0.12 

0.91 

0.06 

0.36 

0.20 

- 

0.0794 

0.0898 

- 

0.169 

0.369 

1.275 

0.064 

1.211 

0.043 

3.55 

Safe 

M EH LIYA 

0802000700486600 

0.12 

0.00 

516.09 

0.00 

- 

0.00 

0.01 

0.03 

0.00 

- 

0.0035 

0.0049 

- 

0.008 

0.009 

0.011 

0.001 

0.011 

0.002 

14.28 

Safe 

Mehrasar Upadiyan 

0804000300606400 

0.08 

0.04 

(27.95) 

0.03 

0.01 

0.04 

0.02 

0.12 

0.01 

- 

0.0082 

0.0116 

0.001 

0.021 

0.028 

0.071 

0.004 

0.068 

0.010 

15.20 

Safe 

Mehri Rajviyan 

0804000300607100 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mugalwas 

0804000100576000 

0.20 

0.36 

(93.94) 

0.29 

0.02 

0.31 

0.06 

0.39 

0.06 

- 

0.0107 

0.0151 

- 

0.026 

0.090 

0.400 

0.020 

0.380 

0.014 

3.80 

Safe 

MUNDARIYA CHHOTA 

0802000700489200 

0.12 

0.00 

1,804.53 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.12 

0.00 

9,607.61 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

MUNSARI 

0802000600451100 

0.20 

0.18 

26.33 

0.22 

0.05 

0.27 

0.03 

0.13 

0.04 

- 

0.0252 

0.0474 

- 

0.073 

0.116 

0.390 

0.019 

0.370 

0.022 

6.07 

Safe 



0.20 

0.12 

91.01 

0.14 

- 

0.14 

0.02 

0.10 

0.03 

- 

- 

- 

- 

- 

0.028 

0.169 

0.008 

0.161 

0.018 

11.16 

Safe 

NAGRASARI 

0802000600465600 

0.20 

0.06 

- 

0.06 

- 

0.06 

0.02 

0.09 

0.01 

- 

- 

- 

- 

- 

0.013 

0.070 

0.007 

0.063 

0.010 

15.66 

Safe 



0.20 

0.43 

- 

0.43 

0.00 

0.44 

0.05 

0.25 

0.10 

- 

0.0594 

0.0839 

0.001 

0.145 

0.243 

0.678 

0.068 

0.610 

0.027 

4.45 

Safe 

NAHRANA 

0802000600470200 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.20 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.05 

0.01 

- 

0.0168 

0.0237 

- 

0.041 

0.046 

0.068 

0.007 

0.061 

0.008 

12.49 

Safe 

NANAU 

0802000600451200 

0.20 

0.28 

9.19 

0.31 

0.10 

0.41 

0.02 

0.11 

0.07 

- 

0.0458 

0.0863 

0.003 

0.136 

0.202 

0.607 

0.030 

0.577 

0.041 

7.08 

Safe 



0.20 

0.03 

317.03 

0.04 

- 

0.04 

0.01 

0.04 

0.01 

- 

- 

- 

- 

- 

0.007 

0.044 

0.002 

0.042 

0.013 

32.15 

Safe 

Narsipura 

0804000400623300 

0.08 

0.10 

- 

0.10 

- 

0.10 

0.06 

0.39 

0.02 

- 

- 

- 

- 

- 

0.017 

0.120 

0.012 

0.108 

0.018 

16.19 

Safe 

Nethwa 

0804000100574500 

0.20 

0.98 

- 

0.98 

0.10 

1.08 

0.06 

0.37 

0.19 

- 

0.0611 

0.0863 

- 

0.147 

0.339 

1.420 

0.142 

1.278 

0.041 

3.23 

Safe 

NOONWAN 

0802000700485600 

0.12 

0.01 

316.54 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

0.0153 

0.0216 

- 

0.037 

0.038 

0.046 

0.002 

0.044 

0.007 

15.30 

Safe 

Pandreu Tal 

0804000100577200 

0.20 

0.00 

5,827.19 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pandreu Teeba 

0804000100573600 

0.20 

0.01 

27.64 

0.02 

0.01 

0.03 

0.01 

0.06 

0.00 

- 

0.0056 

0.0080 

- 

0.014 

0.016 

0.043 

0.002 

0.041 

0.026 

63.08 

Safe 

Peethana 

0804000100572100 

0.20 

0.99 

- 

0.99 

0.10 

1.08 

0.06 

0.36 

0.19 

- 

0.0467 

0.0881 

- 

0.135 

0.328 

1.411 

0.141 

1.270 

0.042 

3.32 

Safe 

Peetheesar 

0804000400624100 

0.08 

0.62 

- 

0.62 

- 

0.62 

0.04 

0.28 

0.10 

- 

- 

- 

- 

- 

0.104 

0.724 

0.072 

0.652 

0.092 

14.16 

Safe 

Poonras 

0804000100572500 

0.20 

0.90 

- 

0.90 

0.08 

0.99 

0.06 

0.37 

0.17 

- 

0.0413 

0.0779 

- 

0.119 

0.288 

1.275 

0.128 

1.148 

0.037 

3.25 

Safe 

Poti 

0804000400628300 

0.08 

0.22 

(93.92) 

0.17 

- 

0.17 

0.04 

0.30 

0.04 

- 

- 

- 

- 

- 

0.036 

0.210 

0.010 

0.199 

0.044 

22.03 

Safe 



0.08 

0.00 

(64.80) 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.002 

135.75 

Over Exploited 

Punsisar 

0804000100569800 

0.20 

1.08 

(80.11) 

0.87 

0.09 

0.96 

0.04 

0.24 

0.23 

- 

0.0524 

0.0741 

- 

0.127 

0.358 

1.314 

0.066 

1.248 

0.078 

6.24 

Safe 



0.10 

0.09 

(75.22) 

0.08 

0.04 

0.11 

0.02 

0.10 

0.02 

- 

0.0219 

0.0309 

- 

0.053 

0.073 

0.185 

0.009 

0.176 

0.035 

19.60 

Safe 

Raisinghpura 

0802000600465500 

0.20 

0.00 

1,787.43 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.005 

0.003 

56.80 

Safe 



0.20 

0.54 

64.67 

0.64 

0.00 

0.65 

0.04 

0.24 

0.12 

- 

0.0781 

0.1104 

0.003 

0.191 

0.313 

0.960 

0.048 

0.912 

0.036 

3.92 

Safe 

Raiya Tunda 

0804000100570000 

0.20 

3.31 

(79.59) 

2.65 

0.33 

2.98 

0.06 

0.36 

0.68 

- 

0.1616 

0.3045 

- 

0.466 

1.142 

4.120 

0.206 

3.914 

0.146 

3.72 

Safe 

Rajas 

0804000300607000 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rampura 

0802000700486100 

0.12 

0.14 

(52.83) 

0.12 

- 

0.12 

0.06 

0.35 

0.03 

- 

- 

- 

- 

- 

0.031 

0.146 

0.007 

0.139 

0.010 

7.45 

Safe 

Rampura Bas Jasrasa 

0804000400627300 

0.08 

0.28 

(68.57) 

0.23 

- 

0.23 

0.04 

0.31 

0.05 

- 

- 

- 

- 

- 

0.048 

0.275 

0.014 

0.261 

0.045 

17.37 

Safe 

Rampura Patta Jhari 

0804000400623700 

0.08 

0.36 

- 

0.36 

- 

0.36 

0.06 

0.39 

0.06 

- 

- 

- 

- 

- 

0.060 

0.416 

0.042 

0.374 

0.033 

8.82 

Safe 

Rangheri 

0804000100570700 

0.22 

0.01 

515.09 

0.01 

0.01 

0.02 

0.01 

0.04 

0.00 

- 

0.0060 

0.0068 

- 

0.013 

0.015 

0.033 

0.002 

0.032 

0.003 

10.21 

Safe 



0.22 

0.61 

(19.59) 

0.49 

- 

0.49 

0.05 

0.31 

0.13 

- 

- 

- 

- 

- 

0.130 

0.621 

0.031 

0.590 

0.028 

4.75 

Safe 

RATUSAR 

0802000600468900 

0.12 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0009 

0.0017 

- 

0.003 

0.003 

0.005 

0.000 

0.004 

0.001 

19.14 

Safe 



0.12 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.004 

0.024 

0.002 

0.022 

0.008 

38.06 

Safe 

Redi 

0804000100571600 

0.20 

0.92 

(78.62) 

0.73 

0.10 

0.83 

0.06 

0.36 

0.18 

- 

0.0585 

0.0826 

- 

0.141 

0.324 

1.158 

0.058 

1.100 

0.040 

3.59 

Safe 

Rekh Berasar 

0804000300606000 

0.12 

0.00 

(122.90) 

0.00 

0.00 

0.01 

0.01 

0.04 

0.00 

- 

0.0017 

0.0024 

- 

0.004 

0.005 

0.011 

0.001 

0.010 

0.001 

12.92 

Safe 



0.08 

0.02 

(119.10) 

0.02 

0.01 

0.03 

0.02 

0.13 

0.01 

- 

0.0054 

0.0077 

- 

0.013 

0.018 

0.047 

0.002 

0.045 

0.004 

9.35 

Safe 

Rekh Kharthali 

0804000100571700 

0.20 

0.14 

(75.57) 

0.11 

0.02 

0.13 

0.06 

0.36 

0.03 

- 

0.0089 

0.0126 

- 

0.021 

0.049 

0.176 

0.009 

0.167 

0.006 

3.60 

Safe 

REKH MALIYA 

0802000600468400 

0.12 

0.08 

- 

0.08 

0.04 

0.12 

0.03 

0.14 

0.02 

- 

0.0175 

0.0330 

- 

0.051 

0.069 

0.188 

0.019 

0.169 

0.016 

9.22 

Safe 

Rewasi 

0804000100574600 

0.20 

0.33 

(97.61) 

0.26 

0.03 

0.30 

0.06 

0.37 

0.06 

- 

0.0203 

0.0287 

- 

0.049 

0.113 

0.409 

0.020 

0.389 

0.014 

3.54 

Safe 

Ribiya 

0804000400621900 

0.08 

0.00 

146.73 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.004 

113.06 

Over Exploited 

Rirkhala 

0804000400624000 

0.08 

0.50 

- 

0.50 

- 

0.50 

0.06 

0.39 

0.08 

- 

- 

- 

- 

- 

0.084 

0.587 

0.059 

0.528 

0.047 

8.84 

Safe 

Sahjasar 

0804000300606100 

0.08 

0.32 

(84.26) 

0.26 

0.06 

0.32 

0.05 

0.27 

0.07 

- 

0.0350 

0.0495 

- 

0.085 

0.153 

0.469 

0.023 

0.446 

0.027 

6.01 

Safe 

Sahjoosar 

0804000400627000 

0.08 

0.43 

(74.89) 

0.34 

- 

0.34 

0.06 

0.39 

0.07 

- 

- 

- 

- 

- 

0.072 

0.416 

0.021 

0.395 

0.040 

10.12 

Safe 

Sahwa 

0804000100570300 

0.20 

2.84 

(87.99) 

2.27 

0.52 

2.79 

0.04 

0.22 

0.62 

0.0100 

0.3035 

0.4289 

- 

0.742 

1.360 

4.149 

0.207 

3.941 

0.291 

7.39 

Safe 



0.20 

0.84 

(52.26) 

0.67 

- 

0.67 

0.02 

0.12 

0.18 

- 

- 

- 

- 

- 

0.183 

0.854 

0.043 

0.812 

0.156 

19.17 

Safe 



0.22 

0.00 

660.72 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.007 

144.73 

Over Exploited 

SANGTHIYA 

0802000600468700 

0.12 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0020 

0.0028 

- 

0.005 

0.005 

0.010 

0.001 

0.009 

0.003 

29.41 

Safe 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0005 

0.0006 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.001 

33.20 

Safe 



0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.21 

- 

0.21 

- 

0.21 

0.02 

0.13 

0.05 

- 

- 

- 

- 

- 

0.048 

0.258 

0.026 

0.233 

0.025 

10.68 

Safe 

Sarayan 

0804000100572200 

0.20 

1.26 

- 

1.26 

0.09 

1.36 

0.04 

0.27 

0.25 

- 

0.0531 

0.0751 

- 

0.128 

0.375 

1.731 

0.173 

1.558 

0.086 

5.51 

Safe 



0.10 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0035 

0.0050 

- 

0.009 

0.009 

0.018 

0.002 

0.016 

0.005 

29.52 

Safe 

Satra 

0804000400628400 

0.08 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.002 

0.011 

0.001 

0.009 

0.007 

75.92 

Semi Critical 

Satyoo 

0804000100580500 

0.20 

0.11 

1.29 

0.11 

- 

0.11 

0.01 

0.06 

0.02 

- 

- 

- 

- 

- 

0.018 

0.125 

0.006 

0.119 

0.039 

33.21 

Safe 

Shekhawas 

0804000100574100 

0.20 

0.26 

- 

0.26 

0.03 

0.29 

0.06 

0.36 

0.05 

- 

0.0164 

0.0232 

- 

0.040 

0.091 

0.377 

0.038 

0.339 

0.011 

3.27 

Safe 

SHEORANI 

0802000600469000 

0.12 

0.01 

- 

0.01 

0.02 

0.03 

0.01 

0.03 

0.00 

- 

0.0120 

0.0169 

- 

0.029 

0.031 

0.062 

0.006 

0.056 

0.008 

14.31 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 






Non-command 

Non-command 

Older Alluvium 

25.422 

-0.28 

0.070 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.065 

0.23 

0.26 


Shyam Pandiya 

080400010057440C 

1.247 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

1.247 

-0.08 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.31 

0.52 


Shyampura 

080400040062920C 

7.112 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.960 

-0.05 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.012 

0.23 

0.40 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.018 

-0.05 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Somasi 

080400040062500C 

7.296 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.296 

-0.66 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.018 

0.33 

0.57 


Somsisar 

080400010056990C 

20.291 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

13.850 

0.18 

0.100 

0.01 

0.00 

0.02 

0.03 

0.00 

0.21 

0.14 

0.01 

0.036 

0.20 

0.30 







Command 

Vindhyan Sandstone 

5.504 

0.18 

0.040 

0.01 

0.00 

0.01 

0.01 

0.00 

0.03 

0.02 

0.01 

0.014 

0.08 

0.12 


Soorpura 

080200060046940C 

11.474 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

1.161 

0.50 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.00 

0.003 

0.03 

0.03 


Sukhwasi 

080400010057710C 

5.090 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

1.127 

0.20 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.003 

0.07 

0.12 


Taranagar (M) 

0804000140401000 

43.363 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

18.955 

0.10 

0.100 

0.20 

0.01 

0.04 

0.07 

0.00 

0.27 

0.16 

0.15 

0.498 

0.14 

0.24 






Non-command 

Non-command 

Older Alluvium 

0.437 

0.10 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.011 

0.00 

0.01 


Thalori 

0804000400625500 

11.777 

Saline 

Non-command 

Non-command 

Older Alluvium 

11.774 

0.21 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.09 

0.00 

0.029 

0.33 

0.58 


Thelana 

0804000100572400 

14.281 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

14.281 

-0.34 

0.100 

0.01 

0.00 

0.03 

0.06 

0.00 

0.00 

0.00 

0.00 

0.037 

0.31 

0.51 


Tidiyasar 

0802000600468200 

18.199 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

18.199 

0.06 

0.070 

0.02 

0.00 

0.04 

0.07 

0.00 

-0.02 

-0.01 

0.00 

0.047 

0.28 

0.38 


Togawas 

0804000100575900 

22.512 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

8.396 

0.00 

0.100 

0.01 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.01 

0.022 

0.12 

0.21 






Non-command 

Non-command 

Older Alluvium 

9.252 

0.00 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.024 

0.14 

0.23 


UDASAR BARA 

0802000600468000 

6.164 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

0.354 

-0.08 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.02 







Command 

Vindhyan Sandstone 

0.073 

-0.08 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 

16003010 

Amrasar 

0804000300606200 

9.095 

Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

0.830 

0.22 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.03 

0.04 


Asoosar 

0804000300618400 

7.573 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.482 

0.16 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.00 

0.011 

0.33 

0.57 


Aspalsar Khamera 

0804000300611500 

7.453 

Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

0.005 

0.03 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


BACHHUSAR 

0802000600466100 

13.837 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

5.744 

-0.01 

0.090 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.015 

0.11 

0.12 






Non-command 

Non-command 

Younger Alluvium 

0.006 

-0.01 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Balal 

0804000300612800 

11.485 

Saline 

Non-command 

Non-command 

Older Alluvium 

11.485 

-0.07 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.017 

0.33 

0.57 


Balasar 

0802000600468300 

27.287 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

0.059 

-0.06 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Balrasar Athoona 

0804000400624500 

14.621 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.174 

0.08 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.003 

0.03 

0.05 


Bas Sarayan 

0804000100572300 

26.074 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

0.274 

-0.22 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 







Command 

Vindhyan Sandstone 

6.711 

-0.22 

0.040 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.017 

0.08 

0.13 


Bhaleri 

0804000100575800 

19.813 

Saline 

Non-command 

Non-command 

Older Alluvium 

17.343 

-0.01 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.045 

0.29 

0.50 


Bhangera 

0804000100575300 

8.814 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.050 

-0.04 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhaoowala 

0804000300605800 

22.764 

Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

18.263 

-0.32 

0.040 

0.01 

0.00 

0.02 

0.04 

0.00 

0.00 

0.00 

0.01 

0.027 

0.21 

0.32 


BHAWAL DESAR 

0802000600467800 

22.565 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

4.191 

-0.17 

0.070 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.011 

0.05 

0.07 







Command 

Vindhyan Sandstone 

16.903 

-0.17 

0.040 

0.01 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.00 

0.043 

0.20 

0.28 







Command 

Younger Alluvium 

1.471 

-0.17 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.02 

0.02 


Bilyoo Doomani 

0804000300606600 

7.921 

Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

7.921 

0.50 

0.040 

0.00 

0.00 

0.01 

0.02 

0.00 

0.13 

0.08 

0.00 

0.012 

0.30 

0.48 


Bilyoobas Rampura 

0804000300606700 

40.319 

Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

40.306 

0.33 

0.040 

0.02 

0.00 

0.05 

0.08 

0.00 

0.42 

0.26 

0.00 

0.059 

0.30 

0.48 


Bilyoowas Mahiyan 

0804000300606500 

20.217 

Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

20.217 

0.49 

0.040 

0.01 

0.00 

0.03 

0.04 

0.00 

0.34 

0.22 

0.00 

0.030 

0.28 

0.45 


Boghera 

0804000300607400 

30.283 

Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

30.283 

0.20 

0.040 

0.02 

0.00 

0.04 

0.06 

0.00 

0.16 

0.10 

0.01 

0.044 

0.29 

0.47 


Chalkoi Beekan 

0804000400623100 

13.031 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.190 

-0.06 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.015 

0.16 

0.27 


Charsar 

0804000300618300 

15.376 

Saline 

Non-command 

Non-command 

Older Alluvium 

15.376 

0.09 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.00 

0.023 

0.33 

0.58 


Chhajoosar 

0804000300621700 

13.936 

Saline 

Non-command 

Non-command 

Older Alluvium 

9.784 

0.18 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.01 

0.014 

0.23 

0.40 


Dalman 

0804000300607200 

41.567 

Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

3.626 

-0.07 

0.040 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.005 

0.03 

0.05 






Non-command 

Non-command 

Older Alluvium 

4.379 

-0.07 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.03 

0.06 







Non-command 

Vindhyan Sandstone 

33.563 

-0.07 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.049 

0.26 

0.43 


Dandoosar 

0804000300618700 

7.798 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.820 

0.01 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.08 

0.14 


Devasar 

0804000300606300 

24.229 

Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

20.484 

0.37 

0.040 

0.01 

0.00 

0.03 

0.04 

0.00 

0.24 

0.16 

0.00 

0.030 

0.24 

0.37 


Dhameri 

0804000400622700 

8.338 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.190 

-0.02 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


DHANI BHAMBHUWAN 

0802000600467600 

13.755 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

0.285 

-0.42 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 







Command 

Vindhyan Sandstone 

2.873 

-0.42 

0.040 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.007 

0.05 

0.08 







Command 

Younger Alluvium 

10.597 

-0.42 

0.090 

0.01 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.00 

0.027 

0.20 

0.29 


Dhani Charnan 

0804000300613300 

5.573 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.699 

0.01 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.007 

0.28 

0.48 


Dhani Doodgir 

0804000300612400 

8.543 

Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

7.154 

0.01 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.011 

0.26 

0.44 


Dhani Pachera 

0804000300612200 

14.818 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.440 

0.10 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 







Non-command 

Vindhyan Sandstone 

6.734 

0.10 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.010 

0.15 

0.25 


Dhani Tetarval 

0804000300607300 

16.689 

Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

16.556 

0.22 

0.040 

0.01 

0.00 

0.02 

0.03 

0.00 

0.10 

0.06 

0.00 

0.024 

0.30 

0.50 






Non-command 

Non-command 

Vindhyan Sandstone 

0.133 

0.22 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


DHANSIYA 

0802000600467500 

60.216 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

27.864 

-0.52 

0.090 

0.02 

0.00 

0.04 

0.05 

0.00 

0.00 

0.00 

0.00 

0.072 

0.12 

0.17 


Dudhwa Meetha 

0804000400624600 

23.706 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.013 

0.22 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Galgati 

0804000100575500 

6.747 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.747 

-0.08 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.018 

0.33 

0.56 


GANGOI 

0802000600467900 

11.529 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

6.316 

-0.10 

0.070 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.016 

0.15 

0.20 







Command 

Vindhyan Sandstone 

5.037 

-0.10 

0.040 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.013 

0.12 

0.16 


Girajsar 

0802000600466400 

11.303 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

10.553 

-0.22 

0.070 

0.01 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.00 

0.027 

0.25 

0.32 







Command 

Younger Alluvium 

0.749 

-0.22 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.02 

0.02 


Hariyasar Jatan 

0804000300618600 

8.217 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.097 

-0.16 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


JABRASAR 

0802000600468600 

56.205 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

47.698 

-0.41 

0.070 

0.04 

0.00 

0.07 

0.09 

0.00 

0.00 

0.00 

0.00 

0.123 

0.23 

0.27 







Command 

Younger Alluvium 

1.732 

-0.41 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.01 

0.01 






Non-command 

Non-command 

Older Alluvium 

6.150 

-0.41 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.016 

0.03 

0.03 


Jaisangsar 

0804000300617900 

37.684 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.770 

-0.18 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.011 

0.07 

0.12 





Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.12 

0.70 

- 

0.70 

- 

0.70 

0.05 

0.28 

0.16 

- 

- 

- 

- 

- 

0.155 

0.850 

0.085 

0.765 

0.065 

8.54 

Safe 

Shyam Pandiya 

0804000100574400 

0.20 

0.08 

- 

0.08 

0.01 

0.09 

0.06 

0.37 

0.02 

- 

0.0048 

0.0068 

- 

0.012 

0.027 

0.112 

0.011 

0.101 

0.003 

3.22 

Safe 

Shyampura 

0804000400629200 

0.08 

0.09 

- 

0.09 

- 

0.09 

0.04 

0.27 

0.02 

- 

- 

- 

- 

- 

0.015 

0.108 

0.011 

0.097 

0.030 

31.29 

Safe 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Somasi 

0804000400625000 

0.08 

0.19 

- 

0.19 

- 

0.19 

0.06 

0.39 

0.03 

- 

- 

- 

- 

- 

0.033 

0.227 

0.023 

0.204 

0.018 

8.85 

Safe 

Somsisar 

0804000100569900 

0.20 

0.55 

(74.59) 

0.44 

0.05 

0.49 

0.04 

0.24 

0.11 

- 

0.0266 

0.0376 

- 

0.064 

0.177 

0.663 

0.033 

0.630 

0.043 

6.82 

Safe 



0.10 

0.04 

(52.60) 

0.03 

0.02 

0.05 

0.02 

0.10 

0.01 

- 

0.0106 

0.0149 

- 

0.026 

0.034 

0.087 

0.004 

0.083 

0.019 

23.27 

Safe 

Soorpura 

0802000600469400 

0.20 

0.01 

779.94 

0.01 

- 

0.01 

0.01 

0.03 

0.00 

- 

0.0065 

0.0092 

- 

0.016 

0.017 

0.025 

0.001 

0.024 

0.003 

12.50 

Safe 

Sukhwasi 

0804000100577100 

0.20 

0.02 

(44.09) 

0.01 

0.01 

0.02 

0.01 

0.08 

0.00 

- 

0.0043 

0.0061 

- 

0.010 

0.013 

0.033 

0.002 

0.032 

0.003 

9.26 

Safe 

Taranagar (M) 

0804000140401000 

0.20 

0.54 

(70.34) 

0.43 

0.12 

0.55 

0.03 

0.17 

0.10 

0.0200 

0.0546 

0.1029 

- 

0.178 

0.276 

0.829 

0.041 

0.788 

0.652 

82.83 

Semi Critical 



0.20 

0.00 

809.04 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.011 

3,055.45 

Over Exploited 

Thalori 

0804000400625500 

0.08 

0.31 

(71.19) 

0.25 

- 

0.25 

0.06 

0.39 

0.05 

- 

- 

- 

- 

- 

0.053 

0.305 

0.015 

0.290 

0.029 

10.08 

Safe 

Thelana 

0804000100572400 

0.20 

0.89 

- 

0.89 

0.08 

0.97 

0.06 

0.37 

0.17 

- 

0.0412 

0.0776 

- 

0.119 

0.287 

1.262 

0.126 

1.136 

0.037 

3.27 

Safe 

Tidiyasar 

0802000600468200 

0.12 

0.62 

(101.82) 

0.49 

0.11 

0.60 

0.06 

0.34 

0.13 

- 

0.0525 

0.0988 

- 

0.151 

0.284 

0.885 

0.044 

0.840 

0.047 

5.57 

Safe 

Togawas 

0804000100575900 

0.20 

0.21 

- 

0.21 

0.03 

0.24 

0.02 

0.14 

0.04 

- 

0.0161 

0.0228 

- 

0.039 

0.075 

0.310 

0.031 

0.279 

0.029 

10.34 

Safe 



0.20 

0.25 

- 

0.25 

- 

0.25 

0.02 

0.16 

0.04 

- 

- 

- 

- 

- 

0.043 

0.295 

0.030 

0.266 

0.031 

11.68 

Safe 

UDASAR BARA 

0802000600468000 

0.12 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0007 

0.0010 

- 

0.002 

0.002 

0.004 

0.000 

0.003 

0.001 

28.22 

Safe 



0.05 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.000 

0.000 

- 

Safe 

Amrasar 

0804000300606200 

0.08 

0.00 

85.07 

0.00 

0.00 

0.00 

0.01 

0.03 

0.00 

- 

0.0016 

0.0023 

- 

0.004 

0.004 

0.009 

0.000 

0.009 

0.001 

14.16 

Safe 

Asoosar 

0804000300618400 

0.12 

0.30 

(81.78) 

0.24 

- 

0.24 

0.06 

0.39 

0.05 

- 

- 

- 

- 

- 

0.050 

0.287 

0.014 

0.273 

0.015 

5.49 

Safe 

Aspalsar Khamera 

0804000300611500 

0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

BACHHUSAR 

0802000600466100 

0.20 

0.13 

- 

0.13 

0.02 

0.15 

0.03 

0.14 

0.03 

- 

0.0110 

0.0156 

- 

0.027 

0.056 

0.203 

0.020 

0.182 

0.015 

8.09 

Safe 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Balal 

0804000300612800 

0.12 

0.46 

- 

0.46 

- 

0.46 

0.06 

0.39 

0.08 

- 

- 

- 

- 

- 

0.079 

0.535 

0.053 

0.481 

0.017 

3.51 

Safe 

Balasar 

0802000600468300 

0.12 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Balrasar Athoona 

0804000400624500 

0.08 

0.00 

30.96 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.003 

88.89 

Semi Critical 

Bas Sarayan 

0804000100572300 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0005 

0.0007 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.001 

32.74 

Safe 



0.10 

0.05 

- 

0.05 

0.02 

0.08 

0.02 

0.10 

0.01 

- 

0.0129 

0.0182 

- 

0.031 

0.041 

0.117 

0.012 

0.105 

0.017 

16.56 

Safe 

Bhaleri 

0804000100575800 

0.20 

1.01 

- 

1.01 

- 

1.01 

0.05 

0.34 

0.17 

- 

- 

- 

- 

- 

0.171 

1.183 

0.118 

1.065 

0.088 

8.27 

Safe 

Bhangera 

0804000100575300 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhaoowala 

0804000300605800 

0.08 

0.31 

- 

0.31 

0.06 

0.37 

0.05 

0.26 

0.07 

- 

0.0351 

0.0496 

0.001 

0.086 

0.154 

0.526 

0.053 

0.474 

0.034 

7.14 

Safe 

BHAWAL DESAR 

0802000600467800 

0.12 

0.02 

- 

0.02 

0.01 

0.04 

0.01 

0.06 

0.01 

- 

0.0081 

0.0114 

- 

0.019 

0.025 

0.064 

0.006 

0.057 

0.011 

18.81 

Safe 



0.05 

0.17 

- 

0.17 

0.06 

0.23 

0.04 

0.24 

0.04 

- 

0.0325 

0.0459 

0.001 

0.079 

0.117 

0.342 

0.034 

0.308 

0.043 

14.12 

Safe 



0.20 

0.01 

- 

0.01 

0.00 

0.01 

0.00 

0.02 

0.00 

- 

0.0028 

0.0040 

- 

0.007 

0.008 

0.018 

0.002 

0.016 

0.004 

23.48 

Safe 

Bilyoo Doomani 

0804000300606600 

0.08 

0.19 

(56.73) 

0.15 

0.03 

0.18 

0.06 

0.35 

0.04 

- 

0.0152 

0.0215 

- 

0.037 

0.074 

0.250 

0.012 

0.237 

0.012 

4.91 

Safe 

Bilyoobas Rampura 

0804000300606700 

0.08 

0.96 

(72.82) 

0.77 

0.13 

0.90 

0.06 

0.36 

0.19 

- 

0.0775 

0.1095 

0.000 

0.187 

0.377 

1.277 

0.064 

1.213 

0.063 

5.21 

Safe 

Bilyoowas Mahiyan 

0804000300606500 

0.08 

0.46 

(52.59) 

0.37 

0.07 

0.43 

0.06 

0.34 

0.09 

- 

0.0389 

0.0549 

- 

0.094 

0.188 

0.623 

0.031 

0.591 

0.030 

5.02 

Safe 

Boghera 

0804000300607400 

0.08 

0.70 

(85.58) 

0.56 

0.10 

0.66 

0.06 

0.35 

0.14 

- 

0.0582 

0.0822 

- 

0.140 

0.281 

0.939 

0.047 

0.892 

0.051 

5.77 

Safe 

Chalkoi Beekan 

0804000400623100 

0.08 

0.08 

- 

0.08 

- 

0.08 

0.03 

0.19 

0.01 

- 

- 

- 

- 

- 

0.013 

0.092 

0.009 

0.083 

0.023 

28.27 

Safe 

Charsar 

0804000300618300 

0.12 

0.62 

(89.20) 

0.49 

- 

0.49 

0.06 

0.39 

0.10 

- 

- 

- 

- 

- 

0.104 

0.597 

0.030 

0.567 

0.027 

4.69 

Safe 

Chhajoosar 

0804000300621700 

0.12 

0.28 

(68.60) 

0.22 

- 

0.22 

0.04 

0.27 

0.05 

- 

- 

- 

- 

- 

0.046 

0.267 

0.013 

0.253 

0.028 

11.20 

Safe 

Dalman 

0804000300607200 

0.08 

0.01 

- 

0.01 

0.01 

0.02 

0.01 

0.03 

0.00 

- 

0.0070 

0.0098 

- 

0.017 

0.018 

0.038 

0.004 

0.034 

0.005 

15.49 

Safe 



0.12 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.003 

0.021 

0.002 

0.019 

0.006 

34.49 

Safe 



0.08 

0.69 

- 

0.69 

0.00 

0.69 

0.05 

0.30 

0.13 

- 

- 

- 

0.001 

0.001 

0.126 

0.813 

0.081 

0.732 

0.049 

6.74 

Safe 

Dandoosar 

0804000300618700 

0.12 

0.02 

(95.31) 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.003 

0.017 

0.001 

0.016 

0.003 

17.03 

Safe 

Devasar 

0804000300606300 

0.08 

0.40 

(60.13) 

0.32 

0.07 

0.38 

0.05 

0.29 

0.08 

- 

0.0394 

0.0556 

- 

0.095 

0.177 

0.562 

0.028 

0.533 

0.034 

6.39 

Safe 

Dhameri 

0804000400622700 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

DHANI BHAMBHUWAN 

0802000600467600 

0.12 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0005 

0.0008 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.001 

33.07 

Safe 



0.05 

0.01 

- 

0.01 

0.01 

0.02 

0.01 

0.07 

0.00 

- 

0.0055 

0.0078 

- 

0.013 

0.015 

0.032 

0.003 

0.029 

0.007 

25.41 

Safe 



0.20 

0.42 

- 

0.42 

0.03 

0.46 

0.04 

0.24 

0.10 

- 

0.0204 

0.0288 

- 

0.049 

0.144 

0.603 

0.060 

0.543 

0.027 

5.02 

Safe 

Dhani Charnan 

0804000300613300 

0.12 

0.16 

(99.24) 

0.13 

- 

0.13 

0.05 

0.33 

0.03 

- 

- 

- 

- 

- 

0.027 

0.153 

0.008 

0.145 

0.007 

4.75 

Safe 

Dhani Doodgir 

0804000300612400 

0.08 

0.15 

(98.85) 

0.12 

- 

0.12 

0.05 

0.31 

0.03 

- 

- 

- 

- 

- 

0.028 

0.146 

0.007 

0.139 

0.015 

10.47 

Safe 

Dhani Pachera 

0804000300612200 

0.12 

0.00 

297.02 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

- 

Safe 



0.08 

0.08 

(80.21) 

0.06 

- 

0.06 

0.03 

0.17 

0.01 

- 

- 

- 

- 

- 

0.014 

0.077 

0.004 

0.073 

0.010 

13.50 

Safe 

Dhani Tetarval 

0804000300607300 

0.08 

0.39 

(84.51) 

0.32 

0.05 

0.37 

0.06 

0.35 

0.08 

- 

0.0318 

0.0450 

0.001 

0.077 

0.154 

0.524 

0.026 

0.498 

0.024 

4.89 

Safe 



0.08 

0.00 

2,651.46 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

DHANSIYA 

0802000600467500 

0.20 

0.65 

- 

0.65 

0.09 

0.74 

0.03 

0.14 

0.15 

- 

0.0535 

0.0757 

- 

0.129 

0.277 

1.019 

0.102 

0.917 

0.072 

7.81 

Safe 

Dudhwa Meetha 

0804000400624600 

0.08 

0.00 

52,536.82 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Galgati 

0804000100575500 

0.20 

0.44 

- 

0.44 

- 

0.44 

0.06 

0.39 

0.08 

- 

- 

- 

- 

- 

0.077 

0.520 

0.052 

0.468 

0.018 

3.74 

Safe 

GANGOI 

0802000600467900 

0.12 

0.11 

- 

0.11 

0.02 

0.13 

0.03 

0.18 

0.02 

- 

0.0121 

0.0172 

- 

0.029 

0.054 

0.187 

0.019 

0.169 

0.016 

9.62 

Safe 



0.05 

0.03 

- 

0.03 

0.02 

0.05 

0.03 

0.14 

0.01 

- 

0.0097 

0.0137 

- 

0.023 

0.030 

0.076 

0.008 

0.069 

0.013 

18.83 

Safe 

Girajsar 

0802000600466400 

0.12 

0.32 

- 

0.32 

0.03 

0.35 

0.06 

0.31 

0.07 

- 

0.0203 

0.0287 

- 

0.049 

0.121 

0.474 

0.047 

0.427 

0.027 

6.36 

Safe 



0.20 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

0.02 

0.00 

- 

0.0014 

0.0020 

- 

0.004 

0.004 

0.009 

0.001 

0.008 

0.002 

23.15 

Safe 

Hariyasar Jatan 

0804000300618600 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

JABRASAR 

0802000600468600 

0.12 

1.33 

- 

1.33 

0.16 

1.48 

0.05 

0.28 

0.30 

- 

0.0917 

0.1295 

- 

0.221 

0.521 

2.005 

0.201 

1.805 

0.123 

6.79 

Safe 



0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0033 

0.0047 

- 

0.008 

0.009 

0.017 

0.002 

0.016 

0.004 

28.63 

Safe 



0.12 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.005 

0.027 

0.003 

0.024 

0.016 

64.94 

Safe 

Jaisangsar 

0804000300617900 

0.12 

0.06 

- 

0.06 

- 

0.06 

0.01 

0.08 

0.01 

- 

- 

- 

- 

- 

0.011 

0.075 

0.007 

0.067 

0.015 

22.85 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Jalpan Garbi 

0804000300613IOC 

4.019 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.337 

-0.03 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.19 

0.33 


Jalpan Sharki 

080400030061270C 

3.002 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.002 

-0.04 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.33 

0.57 


JOJASAR 

080200060046810C 

3.948 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

0.133 

0.00 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


JOKHASAR 

080200060046630C 

25.062 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

14.419 

-0.16 

0.070 

0.01 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.00 

0.037 

0.15 

0.19 







Command 

Younger Alluvium 

5.477 

-0.16 

0.090 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.014 

0.06 

0.07 


Jorawarpura 

080400030061820C 

11.570 

Saline 

Non-command 

Non-command 

Older Alluvium 

11.570 

0.01 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.017 

0.33 

0.58 


Kaklasar 

080400030062160C 

7.575 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.657 

0.10 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.07 

0.13 


Kanarwas 

080400030061250C 

35.888 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.826 

0.07 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.006 

0.03 

0.06 







Non-command 

Vindhyan Sandstone 

23.225 

0.07 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.034 

0.21 

0.35 


Khandwa Patta Churu 

080400040062200C 

37.891 

Saline 

Non-command 

Non-command 

Older Alluvium 

18.529 

-0.03 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.046 

0.16 

0.28 


Khandwa Patta Jhari 

080400040062220C 

2.095 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.095 

0.02 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.005 

0.33 

0.57 


Khandwa Patta Peeth 

080400040062210C 

7.134 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.134 

0.07 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.01 

0.018 

0.33 

0.57 


Khejr Uttarada 

080400030060840C 

34.233 

Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

0.400 

-0.08 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 


Kohina 

080400010057540C 

62.572 

Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

3.776 

-0.22 

0.040 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.010 

0.02 

0.03 






Non-command 

Non-command 

Older Alluvium 

13.935 

-0.22 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.036 

0.07 

0.12 







Non-command 

Vindhyan Sandstone 

1.070 

-0.22 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.01 

0.01 


Kolasar 

080200060046660C 

4.701 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.019 

-0.08 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kunsisar 

080400040062420C 

21.964 

Saline 

Non-command 

Non-command 

Older Alluvium 

12.870 

-0.07 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.032 

0.20 

0.34 


Lakhanwas 

080400010057560C 

12.528 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.900 

-0.03 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.008 

0.08 

0.13 


Maharawansar 

080400040062180C 

22.980 

Saline 

Non-command 

Non-command 

Older Alluvium 

22.980 

0.23 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.33 

0.19 

0.00 

0.057 

0.33 

0.58 


MANDARPURA 

080200060046600C 

45.895 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.075 

-0.09 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Younger Alluvium 

0.470 

-0.09 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 


Mehrasar Upadiyan 

080400030060640C 

11.605 

Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

7.329 

0.31 

0.040 

0.00 

0.00 

0.01 

0.01 

0.00 

0.07 

0.04 

0.00 

0.011 

0.18 

0.26 


Mehri Purohitan 

080400030060690C 

4.647 

Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

3.819 

-0.23 

0.040 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.006 

0.26 

0.43 






Non-command 

Non-command 

Vindhyan Sandstone 

0.828 

-0.23 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.06 

0.09 


Mehri Rajviyan 

080400030060710C 

21.209 

Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

0.051 

-0.24 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Older Alluvium 

5.821 

-0.24 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.009 

0.09 

0.15 







Non-command 

Vindhyan Sandstone 

15.329 

-0.24 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.023 

0.23 

0.39 


Mehrichak Dakhli 

080400030060680C 

11.612 

Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

11.372 

-0.16 

0.040 

0.01 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.00 

0.017 

0.30 

0.50 






Non-command 

Non-command 

Vindhyan Sandstone 

0.241 

-0.16 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Melusar 

080400030061290C 

31.238 

Saline 

Non-command 

Non-command 

Older Alluvium 

31.238 

-0.08 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.046 

0.33 

0.57 


MINAKDESAR 

080200060046650C 

22.802 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

8.187 

-0.12 

0.090 

0.01 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.00 

0.021 

0.09 

0.12 


Nainasar 

080400030061800C 

9.064 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.294 

-0.08 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.12 

0.21 


Naiyasar 

080400030061810C 

16.894 

Saline 

Non-command 

Non-command 

Older Alluvium 

16.894 

0.01 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.025 

0.33 

0.58 


Neemrasar 

080400030060590C 

24.918 

Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

24.918 

0.14 

0.040 

0.01 

0.00 

0.03 

0.05 

0.00 

0.07 

0.05 

0.00 

0.037 

0.27 

0.41 


PANDUSAR 

080200060046770C 

29.100 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

23.620 

-0.20 

0.070 

0.02 

0.00 

0.03 

0.05 

0.00 

0.00 

0.00 

0.00 

0.061 

0.22 

0.29 







Command 

Younger Alluvium 

5.480 

-0.20 

0.090 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.014 

0.05 

0.07 


Peetheesar 

080400040062410C 

45.161 

Saline 

Non-command 

Non-command 

Older Alluvium 

12.762 

-0.05 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.032 

0.09 

0.16 


Phoga Sugharwas 

080400030061230C 

8.391 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.006 

0.09 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.003 

0.08 

0.13 







Non-command 

Vindhyan Sandstone 

6.257 

0.09 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.009 

0.24 

0.41 


Phogabas Asalwas 

080400030061300C 

6.543 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.543 

-0.04 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.010 

0.33 

0.57 


Phogabas Bharthari 

080400030061350C 

11.689 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.398 

0.08 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.004 

0.07 

0.12 







Non-command 

Vindhyan Sandstone 

1.856 

0.08 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.003 

0.05 

0.09 


Phogabas Hemran 

080400030061340C 

5.853 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.069 

0.04 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.005 

0.17 

0.30 


Phogawas Bhogan 

080400030061260C 

15.924 

Saline 

Non-command 

Non-command 

Older Alluvium 

15.924 

-0.07 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.023 

0.33 

0.56 


Raipura 

080400030060570C 

29.101 

Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

1.896 

-0.81 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.02 

0.03 







Command 

Younger Alluvium 

1.529 

-0.81 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.02 


Rajas 

080400030060700C 

20.529 

Saline 

Non-command 

Non-command 

Older Alluvium 

20.403 

-0.11 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.030 

0.33 

0.56 


Ranisar 

080200060046620C 

21.322 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

2.283 

-0.06 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.03 

0.03 







Command 

Younger Alluvium 

3.371 

-0.06 

0.090 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.009 

0.04 

0.05 


Ratoosar 

080400030060790C 

45.815 

Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

36.373 

-0.24 

0.040 

0.02 

0.00 

0.05 

0.07 

0.00 

0.00 

0.00 

0.01 

0.053 

0.22 

0.35 


RATUSAR 

080200060046890C 

17.387 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

0.088 

-0.65 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Older Alluvium 

13.781 

-0.65 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.035 

0.22 

0.25 


Rekh Berasar 

080400030060600C 

7.348 

Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

3.630 

0.03 

0.040 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

-0.01 

0.00 

0.005 

0.14 

0.19 


REKH JINDRASAR 

080200060046850C 

3.941 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

3.941 

-0.14 

0.070 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.010 

0.27 

0.35 


Rekh Khojer Patta S 

080400030060780C 

7.415 

Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

2.788 

-0.29 

0.040 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.004 

0.10 

0.17 


Rekh Khojer Pattara 

080400030060770C 

9.063 

Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

4.791 

-0.28 

0.040 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.007 

0.15 

0.25 


REKH MALIYA 

080200060046840C 

14.656 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

8.586 

-0.12 

0.070 

0.01 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.00 

0.022 

0.16 

0.20 


Retana 

080400010057570C 

16.495 

Saline 

Non-command 

Non-command 

Older Alluvium 

16.495 

-0.02 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.043 

0.33 

0.57 


Ribiya 

080400040062190C 

26.651 

Saline 

Non-command 

Non-command 

Older Alluvium 

24.969 

0.12 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.21 

0.12 

0.02 

0.062 

0.31 

0.54 


Sahjasar 

080400030060610C 

23.062 

Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

4.844 

0.17 

0.040 

0.00 

0.00 

0.01 

0.01 

0.00 

0.02 

0.01 

0.00 

0.007 

0.06 

0.08 


SANGTHIYA 

080200060046870C 

24.309 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

4.454 

-0.83 

0.070 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.011 

0.05 

0.05 







Command 

Younger Alluvium 

6.302 

-0.83 

0.090 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.016 

0.07 

0.07 






Non-command 

Non-command 

Younger Alluvium 

2.562 

-0.83 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.007 

0.03 

0.03 


Sarayan 

080400010057220C 

36.760 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

1.131 

-0.14 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.01 

0.01 







Command 

Vindhyan Sandstone 

6.134 

-0.14 

0.040 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.016 

0.05 

0.08 


SHEORANI 

080200060046900C 

31.146 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.610 

-0.28 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.007 

0.02 

0.03 


Shimla 

080400030060750C 

38.114 

Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

21.600 

-0.20 

0.040 

0.01 

0.00 

0.03 

0.04 

0.00 

0.00 

0.00 

0.00 

0.032 

0.17 

0.28 





Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Jalpan Garbi 

0804000300613100 

0.12 

0.05 

- 

0.05 

- 

0.05 

0.03 

0.23 

0.01 

- 

- 

- 

- 

- 

0.009 

0.063 

0.006 

0.057 

0.007 

13.03 

Safe 

Jalpan Sharki 

0804000300612700 

0.12 

0.12 

- 

0.12 

- 

0.12 

0.06 

0.39 

0.02 

- 

- 

- 

- 

- 

0.021 

0.140 

0.014 

0.126 

0.008 

6.69 

Safe 

JOJASAR 

0802000600468100 

0.12 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

31.18 

Safe 

JOKHASAR 

0802000600466300 

0.12 

0.27 

- 

0.27 

0.05 

0.31 

0.03 

0.19 

0.06 

- 

0.0277 

0.0392 

- 

0.067 

0.127 

0.440 

0.044 

0.396 

0.037 

9.36 

Safe 



0.20 

0.06 

- 

0.06 

0.02 

0.08 

0.01 

0.07 

0.01 

- 

0.0105 

0.0149 

- 

0.025 

0.040 

0.122 

0.012 

0.110 

0.014 

12.85 

Safe 

Jorawarpura 

0804000300618200 

0.12 

0.46 

(97.15) 

0.37 

- 

0.37 

0.06 

0.39 

0.08 

- 

- 

- 

- 

- 

0.079 

0.449 

0.022 

0.426 

0.017 

3.99 

Safe 

Kaklasar 

0804000300621600 

0.12 

0.01 

(44.99) 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.002 

0.014 

0.001 

0.013 

0.006 

48.11 

Safe 

Kanarwas 

0804000300612500 

0.12 

0.02 

(20.64) 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.003 

0.015 

0.001 

0.015 

0.006 

38.62 

Safe 



0.08 

0.38 

(88.72) 

0.31 

- 

0.31 

0.04 

0.24 

0.07 

- 

- 

- 

- 

- 

0.069 

0.376 

0.019 

0.358 

0.038 

10.66 

Safe 

Khandwa Patta Churu 

0804000400622000 

0.08 

0.24 

- 

0.24 

- 

0.24 

0.03 

0.19 

0.04 

- 

- 

- 

- 

- 

0.041 

0.283 

0.028 

0.254 

0.058 

22.76 

Safe 

Khandwa Patta Jhari 

0804000400622200 

0.08 

0.06 

(86.77) 

0.04 

- 

0.04 

0.06 

0.39 

0.01 

- 

- 

- 

- 

- 

0.009 

0.054 

0.003 

0.051 

0.029 

56.72 

Safe 

Khandwa Patta Peeth 

0804000400622100 

0.08 

0.19 

(88.45) 

0.15 

- 

0.15 

0.06 

0.39 

0.03 

- 

- 

- 

- 

- 

0.032 

0.184 

0.009 

0.175 

0.030 

16.94 

Safe 

Khejr Uttarada 

0804000300608400 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Kohina 

0804000100575400 

0.10 

0.01 

- 

0.01 

0.01 

0.02 

0.00 

0.02 

0.00 

- 

0.0073 

0.0103 

- 

0.018 

0.019 

0.039 

0.004 

0.035 

0.010 

28.27 

Safe 



0.20 

0.20 

- 

0.20 

- 

0.20 

0.01 

0.08 

0.04 

- 

- 

- 

- 

- 

0.036 

0.235 

0.023 

0.211 

0.050 

23.74 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.003 

445.85 

Over Exploited 

Kolasar 

0802000600466600 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kunsisar 

0804000400624200 

0.08 

0.20 

- 

0.20 

- 

0.20 

0.03 

0.23 

0.03 

- 

- 

- 

- 

- 

0.034 

0.235 

0.024 

0.212 

0.032 

15.05 

Safe 

Lakhanwas 

0804000100575600 

0.20 

0.04 

- 

0.04 

- 

0.04 

0.01 

0.09 

0.01 

- 

- 

- 

- 

- 

0.008 

0.052 

0.005 

0.047 

0.008 

16.13 

Safe 

Maharawansar 

0804000400621800 

0.08 

0.61 

(68.84) 

0.49 

- 

0.49 

0.06 

0.39 

0.10 

- 

- 

- 

- 

- 

0.103 

0.595 

0.030 

0.565 

0.057 

10.07 

Safe 

MANDARPURA 

0802000600466000 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

421.76 

Over Exploited 

Mehrasar Upadiyan 

0804000300606400 

0.08 

0.10 

(57.16) 

0.08 

0.02 

0.11 

0.04 

0.21 

0.02 

- 

0.0141 

0.0199 

- 

0.034 

0.056 

0.162 

0.008 

0.154 

0.015 

9.57 

Safe 

Mehri Purohitan 

0804000300606900 

0.08 

0.08 

- 

0.08 

0.01 

0.09 

0.05 

0.30 

0.01 

- 

0.0073 

0.0104 

- 

0.018 

0.032 

0.123 

0.012 

0.111 

0.006 

5.06 

Safe 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.001 

30.89 

Safe 

Mehri Rajviyan 

0804000300607100 

0.08 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.06 

- 

0.06 

- 

0.06 

0.02 

0.10 

0.01 

- 

- 

- 

- 

- 

0.011 

0.072 

0.007 

0.065 

0.009 

13.11 

Safe 



0.08 

0.28 

- 

0.28 

- 

0.28 

0.04 

0.27 

0.05 

- 

- 

- 

- 

- 

0.051 

0.335 

0.034 

0.302 

0.027 

8.79 

Safe 

Mehrichak Dakhli 

0804000300606800 

0.08 

0.28 

- 

0.28 

0.04 

0.31 

0.06 

0.36 

0.05 

- 

0.0219 

0.0309 

- 

0.053 

0.105 

0.418 

0.042 

0.376 

0.017 

4.45 

Safe 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Melusar 

0804000300612900 

0.12 

1.25 

- 

1.25 

- 

1.25 

0.06 

0.39 

0.21 

- 

- 

- 

- 

- 

0.212 

1.460 

0.146 

1.314 

0.046 

3.49 

Safe 

MINAKDESAR 

0802000600466500 

0.20 

0.15 

- 

0.15 

0.03 

0.18 

0.02 

0.11 

0.03 

- 

0.0157 

0.0222 

- 

0.038 

0.073 

0.252 

0.025 

0.227 

0.021 

9.29 

Safe 

Nainasar 

0804000300618000 

0.12 

0.05 

- 

0.05 

- 

0.05 

0.02 

0.14 

0.01 

- 

- 

- 

- 

- 

0.008 

0.056 

0.006 

0.050 

0.005 

9.61 

Safe 

Naiyasar 

0804000300618100 

0.12 

0.68 

(98.03) 

0.54 

- 

0.54 

0.06 

0.39 

0.12 

- 

- 

- 

- 

- 

0.115 

0.655 

0.033 

0.622 

0.025 

3.99 

Safe 

Neemrasar 

0804000300605900 

0.08 

0.55 

(91.74) 

0.44 

0.08 

0.52 

0.06 

0.33 

0.12 

- 

0.0479 

0.0677 

- 

0.116 

0.232 

0.752 

0.038 

0.714 

0.041 

5.69 

Safe 

PANDUSAR 

0802000600467700 

0.12 

0.61 

- 

0.61 

0.08 

0.69 

0.05 

0.27 

0.14 

- 

0.0454 

0.0641 

- 

0.110 

0.247 

0.940 

0.094 

0.846 

0.061 

7.18 

Safe 



0.20 

0.06 

- 

0.06 

0.02 

0.07 

0.01 

0.06 

0.01 

- 

0.0105 

0.0149 

- 

0.025 

0.038 

0.111 

0.011 

0.100 

0.014 

14.11 

Safe 

Peetheesar 

0804000400624100 

0.08 

0.10 

- 

0.10 

- 

0.10 

0.02 

0.11 

0.02 

- 

- 

- 

- 

- 

0.016 

0.112 

0.011 

0.101 

0.044 

43.13 

Safe 

Phoga Sugharwas 

0804000300612300 

0.12 

0.02 

(56.01) 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.003 

0.018 

0.001 

0.017 

0.003 

17.02 

Safe 



0.08 

0.12 

(89.41) 

0.10 

- 

0.10 

0.04 

0.28 

0.02 

- 

- 

- 

- 

- 

0.021 

0.118 

0.006 

0.112 

0.009 

8.19 

Safe 

Phogabas Asalwas 

0804000300613000 

0.12 

0.26 

- 

0.26 

- 

0.26 

0.06 

0.39 

0.04 

- 

- 

- 

- 

- 

0.045 

0.305 

0.031 

0.275 

0.014 

4.95 

Safe 

Phogabas Bharthari 

0804000300613500 

0.12 

0.02 

(50.73) 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.003 

0.019 

0.001 

0.018 

0.004 

19.71 

Safe 



0.08 

0.01 

(51.93) 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.007 

0.003 

38.22 

Safe 

Phogabas Hemran 

0804000300613400 

0.12 

0.06 

(89.90) 

0.05 

- 

0.05 

0.03 

0.20 

0.01 

- 

- 

- 

- 

- 

0.011 

0.062 

0.003 

0.059 

0.005 

7.68 

Safe 

Phogawas Bhogan 

0804000300612600 

0.12 

0.63 

- 

0.63 

- 

0.63 

0.06 

0.38 

0.11 

- 

- 

- 

- 

- 

0.110 

0.736 

0.074 

0.662 

0.023 

3.53 

Safe 

Raipura 

0804000300605700 

0.08 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0036 

0.0051 

- 

0.009 

0.009 

0.018 

0.002 

0.016 

0.003 

17.05 

Safe 



0.15 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0029 

0.0042 

- 

0.007 

0.008 

0.016 

0.002 

0.014 

0.002 

15.67 

Safe 

Rajas 

0804000300607000 

0.12 

0.80 

- 

0.80 

- 

0.80 

0.06 

0.38 

0.14 

- 

- 

- 

- 

- 

0.140 

0.937 

0.094 

0.844 

0.030 

3.55 

Safe 

Ranisar 

0802000600466200 

0.12 

0.01 

- 

0.01 

0.01 

0.02 

0.01 

0.03 

0.00 

- 

0.0044 

0.0062 

- 

0.011 

0.012 

0.028 

0.003 

0.025 

0.006 

23.56 

Safe 



0.20 

0.03 

- 

0.03 

0.01 

0.04 

0.01 

0.05 

0.01 

- 

0.0065 

0.0092 

- 

0.016 

0.022 

0.061 

0.006 

0.055 

0.009 

15.67 

Safe 

Ratoosar 

0804000300607900 

0.08 

0.63 

- 

0.63 

0.12 

0.75 

0.05 

0.26 

0.13 

- 

0.0699 

0.0988 

- 

0.169 

0.302 

1.052 

0.105 

0.947 

0.060 

6.38 

Safe 

RATUSAR 

0802000600468900 

0.12 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0005 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

20.36 

Safe 



0.12 

0.36 

- 

0.36 

- 

0.36 

0.05 

0.27 

0.08 

- 

- 

- 

- 

- 

0.082 

0.445 

0.044 

0.400 

0.035 

8.85 

Safe 

Rekh Berasar 

0804000300606000 

0.08 

0.04 

(115.20) 

0.03 

0.01 

0.04 

0.03 

0.17 

0.01 

- 

0.0070 

0.0099 

- 

0.017 

0.025 

0.069 

0.003 

0.065 

0.005 

8.15 

Safe 

REKH JINDRASAR 

0802000600468500 

0.12 

0.13 

- 

0.13 

0.01 

0.14 

0.06 

0.33 

0.03 

- 

0.0076 

0.0107 

- 

0.018 

0.047 

0.189 

0.019 

0.170 

0.010 

5.95 

Safe 

Rekh Khojer Patta S 

0804000300607800 

0.08 

0.02 

- 

0.02 

0.01 

0.03 

0.02 

0.13 

0.00 

- 

0.0054 

0.0076 

- 

0.013 

0.018 

0.050 

0.005 

0.045 

0.004 

9.10 

Safe 

Rekh Khojer Pattara 

0804000300607700 

0.08 

0.06 

- 

0.06 

0.02 

0.07 

0.03 

0.18 

0.01 

- 

0.0092 

0.0130 

- 

0.022 

0.034 

0.106 

0.011 

0.096 

0.007 

7.36 

Safe 

REKH MALIYA 

0802000600468400 

0.12 

0.17 

- 

0.17 

0.05 

0.22 

0.04 

0.20 

0.04 

- 

0.0247 

0.0466 

- 

0.071 

0.108 

0.326 

0.033 

0.293 

0.022 

7.53 

Safe 

Retana 

0804000100575700 

0.20 

1.09 

- 

1.09 

- 

1.09 

0.06 

0.39 

0.19 

- 

- 

- 

- 

- 

0.188 

1.281 

0.128 

1.153 

0.043 

3.72 

Safe 

Ribiya 

0804000400621900 

0.08 

0.62 

(80.64) 

0.50 

- 

0.50 

0.05 

0.37 

0.10 

- 

- 

- 

- 

- 

0.105 

0.605 

0.030 

0.575 

0.086 

14.94 

Safe 

Sahjasar 

0804000300606100 

0.08 

0.02 

(49.21) 

0.02 

0.02 

0.03 

0.01 

0.07 

0.00 

- 

0.0093 

0.0132 

- 

0.023 

0.027 

0.061 

0.003 

0.058 

0.007 

12.20 

Safe 

SANGTHIYA 

0802000600468700 

0.12 

0.03 

- 

0.03 

0.01 

0.04 

0.01 

0.06 

0.01 

- 

0.0086 

0.0121 

- 

0.021 

0.027 

0.068 

0.007 

0.061 

0.011 

18.63 

Safe 



0.20 

0.09 

- 

0.09 

0.02 

0.11 

0.02 

0.09 

0.02 

- 

0.0121 

0.0171 

- 

0.029 

0.050 

0.160 

0.016 

0.144 

0.016 

11.26 

Safe 



0.20 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.003 

0.018 

0.002 

0.016 

0.007 

40.28 

Safe 

Sarayan 

0804000100572200 

0.20 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

0.01 

0.00 

- 

0.0022 

0.0031 

- 

0.005 

0.006 

0.011 

0.001 

0.010 

0.003 

28.50 

Safe 



0.10 

0.03 

- 

0.03 

0.02 

0.05 

0.01 

0.06 

0.01 

- 

0.0118 

0.0167 

- 

0.028 

0.034 

0.086 

0.009 

0.077 

0.016 

20.64 

Safe 

SHEORANI 

0802000600469000 

0.12 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.002 

0.009 

0.001 

0.008 

0.007 

83.18 

Semi Critical 

Shimla 

0804000300607500 

0.08 

0.29 

- 

0.29 

0.07 

0.36 

0.03 

0.20 

0.06 

- 

0.0415 

0.0587 

- 

0.100 

0.157 

0.515 

0.052 

0.464 

0.036 

7.70 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 






Non-command 

Non-command 

Vindhyan Sandstone 

7.671 

-0.20 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.011 

0.06 

0.10 


Somansar 

0804000300618500 

5.530 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.022 

0.04 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.003 

0.12 

0.21 


Somsisar 

0804000100569900 

20.291 

Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

0.937 

0.18 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.02 


Togawas 

0804000100575900 

22.512 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.865 

0.00 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.013 

0.07 

0.12 


UDASAR BARA 

0802000600468000 

6.164 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

5.736 

-0.08 

0.070 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.015 

0.26 

0.34 

16003011 

Achchhapur 

0804000200599200 

7.440 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.440 

-0.01 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.031 

0.35 

0.60 


Ajeetpura 

0805000200702900 

2.489 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.489 

-0.48 

0.120 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.72 

0.022 

0.37 

0.50 


Alampura 

0805000200700900 

2.236 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.389 

-0.38 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.012 

0.22 

0.32 







Non-command 

Younger Alluvium 

0.143 

-0.38 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.03 


Badangarh 

0805000200701000 

4.407 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.628 

-0.41 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.031 

0.29 

0.42 







Non-command 

Younger Alluvium 

0.291 

-0.41 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.003 

0.02 

0.03 


Bairasar Bara 

0804000200599900 

8.198 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.146 

0.15 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.017 

0.18 

0.31 


Bairasar Budhu 

0804000200596800 

6.210 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.880 

0.16 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.012 

0.16 

0.29 


Bairasar Chhota 

0804000200596600 

7.299 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.004 

0.12 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bajawa 

0805000200698600 

14.401 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.322 

-0.42 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.011 

0.03 

0.06 







Non-command 

Younger Alluvium 

0.658 

-0.42 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.006 

0.02 

0.03 


Bakhtawarpura 

0805000200702600 

4.615 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.557 

-0.46 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.005 

0.04 

0.06 


Bangarwa 

0804000200598800 

4.595 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.186 

-2.61 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.995 

-2.61 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.008 

0.15 

0.25 


Bas Brahmanan 

0804000200600300 

7.274 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.003 

-0.02 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bas Govindsingh 

0804000200603300 

2.757 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.471 

-0.76 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.19 

0.29 


Bas Kirtan 

0804000200600700 

9.895 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.285 

-2.71 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.022 

0.19 

0.31 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.019 

-2.71 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.008 

0.07 

0.12 


Bas Lalsingh 

0804000200600900 

4.491 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.491 

-0.43 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.019 

0.35 

0.58 


Bas Mamraj 

0804000200603100 

4.932 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.789 

-0.14 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.06 

0.09 


Beenjawas 

0804000200596900 

7.422 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.422 

0.26 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.00 

0.031 

0.35 

0.61 


Bewad 

0804000200598900 

11.237 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.105 

-1.57 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.013 

0.10 

0.16 


Bhabhreend 

0804000200598700 

5.259 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.582 

-2.65 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.007 

0.11 

0.18 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.077 

-2.65 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.013 

0.21 

0.34 


Bhagela 

0804000200586300 

20.796 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

12.614 

0.01 

0.060 

0.02 

0.00 

0.02 

0.02 

0.00 

-0.01 

-0.01 

0.00 

0.053 

0.20 

0.35 






Non-command 

Non-command 

Older Alluvium 

0.191 

0.01 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 


Bhatod 

0804000200586900 

6.862 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

1.972 

0.01 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

-0.01 

0.00 

0.00 

0.008 

0.10 

0.17 






Non-command 

Non-command 

Older Alluvium 

2.752 

0.01 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.011 

0.13 

0.24 


Bhojan 

0804000200597300 

17.322 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.080 

0.17 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.009 

0.04 

0.07 


Brijlalpura 

0805000200711100 

5.370 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.200 

-0.48 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.010 

0.08 

0.11 


Budhawas 

0804000200602500 

5.083 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.537 

-0.29 

0.060 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.002 

0.04 

0.06 







Non-command 

Younger Alluvium 

0.054 

-0.29 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.00 

0.01 


Chainpura 

0805000200700700 

2.579 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.579 

-0.29 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.022 

0.35 

0.52 


Chak Alampura 

0805000200700500 

0.506 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.506 

-0.36 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.004 

0.35 

0.53 


Chand Gothi 

0804000200601100 

24.542 

Fresh 

Non-command 

Non-command 

Older Alluvium 

24.518 

-0.45 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.102 

0.35 

0.58 


Dandeoo Mohansingh 

0804000200599500 

8.476 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.050 

0.15 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.04 

0.034 

0.34 

0.58 


Dandeoo Ramsingh 

0804000200599600 

5.652 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.380 

0.13 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.022 

0.34 

0.59 


Dandeoo Sultansing 

0804000200599300 

12.049 

Saline 

Non-command 

Non-command 

Older Alluvium 

12.049 

0.01 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.050 

0.35 

0.61 


Deengli 

0804000200602800 

9.886 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.886 

-0.47 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.041 

0.35 

0.56 


Dhandhar 

0805000200698300 

5.682 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.682 

-0.06 

0.080 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.58 

0.049 

0.35 

0.53 


Dhandhariya 

0805000200698500 

3.981 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.372 

-0.39 

0.080 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.029 

0.30 

0.48 







Non-command 

Younger Alluvium 

0.121 

-0.39 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.02 


Dhani Daroga 

0805000200701300 

1.332 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.332 

-0.49 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.012 

0.37 

0.50 


Dhani Khudani 

0804000200597600 

5.917 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.267 

0.26 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.03 


Dhani Mauji 

0804000200599800 

6.002 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.383 

0.12 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.006 

0.08 

0.14 


Dhanothi Bari 

0804000200584000 

19.945 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.014 

-0.04 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

5.022 

-0.04 

0.060 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.021 

0.08 

0.14 






Non-command 

Non-command 

Older Alluvium 

13.445 

-0.04 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.056 

0.21 

0.39 


Dhanothi Chhoti 

0804000200583900 

9.476 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.002 

0.06 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

0.089 

0.06 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 






Non-command 

Non-command 

Older Alluvium 

0.314 

0.06 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 


Dhatarwalon Ka Bas 

0805000200710900 

1.863 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

-0.47 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dumki 

0804000200584300 

24.499 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

1.898 

0.07 

0.060 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.008 

0.02 

0.04 


Garinda 

0805000200698200 

2.181 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.181 

-0.37 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.019 

0.35 

0.54 


Ghumansar Kalan 

0805000200698000 

10.472 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.472 

-0.20 

0.080 

0.42 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.56 

0.090 

0.35 

0.53 


Gothra Lamba 

0805000200703000 

7.795 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.794 

-0.48 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.050 

0.28 

0.37 


Gothra Nooniya 

0805000200702700 

2.670 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.670 

-0.49 

0.120 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.72 

0.023 

0.37 

0.50 


Gothri 

0805000200702800 

4.373 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.405 

-0.47 

0.120 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.66 

0.021 

0.20 

0.28 


Gothyan Bari 

0804000200586500 

4.839 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.010 

-0.07 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

4.828 

-0.07 

0.060 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.020 

0.34 

0.59 


Gothyan Chhoti 

0804000200590700 

9.821 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.061 

0.01 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.017 

0.14 

0.25 


Gowli 

0805000200700800 

4.405 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.405 

-0.36 

0.120 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.038 

0.35 

0.51 


Gudan 

0804000200601000 

7.252 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.252 

-0.52 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.030 

0.35 

0.57 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.08 

0.04 

- 

0.04 

- 

0.04 

0.01 

0.07 

0.01 

- 

- 

- 

- 

- 

0.007 

0.043 

0.004 

0.039 

0.011 

28.85 

Safe 

Somansar 

0804000300618500 

0.12 

0.03 

(86.86) 

0.02 

- 

0.02 

0.02 

0.14 

0.01 

- 

- 

- 

- 

- 

0.005 

0.029 

0.001 

0.027 

0.007 

25.52 

Safe 

Somsisar 

0804000100569900 

0.10 

0.00 

90.51 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0018 

0.0025 

- 

0.004 

0.005 

0.009 

0.000 

0.009 

0.002 

27.99 

Safe 

Togawas 

0804000100575900 

0.20 

0.07 

- 

0.07 

- 

0.07 

0.01 

0.08 

0.01 

- 

- 

- 

- 

- 

0.012 

0.082 

0.008 

0.073 

0.020 

26.73 

Safe 

UDASAR BARA 

0802000600468000 

0.12 

0.18 

- 

0.18 

0.02 

0.20 

0.06 

0.31 

0.04 

- 

0.0110 

0.0156 

- 

0.027 

0.065 

0.261 

0.026 

0.235 

0.015 

6.29 

Safe 

Achchhapur 

0804000200599200 

0.06 

0.16 

- 

0.16 

- 

0.16 

0.06 

0.42 

0.03 

- 

- 

- 

- 

- 

0.029 

0.187 

0.019 

0.168 

0.031 

18.45 

Safe 

Ajeetpura 

0805000200702900 

0.11 

0.10 

- 

0.10 

0.01 

0.12 

0.07 

0.44 

0.02 

0.0300 

- 

- 

0.004 

0.034 

0.054 

0.169 

0.017 

0.152 

0.746 

490.69 

Over Exploited 

Alampura 

0805000200700900 

0.11 

0.03 

- 

0.03 

0.00 

0.04 

0.04 

0.26 

0.01 

- 

- 

- 

0.003 

0.003 

0.010 

0.046 

0.005 

0.041 

0.098 

237.89 

Over Exploited 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.013 

1,900.76 

Over Exploited 

Badangarh 

0805000200701000 

0.11 

0.12 

- 

0.12 

0.00 

0.12 

0.05 

0.35 

0.02 

0.0100 

- 

- 

0.002 

0.012 

0.033 

0.152 

0.015 

0.137 

0.409 

299.35 

Over Exploited 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.039 

2,637.92 

Over Exploited 

Bairasar Bara 

0804000200599900 

0.06 

0.04 

(40.11) 

0.04 

- 

0.04 

0.03 

0.21 

0.01 

- 

- 

- 

- 

- 

0.008 

0.044 

0.002 

0.041 

0.017 

41.70 

Safe 

Bairasar Budhu 

0804000200596800 

0.06 

0.03 

(45.77) 

0.02 

- 

0.02 

0.03 

0.19 

0.01 

- 

- 

- 

- 

- 

0.005 

0.028 

0.001 

0.026 

0.012 

45.48 

Safe 

Bairasar Chhota 

0804000200596600 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bajawa 

0805000200698600 

0.11 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.005 

0.097 

1,941.44 

Over Exploited 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.054 

2,376.98 

Over Exploited 

Bakhtawarpura 

0805000200702600 

0.11 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.003 

0.000 

0.003 

0.102 

3,466.99 

Over Exploited 

Bangarwa 

0804000200598800 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.06 

0.02 

- 

0.02 

- 

0.02 

0.03 

0.18 

0.00 

- 

- 

- 

- 

- 

0.003 

0.022 

0.002 

0.020 

0.008 

42.52 

Safe 

Bas Brahmanan 

0804000200600300 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bas Govindsingh 

0804000200603300 

0.06 

0.02 

- 

0.02 

- 

0.02 

0.03 

0.22 

0.00 

- 

- 

- 

- 

- 

0.003 

0.020 

0.002 

0.018 

0.006 

34.86 

Safe 

Bas Kirtan 

0804000200600700 

0.06 

0.06 

- 

0.06 

- 

0.06 

0.03 

0.22 

0.01 

- 

- 

- 

- 

- 

0.011 

0.071 

0.007 

0.064 

0.112 

176.04 

Over Exploited 



0.06 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.002 

0.010 

0.001 

0.009 

0.020 

219.82 

Over Exploited 

Bas Lalsingh 

0804000200600900 

0.06 

0.10 

- 

0.10 

- 

0.10 

0.06 

0.42 

0.02 

- 

- 

- 

- 

- 

0.017 

0.112 

0.011 

0.101 

0.067 

66.01 

Safe 

Bas Mamraj 

0804000200603100 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.003 

116.57 

Over Exploited 

Beenjawas 

0804000200596900 

0.06 

0.16 

(54.73) 

0.13 

- 

0.13 

0.06 

0.42 

0.03 

- 

- 

- 

- 

- 

0.028 

0.155 

0.008 

0.147 

0.031 

21.06 

Safe 

Bewad 

0804000200598900 

0.06 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.12 

0.00 

- 

- 

- 

- 

- 

0.003 

0.022 

0.002 

0.019 

0.013 

66.74 

Safe 

Bhabhreend 

0804000200598700 

0.06 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.13 

0.00 

- 

- 

- 

- 

- 

0.002 

0.012 

0.001 

0.011 

0.055 

508.38 

Over Exploited 



0.06 

0.04 

- 

0.04 

- 

0.04 

0.04 

0.24 

0.01 

- 

- 

- 

- 

- 

0.007 

0.045 

0.005 

0.041 

0.061 

149.69 

Over Exploited 

Bhagela 

0804000200586300 

0.06 

0.15 

(104.78) 

0.12 

0.04 

0.16 

0.04 

0.24 

0.03 

- 

0.0242 

0.0343 

- 

0.059 

0.087 

0.249 

0.012 

0.237 

0.053 

22.24 

Safe 



0.06 

0.00 

191.04 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Bhatod 

0804000200586900 

0.06 

0.01 

(129.75) 

0.01 

0.01 

0.02 

0.02 

0.11 

0.00 

- 

0.0038 

0.0054 

- 

0.009 

0.011 

0.027 

0.001 

0.026 

0.008 

32.23 

Safe 



0.06 

0.02 

(97.75) 

0.02 

- 

0.02 

0.03 

0.16 

0.00 

- 

- 

- 

- 

- 

0.004 

0.022 

0.001 

0.021 

0.011 

54.98 

Safe 

Bhojan 

0804000200597300 

0.06 

0.01 

132.75 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.009 

124.21 

Over Exploited 

Brijlalpura 

0805000200711100 

0.11 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.10 

0.00 

- 

- 

- 

- 

- 

0.002 

0.013 

0.001 

0.012 

0.129 

1,092.39 

Over Exploited 

Budhawas 

0804000200602500 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.254 

2,473.89 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.024 

######### 

Over Exploited 

Chainpura 

0805000200700700 

0.11 

0.10 

- 

0.10 

0.00 

0.10 

0.06 

0.42 

0.02 

0.0100 

- 

- 

0.003 

0.013 

0.031 

0.133 

0.013 

0.120 

0.216 

180.07 

Over Exploited 

Chak Alampura 

0805000200700500 

0.11 

0.02 

- 

0.02 

- 

0.02 

0.06 

0.42 

0.00 

- 

- 

- 

- 

- 

0.004 

0.023 

0.002 

0.021 

0.015 

73.47 

Semi Critical 

Chand Gothi 

0804000200601100 

0.06 

0.52 

- 

0.52 

- 

0.52 

0.06 

0.42 

0.09 

- 

- 

- 

- 

- 

0.093 

0.611 

0.061 

0.550 

0.102 

18.60 

Safe 

Dandeoo Mohansingh 

0804000200599500 

0.06 

0.16 

(67.26) 

0.13 

- 

0.13 

0.06 

0.40 

0.03 

- 

- 

- 

- 

- 

0.029 

0.159 

0.008 

0.151 

0.070 

46.00 

Safe 

Dandeoo Ramsingh 

0804000200599600 

0.06 

0.11 

(72.46) 

0.09 

- 

0.09 

0.06 

0.40 

0.02 

- 

- 

- 

- 

- 

0.020 

0.107 

0.005 

0.101 

0.022 

22.14 

Safe 

Dandeoo Sultansing 

0804000200599300 

0.06 

0.26 

(93.76) 

0.20 

- 

0.20 

0.06 

0.42 

0.05 

- 

- 

- 

- 

- 

0.046 

0.251 

0.013 

0.239 

0.050 

21.07 

Safe 

Deengli 

0804000200602800 

0.06 

0.21 

- 

0.21 

- 

0.21 

0.06 

0.42 

0.04 

- 

- 

- 

- 

- 

0.038 

0.246 

0.025 

0.222 

0.041 

18.62 

Safe 

Dhandhar 

0805000200698300 

0.10 

0.20 

- 

0.20 

0.01 

0.21 

0.06 

0.41 

0.04 

0.0200 

- 

- 

- 

0.020 

0.056 

0.265 

0.027 

0.239 

0.632 

264.80 

Over Exploited 

Dhandhariya 

0805000200698500 

0.10 

0.10 

- 

0.10 

- 

0.10 

0.05 

0.35 

0.02 

0.0100 

- 

- 

- 

0.010 

0.028 

0.129 

0.013 

0.116 

0.385 

331.25 

Over Exploited 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.013 

6,309.16 

Over Exploited 

Dhani Daroga 

0805000200701300 

0.11 

0.05 

- 

0.05 

0.00 

0.06 

0.07 

0.44 

0.01 

0.0100 

- 

- 

0.002 

0.012 

0.022 

0.077 

0.008 

0.070 

0.228 

326.95 

Over Exploited 

Dhani Khudani 

0804000200597600 

0.06 

0.00 

829.32 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

329.50 

Over Exploited 

Dhani Mauji 

0804000200599800 

0.06 

0.01 

(15.90) 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.006 

87.82 

Semi Critical 

Dhanothi Bari 

0804000200584000 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.02 

- 

0.02 

0.02 

0.04 

0.02 

0.09 

0.00 

- 

0.0097 

0.0136 

- 

0.023 

0.028 

0.068 

0.007 

0.061 

0.021 

34.15 

Safe 



0.06 

0.17 

- 

0.17 

- 

0.17 

0.04 

0.25 

0.03 

- 

- 

- 

- 

- 

0.034 

0.203 

0.020 

0.183 

0.056 

30.66 

Safe 

Dhanothi Chhoti 

0804000200583900 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

(757.93) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0005 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

27.90 

Safe 



0.06 

0.00 

217.40 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

520.26 

Over Exploited 

Dhatarwalon Ka Bas 

0805000200710900 

0.11 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dumki 

0804000200584300 

0.06 

0.00 

(162.64) 

0.00 

0.01 

0.01 

0.00 

0.03 

0.00 

- 

0.0055 

0.0103 

- 

0.016 

0.016 

0.030 

0.001 

0.028 

0.008 

28.06 

Safe 

Garinda 

0805000200698200 

0.10 

0.08 

- 

0.08 

- 

0.08 

0.06 

0.41 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.100 

0.010 

0.090 

0.224 

247.77 

Over Exploited 

Ghumansar Kalan 

0805000200698000 

0.10 

0.37 

- 

0.37 

0.02 

0.39 

0.06 

0.41 

0.07 

0.0600 

- 

- 

0.001 

0.061 

0.127 

0.516 

0.052 

0.464 

1.645 

354.37 

Over Exploited 

Gothra Lamba 

0805000200703000 

0.11 

0.18 

- 

0.18 

0.00 

0.18 

0.05 

0.33 

0.03 

0.0100 

- 

- 

0.005 

0.015 

0.049 

0.228 

0.023 

0.205 

0.385 

187.58 

Over Exploited 

Gothra Nooniya 

0805000200702700 

0.11 

0.11 

- 

0.11 

0.01 

0.12 

0.07 

0.45 

0.02 

0.0300 

- 

- 

- 

0.030 

0.051 

0.171 

0.017 

0.154 

0.747 

485.96 

Over Exploited 

Gothri 

0805000200702800 

0.11 

0.05 

- 

0.05 

0.01 

0.06 

0.04 

0.24 

0.01 

0.0200 

- 

- 

- 

0.020 

0.030 

0.094 

0.009 

0.085 

0.680 

800.54 

Over Exploited 

Gothyan Bari 

0804000200586500 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.10 

- 

0.10 

- 

0.10 

0.06 

0.40 

0.02 

0.0100 

- 

- 

- 

0.010 

0.028 

0.127 

0.013 

0.115 

0.213 

186.04 

Over Exploited 

Gothyan Chhoti 

0804000200590700 

0.06 

0.04 

(63.47) 

0.03 

- 

0.03 

0.03 

0.17 

0.01 

- 

- 

- 

- 

- 

0.006 

0.034 

0.002 

0.033 

0.059 

180.02 

Over Exploited 

Gowli 

0805000200700800 

0.11 

0.17 

- 

0.17 

0.01 

0.18 

0.06 

0.42 

0.03 

0.0200 

- 

- 

0.002 

0.022 

0.053 

0.235 

0.023 

0.211 

0.492 

232.72 

Over Exploited 

Gudan 

0804000200601000 

0.06 

0.15 

- 

0.15 

- 

0.15 

0.06 

0.42 

0.03 

- 

- 

- 

- 

- 

0.028 

0.181 

0.018 

0.163 

0.078 

48.09 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Gwalisar 

080400020058640C 

11.525 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.036 

-0.06 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

0.314 

-0.06 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 






Non-command 

Non-command 

Older Alluvium 

11.175 

-0.06 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.047 

0.32 

0.57 


Hameerwas Bara 

0804000200599100 

17.000 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.020 

-0.08 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

16.980 

-0.08 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.071 

0.35 

0.60 


Hameerwas Chhota 

0804000200600600 

9.002 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.311 

-0.52 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.010 

0.09 

0.15 





Saline 

Non-command 

Non-command 

Older Alluvium 

6.691 

-0.52 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.028 

0.26 

0.44 


Hanutpura 

0805000200697900 

6.261 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.261 

0.12 

0.080 

0.11 

0.00 

0.00 

0.00 

0.00 

0.17 

0.12 

0.39 

0.054 

0.35 

0.51 


Harpaloo Kubdi 

0804000200592200 

5.042 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.864 

0.17 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.00 

0.020 

0.34 

0.60 


Harpaloo Kushala 

0804000200597000 

2.316 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.316 

0.29 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.010 

0.35 

0.61 


Harpaloo Patram 

0804000200591900 

8.364 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.227 

0.19 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.02 

0.034 

0.35 

0.60 


Harpaloo Ramdhan 

0804000200592000 

4.721 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.721 

0.22 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.02 

0.020 

0.35 

0.61 


Harpaloo Ramsukh 

0804000200592100 

6.350 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.350 

0.20 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.00 

0.026 

0.35 

0.62 


Harpaloo Sanwal 

0804000200597100 

7.368 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.368 

0.21 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.00 

0.031 

0.36 

0.61 


Indasar 

0804000200586600 

8.616 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.616 

-0.06 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.036 

0.34 

0.59 


Indrapura 

0804000200599700 

5.786 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.786 

0.19 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.00 

0.024 

0.35 

0.61 


Ismailpura 

0805000200701200 

3.722 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.722 

-0.53 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.032 

0.37 

0.50 


Janau Khari 

0804000200600400 

11.281 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.322 

0.13 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.00 

0.026 

0.20 

0.35 


Janau Meethi 

0804000200601200 

8.990 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.523 

-0.04 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.011 

0.10 

0.17 


Jaswantpura 

0804000200601300 

20.918 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.339 

0.08 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.047 

0.19 

0.33 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.468 

0.08 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.006 

0.02 

0.04 


Jatoowas 

0804000200591600 

6.235 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.954 

0.22 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.01 

0.012 

0.17 

0.28 


Jhanbar 

0804000200589900 

8.136 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.285 

0.10 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.00 

0.030 

0.31 

0.54 


Jherli 

0805000200698100 

11.228 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.228 

-0.28 

0.080 

0.29 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.05 

0.097 

0.35 

0.54 


Juharpura 

0805000200700300 

4.717 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.313 

-0.38 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.011 

0.10 

0.15 







Non-command 

Younger Alluvium 

0.327 

-0.38 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.003 

0.02 

0.04 


Kaji 

0805000200695000 

10.259 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.643 

-0.23 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.006 

0.02 

0.03 


Kalri 

0804000200597200 

12.570 

Saline 

Non-command 

Non-command 

Older Alluvium 

12.132 

0.21 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.18 

0.11 

0.06 

0.051 

0.34 

0.58 


Kaman 

0804000200597400 

3.659 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.072 

0.37 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Kandran 

0804000200591800 

8.978 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.227 

0.18 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.03 

0.034 

0.33 

0.56 


Kanwarpura 

0805000200702500 

3.425 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.391 

-0.51 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.003 

0.04 

0.06 


Kherla 

0805000200697800 

7.352 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.601 

-0.11 

0.080 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.52 

0.040 

0.22 

0.32 


Khudaniya 

0805000200700600 

10.576 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.576 

-0.31 

0.080 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.68 

0.091 

0.35 

0.53 


Khuriya 

0805000200701100 

5.797 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.864 

-0.46 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.033 

0.24 

0.34 







Non-command 

Younger Alluvium 

0.738 

-0.46 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.006 

0.05 

0.06 


Khyali 

0804000200586200 

21.130 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

0.003 

0.09 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kulhariyon Ka Bas 

0805000200698400 

6.244 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.244 

-0.37 

0.080 

0.17 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.62 

0.054 

0.35 

0.55 


Kutubpura 

0805000200700400 

4.355 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.091 

-0.37 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.018 

0.17 

0.25 







Non-command 

Younger Alluvium 

0.272 

-0.37 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.002 

0.02 

0.03 


Lambor Bari 

0804000200592500 

15.688 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.628 

0.05 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.00 

0.019 

0.10 

0.18 


Lambor Chhipiyan 

0804000200592600 

7.291 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.384 

-0.11 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.07 

0.12 


Lambor Chhoti 

0804000200592400 

5.853 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.785 

0.04 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.016 

0.23 

0.40 


Lasedi 

0804000200590600 

12.649 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.955 

0.09 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.008 

0.05 

0.09 


Ludi Khuba 

0804000200589700 

4.290 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.890 

0.08 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.012 

0.23 

0.41 


Lutana Amichand 

0804000200590400 

2.039 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.039 

0.13 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.009 

0.35 

0.60 


Lutana Magni 

0804000200590100 

7.628 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.025 

0.12 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.021 

0.23 

0.40 


Lutana Magnibas 

0804000200590200 

1.920 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.427 

0.10 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.006 

0.26 

0.45 


Lutana Poorn 

0804000200590500 

5.385 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.341 

0.12 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.014 

0.22 

0.37 


Lutana Raju 

0804000200590000 

2.701 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.938 

0.09 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.008 

0.25 

0.43 


Lutana Sadasukh 

0804000200590300 

6.190 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.173 

0.10 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.017 

0.23 

0.40 


Mithi 

0804000200586800 

13.392 

Saline 

Non-command 

Non-command 

Older Alluvium 

10.909 

0.05 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.01 

0.046 

0.28 

0.48 


Narhar 

0805000200703200 

23.537 

Fresh 

Non-command 

Non-command 

Older Alluvium 

19.750 

-0.45 

0.120 

0.74 

0.03 

0.00 

0.00 

0.01 

0.00 

0.00 

2.73 

0.171 

0.30 

0.42 


Naurangpura 

0804000200602400 

10.043 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.127 

-0.16 

0.060 

0.51 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

2.00 

0.017 

0.15 

0.25 


Nawan 

0804000200600800 

29.284 

Fresh 

Non-command 

Non-command 

Older Alluvium 

22.058 

-1.93 

0.060 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.092 

0.27 

0.43 


Neema 

0804000200600500 

13.488 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.712 

0.05 

0.060 

0.29 

0.01 

0.00 

0.00 

0.00 

0.32 

0.19 

1.08 

0.053 

0.33 

0.56 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.776 

0.05 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.003 

0.02 

0.03 


Noohand 

0804000200603200 

9.342 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.159 

-0.34 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.038 

0.34 

0.53 


Nyagal Bari 

0804000200584200 

19.110 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

5.916 

-0.04 

0.060 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.025 

0.10 

0.18 






Non-command 

Non-command 

Older Alluvium 

3.940 

-0.04 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.016 

0.07 

0.12 


Nyagal Chhoti 

0804000200584100 

13.678 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.012 

-0.07 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

13.666 

-0.07 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.057 

0.33 

0.58 


Ojtu 

0805000200710800 

15.528 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.097 

-0.55 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.027 

0.07 

0.10 


Paharsar 

0804000200587000 

15.837 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.493 

0.06 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.02 


Patel Nagar 

0805000200701400 

1.444 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.867 

-0.46 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.008 

0.22 

0.30 







Non-command 

Younger Alluvium 

0.019 

-0.46 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Pilani ( Rural) 

0805000200696900 

1.146 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.209 

0.36 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.16 

0.002 

0.06 

0.09 


Pilani(M) 

0805000240505000 

10.816 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.737 

0.22 

0.080 

0.27 

0.00 

0.00 

0.00 

0.00 

0.34 

0.23 

0.09 

0.766 

0.12 

0.18 


Radwa 

0804000200592300 

11.142 

Saline 

Non-command 

Non-command 

Older Alluvium 

11.142 

0.17 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.00 

0.046 

0.35 

0.61 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Gwalisar 

0804000200586400 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0006 

0.0009 

- 

0.002 

0.002 

0.003 

0.000 

0.002 

0.001 

53.16 

Safe 



0.06 

0.22 

- 

0.22 

- 

0.22 

0.06 

0.38 

0.04 

- 

- 

- 

- 

- 

0.041 

0.258 

0.026 

0.232 

0.047 

20.10 

Safe 

Hameerwas Bara 

0804000200599100 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.36 

- 

0.36 

- 

0.36 

0.06 

0.42 

0.07 

- 

- 

- 

- 

- 

0.065 

0.426 

0.043 

0.383 

0.071 

18.48 

Safe 

Hameerwas Chhota 

0804000200600600 

0.06 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.11 

0.00 

- 

- 

- 

- 

- 

0.002 

0.015 

0.001 

0.013 

0.010 

72.05 

Semi Critical 



0.06 

0.11 

- 

0.11 

- 

0.11 

0.05 

0.31 

0.02 

- 

- 

- 

- 

- 

0.019 

0.125 

0.012 

0.112 

0.028 

24.89 

Safe 

Hanutpura 

0805000200697900 

0.10 

0.22 

(47.28) 

0.18 

- 

0.18 

0.06 

0.41 

0.04 

0.0100 

- 

- 

- 

0.010 

0.049 

0.225 

0.011 

0.214 

0.443 

207.08 

Over Exploited 

Harpaloo Kubdi 

0804000200592200 

0.06 

0.10 

(66.31) 

0.08 

- 

0.08 

0.06 

0.40 

0.02 

- 

- 

- 

- 

- 

0.018 

0.098 

0.005 

0.093 

0.020 

21.87 

Safe 

Harpaloo Kushala 

0804000200597000 

0.06 

0.05 

(53.14) 

0.04 

- 

0.04 

0.06 

0.42 

0.01 

- 

- 

- 

- 

- 

0.009 

0.048 

0.002 

0.046 

0.010 

21.06 

Safe 

Harpaloo Patram 

0804000200591900 

0.06 

0.17 

(60.81) 

0.14 

- 

0.14 

0.06 

0.41 

0.03 

- 

- 

- 

- 

- 

0.031 

0.169 

0.008 

0.161 

0.051 

31.95 

Safe 

Harpaloo Ramdhan 

0804000200592000 

0.06 

0.10 

(58.97) 

0.08 

- 

0.08 

0.06 

0.42 

0.02 

- 

- 

- 

- 

- 

0.018 

0.098 

0.005 

0.093 

0.037 

39.26 

Safe 

Harpaloo Ramsukh 

0804000200592100 

0.06 

0.14 

(63.41) 

0.11 

- 

0.11 

0.06 

0.42 

0.02 

- 

- 

- 

- 

- 

0.024 

0.132 

0.007 

0.126 

0.026 

21.08 

Safe 

Harpaloo Sanwal 

0804000200597100 

0.06 

0.16 

(62.60) 

0.13 

- 

0.13 

0.06 

0.42 

0.03 

- 

- 

- 

- 

- 

0.028 

0.154 

0.008 

0.146 

0.031 

21.04 

Safe 

Indasar 

0804000200586600 

0.06 

0.18 

- 

0.18 

- 

0.18 

0.06 

0.40 

0.03 

- 

- 

- 

- 

- 

0.033 

0.209 

0.021 

0.188 

0.061 

32.44 

Safe 

Indrapura 

0804000200599700 

0.06 

0.12 

(64.67) 

0.10 

- 

0.10 

0.06 

0.42 

0.02 

- 

- 

- 

- 

- 

0.022 

0.121 

0.006 

0.115 

0.024 

21.06 

Safe 

Ismailpura 

0805000200701200 

0.11 

0.15 

- 

0.15 

- 

0.15 

0.07 

0.44 

0.03 

0.0100 

- 

- 

- 

0.010 

0.038 

0.189 

0.019 

0.170 

0.226 

133.26 

Over Exploited 

Janau Khari 

0804000200600400 

0.06 

0.08 

(54.19) 

0.06 

- 

0.06 

0.04 

0.23 

0.01 

- 

- 

- 

- 

- 

0.014 

0.074 

0.004 

0.070 

0.026 

37.63 

Safe 

Janau Meethi 

0804000200601200 

0.06 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.12 

0.00 

- 

- 

- 

- 

- 

0.003 

0.018 

0.002 

0.016 

0.011 

66.01 

Safe 

Jaswantpura 

0804000200601300 

0.06 

0.13 

(68.03) 

0.10 

- 

0.10 

0.03 

0.23 

0.02 

- 

- 

- 

- 

- 

0.023 

0.128 

0.006 

0.121 

0.047 

38.96 

Safe 



0.06 

0.00 

78.48 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.006 

213.77 

Over Exploited 

Jatoowas 

0804000200591600 

0.06 

0.03 

(4.61) 

0.03 

- 

0.03 

0.03 

0.20 

0.01 

- 

- 

- 

- 

- 

0.005 

0.034 

0.002 

0.032 

0.020 

63.14 

Safe 

Jhanbar 

0804000200589900 

0.06 

0.14 

(76.53) 

0.11 

- 

0.11 

0.06 

0.37 

0.02 

- 

- 

- 

- 

- 

0.025 

0.135 

0.007 

0.128 

0.030 

23.76 

Safe 

Jherli 

0805000200698100 

0.10 

0.39 

- 

0.39 

0.01 

0.40 

0.06 

0.41 

0.07 

0.0400 

- 

- 

0.001 

0.041 

0.112 

0.517 

0.052 

0.465 

1.145 

246.20 

Over Exploited 

Juharpura 

0805000200700300 

0.10 

0.01 

- 

0.01 

0.00 

0.01 

0.02 

0.12 

0.00 

- 

- 

- 

0.001 

0.002 

0.004 

0.018 

0.002 

0.016 

0.087 

544.74 

Over Exploited 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.027 

2,084.36 

Over Exploited 

Kaji 

0805000200695000 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.060 

3,951.34 

Over Exploited 

Kalri 

0804000200597200 

0.06 

0.25 

(56.76) 

0.20 

- 

0.20 

0.06 

0.40 

0.05 

- 

- 

- 

- 

- 

0.045 

0.245 

0.012 

0.233 

0.110 

47.13 

Safe 

Kaman 

0804000200597400 

0.06 

0.00 

3,251.45 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kandran 

0804000200591800 

0.06 

0.16 

(60.98) 

0.13 

- 

0.13 

0.06 

0.38 

0.03 

- 

- 

- 

- 

- 

0.029 

0.158 

0.008 

0.150 

0.059 

39.64 

Safe 

Kanwarpura 

0805000200702500 

0.11 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.057 

2,929.07 

Over Exploited 

Kherla 

0805000200697800 

0.10 

0.10 

- 

0.10 

0.01 

0.11 

0.04 

0.26 

0.02 

0.0200 

- 

- 

- 

0.020 

0.038 

0.149 

0.015 

0.134 

0.558 

415.42 

Over Exploited 

Khudaniya 

0805000200700600 

0.10 

0.37 

- 

0.37 

0.01 

0.39 

0.06 

0.42 

0.07 

0.0300 

- 

- 

0.006 

0.036 

0.103 

0.489 

0.049 

0.440 

0.771 

175.11 

Over Exploited 

Khuriya 

0805000200701100 

0.11 

0.10 

- 

0.10 

- 

0.10 

0.05 

0.29 

0.02 

0.0100 

- 

- 

- 

0.010 

0.029 

0.132 

0.013 

0.119 

0.368 

309.35 

Over Exploited 



0.20 

0.01 

- 

0.01 

0.00 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

0.001 

0.001 

0.002 

0.009 

0.001 

0.008 

0.078 

940.16 

Over Exploited 

Khyali 

0804000200586200 

0.06 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kulhariyon Ka Bas 

0805000200698400 

0.10 

0.22 

- 

0.22 

0.02 

0.24 

0.06 

0.42 

0.04 

0.0200 

- 

- 

0.010 

0.030 

0.070 

0.307 

0.031 

0.276 

0.670 

242.60 

Over Exploited 

Kutubpura 

0805000200700400 

0.11 

0.04 

- 

0.04 

- 

0.04 

0.03 

0.20 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.057 

0.006 

0.051 

0.170 

334.17 

Over Exploited 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.026 

2,042.95 

Over Exploited 

Lambor Bari 

0804000200592500 

0.06 

0.03 

(50.29) 

0.02 

- 

0.02 

0.02 

0.12 

0.01 

- 

- 

- 

- 

- 

0.005 

0.028 

0.001 

0.027 

0.019 

71.65 

Semi Critical 

Lambor Chhipiyan 

0804000200592600 

0.06 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.001 

0.006 

0.006 

98.02 

Critical 

Lambor Chhoti 

0804000200592400 

0.06 

0.05 

(78.40) 

0.04 

- 

0.04 

0.04 

0.27 

0.01 

- 

- 

- 

- 

- 

0.009 

0.051 

0.003 

0.048 

0.016 

32.72 

Safe 

Lasedi 

0804000200590600 

0.06 

0.01 

89.58 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.008 

0.025 

302.53 

Over Exploited 

LudiKhuba 

0804000200589700 

0.06 

0.04 

(80.59) 

0.03 

- 

0.03 

0.04 

0.28 

0.01 

- 

- 

- 

- 

- 

0.007 

0.040 

0.002 

0.038 

0.012 

31.76 

Safe 

Lutana Amichand 

0804000200590400 

0.06 

0.04 

(78.73) 

0.03 

- 

0.03 

0.06 

0.41 

0.01 

- 

- 

- 

- 

- 

0.008 

0.042 

0.002 

0.040 

0.009 

21.30 

Safe 

Lutana Magni 

0804000200590100 

0.06 

0.07 

(62.32) 

0.06 

- 

0.06 

0.04 

0.27 

0.01 

- 

- 

- 

- 

- 

0.013 

0.069 

0.003 

0.065 

0.021 

32.21 

Safe 

Lutana Magnibas 

0804000200590200 

0.06 

0.02 

(77.15) 

0.02 

- 

0.02 

0.05 

0.31 

0.00 

- 

- 

- 

- 

- 

0.004 

0.022 

0.001 

0.021 

0.006 

28.60 

Safe 

Lutana Poorn 

0804000200590500 

0.06 

0.04 

(66.94) 

0.03 

- 

0.03 

0.04 

0.26 

0.01 

- 

- 

- 

- 

- 

0.008 

0.043 

0.002 

0.040 

0.014 

34.52 

Safe 

Lutana Raju 

0804000200590000 

0.06 

0.03 

(78.14) 

0.02 

- 

0.02 

0.05 

0.30 

0.01 

- 

- 

- 

- 

- 

0.005 

0.029 

0.001 

0.027 

0.008 

29.62 

Safe 

Lutana Sadasukh 

0804000200590300 

0.06 

0.06 

(65.00) 

0.05 

- 

0.05 

0.04 

0.28 

0.01 

- 

- 

- 

- 

- 

0.011 

0.058 

0.003 

0.055 

0.017 

31.83 

Safe 

Mithi 

0804000200586800 

0.06 

0.18 

(84.00) 

0.15 

- 

0.15 

0.05 

0.33 

0.03 

- 

- 

- 

- 

- 

0.034 

0.180 

0.009 

0.171 

0.054 

31.34 

Safe 

Narhar 

0805000200703200 

0.11 

0.64 

- 

0.64 

0.04 

0.68 

0.05 

0.35 

0.12 

0.1000 

- 

- 

0.014 

0.114 

0.231 

0.914 

0.091 

0.823 

2.903 

352.91 

Over Exploited 

Naurangpura 

0804000200602400 

0.06 

0.04 

- 

0.04 

0.02 

0.06 

0.03 

0.17 

0.01 

0.0700 

- 

- 

- 

0.070 

0.076 

0.132 

0.013 

0.119 

2.015 

1,690.94 

Over Exploited 

Nawan 

0804000200600800 

0.06 

0.35 

- 

0.35 

- 

0.35 

0.05 

0.31 

0.06 

0.0100 

- 

- 

- 

0.010 

0.073 

0.425 

0.043 

0.383 

0.242 

63.28 

Safe 

Neema 

0804000200600500 

0.06 

0.25 

(24.28) 

0.20 

0.01 

0.21 

0.06 

0.39 

0.05 

0.0400 

- 

- 

- 

0.040 

0.086 

0.299 

0.015 

0.284 

1.133 

399.02 

Over Exploited 



0.06 

0.00 

692.54 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.039 

3,162.67 

Over Exploited 

Noohand 

0804000200603200 

0.06 

0.19 

- 

0.19 

- 

0.19 

0.06 

0.41 

0.03 

- 

- 

- 

- 

- 

0.034 

0.223 

0.022 

0.201 

0.038 

19.01 

Safe 

Nyagal Bari 

0804000200584200 

0.06 

0.04 

- 

0.04 

0.02 

0.05 

0.02 

0.12 

0.01 

- 

0.0114 

0.0161 

- 

0.027 

0.034 

0.089 

0.009 

0.080 

0.025 

30.87 

Safe 



0.06 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.003 

0.019 

0.002 

0.017 

0.016 

98.14 

Critical 

Nyagal Chhoti 

0804000200584100 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.27 

- 

0.27 

- 

0.27 

0.06 

0.39 

0.05 

- 

- 

- 

- 

- 

0.051 

0.318 

0.032 

0.286 

0.057 

19.93 

Safe 

Ojtu 

0805000200710800 

0.11 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.015 

0.040 

0.004 

0.036 

0.254 

698.25 

Over Exploited 

Paharsar 

0804000200587000 

0.06 

0.00 

221.71 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

502.47 

Over Exploited 

Patel Nagar 

0805000200701400 

0.11 

0.02 

- 

0.02 

0.00 

0.02 

0.04 

0.26 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.014 

0.036 

0.004 

0.032 

0.181 

560.79 

Over Exploited 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pilani ( Rural) 

0805000200696900 

0.10 

0.00 

2,287.49 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.164 

1,456.54 

Over Exploited 

Pilani (M) 

0805000240505000 

0.10 

0.05 

403.41 

0.05 

- 

0.05 

0.02 

0.14 

0.01 

- 

- 

- 

- 

- 

0.008 

0.062 

0.003 

0.059 

0.852 

1,435.08 

Over Exploited 

Radwa 

0804000200592300 

0.06 

0.24 

(67.53) 

0.19 

- 

0.19 

0.06 

0.42 

0.04 

- 

- 

- 

- 

- 

0.043 

0.232 

0.012 

0.221 

0.046 

21.08 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Ragha Bari 

080400020059150C 

9.202 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.042 

0.04 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ragha Chhoti 

0804000200591700 

9.378 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.589 

0.15 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.002 

0.02 

0.04 


Rajgarh (M) 

0804000240402000 

77.941 

Saline 

Non-command 

Non-command 

Older Alluvium 

22.773 

-0.02 

0.060 

0.41 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

1.243 

0.10 

0.18 


Rayla 

0805000200694900 

8.088 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.825 

-0.16 

0.080 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.68 

0.050 

0.25 

0.38 


Rebari Bas 

0804000200599400 

4.923 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.075 

0.25 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

4.848 

0.25 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.02 

0.020 

0.35 

0.60 


Sadau 

0804000200590900 

14.370 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.362 

0.10 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.02 


Sardarpura 

0804000200599000 

6.645 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.645 

-0.59 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.028 

0.35 

0.59 


Shekhpura 

0805000200703100 

11.126 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.635 

-0.59 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.031 

0.12 

0.16 


Shyopura 

080400020058670C 

5.681 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.504 

0.00 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.019 

0.27 

0.47 



080500020071060C 

4.011 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.025 

-0.66 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sulkhaniya Bara 

080400020060220C 

6.279 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.506 

0.03 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.08 

0.15 


Sulkhaniya Chhota 

080400020060230C 

11.214 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.338 

-0.09 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.022 

0.17 

0.29 


Sultana Ka Bas 

080500020070330C 

4.742 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.204 

-0.60 

0.120 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.51 

0.028 

0.24 

0.34 


Than Mathooi 

080400020059100C 

18.142 

Saline 

Non-command 

Non-command 

Older Alluvium 

12.357 

0.14 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.07 

0.00 

0.052 

0.24 

0.41 


Thimau Bari 

080400020060270C 

6.361 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.361 

-0.41 

0.060 

1.13 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

4.48 

0.027 

0.35 

0.57 


Thimau Chhoti 

080400020060260C 

4.728 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.641 

-0.37 

0.060 

0.66 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.61 

0.019 

0.35 

0.58 







Non-command 

Younger Alluvium 

0.087 

-0.37 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.000 

0.01 

0.01 


Thirpali Bari 

080400020060290C 

10.550 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.550 

-0.32 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.044 

0.35 

0.54 


Thirpali Chhoti 

080400020060300C 

9.066 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.066 

-0.34 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.038 

0.35 

0.55 


Vidyavihar (M) 

0805000240506000 

3.984 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.981 

0.13 

0.080 

0.29 

0.00 

0.00 

0.00 

0.00 

0.33 

0.22 

0.09 

0.816 

0.35 

0.52 

16003012 

Abhaipura 

080400010058100C 

4.644 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.644 

0.06 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.012 

0.34 

0.60 


Alayla 

080400010058030C 

16.315 

Saline 

Non-command 

Non-command 

Older Alluvium 

16.315 

0.21 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.36 

0.21 

0.00 

0.042 

0.34 

0.58 


Alsisar 

080500010067300C 

25.239 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.098 

-0.13 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.013 

0.03 

0.06 


Amarpura 

080400020059360C 

6.995 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.995 

0.08 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.029 

0.34 

0.61 



080500010067270C 

1.547 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.547 

-0.15 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.010 

0.35 

0.70 


Anandpura 

080500010067220C 

3.432 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.387 

-0.11 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.021 

0.34 

0.72 


Asloo 

080400040063120C 

5.537 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.361 

-0.08 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.013 

0.32 

0.55 


Badet 

080500010066780C 

14.865 

Saline 

Non-command 

Non-command 

Older Alluvium 

14.865 

-0.02 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.093 

0.34 

0.60 


Badhki 

080400040062610C 

8.994 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.994 

0.05 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.022 

0.33 

0.58 


Bain 

080400010057330C 

56.108 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

9.727 

0.20 

0.100 

0.04 

0.01 

0.03 

0.04 

0.00 

0.16 

0.09 

0.14 

0.025 

0.05 

0.09 







Command 

Younger Alluvium 

2.745 

0.20 

0.120 

0.01 

0.00 

0.01 

0.01 

0.00 

0.06 

0.03 

0.03 

0.007 

0.01 

0.03 


Bairas 

081300010166120C 

4.947 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.364 

-0.16 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.02 

0.04 


Balrasar Tanwaran 

080400040063050C 

7.671 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.671 

-0.06 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.019 

0.33 

0.57 


Banra 

080400010057370C 

13.719 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

3.994 

0.20 

0.100 

0.01 

0.00 

0.01 

0.02 

0.00 

0.06 

0.04 

0.03 

0.010 

0.09 

0.15 


Barradas 

080400040063100C 

10.612 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.676 

-0.04 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.05 

0.09 


Barwasi 

080500050074130C 

15.366 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.249 

-0.11 

0.090 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.025 

0.06 

0.11 


Bas Bhinwsariya 

080500010067550C 

5.760 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.760 

-0.05 

0.120 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.036 

0.35 

0.75 


Bas Daulat Khan 

080500010066870C 

2.168 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.168 

-0.04 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.014 

0.35 

0.64 


Bas Dhakan 

080400040063180C 

5.080 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.080 

0.00 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.013 

0.34 

0.60 


Bas Hameer Khan 

080500010066880C 

2.014 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.014 

-0.04 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.013 

0.35 

0.65 


Bas Haripura 

080500010067070C 

3.378 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.378 

-0.14 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.021 

0.35 

0.68 


Bas Jaiseka 

080400040063200C 

8.759 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.766 

-0.01 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.017 

0.26 

0.46 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.994 

-0.01 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.08 

0.13 


Bas Kaliyasar 

080500010066850C 

4.221 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.221 

-0.10 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.026 

0.34 

0.64 


Bas Kanjan 

080400020058480C 

9.944 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

1.348 

0.22 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.006 

0.04 

0.08 


Bas Kuharoo 

080500010068300C 

1.024 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.007 

-0.18 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.007 

0.34 

0.65 


Bas Mahlan 

080400040063150C 

6.496 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.496 

-0.13 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.016 

0.34 

0.62 


Bas Mundi 

080400020059380C 

6.367 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.367 

0.12 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.01 

0.027 

0.35 

0.61 


Bas Purian 

080500010067610C 

5.829 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.829 

1.23 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.91 

0.46 

0.13 

0.036 

0.35 

0.69 


Bas Radsana 

080400020059350C 

6.162 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.162 

0.20 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.01 

0.026 

0.34 

0.60 


Bas Seowa 

080400020058850C 

8.148 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

8.025 

0.31 

0.060 

0.01 

0.00 

0.01 

0.02 

0.00 

0.13 

0.08 

0.00 

0.033 

0.33 

0.57 






Non-command 

Non-command 

Older Alluvium 

0.123 

0.31 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Beedasar 

080500010067190C 

5.981 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.981 

0.12 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.12 

0.06 

0.12 

0.037 

0.35 

0.72 


Beeghran 

080400010057990C 

22.979 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

1.214 

0.11 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.003 

0.02 

0.03 






Non-command 

Non-command 

Older Alluvium 

2.325 

0.11 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.006 

0.03 

0.06 


Beer Rajgarh 

0804000200585400 

9.416 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

9.416 

0.17 

0.060 

0.01 

0.00 

0.01 

0.02 

0.00 

0.08 

0.04 

0.00 

0.039 

0.31 

0.55 


Beer Taranagar 

080400010057780C 

3.826 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

3.826 

0.14 

0.100 

0.00 

0.00 

0.01 

0.01 

0.00 

0.03 

0.02 

0.00 

0.010 

0.33 

0.56 


Bhagwatpura 

080500010067200C 

6.191 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.184 

0.00 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.039 

0.35 

0.72 


Bhamasi 

080400020059310C 

13.863 

Saline 

Non-command 

Non-command 

Older Alluvium 

13.863 

0.08 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.01 

0.058 

0.35 

0.61 


Bhambhara 

080400020058550C 

6.530 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

6.187 

0.18 

0.060 

0.01 

0.00 

0.01 

0.01 

0.00 

0.06 

0.03 

0.00 

0.026 

0.30 

0.53 






Non-command 

Non-command 

Older Alluvium 

0.343 

0.18 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.03 


Bharoo 

080500010068530C 

5.355 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.355 

-0.12 

0.120 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.74 

0.037 

0.35 

0.76 


Bhatawas 

080400020059300C 

3.720 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.720 

0.03 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.016 

0.35 

0.61 


Bheekhansar 

080500010067710C 

8.237 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.527 

-0.11 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.047 

0.31 

0.54 


Bheemasar @ Peepal 

080500010068340C 

3.390 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.200 

-0.19 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.022 

0.33 

0.66 


Bheemsar 

080500010068420C 

9.070 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.367 

-0.02 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.037 

0.20 

0.46 


Bhojasar 

080500010068740C 

9.258 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.253 

-0.19 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.023 

0.12 

0.26 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Ragha Bari 

0804000200591500 

0.06 

0.00 

2,340.72 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ragha Chhoti 

0804000200591700 

0.06 

0.00 

305.85 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

237.62 

Over Exploited 

Rajgarh (M) 

0804000240402000 

0.06 

0.14 

- 

0.14 

- 

0.14 

0.02 

0.12 

0.03 

- 

- 

- 

- 

- 

0.025 

0.164 

0.016 

0.148 

1.260 

851.67 

Over Exploited 

Rayla 

0805000200694900 

0.10 

0.15 

- 

0.15 

0.01 

0.16 

0.05 

0.30 

0.03 

0.0300 

- 

- 

- 

0.030 

0.056 

0.214 

0.021 

0.192 

0.730 

379.71 

Over Exploited 

Rebari Bas 

0804000200599400 

0.06 

0.00 

2,358.30 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.10 

(52.06) 

0.08 

- 

0.08 

0.06 

0.41 

0.02 

- 

- 

- 

- 

- 

0.018 

0.099 

0.005 

0.094 

0.044 

46.86 

Safe 

Sadau 

0804000200590900 

0.06 

0.00 

520.14 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

595.34 

Over Exploited 

Sardarpura 

0804000200599000 

0.06 

0.14 

- 

0.14 

- 

0.14 

0.06 

0.42 

0.03 

- 

- 

- 

- 

- 

0.025 

0.167 

0.017 

0.150 

0.028 

18.46 

Safe 

Shekhpura 

0805000200703100 

0.11 

0.05 

- 

0.05 

- 

0.05 

0.02 

0.14 

0.01 

- 

- 

- 

- 

- 

0.009 

0.058 

0.006 

0.052 

0.139 

268.06 

Over Exploited 

Shyopura 

0804000200586700 

0.06 

0.07 

- 

0.07 

- 

0.07 

0.05 

0.32 

0.01 

- 

- 

- 

- 

- 

0.014 

0.088 

0.009 

0.079 

0.036 

45.36 

Safe 


0805000200710600 

0.11 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sulkhaniya Bara 

0804000200602200 

0.06 

0.01 

(80.42) 

0.01 

- 

0.01 

0.02 

0.10 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.007 

0.006 

88.10 

Semi Critical 

Sulkhaniya Chhota 

0804000200602300 

0.06 

0.05 

- 

0.05 

- 

0.05 

0.03 

0.20 

0.01 

- 

- 

- 

- 

- 

0.010 

0.064 

0.006 

0.057 

0.022 

38.94 

Safe 

Sultana Ka Bas 

0805000200703300 

0.11 

0.09 

- 

0.09 

0.01 

0.10 

0.05 

0.29 

0.02 

0.0200 

- 

- 

- 

0.020 

0.036 

0.132 

0.013 

0.119 

0.536 

451.38 

Over Exploited 

Than Mathooi 

0804000200591000 

0.06 

0.18 

(58.66) 

0.14 

- 

0.14 

0.04 

0.28 

0.03 

- 

- 

- 

- 

- 

0.032 

0.175 

0.009 

0.167 

0.052 

30.96 

Safe 

Thimau Bari 

0804000200602700 

0.06 

0.13 

- 

0.13 

0.06 

0.19 

0.06 

0.42 

0.02 

0.1700 

- 

- 

- 

0.170 

0.194 

0.389 

0.039 

0.350 

4.509 

1,288.88 

Over Exploited 

Thimau Chhoti 

0804000200602600 

0.06 

0.10 

- 

0.10 

0.03 

0.13 

0.06 

0.41 

0.02 

0.1000 

- 

- 

- 

0.100 

0.117 

0.244 

0.024 

0.219 

2.629 

1,198.01 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.072 

######### 

Over Exploited 

Thirpali Bari 

0804000200602900 

0.06 

0.22 

- 

0.22 

- 

0.22 

0.06 

0.41 

0.04 

- 

- 

- 

- 

- 

0.040 

0.262 

0.026 

0.236 

0.044 

18.65 

Safe 

Thirpali Chhoti 

0804000200603000 

0.06 

0.19 

- 

0.19 

- 

0.19 

0.06 

0.41 

0.03 

- 

- 

- 

- 

- 

0.034 

0.226 

0.023 

0.203 

0.038 

18.63 

Safe 

Vidyavihar (M) 

0805000240506000 

0.10 

0.14 

60.41 

0.17 

0.00 

0.17 

0.06 

0.41 

0.03 

- 

- 

- 

0.002 

0.002 

0.027 

0.196 

0.010 

0.186 

0.902 

483.93 

Over Exploited 

Abhaipura 

0804000100581000 

0.20 

0.32 

(94.94) 

0.25 

- 

0.25 

0.06 

0.40 

0.06 

- 

- 

- 

- 

- 

0.055 

0.310 

0.015 

0.294 

0.012 

4.10 

Safe 

Alayla 

0804000100580300 

0.20 

1.09 

(81.06) 

0.87 

- 

0.87 

0.06 

0.39 

0.19 

- 

- 

- 

- 

- 

0.193 

1.068 

0.053 

1.014 

0.042 

4.18 

Safe 

Alsisar 

0805000100673000 

0.10 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.001 

0.006 

0.038 

591.86 

Over Exploited 

Amarpura 

0804000200593600 

0.06 

0.14 

(82.69) 

0.12 

- 

0.12 

0.06 

0.40 

0.03 

- 

- 

- 

- 

- 

0.025 

0.141 

0.007 

0.134 

0.037 

27.79 

Safe 


0805000100672700 

0.10 

0.05 

- 

0.05 

- 

0.05 

0.06 

0.41 

0.01 

- 

- 

- 

- 

- 

0.009 

0.063 

0.006 

0.057 

0.086 

151.35 

Over Exploited 

Anandpura 

0805000100672200 

0.10 

0.12 

- 

0.12 

- 

0.12 

0.06 

0.40 

0.02 

- 

- 

- 

- 

- 

0.020 

0.136 

0.014 

0.122 

0.097 

79.46 

Semi Critical 

Asloo 

0804000400631200 

0.08 

0.14 

- 

0.14 

- 

0.14 

0.05 

0.38 

0.02 

- 

- 

- 

- 

- 

0.023 

0.162 

0.016 

0.145 

0.105 

72.37 

Semi Critical 

Badet 

0805000100667800 

0.10 

0.50 

- 

0.50 

- 

0.50 

0.06 

0.40 

0.09 

- 

- 

- 

- 

- 

0.085 

0.589 

0.059 

0.530 

0.093 

17.52 

Safe 

Badhki 

0804000400626100 

0.08 

0.24 

(91.24) 

0.19 

- 

0.19 

0.06 

0.39 

0.04 

- 

- 

- 

- 

- 

0.040 

0.233 

0.012 

0.222 

0.022 

10.06 

Safe 

Bain 

0804000100573300 

0.20 

0.10 

(9.40) 

0.09 

0.07 

0.16 

0.01 

0.06 

0.02 

0.0200 

0.0374 

0.0528 

- 

0.110 

0.131 

0.295 

0.015 

0.280 

0.162 

57.91 

Safe 



0.22 

0.01 

272.22 

0.01 

0.02 

0.03 

0.00 

0.02 

0.00 

- 

0.0106 

0.0149 

- 

0.026 

0.027 

0.056 

0.003 

0.053 

0.039 

73.77 

Semi Critical 

Bairas 

0813000101661200 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

173.99 

Over Exploited 

Balrasar Tanwaran 

0804000400630500 

0.08 

0.20 

- 

0.20 

- 

0.20 

0.06 

0.39 

0.03 

- 

- 

- 

- 

- 

0.034 

0.239 

0.024 

0.215 

0.151 

70.29 

Semi Critical 

Banra 

0804000100573700 

0.20 

0.07 

(48.70) 

0.06 

0.03 

0.08 

0.02 

0.11 

0.01 

- 

0.0153 

0.0217 

- 

0.037 

0.051 

0.133 

0.007 

0.127 

0.039 

31.07 

Safe 

Barradas 

0804000400631000 

0.08 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.001 

0.007 

0.004 

55.96 

Safe 

Barwasi 

0805000500741300 

0.16 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.034 

0.003 

0.031 

0.327 

1,057.04 

Over Exploited 

Bas Bhinwsariya 

0805000100675500 

0.10 

0.20 

- 

0.20 

- 

0.20 

0.06 

0.40 

0.03 

0.0100 

- 

- 

- 

0.010 

0.044 

0.243 

0.024 

0.219 

0.422 

192.79 

Over Exploited 

Bas Daulat Khan 

0805000100668700 

0.10 

0.08 

- 

0.08 

- 

0.08 

0.06 

0.41 

0.01 

- 

- 

- 

- 

- 

0.013 

0.088 

0.009 

0.079 

0.032 

39.85 

Safe 

Bas Dhakan 

0804000400631800 

0.08 

0.14 

(99.64) 

0.11 

- 

0.11 

0.06 

0.40 

0.02 

- 

- 

- 

- 

- 

0.023 

0.134 

0.007 

0.127 

0.013 

9.91 

Safe 

Bas Hameer Khan 

0805000100668800 

0.10 

0.07 

- 

0.07 

- 

0.07 

0.06 

0.41 

0.01 

- 

- 

- 

- 

- 

0.012 

0.082 

0.008 

0.074 

0.025 

33.29 

Safe 

Bas Haripura 

0805000100670700 

0.10 

0.12 

- 

0.12 

- 

0.12 

0.06 

0.41 

0.02 

0.0100 

- 

- 

- 

0.010 

0.030 

0.148 

0.015 

0.133 

0.189 

142.36 

Over Exploited 

Bas Jaiseka 

0804000400632000 

0.08 

0.14 

- 

0.14 

- 

0.14 

0.04 

0.30 

0.02 

- 

- 

- 

- 

- 

0.024 

0.164 

0.016 

0.148 

0.017 

11.34 

Safe 



0.08 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.002 

0.014 

0.001 

0.013 

0.005 

38.47 

Safe 

Bas Kaliyasar 

0805000100668500 

0.10 

0.15 

- 

0.15 

- 

0.15 

0.06 

0.40 

0.02 

- 

- 

- 

- 

- 

0.025 

0.170 

0.017 

0.153 

0.068 

44.59 

Safe 

Bas Kanjan 

0804000200584800 

0.06 

0.00 

115.06 

0.00 

0.00 

0.01 

0.01 

0.05 

0.00 

- 

0.0026 

0.0037 

- 

0.006 

0.007 

0.015 

0.001 

0.015 

0.006 

38.39 

Safe 

Bas Kuharoo 

0805000100683000 

0.10 

0.03 

- 

0.03 

- 

0.03 

0.06 

0.40 

0.01 

- 

- 

- 

- 

- 

0.006 

0.040 

0.004 

0.036 

0.032 

88.04 

Semi Critical 

Bas Mahlan 

0804000400631500 

0.08 

0.18 

- 

0.18 

- 

0.18 

0.06 

0.40 

0.03 

- 

- 

- 

- 

- 

0.031 

0.210 

0.021 

0.189 

0.016 

8.52 

Safe 

Bas Mundi 

0804000200593800 

0.06 

0.13 

(76.27) 

0.11 

- 

0.11 

0.06 

0.41 

0.02 

- 

- 

- 

- 

- 

0.023 

0.129 

0.006 

0.122 

0.035 

28.22 

Safe 

Bas Purian 

0805000100676100 

0.10 

0.20 

128.43 

0.24 

- 

0.24 

0.06 

0.40 

0.03 

0.0100 

- 

- 

- 

0.010 

0.044 

0.286 

0.014 

0.271 

0.170 

62.78 

Safe 

Bas Radsana 

0804000200593500 

0.06 

0.13 

(61.81) 

0.10 

- 

0.10 

0.06 

0.40 

0.02 

- 

- 

- 

- 

- 

0.022 

0.124 

0.006 

0.118 

0.034 

28.60 

Safe 

Bas Seowa 

0804000200588500 

0.06 

0.16 

(51.27) 

0.13 

0.03 

0.15 

0.06 

0.39 

0.03 

- 

0.0154 

0.0218 

- 

0.037 

0.066 

0.219 

0.011 

0.208 

0.033 

16.13 

Safe 



0.06 

0.00 

3,399.77 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Beedasar 

0805000100671900 

0.10 

0.21 

(71.15) 

0.17 

- 

0.17 

0.06 

0.40 

0.04 

- 

- 

- 

- 

- 

0.036 

0.201 

0.010 

0.191 

0.155 

81.46 

Semi Critical 

Beeghran 

0804000100579900 

0.20 

0.00 

(25.58) 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0035 

0.0066 

- 

0.010 

0.011 

0.021 

0.001 

0.020 

0.003 

15.49 

Safe 



0.20 

0.02 

(10.02) 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.003 

0.017 

0.001 

0.016 

0.006 

37.66 

Safe 

Beer Rajgarh 

0804000200585400 

0.06 

0.17 

(75.99) 

0.14 

0.03 

0.17 

0.06 

0.37 

0.03 

- 

0.0181 

0.0256 

- 

0.044 

0.078 

0.248 

0.012 

0.236 

0.039 

16.65 

Safe 

Beer Taranagar 

0804000100577800 

0.20 

0.25 

(92.76) 

0.20 

0.02 

0.22 

0.06 

0.39 

0.05 

- 

0.0110 

0.0208 

- 

0.032 

0.077 

0.301 

0.015 

0.286 

0.010 

3.48 

Safe 

Bhagwatpura 

0805000100672000 

0.10 

0.21 

- 

0.21 

- 

0.21 

0.06 

0.40 

0.04 

- 

- 

- 

- 

- 

0.037 

0.250 

0.025 

0.225 

0.081 

35.79 

Safe 

Bhamasi 

0804000200593100 

0.06 

0.29 

(83.69) 

0.23 

- 

0.23 

0.06 

0.41 

0.05 

- 

- 

- 

- 

- 

0.052 

0.283 

0.014 

0.269 

0.066 

24.52 

Safe 

Bhambhara 

0804000200585500 

0.06 

0.11 

(71.21) 

0.09 

0.02 

0.11 

0.06 

0.35 

0.02 

- 

0.0119 

0.0168 

- 

0.029 

0.050 

0.159 

0.008 

0.151 

0.026 

17.14 

Safe 



0.06 

0.00 

521.34 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

319.39 

Over Exploited 

Bharoo 

0805000100685300 

0.10 

0.19 

- 

0.19 

0.01 

0.20 

0.06 

0.41 

0.03 

0.0300 

- 

- 

- 

0.030 

0.062 

0.257 

0.026 

0.231 

0.774 

334.76 

Over Exploited 

Bhatawas 

0804000200593000 

0.06 

0.08 

(88.22) 

0.06 

- 

0.06 

0.06 

0.41 

0.01 

- 

- 

- 

- 

- 

0.014 

0.076 

0.004 

0.072 

0.016 

21.59 

Safe 

Bheekhansar 

0805000100677100 

0.10 

0.23 

- 

0.23 

- 

0.23 

0.05 

0.36 

0.04 

- 

- 

- 

- 

- 

0.039 

0.271 

0.027 

0.244 

0.173 

70.91 

Semi Critical 

Bheemasar @ Peepal 

0805000100683400 

0.10 

0.11 

- 

0.11 

- 

0.11 

0.06 

0.39 

0.02 

- 

- 

- 

- 

- 

0.018 

0.124 

0.012 

0.111 

0.081 

73.13 

Semi Critical 

Bheemsar 

0805000100684200 

0.10 

0.11 

- 

0.11 

- 

0.11 

0.04 

0.24 

0.02 

0.0100 

- 

- 

- 

0.010 

0.029 

0.138 

0.014 

0.124 

0.259 

208.69 

Over Exploited 

Bhojasar 

0805000100687400 

0.10 

0.04 

- 

0.04 

- 

0.04 

0.02 

0.15 

0.01 

- 

- 

- 

- 

- 

0.007 

0.047 

0.005 

0.043 

0.093 

217.70 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Bhootiya 

080400010057790C 

4.872 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

4.872 

0.16 

0.100 

0.00 

0.00 

0.01 

0.02 

0.00 

0.05 

0.03 

0.00 

0.013 

0.33 

0.57 


Bhuda Ka Bas 

0805000100669300 

5.192 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.250 

-0.05 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.027 

0.29 

0.53 


Bhutiyawas 

0805000100671800 

2.759 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.759 

0.33 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.07 

0.11 

0.017 

0.34 

0.70 


Bhuwari 

0804000200593300 

10.996 

Saline 

Non-command 

Non-command 

Older Alluvium 

10.996 

0.24 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.10 

0.02 

0.046 

0.34 

0.60 


Birmi 

0805000100676000 

8.892 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.892 

0.87 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

1.02 

0.50 

0.29 

0.056 

0.35 

0.70 


Birmi Khalsa 

0804000200585000 

9.282 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

0.051 

0.19 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Younger Alluvium 

1.033 

0.19 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.004 

0.03 

0.06 


Bishanpura 

0805000100678400 

3.941 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.941 

-0.31 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.025 

0.35 

0.76 


Bissau (M) 

0805000140501000 

28.167 

Fresh 

Non-command 

Non-command 

Older Alluvium 

28.074 

0.01 

0.120 

0.38 

0.01 

0.00 

0.00 

0.00 

0.40 

0.23 

0.55 

0.748 

0.33 

0.58 


Boontiya 

0804000400630900 

25.546 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.836 

0.01 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.010 

0.05 

0.09 





Saline 

Non-command 

Non-command 

Older Alluvium 

4.758 

0.01 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.012 

0.06 

0.11 


Brahmanagar 

0804000100580700 

9.310 

Saline 

Non-command 

Non-command 

Older Alluvium 

9.310 

0.04 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.01 

0.024 

0.34 

0.60 


Bungi 

0804000200587900 

18.318 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

1.102 

0.06 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.02 

0.03 






Non-command 

Non-command 

Older Alluvium 

17.216 

0.06 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.072 

0.30 

0.54 


Chaharwala 

0804000200585200 

5.258 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

4.374 

0.19 

0.060 

0.01 

0.00 

0.01 

0.02 

0.00 

0.03 

0.02 

0.00 

0.018 

0.25 

0.46 


Chailanabas 

0804000200587600 

8.520 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.883 

0.07 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.033 

0.31 

0.54 


Chainpura 

0805000100674800 

2.184 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.184 

-0.04 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.014 

0.34 

0.76 


Chak Nyola 

0805000100670800 

0.924 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.924 

-0.14 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.006 

0.35 

0.69 


Chak Ranasar 

0805000100669400 

1.427 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.029 

-0.11 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Chakwas 

0805000100685400 

2.100 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.100 

-0.19 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.015 

0.35 

0.76 


Chanana 

0804000200587800 

8.403 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

2.129 

0.15 

0.060 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.00 

0.00 

0.009 

0.08 

0.15 






Non-command 

Non-command 

Older Alluvium 

4.150 

0.15 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.017 

0.16 

0.28 


Chandrapura 

0805000100677700 

2.022 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.022 

-0.15 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.014 

0.35 

0.72 



0805000100688200 

4.253 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.489 

0.06 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.07 

0.03 

0.19 

0.017 

0.20 

0.45 


Chandwa 

0805000100671500 

13.383 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.383 

0.81 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

1.38 

0.71 

0.27 

0.084 

0.34 

0.67 


Changoi 

0804000100577600 

28.724 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

28.724 

0.22 

0.100 

0.02 

0.00 

0.06 

0.11 

0.00 

0.48 

0.28 

0.00 

0.075 

0.32 

0.56 


Charanwasi 

0805000100678900 

1.676 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.012 

-0.13 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Chatarpura 

0805000100685000 

3.413 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.189 

0.18 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.16 

0.07 

0.33 

0.022 

0.32 

0.72 


Chimanpura 

0804000200593400 

5.520 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.520 

0.15 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.01 

0.023 

0.34 

0.60 



0805000100667900 

4.494 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.108 

-0.06 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

4.386 

-0.06 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.027 

0.33 

0.59 


Choradi Athuni 

0805000500737700 

3.264 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.338 

0.34 

0.090 

0.06 

0.00 

0.00 

0.00 

0.00 

0.10 

0.05 

0.20 

0.015 

0.14 

0.31 


Churela 

0805000100678500 

7.450 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.450 

-0.32 

0.120 

0.25 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.92 

0.047 

0.34 

0.76 


Churu (M) 

0804000440404000 

18.967 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.186 

-0.04 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.021 

0.00 

0.01 


Churu (Rural) 

0804000400629300 

46.736 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.742 

0.03 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.13 

0.024 

0.07 

0.12 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.678 

0.03 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.00 

0.01 


Dabla 

0804000400630800 

3.875 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.485 

0.00 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.006 

0.21 

0.37 


Dabri 

0805000500737800 

7.799 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.188 

-0.17 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.002 

0.01 

0.02 


Dadrewa 

0804000200588800 

48.493 

Saline 

Non-command 

Non-command 

Older Alluvium 

48.493 

0.33 

0.060 

0.07 

0.00 

0.00 

0.00 

0.00 

1.02 

0.58 

0.03 

0.202 

0.34 

0.59 


Dandoo 

0804000400632300 

5.934 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.934 

0.01 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.015 

0.34 

0.59 


Dantli 

0804000200585100 

5.970 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

3.368 

0.19 

0.060 

0.00 

0.00 

0.01 

0.01 

0.00 

0.02 

0.01 

0.00 

0.014 

0.17 

0.31 







Command 

Younger Alluvium 

1.551 

0.19 

0.080 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.01 

0.00 

0.006 

0.08 

0.14 


Dariyon Ka Bas 

0805000100683700 

1.260 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.260 

-0.20 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.009 

0.35 

0.74 


Delsar Kalan 

0805000500738100 

3.540 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.589 

-0.12 

0.090 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.018 

0.16 

0.34 


Delsar Khurd 

0805000500738200 

2.544 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.975 

-0.12 

0.090 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.011 

0.14 

0.29 


Deogaon ( Noona) 

0805000500737300 

2.672 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.672 

-0.03 

0.090 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.030 

0.35 

0.76 


Devipura 

0804000200594800 

3.767 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.254 

0.05 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.009 

0.21 

0.38 


Dhadhar 

0804000400630700 

27.068 

Fresh 

Non-command 

Non-command 

Older Alluvium 

23.785 

-0.05 

0.060 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.74 

0.059 

0.29 

0.50 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.283 

-0.05 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.008 

0.04 

0.07 


Dhanapatta Rajpura 

0804000100581700 

6.961 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.106 

-0.15 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.013 

0.26 

0.46 


Dhanapatta Satyoo 

0804000100580100 

13.766 

Saline 

Non-command 

Non-command 

Older Alluvium 

9.825 

0.17 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.10 

0.00 

0.026 

0.24 

0.42 


Dhani Babriyan 

0804000100578700 

1.973 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

0.454 

0.12 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.08 

0.13 






Non-command 

Non-command 

Older Alluvium 

0.003 

0.12 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dhani Baga Partan 

0805000100670400 

9.943 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.715 

-0.09 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.004 

0.03 

0.05 





Saline 

Non-command 

Non-command 

Older Alluvium 

8.552 

-0.09 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.053 

0.30 

0.58 


Dhani Barwa 

0805000100672900 

3.502 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.376 

-0.14 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.021 

0.34 

0.67 


Dhani Charan 

0805000100668600 

7.767 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.767 

-0.05 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.049 

0.34 

0.63 



0805000100669500 

1.303 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.145 

-0.11 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.04 

0.07 



0805000100675700 

2.459 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.459 

0.26 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.13 

0.06 

0.19 

0.015 

0.35 

0.72 


Dhani Kulriya 

0805000100676600 

1.430 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.430 

1.18 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.22 

0.12 

0.08 

0.009 

0.34 

0.62 


Dhani Kumharan 

0804000100580200 

8.845 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.845 

0.16 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.00 

0.023 

0.33 

0.58 


Dhani Lachhmansingh 

0804000400631400 

2.201 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.201 

0.01 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.34 

0.58 


Dhani Motisingh 

0804000100581600 

6.777 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.952 

-0.18 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.015 

0.30 

0.55 


Dhani Pooniyan 

0804000100581100 

9.672 

Saline 

Non-command 

Non-command 

Older Alluvium 

9.672 

0.11 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.00 

0.025 

0.34 

0.60 


Dhani Raju 

0804000100581400 

4.294 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.294 

0.04 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.011 

0.35 

0.62 


Dhani Ranwan 

0804000400625600 

9.586 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.962 

0.26 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.00 

0.022 

0.31 

0.54 


Dheelsar 

0805000100671100 

13.139 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.139 

-0.03 

0.120 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.082 

0.34 

0.62 


Dheengi 

0804000100581800 

9.765 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.090 

-0.05 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.018 

0.25 

0.45 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Bhootiya 

0804000100577900 

0.20 

0.32 

(90.73) 

0.26 

0.03 

0.29 

0.06 

0.39 

0.06 

- 

0.0140 

0.0265 

- 

0.041 

0.098 

0.384 

0.019 

0.365 

0.013 

3.47 

Safe 

Bhuda Ka Bas 

0805000100669300 

0.10 

0.12 

- 

0.12 

- 

0.12 

0.05 

0.34 

0.02 

- 

- 

- 

- 

- 

0.021 

0.143 

0.014 

0.129 

0.087 

67.27 

Safe 

Bhutiyawas 

0805000100671800 

0.10 

0.10 

(28.55) 

0.08 

- 

0.08 

0.06 

0.40 

0.02 

- 

- 

- 

- 

- 

0.016 

0.092 

0.005 

0.088 

0.126 

143.74 

Over Exploited 

Bhuwari 

0804000200593300 

0.06 

0.23 

(54.03) 

0.18 

- 

0.18 

0.06 

0.40 

0.04 

- 

- 

- 

- 

- 

0.040 

0.220 

0.011 

0.209 

0.063 

30.11 

Safe 

Birmi 

0805000100676000 

0.10 

0.31 

64.54 

0.37 

- 

0.37 

0.06 

0.40 

0.05 

0.0100 

- 

- 

- 

0.010 

0.062 

0.431 

0.022 

0.409 

0.342 

83.51 

Semi Critical 

Birmi Khalsa 

0804000200585000 

0.06 

0.00 

3,914.59 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0003 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.08 

0.00 

290.02 

0.00 

0.01 

0.01 

0.01 

0.04 

0.00 

- 

0.0030 

0.0056 

- 

0.009 

0.009 

0.019 

0.001 

0.018 

0.038 

217.42 

Over Exploited 

Bishanpura 

0805000100678400 

0.10 

0.14 

- 

0.14 

- 

0.14 

0.06 

0.40 

0.02 

- 

- 

- 

- 

- 

0.023 

0.160 

0.016 

0.144 

0.084 

58.25 

Safe 

Bissau (M) 

0805000140501000 

0.10 

0.94 

(75.39) 

0.75 

0.01 

0.76 

0.06 

0.39 

0.16 

0.0200 

- 

- 

- 

0.020 

0.177 

0.936 

0.047 

0.889 

1.294 

145.51 

Over Exploited 

Boontiya 

0804000400630900 

0.08 

0.02 

(51.77) 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.003 

0.015 

0.001 

0.014 

0.028 

195.09 

Over Exploited 



0.08 

0.02 

(66.96) 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.004 

0.023 

0.001 

0.022 

0.024 

109.65 

Over Exploited 

Brahmanagar 

0804000100580700 

0.20 

0.63 

(95.81) 

0.51 

- 

0.51 

0.06 

0.40 

0.11 

- 

- 

- 

- 

- 

0.108 

0.616 

0.031 

0.585 

0.038 

6.53 

Safe 

Bungi 

0804000200587900 

0.06 

0.00 

(201.42) 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0032 

0.0060 

- 

0.009 

0.009 

0.017 

0.001 

0.016 

0.005 

28.52 

Safe 



0.06 

0.31 

(84.82) 

0.25 

- 

0.25 

0.06 

0.36 

0.06 

- 

- 

- 

- 

- 

0.060 

0.310 

0.015 

0.294 

0.072 

24.39 

Safe 

Chaharwala 

0804000200585200 

0.06 

0.07 

(72.57) 

0.05 

0.03 

0.08 

0.05 

0.30 

0.01 

- 

0.0126 

0.0238 

- 

0.036 

0.050 

0.128 

0.006 

0.122 

0.018 

14.98 

Safe 

Chailanabas 

0804000200587600 

0.06 

0.14 

(83.78) 

0.12 

- 

0.12 

0.06 

0.36 

0.03 

- 

- 

- 

- 

- 

0.027 

0.143 

0.007 

0.136 

0.033 

24.22 

Safe 

Chainpura 

0805000100674800 

0.10 

0.08 

- 

0.08 

- 

0.08 

0.06 

0.40 

0.01 

0.0100 

- 

- 

- 

0.010 

0.023 

0.098 

0.010 

0.089 

0.148 

166.82 

Over Exploited 

Chak Nyola 

0805000100670800 

0.10 

0.03 

- 

0.03 

- 

0.03 

0.06 

0.41 

0.01 

- 

- 

- 

- 

- 

0.006 

0.038 

0.004 

0.034 

0.090 

264.75 

Over Exploited 

Chak Ranasar 

0805000100669400 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chakwas 

0805000100685400 

0.10 

0.07 

- 

0.07 

- 

0.07 

0.06 

0.41 

0.01 

0.0100 

- 

- 

- 

0.010 

0.023 

0.095 

0.010 

0.086 

0.207 

241.00 

Over Exploited 

Chanana 

0804000200587800 

0.06 

0.01 

(65.52) 

0.01 

0.01 

0.02 

0.02 

0.10 

0.00 

- 

0.0061 

0.0116 

- 

0.018 

0.020 

0.041 

0.002 

0.039 

0.009 

23.03 

Safe 



0.06 

0.04 

(33.18) 

0.03 

- 

0.03 

0.03 

0.19 

0.01 

- 

- 

- 

- 

- 

0.008 

0.039 

0.002 

0.037 

0.017 

46.36 

Safe 

Chandrapura 

0805000100677700 

0.10 

0.07 

- 

0.07 

- 

0.07 

0.06 

0.41 

0.01 

- 

- 

- 

- 

- 

0.012 

0.082 

0.008 

0.074 

0.090 

121.76 

Over Exploited 


0805000100688200 

0.10 

0.05 

(40.31) 

0.04 

- 

0.04 

0.03 

0.24 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.059 

0.003 

0.056 

0.211 

377.84 

Over Exploited 

Chandwa 

0805000100671500 

0.10 

0.46 

53.93 

0.55 

- 

0.55 

0.06 

0.40 

0.08 

0.0100 

- 

- 

- 

0.010 

0.088 

0.640 

0.032 

0.608 

0.353 

58.03 

Safe 

Changoi 

0804000100577600 

0.20 

1.83 

(84.89) 

1.46 

0.17 

1.63 

0.06 

0.38 

0.35 

- 

0.0828 

0.1560 

- 

0.239 

0.587 

2.221 

0.111 

2.110 

0.075 

3.54 

Safe 

Charanwasi 

0805000100678900 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chatarpura 

0805000100685000 

0.10 

0.10 

(31.49) 

0.08 

- 

0.08 

0.06 

0.38 

0.02 

0.0100 

- 

- 

- 

0.010 

0.028 

0.110 

0.005 

0.104 

0.347 

332.85 

Over Exploited 

Chimanpura 

0804000200593400 

0.06 

0.11 

(69.77) 

0.09 

- 

0.09 

0.06 

0.40 

0.02 

- 

- 

- 

- 

- 

0.020 

0.111 

0.006 

0.105 

0.031 

29.50 

Safe 


0805000100667900 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.10 

0.15 

- 

0.15 

- 

0.15 

0.06 

0.39 

0.02 

- 

- 

- 

- 

- 

0.025 

0.170 

0.017 

0.153 

0.141 

92.68 

Critical 

Choradi Athuni 

0805000500737700 

0.16 

0.03 

50.59 

0.04 

- 

0.04 

0.02 

0.17 

0.01 

0.0100 

- 

- 

- 

0.010 

0.015 

0.052 

0.003 

0.049 

0.219 

443.69 

Over Exploited 

Churela 

0805000100678500 

0.10 

0.26 

- 

0.26 

0.01 

0.27 

0.06 

0.40 

0.04 

0.0300 

- 

- 

- 

0.030 

0.074 

0.341 

0.034 

0.307 

0.971 

316.04 

Over Exploited 

Churu (M) 

0804000440404000 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.021 

41,853.84 

Over Exploited 

Churu (Rural) 

0804000400629300 

0.08 

0.05 

(37.31) 

0.04 

- 

0.04 

0.01 

0.08 

0.01 

- 

- 

- 

- 

- 

0.009 

0.052 

0.003 

0.050 

0.156 

314.20 

Over Exploited 



0.08 

0.00 

167.54 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.010 

2,848.04 

Over Exploited 

Dabla 

0804000400630800 

0.08 

0.04 

(85.62) 

0.03 

- 

0.03 

0.04 

0.25 

0.01 

- 

- 

- 

- 

- 

0.007 

0.041 

0.002 

0.039 

0.050 

128.65 

Over Exploited 

Dabri 

0805000500737800 

0.16 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.033 

12,351.74 

Over Exploited 

Dadrewa 

0804000200588800 

0.06 

0.98 

(40.47) 

0.78 

- 

0.78 

0.06 

0.40 

0.18 

- 

- 

- 

- 

- 

0.179 

0.961 

0.048 

0.913 

0.227 

24.90 

Safe 

Dandoo 

0804000400632300 

0.08 

0.16 

(98.37) 

0.13 

- 

0.13 

0.06 

0.39 

0.03 

- 

- 

- 

- 

- 

0.027 

0.154 

0.008 

0.147 

0.015 

10.02 

Safe 

Dantli 

0804000200585100 

0.06 

0.03 

(70.92) 

0.03 

0.02 

0.05 

0.03 

0.20 

0.01 

- 

0.0097 

0.0183 

- 

0.028 

0.035 

0.082 

0.004 

0.078 

0.014 

18.03 

Safe 



0.08 

0.01 

(20.03) 

0.01 

0.01 

0.02 

0.02 

0.09 

0.00 

- 

0.0045 

0.0084 

- 

0.013 

0.015 

0.032 

0.002 

0.030 

0.006 

21.48 

Safe 

Dariyon Ka Bas 

0805000100683700 

0.10 

0.04 

- 

0.04 

- 

0.04 

0.06 

0.41 

0.01 

- 

- 

- 

- 

- 

0.008 

0.051 

0.005 

0.046 

0.129 

278.44 

Over Exploited 

Delsar Kalan 

0805000500738100 

0.16 

0.04 

- 

0.04 

- 

0.04 

0.03 

0.19 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.058 

0.006 

0.053 

0.191 

362.97 

Over Exploited 

Delsar Khurd 

0805000500738200 

0.16 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.16 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.035 

0.003 

0.031 

0.196 

621.93 

Over Exploited 

Deogaon ( Noona) 

0805000500737300 

0.16 

0.15 

- 

0.15 

- 

0.15 

0.06 

0.41 

0.03 

- 

- 

- 

- 

- 

0.026 

0.177 

0.018 

0.159 

0.160 

100.35 

Over Exploited 

Devipura 

0804000200594800 

0.06 

0.03 

(66.30) 

0.02 

- 

0.02 

0.04 

0.25 

0.01 

- 

- 

- 

- 

- 

0.005 

0.028 

0.001 

0.026 

0.017 

65.77 

Safe 

Dhadhar 

0804000400630700 

0.08 

0.56 

- 

0.56 

0.01 

0.57 

0.05 

0.34 

0.09 

0.0300 

- 

- 

- 

0.030 

0.123 

0.690 

0.069 

0.621 

0.798 

128.45 

Over Exploited 



0.08 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.002 

0.012 

0.001 

0.011 

0.075 

674.03 

Over Exploited 

Dhanapatta Rajpura 

0804000100581700 

0.20 

0.26 

- 

0.26 

- 

0.26 

0.04 

0.30 

0.05 

- 

- 

- 

- 

- 

0.046 

0.307 

0.031 

0.276 

0.013 

4.81 

Safe 

Dhanapatta Satyoo 

0804000100580100 

0.20 

0.47 

(78.27) 

0.38 

- 

0.38 

0.04 

0.28 

0.08 

- 

- 

- 

- 

- 

0.081 

0.458 

0.023 

0.435 

0.026 

5.86 

Safe 

Dhani Babriyan 

0804000100578700 

0.20 

0.01 

(78.44) 

0.01 

0.00 

0.01 

0.01 

0.09 

0.00 

- 

0.0013 

0.0025 

- 

0.004 

0.005 

0.013 

0.001 

0.013 

0.001 

9.36 

Safe 



0.20 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dhani Baga Partan 

0805000100670400 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.038 

2,028.34 

Over Exploited 



0.10 

0.26 

- 

0.26 

- 

0.26 

0.05 

0.35 

0.04 

0.0100 

- 

- 

- 

0.010 

0.055 

0.312 

0.031 

0.280 

0.329 

117.49 

Over Exploited 

Dhani Barwa 

0805000100672900 

0.10 

0.11 

- 

0.11 

- 

0.11 

0.06 

0.39 

0.02 

- 

- 

- 

- 

- 

0.020 

0.133 

0.013 

0.120 

0.071 

59.34 

Safe 

Dhani Charan 

0805000100668600 

0.10 

0.27 

- 

0.27 

- 

0.27 

0.06 

0.40 

0.05 

- 

- 

- 

- 

- 

0.046 

0.312 

0.031 

0.281 

0.145 

51.43 

Safe 


0805000100669500 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.007 

1,150.41 

Over Exploited 


0805000100675700 

0.10 

0.08 

(29.27) 

0.07 

- 

0.07 

0.06 

0.40 

0.01 

0.0100 

- 

- 

- 

0.010 

0.025 

0.093 

0.005 

0.088 

0.208 

236.98 

Over Exploited 

Dhani Kulriya 

0805000100676600 

0.10 

0.05 

151.48 

0.06 

- 

0.06 

0.06 

0.40 

0.01 

- 

- 

- 

- 

- 

0.008 

0.066 

0.003 

0.063 

0.093 

147.17 

Over Exploited 

Dhani Kumharan 

0804000100580200 

0.20 

0.59 

(85.17) 

0.47 

- 

0.47 

0.06 

0.39 

0.10 

- 

- 

- 

- 

- 

0.103 

0.577 

0.029 

0.548 

0.023 

4.19 

Safe 

Dhani Lachhmansingh 

0804000400631400 

0.08 

0.06 

(98.98) 

0.05 

- 

0.05 

0.06 

0.39 

0.01 

- 

- 

- 

- 

- 

0.010 

0.057 

0.003 

0.054 

0.005 

10.05 

Safe 

Dhani Motisingh 

0804000100581600 

0.20 

0.36 

- 

0.36 

- 

0.36 

0.05 

0.36 

0.06 

- 

- 

- 

- 

- 

0.063 

0.426 

0.043 

0.383 

0.015 

4.03 

Safe 

Dhani Pooniyan 

0804000100581100 

0.20 

0.66 

(89.96) 

0.53 

- 

0.53 

0.06 

0.40 

0.12 

- 

- 

- 

- 

- 

0.115 

0.645 

0.032 

0.612 

0.025 

4.10 

Safe 

Dhani Raju 

0804000100581400 

0.20 

0.30 

(97.04) 

0.24 

- 

0.24 

0.06 

0.41 

0.05 

- 

- 

- 

- 

- 

0.052 

0.290 

0.014 

0.275 

0.011 

4.05 

Safe 

Dhani Ranwan 

0804000400625600 

0.08 

0.22 

(61.07) 

0.18 

- 

0.18 

0.05 

0.37 

0.04 

- 

- 

- 

- 

- 

0.038 

0.217 

0.011 

0.206 

0.022 

10.75 

Safe 

Dheelsar 

0805000100671100 

0.10 

0.45 

- 

0.45 

0.01 

0.46 

0.06 

0.40 

0.08 

0.0200 

- 

- 

- 

0.020 

0.095 

0.551 

0.055 

0.496 

0.485 

97.79 

Critical 

Dheengi 

0804000100581800 

0.20 

0.36 

- 

0.36 

- 

0.36 

0.04 

0.30 

0.06 

- 

- 

- 

- 

- 

0.063 

0.422 

0.042 

0.379 

0.018 

4.85 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Dheerasar 

0805000100671300 

7.840 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.840 

0.14 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.18 

0.10 

0.13 

0.049 

0.34 

0.61 


Dhigal 

0805000500737600 

15.835 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.811 

1.18 

0.090 

0.06 

0.00 

0.00 

0.00 

0.00 

0.36 

0.16 

0.19 

0.031 

0.06 

0.14 


Dholiya 

0804000200588400 

16.570 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

4.715 

0.35 

0.060 

0.01 

0.00 

0.01 

0.01 

0.00 

0.09 

0.05 

0.00 

0.020 

0.09 

0.17 






Non-command 

Non-command 

Older Alluvium 

11.855 

0.35 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.27 

0.16 

0.00 

0.049 

0.24 

0.42 


Diloi 

0805000100678000 

8.204 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.204 

0.13 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.18 

0.09 

0.13 

0.051 

0.35 

0.73 


Diloi South 

0805000100678100 

1.959 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.959 

-0.01 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.012 

0.35 

0.72 


Dokwa 

0804000200594400 

18.593 

Saline 

Non-command 

Non-command 

Older Alluvium 

12.045 

0.03 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.01 

0.050 

0.23 

0.40 


Doodana Ka Bas 

0805000500739200 

3.144 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.144 

-0.11 

0.090 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.035 

0.37 

0.73 


Doodiyo Ki Dhani 

0805000500737400 

2.584 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.067 

0.18 

0.090 

0.10 

0.00 

0.00 

0.00 

0.00 

0.13 

0.06 

0.35 

0.023 

0.28 

0.61 


Doolpura 

0805000100669800 

1.741 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.591 

-0.07 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.010 

0.32 

0.61 


Doomra 

0805000500739300 

7.965 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.965 

-0.11 

0.090 

0.53 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

2.00 

0.088 

0.37 

0.74 


Doulatpura 

0805000100678600 

2.907 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.907 

-0.26 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.018 

0.34 

0.76 


Dudhwa Khara 

0804000400625700 

44.013 

Saline 

Non-command 

Non-command 

Older Alluvium 

29.616 

0.30 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.55 

0.32 

0.00 

0.073 

0.23 

0.39 


Dulchas 

0805000100676700 

6.177 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.177 

0.39 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.34 

0.19 

0.17 

0.039 

0.34 

0.60 


Durana 

0805000100684900 

3.094 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.119 

0.36 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.001 

0.01 

0.03 


Fatehsari 

0805000500737500 

4.276 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.924 

0.23 

0.090 

0.13 

0.01 

0.00 

0.00 

0.00 

0.20 

0.09 

0.46 

0.044 

0.32 

0.70 


Gagor 

0804000200592700 

12.340 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.828 

-0.14 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.012 

0.08 

0.14 


Gangiyasar 

0805000100671200 

19.849 

Fresh 

Non-command 

Non-command 

Older Alluvium 

19.849 

-0.04 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.124 

0.34 

0.61 


Ghanau 

0804000200585800 

27.347 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

10.348 

0.23 

0.060 

0.01 

0.00 

0.01 

0.02 

0.00 

0.12 

0.07 

0.00 

0.043 

0.12 

0.22 


Ghanghoo 

0804000400632100 

27.179 

Fresh 

Non-command 

Non-command 

Older Alluvium 

21.961 

-0.04 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.054 

0.27 

0.47 





Saline 

Non-command 

Non-command 

Older Alluvium 

5.218 

-0.04 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.013 

0.06 

0.11 


Ghasla Agoona 

0804000100577400 

5.359 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

5.359 

0.20 

0.100 

0.03 

0.00 

0.01 

0.02 

0.00 

0.10 

0.06 

0.08 

0.014 

0.31 

0.55 


Ghasla Athoona 

0804000100577300 

7.139 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

7.139 

0.20 

0.100 

0.02 

0.00 

0.01 

0.03 

0.00 

0.12 

0.07 

0.07 

0.019 

0.31 

0.55 


Ghisa Ki Dhani 

0805000500739400 

4.377 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.377 

-0.11 

0.090 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.54 

0.049 

0.37 

0.74 


Ghoribara Khurd 

0805000500736800 

9.306 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.166 

-0.09 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.01 

0.01 


Godoo Ka Bas 

0805000100683300 

4.439 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.641 

-0.23 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.004 

0.05 

0.10 


Gogtiya Baghawatan 

0804000100579800 

10.902 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

3.286 

0.12 

0.100 

0.00 

0.00 

0.01 

0.01 

0.00 

0.02 

0.01 

0.00 

0.009 

0.10 

0.17 






Non-command 

Non-command 

Older Alluvium 

0.794 

0.12 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.02 

0.04 


Gogtiya Charnan 

0804000100578500 

4.342 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

0.934 

0.15 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.002 

0.07 

0.12 






Non-command 

Non-command 

Older Alluvium 

3.399 

0.15 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.009 

0.26 

0.45 


Gogtiya Kachchawata 

0804000100578600 

3.130 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

1.355 

0.13 

0.100 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.01 

0.00 

0.004 

0.14 

0.25 






Non-command 

Non-command 

Older Alluvium 

0.902 

0.13 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.10 

0.17 


Gogtiya Pata Chango 

0804000100578800 

13.083 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

1.045 

0.10 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.03 

0.05 


Gokhri 

0805000100670000 

9.500 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.971 

-0.08 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.019 

0.11 

0.21 


Govindpura 

0805000100672800 

4.069 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.908 

-0.15 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.024 

0.33 

0.67 


Hadiyal 

0804000100580800 

22.495 

Saline 

Non-command 

Non-command 

Older Alluvium 

22.495 

-0.09 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.058 

0.34 

0.61 


Hameerwas 

0805000100675800 

3.961 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.961 

0.43 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.25 

0.12 

0.17 

0.025 

0.35 

0.72 



0805000100688000 

4.804 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.002 

1.22 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Hansasar 

0805000100678700 

10.925 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.792 

-0.21 

0.120 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.57 

0.061 

0.31 

0.69 


Hansasari 

0805000100678800 

8.788 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.146 

-0.08 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.013 

0.08 

0.19 


Hanumanpura @ Tilo 

0805000100675600 

2.555 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.555 

0.28 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.14 

0.06 

0.17 

0.016 

0.35 

0.73 


Harnathpura 

0805000100687600 

4.833 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.833 

-0.19 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.034 

0.35 

0.75 


Hetamsar 

0805000100685200 

10.454 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.454 

-0.09 

0.120 

0.23 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.81 

0.073 

0.35 

0.76 


Himmatpura 

0805000500737200 

3.070 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.070 

-0.16 

0.090 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.034 

0.35 

0.75 


Jabasar 

0805000100668900 

6.069 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.069 

0.01 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.038 

0.35 

0.64 


Jaipuriya Khalsa 

0804000200594200 

9.084 

Saline 

Non-command 

Non-command 

Older Alluvium 

9.084 

0.05 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.038 

0.35 

0.62 


Jaipuriya Patta 

0804000200594300 

5.558 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.558 

0.05 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.023 

0.35 

0.62 


Jaisinghpura 

0805000100687700 

1.745 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.745 

-0.19 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.012 

0.35 

0.76 


Jalimpura 

0805000100668300 

6.529 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.576 

-0.09 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.016 

0.13 

0.25 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.953 

-0.09 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.025 

0.21 

0.38 


Jaswantpura 

0804000400632200 

2.608 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.608 

0.01 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.34 

0.58 


Jawaharpura 

0805000100669000 

8.831 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.831 

0.02 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.03 

0.055 

0.35 

0.63 


Jejusar 

0805000500738300 

7.245 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.178 

-0.05 

0.090 

0.28 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.03 

0.080 

0.35 

0.75 


Jhadsar Bara 

0804000100581300 

6.368 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.368 

0.05 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.017 

0.35 

0.61 


Jhadsar Chhota 

0804000100581200 

9.071 

Saline 

Non-command 

Non-command 

Older Alluvium 

9.071 

0.05 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.01 

0.024 

0.34 

0.61 


Jhatawa Kalan 

0805000100670900 

5.459 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.459 

-0.14 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.034 

0.35 

0.67 


Jhatawa Khurd 

0805000100670600 

9.689 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.070 

-0.12 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.038 

0.22 

0.41 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.619 

-0.12 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.023 

0.13 

0.25 


Jhoongli 

0804000200592900 

6.805 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.211 

-0.12 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.026 

0.32 

0.56 


Jhothra 

0804000100573400 

14.969 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

14.969 

0.19 

0.100 

0.04 

0.00 

0.03 

0.06 

0.00 

0.24 

0.14 

0.11 

0.039 

0.30 

0.54 


Jigsana Tal 

0804000100578000 

12.924 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

12.924 

0.23 

0.100 

0.01 

0.00 

0.02 

0.02 

0.00 

0.26 

0.15 

0.00 

0.034 

0.33 

0.57 


Jigsana Teeba 

0804000100578200 

6.796 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

5.991 

0.23 

0.100 

0.01 

0.00 

0.01 

0.01 

0.00 

0.13 

0.07 

0.00 

0.016 

0.29 

0.51 






Non-command 

Non-command 

Older Alluvium 

0.805 

0.23 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.002 

0.04 

0.07 


Jodhawas 

0804000200585300 

3.381 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

3.381 

0.18 

0.060 

0.00 

0.00 

0.01 

0.01 

0.00 

0.02 

0.01 

0.00 

0.014 

0.31 

0.55 


Jorji Ka Bas 

0804000100578300 

4.981 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

2.231 

0.24 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.006 

0.15 

0.26 






Non-command 

Non-command 

Older Alluvium 

2.751 

0.24 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.007 

0.18 

0.32 


Juharpura 

0805000100687800 

2.583 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.583 

0.01 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.23 

0.018 

0.35 

0.76 


Kabeersar 

0805000100676400 

5.616 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.616 

1.97 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

1.37 

0.72 

0.13 

0.035 

0.34 

0.66 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Dheerasar 

0805000100671300 

0.10 

0.27 

(62.29) 

0.21 

- 

0.21 

0.06 

0.40 

0.04 

- 

- 

- 

- 

- 

0.045 

0.257 

0.013 

0.244 

0.175 

71.59 

Semi Critical 

Dhigal 

0805000500737600 

0.16 

0.03 

485.40 

0.03 

- 

0.03 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.015 

0.048 

0.002 

0.045 

0.218 

479.57 

Over Exploited 

Dholiya 

0804000200588400 

0.06 

0.03 

101.71 

0.03 

0.02 

0.05 

0.02 

0.11 

0.00 

- 

0.0091 

0.0128 

- 

0.022 

0.027 

0.075 

0.004 

0.071 

0.020 

27.78 

Safe 



0.06 

0.17 

(8.38) 

0.16 

- 

0.16 

0.04 

0.28 

0.03 

- 

- 

- 

- 

- 

0.031 

0.187 

0.009 

0.177 

0.049 

27.92 

Safe 

Diloi 

0805000100678000 

0.10 

0.28 

(69.96) 

0.23 

- 

0.23 

0.06 

0.41 

0.05 

0.0100 

- 

- 

- 

0.010 

0.059 

0.286 

0.014 

0.272 

0.185 

68.22 

Safe 

Diloi South 

0805000100678100 

0.10 

0.07 

- 

0.07 

- 

0.07 

0.06 

0.41 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.090 

0.009 

0.081 

0.222 

275.70 

Over Exploited 

Dokwa 

0804000200594400 

0.06 

0.16 

(86.78) 

0.13 

- 

0.13 

0.04 

0.27 

0.03 

- 

- 

- 

- 

- 

0.029 

0.161 

0.008 

0.153 

0.058 

38.19 

Safe 

Doodana Ka Bas 

0805000500739200 

0.16 

0.19 

- 

0.19 

- 

0.19 

0.06 

0.44 

0.03 

0.0100 

- 

- 

- 

0.010 

0.042 

0.230 

0.023 

0.207 

0.385 

186.26 

Over Exploited 

Doodiyo Ki Dhani 

0805000500737400 

0.16 

0.09 

(33.81) 

0.07 

- 

0.07 

0.05 

0.33 

0.02 

0.0100 

- 

- 

- 

0.010 

0.026 

0.100 

0.005 

0.095 

0.373 

391.36 

Over Exploited 

Doolpura 

0805000100669800 

0.10 

0.05 

- 

0.05 

- 

0.05 

0.06 

0.38 

0.01 

- 

- 

- 

- 

- 

0.009 

0.060 

0.006 

0.054 

0.022 

40.77 

Safe 

Doomra 

0805000500739300 

0.16 

0.47 

- 

0.47 

0.02 

0.49 

0.06 

0.43 

0.08 

0.0700 

- 

- 

- 

0.070 

0.149 

0.634 

0.063 

0.571 

2.085 

365.30 

Over Exploited 

Doulatpura 

0805000100678600 

0.10 

0.10 

- 

0.10 

- 

0.10 

0.06 

0.40 

0.02 

- 

- 

- 

- 

- 

0.017 

0.118 

0.012 

0.106 

0.144 

136.29 

Over Exploited 

Dudhwa Khara 

0804000400625700 

0.08 

0.54 

(40.44) 

0.43 

- 

0.43 

0.04 

0.26 

0.09 

- 

- 

- 

- 

- 

0.091 

0.519 

0.026 

0.493 

0.073 

14.87 

Safe 

Dulchas 

0805000100676700 

0.10 

0.21 

(8.17) 

0.19 

- 

0.19 

0.06 

0.39 

0.03 

0.0100 

- 

- 

- 

0.010 

0.045 

0.236 

0.012 

0.225 

0.207 

91.96 

Critical 

Durana 

0805000100684900 

0.10 

0.00 

1,349.79 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.009 

4,269.45 

Over Exploited 

Fatehsari 

0805000500737500 

0.16 

0.20 

(54.42) 

0.16 

0.01 

0.17 

0.06 

0.38 

0.03 

0.0200 

- 

- 

- 

0.020 

0.055 

0.226 

0.011 

0.214 

0.500 

232.91 

Over Exploited 

Gagor 

0804000200592700 

0.06 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.002 

0.016 

0.002 

0.014 

0.012 

81.65 

Semi Critical 

Gangiyasar 

0805000100671200 

0.10 

0.67 

- 

0.67 

- 

0.67 

0.06 

0.39 

0.11 

0.0100 

- 

- 

- 

0.010 

0.123 

0.794 

0.079 

0.715 

0.351 

49.12 

Safe 

Ghanau 

0804000200585800 

0.06 

0.07 

(9.61) 

0.07 

0.03 

0.10 

0.02 

0.14 

0.01 

- 

0.0199 

0.0281 

- 

0.048 

0.062 

0.163 

0.008 

0.155 

0.043 

27.87 

Safe 

Ghanghoo 

0804000400632100 

0.08 

0.47 

- 

0.47 

- 

0.47 

0.05 

0.32 

0.08 

- 

- 

- 

- 

- 

0.080 

0.554 

0.055 

0.499 

0.054 

10.91 

Safe 



0.08 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.004 

0.031 

0.003 

0.028 

0.013 

45.91 

Safe 

Ghasla Agoona 

0804000100577400 

0.20 

0.33 

(82.36) 

0.27 

0.03 

0.30 

0.06 

0.37 

0.07 

0.0100 

0.0154 

0.0291 

- 

0.055 

0.120 

0.418 

0.021 

0.397 

0.097 

24.43 

Safe 

Ghasla Athoona 

0804000100577300 

0.20 

0.44 

(84.15) 

0.35 

0.04 

0.40 

0.06 

0.37 

0.09 

0.0100 

0.0206 

0.0388 

- 

0.069 

0.156 

0.551 

0.028 

0.524 

0.091 

17.29 

Safe 

Ghisa Ki Dhani 

0805000500739400 

0.16 

0.26 

- 

0.26 

0.01 

0.27 

0.06 

0.44 

0.04 

0.0200 

- 

- 

- 

0.020 

0.064 

0.336 

0.034 

0.302 

0.584 

192.95 

Over Exploited 

Ghoribara Khurd 

0805000500736800 

0.16 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.014 

7,566.39 

Over Exploited 

Godoo Ka Bas 

0805000100683300 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.003 

0.012 

365.03 

Over Exploited 

Gogtiya Baghawatan 

0804000100579800 

0.20 

0.07 

(82.96) 

0.05 

0.02 

0.07 

0.02 

0.12 

0.01 

- 

0.0095 

0.0178 

- 

0.027 

0.039 

0.111 

0.006 

0.106 

0.009 

8.08 

Safe 



0.20 

0.00 

42.16 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.002 

40.87 

Safe 

Gogtiya Charnan 

0804000100578500 

0.20 

0.01 

(64.05) 

0.01 

0.01 

0.02 

0.01 

0.08 

0.00 

- 

0.0027 

0.0051 

- 

0.008 

0.010 

0.026 

0.001 

0.025 

0.002 

9.69 

Safe 



0.20 

0.18 

(83.67) 

0.14 

- 

0.14 

0.05 

0.31 

0.03 

- 

- 

- 

- 

- 

0.031 

0.173 

0.009 

0.164 

0.009 

5.38 

Safe 

Gogtiya Kachchawata 

0804000100578600 

0.20 

0.04 

(84.97) 

0.03 

0.01 

0.04 

0.03 

0.17 

0.01 

- 

0.0039 

0.0074 

- 

0.011 

0.018 

0.058 

0.003 

0.055 

0.004 

6.44 

Safe 



0.20 

0.02 

(59.75) 

0.01 

- 

0.01 

0.02 

0.11 

0.00 

- 

- 

- 

- 

- 

0.003 

0.017 

0.001 

0.016 

0.002 

14.57 

Safe 

Gogtiya Pata Chango 

0804000100578800 

0.20 

0.01 

(54.68) 

0.00 

0.01 

0.01 

0.00 

0.03 

0.00 

- 

0.0030 

0.0057 

- 

0.009 

0.010 

0.020 

0.001 

0.019 

0.003 

14.10 

Safe 

Gokhri 

0805000100670000 

0.10 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.13 

0.01 

- 

- 

- 

- 

- 

0.006 

0.038 

0.004 

0.034 

0.025 

71.23 

Semi Critical 

Govindpura 

0805000100672800 

0.10 

0.13 

- 

0.13 

- 

0.13 

0.06 

0.39 

0.02 

0.0100 

- 

- 

- 

0.010 

0.033 

0.163 

0.016 

0.147 

0.276 

188.46 

Over Exploited 

Hadiyal 

0804000100580800 

0.20 

1.54 

- 

1.54 

- 

1.54 

0.06 

0.40 

0.27 

- 

- 

- 

- 

- 

0.266 

1.810 

0.181 

1.629 

0.080 

4.94 

Safe 

Hameerwas 

0805000100675800 

0.10 

0.14 

(10.80) 

0.12 

- 

0.12 

0.06 

0.40 

0.02 

0.0100 

- 

- 

- 

0.010 

0.033 

0.155 

0.008 

0.148 

0.193 

130.53 

Over Exploited 


0805000100688000 

0.10 

0.00 

526,272.54 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Hansasar 

0805000100678700 

0.10 

0.30 

- 

0.30 

0.01 

0.31 

0.05 

0.36 

0.05 

0.0200 

- 

- 

- 

0.020 

0.072 

0.384 

0.038 

0.346 

0.629 

181.89 

Over Exploited 

Hansasari 

0805000100678800 

0.10 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.003 

0.021 

0.002 

0.019 

0.122 

643.11 

Over Exploited 

Hanumanpura @ Tilo 

0805000100675600 

0.10 

0.09 

(27.44) 

0.07 

- 

0.07 

0.06 

0.41 

0.02 

0.0100 

- 

- 

- 

0.010 

0.025 

0.096 

0.005 

0.091 

0.189 

207.55 

Over Exploited 

Harnathpura 

0805000100687600 

0.10 

0.17 

- 

0.17 

- 

0.17 

0.06 

0.41 

0.03 

0.0100 

- 

- 

- 

0.010 

0.039 

0.208 

0.021 

0.187 

0.227 

121.28 

Over Exploited 

Hetamsar 

0805000100685200 

0.10 

0.36 

- 

0.36 

0.01 

0.37 

0.06 

0.41 

0.06 

0.0300 

- 

- 

- 

0.030 

0.092 

0.464 

0.046 

0.418 

0.880 

210.64 

Over Exploited 

Himmatpura 

0805000500737200 

0.16 

0.17 

- 

0.17 

- 

0.17 

0.06 

0.41 

0.03 

0.0100 

- 

- 

- 

0.010 

0.040 

0.213 

0.021 

0.191 

0.360 

188.07 

Over Exploited 

Jabasar 

0805000100668900 

0.10 

0.21 

(92.77) 

0.17 

- 

0.17 

0.06 

0.41 

0.04 

- 

- 

- 

- 

- 

0.036 

0.205 

0.010 

0.194 

0.068 

34.93 

Safe 

Jaipuriya Khalsa 

0804000200594200 

0.06 

0.19 

(88.75) 

0.15 

- 

0.15 

0.06 

0.41 

0.03 

- 

- 

- 

- 

- 

0.034 

0.187 

0.009 

0.177 

0.038 

21.37 

Safe 

Jaipuriya Patta 

0804000200594300 

0.06 

0.12 

(86.80) 

0.09 

- 

0.09 

0.06 

0.41 

0.02 

- 

- 

- 

- 

- 

0.021 

0.114 

0.006 

0.108 

0.031 

28.79 

Safe 

Jaisinghpura 

0805000100687700 

0.10 

0.06 

- 

0.06 

- 

0.06 

0.06 

0.41 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.081 

0.008 

0.073 

0.212 

290.64 

Over Exploited 

Jalimpura 

0805000100668300 

0.10 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.16 

0.01 

- 

- 

- 

- 

- 

0.006 

0.041 

0.004 

0.037 

0.058 

159.14 

Over Exploited 



0.10 

0.08 

- 

0.08 

- 

0.08 

0.04 

0.24 

0.01 

- 

- 

- 

- 

- 

0.014 

0.095 

0.010 

0.086 

0.073 

84.59 

Semi Critical 

Jaswantpura 

0804000400632200 

0.08 

0.07 

(99.00) 

0.06 

- 

0.06 

0.06 

0.39 

0.01 

- 

- 

- 

- 

- 

0.012 

0.068 

0.003 

0.064 

0.006 

10.05 

Safe 

Jawaharpura 

0805000100669000 

0.10 

0.31 

(90.79) 

0.24 

- 

0.24 

0.06 

0.41 

0.05 

- 

- 

- 

- 

- 

0.053 

0.297 

0.015 

0.282 

0.085 

30.20 

Safe 

Jejusar 

0805000500738300 

0.16 

0.41 

- 

0.41 

0.01 

0.42 

0.06 

0.41 

0.07 

0.0400 

- 

- 

- 

0.040 

0.109 

0.524 

0.052 

0.472 

1.110 

235.09 

Over Exploited 

Jhadsar Bara 

0804000100581300 

0.20 

0.44 

(94.78) 

0.35 

- 

0.35 

0.06 

0.41 

0.08 

- 

- 

- 

- 

- 

0.077 

0.429 

0.021 

0.408 

0.017 

4.05 

Safe 

Jhadsar Chhota 

0804000100581200 

0.20 

0.63 

(95.09) 

0.50 

- 

0.50 

0.06 

0.40 

0.11 

- 

- 

- 

- 

- 

0.109 

0.609 

0.030 

0.579 

0.038 

6.49 

Safe 

Jhatawa Kalan 

0805000100670900 

0.10 

0.19 

- 

0.19 

- 

0.19 

0.06 

0.41 

0.03 

0.0100 

- 

- 

- 

0.010 

0.043 

0.231 

0.023 

0.208 

0.210 

100.90 

Over Exploited 

Jhatawa Khurd 

0805000100670600 

0.10 

0.13 

- 

0.13 

- 

0.13 

0.04 

0.25 

0.02 

0.0100 

- 

- 

- 

0.010 

0.033 

0.164 

0.016 

0.148 

0.172 

116.45 

Over Exploited 



0.10 

0.05 

- 

0.05 

- 

0.05 

0.02 

0.15 

0.01 

- 

- 

- 

- 

- 

0.008 

0.055 

0.005 

0.049 

0.083 

167.64 

Over Exploited 

Jhoongli 

0804000200592900 

0.06 

0.12 

- 

0.12 

- 

0.12 

0.06 

0.37 

0.02 

- 

- 

- 

- 

- 

0.021 

0.139 

0.014 

0.125 

0.034 

27.04 

Safe 

Jhothra 

0804000100573400 

0.20 

0.91 

(85.12) 

0.73 

0.09 

0.82 

0.06 

0.37 

0.18 

0.0100 

0.0431 

0.0813 

- 

0.134 

0.316 

1.134 

0.057 

1.077 

0.150 

13.92 

Safe 

Jigsana Tal 

0804000100578000 

0.20 

0.85 

(82.18) 

0.68 

0.04 

0.72 

0.06 

0.39 

0.15 

- 

0.0248 

0.0351 

- 

0.060 

0.215 

0.939 

0.047 

0.892 

0.034 

3.76 

Safe 

Jigsana Teeba 

0804000100578200 

0.20 

0.35 

(79.37) 

0.28 

0.02 

0.30 

0.05 

0.35 

0.06 

- 

0.0115 

0.0163 

- 

0.028 

0.091 

0.391 

0.020 

0.371 

0.016 

4.19 

Safe 



0.20 

0.01 

64.45 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.008 

0.002 

25.22 

Safe 

Jodhawas 

0804000200585300 

0.06 

0.06 

(85.29) 

0.05 

0.02 

0.07 

0.06 

0.37 

0.01 

- 

0.0097 

0.0184 

- 

0.028 

0.040 

0.110 

0.005 

0.104 

0.014 

13.51 

Safe 

Jorji Ka Bas 

0804000100578300 

0.20 

0.07 

(59.41) 

0.05 

0.01 

0.06 

0.03 

0.18 

0.01 

- 

0.0043 

0.0061 

- 

0.010 

0.022 

0.083 

0.004 

0.079 

0.006 

7.37 

Safe 



0.20 

0.10 

(61.84) 

0.08 

- 

0.08 

0.03 

0.22 

0.02 

- 

- 

- 

- 

- 

0.018 

0.099 

0.005 

0.094 

0.007 

7.60 

Safe 

Juharpura 

0805000100687800 

0.10 

0.09 

(67.45) 

0.07 

- 

0.07 

0.06 

0.41 

0.02 

0.0100 

- 

- 

- 

0.010 

0.025 

0.097 

0.005 

0.092 

0.246 

267.13 

Over Exploited 

Kabeersar 

0805000100676400 

0.10 

0.19 

272.82 

0.23 

- 

0.23 

0.06 

0.40 

0.03 

0.0100 

- 

- 

- 

0.010 

0.043 

0.274 

0.014 

0.260 

0.169 

64.96 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Kairu 

080500050074000C 

8.035 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.260 

-0.10 

0.090 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.69 

0.036 

0.16 

0.29 


Kaliyasar 

080500010066840C 

3.292 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.038 

-0.10 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.255 

-0.10 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.020 

0.34 

0.62 


Kalori 

0804000200594100 

8.898 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.962 

0.03 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.025 

0.24 

0.42 


Kamal Nagar 

0805000100687900 

4.270 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.270 

0.03 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.12 

0.030 

0.35 

0.76 


Kamalsar 

0805000100677800 

7.115 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.115 

0.45 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.42 

0.21 

0.11 

0.044 

0.35 

0.70 


Kanjan 

0804000200584900 

18.670 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

6.111 

0.19 

0.060 

0.01 

0.00 

0.01 

0.01 

0.00 

0.06 

0.03 

0.00 

0.025 

0.10 

0.18 


Kant 

0805000100672100 

7.689 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.599 

-0.04 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.016 

0.12 

0.25 


Karanpura 

0804000400626200 

11.640 

Saline 

Non-command 

Non-command 

Older Alluvium 

11.177 

0.01 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.028 

0.32 

0.55 


Karoli 

0804000200588000 

8.653 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.653 

0.10 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.036 

0.32 

0.57 


Kaseru 

0805000500738600 

9.789 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.006 

-0.11 

0.090 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.66 

0.056 

0.19 

0.37 


Kasoombi 

0804000200585600 

3.152 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

3.152 

0.16 

0.060 

0.00 

0.00 

0.00 

0.01 

0.00 

0.02 

0.01 

0.00 

0.013 

0.31 

0.56 


Khansoli 

0804000400630400 

24.470 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.629 

-0.06 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.019 

0.10 

0.18 


Kharathwasiya 

0804000100579700 

2.489 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

0.035 

0.14 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Khemana 

0804000200592800 

2.560 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.187 

-0.28 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.03 

0.04 


Khijarsar 

0805000100675900 

5.907 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.907 

1.19 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.88 

0.44 

0.13 

0.037 

0.34 

0.69 


Khori 

0805000100669200 

6.923 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.456 

-0.11 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.003 

0.02 

0.04 


Khuddi 

0804000200587700 

10.264 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.373 

0.05 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.031 

0.24 

0.42 


Khyali 

0805000100667700 

6.282 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.282 

0.01 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.039 

0.34 

0.59 


Kirsali Brahman 

0804000100577000 

4.284 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

1.178 

0.13 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.003 

0.09 

0.15 


Kodesar 

0805000100671600 

10.465 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.465 

0.13 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.23 

0.12 

0.13 

0.065 

0.34 

0.66 


Kolali 

0805000100677500 

6.603 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.603 

0.30 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.27 

0.14 

0.06 

0.046 

0.35 

0.68 


Kolinda 

0805000100675400 

9.803 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.803 

0.06 

0.120 

0.16 

0.01 

0.00 

0.00 

0.00 

0.22 

0.10 

0.55 

0.061 

0.35 

0.74 


Kuharoo 

0805000100682900 

7.322 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.621 

-0.14 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.039 

0.27 

0.51 


Kumas 

0805000100684000 

8.453 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.453 

-0.24 

0.120 

0.21 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.78 

0.059 

0.35 

0.76 


Kumawas 

0805000500739500 

8.623 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.224 

-0.11 

0.090 

0.41 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.51 

0.091 

0.35 

0.71 


Ladariya 

0804000400631100 

10.894 

Saline 

Non-command 

Non-command 

Older Alluvium 

10.653 

-0.06 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.026 

0.33 

0.56 


Ladsar 

0805000100685700 

1.961 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.950 

-0.35 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.014 

0.35 

0.74 


Ladusar 

0805000100675200 

11.284 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.726 

-0.05 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.017 

0.08 

0.18 


Lakh Ki Dhani 

0805000500739900 

0.715 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.715 

-0.10 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.008 

0.38 

0.73 


Lakhau 

0804000400631300 

17.619 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.048 

-0.06 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

17.571 

-0.06 

0.060 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.044 

0.33 

0.58 


Lakhlan 

0804000200589100 

16.134 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.434 

0.13 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.00 

0.027 

0.14 

0.24 


Lakhlan Chhoti 

0804000200589000 

8.059 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.059 

0.22 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.01 

0.034 

0.34 

0.59 


Lalasar Banirotan 

0804000400626300 

8.781 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.538 

-0.11 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.011 

0.17 

0.30 


Leelki 

0804000200585700 

12.881 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

8.167 

0.14 

0.060 

0.01 

0.00 

0.01 

0.02 

0.00 

0.05 

0.03 

0.00 

0.034 

0.20 

0.36 






Non-command 

Non-command 

Older Alluvium 

4.714 

0.14 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.020 

0.12 

0.21 


Lohsana Bara 

0804000400631600 

28.420 

Saline 

Non-command 

Non-command 

Older Alluvium 

28.420 

-0.01 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.070 

0.34 

0.61 


Lohsana Chhota 

0804000400631700 

11.118 

Saline 

Non-command 

Non-command 

Older Alluvium 

11.118 

-0.01 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.028 

0.34 

0.62 


Loomas 

0805000100685600 

6.540 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.277 

-0.32 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.044 

0.33 

0.71 


Lootoo 

0805000100675300 

12.932 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.560 

-0.03 

0.120 

0.28 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.03 

0.072 

0.31 

0.67 


Madansar 

0805000100685100 

2.207 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.204 

0.01 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.07 

0.03 

0.27 

0.015 

0.34 

0.77 


Mahansar 

0805000100677000 

14.483 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.639 

-0.05 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.016 

0.06 

0.11 


Mahatma 

0804000100578400 

4.832 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

0.478 

0.18 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.03 

0.06 






Non-command 

Non-command 

Older Alluvium 

4.353 

0.18 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.00 

0.011 

0.30 

0.52 


Mahlana Dikhnada 

0804000200588300 

10.911 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

4.992 

0.32 

0.060 

0.01 

0.00 

0.01 

0.01 

0.00 

0.09 

0.05 

0.00 

0.021 

0.15 

0.26 






Non-command 

Non-command 

Older Alluvium 

5.918 

0.32 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.00 

0.025 

0.18 

0.31 


Mahlana Utrada 

0804000200588200 

28.086 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

23.065 

0.24 

0.060 

0.03 

0.00 

0.03 

0.04 

0.00 

0.29 

0.17 

0.00 

0.096 

0.26 

0.46 






Non-command 

Non-command 

Older Alluvium 

5.021 

0.24 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.021 

0.06 

0.10 


Mahradas 

0805000100672300 

3.773 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.140 

-0.12 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.03 


Mahradasi 

0805000100682800 

4.652 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.652 

-0.09 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.032 

0.35 

0.70 


Mainas 

0805000500739600 

7.709 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.011 

-0.11 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mandasi 

0805000500737100 

5.117 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.106 

-0.23 

0.090 

0.22 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.80 

0.057 

0.35 

0.74 


Manpura 

0804000200593200 

18.822 

Saline 

Non-command 

Non-command 

Older Alluvium 

18.822 

0.31 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.38 

0.22 

0.00 

0.079 

0.34 

0.60 


Marigsar 

0805000100681900 

5.763 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.011 

-0.06 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mikhala 

0804000100577700 

35.847 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

35.847 

0.19 

0.100 

0.03 

0.00 

0.07 

0.14 

0.00 

0.48 

0.28 

0.00 

0.093 

0.32 

0.56 


Mithdi Balwantsing 

0804000200594600 

6.895 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.975 

0.05 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.008 

0.10 

0.18 


Mithdi Kesarisingh 

0804000200594700 

6.150 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.537 

0.10 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.011 

0.15 

0.26 


Mithdi Patta Dadre 

0804000200588100 

7.272 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.272 

0.17 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.030 

0.33 

0.57 


Modawasi 

0804000200587500 

8.190 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.167 

0.05 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Moga 

0805000100672500 

5.194 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.231 

-0.17 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.014 

0.15 

0.31 


Mojas 

0805000100683100 

3.720 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.807 

-0.11 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.006 

0.08 

0.14 


Morsara Ka Bas 

0805000100683900 

4.259 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.259 

-0.23 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.030 

0.35 

0.75 


Morthal 

0804000100580900 

12.291 

Saline 

Non-command 

Non-command 

Older Alluvium 

12.291 

0.02 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.03 

0.032 

0.34 

0.61 


Motisar 

0804000400626000 

4.286 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.286 

0.07 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.011 

0.34 

0.58 



0805000100682500 

3.816 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.816 

-0.31 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.027 

0.35 

0.75 


Mukha Ka Bas 

0805000100669900 

5.627 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.166 

-0.05 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.032 

0.32 

0.60 


Mukhwas 

0805000100677600 

1.750 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.750 

0.05 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.012 

0.35 

0.70 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Kairu 

080500050074000C 

0.16 

0.08 

- 

0.08 

0.01 

0.09 

0.03 

0.18 

0.01 

0.0300 

- 

- 

- 

0.030 

0.044 

0.135 

0.013 

0.121 

0.727 

600.11 

Over Exploited 

Kaliyasar 

0805000100668400 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.11 

- 

0.11 

- 

0.11 

0.06 

0.40 

0.02 

- 

- 

- 

- 

- 

0.019 

0.129 

0.013 

0.116 

0.056 

48.49 

Safe 

Kalori 

0804000200594100 

0.06 

0.08 

(85.26) 

0.07 

- 

0.07 

0.04 

0.28 

0.01 

- 

- 

- 

- 

- 

0.015 

0.082 

0.004 

0.078 

0.033 

42.10 

Safe 

Kamal Nagar 

0805000100687900 

0.10 

0.15 

(82.32) 

0.12 

- 

0.12 

0.06 

0.41 

0.03 

- 

- 

- 

- 

- 

0.026 

0.145 

0.007 

0.138 

0.153 

110.79 

Over Exploited 

Kamalsar 

0805000100677800 

0.10 

0.25 

(15.00) 

0.21 

- 

0.21 

0.06 

0.41 

0.04 

- 

- 

- 

- 

- 

0.042 

0.252 

0.013 

0.239 

0.153 

64.14 

Safe 

Kanjan 

0804000200584900 

0.06 

0.04 

(11.84) 

0.03 

0.02 

0.05 

0.02 

0.12 

0.01 

- 

0.0117 

0.0166 

- 

0.028 

0.036 

0.088 

0.004 

0.084 

0.025 

30.53 

Safe 

Kant 

0805000100672100 

0.10 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.14 

0.01 

- 

- 

- 

- 

- 

0.005 

0.036 

0.004 

0.032 

0.066 

206.44 

Over Exploited 

Karanpura 

0804000400626200 

0.08 

0.29 

(96.00) 

0.23 

- 

0.23 

0.05 

0.38 

0.05 

- 

- 

- 

- 

- 

0.048 

0.278 

0.014 

0.264 

0.036 

13.52 

Safe 

Karoli 

0804000200588000 

0.06 

0.17 

(78.34) 

0.13 

- 

0.13 

0.06 

0.38 

0.03 

- 

- 

- 

- 

- 

0.032 

0.165 

0.008 

0.157 

0.036 

23.02 

Safe 

Kaseru 

0805000500738600 

0.16 

0.15 

- 

0.15 

0.01 

0.16 

0.03 

0.22 

0.03 

0.0200 

- 

- 

- 

0.020 

0.046 

0.207 

0.021 

0.186 

0.716 

384.37 

Over Exploited 

Kasoombi 

0804000200585600 

0.06 

0.06 

(80.86) 

0.05 

0.01 

0.06 

0.06 

0.37 

0.01 

- 

0.0061 

0.0086 

- 

0.015 

0.026 

0.083 

0.004 

0.079 

0.013 

16.61 

Safe 

Khansoli 

0804000400630400 

0.08 

0.06 

- 

0.06 

- 

0.06 

0.02 

0.12 

0.01 

- 

- 

- 

- 

- 

0.011 

0.074 

0.007 

0.067 

0.091 

136.56 

Over Exploited 

Kharathwasiya 

0804000100579700 

0.20 

0.00 

523.75 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Khemana 

0804000200592800 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Khijarsar 

0805000100675900 

0.10 

0.20 

116.80 

0.24 

- 

0.24 

0.06 

0.40 

0.03 

- 

- 

- 

- 

- 

0.035 

0.279 

0.014 

0.265 

0.163 

61.49 

Safe 

Khori 

0805000100669200 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.009 

798.77 

Over Exploited 

Khuddi 

0804000200587700 

0.06 

0.10 

(82.46) 

0.08 

- 

0.08 

0.04 

0.28 

0.02 

- 

- 

- 

- 

- 

0.020 

0.103 

0.005 

0.098 

0.031 

31.40 

Safe 

Khyali 

0805000100667700 

0.10 

0.21 

(94.90) 

0.17 

- 

0.17 

0.06 

0.39 

0.04 

- 

- 

- 

- 

- 

0.036 

0.205 

0.010 

0.195 

0.039 

20.15 

Safe 

Kirsali Brahman 

0804000100577000 

0.20 

0.02 

(77.89) 

0.02 

0.01 

0.02 

0.02 

0.10 

0.00 

- 

0.0045 

0.0064 

- 

0.011 

0.015 

0.039 

0.002 

0.037 

0.003 

8.29 

Safe 

Kodesar 

0805000100671600 

0.10 

0.36 

(67.23) 

0.29 

- 

0.29 

0.06 

0.40 

0.06 

0.0100 

- 

- 

- 

0.010 

0.071 

0.358 

0.018 

0.340 

0.199 

58.60 

Safe 

Kolali 

0805000100677500 

0.10 

0.23 

(40.22) 

0.18 

- 

0.18 

0.06 

0.41 

0.04 

- 

- 

- 

- 

- 

0.039 

0.222 

0.011 

0.211 

0.105 

49.72 

Safe 

Kolinda 

0805000100675400 

0.10 

0.34 

(69.38) 

0.27 

0.01 

0.28 

0.06 

0.40 

0.06 

0.0200 

- 

- 

- 

0.020 

0.078 

0.359 

0.018 

0.341 

0.615 

180.26 

Over Exploited 

Kuharoo 

0805000100682900 

0.10 

0.15 

- 

0.15 

- 

0.15 

0.04 

0.31 

0.03 

- 

- 

- 

- 

- 

0.025 

0.176 

0.018 

0.159 

0.106 

66.96 

Safe 

Kumas 

0805000100684000 

0.10 

0.29 

- 

0.29 

0.01 

0.30 

0.06 

0.40 

0.05 

0.0300 

- 

- 

- 

0.030 

0.080 

0.382 

0.038 

0.344 

0.834 

242.53 

Over Exploited 

Kumawas 

0805000500739500 

0.16 

0.46 

- 

0.46 

0.02 

0.48 

0.06 

0.41 

0.08 

0.0600 

- 

- 

- 

0.060 

0.139 

0.623 

0.062 

0.561 

1.605 

286.24 

Over Exploited 

Ladariya 

0804000400631100 

0.08 

0.28 

- 

0.28 

- 

0.28 

0.05 

0.38 

0.05 

- 

- 

- 

- 

- 

0.047 

0.325 

0.032 

0.292 

0.152 

52.10 

Safe 

Ladsar 

0805000100685700 

0.10 

0.07 

- 

0.07 

- 

0.07 

0.06 

0.41 

0.01 

- 

- 

- 

- 

- 

0.012 

0.080 

0.008 

0.072 

0.140 

195.04 

Over Exploited 

Ladusar 

0805000100675200 

0.10 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.004 

0.027 

0.003 

0.024 

0.084 

350.29 

Over Exploited 

Lakh Ki Dhani 

0805000500739900 

0.16 

0.04 

- 

0.04 

- 

0.04 

0.06 

0.44 

0.01 

- 

- 

- 

- 

- 

0.007 

0.051 

0.005 

0.046 

0.123 

268.81 

Over Exploited 

Lakhau 

0804000400631300 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.47 

- 

0.47 

- 

0.47 

0.06 

0.39 

0.08 

0.0100 

- 

- 

- 

0.010 

0.089 

0.558 

0.056 

0.502 

0.271 

53.89 

Safe 

Lakhlan 

0804000200589100 

0.06 

0.05 

(33.62) 

0.04 

- 

0.04 

0.02 

0.16 

0.01 

- 

- 

- 

- 

- 

0.010 

0.052 

0.003 

0.049 

0.027 

54.86 

Safe 

Lakhlan Chhoti 

0804000200589000 

0.06 

0.16 

(58.44) 

0.13 

- 

0.13 

0.06 

0.40 

0.03 

- 

- 

- 

- 

- 

0.030 

0.160 

0.008 

0.152 

0.042 

27.38 

Safe 

Lalasar Banirotan 

0804000400626300 

0.08 

0.06 

- 

0.06 

- 

0.06 

0.03 

0.20 

0.01 

- 

- 

- 

- 

- 

0.011 

0.073 

0.007 

0.066 

0.011 

17.06 

Safe 

Leelki 

0804000200585700 

0.06 

0.10 

(69.72) 

0.08 

0.03 

0.11 

0.04 

0.24 

0.02 

- 

0.0157 

0.0222 

- 

0.038 

0.057 

0.162 

0.008 

0.154 

0.034 

22.15 

Safe 



0.06 

0.03 

(13.72) 

0.03 

- 

0.03 

0.02 

0.14 

0.01 

- 

- 

- 

- 

- 

0.006 

0.034 

0.002 

0.033 

0.020 

60.14 

Safe 

Lohsana Bara 

0804000400631600 

0.08 

0.78 

- 

0.78 

- 

0.78 

0.06 

0.40 

0.13 

- 

- 

- 

- 

- 

0.132 

0.908 

0.091 

0.817 

0.070 

8.61 

Safe 

Lohsana Chhota 

0804000400631700 

0.08 

0.30 

- 

0.30 

- 

0.30 

0.06 

0.40 

0.05 

- 

- 

- 

- 

- 

0.052 

0.356 

0.036 

0.321 

0.028 

8.59 

Safe 

Loomas 

0805000100685600 

0.10 

0.21 

- 

0.21 

- 

0.21 

0.06 

0.39 

0.04 

- 

- 

- 

- 

- 

0.036 

0.246 

0.025 

0.222 

0.158 

71.19 

Semi Critical 

Lootoo 

0805000100675300 

0.10 

0.36 

- 

0.36 

0.01 

0.37 

0.05 

0.36 

0.06 

0.0400 

- 

- 

- 

0.040 

0.102 

0.469 

0.047 

0.422 

1.105 

262.11 

Over Exploited 

Madansar 

0805000100685100 

0.10 

0.08 

(57.92) 

0.06 

- 

0.06 

0.06 

0.40 

0.01 

0.0100 

- 

- 

- 

0.010 

0.023 

0.084 

0.004 

0.080 

0.287 

361.22 

Over Exploited 

Mahansar 

0805000100677000 

0.10 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.003 

0.019 

0.002 

0.017 

0.050 

298.48 

Over Exploited 

Mahatma 

0804000100578400 

0.20 

0.00 

1.55 

0.00 

0.00 

0.01 

0.01 

0.04 

0.00 

- 

0.0014 

0.0026 

- 

0.004 

0.005 

0.011 

0.001 

0.010 

0.001 

12.36 

Safe 



0.20 

0.26 

(82.91) 

0.21 

- 

0.21 

0.05 

0.35 

0.05 

- 

- 

- 

- 

- 

0.046 

0.255 

0.013 

0.242 

0.011 

4.67 

Safe 

Mahlana Dikhnada 

0804000200588300 

0.06 

0.04 

11.76 

0.05 

0.02 

0.07 

0.03 

0.18 

0.01 

- 

0.0096 

0.0136 

- 

0.023 

0.032 

0.098 

0.005 

0.093 

0.021 

22.34 

Safe 



0.06 

0.06 

10.27 

0.07 

- 

0.07 

0.03 

0.21 

0.01 

- 

- 

- 

- 

- 

0.012 

0.081 

0.004 

0.077 

0.025 

31.97 

Safe 

Mahlana Utrada 

0804000200588200 

0.06 

0.36 

(54.47) 

0.29 

0.08 

0.37 

0.05 

0.31 

0.07 

- 

0.0443 

0.0626 

- 

0.107 

0.176 

0.544 

0.027 

0.517 

0.096 

18.62 

Safe 



0.06 

0.02 

174.69 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.003 

0.024 

0.001 

0.023 

0.021 

91.78 

Critical 

Mahradas 

0805000100672300 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Mahradasi 

0805000100682800 

0.10 

0.16 

- 

0.16 

- 

0.16 

0.06 

0.41 

0.03 

0.0100 

- 

- 

- 

0.010 

0.037 

0.200 

0.020 

0.180 

0.217 

120.95 

Over Exploited 

Mainas 

0805000500739600 

0.16 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mandasi 

0805000500737100 

0.16 

0.29 

- 

0.29 

0.01 

0.30 

0.06 

0.41 

0.05 

0.0300 

- 

- 

- 

0.030 

0.079 

0.378 

0.038 

0.340 

0.854 

250.80 

Over Exploited 

Manpura 

0804000200593200 

0.06 

0.39 

(43.76) 

0.31 

- 

0.31 

0.06 

0.40 

0.07 

- 

- 

- 

- 

- 

0.069 

0.379 

0.019 

0.360 

0.079 

21.83 

Safe 

Marigsar 

0805000100681900 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mikhala 

0804000100577700 

0.20 

2.31 

(87.87) 

1.85 

0.21 

2.06 

0.06 

0.38 

0.43 

- 

0.1033 

0.1947 

- 

0.298 

0.729 

2.790 

0.140 

2.651 

0.093 

3.51 

Safe 

Mithdi Balwantsing 

0804000200594600 

0.06 

0.01 

(69.91) 

0.01 

- 

0.01 

0.02 

0.12 

0.00 

- 

- 

- 

- 

- 

0.002 

0.012 

0.001 

0.011 

0.008 

74.13 

Semi Critical 

Mithdi Kesarisingh 

0804000200594700 

0.06 

0.02 

(62.54) 

0.02 

- 

0.02 

0.03 

0.17 

0.00 

- 

- 

- 

- 

- 

0.004 

0.022 

0.001 

0.021 

0.011 

51.42 

Safe 

Mithdi Patta Dadre 

0804000200588100 

0.06 

0.14 

(67.21) 

0.11 

- 

0.11 

0.06 

0.39 

0.03 

- 

- 

- 

- 

- 

0.027 

0.140 

0.007 

0.133 

0.030 

22.74 

Safe 

Modawasi 

0804000200587500 

0.06 

0.00 

338.79 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Moga 

0805000100672500 

0.10 

0.03 

- 

0.03 

- 

0.03 

0.03 

0.18 

0.01 

- 

- 

- 

- 

- 

0.006 

0.039 

0.004 

0.035 

0.064 

181.91 

Over Exploited 

Mojas 

0805000100683100 

0.10 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.001 

0.006 

0.023 

352.54 

Over Exploited 

Morsara Ka Bas 

0805000100683900 

0.10 

0.15 

- 

0.15 

- 

0.15 

0.06 

0.41 

0.03 

0.0100 

- 

- 

- 

0.010 

0.035 

0.183 

0.018 

0.165 

0.314 

190.40 

Over Exploited 

Morthal 

0804000100580900 

0.20 

0.84 

(97.05) 

0.67 

- 

0.67 

0.06 

0.40 

0.15 

- 

- 

- 

- 

- 

0.146 

0.821 

0.041 

0.780 

0.061 

7.81 

Safe 

Motisar 

0804000400626000 

0.08 

0.12 

(90.97) 

0.09 

- 

0.09 

0.06 

0.39 

0.02 

- 

- 

- 

- 

- 

0.019 

0.112 

0.006 

0.106 

0.011 

10.02 

Safe 


0805000100682500 

0.10 

0.13 

- 

0.13 

- 

0.13 

0.06 

0.41 

0.02 

0.0100 

- 

- 

- 

0.010 

0.033 

0.165 

0.016 

0.148 

0.200 

134.54 

Over Exploited 

Mukha Ka Bas 

0805000100669900 

0.10 

0.17 

- 

0.17 

- 

0.17 

0.06 

0.38 

0.03 

- 

- 

- 

- 

- 

0.029 

0.194 

0.019 

0.175 

0.044 

25.31 

Safe 

Mukhwas 

0805000100677600 

0.10 

0.06 

(83.25) 

0.05 

- 

0.05 

0.06 

0.41 

0.01 

- 

- 

- 

- 

- 

0.010 

0.059 

0.003 

0.056 

0.037 

66.31 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Mundi Bari 

080400020059370C 

6.717 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.717 

0.06 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.028 

0.35 

0.61 


Mundi Tal 

080400020059390C 

14.213 

Saline 

Non-command 

Non-command 

Older Alluvium 

14.213 

0.07 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.01 

0.059 

0.35 

0.61 


Nahar Singhani 

080500050073910C 

9.498 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.021 

-0.09 

0.090 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.022 

0.08 

0.15 


Nand 

0805000100682200 

6.096 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.472 

-0.29 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.034 

0.31 

0.69 


Nand Ka Bas 

0805000100682300 

4.440 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.440 

-0.30 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.028 

0.34 

0.77 


Nangali 

0813000101663700 

14.983 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.980 

-0.02 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.016 

0.07 

0.13 


Narsinagar 

0804000100581500 

7.722 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.722 

-0.10 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.020 

0.35 

0.62 


Nathasar 

0805000100671700 

4.222 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.222 

0.01 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.08 

0.026 

0.35 

0.69 


Nathpura 

0805000100669600 

2.564 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.071 

-0.09 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Naya Bas 

0805000100676200 

0.567 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.567 

1.47 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.06 

0.08 

0.004 

0.35 

0.68 


Niradhanu 

0805000100671000 

29.878 

Fresh 

Non-command 

Non-command 

Older Alluvium 

29.878 

-0.09 

0.120 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.47 

0.187 

0.34 

0.67 


Niwai 

0805000500739700 

5.461 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.949 

-0.11 

0.090 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.56 

0.033 

0.21 

0.40 


Nooan 

0805000100688100 

10.146 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.933 

-0.01 

0.120 

0.48 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

1.213 

0.34 

0.75 


Nyangali 

0804000200588900 

11.264 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.871 

0.07 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.01 

0.037 

0.27 

0.47 


Nyola 

0805000100672600 

3.887 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.278 

-0.17 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.020 

0.29 

0.60 


Ojhriya 

0804000100578100 

5.676 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

5.676 

0.30 

0.100 

0.00 

0.00 

0.01 

0.01 

0.00 

0.15 

0.09 

0.00 

0.015 

0.33 

0.58 


Pabasi 

0804000200588700 

7.999 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.999 

0.34 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.10 

0.00 

0.033 

0.34 

0.59 


Paharsar 

0805000100676900 

3.227 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.227 

-0.03 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.020 

0.33 

0.58 


Pandreu Tal 

0804000100577200 

10.664 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

10.617 

0.21 

0.100 

0.05 

0.01 

0.03 

0.04 

0.00 

0.19 

0.11 

0.15 

0.028 

0.31 

0.54 


Pandreu Teeba 

0804000100573600 

9.272 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

3.524 

0.21 

0.100 

0.02 

0.00 

0.01 

0.01 

0.00 

0.07 

0.04 

0.05 

0.009 

0.12 

0.20 


Patoda 

0805000100677300 

15.083 

Fresh 

Non-command 

Non-command 

Older Alluvium 

15.083 

0.61 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

1.21 

0.64 

0.26 

0.094 

0.35 

0.65 


Patoosar 

0805000100668100 

4.877 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.877 

0.00 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.030 

0.34 

0.60 


Peethoosar 

0805000100670500 

6.841 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.815 

-0.10 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.005 

0.04 

0.08 





Saline 

Non-command 

Non-command 

Older Alluvium 

6.026 

-0.10 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.038 

0.31 

0.59 


Pilani Khurd 

0805000100676500 

10.019 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.019 

1.57 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

1.98 

1.06 

0.29 

0.063 

0.34 

0.64 


Puniya Ka Bas 

0805000100677900 

2.255 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.255 

0.56 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.22 

0.11 

0.24 

0.014 

0.35 

0.71 


Puriya 

0805000100676300 

3.159 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.159 

1.22 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.48 

0.25 

0.04 

0.020 

0.35 

0.68 


Rajpura 

0804000100580600 

43.842 

Saline 

Non-command 

Non-command 

Older Alluvium 

43.842 

0.15 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.72 

0.41 

0.10 

0.114 

0.34 

0.59 


Rampura 

0804000100580400 

17.120 

Saline 

Non-command 

Non-command 

Older Alluvium 

17.120 

0.24 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.42 

0.24 

0.00 

0.044 

0.34 

0.59 


Ramsinghpura 

0805000100668000 

3.879 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.769 

-0.05 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.024 

0.33 

0.59 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.109 

-0.05 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 


Ranasar 

0804000400630600 

13.274 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.274 

-0.01 

0.060 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.69 

0.033 

0.33 

0.58 



0805000100669700 

3.144 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.050 

-0.05 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.019 

0.34 

0.64 


Ranjeetpura 

0805000100685800 

3.605 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.876 

-0.24 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.006 

0.09 

0.18 


Rasora 

0805000100684300 

4.426 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.678 

-0.07 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.012 

0.13 

0.29 


Ratanpura 

0804000200594000 

19.872 

Saline 

Non-command 

Non-command 

Older Alluvium 

19.127 

0.05 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.01 

0.080 

0.34 

0.60 


Rau Tal 

0804000200595200 

3.454 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.052 

-0.19 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Rijani 

0805000100682100 

6.362 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.193 

-0.18 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.02 


Rojhani 

0804000100577500 

2.111 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

2.111 

0.20 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.005 

0.31 

0.55 


Roonagar 

0805000100683600 

2.004 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.004 

-0.16 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.014 

0.35 

0.72 


Sangasi 

0805000500737000 

4.356 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.505 

-0.23 

0.090 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.017 

0.12 

0.25 


Satyoo 

0804000100580500 

61.169 

Saline 

Non-command 

Non-command 

Older Alluvium 

51.406 

0.18 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.99 

0.57 

0.09 

0.134 

0.28 

0.49 


Seegra 

0805000100683800 

4.216 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.216 

-0.19 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.029 

0.35 

0.73 


Seegri 

0805000100682700 

6.012 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.012 

-0.24 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.042 

0.35 

0.74 


Seowa 

0804000200588600 

12.416 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

1.014 

0.32 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.004 

0.03 

0.05 






Non-command 

Non-command 

Older Alluvium 

11.403 

0.32 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.24 

0.14 

0.00 

0.048 

0.31 

0.54 


Sesu 

0805000100676800 

9.667 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.667 

0.23 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.33 

0.19 

0.14 

0.060 

0.34 

0.59 


Shekhsar 

0805000100682400 

9.508 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.508 

-0.32 

0.120 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.44 

0.066 

0.35 

0.76 


Shivdayalpura 

0805000100668200 

4.768 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.768 

-0.08 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.030 

0.34 

0.62 


Shyampura 

0805000100678200 

2.434 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.434 

-0.26 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.015 

0.35 

0.74 



0805000100687500 

4.550 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.517 

-0.14 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.032 

0.35 

0.74 


Shyodanpura 

0804000400631900 

5.724 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.724 

-0.04 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.014 

0.34 

0.59 


Shyopura 

0804000100573500 

3.082 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

3.082 

0.20 

0.100 

0.00 

0.00 

0.01 

0.01 

0.00 

0.04 

0.02 

0.00 

0.008 

0.30 

0.54 



0805000100686100 

3.922 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.766 

-0.20 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.005 

0.07 

0.14 


Siriyasar Kalan 

0805000100688300 

7.138 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.173 

0.70 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.02 


Siriyasar Khurd 

0805000100678300 

3.109 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.109 

-0.29 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.019 

0.35 

0.75 


Sirsala 

0804000400625900 

22.337 

Saline 

Non-command 

Non-command 

Older Alluvium 

22.337 

0.07 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.00 

0.055 

0.34 

0.59 


Sirsali 

0804000400625800 

17.890 

Saline 

Non-command 

Non-command 

Older Alluvium 

17.890 

0.14 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.09 

0.00 

0.044 

0.34 

0.59 


Sotwara 

0805000500738400 

11.118 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.515 

-0.21 

0.090 

0.47 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.72 

0.117 

0.34 

0.70 


Sukhwasi 

0804000100577100 

5.090 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

3.964 

0.20 

0.100 

0.00 

0.00 

0.01 

0.02 

0.00 

0.05 

0.03 

0.00 

0.010 

0.24 

0.42 


Sultanpura 

0805000500739800 

2.661 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.489 

-0.11 

0.090 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.49 

0.028 

0.36 

0.69 


Suron Ka Bas 

0805000100671400 

2.268 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.268 

1.58 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.46 

0.24 

0.08 

0.014 

0.34 

0.65 


Tamkor 

0805000100669100 

12.321 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.301 

-0.12 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.033 

0.15 

0.27 


Tanee 

0805000100677200 

29.300 

Fresh 

Non-command 

Non-command 

Older Alluvium 

24.909 

0.37 

0.120 

0.15 

0.00 

0.00 

0.00 

0.00 

1.26 

0.70 

0.38 

0.156 

0.29 

0.53 


Taranagar (M) 

0804000140401000 

43.363 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

23.676 

0.10 

0.100 

0.25 

0.01 

0.05 

0.09 

0.00 

0.34 

0.20 

0.19 

0.622 

0.18 

0.30 






Non-command 

Non-command 

Older Alluvium 

0.295 

0.10 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.008 

0.00 

0.00 


Thalori 

0804000400625500 

11.777 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.003 

0.21 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Theemoli 

0813000101661500 

12.399 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.562 

-0.04 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.025 

0.13 

0.23 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Mundi Bari 

0804000200593700 

0.06 

0.14 

(85.96) 

0.11 

- 

0.11 

0.06 

0.41 

0.02 

- 

- 

- 

- 

- 

0.025 

0.136 

0.007 

0.129 

0.036 

27.82 

Safe 

Mundi Tal 

0804000200593900 

0.06 

0.30 

(84.97) 

0.24 

- 

0.24 

0.06 

0.41 

0.05 

- 

- 

- 

- 

- 

0.053 

0.290 

0.015 

0.276 

0.067 

24.43 

Safe 

Nahar Singhani 

0805000500739100 

0.16 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.040 

0.004 

0.036 

0.207 

569.38 

Over Exploited 

Nand 

0805000100682200 

0.10 

0.17 

- 

0.17 

- 

0.17 

0.05 

0.36 

0.03 

- 

- 

- 

- 

- 

0.029 

0.198 

0.020 

0.178 

0.152 

85.33 

Semi Critical 

Nand Ka Bas 

0805000100682300 

0.10 

0.15 

- 

0.15 

- 

0.15 

0.06 

0.40 

0.03 

0.0100 

- 

- 

- 

0.010 

0.036 

0.189 

0.019 

0.170 

0.297 

174.21 

Over Exploited 

Nangali 

0813000101663700 

0.12 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.004 

0.029 

0.003 

0.026 

0.033 

128.00 

Over Exploited 

Narsinagar 

0804000100581500 

0.20 

0.53 

- 

0.53 

- 

0.53 

0.06 

0.41 

0.09 

- 

- 

- 

- 

- 

0.092 

0.626 

0.063 

0.563 

0.020 

3.56 

Safe 

Nathasar 

0805000100671700 

0.10 

0.15 

(87.92) 

0.12 

- 

0.12 

0.06 

0.40 

0.03 

- 

- 

- 

- 

- 

0.025 

0.142 

0.007 

0.134 

0.102 

76.13 

Semi Critical 

Nathpura 

0805000100669600 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Naya Bas 

0805000100676200 

0.10 

0.02 

211.82 

0.02 

- 

0.02 

0.06 

0.40 

0.00 

- 

- 

- 

- 

- 

0.003 

0.027 

0.001 

0.025 

0.088 

343.98 

Over Exploited 

Niradhanu 

0805000100671000 

0.10 

1.03 

- 

1.03 

0.01 

1.04 

0.06 

0.40 

0.18 

0.0200 

- 

- 

- 

0.020 

0.196 

1.235 

0.123 

1.111 

0.657 

59.09 

Safe 

Niwai 

0805000500739700 

0.16 

0.10 

- 

0.10 

0.01 

0.11 

0.03 

0.24 

0.02 

0.0200 

- 

- 

- 

0.020 

0.036 

0.144 

0.014 

0.130 

0.592 

456.25 

Over Exploited 

Nooan 

0805000100688100 

0.10 

0.34 

- 

0.34 

- 

0.34 

0.06 

0.40 

0.06 

0.0100 

- 

- 

- 

0.010 

0.068 

0.406 

0.041 

0.365 

1.533 

419.80 

Over Exploited 

Nyangali 

0804000200588900 

0.06 

0.14 

(81.16) 

0.12 

- 

0.12 

0.05 

0.32 

0.03 

- 

- 

- 

- 

- 

0.026 

0.142 

0.007 

0.135 

0.045 

33.46 

Safe 

Nyola 

0805000100672600 

0.10 

0.10 

- 

0.10 

- 

0.10 

0.05 

0.34 

0.02 

- 

- 

- 

- 

- 

0.017 

0.113 

0.011 

0.101 

0.070 

69.53 

Safe 

Ojhriya 

0804000100578100 

0.20 

0.37 

(76.61) 

0.30 

0.02 

0.32 

0.06 

0.39 

0.07 

- 

0.0109 

0.0154 

- 

0.026 

0.095 

0.413 

0.021 

0.392 

0.015 

3.76 

Safe 

Pabasi 

0804000200588700 

0.06 

0.16 

(39.46) 

0.13 

- 

0.13 

0.06 

0.40 

0.03 

- 

- 

- 

- 

- 

0.029 

0.160 

0.008 

0.152 

0.033 

22.03 

Safe 

Paharsar 

0805000100676900 

0.10 

0.11 

- 

0.11 

- 

0.11 

0.06 

0.39 

0.02 

- 

- 

- 

- 

- 

0.018 

0.126 

0.013 

0.113 

0.121 

106.83 

Over Exploited 

Pandreu Tal 

0804000100577200 

0.20 

0.65 

(83.02) 

0.52 

0.08 

0.60 

0.06 

0.37 

0.13 

0.0200 

0.0408 

0.0577 

- 

0.119 

0.247 

0.848 

0.042 

0.806 

0.182 

22.53 

Safe 

Pandreu Teeba 

0804000100573600 

0.20 

0.08 

(49.74) 

0.07 

0.02 

0.09 

0.02 

0.14 

0.02 

0.0100 

0.0135 

0.0191 

- 

0.043 

0.059 

0.148 

0.007 

0.140 

0.063 

44.95 

Safe 

Patoda 

0805000100677300 

0.10 

0.52 

23.39 

0.63 

- 

0.63 

0.06 

0.40 

0.09 

0.0100 

- 

- 

- 

0.010 

0.097 

0.722 

0.036 

0.686 

0.354 

51.62 

Safe 

Patoosar 

0805000100668100 

0.10 

0.16 

- 

0.16 

- 

0.16 

0.06 

0.39 

0.03 

0.0100 

- 

- 

- 

0.010 

0.038 

0.203 

0.020 

0.182 

0.223 

122.55 

Over Exploited 

Peethoosar 

0805000100670500 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.013 

367.74 

Over Exploited 



0.10 

0.18 

- 

0.18 

- 

0.18 

0.05 

0.36 

0.03 

- 

- 

- 

- 

- 

0.032 

0.216 

0.022 

0.195 

0.104 

53.24 

Safe 

Pilani Khurd 

0805000100676500 

0.10 

0.34 

210.71 

0.41 

- 

0.41 

0.06 

0.40 

0.06 

0.0100 

- 

- 

- 

0.010 

0.068 

0.478 

0.024 

0.454 

0.349 

76.78 

Semi Critical 

Puniya Ka Bas 

0805000100677900 

0.10 

0.08 

38.07 

0.09 

- 

0.09 

0.06 

0.41 

0.01 

0.0100 

- 

- 

- 

0.010 

0.023 

0.117 

0.006 

0.111 

0.258 

232.16 

Over Exploited 

Puriya 

0805000100676300 

0.10 

0.11 

126.47 

0.13 

- 

0.13 

0.06 

0.40 

0.02 

- 

- 

- 

- 

- 

0.018 

0.149 

0.007 

0.142 

0.062 

43.49 

Safe 

Rajpura 

0804000100580600 

0.20 

2.98 

(86.18) 

2.38 

- 

2.38 

0.06 

0.40 

0.51 

0.0100 

- 

- 

- 

0.010 

0.521 

2.905 

0.145 

2.760 

0.215 

7.79 

Safe 

Rampura 

0804000100580400 

0.20 

1.16 

(79.08) 

0.93 

- 

0.93 

0.06 

0.40 

0.20 

- 

- 

- 

- 

- 

0.204 

1.130 

0.056 

1.073 

0.044 

4.14 

Safe 

Ramsinghpura 

0805000100668000 

0.10 

0.12 

- 

0.12 

- 

0.12 

0.06 

0.39 

0.02 

- 

- 

- 

- 

- 

0.021 

0.145 

0.015 

0.131 

0.133 

101.42 

Over Exploited 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Ranasar 

0804000400630600 

0.08 

0.35 

- 

0.35 

0.01 

0.36 

0.06 

0.39 

0.06 

0.0300 

- 

- 

- 

0.030 

0.089 

0.454 

0.045 

0.409 

0.719 

175.89 

Over Exploited 


0805000100669700 

0.10 

0.10 

- 

0.10 

- 

0.10 

0.06 

0.40 

0.02 

- 

- 

- 

- 

- 

0.018 

0.122 

0.012 

0.109 

0.055 

50.31 

Safe 

Ranjeetpura 

0805000100685800 

0.10 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.001 

0.008 

0.084 

1,065.36 

Over Exploited 

Rasora 

0805000100684300 

0.10 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.15 

0.00 

- 

- 

- 

- 

- 

0.004 

0.026 

0.003 

0.023 

0.054 

232.76 

Over Exploited 

Ratanpura 

0804000200594000 

0.06 

0.38 

(87.05) 

0.31 

- 

0.31 

0.06 

0.39 

0.07 

- 

- 

- 

- 

- 

0.068 

0.375 

0.019 

0.357 

0.088 

24.63 

Safe 

Rau Tal 

0804000200595200 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rijani 

0805000100682100 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.009 

4,323.75 

Over Exploited 

Rojhani 

0804000100577500 

0.20 

0.13 

(84.46) 

0.11 

0.01 

0.11 

0.06 

0.37 

0.03 

- 

0.0041 

0.0057 

- 

0.010 

0.035 

0.148 

0.007 

0.141 

0.005 

3.89 

Safe 

Roonagar 

0805000100683600 

0.10 

0.07 

- 

0.07 

- 

0.07 

0.06 

0.41 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.092 

0.009 

0.083 

0.208 

251.41 

Over Exploited 

Sangasi 

0805000500737000 

0.16 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.14 

0.01 

- 

- 

- 

- 

- 

0.005 

0.035 

0.003 

0.031 

0.139 

444.67 

Over Exploited 

Satyoo 

0804000100580500 

0.20 

2.92 

(80.42) 

2.33 

- 

2.33 

0.05 

0.33 

0.50 

0.0100 

- 

- 

- 

0.010 

0.513 

2.847 

0.142 

2.705 

0.228 

8.41 

Safe 

Seegra 

0805000100683800 

0.10 

0.15 

- 

0.15 

- 

0.15 

0.06 

0.41 

0.03 

0.0100 

- 

- 

- 

0.010 

0.035 

0.182 

0.018 

0.164 

0.311 

190.21 

Over Exploited 

Seegri 

0805000100682700 

0.10 

0.21 

- 

0.21 

- 

0.21 

0.06 

0.41 

0.04 

- 

- 

- 

- 

- 

0.036 

0.245 

0.024 

0.220 

0.129 

58.57 

Safe 

Seowa 

0804000200588600 

0.06 

0.00 

442.50 

0.00 

0.00 

0.01 

0.00 

0.03 

0.00 

- 

0.0019 

0.0028 

- 

0.005 

0.005 

0.010 

0.001 

0.010 

0.004 

43.02 

Safe 



0.06 

0.21 

(36.36) 

0.17 

- 

0.17 

0.06 

0.37 

0.04 

- 

- 

- 

- 

- 

0.038 

0.208 

0.010 

0.197 

0.048 

24.12 

Safe 

Sesu 

0805000100676800 

0.10 

0.33 

(42.30) 

0.26 

- 

0.26 

0.06 

0.39 

0.05 

0.0100 

- 

- 

- 

0.010 

0.065 

0.325 

0.016 

0.309 

0.203 

65.84 

Safe 

Shekhsar 

0805000100682400 

0.10 

0.33 

- 

0.33 

0.01 

0.34 

0.06 

0.40 

0.06 

0.0200 

- 

- 

- 

0.020 

0.077 

0.415 

0.041 

0.373 

0.504 

135.05 

Over Exploited 

Shivdayalpura 

0805000100668200 

0.10 

0.16 

- 

0.16 

- 

0.16 

0.06 

0.40 

0.03 

- 

- 

- 

- 

- 

0.028 

0.190 

0.019 

0.171 

0.139 

81.14 

Semi Critical 

Shyampura 

0805000100678200 

0.10 

0.08 

- 

0.08 

- 

0.08 

0.06 

0.41 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.109 

0.011 

0.098 

0.175 

179.11 

Over Exploited 


0805000100687500 

0.10 

0.16 

- 

0.16 

0.01 

0.17 

0.06 

0.41 

0.03 

0.0200 

- 

- 

- 

0.020 

0.047 

0.214 

0.021 

0.193 

0.436 

225.67 

Over Exploited 

Shyodanpura 

0804000400631900 

0.08 

0.15 

- 

0.15 

- 

0.15 

0.06 

0.39 

0.03 

- 

- 

- 

- 

- 

0.026 

0.180 

0.018 

0.162 

0.081 

50.14 

Safe 

Shyopura 

0804000100573500 

0.20 

0.19 

(87.55) 

0.15 

0.02 

0.17 

0.06 

0.36 

0.04 

- 

0.0118 

0.0167 

- 

0.029 

0.066 

0.235 

0.012 

0.224 

0.008 

3.58 

Safe 


0805000100686100 

0.10 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.006 

0.022 

403.39 

Over Exploited 

Siriyasar Kalan 

0805000100688300 

0.10 

0.00 

4,426.97 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.009 

4,915.18 

Over Exploited 

Siriyasar Khurd 

0805000100678300 

0.10 

0.11 

- 

0.11 

- 

0.11 

0.06 

0.41 

0.02 

0.0100 

- 

- 

- 

0.010 

0.029 

0.136 

0.014 

0.122 

0.209 

171.15 

Over Exploited 

Sirsala 

0804000400625900 

0.08 

0.60 

(89.00) 

0.48 

- 

0.48 

0.06 

0.39 

0.10 

- 

- 

- 

- 

- 

0.102 

0.584 

0.029 

0.555 

0.055 

9.97 

Safe 

Sirsali 

0804000400625800 

0.08 

0.48 

(80.45) 

0.39 

- 

0.39 

0.06 

0.40 

0.08 

- 

- 

- 

- 

- 

0.082 

0.470 

0.023 

0.446 

0.044 

9.93 

Safe 

Sotwara 

0805000500738400 

0.16 

0.57 

- 

0.57 

0.02 

0.59 

0.06 

0.40 

0.10 

0.0600 

- 

- 

- 

0.060 

0.158 

0.751 

0.075 

0.676 

1.835 

271.44 

Over Exploited 

Sukhwasi 

0804000100577100 

0.20 

0.19 

(84.11) 

0.15 

0.03 

0.18 

0.05 

0.29 

0.04 

- 

0.0152 

0.0215 

- 

0.037 

0.074 

0.254 

0.013 

0.242 

0.010 

4.26 

Safe 

Sultanpura 

0805000500739800 

0.16 

0.14 

- 

0.14 

0.01 

0.15 

0.06 

0.42 

0.02 

0.0200 

- 

- 

- 

0.020 

0.044 

0.198 

0.020 

0.178 

0.522 

292.41 

Over Exploited 

Suron Ka Bas 

0805000100671400 

0.10 

0.08 

211.20 

0.09 

- 

0.09 

0.06 

0.40 

0.01 

- 

- 

- 

- 

- 

0.013 

0.106 

0.005 

0.101 

0.098 

97.21 

Critical 

Tamkor 

0805000100669100 

0.10 

0.08 

- 

0.08 

- 

0.08 

0.03 

0.18 

0.01 

- 

- 

- 

- 

- 

0.014 

0.093 

0.009 

0.084 

0.045 

53.89 

Safe 

Tanee 

0805000100677200 

0.10 

0.72 

(3.48) 

0.70 

- 

0.70 

0.05 

0.34 

0.12 

0.0100 

- 

- 

- 

0.010 

0.131 

0.828 

0.041 

0.787 

0.534 

67.82 

Safe 

Taranagar (M) 

0804000140401000 

0.20 

0.84 

(76.08) 

0.67 

0.15 

0.82 

0.03 

0.21 

0.15 

0.0200 

0.0682 

0.1286 

- 

0.217 

0.371 

1.193 

0.060 

1.133 

0.812 

71.70 

Semi Critical 



0.20 

0.00 

1,277.89 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.008 

4,521.07 

Over Exploited 

Thalori 

0804000400625500 

0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Theemoli 

0813000101661500 

0.12 

0.07 

- 

0.07 

- 

0.07 

0.02 

0.15 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.091 

0.009 

0.082 

0.221 

269.71 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Todarwas 

080500010067740C 

2.856 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.856 

0.15 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.07 

0.020 

0.35 

0.66 


Toliyasar 

0805000100682600 

4.011 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.011 

-0.24 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.028 

0.35 

0.73 


Untwaliya 

0804000400630300 

7.780 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.077 

-0.03 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.005 

0.09 

0.15 


Wahidpura 

0805000100685500 

9.471 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.794 

-0.22 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.061 

0.32 

0.68 


Wajidsar 

0805000100683500 

5.089 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.603 

-0.21 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.011 

0.11 

0.22 


Zalimpura @ Dhani 

0805000100684100 

1.424 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.424 

-0.25 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.010 

0.34 

0.77 

16003013 

Agwana Kalan 

0805000200714700 

1.911 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.911 

-0.75 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.016 

0.38 

0.52 


Agwana Khurd 

0805000200708600 

8.650 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.661 

-0.61 

0.080 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.62 

0.066 

0.33 

0.45 


Amarpura Kalan 

0805000200715100 

2.757 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.757 

-0.44 

0.080 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.024 

0.38 

0.53 


Amarpura Khurd 

0805000300722200 

2.166 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.166 

0.11 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.28 

0.021 

0.46 

0.81 


Amarsar 

0805000300716300 

2.139 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.139 

-0.27 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.021 

0.40 

0.59 


Aryanagar 

0805000300721900 

2.341 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.290 

-0.20 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.003 

0.05 

0.09 


Asalwas 

0805000200706600 

16.176 

Fresh 

Non-command 

Non-command 

Older Alluvium 

16.176 

-0.54 

0.080 

0.36 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.27 

0.139 

0.39 

0.58 


Badbar 

0805000300716500 

7.473 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.473 

-0.26 

0.120 

0.32 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.19 

0.073 

0.40 

0.62 


Bajdoli 

0805000200714900 

5.249 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.249 

-0.49 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.045 

0.39 

0.54 


Baloda 

0805000200706300 

16.438 

Fresh 

Non-command 

Non-command 

Older Alluvium 

16.438 

-0.57 

0.080 

0.34 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.16 

0.141 

0.40 

0.61 


Banibadh Kajlan 

0805000300718200 

2.278 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.278 

-0.60 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.022 

0.41 

0.64 


Banwas 

0805000300727200 

5.391 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.220 

-0.20 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.012 

0.11 

0.20 







Non-command 

Quartzite 

0.048 

-0.20 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Barsari Ka Bas 

0805000200714800 

5.145 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.145 

-0.91 

0.080 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.52 

0.044 

0.38 

0.52 


Basri 

0805000300719100 

2.208 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.144 

-0.77 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.03 

0.04 


Berla 

0805000200706700 

13.017 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.017 

-0.56 

0.080 

0.31 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.08 

0.112 

0.38 

0.55 


Bhainsawat Kalan 

0805000300720800 

4.720 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.720 

-0.36 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.046 

0.42 

0.67 


Bhainsawat Khurd 

0805000300720700 

3.833 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.833 

-0.17 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.037 

0.44 

0.73 


Bhaothari 

0805000200705700 

16.166 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.833 

-0.55 

0.080 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.48 

0.059 

0.16 

0.23 


Bhawanipura 

0805000300716600 

6.999 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.999 

-0.32 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.068 

0.39 

0.57 


Bhodan 

0805000300726500 

4.151 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.467 

0.27 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.05 

0.005 

0.05 

0.09 


Bhooriwas 

0805000300717800 

2.811 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.811 

-0.60 

0.120 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.55 

0.027 

0.41 

0.64 


Bhudanpura 

0805000200707000 

3.664 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.664 

-0.70 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.032 

0.37 

0.55 


Bishanpura 

0805000200707400 

4.791 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.791 

-0.12 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.041 

0.37 

0.53 



0805000200714600 

2.490 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.490 

-0.65 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.021 

0.38 

0.52 


Buhana 

0805000300719500 

31.057 

Fresh 

Non-command 

Non-command 

Older Alluvium 

24.750 

-0.08 

0.120 

0.53 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.79 

0.242 

0.34 

0.54 


Cheema Ka Bas 

0805000200706800 

5.566 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.566 

-0.55 

0.080 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.51 

0.048 

0.38 

0.56 


Chirasan 

0805000200712700 

7.599 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.496 

-0.38 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.004 

0.03 

0.05 


Chitausa 

0805000300720500 

4.643 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.643 

-0.62 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.045 

0.40 

0.61 


Choradi Aguni 

0805000200708200 

4.036 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.036 

-0.34 

0.080 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.035 

0.38 

0.55 


Deota 

0805000400728100 

10.020 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.053 

0.56 

0.120 

0.30 

0.04 

0.00 

0.00 

0.00 

0.80 

0.44 

1.09 

0.073 

0.38 

0.69 







Non-command 

Quartzite 

1.488 

0.56 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.03 

0.16 

0.013 

0.07 

0.13 


Dhadhot Kalan 

0805000300721000 

6.194 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.194 

-0.81 

0.120 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.53 

0.061 

0.40 

0.59 


Dhadhot Khurd 

0805000300721100 

2.416 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.416 

-1.16 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.42 

0.024 

0.39 

0.55 


Dhaka Mandi 

0805000300719200 

3.985 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.902 

-0.80 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.009 

0.10 

0.15 


Dhani Bara 

0805000400728000 

4.879 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.879 

0.36 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.31 

0.17 

0.35 

0.044 

0.47 

0.84 


Dhani Hukma 

0805000300727000 

4.084 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.041 

-0.08 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.039 

0.47 

0.85 


Dhani Laxman 

0805000300716700 

6.729 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.729 

-0.38 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.066 

0.39 

0.58 


Dhani Sampatsingh 

0805000300718000 

0.366 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.366 

-0.53 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.004 

0.40 

0.62 


Dheegariya 

0805000200708100 

8.609 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.609 

-0.48 

0.080 

0.24 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.85 

0.074 

0.38 

0.54 


Dhoolwa 

0805000300717300 

3.515 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.515 

-0.55 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.034 

0.40 

0.62 


Fatehpura 

0805000200707800 

3.603 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.603 

-0.28 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.031 

0.37 

0.52 


Gada Khera 

0805000300715500 

6.017 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.017 

-1.40 

0.120 

0.23 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.85 

0.059 

0.38 

0.53 


Gadli 

0805000300717000 

6.339 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.339 

-0.43 

0.120 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.42 

0.062 

0.40 

0.60 


Ghardana Kalan 

0805000300721500 

7.502 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.502 

-0.51 

0.120 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.70 

0.073 

0.40 

0.61 


Ghardana Khurd 

0805000300721700 

13.188 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.188 

0.04 

0.120 

0.66 

0.03 

0.00 

0.00 

0.00 

0.70 

0.42 

2.45 

0.129 

0.44 

0.73 


Gordhanpura 

0805000300722000 

10.576 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.381 

0.36 

0.120 

0.12 

0.00 

0.00 

0.00 

0.00 

0.57 

0.32 

0.36 

0.101 

0.46 

0.82 







Non-command 

Quartzite 

0.196 

0.36 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.002 

0.01 

0.02 


Goth 

0805000300720900 

4.153 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.153 

-0.09 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.041 

0.43 

0.72 


Gujarwas 

0805000300726800 

5.999 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.799 

0.05 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.13 

0.057 

0.45 

0.80 


Hameerwas 

0805000200714500 

3.421 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.805 

-1.13 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.016 

0.20 

0.27 


Hammerwas 

0805000300722900 

1.213 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.213 

-0.02 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.012 

0.45 

0.79 


Hasas 

0805000300719300 

1.891 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.453 

-0.24 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.004 

0.10 

0.16 


Heerwa 

0805000300715300 

18.058 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.357 

-1.18 

0.120 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.60 

0.091 

0.20 

0.26 


Ismailpur 

0805000300717600 

5.502 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.502 

-0.71 

0.120 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.054 

0.41 

0.64 


Jaimal Ka Was 

0805000300720600 

0.815 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.815 

-0.35 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.008 

0.42 

0.67 


Jaisinghpura 

0805000300716400 

3.984 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.984 

-0.26 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.039 

0.40 

0.62 


Jaisinghsar 

0805000300715800 

2.652 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.652 

-1.17 

0.120 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.026 

0.38 

0.53 


Jaisinghwas 

0805000200708000 

3.310 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.310 

-0.36 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.028 

0.38 

0.53 


Jaitpur 

0805000300718400 

11.643 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.558 

-0.69 

0.120 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.113 

0.43 

0.66 


Jakhod 

0805000200707300 

11.762 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.274 

-0.22 

0.080 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.48 

0.071 

0.26 

0.37 


Jasrapur 

0805000400728500 

24.993 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.314 

0.51 

0.120 

0.15 

0.02 

0.00 

0.00 

0.00 

0.57 

0.31 

0.52 

0.066 

0.14 

0.26 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Todarwas 

0805000100677400 

0.10 

0.10 

(62.17) 

0.08 

- 

0.08 

0.06 

0.41 

0.02 

- 

- 

- 

- 

- 

0.017 

0.096 

0.005 

0.091 

0.087 

95.20 

Critical 

Toliyasar 

0805000100682600 

0.10 

0.14 

- 

0.14 

- 

0.14 

0.06 

0.41 

0.02 

- 

- 

- 

- 

- 

0.024 

0.163 

0.016 

0.147 

0.117 

79.70 

Semi Critical 

Untwaliya 

0804000400630300 

0.08 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.002 

0.017 

0.002 

0.016 

0.049 

316.19 

Over Exploited 

Wahidpura 

0805000100685500 

0.10 

0.29 

- 

0.29 

0.01 

0.30 

0.06 

0.38 

0.05 

0.0200 

- 

- 

- 

0.020 

0.069 

0.364 

0.036 

0.328 

0.462 

141.07 

Over Exploited 

Wajidsar 

0805000100683500 

0.10 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.13 

0.00 

- 

- 

- 

- 

- 

0.003 

0.021 

0.002 

0.019 

0.053 

285.48 

Over Exploited 

Zalimpura @ Dhani 

0805000100684100 

0.10 

0.05 

- 

0.05 

- 

0.05 

0.06 

0.40 

0.01 

- 

- 

- 

- 

- 

0.008 

0.057 

0.006 

0.052 

0.097 

187.31 

Over Exploited 

Agwana Kalan 

0805000200714700 

0.10 

0.07 

- 

0.07 

- 

0.07 

0.07 

0.45 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.096 

0.010 

0.087 

0.258 

298.74 

Over Exploited 

Agwana Khurd 

0805000200708600 

0.10 

0.26 

- 

0.26 

0.01 

0.27 

0.06 

0.40 

0.05 

0.0200 

- 

- 

- 

0.020 

0.069 

0.334 

0.033 

0.301 

0.686 

228.18 

Over Exploited 

Amarpura Kalan 

0805000200715100 

0.10 

0.11 

- 

0.11 

- 

0.11 

0.07 

0.45 

0.02 

0.0100 

- 

- 

- 

0.010 

0.030 

0.135 

0.013 

0.121 

0.413 

339.79 

Over Exploited 

Amarpura Khurd 

0805000300722200 

0.10 

0.10 

(38.00) 

0.08 

- 

0.08 

0.08 

0.54 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.107 

0.005 

0.102 

0.297 

292.74 

Over Exploited 

Amarsar 

0805000300716300 

0.10 

0.08 

- 

0.08 

- 

0.08 

0.07 

0.47 

0.02 

0.0100 

- 

- 

- 

0.010 

0.026 

0.110 

0.011 

0.099 

0.321 

323.38 

Over Exploited 

Aryanagar 

0805000300721900 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.051 

3,042.88 

Over Exploited 

Asalwas 

0805000200706600 

0.10 

0.63 

- 

0.63 

0.02 

0.65 

0.07 

0.46 

0.11 

0.0500 

- 

- 

- 

0.050 

0.164 

0.812 

0.081 

0.731 

1.407 

192.52 

Over Exploited 

Badbar 

0805000300716500 

0.10 

0.30 

- 

0.30 

0.01 

0.31 

0.07 

0.48 

0.05 

0.0400 

- 

- 

0.000 

0.040 

0.095 

0.406 

0.041 

0.365 

1.261 

345.09 

Over Exploited 

Bajdoli 

0805000200714900 

0.10 

0.20 

- 

0.20 

- 

0.20 

0.07 

0.46 

0.04 

0.0100 

- 

- 

- 

0.010 

0.048 

0.250 

0.025 

0.225 

0.315 

140.01 

Over Exploited 

Baloda 

0805000200706300 

0.10 

0.65 

- 

0.65 

0.01 

0.66 

0.07 

0.47 

0.12 

0.0400 

- 

- 

- 

0.040 

0.157 

0.820 

0.082 

0.738 

1.299 

176.17 

Over Exploited 

Banibadh Kajlan 

0805000300718200 

0.10 

0.09 

- 

0.09 

- 

0.09 

0.07 

0.48 

0.02 

0.0100 

- 

- 

- 

0.010 

0.026 

0.120 

0.012 

0.108 

0.178 

165.09 

Over Exploited 

Banwas 

0805000300727200 

0.10 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.13 

0.00 

- 

- 

- 

- 

- 

0.002 

0.015 

0.001 

0.013 

0.060 

446.48 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Barsari Ka Bas 

0805000200714800 

0.10 

0.20 

- 

0.20 

0.01 

0.21 

0.07 

0.45 

0.04 

0.0200 

- 

- 

- 

0.020 

0.057 

0.263 

0.026 

0.237 

0.562 

237.38 

Over Exploited 

Basri 

0805000300719100 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.013 

3,161.74 

Over Exploited 

Berla 

0805000200706700 

0.10 

0.50 

- 

0.50 

0.01 

0.51 

0.07 

0.45 

0.09 

0.0400 

- 

- 

- 

0.040 

0.132 

0.637 

0.064 

0.574 

1.196 

208.48 

Over Exploited 

Bhainsawat Kalan 

0805000300720800 

0.10 

0.20 

- 

0.20 

- 

0.20 

0.08 

0.50 

0.04 

0.0100 

- 

- 

- 

0.010 

0.046 

0.244 

0.024 

0.220 

0.298 

135.70 

Over Exploited 

Bhainsawat Khurd 

0805000300720700 

0.10 

0.17 

- 

0.17 

- 

0.17 

0.08 

0.51 

0.03 

0.0100 

- 

- 

- 

0.010 

0.040 

0.207 

0.021 

0.186 

0.361 

194.14 

Over Exploited 

Bhaothari 

0805000200705700 

0.10 

0.11 

- 

0.11 

0.01 

0.12 

0.03 

0.18 

0.02 

0.0200 

- 

- 

- 

0.020 

0.039 

0.155 

0.016 

0.140 

0.534 

381.79 

Over Exploited 

Bhawanipura 

0805000300716600 

0.10 

0.27 

- 

0.27 

- 

0.27 

0.07 

0.46 

0.05 

- 

- 

- 

- 

- 

0.050 

0.323 

0.032 

0.291 

0.152 

52.46 

Safe 

Bhodan 

0805000300726500 

0.10 

0.00 

470.19 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.053 

1,630.50 

Over Exploited 

Bhooriwas 

0805000300717800 

0.10 

0.12 

- 

0.12 

0.01 

0.13 

0.07 

0.48 

0.02 

0.0200 

- 

- 

- 

0.020 

0.040 

0.166 

0.017 

0.149 

0.579 

387.75 

Over Exploited 

Bhudanpura 

0805000200707000 

0.10 

0.14 

- 

0.14 

- 

0.14 

0.07 

0.44 

0.03 

0.0100 

- 

- 

- 

0.010 

0.035 

0.173 

0.017 

0.155 

0.207 

132.96 

Over Exploited 

Bishanpura 

0805000200707400 

0.10 

0.18 

- 

0.18 

- 

0.18 

0.07 

0.44 

0.03 

0.0100 

- 

- 

- 

0.010 

0.043 

0.222 

0.022 

0.200 

0.246 

123.16 

Over Exploited 


0805000200714600 

0.10 

0.09 

- 

0.09 

- 

0.09 

0.07 

0.45 

0.02 

0.0100 

- 

- 

- 

0.010 

0.028 

0.122 

0.012 

0.110 

0.334 

304.56 

Over Exploited 

Buhana 

0805000300719500 

0.10 

0.83 

- 

0.83 

0.02 

0.85 

0.06 

0.39 

0.15 

0.0700 

- 

- 

0.000 

0.070 

0.218 

1.068 

0.107 

0.961 

2.030 

211.25 

Over Exploited 

Cheema Ka Bas 

0805000200706800 

0.10 

0.21 

- 

0.21 

0.01 

0.22 

0.07 

0.45 

0.04 

0.0200 

- 

- 

- 

0.020 

0.059 

0.280 

0.028 

0.252 

0.556 

220.29 

Over Exploited 

Chirasan 

0805000200712700 

0.11 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.047 

2,916.83 

Over Exploited 

Chitausa 

0805000300720500 

0.10 

0.19 

- 

0.19 

- 

0.19 

0.07 

0.48 

0.03 

0.0100 

- 

- 

- 

0.010 

0.045 

0.232 

0.023 

0.208 

0.381 

182.93 

Over Exploited 

Choradi Aguni 

0805000200708200 

0.10 

0.16 

- 

0.16 

0.01 

0.17 

0.07 

0.46 

0.03 

0.0200 

- 

- 

- 

0.020 

0.049 

0.214 

0.021 

0.193 

0.444 

230.06 

Over Exploited 

Deota 

0805000400728100 

0.20 

0.61 

(28.54) 

0.49 

0.04 

0.53 

0.07 

0.45 

0.11 

0.1200 

- 

- 

- 

0.120 

0.226 

0.758 

0.038 

0.720 

1.163 

161.48 

Over Exploited 



0.09 

0.01 

(28.84) 

0.01 

0.01 

0.02 

0.01 

0.08 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.043 

0.002 

0.041 

0.169 

415.23 

Over Exploited 

Dhadhot Kalan 

0805000300721000 

0.10 

0.25 

- 

0.25 

0.01 

0.26 

0.07 

0.47 

0.05 

0.0200 

- 

- 

- 

0.020 

0.066 

0.323 

0.032 

0.291 

0.589 

202.38 

Over Exploited 

Dhadhot Khurd 

0805000300721100 

0.10 

0.09 

- 

0.09 

0.01 

0.10 

0.07 

0.46 

0.02 

0.0200 

- 

- 

- 

0.020 

0.038 

0.141 

0.014 

0.127 

0.444 

348.98 

Over Exploited 

Dhaka Mandi 

0805000300719200 

0.10 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.11 

0.00 

- 

- 

- 

- 

- 

0.002 

0.010 

0.001 

0.009 

0.117 

1,277.96 

Over Exploited 

Dhani Bara 

0805000400728000 

0.20 

0.45 

(62.03) 

0.36 

- 

0.36 

0.08 

0.55 

0.08 

0.0100 

- 

- 

- 

0.010 

0.089 

0.452 

0.023 

0.430 

0.395 

91.95 

Critical 

Dhani Hukma 

0805000300727000 

0.10 

0.19 

- 

0.19 

- 

0.19 

0.08 

0.55 

0.03 

0.0100 

- 

- 

- 

0.010 

0.043 

0.232 

0.023 

0.209 

0.267 

128.25 

Over Exploited 

Dhani Laxman 

0805000300716700 

0.10 

0.26 

- 

0.26 

- 

0.26 

0.07 

0.46 

0.05 

- 

- 

- 

- 

- 

0.048 

0.311 

0.031 

0.280 

0.198 

70.70 

Semi Critical 

Dhani Sampatsingh 

0805000300718000 

0.10 

0.01 

- 

0.01 

- 

0.01 

0.07 

0.48 

0.00 

- 

- 

- 

- 

- 

0.003 

0.017 

0.002 

0.016 

0.052 

329.71 

Over Exploited 

Dheegariya 

0805000200708100 

0.10 

0.33 

- 

0.33 

0.01 

0.34 

0.07 

0.45 

0.06 

0.0300 

- 

- 

- 

0.030 

0.091 

0.429 

0.043 

0.386 

0.924 

239.61 

Over Exploited 

Dhoolwa 

0805000300717300 

0.10 

0.14 

- 

0.14 

- 

0.14 

0.07 

0.48 

0.03 

0.0100 

- 

- 

- 

0.010 

0.035 

0.178 

0.018 

0.160 

0.334 

209.29 

Over Exploited 

Fatehpura 

0805000200707800 

0.10 

0.13 

- 

0.13 

- 

0.13 

0.07 

0.44 

0.03 

0.0100 

- 

- 

- 

0.010 

0.035 

0.170 

0.017 

0.153 

0.262 

171.55 

Over Exploited 

Gada Khera 

0805000300715500 

0.10 

0.23 

- 

0.23 

0.01 

0.24 

0.07 

0.45 

0.04 

0.0300 

- 

- 

- 

0.030 

0.074 

0.314 

0.031 

0.282 

0.911 

322.54 

Over Exploited 

Gadli 

0805000300717000 

0.10 

0.25 

- 

0.25 

0.01 

0.26 

0.07 

0.47 

0.05 

0.0200 

- 

- 

- 

0.020 

0.066 

0.326 

0.033 

0.294 

0.482 

164.19 

Over Exploited 

Ghardana Kalan 

0805000300721500 

0.10 

0.30 

- 

0.30 

0.01 

0.31 

0.07 

0.48 

0.06 

0.0300 

- 

- 

- 

0.030 

0.086 

0.399 

0.040 

0.359 

0.769 

214.18 

Over Exploited 

Ghardana Khurd 

0805000300721700 

0.10 

0.57 

(27.67) 

0.46 

0.03 

0.49 

0.08 

0.51 

0.10 

0.0900 

- 

- 

0.000 

0.090 

0.193 

0.683 

0.034 

0.648 

2.582 

398.19 

Over Exploited 

Gordhanpura 

0805000300722000 

0.10 

0.48 

(33.40) 

0.38 

- 

0.38 

0.08 

0.54 

0.08 

0.0100 

- 

- 

- 

0.010 

0.093 

0.474 

0.024 

0.450 

0.461 

102.48 

Over Exploited 



0.08 

0.00 

3,369.73 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.009 

5,041.88 

Over Exploited 

Goth 

0805000300720900 

0.10 

0.18 

- 

0.18 

- 

0.18 

0.08 

0.51 

0.03 

0.0100 

- 

- 

- 

0.010 

0.042 

0.222 

0.022 

0.200 

0.401 

200.21 

Over Exploited 

Gujarwas 

0805000300726800 

0.10 

0.26 

6,622.17 

0.21 

- 

0.21 

0.08 

0.53 

0.05 

0.0100 

- 

- 

- 

0.010 

0.055 

0.263 

0.013 

0.250 

0.191 

76.32 

Semi Critical 

Hameerwas 

0805000200714500 

0.10 

0.04 

- 

0.04 

- 

0.04 

0.04 

0.24 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.053 

0.005 

0.047 

0.189 

397.78 

Over Exploited 

Hammerwas 

0805000300722900 

0.10 

0.05 

- 

0.05 

- 

0.05 

0.08 

0.53 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.075 

0.007 

0.067 

0.173 

257.49 

Over Exploited 

Hasas 

0805000300719300 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.02 

0.12 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.001 

0.005 

0.052 

1,078.96 

Over Exploited 

Heerwa 

0805000300715300 

0.10 

0.18 

- 

0.18 

0.01 

0.19 

0.04 

0.23 

0.04 

0.0200 

- 

- 

- 

0.020 

0.055 

0.249 

0.025 

0.224 

0.693 

309.75 

Over Exploited 

Ismailpur 

0805000300717600 

0.10 

0.23 

- 

0.23 

0.01 

0.24 

0.07 

0.48 

0.04 

0.0200 

- 

- 

- 

0.020 

0.060 

0.296 

0.030 

0.267 

0.510 

191.05 

Over Exploited 

Jaimal Ka Was 

0805000300720600 

0.10 

0.03 

- 

0.03 

- 

0.03 

0.08 

0.50 

0.01 

- 

- 

- 

- 

- 

0.006 

0.040 

0.004 

0.036 

0.068 

186.94 

Over Exploited 

Jaisinghpura 

0805000300716400 

0.10 

0.16 

- 

0.16 

- 

0.16 

0.07 

0.48 

0.03 

0.0100 

- 

- 

- 

0.010 

0.039 

0.200 

0.020 

0.180 

0.243 

135.22 

Over Exploited 

Jaisinghsar 

0805000300715800 

0.10 

0.10 

- 

0.10 

- 

0.10 

0.07 

0.46 

0.02 

0.0100 

- 

- 

- 

0.010 

0.029 

0.131 

0.013 

0.118 

0.422 

357.85 

Over Exploited 

Jaisinghwas 

0805000200708000 

0.10 

0.12 

- 

0.12 

- 

0.12 

0.07 

0.45 

0.02 

0.0100 

- 

- 

- 

0.010 

0.033 

0.158 

0.016 

0.142 

0.181 

127.88 

Over Exploited 

Jaitpur 

0805000300718400 

0.10 

0.49 

- 

0.49 

0.01 

0.50 

0.07 

0.50 

0.08 

0.0200 

- 

- 

- 

0.020 

0.105 

0.607 

0.061 

0.546 

0.545 

99.75 

Critical 

Jakhod 

0805000200707300 

0.10 

0.22 

- 

0.22 

0.01 

0.23 

0.05 

0.31 

0.04 

0.0200 

- 

- 

- 

0.020 

0.060 

0.285 

0.028 

0.256 

0.548 

213.81 

Over Exploited 

Jasrapur 

0805000400728500 

0.20 

0.21 

51.98 

0.25 

0.02 

0.27 

0.02 

0.16 

0.04 

0.0600 

- 

- 

- 

0.060 

0.095 

0.362 

0.018 

0.344 

0.586 

170.24 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Quartzite 

6.036 

0.51 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.15 

0.08 

0.33 

0.055 

0.12 

0.21 


Jeevan Niwas 

0805000300721200 

2.605 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.605 

-0.85 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.025 

0.40 

0.58 


Jhajhariyon Ki Dha 

0805000200708800 

2.219 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.219 

-0.36 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.019 

0.38 

0.52 


Jharoda 

0805000300717700 

4.464 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.464 

-0.70 

0.120 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.64 

0.044 

0.42 

0.65 


Kajlan 

0805000300717900 

2.518 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.518 

-0.56 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.025 

0.41 

0.63 


Kakora 

0805000200708900 

11.762 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.922 

-0.43 

0.080 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.61 

0.042 

0.16 

0.21 


Kalakhari 

0805000300720000 

3.248 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.248 

-0.15 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.032 

0.43 

0.71 


Kalgaon 

0805000300715400 

5.787 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.112 

-1.69 

0.120 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.50 

0.030 

0.20 

0.27 


Kalwa 

0805000300717500 

2.263 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.995 

-0.80 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.020 

0.37 

0.58 


Khanpur 

0805000300722600 

4.432 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.364 

-0.09 

0.120 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.60 

0.043 

0.44 

0.77 


Kharkhara 

0805000400728300 

3.751 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.026 

0.35 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 







Non-command 

Quartzite 

0.151 

0.35 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.001 

0.02 

0.04 


Khejra Ki Dhani 

0805000200708500 

2.336 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.336 

-0.39 

0.080 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.44 

0.020 

0.38 

0.52 


Khudot 

0805000200713700 

5.158 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.323 

-0.61 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.011 

0.10 

0.13 


Khyaliyon Ki Dhani 

0805000200708700 

2.894 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.894 

-0.39 

0.080 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.37 

0.025 

0.38 

0.51 


Kirwana 

0805000200714300 

9.586 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.660 

-1.61 

0.080 

0.25 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.94 

0.049 

0.22 

0.30 


Kithana 

0805000200713100 

20.420 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.319 

-0.53 

0.120 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.52 

0.029 

0.06 

0.10 


Kuharwas 

0805000300718500 

14.635 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.352 

-0.70 

0.120 

0.27 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.91 

0.121 

0.36 

0.56 


Kuloth Kalan 

0805000200706000 

10.599 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.599 

-0.80 

0.080 

0.35 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.30 

0.091 

0.38 

0.58 


Kuloth Khurd 

0805000200705900 

9.457 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.430 

-0.81 

0.080 

0.22 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.78 

0.081 

0.37 

0.56 


Kushalpura 

0805000200706900 

5.136 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.136 

-0.36 

0.080 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.044 

0.38 

0.55 


Kuthaniya 

0805000300722100 

6.902 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.769 

0.10 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.13 

0.07 

0.19 

0.056 

0.40 

0.72 







Non-command 

Quartzite 

0.660 

0.10 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.006 

0.05 

0.08 


Ladi Ka Bas 

0805000300726700 

1.097 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.097 

0.06 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.26 

0.011 

0.46 

0.82 


Lalamandi 

0805000300719000 

4.910 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.365 

-0.52 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.004 

0.03 

0.05 


Lambi Aheer 

0805000300723100 

2.944 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.530 

0.01 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.06 

0.005 

0.08 

0.14 


Lambijat 

0805000300719700 

2.086 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.086 

-0.05 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.020 

0.44 

0.75 


Lotiya 

0805000200707700 

10.864 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.459 

-0.35 

0.080 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.047 

0.19 

0.26 


Madansar 

0805000300716800 

2.017 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.017 

-0.31 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.020 

0.39 

0.59 


Maharana 

0805000300722700 

4.909 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.708 

-0.07 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.046 

0.43 

0.75 


Mahpalwas 

0805000200706500 

10.889 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.889 

-0.75 

0.080 

0.26 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.93 

0.094 

0.38 

0.57 


Mainana 

0805000300716100 

5.774 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.774 

-0.39 

0.120 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.44 

0.056 

0.40 

0.60 


Mankdo 

0805000300727100 

6.579 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.278 

-0.11 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.052 

0.38 

0.70 







Non-command 

Quartzite 

0.658 

-0.11 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.006 

0.05 

0.09 


Manoharpura 

0805000300717200 

3.622 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.622 

-0.54 

0.120 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.035 

0.40 

0.62 


Manota (Jatan ) 

0805000400727900 

9.582 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.692 

-0.03 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.033 

0.18 

0.32 


Manpura 

0805000300719600 

2.197 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.197 

-0.09 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.021 

0.43 

0.71 


Moi Bharu 

0805000300722300 

3.089 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.089 

0.02 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.28 

0.030 

0.46 

0.80 


Moi Sadda 

0805000300722400 

4.508 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.508 

-0.04 

0.120 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.37 

0.044 

0.46 

0.82 


Nanwas 

0805000300718700 

8.388 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.532 

-0.70 

0.120 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.50 

0.064 

0.34 

0.53 


Narat 

0805000300717400 

4.237 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.237 

-0.59 

0.120 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.48 

0.041 

0.41 

0.64 


Netrampura 

0805000200707500 

3.662 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.095 

-0.21 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.027 

0.31 

0.44 


Nimbas 

0805000300718800 

6.259 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.447 

-0.62 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.004 

0.03 

0.05 


Noohaniya 

0805000300718300 

6.163 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.163 

-0.64 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.060 

0.42 

0.65 


Palota 

0805000300720200 

4.312 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.312 

-0.23 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.042 

0.41 

0.66 


Panne Singh Pura 

0805000200707100 

3.588 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.588 

-0.62 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.031 

0.37 

0.54 


Paras Nagar 

0805000200714400 

3.596 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.596 

-1.30 

0.080 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.031 

0.38 

0.51 


Peethola 

0805000300726900 

3.441 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.397 

-0.04 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.033 

0.46 

0.82 


Pichanwa 

0805000200714200 

4.988 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.798 

-1.80 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.007 

0.06 

0.08 


Pichanwasi 

0805000200708300 

4.599 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.599 

-0.38 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.040 

0.38 

0.53 


Prithvipura 

0805000300719800 

0.543 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.543 

-0.05 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.005 

0.45 

0.77 


Puhaniya 

0805000300720400 

5.140 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.138 

-0.30 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.050 

0.42 

0.68 


Radhu Ki Dhani 

0805000300716900 

1.499 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.499 

-0.29 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.015 

0.40 

0.61 


Raghuveerpura 

0805000200708400 

2.985 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.985 

-0.41 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.026 

0.38 

0.53 


Raipur (Jatan ) 

0805000300721300 

4.610 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.610 

-0.45 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.42 

0.045 

0.41 

0.64 


Rajpura 

0805000300721600 

3.958 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.958 

-0.39 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.039 

0.41 

0.64 


Rajveerpura 

0805000200707200 

3.302 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.272 

-0.36 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.03 

0.04 


Rambas 

0805000300718100 

6.478 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.478 

-0.58 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.063 

0.41 

0.63 


Rathiyon Ki Dhani 

0805000200707900 

2.931 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.931 

-0.22 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.025 

0.37 

0.53 


Rayli 

0805000300718600 

2.716 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.716 

-0.67 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.027 

0.43 

0.67 


Rooppura 

0805000200705800 

6.772 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.772 

-0.78 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.058 

0.37 

0.56 


Saga 

0805000300719900 

4.138 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.138 

-0.14 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.040 

0.43 

0.73 


Saidpur 

0805000300715900 

4.646 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.646 

-0.75 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.045 

0.39 

0.56 


Salam Ka Bas 

0805000200715000 

2.293 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.293 

-0.57 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.020 

0.39 

0.55 


Santriya 

0805000300722500 

2.448 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.448 

-0.09 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.024 

0.45 

0.77 


Sanwlod 

0805000300720300 

7.073 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.963 

-0.24 

0.120 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.52 

0.068 

0.42 

0.68 


Sardarpura 

0805000200706400 

2.795 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.795 

-0.72 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.024 

0.39 

0.59 


Shahpura 

0805000300715700 

2.848 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.848 

-0.90 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.028 

0.39 

0.56 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.09 

0.06 

122,807.26 

0.07 

0.01 

0.08 

0.02 

0.14 

0.01 

0.0400 

- 

- 

- 

0.040 

0.051 

0.135 

0.007 

0.128 

0.384 

299.02 

Over Exploited 

Jeevan Niwas 

0805000300721200 

0.10 

0.10 

- 

0.10 

- 

0.10 

0.07 

0.47 

0.02 

0.0100 

- 

- 

- 

0.010 

0.029 

0.132 

0.013 

0.119 

0.193 

162.44 

Over Exploited 

Jhajhariyon Ki Dha 

0805000200708800 

0.10 

0.08 

- 

0.08 

- 

0.08 

0.07 

0.45 

0.02 

0.0100 

- 

- 

- 

0.010 

0.026 

0.109 

0.011 

0.098 

0.293 

298.81 

Over Exploited 

Jharoda 

0805000300717700 

0.10 

0.19 

- 

0.19 

0.01 

0.20 

0.07 

0.49 

0.03 

0.0200 

- 

- 

- 

0.020 

0.053 

0.248 

0.025 

0.223 

0.680 

304.39 

Over Exploited 

Kajlan 

0805000300717900 

0.10 

0.10 

- 

0.10 

- 

0.10 

0.07 

0.48 

0.02 

0.0100 

- 

- 

- 

0.010 

0.028 

0.130 

0.013 

0.117 

0.409 

348.48 

Over Exploited 

Kakora 

0805000200708900 

0.10 

0.08 

- 

0.08 

0.01 

0.09 

0.03 

0.19 

0.01 

0.0200 

- 

- 

- 

0.020 

0.035 

0.122 

0.012 

0.109 

0.651 

595.15 

Over Exploited 

Kalakhari 

0805000300720000 

0.10 

0.14 

- 

0.14 

- 

0.14 

0.08 

0.51 

0.02 

0.0100 

- 

- 

- 

0.010 

0.035 

0.174 

0.017 

0.157 

0.200 

127.34 

Over Exploited 

Kalgaon 

0805000300715400 

0.10 

0.06 

- 

0.06 

0.01 

0.07 

0.04 

0.24 

0.01 

0.0200 

- 

- 

- 

0.020 

0.032 

0.105 

0.011 

0.095 

0.534 

564.05 

Over Exploited 

Kalwa 

0805000300717500 

0.10 

0.07 

- 

0.07 

- 

0.07 

0.07 

0.43 

0.01 

0.0100 

- 

- 

- 

0.010 

0.023 

0.096 

0.010 

0.086 

0.224 

258.40 

Over Exploited 

Khanpur 

0805000300722600 

0.10 

0.19 

- 

0.19 

0.01 

0.20 

0.08 

0.52 

0.03 

0.0200 

- 

- 

- 

0.020 

0.053 

0.254 

0.025 

0.229 

0.643 

281.02 

Over Exploited 

Kharkhara 

0805000400728300 

0.20 

0.00 

3,368.37 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.09 

0.00 

2,076.04 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.029 

8,548.27 

Over Exploited 

Khejra Ki Dhani 

0805000200708500 

0.10 

0.09 

- 

0.09 

0.01 

0.10 

0.07 

0.45 

0.02 

0.0200 

- 

- 

- 

0.020 

0.037 

0.135 

0.013 

0.121 

0.463 

381.87 

Over Exploited 

Khudot 

0805000200713700 

0.11 

0.01 

- 

0.01 

0.00 

0.02 

0.02 

0.12 

0.00 

0.0100 

- 

- 

0.002 

0.012 

0.014 

0.029 

0.003 

0.027 

0.205 

774.04 

Over Exploited 

Khyaliyon Ki Dhani 

0805000200708700 

0.10 

0.11 

- 

0.11 

- 

0.11 

0.07 

0.45 

0.02 

0.0100 

- 

- 

- 

0.010 

0.031 

0.139 

0.014 

0.125 

0.392 

312.50 

Over Exploited 

Kirwana 

0805000200714300 

0.10 

0.13 

- 

0.13 

0.01 

0.14 

0.04 

0.27 

0.02 

0.0400 

- 

- 

- 

0.040 

0.064 

0.200 

0.020 

0.180 

0.987 

547.81 

Over Exploited 

Kithana 

0805000200713100 

0.11 

0.02 

- 

0.02 

0.01 

0.04 

0.01 

0.08 

0.00 

0.0200 

- 

- 

0.003 

0.023 

0.028 

0.063 

0.006 

0.057 

0.547 

960.04 

Over Exploited 

Kuharwas 

0805000300718500 

0.10 

0.45 

- 

0.45 

0.01 

0.46 

0.06 

0.42 

0.08 

0.0300 

- 

- 

- 

0.030 

0.107 

0.564 

0.056 

0.508 

1.033 

203.30 

Over Exploited 

Kuloth Kalan 

0805000200706000 

0.10 

0.40 

- 

0.40 

0.02 

0.42 

0.07 

0.45 

0.07 

0.0500 

- 

- 

- 

0.050 

0.123 

0.546 

0.055 

0.492 

1.387 

282.04 

Over Exploited 

Kuloth Khurd 

0805000200705900 

0.10 

0.35 

- 

0.35 

0.01 

0.36 

0.07 

0.44 

0.06 

0.0300 

- 

- 

- 

0.030 

0.094 

0.456 

0.046 

0.410 

0.859 

209.48 

Over Exploited 

Kushalpura 

0805000200706900 

0.10 

0.19 

- 

0.19 

- 

0.19 

0.07 

0.45 

0.04 

0.0100 

- 

- 

- 

0.010 

0.046 

0.239 

0.024 

0.215 

0.394 

183.54 

Over Exploited 

Kuthaniya 

0805000300722100 

0.10 

0.23 

(69.16) 

0.18 

0.01 

0.19 

0.07 

0.47 

0.04 

0.0200 

- 

- 

- 

0.020 

0.060 

0.253 

0.013 

0.241 

0.248 

103.23 

Over Exploited 



0.08 

0.00 

307.67 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.020 

652.42 

Over Exploited 

Ladi Ka Bas 

0805000300726700 

0.10 

0.05 

(13.30) 

0.04 

- 

0.04 

0.08 

0.54 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.063 

0.003 

0.060 

0.268 

448.75 

Over Exploited 

Lalamandi 

0805000300719000 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.052 

4,139.24 

Over Exploited 

Lambi Aheer 

0805000300723100 

0.10 

0.00 

178.42 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.065 

1,167.81 

Over Exploited 

Lambijat 

0805000300719700 

0.10 

0.09 

- 

0.09 

- 

0.09 

0.08 

0.52 

0.02 

- 

- 

- 

- 

- 

0.016 

0.108 

0.011 

0.097 

0.116 

119.53 

Over Exploited 

Lotiya 

0805000200707700 

0.10 

0.10 

- 

0.10 

0.01 

0.11 

0.04 

0.22 

0.02 

0.0200 

- 

- 

- 

0.020 

0.039 

0.151 

0.015 

0.136 

0.450 

330.71 

Over Exploited 

Madansar 

0805000300716800 

0.10 

0.08 

- 

0.08 

- 

0.08 

0.07 

0.47 

0.01 

0.0100 

- 

- 

- 

0.010 

0.025 

0.104 

0.010 

0.094 

0.164 

174.63 

Over Exploited 

Maharana 

0805000300722700 

0.10 

0.20 

- 

0.20 

- 

0.20 

0.08 

0.51 

0.04 

0.0100 

- 

- 

- 

0.010 

0.045 

0.248 

0.025 

0.223 

0.382 

171.32 

Over Exploited 

Mahpalwas 

0805000200706500 

0.10 

0.42 

- 

0.42 

0.01 

0.43 

0.07 

0.45 

0.08 

0.0300 

- 

- 

- 

0.030 

0.106 

0.532 

0.053 

0.479 

1.023 

213.72 

Over Exploited 

Mainana 

0805000300716100 

0.10 

0.23 

- 

0.23 

0.01 

0.24 

0.07 

0.47 

0.04 

0.0200 

- 

- 

- 

0.020 

0.063 

0.304 

0.030 

0.273 

0.500 

183.18 

Over Exploited 

Mankdo 

0805000300727100 

0.10 

0.20 

- 

0.20 

- 

0.20 

0.07 

0.45 

0.03 

- 

- 

- 

- 

- 

0.035 

0.237 

0.024 

0.213 

0.124 

57.95 

Safe 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.013 

520.12 

Over Exploited 

Manoharpura 

0805000300717200 

0.10 

0.15 

- 

0.15 

- 

0.15 

0.07 

0.48 

0.03 

0.0100 

- 

- 

- 

0.010 

0.036 

0.182 

0.018 

0.164 

0.419 

255.43 

Over Exploited 

Manota (Jatan ) 

0805000400727900 

0.20 

0.13 

- 

0.13 

0.00 

0.13 

0.03 

0.21 

0.02 

0.0100 

- 

- 

0.001 

0.011 

0.033 

0.164 

0.016 

0.148 

0.229 

155.31 

Over Exploited 

Manpura 

0805000300719600 

0.10 

0.09 

- 

0.09 

- 

0.09 

0.08 

0.51 

0.02 

- 

- 

- 

- 

- 

0.017 

0.111 

0.011 

0.100 

0.153 

153.39 

Over Exploited 

Moi Bharu 

0805000300722300 

0.10 

0.14 

(65.20) 

0.11 

- 

0.11 

0.08 

0.54 

0.02 

0.0100 

- 

- 

- 

0.010 

0.035 

0.147 

0.007 

0.140 

0.306 

218.78 

Over Exploited 

Moi Sadda 

0805000300722400 

0.10 

0.21 

- 

0.21 

- 

0.21 

0.08 

0.54 

0.04 

0.0100 

- 

- 

- 

0.010 

0.046 

0.254 

0.025 

0.229 

0.416 

181.79 

Over Exploited 

Nanwas 

0805000300718700 

0.10 

0.22 

- 

0.22 

0.01 

0.23 

0.06 

0.40 

0.04 

0.0200 

- 

- 

- 

0.020 

0.058 

0.290 

0.029 

0.261 

0.566 

216.93 

Over Exploited 

Narat 

0805000300717400 

0.10 

0.17 

- 

0.17 

0.01 

0.18 

0.07 

0.48 

0.03 

0.0200 

- 

- 

- 

0.020 

0.051 

0.234 

0.023 

0.211 

0.521 

247.10 

Over Exploited 

Netrampura 

0805000200707500 

0.10 

0.10 

- 

0.10 

- 

0.10 

0.06 

0.37 

0.02 

0.0100 

- 

- 

- 

0.010 

0.028 

0.125 

0.013 

0.113 

0.334 

296.47 

Over Exploited 

Nimbas 

0805000300718800 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.028 

1,898.41 

Over Exploited 

Noohaniya 

0805000300718300 

0.10 

0.26 

- 

0.26 

- 

0.26 

0.07 

0.49 

0.04 

- 

- 

- 

- 

- 

0.045 

0.302 

0.030 

0.272 

0.192 

70.74 

Semi Critical 

Palota 

0805000300720200 

0.10 

0.18 

- 

0.18 

- 

0.18 

0.08 

0.49 

0.03 

0.0100 

- 

- 

- 

0.010 

0.042 

0.221 

0.022 

0.199 

0.282 

141.70 

Over Exploited 

Panne Singh Pura 

0805000200707100 

0.10 

0.13 

- 

0.13 

- 

0.13 

0.07 

0.44 

0.02 

0.0100 

- 

- 

- 

0.010 

0.035 

0.168 

0.017 

0.151 

0.282 

186.49 

Over Exploited 

Paras Nagar 

0805000200714400 

0.10 

0.14 

- 

0.14 

0.01 

0.15 

0.07 

0.45 

0.03 

0.0200 

- 

- 

- 

0.020 

0.046 

0.192 

0.019 

0.173 

0.463 

267.77 

Over Exploited 

Peethola 

0805000300726900 

0.10 

0.16 

- 

0.16 

- 

0.16 

0.08 

0.54 

0.03 

- 

- 

- 

- 

- 

0.027 

0.184 

0.018 

0.165 

0.107 

64.87 

Safe 

Pichanwa 

0805000200714200 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.005 

0.083 

1,607.14 

Over Exploited 

Pichanwasi 

0805000200708300 

0.10 

0.18 

- 

0.18 

- 

0.18 

0.07 

0.45 

0.03 

- 

- 

- 

- 

- 

0.033 

0.208 

0.021 

0.187 

0.152 

80.86 

Semi Critical 

Prithvipura 

0805000300719800 

0.10 

0.02 

- 

0.02 

- 

0.02 

0.08 

0.52 

0.00 

- 

- 

- 

- 

- 

0.004 

0.029 

0.003 

0.026 

0.077 

301.39 

Over Exploited 

Puhaniya 

0805000300720400 

0.10 

0.22 

- 

0.22 

- 

0.22 

0.08 

0.50 

0.04 

0.0100 

- 

- 

- 

0.010 

0.049 

0.266 

0.027 

0.240 

0.314 

131.06 

Over Exploited 

Radhu Ki Dhani 

0805000300716900 

0.10 

0.06 

- 

0.06 

- 

0.06 

0.07 

0.47 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.081 

0.008 

0.073 

0.231 

318.05 

Over Exploited 

Raghuveerpura 

0805000200708400 

0.10 

0.11 

- 

0.11 

- 

0.11 

0.07 

0.45 

0.02 

0.0100 

- 

- 

- 

0.010 

0.031 

0.145 

0.014 

0.130 

0.293 

224.94 

Over Exploited 

Raipur (Jatan ) 

0805000300721300 

0.10 

0.19 

- 

0.19 

0.01 

0.20 

0.08 

0.49 

0.03 

0.0200 

- 

- 

- 

0.020 

0.055 

0.254 

0.025 

0.229 

0.465 

203.06 

Over Exploited 

Raj pura 

0805000300721600 

0.10 

0.16 

- 

0.16 

- 

0.16 

0.07 

0.48 

0.03 

0.0100 

- 

- 

- 

0.010 

0.040 

0.202 

0.020 

0.182 

0.399 

219.56 

Over Exploited 

Rajveerpura 

0805000200707200 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.013 

1,521.99 

Over Exploited 

Rambas 

0805000300718100 

0.10 

0.26 

- 

0.26 

- 

0.26 

0.07 

0.48 

0.05 

0.0100 

- 

- 

- 

0.010 

0.057 

0.320 

0.032 

0.288 

0.327 

113.72 

Over Exploited 

Rathiyon Ki Dhani 

0805000200707900 

0.10 

0.11 

- 

0.11 

- 

0.11 

0.07 

0.44 

0.02 

- 

- 

- 

- 

- 

0.020 

0.130 

0.013 

0.117 

0.157 

134.01 

Over Exploited 

Rayli 

0805000300718600 

0.10 

0.12 

- 

0.12 

- 

0.12 

0.07 

0.50 

0.02 

0.0100 

- 

- 

- 

0.010 

0.030 

0.146 

0.015 

0.132 

0.188 

142.26 

Over Exploited 

Rooppura 

0805000200705800 

0.10 

0.25 

- 

0.25 

- 

0.25 

0.07 

0.44 

0.05 

0.0100 

- 

- 

- 

0.010 

0.056 

0.307 

0.031 

0.277 

0.360 

130.29 

Over Exploited 

Saga 

0805000300719900 

0.10 

0.18 

- 

0.18 

- 

0.18 

0.08 

0.51 

0.03 

0.0100 

- 

- 

- 

0.010 

0.042 

0.222 

0.022 

0.199 

0.244 

122.55 

Over Exploited 

Saidpur 

0805000300715900 

0.10 

0.18 

- 

0.18 

- 

0.18 

0.07 

0.46 

0.03 

0.0100 

- 

- 

- 

0.010 

0.044 

0.225 

0.023 

0.203 

0.225 

111.24 

Over Exploited 

Salam Ka Bas 

0805000200715000 

0.10 

0.09 

- 

0.09 

- 

0.09 

0.07 

0.46 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.115 

0.012 

0.104 

0.344 

331.13 

Over Exploited 

Santriya 

0805000300722500 

0.10 

0.11 

- 

0.11 

- 

0.11 

0.08 

0.53 

0.02 

0.0100 

- 

- 

- 

0.010 

0.029 

0.139 

0.014 

0.125 

0.372 

296.98 

Over Exploited 

Sanwlod 

0805000300720300 

0.10 

0.29 

- 

0.29 

0.01 

0.30 

0.08 

0.49 

0.05 

0.0200 

- 

- 

- 

0.020 

0.072 

0.373 

0.037 

0.336 

0.584 

174.05 

Over Exploited 

Sardarpura 

0805000200706400 

0.10 

0.11 

- 

0.11 

- 

0.11 

0.07 

0.46 

0.02 

0.0100 

- 

- 

- 

0.010 

0.030 

0.138 

0.014 

0.124 

0.229 

184.57 

Over Exploited 

Shahpura 

0805000300715700 

0.10 

0.11 

- 

0.11 

- 

0.11 

0.07 

0.46 

0.02 

0.0100 

- 

- 

- 

0.010 

0.031 

0.142 

0.014 

0.128 

0.220 

171.67 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Shree Sardarpura 

080500040072860C 

7.350 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.004 

0.00 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Shyampura 

080500030071600C 

2.927 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.927 

-0.43 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.029 

0.40 

0.61 


Silarpuri 

0805000300721400 

6.724 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.724 

-0.79 

0.120 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.44 

0.066 

0.39 

0.55 


Singhana 

0805000300727300 

6.745 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.779 

0.22 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.13 

0.07 

0.09 

0.167 

0.13 

0.23 


Sirsala 

0805000200715200 

6.943 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.943 

-0.31 

0.080 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.55 

0.060 

0.39 

0.56 


Siwni 

0805000300722800 

2.009 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.009 

-0.07 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.020 

0.44 

0.76 


Sultana Ahiran 

0805000300716200 

8.147 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.147 

-0.30 

0.120 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.44 

0.080 

0.40 

0.60 


Swami Sehi 

0805000200709700 

5.591 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.088 

-1.21 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 


Tateeja 

0805000400728200 

8.265 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.217 

0.61 

0.120 

0.20 

0.03 

0.00 

0.00 

0.00 

0.62 

0.34 

0.72 

0.056 

0.36 

0.66 







Non-command 

Quartzite 

1.247 

0.61 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.11 

0.011 

0.07 

0.13 


Teekoopura 

0805000300726600 

2.265 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.577 

0.12 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.10 

0.015 

0.32 

0.58 


Thali 

0805000300723000 

3.711 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.859 

0.02 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.17 

0.018 

0.23 

0.40 


Theecholi 

0805000300721800 

8.167 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.704 

0.00 

0.120 

0.21 

0.01 

0.00 

0.00 

0.00 

0.20 

0.12 

0.74 

0.075 

0.41 

0.71 


Thonthi 

0805000300717100 

5.138 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.138 

-0.50 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.050 

0.40 

0.60 


Thonthwal 

0805000300720100 

2.424 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.424 

-0.20 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.024 

0.42 

0.67 


Ureeka 

0805000200706100 

5.176 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.176 

-0.73 

0.080 

0.29 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.10 

0.045 

0.39 

0.60 


Ureeki 

0805000200706200 

5.331 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.331 

-0.67 

0.080 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.046 

0.39 

0.60 


Vishanpura 

0805000300715600 

1.233 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.233 

-0.99 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.012 

0.39 

0.56 

16003014 

Abusar 

0805000100684700 

6.585 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.585 

0.34 

0.120 

0.14 

0.01 

0.00 

0.00 

0.00 

0.40 

0.18 

0.50 

0.046 

0.34 

0.77 


Adarsh Nagar 

0805000100681300 

0.843 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.843 

1.73 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.21 

0.09 

0.12 

0.006 

0.34 

0.77 


Ajari Kalan 

0805000100694300 

4.681 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.681 

-0.31 

0.120 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.70 

0.033 

0.38 

0.76 


Ajari Khurd 

0805000100690100 

5.769 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.769 

-0.48 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.040 

0.35 

0.77 


Alsisar 

0805000100673000 

25.239 

Fresh 

Non-command 

Non-command 

Older Alluvium 

23.141 

-0.13 

0.120 

0.13 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.145 

0.32 

0.65 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.001 

-0.13 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ambedkar Nagar 

0805000100689200 

1.290 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.290 

0.16 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.10 

0.05 

0.29 

0.009 

0.34 

0.77 


Anandpura 

0805000100672200 

3.432 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.044 

-0.11 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Angasar 

0805000100684400 

6.118 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.118 

0.13 

0.120 

0.13 

0.01 

0.00 

0.00 

0.00 

0.21 

0.10 

0.45 

0.043 

0.34 

0.77 


Ashok Nagar 

0805000100691200 

4.631 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.626 

-0.57 

0.120 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.48 

0.032 

0.36 

0.67 







Non-command 

Younger Alluvium 

0.004 

-0.57 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Badalwas 

0805000100689100 

3.009 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.009 

0.29 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.19 

0.09 

0.32 

0.021 

0.34 

0.77 


Baggar(M) 

0805000140504000 

16.989 

Fresh 

Non-command 

Non-command 

Older Alluvium 

15.128 

-0.27 

0.120 

0.90 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.17 

1.848 

0.32 

0.60 


Bajawa 

0805000600745700 

9.310 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.301 

-0.16 

0.100 

0.44 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.66 

0.088 

0.39 

0.77 


Bajla 

0805000100674400 

8.410 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.410 

-0.15 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.053 

0.35 

0.75 


Bakra 

0805000100693100 

15.455 

Fresh 

Non-command 

Non-command 

Older Alluvium 

15.455 

-0.26 

0.120 

0.49 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.82 

0.108 

0.35 

0.77 


Bara Gaon 

0805000600746100 

4.574 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.571 

-0.63 

0.100 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.69 

0.043 

0.37 

0.76 


Barwasi 

0805000500741300 

15.366 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.791 

-0.11 

0.090 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.031 

0.07 

0.13 


Bas Brahmanan 

0804000200600300 

7.274 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.865 

-0.02 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.012 

0.14 

0.25 





Saline 

Non-command 

Non-command 

Older Alluvium 

4.405 

-0.02 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.018 

0.21 

0.38 


Bas Budana 

0805000100680800 

2.174 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.174 

1.44 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.40 

0.18 

0.05 

0.015 

0.34 

0.77 


Bas Ghasiram Ka 

0805000100674200 

3.493 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.493 

-0.12 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.022 

0.35 

0.74 


Bas Nanag 

0805000100694500 

8.775 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.775 

-0.40 

0.120 

0.32 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.21 

0.061 

0.37 

0.76 


Basri 

0805000100674900 

9.011 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.011 

-0.08 

0.120 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.056 

0.35 

0.76 


Beebasar 

0805000100693300 

11.005 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.005 

-0.20 

0.120 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.72 

0.077 

0.35 

0.77 


Bhadunda Kalan 

0805000100692600 

16.749 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.791 

-0.79 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.006 

0.02 

0.03 







Non-command 

Younger Alluvium 

3.589 

-0.79 

0.150 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.73 

0.025 

0.08 

0.16 


Bhadunda Khurd 

0805000100692400 

11.018 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.067 

-0.70 

0.150 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.51 

0.028 

0.13 

0.26 


Bhagera 

0805000500741600 

3.758 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.758 

-0.16 

0.090 

0.27 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.03 

0.042 

0.39 

0.75 


Bhagwatpura 

0805000100672000 

6.191 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.008 

0.00 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhairoogarh 

0805000200700000 

3.831 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.807 

-0.41 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.007 

0.08 

0.13 


Bharoo Ka Bas 

0805000100673500 

3.819 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.819 

-0.12 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.024 

0.35 

0.73 


Bheemsar 

0805000100684200 

9.070 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.703 

-0.02 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.026 

0.14 

0.32 


Bhompura 

0805000100694000 

2.671 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.671 

-0.38 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.47 

0.019 

0.37 

0.76 


Bhorki 

0805000600748300 

33.217 

Fresh 

Non-command 

Non-command 

Older Alluvium 

32.942 

-0.37 

0.100 

1.37 

0.06 

0.00 

0.00 

0.01 

0.00 

0.00 

5.08 

0.310 

0.43 

0.76 


Bhuda Ka Bas 

0805000100669300 

5.192 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.709 

-0.05 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.004 

0.05 

0.09 


Bhurasar 

0805000100681700 

9.778 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.778 

-0.04 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.068 

0.34 

0.77 


Bhurasar Ka Bas 

0805000100681800 

2.469 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.469 

-0.08 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.017 

0.34 

0.77 


Bhuriwas 

0805000100689500 

0.971 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.971 

0.21 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.09 

0.04 

0.28 

0.007 

0.34 

0.77 


Bijarniya Ki Dhani 

0805000600748200 

5.663 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.226 

-0.21 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.002 

0.02 

0.03 


Binjusar 

0805000100694600 

6.433 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.433 

-0.47 

0.120 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.69 

0.045 

0.36 

0.77 


Bishanpura 

0805000100694700 

2.422 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.422 

-0.51 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.42 

0.017 

0.36 

0.76 


Bola Ki Dhani 

0805000200700100 

4.408 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.542 

-0.42 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.022 

0.20 

0.38 


Brahmano Ki Dhani 

0805000100681500 

1.025 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.025 

-0.02 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.006 

0.34 

0.77 


Budana 

0805000100680600 

6.300 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.300 

1.07 

0.120 

0.15 

0.01 

0.00 

0.00 

0.00 

0.95 

0.43 

0.55 

0.044 

0.35 

0.76 


Budaniya 

0805000200701700 

10.621 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.114 

-0.33 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.018 

0.07 

0.12 


Bugala 

0805000500741800 

14.542 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.542 

-0.26 

0.090 

0.65 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.40 

0.161 

0.39 

0.76 


Chak Ranasar 

0805000100669400 

1.427 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.126 

-0.11 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.007 

0.28 

0.52 


Chand Gothi 

0804000200601100 

24.542 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.025 

-0.45 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chandrapura 

0805000100688200 

4.253 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.764 

0.06 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.12 

0.012 

0.14 

0.32 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Shree Sardarpura 

0805000400728600 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

0.000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Shyampura 

0805000300716000 

0.10 

0.12 

- 

0.12 

- 

0.12 

0.07 

0.48 

0.02 

0.0100 

- 

- 

- 

0.010 

0.032 

0.150 

0.015 

0.135 

0.257 

190.12 

Over Exploited 

Silarpuri 

0805000300721400 

0.10 

0.26 

- 

0.26 

0.01 

0.27 

0.07 

0.46 

0.05 

0.0200 

- 

- 

- 

0.020 

0.069 

0.339 

0.034 

0.305 

0.510 

166.95 

Over Exploited 

Singhana 

0805000300727300 

0.10 

0.02 

52,922.37 

0.03 

- 

0.03 

0.02 

0.15 

0.00 

- 

- 

- 

- 

- 

0.004 

0.030 

0.002 

0.029 

0.253 

883.56 

Over Exploited 

Sirsala 

0805000200715200 

0.10 

0.27 

- 

0.27 

0.01 

0.28 

0.07 

0.46 

0.05 

0.0200 

- 

- 

- 

0.020 

0.070 

0.350 

0.035 

0.315 

0.610 

193.74 

Over Exploited 

Siwni 

0805000300722800 

0.10 

0.09 

- 

0.09 

- 

0.09 

0.08 

0.52 

0.02 

0.0100 

- 

- 

- 

0.010 

0.026 

0.115 

0.012 

0.104 

0.224 

215.89 

Over Exploited 

Sultana Ahiran 

0805000300716200 

0.10 

0.32 

- 

0.32 

0.01 

0.33 

0.07 

0.47 

0.06 

0.0200 

- 

- 

- 

0.020 

0.080 

0.415 

0.041 

0.373 

0.524 

140.36 

Over Exploited 

Swami Sehi 

0805000200709700 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.012 

20,971.79 

Over Exploited 

Tateeja 

0805000400728200 

0.20 

0.45 

(24.41) 

0.36 

0.03 

0.39 

0.06 

0.42 

0.08 

0.0800 

- 

- 

- 

0.080 

0.157 

0.547 

0.027 

0.519 

0.776 

149.47 

Over Exploited 



0.09 

0.01 

58,290.65 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.021 

0.001 

0.020 

0.117 

587.01 

Over Exploited 

Teekoopura 

0805000300726600 

0.10 

0.05 

(42.70) 

0.04 

- 

0.04 

0.06 

0.38 

0.01 

- 

- 

- 

- 

- 

0.009 

0.050 

0.002 

0.047 

0.111 

235.74 

Over Exploited 

Thali 

0805000300723000 

0.10 

0.04 

(27.10) 

0.03 

- 

0.03 

0.04 

0.27 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.051 

0.003 

0.049 

0.188 

385.30 

Over Exploited 

Theecholi 

0805000300721800 

0.10 

0.32 

(63.21) 

0.26 

0.01 

0.27 

0.07 

0.49 

0.06 

0.0300 

- 

- 

0.002 

0.033 

0.089 

0.357 

0.018 

0.339 

0.814 

240.39 

Over Exploited 

Thonthi 

0805000300717100 

0.10 

0.20 

- 

0.20 

- 

0.20 

0.07 

0.47 

0.04 

0.0100 

- 

- 

- 

0.010 

0.047 

0.250 

0.025 

0.225 

0.338 

150.13 

Over Exploited 

Thonthwal 

0805000300720100 

0.10 

0.10 

- 

0.10 

- 

0.10 

0.08 

0.49 

0.02 

0.0100 

- 

- 

- 

0.010 

0.028 

0.130 

0.013 

0.117 

0.180 

153.76 

Over Exploited 

Ureeka 

0805000200706100 

0.10 

0.20 

- 

0.20 

0.01 

0.21 

0.07 

0.46 

0.04 

0.0400 

- 

- 

- 

0.040 

0.076 

0.287 

0.029 

0.259 

1.149 

444.00 

Over Exploited 

Ureeki 

0805000200706200 

0.10 

0.21 

- 

0.21 

0.01 

0.22 

0.07 

0.46 

0.04 

0.0200 

- 

- 

- 

0.020 

0.058 

0.277 

0.028 

0.249 

0.478 

191.89 

Over Exploited 

Vishanpura 

0805000300715600 

0.10 

0.05 

- 

0.05 

- 

0.05 

0.07 

0.47 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.067 

0.007 

0.061 

0.240 

396.09 

Over Exploited 

Abusar 

0805000100684700 

0.10 

0.23 

(22.23) 

0.18 

0.01 

0.19 

0.06 

0.40 

0.04 

0.0200 

- 

- 

- 

0.020 

0.059 

0.250 

0.013 

0.238 

0.549 

231.09 

Over Exploited 

Adarsh Nagar 

0805000100681300 

0.10 

0.03 

215.73 

0.03 

- 

0.03 

0.06 

0.40 

0.01 

- 

- 

- 

- 

- 

0.005 

0.040 

0.002 

0.038 

0.124 

326.96 

Over Exploited 

Ajari Kalan 

0805000100694300 

0.10 

0.18 

- 

0.18 

0.01 

0.19 

0.06 

0.44 

0.03 

0.0300 

- 

- 

0.001 

0.031 

0.061 

0.248 

0.025 

0.223 

0.737 

330.66 

Over Exploited 

Ajari Khurd 

0805000100690100 

0.10 

0.20 

- 

0.20 

0.00 

0.20 

0.06 

0.41 

0.03 

0.0100 

- 

- 

0.001 

0.011 

0.045 

0.245 

0.025 

0.221 

0.385 

174.50 

Over Exploited 

Alsisar 

0805000100673000 

0.10 

0.74 

- 

0.74 

- 

0.74 

0.06 

0.38 

0.13 

0.0100 

- 

- 

- 

0.010 

0.139 

0.881 

0.088 

0.793 

0.473 

59.63 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ambedkar Nagar 

0805000100689200 

0.10 

0.04 

4.40 

0.05 

- 

0.05 

0.06 

0.40 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.064 

0.003 

0.061 

0.303 

498.63 

Over Exploited 

Anandpura 

0805000100672200 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Angasar 

0805000100684400 

0.10 

0.21 

(54.74) 

0.17 

0.01 

0.18 

0.06 

0.40 

0.04 

0.0200 

- 

- 

- 

0.020 

0.056 

0.234 

0.012 

0.223 

0.495 

222.13 

Over Exploited 

Ashok Nagar 

0805000100691200 

0.10 

0.17 

- 

0.17 

0.01 

0.18 

0.06 

0.42 

0.03 

0.0200 

- 

- 

- 

0.020 

0.050 

0.225 

0.023 

0.203 

0.516 

254.46 

Over Exploited 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Badalwas 

0805000100689100 

0.10 

0.10 

(16.52) 

0.09 

- 

0.09 

0.06 

0.40 

0.02 

0.0100 

- 

- 

- 

0.010 

0.028 

0.114 

0.006 

0.108 

0.336 

309.79 

Over Exploited 

Baggar(M) 

0805000140504000 

0.10 

0.48 

- 

0.48 

0.01 

0.49 

0.06 

0.37 

0.09 

0.0400 

- 

- 

0.004 

0.044 

0.131 

0.624 

0.062 

0.562 

3.013 

536.34 

Over Exploited 

Bajawa 

0805000600745700 

0.18 

0.65 

- 

0.65 

0.02 

0.67 

0.07 

0.45 

0.11 

0.0600 

- 

- 

0.001 

0.061 

0.171 

0.843 

0.084 

0.758 

1.744 

229.88 

Over Exploited 

Bajla 

0805000100674400 

0.10 

0.29 

- 

0.29 

- 

0.29 

0.06 

0.41 

0.05 

- 

- 

- 

- 

- 

0.051 

0.343 

0.034 

0.309 

0.171 

55.25 

Safe 

Bakra 

0805000100693100 

0.10 

0.53 

- 

0.53 

0.02 

0.55 

0.06 

0.40 

0.09 

0.0700 

- 

- 

0.002 

0.072 

0.164 

0.719 

0.072 

0.647 

1.924 

297.16 

Over Exploited 

Bara Gaon 

0805000600746100 

0.18 

0.30 

- 

0.30 

0.01 

0.31 

0.06 

0.43 

0.05 

0.0300 

- 

- 

0.002 

0.032 

0.084 

0.397 

0.040 

0.358 

0.732 

204.63 

Over Exploited 

Barwasi 

0805000500741300 

0.16 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.08 

0.01 

0.0100 

- 

- 

- 

0.010 

0.015 

0.048 

0.005 

0.043 

0.408 

953.53 

Over Exploited 

Bas Brahmanan 

0804000200600300 

0.06 

0.02 

- 

0.02 

- 

0.02 

0.03 

0.16 

0.00 

- 

- 

- 

- 

- 

0.004 

0.028 

0.003 

0.025 

0.012 

46.95 

Safe 



0.06 

0.06 

- 

0.06 

- 

0.06 

0.04 

0.25 

0.01 

- 

- 

- 

- 

- 

0.010 

0.067 

0.007 

0.060 

0.018 

30.53 

Safe 

Bas Budana 

0805000100680800 

0.10 

0.07 

135.83 

0.09 

0.00 

0.09 

0.06 

0.40 

0.01 

- 

- 

- 

0.000 

- 

0.013 

0.103 

0.005 

0.098 

0.068 

69.80 

Safe 

Bas Ghasiram Ka 

0805000100674200 

0.10 

0.12 

- 

0.12 

- 

0.12 

0.06 

0.41 

0.02 

- 

- 

- 

- 

- 

0.021 

0.142 

0.014 

0.128 

0.064 

49.77 

Safe 

Bas Nanag 

0805000100694500 

0.10 

0.32 

- 

0.32 

0.02 

0.34 

0.06 

0.43 

0.05 

0.0500 

- 

- 

0.001 

0.051 

0.106 

0.449 

0.045 

0.404 

1.274 

315.27 

Over Exploited 

Basri 

0805000100674900 

0.10 

0.31 

- 

0.31 

0.01 

0.32 

0.06 

0.41 

0.05 

0.0200 

- 

- 

- 

0.020 

0.074 

0.395 

0.040 

0.356 

0.518 

145.67 

Over Exploited 

Beebasar 

0805000100693300 

0.10 

0.38 

- 

0.38 

0.01 

0.39 

0.06 

0.41 

0.07 

0.0300 

- 

- 

- 

0.030 

0.096 

0.488 

0.049 

0.439 

0.796 

181.33 

Over Exploited 

Bhadunda Kalan 

0805000100692600 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.112 

7,741.29 

Over Exploited 



0.15 

0.04 

- 

0.04 

0.01 

0.05 

0.01 

0.09 

0.01 

0.0300 

- 

- 

0.002 

0.032 

0.039 

0.092 

0.009 

0.083 

0.759 

915.25 

Over Exploited 

Bhadunda Khurd 

0805000100692400 

0.15 

0.08 

- 

0.08 

0.01 

0.09 

0.02 

0.16 

0.01 

0.0200 

- 

- 

0.002 

0.022 

0.036 

0.129 

0.013 

0.116 

0.537 

461.32 

Over Exploited 

Bhagera 

0805000500741600 

0.16 

0.24 

- 

0.24 

0.01 

0.25 

0.06 

0.46 

0.04 

0.0400 

- 

- 

0.000 

0.040 

0.079 

0.325 

0.033 

0.293 

1.074 

366.87 

Over Exploited 

Bhagwatpura 

0805000100672000 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhairoogarh 

0805000200700000 

0.11 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.001 

0.007 

0.061 

861.10 

Over Exploited 

Bharoo Ka Bas 

0805000100673500 

0.10 

0.13 

- 

0.13 

- 

0.13 

0.06 

0.41 

0.02 

- 

- 

- 

- 

- 

0.023 

0.157 

0.016 

0.142 

0.142 

100.24 

Over Exploited 

Bheemsar 

0805000100684200 

0.10 

0.05 

- 

0.05 

- 

0.05 

0.02 

0.16 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.071 

0.007 

0.064 

0.167 

261.15 

Over Exploited 

Bhompura 

0805000100694000 

0.10 

0.10 

- 

0.10 

0.01 

0.11 

0.06 

0.43 

0.02 

0.0200 

- 

- 

- 

0.020 

0.037 

0.144 

0.014 

0.130 

0.485 

373.53 

Over Exploited 

Bhorki 

0805000600748300 

0.18 

2.56 

- 

2.56 

0.07 

2.62 

0.07 

0.50 

0.41 

0.1900 

- 

- 

0.008 

0.198 

0.607 

3.231 

0.323 

2.908 

5.390 

185.37 

Over Exploited 

Bhuda Ka Bas 

0805000100669300 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.016 

459.05 

Over Exploited 

Bhurasar 

0805000100681700 

0.10 

0.34 

- 

0.34 

- 

0.34 

0.06 

0.40 

0.06 

0.0100 

- 

- 

- 

0.010 

0.068 

0.404 

0.040 

0.363 

0.270 

74.34 

Semi Critical 

Bhurasar Ka Bas 

0805000100681800 

0.10 

0.08 

- 

0.08 

- 

0.08 

0.06 

0.40 

0.01 

0.0100 

- 

- 

- 

0.010 

0.025 

0.109 

0.011 

0.098 

0.160 

162.66 

Over Exploited 

Bhuriwas 

0805000100689500 

0.10 

0.03 

24.68 

0.04 

0.00 

0.04 

0.06 

0.40 

0.01 

0.0100 

- 

- 

0.001 

0.011 

0.017 

0.058 

0.003 

0.055 

0.284 

513.57 

Over Exploited 

Bijarniya Ki Dhani 

0805000600748200 

0.18 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.332 

3,410.55 

Over Exploited 

Binjusar 

0805000100694600 

0.10 

0.23 

- 

0.23 

0.01 

0.24 

0.06 

0.42 

0.04 

0.0300 

- 

- 

0.004 

0.034 

0.074 

0.318 

0.032 

0.286 

0.734 

256.39 

Over Exploited 

Bishanpura 

0805000100694700 

0.10 

0.09 

- 

0.09 

0.01 

0.10 

0.06 

0.42 

0.02 

0.0200 

- 

- 

- 

0.020 

0.035 

0.132 

0.013 

0.119 

0.441 

370.02 

Over Exploited 

Bola Ki Dhani 

0805000200700100 

0.11 

0.06 

- 

0.06 

0.00 

0.06 

0.04 

0.24 

0.01 

0.0100 

- 

- 

0.003 

0.013 

0.023 

0.082 

0.008 

0.074 

0.216 

293.64 

Over Exploited 

Brahmano Ki Dhani 

0805000100681500 

0.10 

0.04 

- 

0.04 

- 

0.04 

0.06 

0.40 

0.01 

- 

- 

- 

- 

- 

0.006 

0.041 

0.004 

0.037 

0.031 

84.50 

Semi Critical 

Budana 

0805000100680600 

0.10 

0.22 

97.41 

0.26 

0.01 

0.27 

0.06 

0.41 

0.04 

0.0200 

- 

- 

0.001 

0.021 

0.059 

0.331 

0.017 

0.314 

0.594 

189.06 

Over Exploited 

Budaniya 

0805000200701700 

0.11 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.030 

0.003 

0.027 

0.277 

1,037.66 

Over Exploited 

Bugala 

0805000500741800 

0.16 

0.91 

- 

0.91 

0.03 

0.94 

0.07 

0.46 

0.15 

0.0900 

- 

- 

0.004 

0.094 

0.246 

1.190 

0.119 

1.071 

2.556 

238.77 

Over Exploited 

Chak Ranasar 

0805000100669400 

0.10 

0.03 

- 

0.03 

- 

0.03 

0.05 

0.33 

0.01 

- 

- 

- 

- 

- 

0.005 

0.037 

0.004 

0.033 

0.025 

75.86 

Semi Critical 

Chand Gothi 

0804000200601100 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chandrapura 

0805000100688200 

0.10 

0.03 

(25.58) 

0.02 

- 

0.02 

0.02 

0.17 

0.00 

- 

- 

- 

- 

- 

0.004 

0.025 

0.001 

0.023 

0.135 

579.68 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Charan Ki Dhani 

0805000500743300 

13.845 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.853 

0.24 

0.090 

0.07 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.23 

0.043 

0.12 

0.21 


Charanwas @ Sultan 

0805000100690900 

6.427 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.427 

1.64 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

1.33 

0.60 

0.20 

0.045 

0.35 

0.76 


Charanwasi 

0805000100678900 

1.676 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.664 

-0.13 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.010 

0.34 

0.77 


Chatarpura 

0805000100685000 

3.413 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.224 

0.18 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.002 

0.02 

0.05 


Chhau 

0805000600745500 

14.313 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.336 

-0.19 

0.100 

0.39 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.38 

0.125 

0.37 

0.72 


Chinchroli 

0805000100691600 

4.242 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.638 

-0.55 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.004 

0.05 

0.10 


Choradi Athuni 

0805000500737700 

3.264 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.927 

0.34 

0.090 

0.08 

0.00 

0.00 

0.00 

0.00 

0.14 

0.06 

0.30 

0.021 

0.21 

0.45 


Dabli Dhani 

0804000200595900 

7.716 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.585 

-0.11 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.011 

0.12 

0.22 





Saline 

Non-command 

Non-command 

Older Alluvium 

5.064 

-0.11 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.021 

0.23 

0.43 


Dabri 

0805000500737800 

7.799 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.612 

-0.17 

0.090 

0.28 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.02 

0.084 

0.34 

0.75 


Dabri Dheersingh 

0805000100673600 

18.443 

Fresh 

Non-command 

Non-command 

Older Alluvium 

18.443 

-0.30 

0.120 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.44 

0.115 

0.35 

0.72 


Deepalwas 

0805000100689400 

1.204 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.204 

0.23 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.09 

0.04 

0.22 

0.008 

0.34 

0.77 


Delsar Kalan 

0805000500738100 

3.540 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.951 

-0.12 

0.090 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.022 

0.20 

0.42 


Delsar Khurd 

0805000500738200 

2.544 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.570 

-0.12 

0.090 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.017 

0.22 

0.47 


Derwala 

0805000100688900 

4.883 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.883 

0.17 

0.120 

0.11 

0.00 

0.00 

0.00 

0.00 

0.21 

0.09 

0.40 

0.034 

0.34 

0.77 


Desoosar 

0805000100681200 

1.417 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.417 

1.48 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.29 

0.13 

0.14 

0.010 

0.34 

0.77 


Devipura 

0805000100693700 

3.641 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.641 

-0.49 

0.120 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.67 

0.025 

0.35 

0.77 


Dhaka Ka Bas 

0805000500741500 

3.442 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.442 

-0.19 

0.090 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.61 

0.038 

0.38 

0.76 


Dhamora 

0805000600748700 

12.568 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.568 

-0.23 

0.100 

0.70 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.64 

0.118 

0.44 

0.75 


Dhani Baga Partan 

0805000100670400 

9.943 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.375 

-0.09 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.002 

0.01 

0.03 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.301 

-0.09 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.01 

0.02 


Dhani Barwa 

0805000100672900 

3.502 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.125 

-0.14 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 


Dhani Bhera Ki Nor 

0805000100689700 

1.068 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.068 

0.37 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.11 

0.05 

0.23 

0.007 

0.34 

0.77 


Dhani Bhera Ki Sou 

0805000100689800 

0.805 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.805 

0.31 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.07 

0.03 

0.17 

0.006 

0.34 

0.77 


Dhani Charan 

0805000100669500 

1.303 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.158 

-0.11 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.007 

0.31 

0.59 


Dhani Majhau 

0805000600748500 

5.229 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.229 

-0.26 

0.100 

0.24 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.90 

0.049 

0.44 

0.76 


Dhani Meelon Ki 

0805000100689600 

1.378 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.378 

0.30 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.09 

0.04 

0.17 

0.010 

0.34 

0.77 


Dhani Purohiton Ki 

0805000100689900 

2.759 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.759 

0.06 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.13 

0.06 

0.44 

0.019 

0.34 

0.77 


Dhanuri 

0805000100674700 

10.985 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.985 

-0.07 

0.120 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.47 

0.069 

0.35 

0.77 


Dheva Ka Bas 

0805000100693500 

0.630 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.630 

-0.45 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.44 

0.004 

0.35 

0.77 


Dhigal 

0805000500737600 

15.835 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.024 

1.18 

0.090 

0.27 

0.01 

0.00 

0.00 

0.00 

1.65 

0.74 

0.88 

0.144 

0.28 

0.63 


Dhola khera 

0805000600748800 

17.505 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.155 

-0.08 

0.100 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.49 

0.067 

0.18 

0.31 


Dilawarpura 

0805000200699300 

5.504 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.504 

-0.37 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.048 

0.35 

0.73 


Doodiyo Ki Dhani 

0805000500737400 

2.584 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.517 

0.18 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.08 

0.006 

0.07 

0.15 


Doolpura 

0805000100669800 

1.741 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.150 

-0.07 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.03 

0.06 


Doradas 

0805000100693800 

5.463 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.463 

-0.51 

0.120 

0.43 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.67 

0.038 

0.35 

0.77 


Dorasar 

0805000100692700 

8.474 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.072 

-0.83 

0.120 

0.27 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.02 

0.056 

0.34 

0.72 


Durana 

0805000100684900 

3.094 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.974 

0.36 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.17 

0.07 

0.15 

0.021 

0.33 

0.74 


Durjanpura 

0805000100684800 

4.219 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.219 

0.38 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.29 

0.13 

0.36 

0.029 

0.34 

0.77 


Fatehsara 

0805000100693200 

2.989 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.989 

-0.31 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.021 

0.35 

0.77 


Fatehsari 

0805000500737500 

4.276 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.353 

0.23 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.004 

0.03 

0.06 


Gheerawali Dhani 

0805000200702100 

0.811 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.008 

-0.46 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Ghumansar Khurd 

0805000200701800 

7.035 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.197 

-0.22 

0.120 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.054 

0.31 

0.57 


Gokhri 

0805000100670000 

9.500 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.196 

-0.08 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

6.333 

-0.08 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.040 

0.23 

0.45 


Gopalpura 

0805000100679400 

2.924 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.924 

0.13 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.03 

0.08 

0.018 

0.34 

0.77 


Govindpura 

0805000100672800 

4.069 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.161 

-0.15 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.03 



0805000200699600 

3.532 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.532 

-0.40 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.031 

0.35 

0.67 


Gugan Ki Dhani 

0805000100673300 

1.857 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.857 

-0.09 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.012 

0.35 

0.71 


Gumana Ka Was 

0805000600745600 

14.127 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.127 

-0.34 

0.100 

0.14 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.133 

0.38 

0.77 


Hameer Khurd 

0805000100681600 

2.855 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.855 

-0.07 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.018 

0.34 

0.77 


Flameeri Kalan 

0805000100681000 

4.085 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.085 

0.48 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.26 

0.12 

0.08 

0.026 

0.34 

0.77 


Flameerwas 

0805000100688000 

4.804 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.802 

1.22 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.80 

0.35 

0.32 

0.033 

0.34 

0.77 


Hameerwas ( Bajawa 

0805000100694800 

3.920 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.920 

-0.56 

0.120 

0.23 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.88 

0.027 

0.36 

0.76 


Hameerwas Lamba 

0805000100680200 

4.874 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.874 

-0.27 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.034 

0.36 

0.66 


Flameerwas Rijani 

0805000100682000 

2.802 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.802 

-0.05 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.020 

0.34 

0.77 


Hansalsar 

0805000600746200 

16.566 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.642 

-0.57 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.015 

0.04 

0.07 


Hansasar 

0805000100678700 

10.925 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.133 

-0.21 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.007 

0.04 

0.08 


Hansasari 

0805000100678800 

8.788 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.643 

-0.08 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.042 

0.26 

0.58 


Flanuman Pura 

0805000100688800 

4.665 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.665 

-0.10 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.033 

0.34 

0.77 


Hanutpura 

0805000100679800 

7.630 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.630 

-0.10 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.048 

0.35 

0.76 


Haripura 

0805000100672400 

4.030 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.030 

-0.11 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.025 

0.35 

0.74 


Flejampura 

0805000100692000 

4.272 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.235 

-0.33 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.030 

0.34 

0.75 







Non-command 

Younger Alluvium 

0.037 

-0.33 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Indali 

0805000100692300 

10.968 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.033 

-0.75 

0.120 

0.26 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.93 

0.070 

0.32 

0.69 







Non-command 

Younger Alluvium 

0.935 

-0.75 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.007 

0.03 

0.06 


Indrapura 

0805000100679500 

5.676 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.676 

0.59 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.43 

0.19 

0.08 

0.035 

0.34 

0.77 


Isharpura 

0805000100680900 

1.316 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.316 

0.67 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.06 

0.11 

0.008 

0.34 

0.77 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Charan Ki Dhani 

0805000500743300 

0.16 

0.08 

19.34 

0.09 

- 

0.09 

0.02 

0.14 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.112 

0.006 

0.107 

0.273 

255.28 

Over Exploited 

Charanwas @ Sultan 

0805000100690900 

0.10 

0.22 

169.93 

0.27 

0.00 

0.27 

0.06 

0.41 

0.04 

0.0100 

- 

- 

0.001 

0.011 

0.050 

0.317 

0.016 

0.301 

0.245 

81.29 

Semi Critical 

Charanwasi 

0805000100678900 

0.10 

0.06 

- 

0.06 

- 

0.06 

0.06 

0.40 

0.01 

- 

- 

- 

- 

- 

0.010 

0.067 

0.007 

0.060 

0.119 

199.16 

Over Exploited 

Chatarpura 

0805000100685000 

0.10 

0.00 

315.34 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.019 

2,815.03 

Over Exploited 

Chhau 

0805000600745500 

0.18 

0.90 

- 

0.90 

0.02 

0.92 

0.06 

0.44 

0.15 

0.0500 

- 

- 

0.005 

0.055 

0.204 

1.126 

0.113 

1.013 

1.501 

148.19 

Over Exploited 

Chinchroli 

0805000100691600 

0.15 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.006 

0.064 

1,160.35 

Over Exploited 

Choradi Athuni 

0805000500737700 

0.16 

0.06 

0.05 

0.06 

- 

0.06 

0.04 

0.24 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.084 

0.004 

0.080 

0.316 

394.96 

Over Exploited 

Dabli Dhani 

0804000200595900 

0.06 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.14 

0.00 

- 

- 

- 

- 

- 

0.003 

0.022 

0.002 

0.019 

0.011 

55.46 

Safe 



0.06 

0.07 

- 

0.07 

- 

0.07 

0.04 

0.27 

0.01 

- 

- 

- 

- 

- 

0.013 

0.083 

0.008 

0.075 

0.033 

44.39 

Safe 

Dabri 

0805000500737800 

0.16 

0.42 

- 

0.42 

0.01 

0.43 

0.06 

0.40 

0.07 

0.0400 

- 

- 

- 

0.040 

0.112 

0.539 

0.054 

0.485 

1.099 

226.70 

Over Exploited 

Dabri Dheersingh 

0805000100673600 

0.10 

0.65 

- 

0.65 

0.01 

0.66 

0.06 

0.41 

0.11 

0.0200 

- 

- 

0.002 

0.022 

0.136 

0.795 

0.079 

0.715 

0.552 

77.21 

Semi Critical 

Deepalwas 

0805000100689400 

0.10 

0.04 

(0.17) 

0.04 

- 

0.04 

0.06 

0.40 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.058 

0.003 

0.056 

0.228 

411.32 

Over Exploited 

Delsar Kalan 

0805000500738100 

0.16 

0.06 

- 

0.06 

- 

0.06 

0.03 

0.23 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.083 

0.008 

0.075 

0.245 

327.99 

Over Exploited 

Delsar Khurd 

0805000500738200 

0.16 

0.06 

- 

0.06 

- 

0.06 

0.04 

0.26 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.075 

0.007 

0.067 

0.327 

486.63 

Over Exploited 

Derwala 

0805000100688900 

0.10 

0.17 

(44.69) 

0.13 

- 

0.13 

0.06 

0.40 

0.03 

0.0100 

- 

- 

- 

0.010 

0.039 

0.173 

0.009 

0.165 

0.429 

260.48 

Over Exploited 

Desoosar 

0805000100681200 

0.10 

0.05 

166.39 

0.06 

- 

0.06 

0.06 

0.40 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.077 

0.004 

0.073 

0.145 

198.45 

Over Exploited 

Devipura 

0805000100693700 

0.10 

0.13 

- 

0.13 

0.01 

0.14 

0.06 

0.41 

0.02 

0.0300 

- 

- 

0.003 

0.033 

0.055 

0.195 

0.019 

0.175 

0.695 

397.01 

Over Exploited 

Dhaka Ka Bas 

0805000500741500 

0.16 

0.21 

- 

0.21 

0.01 

0.22 

0.06 

0.45 

0.04 

0.0200 

- 

- 

- 

0.020 

0.055 

0.277 

0.028 

0.249 

0.643 

258.05 

Over Exploited 

Dhamora 

0805000600748700 

0.18 

1.00 

- 

1.00 

0.03 

1.03 

0.07 

0.51 

0.16 

0.1000 

- 

- 

0.005 

0.106 

0.265 

1.298 

0.130 

1.168 

2.756 

235.93 

Over Exploited 

Dhani Baga Partan 

0805000100670400 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.019 

3,701.94 

Over Exploited 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.014 

4,128.20 

Over Exploited 

Dhani Barwa 

0805000100672900 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Dhani Bhera Ki Nor 

0805000100689700 

0.10 

0.04 

29.14 

0.04 

0.00 

0.04 

0.06 

0.40 

0.01 

0.0100 

- 

- 

0.000 

0.010 

0.017 

0.061 

0.003 

0.058 

0.238 

413.17 

Over Exploited 

Dhani Bhera Ki Sou 

0805000100689800 

0.10 

0.03 

13.09 

0.03 

- 

0.03 

0.06 

0.40 

0.00 

0.0100 

- 

- 

- 

0.010 

0.015 

0.046 

0.002 

0.044 

0.178 

405.69 

Over Exploited 

Dhani Charan 

0805000100669500 

0.10 

0.04 

- 

0.04 

- 

0.04 

0.05 

0.37 

0.01 

- 

- 

- 

- 

- 

0.006 

0.043 

0.004 

0.038 

0.055 

144.32 

Over Exploited 

Dhani Majhau 

0805000600748500 

0.18 

0.41 

- 

0.41 

0.01 

0.42 

0.07 

0.51 

0.07 

0.0300 

- 

- 

- 

0.030 

0.096 

0.516 

0.052 

0.464 

0.944 

203.38 

Over Exploited 

Dhani Meelon Ki 

0805000100689600 

0.10 

0.05 

(17.43) 

0.04 

0.00 

0.04 

0.06 

0.40 

0.01 

0.0100 

- 

- 

0.002 

0.012 

0.020 

0.060 

0.003 

0.057 

0.176 

308.19 

Over Exploited 

Dhani Purohiton Ki 

0805000100689900 

0.10 

0.09 

(40.36) 

0.08 

0.01 

0.09 

0.06 

0.40 

0.02 

0.0200 

- 

- 

0.004 

0.024 

0.041 

0.129 

0.006 

0.123 

0.456 

371.29 

Over Exploited 

Dhanuri 

0805000100674700 

0.10 

0.38 

- 

0.38 

0.01 

0.39 

0.06 

0.40 

0.07 

0.0200 

- 

- 

- 

0.020 

0.086 

0.475 

0.047 

0.427 

0.536 

125.38 

Over Exploited 

Dheva Ka Bas 

0805000100693500 

0.10 

0.02 

- 

0.02 

0.01 

0.03 

0.06 

0.41 

0.00 

0.0200 

- 

- 

0.002 

0.022 

0.025 

0.058 

0.006 

0.053 

0.448 

853.75 

Over Exploited 

Dhigal 

0805000500737600 

0.16 

0.59 

25.00 

0.71 

0.01 

0.72 

0.05 

0.33 

0.10 

0.0300 

- 

- 

- 

0.030 

0.132 

0.854 

0.043 

0.811 

1.025 

126.47 

Over Exploited 

Dhola khera 

0805000600748800 

0.18 

0.23 

- 

0.23 

0.01 

0.24 

0.03 

0.21 

0.04 

0.0200 

- 

- 

0.001 

0.021 

0.058 

0.302 

0.030 

0.272 

0.552 

202.93 

Over Exploited 

Dilawarpura 

0805000200699300 

0.11 

0.21 

- 

0.21 

0.01 

0.23 

0.06 

0.41 

0.04 

0.0200 

- 

- 

0.005 

0.025 

0.062 

0.288 

0.029 

0.259 

0.458 

176.83 

Over Exploited 

Doodiyo Ki Dhani 

0805000500737400 

0.16 

0.01 

125.18 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.008 

0.090 

1,183.56 

Over Exploited 

Doolpura 

0805000100669800 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.001 

- 

Safe 

Doradas 

0805000100693800 

0.10 

0.19 

- 

0.19 

0.02 

0.22 

0.06 

0.42 

0.03 

0.0600 

- 

- 

0.003 

0.064 

0.097 

0.313 

0.031 

0.282 

1.709 

607.00 

Over Exploited 

Dorasar 

0805000100692700 

0.10 

0.27 

- 

0.27 

0.01 

0.28 

0.06 

0.40 

0.05 

0.0400 

- 

- 

0.002 

0.042 

0.089 

0.374 

0.037 

0.337 

1.073 

318.65 

Over Exploited 

Durana 

0805000100684900 

0.10 

0.10 

(24.13) 

0.08 

- 

0.08 

0.06 

0.39 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.106 

0.005 

0.100 

0.166 

165.15 

Over Exploited 

Durjanpura 

0805000100684800 

0.10 

0.14 

(10.52) 

0.13 

- 

0.13 

0.06 

0.40 

0.03 

0.0100 

- 

- 

- 

0.010 

0.035 

0.165 

0.008 

0.157 

0.392 

250.73 

Over Exploited 

Fatehsara 

0805000100693200 

0.10 

0.10 

- 

0.10 

- 

0.10 

0.06 

0.41 

0.02 

0.0100 

- 

- 

- 

0.010 

0.028 

0.131 

0.013 

0.118 

0.333 

281.78 

Over Exploited 

Fatehsari 

0805000500737500 

0.16 

0.00 

385.87 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.047 

2,213.47 

Over Exploited 

Gheerawali Dhani 

0805000200702100 

0.11 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ghumansar Khurd 

0805000200701800 

0.11 

0.21 

- 

0.21 

0.00 

0.22 

0.06 

0.37 

0.04 

0.0100 

- 

- 

0.001 

0.011 

0.050 

0.265 

0.027 

0.239 

0.410 

171.53 

Over Exploited 

Gokhri 

0805000100670000 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

815.25 

Over Exploited 



0.10 

0.15 

- 

0.15 

- 

0.15 

0.04 

0.27 

0.03 

- 

- 

- 

- 

- 

0.026 

0.174 

0.017 

0.157 

0.046 

29.08 

Safe 

Gopalpura 

0805000100679400 

0.10 

0.10 

(66.26) 

0.08 

- 

0.08 

0.06 

0.40 

0.02 

- 

- 

- 

- 

- 

0.017 

0.098 

0.005 

0.093 

0.102 

110.15 

Over Exploited 

Govindpura 

0805000100672800 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.009 

3,857.35 

Over Exploited 


0805000200699600 

0.11 

0.14 

- 

0.14 

0.00 

0.14 

0.06 

0.42 

0.02 

0.0100 

- 

- 

0.001 

0.011 

0.036 

0.175 

0.017 

0.157 

0.377 

239.73 

Over Exploited 

Gugan Ki Dhani 

0805000100673300 

0.10 

0.07 

- 

0.07 

- 

0.07 

0.06 

0.41 

0.01 

- 

- 

- 

- 

- 

0.011 

0.077 

0.008 

0.069 

0.071 

102.29 

Over Exploited 

Gumana Ka Was 

0805000600745600 

0.18 

0.96 

- 

0.96 

0.00 

0.97 

0.06 

0.44 

0.16 

0.0100 

- 

- 

0.006 

0.016 

0.179 

1.146 

0.115 

1.031 

0.529 

51.29 

Safe 

Flameer Khurd 

0805000100681600 

0.10 

0.10 

- 

0.10 

- 

0.10 

0.06 

0.40 

0.02 

- 

- 

- 

- 

- 

0.017 

0.115 

0.011 

0.103 

0.102 

98.41 

Critical 

Flameeri Kalan 

0805000100681000 

0.10 

0.14 

(16.92) 

0.12 

- 

0.12 

0.06 

0.40 

0.02 

- 

- 

- 

- 

- 

0.024 

0.141 

0.007 

0.134 

0.102 

75.87 

Semi Critical 

Flameerwas 

0805000100688000 

0.10 

0.17 

114.43 

0.20 

- 

0.20 

0.06 

0.40 

0.03 

0.0100 

- 

- 

- 

0.010 

0.039 

0.237 

0.012 

0.225 

0.356 

158.41 

Over Exploited 

Flameerwas ( Bajawa 

0805000100694800 

0.10 

0.14 

- 

0.14 

0.01 

0.15 

0.06 

0.42 

0.02 

0.0300 

- 

- 

- 

0.030 

0.054 

0.206 

0.021 

0.186 

0.903 

486.12 

Over Exploited 

Flameerwas Lamba 

0805000100680200 

0.10 

0.17 

- 

0.17 

0.00 

0.17 

0.06 

0.42 

0.03 

0.0100 

- 

- 

0.001 

0.011 

0.042 

0.216 

0.022 

0.194 

0.169 

87.10 

Semi Critical 

Flameerwas Rijani 

0805000100682000 

0.10 

0.10 

- 

0.10 

- 

0.10 

0.06 

0.40 

0.02 

- 

- 

- 

- 

- 

0.017 

0.113 

0.011 

0.102 

0.146 

143.24 

Over Exploited 

Flansalsar 

0805000600746200 

0.18 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.002 

0.013 

0.001 

0.012 

0.133 

1,141.21 

Over Exploited 

Flansasar 

0805000100678700 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.004 

0.066 

1,547.41 

Over Exploited 

Flansasari 

0805000100678800 

0.10 

0.17 

- 

0.17 

- 

0.17 

0.04 

0.31 

0.03 

0.0100 

- 

- 

- 

0.010 

0.040 

0.213 

0.021 

0.191 

0.389 

202.97 

Over Exploited 

Flanuman Pura 

0805000100688800 

0.10 

0.16 

- 

0.16 

- 

0.16 

0.06 

0.40 

0.03 

0.0100 

- 

- 

- 

0.010 

0.038 

0.199 

0.020 

0.179 

0.382 

213.44 

Over Exploited 

Flanutpura 

0805000100679800 

0.10 

0.26 

- 

0.26 

0.00 

0.27 

0.06 

0.41 

0.05 

0.0100 

- 

- 

0.003 

0.013 

0.059 

0.326 

0.033 

0.293 

0.182 

61.97 

Safe 

Flaripura 

0805000100672400 

0.10 

0.14 

- 

0.14 

- 

0.14 

0.06 

0.41 

0.02 

0.0100 

- 

- 

- 

0.010 

0.034 

0.174 

0.017 

0.157 

0.193 

123.33 

Over Exploited 

Flejampura 

0805000100692000 

0.10 

0.15 

- 

0.15 

- 

0.15 

0.06 

0.40 

0.03 

0.0100 

- 

- 

- 

0.010 

0.035 

0.181 

0.018 

0.163 

0.363 

221.97 

Over Exploited 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Indali 

0805000100692300 

0.10 

0.32 

- 

0.32 

0.01 

0.33 

0.06 

0.38 

0.06 

0.0300 

- 

- 

0.002 

0.032 

0.088 

0.422 

0.042 

0.380 

1.003 

264.16 

Over Exploited 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.004 

0.129 

2,896.44 

Over Exploited 

Indrapura 

0805000100679500 

0.10 

0.20 

(2.12) 

0.19 

0.00 

0.19 

0.06 

0.40 

0.03 

- 

- 

- 

0.002 

0.002 

0.036 

0.228 

0.011 

0.217 

0.119 

55.09 

Safe 

Isharpura 

0805000100680900 

0.10 

0.05 

33.74 

0.05 

- 

0.05 

0.06 

0.40 

0.01 

- 

- 

- 

- 

- 

0.008 

0.062 

0.003 

0.059 

0.117 

198.69 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Islampur 

080500010069150C 

7.809 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.945 

-0.42 

0.120 

0.33 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.68 

0.482 

0.18 

0.33 







Non-command 

Younger Alluvium 

1.164 

-0.42 

0.150 

0.12 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.142 

0.05 

0.10 


Jaisingh Pura 

0805000500741400 

5.234 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.605 

-0.12 

0.090 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.018 

0.13 

0.23 


Jaitpura 

0805000100679300 

5.480 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.480 

0.04 

0.120 

0.11 

0.00 

0.00 

0.00 

0.00 

0.14 

0.06 

0.38 

0.034 

0.34 

0.77 


Jakhal 

0805000500742000 

16.075 

Fresh 

Non-command 

Non-command 

Older Alluvium 

16.075 

-0.26 

0.090 

0.85 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

3.18 

0.178 

0.42 

0.77 


Jakhara 

0805000200699700 

2.389 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.221 

-0.38 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.011 

0.18 

0.32 


Jakhron Ka Bas 

0805000100692200 

5.116 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.110 

-0.84 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.036 

0.35 

0.76 


Janau Khari 

0804000200600400 

11.281 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.389 

0.13 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.006 

0.04 

0.08 


Janau Meethi 

0804000200601200 

8.990 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.467 

-0.04 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.027 

0.25 

0.44 


Jaswantpura 

0804000200601300 

20.918 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.080 

0.08 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.034 

0.14 

0.24 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.032 

0.08 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jeevanwali Dhani 

0805000100680500 

2.591 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.591 

0.94 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.36 

0.17 

0.25 

0.018 

0.35 

0.75 


Jei Pahari 

0805000100691100 

5.563 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.563 

0.13 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.18 

0.08 

0.33 

0.039 

0.35 

0.73 


Jejusar 

0805000500738300 

7.245 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.067 

-0.05 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.00 

0.01 


Jhunjhunun ( Rural 

0805000100681400 

7.172 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.042 

0.74 

0.120 

0.29 

0.01 

0.00 

0.00 

0.00 

0.91 

0.40 

1.11 

0.049 

0.34 

0.76 


Jhunjhunun (M) 

0805000140503000 

43.076 

Fresh 

Non-command 

Non-command 

Older Alluvium 

42.453 

0.28 

0.120 

1.70 

0.00 

0.00 

0.00 

0.00 

3.14 

1.39 

0.00 

5.186 

0.34 

0.76 


Kakreu Kalan 

0805000100673200 

9.180 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.180 

-0.12 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.057 

0.35 

0.70 


Kakreu Khurd 

0805000100673400 

4.886 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.886 

-0.13 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.031 

0.35 

0.72 


Kaleri Dhani 

0805000100680000 

3.541 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.541 

0.64 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.35 

0.16 

0.27 

0.025 

0.35 

0.76 


Kali Pahari 

0805000100691900 

10.511 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.511 

0.15 

0.120 

0.20 

0.01 

0.00 

0.00 

0.00 

0.37 

0.17 

0.70 

0.073 

0.35 

0.74 


Kant 

0805000100672100 

7.689 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.090 

-0.04 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.032 

0.23 

0.49 


Kari 

0805000500742100 

19.445 

Fresh 

Non-command 

Non-command 

Older Alluvium 

19.445 

-0.25 

0.090 

0.74 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.66 

0.216 

0.41 

0.76 


Kasimpura 

0805000100680300 

9.241 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.241 

0.20 

0.120 

0.13 

0.01 

0.00 

0.00 

0.00 

0.34 

0.16 

0.42 

0.064 

0.35 

0.73 


Kayampura 

0805000100674000 

2.061 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.061 

-0.11 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.013 

0.35 

0.74 


Kayasthpura 

0805000100680400 

4.724 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.724 

-0.15 

0.120 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.033 

0.35 

0.70 


Keharpura Kalan 

0805000200711400 

7.201 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.002 

-0.54 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kesaripura 

0805000600745900 

4.500 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.331 

-0.31 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.003 

0.03 

0.06 


Khabarpura 

0804000200600100 

2.705 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.425 

-0.03 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.06 

0.10 


Khagan Ka Bas 

0805000100688600 

1.582 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.582 

0.57 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.20 

0.09 

0.34 

0.011 

0.34 

0.77 


Khajpur Bas 

0805000100690600 

3.031 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.031 

0.25 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.16 

0.07 

0.27 

0.021 

0.35 

0.77 


Khajpur Naya 

0805000100690700 

4.481 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.481 

0.86 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.54 

0.24 

0.27 

0.031 

0.34 

0.77 


Khajpur Purana 

0805000100690500 

2.950 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.950 

0.30 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.19 

0.09 

0.33 

0.021 

0.34 

0.77 


Khariya 

0805000100674100 

3.313 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.313 

-0.11 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.021 

0.35 

0.74 


Khariyabas 

0804000200595600 

4.567 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.482 

-0.14 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.019 

0.35 

0.65 


Kharkhari 

0805000100679100 

2.471 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.471 

0.00 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.015 

0.34 

0.77 


Khatehpura 

0805000100692100 

2.224 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.218 

-0.68 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.015 

0.35 

0.76 


Khatiyon Ka Bas 

0805000100673700 

1.635 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.635 

-0.38 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.010 

0.35 

0.73 


Khatiyonwali Dhani 

0805000100680700 

3.550 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.550 

1.62 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.72 

0.32 

0.09 

0.025 

0.35 

0.76 


Kheedarsar ( Rural 

0805000100688400 

6.767 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.767 

0.45 

0.120 

0.14 

0.01 

0.00 

0.00 

0.00 

0.50 

0.22 

0.51 

0.047 

0.34 

0.77 


Khichron Ka Bas 

0805000100673800 

5.203 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.203 

-0.16 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.033 

0.35 

0.75 


Khinwasar 

0805000600748000 

6.398 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.109 

0.21 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.13 

0.010 

0.07 

0.14 


Khori 

0805000100669200 

6.923 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.571 

-0.11 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.004 

0.03 

0.05 


Khudana 

0805000200702300 

7.417 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.515 

-0.54 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.013 

0.07 

0.12 







Non-command 

Younger Alluvium 

0.206 

-0.54 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.002 

0.01 

0.02 


Kolsiya 

0805000500742200 

10.163 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.374 

-0.08 

0.090 

0.53 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.01 

0.082 

0.31 

0.55 


Koonjla Bas 

0804000200601700 

4.380 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.380 

0.01 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.018 

0.35 

0.68 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.01 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kulod Kalan 

0805000100690300 

1.921 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.920 

-0.67 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.013 

0.35 

0.77 


Kulod Khurd 

0805000100690400 

2.906 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.906 

-0.38 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.42 

0.020 

0.35 

0.77 


Kumawas 

0805000500739500 

8.623 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.399 

-0.11 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.004 

0.02 

0.03 


Kyamsar 

0805000100674600 

5.426 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.426 

-0.08 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.034 

0.35 

0.76 


Ladusar 

0805000100675200 

11.284 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.559 

-0.05 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.053 

0.26 

0.58 


Lalpur 

0805000100679900 

13.068 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.068 

-0.09 

0.120 

0.30 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.09 

0.091 

0.35 

0.75 


Lamba 

0805000200699500 

9.532 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.532 

-0.23 

0.120 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.51 

0.083 

0.35 

0.71 


Leelawathi 

0804000200600200 

3.852 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.734 

-0.04 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.016 

0.34 

0.61 


Loona 

0805000100679200 

7.070 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.070 

-0.03 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.044 

0.34 

0.77 


Lootoo 

0805000100675300 

12.932 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.372 

-0.03 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.009 

0.04 

0.08 


Madansar 

0805000100685100 

2.207 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.003 

0.01 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mahradas 

0805000100672300 

3.773 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.633 

-0.12 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.023 

0.33 

0.71 


Mahti Ki Dhani 

0805000200699000 

5.330 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.269 

-0.41 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.046 

0.35 

0.67 


Mainas 

0805000500739600 

7.709 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.698 

-0.11 

0.090 

0.28 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.02 

0.085 

0.38 

0.75 


Majhau 

0805000600748400 

15.652 

Fresh 

Non-command 

Non-command 

Older Alluvium 

15.652 

-0.26 

0.100 

0.28 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.92 

0.147 

0.43 

0.76 


Makhar 

0805000100691400 

11.750 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.310 

-0.53 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.002 

0.01 

0.02 







Non-command 

Younger Alluvium 

1.696 

-0.53 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.012 

0.05 

0.09 


Mali Gaon 

0805000200701900 

4.393 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.393 

-0.22 

0.120 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.038 

0.36 

0.67 


Malsar 

0805000100692900 

6.840 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.840 

-0.66 

0.120 

0.50 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.91 

0.836 

0.35 

0.77 


Mandrela 

0805000200699200 

12.647 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.672 

-0.41 

0.120 

0.33 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.20 

0.092 

0.30 

0.58 


Manpura 

0805000200700200 

3.941 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.005 

-0.42 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Islampur 

0805000100691500 

0.10 

0.07 

- 

0.07 

0.01 

0.08 

0.03 

0.22 

0.01 

0.0300 

- 

- 

0.001 

0.031 

0.044 

0.127 

0.013 

0.114 

1.163 

1,017.27 

Over Exploited 



0.15 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.021 

0.002 

0.019 

0.432 

2,272.87 

Over Exploited 

Jaisingh Pura 

0805000500741400 

0.16 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.15 

0.01 

0.0100 

- 

- 

- 

0.010 

0.015 

0.048 

0.005 

0.043 

0.227 

529.54 

Over Exploited 

Jaitpura 

0805000100679300 

0.10 

0.19 

(67.82) 

0.15 

- 

0.15 

0.06 

0.40 

0.03 

0.0100 

- 

- 

- 

0.010 

0.043 

0.193 

0.010 

0.184 

0.412 

224.57 

Over Exploited 

Jakhal 

0805000500742000 

0.16 

1.07 

- 

1.07 

0.04 

1.11 

0.07 

0.49 

0.17 

0.1200 

- 

- 

0.003 

0.123 

0.297 

1.412 

0.141 

1.271 

3.358 

264.28 

Over Exploited 

Jakhara 

0805000200699700 

0.11 

0.02 

- 

0.02 

- 

0.02 

0.03 

0.22 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.039 

0.004 

0.035 

0.173 

492.83 

Over Exploited 

Jakhron Ka Bas 

0805000100692200 

0.10 

0.18 

- 

0.18 

- 

0.18 

0.06 

0.41 

0.03 

- 

- 

- 

- 

- 

0.031 

0.209 

0.021 

0.188 

0.135 

71.44 

Semi Critical 

Janau Khari 

0804000200600400 

0.06 

0.00 

73.18 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.006 

121.59 

Over Exploited 

Janau Meethi 

0804000200601200 

0.06 

0.10 

- 

0.10 

- 

0.10 

0.05 

0.30 

0.02 

- 

- 

- 

- 

- 

0.018 

0.116 

0.012 

0.105 

0.027 

25.75 

Safe 

Jaswantpura 

0804000200601300 

0.06 

0.07 

(58.93) 

0.05 

- 

0.05 

0.02 

0.16 

0.01 

- 

- 

- 

- 

- 

0.012 

0.065 

0.003 

0.062 

0.034 

54.68 

Safe 



0.06 

0.00 

9,752.75 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jeevanwali Dhani 

0805000100680500 

0.10 

0.09 

86.07 

0.11 

- 

0.11 

0.06 

0.41 

0.02 

0.0100 

- 

- 

- 

0.010 

0.026 

0.134 

0.007 

0.127 

0.270 

212.42 

Over Exploited 

Jei Pahari 

0805000100691100 

0.10 

0.19 

(56.87) 

0.16 

0.00 

0.16 

0.06 

0.41 

0.03 

0.0100 

- 

- 

0.004 

0.015 

0.049 

0.208 

0.010 

0.197 

0.367 

185.82 

Over Exploited 

Jejusar 

0805000500738300 

0.16 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.011 

28,960.32 

Over Exploited 

Jhunjhunun ( Rural 

0805000100681400 

0.10 

0.24 

66,211.38 

0.28 

0.01 

0.29 

0.06 

0.40 

0.04 

0.0400 

- 

- 

- 

0.040 

0.081 

0.375 

0.019 

0.356 

1.162 

326.16 

Over Exploited 

Jhunjhunun (M) 

0805000140503000 

0.10 

1.43 

99,507.26 

1.39 

- 

1.39 

0.06 

0.40 

0.25 

- 

- 

- 

- 

- 

0.247 

1.636 

0.082 

1.555 

5.186 

333.62 

Over Exploited 

Kakreu Kalan 

0805000100673200 

0.10 

0.32 

- 

0.32 

- 

0.32 

0.06 

0.41 

0.06 

0.0100 

- 

- 

- 

0.010 

0.067 

0.391 

0.039 

0.352 

0.259 

73.73 

Semi Critical 

Kakreu Khurd 

0805000100673400 

0.10 

0.17 

- 

0.17 

- 

0.17 

0.06 

0.41 

0.03 

- 

- 

- 

- 

- 

0.030 

0.202 

0.020 

0.182 

0.132 

72.43 

Semi Critical 

Kaleri Dhani 

0805000100680000 

0.10 

0.12 

29.86 

0.15 

0.00 

0.15 

0.06 

0.41 

0.02 

0.0100 

- 

- 

0.001 

0.011 

0.032 

0.179 

0.009 

0.170 

0.299 

175.57 

Over Exploited 

Kali Pahari 

0805000100691900 

0.10 

0.37 

(52.83) 

0.29 

0.01 

0.31 

0.06 

0.41 

0.06 

0.0300 

- 

- 

0.007 

0.037 

0.101 

0.409 

0.020 

0.389 

0.770 

198.15 

Over Exploited 

Kant 

0805000100672100 

0.10 

0.12 

- 

0.12 

- 

0.12 

0.04 

0.27 

0.02 

- 

- 

- 

- 

- 

0.020 

0.137 

0.014 

0.123 

0.124 

100.58 

Over Exploited 

Kari 

0805000500742100 

0.16 

1.28 

- 

1.28 

0.03 

1.31 

0.07 

0.48 

0.21 

0.1000 

- 

- 

0.004 

0.104 

0.312 

1.623 

0.162 

1.461 

2.873 

196.61 

Over Exploited 

Kasimpura 

0805000100680300 

0.10 

0.32 

(49.67) 

0.26 

0.01 

0.27 

0.06 

0.41 

0.06 

0.0200 

- 

- 

0.004 

0.024 

0.082 

0.353 

0.018 

0.336 

0.484 

144.29 

Over Exploited 

Kayampura 

0805000100674000 

0.10 

0.07 

- 

0.07 

- 

0.07 

0.06 

0.41 

0.01 

- 

- 

- 

- 

- 

0.013 

0.084 

0.008 

0.076 

0.105 

138.09 

Over Exploited 

Kayasthpura 

0805000100680400 

0.10 

0.17 

- 

0.17 

0.01 

0.18 

0.06 

0.42 

0.03 

0.0200 

- 

- 

- 

0.020 

0.050 

0.227 

0.023 

0.204 

0.496 

243.00 

Over Exploited 

Keharpura Kalan 

0805000200711400 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kesaripura 

0805000600745900 

0.18 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.032 

1,786.81 

Over Exploited 

Khabarpura 

0804000200600100 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.002 

117.78 

Over Exploited 

Khagan Ka Bas 

0805000100688600 

0.10 

0.05 

61.51 

0.07 

- 

0.07 

0.06 

0.40 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.085 

0.004 

0.080 

0.346 

430.41 

Over Exploited 

Khajpur Bas 

0805000100690600 

0.10 

0.10 

(31.15) 

0.08 

- 

0.08 

0.06 

0.40 

0.02 

0.0100 

- 

- 

- 

0.010 

0.028 

0.112 

0.006 

0.106 

0.289 

272.31 

Over Exploited 

Khajpur Naya 

0805000100690700 

0.10 

0.15 

56.89 

0.19 

0.00 

0.19 

0.06 

0.40 

0.03 

0.0100 

- 

- 

0.001 

0.011 

0.037 

0.223 

0.011 

0.212 

0.302 

142.66 

Over Exploited 

Khajpur Purana 

0805000100690500 

0.10 

0.10 

(14.42) 

0.09 

0.00 

0.09 

0.06 

0.40 

0.02 

0.0100 

- 

- 

0.000 

0.010 

0.028 

0.114 

0.006 

0.109 

0.353 

324.15 

Over Exploited 

Khariya 

0805000100674100 

0.10 

0.12 

- 

0.12 

- 

0.12 

0.06 

0.41 

0.02 

- 

- 

- 

- 

- 

0.020 

0.135 

0.014 

0.122 

0.113 

92.49 

Critical 

Khariyabas 

0804000200595600 

0.06 

0.09 

- 

0.09 

- 

0.09 

0.06 

0.41 

0.02 

- 

- 

- 

- 

- 

0.016 

0.109 

0.011 

0.099 

0.019 

18.98 

Safe 

Kharkhari 

0805000100679100 

0.10 

0.08 

- 

0.08 

- 

0.08 

0.06 

0.40 

0.01 

- 

- 

- 

- 

- 

0.015 

0.100 

0.010 

0.090 

0.116 

129.94 

Over Exploited 

Khatehpura 

0805000100692100 

0.10 

0.08 

- 

0.08 

0.00 

0.08 

0.06 

0.41 

0.01 

0.0100 

- 

- 

0.001 

0.011 

0.024 

0.101 

0.010 

0.091 

0.403 

443.84 

Over Exploited 

Khatiyon Ka Bas 

0805000100673700 

0.10 

0.06 

- 

0.06 

- 

0.06 

0.06 

0.41 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.077 

0.008 

0.070 

0.170 

244.07 

Over Exploited 

Khatiyonwali Dhani 

0805000100680700 

0.10 

0.12 

164.71 

0.15 

0.00 

0.15 

0.06 

0.41 

0.02 

- 

- 

- 

0.001 

0.001 

0.022 

0.169 

0.008 

0.161 

0.116 

71.95 

Semi Critical 

Kheedarsar ( Rural 

0805000100688400 

0.10 

0.23 

(5.31) 

0.22 

0.01 

0.23 

0.06 

0.40 

0.04 

0.0200 

- 

- 

- 

0.020 

0.060 

0.290 

0.015 

0.276 

0.561 

203.51 

Over Exploited 

Khichron Ka Bas 

0805000100673800 

0.10 

0.18 

- 

0.18 

- 

0.18 

0.06 

0.41 

0.03 

- 

- 

- 

- 

- 

0.032 

0.213 

0.021 

0.192 

0.092 

47.75 

Safe 

Khinwasar 

0805000600748000 

0.18 

0.01 

130.33 

0.02 

0.00 

0.02 

0.01 

0.08 

0.00 

- 

- 

- 

0.001 

0.001 

0.003 

0.021 

0.001 

0.020 

0.138 

697.59 

Over Exploited 

Khori 

0805000100669200 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.010 

549.89 

Over Exploited 

Khudana 

0805000200702300 

0.11 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.025 

0.002 

0.022 

0.164 

734.86 

Over Exploited 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.026 

5,738.61 

Over Exploited 

Kolsiya 

0805000500742200 

0.16 

0.36 

- 

0.36 

0.03 

0.39 

0.05 

0.36 

0.06 

0.0800 

- 

- 

0.000 

0.080 

0.139 

0.531 

0.053 

0.478 

2.096 

438.27 

Over Exploited 

Koonjla Bas 

0804000200601700 

0.06 

0.09 

(92.24) 

0.07 

- 

0.07 

0.06 

0.42 

0.02 

- 

- 

- 

- 

- 

0.017 

0.091 

0.005 

0.086 

0.018 

21.20 

Safe 



0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kulod Kalan 

0805000100690300 

0.10 

0.07 

- 

0.07 

- 

0.07 

0.06 

0.41 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.088 

0.009 

0.079 

0.252 

319.02 

Over Exploited 

Kulod Khurd 

0805000100690400 

0.10 

0.10 

- 

0.10 

0.01 

0.11 

0.06 

0.41 

0.02 

0.0200 

- 

- 

0.003 

0.023 

0.040 

0.152 

0.015 

0.137 

0.436 

318.13 

Over Exploited 

Kumawas 

0805000500739500 

0.16 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.076 

6,652.06 

Over Exploited 

Kyamsar 

0805000100674600 

0.10 

0.19 

- 

0.19 

- 

0.19 

0.06 

0.41 

0.03 

0.0100 

- 

- 

- 

0.010 

0.043 

0.230 

0.023 

0.207 

0.252 

121.70 

Over Exploited 

Ladusar 

0805000100675200 

0.10 

0.22 

- 

0.22 

- 

0.22 

0.05 

0.31 

0.04 

0.0100 

- 

- 

- 

0.010 

0.049 

0.273 

0.027 

0.246 

0.274 

111.80 

Over Exploited 

Lalpur 

0805000100679900 

0.10 

0.45 

- 

0.45 

0.01 

0.47 

0.06 

0.41 

0.08 

0.0400 

- 

- 

0.002 

0.042 

0.122 

0.587 

0.059 

0.529 

1.178 

222.85 

Over Exploited 

Lamba 

0805000200699500 

0.11 

0.37 

- 

0.37 

0.01 

0.38 

0.06 

0.42 

0.07 

0.0200 

- 

- 

0.003 

0.023 

0.089 

0.471 

0.047 

0.424 

0.591 

139.41 

Over Exploited 

Leelawathi 

0804000200600200 

0.06 

0.08 

- 

0.08 

- 

0.08 

0.06 

0.41 

0.01 

- 

- 

- 

- 

- 

0.014 

0.091 

0.009 

0.082 

0.016 

19.08 

Safe 

Loona 

0805000100679200 

0.10 

0.24 

- 

0.24 

- 

0.24 

0.06 

0.40 

0.04 

0.0100 

- 

- 

- 

0.010 

0.052 

0.295 

0.030 

0.266 

0.265 

99.81 

Critical 

Lootoo 

0805000100675300 

0.10 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.005 

0.135 

2,537.71 

Over Exploited 

Madansar 

0805000100685100 

0.10 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mahradas 

0805000100672300 

0.10 

0.12 

- 

0.12 

- 

0.12 

0.06 

0.39 

0.02 

- 

- 

- 

- 

- 

0.021 

0.142 

0.014 

0.128 

0.107 

83.35 

Semi Critical 

Mahti Ki Dhani 

0805000200699000 

0.11 

0.20 

- 

0.20 

- 

0.20 

0.06 

0.41 

0.04 

0.0100 

- 

- 

- 

0.010 

0.046 

0.249 

0.025 

0.224 

0.284 

126.53 

Over Exploited 

Mainas 

0805000500739600 

0.16 

0.46 

- 

0.46 

0.01 

0.47 

0.06 

0.44 

0.08 

0.0400 

- 

- 

- 

0.040 

0.118 

0.590 

0.059 

0.531 

1.100 

207.28 

Over Exploited 

Majhau 

0805000600748400 

0.18 

1.21 

- 

1.21 

0.01 

1.22 

0.07 

0.50 

0.19 

0.0300 

- 

- 

0.004 

0.034 

0.228 

1.449 

0.145 

1.304 

1.066 

81.78 

Semi Critical 

Makhar 

0805000100691400 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.019 

5,951.37 

Over Exploited 



0.15 

0.01 

- 

0.01 

0.00 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

0.001 

0.001 

0.004 

0.018 

0.002 

0.016 

0.122 

740.02 

Over Exploited 

Mali Gaon 

0805000200701900 

0.11 

0.17 

- 

0.17 

0.01 

0.18 

0.06 

0.42 

0.03 

0.0200 

- 

- 

- 

0.020 

0.051 

0.233 

0.023 

0.210 

0.502 

239.34 

Over Exploited 

Malsar 

0805000100692900 

0.10 

0.24 

- 

0.24 

0.01 

0.25 

0.06 

0.41 

0.04 

0.0300 

- 

- 

0.004 

0.034 

0.075 

0.329 

0.033 

0.296 

1.750 

591.32 

Over Exploited 

Mandrela 

0805000200699200 

0.11 

0.35 

- 

0.35 

0.01 

0.36 

0.05 

0.35 

0.06 

0.0400 

- 

- 

0.004 

0.044 

0.107 

0.470 

0.047 

0.423 

1.291 

305.49 

Over Exploited 

Manpura 

0805000200700200 

0.11 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Manrooppura 

080500010067020C 

9.661 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.742 

-0.05 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.011 

0.06 

0.12 





Saline 

Non-command 

Non-command 

Older Alluvium 

7.918 

-0.05 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.049 

0.29 

0.56 


Marigsar 

080500010068190C 

5.763 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.752 

-0.06 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.040 

0.34 

0.77 


Marodha 

080500010067390C 

7.122 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.122 

-0.10 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.045 

0.35 

0.74 


Marot 

080500010069170C 

1.924 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.908 

-0.28 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.013 

0.35 

0.69 







Non-command 

Younger Alluvium 

0.016 

-0.28 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Marot Ka Bas 

080500010069180C 

4.197 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.133 

-0.42 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.008 

0.10 

0.19 







Non-command 

Younger Alluvium 

2.781 

-0.42 

0.150 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.019 

0.24 

0.47 


Milo Ka Bas 

080500050074120C 

2.821 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.821 

-0.13 

0.090 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.64 

0.031 

0.40 

0.75 


Mishrapura 

080500010069390C 

2.834 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.834 

-0.51 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.020 

0.35 

0.77 


Moga 

080500010067250C 

5.194 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.962 

-0.17 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.019 

0.20 

0.41 


Mukha Ka Bas 

080500010066990C 

5.627 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.460 

-0.05 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.03 

0.05 


Nalwa 

080500020069940C 

5.012 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.012 

-0.39 

0.120 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.53 

0.043 

0.35 

0.71 


Nand 

0805000100682200 

6.096 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.624 

-0.29 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.004 

0.04 

0.08 


Nanda Ka Bas 

0804000200601400 

6.589 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.589 

0.09 

0.060 

0.23 

0.01 

0.00 

0.00 

0.00 

0.25 

0.14 

0.86 

0.027 

0.35 

0.63 


Nandrampura 

0805000200698800 

5.356 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.125 

-0.45 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.02 


Narnod 

0805000200702000 

4.575 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.425 

-0.41 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.012 

0.11 

0.19 


Narsinghpura 

0805000100690200 

2.473 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.473 

-0.77 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.017 

0.35 

0.77 


Nathpura 

0805000100669600 

2.564 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.493 

-0.09 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.016 

0.34 

0.65 


Naurangpura 

0804000200602400 

10.043 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.942 

-0.16 

0.060 

0.24 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.94 

0.008 

0.07 

0.12 


Nayabas 

0804000200601900 

1.351 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.351 

-0.08 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.35 

0.69 


Nayasar 

0805000100684500 

9.033 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.033 

-0.02 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.063 

0.34 

0.77 


Neshal 

0804000200601500 

12.749 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.749 

0.02 

0.060 

1.95 

0.10 

0.00 

0.00 

0.00 

1.86 

1.03 

7.72 

0.053 

0.35 

0.64 


Niwai 

0805000500739700 

5.461 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.512 

-0.11 

0.090 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.49 

0.028 

0.18 

0.34 


Nooan 

0805000100688100 

10.146 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.213 

-0.01 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.026 

0.01 

0.02 


Nyola 

0805000100672600 

3.887 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.610 

-0.17 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.004 

0.05 

0.11 


Pakori Dhani 

0805000100680100 

2.391 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.391 

0.69 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.28 

0.13 

0.30 

0.017 

0.35 

0.76 


Pandasi 

0805000100673100 

8.806 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.693 

-0.05 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.054 

0.35 

0.69 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.112 

-0.05 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 


Paniyan Ki Dhani 

0805000500741700 

3.973 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.973 

-0.20 

0.090 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.48 

0.044 

0.40 

0.76 


Patusari 

0805000100693000 

7.142 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.142 

-0.52 

0.120 

0.28 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.07 

0.050 

0.35 

0.77 


Peeplai Ka Bas 

0805000100679700 

4.009 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.009 

-0.02 

0.120 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.025 

0.34 

0.77 


Pheeras Ka Bas 

0805000100674500 

1.973 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.973 

-0.09 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.012 

0.35 

0.76 


Poojari Ki Dhani 

0805000500742600 

14.304 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.420 

0.22 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.05 

0.005 

0.01 

0.02 


Posana 

0805000600749000 

8.068 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.325 

-0.22 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.012 

0.07 

0.13 


Pratappura 

0805000100691000 

3.806 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.806 

1.31 

0.120 

0.11 

0.00 

0.00 

0.00 

0.00 

0.71 

0.32 

0.40 

0.027 

0.35 

0.76 


Raboodi 

0804000200601800 

4.935 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.935 

0.00 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.021 

0.35 

0.68 


Raghunathpura 

0805000100688700 

2.739 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.739 

0.67 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.32 

0.14 

0.36 

0.019 

0.34 

0.77 



0805000600748900 

14.148 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.812 

-0.23 

0.100 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.72 

0.073 

0.24 

0.42 


Raghveerpura 

0805000200699100 

5.196 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.196 

-0.28 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.045 

0.35 

0.70 


Rahdon Ka Bas 

0805000100675100 

1.336 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.336 

-0.05 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.008 

0.35 

0.76 


Rajeev Nagar 

0805000100689000 

2.949 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.949 

0.09 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.13 

0.06 

0.38 

0.021 

0.34 

0.77 


Rampura 

0805000100674300 

10.010 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.010 

-0.08 

0.120 

0.22 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.78 

0.063 

0.35 

0.75 


Ranasar 

0805000100669700 

3.144 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.094 

-0.05 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 



0805000500737900 

10.473 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.473 

-0.51 

0.090 

0.30 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.04 

0.116 

0.36 

0.77 


Rasora 

0805000100684300 

4.426 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.748 

-0.07 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.019 

0.21 

0.48 


Ratan Shahar 

0805000100691300 

1.599 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.599 

-0.54 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.48 

0.011 

0.36 

0.66 


Rawatsar Koojla 

0804000200601600 

12.962 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.962 

0.01 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.054 

0.35 

0.67 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.01 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rijani 

0805000100682100 

6.362 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.168 

-0.18 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.039 

0.33 

0.75 


Sainipura 

0805000600746000 

6.087 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.087 

-0.47 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.057 

0.37 

0.76 


Samaspur 

0805000100690800 

4.353 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.353 

0.99 

0.120 

0.13 

0.01 

0.00 

0.00 

0.00 

0.64 

0.28 

0.49 

0.030 

0.34 

0.77 


Sankhan Tal 

0804000200602100 

12.175 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.141 

0.01 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.051 

0.35 

0.66 


Sankhan Toomli 

0804000200602000 

7.852 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.852 

-0.16 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.033 

0.35 

0.67 


Sankhoo 

0804000200596000 

24.361 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.379 

-0.11 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.027 

0.09 

0.17 





Saline 

Non-command 

Non-command 

Older Alluvium 

14.506 

-0.11 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.061 

0.21 

0.39 


Seethal 

0805000600745800 

13.891 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.177 

-0.01 

0.100 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.55 

0.039 

0.12 

0.23 


Seetsar 

0805000100684600 

2.835 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.835 

0.29 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.15 

0.07 

0.17 

0.020 

0.34 

0.77 


Seta Ki Dhani 

0805000100694400 

2.790 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.790 

-0.32 

0.120 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.63 

0.019 

0.38 

0.77 


Shobha Ka Bas 

0805000100675000 

2.071 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.071 

-0.08 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.013 

0.35 

0.75 


Shree Krishanpura 

0805000100679000 

2.234 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.234 

-0.06 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.014 

0.34 

0.77 


Shyampura @ Charan 

0805000100692800 

3.264 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.264 

-0.68 

0.120 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.56 

0.023 

0.36 

0.76 


Shyopura 

0805000100670100 

1.965 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.965 

-0.07 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.012 

0.35 

0.67 


Signor 

0805000600748600 

15.034 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.570 

0.00 

0.100 

0.69 

0.03 

0.00 

0.00 

0.00 

0.66 

0.39 

2.60 

0.137 

0.43 

0.73 


Siriyasar Kalan 

0805000100688300 

7.138 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.965 

0.70 

0.120 

0.15 

0.01 

0.00 

0.00 

0.00 

0.73 

0.32 

0.52 

0.049 

0.34 

0.75 


Sisiyan 

0805000100693400 

7.601 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.601 

-0.53 

0.120 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.58 

0.053 

0.35 

0.77 


Sonasar 

0805000100679600 

15.730 

Fresh 

Non-command 

Non-command 

Older Alluvium 

15.730 

0.30 

0.120 

0.25 

0.01 

0.00 

0.00 

0.00 

0.81 

0.36 

0.88 

0.098 

0.34 

0.77 


Sonthli 

0805000500741900 

7.870 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.870 

-0.25 

0.090 

0.33 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.19 

0.087 

0.42 

0.78 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Manrooppura 

0805000100670200 

0.10 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.002 

0.013 

0.001 

0.012 

0.011 

93.01 

Critical 



0.10 

0.23 

- 

0.23 

- 

0.23 

0.05 

0.34 

0.04 

- 

- 

- 

- 

- 

0.040 

0.269 

0.027 

0.242 

0.055 

22.95 

Safe 

Marigsar 

0805000100681900 

0.10 

0.20 

- 

0.20 

- 

0.20 

0.06 

0.40 

0.03 

0.0100 

- 

- 

- 

0.010 

0.044 

0.241 

0.024 

0.217 

0.300 

138.19 

Over Exploited 

Marodha 

0805000100673900 

0.10 

0.25 

- 

0.25 

- 

0.25 

0.06 

0.41 

0.04 

- 

- 

- 

- 

- 

0.043 

0.292 

0.029 

0.263 

0.171 

64.87 

Safe 

Marot 

0805000100691700 

0.10 

0.07 

- 

0.07 

- 

0.07 

0.06 

0.42 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.090 

0.009 

0.081 

0.251 

311.71 

Over Exploited 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Marot Ka Bas 

0805000100691800 

0.10 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.11 

0.00 

- 

- 

- 

- 

- 

0.002 

0.013 

0.001 

0.012 

0.075 

647.13 

Over Exploited 



0.15 

0.10 

- 

0.10 

0.00 

0.10 

0.04 

0.28 

0.02 

0.0100 

- 

- 

0.001 

0.011 

0.029 

0.128 

0.013 

0.116 

0.261 

226.03 

Over Exploited 

Milo Ka Bas 

0805000500741200 

0.16 

0.18 

- 

0.18 

0.01 

0.19 

0.07 

0.46 

0.03 

0.0200 

- 

- 

- 

0.020 

0.049 

0.238 

0.024 

0.215 

0.667 

311.09 

Over Exploited 

Mishrapura 

0805000100693900 

0.10 

0.10 

- 

0.10 

0.00 

0.10 

0.06 

0.41 

0.02 

0.0100 

- 

- 

0.002 

0.012 

0.029 

0.130 

0.013 

0.117 

0.302 

257.20 

Over Exploited 

Moga 

0805000100672500 

0.10 

0.06 

- 

0.06 

- 

0.06 

0.03 

0.23 

0.01 

- 

- 

- 

- 

- 

0.010 

0.069 

0.007 

0.062 

0.086 

138.03 

Over Exploited 

Mukha Ka Bas 

0805000100669900 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.003 

207.01 

Over Exploited 

Nalwa 

0805000200699400 

0.11 

0.19 

- 

0.19 

0.01 

0.20 

0.06 

0.42 

0.03 

0.0200 

- 

- 

0.000 

0.020 

0.055 

0.259 

0.026 

0.233 

0.572 

245.16 

Over Exploited 

Nand 

0805000100682200 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.021 

900.59 

Over Exploited 

Nanda Ka Bas 

0804000200601400 

0.06 

0.14 

1.63 

0.14 

0.01 

0.15 

0.06 

0.42 

0.03 

0.0300 

- 

- 

- 

0.030 

0.055 

0.207 

0.010 

0.197 

0.891 

452.32 

Over Exploited 

Nandrampura 

0805000200698800 

0.11 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.012 

9,973.62 

Over Exploited 

Narnod 

0805000200702000 

0.11 

0.02 

- 

0.02 

0.00 

0.02 

0.02 

0.13 

0.00 

- 

- 

- 

0.001 

0.002 

0.005 

0.023 

0.002 

0.021 

0.120 

571.23 

Over Exploited 

Narsinghpura 

0805000100690200 

0.10 

0.09 

- 

0.09 

- 

0.09 

0.06 

0.41 

0.01 

0.0100 

- 

- 

- 

0.010 

0.025 

0.111 

0.011 

0.100 

0.157 

157.32 

Over Exploited 

Nathpura 

0805000100669600 

0.10 

0.09 

- 

0.09 

- 

0.09 

0.06 

0.40 

0.02 

- 

- 

- 

- 

- 

0.015 

0.100 

0.010 

0.090 

0.022 

23.92 

Safe 

Naurangpura 

0804000200602400 

0.06 

0.01 

- 

0.01 

0.01 

0.02 

0.01 

0.08 

0.00 

0.0400 

- 

- 

- 

0.040 

0.041 

0.059 

0.006 

0.053 

0.944 

1,766.18 

Over Exploited 

Nayabas 

0804000200601900 

0.06 

0.03 

- 

0.03 

- 

0.03 

0.06 

0.42 

0.01 

- 

- 

- 

- 

- 

0.005 

0.034 

0.003 

0.030 

0.006 

18.55 

Safe 

Nayasar 

0805000100684500 

0.10 

0.31 

- 

0.31 

- 

0.31 

0.06 

0.40 

0.05 

0.0100 

- 

- 

- 

0.010 

0.064 

0.374 

0.037 

0.336 

0.197 

58.56 

Safe 

Neshal 

0804000200601500 

0.06 

0.27 

278.60 

0.33 

0.10 

0.43 

0.06 

0.42 

0.05 

0.2900 

- 

- 

- 

0.290 

0.339 

0.764 

0.038 

0.726 

7.775 

1,071.67 

Over Exploited 

Niwai 

0805000500739700 

0.16 

0.07 

- 

0.07 

0.01 

0.08 

0.03 

0.21 

0.01 

0.0200 

- 

- 

- 

0.020 

0.032 

0.113 

0.011 

0.102 

0.513 

505.22 

Over Exploited 

Nooan 

0805000100688100 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.034 

20,783.10 

Over Exploited 

Nyola 

0805000100672600 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.012 

336.74 

Over Exploited 

Pakori Dhani 

0805000100680100 

0.10 

0.08 

52.48 

0.10 

0.00 

0.10 

0.06 

0.41 

0.01 

0.0100 

- 

- 

0.003 

0.013 

0.027 

0.128 

0.006 

0.122 

0.319 

261.13 

Over Exploited 

Pandasi 

0805000100673100 

0.10 

0.30 

- 

0.30 

- 

0.30 

0.06 

0.41 

0.05 

0.0100 

- 

- 

- 

0.010 

0.063 

0.365 

0.037 

0.329 

0.382 

116.30 

Over Exploited 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Paniyan Ki Dhani 

0805000500741700 

0.16 

0.25 

- 

0.25 

0.01 

0.26 

0.07 

0.46 

0.04 

0.0200 

- 

- 

- 

0.020 

0.062 

0.325 

0.033 

0.293 

0.526 

179.68 

Over Exploited 

Patusari 

0805000100693000 

0.10 

0.25 

- 

0.25 

0.01 

0.26 

0.06 

0.41 

0.04 

0.0400 

- 

- 

0.006 

0.046 

0.089 

0.351 

0.035 

0.316 

1.123 

355.15 

Over Exploited 

Peeplai Ka Bas 

0805000100679700 

0.10 

0.14 

- 

0.14 

- 

0.14 

0.06 

0.40 

0.02 

0.0100 

- 

- 

- 

0.010 

0.034 

0.172 

0.017 

0.155 

0.417 

269.40 

Over Exploited 

Pheeras Ka Bas 

0805000100674500 

0.10 

0.07 

- 

0.07 

- 

0.07 

0.06 

0.41 

0.01 

- 

- 

- 

- 

- 

0.012 

0.080 

0.008 

0.072 

0.088 

122.51 

Over Exploited 

Poojari Ki Dhani 

0805000500742600 

0.16 

0.00 

1,144.14 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.055 

4,966.83 

Over Exploited 

Posana 

0805000600749000 

0.18 

0.02 

- 

0.02 

0.00 

0.02 

0.01 

0.08 

0.00 

0.0100 

- 

- 

0.002 

0.012 

0.015 

0.034 

0.003 

0.030 

0.296 

980.49 

Over Exploited 

Pratappura 

0805000100691000 

0.10 

0.13 

143.83 

0.16 

0.00 

0.16 

0.06 

0.41 

0.02 

0.0100 

- 

- 

0.001 

0.011 

0.034 

0.193 

0.010 

0.183 

0.422 

230.31 

Over Exploited 

Raboodi 

0804000200601800 

0.06 

0.10 

- 

0.10 

- 

0.10 

0.06 

0.42 

0.02 

- 

- 

- 

- 

- 

0.019 

0.123 

0.012 

0.111 

0.021 

18.55 

Safe 

Raghunathpura 

0805000100688700 

0.10 

0.09 

51.28 

0.11 

- 

0.11 

0.06 

0.40 

0.02 

0.0100 

- 

- 

- 

0.010 

0.026 

0.139 

0.007 

0.132 

0.374 

282.50 

Over Exploited 


0805000600748900 

0.18 

0.34 

- 

0.34 

0.01 

0.35 

0.04 

0.28 

0.05 

0.0300 

- 

- 

0.000 

0.030 

0.085 

0.439 

0.044 

0.395 

0.789 

199.68 

Over Exploited 

Raghveerpura 

0805000200699100 

0.11 

0.20 

- 

0.20 

- 

0.20 

0.06 

0.42 

0.04 

0.0100 

- 

- 

- 

0.010 

0.046 

0.248 

0.025 

0.223 

0.380 

170.40 

Over Exploited 

Rahdon Ka Bas 

0805000100675100 

0.10 

0.05 

- 

0.05 

- 

0.05 

0.06 

0.41 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.064 

0.006 

0.058 

0.218 

378.21 

Over Exploited 

Rajeev Nagar 

0805000100689000 

0.10 

0.10 

(42.90) 

0.08 

- 

0.08 

0.06 

0.40 

0.02 

0.0100 

- 

- 

- 

0.010 

0.028 

0.109 

0.005 

0.103 

0.404 

391.04 

Over Exploited 

Rampura 

0805000100674300 

0.10 

0.35 

- 

0.35 

0.01 

0.36 

0.06 

0.41 

0.06 

0.0300 

- 

- 

- 

0.030 

0.090 

0.448 

0.045 

0.403 

0.844 

209.26 

Over Exploited 

Ranasar 

0805000100669700 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 


0805000500737900 

0.16 

0.60 

- 

0.60 

0.01 

0.61 

0.06 

0.42 

0.10 

0.0400 

- 

- 

0.001 

0.041 

0.143 

0.750 

0.075 

0.675 

1.158 

171.59 

Over Exploited 

Rasora 

0805000100684300 

0.10 

0.06 

- 

0.06 

- 

0.06 

0.04 

0.25 

0.01 

- 

- 

- 

- 

- 

0.010 

0.069 

0.007 

0.062 

0.097 

156.95 

Over Exploited 

Ratan Shahar 

0805000100691300 

0.10 

0.06 

- 

0.06 

0.01 

0.07 

0.06 

0.42 

0.01 

0.0200 

- 

- 

- 

0.020 

0.030 

0.098 

0.010 

0.088 

0.488 

554.26 

Over Exploited 

Rawatsar Koojla 

0804000200601600 

0.06 

0.27 

(93.96) 

0.22 

- 

0.22 

0.06 

0.42 

0.05 

- 

- 

- 

- 

- 

0.049 

0.269 

0.013 

0.255 

0.054 

21.19 

Safe 



0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rijani 

0805000100682100 

0.10 

0.21 

- 

0.21 

- 

0.21 

0.06 

0.39 

0.04 

0.0100 

- 

- 

- 

0.010 

0.046 

0.251 

0.025 

0.226 

0.237 

104.67 

Over Exploited 

Sainipura 

0805000600746000 

0.18 

0.41 

- 

0.41 

0.00 

0.41 

0.06 

0.44 

0.07 

0.0100 

- 

- 

0.007 

0.017 

0.087 

0.499 

0.050 

0.449 

0.359 

79.99 

Semi Critical 

Samaspur 

0805000100690800 

0.10 

0.15 

89.40 

0.18 

0.01 

0.19 

0.06 

0.40 

0.03 

0.0200 

- 

- 

- 

0.020 

0.046 

0.235 

0.012 

0.224 

0.521 

233.11 

Over Exploited 

Sankhan Tal 

0804000200602100 

0.06 

0.26 

(94.99) 

0.21 

- 

0.21 

0.06 

0.42 

0.05 

- 

- 

- 

- 

- 

0.046 

0.252 

0.013 

0.239 

0.051 

21.17 

Safe 

Sankhan Toomli 

0804000200602000 

0.06 

0.17 

- 

0.17 

- 

0.17 

0.06 

0.42 

0.03 

- 

- 

- 

- 

- 

0.030 

0.197 

0.020 

0.177 

0.033 

18.51 

Safe 

Sankhoo 

0804000200596000 

0.06 

0.04 

- 

0.04 

- 

0.04 

0.02 

0.11 

0.01 

- 

- 

- 

- 

- 

0.006 

0.042 

0.004 

0.038 

0.027 

70.73 

Semi Critical 



0.06 

0.18 

- 

0.18 

- 

0.18 

0.04 

0.25 

0.03 

- 

- 

- 

- 

- 

0.033 

0.216 

0.022 

0.195 

0.061 

31.11 

Safe 

Seethal 

0805000600745800 

0.18 

0.09 

- 

0.09 

0.01 

0.10 

0.02 

0.14 

0.02 

0.0200 

- 

- 

0.002 

0.022 

0.037 

0.138 

0.014 

0.124 

0.592 

476.73 

Over Exploited 

Seetsar 

0805000100684600 

0.10 

0.10 

(33.03) 

0.08 

- 

0.08 

0.06 

0.40 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.105 

0.005 

0.099 

0.185 

185.76 

Over Exploited 

Seta Ki Dhani 

0805000100694400 

0.10 

0.11 

- 

0.11 

0.01 

0.12 

0.06 

0.44 

0.02 

0.0200 

- 

- 

0.001 

0.021 

0.039 

0.156 

0.016 

0.140 

0.650 

463.42 

Over Exploited 

Shobha Ka Bas 

0805000100675000 

0.10 

0.07 

- 

0.07 

- 

0.07 

0.06 

0.41 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.094 

0.009 

0.085 

0.215 

253.84 

Over Exploited 

Shree Krishanpura 

0805000100679000 

0.10 

0.08 

- 

0.08 

- 

0.08 

0.06 

0.40 

0.01 

- 

- 

- 

- 

- 

0.013 

0.090 

0.009 

0.081 

0.081 

99.92 

Critical 

Shyampura @ Charan 

0805000100692800 

0.10 

0.12 

- 

0.12 

0.01 

0.13 

0.06 

0.42 

0.02 

0.0200 

- 

- 

- 

0.020 

0.040 

0.167 

0.017 

0.150 

0.587 

390.83 

Over Exploited 

Shyopura 

0805000100670100 

0.10 

0.07 

- 

0.07 

- 

0.07 

0.06 

0.41 

0.01 

- 

- 

- 

- 

- 

0.012 

0.081 

0.008 

0.073 

0.066 

90.45 

Critical 

Signor 

0805000600748600 

0.18 

1.12 

(65.31) 

0.89 

0.03 

0.92 

0.07 

0.49 

0.18 

0.1000 

- 

- 

0.001 

0.101 

0.279 

1.201 

0.060 

1.141 

2.733 

239.46 

Over Exploited 

Siriyasar Kalan 

0805000100688300 

0.10 

0.23 

37.98 

0.28 

0.01 

0.29 

0.06 

0.39 

0.04 

0.0200 

- 

- 

- 

0.020 

0.060 

0.351 

0.018 

0.333 

0.566 

169.63 

Over Exploited 

Sisiyan 

0805000100693400 

0.10 

0.27 

- 

0.27 

0.01 

0.28 

0.06 

0.41 

0.05 

0.0200 

- 

- 

- 

0.020 

0.066 

0.341 

0.034 

0.307 

0.633 

206.25 

Over Exploited 

Sonasar 

0805000100679600 

0.10 

0.54 

(33.45) 

0.43 

0.01 

0.44 

0.06 

0.40 

0.09 

0.0300 

- 

- 

- 

0.030 

0.124 

0.567 

0.028 

0.539 

0.980 

181.88 

Over Exploited 

Sonthli 

0805000500741900 

0.16 

0.53 

- 

0.53 

0.01 

0.54 

0.07 

0.49 

0.09 

0.0400 

- 

- 

0.002 

0.042 

0.128 

0.671 

0.067 

0.604 

1.277 

211.58 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Soti 

080500010068110C 

4.390 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.390 

1.24 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.68 

0.30 

0.07 

0.031 

0.34 

0.77 


Sri Phoole Rao Nag 

0805000500741100 

2.563 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.563 

-0.17 

0.090 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.028 

0.41 

0.75 


Sulkhaniya Bara 

0804000200602200 

6.279 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.741 

0.03 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.020 

0.27 

0.47 


Sulkhaniya Chhota 

0804000200602300 

11.214 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.156 

-0.09 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.017 

0.13 

0.23 


Sultanpura 

0805000500739800 

2.661 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.172 

-0.11 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.002 

0.03 

0.05 


Tarpura @ Chandrap 

0805000100690000 

3.325 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.325 

-0.33 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.023 

0.34 

0.77 


Teetanwar 

0805000600748100 

11.224 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.576 

-0.13 

0.100 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.51 

0.052 

0.21 

0.39 


Tigiyas 

0805000200698900 

10.921 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.074 

-0.28 

0.120 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.44 

0.061 

0.23 

0.42 







Non-command 

Younger Alluvium 

0.002 

-0.28 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Todi 

0805000600749200 

8.848 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.334 

-0.23 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.003 

0.02 

0.03 


Togra Kalan 

0805000500738000 

8.999 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.999 

-0.31 

0.090 

0.35 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.28 

0.100 

0.36 

0.76 


Togra Khurd 

0805000100694100 

4.648 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.648 

-0.18 

0.120 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.63 

0.032 

0.37 

0.76 


Togra Swaroop Sing 

0805000100694200 

2.631 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.631 

-0.27 

0.120 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.53 

0.018 

0.37 

0.76 


Udawas 

0805000100689300 

9.658 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.658 

0.04 

0.120 

0.35 

0.02 

0.00 

0.00 

0.00 

0.37 

0.17 

1.31 

0.067 

0.34 

0.77 


Utrasar Manpura 

0805000100693600 

2.789 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.789 

-0.49 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.019 

0.35 

0.77 


Vijaypura 

0804000200595700 

13.561 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.388 

-0.13 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.04 

0.07 


Warispura 

0805000100688500 

1.571 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.571 

0.36 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.04 

0.08 

0.011 

0.34 

0.77 

16003015 

Ajeetgarh 

0805000100687000 

11.774 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.774 

-0.15 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.082 

0.36 

0.65 


Ajeetpura 

0805000500738500 

1.843 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.843 

-0.10 

0.090 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.020 

0.37 

0.71 



0813000301688700 

7.175 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.175 

-0.94 

0.100 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.60 

0.057 

0.40 

0.73 


Akwa 

0813000301688800 

11.198 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.410 

-0.39 

0.100 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.61 

0.067 

0.31 

0.58 


Alafsar 

0813000101669400 

8.183 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.183 

-0.13 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.045 

0.36 

0.63 


Alakhpura Godaran 

0813000201672000 

4.166 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.166 

-0.31 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.028 

0.36 

0.61 


Almas 

0813000101670300 

9.367 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.367 

-0.18 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.051 

0.36 

0.64 


Antroli 

0813000201674400 

5.067 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.067 

-0.47 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.034 

0.37 

0.61 


Asas 

0813000101663000 

4.110 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.110 

-0.04 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.022 

0.35 

0.63 


Athwas 

0813000101669200 

15.021 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.905 

-0.15 

0.080 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.51 

0.081 

0.35 

0.62 







Non-command 

Quartzite 

0.116 

-0.15 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 


Badusar 

0813000201671200 

11.381 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

-0.19 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bagas 

0813000101659200 

8.254 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.254 

-0.14 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.045 

0.35 

0.62 


Bagdoda 

0813000101669600 

9.989 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.989 

-0.04 

0.080 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.68 

0.055 

0.35 

0.63 


Bagora 

0805000600750400 

26.054 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.099 

-0.42 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 







Non-command 

Quartzite 

3.598 

-0.42 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.034 

0.06 

0.10 


Bagoriya Ki Dhani 

0805000500744600 

4.216 

Fresh 

Non-command 

Non-command 

Quartzite 

4.216 

0.43 

0.020 

0.44 

0.02 

0.00 

0.00 

0.00 

0.46 

0.27 

1.71 

0.047 

0.44 

0.75 


Bagri 

0813000201671500 

11.405 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.204 

-0.22 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.062 

0.30 

0.49 


Bagriyon Ka Bas 

0813000201685500 

2.623 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.623 

-1.73 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.018 

0.37 

0.62 


Bairas 

0813000101661200 

4.947 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.583 

-0.16 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.025 

0.31 

0.55 



0813000201672200 

6.013 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.013 

-0.46 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.033 

0.37 

0.61 


Bala Ka Bas 

0813000201672500 

6.134 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.134 

-0.26 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.033 

0.36 

0.62 


Balaran 

0813000201672800 

11.005 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.005 

-0.25 

0.080 

0.23 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.85 

0.060 

0.36 

0.62 


Balod Bari 

0813000101664000 

17.624 

Fresh 

Non-command 

Non-command 

Older Alluvium 

17.624 

-0.14 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.096 

0.35 

0.63 


Balod Bhakharn 

0813000101664800 

11.996 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.996 

-0.05 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.065 

0.35 

0.63 


Balod Chhoti 

0813000101664500 

9.088 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.088 

-0.12 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.050 

0.35 

0.63 


Balriya 

0805000500739000 

7.967 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.967 

-0.08 

0.090 

0.25 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.87 

0.088 

0.38 

0.69 


Balwantpura 

0805000500740200 

4.501 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.501 

-0.15 

0.090 

0.27 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.00 

0.050 

0.38 

0.70 


Banai 

0813000201676100 

4.350 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.054 

-0.31 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.007 

0.09 

0.15 


Bari 

0813000101665600 

8.417 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.417 

-0.11 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.046 

0.35 

0.63 


Barwa 

0805000500744700 

8.121 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.245 

0.36 

0.090 

0.04 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.13 

0.014 

0.07 

0.11 







Non-command 

Quartzite 

6.875 

0.36 

0.020 

0.16 

0.01 

0.00 

0.00 

0.00 

0.20 

0.12 

0.52 

0.076 

0.38 

0.63 


Barwasi 

0805000500741300 

15.366 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.326 

-0.11 

0.090 

0.38 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.38 

0.115 

0.27 

0.50 


Bas Kuharoo 

0805000100683000 

1.024 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.018 

-0.18 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Basawa 

0805000500743800 

15.728 

Fresh 

Non-command 

Non-command 

Older Alluvium 

15.334 

0.42 

0.090 

0.57 

0.03 

0.00 

0.00 

0.00 

1.13 

0.65 

2.07 

0.170 

0.42 

0.73 







Non-command 

Quartzite 

0.393 

0.42 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.004 

0.01 

0.02 


Basni 

0813000201674500 

6.422 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.422 

-0.48 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.043 

0.37 

0.61 


Bathod 

0813000101668700 

11.569 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.569 

-0.14 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.063 

0.36 

0.62 


Bau 

0813000201685100 

5.973 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.973 

-1.77 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.040 

0.37 

0.62 


Bavla 

0813000101658800 

5.443 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.443 

-0.02 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.030 

0.34 

0.60 


Bay 

0805000500742300 

12.765 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.765 

0.00 

0.090 

0.40 

0.02 

0.00 

0.00 

0.00 

0.38 

0.21 

1.43 

0.142 

0.42 

0.74 


Beedasar 

0813000201673500 

15.030 

Fresh 

Non-command 

Non-command 

Older Alluvium 

15.030 

-0.64 

0.080 

0.21 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.72 

0.101 

0.37 

0.64 


Beedsar 

0813000201673200 

6.385 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.385 

-0.40 

0.080 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.54 

0.043 

0.37 

0.65 


Beenasar 

0804000400629100 

25.675 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.995 

-0.03 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.007 

0.04 

0.07 


Beer Fatehpur 

0813000101665200 

38.375 

Fresh 

Non-command 

Non-command 

Older Alluvium 

27.774 

-0.18 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.152 

0.25 

0.46 







Non-command 

Quartzite 

10.601 

-0.18 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.058 

0.10 

0.17 


Beerodi Bari 

0813000201686000 

1.449 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.449 

-0.55 

0.080 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.010 

0.39 

0.68 


Beerodi Chhoti 

0813000201686200 

2.814 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.814 

-0.56 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.019 

0.39 

0.68 


Beri 

0813000301688200 

31.457 

Fresh 

Non-command 

Non-command 

Older Alluvium 

31.457 

-0.46 

0.100 

0.66 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.31 

0.260 

0.41 

0.73 


Beswa 

0813000101669900 

9.078 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.078 

-0.15 

0.080 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.050 

0.36 

0.64 


Bhadarwas 

0805000100686700 

5.354 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.354 

-0.18 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.037 

0.36 

0.70 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Soti 

0805000100681100 

0.10 

0.15 

101.13 

0.18 

0.00 

0.18 

0.06 

0.40 

0.03 

- 

- 

- 

0.004 

0.004 

0.030 

0.214 

0.011 

0.203 

0.098 

48.06 

Safe 

Sri Phoole Rao Nag 

0805000500741100 

0.16 

0.17 

- 

0.17 

- 

0.17 

0.07 

0.48 

0.03 

0.0100 

- 

- 

- 

0.010 

0.037 

0.205 

0.020 

0.184 

0.381 

206.76 

Over Exploited 

Sulkhaniya Bara 

0804000200602200 

0.06 

0.08 

(85.91) 

0.06 

- 

0.06 

0.05 

0.32 

0.01 

- 

- 

- 

- 

- 

0.014 

0.074 

0.004 

0.071 

0.020 

27.98 

Safe 

Sulkhaniya Chhota 

0804000200602300 

0.06 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.15 

0.01 

- 

- 

- 

- 

- 

0.006 

0.039 

0.004 

0.035 

0.017 

50.02 

Safe 

Sultanpura 

0805000500739800 

0.16 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.033 

4,531.76 

Over Exploited 

Tarpura @ Chandrap 

0805000100690000 

0.10 

0.11 

- 

0.11 

- 

0.11 

0.06 

0.40 

0.02 

0.0100 

- 

- 

- 

0.010 

0.030 

0.144 

0.014 

0.130 

0.339 

260.93 

Over Exploited 

Teetanwar 

0805000600748100 

0.18 

0.21 

- 

0.21 

0.01 

0.23 

0.03 

0.25 

0.03 

0.0200 

- 

- 

0.005 

0.025 

0.059 

0.284 

0.028 

0.256 

0.562 

220.04 

Over Exploited 

Tigiyas 

0805000200698900 

0.11 

0.18 

- 

0.18 

0.01 

0.19 

0.04 

0.27 

0.03 

0.0200 

- 

- 

- 

0.020 

0.052 

0.241 

0.024 

0.217 

0.505 

233.33 

Over Exploited 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Todi 

0805000600749200 

0.18 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.104 

10,018.96 

Over Exploited 

Togra Kalan 

0805000500738000 

0.16 

0.52 

- 

0.52 

0.02 

0.54 

0.06 

0.42 

0.09 

0.0500 

- 

- 

- 

0.050 

0.138 

0.675 

0.068 

0.608 

1.384 

227.79 

Over Exploited 

Togra Khurd 

0805000100694100 

0.10 

0.17 

- 

0.17 

0.01 

0.18 

0.06 

0.44 

0.03 

0.0200 

- 

- 

- 

0.020 

0.049 

0.233 

0.023 

0.210 

0.663 

316.33 

Over Exploited 

Togra Swaroop Sing 

0805000100694200 

0.10 

0.10 

- 

0.10 

0.01 

0.11 

0.06 

0.43 

0.02 

0.0200 

- 

- 

- 

0.020 

0.037 

0.144 

0.014 

0.130 

0.546 

420.30 

Over Exploited 

Udawas 

0805000100689300 

0.10 

0.33 

(50.31) 

0.27 

0.02 

0.29 

0.06 

0.40 

0.06 

0.0500 

- 

- 

- 

0.050 

0.107 

0.393 

0.020 

0.374 

1.379 

369.23 

Over Exploited 

Utrasar Manpura 

0805000100693600 

0.10 

0.10 

- 

0.10 

- 

0.10 

0.06 

0.41 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.124 

0.012 

0.112 

0.181 

162.45 

Over Exploited 

Vijaypura 

0804000200595700 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.003 

0.006 

182.32 

Over Exploited 

Warispura 

0805000100688500 

0.10 

0.05 

(27.52) 

0.04 

- 

0.04 

0.06 

0.40 

0.01 

- 

- 

- 

- 

- 

0.009 

0.052 

0.003 

0.050 

0.092 

184.43 

Over Exploited 

Ajeetgarh 

0805000100687000 

0.10 

0.42 

- 

0.42 

- 

0.42 

0.06 

0.42 

0.07 

- 

- 

- 

- 

- 

0.073 

0.497 

0.050 

0.447 

0.198 

44.29 

Safe 

Ajeetpura 

0805000500738500 

0.16 

0.11 

- 

0.11 

0.01 

0.12 

0.06 

0.43 

0.02 

0.0200 

- 

- 

- 

0.020 

0.038 

0.156 

0.016 

0.141 

0.452 

321.31 

Over Exploited 


0813000301688700 

0.10 

0.29 

- 

0.29 

0.01 

0.30 

0.06 

0.46 

0.04 

0.0200 

- 

- 

- 

0.020 

0.063 

0.359 

0.036 

0.323 

0.657 

203.65 

Over Exploited 

Akwa 

0813000301688800 

0.10 

0.26 

- 

0.26 

0.01 

0.27 

0.04 

0.35 

0.04 

0.0200 

- 

- 

- 

0.020 

0.056 

0.324 

0.032 

0.292 

0.678 

232.53 

Over Exploited 

Alafsar 

0813000101669400 

0.12 

0.35 

- 

0.35 

- 

0.35 

0.06 

0.42 

0.06 

0.0100 

- 

- 

- 

0.010 

0.069 

0.418 

0.042 

0.376 

0.350 

92.98 

Critical 

Alakhpura Godaran 

0813000201672000 

0.11 

0.17 

- 

0.17 

- 

0.17 

0.07 

0.43 

0.03 

- 

- 

- 

- 

- 

0.031 

0.198 

0.020 

0.179 

0.161 

90.14 

Critical 

Almas 

0813000101670300 

0.12 

0.41 

- 

0.41 

- 

0.41 

0.06 

0.43 

0.07 

- 

- 

- 

- 

- 

0.072 

0.481 

0.048 

0.433 

0.177 

40.93 

Safe 

Antroli 

0813000201674400 

0.11 

0.20 

- 

0.20 

- 

0.20 

0.07 

0.44 

0.04 

0.0100 

- 

- 

- 

0.010 

0.049 

0.253 

0.025 

0.228 

0.218 

95.63 

Critical 

Asas 

0813000101663000 

0.12 

0.17 

- 

0.17 

- 

0.17 

0.05 

0.40 

0.03 

- 

- 

- 

- 

- 

0.027 

0.200 

0.020 

0.180 

0.071 

39.77 

Safe 

Athwas 

0813000101669200 

0.12 

0.63 

- 

0.63 

0.01 

0.64 

0.06 

0.41 

0.10 

0.0200 

- 

- 

- 

0.020 

0.125 

0.764 

0.076 

0.687 

0.588 

85.59 

Semi Critical 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Badusar 

0813000201671200 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bagas 

0813000101659200 

0.12 

0.34 

- 

0.34 

- 

0.34 

0.06 

0.40 

0.06 

- 

- 

- 

- 

- 

0.055 

0.399 

0.040 

0.359 

0.112 

31.20 

Safe 

Bagdoda 

0813000101669600 

0.12 

0.42 

- 

0.42 

0.01 

0.43 

0.06 

0.41 

0.07 

0.0300 

- 

- 

- 

0.030 

0.099 

0.532 

0.053 

0.479 

0.732 

152.79 

Over Exploited 

Bagora 

0805000600750400 

0.18 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.08 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.003 

0.020 

0.002 

0.018 

0.100 

562.68 

Over Exploited 

Bagoriya Ki Dhani 

0805000500744600 

0.06 

0.11 

141.12 

0.13 

0.02 

0.15 

0.07 

0.51 

0.02 

0.0600 

- 

- 

- 

0.060 

0.078 

0.233 

0.012 

0.221 

1.759 

795.96 

Over Exploited 

Bagri 

0813000201671500 

0.11 

0.30 

- 

0.30 

- 

0.30 

0.06 

0.35 

0.06 

- 

- 

- 

- 

- 

0.057 

0.357 

0.036 

0.321 

0.146 

45.39 

Safe 

Bagriyon Ka Bas 

0813000201685500 

0.11 

0.11 

- 

0.11 

- 

0.11 

0.07 

0.44 

0.02 

0.0100 

- 

- 

- 

0.010 

0.030 

0.136 

0.014 

0.123 

0.276 

224.42 

Over Exploited 

Bairas 

0813000101661200 

0.12 

0.17 

- 

0.17 

- 

0.17 

0.05 

0.37 

0.03 

- 

- 

- 

- 

- 

0.029 

0.201 

0.020 

0.181 

0.089 

49.24 

Safe 


0813000201672200 

0.12 

0.26 

- 

0.26 

- 

0.26 

0.07 

0.44 

0.05 

0.0100 

- 

- 

- 

0.010 

0.060 

0.325 

0.032 

0.292 

0.262 

89.55 

Semi Critical 

Bala Ka Bas 

0813000201672500 

0.12 

0.27 

- 

0.27 

- 

0.27 

0.07 

0.43 

0.05 

0.0100 

- 

- 

- 

0.010 

0.059 

0.326 

0.033 

0.293 

0.330 

112.60 

Over Exploited 

Balaran 

0813000201672800 

0.12 

0.48 

- 

0.48 

0.01 

0.49 

0.07 

0.43 

0.09 

0.0300 

- 

- 

- 

0.030 

0.117 

0.608 

0.061 

0.547 

0.914 

167.10 

Over Exploited 

Balod Bari 

0813000101664000 

0.12 

0.74 

- 

0.74 

- 

0.74 

0.06 

0.41 

0.12 

0.0100 

- 

- 

- 

0.010 

0.127 

0.868 

0.087 

0.781 

0.321 

41.10 

Safe 

Balod Bhakharn 

0813000101664800 

0.12 

0.51 

- 

0.51 

- 

0.51 

0.06 

0.41 

0.08 

0.0100 

- 

- 

- 

0.010 

0.091 

0.597 

0.060 

0.537 

0.221 

41.22 

Safe 

Balod Chhoti 

0813000101664500 

0.12 

0.38 

- 

0.38 

- 

0.38 

0.06 

0.41 

0.06 

- 

- 

- 

- 

- 

0.061 

0.443 

0.044 

0.399 

0.163 

40.74 

Safe 

Balriya 

0805000500739000 

0.16 

0.48 

- 

0.48 

0.01 

0.49 

0.06 

0.44 

0.08 

0.0300 

- 

- 

- 

0.030 

0.112 

0.601 

0.060 

0.541 

0.959 

177.24 

Over Exploited 

Balwantpura 

0805000500740200 

0.16 

0.28 

- 

0.28 

0.01 

0.29 

0.06 

0.45 

0.05 

0.0400 

- 

- 

- 

0.040 

0.087 

0.374 

0.037 

0.336 

1.051 

312.62 

Over Exploited 

Banai 

0813000201676100 

0.11 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.11 

0.00 

- 

- 

- 

- 

- 

0.002 

0.012 

0.001 

0.011 

0.024 

218.28 

Over Exploited 

Bari 

0813000101665600 

0.12 

0.35 

- 

0.35 

- 

0.35 

0.05 

0.40 

0.06 

- 

- 

- 

- 

- 

0.055 

0.409 

0.041 

0.368 

0.158 

42.93 

Safe 

Barwa 

0805000500744700 

0.16 

0.01 

250.21 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.002 

0.018 

0.001 

0.017 

0.141 

805.85 

Over Exploited 



0.06 

0.15 

(23.80) 

0.12 

0.01 

0.13 

0.06 

0.43 

0.02 

0.0200 

- 

- 

- 

0.020 

0.045 

0.178 

0.009 

0.169 

0.600 

354.21 

Over Exploited 

Barwasi 

0805000500741300 

0.16 

0.44 

- 

0.44 

0.02 

0.46 

0.04 

0.31 

0.07 

0.0500 

- 

- 

- 

0.050 

0.123 

0.584 

0.058 

0.525 

1.495 

284.45 

Over Exploited 

Bas Kuharoo 

0805000100683000 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Basawa 

0805000500743800 

0.16 

1.04 

(37.16) 

0.83 

0.03 

0.86 

0.07 

0.49 

0.16 

0.0800 

- 

- 

- 

0.080 

0.245 

1.107 

0.055 

1.052 

2.239 

212.91 

Over Exploited 



0.06 

0.00 

2,899.88 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.045 

13,697.95 

Over Exploited 

Basni 

0813000201674500 

0.11 

0.26 

- 

0.26 

- 

0.26 

0.07 

0.44 

0.05 

- 

- 

- 

- 

- 

0.050 

0.309 

0.031 

0.278 

0.043 

15.49 

Safe 

Bathod 

0813000101668700 

0.12 

0.50 

- 

0.50 

- 

0.50 

0.06 

0.43 

0.09 

0.0100 

- 

- 

- 

0.010 

0.100 

0.601 

0.060 

0.541 

0.198 

36.65 

Safe 

Bau 

0813000201685100 

0.11 

0.24 

- 

0.24 

- 

0.24 

0.07 

0.44 

0.05 

0.0100 

- 

- 

- 

0.010 

0.056 

0.298 

0.030 

0.268 

0.296 

110.45 

Over Exploited 

Bavla 

0813000101658800 

0.12 

0.22 

- 

0.22 

- 

0.22 

0.06 

0.40 

0.04 

- 

- 

- 

- 

- 

0.036 

0.260 

0.026 

0.234 

0.075 

31.88 

Safe 

Bay 

0805000500742300 

0.16 

0.85 

(74.93) 

0.68 

0.02 

0.70 

0.07 

0.49 

0.14 

0.0500 

- 

- 

- 

0.050 

0.188 

0.891 

0.045 

0.847 

1.572 

185.59 

Over Exploited 

Beedasar 

0813000201673500 

0.11 

0.62 

- 

0.62 

0.01 

0.63 

0.07 

0.44 

0.11 

0.0300 

- 

- 

- 

0.030 

0.141 

0.766 

0.077 

0.690 

0.825 

119.57 

Over Exploited 

Beedsar 

0813000201673200 

0.11 

0.26 

- 

0.26 

0.01 

0.27 

0.07 

0.44 

0.05 

0.0200 

- 

- 

- 

0.020 

0.066 

0.339 

0.034 

0.305 

0.578 

189.40 

Over Exploited 

Beenasar 

0804000400629100 

0.08 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.002 

0.011 

0.001 

0.010 

0.007 

75.82 

Semi Critical 

Beer Fatehpur 

0813000101665200 

0.12 

0.84 

- 

0.84 

0.00 

0.85 

0.04 

0.29 

0.13 

- 

- 

- 

0.004 

0.004 

0.136 

0.982 

0.098 

0.884 

0.253 

28.57 

Safe 



0.06 

0.06 

- 

0.06 

- 

0.06 

0.02 

0.11 

0.01 

- 

- 

- 

- 

- 

0.010 

0.071 

0.007 

0.064 

0.093 

145.09 

Over Exploited 

Beerodi Bari 

0813000201686000 

0.11 

0.06 

- 

0.06 

0.01 

0.07 

0.07 

0.45 

0.01 

0.0200 

- 

- 

- 

0.020 

0.030 

0.102 

0.010 

0.092 

0.474 

516.22 

Over Exploited 

Beerodi Chhoti 

0813000201686200 

0.11 

0.12 

- 

0.12 

- 

0.12 

0.07 

0.45 

0.02 

0.0100 

- 

- 

- 

0.010 

0.030 

0.150 

0.015 

0.135 

0.203 

150.43 

Over Exploited 

Beri 

0813000301688200 

0.12 

1.54 

- 

1.54 

0.03 

1.57 

0.06 

0.47 

0.24 

0.0900 

- 

- 

- 

0.090 

0.334 

1.907 

0.191 

1.716 

2.566 

149.53 

Over Exploited 

Beswa 

0813000101669900 

0.12 

0.39 

- 

0.39 

0.01 

0.40 

0.06 

0.42 

0.07 

0.0200 

- 

- 

- 

0.020 

0.086 

0.486 

0.049 

0.437 

0.497 

113.62 

Over Exploited 

Bhadarwas 

0805000100686700 

0.10 

0.19 

- 

0.19 

- 

0.19 

0.06 

0.42 

0.03 

0.0100 

- 

- 

- 

0.010 

0.042 

0.233 

0.023 

0.209 

0.315 

150.54 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Bhagasara 

081300010167010C 

9.401 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.401 

-0.21 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.051 

0.36 

0.63 


Bhagoo Mil Ka Bas 

0813000201673700 

3.082 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.082 

-0.84 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.021 

0.37 

0.62 


Bhagowa 

0813000301702100 

4.594 

Fresh 

Non-command 

Non-command 

Quartzite 

0.807 

0.22 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.007 

0.08 

0.13 


Bhairoo Pura 

0813000201672700 

5.218 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.218 

-0.26 

0.080 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.56 

0.028 

0.37 

0.62 


Bhakharwasi 

0813000101661600 

7.346 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.346 

-0.07 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.040 

0.35 

0.62 


Bharwari 

0805000500743400 

1.885 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.885 

0.27 

0.090 

0.28 

0.01 

0.00 

0.00 

0.00 

0.32 

0.19 

1.11 

0.021 

0.44 

0.75 


Bheechri 

0813000101670200 

3.666 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.666 

-0.15 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.020 

0.36 

0.64 


Bheekamsara 

0813000101667000 

3.987 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.429 

-0.23 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.019 

0.30 

0.54 


Bheekhansar 

0805000100677100 

8.237 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.710 

-0.11 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.004 

0.03 

0.05 


Bheemasar @ Peepal 

0805000100683400 

3.390 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.190 

-0.19 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.04 


Bhojasar 

0805000100687400 

9.258 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.005 

-0.19 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.042 

0.23 

0.47 


Bhojasar Bara 

0813000201684200 

14.125 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.468 

-0.35 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.003 

0.01 

0.02 


Bhojdesar 

0813000101662600 

5.226 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.603 

0.15 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.03 

0.014 

0.17 

0.31 


Bhojnagar 

0805000500743600 

6.993 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.993 

0.30 

0.090 

0.35 

0.02 

0.00 

0.00 

0.00 

0.52 

0.31 

1.28 

0.078 

0.44 

0.75 


Bhopatpura 

0805000500743200 

1.811 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.811 

0.27 

0.090 

0.08 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.29 

0.020 

0.44 

0.75 


Bibipur Bara 

0813000101668200 

13.371 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.258 

-0.16 

0.080 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.072 

0.36 

0.61 


Bibipur Chhota 

0813000101668100 

8.231 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.728 

-0.15 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.042 

0.33 

0.59 


Biraniya 

0813000101666600 

13.773 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.633 

-0.10 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.014 

0.07 

0.12 


Birol 

0805000500742400 

10.462 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.462 

0.01 

0.090 

0.57 

0.03 

0.00 

0.00 

0.00 

0.55 

0.31 

2.14 

0.116 

0.42 

0.73 


Bissau (M) 

0805000140501000 

28.167 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.094 

0.01 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.00 

0.00 


Chak Beerodi 

0813000201686400 

1.845 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.845 

-0.58 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.012 

0.39 

0.68 


Chak Nangal 

0805000600750100 

4.937 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.937 

0.20 

0.100 

0.11 

0.00 

0.00 

0.00 

0.00 

0.21 

0.12 

0.37 

0.046 

0.44 

0.75 


Charan Ki Dhani 

0805000500743300 

13.845 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.991 

0.24 

0.090 

0.18 

0.01 

0.00 

0.00 

0.00 

0.39 

0.23 

0.58 

0.111 

0.32 

0.54 


Chaurhani 

0805000500742900 

5.105 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.105 

0.30 

0.090 

0.31 

0.01 

0.00 

0.00 

0.00 

0.44 

0.26 

1.15 

0.057 

0.44 

0.75 


Chelasi 

0805000500740100 

2.936 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.936 

-0.18 

0.090 

0.24 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.90 

0.033 

0.39 

0.70 


Chhajusar 

0804000400629000 

10.278 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.175 

-0.07 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Chhinchhas 

0813000201671900 

7.966 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.966 

-0.27 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.053 

0.37 

0.61 


Chirana 

0805000500745200 

4.550 

Fresh 

Non-command 

Non-command 

Quartzite 

4.525 

0.37 

0.020 

0.10 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.32 

0.050 

0.44 

0.75 


Churi Chatarpura 

0805000100687100 

5.413 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.413 

-0.14 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.038 

0.36 

0.67 


Churi Miyan 

0813000201672900 

10.542 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.542 

-0.22 

0.080 

0.30 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.12 

0.058 

0.37 

0.64 


Churu (M) 

0804000440404000 

18.967 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.131 

-0.04 

0.060 

0.42 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

1.278 

0.20 

0.33 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.021 

-0.04 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.00 

0.00 


Churu (Rural) 

0804000400629300 

46.736 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.832 

0.03 

0.060 

0.06 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.19 

0.029 

0.08 

0.14 


Chuwas 

0813000101668400 

8.513 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.513 

-0.21 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.046 

0.35 

0.63 


Dab Panora 

0813000301702000 

11.570 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.604 

0.00 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.030 

0.14 

0.24 







Non-command 

Quartzite 

2.168 

0.00 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.018 

0.08 

0.14 


Dabri 

0813000101664600 

11.408 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.408 

-0.08 

0.080 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.062 

0.35 

0.63 


Dadiya 

0813000301688400 

9.612 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.612 

-0.46 

0.100 

0.23 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.82 

0.080 

0.41 

0.77 


Dadunda 

0813000101659600 

14.889 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.889 

-0.08 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.081 

0.35 

0.62 


Dagra 

0813000201671400 

5.157 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.519 

-0.18 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.019 

0.25 

0.42 


Dantujala 

0813000201675900 

7.384 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.361 

-0.36 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.023 

0.17 

0.28 


Daulatpura 

0813000301691600 

8.014 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.436 

0.07 

0.100 

0.14 

0.01 

0.00 

0.00 

0.00 

0.18 

0.10 

0.50 

0.062 

0.39 

0.73 


Daultabad (Rural) 

0813000101664200 

8.053 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.053 

0.18 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.08 

0.07 

0.044 

0.35 

0.63 


Deenarpura 

0813000101666400 

9.797 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.946 

-0.01 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.032 

0.21 

0.38 


Deenwa 

0805000100686500 

5.215 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.215 

-0.15 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.036 

0.36 

0.66 


Deenwa Jatan 

0813000201671600 

6.582 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.582 

-0.09 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.044 

0.37 

0.61 


Deenwaladkhani 

0813000101669800 

4.751 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.751 

-0.09 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.026 

0.35 

0.64 


Deogaon (Gothra ) 

0805000500742800 

1.800 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.800 

0.31 

0.090 

0.15 

0.01 

0.00 

0.00 

0.00 

0.19 

0.11 

0.59 

0.020 

0.44 

0.75 


Depalsar 

0804000400629400 

9.372 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.345 

-0.10 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.023 

0.33 

0.57 


Devipura 

0805000500744400 

11.197 

Fresh 

Non-command 

Non-command 

Quartzite 

11.197 

0.20 

0.020 

0.52 

0.02 

0.00 

0.00 

0.00 

0.55 

0.32 

1.90 

0.124 

0.44 

0.75 


Dewas 

0813000101663100 

6.952 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.952 

-0.02 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.038 

0.35 

0.63 


Dhaka Ki Dhani 

0805000500740600 

8.487 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.487 

-0.28 

0.090 

0.24 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.84 

0.094 

0.41 

0.72 


Dhakali 

0813000101664700 

4.132 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.132 

-0.07 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.023 

0.35 

0.64 


Dhakasa 

0813000101660400 

4.859 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.859 

-0.04 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.027 

0.34 

0.59 


Dhanawata 

0805000600749900 

12.696 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.992 

-0.31 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.038 

0.14 

0.24 







Non-command 

Quartzite 

4.459 

-0.31 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.042 

0.16 

0.26 


Dhandhan 

0813000101659400 

19.390 

Fresh 

Non-command 

Non-command 

Older Alluvium 

19.390 

-0.20 

0.080 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.106 

0.35 

0.62 


Dhani Baijnath 

0813000101662400 

2.642 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.271 

0.07 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.007 

0.17 

0.30 


Dhani Doongarsinghp 

0804000400629700 

4.515 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.515 

-0.16 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.011 

0.33 

0.57 


Dhani Hattidan Charan 

0813000101659000 

2.226 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.226 

-0.10 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.012 

0.35 

0.61 


Dhani Joshiyan 

0805000100686200 

1.730 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.730 

-0.21 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.012 

0.35 

0.69 


Dhani Khareta 

0813000101660700 

2.948 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.948 

-0.02 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.016 

0.33 

0.58 


Dhani Lalsinghpura 

0804000400629800 

6.653 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.653 

-0.13 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.016 

0.33 

0.57 


Dhani Lawanda 

0813000101660200 

2.166 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.166 

-0.05 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.012 

0.35 

0.61 


Dhani Neema 

0813000101660800 

1.428 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.428 

-0.03 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.008 

0.34 

0.58 


Dhani Pannesingh 

0804000400630200 

4.563 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.563 

-0.07 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.011 

0.33 

0.57 


Dhani Pooniyan 

0813000101658500 

1.919 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.919 

-0.06 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.010 

0.34 

0.58 


Dhani Sunda 

0813000101660300 

6.923 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.923 

-0.09 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.038 

0.34 

0.61 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Bhagasara 

0813000101670100 

0.12 

0.41 

- 

0.41 

- 

0.41 

0.06 

0.42 

0.07 

0.0100 

- 

- 

- 

0.010 

0.080 

0.487 

0.049 

0.438 

0.323 

73.76 

Semi Critical 

Bhagoo Mil Ka Bas 

0813000201673700 

0.11 

0.12 

- 

0.12 

- 

0.12 

0.07 

0.44 

0.02 

0.0100 

- 

- 

- 

0.010 

0.033 

0.158 

0.016 

0.142 

0.345 

241.95 

Over Exploited 

Bhagowa 

0813000301702100 

0.08 

0.00 

7,089.67 

0.00 

- 

0.00 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.007 

283.08 

Over Exploited 

Bhairoo Pura 

0813000201672700 

0.12 

0.23 

- 

0.23 

0.01 

0.24 

0.07 

0.43 

0.04 

0.0200 

- 

- 

- 

0.020 

0.062 

0.301 

0.030 

0.271 

0.588 

217.03 

Over Exploited 

Bhakharwasi 

0813000101661600 

0.12 

0.30 

- 

0.30 

- 

0.30 

0.06 

0.40 

0.05 

- 

- 

- 

- 

- 

0.050 

0.355 

0.035 

0.319 

0.121 

37.95 

Safe 

Bharwari 

0805000500743400 

0.16 

0.13 

39.61 

0.16 

0.01 

0.17 

0.07 

0.51 

0.02 

0.0400 

- 

- 

- 

0.040 

0.061 

0.232 

0.012 

0.220 

1.127 

512.01 

Over Exploited 

Bheechri 

0813000101670200 

0.12 

0.16 

- 

0.16 

- 

0.16 

0.06 

0.43 

0.03 

0.0100 

- 

- 

- 

0.010 

0.038 

0.197 

0.020 

0.177 

0.205 

115.51 

Over Exploited 

Bheekamsara 

0813000101667000 

0.12 

0.12 

- 

0.12 

- 

0.12 

0.05 

0.35 

0.02 

- 

- 

- 

- 

- 

0.020 

0.144 

0.014 

0.130 

0.053 

40.68 

Safe 

Bheekhansar 

0805000100677100 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.012 

572.74 

Over Exploited 

Bheemasar @ Peepal 

0805000100683400 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

337.18 

Over Exploited 

Bhojasar 

0805000100687400 

0.10 

0.14 

- 

0.14 

- 

0.14 

0.04 

0.27 

0.02 

- 

- 

- 

- 

- 

0.024 

0.161 

0.016 

0.145 

0.162 

111.60 

Over Exploited 

Bhojasar Bara 

0813000201684200 

0.11 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.022 

3,299.02 

Over Exploited 

Bhojdesar 

0813000101662600 

0.12 

0.05 

(57.81) 

0.04 

- 

0.04 

0.03 

0.20 

0.01 

- 

- 

- 

- 

- 

0.009 

0.052 

0.003 

0.050 

0.044 

88.99 

Semi Critical 

Bhojnagar 

0805000500743600 

0.16 

0.49 

(38.15) 

0.40 

0.02 

0.42 

0.07 

0.51 

0.08 

0.0500 

- 

- 

- 

0.050 

0.129 

0.545 

0.027 

0.517 

1.357 

262.18 

Over Exploited 

Bhopatpura 

0805000500743200 

0.16 

0.13 

(42.72) 

0.10 

- 

0.10 

0.07 

0.51 

0.02 

0.0100 

- 

- 

- 

0.010 

0.030 

0.133 

0.007 

0.126 

0.308 

244.31 

Over Exploited 

Bibipur Bara 

0813000101668200 

0.12 

0.57 

- 

0.57 

- 

0.57 

0.06 

0.42 

0.10 

0.0100 

- 

- 

- 

0.010 

0.110 

0.676 

0.068 

0.609 

0.413 

67.90 

Safe 

Bibipur Chhota 

0813000101668100 

0.12 

0.31 

- 

0.31 

- 

0.31 

0.06 

0.39 

0.05 

- 

- 

- 

- 

- 

0.052 

0.361 

0.036 

0.325 

0.166 

51.09 

Safe 

Biraniya 

0813000101666600 

0.12 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.003 

0.025 

0.002 

0.022 

0.061 

276.69 

Over Exploited 

Birol 

0805000500742400 

0.16 

0.70 

(55.07) 

0.56 

0.03 

0.59 

0.07 

0.48 

0.11 

0.0800 

- 

- 

- 

0.080 

0.192 

0.779 

0.039 

0.740 

2.257 

305.06 

Over Exploited 

Bissau (M) 

0805000140501000 

0.10 

0.00 

859.42 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

18,420.79 

Over Exploited 

Chak Beerodi 

0813000201686400 

0.11 

0.08 

- 

0.08 

- 

0.08 

0.07 

0.45 

0.01 

- 

- 

- 

- 

- 

0.013 

0.092 

0.009 

0.083 

0.108 

131.35 

Over Exploited 

Chak Nangal 

0805000600750100 

0.18 

0.39 

(68.36) 

0.32 

- 

0.32 

0.07 

0.52 

0.06 

0.0100 

- 

- 

- 

0.010 

0.073 

0.389 

0.019 

0.369 

0.420 

113.84 

Over Exploited 

Charan Ki Dhani 

0805000500743300 

0.16 

0.51 

(55.31) 

0.41 

0.01 

0.42 

0.05 

0.37 

0.08 

0.0200 

- 

- 

- 

0.020 

0.101 

0.519 

0.026 

0.493 

0.692 

140.44 

Over Exploited 

Chaurhani 

0805000500742900 

0.16 

0.36 

(28.54) 

0.29 

0.01 

0.30 

0.07 

0.51 

0.06 

0.0400 

- 

- 

- 

0.040 

0.097 

0.394 

0.020 

0.374 

1.211 

323.65 

Over Exploited 

Chelasi 

0805000500740100 

0.16 

0.18 

- 

0.18 

0.01 

0.19 

0.07 

0.45 

0.03 

0.0300 

- 

- 

- 

0.030 

0.061 

0.253 

0.025 

0.228 

0.931 

409.04 

Over Exploited 

Chhajusar 

0804000400629000 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chhinchhas 

0813000201671900 

0.11 

0.32 

- 

0.32 

- 

0.32 

0.07 

0.44 

0.06 

- 

- 

- 

- 

- 

0.061 

0.383 

0.038 

0.344 

0.095 

27.71 

Safe 

Chirana 

0805000500745200 

0.06 

0.12 

(333.55) 

0.10 

- 

0.10 

0.07 

0.51 

0.02 

0.0100 

- 

- 

- 

0.010 

0.029 

0.124 

0.006 

0.118 

0.367 

310.97 

Over Exploited 

Churi Chatarpura 

0805000100687100 

0.10 

0.20 

- 

0.20 

- 

0.20 

0.06 

0.42 

0.03 

0.0100 

- 

- 

- 

0.010 

0.043 

0.239 

0.024 

0.215 

0.213 

99.07 

Critical 

Churi Miyan 

0813000201672900 

0.12 

0.46 

- 

0.46 

0.01 

0.47 

0.07 

0.43 

0.08 

0.0400 

- 

- 

- 

0.040 

0.122 

0.595 

0.059 

0.535 

1.178 

219.96 

Over Exploited 

Churu (M) 

0804000440404000 

0.08 

0.17 

- 

0.17 

- 

0.17 

0.03 

0.23 

0.03 

- 

- 

- 

- 

- 

0.029 

0.203 

0.020 

0.183 

1.278 

699.40 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

######### 

Over Exploited 

Churu (Rural) 

0804000400629300 

0.08 

0.08 

(40.07) 

0.06 

- 

0.06 

0.01 

0.10 

0.01 

0.0100 

- 

- 

- 

0.010 

0.023 

0.087 

0.004 

0.083 

0.219 

264.90 

Over Exploited 

Chuwas 

0813000101668400 

0.12 

0.36 

- 

0.36 

- 

0.36 

0.06 

0.41 

0.06 

- 

- 

- 

- 

- 

0.059 

0.419 

0.042 

0.377 

0.105 

27.98 

Safe 

Dab Panora 

0813000301702000 

0.12 

0.06 

- 

0.06 

- 

0.06 

0.02 

0.16 

0.01 

- 

- 

- 

- 

- 

0.009 

0.068 

0.007 

0.061 

0.056 

91.06 

Critical 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.005 

0.024 

481.91 

Over Exploited 

Dabri 

0813000101664600 

0.12 

0.48 

- 

0.48 

- 

0.48 

0.06 

0.41 

0.08 

0.0100 

- 

- 

- 

0.010 

0.088 

0.570 

0.057 

0.513 

0.387 

75.44 

Semi Critical 

Dadiya 

0813000301688400 

0.12 

0.48 

- 

0.48 

0.01 

0.49 

0.06 

0.47 

0.07 

0.0300 

- 

- 

- 

0.030 

0.097 

0.582 

0.058 

0.524 

0.896 

170.83 

Over Exploited 

Dadunda 

0813000101659600 

0.12 

0.62 

- 

0.62 

- 

0.62 

0.06 

0.40 

0.10 

- 

- 

- 

- 

- 

0.099 

0.722 

0.072 

0.650 

0.134 

20.65 

Safe 

Dagra 

0813000201671400 

0.12 

0.11 

- 

0.11 

- 

0.11 

0.05 

0.30 

0.02 

- 

- 

- 

- 

- 

0.020 

0.125 

0.012 

0.112 

0.059 

52.74 

Safe 

Dantujala 

0813000201675900 

0.11 

0.06 

- 

0.06 

- 

0.06 

0.03 

0.20 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.084 

0.008 

0.075 

0.191 

253.40 

Over Exploited 

Daulatpura 

0813000301691600 

0.12 

0.34 

(71.97) 

0.28 

0.01 

0.29 

0.05 

0.44 

0.05 

0.0200 

- 

- 

- 

0.020 

0.066 

0.351 

0.018 

0.333 

0.559 

167.48 

Over Exploited 

Daultabad (Rural) 

0813000101664200 

0.12 

0.34 

(75.77) 

0.27 

- 

0.27 

0.05 

0.40 

0.05 

- 

- 

- 

- 

- 

0.053 

0.323 

0.016 

0.307 

0.112 

36.44 

Safe 

Deenarpura 

0813000101666400 

0.12 

0.15 

- 

0.15 

- 

0.15 

0.03 

0.25 

0.02 

- 

- 

- 

- 

- 

0.024 

0.176 

0.018 

0.158 

0.113 

71.69 

Semi Critical 

Deenwa 

0805000100686500 

0.10 

0.19 

- 

0.19 

- 

0.19 

0.06 

0.42 

0.03 

- 

- 

- 

- 

- 

0.031 

0.217 

0.022 

0.195 

0.097 

49.83 

Safe 

Deenwa Jatan 

0813000201671600 

0.11 

0.26 

- 

0.26 

- 

0.26 

0.07 

0.43 

0.05 

- 

- 

- 

- 

- 

0.050 

0.315 

0.031 

0.283 

0.104 

36.75 

Safe 

Deenwaladkhani 

0813000101669800 

0.12 

0.20 

- 

0.20 

- 

0.20 

0.06 

0.41 

0.03 

0.0100 

- 

- 

- 

0.010 

0.044 

0.246 

0.025 

0.221 

0.290 

131.02 

Over Exploited 

Deogaon (Gothra ) 

0805000500742800 

0.16 

0.13 

(11.77) 

0.11 

0.01 

0.12 

0.07 

0.51 

0.02 

0.0200 

- 

- 

- 

0.020 

0.040 

0.162 

0.008 

0.154 

0.608 

395.15 

Over Exploited 

Depalsar 

0804000400629400 

0.08 

0.25 

- 

0.25 

- 

0.25 

0.06 

0.39 

0.04 

- 

- 

- 

- 

- 

0.042 

0.290 

0.029 

0.261 

0.095 

36.48 

Safe 

Devipura 

0805000500744400 

0.06 

0.30 

8.08 

0.32 

0.02 

0.34 

0.07 

0.51 

0.05 

0.0700 

- 

- 

- 

0.070 

0.117 

0.457 

0.023 

0.434 

2.025 

466.53 

Over Exploited 

Dewas 

0813000101663100 

0.12 

0.29 

- 

0.29 

- 

0.29 

0.06 

0.40 

0.05 

0.0100 

- 

- 

- 

0.010 

0.056 

0.348 

0.035 

0.313 

0.176 

56.23 

Safe 

Dhaka Ki Dhani 

0805000500740600 

0.16 

0.55 

- 

0.55 

0.01 

0.56 

0.07 

0.47 

0.09 

0.0300 

- 

- 

- 

0.030 

0.120 

0.682 

0.068 

0.614 

0.934 

152.10 

Over Exploited 

Dhakali 

0813000101664700 

0.12 

0.18 

- 

0.18 

- 

0.18 

0.06 

0.41 

0.03 

0.0100 

- 

- 

- 

0.010 

0.039 

0.214 

0.021 

0.193 

0.181 

93.75 

Critical 

Dhakasa 

0813000101660400 

0.12 

0.20 

- 

0.20 

- 

0.20 

0.06 

0.39 

0.03 

0.0100 

- 

- 

- 

0.010 

0.043 

0.240 

0.024 

0.216 

0.217 

100.41 

Over Exploited 

Dhanawata 

0805000600749900 

0.18 

0.10 

- 

0.10 

- 

0.10 

0.02 

0.16 

0.02 

0.0100 

- 

- 

- 

0.010 

0.026 

0.126 

0.013 

0.114 

0.201 

176.61 

Over Exploited 



0.08 

0.05 

- 

0.05 

- 

0.05 

0.02 

0.18 

0.01 

- 

- 

- 

- 

- 

0.009 

0.064 

0.006 

0.057 

0.156 

272.77 

Over Exploited 

Dhandhan 

0813000101659400 

0.12 

0.81 

- 

0.81 

0.01 

0.82 

0.06 

0.40 

0.13 

0.0200 

- 

- 

- 

0.020 

0.149 

0.972 

0.097 

0.875 

0.532 

60.81 

Safe 

Dhani Baijnath 

0813000101662400 

0.12 

0.03 

(61.83) 

0.02 

- 

0.02 

0.03 

0.20 

0.00 

- 

- 

- 

- 

- 

0.004 

0.025 

0.001 

0.023 

0.018 

76.65 

Semi Critical 

Dhani Doongarsinghp 

0804000400629700 

0.08 

0.12 

- 

0.12 

- 

0.12 

0.06 

0.39 

0.02 

- 

- 

- 

- 

- 

0.020 

0.140 

0.014 

0.126 

0.011 

8.85 

Safe 

Dhani Hattidan Charan 

0813000101659000 

0.12 

0.09 

- 

0.09 

- 

0.09 

0.06 

0.40 

0.01 

- 

- 

- 

- 

- 

0.015 

0.107 

0.011 

0.097 

0.029 

30.15 

Safe 

Dhani Joshiyan 

0805000100686200 

0.10 

0.06 

- 

0.06 

- 

0.06 

0.06 

0.41 

0.01 

- 

- 

- 

- 

- 

0.010 

0.071 

0.007 

0.064 

0.054 

84.45 

Semi Critical 

Dhani Khareta 

0813000101660700 

0.12 

0.12 

- 

0.12 

- 

0.12 

0.06 

0.39 

0.02 

- 

- 

- 

- 

- 

0.020 

0.138 

0.014 

0.124 

0.035 

28.23 

Safe 

Dhani Lalsinghpura 

0804000400629800 

0.08 

0.18 

- 

0.18 

- 

0.18 

0.06 

0.39 

0.03 

- 

- 

- 

- 

- 

0.030 

0.207 

0.021 

0.186 

0.082 

44.31 

Safe 

Dhani Lawanda 

0813000101660200 

0.12 

0.09 

- 

0.09 

- 

0.09 

0.06 

0.40 

0.01 

- 

- 

- 

- 

- 

0.015 

0.104 

0.010 

0.094 

0.059 

62.64 

Safe 

Dhani Neema 

0813000101660800 

0.12 

0.06 

- 

0.06 

- 

0.06 

0.06 

0.39 

0.01 

- 

- 

- 

- 

- 

0.010 

0.067 

0.007 

0.060 

0.103 

170.53 

Over Exploited 

Dhani Pannesingh 

0804000400630200 

0.08 

0.12 

- 

0.12 

- 

0.12 

0.06 

0.39 

0.02 

- 

- 

- 

- 

- 

0.020 

0.142 

0.014 

0.128 

0.064 

50.32 

Safe 

Dhani Pooniyan 

0813000101658500 

0.12 

0.08 

- 

0.08 

- 

0.08 

0.06 

0.39 

0.01 

- 

- 

- 

- 

- 

0.013 

0.090 

0.009 

0.081 

0.069 

85.58 

Semi Critical 

Dhani Sunda 

0813000101660300 

0.12 

0.28 

- 

0.28 

- 

0.28 

0.06 

0.40 

0.05 

- 

- 

- 

- 

- 

0.047 

0.332 

0.033 

0.298 

0.063 

21.03 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Dhani Teeba 

0813000201671300 

1.174 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.117 

-0.17 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.006 

0.34 

0.59 


Dhani Thedi 

0813000101660500 

2.976 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.976 

0.02 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.016 

0.34 

0.58 


Dhokar 

0813000301702300 

4.541 

Fresh 

Non-command 

Non-command 

Quartzite 

0.625 

0.37 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.06 

0.10 


Dhola khera 

0805000600748800 

17.505 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.350 

-0.08 

0.100 

0.21 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.70 

0.097 

0.26 

0.44 


Dholas 

0813000201674800 

4.222 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.222 

-1.24 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.028 

0.37 

0.61 


Dinarpura 

0813000301691500 

13.251 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.935 

-0.20 

0.100 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.47 

0.107 

0.41 

0.78 


Dishnau 

0813000201672300 

9.594 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.594 

-0.35 

0.080 

0.30 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.14 

0.052 

0.37 

0.61 


Doodwa 

0813000201685400 

10.142 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.142 

-1.45 

0.080 

0.23 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.83 

0.068 

0.37 

0.61 


Dundlod 

0805000500738800 

11.518 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.518 

-0.19 

0.090 

0.27 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.91 

0.128 

0.38 

0.67 


Durjanpura 

0805000500740500 

1.566 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.566 

-0.51 

0.090 

0.23 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.91 

0.017 

0.40 

0.70 


Fadanpura 

0813000101662100 

5.901 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.901 

0.00 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.15 

0.032 

0.35 

0.63 



0813000201685300 

3.432 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.432 

-1.04 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.023 

0.37 

0.61 


Fatehpur (M) 

0813000141302000 

31.447 

Fresh 

Non-command 

Non-command 

Older Alluvium 

31.447 

-0.04 

0.080 

2.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

5.980 

0.35 

0.63 


Fatehpur (Rural) 

0813000101665100 

10.297 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.297 

0.14 

0.080 

0.20 

0.01 

0.00 

0.00 

0.00 

0.31 

0.17 

0.74 

0.056 

0.35 

0.63 


Gangapura 

0813000101659800 

2.577 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.577 

-0.03 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.014 

0.34 

0.61 


Gangyasar 

0813000101665000 

6.277 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.277 

0.03 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.19 

0.034 

0.35 

0.63 


Garandwa 

0813000101661100 

5.001 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.001 

-0.12 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.027 

0.34 

0.59 


Garhwalon Ki Dhani 

0805000500744000 

3.332 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.019 

-0.39 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

3.313 

-0.39 

0.020 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.037 

0.43 

0.76 


Garinda 

0813000101669000 

13.425 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.386 

-0.22 

0.080 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.073 

0.35 

0.62 







Non-command 

Quartzite 

0.039 

-0.22 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ghassu 

0813000201675200 

3.755 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.755 

-0.77 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.025 

0.37 

0.61 


Ghoribara Kalan 

0805000500736900 

10.661 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.661 

-0.18 

0.090 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.59 

0.118 

0.36 

0.71 


Ghoribara Khurd 

0805000500736800 

9.306 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.139 

-0.09 

0.090 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.58 

0.101 

0.36 

0.69 


Girdharpura Shahpu 

0805000500743500 

11.896 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.896 

0.25 

0.090 

0.79 

0.04 

0.00 

0.00 

0.00 

1.01 

0.60 

2.97 

0.132 

0.44 

0.75 


Godiya Bara 

0813000101664100 

7.040 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.040 

-0.03 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.038 

0.35 

0.63 


Godoo Ka Bas 

0805000100683300 

4.439 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.798 

-0.23 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.026 

0.30 

0.57 


Goras 

0813000101662200 

4.705 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.705 

-0.15 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.026 

0.35 

0.63 


Goriya Chhota 

0813000101663200 

5.549 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.549 

0.03 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.05 

0.030 

0.35 

0.63 


Gothra 

0805000500742700 

8.060 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.060 

0.39 

0.090 

0.30 

0.01 

0.00 

0.00 

0.00 

0.57 

0.33 

1.06 

0.089 

0.43 

0.75 


Gothra Bhookran 

0813000301688600 

12.205 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.205 

-0.71 

0.100 

0.25 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.86 

0.097 

0.41 

0.77 


Govindpura 

0805000100686800 

1.678 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.678 

-0.18 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.012 

0.36 

0.67 


Govindpura With Hardayalpura 

0813000101665700 

6.463 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.463 

-0.05 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.035 

0.35 

0.63 


Gudrawas 

0813000101660900 

1.448 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.448 

-0.03 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.008 

0.34 

0.58 


Gumana Ka Bas 

0813000301691700 

2.563 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.563 

-0.37 

0.100 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.50 

0.021 

0.42 

0.79 


Gungara 

0813000301701500 

13.776 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.478 

-0.50 

0.100 

0.38 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.37 

0.103 

0.38 

0.70 







Non-command 

Quartzite 

1.298 

-0.50 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.011 

0.04 

0.07 


Gurara 

0813000501724600 

18.690 

Fresh 

Non-command 

Non-command 

Quartzite 

0.005 

1.24 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Guwariya 

0813000501723000 

11.200 

Fresh 

Non-command 

Non-command 

Quartzite 

0.005 

0.81 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Hameerpura 

0813000201675600 

7.109 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.527 

-0.40 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.004 

0.03 

0.05 


Hanumanpura 

0804000600643500 

5.008 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.109 

-0.10 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 



0805000100685900 

3.243 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.243 

-0.18 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.023 

0.35 

0.70 


Harsawa Bara 

0813000101668800 

6.713 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.713 

-0.23 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.037 

0.36 

0.62 


Harsawa Chhota 

0813000101668900 

3.292 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.292 

-0.26 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.018 

0.35 

0.62 


Hatyaj 

0813000301702500 

6.237 

Fresh 

Non-command 

Non-command 

Quartzite 

1.588 

0.10 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.05 

0.013 

0.11 

0.19 


Hetamsar 

0813000101663300 

9.458 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.458 

0.00 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.10 

0.052 

0.35 

0.63 


Hirna 

0813000101669500 

6.911 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.911 

-0.05 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.038 

0.35 

0.63 


Hodsar 

0813000101662000 

6.310 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.310 

0.03 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.02 

0.034 

0.35 

0.63 


Hudera 

0813000101665900 

8.279 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.169 

0.05 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.05 

0.012 

0.09 

0.16 


Hunatpura 

0804000400630100 

4.083 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.083 

-0.08 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.010 

0.33 

0.57 


Indrapura 

0805000600750000 

10.487 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.319 

0.02 

0.100 

0.35 

0.02 

0.00 

0.00 

0.00 

0.35 

0.21 

1.27 

0.097 

0.44 

0.74 


Jaisingh Pura 

0805000500741400 

5.234 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.629 

-0.12 

0.090 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.48 

0.040 

0.28 

0.52 


Jaitpura 

0805000600749800 

16.344 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.814 

-0.22 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.008 

0.02 

0.04 







Non-command 

Quartzite 

0.999 

-0.22 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.009 

0.03 

0.05 


Jalalsar 

0813000101669100 

7.156 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.364 

-0.03 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.029 

0.26 

0.47 







Non-command 

Quartzite 

1.791 

-0.03 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.010 

0.09 

0.16 


Jaleu 

0813000101662900 

5.665 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.665 

-0.11 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.031 

0.35 

0.63 


Jandwa 

0804000600648600 

12.410 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.380 

0.00 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Older Alluvium 

10.134 

0.00 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.037 

0.28 

0.50 


Jasrasar 

0813000201684500 

9.323 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.517 

-0.49 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.017 

0.10 

0.17 


Jatwali 

0805000500736500 

4.183 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.183 

-0.07 

0.090 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.64 

0.046 

0.36 

0.67 


Jeetas 

0805000100686000 

2.604 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.604 

-0.20 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.018 

0.35 

0.71 


Jerthi 

0813000301688500 

14.647 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.647 

-0.58 

0.100 

0.38 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.37 

0.117 

0.40 

0.74 


Jhadhewa 

0813000201685900 

1.623 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.623 

-0.54 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.011 

0.39 

0.68 


Jhajhar 

0805000500742500 

14.887 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.887 

0.26 

0.090 

0.52 

0.02 

0.00 

0.00 

0.00 

0.85 

0.49 

1.87 

0.165 

0.42 

0.74 


Jheegar Chhoti 

0813000301691400 

9.516 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.942 

-0.52 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.008 

0.04 

0.08 


Jogiyon Ka Bas 

0813000201686300 

2.317 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.317 

-0.53 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.016 

0.39 

0.70 


Johar Ki Dhani 

0805000500740400 

8.559 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.559 

-0.34 

0.090 

0.25 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.87 

0.095 

0.39 

0.69 





Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Dhani Teeba 

0813000201671300 

0.12 

0.05 

- 

0.05 

- 

0.05 

0.06 

0.41 

0.01 

- 

- 

- 

- 

- 

0.008 

0.055 

0.005 

0.049 

0.036 

73.43 

Semi Critical 

Dhani Thedi 

0813000101660500 

0.12 

0.12 

(93.08) 

0.10 

- 

0.10 

0.06 

0.39 

0.02 

- 

- 

- 

- 

- 

0.020 

0.116 

0.006 

0.110 

0.044 

40.19 

Safe 

Dhokar 

0813000301702300 

0.08 

0.00 

30,661.25 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.009 

442.95 

Over Exploited 

Dhola khera 

0805000600748800 

0.18 

0.49 

- 

0.49 

0.01 

0.50 

0.04 

0.30 

0.08 

0.0300 

- 

- 

- 

0.030 

0.108 

0.607 

0.061 

0.546 

0.796 

145.81 

Over Exploited 

Dholas 

0813000201674800 

0.11 

0.17 

- 

0.17 

- 

0.17 

0.07 

0.44 

0.03 

0.0100 

- 

- 

- 

0.010 

0.043 

0.213 

0.021 

0.192 

0.311 

162.33 

Over Exploited 

Dinarpura 

0813000301691500 

0.12 

0.63 

- 

0.63 

0.01 

0.64 

0.05 

0.46 

0.08 

0.0200 

- 

- 

- 

0.020 

0.102 

0.744 

0.074 

0.669 

0.575 

85.91 

Semi Critical 

Dishnau 

0813000201672300 

0.12 

0.42 

- 

0.42 

0.01 

0.43 

0.07 

0.43 

0.08 

0.0400 

- 

- 

- 

0.040 

0.119 

0.549 

0.055 

0.494 

1.195 

241.81 

Over Exploited 

Doodwa 

0813000201685400 

0.11 

0.41 

- 

0.41 

0.01 

0.42 

0.07 

0.44 

0.08 

0.0300 

- 

- 

- 

0.030 

0.108 

0.528 

0.053 

0.475 

0.898 

189.00 

Over Exploited 

Dundlod 

0805000500738800 

0.16 

0.69 

- 

0.69 

0.01 

0.70 

0.07 

0.44 

0.12 

0.0300 

- 

- 

- 

0.030 

0.150 

0.853 

0.085 

0.767 

1.035 

134.86 

Over Exploited 

Durjanpura 

0805000500740500 

0.16 

0.10 

- 

0.10 

0.01 

0.11 

0.07 

0.46 

0.02 

0.0300 

- 

- 

- 

0.030 

0.046 

0.156 

0.016 

0.140 

0.929 

662.21 

Over Exploited 

Fadanpura 

0813000101662100 

0.12 

0.25 

(88.69) 

0.20 

- 

0.20 

0.06 

0.40 

0.04 

0.0100 

- 

- 

- 

0.010 

0.049 

0.247 

0.012 

0.235 

0.179 

76.34 

Semi Critical 


0813000201685300 

0.11 

0.14 

- 

0.14 

- 

0.14 

0.07 

0.44 

0.03 

0.0100 

- 

- 

- 

0.010 

0.036 

0.175 

0.017 

0.157 

0.219 

139.10 

Over Exploited 

Fatehpur (M) 

0813000141302000 

0.12 

1.32 

- 

1.32 

- 

1.32 

0.05 

0.40 

0.21 

0.0100 

- 

- 

- 

0.010 

0.217 

1.536 

0.154 

1.383 

6.133 

443.53 

Over Exploited 

Fatehpur (Rural) 

0813000101665100 

0.12 

0.43 

(60.43) 

0.35 

0.01 

0.36 

0.05 

0.40 

0.07 

0.0300 

- 

- 

- 

0.030 

0.098 

0.453 

0.023 

0.431 

0.793 

184.15 

Over Exploited 

Gangapura 

0813000101659800 

0.12 

0.11 

- 

0.11 

- 

0.11 

0.06 

0.40 

0.02 

- 

- 

- 

- 

- 

0.017 

0.124 

0.012 

0.111 

0.096 

86.17 

Semi Critical 

Gangyasar 

0813000101665000 

0.12 

0.26 

(84.10) 

0.21 

- 

0.21 

0.05 

0.40 

0.04 

0.0100 

- 

- 

- 

0.010 

0.051 

0.262 

0.013 

0.249 

0.228 

91.64 

Critical 

Garandwa 

0813000101661100 

0.12 

0.20 

- 

0.20 

- 

0.20 

0.06 

0.39 

0.03 

0.0100 

- 

- 

- 

0.010 

0.044 

0.246 

0.025 

0.222 

0.206 

93.13 

Critical 

Garhwalon Ki Dhani 

0805000500744000 

0.16 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.08 

- 

0.08 

- 

0.08 

0.06 

0.49 

0.01 

0.0100 

- 

- 

- 

0.010 

0.023 

0.108 

0.011 

0.097 

0.337 

347.64 

Over Exploited 

Garinda 

0813000101669000 

0.12 

0.57 

- 

0.57 

- 

0.57 

0.06 

0.41 

0.09 

0.0100 

- 

- 

- 

0.010 

0.103 

0.668 

0.067 

0.601 

0.420 

69.86 

Safe 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ghassu 

0813000201675200 

0.11 

0.15 

- 

0.15 

- 

0.15 

0.07 

0.44 

0.03 

0.0100 

- 

- 

- 

0.010 

0.039 

0.191 

0.019 

0.172 

0.282 

164.39 

Over Exploited 

Ghoribara Kalan 

0805000500736900 

0.16 

0.61 

- 

0.61 

0.01 

0.62 

0.06 

0.42 

0.10 

0.0200 

- 

- 

- 

0.020 

0.125 

0.747 

0.075 

0.673 

0.706 

105.01 

Over Exploited 

Ghoribara Khurd 

0805000500736800 

0.16 

0.52 

- 

0.52 

0.01 

0.53 

0.06 

0.42 

0.09 

0.0200 

- 

- 

- 

0.020 

0.110 

0.643 

0.064 

0.579 

0.684 

118.18 

Over Exploited 

Girdharpura Shahpu 

0805000500743500 

0.16 

0.85 

(28.87) 

0.68 

0.04 

0.72 

0.07 

0.51 

0.13 

0.1100 

- 

- 

- 

0.110 

0.245 

0.961 

0.048 

0.913 

3.106 

340.30 

Over Exploited 

Godiya Bara 

0813000101664100 

0.12 

0.30 

- 

0.30 

- 

0.30 

0.06 

0.40 

0.05 

0.0100 

- 

- 

- 

0.010 

0.057 

0.352 

0.035 

0.317 

0.178 

56.30 

Safe 

Godoo Ka Bas 

0805000100683300 

0.10 

0.11 

- 

0.11 

- 

0.11 

0.05 

0.35 

0.02 

- 

- 

- 

- 

- 

0.019 

0.133 

0.013 

0.120 

0.051 

42.97 

Safe 

Goras 

0813000101662200 

0.12 

0.20 

- 

0.20 

- 

0.20 

0.06 

0.40 

0.03 

- 

- 

- 

- 

- 

0.031 

0.229 

0.023 

0.206 

0.136 

65.95 

Safe 

Goriya Chhota 

0813000101663200 

0.12 

0.23 

(91.63) 

0.19 

- 

0.19 

0.06 

0.40 

0.04 

- 

- 

- 

- 

- 

0.037 

0.223 

0.011 

0.212 

0.083 

39.32 

Safe 

Gothra 

0805000500742700 

0.16 

0.56 

(40.47) 

0.45 

0.01 

0.46 

0.07 

0.50 

0.09 

0.0400 

- 

- 

- 

0.040 

0.129 

0.588 

0.029 

0.558 

1.152 

206.44 

Over Exploited 

Gothra Bhookran 

0813000301688600 

0.10 

0.50 

- 

0.50 

0.01 

0.51 

0.06 

0.47 

0.07 

0.0300 

- 

- 

- 

0.030 

0.100 

0.608 

0.061 

0.547 

0.957 

174.89 

Over Exploited 

Govindpura 

0805000100686800 

0.10 

0.06 

- 

0.06 

- 

0.06 

0.06 

0.42 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.080 

0.008 

0.072 

0.226 

313.23 

Over Exploited 

Govindpura With Flardayalpura 

0813000101665700 

0.12 

0.27 

- 

0.27 

- 

0.27 

0.05 

0.40 

0.04 

0.0100 

- 

- 

- 

0.010 

0.053 

0.324 

0.032 

0.291 

0.210 

72.15 

Semi Critical 

Gudrawas 

0813000101660900 

0.12 

0.06 

- 

0.06 

- 

0.06 

0.06 

0.39 

0.01 

- 

- 

- 

- 

- 

0.010 

0.068 

0.007 

0.061 

0.139 

226.85 

Over Exploited 

Gumana Ka Bas 

0813000301691700 

0.12 

0.13 

- 

0.13 

0.01 

0.14 

0.06 

0.47 

0.02 

0.0200 

- 

- 

- 

0.020 

0.037 

0.175 

0.018 

0.158 

0.523 

331.75 

Over Exploited 

Gungara 

0813000301701500 

0.12 

0.58 

- 

0.58 

0.02 

0.60 

0.06 

0.44 

0.08 

0.0500 

- 

- 

- 

0.050 

0.132 

0.728 

0.073 

0.655 

1.473 

224.87 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.004 

0.085 

1,984.44 

Over Exploited 

Gurara 

0813000501724600 

0.08 

0.00 

217,970.60 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Guwariya 

0813000501723000 

0.08 

0.00 

108,697.22 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Flameerpura 

0813000201675600 

0.11 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.027 

1,569.81 

Over Exploited 

Flanumanpura 

0804000600643500 

0.11 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 


0805000100685900 

0.10 

0.11 

- 

0.11 

- 

0.11 

0.06 

0.41 

0.02 

0.0100 

- 

- 

- 

0.010 

0.030 

0.144 

0.014 

0.130 

0.265 

203.79 

Over Exploited 

Flarsawa Bara 

0813000101668800 

0.12 

0.29 

- 

0.29 

- 

0.29 

0.06 

0.42 

0.05 

0.0100 

- 

- 

- 

0.010 

0.059 

0.345 

0.035 

0.311 

0.278 

89.35 

Semi Critical 

Flarsawa Chhota 

0813000101668900 

0.12 

0.14 

- 

0.14 

- 

0.14 

0.06 

0.41 

0.02 

0.0100 

- 

- 

- 

0.010 

0.033 

0.173 

0.017 

0.156 

0.174 

111.47 

Over Exploited 

Hatyaj 

0813000301702500 

0.08 

0.01 

240.52 

0.01 

- 

0.01 

0.02 

0.13 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.008 

0.065 

780.16 

Over Exploited 

Fletamsar 

0813000101663300 

0.12 

0.40 

(93.95) 

0.32 

- 

0.32 

0.06 

0.40 

0.06 

- 

- 

- 

- 

- 

0.063 

0.380 

0.019 

0.361 

0.156 

43.10 

Safe 

Hirna 

0813000101669500 

0.12 

0.29 

- 

0.29 

- 

0.29 

0.06 

0.41 

0.05 

0.0100 

- 

- 

- 

0.010 

0.058 

0.351 

0.035 

0.316 

0.283 

89.53 

Semi Critical 

Flodsar 

0813000101662000 

0.12 

0.26 

(92.43) 

0.21 

- 

0.21 

0.06 

0.40 

0.04 

- 

- 

- 

- 

- 

0.042 

0.253 

0.013 

0.241 

0.053 

22.20 

Safe 

Fludera 

0813000101665900 

0.12 

0.02 

(31.37) 

0.02 

- 

0.02 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.004 

0.023 

0.001 

0.022 

0.065 

298.00 

Over Exploited 

Flunatpura 

0804000400630100 

0.08 

0.11 

- 

0.11 

- 

0.11 

0.06 

0.39 

0.02 

- 

- 

- 

- 

- 

0.018 

0.127 

0.013 

0.115 

0.036 

31.53 

Safe 

Indrapura 

0805000600750000 

0.18 

0.81 

(74.37) 

0.65 

0.02 

0.67 

0.07 

0.51 

0.13 

0.0500 

- 

- 

- 

0.050 

0.179 

0.849 

0.042 

0.807 

1.364 

169.11 

Over Exploited 

Jaisingh Pura 

0805000500741400 

0.16 

0.17 

- 

0.17 

0.01 

0.18 

0.05 

0.33 

0.03 

0.0200 

- 

- 

- 

0.020 

0.047 

0.222 

0.022 

0.200 

0.518 

259.13 

Over Exploited 

Jaitpura 

0805000600749800 

0.18 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.003 

0.111 

3,276.67 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.098 

4,351.52 

Over Exploited 

Jalalsar 

0813000101669100 

0.12 

0.17 

- 

0.17 

- 

0.17 

0.04 

0.30 

0.03 

0.0100 

- 

- 

- 

0.010 

0.037 

0.206 

0.021 

0.185 

0.170 

91.86 

Critical 



0.06 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.010 

0.044 

445.13 

Over Exploited 

Jaleu 

0813000101662900 

0.12 

0.24 

- 

0.24 

- 

0.24 

0.06 

0.40 

0.04 

- 

- 

- 

- 

- 

0.037 

0.275 

0.028 

0.248 

0.141 

56.89 

Safe 

Jandwa 

0804000600648600 

0.11 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

342.58 

Over Exploited 



0.11 

0.31 

(97.96) 

0.25 

- 

0.25 

0.05 

0.33 

0.05 

- 

- 

- 

- 

- 

0.051 

0.302 

0.015 

0.287 

0.047 

16.34 

Safe 

Jasrasar 

0813000201684500 

0.11 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.12 

0.01 

0.0100 

- 

- 

- 

0.010 

0.015 

0.043 

0.004 

0.039 

0.185 

478.31 

Over Exploited 

Jatwali 

0805000500736500 

0.16 

0.24 

- 

0.24 

0.01 

0.25 

0.06 

0.43 

0.04 

0.0200 

- 

- 

- 

0.020 

0.062 

0.315 

0.032 

0.284 

0.689 

243.15 

Over Exploited 

Jeetas 

0805000100686000 

0.10 

0.09 

- 

0.09 

- 

0.09 

0.06 

0.41 

0.02 

0.0100 

- 

- 

- 

0.010 

0.026 

0.117 

0.012 

0.106 

0.159 

150.71 

Over Exploited 

Jerthi 

0813000301688500 

0.10 

0.59 

- 

0.59 

0.02 

0.61 

0.06 

0.46 

0.09 

0.0500 

- 

- 

- 

0.050 

0.138 

0.748 

0.075 

0.673 

1.490 

221.39 

Over Exploited 

Jhadhewa 

0813000201685900 

0.11 

0.07 

- 

0.07 

- 

0.07 

0.07 

0.45 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.090 

0.009 

0.081 

0.211 

259.03 

Over Exploited 

Jhajhar 

0805000500742500 

0.16 

1.01 

(51.93) 

0.81 

0.02 

0.83 

0.07 

0.49 

0.16 

0.0700 

- 

- 

- 

0.070 

0.231 

1.060 

0.053 

1.007 

2.032 

201.77 

Over Exploited 

Jheegar Chhoti 

0813000301691400 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.067 

1,676.44 

Over Exploited 

Jogiyon Ka Bas 

0813000201686300 

0.11 

0.10 

- 

0.10 

- 

0.10 

0.06 

0.46 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.127 

0.013 

0.114 

0.269 

235.37 

Over Exploited 

Johar Ki Dhani 

0805000500740400 

0.16 

0.53 

- 

0.53 

0.01 

0.54 

0.07 

0.45 

0.09 

0.0300 

- 

- 

- 

0.030 

0.120 

0.661 

0.066 

0.595 

0.961 

161.46 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Jugalpura 

081300010165910C 

6.887 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.887 

-0.11 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.038 

0.35 

0.61 


Juharpura 

0804000400628500 

5.714 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.009 

-0.10 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.06 

0.10 


Kairu 

0805000500740000 

8.035 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.775 

-0.10 

0.090 

0.27 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.02 

0.053 

0.23 

0.43 


Kala Khet 

0813000301703200 

6.723 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.014 

0.09 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kalyanpura 

0813000101662500 

7.284 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.254 

0.14 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.06 

0.034 

0.30 

0.54 



0813000201673300 

6.232 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.232 

-0.51 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.042 

0.38 

0.66 


Kana Ki Dhani 

0805000500740700 

3.117 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.117 

-0.22 

0.090 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.035 

0.40 

0.72 


Kangansar 

0813000101670000 

18.032 

Fresh 

Non-command 

Non-command 

Older Alluvium 

18.032 

-0.17 

0.080 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.098 

0.36 

0.63 


Kantewa 

0813000201675700 

9.836 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.817 

-0.37 

0.080 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.066 

0.37 

0.61 


Karanga Bara 

0813000101667200 

13.908 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.179 

-0.10 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 


Karanga Chhota 

0813000101667100 

11.851 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.320 

-0.17 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.024 

0.13 

0.23 


Kaseru 

0805000500738600 

9.789 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.783 

-0.11 

0.090 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.63 

0.053 

0.18 

0.35 


Kaswali 

0813000201674100 

6.546 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.546 

-0.31 

0.080 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.044 

0.37 

0.61 


Katrathal 

0813000301691900 

27.461 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.935 

-0.08 

0.100 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.56 

0.074 

0.14 

0.26 


Kayamsar 

0813000101661800 

8.929 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.929 

-0.02 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.049 

0.35 

0.62 


Kemri Ki Dhani 

0805000500743900 

11.434 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.938 

-0.23 

0.090 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.63 

0.110 

0.37 

0.65 







Non-command 

Quartzite 

1.496 

-0.23 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.017 

0.06 

0.10 


Keswa Ki Dhani 

0805000500743000 

1.211 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.211 

0.27 

0.090 

0.17 

0.01 

0.00 

0.00 

0.00 

0.19 

0.11 

0.67 

0.013 

0.44 

0.75 


Khalsi 

0805000100683200 

7.335 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.335 

-0.14 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.051 

0.35 

0.64 


Khansoli 

0804000400630400 

24.470 

Fresh 

Non-command 

Non-command 

Older Alluvium 

16.841 

-0.06 

0.060 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.042 

0.23 

0.39 


Kharsadoo 

0813000301687800 

3.125 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.125 

-0.32 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.025 

0.39 

0.71 


Kheechdo Ki Dhani 

0813000201674200 

2.975 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.975 

-0.55 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.020 

0.37 

0.61 


Kheenwasar 

0813000201685800 

10.146 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.146 

-0.65 

0.080 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.56 

0.068 

0.38 

0.66 


Kheerwa 

0813000201685200 

6.400 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.400 

-1.48 

0.080 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.043 

0.37 

0.61 


Kheri Dookiya 

0813000201676000 

9.732 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.015 

-0.36 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.007 

0.04 

0.06 


Kheri Radan 

0813000201673900 

6.488 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.488 

-0.31 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.043 

0.37 

0.63 


Khiror 

0805000500744100 

15.707 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.234 

-0.04 

0.090 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.57 

0.047 

0.12 

0.20 







Non-command 

Quartzite 

11.473 

-0.04 

0.020 

0.34 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.18 

0.127 

0.31 

0.55 


Khojas 

0805000500743700 

3.792 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.767 

0.35 

0.090 

0.24 

0.01 

0.00 

0.00 

0.00 

0.35 

0.21 

0.91 

0.042 

0.44 

0.74 







Non-command 

Quartzite 

0.025 

0.35 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khori Brahmanan 

0813000301701800 

11.497 

Fresh 

Non-command 

Non-command 

Quartzite 

9.944 

0.15 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.15 

0.082 

0.38 

0.65 


Khoru 

0813000201675400 

8.426 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.484 

-0.61 

0.080 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.37 

0.037 

0.24 

0.40 


Khotiya 

0813000101659700 

14.232 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.232 

0.02 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.16 

0.078 

0.35 

0.62 


Khuri 

0813000101665400 

6.926 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.926 

-0.43 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.038 

0.35 

0.63 


Khuri Bari 

0813000201684700 

4.219 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.379 

-0.41 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.016 

0.21 

0.37 


Kirodi 

0805000500745400 

3.238 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.902 

0.46 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.09 

0.010 

0.12 

0.21 







Non-command 

Quartzite 

2.336 

0.46 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.16 

0.026 

0.32 

0.54 


Kisari 

0805000100686600 

3.019 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.019 

-0.18 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.021 

0.36 

0.68 


Koleera 

0813000301688100 

26.310 

Fresh 

Non-command 

Non-command 

Older Alluvium 

26.310 

-0.60 

0.100 

0.64 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.26 

0.218 

0.39 

0.70 


Kolsiya 

0805000500742200 

10.163 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.789 

-0.08 

0.090 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.76 

0.031 

0.12 

0.21 


Kot 

0805000600750300 

29.299 

Fresh 

Non-command 

Non-command 

Quartzite 

16.721 

0.51 

0.020 

0.11 

0.00 

0.00 

0.00 

0.00 

0.28 

0.17 

0.25 

0.157 

0.25 

0.43 


Kudan 

0813000301688000 

14.093 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.093 

-0.95 

0.100 

0.32 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.14 

0.112 

0.39 

0.69 


Kuharoo 

0805000100682900 

7.322 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.701 

-0.14 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.012 

0.08 

0.16 


Kumas Jatan 

0813000201671700 

4.497 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.497 

-0.10 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.030 

0.37 

0.61 


Kushalpura 

0813000301701400 

5.423 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.323 

-0.15 

0.100 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.027 

0.26 

0.47 







Non-command 

Quartzite 

1.970 

-0.15 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.016 

0.16 

0.28 


Lachhmangarh (M) 

0813000241303000 

25.347 

Fresh 

Non-command 

Non-command 

Older Alluvium 

25.347 

-0.45 

0.080 

1.51 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.83 

3.950 

0.37 

0.61 


Lachhmangarh (Rural) 

0813000201675300 

5.677 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.469 

-0.50 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.037 

0.35 

0.59 


Ladsar 

0805000100685700 

1.961 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.011 

-0.35 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Lakheepura 

0813000301701300 

10.102 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.225 

-0.21 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.060 

0.31 

0.55 







Non-command 

Quartzite 

1.959 

-0.21 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.016 

0.08 

0.15 


Lalasi 

0813000201685000 

9.358 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.358 

-1.50 

0.080 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.063 

0.37 

0.62 


Lawanda 

0813000101661700 

12.395 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.395 

-0.05 

0.080 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.068 

0.35 

0.62 


Laxman Ka Bas 

0813000301691800 

2.803 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.803 

-0.49 

0.100 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.63 

0.023 

0.42 

0.80 


Lohargal 

0805000500745300 

0.032 

Fresh 

Non-command 

Non-command 

Quartzite 

0.016 

0.39 

0.020 

0.10 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.40 

0.000 

0.22 

0.37 


Loomas 

0805000100685600 

6.540 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.263 

-0.32 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.03 


Madhopura 

0813000101661000 

1.294 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.294 

-0.05 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.007 

0.34 

0.58 



0813000201674000 

6.081 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.081 

-0.28 

0.080 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.52 

0.041 

0.37 

0.62 


Madhopura @ Ghassu Ka Bas 

0813000201675100 

3.440 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.440 

-0.89 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.023 

0.37 

0.61 


Mahansar 

0805000100677000 

14.483 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.844 

-0.05 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.074 

0.27 

0.47 


Manasi 

0813000201671800 

4.341 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.341 

-0.31 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.029 

0.37 

0.61 


Manasiya 

0813000201675500 

1.734 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.004 

-0.46 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mandasi 

0805000500737100 

5.117 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.012 

-0.23 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mandawa (M) 

0805000140502000 

23.707 

Fresh 

Non-command 

Non-command 

Older Alluvium 

23.707 

-0.14 

0.120 

1.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

2.896 

0.35 

0.66 


Mandela Bara 

0813000101666800 

9.146 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.488 

-0.33 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.046 

0.32 

0.58 


Mandela Chhota 

0813000101666900 

5.850 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.850 

-0.40 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.032 

0.35 

0.63 


Mardatoo Bari 

0813000101668000 

9.539 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.733 

-0.07 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.004 

0.03 

0.05 


Mardatoo Chhoti 

0813000101667900 

5.805 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.540 

-0.07 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.003 

0.03 

0.06 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Jugalpura 

0813000101659100 

0.12 

0.29 

- 

0.29 

- 

0.29 

0.06 

0.40 

0.05 

- 

- 

- 

- 

- 

0.046 

0.331 

0.033 

0.298 

0.083 

27.69 

Safe 

Juharpura 

0804000400628500 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.005 

0.002 

49.56 

Safe 

Kairu 

0805000500740000 

0.16 

0.17 

- 

0.17 

0.01 

0.18 

0.04 

0.27 

0.03 

0.0400 

- 

- 

- 

0.040 

0.069 

0.253 

0.025 

0.228 

1.073 

471.25 

Over Exploited 

Kala Khet 

0813000301703200 

0.12 

0.00 

6,025.77 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kalyanpura 

0813000101662500 

0.12 

0.23 

(74.79) 

0.18 

- 

0.18 

0.05 

0.35 

0.04 

- 

- 

- 

- 

- 

0.036 

0.216 

0.011 

0.206 

0.091 

44.31 

Safe 


0813000201673300 

0.11 

0.26 

- 

0.26 

- 

0.26 

0.07 

0.44 

0.05 

0.0100 

- 

- 

- 

0.010 

0.055 

0.315 

0.032 

0.284 

0.301 

106.07 

Over Exploited 

Kana Ki Dhani 

0805000500740700 

0.16 

0.20 

- 

0.20 

0.01 

0.21 

0.07 

0.47 

0.03 

0.0200 

- 

- 

- 

0.020 

0.053 

0.263 

0.026 

0.237 

0.443 

187.12 

Over Exploited 

Kangansar 

0813000101670000 

0.12 

0.77 

- 

0.77 

- 

0.77 

0.06 

0.42 

0.13 

0.0100 

- 

- 

- 

0.010 

0.142 

0.915 

0.092 

0.824 

0.391 

47.52 

Safe 

Kantewa 

0813000201675700 

0.11 

0.40 

- 

0.40 

- 

0.40 

0.07 

0.44 

0.08 

0.0100 

- 

- 

- 

0.010 

0.086 

0.481 

0.048 

0.433 

0.364 

84.00 

Semi Critical 

Karanga Bara 

0813000101667200 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Karanga Chhota 

0813000101667100 

0.12 

0.07 

- 

0.07 

- 

0.07 

0.02 

0.15 

0.01 

- 

- 

- 

- 

- 

0.011 

0.077 

0.008 

0.069 

0.074 

106.03 

Over Exploited 

Kaseru 

0805000500738600 

0.16 

0.14 

- 

0.14 

0.01 

0.15 

0.03 

0.21 

0.02 

0.0200 

- 

- 

- 

0.020 

0.043 

0.191 

0.019 

0.172 

0.682 

395.91 

Over Exploited 

Kaswali 

0813000201674100 

0.11 

0.26 

- 

0.26 

- 

0.26 

0.07 

0.44 

0.05 

0.0100 

- 

- 

- 

0.010 

0.060 

0.323 

0.032 

0.291 

0.404 

138.75 

Over Exploited 

Katrathal 

0813000301691900 

0.12 

0.15 

- 

0.15 

0.01 

0.16 

0.02 

0.15 

0.02 

0.0200 

- 

- 

- 

0.020 

0.039 

0.195 

0.020 

0.176 

0.636 

362.10 

Over Exploited 

Kayamsar 

0813000101661800 

0.12 

0.37 

- 

0.37 

- 

0.37 

0.06 

0.40 

0.06 

- 

- 

- 

- 

- 

0.060 

0.433 

0.043 

0.389 

0.180 

46.16 

Safe 

Kemri Ki Dhani 

0805000500743900 

0.16 

0.58 

- 

0.58 

0.01 

0.59 

0.06 

0.42 

0.09 

0.0200 

- 

- 

- 

0.020 

0.110 

0.702 

0.070 

0.632 

0.739 

117.01 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.005 

0.089 

1,723.57 

Over Exploited 

Keswa Ki Dhani 

0805000500743000 

0.16 

0.09 

30.25 

0.10 

0.01 

0.11 

0.07 

0.51 

0.01 

0.0300 

- 

- 

- 

0.030 

0.044 

0.156 

0.008 

0.148 

0.683 

460.74 

Over Exploited 

Khalsi 

0805000100683200 

0.10 

0.26 

- 

0.26 

- 

0.26 

0.06 

0.41 

0.04 

- 

- 

- 

- 

- 

0.042 

0.300 

0.030 

0.270 

0.076 

28.21 

Safe 

Khansoli 

0804000400630400 

0.08 

0.31 

- 

0.31 

- 

0.31 

0.04 

0.27 

0.05 

0.0100 

- 

- 

- 

0.010 

0.062 

0.370 

0.037 

0.333 

0.186 

55.71 

Safe 

Kharsadoo 

0813000301687800 

0.10 

0.12 

- 

0.12 

- 

0.12 

0.06 

0.45 

0.02 

0.0100 

- 

- 

- 

0.010 

0.029 

0.152 

0.015 

0.137 

0.254 

185.65 

Over Exploited 

Kheechdo Ki Dhani 

0813000201674200 

0.11 

0.12 

- 

0.12 

- 

0.12 

0.07 

0.44 

0.02 

- 

- 

- 

- 

- 

0.023 

0.143 

0.014 

0.129 

0.104 

80.86 

Semi Critical 

Kheenwasar 

0813000201685800 

0.11 

0.42 

- 

0.42 

0.01 

0.43 

0.07 

0.44 

0.07 

0.0200 

- 

- 

- 

0.020 

0.094 

0.526 

0.053 

0.474 

0.631 

133.22 

Over Exploited 

Kheerwa 

0813000201685200 

0.11 

0.26 

- 

0.26 

- 

0.26 

0.07 

0.44 

0.05 

0.0100 

- 

- 

- 

0.010 

0.059 

0.318 

0.032 

0.286 

0.419 

146.45 

Over Exploited 

Kheri Dookiya 

0813000201676000 

0.11 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.001 

0.005 

0.050 

1,088.18 

Over Exploited 

Kheri Radan 

0813000201673900 

0.11 

0.26 

- 

0.26 

- 

0.26 

0.07 

0.43 

0.05 

0.0100 

- 

- 

- 

0.010 

0.058 

0.320 

0.032 

0.288 

0.365 

126.74 

Over Exploited 

Khiror 

0805000500744100 

0.16 

0.08 

- 

0.08 

0.01 

0.09 

0.02 

0.13 

0.01 

0.0200 

- 

- 

- 

0.020 

0.032 

0.121 

0.012 

0.108 

0.613 

565.15 

Over Exploited 



0.06 

0.22 

- 

0.22 

0.01 

0.23 

0.05 

0.36 

0.03 

0.0400 

- 

- 

- 

0.040 

0.073 

0.299 

0.030 

0.269 

1.310 

486.45 

Over Exploited 

Khojas 

0805000500743700 

0.16 

0.26 

(22.02) 

0.21 

0.01 

0.22 

0.07 

0.51 

0.04 

0.0300 

- 

- 

- 

0.030 

0.072 

0.294 

0.015 

0.279 

0.952 

341.12 

Over Exploited 



0.06 

0.00 

2,193.62 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khori Brahmanan 

0813000301701800 

0.08 

0.28 

5,017.58 

0.22 

- 

0.22 

0.06 

0.44 

0.04 

0.0100 

- 

- 

- 

0.010 

0.053 

0.274 

0.014 

0.260 

0.236 

90.77 

Critical 

Khoru 

0813000201675400 

0.11 

0.14 

- 

0.14 

- 

0.14 

0.05 

0.28 

0.03 

0.0100 

- 

- 

- 

0.010 

0.037 

0.182 

0.018 

0.164 

0.402 

245.41 

Over Exploited 

Khotiya 

0813000101659700 

0.12 

0.59 

(91.18) 

0.47 

- 

0.47 

0.06 

0.40 

0.09 

0.0100 

- 

- 

- 

0.010 

0.105 

0.580 

0.029 

0.551 

0.236 

42.81 

Safe 

Khuri 

0813000101665400 

0.12 

0.29 

- 

0.29 

- 

0.29 

0.05 

0.40 

0.05 

- 

- 

- 

- 

- 

0.046 

0.336 

0.034 

0.303 

0.114 

37.60 

Safe 

Khuri Bari 

0813000201684700 

0.11 

0.06 

- 

0.06 

- 

0.06 

0.04 

0.25 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.076 

0.008 

0.068 

0.372 

545.52 

Over Exploited 

Kirodi 

0805000500745400 

0.16 

0.02 

124.62 

0.02 

- 

0.02 

0.02 

0.14 

0.00 

- 

- 

- 

- 

- 

0.003 

0.024 

0.001 

0.023 

0.101 

438.09 

Over Exploited 



0.06 

0.04 

(5.42) 

0.04 

- 

0.04 

0.05 

0.37 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.060 

0.003 

0.057 

0.186 

328.00 

Over Exploited 

Kisari 

0805000100686600 

0.10 

0.11 

- 

0.11 

- 

0.11 

0.06 

0.42 

0.02 

0.0100 

- 

- 

- 

0.010 

0.028 

0.136 

0.014 

0.122 

0.268 

219.50 

Over Exploited 

Koleera 

0813000301688100 

0.12 

1.24 

- 

1.24 

0.03 

1.27 

0.06 

0.46 

0.20 

0.0800 

- 

- 

- 

0.080 

0.281 

1.553 

0.155 

1.397 

2.476 

177.15 

Over Exploited 

Kolsiya 

0805000500742200 

0.16 

0.05 

- 

0.05 

0.01 

0.06 

0.02 

0.13 

0.01 

0.0300 

- 

- 

- 

0.030 

0.038 

0.100 

0.010 

0.090 

0.789 

874.77 

Over Exploited 

Kot 

0805000600750300 

0.08 

0.30 

########## 

0.24 

- 

0.24 

0.04 

0.29 

0.05 

0.0100 

- 

- 

- 

0.010 

0.058 

0.299 

0.015 

0.284 

0.409 

144.15 

Over Exploited 

Kudan 

0813000301688000 

0.10 

0.55 

- 

0.55 

0.01 

0.56 

0.06 

0.45 

0.09 

0.0400 

- 

- 

- 

0.040 

0.130 

0.686 

0.069 

0.617 

1.247 

202.14 

Over Exploited 

Kuharoo 

0805000100682900 

0.10 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.002 

0.016 

0.002 

0.015 

0.029 

198.84 

Over Exploited 

Kumas Jatan 

0813000201671700 

0.11 

0.18 

- 

0.18 

- 

0.18 

0.07 

0.44 

0.03 

- 

- 

- 

- 

- 

0.035 

0.216 

0.022 

0.195 

0.044 

22.70 

Safe 

Kushalpura 

0813000301701400 

0.12 

0.10 

- 

0.10 

- 

0.10 

0.04 

0.30 

0.02 

0.0100 

- 

- 

- 

0.010 

0.025 

0.130 

0.013 

0.117 

0.419 

357.93 

Over Exploited 



0.08 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.18 

0.00 

- 

- 

- 

- 

- 

0.004 

0.028 

0.003 

0.025 

0.144 

569.19 

Over Exploited 

Lachhmangarh (M) 

0813000241303000 

0.11 

1.02 

- 

1.02 

0.01 

1.03 

0.07 

0.44 

0.20 

0.0300 

- 

- 

0.002 

0.032 

0.228 

1.262 

0.126 

1.136 

4.784 

421.30 

Over Exploited 

Lachhmangarh (Rural) 

0813000201675300 

0.11 

0.21 

- 

0.21 

- 

0.21 

0.07 

0.42 

0.04 

0.0100 

- 

- 

- 

0.010 

0.051 

0.263 

0.026 

0.237 

0.271 

114.15 

Over Exploited 

Ladsar 

0805000100685700 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Lakheepura 

0813000301701300 

0.12 

0.26 

- 

0.26 

- 

0.26 

0.05 

0.35 

0.04 

0.0100 

- 

- 

- 

0.010 

0.049 

0.313 

0.031 

0.282 

0.278 

98.49 

Critical 



0.08 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.002 

0.015 

0.001 

0.013 

0.052 

398.10 

Over Exploited 

Lalasi 

0813000201685000 

0.11 

0.38 

- 

0.38 

0.01 

0.39 

0.07 

0.44 

0.07 

0.0200 

- 

- 

- 

0.020 

0.091 

0.482 

0.048 

0.434 

0.527 

121.36 

Over Exploited 

Lawanda 

0813000101661700 

0.12 

0.52 

- 

0.52 

0.01 

0.53 

0.06 

0.40 

0.08 

0.0200 

- 

- 

- 

0.020 

0.103 

0.630 

0.063 

0.567 

0.525 

92.55 

Critical 

Laxman Ka Bas 

0813000301691800 

0.12 

0.14 

- 

0.14 

0.01 

0.15 

0.06 

0.47 

0.02 

0.0200 

- 

- 

- 

0.020 

0.039 

0.189 

0.019 

0.170 

0.652 

382.95 

Over Exploited 

Lohargal 

0805000500745300 

0.06 

0.00 

119,363.08 

0.00 

- 

0.00 

0.04 

0.26 

0.00 

0.0200 

- 

- 

- 

0.020 

0.020 

0.020 

0.001 

0.019 

0.403 

2,107.65 

Over Exploited 

Loomas 

0805000100685600 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

471.14 

Over Exploited 

Madhopura 

0813000101661000 

0.12 

0.05 

- 

0.05 

- 

0.05 

0.06 

0.39 

0.01 

- 

- 

- 

- 

- 

0.009 

0.061 

0.006 

0.055 

0.043 

78.53 

Semi Critical 


0813000201674000 

0.11 

0.25 

- 

0.25 

0.01 

0.26 

0.07 

0.43 

0.05 

0.0200 

- 

- 

- 

0.020 

0.066 

0.321 

0.032 

0.289 

0.561 

194.17 

Over Exploited 

Madhopura @ Ghassu Ka Bas 

0813000201675100 

0.11 

0.14 

- 

0.14 

- 

0.14 

0.07 

0.44 

0.03 

0.0100 

- 

- 

- 

0.010 

0.036 

0.176 

0.018 

0.158 

0.309 

195.45 

Over Exploited 

Mahansar 

0805000100677000 

0.10 

0.32 

- 

0.32 

- 

0.32 

0.05 

0.32 

0.05 

0.0100 

- 

- 

- 

0.010 

0.064 

0.389 

0.039 

0.350 

0.225 

64.33 

Safe 

Manasi 

0813000201671800 

0.11 

0.18 

- 

0.18 

- 

0.18 

0.07 

0.44 

0.03 

- 

- 

- 

- 

- 

0.034 

0.209 

0.021 

0.188 

0.076 

40.50 

Safe 

Manasiya 

0813000201675500 

0.11 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mandasi 

0805000500737100 

0.16 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mandawa (M) 

0805000140502000 

0.10 

0.84 

- 

0.84 

- 

0.84 

0.06 

0.41 

0.14 

0.0100 

- 

- 

- 

0.010 

0.148 

0.985 

0.098 

0.886 

3.197 

360.65 

Over Exploited 

Mandela Bara 

0813000101666800 

0.12 

0.33 

- 

0.33 

- 

0.33 

0.05 

0.38 

0.05 

- 

- 

- 

- 

- 

0.052 

0.383 

0.038 

0.345 

0.173 

50.28 

Safe 

Mandela Chhota 

0813000101666900 

0.12 

0.25 

- 

0.25 

- 

0.25 

0.05 

0.40 

0.04 

0.0100 

- 

- 

- 

0.010 

0.049 

0.294 

0.029 

0.265 

0.169 

63.78 

Safe 

Mardatoo Bari 

0813000101668000 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.012 

472.07 

Over Exploited 

Mardatoo Chhoti 

0813000101667900 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.022 

978.30 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Meethwas 

080500010068640C 

6.149 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.149 

-0.12 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.043 

0.35 

0.66 


Meghsar 

0804000400629600 

8.562 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.433 

-0.08 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.021 

0.33 

0.57 


Mirjwas 

0813000201673100 

4.204 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.204 

-0.33 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.028 

0.37 

0.64 


Mohabbatsar 

0805000500740300 

2.703 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.703 

-0.27 

0.090 

0.24 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.91 

0.030 

0.39 

0.70 


Mohabbatsari 

0805000500736700 

3.768 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.768 

-0.06 

0.090 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.042 

0.36 

0.69 


Mohanbari 

0805000500744300 

12.348 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.576 

0.26 

0.090 

0.04 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.15 

0.017 

0.06 

0.10 







Non-command 

Quartzite 

10.772 

0.26 

0.020 

0.24 

0.01 

0.00 

0.00 

0.00 

0.29 

0.17 

0.82 

0.119 

0.38 

0.66 


Mojas 

0805000100683100 

3.720 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.913 

-0.11 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.020 

0.27 

0.51 


Moleesar Bara 

0804000400628600 

4.974 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.200 

-0.11 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.15 

0.26 


Molisar Chhota 

0804000600648500 

13.240 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.665 

-0.01 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.04 

0.08 





Saline 

Non-command 

Non-command 

Older Alluvium 

5.188 

-0.01 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.019 

0.13 

0.24 


Mukandgarh (M) 

0805000540511000 

10.910 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.910 

-0.05 

0.090 

0.89 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

2.375 

0.37 

0.67 


Nabipura 

0813000101669700 

9.262 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.262 

-0.11 

0.080 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.051 

0.36 

0.64 


Nagardas 

0813000101659500 

5.307 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.307 

-0.12 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.029 

0.35 

0.62 


Nahar Singhani 

0805000500739100 

9.498 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.477 

-0.09 

0.090 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.70 

0.083 

0.30 

0.56 


Nangal 

0805000600750200 

6.467 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.486 

0.37 

0.100 

0.17 

0.01 

0.00 

0.00 

0.00 

0.32 

0.19 

0.64 

0.042 

0.31 

0.52 







Non-command 

Quartzite 

1.929 

0.37 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.17 

0.018 

0.13 

0.22 


Nangali 

0813000101663700 

14.983 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.003 

-0.02 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.066 

0.28 

0.51 


Narayan Ka Bas 

0813000201684900 

5.054 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.054 

-0.78 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.034 

0.37 

0.62 


Nari 

0813000101665800 

13.536 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.535 

0.01 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.24 

0.074 

0.35 

0.63 


Narodara (Rural) 

0813000201675000 

12.910 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.910 

-1.04 

0.080 

0.29 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.03 

0.087 

0.37 

0.61 


Narsara 

0813000101668600 

6.236 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.236 

-0.14 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.034 

0.36 

0.62 


Narsara (Hardayalpura) 

0813000101660000 

8.815 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.815 

-0.02 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.048 

0.35 

0.61 


Nawalgarh (M) 

0805000540512000 

14.900 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.900 

-0.45 

0.090 

1.39 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.31 

3.244 

0.39 

0.70 


Nawalri 

0805000500740900 

12.546 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.546 

-0.14 

0.090 

0.63 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.32 

0.139 

0.40 

0.72 


Naya Bas 

0813000101668300 

10.260 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.192 

-0.21 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.056 

0.35 

0.62 


Nethwa 

0813000101658600 

22.427 

Fresh 

Non-command 

Non-command 

Older Alluvium 

22.427 

-0.02 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.122 

0.34 

0.59 


Olagarh 

0813000201673600 

1.787 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.787 

-0.53 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.012 

0.37 

0.63 


Pabana ( Rural) 

0805000500738700 

15.559 

Fresh 

Non-command 

Non-command 

Older Alluvium 

15.559 

-0.08 

0.090 

0.30 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.97 

0.173 

0.37 

0.67 


Pahadila 

0805000500745100 

3.053 

Fresh 

Non-command 

Non-command 

Quartzite 

3.032 

0.52 

0.020 

0.13 

0.01 

0.00 

0.00 

0.00 

0.15 

0.09 

0.49 

0.034 

0.44 

0.74 


Palas 

0813000101658700 

7.237 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.237 

-0.05 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.039 

0.34 

0.60 


Palri 

0813000201686600 

12.899 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.899 

-1.03 

0.080 

0.21 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.71 

0.086 

0.38 

0.65 


Palthana 

0813000301687700 

13.158 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.074 

0.23 

0.100 

0.15 

0.01 

0.00 

0.00 

0.00 

0.33 

0.18 

0.52 

0.064 

0.24 

0.42 


Panlawa 

0813000201685600 

11.858 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.858 

-1.19 

0.080 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.079 

0.37 

0.63 


Parasrampura 

0805000500743100 

0.794 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.794 

0.27 

0.090 

0.74 

0.04 

0.00 

0.00 

0.00 

0.72 

0.42 

2.96 

0.009 

0.44 

0.75 


Peepli 

0813000201674300 

4.698 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.698 

-0.77 

0.080 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.031 

0.37 

0.61 


Phooskhani 

0805000100686900 

6.132 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.132 

-0.18 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.043 

0.36 

0.68 


Piprali 

0813000301701100 

30.452 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.762 

-0.62 

0.100 

0.30 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.08 

0.089 

0.15 

0.28 







Non-command 

Quartzite 

0.367 

-0.62 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.003 

0.01 

0.01 


Poojari Ki Dhani 

0805000500742600 

14.304 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.884 

0.22 

0.090 

0.53 

0.02 

0.00 

0.00 

0.00 

0.79 

0.45 

1.93 

0.154 

0.42 

0.73 


Pooniyan Ka Bas 

0813000201673400 

1.515 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.515 

-0.57 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.010 

0.38 

0.66 


Posani 

0813000201686500 

4.785 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.785 

-0.67 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.032 

0.38 

0.67 


Pratappura 

0813000201684800 

2.261 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.261 

-0.77 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.015 

0.37 

0.63 


Purohit Ka Bas 

0813000301701200 

9.058 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.579 

-0.74 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.005 

0.03 

0.05 







Non-command 

Quartzite 

0.745 

-0.74 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.006 

0.03 

0.06 


Raghunathgarh 

0813000301701900 

16.136 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.628 

-0.01 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.013 

0.04 

0.08 







Non-command 

Quartzite 

9.084 

-0.01 

0.020 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.075 

0.25 

0.43 


Raghunathpura 

0805000600748900 

14.148 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.330 

-0.23 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.003 

0.01 

0.02 


Rahnawa 

0813000201673800 

6.874 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.874 

-0.54 

0.080 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.52 

0.046 

0.37 

0.62 


Rajpur 

0813000201672400 

6.839 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.839 

-0.25 

0.080 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.037 

0.36 

0.62 


Ramchandra Ka Bas 

0813000201685700 

3.023 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.023 

-0.71 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.020 

0.38 

0.65 


Ramgarh (M) 

0813000141301000 

17.509 

Fresh 

Non-command 

Non-command 

Older Alluvium 

17.509 

0.04 

0.080 

1.12 

0.00 

0.00 

0.00 

0.00 

1.18 

0.68 

0.10 

3.330 

0.34 

0.58 


Ramgarh (Rural) 

0813000101660600 

5.920 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.920 

0.03 

0.080 

0.13 

0.01 

0.00 

0.00 

0.00 

0.14 

0.08 

0.46 

0.032 

0.34 

0.58 


Ramnagar 

0813000301701700 

5.634 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.499 

-0.47 

0.100 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.65 

0.045 

0.41 

0.76 







Non-command 

Quartzite 

0.135 

-0.47 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.02 


Rampura 

0805000500744500 

3.049 

Fresh 

Non-command 

Non-command 

Quartzite 

3.049 

0.27 

0.020 

0.23 

0.01 

0.00 

0.00 

0.00 

0.24 

0.14 

0.87 

0.034 

0.44 

0.75 


Ramsara 

0804000400629900 

19.320 

Fresh 

Non-command 

Non-command 

Older Alluvium 

19.320 

-0.06 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.048 

0.33 

0.57 


Ramsingh Pura 

0813000201686100 

0.689 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.689 

-0.58 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.005 

0.38 

0.67 


Ramsisar 

0813000101659300 

25.362 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.655 

0.09 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.03 

0.025 

0.06 

0.11 


Ranjeetpura 

0805000100685800 

3.605 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.729 

-0.24 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.019 

0.27 

0.55 


Rasoolpur 

0813000101661900 

8.009 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.009 

0.00 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.09 

0.044 

0.35 

0.62 


Ratannagar (M) 

0804000440405000 

13.608 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.608 

-0.14 

0.060 

0.55 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

1.562 

0.33 

0.57 


Rinau 

0813000101668500 

7.241 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.241 

-0.23 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.040 

0.35 

0.63 


Rinu 

0813000201672100 

11.081 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.081 

-0.42 

0.080 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.48 

0.060 

0.36 

0.61 


Rohal 

0813000101662300 

9.567 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.567 

-0.36 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.052 

0.35 

0.63 


Rookansar 

0813000101659900 

9.861 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.861 

0.00 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.054 

0.34 

0.60 


Roroo Bari 

0813000201671100 

15.275 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.518 

-0.13 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.01 

0.02 


Roroo Chhoti 

0813000201671000 

7.081 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.277 

-0.11 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.02 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Meethwas 

0805000100686400 

0.10 

0.22 

- 

0.22 

- 

0.22 

0.06 

0.41 

0.04 

0.0100 

- 

- 

- 

0.010 

0.046 

0.265 

0.026 

0.238 

0.220 

92.32 

Critical 

Meghsar 

0804000400629600 

0.08 

0.22 

- 

0.22 

- 

0.22 

0.05 

0.38 

0.04 

- 

- 

- 

- 

- 

0.037 

0.259 

0.026 

0.233 

0.093 

39.80 

Safe 

Mirjwas 

0813000201673100 

0.11 

0.17 

- 

0.17 

- 

0.17 

0.07 

0.44 

0.03 

0.0100 

- 

- 

- 

0.010 

0.041 

0.212 

0.021 

0.191 

0.322 

169.05 

Over Exploited 

Mohabbatsar 

0805000500740300 

0.16 

0.17 

- 

0.17 

0.01 

0.18 

0.07 

0.45 

0.03 

0.0300 

- 

- 

- 

0.030 

0.058 

0.236 

0.024 

0.213 

0.940 

441.97 

Over Exploited 

Mohabbatsari 

0805000500736700 

0.16 

0.22 

- 

0.22 

- 

0.22 

0.06 

0.43 

0.04 

0.0100 

- 

- 

- 

0.010 

0.048 

0.266 

0.027 

0.240 

0.282 

117.56 

Over Exploited 

Mohanbari 

0805000500744300 

0.16 

0.01 

217.52 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.029 

0.001 

0.028 

0.166 

600.14 

Over Exploited 



0.06 

0.25 

(32.48) 

0.20 

0.01 

0.21 

0.06 

0.44 

0.04 

0.0300 

- 

- 

- 

0.030 

0.069 

0.277 

0.014 

0.263 

0.937 

356.01 

Over Exploited 

Mojas 

0805000100683100 

0.10 

0.08 

- 

0.08 

- 

0.08 

0.05 

0.32 

0.01 

- 

- 

- 

- 

- 

0.013 

0.093 

0.009 

0.084 

0.087 

104.44 

Over Exploited 

Moleesar Bara 

0804000400628600 

0.08 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.17 

0.00 

- 

- 

- 

- 

- 

0.004 

0.031 

0.003 

0.028 

0.005 

19.72 

Safe 

Molisar Chhota 

0804000600648500 

0.11 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.001 

0.008 

0.006 

73.45 

Semi Critical 



0.11 

0.08 

- 

0.08 

- 

0.08 

0.02 

0.16 

0.01 

- 

- 

- 

- 

- 

0.013 

0.089 

0.009 

0.080 

0.023 

28.55 

Safe 

Mukandgarh (M) 

0805000540511000 

0.16 

0.64 

- 

0.64 

0.01 

0.65 

0.06 

0.43 

0.11 

0.0200 

- 

- 

- 

0.020 

0.131 

0.781 

0.078 

0.703 

2.800 

398.57 

Over Exploited 

Nabipura 

0813000101669700 

0.12 

0.40 

- 

0.40 

0.01 

0.41 

0.06 

0.41 

0.07 

0.0200 

- 

- 

- 

0.020 

0.086 

0.491 

0.049 

0.442 

0.462 

104.39 

Over Exploited 

Nagardas 

0813000101659500 

0.12 

0.22 

- 

0.22 

- 

0.22 

0.06 

0.40 

0.04 

- 

- 

- 

- 

- 

0.035 

0.257 

0.026 

0.231 

0.037 

15.98 

Safe 

Nahar Singhani 

0805000500739100 

0.16 

0.36 

- 

0.36 

0.01 

0.37 

0.05 

0.35 

0.06 

0.0300 

- 

- 

- 

0.030 

0.090 

0.457 

0.046 

0.411 

0.779 

189.38 

Over Exploited 

Nangal 

0805000600750200 

0.18 

0.25 

(22.54) 

0.20 

0.01 

0.21 

0.05 

0.36 

0.04 

0.0200 

- 

- 

- 

0.020 

0.060 

0.269 

0.013 

0.255 

0.685 

268.32 

Over Exploited 



0.08 

0.02 

86.24 

0.02 

- 

0.02 

0.02 

0.15 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.038 

0.002 

0.036 

0.192 

534.94 

Over Exploited 

Nangali 

0813000101663700 

0.12 

0.40 

- 

0.40 

- 

0.40 

0.05 

0.33 

0.07 

- 

- 

- 

- 

- 

0.066 

0.468 

0.047 

0.422 

0.172 

40.68 

Safe 

Narayan Ka Bas 

0813000201684900 

0.11 

0.21 

- 

0.21 

- 

0.21 

0.07 

0.44 

0.04 

0.0100 

- 

- 

- 

0.010 

0.048 

0.254 

0.025 

0.229 

0.358 

156.42 

Over Exploited 

Nari 

0813000101665800 

0.12 

0.57 

(90.83) 

0.45 

- 

0.45 

0.06 

0.41 

0.09 

0.0100 

- 

- 

- 

0.010 

0.099 

0.554 

0.028 

0.526 

0.314 

59.62 

Safe 

Narodara (Rural) 

0813000201675000 

0.11 

0.52 

- 

0.52 

0.01 

0.53 

0.07 

0.44 

0.10 

0.0400 

- 

- 

- 

0.040 

0.140 

0.671 

0.067 

0.604 

1.121 

185.53 

Over Exploited 

Narsara 

0813000101668600 

0.12 

0.27 

- 

0.27 

- 

0.27 

0.06 

0.42 

0.05 

- 

- 

- 

- 

- 

0.048 

0.317 

0.032 

0.286 

0.112 

39.23 

Safe 

Narsara (Hardayalpura) 

0813000101660000 

0.12 

0.37 

- 

0.37 

- 

0.37 

0.06 

0.40 

0.06 

0.0100 

- 

- 

- 

0.010 

0.069 

0.435 

0.043 

0.391 

0.188 

48.09 

Safe 

Nawalgarh (M) 

0805000540512000 

0.16 

0.94 

- 

0.94 

0.02 

0.96 

0.07 

0.46 

0.16 

0.0500 

- 

- 

0.002 

0.052 

0.208 

1.170 

0.117 

1.053 

4.550 

431.95 

Over Exploited 

Nawalri 

0805000500740900 

0.16 

0.80 

- 

0.80 

0.03 

0.83 

0.07 

0.46 

0.13 

0.0900 

- 

- 

- 

0.090 

0.221 

1.048 

0.105 

0.943 

2.462 

261.04 

Over Exploited 

Naya Bas 

0813000101668300 

0.12 

0.43 

- 

0.43 

- 

0.43 

0.06 

0.41 

0.07 

- 

- 

- 

- 

- 

0.069 

0.497 

0.050 

0.447 

0.134 

29.87 

Safe 

Nethwa 

0813000101658600 

0.12 

0.91 

- 

0.91 

- 

0.91 

0.06 

0.39 

0.15 

0.0100 

- 

- 

- 

0.010 

0.160 

1.070 

0.107 

0.963 

0.256 

26.62 

Safe 

Olagarh 

0813000201673600 

0.11 

0.07 

- 

0.07 

- 

0.07 

0.07 

0.44 

0.01 

0.0100 

- 

- 

- 

0.010 

0.023 

0.096 

0.010 

0.086 

0.290 

335.94 

Over Exploited 

Pabana ( Rural) 

0805000500738700 

0.16 

0.92 

- 

0.92 

0.01 

0.93 

0.06 

0.43 

0.16 

0.0400 

- 

- 

- 

0.040 

0.200 

1.133 

0.113 

1.019 

1.143 

112.08 

Over Exploited 

Pahadila 

0805000500745100 

0.06 

0.08 

12.13 

0.09 

0.01 

0.10 

0.07 

0.51 

0.01 

0.0200 

- 

- 

- 

0.020 

0.033 

0.133 

0.007 

0.126 

0.524 

415.07 

Over Exploited 

Palas 

0813000101658700 

0.12 

0.30 

- 

0.30 

0.00 

0.30 

0.06 

0.40 

0.05 

- 

- 

- 

0.002 

0.002 

0.051 

0.349 

0.035 

0.314 

0.106 

33.91 

Safe 

Palri 

0813000201686600 

0.11 

0.53 

- 

0.53 

0.01 

0.54 

0.07 

0.44 

0.10 

0.0300 

- 

- 

- 

0.030 

0.125 

0.669 

0.067 

0.602 

0.799 

132.82 

Over Exploited 

Palthana 

0813000301687700 

0.10 

0.19 

(4.63) 

0.18 

0.01 

0.19 

0.04 

0.28 

0.03 

0.0200 

- 

- 

- 

0.020 

0.051 

0.245 

0.012 

0.232 

0.581 

250.10 

Over Exploited 

Panlawa 

0813000201685600 

0.11 

0.48 

- 

0.48 

0.01 

0.49 

0.07 

0.44 

0.09 

0.0200 

- 

- 

- 

0.020 

0.109 

0.603 

0.060 

0.542 

0.511 

94.30 

Critical 

Parasrampura 

0805000500743100 

0.16 

0.06 

655.33 

0.07 

0.04 

0.11 

0.07 

0.51 

0.01 

0.1100 

- 

- 

- 

0.110 

0.119 

0.226 

0.011 

0.215 

2.966 

1,379.21 

Over Exploited 

Peepli 

0813000201674300 

0.11 

0.19 

- 

0.19 

- 

0.19 

0.07 

0.44 

0.04 

0.0100 

- 

- 

- 

0.010 

0.046 

0.236 

0.024 

0.212 

0.386 

182.11 

Over Exploited 

Phooskhani 

0805000100686900 

0.10 

0.22 

- 

0.22 

- 

0.22 

0.06 

0.42 

0.04 

0.0100 

- 

- 

- 

0.010 

0.047 

0.267 

0.027 

0.240 

0.299 

124.47 

Over Exploited 

Piprali 

0813000301701100 

0.12 

0.19 

- 

0.19 

0.01 

0.20 

0.02 

0.17 

0.03 

0.0400 

- 

- 

- 

0.040 

0.066 

0.268 

0.027 

0.241 

1.169 

484.33 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.020 

13,171.35 

Over Exploited 

Poojari Ki Dhani 

0805000500742600 

0.16 

0.93 

(51.27) 

0.74 

0.02 

0.76 

0.07 

0.49 

0.15 

0.0700 

- 

- 

- 

0.070 

0.219 

0.983 

0.049 

0.934 

2.084 

223.23 

Over Exploited 

Pooniyan Ka Bas 

0813000201673400 

0.11 

0.06 

- 

0.06 

- 

0.06 

0.07 

0.45 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.084 

0.008 

0.076 

0.294 

387.28 

Over Exploited 

Posani 

0813000201686500 

0.11 

0.20 

- 

0.20 

- 

0.20 

0.07 

0.45 

0.03 

0.0100 

- 

- 

- 

0.010 

0.045 

0.246 

0.025 

0.221 

0.276 

124.92 

Over Exploited 

Pratappura 

0813000201684800 

0.11 

0.09 

- 

0.09 

- 

0.09 

0.07 

0.44 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.120 

0.012 

0.108 

0.263 

244.32 

Over Exploited 

Purohit Ka Bas 

0813000301701200 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.046 

2,376.14 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.029 

1,668.34 

Over Exploited 

Raghunathgarh 

0813000301701900 

0.12 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.009 

0.085 

966.98 

Over Exploited 



0.08 

0.14 

- 

0.14 

- 

0.14 

0.04 

0.28 

0.02 

0.0100 

- 

- 

- 

0.010 

0.031 

0.171 

0.017 

0.154 

0.315 

204.40 

Over Exploited 

Raghunathpura 

0805000600748900 

0.18 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.032 

5,018.95 

Over Exploited 

Rahnawa 

0813000201673800 

0.11 

0.28 

- 

0.28 

0.01 

0.29 

0.07 

0.44 

0.05 

0.0200 

- 

- 

- 

0.020 

0.072 

0.360 

0.036 

0.324 

0.563 

173.79 

Over Exploited 

Raj pur 

0813000201672400 

0.12 

0.30 

- 

0.30 

0.01 

0.31 

0.06 

0.42 

0.05 

0.0200 

- 

- 

- 

0.020 

0.073 

0.379 

0.038 

0.341 

0.471 

138.28 

Over Exploited 

Ramchandra Ka Bas 

0813000201685700 

0.11 

0.12 

- 

0.12 

- 

0.12 

0.07 

0.44 

0.02 

- 

- 

- 

- 

- 

0.022 

0.147 

0.015 

0.133 

0.080 

60.55 

Safe 

Ramgarh (M) 

0813000141301000 

0.12 

0.71 

(3.80) 

0.68 

- 

0.68 

0.06 

0.39 

0.12 

- 

- 

- 

- 

- 

0.117 

0.799 

0.040 

0.759 

3.426 

451.52 

Over Exploited 

Ramgarh (Rural) 

0813000101660600 

0.12 

0.24 

(67.36) 

0.19 

0.01 

0.20 

0.06 

0.39 

0.04 

0.0200 

- 

- 

- 

0.020 

0.060 

0.261 

0.013 

0.248 

0.494 

199.44 

Over Exploited 

Ramnagar 

0813000301701700 

0.12 

0.27 

- 

0.27 

0.01 

0.28 

0.06 

0.47 

0.04 

0.0200 

- 

- 

- 

0.020 

0.059 

0.340 

0.034 

0.306 

0.698 

228.28 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.011 

9,863.44 

Over Exploited 

Rampura 

0805000500744500 

0.06 

0.08 

72.30 

0.10 

0.01 

0.11 

0.07 

0.51 

0.01 

0.0300 

- 

- 

- 

0.030 

0.043 

0.150 

0.008 

0.143 

0.903 

633.24 

Over Exploited 

Ramsara 

0804000400629900 

0.08 

0.51 

- 

0.51 

- 

0.51 

0.06 

0.39 

0.09 

- 

- 

- 

- 

- 

0.086 

0.601 

0.060 

0.541 

0.084 

15.51 

Safe 

Ramsingh Pura 

0813000201686100 

0.11 

0.03 

- 

0.03 

- 

0.03 

0.07 

0.45 

0.00 

0.0100 

- 

- 

- 

0.010 

0.015 

0.044 

0.004 

0.040 

0.334 

842.07 

Over Exploited 

Ramsisar 

0813000101659300 

0.12 

0.04 

(30.93) 

0.03 

- 

0.03 

0.01 

0.07 

0.01 

- 

- 

- 

- 

- 

0.006 

0.034 

0.002 

0.033 

0.050 

154.47 

Over Exploited 

Ranjeetpura 

0805000100685800 

0.10 

0.07 

- 

0.07 

- 

0.07 

0.05 

0.31 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.095 

0.010 

0.086 

0.259 

302.80 

Over Exploited 

Rasoolpur 

0813000101661900 

0.12 

0.34 

(92.81) 

0.27 

- 

0.27 

0.06 

0.40 

0.05 

- 

- 

- 

- 

- 

0.053 

0.321 

0.016 

0.305 

0.133 

43.45 

Safe 

Ratannagar (M) 

0804000440405000 

0.08 

0.36 

- 

0.36 

- 

0.36 

0.06 

0.39 

0.06 

- 

- 

- 

- 

- 

0.061 

0.424 

0.042 

0.382 

1.690 

442.92 

Over Exploited 

Rinau 

0813000101668500 

0.12 

0.31 

- 

0.31 

- 

0.31 

0.06 

0.41 

0.05 

0.0100 

- 

- 

- 

0.010 

0.059 

0.365 

0.036 

0.328 

0.232 

70.57 

Semi Critical 

Rinu 

0813000201672100 

0.12 

0.48 

- 

0.48 

0.01 

0.49 

0.07 

0.43 

0.09 

0.0200 

- 

- 

- 

0.020 

0.110 

0.605 

0.060 

0.544 

0.536 

98.60 

Critical 

Rohal 

0813000101662300 

0.12 

0.40 

- 

0.40 

- 

0.40 

0.06 

0.41 

0.06 

0.0100 

- 

- 

- 

0.010 

0.074 

0.475 

0.048 

0.428 

0.213 

49.84 

Safe 

Rookansar 

0813000101659900 

0.12 

0.40 

- 

0.40 

- 

0.40 

0.06 

0.40 

0.07 

0.0100 

- 

- 

- 

0.010 

0.076 

0.481 

0.048 

0.433 

0.271 

62.59 

Safe 

Roroo Bari 

0813000201671100 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.003 

347.02 

Over Exploited 

Roroo Chhoti 

0813000201671000 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.002 

305.56 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Rughnathpura (Rural) 

0813000101665300 

4.719 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.719 

-0.67 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.026 

0.35 

0.63 


Sadeensar 

0813000101663900 

6.255 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.255 

-0.12 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.034 

0.35 

0.63 


Sahabsar 

0813000101662800 

12.478 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.365 

0.07 

0.080 

0.12 

0.01 

0.00 

0.00 

0.00 

0.18 

0.10 

0.41 

0.067 

0.35 

0.62 


Sahnali Bari 

0804000400628900 

8.835 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.263 

-0.07 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.008 

0.12 

0.21 


Sahnali Chhoti 

0804000400628800 

10.170 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.127 

-0.08 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.020 

0.27 

0.47 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.458 

-0.08 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.05 

0.08 


Sahnoosar 

0813000101661300 

4.495 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.495 

-0.11 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.025 

0.34 

0.60 


Saininagar 

0805000500741000 

2.115 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.115 

-0.11 

0.090 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.73 

0.023 

0.41 

0.73 


Sainipura 

0805000500738900 

2.610 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.610 

-0.31 

0.090 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.029 

0.38 

0.68 


Sakrai 

0813000301702200 

9.423 

Fresh 

Non-command 

Non-command 

Quartzite 

5.903 

0.30 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.06 

0.049 

0.28 

0.47 


Sangasi 

0805000500737000 

4.356 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.851 

-0.23 

0.090 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.032 

0.23 

0.48 


Sanjay Nagar 

0805000100687300 

3.717 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.717 

-0.18 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.026 

0.36 

0.71 


Sanjhasar 

0813000101663400 

3.922 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.922 

-0.07 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.021 

0.35 

0.63 


Sankhoo 

0813000201673000 

6.263 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.263 

-0.23 

0.080 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.78 

0.034 

0.37 

0.64 


Sanwali 

0813000201675800 

3.478 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.478 

-0.32 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.023 

0.37 

0.61 


Sardarpura 

0813000101665500 

5.486 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.486 

-0.24 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.030 

0.35 

0.63 


Sawai Laxmanpura 

0813000101658900 

6.754 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.754 

-0.01 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.037 

0.34 

0.61 


Sawaroopsar 

0813000101669300 

5.411 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.411 

-0.29 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.030 

0.36 

0.62 


Seswas 

0805000100687200 

4.434 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.434 

-0.15 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.031 

0.36 

0.69 


Sevli 

0813000501722900 

5.111 

Fresh 

Non-command 

Non-command 

Quartzite 

0.010 

0.93 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sewa Nagar 

0805000500744200 

6.191 

Fresh 

Non-command 

Non-command 

Quartzite 

6.191 

-0.16 

0.020 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.069 

0.44 

0.76 


Shekhisar 

0813000101662700 

7.811 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.817 

0.06 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.004 

0.04 

0.07 


Shivnagar 

0813000301701600 

4.469 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.358 

-0.29 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.003 

0.03 

0.06 







Non-command 

Quartzite 

4.110 

-0.29 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.034 

0.40 

0.70 


Shyampura 

0804000400629200 

7.112 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.133 

-0.05 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.005 

0.10 

0.17 



0805000100687500 

4.550 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.032 

-0.14 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Shyopura 

0804000400629500 

14.577 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.446 

-0.11 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.036 

0.33 

0.57 



0805000100686100 

3.922 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.156 

-0.20 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.022 

0.28 

0.57 


Shyorana Ka Bas 

0813000201674900 

8.793 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.793 

-1.62 

0.080 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.49 

0.059 

0.37 

0.61 


Sigaro Ki Dhani 

0813000101661400 

0.968 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.968 

-0.04 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.005 

0.34 

0.58 


Signor 

0805000600748600 

15.034 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.463 

0.00 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.08 

0.004 

0.01 

0.02 


Singhasan 

0813000301692000 

7.261 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.789 

-0.85 

0.100 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.59 

0.040 

0.28 

0.53 


Singodara 

0813000201674600 

5.062 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.062 

-0.56 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.034 

0.37 

0.61 


Singodari 

0813000201674700 

2.943 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.943 

-0.73 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.020 

0.37 

0.61 


Sob 

0813000301703300 

15.901 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.681 

-0.15 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.006 

0.02 

0.03 







Non-command 

Quartzite 

0.499 

-0.15 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.004 

0.01 

0.02 


Sotwara 

0805000500738400 

11.118 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.603 

-0.21 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.007 

0.02 

0.04 


Suratpura 

0804000400628700 

13.728 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.876 

-0.06 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.012 

0.12 

0.21 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.182 

-0.06 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.03 

0.05 


Swami Ki Dhani 

0813000201672600 

3.803 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.803 

-0.26 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.021 

0.36 

0.62 


Tajsar 

0813000101664300 

11.550 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.550 

0.00 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.063 

0.35 

0.63 


Takhalsar 

0813000101660100 

10.773 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.773 

-0.01 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.059 

0.34 

0.60 


Tanee 

0805000100677200 

29.300 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.390 

0.37 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.23 

0.12 

0.07 

0.027 

0.05 

0.09 


Tarpura 

0813000301688300 

21.511 

Fresh 

Non-command 

Non-command 

Older Alluvium 

21.279 

-0.48 

0.100 

0.53 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.88 

0.176 

0.41 

0.76 







Non-command 

Quartzite 

0.232 

-0.48 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.00 

0.01 


Tetara 

0805000100686300 

8.000 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.000 

-0.19 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.056 

0.35 

0.68 


Thedi 

0813000101663500 

10.833 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.833 

-0.09 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.059 

0.35 

0.63 


Theemoli 

0813000101661500 

12.399 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.837 

-0.04 

0.080 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.043 

0.22 

0.39 


Thelasar 

0804000400630000 

8.856 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.856 

-0.06 

0.060 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.022 

0.33 

0.57 


Thithawata Bodiya 

0813000101666500 

4.365 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.112 

-0.07 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.006 

0.09 

0.16 


Thithawata Peeran 

0813000101666700 

9.054 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.054 

-0.14 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.049 

0.35 

0.63 


Thorasi 

0813000301687900 

7.206 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.206 

-0.82 

0.100 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.62 

0.058 

0.38 

0.66 


Tihawali 

0813000101663800 

12.179 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.179 

-0.12 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.066 

0.35 

0.63 


Tihay 

0813000101663600 

10.395 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.395 

-0.08 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.057 

0.35 

0.63 


Todpura 

0805000500745000 

16.714 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.690 

0.47 

0.090 

0.33 

0.02 

0.00 

0.00 

0.00 

0.55 

0.33 

1.23 

0.063 

0.15 

0.25 







Non-command 

Quartzite 

11.024 

0.47 

0.020 

0.50 

0.02 

0.00 

0.00 

0.00 

0.58 

0.35 

1.85 

0.122 

0.29 

0.49 


Tonk Chhilari 

0805000500744900 

4.797 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.513 

0.35 

0.090 

0.54 

0.03 

0.00 

0.00 

0.00 

0.65 

0.39 

2.10 

0.050 

0.42 

0.70 







Non-command 

Quartzite 

0.284 

0.35 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.11 

0.003 

0.03 

0.04 


Tonk Dhaka Ki Dhan 

0805000500744800 

4.804 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.804 

0.30 

0.090 

0.18 

0.01 

0.00 

0.00 

0.00 

0.30 

0.18 

0.66 

0.053 

0.44 

0.75 


Udaipurwati (M) 

0805000640513000 

13.010 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.736 

0.12 

0.100 

0.60 

0.01 

0.00 

0.00 

0.00 

0.66 

0.39 

1.19 

0.939 

0.20 

0.33 







Non-command 

Quartzite 

3.614 

0.12 

0.020 

0.31 

0.01 

0.00 

0.00 

0.00 

0.31 

0.18 

0.47 

0.591 

0.12 

0.21 


Udansar 

0813000101664900 

9.898 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.898 

0.02 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.15 

0.054 

0.35 

0.63 


Udansari 

0813000101664400 

8.386 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.386 

0.02 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.07 

0.046 

0.35 

0.63 


Untwaliya 

0804000400630300 

7.780 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.702 

-0.03 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.014 

0.24 

0.42 


Wahidpura 

0805000100685500 

9.471 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.677 

-0.22 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.005 

0.02 

0.05 


Wajidsar 

0805000100683500 

5.089 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.487 

-0.21 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.024 

0.24 

0.47 


Yalsar 

0813000201686700 

8.436 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.436 

-1.49 

0.080 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.58 

0.057 

0.37 

0.64 

16003016 

Adooka 

0805000200710100 

9.620 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.620 

-1.84 

0.080 

0.26 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.95 

0.083 

0.38 

0.49 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Rughnathpura (Rural) 

0813000101665300 

0.12 

0.20 

- 

0.20 

0.00 

0.20 

0.05 

0.40 

0.03 

- 

- 

- 

0.000 

0.000 

0.031 

0.229 

0.023 

0.206 

0.108 

52.19 

Safe 

Sadeensar 

0813000101663900 

0.12 

0.26 

- 

0.26 

- 

0.26 

0.06 

0.41 

0.04 

0.0100 

- 

- 

- 

0.010 

0.052 

0.316 

0.032 

0.284 

0.206 

72.49 

Semi Critical 

Sahabsar 

0813000101662800 

0.12 

0.51 

(80.40) 

0.41 

0.01 

0.42 

0.05 

0.40 

0.08 

0.0200 

- 

- 

- 

0.020 

0.101 

0.523 

0.026 

0.497 

0.474 

95.51 

Critical 

Sahnali Bari 

0804000400628900 

0.08 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.14 

0.01 

- 

- 

- 

- 

- 

0.005 

0.038 

0.004 

0.034 

0.008 

23.76 

Safe 

Sahnali Chhoti 

0804000400628800 

0.08 

0.18 

- 

0.18 

- 

0.18 

0.04 

0.32 

0.03 

- 

- 

- 

- 

- 

0.029 

0.206 

0.021 

0.185 

0.020 

10.88 

Safe 



0.08 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.001 

0.006 

0.004 

60.68 

Safe 

Sahnoosar 

0813000101661300 

0.12 

0.18 

- 

0.18 

- 

0.18 

0.06 

0.40 

0.03 

- 

- 

- 

- 

- 

0.030 

0.214 

0.021 

0.192 

0.092 

47.60 

Safe 

Saininagar 

0805000500741000 

0.16 

0.14 

- 

0.14 

0.01 

0.15 

0.07 

0.47 

0.02 

0.0300 

- 

- 

- 

0.030 

0.052 

0.200 

0.020 

0.180 

0.757 

420.18 

Over Exploited 

Sainipura 

0805000500738900 

0.16 

0.16 

- 

0.16 

- 

0.16 

0.07 

0.45 

0.03 

0.0100 

- 

- 

- 

0.010 

0.037 

0.196 

0.020 

0.177 

0.291 

164.76 

Over Exploited 

Sakrai 

0813000301702200 

0.08 

0.12 

6,402.29 

0.09 

- 

0.09 

0.04 

0.32 

0.02 

- 

- 

- 

- 

- 

0.018 

0.111 

0.006 

0.106 

0.113 

106.70 

Over Exploited 

Sangasi 

0805000500737000 

0.16 

0.11 

- 

0.11 

- 

0.11 

0.04 

0.27 

0.02 

0.0100 

- 

- 

- 

0.010 

0.028 

0.134 

0.013 

0.121 

0.265 

218.73 

Over Exploited 

Sanjay Nagar 

0805000100687300 

0.10 

0.13 

- 

0.13 

- 

0.13 

0.06 

0.42 

0.02 

0.0100 

- 

- 

- 

0.010 

0.033 

0.165 

0.016 

0.148 

0.244 

164.34 

Over Exploited 

Sanjhasar 

0813000101663400 

0.12 

0.16 

- 

0.16 

- 

0.16 

0.06 

0.41 

0.03 

- 

- 

- 

- 

- 

0.026 

0.191 

0.019 

0.172 

0.066 

38.69 

Safe 

Sankhoo 

0813000201673000 

0.12 

0.28 

- 

0.28 

0.01 

0.29 

0.07 

0.43 

0.05 

0.0300 

- 

- 

- 

0.030 

0.079 

0.367 

0.037 

0.330 

0.809 

245.27 

Over Exploited 

Sanwali 

0813000201675800 

0.11 

0.14 

- 

0.14 

- 

0.14 

0.07 

0.44 

0.03 

0.0100 

- 

- 

- 

0.010 

0.037 

0.177 

0.018 

0.160 

0.258 

161.93 

Over Exploited 

Sardarpura 

0813000101665500 

0.12 

0.23 

- 

0.23 

- 

0.23 

0.05 

0.40 

0.04 

0.0100 

- 

- 

- 

0.010 

0.046 

0.277 

0.028 

0.249 

0.170 

68.29 

Safe 

Sawai Laxmanpura 

0813000101658900 

0.12 

0.28 

- 

0.28 

- 

0.28 

0.06 

0.40 

0.05 

- 

- 

- 

- 

- 

0.045 

0.325 

0.032 

0.292 

0.056 

19.11 

Safe 

Sawaroopsar 

0813000101669300 

0.12 

0.23 

- 

0.23 

- 

0.23 

0.06 

0.43 

0.04 

0.0100 

- 

- 

- 

0.010 

0.052 

0.287 

0.029 

0.258 

0.288 

111.51 

Over Exploited 

Seswas 

0805000100687200 

0.10 

0.16 

- 

0.16 

- 

0.16 

0.06 

0.42 

0.03 

0.0100 

- 

- 

- 

0.010 

0.037 

0.197 

0.020 

0.177 

0.292 

164.77 

Over Exploited 

Sevli 

0813000501722900 

0.08 

0.00 

14,808.28 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sewa Nagar 

0805000500744200 

0.06 

0.16 

- 

0.16 

- 

0.16 

0.07 

0.50 

0.03 

0.0100 

- 

- 

- 

0.010 

0.035 

0.197 

0.020 

0.177 

0.280 

158.00 

Over Exploited 

Shekhisar 

0813000101662700 

0.12 

0.00 

(38.88) 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.003 

0.000 

0.003 

0.012 

379.81 

Over Exploited 

Shivnagar 

0813000301701600 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.036 

2,325.50 

Over Exploited 



0.08 

0.13 

- 

0.13 

- 

0.13 

0.06 

0.46 

0.02 

0.0100 

- 

- 

- 

0.010 

0.030 

0.161 

0.016 

0.145 

0.230 

159.03 

Over Exploited 

Shyampura 

0804000400629200 

0.08 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.12 

0.00 

- 

- 

- 

- 

- 

0.003 

0.020 

0.002 

0.018 

0.023 

130.05 

Over Exploited 


0805000100687500 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Shyopura 

0804000400629500 

0.08 

0.38 

- 

0.38 

- 

0.38 

0.06 

0.39 

0.06 

- 

- 

- 

- 

- 

0.064 

0.446 

0.045 

0.401 

0.107 

26.62 

Safe 


0805000100686100 

0.10 

0.09 

- 

0.09 

- 

0.09 

0.05 

0.33 

0.02 

- 

- 

- 

- 

- 

0.015 

0.104 

0.010 

0.094 

0.111 

118.10 

Over Exploited 

Shyorana Ka Bas 

0813000201674900 

0.11 

0.36 

- 

0.36 

0.01 

0.37 

0.07 

0.44 

0.07 

0.0200 

- 

- 

- 

0.020 

0.088 

0.453 

0.045 

0.408 

0.550 

134.88 

Over Exploited 

Sigaro Ki Dhani 

0813000101661400 

0.12 

0.04 

- 

0.04 

- 

0.04 

0.06 

0.39 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.055 

0.006 

0.050 

0.148 

297.03 

Over Exploited 

Signor 

0805000600748600 

0.18 

0.00 

937.72 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.085 

5,862.30 

Over Exploited 

Singhasan 

0813000301692000 

0.12 

0.16 

- 

0.16 

0.01 

0.17 

0.04 

0.31 

0.02 

0.0200 

- 

- 

- 

0.020 

0.041 

0.210 

0.021 

0.189 

0.626 

330.95 

Over Exploited 

Singodara 

0813000201674600 

0.11 

0.20 

- 

0.20 

- 

0.20 

0.07 

0.44 

0.04 

0.0100 

- 

- 

- 

0.010 

0.049 

0.253 

0.025 

0.228 

0.234 

102.56 

Over Exploited 

Singodari 

0813000201674700 

0.11 

0.12 

- 

0.12 

- 

0.12 

0.07 

0.44 

0.02 

0.0100 

- 

- 

- 

0.010 

0.033 

0.152 

0.015 

0.136 

0.171 

125.18 

Over Exploited 

Sob 

0813000301703300 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.025 

2,313.98 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.016 

2,901.90 

Over Exploited 

Sotwara 

0805000500738400 

0.16 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.098 

4,913.40 

Over Exploited 

Suratpura 

0804000400628700 

0.08 

0.05 

- 

0.05 

- 

0.05 

0.02 

0.14 

0.01 

- 

- 

- 

- 

- 

0.008 

0.055 

0.006 

0.050 

0.012 

24.40 

Safe 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.003 

100.67 

Over Exploited 

Swami Ki Dhani 

0813000201672600 

0.12 

0.17 

- 

0.17 

- 

0.17 

0.07 

0.43 

0.03 

0.0100 

- 

- 

- 

0.010 

0.041 

0.207 

0.021 

0.187 

0.273 

146.23 

Over Exploited 

Tajsar 

0813000101664300 

0.12 

0.48 

- 

0.48 

- 

0.48 

0.05 

0.40 

0.08 

0.0100 

- 

- 

- 

0.010 

0.086 

0.571 

0.057 

0.514 

0.257 

50.01 

Safe 

Takhalsar 

0813000101660100 

0.12 

0.44 

- 

0.44 

- 

0.44 

0.06 

0.40 

0.07 

- 

- 

- 

- 

- 

0.072 

0.515 

0.051 

0.463 

0.190 

40.98 

Safe 

Tanee 

0805000100677200 

0.10 

0.02 

456.26 

0.03 

- 

0.03 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.004 

0.031 

0.002 

0.029 

0.094 

323.86 

Over Exploited 

Tarpura 

0813000301688300 

0.12 

1.05 

- 

1.05 

0.02 

1.07 

0.06 

0.47 

0.15 

0.0700 

- 

- 

- 

0.070 

0.223 

1.295 

0.130 

1.166 

2.058 

176.53 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.015 

17,331.46 

Over Exploited 

Tetara 

0805000100686300 

0.10 

0.28 

- 

0.28 

- 

0.28 

0.06 

0.41 

0.05 

0.0100 

- 

- 

- 

0.010 

0.058 

0.341 

0.034 

0.307 

0.217 

70.68 

Semi Critical 

Thedi 

0813000101663500 

0.12 

0.45 

- 

0.45 

- 

0.45 

0.06 

0.41 

0.07 

- 

- 

- 

- 

- 

0.072 

0.527 

0.053 

0.474 

0.167 

35.25 

Safe 

Theemoli 

0813000101661500 

0.12 

0.21 

- 

0.21 

- 

0.21 

0.04 

0.25 

0.03 

0.0100 

- 

- 

- 

0.010 

0.044 

0.249 

0.025 

0.224 

0.403 

179.68 

Over Exploited 

Thelasar 

0804000400630000 

0.08 

0.24 

- 

0.24 

- 

0.24 

0.06 

0.39 

0.04 

0.0100 

- 

- 

- 

0.010 

0.050 

0.286 

0.029 

0.257 

0.288 

111.85 

Over Exploited 

Thithawata Bodiya 

0813000101666500 

0.12 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.002 

0.014 

0.001 

0.012 

0.023 

185.70 

Over Exploited 

Thithawata Peeran 

0813000101666700 

0.12 

0.38 

- 

0.38 

- 

0.38 

0.06 

0.41 

0.06 

0.0100 

- 

- 

- 

0.010 

0.070 

0.451 

0.045 

0.406 

0.222 

54.84 

Safe 

Thorasi 

0813000301687900 

0.10 

0.27 

- 

0.27 

0.01 

0.28 

0.07 

0.45 

0.05 

0.0200 

- 

- 

- 

0.020 

0.068 

0.351 

0.035 

0.316 

0.675 

213.45 

Over Exploited 

Tihawali 

0813000101663800 

0.12 

0.51 

- 

0.51 

- 

0.51 

0.06 

0.41 

0.08 

0.0100 

- 

- 

- 

0.010 

0.093 

0.605 

0.060 

0.544 

0.265 

48.79 

Safe 

Tihay 

0813000101663600 

0.12 

0.44 

- 

0.44 

- 

0.44 

0.06 

0.41 

0.07 

0.0100 

- 

- 

- 

0.010 

0.080 

0.516 

0.052 

0.464 

0.234 

50.36 

Safe 

Todpura 

0805000500745000 

0.16 

0.14 

137.54 

0.17 

0.02 

0.19 

0.02 

0.18 

0.02 

0.0500 

- 

- 

- 

0.050 

0.072 

0.257 

0.013 

0.244 

1.292 

528.85 

Over Exploited 



0.06 

0.19 

78.80 

0.23 

0.02 

0.25 

0.05 

0.34 

0.03 

0.0700 

- 

- 

- 

0.070 

0.101 

0.353 

0.018 

0.336 

1.970 

586.81 

Over Exploited 

Tonk Chhilari 

0805000500744900 

0.16 

0.30 

28.24 

0.36 

0.03 

0.39 

0.07 

0.48 

0.05 

0.0800 

- 

- 

- 

0.080 

0.128 

0.520 

0.026 

0.494 

2.152 

435.65 

Over Exploited 



0.06 

0.00 

4,145.42 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.108 

18,712.93 

Over Exploited 

Tonk Dhaka Ki Dhan 

0805000500744800 

0.16 

0.34 

(48.16) 

0.27 

0.01 

0.28 

0.07 

0.51 

0.05 

0.0200 

- 

- 

- 

0.020 

0.074 

0.357 

0.018 

0.339 

0.713 

210.24 

Over Exploited 

Udaipurwati (M) 

0805000640513000 

0.18 

0.20 

105,383.36 

0.24 

0.01 

0.25 

0.03 

0.23 

0.03 

0.0400 

- 

- 

- 

0.040 

0.071 

0.317 

0.016 

0.301 

2.130 

707.35 

Over Exploited 



0.08 

0.03 

6,329.31 

0.04 

0.01 

0.05 

0.02 

0.14 

0.01 

0.0200 

- 

- 

- 

0.020 

0.026 

0.077 

0.004 

0.073 

1.065 

1,449.92 

Over Exploited 

Udansar 

0813000101664900 

0.12 

0.42 

(89.58) 

0.33 

- 

0.33 

0.06 

0.41 

0.07 

0.0100 

- 

- 

- 

0.010 

0.076 

0.409 

0.020 

0.389 

0.203 

52.20 

Safe 

Udansari 

0813000101664400 

0.12 

0.35 

(93.27) 

0.28 

- 

0.28 

0.06 

0.41 

0.06 

- 

- 

- 

- 

- 

0.055 

0.337 

0.017 

0.320 

0.120 

37.38 

Safe 

Untwaliya 

0804000400630300 

0.08 

0.11 

- 

0.11 

- 

0.11 

0.04 

0.29 

0.02 

- 

- 

- 

- 

- 

0.019 

0.130 

0.013 

0.117 

0.147 

125.60 

Over Exploited 

Wahidpura 

0805000100685500 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.041 

2,284.88 

Over Exploited 

Wajidsar 

0805000100683500 

0.10 

0.08 

- 

0.08 

- 

0.08 

0.04 

0.28 

0.01 

- 

- 

- 

- 

- 

0.014 

0.098 

0.010 

0.088 

0.116 

131.96 

Over Exploited 

Yalsar 

0813000201686700 

0.11 

0.35 

- 

0.35 

0.01 

0.36 

0.07 

0.44 

0.06 

0.0200 

- 

- 

- 

0.020 

0.083 

0.440 

0.044 

0.396 

0.639 

161.29 

Over Exploited 

Adooka 

0805000200710100 

0.10 

0.36 

- 

0.36 

0.01 

0.37 

0.07 

0.45 

0.07 

0.0400 

- 

- 

- 

0.040 

0.109 

0.481 

0.048 

0.433 

1.033 

238.72 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Agwana Khurd 

080500020070860C 

8.650 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.988 

-0.61 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.009 

0.04 

0.06 


Akhtar Pura 

0805000200711200 

1.514 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.063 

-0.51 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.02 

0.02 


Amarsinghpura 

0805000200705500 

1.551 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.551 

-0.31 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.013 

0.36 

0.53 


Ardawata 

0805000200710500 

8.230 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.230 

-0.44 

0.120 

0.29 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.07 

0.071 

0.38 

0.50 


Aryanagar 

0805000300721900 

2.341 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.051 

-0.20 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.37 

0.020 

0.38 

0.66 


Bamanwas 

0805000200713900 

5.639 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.639 

-1.81 

0.080 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.67 

0.049 

0.38 

0.50 


Bankoti 

0805000400729200 

3.785 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.377 

0.68 

0.120 

0.12 

0.02 

0.00 

0.00 

0.00 

0.21 

0.11 

0.48 

0.012 

0.18 

0.33 


Bari 

0805000200713500 

3.661 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.661 

-0.45 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.37 

0.032 

0.38 

0.50 


Bas Bijoli 

0805000200705200 

1.589 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.589 

-0.26 

0.080 

0.10 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.014 

0.36 

0.52 


Bas Gokal 

0805000200704800 

3.316 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.316 

-0.31 

0.080 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.55 

0.029 

0.36 

0.51 


Bas Kalana 

0805000200709600 

2.258 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.258 

-0.80 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.019 

0.37 

0.50 


Bas Tokha 

0805000200704700 

7.121 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.121 

-0.31 

0.080 

0.22 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.80 

0.061 

0.35 

0.51 


Basant Bihar 

0805000400728400 

5.753 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.045 

0.60 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 







Non-command 

Quartzite 

0.378 

0.60 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.05 

0.003 

0.03 

0.06 


Beelwa 

0805000400729400 

3.192 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.296 

0.81 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.11 

0.003 

0.05 

0.08 







Non-command 

Quartzite 

0.057 

0.81 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.01 

0.02 


Bhamarwasi 

0805000200711300 

4.461 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.172 

-0.51 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.02 







Non-command 

Younger Alluvium 

1.763 

-0.51 

0.150 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.015 

0.15 

0.21 


Bhaothari 

0805000200705700 

16.166 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.332 

-0.55 

0.080 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.65 

0.080 

0.21 

0.31 


Bhapar 

0805000200704500 

9.719 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.719 

-0.35 

0.080 

0.24 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.85 

0.084 

0.36 

0.50 


Bheetera 

0805000400729000 

6.227 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.187 

0.55 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.002 

0.01 

0.03 







Non-command 

Quartzite 

0.122 

0.55 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.01 

0.02 


Bhgina 

0805000200697300 

4.891 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.891 

-0.06 

0.080 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.53 

0.042 

0.35 

0.51 


Bhobiya 

0805000200704000 

3.308 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.308 

-0.43 

0.080 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.37 

0.028 

0.36 

0.50 


Bhoja Ka Bas 

0805000200697400 

2.042 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.042 

0.06 

0.080 

0.12 

0.01 

0.00 

0.00 

0.00 

0.12 

0.08 

0.46 

0.018 

0.35 

0.51 


Bhompura 

0805000200703600 

5.226 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.226 

-0.61 

0.120 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.54 

0.045 

0.37 

0.49 


Bhukana 

0805000200712600 

4.618 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.119 

-0.50 

0.120 

0.24 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.90 

0.036 

0.37 

0.64 


Bigodna 

0805000200703800 

7.722 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.722 

-0.80 

0.080 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.60 

0.066 

0.37 

0.49 


Bijoli 

0805000200705300 

6.650 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.650 

-0.21 

0.080 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.057 

0.36 

0.52 


Brahmano Ki Dhani 

0805000200710000 

2.835 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.835 

-1.88 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.024 

0.38 

0.49 


Brijlalpura 

0805000200711100 

5.370 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.101 

-0.48 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.42 

0.036 

0.29 

0.39 


Chandana 

0805000200712400 

9.638 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.580 

-0.48 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.005 

0.03 

0.05 


Charawas 

0805000400728800 

13.272 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.158 

-0.14 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.01 

0.01 







Non-command 

Quartzite 

0.189 

-0.14 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.002 

0.01 

0.01 


Chirasan 

0805000200712700 

7.599 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.102 

-0.38 

0.120 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.63 

0.062 

0.40 

0.68 


Chirawa (M) 

0805000240507000 

16.757 

Fresh 

Non-command 

Non-command 

Older Alluvium 

16.757 

-1.05 

0.120 

1.46 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.39 

3.380 

0.38 

0.49 


Dalmiyon Ki Dhani 

0805000200710200 

3.109 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.109 

-1.70 

0.080 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.53 

0.027 

0.38 

0.49 


Dangar 

0805000200710300 

5.309 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.309 

-1.28 

0.080 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.52 

0.046 

0.38 

0.50 


Deorod 

0805000200703500 

9.924 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.924 

-0.58 

0.080 

0.28 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.00 

0.085 

0.36 

0.50 


Dhakkarwal 

0805000200704200 

6.524 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.524 

-0.36 

0.080 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.056 

0.36 

0.50 


Dhani Brahamnan 

0805000200703700 

4.308 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.308 

-0.61 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.037 

0.37 

0.49 


Dhani Chauhan 

0805000200709900 

2.481 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.481 

-1.84 

0.080 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.52 

0.021 

0.38 

0.50 


Dhani Shyorani 

0805000200703400 

3.675 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.675 

-0.58 

0.080 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.032 

0.35 

0.50 


Dhani Thakran @ Sh 

0805000200712500 

2.723 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.319 

-0.50 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.011 

0.20 

0.35 







Non-command 

Younger Alluvium 

0.667 

-0.50 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.006 

0.10 

0.18 


Dhatarwalon Ka Bas 

0805000200710900 

1.863 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.863 

-0.47 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.016 

0.38 

0.50 


Dheendhwa Aguna 

0805000200697500 

4.393 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.393 

-0.13 

0.080 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.038 

0.35 

0.50 


Dheendhwa Athoona 

0805000200697700 

6.455 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.242 

0.26 

0.080 

0.11 

0.01 

0.00 

0.00 

0.00 

0.17 

0.12 

0.40 

0.028 

0.18 

0.25 


Dheendhwa Nichla 

0805000200697600 

7.430 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.658 

0.02 

0.080 

0.16 

0.01 

0.00 

0.00 

0.00 

0.16 

0.11 

0.57 

0.057 

0.31 

0.45 


Dobra 

0805000200705400 

8.952 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.952 

-0.38 

0.080 

0.30 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.11 

0.077 

0.36 

0.53 


Doodi 

0805000200696000 

5.876 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.876 

-0.15 

0.080 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.66 

0.051 

0.36 

0.54 


Doodwa 

0805000200695800 

11.268 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.175 

-0.06 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.045 

0.16 

0.25 


Dulaniya 

0805000200696300 

17.833 

Fresh 

Non-command 

Non-command 

Older Alluvium 

17.024 

-0.13 

0.080 

0.37 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.27 

0.146 

0.34 

0.50 


Farat 

0805000200704900 

15.651 

Fresh 

Non-command 

Non-command 

Older Alluvium 

15.651 

-0.24 

0.080 

0.29 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.98 

0.135 

0.36 

0.51 


Gadaniya 

0805000200713800 

5.469 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.469 

-0.55 

0.120 

0.24 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.89 

0.047 

0.38 

0.50 


Ghadawa 

0805000200703900 

6.853 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.853 

-0.51 

0.080 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.61 

0.059 

0.37 

0.50 


Ghardu 

0805000200709100 

3.538 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.538 

-0.36 

0.080 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.030 

0.37 

0.50 


Gopalpura 

0805000200707600 

2.959 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.959 

-0.35 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.025 

0.37 

0.51 


Gowla 

0805000200712200 

10.369 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.006 

-0.50 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

0.199 

-0.50 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.002 

0.01 

0.01 


Hameerwas 

0805000200714500 

3.421 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.617 

-1.13 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.014 

0.18 

0.24 


Haripura 

0805000200704400 

3.250 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.250 

-0.33 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.028 

0.35 

0.50 


Heerwa 

0805000300715300 

18.058 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.701 

-1.18 

0.120 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.57 

0.085 

0.18 

0.25 


Ismailpur 

0805000200714100 

2.870 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.870 

-1.87 

0.080 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.48 

0.025 

0.38 

0.50 


Jakhod 

0805000200707300 

11.762 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.489 

-0.22 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.030 

0.11 

0.16 


Jasrapur 

0805000400728500 

24.993 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.602 

0.51 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.36 

0.20 

0.32 

0.042 

0.09 

0.16 







Non-command 

Quartzite 

3.490 

0.51 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.09 

0.05 

0.19 

0.032 

0.07 

0.12 


Jeeni 

0805000200704300 

3.956 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.956 

-0.35 

0.080 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.63 

0.034 

0.36 

0.50 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Agwana Khurd 

0805000200708600 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.001 

0.005 

0.085 

1,856.69 

Over Exploited 

Akhtar Pura 

0805000200711200 

0.11 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.023 

5,282.77 

Over Exploited 

Amarsinghpura 

0805000200705500 

0.10 

0.06 

- 

0.06 

- 

0.06 

0.07 

0.43 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.076 

0.008 

0.069 

0.240 

350.71 

Over Exploited 

Ardawata 

0805000200710500 

0.11 

0.34 

- 

0.34 

0.01 

0.35 

0.07 

0.45 

0.07 

0.0400 

- 

- 

0.002 

0.042 

0.108 

0.459 

0.046 

0.413 

1.140 

275.87 

Over Exploited 

Aryanagar 

0805000300721900 

0.10 

0.08 

- 

0.08 

0.00 

0.08 

0.07 

0.45 

0.01 

0.0100 

- 

- 

0.002 

0.012 

0.025 

0.105 

0.011 

0.095 

0.385 

406.68 

Over Exploited 

Bamanwas 

0805000200713900 

0.10 

0.21 

- 

0.21 

0.01 

0.22 

0.07 

0.45 

0.04 

0.0300 

- 

- 

- 

0.030 

0.071 

0.293 

0.029 

0.263 

0.719 

272.91 

Over Exploited 

Bankoti 

0805000400729200 

0.20 

0.05 

136.35 

0.06 

0.02 

0.08 

0.03 

0.21 

0.01 

0.0500 

- 

- 

- 

0.050 

0.058 

0.137 

0.007 

0.130 

0.492 

379.25 

Over Exploited 

Bari 

0805000200713500 

0.11 

0.15 

- 

0.15 

- 

0.15 

0.07 

0.45 

0.03 

0.0100 

- 

- 

- 

0.010 

0.039 

0.190 

0.019 

0.171 

0.399 

233.01 

Over Exploited 

Bas Bijoli 

0805000200705200 

0.10 

0.06 

- 

0.06 

0.01 

0.07 

0.07 

0.43 

0.01 

0.0200 

- 

- 

- 

0.020 

0.031 

0.098 

0.010 

0.088 

0.416 

471.67 

Over Exploited 

Bas Gokal 

0805000200704800 

0.10 

0.12 

- 

0.12 

0.01 

0.13 

0.06 

0.42 

0.02 

0.0200 

- 

- 

- 

0.020 

0.041 

0.169 

0.017 

0.152 

0.580 

380.45 

Over Exploited 

Bas Kalana 

0805000200709600 

0.10 

0.08 

- 

0.08 

- 

0.08 

0.07 

0.45 

0.02 

0.0100 

- 

- 

- 

0.010 

0.026 

0.111 

0.011 

0.100 

0.170 

171.03 

Over Exploited 

Bas Tokha 

0805000200704700 

0.10 

0.25 

- 

0.25 

0.01 

0.26 

0.06 

0.42 

0.05 

0.0300 

- 

- 

- 

0.030 

0.075 

0.337 

0.034 

0.303 

0.860 

283.52 

Over Exploited 

Basant Bihar 

0805000400728400 

0.20 

0.00 

4,920.40 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.09 

0.00 

626.98 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.011 

0.054 

498.55 

Over Exploited 

Beelwa 

0805000400729400 

0.20 

0.00 

1,094.70 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.113 

868.14 

Over Exploited 



0.09 

0.00 

1,027.15 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.018 

30,298.73 

Over Exploited 

Bhamarwasi 

0805000200711300 

0.11 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.012 

4,284.05 

Over Exploited 



0.20 

0.05 

- 

0.05 

0.00 

0.05 

0.03 

0.18 

0.01 

0.0100 

- 

- 

0.000 

0.010 

0.020 

0.073 

0.007 

0.065 

0.159 

243.76 

Over Exploited 

Bhaothari 

0805000200705700 

0.10 

0.20 

- 

0.20 

0.01 

0.21 

0.04 

0.25 

0.04 

0.0200 

- 

- 

- 

0.020 

0.056 

0.264 

0.026 

0.237 

0.730 

307.62 

Over Exploited 

Bhapar 

0805000200704500 

0.10 

0.35 

- 

0.35 

0.01 

0.36 

0.07 

0.43 

0.06 

0.0300 

- 

- 

- 

0.030 

0.095 

0.456 

0.046 

0.411 

0.937 

228.11 

Over Exploited 

Bheetera 

0805000400729000 

0.20 

0.00 

2,121.62 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.034 

4,747.95 

Over Exploited 



0.09 

0.00 

576.38 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.018 

13,423.37 

Over Exploited 

Bhgina 

0805000200697300 

0.10 

0.17 

- 

0.17 

0.01 

0.18 

0.06 

0.42 

0.03 

0.0200 

- 

- 

- 

0.020 

0.051 

0.233 

0.023 

0.210 

0.571 

272.05 

Over Exploited 

Bhobiya 

0805000200704000 

0.10 

0.12 

- 

0.12 

- 

0.12 

0.07 

0.43 

0.02 

0.0100 

- 

- 

- 

0.010 

0.032 

0.152 

0.015 

0.137 

0.395 

288.87 

Over Exploited 

Bhoja Ka Bas 

0805000200697400 

0.10 

0.07 

15.71 

0.08 

0.01 

0.09 

0.06 

0.41 

0.01 

0.0200 

- 

- 

- 

0.020 

0.033 

0.126 

0.006 

0.120 

0.482 

402.66 

Over Exploited 

Bhompura 

0805000200703600 

0.11 

0.21 

- 

0.21 

0.01 

0.22 

0.07 

0.44 

0.04 

0.0200 

- 

- 

- 

0.020 

0.060 

0.284 

0.028 

0.255 

0.585 

229.36 

Over Exploited 

Bhukana 

0805000200712600 

0.11 

0.17 

- 

0.17 

0.01 

0.18 

0.07 

0.44 

0.03 

0.0300 

- 

- 

0.004 

0.034 

0.064 

0.245 

0.025 

0.221 

0.932 

422.45 

Over Exploited 

Bigodna 

0805000200703800 

0.10 

0.29 

- 

0.29 

0.01 

0.30 

0.07 

0.45 

0.06 

0.0200 

- 

- 

- 

0.020 

0.076 

0.375 

0.038 

0.338 

0.662 

196.24 

Over Exploited 

Bijoli 

0805000200705300 

0.10 

0.24 

- 

0.24 

- 

0.24 

0.07 

0.42 

0.04 

0.0100 

- 

- 

- 

0.010 

0.054 

0.293 

0.029 

0.263 

0.439 

166.80 

Over Exploited 

Brahmano Ki Dhani 

0805000200710000 

0.10 

0.11 

- 

0.11 

- 

0.11 

0.07 

0.45 

0.02 

0.0100 

- 

- 

- 

0.010 

0.030 

0.137 

0.014 

0.123 

0.240 

195.08 

Over Exploited 

Brijlalpura 

0805000200711100 

0.11 

0.13 

- 

0.13 

0.01 

0.14 

0.05 

0.34 

0.02 

0.0200 

- 

- 

0.002 

0.022 

0.046 

0.187 

0.019 

0.168 

0.457 

271.63 

Over Exploited 

Chandana 

0805000200712400 

0.11 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.091 

5,207.67 

Over Exploited 

Charawas 

0805000400728800 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.023 

12,600.74 

Over Exploited 



0.09 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.027 

22,505.88 

Over Exploited 

Chirasan 

0805000200712700 

0.11 

0.31 

- 

0.31 

0.01 

0.33 

0.07 

0.47 

0.06 

0.0200 

- 

- 

0.003 

0.023 

0.079 

0.405 

0.040 

0.364 

0.688 

188.78 

Over Exploited 

Chirawa (M) 

0805000240507000 

0.11 

0.69 

- 

0.69 

0.02 

0.71 

0.07 

0.45 

0.13 

0.0500 

- 

- 

- 

0.050 

0.183 

0.895 

0.090 

0.806 

4.773 

592.48 

Over Exploited 

Dalmiyon Ki Dhani 

0805000200710200 

0.10 

0.12 

- 

0.12 

0.01 

0.13 

0.07 

0.45 

0.02 

0.0200 

- 

- 

- 

0.020 

0.042 

0.169 

0.017 

0.152 

0.556 

364.97 

Over Exploited 

Dangar 

0805000200710300 

0.10 

0.20 

- 

0.20 

0.01 

0.21 

0.07 

0.45 

0.04 

0.0200 

- 

- 

- 

0.020 

0.058 

0.268 

0.027 

0.241 

0.564 

233.89 

Over Exploited 

Deorod 

0805000200703500 

0.10 

0.36 

- 

0.36 

0.01 

0.37 

0.07 

0.43 

0.07 

0.0400 

- 

- 

- 

0.040 

0.106 

0.472 

0.047 

0.425 

1.089 

256.55 

Over Exploited 

Dhakkarwal 

0805000200704200 

0.10 

0.23 

- 

0.23 

- 

0.23 

0.06 

0.42 

0.04 

0.0100 

- 

- 

- 

0.010 

0.052 

0.284 

0.028 

0.256 

0.380 

148.70 

Over Exploited 

Dhani Brahamnan 

0805000200703700 

0.10 

0.16 

- 

0.16 

- 

0.16 

0.07 

0.44 

0.03 

0.0100 

- 

- 

- 

0.010 

0.041 

0.201 

0.020 

0.181 

0.296 

163.80 

Over Exploited 

Dhani Chauhan 

0805000200709900 

0.10 

0.09 

- 

0.09 

0.01 

0.10 

0.07 

0.45 

0.02 

0.0200 

- 

- 

- 

0.020 

0.038 

0.141 

0.014 

0.127 

0.539 

424.78 

Over Exploited 

Dhani Shyorani 

0805000200703400 

0.10 

0.13 

- 

0.13 

- 

0.13 

0.06 

0.42 

0.02 

0.0100 

- 

- 

- 

0.010 

0.033 

0.163 

0.016 

0.146 

0.388 

264.61 

Over Exploited 

Dhani Thakran @ Sh 

0805000200712500 

0.11 

0.03 

- 

0.03 

- 

0.03 

0.04 

0.24 

0.01 

0.0100 

- 

- 

- 

0.010 

0.015 

0.044 

0.004 

0.040 

0.205 

516.14 

Over Exploited 



0.20 

0.01 

- 

0.01 

0.00 

0.01 

0.02 

0.12 

0.00 

- 

- 

- 

0.001 

0.001 

0.003 

0.017 

0.002 

0.015 

0.114 

734.91 

Over Exploited 

Dhatarwalon Ka Bas 

0805000200710900 

0.11 

0.08 

- 

0.08 

- 

0.08 

0.07 

0.45 

0.01 

0.0100 

- 

- 

- 

0.010 

0.025 

0.102 

0.010 

0.092 

0.353 

385.88 

Over Exploited 

Dheendhwa Aguna 

0805000200697500 

0.10 

0.15 

- 

0.15 

0.01 

0.16 

0.06 

0.42 

0.03 

0.0200 

- 

- 

- 

0.020 

0.048 

0.212 

0.021 

0.191 

0.492 

257.34 

Over Exploited 

Dheendhwa Athoona 

0805000200697700 

0.10 

0.06 

103.39 

0.07 

0.01 

0.08 

0.03 

0.21 

0.01 

0.0200 

- 

- 

- 

0.020 

0.030 

0.109 

0.005 

0.103 

0.428 

413.95 

Over Exploited 

Dheendhwa Nichla 

0805000200697600 

0.10 

0.21 

(46.57) 

0.17 

0.01 

0.18 

0.06 

0.37 

0.04 

0.0200 

- 

- 

- 

0.020 

0.058 

0.235 

0.012 

0.223 

0.629 

281.71 

Over Exploited 

Dobra 

0805000200705400 

0.10 

0.32 

- 

0.32 

0.01 

0.33 

0.07 

0.42 

0.06 

0.0400 

- 

- 

- 

0.040 

0.099 

0.430 

0.043 

0.387 

1.189 

307.12 

Over Exploited 

Doodi 

0805000200696000 

0.10 

0.21 

- 

0.21 

0.01 

0.22 

0.06 

0.42 

0.04 

0.0200 

- 

- 

- 

0.020 

0.058 

0.277 

0.028 

0.250 

0.710 

284.19 

Over Exploited 

Doodwa 

0805000200695800 

0.10 

0.08 

- 

0.08 

- 

0.08 

0.03 

0.19 

0.02 

0.0100 

- 

- 

- 

0.010 

0.025 

0.110 

0.011 

0.099 

0.347 

349.44 

Over Exploited 

Dulaniya 

0805000200696300 

0.10 

0.57 

- 

0.57 

0.02 

0.59 

0.06 

0.40 

0.10 

0.0500 

- 

- 

- 

0.050 

0.154 

0.748 

0.075 

0.673 

1.420 

210.95 

Over Exploited 

Farat 

0805000200704900 

0.10 

0.56 

- 

0.56 

0.01 

0.57 

0.07 

0.42 

0.10 

0.0400 

- 

- 

- 

0.040 

0.143 

0.715 

0.071 

0.643 

1.110 

172.51 

Over Exploited 

Gadaniya 

0805000200713800 

0.11 

0.23 

- 

0.23 

0.02 

0.24 

0.07 

0.45 

0.04 

0.0300 

- 

- 

0.011 

0.041 

0.084 

0.327 

0.033 

0.294 

0.933 

317.02 

Over Exploited 

Ghadawa 

0805000200703900 

0.10 

0.25 

- 

0.25 

0.01 

0.26 

0.07 

0.44 

0.05 

0.0200 

- 

- 

- 

0.020 

0.069 

0.333 

0.033 

0.300 

0.666 

221.99 

Over Exploited 

Ghardu 

0805000200709100 

0.10 

0.13 

- 

0.13 

- 

0.13 

0.07 

0.44 

0.02 

0.0100 

- 

- 

- 

0.010 

0.035 

0.165 

0.017 

0.149 

0.376 

253.32 

Over Exploited 

Gopalpura 

0805000200707600 

0.10 

0.11 

- 

0.11 

- 

0.11 

0.07 

0.44 

0.02 

0.0100 

- 

- 

- 

0.010 

0.030 

0.140 

0.014 

0.126 

0.333 

264.93 

Over Exploited 

Gowla 

0805000200712200 

0.11 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.026 

7,991.28 

Over Exploited 

Hameerwas 

0805000200714500 

0.10 

0.03 

- 

0.03 

- 

0.03 

0.03 

0.21 

0.01 

0.0100 

- 

- 

- 

0.010 

0.015 

0.044 

0.004 

0.040 

0.176 

441.82 

Over Exploited 

Haripura 

0805000200704400 

0.10 

0.12 

- 

0.12 

- 

0.12 

0.06 

0.42 

0.02 

0.0100 

- 

- 

- 

0.010 

0.031 

0.146 

0.015 

0.132 

0.276 

209.55 

Over Exploited 

Heerwa 

0805000300715300 

0.10 

0.16 

- 

0.16 

0.01 

0.17 

0.03 

0.22 

0.03 

0.0200 

- 

- 

- 

0.020 

0.050 

0.219 

0.022 

0.197 

0.651 

330.05 

Over Exploited 

Ismailpur 

0805000200714100 

0.10 

0.11 

- 

0.11 

0.01 

0.12 

0.07 

0.45 

0.02 

0.0200 

- 

- 

- 

0.020 

0.041 

0.159 

0.016 

0.143 

0.500 

350.18 

Over Exploited 

Jakhod 

0805000200707300 

0.10 

0.04 

- 

0.04 

- 

0.04 

0.02 

0.13 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.055 

0.006 

0.050 

0.224 

449.96 

Over Exploited 

Jasrapur 

0805000400728500 

0.20 

0.08 

140.38 

0.10 

0.01 

0.11 

0.02 

0.10 

0.01 

0.0400 

- 

- 

- 

0.040 

0.054 

0.162 

0.008 

0.154 

0.363 

235.91 

Over Exploited 



0.09 

0.02 

225,826.23 

0.02 

0.01 

0.03 

0.01 

0.08 

0.00 

0.0200 

- 

- 

- 

0.020 

0.024 

0.058 

0.003 

0.055 

0.222 

399.58 

Over Exploited 

Jeeni 

0805000200704300 

0.10 

0.14 

- 

0.14 

0.01 

0.15 

0.07 

0.43 

0.03 

0.0200 

- 

- 

- 

0.020 

0.046 

0.199 

0.020 

0.179 

0.660 

369.12 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Jhanjhot 

080500020071360C 

7.828 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.828 

-0.47 

0.120 

0.24 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.86 

0.068 

0.38 

0.51 


Kajra 

0805000200704600 

5.874 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.874 

-0.30 

0.080 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.59 

0.051 

0.36 

0.51 


Kakora 

0805000200708900 

11.762 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.840 

-0.43 

0.080 

0.23 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.86 

0.059 

0.22 

0.29 


Kalgaon 

0805000300715400 

5.787 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.675 

-1.69 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.026 

0.17 

0.23 


Kanwarpura 

0805000200702500 

3.425 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.013 

-0.51 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kasni 

0805000200705100 

16.832 

Fresh 

Non-command 

Non-command 

Older Alluvium 

16.832 

-0.30 

0.080 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.62 

0.145 

0.36 

0.52 


Kayamsar 

0805000200711900 

4.613 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.476 

-0.59 

0.150 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.60 

0.030 

0.29 

0.49 


Keharpura Kalan 

0805000200711400 

7.201 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.921 

-0.54 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.008 

0.05 

0.07 


Keharpura Khurd 

0805000200711600 

3.263 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.044 

-0.55 

0.150 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.009 

0.12 

0.19 


Khemu Ki Dhani 

0805000200710400 

4.441 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.441 

-0.73 

0.120 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.54 

0.038 

0.38 

0.49 


Kherla 

0805000200697800 

7.352 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.751 

-0.11 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.024 

0.13 

0.19 


Khudot 

0805000200713700 

5.158 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.836 

-0.61 

0.120 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.58 

0.033 

0.28 

0.38 


Kirwana 

0805000200714300 

9.586 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.926 

-1.61 

0.080 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.65 

0.034 

0.15 

0.21 


Kishanpura 

0805000200713300 

2.000 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.002 

-0.52 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

1.998 

-0.52 

0.150 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.017 

0.38 

0.55 


Kishorpura 

0805000200711800 

3.624 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.002 

-0.62 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

1.577 

-0.62 

0.150 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.014 

0.17 

0.28 


Kithana 

0805000200713100 

20.420 

Fresh 

Non-command 

Non-command 

Older Alluvium 

17.101 

-0.53 

0.120 

0.72 

0.03 

0.00 

0.00 

0.01 

0.00 

0.00 

2.69 

0.148 

0.33 

0.51 


Kuloth Khurd 

0805000200705900 

9.457 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.027 

-0.81 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ladunda 

0805000200695900 

15.976 

Fresh 

Non-command 

Non-command 

Older Alluvium 

15.976 

-0.40 

0.080 

0.31 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.07 

0.137 

0.36 

0.55 


Lakhoo 

0805000200714000 

2.215 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.215 

-1.88 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.019 

0.38 

0.49 


Leekhwa 

0805000200695700 

18.115 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.516 

0.04 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.16 

0.022 

0.05 

0.08 


Lodipura 

0805000200712900 

3.275 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.368 

-0.53 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.021 

0.29 

0.49 







Non-command 

Younger Alluvium 

0.908 

-0.53 

0.150 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.008 

0.11 

0.19 


Lotiya 

0805000200707700 

10.864 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.405 

-0.35 

0.080 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.047 

0.19 

0.25 


Loyal 

0805000400728700 

8.760 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.344 

-0.36 

0.120 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.048 

0.27 

0.49 


Mahrampur 

0805000200712000 

4.878 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.404 

-0.59 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.003 

0.03 

0.06 


Makhar 

0805000100691400 

11.750 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.735 

-0.53 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.005 

0.02 

0.04 


Malupura 

0805000200711500 

3.105 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.105 

-0.50 

0.150 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.68 

0.027 

0.38 

0.54 


Manota (Jatan ) 

0805000400727900 

9.582 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.890 

-0.03 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.053 

0.28 

0.50 


Morwa 

0805000200697200 

7.845 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.512 

0.10 

0.080 

0.10 

0.00 

0.00 

0.00 

0.00 

0.14 

0.09 

0.37 

0.039 

0.20 

0.30 


Nangli Saledisingh 

0805000400728900 

13.917 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

-0.01 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Narhar 

0805000200703200 

23.537 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.787 

-0.45 

0.120 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.53 

0.033 

0.06 

0.08 


Nari 

0805000200711000 

8.472 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.472 

-0.45 

0.120 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.68 

0.073 

0.38 

0.50 


Netrampura 

0805000200707500 

3.662 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.567 

-0.21 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.005 

0.06 

0.08 


Nijampura 

0805000200710700 

1.200 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.200 

-0.67 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.37 

0.010 

0.38 

0.49 


Ojtu 

0805000200710800 

15.528 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.432 

-0.55 

0.120 

0.26 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.90 

0.108 

0.30 

0.40 


Padampura 

0805000200713000 

6.301 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.901 

-0.56 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.042 

0.30 

0.48 







Non-command 

Younger Alluvium 

1.401 

-0.56 

0.150 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.012 

0.09 

0.14 


Panthariya 

0805000200697100 

5.160 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.116 

0.15 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 


Peepli 

0805000200696100 

15.387 

Fresh 

Non-command 

Non-command 

Older Alluvium 

15.387 

-0.20 

0.080 

0.57 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.12 

0.132 

0.36 

0.53 


Pichanwa 

0805000200714200 

4.988 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.190 

-1.80 

0.080 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.37 

0.036 

0.32 

0.42 


Pilani ( Rural) 

0805000200696900 

1.146 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.734 

0.36 

0.080 

0.14 

0.01 

0.00 

0.00 

0.00 

0.15 

0.10 

0.55 

0.006 

0.22 

0.32 


Pilani (M) 

0805000240505000 

10.816 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.22 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Pilod 

0805000200705600 

8.512 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.512 

-0.37 

0.080 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.073 

0.36 

0.53 


Purohiton Ka Bas 

0805000200696400 

2.502 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.298 

0.09 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.003 

0.04 

0.06 


Raghunathpura 

0805000200709000 

4.835 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.835 

-0.42 

0.080 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.74 

0.042 

0.37 

0.50 


Rajveerpura 

0805000200707200 

3.302 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.030 

-0.36 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.026 

0.34 

0.49 


Ramnathpura 

0805000200704100 

3.167 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.167 

-0.45 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.027 

0.37 

0.50 


Sari 

0805000200713400 

4.777 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.888 

-0.48 

0.120 

0.21 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.79 

0.034 

0.31 

0.42 







Non-command 

Younger Alluvium 

0.889 

-0.48 

0.150 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.008 

0.07 

0.10 


Sehi Kalan 

0805000200709500 

8.540 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.540 

-1.39 

0.080 

0.30 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.10 

0.073 

0.38 

0.49 


Shekhpura 

0805000200703100 

11.126 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.491 

-0.59 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.065 

0.25 

0.33 


Shree Sardarpura 

0805000400728600 

7.350 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.215 

0.00 

0.120 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.60 

0.056 

0.40 

0.73 


Shri Amarpura 

0805000200712800 

1.988 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.988 

-0.49 

0.120 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.56 

0.017 

0.41 

0.67 


Shyampura 

0805000400729100 

5.995 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.245 

0.48 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.002 

0.02 

0.04 







Non-command 

Quartzite 

2.955 

0.48 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.09 

0.05 

0.26 

0.027 

0.24 

0.44 


Shyampura Matana 

0805000200711700 

5.966 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.331 

-0.60 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.003 

0.02 

0.03 







Non-command 

Younger Alluvium 

1.844 

-0.60 

0.150 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.016 

0.12 

0.19 


Shyolana 

0805000200712100 

7.245 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.579 

-0.55 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.005 

0.03 

0.06 


Shyopura 

0805000200710600 

4.011 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.986 

-0.66 

0.120 

0.22 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.84 

0.035 

0.37 

0.49 


Shyosinghpura 

0805000200696200 

2.467 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.467 

0.13 

0.080 

0.11 

0.01 

0.00 

0.00 

0.00 

0.13 

0.08 

0.43 

0.021 

0.35 

0.53 


Sultana 

0805000200713200 

15.043 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.176 

-0.52 

0.120 

0.45 

0.02 

0.00 

0.00 

0.01 

0.00 

0.00 

1.64 

0.123 

0.36 

0.51 







Non-command 

Younger Alluvium 

0.866 

-0.52 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.008 

0.02 

0.03 


Sultana Ka Bas 

0805000200703300 

4.742 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.538 

-0.60 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.013 

0.12 

0.16 


Surajgarh (M) 

0805000240508000 

8.574 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.574 

-0.36 

0.080 

0.65 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

1.757 

0.37 

0.50 


Surajgarh RURAL 

0805000200705000 

4.095 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.095 

-0.35 

0.080 

0.22 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.84 

0.035 

0.37 

0.50 


Swami Sehi 

0805000200709700 

5.591 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.502 

-1.21 

0.080 

0.22 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.81 

0.047 

0.37 

0.49 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Jhanjhot 

0805000200713600 

0.11 

0.32 

- 

0.32 

0.01 

0.34 

0.07 

0.45 

0.06 

0.0300 

- 

- 

0.003 

0.033 

0.095 

0.431 

0.043 

0.388 

0.932 

240.42 

Over Exploited 

Kajra 

0805000200704600 

0.10 

0.21 

- 

0.21 

0.01 

0.22 

0.06 

0.42 

0.04 

0.0200 

- 

- 

- 

0.020 

0.058 

0.277 

0.028 

0.250 

0.645 

258.13 

Over Exploited 

Kakora 

0805000200708900 

0.10 

0.15 

- 

0.15 

0.01 

0.16 

0.04 

0.26 

0.03 

0.0300 

- 

- 

- 

0.030 

0.058 

0.217 

0.022 

0.195 

0.920 

471.28 

Over Exploited 

Kalgaon 

0805000300715400 

0.10 

0.05 

- 

0.05 

0.01 

0.06 

0.03 

0.21 

0.01 

0.0200 

- 

- 

- 

0.020 

0.029 

0.086 

0.009 

0.077 

0.458 

594.64 

Over Exploited 

Kanwarpura 

0805000200702500 

0.11 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kasni 

0805000200705100 

0.10 

0.61 

- 

0.61 

0.01 

0.62 

0.07 

0.43 

0.11 

0.0200 

- 

- 

- 

0.020 

0.134 

0.757 

0.076 

0.682 

0.761 

111.60 

Over Exploited 

Kayamsar 

0805000200711900 

0.20 

0.20 

- 

0.20 

0.01 

0.21 

0.05 

0.34 

0.04 

0.0200 

- 

- 

- 

0.020 

0.057 

0.269 

0.027 

0.242 

0.630 

260.25 

Over Exploited 

Keharpura Kalan 

0805000200711400 

0.20 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.002 

0.010 

0.001 

0.009 

0.092 

983.92 

Over Exploited 

Keharpura Khurd 

0805000200711600 

0.20 

0.03 

- 

0.03 

0.00 

0.03 

0.02 

0.14 

0.00 

0.0100 

- 

- 

0.003 

0.013 

0.017 

0.044 

0.004 

0.040 

0.201 

502.86 

Over Exploited 

Khemu Ki Dhani 

0805000200710400 

0.11 

0.18 

- 

0.18 

0.01 

0.19 

0.07 

0.45 

0.04 

0.0200 

- 

- 

- 

0.020 

0.055 

0.249 

0.025 

0.224 

0.578 

258.42 

Over Exploited 

Kherla 

0805000200697800 

0.10 

0.04 

- 

0.04 

- 

0.04 

0.02 

0.15 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.053 

0.005 

0.047 

0.326 

687.96 

Over Exploited 

Khudot 

0805000200713700 

0.11 

0.12 

- 

0.12 

0.01 

0.13 

0.05 

0.34 

0.02 

0.0200 

- 

- 

0.001 

0.021 

0.044 

0.174 

0.017 

0.156 

0.616 

393.82 

Over Exploited 

Kirwana 

0805000200714300 

0.10 

0.06 

- 

0.06 

0.01 

0.07 

0.03 

0.18 

0.01 

0.0200 

- 

- 

- 

0.020 

0.032 

0.102 

0.010 

0.092 

0.685 

744.29 

Over Exploited 

Kishanpura 

0805000200713300 

0.11 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.15 

- 

0.15 

- 

0.15 

0.07 

0.45 

0.03 

0.0100 

- 

- 

- 

0.010 

0.038 

0.189 

0.019 

0.170 

0.209 

123.00 

Over Exploited 

Kishorpura 

0805000200711800 

0.11 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.05 

- 

0.05 

0.00 

0.05 

0.03 

0.20 

0.01 

0.0100 

- 

- 

0.002 

0.012 

0.022 

0.076 

0.008 

0.068 

0.410 

600.25 

Over Exploited 

Kithana 

0805000200713100 

0.11 

0.63 

- 

0.63 

0.04 

0.66 

0.06 

0.39 

0.12 

0.1000 

- 

- 

0.011 

0.111 

0.227 

0.890 

0.089 

0.801 

2.837 

354.23 

Over Exploited 

Kuloth Khurd 

0805000200705900 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ladunda 

0805000200695900 

0.10 

0.58 

- 

0.58 

0.01 

0.59 

0.07 

0.43 

0.10 

0.0400 

- 

- 

- 

0.040 

0.145 

0.730 

0.073 

0.657 

1.206 

183.51 

Over Exploited 

Lakhoo 

0805000200714000 

0.10 

0.08 

- 

0.08 

- 

0.08 

0.07 

0.45 

0.02 

0.0100 

- 

- 

- 

0.010 

0.026 

0.109 

0.011 

0.098 

0.321 

326.74 

Over Exploited 

Leekhwa 

0805000200695700 

0.10 

0.01 

204.64 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.027 

0.001 

0.026 

0.184 

713.77 

Over Exploited 

Lodipura 

0805000200712900 

0.11 

0.08 

- 

0.08 

0.01 

0.09 

0.05 

0.34 

0.01 

0.0200 

- 

- 

0.001 

0.021 

0.035 

0.121 

0.012 

0.109 

0.431 

394.14 

Over Exploited 



0.20 

0.02 

- 

0.02 

0.00 

0.02 

0.02 

0.13 

0.00 

0.0100 

- 

- 

0.002 

0.012 

0.016 

0.038 

0.004 

0.034 

0.188 

553.48 

Over Exploited 

Lotiya 

0805000200707700 

0.10 

0.10 

- 

0.10 

0.01 

0.11 

0.03 

0.22 

0.02 

0.0200 

- 

- 

- 

0.020 

0.039 

0.149 

0.015 

0.134 

0.450 

335.68 

Over Exploited 

Loyal 

0805000400728700 

0.20 

0.29 

- 

0.29 

0.01 

0.30 

0.05 

0.32 

0.05 

0.0200 

- 

- 

0.001 

0.021 

0.072 

0.376 

0.038 

0.339 

0.510 

150.62 

Over Exploited 

Mahrampur 

0805000200712000 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.123 

4,491.24 

Over Exploited 

Makhar 

0805000100691400 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.053 

1,951.55 

Over Exploited 

Malupura 

0805000200711500 

0.20 

0.23 

- 

0.23 

0.01 

0.24 

0.07 

0.45 

0.04 

0.0300 

- 

- 

0.001 

0.031 

0.075 

0.318 

0.032 

0.286 

0.711 

248.23 

Over Exploited 

Manota (Jatan ) 

0805000400727900 

0.20 

0.33 

- 

0.33 

0.00 

0.33 

0.05 

0.33 

0.06 

0.0100 

- 

- 

0.003 

0.013 

0.071 

0.404 

0.040 

0.364 

0.361 

99.27 

Critical 

Morwa 

0805000200697200 

0.10 

0.09 

2.80 

0.09 

- 

0.09 

0.04 

0.24 

0.02 

0.0100 

- 

- 

- 

0.010 

0.026 

0.120 

0.006 

0.114 

0.406 

355.38 

Over Exploited 

Nangli Saledisingh 

0805000400728900 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Narhar 

0805000200703200 

0.11 

0.02 

- 

0.02 

0.01 

0.03 

0.01 

0.07 

0.00 

0.0200 

- 

- 

- 

0.020 

0.024 

0.058 

0.006 

0.052 

0.562 

1,076.97 

Over Exploited 

Nari 

0805000200711000 

0.11 

0.35 

- 

0.35 

0.01 

0.36 

0.07 

0.45 

0.07 

0.0300 

- 

- 

0.004 

0.034 

0.101 

0.464 

0.046 

0.417 

0.753 

180.51 

Over Exploited 

Netrampura 

0805000200707500 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.003 

0.059 

1,694.87 

Over Exploited 

Nijampura 

0805000200710700 

0.11 

0.05 

- 

0.05 

0.00 

0.05 

0.07 

0.45 

0.01 

0.0100 

- 

- 

0.005 

0.016 

0.025 

0.078 

0.008 

0.070 

0.377 

536.19 

Over Exploited 

Ojtu 

0805000200710800 

0.11 

0.41 

- 

0.41 

0.01 

0.42 

0.06 

0.36 

0.08 

0.0300 

- 

- 

0.004 

0.034 

0.113 

0.537 

0.054 

0.483 

1.004 

207.78 

Over Exploited 

Padampura 

0805000200713000 

0.11 

0.16 

- 

0.16 

0.01 

0.18 

0.06 

0.36 

0.03 

0.0200 

- 

- 

0.004 

0.024 

0.054 

0.231 

0.023 

0.208 

0.474 

227.95 

Over Exploited 



0.20 

0.02 

- 

0.02 

0.00 

0.02 

0.02 

0.10 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.014 

0.039 

0.004 

0.035 

0.156 

446.53 

Over Exploited 

Panthariya 

0805000200697100 

0.10 

0.00 

995.76 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.012 

10,030.19 

Over Exploited 

Peepli 

0805000200696100 

0.10 

0.55 

- 

0.55 

0.03 

0.58 

0.06 

0.42 

0.10 

0.0800 

- 

- 

- 

0.080 

0.180 

0.759 

0.076 

0.683 

2.249 

329.19 

Over Exploited 

Pichanwa 

0805000200714200 

0.10 

0.13 

- 

0.13 

- 

0.13 

0.06 

0.38 

0.03 

0.0100 

- 

- 

- 

0.010 

0.035 

0.168 

0.017 

0.151 

0.403 

266.76 

Over Exploited 

Pilani ( Rural) 

0805000200696900 

0.10 

0.02 

533.13 

0.02 

0.01 

0.03 

0.04 

0.27 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.053 

0.003 

0.050 

0.557 

1,111.75 

Over Exploited 

Pilani (M) 

0805000240505000 

0.10 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pilod 

0805000200705600 

0.10 

0.31 

- 

0.31 

0.01 

0.32 

0.07 

0.43 

0.06 

0.0200 

- 

- 

- 

0.020 

0.077 

0.396 

0.040 

0.356 

0.505 

141.86 

Over Exploited 

Purohiton Ka Bas 

0805000200696400 

0.10 

0.00 

555.84 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.025 

1,498.75 

Over Exploited 

Raghunathpura 

0805000200709000 

0.10 

0.18 

- 

0.18 

0.01 

0.19 

0.07 

0.44 

0.03 

0.0300 

- 

- 

- 

0.030 

0.064 

0.254 

0.025 

0.229 

0.784 

342.62 

Over Exploited 

Rajveerpura 

0805000200707200 

0.10 

0.10 

- 

0.10 

- 

0.10 

0.06 

0.40 

0.02 

0.0100 

- 

- 

- 

0.010 

0.029 

0.131 

0.013 

0.118 

0.190 

161.31 

Over Exploited 

Ramnathpura 

0805000200704100 

0.10 

0.12 

- 

0.12 

- 

0.12 

0.07 

0.44 

0.02 

0.0100 

- 

- 

- 

0.010 

0.032 

0.148 

0.015 

0.133 

0.254 

191.16 

Over Exploited 

Sari 

0805000200713400 

0.11 

0.13 

- 

0.13 

0.01 

0.14 

0.06 

0.36 

0.02 

0.0300 

- 

- 

0.005 

0.035 

0.060 

0.203 

0.020 

0.183 

0.822 

448.67 

Over Exploited 



0.20 

0.01 

- 

0.01 

0.00 

0.01 

0.01 

0.08 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.013 

0.026 

0.003 

0.024 

0.212 

900.06 

Over Exploited 

Sehi Kalan 

0805000200709500 

0.10 

0.32 

- 

0.32 

0.01 

0.33 

0.07 

0.45 

0.06 

0.0400 

- 

- 

- 

0.040 

0.102 

0.432 

0.043 

0.389 

1.177 

302.90 

Over Exploited 

Shekhpura 

0805000200703100 

0.11 

0.21 

- 

0.21 

- 

0.21 

0.05 

0.30 

0.04 

0.0100 

- 

- 

- 

0.010 

0.049 

0.256 

0.026 

0.230 

0.303 

131.69 

Over Exploited 

Shree Sardarpura 

0805000400728600 

0.20 

0.49 

- 

0.49 

0.01 

0.51 

0.07 

0.47 

0.09 

0.0200 

- 

- 

0.007 

0.027 

0.112 

0.620 

0.062 

0.558 

0.656 

117.58 

Over Exploited 

Shri Amarpura 

0805000200712800 

0.11 

0.09 

- 

0.09 

0.01 

0.10 

0.07 

0.49 

0.02 

0.0200 

- 

- 

0.001 

0.021 

0.037 

0.137 

0.014 

0.123 

0.579 

469.12 

Over Exploited 

Shyampura 

0805000400729100 

0.20 

0.00 

1,253.19 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.024 

1,919.76 

Over Exploited 



0.09 

0.06 

3,569.92 

0.05 

0.01 

0.06 

0.04 

0.28 

0.01 

0.0300 

- 

- 

- 

0.030 

0.041 

0.101 

0.005 

0.096 

0.288 

301.03 

Over Exploited 

Shyampura Matana 

0805000200711700 

0.11 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.046 

4,120.78 

Over Exploited 



0.20 

0.04 

- 

0.04 

0.00 

0.04 

0.02 

0.14 

0.01 

0.0100 

- 

- 

0.002 

0.012 

0.020 

0.065 

0.006 

0.058 

0.256 

438.48 

Over Exploited 

Shyolana 

0805000200712100 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.113 

2,954.23 

Over Exploited 

Shyopura 

0805000200710600 

0.11 

0.16 

- 

0.16 

0.01 

0.17 

0.07 

0.44 

0.03 

0.0300 

- 

- 

- 

0.030 

0.061 

0.235 

0.023 

0.211 

0.877 

414.56 

Over Exploited 

Shyosinghpura 

0805000200696200 

0.10 

0.09 

(3.41) 

0.08 

0.01 

0.09 

0.06 

0.42 

0.02 

0.0200 

- 

- 

- 

0.020 

0.036 

0.130 

0.007 

0.124 

0.453 

366.47 

Over Exploited 

Sultana 

0805000200713200 

0.11 

0.56 

- 

0.56 

0.03 

0.59 

0.07 

0.43 

0.11 

0.0600 

- 

- 

0.009 

0.069 

0.175 

0.761 

0.076 

0.685 

1.765 

257.64 

Over Exploited 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.004 

0.116 

2,841.50 

Over Exploited 

Sultana Ka Bas 

0805000200703300 

0.11 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.14 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.033 

0.003 

0.030 

0.261 

867.45 

Over Exploited 

Surajgarh (M) 

0805000240508000 

0.10 

0.32 

- 

0.32 

0.00 

0.32 

0.07 

0.44 

0.06 

0.0100 

- 

- 

0.003 

0.013 

0.072 

0.391 

0.039 

0.352 

2.059 

585.64 

Over Exploited 

Surajgarh RURAL 

0805000200705000 

0.10 

0.15 

- 

0.15 

0.01 

0.16 

0.07 

0.43 

0.03 

0.0300 

- 

- 

- 

0.030 

0.058 

0.218 

0.022 

0.196 

0.877 

447.33 

Over Exploited 

Swami Sehi 

0805000200709700 

0.10 

0.20 

- 

0.20 

0.01 

0.21 

0.07 

0.44 

0.04 

0.0300 

- 

- 

- 

0.030 

0.069 

0.282 

0.028 

0.254 

0.857 

337.85 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Syaloo Kalan 

0805000200709300 

3.501 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.501 

-0.64 

0.080 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.37 

0.030 

0.37 

0.50 


Syaloo Khurd 

0805000200709200 

2.675 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.675 

-0.48 

0.080 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.44 

0.023 

0.37 

0.50 


Teelawali 

0805000400729300 

3.930 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.138 

0.60 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.06 

0.13 

0.010 

0.14 

0.26 







Non-command 

Quartzite 

0.314 

0.60 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.003 

0.04 

0.07 


Theecholi 

0805000300721800 

8.167 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.463 

0.00 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.05 

0.005 

0.02 

0.04 


Tola Sehi 

0805000200709800 

6.323 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.323 

-1.70 

0.080 

0.22 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.80 

0.054 

0.38 

0.50 


Udhampura 

0805000200709400 

2.156 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.156 

-0.96 

0.080 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.42 

0.019 

0.37 

0.49 

16003017 

1 AP 

0801000900287700 

2.107 

Saline 

Non-command 

Non-command 

Younger Alluvium 

2.107 

-0.01 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.000 

0.17 

0.40 


1 BKM 

0801000900285800 

2.516 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.422 

0.34 

0.200 

0.05 

0.01 

0.01 

0.02 

0.00 

0.17 

0.07 

0.19 

0.000 

0.17 

0.40 


1 BMM 

0801000900286500 

10.367 

Saline 

Non-command 

Non-command 

Younger Alluvium 

5.736 

0.57 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.66 

0.27 

0.02 

0.001 

0.10 

0.23 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.630 

0.57 

0.200 

0.00 

0.00 

0.02 

0.02 

0.00 

0.49 

0.20 

0.01 

0.001 

0.08 

0.19 


1 BNM 

0801000900286900 

7.606 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

1.092 

0.17 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.01 

0.000 

0.02 

0.06 






Non-command 

Non-command 

Younger Alluvium 

6.514 

0.17 

0.200 

0.02 

0.00 

0.00 

0.00 

0.00 

0.24 

0.10 

0.06 

0.001 

0.15 

0.35 


1 BPM 

0801000900285300 

2.391 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.261 

-0.02 

0.200 

0.03 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.12 

0.000 

0.09 

0.21 


1 DO 

0801000900297300 

5.683 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.460 

0.06 

0.200 

0.05 

0.01 

0.02 

0.03 

0.00 

0.03 

0.01 

0.21 

0.000 

0.11 

0.25 


1 DWM 

0801000900286600 

8.144 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.121 

0.38 

0.200 

0.05 

0.01 

0.03 

0.04 

0.00 

0.28 

0.12 

0.19 

0.001 

0.09 

0.22 


1 GBM 

0801000900287000 

3.956 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.857 

-0.01 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.04 

0.09 






Non-command 

Non-command 

Younger Alluvium 

3.099 

-0.01 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.13 

0.32 


1 GPM 

0801000900296800 

1.257 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.257 

0.36 

0.200 

0.02 

0.00 

0.01 

0.01 

0.00 

0.09 

0.04 

0.10 

0.000 

0.18 

0.42 


1 LGM 

0801000900296400 

5.129 

Saline 

Non-command 

Non-command 

Younger Alluvium 

2.645 

0.66 

0.200 

0.02 

0.00 

0.00 

0.00 

0.00 

0.37 

0.16 

0.09 

0.000 

0.09 

0.22 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.484 

0.66 

0.200 

0.02 

0.00 

0.01 

0.01 

0.00 

0.33 

0.14 

0.09 

0.000 

0.09 

0.20 


1 MC 

0801000900294200 

1.298 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.103 

0.21 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.01 

0.000 

0.14 

0.34 


1 MC BARANI 

0801000900294100 

1.204 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.770 

0.09 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.11 

0.26 


1 PPN 

0801000900288500 

1.898 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.024 

-0.03 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


1 RJM 

0801000900297200 

2.181 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.181 

0.12 

0.200 

0.04 

0.01 

0.02 

0.02 

0.00 

0.04 

0.02 

0.15 

0.000 

0.18 

0.41 


1SD 

0801000900278800 

5.790 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.357 

-0.05 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.03 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.080 

-0.05 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


1SPM 

0801000900286300 

2.481 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.481 

0.64 

0.200 

0.04 

0.00 

0.01 

0.01 

0.00 

0.33 

0.14 

0.17 

0.000 

0.18 

0.42 


1.600 RD-R 

0801000900295000 

1.069 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.069 

0.03 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.05 

0.000 

0.17 

0.40 


1.825 RDL 

0801000900294000 

2.512 

Saline 

Non-command 

Non-command 

Younger Alluvium 

2.512 

0.19 

0.200 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.05 

0.08 

0.000 

0.17 

0.40 


10 MC 

0801000900296700 

7.598 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.742 

0.61 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.09 

0.02 

0.000 

0.04 

0.10 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.515 

0.61 

0.200 

0.02 

0.00 

0.02 

0.03 

0.00 

0.64 

0.27 

0.06 

0.001 

0.13 

0.30 


103 RDL 

0801000900299400 

15.939 

Saline 

Non-command 

Non-command 

Older Alluvium 

14.678 

0.05 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.13 

0.05 

0.21 

0.002 

0.16 

0.38 







Non-command 

Younger Alluvium 

1.261 

0.05 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.01 

0.03 


110 RDL 

0801000900299500 

8.952 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.952 

0.11 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.18 

0.08 

0.32 

0.001 

0.18 

0.41 


13.105 RD-L 

0801000900294900 

2.110 

Saline 

Non-command 

Non-command 

Younger Alluvium 

2.110 

0.10 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.05 

0.000 

0.17 

0.40 


16.400 RD-R 

0801000900295100 

3.650 

Saline 

Non-command 

Non-command 

Younger Alluvium 

3.650 

0.47 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.35 

0.15 

0.03 

0.000 

0.17 

0.40 


16.800 RD 

0801000900295200 

2.684 

Saline 

Non-command 

Non-command 

Younger Alluvium 

2.684 

0.20 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.05 

0.01 

0.000 

0.17 

0.40 


2 AP 

0801000900287800 

1.218 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.218 

-0.08 

0.200 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.000 

0.17 

0.40 


2 BKM 

0801000900285900 

5.362 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.013 

0.15 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.02 

0.01 

0.05 

0.000 

0.03 

0.08 


2 BMM 

0801000900286700 

18.407 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.948 

0.29 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.05 

0.04 

0.000 

0.02 

0.04 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

8.548 

0.29 

0.200 

0.04 

0.01 

0.06 

0.08 

0.00 

0.38 

0.16 

0.15 

0.001 

0.08 

0.20 


2 BNM 

0801000900287100 

15.046 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.491 

0.08 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Non-command 

Non-command 

Younger Alluvium 

8.826 

0.08 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.06 

0.04 

0.001 

0.10 

0.24 


2 CM 

0801000900297400 

2.748 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.116 

0.01 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.05 

0.000 

0.07 

0.17 


2 DWM 

0801000900282500 

11.412 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

11.412 

0.58 

0.200 

0.10 

0.02 

0.06 

0.11 

0.00 

1.23 

0.52 

0.41 

0.001 

0.18 

0.42 


2 GBM 

0801000900287300 

3.512 

Saline 

Non-command 

Non-command 

Younger Alluvium 

2.806 

0.03 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.03 

0.000 

0.14 

0.33 


2 GDM 

0801000900285500 

3.530 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.198 

0.00 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

-0.01 

0.00 

0.01 

0.000 

0.01 

0.02 


2 GPM 

0801000900296900 

2.301 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.557 

0.47 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.03 

0.000 

0.04 

0.10 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.201 

0.47 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.000 

0.02 

0.04 


2 LGM 

0801000900296300 

6.484 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.157 

0.56 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.00 

0.01 






Non-command 

Non-command 

Younger Alluvium 

6.327 

0.56 

0.200 

0.03 

0.00 

0.00 

0.00 

0.00 

0.74 

0.31 

0.13 

0.001 

0.17 

0.41 


2 MC 

0801000900287600 

4.894 

Saline 

Non-command 

Non-command 

Younger Alluvium 

4.894 

-0.03 

0.200 

0.07 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.001 

0.17 

0.40 


2 PPN 

0801000900288300 

2.855 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.144 

-0.21 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.02 


2 RJM 

0801000900297100 

1.915 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.915 

0.27 

0.200 

0.04 

0.01 

0.01 

0.02 

0.00 

0.10 

0.04 

0.14 

0.000 

0.18 

0.41 


2 SPM -A 

0801000900286200 

3.038 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.038 

0.45 

0.200 

0.06 

0.01 

0.02 

0.03 

0.00 

0.28 

0.12 

0.23 

0.000 

0.18 

0.42 


2SPM-B 

0801000900282700 

7.773 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.644 

0.36 

0.200 

0.00 

0.00 

0.00 

0.01 

0.00 

0.03 

0.01 

0.02 

0.000 

0.01 

0.04 


21.800 RD 

0801000900295300 

1.384 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.384 

0.06 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.000 

0.17 

0.40 


235 RD 

0801000900293800 

2.072 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.820 

0.60 

0.200 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.05 

0.07 

0.000 

0.07 

0.16 


27.846 RD 

0801000900295600 

14.561 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.553 

-0.09 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 






Non-command 

Non-command 

Younger Alluvium 

14.008 

-0.09 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.002 

0.17 

0.39 


28.045 RDL 

0801000900294800 

1.427 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.427 

0.17 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.02 

0.04 

0.000 

0.17 

0.40 


3 AP 

0801000900287900 

2.352 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.291 

-0.11 

0.200 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.000 

0.09 

0.22 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.979 

-0.11 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.05 

0.000 

0.07 

0.17 


3 BNM 

0801000900287200 

5.406 

Saline 

Non-command 

Non-command 

Younger Alluvium 

2.987 

0.06 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.03 

0.000 

0.10 

0.23 


3 BPM 

0801000900285200 

4.319 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.282 

0.08 

0.200 

0.02 

0.00 

0.02 

0.03 

0.00 

0.01 

0.01 

0.10 

0.000 

0.13 

0.31 


3 DWM 

0801000900282400 

3.658 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.658 

0.66 

0.200 

0.08 

0.00 

0.01 

0.02 

0.00 

0.53 

0.22 

0.33 

0.000 

0.18 

0.42 


3 GPM 

0801000900296600 

15.532 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

3.067 

0.30 

0.100 

0.00 

0.00 

0.00 

0.01 

0.00 

0.08 

0.03 

0.01 

0.000 

0.04 

0.08 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23J 

(24) 

(25) 


(27) 

(2s; 

(29; 

(30; 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Syaloo Kalan 

0805000200709300 

0.10 

0.13 

- 

0.13 

- 

0.13 

0.07 

0.45 

0.03 

0.0100 

- 

- 

- 

0.010 

0.035 

0.166 

0.017 

0.149 

0.397 

265.84 

Over Exploited 

Syaloo Khurd 

0805000200709200 

0.10 

0.10 

- 

0.10 

0.01 

0.11 

0.07 

0.44 

0.02 

0.0200 

- 

- 

- 

0.020 

0.039 

0.149 

0.015 

0.134 

0.466 

347.95 

Over Exploited 

Teelawali 

0805000400729300 

0.20 

0.03 

90.44 

0.04 

0.01 

0.05 

0.02 

0.16 

0.01 

0.0200 

- 

- 

- 

0.020 

0.025 

0.074 

0.004 

0.070 

0.144 

205.62 

Over Exploited 



0.09 

0.00 

583.68 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.039 

2,717.04 

Over Exploited 

Theecholi 

0805000300721800 

0.10 

0.00 

411.07 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.053 

3,477.38 

Over Exploited 

Tola Sehi 

0805000200709800 

0.10 

0.24 

- 

0.24 

0.01 

0.25 

0.07 

0.45 

0.05 

0.0300 

- 

- 

- 

0.030 

0.076 

0.323 

0.032 

0.291 

0.853 

293.66 

Over Exploited 

Udhampura 

0805000200709400 

0.10 

0.08 

- 

0.08 

0.01 

0.09 

0.07 

0.45 

0.02 

0.0200 

- 

- 

- 

0.020 

0.036 

0.126 

0.013 

0.114 

0.440 

386.59 

Over Exploited 

1 AP 

0801000900287700 

0.25 

0.09 

- 

0.09 

- 

0.09 

0.05 

0.22 

0.02 

0.0100 

- 

- 

- 

0.010 

0.034 

0.123 

0.012 

0.111 

0.054 

48.87 

Safe 

1 BKM 

0801000900285800 

0.25 

0.10 

(30.68) 

0.08 

0.05 

0.13 

0.04 

0.21 

0.03 

0.0200 

0.0178 

0.0336 

- 

0.071 

0.098 

0.228 

0.011 

0.217 

0.189 

87.44 

Semi Critical 

1 BMM 

0801000900286500 

0.25 

0.14 

97.27 

0.17 

- 

0.17 

0.02 

0.12 

0.04 

- 

- 

- 

- 

- 

0.036 

0.202 

0.010 

0.192 

0.019 

9.75 

Safe 



0.25 

0.09 

125.75 

0.11 

0.04 

0.15 

0.02 

0.10 

0.02 

- 

0.0227 

0.0321 

- 

0.055 

0.078 

0.227 

0.011 

0.216 

0.010 

4.46 

Safe 

1 BNM 

0801000900286900 

0.25 

0.01 

88.08 

0.01 

0.01 

0.01 

0.01 

0.03 

0.00 

- 

0.0031 

0.0059 

- 

0.009 

0.011 

0.025 

0.001 

0.024 

0.009 

37.79 

Safe 



0.25 

0.24 

(58.26) 

0.19 

- 

0.19 

0.04 

0.19 

0.06 

0.0100 

- 

- 

- 

0.010 

0.073 

0.266 

0.013 

0.253 

0.064 

25.23 

Safe 

1 BPM 

0801000900285300 

0.25 

0.03 

- 

0.03 

0.02 

0.05 

0.02 

0.12 

0.01 

0.0100 

0.0155 

0.0175 

- 

0.043 

0.050 

0.104 

0.010 

0.094 

0.117 

124.90 

Over Exploited 

1 DO 

0801000900297300 

0.25 

0.09 

(87.82) 

0.07 

0.06 

0.14 

0.03 

0.14 

0.02 

0.0200 

0.0255 

0.0479 

- 

0.093 

0.117 

0.256 

0.013 

0.243 

0.207 

85.37 

Semi Critical 

1 DWM 

0801000900286600 

0.25 

0.09 

27.76 

0.11 

0.08 

0.19 

0.02 

0.11 

0.02 

0.0200 

0.0404 

0.0571 

- 

0.118 

0.141 

0.333 

0.017 

0.316 

0.190 

59.91 

Safe 

1 GBM 

0801000900287000 

0.25 

0.01 

- 

0.01 

0.01 

0.01 

0.01 

0.05 

0.00 

- 

0.0025 

0.0047 

- 

0.007 

0.009 

0.022 

0.002 

0.020 

0.009 

45.55 

Safe 



0.25 

0.10 

- 

0.10 

- 

0.10 

0.04 

0.17 

0.03 

- 

- 

- 

- 

- 

0.027 

0.132 

0.013 

0.118 

0.018 

15.54 

Safe 

1 GPM 

0801000900296800 

0.25 

0.06 

(30.13) 

0.04 

0.02 

0.06 

0.05 

0.22 

0.01 

0.0100 

0.0092 

0.0174 

- 

0.037 

0.051 

0.115 

0.006 

0.109 

0.099 

90.69 

Critical 

1 LGM 

0801000900296400 

0.25 

0.06 

160.99 

0.07 

- 

0.07 

0.02 

0.11 

0.02 

- 

- 

- 

- 

- 

0.015 

0.087 

0.004 

0.083 

0.090 

108.92 

Over Exploited 



0.25 

0.05 

161.68 

0.06 

0.02 

0.09 

0.02 

0.11 

0.01 

- 

0.0122 

0.0172 

- 

0.029 

0.043 

0.128 

0.006 

0.122 

0.090 

74.23 

Semi Critical 

1 MC 

0801000900294200 

0.25 

0.04 

(51.05) 

0.03 

- 

0.03 

0.04 

0.18 

0.01 

- 

- 

- 

- 

- 

0.011 

0.042 

0.002 

0.040 

0.009 

22.69 

Safe 

1 MC BARANI 

0801000900294100 

0.25 

0.02 

(70.81) 

0.02 

- 

0.02 

0.03 

0.14 

0.01 

- 

- 

- 

- 

- 

0.006 

0.022 

0.001 

0.021 

0.009 

43.02 

Safe 

1 PPN 

0801000900288500 

0.25 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

1 RJM 

0801000900297200 

0.25 

0.10 

(81.09) 

0.08 

0.05 

0.13 

0.05 

0.22 

0.02 

0.0200 

0.0214 

0.0302 

- 

0.072 

0.096 

0.222 

0.011 

0.211 

0.153 

72.81 

Semi Critical 

1SD 

0801000900278800 

0.25 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.009 

842.70 

Over Exploited 



0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0010 

0.0011 

- 

0.002 

0.002 

0.004 

0.000 

0.003 

0.000 

0.31 

Safe 

1 SPM 

0801000900286300 

0.25 

0.11 

28.57 

0.13 

0.02 

0.15 

0.05 

0.22 

0.03 

0.0200 

0.0122 

0.0172 

- 

0.049 

0.077 

0.231 

0.012 

0.219 

0.171 

78.18 

Semi Critical 

1.600 RD-R 

0801000900295000 

0.25 

0.05 

(85.11) 

0.04 

- 

0.04 

0.05 

0.22 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.059 

0.003 

0.056 

0.045 

81.11 

Semi Critical 

1.825 RDL 

0801000900294000 

0.25 

0.11 

(53.40) 

0.09 

- 

0.09 

0.05 

0.22 

0.03 

0.0100 

- 

- 

- 

0.010 

0.038 

0.124 

0.006 

0.118 

0.081 

69.14 

Safe 

10 MC 

0801000900296700 

0.25 

0.02 

408.32 

0.02 

- 

0.02 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.005 

0.026 

0.001 

0.024 

0.018 

74.61 

Semi Critical 



0.25 

0.18 

53.83 

0.21 

0.05 

0.26 

0.03 

0.16 

0.05 

- 

0.0270 

0.0382 

- 

0.065 

0.111 

0.371 

0.019 

0.353 

0.064 

18.07 

Safe 

103 RDL 

0801000900299400 

0.15 

0.36 

(85.06) 

0.29 

- 

0.29 

0.04 

0.21 

0.09 

0.0100 

- 

- 

- 

0.010 

0.104 

0.393 

0.020 

0.373 

0.209 

55.94 

Safe 



0.25 

0.00 

25.82 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.018 

294.32 

Over Exploited 

110 RDL 

0801000900299500 

0.15 

0.24 

(67.28) 

0.19 

- 

0.19 

0.05 

0.23 

0.06 

0.0100 

- 

- 

- 

0.010 

0.072 

0.265 

0.013 

0.252 

0.316 

125.68 

Over Exploited 

13.105 RD-L 

0801000900294900 

0.25 

0.09 

(75.76) 

0.07 

- 

0.07 

0.05 

0.22 

0.02 

0.0100 

- 

- 

- 

0.010 

0.034 

0.106 

0.005 

0.100 

0.045 

45.07 

Safe 

16.400 RD-R 

0801000900295100 

0.25 

0.16 

(4.31) 

0.15 

- 

0.15 

0.05 

0.22 

0.04 

- 

- 

- 

- 

- 

0.041 

0.190 

0.010 

0.181 

0.027 

15.21 

Safe 

16.800 RD 

0801000900295200 

0.25 

0.11 

(59.74) 

0.09 

- 

0.09 

0.05 

0.22 

0.03 

- 

- 

- 

- 

- 

0.030 

0.122 

0.006 

0.116 

0.009 

8.08 

Safe 

2 AP 

0801000900287800 

0.25 

0.05 

- 

0.05 

- 

0.05 

0.05 

0.22 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.076 

0.008 

0.068 

0.072 

106.03 

Over Exploited 

2 BKM 

0801000900285900 

0.25 

0.01 

9.71 

0.01 

0.02 

0.03 

0.01 

0.04 

0.00 

0.0100 

0.0124 

0.0140 

- 

0.037 

0.039 

0.067 

0.003 

0.064 

0.045 

70.39 

Semi Critical 

2 BMM 

0801000900286700 

0.25 

0.01 

466.10 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.002 

0.013 

0.001 

0.012 

0.036 

290.11 

Over Exploited 



0.25 

0.17 

(9.62) 

0.16 

0.16 

0.32 

0.02 

0.10 

0.04 

0.0200 

0.0838 

0.1185 

- 

0.222 

0.267 

0.583 

0.029 

0.554 

0.154 

27.84 

Safe 

2 BNM 

0801000900287100 

0.25 

0.00 

173.48 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0019 

0.0027 

- 

0.005 

0.005 

0.009 

0.000 

0.008 

0.000 

0.77 

Safe 



0.25 

0.22 

(71.87) 

0.18 

- 

0.18 

0.03 

0.13 

0.06 

- 

- 

- 

- 

- 

0.058 

0.238 

0.012 

0.226 

0.037 

16.45 

Safe 

2 CM 

0801000900297400 

0.25 

0.02 

(110.41) 

0.02 

0.02 

0.03 

0.02 

0.09 

0.01 

0.0100 

0.0082 

0.0155 

- 

0.034 

0.039 

0.072 

0.004 

0.069 

0.045 

65.72 

Safe 

2 DWM 

0801000900282500 

0.25 

0.51 

2.87 

0.52 

0.20 

0.72 

0.04 

0.22 

0.13 

0.0500 

0.0839 

0.1581 

- 

0.292 

0.420 

1.137 

0.057 

1.080 

0.415 

38.47 

Safe 

2 GBM 

0801000900287300 

0.25 

0.10 

(87.67) 

0.08 

- 

0.08 

0.04 

0.17 

0.03 

- 

- 

- 

- 

- 

0.025 

0.102 

0.005 

0.097 

0.027 

28.14 

Safe 

2 GDM 

0801000900285500 

0.25 

0.00 

(566.82) 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0029 

0.0041 

- 

0.007 

0.007 

0.013 

0.001 

0.012 

0.009 

74.83 

Semi Critical 

2 GPM 

0801000900296900 

0.25 

0.01 

341.31 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.002 

0.009 

0.000 

0.008 

0.027 

327.20 

Over Exploited 



0.25 

0.00 

833.40 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0010 

0.0014 

- 

0.002 

0.003 

0.005 

0.000 

0.005 

0.009 

179.63 

Over Exploited 

2 LGM 

0801000900296300 

0.25 

0.00 

4,243.48 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

1.48 

Safe 



0.25 

0.27 

15.30 

0.31 

- 

0.31 

0.04 

0.21 

0.07 

- 

- 

- 

- 

- 

0.069 

0.381 

0.019 

0.362 

0.127 

35.04 

Safe 

2 MC 

0801000900287600 

0.25 

0.21 

- 

0.21 

0.01 

0.22 

0.05 

0.22 

0.06 

0.0300 

- 

- 

- 

0.030 

0.085 

0.304 

0.030 

0.274 

0.289 

105.53 

Over Exploited 

2 PPN 

0801000900288300 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0018 

0.0020 

- 

0.004 

0.004 

0.007 

0.001 

0.006 

0.009 

143.95 

Over Exploited 

2 RJM 

0801000900297100 

0.25 

0.08 

(48.58) 

0.07 

0.04 

0.11 

0.05 

0.22 

0.02 

0.0200 

0.0141 

0.0265 

- 

0.061 

0.082 

0.190 

0.009 

0.180 

0.144 

79.96 

Semi Critical 

2 SPM -A 

0801000900286200 

0.25 

0.13 

(12.21) 

0.12 

0.06 

0.18 

0.05 

0.22 

0.03 

0.0300 

0.0223 

0.0421 

- 

0.095 

0.129 

0.304 

0.015 

0.289 

0.225 

77.99 

Semi Critical 

2 SPM-B 

0801000900282700 

0.25 

0.00 

520.63 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0063 

0.0089 

- 

0.015 

0.016 

0.030 

0.001 

0.028 

0.018 

63.78 

Safe 

21.800 RD 

0801000900295300 

0.25 

0.06 

(87.17) 

0.05 

- 

0.05 

0.05 

0.22 

0.02 

- 

- 

- 

- 

- 

0.016 

0.063 

0.003 

0.060 

0.018 

30.40 

Safe 

235 RD 

0801000900293800 

0.25 

0.01 

265.98 

0.02 

- 

0.02 

0.02 

0.09 

0.00 

- 

- 

- 

- 

- 

0.004 

0.020 

0.001 

0.019 

0.072 

375.52 

Over Exploited 

27.846 RD 

0801000900295600 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0016 

0.0030 

- 

0.005 

0.005 

0.009 

0.001 

0.008 

0.000 

0.89 

Safe 



0.25 

0.58 

- 

0.58 

- 

0.58 

0.04 

0.21 

0.15 

- 

- 

- 

- 

- 

0.152 

0.733 

0.073 

0.660 

0.020 

3.01 

Safe 

28.045 RDL 

0801000900294800 

0.25 

0.06 

(60.31) 

0.05 

- 

0.05 

0.05 

0.22 

0.02 

- 

- 

- 

- 

- 

0.016 

0.065 

0.003 

0.062 

0.036 

58.55 

Safe 

3 AP 

0801000900287900 

0.25 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.12 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.048 

0.005 

0.043 

0.063 

145.55 

Over Exploited 



0.25 

0.02 

- 

0.02 

0.02 

0.04 

0.02 

0.09 

0.00 

0.0100 

0.0120 

0.0136 

- 

0.036 

0.040 

0.076 

0.008 

0.069 

0.045 

65.57 

Safe 

3 BNM 

0801000900287200 

0.25 

0.07 

(74.21) 

0.06 

- 

0.06 

0.02 

0.12 

0.02 

- 

- 

- 

- 

- 

0.018 

0.076 

0.004 

0.072 

0.027 

38.16 

Safe 

3 BPM 

0801000900285200 

0.25 

0.11 

(94.48) 

0.09 

0.06 

0.15 

0.03 

0.17 

0.03 

0.0100 

0.0322 

0.0455 

- 

0.088 

0.116 

0.261 

0.013 

0.248 

0.099 

40.03 

Safe 

3 DWM 

0801000900282400 

0.25 

0.16 

37.62 

0.19 

0.03 

0.23 

0.04 

0.22 

0.04 

0.0400 

0.0179 

0.0253 

- 

0.083 

0.124 

0.350 

0.017 

0.332 

0.333 

100.41 

Over Exploited 

3 GPM 

0801000900296600 

0.15 

0.02 

110.73 

0.02 

0.01 

0.03 

0.01 

0.04 

0.00 

- 

0.0059 

0.0083 

- 

0.014 

0.018 

0.048 

0.002 

0.045 

0.009 

20.70 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 







Command 

Younger Alluvium 

4.399 

0.30 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.25 

0.10 

0.01 

0.001 

0.05 

0.12 






Non-command 

Non-command 

Older Alluvium 

2.619 

0.30 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.03 

0.01 

0.000 

0.03 

0.07 







Non-command 

Younger Alluvium 

5.446 

0.30 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.14 

0.01 

0.001 

0.06 

0.15 


3 LGM 

0801000900296500 

7.874 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

2.670 

0.47 

0.200 

0.01 

0.00 

0.00 

0.01 

0.00 

0.25 

0.11 

0.03 

0.000 

0.06 

0.14 






Non-command 

Non-command 

Younger Alluvium 

3.968 

0.47 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.38 

0.16 

0.05 

0.001 

0.09 

0.21 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.237 

0.47 

0.200 

0.00 

0.00 

0.00 

0.01 

0.00 

0.11 

0.04 

0.01 

0.000 

0.03 

0.07 


3 MC 

0801000900287500 

5.692 

Saline 

Non-command 

Non-command 

Younger Alluvium 

4.212 

-0.04 

0.200 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.001 

0.13 

0.30 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.866 

-0.04 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.03 

0.000 

0.03 

0.06 


3 PPN 

0801000900288200 

4.162 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.812 

-0.08 

0.200 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.000 

0.07 

0.18 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.073 

-0.08 

0.200 

0.02 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.08 

0.000 

0.04 

0.10 


3 RJM 

0801000900297000 

1.813 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.359 

0.40 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.000 

0.04 

0.08 







Non-command 

Younger Alluvium 

0.505 

0.40 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.05 

0.000 

0.05 

0.12 


3 SPM 

0801000900282600 

8.537 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

6.072 

0.46 

0.200 

0.03 

0.00 

0.03 

0.06 

0.00 

0.49 

0.21 

0.10 

0.001 

0.13 

0.30 


33.490 RD- R 

0801000900294700 

0.991 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.991 

0.21 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.05 

0.000 

0.17 

0.40 


33.846 RD 

0801000900294600 

1.184 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.184 

0.49 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.05 

0.05 

0.000 

0.17 

0.40 


4 AP 

0801000900278900 

5.373 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.764 

0.03 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.02 

0.06 


4 BPM 

0801000900285400 

1.620 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.278 

-0.04 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.000 

0.03 

0.07 


4 CM 

0801000900297900 

1.886 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.013 

0.33 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.522 

0.33 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.09 

0.04 

0.05 

0.000 

0.14 

0.34 


4 LGM 

0801000900296200 

7.762 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

5.246 

0.40 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.41 

0.18 

0.05 

0.001 

0.12 

0.28 






Non-command 

Non-command 

Younger Alluvium 

2.516 

0.40 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.09 

0.02 

0.000 

0.06 

0.13 


4 MC 

0801000900295400 

3.089 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.422 

0.02 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.06 






Non-command 

Non-command 

Younger Alluvium 

2.667 

0.02 

0.200 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.07 

0.000 

0.15 

0.35 


5 CM 

0801000900298000 

5.301 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.016 

0.11 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.142 

0.11 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


5 MC 

0801000900287400 

3.413 

Saline 

Non-command 

Non-command 

Younger Alluvium 

3.413 

0.01 

0.200 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.12 

0.000 

0.17 

0.41 


6 MC 

0801000900295700 

2.771 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

2.650 

0.01 

0.200 

0.04 

0.01 

0.01 

0.01 

0.00 

0.02 

0.01 

0.14 

0.000 

0.16 

0.39 






Non-command 

Non-command 

Younger Alluvium 

0.121 

0.01 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.02 


7 MC 

0801000900295900 

6.937 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

2.345 

0.07 

0.200 

0.00 

0.00 

0.00 

0.01 

0.00 

0.02 

0.01 

0.01 

0.000 

0.06 

0.14 






Non-command 

Non-command 

Younger Alluvium 

4.591 

0.07 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.01 

0.001 

0.11 

0.27 


7.415 RD-L 

0801000900294300 

1.409 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.409 

0.52 

0.200 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.07 

0.08 

0.000 

0.17 

0.40 


79.200 RDL 

0801000900298800 

5.489 

Saline 

Non-command 

Non-command 

Younger Alluvium 

5.489 

-0.62 

0.200 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.001 

0.18 

0.41 


8 MC 

0801000900296000 

6.045 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

1.459 

0.24 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.03 

0.03 

0.000 

0.04 

0.10 






Non-command 

Non-command 

Younger Alluvium 

4.587 

0.24 

0.200 

0.02 

0.00 

0.00 

0.00 

0.00 

0.24 

0.10 

0.07 

0.001 

0.13 

0.31 


85.300 RDL 

0801000900299000 

1.276 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.261 

-0.43 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.000 

0.18 

0.42 







Non-command 

Younger Alluvium 

0.015 

-0.43 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


85.300 RDR 

0801000900298900 

8.796 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.198 

-0.54 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.01 







Non-command 

Younger Alluvium 

8.598 

-0.54 

0.200 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.001 

0.17 

0.41 


9 MC 

0801000900286400 

1.679 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.679 

0.68 

0.200 

0.02 

0.00 

0.01 

0.01 

0.00 

0.23 

0.10 

0.07 

0.000 

0.18 

0.42 


92.600 RDL 

0801000900299200 

7.756 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.756 

0.07 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.12 

0.05 

0.27 

0.001 

0.18 

0.43 


92.600 RDR 

0801000900299100 

4.036 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.966 

-0.30 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.000 

0.13 

0.31 







Non-command 

Younger Alluvium 

1.069 

-0.30 

0.200 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.000 

0.05 

0.11 


99.150 RDR 

0801000900299300 

22.268 

Saline 

Non-command 

Non-command 

Older Alluvium 

22.268 

0.61 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

1.40 

0.58 

0.23 

0.003 

0.18 

0.44 


Arjunsar 

0803000300510800 

13.639 

Saline 

Non-command 

Non-command 

Older Alluvium 

13.639 

0.55 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.61 

0.25 

0.00 

0.013 

0.19 

0.46 


Arjunsar Station 

0803000300510600 

10.881 

Saline 

Non-command 

Non-command 

Older Alluvium 

10.881 

0.73 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.65 

0.26 

0.04 

0.010 

0.19 

0.47 


Asrasar 

0803000300510400 

9.368 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.828 

-0.08 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.006 

0.12 

0.34 


Bachhrara 

0801000900300500 

8.373 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.428 

0.18 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.05 

0.06 

0.001 

0.11 

0.26 







Non-command 

Younger Alluvium 

2.945 

0.18 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.05 

0.04 

0.000 

0.06 

0.14 


Badriya 

0804000300608800 

22.508 

Fresh 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

7.729 

0.03 

0.100 

0.02 

0.00 

0.01 

0.01 

0.00 

0.02 

0.01 

0.07 

0.011 

0.09 

0.19 


Bakhoosar 

0803000300520400 

4.012 

Fresh 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

4.012 

-0.22 

0.120 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.05 

0.004 

0.22 

0.59 


Baniyasar 

0804000300603600 

11.602 

Fresh 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

11.602 

-0.29 

0.100 

0.01 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.00 

0.017 

0.22 

0.55 


Bhatwala 

0804000300603400 

24.259 

Fresh 

IGNP Canal System Stage II 

Command 

Older Alluvium 

0.819 

-0.16 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 







Command 

Younger Alluvium 

19.035 

-0.16 

0.100 

0.02 

0.00 

0.03 

0.04 

0.00 

0.00 

0.00 

0.04 

0.028 

0.17 

0.43 





Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

4.405 

-0.16 

0.100 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.01 

0.006 

0.04 

0.10 


Bhiyansar 

0804000300605200 

11.515 

Fresh 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

11.472 

-0.05 

0.100 

0.01 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.03 

0.017 

0.25 

0.55 


Bhojasar Bara 

0804000300604700 

42.367 

Fresh 

IGNP Canal System Stage II 

Command 

Older Alluvium 

10.802 

-0.21 

0.080 

0.01 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.01 

0.016 

0.06 

0.16 







Command 

Tertiary Sandstone 

4.068 

-0.21 

0.040 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.01 

0.006 

0.02 

0.06 







Command 

Younger Alluvium 

27.496 

-0.21 

0.100 

0.02 

0.00 

0.04 

0.05 

0.00 

0.00 

0.00 

0.04 

0.040 

0.15 

0.41 


Bhojasar Chhota 

0804000300604800 

65.840 

Fresh 

IGNP Canal System Stage II 

Command 

Older Alluvium 

1.338 

-0.19 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.00 

0.01 







Command 

Tertiary Sandstone 

28.947 

-0.19 

0.040 

0.03 

0.00 

0.04 

0.06 

0.00 

0.00 

0.00 

0.05 

0.043 

0.10 

0.29 







Command 

Younger Alluvium 

35.555 

-0.19 

0.100 

0.03 

0.00 

0.05 

0.07 

0.00 

0.00 

0.00 

0.05 

0.052 

0.13 

0.35 


Bijarasar 

0804000300605300 

27.647 

Fresh 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

3.904 

0.03 

0.100 

0.02 

0.00 

0.01 

0.01 

0.00 

0.02 

0.01 

0.09 

0.006 

0.03 

0.07 





Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.010 

0.03 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Biradhwal 

0801000900300300 

8.826 

Saline 

Non-command 

Non-command 

Younger Alluvium 

8.826 

0.73 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

1.28 

0.55 

0.00 

0.001 

0.17 

0.40 


Birmana Barani 

0801000900286800 

1.559 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.559 

0.16 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.00 

0.000 

0.17 

0.41 


BISARASAR 

0802000500447500 

56.004 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

0.187 

-0.52 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Younger Alluvium 

4.456 

-0.52 

0.090 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.03 


Chak Amarpura 

0801000900298700 

11.653 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.104 

-0.65 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 


(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.25 

0.06 

87.09 

0.07 

0.01 

0.08 

0.01 

0.06 

0.01 

- 

0.0085 

0.0119 

- 

0.020 

0.035 

0.115 

0.006 

0.110 

0.010 

8.73 

Safe 



0.15 

0.01 

177.06 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.003 

0.017 

0.001 

0.016 

0.009 

57.37 

Safe 



0.25 

0.08 

60.17 

0.10 

- 

0.10 

0.02 

0.08 

0.02 

- 

- 

- 

- 

- 

0.022 

0.124 

0.006 

0.117 

0.010 

8.28 

Safe 

3 LGM 

0801000900296500 

0.25 

0.04 

168.01 

0.05 

0.01 

0.06 

0.02 

0.08 

0.01 

- 

0.0051 

0.0073 

- 

0.012 

0.023 

0.079 

0.004 

0.075 

0.027 

36.26 

Safe 



0.25 

0.09 

84.28 

0.11 

- 

0.11 

0.02 

0.11 

0.02 

- 

- 

- 

- 

- 

0.023 

0.129 

0.006 

0.122 

0.046 

37.28 

Safe 



0.25 

0.01 

422.62 

0.01 

0.01 

0.02 

0.01 

0.03 

0.00 

- 

0.0061 

0.0086 

- 

0.015 

0.017 

0.038 

0.002 

0.036 

0.009 

25.48 

Safe 

3 MC 

0801000900287500 

0.25 

0.13 

- 

0.13 

- 

0.13 

0.03 

0.16 

0.04 

0.0100 

- 

- 

- 

0.010 

0.045 

0.178 

0.018 

0.161 

0.127 

78.81 

Semi Critical 



0.25 

0.01 

- 

0.01 

0.02 

0.02 

0.01 

0.03 

0.00 

- 

0.0085 

0.0120 

- 

0.021 

0.022 

0.043 

0.004 

0.038 

0.027 

70.56 

Semi Critical 

3 PPN 

0801000900288200 

0.25 

0.03 

- 

0.03 

0.01 

0.04 

0.02 

0.09 

0.01 

0.0200 

- 

- 

- 

0.020 

0.029 

0.072 

0.007 

0.065 

0.144 

221.40 

Over Exploited 



0.25 

0.01 

- 

0.01 

0.02 

0.03 

0.01 

0.06 

0.00 

0.0100 

0.0105 

0.0149 

- 

0.035 

0.039 

0.069 

0.007 

0.062 

0.081 

130.76 

Over Exploited 

3 RJM 

0801000900297000 

0.15 

0.00 

443.71 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.036 

1,375.52 

Over Exploited 



0.25 

0.01 

243.61 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.002 

0.009 

0.000 

0.009 

0.045 

520.65 

Over Exploited 

3 SPM 

0801000900282600 

0.25 

0.19 

7.40 

0.21 

0.09 

0.30 

0.03 

0.16 

0.05 

0.0100 

0.0447 

0.0842 

- 

0.139 

0.187 

0.487 

0.024 

0.462 

0.100 

21.58 

Safe 

33.490 RD- R 

0801000900294700 

0.25 

0.04 

(48.08) 

0.03 

- 

0.03 

0.05 

0.22 

0.01 

- 

- 

- 

- 

- 

0.011 

0.045 

0.002 

0.043 

0.054 

126.00 

Over Exploited 

33.846 RD 

0801000900294600 

0.25 

0.05 

4.97 

0.05 

- 

0.05 

0.05 

0.22 

0.01 

- 

- 

- 

- 

- 

0.013 

0.067 

0.003 

0.063 

0.045 

71.32 

Semi Critical 

4 AP 

0801000900278900 

0.25 

0.00 

(57.23) 

0.00 

- 

0.00 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.018 

384.04 

Over Exploited 

4 BPM 

0801000900285400 

0.25 

0.00 

- 

0.00 

0.01 

0.01 

0.01 

0.04 

0.00 

0.0100 

0.0041 

0.0058 

- 

0.020 

0.020 

0.030 

0.003 

0.027 

0.045 

167.81 

Over Exploited 

4 CM 

0801000900297900 

0.25 

0.00 

10,024.41 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.25 

0.05 

(31.84) 

0.04 

0.02 

0.07 

0.04 

0.18 

0.01 

0.0100 

0.0112 

0.0211 

- 

0.042 

0.056 

0.124 

0.006 

0.117 

0.054 

46.19 

Safe 

4 LGM 

0801000900296200 

0.25 

0.16 

12.39 

0.18 

0.02 

0.19 

0.03 

0.15 

0.04 

- 

0.0101 

0.0142 

- 

0.024 

0.064 

0.257 

0.013 

0.244 

0.046 

18.73 

Safe 



0.25 

0.04 

138.54 

0.04 

- 

0.04 

0.01 

0.07 

0.01 

- 

- 

- 

- 

- 

0.009 

0.052 

0.003 

0.050 

0.018 

36.94 

Safe 

4 MC 

0801000900295400 

0.25 

0.00 

(116.14) 

0.00 

0.00 

0.00 

0.01 

0.03 

0.00 

- 

0.0012 

0.0023 

- 

0.004 

0.004 

0.009 

0.000 

0.008 

0.009 

110.53 

Over Exploited 



0.25 

0.10 

(87.56) 

0.08 

- 

0.08 

0.04 

0.19 

0.03 

0.0100 

- 

- 

- 

0.010 

0.036 

0.115 

0.006 

0.109 

0.072 

66.23 

Safe 

5 CM 

0801000900298000 

0.25 

0.00 

9,283.31 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.25 

0.00 

134.86 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0010 

0.0020 

- 

0.003 

0.003 

0.005 

0.000 

0.005 

0.000 

0.36 

Safe 

5 MC 

0801000900287400 

0.25 

0.15 

(88.66) 

0.12 

- 

0.12 

0.04 

0.22 

0.04 

0.0100 

- 

- 

- 

0.010 

0.048 

0.165 

0.008 

0.157 

0.117 

74.74 

Semi Critical 

6 MC 

0801000900295700 

0.25 

0.11 

(92.30) 

0.09 

0.03 

0.11 

0.04 

0.21 

0.03 

0.0200 

0.0076 

0.0144 

- 

0.042 

0.070 

0.183 

0.009 

0.174 

0.144 

82.84 

Semi Critical 



0.25 

0.00 

(56.34) 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.009 

3,905.14 

Over Exploited 

7 MC 

0801000900295900 

0.25 

0.03 

(76.73) 

0.03 

0.01 

0.04 

0.02 

0.07 

0.01 

- 

0.0068 

0.0127 

- 

0.020 

0.028 

0.070 

0.003 

0.066 

0.009 

14.04 

Safe 



0.25 

0.13 

(79.43) 

0.11 

- 

0.11 

0.03 

0.14 

0.03 

- 

- 

- 

- 

- 

0.034 

0.140 

0.007 

0.133 

0.010 

7.24 

Safe 

7.415 RD-L 

0801000900294300 

0.25 

0.06 

17.82 

0.07 

- 

0.07 

0.05 

0.22 

0.02 

- 

- 

- 

- 

- 

0.016 

0.087 

0.004 

0.082 

0.081 

98.69 

Critical 

79.200 RDL 

0801000900298800 

0.25 

0.24 

- 

0.24 

- 

0.24 

0.05 

0.22 

0.06 

0.0100 

- 

- 

- 

0.010 

0.073 

0.316 

0.032 

0.284 

0.136 

47.72 

Safe 

8 MC 

0801000900296000 

0.25 

0.02 

103.97 

0.02 

0.00 

0.02 

0.01 

0.05 

0.00 

- 

0.0028 

0.0040 

- 

0.007 

0.011 

0.034 

0.002 

0.032 

0.027 

84.24 

Semi Critical 



0.25 

0.15 

(34.16) 

0.12 

- 

0.12 

0.03 

0.17 

0.04 

0.0100 

- 

- 

- 

0.010 

0.049 

0.171 

0.009 

0.162 

0.073 

44.81 

Safe 

85.300 RDL 

0801000900299000 

0.15 

0.03 

- 

0.03 

- 

0.03 

0.05 

0.22 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.052 

0.005 

0.047 

0.360 

767.32 

Over Exploited 



0.25 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

85.300 RDR 

0801000900298900 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.009 

6,707.72 

Over Exploited 



0.25 

0.37 

- 

0.37 

- 

0.37 

0.05 

0.22 

0.10 

0.0100 

- 

- 

- 

0.010 

0.107 

0.481 

0.048 

0.433 

0.397 

91.73 

Critical 

9 MC 

0801000900286400 

0.25 

0.07 

32.43 

0.09 

0.01 

0.10 

0.05 

0.22 

0.02 

0.0100 

0.0082 

0.0116 

- 

0.030 

0.049 

0.152 

0.008 

0.145 

0.072 

49.91 

Safe 

92.600 RDL 

0801000900299200 

0.15 

0.21 

(74.91) 

0.17 

- 

0.17 

0.05 

0.23 

0.05 

0.0100 

- 

- 

- 

0.010 

0.064 

0.232 

0.012 

0.220 

0.271 

122.96 

Over Exploited 

92.600 RDR 

0801000900299100 

0.15 

0.06 

- 

0.06 

- 

0.06 

0.03 

0.17 

0.02 

0.0100 

- 

- 

- 

0.010 

0.025 

0.084 

0.008 

0.075 

0.234 

310.99 

Over Exploited 



0.25 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.003 

0.016 

0.002 

0.014 

0.081 

564.45 

Over Exploited 

99.150 RDR 

0801000900299300 

0.15 

0.61 

(4.87) 

0.58 

0.01 

0.59 

0.05 

0.23 

0.16 

0.0300 

- 

- 

- 

0.030 

0.188 

0.780 

0.039 

0.741 

0.228 

30.75 

Safe 

Arjunsar 

0803000300510800 

0.12 

0.31 

(20.32) 

0.25 

- 

0.25 

0.05 

0.24 

0.08 

- 

- 

- 

- 

- 

0.080 

0.327 

0.016 

0.310 

0.013 

4.23 

Safe 

Arjunsar Station 

0803000300510600 

0.12 

0.25 

5.43 

0.26 

0.00 

0.26 

0.05 

0.24 

0.06 

- 

- 

- 

0.002 

0.003 

0.066 

0.327 

0.016 

0.311 

0.053 

17.22 

Safe 

Asrasar 

0803000300510400 

0.12 

0.09 

- 

0.09 

- 

0.09 

0.03 

0.16 

0.02 

- 

- 

- 

- 

- 

0.022 

0.108 

0.011 

0.098 

0.017 

17.01 

Safe 

Bachhrara 

0801000900300500 

0.15 

0.09 

(43.25) 

0.07 

- 

0.07 

0.03 

0.14 

0.02 

- 

- 

- 

- 

- 

0.024 

0.098 

0.005 

0.093 

0.064 

68.46 

Safe 



0.25 

0.05 

14.15 

0.05 

- 

0.05 

0.02 

0.08 

0.01 

- 

- 

- 

- 

- 

0.012 

0.064 

0.003 

0.060 

0.036 

60.30 

Safe 

Badriya 

0804000300608800 

0.15 

0.10 

(91.99) 

0.08 

0.03 

0.11 

0.02 

0.11 

0.02 

- 

0.0149 

0.0210 

- 

0.036 

0.058 

0.165 

0.008 

0.157 

0.082 

52.43 

Safe 

Bakhoosar 

0803000300520400 

0.20 

0.18 

- 

0.18 

0.01 

0.19 

0.05 

0.28 

0.04 

- 

0.0077 

0.0109 

- 

0.019 

0.063 

0.256 

0.026 

0.230 

0.058 

25.14 

Safe 

Baniyasar 

0804000300603600 

0.15 

0.39 

- 

0.39 

0.04 

0.43 

0.05 

0.28 

0.09 

- 

0.0223 

0.0315 

- 

0.054 

0.148 

0.576 

0.058 

0.519 

0.017 

3.29 

Safe 

Bhatwala 

0804000300603400 

0.12 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0016 

0.0022 

- 

0.004 

0.004 

0.007 

0.001 

0.007 

0.001 

18.08 

Safe 



0.15 

0.49 

- 

0.49 

0.06 

0.55 

0.04 

0.21 

0.12 

- 

0.0366 

0.0517 

- 

0.088 

0.209 

0.759 

0.076 

0.683 

0.064 

9.37 

Safe 



0.15 

0.03 

- 

0.03 

0.01 

0.04 

0.01 

0.05 

0.01 

- 

0.0085 

0.0120 

- 

0.020 

0.027 

0.067 

0.007 

0.061 

0.012 

20.55 

Safe 

Bhiyansar 

0804000300605200 

0.15 

0.42 

- 

0.42 

0.04 

0.46 

0.06 

0.30 

0.09 

- 

0.0220 

0.0312 

- 

0.053 

0.148 

0.608 

0.061 

0.548 

0.045 

8.19 

Safe 

Bhojasar Bara 

0804000300604700 

0.12 

0.08 

- 

0.08 

0.04 

0.11 

0.01 

0.07 

0.02 

- 

0.0208 

0.0293 

- 

0.050 

0.069 

0.180 

0.018 

0.162 

0.030 

18.46 

Safe 



0.08 

0.01 

- 

0.01 

0.01 

0.02 

0.01 

0.03 

0.00 

- 

0.0078 

0.0110 

- 

0.019 

0.021 

0.041 

0.004 

0.037 

0.014 

37.71 

Safe 



0.15 

0.61 

- 

0.61 

0.09 

0.70 

0.04 

0.18 

0.15 

- 

0.0528 

0.0747 

- 

0.128 

0.277 

0.980 

0.098 

0.882 

0.083 

9.45 

Safe 

Bhojasar Chhota 

0804000300604800 

0.12 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

0.01 

0.00 

- 

0.0026 

0.0036 

- 

0.006 

0.006 

0.012 

0.001 

0.010 

0.002 

18.92 

Safe 



0.08 

0.24 

- 

0.24 

0.10 

0.33 

0.02 

0.13 

0.06 

- 

0.0556 

0.0786 

- 

0.134 

0.192 

0.524 

0.052 

0.471 

0.093 

19.63 

Safe 



0.15 

0.67 

- 

0.67 

0.12 

0.79 

0.03 

0.16 

0.16 

- 

0.0683 

0.0965 

- 

0.165 

0.328 

1.114 

0.111 

1.003 

0.102 

10.20 

Safe 

Bijarasar 

0804000300605300 

0.15 

0.02 

(55.43) 

0.02 

0.01 

0.03 

0.01 

0.04 

0.00 

- 

0.0075 

0.0106 

- 

0.018 

0.023 

0.052 

0.003 

0.049 

0.098 

199.24 

Over Exploited 



0.15 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Biradhwal 

0801000900300300 

0.25 

0.38 

46.26 

0.46 

- 

0.46 

0.05 

0.22 

0.10 

- 

- 

- 

- 

- 

0.100 

0.555 

0.028 

0.527 

0.001 

0.22 

Safe 

Birmana Barani 

0801000900286800 

0.25 

0.07 

(69.59) 

0.05 

- 

0.05 

0.04 

0.22 

0.02 

- 

- 

- 

- 

- 

0.017 

0.072 

0.004 

0.068 

0.000 

0.30 

Safe 

BISARASAR 

0802000500447500 

0.12 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0004 

0.0005 

- 

0.001 

0.001 

0.002 

0.000 

0.001 

0.000 

1.82 

Safe 



0.20 

0.01 

- 

0.01 

0.01 

0.03 

0.00 

0.02 

0.00 

- 

0.0086 

0.0121 

- 

0.021 

0.024 

0.054 

0.005 

0.049 

0.001 

1.24 

Safe 

Chak Amarpura 

0801000900298700 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 







Non-command 

Younger Alluvium 

11.549 

-0.65 

0.200 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.002 

0.17 

0.40 


Chak Arjunsar 

0803000300511800 

4.383 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.383 

0.46 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.06 

0.00 

0.004 

0.20 

0.53 


Chak Asrasar 

0803000300510200 

5.122 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.122 

0.64 

0.080 

0.07 

0.01 

0.00 

0.00 

0.00 

0.32 

0.13 

0.27 

0.005 

0.19 

0.46 


Chak Bhagwanwala 

0801000900288700 

1.246 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.044 

0.19 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Chak Bhanwariya 

0803000300512200 

21.453 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

0.126 

0.40 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Older Alluvium 

21.327 

0.40 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.72 

0.26 

0.12 

0.021 

0.20 

0.55 


Chak Godara Wala 

0801000900300000 

2.983 

Saline 

Non-command 

Non-command 

Younger Alluvium 

2.983 

0.06 

0.200 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.02 

0.06 

0.000 

0.17 

0.40 


ChakJor 

0803000300510100 

33.461 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

0.324 

0.23 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Older Alluvium 

33.137 

0.23 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.71 

0.29 

0.31 

0.032 

0.18 

0.44 


Chak Ranjeetpura 

0803000300511600 

19.191 

Saline 

Non-command 

Non-command 

Older Alluvium 

19.191 

0.01 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.018 

0.21 

0.58 


Chak Sadani 

0801000900293900 

1.063 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.856 

0.41 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.03 

0.00 

0.000 

0.14 

0.32 


Daloosar 

0804000300604300 

25.987 

Fresh 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

17.860 

-0.17 

0.100 

0.02 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.04 

0.026 

0.16 

0.35 





Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

2.760 

-0.17 

0.100 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.01 

0.004 

0.02 

0.05 


Deidaspura 

0801000900300600 

3.456 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.976 

0.20 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.03 

0.000 

0.05 

0.11 







Non-command 

Younger Alluvium 

0.922 

0.20 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.03 

0.000 

0.05 

0.11 


Dhani Chhilan 

0803000300511300 

17.726 

Fresh 

IGNP Canal System Stage II 

Command 

Older Alluvium 

10.142 

-2.34 

0.080 

0.00 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.00 

0.010 

0.13 

0.40 






Non-command 

Non-command 

Older Alluvium 

7.585 

-2.34 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.007 

0.10 

0.30 


Dhani Chhiplai 

0803000300511000 

25.234 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

3.577 

-0.51 

0.080 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.003 

0.03 

0.06 






Non-command 

Non-command 

Older Alluvium 

0.010 

-0.51 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dhani Khodan 

0803000300511500 

13.196 

Saline 

Non-command 

Non-command 

Older Alluvium 

13.196 

-0.24 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.013 

0.21 

0.64 


Dhani Pandusar 

0803000300522300 

37.225 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

16.234 

-0.35 

0.060 

0.02 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.07 

0.016 

0.10 

0.32 






Non-command 

Non-command 

Tertiary Sandstone 

0.009 

-0.35 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


DUDALI 

0802000500445900 

10.449 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

0.104 

-0.30 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dulchasar 

0803000300520300 

38.675 

Fresh 

IGNP Canal System Stage II 

Command 

Older Alluvium 

28.334 

-0.39 

0.080 

0.02 

0.00 

0.04 

0.05 

0.00 

0.00 

0.00 

0.04 

0.027 

0.16 

0.47 







Command 

Younger Alluvium 

10.341 

-0.39 

0.120 

0.01 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.02 

0.010 

0.06 

0.17 


GHANIYASAR 

0802000500447000 

23.936 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

23.936 

-0.36 

0.070 

0.00 

0.00 

0.03 

0.05 

0.00 

0.00 

0.00 

0.00 

0.003 

0.21 

0.54 


Ghesura 

0803000300512100 

24.812 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

6.245 

0.33 

0.080 

0.00 

0.00 

0.01 

0.01 

0.00 

0.14 

0.05 

0.00 

0.006 

0.05 

0.16 






Non-command 

Non-command 

Older Alluvium 

17.049 

0.33 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.46 

0.16 

0.00 

0.016 

0.14 

0.43 


Gopalsar 

0801000900298300 

1.898 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.311 

0.37 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.00 

0.000 

0.12 

0.29 







Non-command 

Younger Alluvium 

0.587 

0.37 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.000 

0.06 

0.13 


Halasar 

0804000300608900 

25.425 

Fresh 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

4.806 

-0.01 

0.100 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.01 

0.007 

0.05 

0.11 






Non-command 

Non-command 

Younger Alluvium 

1.186 

-0.01 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.01 

0.03 


Hardesar 

0804000300608600 

47.409 

Fresh 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.238 

0.01 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.009 

0.01 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Harisinghpura 

0801000900295800 

6.580 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

3.133 

0.02 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

0.00 

0.02 

0.000 

0.08 

0.19 






Non-command 

Non-command 

Younger Alluvium 

3.447 

0.02 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.09 

0.21 


Hindor 

0801000900300200 

20.310 

Saline 

Non-command 

Non-command 

Younger Alluvium 

20.310 

0.04 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.07 

0.05 

0.003 

0.17 

0.40 


Jaitpura 

0803000300511100 

200.128 

Fresh 

IGNP Canal System Stage II 

Command 

Older Alluvium 

36.465 

-0.52 

0.080 

0.01 

0.00 

0.05 

0.07 

0.00 

0.00 

0.00 

0.00 

0.035 

0.04 

0.10 





Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

125.339 

-0.52 

0.080 

0.04 

0.00 

0.17 

0.24 

0.00 

0.00 

0.00 

0.00 

0.121 

0.13 

0.34 






Non-command 

Non-command 

Older Alluvium 

19.432 

-0.52 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.019 

0.02 

0.05 


Jaswantsar 

0803000300510500 

45.350 

Saline 

Non-command 

Non-command 

Older Alluvium 

34.730 

0.22 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.64 

0.24 

0.02 

0.033 

0.15 

0.40 


Kapoorisar 

0803000300520700 

36.126 

Fresh 

IGNP Canal System Stage II 

Command 

Older Alluvium 

2.359 

-3.49 

0.080 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.02 

0.002 

0.01 

0.05 







Command 

Tertiary Sandstone 

7.179 

-3.49 

0.060 

0.03 

0.00 

0.01 

0.03 

0.00 

0.00 

0.00 

0.11 

0.007 

0.05 

0.15 






Non-command 

Non-command 

Tertiary Sandstone 

0.011 

-3.49 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kardoo 

0801000900300400 

51.895 

Saline 

Non-command 

Non-command 

Younger Alluvium 

30.842 

0.10 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.62 

0.27 

0.03 

0.004 

0.10 

0.23 


Kaunpalsar 

0801000900300900 

20.243 

Saline 

Non-command 

Non-command 

Younger Alluvium 

2.919 

-0.36 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.03 

0.06 


Keekasar 

0804000300609500 

27.118 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

2.595 

0.03 

0.040 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

0.00 

0.01 

0.004 

0.02 

0.07 






Non-command 

Non-command 

Tertiary Sandstone 

0.448 

0.03 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 


Khariya 

0801000900299600 

66.366 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

2.221 

0.01 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Non-command 

Non-command 

Older Alluvium 

26.757 

0.01 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.004 

0.07 

0.17 


Khodala 

0803000300520500 

24.382 

Fresh 

IGNP Canal System Stage II 

Command 

Older Alluvium 

2.921 

-0.76 

0.080 

0.04 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.14 

0.003 

0.03 

0.08 







Command 

Tertiary Sandstone 

21.461 

-0.76 

0.060 

0.40 

0.02 

0.03 

0.04 

0.00 

0.00 

0.00 

1.58 

0.021 

0.20 

0.62 


KULCHASAR 

0802000500447300 

9.108 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.142 

-0.16 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Kumbhagarh 

0801000900298500 

8.263 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

5.330 

-0.22 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.001 

0.11 

0.27 






Non-command 

Non-command 

Younger Alluvium 

2.933 

-0.22 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.06 

0.15 


LADAM 

0802000500446800 

9.260 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

9.259 

-0.28 

0.070 

0.00 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.00 

0.001 

0.20 

0.48 







Command 

Younger Alluvium 

0.001 

-0.28 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Lalera Patta Mahajan 

0803000300512300 

9.717 

Saline 

Non-command 

Non-command 

Older Alluvium 

9.717 

0.07 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.00 

0.009 

0.20 

0.58 


Lalgarh Barani 

0801000900296100 

5.035 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

5.035 

0.21 

0.200 

0.01 

0.00 

0.01 

0.01 

0.00 

0.21 

0.09 

0.03 

0.001 

0.18 

0.41 


Lodsar 

0804000300610700 

12.585 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.450 

-0.05 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.03 

0.07 


Loonasar 

0804000300609000 

22.955 

Fresh 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

20.342 

-0.08 

0.100 

0.04 

0.00 

0.03 

0.04 

0.00 

0.00 

0.00 

0.13 

0.030 

0.22 

0.54 






Non-command 

Non-command 

Younger Alluvium 

2.613 

-0.08 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.004 

0.03 

0.07 


LUNASAR 

0802000500446600 

20.712 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

1.589 

-0.32 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 







Command 

Younger Alluvium 

1.563 

-0.32 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 


Mahajan 

0803000300512500 

104.173 

Saline 

Non-command 

Non-command 

Older Alluvium 

19.637 

-0.20 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.019 

0.04 

0.13 


Mahajan Fieldfiring Range 

0803000300509900 

1343.174 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

0.956 

-0.34 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 






Non-command 

Non-command 

Older Alluvium 

22.236 

-0.34 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.021 

0.00 

0.01 


Malaksar 

0804000300610900 

29.950 

Fresh 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.240 

-0.04 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.25 

0.50 

- 

0.50 

- 

0.50 

0.05 

0.22 

0.13 

- 

- 

- 

- 

- 

0.131 

0.633 

0.063 

0.570 

0.074 

12.90 

Safe 

Chak Arjunsar 

0803000300511800 

0.12 

0.10 

(41.58) 

0.08 

- 

0.08 

0.05 

0.25 

0.03 

- 

- 

- 

- 

- 

0.027 

0.110 

0.006 

0.105 

0.004 

4.03 

Safe 

Chak Asrasar 

0803000300510200 

0.12 

0.11 

13.13 

0.13 

0.01 

0.14 

0.05 

0.23 

0.03 

0.0300 

- 

- 

- 

0.030 

0.060 

0.199 

0.010 

0.190 

0.275 

145.07 

Over Exploited 

Chak Bhagwanwala 

0801000900288700 

0.25 

0.00 

976.65 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chak Bhanwariya 

0803000300512200 

0.12 

0.00 

7,192.20 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.12 

0.51 

(48.84) 

0.41 

0.00 

0.41 

0.05 

0.25 

0.13 

- 

- 

- 

0.001 

0.001 

0.133 

0.543 

0.027 

0.516 

0.140 

27.04 

Safe 

Chak Godara Wala 

0801000900300000 

0.25 

0.13 

(81.14) 

0.10 

- 

0.10 

0.05 

0.22 

0.03 

- 

- 

- 

- 

- 

0.034 

0.137 

0.007 

0.130 

0.063 

48.78 

Safe 

ChakJor 

0803000300510100 

0.12 

0.00 

2,799.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0006 

0.0009 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

12.31 

Safe 



0.12 

0.72 

(59.73) 

0.58 

- 

0.58 

0.05 

0.23 

0.19 

0.0100 

- 

- 

- 

0.010 

0.196 

0.774 

0.039 

0.735 

0.342 

46.52 

Safe 

Chak Ranjeetpura 

0803000300511600 

0.12 

0.48 

(98.61) 

0.38 

- 

0.38 

0.05 

0.26 

0.12 

- 

- 

- 

- 

- 

0.122 

0.503 

0.025 

0.478 

0.018 

3.86 

Safe 

Chak Sadani 

0801000900293900 

0.25 

0.03 

1.01 

0.03 

- 

0.03 

0.04 

0.17 

0.01 

- 

- 

- 

- 

- 

0.008 

0.037 

0.002 

0.035 

0.000 

0.32 

Safe 

Daloosar 

0804000300604300 

0.15 

0.42 

- 

0.42 

0.06 

0.48 

0.04 

0.20 

0.10 

- 

0.0343 

0.0485 

- 

0.083 

0.182 

0.665 

0.066 

0.598 

0.068 

11.41 

Safe 



0.15 

0.01 

- 

0.01 

0.01 

0.02 

0.01 

0.03 

0.00 

- 

0.0053 

0.0075 

- 

0.013 

0.015 

0.034 

0.003 

0.031 

0.010 

32.50 

Safe 

Deidaspura 

0801000900300600 

0.15 

0.01 

80.58 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.002 

0.011 

0.001 

0.010 

0.027 

269.46 

Over Exploited 



0.25 

0.01 

93.00 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.003 

0.016 

0.001 

0.015 

0.027 

181.33 

Over Exploited 

Dhani Chhilan 

0803000300511300 

0.12 

0.15 

- 

0.15 

0.03 

0.19 

0.03 

0.16 

0.04 

- 

0.0195 

0.0275 

- 

0.047 

0.087 

0.275 

0.027 

0.247 

0.010 

3.95 

Safe 



0.12 

0.09 

- 

0.09 

- 

0.09 

0.02 

0.12 

0.02 

- 

- 

- 

- 

- 

0.022 

0.109 

0.011 

0.098 

0.007 

7.47 

Safe 

Dhani Chhiplai 

0803000300511000 

0.12 

0.01 

- 

0.01 

0.01 

0.02 

0.01 

0.03 

0.00 

- 

0.0069 

0.0097 

- 

0.017 

0.020 

0.043 

0.004 

0.039 

0.003 

8.94 

Safe 



0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dhani Khodan 

0803000300511500 

0.12 

0.34 

- 

0.34 

- 

0.34 

0.06 

0.27 

0.09 

- 

- 

- 

- 

- 

0.087 

0.427 

0.043 

0.385 

0.013 

3.30 

Safe 

Dhani Pandusar 

0803000300522300 

0.07 

0.11 

- 

0.11 

0.05 

0.17 

0.03 

0.13 

0.03 

- 

0.0312 

0.0441 

- 

0.075 

0.104 

0.272 

0.027 

0.245 

0.088 

35.74 

Safe 



0.07 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

DUDALI 

0802000500445900 

0.12 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Dulchasar 

0803000300520300 

0.12 

0.56 

- 

0.56 

0.09 

0.65 

0.04 

0.20 

0.14 

- 

0.0545 

0.0769 

- 

0.131 

0.271 

0.920 

0.092 

0.828 

0.069 

8.37 

Safe 



0.20 

0.12 

- 

0.12 

0.03 

0.16 

0.01 

0.07 

0.03 

- 

0.0199 

0.0281 

- 

0.048 

0.079 

0.236 

0.024 

0.213 

0.034 

15.97 

Safe 

GHANIYASAR 

0802000500447000 

0.12 

0.60 

- 

0.60 

0.08 

0.68 

0.05 

0.26 

0.15 

- 

0.0460 

0.0650 

0.000 

0.112 

0.262 

0.940 

0.094 

0.846 

0.003 

0.38 

Safe 

Ghesura 

0803000300512100 

0.12 

0.04 

23.12 

0.05 

0.02 

0.07 

0.01 

0.07 

0.01 

- 

0.0120 

0.0170 

- 

0.029 

0.039 

0.108 

0.005 

0.102 

0.006 

5.89 

Safe 



0.12 

0.30 

(47.28) 

0.24 

- 

0.24 

0.04 

0.18 

0.08 

- 

- 

- 

- 

- 

0.076 

0.313 

0.016 

0.298 

0.016 

5.51 

Safe 

Gopalsar 

0801000900298300 

0.15 

0.02 

(15.20) 

0.02 

- 

0.02 

0.03 

0.15 

0.01 

- 

- 

- 

- 

- 

0.006 

0.027 

0.001 

0.025 

0.000 

0.68 

Safe 



0.25 

0.01 

127.57 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.002 

0.012 

0.001 

0.011 

0.000 

0.69 

Safe 

Halasar 

0804000300608900 

0.15 

0.04 

- 

0.04 

0.02 

0.05 

0.01 

0.06 

0.01 

- 

0.0092 

0.0131 

- 

0.022 

0.030 

0.083 

0.008 

0.074 

0.021 

28.33 

Safe 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.009 

358.77 

Over Exploited 

Hardesar 

0804000300608600 

0.15 

0.00 

(736.51) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0005 

0.0006 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

19.07 

Safe 



0.15 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Harisinghpura 

0801000900295800 

0.25 

0.06 

(103.88) 

0.05 

0.02 

0.07 

0.02 

0.10 

0.02 

- 

0.0090 

0.0170 

- 

0.026 

0.043 

0.113 

0.006 

0.107 

0.018 

17.18 

Safe 



0.25 

0.08 

(92.44) 

0.06 

- 

0.06 

0.02 

0.11 

0.02 

- 

- 

- 

- 

- 

0.020 

0.083 

0.004 

0.079 

0.018 

23.47 

Safe 

Hindor 

0801000900300200 

0.25 

0.88 

(92.27) 

0.70 

- 

0.70 

0.05 

0.22 

0.23 

- 

- 

- 

- 

- 

0.229 

0.930 

0.047 

0.884 

0.057 

6.41 

Safe 

Jaitpura 

0803000300511100 

0.12 

0.16 

- 

0.16 

0.12 

0.28 

0.01 

0.05 

0.04 

- 

0.0701 

0.0990 

- 

0.169 

0.210 

0.492 

0.049 

0.443 

0.035 

7.93 

Safe 



0.12 

1.91 

- 

1.91 

0.41 

2.32 

0.03 

0.16 

0.49 

- 

0.2409 

0.3404 

- 

0.581 

1.070 

3.392 

0.339 

3.053 

0.121 

3.95 

Safe 



0.12 

0.05 

- 

0.05 

- 

0.05 

0.01 

0.02 

0.01 

- 

- 

- 

- 

- 

0.012 

0.058 

0.006 

0.052 

0.019 

36.05 

Safe 

Jaswantsar 

0803000300510500 

0.12 

0.63 

(61.99) 

0.50 

- 

0.50 

0.04 

0.19 

0.16 

- 

- 

- 

- 

- 

0.162 

0.664 

0.033 

0.631 

0.055 

8.79 

Safe 

Kapoorisar 

0803000300520700 

0.12 

0.00 

- 

0.00 

0.01 

0.02 

0.00 

0.02 

0.00 

- 

0.0068 

0.0128 

- 

0.020 

0.021 

0.039 

0.004 

0.035 

0.026 

75.17 

Semi Critical 



0.07 

0.02 

- 

0.02 

0.04 

0.07 

0.01 

0.06 

0.01 

- 

0.0207 

0.0390 

- 

0.060 

0.066 

0.131 

0.013 

0.118 

0.115 

97.65 

Critical 



0.07 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kardoo 

0801000900300400 

0.25 

0.79 

(65.81) 

0.63 

- 

0.63 

0.03 

0.13 

0.21 

- 

- 

- 

- 

- 

0.207 

0.837 

0.042 

0.795 

0.031 

3.90 

Safe 

Kaunpalsar 

0801000900300900 

0.25 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.005 

0.023 

0.002 

0.021 

0.009 

45.23 

Safe 

Keekasar 

0804000300609500 

0.08 

0.00 

(137.90) 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

- 

0.0050 

0.0070 

- 

0.012 

0.013 

0.025 

0.001 

0.024 

0.018 

73.55 

Semi Critical 



0.08 

0.00 

41.55 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Khariya 

0801000900299600 

0.15 

0.00 

(193.70) 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0043 

0.0060 

- 

0.010 

0.011 

0.020 

0.001 

0.019 

0.000 

1.55 

Safe 



0.15 

0.29 

(94.80) 

0.24 

- 

0.24 

0.02 

0.09 

0.08 

- 

- 

- 

- 

- 

0.076 

0.312 

0.016 

0.296 

0.004 

1.18 

Safe 

Khodala 

0803000300520500 

0.12 

0.01 

- 

0.01 

0.01 

0.02 

0.01 

0.03 

0.00 

0.0100 

0.0056 

0.0079 

- 

0.024 

0.026 

0.045 

0.005 

0.041 

0.147 

361.97 

Over Exploited 



0.07 

0.30 

- 

0.30 

0.09 

0.39 

0.05 

0.25 

0.08 

0.0600 

0.0412 

0.0583 

- 

0.160 

0.236 

0.627 

0.063 

0.564 

1.605 

284.55 

Over Exploited 

KULCHASAR 

0802000500447300 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

1.66 

Safe 

Kumbhagarh 

0801000900298500 

0.25 

0.15 

- 

0.15 

0.02 

0.17 

0.03 

0.14 

0.04 

- 

0.0102 

0.0145 

- 

0.025 

0.064 

0.233 

0.023 

0.210 

0.001 

0.33 

Safe 



0.25 

0.05 

- 

0.05 

- 

0.05 

0.02 

0.08 

0.01 

- 

- 

- 

- 

- 

0.012 

0.058 

0.006 

0.052 

0.000 

0.74 

Safe 

LADAM 

0802000500446800 

0.12 

0.23 

- 

0.23 

0.03 

0.26 

0.05 

0.26 

0.06 

- 

0.0178 

0.0251 

- 

0.043 

0.099 

0.357 

0.036 

0.321 

0.001 

0.39 

Safe 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Lalera Patta Mahajan 

0803000300512300 

0.12 

0.24 

(92.30) 

0.19 

- 

0.19 

0.05 

0.26 

0.06 

- 

- 

- 

- 

- 

0.061 

0.253 

0.013 

0.240 

0.009 

3.90 

Safe 

Lalgarh Barani 

0801000900296100 

0.25 

0.22 

(60.48) 

0.18 

0.02 

0.19 

0.05 

0.22 

0.06 

- 

0.0097 

0.0137 

- 

0.023 

0.080 

0.273 

0.014 

0.260 

0.028 

10.65 

Safe 

Lodsar 

0804000300610700 

0.15 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.001 

0.007 

0.002 

29.93 

Safe 

Loonasar 

0804000300609000 

0.15 

0.68 

- 

0.68 

0.07 

0.75 

0.05 

0.27 

0.15 

- 

0.0391 

0.0552 

- 

0.094 

0.247 

0.995 

0.099 

0.895 

0.162 

18.08 

Safe 



0.15 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.003 

0.014 

0.001 

0.012 

0.017 

135.99 

Over Exploited 

LUNASAR 

0802000500446600 

0.12 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0031 

0.0043 

- 

0.007 

0.008 

0.016 

0.002 

0.015 

0.000 

1.46 

Safe 



0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0030 

0.0042 

- 

0.007 

0.008 

0.018 

0.002 

0.016 

0.000 

1.28 

Safe 

Mahajan 

0803000300512500 

0.12 

0.10 

- 

0.10 

- 

0.10 

0.01 

0.05 

0.03 

- 

- 

- 

- 

- 

0.025 

0.124 

0.012 

0.111 

0.019 

16.97 

Safe 

Mahajan Fieldfiring Range 

0803000300509900 

0.12 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0018 

0.0026 

- 

0.004 

0.004 

0.008 

0.001 

0.007 

0.001 

13.51 

Safe 



0.12 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.002 

0.011 

0.001 

0.010 

0.021 

207.02 

Over Exploited 

Malaksar 

0804000300610900 

0.15 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0005 

0.0007 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

19.77 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 






Non-command 

Non-command 

Younger Alluvium 

19.815 

-0.04 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.029 

0.18 

0.40 


Malasar 

0802000500447100 

14.335 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

10.114 

-0.15 

0.070 

0.00 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.00 

0.001 

0.15 

0.37 







Command 

Younger Alluvium 

4.220 

-0.15 

0.090 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.001 

0.06 

0.15 


Maler 

0801000900298600 

40.668 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

17.988 

-0.38 

0.200 

0.01 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.05 

0.002 

0.08 

0.18 






Non-command 

Non-command 

Younger Alluvium 

22.679 

-0.38 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.003 

0.10 

0.23 


Malkisar 

0803000300520100 

49.017 

Fresh 

IGNP Canal System Stage II 

Command 

Older Alluvium 

7.552 

-3.54 

0.080 

0.00 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.00 

0.007 

0.04 

0.11 







Command 

Tertiary Sandstone 

3.823 

-3.54 

0.060 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.004 

0.02 

0.06 






Non-command 

Non-command 

Older Alluvium 

2.191 

-3.54 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.03 







Non-command 

Tertiary Sandstone 

3.704 

-3.54 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.02 

0.06 


Malsar 

0804000300611000 

67.519 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.024 

-0.14 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Manaparsar 

0804000300603700 

24.564 

Fresh 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

4.491 

-0.14 

0.100 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.007 

0.04 

0.09 





Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

10.714 

-0.14 

0.100 

0.01 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.01 

0.016 

0.09 

0.21 


Mithriya 

0803000300510700 

44.966 

Saline 

Non-command 

Non-command 

Older Alluvium 

44.966 

0.61 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

2.23 

0.90 

0.02 

0.043 

0.19 

0.47 


Mokalsar 

0801000900299800 

14.224 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.348 

0.02 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.01 


Na 

0801000901900016 

1.918 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.617 

0.52 

0.200 

0.00 

0.00 

0.01 

0.01 

0.00 

0.15 

0.07 

0.00 

0.000 

0.15 

0.35 



0801000901900018 

1.704 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.704 

0.57 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.08 

0.00 

0.000 

0.17 

0.40 


Naharsara 

0804000300609300 

30.136 

Fresh 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

2.814 

-0.09 

0.100 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.004 

0.02 

0.06 






Non-command 

Non-command 

Younger Alluvium 

19.066 

-0.09 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.028 

0.16 

0.41 


Nainasar 

0804000300604600 

14.843 

Fresh 

IGNP Canal System Stage II 

Command 

Older Alluvium 

8.305 

-0.29 

0.080 

0.01 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.01 

0.012 

0.13 

0.36 







Command 

Younger Alluvium 

6.539 

-0.29 

0.100 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.010 

0.10 

0.29 


NIYASAR 

0802000500446700 

11.144 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

9.197 

-0.33 

0.070 

0.00 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.00 

0.001 

0.17 

0.38 


Peepasar 

0801000900300100 

12.084 

Saline 

Non-command 

Non-command 

Younger Alluvium 

12.084 

-0.68 

0.200 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.002 

0.17 

0.40 


Phanchara @ Amarpura 

0803000300522200 

32.857 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

16.148 

-1.08 

0.060 

0.01 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.04 

0.016 

0.11 

0.36 


Phooleji 

0803000300510000 

37.785 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

11.727 

0.21 

0.080 

0.02 

0.00 

0.02 

0.02 

0.00 

0.18 

0.08 

0.05 

0.011 

0.06 

0.13 







Command 

Younger Alluvium 

11.163 

0.21 

0.100 

0.02 

0.00 

0.02 

0.02 

0.00 

0.22 

0.09 

0.06 

0.011 

0.05 

0.13 






Non-command 

Non-command 

Older Alluvium 

14.891 

0.21 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.27 

0.11 

0.07 

0.014 

0.07 

0.17 


Rajasar Choriya 

0804000300604900 

20.793 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

7.252 

-0.15 

0.040 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.01 

0.011 

0.08 

0.23 







Command 

Younger Alluvium 

13.541 

-0.15 

0.100 

0.01 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.02 

0.020 

0.15 

0.42 


Rajasar Panwaran 

0804000300609200 

44.391 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

17.266 

-0.14 

0.040 

0.02 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.03 

0.025 

0.09 

0.26 







Command 

Younger Alluvium 

27.126 

-0.14 

0.100 

0.03 

0.00 

0.04 

0.05 

0.00 

0.00 

0.00 

0.06 

0.040 

0.15 

0.40 


Rajiyasar 

0801000900299900 

17.443 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.382 

-0.15 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.001 

0.08 

0.19 







Non-command 

Younger Alluvium 

9.060 

-0.15 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.001 

0.09 

0.21 


Rambagh 

0803000300512000 

16.910 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

5.174 

0.22 

0.080 

0.00 

0.00 

0.01 

0.01 

0.00 

0.07 

0.03 

0.00 

0.005 

0.06 

0.18 






Non-command 

Non-command 

Older Alluvium 

11.735 

0.22 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.07 

0.00 

0.011 

0.14 

0.41 


Ramsara 

0803000300510300 

23.010 

Saline 

Non-command 

Non-command 

Older Alluvium 

17.608 

0.25 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.36 

0.14 

0.02 

0.017 

0.15 

0.37 


Ranasar Panwaran 

0804000300603800 

41.088 

Fresh 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.396 

-0.20 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 





Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.162 

-0.20 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ranisar 

0803000300511700 

19.420 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

0.401 

0.33 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.01 






Non-command 

Non-command 

Older Alluvium 

19.018 

0.33 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.52 

0.20 

0.00 

0.018 

0.19 

0.48 


Ransisar 

0804000300605100 

46.654 

Fresh 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

42.752 

-0.07 

0.100 

0.11 

0.00 

0.06 

0.08 

0.00 

0.00 

0.00 

0.36 

0.063 

0.22 

0.52 


Ratnisar 

0803000300512400 

18.568 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.871 

-0.48 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.02 

0.06 


Rayanwali 

0801000900293600 

26.996 

Saline 

Non-command 

Non-command 

Younger Alluvium 

4.034 

0.41 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.34 

0.15 

0.03 

0.001 

0.03 

0.06 


REKH GHARIASAR 

0802000500446900 

6.599 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

6.599 

-0.31 

0.070 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.001 

0.21 

0.50 


Rekh Karmasar 

0804000300609100 

6.093 

Fresh 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

6.093 

-0.15 

0.100 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.009 

0.24 

0.63 


Rekh Khatiyawas 

0804000300605000 

4.824 

Fresh 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

4.824 

-0.14 

0.100 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.007 

0.24 

0.60 


Rolasar 

0804000300603500 

17.108 

Fresh 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

4.306 

-0.04 

0.100 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.01 

0.006 

0.05 

0.13 





Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

12.801 

-0.04 

0.100 

0.01 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.02 

0.019 

0.16 

0.39 


Sardarpura Ladana 

0801000900288100 

18.979 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.442 

-0.14 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.03 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.379 

-0.14 

0.200 

0.00 

0.00 

0.03 

0.03 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.07 


Sawar 

0804000300604200 

46.486 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.166 

-0.04 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Shekhsar 

0803000300520600 

59.748 

Fresh 

IGNP Canal System Stage II 

Command 

Older Alluvium 

3.696 

-2.40 

0.080 

0.04 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.17 

0.004 

0.01 

0.05 







Command 

Tertiary Sandstone 

31.354 

-2.40 

0.060 

0.52 

0.03 

0.04 

0.06 

0.00 

0.00 

0.00 

2.05 

0.030 

0.12 

0.38 


Sherpura 

0803000300511400 

79.338 

Fresh 

IGNP Canal System Stage II 

Command 

Older Alluvium 

3.352 

-1.56 

0.080 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.003 

0.01 

0.03 






Non-command 

Non-command 

Older Alluvium 

11.629 

-1.56 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.011 

0.03 

0.10 







Non-command 

Tertiary Sandstone 

2.398 

-1.56 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.02 





Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

0.821 

-1.56 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 






Non-command 

Non-command 

Older Alluvium 

38.155 

-1.56 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.037 

0.11 

0.33 







Non-command 

Tertiary Sandstone 

0.436 

-1.56 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Shyonathpura 

0801000900298400 

16.579 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

2.651 

-0.24 

0.100 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.03 

0.000 

0.03 

0.07 







Command 

Younger Alluvium 

1.058 

-0.24 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.03 






Non-command 

Non-command 

Older Alluvium 

8.743 

-0.24 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.001 

0.09 

0.22 







Non-command 

Younger Alluvium 

4.127 

-0.24 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.001 

0.04 

0.11 


Sonpalsar 

0804000300609400 

57.987 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

7.611 

-0.03 

0.040 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.03 

0.011 

0.03 

0.09 







Command 

Younger Alluvium 

0.309 

-0.03 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Tertiary Sandstone 

3.225 

-0.03 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.005 

0.01 

0.04 







Non-command 

Younger Alluvium 

8.650 

-0.03 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.013 

0.04 

0.10 


Suin 

0803000300520200 

114.685 

Fresh 

IGNP Canal System Stage II 

Command 

Older Alluvium 

96.439 

-0.58 

0.080 

0.06 

0.00 

0.13 

0.19 

0.00 

0.00 

0.00 

0.11 

0.093 

0.18 

0.53 







Command 

Younger Alluvium 

3.810 

-0.58 

0.120 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.004 

0.01 

0.02 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.15 

0.52 

- 

0.52 

- 

0.52 

0.04 

0.21 

0.11 

0.0100 

- 

- 

- 

0.010 

0.122 

0.646 

0.065 

0.581 

0.253 

43.54 

Safe 

Malasar 

080200050044710C 

0.12 

0.18 

- 

0.18 

0.03 

0.21 

0.04 

0.19 

0.04 

- 

0.0194 

0.0275 

- 

0.047 

0.092 

0.305 

0.031 

0.275 

0.001 

0.50 

Safe 



0.20 

0.05 

- 

0.05 

0.01 

0.07 

0.02 

0.08 

0.01 

- 

0.0081 

0.0115 

0.001 

0.021 

0.034 

0.100 

0.010 

0.090 

0.001 

0.63 

Safe 

Maler 

0801000900298600 

0.25 

0.35 

- 

0.35 

0.06 

0.41 

0.02 

0.10 

0.09 

- 

0.0346 

0.0488 

- 

0.083 

0.174 

0.580 

0.058 

0.522 

0.047 

9.07 

Safe 



0.25 

0.55 

- 

0.55 

- 

0.55 

0.03 

0.12 

0.14 

- 

- 

- 

- 

- 

0.143 

0.695 

0.070 

0.626 

0.057 

9.11 

Safe 

Malkisar 

0803000300520100 

0.12 

0.03 

- 

0.03 

0.04 

0.08 

0.01 

0.04 

0.01 

- 

0.0218 

0.0410 

- 

0.063 

0.071 

0.147 

0.015 

0.133 

0.007 

5.48 

Safe 



0.07 

0.00 

- 

0.00 

0.02 

0.03 

0.00 

0.02 

0.00 

- 

0.0110 

0.0208 

- 

0.032 

0.033 

0.060 

0.006 

0.054 

0.004 

6.78 

Safe 



0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.001 

0.003 

0.000 

0.003 

0.002 

69.76 

Safe 



0.07 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.005 

0.004 

70.76 

Semi Critical 

Malsar 

0804000300611000 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Manaparsar 

0804000300603700 

0.15 

0.03 

- 

0.03 

0.01 

0.04 

0.01 

0.05 

0.01 

- 

0.0086 

0.0122 

- 

0.021 

0.027 

0.069 

0.007 

0.062 

0.007 

10.66 

Safe 



0.15 

0.15 

- 

0.15 

0.04 

0.19 

0.02 

0.12 

0.04 

- 

0.0206 

0.0291 

- 

0.050 

0.087 

0.274 

0.027 

0.246 

0.022 

8.82 

Safe 

Mithriya 

0803000300510700 

0.12 

1.02 

(11.40) 

0.90 

0.00 

0.90 

0.05 

0.24 

0.26 

- 

- 

- 

0.001 

0.001 

0.263 

1.164 

0.058 

1.106 

0.065 

5.90 

Safe 

Mokalsar 

0801000900299800 

0.15 

0.00 

32.62 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.009 

2,882.22 

Over Exploited 

Na 

0801000901900016 

0.25 

0.06 

8.05 

0.07 

0.01 

0.08 

0.04 

0.19 

0.02 

- 

0.0079 

0.0112 

- 

0.019 

0.035 

0.114 

0.006 

0.108 

0.000 

0.20 

Safe 


0801000901900018 

0.25 

0.07 

12.79 

0.08 

- 

0.08 

0.05 

0.22 

0.02 

- 

- 

- 

- 

- 

0.019 

0.102 

0.005 

0.096 

0.000 

0.23 

Safe 

Naharsara 

0804000300609300 

0.15 

0.01 

- 

0.01 

0.01 

0.02 

0.01 

0.03 

0.00 

- 

0.0054 

0.0076 

- 

0.013 

0.015 

0.034 

0.003 

0.031 

0.004 

13.37 

Safe 



0.15 

0.45 

- 

0.45 

- 

0.45 

0.04 

0.19 

0.10 

- 

- 

- 

- 

- 

0.104 

0.556 

0.056 

0.500 

0.056 

11.20 

Safe 

Nainasar 

0804000300604600 

0.12 

0.13 

- 

0.13 

0.03 

0.15 

0.03 

0.16 

0.03 

- 

0.0160 

0.0226 

- 

0.039 

0.070 

0.222 

0.022 

0.200 

0.019 

9.60 

Safe 



0.15 

0.10 

- 

0.10 

0.02 

0.12 

0.02 

0.12 

0.02 

- 

0.0126 

0.0178 

- 

0.030 

0.055 

0.173 

0.017 

0.156 

0.010 

6.17 

Safe 

NIYASAR 

0802000500446700 

0.12 

0.18 

- 

0.18 

0.03 

0.21 

0.04 

0.21 

0.05 

- 

0.0177 

0.0250 

- 

0.043 

0.089 

0.302 

0.030 

0.272 

0.001 

0.46 

Safe 

Peepasar 

0801000900300100 

0.25 

0.53 

- 

0.53 

- 

0.53 

0.05 

0.22 

0.14 

0.0100 

- 

- 

- 

0.010 

0.147 

0.673 

0.067 

0.606 

0.209 

34.43 

Safe 

Phanchara @ Amarpura 

0803000300522200 

0.07 

0.13 

- 

0.13 

0.05 

0.18 

0.03 

0.14 

0.03 

- 

0.0310 

0.0438 

- 

0.075 

0.107 

0.289 

0.029 

0.260 

0.052 

19.85 

Safe 

Phooleji 

0803000300510000 

0.12 

0.08 

(3.78) 

0.08 

0.04 

0.11 

0.01 

0.07 

0.02 

- 

0.0225 

0.0318 

- 

0.054 

0.075 

0.188 

0.009 

0.179 

0.065 

36.49 

Safe 



0.20 

0.12 

(22.30) 

0.09 

0.04 

0.13 

0.01 

0.07 

0.03 

- 

0.0215 

0.0303 

- 

0.052 

0.082 

0.213 

0.011 

0.203 

0.071 

34.90 

Safe 



0.12 

0.13 

(9.78) 

0.11 

- 

0.11 

0.02 

0.09 

0.03 

- 

- 

- 

- 

- 

0.032 

0.146 

0.007 

0.139 

0.079 

57.13 

Safe 

Rajasar Choriya 

0804000300604900 

0.08 

0.05 

- 

0.05 

0.02 

0.07 

0.02 

0.10 

0.01 

- 

0.0139 

0.0197 

- 

0.034 

0.045 

0.117 

0.012 

0.105 

0.019 

17.73 

Safe 



0.15 

0.31 

- 

0.31 

0.04 

0.36 

0.04 

0.19 

0.07 

- 

0.0260 

0.0368 

- 

0.063 

0.138 

0.496 

0.050 

0.446 

0.042 

9.39 

Safe 

Rajasar Panwaran 

0804000300609200 

0.08 

0.13 

- 

0.13 

0.06 

0.19 

0.02 

0.12 

0.03 

- 

0.0332 

0.0469 

- 

0.080 

0.111 

0.296 

0.030 

0.267 

0.059 

22.28 

Safe 



0.15 

0.59 

- 

0.59 

0.09 

0.68 

0.03 

0.18 

0.14 

- 

0.0521 

0.0737 

- 

0.126 

0.268 

0.952 

0.095 

0.857 

0.096 

11.19 

Safe 

Rajiyasar 

0801000900299900 

0.15 

0.11 

- 

0.11 

- 

0.11 

0.02 

0.11 

0.03 

- 

- 

- 

- 

- 

0.028 

0.133 

0.013 

0.120 

0.046 

38.51 

Safe 



0.25 

0.21 

- 

0.21 

- 

0.21 

0.02 

0.11 

0.05 

- 

- 

- 

- 

- 

0.054 

0.259 

0.026 

0.233 

0.046 

19.82 

Safe 

Rambagh 

0803000300512000 

0.12 

0.04 

(35.03) 

0.03 

0.02 

0.05 

0.02 

0.08 

0.01 

- 

0.0099 

0.0141 

- 

0.024 

0.034 

0.083 

0.004 

0.079 

0.005 

6.34 

Safe 



0.12 

0.20 

(64.77) 

0.16 

0.00 

0.16 

0.04 

0.18 

0.05 

- 

- 

- 

0.001 

0.001 

0.053 

0.216 

0.011 

0.205 

0.011 

5.51 

Safe 

Ramsara 

0803000300510300 

0.12 

0.31 

(54.93) 

0.25 

- 

0.25 

0.04 

0.18 

0.08 

- 

- 

- 

- 

- 

0.079 

0.326 

0.016 

0.309 

0.039 

12.59 

Safe 

Ranasar Panwaran 

0804000300603800 

0.15 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0008 

0.0011 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

0.001 

19.81 

Safe 



0.15 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

19.47 

Safe 

Ranisar 

0803000300511700 

0.12 

0.00 

1,819.54 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0008 

0.0011 

- 

0.002 

0.002 

0.004 

0.000 

0.003 

0.000 

11.61 

Safe 



0.12 

0.43 

(52.91) 

0.35 

- 

0.35 

0.05 

0.24 

0.11 

- 

- 

- 

- 

- 

0.111 

0.458 

0.023 

0.435 

0.018 

4.21 

Safe 

Ransisar 

0804000300605100 

0.15 

1.43 

- 

1.43 

0.14 

1.57 

0.05 

0.27 

0.33 

0.0100 

0.0822 

0.1161 

- 

0.208 

0.534 

2.104 

0.210 

1.894 

0.427 

22.53 

Safe 

Ratnisar 

0803000300512400 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.005 

0.002 

33.77 

Safe 

Rayanwali 

0801000900293600 

0.25 

0.03 

465.99 

0.03 

- 

0.03 

0.01 

0.03 

0.01 

- 

- 

- 

- 

- 

0.007 

0.038 

0.002 

0.036 

0.028 

77.11 

Semi Critical 

REKH GHARIASAR 

0802000500446900 

0.12 

0.16 

- 

0.16 

0.02 

0.18 

0.05 

0.26 

0.04 

- 

0.0127 

0.0179 

- 

0.031 

0.071 

0.256 

0.026 

0.231 

0.001 

0.39 

Safe 

Rekh Karmasar 

0804000300609100 

0.15 

0.22 

- 

0.22 

0.02 

0.24 

0.06 

0.30 

0.05 

- 

0.0117 

0.0165 

- 

0.028 

0.080 

0.324 

0.032 

0.292 

0.009 

3.07 

Safe 

Rekh Khatiyawas 

0804000300605000 

0.15 

0.18 

- 

0.18 

0.02 

0.19 

0.06 

0.30 

0.04 

- 

0.0093 

0.0131 

- 

0.022 

0.063 

0.256 

0.026 

0.230 

0.007 

3.08 

Safe 

Rolasar 

0804000300603500 

0.15 

0.03 

- 

0.03 

0.01 

0.05 

0.01 

0.07 

0.01 

- 

0.0083 

0.0117 

- 

0.020 

0.029 

0.078 

0.008 

0.070 

0.013 

19.07 

Safe 



0.15 

0.31 

- 

0.31 

0.04 

0.35 

0.04 

0.20 

0.08 

- 

0.0246 

0.0348 

- 

0.059 

0.135 

0.486 

0.049 

0.437 

0.037 

8.42 

Safe 

Sardarpura Ladana 

0801000900288100 

0.25 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.005 

0.000 

3.56 

Safe 



0.25 

0.03 

- 

0.03 

0.07 

0.09 

0.01 

0.04 

0.01 

- 

0.0414 

0.0468 

- 

0.088 

0.095 

0.186 

0.019 

0.167 

0.000 

0.26 

Safe 

Sawar 

0804000300604200 

0.15 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0005 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

19.74 

Safe 

Shekhsar 

0803000300520600 

0.12 

0.01 

- 

0.01 

0.01 

0.02 

0.00 

0.02 

0.00 

0.0100 

0.0071 

0.0100 

- 

0.027 

0.029 

0.047 

0.005 

0.042 

0.172 

404.43 

Over Exploited 



0.07 

0.26 

- 

0.26 

0.13 

0.40 

0.03 

0.15 

0.07 

0.0800 

0.0603 

0.0851 

- 

0.225 

0.293 

0.689 

0.069 

0.620 

2.082 

335.83 

Over Exploited 

Sherpura 

0803000300511400 

0.12 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0064 

0.0091 

- 

0.016 

0.016 

0.031 

0.003 

0.028 

0.003 

11.46 

Safe 



0.12 

0.05 

- 

0.05 

- 

0.05 

0.01 

0.04 

0.01 

- 

- 

- 

- 

- 

0.012 

0.057 

0.006 

0.051 

0.011 

21.77 

Safe 



0.07 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

180.97 

Over Exploited 



0.12 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0016 

0.0022 

- 

0.004 

0.004 

0.007 

0.001 

0.006 

0.001 

12.94 

Safe 



0.12 

0.49 

- 

0.49 

- 

0.49 

0.03 

0.13 

0.13 

- 

- 

- 

- 

- 

0.125 

0.615 

0.062 

0.554 

0.037 

6.64 

Safe 



0.07 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Shyonathpura 

0801000900298400 

0.15 

0.01 

- 

0.01 

0.01 

0.02 

0.01 

0.04 

0.00 

- 

0.0051 

0.0072 

- 

0.012 

0.015 

0.035 

0.004 

0.032 

0.027 

85.99 

Semi Critical 



0.25 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

0.01 

0.00 

- 

0.0020 

0.0029 

- 

0.005 

0.006 

0.012 

0.001 

0.011 

0.009 

83.37 

Semi Critical 



0.15 

0.12 

- 

0.12 

- 

0.12 

0.02 

0.12 

0.03 

- 

- 

- 

- 

- 

0.032 

0.156 

0.016 

0.140 

0.082 

58.63 

Safe 



0.25 

0.05 

- 

0.05 

- 

0.05 

0.01 

0.06 

0.01 

- 

- 

- 

- 

- 

0.012 

0.058 

0.006 

0.052 

0.037 

70.24 

Semi Critical 

Sonpalsar 

0804000300609400 

0.08 

0.02 

- 

0.02 

0.03 

0.04 

0.01 

0.04 

0.00 

- 

0.0146 

0.0207 

- 

0.035 

0.040 

0.084 

0.008 

0.076 

0.036 

47.75 

Safe 



0.15 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0006 

0.0008 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

20.25 

Safe 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.013 

330.59 

Over Exploited 



0.15 

0.05 

- 

0.05 

- 

0.05 

0.01 

0.04 

0.01 

- 

- 

- 

- 

- 

0.011 

0.058 

0.006 

0.052 

0.042 

80.26 

Semi Critical 

Suin 

0803000300520200 

0.12 

2.13 

- 

2.13 

0.32 

2.45 

0.05 

0.23 

0.54 

- 

0.1853 

0.2619 

- 

0.447 

0.986 

3.437 

0.344 

3.093 

0.201 

6.49 

Safe 



0.20 

0.01 

- 

0.01 

0.01 

0.02 

0.00 

0.01 

0.00 

- 

0.0073 

0.0103 

- 

0.018 

0.019 

0.037 

0.004 

0.033 

0.004 

10.96 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 





Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

13.892 

-0.58 

0.080 

0.00 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.00 

0.013 

0.03 

0.08 







Command 

Younger Alluvium 

0.544 

-0.58 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 


Sumeriya 

080400030060450C 

22.184 

Fresh 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

22.184 

-0.20 

0.100 

0.02 

0.00 

0.03 

0.04 

0.00 

0.00 

0.00 

0.05 

0.033 

0.23 

0.59 


Surajpura 

080300030051190C 

7.755 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.755 

0.44 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.10 

0.00 

0.007 

0.20 

0.54 


SWAROOP DESAR 

080200050044720C 

10.583 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

3.963 

-0.16 

0.070 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.001 

0.08 

0.18 







Command 

Younger Alluvium 

6.392 

-0.16 

0.090 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.001 

0.13 

0.29 


Taliwala 

080300030051120C 

46.775 

Fresh 

IGNP Canal System Stage II 

Command 

Older Alluvium 

0.218 

-0.53 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

44.930 

-0.53 

0.080 

0.01 

0.00 

0.06 

0.09 

0.00 

0.00 

0.00 

0.00 

0.043 

0.19 

0.50 


Tolasar 

080400030060440C 

23.732 

Fresh 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

23.572 

-0.22 

0.100 

0.01 

0.00 

0.03 

0.05 

0.00 

0.00 

0.00 

0.01 

0.035 

0.23 

0.54 


Udaipur Godaran 

0801000900294500 

4.723 

Saline 

Non-command 

Non-command 

Younger Alluvium 

4.723 

0.44 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.42 

0.18 

0.02 

0.001 

0.17 

0.40 


Udaipur Musalmanan 

0801000900295500 

4.650 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.493 

0.05 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.02 

0.04 






Non-command 

Non-command 

Younger Alluvium 

4.157 

0.05 

0.200 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.03 

0.14 

0.001 

0.15 

0.36 


Udaipur Udasar 

0801000900294400 

9.984 

Saline 

Non-command 

Non-command 

Younger Alluvium 

9.984 

0.86 

0.200 

0.02 

0.00 

0.00 

0.00 

0.00 

1.74 

0.74 

0.06 

0.001 

0.17 

0.40 

16003018 

Balan 

0804000200597900 

4.866 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.006 

0.01 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

4.860 

0.01 

0.060 

0.35 

0.02 

0.00 

0.00 

0.00 

0.33 

0.20 

1.39 

0.020 

0.36 

0.59 


Bangarwa 

0804000200598800 

4.595 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.348 

-2.61 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.03 

0.04 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.066 

-2.61 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.009 

0.16 

0.26 


Bangothri Kalan 

0805000200695200 

7.867 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.867 

-0.31 

0.080 

0.35 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.32 

0.068 

0.35 

0.55 


Bangothri Khurd 

0805000200695100 

12.950 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.950 

-0.32 

0.080 

0.38 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.38 

0.111 

0.35 

0.54 


Bas Bhamreend 

0804000200598200 

7.021 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.926 

-0.93 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.05 

0.08 





Saline 

Non-command 

Non-command 

Older Alluvium 

6.095 

-0.93 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.025 

0.31 

0.50 


Bas Chanani 

0804000200598000 

3.215 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.004 

-0.14 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.212 

-0.14 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.013 

0.36 

0.58 


Bas Govindsingh 

0804000200603300 

2.757 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.285 

-0.76 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.16 

0.26 


Bas Kirtan 

0804000200600700 

9.895 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.591 

-2.71 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.011 

0.09 

0.15 


Bas Mamraj 

0804000200603100 

4.932 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.143 

-0.14 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.017 

0.30 

0.45 


Beeran 

0804000200597800 

9.881 

Saline 

Non-command 

Non-command 

Older Alluvium 

9.881 

0.11 

0.060 

0.33 

0.02 

0.00 

0.00 

0.00 

0.37 

0.23 

1.27 

0.041 

0.36 

0.59 


Beeslan 

0804000200591100 

10.535 

Saline 

Non-command 

Non-command 

Older Alluvium 

10.535 

0.10 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.044 

0.35 

0.60 


Beri 

0805000200695300 

19.951 

Fresh 

Non-command 

Non-command 

Older Alluvium 

19.951 

-0.58 

0.080 

0.31 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.02 

0.172 

0.35 

0.56 


Bewad 

0804000200598900 

11.237 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.018 

-1.57 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.03 

0.05 





Saline 

Non-command 

Non-command 

Older Alluvium 

7.113 

-1.57 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.030 

0.22 

0.37 


Bhabhreend 

0804000200598700 

5.259 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.601 

-2.65 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.003 

0.04 

0.07 


Bhainsali 

0804000200598600 

22.683 

Fresh 

Non-command 

Non-command 

Older Alluvium 

22.683 

-2.22 

0.060 

0.85 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

3.28 

0.095 

0.35 

0.56 


Bhakhran 

0804000200591300 

6.778 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.008 

-0.02 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

6.770 

-0.02 

0.060 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.028 

0.36 

0.60 


Bhojan 

0804000200597300 

17.322 

Saline 

Non-command 

Non-command 

Older Alluvium 

15.242 

0.17 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.10 

0.00 

0.064 

0.31 

0.52 


Bishanpura 

0805000200697000 

5.169 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.169 

-0.01 

0.080 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.044 

0.35 

0.52 


Bishanpura ( Naya 

0805000200696800 

1.060 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.060 

0.08 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.35 

0.009 

0.35 

0.52 


Chak Gadoli @ Kerp 

0805000200696700 

4.396 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.396 

0.01 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.32 

0.038 

0.35 

0.53 


Chhapra 

0805000200695400 

10.280 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.280 

0.01 

0.080 

0.17 

0.01 

0.00 

0.00 

0.00 

0.17 

0.11 

0.57 

0.088 

0.36 

0.56 


Dhani Khudani 

0804000200597600 

5.917 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.650 

0.26 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.10 

0.024 

0.34 

0.57 


Dheendhwa Athoona 

0805000200697700 

6.455 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.213 

0.26 

0.080 

0.11 

0.01 

0.00 

0.00 

0.00 

0.17 

0.12 

0.40 

0.028 

0.17 

0.25 


Dheendhwa Nichla 

0805000200697600 

7.430 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.773 

0.02 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.07 

0.007 

0.04 

0.05 


Doodwa 

0805000200695800 

11.268 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.093 

-0.06 

0.080 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.37 

0.052 

0.19 

0.30 


Dulaniya 

0805000200696300 

17.833 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.809 

-0.13 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.007 

0.02 

0.02 


Gadoli 

0805000200696500 

4.785 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.785 

0.02 

0.080 

0.14 

0.01 

0.00 

0.00 

0.00 

0.14 

0.09 

0.49 

0.041 

0.35 

0.53 


Gagarwas 

0804000200591200 

10.184 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.006 

0.02 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

10.178 

0.02 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.042 

0.36 

0.60 


Gothyan Chhoti 

0804000200590700 

9.821 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.008 

0.01 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

5.752 

0.01 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.05 

0.024 

0.20 

0.35 


Gugalwa 

0804000200598100 

4.129 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.005 

-0.49 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

4.123 

-0.49 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.017 

0.36 

0.58 


Hameenpur 

0805000200696600 

4.996 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.996 

-0.01 

0.080 

0.30 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.15 

0.043 

0.35 

0.53 


Harpaloo Patram 

0804000200591900 

8.364 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.137 

0.19 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Jatoowas 

0804000200591600 

6.235 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.281 

0.22 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.01 

0.014 

0.19 

0.32 


Jeeram Bas 

0804000200597500 

3.244 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.244 

0.33 

0.060 

0.05 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.18 

0.014 

0.36 

0.59 


Jhanbar 

0804000200589900 

8.136 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.130 

0.10 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Kaji 

0805000200695000 

10.259 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.616 

-0.23 

0.080 

0.21 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.72 

0.083 

0.33 

0.51 


Kalri 

0804000200597200 

12.570 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.438 

0.21 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.002 

0.01 

0.02 


Kaman 

0804000200597400 

3.659 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.588 

0.37 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.12 

0.015 

0.35 

0.58 


Kandran 

0804000200591800 

8.978 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.751 

0.18 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.003 

0.03 

0.05 


Khairoo Bari 

0804000200597700 

6.891 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.001 

0.12 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

6.890 

0.12 

0.060 

0.06 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.20 

0.029 

0.36 

0.59 


Khairoo Chhoti 

0804000200591400 

2.805 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.805 

0.02 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.12 

0.012 

0.36 

0.60 


Khundiya Bas 

0804000200598500 

2.820 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.820 

-1.28 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.012 

0.35 

0.57 


Kirtan 

0804000200598300 

7.797 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.110 

-1.15 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.017 

0.19 

0.30 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.687 

-1.15 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.015 

0.17 

0.27 


Lasedi 

0804000200590600 

12.649 

Saline 

Non-command 

Non-command 

Older Alluvium 

10.694 

0.09 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.10 

0.045 

0.30 

0.50 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.12 

0.04 

- 

0.04 

0.05 

0.09 

0.01 

0.03 

0.01 

- 

0.0267 

0.0377 

- 

0.064 

0.076 

0.166 

0.017 

0.149 

0.013 

8.97 

Safe 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0010 

0.0015 

- 

0.003 

0.003 

0.004 

0.000 

0.004 

0.001 

13.12 

Safe 

Sumeriya 

0804000300604500 

0.15 

0.75 

- 

0.75 

0.07 

0.83 

0.05 

0.28 

0.18 

- 

0.0426 

0.0602 

- 

0.103 

0.286 

1.111 

0.111 

1.000 

0.083 

8.26 

Safe 

Surajpura 

0803000300511900 

0.12 

0.19 

(46.20) 

0.15 

- 

0.15 

0.05 

0.25 

0.05 

- 

- 

- 

- 

- 

0.048 

0.197 

0.010 

0.187 

0.007 

3.98 

Safe 

SWAROOP DESAR 

0802000500447200 

0.12 

0.04 

- 

0.04 

0.01 

0.05 

0.02 

0.10 

0.01 

- 

0.0076 

0.0108 

- 

0.018 

0.028 

0.078 

0.008 

0.070 

0.001 

0.76 

Safe 



0.20 

0.16 

- 

0.16 

0.02 

0.18 

0.03 

0.16 

0.04 

- 

0.0123 

0.0174 

- 

0.030 

0.069 

0.251 

0.025 

0.226 

0.001 

0.38 

Safe 

Taliwala 

0803000300511200 

0.12 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0004 

0.0006 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

13.32 

Safe 



0.12 

1.05 

- 

1.05 

0.15 

1.20 

0.05 

0.24 

0.27 

- 

0.0863 

0.1220 

- 

0.208 

0.475 

1.674 

0.167 

1.507 

0.043 

2.87 

Safe 

Tolasar 

0804000300604400 

0.15 

0.80 

- 

0.80 

0.08 

0.88 

0.05 

0.28 

0.19 

- 

0.0453 

0.0640 

- 

0.109 

0.300 

1.181 

0.118 

1.063 

0.042 

3.92 

Safe 

Udaipur Godaran 

0801000900294500 

0.25 

0.20 

(12.32) 

0.18 

- 

0.18 

0.05 

0.22 

0.05 

- 

- 

- 

- 

- 

0.053 

0.230 

0.012 

0.219 

0.019 

8.51 

Safe 

Udaipur Musalmanan 

0801000900295500 

0.25 

0.00 

(64.32) 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0014 

0.0027 

- 

0.004 

0.005 

0.009 

0.000 

0.009 

0.018 

202.50 

Over Exploited 



0.25 

0.16 

(81.32) 

0.13 

0.01 

0.14 

0.04 

0.19 

0.04 

0.0200 

- 

- 

- 

0.020 

0.062 

0.199 

0.010 

0.189 

0.145 

76.29 

Semi Critical 

Udaipur Udasar 

0801000900294400 

0.25 

0.43 

74.37 

0.51 

- 

0.51 

0.05 

0.22 

0.11 

- 

- 

- 

- 

- 

0.113 

0.625 

0.031 

0.593 

0.064 

10.84 

Safe 

Balan 

0804000200597900 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.10 

94.76 

0.12 

0.02 

0.14 

0.06 

0.42 

0.02 

0.0500 

- 

- 

- 

0.050 

0.069 

0.214 

0.011 

0.203 

1.412 

695.94 

Over Exploited 

Bangarwa 

0804000200598800 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

243.83 

Over Exploited 



0.06 

0.02 

- 

0.02 

- 

0.02 

0.03 

0.19 

0.00 

- 

- 

- 

- 

- 

0.004 

0.023 

0.002 

0.021 

0.009 

41.07 

Safe 

Bangothri Kalan 

0805000200695200 

0.10 

0.28 

- 

0.28 

0.02 

0.30 

0.06 

0.42 

0.05 

0.0500 

- 

- 

- 

0.050 

0.100 

0.398 

0.040 

0.358 

1.386 

386.89 

Over Exploited 

Bangothri Khurd 

0805000200695100 

0.10 

0.46 

- 

0.46 

0.02 

0.48 

0.06 

0.42 

0.08 

0.0500 

- 

- 

- 

0.050 

0.132 

0.609 

0.061 

0.548 

1.493 

272.63 

Over Exploited 

Bas Bhamreend 

0804000200598200 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.004 

139.50 

Over Exploited 



0.06 

0.11 

- 

0.11 

- 

0.11 

0.06 

0.36 

0.02 

- 

- 

- 

- 

- 

0.020 

0.133 

0.013 

0.120 

0.025 

21.20 

Safe 

Bas Chanani 

0804000200598000 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.07 

- 

0.07 

- 

0.07 

0.06 

0.42 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.091 

0.009 

0.082 

0.157 

191.91 

Over Exploited 

Bas Govindsingh 

0804000200603300 

0.06 

0.01 

- 

0.01 

- 

0.01 

0.03 

0.19 

0.00 

- 

- 

- 

- 

- 

0.002 

0.015 

0.001 

0.013 

0.005 

39.91 

Safe 

Bas Kirtan 

0804000200600700 

0.06 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.11 

0.00 

- 

- 

- 

- 

- 

0.003 

0.017 

0.002 

0.015 

0.059 

384.36 

Over Exploited 

Bas Mamraj 

0804000200603100 

0.06 

0.07 

- 

0.07 

- 

0.07 

0.05 

0.35 

0.01 

- 

- 

- 

- 

- 

0.013 

0.087 

0.009 

0.078 

0.017 

22.20 

Safe 

Beeran 

0804000200597800 

0.06 

0.21 

6.82 

0.23 

0.02 

0.25 

0.06 

0.42 

0.04 

0.0500 

- 

- 

- 

0.050 

0.088 

0.334 

0.017 

0.317 

1.313 

413.93 

Over Exploited 

Beeslan 

0804000200591100 

0.06 

0.22 

(80.53) 

0.18 

- 

0.18 

0.06 

0.42 

0.04 

- 

- 

- 

- 

- 

0.041 

0.220 

0.011 

0.209 

0.044 

21.06 

Safe 

Beri 

0805000200695300 

0.10 

0.71 

- 

0.71 

0.01 

0.72 

0.06 

0.42 

0.13 

0.0400 

- 

- 

- 

0.040 

0.167 

0.884 

0.088 

0.796 

1.187 

149.13 

Over Exploited 

Bewad 

0804000200598900 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.004 

203.54 

Over Exploited 



0.06 

0.10 

- 

0.10 

- 

0.10 

0.04 

0.27 

0.02 

- 

- 

- 

- 

- 

0.017 

0.113 

0.011 

0.102 

0.030 

29.14 

Safe 

Bhabhreend 

0804000200598700 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.027 

1,711.15 

Over Exploited 

Bhainsali 

0804000200598600 

0.06 

0.48 

- 

0.48 

0.04 

0.52 

0.06 

0.42 

0.09 

0.1200 

- 

- 

- 

0.120 

0.207 

0.728 

0.073 

0.655 

3.371 

514.52 

Over Exploited 

Bhakhran 

0804000200591300 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.14 

- 

0.14 

- 

0.14 

0.06 

0.42 

0.03 

0.0100 

- 

- 

- 

0.010 

0.036 

0.181 

0.018 

0.163 

0.221 

136.04 

Over Exploited 

Bhojan 

0804000200597300 

0.06 

0.29 

(63.94) 

0.23 

- 

0.23 

0.06 

0.37 

0.05 

- 

- 

- 

- 

- 

0.052 

0.281 

0.014 

0.267 

0.064 

23.86 

Safe 

Bishanpura 

0805000200697000 

0.10 

0.18 

- 

0.18 

- 

0.18 

0.06 

0.41 

0.03 

0.0100 

- 

- 

- 

0.010 

0.043 

0.224 

0.022 

0.202 

0.368 

182.77 

Over Exploited 

Bishanpura ( Naya 

0805000200696800 

0.10 

0.04 

75.61 

0.04 

- 

0.04 

0.06 

0.41 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.061 

0.003 

0.058 

0.355 

608.99 

Over Exploited 

Chak Gadoli @ Kerp 

0805000200696700 

0.10 

0.15 

(60.12) 

0.12 

- 

0.12 

0.06 

0.41 

0.03 

0.0100 

- 

- 

- 

0.010 

0.038 

0.161 

0.008 

0.153 

0.362 

236.08 

Over Exploited 

Chhapra 

0805000200695400 

0.10 

0.36 

(69.97) 

0.29 

0.01 

0.30 

0.06 

0.42 

0.07 

0.0200 

- 

- 

0.001 

0.021 

0.086 

0.389 

0.019 

0.369 

0.660 

178.85 

Over Exploited 

Dhani Khudani 

0804000200597600 

0.06 

0.12 

(39.44) 

0.09 

- 

0.09 

0.06 

0.40 

0.02 

- 

- 

- 

- 

- 

0.021 

0.113 

0.006 

0.107 

0.120 

111.38 

Over Exploited 

Dheendhwa Athoona 

0805000200697700 

0.10 

0.06 

106.38 

0.07 

0.01 

0.08 

0.03 

0.21 

0.01 

0.0200 

- 

- 

- 

0.020 

0.030 

0.107 

0.005 

0.102 

0.428 

419.13 

Over Exploited 

Dheendhwa Nichla 

0805000200697600 

0.10 

0.00 

424.67 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.072 

1,938.01 

Over Exploited 

Doodwa 

0805000200695800 

0.10 

0.12 

- 

0.12 

- 

0.12 

0.03 

0.23 

0.02 

0.0100 

- 

- 

- 

0.010 

0.031 

0.149 

0.015 

0.134 

0.419 

312.97 

Over Exploited 

Dulaniya 

0805000200696300 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.072 

5,214.74 

Over Exploited 

Gadoli 

0805000200696500 

0.10 

0.17 

(45.31) 

0.13 

0.01 

0.14 

0.06 

0.42 

0.03 

0.0200 

- 

- 

- 

0.020 

0.050 

0.195 

0.010 

0.185 

0.527 

284.26 

Over Exploited 

Gagarwas 

0804000200591200 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.22 

(91.70) 

0.17 

- 

0.17 

0.06 

0.42 

0.04 

- 

- 

- 

- 

- 

0.039 

0.213 

0.011 

0.202 

0.076 

37.82 

Safe 

Gothyan Chhoti 

0804000200590700 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.07 

(81.08) 

0.06 

- 

0.06 

0.04 

0.24 

0.01 

- 

- 

- 

- 

- 

0.013 

0.069 

0.003 

0.066 

0.074 

112.65 

Over Exploited 

Gugalwa 

0804000200598100 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.09 

- 

0.09 

- 

0.09 

0.06 

0.42 

0.02 

- 

- 

- 

- 

- 

0.016 

0.104 

0.010 

0.094 

0.041 

44.03 

Safe 

Hameenpur 

0805000200696600 

0.10 

0.18 

- 

0.18 

0.01 

0.19 

0.06 

0.42 

0.03 

0.0400 

- 

- 

- 

0.040 

0.072 

0.257 

0.026 

0.232 

1.188 

512.65 

Over Exploited 

Harpaloo Patram 

0804000200591900 

0.06 

0.00 

1,774.48 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Jatoowas 

0804000200591600 

0.06 

0.04 

(15.59) 

0.03 

- 

0.03 

0.03 

0.22 

0.01 

- 

- 

- 

- 

- 

0.007 

0.038 

0.002 

0.036 

0.022 

60.49 

Safe 

Jeeram Bas 

0804000200597500 

0.06 

0.07 

(1.62) 

0.07 

- 

0.07 

0.06 

0.42 

0.01 

0.0100 

- 

- 

- 

0.010 

0.023 

0.091 

0.005 

0.086 

0.194 

224.58 

Over Exploited 

Jhanbar 

0804000200589900 

0.06 

0.00 

1,052.53 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Kaji 

0805000200695000 

0.10 

0.32 

- 

0.32 

0.01 

0.33 

0.06 

0.39 

0.06 

0.0300 

- 

- 

- 

0.030 

0.087 

0.414 

0.041 

0.373 

0.807 

216.53 

Over Exploited 

Kalri 

0804000200597200 

0.06 

0.00 

913.11 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

428.03 

Over Exploited 

Kaman 

0804000200597400 

0.06 

0.08 

(13.46) 

0.07 

- 

0.07 

0.06 

0.41 

0.01 

- 

- 

- 

- 

- 

0.014 

0.079 

0.004 

0.075 

0.135 

180.87 

Over Exploited 

Kandran 

0804000200591800 

0.06 

0.00 

243.54 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.003 

178.47 

Over Exploited 

Khairoo Bari 

0804000200597700 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.15 

(55.83) 

0.12 

- 

0.12 

0.06 

0.42 

0.03 

0.0100 

- 

- 

- 

0.010 

0.037 

0.155 

0.008 

0.147 

0.233 

158.55 

Over Exploited 

Khairoo Chhoti 

0804000200591400 

0.06 

0.06 

(66.66) 

0.05 

- 

0.05 

0.06 

0.42 

0.01 

- 

- 

- 

- 

- 

0.011 

0.059 

0.003 

0.056 

0.132 

235.72 

Over Exploited 

Khundiya Bas 

0804000200598500 

0.06 

0.06 

- 

0.06 

- 

0.06 

0.06 

0.42 

0.01 

- 

- 

- 

- 

- 

0.011 

0.071 

0.007 

0.064 

0.036 

56.06 

Safe 

Kirtan 

0804000200598300 

0.06 

0.05 

- 

0.05 

- 

0.05 

0.03 

0.22 

0.01 

- 

- 

- 

- 

- 

0.008 

0.055 

0.005 

0.049 

0.089 

181.59 

Over Exploited 



0.06 

0.04 

- 

0.04 

- 

0.04 

0.03 

0.20 

0.01 

- 

- 

- 

- 

- 

0.007 

0.044 

0.004 

0.040 

0.039 

99.67 

Critical 

Lasedi 

0804000200590600 

0.06 

0.19 

(69.71) 

0.15 

- 

0.15 

0.05 

0.35 

0.03 

- 

- 

- 

- 

- 

0.035 

0.186 

0.009 

0.177 

0.146 

82.32 

Semi Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Leekhwa 

080500020069570C 

18.115 

Fresh 

Non-command 

Non-command 

Older Alluvium 

15.599 

0.04 

0.080 

0.29 

0.01 

0.00 

0.00 

0.00 

0.33 

0.21 

0.99 

0.134 

0.30 

0.47 


Lutana Magni 

0804000200590100 

7.628 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.604 

0.12 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.011 

0.12 

0.21 


Lutana Magnibas 

0804000200590200 

1.920 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.493 

0.10 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.09 

0.15 


Lutana Poorn 

0804000200590500 

5.385 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.044 

0.12 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.009 

0.13 

0.23 


Lutana Raju 

0804000200590000 

2.701 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.762 

0.09 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.10 

0.17 


Mithi 

0804000200586800 

13.392 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.044 

0.05 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Morwa 

0805000200697200 

7.845 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.333 

0.10 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.27 

0.029 

0.15 

0.22 


Nawan 

0804000200600800 

29.284 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.226 

-1.93 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.030 

0.09 

0.14 


Noohand 

0804000200603200 

9.342 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.183 

-0.34 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Panthariya 

0805000200697100 

5.160 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.044 

0.15 

0.080 

0.13 

0.01 

0.00 

0.00 

0.00 

0.18 

0.12 

0.45 

0.043 

0.34 

0.50 


Pilani ( Rural) 

0805000200696900 

1.146 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.203 

0.36 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.15 

0.002 

0.06 

0.09 


Pilani (M) 

0805000240505000 

10.816 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.079 

0.22 

0.080 

0.52 

0.00 

0.00 

0.00 

0.00 

0.64 

0.44 

0.16 

1.451 

0.23 

0.34 


Purohiton Ka Bas 

0805000200696400 

2.502 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.204 

0.09 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.17 

0.019 

0.31 

0.46 


Ragha Bari 

0804000200591500 

9.202 

Saline 

Non-command 

Non-command 

Older Alluvium 

9.160 

0.04 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.03 

0.038 

0.35 

0.60 


Ragha Chhoti 

0804000200591700 

9.378 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.789 

0.15 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.00 

0.037 

0.33 

0.57 


Rampura 

0804000200598400 

11.822 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.943 

-0.47 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.046 

0.33 

0.53 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.879 

-0.47 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.03 

0.04 


Rayla 

0805000200694900 

8.088 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.264 

-0.16 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.019 

0.10 

0.15 


Sadau 

0804000200590900 

14.370 

Saline 

Non-command 

Non-command 

Older Alluvium 

14.008 

0.10 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.00 

0.058 

0.34 

0.59 


Sardarpura 

0805000200695500 

3.128 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.128 

0.04 

0.080 

0.13 

0.01 

0.00 

0.00 

0.00 

0.13 

0.08 

0.49 

0.027 

0.36 

0.56 


Shyopura 

0804000200586700 

5.681 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.177 

0.00 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.005 

0.07 

0.12 


Sujdola 

0805000200695600 

10.634 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.634 

0.04 

0.080 

0.23 

0.01 

0.00 

0.00 

0.00 

0.25 

0.16 

0.81 

0.091 

0.36 

0.55 


Suratpura 

0804000200590800 

18.195 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.015 

0.04 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

18.180 

0.04 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.076 

0.35 

0.60 


Than Mathooi 

0804000200591000 

18.142 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.785 

0.14 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.00 

0.024 

0.11 

0.19 


Vidyavihar (M) 

0805000240506000 

3.984 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.003 

0.13 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 

16003019 

Ajeetsar 

0804000300621000 

35.292 

Fresh 

Non-command 

Non-command 

Older Alluvium 

34.836 

-0.02 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.051 

0.33 

0.58 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.457 

-0.02 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 


Alakhpura Bogan 

0813000201679800 

12.946 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.444 

-0.19 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.016 

0.07 

0.12 


Anandwasi 

0804000300620600 

14.661 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.661 

-0.11 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.022 

0.34 

0.59 


Armalsar 

0804000300619200 

11.743 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.018 

-0.11 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.006 

0.11 

0.20 







Non-command 

Vindhyan Sandstone 

7.725 

-0.11 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.011 

0.22 

0.39 


Asalsar 

0804000300620900 

37.155 

Fresh 

Non-command 

Non-command 

Older Alluvium 

37.155 

0.06 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.20 

0.12 

0.04 

0.055 

0.34 

0.59 


Asoosar 

0804000300618400 

7.573 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.091 

0.16 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Aspalsar Bara 

0804000300611200 

9.448 

Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

1.353 

0.01 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.04 

0.08 






Non-command 

Non-command 

Vindhyan Sandstone 

7.909 

0.01 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.012 

0.26 

0.46 







Non-command 

Younger Alluvium 

0.187 

0.01 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Aspalsar Bhainsera 

0804000300611600 

9.327 

Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

9.327 

-0.02 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.014 

0.31 

0.55 


Aspalsar Dhurkera 

0804000300611400 

9.536 

Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

6.698 

0.00 

0.040 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.02 

-0.01 

0.00 

0.010 

0.21 

0.38 







Command 

Younger Alluvium 

2.628 

0.00 

0.100 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

0.00 

0.00 

0.004 

0.08 

0.15 






Non-command 

Non-command 

Vindhyan Sandstone 

0.209 

0.00 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Aspalsar Khamera 

0804000300611500 

7.453 

Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

7.447 

0.03 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.011 

0.31 

0.55 


Aspalsar Kuntalsar 

0804000300611100 

22.305 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.244 

-0.15 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

0.016 

-0.15 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Younger Alluvium 

8.673 

-0.15 

0.100 

0.00 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.00 

0.013 

0.12 

0.21 






Non-command 

Non-command 

Vindhyan Sandstone 

0.100 

-0.15 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

13.274 

-0.15 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.020 

0.18 

0.33 


Aspalsar Lalera 

0804000300611700 

3.264 

Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

2.941 

-0.14 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.28 

0.50 







Non-command 

Younger Alluvium 

0.323 

-0.14 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.06 


Aspalsar Muglera 

0804000300611800 

5.185 

Saline 

Non-command 

Non-command 

Younger Alluvium 

5.185 

-0.25 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.008 

0.30 

0.56 


Bachharara Bara 

0804000600648700 

6.506 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.695 

0.55 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.01 

0.006 

0.09 

0.16 





Saline 

Non-command 

Non-command 

Older Alluvium 

4.810 

0.55 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.25 

0.14 

0.00 

0.018 

0.26 

0.46 


Bachharara Chota 

0804000600648800 

9.097 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.781 

0.38 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.00 

0.010 

0.11 

0.19 





Saline 

Non-command 

Non-command 

Older Alluvium 

6.315 

0.38 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.13 

0.00 

0.023 

0.24 

0.43 


Badhan Ki Dhani 

0804000600642200 

30.497 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.000 

-0.39 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Badriya 

0804000300608800 

22.508 

Fresh 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

14.693 

0.03 

0.100 

0.04 

0.00 

0.02 

0.03 

0.00 

0.04 

0.02 

0.12 

0.022 

0.17 

0.36 





Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.086 

0.03 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Badusar 

0813000201671200 

11.381 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.381 

-0.19 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.062 

0.37 

0.61 


Bagri 

0813000201671500 

11.405 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.201 

-0.22 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.015 

0.07 

0.12 


Balrasar Athoona 

0804000400624500 

14.621 

Saline 

Non-command 

Non-command 

Older Alluvium 

13.447 

0.08 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.00 

0.033 

0.31 

0.53 


Banai 

0813000201676100 

4.350 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.296 

-0.31 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.022 

0.28 

0.46 


Bandhnau Dikhnada 

0804000300616200 

25.489 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.630 

-0.12 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.01 

0.01 







Non-command 

Vindhyan Sandstone 

3.237 

-0.12 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.005 

0.04 

0.08 


Bandhnau Utrada 

0804000300616300 

30.856 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.794 

-0.18 

0.080 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.44 

0.017 

0.12 

0.23 







Non-command 

Vindhyan Sandstone 

5.884 

-0.18 

0.040 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.009 

0.06 

0.11 







Non-command 

Younger Alluvium 

3.312 

-0.18 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.005 

0.03 

0.06 


Barjangsar 

0804000300608100 

37.626 

Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

5.185 

-0.07 

0.040 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.008 

0.04 

0.07 







Command 

Younger Alluvium 

7.549 

-0.07 

0.100 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.011 

0.05 

0.10 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Leekhwa 

0805000200695700 

0.10 

0.48 

(54.94) 

0.38 

0.01 

0.39 

0.06 

0.36 

0.09 

0.0400 

- 

- 

- 

0.040 

0.126 

0.516 

0.026 

0.491 

1.128 

230.00 

Over Exploited 

Lutana Magni 

0804000200590100 

0.06 

0.02 

(43.43) 

0.01 

- 

0.01 

0.02 

0.14 

0.00 

- 

- 

- 

- 

- 

0.003 

0.018 

0.001 

0.017 

0.011 

62.17 

Safe 

Lutana Magnibas 

0804000200590200 

0.06 

0.00 

(32.50) 

0.00 

- 

0.00 

0.02 

0.11 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.002 

82.74 

Semi Critical 

Lutana Poorn 

0804000200590500 

0.06 

0.02 

(46.23) 

0.01 

- 

0.01 

0.02 

0.16 

0.00 

- 

- 

- 

- 

- 

0.003 

0.016 

0.001 

0.015 

0.009 

56.43 

Safe 

Lutana Raju 

0804000200590000 

0.06 

0.00 

(44.82) 

0.00 

- 

0.00 

0.02 

0.12 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.003 

75.30 

Semi Critical 

Mithi 

0804000200586800 

0.06 

0.00 

3,218.35 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Morwa 

0805000200697200 

0.10 

0.05 

47.62 

0.06 

- 

0.06 

0.03 

0.18 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.079 

0.004 

0.075 

0.299 

399.49 

Over Exploited 

Nawan 

0804000200600800 

0.06 

0.04 

- 

0.04 

- 

0.04 

0.02 

0.10 

0.01 

- 

- 

- 

- 

- 

0.007 

0.045 

0.004 

0.040 

0.072 

180.01 

Over Exploited 

Noohand 

0804000200603200 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Panthariya 

0805000200697100 

0.10 

0.17 

(29.47) 

0.14 

0.01 

0.15 

0.06 

0.40 

0.03 

0.0200 

- 

- 

- 

0.020 

0.051 

0.200 

0.010 

0.190 

0.497 

262.35 

Over Exploited 

Pilani ( Rural) 

0805000200696900 

0.10 

0.00 

2,414.63 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.153 

1,369.67 

Over Exploited 

Pilani (M) 

0805000240505000 

0.10 

0.16 

169.29 

0.20 

- 

0.20 

0.04 

0.27 

0.03 

0.0100 

- 

- 

- 

0.010 

0.039 

0.234 

0.012 

0.223 

1.613 

724.78 

Over Exploited 

Purohiton Ka Bas 

0805000200696400 

0.10 

0.07 

(34.58) 

0.05 

- 

0.05 

0.06 

0.37 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.077 

0.004 

0.073 

0.192 

262.57 

Over Exploited 

Ragha Bari 

0804000200591500 

0.06 

0.19 

(86.70) 

0.16 

- 

0.16 

0.06 

0.42 

0.04 

- 

- 

- 

- 

- 

0.035 

0.191 

0.010 

0.181 

0.063 

34.86 

Safe 

Ragha Chhoti 

0804000200591700 

0.06 

0.18 

(69.77) 

0.14 

- 

0.14 

0.06 

0.39 

0.03 

- 

- 

- 

- 

- 

0.032 

0.172 

0.009 

0.164 

0.037 

22.42 

Safe 

Rampura 

0804000200598400 

0.06 

0.22 

- 

0.22 

- 

0.22 

0.06 

0.39 

0.04 

- 

- 

- 

- 

- 

0.039 

0.255 

0.026 

0.230 

0.046 

19.87 

Safe 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.004 

247.51 

Over Exploited 

Rayla 

0805000200694900 

0.10 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.12 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.036 

0.004 

0.033 

0.289 

887.87 

Over Exploited 

Sadau 

0804000200590900 

0.06 

0.29 

(79.63) 

0.23 

- 

0.23 

0.06 

0.41 

0.05 

- 

- 

- 

- 

- 

0.052 

0.284 

0.014 

0.270 

0.058 

21.68 

Safe 

Sardarpura 

0805000200695500 

0.10 

0.11 

(24.67) 

0.09 

0.01 

0.10 

0.06 

0.42 

0.02 

0.0200 

- 

- 

- 

0.020 

0.040 

0.139 

0.007 

0.132 

0.513 

388.17 

Over Exploited 

Shyopura 

0804000200586700 

0.06 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.005 

0.013 

239.48 

Over Exploited 

Sujdola 

0805000200695600 

0.10 

0.38 

(57.04) 

0.30 

0.01 

0.31 

0.06 

0.42 

0.07 

0.0300 

- 

- 

- 

0.030 

0.099 

0.412 

0.021 

0.391 

0.901 

230.39 

Over Exploited 

Suratpura 

0804000200590800 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.38 

(89.75) 

0.31 

- 

0.31 

0.06 

0.42 

0.07 

- 

- 

- 

- 

- 

0.070 

0.377 

0.019 

0.358 

0.076 

21.16 

Safe 

Than Mathooi 

0804000200591000 

0.06 

0.04 

(10.92) 

0.03 

- 

0.03 

0.02 

0.13 

0.01 

- 

- 

- 

- 

- 

0.007 

0.042 

0.002 

0.040 

0.024 

60.53 

Safe 

Vidyavihar (M) 

0805000240506000 

0.10 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Ajeetsar 

0804000300621000 

0.12 

1.40 

- 

1.40 

- 

1.40 

0.06 

0.39 

0.23 

- 

- 

- 

- 

- 

0.233 

1.631 

0.163 

1.468 

0.080 

5.46 

Safe 



0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Alakhpura Bogan 

0813000201679800 

0.11 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.003 

0.022 

0.002 

0.020 

0.047 

237.69 

Over Exploited 

Anandwasi 

0804000300620600 

0.12 

0.60 

- 

0.60 

- 

0.60 

0.06 

0.40 

0.10 

- 

- 

- 

- 

- 

0.100 

0.698 

0.070 

0.628 

0.050 

7.89 

Safe 

Armalsar 

0804000300619200 

0.12 

0.06 

- 

0.06 

- 

0.06 

0.02 

0.13 

0.01 

- 

- 

- 

- 

- 

0.009 

0.065 

0.006 

0.058 

0.028 

47.92 

Safe 



0.08 

0.14 

- 

0.14 

- 

0.14 

0.04 

0.26 

0.02 

- 

- 

- 

- 

- 

0.023 

0.159 

0.016 

0.143 

0.054 

37.89 

Safe 

Asalsar 

0804000300620900 

0.12 

1.51 

(92.26) 

1.21 

- 

1.21 

0.06 

0.40 

0.25 

- 

- 

- 

- 

- 

0.253 

1.460 

0.073 

1.387 

0.098 

7.03 

Safe 

Asoosar 

0804000300618400 

0.12 

0.00 

1,269.11 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Aspalsar Bara 

0804000300611200 

0.08 

0.00 

(145.83) 

0.00 

0.00 

0.01 

0.01 

0.05 

0.00 

- 

0.0026 

0.0037 

- 

0.006 

0.007 

0.015 

0.001 

0.015 

0.002 

13.51 

Safe 



0.08 

0.16 

(98.78) 

0.13 

- 

0.13 

0.05 

0.31 

0.03 

- 

- 

- 

- 

- 

0.030 

0.162 

0.008 

0.154 

0.012 

7.57 

Safe 



0.15 

0.00 

(41.69) 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Aspalsar Bhainsera 

0804000300611600 

0.08 

0.23 

- 

0.23 

- 

0.23 

0.06 

0.37 

0.04 

- 

- 

- 

- 

- 

0.043 

0.276 

0.028 

0.248 

0.014 

5.53 

Safe 

Aspalsar Dhurkera 

0804000300611400 

0.08 

0.11 

(110.19) 

0.09 

0.02 

0.11 

0.04 

0.25 

0.02 

- 

0.0129 

0.0182 

- 

0.031 

0.053 

0.166 

0.008 

0.157 

0.010 

6.25 

Safe 



0.15 

0.03 

(112.78) 

0.03 

0.01 

0.03 

0.02 

0.10 

0.01 

- 

0.0051 

0.0071 

- 

0.012 

0.018 

0.053 

0.003 

0.051 

0.004 

7.62 

Safe 



0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Aspalsar Khamera 

0804000300611500 

0.08 

0.19 

(97.12) 

0.15 

- 

0.15 

0.06 

0.37 

0.03 

- 

- 

- 

- 

- 

0.034 

0.184 

0.009 

0.175 

0.011 

6.25 

Safe 

Aspalsar Kuntalsar 

0804000300611100 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.15 

- 

0.15 

0.03 

0.18 

0.02 

0.14 

0.03 

- 

0.0167 

0.0236 

- 

0.040 

0.069 

0.249 

0.025 

0.224 

0.013 

5.69 

Safe 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.35 

- 

0.35 

- 

0.35 

0.03 

0.21 

0.07 

- 

- 

- 

- 

- 

0.068 

0.422 

0.042 

0.380 

0.020 

5.14 

Safe 

Aspalsar Lalera 

0804000300611700 

0.08 

0.06 

- 

0.06 

- 

0.06 

0.05 

0.33 

0.01 

- 

- 

- 

- 

- 

0.012 

0.077 

0.008 

0.069 

0.004 

6.24 

Safe 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.000 

30.29 

Safe 

Aspalsar Muglera 

0804000300611800 

0.15 

0.24 

- 

0.24 

- 

0.24 

0.06 

0.36 

0.04 

- 

- 

- 

- 

- 

0.044 

0.281 

0.028 

0.253 

0.008 

3.02 

Safe 

Bachharara Bara 

0804000600648700 

0.11 

0.02 

181.01 

0.02 

- 

0.02 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.003 

0.023 

0.001 

0.022 

0.012 

55.59 

Safe 



0.11 

0.14 

3.16 

0.14 

- 

0.14 

0.04 

0.30 

0.02 

- 

- 

- 

- 

- 

0.022 

0.163 

0.008 

0.155 

0.022 

13.93 

Safe 

Bachharara Chota 

0804000600648800 

0.11 

0.03 

63.91 

0.04 

- 

0.04 

0.02 

0.12 

0.01 

- 

- 

- 

- 

- 

0.005 

0.045 

0.002 

0.042 

0.010 

23.98 

Safe 



0.11 

0.17 

(24.45) 

0.13 

- 

0.13 

0.04 

0.28 

0.03 

- 

- 

- 

- 

- 

0.027 

0.162 

0.008 

0.154 

0.023 

14.96 

Safe 

Badhan Ki Dhani 

0804000600642200 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Badriya 

0804000300608800 

0.15 

0.37 

(95.54) 

0.30 

0.05 

0.34 

0.04 

0.20 

0.08 

- 

0.0282 

0.0399 

- 

0.068 

0.148 

0.493 

0.025 

0.468 

0.143 

30.46 

Safe 



0.15 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Badusar 

0813000201671200 

0.12 

0.50 

- 

0.50 

- 

0.50 

0.07 

0.43 

0.09 

0.0100 

- 

- 

- 

0.010 

0.103 

0.602 

0.060 

0.542 

0.247 

45.62 

Safe 

Bagri 

0813000201671500 

0.11 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.003 

0.020 

0.002 

0.018 

0.034 

183.83 

Over Exploited 

Balrasar Athoona 

0804000400624500 

0.08 

0.33 

(86.77) 

0.26 

- 

0.26 

0.05 

0.36 

0.06 

- 

- 

- 

- 

- 

0.055 

0.320 

0.016 

0.304 

0.033 

10.97 

Safe 

Banai 

0813000201676100 

0.11 

0.10 

- 

0.10 

- 

0.10 

0.05 

0.33 

0.02 

- 

- 

- 

- 

- 

0.019 

0.120 

0.012 

0.108 

0.086 

79.81 

Semi Critical 

Bandhnau Dikhnada 

0804000300616200 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.023 

3,619.13 

Over Exploited 



0.08 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.002 

0.012 

0.001 

0.011 

0.133 

1,190.14 

Over Exploited 

Bandhnau Utrada 

0804000300616300 

0.12 

0.17 

- 

0.17 

0.01 

0.18 

0.02 

0.14 

0.03 

0.0200 

- 

- 

- 

0.020 

0.051 

0.231 

0.023 

0.208 

0.453 

217.98 

Over Exploited 



0.08 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.07 

0.01 

0.0100 

- 

- 

- 

0.010 

0.015 

0.043 

0.004 

0.039 

0.224 

573.03 

Over Exploited 



0.15 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.003 

0.020 

0.002 

0.018 

0.126 

705.65 

Over Exploited 

Barjangsar 

0804000300608100 

0.08 

0.02 

- 

0.02 

0.02 

0.03 

0.01 

0.04 

0.00 

- 

0.0100 

0.0141 

- 

0.024 

0.027 

0.059 

0.006 

0.053 

0.008 

14.28 

Safe 



0.15 

0.06 

- 

0.06 

0.02 

0.08 

0.01 

0.06 

0.01 

- 

0.0145 

0.0205 

- 

0.035 

0.048 

0.132 

0.013 

0.119 

0.011 

9.32 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Barlajsar 

080400030061900C 

7.286 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.134 

-0.18 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.05 

0.09 







Non-command 

Vindhyan Sandstone 

6.152 

-0.18 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.009 

0.28 

0.50 


Basni 

0813000201676400 

4.960 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.899 

-0.14 

0.080 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.033 

0.36 

0.61 


Batranau 

0813000201670500 

9.052 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.052 

0.01 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.09 

0.049 

0.36 

0.62 


Bayla 

0804000300610800 

18.509 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.694 

-0.05 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.02 

0.06 


Beekamsara 

0804000300616600 

31.367 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.167 

0.32 

0.080 

0.12 

0.01 

0.00 

0.00 

0.00 

0.32 

0.17 

0.45 

0.012 

0.08 

0.15 







Non-command 

Younger Alluvium 

23.200 

0.32 

0.100 

0.33 

0.02 

0.00 

0.00 

0.00 

1.06 

0.56 

1.28 

0.034 

0.23 

0.44 


Beeramsar 

0804000600650700 

13.889 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.700 

0.03 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.013 

0.09 

0.17 





Saline 

Non-command 

Non-command 

Older Alluvium 

10.189 

0.03 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.02 

0.037 

0.26 

0.46 


Bhairoosar 

0804000300621400 

5.669 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.669 

0.04 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.008 

0.33 

0.58 


Bhanipura 

0804000300608700 

23.537 

Fresh 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

4.798 

0.02 

0.100 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.01 

0.007 

0.06 

0.11 





Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

18.739 

0.02 

0.100 

0.02 

0.00 

0.03 

0.04 

0.00 

0.00 

0.00 

0.04 

0.028 

0.22 

0.43 


Bhaoji Ki Dhani 

0813000201670400 

3.190 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.190 

0.01 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.017 

0.36 

0.62 


Bheekamsara 

0813000101667000 

3.987 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.558 

-0.23 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.003 

0.05 

0.09 


Bheenwsar 

0804000300613900 

12.810 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.806 

-0.24 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.05 

0.08 







Non-command 

Vindhyan Sandstone 

11.004 

-0.24 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.016 

0.28 

0.50 


Bhojasar Bara 

0813000201684200 

14.125 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.348 

-0.35 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.009 

0.04 

0.06 


Bhojdesar 

0813000101662600 

5.226 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.624 

0.15 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.04 

0.014 

0.18 

0.31 


Bhojrasar 

0804000300611900 

30.745 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.272 

-0.36 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 







Non-command 

Younger Alluvium 

12.097 

-0.36 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.018 

0.12 

0.22 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

8.560 

-0.36 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.013 

0.08 

0.16 







Non-command 

Younger Alluvium 

9.816 

-0.36 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.014 

0.10 

0.18 


Bholoosar 

0804000300617800 

11.362 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.322 

-0.25 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.13 

0.22 







Non-command 

Vindhyan Sandstone 

7.040 

-0.25 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.010 

0.20 

0.36 


Bhukhredi 

0804000600651800 

22.517 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.309 

-0.11 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.016 

0.07 

0.12 





Saline 

Non-command 

Non-command 

Older Alluvium 

13.191 

-0.11 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.048 

0.21 

0.36 


Bhuma Bara 

0813000201676200 

6.876 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.483 

-0.31 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.037 

0.29 

0.49 


Bhuma Chhota 

0813000201676300 

11.665 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.665 

-0.20 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.064 

0.37 

0.62 


Bibipur Bara 

0813000101668200 

13.371 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.113 

-0.16 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 


Bibipur Chhota 

0813000101668100 

8.231 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.503 

-0.15 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.02 

0.04 


Biraniya 

0813000101666600 

13.773 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.140 

-0.10 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.061 

0.28 

0.51 


Boojiyanau 

0813000201670800 

3.813 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.813 

-0.05 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.021 

0.36 

0.62 


Bukansar Bara 

0804000300608500 

46.513 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

46.241 

-0.09 

0.100 

0.02 

0.00 

0.06 

0.09 

0.00 

0.00 

0.00 

0.00 

0.068 

0.29 

0.53 






Non-command 

Non-command 

Younger Alluvium 

0.271 

-0.09 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bukansar Chhota 

0804000300613700 

13.235 

Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

13.235 

-0.18 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.019 

0.32 

0.57 


Chacheewad Bara 

0813000101667500 

18.895 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.763 

-0.22 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.015 

0.05 

0.09 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.075 

-0.22 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chacheewad Chhota 

0813000101667600 

6.853 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.885 

-0.25 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.027 

0.25 

0.44 







Non-command 

Younger Alluvium 

0.027 

-0.25 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chainpura 

0804000600644200 

17.006 

Fresh 

Non-command 

Non-command 

Older Alluvium 

17.006 

-0.17 

0.090 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.062 

0.34 

0.59 


Chak Jaleu 

0804000600643700 

2.012 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.028 

0.12 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.004 

0.18 

0.31 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.984 

0.12 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.004 

0.17 

0.30 


Chak Ramsara 

0804000300619600 

0.668 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.668 

-0.03 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.33 

0.59 


Charanwasi 

0804000600651500 

8.111 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.011 

-0.05 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chhabri Khari 

0804000600651000 

19.550 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.913 

-0.18 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.02 

0.03 





Saline 

Non-command 

Non-command 

Older Alluvium 

14.084 

-0.18 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.051 

0.25 

0.44 


Chhabri Meethi 

0804000600650400 

12.723 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.505 

-0.51 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.031 

0.24 

0.41 


Chhajoosar 

0804000300621700 

13.936 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.152 

0.18 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.00 

0.006 

0.10 

0.17 


Chhajusar 

0804000400629000 

10.278 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.204 

-0.07 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.013 

0.17 

0.29 


Chhotriya 

0804000600642900 

7.502 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.610 

-0.48 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.013 

0.17 

0.28 


Dagra 

0813000201671400 

5.157 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.638 

-0.18 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.009 

0.12 

0.19 


Dandoosar 

0804000300618700 

7.798 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.978 

0.01 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.009 

0.26 

0.44 


Dantru 

0813000101667800 

19.147 

Fresh 

Non-command 

Non-command 

Older Alluvium 

19.051 

-0.07 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.104 

0.36 

0.62 







Non-command 

Younger Alluvium 

0.096 

-0.07 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 


Dantujala 

0813000201675900 

7.384 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.907 

-0.36 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.026 

0.19 

0.32 


Daudsar 

0804000600643300 

48.300 

Fresh 

Non-command 

Non-command 

Older Alluvium 

48.300 

-0.09 

0.090 

0.25 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.79 

0.176 

0.34 

0.59 


Deenarpura 

0813000101666400 

9.797 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.851 

-0.01 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.021 

0.14 

0.25 


Deepsar 

0804000600652000 

11.102 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.777 

-0.13 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.010 

0.09 

0.15 


Deewanji Ka Bas 

0813000201677200 

5.774 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.003 

-0.16 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Degan 

0804000300619900 

16.769 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

14.080 

0.18 

0.040 

0.04 

0.00 

0.00 

0.00 

0.00 

0.14 

0.08 

0.15 

0.021 

0.28 

0.50 


Derajsar 

0804000300621100 

26.369 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.454 

0.03 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.015 

0.13 

0.23 





Saline 

Non-command 

Non-command 

Older Alluvium 

15.915 

0.03 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.023 

0.20 

0.35 


Dhadhariya Baneerot 

0804000400624300 

18.145 

Saline 

Non-command 

Non-command 

Older Alluvium 

18.145 

-0.16 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.045 

0.33 

0.58 


Dhadhariya Charnan 

0804000400624400 

15.437 

Saline 

Non-command 

Non-command 

Older Alluvium 

15.437 

-0.17 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.038 

0.33 

0.58 


Dhanani 

0813000201677300 

9.931 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.287 

-0.07 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.009 

0.05 

0.08 


Dhani Baijnath 

0813000101662400 

2.642 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.371 

0.07 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.007 

0.18 

0.32 


Dhani Charan 

0813000201676900 

2.113 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.841 

-0.04 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.006 

0.15 

0.25 


Dhani Charnan 

0804000300613300 

5.573 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.874 

0.01 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.05 

0.09 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Barlajsar 

0804000300619000 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.005 

0.002 

31.98 

Safe 



0.08 

0.14 

- 

0.14 

- 

0.14 

0.05 

0.33 

0.02 

- 

- 

- 

- 

- 

0.024 

0.163 

0.016 

0.146 

0.029 

19.84 

Safe 

Basni 

0813000201676400 

0.11 

0.20 

- 

0.20 

- 

0.20 

0.07 

0.43 

0.04 

0.0100 

- 

- 

- 

0.010 

0.046 

0.241 

0.024 

0.217 

0.430 

197.82 

Over Exploited 

Batranau 

0813000201670500 

0.12 

0.39 

(93.02) 

0.31 

- 

0.31 

0.06 

0.42 

0.07 

- 

- 

- 

- 

- 

0.067 

0.380 

0.019 

0.361 

0.140 

38.90 

Safe 

Bayla 

0804000300610800 

0.15 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.001 

0.007 

0.002 

36.95 

Safe 

Beekamsara 

0804000300616600 

0.12 

0.08 

112.69 

0.10 

0.01 

0.11 

0.01 

0.10 

0.01 

0.0200 

- 

- 

- 

0.020 

0.035 

0.141 

0.007 

0.134 

0.463 

345.79 

Over Exploited 



0.15 

0.81 

(30.41) 

0.65 

0.02 

0.67 

0.04 

0.28 

0.15 

0.0500 

- 

- 

- 

0.050 

0.197 

0.865 

0.043 

0.822 

1.310 

159.41 

Over Exploited 

Beeramsar 

0804000600650700 

0.11 

0.04 

(70.55) 

0.03 

- 

0.03 

0.01 

0.11 

0.01 

- 

- 

- 

- 

- 

0.006 

0.037 

0.002 

0.035 

0.020 

59.06 

Safe 



0.11 

0.29 

(90.81) 

0.23 

- 

0.23 

0.04 

0.30 

0.05 

- 

- 

- 

- 

- 

0.046 

0.277 

0.014 

0.263 

0.053 

20.20 

Safe 

Bhairoosar 

0804000300621400 

0.12 

0.23 

(93.28) 

0.18 

- 

0.18 

0.06 

0.39 

0.04 

- 

- 

- 

- 

- 

0.038 

0.221 

0.011 

0.210 

0.022 

10.66 

Safe 

Bhanipura 

0804000300608700 

0.15 

0.04 

(105.45) 

0.03 

0.02 

0.05 

0.01 

0.07 

0.01 

- 

0.0092 

0.0130 

- 

0.022 

0.031 

0.079 

0.004 

0.075 

0.014 

18.80 

Safe 



0.15 

0.62 

(99.79) 

0.49 

0.06 

0.55 

0.05 

0.26 

0.13 

- 

0.0360 

0.0509 

- 

0.087 

0.214 

0.768 

0.038 

0.729 

0.068 

9.26 

Safe 

Bhaoji Ki Dhani 

0813000201670400 

0.12 

0.14 

(94.98) 

0.11 

- 

0.11 

0.06 

0.42 

0.02 

- 

- 

- 

- 

- 

0.024 

0.134 

0.007 

0.127 

0.053 

42.11 

Safe 

Bheekamsara 

0813000101667000 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.003 

0.011 

322.11 

Over Exploited 

Bheenwsar 

0804000300613900 

0.12 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.002 

0.012 

0.001 

0.011 

0.003 

25.07 

Safe 



0.08 

0.25 

- 

0.25 

- 

0.25 

0.05 

0.33 

0.04 

- 

- 

- 

- 

- 

0.043 

0.291 

0.029 

0.262 

0.016 

6.17 

Safe 

Bhojasar Bara 

0813000201684200 

0.11 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.006 

0.069 

1,237.59 

Over Exploited 

Bhojdesar 

0813000101662600 

0.12 

0.06 

(58.12) 

0.04 

- 

0.04 

0.03 

0.20 

0.01 

- 

- 

- 

- 

- 

0.009 

0.053 

0.003 

0.050 

0.053 

105.64 

Over Exploited 

Bhojrasar 

0804000300611900 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.22 

- 

0.22 

- 

0.22 

0.02 

0.14 

0.04 

- 

- 

- 

- 

- 

0.041 

0.259 

0.026 

0.233 

0.018 

7.63 

Safe 



0.08 

0.06 

- 

0.06 

- 

0.06 

0.02 

0.10 

0.01 

- 

- 

- 

- 

- 

0.011 

0.069 

0.007 

0.062 

0.013 

20.23 

Safe 



0.15 

0.14 

- 

0.14 

- 

0.14 

0.02 

0.12 

0.03 

- 

- 

- 

- 

- 

0.027 

0.170 

0.017 

0.153 

0.014 

9.41 

Safe 

Bholoosar 

0804000300617800 

0.12 

0.07 

- 

0.07 

- 

0.07 

0.02 

0.15 

0.01 

- 

- 

- 

- 

- 

0.011 

0.076 

0.008 

0.069 

0.006 

9.23 

Safe 



0.08 

0.12 

- 

0.12 

- 

0.12 

0.04 

0.24 

0.02 

- 

- 

- 

- 

- 

0.020 

0.135 

0.014 

0.122 

0.010 

8.50 

Safe 

Bhukhredi 

0804000600651800 

0.11 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.08 

0.01 

- 

- 

- 

- 

- 

0.005 

0.037 

0.004 

0.034 

0.016 

46.85 

Safe 



0.11 

0.30 

- 

0.30 

- 

0.30 

0.03 

0.24 

0.05 

- 

- 

- 

- 

- 

0.049 

0.349 

0.035 

0.314 

0.048 

15.31 

Safe 

Bhuma Bara 

0813000201676200 

0.11 

0.18 

- 

0.18 

- 

0.18 

0.06 

0.35 

0.03 

- 

- 

- 

- 

- 

0.033 

0.210 

0.021 

0.189 

0.087 

45.94 

Safe 

Bhuma Chhota 

0813000201676300 

0.12 

0.51 

- 

0.51 

- 

0.51 

0.07 

0.43 

0.10 

0.0100 

- 

- 

- 

0.010 

0.106 

0.618 

0.062 

0.557 

0.295 

52.94 

Safe 

Bibipur Bara 

0813000101668200 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Bibipur Chhota 

0813000101668100 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.003 

199.25 

Over Exploited 

Biraniya 

0813000101666600 

0.12 

0.38 

- 

0.38 

- 

0.38 

0.05 

0.33 

0.06 

0.0100 

- 

- 

- 

0.010 

0.071 

0.451 

0.045 

0.406 

0.239 

58.82 

Safe 

Boojiyanau 

0813000201670800 

0.12 

0.17 

- 

0.17 

- 

0.17 

0.06 

0.43 

0.03 

- 

- 

- 

- 

- 

0.029 

0.195 

0.019 

0.175 

0.049 

27.86 

Safe 

Bukansar Bara 

0804000300608500 

0.15 

1.98 

- 

1.98 

0.15 

2.13 

0.06 

0.34 

0.39 

- 

0.0889 

0.1256 

- 

0.214 

0.608 

2.740 

0.274 

2.466 

0.072 

2.92 

Safe 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bukansar Chhota 

0804000300613700 

0.08 

0.34 

- 

0.34 

- 

0.34 

0.06 

0.38 

0.06 

- 

- 

- 

- 

- 

0.061 

0.403 

0.040 

0.363 

0.047 

13.08 

Safe 

Chacheewad Bara 

0813000101667500 

0.12 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.003 

0.020 

0.002 

0.018 

0.015 

83.20 

Semi Critical 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chacheewad Chhota 

0813000101667600 

0.12 

0.15 

- 

0.15 

- 

0.15 

0.04 

0.30 

0.02 

- 

- 

- 

- 

- 

0.025 

0.174 

0.017 

0.157 

0.063 

39.94 

Safe 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chainpura 

0804000600644200 

0.11 

0.64 

- 

0.64 

- 

0.64 

0.06 

0.40 

0.11 

0.0100 

- 

- 

- 

0.010 

0.116 

0.757 

0.076 

0.681 

0.258 

37.86 

Safe 

Chak Jaleu 

0804000600643700 

0.11 

0.02 

(66.86) 

0.02 

- 

0.02 

0.03 

0.21 

0.00 

- 

- 

- 

- 

- 

0.003 

0.019 

0.001 

0.018 

0.004 

20.55 

Safe 



0.11 

0.02 

(65.52) 

0.01 

- 

0.01 

0.03 

0.20 

0.00 

- 

- 

- 

- 

- 

0.003 

0.018 

0.001 

0.017 

0.004 

21.45 

Safe 

Chak Ramsara 

0804000300619600 

0.08 

0.02 

- 

0.02 

- 

0.02 

0.06 

0.39 

0.00 

- 

- 

- 

- 

- 

0.003 

0.021 

0.002 

0.019 

0.001 

5.21 

Safe 

Charanwasi 

0804000600651500 

0.11 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chhabri Khari 

0804000600651000 

0.11 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.003 

192.37 

Over Exploited 



0.11 

0.39 

- 

0.39 

- 

0.39 

0.04 

0.30 

0.06 

- 

- 

- 

- 

- 

0.064 

0.457 

0.046 

0.412 

0.051 

12.47 

Safe 

Chhabri Meethi 

0804000600650400 

0.11 

0.22 

- 

0.22 

- 

0.22 

0.04 

0.27 

0.04 

- 

- 

- 

- 

- 

0.036 

0.256 

0.026 

0.231 

0.031 

13.45 

Safe 

Chhajoosar 

0804000300621700 

0.12 

0.05 

(31.07) 

0.04 

- 

0.04 

0.02 

0.12 

0.01 

- 

- 

- 

- 

- 

0.008 

0.048 

0.002 

0.046 

0.010 

22.14 

Safe 

Chhajusar 

0804000400629000 

0.08 

0.07 

- 

0.07 

- 

0.07 

0.03 

0.20 

0.01 

- 

- 

- 

- 

- 

0.012 

0.082 

0.008 

0.074 

0.031 

41.69 

Safe 

Chhotriya 

0804000600642900 

0.11 

0.07 

- 

0.07 

- 

0.07 

0.03 

0.19 

0.01 

- 

- 

- 

- 

- 

0.011 

0.076 

0.008 

0.069 

0.013 

19.13 

Safe 

Dagra 

0813000201671400 

0.12 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.14 

0.00 

- 

- 

- 

- 

- 

0.004 

0.027 

0.003 

0.024 

0.028 

114.87 

Over Exploited 

Dandoosar 

0804000300618700 

0.12 

0.18 

(98.59) 

0.15 

- 

0.15 

0.04 

0.30 

0.03 

- 

- 

- 

- 

- 

0.031 

0.178 

0.009 

0.169 

0.013 

7.55 

Safe 

Dantru 

0813000101667800 

0.12 

0.81 

- 

0.81 

- 

0.81 

0.06 

0.42 

0.14 

0.0100 

- 

- 

- 

0.010 

0.146 

0.959 

0.096 

0.863 

0.287 

33.25 

Safe 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Dantujala 

0813000201675900 

0.11 

0.08 

- 

0.08 

- 

0.08 

0.04 

0.23 

0.02 

0.0100 

- 

- 

- 

0.010 

0.026 

0.109 

0.011 

0.098 

0.225 

228.73 

Over Exploited 

Daudsar 

0804000600643300 

0.11 

1.81 

- 

1.81 

0.01 

1.82 

0.06 

0.40 

0.30 

0.0300 

- 

- 

- 

0.030 

0.330 

2.152 

0.215 

1.937 

0.961 

49.62 

Safe 

Deenarpura 

0813000101666400 

0.12 

0.06 

- 

0.06 

- 

0.06 

0.02 

0.16 

0.01 

- 

- 

- 

- 

- 

0.010 

0.074 

0.007 

0.066 

0.074 

111.49 

Over Exploited 

Deepsar 

0804000600652000 

0.11 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.004 

0.032 

0.003 

0.028 

0.010 

35.63 

Safe 

Deewanji Ka Bas 

0813000201677200 

0.11 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Degan 

0804000300619900 

0.08 

0.31 

(74.76) 

0.25 

- 

0.25 

0.05 

0.33 

0.05 

0.0100 

- 

- 

- 

0.010 

0.064 

0.316 

0.016 

0.300 

0.171 

56.88 

Safe 

Derajsar 

0804000300621100 

0.12 

0.17 

(87.97) 

0.13 

- 

0.13 

0.02 

0.16 

0.03 

- 

- 

- 

- 

- 

0.028 

0.162 

0.008 

0.154 

0.015 

9.99 

Safe 



0.12 

0.39 

(92.87) 

0.31 

- 

0.31 

0.03 

0.24 

0.07 

- 

- 

- 

- 

- 

0.065 

0.375 

0.019 

0.356 

0.023 

6.56 

Safe 

Dhadhariya Baneerot 

0804000400624300 

0.08 

0.49 

- 

0.49 

- 

0.49 

0.06 

0.39 

0.08 

- 

- 

- 

- 

- 

0.081 

0.568 

0.057 

0.511 

0.045 

8.80 

Safe 

Dhadhariya Charnan 

0804000400624400 

0.08 

0.41 

- 

0.41 

- 

0.41 

0.06 

0.39 

0.07 

- 

- 

- 

- 

- 

0.069 

0.482 

0.048 

0.434 

0.063 

14.57 

Safe 

Dhanani 

0813000201677300 

0.11 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.001 

0.007 

0.015 

207.24 

Over Exploited 

Dhani Baijnath 

0813000101662400 

0.12 

0.03 

(66.21) 

0.02 

- 

0.02 

0.03 

0.21 

0.00 

- 

- 

- 

- 

- 

0.005 

0.029 

0.001 

0.027 

0.037 

137.60 

Over Exploited 

Dhani Charan 

0813000201676900 

0.11 

0.01 

- 

0.01 

- 

0.01 

0.03 

0.17 

0.00 

- 

- 

- 

- 

- 

0.002 

0.016 

0.002 

0.014 

0.016 

108.51 

Over Exploited 

Dhani Charnan 

0804000300613300 

0.12 

0.01 

(96.33) 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.001 

25.51 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Dhani Degan 

080400030061980C 

8.671 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.788 

0.13 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.003 

0.07 

0.12 







Non-command 

Vindhyan Sandstone 

6.882 

0.13 

0.040 

0.04 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.15 

0.010 

0.27 

0.47 


Dhani Doodgir 

0804000300612400 

8.543 

Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

1.389 

0.01 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.05 

0.09 


Dhani Kalera 

0804000300614600 

6.015 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.015 

-0.09 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.009 

0.28 

0.60 


Dhani Pachera 

0804000300612200 

14.818 

Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

7.644 

0.10 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.011 

0.17 

0.29 


Dhani Ridmal 

0813000101667300 

3.467 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.467 

-0.07 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.019 

0.35 

0.62 


Dhani Suhana 

0804000300614200 

8.782 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

8.782 

-0.23 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.013 

0.29 

0.58 


Dhani Teeba 

0813000201671300 

1.174 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.057 

-0.17 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 


Dheerasar Beekan 

0804000400627900 

5.453 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.453 

-0.07 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.014 

0.34 

0.58 


Dheerasar Charnan 

0804000400627700 

12.819 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.819 

-0.14 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.032 

0.34 

0.59 


Dheerasar Shekhawat 

0804000400627800 

7.057 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.057 

-0.07 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.017 

0.34 

0.58 


Dhodhliya 

0804000400627600 

24.257 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.120 

-0.06 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.028 

0.15 

0.27 





Saline 

Non-command 

Non-command 

Older Alluvium 

13.136 

-0.06 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.033 

0.18 

0.31 


Dudhwa Meetha 

0804000400624600 

23.706 

Saline 

Non-command 

Non-command 

Older Alluvium 

11.717 

0.22 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.10 

0.02 

0.029 

0.16 

0.28 


Dulrasar 

0804000300619700 

16.193 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.506 

0.04 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.008 

0.11 

0.20 







Non-command 

Vindhyan Sandstone 

10.687 

0.04 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.016 

0.22 

0.39 


Fransa 

0804000600651700 

8.159 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.757 

-0.14 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.08 

0.13 


Gajoosar 

0804000300613600 

11.814 

Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

11.814 

-0.14 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.017 

0.32 

0.56 


Ghadsisar 

0804000300610200 

67.815 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.338 

-0.01 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.01 

0.02 


Ghumanda 

0804000600648900 

10.771 

Saline 

Non-command 

Non-command 

Older Alluvium 

10.641 

0.22 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.13 

0.00 

0.039 

0.34 

0.60 


Girgichiya 

0804000300614100 

39.771 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

39.771 

-0.18 

0.100 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.058 

0.31 

0.58 


Gogasar 

0804000600644300 

9.103 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.103 

-0.12 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.033 

0.34 

0.59 


Golsar 

0804000600644400 

27.446 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.773 

-0.12 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.036 

0.12 

0.21 


Gomtiya 

0804000300616400 

8.267 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.153 

-0.23 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 







Non-command 

Younger Alluvium 

8.114 

-0.23 

0.100 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.012 

0.30 

0.60 


Gorisar 

0804000600643800 

29.393 

Fresh 

Non-command 

Non-command 

Older Alluvium 

24.341 

0.00 

0.090 

0.08 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.22 

0.089 

0.29 

0.50 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.727 

0.00 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.01 

0.01 


Gusainsar 

0804000600649000 

13.862 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.393 

0.08 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.01 

0.027 

0.19 

0.33 


Halasar 

0804000300608900 

25.425 

Fresh 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

18.437 

-0.01 

0.100 

0.03 

0.00 

0.03 

0.04 

0.00 

0.00 

0.00 

0.07 

0.027 

0.20 

0.41 






Non-command 

Non-command 

Younger Alluvium 

0.534 

-0.01 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 





Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.462 

-0.01 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 


Hamoosar 

0804000600642700 

20.890 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.468 

-0.45 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.01 







Non-command 

Vindhyan Sandstone 

0.158 

-0.45 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 


Hansasar 

0804000600644500 

16.047 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.329 

-0.24 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.023 

0.14 

0.23 


Hanumanpura 

0804000600643500 

5.008 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.899 

-0.10 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.018 

0.33 

0.58 


Har Desar 

0804000600650500 

14.599 

Saline 

Non-command 

Non-command 

Older Alluvium 

14.599 

-0.10 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.053 

0.35 

0.61 


Hardesar 

0804000300608600 

47.409 

Fresh 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

1.388 

0.01 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.02 





Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

41.321 

0.01 

0.100 

0.02 

0.00 

0.06 

0.08 

0.00 

-0.07 

-0.03 

0.02 

0.061 

0.23 

0.45 


Haripura 

0804000600648000 

1.243 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.243 

0.25 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.005 

0.35 

0.61 


Hariyasar Gharsotan 

0804000300614000 

24.871 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

8.428 

-0.38 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.012 

0.11 

0.20 







Non-command 

Younger Alluvium 

5.845 

-0.38 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.009 

0.07 

0.14 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

10.598 

-0.38 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.016 

0.14 

0.25 


Hariyasar Jatan 

0804000300618600 

8.217 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.120 

-0.16 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.012 

0.33 

0.57 


Harpalsar 

0804000300617500 

13.460 

Saline 

Non-command 

Non-command 

Older Alluvium 

12.993 

-0.28 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.019 

0.32 

0.56 







Non-command 

Vindhyan Sandstone 

0.467 

-0.28 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 


Hirajsar 

0804000300614800 

11.385 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.806 

-0.09 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.010 

0.17 

0.37 


Hudera 

0813000101665900 

8.279 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.110 

0.05 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.13 

0.033 

0.26 

0.46 


Jaisangsar 

0804000300617900 

37.684 

Saline 

Non-command 

Non-command 

Older Alluvium 

29.915 

-0.18 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.044 

0.26 

0.46 


Jajod 

0813000201676800 

21.729 

Fresh 

Non-command 

Non-command 

Older Alluvium 

19.183 

-0.04 

0.080 

0.13 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.129 

0.32 

0.55 


Jaleu Bari 

0804000600647800 

16.688 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.008 

-0.18 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jaleu Chhoti 

0804000600643900 

4.275 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.172 

-0.21 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.008 

0.18 

0.31 


Jalpan Garbi 

0804000300613100 

4.019 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.682 

-0.03 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.14 

0.24 


Jandwa 

0804000600648600 

12.410 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.686 

0.00 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.02 

0.03 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.209 

0.00 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.03 

0.06 


Jasasar 

0804000400628000 

28.206 

Fresh 

Non-command 

Non-command 

Older Alluvium 

28.206 

-0.06 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.070 

0.34 

0.58 


Jasrasar 

0804000400628200 

36.404 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.700 

0.12 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.09 

0.029 

0.11 

0.18 





Saline 

Non-command 

Non-command 

Older Alluvium 

14.445 

0.12 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.06 

0.036 

0.13 

0.23 


Jeewan Desar 

0804000300617400 

20.562 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.680 

-0.17 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.010 

0.11 

0.19 







Non-command 

Vindhyan Sandstone 

12.608 

-0.17 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.019 

0.20 

0.36 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

1.274 

-0.17 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.02 

0.04 


Jethwan Ka Bas 

0813000101667700 

5.196 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.196 

-0.13 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.028 

0.36 

0.62 


Jetsi Sariya 

0804000300612100 

11.133 

Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

11.133 

0.00 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.016 

0.32 

0.56 


Juharpura 

0804000400628500 

5.714 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.705 

-0.10 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.012 

0.28 

0.48 


Kadiya 

0804000600650900 

15.809 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.040 

-0.06 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

15.769 

-0.06 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.057 

0.35 

0.62 


Kaklasar 

0804000300621600 

7.575 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.918 

0.10 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.01 

0.009 

0.26 

0.45 


Kaloosar 

0804000300618900 

8.102 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.201 

-0.22 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Vindhyan Sandstone 

0.113 

-0.22 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Dhani Degan 

080400030061980C 

0.12 

0.01 

7.06 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.003 

0.019 

0.001 

0.018 

0.039 

219.48 

Over Exploited 



0.08 

0.15 

(71.07) 

0.12 

- 

0.12 

0.05 

0.31 

0.02 

0.0100 

- 

- 

- 

0.010 

0.035 

0.153 

0.008 

0.145 

0.160 

110.15 

Over Exploited 

Dhani Doodgir 

0804000300612400 

0.08 

0.01 

(92.83) 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.005 

0.002 

39.04 

Safe 

Dhani Kalera 

0804000300614600 

0.15 

0.26 

- 

0.26 

0.00 

0.26 

0.06 

0.34 

0.05 

0.0100 

- 

- 

0.001 

0.011 

0.063 

0.319 

0.032 

0.287 

0.173 

60.12 

Safe 

Dhani Pachera 

0804000300612200 

0.08 

0.10 

(82.58) 

0.08 

- 

0.08 

0.03 

0.20 

0.02 

- 

- 

- 

- 

- 

0.018 

0.099 

0.005 

0.094 

0.015 

16.13 

Safe 

Dhani Ridmal 

0813000101667300 

0.12 

0.15 

- 

0.15 

- 

0.15 

0.06 

0.41 

0.02 

- 

- 

- 

- 

- 

0.024 

0.172 

0.017 

0.155 

0.047 

30.30 

Safe 

Dhani Suhana 

0804000300614200 

0.15 

0.39 

- 

0.39 

- 

0.39 

0.06 

0.35 

0.08 

- 

- 

- 

- 

- 

0.075 

0.464 

0.046 

0.418 

0.033 

7.88 

Safe 

Dhani Teeba 

0813000201671300 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dheerasar Beekan 

0804000400627900 

0.08 

0.15 

- 

0.15 

- 

0.15 

0.06 

0.39 

0.02 

- 

- 

- 

- 

- 

0.025 

0.172 

0.017 

0.155 

0.032 

20.37 

Safe 

Dheerasar Charnan 

0804000400627700 

0.08 

0.35 

- 

0.35 

- 

0.35 

0.06 

0.40 

0.06 

- 

- 

- 

- 

- 

0.058 

0.406 

0.041 

0.365 

0.158 

43.19 

Safe 

Dheerasar Shekhawat 

0804000400627800 

0.08 

0.19 

- 

0.19 

- 

0.19 

0.06 

0.39 

0.03 

- 

- 

- 

- 

- 

0.032 

0.223 

0.022 

0.200 

0.143 

71.58 

Semi Critical 

Dhodhliya 

0804000400627600 

0.08 

0.14 

- 

0.14 

- 

0.14 

0.03 

0.18 

0.02 

- 

- 

- 

- 

- 

0.023 

0.160 

0.016 

0.144 

0.046 

31.61 

Safe 



0.08 

0.19 

- 

0.19 

- 

0.19 

0.03 

0.21 

0.03 

- 

- 

- 

- 

- 

0.032 

0.223 

0.022 

0.201 

0.045 

22.16 

Safe 

Dudhwa Meetha 

0804000400624600 

0.08 

0.15 

(33.50) 

0.12 

- 

0.12 

0.03 

0.19 

0.03 

- 

- 

- 

- 

- 

0.026 

0.149 

0.007 

0.142 

0.053 

37.37 

Safe 

Dulrasar 

0804000300619700 

0.12 

0.08 

(79.06) 

0.06 

- 

0.06 

0.02 

0.13 

0.01 

- 

- 

- 

- 

- 

0.013 

0.073 

0.004 

0.070 

0.022 

31.78 

Safe 



0.08 

0.19 

(91.82) 

0.15 

- 

0.15 

0.04 

0.26 

0.03 

- 

- 

- 

- 

- 

0.032 

0.184 

0.009 

0.175 

0.038 

21.60 

Safe 

Fransa 

0804000600651700 

0.11 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.002 

0.017 

0.002 

0.015 

0.006 

41.56 

Safe 

Gajoosar 

0804000300613600 

0.08 

0.30 

- 

0.30 

- 

0.30 

0.06 

0.38 

0.05 

- 

- 

- 

- 

- 

0.054 

0.357 

0.036 

0.321 

0.021 

6.65 

Safe 

Ghadsisar 

0804000300610200 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.003 

0.003 

100.30 

Over Exploited 

Ghumanda 

0804000600648900 

0.11 

0.40 

(68.73) 

0.32 

- 

0.32 

0.06 

0.40 

0.07 

- 

- 

- 

- 

- 

0.066 

0.388 

0.019 

0.369 

0.043 

11.60 

Safe 

Girgichiya 

0804000300614100 

0.15 

1.82 

- 

1.82 

- 

1.82 

0.06 

0.36 

0.34 

0.0100 

- 

- 

- 

0.010 

0.351 

2.171 

0.217 

1.954 

0.394 

20.19 

Safe 

Gogasar 

0804000600644300 

0.11 

0.34 

- 

0.34 

- 

0.34 

0.06 

0.40 

0.06 

- 

- 

- 

- 

- 

0.057 

0.400 

0.040 

0.360 

0.099 

27.54 

Safe 

Golsar 

0804000600644400 

0.11 

0.13 

- 

0.13 

- 

0.13 

0.02 

0.14 

0.02 

- 

- 

- 

- 

- 

0.022 

0.154 

0.015 

0.138 

0.091 

65.44 

Safe 

Gomtiya 

0804000300616400 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.013 

11,908.69 

Over Exploited 



0.15 

0.37 

- 

0.37 

0.01 

0.38 

0.06 

0.36 

0.07 

0.0200 

- 

- 

- 

0.020 

0.088 

0.467 

0.047 

0.420 

0.421 

100.22 

Over Exploited 

Gorisar 

0804000600643800 

0.11 

0.76 

(93.90) 

0.61 

- 

0.61 

0.05 

0.33 

0.13 

0.0100 

- 

- 

- 

0.010 

0.136 

0.748 

0.037 

0.710 

0.312 

43.90 

Safe 



0.11 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.007 

1,062.88 

Over Exploited 

Gusainsar 

0804000600649000 

0.11 

0.15 

(75.24) 

0.12 

- 

0.12 

0.03 

0.22 

0.02 

- 

- 

- 

- 

- 

0.025 

0.146 

0.007 

0.139 

0.037 

26.62 

Safe 

Halasar 

0804000300608900 

0.15 

0.54 

- 

0.54 

0.06 

0.60 

0.04 

0.24 

0.11 

- 

0.0354 

0.0501 

- 

0.086 

0.199 

0.801 

0.080 

0.721 

0.098 

13.61 

Safe 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.001 

- 

Safe 



0.15 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0009 

0.0013 

- 

0.002 

0.002 

0.004 

0.000 

0.004 

0.001 

18.70 

Safe 

Hamoosar 

0804000600642700 

0.11 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

412.63 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Hansasar 

0804000600644500 

0.11 

0.09 

- 

0.09 

- 

0.09 

0.02 

0.16 

0.02 

- 

- 

- 

- 

- 

0.016 

0.110 

0.011 

0.099 

0.035 

35.40 

Safe 

Hanumanpura 

0804000600643500 

0.11 

0.18 

- 

0.18 

- 

0.18 

0.05 

0.39 

0.03 

- 

- 

- 

- 

- 

0.030 

0.208 

0.021 

0.187 

0.054 

28.73 

Safe 

Har Desar 

0804000600650500 

0.11 

0.56 

- 

0.56 

- 

0.56 

0.06 

0.41 

0.09 

- 

- 

- 

- 

- 

0.091 

0.656 

0.066 

0.590 

0.053 

9.02 

Safe 

Hardesar 

0804000300608600 

0.15 

0.00 

(193.80) 

0.00 

0.00 

0.01 

0.00 

0.01 

0.00 

- 

0.0027 

0.0038 

- 

0.006 

0.007 

0.013 

0.001 

0.012 

0.002 

17.05 

Safe 



0.15 

1.42 

(102.42) 

1.13 

0.14 

1.27 

0.05 

0.28 

0.30 

- 

0.0794 

0.1122 

- 

0.192 

0.493 

1.763 

0.088 

1.675 

0.079 

4.70 

Safe 

Haripura 

0804000600648000 

0.11 

0.05 

(66.99) 

0.04 

- 

0.04 

0.06 

0.40 

0.01 

- 

- 

- 

- 

- 

0.008 

0.046 

0.002 

0.043 

0.009 

19.62 

Safe 

Hariyasar Gharsotan 

0804000300614000 

0.08 

0.07 

- 

0.07 

- 

0.07 

0.02 

0.13 

0.01 

- 

- 

- 

- 

- 

0.013 

0.086 

0.009 

0.077 

0.034 

44.65 

Safe 



0.15 

0.07 

- 

0.07 

- 

0.07 

0.01 

0.09 

0.01 

- 

- 

- 

- 

- 

0.012 

0.077 

0.008 

0.069 

0.023 

32.53 

Safe 



0.08 

0.11 

- 

0.11 

- 

0.11 

0.02 

0.16 

0.02 

- 

- 

- 

- 

- 

0.021 

0.135 

0.014 

0.122 

0.034 

27.57 

Safe 

Hariyasar Jatan 

0804000300618600 

0.12 

0.32 

- 

0.32 

- 

0.32 

0.06 

0.39 

0.05 

- 

- 

- 

- 

- 

0.054 

0.376 

0.038 

0.339 

0.023 

6.77 

Safe 

Harpalsar 

0804000300617500 

0.12 

0.50 

- 

0.50 

- 

0.50 

0.05 

0.38 

0.09 

- 

- 

- 

- 

- 

0.086 

0.587 

0.059 

0.528 

0.026 

4.94 

Safe 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.001 

- 

Safe 

Hirajsar 

0804000300614800 

0.15 

0.17 

- 

0.17 

- 

0.17 

0.03 

0.20 

0.04 

- 

- 

- 

- 

- 

0.035 

0.206 

0.021 

0.186 

0.030 

16.17 

Safe 

Hudera 

0813000101665900 

0.12 

0.19 

(80.39) 

0.15 

- 

0.15 

0.04 

0.30 

0.03 

- 

- 

- 

- 

- 

0.030 

0.182 

0.009 

0.173 

0.162 

94.01 

Critical 

Jaisangsar 

0804000300617900 

0.12 

0.95 

- 

0.95 

- 

0.95 

0.05 

0.31 

0.16 

- 

- 

- 

- 

- 

0.162 

1.111 

0.111 

1.000 

0.051 

5.10 

Safe 

Jajod 

0813000201676800 

0.11 

0.68 

- 

0.68 

- 

0.68 

0.06 

0.38 

0.12 

0.0100 

- 

- 

- 

0.010 

0.132 

0.813 

0.081 

0.732 

0.461 

62.94 

Safe 

Jaleu Bari 

0804000600647800 

0.11 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jaleu Chhoti 

0804000600643900 

0.11 

0.04 

- 

0.04 

- 

0.04 

0.03 

0.20 

0.01 

- 

- 

- 

- 

- 

0.007 

0.049 

0.005 

0.044 

0.049 

111.07 

Over Exploited 

Jalpan Garbi 

0804000300613100 

0.12 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.16 

0.00 

- 

- 

- 

- 

- 

0.005 

0.033 

0.003 

0.030 

0.002 

8.36 

Safe 

Jandwa 

0804000600648600 

0.11 

0.00 

(93.07) 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.003 

189.84 

Over Exploited 



0.11 

0.00 

(97.77) 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.004 

107.74 

Over Exploited 

Jasasar 

0804000400628000 

0.08 

0.76 

- 

0.76 

- 

0.76 

0.06 

0.39 

0.13 

- 

- 

- 

- 

- 

0.127 

0.887 

0.089 

0.799 

0.106 

13.26 

Safe 

Jasrasar 

0804000400628200 

0.08 

0.10 

(35.22) 

0.08 

- 

0.08 

0.02 

0.13 

0.02 

- 

- 

- 

- 

- 

0.017 

0.097 

0.005 

0.092 

0.114 

123.46 

Over Exploited 



0.08 

0.15 

(50.26) 

0.12 

- 

0.12 

0.02 

0.15 

0.03 

- 

- 

- 

- 

- 

0.026 

0.148 

0.007 

0.141 

0.092 

65.22 

Safe 

Jeewan Desar 

0804000300617400 

0.12 

0.09 

- 

0.09 

- 

0.09 

0.02 

0.13 

0.01 

- 

- 

- 

- 

- 

0.015 

0.102 

0.010 

0.091 

0.032 

34.78 

Safe 



0.08 

0.21 

- 

0.21 

- 

0.21 

0.03 

0.24 

0.04 

- 

- 

- 

- 

- 

0.035 

0.241 

0.024 

0.217 

0.061 

27.86 

Safe 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.002 

84.41 

Semi Critical 

Jethwan Ka Bas 

0813000101667700 

0.12 

0.22 

- 

0.22 

- 

0.22 

0.06 

0.42 

0.04 

- 

- 

- 

- 

- 

0.038 

0.262 

0.026 

0.236 

0.078 

33.27 

Safe 

Jetsi Sariya 

0804000300612100 

0.08 

0.28 

(97.74) 

0.23 

- 

0.23 

0.06 

0.38 

0.05 

- 

- 

- 

- 

- 

0.051 

0.278 

0.014 

0.264 

0.016 

6.19 

Safe 

Juharpura 

0804000400628500 

0.08 

0.10 

- 

0.10 

- 

0.10 

0.05 

0.32 

0.02 

- 

- 

- 

- 

- 

0.017 

0.122 

0.012 

0.110 

0.012 

10.63 

Safe 

Kadiya 

0804000600650900 

0.11 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.11 

0.61 

- 

0.61 

- 

0.61 

0.06 

0.41 

0.10 

- 

- 

- 

- 

- 

0.098 

0.707 

0.071 

0.636 

0.057 

9.03 

Safe 

Kaklasar 

0804000300621600 

0.12 

0.19 

(81.52) 

0.15 

- 

0.15 

0.04 

0.31 

0.03 

- 

- 

- 

- 

- 

0.031 

0.180 

0.009 

0.171 

0.023 

13.30 

Safe 

Kaloosar 

0804000300618900 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 





Saline 

Non-command 

Non-command 

Older Alluvium 

6.524 

-0.22 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.010 

0.27 

0.47 







Non-command 

Vindhyan Sandstone 

1.265 

-0.22 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.05 

0.09 


Kalyanpura 

081300010166250C 

7.284 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.030 

0.14 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.006 

0.05 

0.09 


Kalyanpura Bidawata 

0804000300617100 

23.205 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.293 

0.01 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 







Non-command 

Vindhyan Sandstone 

22.912 

0.01 

0.040 

0.04 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.11 

0.034 

0.32 

0.58 


Kalyanpura Purohita 

0804000300619500 

18.593 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

18.593 

0.02 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.027 

0.33 

0.59 


Kamasar 

0804000300619100 

17.445 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.763 

-0.15 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.07 

0.13 







Non-command 

Vindhyan Sandstone 

0.051 

-0.15 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

13.631 

-0.15 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.020 

0.26 

0.46 


Kanarwas 

0804000300612500 

35.888 

Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

8.837 

0.07 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.013 

0.08 

0.13 


Kandlau 

0813000201670600 

9.448 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.446 

-0.01 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.052 

0.36 

0.62 


Kangar 

0804000600643200 

18.994 

Fresh 

Non-command 

Non-command 

Older Alluvium 

18.994 

-0.19 

0.090 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.55 

0.069 

0.34 

0.59 


Karanga Bara 

0813000101667200 

13.908 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.729 

-0.10 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.075 

0.35 

0.62 


Karanga Chhota 

0813000101667100 

11.851 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.531 

-0.17 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.041 

0.22 

0.40 


Khaliya Nau 

0813000201670700 

6.386 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.386 

-0.02 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.035 

0.36 

0.62 


Khariya 

0804000600648100 

6.888 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.881 

0.19 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.07 

0.00 

0.025 

0.35 

0.61 


Khariya Kaniram 

0804000700666900 

19.720 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.527 

-0.17 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.017 

0.08 

0.14 







Non-command 

Younger Alluvium 

9.425 

-0.17 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.036 

0.17 

0.29 


Kheenwansar 

0804000300621500 

5.006 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.006 

0.00 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.007 

0.33 

0.58 


Khejr Uttarada 

0804000300608400 

34.233 

Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

16.489 

-0.08 

0.040 

0.01 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.00 

0.024 

0.14 

0.25 







Command 

Younger Alluvium 

1.894 

-0.08 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.02 

0.03 






Non-command 

Non-command 

Vindhyan Sandstone 

15.450 

-0.08 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.023 

0.13 

0.24 


Khejra Dikhnada 

0804000300611300 

26.341 

Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

7.736 

0.00 

0.040 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.03 

-0.01 

0.00 

0.011 

0.09 

0.16 







Command 

Younger Alluvium 

4.549 

0.00 

0.100 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

-0.01 

0.00 

0.007 

0.05 

0.09 






Non-command 

Non-command 

Vindhyan Sandstone 

14.055 

0.00 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.021 

0.16 

0.29 


Kheri Dookiya 

0813000201676000 

9.732 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.905 

-0.36 

0.080 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.053 

0.30 

0.50 


Khileriya 

0804000300620500 

7.012 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.012 

-0.35 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.010 

0.34 

0.59 


Khudera Beekan 

0804000600648200 

7.935 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.935 

0.51 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.37 

0.21 

0.00 

0.029 

0.35 

0.61 


Khudera Bidawatan 

0804000600648400 

4.824 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.048 

0.22 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

4.776 

0.22 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.01 

0.017 

0.34 

0.60 


Khudera Charnan 

0804000600648300 

5.894 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.439 

0.42 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.002 

0.03 

0.05 





Saline 

Non-command 

Non-command 

Older Alluvium 

5.454 

0.42 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.12 

0.01 

0.020 

0.32 

0.56 


Khundiya 

0804000300610300 

6.869 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.212 

0.01 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.09 

0.21 


Khuri 

0804000700666400 

36.368 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.537 

-0.10 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.02 

0.02 


Kishanpura 

0813000101666300 

8.433 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.433 

-0.06 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.046 

0.35 

0.63 


Kunsisar 

0804000400624200 

21.964 

Saline 

Non-command 

Non-command 

Older Alluvium 

9.094 

-0.07 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.023 

0.14 

0.24 


Kusum Desar 

0804000600651600 

15.422 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.149 

-0.08 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.015 

0.10 

0.16 


Ladhasar 

0804000600644100 

25.440 

Fresh 

Non-command 

Non-command 

Older Alluvium 

18.010 

-0.15 

0.090 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.066 

0.24 

0.42 


Loonchh 

0804000600649400 

24.373 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.704 

-0.30 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.032 

0.13 

0.22 


Malaksar 

0804000300610900 

29.950 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.204 

-0.04 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.008 

0.05 

0.11 


Malasar 

0804000600643100 

23.235 

Fresh 

Non-command 

Non-command 

Older Alluvium 

23.235 

-0.14 

0.090 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.085 

0.34 

0.59 


Malpur 

0804000600647900 

11.007 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.896 

0.09 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.011 

0.09 

0.16 


Malsar 

0804000300611000 

67.519 

Fresh 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

5.204 

-0.14 

0.100 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.04 

0.008 

0.02 

0.04 






Non-command 

Non-command 

Younger Alluvium 

57.410 

-0.14 

0.100 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.42 

0.084 

0.24 

0.50 





Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

2.639 

-0.14 

0.100 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.02 

0.004 

0.01 

0.02 






Non-command 

Non-command 

Younger Alluvium 

2.242 

-0.14 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.003 

0.01 

0.02 


Malsi Bas 

0813000201676700 

3.484 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.484 

-0.05 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.023 

0.36 

0.62 


Mandela Bara 

0813000101666800 

9.146 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.658 

-0.33 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.004 

0.03 

0.05 


Mangasar 

0804000300620700 

12.080 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.054 

-0.02 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.018 

0.34 

0.59 







Non-command 

Vindhyan Sandstone 

0.027 

-0.02 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mardatoo Bari 

0813000101668000 

9.539 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.805 

-0.07 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.048 

0.33 

0.58 


Mardatoo Chhoti 

0813000101667900 

5.805 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.265 

-0.07 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.029 

0.32 

0.57 


Meghsar 

0804000400629600 

8.562 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.129 

-0.08 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Mehrasar Chachera 

0804000300619300 

11.988 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.727 

-0.20 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.08 

0.13 







Non-command 

Vindhyan Sandstone 

9.261 

-0.20 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.014 

0.26 

0.46 


Mehrasar Chhanna 

0804000300614700 

12.314 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.926 

-0.08 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.009 

0.13 

0.30 


Meloosar 

0804000600643000 

22.476 

Fresh 

Non-command 

Non-command 

Older Alluvium 

22.476 

-0.19 

0.090 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.082 

0.34 

0.59 


Mitasar 

0804000300616500 

38.896 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

38.896 

0.12 

0.100 

0.11 

0.00 

0.00 

0.00 

0.00 

0.59 

0.29 

0.37 

0.057 

0.30 

0.61 


Moleesar Bara 

0804000400628600 

4.974 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.774 

-0.11 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.007 

0.19 

0.33 


Molisar Chhota 

0804000600648500 

13.240 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.345 

-0.01 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.016 

0.11 

0.20 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.042 

-0.01 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.007 

0.05 

0.09 


Nainasar 

0804000300618000 

9.064 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.770 

-0.08 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.008 

0.21 

0.37 


Nakrasar 

0804000400627500 

26.546 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.533 

0.00 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.036 

0.18 

0.32 





Saline 

Non-command 

Non-command 

Older Alluvium 

12.012 

0.00 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.030 

0.15 

0.26 


Nari 

0813000101665800 

13.536 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.001 

0.01 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Narsas 

0813000201677000 

12.728 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.003 

-0.12 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Naya Bas 

0813000101668300 

10.260 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.068 

-0.21 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nyama 

0804000700667000 

19.248 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

-0.09 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.12 

0.21 

- 

0.21 

- 

0.21 

0.05 

0.31 

0.04 

- 

- 

- 

- 

- 

0.036 

0.246 

0.025 

0.222 

0.014 

6.13 

Safe 



0.08 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.006 

0.002 

33.45 

Safe 

Kalyanpura 

0813000101662500 

0.12 

0.01 

7.77 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.007 

0.006 

78.13 

Semi Critical 

Kalyanpura Bidawata 

0804000300617100 

0.12 

0.00 

(31.66) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.60 

(95.57) 

0.48 

- 

0.48 

0.06 

0.38 

0.10 

- 

- 

- 

- 

- 

0.103 

0.580 

0.029 

0.551 

0.142 

25.72 

Safe 

Kalyanpura Purohita 

0804000300619500 

0.08 

0.50 

(96.89) 

0.40 

- 

0.40 

0.06 

0.39 

0.08 

- 

- 

- 

- 

- 

0.085 

0.482 

0.024 

0.457 

0.049 

10.78 

Safe 

Kamasar 

0804000300619100 

0.12 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.08 

0.01 

- 

- 

- 

- 

- 

0.006 

0.038 

0.004 

0.034 

0.006 

16.09 

Safe 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.43 

- 

0.43 

- 

0.43 

0.04 

0.31 

0.07 

- 

- 

- 

- 

- 

0.072 

0.501 

0.050 

0.451 

0.027 

6.00 

Safe 

Kanarwas 

0804000300612500 

0.08 

0.06 

(74.26) 

0.04 

- 

0.04 

0.01 

0.09 

0.01 

- 

- 

- 

- 

- 

0.010 

0.054 

0.003 

0.052 

0.013 

25.08 

Safe 

Kandlau 

0813000201670600 

0.12 

0.41 

- 

0.41 

- 

0.41 

0.06 

0.42 

0.07 

- 

- 

- 

- 

- 

0.071 

0.481 

0.048 

0.433 

0.182 

41.91 

Safe 

Kangar 

0804000600643200 

0.11 

0.71 

- 

0.71 

0.01 

0.72 

0.06 

0.40 

0.12 

0.0200 

- 

- 

- 

0.020 

0.138 

0.862 

0.086 

0.775 

0.620 

79.99 

Semi Critical 

Karanga Bara 

0813000101667200 

0.12 

0.57 

- 

0.57 

- 

0.57 

0.06 

0.41 

0.09 

0.0100 

- 

- 

- 

0.010 

0.104 

0.678 

0.068 

0.610 

0.298 

48.82 

Safe 

Karanga Chhota 

0813000101667100 

0.12 

0.20 

- 

0.20 

- 

0.20 

0.04 

0.26 

0.03 

- 

- 

- 

- 

- 

0.032 

0.234 

0.023 

0.211 

0.136 

64.53 

Safe 

Khaliya Nau 

0813000201670700 

0.12 

0.28 

- 

0.28 

- 

0.28 

0.06 

0.42 

0.05 

- 

- 

- 

- 

- 

0.048 

0.324 

0.032 

0.291 

0.092 

31.51 

Safe 

Khariya 

0804000600648100 

0.11 

0.26 

(72.19) 

0.21 

- 

0.21 

0.06 

0.40 

0.04 

- 

- 

- 

- 

- 

0.043 

0.252 

0.013 

0.240 

0.029 

12.13 

Safe 

Khariya Kaniram 

0804000700666900 

0.20 

0.07 

- 

0.07 

- 

0.07 

0.01 

0.10 

0.01 

- 

- 

- 

- 

- 

0.012 

0.087 

0.009 

0.078 

0.017 

21.97 

Safe 



0.22 

0.36 

- 

0.36 

- 

0.36 

0.03 

0.20 

0.06 

- 

- 

- 

- 

- 

0.059 

0.416 

0.042 

0.374 

0.047 

12.53 

Safe 

Kheenwansar 

0804000300621500 

0.12 

0.20 

(96.92) 

0.16 

- 

0.16 

0.06 

0.39 

0.03 

- 

- 

- 

- 

- 

0.034 

0.195 

0.010 

0.185 

0.030 

16.40 

Safe 

Khejr Uttarada 

0804000300608400 

0.08 

0.19 

- 

0.19 

0.05 

0.24 

0.03 

0.17 

0.04 

- 

0.0317 

0.0448 

- 

0.077 

0.113 

0.355 

0.036 

0.320 

0.024 

7.58 

Safe 



0.15 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0036 

0.0051 

- 

0.009 

0.010 

0.021 

0.002 

0.019 

0.003 

15.02 

Safe 



0.08 

0.16 

- 

0.16 

- 

0.16 

0.03 

0.16 

0.03 

- 

- 

- 

- 

- 

0.032 

0.197 

0.020 

0.177 

0.023 

12.81 

Safe 

Khejra Dikhnada 

0804000300611300 

0.08 

0.05 

(126.20) 

0.04 

0.03 

0.07 

0.02 

0.11 

0.01 

- 

0.0149 

0.0210 

- 

0.036 

0.046 

0.116 

0.006 

0.110 

0.011 

10.33 

Safe 



0.15 

0.04 

(123.57) 

0.03 

0.01 

0.04 

0.01 

0.06 

0.01 

- 

0.0087 

0.0124 

- 

0.021 

0.028 

0.071 

0.004 

0.068 

0.007 

9.86 

Safe 



0.08 

0.18 

(96.80) 

0.15 

- 

0.15 

0.03 

0.19 

0.03 

- 

- 

- 

- 

- 

0.034 

0.180 

0.009 

0.171 

0.025 

14.45 

Safe 

Kheri Dookiya 

0813000201676000 

0.11 

0.26 

- 

0.26 

- 

0.26 

0.06 

0.35 

0.05 

0.0100 

- 

- 

- 

0.010 

0.059 

0.318 

0.032 

0.287 

0.395 

137.80 

Over Exploited 

Khileriya 

0804000300620500 

0.12 

0.29 

- 

0.29 

- 

0.29 

0.06 

0.40 

0.05 

- 

- 

- 

- 

- 

0.048 

0.335 

0.033 

0.301 

0.047 

15.70 

Safe 

Khudera Beekan 

0804000600648200 

0.11 

0.30 

(29.95) 

0.24 

- 

0.24 

0.06 

0.40 

0.05 

- 

- 

- 

- 

- 

0.049 

0.292 

0.015 

0.277 

0.033 

11.88 

Safe 

Khudera Bidawatan 

0804000600648400 

0.11 

0.00 

2,685.66 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.11 

0.18 

(67.45) 

0.14 

- 

0.14 

0.06 

0.40 

0.03 

- 

- 

- 

- 

- 

0.029 

0.173 

0.009 

0.164 

0.024 

14.87 

Safe 

Khudera Charnan 

0804000600648300 

0.11 

0.00 

660.54 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.002 

99.10 

Critical 



0.11 

0.19 

(35.98) 

0.15 

- 

0.15 

0.05 

0.37 

0.03 

- 

- 

- 

- 

- 

0.031 

0.185 

0.009 

0.176 

0.031 

17.56 

Safe 

Khundiya 

0804000300610300 

0.15 

0.03 

(95.51) 

0.02 

- 

0.02 

0.02 

0.11 

0.01 

- 

- 

- 

- 

- 

0.006 

0.029 

0.001 

0.028 

0.003 

11.67 

Safe 

Khuri 

0804000700666400 

0.22 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.005 

0.006 

110.11 

Over Exploited 

Kishanpura 

0813000101666300 

0.12 

0.36 

- 

0.36 

- 

0.36 

0.06 

0.41 

0.06 

- 

- 

- 

- 

- 

0.057 

0.413 

0.041 

0.372 

0.145 

38.97 

Safe 

Kunsisar 

0804000400624200 

0.08 

0.10 

- 

0.10 

- 

0.10 

0.02 

0.16 

0.02 

- 

- 

- 

- 

- 

0.017 

0.118 

0.012 

0.106 

0.023 

21.30 

Safe 

Kusum Desar 

0804000600651600 

0.11 

0.04 

- 

0.04 

- 

0.04 

0.02 

0.11 

0.01 

- 

- 

- 

- 

- 

0.007 

0.050 

0.005 

0.045 

0.015 

33.30 

Safe 

Ladhasar 

0804000600644100 

0.11 

0.48 

- 

0.48 

- 

0.48 

0.04 

0.28 

0.08 

0.0100 

- 

- 

- 

0.010 

0.090 

0.574 

0.057 

0.516 

0.203 

39.25 

Safe 

Loonchh 

0804000600649400 

0.11 

0.12 

- 

0.12 

- 

0.12 

0.02 

0.15 

0.02 

- 

- 

- 

- 

- 

0.019 

0.140 

0.014 

0.126 

0.038 

30.02 

Safe 

Malaksar 

0804000300610900 

0.15 

0.04 

- 

0.04 

- 

0.04 

0.01 

0.06 

0.01 

- 

- 

- 

- 

- 

0.008 

0.044 

0.004 

0.039 

0.074 

186.52 

Over Exploited 

Malasar 

0804000600643100 

0.11 

0.87 

- 

0.87 

- 

0.87 

0.06 

0.40 

0.15 

0.0100 

- 

- 

- 

0.010 

0.155 

1.027 

0.103 

0.924 

0.383 

41.42 

Safe 

Malpur 

0804000600647900 

0.11 

0.03 

(34.80) 

0.02 

- 

0.02 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.005 

0.028 

0.001 

0.027 

0.021 

77.10 

Semi Critical 

Malsar 

0804000300611000 

0.15 

0.02 

- 

0.02 

0.02 

0.03 

0.00 

0.03 

0.00 

- 

0.0100 

0.0141 

- 

0.024 

0.028 

0.062 

0.006 

0.056 

0.044 

78.55 

Semi Critical 



0.15 

2.08 

- 

2.08 

0.01 

2.09 

0.05 

0.29 

0.42 

0.0200 

- 

- 

- 

0.020 

0.439 

2.526 

0.253 

2.273 

0.505 

22.23 

Safe 



0.15 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0051 

0.0072 

- 

0.012 

0.013 

0.026 

0.003 

0.024 

0.022 

92.92 

Critical 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.003 

0.015 

446.47 

Over Exploited 

Malsi Bas 

0813000201676700 

0.11 

0.14 

- 

0.14 

- 

0.14 

0.06 

0.43 

0.02 

- 

- 

- 

- 

- 

0.025 

0.164 

0.016 

0.147 

0.089 

60.64 

Safe 

Mandela Bara 

0813000101666800 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.012 

559.65 

Over Exploited 

Mangasar 

0804000300620700 

0.12 

0.49 

- 

0.49 

- 

0.49 

0.06 

0.39 

0.08 

- 

- 

- 

- 

- 

0.082 

0.570 

0.057 

0.513 

0.058 

11.26 

Safe 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mardatoo Bari 

0813000101668000 

0.12 

0.35 

- 

0.35 

- 

0.35 

0.06 

0.39 

0.06 

0.0100 

- 

- 

- 

0.010 

0.069 

0.417 

0.042 

0.375 

0.203 

54.08 

Safe 

Mardatoo Chhoti 

0813000101667900 

0.12 

0.20 

- 

0.20 

- 

0.20 

0.05 

0.38 

0.03 

0.0100 

- 

- 

- 

0.010 

0.044 

0.247 

0.025 

0.223 

0.175 

78.49 

Semi Critical 

Meghsar 

0804000400629600 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mehrasar Chachera 

0804000300619300 

0.12 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.004 

0.029 

0.003 

0.026 

0.004 

15.27 

Safe 



0.08 

0.19 

- 

0.19 

- 

0.19 

0.04 

0.30 

0.03 

- 

- 

- 

- 

- 

0.033 

0.224 

0.022 

0.202 

0.021 

10.22 

Safe 

Mehrasar Chhanna 

0804000300614700 

0.15 

0.12 

- 

0.12 

- 

0.12 

0.03 

0.16 

0.02 

- 

- 

- 

- 

- 

0.025 

0.143 

0.014 

0.128 

0.016 

12.24 

Safe 

Meloosar 

0804000600643000 

0.11 

0.85 

- 

0.85 

- 

0.85 

0.06 

0.40 

0.14 

0.0100 

- 

- 

- 

0.010 

0.151 

0.997 

0.100 

0.897 

0.248 

27.63 

Safe 

Mitasar 

0804000300616500 

0.15 

1.75 

(83.37) 

1.40 

0.00 

1.40 

0.06 

0.36 

0.33 

0.0100 

- 

- 

0.001 

0.011 

0.345 

1.749 

0.087 

1.662 

0.422 

25.40 

Safe 

Moleesar Bara 

0804000400628600 

0.08 

0.04 

- 

0.04 

- 

0.04 

0.03 

0.22 

0.01 

- 

- 

- 

- 

- 

0.007 

0.049 

0.005 

0.044 

0.007 

15.64 

Safe 

Molisar Chhota 

0804000600648500 

0.11 

0.05 

- 

0.05 

- 

0.05 

0.02 

0.13 

0.01 

- 

- 

- 

- 

- 

0.009 

0.063 

0.006 

0.056 

0.022 

38.80 

Safe 



0.11 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.002 

0.014 

0.001 

0.012 

0.007 

59.87 

Safe 

Nainasar 

0804000300618000 

0.12 

0.15 

- 

0.15 

- 

0.15 

0.04 

0.25 

0.03 

- 

- 

- 

- 

- 

0.025 

0.172 

0.017 

0.154 

0.008 

5.49 

Safe 

Nakrasar 

0804000400627500 

0.08 

0.21 

(93.58) 

0.17 

- 

0.17 

0.03 

0.21 

0.04 

- 

- 

- 

- 

- 

0.036 

0.206 

0.010 

0.196 

0.067 

34.17 

Safe 



0.08 

0.15 

(94.86) 

0.12 

- 

0.12 

0.03 

0.18 

0.02 

- 

- 

- 

- 

- 

0.024 

0.141 

0.007 

0.134 

0.030 

22.21 

Safe 

Nari 

0813000101665800 

0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Narsas 

0813000201677000 

0.11 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Naya Bas 

0813000101668300 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nyama 

0804000700667000 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 





Saline 

Non-command 

Non-command 

Older Alluvium 

7.620 

-0.09 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.029 

0.14 

0.24 







Non-command 

Younger Alluvium 

0.147 

-0.09 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 


Pabusar 

080400060064280C 

22.885 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.797 

-0.46 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.036 

0.15 

0.25 







Non-command 

Vindhyan Sandstone 

9.367 

-0.46 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.034 

0.14 

0.24 


Phoga Sugharwas 

080400030061230C 

8.391 

Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

0.128 

0.09 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Phogabas Bharthari 

0804000300613500 

11.689 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.081 

0.08 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.002 

0.03 

0.05 







Non-command 

Vindhyan Sandstone 

6.353 

0.08 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.009 

0.18 

0.31 


Phogabas Hemran 

0804000300613400 

5.853 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.833 

0.04 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.003 

0.10 

0.18 







Non-command 

Vindhyan Sandstone 

0.951 

0.04 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.05 

0.09 


Phogabas Malwan 

0804000300613200 

2.680 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.415 

-0.02 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.30 

0.52 







Non-command 

Vindhyan Sandstone 

0.265 

-0.02 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.06 


Pichakarae Tal 

0804000300608300 

25.604 

Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

12.137 

-0.21 

0.040 

0.01 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.00 

0.018 

0.13 

0.23 







Command 

Younger Alluvium 

0.788 

-0.21 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Pichakarae Teeba 

0804000300608200 

7.855 

Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

4.814 

-0.12 

0.040 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.007 

0.17 

0.30 







Command 

Younger Alluvium 

3.041 

-0.12 

0.100 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.004 

0.11 

0.19 


Poonani 

0813000201677100 

4.258 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.002 

-0.01 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Poonusar 

0804000300610400 

19.743 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.477 

-0.04 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.008 

0.07 

0.18 


Poti 

0804000400628300 

13.461 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.002 

0.02 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.05 

0.09 


Pulasar 

0804000300618800 

11.293 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.836 

-0.21 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.04 







Non-command 

Vindhyan Sandstone 

0.022 

-0.21 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

10.435 

-0.21 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.015 

0.31 

0.54 


Punsisar 

0804000300613800 

11.326 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.451 

-0.20 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 







Non-command 

Vindhyan Sandstone 

10.875 

-0.20 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.016 

0.31 

0.55 


Rajas 

0813000201676500 

9.537 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.537 

-0.11 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.052 

0.36 

0.62 


Rajasar Beekan 

0804000300614900 

64.446 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

38.724 

-0.18 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.057 

0.17 

0.37 


Ramdeora 

0804000400627400 

7.080 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.080 

0.18 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.01 

0.018 

0.33 

0.57 


Rampura 

0813000101666100 

5.671 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.671 

-0.02 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.031 

0.35 

0.62 


Rampura Bas Jasrasa 

0804000400627300 

17.017 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.542 

0.18 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.009 

0.07 

0.12 


Ramsara Pariharan 

0804000300617200 

13.553 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.521 

-0.12 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 







Non-command 

Vindhyan Sandstone 

13.032 

-0.12 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.019 

0.32 

0.57 


Ramsisar 

0813000101659300 

25.362 

Fresh 

Non-command 

Non-command 

Older Alluvium 

20.707 

0.09 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.22 

0.12 

0.14 

0.113 

0.28 

0.51 


Ramsisar Bhedwaliya 

0804000300614400 

21.372 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

21.372 

-0.05 

0.100 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.58 

0.031 

0.29 

0.60 


Ramsisar Chainaniya 

0804000300614500 

8.583 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

8.583 

-0.10 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.013 

0.29 

0.61 


Ramsisar Chhajalniy 

0804000300614300 

14.650 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

14.650 

-0.10 

0.100 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.022 

0.29 

0.59 


Ranasar Beekan 

0804000300620800 

30.986 

Fresh 

Non-command 

Non-command 

Older Alluvium 

24.271 

0.00 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.036 

0.26 

0.46 







Non-command 

Vindhyan Sandstone 

6.716 

0.00 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.010 

0.07 

0.13 


Ransisar 

0804000300605100 

46.654 

Fresh 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.510 

-0.07 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.00 

0.01 


Ratangarh (M) 

0804000640407000 

58.664 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.019 

0.05 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 


Ratansara 

0804000600643600 

14.686 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.028 

0.05 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.03 

0.040 

0.26 

0.45 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.658 

0.05 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.013 

0.09 

0.15 


Raypuriya 

0804000400628100 

15.259 

Fresh 

Non-command 

Non-command 

Older Alluvium 

15.259 

-0.09 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.038 

0.34 

0.58 


Rekh Geedhasar 

0804000300607600 

8.381 

Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

5.783 

-0.24 

0.040 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.008 

0.20 

0.34 


Rooplisar 

0804000300620400 

22.704 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.003 

-0.11 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.010 

0.10 

0.18 







Non-command 

Vindhyan Sandstone 

15.634 

-0.11 

0.040 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.023 

0.23 

0.41 


Roroo Bari 

0813000201671100 

15.275 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.757 

-0.13 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.081 

0.35 

0.60 


Roroo Chhoti 

0813000201671000 

7.081 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.804 

-0.11 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.037 

0.35 

0.60 


Rosawa 

0813000101666200 

11.142 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.142 

-0.04 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.061 

0.35 

0.63 


Sadasar 

0804000300605400 

33.296 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.356 

0.02 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 


Sahabsar 

0813000101662800 

12.478 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.113 

0.07 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 


Sahnali Bari 

0804000400628900 

8.835 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.571 

-0.07 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.014 

0.21 

0.37 


Sahnali Chhoti 

0804000400628800 

10.170 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.585 

-0.08 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.03 


Sajansar 

0804000300617300 

19.198 

Fresh 

Non-command 

Non-command 

Older Alluvium 

19.198 

-0.08 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.028 

0.33 

0.59 


Sandan 

0804000700666800 

15.022 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.265 

-0.32 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 







Non-command 

Younger Alluvium 

9.941 

-0.32 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.038 

0.24 

0.40 


Sangasar 

0804000600650300 

12.783 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.008 

-0.50 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sardarshahar (M) 

0804000340403000 

41.022 

Fresh 

Non-command 

Non-command 

Older Alluvium 

32.764 

0.01 

0.080 

0.85 

0.00 

0.00 

0.00 

0.00 

0.87 

0.49 

0.33 

2.324 

0.26 

0.47 







Non-command 

Vindhyan Sandstone 

2.873 

0.01 

0.040 

0.08 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.04 

0.204 

0.02 

0.04 







Non-command 

Younger Alluvium 

1.313 

0.01 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.093 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.106 

0.01 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.008 

0.00 

0.00 







Non-command 

Vindhyan Sandstone 

3.965 

0.01 

0.040 

0.10 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.03 

0.281 

0.03 

0.06 


Sarsar 

0804000300621200 

25.235 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.520 

0.03 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.004 

0.03 

0.06 





Saline 

Non-command 

Non-command 

Older Alluvium 

22.716 

0.03 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.033 

0.30 

0.52 


Satra 

0804000400628400 

25.123 

Fresh 

Non-command 

Non-command 

Older Alluvium 

22.220 

-0.12 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.055 

0.30 

0.51 


Sawai Balwaniyan 

0804000300616900 

6.442 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.442 

0.01 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.009 

0.33 

0.59 


Sawai Bari 

0804000300617000 

14.756 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.342 

-0.04 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.020 

0.29 

0.54 







Non-command 

Vindhyan Sandstone 

1.410 

-0.04 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.03 

0.06 







Non-command 

Younger Alluvium 

0.004 

-0.04 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sawai Delana 

0804000300616700 

14.895 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.804 

0.31 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.30 

0.16 

0.23 

0.014 

0.21 

0.39 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.20 

0.22 

- 

0.22 

- 

0.22 

0.02 

0.17 

0.04 

- 

- 

- 

- 

- 

0.037 

0.255 

0.026 

0.230 

0.041 

17.85 

Safe 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Pabusar 

080400060064280C 

0.11 

0.16 

- 

0.16 

- 

0.16 

0.02 

0.17 

0.03 

- 

- 

- 

- 

- 

0.026 

0.184 

0.018 

0.165 

0.055 

33.10 

Safe 



0.08 

0.10 

- 

0.10 

- 

0.10 

0.02 

0.16 

0.02 

- 

- 

- 

- 

- 

0.017 

0.122 

0.012 

0.110 

0.050 

45.63 

Safe 

Phoga Sugharwas 

0804000300612300 

0.08 

0.00 

298.06 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Phogabas Bharthari 

0804000300613500 

0.12 

0.00 

7.17 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.002 

34.20 

Safe 



0.08 

0.09 

(86.14) 

0.07 

- 

0.07 

0.03 

0.21 

0.02 

- 

- 

- 

- 

- 

0.016 

0.088 

0.004 

0.084 

0.013 

15.95 

Safe 

Phogabas Hemran 

0804000300613400 

0.12 

0.02 

(83.21) 

0.02 

- 

0.02 

0.02 

0.12 

0.00 

- 

- 

- 

- 

- 

0.004 

0.022 

0.001 

0.021 

0.003 

12.86 

Safe 



0.08 

0.00 

(75.36) 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.001 

37.19 

Safe 

Phogabas Malwan 

0804000300613200 

0.12 

0.09 

- 

0.09 

- 

0.09 

0.05 

0.35 

0.01 

- 

- 

- 

- 

- 

0.015 

0.101 

0.010 

0.091 

0.004 

3.90 

Safe 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Pichakarae Tal 

0804000300608300 

0.08 

0.13 

- 

0.13 

0.04 

0.17 

0.03 

0.16 

0.03 

- 

0.0233 

0.0330 

- 

0.056 

0.082 

0.249 

0.025 

0.224 

0.018 

7.97 

Safe 



0.15 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0015 

0.0021 

- 

0.004 

0.004 

0.007 

0.001 

0.007 

0.001 

17.15 

Safe 

Pichakarae Teeba 

0804000300608200 

0.08 

0.06 

- 

0.06 

0.02 

0.08 

0.03 

0.20 

0.01 

- 

0.0093 

0.0131 

- 

0.022 

0.036 

0.116 

0.012 

0.104 

0.007 

6.77 

Safe 



0.15 

0.05 

- 

0.05 

0.01 

0.06 

0.02 

0.13 

0.01 

- 

0.0058 

0.0083 

- 

0.014 

0.024 

0.082 

0.008 

0.074 

0.004 

6.02 

Safe 

Poonani 

0813000201677100 

0.11 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Poonusar 

0804000300610400 

0.15 

0.06 

- 

0.06 

- 

0.06 

0.02 

0.09 

0.01 

- 

- 

- 

- 

- 

0.013 

0.074 

0.007 

0.067 

0.015 

22.54 

Safe 

Poti 

0804000400628300 

0.08 

0.01 

(82.40) 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.007 

0.005 

67.87 

Safe 

Pulasar 

0804000300618800 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.007 

276.38 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.39 

- 

0.39 

- 

0.39 

0.05 

0.36 

0.07 

- 

- 

- 

- 

- 

0.066 

0.453 

0.045 

0.408 

0.056 

13.82 

Safe 

Punsisar 

0804000300613800 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

- 

Safe 



0.08 

0.27 

- 

0.27 

- 

0.27 

0.05 

0.37 

0.05 

- 

- 

- 

- 

- 

0.048 

0.320 

0.032 

0.288 

0.038 

13.20 

Safe 

Rajas 

0813000201676500 

0.12 

0.42 

- 

0.42 

- 

0.42 

0.07 

0.43 

0.07 

0.0100 

- 

- 

- 

0.010 

0.085 

0.501 

0.050 

0.451 

0.275 

61.03 

Safe 

Rajasar Beekan 

0804000300614900 

0.15 

1.00 

- 

1.00 

- 

1.00 

0.03 

0.21 

0.20 

- 

- 

- 

- 

- 

0.200 

1.199 

0.120 

1.079 

0.145 

13.43 

Safe 

Ramdeora 

0804000400627400 

0.08 

0.19 

(72.89) 

0.15 

- 

0.15 

0.06 

0.39 

0.03 

- 

- 

- 

- 

- 

0.032 

0.183 

0.009 

0.174 

0.026 

14.69 

Safe 

Rampura 

0813000101666100 

0.12 

0.24 

- 

0.24 

- 

0.24 

0.06 

0.41 

0.04 

- 

- 

- 

- 

- 

0.039 

0.278 

0.028 

0.250 

0.050 

19.96 

Safe 

Rampura Bas Jasrasa 

0804000400627300 

0.08 

0.02 

11.46 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.003 

0.025 

0.001 

0.024 

0.009 

36.67 

Safe 

Ramsara Pariharan 

0804000300617200 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

- 

Safe 



0.08 

0.34 

- 

0.34 

- 

0.34 

0.05 

0.38 

0.06 

- 

- 

- 

- 

- 

0.057 

0.392 

0.039 

0.353 

0.039 

11.09 

Safe 

Ramsisar 

0813000101659300 

0.12 

0.71 

(82.46) 

0.57 

- 

0.57 

0.05 

0.33 

0.11 

0.0100 

- 

- 

- 

0.010 

0.124 

0.690 

0.034 

0.655 

0.253 

38.61 

Safe 

Ramsisar Bhedwaliya 

0804000300614400 

0.15 

0.94 

- 

0.94 

0.01 

0.95 

0.06 

0.35 

0.18 

0.0200 

- 

- 

- 

0.020 

0.203 

1.152 

0.115 

1.037 

0.607 

58.59 

Safe 

Ramsisar Chainaniya 

0804000300614500 

0.15 

0.37 

- 

0.37 

- 

0.37 

0.06 

0.34 

0.07 

- 

- 

- 

- 

- 

0.074 

0.442 

0.044 

0.398 

0.084 

21.03 

Safe 

Ramsisar Chhajalniy 

0804000300614300 

0.15 

0.64 

- 

0.64 

- 

0.64 

0.06 

0.35 

0.13 

0.0100 

- 

- 

- 

0.010 

0.136 

0.777 

0.078 

0.699 

0.381 

54.40 

Safe 

Ranasar Beekan 

0804000300620800 

0.12 

0.77 

(97.99) 

0.61 

- 

0.61 

0.04 

0.31 

0.13 

- 

- 

- 

- 

- 

0.130 

0.744 

0.037 

0.706 

0.058 

8.16 

Safe 



0.08 

0.04 

(98.47) 

0.03 

- 

0.03 

0.01 

0.09 

0.01 

- 

- 

- 

- 

- 

0.007 

0.038 

0.002 

0.036 

0.017 

46.78 

Safe 

Ransisar 

0804000300605100 

0.15 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0010 

0.0014 

- 

0.002 

0.002 

0.004 

0.000 

0.004 

0.008 

198.97 

Over Exploited 

Ratangarh (M) 

0804000640407000 

0.11 

0.00 

43,514.88 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

######### 

Over Exploited 

Ratansara 

0804000600643600 

0.11 

0.31 

(87.03) 

0.25 

- 

0.25 

0.04 

0.30 

0.05 

- 

- 

- 

- 

- 

0.051 

0.302 

0.015 

0.287 

0.070 

24.48 

Safe 



0.11 

0.03 

(55.31) 

0.03 

- 

0.03 

0.01 

0.10 

0.01 

- 

- 

- 

- 

- 

0.006 

0.033 

0.002 

0.032 

0.017 

54.94 

Safe 

Raypuriya 

0804000400628100 

0.08 

0.41 

- 

0.41 

- 

0.41 

0.06 

0.39 

0.07 

- 

- 

- 

- 

- 

0.068 

0.479 

0.048 

0.431 

0.038 

8.77 

Safe 

Rekh Geedhasar 

0804000300607600 

0.08 

0.09 

- 

0.09 

0.02 

0.11 

0.04 

0.23 

0.02 

- 

0.0111 

0.0157 

- 

0.027 

0.045 

0.154 

0.015 

0.139 

0.008 

6.12 

Safe 

Rooplisar 

0804000300620400 

0.12 

0.09 

- 

0.09 

- 

0.09 

0.02 

0.12 

0.01 

- 

- 

- 

- 

- 

0.015 

0.103 

0.010 

0.092 

0.124 

134.54 

Over Exploited 



0.08 

0.29 

- 

0.29 

- 

0.29 

0.04 

0.27 

0.05 

0.0100 

- 

- 

- 

0.010 

0.059 

0.351 

0.035 

0.316 

0.274 

86.71 

Semi Critical 

Roroo Bari 

0813000201671100 

0.12 

0.62 

- 

0.62 

- 

0.62 

0.06 

0.41 

0.11 

0.0100 

- 

- 

- 

0.010 

0.123 

0.744 

0.074 

0.670 

0.228 

33.98 

Safe 

Roroo Chhoti 

0813000201671000 

0.12 

0.28 

- 

0.28 

- 

0.28 

0.06 

0.41 

0.05 

- 

- 

- 

- 

- 

0.050 

0.332 

0.033 

0.299 

0.054 

18.12 

Safe 

Rosawa 

0813000101666200 

0.12 

0.47 

- 

0.47 

- 

0.47 

0.06 

0.41 

0.08 

0.0100 

- 

- 

- 

0.010 

0.086 

0.556 

0.056 

0.500 

0.238 

47.52 

Safe 

Sadasar 

0804000300605400 

0.15 

0.00 

(311.97) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0007 

0.0010 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

0.001 

18.87 

Safe 

Sahabsar 

0813000101662800 

0.12 

0.00 

829.10 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Sahnali Bari 

0804000400628900 

0.08 

0.09 

- 

0.09 

- 

0.09 

0.04 

0.25 

0.02 

- 

- 

- 

- 

- 

0.016 

0.110 

0.011 

0.099 

0.014 

13.92 

Safe 

Sahnali Chhoti 

0804000400628800 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

151.18 

Over Exploited 

Sajansar 

0804000300617300 

0.12 

0.76 

- 

0.76 

0.00 

0.76 

0.06 

0.39 

0.13 

- 

- 

- 

0.001 

0.001 

0.133 

0.897 

0.090 

0.807 

0.063 

7.83 

Safe 

Sandan 

0804000700666800 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

286.93 

Over Exploited 



0.22 

0.52 

- 

0.52 

- 

0.52 

0.04 

0.28 

0.09 

- 

- 

- 

- 

- 

0.086 

0.604 

0.060 

0.544 

0.038 

6.96 

Safe 

Sangasar 

0804000600650300 

0.11 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sardarshahar (M) 

0804000340403000 

0.12 

1.03 

(52.55) 

0.82 

- 

0.82 

0.05 

0.31 

0.18 

0.0100 

- 

- 

- 

0.010 

0.189 

1.010 

0.050 

0.959 

2.655 

276.80 

Over Exploited 



0.08 

0.01 

759.89 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.239 

3,478.18 

Over Exploited 



0.15 

0.00 

744.90 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.107 

3,983.83 

Over Exploited 



0.12 

0.00 

822.95 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.008 

53,384.13 

Over Exploited 



0.08 

0.01 

464.44 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.002 

0.014 

0.001 

0.013 

0.315 

2,411.13 

Over Exploited 

Sarsar 

0804000300621200 

0.12 

0.01 

(66.46) 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.002 

0.010 

0.000 

0.009 

0.004 

39.73 

Safe 



0.12 

0.82 

(95.58) 

0.66 

- 

0.66 

0.05 

0.35 

0.14 

- 

- 

- 

- 

- 

0.138 

0.797 

0.040 

0.757 

0.033 

4.41 

Safe 

Satra 

0804000400628400 

0.08 

0.53 

- 

0.53 

- 

0.53 

0.05 

0.35 

0.09 

- 

- 

- 

- 

- 

0.088 

0.617 

0.062 

0.555 

0.055 

9.92 

Safe 

Sawai Balwaniyan 

0804000300616900 

0.12 

0.25 

(96.78) 

0.20 

- 

0.20 

0.06 

0.38 

0.04 

- 

- 

- 

- 

- 

0.044 

0.245 

0.012 

0.233 

0.044 

19.08 

Safe 

Sawai Bari 

0804000300617000 

0.12 

0.47 

- 

0.47 

- 

0.47 

0.05 

0.34 

0.08 

0.0100 

- 

- 

- 

0.010 

0.093 

0.559 

0.056 

0.503 

0.199 

39.47 

Safe 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.016 

436.90 

Over Exploited 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sawai Delana 

0804000300616700 

0.12 

0.25 

(34.80) 

0.20 

0.00 

0.20 

0.04 

0.25 

0.04 

0.0100 

- 

- 

0.002 

0.012 

0.056 

0.253 

0.013 

0.241 

0.244 

101.51 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Younger Alluvium 

5.091 

0.31 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.19 

0.10 

0.12 

0.007 

0.11 

0.20 


Sawai Sanwal 

0804000300616800 

6.877 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.877 

0.16 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.05 

0.02 

0.010 

0.32 

0.59 


Sehla 

0804000600643400 

19.001 

Fresh 

Non-command 

Non-command 

Older Alluvium 

19.001 

-0.06 

0.090 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.069 

0.34 

0.59 


Sethon Ki Dhani 

0813000201676600 

2.808 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.808 

-0.09 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.015 

0.36 

0.62 


Shekhisar 

0813000101662700 

7.811 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.993 

0.06 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.05 

0.038 

0.31 

0.56 


Shekhiwas 

0813000201670900 

2.218 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.218 

-0.03 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.012 

0.36 

0.62 


Shimla 

0804000300607500 

38.114 

Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

6.881 

-0.20 

0.040 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.010 

0.05 

0.09 






Non-command 

Non-command 

Vindhyan Sandstone 

1.133 

-0.20 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.01 


Shyopura 

0804000400629500 

14.577 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.131 

-0.11 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Singri 

0804000300620300 

17.318 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

5.854 

-0.21 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.009 

0.11 

0.20 


Somansar 

0804000300618500 

5.530 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.508 

0.04 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.005 

0.21 

0.37 


Sulkhaniya 

0804000600652100 

11.397 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

-0.09 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

11.397 

-0.09 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.042 

0.35 

0.62 


Suratpura 

0804000400628700 

13.728 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.671 

-0.06 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.019 

0.19 

0.33 


Swami Ki Dhani 

0813000101667400 

0.490 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.490 

-0.09 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.003 

0.36 

0.62 


Thathawata 

0804000600650800 

10.525 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.763 

0.01 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.010 

0.09 

0.16 





Saline 

Non-command 

Non-command 

Older Alluvium 

7.763 

0.01 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.028 

0.26 

0.46 


Thethaliya 

0813000101666000 

9.710 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.710 

0.03 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.11 

0.053 

0.35 

0.63 


Thiriyasar 

0804000300612000 

11.153 

Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

11.153 

-0.25 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.016 

0.31 

0.56 


Thithawata Bodiya 

0813000101666500 

4.365 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.253 

-0.07 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.018 

0.26 

0.47 


Tidiyasar 

0804000600650600 

25.479 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.150 

0.20 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

25.329 

0.20 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.49 

0.28 

0.01 

0.092 

0.35 

0.61 


Udasar Bidawatan 

0804000300621300 

17.332 

Saline 

Non-command 

Non-command 

Older Alluvium 

17.332 

0.00 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.025 

0.33 

0.58 


Udasar Charnan 

0804000300619400 

4.272 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.700 

-0.06 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.05 

0.10 







Non-command 

Vindhyan Sandstone 

3.572 

-0.06 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.005 

0.28 

0.49 


Udsar Bhebhra 

0804000300617600 

16.103 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.338 

-0.26 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Vindhyan Sandstone 

0.796 

-0.26 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.03 





Saline 

Non-command 

Non-command 

Older Alluvium 

9.654 

-0.26 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.014 

0.20 

0.35 







Non-command 

Vindhyan Sandstone 

5.314 

-0.26 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.008 

0.11 

0.19 


Udsar Lodera 

0804000300617700 

6.150 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.011 

-0.19 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.051 

-0.19 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.06 

0.10 







Non-command 

Vindhyan Sandstone 

5.088 

-0.19 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.007 

0.27 

0.48 

16003020 

1AM 

0802000500425800 

2.257 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.257 

0.11 

0.090 

0.05 

0.01 

0.03 

0.03 

0.00 

0.00 

0.00 

0.19 

0.000 

0.21 

0.33 


1 AMS 

0802000700476300 

3.924 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.044 

0.53 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.881 

0.53 

0.070 

0.00 

0.00 

0.06 

0.14 

0.00 

-0.05 

-0.03 

0.00 

0.010 

0.29 

0.56 


1 ASM 

0802000500419800 

2.102 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.102 

0.09 

0.090 

0.03 

0.01 

0.03 

0.03 

0.00 

-0.02 

-0.01 

0.12 

0.000 

0.21 

0.34 


1 B BARANI 

0802000600450000 

6.985 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

6.985 

-0.18 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.018 

0.27 

0.27 


1 BBM 

0802000700474700 

9.943 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.003 

0.34 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.641 

0.34 

0.070 

0.00 

0.00 

0.03 

0.08 

0.00 

-0.05 

-0.02 

0.00 

0.007 

0.08 

0.16 


1 BHD 

0802000700478700 

4.356 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

2.155 

0.00 

0.070 

0.00 

0.00 

0.02 

0.06 

0.00 

-0.08 

-0.04 

0.00 

0.005 

0.14 

0.29 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.200 

0.00 

0.070 

0.00 

0.00 

0.02 

0.06 

0.00 

-0.09 

-0.04 

0.00 

0.005 

0.15 

0.30 


1 BHP 

0802000700480900 

7.447 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

2.599 

0.02 

0.070 

0.00 

0.00 

0.03 

0.07 

0.00 

-0.10 

-0.05 

0.00 

0.006 

0.10 

0.21 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.848 

0.02 

0.070 

0.00 

0.00 

0.05 

0.14 

0.00 

-0.18 

-0.09 

0.00 

0.012 

0.19 

0.39 


1 BKK 

0802000600459200 

2.634 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.333 

-0.68 

0.090 

0.00 

0.00 

0.01 

0.04 

0.00 

0.00 

0.00 

0.00 

0.003 

0.14 

0.12 


1 BPM 

0802000300385800 

1.272 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.272 

0.28 

0.150 

0.05 

0.01 

0.01 

0.02 

0.00 

0.06 

0.04 

0.19 

0.005 

0.21 

0.33 


1 BPSM 

0802000300385300 

4.609 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.609 

0.23 

0.150 

0.06 

0.01 

0.05 

0.07 

0.00 

0.09 

0.06 

0.22 

0.018 

0.21 

0.33 


1 BRN 

0802000200344400 

1.780 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.780 

-0.02 

0.150 

0.06 

0.01 

0.01 

0.02 

0.00 

0.00 

0.00 

0.24 

0.007 

0.22 

0.32 


1 BWM 

0802000500433100 

4.750 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.750 

0.35 

0.090 

0.03 

0.01 

0.05 

0.07 

0.00 

0.05 

0.03 

0.14 

0.001 

0.22 

0.33 


1CHN 

0802000700476900 

2.702 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

2.702 

0.58 

0.070 

0.00 

0.00 

0.03 

0.08 

0.00 

0.00 

0.00 

0.00 

0.007 

0.29 

0.59 


1 CYM 

0802000500434000 

1.071 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.071 

-0.10 

0.090 

0.04 

0.01 

0.01 

0.02 

0.00 

0.00 

0.00 

0.16 

0.000 

0.22 

0.32 


1 DPN 

0802000700472500 

4.259 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.727 

0.02 

0.070 

0.00 

0.00 

0.02 

0.05 

0.00 

-0.07 

-0.03 

0.00 

0.004 

0.12 

0.24 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.073 

0.02 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


1 DWM 

0802000500431300 

2.274 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.491 

0.19 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.05 

0.07 


1 DWSM 

0802000500437800 

1.368 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.637 

-0.08 

0.090 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.04 

0.000 

0.11 

0.14 


1 GGM 

0802000700479400 

4.044 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.134 

-0.03 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.769 

-0.03 

0.070 

0.03 

0.00 

0.04 

0.08 

0.00 

0.00 

0.00 

0.12 

0.007 

0.20 

0.40 


1 HLM 

0802000500419400 

4.202 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.202 

0.11 

0.090 

0.06 

0.02 

0.05 

0.06 

0.00 

-0.03 

-0.02 

0.24 

0.001 

0.20 

0.34 


1JGW 

0802000700477400 

2.569 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

2.569 

0.56 

0.070 

0.00 

0.00 

0.03 

0.07 

0.00 

0.00 

0.00 

0.00 

0.006 

0.29 

0.59 


1JSL 

0802000700476500 

6.861 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

6.784 

0.53 

0.070 

0.01 

0.00 

0.12 

0.24 

0.00 

-0.10 

-0.05 

0.00 

0.017 

0.29 

0.57 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.077 

0.53 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


1 KBM 

0802000500420400 

1.493 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.493 

0.07 

0.090 

0.00 

0.00 

0.02 

0.02 

0.00 

-0.03 

-0.02 

0.00 

0.000 

0.20 

0.33 


1 KLM 

0802000500420600 

1.150 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.150 

0.07 

0.090 

0.01 

0.00 

0.01 

0.02 

0.00 

-0.01 

-0.01 

0.02 

0.000 

0.20 

0.33 


1 Km 

0802000600448300 

4.859 

Saline 

Non-command 

Non-command 

Younger Alluvium 

4.859 

0.16 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.00 

0.012 

0.23 

0.31 


1 KRP 

0802000700484500 

2.346 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

2.346 

0.08 

0.070 

0.00 

0.00 

0.03 

0.07 

0.00 

-0.08 

-0.04 

0.00 

0.006 

0.29 

0.59 


1 MRN 

0802000700475600 

4.140 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

2.746 

0.57 

0.070 

0.00 

0.00 

0.03 

0.08 

0.00 

0.00 

0.00 

0.00 

0.007 

0.19 

0.39 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.394 

0.57 

0.070 

0.00 

0.00 

0.02 

0.04 

0.00 

0.00 

0.00 

0.00 

0.003 

0.10 

0.20 


1 MSR 

0802000700479000 

3.490 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.810 

-0.01 

0.070 

0.00 

0.00 

0.02 

0.05 

0.00 

0.00 

0.00 

0.00 

0.004 

0.15 

0.31 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.596 

-0.01 

0.070 

0.00 

0.00 

0.02 

0.05 

0.00 

0.00 

0.00 

0.00 

0.004 

0.13 

0.27 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.15 

0.08 

20.28 

0.10 

- 

0.10 

0.02 

0.13 

0.01 

- 

- 

- 

- 

- 

0.015 

0.114 

0.006 

0.109 

0.129 

119.17 

Over Exploited 

Sawai Sanwal 

0804000300616800 

0.12 

0.27 

(80.20) 

0.21 

- 

0.21 

0.06 

0.38 

0.05 

- 

- 

- 

- 

- 

0.047 

0.260 

0.013 

0.247 

0.032 

13.00 

Safe 

Sehla 

0804000600643400 

0.11 

0.71 

- 

0.71 

- 

0.71 

0.06 

0.40 

0.12 

0.0100 

- 

- 

- 

0.010 

0.128 

0.839 

0.084 

0.755 

0.263 

34.88 

Safe 

Sethon Ki Dhani 

0813000201676600 

0.12 

0.12 

- 

0.12 

- 

0.12 

0.06 

0.43 

0.02 

0.0100 

- 

- 

- 

0.010 

0.032 

0.155 

0.015 

0.139 

0.237 

170.53 

Over Exploited 

Shekhisar 

0813000101662700 

0.12 

0.26 

(88.73) 

0.21 

- 

0.21 

0.05 

0.36 

0.04 

- 

- 

- 

- 

- 

0.042 

0.253 

0.013 

0.240 

0.083 

34.62 

Safe 

Shekhiwas 

0813000201670900 

0.12 

0.10 

- 

0.10 

- 

0.10 

0.06 

0.42 

0.02 

- 

- 

- 

- 

- 

0.016 

0.112 

0.011 

0.101 

0.048 

47.85 

Safe 

Shimla 

0804000300607500 

0.08 

0.03 

- 

0.03 

0.02 

0.05 

0.01 

0.06 

0.01 

- 

0.0132 

0.0187 

- 

0.032 

0.038 

0.089 

0.009 

0.081 

0.010 

12.56 

Safe 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

195.31 

Over Exploited 

Shyopura 

0804000400629500 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Singri 

0804000300620300 

0.08 

0.05 

- 

0.05 

- 

0.05 

0.02 

0.13 

0.01 

- 

- 

- 

- 

- 

0.009 

0.062 

0.006 

0.056 

0.051 

90.79 

Critical 

Somansar 

0804000300618500 

0.12 

0.09 

(92.39) 

0.07 

- 

0.07 

0.04 

0.25 

0.02 

- 

- 

- 

- 

- 

0.015 

0.087 

0.004 

0.082 

0.009 

11.14 

Safe 

Sulkhaniya 

0804000600652100 

0.11 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.11 

0.44 

- 

0.44 

- 

0.44 

0.06 

0.41 

0.07 

- 

- 

- 

- 

- 

0.073 

0.516 

0.052 

0.465 

0.042 

8.94 

Safe 

Suratpura 

0804000400628700 

0.08 

0.12 

- 

0.12 

- 

0.12 

0.03 

0.22 

0.02 

- 

- 

- 

- 

- 

0.019 

0.136 

0.014 

0.123 

0.019 

15.51 

Safe 

Swami Ki Dhani 

0813000101667400 

0.12 

0.02 

- 

0.02 

- 

0.02 

0.06 

0.41 

0.00 

- 

- 

- 

- 

- 

0.003 

0.024 

0.002 

0.022 

0.020 

89.73 

Semi Critical 

Thathawata 

0804000600650800 

0.11 

0.03 

(94.65) 

0.02 

- 

0.02 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.005 

0.027 

0.001 

0.026 

0.010 

39.36 

Safe 



0.11 

0.22 

(95.53) 

0.18 

- 

0.18 

0.04 

0.30 

0.04 

- 

- 

- 

- 

- 

0.036 

0.213 

0.011 

0.202 

0.028 

14.01 

Safe 

Thethaliya 

0813000101666000 

0.12 

0.41 

(91.72) 

0.33 

- 

0.33 

0.06 

0.41 

0.07 

- 

- 

- 

- 

- 

0.065 

0.393 

0.020 

0.373 

0.161 

43.15 

Safe 

Thiriyasar 

0804000300612000 

0.08 

0.28 

- 

0.28 

- 

0.28 

0.06 

0.37 

0.05 

- 

- 

- 

- 

- 

0.051 

0.332 

0.033 

0.299 

0.020 

6.83 

Safe 

Thithawata Bodiya 

0813000101666500 

0.12 

0.10 

- 

0.10 

- 

0.10 

0.04 

0.30 

0.02 

- 

- 

- 

- 

- 

0.016 

0.118 

0.012 

0.106 

0.088 

82.47 

Semi Critical 

Tidiyasar 

0804000600650600 

0.11 

0.00 

4,319.38 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.11 

0.97 

(71.54) 

0.78 

- 

0.78 

0.06 

0.40 

0.16 

- 

- 

- 

- 

- 

0.157 

0.933 

0.047 

0.886 

0.098 

11.10 

Safe 

Udasar Bidawatan 

0804000300621300 

0.12 

0.70 

(98.00) 

0.56 

- 

0.56 

0.06 

0.39 

0.12 

- 

- 

- 

- 

- 

0.117 

0.674 

0.034 

0.640 

0.069 

10.85 

Safe 

Udasar Charnan 

0804000300619400 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.001 

0.005 

0.001 

21.33 

Safe 



0.08 

0.08 

- 

0.08 

- 

0.08 

0.05 

0.33 

0.01 

- 

- 

- 

- 

- 

0.014 

0.093 

0.009 

0.084 

0.012 

14.63 

Safe 

Udsar Bhebhra 

0804000300617600 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

106.04 

Over Exploited 



0.12 

0.23 

- 

0.23 

- 

0.23 

0.03 

0.23 

0.04 

- 

- 

- 

- 

- 

0.039 

0.268 

0.027 

0.241 

0.020 

8.36 

Safe 



0.08 

0.05 

- 

0.05 

- 

0.05 

0.02 

0.13 

0.01 

- 

- 

- 

- 

- 

0.008 

0.055 

0.005 

0.049 

0.014 

28.10 

Safe 

Udsar Lodera 

0804000300617700 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.001 

0.006 

0.002 

25.19 

Safe 



0.08 

0.11 

- 

0.11 

- 

0.11 

0.05 

0.32 

0.02 

- 

- 

- 

- 

- 

0.019 

0.131 

0.013 

0.118 

0.007 

6.35 

Safe 

1AM 

0802000500425800 

0.20 

0.09 

(99.37) 

0.08 

0.07 

0.15 

0.06 

0.27 

0.03 

0.0400 

0.0387 

0.0469 

- 

0.126 

0.151 

0.298 

0.015 

0.283 

0.194 

68.71 

Safe 

1 AMS 

0802000700476300 

0.12 

0.00 

(1,894.51) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0008 

0.0019 

- 

0.003 

0.003 

0.005 

0.000 

0.005 

0.000 

2.34 

Safe 



0.12 

0.13 

(120.56) 

0.11 

0.20 

0.30 

0.06 

0.34 

0.03 

- 

0.0701 

0.1651 

- 

0.235 

0.263 

0.567 

0.028 

0.539 

0.010 

1.78 

Safe 

1 ASM 

0802000500419800 

0.20 

0.09 

(114.29) 

0.07 

0.07 

0.14 

0.06 

0.26 

0.02 

0.0200 

0.0361 

0.0437 

- 

0.100 

0.123 

0.260 

0.013 

0.247 

0.122 

49.56 

Safe 

1 B BARANI 

0802000600450000 

0.20 

0.37 

- 

0.37 

- 

0.37 

0.06 

0.33 

0.09 

- 

0.0294 

0.0555 

- 

0.085 

0.172 

0.543 

0.054 

0.489 

0.018 

3.67 

Safe 

1 BBM 

0802000700474700 

0.12 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.02 

(193.30) 

0.02 

0.11 

0.13 

0.02 

0.09 

0.01 

- 

0.0398 

0.0899 

- 

0.130 

0.135 

0.263 

0.013 

0.250 

0.007 

2.61 

Safe 

1 BHD 

0802000700478700 

0.12 

0.04 

(209.84) 

0.03 

0.08 

0.11 

0.03 

0.17 

0.01 

- 

0.0260 

0.0734 

- 

0.099 

0.107 

0.220 

0.011 

0.209 

0.005 

2.55 

Safe 



0.12 

0.04 

(207.48) 

0.03 

0.09 

0.12 

0.03 

0.18 

0.01 

- 

0.0265 

0.0749 

- 

0.101 

0.109 

0.226 

0.011 

0.214 

0.005 

2.54 

Safe 

1 BHP 

0802000700480900 

0.12 

0.03 

(249.15) 

0.03 

0.10 

0.13 

0.02 

0.12 

0.01 

- 

0.0313 

0.0885 

- 

0.120 

0.126 

0.252 

0.013 

0.240 

0.006 

2.68 

Safe 



0.12 

0.11 

(180.08) 

0.09 

0.19 

0.28 

0.04 

0.23 

0.02 

- 

0.0584 

0.1650 

- 

0.223 

0.246 

0.522 

0.026 

0.496 

0.012 

2.42 

Safe 

1 BKK 

0802000600459200 

0.20 

0.04 

- 

0.04 

0.05 

0.09 

0.03 

0.18 

0.01 

- 

0.0161 

0.0454 

- 

0.061 

0.070 

0.160 

0.016 

0.144 

0.003 

2.38 

Safe 

1 BPM 

0802000300385800 

0.20 

0.05 

(27.15) 

0.04 

0.04 

0.09 

0.06 

0.27 

0.01 

0.0300 

0.0187 

0.0264 

- 

0.075 

0.090 

0.175 

0.009 

0.166 

0.191 

114.66 

Over Exploited 

1 BPSM 

0802000300385300 

0.20 

0.20 

(70.88) 

0.16 

0.13 

0.28 

0.06 

0.27 

0.05 

0.0400 

0.0678 

0.0958 

- 

0.204 

0.256 

0.538 

0.027 

0.512 

0.237 

46.27 

Safe 

1 BRN 

0802000200344400 

0.20 

0.08 

- 

0.08 

0.04 

0.12 

0.06 

0.28 

0.02 

0.0300 

0.0131 

0.0247 

- 

0.068 

0.089 

0.205 

0.021 

0.185 

0.250 

135.24 

Over Exploited 

1 BWM 

0802000500433100 

0.20 

0.21 

(84.01) 

0.17 

0.13 

0.30 

0.06 

0.28 

0.06 

0.0300 

0.0699 

0.0987 

- 

0.199 

0.254 

0.550 

0.027 

0.522 

0.139 

26.55 

Safe 

1 CHN 

0802000700476900 

0.12 

0.09 

(101.28) 

0.08 

0.11 

0.19 

0.06 

0.35 

0.02 

- 

0.0407 

0.0920 

0.000 

0.133 

0.152 

0.339 

0.017 

0.322 

0.007 

2.07 

Safe 

1 CYM 

0802000500434000 

0.20 

0.05 

- 

0.05 

0.04 

0.09 

0.06 

0.28 

0.01 

0.0300 

0.0184 

0.0223 

- 

0.071 

0.083 

0.169 

0.017 

0.152 

0.162 

106.40 

Over Exploited 

1 DPN 

0802000700472500 

0.12 

0.02 

(237.71) 

0.02 

0.07 

0.09 

0.02 

0.14 

0.01 

- 

0.0260 

0.0588 

- 

0.085 

0.090 

0.181 

0.009 

0.172 

0.004 

2.49 

Safe 



0.12 

0.00 

(3,350.29) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0011 

0.0025 

- 

0.004 

0.004 

0.007 

0.000 

0.006 

0.000 

2.84 

Safe 

1 DWM 

0802000500431300 

0.20 

0.00 

(110.76) 

0.00 

0.01 

0.01 

0.01 

0.06 

0.00 

- 

0.0060 

0.0068 

- 

0.013 

0.014 

0.027 

0.001 

0.025 

0.000 

0.26 

Safe 

1 DWSM 

0802000500437800 

0.20 

0.01 

- 

0.01 

0.02 

0.03 

0.03 

0.14 

0.00 

0.0100 

0.0094 

0.0132 

- 

0.033 

0.036 

0.066 

0.007 

0.059 

0.041 

69.29 

Safe 

1 GGM 

0802000700479400 

0.12 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0020 

0.0046 

- 

0.007 

0.007 

0.012 

0.001 

0.011 

0.000 

2.99 

Safe 



0.12 

0.07 

- 

0.07 

0.11 

0.18 

0.04 

0.24 

0.01 

0.0100 

0.0417 

0.0942 

- 

0.146 

0.160 

0.340 

0.034 

0.306 

0.124 

40.50 

Safe 

1 HLM 

0802000500419400 

0.20 

0.17 

(110.27) 

0.14 

0.13 

0.27 

0.05 

0.26 

0.05 

0.0500 

0.0721 

0.0873 

- 

0.210 

0.256 

0.525 

0.026 

0.499 

0.244 

48.84 

Safe 

1JGW 

0802000700477400 

0.12 

0.09 

(102.69) 

0.07 

0.11 

0.18 

0.06 

0.35 

0.02 

- 

0.0387 

0.0874 

- 

0.126 

0.145 

0.322 

0.016 

0.306 

0.006 

2.07 

Safe 

1JSL 

0802000700476500 

0.12 

0.23 

(121.59) 

0.19 

0.36 

0.55 

0.06 

0.35 

0.05 

- 

0.1430 

0.2886 

- 

0.432 

0.480 

1.029 

0.051 

0.978 

0.017 

1.71 

Safe 



0.12 

0.00 

(2,107.34) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0016 

0.0033 

- 

0.005 

0.005 

0.009 

0.000 

0.009 

0.000 

2.21 

Safe 

1 KBM 

0802000500420400 

0.20 

0.06 

(130.49) 

0.05 

0.04 

0.09 

0.05 

0.25 

0.02 

- 

0.0256 

0.0310 

- 

0.057 

0.072 

0.159 

0.008 

0.151 

0.000 

0.13 

Safe 

1 KLM 

0802000500420600 

0.20 

0.04 

(117.58) 

0.04 

0.03 

0.07 

0.05 

0.25 

0.01 

- 

0.0197 

0.0239 

- 

0.044 

0.055 

0.122 

0.006 

0.116 

0.024 

20.79 

Safe 

1 Km 

0802000600448300 

0.20 

0.22 

(76.28) 

0.18 

- 

0.18 

0.06 

0.29 

0.06 

- 

- 

- 

- 

- 

0.058 

0.238 

0.012 

0.226 

0.012 

5.52 

Safe 

1 KRP 

0802000700484500 

0.12 

0.08 

(150.68) 

0.07 

0.10 

0.16 

0.06 

0.35 

0.02 

- 

0.0353 

0.0798 

0.002 

0.117 

0.134 

0.298 

0.015 

0.283 

0.006 

2.05 

Safe 

1 MRN 

0802000700475600 

0.12 

0.06 

(103.64) 

0.05 

0.11 

0.16 

0.04 

0.23 

0.01 

- 

0.0413 

0.0935 

- 

0.135 

0.148 

0.312 

0.016 

0.296 

0.007 

2.29 

Safe 



0.12 

0.02 

(107.37) 

0.01 

0.06 

0.07 

0.02 

0.12 

0.00 

- 

0.0210 

0.0474 

- 

0.068 

0.072 

0.142 

0.007 

0.135 

0.003 

2.55 

Safe 

1 MSR 

0802000700479000 

0.12 

0.03 

- 

0.03 

0.07 

0.10 

0.03 

0.18 

0.01 

- 

0.0218 

0.0616 

- 

0.083 

0.090 

0.193 

0.019 

0.174 

0.004 

2.57 

Safe 



0.12 

0.03 

- 

0.03 

0.06 

0.09 

0.03 

0.16 

0.01 

- 

0.0192 

0.0543 

- 

0.074 

0.079 

0.166 

0.017 

0.149 

0.004 

2.64 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


1 NHR-A 

080200060045940C 

5.237 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.575 

-1.48 

0.090 

0.00 

0.00 

0.03 

0.07 

0.00 

0.00 

0.00 

0.00 

0.007 

0.14 

0.12 


1 NHR-B 

0802000600459100 

6.449 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

6.386 

-0.71 

0.090 

0.01 

0.00 

0.06 

0.18 

0.00 

0.00 

0.00 

0.00 

0.016 

0.28 

0.24 


1 PPM 

0802000500438900 

5.218 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

1.942 

0.26 

0.090 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.08 

0.19 

0.000 

0.10 

0.10 


1 RMG 

0802000600464100 

3.462 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.953 

0.12 

0.090 

0.00 

0.00 

0.01 

0.03 

0.00 

-0.03 

-0.03 

0.00 

0.002 

0.08 

0.07 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.105 

0.12 

0.090 

0.00 

0.00 

0.02 

0.06 

0.00 

-0.06 

-0.07 

0.00 

0.005 

0.17 

0.15 


1 RWM 

0802000500429700 

4.198 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.198 

0.13 

0.090 

0.00 

0.00 

0.04 

0.06 

0.00 

-0.06 

-0.04 

0.00 

0.001 

0.22 

0.32 


1 RWSM 

0802000500427000 

2.304 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.304 

0.01 

0.090 

0.00 

0.00 

0.03 

0.03 

0.00 

-0.06 

-0.04 

0.00 

0.000 

0.21 

0.32 


1 SDR 

0802000700474200 

3.498 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.515 

0.07 

0.070 

0.00 

0.00 

0.02 

0.04 

0.00 

-0.06 

-0.03 

0.00 

0.004 

0.13 

0.26 


1 SPD 

0802000500418600 

4.290 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.537 

0.10 

0.090 

0.01 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.03 

0.000 

0.07 

0.12 


1 SPM 

0802000500435400 

4.983 

Saline 

Non-command 

Non-command 

Younger Alluvium 

3.552 

-0.01 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.000 

0.18 

0.20 






Nohar Sidhmukh 

Command 

Younger Alluvium 

1.432 

-0.01 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.07 

0.08 


1 TKM 

0802000600449100 

6.053 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.713 

0.28 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.002 

0.03 

0.04 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.340 

0.28 

0.090 

0.00 

0.00 

0.06 

0.08 

0.00 

0.00 

0.00 

0.00 

0.014 

0.21 

0.27 


1 ZWD-A 

0802000500419200 

2.438 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.438 

0.07 

0.090 

0.05 

0.01 

0.03 

0.04 

0.00 

-0.01 

-0.01 

0.19 

0.000 

0.20 

0.34 


1 ZWM 

0802000500419000 

5.537 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.537 

0.08 

0.090 

0.06 

0.02 

0.07 

0.08 

0.00 

-0.07 

-0.04 

0.24 

0.001 

0.19 

0.33 


10 AG 

0802000200342600 

3.751 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.038 

-0.28 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


10 AG-A 

0802000200342500 

2.573 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.380 

-0.20 

0.150 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.03 

0.001 

0.03 

0.05 


10 AM 

0802000500426500 

5.870 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.900 

0.07 

0.090 

0.00 

0.00 

0.04 

0.04 

0.00 

-0.06 

-0.04 

0.00 

0.000 

0.10 

0.16 


10 AMS 

0802000700478000 

3.070 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

2.547 

0.39 

0.070 

0.00 

0.00 

0.03 

0.07 

0.00 

-0.04 

-0.02 

0.00 

0.006 

0.24 

0.49 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.504 

0.39 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.05 

0.10 






Bhakhra Canal 

Command 

Younger Alluvium 

0.018 

0.39 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


10 BARANI 

0802000600463300 

1.714 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

1.714 

-0.39 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.28 

0.33 






Bhakhra Canal 

Command 

Younger Alluvium 

0.000 

-0.39 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 



0802000700483500 

5.919 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

5.919 

0.03 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.015 

0.29 

0.59 


10 BHD 

0802000700487600 

1.402 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

1.402 

0.18 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.003 

0.29 

0.59 


10 BPM 

0802000500434300 

4.828 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.828 

-0.12 

0.090 

0.06 

0.02 

0.06 

0.07 

0.00 

0.00 

0.00 

0.26 

0.001 

0.23 

0.31 


10DPN 

0802000600462100 

2.591 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.247 

-0.22 

0.090 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.05 

0.001 

0.03 

0.05 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.497 

-0.22 

0.090 

0.03 

0.00 

0.02 

0.04 

0.00 

0.00 

0.00 

0.10 

0.004 

0.17 

0.29 


10 DWD 

0802000500437400 

0.795 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.795 

-0.08 

0.090 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.23 

0.31 


10 DWM 

0802000500429000 

6.112 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.002 

0.20 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


10 GGM 

0802000600463400 

2.525 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

1.094 

-0.34 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.12 

0.14 






Bhakhra Canal 

Command 

Younger Alluvium 

1.431 

-0.34 

0.090 

0.00 

0.00 

0.01 

0.04 

0.00 

0.00 

0.00 

0.00 

0.004 

0.16 

0.19 


10JGW 

0802000700481400 

1.891 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

1.891 

0.09 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.005 

0.29 

0.59 


10JSL 

0802000700481900 

10.140 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

10.140 

0.44 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.32 

0.16 

0.00 

0.025 

0.29 

0.59 


10 KM 

0802000500434200 

3.588 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.588 

-0.11 

0.090 

0.02 

0.01 

0.04 

0.05 

0.00 

0.00 

0.00 

0.09 

0.000 

0.23 

0.31 


10 KWD 

0802000500425100 

1.062 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.062 

0.07 

0.090 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.20 

0.33 


10 MSR 

0802000700480400 

6.985 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

2.049 

0.23 

0.070 

0.00 

0.00 

0.03 

0.06 

0.00 

-0.05 

-0.03 

0.00 

0.005 

0.08 

0.17 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

1.163 

0.23 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.003 

0.05 

0.10 






Bhakhra Canal 

Command 

Younger Alluvium 

3.773 

0.23 

0.070 

0.00 

0.00 

0.05 

0.11 

0.00 

-0.10 

-0.05 

0.00 

0.009 

0.16 

0.31 


10 MZW 

0802000300384500 

7.400 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.396 

0.13 

0.150 

0.04 

0.01 

0.03 

0.04 

0.00 

0.01 

0.01 

0.16 

0.001 

0.07 

0.11 


10 SPM 

0802000500436700 

2.764 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.230 

0.11 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.11 

0.13 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.727 

0.11 

0.090 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.01 

0.000 

0.07 

0.08 






Nohar Sidhmukh 

Command 

Younger Alluvium 

0.807 

0.11 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.07 

0.08 


10 SPM TEMPORARY 

0802000500436800 

1.645 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.764 

0.05 

0.090 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.06 

0.000 

0.11 

0.14 


11 AMS 

0802000700478100 

3.284 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

2.881 

0.30 

0.070 

0.00 

0.00 

0.04 

0.08 

0.00 

-0.06 

-0.03 

0.00 

0.007 

0.25 

0.52 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.390 

0.30 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.03 

0.07 






Bhakhra Canal 

Command 

Younger Alluvium 

0.013 

0.30 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


11BARANI 

0802000600462700 

16.569 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.188 

-0.21 

0.090 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

16.322 

-0.21 

0.090 

0.01 

0.00 

0.17 

0.47 

0.00 

0.00 

0.00 

0.00 

0.042 

0.28 

0.32 


11 BHD 

0802000700488000 

1.692 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

1.692 

0.13 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.004 

0.29 

0.59 


11 BPM 

0802000500434500 

0.848 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.848 

-0.12 

0.090 

0.02 

0.01 

0.01 

0.01 

0.00 

0.00 

0.00 

0.08 

0.000 

0.22 

0.32 


11 DPN 

0802000600462000 

2.661 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.719 

-0.23 

0.090 

0.07 

0.01 

0.02 

0.05 

0.00 

0.00 

0.00 

0.29 

0.004 

0.19 

0.32 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.942 

-0.23 

0.090 

0.01 

0.00 

0.01 

0.03 

0.00 

0.00 

0.00 

0.05 

0.002 

0.10 

0.18 


11 DWD 

0802000500431700 

2.509 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.509 

-0.04 

0.090 

0.00 

0.00 

0.03 

0.04 

0.00 

0.00 

0.00 

0.00 

0.000 

0.22 

0.32 


11 GGM 

0802000600463100 

3.237 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.076 

-0.35 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Bhakhra Canal 

Command 

Younger Alluvium 

3.160 

-0.35 

0.090 

0.00 

0.00 

0.03 

0.09 

0.00 

0.00 

0.00 

0.00 

0.008 

0.28 

0.37 


11JGW 

0802000700481600 

15.788 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

15.788 

0.32 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.36 

0.18 

0.00 

0.039 

0.29 

0.59 


11 KM 

0802000500434900 

4.542 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.542 

-0.12 

0.090 

0.05 

0.01 

0.06 

0.07 

0.00 

0.00 

0.00 

0.19 

0.001 

0.24 

0.30 


11 MSR 

0802000700479900 

5.667 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

3.727 

-0.11 

0.070 

0.00 

0.00 

0.05 

0.11 

0.00 

0.00 

0.00 

0.00 

0.009 

0.19 

0.38 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.940 

-0.11 

0.070 

0.00 

0.00 

0.02 

0.06 

0.00 

0.00 

0.00 

0.00 

0.005 

0.10 

0.20 


11 RWD 

0802000200343600 

4.300 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.296 

-0.27 

0.150 

0.05 

0.01 

0.02 

0.03 

0.00 

0.00 

0.00 

0.19 

0.013 

0.17 

0.25 


12 AG 

0802000200342400 

2.478 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.542 

0.01 

0.150 

0.02 

0.00 

0.02 

0.02 

0.00 

-0.02 

-0.01 

0.07 

0.006 

0.13 

0.21 


12 AMS 

0802000700478200 

2.414 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.923 

0.19 

0.070 

0.00 

0.00 

0.02 

0.06 

0.00 

-0.05 

-0.03 

0.00 

0.005 

0.23 

0.47 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.407 

0.19 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.05 

0.10 






Bhakhra Canal 

Command 

Younger Alluvium 

0.085 

0.19 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


12 BARANI 

0802000600460700 

4.282 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.345 

0.29 

0.090 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

-0.01 

0.00 

0.001 

0.02 

0.02 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.187 

0.29 

0.090 

0.00 

0.00 

0.01 

0.03 

0.00 

-0.01 

-0.02 

0.00 

0.003 

0.08 

0.07 


12 BHD 

0802000700487900 

1.059 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.001 

0.12 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

1 NHR-A 

0802000600459400 

0.20 

0.07 

- 

0.07 

0.10 

0.17 

0.03 

0.17 

0.02 

- 

0.0310 

0.0876 

- 

0.119 

0.135 

0.306 

0.031 

0.275 

0.007 

2.40 

Safe 

1 NHR-B 

0802000600459100 

0.20 

0.36 

- 

0.36 

0.25 

0.60 

0.06 

0.34 

0.08 

- 

0.0769 

0.2174 

- 

0.294 

0.375 

0.979 

0.098 

0.881 

0.016 

1.86 

Safe 

1 PPM 

0802000500438900 

0.20 

0.04 

116.52 

0.05 

0.01 

0.06 

0.02 

0.12 

0.01 

0.0200 

0.0082 

0.0154 

- 

0.044 

0.053 

0.108 

0.005 

0.103 

0.194 

188.91 

Over Exploited 

1 RMG 

0802000600464100 

0.22 

0.02 

(285.79) 

0.01 

0.04 

0.05 

0.02 

0.10 

0.00 

- 

0.0115 

0.0324 

- 

0.044 

0.048 

0.098 

0.005 

0.093 

0.002 

2.64 

Safe 



0.20 

0.07 

(192.72) 

0.06 

0.08 

0.14 

0.04 

0.21 

0.02 

- 

0.0254 

0.0716 

- 

0.097 

0.113 

0.253 

0.013 

0.240 

0.005 

2.25 

Safe 

1 RWM 

0802000500429700 

0.20 

0.18 

(121.22) 

0.14 

0.11 

0.25 

0.05 

0.27 

0.05 

- 

0.0618 

0.0873 

- 

0.149 

0.195 

0.446 

0.022 

0.423 

0.001 

0.13 

Safe 

1 RWSM 

0802000500427000 

0.20 

0.10 

(140.59) 

0.08 

0.06 

0.14 

0.06 

0.27 

0.03 

- 

0.0395 

0.0479 

- 

0.087 

0.113 

0.254 

0.013 

0.241 

0.000 

0.13 

Safe 

1 SDR 

0802000700474200 

0.12 

0.02 

(218.50) 

0.02 

0.06 

0.08 

0.03 

0.15 

0.00 

- 

0.0228 

0.0516 

- 

0.074 

0.079 

0.160 

0.008 

0.152 

0.004 

2.46 

Safe 

1 SPD 

0802000500418600 

0.20 

0.02 

(112.70) 

0.02 

0.03 

0.04 

0.02 

0.08 

0.01 

- 

0.0188 

0.0213 

- 

0.040 

0.046 

0.090 

0.005 

0.086 

0.032 

37.48 

Safe 

1 SPM 

0802000500435400 

0.20 

0.13 

- 

0.13 

- 

0.13 

0.04 

0.22 

0.03 

0.0100 

- 

- 

- 

0.010 

0.041 

0.168 

0.017 

0.151 

0.032 

21.44 

Safe 



0.20 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.09 

0.01 

- 

0.0121 

0.0171 

- 

0.029 

0.034 

0.055 

0.005 

0.049 

0.008 

16.60 

Safe 

1TKM 

0802000600449100 

0.20 

0.00 

252.97 

0.00 

- 

0.00 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.005 

0.002 

33.92 

Safe 



0.20 

0.22 

(99.22) 

0.18 

0.13 

0.31 

0.05 

0.26 

0.06 

- 

0.0786 

0.1110 

- 

0.190 

0.246 

0.555 

0.028 

0.528 

0.014 

2.60 

Safe 

1 ZWD-A 

0802000500419200 

0.20 

0.10 

(105.54) 

0.08 

0.08 

0.15 

0.05 

0.25 

0.03 

0.0300 

0.0418 

0.0507 

- 

0.123 

0.148 

0.302 

0.015 

0.287 

0.186 

64.92 

Safe 

1 ZWM 

0802000500419000 

0.20 

0.22 

(118.81) 

0.17 

0.17 

0.34 

0.05 

0.25 

0.06 

0.0500 

0.0950 

0.1151 

- 

0.260 

0.317 

0.658 

0.033 

0.626 

0.244 

38.97 

Safe 

10 AG 

0802000200342600 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0004 

0.0005 

- 

0.001 

0.001 

0.002 

0.000 

0.001 

0.000 

10.31 

Safe 

10 AG-A 

0802000200342500 

0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.01 

0.04 

0.00 

0.0100 

0.0056 

0.0079 

- 

0.024 

0.024 

0.036 

0.004 

0.033 

0.033 

102.82 

Over Exploited 

10 AM 

0802000500426500 

0.20 

0.06 

(162.19) 

0.05 

0.08 

0.12 

0.03 

0.13 

0.02 

- 

0.0498 

0.0603 

- 

0.110 

0.125 

0.250 

0.013 

0.238 

0.000 

0.16 

Safe 

10 AMS 

0802000700478000 

0.12 

0.07 

(124.11) 

0.06 

0.11 

0.16 

0.05 

0.29 

0.02 

- 

0.0383 

0.0867 

- 

0.125 

0.140 

0.304 

0.015 

0.289 

0.006 

2.18 

Safe 



0.12 

0.00 

132.81 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

0.0035 

0.0040 

- 

0.008 

0.008 

0.012 

0.001 

0.011 

0.001 

11.35 

Safe 



0.12 

0.00 

(2,863.46) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0006 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

2.83 

Safe 

10 BARANI 

0802000600463300 

0.20 

0.10 

- 

0.10 

- 

0.10 

0.06 

0.35 

0.02 

- 

0.0096 

0.0136 

- 

0.023 

0.045 

0.142 

0.014 

0.128 

0.004 

3.45 

Safe 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 


0802000700483500 

0.12 

0.21 

(96.98) 

0.16 

- 

0.16 

0.06 

0.35 

0.04 

- 

0.0333 

0.0470 

- 

0.080 

0.123 

0.287 

0.014 

0.273 

0.015 

5.36 

Safe 

10 BHD 

0802000700487600 

0.12 

0.05 

(82.55) 

0.04 

- 

0.04 

0.06 

0.35 

0.01 

- 

0.0079 

0.0111 

- 

0.019 

0.029 

0.068 

0.003 

0.065 

0.003 

5.36 

Safe 

10 BPM 

0802000500434300 

0.20 

0.22 

- 

0.22 

0.15 

0.37 

0.06 

0.29 

0.06 

0.0500 

0.0829 

0.1004 

- 

0.233 

0.289 

0.661 

0.066 

0.595 

0.260 

43.65 

Safe 

10DPN 

0802000600462100 

0.22 

0.00 

- 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

0.0100 

0.0030 

0.0084 

- 

0.021 

0.022 

0.033 

0.003 

0.030 

0.055 

185.16 

Over Exploited 



0.20 

0.05 

- 

0.05 

0.06 

0.11 

0.04 

0.20 

0.01 

0.0100 

0.0180 

0.0509 

- 

0.079 

0.090 

0.197 

0.020 

0.177 

0.105 

59.07 

Safe 

10 DWD 

0802000500437400 

0.20 

0.04 

- 

0.04 

0.02 

0.06 

0.06 

0.28 

0.01 

- 

0.0117 

0.0165 

- 

0.028 

0.037 

0.093 

0.009 

0.084 

0.000 

0.13 

Safe 

10 DWM 

0802000500429000 

0.20 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

10 GGM 

0802000600463400 

0.20 

0.03 

- 

0.03 

- 

0.03 

0.03 

0.15 

0.01 

- 

0.0061 

0.0087 

- 

0.015 

0.021 

0.048 

0.005 

0.043 

0.003 

6.56 

Safe 



0.20 

0.05 

- 

0.05 

0.06 

0.10 

0.04 

0.20 

0.01 

- 

0.0172 

0.0487 

- 

0.066 

0.076 

0.178 

0.018 

0.160 

0.004 

2.30 

Safe 

10JGW 

0802000700481400 

0.12 

0.07 

(91.63) 

0.05 

- 

0.05 

0.06 

0.35 

0.01 

- 

0.0133 

0.0150 

- 

0.028 

0.042 

0.094 

0.005 

0.090 

0.005 

5.21 

Safe 

10JSL 

0802000700481900 

0.12 

0.35 

(55.13) 

0.28 

- 

0.28 

0.06 

0.35 

0.07 

- 

0.0712 

0.0805 

- 

0.152 

0.225 

0.507 

0.025 

0.481 

0.025 

5.21 

Safe 

10 KM 

0802000500434200 

0.20 

0.16 

- 

0.16 

0.11 

0.27 

0.06 

0.29 

0.04 

0.0200 

0.0616 

0.0746 

0.002 

0.158 

0.200 

0.473 

0.047 

0.426 

0.089 

21.03 

Safe 

10 KWD 

0802000500425100 

0.20 

0.04 

(130.82) 

0.03 

0.03 

0.06 

0.05 

0.25 

0.01 

- 

0.0182 

0.0221 

- 

0.040 

0.051 

0.114 

0.006 

0.108 

0.000 

0.13 

Safe 

10 MSR 

0802000700480400 

0.12 

0.02 

(223.25) 

0.02 

0.08 

0.10 

0.02 

0.10 

0.00 

- 

0.0308 

0.0697 

- 

0.101 

0.105 

0.206 

0.010 

0.196 

0.005 

2.58 

Safe 



0.12 

0.01 

38.39 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

0.0082 

0.0092 

- 

0.017 

0.019 

0.027 

0.001 

0.026 

0.003 

11.26 

Safe 



0.12 

0.07 

(167.02) 

0.06 

0.16 

0.21 

0.03 

0.19 

0.01 

- 

0.0568 

0.1284 

- 

0.185 

0.200 

0.412 

0.021 

0.392 

0.009 

2.38 

Safe 

10 MZW 

0802000300384500 

0.20 

0.03 

(75.10) 

0.03 

0.07 

0.10 

0.02 

0.08 

0.01 

0.0300 

0.0411 

0.0498 

- 

0.121 

0.130 

0.229 

0.011 

0.218 

0.159 

72.76 

Semi Critical 

10 SPM 

0802000500436700 

0.20 

0.03 

(62.60) 

0.02 

- 

0.02 

0.03 

0.14 

0.01 

- 

- 

- 

- 

- 

0.007 

0.028 

0.001 

0.027 

0.016 

59.94 

Safe 



0.20 

0.01 

(135.71) 

0.01 

0.01 

0.02 

0.02 

0.08 

0.00 

- 

0.0053 

0.0101 

- 

0.015 

0.018 

0.036 

0.002 

0.034 

0.008 

23.51 

Safe 



0.20 

0.01 

(42.95) 

0.01 

- 

0.01 

0.02 

0.09 

0.00 

- 

0.0034 

0.0064 

- 

0.010 

0.013 

0.022 

0.001 

0.021 

0.008 

38.76 

Safe 

10 SPM TEMPORARY 

0802000500436800 

0.20 

0.02 

(90.77) 

0.01 

0.01 

0.03 

0.03 

0.14 

0.00 

0.0100 

0.0056 

0.0106 

- 

0.026 

0.030 

0.056 

0.003 

0.053 

0.057 

107.76 

Over Exploited 

11 AMS 

0802000700478100 

0.12 

0.09 

(132.80) 

0.07 

0.12 

0.19 

0.05 

0.31 

0.02 

- 

0.0434 

0.0981 

- 

0.141 

0.160 

0.349 

0.017 

0.331 

0.007 

2.15 

Safe 



0.12 

0.00 

148.89 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

0.0027 

0.0031 

- 

0.006 

0.006 

0.008 

0.000 

0.008 

0.001 

12.57 

Safe 



0.12 

0.00 

(5,994.40) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

2.93 

Safe 

11BARANI 

0802000600462700 

0.22 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

- 

0.0023 

0.0064 

- 

0.009 

0.009 

0.016 

0.002 

0.015 

0.000 

3.33 

Safe 



0.20 

0.91 

- 

0.91 

0.63 

1.54 

0.06 

0.34 

0.20 

- 

0.1966 

0.5555 

- 

0.752 

0.955 

2.499 

0.250 

2.249 

0.042 

1.87 

Safe 

11 BHD 

0802000700488000 

0.12 

0.06 

(87.58) 

0.05 

- 

0.05 

0.06 

0.35 

0.01 

- 

0.0095 

0.0134 

- 

0.023 

0.035 

0.082 

0.004 

0.078 

0.004 

5.36 

Safe 

11 BPM 

0802000500434500 

0.20 

0.04 

- 

0.04 

0.03 

0.07 

0.06 

0.28 

0.01 

0.0200 

0.0146 

0.0176 

- 

0.052 

0.062 

0.133 

0.013 

0.119 

0.081 

67.92 

Safe 

11 DPN 

0802000600462000 

0.22 

0.07 

- 

0.07 

0.08 

0.15 

0.04 

0.22 

0.01 

0.0300 

0.0207 

0.0585 

- 

0.109 

0.124 

0.271 

0.027 

0.244 

0.292 

119.94 

Over Exploited 



0.20 

0.02 

- 

0.02 

0.04 

0.06 

0.02 

0.12 

0.00 

0.0100 

0.0113 

0.0321 

- 

0.053 

0.057 

0.113 

0.011 

0.102 

0.052 

51.47 

Safe 

11 DWD 

0802000500431700 

0.20 

0.11 

- 

0.11 

0.06 

0.17 

0.06 

0.28 

0.03 

- 

0.0369 

0.0522 

- 

0.089 

0.117 

0.292 

0.029 

0.263 

0.000 

0.13 

Safe 

11 GGM 

0802000600463100 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

0.0004 

0.0006 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

19.36 

Safe 



0.20 

0.18 

- 

0.18 

0.12 

0.30 

0.06 

0.34 

0.04 

- 

0.0381 

0.1076 

0.002 

0.148 

0.186 

0.486 

0.049 

0.437 

0.008 

1.86 

Safe 

11JGW 

0802000700481600 

0.12 

0.55 

(67.63) 

0.44 

0.00 

0.44 

0.06 

0.35 

0.11 

- 

0.1109 

0.1254 

0.002 

0.239 

0.352 

0.793 

0.040 

0.753 

0.039 

5.18 

Safe 

11 KM 

0802000500434900 

0.20 

0.21 

- 

0.21 

0.13 

0.35 

0.06 

0.29 

0.05 

0.0400 

0.0780 

0.0944 

0.001 

0.213 

0.267 

0.614 

0.061 

0.553 

0.195 

35.21 

Safe 

11 MSR 

0802000700479900 

0.12 

0.09 

- 

0.09 

0.15 

0.24 

0.04 

0.23 

0.02 

- 

0.0561 

0.1268 

- 

0.183 

0.201 

0.440 

0.044 

0.396 

0.009 

2.33 

Safe 



0.12 

0.02 

- 

0.02 

0.08 

0.10 

0.02 

0.12 

0.00 

- 

0.0292 

0.0660 

- 

0.095 

0.100 

0.203 

0.020 

0.183 

0.005 

2.62 

Safe 

11 RWD 

0802000200343600 

0.20 

0.11 

- 

0.11 

0.06 

0.17 

0.05 

0.21 

0.03 

0.0200 

0.0242 

0.0457 

- 

0.090 

0.120 

0.291 

0.029 

0.262 

0.199 

75.94 

Semi Critical 

12 AG 

0802000200342400 

0.20 

0.04 

(129.25) 

0.03 

0.04 

0.07 

0.04 

0.17 

0.01 

0.0100 

0.0227 

0.0321 

0.003 

0.067 

0.079 

0.152 

0.008 

0.144 

0.071 

49.10 

Safe 

12 AMS 

0802000700478200 

0.12 

0.05 

(149.81) 

0.04 

0.08 

0.12 

0.05 

0.28 

0.01 

- 

0.0289 

0.0655 

- 

0.094 

0.105 

0.227 

0.011 

0.216 

0.005 

2.20 

Safe 



0.12 

0.00 

9.20 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

0.0029 

0.0032 

- 

0.006 

0.007 

0.009 

0.000 

0.009 

0.001 

11.51 

Safe 



0.12 

0.00 

(1,265.52) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0013 

0.0029 

- 

0.004 

0.004 

0.008 

0.000 

0.007 

0.000 

2.82 

Safe 

12 BARANI 

0802000600460700 

0.22 

0.00 

(390.07) 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

- 

0.0042 

0.0117 

- 

0.016 

0.016 

0.031 

0.002 

0.029 

0.001 

3.01 

Safe 



0.20 

0.02 

(193.24) 

0.01 

0.05 

0.06 

0.02 

0.10 

0.00 

- 

0.0143 

0.0404 

- 

0.055 

0.059 

0.120 

0.006 

0.114 

0.003 

2.68 

Safe 

12 BHD 

0802000700487900 

0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

1.058 

0.12 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.003 

0.29 

0.59 


12 BPM 

0802000500434700 

1.595 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.595 

-0.12 

0.090 

0.06 

0.01 

0.02 

0.02 

0.00 

0.00 

0.00 

0.23 

0.000 

0.23 

0.31 


12 DPN 

0802000600461900 

2.220 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

2.220 

-0.23 

0.090 

0.17 

0.02 

0.02 

0.06 

0.00 

0.00 

0.00 

0.67 

0.006 

0.29 

0.44 


12 DWD 

0802000500431800 

1.368 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.368 

-0.03 

0.090 

0.00 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.00 

0.000 

0.22 

0.32 


12GGM 

0802000600463600 

3.811 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

3.414 

-0.19 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.009 

0.25 

0.24 






Bhakhra Canal 

Command 

Younger Alluvium 

0.397 

-0.19 

0.090 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.001 

0.03 

0.03 


12JGW 

0802000700481300 

2.933 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

2.933 

0.08 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.007 

0.29 

0.59 


12 KM 

0802000500434800 

1.056 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.056 

-0.12 

0.090 

0.14 

0.03 

0.01 

0.02 

0.00 

0.00 

0.00 

0.55 

0.000 

0.23 

0.31 


12 KWD 

0802000500424700 

3.087 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.160 

0.07 

0.090 

0.02 

0.01 

0.01 

0.02 

0.00 

-0.01 

-0.01 

0.10 

0.000 

0.07 

0.12 


12 MSR 

0802000700480200 

9.534 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

7.967 

-0.44 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.020 

0.24 

0.45 






Bhakhra Canal 

Command 

Younger Alluvium 

1.567 

-0.44 

0.070 

0.00 

0.00 

0.02 

0.04 

0.00 

0.00 

0.00 

0.00 

0.004 

0.05 

0.09 


12 RWD 

0802000200344500 

2.801 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.647 

-0.10 

0.150 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.006 

0.13 

0.19 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.154 

-0.10 

0.150 

0.03 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.10 

0.004 

0.09 

0.13 


13 AG 

0802000200343800 

2.956 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.935 

0.08 

0.150 

0.03 

0.01 

0.03 

0.04 

0.00 

-0.02 

-0.01 

0.12 

0.011 

0.21 

0.33 


13 AG-A 

0802000200343900 

1.974 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.974 

0.30 

0.150 

0.01 

0.00 

0.02 

0.03 

0.00 

0.05 

0.03 

0.02 

0.008 

0.21 

0.33 


13 AMS 

0802000700474400 

2.799 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.987 

0.26 

0.070 

0.00 

0.00 

0.01 

0.03 

0.00 

-0.02 

-0.01 

0.00 

0.002 

0.10 

0.21 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.081 

0.26 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


13 BARANI 

0802000600459700 

1.605 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.605 

-0.33 

0.090 

0.00 

0.00 

0.02 

0.05 

0.00 

0.00 

0.00 

0.00 

0.004 

0.28 

0.24 


13 BPM 

0802000500434600 

2.687 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.687 

-0.11 

0.090 

0.03 

0.01 

0.03 

0.04 

0.00 

0.00 

0.00 

0.13 

0.000 

0.23 

0.31 


13 DWD 

0802000500429500 

1.384 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.384 

0.02 

0.090 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.03 

-0.02 

0.00 

0.000 

0.22 

0.32 


13 GGM 

0802000600463500 

3.237 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

3.126 

-0.26 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.008 

0.27 

0.28 






Bhakhra Canal 

Command 

Younger Alluvium 

0.111 

-0.26 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


13 JGW 

0802000700483300 

2.048 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

2.048 

0.12 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.005 

0.29 

0.59 


13 KM 

0802000500437100 

3.567 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.567 

-0.11 

0.090 

0.06 

0.02 

0.04 

0.05 

0.00 

0.00 

0.00 

0.25 

0.000 

0.24 

0.30 


13 KWD-A 

0802000500424600 

1.825 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.198 

0.06 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.02 

0.04 


13 KWD-B 

0802000500420700 

2.023 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.023 

0.08 

0.090 

0.04 

0.01 

0.02 

0.03 

0.00 

-0.01 

0.00 

0.16 

0.000 

0.19 

0.33 


13 RWD 

0802000200344600 

3.428 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.156 

-0.27 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Younger Alluvium 

2.572 

-0.27 

0.150 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.010 

0.17 

0.24 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.263 

-0.27 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.02 

0.02 


14 AG 

0802000300385700 

3.317 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.317 

0.23 

0.150 

0.06 

0.01 

0.03 

0.05 

0.00 

0.08 

0.05 

0.24 

0.013 

0.21 

0.33 


14 AMS 

0802000700478300 

5.813 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

2.570 

0.07 

0.070 

0.00 

0.00 

0.03 

0.07 

0.00 

-0.09 

-0.05 

0.00 

0.006 

0.13 

0.26 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

2.460 

0.07 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.006 

0.12 

0.25 






Bhakhra Canal 

Command 

Younger Alluvium 

0.783 

0.07 

0.070 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.03 

-0.01 

0.00 

0.002 

0.04 

0.08 


14 BARANI 

0802000600459000 

7.411 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.878 

0.15 

0.090 

0.00 

0.00 

0.05 

0.14 

0.00 

-0.12 

-0.14 

0.00 

0.013 

0.19 

0.16 


14 BPM 

0802000500432000 

1.265 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.265 

-0.08 

0.090 

0.00 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.00 

0.000 

0.22 

0.32 


14 DPN 

0802000600461600 

5.634 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.143 

-0.22 

0.090 

0.00 

0.00 

0.01 

0.03 

0.00 

0.00 

0.00 

0.00 

0.003 

0.06 

0.08 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.047 

-0.22 

0.090 

0.00 

0.00 

0.04 

0.12 

0.00 

0.00 

0.00 

0.00 

0.010 

0.20 

0.27 


14 DWD 

0802000500427100 

1.782 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.782 

-0.02 

0.090 

0.00 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.00 

0.000 

0.22 

0.32 


14 JGW 

0802000700483200 

5.066 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

5.066 

0.10 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.013 

0.29 

0.59 


14 KM 

0802000500437200 

1.217 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.217 

-0.12 

0.090 

0.03 

0.01 

0.01 

0.02 

0.00 

0.00 

0.00 

0.12 

0.000 

0.23 

0.31 


14 RWD 

0802000600448600 

12.067 

Saline 

Non-command 

Non-command 

Younger Alluvium 

5.646 

-0.07 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.015 

0.11 

0.14 






Nohar Sidhmukh 

Command 

Younger Alluvium 

0.515 

-0.07 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


15 AG 

0802000300385600 

0.949 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.592 

0.15 

0.150 

0.03 

0.01 

0.01 

0.01 

0.00 

0.02 

0.01 

0.11 

0.002 

0.13 

0.21 


15 AMS 

0802000700474300 

5.648 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.753 

0.18 

0.070 

0.00 

0.00 

0.02 

0.05 

0.00 

-0.05 

-0.02 

0.00 

0.004 

0.09 

0.18 


15 BARANI 

0802000600459600 

3.739 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.739 

-1.10 

0.090 

0.00 

0.00 

0.04 

0.11 

0.00 

0.00 

0.00 

0.00 

0.010 

0.28 

0.24 


15 BPM 

0802000500431900 

2.195 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.195 

-0.08 

0.090 

0.00 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.00 

0.000 

0.22 

0.32 


15 DPN 

0802000600461800 

1.370 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.346 

-0.23 

0.090 

0.00 

0.00 

0.01 

0.04 

0.00 

0.00 

0.00 

0.00 

0.003 

0.28 

0.36 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.024 

-0.23 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


15 DWD 

0802000500427200 

1.236 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.236 

0.04 

0.090 

0.00 

0.00 

0.02 

0.02 

0.00 

-0.03 

-0.02 

0.00 

0.000 

0.21 

0.32 


15 JGW 

0802000700483400 

1.699 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.398 

0.02 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.07 

0.14 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

1.301 

0.02 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.22 

0.45 


15 KWD 

0802000500424000 

2.624 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.612 

0.05 

0.090 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.06 

0.000 

0.05 

0.08 


15 RWD 

0802000600448500 

3.027 

Saline 

Non-command 

Non-command 

Younger Alluvium 

2.026 

0.23 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.005 

0.16 

0.20 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.001 

0.23 

0.090 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.003 

0.08 

0.10 


16 AG 

0802000300385500 

1.570 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.529 

0.19 

0.150 

0.04 

0.01 

0.02 

0.02 

0.00 

0.04 

0.02 

0.16 

0.006 

0.21 

0.33 


16 AMS 

0802000700478400 

7.570 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.161 

0.02 

0.070 

0.00 

0.00 

0.01 

0.03 

0.00 

-0.05 

-0.02 

0.00 

0.003 

0.04 

0.09 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

5.239 

0.02 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.013 

0.20 

0.41 






Bhakhra Canal 

Command 

Younger Alluvium 

1.170 

0.02 

0.070 

0.00 

0.00 

0.01 

0.03 

0.00 

-0.05 

-0.02 

0.00 

0.003 

0.04 

0.09 


16 DPN 

0802000600461700 

3.377 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.759 

-0.15 

0.090 

0.00 

0.00 

0.02 

0.05 

0.00 

0.00 

0.00 

0.00 

0.005 

0.15 

0.15 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.518 

-0.15 

0.090 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.001 

0.04 

0.04 


16 DWD 

0802000500427300 

2.682 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.682 

0.06 

0.090 

0.00 

0.00 

0.03 

0.04 

0.00 

-0.06 

-0.04 

0.00 

0.000 

0.21 

0.32 


16 KWD 

0802000500423900 

3.079 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.001 

0.04 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


16 NTR 

0802000600461000 

7.684 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.085 

0.28 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


16 RWD-A 

0802000600449800 

5.259 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

5.031 

-0.10 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.013 

0.24 

0.27 


17 AG 

0802000300385400 

2.175 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.992 

0.16 

0.150 

0.05 

0.01 

0.02 

0.03 

0.00 

0.04 

0.02 

0.18 

0.008 

0.19 

0.31 


17 AMS 

0802000700478500 

3.626 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.986 

0.01 

0.070 

0.00 

0.00 

0.01 

0.03 

0.00 

-0.04 

-0.02 

0.00 

0.002 

0.08 

0.16 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.096 

0.01 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 






Bhakhra Canal 

Command 

Younger Alluvium 

2.545 

0.01 

0.070 

0.00 

0.00 

0.03 

0.07 

0.00 

-0.10 

-0.05 

0.00 

0.006 

0.20 

0.42 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.12 

0.04 

(88.28) 

0.03 

- 

0.03 

0.06 

0.35 

0.01 

- 

0.0059 

0.0084 

- 

0.014 

0.022 

0.051 

0.003 

0.049 

0.003 

5.36 

Safe 

12 BPM 

0802000500434700 

0.20 

0.07 

- 

0.07 

0.05 

0.13 

0.06 

0.29 

0.02 

0.0400 

0.0274 

0.0332 

- 

0.101 

0.119 

0.246 

0.025 

0.221 

0.227 

102.81 

Over Exploited 

12 DPN 

0802000600461900 

0.22 

0.14 

- 

0.14 

0.11 

0.25 

0.06 

0.35 

0.03 

0.0700 

0.0267 

0.0756 

- 

0.172 

0.202 

0.448 

0.045 

0.403 

0.672 

166.56 

Over Exploited 

12 DWD 

0802000500431800 

0.20 

0.06 

- 

0.06 

0.03 

0.09 

0.06 

0.27 

0.02 

- 

0.0201 

0.0284 

- 

0.049 

0.064 

0.158 

0.016 

0.142 

0.000 

0.13 

Safe 

12GGM 

0802000600463600 

0.20 

0.17 

- 

0.17 

- 

0.17 

0.06 

0.31 

0.04 

- 

0.0192 

0.0271 

- 

0.046 

0.085 

0.258 

0.026 

0.232 

0.009 

3.78 

Safe 



0.20 

0.00 

- 

0.00 

0.02 

0.02 

0.01 

0.04 

0.00 

- 

0.0048 

0.0135 

- 

0.018 

0.019 

0.037 

0.004 

0.033 

0.001 

3.10 

Safe 

12JGW 

0802000700481300 

0.12 

0.10 

(92.05) 

0.08 

- 

0.08 

0.06 

0.35 

0.02 

- 

0.0206 

0.0233 

- 

0.044 

0.065 

0.147 

0.007 

0.139 

0.007 

5.21 

Safe 

12 KM 

0802000500434800 

0.20 

0.05 

- 

0.05 

0.06 

0.11 

0.06 

0.29 

0.01 

0.1000 

0.0181 

0.0219 

0.000 

0.141 

0.153 

0.260 

0.026 

0.234 

0.551 

235.38 

Over Exploited 

12 KWD 

0802000500424700 

0.20 

0.02 

(147.81) 

0.01 

0.04 

0.05 

0.02 

0.09 

0.00 

0.0200 

0.0199 

0.0241 

- 

0.064 

0.068 

0.123 

0.006 

0.117 

0.097 

82.84 

Semi Critical 

12 MSR 

0802000700480200 

0.12 

0.23 

- 

0.23 

- 

0.23 

0.05 

0.29 

0.05 

- 

0.0560 

0.0633 

- 

0.119 

0.168 

0.398 

0.040 

0.358 

0.020 

5.50 

Safe 



0.12 

0.01 

- 

0.01 

0.06 

0.07 

0.01 

0.06 

0.00 

- 

0.0236 

0.0533 

- 

0.077 

0.079 

0.152 

0.015 

0.137 

0.004 

2.82 

Safe 

12 RWD 

0802000200344500 

0.20 

0.04 

- 

0.04 

0.01 

0.05 

0.04 

0.17 

0.01 

0.0200 

- 

- 

- 

0.020 

0.032 

0.085 

0.009 

0.077 

0.152 

198.36 

Over Exploited 



0.20 

0.02 

- 

0.02 

0.02 

0.04 

0.02 

0.12 

0.01 

0.0100 

0.0085 

0.0160 

- 

0.035 

0.040 

0.079 

0.008 

0.071 

0.101 

142.54 

Over Exploited 

13 AG 

0802000200343800 

0.20 

0.13 

(109.50) 

0.10 

0.08 

0.18 

0.06 

0.27 

0.03 

0.0200 

0.0432 

0.0610 

- 

0.124 

0.159 

0.343 

0.017 

0.326 

0.133 

40.93 

Safe 

13 AG-A 

0802000200343900 

0.20 

0.08 

(62.04) 

0.07 

0.05 

0.12 

0.06 

0.27 

0.02 

- 

0.0290 

0.0410 

- 

0.070 

0.093 

0.211 

0.011 

0.200 

0.032 

15.77 

Safe 

13 AMS 

0802000700474400 

0.12 

0.01 

(193.56) 

0.01 

0.04 

0.05 

0.02 

0.12 

0.00 

- 

0.0149 

0.0336 

- 

0.048 

0.051 

0.101 

0.005 

0.096 

0.002 

2.53 

Safe 



0.12 

0.00 

(1,197.21) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0012 

0.0028 

- 

0.004 

0.004 

0.007 

0.000 

0.007 

0.000 

2.84 

Safe 

13 BARANI 

0802000600459700 

0.20 

0.09 

- 

0.09 

0.06 

0.15 

0.06 

0.35 

0.02 

- 

0.0193 

0.0546 

- 

0.074 

0.095 

0.247 

0.025 

0.223 

0.004 

1.85 

Safe 

13 BPM 

0802000500434600 

0.20 

0.12 

- 

0.12 

0.08 

0.20 

0.06 

0.28 

0.03 

0.0200 

0.0461 

0.0559 

- 

0.122 

0.153 

0.357 

0.036 

0.321 

0.130 

40.63 

Safe 

13 DWD 

0802000500429500 

0.20 

0.06 

(137.01) 

0.05 

0.03 

0.08 

0.06 

0.27 

0.02 

- 

0.0204 

0.0288 

- 

0.049 

0.064 

0.147 

0.007 

0.140 

0.000 

0.13 

Safe 

13 GGM 

0802000600463500 

0.20 

0.17 

- 

0.17 

- 

0.17 

0.06 

0.33 

0.04 

- 

0.0176 

0.0248 

- 

0.042 

0.081 

0.251 

0.025 

0.226 

0.008 

3.55 

Safe 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0013 

0.0038 

- 

0.005 

0.005 

0.010 

0.001 

0.009 

0.000 

3.28 

Safe 

13 JGW 

0802000700483300 

0.12 

0.07 

(88.33) 

0.06 

- 

0.06 

0.06 

0.35 

0.01 

- 

0.0144 

0.0163 

- 

0.031 

0.045 

0.102 

0.005 

0.097 

0.005 

5.21 

Safe 

13 KM 

0802000500437100 

0.20 

0.17 

- 

0.17 

0.12 

0.29 

0.06 

0.30 

0.04 

0.0500 

0.0612 

0.0741 

- 

0.185 

0.227 

0.513 

0.051 

0.462 

0.251 

54.46 

Safe 

13 KWD-A 

0802000500424600 

0.20 

0.00 

(374.41) 

0.00 

0.00 

0.01 

0.01 

0.03 

0.00 

- 

0.0029 

0.0041 

- 

0.007 

0.007 

0.013 

0.001 

0.012 

0.016 

131.08 

Over Exploited 

13 KWD-B 

0802000500420700 

0.20 

0.08 

(105.24) 

0.06 

0.06 

0.12 

0.05 

0.24 

0.02 

0.0300 

0.0298 

0.0420 

- 

0.102 

0.122 

0.246 

0.012 

0.234 

0.162 

69.48 

Safe 

13 RWD 

0802000200344600 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.021 

5,692.10 

Over Exploited 



0.20 

0.09 

- 

0.09 

- 

0.09 

0.05 

0.21 

0.02 

0.0100 

- 

- 

- 

0.010 

0.033 

0.120 

0.012 

0.108 

0.261 

242.18 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0013 

0.0018 

- 

0.003 

0.003 

0.006 

0.001 

0.006 

0.025 

430.23 

Over Exploited 

14 AG 

0802000300385700 

0.20 

0.14 

(64.11) 

0.11 

0.09 

0.21 

0.06 

0.27 

0.04 

0.0400 

0.0488 

0.0689 

- 

0.158 

0.196 

0.403 

0.020 

0.383 

0.248 

64.72 

Safe 

14 AMS 

0802000700478300 

0.12 

0.04 

(215.28) 

0.03 

0.11 

0.14 

0.03 

0.15 

0.01 

- 

0.0387 

0.0875 

- 

0.126 

0.134 

0.272 

0.014 

0.258 

0.006 

2.46 

Safe 



0.12 

0.04 

(83.41) 

0.03 

- 

0.03 

0.03 

0.15 

0.01 

- 

0.0173 

0.0195 

- 

0.037 

0.044 

0.073 

0.004 

0.070 

0.006 

8.74 

Safe 



0.12 

0.00 

(479.66) 

0.00 

0.03 

0.04 

0.01 

0.05 

0.00 

- 

0.0118 

0.0266 

- 

0.038 

0.039 

0.074 

0.004 

0.071 

0.002 

2.74 

Safe 

14 BARANI 

0802000600459000 

0.20 

0.18 

(179.69) 

0.14 

0.19 

0.33 

0.04 

0.23 

0.04 

- 

0.0587 

0.1660 

- 

0.225 

0.266 

0.600 

0.030 

0.570 

0.013 

2.20 

Safe 

14 BPM 

0802000500432000 

0.20 

0.06 

- 

0.06 

0.03 

0.09 

0.06 

0.28 

0.01 

- 

0.0186 

0.0263 

- 

0.045 

0.059 

0.147 

0.015 

0.132 

0.000 

0.13 

Safe 

14 DPN 

0802000600461600 

0.22 

0.01 

- 

0.01 

0.04 

0.06 

0.01 

0.07 

0.00 

- 

0.0138 

0.0389 

- 

0.053 

0.056 

0.115 

0.011 

0.103 

0.003 

2.85 

Safe 



0.20 

0.17 

- 

0.17 

0.16 

0.32 

0.04 

0.25 

0.04 

- 

0.0487 

0.1377 

- 

0.187 

0.223 

0.545 

0.054 

0.490 

0.010 

2.12 

Safe 

14 DWD 

0802000500427100 

0.20 

0.08 

- 

0.08 

0.05 

0.12 

0.06 

0.27 

0.02 

- 

0.0306 

0.0370 

- 

0.068 

0.087 

0.212 

0.021 

0.191 

0.000 

0.13 

Safe 

14 JGW 

0802000700483200 

0.12 

0.18 

(89.83) 

0.14 

- 

0.14 

0.06 

0.35 

0.04 

- 

0.0356 

0.0402 

- 

0.076 

0.112 

0.253 

0.013 

0.240 

0.013 

5.21 

Safe 

14 KM 

0802000500437200 

0.20 

0.06 

- 

0.06 

0.04 

0.10 

0.06 

0.29 

0.01 

0.0200 

0.0209 

0.0253 

- 

0.066 

0.080 

0.179 

0.018 

0.161 

0.122 

75.67 

Semi Critical 

14 RWD 

0802000600448600 

0.20 

0.13 

- 

0.13 

- 

0.13 

0.03 

0.14 

0.03 

- 

- 

- 

- 

- 

0.032 

0.158 

0.016 

0.142 

0.015 

10.19 

Safe 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

0.0022 

0.0041 

- 

0.006 

0.007 

0.008 

0.001 

0.007 

0.001 

19.31 

Safe 

15 AG 

0802000300385600 

0.20 

0.02 

(24.57) 

0.01 

0.02 

0.04 

0.04 

0.17 

0.00 

0.0200 

0.0087 

0.0123 

- 

0.041 

0.045 

0.083 

0.004 

0.079 

0.115 

146.66 

Over Exploited 

15 AMS 

0802000700474300 

0.12 

0.02 

(231.24) 

0.02 

0.07 

0.09 

0.02 

0.11 

0.00 

- 

0.0264 

0.0597 

- 

0.086 

0.090 

0.178 

0.009 

0.169 

0.004 

2.57 

Safe 

15 BARANI 

0802000600459600 

0.20 

0.21 

- 

0.21 

0.14 

0.36 

0.06 

0.35 

0.05 

- 

0.0450 

0.1272 

- 

0.172 

0.220 

0.576 

0.058 

0.518 

0.010 

1.85 

Safe 

15 BPM 

0802000500431900 

0.20 

0.10 

- 

0.10 

0.06 

0.15 

0.06 

0.28 

0.02 

- 

0.0323 

0.0456 

- 

0.078 

0.103 

0.255 

0.026 

0.230 

0.000 

0.13 

Safe 

15 DPN 

0802000600461800 

0.22 

0.08 

- 

0.08 

0.05 

0.13 

0.06 

0.34 

0.02 

- 

0.0162 

0.0458 

- 

0.062 

0.080 

0.215 

0.022 

0.194 

0.003 

1.79 

Safe 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0003 

0.0008 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

3.30 

Safe 

15 DWD 

0802000500427200 

0.20 

0.05 

(136.13) 

0.04 

0.03 

0.08 

0.06 

0.27 

0.01 

- 

0.0212 

0.0257 

- 

0.047 

0.060 

0.136 

0.007 

0.129 

0.000 

0.13 

Safe 

15 JGW 

0802000700483400 

0.12 

0.00 

(90.74) 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

- 

0.0022 

0.0032 

- 

0.005 

0.006 

0.009 

0.000 

0.008 

0.001 

11.95 

Safe 



0.12 

0.03 

(97.40) 

0.03 

- 

0.03 

0.05 

0.27 

0.01 

- 

0.0073 

0.0103 

- 

0.018 

0.025 

0.052 

0.003 

0.050 

0.003 

6.45 

Safe 

15 KWD 

0802000500424000 

0.20 

0.01 

(125.18) 

0.00 

0.02 

0.02 

0.01 

0.06 

0.00 

0.0100 

0.0090 

0.0127 

- 

0.032 

0.033 

0.053 

0.003 

0.050 

0.057 

113.33 

Over Exploited 

15 RWD 

0802000600448500 

0.20 

0.06 

(50.01) 

0.05 

0.00 

0.05 

0.04 

0.20 

0.02 

- 

- 

- 

0.000 

0.000 

0.016 

0.068 

0.003 

0.064 

0.005 

8.10 

Safe 



0.20 

0.02 

(84.63) 

0.01 

0.02 

0.03 

0.02 

0.10 

0.00 

- 

0.0098 

0.0139 

0.001 

0.025 

0.029 

0.058 

0.003 

0.056 

0.003 

4.63 

Safe 

16 AG 

0802000300385500 

0.20 

0.06 

(64.89) 

0.05 

0.05 

0.10 

0.06 

0.26 

0.02 

0.0300 

0.0225 

0.0318 

- 

0.084 

0.102 

0.200 

0.010 

0.190 

0.168 

88.18 

Semi Critical 

16 AMS 

0802000700478400 

0.12 

0.01 

(466.96) 

0.00 

0.05 

0.05 

0.01 

0.05 

0.00 

- 

0.0175 

0.0395 

- 

0.057 

0.058 

0.111 

0.006 

0.106 

0.003 

2.72 

Safe 



0.12 

0.13 

(97.70) 

0.10 

- 

0.10 

0.04 

0.24 

0.03 

- 

0.0368 

0.0416 

- 

0.078 

0.104 

0.205 

0.010 

0.195 

0.013 

6.64 

Safe 



0.12 

0.01 

(464.53) 

0.01 

0.05 

0.05 

0.01 

0.05 

0.00 

- 

0.0176 

0.0398 

- 

0.057 

0.059 

0.112 

0.006 

0.106 

0.003 

2.72 

Safe 

16 DPN 

0802000600461700 

0.22 

0.06 

- 

0.06 

0.07 

0.13 

0.03 

0.18 

0.01 

- 

0.0212 

0.0599 

- 

0.081 

0.094 

0.219 

0.022 

0.197 

0.005 

2.29 

Safe 



0.20 

0.00 

- 

0.00 

0.02 

0.02 

0.01 

0.05 

0.00 

- 

0.0062 

0.0176 

- 

0.024 

0.025 

0.049 

0.005 

0.045 

0.001 

2.99 

Safe 

16 DWD 

0802000500427300 

0.20 

0.11 

(133.09) 

0.09 

0.07 

0.16 

0.05 

0.27 

0.03 

- 

0.0460 

0.0557 

- 

0.102 

0.131 

0.294 

0.015 

0.279 

0.000 

0.13 

Safe 

16 KWD 

0802000500423900 

0.20 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

16 NTR 

0802000600461000 

0.20 

0.00 

(2,753.77) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0010 

0.0029 

- 

0.004 

0.004 

0.007 

0.000 

0.007 

0.000 

3.17 

Safe 

16 RWD-A 

0802000600449800 

0.20 

0.24 

- 

0.24 

- 

0.24 

0.06 

0.30 

0.06 

- 

0.0212 

0.0400 

- 

0.061 

0.120 

0.363 

0.036 

0.327 

0.013 

3.96 

Safe 

17 AG 

0802000300385400 

0.20 

0.08 

(68.67) 

0.06 

0.06 

0.12 

0.05 

0.24 

0.02 

0.0300 

0.0293 

0.0414 

- 

0.101 

0.122 

0.243 

0.012 

0.231 

0.186 

80.39 

Semi Critical 

17 AMS 

0802000700478500 

0.12 

0.01 

(296.49) 

0.01 

0.04 

0.05 

0.02 

0.10 

0.00 

- 

0.0119 

0.0336 

- 

0.045 

0.047 

0.093 

0.005 

0.088 

0.002 

2.76 

Safe 



0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

0.0005 

0.0008 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

17.90 

Safe 



0.12 

0.06 

(176.08) 

0.05 

0.10 

0.15 

0.04 

0.25 

0.01 

- 

0.0306 

0.0866 

- 

0.117 

0.130 

0.278 

0.014 

0.265 

0.006 

2.38 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


17 DPN 

080200060046150C 

6.811 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.974 

-0.10 

0.090 

0.00 

0.00 

0.01 

0.03 

0.00 

0.00 

0.00 

0.00 

0.003 

0.04 

0.04 


17 DWD 

0802000500426800 

4.981 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.216 

0.07 

0.090 

0.00 

0.00 

0.03 

0.03 

0.00 

-0.05 

-0.03 

0.00 

0.000 

0.09 

0.15 


17 RWD 

0802000600449000 

2.476 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.794 

0.21 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.005 

0.17 

0.22 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.682 

0.21 

0.090 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.002 

0.07 

0.08 


18 AG 

0802000300385000 

0.900 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.499 

0.14 

0.150 

0.04 

0.01 

0.01 

0.01 

0.00 

0.03 

0.02 

0.16 

0.002 

0.12 

0.19 


18 AMS 

0802000700473800 

0.563 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.217 

0.02 

0.070 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

0.00 

0.00 

0.001 

0.11 

0.23 


18 DPN 

0802000600461200 

6.138 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.111 

0.15 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 


18 RWD 

0802000600448700 

2.303 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.054 

-0.02 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.11 

0.13 






Nohar Sidhmukh 

Command 

Younger Alluvium 

1.249 

-0.02 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.13 

0.16 


19 AMS 

0802000700473700 

3.375 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.712 

0.02 

0.070 

0.00 

0.00 

0.02 

0.05 

0.00 

-0.07 

-0.03 

0.00 

0.004 

0.15 

0.30 


19 DPN 

0802000600464200 

6.513 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.098 

0.25 

0.090 

0.00 

0.00 

0.01 

0.03 

0.00 

-0.02 

-0.02 

0.00 

0.003 

0.05 

0.04 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.882 

0.25 

0.090 

0.00 

0.00 

0.05 

0.14 

0.00 

-0.08 

-0.09 

0.00 

0.013 

0.21 

0.18 


19 DWD 

0802000500427400 

1.294 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.293 

0.08 

0.090 

0.06 

0.02 

0.02 

0.02 

0.00 

0.01 

0.01 

0.24 

0.000 

0.21 

0.33 


19 RWD 

0802000600449500 

4.078 

Saline 

Non-command 

Non-command 

Younger Alluvium 

2.184 

0.11 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.006 

0.13 

0.16 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.894 

0.11 

0.090 

0.00 

0.00 

0.02 

0.03 

0.00 

-0.03 

-0.02 

0.00 

0.005 

0.11 

0.14 


2 AM 

0802000300385100 

3.158 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.158 

0.13 

0.150 

0.08 

0.02 

0.04 

0.05 

0.00 

0.03 

0.02 

0.32 

0.012 

0.21 

0.34 


2 AMS 

0802000700476200 

5.127 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.062 

0.53 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

5.065 

0.53 

0.070 

0.00 

0.00 

0.08 

0.18 

0.00 

-0.07 

-0.04 

0.00 

0.013 

0.28 

0.56 


2 ASM 

0802000500425700 

1.352 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.352 

0.07 

0.090 

0.04 

0.01 

0.02 

0.02 

0.00 

0.00 

0.00 

0.15 

0.000 

0.21 

0.33 


2 BBM 

0802000700474600 

6.273 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.718 

0.40 

0.070 

0.00 

0.00 

0.02 

0.05 

0.00 

-0.02 

-0.01 

0.00 

0.004 

0.08 

0.16 


2 BHD 

0802000700478800 

3.777 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.023 

-0.03 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Bhakhra Canal 

Command 

Younger Alluvium 

3.754 

-0.03 

0.070 

0.00 

0.00 

0.04 

0.11 

0.00 

0.00 

0.00 

0.00 

0.009 

0.29 

0.59 


2 BHP 

0802000700484600 

3.271 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

3.271 

0.34 

0.070 

0.00 

0.00 

0.04 

0.09 

0.00 

-0.06 

-0.03 

0.00 

0.008 

0.29 

0.59 


2 BPM 

0802000500432900 

3.077 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.077 

0.29 

0.090 

0.05 

0.01 

0.03 

0.05 

0.00 

0.04 

0.03 

0.19 

0.000 

0.22 

0.33 


2 BPSM 

0802000500432700 

1.490 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.490 

-0.02 

0.090 

0.02 

0.01 

0.02 

0.02 

0.00 

0.00 

0.00 

0.08 

0.000 

0.22 

0.32 


2 BRN 

0802000200344300 

2.467 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.467 

0.03 

0.150 

0.07 

0.01 

0.02 

0.02 

0.00 

0.03 

0.02 

0.26 

0.009 

0.22 

0.32 


2 BWM 

0802000500433200 

3.509 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.509 

0.35 

0.090 

0.04 

0.01 

0.03 

0.03 

0.00 

0.07 

0.05 

0.17 

0.000 

0.22 

0.32 


2 CHN 

0802000700476800 

4.867 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

4.041 

0.54 

0.070 

0.00 

0.00 

0.07 

0.14 

0.00 

-0.06 

-0.03 

0.00 

0.010 

0.24 

0.48 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.009 

0.54 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Bhakhra Canal 

Command 

Younger Alluvium 

0.817 

0.54 

0.070 

0.00 

0.00 

0.01 

0.03 

0.00 

-0.01 

-0.01 

0.00 

0.002 

0.05 

0.10 


2 CYM 

0802000500432300 

1.593 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.593 

-0.09 

0.090 

0.04 

0.01 

0.02 

0.02 

0.00 

0.00 

0.00 

0.16 

0.000 

0.22 

0.32 


2 DPN 

0802000700479100 

4.191 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.590 

0.02 

0.070 

0.04 

0.01 

0.01 

0.02 

0.00 

0.01 

0.00 

0.14 

0.001 

0.04 

0.08 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.976 

0.02 

0.070 

0.02 

0.00 

0.01 

0.03 

0.00 

-0.02 

-0.01 

0.08 

0.002 

0.07 

0.14 


2 DWD 

0802000500437900 

2.130 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.013 

-0.02 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


2 DWSM 

0802000500437500 

0.433 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.225 

-0.05 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.000 

0.12 

0.16 


2 GGM 

0802000600462400 

5.625 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.916 

-0.21 

0.090 

0.03 

0.00 

0.01 

0.03 

0.00 

0.00 

0.00 

0.11 

0.002 

0.05 

0.09 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.709 

-0.21 

0.090 

0.05 

0.01 

0.05 

0.13 

0.00 

0.00 

0.00 

0.18 

0.012 

0.24 

0.48 


2 JGW 

0802000700477000 

3.363 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

3.363 

0.58 

0.070 

0.00 

0.00 

0.04 

0.10 

0.00 

-0.01 

0.00 

0.00 

0.008 

0.29 

0.59 


2 JSL 

0802000700476700 

3.283 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.001 

0.53 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Bhakhra Canal 

Command 

Younger Alluvium 

0.583 

0.53 

0.070 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.01 

0.00 

0.00 

0.001 

0.05 

0.10 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

1.753 

0.53 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.03 

0.00 

0.004 

0.15 

0.31 






Bhakhra Canal 

Command 

Younger Alluvium 

0.946 

0.53 

0.070 

0.00 

0.00 

0.02 

0.03 

0.00 

-0.02 

-0.01 

0.00 

0.002 

0.08 

0.17 


2 KBM 

0802000500418800 

3.369 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.241 

0.12 

0.090 

0.00 

0.00 

0.03 

0.05 

0.00 

-0.05 

-0.03 

0.00 

0.000 

0.18 

0.31 


2 KLM 

0802000500418900 

2.822 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.822 

0.08 

0.090 

0.03 

0.01 

0.03 

0.04 

0.00 

-0.03 

-0.02 

0.11 

0.000 

0.19 

0.33 


2 KM 

0802000600448200 

3.477 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.293 

0.29 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.03 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.184 

0.29 

0.090 

0.00 

0.00 

0.02 

0.03 

0.00 

0.03 

0.02 

0.00 

0.008 

0.21 

0.29 


2 KRP 

0802000700484700 

0.924 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.924 

0.34 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.002 

0.29 

0.59 


2 KWD 

0802000500419600 

2.191 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.191 

0.08 

0.090 

0.07 

0.02 

0.03 

0.03 

0.00 

0.01 

0.00 

0.28 

0.000 

0.21 

0.34 


2 Kwm 

0802000300384300 

2.241 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.266 

0.14 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.02 

0.04 


2 MRN 

0802000700475500 

2.743 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.743 

0.55 

0.070 

0.00 

0.00 

0.03 

0.08 

0.00 

-0.01 

0.00 

0.00 

0.007 

0.29 

0.59 


2 MSR 

0802000700478900 

2.805 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.356 

-0.02 

0.070 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.001 

0.04 

0.08 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.449 

-0.02 

0.070 

0.00 

0.00 

0.02 

0.07 

0.00 

0.00 

0.00 

0.00 

0.006 

0.25 

0.52 


2 NGM 

0802000500420900 

4.539 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.229 

0.07 

0.090 

0.01 

0.00 

0.02 

0.02 

0.00 

-0.02 

-0.01 

0.04 

0.000 

0.09 

0.16 


2 NTR 

0802000700471900 

4.442 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.048 

-0.06 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.01 


2 RWSM 

0802000500426900 

1.589 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.589 

0.05 

0.090 

0.00 

0.00 

0.02 

0.02 

0.00 

-0.04 

-0.02 

0.00 

0.000 

0.21 

0.33 


2 SDR 

0802000700474100 

3.876 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.028 

0.16 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


2 SPM 

0802000500435500 

7.077 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.519 

-0.04 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.000 

0.05 

0.06 






Nohar Sidhmukh 

Command 

Younger Alluvium 

5.558 

-0.04 

0.090 

0.03 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.001 

0.20 

0.22 


2 TKM 

0802000600449300 

3.099 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.099 

0.08 

0.090 

0.00 

0.00 

0.04 

0.05 

0.00 

-0.06 

-0.05 

0.00 

0.008 

0.23 

0.31 


2 ZWD 

0802000500420500 

1.599 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.599 

0.07 

0.090 

0.04 

0.01 

0.02 

0.02 

0.00 

0.00 

0.00 

0.15 

0.000 

0.20 

0.33 


2 ZWD-A 

0802000500419300 

3.296 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.296 

0.09 

0.090 

0.03 

0.01 

0.04 

0.05 

0.00 

-0.04 

-0.03 

0.12 

0.000 

0.20 

0.34 


2 ZWM 

0802000500417700 

2.637 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.465 

0.12 

0.090 

0.01 

0.00 

0.02 

0.02 

0.00 

-0.01 

-0.01 

0.06 

0.000 

0.11 

0.18 


20 AG 

0802000300384800 

3.169 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.089 

0.12 

0.150 

0.09 

0.02 

0.04 

0.05 

0.00 

0.04 

0.03 

0.36 

0.012 

0.20 

0.33 


20 AMS 

0802000700473600 

6.781 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

4.072 

0.02 

0.070 

0.15 

0.02 

0.05 

0.12 

0.00 

-0.03 

-0.02 

0.58 

0.010 

0.17 

0.36 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.051 

0.02 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


20 DPN 

0802000600461100 

5.188 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.133 

0.22 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


20 RWD 

0802000600448900 

3.898 

Saline 

Non-command 

Non-command 

Younger Alluvium 

3.898 

0.13 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.00 

0.010 

0.24 

0.30 


20 RWD-A 

0802000600448800 

3.979 

Saline 

Non-command 

Non-command 

Younger Alluvium 

2.435 

0.02 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.15 

0.18 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

17 DPN 

0802000600461500 

0.20 

0.01 

- 

0.01 

0.04 

0.05 

0.01 

0.05 

0.00 

- 

0.0117 

0.0331 

- 

0.045 

0.047 

0.092 

0.009 

0.083 

0.003 

3.01 

Safe 

17 DWD 

0802000500426800 

0.20 

0.04 

(170.57) 

0.03 

0.06 

0.09 

0.02 

0.12 

0.01 

- 

0.0380 

0.0461 

- 

0.084 

0.095 

0.187 

0.009 

0.178 

0.000 

0.17 

Safe 

17 RWD 

0802000600449000 

0.20 

0.06 

(56.87) 

0.05 

- 

0.05 

0.04 

0.22 

0.02 

- 

- 

- 

- 

- 

0.016 

0.066 

0.003 

0.062 

0.005 

7.41 

Safe 



0.20 

0.01 

(97.78) 

0.01 

0.01 

0.02 

0.02 

0.08 

0.00 

- 

0.0084 

0.0094 

- 

0.018 

0.020 

0.040 

0.002 

0.038 

0.002 

4.62 

Safe 

18 AG 

0802000300385000 

0.20 

0.01 

47.72 

0.01 

0.02 

0.04 

0.03 

0.15 

0.00 

0.0300 

0.0073 

0.0104 

- 

0.048 

0.051 

0.087 

0.004 

0.083 

0.164 

197.57 

Over Exploited 

18 AMS 

0802000700473800 

0.12 

0.00 

(244.79) 

0.00 

0.01 

0.01 

0.02 

0.13 

0.00 

- 

0.0033 

0.0074 

- 

0.011 

0.011 

0.022 

0.001 

0.021 

0.001 

2.51 

Safe 

18 DPN 

0802000600461200 

0.20 

0.00 

(2,834.64) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0013 

0.0038 

- 

0.005 

0.005 

0.010 

0.000 

0.009 

0.000 

3.16 

Safe 

18 RWD 

0802000600448700 

0.20 

0.02 

- 

0.02 

- 

0.02 

0.03 

0.14 

0.01 

- 

- 

- 

- 

- 

0.006 

0.030 

0.003 

0.027 

0.003 

10.12 

Safe 



0.20 

0.03 

- 

0.03 

- 

0.03 

0.03 

0.17 

0.01 

- 

0.0053 

0.0099 

- 

0.015 

0.023 

0.057 

0.006 

0.051 

0.003 

6.26 

Safe 

19 AMS 

0802000700473700 

0.12 

0.03 

(210.75) 

0.02 

0.07 

0.09 

0.03 

0.18 

0.01 

- 

0.0258 

0.0583 

- 

0.084 

0.090 

0.185 

0.009 

0.176 

0.004 

2.41 

Safe 

19 DPN 

0802000600464200 

0.22 

0.01 

(280.27) 

0.01 

0.04 

0.05 

0.01 

0.06 

0.00 

- 

0.0132 

0.0374 

- 

0.051 

0.053 

0.105 

0.005 

0.100 

0.003 

2.83 

Safe 



0.20 

0.21 

(144.75) 

0.17 

0.19 

0.35 

0.05 

0.26 

0.05 

- 

0.0588 

0.1662 

- 

0.225 

0.272 

0.626 

0.031 

0.595 

0.013 

2.11 

Safe 

19 DWD 

0802000500427400 

0.20 

0.05 

(83.10) 

0.04 

0.05 

0.10 

0.05 

0.26 

0.01 

0.0500 

0.0222 

0.0269 

- 

0.099 

0.113 

0.211 

0.011 

0.200 

0.243 

121.34 

Over Exploited 

19 RWD 

0802000600449500 

0.20 

0.06 

(68.04) 

0.05 

- 

0.05 

0.03 

0.16 

0.01 

- 

- 

- 

- 

- 

0.014 

0.059 

0.003 

0.056 

0.006 

9.95 

Safe 



0.20 

0.04 

(154.45) 

0.03 

0.05 

0.08 

0.03 

0.14 

0.01 

- 

0.0279 

0.0394 

- 

0.067 

0.078 

0.160 

0.008 

0.152 

0.005 

3.21 

Safe 

2 AM 

0802000300385100 

0.20 

0.13 

(83.84) 

0.10 

0.11 

0.21 

0.06 

0.26 

0.04 

0.0600 

0.0542 

0.0656 

- 

0.180 

0.215 

0.425 

0.021 

0.404 

0.336 

83.16 

Semi Critical 

2 AMS 

0802000700476200 

0.12 

0.00 

(2,006.55) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0011 

0.0027 

- 

0.004 

0.004 

0.007 

0.000 

0.007 

0.000 

2.31 

Safe 



0.12 

0.17 

(120.44) 

0.14 

0.26 

0.40 

0.06 

0.34 

0.04 

- 

0.0915 

0.2155 

- 

0.307 

0.343 

0.740 

0.037 

0.703 

0.013 

1.78 

Safe 

2 ASM 

0802000500425700 

0.20 

0.06 

(102.51) 

0.04 

0.05 

0.10 

0.05 

0.26 

0.01 

0.0300 

0.0232 

0.0281 

0.007 

0.088 

0.103 

0.199 

0.010 

0.189 

0.154 

81.52 

Semi Critical 

2 BBM 

0802000700474600 

0.12 

0.02 

(170.41) 

0.01 

0.07 

0.08 

0.02 

0.10 

0.00 

- 

0.0259 

0.0585 

- 

0.084 

0.088 

0.172 

0.009 

0.163 

0.004 

2.60 

Safe 

2 BHD 

0802000700478800 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.13 

- 

0.13 

0.15 

0.28 

0.06 

0.35 

0.03 

- 

0.0452 

0.1278 

0.002 

0.175 

0.202 

0.478 

0.048 

0.430 

0.009 

2.15 

Safe 

2 BHP 

0802000700484600 

0.12 

0.11 

(124.73) 

0.09 

0.14 

0.23 

0.06 

0.35 

0.02 

- 

0.0492 

0.1113 

- 

0.161 

0.184 

0.410 

0.021 

0.390 

0.008 

2.07 

Safe 

2 BPM 

0802000500432900 

0.20 

0.13 

(79.02) 

0.11 

0.09 

0.19 

0.06 

0.27 

0.04 

0.0300 

0.0453 

0.0640 

- 

0.139 

0.175 

0.368 

0.018 

0.350 

0.186 

53.26 

Safe 

2 BPSM 

0802000500432700 

0.20 

0.07 

- 

0.07 

0.05 

0.12 

0.06 

0.28 

0.02 

0.0200 

0.0256 

0.0310 

- 

0.077 

0.094 

0.209 

0.021 

0.188 

0.081 

43.19 

Safe 

2 BRN 

0802000200344300 

0.20 

0.11 

(81.56) 

0.09 

0.05 

0.14 

0.06 

0.28 

0.03 

0.0300 

0.0242 

0.0342 

- 

0.088 

0.118 

0.256 

0.013 

0.244 

0.268 

110.24 

Over Exploited 

2 BWM 

0802000500433200 

0.20 

0.16 

(67.30) 

0.12 

0.08 

0.20 

0.06 

0.28 

0.04 

0.0300 

0.0430 

0.0486 

0.001 

0.122 

0.164 

0.364 

0.018 

0.346 

0.170 

49.28 

Safe 

2 CHN 

0802000700476800 

0.12 

0.12 

(127.33) 

0.09 

0.22 

0.31 

0.05 

0.29 

0.02 

- 

0.0852 

0.1719 

- 

0.257 

0.281 

0.591 

0.030 

0.561 

0.010 

1.78 

Safe 



0.12 

0.00 

31,169.97 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.00 

(236.57) 

0.00 

0.04 

0.05 

0.01 

0.06 

0.00 

- 

0.0172 

0.0348 

- 

0.052 

0.053 

0.101 

0.005 

0.096 

0.002 

2.11 

Safe 

2 CYM 

0802000500432300 

0.20 

0.07 

- 

0.07 

0.05 

0.12 

0.06 

0.28 

0.02 

0.0300 

0.0273 

0.0331 

- 

0.090 

0.108 

0.231 

0.023 

0.208 

0.162 

77.89 

Semi Critical 

2 DPN 

0802000700479100 

0.12 

0.00 

10.83 

0.00 

0.03 

0.04 

0.01 

0.05 

0.00 

0.0200 

0.0089 

0.0201 

- 

0.049 

0.050 

0.087 

0.004 

0.083 

0.145 

175.64 

Over Exploited 



0.12 

0.01 

(216.57) 

0.01 

0.04 

0.05 

0.01 

0.08 

0.00 

0.0100 

0.0147 

0.0332 

- 

0.058 

0.060 

0.106 

0.005 

0.101 

0.084 

83.70 

Semi Critical 

2 DWD 

0802000500437900 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.000 

0.000 

- 

Safe 

2 DWSM 

0802000500437500 

0.20 

0.01 

- 

0.01 

0.01 

0.01 

0.03 

0.15 

0.00 

0.0100 

0.0033 

0.0047 

- 

0.018 

0.019 

0.030 

0.003 

0.027 

0.057 

209.27 

Over Exploited 

2 GGM 

0802000600462400 

0.22 

0.01 

- 

0.01 

0.04 

0.04 

0.01 

0.06 

0.00 

0.0100 

0.0110 

0.0312 

- 

0.052 

0.054 

0.099 

0.010 

0.089 

0.110 

123.68 

Over Exploited 



0.20 

0.23 

- 

0.23 

0.19 

0.42 

0.05 

0.29 

0.05 

0.0200 

0.0567 

0.1603 

- 

0.237 

0.284 

0.705 

0.070 

0.634 

0.195 

30.76 

Safe 

2 JGW 

0802000700477000 

0.12 

0.12 

(102.14) 

0.09 

0.14 

0.23 

0.06 

0.35 

0.02 

- 

0.0506 

0.1145 

0.004 

0.169 

0.193 

0.428 

0.021 

0.407 

0.008 

2.04 

Safe 

2 JSL 

0802000700476700 

0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.00 

(230.78) 

0.00 

0.03 

0.03 

0.01 

0.06 

0.00 

- 

0.0123 

0.0248 

- 

0.037 

0.038 

0.072 

0.004 

0.068 

0.001 

2.11 

Safe 



0.12 

0.03 

0.07 

0.03 

- 

0.03 

0.03 

0.19 

0.01 

- 

0.0172 

0.0209 

- 

0.038 

0.045 

0.077 

0.004 

0.073 

0.004 

5.89 

Safe 



0.12 

0.01 

(180.41) 

0.01 

0.05 

0.06 

0.02 

0.10 

0.00 

- 

0.0199 

0.0402 

- 

0.060 

0.062 

0.120 

0.006 

0.114 

0.002 

2.04 

Safe 

2 KBM 

0802000500418800 

0.20 

0.12 

(125.60) 

0.09 

0.09 

0.18 

0.05 

0.23 

0.03 

- 

0.0477 

0.0674 

0.007 

0.122 

0.153 

0.334 

0.017 

0.317 

0.000 

0.14 

Safe 

2 KLM 

0802000500418900 

0.20 

0.11 

(118.70) 

0.09 

0.09 

0.17 

0.05 

0.24 

0.03 

0.0200 

0.0484 

0.0587 

- 

0.127 

0.156 

0.329 

0.016 

0.312 

0.105 

33.77 

Safe 

2 KM 

0802000600448200 

0.20 

0.00 

384.19 

0.00 

- 

0.00 

0.01 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.001 

48.56 

Safe 



0.20 

0.13 

(84.46) 

0.11 

0.05 

0.16 

0.05 

0.26 

0.03 

- 

0.0312 

0.0441 

- 

0.075 

0.110 

0.269 

0.013 

0.256 

0.008 

3.20 

Safe 

2 KRP 

0802000700484700 

0.12 

0.03 

(66.36) 

0.03 

- 

0.03 

0.06 

0.35 

0.01 

- 

0.0052 

0.0073 

- 

0.013 

0.019 

0.045 

0.002 

0.043 

0.002 

5.36 

Safe 

2 KWD 

0802000500419600 

0.20 

0.09 

(95.55) 

0.07 

0.08 

0.15 

0.05 

0.26 

0.02 

0.0500 

0.0376 

0.0455 

- 

0.133 

0.157 

0.308 

0.015 

0.293 

0.284 

97.15 

Critical 

2 Kwm 

0802000300384300 

0.20 

0.00 

(171.12) 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

- 

0.0046 

0.0055 

- 

0.010 

0.010 

0.019 

0.001 

0.018 

0.019 

107.77 

Over Exploited 

2 MRN 

0802000700475500 

0.12 

0.10 

(103.78) 

0.08 

0.11 

0.19 

0.06 

0.35 

0.02 

- 

0.0413 

0.0933 

- 

0.135 

0.154 

0.344 

0.017 

0.327 

0.007 

2.07 

Safe 

2 MSR 

0802000700478900 

0.12 

0.00 

- 

0.00 

0.01 

0.02 

0.01 

0.04 

0.00 

- 

0.0043 

0.0121 

- 

0.016 

0.017 

0.032 

0.003 

0.029 

0.001 

3.04 

Safe 



0.12 

0.07 

- 

0.07 

0.09 

0.17 

0.05 

0.31 

0.02 

- 

0.0295 

0.0834 

- 

0.113 

0.128 

0.298 

0.030 

0.268 

0.006 

2.26 

Safe 

2 NGM 

0802000500420900 

0.20 

0.04 

(125.18) 

0.03 

0.04 

0.07 

0.02 

0.12 

0.01 

- 

0.0273 

0.0309 

- 

0.058 

0.069 

0.143 

0.007 

0.136 

0.041 

30.32 

Safe 

2 NTR 

0802000700471900 

0.12 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0007 

0.0016 

- 

0.002 

0.002 

0.004 

0.000 

0.004 

0.012 

305.76 

Over Exploited 

2 RWSM 

0802000500426900 

0.20 

0.07 

(134.44) 

0.05 

0.04 

0.10 

0.06 

0.27 

0.02 

- 

0.0273 

0.0330 

- 

0.060 

0.078 

0.174 

0.009 

0.166 

0.000 

0.13 

Safe 

2 SDR 

0802000700474100 

0.12 

0.00 

(5,720.93) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0004 

0.0010 

- 

0.001 

0.001 

0.003 

0.000 

0.002 

0.000 

2.85 

Safe 

2 SPM 

0802000500435500 

0.20 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.031 

0.003 

0.028 

0.041 

149.31 

Over Exploited 



0.20 

0.22 

- 

0.22 

0.01 

0.23 

0.05 

0.25 

0.05 

0.0300 

0.0469 

0.0662 

- 

0.143 

0.197 

0.430 

0.043 

0.387 

0.139 

35.86 

Safe 

2 TKM 

0802000600449300 

0.20 

0.14 

(132.20) 

0.11 

0.08 

0.20 

0.06 

0.29 

0.04 

- 

0.0532 

0.0644 

- 

0.118 

0.154 

0.352 

0.018 

0.334 

0.008 

2.38 

Safe 

2 ZWD 

0802000500420500 

0.20 

0.06 

(102.24) 

0.05 

0.05 

0.10 

0.05 

0.25 

0.02 

0.0300 

0.0274 

0.0332 

- 

0.091 

0.107 

0.210 

0.011 

0.200 

0.146 

73.24 

Semi Critical 

2 ZWD-A 

0802000500419300 

0.20 

0.13 

(119.15) 

0.11 

0.10 

0.20 

0.05 

0.26 

0.04 

0.0200 

0.0566 

0.0685 

- 

0.145 

0.181 

0.386 

0.019 

0.366 

0.122 

33.43 

Safe 

2 ZWM 

0802000500417700 

0.20 

0.03 

(126.05) 

0.02 

0.04 

0.06 

0.03 

0.13 

0.01 

0.0100 

0.0251 

0.0305 

- 

0.066 

0.074 

0.138 

0.007 

0.131 

0.057 

43.58 

Safe 

20 AG 

0802000300384800 

0.20 

0.12 

(79.12) 

0.10 

0.10 

0.20 

0.05 

0.26 

0.03 

0.0700 

0.0530 

0.0642 

- 

0.187 

0.221 

0.424 

0.021 

0.403 

0.368 

91.34 

Critical 

20 AMS 

0802000700473600 

0.12 

0.08 

(118.95) 

0.07 

0.19 

0.26 

0.04 

0.21 

0.02 

0.0600 

0.0613 

0.1386 

- 

0.260 

0.277 

0.534 

0.027 

0.507 

0.586 

115.60 

Over Exploited 



0.12 

0.00 

(7,572.97) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0008 

0.0017 

- 

0.003 

0.003 

0.005 

0.000 

0.004 

0.000 

2.87 

Safe 

20 DPN 

0802000600461100 

0.20 

0.00 

(1,658.93) 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0016 

0.0045 

- 

0.006 

0.006 

0.011 

0.001 

0.011 

0.000 

3.14 

Safe 

20 RWD 

0802000600448900 

0.20 

0.19 

(81.10) 

0.15 

- 

0.15 

0.06 

0.30 

0.05 

- 

- 

- 

- 

- 

0.047 

0.198 

0.010 

0.188 

0.010 

5.32 

Safe 

20 RWD-A 

0802000600448800 

0.20 

0.07 

(94.62) 

0.06 

- 

0.06 

0.04 

0.19 

0.02 

- 

- 

- 

- 

- 

0.018 

0.078 

0.004 

0.074 

0.006 

8.48 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 






Nohar Sidhmukh 

Command 

Younger Alluvium 

1.544 

0.02 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.10 

0.11 


20 RWD-B 

0802000600449600 

4.512 

Saline 

Non-command 

Non-command 

Younger Alluvium 

3.233 

0.02 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.008 

0.18 

0.21 






Nohar Sidhmukh 

Command 

Younger Alluvium 

1.278 

0.02 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.07 

0.08 


20 RWD-C 

0802000500438800 

2.244 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.373 

0.26 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.000 

0.04 

0.05 






Nohar Sidhmukh 

Command 

Younger Alluvium 

1.137 

0.26 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.10 

0.000 

0.13 

0.14 


21 AG 

0802000300384700 

2.885 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.643 

0.12 

0.150 

0.10 

0.02 

0.03 

0.04 

0.00 

0.06 

0.03 

0.40 

0.010 

0.19 

0.31 


21 RWD 

0802000500435200 

3.884 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.382 

-0.01 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.02 

0.03 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.502 

-0.01 

0.090 

0.03 

0.01 

0.04 

0.05 

0.00 

0.00 

0.00 

0.12 

0.000 

0.22 

0.27 


21-22 DWD 

0802000500427500 

3.468 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.937 

0.08 

0.090 

0.06 

0.02 

0.02 

0.03 

0.00 

0.01 

0.00 

0.26 

0.000 

0.11 

0.18 


22 AG 

0802000500419700 

4.803 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.803 

0.10 

0.090 

0.09 

0.02 

0.06 

0.07 

0.00 

-0.02 

-0.01 

0.36 

0.001 

0.20 

0.34 


22 DPN 

0802000600460600 

1.237 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.237 

0.28 

0.090 

0.00 

0.00 

0.01 

0.04 

0.00 

-0.02 

-0.02 

0.00 

0.003 

0.28 

0.24 


22 KNN 

0802000200345100 

2.443 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.175 

-0.12 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.02 


22 NTR 

0802000600458700 

5.243 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.128 

0.59 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


22 RWD 

0802000500435800 

2.677 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

2.677 

0.03 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.10 

0.000 

0.26 

0.28 


22 RWD-A 

0802000500435600 

4.888 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

4.888 

-0.15 

0.090 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.001 

0.26 

0.27 


22 RWD-B 

0802000500435700 

5.413 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

5.413 

-0.05 

0.090 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.001 

0.26 

0.27 


23 AG 

0802000500419500 

3.715 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.715 

0.10 

0.090 

0.09 

0.02 

0.05 

0.05 

0.00 

0.00 

0.00 

0.37 

0.001 

0.21 

0.34 


23 DPN 

0802000600464400 

3.725 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.599 

0.26 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.002 

0.05 

0.04 






Bhakhra Canal 

Command 

Younger Alluvium 

3.126 

0.26 

0.090 

0.00 

0.00 

0.03 

0.09 

0.00 

-0.05 

-0.06 

0.00 

0.008 

0.24 

0.20 


23 NTR 

0802000600460300 

5.044 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.602 

0.48 

0.090 

0.00 

0.00 

0.02 

0.05 

0.00 

0.01 

0.01 

0.00 

0.004 

0.09 

0.08 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.959 

0.48 

0.090 

0.00 

0.00 

0.03 

0.08 

0.00 

0.01 

0.02 

0.00 

0.008 

0.17 

0.14 


23 RWD 

0802000500435900 

2.110 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.201 

0.08 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.03 






Nohar Sidhmukh 

Command 

Younger Alluvium 

1.908 

0.08 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.11 

0.000 

0.23 

0.25 


24 DPN 

0802000600460500 

3.819 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.819 

0.30 

0.090 

0.00 

0.00 

0.04 

0.11 

0.00 

-0.04 

-0.05 

0.00 

0.010 

0.28 

0.24 


24 NTR 

0802000600458800 

4.133 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.083 

0.69 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 


24 RWD 

0802000500436100 

3.740 

Saline 

Non-command 

Non-command 

Younger Alluvium 

2.450 

0.17 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.07 

0.000 

0.17 

0.18 






Nohar Sidhmukh 

Command 

Younger Alluvium 

1.291 

0.17 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.000 

0.09 

0.10 


24 RWD-A 

0802000500436500 

4.843 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.958 

0.22 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.05 

0.000 

0.10 

0.11 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.303 

0.22 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.02 






Nohar Sidhmukh 

Command 

Younger Alluvium 

2.582 

0.22 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.07 

0.000 

0.14 

0.15 


25 DPN 

0802000600460400 

4.543 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.126 

0.36 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.417 

0.36 

0.090 

0.00 

0.00 

0.04 

0.13 

0.00 

-0.03 

-0.03 

0.00 

0.011 

0.27 

0.23 


25 NTR 

0802000600460200 

5.241 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.016 

0.58 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.740 

0.58 

0.090 

0.00 

0.00 

0.03 

0.08 

0.00 

0.04 

0.04 

0.00 

0.007 

0.15 

0.13 


25 RWD 

0802000500436200 

6.390 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

6.390 

0.08 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.08 

0.001 

0.27 

0.27 


26 DPN 

0802000600460000 

5.645 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

5.645 

0.16 

0.090 

0.00 

0.00 

0.06 

0.16 

0.00 

-0.14 

-0.16 

0.00 

0.015 

0.28 

0.24 


26 RWD 

0802000500436300 

5.812 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.781 

0.17 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.09 

0.000 

0.08 

0.08 






Nohar Sidhmukh 

Command 

Younger Alluvium 

4.031 

0.17 

0.090 

0.05 

0.01 

0.00 

0.00 

0.00 

0.10 

0.10 

0.21 

0.001 

0.19 

0.19 


27 NTR 

0802000600460100 

1.665 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.006 

0.64 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


27 RWD 

0802000500436400 

6.758 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.410 

0.25 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.03 

0.000 

0.06 

0.06 






Nohar Sidhmukh 

Command 

Younger Alluvium 

5.298 

0.25 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.14 

0.13 

0.001 

0.21 

0.21 


28 RWD 

0802000500438700 

3.995 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.796 

0.23 

0.090 

0.01 

0.00 

0.01 

0.02 

0.00 

0.02 

0.02 

0.05 

0.000 

0.11 

0.13 






Nohar Sidhmukh 

Command 

Younger Alluvium 

0.001 

0.23 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


29 RWD 

0802000500436600 

2.338 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.306 

0.18 

0.090 

0.04 

0.01 

0.01 

0.02 

0.00 

0.03 

0.03 

0.16 

0.000 

0.25 

0.29 


3 AM 

0802000500425900 

1.347 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.347 

0.09 

0.090 

0.04 

0.01 

0.02 

0.02 

0.00 

0.00 

0.00 

0.16 

0.000 

0.21 

0.33 


3 AMS 

0802000700476400 

1.964 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.435 

0.53 

0.070 

0.00 

0.00 

0.03 

0.05 

0.00 

-0.02 

-0.01 

0.00 

0.004 

0.21 

0.42 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.529 

0.53 

0.070 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.01 

0.00 

0.00 

0.001 

0.08 

0.16 


3 ASM 

0802000500425600 

2.937 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.937 

0.07 

0.090 

0.03 

0.01 

0.04 

0.04 

0.03 

-0.07 

-0.04 

0.14 

0.000 

0.21 

0.33 


3 BHD 

0802000700481000 

3.975 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.127 

-0.04 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 






Bhakhra Canal 

Command 

Younger Alluvium 

0.356 

-0.04 

0.070 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.001 

0.03 

0.05 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.663 

-0.04 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.05 

0.10 






Bhakhra Canal 

Command 

Younger Alluvium 

2.830 

-0.04 

0.070 

0.00 

0.00 

0.03 

0.08 

0.00 

0.00 

0.00 

0.00 

0.007 

0.21 

0.42 


3 BPM 

0802000300385900 

4.572 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.572 

0.30 

0.150 

0.06 

0.01 

0.05 

0.07 

0.00 

0.14 

0.09 

0.23 

0.018 

0.21 

0.33 


3 BPSM 

0802000300385200 

5.512 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.512 

0.15 

0.150 

0.07 

0.02 

0.07 

0.08 

0.00 

0.03 

0.02 

0.25 

0.021 

0.21 

0.34 


3 BRN 

0802000200344200 

2.191 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.191 

0.25 

0.150 

0.01 

0.00 

0.02 

0.03 

0.00 

0.04 

0.02 

0.03 

0.008 

0.22 

0.32 


3 CHN 

0802000700477100 

3.550 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

3.271 

0.58 

0.070 

0.00 

0.00 

0.04 

0.09 

0.00 

0.00 

0.00 

0.00 

0.008 

0.27 

0.54 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.279 

0.58 

0.070 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.05 


3 CYM 

0802000500432100 

2.488 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.488 

-0.09 

0.090 

0.03 

0.01 

0.03 

0.04 

0.00 

0.00 

0.00 

0.14 

0.000 

0.22 

0.32 


3 DWD 

0802000500437300 

0.896 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.896 

-0.11 

0.090 

0.03 

0.01 

0.01 

0.01 

0.00 

0.00 

0.00 

0.11 

0.000 

0.23 

0.31 


3 DWSM 

0802000500437600 

1.069 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.547 

-0.07 

0.090 

0.02 

0.01 

0.01 

0.01 

0.00 

0.00 

0.00 

0.08 

0.000 

0.12 

0.16 


3 GGM 

0802000700479600 

2.886 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.886 

0.00 

0.070 

0.00 

0.00 

0.04 

0.08 

0.00 

0.00 

0.00 

0.00 

0.007 

0.29 

0.59 


3 JGW 

0802000700477500 

3.362 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

3.362 

0.54 

0.070 

0.00 

0.00 

0.04 

0.10 

0.00 

-0.01 

-0.01 

0.00 

0.008 

0.29 

0.59 


3 JSL 

0802000700482500 

3.751 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.020 

0.54 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

3.730 

0.54 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.07 

0.00 

0.009 

0.29 

0.58 


3 KLM 

0802000500418100 

3.355 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.953 

0.16 

0.090 

0.01 

0.00 

0.02 

0.03 

0.00 

-0.01 

-0.01 

0.06 

0.000 

0.11 

0.19 


3 KM 

0802000600448400 

1.764 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.009 

0.32 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.754 

0.32 

0.090 

0.00 

0.00 

0.02 

0.02 

0.00 

0.02 

0.01 

0.00 

0.005 

0.23 

0.31 


3 KRP 

0802000700484800 

11.602 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

2.433 

0.45 

0.070 

0.00 

0.00 

0.03 

0.07 

0.00 

-0.02 

-0.01 

0.00 

0.006 

0.06 

0.12 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.20 

0.03 

(91.65) 

0.02 

- 

0.02 

0.02 

0.12 

0.01 

- 

0.0087 

0.0123 

- 

0.021 

0.028 

0.052 

0.003 

0.050 

0.004 

8.01 

Safe 

20 RWD-B 

080200060044960C 

0.20 

0.12 

(95.44) 

0.09 

- 

0.09 

0.04 

0.22 

0.03 

- 

- 

- 

- 

- 

0.028 

0.121 

0.006 

0.115 

0.008 

7.22 

Safe 



0.20 

0.02 

(88.44) 

0.01 

- 

0.01 

0.02 

0.09 

0.00 

- 

0.0090 

0.0102 

- 

0.019 

0.024 

0.038 

0.002 

0.036 

0.003 

9.09 

Safe 

20 RWD-C 

0802000500438800 

0.20 

0.00 

274.05 

0.00 

0.01 

0.01 

0.01 

0.05 

0.00 

- 

0.0027 

0.0052 

- 

0.008 

0.009 

0.018 

0.001 

0.017 

0.032 

186.55 

Over Exploited 



0.20 

0.03 

43.03 

0.04 

- 

0.04 

0.03 

0.16 

0.01 

0.0100 

0.0048 

0.0090 

- 

0.024 

0.031 

0.066 

0.003 

0.063 

0.097 

154.24 

Over Exploited 

21 AG 

0802000300384700 

0.20 

0.10 

(65.13) 

0.08 

0.09 

0.17 

0.05 

0.24 

0.03 

0.0700 

0.0454 

0.0549 

- 

0.170 

0.198 

0.369 

0.018 

0.350 

0.407 

116.29 

Over Exploited 

21 RWD 

0802000500435200 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.016 

777.81 

Over Exploited 



0.20 

0.15 

- 

0.15 

0.10 

0.26 

0.05 

0.28 

0.04 

0.0200 

0.0601 

0.0728 

- 

0.153 

0.191 

0.450 

0.045 

0.405 

0.122 

30.25 

Safe 

21-22 DWD 

0802000500427500 

0.20 

0.04 

(91.91) 

0.04 

0.07 

0.10 

0.03 

0.14 

0.01 

0.0500 

0.0285 

0.0403 

- 

0.119 

0.130 

0.235 

0.012 

0.223 

0.259 

116.31 

Over Exploited 

22 AG 

0802000500419700 

0.20 

0.20 

(105.59) 

0.16 

0.15 

0.31 

0.06 

0.26 

0.05 

0.0700 

0.0824 

0.0998 

- 

0.252 

0.305 

0.612 

0.031 

0.582 

0.357 

61.32 

Safe 

22 DPN 

0802000600460600 

0.20 

0.07 

(127.26) 

0.06 

0.05 

0.10 

0.06 

0.35 

0.02 

- 

0.0149 

0.0421 

- 

0.057 

0.073 

0.177 

0.009 

0.168 

0.003 

1.90 

Safe 

22 KNN 

0802000200345100 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

0.0007 

0.0014 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

0.009 

332.53 

Over Exploited 

22 NTR 

0802000600458700 

0.20 

0.00 

1,084.28 

0.00 

0.00 

0.01 

0.00 

0.01 

0.00 

- 

0.0015 

0.0044 

- 

0.006 

0.006 

0.011 

0.001 

0.011 

0.000 

3.12 

Safe 

22 RWD 

0802000500435800 

0.20 

0.14 

(81.70) 

0.11 

- 

0.11 

0.06 

0.32 

0.03 

0.0100 

0.0188 

0.0213 

- 

0.050 

0.083 

0.194 

0.010 

0.184 

0.097 

52.94 

Safe 

22 RWD-A 

0802000500435600 

0.20 

0.26 

- 

0.26 

0.01 

0.27 

0.06 

0.33 

0.06 

0.0200 

0.0275 

0.0388 

- 

0.086 

0.147 

0.414 

0.041 

0.373 

0.187 

50.04 

Safe 

22 RWD-B 

0802000500435700 

0.20 

0.29 

- 

0.29 

0.01 

0.30 

0.06 

0.33 

0.07 

0.0200 

0.0304 

0.0430 

0.001 

0.095 

0.162 

0.459 

0.046 

0.413 

0.195 

47.13 

Safe 

23 AG 

0802000500419500 

0.20 

0.15 

(98.51) 

0.12 

0.12 

0.24 

0.06 

0.26 

0.04 

0.0700 

0.0638 

0.0772 

- 

0.211 

0.252 

0.496 

0.025 

0.471 

0.374 

79.29 

Semi Critical 

23 DPN 

0802000600464400 

0.20 

0.01 

203.98 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

0.0034 

0.0048 

- 

0.008 

0.009 

0.016 

0.001 

0.015 

0.002 

10.23 

Safe 



0.20 

0.15 

(138.48) 

0.12 

0.12 

0.24 

0.05 

0.29 

0.03 

- 

0.0377 

0.1064 

0.001 

0.145 

0.179 

0.419 

0.021 

0.398 

0.008 

2.02 

Safe 

23 NTR 

0802000600460300 

0.22 

0.03 

(73.70) 

0.03 

0.06 

0.09 

0.02 

0.11 

0.01 

- 

0.0193 

0.0545 

- 

0.074 

0.081 

0.168 

0.008 

0.160 

0.004 

2.58 

Safe 



0.20 

0.10 

(84.26) 

0.08 

0.11 

0.19 

0.04 

0.20 

0.02 

- 

0.0356 

0.1007 

- 

0.136 

0.159 

0.352 

0.018 

0.334 

0.008 

2.28 

Safe 

23 RWD 

0802000500435900 

0.20 

0.00 

32.31 

0.00 

- 

0.00 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.008 

597.83 

Over Exploited 



0.20 

0.09 

(55.32) 

0.07 

- 

0.07 

0.06 

0.29 

0.02 

0.0100 

0.0107 

0.0152 

- 

0.036 

0.057 

0.128 

0.006 

0.121 

0.113 

93.36 

Critical 

24 DPN 

0802000600460500 

0.20 

0.22 

(124.16) 

0.17 

0.15 

0.32 

0.06 

0.35 

0.05 

- 

0.0460 

0.1300 

- 

0.176 

0.225 

0.545 

0.027 

0.518 

0.010 

1.90 

Safe 

24 NTR 

0802000600458800 

0.20 

0.00 

2,340.28 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0010 

0.0028 

- 

0.004 

0.004 

0.007 

0.000 

0.007 

0.000 

3.14 

Safe 

24 RWD 

0802000500436100 

0.20 

0.08 

(37.23) 

0.07 

- 

0.07 

0.04 

0.21 

0.02 

0.0100 

- 

- 

- 

0.010 

0.030 

0.095 

0.005 

0.091 

0.073 

80.84 

Semi Critical 



0.20 

0.02 

17.24 

0.03 

- 

0.03 

0.02 

0.11 

0.01 

- 

0.0054 

0.0102 

- 

0.016 

0.021 

0.048 

0.002 

0.046 

0.032 

70.65 

Semi Critical 

24 RWD-A 

0802000500436500 

0.20 

0.04 

9.79 

0.04 

- 

0.04 

0.02 

0.13 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.064 

0.003 

0.061 

0.049 

80.85 

Semi Critical 



0.20 

0.00 

43.86 

0.00 

0.00 

0.01 

0.00 

0.02 

0.00 

- 

0.0022 

0.0042 

- 

0.006 

0.007 

0.012 

0.001 

0.012 

0.008 

68.44 

Safe 



0.20 

0.07 

(7.87) 

0.06 

- 

0.06 

0.03 

0.17 

0.02 

0.0100 

0.0109 

0.0205 

- 

0.041 

0.058 

0.123 

0.006 

0.117 

0.065 

55.90 

Safe 

25 DPN 

0802000600460400 

0.22 

0.00 

(515.25) 

0.00 

0.00 

0.01 

0.00 

0.01 

0.00 

- 

0.0015 

0.0043 

- 

0.006 

0.006 

0.011 

0.001 

0.010 

0.000 

3.13 

Safe 



0.20 

0.24 

(114.17) 

0.19 

0.17 

0.36 

0.06 

0.34 

0.05 

- 

0.0532 

0.1503 

- 

0.204 

0.259 

0.623 

0.031 

0.592 

0.011 

1.92 

Safe 

25 NTR 

0802000600460200 

0.22 

0.00 

6,351.73 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0006 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

3.29 

Safe 



0.20 

0.08 

(46.26) 

0.06 

0.11 

0.17 

0.03 

0.18 

0.02 

- 

0.0330 

0.0933 

- 

0.126 

0.145 

0.315 

0.016 

0.300 

0.007 

2.35 

Safe 

25 RWD 

0802000500436200 

0.20 

0.34 

(80.32) 

0.27 

- 

0.27 

0.06 

0.33 

0.08 

0.0100 

0.0269 

0.0507 

- 

0.088 

0.167 

0.438 

0.022 

0.416 

0.082 

19.66 

Safe 

26 DPN 

0802000600460000 

0.20 

0.32 

(151.23) 

0.25 

0.22 

0.47 

0.06 

0.35 

0.07 

- 

0.0680 

0.1921 

- 

0.260 

0.332 

0.806 

0.040 

0.765 

0.015 

1.90 

Safe 

26 RWD 

0802000500436300 

0.20 

0.03 

63.44 

0.03 

- 

0.03 

0.02 

0.10 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.052 

0.003 

0.049 

0.089 

CD 

LO 

00 

Over Exploited 



0.20 

0.15 

(31.24) 

0.12 

0.01 

0.13 

0.04 

0.23 

0.03 

0.0200 

0.0170 

0.0320 

- 

0.069 

0.104 

0.233 

0.012 

0.222 

0.212 

95.50 

Critical 

27 NTR 

0802000600460100 

0.20 

0.00 

9,487.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.000 

0.000 

- 

Safe 

27 RWD 

0802000500436400 

0.20 

0.02 

159.66 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.004 

0.022 

0.001 

0.021 

0.032 

151.18 

Over Exploited 



0.20 

0.22 

(34.41) 

0.18 

- 

0.18 

0.05 

0.26 

0.05 

0.0100 

0.0223 

0.0421 

- 

0.074 

0.126 

0.303 

0.015 

0.287 

0.131 

45.48 

Safe 

28 RWD 

0802000500438700 

0.20 

0.04 

(57.68) 

0.03 

0.03 

0.06 

0.03 

0.14 

0.01 

0.0100 

0.0132 

0.0249 

- 

0.048 

0.058 

0.117 

0.006 

0.111 

0.049 

44.33 

Safe 



0.20 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

29 RWD 

0802000500436600 

0.20 

0.11 

(75.26) 

0.09 

0.04 

0.14 

0.06 

0.30 

0.03 

0.0200 

0.0170 

0.0320 

- 

0.069 

0.096 

0.231 

0.012 

0.220 

0.162 

73.83 

Semi Critical 

3 AM 

0802000500425900 

0.20 

0.06 

(94.89) 

0.05 

0.05 

0.09 

0.06 

0.27 

0.02 

0.0300 

0.0231 

0.0280 

- 

0.081 

0.096 

0.188 

0.009 

0.178 

0.162 

90.89 

Critical 

3 AMS 

0802000700476400 

0.12 

0.04 

(132.22) 

0.03 

0.08 

0.11 

0.04 

0.25 

0.01 

- 

0.0302 

0.0611 

- 

0.091 

0.099 

0.205 

0.010 

0.194 

0.004 

1.82 

Safe 



0.12 

0.00 

(187.01) 

0.00 

0.03 

0.03 

0.02 

0.09 

0.00 

- 

0.0112 

0.0225 

- 

0.034 

0.035 

0.067 

0.003 

0.064 

0.001 

2.05 

Safe 

3 ASM 

0802000500425600 

0.20 

0.12 

(133.19) 

0.10 

0.11 

0.21 

0.05 

0.26 

0.03 

0.0300 

0.0504 

0.0610 

0.038 

0.179 

0.211 

0.422 

0.021 

0.401 

0.138 

34.50 

Safe 

3 BHD 

0802000700481000 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

0.0007 

0.0010 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.000 

18.58 

Safe 



0.12 

0.00 

- 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

- 

0.0043 

0.0121 

- 

0.016 

0.017 

0.032 

0.003 

0.028 

0.001 

3.10 

Safe 



0.12 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

0.0037 

0.0053 

- 

0.009 

0.010 

0.014 

0.001 

0.012 

0.002 

13.34 

Safe 



0.12 

0.07 

- 

0.07 

0.11 

0.18 

0.04 

0.25 

0.01 

- 

0.0341 

0.0963 

- 

0.130 

0.145 

0.325 

0.032 

0.292 

0.007 

2.39 

Safe 

3 BPM 

0802000300385900 

0.20 

0.20 

(52.63) 

0.16 

0.13 

0.28 

0.06 

0.27 

0.05 

0.0400 

0.0673 

0.0950 

- 

0.202 

0.255 

0.537 

0.027 

0.510 

0.245 

47.96 

Safe 

3 BPSM 

0802000300385200 

0.20 

0.23 

(92.52) 

0.18 

0.17 

0.35 

0.06 

0.27 

0.06 

0.0500 

0.0946 

0.1146 

- 

0.259 

0.322 

0.675 

0.034 

0.641 

0.272 

42.44 

Safe 

3 BRN 

0802000200344200 

0.20 

0.10 

(75.14) 

0.08 

0.06 

0.13 

0.06 

0.28 

0.03 

0.0100 

0.0322 

0.0455 

- 

0.088 

0.114 

0.246 

0.012 

0.234 

0.040 

17.30 

Safe 

3 CHN 

0802000700477100 

0.12 

0.10 

(101.24) 

0.08 

0.14 

0.22 

0.06 

0.32 

0.02 

- 

0.0492 

0.1113 

- 

0.161 

0.182 

0.401 

0.020 

0.381 

0.008 

2.12 

Safe 



0.12 

0.00 

(113.13) 

0.00 

0.01 

0.01 

0.00 

0.03 

0.00 

- 

0.0042 

0.0095 

- 

0.014 

0.014 

0.026 

0.001 

0.025 

0.001 

2.79 

Safe 

3 CYM 

0802000500432100 

0.20 

0.11 

- 

0.11 

0.08 

0.19 

0.06 

0.28 

0.03 

0.0300 

0.0427 

0.0517 

- 

0.124 

0.152 

0.339 

0.034 

0.305 

0.138 

45.31 

Safe 

3 DWD 

0802000500437300 

0.20 

0.04 

- 

0.04 

0.03 

0.07 

0.06 

0.28 

0.01 

0.0200 

0.0132 

0.0186 

- 

0.052 

0.062 

0.135 

0.014 

0.122 

0.105 

86.38 

Semi Critical 

3 DWSM 

0802000500437600 

0.20 

0.01 

- 

0.01 

0.02 

0.04 

0.03 

0.15 

0.00 

0.0200 

0.0080 

0.0114 

- 

0.039 

0.043 

0.079 

0.008 

0.071 

0.081 

113.79 

Over Exploited 

3 GGM 

0802000700479600 

0.12 

0.10 

- 

0.10 

0.12 

0.22 

0.06 

0.35 

0.02 

- 

0.0434 

0.0982 

- 

0.142 

0.162 

0.382 

0.038 

0.344 

0.007 

2.07 

Safe 

3 JGW 

0802000700477500 

0.12 

0.12 

(104.80) 

0.09 

0.14 

0.23 

0.06 

0.35 

0.02 

- 

0.0506 

0.1144 

- 

0.165 

0.189 

0.421 

0.021 

0.400 

0.008 

2.07 

Safe 

3 JSL 

0802000700482500 

0.12 

0.00 

10,273.34 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0002 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.13 

(45.63) 

0.10 

- 

0.10 

0.06 

0.35 

0.03 

- 

0.0314 

0.0444 

- 

0.076 

0.103 

0.206 

0.010 

0.195 

0.009 

4.72 

Safe 

3 KLM 

0802000500418100 

0.20 

0.04 

(115.92) 

0.03 

0.05 

0.08 

0.03 

0.14 

0.01 

0.0100 

0.0287 

0.0406 

0.002 

0.081 

0.092 

0.176 

0.009 

0.167 

0.057 

34.20 

Safe 

3 KM 

0802000600448400 

0.20 

0.00 

8,364.83 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.08 

(83.75) 

0.06 

0.03 

0.10 

0.06 

0.29 

0.02 

- 

0.0215 

0.0243 

- 

0.046 

0.067 

0.164 

0.008 

0.155 

0.005 

2.90 

Safe 

3 KRP 

0802000700484800 

0.12 

0.02 

(167.73) 

0.01 

0.10 

0.11 

0.01 

0.07 

0.00 

- 

0.0366 

0.0828 

- 

0.119 

0.123 

0.238 

0.012 

0.226 

0.006 

2.66 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

4.477 

0.45 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.07 

0.00 

0.011 

0.11 

0.23 






Bhakhra Canal 

Command 

Younger Alluvium 

4.692 

0.45 

0.070 

0.00 

0.00 

0.06 

0.13 

0.00 

-0.05 

-0.02 

0.00 

0.012 

0.12 

0.24 


3 KWD 

080200050042540C 

2.406 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.406 

0.07 

0.090 

0.07 

0.02 

0.03 

0.04 

0.00 

0.00 

0.00 

0.28 

0.000 

0.20 

0.34 


3 KWM 

0802000300384200 

5.105 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.105 

0.10 

0.150 

0.04 

0.01 

0.06 

0.08 

0.01 

-0.04 

-0.02 

0.15 

0.001 

0.20 

0.34 


3 MRN 

0802000700475400 

3.798 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.798 

0.55 

0.070 

0.00 

0.00 

0.05 

0.11 

0.00 

-0.01 

-0.01 

0.00 

0.009 

0.29 

0.59 


3 MSR 

0802000700479200 

7.033 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

6.078 

0.06 

0.070 

0.05 

0.01 

0.08 

0.17 

0.00 

-0.19 

-0.09 

0.20 

0.015 

0.25 

0.51 


3 RMG 

0802000600464000 

3.693 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

1.530 

0.10 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.004 

0.12 

0.10 






Bhakhra Canal 

Command 

Younger Alluvium 

2.163 

0.10 

0.090 

0.00 

0.00 

0.02 

0.06 

0.00 

-0.07 

-0.07 

0.00 

0.006 

0.17 

0.14 


3 RWM 

0802000500429600 

1.745 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.745 

0.05 

0.090 

0.00 

0.00 

0.02 

0.03 

0.00 

-0.04 

-0.02 

0.00 

0.000 

0.22 

0.32 


3 RWSM 

0802000500426700 

1.652 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.630 

0.07 

0.090 

0.00 

0.00 

0.02 

0.02 

0.00 

-0.03 

-0.02 

0.00 

0.000 

0.21 

0.32 


3 SPM 

0802000500435300 

5.853 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.256 

-0.05 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.446 

-0.05 

0.090 

0.01 

0.00 

0.07 

0.08 

0.00 

0.00 

0.00 

0.06 

0.001 

0.23 

0.27 






Nohar Sidhmukh 

Command 

Younger Alluvium 

0.151 

-0.05 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


3 SPM-A 

0802000500436000 

7.388 

Saline 

Non-command 

Non-command 

Younger Alluvium 

2.264 

-0.03 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.000 

0.08 

0.09 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.020 

-0.03 

0.090 

0.02 

0.01 

0.05 

0.07 

0.00 

0.00 

0.00 

0.08 

0.001 

0.17 

0.20 






Nohar Sidhmukh 

Command 

Younger Alluvium 

0.104 

-0.03 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


3 ZWD 

0802000500420200 

1.933 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.933 

0.07 

0.090 

0.00 

0.00 

0.02 

0.03 

0.00 

-0.04 

-0.02 

0.01 

0.000 

0.20 

0.34 


3 ZWM 

0802000500417800 

2.763 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.579 

0.11 

0.090 

0.05 

0.01 

0.03 

0.04 

0.00 

0.00 

0.00 

0.20 

0.000 

0.18 

0.31 


4 AM 

0802000500426100 

8.727 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

8.727 

0.13 

0.090 

0.04 

0.01 

0.11 

0.13 

0.00 

-0.10 

-0.07 

0.18 

0.001 

0.21 

0.33 


4 AMS 

0802000700476100 

4.628 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.419 

0.53 

0.070 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

0.00 

0.00 

0.001 

0.03 

0.05 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.209 

0.53 

0.070 

0.00 

0.00 

0.06 

0.15 

0.00 

-0.06 

-0.03 

0.00 

0.010 

0.26 

0.52 


4 BHD 

0802000700484400 

1.715 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.715 

-0.01 

0.070 

0.00 

0.00 

0.02 

0.05 

0.00 

0.00 

0.00 

0.00 

0.004 

0.29 

0.59 


4 BKK 

0802000600456200 

3.705 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.079 

-1.34 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


4 BPSM 

0802000500432600 

1.599 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.599 

0.01 

0.090 

0.02 

0.01 

0.02 

0.02 

0.00 

-0.03 

-0.02 

0.08 

0.000 

0.22 

0.32 


4 BRN 

0802000200343700 

3.209 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.192 

-0.10 

0.150 

0.02 

0.00 

0.03 

0.05 

0.00 

0.00 

0.00 

0.07 

0.012 

0.22 

0.33 


4 BWM 

0802000500433300 

5.168 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.168 

0.35 

0.090 

0.05 

0.01 

0.05 

0.08 

0.00 

0.07 

0.05 

0.19 

0.001 

0.23 

0.32 


4 CHN 

0802000700482400 

2.475 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.788 

0.55 

0.070 

0.00 

0.00 

0.01 

0.03 

0.00 

-0.01 

0.00 

0.00 

0.002 

0.09 

0.19 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.954 

0.55 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.002 

0.11 

0.23 






Bhakhra Canal 

Command 

Younger Alluvium 

0.732 

0.55 

0.070 

0.00 

0.00 

0.01 

0.03 

0.00 

-0.01 

0.00 

0.00 

0.002 

0.09 

0.17 


4 CYM 

0802000500432200 

1.613 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.613 

-0.08 

0.090 

0.00 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.00 

0.000 

0.22 

0.32 


4 DWM 

0802000500429900 

1.474 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.560 

0.26 

0.090 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.08 

0.12 


4 JGW 

0802000700477300 

8.772 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.024 

0.56 

0.070 

0.00 

0.00 

0.01 

0.03 

0.00 

0.00 

0.00 

0.00 

0.003 

0.03 

0.07 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

7.123 

0.56 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.29 

0.14 

0.00 

0.018 

0.23 

0.48 






Bhakhra Canal 

Command 

Younger Alluvium 

0.626 

0.56 

0.070 

0.00 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.00 

0.002 

0.02 

0.04 


4 JSL 

0802000700482200 

8.404 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.013 

0.55 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

8.391 

0.55 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.33 

0.17 

0.00 

0.021 

0.29 

0.59 


4 KM 

0802000500433500 

2.120 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.120 

0.09 

0.090 

0.05 

0.01 

0.03 

0.03 

0.00 

0.00 

0.00 

0.22 

0.000 

0.22 

0.32 


4 KWD 

0802000500419900 

1.878 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.878 

0.07 

0.090 

0.05 

0.01 

0.02 

0.03 

0.00 

0.00 

0.00 

0.19 

0.000 

0.21 

0.34 


4 KWM 

0802000500420100 

1.202 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.202 

0.07 

0.090 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.20 

0.34 


4 MRN 

0802000700474800 

3.492 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.492 

0.55 

0.070 

0.00 

0.00 

0.04 

0.10 

0.00 

-0.01 

-0.01 

0.00 

0.009 

0.29 

0.58 


4 MSR 

0802000700480800 

4.603 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.263 

0.18 

0.070 

0.11 

0.02 

0.02 

0.04 

0.00 

0.05 

0.03 

0.43 

0.003 

0.08 

0.16 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.340 

0.18 

0.070 

0.10 

0.01 

0.04 

0.10 

0.00 

-0.01 

0.00 

0.37 

0.008 

0.21 

0.43 


4 MZW 

0802000200342300 

4.452 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.752 

0.09 

0.150 

0.02 

0.00 

0.03 

0.04 

0.00 

-0.01 

-0.01 

0.06 

0.011 

0.13 

0.21 


4 NTR 

0802000700471800 

6.074 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.530 

-0.15 

0.070 

0.02 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.07 

0.001 

0.03 

0.05 


4 PPM 

0802000600451000 

4.399 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.065 

0.26 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


4 RWM 

0802000500429800 

1.721 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.994 

0.21 

0.090 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.12 

0.19 


4 SDR 

0802000700473900 

3.549 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.945 

0.05 

0.070 

0.00 

0.00 

0.01 

0.03 

0.00 

-0.04 

-0.02 

0.00 

0.002 

0.08 

0.16 


4 SPD 

0802000500418200 

6.682 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.472 

0.24 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.02 


4 SPM 

0802000500435100 

5.146 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.146 

-0.10 

0.090 

0.03 

0.01 

0.06 

0.08 

0.00 

0.00 

0.00 

0.12 

0.001 

0.24 

0.30 


4 ZWD 

0802000500417900 

3.599 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.042 

0.22 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


5 AM 

0802000500426000 

1.707 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.707 

0.08 

0.090 

0.04 

0.01 

0.02 

0.03 

0.01 

-0.02 

-0.01 

0.16 

0.000 

0.21 

0.33 


5 AMS 

0802000700476000 

7.788 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.674 

0.53 

0.070 

0.00 

0.00 

0.03 

0.06 

0.00 

-0.02 

-0.01 

0.00 

0.004 

0.06 

0.12 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

6.114 

0.53 

0.070 

0.00 

0.00 

0.09 

0.22 

0.00 

-0.08 

-0.04 

0.00 

0.015 

0.23 

0.45 


5 BARANI 

0802000700472600 

3.514 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.775 

0.07 

0.070 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.03 

-0.01 

0.00 

0.002 

0.06 

0.13 


5 BHD 

0802000700484200 

4.352 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

4.352 

0.14 

0.070 

0.00 

0.00 

0.06 

0.12 

0.00 

-0.14 

-0.07 

0.00 

0.011 

0.29 

0.59 


5 BPM 

0802000500432800 

2.883 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.883 

0.15 

0.090 

0.04 

0.01 

0.04 

0.04 

0.00 

-0.01 

-0.01 

0.18 

0.000 

0.22 

0.33 


5 BRN 

0802000200344000 

2.771 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.771 

0.25 

0.150 

0.02 

0.00 

0.03 

0.04 

0.00 

0.05 

0.04 

0.05 

0.011 

0.22 

0.33 


5 BWM 

0802000500433000 

6.187 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

6.187 

0.33 

0.090 

0.06 

0.01 

0.06 

0.09 

0.00 

0.08 

0.05 

0.22 

0.001 

0.22 

0.32 


5 CHN 

0802000700477200 

3.766 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.177 

0.58 

0.070 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.03 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

2.615 

0.58 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.05 

0.00 

0.006 

0.20 

0.41 






Bhakhra Canal 

Command 

Younger Alluvium 

0.974 

0.58 

0.070 

0.00 

0.00 

0.01 

0.03 

0.00 

0.00 

0.00 

0.00 

0.002 

0.07 

0.15 


5 GGM 

0802000600462300 

8.602 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

3.104 

-0.23 

0.090 

0.05 

0.01 

0.03 

0.09 

0.00 

0.00 

0.00 

0.20 

0.008 

0.10 

0.18 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

5.498 

-0.23 

0.090 

0.03 

0.00 

0.06 

0.16 

0.00 

0.00 

0.00 

0.12 

0.014 

0.18 

0.33 



0802000700480000 

2.219 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.726 

-0.52 

0.070 

0.00 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.00 

0.002 

0.09 

0.18 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.493 

-0.52 

0.070 

0.00 

0.00 

0.02 

0.04 

0.00 

0.00 

0.00 

0.00 

0.004 

0.19 

0.37 


5 JGW 

0802000700477600 

3.173 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

2.854 

0.53 

0.070 

0.00 

0.00 

0.04 

0.08 

0.00 

-0.01 

-0.01 

0.00 

0.007 

0.26 

0.53 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.319 

0.53 

0.070 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.001 

0.03 

0.06 


5 JSL 

0802000700476600 

2.751 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.009 

0.53 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.12 

0.06 

14.16 

0.07 

- 

0.07 

0.02 

0.13 

0.01 

- 

0.0315 

0.0356 

- 

0.067 

0.079 

0.148 

0.007 

0.141 

0.011 

7.87 

Safe 



0.12 

0.07 

(135.05) 

0.05 

0.19 

0.25 

0.02 

0.14 

0.01 

- 

0.0706 

0.1597 

- 

0.230 

0.244 

0.490 

0.025 

0.466 

0.012 

2.49 

Safe 

3 KWD 

0802000500425400 

0.20 

0.10 

(101.35) 

0.08 

0.09 

0.16 

0.05 

0.25 

0.03 

0.0500 

0.0413 

0.0500 

0.004 

0.145 

0.171 

0.336 

0.017 

0.319 

0.284 

89.11 

Semi Critical 

3 KWM 

0802000300384200 

0.20 

0.20 

(111.49) 

0.16 

0.16 

0.32 

0.05 

0.25 

0.05 

0.0300 

0.0876 

0.1061 

0.018 

0.242 

0.296 

0.617 

0.031 

0.587 

0.152 

25.97 

Safe 

3 MRN 

0802000700475400 

0.12 

0.13 

(104.48) 

0.11 

0.16 

0.26 

0.06 

0.35 

0.03 

- 

0.0572 

0.1293 

- 

0.186 

0.214 

0.476 

0.024 

0.452 

0.009 

2.07 

Safe 

3 MSR 

0802000700479200 

0.12 

0.18 

(149.59) 

0.15 

0.26 

0.41 

0.05 

0.30 

0.04 

0.0200 

0.0915 

0.2069 

- 

0.318 

0.356 

0.763 

0.038 

0.725 

0.214 

29.52 

Safe 

3 RMG 

0802000600464000 

0.20 

0.04 

(57.47) 

0.03 

- 

0.03 

0.03 

0.14 

0.01 

- 

0.0086 

0.0122 

- 

0.021 

0.029 

0.057 

0.003 

0.055 

0.004 

7.21 

Safe 



0.20 

0.07 

(204.34) 

0.06 

0.08 

0.14 

0.04 

0.20 

0.02 

- 

0.0260 

0.0736 

- 

0.100 

0.116 

0.257 

0.013 

0.244 

0.006 

2.28 

Safe 

3 RWM 

0802000500429600 

0.20 

0.08 

(132.45) 

0.06 

0.04 

0.10 

0.06 

0.27 

0.02 

- 

0.0257 

0.0363 

- 

0.062 

0.081 

0.186 

0.009 

0.176 

0.000 

0.13 

Safe 

3 RWSM 

0802000500426700 

0.20 

0.07 

(132.35) 

0.05 

0.04 

0.10 

0.05 

0.26 

0.02 

- 

0.0280 

0.0339 

- 

0.062 

0.079 

0.177 

0.009 

0.168 

0.000 

0.13 

Safe 

3 SPM 

0802000500435300 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.20 

0.25 

- 

0.25 

0.15 

0.40 

0.06 

0.29 

0.06 

0.0100 

0.0935 

0.1132 

- 

0.217 

0.278 

0.677 

0.068 

0.609 

0.058 

9.48 

Safe 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

0.0015 

0.0018 

- 

0.003 

0.003 

0.004 

0.000 

0.003 

0.000 

0.64 

Safe 

3 SPM-A 

0802000500436000 

0.20 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.09 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.053 

0.005 

0.048 

0.041 

86.93 

Semi Critical 



0.20 

0.17 

- 

0.17 

0.14 

0.31 

0.04 

0.21 

0.04 

0.0200 

0.0738 

0.1043 

0.004 

0.203 

0.244 

0.552 

0.055 

0.497 

0.082 

16.43 

Safe 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0009 

0.0012 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.000 

0.71 

Safe 

3 ZWD 

0802000500420200 

0.20 

0.08 

(130.49) 

0.06 

0.05 

0.11 

0.05 

0.25 

0.02 

- 

0.0332 

0.0402 

- 

0.073 

0.094 

0.208 

0.010 

0.197 

0.008 

4.19 

Safe 

3 ZWM 

0802000500417800 

0.20 

0.09 

(102.30) 

0.07 

0.08 

0.15 

0.05 

0.22 

0.02 

0.0400 

0.0443 

0.0536 

- 

0.138 

0.162 

0.315 

0.016 

0.299 

0.203 

68.02 

Safe 

4 AM 

0802000500426100 

0.20 

0.37 

(117.96) 

0.30 

0.25 

0.54 

0.06 

0.27 

0.10 

0.0300 

0.1498 

0.1814 

- 

0.361 

0.460 

1.003 

0.050 

0.953 

0.179 

18.81 

Safe 

4 AMS 

0802000700476100 

0.12 

0.00 

(320.86) 

0.00 

0.02 

0.02 

0.01 

0.03 

0.00 

- 

0.0076 

0.0178 

- 

0.025 

0.026 

0.048 

0.002 

0.046 

0.001 

2.27 

Safe 



0.12 

0.13 

(121.87) 

0.11 

0.21 

0.32 

0.05 

0.32 

0.03 

- 

0.0760 

0.1791 

- 

0.255 

0.283 

0.603 

0.030 

0.573 

0.010 

1.81 

Safe 

4 BHD 

0802000700484400 

0.12 

0.06 

- 

0.06 

0.07 

0.13 

0.06 

0.35 

0.01 

- 

0.0207 

0.0584 

- 

0.079 

0.091 

0.217 

0.022 

0.196 

0.004 

2.17 

Safe 

4 BKK 

0802000600456200 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0009 

0.0027 

- 

0.004 

0.004 

0.007 

0.001 

0.006 

0.000 

3.32 

Safe 

4 BPSM 

0802000500432600 

0.20 

0.07 

(130.83) 

0.06 

0.05 

0.11 

0.06 

0.27 

0.02 

0.0200 

0.0275 

0.0332 

- 

0.081 

0.099 

0.207 

0.010 

0.197 

0.081 

41.29 

Safe 

4 BRN 

0802000200343700 

0.20 

0.14 

- 

0.14 

0.08 

0.22 

0.06 

0.27 

0.04 

0.0100 

0.0470 

0.0664 

- 

0.123 

0.161 

0.379 

0.038 

0.341 

0.085 

24.98 

Safe 

4 BWM 

0802000500433300 

0.20 

0.23 

(78.27) 

0.19 

0.14 

0.33 

0.06 

0.28 

0.06 

0.0300 

0.0760 

0.1074 

- 

0.213 

0.274 

0.601 

0.030 

0.571 

0.187 

32.71 

Safe 

4 CHN 

0802000700482400 

0.12 

0.01 

(153.97) 

0.01 

0.04 

0.05 

0.02 

0.11 

0.00 

- 

0.0142 

0.0335 

- 

0.048 

0.050 

0.097 

0.005 

0.092 

0.002 

2.12 

Safe 



0.12 

0.01 

44.06 

0.02 

- 

0.02 

0.02 

0.13 

0.00 

- 

0.0080 

0.0114 

- 

0.019 

0.022 

0.037 

0.002 

0.036 

0.002 

6.64 

Safe 



0.12 

0.01 

(158.53) 

0.01 

0.04 

0.04 

0.02 

0.10 

0.00 

- 

0.0132 

0.0312 

- 

0.044 

0.046 

0.089 

0.004 

0.085 

0.002 

2.13 

Safe 

4 CYM 

0802000500432200 

0.20 

0.07 

- 

0.07 

0.04 

0.11 

0.06 

0.27 

0.02 

- 

0.0277 

0.0335 

- 

0.061 

0.079 

0.193 

0.019 

0.174 

0.000 

0.13 

Safe 

4 DWM 

0802000500429900 

0.20 

0.01 

(79.11) 

0.01 

0.01 

0.02 

0.02 

0.10 

0.00 

- 

0.0069 

0.0078 

- 

0.015 

0.017 

0.035 

0.002 

0.033 

0.000 

0.23 

Safe 

4 JGW 

0802000700477300 

0.12 

0.00 

(126.49) 

0.00 

0.04 

0.05 

0.01 

0.04 

0.00 

- 

0.0154 

0.0349 

- 

0.050 

0.051 

0.097 

0.005 

0.092 

0.003 

2.75 

Safe 



0.12 

0.20 

(29.58) 

0.16 

- 

0.16 

0.05 

0.28 

0.04 

- 

0.0500 

0.0566 

- 

0.107 

0.148 

0.309 

0.015 

0.293 

0.018 

6.00 

Safe 



0.12 

0.00 

(145.19) 

0.00 

0.03 

0.03 

0.00 

0.02 

0.00 

- 

0.0094 

0.0213 

- 

0.031 

0.031 

0.058 

0.003 

0.055 

0.002 

2.80 

Safe 

4 JSL 

0802000700482200 

0.12 

0.00 

27,481.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.29 

(43.26) 

0.23 

- 

0.23 

0.06 

0.35 

0.06 

- 

0.0589 

0.0666 

- 

0.126 

0.186 

0.419 

0.021 

0.398 

0.021 

5.21 

Safe 

4 KM 

0802000500433500 

0.20 

0.09 

(99.68) 

0.08 

0.07 

0.14 

0.06 

0.28 

0.02 

0.0400 

0.0364 

0.0441 

- 

0.121 

0.145 

0.287 

0.014 

0.273 

0.219 

80.32 

Semi Critical 

4 KWD 

0802000500419900 

0.20 

0.08 

(98.32) 

0.06 

0.06 

0.12 

0.05 

0.26 

0.02 

0.0300 

0.0322 

0.0390 

- 

0.101 

0.122 

0.244 

0.012 

0.232 

0.186 

80.25 

Semi Critical 

4 KWM 

0802000500420100 

0.20 

0.05 

(130.25) 

0.04 

0.03 

0.07 

0.05 

0.26 

0.01 

- 

0.0206 

0.0250 

- 

0.046 

0.059 

0.130 

0.006 

0.123 

0.000 

0.13 

Safe 

4 MRN 

0802000700474800 

0.12 

0.12 

(104.46) 

0.10 

0.14 

0.24 

0.06 

0.35 

0.03 

- 

0.0526 

0.1189 

- 

0.171 

0.197 

0.438 

0.022 

0.416 

0.009 

2.07 

Safe 

4 MSR 

0802000700480800 

0.12 

0.01 

117.56 

0.01 

0.07 

0.09 

0.02 

0.10 

0.00 

0.0500 

0.0190 

0.0430 

- 

0.112 

0.114 

0.201 

0.010 

0.191 

0.435 

227.74 

Over Exploited 



0.12 

0.08 

(103.44) 

0.07 

0.15 

0.22 

0.04 

0.25 

0.02 

0.0400 

0.0503 

0.1137 

- 

0.204 

0.221 

0.437 

0.022 

0.415 

0.382 

92.13 

Critical 

4 MZW 

0802000200342300 

0.20 

0.07 

(112.17) 

0.06 

0.07 

0.13 

0.04 

0.17 

0.02 

0.0100 

0.0405 

0.0572 

- 

0.108 

0.128 

0.255 

0.013 

0.242 

0.068 

27.90 

Safe 

4 NTR 

0802000700471800 

0.12 

0.00 

- 

0.00 

0.02 

0.02 

0.01 

0.03 

0.00 

0.0100 

0.0064 

0.0180 

- 

0.034 

0.035 

0.057 

0.006 

0.051 

0.071 

139.31 

Over Exploited 

4 PPM 

0802000600451000 

0.20 

0.00 

2,805.44 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0005 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

4 RWM 

0802000500429800 

0.20 

0.02 

(99.59) 

0.02 

0.02 

0.04 

0.03 

0.15 

0.01 

- 

0.0122 

0.0138 

- 

0.026 

0.032 

0.070 

0.004 

0.067 

0.000 

0.20 

Safe 

4 SDR 

0802000700473900 

0.12 

0.01 

(298.91) 

0.01 

0.04 

0.05 

0.02 

0.09 

0.00 

- 

0.0142 

0.0322 

- 

0.046 

0.048 

0.094 

0.005 

0.090 

0.002 

2.61 

Safe 

4 SPD 

0802000500418200 

0.20 

0.00 

(26.06) 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0058 

0.0065 

- 

0.012 

0.013 

0.022 

0.001 

0.021 

0.008 

37.98 

Safe 

4 SPM 

0802000500435100 

0.20 

0.25 

- 

0.25 

0.15 

0.40 

0.06 

0.30 

0.06 

0.0200 

0.0883 

0.1070 

0.001 

0.216 

0.277 

0.676 

0.068 

0.608 

0.123 

20.17 

Safe 

4 ZWD 

0802000500417900 

0.20 

0.00 

(659.65) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0006 

0.0009 

- 

0.002 

0.002 

0.003 

0.000 

0.002 

0.000 

0.23 

Safe 

5 AM 

0802000500426000 

0.20 

0.07 

(113.32) 

0.06 

0.07 

0.12 

0.06 

0.26 

0.02 

0.0300 

0.0293 

0.0355 

0.017 

0.111 

0.130 

0.254 

0.013 

0.242 

0.162 

67.12 

Safe 

5 AMS 

0802000700476000 

0.12 

0.01 

(191.46) 

0.01 

0.09 

0.10 

0.01 

0.07 

0.00 

- 

0.0302 

0.0712 

- 

0.102 

0.104 

0.199 

0.010 

0.189 

0.004 

2.18 

Safe 



0.12 

0.17 

(125.02) 

0.13 

0.31 

0.44 

0.05 

0.27 

0.03 

- 

0.1104 

0.2601 

- 

0.371 

0.405 

0.850 

0.043 

0.808 

0.015 

1.87 

Safe 

5 BARANI 

0802000700472600 

0.12 

0.01 

(332.15) 

0.00 

0.03 

0.04 

0.01 

0.08 

0.00 

- 

0.0117 

0.0264 

- 

0.038 

0.039 

0.076 

0.004 

0.072 

0.002 

2.65 

Safe 

5 BHD 

0802000700484200 

0.12 

0.15 

(144.91) 

0.12 

0.18 

0.30 

0.06 

0.35 

0.03 

- 

0.0655 

0.1481 

0.003 

0.217 

0.248 

0.550 

0.028 

0.523 

0.011 

2.06 

Safe 

5 BPM 

0802000500432800 

0.20 

0.13 

(105.11) 

0.10 

0.09 

0.19 

0.06 

0.27 

0.03 

0.0300 

0.0495 

0.0599 

- 

0.139 

0.172 

0.360 

0.018 

0.342 

0.178 

52.15 

Safe 

5 BRN 

0802000200344000 

0.20 

0.12 

(70.37) 

0.10 

0.07 

0.17 

0.06 

0.27 

0.03 

0.0100 

0.0408 

0.0576 

- 

0.108 

0.141 

0.307 

0.015 

0.291 

0.060 

20.47 

Safe 

5 BWM 

0802000500433000 

0.20 

0.27 

(80.04) 

0.22 

0.17 

0.38 

0.06 

0.28 

0.07 

0.0400 

0.0910 

0.1286 

- 

0.260 

0.331 

0.715 

0.036 

0.679 

0.220 

32.37 

Safe 

5 CHN 

0802000700477200 

0.12 

0.00 

(134.66) 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0027 

0.0060 

- 

0.009 

0.009 

0.016 

0.001 

0.015 

0.000 

2.82 

Safe 



0.12 

0.06 

(17.68) 

0.05 

- 

0.05 

0.04 

0.24 

0.01 

- 

0.0184 

0.0208 

- 

0.039 

0.052 

0.104 

0.005 

0.099 

0.006 

6.53 

Safe 



0.12 

0.01 

(105.72) 

0.01 

0.04 

0.05 

0.02 

0.09 

0.00 

- 

0.0147 

0.0331 

- 

0.048 

0.050 

0.097 

0.005 

0.092 

0.002 

2.62 

Safe 

5 GGM 

0802000600462300 

0.22 

0.07 

- 

0.07 

0.13 

0.20 

0.02 

0.13 

0.02 

0.0200 

0.0374 

0.1056 

- 

0.163 

0.178 

0.379 

0.038 

0.341 

0.206 

60.36 

Safe 



0.20 

0.20 

- 

0.20 

0.21 

0.42 

0.04 

0.22 

0.04 

0.0100 

0.0662 

0.1871 

- 

0.263 

0.306 

0.721 

0.072 

0.649 

0.134 

20.66 

Safe 


0802000700480000 

0.12 

0.01 

- 

0.01 

0.03 

0.04 

0.02 

0.11 

0.00 

- 

0.0109 

0.0247 

- 

0.036 

0.037 

0.076 

0.008 

0.068 

0.002 

2.64 

Safe 



0.12 

0.03 

- 

0.03 

0.06 

0.10 

0.04 

0.23 

0.01 

- 

0.0225 

0.0508 

- 

0.073 

0.081 

0.177 

0.018 

0.159 

0.004 

2.32 

Safe 

5 JGW 

0802000700477600 

0.12 

0.09 

(106.73) 

0.07 

0.12 

0.19 

0.05 

0.31 

0.02 

- 

0.0430 

0.0971 

- 

0.140 

0.159 

0.348 

0.017 

0.330 

0.007 

2.13 

Safe 



0.12 

0.00 

(162.86) 

0.00 

0.01 

0.01 

0.01 

0.04 

0.00 

- 

0.0048 

0.0109 

- 

0.016 

0.016 

0.030 

0.001 

0.028 

0.001 

2.77 

Safe 

5 JSL 

0802000700476600 

0.12 

0.00 

9,877.39 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 






Bhakhra Canal 

Command 

Younger Alluvium 

0.832 

0.53 

0.070 

0.00 

0.00 

0.01 

0.03 

0.00 

-0.01 

-0.01 

0.00 

0.002 

0.09 

0.17 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

1.329 

0.53 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.00 

0.003 

0.14 

0.28 






Bhakhra Canal 

Command 

Younger Alluvium 

0.581 

0.53 

0.070 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.01 

0.00 

0.00 

0.001 

0.06 

0.12 


5 KM 

0802000600449200 

3.455 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.455 

0.30 

0.090 

0.00 

0.00 

0.04 

0.05 

0.00 

0.01 

0.01 

0.00 

0.009 

0.23 

0.32 


5 KWD 

0802000500420000 

1.812 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.812 

0.07 

0.090 

0.00 

0.00 

0.02 

0.03 

0.00 

-0.04 

-0.02 

0.00 

0.000 

0.20 

0.34 


5 KWM 

0802000500420300 

1.908 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.908 

0.07 

0.090 

0.00 

0.00 

0.02 

0.03 

0.00 

-0.04 

-0.02 

0.00 

0.000 

0.20 

0.33 


5 LK 

0802000300384100 

3.796 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.933 

0.16 

0.150 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.05 

0.08 


5 MRN 

0802000700475300 

9.251 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.012 

0.57 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

9.239 

0.57 

0.070 

0.01 

0.00 

0.12 

0.26 

0.00 

0.00 

0.00 

0.00 

0.023 

0.29 

0.58 


5 MSR 

0802000700479700 

3.087 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.036 

0.17 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.04 

0.000 

0.00 

0.01 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.051 

0.17 

0.070 

0.15 

0.02 

0.04 

0.09 

0.00 

0.04 

0.02 

0.60 

0.008 

0.29 

0.58 


5 NTR 

0802000700471700 

7.068 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.049 

-0.20 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


5 PPM 

0802000600450900 

4.119 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.001 

0.25 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


5 RMG 

0802000600463800 

5.500 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

4.438 

-0.04 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.011 

0.23 

0.20 






Bhakhra Canal 

Command 

Younger Alluvium 

1.062 

-0.04 

0.090 

0.00 

0.00 

0.01 

0.03 

0.00 

0.00 

0.00 

0.00 

0.003 

0.05 

0.05 


5 RWM 

0802000500429400 

2.460 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.460 

0.08 

0.090 

0.00 

0.00 

0.03 

0.04 

0.00 

-0.04 

-0.03 

0.00 

0.000 

0.21 

0.32 


5 SPM 

0802000500436900 

2.296 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.296 

-0.05 

0.090 

0.03 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.13 

0.000 

0.24 

0.30 


5 ZWD 

0802000500417600 

5.643 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.299 

0.13 

0.090 

0.00 

0.00 

0.02 

0.02 

0.00 

-0.02 

-0.01 

0.01 

0.000 

0.04 

0.08 


6 AM 

0802000500426300 

3.023 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.023 

0.07 

0.090 

0.04 

0.01 

0.04 

0.04 

0.00 

-0.03 

-0.02 

0.16 

0.000 

0.21 

0.33 


6 AMS 

0802000700475900 

2.989 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.148 

0.54 

0.070 

0.00 

0.00 

0.02 

0.04 

0.00 

-0.02 

-0.01 

0.00 

0.003 

0.11 

0.22 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.841 

0.54 

0.070 

0.00 

0.00 

0.03 

0.07 

0.00 

-0.03 

-0.01 

0.00 

0.005 

0.18 

0.36 


6 BARANI 

0802000700478600 

6.456 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.393 

0.01 

0.070 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.02 

-0.01 

0.00 

0.001 

0.02 

0.04 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

2.208 

0.01 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.10 

0.20 






Bhakhra Canal 

Command 

Younger Alluvium 

3.854 

0.01 

0.070 

0.00 

0.00 

0.04 

0.11 

0.00 

-0.15 

-0.07 

0.00 

0.010 

0.17 

0.35 


6 BHD 

0802000700484100 

2.695 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.386 

0.23 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.04 

0.09 






Bhakhra Canal 

Command 

Younger Alluvium 

2.309 

0.23 

0.070 

0.00 

0.00 

0.03 

0.07 

0.00 

-0.06 

-0.03 

0.00 

0.006 

0.25 

0.51 


6 BPM 

0802000500433400 

2.929 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.929 

0.23 

0.090 

0.04 

0.01 

0.03 

0.04 

0.00 

0.02 

0.01 

0.16 

0.000 

0.22 

0.32 


6 BPSM 

0802000500432500 

2.290 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.290 

0.04 

0.090 

0.00 

0.00 

0.03 

0.03 

0.00 

-0.05 

-0.04 

0.00 

0.000 

0.21 

0.33 


6 BRN 

0802000200344100 

3.277 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.277 

0.34 

0.150 

0.02 

0.00 

0.03 

0.05 

0.00 

0.10 

0.07 

0.07 

0.013 

0.22 

0.33 


6 CHN 

0802000700482300 

2.717 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

2.559 

0.56 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.05 

0.00 

0.006 

0.27 

0.55 






Bhakhra Canal 

Command 

Younger Alluvium 

0.157 

0.56 

0.070 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 


6 DPN 

0802000700479300 

3.132 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.292 

0.01 

0.070 

0.03 

0.00 

0.00 

0.01 

0.00 

0.02 

0.01 

0.11 

0.001 

0.03 

0.05 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.558 

0.01 

0.070 

0.05 

0.01 

0.02 

0.04 

0.00 

-0.02 

-0.01 

0.21 

0.004 

0.14 

0.29 


6 GGM 

0802000600462500 

5.427 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

2.532 

-0.41 

0.090 

0.10 

0.01 

0.03 

0.07 

0.00 

0.00 

0.00 

0.38 

0.007 

0.13 

0.25 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.895 

-0.41 

0.090 

0.04 

0.01 

0.03 

0.08 

0.00 

0.00 

0.00 

0.15 

0.007 

0.15 

0.29 



0802000700480100 

5.772 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.096 

-0.52 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.803 

-0.52 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.04 

0.07 






Bhakhra Canal 

Command 

Younger Alluvium 

4.873 

-0.52 

0.070 

0.00 

0.00 

0.06 

0.14 

0.00 

0.00 

0.00 

0.00 

0.012 

0.24 

0.44 


6 JGW 

0802000700477700 

3.454 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.407 

0.48 

0.070 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.001 

0.03 

0.07 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

2.219 

0.48 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.005 

0.19 

0.38 






Bhakhra Canal 

Command 

Younger Alluvium 

0.828 

0.48 

0.070 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.01 

0.00 

0.00 

0.002 

0.07 

0.14 


6 JSL 

0802000700482100 

7.443 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.009 

0.53 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

7.434 

0.53 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.29 

0.14 

0.00 

0.018 

0.29 

0.59 


6 KM 

0802000500433600 

1.887 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.887 

-0.01 

0.090 

0.06 

0.02 

0.02 

0.03 

0.00 

0.00 

0.00 

0.24 

0.000 

0.22 

0.32 


6 KWD 

0802000500425500 

1.235 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.235 

0.07 

0.090 

0.00 

0.00 

0.02 

0.02 

0.00 

-0.03 

-0.02 

0.00 

0.000 

0.20 

0.33 


6 KWM 

0802000500425000 

1.136 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.136 

0.07 

0.090 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.20 

0.33 


6 MRN 

0802000700475200 

3.302 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.020 

0.55 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.281 

0.55 

0.070 

0.00 

0.00 

0.04 

0.09 

0.00 

-0.01 

0.00 

0.00 

0.008 

0.29 

0.58 


6 MSR 

0802000700480700 

4.428 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

4.426 

0.40 

0.070 

0.39 

0.06 

0.06 

0.13 

0.00 

0.27 

0.13 

1.55 

0.011 

0.29 

0.59 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.002 

0.40 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


6 RMG 

0802000600463900 

3.220 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

3.220 

0.06 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.008 

0.28 

0.25 


6 RWM 

0802000500429300 

1.312 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.312 

0.10 

0.090 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.21 

0.32 


6 SPM 

0802000500437000 

3.902 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.902 

-0.09 

0.090 

0.03 

0.01 

0.04 

0.06 

0.00 

0.00 

0.00 

0.11 

0.001 

0.24 

0.30 


7 AM 

0802000500426200 

2.405 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.405 

0.06 

0.090 

0.00 

0.00 

0.03 

0.04 

0.00 

-0.05 

-0.03 

0.00 

0.000 

0.21 

0.33 


7 AMS 

0802000700475800 

5.089 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.896 

0.55 

0.070 

0.00 

0.00 

0.03 

0.07 

0.00 

-0.02 

-0.01 

0.00 

0.005 

0.11 

0.22 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.193 

0.55 

0.070 

0.00 

0.00 

0.05 

0.11 

0.00 

-0.04 

-0.02 

0.00 

0.008 

0.18 

0.36 


7 BARANI 

0802000700481100 

5.368 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

1.452 

-0.01 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.08 

0.16 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

3.916 

-0.01 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.010 

0.21 

0.43 


7 BHD 

0802000700487300 

4.139 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.663 

0.25 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.05 

0.10 






Bhakhra Canal 

Command 

Younger Alluvium 

0.412 

0.25 

0.070 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

0.00 

0.00 

0.001 

0.03 

0.06 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

2.391 

0.25 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.006 

0.17 

0.34 






Bhakhra Canal 

Command 

Younger Alluvium 

0.673 

0.25 

0.070 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.01 

-0.01 

0.00 

0.002 

0.05 

0.10 


7 BPM 

0802000500433900 

1.054 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.054 

-0.07 

0.090 

0.06 

0.02 

0.01 

0.02 

0.00 

0.00 

0.00 

0.24 

0.000 

0.22 

0.32 


7 BPSM 

0802000500432400 

2.250 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.250 

-0.04 

0.090 

0.00 

0.00 

0.03 

0.03 

0.00 

0.00 

0.00 

0.00 

0.000 

0.22 

0.32 


7 DPN 

0802000700472000 

3.757 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.392 

-0.13 

0.070 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.001 

0.03 

0.06 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.773 

-0.13 

0.070 

0.00 

0.00 

0.02 

0.05 

0.00 

0.00 

0.00 

0.00 

0.004 

0.14 

0.27 


7 DWD 

0802000500431400 

1.928 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.024 

0.07 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


7 GGM 

0802000600462800 

1.422 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.422 

-0.30 

0.090 

0.10 

0.01 

0.01 

0.04 

0.00 

0.00 

0.00 

0.40 

0.004 

0.29 

0.45 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.12 

0.01 

(176.85) 

0.01 

0.04 

0.05 

0.02 

0.11 

0.00 

- 

0.0175 

0.0354 

- 

0.053 

0.055 

0.106 

0.005 

0.101 

0.002 

2.04 

Safe 



0.12 

0.02 

10.87 

0.02 

- 

0.02 

0.03 

0.17 

0.00 

- 

0.0131 

0.0158 

- 

0.029 

0.034 

0.058 

0.003 

0.055 

0.003 

5.94 

Safe 



0.12 

0.00 

(210.49) 

0.00 

0.03 

0.03 

0.01 

0.07 

0.00 

- 

0.0122 

0.0247 

- 

0.037 

0.038 

0.072 

0.004 

0.069 

0.001 

2.09 

Safe 

5 KM 

0802000600449200 

0.20 

0.16 

(96.67) 

0.12 

0.09 

0.21 

0.06 

0.28 

0.04 

- 

0.0508 

0.0718 

- 

0.123 

0.163 

0.375 

0.019 

0.356 

0.009 

2.49 

Safe 

5 KWD 

0802000500420000 

0.20 

0.07 

(131.23) 

0.06 

0.05 

0.11 

0.05 

0.26 

0.02 

- 

0.0311 

0.0377 

0.002 

0.070 

0.090 

0.199 

0.010 

0.189 

0.000 

0.13 

Safe 

5 KWM 

0802000500420300 

0.20 

0.08 

(130.74) 

0.06 

0.05 

0.11 

0.05 

0.25 

0.02 

- 

0.0328 

0.0397 

- 

0.072 

0.092 

0.204 

0.010 

0.194 

0.000 

0.13 

Safe 

5 LK 

0802000300384100 

0.20 

0.01 

(113.43) 

0.01 

0.03 

0.03 

0.01 

0.06 

0.00 

- 

0.0160 

0.0194 

- 

0.035 

0.038 

0.070 

0.004 

0.067 

0.000 

0.36 

Safe 

5 MRN 

0802000700475300 

0.12 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

2.83 

Safe 



0.12 

0.32 

(100.66) 

0.26 

0.38 

0.64 

0.06 

0.35 

0.07 

- 

0.1391 

0.3144 

- 

0.454 

0.520 

1.158 

0.058 

1.100 

0.023 

2.08 

Safe 

5 MSR 

0802000700479700 

0.12 

0.00 

29,977.44 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0005 

0.0012 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

0.036 

1,147.74 

Over Exploited 



0.12 

0.10 

(81.09) 

0.08 

0.15 

0.23 

0.06 

0.35 

0.02 

0.0700 

0.0459 

0.1038 

- 

0.220 

0.242 

0.471 

0.024 

0.448 

0.605 

135.02 

Over Exploited 

5 NTR 

0802000700471700 

0.12 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0006 

0.0017 

- 

0.002 

0.002 

0.004 

0.000 

0.004 

0.000 

3.25 

Safe 

5 PPM 

0802000600450900 

0.20 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

5 RMG 

0802000600463800 

0.20 

0.20 

- 

0.20 

- 

0.20 

0.05 

0.28 

0.05 

- 

0.0249 

0.0352 

- 

0.060 

0.106 

0.308 

0.031 

0.277 

0.011 

4.12 

Safe 



0.20 

0.01 

- 

0.01 

0.04 

0.05 

0.01 

0.07 

0.00 

- 

0.0128 

0.0362 

- 

0.049 

0.052 

0.104 

0.010 

0.094 

0.003 

2.91 

Safe 

5 RWM 

0802000500429400 

0.20 

0.10 

(127.43) 

0.08 

0.06 

0.15 

0.05 

0.27 

0.03 

- 

0.0362 

0.0511 

- 

0.087 

0.114 

0.260 

0.013 

0.247 

0.000 

0.13 

Safe 

5 SPM 

0802000500436900 

0.20 

0.11 

- 

0.11 

0.04 

0.15 

0.06 

0.30 

0.03 

0.0100 

0.0281 

0.0318 

- 

0.070 

0.097 

0.251 

0.025 

0.226 

0.130 

57.65 

Safe 

5 ZWD 

0802000500417600 

0.20 

0.01 

(201.45) 

0.01 

0.03 

0.04 

0.01 

0.06 

0.00 

- 

0.0223 

0.0270 

- 

0.049 

0.052 

0.097 

0.005 

0.092 

0.008 

8.91 

Safe 

6 AM 

0802000500426300 

0.20 

0.13 

(115.88) 

0.10 

0.09 

0.19 

0.05 

0.26 

0.03 

0.0300 

0.0519 

0.0628 

- 

0.145 

0.178 

0.370 

0.019 

0.352 

0.162 

46.19 

Safe 

6 AMS 

0802000700475900 

0.12 

0.02 

(160.22) 

0.01 

0.06 

0.07 

0.02 

0.13 

0.00 

- 

0.0242 

0.0488 

- 

0.073 

0.076 

0.150 

0.007 

0.142 

0.003 

1.99 

Safe 



0.12 

0.04 

(137.64) 

0.03 

0.10 

0.13 

0.04 

0.21 

0.01 

- 

0.0388 

0.0783 

- 

0.117 

0.125 

0.255 

0.013 

0.243 

0.005 

1.87 

Safe 

6 BARANI 

0802000700478600 

0.12 

0.00 

(976.13) 

0.00 

0.02 

0.02 

0.00 

0.02 

0.00 

- 

0.0047 

0.0134 

- 

0.018 

0.018 

0.034 

0.002 

0.032 

0.001 

2.99 

Safe 



0.12 

0.03 

(97.71) 

0.02 

- 

0.02 

0.02 

0.12 

0.01 

- 

0.0124 

0.0175 

- 

0.030 

0.035 

0.056 

0.003 

0.054 

0.005 

10.19 

Safe 



0.12 

0.08 

(189.70) 

0.06 

0.15 

0.21 

0.04 

0.21 

0.02 

- 

0.0464 

0.1312 

- 

0.178 

0.194 

0.408 

0.020 

0.387 

0.010 

2.46 

Safe 

6 BHD 

0802000700484100 

0.12 

0.00 

56.27 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

0.0027 

0.0031 

- 

0.006 

0.006 

0.009 

0.000 

0.008 

0.001 

11.80 

Safe 



0.12 

0.07 

(141.18) 

0.05 

0.10 

0.15 

0.05 

0.30 

0.01 

- 

0.0348 

0.0786 

- 

0.113 

0.128 

0.278 

0.014 

0.264 

0.006 

2.16 

Safe 

6 BPM 

0802000500433400 

0.20 

0.13 

(90.87) 

0.10 

0.08 

0.19 

0.06 

0.28 

0.03 

0.0300 

0.0431 

0.0609 

- 

0.134 

0.168 

0.355 

0.018 

0.337 

0.162 

48.16 

Safe 

6 BPSM 

0802000500432500 

0.20 

0.10 

(135.85) 

0.08 

0.06 

0.14 

0.06 

0.27 

0.03 

- 

0.0393 

0.0476 

- 

0.087 

0.112 

0.252 

0.013 

0.240 

0.000 

0.13 

Safe 

6 BRN 

0802000200344100 

0.20 

0.14 

(51.70) 

0.11 

0.08 

0.20 

0.06 

0.28 

0.04 

0.0100 

0.0482 

0.0681 

- 

0.126 

0.165 

0.361 

0.018 

0.343 

0.086 

24.92 

Safe 

6 CHN 

0802000700482300 

0.12 

0.08 

(40.84) 

0.07 

- 

0.07 

0.06 

0.33 

0.02 

- 

0.0216 

0.0305 

- 

0.052 

0.069 

0.136 

0.007 

0.130 

0.006 

4.88 

Safe 



0.12 

0.00 

(384.66) 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0028 

0.0067 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.000 

2.29 

Safe 

6 DPN 

0802000700479300 

0.12 

0.00 

841.15 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

0.0100 

0.0044 

0.0099 

- 

0.024 

0.024 

0.038 

0.002 

0.036 

0.109 

303.63 

Over Exploited 



0.12 

0.03 

(142.01) 

0.02 

0.07 

0.10 

0.03 

0.17 

0.01 

0.0200 

0.0234 

0.0530 

- 

0.097 

0.102 

0.198 

0.010 

0.188 

0.215 

114.26 

Over Exploited 

6 GGM 

0802000600462500 

0.22 

0.07 

- 

0.07 

0.11 

0.18 

0.03 

0.16 

0.02 

0.0400 

0.0305 

0.0862 

- 

0.157 

0.172 

0.356 

0.036 

0.320 

0.385 

120.17 

Over Exploited 



0.20 

0.09 

- 

0.09 

0.12 

0.21 

0.03 

0.19 

0.02 

0.0200 

0.0349 

0.0985 

- 

0.153 

0.172 

0.383 

0.038 

0.345 

0.158 

45.93 

Safe 


0802000700480100 

0.12 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0014 

0.0033 

- 

0.005 

0.005 

0.009 

0.001 

0.008 

0.000 

3.02 

Safe 



0.12 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

0.0056 

0.0064 

- 

0.012 

0.013 

0.017 

0.002 

0.015 

0.002 

13.22 

Safe 



0.12 

0.14 

- 

0.14 

0.20 

0.34 

0.05 

0.29 

0.03 

- 

0.0734 

0.1659 

- 

0.239 

0.269 

0.612 

0.061 

0.551 

0.012 

2.18 

Safe 

6 JGW 

0802000700477700 

0.12 

0.00 

(195.93) 

0.00 

0.02 

0.02 

0.01 

0.04 

0.00 

- 

0.0061 

0.0139 

- 

0.020 

0.020 

0.038 

0.002 

0.037 

0.001 

2.75 

Safe 



0.12 

0.05 

(26.47) 

0.04 

- 

0.04 

0.04 

0.22 

0.01 

- 

0.0156 

0.0176 

- 

0.033 

0.043 

0.083 

0.004 

0.079 

0.005 

6.95 

Safe 



0.12 

0.01 

(145.01) 

0.01 

0.03 

0.04 

0.01 

0.08 

0.00 

- 

0.0125 

0.0282 

- 

0.041 

0.042 

0.082 

0.004 

0.078 

0.002 

2.63 

Safe 

6 JSL 

0802000700482100 

0.12 

0.00 

27,316.93 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.26 

(45.12) 

0.21 

- 

0.21 

0.06 

0.35 

0.05 

- 

0.0522 

0.0590 

- 

0.111 

0.165 

0.371 

0.019 

0.352 

0.018 

5.21 

Safe 

6 KM 

0802000500433600 

0.20 

0.08 

- 

0.08 

0.07 

0.15 

0.06 

0.28 

0.02 

0.0500 

0.0324 

0.0392 

- 

0.122 

0.143 

0.298 

0.030 

0.268 

0.243 

90.61 

Critical 

6 KWD 

0802000500425500 

0.20 

0.05 

(131.74) 

0.04 

0.03 

0.07 

0.05 

0.26 

0.01 

- 

0.0212 

0.0257 

0.002 

0.049 

0.062 

0.136 

0.007 

0.129 

0.000 

0.13 

Safe 

6 KWM 

0802000500425000 

0.20 

0.04 

(130.80) 

0.04 

0.03 

0.07 

0.05 

0.25 

0.01 

- 

0.0195 

0.0236 

- 

0.043 

0.055 

0.121 

0.006 

0.115 

0.000 

0.13 

Safe 

6 MRN 

0802000700475200 

0.12 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0007 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

2.86 

Safe 



0.12 

0.11 

(103.98) 

0.09 

0.14 

0.23 

0.06 

0.35 

0.02 

- 

0.0494 

0.1117 

- 

0.161 

0.185 

0.411 

0.021 

0.390 

0.008 

2.08 

Safe 

6 MSR 

0802000700480700 

0.12 

0.15 

(13.51) 

0.13 

0.24 

0.38 

0.06 

0.35 

0.03 

0.1700 

0.0666 

0.1506 

- 

0.387 

0.419 

0.795 

0.040 

0.755 

1.559 

206.46 

Over Exploited 



0.12 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

6 RMG 

0802000600463900 

0.20 

0.18 

(88.32) 

0.15 

- 

0.15 

0.06 

0.35 

0.04 

- 

0.0181 

0.0256 

- 

0.044 

0.085 

0.230 

0.012 

0.219 

0.008 

3.79 

Safe 

6 RWM 

0802000500429300 

0.20 

0.05 

(124.69) 

0.04 

0.03 

0.08 

0.05 

0.26 

0.01 

- 

0.0193 

0.0273 

- 

0.047 

0.061 

0.138 

0.007 

0.131 

0.000 

0.14 

Safe 

6 SPM 

0802000500437000 

0.20 

0.19 

- 

0.19 

0.11 

0.29 

0.06 

0.30 

0.05 

0.0200 

0.0574 

0.0811 

- 

0.159 

0.204 

0.498 

0.050 

0.448 

0.106 

23.53 

Safe 

7 AM 

0802000500426200 

0.20 

0.10 

(132.91) 

0.08 

0.06 

0.15 

0.06 

0.27 

0.03 

- 

0.0413 

0.0500 

- 

0.091 

0.118 

0.265 

0.013 

0.251 

0.000 

0.13 

Safe 

7 AMS 

0802000700475800 

0.12 

0.02 

(149.42) 

0.02 

0.10 

0.12 

0.02 

0.13 

0.01 

- 

0.0342 

0.0807 

- 

0.115 

0.120 

0.236 

0.012 

0.224 

0.005 

2.09 

Safe 



0.12 

0.07 

(129.37) 

0.06 

0.16 

0.22 

0.04 

0.22 

0.01 

- 

0.0577 

0.1358 

- 

0.194 

0.208 

0.426 

0.021 

0.405 

0.008 

1.95 

Safe 

7 BARANI 

0802000700481100 

0.12 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.09 

0.00 

- 

0.0082 

0.0115 

- 

0.020 

0.023 

0.036 

0.004 

0.033 

0.004 

11.02 

Safe 



0.12 

0.10 

- 

0.10 

- 

0.10 

0.04 

0.25 

0.02 

- 

0.0220 

0.0311 

- 

0.053 

0.074 

0.173 

0.017 

0.156 

0.010 

6.22 

Safe 

7 BHD 

0802000700487300 

0.12 

0.00 

54.54 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

0.0037 

0.0053 

- 

0.009 

0.010 

0.014 

0.001 

0.013 

0.002 

12.15 

Safe 



0.12 

0.00 

(401.16) 

0.00 

0.02 

0.02 

0.01 

0.03 

0.00 

- 

0.0050 

0.0140 

- 

0.019 

0.019 

0.036 

0.002 

0.035 

0.001 

2.94 

Safe 



0.12 

0.05 

(57.48) 

0.04 

- 

0.04 

0.03 

0.20 

0.01 

- 

0.0134 

0.0190 

- 

0.032 

0.042 

0.081 

0.004 

0.077 

0.006 

7.70 

Safe 



0.12 

0.00 

(284.34) 

0.00 

0.03 

0.03 

0.01 

0.06 

0.00 

- 

0.0081 

0.0229 

- 

0.031 

0.032 

0.061 

0.003 

0.058 

0.002 

2.87 

Safe 

7 BPM 

0802000500433900 

0.20 

0.05 

- 

0.05 

0.05 

0.09 

0.06 

0.28 

0.01 

0.0500 

0.0181 

0.0219 

- 

0.090 

0.102 

0.197 

0.020 

0.177 

0.243 

137.35 

Over Exploited 

7 BPSM 

0802000500432400 

0.20 

0.10 

- 

0.10 

0.06 

0.16 

0.06 

0.27 

0.03 

- 

0.0386 

0.0468 

- 

0.085 

0.111 

0.269 

0.027 

0.242 

0.000 

0.13 

Safe 

7 DPN 

0802000700472000 

0.12 

0.00 

- 

0.00 

0.02 

0.02 

0.01 

0.04 

0.00 

- 

0.0047 

0.0134 

- 

0.018 

0.018 

0.035 

0.004 

0.032 

0.001 

3.07 

Safe 



0.12 

0.03 

- 

0.03 

0.07 

0.10 

0.03 

0.16 

0.01 

- 

0.0214 

0.0604 

- 

0.082 

0.088 

0.186 

0.019 

0.167 

0.004 

2.62 

Safe 

7 DWD 

0802000500431400 

0.20 

0.00 

(1,628.21) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

7 GGM 

0802000600462800 

0.20 

0.08 

- 

0.08 

0.07 

0.15 

0.06 

0.35 

0.02 

0.0400 

0.0171 

0.0484 

- 

0.106 

0.123 

0.270 

0.027 

0.243 

0.401 

165.18 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


7 JGW 

080200070047780C 

2.835 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

2.835 

0.47 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.00 

0.007 

0.29 

0.59 


7 JSL 

0802000700482000 

4.421 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

4.421 

0.51 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.08 

0.00 

0.011 

0.29 

0.59 


7 KM 

0802000500433800 

2.171 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.171 

-0.09 

0.090 

0.02 

0.01 

0.03 

0.03 

0.00 

0.00 

0.00 

0.09 

0.000 

0.22 

0.32 


7 KWD 

0802000500424900 

4.245 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.534 

0.07 

0.090 

0.00 

0.00 

0.03 

0.04 

0.00 

-0.05 

-0.03 

0.00 

0.000 

0.12 

0.20 


7 MRN 

0802000700474900 

4.896 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.002 

0.51 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.895 

0.51 

0.070 

0.00 

0.00 

0.06 

0.14 

0.00 

-0.03 

-0.01 

0.00 

0.012 

0.29 

0.58 


7 MSR 

0802000700479800 

4.010 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

2.291 

0.26 

0.070 

0.25 

0.04 

0.03 

0.07 

0.00 

0.16 

0.08 

1.01 

0.006 

0.17 

0.34 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.719 

0.26 

0.070 

0.06 

0.01 

0.02 

0.05 

0.00 

0.01 

0.01 

0.25 

0.004 

0.12 

0.25 


7 MZW 

0802000200342000 

2.560 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.017 

0.12 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


7 RMG 

0802000600464300 

5.910 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.362 

0.21 

0.090 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

-0.01 

0.00 

0.001 

0.02 

0.01 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

3.066 

0.21 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.00 

0.008 

0.15 

0.13 






Bhakhra Canal 

Command 

Younger Alluvium 

2.482 

0.21 

0.090 

0.00 

0.00 

0.03 

0.07 

0.00 

-0.05 

-0.06 

0.00 

0.006 

0.12 

0.10 


7 RWM 

0802000500429200 

1.552 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.339 

0.14 

0.090 

0.07 

0.01 

0.01 

0.01 

0.00 

0.05 

0.03 

0.28 

0.000 

0.18 

0.28 


7 SPM 

0802000500437700 

1.579 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.079 

-0.10 

0.090 

0.01 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.05 

0.000 

0.16 

0.21 


75 RD 

0802000500419100 

5.678 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.678 

0.08 

0.090 

0.06 

0.01 

0.07 

0.08 

0.00 

-0.06 

-0.04 

0.23 

0.001 

0.20 

0.34 


8 AM 

0802000500426600 

2.213 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.908 

0.07 

0.090 

0.00 

0.00 

0.02 

0.03 

0.00 

-0.04 

-0.03 

0.00 

0.000 

0.18 

0.28 


8 AMS 

0802000700475700 

6.753 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

2.732 

0.58 

0.070 

0.00 

0.00 

0.03 

0.08 

0.00 

0.00 

0.00 

0.00 

0.007 

0.12 

0.24 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.021 

0.58 

0.070 

0.00 

0.00 

0.05 

0.12 

0.00 

0.00 

0.00 

0.00 

0.010 

0.17 

0.35 


8 BARANI 

0802000600462600 

5.271 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

3.461 

-0.31 

0.090 

0.01 

0.00 

0.04 

0.10 

0.00 

0.00 

0.00 

0.02 

0.009 

0.19 

0.33 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.810 

-0.31 

0.090 

0.00 

0.00 

0.02 

0.05 

0.00 

0.00 

0.00 

0.01 

0.005 

0.10 

0.17 


8 BARANI (RURAL) 

0802000700484300 

1.834 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.617 

-0.02 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.10 

0.20 






Bhakhra Canal 

Command 

Younger Alluvium 

1.217 

-0.02 

0.070 

0.00 

0.00 

0.01 

0.03 

0.00 

0.00 

0.00 

0.00 

0.003 

0.19 

0.39 


8 BHD 

0802000700484000 

1.435 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.092 

0.13 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.04 






Bhakhra Canal 

Command 

Younger Alluvium 

0.734 

0.13 

0.070 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.02 

-0.01 

0.00 

0.002 

0.15 

0.30 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.466 

0.13 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.09 

0.19 






Bhakhra Canal 

Command 

Younger Alluvium 

0.143 

0.13 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.06 


8 BPM 

0802000500434400 

0.946 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.946 

-0.12 

0.090 

0.03 

0.01 

0.01 

0.01 

0.00 

0.00 

0.00 

0.12 

0.000 

0.22 

0.32 


8 DPN 

0802000700479500 

6.849 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

2.172 

-0.15 

0.070 

0.13 

0.02 

0.02 

0.06 

0.00 

0.00 

0.00 

0.50 

0.005 

0.09 

0.18 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

2.484 

-0.15 

0.070 

0.05 

0.01 

0.03 

0.07 

0.00 

0.00 

0.00 

0.19 

0.006 

0.10 

0.21 


8 DWD 

0802000500431500 

1.386 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.231 

0.00 

0.090 

0.00 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.00 

0.000 

0.20 

0.28 


8 DWM 

0802000500429100 

2.580 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.746 

0.16 

0.090 

0.03 

0.00 

0.01 

0.01 

0.00 

0.03 

0.02 

0.12 

0.000 

0.06 

0.09 


8 JGW 

0802000700477900 

6.948 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

6.948 

0.25 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.06 

0.00 

0.017 

0.29 

0.59 


8 JSL 

0802000700482600 

15.685 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.036 

0.50 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

15.649 

0.50 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.56 

0.28 

0.00 

0.039 

0.29 

0.58 


8 KM 

0802000500433700 

2.980 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.980 

-0.03 

0.090 

0.02 

0.01 

0.04 

0.04 

0.00 

0.00 

0.00 

0.10 

0.000 

0.23 

0.31 


8 KWD 

0802000500425200 

1.862 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.684 

0.07 

0.090 

0.00 

0.00 

0.02 

0.02 

0.00 

-0.04 

-0.02 

0.00 

0.000 

0.18 

0.30 


8 MRN 

0802000700475000 

10.414 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.008 

0.47 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

10.406 

0.47 

0.070 

0.01 

0.00 

0.13 

0.30 

0.00 

-0.08 

-0.04 

0.00 

0.026 

0.29 

0.58 


8 MSR 

0802000700480600 

4.465 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

3.445 

0.45 

0.070 

0.00 

0.00 

0.04 

0.10 

0.00 

-0.03 

-0.02 

0.00 

0.009 

0.22 

0.46 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.020 

0.45 

0.070 

0.00 

0.00 

0.01 

0.03 

0.00 

-0.01 

0.00 

0.00 

0.003 

0.07 

0.14 


8 MZW 

0802000200341900 

5.164 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.981 

0.12 

0.150 

0.02 

0.01 

0.01 

0.01 

0.00 

0.00 

0.00 

0.09 

0.004 

0.04 

0.07 


9 AM 

0802000500426400 

1.052 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.052 

0.07 

0.090 

0.03 

0.01 

0.01 

0.02 

0.00 

0.00 

0.00 

0.12 

0.000 

0.20 

0.33 


9 AMS 

0802000700474500 

5.730 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.637 

0.42 

0.070 

0.00 

0.00 

0.02 

0.05 

0.00 

-0.02 

-0.01 

0.00 

0.004 

0.08 

0.17 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.506 

0.42 

0.070 

0.00 

0.00 

0.04 

0.10 

0.00 

-0.04 

-0.02 

0.00 

0.009 

0.18 

0.36 


9 BARANI 

0802000600462900 

1.930 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.930 

-0.41 

0.090 

0.00 

0.00 

0.02 

0.06 

0.00 

0.00 

0.00 

0.00 

0.005 

0.29 

0.43 



0802000700481200 

6.095 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

4.079 

0.01 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.010 

0.19 

0.40 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

2.017 

0.01 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.10 

0.20 


9 BHD 

0802000700487400 

2.956 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

2.956 

0.19 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.007 

0.29 

0.59 


9 BPM 

0802000500434100 

1.227 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.227 

-0.12 

0.090 

0.05 

0.01 

0.01 

0.02 

0.00 

0.00 

0.00 

0.21 

0.000 

0.22 

0.32 


9 DPN 

0802000600462200 

2.434 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

1.359 

-0.23 

0.090 

0.06 

0.01 

0.01 

0.04 

0.00 

0.00 

0.00 

0.23 

0.003 

0.16 

0.30 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

1.075 

-0.23 

0.090 

0.02 

0.00 

0.01 

0.03 

0.00 

0.00 

0.00 

0.06 

0.003 

0.13 

0.24 


9 DWD 

0802000500431600 

1.249 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.234 

0.05 

0.090 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.03 

-0.02 

0.00 

0.000 

0.22 

0.31 


9 DWM 

0802000500427900 

2.757 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.081 

0.08 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


9 GGM 

0802000600463700 

3.449 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.063 

-0.21 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Bhakhra Canal 

Command 

Younger Alluvium 

3.386 

-0.21 

0.090 

0.00 

0.00 

0.03 

0.10 

0.00 

0.00 

0.00 

0.00 

0.009 

0.28 

0.27 


9 JGW 

0802000700481500 

2.670 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

2.670 

0.15 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.00 

0.007 

0.29 

0.59 


9 JSL 

0802000700481800 

15.130 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

15.130 

0.31 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.34 

0.17 

0.00 

0.037 

0.29 

0.59 


9 KM 

0802000500435000 

3.686 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.686 

-0.09 

0.090 

0.03 

0.01 

0.04 

0.05 

0.00 

0.00 

0.00 

0.11 

0.000 

0.24 

0.30 


9 KWD 

0802000500425300 

1.065 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.065 

0.07 

0.090 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.20 

0.33 


9 MRN 

0802000700475100 

7.654 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.053 

0.50 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

7.601 

0.50 

0.070 

0.01 

0.00 

0.10 

0.22 

0.00 

-0.04 

-0.02 

0.00 

0.019 

0.29 

0.57 


9 MSR 

0802000700480500 

3.382 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

2.556 

0.44 

0.070 

0.00 

0.00 

0.03 

0.07 

0.00 

-0.03 

-0.01 

0.00 

0.006 

0.22 

0.45 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.826 

0.44 

0.070 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.01 

0.00 

0.00 

0.002 

0.07 

0.14 


9 MZW 

0802000300384600 

0.606 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.606 

0.12 

0.150 

0.06 

0.01 

0.01 

0.01 

0.00 

0.05 

0.03 

0.23 

0.002 

0.21 

0.34 


9 NTR 

0802000700471600 

7.872 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.033 

-0.20 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


9 SPM 

0802000500438500 

3.812 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.413 

0.01 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

-0.01 

-0.01 

0.01 

0.000 

0.03 

0.03 


91 RD 

0802000500418700 

1.552 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.552 

0.11 

0.090 

0.12 

0.03 

0.02 

0.02 

0.00 

0.07 

0.04 

0.49 

0.000 

0.19 

0.33 


99 RD 

0802000500420800 

4.385 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.543 

0.08 

0.090 

0.02 

0.01 

0.04 

0.05 

0.00 

-0.05 

-0.03 

0.10 

0.000 

0.15 

0.26 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

7 JGW 

080200070047780C 

0.12 

0.10 

(53.39) 

0.08 

- 

0.08 

0.06 

0.35 

0.02 

- 

0.0199 

0.0225 

- 

0.042 

0.063 

0.142 

0.007 

0.135 

0.007 

5.21 

Safe 

7 JSL 

0802000700482000 

0.12 

0.15 

(50.69) 

0.12 

0.00 

0.13 

0.06 

0.35 

0.03 

- 

0.0311 

0.0351 

0.005 

0.071 

0.103 

0.229 

0.011 

0.218 

0.011 

5.02 

Safe 

7 KM 

0802000500433800 

0.20 

0.10 

- 

0.10 

0.07 

0.17 

0.06 

0.28 

0.02 

0.0200 

0.0373 

0.0451 

- 

0.102 

0.127 

0.293 

0.029 

0.264 

0.089 

33.84 

Safe 

7 KWD 

0802000500424900 

0.20 

0.06 

(152.31) 

0.05 

0.07 

0.12 

0.03 

0.15 

0.02 

- 

0.0435 

0.0527 

0.001 

0.097 

0.113 

0.230 

0.012 

0.219 

0.000 

0.16 

Safe 

7 MRN 

0802000700474900 

0.12 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.17 

(107.78) 

0.14 

0.20 

0.34 

0.06 

0.35 

0.04 

- 

0.0737 

0.1666 

- 

0.240 

0.276 

0.613 

0.031 

0.583 

0.012 

2.07 

Safe 

7 MSR 

0802000700479800 

0.12 

0.05 

70.73 

0.05 

0.13 

0.19 

0.03 

0.20 

0.01 

0.1100 

0.0345 

0.0780 

- 

0.223 

0.232 

0.421 

0.021 

0.400 

1.014 

253.40 

Over Exploited 



0.12 

0.03 

(79.28) 

0.02 

0.08 

0.10 

0.03 

0.15 

0.01 

0.0300 

0.0259 

0.0585 

- 

0.114 

0.120 

0.221 

0.011 

0.210 

0.250 

119.11 

Over Exploited 

7 MZW 

0802000200342000 

0.20 

0.00 

(2,242.68) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

7 RMG 

0802000600464300 

0.22 

0.00 

(711.48) 

0.00 

0.01 

0.02 

0.00 

0.02 

0.00 

- 

0.0044 

0.0123 

- 

0.017 

0.017 

0.032 

0.002 

0.031 

0.001 

3.05 

Safe 



0.20 

0.09 

(24.49) 

0.07 

- 

0.07 

0.03 

0.18 

0.02 

- 

0.0172 

0.0243 

- 

0.042 

0.062 

0.134 

0.007 

0.127 

0.008 

6.21 

Safe 



0.20 

0.06 

(197.90) 

0.05 

0.10 

0.14 

0.03 

0.15 

0.01 

- 

0.0299 

0.0845 

- 

0.114 

0.128 

0.271 

0.014 

0.257 

0.006 

2.48 

Safe 

7 RWM 

0802000500429200 

0.20 

0.05 

(30.23) 

0.04 

0.03 

0.07 

0.05 

0.23 

0.01 

0.0300 

0.0164 

0.0186 

- 

0.065 

0.077 

0.151 

0.008 

0.143 

0.275 

191.96 

Over Exploited 

7 SPM 

0802000500437700 

0.20 

0.03 

- 

0.03 

0.03 

0.06 

0.04 

0.20 

0.01 

0.0100 

0.0159 

0.0224 

- 

0.048 

0.057 

0.118 

0.012 

0.106 

0.049 

46.32 

Safe 

75 RD 

0802000500419100 

0.20 

0.22 

(115.92) 

0.18 

0.16 

0.34 

0.05 

0.25 

0.06 

0.0400 

0.0975 

0.1180 

- 

0.256 

0.315 

0.657 

0.033 

0.624 

0.228 

36.50 

Safe 

8 AM 

0802000500426600 

0.20 

0.07 

(136.35) 

0.06 

0.05 

0.11 

0.05 

0.23 

0.02 

- 

0.0327 

0.0397 

- 

0.072 

0.090 

0.197 

0.010 

0.187 

0.000 

0.14 

Safe 

8 AMS 

0802000700475700 

0.12 

0.04 

(103.13) 

0.03 

0.11 

0.14 

0.02 

0.14 

0.01 

- 

0.0411 

0.0930 

- 

0.134 

0.142 

0.286 

0.014 

0.271 

0.007 

2.49 

Safe 



0.12 

0.08 

(102.17) 

0.07 

0.17 

0.23 

0.04 

0.21 

0.02 

- 

0.0605 

0.1368 

- 

0.197 

0.215 

0.447 

0.022 

0.425 

0.010 

2.34 

Safe 

8 BARANI 

0802000600462600 

0.22 

0.14 

- 

0.14 

0.13 

0.28 

0.04 

0.23 

0.03 

- 

0.0417 

0.1178 

- 

0.160 

0.190 

0.468 

0.047 

0.421 

0.027 

6.39 

Safe 



0.20 

0.04 

- 

0.04 

0.07 

0.11 

0.02 

0.12 

0.01 

- 

0.0218 

0.0616 

- 

0.083 

0.091 

0.197 

0.020 

0.177 

0.011 

6.01 

Safe 

8 BARANI (RURAL) 

0802000700484300 

0.12 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.12 

0.00 

- 

0.0035 

0.0049 

- 

0.008 

0.010 

0.017 

0.002 

0.015 

0.002 

9.90 

Safe 



0.12 

0.03 

- 

0.03 

0.05 

0.08 

0.04 

0.23 

0.01 

- 

0.0147 

0.0414 

- 

0.056 

0.062 

0.137 

0.014 

0.123 

0.003 

2.44 

Safe 

8 BHD 

0802000700484000 

0.12 

0.00 

95.54 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

0.0005 

0.0007 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

16.07 

Safe 



0.12 

0.01 

(181.29) 

0.01 

0.03 

0.04 

0.03 

0.18 

0.00 

- 

0.0088 

0.0250 

- 

0.034 

0.037 

0.075 

0.004 

0.072 

0.002 

2.53 

Safe 



0.12 

0.01 

(60.06) 

0.00 

- 

0.00 

0.02 

0.11 

0.00 

- 

0.0026 

0.0037 

- 

0.006 

0.007 

0.012 

0.001 

0.011 

0.001 

10.45 

Safe 



0.12 

0.00 

(502.49) 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

- 

0.0017 

0.0049 

- 

0.007 

0.007 

0.013 

0.001 

0.012 

0.000 

2.94 

Safe 

8 BPM 

0802000500434400 

0.20 

0.04 

- 

0.04 

0.04 

0.08 

0.06 

0.28 

0.01 

0.0200 

0.0162 

0.0197 

- 

0.056 

0.067 

0.145 

0.014 

0.130 

0.122 

93.89 

Critical 

8 DPN 

0802000700479500 

0.12 

0.02 

- 

0.02 

0.10 

0.13 

0.02 

0.11 

0.00 

0.0600 

0.0262 

0.0739 

- 

0.160 

0.165 

0.293 

0.029 

0.264 

0.509 

193.07 

Over Exploited 



0.12 

0.03 

- 

0.03 

0.11 

0.14 

0.02 

0.13 

0.01 

0.0200 

0.0299 

0.0845 

- 

0.135 

0.141 

0.279 

0.028 

0.251 

0.193 

77.04 

Semi Critical 

8 DWD 

0802000500431500 

0.20 

0.05 

- 

0.05 

0.03 

0.08 

0.05 

0.25 

0.01 

- 

0.0181 

0.0256 

- 

0.044 

0.056 

0.136 

0.014 

0.123 

0.000 

0.14 

Safe 

8 DWM 

0802000500429100 

0.20 

0.01 

92.16 

0.01 

0.01 

0.02 

0.02 

0.08 

0.00 

0.0100 

0.0091 

0.0103 

- 

0.030 

0.032 

0.056 

0.003 

0.054 

0.122 

227.96 

Over Exploited 

8 JGW 

0802000700477900 

0.12 

0.24 

(73.69) 

0.19 

- 

0.19 

0.06 

0.35 

0.05 

- 

0.0488 

0.0552 

- 

0.104 

0.154 

0.347 

0.017 

0.330 

0.017 

5.21 

Safe 

8 JSL 

0802000700482600 

0.12 

0.00 

20,556.32 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.54 

(49.18) 

0.43 

- 

0.43 

0.06 

0.35 

0.11 

- 

0.1099 

0.1243 

- 

0.234 

0.347 

0.781 

0.039 

0.742 

0.039 

5.21 

Safe 

8 KM 

0802000500433700 

0.20 

0.14 

- 

0.14 

0.09 

0.23 

0.06 

0.29 

0.03 

0.0200 

0.0511 

0.0619 

- 

0.133 

0.168 

0.394 

0.039 

0.355 

0.097 

27.45 

Safe 

8 KWD 

0802000500425200 

0.20 

0.06 

(137.49) 

0.05 

0.05 

0.10 

0.05 

0.23 

0.02 

- 

0.0289 

0.0350 

0.005 

0.069 

0.086 

0.184 

0.009 

0.175 

0.000 

0.13 

Safe 

8 MRN 

0802000700475000 

0.12 

0.00 

(47,502.91) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0003 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.12 

0.36 

(110.72) 

0.29 

0.43 

0.72 

0.06 

0.35 

0.08 

- 

0.1567 

0.3542 

0.001 

0.512 

0.587 

1.305 

0.065 

1.240 

0.026 

2.07 

Safe 

8 MSR 

0802000700480600 

0.12 

0.09 

(117.65) 

0.07 

0.14 

0.22 

0.05 

0.27 

0.02 

- 

0.0519 

0.1173 

- 

0.169 

0.188 

0.404 

0.020 

0.384 

0.009 

2.22 

Safe 



0.12 

0.01 

(159.32) 

0.01 

0.04 

0.05 

0.01 

0.08 

0.00 

- 

0.0154 

0.0347 

- 

0.050 

0.052 

0.100 

0.005 

0.095 

0.003 

2.64 

Safe 

8 MZW 

0802000200341900 

0.20 

0.01 

(76.78) 

0.01 

0.03 

0.04 

0.01 

0.05 

0.00 

0.0200 

0.0144 

0.0204 

- 

0.055 

0.057 

0.098 

0.005 

0.093 

0.093 

99.79 

Critical 

9 AM 

0802000500426400 

0.20 

0.04 

(102.09) 

0.03 

0.04 

0.07 

0.05 

0.26 

0.01 

0.0200 

0.0180 

0.0219 

- 

0.060 

0.071 

0.144 

0.007 

0.137 

0.122 

89.22 

Semi Critical 

9 AMS 

0802000700474500 

0.12 

0.02 

(158.50) 

0.01 

0.07 

0.08 

0.02 

0.10 

0.00 

- 

0.0246 

0.0557 

- 

0.080 

0.084 

0.164 

0.008 

0.156 

0.004 

2.59 

Safe 



0.12 

0.07 

(127.39) 

0.06 

0.14 

0.20 

0.04 

0.21 

0.02 

- 

0.0528 

0.1193 

- 

0.172 

0.188 

0.392 

0.020 

0.372 

0.009 

2.33 

Safe 

9 BARANI 

0802000600462900 

0.20 

0.11 

- 

0.11 

0.07 

0.19 

0.06 

0.35 

0.02 

- 

0.0232 

0.0657 

- 

0.089 

0.113 

0.298 

0.030 

0.268 

0.005 

1.85 

Safe 


0802000700481200 

0.12 

0.09 

(99.26) 

0.08 

- 

0.08 

0.04 

0.23 

0.02 

- 

0.0229 

0.0324 

- 

0.055 

0.075 

0.151 

0.008 

0.143 

0.010 

7.03 

Safe 



0.12 

0.02 

(98.27) 

0.02 

- 

0.02 

0.02 

0.12 

0.00 

- 

0.0113 

0.0160 

- 

0.027 

0.032 

0.051 

0.003 

0.048 

0.005 

10.35 

Safe 

9 BHD 

0802000700487400 

0.12 

0.10 

(81.11) 

0.08 

- 

0.08 

0.06 

0.35 

0.02 

- 

0.0166 

0.0235 

- 

0.040 

0.061 

0.144 

0.007 

0.136 

0.007 

5.36 

Safe 

9 BPM 

0802000500434100 

0.20 

0.05 

- 

0.05 

0.04 

0.10 

0.06 

0.28 

0.01 

0.0400 

0.0211 

0.0255 

- 

0.087 

0.101 

0.199 

0.020 

0.179 

0.211 

118.20 

Over Exploited 

9 DPN 

0802000600462200 

0.22 

0.05 

- 

0.05 

0.06 

0.11 

0.03 

0.19 

0.01 

0.0300 

0.0164 

0.0463 

- 

0.093 

0.103 

0.213 

0.021 

0.192 

0.237 

123.61 

Over Exploited 



0.20 

0.03 

- 

0.03 

0.04 

0.07 

0.03 

0.15 

0.01 

0.0100 

0.0129 

0.0366 

- 

0.060 

0.065 

0.134 

0.013 

0.121 

0.066 

54.41 

Safe 

9 DWD 

0802000500431600 

0.20 

0.05 

(133.09) 

0.04 

0.03 

0.07 

0.06 

0.27 

0.01 

- 

0.0181 

0.0256 

- 

0.044 

0.057 

0.132 

0.007 

0.125 

0.000 

0.13 

Safe 

9 DWM 

0802000500427900 

0.20 

0.00 

(1,041.21) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0012 

0.0017 

- 

0.003 

0.003 

0.005 

0.000 

0.005 

0.008 

167.56 

Over Exploited 

9 GGM 

0802000600463700 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

0.0004 

0.0005 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.20 

0.19 

- 

0.19 

0.13 

0.32 

0.06 

0.34 

0.04 

- 

0.0408 

0.1152 

- 

0.156 

0.198 

0.517 

0.052 

0.466 

0.009 

1.87 

Safe 

9 JGW 

0802000700481500 

0.12 

0.09 

(84.91) 

0.07 

- 

0.07 

0.06 

0.35 

0.02 

- 

0.0188 

0.0212 

- 

0.040 

0.059 

0.133 

0.007 

0.127 

0.007 

5.20 

Safe 

9 JSL 

0802000700481800 

0.12 

0.53 

(68.41) 

0.42 

- 

0.42 

0.06 

0.35 

0.11 

- 

0.1063 

0.1201 

- 

0.226 

0.335 

0.756 

0.038 

0.718 

0.037 

5.21 

Safe 

9 KM 

0802000500435000 

0.20 

0.18 

- 

0.18 

0.11 

0.28 

0.06 

0.30 

0.04 

0.0200 

0.0633 

0.0766 

- 

0.160 

0.204 

0.488 

0.049 

0.439 

0.105 

24.01 

Safe 

9 KWD 

0802000500425300 

0.20 

0.04 

(132.16) 

0.03 

0.03 

0.06 

0.05 

0.25 

0.01 

- 

0.0183 

0.0221 

0.001 

0.042 

0.053 

0.117 

0.006 

0.111 

0.000 

0.13 

Safe 

9 MRN 

0802000700475100 

0.12 

0.00 

(1,656.86) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0008 

0.0018 

- 

0.003 

0.003 

0.005 

0.000 

0.005 

0.000 

2.88 

Safe 



0.12 

0.26 

(107.04) 

0.21 

0.31 

0.52 

0.06 

0.35 

0.05 

- 

0.1144 

0.2587 

- 

0.373 

0.428 

0.950 

0.048 

0.903 

0.019 

2.08 

Safe 

9 MSR 

0802000700480500 

0.12 

0.07 

(119.23) 

0.05 

0.11 

0.16 

0.05 

0.26 

0.01 

- 

0.0385 

0.0870 

- 

0.126 

0.139 

0.299 

0.015 

0.284 

0.006 

2.23 

Safe 



0.12 

0.01 

(159.97) 

0.01 

0.03 

0.04 

0.01 

0.09 

0.00 

- 

0.0124 

0.0281 

- 

0.041 

0.042 

0.082 

0.004 

0.078 

0.002 

2.63 

Safe 

9 MZW 

0802000300384600 

0.20 

0.03 

10.65 

0.03 

0.03 

0.05 

0.06 

0.26 

0.01 

0.0400 

0.0089 

0.0126 

- 

0.062 

0.068 

0.121 

0.006 

0.115 

0.229 

198.75 

Over Exploited 

9 NTR 

0802000700471600 

0.12 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0004 

0.0011 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

3.26 

Safe 

9 SPM 

0802000500438500 

0.20 

0.00 

(338.79) 

0.00 

0.01 

0.01 

0.01 

0.03 

0.00 

- 

0.0041 

0.0057 

- 

0.010 

0.010 

0.019 

0.001 

0.018 

0.008 

44.70 

Safe 

91 RD 

0802000500418700 

0.20 

0.06 

(33.92) 

0.05 

0.07 

0.12 

0.05 

0.24 

0.02 

0.0900 

0.0228 

0.0323 

- 

0.145 

0.160 

0.276 

0.014 

0.262 

0.486 

185.35 

Over Exploited 

99 RD 

0802000500420800 

0.20 

0.11 

(128.68) 

0.09 

0.10 

0.19 

0.04 

0.19 

0.03 

0.0200 

0.0521 

0.0736 

- 

0.146 

0.174 

0.361 

0.018 

0.343 

0.097 

28.42 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Ajeetpura 

080200070049070C 

46.017 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

46.017 

0.25 

0.070 

0.12 

0.01 

0.00 

0.00 

0.00 

0.90 

0.44 

0.32 

0.114 

0.29 

0.59 


Alayla 

0802000700489700 

11.862 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

10.751 

0.30 

0.070 

0.01 

0.00 

0.03 

0.04 

0.00 

0.16 

0.09 

0.00 

0.027 

0.26 

0.50 






Non-command 

Non-command 

Younger Alluvium 

1.111 

0.30 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.003 

0.03 

0.05 


Amarpura 

0802000700483000 

7.126 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

7.126 

0.26 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.07 

0.00 

0.018 

0.29 

0.59 


ANOOPSHAHAR 

0802000700488700 

30.035 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

30.035 

0.22 

0.070 

0.02 

0.00 

0.00 

0.00 

0.00 

0.47 

0.24 

0.00 

0.074 

0.29 

0.58 


APUWALA 

0802000600465400 

13.282 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

13.282 

0.36 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.44 

0.50 

0.00 

0.034 

0.28 

0.25 


ARARKI 

0802000600465300 

23.232 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

22.766 

0.01 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.00 

0.059 

0.27 

0.24 


Asan 

0802000700490800 

11.459 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

11.459 

0.25 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.11 

0.00 

0.028 

0.29 

0.58 


ASARJANA 

0802000600450500 

15.250 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

15.250 

-0.20 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.039 

0.27 

0.26 


Bain 

0804000100573300 

56.108 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

14.622 

0.20 

0.100 

0.06 

0.01 

0.04 

0.06 

0.00 

0.25 

0.14 

0.19 

0.038 

0.08 

0.14 







Command 

Younger Alluvium 

29.014 

0.20 

0.120 

0.12 

0.02 

0.08 

0.11 

0.00 

0.62 

0.34 

0.40 

0.075 

0.15 

0.28 


Bairasar Bara 

0804000200599900 

8.198 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.053 

0.15 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.017 

0.18 

0.31 


Bairasar Budhu 

0804000200596800 

6.210 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.330 

0.16 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.014 

0.19 

0.33 


Bairasar Chhota 

0804000200596600 

7.299 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.296 

0.12 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.030 

0.35 

0.62 


Bairasar Gumana 

0804000200596500 

4.471 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.471 

0.14 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.019 

0.35 

0.63 


Bairasar Manjhla 

0804000200596700 

8.817 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.817 

0.12 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.037 

0.35 

0.63 


Banra 

0804000100573700 

13.719 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

9.726 

0.20 

0.100 

0.03 

0.00 

0.03 

0.04 

0.00 

0.16 

0.09 

0.08 

0.025 

0.21 

0.38 


BAR BEERANA 

0802000600464700 

31.849 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

31.652 

0.23 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.69 

0.80 

0.00 

0.081 

0.28 

0.24 






Bhakhra Canal 

Command 

Younger Alluvium 

0.198 

0.23 

0.090 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 


Bas Kanjan 

0804000200584800 

9.944 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

8.595 

0.22 

0.060 

0.01 

0.00 

0.01 

0.02 

0.00 

0.09 

0.05 

0.00 

0.036 

0.26 

0.49 


Beijwa 

0804000200596300 

9.648 

Saline 

Non-command 

Non-command 

Older Alluvium 

9.648 

-0.01 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.040 

0.35 

0.64 


BHADI 

0802000700490200 

30.424 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

20.543 

0.22 

0.070 

0.02 

0.00 

0.06 

0.08 

0.00 

0.20 

0.10 

0.00 

0.051 

0.20 

0.38 






Nohar Sidhmukh 

Command 

Younger Alluvium 

9.882 

0.22 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.08 

0.00 

0.024 

0.09 

0.18 


Bhadra (M) 

0802000740206000 

12.933 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

7.110 

0.04 

0.070 

0.55 

0.00 

0.00 

0.00 

0.00 

0.57 

0.28 

0.00 

1.677 

0.16 

0.33 






Bhakhra Canal 

Command 

Younger Alluvium 

5.823 

0.04 

0.070 

0.45 

0.00 

0.06 

0.17 

0.00 

0.24 

0.12 

0.00 

1.373 

0.13 

0.27 


BHADRA KHAS 

0802000700487000 

3.302 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

3.302 

0.18 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.008 

0.29 

0.59 


Bhagela 

0804000200586300 

20.796 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

7.992 

0.01 

0.060 

0.01 

0.00 

0.01 

0.02 

0.00 

-0.01 

-0.01 

0.00 

0.033 

0.13 

0.22 


BHAGWAN 

0802000600450300 

19.412 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

19.412 

-0.24 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.050 

0.27 

0.27 


Bhalau Tal 

0804000100574200 

16.620 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

4.262 

0.01 

0.100 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.02 

-0.01 

0.00 

0.011 

0.08 

0.13 


BHANAI 

0802000700490500 

35.275 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

35.275 

0.24 

0.070 

0.03 

0.00 

0.00 

0.00 

0.00 

0.61 

0.31 

0.00 

0.087 

0.29 

0.58 


Bhangarh 

0802000700491100 

13.752 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

13.752 

0.28 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.28 

0.14 

0.00 

0.034 

0.29 

0.57 


BHANGWA 

0802000700488200 

10.723 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

10.723 

0.16 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.06 

0.00 

0.026 

0.29 

0.59 


Bhanin 

0804000100573900 

22.749 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

8.048 

0.00 

0.100 

0.01 

0.00 

0.02 

0.03 

0.00 

-0.04 

-0.02 

0.01 

0.021 

0.11 

0.18 


Bhatod 

0804000200586900 

6.862 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

1.291 

0.01 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.06 

0.11 






Non-command 

Non-command 

Older Alluvium 

0.846 

0.01 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.04 

0.07 


Bheemsana 

0804000200582800 

8.315 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

8.315 

0.27 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.10 

0.00 

0.035 

0.29 

0.57 


BHEERANI 

0802000700482800 

33.088 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.055 

0.36 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

33.033 

0.36 

0.070 

0.03 

0.00 

0.00 

0.00 

0.00 

0.85 

0.42 

0.00 

0.082 

0.29 

0.58 


BHOGRANA 

0802000600470100 

19.194 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

18.956 

-0.02 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.049 

0.28 

0.27 


BHOOKAR KA BARANI 

0802000600452100 

51.041 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

29.011 

-0.17 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.075 

0.16 

0.14 


Bhuda Ka Bas 

0805000100669300 

5.192 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.232 

-0.05 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.03 


BHURANPURABARANI 

0802000200344700 

3.441 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.066 

-0.17 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.004 

0.07 

0.10 






Nohar Sidhmukh 

Command 

Younger Alluvium 

0.075 

-0.17 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

Non-command 

Non-command 

Younger Alluvium 

1.936 

-0.17 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.007 

0.13 

0.18 






Nohar Sidhmukh 

Command 

Younger Alluvium 

0.272 

-0.17 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.02 


BIBIPURA 

0802000700491700 

4.915 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.008 

0.07 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

4.906 

0.07 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.012 

0.29 

0.57 


BIRKALI 

0802000600450600 

11.299 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.629 

0.06 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.02 

0.01 






Nohar Sidhmukh 

Command 

Younger Alluvium 

6.736 

0.06 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.01 

0.017 

0.16 

0.15 


Birmi Khalsa 

0804000200585000 

9.282 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

3.753 

0.19 

0.060 

0.03 

0.00 

0.01 

0.01 

0.00 

0.05 

0.03 

0.12 

0.016 

0.12 

0.22 







Command 

Younger Alluvium 

4.445 

0.19 

0.080 

0.04 

0.01 

0.01 

0.02 

0.00 

0.07 

0.04 

0.14 

0.019 

0.14 

0.27 


Birmi Patta 

0804000200581900 

11.027 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

11.027 

0.20 

0.080 

0.07 

0.01 

0.03 

0.04 

0.00 

0.16 

0.09 

0.24 

0.046 

0.30 

0.56 


BOJHALA 

0802000700486500 

12.315 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

12.315 

0.54 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.47 

0.25 

0.00 

0.030 

0.29 

0.55 


Brahmanwasi 

0802000600465200 

9.223 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.000 

-0.57 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Nohar Sidhmukh 

Command 

Younger Alluvium 

7.657 

-0.57 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.020 

0.23 

0.20 






Bhakhra Canal 

Command 

Younger Alluvium 

1.566 

-0.57 

0.090 

0.00 

0.00 

0.02 

0.04 

0.00 

0.00 

0.00 

0.00 

0.004 

0.05 

0.04 


BUDHER 

0802000700490900 

5.676 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

5.676 

0.24 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.05 

0.00 

0.014 

0.29 

0.58 


Chaharwala 

0804000200585200 

5.258 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

0.884 

0.19 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.05 

0.09 


Chailanabas 

0804000200587600 

8.520 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.637 

0.07 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.02 

0.04 


Chainpura Bara 

0804000200584700 

13.879 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

13.879 

0.20 

0.060 

0.02 

0.00 

0.02 

0.03 

0.00 

0.14 

0.08 

0.00 

0.058 

0.30 

0.57 


Chainpura Chhota 

0804000200586000 

24.255 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

24.255 

0.16 

0.060 

0.03 

0.00 

0.05 

0.09 

0.00 

0.13 

0.07 

0.00 

0.101 

0.31 

0.57 


CHAK DEIDASPURA 

0802000600465100 

12.590 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.000 

-0.25 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Nohar Sidhmukh 

Command 

Younger Alluvium 

4.911 

-0.25 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.013 

0.11 

0.09 






Bhakhra Canal 

Command 

Younger Alluvium 

7.679 

-0.25 

0.090 

0.01 

0.00 

0.08 

0.22 

0.00 

0.00 

0.00 

0.00 

0.020 

0.17 

0.15 


CHAK RAJASAR 

0802000600452000 

15.569 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.000 

-1.04 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Nohar Sidhmukh 

Command 

Younger Alluvium 

2.227 

-1.04 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.04 

0.03 






Bhakhra Canal 

Command 

Younger Alluvium 

3.614 

-1.04 

0.090 

0.00 

0.00 

0.04 

0.10 

0.00 

0.00 

0.00 

0.00 

0.009 

0.07 

0.06 


Chak Ranasar 

0805000100669400 

1.427 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.272 

-0.11 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.07 

0.12 





Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Ajeetpura 

0802000700490700 

0.12 

1.60 

(72.23) 

1.28 

0.01 

1.29 

0.06 

0.35 

0.33 

0.0400 

0.3233 

0.3654 

- 

0.729 

1.060 

2.350 

0.118 

2.233 

0.430 

19.24 

Safe 

Alayla 

0802000700489700 

0.12 

0.34 

(74.76) 

0.27 

0.07 

0.34 

0.05 

0.32 

0.07 

- 

0.0413 

0.0584 

- 

0.100 

0.170 

0.513 

0.026 

0.488 

0.027 

5.45 

Safe 



0.12 

0.00 

235.96 

0.00 

- 

0.00 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.003 

56.50 

Safe 

Amarpura 

0802000700483000 

0.12 

0.25 

(72.61) 

0.20 

- 

0.20 

0.06 

0.35 

0.05 

- 

0.0501 

0.0566 

- 

0.107 

0.158 

0.356 

0.018 

0.338 

0.018 

5.21 

Safe 

ANOOPSHAHAR 

0802000700488700 

0.12 

1.05 

(77.35) 

0.84 

- 

0.84 

0.06 

0.35 

0.22 

- 

0.2110 

0.2385 

- 

0.450 

0.666 

1.502 

0.075 

1.427 

0.074 

5.20 

Safe 

APUWALA 

0802000600465400 

0.20 

0.75 

(32.43) 

0.60 

- 

0.60 

0.06 

0.34 

0.17 

- 

0.0560 

0.1055 

- 

0.162 

0.331 

0.928 

0.046 

0.882 

0.034 

3.87 

Safe 

ARARKI 

0802000600465300 

0.20 

1.25 

(96.82) 

1.00 

0.00 

1.00 

0.06 

0.34 

0.28 

- 

0.0960 

0.1808 

0.001 

0.278 

0.562 

1.565 

0.078 

1.486 

0.059 

3.94 

Safe 

Asan 

0802000700490800 

0.12 

0.40 

(73.31) 

0.32 

- 

0.32 

0.06 

0.35 

0.08 

- 

0.0644 

0.0910 

- 

0.155 

0.238 

0.557 

0.028 

0.529 

0.028 

5.35 

Safe 

ASARJANA 

0802000600450500 

0.20 

0.84 

- 

0.84 

- 

0.84 

0.06 

0.34 

0.19 

- 

0.0643 

0.1211 

- 

0.185 

0.378 

1.216 

0.122 

1.094 

0.039 

3.58 

Safe 

Bain 

0804000100573300 

0.20 

0.23 

(38.55) 

0.18 

0.11 

0.29 

0.02 

0.09 

0.05 

0.0200 

0.0562 

0.0794 

- 

0.156 

0.202 

0.488 

0.024 

0.464 

0.229 

49.37 

Safe 



0.22 

0.98 

(65.14) 

0.78 

0.21 

0.99 

0.03 

0.18 

0.20 

0.0500 

0.1115 

0.1576 

- 

0.319 

0.519 

1.511 

0.076 

1.435 

0.475 

33.13 

Safe 

Bairasar Bara 

0804000200599900 

0.06 

0.04 

(38.49) 

0.03 

- 

0.03 

0.03 

0.21 

0.01 

- 

- 

- 

- 

- 

0.008 

0.042 

0.002 

0.040 

0.017 

42.66 

Safe 

Bairasar Budhu 

0804000200596800 

0.06 

0.04 

(53.12) 

0.03 

- 

0.03 

0.03 

0.22 

0.01 

- 

- 

- 

- 

- 

0.007 

0.037 

0.002 

0.035 

0.014 

39.33 

Safe 

Bairasar Chhota 

0804000200596600 

0.06 

0.15 

(76.55) 

0.12 

- 

0.12 

0.06 

0.42 

0.03 

- 

- 

- 

- 

- 

0.028 

0.152 

0.008 

0.144 

0.030 

21.14 

Safe 

Bairasar Gumana 

0804000200596500 

0.06 

0.09 

(71.86) 

0.08 

- 

0.08 

0.06 

0.42 

0.02 

- 

- 

- 

- 

- 

0.017 

0.093 

0.005 

0.088 

0.019 

21.14 

Safe 

Bairasar Manjhla 

0804000200596700 

0.06 

0.19 

(77.79) 

0.15 

- 

0.15 

0.06 

0.42 

0.03 

- 

- 

- 

- 

- 

0.034 

0.183 

0.009 

0.174 

0.037 

21.12 

Safe 

Banra 

0804000100573700 

0.20 

0.42 

(78.19) 

0.33 

0.06 

0.40 

0.04 

0.26 

0.08 

0.0100 

0.0374 

0.0528 

- 

0.100 

0.184 

0.580 

0.029 

0.551 

0.101 

18.38 

Safe 

BAR BEERANA 

0802000600464700 

0.20 

1.77 

(54.89) 

1.42 

0.00 

1.42 

0.06 

0.34 

0.40 

- 

0.1779 

0.2513 

0.004 

0.433 

0.836 

2.257 

0.113 

2.144 

0.081 

3.80 

Safe 



0.20 

0.00 

(6,021.14) 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

- 

0.0024 

0.0067 

- 

0.009 

0.009 

0.017 

0.001 

0.016 

0.001 

3.18 

Safe 

Bas Kanjan 

0804000200584800 

0.06 

0.14 

(62.53) 

0.11 

0.03 

0.14 

0.05 

0.32 

0.03 

- 

0.0165 

0.0233 

- 

0.040 

0.067 

0.204 

0.010 

0.194 

0.036 

18.48 

Safe 

Beijwa 

0804000200596300 

0.06 

0.20 

- 

0.20 

- 

0.20 

0.06 

0.42 

0.04 

- 

- 

- 

- 

- 

0.037 

0.241 

0.024 

0.217 

0.040 

18.54 

Safe 

BHADI 

0802000700490200 

0.12 

0.49 

(78.95) 

0.39 

0.14 

0.52 

0.04 

0.24 

0.10 

- 

0.0790 

0.1116 

- 

0.191 

0.291 

0.815 

0.041 

0.775 

0.051 

6.55 

Safe 



0.12 

0.11 

(26.26) 

0.09 

- 

0.09 

0.02 

0.11 

0.02 

- 

0.0555 

0.0785 

- 

0.134 

0.157 

0.247 

0.012 

0.235 

0.024 

10.39 

Safe 

Bhadra (M) 

0802000740206000 

0.12 

0.14 

104.78 

0.16 

- 

0.16 

0.03 

0.19 

0.03 

- 

0.0400 

0.0565 

- 

0.096 

0.125 

0.287 

0.014 

0.273 

1.677 

613.95 

Over Exploited 



0.12 

0.09 

27.37 

0.11 

0.23 

0.34 

0.03 

0.16 

0.02 

- 

0.0701 

0.1982 

0.005 

0.273 

0.292 

0.630 

0.031 

0.598 

1.373 

229.49 

Over Exploited 

BHADRA KHAS 

0802000700487000 

0.12 

0.11 

(81.95) 

0.09 

- 

0.09 

0.06 

0.35 

0.02 

- 

0.0186 

0.0262 

- 

0.045 

0.069 

0.160 

0.008 

0.152 

0.008 

5.36 

Safe 

Bhagela 

0804000200586300 

0.06 

0.06 

(110.10) 

0.05 

0.03 

0.07 

0.02 

0.15 

0.01 

- 

0.0154 

0.0217 

- 

0.037 

0.049 

0.123 

0.006 

0.117 

0.033 

28.48 

Safe 

BHAGWAN 

0802000600450300 

0.20 

1.04 

- 

1.04 

0.00 

1.04 

0.06 

0.33 

0.24 

- 

0.1091 

0.1541 

0.001 

0.264 

0.508 

1.547 

0.155 

1.392 

0.050 

3.58 

Safe 

Bhalau Tal 

0804000100574200 

0.20 

0.07 

(121.55) 

0.05 

0.03 

0.08 

0.02 

0.09 

0.01 

- 

0.0164 

0.0231 

- 

0.040 

0.053 

0.134 

0.007 

0.128 

0.011 

8.68 

Safe 

BHANAI 

0802000700490500 

0.12 

1.23 

(75.12) 

0.98 

- 

0.98 

0.06 

0.35 

0.25 

- 

0.1982 

0.2801 

- 

0.478 

0.733 

1.715 

0.086 

1.629 

0.087 

5.35 

Safe 

Bhangarh 

0802000700491100 

0.12 

0.48 

(70.72) 

0.39 

- 

0.39 

0.06 

0.35 

0.10 

- 

0.0966 

0.1092 

- 

0.206 

0.306 

0.693 

0.035 

0.658 

0.034 

5.16 

Safe 

BHANGWA 

0802000700488200 

0.12 

0.37 

(83.36) 

0.30 

0.00 

0.30 

0.06 

0.35 

0.08 

- 

0.0753 

0.0852 

0.002 

0.162 

0.239 

0.538 

0.027 

0.511 

0.026 

5.18 

Safe 

Bhanin 

0804000100573900 

0.20 

0.17 

(113.84) 

0.14 

0.05 

0.19 

0.02 

0.13 

0.03 

- 

0.0309 

0.0437 

- 

0.075 

0.109 

0.298 

0.015 

0.283 

0.028 

9.86 

Safe 

Bhatod 

0804000200586900 

0.06 

0.00 

(144.87) 

0.00 

0.00 

0.01 

0.01 

0.08 

0.00 

- 

0.0025 

0.0035 

- 

0.006 

0.007 

0.015 

0.001 

0.014 

0.005 

37.59 

Safe 



0.06 

0.00 

(90.50) 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.004 

178.77 

Over Exploited 

Bheemsana 

0804000200582800 

0.08 

0.20 

(49.73) 

0.16 

- 

0.16 

0.06 

0.36 

0.04 

- 

0.0584 

0.0660 

- 

0.124 

0.165 

0.322 

0.016 

0.306 

0.035 

11.36 

Safe 

BHEERANI 

0802000700482800 

0.12 

0.00 

21,705.57 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.12 

1.15 

(63.12) 

0.92 

- 

0.92 

0.06 

0.35 

0.24 

- 

0.1856 

0.2623 

- 

0.448 

0.686 

1.603 

0.080 

1.523 

0.082 

5.36 

Safe 

BHOGRANA 

0802000600470100 

0.20 

1.05 

- 

1.05 

0.00 

1.06 

0.06 

0.34 

0.24 

- 

0.1065 

0.1505 

0.002 

0.259 

0.497 

1.552 

0.155 

1.397 

0.049 

3.49 

Safe 

BHOOKAR KA BARANI 

0802000600452100 

0.20 

0.92 

- 

0.92 

- 

0.92 

0.04 

0.19 

0.21 

- 

0.1630 

0.2304 

- 

0.393 

0.603 

1.521 

0.152 

1.369 

0.075 

5.45 

Safe 

Bhuda Ka Bas 

0805000100669300 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.007 

1,939.13 

Over Exploited 

BHURANPURABARANI 

0802000200344700 

0.20 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.09 

0.00 

- 

- 

- 

- 

- 

0.004 

0.019 

0.002 

0.017 

0.063 

366.48 

Over Exploited 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

0.0002 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.20 

0.05 

- 

0.05 

- 

0.05 

0.03 

0.16 

0.01 

- 

- 

- 

- 

- 

0.013 

0.063 

0.006 

0.057 

0.088 

155.77 

Over Exploited 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

0.0008 

0.0011 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

0.009 

329.72 

Over Exploited 

BIBIPURA 

0802000700491700 

0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.17 

(93.03) 

0.14 

- 

0.14 

0.06 

0.35 

0.04 

- 

0.0276 

0.0390 

- 

0.067 

0.102 

0.240 

0.012 

0.228 

0.012 

5.32 

Safe 

BIRKALI 

0802000600450600 

0.20 

0.00 

77.13 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.002 

61.99 

Safe 



0.20 

0.22 

(78.85) 

0.18 

- 

0.18 

0.04 

0.20 

0.05 

- 

0.0284 

0.0535 

- 

0.082 

0.133 

0.309 

0.015 

0.293 

0.030 

10.33 

Safe 

Birmi Khalsa 

0804000200585000 

0.06 

0.03 

2.08 

0.03 

0.02 

0.05 

0.02 

0.15 

0.01 

0.0100 

0.0108 

0.0204 

- 

0.041 

0.047 

0.097 

0.005 

0.092 

0.134 

145.69 

Over Exploited 



0.08 

0.05 

(23.15) 

0.04 

0.04 

0.08 

0.03 

0.17 

0.01 

0.0200 

0.0128 

0.0241 

- 

0.057 

0.067 

0.144 

0.007 

0.137 

0.162 

117.96 

Over Exploited 

Birmi Patta 

0804000200581900 

0.08 

0.26 

(66.66) 

0.21 

0.08 

0.29 

0.06 

0.36 

0.05 

0.0300 

0.0424 

0.0599 

- 

0.132 

0.186 

0.477 

0.024 

0.453 

0.281 

62.04 

Safe 

BOJHALA 

0802000700486500 

0.12 

0.43 

(41.44) 

0.34 

- 

0.34 

0.06 

0.35 

0.09 

- 

0.0692 

0.0978 

- 

0.167 

0.256 

0.597 

0.030 

0.567 

0.030 

5.36 

Safe 

Brahmanwasi 

0802000600465200 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.36 

- 

0.36 

- 

0.36 

0.05 

0.29 

0.08 

- 

0.0430 

0.0608 

- 

0.104 

0.185 

0.543 

0.054 

0.489 

0.020 

4.03 

Safe 



0.20 

0.01 

- 

0.01 

0.06 

0.08 

0.01 

0.06 

0.00 

- 

0.0189 

0.0533 

- 

0.072 

0.076 

0.151 

0.015 

0.136 

0.004 

2.96 

Safe 

BUDHER 

0802000700490900 

0.12 

0.20 

(75.96) 

0.16 

- 

0.16 

0.06 

0.35 

0.04 

- 

0.0399 

0.0451 

- 

0.085 

0.126 

0.284 

0.014 

0.270 

0.014 

5.20 

Safe 

Chaharwala 

0804000200585200 

0.06 

0.00 

(7.20) 

0.00 

0.01 

0.01 

0.01 

0.06 

0.00 

- 

0.0025 

0.0048 

- 

0.007 

0.008 

0.016 

0.001 

0.015 

0.004 

24.95 

Safe 

Chailanabas 

0804000200587600 

0.06 

0.00 

48.09 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.003 

213.32 

Over Exploited 

Chainpura Bara 

0804000200584700 

0.06 

0.25 

(69.78) 

0.20 

0.05 

0.25 

0.06 

0.37 

0.05 

- 

0.0267 

0.0377 

- 

0.064 

0.115 

0.364 

0.018 

0.345 

0.058 

16.76 

Safe 

Chainpura Chhota 

0804000200586000 

0.06 

0.46 

(84.87) 

0.37 

0.14 

0.51 

0.06 

0.38 

0.09 

- 

0.0699 

0.1317 

- 

0.202 

0.291 

0.800 

0.040 

0.760 

0.101 

13.31 

Safe 

CHAK DEIDASPURA 

0802000600465100 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.11 

- 

0.11 

- 

0.11 

0.02 

0.13 

0.02 

- 

0.0276 

0.0390 

- 

0.067 

0.091 

0.199 

0.020 

0.179 

0.013 

7.05 

Safe 



0.20 

0.26 

- 

0.26 

0.30 

0.56 

0.04 

0.21 

0.06 

- 

0.0925 

0.2614 

- 

0.354 

0.414 

0.975 

0.098 

0.878 

0.020 

2.25 

Safe 

CHAK RAJASAR 

0802000600452000 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.05 

0.00 

- 

0.0125 

0.0177 

- 

0.030 

0.034 

0.052 

0.005 

0.047 

0.006 

12.19 

Safe 



0.20 

0.05 

- 

0.05 

0.14 

0.19 

0.01 

0.08 

0.01 

- 

0.0435 

0.1230 

- 

0.167 

0.177 

0.364 

0.036 

0.328 

0.009 

2.83 

Safe 

Chak Ranasar 

0805000100669400 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.008 

400.34 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Chak Sardarpura 

080200060045980C 

13.822 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

5.539 

-0.54 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.014 

0.11 

0.10 






Bhakhra Canal 

Command 

Younger Alluvium 

8.283 

-0.54 

0.090 

0.01 

0.00 

0.08 

0.24 

0.00 

0.00 

0.00 

0.00 

0.021 

0.17 

0.14 


CHANAN 

080200070048840C 

6.353 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

6.353 

0.17 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.04 

0.00 

0.016 

0.29 

0.59 


Chanana 

0804000200587800 

8.403 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

1.296 

0.15 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.05 

0.09 






Non-command 

Non-command 

Older Alluvium 

0.828 

0.15 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.003 

0.03 

0.06 


CHOBARA 

0802000700488800 

5.560 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

5.560 

0.20 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.00 

0.014 

0.29 

0.58 


Chubkiya Tal 

0804000200584600 

11.472 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

11.470 

0.19 

0.060 

0.02 

0.00 

0.02 

0.04 

0.00 

0.08 

0.04 

0.00 

0.048 

0.30 

0.57 







Command 

Younger Alluvium 

0.002 

0.19 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chubkiyagarh 

0804000200583000 

9.246 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

6.089 

0.19 

0.060 

0.01 

0.00 

0.01 

0.02 

0.00 

0.05 

0.02 

0.00 

0.025 

0.20 

0.38 







Command 

Younger Alluvium 

0.061 

0.19 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Nohar Sidhmukh 

Command 

Older Alluvium 

2.768 

0.19 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.012 

0.09 

0.17 







Command 

Younger Alluvium 

0.328 

0.19 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.01 

0.02 


Dabli Dhani 

0804000200595900 

7.716 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.067 

-0.11 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Dabri 

0804000100571100 

10.431 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

0.013 

0.73 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 



0802000700491400 

32.966 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.020 

0.18 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

32.945 

0.18 

0.070 

0.03 

0.00 

0.00 

0.00 

0.00 

0.44 

0.22 

0.00 

0.081 

0.29 

0.58 


DALPATPURA 

0802000600469300 

32.447 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

28.042 

0.81 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

2.08 

2.37 

0.00 

0.072 

0.24 

0.21 


Dandeoo Mohansingh 

0804000200599500 

8.476 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.426 

0.15 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.02 

0.03 


Dandeoo Ramsingh 

0804000200599600 

5.652 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.272 

0.13 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.03 


Dantli 

0804000200585100 

5.970 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

0.691 

0.19 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.03 

0.06 







Command 

Younger Alluvium 

0.360 

0.19 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.02 

0.03 


Dayawath 

0804000200582000 

9.538 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

0.004 

0.20 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Younger Alluvium 

9.533 

0.20 

0.080 

0.04 

0.00 

0.02 

0.04 

0.00 

0.14 

0.07 

0.11 

0.040 

0.30 

0.56 


DEEPLANA BARANI 

0802000600464500 

3.151 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

1.220 

0.22 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.003 

0.11 

0.09 






Bhakhra Canal 

Command 

Younger Alluvium 

1.930 

0.22 

0.090 

0.00 

0.00 

0.02 

0.06 

0.00 

-0.04 

-0.04 

0.00 

0.005 

0.17 

0.15 


DEIDAS 

0802000600450200 

15.411 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

15.309 

-0.21 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.039 

0.27 

0.25 


Deogarh 

0804000100573200 

19.649 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

4.923 

0.20 

0.100 

0.02 

0.00 

0.01 

0.02 

0.00 

0.08 

0.05 

0.05 

0.013 

0.07 

0.13 







Command 

Younger Alluvium 

14.726 

0.20 

0.120 

0.06 

0.01 

0.04 

0.06 

0.00 

0.30 

0.17 

0.18 

0.038 

0.22 

0.39 


Devipura 

0804000200594800 

3.767 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.513 

0.05 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.14 

0.25 


DHAKA 

0802000700490300 

6.517 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

6.517 

0.24 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.06 

0.00 

0.016 

0.29 

0.58 


Dhana 

0804000200586100 

10.170 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

6.946 

0.09 

0.060 

0.01 

0.00 

0.01 

0.03 

0.00 

0.01 

0.00 

0.00 

0.029 

0.22 

0.39 






Non-command 

Non-command 

Older Alluvium 

3.224 

0.09 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.013 

0.10 

0.18 


Dhanapatta Rajpura 

0804000100581700 

6.961 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.855 

-0.15 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.09 

0.17 


Dhandhal Chaina 

0804000200589400 

3.255 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.255 

0.06 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.014 

0.34 

0.60 


Dhandhal Kheta 

0804000200589300 

4.477 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.477 

0.06 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.019 

0.34 

0.59 


DhandhalLekhoo 

0804000200587100 

4.499 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.499 

0.05 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.019 

0.34 

0.59 


Dhandhal Shera 

0804000200589500 

5.277 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.277 

0.05 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.022 

0.34 

0.59 


DHANDHELA 

0802000600449900 

13.433 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

9.418 

-0.14 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.024 

0.18 

0.20 


Dhangra 

0804000200582900 

10.495 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

4.060 

0.22 

0.060 

0.01 

0.00 

0.01 

0.02 

0.00 

0.04 

0.02 

0.00 

0.017 

0.12 

0.22 







Command 

Younger Alluvium 

2.807 

0.22 

0.080 

0.00 

0.00 

0.01 

0.01 

0.00 

0.03 

0.02 

0.00 

0.012 

0.08 

0.15 






Nohar Sidhmukh 

Command 

Younger Alluvium 

3.627 

0.22 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.00 

0.015 

0.10 

0.20 


Dhani Bari 

0804000200582400 

12.360 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

12.360 

0.27 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.28 

0.14 

0.00 

0.052 

0.29 

0.58 


Dhani Charnan 

0802000600464900 

12.058 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

6.127 

-0.42 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.016 

0.14 

0.12 






Bhakhra Canal 

Command 

Younger Alluvium 

5.932 

-0.42 

0.090 

0.01 

0.00 

0.06 

0.17 

0.00 

0.00 

0.00 

0.00 

0.015 

0.14 

0.12 


Dhani Chhoti 

0804000200582300 

9.962 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

9.962 

0.24 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.22 

0.11 

0.05 

0.042 

0.29 

0.57 


Dhani Jeewangeer 

0804000200596100 

5.200 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.200 

-0.12 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.022 

0.35 

0.65 


Dhani Kheenwa 

0804000200596200 

6.885 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.885 

-0.08 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.029 

0.35 

0.64 


DHANIKHOKHRAN 

0802000700487100 

7.080 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

7.080 

0.21 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.00 

0.017 

0.29 

0.59 


Dhani Kumharan 

0804000200587400 

4.575 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.575 

0.05 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.019 

0.34 

0.59 


DHANI LALKHAN 

0802000600450100 

10.029 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

3.495 

-0.15 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.009 

0.09 

0.09 


Dhani Mauji 

0804000200599800 

6.002 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.619 

0.12 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.019 

0.27 

0.48 


Dhani Motisingh 

0804000100581600 

6.777 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.825 

-0.18 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.04 

0.08 


DHANI SWAMIYAN 

0802000700483700 

6.150 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

1.631 

0.07 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.004 

0.08 

0.16 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

4.519 

0.07 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.011 

0.21 

0.44 


Dhanothi Bari 

0804000200584000 

19.945 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

1.427 

-0.04 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.02 

0.04 






Non-command 

Non-command 

Older Alluvium 

0.036 

-0.04 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dhanothi Chhoti 

0804000200583900 

9.476 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.003 

0.06 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Nohar Sidhmukh 

Command 

Older Alluvium 

0.001 

0.06 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

4.740 

0.06 

0.060 

0.01 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.00 

0.020 

0.15 

0.29 






Non-command 

Non-command 

Older Alluvium 

1.556 

0.06 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.006 

0.05 

0.09 






Nohar Sidhmukh 

Command 

Older Alluvium 

2.234 

0.06 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.009 

0.07 

0.14 







Command 

Younger Alluvium 

0.537 

0.06 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.02 

0.03 


DHEEL Kl CHAYLAN 

0802000600463000 

3.850 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.106 

-0.51 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Bhakhra Canal 

Command 

Younger Alluvium 

3.744 

-0.51 

0.090 

0.00 

0.00 

0.04 

0.11 

0.00 

0.00 

0.00 

0.00 

0.010 

0.28 

0.44 


DHEELKIJATAN 

0802000600463200 

9.947 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

9.379 

-0.38 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.024 

0.27 

0.32 






Bhakhra Canal 

Command 

Younger Alluvium 

0.568 

-0.38 

0.090 

0.00 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.02 


Dheengi 

0804000100581800 

9.765 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.676 

-0.05 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.007 

0.10 

0.17 


Dheerwas Chhota 

0804000100570600 

13.590 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.955 

0.76 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.002 

0.02 

0.03 





Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Chak Sardarpura 

080200060045980C 

0.20 

0.13 

- 

0.13 

- 

0.13 

0.03 

0.14 

0.03 

- 

0.0311 

0.0440 

- 

0.075 

0.104 

0.229 

0.023 

0.206 

0.014 

6.92 

Safe 



0.20 

0.28 

- 

0.28 

0.32 

0.60 

0.04 

0.21 

0.06 

- 

0.0998 

0.2819 

0.001 

0.383 

0.446 

1.047 

0.105 

0.943 

0.021 

2.26 

Safe 

CHANAN 

080200070048840C 

0.12 

0.22 

(81.01) 

0.18 

- 

0.18 

0.06 

0.35 

0.05 

- 

0.0357 

0.0505 

- 

0.086 

0.132 

0.308 

0.015 

0.293 

0.016 

5.36 

Safe 

Chanana 

0804000200587800 

0.06 

0.00 

(43.14) 

0.00 

0.01 

0.01 

0.01 

0.06 

0.00 

- 

0.0037 

0.0070 

- 

0.011 

0.012 

0.022 

0.001 

0.021 

0.005 

25.55 

Safe 



0.06 

0.00 

159.39 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.003 

165.44 

Over Exploited 

CHOBARA 

0802000700488800 

0.12 

0.19 

(79.49) 

0.15 

- 

0.15 

0.06 

0.35 

0.04 

- 

0.0391 

0.0441 

- 

0.083 

0.123 

0.278 

0.014 

0.264 

0.014 

5.20 

Safe 

Chubkiya Tal 

0804000200584600 

0.06 

0.21 

(78.88) 

0.17 

0.07 

0.23 

0.06 

0.36 

0.04 

- 

0.0331 

0.0623 

- 

0.095 

0.137 

0.372 

0.019 

0.353 

0.048 

13.55 

Safe 



0.08 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chubkiyagarh 

0804000200583000 

0.06 

0.07 

(67.20) 

0.06 

0.04 

0.09 

0.04 

0.24 

0.01 

- 

0.0176 

0.0331 

- 

0.051 

0.065 

0.159 

0.008 

0.151 

0.025 

16.80 

Safe 



0.08 

0.00 

3,036.32 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.06 

0.01 

13.41 

0.02 

- 

0.02 

0.02 

0.11 

0.00 

- 

0.0117 

0.0220 

- 

0.034 

0.037 

0.054 

0.003 

0.051 

0.012 

22.67 

Safe 



0.08 

0.00 

859.25 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

0.0014 

0.0026 

- 

0.004 

0.004 

0.004 

0.000 

0.004 

0.001 

32.83 

Safe 

Dabli Dhani 

0804000200595900 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dabri 

0804000100571100 

0.20 

0.00 

57,151.46 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 


0802000700491400 

0.12 

0.00 

45,608.05 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

1.15 

(80.84) 

0.92 

- 

0.92 

0.06 

0.35 

0.24 

- 

0.1389 

0.2616 

- 

0.401 

0.639 

1.558 

0.078 

1.480 

0.081 

5.50 

Safe 

DALPATPURA 

0802000600469300 

0.20 

1.36 

73.62 

1.64 

0.00 

1.64 

0.06 

0.30 

0.31 

- 

0.1576 

0.2227 

0.001 

0.381 

0.691 

2.329 

0.116 

2.212 

0.072 

3.26 

Safe 

Dandeoo Mohansingh 

0804000200599500 

0.06 

0.00 

382.55 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

297.68 

Over Exploited 

Dandeoo Ramsingh 

0804000200599600 

0.06 

0.00 

331.69 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

CO 

C\J 

CO 

Over Exploited 

Dantli 

0804000200585100 

0.06 

0.00 

39.38 

0.00 

0.00 

0.01 

0.01 

0.04 

0.00 

- 

0.0020 

0.0038 

- 

0.006 

0.006 

0.012 

0.001 

0.011 

0.003 

25.75 

Safe 



0.08 

0.00 

246.78 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0010 

0.0020 

- 

0.003 

0.003 

0.006 

0.000 

0.006 

0.002 

27.02 

Safe 

Dayawath 

0804000200582000 

0.06 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.23 

(67.33) 

0.18 

0.06 

0.24 

0.06 

0.36 

0.05 

0.0100 

0.0275 

0.0518 

- 

0.089 

0.135 

0.372 

0.019 

0.354 

0.149 

42.07 

Safe 

DEEPLANA BARANI 

0802000600464500 

0.20 

0.03 

7.01 

0.03 

- 

0.03 

0.02 

0.13 

0.01 

- 

0.0069 

0.0097 

- 

0.017 

0.023 

0.051 

0.003 

0.048 

0.003 

6.47 

Safe 



0.20 

0.07 

(164.06) 

0.05 

0.07 

0.13 

0.04 

0.21 

0.02 

- 

0.0232 

0.0657 

- 

0.089 

0.104 

0.232 

0.012 

0.221 

0.005 

2.25 

Safe 

DEIDAS 

0802000600450200 

0.20 

0.83 

- 

0.83 

0.00 

0.83 

0.06 

0.33 

0.19 

- 

0.0860 

0.1216 

0.001 

0.208 

0.401 

1.233 

0.123 

1.110 

0.039 

3.55 

Safe 

Deogarh 

0804000100573200 

0.20 

0.07 

(34.84) 

0.06 

0.03 

0.09 

0.02 

0.09 

0.01 

0.0100 

0.0189 

0.0267 

- 

0.056 

0.071 

0.161 

0.008 

0.153 

0.067 

43.66 

Safe 



0.22 

0.71 

(76.42) 

0.57 

0.11 

0.68 

0.05 

0.27 

0.15 

0.0200 

0.0566 

0.0800 

- 

0.157 

0.304 

0.981 

0.049 

0.932 

0.218 

23.41 

Safe 

Devipura 

0804000200594800 

0.06 

0.01 

(78.98) 

0.01 

- 

0.01 

0.03 

0.17 

0.00 

- 

- 

- 

- 

- 

0.002 

0.013 

0.001 

0.012 

0.006 

52.92 

Safe 

DHAKA 

0802000700490300 

0.12 

0.23 

(73.50) 

0.18 

- 

0.18 

0.06 

0.35 

0.05 

- 

0.0366 

0.0518 

- 

0.088 

0.135 

0.317 

0.016 

0.301 

0.016 

5.34 

Safe 

Dhana 

0804000200586100 

0.06 

0.09 

(95.74) 

0.07 

0.04 

0.11 

0.04 

0.26 

0.02 

- 

0.0200 

0.0377 

- 

0.058 

0.075 

0.190 

0.009 

0.180 

0.029 

16.09 

Safe 



0.06 

0.02 

(50.36) 

0.02 

- 

0.02 

0.02 

0.12 

0.00 

- 

- 

- 

- 

- 

0.004 

0.020 

0.001 

0.019 

0.013 

72.30 

Semi Critical 

Dhanapatta Rajpura 

0804000100581700 

0.20 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.11 

0.01 

- 

- 

- 

- 

- 

0.006 

0.040 

0.004 

0.036 

0.005 

13.23 

Safe 

Dhandhal Chaina 

0804000200589400 

0.06 

0.07 

(80.85) 

0.05 

- 

0.05 

0.06 

0.41 

0.01 

- 

- 

- 

- 

- 

0.012 

0.066 

0.003 

0.062 

0.022 

34.54 

Safe 

Dhandhal Kheta 

0804000200589300 

0.06 

0.09 

(84.28) 

0.07 

- 

0.07 

0.06 

0.40 

0.02 

- 

- 

- 

- 

- 

0.017 

0.090 

0.004 

0.085 

0.019 

21.95 

Safe 

DhandhalLekhoo 

0804000200587100 

0.06 

0.09 

(84.52) 

0.07 

- 

0.07 

0.06 

0.40 

0.02 

- 

- 

- 

- 

- 

0.017 

0.090 

0.004 

0.085 

0.036 

41.92 

Safe 

Dhandhal Shera 

0804000200589500 

0.06 

0.11 

(86.00) 

0.09 

- 

0.09 

0.06 

0.40 

0.02 

- 

- 

- 

- 

- 

0.020 

0.106 

0.005 

0.100 

0.030 

29.93 

Safe 

DHANDHELA 

0802000600449900 

0.20 

0.33 

- 

0.33 

- 

0.33 

0.04 

0.22 

0.08 

- 

0.0397 

0.0748 

- 

0.115 

0.196 

0.531 

0.053 

0.478 

0.024 

5.07 

Safe 

Dhangra 

0804000200582900 

0.06 

0.03 

(32.82) 

0.02 

0.03 

0.05 

0.02 

0.14 

0.01 

- 

0.0156 

0.0221 

- 

0.038 

0.043 

0.093 

0.005 

0.088 

0.017 

19.25 

Safe 



0.08 

0.02 

(11.89) 

0.02 

0.02 

0.03 

0.02 

0.10 

0.00 

- 

0.0108 

0.0152 

- 

0.026 

0.030 

0.064 

0.003 

0.061 

0.012 

19.29 

Safe 



0.08 

0.03 

9.88 

0.03 

- 

0.03 

0.02 

0.12 

0.01 

- 

0.0204 

0.0288 

- 

0.049 

0.055 

0.088 

0.004 

0.084 

0.015 

18.07 

Safe 

Dhani Bari 

0804000200582400 

0.08 

0.29 

(50.53) 

0.23 

- 

0.23 

0.06 

0.35 

0.06 

- 

0.0868 

0.0981 

- 

0.185 

0.245 

0.474 

0.024 

0.451 

0.052 

11.45 

Safe 

Dhani Charnan 

0802000600464900 

0.20 

0.18 

- 

0.18 

- 

0.18 

0.03 

0.18 

0.04 

- 

0.0344 

0.0487 

- 

0.083 

0.123 

0.298 

0.030 

0.269 

0.016 

5.87 

Safe 



0.20 

0.16 

- 

0.16 

0.23 

0.39 

0.03 

0.17 

0.04 

- 

0.0714 

0.2019 

- 

0.273 

0.311 

0.705 

0.071 

0.635 

0.015 

2.40 

Safe 

Dhani Chhoti 

0804000200582300 

0.08 

0.23 

(50.96) 

0.19 

- 

0.19 

0.06 

0.35 

0.05 

0.0100 

0.0700 

0.0791 

- 

0.159 

0.207 

0.393 

0.020 

0.373 

0.090 

23.99 

Safe 

Dhani Jeewangeer 

0804000200596100 

0.06 

0.11 

- 

0.11 

- 

0.11 

0.06 

0.42 

0.02 

- 

- 

- 

- 

- 

0.020 

0.130 

0.013 

0.117 

0.022 

18.56 

Safe 

Dhani Kheenwa 

0804000200596200 

0.06 

0.15 

- 

0.15 

- 

0.15 

0.06 

0.42 

0.03 

- 

- 

- 

- 

- 

0.026 

0.172 

0.017 

0.155 

0.029 

18.51 

Safe 

DHANIKHOKHRAN 

0802000700487100 

0.12 

0.25 

(77.63) 

0.20 

- 

0.20 

0.06 

0.35 

0.05 

- 

0.0398 

0.0562 

- 

0.096 

0.147 

0.344 

0.017 

0.327 

0.017 

5.36 

Safe 

Dhani Kumharan 

0804000200587400 

0.06 

0.09 

(85.20) 

0.07 

- 

0.07 

0.06 

0.40 

0.02 

- 

- 

- 

- 

- 

0.017 

0.091 

0.005 

0.087 

0.027 

31.27 

Safe 

DHANI LALKHAN 

0802000600450100 

0.20 

0.07 

- 

0.07 

0.00 

0.07 

0.02 

0.12 

0.02 

- 

0.0196 

0.0278 

0.001 

0.049 

0.064 

0.130 

0.013 

0.117 

0.009 

7.66 

Safe 

Dhani Mauji 

0804000200599800 

0.06 

0.08 

(67.46) 

0.06 

- 

0.06 

0.05 

0.32 

0.01 

- 

- 

- 

- 

- 

0.014 

0.074 

0.004 

0.070 

0.019 

27.39 

Safe 

Dhani Motisingh 

0804000100581600 

0.20 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.001 

0.007 

0.002 

29.10 

Safe 

DHANI SWAM IYAN 

0802000700483700 

0.12 

0.02 

(74.72) 

0.01 

- 

0.01 

0.02 

0.09 

0.00 

- 

0.0115 

0.0130 

- 

0.024 

0.028 

0.040 

0.002 

0.038 

0.004 

10.73 

Safe 



0.12 

0.12 

(90.90) 

0.09 

- 

0.09 

0.04 

0.26 

0.02 

- 

0.0317 

0.0359 

- 

0.068 

0.091 

0.184 

0.009 

0.175 

0.011 

6.39 

Safe 

Dhanothi Bari 

0804000200584000 

0.06 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

0.03 

0.00 

- 

0.0027 

0.0039 

- 

0.007 

0.007 

0.014 

0.001 

0.012 

0.006 

48.69 

Safe 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dhanothi Chhoti 

0804000200583900 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.04 

(103.71) 

0.03 

0.03 

0.07 

0.03 

0.18 

0.01 

- 

0.0182 

0.0257 

- 

0.044 

0.053 

0.118 

0.006 

0.112 

0.020 

17.59 

Safe 



0.06 

0.00 

(33.32) 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.004 

0.006 

146.81 

Over Exploited 



0.06 

0.01 

(53.02) 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

0.0126 

0.0177 

- 

0.030 

0.032 

0.040 

0.002 

0.038 

0.009 

24.60 

Safe 



0.08 

0.00 

89.88 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

0.0030 

0.0043 

- 

0.007 

0.007 

0.008 

0.000 

0.008 

0.002 

28.29 

Safe 

DHEELKI CHAYLAN 

0802000600463000 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

0.0006 

0.0008 

- 

0.001 

0.001 

0.002 

0.000 

0.001 

0.000 

18.87 

Safe 



0.20 

0.21 

- 

0.21 

0.15 

0.35 

0.06 

0.34 

0.04 

- 

0.0451 

0.1274 

- 

0.173 

0.217 

0.571 

0.057 

0.514 

0.010 

1.87 

Safe 

DHEELKIJATAN 

0802000600463200 

0.20 

0.50 

- 

0.50 

0.00 

0.50 

0.06 

0.33 

0.11 

- 

0.0527 

0.0745 

0.001 

0.129 

0.240 

0.742 

0.074 

0.668 

0.024 

3.61 

Safe 



0.20 

0.00 

- 

0.00 

0.02 

0.02 

0.00 

0.02 

0.00 

- 

0.0068 

0.0193 

- 

0.026 

0.027 

0.050 

0.005 

0.045 

0.001 

3.21 

Safe 

Dheengi 

0804000100581800 

0.20 

0.05 

- 

0.05 

- 

0.05 

0.02 

0.11 

0.01 

- 

- 

- 

- 

- 

0.009 

0.060 

0.006 

0.054 

0.007 

12.86 

Safe 

Dheerwas Chhota 

0804000100570600 

0.22 

0.00 

1,048.22 

0.01 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0046 

0.0052 

- 

0.010 

0.011 

0.023 

0.001 

0.022 

0.002 

11.48 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 






Non-command 

Non-command 

Younger Alluvium 

0.012 

0.76 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dhigarla 

0804000200584500 

31.630 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

31.630 

0.18 

0.060 

0.04 

0.00 

0.06 

0.12 

0.00 

0.20 

0.11 

0.00 

0.132 

0.31 

0.57 


Dholiya 

0804000200583100 

7.308 

Saline 

Nohar Sidhmukh 

Command 

Older Alluvium 

0.075 

0.26 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 







Command 

Younger Alluvium 

7.233 

0.26 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.08 

0.01 

0.030 

0.29 

0.57 


DHOLPALIYA 

080200070048770C 

8.190 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

8.190 

0.18 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.00 

0.020 

0.29 

0.59 


DOBHI 

080200070048810C 

12.913 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

12.913 

0.14 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.07 

0.00 

0.032 

0.29 

0.59 


Dokwa 

080400020059440C 

18.593 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.548 

0.03 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.027 

0.12 

0.22 


DOONGARSINGHPURA 

080200070048940C 

8.729 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

7.598 

0.36 

0.070 

0.01 

0.00 

0.02 

0.03 

0.00 

0.15 

0.08 

0.00 

0.019 

0.25 

0.45 






Non-command 

Non-command 

Younger Alluvium 

1.131 

0.36 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.003 

0.04 

0.07 


DOONGRANA 

080200070048680C 

29.894 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

29.894 

0.18 

0.070 

0.02 

0.00 

0.00 

0.00 

0.00 

0.39 

0.19 

0.00 

0.074 

0.29 

0.58 


DUMASAR 

080200060045160C 

23.455 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.242 

-0.32 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 






Nohar Sidhmukh 

Command 

Younger Alluvium 

3.563 

-0.32 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.009 

0.04 

0.04 


Dumki 

080400020058430C 

24.499 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

22.441 

0.07 

0.060 

0.03 

0.00 

0.05 

0.09 

0.00 

-0.01 

0.00 

0.00 

0.094 

0.28 

0.53 






Nohar Sidhmukh 

Command 

Older Alluvium 

0.160 

0.07 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 


DURJANA 

080200060046920C 

24.316 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.375 

-0.21 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 


GADHARA 

080200070049130C 

19.270 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

19.270 

0.21 

0.070 

0.02 

0.00 

0.00 

0.00 

0.00 

0.30 

0.15 

0.00 

0.048 

0.29 

0.58 


Gadra 

0802000700490400 

8.911 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

8.911 

0.26 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.09 

0.00 

0.022 

0.29 

0.58 


Gagor 

080400020059270C 

12.340 

Saline 

Non-command 

Non-command 

Older Alluvium 

9.511 

-0.14 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.040 

0.27 

0.47 


Galar 

080400020058360C 

20.686 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

20.686 

0.11 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.21 

0.11 

0.00 

0.086 

0.29 

0.57 


GANGASING PURA 

080200070048390C 

4.542 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

4.286 

0.07 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.011 

0.27 

0.56 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.256 

0.07 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.03 


Ghanau 

080400020058580C 

27.347 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

16.999 

0.23 

0.060 

0.02 

0.00 

0.02 

0.03 

0.00 

0.20 

0.11 

0.00 

0.071 

0.19 

0.35 


GHEU 

080200070048550C 

35.308 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

35.308 

0.18 

0.070 

0.03 

0.00 

0.00 

0.00 

0.00 

0.47 

0.30 

0.00 

0.087 

0.29 

0.45 


GORKHANA 

080200060045150C 

19.933 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.251 

-0.09 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 


Gulpura 

080400020058960C 

12.103 

Saline 

Non-command 

Non-command 

Older Alluvium 

12.103 

0.05 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.00 

0.050 

0.34 

0.60 


GUNJASARI 

080200070048510C 

6.128 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

6.128 

0.19 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.00 

0.015 

0.29 

0.59 


Hansiyawas 

0804000200584400 

20.438 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

20.438 

0.14 

0.060 

0.03 

0.00 

0.04 

0.08 

0.00 

0.08 

0.04 

0.00 

0.085 

0.32 

0.57 


Haripura 

080400010057380C 

5.924 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

5.924 

0.18 

0.100 

0.01 

0.00 

0.02 

0.02 

0.00 

0.08 

0.04 

0.00 

0.015 

0.30 

0.52 


Harpaloo Kubdi 

080400020059220C 

5.042 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.178 

0.17 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 


HATHI PURA 

080200070048720C 

2.018 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

2.018 

0.26 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.005 

0.29 

0.59 


Hunatpura 

080200070048530C 

12.626 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

12.626 

0.03 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.031 

0.29 

0.51 


JAGASARI BARI 

080200070048950C 

12.811 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

11.258 

0.31 

0.070 

0.01 

0.00 

0.03 

0.04 

0.00 

0.18 

0.10 

0.00 

0.028 

0.26 

0.46 






Non-command 

Non-command 

Younger Alluvium 

1.553 

0.31 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.004 

0.04 

0.06 


JAGASARI CHHOTI 

080200070048960C 

11.893 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

5.033 

0.34 

0.070 

0.00 

0.00 

0.01 

0.02 

0.00 

0.09 

0.05 

0.00 

0.012 

0.12 

0.23 






Non-command 

Non-command 

Younger Alluvium 

6.860 

0.34 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.09 

0.00 

0.017 

0.17 

0.31 


Janau Khari 

0804000200600400 

11.281 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.569 

0.13 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.015 

0.11 

0.20 


JATAN 

0802000700485400 

14.490 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

14.490 

0.36 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.37 

0.21 

0.00 

0.036 

0.29 

0.52 


Jetpura 

0804000200600000 

5.825 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.825 

0.05 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.024 

0.35 

0.63 


Jhadsar Kandhlan 

080400010057310C 

25.344 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

4.508 

0.30 

0.100 

0.00 

0.00 

0.01 

0.02 

0.00 

0.11 

0.06 

0.00 

0.012 

0.05 

0.09 







Command 

Younger Alluvium 

2.515 

0.30 

0.120 

0.00 

0.00 

0.01 

0.01 

0.00 

0.07 

0.04 

0.00 

0.007 

0.03 

0.05 


Jhanbar 

080400020058990C 

8.136 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.721 

0.10 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.03 

0.05 


JHILODA 

080200070049120C 

12.580 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

12.580 

0.27 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.25 

0.13 

0.00 

0.031 

0.29 

0.58 


Jhoongli 

080400020059290C 

6.805 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.594 

-0.12 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.03 

0.05 


JOGIWALA BARANI 

080200070048310C 

6.605 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

6.605 

0.17 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.04 

0.00 

0.016 

0.29 

0.59 


JOGIYASAN NO.l 

080200060045950C 

4.675 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

4.675 

-1.64 

0.090 

0.00 

0.00 

0.05 

0.13 

0.00 

0.00 

0.00 

0.00 

0.012 

0.28 

0.24 


JOGIYASAN NO.2 

0802000600465000 

1.573 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

1.486 

0.28 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.00 

0.004 

0.27 

0.23 






Bhakhra Canal 

Command 

Younger Alluvium 

0.087 

0.28 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.01 


JOGIYASAN NO.3 

0802000600464800 

5.131 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

5.131 

0.29 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.16 

0.00 

0.013 

0.28 

0.24 


Jorawarpura 

0802000600469500 

6.738 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

6.738 

0.75 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.47 

0.53 

0.00 

0.017 

0.28 

0.25 


Kalal Kotra 

0804000200585900 

7.533 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

7.533 

0.21 

0.060 

0.01 

0.00 

0.01 

0.01 

0.00 

0.08 

0.04 

0.00 

0.031 

0.31 

0.57 


Kalana 

0804000200595100 

10.689 

Saline 

Non-command 

Non-command 

Older Alluvium 

10.689 

-0.05 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.045 

0.35 

0.63 



0802000700486900 

40.587 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

40.587 

0.18 

0.070 

0.03 

0.00 

0.00 

0.00 

0.00 

0.55 

0.27 

0.00 

0.100 

0.29 

0.58 


Kalana Teeba 

0804000200595000 

0.724 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.724 

0.06 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.35 

0.63 


Kalori 

0804000200594100 

8.898 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.935 

0.03 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.012 

0.12 

0.21 


Kalwas 

0804000100570800 

21.955 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

2.515 

0.38 

0.120 

0.00 

0.00 

0.01 

0.01 

0.00 

0.10 

0.06 

0.00 

0.007 

0.03 

0.06 






Non-command 

Non-command 

Younger Alluvium 

2.186 

0.38 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.00 

0.006 

0.03 

0.05 






Nohar Sidhmukh 

Command 

Younger Alluvium 

0.009 

0.38 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


KANAU 

0802000700485700 

46.928 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

3.388 

0.17 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.008 

0.02 

0.03 


Kanawasi 

0804000200596400 

3.569 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.569 

0.12 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.00 

0.015 

0.35 

0.63 


Kanjan 

0804000200584900 

18.670 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

12.559 

0.19 

0.060 

0.02 

0.00 

0.02 

0.02 

0.00 

0.12 

0.07 

0.00 

0.052 

0.20 

0.38 


KARANPURA BARANI 

0802000700485000 

19.168 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

19.168 

0.30 

0.070 

0.02 

0.00 

0.00 

0.00 

0.00 

0.42 

0.21 

0.00 

0.047 

0.29 

0.59 


KAROTI 

0802000600464600 

2.706 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

1.087 

0.16 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.003 

0.11 

0.10 






Bhakhra Canal 

Command 

Younger Alluvium 

1.619 

0.16 

0.090 

0.00 

0.00 

0.02 

0.05 

0.00 

-0.04 

-0.05 

0.00 

0.004 

0.17 

0.14 


KEHARWALA BARANI 

0802000200343200 

6.016 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.878 

-0.28 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.003 

0.03 

0.05 


Kerlibas 

0804000200595800 

2.883 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.883 

-0.12 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.012 

0.35 

0.64 


Khabarpura 

0804000200600100 

2.705 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.280 

-0.03 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.010 

0.30 

0.53 


Khariya 

0804000200594900 

6.456 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.456 

0.01 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.027 

0.35 

0.63 


Khariyabas 

0804000200595600 

4.567 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.085 

-0.14 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 





Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.22 

0.00 

99,498.60 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dhigarla 

0804000200584500 

0.06 

0.58 

(81.21) 

0.47 

0.19 

0.65 

0.06 

0.37 

0.12 

- 

0.0912 

0.1718 

- 

0.263 

0.379 

1.033 

0.052 

0.981 

0.132 

13.45 

Safe 

Dholiya 

0804000200583100 

0.06 

0.00 

4,225.97 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0005 

0.0006 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

29.57 

Safe 



0.08 

0.17 

(51.57) 

0.14 

- 

0.14 

0.06 

0.35 

0.03 

- 

0.0508 

0.0574 

- 

0.108 

0.143 

0.279 

0.014 

0.265 

0.038 

14.39 

Safe 

DHOLPALIYA 

0802000700487700 

0.12 

0.28 

(80.63) 

0.23 

- 

0.23 

0.06 

0.35 

0.06 

- 

0.0460 

0.0650 

- 

0.111 

0.170 

0.398 

0.020 

0.378 

0.020 

5.36 

Safe 

DOBHI 

0802000700488100 

0.12 

0.45 

(85.17) 

0.36 

- 

0.36 

0.06 

0.35 

0.09 

- 

0.0907 

0.1025 

- 

0.193 

0.286 

0.645 

0.032 

0.613 

0.032 

5.21 

Safe 

Dokwa 

0804000200594400 

0.06 

0.05 

(76.70) 

0.04 

- 

0.04 

0.02 

0.15 

0.01 

- 

- 

- 

- 

- 

0.009 

0.047 

0.002 

0.045 

0.027 

60.60 

Safe 

DOONGARSINGHPURA 

0802000700489400 

0.12 

0.23 

(63.30) 

0.18 

0.05 

0.23 

0.05 

0.31 

0.05 

- 

0.0292 

0.0413 

- 

0.071 

0.119 

0.353 

0.018 

0.335 

0.019 

5.60 

Safe 



0.12 

0.01 

211.58 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.003 

40.89 

Safe 

DOONGRANA 

0802000700486800 

0.12 

1.04 

(81.34) 

0.83 

0.00 

0.83 

0.06 

0.35 

0.22 

- 

0.1260 

0.2374 

0.003 

0.366 

0.582 

1.414 

0.071 

1.343 

0.074 

5.50 

Safe 

DUMASAR 

0802000600451600 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.20 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.05 

0.01 

- 

0.0150 

0.0283 

- 

0.043 

0.050 

0.080 

0.008 

0.072 

0.009 

12.67 

Safe 

Dumki 

0804000200584300 

0.06 

0.38 

(100.98) 

0.30 

0.13 

0.44 

0.06 

0.34 

0.08 

- 

0.0647 

0.1219 

- 

0.187 

0.262 

0.698 

0.035 

0.663 

0.094 

14.12 

Safe 



0.06 

0.00 

1,970.07 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0007 

0.0013 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.001 

36.50 

Safe 

DURJANA 

0802000600469200 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

0.0021 

0.0030 

- 

0.005 

0.005 

0.005 

0.001 

0.005 

0.001 

19.50 

Safe 

GADHARA 

0802000700491300 

0.12 

0.67 

(77.24) 

0.54 

- 

0.54 

0.06 

0.35 

0.14 

- 

0.1083 

0.1530 

- 

0.261 

0.401 

0.940 

0.047 

0.893 

0.048 

5.33 

Safe 

Gadra 

0802000700490400 

0.12 

0.31 

(71.91) 

0.25 

- 

0.25 

0.06 

0.35 

0.06 

- 

0.0626 

0.0708 

- 

0.133 

0.198 

0.447 

0.022 

0.424 

0.022 

5.19 

Safe 

Gagor 

0804000200592700 

0.06 

0.15 

- 

0.15 

- 

0.15 

0.05 

0.32 

0.03 

- 

- 

- 

- 

- 

0.028 

0.182 

0.018 

0.163 

0.057 

34.68 

Safe 

Galar 

0804000200583600 

0.08 

0.49 

(77.37) 

0.39 

- 

0.39 

0.06 

0.35 

0.10 

- 

0.1163 

0.1643 

- 

0.281 

0.381 

0.770 

0.039 

0.732 

0.086 

11.80 

Safe 

GANGASING PURA 

0802000700483900 

0.12 

0.14 

(92.31) 

0.11 

- 

0.11 

0.06 

0.33 

0.03 

- 

0.0241 

0.0340 

- 

0.058 

0.087 

0.200 

0.010 

0.190 

0.011 

5.58 

Safe 



0.12 

0.00 

19.65 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

0.0014 

0.0020 

- 

0.004 

0.004 

0.004 

0.000 

0.004 

0.001 

15.84 

Safe 

Ghanau 

0804000200585800 

0.06 

0.20 

(44.02) 

0.16 

0.06 

0.21 

0.04 

0.23 

0.04 

- 

0.0327 

0.0462 

- 

0.079 

0.118 

0.333 

0.017 

0.316 

0.071 

22.44 

Safe 

GHEU 

0802000700485500 

0.12 

1.21 

(75.13) 

0.97 

0.00 

0.97 

0.06 

0.35 

0.26 

- 

0.2480 

0.2804 

0.003 

0.532 

0.793 

1.764 

0.088 

1.676 

0.087 

5.20 

Safe 

GORKHANA 

0802000600451500 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Gulpura 

0804000200589600 

0.06 

0.25 

(86.67) 

0.20 

- 

0.20 

0.06 

0.41 

0.05 

- 

- 

- 

- 

- 

0.046 

0.246 

0.012 

0.234 

0.050 

21.58 

Safe 

GUNJASARI 

0802000700485100 

0.12 

0.21 

(81.15) 

0.17 

- 

0.17 

0.06 

0.35 

0.04 

- 

0.0344 

0.0487 

- 

0.083 

0.127 

0.297 

0.015 

0.283 

0.015 

5.36 

Safe 

Hansiyawas 

0804000200584400 

0.06 

0.39 

(89.07) 

0.31 

0.12 

0.43 

0.06 

0.38 

0.08 

- 

0.0589 

0.1110 

- 

0.170 

0.246 

0.677 

0.034 

0.643 

0.085 

13.27 

Safe 

Haripura 

0804000100573800 

0.20 

0.36 

(87.70) 

0.28 

0.04 

0.32 

0.06 

0.36 

0.07 

- 

0.0228 

0.0322 

- 

0.055 

0.127 

0.451 

0.023 

0.428 

0.015 

3.59 

Safe 

Harpaloo Kubdi 

0804000200592200 

0.06 

0.00 

645.60 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

HATHI PURA 

0802000700487200 

0.12 

0.07 

(74.89) 

0.06 

- 

0.06 

0.06 

0.35 

0.01 

- 

0.0113 

0.0160 

- 

0.027 

0.042 

0.098 

0.005 

0.093 

0.005 

5.35 

Safe 

Hunatpura 

0802000700485300 

0.12 

0.44 

(95.48) 

0.35 

0.00 

0.35 

0.06 

0.35 

0.09 

- 

0.0710 

0.1003 

0.001 

0.172 

0.265 

0.614 

0.031 

0.583 

0.031 

5.35 

Safe 

JAGASARI BARI 

0802000700489500 

0.12 

0.35 

(71.57) 

0.28 

0.07 

0.35 

0.05 

0.31 

0.07 

- 

0.0433 

0.0611 

- 

0.104 

0.176 

0.527 

0.026 

0.501 

0.028 

5.56 

Safe 



0.12 

0.01 

181.64 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.009 

0.004 

43.63 

Safe 

JAGASARI CHHOTI 

0802000700489600 

0.12 

0.07 

(37.25) 

0.06 

0.03 

0.09 

0.03 

0.15 

0.02 

- 

0.0193 

0.0273 

- 

0.047 

0.062 

0.155 

0.008 

0.147 

0.012 

8.47 

Safe 



0.12 

0.14 

(32.39) 

0.11 

- 

0.11 

0.03 

0.20 

0.03 

- 

- 

- 

- 

- 

0.029 

0.139 

0.007 

0.132 

0.017 

12.84 

Safe 

Janau Khari 

0804000200600400 

0.06 

0.02 

(32.52) 

0.02 

- 

0.02 

0.02 

0.13 

0.00 

- 

- 

- 

- 

- 

0.004 

0.024 

0.001 

0.022 

0.015 

66.66 

Safe 

JATAN 

0802000700485400 

0.12 

0.50 

(58.94) 

0.40 

0.00 

0.40 

0.06 

0.35 

0.11 

- 

0.0814 

0.1151 

0.002 

0.198 

0.304 

0.705 

0.035 

0.670 

0.036 

5.34 

Safe 

Jetpura 

0804000200600000 

0.06 

0.12 

(86.76) 

0.10 

- 

0.10 

0.06 

0.42 

0.02 

- 

- 

- 

- 

- 

0.022 

0.121 

0.006 

0.115 

0.024 

21.10 

Safe 

Jhadsar Kandhlan 

0804000100573100 

0.20 

0.05 

35.93 

0.06 

0.03 

0.09 

0.01 

0.06 

0.01 

- 

0.0173 

0.0245 

- 

0.042 

0.052 

0.138 

0.007 

0.131 

0.012 

8.94 

Safe 



0.22 

0.02 

178.22 

0.02 

0.02 

0.04 

0.01 

0.04 

0.00 

- 

0.0097 

0.0137 

- 

0.023 

0.027 

0.063 

0.003 

0.059 

0.007 

10.99 

Safe 

Jhanbar 

0804000200589900 

0.06 

0.00 

93.56 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.003 

170.62 

Over Exploited 

JHILODA 

0802000700491200 

0.12 

0.44 

(71.71) 

0.35 

- 

0.35 

0.06 

0.35 

0.09 

- 

0.0884 

0.0999 

- 

0.188 

0.279 

0.633 

0.032 

0.601 

0.031 

5.17 

Safe 

Jhoongli 

0804000200592900 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

215.91 

Over Exploited 

JOGIWALA BARANI 

0802000700483100 

0.12 

0.23 

(81.08) 

0.18 

- 

0.18 

0.06 

0.35 

0.05 

- 

0.0464 

0.0524 

- 

0.099 

0.146 

0.330 

0.016 

0.313 

0.016 

5.21 

Safe 

JOGIYASAN NO.l 

0802000600459500 

0.20 

0.26 

- 

0.26 

0.18 

0.45 

0.06 

0.35 

0.06 

- 

0.0563 

0.1591 

0.004 

0.220 

0.280 

0.727 

0.073 

0.655 

0.012 

1.84 

Safe 

JOGIYASAN NO.2 

0802000600465000 

0.20 

0.08 

(44.08) 

0.06 

- 

0.06 

0.06 

0.33 

0.02 

- 

0.0063 

0.0118 

- 

0.018 

0.036 

0.099 

0.005 

0.094 

0.004 

4.05 

Safe 



0.20 

0.00 

(467.02) 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0008 

0.0030 

- 

0.004 

0.004 

0.007 

0.000 

0.007 

0.000 

3.26 

Safe 

JOGIYASAN NO.3 

0802000600464800 

0.20 

0.29 

(45.98) 

0.23 

- 

0.23 

0.06 

0.35 

0.07 

- 

0.0288 

0.0407 

- 

0.070 

0.135 

0.367 

0.018 

0.348 

0.013 

3.79 

Safe 

Jorawarpura 

0802000600469500 

0.20 

0.38 

40.22 

0.46 

- 

0.46 

0.06 

0.35 

0.09 

- 

0.0379 

0.0535 

- 

0.091 

0.178 

0.633 

0.032 

0.601 

0.017 

2.88 

Safe 

Kalal Kotra 

0804000200585900 

0.06 

0.14 

(69.71) 

0.11 

0.02 

0.14 

0.06 

0.38 

0.03 

- 

0.0145 

0.0205 

- 

0.035 

0.063 

0.201 

0.010 

0.191 

0.031 

16.46 

Safe 

Kalana 

0804000200595100 

0.06 

0.23 

- 

0.23 

- 

0.23 

0.06 

0.41 

0.04 

- 

- 

- 

- 

- 

0.040 

0.266 

0.027 

0.239 

0.045 

18.66 

Safe 


0802000700486900 

0.12 

1.41 

(80.76) 

1.13 

- 

1.13 

0.06 

0.35 

0.29 

- 

0.2281 

0.3223 

- 

0.550 

0.843 

1.970 

0.099 

1.872 

0.100 

5.36 

Safe 

Kalana Teeba 

0804000200595000 

0.06 

0.02 

(90.22) 

0.01 

- 

0.01 

0.06 

0.42 

0.00 

- 

- 

- 

- 

- 

0.003 

0.015 

0.001 

0.014 

0.003 

21.18 

Safe 

Kalori 

0804000200594100 

0.06 

0.02 

(83.33) 

0.02 

- 

0.02 

0.02 

0.14 

0.00 

- 

- 

- 

- 

- 

0.004 

0.020 

0.001 

0.019 

0.012 

64.70 

Safe 

Kalwas 

0804000100570800 

0.22 

0.02 

209.45 

0.02 

0.02 

0.04 

0.01 

0.04 

0.00 

- 

0.0121 

0.0137 

- 

0.026 

0.030 

0.070 

0.003 

0.066 

0.007 

9.86 

Safe 



0.22 

0.01 

321.81 

0.02 

- 

0.02 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.003 

0.019 

0.001 

0.018 

0.006 

30.70 

Safe 



0.22 

0.00 

90,104.76 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

KANAU 

0802000700485700 

0.12 

0.01 

274.10 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

0.0190 

0.0269 

- 

0.046 

0.048 

0.058 

0.003 

0.055 

0.008 

15.26 

Safe 

Kanawasi 

0804000200596400 

0.06 

0.08 

(81.37) 

0.06 

- 

0.06 

0.06 

0.42 

0.01 

- 

- 

- 

- 

- 

0.014 

0.074 

0.004 

0.070 

0.015 

21.17 

Safe 

Kanjan 

0804000200584900 

0.06 

0.15 

(57.41) 

0.12 

0.04 

0.16 

0.04 

0.25 

0.03 

- 

0.0241 

0.0341 

- 

0.058 

0.089 

0.254 

0.013 

0.241 

0.052 

21.73 

Safe 

KARANPURA BARANI 

0802000700485000 

0.12 

0.67 

(68.65) 

0.53 

- 

0.53 

0.06 

0.35 

0.14 

- 

0.1077 

0.1522 

- 

0.260 

0.398 

0.930 

0.047 

0.884 

0.047 

5.36 

Safe 

KAROTI 

0802000600464600 

0.20 

0.02 

(27.62) 

0.02 

- 

0.02 

0.03 

0.14 

0.01 

- 

0.0061 

0.0086 

- 

0.015 

0.020 

0.040 

0.002 

0.038 

0.003 

7.36 

Safe 



0.20 

0.05 

(186.23) 

0.04 

0.06 

0.11 

0.04 

0.21 

0.01 

- 

0.0195 

0.0551 

- 

0.075 

0.087 

0.193 

0.010 

0.184 

0.004 

2.26 

Safe 

KEHARWALA BARANI 

0802000200343200 

0.20 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.002 

0.007 

0.001 

0.007 

0.023 

356.94 

Over Exploited 

Kerlibas 

0804000200595800 

0.06 

0.06 

- 

0.06 

- 

0.06 

0.06 

0.41 

0.01 

- 

- 

- 

- 

- 

0.011 

0.072 

0.007 

0.065 

0.024 

37.23 

Safe 

Khabarpura 

0804000200600100 

0.06 

0.04 

- 

0.04 

- 

0.04 

0.05 

0.35 

0.01 

- 

- 

- 

- 

- 

0.007 

0.048 

0.005 

0.043 

0.010 

21.93 

Safe 

Khariya 

0804000200594900 

0.06 

0.14 

(94.37) 

0.11 

- 

0.11 

0.06 

0.42 

0.02 

- 

- 

- 

- 

- 

0.024 

0.134 

0.007 

0.127 

0.027 

21.21 

Safe 

Khariyabas 

0804000200595600 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Khemana 

080400020059280C 

2.560 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.373 

-0.28 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.010 

0.32 

0.57 


Kheri 

0804000200594500 

7.401 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.401 

0.02 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.031 

0.35 

0.62 


Khori 

0805000100669200 

6.923 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.897 

-0.11 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.037 

0.30 

0.55 


Khuddi 

0804000200587700 

10.264 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.891 

0.05 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.012 

0.09 

0.16 


Khyali 

0804000200586200 

21.130 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

19.782 

0.09 

0.060 

0.03 

0.00 

0.03 

0.04 

0.00 

0.07 

0.04 

0.00 

0.083 

0.30 

0.54 






Non-command 

Non-command 

Older Alluvium 

1.346 

0.09 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.006 

0.02 

0.04 


KIKRALI 

0802000600450400 

18.602 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.021 

-0.26 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Nohar Sidhmukh 

Command 

Younger Alluvium 

18.581 

-0.26 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.048 

0.27 

0.26 


KIRARA BARA 

0802000700489000 

15.985 

Saline 

Non-command 

Non-command 

Younger Alluvium 

11.831 

0.27 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.12 

0.01 

0.029 

0.21 

0.42 






Nohar Sidhmukh 

Command 

Younger Alluvium 

4.154 

0.27 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.01 

0.010 

0.08 

0.15 


KIRARACHHOTA 

0802000700488900 

11.871 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.032 

0.24 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Younger Alluvium 

8.369 

0.24 

0.070 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.08 

0.06 

0.021 

0.20 

0.40 






Nohar Sidhmukh 

Command 

Younger Alluvium 

3.469 

0.24 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.02 

0.009 

0.08 

0.17 


Kishanpura 

0804000200587300 

23.314 

Saline 

Non-command 

Non-command 

Older Alluvium 

23.314 

0.04 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.10 

0.05 

0.03 

0.097 

0.33 

0.58 


Kishanpuriya 

0804000200583300 

5.135 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

5.135 

0.27 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.06 

0.01 

0.021 

0.30 

0.57 


Kunji 

0802000700486300 

12.666 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.572 

0.27 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.02 


Lakhasar 

0802000600465800 

26.655 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.399 

-1.79 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 


Lakhlan 

0804000200589100 

16.134 

Saline 

Non-command 

Non-command 

Older Alluvium 

9.700 

0.13 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.01 

0.040 

0.20 

0.36 


LALANAWAS DIKHNADA 

0802000600469900 

29.162 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

29.162 

0.16 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.44 

0.45 

0.00 

0.075 

0.28 

0.27 


LALANAWAS JETASARI 

0802000600470000 

13.907 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

13.907 

0.09 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.00 

0.036 

0.28 

0.30 


LALANAWAS NATHWANIYA 

0802000600469800 

14.753 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

14.753 

-0.24 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.038 

0.28 

0.36 


LALANAWAS SHEOPURA 

0802000600469700 

9.007 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

9.007 

-0.14 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.023 

0.28 

0.28 


LALANAWAS UTRADA 

0802000600469600 

26.762 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

26.762 

0.18 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.47 

0.52 

0.00 

0.069 

0.28 

0.25 


Lambor Bari 

0804000200592500 

15.688 

Saline 

Non-command 

Non-command 

Older Alluvium 

11.060 

0.05 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.00 

0.046 

0.25 

0.44 


Lambor Chhipiyan 

0804000200592600 

7.291 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.906 

-0.11 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.025 

0.29 

0.50 


Lambor Chhoti 

0804000200592400 

5.853 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.068 

0.04 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.009 

0.12 

0.22 


Leelawathi 

0804000200600200 

3.852 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.118 

-0.04 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Loodniya 

0804000100571000 

6.730 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

0.027 

0.41 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Younger Alluvium 

4.282 

0.41 

0.120 

0.00 

0.00 

0.01 

0.02 

0.00 

0.18 

0.11 

0.00 

0.011 

0.18 

0.31 


Loodniya Chhota 

0804000100570900 

2.760 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.442 

0.52 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.05 

0.08 


LudiKhuba 

0804000200589700 

4.290 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.400 

0.08 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.006 

0.11 

0.20 


Lutana Sadasukh 

0804000200590300 

6.190 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.017 

0.10 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.008 

0.11 

0.19 


Maghau 

0804000200595400 

3.761 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.761 

-0.16 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.016 

0.35 

0.64 


Malanabas 

0804000200595500 

4.760 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.760 

-0.11 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.020 

0.35 

0.64 


MALIYA 

0802000600451700 

15.258 

Saline 

Non-command 

Non-command 

Younger Alluvium 

2.641 

-0.14 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.007 

0.05 

0.04 






Nohar Sidhmukh 

Command 

Younger Alluvium 

11.765 

-0.14 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.030 

0.21 

0.19 


MALKAS 

0802000700490100 

12.149 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

12.149 

0.21 

0.070 

0.01 

0.00 

0.03 

0.05 

0.00 

0.11 

0.06 

0.00 

0.030 

0.29 

0.56 


Malsisar 

0802000700486400 

25.844 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

12.434 

0.31 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.28 

0.16 

0.00 

0.031 

0.14 

0.24 


Malwas 

0804000200582100 

17.009 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

16.043 

0.20 

0.060 

0.02 

0.00 

0.02 

0.03 

0.00 

0.16 

0.09 

0.00 

0.067 

0.28 

0.53 







Command 

Younger Alluvium 

0.966 

0.20 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.004 

0.02 

0.03 


Mangla 

0804000200589200 

6.365 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.365 

0.12 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.00 

0.027 

0.34 

0.60 


MEGHSINGHPURA 

0802000600451800 

10.123 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

10.123 

-0.61 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.026 

0.28 

0.25 


MEHLIYA 

0802000700486600 

6.445 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

5.823 

0.54 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.12 

0.00 

0.014 

0.26 

0.48 


MEHRIYAN 

0802000700491900 

10.097 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.004 

0.06 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Nohar Sidhmukh 

Command 

Younger Alluvium 

0.047 

0.06 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Younger Alluvium 

0.003 

0.06 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Nohar Sidhmukh 

Command 

Younger Alluvium 

10.043 

0.06 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.025 

0.30 

0.56 


Mithdi Balwantsing 

0804000200594600 

6.895 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.919 

0.05 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.00 

0.021 

0.25 

0.44 


Mithdi Kesarisingh 

0804000200594700 

6.150 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.612 

0.10 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.015 

0.21 

0.37 


Mithi 

0804000200586800 

13.392 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.438 

0.05 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.010 

0.06 

0.11 


Modawasi 

0804000200587500 

8.190 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.023 

0.05 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.10 

0.033 

0.33 

0.57 


MOJANA 

0802000700491500 

2.735 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.032 

0.15 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

2.703 

0.15 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.00 

0.007 

0.29 

0.57 


MOMANWAS 

0802000700488500 

7.713 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

7.713 

0.18 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.05 

0.00 

0.019 

0.29 

0.59 


MOTHSARAN 

0802000700488600 

9.725 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

9.725 

0.19 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.07 

0.00 

0.024 

0.29 

0.59 


Motipura 

0802000700487800 

3.410 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

3.410 

0.16 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.008 

0.29 

0.59 


MUNASARI BARANI 

0802000700480300 

27.337 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

27.337 

-0.36 

0.070 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.068 

0.29 

0.49 


MUNDARIYA BARA 

0802000700489300 

11.032 

Saline 

Non-command 

Non-command 

Younger Alluvium 

11.032 

0.39 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.31 

0.17 

0.00 

0.027 

0.29 

0.53 


MUNDARIYA CHHOTA 

0802000700489200 

8.712 

Saline 

Non-command 

Non-command 

Younger Alluvium 

5.137 

0.45 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.09 

0.00 

0.013 

0.17 

0.31 






Nohar Sidhmukh 

Command 

Younger Alluvium 

3.303 

0.45 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.00 

0.008 

0.11 

0.20 


NAHRANA 

0802000600470200 

22.162 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

18.901 

-0.04 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.049 

0.24 

0.26 


Narwasi 

0804000200587200 

8.338 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

0.155 

0.05 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 






Non-command 

Non-command 

Older Alluvium 

8.183 

0.05 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.034 

0.32 

0.57 


Nohar (M) 

0802000640205000 

4.708 

Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

3.059 

-1.70 

0.090 

0.82 

0.00 

0.03 

0.09 

0.00 

0.00 

0.00 

0.00 

2.482 

0.18 

0.16 


NOONWAN 

0802000700485600 

38.195 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

35.471 

0.20 

0.070 

0.03 

0.00 

0.00 

0.00 

0.00 

0.51 

0.38 

0.00 

0.088 

0.26 

0.36 


Nyagal Bari 

0804000200584200 

19.110 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

9.254 

-0.04 

0.060 

0.01 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.00 

0.039 

0.15 

0.28 


Nyangali 

0804000200588900 

11.264 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.393 

0.07 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.010 

0.07 

0.13 


PACHARWALI 

0802000700488300 

9.561 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

9.561 

0.18 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.06 

0.00 

0.024 

0.29 

0.59 





Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Khemana 

080400020059280C 

0.06 

0.05 

- 

0.05 

- 

0.05 

0.06 

0.38 

0.01 

- 

- 

- 

- 

- 

0.008 

0.054 

0.005 

0.049 

0.018 

36.61 

Safe 

Kheri 

0804000200594500 

0.06 

0.16 

(93.93) 

0.13 

- 

0.13 

0.06 

0.42 

0.03 

- 

- 

- 

- 

- 

0.028 

0.153 

0.008 

0.146 

0.031 

21.20 

Safe 

Khori 

0805000100669200 

0.10 

0.18 

- 

0.18 

- 

0.18 

0.05 

0.35 

0.03 

- 

- 

- 

- 

- 

0.031 

0.206 

0.021 

0.186 

0.097 

52.18 

Safe 

Khuddi 

0804000200587700 

0.06 

0.02 

(68.83) 

0.01 

- 

0.01 

0.02 

0.11 

0.00 

- 

- 

- 

- 

- 

0.003 

0.016 

0.001 

0.015 

0.012 

80.08 

Semi Critical 

Khyali 

0804000200586200 

0.06 

0.36 

(88.59) 

0.29 

0.07 

0.35 

0.06 

0.36 

0.07 

- 

0.0380 

0.0537 

- 

0.092 

0.161 

0.515 

0.026 

0.489 

0.083 

16.88 

Safe 



0.06 

0.00 

151.27 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.006 

254.15 

Over Exploited 

KIKRALI 

0802000600450400 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.99 

- 

0.99 

- 

0.99 

0.06 

0.33 

0.23 

- 

0.1044 

0.1476 

- 

0.252 

0.484 

1.478 

0.148 

1.331 

0.048 

3.59 

Safe 

KIRARA BARA 

0802000700489000 

0.12 

0.30 

(60.90) 

0.24 

- 

0.24 

0.04 

0.26 

0.06 

- 

- 

- 

- 

- 

0.063 

0.307 

0.015 

0.291 

0.041 

14.15 

Safe 



0.12 

0.04 

20.30 

0.04 

- 

0.04 

0.02 

0.09 

0.01 

- 

0.0233 

0.0330 

- 

0.056 

0.064 

0.109 

0.005 

0.104 

0.022 

21.48 

Safe 

KIRARACHHOTA 

0802000700488900 

0.12 

0.00 

6,573.93 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.12 

0.21 

(59.82) 

0.16 

- 

0.16 

0.04 

0.25 

0.04 

0.0100 

- 

- 

- 

0.010 

0.053 

0.217 

0.011 

0.206 

0.080 

38.66 

Safe 



0.12 

0.04 

(0.50) 

0.04 

- 

0.04 

0.02 

0.10 

0.01 

- 

0.0244 

0.0275 

- 

0.052 

0.059 

0.094 

0.005 

0.090 

0.032 

35.23 

Safe 

Kishanpura 

0804000200587300 

0.06 

0.46 

(88.20) 

0.37 

- 

0.37 

0.06 

0.39 

0.09 

- 

- 

- 

- 

- 

0.087 

0.457 

0.023 

0.434 

0.122 

28.16 

Safe 

Kishanpuriya 

0804000200583300 

0.08 

0.12 

(48.53) 

0.10 

- 

0.10 

0.06 

0.36 

0.02 

- 

0.0361 

0.0408 

- 

0.077 

0.102 

0.199 

0.010 

0.189 

0.029 

15.54 

Safe 

Kunji 

0802000700486300 

0.12 

0.00 

689.76 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

0.0040 

0.0045 

- 

0.009 

0.009 

0.010 

0.000 

0.009 

0.001 

15.10 

Safe 

Lakhasar 

0802000600465800 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

0.0022 

0.0032 

- 

0.005 

0.005 

0.006 

0.001 

0.005 

0.001 

19.60 

Safe 

Lakhlan 

0804000200589100 

0.06 

0.12 

(53.68) 

0.10 

- 

0.10 

0.04 

0.24 

0.02 

- 

- 

- 

- 

- 

0.022 

0.117 

0.006 

0.111 

0.048 

43.58 

Safe 

LALANAWAS DIKHNADA 

0802000600469900 

0.20 

1.65 

(72.47) 

1.32 

0.00 

1.32 

0.06 

0.35 

0.37 

- 

0.1639 

0.2316 

0.007 

0.403 

0.774 

2.094 

0.105 

1.990 

0.075 

3.77 

Safe 

LALANAWAS JETASARI 

0802000600470000 

0.20 

0.79 

(85.88) 

0.63 

0.00 

0.63 

0.06 

0.35 

0.18 

- 

0.0782 

0.1104 

0.001 

0.189 

0.365 

0.994 

0.050 

0.945 

0.036 

3.78 

Safe 

LALANAWAS NATHWANIYA 

0802000600469800 

0.20 

0.84 

- 

0.84 

0.00 

0.84 

0.06 

0.35 

0.18 

- 

0.0829 

0.1172 

0.002 

0.202 

0.386 

1.225 

0.123 

1.103 

0.038 

3.44 

Safe 

LALANAWAS SHEOPURA 

0802000600469700 

0.20 

0.51 

- 

0.51 

0.00 

0.51 

0.06 

0.35 

0.11 

- 

0.0506 

0.0715 

0.001 

0.123 

0.238 

0.747 

0.075 

0.672 

0.023 

3.44 

Safe 

LALANAWAS UTRADA 

0802000600469600 

0.20 

1.51 

(65.50) 

1.21 

- 

1.21 

0.06 

0.35 

0.34 

- 

0.1504 

0.2125 

- 

0.363 

0.705 

1.912 

0.096 

1.816 

0.069 

3.79 

Safe 

Lambor Bari 

0804000200592500 

0.06 

0.17 

(80.53) 

0.13 

- 

0.13 

0.04 

0.29 

0.03 

- 

- 

- 

- 

- 

0.030 

0.162 

0.008 

0.154 

0.046 

29.98 

Safe 

Lambor Chhipiyan 

0804000200592600 

0.06 

0.10 

- 

0.10 

- 

0.10 

0.05 

0.34 

0.02 

- 

- 

- 

- 

- 

0.018 

0.119 

0.012 

0.107 

0.025 

22.97 

Safe 

Lambor Chhoti 

0804000200592400 

0.06 

0.02 

(80.62) 

0.01 

- 

0.01 

0.02 

0.15 

0.00 

- 

- 

- 

- 

- 

0.003 

0.015 

0.001 

0.014 

0.009 

59.89 

Safe 

Leelawathi 

0804000200600200 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Loodniya 

0804000100571000 

0.20 

0.00 

7,578.84 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.17 

(38.21) 

0.14 

0.03 

0.17 

0.04 

0.22 

0.04 

- 

0.0165 

0.0233 

- 

0.040 

0.076 

0.244 

0.012 

0.232 

0.011 

4.80 

Safe 

Loodniya Chhota 

0804000100570900 

0.22 

0.00 

227.07 

0.01 

0.00 

0.01 

0.01 

0.06 

0.00 

- 

0.0017 

0.0024 

- 

0.004 

0.005 

0.013 

0.001 

0.013 

0.001 

9.03 

Safe 

LudiKhuba 

0804000200589700 

0.06 

0.01 

(60.23) 

0.01 

- 

0.01 

0.02 

0.13 

0.00 

- 

- 

- 

- 

- 

0.002 

0.009 

0.000 

0.009 

0.006 

65.54 

Safe 

Lutana Sadasukh 

0804000200590300 

0.06 

0.01 

(48.11) 

0.01 

- 

0.01 

0.02 

0.13 

0.00 

- 

- 

- 

- 

- 

0.003 

0.013 

0.001 

0.013 

0.008 

65.86 

Safe 

Maghau 

0804000200595400 

0.06 

0.08 

- 

0.08 

- 

0.08 

0.06 

0.41 

0.01 

- 

- 

- 

- 

- 

0.014 

0.093 

0.009 

0.084 

0.016 

18.73 

Safe 

Malanabas 

0804000200595500 

0.06 

0.10 

- 

0.10 

- 

0.10 

0.06 

0.42 

0.02 

- 

- 

- 

- 

- 

0.018 

0.119 

0.012 

0.107 

0.032 

29.82 

Safe 

MALIYA 

0802000600451700 

0.20 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.06 

0.01 

- 

- 

- 

- 

- 

0.006 

0.031 

0.003 

0.028 

0.007 

24.11 

Safe 



0.20 

0.51 

- 

0.51 

0.00 

0.51 

0.05 

0.26 

0.12 

- 

0.0496 

0.0934 

0.001 

0.144 

0.259 

0.766 

0.077 

0.689 

0.030 

4.39 

Safe 

MALKAS 

0802000700490100 

0.12 

0.43 

(86.58) 

0.34 

0.08 

0.42 

0.06 

0.35 

0.09 

- 

0.0467 

0.0660 

- 

0.113 

0.201 

0.622 

0.031 

0.591 

0.030 

5.08 

Safe 

Malsisar 

0802000700486400 

0.12 

0.21 

(21.68) 

0.17 

- 

0.17 

0.03 

0.17 

0.04 

- 

0.0873 

0.0987 

- 

0.186 

0.230 

0.395 

0.020 

0.375 

0.031 

8.19 

Safe 

Malwas 

0804000200582100 

0.06 

0.27 

(68.45) 

0.22 

0.05 

0.27 

0.06 

0.34 

0.06 

- 

0.0308 

0.0436 

- 

0.074 

0.130 

0.401 

0.020 

0.381 

0.067 

17.58 

Safe 



0.08 

0.00 

400.06 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0019 

0.0026 

- 

0.005 

0.005 

0.010 

0.000 

0.009 

0.004 

44.53 

Safe 

Mangla 

0804000200589200 

0.06 

0.13 

(75.87) 

0.10 

- 

0.10 

0.06 

0.41 

0.02 

- 

- 

- 

- 

- 

0.024 

0.129 

0.006 

0.122 

0.027 

21.72 

Safe 

MEGHSINGHPURA 

0802000600451800 

0.20 

0.57 

- 

0.57 

- 

0.57 

0.06 

0.34 

0.13 

- 

0.0427 

0.0804 

- 

0.123 

0.252 

0.820 

0.082 

0.738 

0.026 

3.53 

Safe 

M EH LIYA 

0802000700486600 

0.12 

0.18 

(34.13) 

0.15 

- 

0.15 

0.05 

0.32 

0.04 

- 

0.0327 

0.0462 

- 

0.079 

0.117 

0.263 

0.013 

0.250 

0.014 

5.76 

Safe 

MEHRIYAN 

0802000700491900 

0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.00 

1,161.60 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.36 

(92.06) 

0.29 

- 

0.29 

0.06 

0.36 

0.07 

- 

0.0564 

0.0798 

- 

0.136 

0.209 

0.494 

0.025 

0.470 

0.025 

5.28 

Safe 

Mithdi Balwantsing 

0804000200594600 

0.06 

0.07 

(80.32) 

0.06 

- 

0.06 

0.04 

0.30 

0.01 

- 

- 

- 

- 

- 

0.013 

0.073 

0.004 

0.069 

0.021 

29.77 

Safe 

Mithdi Kesarisingh 

0804000200594700 

0.06 

0.04 

(73.72) 

0.04 

- 

0.04 

0.04 

0.24 

0.01 

- 

- 

- 

- 

- 

0.008 

0.044 

0.002 

0.042 

0.015 

36.12 

Safe 

Mithi 

0804000200586800 

0.06 

0.01 

(57.23) 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.002 

0.009 

0.000 

0.009 

0.010 

119.24 

Over Exploited 

Modawasi 

0804000200587500 

0.06 

0.16 

(76.05) 

0.13 

- 

0.13 

0.06 

0.39 

0.03 

0.0100 

- 

- 

- 

0.010 

0.039 

0.165 

0.008 

0.157 

0.134 

85.67 

Semi Critical 

MOJANA 

0802000700491500 

0.12 

0.00 

1,436.84 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0003 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.09 

(84.46) 

0.07 

- 

0.07 

0.06 

0.35 

0.02 

- 

0.0114 

0.0215 

- 

0.033 

0.052 

0.127 

0.006 

0.121 

0.007 

5.54 

Safe 

MOMANWAS 

0802000700488500 

0.12 

0.27 

(80.33) 

0.21 

- 

0.21 

0.06 

0.35 

0.06 

- 

0.0542 

0.0613 

- 

0.115 

0.171 

0.385 

0.019 

0.366 

0.019 

5.21 

Safe 

MOTHSARAN 

0802000700488600 

0.12 

0.34 

(79.37) 

0.27 

- 

0.27 

0.06 

0.35 

0.07 

- 

0.0683 

0.0772 

- 

0.146 

0.216 

0.486 

0.024 

0.462 

0.024 

5.20 

Safe 

Motipura 

0802000700487800 

0.12 

0.12 

(84.13) 

0.09 

- 

0.09 

0.06 

0.35 

0.02 

- 

0.0192 

0.0271 

- 

0.046 

0.071 

0.166 

0.008 

0.157 

0.008 

5.36 

Safe 

MUNASARI BARANI 

0802000700480300 

0.12 

0.94 

- 

0.94 

- 

0.94 

0.06 

0.35 

0.20 

- 

0.1536 

0.2171 

- 

0.371 

0.571 

1.513 

0.151 

1.361 

0.068 

4.96 

Safe 

MUNDARIYA BARA 

0802000700489300 

0.12 

0.38 

(56.28) 

0.31 

- 

0.31 

0.06 

0.35 

0.08 

- 

- 

- 

- 

- 

0.080 

0.386 

0.019 

0.367 

0.027 

7.43 

Safe 

MUNDARIYA CHHOTA 

0802000700489200 

0.12 

0.10 

(16.66) 

0.09 

- 

0.09 

0.04 

0.21 

0.02 

- 

- 

- 

- 

- 

0.022 

0.109 

0.005 

0.104 

0.013 

12.21 

Safe 



0.12 

0.04 

29.67 

0.05 

- 

0.05 

0.02 

0.13 

0.01 

- 

0.0186 

0.0262 

- 

0.045 

0.054 

0.106 

0.005 

0.101 

0.008 

8.11 

Safe 

NAHRANA 

0802000600470200 

0.20 

0.91 

- 

0.91 

0.00 

0.91 

0.05 

0.29 

0.20 

- 

0.1062 

0.1501 

0.001 

0.258 

0.461 

1.371 

0.137 

1.234 

0.049 

3.94 

Safe 

Narwasi 

0804000200587200 

0.06 

0.00 

(450.14) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0004 

0.0008 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.001 

29.97 

Safe 



0.06 

0.16 

(87.14) 

0.13 

- 

0.13 

0.06 

0.39 

0.03 

- 

- 

- 

- 

- 

0.030 

0.158 

0.008 

0.150 

0.034 

22.80 

Safe 

Nohar (M) 

0802000640205000 

0.20 

0.11 

- 

0.11 

0.12 

0.23 

0.04 

0.22 

0.03 

- 

0.0368 

0.1041 

- 

0.141 

0.166 

0.397 

0.040 

0.357 

2.482 

694.99 

Over Exploited 

NOONWAN 

0802000700485600 

0.12 

1.12 

(66.17) 

0.90 

0.00 

0.90 

0.06 

0.32 

0.25 

- 

0.1993 

0.2817 

0.003 

0.484 

0.730 

1.631 

0.082 

1.550 

0.088 

5.65 

Safe 

Nyagal Bari 

0804000200584200 

0.06 

0.09 

- 

0.09 

0.03 

0.12 

0.03 

0.18 

0.02 

- 

0.0178 

0.0251 

- 

0.043 

0.060 

0.176 

0.018 

0.158 

0.039 

24.37 

Safe 

Nyangali 

0804000200588900 

0.06 

0.01 

(44.78) 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.002 

0.010 

0.001 

0.010 

0.010 

CM 

O 

CM 

O 

Over Exploited 

PACHARWALI 

0802000700488300 

0.12 

0.33 

(80.73) 

0.27 

0.00 

0.27 

0.06 

0.35 

0.07 

- 

0.0672 

0.0759 

0.001 

0.144 

0.213 

0.479 

0.024 

0.455 

0.024 

5.19 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Paharsar 

080400020058700C 

15.837 

Saline 

Non-command 

Non-command 

Older Alluvium 

15.344 

0.06 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.01 

0.064 

0.33 

0.57 


Palri 

080200070049000C 

5.955 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

3.220 

0.23 

0.070 

0.00 

0.00 

0.01 

0.01 

0.00 

0.03 

0.02 

0.00 

0.008 

0.16 

0.31 






Non-command 

Non-command 

Younger Alluvium 

0.650 

0.23 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.03 

0.06 






Nohar Sidhmukh 

Command 

Younger Alluvium 

2.085 

0.23 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.005 

0.10 

0.20 


Pandreu Tal 

080400010057720C 

10.664 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

0.030 

0.21 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Pandreu Teeba 

0804000100573600 

9.272 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

4.284 

0.21 

0.100 

0.02 

0.00 

0.01 

0.02 

0.00 

0.08 

0.05 

0.07 

0.011 

0.14 

0.24 


PATWA BARANI 

0802000700483600 

3.152 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.086 

0.06 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

3.066 

0.06 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.008 

0.28 

0.58 


Raisinghpura 

0802000600465500 

20.195 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

5.093 

0.64 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.32 

0.00 

0.013 

0.07 

0.06 


Rajgarh (M) 

0804000240402000 

77.941 

Saline 

Non-command 

Non-command 

Older Alluvium 

55.168 

-0.02 

0.060 

1.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

3.012 

0.25 

0.43 


Rajgarh (Rural) 

0804000200589800 

2.266 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.266 

0.06 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.13 

0.009 

0.34 

0.59 


Rajpura 

0802000700487500 

3.538 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.030 

0.16 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 






Bhakhra Canal 

Command 

Younger Alluvium 

0.265 

0.16 

0.070 

0.00 

0.00 

0.00 

0.01 

0.00 

-0.01 

0.00 

0.00 

0.001 

0.02 

0.04 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

2.349 

0.16 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.00 

0.006 

0.19 

0.39 






Bhakhra Canal 

Command 

Younger Alluvium 

0.895 

0.16 

0.070 

0.00 

0.00 

0.01 

0.03 

0.00 

-0.02 

-0.01 

0.00 

0.002 

0.07 

0.15 


Rajpuriya 

0804000200582700 

10.832 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

10.832 

0.27 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.12 

0.00 

0.045 

0.29 

0.57 


Rakhi 

0802000700486700 

12.204 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

12.204 

0.30 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.14 

0.00 

0.030 

0.29 

0.56 


Rambas 

0802000700489900 

9.347 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

1.381 

0.23 

0.070 

0.04 

0.01 

0.00 

0.01 

0.00 

0.04 

0.02 

0.16 

0.003 

0.04 

0.08 






Non-command 

Non-command 

Younger Alluvium 

2.578 

0.23 

0.070 

0.08 

0.01 

0.00 

0.00 

0.00 

0.11 

0.06 

0.30 

0.006 

0.08 

0.16 






Nohar Sidhmukh 

Command 

Younger Alluvium 

5.389 

0.23 

0.070 

0.16 

0.02 

0.00 

0.00 

0.00 

0.23 

0.12 

0.63 

0.013 

0.17 

0.33 


Ramsara 

0802000700489100 

11.558 

Saline 

Non-command 

Non-command 

Younger Alluvium 

4.351 

0.36 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.00 

0.011 

0.11 

0.21 






Nohar Sidhmukh 

Command 

Younger Alluvium 

7.207 

0.36 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.10 

0.00 

0.018 

0.18 

0.35 


Ramsara Tal 

0804000200583500 

9.717 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

9.717 

0.23 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.20 

0.10 

0.01 

0.041 

0.30 

0.57 


Ramsara Teeba 

0804000200583200 

5.310 

Saline 

Nohar Sidhmukh 

Command 

Older Alluvium 

1.998 

0.23 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.00 

0.008 

0.11 

0.22 







Command 

Younger Alluvium 

3.312 

0.23 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.00 

0.014 

0.19 

0.36 


RASLANA 

0802000700485200 

26.499 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

26.499 

0.19 

0.070 

0.02 

0.00 

0.00 

0.00 

0.00 

0.37 

0.19 

0.00 

0.065 

0.29 

0.56 


Ratanpura 

0804000200594000 

19.872 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.746 

0.05 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.01 

0.02 



0802000700491600 

6.943 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.020 

0.12 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

6.923 

0.12 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.03 

0.00 

0.017 

0.29 

0.57 


Rau Tal 

0804000200595200 

3.454 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.402 

-0.19 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.014 

0.34 

0.62 


Rau Teeba 

0804000200595300 

10.247 

Saline 

Non-command 

Non-command 

Older Alluvium 

10.247 

-0.15 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.043 

0.35 

0.64 


Rawatsar (M) 

0802000540204000 

2.944 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.944 

0.08 

0.090 

0.28 

0.00 

0.04 

0.04 

0.00 

0.22 

0.13 

0.00 

0.850 

0.20 

0.34 


Rejri 

0804000200583700 

7.762 

Fresh 

Nohar Sidhmukh 

Command 

Older Alluvium 

0.001 

0.08 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Younger Alluvium 

0.000 

0.08 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Nohar Sidhmukh 

Command 

Older Alluvium 

0.556 

0.08 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.02 

0.04 







Command 

Younger Alluvium 

7.204 

0.08 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.030 

0.28 

0.53 


Sadpura 

0804000200582600 

11.333 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

11.333 

0.27 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.27 

0.14 

0.00 

0.047 

0.29 

0.58 


SAGARA BARANI 

0802000700482700 

1.173 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

1.173 

0.44 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.003 

0.29 

0.59 


Sankhoo 

0804000200596000 

24.361 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.476 

-0.11 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.015 

0.05 

0.09 


Sardarpura 

0804000200582500 

6.210 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

6.210 

0.28 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.07 

0.00 

0.026 

0.29 

0.58 


SARDARPURA BAS BHADRA 

0802000700483800 

1.979 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.165 

0.10 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.05 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

1.814 

0.10 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.004 

0.27 

0.54 


SARDARPURA BASBHOLA 

0802000700481700 

0.911 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.911 

0.36 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.002 

0.29 

0.59 


SHEODANPURA BARANI 

0802000200344900 

5.606 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

1.828 

-0.14 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.007 

0.08 

0.09 


SHERARA 

0802000700491800 

40.516 

Fresh 

Nohar Sidhmukh 

Command 

Older Alluvium 

0.000 

0.06 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Younger Alluvium 

0.058 

0.06 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Nohar Sidhmukh 

Command 

Older Alluvium 

0.000 

0.06 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Younger Alluvium 

40.458 

0.06 

0.070 

0.03 

0.00 

0.00 

0.00 

0.00 

0.21 

0.11 

0.00 

0.100 

0.30 

0.57 


Shivdanpura 

0802000700491000 

13.682 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

13.682 

0.26 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.13 

0.00 

0.034 

0.29 

0.58 


SHYORATADA 

0802000700489800 

7.230 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

7.230 

0.26 

0.070 

0.01 

0.00 

0.02 

0.03 

0.00 

0.09 

0.05 

0.00 

0.018 

0.29 

0.56 


Sidhmukh 

0804000200582200 

50.802 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

9.345 

0.22 

0.060 

0.01 

0.00 

0.03 

0.04 

0.00 

0.07 

0.04 

0.01 

0.039 

0.05 

0.10 







Command 

Younger Alluvium 

19.582 

0.22 

0.080 

0.03 

0.00 

0.05 

0.08 

0.00 

0.24 

0.13 

0.02 

0.082 

0.11 

0.22 






Nohar Sidhmukh 

Command 

Younger Alluvium 

21.875 

0.22 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.41 

0.21 

0.02 

0.091 

0.13 

0.24 


SIKRORI BARANI 

0802000700484900 

5.597 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

2.811 

0.37 

0.070 

0.00 

0.00 

0.04 

0.08 

0.00 

-0.04 

-0.02 

0.00 

0.007 

0.15 

0.30 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.595 

0.37 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.03 

0.06 






Bhakhra Canal 

Command 

Younger Alluvium 

2.191 

0.37 

0.070 

0.00 

0.00 

0.03 

0.06 

0.00 

-0.03 

-0.02 

0.00 

0.005 

0.11 

0.23 


Sonri 

0802000600451900 

49.444 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.008 

-0.41 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Nohar Sidhmukh 

Command 

Younger Alluvium 

49.370 

-0.41 

0.090 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.127 

0.28 

0.25 


Sooratpura 

0802000700482900 

9.391 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

9.391 

0.31 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.10 

0.00 

0.023 

0.29 

0.59 


Soorpura 

0802000600469400 

11.474 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

10.313 

0.50 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.48 

0.53 

0.00 

0.027 

0.25 

0.23 


SOTI BARI 

0802000600459900 

7.471 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

1.126 

0.06 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.003 

0.04 

0.04 






Bhakhra Canal 

Command 

Younger Alluvium 

6.345 

0.06 

0.090 

0.01 

0.00 

0.06 

0.18 

0.00 

-0.20 

-0.24 

0.00 

0.016 

0.24 

0.20 


Tamba Kheri 

0804000200583800 

16.080 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

3.012 

0.18 

0.060 

0.01 

0.00 

0.01 

0.01 

0.00 

0.02 

0.01 

0.01 

0.013 

0.06 

0.11 







Command 

Younger Alluvium 

0.915 

0.18 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.004 

0.02 

0.03 






Nohar Sidhmukh 

Command 

Older Alluvium 

2.636 

0.18 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.01 

0.011 

0.05 

0.09 







Command 

Younger Alluvium 

9.516 

0.18 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.08 

0.03 

0.040 

0.18 

0.34 


Tamkor 

0805000100669100 

12.321 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.019 

-0.12 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.044 

0.20 

0.36 


THALARKA BARANI 

0802000600449400 

4.719 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.071 

0.11 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Paharsar 

0804000200587000 

0.06 

0.30 

(86.02) 

0.24 

- 

0.24 

0.06 

0.39 

0.06 

- 

- 

- 

- 

- 

0.056 

0.297 

0.015 

0.282 

0.072 

25.53 

Safe 

Palri 

0802000700490000 

0.12 

0.06 

(75.32) 

0.05 

0.02 

0.07 

0.03 

0.19 

0.01 

- 

0.0155 

0.0175 

- 

0.033 

0.046 

0.118 

0.006 

0.112 

0.008 

7.12 

Safe 



0.12 

0.00 

121.94 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.003 

0.000 

0.003 

0.002 

48.47 

Safe 



0.12 

0.03 

(31.36) 

0.02 

- 

0.02 

0.02 

0.12 

0.01 

- 

0.0146 

0.0166 

- 

0.031 

0.036 

0.057 

0.003 

0.054 

0.005 

9.53 

Safe 

Pandreu Tal 

0804000100577200 

0.20 

0.00 

3,751.61 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.000 

0.000 

- 

Safe 

Pandreu Teeba 

0804000100573600 

0.20 

0.12 

(60.71) 

0.10 

0.03 

0.13 

0.03 

0.17 

0.02 

0.0100 

0.0165 

0.0233 

- 

0.050 

0.074 

0.199 

0.010 

0.189 

0.076 

40.26 

Safe 

PATWA BARANI 

0802000700483600 

0.12 

0.00 

143.61 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

0.0006 

0.0007 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

15.85 

Safe 



0.12 

0.10 

(93.92) 

0.08 

- 

0.08 

0.06 

0.34 

0.02 

- 

0.0215 

0.0243 

- 

0.046 

0.067 

0.150 

0.008 

0.143 

0.008 

5.31 

Safe 

Raisinghpura 

0802000600465500 

0.20 

0.07 

344.97 

0.09 

- 

0.09 

0.02 

0.09 

0.02 

- 

0.0286 

0.0404 

- 

0.069 

0.085 

0.172 

0.009 

0.163 

0.013 

8.02 

Safe 

Rajgarh (M) 

0804000240402000 

0.06 

0.82 

- 

0.82 

- 

0.82 

0.04 

0.29 

0.15 

- 

- 

- 

- 

- 

0.148 

0.965 

0.096 

0.868 

3.062 

352.58 

Over Exploited 

Rajgarh (Rural) 

0804000200589800 

0.06 

0.05 

(52.98) 

0.04 

- 

0.04 

0.06 

0.40 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.055 

0.003 

0.053 

0.135 

257.32 

Over Exploited 

Rajpura 

0802000700487500 

0.12 

0.00 

1,041.09 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0002 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.00 

(608.03) 

0.00 

0.01 

0.01 

0.00 

0.03 

0.00 

- 

0.0032 

0.0090 

- 

0.012 

0.012 

0.023 

0.001 

0.022 

0.001 

2.97 

Safe 



0.12 

0.05 

(75.63) 

0.04 

- 

0.04 

0.04 

0.23 

0.01 

- 

0.0132 

0.0187 

- 

0.032 

0.043 

0.086 

0.004 

0.082 

0.006 

7.06 

Safe 



0.12 

0.01 

(251.36) 

0.01 

0.03 

0.04 

0.02 

0.09 

0.00 

- 

0.0108 

0.0305 

- 

0.041 

0.043 

0.084 

0.004 

0.080 

0.002 

2.78 

Safe 

Rajpuriya 

0804000200582700 

0.08 

0.25 

(51.43) 

0.20 

- 

0.20 

0.06 

0.35 

0.05 

- 

0.0761 

0.0860 

- 

0.162 

0.214 

0.418 

0.021 

0.397 

0.045 

11.39 

Safe 

Rakhi 

0802000700486700 

0.12 

0.42 

(68.09) 

0.34 

- 

0.34 

0.06 

0.35 

0.09 

- 

0.0686 

0.0969 

- 

0.166 

0.254 

0.592 

0.030 

0.563 

0.030 

5.36 

Safe 

Rambas 

0802000700489900 

0.12 

0.01 

205.32 

0.01 

0.02 

0.03 

0.01 

0.05 

0.00 

0.0200 

0.0066 

0.0075 

- 

0.034 

0.036 

0.064 

0.003 

0.061 

0.167 

274.76 

Over Exploited 



0.12 

0.02 

131.02 

0.03 

0.01 

0.04 

0.02 

0.10 

0.01 

0.0300 

- 

- 

- 

0.030 

0.035 

0.075 

0.004 

0.071 

0.310 

436.46 

Over Exploited 



0.12 

0.11 

7.56 

0.12 

0.02 

0.14 

0.03 

0.20 

0.02 

0.0700 

0.0379 

0.0428 

- 

0.151 

0.173 

0.309 

0.015 

0.294 

0.645 

219.49 

Over Exploited 

Ramsara 

0802000700489100 

0.12 

0.06 

(0.50) 

0.06 

- 

0.06 

0.02 

0.13 

0.01 

- 

- 

- 

- 

- 

0.012 

0.068 

0.003 

0.065 

0.011 

16.55 

Safe 



0.12 

0.16 

(36.60) 

0.12 

- 

0.12 

0.04 

0.22 

0.03 

- 

0.0405 

0.0572 

- 

0.098 

0.130 

0.255 

0.013 

0.242 

0.018 

7.35 

Safe 

Ramsara Tal 

0804000200583500 

0.08 

0.23 

(55.03) 

0.18 

- 

0.18 

0.06 

0.36 

0.05 

- 

0.0683 

0.0772 

- 

0.145 

0.193 

0.376 

0.019 

0.357 

0.049 

13.59 

Safe 

Ramsara Teeba 

0804000200583200 

0.06 

0.01 

8.89 

0.01 

- 

0.01 

0.02 

0.14 

0.00 

- 

0.0112 

0.0159 

- 

0.027 

0.030 

0.045 

0.002 

0.042 

0.008 

19.70 

Safe 



0.08 

0.05 

(34.51) 

0.04 

- 

0.04 

0.04 

0.22 

0.01 

- 

0.0186 

0.0263 

- 

0.045 

0.055 

0.095 

0.005 

0.090 

0.014 

15.39 

Safe 

RASLANA 

0802000700485200 

0.12 

0.92 

(79.09) 

0.73 

- 

0.73 

0.06 

0.35 

0.19 

- 

0.1489 

0.2104 

- 

0.359 

0.551 

1.286 

0.064 

1.221 

0.065 

5.36 

Safe 

Ratanpura 

0804000200594000 

0.06 

0.00 

122.21 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.003 

407.07 

Over Exploited 


0802000700491600 

0.12 

0.00 

4,837.52 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.24 

(85.91) 

0.19 

- 

0.19 

0.06 

0.35 

0.05 

- 

0.0292 

0.0550 

- 

0.084 

0.134 

0.327 

0.016 

0.311 

0.017 

5.50 

Safe 

Rau Tal 

0804000200595200 

0.06 

0.07 

- 

0.07 

- 

0.07 

0.06 

0.40 

0.01 

- 

- 

- 

- 

- 

0.012 

0.082 

0.008 

0.074 

0.014 

19.14 

Safe 

Rau Teeba 

0804000200595300 

0.06 

0.22 

- 

0.22 

- 

0.22 

0.06 

0.41 

0.04 

- 

- 

- 

- 

- 

0.038 

0.254 

0.025 

0.228 

0.055 

23.98 

Safe 

Rawatsar (M) 

0802000540204000 

0.20 

0.12 

10.60 

0.13 

0.08 

0.21 

0.05 

0.26 

0.03 

- 

0.0505 

0.0612 

- 

0.112 

0.144 

0.355 

0.018 

0.337 

0.850 

252.06 

Over Exploited 

Rejri 

0804000200583700 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

96.31 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

0.0031 

0.0044 

- 

0.008 

0.008 

0.009 

0.000 

0.008 

0.002 

28.72 

Safe 



0.08 

0.16 

(82.09) 

0.13 

- 

0.13 

0.06 

0.33 

0.03 

- 

0.0405 

0.0572 

- 

0.098 

0.130 

0.258 

0.013 

0.245 

0.030 

12.27 

Safe 

Sadpura 

0804000200582600 

0.08 

0.26 

(48.74) 

0.21 

- 

0.21 

0.06 

0.35 

0.05 

- 

0.0796 

0.0900 

- 

0.170 

0.224 

0.436 

0.022 

0.414 

0.047 

11.42 

Safe 

SAGARA BARANI 

0802000700482700 

0.12 

0.04 

(56.56) 

0.03 

- 

0.03 

0.06 

0.35 

0.01 

- 

0.0066 

0.0093 

- 

0.016 

0.024 

0.057 

0.003 

0.054 

0.003 

5.35 

Safe 

Sankhoo 

0804000200596000 

0.06 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.002 

0.012 

0.001 

0.011 

0.015 

129.79 

Over Exploited 

Sardarpura 

0804000200582500 

0.08 

0.14 

(48.72) 

0.12 

- 

0.12 

0.06 

0.35 

0.03 

- 

0.0436 

0.0493 

- 

0.093 

0.123 

0.239 

0.012 

0.227 

0.026 

11.42 

Safe 

SARDARPURA BAS BHADRA 

0802000700483800 

0.12 

0.00 

4.51 

0.00 

- 

0.00 

0.01 

0.03 

0.00 

- 

0.0009 

0.0013 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

15.33 

Safe 



0.12 

0.06 

(89.44) 

0.05 

- 

0.05 

0.05 

0.32 

0.01 

- 

0.0102 

0.0144 

- 

0.025 

0.037 

0.083 

0.004 

0.079 

0.004 

5.70 

Safe 

SARDARPURA BASBHOLA 

0802000700481700 

0.12 

0.03 

(64.94) 

0.03 

- 

0.03 

0.06 

0.35 

0.01 

- 

0.0064 

0.0072 

- 

0.014 

0.020 

0.045 

0.002 

0.043 

0.002 

5.21 

Safe 

SHEODANPURABARANI 

0802000200344900 

0.20 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.10 

0.01 

- 

0.0077 

0.0145 

- 

0.022 

0.030 

0.060 

0.006 

0.054 

0.007 

13.01 

Safe 

SHERARA 

0802000700491800 

0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.00 

6,618.65 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0005 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

1.44 

(92.44) 

1.15 

- 

1.15 

0.06 

0.36 

0.29 

- 

0.2274 

0.3213 

- 

0.549 

0.843 

1.996 

0.100 

1.896 

0.100 

5.27 

Safe 

Shivdanpura 

0802000700491000 

0.12 

0.48 

(73.01) 

0.38 

- 

0.38 

0.06 

0.35 

0.10 

- 

0.0961 

0.1086 

- 

0.205 

0.304 

0.685 

0.034 

0.651 

0.034 

5.19 

Safe 

SHYORATADA 

0802000700489800 

0.12 

0.25 

(80.67) 

0.20 

0.05 

0.25 

0.06 

0.35 

0.05 

- 

0.0278 

0.0393 

- 

0.067 

0.120 

0.370 

0.018 

0.351 

0.018 

5.09 

Safe 

Sidhmukh 

0804000200582200 

0.06 

0.03 

21.62 

0.04 

0.06 

0.10 

0.01 

0.07 

0.01 

- 

0.0359 

0.0508 

- 

0.087 

0.093 

0.191 

0.010 

0.182 

0.047 

25.89 

Safe 



0.08 

0.18 

(28.89) 

0.14 

0.13 

0.27 

0.02 

0.14 

0.04 

- 

0.0753 

0.1064 

- 

0.182 

0.218 

0.490 

0.024 

0.465 

0.099 

21.21 

Safe 



0.08 

0.22 

(3.58) 

0.21 

- 

0.21 

0.03 

0.15 

0.05 

- 

0.1229 

0.1737 

- 

0.297 

0.342 

0.557 

0.028 

0.529 

0.108 

20.46 

Safe 

SIKRORI BARANI 

0802000700484900 

0.12 

0.05 

(143.44) 

0.04 

0.12 

0.16 

0.03 

0.18 

0.01 

- 

0.0423 

0.0957 

- 

0.138 

0.148 

0.303 

0.015 

0.288 

0.007 

2.41 

Safe 



0.12 

0.00 

241.02 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

0.0042 

0.0047 

- 

0.009 

0.009 

0.012 

0.001 

0.011 

0.001 

12.90 

Safe 



0.12 

0.03 

(155.72) 

0.02 

0.09 

0.11 

0.02 

0.14 

0.01 

- 

0.0330 

0.0746 

- 

0.108 

0.114 

0.228 

0.011 

0.217 

0.005 

2.50 

Safe 

Sonri 

0802000600451900 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

2.74 

- 

2.74 

0.00 

2.74 

0.06 

0.34 

0.63 

- 

0.2081 

0.3921 

0.004 

0.604 

1.230 

3.974 

0.397 

3.576 

0.127 

3.55 

Safe 

Sooratpura 

0802000700482900 

0.12 

0.33 

(68.19) 

0.26 

0.00 

0.26 

0.06 

0.35 

0.07 

- 

0.0660 

0.0746 

0.002 

0.142 

0.210 

0.472 

0.024 

0.448 

0.023 

5.17 

Safe 

Soorpura 

0802000600469400 

0.20 

0.52 

1.10 

0.53 

- 

0.53 

0.06 

0.31 

0.12 

- 

0.0580 

0.0819 

- 

0.140 

0.258 

0.786 

0.039 

0.746 

0.027 

3.55 

Safe 

SOTI BARI 

0802000600459900 

0.20 

0.01 

(29.89) 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

0.0063 

0.0089 

- 

0.015 

0.017 

0.025 

0.001 

0.024 

0.003 

12.13 

Safe 



0.20 

0.30 

(178.79) 

0.24 

0.25 

0.49 

0.05 

0.29 

0.07 

- 

0.0764 

0.2160 

- 

0.292 

0.361 

0.850 

0.043 

0.808 

0.016 

2.02 

Safe 

Tamba Kheri 

0804000200583800 

0.06 

0.01 

21.35 

0.01 

0.02 

0.03 

0.01 

0.07 

0.00 

- 

0.0116 

0.0164 

- 

0.028 

0.030 

0.062 

0.003 

0.059 

0.025 

41.75 

Safe 



0.08 

0.00 

212.99 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0035 

0.0050 

- 

0.009 

0.009 

0.016 

0.001 

0.015 

0.004 

24.69 

Safe 



0.06 

0.01 

164.06 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

0.0148 

0.0209 

- 

0.036 

0.037 

0.047 

0.002 

0.044 

0.023 

51.85 

Safe 



0.08 

0.13 

(37.87) 

0.11 

- 

0.11 

0.04 

0.21 

0.03 

- 

0.0535 

0.0756 

- 

0.129 

0.157 

0.264 

0.013 

0.251 

0.072 

28.55 

Safe 

Tamkor 

0805000100669100 

0.10 

0.14 

- 

0.14 

- 

0.14 

0.03 

0.23 

0.02 

- 

- 

- 

- 

- 

0.024 

0.163 

0.016 

0.147 

0.056 

38.05 

Safe 

THALARKA BARANI 

0802000600449400 

0.20 

0.00 

882.47 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.648 

0.11 

0.090 

0.00 

0.00 

0.06 

0.07 

0.00 

-0.08 

-0.06 

0.00 

0.012 

0.23 

0.30 


TOPARIYA BARANI 

0802000600449700 

11.174 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.333 

-0.11 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 






Nohar Sidhmukh 

Command 

Younger Alluvium 

10.840 

-0.11 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.028 

0.25 

0.27 


Tunda Kheri 

0804000200583400 

0.924 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.924 

0.28 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.004 

0.29 

0.57 


UTRADABAS 

0802000700490600 

18.564 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

18.564 

0.21 

0.070 

0.02 

0.00 

0.00 

0.00 

0.00 

0.29 

0.14 

0.00 

0.046 

0.29 

0.59 


Vijaypura 

0804000200595700 

13.561 

Saline 

Non-command 

Non-command 

Older Alluvium 

12.173 

-0.13 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.051 

0.32 

0.58 

16003021 

1 BJW 

0801000900289600 

4.123 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

2.502 

0.29 

0.200 

0.08 

0.01 

0.01 

0.01 

0.00 

0.20 

0.09 

0.33 

0.000 

0.10 

0.22 






Non-command 

Non-command 

Younger Alluvium 

1.006 

0.29 

0.200 

0.03 

0.01 

0.00 

0.00 

0.00 

0.08 

0.04 

0.14 

0.000 

0.04 

0.09 


1 CLD 

0802000500421300 

1.841 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.181 

0.11 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.04 

0.000 

0.02 

0.03 


1JBD 

0802000500422000 

3.254 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.254 

0.44 

0.090 

0.08 

0.01 

0.02 

0.03 

0.00 

0.14 

0.08 

0.31 

0.000 

0.18 

0.33 


1 KDM 

0802000500416900 

9.591 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.135 

0.46 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


1 KHD 

0802000500422500 

3.989 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.419 

0.21 

0.090 

0.02 

0.00 

0.02 

0.02 

0.00 

0.03 

0.01 

0.09 

0.000 

0.11 

0.20 


1 KND 

0801000900290100 

5.691 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.732 

0.57 

0.200 

0.03 

0.01 

0.01 

0.02 

0.00 

0.19 

0.10 

0.14 

0.000 

0.05 

0.10 


1 MC 

0801000900294200 

1.298 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.195 

0.21 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.03 

0.06 


1 MC BARANI 

0801000900294100 

1.204 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.434 

0.09 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.000 

0.06 

0.14 


1 PPN 

0801000900288500 

1.898 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.873 

-0.03 

0.200 

0.06 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.000 

0.17 

0.40 


1 SMR 

0801000900293100 

7.751 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

1.914 

0.28 

0.200 

0.01 

0.00 

0.00 

0.01 

0.00 

0.11 

0.05 

0.05 

0.000 

0.04 

0.09 






Non-command 

Non-command 

Younger Alluvium 

5.836 

0.28 

0.200 

0.03 

0.01 

0.00 

0.00 

0.00 

0.35 

0.17 

0.14 

0.001 

0.13 

0.27 


1 TTD 

0801000900291900 

1.453 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.040 

0.63 

0.200 

0.11 

0.02 

0.01 

0.01 

0.00 

0.20 

0.11 

0.42 

0.000 

0.12 

0.23 


122 1/2 RD 

0802000500421900 

2.249 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.249 

0.57 

0.090 

0.04 

0.01 

0.02 

0.02 

0.00 

0.11 

0.06 

0.15 

0.000 

0.18 

0.32 


143 RD 

0801000900292000 

1.850 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.345 

0.41 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.05 

0.000 

0.03 

0.06 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.134 

0.41 

0.200 

0.03 

0.01 

0.01 

0.01 

0.00 

0.10 

0.05 

0.14 

0.000 

0.10 

0.20 


156 RDL 

0801000900292500 

2.514 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.014 

0.43 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.500 

0.43 

0.200 

0.01 

0.00 

0.01 

0.02 

0.00 

0.19 

0.09 

0.03 

0.000 

0.17 

0.33 


156 RDR 

0801000900290000 

2.739 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.156 

0.37 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.02 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.002 

0.37 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


165 RD 

0801000900292600 

2.850 

Saline 

Non-command 

Non-command 

Younger Alluvium 

2.316 

0.27 

0.200 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.08 

0.11 

0.000 

0.14 

0.28 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.534 

0.27 

0.200 

0.01 

0.00 

0.00 

0.01 

0.00 

0.03 

0.02 

0.03 

0.000 

0.03 

0.06 


168 RDL 

0801000900292700 

3.948 

Saline 

Non-command 

Non-command 

Younger Alluvium 

3.948 

0.24 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.10 

0.05 

0.001 

0.17 

0.35 


185 RD-A 

0801000900289100 

6.051 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

2.129 

0.18 

0.200 

0.00 

0.00 

0.00 

0.01 

0.00 

0.07 

0.03 

0.01 

0.000 

0.06 

0.13 






Non-command 

Non-command 

Younger Alluvium 

3.782 

0.18 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.06 

0.02 

0.000 

0.11 

0.24 


185 RD-B 

0801000900289200 

11.660 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

1.413 

0.23 

0.200 

0.00 

0.00 

0.00 

0.01 

0.00 

0.06 

0.03 

0.00 

0.000 

0.02 

0.04 


191 1\2 RD 

0801000900293300 

1.524 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.524 

0.26 

0.200 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.05 

0.14 

0.000 

0.17 

0.38 


10SPD 

0801000900291600 

3.474 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.607 

0.63 

0.200 

0.00 

0.00 

0.01 

0.02 

0.00 

0.17 

0.10 

0.02 

0.000 

0.08 

0.15 


2 JBD 

0801000900292200 

5.480 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.480 

0.63 

0.200 

0.07 

0.01 

0.04 

0.05 

0.00 

0.65 

0.35 

0.29 

0.001 

0.17 

0.32 


2 KHD 

0802000500421500 

2.766 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.266 

0.16 

0.090 

0.03 

0.00 

0.02 

0.02 

0.00 

0.02 

0.01 

0.13 

0.000 

0.15 

0.26 


2 KND 

0801000900289900 

5.916 

Saline 

Non-command 

Non-command 

Younger Alluvium 

3.779 

0.25 

0.200 

0.02 

0.00 

0.00 

0.00 

0.00 

0.21 

0.10 

0.07 

0.000 

0.11 

0.22 


2 PPN 

0801000900288300 

2.855 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.910 

-0.21 

0.200 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.000 

0.11 

0.27 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.186 

-0.21 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.01 

0.03 


2 SMR 

0801000900293000 

2.691 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.847 

0.26 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.05 

0.000 

0.05 

0.11 






Non-command 

Non-command 

Younger Alluvium 

1.843 

0.26 

0.200 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.05 

0.09 

0.000 

0.12 

0.25 


2 SPD 

0802000500418400 

4.038 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.876 

0.26 

0.090 

0.01 

0.00 

0.01 

0.01 

0.00 

0.01 

0.01 

0.03 

0.000 

0.04 

0.07 


217 RD 

0801000900288900 

2.200 

Saline 

Non-command 

Non-command 

Younger Alluvium 

2.200 

0.14 

0.200 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.09 

0.000 

0.17 

0.40 


226 RDL 

0801000900293700 

5.720 

Saline 

Non-command 

Non-command 

Younger Alluvium 

5.720 

0.21 

0.200 

0.05 

0.01 

0.00 

0.00 

0.00 

0.28 

0.12 

0.20 

0.001 

0.17 

0.40 


226 RDR 

0801000900288800 

3.982 

Saline 

Non-command 

Non-command 

Younger Alluvium 

3.982 

0.17 

0.200 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.07 

0.06 

0.001 

0.17 

0.40 


235 RD 

0801000900293800 

2.072 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.252 

0.60 

0.200 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.07 

0.10 

0.000 

0.10 

0.24 


3 CLD 

0802000500422800 

1.352 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.098 

-0.05 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.01 

0.02 


3 JBD 

0802000500422400 

3.709 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.709 

0.07 

0.090 

0.12 

0.02 

0.03 

0.04 

0.00 

0.06 

0.03 

0.47 

0.001 

0.18 

0.33 


3 KDM 

0802000500416800 

4.101 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.635 

0.61 

0.090 

0.04 

0.01 

0.02 

0.03 

0.00 

0.13 

0.07 

0.18 

0.000 

0.11 

0.20 


3 KHD 

0802000500421600 

3.588 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.588 

0.44 

0.090 

0.05 

0.01 

0.03 

0.04 

0.00 

0.11 

0.06 

0.21 

0.000 

0.18 

0.32 


3 PPN 

0801000900288200 

4.162 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.238 

-0.08 

0.200 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.000 

0.05 

0.12 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.040 

-0.08 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


3 SMR 

0801000900292800 

3.285 

Saline 

Non-command 

Non-command 

Younger Alluvium 

3.285 

0.17 

0.200 

0.03 

0.01 

0.00 

0.00 

0.00 

0.13 

0.06 

0.14 

0.000 

0.17 

0.35 


3 SPD 

0802000500418300 

3.591 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.649 

0.46 

0.090 

0.04 

0.01 

0.02 

0.03 

0.00 

0.09 

0.05 

0.17 

0.000 

0.13 

0.23 


4 CLD 

0802000500422700 

7.038 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.451 

-0.07 

0.090 

0.04 

0.01 

0.03 

0.04 

0.00 

0.00 

0.00 

0.18 

0.001 

0.12 

0.21 


4 JBD 

0802000500422300 

5.962 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.865 

-0.05 

0.090 

0.04 

0.01 

0.04 

0.06 

0.00 

0.00 

0.00 

0.16 

0.001 

0.18 

0.32 


4 KHD 

0802000500421700 

6.067 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

6.067 

0.42 

0.090 

0.03 

0.00 

0.04 

0.06 

0.00 

0.16 

0.09 

0.11 

0.001 

0.18 

0.32 


4 PPN 

0801000900288400 

8.598 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.028 

-0.24 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


4 SMR 

0801000900292900 

3.048 

Saline 

Non-command 

Non-command 

Younger Alluvium 

3.048 

-0.10 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.000 

0.17 

0.36 


5 JBD 

0802000500422100 

2.041 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.037 

0.18 

0.090 

0.04 

0.01 

0.01 

0.02 

0.00 

0.03 

0.02 

0.17 

0.000 

0.18 

0.33 


5 KHD 

0802000500421800 

4.245 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.245 

0.61 

0.090 

0.07 

0.01 

0.03 

0.04 

0.00 

0.22 

0.12 

0.27 

0.001 

0.18 

0.32 


6 JBD 

0802000500422200 

2.003 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.408 

0.08 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.03 

0.000 

0.04 

0.07 


9 SPD-A 

0801000900291500 

2.046 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.105 

0.62 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.02 


BANGASAR 

0802000500441000 

51.747 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.827 

-0.04 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 






Non-command 

Non-command 

Younger Alluvium 

19.281 

-0.04 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.07 

0.13 


BANNASAR 

0802000500445400 

27.049 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.218 

-0.15 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Bhojewala 

0801000900289000 

38.493 

Saline 

Non-command 

Non-command 

Younger Alluvium 

12.089 

0.08 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.09 

0.03 

0.002 

0.05 

0.12 


Bhojoosar 

0801000900301000 

12.196 

Saline 

Non-command 

Non-command 

Younger Alluvium 

12.196 

-0.60 

0.200 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.002 

0.17 

0.38 








Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

(23J 

(24j 

(25j 


( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.20 

0.22 

(128.94) 

0.17 

0.13 

0.30 

0.06 

0.29 

0.05 

- 

0.0798 

0.0966 

- 

0.176 

0.231 

0.529 

0.026 

0.502 

0.012 

2.38 

Safe 

TOPARIYA BARANI 

0802000600449700 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

- 

Safe 



0.20 

0.54 

- 

0.54 

- 

0.54 

0.06 

0.31 

0.13 

- 

0.0609 

0.0861 

- 

0.147 

0.277 

0.819 

0.082 

0.737 

0.028 

3.78 

Safe 

Tunda Kheri 

0804000200583400 

0.08 

0.02 

(51.79) 

0.02 

- 

0.02 

0.06 

0.36 

0.00 

- 

0.0065 

0.0073 

- 

0.014 

0.018 

0.036 

0.002 

0.034 

0.012 

34.96 

Safe 

UTRADABAS 

0802000700490600 

0.12 

0.65 

(77.55) 

0.52 

- 

0.52 

0.06 

0.35 

0.13 

- 

0.1304 

0.1474 

- 

0.278 

0.412 

0.928 

0.046 

0.881 

0.046 

5.20 

Safe 

Vijaypura 

0804000200595700 

0.06 

0.23 

- 

0.23 

- 

0.23 

0.06 

0.37 

0.04 

- 

- 

- 

- 

- 

0.041 

0.272 

0.027 

0.244 

0.063 

25.70 

Safe 

1 BJW 

0801000900289600 

0.25 

0.06 

46.54 

0.08 

0.02 

0.10 

0.03 

0.13 

0.02 

0.0400 

0.0072 

0.0136 

- 

0.061 

0.078 

0.180 

0.009 

0.171 

0.333 

195.30 

Over Exploited 



0.25 

0.01 

254.11 

0.01 

0.01 

0.02 

0.01 

0.05 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.045 

0.002 

0.043 

0.135 

314.50 

Over Exploited 

1 CLD 

0802000500421300 

0.20 

0.00 

641.79 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0022 

0.0025 

- 

0.005 

0.005 

0.009 

0.000 

0.009 

0.041 

479.98 

Over Exploited 

1JBD 

0802000500422000 

0.20 

0.11 

(32.41) 

0.09 

0.06 

0.16 

0.05 

0.22 

0.03 

0.0300 

0.0319 

0.0451 

- 

0.107 

0.137 

0.294 

0.015 

0.279 

0.308 

110.51 

Over Exploited 

1 KDM 

0802000500416900 

0.20 

0.00 

2,397.20 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0017 

0.0019 

- 

0.004 

0.004 

0.006 

0.000 

0.006 

0.000 

0.31 

Safe 

1 KHD 

0802000500422500 

0.20 

0.05 

(73.60) 

0.04 

0.04 

0.08 

0.03 

0.14 

0.01 

0.0100 

0.0237 

0.0335 

- 

0.067 

0.081 

0.164 

0.008 

0.156 

0.089 

57.38 

Safe 

1 KND 

0801000900290100 

0.25 

0.02 

343.72 

0.03 

0.04 

0.06 

0.01 

0.07 

0.01 

0.0200 

0.0127 

0.0240 

- 

0.057 

0.063 

0.126 

0.006 

0.120 

0.135 

112.56 

Over Exploited 

1 MC 

0801000900294200 

0.25 

0.00 

179.89 

0.00 

- 

0.00 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.000 

1.47 

Safe 

1 MC BARANI 

0801000900294100 

0.25 

0.01 

(47.44) 

0.01 

- 

0.01 

0.02 

0.08 

0.00 

- 

- 

- 

- 

- 

0.002 

0.007 

0.000 

0.007 

0.009 

134.38 

Over Exploited 

1 PPN 

0801000900288500 

0.25 

0.08 

- 

0.08 

0.01 

0.09 

0.04 

0.21 

0.02 

0.0300 

- 

- 

- 

0.030 

0.051 

0.139 

0.014 

0.125 

0.252 

201.11 

Over Exploited 

1 SMR 

0801000900293100 

0.25 

0.02 

154.24 

0.02 

0.01 

0.04 

0.01 

0.05 

0.01 

0.0100 

0.0055 

0.0104 

- 

0.026 

0.031 

0.067 

0.003 

0.063 

0.045 

71.48 

Semi Critical 



0.25 

0.19 

(10.44) 

0.17 

0.01 

0.18 

0.03 

0.16 

0.05 

0.0200 

- 

- 

- 

0.020 

0.069 

0.247 

0.012 

0.234 

0.136 

57.91 

Safe 

1 TTD 

0801000900291900 

0.25 

0.03 

236.60 

0.04 

0.04 

0.08 

0.03 

0.16 

0.01 

0.0500 

0.0102 

0.0144 

- 

0.075 

0.083 

0.160 

0.008 

0.152 

0.423 

279.06 

Over Exploited 

122 1/2 RD 

0802000500421900 

0.20 

0.08 

(25.91) 

0.06 

0.05 

0.11 

0.05 

0.22 

0.02 

0.0200 

0.0221 

0.0312 

- 

0.073 

0.094 

0.205 

0.010 

0.195 

0.146 

75.01 

Semi Critical 

143 RD 

0801000900292000 

0.25 

0.00 

615.98 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.014 

0.001 

0.013 

0.045 

338.46 

Over Exploited 



0.25 

0.03 

65.75 

0.04 

0.03 

0.06 

0.03 

0.13 

0.01 

0.0200 

0.0083 

0.0157 

- 

0.044 

0.052 

0.115 

0.006 

0.109 

0.135 

123.93 

Over Exploited 

156 RDL 

0801000900292500 

0.25 

0.00 

17,388.07 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.25 

0.11 

(10.88) 

0.09 

0.04 

0.13 

0.04 

0.21 

0.03 

- 

0.0184 

0.0346 

- 

0.053 

0.081 

0.214 

0.011 

0.204 

0.027 

13.42 

Safe 

156 RDR 

0801000900290000 

0.25 

0.00 

1,451.63 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.25 

0.00 

106,647.14 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

165 RD 

0801000900292600 

0.25 

0.08 

(3.78) 

0.08 

- 

0.08 

0.04 

0.17 

0.02 

0.0100 

- 

- 

- 

0.010 

0.031 

0.108 

0.005 

0.103 

0.108 

105.39 

Over Exploited 



0.25 

0.00 

256.74 

0.01 

0.01 

0.01 

0.01 

0.04 

0.00 

- 

0.0039 

0.0074 

- 

0.011 

0.012 

0.026 

0.001 

0.025 

0.027 

110.33 

Over Exploited 

168 RDL 

0801000900292700 

0.25 

0.17 

(41.82) 

0.13 

- 

0.13 

0.04 

0.21 

0.04 

0.0100 

- 

- 

- 

0.010 

0.054 

0.189 

0.009 

0.179 

0.046 

25.40 

Safe 

185 RD-A 

0801000900289100 

0.25 

0.03 

(7.67) 

0.03 

0.01 

0.04 

0.02 

0.08 

0.01 

- 

0.0061 

0.0116 

- 

0.018 

0.026 

0.068 

0.003 

0.065 

0.009 

14.37 

Safe 



0.25 

0.10 

(38.00) 

0.08 

- 

0.08 

0.03 

0.13 

0.03 

- 

- 

- 

- 

- 

0.027 

0.107 

0.005 

0.101 

0.018 

18.24 

Safe 

185 RD-B 

0801000900289200 

0.25 

0.01 

248.33 

0.01 

0.01 

0.02 

0.01 

0.03 

0.00 

- 

0.0041 

0.0077 

- 

0.012 

0.014 

0.031 

0.002 

0.029 

0.000 

0.63 

Safe 

191 1\2 RD 

0801000900293300 

0.25 

0.06 

(24.67) 

0.05 

0.01 

0.06 

0.05 

0.21 

0.02 

0.0200 

- 

- 

- 

0.020 

0.037 

0.099 

0.005 

0.094 

0.144 

153.52 

Over Exploited 

10SPD 

0801000900291600 

0.25 

0.03 

194.48 

0.04 

0.03 

0.07 

0.02 

0.10 

0.01 

- 

0.0158 

0.0223 

- 

0.038 

0.047 

0.113 

0.006 

0.108 

0.018 

16.93 

Safe 

2 JBD 

0801000900292200 

0.25 

0.24 

46.76 

0.29 

0.11 

0.39 

0.05 

0.22 

0.06 

0.0300 

0.0537 

0.0759 

- 

0.160 

0.222 

0.613 

0.031 

0.583 

0.289 

49.55 

Safe 

2 KHD 

0802000500421500 

0.20 

0.07 

(83.47) 

0.05 

0.04 

0.10 

0.04 

0.19 

0.02 

0.0100 

0.0278 

0.0314 

- 

0.069 

0.087 

0.183 

0.009 

0.173 

0.130 

75.14 

Semi Critical 

2 KND 

0801000900289900 

0.25 

0.10 

0.35 

0.10 

- 

0.10 

0.03 

0.14 

0.03 

0.0100 

- 

- 

- 

0.010 

0.037 

0.140 

0.007 

0.133 

0.072 

54.67 

Safe 

2 PPN 

0801000900288300 

0.25 

0.05 

- 

0.05 

0.01 

0.06 

0.03 

0.14 

0.01 

0.0200 

- 

- 

- 

0.020 

0.034 

0.099 

0.010 

0.089 

0.171 

192.94 

Over Exploited 



0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0023 

0.0026 

- 

0.005 

0.005 

0.009 

0.001 

0.008 

0.018 

219.29 

Over Exploited 

2 SMR 

0801000900293000 

0.25 

0.01 

102.39 

0.01 

0.00 

0.02 

0.01 

0.07 

0.00 

0.0100 

0.0024 

0.0046 

- 

0.017 

0.020 

0.039 

0.002 

0.037 

0.045 

122.89 

Over Exploited 



0.25 

0.05 

0.90 

0.05 

- 

0.05 

0.03 

0.15 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.079 

0.004 

0.075 

0.090 

120.96 

Over Exploited 

2 SPD 

0802000500418400 

0.20 

0.01 

16.28 

0.01 

0.02 

0.02 

0.01 

0.05 

0.00 

- 

0.0107 

0.0121 

- 

0.023 

0.025 

0.049 

0.002 

0.046 

0.032 

69.08 

Safe 

217 RD 

0801000900288900 

0.25 

0.09 

(62.35) 

0.07 

- 

0.07 

0.05 

0.21 

0.02 

0.0100 

- 

- 

- 

0.010 

0.035 

0.109 

0.005 

0.104 

0.090 

86.89 

Semi Critical 

226 RDL 

0801000900293700 

0.25 

0.24 

(50.84) 

0.19 

0.01 

0.20 

0.05 

0.22 

0.06 

0.0200 

- 

- 

- 

0.020 

0.084 

0.289 

0.014 

0.274 

0.199 

72.40 

Semi Critical 

226 RDR 

0801000900288800 

0.25 

0.17 

(60.05) 

0.14 

- 

0.14 

0.05 

0.21 

0.04 

0.0100 

- 

- 

- 

0.010 

0.055 

0.190 

0.010 

0.181 

0.064 

35.18 

Safe 

235 RD 

0801000900293800 

0.25 

0.03 

125.62 

0.04 

- 

0.04 

0.03 

0.13 

0.01 

- 

- 

- 

- 

- 

0.009 

0.047 

0.002 

0.045 

0.099 

221.15 

Over Exploited 

3 CLD 

0802000500422800 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0010 

0.0014 

- 

0.002 

0.002 

0.004 

0.000 

0.004 

0.024 

624.05 

Over Exploited 

3 JBD 

0802000500422400 

0.20 

0.13 

(74.18) 

0.11 

0.08 

0.19 

0.05 

0.23 

0.03 

0.0500 

0.0364 

0.0514 

- 

0.138 

0.173 

0.361 

0.018 

0.343 

0.471 

137.12 

Over Exploited 

3 KDM 

0802000500416800 

0.20 

0.06 

16.98 

0.07 

0.06 

0.13 

0.03 

0.14 

0.02 

0.0200 

0.0323 

0.0365 

- 

0.089 

0.104 

0.233 

0.012 

0.221 

0.178 

80.61 

Semi Critical 

3 KHD 

0802000500421600 

0.20 

0.13 

(50.18) 

0.10 

0.08 

0.18 

0.05 

0.23 

0.03 

0.0200 

0.0440 

0.0497 

- 

0.114 

0.147 

0.327 

0.016 

0.310 

0.211 

68.18 

Safe 

3 PPN 

0801000900288200 

0.25 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.030 

0.003 

0.027 

0.099 

369.89 

Over Exploited 



0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0004 

0.0005 

- 

0.001 

0.001 

0.002 

0.000 

0.001 

0.000 

0.36 

Safe 

3 SMR 

0801000900292800 

0.25 

0.14 

(55.13) 

0.11 

0.01 

0.12 

0.05 

0.22 

0.04 

0.0200 

- 

- 

- 

0.020 

0.057 

0.179 

0.009 

0.170 

0.135 

79.56 

Semi Critical 

3 SPD 

0802000500418300 

0.20 

0.07 

(26.38) 

0.06 

0.06 

0.11 

0.03 

0.17 

0.02 

0.0200 

0.0325 

0.0367 

- 

0.089 

0.108 

0.223 

0.011 

0.211 

0.170 

80.59 

Semi Critical 

4 CLD 

0802000500422700 

0.20 

0.10 

- 

0.10 

0.08 

0.19 

0.03 

0.15 

0.03 

0.0200 

0.0437 

0.0617 

- 

0.125 

0.153 

0.342 

0.034 

0.307 

0.179 

58.10 

Safe 

4 JBD 

0802000500422300 

0.20 

0.21 

- 

0.21 

0.11 

0.32 

0.05 

0.22 

0.05 

0.0200 

0.0575 

0.0813 

- 

0.159 

0.213 

0.530 

0.053 

0.477 

0.163 

34.12 

Safe 

4 KHD 

0802000500421700 

0.20 

0.22 

(59.60) 

0.17 

0.10 

0.27 

0.05 

0.22 

0.06 

0.0100 

0.0595 

0.0841 

- 

0.154 

0.210 

0.485 

0.024 

0.461 

0.114 

24.71 

Safe 

4 PPN 

0801000900288400 

0.25 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

4 SMR 

0801000900292900 

0.25 

0.13 

- 

0.13 

- 

0.13 

0.05 

0.22 

0.03 

- 

- 

- 

- 

- 

0.034 

0.165 

0.016 

0.148 

0.036 

24.53 

Safe 

5 JBD 

0802000500422100 

0.20 

0.07 

(78.24) 

0.06 

0.04 

0.10 

0.05 

0.22 

0.02 

0.0200 

0.0200 

0.0282 

- 

0.068 

0.087 

0.189 

0.009 

0.180 

0.170 

94.82 

Critical 

5 KHD 

0802000500421800 

0.20 

0.15 

(18.49) 

0.12 

0.08 

0.20 

0.05 

0.22 

0.04 

0.0300 

0.0416 

0.0588 

- 

0.131 

0.170 

0.373 

0.019 

0.354 

0.268 

75.51 

Semi Critical 

6 JBD 

0802000500422200 

0.20 

0.00 

8.30 

0.00 

0.01 

0.01 

0.01 

0.05 

0.00 

- 

0.0040 

0.0056 

- 

0.010 

0.010 

0.020 

0.001 

0.019 

0.032 

165.24 

Over Exploited 

9 SPD-A 

0801000900291500 

0.25 

0.00 

2,507.27 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0013 

0.0015 

- 

0.003 

0.003 

0.005 

0.000 

0.005 

0.000 

0.29 

Safe 

BANGASAR 

0802000500441000 

0.20 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

- 

0.0024 

0.0045 

- 

0.007 

0.007 

0.012 

0.001 

0.011 

0.000 

1.00 

Safe 



0.20 

0.26 

- 

0.26 

- 

0.26 

0.02 

0.08 

0.07 

- 

- 

- 

- 

- 

0.067 

0.325 

0.033 

0.293 

0.003 

0.89 

Safe 

BANNASAR 

0802000500445400 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.001 

0.003 

0.000 

0.002 

0.000 

7.15 

Safe 

Bhojewala 

0801000900289000 

0.25 

0.16 

(47.04) 

0.13 

- 

0.13 

0.01 

0.07 

0.04 

- 

- 

- 

- 

- 

0.043 

0.171 

0.009 

0.163 

0.029 

17.58 

Safe 

Bhojoosar 

0801000900301000 

0.25 

0.53 

- 

0.53 

- 

0.53 

0.05 

0.22 

0.14 

- 

- 

- 

- 

- 

0.138 

0.663 

0.066 

0.597 

0.083 

13.84 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Chaharsar 

080100090030120C 

21.159 

Saline 

Non-command 

Non-command 

Younger Alluvium 

21.159 

-0.41 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.17 

0.36 


Chak Bhagwanwala 

0801000900288700 

1.246 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.203 

0.19 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.02 

0.05 

0.000 

0.16 

0.39 


Chak Sadani 

0801000900293900 

1.063 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.207 

0.41 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.03 

0.08 


Deidaspura 

0801000900300600 

3.456 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.833 

0.20 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.000 

0.04 

0.10 







Non-command 

Younger Alluvium 

0.724 

0.20 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.02 

0.000 

0.04 

0.08 


DHANDHUSAR 

0802000500445100 

37.570 

Saline 

Non-command 

Non-command 

Younger Alluvium 

37.570 

-0.21 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.18 

0.36 


Dhani Chhiplai 

0803000300511000 

25.234 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

10.084 

-0.51 

0.080 

0.00 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.00 

0.010 

0.08 

0.18 






Non-command 

Non-command 

Older Alluvium 

11.563 

-0.51 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.011 

0.09 

0.20 


DHIRDESAR 

0802000500445200 

21.904 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.587 

-0.24 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.05 

0.10 







Non-command 

Younger Alluvium 

16.318 

-0.24 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.13 

0.28 


Didwana 

0801000900299700 

2.467 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.385 

0.16 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.04 

0.000 

0.10 

0.22 







Non-command 

Younger Alluvium 

1.082 

0.16 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.03 

0.000 

0.08 

0.17 


Eta 

0801000900292300 

45.713 

Saline 

Non-command 

Non-command 

Younger Alluvium 

22.197 

0.30 

0.200 

0.05 

0.01 

0.00 

0.00 

0.00 

1.38 

0.71 

0.22 

0.003 

0.08 

0.16 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

9.534 

0.30 

0.200 

0.02 

0.00 

0.05 

0.09 

0.00 

0.45 

0.23 

0.09 

0.001 

0.04 

0.07 


Faridsar 

0801000900293500 

24.595 

Saline 

Non-command 

Non-command 

Younger Alluvium 

24.595 

-0.78 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.003 

0.17 

0.38 


Gusainsar 

0801000900301300 

31.047 

Saline 

Non-command 

Non-command 

Younger Alluvium 

31.047 

-0.46 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.18 

0.36 


HARDASWALI 

0802000500440900 

56.653 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

2.861 

-0.10 

0.090 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.02 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

5.371 

-0.10 

0.090 

0.00 

0.00 

0.04 

0.05 

0.00 

0.00 

0.00 

0.02 

0.001 

0.02 

0.03 


Jaisa Bhatti 

0801000900292100 

4.836 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.836 

0.59 

0.200 

0.02 

0.00 

0.03 

0.05 

0.00 

0.51 

0.27 

0.06 

0.001 

0.17 

0.33 


Jaitpura 

0803000300511100 

200.128 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

7.655 

-0.52 

0.080 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.007 

0.01 

0.02 






Non-command 

Non-command 

Older Alluvium 

7.307 

-0.52 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.007 

0.01 

0.02 


Kaloosar 

0801000900292400 

12.007 

Saline 

Non-command 

Non-command 

Younger Alluvium 

11.469 

0.24 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.56 

0.28 

0.04 

0.002 

0.16 

0.33 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.537 

0.24 

0.200 

0.00 

0.00 

0.00 

0.01 

0.00 

0.02 

0.01 

0.00 

0.000 

0.01 

0.02 


Kardoo 

0801000900300400 

51.895 

Saline 

Non-command 

Non-command 

Younger Alluvium 

21.053 

0.10 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.42 

0.19 

0.02 

0.003 

0.07 

0.16 


Kaunpalsar 

0801000900300900 

20.243 

Saline 

Non-command 

Non-command 

Younger Alluvium 

17.323 

-0.36 

0.200 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.002 

0.15 

0.33 


Khariya 

0801000900299600 

66.366 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

0.019 

0.01 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Older Alluvium 

37.369 

0.01 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.00 

0.005 

0.10 

0.24 


KHODA 

0802000500422600 

7.416 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.473 

-0.03 

0.090 

0.01 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.05 

0.000 

0.09 

0.15 


Kishanpura 

0801000900277600 

33.315 

Saline 

Non-command 

Non-command 

Younger Alluvium 

3.666 

-0.05 

0.200 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.000 

0.02 

0.04 


Lader 

0801000900300800 

7.602 

Saline 

Non-command 

Non-command 

Younger Alluvium 

7.602 

-0.11 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.17 

0.39 


MALKASAR 

0802000500441100 

21.198 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

5.448 

-0.19 

0.090 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.001 

0.05 

0.09 


Mokalsar 

0801000900299800 

14.224 

Saline 

Non-command 

Non-command 

Older Alluvium 

9.577 

0.02 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.24 

0.001 

0.12 

0.27 







Non-command 

Younger Alluvium 

4.299 

0.02 

0.200 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.11 

0.001 

0.05 

0.12 


MOTAIR 

0802000500445000 

46.928 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

6.924 

-0.16 

0.090 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.001 

0.03 

0.05 






Non-command 

Non-command 

Younger Alluvium 

28.785 

-0.16 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.11 

0.23 


Rajpura Piperan 

0801000900288600 

10.403 

Saline 

Non-command 

Non-command 

Younger Alluvium 

10.359 

0.12 

0.200 

0.08 

0.01 

0.00 

0.00 

0.00 

0.31 

0.13 

0.32 

0.001 

0.17 

0.40 


RATNA DESAR 

0802000500445800 

10.627 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

0.026 

-0.30 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Older Alluvium 

0.880 

-0.30 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 


Rattasar 

0801000900301100 

19.875 

Saline 

Non-command 

Non-command 

Younger Alluvium 

19.875 

-0.72 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.17 

0.37 


Rayanwali 

0801000900293600 

26.996 

Saline 

Non-command 

Non-command 

Younger Alluvium 

22.961 

0.41 

0.200 

0.03 

0.00 

0.00 

0.00 

0.00 

1.89 

0.81 

0.13 

0.003 

0.14 

0.34 


REKH BODLAN 

0802000500444900 

11.595 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.809 

-0.06 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.03 


REKH KHOKHARSAR 

0802000500444800 

4.786 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.879 

-0.03 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.07 


Sabniyan 

0803000300510900 

36.039 

Saline 

Non-command 

Non-command 

Older Alluvium 

36.024 

-0.30 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.035 

0.18 

0.41 


Sanwalsar 

0801000900301400 

18.537 

Saline 

Non-command 

Non-command 

Younger Alluvium 

18.537 

-0.43 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.18 

0.38 


Sardarpura Khartha 

0801000900291700 

4.907 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.873 

0.62 

0.200 

0.02 

0.00 

0.01 

0.01 

0.00 

0.11 

0.06 

0.06 

0.000 

0.03 

0.06 


Singrasar 

0801000900300700 

22.739 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.873 

-0.23 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.03 







Non-command 

Younger Alluvium 

20.866 

-0.23 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.16 

0.35 


SIRASAR 

0802000500445500 

13.142 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.874 

-0.28 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.06 


Somansar 

0801000900293200 

15.183 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

10.492 

0.15 

0.200 

0.04 

0.01 

0.02 

0.04 

0.00 

0.28 

0.13 

0.17 

0.001 

0.12 

0.26 






Non-command 

Non-command 

Younger Alluvium 

4.691 

0.15 

0.200 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.07 

0.07 

0.001 

0.05 

0.11 


Thukrana 

0801000900293400 

65.866 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

1.658 

-0.86 

0.200 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 






Non-command 

Non-command 

Younger Alluvium 

64.208 

-0.86 

0.200 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.008 

0.17 

0.37 


Tilawali 

0801000900277700 

14.919 

Saline 

Non-command 

Non-command 

Younger Alluvium 

3.772 

-0.13 

0.200 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.000 

0.04 

0.10 


UDASARCHHOTA 

0802000500445300 

30.328 

Saline 

Non-command 

Non-command 

Older Alluvium 

17.995 

-0.29 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.11 

0.23 







Non-command 

Younger Alluvium 

2.403 

-0.29 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.03 

16003022 

1 A-BARANI 

0802000200344800 

8.776 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.015 

-0.15 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

8.761 

-0.15 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.034 

0.24 

0.30 


1 AG 

0802000200339000 

1.275 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.014 

0.12 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.000 

0.12 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Younger Alluvium 

0.050 

0.12 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.210 

0.12 

0.150 

0.03 

0.01 

0.01 

0.02 

0.00 

0.01 

0.01 

0.10 

0.005 

0.20 

0.31 


1 BRW 

0802000200335000 

3.842 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

2.608 

-0.33 

0.150 

0.07 

0.02 

0.04 

0.09 

0.00 

0.00 

0.00 

0.26 

0.010 

0.15 

0.22 


1 DBL 

0802000200338700 

1.603 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.006 

0.12 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.033 

0.12 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.563 

0.12 

0.150 

0.04 

0.01 

0.02 

0.02 

0.00 

0.02 

0.01 

0.15 

0.006 

0.21 

0.32 


1 MZW 

0802000200340000 

1.661 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.661 

-0.03 

0.150 

0.02 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.06 

0.006 

0.21 

0.33 


1 MZW SM 

0802000200339900 

1.884 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.884 

0.07 

0.150 

0.03 

0.01 

0.02 

0.03 

0.00 

-0.01 

-0.01 

0.10 

0.007 

0.21 

0.33 


1 NDR 

0802000200335500 

1.803 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.000 

0.12 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Chaharsar 

0801000900301200 

0.25 

0.92 

- 

0.92 

- 

0.92 

0.05 

0.22 

0.24 

- 

- 

- 

- 

- 

0.241 

1.160 

0.116 

1.044 

0.003 

0.27 

Safe 

Chak Bhagwanwala 

0801000900288700 

0.25 

0.05 

(52.14) 

0.04 

- 

0.04 

0.04 

0.21 

0.01 

0.0100 

- 

- 

- 

0.010 

0.023 

0.063 

0.003 

0.059 

0.054 

91.17 

Critical 

Chak Sadani 

0801000900293900 

0.25 

0.00 

318.82 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.000 

1.13 

Safe 

Deidaspura 

0801000900300600 

0.15 

0.01 

40.02 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.007 

0.018 

246.91 

Over Exploited 



0.25 

0.01 

92.22 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.002 

0.010 

0.000 

0.009 

0.018 

195.80 

Over Exploited 

DHANDHUSAR 

0802000500445100 

0.20 

1.34 

- 

1.34 

0.00 

1.34 

0.05 

0.23 

0.35 

- 

- 

- 

0.001 

0.001 

0.351 

1.695 

0.169 

1.525 

0.005 

0.33 

Safe 

Dhani Chhiplai 

0803000300511000 

0.12 

0.09 

- 

0.09 

0.04 

0.13 

0.02 

0.09 

0.02 

- 

0.0194 

0.0274 

0.003 

0.050 

0.073 

0.199 

0.020 

0.179 

0.010 

5.41 

Safe 



0.12 

0.12 

- 

0.12 

- 

0.12 

0.02 

0.11 

0.03 

- 

- 

- 

- 

- 

0.031 

0.151 

0.015 

0.136 

0.011 

8.20 

Safe 

DHIRDESAR 

0802000500445200 

0.12 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.06 

0.01 

- 

- 

- 

- 

- 

0.008 

0.038 

0.004 

0.035 

0.009 

25.33 

Safe 



0.20 

0.43 

- 

0.43 

- 

0.43 

0.03 

0.17 

0.11 

- 

- 

- 

- 

- 

0.113 

0.546 

0.055 

0.491 

0.010 

2.08 

Safe 

Didwana 

0801000900299700 

0.15 

0.02 

(29.82) 

0.02 

- 

0.02 

0.03 

0.12 

0.01 

- 

- 

- 

- 

- 

0.005 

0.022 

0.001 

0.021 

0.036 

175.00 

Over Exploited 



0.25 

0.02 

(4.18) 

0.02 

- 

0.02 

0.02 

0.10 

0.01 

- 

- 

- 

- 

- 

0.005 

0.025 

0.001 

0.024 

0.027 

112.30 

Over Exploited 

Eta 

0801000900292300 

0.25 

0.47 

51.39 

0.56 

0.01 

0.57 

0.02 

0.11 

0.12 

0.0200 

- 

- 

- 

0.020 

0.143 

0.716 

0.036 

0.680 

0.219 

32.20 

Safe 



0.25 

0.09 

166.38 

0.10 

0.15 

0.25 

0.01 

0.05 

0.02 

0.0100 

0.0701 

0.1321 

- 

0.212 

0.235 

0.487 

0.024 

0.462 

0.091 

19.74 

Safe 

Faridsar 

0801000900293500 

0.25 

1.05 

- 

1.05 

- 

1.05 

0.05 

0.22 

0.28 

- 

- 

- 

- 

- 

0.277 

1.328 

0.133 

1.196 

0.021 

1.78 

Safe 

Gusainsar 

0801000900301300 

0.25 

1.36 

- 

1.36 

- 

1.36 

0.05 

0.22 

0.36 

- 

- 

- 

- 

- 

0.357 

1.719 

0.172 

1.547 

0.004 

0.26 

Safe 

HARDASWALI 

0802000500440900 

0.20 

0.01 

- 

0.01 

0.02 

0.02 

0.00 

0.01 

0.00 

- 

0.0110 

0.0155 

- 

0.027 

0.028 

0.052 

0.005 

0.047 

0.008 

17.88 

Safe 



0.20 

0.02 

- 

0.02 

0.09 

0.11 

0.00 

0.02 

0.00 

- 

0.0527 

0.0744 

- 

0.127 

0.132 

0.241 

0.024 

0.217 

0.017 

7.70 

Safe 

Jaisa Bhatti 

0801000900292100 

0.25 

0.21 

28.90 

0.25 

0.07 

0.32 

0.05 

0.22 

0.05 

0.0100 

0.0356 

0.0670 

- 

0.113 

0.167 

0.491 

0.025 

0.467 

0.064 

13.64 

Safe 

Jaitpura 

0803000300511100 

0.12 

0.01 

- 

0.01 

0.03 

0.03 

0.00 

0.01 

0.00 

- 

0.0147 

0.0208 

- 

0.036 

0.037 

0.070 

0.007 

0.063 

0.007 

11.76 

Safe 



0.12 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.002 

0.008 

0.001 

0.007 

0.007 

95.87 

Critical 

Kaloosar 

0801000900292400 

0.25 

0.47 

(40.73) 

0.38 

- 

0.38 

0.04 

0.21 

0.12 

- 

- 

- 

- 

- 

0.124 

0.500 

0.025 

0.475 

0.038 

7.90 

Safe 



0.25 

0.00 

733.72 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0040 

0.0074 

- 

0.011 

0.012 

0.021 

0.001 

0.020 

0.000 

0.35 

Safe 

Kardoo 

0801000900300400 

0.25 

0.37 

(49.53) 

0.29 

- 

0.29 

0.02 

0.09 

0.10 

- 

- 

- 

- 

- 

0.097 

0.390 

0.020 

0.371 

0.021 

5.60 

Safe 

Kaunpalsar 

0801000900300900 

0.25 

0.64 

- 

0.64 

- 

0.64 

0.04 

0.19 

0.17 

- 

- 

- 

- 

- 

0.168 

0.812 

0.081 

0.730 

0.083 

11.40 

Safe 

Khariya 

0801000900299600 

0.15 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.57 

(96.29) 

0.46 

- 

0.46 

0.03 

0.13 

0.15 

- 

- 

- 

- 

- 

0.149 

0.608 

0.030 

0.578 

0.005 

0.85 

Safe 

KHODA 

0802000500422600 

0.20 

0.06 

- 

0.06 

0.06 

0.12 

0.02 

0.11 

0.02 

0.0100 

0.0341 

0.0481 

- 

0.092 

0.108 

0.225 

0.023 

0.203 

0.049 

24.41 

Safe 

Kishanpura 

0801000900277600 

0.25 

0.02 

- 

0.02 

0.01 

0.03 

0.00 

0.02 

0.00 

0.0200 

- 

- 

- 

0.020 

0.025 

0.052 

0.005 

0.046 

0.171 

368.99 

Over Exploited 

Lader 

0801000900300800 

0.25 

0.33 

- 

0.33 

- 

0.33 

0.05 

0.22 

0.09 

- 

- 

- 

- 

- 

0.087 

0.419 

0.042 

0.377 

0.001 

0.26 

Safe 

MALKASAR 

0802000500441100 

0.20 

0.05 

- 

0.05 

0.02 

0.07 

0.01 

0.06 

0.01 

- 

0.0105 

0.0148 

- 

0.025 

0.039 

0.110 

0.011 

0.099 

0.001 

0.74 

Safe 

Mokalsar 

0801000900299800 

0.15 

0.17 

(79.21) 

0.14 

- 

0.14 

0.03 

0.15 

0.04 

0.0100 

- 

- 

- 

0.010 

0.055 

0.192 

0.010 

0.182 

0.244 

134.24 

Over Exploited 



0.25 

0.06 

(63.12) 

0.05 

- 

0.05 

0.01 

0.07 

0.01 

- 

- 

- 

- 

- 

0.015 

0.061 

0.003 

0.058 

0.109 

187.46 

Over Exploited 

MOTAIR 

0802000500445000 

0.20 

0.04 

- 

0.04 

0.02 

0.06 

0.01 

0.03 

0.01 

- 

0.0133 

0.0188 

- 

0.032 

0.042 

0.102 

0.010 

0.092 

0.001 

1.02 

Safe 



0.20 

0.64 

- 

0.64 

- 

0.64 

0.03 

0.14 

0.17 

- 

- 

- 

- 

- 

0.167 

0.810 

0.081 

0.729 

0.004 

0.53 

Safe 

Rajpura Piperan 

0801000900288600 

0.25 

0.44 

(69.62) 

0.35 

0.01 

0.36 

0.04 

0.21 

0.12 

0.0400 

- 

- 

- 

0.040 

0.156 

0.516 

0.026 

0.491 

0.325 

66.33 

Safe 

RATNA DESAR 

0802000500445800 

0.12 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.000 

6.30 

Safe 

Rattasar 

0801000900301100 

0.25 

0.86 

- 

0.86 

- 

0.86 

0.05 

0.22 

0.23 

- 

- 

- 

- 

- 

0.226 

1.087 

0.109 

0.978 

0.003 

0.27 

Safe 

Rayanwali 

0801000900293600 

0.25 

0.83 

(1.96) 

0.81 

- 

0.81 

0.04 

0.18 

0.22 

- 

- 

- 

- 

- 

0.220 

1.035 

0.052 

0.983 

0.129 

13.12 

Safe 

REKH BODLAN 

0802000500444900 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0016 

0.0022 

- 

0.004 

0.004 

0.009 

0.001 

0.008 

0.000 

1.33 

Safe 

REKH KHOKHARSAR 

0802000500444800 

0.20 

0.01 

- 

0.01 

0.00 

0.01 

0.01 

0.04 

0.00 

- 

0.0017 

0.0024 

- 

0.004 

0.006 

0.015 

0.001 

0.013 

0.000 

0.90 

Safe 

Sabniyan 

0803000300510900 

0.12 

0.79 

- 

0.79 

- 

0.79 

0.05 

0.23 

0.20 

- 

- 

- 

- 

- 

0.204 

0.993 

0.099 

0.893 

0.035 

3.88 

Safe 

Sanwalsar 

0801000900301400 

0.25 

0.81 

- 

0.81 

- 

0.81 

0.05 

0.22 

0.21 

- 

- 

- 

- 

- 

0.212 

1.025 

0.102 

0.922 

0.002 

0.26 

Safe 

Sardarpura Khartha 

0801000900291700 

0.25 

0.01 

828.34 

0.01 

0.02 

0.02 

0.01 

0.04 

0.00 

0.0100 

0.0086 

0.0121 

- 

0.031 

0.032 

0.056 

0.003 

0.053 

0.063 

119.27 

Over Exploited 

Singrasar 

0801000900300700 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.001 

0.005 

0.000 

5.31 

Safe 



0.25 

0.84 

- 

0.84 

- 

0.84 

0.04 

0.20 

0.22 

- 

- 

- 

- 

- 

0.220 

1.061 

0.106 

0.955 

0.003 

0.29 

Safe 

SIRASAR 

0802000500445500 

0.12 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.002 

0.007 

0.001 

0.007 

0.000 

3.75 

Safe 

Somansar 

0801000900293200 

0.25 

0.31 

(57.70) 

0.25 

0.07 

0.32 

0.03 

0.15 

0.08 

0.0200 

0.0302 

0.0570 

- 

0.107 

0.189 

0.507 

0.025 

0.482 

0.172 

35.76 

Safe 



0.25 

0.06 

20.09 

0.07 

- 

0.07 

0.01 

0.07 

0.02 

0.0100 

- 

- 

- 

0.010 

0.026 

0.100 

0.005 

0.095 

0.073 

76.23 

Semi Critical 

Thukrana 

0801000900293400 

0.25 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0032 

0.0045 

- 

0.008 

0.008 

0.015 

0.002 

0.014 

0.000 

1.57 

Safe 



0.25 

2.68 

- 

2.68 

- 

2.68 

0.04 

0.21 

0.71 

- 

- 

- 

- 

- 

0.707 

3.382 

0.338 

3.044 

0.026 

0.87 

Safe 

Tilawali 

0801000900277700 

0.25 

0.04 

- 

0.04 

0.01 

0.05 

0.01 

0.05 

0.01 

0.0200 

- 

- 

- 

0.020 

0.031 

0.081 

0.008 

0.073 

0.144 

197.75 

Over Exploited 

UDASAR CHHOTA 

0802000500445300 

0.12 

0.23 

- 

0.23 

- 

0.23 

0.03 

0.14 

0.06 

- 

- 

- 

- 

- 

0.060 

0.294 

0.029 

0.265 

0.010 

3.94 

Safe 



0.20 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.002 

0.009 

0.001 

0.008 

0.000 

4.12 

Safe 

1 A-BARANI 

0802000200344800 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.42 

- 

0.42 

- 

0.42 

0.06 

0.30 

0.11 

- 

0.0369 

0.0696 

- 

0.107 

0.214 

0.639 

0.064 

0.575 

0.042 

7.24 

Safe 

1 AG 

0802000200339000 

0.20 

0.00 

2,932.73 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.00 

609.30 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.008 

6,872.54 

Over Exploited 



0.20 

0.05 

(87.44) 

0.04 

0.04 

0.08 

0.06 

0.26 

0.01 

0.0200 

0.0208 

0.0252 

- 

0.066 

0.080 

0.162 

0.008 

0.154 

0.102 

66.06 

Safe 

1 BRW 

0802000200335000 

0.20 

0.08 

- 

0.08 

0.15 

0.23 

0.04 

0.19 

0.02 

0.0300 

0.0471 

0.1110 

- 

0.188 

0.210 

0.439 

0.044 

0.395 

0.267 

67.54 

Safe 

1 DBL 

0802000200338700 

0.20 

0.00 

9,917.52 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.00 

(780.21) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0006 

0.0007 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

6.01 

Safe 



0.20 

0.07 

(82.74) 

0.05 

0.05 

0.10 

0.06 

0.27 

0.02 

0.0300 

0.0268 

0.0325 

- 

0.089 

0.108 

0.212 

0.011 

0.202 

0.152 

75.35 

Semi Critical 

1 MZW 

0802000200340000 

0.20 

0.07 

- 

0.07 

0.04 

0.11 

0.06 

0.27 

0.02 

0.0100 

0.0244 

0.0345 

- 

0.069 

0.089 

0.202 

0.020 

0.182 

0.063 

34.86 

Safe 

1 MZW SM 

0802000200339900 

0.20 

0.08 

(109.68) 

0.06 

0.06 

0.13 

0.06 

0.27 

0.02 

0.0200 

0.0323 

0.0392 

- 

0.092 

0.114 

0.239 

0.012 

0.227 

0.104 

45.84 

Safe 

1 NDR 

0802000200335500 

0.20 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.046 

0.12 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


1 RPM 

080200060045290C 

3.075 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.538 

0.24 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.05 

0.04 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.564 

0.24 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.05 

0.05 


1 RWD 

080200020033890C 

1.485 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.402 

0.10 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.08 

0.002 

0.06 

0.09 





Saline 

Non-command 

Non-command 

Younger Alluvium 

1.026 

0.10 

0.150 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.03 

0.16 

0.004 

0.15 

0.22 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.057 

0.10 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


10 AG 

080200020034260C 

3.751 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.713 

-0.28 

0.150 

0.05 

0.01 

0.03 

0.04 

0.00 

0.00 

0.00 

0.16 

0.014 

0.21 

0.32 


10 AG-A 

0802000200342500 

2.573 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.193 

-0.20 

0.150 

0.04 

0.01 

0.02 

0.03 

0.00 

0.00 

0.00 

0.16 

0.008 

0.18 

0.28 


10DBL 

0802000200339500 

1.739 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.284 

0.13 

0.150 

0.02 

0.01 

0.02 

0.02 

0.00 

0.00 

0.00 

0.08 

0.005 

0.16 

0.25 


10 MZW 

0802000300384500 

7.400 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.001 

0.13 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


10 RWD 

0802000200343300 

2.743 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.238 

-0.29 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.005 

0.10 

0.15 





Saline 

Non-command 

Non-command 

Younger Alluvium 

1.492 

-0.29 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.006 

0.12 

0.17 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.012 

-0.29 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


11 AG 

0802000200341000 

2.337 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.337 

-0.17 

0.150 

0.02 

0.01 

0.02 

0.03 

0.00 

0.00 

0.00 

0.08 

0.009 

0.21 

0.33 


11 DBL 

0802000200341500 

1.273 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.178 

0.11 

0.150 

0.02 

0.00 

0.01 

0.02 

0.00 

0.01 

0.00 

0.07 

0.005 

0.20 

0.31 


11 RWD 

0802000200343600 

4.300 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.005 

-0.27 

0.150 

0.02 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.06 

0.004 

0.05 

0.08 


12 AG 

0802000200342400 

2.478 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.936 

0.01 

0.150 

0.01 

0.00 

0.01 

0.01 

0.00 

-0.01 

-0.01 

0.04 

0.004 

0.08 

0.13 


12 DBL 

0802000200341400 

2.901 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.901 

0.10 

0.150 

0.01 

0.00 

0.04 

0.04 

0.00 

-0.02 

-0.02 

0.04 

0.011 

0.21 

0.33 


13 AG 

0802000200343800 

2.956 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.021 

0.08 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


13 DBL 

0802000200341600 

1.377 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.377 

0.11 

0.150 

0.02 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.07 

0.005 

0.21 

0.34 


13 KNN 

0802000600455800 

4.916 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.000 

0.30 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


13 RWD 

0802000200344600 

3.428 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.008 

-0.27 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Younger Alluvium 

0.334 

-0.27 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.001 

0.02 

0.03 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.094 

-0.27 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


14 DBL 

0802000200341800 

3.621 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.347 

0.11 

0.150 

0.03 

0.01 

0.03 

0.05 

0.03 

-0.04 

-0.02 

0.11 

0.013 

0.19 

0.31 


14 KNN 

0802000600453000 

13.083 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.010 

0.13 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

11.674 

0.13 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.15 

0.00 

0.030 

0.24 

0.23 


14 RWD 

0802000600448600 

12.067 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.000 

-0.07 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Nohar Sidhmukh 

Command 

Younger Alluvium 

0.014 

-0.07 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Younger Alluvium 

0.886 

-0.07 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.02 

0.02 






Nohar Sidhmukh 

Command 

Younger Alluvium 

5.006 

-0.07 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.013 

0.10 

0.13 


15 AG 

0802000300385600 

0.949 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.356 

0.15 

0.150 

0.02 

0.00 

0.00 

0.01 

0.00 

0.02 

0.01 

0.07 

0.001 

0.08 

0.13 


16 AG 

0802000300385500 

1.570 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.041 

0.19 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


16 KNN 

0802000600452800 

3.551 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.304 

0.14 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.02 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

3.247 

0.14 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.00 

0.008 

0.25 

0.23 


16 RWD-A 

0802000600449800 

5.259 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.228 

-0.10 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


17 AG 

0802000300385400 

2.175 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.183 

0.16 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.02 

0.03 


17 KNN 

0802000600452700 

5.630 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.350 

0.02 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.02 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

5.280 

0.02 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.014 

0.26 

0.24 


18 AG 

0802000300385000 

0.900 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.400 

0.14 

0.150 

0.03 

0.01 

0.00 

0.01 

0.00 

0.02 

0.01 

0.13 

0.002 

0.09 

0.15 


18 KNN 

0802000200345400 

6.745 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

6.745 

-0.07 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.026 

0.27 

0.27 


19 AG 

0802000300384900 

0.746 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.746 

0.14 

0.150 

0.08 

0.02 

0.01 

0.01 

0.00 

0.06 

0.03 

0.31 

0.003 

0.21 

0.34 


19 KNN 

0802000200345300 

3.234 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.005 

-0.08 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

3.229 

-0.08 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.012 

0.25 

0.28 


2 A-BARANI 

0802000200345500 

4.851 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.032 

-0.03 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

4.818 

-0.03 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.018 

0.26 

0.27 


2 AG 

0802000200340300 

1.022 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.785 

0.07 

0.150 

0.04 

0.01 

0.00 

0.00 

0.00 

0.04 

0.03 

0.14 

0.003 

0.17 

0.25 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.237 

0.07 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.04 

0.001 

0.05 

0.08 


2 DBL 

0802000200339100 

0.916 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.916 

0.13 

0.150 

0.03 

0.01 

0.01 

0.01 

0.00 

0.01 

0.01 

0.12 

0.004 

0.21 

0.33 


2 MZW 

0802000200341100 

1.981 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.981 

-0.04 

0.150 

0.01 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.04 

0.008 

0.21 

0.33 


2 MZW SM 

0802000200339800 

1.214 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.214 

0.10 

0.150 

0.02 

0.01 

0.01 

0.02 

0.00 

0.00 

0.00 

0.08 

0.005 

0.21 

0.33 


2 RPM 

0802000600455900 

7.095 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.423 

0.35 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.01 


2 RWB 

0802000200335300 

2.702 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.181 

0.10 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.02 






Bhakhra Canal 

Command 

Younger Alluvium 

2.035 

0.10 

0.150 

0.02 

0.01 

0.04 

0.07 

0.00 

-0.07 

-0.05 

0.09 

0.008 

0.16 

0.24 





Saline 

Bhakhra Canal 

Command 

Younger Alluvium 

0.463 

0.10 

0.150 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.02 

-0.01 

0.02 

0.002 

0.04 

0.05 


2 RWD 

0802000200338800 

3.081 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.951 

0.06 

0.150 

0.09 

0.02 

0.00 

0.00 

0.00 

0.10 

0.07 

0.34 

0.011 

0.21 

0.31 





Saline 

Non-command 

Non-command 

Younger Alluvium 

0.130 

0.06 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


20 AG 

0802000300384800 

3.169 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.080 

0.12 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


20 KNN 

0802000200345000 

4.179 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.011 

-0.12 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

4.169 

-0.12 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.016 

0.25 

0.29 


21 AG 

0802000300384700 

2.885 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.240 

0.12 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.03 

0.001 

0.02 

0.03 


21 KNN 

0802000200345200 

3.621 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

3.621 

-0.11 

0.150 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.014 

0.26 

0.27 


22 KNN 

0802000200345100 

2.443 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

2.268 

-0.12 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.009 

0.24 

0.26 


3 AG 

0802000200340200 

1.252 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.252 

0.11 

0.150 

0.05 

0.01 

0.02 

0.02 

0.00 

0.03 

0.02 

0.19 

0.005 

0.21 

0.32 


3 BARANI 

0802000600453100 

23.735 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.049 

0.02 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

11.949 

0.02 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.031 

0.14 

0.14 


3 BRW 

0802000200335100 

6.767 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

6.767 

-0.13 

0.150 

0.18 

0.04 

0.10 

0.24 

0.00 

0.00 

0.00 

0.69 

0.026 

0.22 

0.32 


3 DBL 

0802000200339200 

1.702 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.702 

0.14 

0.150 

0.03 

0.01 

0.02 

0.03 

0.00 

0.01 

0.01 

0.10 

0.007 

0.21 

0.33 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.20 

0.00 

(2,241.25) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0010 

0.0020 

- 

0.003 

0.003 

0.005 

0.000 

0.005 

0.000 

3.44 

Safe 

1 RPM 

080200060045290C 

0.22 

0.01 

117.72 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

0.0030 

0.0043 

- 

0.007 

0.009 

0.016 

0.001 

0.015 

0.001 

9.39 

Safe 



0.20 

0.01 

129.68 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

0.0032 

0.0045 

- 

0.008 

0.009 

0.016 

0.001 

0.015 

0.001 

9.60 

Safe 

1 RWD 

0802000200338900 

0.20 

0.00 

272.47 

0.01 

- 

0.01 

0.02 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.017 

0.001 

0.016 

0.081 

500.78 

Over Exploited 



0.20 

0.03 

(0.66) 

0.03 

0.01 

0.04 

0.04 

0.19 

0.01 

0.0300 

- 

- 

- 

0.030 

0.039 

0.079 

0.004 

0.075 

0.166 

221.26 

Over Exploited 



0.20 

0.00 

(630.30) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0010 

0.0012 

- 

0.002 

0.002 

0.004 

0.000 

0.004 

0.008 

225.36 

Over Exploited 

10 AG 

0802000200342600 

0.20 

0.16 

- 

0.16 

0.07 

0.23 

0.06 

0.27 

0.04 

0.0200 

0.0364 

0.0515 

- 

0.108 

0.152 

0.383 

0.038 

0.345 

0.176 

51.06 

Safe 

10 AG-A 

0802000200342500 

0.20 

0.08 

- 

0.08 

0.07 

0.15 

0.05 

0.23 

0.02 

0.0300 

0.0323 

0.0456 

- 

0.108 

0.130 

0.276 

0.028 

0.248 

0.170 

68.64 

Safe 

10DBL 

0802000200339500 

0.20 

0.04 

(100.00) 

0.03 

0.04 

0.08 

0.04 

0.20 

0.01 

0.0200 

0.0220 

0.0267 

- 

0.069 

0.080 

0.157 

0.008 

0.149 

0.086 

57.74 

Safe 

10 MZW 

0802000300384500 

0.20 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

10 RWD 

0802000200343300 

0.20 

0.02 

- 

0.02 

- 

0.02 

0.03 

0.13 

0.01 

- 

- 

- 

- 

- 

0.007 

0.031 

0.003 

0.028 

0.064 

226.13 

Over Exploited 



0.20 

0.04 

- 

0.04 

- 

0.04 

0.03 

0.15 

0.01 

- 

- 

- 

- 

- 

0.010 

0.045 

0.005 

0.041 

0.071 

172.83 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

11 AG 

0802000200341000 

0.20 

0.10 

- 

0.10 

0.07 

0.17 

0.06 

0.27 

0.03 

0.0200 

0.0344 

0.0486 

- 

0.103 

0.131 

0.300 

0.030 

0.270 

0.090 

33.30 

Safe 

11 DBL 

0802000200341500 

0.20 

0.05 

(89.77) 

0.04 

0.03 

0.07 

0.05 

0.25 

0.01 

0.0100 

0.0202 

0.0245 

- 

0.055 

0.068 

0.136 

0.007 

0.129 

0.078 

60.01 

Safe 

11 RWD 

0802000200343600 

0.20 

0.01 

- 

0.01 

0.02 

0.03 

0.01 

0.07 

0.00 

0.0100 

0.0074 

0.0139 

- 

0.031 

0.034 

0.060 

0.006 

0.054 

0.061 

113.58 

Over Exploited 

12 AG 

0802000200342400 

0.20 

0.02 

(152.92) 

0.01 

0.02 

0.04 

0.02 

0.10 

0.00 

0.0100 

0.0138 

0.0195 

- 

0.043 

0.047 

0.083 

0.004 

0.079 

0.045 

56.51 

Safe 

12 DBL 

0802000200341400 

0.20 

0.12 

(112.29) 

0.10 

0.08 

0.18 

0.06 

0.27 

0.03 

0.0100 

0.0498 

0.0603 

- 

0.120 

0.154 

0.331 

0.017 

0.314 

0.052 

16.59 

Safe 

13 AG 

0802000200343800 

0.20 

0.00 

(3,087.19) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

6.43 

Safe 

13 DBL 

0802000200341600 

0.20 

0.06 

(96.55) 

0.05 

0.04 

0.08 

0.06 

0.27 

0.02 

0.0100 

0.0203 

0.0286 

0.006 

0.065 

0.081 

0.166 

0.008 

0.158 

0.070 

44.59 

Safe 

13 KNN 

0802000600455800 

0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

13 RWD 

0802000200344600 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.033 

1,994.11 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0005 

0.0007 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.008 

455.23 

Over Exploited 

14 DBL 

0802000200341800 

0.20 

0.13 

(117.83) 

0.10 

0.12 

0.22 

0.05 

0.25 

0.04 

0.0200 

0.0492 

0.0696 

0.040 

0.179 

0.215 

0.439 

0.022 

0.417 

0.118 

28.24 

Safe 

14 KNN 

0802000600453000 

0.22 

0.00 

22,365.38 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.57 

(73.04) 

0.45 

- 

0.45 

0.06 

0.30 

0.13 

- 

0.0656 

0.0927 

- 

0.158 

0.290 

0.745 

0.037 

0.708 

0.030 

4.24 

Safe 

14 RWD 

0802000600448600 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.002 

64.91 

Safe 



0.20 

0.10 

- 

0.10 

- 

0.10 

0.03 

0.12 

0.03 

- 

0.0211 

0.0398 

- 

0.061 

0.086 

0.185 

0.019 

0.167 

0.013 

7.72 

Safe 

15 AG 

0802000300385600 

0.20 

0.01 

113.61 

0.01 

0.01 

0.02 

0.02 

0.10 

0.00 

0.0100 

0.0052 

0.0074 

- 

0.023 

0.024 

0.040 

0.002 

0.038 

0.074 

195.54 

Over Exploited 

16 AG 

0802000300385500 

0.20 

0.00 

116.04 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0006 

0.0009 

- 

0.002 

0.002 

0.003 

0.000 

0.002 

0.008 

328.73 

Over Exploited 

16 KNN 

0802000600452800 

0.22 

0.00 

161.19 

0.00 

- 

0.00 

0.01 

0.03 

0.00 

- 

0.0017 

0.0024 

- 

0.004 

0.004 

0.006 

0.000 

0.006 

0.001 

12.94 

Safe 



0.20 

0.16 

(73.49) 

0.13 

- 

0.13 

0.06 

0.31 

0.04 

- 

0.0182 

0.0258 

- 

0.044 

0.082 

0.212 

0.011 

0.202 

0.008 

4.14 

Safe 

16 RWD-A 

0802000600449800 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

0.0010 

0.0018 

- 

0.003 

0.003 

0.003 

0.000 

0.003 

0.001 

19.05 

Safe 

17 AG 

0802000300385400 

0.20 

0.00 

(115.42) 

0.00 

0.00 

0.01 

0.00 

0.02 

0.00 

- 

0.0027 

0.0038 

- 

0.007 

0.007 

0.012 

0.001 

0.011 

0.017 

148.83 

Over Exploited 

17 KNN 

0802000600452700 

0.22 

0.00 

(61.52) 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

0.0020 

0.0028 

- 

0.005 

0.005 

0.006 

0.000 

0.006 

0.001 

15.66 

Safe 



0.20 

0.27 

(96.81) 

0.22 

- 

0.22 

0.06 

0.31 

0.06 

- 

0.0297 

0.0419 

- 

0.072 

0.134 

0.350 

0.017 

0.332 

0.014 

4.08 

Safe 

18 AG 

0802000300385000 

0.20 

0.01 

50.34 

0.01 

0.02 

0.03 

0.03 

0.12 

0.00 

0.0200 

0.0059 

0.0083 

- 

0.034 

0.036 

0.065 

0.003 

0.062 

0.132 

212.15 

Over Exploited 

18 KNN 

0802000200345400 

0.20 

0.36 

- 

0.36 

0.01 

0.37 

0.06 

0.33 

0.08 

0.0200 

0.0379 

0.0536 

- 

0.112 

0.196 

0.565 

0.057 

0.509 

0.180 

35.35 

Safe 

19 AG 

0802000300384900 

0.20 

0.03 

11.61 

0.03 

0.04 

0.07 

0.06 

0.27 

0.01 

0.0600 

0.0110 

0.0155 

- 

0.087 

0.095 

0.169 

0.008 

0.160 

0.311 

193.88 

Over Exploited 

19 KNN 

0802000200345300 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.16 

- 

0.16 

0.01 

0.17 

0.06 

0.32 

0.04 

0.0200 

0.0136 

0.0256 

0.000 

0.060 

0.100 

0.274 

0.027 

0.247 

0.206 

83.54 

Semi Critical 

2 A-BARANI 

0802000200345500 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0003 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.25 

- 

0.25 

- 

0.25 

0.06 

0.32 

0.06 

0.0100 

0.0271 

0.0383 

- 

0.075 

0.135 

0.386 

0.039 

0.348 

0.115 

33.21 

Safe 

2 AG 

0802000200340300 

0.20 

0.03 

(1.28) 

0.03 

0.01 

0.04 

0.05 

0.21 

0.01 

0.0300 

- 

- 

- 

0.030 

0.037 

0.073 

0.004 

0.069 

0.141 

203.52 

Over Exploited 



0.20 

0.00 

73.61 

0.00 

0.01 

0.01 

0.01 

0.06 

0.00 

0.0100 

0.0041 

0.0049 

- 

0.019 

0.020 

0.029 

0.001 

0.027 

0.042 

152.74 

Over Exploited 

2 DBL 

0802000200339100 

0.20 

0.04 

(77.60) 

0.03 

0.03 

0.07 

0.06 

0.28 

0.01 

0.0200 

0.0157 

0.0190 

- 

0.055 

0.066 

0.132 

0.007 

0.125 

0.126 

100.08 

Over Exploited 

2 MZW 

0802000200341100 

0.20 

0.08 

- 

0.08 

0.05 

0.13 

0.06 

0.27 

0.02 

0.0100 

0.0291 

0.0412 

- 

0.080 

0.104 

0.238 

0.024 

0.215 

0.049 

22.64 

Safe 

2 MZW SM 

0802000200339800 

0.20 

0.05 

(105.02) 

0.04 

0.04 

0.08 

0.06 

0.27 

0.01 

0.0200 

0.0208 

0.0252 

- 

0.066 

0.081 

0.165 

0.008 

0.157 

0.086 

54.71 

Safe 

2 RPM 

0802000600455900 

0.22 

0.00 

862.45 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

0.0024 

0.0034 

- 

0.006 

0.006 

0.008 

0.000 

0.008 

0.001 

14.46 

Safe 

2 RWB 

0802000200335300 

0.20 

0.00 

244.25 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.011 

1,449.36 

Over Exploited 



0.20 

0.07 

(169.79) 

0.05 

0.12 

0.17 

0.05 

0.21 

0.02 

0.0200 

0.0429 

0.0866 

- 

0.150 

0.168 

0.340 

0.017 

0.323 

0.097 

29.96 

Safe 



0.20 

0.00 

(451.17) 

0.00 

0.02 

0.03 

0.01 

0.05 

0.00 

- 

0.0098 

0.0197 

- 

0.030 

0.030 

0.058 

0.003 

0.055 

0.018 

32.27 

Safe 

2 RWD 

0802000200338800 

0.20 

0.12 

(46.50) 

0.10 

0.02 

0.12 

0.06 

0.26 

0.03 

0.0600 

- 

- 

- 

0.060 

0.094 

0.212 

0.011 

0.201 

0.348 

173.10 

Over Exploited 



0.20 

0.00 

238.56 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.008 

2,552.39 

Over Exploited 

20 AG 

0802000300384800 

0.20 

0.00 

(576.80) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0014 

0.0017 

- 

0.003 

0.003 

0.005 

0.000 

0.005 

0.008 

166.58 

Over Exploited 

20 KNN 

0802000200345000 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.21 

- 

0.21 

- 

0.21 

0.06 

0.31 

0.05 

0.0100 

0.0176 

0.0331 

- 

0.061 

0.112 

0.319 

0.032 

0.287 

0.097 

33.81 

Safe 

21 AG 

0802000300384700 

0.20 

0.00 

481.45 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

0.0100 

0.0041 

0.0050 

- 

0.019 

0.019 

0.027 

0.001 

0.025 

0.033 

129.35 

Over Exploited 

21 KNN 

0802000200345200 

0.20 

0.19 

- 

0.19 

0.00 

0.19 

0.06 

0.32 

0.05 

0.0100 

0.0153 

0.0288 

0.000 

0.054 

0.100 

0.289 

0.029 

0.260 

0.144 

55.31 

Safe 

22 KNN 

0802000200345100 

0.20 

0.11 

- 

0.11 

- 

0.11 

0.06 

0.30 

0.03 

0.0100 

0.0096 

0.0180 

- 

0.038 

0.064 

0.171 

0.017 

0.154 

0.131 

84.68 

Semi Critical 

3 AG 

0802000200340200 

0.20 

0.05 

(65.95) 

0.04 

0.04 

0.09 

0.06 

0.28 

0.02 

0.0300 

0.0215 

0.0260 

- 

0.078 

0.093 

0.179 

0.009 

0.170 

0.191 

111.95 

Over Exploited 

3 BARANI 

0802000600453100 

0.22 

0.00 

1,554.58 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.20 

0.33 

(90.38) 

0.26 

- 

0.26 

0.03 

0.17 

0.08 

- 

0.0839 

0.0949 

- 

0.179 

0.255 

0.517 

0.026 

0.491 

0.031 

6.26 

Safe 

3 BRW 

0802000200335100 

0.20 

0.29 

- 

0.29 

0.39 

0.68 

0.06 

0.28 

0.08 

0.1300 

0.1223 

0.2879 

- 

0.540 

0.623 

1.300 

0.130 

1.170 

0.719 

61.43 

Safe 

3 DBL 

0802000200339200 

0.20 

0.07 

(90.67) 

0.06 

0.06 

0.11 

0.06 

0.27 

0.02 

0.0200 

0.0292 

0.0354 

- 

0.085 

0.105 

0.219 

0.011 

0.208 

0.104 

49.68 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


3 MZW 

080200020034120C 

1.514 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.514 

0.03 

0.150 

0.01 

0.00 

0.02 

0.02 

0.00 

-0.02 

-0.01 

0.05 

0.006 

0.21 

0.33 


3 MZW SM 

0802000200341300 

1.846 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.846 

0.09 

0.150 

0.06 

0.02 

0.02 

0.03 

0.00 

0.01 

0.01 

0.24 

0.007 

0.21 

0.33 


3 RWB 

0802000200335400 

1.188 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.036 

0.12 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 






Bhakhra Canal 

Command 

Younger Alluvium 

0.023 

0.12 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

Non-command 

Non-command 

Younger Alluvium 

0.050 

0.12 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 






Bhakhra Canal 

Command 

Younger Alluvium 

0.899 

0.12 

0.150 

0.03 

0.01 

0.02 

0.03 

0.00 

-0.01 

-0.01 

0.11 

0.003 

0.16 

0.24 


3 RWD 

0802000200340400 

2.428 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.022 

-0.07 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Younger Alluvium 

2.083 

-0.07 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.008 

0.18 

0.28 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.322 

-0.07 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.001 

0.03 

0.04 


4 AG 

0802000200340800 

1.039 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.029 

0.02 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.010 

0.02 

0.150 

0.03 

0.01 

0.01 

0.01 

0.00 

0.00 

0.00 

0.12 

0.004 

0.21 

0.32 


4 BRN 

0802000200343700 

3.209 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.017 

-0.10 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


4 DBL 

0802000200338600 

1.269 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.240 

0.16 

0.150 

0.03 

0.01 

0.02 

0.02 

0.00 

0.02 

0.01 

0.10 

0.005 

0.21 

0.32 


4 MZW 

0802000200342300 

4.452 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.700 

0.09 

0.150 

0.01 

0.00 

0.02 

0.03 

0.00 

-0.01 

-0.01 

0.04 

0.007 

0.08 

0.13 


4 RP 

0802000200341700 

3.860 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.705 

0.10 

0.150 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

0.00 

0.01 

0.003 

0.04 

0.06 


4 RPM 

0802000600452600 

3.399 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

2.372 

0.09 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.006 

0.19 

0.18 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.367 

0.09 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.03 

0.03 


4 RWB 

0802000200337200 

1.405 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.212 

0.10 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.001 

0.03 

0.05 






Bhakhra Canal 

Command 

Younger Alluvium 

0.005 

0.10 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Younger Alluvium 

0.061 

0.10 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.330 

0.10 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.04 

0.001 

0.05 

0.08 






Bhakhra Canal 

Command 

Younger Alluvium 

0.624 

0.10 

0.150 

0.02 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.07 

0.002 

0.10 

0.14 


4 RWD 

0802000200340500 

1.405 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.371 

-0.15 

0.150 

0.06 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.005 

0.21 

0.32 





Saline 

Non-command 

Non-command 

Younger Alluvium 

0.034 

-0.15 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


5 AG 

0802000200340100 

2.435 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.435 

0.08 

0.150 

0.04 

0.01 

0.03 

0.04 

0.00 

-0.01 

0.00 

0.16 

0.009 

0.21 

0.33 


5 DBL 

0802000200338500 

1.772 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.313 

0.17 

0.150 

0.02 

0.01 

0.02 

0.02 

0.01 

0.00 

0.00 

0.08 

0.005 

0.16 

0.24 


5 MZW 

0802000200342200 

3.111 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.111 

0.08 

0.150 

0.07 

0.02 

0.03 

0.05 

0.00 

0.01 

0.00 

0.28 

0.012 

0.21 

0.33 


5 RWB 

0802000200337300 

2.112 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.182 

0.08 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.02 

0.03 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.112 

0.08 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.02 






Bhakhra Canal 

Command 

Younger Alluvium 

0.003 

0.08 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.574 

0.08 

0.150 

0.04 

0.01 

0.02 

0.02 

0.00 

0.01 

0.00 

0.15 

0.006 

0.16 

0.24 






Bhakhra Canal 

Command 

Younger Alluvium 

0.006 

0.08 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


5 RWD 

0802000200340600 

1.386 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.150 

-0.22 

0.150 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.004 

0.18 

0.27 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.236 

-0.22 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.04 

0.06 


6 AG 

0802000200340900 

3.193 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

3.193 

-0.11 

0.150 

0.04 

0.01 

0.03 

0.05 

0.00 

0.00 

0.00 

0.16 

0.012 

0.21 

0.33 


6 DBL 

0802000200339400 

1.660 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.362 

0.15 

0.150 

0.02 

0.00 

0.02 

0.02 

0.03 

-0.01 

-0.01 

0.07 

0.005 

0.17 

0.27 


6 MZW 

0802000200342100 

1.782 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.782 

0.10 

0.150 

0.05 

0.01 

0.02 

0.03 

0.00 

0.02 

0.01 

0.20 

0.007 

0.21 

0.34 


6 RWB 

0802000200337400 

1.414 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.087 

0.11 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.02 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.197 

0.11 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.001 

0.03 

0.05 





Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.054 

0.11 

0.150 

0.03 

0.01 

0.01 

0.02 

0.00 

0.01 

0.01 

0.12 

0.004 

0.16 

0.24 


6 RWD 

0802000200343000 

0.953 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.760 

-0.27 

0.150 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.003 

0.17 

0.26 





Saline 

Non-command 

Non-command 

Younger Alluvium 

0.193 

-0.27 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.001 

0.04 

0.07 


644 RD 

0802000200334900 

3.728 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

0.846 

-0.64 

0.150 

0.02 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.06 

0.003 

0.05 

0.07 


650 RD 

0802000200334800 

5.229 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

4.572 

-0.45 

0.150 

0.11 

0.03 

0.07 

0.16 

0.00 

0.00 

0.00 

0.42 

0.018 

0.19 

0.28 


654 RD 

0802000200335200 

7.282 

Fresh 

Bhakhra Canal 

Command 

Younger Alluvium 

6.677 

-0.13 

0.150 

0.14 

0.03 

0.10 

0.24 

0.00 

0.00 

0.00 

0.54 

0.026 

0.20 

0.29 


7 AG 

0802000200340700 

1.519 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.519 

-0.15 

0.150 

0.04 

0.01 

0.02 

0.02 

0.00 

0.00 

0.00 

0.15 

0.006 

0.22 

0.33 


7 DBL 

0802000200339300 

1.973 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.973 

0.14 

0.150 

0.03 

0.01 

0.02 

0.03 

0.00 

0.01 

0.01 

0.12 

0.008 

0.21 

0.33 


7 MZW 

0802000200342000 

2.560 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.543 

0.12 

0.150 

0.10 

0.03 

0.03 

0.04 

0.00 

0.05 

0.03 

0.41 

0.010 

0.21 

0.34 


7 RPM 

0802000600452200 

3.856 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.183 

-0.05 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

3.459 

-0.05 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.009 

0.25 

0.23 


7 RWD 

0802000200342900 

1.575 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.738 

-0.28 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.003 

0.10 

0.15 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.837 

-0.28 

0.150 

0.02 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.08 

0.003 

0.12 

0.17 


8 AG 

0802000200342800 

1.508 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.508 

-0.24 

0.150 

0.06 

0.01 

0.01 

0.01 

0.00 

0.00 

0.00 

0.25 

0.006 

0.22 

0.33 


8 DBL 

0802000200339700 

1.279 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.279 

0.13 

0.150 

0.04 

0.01 

0.02 

0.02 

0.00 

0.02 

0.01 

0.15 

0.005 

0.21 

0.33 


8 MZW 

0802000200341900 

5.164 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

4.148 

0.12 

0.150 

0.10 

0.02 

0.04 

0.06 

0.00 

0.05 

0.03 

0.39 

0.016 

0.17 

0.27 


8 RWD 

0802000200343400 

2.188 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.996 

-0.29 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.004 

0.10 

0.15 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.192 

-0.29 

0.150 

0.03 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.11 

0.005 

0.12 

0.18 


8 RWD-A 

0802000200343500 

2.353 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.275 

-0.30 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.03 

0.04 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

2.078 

-0.30 

0.150 

0.02 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.07 

0.008 

0.19 

0.29 


9 AG 

0802000200342700 

1.816 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.816 

-0.28 

0.150 

0.07 

0.01 

0.01 

0.02 

0.00 

0.00 

0.00 

0.26 

0.007 

0.22 

0.33 


9 DBL 

0802000200339600 

1.805 

Saline 

IGNP Canal System Stage 1 

Command 

Younger Alluvium 

1.805 

0.13 

0.150 

0.05 

0.01 

0.02 

0.03 

0.00 

0.03 

0.02 

0.20 

0.007 

0.21 

0.33 


9 RPM 

0802000600452300 

1.902 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.209 

-0.07 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.03 

0.03 


9 RWD 

0802000200343100 

1.330 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.120 

-0.29 

0.150 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.004 

0.18 

0.27 





Saline 

Non-command 

Non-command 

Younger Alluvium 

0.211 

-0.29 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.001 

0.03 

0.05 


BHOOKAR KA BARANI 

0802000600452100 

51.041 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

4.368 

-0.17 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.011 

0.02 

0.02 


BHURANPURA BARANI 

0802000200344700 

3.441 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.011 

-0.17 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Younger Alluvium 

0.024 

-0.17 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Nohar Sidhmukh 

Command 

Younger Alluvium 

0.057 

-0.17 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 


(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

3 MZW 

0802000200341200 

0.20 

0.06 

(121.70) 

0.05 

0.04 

0.09 

0.06 

0.27 

0.02 

0.0100 

0.0223 

0.0315 

- 

0.064 

0.082 

0.171 

0.009 

0.163 

0.055 

33.65 

Safe 

3 MZW SM 

0802000200341300 

0.20 

0.08 

(88.41) 

0.06 

0.07 

0.13 

0.06 

0.27 

0.02 

0.0500 

0.0317 

0.0384 

- 

0.120 

0.142 

0.275 

0.014 

0.261 

0.250 

95.89 

Critical 

3 RWB 

0802000200335400 

0.20 

0.00 

753.34 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.010 

15,329.80 

Over Exploited 



0.20 

0.00 

(2,749.05) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0005 

0.0010 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

3.36 

Safe 



0.20 

0.00 

564.19 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.008 

6,427.28 

Over Exploited 



0.20 

0.03 

(127.64) 

0.02 

0.06 

0.08 

0.05 

0.21 

0.01 

0.0200 

0.0190 

0.0383 

- 

0.077 

0.086 

0.167 

0.008 

0.159 

0.116 

73.34 

Semi Critical 

3 RWD 

0802000200340400 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.08 

- 

0.08 

0.01 

0.09 

0.05 

0.24 

0.02 

0.0400 

- 

- 

- 

0.040 

0.062 

0.149 

0.015 

0.134 

0.211 

157.64 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.01 

0.01 

0.01 

0.04 

0.00 

0.0100 

0.0047 

0.0067 

- 

0.021 

0.022 

0.032 

0.003 

0.029 

0.033 

115.81 

Over Exploited 

4 AG 

0802000200340800 

0.20 

0.00 

191.59 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.04 

(102.84) 

0.03 

0.04 

0.07 

0.06 

0.27 

0.01 

0.0200 

0.0149 

0.0210 

- 

0.056 

0.068 

0.137 

0.007 

0.130 

0.126 

96.76 

Critical 

4 BRN 

0802000200343700 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

4 DBL 

0802000200338600 

0.20 

0.05 

(80.16) 

0.04 

0.04 

0.08 

0.06 

0.27 

0.01 

0.0200 

0.0213 

0.0258 

- 

0.067 

0.082 

0.167 

0.008 

0.158 

0.102 

64.28 

Safe 

4 MZW 

0802000200342300 

0.20 

0.03 

(125.02) 

0.02 

0.04 

0.06 

0.02 

0.10 

0.01 

0.0100 

0.0250 

0.0353 

- 

0.070 

0.078 

0.143 

0.007 

0.136 

0.048 

35.03 

Safe 

4 RP 

0802000200341700 

0.20 

0.01 

(189.19) 

0.00 

0.02 

0.02 

0.01 

0.05 

0.00 

- 

0.0121 

0.0147 

- 

0.027 

0.028 

0.052 

0.003 

0.049 

0.011 

21.84 

Safe 

4 RPM 

0802000600452600 

0.22 

0.10 

(79.71) 

0.08 

- 

0.08 

0.04 

0.24 

0.02 

- 

0.0133 

0.0188 

- 

0.032 

0.055 

0.136 

0.007 

0.129 

0.006 

4.73 

Safe 



0.20 

0.00 

46.23 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

0.0021 

0.0029 

- 

0.005 

0.006 

0.008 

0.000 

0.008 

0.001 

12.22 

Safe 

4 RWB 

0802000200337200 

0.20 

0.00 

536.76 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.031 

269.14 

Over Exploited 



0.20 

0.00 

(12,477.66) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.20 

0.00 

418.14 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.008 

5,042.14 

Over Exploited 



0.20 

0.00 

20.10 

0.00 

0.01 

0.01 

0.01 

0.06 

0.00 

0.0100 

0.0057 

0.0069 

- 

0.023 

0.023 

0.036 

0.002 

0.035 

0.042 

122.47 

Over Exploited 



0.20 

0.01 

(124.31) 

0.01 

0.03 

0.04 

0.03 

0.12 

0.00 

0.0100 

0.0132 

0.0266 

- 

0.050 

0.053 

0.096 

0.005 

0.091 

0.075 

82.62 

Semi Critical 

4 RWD 

0802000200340500 

0.20 

0.06 

- 

0.06 

0.01 

0.07 

0.06 

0.27 

0.02 

0.0300 

- 

- 

- 

0.030 

0.046 

0.114 

0.011 

0.103 

0.253 

246.78 

Over Exploited 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.008 

19,536.13 

Over Exploited 

5 AG 

0802000200340100 

0.20 

0.10 

(104.50) 

0.08 

0.08 

0.16 

0.06 

0.27 

0.03 

0.0300 

0.0418 

0.0506 

- 

0.122 

0.152 

0.311 

0.016 

0.295 

0.171 

58.00 

Safe 

5 DBL 

0802000200338500 

0.20 

0.04 

(102.40) 

0.03 

0.05 

0.09 

0.04 

0.20 

0.01 

0.0200 

0.0225 

0.0273 

0.014 

0.084 

0.096 

0.184 

0.009 

0.174 

0.086 

49.31 

Safe 

5 MZW 

0802000200342200 

0.20 

0.13 

(96.66) 

0.11 

0.10 

0.20 

0.06 

0.27 

0.04 

0.0500 

0.0458 

0.0647 

- 

0.160 

0.197 

0.401 

0.020 

0.381 

0.296 

77.70 

Semi Critical 

5 RWB 

0802000200337300 

0.20 

0.00 

1,104.98 

0.00 

- 

0.00 

0.01 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.021 

2,183.34 

Over Exploited 



0.20 

0.00 

(527.96) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0019 

0.0023 

- 

0.004 

0.004 

0.008 

0.000 

0.007 

0.010 

144.37 

Over Exploited 



0.20 

0.00 

(48,564.08) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.05 

(92.07) 

0.04 

0.05 

0.09 

0.05 

0.21 

0.01 

0.0300 

0.0270 

0.0327 

- 

0.090 

0.104 

0.197 

0.010 

0.187 

0.152 

81.32 

Semi Critical 



0.20 

0.00 

(15,712.35) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

5 RWD 

0802000200340600 

0.20 

0.04 

- 

0.04 

0.01 

0.05 

0.05 

0.23 

0.01 

0.0200 

- 

- 

- 

0.020 

0.032 

0.083 

0.008 

0.074 

0.142 

191.20 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.00 

0.01 

0.01 

0.05 

0.00 

- 

0.0023 

0.0033 

- 

0.006 

0.006 

0.012 

0.001 

0.011 

0.025 

234.77 

Over Exploited 

6 AG 

0802000200340900 

0.20 

0.14 

- 

0.14 

0.09 

0.23 

0.06 

0.28 

0.04 

0.0300 

0.0470 

0.0664 

- 

0.143 

0.182 

0.409 

0.041 

0.368 

0.174 

47.30 

Safe 

6 DBL 

0802000200339400 

0.20 

0.05 

(115.55) 

0.04 

0.06 

0.10 

0.05 

0.22 

0.01 

0.0100 

0.0234 

0.0283 

0.039 

0.101 

0.114 

0.215 

0.011 

0.204 

0.078 

38.25 

Safe 

6 MZW 

0802000200342100 

0.20 

0.08 

(82.21) 

0.06 

0.05 

0.12 

0.06 

0.27 

0.02 

0.0400 

0.0262 

0.0370 

- 

0.103 

0.124 

0.239 

0.012 

0.227 

0.210 

92.31 

Critical 

6 RWB 

0802000200337400 

0.20 

0.00 

333.96 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.010 

3,180.83 

Over Exploited 



0.20 

0.00 

356.37 

0.00 

0.01 

0.01 

0.01 

0.04 

0.00 

0.0100 

0.0034 

0.0041 

- 

0.018 

0.018 

0.025 

0.001 

0.023 

0.031 

131.76 

Over Exploited 



0.20 

0.03 

(80.75) 

0.03 

0.04 

0.07 

0.05 

0.21 

0.01 

0.0200 

0.0181 

0.0219 

- 

0.060 

0.070 

0.135 

0.007 

0.128 

0.126 

98.29 

Critical 

6 RWD 

0802000200343000 

0.20 

0.03 

- 

0.03 

0.01 

0.04 

0.05 

0.22 

0.01 

0.0200 

- 

- 

- 

0.020 

0.027 

0.064 

0.006 

0.057 

0.152 

265.07 

Over Exploited 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.033 

1,684.24 

Over Exploited 

644 RD 

0802000200334900 

0.20 

0.01 

- 

0.01 

0.03 

0.04 

0.01 

0.06 

0.00 

0.0100 

0.0127 

0.0288 

- 

0.052 

0.054 

0.097 

0.010 

0.087 

0.062 

71.24 

Semi Critical 

650 RD 

0802000200334800 

0.20 

0.17 

- 

0.17 

0.26 

0.44 

0.05 

0.24 

0.05 

0.0500 

0.0826 

0.1945 

0.000 

0.328 

0.377 

0.813 

0.081 

0.731 

0.434 

59.27 

Safe 

654 RD 

0802000200335200 

0.20 

0.26 

- 

0.26 

0.37 

0.63 

0.06 

0.25 

0.08 

0.1000 

0.1206 

0.2841 

- 

0.505 

0.580 

1.215 

0.121 

1.093 

0.561 

51.28 

Safe 

7 AG 

0802000200340700 

0.20 

0.07 

- 

0.07 

0.05 

0.11 

0.06 

0.28 

0.02 

0.0200 

0.0224 

0.0316 

- 

0.074 

0.092 

0.206 

0.021 

0.185 

0.160 

86.22 

Semi Critical 

7 DBL 

0802000200339300 

0.20 

0.08 

(93.12) 

0.07 

0.06 

0.13 

0.06 

0.27 

0.02 

0.0200 

0.0339 

0.0410 

- 

0.095 

0.119 

0.249 

0.012 

0.237 

0.130 

54.71 

Safe 

7 MZW 

0802000200342000 

0.20 

0.11 

(70.53) 

0.08 

0.09 

0.18 

0.06 

0.27 

0.03 

0.0800 

0.0374 

0.0529 

- 

0.170 

0.200 

0.379 

0.019 

0.360 

0.415 

115.30 

Over Exploited 

7 RPM 

0802000600452200 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

0.0010 

0.0015 

- 

0.003 

0.003 

0.003 

0.000 

0.003 

0.000 

16.61 

Safe 



0.20 

0.17 

- 

0.17 

- 

0.17 

0.06 

0.30 

0.04 

- 

0.0194 

0.0275 

- 

0.047 

0.086 

0.257 

0.026 

0.231 

0.009 

3.85 

Safe 

7 RWD 

0802000200342900 

0.20 

0.01 

- 

0.01 

- 

0.01 

0.03 

0.13 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.029 

0.003 

0.026 

0.068 

258.51 

Over Exploited 



0.20 

0.02 

- 

0.02 

0.01 

0.03 

0.03 

0.15 

0.01 

0.0100 

0.0062 

0.0116 

- 

0.028 

0.033 

0.065 

0.006 

0.058 

0.084 

144.15 

Over Exploited 

8 AG 

0802000200342800 

0.20 

0.07 

- 

0.07 

0.04 

0.10 

0.06 

0.28 

0.02 

0.0300 

0.0185 

0.0209 

- 

0.069 

0.088 

0.191 

0.019 

0.171 

0.257 

149.76 

Over Exploited 

8 DBL 

0802000200339700 

0.20 

0.05 

(74.87) 

0.04 

0.04 

0.09 

0.06 

0.27 

0.02 

0.0300 

0.0220 

0.0266 

- 

0.079 

0.094 

0.182 

0.009 

0.173 

0.159 

91.95 

Critical 

8 MZW 

0802000200341900 

0.20 

0.14 

(78.14) 

0.11 

0.12 

0.24 

0.05 

0.21 

0.04 

0.0700 

0.0610 

0.0862 

- 

0.217 

0.255 

0.491 

0.025 

0.466 

0.405 

86.83 

Semi Critical 

8 RWD 

0802000200343400 

0.20 

0.02 

- 

0.02 

- 

0.02 

0.03 

0.13 

0.01 

0.0100 

- 

- 

- 

0.010 

0.015 

0.035 

0.004 

0.032 

0.093 

293.18 

Over Exploited 



0.20 

0.03 

- 

0.03 

0.02 

0.05 

0.03 

0.15 

0.01 

0.0100 

0.0088 

0.0165 

- 

0.035 

0.043 

0.089 

0.009 

0.080 

0.118 

146.27 

Over Exploited 

8 RWD-A 

0802000200343500 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.009 

563.43 

Over Exploited 



0.20 

0.08 

- 

0.08 

0.03 

0.11 

0.05 

0.25 

0.02 

- 

0.0153 

0.0288 

- 

0.044 

0.066 

0.178 

0.018 

0.160 

0.073 

45.64 

Safe 

9 AG 

0802000200342700 

0.20 

0.08 

- 

0.08 

0.04 

0.12 

0.06 

0.28 

0.02 

0.0300 

0.0178 

0.0252 

- 

0.073 

0.095 

0.214 

0.021 

0.192 

0.266 

138.20 

Over Exploited 

9 DBL 

0802000200339600 

0.20 

0.08 

(78.61) 

0.06 

0.06 

0.12 

0.06 

0.27 

0.02 

0.0400 

0.0310 

0.0375 

- 

0.109 

0.130 

0.250 

0.012 

0.237 

0.210 

88.41 

Semi Critical 

9 RPM 

0802000600452300 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

0.0012 

0.0017 

- 

0.003 

0.003 

0.004 

0.000 

0.004 

0.001 

13.68 

Safe 

9 RWD 

0802000200343100 

0.20 

0.04 

- 

0.04 

- 

0.04 

0.05 

0.23 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.063 

0.006 

0.056 

0.242 

429.89 

Over Exploited 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.033 

1,959.76 

Over Exploited 

BHOOKAR KA BARANI 

0802000600452100 

0.20 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.03 

0.00 

- 

0.0246 

0.0347 

- 

0.059 

0.064 

0.085 

0.008 

0.076 

0.011 

14.72 

Safe 

BHURANPURABARANI 

0802000200344700 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0002 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


DEIDAS 

080200060045020C 

15.411 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.102 

-0.21 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


DHANDHELA 

080200060044990C 

13.433 

Fresh 

Nohar Sidhmukh 

Command 

Younger Alluvium 

0.005 

-0.14 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

4.011 

-0.14 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.010 

0.08 

0.08 


DHANI LALKHAN 

0802000600450100 

10.029 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

6.533 

-0.15 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.017 

0.18 

0.17 


KEHARWALA BARANI 

0802000200343200 

6.016 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.819 

-0.28 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.015 

0.14 

0.20 





Saline 

Non-command 

Non-command 

Younger Alluvium 

1.265 

-0.28 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.005 

0.05 

0.07 






IGNP Canal System Stage 1 

Command 

Younger Alluvium 

0.053 

-0.28 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


SHEODANPURA BARANI 

0802000200344900 

5.606 

Saline 

Nohar Sidhmukh 

Command 

Younger Alluvium 

3.777 

-0.14 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.014 

0.17 

0.19 

Sub Basin: Sub 4 | 

16004023 

1 Aim (aldin) 

0803000600560000 

22.986 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

18.985 

0.32 

0.100 

0.00 

0.00 

0.10 

0.19 

0.00 

0.33 

0.17 

0.00 

0.000 

0.16 

0.32 


2 Gwm 

0803000600562300 

19.079 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

0.149 

0.23 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


2 Pb 

0803000200503400 

17.087 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

0.383 

0.15 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


28 Kjd 

0803000600562500 

24.477 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

20.209 

0.45 

0.100 

0.00 

0.00 

0.14 

0.20 

0.00 

0.57 

0.29 

0.00 

0.000 

0.17 

0.32 


33 Kjd 

0803000600559800 

35.955 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

30.528 

0.37 

0.100 

0.00 

0.00 

0.16 

0.30 

0.00 

0.66 

0.34 

0.00 

0.000 

0.17 

0.33 


39 Kjd 

0803000600559700 

56.488 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

56.488 

0.37 

0.100 

0.00 

0.00 

0.29 

0.56 

0.00 

1.26 

0.65 

0.00 

0.000 

0.20 

0.39 


4 Bgm 

0803000600562200 

51.755 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

0.101 

0.25 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


40 Kyd 

0803000600559900 

85.339 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

13.280 

0.27 

0.100 

0.00 

0.00 

0.07 

0.13 

0.00 

0.16 

0.08 

0.00 

0.000 

0.03 

0.06 


Akasar 

0803000600559500 

122.301 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

11.663 

0.56 

0.100 

0.00 

0.00 

0.08 

0.11 

0.00 

0.45 

0.24 

0.00 

0.000 

0.02 

0.04 


Aladin Ka Bera 

0803000600563000 

40.557 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

4.483 

0.15 

0.100 

0.00 

0.00 

0.03 

0.04 

0.00 

-0.01 

0.00 

0.00 

0.000 

0.02 

0.04 


Ballar 

0803000600559400 

307.528 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.38 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






IGNP Canal System Stage 1 

Command 

Older Alluvium 

144.649 

0.38 

0.100 

0.00 

0.00 

1.01 

1.42 

0.00 

3.09 

1.63 

0.00 

0.000 

0.10 

0.18 


Bhanawatawala 

0803000200507300 

30.604 

Saline 

Non-command 

Non-command 

Older Alluvium 

16.747 

0.14 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.12 

0.00 

0.000 

0.11 

0.22 


Chakosa 

0803000200506100 

24.016 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.989 

0.12 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.00 

0.000 

0.03 

0.07 


Dantaur 

0803000600562400 

118.774 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

2.813 

0.66 

0.100 

0.00 

0.00 

0.02 

0.03 

0.00 

0.13 

0.07 

0.00 

0.000 

0.00 

0.01 


Dhodha 

0803000200505800 

75.598 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.088 

0.01 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






IGNP Canal System Stage 1 

Command 

Older Alluvium 

35.549 

0.01 

0.100 

0.03 

0.00 

0.12 

0.17 

0.00 

-0.22 

-0.11 

0.11 

0.000 

0.10 

0.20 


Gulamaliwala 

0803000600559600 

120.855 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

118.008 

0.48 

0.100 

0.00 

0.00 

0.82 

1.16 

0.00 

3.70 

1.92 

0.00 

0.000 

0.20 

0.38 


Karanpura 

0803000200505700 

50.048 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

29.183 

0.10 

0.100 

0.01 

0.00 

0.15 

0.29 

0.00 

-0.12 

-0.06 

0.02 

0.000 

0.12 

0.24 


Karnisar Bhatiyan 

0803000200507400 

96.561 

Saline 

Non-command 

Non-command 

Older Alluvium 

22.059 

0.17 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.19 

0.00 

0.000 

0.05 

0.09 


Moti Garh 

0803000700568800 

90.785 

Saline 

Non-command 

Non-command 

Older Alluvium 

20.503 

-0.13 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.05 

0.10 


Noor Mohammad Ka Dhadhala 

0803000200504400 

6.191 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

6.191 

0.15 

0.100 

0.00 

0.00 

0.04 

0.06 

0.00 

-0.01 

0.00 

0.00 

0.000 

0.20 

0.39 


Nosera 

0803000600562800 

93.120 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

56.430 

0.21 

0.100 

0.00 

0.00 

0.29 

0.55 

0.00 

0.33 

0.17 

0.00 

0.000 

0.12 

0.23 


Pahalwan Ka Bera 

0803000200504500 

28.101 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

18.600 

0.16 

0.100 

0.00 

0.00 

0.13 

0.18 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.13 

0.26 


Phalawali 

0803000200504200 

24.528 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

7.763 

0.14 

0.100 

0.00 

0.00 

0.05 

0.08 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.06 

0.13 


Poogal 

0803000200505600 

125.132 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

5.039 

0.35 

0.100 

0.00 

0.00 

0.03 

0.05 

0.00 

0.10 

0.05 

0.00 

0.000 

0.01 

0.02 


Ranewala 

0803000200504000 

54.471 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

2.125 

0.10 

0.100 

0.02 

0.00 

0.01 

0.02 

0.00 

0.01 

0.00 

0.10 

0.000 

0.01 

0.02 


Ranisar 

0803000200504300 

48.355 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

31.922 

0.15 

0.100 

0.00 

0.00 

0.22 

0.31 

0.00 

-0.06 

-0.03 

0.00 

0.000 

0.13 

0.26 


Rasoolsar Daber 

0803000200504600 

121.048 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

23.851 

0.32 

0.100 

0.00 

0.00 

0.17 

0.23 

0.00 

0.37 

0.19 

0.00 

0.000 

0.04 

0.08 


Sardarpura 

0803000700568900 

80.088 

Saline 

Non-command 

Non-command 

Older Alluvium 

19.487 

0.06 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.04 

0.00 

0.019 

0.05 

0.11 


Siyasar Chaugan 

0803000600562700 

142.449 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

98.727 

0.49 

0.100 

0.00 

0.00 

0.69 

0.97 

0.00 

3.17 

1.64 

0.00 

0.000 

0.14 

0.27 


Siyasar Panchkosa 

0803000200506000 

113.640 

Saline 

Non-command 

Non-command 

Older Alluvium 

86.699 

0.01 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.00 

0.000 

0.16 

0.32 






IGNP Canal System Stage 1 

Command 

Older Alluvium 

2.556 

0.01 

0.100 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.02 

-0.01 

0.00 

0.000 

0.00 

0.01 


Tharoosar 

0803000200505900 

38.793 

Saline 

Non-command 

Non-command 

Older Alluvium 

15.765 

-0.07 

0.100 

0.28 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.10 

0.000 

0.08 

0.18 






IGNP Canal System Stage 1 

Command 

Older Alluvium 

2.938 

-0.07 

0.100 

0.05 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.20 

0.000 

0.02 

0.03 

16004024 

1 Bm-3bd (shiv Nagar) 

0803000200507000 

20.237 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

2.823 

0.94 

0.100 

0.00 

0.00 

0.01 

0.01 

0.00 

0.25 

0.14 

0.00 

0.000 

0.03 

0.05 






Non-command 

Non-command 

Older Alluvium 

13.934 

0.94 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

1.30 

0.71 

0.00 

0.000 

0.14 

0.26 






IGNP Canal System Stage 1 

Command 

Older Alluvium 

3.480 

0.94 

0.100 

0.00 

0.00 

0.02 

0.03 

0.00 

0.27 

0.15 

0.00 

0.000 

0.04 

0.07 


3 Km (sukhdeopura) 

0803000200506800 

46.725 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

1.483 

0.48 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.000 

0.01 

0.01 






Non-command 

Non-command 

Older Alluvium 

4.966 

0.48 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.13 

0.00 

0.000 

0.02 

0.04 


4 Rm(rawat Abadi) 

0803000200506700 

69.510 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

11.475 

0.68 

0.100 

0.00 

0.00 

0.02 

0.02 

0.00 

0.74 

0.41 

0.00 

0.000 

0.03 

0.06 






Non-command 

Non-command 

Older Alluvium 

4.362 

0.68 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.17 

0.00 

0.000 

0.01 

0.02 


Adoori 

0803000200505400 

60.946 

Saline 

Non-command 

Non-command 

Older Alluvium 

24.507 

0.80 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

1.95 

1.02 

0.00 

0.000 

0.08 

0.16 






IGNP Canal System Stage 1 

Command 

Older Alluvium 

36.440 

0.80 

0.100 

0.00 

0.00 

0.19 

0.36 

0.00 

2.35 

1.22 

0.00 

0.000 

0.12 

0.24 


Akasar 

0803000600559500 

122.301 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

102.303 

0.56 

0.100 

0.00 

0.00 

0.71 

1.01 

0.00 

3.98 

2.10 

0.00 

0.000 

0.17 

0.33 


Amarpura 

0803000200506900 

160.906 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

101.397 

0.47 

0.100 

0.00 

0.00 

0.14 

0.20 

0.00 

4.44 

2.46 

0.00 

0.000 

0.13 

0.24 






Non-command 

Non-command 

Older Alluvium 

53.797 

0.47 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

2.53 

1.40 

0.00 

0.000 

0.07 

0.13 


Ambaran 

0803000700569600 

13.261 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.239 

0.31 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.00 

0.002 

0.04 

0.09 


Amrewala 

0803000200506500 

34.092 

Saline 

Non-command 

Non-command 

Older Alluvium 

17.856 

0.97 

0.100 

0.00 

0.00 

0.00 

0.00 

0.03 

1.71 

0.92 

0.00 

0.000 

0.11 

0.20 






IGNP Canal System Stage 1 

Command 

Older Alluvium 

16.236 

0.97 

0.100 

0.00 

0.00 

0.08 

0.16 

0.00 

1.34 

0.72 

0.00 

0.000 

0.10 

0.18 


Angneu 

0803000400528000 

138.791 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

93.999 

0.15 

0.080 

0.00 

0.00 

0.13 

0.18 

0.00 

0.83 

0.48 

0.00 

0.000 

0.14 

0.25 






Non-command 

Non-command 

Older Alluvium 

4.367 

0.15 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.000 

0.01 

0.01 


Ballar 

0803000600559400 

307.528 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

47.427 

0.38 

0.100 

0.00 

0.00 

0.33 

0.47 

0.00 

1.01 

0.53 

0.00 

0.000 

0.03 

0.06 


Bandarewala 

0803000200509400 

38.324 

Saline 

Non-command 

Non-command 

Older Alluvium 

38.324 

0.28 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

1.09 

0.57 

0.00 

0.000 

0.20 

0.39 


Barala 

0803000200507600 

32.153 

Saline 

Non-command 

Non-command 

Older Alluvium 

29.524 

0.13 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.19 

0.00 

0.000 

0.19 

0.37 


Barjoo 

0803000200507500 

57.581 

Saline 

Non-command 

Non-command 

Older Alluvium 

57.581 

0.12 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.70 

0.34 

0.00 

0.000 

0.21 

0.43 


Bhanawatawala 

0803000200507300 

30.604 

Saline 

Non-command 

Non-command 

Older Alluvium 

13.857 

0.14 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.10 

0.00 

0.000 

0.09 

0.19 


Bhanipura 

0803000200509500 

195.173 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

92.102 

0.30 

0.100 

0.00 

0.00 

0.13 

0.18 

0.00 

2.49 

1.34 

0.00 

0.000 

0.10 

0.18 






Non-command 

Non-command 

Older Alluvium 

93.548 

0.30 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

2.83 

1.53 

0.00 

0.000 

0.10 

0.18 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 


(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

DEIDAS 

0802000600450200 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0006 

0.0008 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

20.15 

Safe 

DHANDHELA 

0802000600449900 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.06 

- 

0.06 

- 

0.06 

0.02 

0.09 

0.01 

- 

0.0169 

0.0318 

- 

0.049 

0.064 

0.124 

0.012 

0.112 

0.010 

9.21 

Safe 

DHANI LALKHAN 

0802000600450100 

0.20 

0.23 

- 

0.23 

- 

0.23 

0.04 

0.22 

0.05 

- 

0.0367 

0.0519 

- 

0.089 

0.142 

0.371 

0.037 

0.334 

0.017 

5.03 

Safe 

KEHARWALA BARANI 

0802000200343200 

0.20 

0.11 

- 

0.11 

- 

0.11 

0.04 

0.18 

0.03 

- 

- 

- 

- 

- 

0.029 

0.138 

0.014 

0.124 

0.104 

83.70 

Semi Critical 



0.20 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.003 

0.015 

0.002 

0.014 

0.029 

212.30 

Over Exploited 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

SHEODANPURABARANI 

0802000200344900 

0.20 

0.13 

- 

0.13 

- 

0.13 

0.04 

0.21 

0.03 

- 

0.0159 

0.0300 

- 

0.046 

0.077 

0.207 

0.021 

0.186 

0.014 

7.78 

Safe 


Sub Basin: Sub 4 | 

1 Aim (aldin) 

0803000600560000 

0.20 

0.62 

(72.77) 

0.50 

0.29 

0.78 

0.04 

0.21 

0.16 

- 

0.1396 

0.2631 

- 

0.403 

0.563 

1.346 

0.067 

1.278 

- 

- 

Safe 

2 Gwm 

0803000600562300 

0.20 

0.00 

2,305.91 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0007 

0.0010 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

- 

- 

Safe 

2 Pb 

0803000200503400 

0.20 

0.00 

(218.01) 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0038 

0.0053 

- 

0.009 

0.009 

0.016 

0.001 

0.015 

- 

- 

Safe 

28 Kjd 

0803000600562500 

0.20 

0.67 

(56.01) 

0.53 

0.34 

0.87 

0.04 

0.21 

0.17 

- 

0.1982 

0.2801 

- 

0.478 

0.651 

1.525 

0.076 

1.449 

- 

- 

Safe 

33 Kjd 

0803000600559800 

0.20 

1.03 

(67.03) 

0.83 

0.46 

1.29 

0.04 

0.21 

0.27 

- 

0.2245 

0.4231 

0.004 

0.652 

0.918 

2.207 

0.110 

2.096 

- 

- 

Safe 

39 Kjd 

0803000600559700 

0.20 

2.25 

(71.08) 

1.80 

0.85 

2.65 

0.05 

0.25 

0.58 

- 

0.4155 

0.7828 

- 

1.198 

1.775 

4.425 

0.221 

4.203 

- 

- 

Safe 

4 Bgm 

0803000600562200 

0.20 

0.00 

6,374.65 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0007 

0.0014 

- 

0.002 

0.002 

0.004 

0.000 

0.003 

- 

- 

Safe 

40 Kyd 

0803000600559900 

0.20 

0.08 

(0.23) 

0.08 

0.20 

0.28 

0.01 

0.04 

0.02 

- 

0.0977 

0.1840 

- 

0.282 

0.303 

0.583 

0.029 

0.554 

- 

- 

Safe 

Akasar 

0803000600559500 

0.20 

0.05 

424.64 

0.05 

0.20 

0.25 

0.01 

0.02 

0.01 

- 

0.1144 

0.1616 

- 

0.276 

0.288 

0.538 

0.027 

0.511 

- 

- 

Safe 

Aladin Ka Bera 

0803000600563000 

0.20 

0.02 

(120.20) 

0.02 

0.08 

0.09 

0.01 

0.03 

0.01 

- 

0.0440 

0.0621 

- 

0.106 

0.111 

0.202 

0.010 

0.192 

- 

- 

Safe 

Ballar 

0803000600559400 

0.20 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.20 

2.78 

(41.44) 

2.22 

2.43 

4.65 

0.02 

0.12 

0.71 

- 

1.4186 

2.0045 

- 

3.423 

4.131 

8.785 

0.439 

8.346 

- 

- 

Safe 

Bhanawatawala 

0803000200507300 

0.20 

0.38 

(67.72) 

0.30 

- 

0.30 

0.03 

0.14 

0.10 

- 

- 

- 

- 

- 

0.099 

0.401 

0.020 

0.381 

- 

- 

Safe 

Chakosa 

0803000200506100 

0.20 

0.03 

(12.98) 

0.02 

- 

0.02 

0.01 

0.04 

0.01 

- 

- 

- 

- 

- 

0.007 

0.031 

0.002 

0.029 

- 

- 

Safe 

Dantaur 

0803000600562400 

0.20 

0.00 

2,471.65 

0.00 

0.05 

0.06 

0.00 

0.01 

0.00 

- 

0.0345 

0.0390 

- 

0.074 

0.074 

0.130 

0.006 

0.123 

- 

- 

Safe 

Dhodha 

0803000200505800 

0.20 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.20 

0.68 

(115.92) 

0.54 

0.30 

0.84 

0.03 

0.12 

0.18 

- 

0.1743 

0.2463 

- 

0.421 

0.599 

1.440 

0.072 

1.368 

0.108 

7.89 

Safe 

Gulamaliwala 

0803000600559600 

0.20 

4.64 

(58.63) 

3.71 

1.98 

5.69 

0.05 

0.25 

1.19 

- 

1.1573 

1.6353 

- 

2.793 

3.983 

9.673 

0.484 

9.189 

- 

- 

Safe 

Karanpura 

0803000200505700 

0.20 

0.69 

(108.83) 

0.55 

0.44 

0.99 

0.03 

0.15 

0.18 

- 

0.2146 

0.4044 

- 

0.619 

0.799 

1.789 

0.089 

1.699 

0.024 

1.41 

Safe 

Karnisar Bhatiyan 

0803000200507400 

0.20 

0.21 

(8.48) 

0.19 

- 

0.19 

0.01 

0.06 

0.05 

- 

- 

- 

- 

- 

0.055 

0.244 

0.012 

0.232 

- 

- 

Safe 

Moti Garh 

0803000700568800 

0.20 

0.19 

- 

0.19 

- 

0.19 

0.01 

0.06 

0.05 

- 

- 

- 

- 

- 

0.050 

0.241 

0.024 

0.217 

- 

- 

Safe 

Noor Mohammad Ka Dhadhala 

0803000200504400 

0.20 

0.25 

(101.75) 

0.20 

0.10 

0.30 

0.05 

0.25 

0.06 

- 

0.0607 

0.0858 

- 

0.147 

0.211 

0.511 

0.026 

0.486 

- 

- 

Safe 

Nosera 

0803000600562800 

0.20 

1.35 

(87.48) 

1.08 

0.85 

1.93 

0.03 

0.15 

0.35 

- 

0.4151 

0.7820 

- 

1.197 

1.549 

3.479 

0.174 

3.305 

- 

- 

Safe 

Pahalwan Ka Bera 

0803000200504500 

0.20 

0.49 

(101.88) 

0.39 

0.31 

0.71 

0.03 

0.17 

0.13 

- 

0.1824 

0.2578 

- 

0.440 

0.569 

1.276 

0.064 

1.213 

- 

- 

Safe 

Phalawali 

0803000200504200 

0.20 

0.10 

(111.23) 

0.08 

0.13 

0.21 

0.02 

0.08 

0.03 

- 

0.0761 

0.1076 

- 

0.184 

0.209 

0.418 

0.021 

0.397 

- 

- 

Safe 

Poogal 

0803000200505600 

0.20 

0.01 

514.88 

0.01 

0.08 

0.09 

0.00 

0.01 

0.00 

- 

0.0371 

0.0698 

- 

0.107 

0.109 

0.195 

0.010 

0.185 

- 

- 

Safe 

Ranewala 

0803000200504000 

0.20 

0.00 

33.03 

0.00 

0.03 

0.04 

0.00 

0.01 

0.00 

0.0100 

0.0156 

0.0295 

- 

0.055 

0.056 

0.092 

0.005 

0.087 

0.096 

109.92 

Over Exploited 

Ranisar 

0803000200504300 

0.20 

0.84 

(203.46) 

0.67 

0.54 

1.21 

0.03 

0.17 

0.22 

- 

0.3131 

0.4424 

- 

0.755 

0.975 

2.181 

0.109 

2.072 

- 

- 

Safe 

Rasoolsar Daber 

0803000200504600 

0.20 

0.19 

0.51 

0.19 

0.40 

0.59 

0.01 

0.05 

0.05 

- 

0.2339 

0.3305 

- 

0.564 

0.614 

1.205 

0.060 

1.144 

- 

- 

Safe 

Sardarpura 

0803000700568900 

0.12 

0.12 

(62.04) 

0.09 

- 

0.09 

0.01 

0.06 

0.03 

- 

- 

- 

- 

- 

0.031 

0.125 

0.006 

0.119 

0.019 

15.81 

Safe 

Siyasar Chaugan 

0803000600562700 

0.20 

2.75 

(40.55) 

2.20 

1.66 

3.86 

0.04 

0.18 

0.71 

- 

0.9682 

1.3681 

- 

2.336 

3.048 

6.907 

0.345 

6.561 

- 

- 

Safe 

Siyasar Panchkosa 

0803000200506000 

0.20 

2.71 

(98.59) 

2.17 

- 

2.17 

0.04 

0.20 

0.71 

- 

- 

- 

- 

- 

0.712 

2.884 

0.144 

2.740 

- 

- 

Safe 



0.20 

0.00 

(494.20) 

0.00 

0.02 

0.02 

0.00 

0.01 

0.00 

- 

0.0125 

0.0177 

- 

0.030 

0.031 

0.054 

0.003 

0.051 

- 

- 

Safe 

Tharoosar 

0803000200505900 

0.20 

0.26 

- 

0.26 

0.01 

0.27 

0.02 

0.10 

0.07 

0.0400 

- 

- 

- 

0.040 

0.109 

0.381 

0.038 

0.343 

1.104 

CO 

CM 

CM 

CM 

CO 

Over Exploited 



0.20 

0.01 

- 

0.01 

0.02 

0.03 

0.00 

0.02 

0.00 

0.0100 

0.0144 

0.0204 

- 

0.045 

0.047 

0.081 

0.008 

0.073 

0.204 

280.01 

Over Exploited 

1 Bm-3bd (shiv Nagar) 

0803000200507000 

0.20 

0.02 

723.33 

0.02 

0.02 

0.04 

0.01 

0.04 

0.00 

- 

0.0081 

0.0153 

- 

0.024 

0.028 

0.064 

0.003 

0.061 

- 

- 

Safe 



0.20 

0.40 

77.99 

0.48 

- 

0.48 

0.04 

0.18 

0.10 

- 

- 

- 

- 

- 

0.104 

0.584 

0.029 

0.555 

- 

- 

Safe 



0.20 

0.02 

498.01 

0.03 

0.05 

0.08 

0.01 

0.05 

0.01 

- 

0.0256 

0.0482 

- 

0.074 

0.080 

0.163 

0.008 

0.154 

- 

- 

Safe 

3 Km (sukhdeopura) 

0803000200506800 

0.20 

0.00 

1,778.53 

0.00 

0.00 

0.01 

0.00 

0.01 

0.00 

- 

0.0029 

0.0040 

- 

0.007 

0.007 

0.015 

0.001 

0.014 

- 

- 

Safe 



0.20 

0.02 

501.15 

0.03 

0.00 

0.03 

0.01 

0.03 

0.01 

- 

- 

- 

0.001 

0.001 

0.006 

0.033 

0.002 

0.032 

- 

- 

Safe 

4 Rm(rawat Abadi) 

0803000200506700 

0.20 

0.08 

420.37 

0.10 

0.04 

0.13 

0.01 

0.04 

0.02 

- 

0.0221 

0.0312 

- 

0.053 

0.074 

0.207 

0.010 

0.196 

- 

- 

Safe 



0.20 

0.01 

1,338.71 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.003 

0.017 

0.001 

0.016 

- 

- 

Safe 

Adoori 

0803000200505400 

0.20 

0.41 

149.82 

0.49 

- 

0.49 

0.02 

0.10 

0.11 

- 

- 

- 

- 

- 

0.106 

0.593 

0.030 

0.564 

- 

- 

Safe 



0.20 

0.90 

36.22 

1.08 

0.55 

1.63 

0.03 

0.16 

0.23 

- 

0.2680 

0.5050 

- 

0.773 

1.007 

2.634 

0.132 

2.502 

- 

- 

Safe 

Akasar 

0803000600559500 

0.20 

3.51 

(40.18) 

2.81 

1.72 

4.52 

0.04 

0.22 

0.90 

- 

1.0033 

1.4177 

- 

2.421 

3.320 

7.844 

0.392 

7.452 

- 

- 

Safe 

Amarpura 

0803000200506900 

0.20 

2.67 

(7.82) 

2.46 

0.33 

2.79 

0.03 

0.17 

0.69 

- 

0.1949 

0.2753 

- 

0.470 

1.163 

3.957 

0.198 

3.759 

- 

- 

Safe 



0.20 

0.75 

86.81 

0.90 

- 

0.90 

0.02 

0.09 

0.20 

- 

- 

- 

- 

- 

0.195 

1.097 

0.055 

1.042 

- 

- 

Safe 

Ambaran 

0803000700569600 

0.12 

0.01 

120.37 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.003 

0.014 

0.001 

0.013 

0.002 

16.14 

Safe 

Amrewala 

0803000200506500 

0.20 

0.39 

137.14 

0.47 

0.03 

0.49 

0.03 

0.14 

0.10 

- 

- 

- 

0.040 

0.040 

0.141 

0.634 

0.032 

0.602 

- 

- 

Safe 



0.20 

0.32 

123.93 

0.39 

0.24 

0.63 

0.03 

0.12 

0.08 

- 

0.1194 

0.2250 

- 

0.344 

0.428 

1.058 

0.053 

1.005 

- 

- 

Safe 

Angneu 

0803000400528000 

0.20 

2.69 

(82.20) 

2.15 

0.31 

2.46 

0.04 

0.18 

0.69 

- 

0.1806 

0.2553 

0.002 

0.438 

1.131 

3.590 

0.180 

3.411 

- 

- 

Safe 



0.20 

0.01 

426.15 

0.01 

- 

0.01 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.008 

- 

- 

Safe 

Ballar 

0803000600559400 

0.20 

0.30 

78.60 

0.36 

0.80 

1.16 

0.01 

0.04 

0.08 

- 

0.4651 

0.6572 

- 

1.122 

1.199 

2.354 

0.118 

2.236 

- 

- 

Safe 

Bandarewala 

0803000200509400 

0.20 

1.57 

(63.98) 

1.26 

- 

1.26 

0.05 

0.26 

0.41 

- 

- 

- 

- 

- 

0.415 

1.670 

0.084 

1.587 

- 

- 

Safe 

Barala 

0803000200507600 

0.20 

1.11 

(82.42) 

0.89 

- 

0.89 

0.05 

0.24 

0.29 

- 

- 

- 

- 

- 

0.294 

1.180 

0.059 

1.121 

- 

- 

Safe 

Barjoo 

0803000200507500 

0.20 

2.37 

(85.76) 

1.89 

- 

1.89 

0.05 

0.26 

0.62 

- 

- 

- 

- 

- 

0.625 

2.518 

0.126 

2.393 

- 

- 

Safe 

Bhanawatawala 

0803000200507300 

0.20 

0.26 

(60.98) 

0.21 

- 

0.21 

0.02 

0.12 

0.07 

- 

- 

- 

- 

- 

0.068 

0.274 

0.014 

0.261 

- 

- 

Safe 

Bhanipura 

0803000200509500 

0.20 

1.80 

(25.13) 

1.44 

0.30 

1.74 

0.03 

0.12 

0.47 

- 

0.1770 

0.2501 

0.001 

0.428 

0.900 

2.640 

0.132 

2.508 

- 

- 

Safe 



0.20 

1.85 

(17.29) 

1.53 

0.00 

1.53 

0.03 

0.13 

0.49 

- 

- 

- 

0.001 

0.001 

0.487 

2.020 

0.101 

1.919 

- 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Bijeri 

080300040052570C 

73.877 

Saline 

Non-command 

Non-command 

Older Alluvium 

15.325 

0.32 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.22 

0.00 

0.000 

0.04 

0.08 






IGNP Canal System Stage 1 

Command 

Older Alluvium 

0.426 

0.32 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Binjharwali 

080300030051450C 

48.654 

Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

0.849 

0.95 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.00 

0.01 


Burj Chobdaran 

0803000400528100 

18.022 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

17.141 

0.09 

0.080 

0.00 

0.00 

0.02 

0.03 

0.00 

0.06 

0.04 

0.01 

0.000 

0.20 

0.34 


Chakosa 

0803000200506100 

24.016 

Saline 

Non-command 

Non-command 

Older Alluvium 

15.560 

0.12 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.09 

0.00 

0.000 

0.13 

0.27 






IGNP Canal System Stage 1 

Command 

Older Alluvium 

4.467 

0.12 

0.100 

0.00 

0.00 

0.02 

0.02 

0.00 

0.02 

0.01 

0.00 

0.000 

0.04 

0.08 


Chhagoliya 

0803000200505500 

15.782 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

15.782 

0.52 

0.100 

0.00 

0.00 

0.08 

0.16 

0.00 

0.59 

0.30 

0.00 

0.000 

0.21 

0.40 


Dand Khurd 

0803000400525500 

14.673 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.104 

0.45 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.000 

0.02 

0.03 






IGNP Canal System Stage 1 

Command 

Older Alluvium 

13.570 

0.45 

0.080 

0.00 

0.00 

0.07 

0.13 

0.00 

0.29 

0.16 

0.00 

0.000 

0.19 

0.35 


Dantaur 

0803000600562400 

118.774 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

115.961 

0.66 

0.100 

0.00 

0.00 

1.01 

1.14 

0.00 

5.52 

2.90 

0.00 

0.000 

0.20 

0.38 


Deensar 

0803000200509300 

11.265 

Saline 

Non-command 

Non-command 

Older Alluvium 

11.265 

0.19 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.11 

0.00 

0.000 

0.20 

0.40 


Derjogran 

0803000200508100 

2.042 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.861 

0.11 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.09 

0.18 







Non-command 

Vindhyan Sandstone 

1.068 

0.11 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.11 

0.22 


Dhodha 

0803000200505800 

75.598 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

16.372 

0.01 

0.100 

0.01 

0.00 

0.06 

0.08 

0.00 

-0.11 

-0.05 

0.05 

0.000 

0.04 

0.09 


Ganeshwali 

0803000200504800 

31.441 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

31.441 

0.81 

0.100 

0.00 

0.00 

0.16 

0.31 

0.00 

2.07 

1.08 

0.00 

0.000 

0.21 

0.39 


Gangajali 

0803000200504900 

51.070 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

51.070 

0.63 

0.100 

0.06 

0.01 

0.36 

0.50 

0.00 

2.41 

1.25 

0.24 

0.000 

0.20 

0.39 


Gogliwala 

0803000200506300 

78.088 

Saline 

Non-command 

Non-command 

Older Alluvium 

38.561 

0.50 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

1.91 

0.98 

0.01 

0.000 

0.10 

0.20 






IGNP Canal System Stage 1 

Command 

Older Alluvium 

39.527 

0.50 

0.100 

0.00 

0.00 

0.14 

0.19 

0.00 

1.63 

0.84 

0.02 

0.000 

0.10 

0.20 


Gulamaliwala 

0803000600559600 

120.855 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

2.847 

0.48 

0.100 

0.00 

0.00 

0.02 

0.03 

0.00 

0.09 

0.05 

0.00 

0.000 

0.00 

0.01 


Gulamwala 

0803000400525600 

42.578 

Saline 

Non-command 

Non-command 

Older Alluvium 

24.784 

0.49 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.98 

0.54 

0.08 

0.000 

0.12 

0.22 






IGNP Canal System Stage 1 

Command 

Older Alluvium 

17.793 

0.49 

0.080 

0.01 

0.00 

0.09 

0.17 

0.00 

0.43 

0.24 

0.05 

0.000 

0.09 

0.16 


Haphasar 

0803000300516400 

72.514 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

5.306 

-0.33 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.02 

0.04 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

14.764 

-0.33 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.014 

0.04 

0.12 


Jagasar 

0803000400525400 

110.204 

Saline 

Non-command 

Non-command 

Older Alluvium 

12.397 

0.33 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.18 

0.00 

0.000 

0.02 

0.04 






IGNP Canal System Stage 1 

Command 

Older Alluvium 

91.400 

0.33 

0.080 

0.00 

0.00 

0.64 

0.90 

0.00 

0.88 

0.48 

0.00 

0.000 

0.17 

0.32 


Jaimalsar 

0803000200509700 

112.637 

Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

8.406 

0.23 

0.060 

0.00 

0.00 

0.01 

0.02 

0.00 

0.09 

0.05 

0.00 

0.001 

0.02 

0.03 







Command 

Vindhyan Sandstone 

11.653 

0.23 

0.040 

0.00 

0.00 

0.02 

0.02 

0.00 

0.07 

0.04 

0.00 

0.001 

0.02 

0.04 






Non-command 

Non-command 

Older Alluvium 

0.270 

0.23 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Vindhyan Sandstone 

4.108 

0.23 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.000 

0.01 

0.01 


Jalwali 

0803000200508900 

41.012 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.628 

0.13 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.00 

0.000 

0.03 

0.06 


Jhoorkiya 

0803000200505000 

55.740 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

55.740 

0.79 

0.100 

0.00 

0.00 

0.39 

0.55 

0.00 

3.45 

1.83 

0.00 

0.000 

0.21 

0.39 


Jodhasar 

0803000200506600 

166.677 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

4.515 

0.89 

0.100 

0.00 

0.00 

0.01 

0.02 

0.00 

0.38 

0.21 

0.00 

0.000 

0.01 

0.01 






Non-command 

Non-command 

Older Alluvium 

31.182 

0.89 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

2.79 

1.52 

0.03 

0.000 

0.04 

0.07 






IGNP Canal System Stage 1 

Command 

Older Alluvium 

121.788 

0.89 

0.100 

0.03 

0.00 

0.64 

1.20 

0.00 

9.05 

4.94 

0.13 

0.000 

0.15 

0.28 


Kalasar 

0803000200508200 

85.589 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

3.124 

0.05 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Older Alluvium 

37.605 

0.05 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.07 

0.00 

0.003 

0.09 

0.21 







Non-command 

Vindhyan Sandstone 

38.425 

0.05 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.00 

0.003 

0.09 

0.21 


Karanpura 

0803000200505700 

50.048 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

20.331 

0.10 

0.100 

0.00 

0.00 

0.11 

0.20 

0.00 

-0.09 

-0.05 

0.01 

0.000 

0.08 

0.17 


Karnisar Bhatiyan 

0803000200507400 

96.561 

Saline 

Non-command 

Non-command 

Older Alluvium 

74.502 

0.17 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

1.28 

0.64 

0.00 

0.000 

0.16 

0.32 


Kawni 

0803000200509600 

134.964 

Saline 

Non-command 

Non-command 

Older Alluvium 

12.158 

0.30 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.15 

0.00 

0.001 

0.02 

0.03 







Non-command 

Vindhyan Sandstone 

2.921 

0.30 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.000 

0.00 

0.01 


Kelan 

0803000700569000 

139.976 

Saline 

Non-command 

Non-command 

Older Alluvium 

37.627 

0.03 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.04 

0.00 

0.036 

0.06 

0.13 


Khari Charnan 

0803000400528400 

46.135 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

3.412 

-0.01 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 


Kheersar 

0803000200504700 

50.646 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

50.646 

0.44 

0.100 

0.00 

0.00 

0.35 

0.50 

0.00 

1.38 

0.71 

0.02 

0.000 

0.20 

0.40 


Lakhoosar 

0803000200507700 

56.433 

Saline 

Non-command 

Non-command 

Older Alluvium 

41.545 

0.12 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.19 

0.00 

0.003 

0.15 

0.31 







Non-command 

Vindhyan Sandstone 

0.374 

0.12 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Maganwala 

0803000400524400 

46.416 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

0.291 

0.30 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Makeri 

0803000200505200 

21.538 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

21.538 

0.92 

0.100 

0.00 

0.00 

0.11 

0.21 

0.00 

1.67 

0.88 

0.00 

0.000 

0.21 

0.39 


Makrasar 

0803000300514400 

39.077 

Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

33.838 

0.33 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.36 

0.13 

0.03 

0.033 

0.19 

0.51 


Mehrasar 

0803000200509200 

54.770 

Saline 

Non-command 

Non-command 

Older Alluvium 

19.740 

0.37 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.59 

0.31 

0.04 

0.001 

0.07 

0.14 







Non-command 

Vindhyan Sandstone 

10.626 

0.37 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.09 

0.02 

0.001 

0.04 

0.08 


Miranwala 

0803000400524500 

49.049 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.870 

0.28 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.11 

0.00 

0.000 

0.04 

0.07 






IGNP Canal System Stage 1 

Command 

Older Alluvium 

21.154 

0.28 

0.080 

0.00 

0.00 

0.15 

0.21 

0.00 

0.12 

0.07 

0.00 

0.000 

0.09 

0.17 


Modiya Mansar 

0803000400528500 

31.224 

Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

0.231 

0.05 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nasooma 

0803000400524600 

6.836 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.016 

0.31 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






IGNP Canal System Stage 1 

Command 

Older Alluvium 

0.329 

0.31 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Nokha @ Daiya 

0803000400528300 

65.297 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

34.658 

0.17 

0.080 

0.00 

0.00 

0.05 

0.07 

0.00 

0.35 

0.19 

0.00 

0.000 

0.11 

0.20 







Command 

Tertiary Sandstone 

21.049 

0.17 

0.040 

0.00 

0.00 

0.03 

0.04 

0.00 

0.07 

0.04 

0.00 

0.000 

0.07 

0.12 







Command 

Vindhyan Sandstone 

6.303 

0.17 

0.030 

0.00 

0.00 

0.01 

0.01 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.04 






Non-command 

Non-command 

Older Alluvium 

1.211 

0.17 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.00 

0.01 


Noor Mohammad Ki Dhani 

0803000200509000 

9.365 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.146 

0.07 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

2.309 

0.07 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.05 

0.10 


Nosera 

0803000600562800 

93.120 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

0.662 

0.21 

0.100 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Pahalwan Ka Bera 

0803000200504500 

28.101 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

9.501 

0.16 

0.100 

0.00 

0.00 

0.07 

0.09 

0.00 

-0.01 

0.00 

0.00 

0.000 

0.07 

0.13 


Poogal 

0803000200505600 

125.132 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

120.093 

0.35 

0.100 

0.01 

0.00 

0.63 

1.18 

0.00 

2.40 

1.22 

0.05 

0.000 

0.20 

0.39 


Prithviraj Ka Bera 

0803000400527900 

17.869 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

0.994 

0.18 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.02 


Rajasar Bhatiyan 

0803000700569700 

120.126 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.367 

0.78 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.00 

0.00 







Non-command 

Vindhyan Sandstone 

3.543 

0.78 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.03 

0.00 

0.003 

0.01 

0.02 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Bijeri 

0803000400525700 

0.20 

0.13 

61.98 

0.16 

- 

0.16 

0.01 

0.05 

0.03 

- 

- 

- 

- 

- 

0.034 

0.194 

0.010 

0.184 

- 

- 

Safe 



0.20 

0.00 

1,848.18 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

- 

0.0042 

0.0059 

- 

0.010 

0.010 

0.017 

0.001 

0.017 

- 

- 

Safe 

Binjharwali 

0803000300514500 

0.06 

0.00 

3,886.00 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Burj Chobdaran 

0803000400528100 

0.20 

0.69 

(94.75) 

0.55 

0.06 

0.61 

0.05 

0.25 

0.18 

- 

0.0329 

0.0465 

- 

0.080 

0.258 

0.864 

0.043 

0.821 

0.011 

1.34 

Safe 

Chakosa 

0803000200506100 

0.20 

0.41 

(77.70) 

0.33 

- 

0.33 

0.03 

0.17 

0.11 

- 

- 

- 

- 

- 

0.108 

0.440 

0.022 

0.418 

- 

- 

Safe 



0.20 

0.03 

(77.46) 

0.03 

0.04 

0.06 

0.01 

0.05 

0.01 

- 

0.0219 

0.0310 

- 

0.053 

0.062 

0.127 

0.006 

0.120 

- 

- 

Safe 

Chhagoliya 

0803000200505500 

0.20 

0.65 

(53.78) 

0.52 

0.24 

0.76 

0.05 

0.26 

0.17 

- 

0.1161 

0.2187 

- 

0.335 

0.503 

1.259 

0.063 

1.196 

- 

- 

Safe 

Dand Khurd 

0803000400525500 

0.20 

0.00 

531.37 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

- 

- 

Safe 



0.20 

0.52 

(69.96) 

0.42 

0.20 

0.62 

0.05 

0.24 

0.13 

- 

0.0998 

0.1880 

- 

0.288 

0.422 

1.046 

0.052 

0.993 

- 

- 

Safe 

Dantaur 

0803000600562400 

0.20 

4.64 

(37.58) 

3.71 

2.15 

5.86 

0.05 

0.25 

1.19 

- 

1.4215 

1.6070 

0.001 

3.030 

4.223 

10.084 

0.504 

9.580 

- 

- 

Safe 

Deensar 

0803000200509300 

0.20 

0.46 

(76.46) 

0.37 

- 

0.37 

0.05 

0.26 

0.12 

- 

- 

- 

- 

- 

0.122 

0.490 

0.024 

0.465 

- 

- 

Safe 

Derjogran 

0803000200508100 

0.15 

0.01 

(67.72) 

0.01 

- 

0.01 

0.02 

0.11 

0.00 

- 

- 

- 

- 

- 

0.003 

0.012 

0.001 

0.011 

0.000 

0.58 

Safe 



0.08 

0.01 

(76.00) 

0.01 

- 

0.01 

0.03 

0.14 

0.00 

- 

- 

- 

- 

- 

0.002 

0.010 

0.000 

0.009 

0.000 

0.87 

Safe 

Dhodha 

0803000200505800 

0.20 

0.14 

(135.88) 

0.12 

0.14 

0.25 

0.01 

0.06 

0.04 

- 

0.0803 

0.1134 

- 

0.194 

0.231 

0.484 

0.024 

0.460 

0.048 

10.44 

Safe 

Ganeshwali 

0803000200504800 

0.20 

1.29 

(16.37) 

1.08 

0.47 

1.56 

0.05 

0.26 

0.33 

- 

0.2313 

0.4357 

- 

0.667 

1.002 

2.557 

0.128 

2.429 

- 

- 

Safe 

Gangajali 

0803000200504900 

0.20 

2.09 

(40.16) 

1.67 

0.87 

2.54 

0.05 

0.26 

0.54 

0.0300 

0.5008 

0.7077 

- 

1.239 

1.779 

4.318 

0.216 

4.102 

0.240 

5.85 

Safe 

Gogliwala 

0803000200506300 

0.20 

0.78 

25.28 

0.94 

- 

0.94 

0.03 

0.13 

0.20 

- 

- 

- 

- 

- 

0.205 

1.146 

0.057 

1.089 

0.010 

0.92 

Safe 



0.20 

0.82 

1.48 

0.84 

0.33 

1.17 

0.03 

0.13 

0.22 

- 

0.1938 

0.2739 

- 

0.468 

0.683 

1.851 

0.093 

1.759 

0.019 

1.08 

Safe 

Gulamaliwala 

0803000600559600 

0.20 

0.00 

1,616.56 

0.00 

0.05 

0.05 

0.00 

0.01 

0.00 

- 

0.0279 

0.0394 

- 

0.067 

0.068 

0.119 

0.006 

0.113 

- 

- 

Safe 

Gulamwala 

0803000400525600 

0.20 

0.60 

(10.07) 

0.54 

- 

0.54 

0.03 

0.15 

0.15 

0.0100 

- 

- 

- 

0.010 

0.165 

0.708 

0.035 

0.672 

0.076 

11.30 

Safe 



0.20 

0.31 

(23.06) 

0.25 

0.27 

0.52 

0.02 

0.11 

0.08 

0.0100 

0.1309 

0.2466 

- 

0.387 

0.467 

0.984 

0.049 

0.935 

0.050 

5.35 

Safe 

Haphasar 

0803000300516400 

0.06 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.006 

0.005 

89.23 

Semi Critical 



0.06 

0.04 

- 

0.04 

- 

0.04 

0.01 

0.06 

0.01 

- 

- 

- 

- 

- 

0.010 

0.049 

0.005 

0.044 

0.014 

32.07 

Safe 

Jagasar 

0803000400525400 

0.20 

0.06 

205.53 

0.07 

- 

0.07 

0.01 

0.03 

0.01 

- 

- 

- 

- 

- 

0.015 

0.085 

0.004 

0.080 

- 

- 

Safe 



0.20 

3.16 

(84.93) 

2.53 

1.54 

4.06 

0.04 

0.22 

0.80 

- 

0.8964 

1.2666 

- 

2.163 

2.967 

7.028 

0.351 

6.677 

- 

- 

Safe 

Jaimalsar 

0803000200509700 

0.08 

0.01 

358.01 

0.01 

0.03 

0.04 

0.00 

0.02 

0.00 

- 

0.0162 

0.0228 

- 

0.039 

0.042 

0.082 

0.004 

0.078 

0.001 

0.82 

Safe 



0.08 

0.02 

85.31 

0.02 

0.04 

0.06 

0.01 

0.03 

0.01 

- 

0.0224 

0.0316 

- 

0.054 

0.059 

0.121 

0.006 

0.115 

0.001 

0.77 

Safe 



0.15 

0.00 

13,455.58 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

724.78 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.003 

0.000 

9.09 

Safe 

Jalwali 

0803000200508900 

0.15 

0.02 

25.70 

0.03 

- 

0.03 

0.01 

0.04 

0.01 

- 

- 

- 

- 

- 

0.006 

0.035 

0.002 

0.033 

0.000 

1.30 

Safe 

Jhoorkiya 

0803000200505000 

0.20 

2.30 

(20.64) 

1.84 

0.94 

2.78 

0.05 

0.26 

0.59 

- 

0.5466 

0.7724 

- 

1.319 

1.912 

4.690 

0.235 

4.456 

- 

- 

Safe 

Jodhasar 

0803000200506600 

0.20 

0.01 

3,916.14 

0.01 

0.03 

0.03 

0.00 

0.01 

0.00 

- 

0.0130 

0.0245 

- 

0.038 

0.039 

0.072 

0.004 

0.068 

- 

- 

Safe 



0.20 

0.24 

524.95 

0.29 

- 

0.29 

0.01 

0.05 

0.06 

- 

- 

- 

- 

- 

0.063 

0.355 

0.018 

0.337 

0.034 

10.09 

Safe 



0.20 

3.71 

########## 

4.46 

1.83 

6.29 

0.04 

0.19 

0.95 

0.0100 

0.8958 

1.6877 

0.001 

2.594 

3.549 

9.839 

0.492 

9.347 

0.132 

1.41 

Safe 

Kalasar 

0803000200508200 

0.08 

0.00 

53.13 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.000 

8.99 

Safe 



0.15 

0.51 

(86.28) 

0.41 

- 

0.41 

0.02 

0.12 

0.14 

- 

- 

- 

- 

- 

0.136 

0.547 

0.027 

0.520 

0.003 

0.55 

Safe 



0.08 

0.29 

(87.40) 

0.23 

- 

0.23 

0.02 

0.12 

0.08 

- 

- 

- 

- 

- 

0.076 

0.305 

0.015 

0.290 

0.003 

1.01 

Safe 

Karanpura 

0803000200505700 

0.20 

0.33 

(113.69) 

0.27 

0.31 

0.57 

0.02 

0.10 

0.09 

- 

0.1495 

0.2817 

- 

0.431 

0.519 

1.092 

0.055 

1.037 

0.012 

1.16 

Safe 

Karnisar Bhatiyan 

0803000200507400 

0.20 

2.36 

(72.90) 

1.89 

0.00 

1.89 

0.04 

0.20 

0.62 

- 

- 

- 

0.001 

0.001 

0.623 

2.512 

0.126 

2.386 

- 

- 

Safe 

Kawni 

0803000200509600 

0.15 

0.03 

360.72 

0.04 

- 

0.04 

0.00 

0.02 

0.01 

- 

- 

- 

- 

- 

0.009 

0.049 

0.002 

0.046 

0.001 

1.98 

Safe 



0.08 

0.00 

1,700.93 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.000 

15.47 

Safe 

Kelan 

0803000700569000 

0.12 

0.25 

(83.45) 

0.20 

- 

0.20 

0.01 

0.07 

0.07 

- 

- 

- 

- 

- 

0.066 

0.269 

0.013 

0.255 

0.036 

14.18 

Safe 

Khari Charnan 

0803000400528400 

0.10 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.001 

0.006 

- 

- 

Safe 

Kheersar 

0803000200504700 

0.20 

2.06 

(65.72) 

1.65 

0.85 

2.51 

0.05 

0.26 

0.54 

- 

0.4967 

0.7018 

0.005 

1.204 

1.739 

4.245 

0.212 

4.032 

0.019 

0.47 

Safe 

Lakhoosar 

0803000200507700 

0.15 

0.94 

(79.71) 

0.75 

- 

0.75 

0.04 

0.19 

0.25 

- 

- 

- 

- 

- 

0.249 

1.001 

0.050 

0.951 

0.003 

0.33 

Safe 



0.08 

0.00 

2,114.71 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Maganwala 

0803000400524400 

0.20 

0.00 

1,484.52 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0029 

0.0040 

- 

0.007 

0.007 

0.012 

0.001 

0.011 

- 

- 

Safe 

Makeri 

0803000200505200 

0.20 

0.89 

(1.52) 

0.88 

0.32 

1.20 

0.05 

0.26 

0.23 

- 

0.1584 

0.2985 

- 

0.457 

0.687 

1.886 

0.094 

1.792 

- 

- 

Safe 

Makrasar 

0803000300514400 

0.06 

0.38 

(65.53) 

0.30 

- 

0.30 

0.05 

0.23 

0.10 

- 

- 

- 

- 

- 

0.098 

0.401 

0.020 

0.381 

0.063 

16.43 

Safe 

Mehrasar 

0803000200509200 

0.15 

0.22 

41.43 

0.26 

- 

0.26 

0.02 

0.09 

0.06 

- 

- 

- 

- 

- 

0.058 

0.318 

0.016 

0.302 

0.044 

14.75 

Safe 



0.08 

0.03 

157.57 

0.04 

- 

0.04 

0.01 

0.05 

0.01 

- 

- 

- 

- 

- 

0.009 

0.049 

0.002 

0.047 

0.023 

48.91 

Safe 

Miranwala 

0803000400524500 

0.20 

0.07 

62.87 

0.08 

- 

0.08 

0.01 

0.05 

0.02 

- 

- 

- 

- 

- 

0.017 

0.097 

0.005 

0.092 

- 

- 

Safe 



0.20 

0.38 

(82.26) 

0.30 

0.36 

0.66 

0.02 

0.11 

0.10 

- 

0.2075 

0.2931 

- 

0.501 

0.596 

1.255 

0.063 

1.192 

- 

- 

Safe 

Modiya Mansar 

0803000400528500 

0.10 

0.00 

(657.74) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0004 

0.0006 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

- 

- 

Safe 

Nasooma 

0803000400524600 

0.20 

0.00 

12,080.96 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.20 

0.00 

127.00 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0032 

0.0046 

- 

0.008 

0.008 

0.014 

0.001 

0.014 

- 

- 

Safe 

Nokha @ Daiya 

0803000400528300 

0.20 

0.76 

(74.61) 

0.61 

0.11 

0.73 

0.03 

0.14 

0.20 

- 

0.0666 

0.0941 

- 

0.161 

0.361 

1.086 

0.054 

1.032 

- 

- 

Safe 



0.10 

0.14 

(72.20) 

0.11 

0.07 

0.18 

0.02 

0.08 

0.04 

- 

0.0405 

0.0572 

0.001 

0.098 

0.135 

0.318 

0.016 

0.302 

- 

- 

Safe 



0.10 

0.01 

(55.70) 

0.01 

0.02 

0.03 

0.01 

0.03 

0.00 

- 

0.0121 

0.0171 

0.001 

0.030 

0.034 

0.065 

0.003 

0.062 

- 

- 

Safe 



0.20 

0.00 

863.90 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

- 

- 

Safe 

Noor Mohammad Ki Dhani 

0803000200509000 

0.08 

0.00 

435.48 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.01 

(65.65) 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.002 

0.010 

0.000 

0.009 

0.000 

1.86 

Safe 

Nosera 

0803000600562800 

0.20 

0.00 

974.83 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

- 

0.0049 

0.0092 

- 

0.014 

0.014 

0.024 

0.001 

0.023 

- 

- 

Safe 

Pahalwan Ka Bera 

0803000200504500 

0.20 

0.13 

(103.65) 

0.10 

0.16 

0.26 

0.02 

0.09 

0.03 

- 

0.0932 

0.1317 

- 

0.225 

0.258 

0.521 

0.026 

0.495 

- 

- 

Safe 

Poogal 

0803000200505600 

0.20 

4.70 

(74.12) 

3.76 

1.81 

5.57 

0.05 

0.25 

1.22 

0.0100 

0.8833 

1.6642 

- 

2.558 

3.781 

9.350 

0.467 

8.882 

0.048 

0.54 

Safe 

Prithviraj Ka Bera 

0803000400527900 

0.20 

0.00 

173.55 

0.00 

0.00 

0.01 

0.00 

0.01 

0.00 

- 

0.0019 

0.0027 

- 

0.005 

0.005 

0.011 

0.001 

0.011 

- 

- 

Safe 

Rajasar Bhatiyan 

0803000700569700 

0.12 

0.00 

27,592.05 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

2,046.69 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.003 

180.88 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Ramai 

080300020050620C 

15.811 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.015 

0.22 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.03 

0.00 

0.000 

0.04 

0.08 






IGNP Canal System Stage 1 

Command 

Older Alluvium 

12.796 

0.22 

0.100 

0.00 

0.00 

0.04 

0.06 

0.00 

0.17 

0.09 

0.00 

0.000 

0.17 

0.33 


Ramra 

080300020050530C 

97.101 

Saline 

Non-command 

Non-command 

Older Alluvium 

33.120 

0.98 

0.100 

0.00 

0.00 

0.00 

0.00 

0.07 

3.17 

1.69 

0.00 

0.000 

0.07 

0.13 






IGNP Canal System Stage 1 

Command 

Older Alluvium 

63.981 

0.98 

0.100 

0.00 

0.00 

0.33 

0.63 

0.00 

5.30 

2.82 

0.00 

0.000 

0.14 

0.26 


Ramsar Patta Poogal 

080300020050710C 

77.397 

Saline 

Non-command 

Non-command 

Older Alluvium 

77.246 

0.44 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

3.40 

1.80 

0.00 

0.000 

0.21 

0.39 






IGNP Canal System Stage 1 

Command 

Older Alluvium 

0.151 

0.44 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 


Randheesar 

080300040052820C 

99.360 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

83.139 

0.09 

0.080 

0.00 

0.00 

0.11 

0.16 

0.00 

0.31 

0.18 

0.00 

0.000 

0.18 

0.31 







Command 

Tertiary Sandstone 

14.167 

0.09 

0.040 

0.00 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.05 






Non-command 

Non-command 

Tertiary Sandstone 

0.667 

0.09 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ranisar 

0803000200504300 

48.355 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

0.341 

0.15 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rasoolsar Daber 

0803000200504600 

121.048 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

97.197 

0.32 

0.100 

0.00 

0.00 

0.68 

0.96 

0.00 

1.52 

0.78 

0.00 

0.000 

0.16 

0.32 


Roopnagar 

0803000200506400 

50.221 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

0.280 

0.79 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Older Alluvium 

49.941 

0.79 

0.100 

0.00 

0.00 

0.00 

0.00 

0.53 

3.41 

1.82 

0.00 

0.000 

0.21 

0.39 


Sammewala 

0803000200505100 

40.511 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

40.511 

0.55 

0.100 

0.00 

0.00 

0.28 

0.40 

0.00 

1.56 

0.83 

0.00 

0.000 

0.21 

0.39 


Sardarpura 

0803000700568900 

80.088 

Saline 

Non-command 

Non-command 

Older Alluvium 

37.052 

0.06 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.08 

0.00 

0.036 

0.10 

0.21 


Sawaisar 

0803000200508300 

20.524 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

2.800 

-0.12 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.07 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

15.050 

-0.12 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.15 

0.38 


Sharah Borla 

0803000200509800 

20.185 

Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

16.565 

0.11 

0.060 

0.00 

0.00 

0.02 

0.03 

0.00 

0.06 

0.03 

0.00 

0.001 

0.17 

0.30 






Non-command 

Non-command 

Tertiary Sandstone 

0.173 

0.11 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sheroowala 

0803000400525800 

160.148 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

13.436 

0.29 

0.080 

0.01 

0.00 

0.03 

0.05 

0.00 

0.24 

0.14 

0.05 

0.000 

0.02 

0.03 






Non-command 

Non-command 

Older Alluvium 

7.640 

0.29 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.11 

0.03 

0.000 

0.01 

0.02 


Siyasar Chaugan 

0803000600562700 

142.449 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

38.339 

0.49 

0.100 

0.00 

0.00 

0.27 

0.38 

0.00 

1.23 

0.64 

0.00 

0.000 

0.05 

0.10 


Siyasar Panchkosa 

0803000200506000 

113.640 

Saline 

Non-command 

Non-command 

Older Alluvium 

12.126 

0.01 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.04 






IGNP Canal System Stage 1 

Command 

Older Alluvium 

12.259 

0.01 

0.100 

0.00 

0.00 

0.04 

0.06 

0.00 

-0.09 

-0.04 

0.00 

0.000 

0.02 

0.05 


Soorasar 

0803000200507200 

90.679 

Saline 

Non-command 

Non-command 

Older Alluvium 

48.061 

0.30 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

1.46 

0.75 

0.00 

0.000 

0.11 

0.21 






IGNP Canal System Stage 1 

Command 

Older Alluvium 

42.618 

0.30 

0.100 

0.00 

0.00 

0.15 

0.21 

0.00 

0.94 

0.48 

0.00 

0.000 

0.10 

0.19 


Surjara 

0803000400531800 

86.959 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

13.494 

0.08 

0.080 

0.00 

0.00 

0.02 

0.03 

0.00 

0.04 

0.03 

0.00 

0.000 

0.03 

0.06 







Command 

Tertiary Sandstone 

0.001 

0.08 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Tanwarawala 

0803000400525300 

19.758 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.124 

0.32 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 

16004025 

21 C.w.b 

0803000400527100 

36.630 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

1.743 

0.12 

0.080 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.02 


3 Km (sukhdeopura) 

0803000200506800 

46.725 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

36.108 

0.48 

0.100 

0.00 

0.00 

0.05 

0.07 

0.00 

1.61 

0.90 

0.00 

0.000 

0.16 

0.29 






Non-command 

Non-command 

Older Alluvium 

4.167 

0.48 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.11 

0.00 

0.000 

0.02 

0.03 


4 Rm(rawat Abadi) 

0803000200506700 

69.510 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

53.648 

0.68 

0.100 

0.00 

0.00 

0.07 

0.10 

0.00 

3.46 

1.93 

0.00 

0.000 

0.16 

0.29 






Non-command 

Non-command 

Older Alluvium 

0.025 

0.68 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Akhoosar 

0803000400523800 

78.978 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

53.066 

0.16 

0.080 

0.00 

0.00 

0.11 

0.20 

0.00 

0.38 

0.21 

0.00 

0.000 

0.14 

0.25 






Non-command 

Non-command 

Older Alluvium 

7.335 

0.16 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.05 

0.00 

0.000 

0.02 

0.03 


Amarpura 

0803000200506900 

160.906 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

1.756 

0.47 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Older Alluvium 

3.956 

0.47 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.10 

0.00 

0.000 

0.01 

0.01 


Angneu 

0803000400528000 

138.791 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

33.925 

0.15 

0.080 

0.00 

0.00 

0.05 

0.07 

0.00 

0.30 

0.17 

0.00 

0.000 

0.05 

0.09 






Non-command 

Non-command 

Older Alluvium 

6.499 

0.15 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.000 

0.01 

0.02 


Annewala 

0803000400523600 

34.020 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

3.955 

0.18 

0.080 

0.00 

0.00 

0.01 

0.02 

0.00 

0.03 

0.02 

0.00 

0.000 

0.02 

0.04 


Bajju Khalsa 

0803000400533200 

35.282 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

7.501 

0.13 

0.080 

0.00 

0.00 

0.02 

0.03 

0.00 

0.03 

0.02 

0.00 

0.000 

0.05 

0.08 






Non-command 

Non-command 

Older Alluvium 

2.280 

0.13 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.01 

0.02 


Bangarsar 

0803000400527800 

143.907 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

20.442 

0.16 

0.080 

0.03 

0.00 

0.03 

0.04 

0.00 

0.22 

0.13 

0.10 

0.000 

0.03 

0.05 






Non-command 

Non-command 

Older Alluvium 

3.890 

0.16 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.02 

0.000 

0.01 

0.01 


Barsalpur 

0803000400523900 

104.802 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

17.891 

0.11 

0.080 

0.00 

0.00 

0.05 

0.07 

0.00 

0.04 

0.02 

0.00 

0.000 

0.04 

0.06 


Berasar 

0803000400533500 

3.969 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

3.969 

0.09 

0.080 

0.00 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.00 

0.000 

0.21 

0.36 


Bhaloori 

0803000400525900 

137.370 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

119.100 

0.16 

0.080 

0.29 

0.04 

0.32 

0.46 

0.00 

1.03 

0.59 

1.17 

0.000 

0.18 

0.32 






Non-command 

Non-command 

Older Alluvium 

18.270 

0.16 

0.080 

0.04 

0.01 

0.00 

0.00 

0.00 

0.27 

0.15 

0.18 

0.000 

0.03 

0.05 


Bhandhli 

0803000400526000 

20.792 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

20.792 

0.15 

0.080 

0.00 

0.00 

0.06 

0.08 

0.00 

0.11 

0.06 

0.00 

0.000 

0.21 

0.37 


Bhatiyon Ki Dhani 

0803000400527500 

35.649 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

35.649 

0.11 

0.080 

0.00 

0.00 

0.10 

0.14 

0.00 

0.09 

0.05 

0.00 

0.000 

0.21 

0.37 


Bijeri 

0803000400525700 

73.877 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

9.395 

0.32 

0.080 

0.00 

0.00 

0.03 

0.04 

0.00 

0.18 

0.10 

0.00 

0.000 

0.03 

0.05 






Non-command 

Non-command 

Older Alluvium 

24.788 

0.32 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.63 

0.35 

0.00 

0.000 

0.07 

0.13 


Bikendri 

0803000400525100 

14.972 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

10.887 

0.30 

0.080 

0.00 

0.00 

0.03 

0.04 

0.00 

0.19 

0.11 

0.00 

0.000 

0.15 

0.27 






Non-command 

Non-command 

Older Alluvium 

2.698 

0.30 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.000 

0.04 

0.07 


Burj Chobdaran 

0803000400528100 

18.022 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

0.881 

0.09 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Charanwala 

0803000400527000 

253.529 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

112.161 

0.09 

0.080 

0.00 

0.00 

0.23 

0.43 

0.00 

0.12 

0.07 

0.00 

0.000 

0.09 

0.16 







Command 

Younger Alluvium 

0.784 

0.09 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Older Alluvium 

30.102 

0.09 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.12 

0.00 

0.000 

0.02 

0.04 







Non-command 

Younger Alluvium 

8.573 

0.09 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.000 

0.01 

0.01 


Chheela Kashmeer 

0803000400526500 

92.263 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

82.298 

0.13 

0.080 

0.00 

0.00 

0.22 

0.32 

0.00 

0.29 

0.16 

0.00 

0.000 

0.19 

0.33 


Dabli 

0803000400531900 

16.361 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

13.851 

0.13 

0.080 

0.00 

0.00 

0.02 

0.03 

0.00 

0.10 

0.06 

0.00 

0.000 

0.18 

0.31 


Dandkalan 

0803000400525000 

29.304 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

16.111 

0.27 

0.080 

0.00 

0.00 

0.04 

0.06 

0.00 

0.24 

0.14 

0.00 

0.000 

0.12 

0.21 






Non-command 

Non-command 

Older Alluvium 

1.692 

0.27 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.000 

0.01 

0.02 


Godoo 

0803000400527200 

117.226 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

117.192 

0.17 

0.080 

0.00 

0.00 

0.24 

0.45 

0.00 

0.88 

0.50 

0.00 

0.000 

0.21 

0.37 


Gogariyawala 

0803000400534000 

185.616 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

4.551 

0.15 

0.080 

0.00 

0.00 

0.01 

0.01 

0.00 

0.04 

0.02 

0.00 

0.000 

0.01 

0.01 






Non-command 

Non-command 

Older Alluvium 

2.382 

0.15 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.000 

0.00 

0.00 


Gokal 

0803000400526100 

58.421 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

54.915 

0.16 

0.080 

0.08 

0.01 

0.15 

0.21 

0.00 

0.42 

0.24 

0.32 

0.000 

0.20 

0.35 









Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 


(24) 

(25) 


(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Ramai 

0803000200506200 

0.20 

0.02 

41.10 

0.03 

- 

0.03 

0.01 

0.05 

0.01 

- 

- 

- 

- 

- 

0.006 

0.034 

0.002 

0.033 

- 

- 

Safe 



0.20 

0.43 

(79.49) 

0.34 

0.11 

0.45 

0.04 

0.21 

0.11 

- 

0.0627 

0.0887 

- 

0.151 

0.262 

0.710 

0.035 

0.674 

- 

- 

Safe 

Ramra 

0803000200505300 

0.20 

0.47 

260.27 

0.56 

0.07 

0.63 

0.02 

0.09 

0.12 

- 

- 

- 

0.102 

0.102 

0.223 

0.853 

0.043 

0.810 

- 

- 

Safe 



0.20 

1.75 

61.19 

2.10 

0.96 

3.06 

0.04 

0.17 

0.45 

- 

0.4706 

0.8866 

- 

1.357 

1.809 

4.869 

0.243 

4.625 

- 

- 

Safe 

Ramsar Patta Poogal 

0803000200507100 

0.20 

3.19 

(43.64) 

2.55 

0.00 

2.55 

0.05 

0.26 

0.83 

- 

- 

- 

0.001 

0.001 

0.835 

3.387 

0.169 

3.218 

- 

- 

Safe 



0.20 

0.00 

23,746.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0007 

0.0010 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

- 

- 

Safe 

Randheesar 

0803000400528200 

0.20 

2.92 

(93.98) 

2.33 

0.27 

2.61 

0.05 

0.22 

0.76 

- 

0.1598 

0.2258 

0.002 

0.387 

1.146 

3.754 

0.188 

3.567 

- 

- 

Safe 



0.10 

0.04 

(95.99) 

0.03 

0.05 

0.08 

0.01 

0.04 

0.01 

- 

0.0272 

0.0385 

- 

0.066 

0.077 

0.157 

0.008 

0.149 

- 

- 

Safe 



0.10 

0.00 

1,283.85 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Ranisar 

0803000200504300 

0.20 

0.00 

(414.24) 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

- 

0.0033 

0.0047 

- 

0.008 

0.008 

0.014 

0.001 

0.013 

- 

- 

Safe 

Rasoolsar Daber 

0803000200504600 

0.20 

3.15 

(75.34) 

2.52 

1.63 

4.15 

0.04 

0.20 

0.82 

- 

0.9532 

1.3469 

- 

2.300 

3.117 

7.267 

0.363 

6.904 

- 

- 

Safe 

Roopnagar 

0803000200506400 

0.20 

0.00 

17,321.22 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0005 

0.0008 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

- 

- 

Safe 



0.20 

2.06 

(11.76) 

1.82 

0.53 

2.35 

0.05 

0.26 

0.54 

- 

- 

- 

0.791 

0.791 

1.327 

3.673 

0.184 

3.490 

- 

- 

Safe 

Sammewala 

0803000200505100 

0.20 

1.68 

(50.22) 

1.34 

0.68 

2.02 

0.05 

0.26 

0.43 

- 

0.3973 

0.5614 

0.001 

0.959 

1.390 

3.412 

0.171 

3.242 

- 

- 

Safe 

Sardarpura 

0803000700568900 

0.12 

0.42 

(81.00) 

0.34 

- 

0.34 

0.03 

0.12 

0.11 

- 

- 

- 

- 

- 

0.112 

0.452 

0.023 

0.429 

0.036 

8.32 

Safe 

Sawaisar 

0803000200508300 

0.08 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.002 

0.008 

0.001 

0.007 

0.000 

2.90 

Safe 



0.08 

0.19 

- 

0.19 

- 

0.19 

0.04 

0.19 

0.05 

- 

- 

- 

- 

- 

0.049 

0.235 

0.023 

0.211 

0.001 

0.54 

Safe 

Sharah Borla 

0803000200509800 

0.08 

0.23 

(86.06) 

0.18 

0.05 

0.24 

0.04 

0.22 

0.06 

- 

0.0318 

0.0450 

- 

0.077 

0.136 

0.372 

0.019 

0.353 

0.001 

0.36 

Safe 



0.08 

0.00 

2,318.28 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sheroowala 

0803000400525800 

0.20 

0.05 

188.00 

0.06 

0.08 

0.14 

0.00 

0.02 

0.01 

0.0100 

0.0387 

0.0730 

- 

0.122 

0.134 

0.270 

0.014 

0.257 

0.050 

19.49 

Safe 



0.20 

0.02 

588.65 

0.02 

- 

0.02 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.004 

0.022 

0.001 

0.021 

0.025 

117.79 

Over Exploited 

Siyasar Chaugan 

0803000600562700 

0.20 

0.41 

53.09 

0.50 

0.64 

1.14 

0.01 

0.07 

0.11 

- 

0.3760 

0.5313 

- 

0.907 

1.015 

2.156 

0.108 

2.048 

- 

- 

Safe 

Siyasar Panchkosa 

0803000200506000 

0.20 

0.05 

(89.83) 

0.04 

- 

0.04 

0.01 

0.03 

0.01 

- 

- 

- 

- 

- 

0.014 

0.056 

0.003 

0.054 

- 

- 

Safe 



0.20 

0.05 

(182.54) 

0.04 

0.10 

0.15 

0.01 

0.03 

0.01 

- 

0.0601 

0.0849 

- 

0.145 

0.159 

0.306 

0.015 

0.290 

- 

- 

Safe 

Soorasar 

0803000200507200 

0.20 

1.05 

(28.56) 

0.84 

- 

0.84 

0.03 

0.14 

0.28 

- 

- 

- 

- 

- 

0.275 

1.115 

0.056 

1.060 

- 

- 

Safe 



0.20 

0.83 

(41.71) 

0.66 

0.36 

1.02 

0.03 

0.12 

0.22 

- 

0.2090 

0.2953 

- 

0.504 

0.721 

1.739 

0.087 

1.652 

- 

- 

Safe 

Surjara 

0803000400531800 

0.20 

0.09 

(71.78) 

0.07 

0.04 

0.12 

0.01 

0.04 

0.02 

- 

0.0259 

0.0366 

- 

0.063 

0.086 

0.201 

0.010 

0.191 

- 

- 

Safe 



0.10 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Tanwarawala 

0803000400525300 

0.20 

0.00 

5,408.66 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

21 C.w.b 

0803000400527100 

0.20 

0.00 

14.60 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0050 

0.0095 

- 

0.015 

0.015 

0.030 

0.001 

0.028 

- 

- 

Safe 

3 Km (sukhdeopura) 

0803000200506800 

0.20 

1.17 

(22.87) 

0.94 

0.12 

1.06 

0.04 

0.20 

0.30 

- 

0.0694 

0.0981 

- 

0.167 

0.470 

1.525 

0.076 

1.449 

- 

- 

Safe 



0.20 

0.02 

617.85 

0.02 

- 

0.02 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.004 

0.023 

0.001 

0.022 

- 

- 

Safe 

4 Rm(rawat Abadi) 

0803000200506700 

0.20 

1.74 

11.30 

1.93 

0.18 

2.11 

0.04 

0.20 

0.45 

- 

0.1031 

0.1457 

- 

0.249 

0.696 

2.806 

0.140 

2.666 

- 

- 

Safe 



0.20 

0.00 

266,917.58 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Akhoosar 

0803000400523800 

0.20 

1.48 

(85.64) 

1.19 

0.31 

1.50 

0.03 

0.17 

0.36 

- 

0.1530 

0.2882 

- 

0.441 

0.801 

2.300 

0.115 

2.185 

- 

- 

Safe 



0.20 

0.03 

89.02 

0.03 

- 

0.03 

0.00 

0.02 

0.01 

- 

- 

- 

- 

- 

0.007 

0.041 

0.002 

0.039 

- 

- 

Safe 

Amarpura 

0803000200506900 

0.20 

0.00 

5,223.05 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

- 

0.0034 

0.0048 

- 

0.008 

0.008 

0.015 

0.001 

0.014 

- 

- 

Safe 



0.20 

0.00 

2,439.81 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

- 

- 

Safe 

Angneu 

0803000400528000 

0.20 

0.35 

(50.57) 

0.28 

0.11 

0.39 

0.01 

0.06 

0.09 

- 

0.0652 

0.0921 

- 

0.157 

0.248 

0.639 

0.032 

0.607 

- 

- 

Safe 



0.20 

0.01 

253.67 

0.02 

- 

0.02 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.003 

0.019 

0.001 

0.018 

- 

- 

Safe 

Annewala 

0803000400523600 

0.20 

0.02 

(12.33) 

0.02 

0.03 

0.04 

0.01 

0.03 

0.00 

- 

0.0152 

0.0215 

- 

0.037 

0.041 

0.084 

0.004 

0.080 

- 

- 

Safe 

Bajju Khalsa 

0803000400533200 

0.20 

0.07 

(73.13) 

0.05 

0.04 

0.10 

0.01 

0.06 

0.02 

- 

0.0216 

0.0407 

- 

0.062 

0.079 

0.178 

0.009 

0.169 

- 

- 

Safe 



0.20 

0.01 

114.05 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.002 

0.009 

0.000 

0.009 

- 

- 

Safe 

Bangarsar 

0803000400527800 

0.20 

0.12 

3.04 

0.13 

0.07 

0.19 

0.01 

0.04 

0.03 

- 

0.0393 

0.0555 

- 

0.095 

0.126 

0.321 

0.016 

0.305 

0.101 

33.16 

Safe 



0.20 

0.00 

534.17 

0.01 

- 

0.01 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.017 

275.48 

Over Exploited 

Barsalpur 

0803000400523900 

0.20 

0.13 

(83.91) 

0.10 

0.12 

0.22 

0.01 

0.04 

0.03 

- 

0.0688 

0.0972 

- 

0.166 

0.197 

0.417 

0.021 

0.396 

- 

- 

Safe 

Berasar 

0803000400533500 

0.20 

0.17 

(99.05) 

0.13 

0.03 

0.16 

0.05 

0.26 

0.04 

- 

0.0153 

0.0216 

- 

0.037 

0.078 

0.238 

0.012 

0.227 

- 

- 

Safe 

Bhaloori 

0803000400525900 

0.20 

4.36 

(86.54) 

3.49 

0.82 

4.31 

0.05 

0.23 

1.11 

0.1300 

0.4578 

0.6468 

- 

1.235 

2.340 

6.650 

0.333 

6.318 

1.168 

18.49 

Safe 



0.20 

0.10 

49.89 

0.12 

0.01 

0.13 

0.01 

0.04 

0.03 

0.0200 

- 

- 

- 

0.020 

0.046 

0.179 

0.009 

0.170 

0.176 

103.46 

Over Exploited 

Bhandhli 

0803000400526000 

0.20 

0.88 

(92.86) 

0.70 

0.14 

0.84 

0.05 

0.26 

0.22 

- 

0.0799 

0.1129 

- 

0.193 

0.414 

1.251 

0.063 

1.188 

- 

- 

Safe 

Bhatiyon Ki Dhani 

0803000400527500 

0.20 

1.50 

(96.55) 

1.20 

0.23 

1.44 

0.05 

0.26 

0.37 

- 

0.1370 

0.1936 

- 

0.331 

0.706 

2.142 

0.107 

2.035 

- 

- 

Safe 

Bijeri 

0803000400525700 

0.20 

0.05 

96.01 

0.06 

0.06 

0.12 

0.01 

0.03 

0.01 

- 

0.0361 

0.0510 

- 

0.087 

0.100 

0.222 

0.011 

0.211 

- 

- 

Safe 



0.20 

0.35 

0.14 

0.35 

- 

0.35 

0.02 

0.09 

0.09 

- 

- 

- 

- 

- 

0.089 

0.437 

0.022 

0.416 

- 

- 

Safe 

Bikendri 

0803000400525100 

0.20 

0.33 

(68.25) 

0.27 

0.07 

0.34 

0.04 

0.19 

0.08 

- 

0.0418 

0.0591 

- 

0.101 

0.185 

0.522 

0.026 

0.496 

- 

- 

Safe 



0.20 

0.02 

76.54 

0.02 

- 

0.02 

0.01 

0.05 

0.01 

- 

- 

- 

- 

- 

0.005 

0.030 

0.001 

0.028 

- 

- 

Safe 

Burj Chobdaran 

0803000400528100 

0.20 

0.00 

4.75 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0017 

0.0024 

- 

0.004 

0.005 

0.009 

0.000 

0.009 

- 

- 

Safe 

Charanwala 

0803000400527000 

0.20 

2.08 

(96.62) 

1.66 

0.66 

2.32 

0.02 

0.11 

0.48 

- 

0.3233 

0.6091 

- 

0.933 

1.414 

3.738 

0.187 

3.551 

- 

- 

Safe 



0.22 

0.00 

1,062.84 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0023 

0.0043 

- 

0.007 

0.007 

0.011 

0.001 

0.011 

- 

- 

Safe 



0.20 

0.15 

(18.03) 

0.12 

- 

0.12 

0.01 

0.03 

0.03 

- 

- 

- 

- 

- 

0.035 

0.157 

0.008 

0.150 

- 

- 

Safe 



0.22 

0.01 

227.19 

0.02 

- 

0.02 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.003 

0.019 

0.001 

0.018 

- 

- 

Safe 

Chheela Kashmeer 

0803000400526500 

0.20 

3.08 

(94.78) 

2.46 

0.54 

3.00 

0.05 

0.23 

0.76 

- 

0.3163 

0.4470 

- 

0.763 

1.525 

4.527 

0.226 

4.300 

- 

- 

Safe 

Dabli 

0803000400531900 

0.20 

0.50 

(88.38) 

0.40 

0.05 

0.44 

0.05 

0.23 

0.13 

- 

0.0266 

0.0376 

- 

0.064 

0.192 

0.635 

0.032 

0.603 

- 

- 

Safe 

Dandkalan 

0803000400525000 

0.20 

0.37 

(63.26) 

0.30 

0.11 

0.40 

0.03 

0.14 

0.09 

- 

0.0619 

0.0875 

- 

0.149 

0.243 

0.646 

0.032 

0.614 

- 

- 

Safe 



0.20 

0.00 

400.35 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

- 

- 

Safe 

Godoo 

0803000400527200 

0.20 

4.94 

(89.79) 

3.95 

0.69 

4.64 

0.05 

0.26 

1.20 

- 

0.3378 

0.6365 

- 

0.974 

2.178 

6.819 

0.341 

6.478 

- 

- 

Safe 

Gogariyawala 

0803000400534000 

0.20 

0.00 

401.35 

0.01 

0.01 

0.02 

0.00 

0.01 

0.00 

- 

0.0087 

0.0124 

- 

0.021 

0.022 

0.043 

0.002 

0.041 

- 

- 

Safe 



0.20 

0.00 

1,221.66 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

- 

- 

Safe 

Gokal 

0803000400526100 

0.20 

2.17 

(89.02) 

1.74 

0.37 

2.11 

0.05 

0.25 

0.54 

0.0400 

0.2111 

0.2982 

- 

0.549 

1.094 

3.201 

0.160 

3.041 

0.319 

10.49 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Jodhasar 

080300020050660C 

166.677 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

5.636 

0.89 

0.100 

0.00 

0.00 

0.01 

0.02 

0.00 

0.47 

0.26 

0.00 

0.000 

0.01 

0.01 






Non-command 

Non-command 

Older Alluvium 

3.556 

0.89 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.17 

0.00 

0.000 

0.00 

0.01 


Kabrawala 

080300040052400C 

63.151 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

0.582 

0.17 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kandharli 

0803000400527300 

30.967 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

30.967 

0.15 

0.080 

0.00 

0.00 

0.06 

0.12 

0.00 

0.20 

0.11 

0.00 

0.000 

0.21 

0.37 


Keharli 

0803000400526400 

11.948 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

11.948 

0.14 

0.080 

0.00 

0.00 

0.03 

0.05 

0.00 

0.06 

0.03 

0.00 

0.000 

0.21 

0.37 


Kolasar (west) 

0803000400534300 

181.355 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

2.444 

0.47 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.000 

0.00 

0.00 


Mankasar 

0803000400527700 

31.820 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

31.820 

0.13 

0.080 

0.00 

0.00 

0.11 

0.12 

0.00 

0.09 

0.05 

0.00 

0.000 

0.21 

0.37 


Meghji Ka Tala 

0803000400526300 

4.655 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

4.655 

0.15 

0.080 

0.00 

0.00 

0.01 

0.02 

0.00 

0.02 

0.01 

0.00 

0.000 

0.21 

0.37 


Mithriya 

0803000400534100 

62.752 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

50.539 

0.14 

0.080 

0.00 

0.00 

0.14 

0.19 

0.00 

0.22 

0.13 

0.00 

0.000 

0.17 

0.29 






Non-command 

Non-command 

Older Alluvium 

2.340 

0.14 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.000 

0.01 

0.01 


Modayat 

0803000400533400 

30.873 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

30.873 

0.09 

0.080 

0.00 

0.00 

0.08 

0.12 

0.00 

0.02 

0.01 

0.00 

0.000 

0.21 

0.36 


Pabusar Sindooka 

0803000400532700 

45.226 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

0.620 

0.13 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Panna 

0816000202046100 

188.066 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

0.657 

-0.07 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Younger Alluvium 

2.348 

-0.07 

0.150 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 






Non-command 

Non-command 

Younger Alluvium 

8.139 

-0.07 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.01 

0.02 


Panwarwala 

0803000400533300 

42.423 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

41.260 

0.13 

0.080 

0.00 

0.00 

0.11 

0.16 

0.00 

0.15 

0.08 

0.00 

0.000 

0.21 

0.36 


Phulasar Bara 

0803000400533600 

30.831 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

23.895 

0.15 

0.080 

0.00 

0.00 

0.05 

0.09 

0.00 

0.14 

0.08 

0.00 

0.000 

0.16 

0.28 


Phulasar Chhota 

0803000400533700 

24.729 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

1.405 

0.13 

0.080 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.02 


Prithviraj Ka Bera 

0803000400527900 

17.869 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

16.875 

0.18 

0.080 

0.00 

0.00 

0.02 

0.03 

0.00 

0.19 

0.11 

0.00 

0.000 

0.20 

0.35 


Puranwala 

0803000400527600 

13.557 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

13.557 

0.10 

0.080 

0.00 

0.00 

0.04 

0.05 

0.00 

0.02 

0.01 

0.00 

0.000 

0.21 

0.37 


Ranasar 

0803000400532000 

56.522 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

12.514 

0.09 

0.080 

0.00 

0.00 

0.02 

0.02 

0.00 

0.05 

0.03 

0.00 

0.000 

0.05 

0.08 







Command 

Tertiary Sandstone 

3.591 

0.09 

0.040 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Ranjeetpura 

0803000400526700 

380.914 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

159.037 

0.20 

0.080 

0.00 

0.00 

0.33 

0.61 

0.00 

1.57 

0.89 

0.00 

0.000 

0.09 

0.15 






Non-command 

Non-command 

Older Alluvium 

16.550 

0.20 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.15 

0.00 

0.000 

0.01 

0.02 


Raowala 

0803000400526600 

68.309 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

68.309 

0.12 

0.080 

0.00 

0.00 

0.19 

0.26 

0.00 

0.22 

0.12 

0.00 

0.000 

0.21 

0.37 


Rawalotan Ka Tala 

0803000400526900 

65.818 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

22.445 

0.16 

0.080 

0.00 

0.00 

0.05 

0.09 

0.00 

0.16 

0.09 

0.00 

0.000 

0.07 

0.12 






Non-command 

Non-command 

Older Alluvium 

18.310 

0.16 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.14 

0.00 

0.000 

0.06 

0.10 


Sadolai 

0803000400526200 

19.218 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

19.218 

0.15 

0.080 

0.00 

0.00 

0.05 

0.07 

0.00 

0.11 

0.06 

0.00 

0.000 

0.21 

0.37 


Sanchoo 

0803000400523700 

103.475 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

30.706 

0.18 

0.080 

0.00 

0.00 

0.06 

0.12 

0.00 

0.27 

0.15 

0.00 

0.000 

0.06 

0.11 






Non-command 

Non-command 

Older Alluvium 

1.373 

0.18 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.00 

0.00 


Shastri Nagar 

0803000400527400 

6.225 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

6.225 

0.14 

0.080 

0.00 

0.00 

0.02 

0.02 

0.00 

0.03 

0.02 

0.00 

0.000 

0.21 

0.37 


Sheroowala 

0803000400525800 

160.148 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

107.340 

0.29 

0.080 

0.10 

0.02 

0.22 

0.41 

0.00 

1.93 

1.09 

0.40 

0.000 

0.14 

0.25 






Non-command 

Non-command 

Older Alluvium 

31.731 

0.29 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.76 

0.43 

0.12 

0.000 

0.04 

0.07 


Surjara 

0803000400531800 

86.959 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

49.892 

0.08 

0.080 

0.00 

0.00 

0.07 

0.10 

0.00 

0.16 

0.09 

0.00 

0.000 

0.12 

0.21 







Command 

Tertiary Sandstone 

8.360 

0.08 

0.040 

0.00 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 






Non-command 

Non-command 

Tertiary Sandstone 

0.480 

0.08 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 

16004026 

Akasar 

0803000400538300 

49.220 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

49.220 

-0.65 

0.060 

2.54 

0.13 

0.00 

0.00 

0.00 

0.00 

0.00 

10.17 

0.000 

0.21 

0.36 


Amarsar 

0804000700653100 

23.928 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.455 

-0.27 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.01 

0.01 


Ambasar 

0803000100500700 

28.181 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

28.181 

-0.06 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.21 

0.38 


Anasar 

0803000500552800 

4.424 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

4.424 

-0.07 

0.040 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.013 

0.24 

0.42 


Ankhisar 

0803000500552300 

42.475 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

42.475 

-0.22 

0.040 

0.49 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.81 

0.125 

0.24 

0.42 


Araji Jitoosingh 

0803000400530300 

13.293 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

13.293 

0.00 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.21 

0.35 


Araji Nala 

0803000400538100 

2.691 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

2.691 

-0.74 

0.060 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.000 

0.21 

0.35 


Bachhasar 

0803000100499700 

18.458 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

18.458 

-0.09 

0.060 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.73 

0.001 

0.20 

0.38 


Badhnu 

0803000500547300 

57.297 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

55.811 

-0.58 

0.060 

3.58 

0.18 

0.00 

0.00 

0.00 

0.00 

0.00 

14.10 

0.165 

0.23 

0.43 


Bagseu 

0803000500558700 

21.031 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.452 

-0.02 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.025 

0.10 

0.18 


Bakhtawarpura 

0803000500552500 

6.737 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.864 

-0.18 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.003 

0.03 

0.05 







Non-command 

Vindhyan Sandstone 

5.873 

-0.18 

0.040 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.017 

0.21 

0.36 


Ba la la 

0803000400529600 

2.537 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

2.537 

-0.12 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.20 

0.37 


Bandhala 

0803000500550100 

17.739 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

9.493 

-0.43 

0.040 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.028 

0.12 

0.21 


Baniya 

0803000500546800 

11.905 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

11.905 

-0.38 

0.060 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.035 

0.23 

0.40 


Bapeu 

0803000800640800 

58.803 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

3.413 

-0.43 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.008 

0.02 

0.03 


Barh Kakra 

0803000500557700 

1.613 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.613 

-0.02 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.005 

0.25 

0.43 


Barh Karnidan 

0803000100502700 

2.127 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

2.127 

-1.07 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.000 

0.21 

0.42 


Barsingsar 

0803000100500300 

82.005 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

78.539 

-0.29 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.20 

0.37 







Non-command 

Vindhyan Sandstone 

3.466 

-0.29 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Basi 

0803000100500200 

44.034 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

33.227 

-0.14 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.16 

0.28 







Non-command 

Vindhyan Sandstone 

10.807 

-0.14 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.05 

0.09 


Basi Udawatan 

0803000500548000 

7.408 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

4.930 

-0.04 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.015 

0.16 

0.28 







Non-command 

Vindhyan Sandstone 

2.477 

-0.04 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.007 

0.08 

0.14 


Basti Chauhanan 

0803000400530000 

6.805 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

6.805 

0.20 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.000 

0.21 

0.36 


Basti Chawadan 

0803000100494600 

12.676 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

12.676 

-0.04 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.001 

0.20 

0.38 


Beechhwal (rural) 

0803000100495600 

39.657 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

1.779 

0.52 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.00 

0.000 

0.01 

0.02 


Beedasariya 

0803000500547400 

7.375 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

7.375 

-0.61 

0.060 

0.70 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.75 

0.022 

0.25 

0.45 


Beekasar 

0803000500554200 

16.190 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

16.190 

0.29 

0.040 

0.23 

0.01 

0.00 

0.00 

0.00 

0.41 

0.24 

0.86 

0.048 

0.26 

0.45 


Belasar 

0803000100502800 

29.836 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

29.620 

-0.82 

0.060 

0.59 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.38 

0.002 

0.21 

0.41 


Berasar 

0803000500552400 

28.912 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

9.532 

-0.25 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.028 

0.08 

0.13 







Non-command 

Vindhyan Sandstone 

19.380 

-0.25 

0.040 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.057 

0.16 

0.27 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Jodhasar 

0803000200506600 

0.20 

0.01 

3,117.63 

0.01 

0.03 

0.04 

0.00 

0.01 

0.00 

- 

0.0162 

0.0306 

- 

0.047 

0.049 

0.092 

0.005 

0.087 

- 

- 

Safe 



0.20 

0.00 

5,362.24 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.004 

- 

- 

Safe 

Kabrawala 

0803000400524000 

0.20 

0.00 

980.30 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0022 

0.0032 

- 

0.005 

0.005 

0.010 

0.000 

0.009 

- 

- 

Safe 

Kandharli 

0803000400527300 

0.20 

1.30 

(91.38) 

1.04 

0.18 

1.22 

0.05 

0.26 

0.32 

- 

0.0893 

0.1682 

- 

0.257 

0.580 

1.803 

0.090 

1.713 

- 

- 

Safe 

Keharli 

0803000400526400 

0.20 

0.50 

(93.53) 

0.40 

0.08 

0.48 

0.05 

0.26 

0.13 

- 

0.0459 

0.0649 

- 

0.111 

0.236 

0.716 

0.036 

0.680 

- 

- 

Safe 

Kolasar (west) 

0803000400534300 

0.20 

0.00 

3,479.09 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

- 

0.0047 

0.0066 

- 

0.011 

0.012 

0.021 

0.001 

0.020 

- 

- 

Safe 

Mankasar 

0803000400527700 

0.20 

1.35 

(96.09) 

1.08 

0.23 

1.31 

0.05 

0.26 

0.34 

- 

0.1529 

0.1728 

- 

0.326 

0.664 

1.972 

0.099 

1.873 

- 

- 

Safe 

Meghji Ka Tala 

0803000400526300 

0.20 

0.20 

(92.89) 

0.16 

0.03 

0.19 

0.05 

0.26 

0.05 

- 

0.0179 

0.0253 

- 

0.043 

0.092 

0.279 

0.014 

0.265 

- 

- 

Safe 

Mithriya 

0803000400534100 

0.20 

1.72 

(92.44) 

1.38 

0.33 

1.71 

0.04 

0.21 

0.42 

- 

0.1942 

0.2745 

- 

0.469 

0.892 

2.603 

0.130 

2.473 

- 

- 

Safe 



0.20 

0.00 

306.14 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

- 

- 

Safe 

Modayat 

0803000400533400 

0.20 

1.31 

(99.05) 

1.05 

0.20 

1.25 

0.05 

0.26 

0.32 

- 

0.1187 

0.1677 

- 

0.286 

0.610 

1.860 

0.093 

1.767 

- 

- 

Safe 

Pabusar Sindooka 

0803000400532700 

0.20 

0.00 

647.34 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0012 

0.0017 

- 

0.003 

0.003 

0.005 

0.000 

0.005 

- 

- 

Safe 

Panna 

0816000202046100 

0.05 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0025 

0.0036 

- 

0.006 

0.006 

0.010 

0.001 

0.009 

0.000 

3.34 

Safe 



0.05 

0.00 

- 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

- 

0.0090 

0.0128 

- 

0.022 

0.022 

0.038 

0.004 

0.034 

0.001 

3.31 

Safe 



0.05 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.004 

96.65 

Critical 

Panwarwala 

0803000400533300 

0.20 

1.70 

(95.04) 

1.36 

0.27 

1.63 

0.05 

0.26 

0.43 

- 

0.1586 

0.2241 

- 

0.383 

0.812 

2.444 

0.122 

2.322 

- 

- 

Safe 

Phulasar Bara 

0803000400533600 

0.20 

0.78 

(89.25) 

0.63 

0.14 

0.77 

0.04 

0.20 

0.19 

- 

0.0689 

0.1298 

- 

0.199 

0.388 

1.155 

0.058 

1.097 

- 

- 

Safe 

Phulasar Chhota 

0803000400533700 

0.20 

0.00 

18.72 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0040 

0.0076 

- 

0.012 

0.013 

0.025 

0.001 

0.024 

- 

- 

Safe 

Prithviraj Ka Bera 

0803000400527900 

0.20 

0.67 

(83.85) 

0.54 

0.06 

0.59 

0.05 

0.25 

0.17 

- 

0.0324 

0.0458 

- 

0.078 

0.251 

0.846 

0.042 

0.804 

- 

- 

Safe 

Puranwala 

0803000400527600 

0.20 

0.57 

(97.98) 

0.46 

0.09 

0.55 

0.05 

0.26 

0.14 

- 

0.0521 

0.0736 

- 

0.126 

0.269 

0.818 

0.041 

0.777 

- 

- 

Safe 

Ranasar 

0803000400532000 

0.20 

0.12 

(75.92) 

0.09 

0.04 

0.14 

0.01 

0.06 

0.03 

- 

0.0240 

0.0340 

- 

0.058 

0.088 

0.224 

0.011 

0.212 

- 

- 

Safe 



0.10 

0.00 

(87.60) 

0.00 

0.01 

0.02 

0.00 

0.02 

0.00 

- 

0.0069 

0.0098 

- 

0.017 

0.018 

0.034 

0.002 

0.032 

- 

- 

Safe 

Ranjeetpura 

0803000400526700 

0.20 

2.76 

(67.83) 

2.21 

0.94 

3.15 

0.02 

0.11 

0.66 

- 

0.4584 

0.8637 

- 

1.322 

1.979 

5.125 

0.256 

4.869 

- 

- 

Safe 



0.20 

0.03 

393.90 

0.04 

- 

0.04 

0.00 

0.01 

0.01 

- 

- 

- 

- 

- 

0.007 

0.043 

0.002 

0.041 

- 

- 

Safe 

Raowala 

0803000400526600 

0.20 

2.85 

(95.74) 

2.28 

0.45 

2.73 

0.05 

0.26 

0.70 

- 

0.2625 

0.3710 

0.005 

0.638 

1.337 

4.070 

0.204 

3.867 

- 

- 

Safe 

Rawalotan Ka Tala 

0803000400526900 

0.20 

0.32 

(71.32) 

0.26 

0.13 

0.39 

0.02 

0.09 

0.07 

- 

0.0647 

0.1219 

- 

0.187 

0.261 

0.650 

0.032 

0.617 

- 

- 

Safe 



0.20 

0.21 

(35.45) 

0.17 

- 

0.17 

0.01 

0.07 

0.05 

- 

- 

- 

- 

- 

0.049 

0.220 

0.011 

0.209 

- 

- 

Safe 

Sadolai 

0803000400526200 

0.20 

0.81 

(92.58) 

0.65 

0.13 

0.77 

0.05 

0.26 

0.20 

- 

0.0739 

0.1044 

- 

0.178 

0.380 

1.152 

0.058 

1.095 

- 

- 

Safe 

Sanchoo 

0803000400523700 

0.20 

0.38 

(160.71) 

0.30 

0.18 

0.48 

0.01 

0.08 

0.09 

- 

0.0885 

0.1668 

- 

0.255 

0.346 

0.829 

0.041 

0.788 

- 

- 

Safe 



0.20 

0.00 

1,372.06 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

- 

- 

Safe 

Shastri Nagar 

0803000400527400 

0.20 

0.26 

(93.81) 

0.21 

0.04 

0.25 

0.05 

0.26 

0.07 

- 

0.0239 

0.0338 

- 

0.058 

0.123 

0.373 

0.019 

0.354 

- 

- 

Safe 

Sheroowala 

0803000400525800 

0.20 

3.03 

(63.97) 

2.42 

0.65 

3.08 

0.04 

0.18 

0.77 

0.0500 

0.3094 

0.5830 

0.002 

0.944 

1.718 

4.796 

0.240 

4.557 

0.403 

8.84 

Safe 



0.20 

0.26 

63.33 

0.32 

- 

0.32 

0.01 

0.05 

0.07 

0.0100 

- 

- 

- 

0.010 

0.078 

0.395 

0.020 

0.376 

0.118 

31.42 

Safe 

Surjara 

0803000400531800 

0.20 

1.21 

(92.36) 

0.97 

0.16 

1.13 

0.03 

0.15 

0.31 

- 

0.0959 

0.1355 

- 

0.231 

0.545 

1.678 

0.084 

1.594 

- 

- 

Safe 



0.10 

0.02 

(102.35) 

0.01 

0.03 

0.04 

0.01 

0.03 

0.00 

- 

0.0161 

0.0227 

- 

0.039 

0.043 

0.084 

0.004 

0.080 

- 

- 

Safe 



0.10 

0.00 

1,507.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Akasar 

0803000400538300 

0.10 

1.04 

- 

1.04 

0.13 

1.17 

0.05 

0.27 

0.27 

0.3800 

- 

- 

- 

0.380 

0.650 

1.818 

0.182 

1.636 

10.166 

621.47 

Over Exploited 

Amarsar 

0804000700653100 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.008 

2,430.47 

Over Exploited 

Ambasar 

0803000100500700 

0.08 

0.46 

- 

0.46 

- 

0.46 

0.05 

0.26 

0.12 

- 

- 

- 

- 

- 

0.122 

0.586 

0.059 

0.527 

0.002 

0.40 

Safe 

Anasar 

0803000500552800 

0.08 

0.09 

- 

0.09 

- 

0.09 

0.05 

0.30 

0.02 

0.0100 

- 

- 

- 

0.010 

0.029 

0.116 

0.012 

0.104 

0.337 

324.04 

Over Exploited 

Ankhisar 

0803000500552300 

0.08 

0.82 

- 

0.82 

0.02 

0.84 

0.05 

0.30 

0.18 

0.0700 

- 

- 

- 

0.070 

0.255 

1.097 

0.110 

0.988 

1.939 

196.38 

Over Exploited 

Araji Jitoosingh 

0803000400530300 

0.10 

0.28 

(99.65) 

0.23 

0.00 

0.23 

0.06 

0.27 

0.07 

- 

- 

- 

0.000 

0.000 

0.073 

0.300 

0.015 

0.285 

- 

- 

Safe 

Araji Nala 

0803000400538100 

0.10 

0.06 

- 

0.06 

- 

0.06 

0.06 

0.27 

0.01 

0.0100 

- 

- 

- 

0.010 

0.025 

0.082 

0.008 

0.074 

0.288 

389.86 

Over Exploited 

Bachhasar 

0803000100499700 

0.08 

0.30 

- 

0.30 

0.01 

0.31 

0.05 

0.26 

0.08 

0.0300 

- 

- 

- 

0.030 

0.109 

0.419 

0.042 

0.377 

0.732 

194.24 

Over Exploited 

Badhnu 

0803000500547300 

0.10 

1.28 

- 

1.28 

0.18 

1.46 

0.05 

0.28 

0.30 

0.5300 

- 

- 

- 

0.530 

0.829 

2.294 

0.229 

2.064 

14.264 

690.97 

Over Exploited 

Bagseu 

0803000500558700 

0.10 

0.09 

- 

0.09 

- 

0.09 

0.02 

0.12 

0.02 

- 

- 

- 

- 

- 

0.017 

0.105 

0.010 

0.094 

0.154 

163.29 

Over Exploited 

Bakhtawarpura 

0803000500552500 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.003 

0.000 

0.003 

0.023 

770.88 

Over Exploited 



0.08 

0.10 

- 

0.10 

- 

0.10 

0.05 

0.26 

0.02 

- 

- 

- 

- 

- 

0.023 

0.120 

0.012 

0.108 

0.147 

136.33 

Over Exploited 

Balala 

0803000400529600 

0.10 

0.05 

- 

0.05 

- 

0.05 

0.05 

0.26 

0.01 

- 

- 

- 

- 

- 

0.014 

0.066 

0.007 

0.059 

0.024 

40.69 

Safe 

Bandhala 

0803000500550100 

0.08 

0.09 

- 

0.09 

- 

0.09 

0.03 

0.15 

0.02 

- 

- 

- 

- 

- 

0.022 

0.113 

0.011 

0.102 

0.132 

129.51 

Over Exploited 

Baniya 

0803000500546800 

0.10 

0.27 

- 

0.27 

- 

0.27 

0.06 

0.29 

0.07 

0.0100 

- 

- 

- 

0.010 

0.078 

0.353 

0.035 

0.318 

0.239 

75.30 

Semi Critical 

Bapeu 

0803000800640800 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.001 

0.005 

0.073 

1,516.12 

Over Exploited 

Barh Kakra 

0803000500557700 

0.08 

0.03 

- 

0.03 

- 

0.03 

0.05 

0.30 

0.01 

- 

- 

- 

- 

- 

0.006 

0.039 

0.004 

0.035 

0.027 

76.09 

Semi Critical 

Barh Karnidan 

0803000100502700 

0.08 

0.04 

- 

0.04 

- 

0.04 

0.05 

0.27 

0.01 

- 

- 

- 

- 

- 

0.009 

0.045 

0.005 

0.041 

0.048 

117.64 

Over Exploited 

Barsingsar 

0803000100500300 

0.08 

1.28 

- 

1.28 

0.00 

1.28 

0.05 

0.26 

0.33 

- 

- 

- 

0.003 

0.003 

0.333 

1.617 

0.162 

1.455 

0.006 

0.41 

Safe 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.001 

0.003 

0.000 

0.003 

0.000 

9.29 

Safe 

Basi 

0803000100500200 

0.08 

0.43 

- 

0.43 

- 

0.43 

0.04 

0.20 

0.11 

- 

- 

- 

- 

- 

0.110 

0.540 

0.054 

0.486 

0.003 

0.52 

Safe 



0.08 

0.05 

- 

0.05 

- 

0.05 

0.01 

0.07 

0.01 

- 

- 

- 

- 

- 

0.012 

0.057 

0.006 

0.051 

0.001 

1.59 

Safe 

Basi Udawatan 

0803000500548000 

0.10 

0.08 

- 

0.08 

- 

0.08 

0.04 

0.20 

0.02 

- 

- 

- 

- 

- 

0.018 

0.096 

0.010 

0.087 

0.035 

39.83 

Safe 



0.08 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.10 

0.00 

- 

- 

- 

- 

- 

0.004 

0.019 

0.002 

0.018 

0.007 

41.74 

Safe 

Basti Chauhanan 

0803000400530000 

0.10 

0.14 

(66.90) 

0.11 

0.00 

0.11 

0.05 

0.26 

0.04 

- 

- 

- 

0.001 

0.001 

0.038 

0.152 

0.008 

0.144 

- 

- 

Safe 

Basti Chawadan 

0803000100494600 

0.08 

0.20 

- 

0.20 

- 

0.20 

0.05 

0.26 

0.05 

- 

- 

- 

- 

- 

0.055 

0.259 

0.026 

0.234 

0.073 

31.24 

Safe 

Beechhwal (rural) 

0803000100495600 

0.08 

0.00 

2,211.27 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.000 

7.58 

Safe 

Beedasariya 

0803000500547400 

0.10 

0.18 

- 

0.18 

0.03 

0.21 

0.05 

0.30 

0.04 

0.1000 

- 

- 

- 

0.100 

0.140 

0.354 

0.035 

0.318 

2.776 

872.28 

Over Exploited 

Beekasar 

0803000500554200 

0.08 

0.34 

(30.29) 

0.27 

0.01 

0.28 

0.05 

0.31 

0.06 

0.0300 

- 

- 

- 

0.030 

0.090 

0.373 

0.019 

0.354 

0.912 

257.35 

Over Exploited 

Belasar 

0803000100502800 

0.08 

0.51 

- 

0.51 

0.03 

0.54 

0.05 

0.27 

0.13 

0.0900 

- 

- 

- 

0.090 

0.219 

0.756 

0.076 

0.681 

2.378 

349.43 

Over Exploited 

Berasar 

0803000500552400 

0.10 

0.07 

- 

0.07 

- 

0.07 

0.02 

0.10 

0.02 

- 

- 

- 

- 

- 

0.018 

0.092 

0.009 

0.083 

0.127 

153.62 

Over Exploited 



0.08 

0.25 

- 

0.25 

- 

0.25 

0.04 

0.20 

0.06 

0.0100 

- 

- 

- 

0.010 

0.069 

0.314 

0.031 

0.283 

0.226 

80.03 

Semi Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Bhamatsar 

0803000500549300 

29.176 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

29.176 

-0.84 

0.040 

0.67 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.55 

0.086 

0.23 

0.40 


Bhayala 

0803000400538800 

2.934 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

2.934 

-0.74 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.000 

0.21 

0.35 


Bhinasar (rural) 

0803000100495300 

10.480 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

10.480 

0.19 

0.060 

0.17 

0.01 

0.00 

0.00 

0.00 

0.28 

0.15 

0.67 

0.001 

0.21 

0.38 


Bhojan Shala (rural) 

0803000100495500 

1.246 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

1.246 

0.50 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.000 

0.20 

0.38 


Bhojoosar 

0803000100500000 

17.864 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

17.864 

-0.47 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.21 

0.37 


Bholasar Budhan 

0803000400538400 

6.870 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

6.870 

-0.50 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.21 

0.36 


Bholasar Chauhanan 

0803000400538500 

22.316 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

22.316 

-0.50 

0.060 

0.25 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.00 

0.000 

0.21 

0.36 


Bhom Bagseu 

0803000500558800 

4.107 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.966 

-0.05 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.012 

0.25 

0.42 


Bhom Beedasariya 

0803000500547500 

3.677 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

3.677 

-0.62 

0.060 

0.26 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.04 

0.011 

0.25 

0.45 


Bhom Bilniyasar 

0803000500559100 

2.151 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.138 

-0.14 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.02 

0.03 


Bhom Kirtasar 

0803000500548800 

2.206 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

2.206 

-0.44 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.007 

0.23 

0.40 


Bhom Maiyasar 

0803000500557400 

8.933 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

5.809 

-0.05 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.017 

0.17 

0.29 


Bikaner (M CL) 

0803000140301000 

47.622 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

47.622 

0.25 

0.060 

2.37 

0.00 

0.00 

0.00 

0.00 

3.10 

1.65 

0.00 

7.208 

0.20 

0.38 




61.581 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

58.253 

0.25 

0.060 

2.90 

0.00 

0.00 

0.00 

0.03 

3.76 

2.00 

0.00 

8.817 

0.19 

0.36 


Bilniyasar 

0803000500559000 

14.442 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

9.265 

-0.20 

0.040 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.71 

0.027 

0.17 

0.29 


Boodhron Ki Dhani 

0803000500552000 

6.347 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

6.347 

-0.38 

0.040 

0.27 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.04 

0.019 

0.23 

0.41 


Chachaniya 

0803000500558100 

6.740 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.191 

-0.02 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.05 

0.08 


Chainasar 

0803000500557900 

2.044 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.136 

-0.02 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 


Chak Chani 

0803000400537900 

2.576 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

2.576 

-0.31 

0.060 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.000 

0.21 

0.35 


Chak Garbi (rural) 

0803000100494800 

44.810 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

8.233 

1.13 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.57 

0.30 

0.02 

0.001 

0.04 

0.07 


Chak Mulajman 

0803000400539800 

14.089 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.660 

-0.31 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Chak Vijaisinghpura 

0803000400544400 

17.501 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

7.113 

-0.50 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.09 

0.14 


Chandasar 

0803000400530100 

25.967 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

25.961 

0.04 

0.060 

0.05 

0.00 

0.00 

0.00 

0.02 

0.09 

0.05 

0.19 

0.000 

0.21 

0.36 


Chani 

0803000400538000 

33.250 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

33.250 

-0.35 

0.060 

0.61 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.45 

0.000 

0.21 

0.35 


Dasnoo 

0803000500557200 

29.891 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

16.317 

0.09 

0.040 

0.13 

0.01 

0.00 

0.00 

0.00 

0.18 

0.10 

0.45 

0.048 

0.14 

0.25 


Derajsar 

0803000800634700 

22.701 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

8.300 

-0.36 

0.060 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.54 

0.020 

0.08 

0.17 


Desalsar Bhatiyan 

0803000500549700 

13.453 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

13.453 

-0.64 

0.040 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.52 

0.040 

0.24 

0.41 


Desalsar Mandlawatan 

0803000500549600 

18.357 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

18.357 

-0.76 

0.040 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.54 

0.054 

0.24 

0.41 


Desalsar Purohitan 

0803000500549500 

23.076 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

23.076 

-0.94 

0.040 

0.35 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.31 

0.068 

0.23 

0.41 


Deshnok (Rural) 

0803000100500400 

2.639 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

2.639 

-0.66 

0.060 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.000 

0.21 

0.39 


Deshnoke (M) 

0803000140302000 

107.377 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

107.377 

-1.06 

0.060 

5.38 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

16.252 

0.22 

0.40 


Dewasar 

0803000100501900 

4.972 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

4.972 

0.08 

0.060 

0.10 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.38 

0.000 

0.21 

0.39 


Dheengsari 

0803000500549900 

73.628 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

19.837 

-0.41 

0.040 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.059 

0.06 

0.11 


Dhoopaliya 

0803000500557600 

17.838 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

14.479 

-0.02 

0.040 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.043 

0.21 

0.36 


Doodawas 

0803000500558900 

22.513 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.122 

-0.06 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.003 

0.01 

0.02 







Non-command 

Vindhyan Sandstone 

0.660 

-0.06 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.01 


Gajner 

0803000400528600 

27.691 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

15.986 

0.13 

0.060 

0.00 

0.00 

0.00 

0.00 

0.01 

0.11 

0.06 

0.00 

0.000 

0.12 

0.21 


Gajroopdesar 

0803000500546700 

13.367 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

13.367 

-0.41 

0.060 

0.60 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.37 

0.039 

0.23 

0.40 


Gajsukhdesar 

0803000500553200 

30.452 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.829 

-0.16 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.020 

0.06 

0.10 







Non-command 

Vindhyan Sandstone 

22.003 

-0.16 

0.040 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.49 

0.065 

0.19 

0.32 


Garhwala 

0803000100502000 

34.829 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

34.829 

-0.63 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.20 

0.38 


Geegasar 

0803000100501000 

27.089 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

27.089 

0.00 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.22 

0.39 


Gewarsar 

0804000700652300 

14.102 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

5.359 

-0.43 

0.060 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.47 

0.020 

0.10 

0.18 







Non-command 

Vindhyan Sandstone 

8.674 

-0.43 

0.040 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.54 

0.033 

0.17 

0.28 


Ghattoo 

0803000500552200 

25.284 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

25.284 

-0.25 

0.040 

0.34 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.27 

0.075 

0.24 

0.41 


Govind Nagar 

0803000500554500 

11.267 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

4.374 

0.30 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.11 

0.013 

0.10 

0.17 


Goyalri 

0803000400530200 

11.356 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

6.307 

0.04 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.12 

0.20 


Gusaisar 

0803000100502500 

33.731 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.147 

-1.25 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Hadla Bhatiyan 

0803000400538700 

19.763 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

19.763 

-0.68 

0.060 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.42 

0.000 

0.21 

0.36 


Hadla Rawalotan 

0803000400538600 

26.161 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

26.161 

-0.76 

0.060 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.57 

0.000 

0.21 

0.35 


Himatsar 

0803000500553600 

46.945 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

46.945 

-0.06 

0.040 

0.41 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.47 

0.139 

0.25 

0.43 


Himtasar 

0803000100498800 

25.473 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

19.608 

0.22 

0.060 

0.07 

0.00 

0.00 

0.00 

0.00 

0.33 

0.17 

0.26 

0.001 

0.16 

0.30 


Hiyadesar 

0803000500551800 

40.806 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

40.806 

-0.20 

0.040 

0.23 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.76 

0.121 

0.24 

0.42 


Inda Ka Bala 

0803000400537800 

23.143 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

18.520 

-0.37 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.000 

0.17 

0.28 


Jaisingh Desar Kaliyan 

0803000500546900 

15.717 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

15.717 

-0.35 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.046 

0.23 

0.41 


Jaisingh Desar Magra 

0803000500545700 

35.642 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

35.642 

-0.31 

0.040 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.105 

0.22 

0.37 


Jangloo 

0803000500545900 

84.263 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

4.114 

-0.73 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.012 

0.01 

0.02 







Non-command 

Vindhyan Sandstone 

80.149 

-0.73 

0.040 

0.50 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.70 

0.237 

0.22 

0.38 


Jasrasar 

0803000500553100 

116.562 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

3.444 

-0.19 

0.060 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.010 

0.01 

0.01 







Non-command 

Vindhyan Sandstone 

113.118 

-0.19 

0.040 

1.85 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

6.98 

0.334 

0.25 

0.42 


Jegla Gogliyan 

0803000500546000 

19.843 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

7.121 

-1.33 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.021 

0.08 

0.14 







Non-command 

Vindhyan Sandstone 

12.722 

-1.33 

0.040 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.038 

0.15 

0.26 


Jegla Panna Daroga 

0803000500546100 

18.382 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

11.312 

-1.58 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.033 

0.14 

0.25 







Non-command 

Vindhyan Sandstone 

7.070 

-1.58 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.021 

0.09 

0.15 


Jhajhoo 

0803000400539200 

122.543 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

67.905 

-0.51 

0.060 

1.19 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

4.75 

0.000 

0.12 

0.20 







Non-command 

Vindhyan Sandstone 

11.480 

-0.51 

0.040 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.71 

0.000 

0.02 

0.03 


Jhajhoobas Nathotan 

0803000400539300 

17.336 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

2.273 

-0.37 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.03 

0.05 


Jhareli 

0803000500553300 

42.978 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.425 

-0.11 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.001 

0.00 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Bhamatsar 

0803000500549300 

0.08 

0.54 

- 

0.54 

0.03 

0.57 

0.06 

0.29 

0.14 

0.1000 

- 

- 

- 

0.100 

0.236 

0.808 

0.081 

0.727 

2.635 

362.54 

Over Exploited 

Bhayala 

0803000400538800 

0.10 

0.06 

- 

0.06 

- 

0.06 

0.06 

0.27 

0.02 

- 

- 

- 

- 

- 

0.016 

0.079 

0.008 

0.071 

0.038 

53.72 

Safe 

Bhinasar (rural) 

0803000100495300 

0.08 

0.17 

(11.32) 

0.15 

0.01 

0.16 

0.05 

0.26 

0.04 

0.0300 

- 

- 

- 

0.030 

0.075 

0.238 

0.012 

0.226 

0.673 

298.11 

Over Exploited 

Bhojan Shala (rural) 

0803000100495500 

0.08 

0.02 

(4.26) 

0.02 

0.00 

0.02 

0.05 

0.25 

0.01 

- 

- 

- 

0.001 

0.001 

0.007 

0.026 

0.001 

0.025 

0.000 

0.38 

Safe 

Bhojoosar 

0803000100500000 

0.08 

0.30 

- 

0.30 

- 

0.30 

0.05 

0.26 

0.08 

- 

- 

- 

- 

- 

0.078 

0.376 

0.038 

0.338 

0.001 

0.40 

Safe 

Bholasar Budhan 

0803000400538400 

0.10 

0.14 

- 

0.14 

- 

0.14 

0.05 

0.27 

0.04 

- 

- 

- 

- 

- 

0.038 

0.182 

0.018 

0.164 

0.014 

8.52 

Safe 

Bholasar Chauhanan 

0803000400538500 

0.10 

0.47 

- 

0.47 

0.01 

0.48 

0.05 

0.27 

0.12 

0.0400 

- 

- 

- 

0.040 

0.162 

0.645 

0.064 

0.580 

0.998 

172.03 

Over Exploited 

Bhom Bagseu 

0803000500558800 

0.10 

0.10 

- 

0.10 

- 

0.10 

0.05 

0.30 

0.02 

- 

- 

- 

- 

- 

0.020 

0.118 

0.012 

0.106 

0.031 

29.01 

Safe 

Bhom Beedasariya 

0803000500547500 

0.10 

0.09 

- 

0.09 

0.01 

0.10 

0.05 

0.31 

0.02 

0.0400 

- 

- 

- 

0.040 

0.060 

0.163 

0.016 

0.147 

1.051 

717.11 

Over Exploited 

Bhom Bilniyasar 

0803000500559100 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.022 

10,866.80 

Over Exploited 

Bhom Kirtasar 

0803000500548800 

0.10 

0.05 

- 

0.05 

- 

0.05 

0.06 

0.29 

0.01 

- 

- 

- 

- 

- 

0.013 

0.064 

0.006 

0.057 

0.007 

11.34 

Safe 

Bhom Maiyasar 

0803000500557400 

0.08 

0.08 

- 

0.08 

- 

0.08 

0.03 

0.20 

0.01 

- 

- 

- 

- 

- 

0.014 

0.093 

0.009 

0.084 

0.100 

119.51 

Over Exploited 

Bikaner (M CL) 

0803000140301000 

0.08 

0.77 

114.33 

0.92 

0.00 

0.93 

0.05 

0.26 

0.20 

- 

- 

- 

0.005 

0.005 

0.210 

1.138 

0.057 

1.081 

7.208 

666.91 

Over Exploited 



0.08 

0.89 

124.96 

1.07 

0.03 

1.10 

0.05 

0.24 

0.24 

- 

- 

- 

0.049 

0.049 

0.286 

1.387 

0.069 

1.318 

8.817 

669.01 

Over Exploited 

Bilniyasar 

0803000500559000 

0.08 

0.13 

- 

0.13 

0.01 

0.14 

0.03 

0.20 

0.02 

0.0300 

- 

- 

- 

0.030 

0.055 

0.191 

0.019 

0.172 

0.736 

427.96 

Over Exploited 

Boodhron Ki Dhani 

0803000500552000 

0.08 

0.12 

- 

0.12 

0.01 

0.13 

0.06 

0.29 

0.03 

0.0400 

- 

- 

- 

0.040 

0.069 

0.198 

0.020 

0.178 

1.056 

592.21 

Over Exploited 

Chachaniya 

0803000500558100 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.001 

0.005 

0.004 

75.84 

Semi Critical 

Chainasar 

0803000500557900 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chak Chani 

0803000400537900 

0.10 

0.05 

- 

0.05 

0.00 

0.06 

0.06 

0.27 

0.01 

0.0100 

- 

- 

0.000 

0.010 

0.025 

0.080 

0.008 

0.072 

0.216 

301.37 

Over Exploited 

Chak Garbi (rural) 

0803000100494800 

0.08 

0.02 

1,137.59 

0.03 

- 

0.03 

0.01 

0.05 

0.01 

- 

- 

- 

- 

- 

0.007 

0.035 

0.002 

0.034 

0.025 

73.16 

Semi Critical 

Chak Mulajman 

0803000400539800 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

- 

- 

Safe 

Chak Vijaisinghpura 

0803000400544400 

0.10 

0.06 

- 

0.06 

- 

0.06 

0.02 

0.11 

0.02 

- 

- 

- 

- 

- 

0.016 

0.078 

0.008 

0.070 

- 

- 

Safe 

Chandasar 

0803000400530100 

0.10 

0.55 

(90.03) 

0.44 

0.02 

0.45 

0.05 

0.27 

0.14 

0.0100 

- 

- 

0.023 

0.033 

0.175 

0.630 

0.031 

0.598 

0.192 

32.11 

Safe 

Chani 

0803000400538000 

0.10 

0.71 

- 

0.71 

0.03 

0.74 

0.06 

0.27 

0.18 

0.0900 

- 

- 

0.000 

0.090 

0.273 

1.011 

0.101 

0.910 

2.448 

269.10 

Over Exploited 

Dasnoo 

0803000500557200 

0.08 

0.19 

(45.19) 

0.15 

0.01 

0.16 

0.03 

0.17 

0.03 

0.0200 

- 

- 

- 

0.020 

0.053 

0.213 

0.011 

0.203 

0.502 

247.93 

Over Exploited 

Derajsar 

0803000800634700 

0.08 

0.06 

- 

0.06 

0.01 

0.07 

0.02 

0.10 

0.01 

0.0200 

- 

- 

- 

0.020 

0.033 

0.099 

0.010 

0.089 

0.557 

626.07 

Over Exploited 

Desalsar Bhatiyan 

0803000500549700 

0.08 

0.26 

- 

0.26 

0.01 

0.27 

0.06 

0.29 

0.06 

0.0200 

- 

- 

- 

0.020 

0.079 

0.346 

0.035 

0.312 

0.555 

177.95 

Over Exploited 

Desalsar Mandlawatan 

0803000500549600 

0.08 

0.35 

- 

0.35 

0.01 

0.36 

0.06 

0.29 

0.08 

0.0200 

- 

- 

- 

0.020 

0.103 

0.460 

0.046 

0.414 

0.590 

142.62 

Over Exploited 

Desalsar Purohitan 

0803000500549500 

0.08 

0.43 

- 

0.43 

0.02 

0.45 

0.06 

0.29 

0.10 

0.0500 

- 

- 

- 

0.050 

0.154 

0.607 

0.061 

0.546 

1.382 

253.21 

Over Exploited 

Deshnok (Rural) 

0803000100500400 

0.08 

0.04 

- 

0.04 

- 

0.04 

0.05 

0.27 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.066 

0.007 

0.060 

0.396 

662.07 

Over Exploited 

Deshnoke(M) 

0803000140302000 

0.08 

1.90 

- 

1.90 

0.00 

1.90 

0.06 

0.28 

0.49 

0.0100 

- 

- 

0.006 

0.016 

0.502 

2.404 

0.240 

2.163 

16.396 

757.91 

Over Exploited 

Dewasar 

0803000100501900 

0.08 

0.08 

(20.45) 

0.07 

- 

0.07 

0.05 

0.27 

0.02 

0.0100 

- 

- 

- 

0.010 

0.032 

0.099 

0.005 

0.094 

0.384 

409.25 

Over Exploited 

Dheengsari 

0803000500549900 

0.08 

0.10 

- 

0.10 

0.00 

0.10 

0.01 

0.08 

0.02 

0.0100 

- 

- 

0.002 

0.013 

0.035 

0.137 

0.014 

0.123 

0.203 

164.68 

Over Exploited 

Dhoopaliya 

0803000500557600 

0.08 

0.24 

- 

0.24 

- 

0.24 

0.04 

0.25 

0.05 

0.0100 

- 

- 

- 

0.010 

0.056 

0.297 

0.030 

0.267 

0.281 

105.16 

Over Exploited 

Doodawas 

0803000500558900 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.022 

1,410.93 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

445.07 

Over Exploited 

Gajner 

0803000400528600 

0.10 

0.19 

(66.71) 

0.15 

0.01 

0.17 

0.03 

0.15 

0.05 

- 

- 

- 

0.021 

0.021 

0.072 

0.241 

0.012 

0.229 

- 

- 

Safe 

Gajroopdesar 

0803000500546700 

0.10 

0.31 

- 

0.31 

0.03 

0.34 

0.06 

0.29 

0.08 

0.0900 

- 

- 

- 

0.090 

0.168 

0.504 

0.050 

0.454 

2.405 

529.91 

Over Exploited 

Gajsukhdesar 

0803000500553200 

0.10 

0.04 

- 

0.04 

- 

0.04 

0.01 

0.07 

0.01 

- 

- 

- 

- 

- 

0.008 

0.048 

0.005 

0.043 

0.149 

348.85 

Over Exploited 



0.08 

0.33 

- 

0.33 

0.01 

0.34 

0.04 

0.22 

0.07 

0.0200 

- 

- 

- 

0.020 

0.086 

0.425 

0.042 

0.382 

0.551 

144.17 

Over Exploited 

Garhwala 

0803000100502000 

0.08 

0.57 

- 

0.57 

- 

0.57 

0.05 

0.26 

0.15 

- 

- 

- 

- 

- 

0.151 

0.719 

0.072 

0.647 

0.003 

0.41 

Safe 

Geegasar 

0803000100501000 

0.08 

0.47 

- 

0.47 

- 

0.47 

0.06 

0.27 

0.12 

- 

- 

- 

- 

- 

0.121 

0.590 

0.059 

0.531 

0.002 

0.39 

Safe 

Gewarsar 

0804000700652300 

0.10 

0.06 

- 

0.06 

0.01 

0.07 

0.02 

0.12 

0.01 

0.0200 

- 

- 

- 

0.020 

0.031 

0.097 

0.010 

0.087 

0.490 

561.92 

Over Exploited 



0.12 

0.18 

- 

0.18 

0.01 

0.19 

0.03 

0.20 

0.03 

0.0200 

- 

- 

- 

0.020 

0.055 

0.241 

0.024 

0.216 

0.573 

264.71 

Over Exploited 

Ghattoo 

0803000500552200 

0.08 

0.49 

- 

0.49 

0.02 

0.51 

0.06 

0.30 

0.11 

0.0500 

- 

- 

- 

0.050 

0.161 

0.668 

0.067 

0.601 

1.349 

224.44 

Over Exploited 

Govind Nagar 

0803000500554500 

0.08 

0.04 

36.45 

0.04 

- 

0.04 

0.02 

0.12 

0.01 

- 

- 

- 

- 

- 

0.007 

0.049 

0.002 

0.046 

0.121 

261.64 

Over Exploited 

Goyalri 

0803000400530200 

0.10 

0.07 

(88.57) 

0.06 

0.00 

0.06 

0.03 

0.15 

0.02 

- 

- 

- 

0.001 

0.001 

0.020 

0.080 

0.004 

0.076 

- 

- 

Safe 

Gusaisar 

0803000100502500 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Hadla Bhatiyan 

0803000400538700 

0.10 

0.42 

- 

0.42 

0.01 

0.43 

0.05 

0.27 

0.11 

0.0200 

- 

- 

0.001 

0.021 

0.130 

0.561 

0.056 

0.505 

0.422 

83.58 

Semi Critical 

Hadla Rawalotan 

0803000400538600 

0.10 

0.56 

- 

0.56 

0.01 

0.57 

0.06 

0.27 

0.14 

0.0200 

- 

- 

- 

0.020 

0.164 

0.730 

0.073 

0.657 

0.566 

86.10 

Semi Critical 

Himatsar 

0803000500553600 

0.08 

0.93 

- 

0.93 

0.02 

0.95 

0.05 

0.30 

0.19 

0.0600 

- 

- 

- 

0.060 

0.255 

1.208 

0.121 

1.087 

1.608 

147.89 

Over Exploited 

Himtasar 

0803000100498800 

0.08 

0.25 

(29.14) 

0.20 

- 

0.20 

0.04 

0.20 

0.07 

0.0100 

- 

- 

- 

0.010 

0.075 

0.271 

0.014 

0.258 

0.265 

102.98 

Over Exploited 

Hiyadesar 

0803000500551800 

0.08 

0.80 

- 

0.80 

0.01 

0.81 

0.05 

0.30 

0.17 

0.0300 

- 

- 

- 

0.030 

0.204 

1.012 

0.101 

0.911 

0.877 

96.25 

Critical 

Inda Ka Bala 

0803000400537800 

0.10 

0.32 

- 

0.32 

0.00 

0.32 

0.04 

0.21 

0.08 

- 

- 

- 

0.001 

0.001 

0.083 

0.399 

0.040 

0.359 

0.120 

33.39 

Safe 

Jaisingh Desar Kaliyan 

0803000500546900 

0.10 

0.36 

- 

0.36 

- 

0.36 

0.06 

0.29 

0.09 

- 

- 

- 

- 

- 

0.089 

0.451 

0.045 

0.406 

0.107 

26.45 

Safe 

Jaisingh Desar Magra 

0803000500545700 

0.08 

0.62 

- 

0.62 

0.01 

0.63 

0.05 

0.27 

0.16 

0.0200 

- 

- 

0.002 

0.022 

0.178 

0.809 

0.081 

0.728 

0.530 

72.84 

Semi Critical 

Jangloo 

0803000500545900 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.005 

0.094 

1,824.43 

Over Exploited 



0.08 

1.40 

- 

1.40 

0.02 

1.42 

0.05 

0.27 

0.34 

0.0600 

- 

- 

0.001 

0.061 

0.402 

1.822 

0.182 

1.640 

1.933 

117.87 

Over Exploited 

Jasrasar 

0803000500553100 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.013 

0.001 

0.012 

0.214 

1,813.28 

Over Exploited 



0.08 

2.23 

- 

2.23 

0.09 

2.32 

0.05 

0.30 

0.47 

0.2600 

- 

- 

- 

0.260 

0.729 

3.046 

0.305 

2.741 

7.311 

266.73 

Over Exploited 

Jegla Gogliyan 

0803000500546000 

0.10 

0.06 

- 

0.06 

- 

0.06 

0.02 

0.10 

0.01 

- 

- 

- 

- 

- 

0.015 

0.073 

0.007 

0.066 

0.120 

182.70 

Over Exploited 



0.08 

0.15 

- 

0.15 

- 

0.15 

0.04 

0.18 

0.04 

0.0100 

- 

- 

- 

0.010 

0.047 

0.196 

0.020 

0.177 

0.207 

116.85 

Over Exploited 

Jegla Panna Daroga 

0803000500546100 

0.10 

0.16 

- 

0.16 

- 

0.16 

0.04 

0.18 

0.04 

- 

- 

- 

- 

- 

0.040 

0.200 

0.020 

0.180 

0.132 

73.46 

Semi Critical 



0.08 

0.05 

- 

0.05 

- 

0.05 

0.02 

0.11 

0.01 

- 

- 

- 

- 

- 

0.013 

0.063 

0.006 

0.056 

0.086 

152.44 

Over Exploited 

Jhajhoo 

0803000400539200 

0.10 

0.80 

- 

0.80 

0.06 

0.86 

0.03 

0.15 

0.21 

0.1800 

- 

- 

0.005 

0.185 

0.392 

1.257 

0.126 

1.131 

4.752 

420.03 

Over Exploited 



0.10 

0.02 

- 

0.02 

0.01 

0.03 

0.01 

0.03 

0.01 

0.0300 

- 

- 

- 

0.030 

0.036 

0.069 

0.007 

0.062 

0.713 

1,151.19 

Over Exploited 

Jhajhoobas Nathotan 

0803000400539300 

0.10 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.002 

0.008 

0.001 

0.007 

0.024 

333.89 

Over Exploited 

Jhareli 

0803000500553300 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.059 

51,864.16 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Vindhyan Sandstone 

42.553 

-0.11 

0.040 

1.54 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

6.00 

0.126 

0.25 

0.43 


Jorbeer (rural) 

080300010049940C 

59.582 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

59.582 

-0.33 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.20 

0.38 


Kakra 

080300050055350C 

34.567 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

34.567 

-0.10 

0.040 

0.89 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

3.42 

0.102 

0.24 

0.42 


Kalyansar Agoona 

0803000100501800 

7.847 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

7.847 

1.30 

0.060 

0.07 

0.00 

0.00 

0.00 

0.00 

0.68 

0.36 

0.26 

0.001 

0.21 

0.39 


Kalyansar Bara 

0803000100501600 

21.818 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

21.818 

-0.90 

0.060 

0.25 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.01 

0.002 

0.22 

0.40 


Kalyansar Utrada 

0803000100501700 

9.951 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

9.951 

-0.14 

0.060 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.001 

0.21 

0.40 


Kandhalsar 

0804000700653300 

23.991 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

14.976 

-0.21 

0.040 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.057 

0.17 

0.29 


Karmisar (rural) 

0803000100495200 

8.933 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

8.933 

0.18 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.14 

0.07 

0.14 

0.001 

0.20 

0.38 


Katar Bari 

0804000700652200 

51.735 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

5.799 

-0.39 

0.060 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.022 

0.03 

0.05 







Non-command 

Vindhyan Sandstone 

29.665 

-0.39 

0.040 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.67 

0.113 

0.16 

0.26 


Katar Chhoti 

0804000700653000 

23.380 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

6.422 

-0.37 

0.040 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.024 

0.08 

0.13 


Kesar Desar Boran 

0803000100501300 

10.185 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

10.185 

-0.46 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.21 

0.39 


Kesar Desar Gangaguran 

0803000100501100 

17.505 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

17.505 

-0.24 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.22 

0.40 


Kesar DesarJatan 

0803000100501200 

50.661 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

50.661 

-0.33 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.23 

0.40 


Kheechiyasar 

0803000500557500 

16.940 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

15.068 

-0.04 

0.040 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.045 

0.23 

0.39 


Khet Chandasar 

0803000400529900 

1.678 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

1.678 

-0.02 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.000 

0.21 

0.36 


Kilchoo Deodan 

0803000100501500 

16.264 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

16.264 

-0.52 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.21 

0.39 


Kilchoo Sahlotan 

0803000100501400 

14.417 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

14.417 

-0.64 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.21 

0.39 


Kirtasar 

0803000500548900 

14.420 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

14.420 

-0.46 

0.060 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.043 

0.23 

0.40 


Kishnayat Budhan 

0803000400530400 

7.424 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.828 

-0.12 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.04 


Kismi Desar (rural) 

0803000100495400 

8.445 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

8.445 

0.02 

0.060 

0.05 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.22 

0.001 

0.20 

0.38 


Kisnasar 

0803000500549800 

27.335 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

24.670 

-0.49 

0.040 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.073 

0.22 

0.38 


Kolasar 

0803000100499800 

18.224 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

18.224 

-0.27 

0.060 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.37 

0.001 

0.20 

0.38 


Kolayat 

0803000400539700 

28.504 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

23.943 

-0.33 

0.060 

0.15 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.445 

0.18 

0.30 


Koodsoo 

0803000500551700 

32.382 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

10.011 

0.20 

0.040 

0.15 

0.01 

0.00 

0.00 

0.00 

0.22 

0.13 

0.55 

0.030 

0.08 

0.14 


Kookniya 

0803000500548300 

29.603 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

29.401 

-0.28 

0.060 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.62 

0.087 

0.23 

0.40 







Non-command 

Vindhyan Sandstone 

0.202 

-0.28 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 


Kotra 

0803000400528900 

31.738 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

12.415 

0.30 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.12 

0.00 

0.000 

0.08 

0.14 


Kotri 

0803000400537700 

7.654 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

7.191 

-0.50 

0.060 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.000 

0.20 

0.33 


Kuchor Aguni 

0803000500547200 

45.463 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

45.463 

-0.41 

0.060 

1.16 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

4.47 

0.134 

0.23 

0.42 


Kuchor Athooni 

0803000500547000 

49.406 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

49.406 

-0.27 

0.060 

0.83 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

3.14 

0.146 

0.23 

0.41 


Kurjadi 

0803000500552700 

16.286 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

16.286 

-0.06 

0.040 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.64 

0.048 

0.24 

0.42 


Lalam Desar Bara 

0803000500547700 

34.391 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

34.391 

-0.26 

0.060 

1.28 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

4.98 

0.102 

0.24 

0.44 


Lalam Desar Chhota 

0803000500547100 

20.065 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

20.065 

-0.26 

0.060 

0.83 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

3.24 

0.059 

0.24 

0.43 


Lalamdesar 

0803000100500100 

38.894 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

38.894 

-0.15 

0.060 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.003 

0.21 

0.37 


Lalasar 

0803000500548200 

29.292 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

29.292 

-0.17 

0.060 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.087 

0.23 

0.41 


Lalsinghpura 

0803000100502200 

2.009 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

2.009 

-0.29 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.000 

0.21 

0.40 


Likhmisar Dikhnada 

0803000800638300 

37.577 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

16.373 

-0.66 

0.060 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.55 

0.040 

0.11 

0.20 


Likhmisar Utrada 

0803000800638200 

21.517 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

6.131 

-0.69 

0.060 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.47 

0.015 

0.07 

0.13 


Madh 

0803000400537600 

18.763 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

1.657 

-0.41 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 


Mahramsar 

0803000500548100 

9.993 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

9.765 

-0.07 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.029 

0.23 

0.41 







Non-command 

Vindhyan Sandstone 

0.229 

-0.07 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Maiyasar 

0803000500557300 

22.588 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

12.595 

-0.03 

0.040 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.037 

0.15 

0.25 


Malasar 

0804000700653200 

16.532 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

13.024 

-0.30 

0.040 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.59 

0.050 

0.21 

0.36 


Manaksar 

0803000500548700 

11.480 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

11.005 

-0.42 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.033 

0.22 

0.38 







Non-command 

Vindhyan Sandstone 

0.475 

-0.42 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 


Manyana 

0803000500549400 

15.967 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.344 

-1.24 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.00 

0.01 







Non-command 

Vindhyan Sandstone 

15.623 

-1.24 

0.040 

0.25 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.93 

0.046 

0.23 

0.39 


Mariya 

0803000500554100 

16.528 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

16.488 

0.18 

0.040 

0.25 

0.01 

0.00 

0.00 

0.00 

0.36 

0.21 

0.95 

0.049 

0.26 

0.45 


Masoori 

0803000500547600 

27.552 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

27.552 

-0.29 

0.060 

0.47 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.75 

0.081 

0.25 

0.44 


Meghasar 

0803000100499900 

23.955 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

23.955 

-0.37 

0.060 

1.57 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

6.26 

0.002 

0.21 

0.37 


Meusar 

0803000500547900 

14.900 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

14.900 

-0.05 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.044 

0.24 

0.42 


Mokha Charnan 

0803000400539000 

21.557 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

3.752 

-0.48 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.000 

0.04 

0.06 







Non-command 

Vindhyan Sandstone 

16.312 

-0.48 

0.040 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.000 

0.16 

0.27 


Mokha Khalsa 

0803000400538900 

23.360 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

23.360 

-0.62 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.000 

0.21 

0.36 


Moondsar 

0803000100502900 

59.205 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

59.205 

-0.54 

0.060 

3.00 

0.15 

0.00 

0.00 

0.00 

0.00 

0.00 

12.00 

0.004 

0.22 

0.41 


Morkhana Agoona 

0803000500548500 

11.462 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

11.462 

-0.41 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.034 

0.23 

0.40 


Morkhana Athoona 

0803000500548600 

9.544 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

9.544 

-0.41 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.028 

0.23 

0.40 


Mukam 

0803000500553700 

4.743 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

4.743 

-0.06 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.014 

0.25 

0.44 


Munjasar 

0803000500550300 

20.400 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

7.165 

-0.42 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.021 

0.08 

0.13 


Mureedsar 

0803000500550200 

6.824 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.002 

-0.43 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nainon Ka Bas 

0803000100498900 

12.430 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

12.430 

0.00 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.14 

0.001 

0.20 

0.38 


Naiyon Ki Basti 

0803000400529700 

14.810 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

14.810 

0.26 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.27 

0.15 

0.17 

0.000 

0.21 

0.37 


Nal Chhoti 

0803000100494500 

42.579 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

27.353 

0.00 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.10 

0.002 

0.13 

0.24 


Nalbari 

0803000100493800 

104.070 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

1.761 

1.32 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.07 

0.00 

0.000 

0.00 

0.01 


Napasar 

0803000100502100 

66.037 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

62.847 

0.01 

0.060 

0.48 

0.02 

0.00 

0.00 

0.00 

0.51 

0.27 

1.92 

0.005 

0.20 

0.38 


Narsisar 

0803000800634600 

43.907 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

19.100 

-0.54 

0.060 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.42 

0.047 

0.10 

0.20 


Nathusar (rural) 

0803000100495000 

5.059 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

4.385 

0.58 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.08 

0.00 

0.000 

0.17 

0.33 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.08 

0.84 

- 

0.84 

0.07 

0.91 

0.05 

0.30 

0.18 

0.2200 

- 

- 

- 

0.220 

0.396 

1.307 

0.131 

1.176 

6.124 

520.53 

Over Exploited 

Jorbeer (rural) 

0803000100499400 

0.08 

0.97 

- 

0.97 

- 

0.97 

0.05 

0.26 

0.26 

- 

- 

- 

- 

- 

0.257 

1.226 

0.123 

1.103 

0.005 

0.41 

Safe 

Kakra 

0803000500553500 

0.08 

0.68 

- 

0.68 

0.04 

0.72 

0.05 

0.30 

0.15 

0.1300 

- 

- 

- 

0.130 

0.277 

0.994 

0.099 

0.894 

3.518 

393.41 

Over Exploited 

Kalyansar Agoona 

0803000100501800 

0.08 

0.13 

177.90 

0.16 

- 

0.16 

0.05 

0.26 

0.03 

0.0100 

- 

- 

- 

0.010 

0.044 

0.201 

0.010 

0.191 

0.265 

138.67 

Over Exploited 

Kalyansar Bara 

0803000100501600 

0.08 

0.38 

- 

0.38 

0.01 

0.39 

0.06 

0.27 

0.10 

0.0400 

- 

- 

- 

0.040 

0.137 

0.523 

0.052 

0.471 

1.010 

214.34 

Over Exploited 

Kalyansar Utrada 

0803000100501700 

0.08 

0.17 

- 

0.17 

- 

0.17 

0.06 

0.27 

0.04 

0.0100 

- 

- 

- 

0.010 

0.054 

0.224 

0.022 

0.202 

0.289 

143.18 

Over Exploited 

Kandhalsar 

0804000700653300 

0.12 

0.31 

- 

0.31 

- 

0.31 

0.03 

0.21 

0.06 

0.0100 

- 

- 

- 

0.010 

0.069 

0.381 

0.038 

0.343 

0.201 

58.58 

Safe 

Karmisar (rural) 

0803000100495200 

0.08 

0.15 

(48.74) 

0.12 

- 

0.12 

0.05 

0.26 

0.04 

0.0100 

- 

- 

- 

0.010 

0.048 

0.165 

0.008 

0.156 

0.145 

92.46 

Critical 

Katar Bari 

0804000700652200 

0.10 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.031 

0.003 

0.028 

0.207 

739.48 

Over Exploited 



0.12 

0.55 

- 

0.55 

0.01 

0.56 

0.03 

0.19 

0.11 

0.0200 

- 

- 

- 

0.020 

0.130 

0.693 

0.069 

0.624 

0.779 

124.87 

Over Exploited 

Katar Chhoti 

0804000700653000 

0.12 

0.06 

- 

0.06 

- 

0.06 

0.01 

0.09 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.082 

0.008 

0.074 

0.246 

333.96 

Over Exploited 

Kesar Desar Boran 

0803000100501300 

0.08 

0.18 

- 

0.18 

- 

0.18 

0.06 

0.27 

0.05 

- 

- 

- 

- 

- 

0.045 

0.220 

0.022 

0.198 

0.001 

0.39 

Safe 

Kesar Desar Gangaguran 

0803000100501100 

0.08 

0.31 

- 

0.31 

- 

0.31 

0.06 

0.28 

0.08 

- 

- 

- 

- 

- 

0.080 

0.392 

0.039 

0.353 

0.001 

0.38 

Safe 

Kesar DesarJatan 

0803000100501200 

0.08 

0.91 

- 

0.91 

- 

0.91 

0.06 

0.28 

0.23 

- 

- 

- 

- 

- 

0.234 

1.148 

0.115 

1.033 

0.004 

0.37 

Safe 

Kheechiyasar 

0803000500557500 

0.08 

0.28 

- 

0.28 

- 

0.28 

0.04 

0.27 

0.05 

0.0100 

- 

- 

- 

0.010 

0.061 

0.339 

0.034 

0.305 

0.344 

112.55 

Over Exploited 

Khet Chandasar 

0803000400529900 

0.10 

0.03 

- 

0.03 

- 

0.03 

0.05 

0.26 

0.01 

- 

- 

- 

- 

- 

0.009 

0.044 

0.004 

0.040 

0.072 

181.30 

Over Exploited 

Kilchoo Deodan 

0803000100501500 

0.08 

0.27 

- 

0.27 

- 

0.27 

0.05 

0.26 

0.07 

- 

- 

- 

- 

- 

0.071 

0.344 

0.034 

0.309 

0.001 

0.40 

Safe 

Kilchoo Sahlotan 

0803000100501400 

0.08 

0.24 

- 

0.24 

- 

0.24 

0.05 

0.26 

0.06 

- 

- 

- 

- 

- 

0.063 

0.304 

0.030 

0.274 

0.001 

0.40 

Safe 

Kirtasar 

0803000500548900 

0.10 

0.33 

- 

0.33 

- 

0.33 

0.06 

0.29 

0.08 

0.0100 

- 

- 

- 

0.010 

0.095 

0.427 

0.043 

0.384 

0.247 

64.15 

Safe 

Kishnayat Budhan 

0803000400530400 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.002 

0.000 

0.002 

- 

- 

Safe 

Kismi Desar (rural) 

0803000100495400 

0.08 

0.14 

(76.26) 

0.11 

- 

0.11 

0.05 

0.26 

0.04 

0.0100 

- 

- 

- 

0.010 

0.046 

0.157 

0.008 

0.149 

0.217 

145.59 

Over Exploited 

Kisnasar 

0803000500549800 

0.08 

0.43 

- 

0.43 

- 

0.43 

0.05 

0.27 

0.10 

0.0100 

- 

- 

- 

0.010 

0.106 

0.534 

0.053 

0.481 

0.411 

85.45 

Semi Critical 

Kolasar 

0803000100499800 

0.08 

0.30 

- 

0.30 

- 

0.30 

0.05 

0.26 

0.08 

0.0100 

- 

- 

- 

0.010 

0.089 

0.386 

0.039 

0.347 

0.372 

107.23 

Over Exploited 

Kolayat 

0803000400539700 

0.10 

0.43 

- 

0.43 

0.00 

0.43 

0.05 

0.23 

0.11 

- 

- 

- 

0.002 

0.002 

0.113 

0.543 

0.054 

0.488 

0.445 

91.16 

Critical 

Koodsoo 

0803000500551700 

0.08 

0.06 

104.99 

0.08 

0.01 

0.09 

0.02 

0.09 

0.01 

0.0200 

- 

- 

- 

0.020 

0.032 

0.118 

0.006 

0.112 

0.577 

514.66 

Over Exploited 

Kookniya 

0803000500548300 

0.10 

0.68 

- 

0.68 

0.01 

0.69 

0.06 

0.29 

0.17 

0.0200 

- 

- 

- 

0.020 

0.186 

0.879 

0.088 

0.791 

0.708 

89.44 

Semi Critical 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Kotra 

0803000400528900 

0.10 

0.10 

23.80 

0.12 

0.00 

0.12 

0.02 

0.10 

0.03 

- 

- 

- 

0.002 

0.002 

0.028 

0.149 

0.007 

0.142 

- 

- 

Safe 

Kotri 

0803000400537700 

0.10 

0.14 

- 

0.14 

- 

0.14 

0.05 

0.25 

0.04 

0.0100 

- 

- 

- 

0.010 

0.047 

0.191 

0.019 

0.172 

0.240 

139.62 

Over Exploited 

Kuchor Aguni 

0803000500547200 

0.10 

1.05 

- 

1.05 

0.06 

1.11 

0.06 

0.29 

0.25 

0.1700 

- 

- 

- 

0.170 

0.421 

1.532 

0.153 

1.378 

4.602 

333.87 

Over Exploited 

Kuchor Athooni 

0803000500547000 

0.10 

1.14 

- 

1.14 

0.04 

1.18 

0.06 

0.29 

0.28 

0.1200 

- 

- 

- 

0.120 

0.396 

1.578 

0.158 

1.420 

3.288 

231.47 

Over Exploited 

Kurjadi 

0803000500552700 

0.08 

0.31 

- 

0.31 

0.01 

0.32 

0.05 

0.30 

0.07 

0.0200 

- 

- 

- 

0.020 

0.091 

0.415 

0.041 

0.373 

0.689 

184.66 

Over Exploited 

Lalam Desar Bara 

0803000500547700 

0.10 

0.83 

- 

0.83 

0.06 

0.89 

0.05 

0.30 

0.19 

0.1900 

- 

- 

- 

0.190 

0.378 

1.273 

0.127 

1.146 

5.080 

443.35 

Over Exploited 

Lalam Desar Chhota 

0803000500547100 

0.10 

0.47 

- 

0.47 

0.04 

0.51 

0.06 

0.29 

0.11 

0.1200 

- 

- 

- 

0.120 

0.231 

0.745 

0.075 

0.671 

3.303 

492.66 

Over Exploited 

Lalamdesar 

0803000100500100 

0.08 

0.66 

- 

0.66 

0.01 

0.67 

0.05 

0.27 

0.17 

- 

- 

- 

0.012 

0.012 

0.182 

0.848 

0.085 

0.763 

0.003 

0.39 

Safe 

Lalasar 

0803000500548200 

0.10 

0.69 

- 

0.69 

- 

0.69 

0.06 

0.29 

0.16 

0.0100 

- 

- 

- 

0.010 

0.175 

0.860 

0.086 

0.774 

0.332 

42.81 

Safe 

Lalsinghpura 

0803000100502200 

0.08 

0.03 

- 

0.03 

- 

0.03 

0.05 

0.26 

0.01 

- 

- 

- 

- 

- 

0.009 

0.042 

0.004 

0.038 

0.072 

189.89 

Over Exploited 

Likhmisar Dikhnada 

0803000800638300 

0.08 

0.15 

- 

0.15 

0.01 

0.16 

0.02 

0.14 

0.03 

0.0200 

- 

- 

- 

0.020 

0.051 

0.211 

0.021 

0.190 

0.588 

309.59 

Over Exploited 

Likhmisar Utrada 

0803000800638200 

0.08 

0.04 

- 

0.04 

0.01 

0.05 

0.02 

0.09 

0.01 

0.0200 

- 

- 

- 

0.020 

0.028 

0.074 

0.007 

0.066 

0.483 

727.02 

Over Exploited 

Madh 

0803000400537600 

0.10 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

0.002 

0.002 

0.003 

0.007 

0.001 

0.006 

- 

- 

Safe 

Mahramsar 

0803000500548100 

0.10 

0.23 

- 

0.23 

- 

0.23 

0.05 

0.29 

0.05 

- 

- 

- 

- 

- 

0.053 

0.279 

0.028 

0.251 

0.090 

35.80 

Safe 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Maiyasar 

0803000500557300 

0.08 

0.15 

- 

0.15 

- 

0.15 

0.03 

0.17 

0.03 

0.0100 

- 

- 

- 

0.010 

0.036 

0.183 

0.018 

0.165 

0.249 

151.24 

Over Exploited 

Malasar 

0804000700653200 

0.12 

0.33 

- 

0.33 

0.01 

0.34 

0.04 

0.25 

0.07 

0.0200 

- 

- 

- 

0.020 

0.085 

0.428 

0.043 

0.385 

0.638 

165.65 

Over Exploited 

Manaksar 

0803000500548700 

0.10 

0.24 

- 

0.24 

- 

0.24 

0.06 

0.28 

0.06 

- 

- 

- 

- 

- 

0.062 

0.306 

0.031 

0.275 

0.155 

56.13 

Safe 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

341.76 

Over Exploited 

Manyana 

0803000500549400 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.021 

10,901.18 

Over Exploited 



0.08 

0.28 

- 

0.28 

0.01 

0.29 

0.06 

0.28 

0.07 

0.0300 

- 

- 

- 

0.030 

0.101 

0.394 

0.039 

0.355 

0.975 

274.85 

Over Exploited 

Mariya 

0803000500554100 

0.08 

0.35 

(39.20) 

0.28 

0.01 

0.29 

0.05 

0.31 

0.06 

0.0400 

- 

- 

- 

0.040 

0.101 

0.388 

0.019 

0.368 

0.999 

271.17 

Over Exploited 

Masoori 

0803000500547600 

0.10 

0.70 

- 

0.70 

0.02 

0.72 

0.05 

0.31 

0.15 

0.0700 

- 

- 

- 

0.070 

0.220 

0.939 

0.094 

0.845 

1.835 

217.25 

Over Exploited 

Meghasar 

0803000100499900 

0.08 

0.39 

- 

0.39 

0.08 

0.47 

0.05 

0.26 

0.10 

0.2300 

- 

- 

- 

0.230 

0.334 

0.808 

0.081 

0.727 

6.264 

861.28 

Over Exploited 

Meusar 

0803000500547900 

0.10 

0.35 

- 

0.35 

- 

0.35 

0.06 

0.29 

0.08 

- 

- 

- 

- 

- 

0.082 

0.435 

0.044 

0.392 

0.126 

32.17 

Safe 

Mokha Charnan 

0803000400539000 

0.10 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.004 

0.018 

0.002 

0.016 

0.048 

304.01 

Over Exploited 



0.10 

0.26 

- 

0.26 

- 

0.26 

0.04 

0.20 

0.07 

0.0100 

- 

- 

- 

0.010 

0.078 

0.342 

0.034 

0.307 

0.229 

74.50 

Semi Critical 

Mokha Khalsa 

0803000400538900 

0.10 

0.50 

- 

0.50 

- 

0.50 

0.05 

0.27 

0.13 

- 

- 

- 

- 

- 

0.128 

0.626 

0.063 

0.563 

0.038 

6.75 

Safe 

Moondsar 

0803000100502900 

0.08 

1.06 

- 

1.06 

0.15 

1.21 

0.06 

0.28 

0.26 

0.4500 

- 

- 

- 

0.450 

0.712 

1.919 

0.192 

1.727 

12.004 

695.17 

Over Exploited 

Morkhana Agoona 

0803000500548500 

0.10 

0.26 

- 

0.26 

- 

0.26 

0.06 

0.29 

0.07 

- 

- 

- 

- 

- 

0.066 

0.331 

0.033 

0.298 

0.054 

18.08 

Safe 

Morkhana Athoona 

0803000500548600 

0.10 

0.22 

- 

0.22 

- 

0.22 

0.06 

0.29 

0.06 

- 

- 

- 

- 

- 

0.056 

0.276 

0.028 

0.248 

0.089 

35.92 

Safe 

Mukam 

0803000500553700 

0.08 

0.10 

- 

0.10 

- 

0.10 

0.05 

0.30 

0.02 

- 

- 

- 

- 

- 

0.019 

0.115 

0.012 

0.104 

0.118 

113.71 

Over Exploited 

Munjasar 

0803000500550300 

0.08 

0.04 

- 

0.04 

- 

0.04 

0.02 

0.10 

0.01 

- 

- 

- 

- 

- 

0.011 

0.055 

0.006 

0.050 

0.061 

123.41 

Over Exploited 

Mureedsar 

0803000500550200 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nainon Ka Bas 

0803000100498900 

0.08 

0.20 

(88.69) 

0.16 

- 

0.16 

0.05 

0.26 

0.05 

0.0100 

- 

- 

- 

0.010 

0.064 

0.224 

0.011 

0.213 

0.145 

68.05 

Safe 

Naiyon Ki Basti 

0803000400529700 

0.10 

0.30 

(51.74) 

0.24 

0.00 

0.25 

0.05 

0.26 

0.08 

0.0100 

- 

- 

0.005 

0.015 

0.095 

0.341 

0.017 

0.324 

0.168 

51.85 

Safe 

Nal Chhoti 

0803000100494500 

0.08 

0.28 

(95.16) 

0.23 

0.00 

0.23 

0.03 

0.16 

0.08 

- 

- 

- 

0.002 

0.002 

0.078 

0.305 

0.015 

0.290 

0.098 

33.82 

Safe 

Nalbari 

0803000100493800 

0.08 

0.00 

15,232.71 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

7.59 

Safe 

Napasar 

0803000100502100 

0.08 

1.00 

(73.13) 

0.80 

0.02 

0.82 

0.05 

0.25 

0.26 

0.0700 

- 

- 

- 

0.070 

0.331 

1.150 

0.057 

1.092 

1.925 

176.22 

Over Exploited 

Narsisar 

0803000800634600 

0.08 

0.15 

- 

0.15 

0.01 

0.16 

0.02 

0.12 

0.04 

0.0200 

- 

- 

- 

0.020 

0.057 

0.215 

0.022 

0.194 

0.467 

241.13 

Over Exploited 

Nathusar (rural) 

0803000100495000 

0.08 

0.06 

31.45 

0.07 

- 

0.07 

0.05 

0.22 

0.02 

- 

- 

- 

- 

- 

0.017 

0.089 

0.004 

0.084 

0.000 

0.39 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Nimdiyasar 

080300050055380C 

7.106 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

7.106 

-0.12 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.021 

0.25 

0.43 


Nokha(M) 

0803000540303000 

14.360 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.364 

0.37 

0.040 

0.16 

0.00 

0.00 

0.00 

0.00 

0.18 

0.11 

0.00 

0.498 

0.03 

0.04 


Nokhagaon 

0803000500551900 

34.137 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

34.137 

0.07 

0.040 

0.32 

0.01 

0.00 

0.00 

0.00 

0.40 

0.23 

1.15 

0.101 

0.25 

0.43 


Nokhamandi (Rural) 

0803000500554300 

1.073 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.149 

0.28 

0.040 

0.05 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.19 

0.000 

0.04 

0.06 


Norang Desar 

0803000100502400 

71.348 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.304 

-0.30 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Palana 

0803000100500500 

50.304 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

50.304 

-0.29 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.21 

0.38 


Parwa 

0803000500549200 

48.918 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

32.935 

-1.05 

0.060 

0.33 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.18 

0.097 

0.15 

0.27 







Non-command 

Vindhyan Sandstone 

15.982 

-1.05 

0.040 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.61 

0.047 

0.08 

0.13 


Peempasar 

0814000401798400 

52.503 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

5.397 

-0.01 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.03 

0.05 


Pithrasar 

0803000500545800 

27.361 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

2.405 

-0.20 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.007 

0.02 

0.03 







Non-command 

Vindhyan Sandstone 

24.956 

-0.20 

0.040 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.074 

0.20 

0.35 


Raisar 

0803000100498700 

13.781 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

1.431 

0.27 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.000 

0.02 

0.04 


Rajedoo 

0803000800640700 

49.101 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

30.865 

-0.43 

0.060 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.67 

0.076 

0.17 

0.29 


Ramsar 

0803000100503000 

105.122 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

105.122 

-0.53 

0.060 

4.50 

0.23 

0.00 

0.00 

0.00 

0.00 

0.00 

18.00 

0.008 

0.22 

0.40 


Rasisar Bas Bara 

0803000500546300 

4.849 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

4.849 

-1.04 

0.060 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.014 

0.23 

0.40 


Rasisar Bas Panchaytiy 

0803000500546500 

11.544 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

11.544 

-0.99 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.034 

0.23 

0.40 


Rasisar Bas Purohitan 

0803000500546200 

25.013 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

25.013 

-1.31 

0.060 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.074 

0.23 

0.40 


Rasisar Bas Talriya 

0803000500546400 

14.396 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

14.396 

-0.91 

0.060 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.043 

0.23 

0.40 


Ridmalsar Purohitan 

0803000100499000 

18.877 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

0.999 

0.54 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.000 

0.01 

0.02 






Non-command 

Non-command 

Tertiary Sandstone 

13.426 

0.54 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.45 

0.24 

0.10 

0.001 

0.14 

0.27 


Ridmalsar Sipahiyan 

0803000100499300 

0.978 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.978 

0.65 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.000 

0.20 

0.38 


Rora 

0803000500554400 

65.739 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

13.741 

0.40 

0.040 

0.06 

0.00 

0.00 

0.00 

0.00 

0.28 

0.17 

0.19 

0.041 

0.06 

0.09 


Rughnathsar (rural) 

0803000100494900 

8.349 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

8.160 

0.53 

0.060 

0.00 

0.00 

0.00 

0.00 

0.01 

0.25 

0.13 

0.00 

0.001 

0.19 

0.37 


Sadhasar 

0803000500553000 

61.623 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

50.504 

-0.06 

0.060 

0.80 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

3.00 

0.149 

0.20 

0.35 







Non-command 

Vindhyan Sandstone 

11.119 

-0.06 

0.040 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.69 

0.033 

0.04 

0.08 


Sainiwala 

0803000500552600 

21.879 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

5.840 

-0.11 

0.060 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.62 

0.017 

0.06 

0.11 







Non-command 

Vindhyan Sandstone 

16.039 

-0.11 

0.040 

0.46 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.80 

0.047 

0.17 

0.30 


Sajansar 

0804000700652400 

28.329 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.060 

-0.34 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Vindhyan Sandstone 

2.769 

-0.34 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.011 

0.03 

0.05 


Sajanwasi 

0803000500552900 

12.641 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

12.641 

-0.05 

0.040 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.53 

0.037 

0.24 

0.42 


Salasar 

0803000400529500 

20.753 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

20.753 

-0.04 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.000 

0.20 

0.38 


Saloodiya 

0803000500552100 

45.052 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

45.052 

-0.30 

0.040 

0.92 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

3.52 

0.133 

0.24 

0.41 


Sanwatsar 

0803000800638100 

47.245 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

4.346 

-0.65 

0.060 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.011 

0.02 

0.04 


Saroopdesar 

0803000100499600 

39.450 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

39.450 

-0.06 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.20 

0.38 


Seethal 

0803000100502300 

50.373 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

45.560 

-0.62 

0.060 

0.27 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.08 

0.003 

0.19 

0.37 


Sharah Gujarayat 

0803000400529800 

11.908 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

11.908 

-0.22 

0.060 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.000 

0.21 

0.37 


Sharah Jatan 

0803000100493700 

5.126 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

5.126 

0.69 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.11 

0.00 

0.000 

0.20 

0.38 


Sharah Jugaldas 

0803000400529200 

7.666 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.996 

0.26 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.03 

0.05 


Sharah Kabadiyan 

0803000400539100 

5.499 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

5.252 

-0.54 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.20 

0.34 


Sharah Kajani 

0803000100499100 

8.541 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

8.541 

0.20 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.05 

0.001 

0.20 

0.38 


Sharah Kiradoo 

0803000400529400 

4.288 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

3.795 

0.28 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.00 

0.000 

0.18 

0.33 


Sharah Kulera 

0803000400529300 

5.362 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

2.299 

0.23 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.000 

0.09 

0.16 


Sharah Nathaniya (rural) 

0803000100494700 

34.878 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

34.878 

0.26 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.54 

0.28 

0.00 

0.003 

0.20 

0.38 


Sharah Teliya 

0803000500550000 

15.554 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

15.525 

-0.45 

0.040 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.046 

0.23 

0.39 


Sharah Teliya (rural) 

0803000100495100 

1.635 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

1.635 

0.09 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.20 

0.38 


Sheeshan 

0803000400538200 

7.558 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

7.558 

-0.72 

0.060 

0.60 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.40 

0.000 

0.21 

0.35 


Sheo Sutharan 

0803000400530500 

0.740 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.012 

-0.02 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Shivbari (rural) 

0803000100499200 

4.464 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

4.464 

0.54 

0.060 

0.07 

0.00 

0.00 

0.00 

0.00 

0.21 

0.11 

0.26 

0.000 

0.20 

0.38 


Sindhu 

0803000500548400 

24.031 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

24.031 

-0.39 

0.060 

0.21 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.76 

0.071 

0.23 

0.40 


Sinjguroo 

0803000500549000 

45.371 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

23.213 

-0.50 

0.060 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.65 

0.069 

0.12 

0.20 







Non-command 

Vindhyan Sandstone 

22.158 

-0.50 

0.040 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.65 

0.065 

0.11 

0.20 


Siyana Bhatiyan 

0803000400544300 

25.728 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.050 

-0.42 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Siyana Charnan 

0803000400544700 

6.739 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.226 

-0.44 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Siyana Jodhasar 

0803000400544500 

6.317 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

3.684 

-0.47 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.000 

0.12 

0.21 


Siyana Sakhlan 

0803000400544600 

2.944 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.330 

-0.44 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.10 

0.16 


Somalsar 

0803000500554000 

20.626 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

20.315 

0.08 

0.040 

0.46 

0.02 

0.00 

0.00 

0.00 

0.50 

0.29 

1.77 

0.060 

0.26 

0.44 


Soor Pura 

0803000500549100 

47.834 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

36.763 

-0.67 

0.060 

0.25 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.86 

0.109 

0.18 

0.31 







Non-command 

Vindhyan Sandstone 

11.071 

-0.67 

0.040 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.033 

0.05 

0.09 


Sowa 

0803000500546600 

37.169 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

37.169 

-0.37 

0.060 

0.77 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

2.94 

0.110 

0.23 

0.40 


Sudsar 

0803000800634800 

34.266 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

27.315 

-0.53 

0.060 

0.72 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

2.80 

0.067 

0.18 

0.36 


Sujasar 

0803000100500600 

18.666 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

18.666 

-0.27 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.21 

0.39 


Suratsinghpura 

0803000100503100 

7.112 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

7.112 

-0.44 

0.060 

0.75 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

3.00 

0.001 

0.23 

0.41 


Surdhana Chauhanan 

0803000100500900 

25.447 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

25.447 

-0.31 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.21 

0.39 


Surdhana Padiharan 

0803000100500800 

16.519 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

16.519 

-0.23 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.21 

0.38 


Talwa 

0803000500553900 

9.846 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

9.846 

-0.05 

0.040 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.029 

0.25 

0.44 


Tejrasar 

0803000100502600 

61.894 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

44.628 

-0.84 

0.060 

1.73 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

6.91 

0.003 

0.16 

0.31 


Teu 

0803000800634900 

19.545 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.643 

-0.46 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.002 

0.01 

0.02 


Thawariya 

0803000500557800 

39.440 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.088 

-0.05 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.012 

0.03 

0.05 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Nimdiyasar 

0803000500553800 

0.08 

0.14 

- 

0.14 

- 

0.14 

0.05 

0.30 

0.03 

- 

- 

- 

- 

- 

0.030 

0.170 

0.017 

0.153 

0.125 

81.52 

Semi Critical 

Nokha(M) 

0803000540303000 

0.08 

0.00 

3,748.02 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.498 

13,902.72 

Over Exploited 

Nokhagaon 

0803000500551900 

0.08 

0.69 

(66.14) 

0.55 

0.01 

0.56 

0.05 

0.30 

0.14 

0.0400 

- 

- 

- 

0.040 

0.179 

0.738 

0.037 

0.701 

1.246 

177.66 

Over Exploited 

Nokhamandi (Rural) 

0803000500554300 

0.08 

0.00 

6,777.75 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.194 

1,930.09 

Over Exploited 

Norang Desar 

0803000100502400 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Palana 

0803000100500500 

0.08 

0.83 

- 

0.83 

- 

0.83 

0.05 

0.26 

0.22 

- 

- 

- 

- 

- 

0.218 

1.050 

0.105 

0.945 

0.004 

0.40 

Safe 

Parwa 

0803000500549200 

0.10 

0.51 

- 

0.51 

0.01 

0.52 

0.04 

0.19 

0.13 

0.0400 

- 

- 

- 

0.040 

0.171 

0.691 

0.069 

0.622 

1.280 

205.75 

Over Exploited 



0.08 

0.10 

- 

0.10 

0.01 

0.11 

0.02 

0.09 

0.02 

0.0200 

- 

- 

- 

0.020 

0.045 

0.151 

0.015 

0.136 

0.652 

480.45 

Over Exploited 

Peempasar 

0814000401798400 

0.08 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.002 

0.014 

0.001 

0.012 

0.022 

178.93 

Over Exploited 

Pithrasar 

0803000500545800 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.005 

0.027 

516.94 

Over Exploited 



0.08 

0.40 

- 

0.40 

- 

0.40 

0.05 

0.25 

0.10 

0.0100 

- 

- 

- 

0.010 

0.111 

0.512 

0.051 

0.461 

0.373 

80.90 

Semi Critical 

Raisar 

0803000100498700 

0.08 

0.00 

622.25 

0.00 

- 

0.00 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.003 

0.024 

718.19 

Over Exploited 

Rajedoo 

0803000800640700 

0.08 

0.42 

- 

0.42 

0.01 

0.43 

0.03 

0.21 

0.08 

0.0300 

- 

- 

- 

0.030 

0.114 

0.549 

0.055 

0.494 

0.745 

150.76 

Over Exploited 

Ramsar 

0803000100503000 

0.08 

1.89 

- 

1.89 

0.23 

2.12 

0.06 

0.28 

0.48 

0.6800 

- 

- 

- 

0.680 

1.155 

3.274 

0.327 

2.946 

18.008 

611.23 

Over Exploited 

Rasisar Bas Bara 

0803000500546300 

0.10 

0.11 

- 

0.11 

- 

0.11 

0.06 

0.29 

0.03 

0.0100 

- 

- 

- 

0.010 

0.039 

0.150 

0.015 

0.135 

0.218 

161.56 

Over Exploited 

Rasisar Bas Panchaytiy 

0803000500546500 

0.10 

0.27 

- 

0.27 

- 

0.27 

0.06 

0.29 

0.07 

- 

- 

- 

- 

- 

0.068 

0.334 

0.033 

0.300 

0.095 

31.66 

Safe 

Rasisar Bas Purohitan 

0803000500546200 

0.10 

0.57 

- 

0.57 

- 

0.57 

0.06 

0.29 

0.15 

0.0100 

- 

- 

- 

0.010 

0.157 

0.730 

0.073 

0.657 

0.380 

57.79 

Safe 

Rasisar Bas Talriya 

0803000500546400 

0.10 

0.33 

- 

0.33 

- 

0.33 

0.06 

0.29 

0.08 

0.0100 

- 

- 

- 

0.010 

0.095 

0.426 

0.043 

0.383 

0.390 

101.66 

Over Exploited 

Ridmalsar Purohitan 

0803000100499000 

0.08 

0.00 

1,711.23 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0019 

0.0027 

- 

0.005 

0.005 

0.009 

0.000 

0.009 

0.000 

0.87 

Safe 



0.08 

0.15 

56.17 

0.18 

0.00 

0.19 

0.04 

0.18 

0.04 

- 

- 

- 

0.001 

0.001 

0.043 

0.228 

0.011 

0.216 

0.097 

44.84 

Safe 

Ridmalsar Sipahiyan 

0803000100499300 

0.08 

0.02 

28.20 

0.02 

- 

0.02 

0.05 

0.25 

0.00 

- 

- 

- 

- 

- 

0.004 

0.023 

0.001 

0.022 

0.000 

0.34 

Safe 

Rora 

0803000500554400 

0.08 

0.06 

172.97 

0.07 

- 

0.07 

0.01 

0.06 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.093 

0.005 

0.089 

0.235 

264.69 

Over Exploited 

Rughnathsar (rural) 

0803000100494900 

0.08 

0.13 

3.54 

0.13 

0.01 

0.14 

0.05 

0.25 

0.03 

- 

- 

- 

0.014 

0.014 

0.049 

0.189 

0.009 

0.179 

0.001 

0.34 

Safe 

Sadhasar 

0803000500553000 

0.10 

1.02 

- 

1.02 

0.04 

1.06 

0.04 

0.25 

0.23 

0.1100 

- 

- 

- 

0.110 

0.335 

1.391 

0.139 

1.252 

3.148 

251.40 

Over Exploited 



0.08 

0.04 

- 

0.04 

0.01 

0.05 

0.01 

0.05 

0.01 

0.0300 

- 

- 

- 

0.030 

0.039 

0.088 

0.009 

0.079 

0.724 

912.55 

Over Exploited 

Sainiwala 

0803000500552600 

0.10 

0.04 

- 

0.04 

0.01 

0.05 

0.01 

0.08 

0.01 

0.0200 

- 

- 

- 

0.020 

0.029 

0.076 

0.008 

0.068 

0.635 

931.82 

Over Exploited 



0.08 

0.22 

- 

0.22 

0.02 

0.24 

0.04 

0.22 

0.05 

0.0700 

- 

- 

- 

0.070 

0.122 

0.366 

0.037 

0.329 

1.843 

559.50 

Over Exploited 

Sajansar 

0804000700652400 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.002 

0.011 

0.001 

0.010 

0.017 

162.68 

Over Exploited 

Sajanwasi 

0803000500552900 

0.08 

0.25 

- 

0.25 

0.01 

0.26 

0.05 

0.30 

0.05 

0.0200 

- 

- 

- 

0.020 

0.075 

0.330 

0.033 

0.297 

0.563 

189.56 

Over Exploited 

Salasar 

0803000400529500 

0.10 

0.42 

- 

0.42 

- 

0.42 

0.05 

0.26 

0.11 

- 

- 

- 

- 

- 

0.112 

0.532 

0.053 

0.479 

0.072 

15.03 

Safe 

Saloodiya 

0803000500552100 

0.08 

0.86 

- 

0.86 

0.04 

0.90 

0.06 

0.29 

0.20 

0.1300 

- 

- 

- 

0.130 

0.332 

1.229 

0.123 

1.106 

3.654 

330.38 

Over Exploited 

Sanwatsar 

0803000800638100 

0.08 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.03 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.020 

0.002 

0.018 

0.280 

1,582.07 

Over Exploited 

Saroopdesar 

0803000100499600 

0.08 

0.64 

- 

0.64 

0.00 

0.64 

0.05 

0.26 

0.17 

- 

- 

- 

0.001 

0.001 

0.170 

0.815 

0.081 

0.733 

0.003 

0.41 

Safe 

Seethal 

0803000100502300 

0.08 

0.70 

- 

0.70 

0.01 

0.71 

0.05 

0.24 

0.18 

0.0400 

- 

- 

- 

0.040 

0.220 

0.931 

0.093 

0.838 

1.083 

129.24 

Over Exploited 

Sharah Gujarayat 

0803000400529800 

0.10 

0.25 

- 

0.25 

- 

0.25 

0.05 

0.26 

0.06 

0.0100 

- 

- 

- 

0.010 

0.075 

0.322 

0.032 

0.290 

0.384 

132.62 

Over Exploited 

Sharah Jatan 

0803000100493700 

0.08 

0.08 

37.30 

0.10 

- 

0.10 

0.05 

0.25 

0.02 

- 

- 

- 

- 

- 

0.022 

0.120 

0.006 

0.114 

0.000 

0.34 

Safe 

Sharah Jugaldas 

0803000400529200 

0.10 

0.00 

215.83 

0.00 

- 

0.00 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

- 

- 

Safe 

Sharah Kabadiyan 

0803000400539100 

0.10 

0.11 

- 

0.11 

- 

0.11 

0.05 

0.26 

0.03 

- 

- 

- 

- 

- 

0.028 

0.135 

0.013 

0.121 

- 

- 

Safe 

Sharah Kajani 

0803000100499100 

0.08 

0.14 

(55.87) 

0.11 

- 

0.11 

0.05 

0.26 

0.04 

- 

- 

- 

- 

- 

0.037 

0.147 

0.007 

0.140 

0.049 

34.83 

Safe 

Sharah Kiradoo 

0803000400529400 

0.10 

0.07 

(49.40) 

0.05 

- 

0.05 

0.05 

0.23 

0.02 

- 

- 

- 

- 

- 

0.018 

0.073 

0.004 

0.069 

- 

- 

Safe 

Sharah Kulera 

0803000400529300 

0.10 

0.02 

(14.53) 

0.02 

- 

0.02 

0.02 

0.11 

0.01 

- 

- 

- 

- 

- 

0.005 

0.022 

0.001 

0.021 

- 

- 

Safe 

Sharah Nathaniya (rural) 

0803000100494700 

0.08 

0.56 

(49.38) 

0.45 

- 

0.45 

0.05 

0.25 

0.15 

- 

- 

- 

- 

- 

0.151 

0.596 

0.030 

0.567 

0.003 

0.47 

Safe 

Sharah Teliya 

0803000500550000 

0.08 

0.28 

- 

0.28 

- 

0.28 

0.05 

0.28 

0.07 

0.0100 

- 

- 

- 

0.010 

0.078 

0.360 

0.036 

0.324 

0.305 

94.10 

Critical 

Sharah Teliya (rural) 

0803000100495100 

0.08 

0.03 

(82.23) 

0.02 

- 

0.02 

0.05 

0.26 

0.01 

- 

- 

- 

- 

- 

0.007 

0.028 

0.001 

0.027 

0.000 

0.46 

Safe 

Sheeshan 

0803000400538200 

0.10 

0.16 

- 

0.16 

0.03 

0.19 

0.06 

0.27 

0.04 

0.0900 

- 

- 

- 

0.090 

0.132 

0.322 

0.032 

0.290 

2.400 

827.14 

Over Exploited 

Sheo Sutharan 

0803000400530500 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Shivbari (rural) 

0803000100499200 

0.08 

0.07 

58.63 

0.08 

0.00 

0.08 

0.05 

0.25 

0.02 

0.0100 

- 

- 

0.000 

0.010 

0.030 

0.114 

0.006 

0.108 

0.264 

244.52 

Over Exploited 

Sindhu 

0803000500548400 

0.10 

0.56 

- 

0.56 

0.01 

0.57 

0.06 

0.29 

0.14 

0.0300 

- 

- 

- 

0.030 

0.169 

0.736 

0.074 

0.663 

0.826 

124.66 

Over Exploited 

Sinjguroo 

0803000500549000 

0.10 

0.27 

- 

0.27 

0.01 

0.28 

0.03 

0.15 

0.07 

0.0200 

- 

- 

- 

0.020 

0.090 

0.374 

0.037 

0.336 

0.722 

214.44 

Over Exploited 



0.08 

0.20 

- 

0.20 

0.01 

0.21 

0.03 

0.14 

0.05 

0.0200 

- 

- 

- 

0.020 

0.071 

0.281 

0.028 

0.253 

0.713 

282.46 

Over Exploited 

Siyana Bhatiyan 

0803000400544300 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Siyana Charnan 

0803000400544700 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Siyana Jodhasar 

0803000400544500 

0.10 

0.05 

- 

0.05 

- 

0.05 

0.03 

0.16 

0.01 

- 

- 

- 

- 

- 

0.012 

0.058 

0.006 

0.052 

0.035 

67.36 

Safe 

Siyana Sakhlan 

0803000400544600 

0.10 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.12 

0.00 

- 

- 

- 

- 

- 

0.003 

0.016 

0.002 

0.015 

- 

- 

Safe 

Somalsar 

0803000500554000 

0.08 

0.42 

(29.83) 

0.33 

0.02 

0.35 

0.05 

0.30 

0.08 

0.0700 

- 

- 

- 

0.070 

0.145 

0.500 

0.025 

0.475 

1.831 

385.63 

Over Exploited 

Soor Pura 

0803000500549100 

0.10 

0.65 

- 

0.65 

0.01 

0.66 

0.05 

0.22 

0.17 

0.0300 

- 

- 

- 

0.030 

0.197 

0.857 

0.086 

0.771 

0.966 

125.19 

Over Exploited 



0.08 

0.05 

- 

0.05 

- 

0.05 

0.01 

0.07 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.069 

0.007 

0.062 

0.292 

467.84 

Over Exploited 

Sowa 

0803000500546600 

0.10 

0.85 

- 

0.85 

0.04 

0.89 

0.06 

0.29 

0.22 

0.1100 

- 

- 

- 

0.110 

0.328 

1.222 

0.122 

1.100 

3.048 

277.19 

Over Exploited 

Sudsar 

0803000800634800 

0.08 

0.40 

- 

0.40 

0.04 

0.44 

0.04 

0.23 

0.10 

0.1100 

- 

- 

- 

0.110 

0.206 

0.646 

0.065 

0.582 

2.868 

492.96 

Over Exploited 

Sujasar 

0803000100500600 

0.08 

0.31 

- 

0.31 

- 

0.31 

0.05 

0.26 

0.08 

- 

- 

- 

- 

- 

0.081 

0.392 

0.039 

0.353 

0.001 

0.40 

Safe 

Suratsinghpura 

0803000100503100 

0.08 

0.13 

- 

0.13 

0.04 

0.17 

0.06 

0.28 

0.03 

0.1100 

- 

- 

- 

0.110 

0.142 

0.311 

0.031 

0.280 

3.001 

1,072.82 

Over Exploited 

Surdhana Chauhanan 

0803000100500900 

0.08 

0.43 

- 

0.43 

- 

0.43 

0.05 

0.26 

0.11 

- 

- 

- 

- 

- 

0.111 

0.537 

0.054 

0.483 

0.002 

0.40 

Safe 

Surdhana Padiharan 

0803000100500800 

0.08 

0.27 

- 

0.27 

- 

0.27 

0.05 

0.26 

0.07 

- 

- 

- 

- 

- 

0.071 

0.343 

0.034 

0.308 

0.001 

0.41 

Safe 

Talwa 

0803000500553900 

0.08 

0.20 

- 

0.20 

- 

0.20 

0.05 

0.30 

0.04 

0.0100 

- 

- 

- 

0.010 

0.049 

0.250 

0.025 

0.225 

0.414 

184.22 

Over Exploited 

Tejrasar 

0803000100502600 

0.08 

0.56 

- 

0.56 

0.09 

0.65 

0.04 

0.20 

0.14 

0.2600 

- 

- 

- 

0.260 

0.401 

1.051 

0.105 

0.946 

6.915 

731.37 

Over Exploited 

Teu 

0803000800634900 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.086 

19,175.88 

Over Exploited 

Thawariya 

0803000500557800 

0.10 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.03 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.023 

0.002 

0.021 

0.252 

1,225.15 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 







Non-command 

Vindhyan Sandstone 

30.981 

-0.05 

0.040 

0.53 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.98 

0.092 

0.20 

0.34 


Udai Ramsar 

0803000100499500 

58.329 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

58.329 

0.01 

0.060 

0.38 

0.02 

0.00 

0.00 

0.00 

0.41 

0.22 

1.51 

0.004 

0.20 

0.38 


Udasar 

0803000100495700 

21.518 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.182 

0.72 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 



0803000500551500 

42.164 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

7.701 

-0.05 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.023 

0.05 

0.08 


Udsar 

0803000500553400 

20.669 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

20.669 

-0.10 

0.040 

0.34 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.29 

0.061 

0.24 

0.42 


Utmamdesar 

0803000500547800 

20.710 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

20.710 

-0.05 

0.060 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.47 

0.061 

0.24 

0.42 

16004027 

Abadsar 

0804000600644900 

15.663 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.690 

0.59 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.42 

0.25 

0.00 

0.028 

0.17 

0.28 







Non-command 

Vindhyan Sandstone 

7.974 

0.59 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.12 

0.01 

0.029 

0.18 

0.29 


Abhaisingh Pura 

0803000800639000 

24.400 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

4.744 

0.41 

0.060 

0.06 

0.00 

0.00 

0.00 

0.00 

0.18 

0.10 

0.22 

0.012 

0.06 

0.10 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

0.422 

0.41 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.01 


Adsar Purohitan 

0803000800633600 

28.035 

Fresh 

Non-command 

Non-command 

Older Alluvium 

27.561 

-0.22 

0.120 

0.46 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.74 

0.067 

0.28 

0.61 







Non-command 

Younger Alluvium 

0.473 

-0.22 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.001 

0.00 

0.01 


Alsar 

0804000600645700 

37.656 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.494 

-0.69 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.00 

0.01 







Non-command 

Vindhyan Sandstone 

37.163 

-0.69 

0.040 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.136 

0.33 

0.53 


Alsar Bas 

0804000600645600 

41.170 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

41.170 

-0.57 

0.040 

0.12 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.150 

0.34 

0.53 


Amarsar 

0804000300615000 

27.431 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

7.632 

-0.13 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.011 

0.08 

0.18 


Amritwasi 

0803000800639300 

10.367 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.213 

-0.14 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 







Non-command 

Vindhyan Sandstone 

10.154 

-0.14 

0.040 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.025 

0.33 

0.51 


Asasar 

0804000300615500 

11.380 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.417 

-0.23 

0.080 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.52 

0.014 

0.24 

0.51 







Non-command 

Younger Alluvium 

1.963 

-0.23 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.003 

0.05 

0.11 


Badela 

0803000800640300 

49.560 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

1.344 

-0.25 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.003 

0.01 

0.01 







Non-command 

Vindhyan Sandstone 

27.509 

-0.25 

0.040 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.73 

0.067 

0.18 

0.28 


Badhan Ki Dhani 

0804000600642200 

30.497 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

30.497 

-0.39 

0.040 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.111 

0.33 

0.58 


Bairasar 

0804000700654600 

27.417 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

16.896 

-0.49 

0.040 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.59 

0.064 

0.20 

0.30 


Balera 

0804000700657400 

8.849 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

8.480 

-0.17 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.032 

0.32 

0.47 


Balrampura 

0804000600642500 

7.724 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

7.724 

-0.36 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.028 

0.34 

0.58 


Bandhnau Dikhnada 

0804000300616200 

25.489 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.845 

-0.12 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.010 

0.09 

0.16 







Non-command 

Vindhyan Sandstone 

14.776 

-0.12 

0.040 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.57 

0.022 

0.19 

0.35 


Bandhnau Utrada 

0804000300616300 

30.856 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.238 

-0.18 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.008 

0.05 

0.10 







Non-command 

Vindhyan Sandstone 

1.536 

-0.18 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.002 

0.02 

0.03 







Non-command 

Younger Alluvium 

3.091 

-0.18 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.005 

0.03 

0.06 


Bandwa 

0804000600645200 

22.071 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

22.071 

-0.10 

0.040 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.080 

0.34 

0.56 


Barjangsar 

0803000800641900 

32.943 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.209 

-0.36 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.00 

0.00 







Non-command 

Vindhyan Sandstone 

16.119 

-0.36 

0.040 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.71 

0.039 

0.16 

0.24 



0804000600644600 

6.530 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.421 

0.08 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.01 

0.023 

0.34 

0.57 







Non-command 

Vindhyan Sandstone 

0.109 

0.08 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Basi Hirawatan 

0803000800636600 

7.343 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

7.170 

0.23 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.04 

0.018 

0.31 

0.54 







Non-command 

Vindhyan Sandstone 

0.173 

0.23 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Basi Marnotan 

0803000800636900 

8.598 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.598 

0.37 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.43 

0.23 

0.12 

0.021 

0.30 

0.56 


Beegawas Ramsara 

0803000800639200 

41.688 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

3.546 

0.08 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.09 

0.009 

0.03 

0.05 







Non-command 

Vindhyan Sandstone 

38.142 

0.08 

0.040 

0.27 

0.01 

0.00 

0.00 

0.00 

0.38 

0.23 

0.97 

0.093 

0.30 

0.49 


Beer Chhapar(Rura 

0804000700661700 

13.698 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.158 

-0.14 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 


Bejasar 

0804000300615700 

34.028 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.058 

-0.35 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.013 

0.08 

0.17 







Non-command 

Younger Alluvium 

24.970 

-0.35 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.037 

0.21 

0.46 


Benatha Jogliya 

0804000700655600 

17.120 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

11.128 

-0.90 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.042 

0.22 

0.34 







Non-command 

Vindhyan Sandstone 

5.993 

-0.90 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.023 

0.12 

0.18 


Benatha Umji 

0804000700655500 

8.732 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

8.479 

-1.00 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.032 

0.33 

0.50 







Non-command 

Vindhyan Sandstone 

0.253 

-1.00 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Bhadasar Dikhnada 

0804000300616000 

37.850 

Fresh 

Non-command 

Non-command 

Older Alluvium 

26.533 

-0.60 

0.080 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.039 

0.22 

0.42 







Non-command 

Tertiary Sandstone 

0.645 

-0.60 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 







Non-command 

Vindhyan Sandstone 

10.673 

-0.60 

0.040 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.016 

0.09 

0.17 


Bhadasar Utrada 

0804000300615900 

22.786 

Fresh 

Non-command 

Non-command 

Older Alluvium 

21.156 

-0.58 

0.080 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.62 

0.031 

0.28 

0.57 







Non-command 

Younger Alluvium 

1.629 

-0.58 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.002 

0.02 

0.04 


Bhanuda Bidawatan 

0804000600642300 

21.715 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

21.715 

-0.42 

0.040 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.079 

0.33 

0.58 


Bhanuda Charnan 

0804000600642400 

5.332 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

5.332 

-0.44 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.019 

0.34 

0.58 


Bharpalsar Bidawata 

0804000600647100 

6.500 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.500 

0.26 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.10 

0.01 

0.024 

0.35 

0.58 


Bharpalsar Charnan 

0804000600646900 

6.353 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.353 

0.40 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.15 

0.01 

0.023 

0.35 

0.57 


Bharpalsar Ladkhani 

0804000600646800 

11.143 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.143 

0.03 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.01 

0.041 

0.35 

0.58 


Bhawan Desar 

0804000600646500 

16.582 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.314 

-0.47 

0.090 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.045 

0.26 

0.42 





Saline 

Non-command 

Non-command 

Older Alluvium 

4.268 

-0.47 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.016 

0.09 

0.15 


Bheenchari 

0804000600651100 

9.313 

Saline 

Non-command 

Non-command 

Older Alluvium 

9.194 

-0.23 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.034 

0.35 

0.59 


Bhojasar 

0804000600649600 

16.661 

Saline 

Non-command 

Non-command 

Older Alluvium 

16.170 

0.01 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.059 

0.34 

0.55 


Bhojoosar Upadhiyan 

0804000300616100 

6.228 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.133 

-0.50 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.002 

0.06 

0.11 







Non-command 

Vindhyan Sandstone 

5.096 

-0.50 

0.040 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.007 

0.26 

0.49 


Bhom Asasar Bidasar 

0804000300615600 

7.763 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.763 

-0.28 

0.080 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.011 

0.30 

0.61 


Bidasar (M) 

0804000740409000 

62.445 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

2.806 

-0.59 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.194 

0.02 

0.02 







Non-command 

Vindhyan Sandstone 

8.827 

-0.59 

0.040 

0.22 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.611 

0.05 

0.07 





Saline 

Non-command 

Non-command 

Bilara Limestone 

0.204 

-0.59 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.014 

0.00 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.08 

0.49 

- 

0.49 

0.02 

0.51 

0.04 

0.24 

0.10 

0.0700 

- 

- 

- 

0.070 

0.169 

0.681 

0.068 

0.613 

2.076 

338.73 

Over Exploited 

Udai Ramsar 

0803000100499500 

0.08 

0.95 

(77.11) 

0.76 

0.02 

0.78 

0.05 

0.26 

0.25 

0.0600 

- 

- 

- 

0.060 

0.310 

1.093 

0.055 

1.038 

1.516 

146.03 

Over Exploited 

Udasar 

0803000100495700 

0.08 

0.00 

16,464.18 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 


0803000500551500 

0.08 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.05 

0.01 

- 

- 

- 

- 

- 

0.006 

0.034 

0.003 

0.030 

0.127 

417.50 

Over Exploited 

Udsar 

0803000500553400 

0.08 

0.40 

- 

0.40 

0.02 

0.42 

0.05 

0.30 

0.09 

0.0500 

- 

- 

- 

0.050 

0.139 

0.562 

0.056 

0.506 

1.350 

266.97 

Over Exploited 

Utmamdesar 

0803000500547800 

0.10 

0.49 

- 

0.49 

0.01 

0.50 

0.06 

0.29 

0.11 

0.0200 

- 

- 

- 

0.020 

0.134 

0.636 

0.064 

0.572 

0.530 

92.62 

Critical 

Abadsar 

0804000600644900 

0.11 

0.14 

76.49 

0.17 

- 

0.17 

0.03 

0.20 

0.02 

- 

- 

- 

- 

- 

0.023 

0.196 

0.010 

0.186 

0.028 

15.09 

Safe 



0.08 

0.11 

6.87 

0.12 

- 

0.12 

0.03 

0.20 

0.02 

- 

- 

- 

- 

- 

0.018 

0.138 

0.007 

0.131 

0.035 

26.71 

Safe 

Abhaisingh Pura 

0803000800639000 

0.08 

0.02 

352.02 

0.03 

- 

0.03 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.041 

0.002 

0.039 

0.228 

581.32 

Over Exploited 



0.08 

0.00 

3,252.88 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.008 

3,422.57 

Over Exploited 

Adsar Purohitan 

0803000800633600 

0.10 

0.78 

- 

0.78 

0.02 

0.80 

0.06 

0.34 

0.15 

0.0700 

- 

- 

0.001 

0.071 

0.226 

1.025 

0.103 

0.923 

1.810 

196.22 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.054 

9,951.14 

Over Exploited 

Alsar 

0804000600645700 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.015 

6,445.90 

Over Exploited 



0.08 

0.99 

- 

0.99 

0.01 

1.00 

0.05 

0.39 

0.16 

0.0200 

- 

- 

- 

0.020 

0.182 

1.186 

0.119 

1.068 

0.568 

53.15 

Safe 

Alsar Bas 

0804000600645600 

0.08 

1.11 

- 

1.11 

- 

1.11 

0.06 

0.39 

0.18 

0.0100 

- 

- 

- 

0.010 

0.191 

1.298 

0.130 

1.169 

0.426 

36.46 

Safe 

Amarsar 

0804000300615000 

0.15 

0.09 

- 

0.09 

- 

0.09 

0.02 

0.09 

0.02 

- 

- 

- 

- 

- 

0.018 

0.106 

0.011 

0.096 

0.011 

11.73 

Safe 

Amritwasi 

0803000800639300 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.06 

0.20 

- 

0.20 

- 

0.20 

0.05 

0.38 

0.03 

0.0100 

- 

- 

- 

0.010 

0.043 

0.241 

0.024 

0.217 

0.198 

91.16 

Critical 

Asasar 

0804000300615500 

0.12 

0.27 

- 

0.27 

0.01 

0.28 

0.05 

0.29 

0.05 

0.0200 

- 

- 

- 

0.020 

0.073 

0.356 

0.036 

0.320 

0.538 

167.92 

Over Exploited 



0.15 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.003 

0.018 

0.002 

0.016 

0.116 

727.08 

Over Exploited 

Badela 

0803000800640300 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.041 

4,108.86 

Over Exploited 



0.06 

0.30 

- 

0.30 

0.01 

0.31 

0.03 

0.21 

0.05 

0.0300 

- 

- 

- 

0.030 

0.080 

0.391 

0.039 

0.352 

0.794 

225.86 

Over Exploited 

Badhan Ki Dhani 

0804000600642200 

0.08 

0.80 

- 

0.80 

- 

0.80 

0.06 

0.39 

0.14 

- 

- 

- 

- 

- 

0.138 

0.940 

0.094 

0.846 

0.146 

17.28 

Safe 

Bairasar 

0804000700654600 

0.12 

0.41 

- 

0.41 

0.01 

0.42 

0.03 

0.24 

0.07 

0.0200 

- 

- 

- 

0.020 

0.088 

0.513 

0.051 

0.462 

0.652 

141.23 

Over Exploited 

Balera 

0804000700657400 

0.07 

0.19 

- 

0.19 

- 

0.19 

0.05 

0.38 

0.03 

- 

- 

- 

- 

- 

0.031 

0.221 

0.022 

0.199 

0.032 

16.21 

Safe 

Balrampura 

0804000600642500 

0.08 

0.21 

- 

0.21 

- 

0.21 

0.06 

0.39 

0.03 

- 

- 

- 

- 

- 

0.035 

0.243 

0.024 

0.219 

0.116 

53.02 

Safe 

Bandhnau Dikhnada 

0804000300616200 

0.12 

0.07 

- 

0.07 

- 

0.07 

0.02 

0.10 

0.01 

0.0100 

- 

- 

- 

0.010 

0.023 

0.093 

0.009 

0.084 

0.274 

326.98 

Over Exploited 



0.08 

0.22 

- 

0.22 

0.01 

0.23 

0.03 

0.22 

0.04 

0.0200 

- 

- 

- 

0.020 

0.059 

0.288 

0.029 

0.259 

0.587 

226.17 

Over Exploited 

Bandhnau Utrada 

0804000300616300 

0.12 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.06 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.050 

0.005 

0.045 

0.201 

448.97 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.060 

2,942.71 

Over Exploited 



0.15 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.003 

0.017 

0.002 

0.016 

0.119 

762.81 

Over Exploited 

Bandwa 

0804000600645200 

0.08 

0.60 

- 

0.60 

- 

0.60 

0.06 

0.40 

0.10 

0.0100 

- 

- 

- 

0.010 

0.109 

0.713 

0.071 

0.642 

0.217 

33.87 

Safe 

Barjangsar 

0803000800641900 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.011 

28,863.28 

Over Exploited 



0.06 

0.16 

- 

0.16 

0.01 

0.17 

0.03 

0.19 

0.03 

0.0300 

- 

- 

- 

0.030 

0.056 

0.221 

0.022 

0.199 

0.751 

377.90 

Over Exploited 


0804000600644600 

0.11 

0.24 

(85.60) 

0.19 

- 

0.19 

0.06 

0.39 

0.04 

- 

- 

- 

- 

- 

0.039 

0.231 

0.012 

0.220 

0.030 

13.86 

Safe 



0.08 

0.00 

300.20 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Basi Hirawatan 

0803000800636600 

0.08 

0.18 

(61.01) 

0.14 

- 

0.14 

0.05 

0.36 

0.03 

- 

- 

- 

- 

- 

0.031 

0.172 

0.009 

0.163 

0.056 

34.09 

Safe 



0.06 

0.00 

1,072.12 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Basi Marnotan 

0803000800636900 

0.10 

0.26 

(11.66) 

0.23 

- 

0.23 

0.06 

0.36 

0.05 

- 

- 

- 

- 

- 

0.048 

0.276 

0.014 

0.262 

0.136 

51.84 

Safe 

Beegawas Ramsara 

0803000800639200 

0.08 

0.01 

186.21 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.010 

0.095 

922.07 

Over Exploited 



0.06 

0.69 

(65.95) 

0.55 

0.01 

0.56 

0.05 

0.35 

0.12 

0.0400 

- 

- 

- 

0.040 

0.156 

0.714 

0.036 

0.678 

1.063 

156.77 

Over Exploited 

Beer Chhapar ( Rura 

0804000700661700 

0.07 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Bejasar 

0804000300615700 

0.12 

0.08 

- 

0.08 

- 

0.08 

0.02 

0.09 

0.02 

- 

- 

- 

- 

- 

0.017 

0.100 

0.010 

0.090 

0.098 

109.02 

Over Exploited 



0.15 

0.79 

- 

0.79 

0.00 

0.79 

0.04 

0.25 

0.16 

0.0100 

- 

- 

0.001 

0.011 

0.168 

0.963 

0.096 

0.867 

0.284 

32.73 

Safe 

Benatha Jogliya 

0804000700655600 

0.07 

0.17 

- 

0.17 

- 

0.17 

0.04 

0.26 

0.03 

- 

- 

- 

- 

- 

0.028 

0.202 

0.020 

0.182 

0.046 

25.44 

Safe 



0.12 

0.09 

- 

0.09 

- 

0.09 

0.02 

0.14 

0.01 

- 

- 

- 

- 

- 

0.014 

0.101 

0.010 

0.091 

0.023 

25.18 

Safe 

Benatha Umji 

0804000700655500 

0.07 

0.20 

- 

0.20 

- 

0.20 

0.05 

0.39 

0.03 

- 

- 

- 

- 

- 

0.031 

0.230 

0.023 

0.207 

0.032 

15.59 

Safe 



0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Bhadasar Dikhnada 

0804000300616000 

0.12 

0.69 

- 

0.69 

0.01 

0.70 

0.04 

0.26 

0.13 

0.0200 

- 

- 

- 

0.020 

0.147 

0.849 

0.085 

0.764 

0.449 

58.78 

Safe 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.009 

3,081.56 

Over Exploited 



0.08 

0.07 

- 

0.07 

- 

0.07 

0.02 

0.10 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.098 

0.010 

0.088 

0.182 

205.35 

Over Exploited 

Bhadasar Utrada 

0804000300615900 

0.12 

0.72 

- 

0.72 

0.01 

0.73 

0.05 

0.33 

0.13 

0.0200 

- 

- 

- 

0.020 

0.155 

0.880 

0.088 

0.792 

0.650 

82.04 

Semi Critical 



0.15 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.006 

0.051 

905.54 

Over Exploited 

Bhanuda Bidawatan 

0804000600642300 

0.08 

0.58 

- 

0.58 

- 

0.58 

0.06 

0.39 

0.10 

- 

- 

- 

- 

- 

0.098 

0.678 

0.068 

0.610 

0.167 

27.39 

Safe 

Bhanuda Charnan 

0804000600642400 

0.08 

0.14 

- 

0.14 

- 

0.14 

0.06 

0.39 

0.02 

- 

- 

- 

- 

- 

0.024 

0.168 

0.017 

0.151 

0.030 

20.13 

Safe 

Bharpalsar Bidawata 

0804000600647100 

0.11 

0.25 

(60.64) 

0.20 

- 

0.20 

0.06 

0.41 

0.04 

- 

- 

- 

- 

- 

0.041 

0.240 

0.012 

0.228 

0.031 

13.47 

Safe 

Bharpalsar Charnan 

0804000600646900 

0.11 

0.24 

(40.12) 

0.19 

- 

0.19 

0.06 

0.40 

0.04 

- 

- 

- 

- 

- 

0.039 

0.234 

0.012 

0.222 

0.030 

13.60 

Safe 

Bharpalsar Ladkhani 

0804000600646800 

0.11 

0.43 

(93.29) 

0.34 

- 

0.34 

0.06 

0.41 

0.07 

- 

- 

- 

- 

- 

0.069 

0.411 

0.021 

0.391 

0.055 

13.98 

Safe 

Bhawan Desar 

0804000600646500 

0.11 

0.35 

- 

0.35 

- 

0.35 

0.04 

0.30 

0.06 

- 

- 

- 

- 

- 

0.056 

0.408 

0.041 

0.367 

0.153 

41.69 

Safe 



0.11 

0.04 

- 

0.04 

- 

0.04 

0.01 

0.10 

0.01 

- 

- 

- 

- 

- 

0.007 

0.049 

0.005 

0.044 

0.046 

103.42 

Over Exploited 

Bheenchari 

0804000600651100 

0.11 

0.35 

- 

0.35 

- 

0.35 

0.06 

0.41 

0.06 

- 

- 

- 

- 

- 

0.057 

0.410 

0.041 

0.369 

0.034 

9.09 

Safe 

Bhojasar 

0804000600649600 

0.11 

0.61 

(95.76) 

0.48 

- 

0.48 

0.05 

0.39 

0.10 

- 

- 

- 

- 

- 

0.097 

0.581 

0.029 

0.552 

0.066 

11.94 

Safe 

Bhojoosar Upadhiyan 

0804000300616100 

0.12 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.001 

0.008 

0.064 

768.50 

Over Exploited 



0.08 

0.11 

- 

0.11 

- 

0.11 

0.05 

0.30 

0.02 

0.0100 

- 

- 

- 

0.010 

0.029 

0.134 

0.013 

0.121 

0.284 

235.53 

Over Exploited 

Bhom Asasar Bidasar 

0804000300615600 

0.12 

0.28 

- 

0.28 

0.01 

0.29 

0.06 

0.36 

0.05 

0.0200 

- 

- 

- 

0.020 

0.073 

0.361 

0.036 

0.325 

0.467 

143.95 

Over Exploited 

Bidasar (M) 

0804000740409000 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.004 

0.230 

5,118.94 

Over Exploited 



0.12 

0.05 

- 

0.05 

- 

0.05 

0.01 

0.06 

0.01 

- 

- 

- 

- 

- 

0.008 

0.059 

0.006 

0.053 

0.701 

1,312.38 

Over Exploited 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.014 

59,463.52 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 







Non-command 

Phyllite & Schist 

10.717 

-0.59 

0.020 

0.26 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.742 

0.06 

0.09 







Non-command 

Vindhyan Sandstone 

39.893 

-0.59 

0.040 

0.99 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

2.760 

0.22 

0.32 


Bigga 

080300080063910C 

73.884 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.190 

0.44 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.79 

0.46 

0.13 

0.035 

0.06 

0.10 







Non-command 

Tertiary Sandstone 

55.375 

0.44 

0.060 

0.18 

0.01 

0.00 

0.00 

0.00 

1.64 

0.95 

0.54 

0.136 

0.24 

0.41 







Non-command 

Vindhyan Sandstone 

0.284 

0.44 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.00 

0.00 


Binadesar Bidawatan 

0804000600645100 

22.400 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

22.400 

0.00 

0.040 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.082 

0.34 

0.57 


Binadesar Siddhan 

0804000600645000 

2.666 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

2.666 

0.25 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.03 

0.010 

0.34 

0.58 


Bothiyabas 

0804000700657000 

14.124 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.002 

0.19 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Budhwali 

0804000600650000 

20.318 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.395 

0.17 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.00 

0.023 

0.11 

0.18 


Chadwas 

0804000700657200 

29.076 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

27.308 

-0.72 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.104 

0.33 

0.49 


Chak Ghantiyal 

0804000700656000 

10.390 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

10.390 

-0.57 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.040 

0.34 

0.50 


Chak Rajalwara 

0804000300615300 

7.032 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.682 

-0.23 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.03 

0.06 







Non-command 

Younger Alluvium 

6.350 

-0.23 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.009 

0.25 

0.57 


Chak Rajiyasar 

0804000700663500 

7.110 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.135 

-0.04 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Chak Ratangarh 

0804000600644000 

4.881 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.881 

-0.19 

0.090 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.018 

0.35 

0.60 


Champawasi 

0804000600647200 

6.736 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.736 

0.31 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.12 

0.01 

0.025 

0.35 

0.59 


Charanwasi 

0804000300615800 

8.790 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.940 

-0.40 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.003 

0.07 

0.14 







Non-command 

Younger Alluvium 

6.461 

-0.40 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.009 

0.22 

0.45 


Charla 

0804000700657700 

29.959 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

7.055 

-0.33 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.027 

0.08 

0.11 


Chhabri Khari 

0804000600651000 

19.550 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.835 

-0.18 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.02 

0.03 


Chhabri Meethi 

0804000600650400 

12.723 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.218 

-0.51 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.015 

0.12 

0.20 


Chhajoosar 

0804000600647000 

6.842 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.842 

0.57 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.36 

0.22 

0.01 

0.025 

0.35 

0.58 


Chhapar(M) 

0804000740410000 

42.753 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

18.816 

-0.30 

0.020 

0.43 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

1.302 

0.15 

0.23 


Chhotriya 

0804000600642900 

7.502 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.892 

-0.48 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.014 

0.18 

0.31 


Dassusar 

0804000600646000 

27.074 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.309 

-0.37 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 







Non-command 

Older Alluvium 

6.632 

-0.37 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.024 

0.09 

0.13 







Non-command 

Vindhyan Sandstone 

19.250 

-0.37 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.070 

0.25 

0.39 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.883 

-0.37 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.01 

0.02 


Degan 

0804000300619900 

16.769 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

2.689 

0.18 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.004 

0.05 

0.09 


Derajsar 

0804000600649300 

5.704 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.704 

0.03 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.021 

0.35 

0.60 


Devipura 

0804000600647700 

0.822 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.822 

-0.12 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.003 

0.35 

0.60 


Dhadheru Bhamuwan 

0804000700656500 

28.841 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

13.650 

-0.57 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.052 

0.16 

0.25 







Non-command 

Vindhyan Sandstone 

15.191 

-0.57 

0.040 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.058 

0.18 

0.27 


Dhadheru Godaran 

0804000700656600 

15.751 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

6.308 

-0.60 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.024 

0.14 

0.21 







Non-command 

Vindhyan Sandstone 

9.443 

-0.60 

0.040 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.036 

0.20 

0.31 


Dhaneru 

0803000800642000 

77.379 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

63.324 

-0.47 

0.040 

0.33 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.13 

0.155 

0.27 

0.41 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

14.056 

-0.47 

0.040 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.034 

0.06 

0.09 


Dhani Kumharan 

0804000700655900 

22.259 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

8.239 

-0.59 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.031 

0.13 

0.19 







Non-command 

Vindhyan Sandstone 

5.447 

-0.59 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.021 

0.08 

0.13 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

8.573 

-0.59 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.033 

0.13 

0.20 


Dharmas 

0803000800640000 

3.912 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

3.755 

-0.06 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.009 

0.31 

0.49 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

0.157 

-0.06 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Dhatri 

0804000700656800 

10.032 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.893 

0.32 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.007 

0.07 

0.10 







Non-command 

Phyllite & Schist 

7.335 

0.32 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.028 

0.26 

0.40 


Dheerdesar Chotiyan 

0803000800636200 

54.790 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

10.772 

-0.14 

0.060 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.026 

0.06 

0.11 







Non-command 

Vindhyan Sandstone 

44.018 

-0.14 

0.040 

0.21 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.72 

0.108 

0.26 

0.46 


Dheerdesar Purohita 

0803000800633700 

21.776 

Fresh 

Non-command 

Non-command 

Older Alluvium 

19.791 

-0.01 

0.120 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.69 

0.048 

0.25 

0.57 


Dhigariya 

0804000700655000 

19.231 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

4.685 

-0.56 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.018 

0.08 

0.12 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.397 

-0.56 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.01 







Non-command 

Vindhyan Sandstone 

13.308 

-0.56 

0.040 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.051 

0.23 

0.34 


Dhoran Ki Dhani 

0804000700656200 

8.958 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

8.958 

-0.54 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.034 

0.34 

0.51 


Dungargarh (M) 

0803000840406000 

55.016 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.919 

0.23 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.00 

0.075 

0.00 

0.01 


Dungras Athoona 

0804000700661100 

18.232 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

5.660 

-0.18 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.022 

0.10 

0.15 


Dunkar 

0804000700655400 

24.199 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

24.199 

-0.66 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.092 

0.34 

0.50 


Ghantiyal Bari 

0804000700655200 

17.931 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

16.806 

-0.42 

0.020 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.064 

0.32 

0.46 







Non-command 

Vindhyan Sandstone 

1.120 

-0.42 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.004 

0.02 

0.03 


Ghantiyal Chhoti 

0804000700655100 

12.741 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.832 

-0.66 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.02 

0.03 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.585 

-0.66 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.02 

0.02 







Non-command 

Vindhyan Sandstone 

11.324 

-0.66 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.043 

0.30 

0.44 


Ghumanda 

0804000600648900 

10.771 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.130 

0.22 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Golsar 

0804000600644400 

27.446 

Fresh 

Non-command 

Non-command 

Older Alluvium 

17.674 

-0.12 

0.090 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.064 

0.22 

0.38 


Gopalpura 

0804000700661200 

40.212 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

29.163 

-0.14 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.111 

0.25 

0.37 


Gopalpuriya 

0804000600644800 

13.658 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.658 

0.31 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.41 

0.24 

0.01 

0.050 

0.35 

0.58 


Gorisar 

0804000600643800 

29.393 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.143 

0.00 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.015 

0.05 

0.08 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.182 

0.00 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 


Guleriya 

0804000700661400 

15.764 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.569 

0.00 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.02 


Gusainsar 

0804000600649000 

13.862 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.469 

0.08 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.00 

0.024 

0.16 

0.28 


Hamoosar 

0804000600642700 

20.890 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.691 

-0.45 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.013 

0.06 

0.10 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.07 

0.04 

- 

0.04 

- 

0.04 

0.01 

0.07 

0.01 

- 

- 

- 

- 

- 

0.007 

0.051 

0.005 

0.046 

0.807 

1,756.63 

Over Exploited 



0.12 

1.04 

- 

1.04 

- 

1.04 

0.03 

0.25 

0.17 

0.0100 

- 

- 

- 

0.010 

0.177 

1.222 

0.122 

1.100 

3.077 

279.84 

Over Exploited 

Bigga 

080300080063910C 

0.10 

0.09 

438.08 

0.10 

- 

0.10 

0.01 

0.07 

0.02 

0.0100 

- 

- 

- 

0.010 

0.025 

0.128 

0.006 

0.122 

0.169 

138.79 

Over Exploited 



0.08 

1.04 

(8.70) 

0.95 

0.01 

0.96 

0.04 

0.28 

0.18 

0.0200 

- 

- 

- 

0.020 

0.204 

1.168 

0.058 

1.109 

0.671 

60.45 

Safe 



0.06 

0.00 

13,997.06 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Binadesar Bidawatan 

0804000600645100 

0.08 

0.61 

- 

0.61 

- 

0.61 

0.06 

0.40 

0.10 

0.0100 

- 

- 

- 

0.010 

0.111 

0.721 

0.072 

0.649 

0.354 

54.49 

Safe 

Binadesar Siddhan 

0804000600645000 

0.08 

0.07 

(70.44) 

0.06 

- 

0.06 

0.06 

0.40 

0.01 

- 

- 

- 

- 

- 

0.012 

0.071 

0.004 

0.067 

0.035 

51.84 

Safe 

Bothiyabas 

0804000700657000 

0.07 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Budhwali 

0804000600650000 

0.11 

0.08 

(15.88) 

0.07 

- 

0.07 

0.02 

0.13 

0.01 

- 

- 

- 

- 

- 

0.012 

0.078 

0.004 

0.074 

0.023 

31.48 

Safe 

Chadwas 

0804000700657200 

0.07 

0.62 

- 

0.62 

0.01 

0.63 

0.05 

0.38 

0.10 

- 

- 

- 

0.009 

0.009 

0.106 

0.735 

0.074 

0.662 

0.104 

15.72 

Safe 

Chak Ghantiyal 

0804000700656000 

0.12 

0.42 

- 

0.42 

- 

0.42 

0.05 

0.39 

0.07 

- 

- 

- 

- 

- 

0.068 

0.490 

0.049 

0.441 

0.052 

11.69 

Safe 

Chak Rajalwara 

0804000300615300 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.001 

41.57 

Safe 



0.15 

0.24 

- 

0.24 

0.00 

0.24 

0.05 

0.30 

0.05 

- 

- 

- 

0.001 

0.001 

0.050 

0.292 

0.029 

0.263 

0.016 

6.21 

Safe 

Chak Rajiyasar 

0804000700663500 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Chak Ratangarh 

0804000600644000 

0.11 

0.19 

- 

0.19 

- 

0.19 

0.06 

0.40 

0.03 

- 

- 

- 

- 

- 

0.031 

0.217 

0.022 

0.195 

0.140 

71.68 

Semi Critical 

Champawasi 

0804000600647200 

0.11 

0.26 

(54.29) 

0.21 

- 

0.21 

0.06 

0.40 

0.04 

- 

- 

- 

- 

- 

0.042 

0.248 

0.012 

0.236 

0.032 

13.39 

Safe 

Charanwasi 

0804000300615800 

0.12 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.003 

0.018 

0.002 

0.016 

0.017 

102.97 

Over Exploited 



0.15 

0.21 

- 

0.21 

- 

0.21 

0.04 

0.26 

0.04 

- 

- 

- 

- 

- 

0.041 

0.252 

0.025 

0.227 

0.067 

29.75 

Safe 

Charla 

0804000700657700 

0.07 

0.04 

- 

0.04 

- 

0.04 

0.01 

0.09 

0.01 

- 

- 

- 

- 

- 

0.006 

0.045 

0.005 

0.041 

0.031 

76.15 

Semi Critical 

Chhabri Khari 

0804000600651000 

0.11 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.003 

210.32 

Over Exploited 

Chhabri Meethi 

0804000600650400 

0.11 

0.05 

- 

0.05 

- 

0.05 

0.02 

0.14 

0.01 

- 

- 

- 

- 

- 

0.009 

0.063 

0.006 

0.057 

0.015 

27.12 

Safe 

Chhajoosar 

0804000600647000 

0.11 

0.26 

(16.93) 

0.22 

- 

0.22 

0.06 

0.40 

0.04 

- 

- 

- 

- 

- 

0.043 

0.259 

0.013 

0.246 

0.039 

15.80 

Safe 

Chhapar(M) 

0804000740410000 

0.07 

0.20 

- 

0.20 

- 

0.20 

0.02 

0.18 

0.03 

- 

- 

- 

- 

- 

0.031 

0.234 

0.023 

0.211 

1.302 

617.02 

Over Exploited 

Chhotriya 

0804000600642900 

0.11 

0.08 

- 

0.08 

- 

0.08 

0.03 

0.21 

0.01 

- 

- 

- 

- 

- 

0.013 

0.089 

0.009 

0.080 

0.027 

33.99 

Safe 

Dassusar 

0804000600646000 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

880.94 

Over Exploited 



0.11 

0.06 

- 

0.06 

- 

0.06 

0.01 

0.10 

0.01 

- 

- 

- 

- 

- 

0.010 

0.072 

0.007 

0.065 

0.031 

48.16 

Safe 



0.08 

0.38 

- 

0.38 

- 

0.38 

0.04 

0.29 

0.06 

- 

- 

- 

- 

- 

0.060 

0.441 

0.044 

0.397 

0.082 

20.71 

Safe 



0.11 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.003 

280.43 

Over Exploited 

Degan 

0804000300619900 

0.08 

0.01 

43.62 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.002 

0.016 

0.001 

0.015 

0.033 

220.20 

Over Exploited 

Derajsar 

0804000600649300 

0.11 

0.22 

(92.63) 

0.18 

- 

0.18 

0.06 

0.41 

0.04 

- 

- 

- 

- 

- 

0.036 

0.211 

0.011 

0.201 

0.025 

12.34 

Safe 

Devipura 

0804000600647700 

0.11 

0.03 

- 

0.03 

- 

0.03 

0.06 

0.40 

0.01 

- 

- 

- 

- 

- 

0.005 

0.037 

0.004 

0.033 

0.100 

303.36 

Over Exploited 

Dhadheru Bhamuwan 

0804000700656500 

0.10 

0.22 

- 

0.22 

- 

0.22 

0.03 

0.19 

0.04 

0.0100 

- 

- 

- 

0.010 

0.045 

0.265 

0.027 

0.239 

0.304 

127.42 

Over Exploited 



0.12 

0.33 

- 

0.33 

- 

0.33 

0.03 

0.21 

0.05 

0.0100 

- 

- 

- 

0.010 

0.063 

0.389 

0.039 

0.350 

0.298 

85.04 

Semi Critical 

Dhadheru Godaran 

0804000700656600 

0.10 

0.09 

- 

0.09 

- 

0.09 

0.02 

0.16 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.110 

0.011 

0.099 

0.341 

344.74 

Over Exploited 



0.12 

0.23 

- 

0.23 

- 

0.23 

0.03 

0.24 

0.04 

0.0100 

- 

- 

- 

0.010 

0.047 

0.279 

0.028 

0.251 

0.432 

172.21 

Over Exploited 

Dhaneru 

0803000800642000 

0.06 

1.04 

- 

1.04 

0.01 

1.05 

0.04 

0.32 

0.17 

0.0400 

- 

- 

- 

0.040 

0.210 

1.260 

0.126 

1.134 

1.287 

113.47 

Over Exploited 



0.06 

0.05 

- 

0.05 

- 

0.05 

0.01 

0.07 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.070 

0.007 

0.063 

0.221 

353.33 

Over Exploited 

Dhani Kumharan 

0804000700655900 

0.10 

0.10 

- 

0.10 

- 

0.10 

0.02 

0.15 

0.02 

- 

- 

- 

- 

- 

0.017 

0.122 

0.012 

0.109 

0.038 

35.07 

Safe 



0.12 

0.06 

- 

0.06 

- 

0.06 

0.01 

0.10 

0.01 

- 

- 

- 

- 

- 

0.009 

0.064 

0.006 

0.057 

0.027 

46.59 

Safe 



0.12 

0.14 

- 

0.14 

- 

0.14 

0.02 

0.15 

0.02 

- 

- 

- 

- 

- 

0.022 

0.158 

0.016 

0.142 

0.043 

30.00 

Safe 

Dharmas 

0803000800640000 

0.08 

0.09 

- 

0.09 

- 

0.09 

0.05 

0.37 

0.02 

0.0100 

- 

- 

- 

0.010 

0.026 

0.120 

0.012 

0.108 

0.153 

141.43 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.004 

2,525.30 

Over Exploited 

Dhatri 

0804000700656800 

0.20 

0.03 

57.16 

0.03 

- 

0.03 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.004 

0.034 

0.002 

0.032 

0.007 

22.36 

Safe 



0.07 

0.13 

(72.46) 

0.11 

0.00 

0.11 

0.04 

0.30 

0.02 

- 

- 

- 

0.002 

0.002 

0.022 

0.128 

0.006 

0.122 

0.028 

22.89 

Safe 

Dheerdesar Chotiyan 

0803000800636200 

0.08 

0.05 

- 

0.05 

- 

0.05 

0.01 

0.07 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.074 

0.007 

0.066 

0.203 

307.40 

Over Exploited 



0.06 

0.68 

- 

0.68 

0.01 

0.69 

0.04 

0.30 

0.12 

0.0300 

- 

- 

- 

0.030 

0.149 

0.835 

0.084 

0.752 

0.823 

109.43 

Over Exploited 

Dheerdesar Purohita 

0803000800633700 

0.10 

0.50 

- 

0.50 

0.01 

0.51 

0.05 

0.30 

0.10 

0.0300 

- 

- 

- 

0.030 

0.133 

0.638 

0.064 

0.574 

0.737 

128.47 

Over Exploited 

Dhigariya 

0804000700655000 

0.12 

0.05 

- 

0.05 

- 

0.05 

0.01 

0.10 

0.01 

- 

- 

- 

- 

- 

0.007 

0.054 

0.005 

0.048 

0.078 

160.83 

Over Exploited 



0.07 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.006 

2,716.12 

Over Exploited 



0.12 

0.37 

- 

0.37 

- 

0.37 

0.04 

0.27 

0.06 

- 

- 

- 

- 

- 

0.060 

0.434 

0.043 

0.391 

0.181 

46.26 

Safe 

Dhoran Ki Dhani 

0804000700656200 

0.12 

0.36 

- 

0.36 

- 

0.36 

0.05 

0.39 

0.06 

- 

- 

- 

- 

- 

0.059 

0.422 

0.042 

0.380 

0.100 

26.36 

Safe 

Dungargarh (M) 

0803000840406000 

0.10 

0.00 

4,908.96 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.075 

13,837.96 

Over Exploited 

Dungras Athoona 

0804000700661100 

0.07 

0.04 

- 

0.04 

- 

0.04 

0.02 

0.12 

0.01 

- 

- 

- 

- 

- 

0.007 

0.048 

0.005 

0.043 

0.022 

50.21 

Safe 

Dunkar 

0804000700655400 

0.07 

0.58 

- 

0.58 

- 

0.58 

0.05 

0.40 

0.09 

- 

- 

- 

- 

- 

0.092 

0.672 

0.067 

0.605 

0.099 

16.39 

Safe 

Ghantiyal Bari 

0804000700655200 

0.07 

0.37 

- 

0.37 

- 

0.37 

0.05 

0.37 

0.06 

0.0100 

- 

- 

- 

0.010 

0.070 

0.443 

0.044 

0.399 

0.327 

81.99 

Semi Critical 



0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.028 

952.69 

Over Exploited 

Ghantiyal Chhoti 

0804000700655100 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.003 

136.96 

Over Exploited 



0.07 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

334.29 

Over Exploited 



0.12 

0.41 

- 

0.41 

- 

0.41 

0.05 

0.35 

0.07 

- 

- 

- 

- 

- 

0.066 

0.476 

0.048 

0.428 

0.053 

12.40 

Safe 

Ghumanda 

0804000600648900 

0.11 

0.00 

2,382.24 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Golsar 

0804000600644400 

0.11 

0.43 

- 

0.43 

- 

0.43 

0.04 

0.26 

0.07 

- 

- 

- 

- 

- 

0.071 

0.503 

0.050 

0.453 

0.162 

35.86 

Safe 

Gopalpura 

0804000700661200 

0.07 

0.51 

- 

0.51 

- 

0.51 

0.04 

0.29 

0.08 

- 

- 

- 

- 

- 

0.081 

0.588 

0.059 

0.529 

0.113 

21.35 

Safe 

Gopalpuriya 

0804000600644800 

0.11 

0.52 

(53.71) 

0.42 

- 

0.42 

0.06 

0.40 

0.09 

- 

- 

- 

- 

- 

0.085 

0.501 

0.025 

0.476 

0.063 

13.20 

Safe 

Gorisar 

0804000600643800 

0.11 

0.02 

(73.38) 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.004 

0.021 

0.001 

0.020 

0.053 

261.60 

Over Exploited 



0.11 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Guleriya 

0804000700661400 

0.07 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

470.19 

Over Exploited 

Gusainsar 

0804000600649000 

0.11 

0.12 

(71.10) 

0.09 

- 

0.09 

0.03 

0.19 

0.02 

- 

- 

- 

- 

- 

0.019 

0.112 

0.006 

0.106 

0.024 

22.19 

Safe 

Hamoosar 

0804000600642700 

0.11 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.004 

0.029 

0.003 

0.026 

0.013 

52.30 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 







Non-command 

Vindhyan Sandstone 

16.573 

-0.45 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.060 

0.27 

0.46 


Hansasar 

0804000600644500 

16.047 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.718 

-0.24 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.035 

0.21 

0.36 


Hemasar Athoona 

0804000700655300 

8.310 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

8.310 

-0.19 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.032 

0.34 

0.49 


Hudera Agoona 

0804000600647600 

8.229 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.229 

-0.09 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.030 

0.35 

0.60 


Hudera Athoona 

0804000600647400 

9.724 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.724 

0.06 

0.090 

0.04 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.12 

0.035 

0.35 

0.59 


Hudera Siddhan 

0804000600647500 

3.220 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.220 

0.05 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.012 

0.35 

0.60 


Indpalsar Bara 

0803000800639700 

27.861 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

1.574 

-0.30 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.004 

0.02 

0.03 







Non-command 

Vindhyan Sandstone 

26.287 

-0.30 

0.040 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.064 

0.32 

0.48 


Indpalsar Gusainsar 

0803000800639900 

22.908 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

13.806 

0.05 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.04 

0.034 

0.19 

0.31 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

9.007 

0.05 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.01 

0.022 

0.13 

0.20 


Indpalsar Hirawatan 

0803000800639800 

10.496 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

10.496 

0.09 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.14 

0.026 

0.33 

0.52 


Indpalsar Raikan 

0803000800639500 

5.129 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

4.846 

0.02 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.13 

0.012 

0.31 

0.49 







Non-command 

Vindhyan Sandstone 

0.283 

0.02 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.03 


Indpalsar Sankhlan 

0803000800639600 

8.957 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

2.782 

-0.13 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.007 

0.10 

0.16 







Non-command 

Vindhyan Sandstone 

6.174 

-0.13 

0.040 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.015 

0.23 

0.36 


Jaisalsar 

0803000800637100 

37.350 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.762 

0.24 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.34 

0.18 

0.16 

0.024 

0.08 

0.14 


Jaitasar 

0804000600644700 

14.010 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.101 

-0.17 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.030 

0.20 

0.34 







Non-command 

Vindhyan Sandstone 

5.909 

-0.17 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.022 

0.15 

0.25 



0804000700655800 

41.367 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

6.390 

-0.01 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.024 

0.05 

0.08 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.145 

-0.01 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 







Non-command 

Phyllite & Schist 

22.486 

-0.01 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.086 

0.19 

0.29 







Non-command 

Vindhyan Sandstone 

12.345 

-0.01 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.047 

0.10 

0.16 


Jaleu Bari 

0804000600647800 

16.688 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.075 

-0.18 

0.090 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.037 

0.21 

0.36 





Saline 

Non-command 

Non-command 

Older Alluvium 

6.605 

-0.18 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.024 

0.14 

0.24 


Jaleu Chhoti 

0804000600643900 

4.275 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.103 

-0.21 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.008 

0.17 

0.30 


Jegniya Bidawatan 

0804000600645900 

12.507 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

12.507 

-0.05 

0.040 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.046 

0.35 

0.53 


Jegniya Bikan 

0804000600645800 

44.423 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

31.350 

-0.61 

0.070 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.114 

0.24 

0.38 







Non-command 

Vindhyan Sandstone 

13.073 

-0.61 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.048 

0.10 

0.16 


Jetasar 

0803000800635600 

52.859 

Fresh 

Non-command 

Non-command 

Older Alluvium 

19.334 

0.01 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.09 

0.04 

0.21 

0.047 

0.10 

0.22 


Jogliya 

0804000700656700 

37.660 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.601 

0.31 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.002 

0.01 

0.01 







Non-command 

Vindhyan Sandstone 

1.843 

0.31 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.007 

0.02 

0.03 





Saline 

Non-command 

Non-command 

Older Alluvium 

4.226 

0.31 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.09 

0.00 

0.016 

0.04 

0.06 







Non-command 

Phyllite & Schist 

27.452 

0.31 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.21 

0.14 

0.01 

0.105 

0.25 

0.39 







Non-command 

Vindhyan Sandstone 

0.589 

0.31 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.002 

0.01 

0.01 


Jorawarpura 

0804000600645300 

46.619 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

46.619 

-0.84 

0.040 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.170 

0.34 

0.55 


Kalero Ki Dhani 

0804000700656400 

15.382 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

15.296 

-0.60 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.058 

0.34 

0.51 







Non-command 

Vindhyan Sandstone 

0.042 

-0.60 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

0.044 

-0.60 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khariya 

0804000600648100 

6.888 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.006 

0.19 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khothdi 

0804000600650200 

17.840 

Saline 

Non-command 

Non-command 

Older Alluvium 

17.840 

-0.15 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.065 

0.35 

0.59 


Kitasar Bhatiyan 

0803000800636300 

24.282 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

24.282 

-0.19 

0.040 

0.25 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.91 

0.059 

0.32 

0.55 


Kitasar Bidawatan 

0803000800636500 

13.740 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.194 

0.06 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 







Non-command 

Vindhyan Sandstone 

13.546 

0.06 

0.040 

0.06 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.21 

0.033 

0.32 

0.54 


Kodasar Bidawatan 

0804000700657500 

9.614 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

9.614 

-0.09 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.037 

0.34 

0.48 


Kodasar Jatan 

0804000700657600 

5.459 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

5.419 

-0.09 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.021 

0.33 

0.47 


Kuntasar 

0803000800636800 

11.273 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.929 

0.01 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.13 

0.012 

0.13 

0.25 







Non-command 

Tertiary Sandstone 

6.343 

0.01 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.16 

0.016 

0.17 

0.32 


Kusum Desar 

0804000600651600 

15.422 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.077 

-0.08 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Lachharsar 

0804000600642100 

95.981 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

95.981 

-0.59 

0.040 

2.35 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

8.95 

0.350 

0.33 

0.57 


Ladhasar 

0804000600644100 

25.440 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.431 

-0.15 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.027 

0.10 

0.17 


Lakhansar 

0803000800633100 

26.760 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.018 

-0.18 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

16.926 

-0.18 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.041 

0.17 

0.41 


Lalasar 

0803000800636000 

12.807 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.807 

-0.18 

0.120 

0.29 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.11 

0.031 

0.30 

0.60 


Likhma Desar 

0803000800635800 

44.385 

Fresh 

Non-command 

Non-command 

Older Alluvium 

44.385 

0.00 

0.120 

0.87 

0.04 

0.00 

0.00 

0.00 

0.84 

0.42 

3.34 

0.109 

0.29 

0.60 


Loha 

0804000600649500 

24.201 

Saline 

Non-command 

Non-command 

Older Alluvium 

24.201 

-0.14 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.088 

0.35 

0.59 


Loonasar 

0804000600646300 

10.763 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.701 

-0.81 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.039 

0.35 

0.56 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.062 

-0.81 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Loonchh 

0804000600649400 

24.373 

Saline 

Non-command 

Non-command 

Older Alluvium 

15.669 

-0.30 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.057 

0.23 

0.39 


Malpur 

0804000600647900 

11.007 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.366 

0.09 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Older Alluvium 

7.744 

0.09 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.03 

0.028 

0.24 

0.43 


Menasar 

0804000600651200 

22.182 

Saline 

Non-command 

Non-command 

Older Alluvium 

11.526 

0.09 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.01 

0.042 

0.18 

0.31 


Migsariya 

0803000800640100 

9.326 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.941 

-0.20 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.002 

0.03 

0.05 







Non-command 

Vindhyan Sandstone 

8.386 

-0.20 

0.040 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.021 

0.30 

0.46 


Momasar 

0803000800636100 

96.458 

Fresh 

Non-command 

Non-command 

Older Alluvium 

31.756 

-0.42 

0.120 

0.23 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.80 

0.078 

0.10 

0.19 







Non-command 

Tertiary Sandstone 

35.951 

-0.42 

0.060 

0.25 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.90 

0.088 

0.12 

0.22 







Non-command 

Vindhyan Sandstone 

28.751 

-0.42 

0.040 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.72 

0.070 

0.09 

0.17 


Nausariya 

0804000600647300 

18.865 

Fresh 

Non-command 

Non-command 

Older Alluvium 

18.865 

-0.06 

0.090 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.069 

0.35 

0.59 


Noonwa 

0804000600646600 

28.670 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.316 

-0.03 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.019 

0.06 

0.11 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.08 

0.36 

- 

0.36 

- 

0.36 

0.05 

0.32 

0.06 

- 

- 

- 

- 

- 

0.060 

0.419 

0.042 

0.377 

0.082 

21.85 

Safe 

Hansasar 

0804000600644500 

0.11 

0.22 

- 

0.22 

- 

0.22 

0.03 

0.24 

0.04 

- 

- 

- 

- 

- 

0.037 

0.260 

0.026 

0.234 

0.054 

23.30 

Safe 

Hemasar Athoona 

0804000700655300 

0.07 

0.20 

- 

0.20 

- 

0.20 

0.05 

0.39 

0.03 

- 

- 

- 

- 

- 

0.032 

0.228 

0.023 

0.205 

0.032 

15.40 

Safe 

Hudera Agoona 

0804000600647600 

0.11 

0.31 

- 

0.31 

- 

0.31 

0.06 

0.40 

0.05 

- 

- 

- 

- 

- 

0.051 

0.366 

0.037 

0.330 

0.128 

38.84 

Safe 

Hudera Athoona 

0804000600647400 

0.11 

0.37 

(84.78) 

0.30 

- 

0.30 

0.06 

0.41 

0.06 

- 

- 

- 

- 

- 

0.061 

0.359 

0.018 

0.341 

0.157 

46.20 

Safe 

Hudera Siddhan 

0804000600647500 

0.11 

0.12 

(88.83) 

0.10 

- 

0.10 

0.06 

0.41 

0.02 

- 

- 

- 

- 

- 

0.020 

0.119 

0.006 

0.113 

0.042 

36.93 

Safe 

Indpalsar Bara 

0803000800639700 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.023 

917.48 

Over Exploited 



0.06 

0.50 

- 

0.50 

- 

0.50 

0.05 

0.37 

0.08 

0.0100 

- 

- 

- 

0.010 

0.092 

0.589 

0.059 

0.530 

0.407 

76.84 

Semi Critical 

Indpalsar Gusainsar 

0803000800639900 

0.08 

0.21 

(81.89) 

0.17 

- 

0.17 

0.03 

0.23 

0.04 

- 

- 

- 

- 

- 

0.037 

0.208 

0.010 

0.198 

0.072 

36.34 

Safe 



0.08 

0.09 

(74.33) 

0.07 

- 

0.07 

0.02 

0.15 

0.02 

- 

- 

- 

- 

- 

0.016 

0.089 

0.004 

0.084 

0.029 

34.54 

Safe 

Indpalsar Hirawatan 

0803000800639800 

0.08 

0.27 

(78.36) 

0.22 

- 

0.22 

0.05 

0.38 

0.05 

0.0100 

- 

- 

- 

0.010 

0.056 

0.276 

0.014 

0.262 

0.170 

64.70 

Safe 

Indpalsar Raikan 

0803000800639500 

0.08 

0.12 

(76.08) 

0.10 

- 

0.10 

0.05 

0.36 

0.02 

0.0100 

- 

- 

- 

0.010 

0.030 

0.127 

0.006 

0.120 

0.146 

121.09 

Over Exploited 



0.06 

0.00 

(67.60) 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.011 

3,773.30 

Over Exploited 

Indpalsar Sankhlan 

0803000800639600 

0.08 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.12 

0.00 

- 

- 

- 

- 

- 

0.004 

0.027 

0.003 

0.024 

0.113 

468.28 

Over Exploited 



0.06 

0.08 

- 

0.08 

- 

0.08 

0.04 

0.27 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.109 

0.011 

0.098 

0.245 

250.18 

Over Exploited 

Jaisalsar 

0803000800637100 

0.10 

0.07 

137.59 

0.09 

- 

0.09 

0.01 

0.09 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.113 

0.006 

0.107 

0.180 

167.86 

Over Exploited 

Jaitasar 

0804000600644700 

0.11 

0.18 

- 

0.18 

- 

0.18 

0.03 

0.23 

0.03 

- 

- 

- 

- 

- 

0.029 

0.207 

0.021 

0.186 

0.049 

26.11 

Safe 



0.08 

0.07 

- 

0.07 

- 

0.07 

0.02 

0.17 

0.01 

- 

- 

- 

- 

- 

0.011 

0.080 

0.008 

0.072 

0.032 

43.86 

Safe 


0804000700655800 

0.12 

0.04 

- 

0.04 

- 

0.04 

0.01 

0.06 

0.01 

- 

- 

- 

- 

- 

0.006 

0.048 

0.005 

0.043 

0.060 

140.78 

Over Exploited 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.07 

0.30 

- 

0.30 

- 

0.30 

0.03 

0.22 

0.05 

- 

- 

- 

- 

- 

0.047 

0.344 

0.034 

0.310 

0.158 

50.92 

Safe 



0.12 

0.15 

- 

0.15 

- 

0.15 

0.02 

0.12 

0.02 

- 

- 

- 

- 

- 

0.024 

0.178 

0.018 

0.160 

0.100 

62.53 

Safe 

Jaleu Bari 

0804000600647800 

0.11 

0.23 

- 

0.23 

- 

0.23 

0.03 

0.24 

0.04 

0.0100 

- 

- 

- 

0.010 

0.048 

0.281 

0.028 

0.253 

0.215 

85.01 

Semi Critical 



0.11 

0.10 

- 

0.10 

- 

0.10 

0.02 

0.16 

0.02 

- 

- 

- 

- 

- 

0.016 

0.116 

0.012 

0.105 

0.104 

99.42 

Critical 

Jaleu Chhoti 

0804000600643900 

0.11 

0.04 

- 

0.04 

- 

0.04 

0.03 

0.20 

0.01 

- 

- 

- 

- 

- 

0.006 

0.046 

0.005 

0.041 

0.036 

86.37 

Semi Critical 

Jegniya Bidawatan 

0804000600645900 

0.08 

0.35 

- 

0.35 

- 

0.35 

0.05 

0.40 

0.05 

0.0100 

- 

- 

- 

0.010 

0.065 

0.412 

0.041 

0.371 

0.238 

64.13 

Safe 

Jegniya Bikan 

0804000600645800 

0.10 

0.76 

- 

0.76 

- 

0.76 

0.04 

0.28 

0.12 

- 

- 

- 

- 

- 

0.122 

0.882 

0.088 

0.794 

0.220 

27.75 

Safe 



0.08 

0.11 

- 

0.11 

- 

0.11 

0.02 

0.12 

0.02 

- 

- 

- 

- 

- 

0.017 

0.123 

0.012 

0.110 

0.072 

64.88 

Safe 

Jetasar 

0803000800635600 

0.10 

0.19 

(78.28) 

0.15 

- 

0.15 

0.02 

0.12 

0.04 

0.0100 

- 

- 

- 

0.010 

0.050 

0.201 

0.010 

0.191 

0.256 

133.98 

Over Exploited 

Jogliya 

0804000700656700 

0.20 

0.00 

1,693.64 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

265.25 

Over Exploited 



0.12 

0.00 

291.81 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.007 

144.11 

Over Exploited 



0.20 

0.03 

175.42 

0.04 

- 

0.04 

0.01 

0.05 

0.01 

- 

- 

- 

- 

- 

0.005 

0.045 

0.002 

0.043 

0.016 

37.70 

Safe 



0.07 

0.49 

(72.19) 

0.39 

- 

0.39 

0.04 

0.29 

0.08 

- 

- 

- 

- 

- 

0.077 

0.468 

0.023 

0.444 

0.116 

25.99 

Safe 



0.12 

0.00 

1,116.48 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.002 

450.61 

Over Exploited 

Jorawarpura 

0804000600645300 

0.08 

1.25 

- 

1.25 

- 

1.25 

0.06 

0.39 

0.21 

- 

- 

- 

- 

- 

0.207 

1.460 

0.146 

1.314 

0.212 

16.14 

Safe 

Kalero Ki Dhani 

0804000700656400 

0.10 

0.52 

- 

0.52 

- 

0.52 

0.05 

0.39 

0.08 

- 

- 

- 

- 

- 

0.083 

0.603 

0.060 

0.543 

0.152 

28.04 

Safe 



0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khariya 

0804000600648100 

0.11 

0.00 

46,936.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khothdi 

0804000600650200 

0.11 

0.69 

- 

0.69 

- 

0.69 

0.06 

0.41 

0.11 

- 

- 

- 

- 

- 

0.111 

0.803 

0.080 

0.723 

0.065 

9.00 

Safe 

Kitasar Bhatiyan 

0803000800636300 

0.06 

0.47 

- 

0.47 

0.01 

0.48 

0.06 

0.38 

0.08 

0.0300 

- 

- 

- 

0.030 

0.111 

0.593 

0.059 

0.534 

0.971 

181.91 

Over Exploited 

Kitasar Bidawatan 

0803000800636500 

0.08 

0.00 

463.93 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.26 

(78.83) 

0.21 

- 

0.21 

0.05 

0.37 

0.04 

0.0100 

- 

- 

- 

0.010 

0.054 

0.261 

0.013 

0.248 

0.244 

98.42 

Critical 

Kodasar Bidawatan 

0804000700657500 

0.07 

0.23 

- 

0.23 

- 

0.23 

0.05 

0.39 

0.04 

- 

- 

- 

- 

- 

0.037 

0.263 

0.026 

0.237 

0.037 

15.48 

Safe 

Kodasar Jatan 

0804000700657600 

0.07 

0.13 

- 

0.13 

- 

0.13 

0.05 

0.39 

0.02 

- 

- 

- 

- 

- 

0.021 

0.147 

0.015 

0.132 

0.021 

15.64 

Safe 

Kuntasar 

0803000800636800 

0.10 

0.07 

(60.78) 

0.05 

- 

0.05 

0.02 

0.16 

0.01 

- 

- 

- 

- 

- 

0.012 

0.065 

0.003 

0.061 

0.140 

227.89 

Over Exploited 



0.08 

0.09 

(72.12) 

0.07 

- 

0.07 

0.03 

0.20 

0.02 

0.0100 

- 

- 

- 

0.010 

0.026 

0.096 

0.005 

0.091 

0.172 

188.66 

Over Exploited 

Kusum Desar 

0804000600651600 

0.11 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Lachharsar 

0804000600642100 

0.08 

2.55 

- 

2.55 

0.11 

2.66 

0.06 

0.39 

0.43 

0.3400 

- 

- 

- 

0.340 

0.769 

3.424 

0.342 

3.082 

9.295 

301.58 

Over Exploited 

Ladhasar 

0804000600644100 

0.11 

0.08 

- 

0.08 

- 

0.08 

0.02 

0.12 

0.01 

- 

- 

- 

- 

- 

0.014 

0.096 

0.010 

0.086 

0.085 

98.53 

Critical 

Lakhansar 

0803000800633100 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.62 

- 

0.62 

- 

0.62 

0.04 

0.20 

0.14 

- 

- 

- 

- 

- 

0.135 

0.760 

0.076 

0.684 

0.094 

13.81 

Safe 

Lalasar 

0803000800636000 

0.10 

0.38 

- 

0.38 

0.01 

0.39 

0.06 

0.35 

0.07 

0.0400 

- 

- 

- 

0.040 

0.113 

0.500 

0.050 

0.450 

1.145 

254.33 

Over Exploited 

Likhma Desar 

0803000800635800 

0.10 

1.30 

(68.12) 

1.04 

0.04 

1.08 

0.06 

0.35 

0.25 

0.1300 

- 

- 

- 

0.130 

0.381 

1.462 

0.073 

1.389 

3.447 

248.12 

Over Exploited 

Loha 

0804000600649500 

0.11 

0.94 

- 

0.94 

- 

0.94 

0.06 

0.41 

0.15 

- 

- 

- 

- 

- 

0.151 

1.086 

0.109 

0.977 

0.101 

10.36 

Safe 

Loonasar 

0804000600646300 

0.11 

0.41 

- 

0.41 

- 

0.41 

0.06 

0.40 

0.07 

- 

- 

- 

- 

- 

0.065 

0.473 

0.047 

0.426 

0.068 

15.97 

Safe 



0.11 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Loonchh 

0804000600649400 

0.11 

0.39 

- 

0.39 

- 

0.39 

0.04 

0.26 

0.06 

- 

- 

- 

- 

- 

0.063 

0.453 

0.045 

0.407 

0.067 

16.48 

Safe 

Malpur 

0804000600647900 

0.11 

0.00 

264.76 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

221.27 

Over Exploited 



0.11 

0.21 

(77.44) 

0.17 

- 

0.17 

0.04 

0.28 

0.03 

- 

- 

- 

- 

- 

0.034 

0.201 

0.010 

0.191 

0.060 

31.60 

Safe 

Menasar 

0804000600651200 

0.11 

0.23 

(71.94) 

0.19 

- 

0.19 

0.03 

0.21 

0.04 

- 

- 

- 

- 

- 

0.038 

0.224 

0.011 

0.213 

0.052 

24.45 

Safe 

Migsariya 

0803000800640100 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.021 

807.56 

Over Exploited 



0.06 

0.15 

- 

0.15 

- 

0.15 

0.05 

0.35 

0.02 

0.0100 

- 

- 

- 

0.010 

0.035 

0.185 

0.018 

0.166 

0.155 

92.95 

Critical 

Momasar 

0803000800636100 

0.10 

0.33 

- 

0.33 

0.01 

0.34 

0.02 

0.12 

0.06 

0.0300 

- 

- 

- 

0.030 

0.089 

0.427 

0.043 

0.385 

0.879 

228.52 

Over Exploited 



0.08 

0.34 

- 

0.34 

0.01 

0.35 

0.02 

0.14 

0.06 

0.0300 

- 

- 

- 

0.030 

0.090 

0.437 

0.044 

0.393 

0.992 

252.18 

Over Exploited 



0.06 

0.16 

- 

0.16 

0.01 

0.17 

0.02 

0.11 

0.03 

0.0300 

- 

- 

- 

0.030 

0.059 

0.230 

0.023 

0.207 

0.788 

380.09 

Over Exploited 

Nausariya 

0804000600647300 

0.11 

0.72 

- 

0.72 

- 

0.72 

0.06 

0.40 

0.12 

0.0100 

- 

- 

- 

0.010 

0.128 

0.848 

0.085 

0.763 

0.233 

30.50 

Safe 

Noonwa 

0804000600646600 

0.11 

0.04 

- 

0.04 

- 

0.04 

0.01 

0.08 

0.01 

- 

- 

- 

- 

- 

0.006 

0.044 

0.004 

0.040 

0.026 

66.49 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 





Saline 

Non-command 

Non-command 

Older Alluvium 

23.354 

-0.03 

0.090 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.085 

0.29 

0.47 


Nosariya 

0803000800640200 

13.616 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

3.731 

-0.09 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.009 

0.09 

0.14 







Non-command 

Vindhyan Sandstone 

0.366 

-0.09 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

2.981 

-0.09 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.007 

0.07 

0.11 


Pabusar 

0804000600642800 

22.885 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

3.721 

-0.46 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.014 

0.06 

0.10 


Palas 

0804000700654900 

12.208 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.794 

-0.51 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.007 

0.05 

0.07 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

5.039 

-0.51 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.019 

0.14 

0.20 


Parihara 

0804000600649800 

30.560 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.451 

0.39 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.00 

0.009 

0.03 

0.04 







Non-command 

Phyllite & Schist 

1.365 

0.39 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.005 

0.02 

0.02 


Parsaneu 

0804000600645400 

28.816 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

28.816 

-0.87 

0.040 

0.39 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.42 

0.105 

0.34 

0.55 


Patam Desar 

0804000300615100 

31.220 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.399 

-0.17 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.04 

0.09 


Patlisar Bara 

0804000300620200 

35.142 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

35.142 

-0.50 

0.040 

0.31 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.15 

0.052 

0.32 

0.59 


Patlisar Chhota 

0804000300620000 

23.174 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

23.174 

-0.22 

0.040 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.48 

0.034 

0.32 

0.59 


Patlisar Purohitan 

0804000300620100 

4.319 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

4.319 

-0.44 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.006 

0.32 

0.59 


Payli 

0804000600646700 

15.008 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.329 

0.10 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.08 

0.07 

0.045 

0.29 

0.48 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.679 

0.10 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.010 

0.06 

0.10 


Prem Nagar 

0804000600645500 

6.653 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

6.653 

-0.78 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.024 

0.33 

0.54 


Raghunathpura 

0804000600649100 

2.852 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.852 

0.02 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.010 

0.35 

0.61 


Rajaldesar (M) 

0804000640408000 

53.491 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

1.453 

-0.91 

0.070 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.094 

0.01 

0.02 







Non-command 

Older Alluvium 

20.937 

-0.91 

0.090 

0.45 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

1.359 

0.14 

0.22 







Non-command 

Vindhyan Sandstone 

31.101 

-0.91 

0.040 

0.66 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

2.019 

0.20 

0.32 


Rajaldesar (Rural) 

0804000600646400 

1.673 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.673 

-1.19 

0.090 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.006 

0.35 

0.56 


Rajalwara 

0804000300615200 

8.307 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

8.303 

-0.23 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.012 

0.27 

0.64 


Rajasar Beekan 

0804000300614900 

64.446 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.343 

-0.18 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.01 


Rajiyasar Meetha 

0804000700663400 

8.490 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.437 

-0.01 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.02 

0.03 


Randhisar 

0804000700656900 

18.938 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.288 

0.27 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.009 

0.04 

0.07 


Ratangarh (M) 

0804000640407000 

58.664 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.149 

0.05 

0.090 

0.26 

0.00 

0.00 

0.00 

0.00 

0.31 

0.18 

0.00 

0.789 

0.07 

0.12 





Saline 

Non-command 

Non-command 

Older Alluvium 

46.497 

0.05 

0.090 

0.99 

0.00 

0.00 

0.00 

0.00 

1.19 

0.70 

0.00 

3.018 

0.28 

0.47 


Ratangarh (Rural) 

0804000600649200 

0.477 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.477 

0.22 

0.090 

0.11 

0.01 

0.00 

0.00 

0.00 

0.11 

0.07 

0.42 

0.002 

0.35 

0.59 


Ratnadesar 

0804000600649700 

15.482 

Saline 

Non-command 

Non-command 

Older Alluvium 

15.482 

0.12 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.20 

0.12 

0.04 

0.056 

0.35 

0.56 


Rawali Dhani 

0804000700656100 

16.695 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

6.566 

-0.56 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.025 

0.13 

0.20 







Non-command 

Vindhyan Sandstone 

10.130 

-0.56 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.039 

0.21 

0.31 


Rekh Gorisar 

0804000300615400 

2.719 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.719 

-0.23 

0.100 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.004 

0.28 

0.63 


Rewada 

0803000800636700 

9.393 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.456 

0.01 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.14 

0.011 

0.15 

0.27 







Non-command 

Tertiary Sandstone 

4.937 

0.01 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.15 

0.012 

0.16 

0.30 


Riri 

0803000800638900 

76.836 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

14.164 

0.07 

0.060 

0.09 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.32 

0.035 

0.06 

0.10 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

9.687 

0.07 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.08 

0.024 

0.04 

0.07 


Roopeli 

0804000700657300 

6.046 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

6.046 

-0.52 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.023 

0.34 

0.50 


Rooplisar 

0804000300620400 

22.704 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.068 

-0.11 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rukhasar 

0804000600651300 

6.168 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.560 

0.01 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.09 

0.15 


Sandwa 

0804000700654700 

50.923 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

16.745 

-0.49 

0.040 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.44 

0.064 

0.11 

0.16 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

2.408 

-0.49 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.009 

0.02 

0.02 


Sangasar 

0804000600650300 

12.783 

Saline 

Non-command 

Non-command 

Older Alluvium 

12.775 

-0.50 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.047 

0.35 

0.60 


Sanwatiya 

0804000600650100 

5.173 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.757 

-0.07 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.010 

0.19 

0.30 


Sarangsar 

0804000700654800 

28.596 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.671 

-0.28 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.006 

0.02 

0.03 


Satleran 

0803000800637000 

16.444 

Fresh 

Non-command 

Non-command 

Older Alluvium 

16.371 

0.51 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

1.10 

0.59 

0.32 

0.040 

0.30 

0.55 


Sattasar 

0803000800635900 

24.244 

Fresh 

Non-command 

Non-command 

Older Alluvium 

18.232 

-0.08 

0.120 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.70 

0.045 

0.23 

0.44 







Non-command 

Tertiary Sandstone 

6.011 

-0.08 

0.060 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.015 

0.08 

0.14 


Sheetal Nagar 

0803000800636400 

16.863 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

16.863 

-0.39 

0.040 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.041 

0.33 

0.54 


Sikrali 

0804000600642600 

9.457 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

9.457 

-0.41 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.034 

0.34 

0.58 


Simsiya Bidawatan 

0804000600646100 

16.344 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.935 

-0.24 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.040 

0.23 

0.37 





Saline 

Non-command 

Non-command 

Older Alluvium 

5.410 

-0.24 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.020 

0.12 

0.18 


Simsiya Purohitan 

0804000600646200 

8.231 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.058 

0.04 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.008 

0.09 

0.14 





Saline 

Non-command 

Non-command 

Older Alluvium 

6.173 

0.04 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.023 

0.26 

0.41 


Singri 

0804000300620300 

17.318 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

11.464 

-0.21 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.017 

0.22 

0.39 


Siwaron Ki Dhani 

0804000700656300 

19.891 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

4.787 

-0.56 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.018 

0.08 

0.12 







Non-command 

Vindhyan Sandstone 

15.104 

-0.56 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.058 

0.26 

0.39 


Soorwas 

0804000700661300 

12.202 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.080 

-0.03 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sujangarh (Rural) 

0804000700661600 

1.425 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.010 

0.00 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Surjansar 

0803000800633500 

9.268 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.558 

0.00 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.016 

0.19 

0.46 


Surjanwasi 

0803000800639400 

1.676 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

1.676 

0.14 

0.060 

0.07 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.27 

0.004 

0.33 

0.52 


Thukariyasar 

0803000800633800 

59.084 

Fresh 

Non-command 

Non-command 

Older Alluvium 

38.205 

0.08 

0.120 

0.24 

0.01 

0.00 

0.00 

0.00 

0.61 

0.26 

0.83 

0.094 

0.17 

0.40 


Toliyasar 

0803000800635700 

60.555 

Fresh 

Non-command 

Non-command 

Older Alluvium 

47.855 

0.08 

0.120 

0.11 

0.00 

0.00 

0.00 

0.00 

0.56 

0.26 

0.27 

0.117 

0.22 

0.47 


Udasar 

0804000700657100 

2.934 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.230 

-0.02 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.03 

0.04 


Udasar Charnan 

0803000800633400 

11.561 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.164 

-0.18 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.018 

0.17 

0.40 







Non-command 

Younger Alluvium 

1.861 

-0.18 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.005 

0.04 

0.10 


Udrasar 

0803000800633300 

77.703 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.293 

0.09 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 


Upadhiya 

0804000700655700 

8.862 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

8.862 

-0.75 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.034 

0.35 

0.52 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.11 

0.73 

- 

0.73 

- 

0.73 

0.05 

0.33 

0.12 

- 

- 

- 

- 

- 

0.118 

0.851 

0.085 

0.766 

0.121 

15.82 

Safe 

Nosariya 

0803000800640200 

0.08 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.10 

0.00 

- 

- 

- 

- 

- 

0.004 

0.031 

0.003 

0.028 

0.086 

308.14 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.011 

5,397.15 

Over Exploited 



0.08 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.003 

0.020 

0.002 

0.018 

0.029 

164.21 

Over Exploited 

Pabusar 

0804000600642800 

0.08 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.003 

0.019 

0.002 

0.017 

0.019 

107.04 

Over Exploited 

Palas 

0804000700654900 

0.12 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.002 

0.012 

0.001 

0.011 

0.037 

330.24 

Over Exploited 



0.12 

0.08 

- 

0.08 

- 

0.08 

0.02 

0.16 

0.01 

- 

- 

- 

- 

- 

0.014 

0.098 

0.010 

0.088 

0.086 

97.93 

Critical 

Parihara 

0804000600649800 

0.11 

0.01 

613.61 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.010 

0.013 

132.13 

Over Exploited 



0.08 

0.00 

191.81 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.005 

225.34 

Over Exploited 

Parsaneu 

0804000600645400 

0.08 

0.78 

- 

0.78 

0.02 

0.80 

0.06 

0.40 

0.13 

0.0500 

- 

- 

- 

0.050 

0.178 

0.982 

0.098 

0.884 

1.527 

172.76 

Over Exploited 

Patam Desar 

0804000300615100 

0.15 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.05 

0.01 

- 

- 

- 

- 

- 

0.005 

0.030 

0.003 

0.027 

0.006 

24.12 

Safe 

Patlisar Bara 

0804000300620200 

0.08 

0.91 

- 

0.91 

0.01 

0.92 

0.06 

0.38 

0.16 

0.0400 

- 

- 

- 

0.040 

0.199 

1.116 

0.112 

1.004 

1.206 

120.03 

Over Exploited 

Patlisar Chhota 

0804000300620000 

0.08 

0.60 

- 

0.60 

0.01 

0.61 

0.06 

0.38 

0.11 

0.0200 

- 

- 

- 

0.020 

0.125 

0.734 

0.073 

0.660 

0.513 

77.68 

Semi Critical 

Patlisar Purohitan 

0804000300620100 

0.08 

0.11 

- 

0.11 

- 

0.11 

0.06 

0.38 

0.02 

- 

- 

- 

- 

- 

0.020 

0.131 

0.013 

0.118 

0.125 

106.10 

Over Exploited 

Payli 

0804000600646700 

0.11 

0.39 

(78.32) 

0.31 

- 

0.31 

0.05 

0.33 

0.06 

- 

- 

- 

- 

- 

0.063 

0.375 

0.019 

0.356 

0.117 

32.86 

Safe 



0.11 

0.02 

10.95 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.003 

0.023 

0.001 

0.022 

0.022 

98.00 

Critical 

Prem Nagar 

0804000600645500 

0.08 

0.18 

- 

0.18 

- 

0.18 

0.06 

0.39 

0.03 

- 

- 

- 

- 

- 

0.029 

0.207 

0.021 

0.187 

0.126 

67.69 

Safe 

Raghunathpura 

0804000600649100 

0.11 

0.11 

(91.98) 

0.09 

- 

0.09 

0.06 

0.41 

0.02 

- 

- 

- 

- 

- 

0.018 

0.106 

0.005 

0.100 

0.021 

21.32 

Safe 

Rajaldesar (M) 

0804000640408000 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.094 

6,612.71 

Over Exploited 



0.11 

0.31 

- 

0.31 

0.00 

0.31 

0.02 

0.16 

0.05 

- 

- 

- 

0.002 

0.002 

0.052 

0.365 

0.037 

0.329 

1.359 

413.64 

Over Exploited 



0.08 

0.50 

- 

0.50 

- 

0.50 

0.03 

0.23 

0.08 

- 

- 

- 

- 

- 

0.081 

0.581 

0.058 

0.523 

2.019 

386.05 

Over Exploited 

Rajaldesar (Rural) 

0804000600646400 

0.11 

0.06 

- 

0.06 

- 

0.06 

0.06 

0.40 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.084 

0.008 

0.076 

0.251 

330.99 

Over Exploited 

Rajalwara 

0804000300615200 

0.15 

0.34 

- 

0.34 

- 

0.34 

0.06 

0.33 

0.07 

- 

- 

- 

- 

- 

0.071 

0.413 

0.041 

0.371 

0.053 

14.32 

Safe 

Rajasar Beekan 

0804000300614900 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

152.01 

Over Exploited 

Rajiyasar Meetha 

0804000700663400 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.002 

100.45 

Over Exploited 

Randhisar 

0804000700656900 

0.07 

0.01 

19.20 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.009 

0.009 

100.17 

Over Exploited 

Ratangarh (M) 

0804000640407000 

0.11 

0.10 

88.59 

0.12 

- 

0.12 

0.01 

0.08 

0.02 

- 

- 

- 

- 

- 

0.016 

0.132 

0.007 

0.125 

0.789 

629.48 

Over Exploited 



0.11 

1.42 

(50.94) 

1.13 

- 

1.13 

0.05 

0.32 

0.23 

- 

- 

- 

- 

- 

0.231 

1.365 

0.068 

1.296 

3.018 

232.81 

Over Exploited 

Ratangarh (Rural) 

0804000600649200 

0.11 

0.02 

253.76 

0.02 

0.01 

0.03 

0.06 

0.41 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.055 

0.003 

0.052 

0.423 

808.14 

Over Exploited 

Ratnadesar 

0804000600649700 

0.11 

0.60 

(79.13) 

0.48 

- 

0.48 

0.06 

0.41 

0.09 

- 

- 

- 

- 

- 

0.095 

0.572 

0.029 

0.543 

0.096 

17.76 

Safe 

Rawali Dhani 

0804000700656100 

0.10 

0.09 

- 

0.09 

- 

0.09 

0.02 

0.16 

0.01 

- 

- 

- 

- 

- 

0.014 

0.102 

0.010 

0.092 

0.039 

42.53 

Safe 



0.12 

0.25 

- 

0.25 

- 

0.25 

0.03 

0.24 

0.04 

- 

- 

- 

- 

- 

0.040 

0.291 

0.029 

0.262 

0.063 

23.89 

Safe 

Rekh Gorisar 

0804000300615400 

0.15 

0.12 

- 

0.12 

- 

0.12 

0.06 

0.34 

0.02 

0.0100 

- 

- 

- 

0.010 

0.033 

0.149 

0.015 

0.134 

0.381 

283.81 

Over Exploited 

Rewada 

0803000800636700 

0.10 

0.06 

(61.64) 

0.05 

- 

0.05 

0.03 

0.17 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.074 

0.004 

0.070 

0.155 

221.03 

Over Exploited 



0.08 

0.06 

(63.28) 

0.05 

- 

0.05 

0.03 

0.19 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.073 

0.004 

0.069 

0.166 

240.74 

Over Exploited 

Riri 

0803000800638900 

0.08 

0.06 

35.77 

0.08 

- 

0.08 

0.01 

0.07 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.099 

0.005 

0.094 

0.356 

377.38 

Over Exploited 



0.08 

0.03 

36.06 

0.04 

- 

0.04 

0.01 

0.05 

0.01 

- 

- 

- 

- 

- 

0.005 

0.042 

0.002 

0.040 

0.108 

271.74 

Over Exploited 

Roopeli 

0804000700657300 

0.07 

0.14 

- 

0.14 

- 

0.14 

0.05 

0.40 

0.02 

- 

- 

- 

- 

- 

0.023 

0.168 

0.017 

0.151 

0.023 

15.22 

Safe 

Rooplisar 

0804000300620400 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rukhasar 

0804000600651300 

0.11 

0.02 

(95.44) 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.002 

0.015 

0.001 

0.014 

0.010 

69.15 

Safe 

Sandwa 

0804000700654700 

0.12 

0.22 

- 

0.22 

0.01 

0.23 

0.02 

0.13 

0.04 

0.0200 

- 

- 

- 

0.020 

0.056 

0.287 

0.029 

0.259 

0.502 

194.01 

Over Exploited 



0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.001 

0.005 

0.062 

1,297.80 

Over Exploited 

Sangasar 

0804000600650300 

0.11 

0.50 

- 

0.50 

- 

0.50 

0.06 

0.41 

0.08 

- 

- 

- 

- 

- 

0.080 

0.575 

0.058 

0.518 

0.051 

9.77 

Safe 

Sanwatiya 

0804000600650100 

0.11 

0.06 

- 

0.06 

- 

0.06 

0.03 

0.22 

0.01 

- 

- 

- 

- 

- 

0.009 

0.066 

0.007 

0.059 

0.010 

16.95 

Safe 

Sarangsar 

0804000700654800 

0.07 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.035 

1,473.42 

Over Exploited 

Satleran 

0803000800637000 

0.10 

0.49 

20.89 

0.58 

- 

0.58 

0.06 

0.35 

0.09 

0.0100 

- 

- 

- 

0.010 

0.101 

0.684 

0.034 

0.650 

0.361 

55.54 

Safe 

Sattasar 

0803000800635900 

0.10 

0.42 

- 

0.42 

0.01 

0.43 

0.04 

0.27 

0.08 

0.0300 

- 

- 

- 

0.030 

0.107 

0.537 

0.054 

0.483 

0.741 

153.24 

Over Exploited 



0.08 

0.04 

- 

0.04 

- 

0.04 

0.01 

0.09 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.053 

0.005 

0.048 

0.248 

517.12 

Over Exploited 

Sheetal Nagar 

0803000800636400 

0.06 

0.33 

- 

0.33 

- 

0.33 

0.06 

0.39 

0.06 

0.0100 

- 

- 

- 

0.010 

0.066 

0.400 

0.040 

0.360 

0.262 

72.83 

Semi Critical 

Sikrali 

0804000600642600 

0.08 

0.26 

- 

0.26 

- 

0.26 

0.06 

0.40 

0.04 

- 

- 

- 

- 

- 

0.043 

0.301 

0.030 

0.271 

0.119 

44.16 

Safe 

Simsiya Bidawatan 

0804000600646100 

0.11 

0.28 

- 

0.28 

- 

0.28 

0.04 

0.27 

0.04 

- 

- 

- 

- 

- 

0.045 

0.325 

0.033 

0.293 

0.047 

16.02 

Safe 



0.11 

0.07 

- 

0.07 

- 

0.07 

0.02 

0.13 

0.01 

- 

- 

- 

- 

- 

0.011 

0.080 

0.008 

0.072 

0.026 

35.92 

Safe 

Simsiya Purohitan 

0804000600646200 

0.11 

0.02 

(78.77) 

0.02 

- 

0.02 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.003 

0.019 

0.001 

0.018 

0.008 

41.66 

Safe 



0.11 

0.18 

(89.44) 

0.14 

- 

0.14 

0.04 

0.30 

0.03 

- 

- 

- 

- 

- 

0.028 

0.171 

0.009 

0.162 

0.023 

13.89 

Safe 

Singri 

0804000300620300 

0.08 

0.20 

- 

0.20 

- 

0.20 

0.04 

0.26 

0.03 

- 

- 

- 

- 

- 

0.034 

0.238 

0.024 

0.214 

0.095 

44.37 

Safe 

Siwaron Ki Dhani 

0804000700656300 

0.10 

0.04 

- 

0.04 

- 

0.04 

0.01 

0.09 

0.01 

- 

- 

- 

- 

- 

0.006 

0.045 

0.005 

0.041 

0.032 

78.88 

Semi Critical 



0.12 

0.47 

- 

0.47 

- 

0.47 

0.04 

0.30 

0.08 

- 

- 

- 

- 

- 

0.075 

0.542 

0.054 

0.488 

0.094 

19.16 

Safe 

Soorwas 

0804000700661300 

0.07 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sujangarh (Rural) 

0804000700661600 

0.07 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Surjansar 

0803000800633500 

0.10 

0.12 

- 

0.12 

0.00 

0.12 

0.04 

0.23 

0.03 

- 

- 

- 

0.001 

0.001 

0.028 

0.153 

0.015 

0.137 

0.055 

40.07 

Safe 

Surjanwasi 

0803000800639400 

0.08 

0.04 

19.85 

0.05 

- 

0.05 

0.06 

0.38 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.070 

0.004 

0.067 

0.273 

409.06 

Over Exploited 

Thukariyasar 

0803000800633800 

0.10 

0.67 

(60.80) 

0.53 

0.01 

0.54 

0.04 

0.21 

0.14 

0.0300 

- 

- 

- 

0.030 

0.171 

0.715 

0.036 

0.679 

0.919 

135.23 

Over Exploited 

Toliyasar 

0803000800635700 

0.10 

1.05 

(75.17) 

0.84 

0.00 

0.84 

0.04 

0.26 

0.21 

0.0100 

- 

- 

0.000 

0.010 

0.224 

1.066 

0.053 

1.012 

0.390 

38.54 

Safe 

Udasar 

0804000700657100 

0.07 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.001 

- 

Safe 

Udasar Charnan 

0803000800633400 

0.10 

0.12 

- 

0.12 

- 

0.12 

0.04 

0.20 

0.03 

- 

- 

- 

- 

- 

0.025 

0.146 

0.015 

0.132 

0.135 

102.19 

Over Exploited 



0.22 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.004 

0.022 

0.002 

0.020 

0.055 

279.10 

Over Exploited 

Udrasar 

0803000800633300 

0.10 

0.00 

4,225.57 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Upadhiya 

0804000700655700 

0.07 

0.22 

- 

0.22 

- 

0.22 

0.05 

0.40 

0.03 

- 

- 

- 

- 

- 

0.034 

0.249 

0.025 

0.224 

0.034 

15.05 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 

16004028 

Akasar 

080300060055950C 

122.301 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

8.335 

0.56 

0.100 

0.00 

0.00 

0.06 

0.08 

0.00 

0.32 

0.17 

0.00 

0.000 

0.01 

0.03 


Akhoosar 

0803000400523800 

78.978 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

6.036 

0.16 

0.080 

0.00 

0.00 

0.01 

0.02 

0.00 

0.04 

0.02 

0.00 

0.000 

0.02 

0.03 






Non-command 

Non-command 

Older Alluvium 

12.518 

0.16 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.09 

0.00 

0.000 

0.03 

0.06 


Annewala 

0803000400523600 

34.020 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

30.064 

0.18 

0.080 

0.00 

0.00 

0.08 

0.12 

0.00 

0.23 

0.13 

0.00 

0.000 

0.18 

0.33 


Ballar 

0803000600559400 

307.528 

Saline 

IGNP Canal System Stage 1 

Command 

Older Alluvium 

115.452 

0.38 

0.100 

0.00 

0.00 

0.80 

1.14 

0.00 

2.46 

1.30 

0.00 

0.000 

0.08 

0.15 


Barsalpur 

0803000400523900 

104.802 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

86.906 

0.11 

0.080 

0.00 

0.00 

0.24 

0.33 

0.00 

0.18 

0.10 

0.00 

0.000 

0.17 

0.31 


Bhoorasar 

0803000400524300 

88.232 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

61.042 

0.27 

0.080 

0.00 

0.00 

0.17 

0.24 

0.00 

0.91 

0.49 

0.00 

0.000 

0.14 

0.27 






Non-command 

Non-command 

Older Alluvium 

0.009 

0.27 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






IGNP Canal System Stage 1 

Command 

Older Alluvium 

27.181 

0.27 

0.080 

0.00 

0.00 

0.19 

0.27 

0.00 

0.13 

0.07 

0.00 

0.000 

0.06 

0.12 


Bijeri 

0803000400525700 

73.877 

Saline 

Non-command 

Non-command 

Older Alluvium 

23.943 

0.32 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.61 

0.34 

0.00 

0.000 

0.07 

0.12 


Bikendri 

0803000400525100 

14.972 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.387 

0.30 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.000 

0.02 

0.03 


Charanwala 

0803000400527000 

253.529 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.541 

0.09 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

2.650 

0.09 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.00 

0.00 


Chheela Kashmeer 

0803000400526500 

92.263 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

9.966 

0.13 

0.080 

0.00 

0.00 

0.03 

0.04 

0.00 

0.03 

0.02 

0.00 

0.000 

0.02 

0.04 


Dandkalan 

0803000400525000 

29.304 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

6.852 

0.27 

0.080 

0.00 

0.00 

0.02 

0.03 

0.00 

0.10 

0.06 

0.00 

0.000 

0.05 

0.09 






Non-command 

Non-command 

Older Alluvium 

4.649 

0.27 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.00 

0.000 

0.03 

0.06 


Dehriya 

0803000400524800 

29.883 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

29.883 

0.19 

0.080 

0.00 

0.00 

0.08 

0.12 

0.00 

0.26 

0.15 

0.00 

0.000 

0.21 

0.38 


Gajjawala 

0803000400526800 

160.709 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

61.301 

0.24 

0.080 

0.00 

0.00 

0.13 

0.24 

0.00 

0.81 

0.47 

0.00 

0.000 

0.08 

0.14 







Command 

Younger Alluvium 

63.423 

0.24 

0.100 

0.00 

0.00 

0.13 

0.24 

0.00 

1.14 

0.66 

0.00 

0.000 

0.08 

0.14 






Non-command 

Non-command 

Older Alluvium 

17.331 

0.24 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.19 

0.00 

0.000 

0.02 

0.04 







Non-command 

Younger Alluvium 

3.092 

0.24 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.000 

0.00 

0.01 


Gokal 

0803000400526100 

58.421 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

3.506 

0.16 

0.080 

0.00 

0.00 

0.01 

0.01 

0.00 

0.02 

0.01 

0.02 

0.000 

0.01 

0.02 


Jagasar 

0803000400525400 

110.204 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.682 

0.33 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.08 

0.00 

0.000 

0.01 

0.02 






IGNP Canal System Stage 1 

Command 

Older Alluvium 

0.724 

0.33 

0.080 

0.00 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 


Kabrawala 

0803000400524000 

63.151 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

62.570 

0.17 

0.080 

0.00 

0.00 

0.17 

0.24 

0.00 

0.46 

0.25 

0.00 

0.000 

0.21 

0.38 






Non-command 

Non-command 

Older Alluvium 

0.000 

0.17 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Karnisar 

0803000400524700 

35.990 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

33.417 

0.31 

0.080 

0.00 

0.00 

0.09 

0.13 

0.00 

0.62 

0.34 

0.00 

0.000 

0.19 

0.36 






Non-command 

Non-command 

Older Alluvium 

2.573 

0.31 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.000 

0.01 

0.03 


Kayamwala 

0803000400524100 

25.796 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

25.796 

0.16 

0.080 

0.00 

0.00 

0.07 

0.10 

0.00 

0.17 

0.09 

0.00 

0.000 

0.21 

0.38 


Kheroowala 

0816000202046000 

74.160 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

26.126 

0.16 

0.150 

0.00 

0.00 

0.05 

0.10 

0.00 

0.46 

0.27 

0.00 

0.012 

0.07 

0.12 


Maganwala 

0803000400524400 

46.416 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

16.407 

0.30 

0.080 

0.00 

0.00 

0.04 

0.06 

0.00 

0.29 

0.16 

0.00 

0.000 

0.07 

0.14 






Non-command 

Non-command 

Older Alluvium 

0.617 

0.30 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.00 

0.01 






IGNP Canal System Stage 1 

Command 

Older Alluvium 

29.100 

0.30 

0.080 

0.00 

0.00 

0.20 

0.29 

0.00 

0.22 

0.12 

0.00 

0.000 

0.13 

0.24 


Miranwala 

0803000400524500 

49.049 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

7.316 

0.28 

0.080 

0.00 

0.00 

0.02 

0.03 

0.00 

0.12 

0.06 

0.00 

0.000 

0.03 

0.06 






Non-command 

Non-command 

Older Alluvium 

11.649 

0.28 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.14 

0.00 

0.000 

0.05 

0.09 






IGNP Canal System Stage 1 

Command 

Older Alluvium 

0.060 

0.28 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Miyawala 

0803000400524900 

21.258 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

21.258 

0.31 

0.080 

0.00 

0.00 

0.06 

0.08 

0.00 

0.38 

0.21 

0.00 

0.000 

0.21 

0.38 


Modiya 

0803000400525200 

20.941 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

7.998 

0.32 

0.080 

0.00 

0.00 

0.02 

0.03 

0.00 

0.15 

0.08 

0.00 

0.000 

0.08 

0.14 






Non-command 

Non-command 

Older Alluvium 

12.942 

0.32 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.18 

0.00 

0.000 

0.13 

0.23 


Musewala 

0803000400524200 

47.763 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

47.763 

0.23 

0.080 

0.00 

0.00 

0.13 

0.18 

0.00 

0.58 

0.32 

0.00 

0.000 

0.21 

0.38 


Nasooma 

0803000400524600 

6.836 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.405 

0.31 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.09 

0.00 

0.000 

0.20 

0.36 






IGNP Canal System Stage 1 

Command 

Older Alluvium 

0.086 

0.31 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Panna 

0816000202046100 

188.066 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

4.890 

-0.07 

0.150 

0.00 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.01 






Non-command 

Non-command 

Younger Alluvium 

7.920 

-0.07 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.01 

0.01 


Raichandwala 

0816000202045700 

92.796 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

0.000 

1.08 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Younger Alluvium 

31.766 

1.08 

0.150 

0.00 

0.00 

0.09 

0.12 

0.00 

4.93 

2.87 

0.00 

0.015 

0.07 

0.12 






Non-command 

Non-command 

Younger Alluvium 

23.389 

1.08 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

3.78 

2.20 

0.00 

0.011 

0.05 

0.09 


Ranjeetpura 

0803000400526700 

380.914 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

142.815 

0.20 

0.080 

0.00 

0.00 

0.29 

0.55 

0.00 

1.41 

0.80 

0.00 

0.000 

0.08 

0.14 






Non-command 

Non-command 

Older Alluvium 

62.432 

0.20 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.98 

0.56 

0.00 

0.000 

0.03 

0.06 


Rawalotan Ka Tala 

0803000400526900 

65.818 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

10.595 

0.16 

0.080 

0.00 

0.00 

0.02 

0.04 

0.00 

0.07 

0.04 

0.00 

0.000 

0.03 

0.06 






Non-command 

Non-command 

Older Alluvium 

14.243 

0.16 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.11 

0.00 

0.000 

0.05 

0.08 







Non-command 

Younger Alluvium 

0.226 

0.16 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sanchoo 

0803000400523700 

103.475 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

48.035 

0.18 

0.080 

0.00 

0.00 

0.10 

0.19 

0.00 

0.42 

0.23 

0.00 

0.000 

0.10 

0.17 






Non-command 

Non-command 

Older Alluvium 

23.362 

0.18 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.19 

0.00 

0.000 

0.05 

0.08 


Tanwarawala 

0803000400525300 

19.758 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

5.740 

0.32 

0.080 

0.00 

0.00 

0.02 

0.02 

0.00 

0.11 

0.06 

0.00 

0.000 

0.06 

0.11 






Non-command 

Non-command 

Older Alluvium 

13.894 

0.32 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.19 

0.00 

0.000 

0.15 

0.27 

16004029 

Abhaisingh Pura 

0803000800639000 

24.400 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.173 

0.41 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.39 

0.22 

0.28 

0.015 

0.08 

0.13 







Non-command 

Tertiary Sandstone 

12.338 

0.41 

0.060 

0.15 

0.01 

0.00 

0.00 

0.00 

0.45 

0.26 

0.56 

0.030 

0.15 

0.27 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

0.723 

0.41 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.002 

0.01 

0.02 


Adsar 

0803000300522900 

36.435 

Fresh 

Non-command 

Non-command 

Older Alluvium 

19.046 

0.03 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.02 

0.00 

0.018 

0.12 

0.39 







Non-command 

Tertiary Sandstone 

17.389 

0.03 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.01 

0.00 

0.017 

0.11 

0.36 


Anandpura 

0803000100497700 

15.562 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

15.562 

-0.14 

0.060 

0.21 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.84 

0.001 

0.22 

0.64 


Asera 

0803000100498100 

18.062 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

7.746 

-0.32 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.001 

0.09 

0.22 


Badela 

0803000800640300 

49.560 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

8.203 

-0.25 

0.060 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.020 

0.05 

0.08 







Non-command 

Vindhyan Sandstone 

0.728 

-0.25 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.002 

0.00 

0.01 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

11.775 

-0.25 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.029 

0.08 

0.12 


Badhnu 

0803000500547300 

57.297 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

1.486 

-0.58 

0.060 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.37 

0.004 

0.01 

0.01 


Bainisar 

0803000800635500 

28.567 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.433 

0.13 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.28 

0.12 

0.17 

0.035 

0.13 

0.29 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 


(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Akasar 

0803000600559500 

0.20 

0.02 

634.40 

0.03 

0.14 

0.17 

0.00 

0.02 

0.01 

- 

0.0817 

0.1155 

- 

0.197 

0.203 

0.371 

0.019 

0.353 

- 

- 

Safe 

Akhoosar 

0803000400523800 

0.20 

0.02 

26.23 

0.02 

0.04 

0.06 

0.00 

0.02 

0.00 

- 

0.0174 

0.0328 

- 

0.050 

0.055 

0.113 

0.006 

0.108 

- 

- 

Safe 



0.20 

0.08 

10.62 

0.09 

- 

0.09 

0.01 

0.04 

0.02 

- 

- 

- 

- 

- 

0.020 

0.111 

0.006 

0.106 

- 

- 

Safe 

Annewala 

0803000400523600 

0.20 

1.10 

(88.50) 

0.88 

0.20 

1.08 

0.04 

0.23 

0.27 

- 

0.1156 

0.1633 

- 

0.279 

0.549 

1.627 

0.081 

1.546 

- 

- 

Safe 

Ballar 

0803000600559400 

0.20 

1.77 

(26.64) 

1.42 

1.94 

3.36 

0.02 

0.10 

0.45 

- 

1.1322 

1.5999 

- 

2.732 

3.183 

6.539 

0.327 

6.212 

- 

- 

Safe 

Barsalpur 

0803000400523900 

0.20 

3.01 

(296.68) 

2.40 

0.57 

2.98 

0.04 

0.22 

0.74 

- 

0.3340 

0.4720 

- 

0.806 

1.550 

4.527 

0.226 

4.300 

- 

- 

Safe 

Bhoorasar 

0803000400524300 

0.20 

1.75 

(72.06) 

1.40 

0.40 

1.80 

0.04 

0.18 

0.44 

- 

0.2346 

0.3315 

- 

0.566 

1.003 

2.803 

0.140 

2.663 

- 

- 

Safe 



0.20 

0.00 

256,478.19 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.20 

0.35 

(80.38) 

0.28 

0.46 

0.73 

0.02 

0.08 

0.09 

- 

0.2666 

0.3767 

- 

0.643 

0.730 

1.464 

0.073 

1.390 

- 

- 

Safe 

Bijeri 

0803000400525700 

0.20 

0.33 

3.67 

0.34 

- 

0.34 

0.02 

0.09 

0.08 

- 

- 

- 

- 

- 

0.083 

0.420 

0.021 

0.399 

- 

- 

Safe 

Bikendri 

0803000400525100 

0.20 

0.01 

243.35 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.007 

- 

- 

Safe 

Charanwala 

0803000400527000 

0.20 

0.00 

4,458.49 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.22 

0.00 

958.03 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

- 

- 

Safe 

Chheela Kashmeer 

0803000400526500 

0.20 

0.05 

(56.75) 

0.04 

0.07 

0.10 

0.01 

0.03 

0.01 

- 

0.0383 

0.0541 

- 

0.092 

0.104 

0.205 

0.010 

0.195 

- 

- 

Safe 

Dandkalan 

0803000400525000 

0.20 

0.07 

(14.37) 

0.06 

0.05 

0.10 

0.01 

0.06 

0.02 

- 

0.0263 

0.0372 

0.001 

0.065 

0.082 

0.185 

0.009 

0.176 

- 

- 

Safe 



0.20 

0.03 

82.44 

0.04 

- 

0.04 

0.01 

0.04 

0.01 

- 

- 

- 

- 

- 

0.008 

0.045 

0.002 

0.043 

- 

- 

Safe 

Dehriya 

0803000400524800 

0.20 

1.25 

(88.35) 

1.00 

0.20 

1.20 

0.05 

0.26 

0.31 

- 

0.1149 

0.1623 

- 

0.277 

0.590 

1.785 

0.089 

1.696 

- 

- 

Safe 

Gajjawala 

0803000400526800 

0.20 

0.97 

(51.51) 

0.77 

0.36 

1.13 

0.02 

0.10 

0.22 

- 

0.1767 

0.3329 

- 

0.510 

0.728 

1.863 

0.093 

1.770 

- 

- 

Safe 



0.22 

1.14 

(41.98) 

0.91 

0.37 

1.28 

0.02 

0.10 

0.26 

- 

0.1828 

0.3444 

- 

0.527 

0.784 

2.069 

0.103 

1.966 

- 

- 

Safe 



0.20 

0.08 

148.31 

0.09 

- 

0.09 

0.01 

0.03 

0.02 

- 

- 

- 

- 

- 

0.017 

0.110 

0.006 

0.105 

- 

- 

Safe 



0.22 

0.00 

1,482.58 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

- 

- 

Safe 

Gokal 

0803000400526100 

0.20 

0.01 

43.58 

0.01 

0.02 

0.03 

0.00 

0.02 

0.00 

- 

0.0135 

0.0190 

- 

0.033 

0.035 

0.068 

0.003 

0.065 

0.017 

26.16 

Safe 

Jagasar 

0803000400525400 

0.20 

0.01 

566.09 

0.01 

- 

0.01 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.003 

0.018 

0.001 

0.017 

- 

- 

Safe 



0.20 

0.00 

1,815.80 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

- 

0.0071 

0.0100 

- 

0.017 

0.017 

0.030 

0.001 

0.028 

- 

- 

Safe 

Kabrawala 

0803000400524000 

0.20 

2.57 

(90.26) 

2.06 

0.41 

2.47 

0.05 

0.26 

0.63 

- 

0.2405 

0.3398 

- 

0.580 

1.214 

3.683 

0.184 

3.499 

- 

- 

Safe 



0.20 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Karnisar 

0803000400524700 

0.20 

1.29 

(73.86) 

1.03 

0.22 

1.25 

0.05 

0.24 

0.33 

- 

0.1284 

0.1815 

- 

0.310 

0.635 

1.888 

0.094 

1.794 

- 

- 

Safe 



0.20 

0.01 

359.82 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.002 

0.011 

0.001 

0.011 

- 

- 

Safe 

Kayamwala 

0803000400524100 

0.20 

1.07 

(91.57) 

0.86 

0.17 

1.03 

0.05 

0.26 

0.27 

- 

0.0991 

0.1401 

- 

0.239 

0.505 

1.532 

0.077 

1.456 

- 

- 

Safe 

Kheroowala 

0816000202046000 

0.05 

0.09 

182.98 

0.11 

0.15 

0.27 

0.02 

0.09 

0.02 

- 

0.0753 

0.1419 

- 

0.217 

0.238 

0.506 

0.025 

0.481 

0.012 

2.60 

Safe 

Maganwala 

0803000400524400 

0.20 

0.24 

(35.30) 

0.19 

0.11 

0.30 

0.02 

0.09 

0.06 

- 

0.0631 

0.0891 

- 

0.152 

0.213 

0.513 

0.026 

0.487 

- 

- 

Safe 



0.20 

0.00 

2,259.82 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.20 

0.76 

(84.61) 

0.60 

0.49 

1.09 

0.03 

0.16 

0.19 

- 

0.2854 

0.4033 

- 

0.689 

0.879 

1.972 

0.099 

1.873 

- 

- 

Safe 

Miranwala 

0803000400524500 

0.20 

0.05 

40.13 

0.05 

0.05 

0.10 

0.01 

0.04 

0.01 

- 

0.0281 

0.0397 

- 

0.068 

0.079 

0.182 

0.009 

0.173 

- 

- 

Safe 



0.20 

0.11 

23.93 

0.14 

- 

0.14 

0.01 

0.06 

0.03 

- 

- 

- 

- 

- 

0.029 

0.167 

0.008 

0.159 

- 

- 

Safe 



0.20 

0.00 

6,464.31 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0006 

0.0008 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

- 

- 

Safe 

Miyawala 

0803000400524900 

0.20 

0.89 

(76.48) 

0.71 

0.14 

0.85 

0.05 

0.26 

0.22 

- 

0.0817 

0.1155 

- 

0.197 

0.420 

1.271 

0.064 

1.207 

- 

- 

Safe 

Modiya 

0803000400525200 

0.20 

0.13 

(35.52) 

0.10 

0.05 

0.15 

0.02 

0.10 

0.03 

- 

0.0307 

0.0434 

- 

0.074 

0.106 

0.261 

0.013 

0.248 

- 

- 

Safe 



0.20 

0.33 

(46.11) 

0.27 

- 

0.27 

0.03 

0.16 

0.08 

- 

- 

- 

- 

- 

0.084 

0.352 

0.018 

0.334 

- 

- 

Safe 

Musewala 

0803000400524200 

0.20 

1.99 

(84.06) 

1.59 

0.31 

1.90 

0.05 

0.26 

0.50 

- 

0.1836 

0.2594 

- 

0.443 

0.940 

2.844 

0.142 

2.701 

- 

- 

Safe 

Nasooma 

0803000400524600 

0.20 

0.25 

(64.92) 

0.20 

- 

0.20 

0.05 

0.24 

0.06 

- 

- 

- 

- 

- 

0.063 

0.263 

0.013 

0.250 

- 

- 

Safe 



0.20 

0.00 

788.23 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0008 

0.0012 

- 

0.002 

0.002 

0.004 

0.000 

0.003 

- 

- 

Safe 

Panna 

0816000202046100 

0.05 

0.00 

- 

0.00 

0.03 

0.03 

0.00 

0.01 

0.00 

- 

0.0188 

0.0266 

- 

0.045 

0.046 

0.079 

0.008 

0.071 

0.002 

3.28 

Safe 



0.05 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.004 

99.33 

Critical 

Raichandwala 

0816000202045700 

0.05 

0.00 

########## 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.11 

2,483.65 

0.13 

0.21 

0.34 

0.02 

0.09 

0.02 

- 

0.1221 

0.1725 

- 

0.295 

0.319 

0.661 

0.033 

0.628 

0.015 

2.42 

Safe 



0.05 

0.06 

3,558.09 

0.07 

- 

0.07 

0.01 

0.06 

0.01 

- 

- 

- 

- 

- 

0.013 

0.085 

0.004 

0.081 

0.011 

13.77 

Safe 

Ranjeetpura 

0803000400526700 

0.20 

2.23 

(64.18) 

1.78 

0.84 

2.62 

0.02 

0.10 

0.53 

- 

0.4117 

0.7756 

- 

1.187 

1.717 

4.340 

0.217 

4.123 

- 

- 

Safe 



0.20 

0.43 

30.91 

0.51 

- 

0.51 

0.01 

0.04 

0.10 

- 

- 

- 

- 

- 

0.101 

0.612 

0.031 

0.581 

- 

- 

Safe 

Rawalotan Ka Tala 

0803000400526900 

0.20 

0.07 

(39.29) 

0.06 

0.06 

0.12 

0.01 

0.04 

0.02 

- 

0.0305 

0.0575 

- 

0.088 

0.105 

0.224 

0.011 

0.213 

- 

- 

Safe 



0.20 

0.13 

(17.02) 

0.11 

- 

0.11 

0.01 

0.06 

0.03 

- 

- 

- 

- 

- 

0.030 

0.137 

0.007 

0.130 

- 

- 

Safe 



0.22 

0.00 

5,794.09 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Sanchoo 

0803000400523700 

0.20 

0.92 

(74.88) 

0.74 

0.28 

1.02 

0.02 

0.12 

0.22 

- 

0.1385 

0.2609 

- 

0.399 

0.622 

1.644 

0.082 

1.562 

- 

- 

Safe 



0.20 

0.22 

(13.40) 

0.19 

- 

0.19 

0.01 

0.06 

0.05 

- 

- 

- 

- 

- 

0.053 

0.242 

0.012 

0.230 

- 

- 

Safe 

Tanwarawala 

0803000400525300 

0.20 

0.07 

(14.54) 

0.06 

0.04 

0.10 

0.02 

0.08 

0.02 

- 

0.0221 

0.0312 

- 

0.053 

0.071 

0.168 

0.008 

0.160 

- 

- 

Safe 



0.20 

0.41 

(52.43) 

0.33 

- 

0.33 

0.04 

0.18 

0.10 

- 

- 

- 

- 

- 

0.103 

0.430 

0.021 

0.408 

- 

- 

Safe 

Abhaisingh Pura 

0803000800639000 

0.10 

0.05 

364.11 

0.06 

- 

0.06 

0.01 

0.09 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.076 

0.004 

0.072 

0.298 

412.52 

Over Exploited 



0.08 

0.15 

67.74 

0.18 

0.01 

0.19 

0.03 

0.18 

0.03 

0.0200 

- 

- 

- 

0.020 

0.048 

0.241 

0.012 

0.229 

0.594 

259.41 

Over Exploited 



0.08 

0.00 

1,862.70 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.013 

1,855.16 

Over Exploited 

Adsar 

0803000300522900 

0.12 

0.28 

(93.04) 

0.22 

- 

0.22 

0.03 

0.15 

0.07 

- 

- 

- 

- 

- 

0.070 

0.292 

0.015 

0.278 

0.018 

6.61 

Safe 



0.07 

0.13 

(89.47) 

0.11 

- 

0.11 

0.03 

0.14 

0.03 

- 

- 

- 

- 

- 

0.034 

0.142 

0.007 

0.135 

0.017 

12.40 

Safe 

Anandpura 

0803000100497700 

0.08 

0.28 

- 

0.28 

0.01 

0.29 

0.06 

0.28 

0.07 

0.0300 

- 

- 

- 

0.030 

0.101 

0.390 

0.039 

0.351 

0.836 

238.12 

Over Exploited 

Asera 

0803000100498100 

0.08 

0.06 

- 

0.06 

- 

0.06 

0.02 

0.12 

0.01 

- 

- 

- 

- 

- 

0.015 

0.072 

0.007 

0.064 

0.097 

150.06 

Over Exploited 

Badela 

0803000800640300 

0.08 

0.04 

- 

0.04 

- 

0.04 

0.01 

0.06 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.052 

0.005 

0.046 

0.238 

512.80 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.021 

9,397.37 

Over Exploited 



0.08 

0.07 

- 

0.07 

- 

0.07 

0.01 

0.09 

0.01 

- 

- 

- 

- 

- 

0.012 

0.086 

0.009 

0.077 

0.146 

189.09 

Over Exploited 

Badhnu 

0803000500547300 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.371 

3,709.87 

Over Exploited 

Bainisar 

0803000800635500 

0.10 

0.19 

(32.73) 

0.15 

- 

0.15 

0.03 

0.16 

0.04 

0.0100 

- 

- 

- 

0.010 

0.051 

0.199 

0.010 

0.189 

0.201 

106.48 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 







Non-command 

Tertiary Sandstone 

14.134 

0.13 

0.060 

0.05 

0.00 

0.00 

0.00 

0.00 

0.16 

0.07 

0.16 

0.035 

0.13 

0.28 


Bairasar 

0804000700654600 

27.417 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

4.199 

-0.49 

0.040 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.016 

0.05 

0.07 


Bamanwali 

0803000300516600 

16.304 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.021 

0.61 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Vindhyan Sandstone 

16.283 

0.61 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.41 

0.13 

0.03 

0.016 

0.23 

0.70 


Bamboo 

0804000700654500 

50.221 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

2.679 

-0.50 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.010 

0.02 

0.03 


Bana 

0803000800638700 

29.955 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

29.955 

-0.16 

0.060 

0.23 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.84 

0.073 

0.30 

0.51 


Bandha 

0803000100497100 

38.920 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

38.360 

-0.61 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.003 

0.22 

0.67 







Non-command 

Vindhyan Sandstone 

0.561 

-0.61 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Bapeu 

0803000800640800 

58.803 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

50.061 

-0.43 

0.060 

0.27 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.93 

0.123 

0.24 

0.41 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

1.578 

-0.43 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.004 

0.01 

0.01 


Bapeu Purohitan 

0803000800640600 

11.710 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

8.896 

-0.33 

0.060 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.022 

0.23 

0.37 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

2.814 

-0.33 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.007 

0.07 

0.12 


Barjangsar 

0803000800641900 

32.943 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

9.831 

-0.36 

0.060 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.024 

0.10 

0.15 







Non-command 

Vindhyan Sandstone 

6.784 

-0.36 

0.040 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.017 

0.07 

0.10 


Bas Karnisar 

0803000300523000 

7.008 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.226 

0.11 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 







Non-command 

Tertiary Sandstone 

6.781 

0.11 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.01 

0.00 

0.007 

0.22 

0.73 


Basi Charnan 

0803000300521600 

20.498 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

20.498 

0.61 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.77 

0.23 

0.07 

0.020 

0.23 

0.76 


Basi Maiyan 

0803000800635100 

13.403 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

13.403 

-0.19 

0.060 

0.23 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.89 

0.033 

0.25 

0.50 


Beejhansar 

0803000800632600 

66.194 

Fresh 

Non-command 

Non-command 

Older Alluvium 

54.125 

-0.04 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.132 

0.19 

0.60 







Non-command 

Tertiary Sandstone 

12.069 

-0.04 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.030 

0.04 

0.13 


Beeramsar 

0803000800633200 

11.421 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.991 

0.01 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.020 

0.18 

0.47 







Non-command 

Younger Alluvium 

3.430 

0.01 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.008 

0.08 

0.20 


Bhanipura 

0803000300521700 

13.124 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

13.124 

0.26 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.06 

0.00 

0.013 

0.23 

0.76 


Bhojas 

0803000800637600 

27.216 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

27.216 

-0.02 

0.060 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.067 

0.25 

0.53 


Bhojera 

0803000100498200 

8.950 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

8.945 

0.02 

0.060 

0.12 

0.01 

0.00 

0.00 

0.00 

0.12 

0.05 

0.48 

0.001 

0.22 

0.56 


Bigga 

0803000800639100 

73.884 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.704 

0.44 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.12 

0.04 

0.009 

0.02 

0.03 







Non-command 

Tertiary Sandstone 

0.332 

0.44 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.00 

0.00 


Chandsar 

0803000300523200 

8.191 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.936 

-0.01 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.17 

0.54 


Dandoosar 

0803000100492400 

50.521 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.465 

-0.07 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Daudsar 

0803000100492200 

16.445 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.082 

-0.93 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Vindhyan Sandstone 

0.084 

-0.93 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Delwan 

0803000800632800 

48.581 

Fresh 

Non-command 

Non-command 

Older Alluvium 

48.581 

-0.05 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.119 

0.24 

0.72 


Derajsar 

0803000800634700 

22.701 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

9.863 

-0.36 

0.060 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.64 

0.024 

0.10 

0.21 


Dhani Bhopalaram 

0803000300518200 

23.677 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

1.833 

2.06 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.07 

0.00 

0.002 

0.02 

0.06 


Dheerdesar Purohita 

0803000800633700 

21.776 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.986 

-0.01 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.005 

0.03 

0.06 


Dheereran 

0803000100496700 

13.305 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

13.305 

0.26 

0.060 

0.12 

0.01 

0.00 

0.00 

0.00 

0.31 

0.11 

0.49 

0.001 

0.22 

0.62 



0803000300517200 

19.862 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

15.455 

-0.34 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.015 

0.18 

0.59 


Dheereran Station 

0803000300516800 

23.125 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

1.364 

0.06 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.04 







Non-command 

Vindhyan Sandstone 

21.761 

0.06 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.02 

0.00 

0.021 

0.22 

0.70 


Dholiya 

0803000800633900 

13.519 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.519 

-0.03 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.033 

0.25 

0.65 


Doodimuklera 

0803000300516100 

6.948 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

6.225 

0.05 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.006 

0.21 

0.67 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

0.002 

0.05 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Doodiyali 

0803000300516200 

7.195 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.818 

0.13 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.03 

0.08 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

0.571 

0.13 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.06 


Dulchasar 

0803000800635000 

19.681 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

19.681 

-0.28 

0.060 

0.34 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.29 

0.048 

0.24 

0.49 


Dulmera 

0803000300517300 

17.540 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

12.212 

-0.32 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.012 

0.16 

0.53 


Dulmera Station 

0803000300517600 

21.274 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

4.071 

-0.14 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.04 

0.15 







Non-command 

Vindhyan Sandstone 

17.203 

-0.14 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.017 

0.19 

0.62 


Dungargarh (M) 

0803000840406000 

55.016 

Fresh 

Non-command 

Non-command 

Older Alluvium 

45.852 

0.23 

0.120 

1.23 

0.00 

0.00 

0.00 

0.01 

2.48 

1.11 

0.00 

3.742 

0.22 

0.49 







Non-command 

Tertiary Sandstone 

8.245 

0.23 

0.060 

0.22 

0.00 

0.00 

0.00 

0.00 

0.33 

0.15 

0.00 

0.673 

0.04 

0.09 


Dungargarh (Rural) 

0803000800637200 

2.793 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.793 

0.06 

0.120 

0.13 

0.01 

0.00 

0.00 

0.00 

0.14 

0.06 

0.53 

0.007 

0.25 

0.62 


Dusarena Bara 

0803000800637700 

18.300 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

18.180 

-0.20 

0.060 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.50 

0.044 

0.26 

0.51 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

0.120 

-0.20 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dusarna Pandreekji 

0803000800637800 

10.621 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

9.094 

-0.27 

0.060 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.022 

0.23 

0.44 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

1.526 

-0.27 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.004 

0.04 

0.07 


Dusarna Pipasariya 

0803000800637900 

16.622 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

16.622 

-0.28 

0.060 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.041 

0.26 

0.50 


Gajpura 

0803000800635300 

20.658 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.073 

-0.10 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Tertiary Sandstone 

20.585 

-0.10 

0.060 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.050 

0.24 

0.53 


Garabdesar 

0803000300522700 

102.753 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.786 

0.42 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.00 

0.001 

0.00 

0.01 







Non-command 

Tertiary Sandstone 

21.204 

0.42 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.54 

0.17 

0.00 

0.020 

0.05 

0.16 


Gopalsar 

0803000800635200 

18.155 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

18.155 

-0.16 

0.060 

0.25 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.96 

0.044 

0.24 

0.50 


Gusainsar 

0803000800634000 

76.285 

Fresh 

Non-command 

Non-command 

Older Alluvium 

76.285 

-0.15 

0.120 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.187 

0.24 

0.68 


Hanseran 

0803000300517400 

20.399 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

5.860 

-0.08 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.07 

0.22 


Haphasar 

0803000300516400 

72.514 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.779 

-0.33 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 


Hemasar 

0803000800637500 

11.544 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

11.544 

0.35 

0.060 

0.05 

0.00 

0.00 

0.00 

0.00 

0.29 

0.14 

0.17 

0.028 

0.26 

0.55 


Hemera 

0803000100497800 

34.264 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

33.273 

-0.25 

0.060 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.003 

0.21 

0.56 


Indpalsar Gusainsar 

0803000800639900 

22.908 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

0.095 

0.05 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jagdewala 

0803000100492300 

18.327 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

8.597 

-1.01 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.10 

0.25 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.08 

0.14 

(49.09) 

0.11 

- 

0.11 

0.03 

0.15 

0.03 

0.0100 

- 

- 

- 

0.010 

0.041 

0.155 

0.008 

0.147 

0.193 

130.77 

Over Exploited 

Bairasar 

0804000700654600 

0.12 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.040 

0.004 

0.036 

0.160 

446.13 

Over Exploited 

Bamanwali 

0803000300516600 

0.07 

0.00 

71,230.34 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.22 

(40.32) 

0.18 

0.00 

0.18 

0.06 

0.28 

0.06 

- 

- 

- 

0.001 

0.001 

0.057 

0.234 

0.012 

0.222 

0.047 

21.01 

Safe 

Bamboo 

0804000700654500 

0.12 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.001 

0.006 

0.106 

1,785.01 

Over Exploited 

Bana 

0803000800638700 

0.08 

0.71 

- 

0.71 

0.01 

0.72 

0.06 

0.35 

0.13 

0.0300 

- 

- 

- 

0.030 

0.162 

0.882 

0.088 

0.794 

0.914 

115.15 

Over Exploited 

Bandha 

0803000100497100 

0.08 

0.68 

- 

0.68 

- 

0.68 

0.06 

0.28 

0.17 

- 

- 

- 

- 

- 

0.174 

0.850 

0.085 

0.765 

0.075 

9.79 

Safe 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bapeu 

0803000800640800 

0.08 

0.97 

- 

0.97 

0.01 

0.98 

0.05 

0.29 

0.19 

0.0300 

- 

- 

- 

0.030 

0.216 

1.197 

0.120 

1.077 

1.052 

97.64 

Critical 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.017 

1,631.13 

Over Exploited 

Bapeu Purohitan 

0803000800640600 

0.08 

0.16 

- 

0.16 

- 

0.16 

0.04 

0.27 

0.03 

0.0100 

- 

- 

- 

0.010 

0.040 

0.201 

0.020 

0.181 

0.224 

123.56 

Over Exploited 



0.08 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.003 

0.019 

0.002 

0.017 

0.029 

167.74 

Over Exploited 

Barjangsar 

0803000800641900 

0.08 

0.08 

- 

0.08 

0.01 

0.09 

0.02 

0.11 

0.01 

0.0200 

- 

- 

- 

0.020 

0.033 

0.120 

0.012 

0.108 

0.456 

423.18 

Over Exploited 



0.06 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.08 

0.00 

0.0100 

- 

- 

- 

0.010 

0.015 

0.042 

0.004 

0.038 

0.317 

836.47 

Over Exploited 

Bas Karnisar 

0803000300523000 

0.12 

0.00 

194.68 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.11 

(87.24) 

0.09 

- 

0.09 

0.06 

0.28 

0.03 

- 

- 

- 

- 

- 

0.027 

0.112 

0.006 

0.107 

0.007 

6.12 

Safe 

Basi Charnan 

0803000300521600 

0.07 

0.33 

(29.77) 

0.27 

- 

0.27 

0.06 

0.29 

0.08 

- 

- 

- 

- 

- 

0.085 

0.351 

0.018 

0.333 

0.086 

25.74 

Safe 

Basi Maiyan 

0803000800635100 

0.08 

0.26 

- 

0.26 

0.01 

0.27 

0.06 

0.30 

0.06 

0.0300 

- 

- 

- 

0.030 

0.089 

0.363 

0.036 

0.327 

0.921 

281.99 

Over Exploited 

Beejhansar 

0803000800632600 

0.10 

1.03 

- 

1.03 

- 

1.03 

0.05 

0.24 

0.26 

0.0100 

- 

- 

- 

0.010 

0.269 

1.296 

0.130 

1.166 

0.331 

28.42 

Safe 



0.08 

0.04 

- 

0.04 

- 

0.04 

0.01 

0.05 

0.01 

- 

- 

- 

- 

- 

0.010 

0.051 

0.005 

0.046 

0.073 

157.56 

Over Exploited 

Beeramsar 

0803000800633200 

0.10 

0.14 

(95.11) 

0.11 

- 

0.11 

0.04 

0.22 

0.03 

- 

- 

- 

- 

- 

0.032 

0.145 

0.007 

0.138 

0.037 

26.49 

Safe 



0.22 

0.06 

(97.55) 

0.05 

- 

0.05 

0.02 

0.09 

0.01 

- 

- 

- 

- 

- 

0.013 

0.059 

0.003 

0.056 

0.008 

15.01 

Safe 

Bhanipura 

0803000300521700 

0.07 

0.21 

(70.94) 

0.17 

- 

0.17 

0.06 

0.29 

0.05 

- 

- 

- 

- 

- 

0.054 

0.224 

0.011 

0.213 

0.013 

5.93 

Safe 

Bhojas 

0803000800637600 

0.08 

0.55 

- 

0.55 

- 

0.55 

0.06 

0.31 

0.12 

- 

- 

- 

- 

- 

0.121 

0.671 

0.067 

0.604 

0.189 

31.24 

Safe 

Bhojera 

0803000100498200 

0.08 

0.15 

(69.58) 

0.12 

0.01 

0.13 

0.06 

0.27 

0.04 

0.0200 

- 

- 

- 

0.020 

0.060 

0.194 

0.010 

0.184 

0.481 

261.06 

Over Exploited 

Bigga 

0803000800639100 

0.10 

0.01 

1,958.35 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.008 

0.047 

616.40 

Over Exploited 



0.08 

0.00 

13,509.81 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Chandsar 

0803000300523200 

0.12 

0.12 

- 

0.12 

- 

0.12 

0.04 

0.21 

0.03 

- 

- 

- 

- 

- 

0.030 

0.151 

0.015 

0.136 

0.006 

4.19 

Safe 

Dandoosar 

0803000100492400 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Daudsar 

0803000100492200 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Delwan 

0803000800632800 

0.10 

1.15 

- 

1.15 

- 

1.15 

0.06 

0.30 

0.28 

- 

- 

- 

- 

- 

0.284 

1.436 

0.144 

1.292 

0.210 

16.25 

Safe 

Derajsar 

0803000800634700 

0.08 

0.08 

- 

0.08 

0.01 

0.09 

0.02 

0.12 

0.02 

0.0200 

- 

- 

- 

0.020 

0.039 

0.127 

0.013 

0.115 

0.660 

576.20 

Over Exploited 

Dhani Bhopalaram 

0803000300518200 

0.07 

0.00 

2,879.30 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.003 

0.000 

0.003 

0.002 

55.48 

Safe 

Dheerdesar Purohita 

0803000800633700 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.005 

0.072 

1,326.70 

Over Exploited 

Dheereran 

0803000100496700 

0.08 

0.23 

(52.60) 

0.19 

0.01 

0.20 

0.06 

0.28 

0.06 

0.0200 

- 

- 

- 

0.020 

0.080 

0.278 

0.014 

0.264 

0.488 

184.90 

Over Exploited 


0803000300517200 

0.06 

0.17 

- 

0.17 

- 

0.17 

0.05 

0.23 

0.04 

- 

- 

- 

- 

- 

0.043 

0.209 

0.021 

0.188 

0.028 

14.82 

Safe 

Dheereran Station 

0803000300516800 

0.07 

0.00 

8.49 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

0.000 

0.000 

0.001 

0.002 

0.000 

0.002 

0.001 

61.70 

Safe 



0.06 

0.28 

(93.50) 

0.23 

- 

0.23 

0.06 

0.27 

0.07 

- 

- 

- 

- 

- 

0.072 

0.297 

0.015 

0.282 

0.021 

7.42 

Safe 

Dholiya 

0803000800633900 

0.10 

0.34 

- 

0.34 

- 

0.34 

0.06 

0.31 

0.08 

- 

- 

- 

- 

- 

0.077 

0.417 

0.042 

0.375 

0.033 

8.82 

Safe 

Doodimuklera 

0803000300516100 

0.06 

0.08 

(95.17) 

0.06 

- 

0.06 

0.05 

0.26 

0.02 

- 

- 

- 

- 

- 

0.020 

0.081 

0.004 

0.077 

0.006 

7.79 

Safe 



0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Doodiyali 

0803000300516200 

0.06 

0.00 

1.81 

0.00 

- 

0.00 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.001 

50.92 

Safe 



0.06 

0.00 

12.50 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Dulchasar 

0803000800635000 

0.08 

0.38 

- 

0.38 

0.02 

0.40 

0.06 

0.29 

0.09 

0.0500 

- 

- 

- 

0.050 

0.137 

0.533 

0.053 

0.480 

1.340 

279.13 

Over Exploited 

Dulmera 

0803000300517300 

0.06 

0.12 

- 

0.12 

- 

0.12 

0.04 

0.20 

0.03 

- 

- 

- 

- 

- 

0.030 

0.148 

0.015 

0.133 

0.012 

8.82 

Safe 

Dulmera Station 

0803000300517600 

0.07 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.003 

0.016 

0.002 

0.014 

0.004 

27.53 

Safe 



0.06 

0.19 

- 

0.19 

- 

0.19 

0.05 

0.23 

0.05 

- 

- 

- 

- 

- 

0.049 

0.242 

0.024 

0.218 

0.030 

13.57 

Safe 

Dungargarh (M) 

0803000840406000 

0.10 

1.00 

10.12 

1.11 

0.01 

1.11 

0.05 

0.27 

0.22 

- 

- 

- 

0.012 

0.012 

0.227 

1.341 

0.067 

1.274 

3.742 

293.81 

Over Exploited 



0.08 

0.03 

471.99 

0.03 

- 

0.03 

0.01 

0.05 

0.01 

- 

- 

- 

- 

- 

0.006 

0.037 

0.002 

0.035 

0.673 

1,927.58 

Over Exploited 

Dungargarh (Rural) 

0803000800637200 

0.10 

0.07 

(20.37) 

0.06 

0.01 

0.07 

0.06 

0.31 

0.02 

0.0200 

- 

- 

- 

0.020 

0.036 

0.102 

0.005 

0.097 

0.535 

553.37 

Over Exploited 

Dusarena Bara 

0803000800637700 

0.08 

0.38 

- 

0.38 

0.01 

0.39 

0.05 

0.32 

0.08 

0.0200 

- 

- 

- 

0.020 

0.100 

0.491 

0.049 

0.442 

0.543 

123.07 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dusarna Pandreekji 

0803000800637800 

0.08 

0.17 

- 

0.17 

- 

0.17 

0.05 

0.28 

0.03 

0.0100 

- 

- 

- 

0.010 

0.044 

0.212 

0.021 

0.191 

0.315 

165.07 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.005 

0.020 

384.92 

Over Exploited 

Dusarna Pipasariya 

0803000800637900 

0.08 

0.34 

- 

0.34 

- 

0.34 

0.06 

0.31 

0.07 

0.0100 

- 

- 

- 

0.010 

0.083 

0.426 

0.043 

0.383 

0.379 

98.75 

Critical 

Gajpura 

0803000800635300 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.40 

- 

0.40 

- 

0.40 

0.06 

0.30 

0.09 

0.0100 

- 

- 

- 

0.010 

0.101 

0.501 

0.050 

0.451 

0.232 

51.51 

Safe 

Garabdesar 

0803000300522700 

0.12 

0.00 

4,733.77 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.07 

0.07 

135.79 

0.09 

- 

0.09 

0.01 

0.06 

0.02 

- 

- 

- 

- 

- 

0.018 

0.104 

0.005 

0.098 

0.020 

20.76 

Safe 

Gopalsar 

0803000800635200 

0.08 

0.34 

- 

0.34 

0.01 

0.35 

0.06 

0.29 

0.08 

0.0400 

- 

- 

- 

0.040 

0.120 

0.472 

0.047 

0.425 

1.000 

235.60 

Over Exploited 

Gusainsar 

0803000800634000 

0.10 

1.84 

- 

1.84 

- 

1.84 

0.06 

0.30 

0.44 

0.0100 

- 

- 

- 

0.010 

0.450 

2.286 

0.229 

2.058 

0.383 

18.60 

Safe 

Hanseran 

0803000300517400 

0.06 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.08 

0.01 

- 

- 

- 

- 

- 

0.006 

0.029 

0.003 

0.026 

0.006 

21.36 

Safe 

Haphasar 

0803000300516400 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Hemasar 

0803000800637500 

0.08 

0.24 

(42.82) 

0.19 

- 

0.19 

0.06 

0.32 

0.05 

0.0100 

- 

- 

- 

0.010 

0.062 

0.255 

0.013 

0.242 

0.198 

81.82 

Semi Critical 

Hemera 

0803000100497800 

0.08 

0.57 

- 

0.57 

- 

0.57 

0.05 

0.27 

0.14 

0.0100 

- 

- 

- 

0.010 

0.155 

0.724 

0.072 

0.651 

0.363 

55.67 

Safe 

Indpalsar Gusainsar 

0803000800639900 

0.08 

0.00 

1,876.22 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jagdewala 

0803000100492300 

0.08 

0.07 

- 

0.07 

- 

0.07 

0.03 

0.13 

0.02 

- 

- 

- 

- 

- 

0.018 

0.086 

0.009 

0.078 

0.025 

31.80 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Jaisalsar 

080300080063710C 

37.350 

Fresh 

Non-command 

Non-command 

Older Alluvium 

17.034 

0.24 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.58 

0.30 

0.28 

0.042 

0.13 

0.25 







Non-command 

Tertiary Sandstone 

10.554 

0.24 

0.060 

0.05 

0.00 

0.00 

0.00 

0.00 

0.20 

0.11 

0.18 

0.026 

0.08 

0.16 


Jaisan 

080300030051690C 

21.734 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

21.734 

0.50 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.45 

0.14 

0.02 

0.021 

0.23 

0.73 


Jakhar Wala 

0803000300517500 

11.859 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

4.456 

0.72 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.04 

0.00 

0.004 

0.09 

0.29 


Jakhasar 

0803000800640500 

32.627 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

20.829 

-0.29 

0.060 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.55 

0.051 

0.20 

0.31 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

11.798 

-0.29 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.029 

0.11 

0.18 


Jakhasar Bhomisingw 

0803000800640900 

6.083 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

6.083 

-0.25 

0.060 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.015 

0.31 

0.49 


Jakhasar Bhomudaika 

0803000800641000 

7.158 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

7.158 

-0.23 

0.060 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.018 

0.31 

0.49 


Jalabsar 

0803000800633000 

37.843 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.962 

-0.07 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.027 

0.07 

0.20 







Non-command 

Younger Alluvium 

26.414 

-0.07 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.065 

0.17 

0.48 


Jetasar 

0803000800635600 

52.859 

Fresh 

Non-command 

Non-command 

Older Alluvium 

33.526 

0.01 

0.120 

0.11 

0.00 

0.00 

0.00 

0.00 

0.15 

0.07 

0.35 

0.082 

0.17 

0.38 


Jhanjheu 

0803000800634400 

38.497 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.122 

-0.06 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Tertiary Sandstone 

38.375 

-0.06 

0.060 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.094 

0.23 

0.55 


Jodhasar 

0803000800634300 

34.207 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.181 

-0.07 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.018 

0.05 

0.12 







Non-command 

Tertiary Sandstone 

27.026 

-0.07 

0.060 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.066 

0.19 

0.44 


Jogiyasan 

0803000300521400 

5.845 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

1.567 

1.82 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.05 

0.00 

0.002 

0.06 

0.21 


Kakar Ichchha 

0803000300518000 

9.718 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.468 

1.95 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.00 

0.000 

0.01 

0.04 







Non-command 

Vindhyan Sandstone 

0.000 

1.95 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kalkal Muklera 

0803000300518100 

13.480 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

4.435 

1.81 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.48 

0.15 

0.00 

0.004 

0.08 

0.25 


Kaloo 

0803000300521800 

119.181 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

48.819 

0.76 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

2.26 

0.69 

0.07 

0.047 

0.09 

0.31 


Kalyansar 

0803000800638400 

75.269 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

30.405 

-0.46 

0.060 

0.24 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.87 

0.074 

0.11 

0.20 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

44.864 

-0.46 

0.060 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.48 

0.110 

0.17 

0.29 


Kalyansar Naya 

0803000800638500 

7.946 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

7.946 

-0.42 

0.060 

0.22 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.87 

0.019 

0.29 

0.50 


Karnisar Beekan 

0803000100497200 

34.817 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

34.817 

0.39 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.82 

0.26 

0.00 

0.003 

0.23 

0.70 


Katariyasar 

0803000100496600 

61.990 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

38.096 

0.13 

0.060 

0.15 

0.01 

0.00 

0.00 

0.00 

0.43 

0.18 

0.60 

0.003 

0.13 

0.32 


Keu 

0803000800640400 

31.310 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

6.544 

-0.23 

0.060 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.016 

0.07 

0.10 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

24.766 

-0.23 

0.060 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.061 

0.25 

0.40 


Khapharsar 

0803000300523300 

11.925 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.751 

0.08 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.01 

0.00 

0.006 

0.13 

0.42 







Non-command 

Tertiary Sandstone 

2.059 

0.08 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.002 

0.04 

0.13 


Kharda 

0803000100497500 

63.671 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

63.671 

0.28 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

1.07 

0.33 

0.00 

0.005 

0.23 

0.75 


Khari 

0803000300517700 

29.527 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

27.486 

0.08 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.04 

0.03 

0.026 

0.21 

0.70 







Non-command 

Vindhyan Sandstone 

2.041 

0.08 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.002 

0.02 

0.05 


Kheenyera 

0803000300515900 

12.221 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.341 

-0.14 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Khiyani Bas 

0803000800638800 

10.360 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.631 

-0.06 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.002 

0.02 

0.03 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

9.729 

-0.06 

0.060 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.47 

0.024 

0.28 

0.49 


Kisturiya 

0803000300516500 

42.635 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

15.077 

-0.92 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.015 

0.08 

0.23 







Non-command 

Vindhyan Sandstone 

25.032 

-0.92 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.024 

0.13 

0.38 


Koobiya 

0803000300523400 

12.502 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.066 

-0.04 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.06 


Kotasar 

0803000800638000 

24.248 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

24.248 

-0.42 

0.060 

0.25 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.91 

0.059 

0.25 

0.49 


Kujti 

0803000300517800 

59.007 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

59.007 

0.28 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

1.03 

0.32 

0.03 

0.057 

0.23 

0.75 


Kunpalsar 

0803000800641800 

13.840 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

1.054 

-0.31 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.003 

0.02 

0.04 







Non-command 

Vindhyan Sandstone 

12.786 

-0.31 

0.040 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.47 

0.031 

0.30 

0.45 


Ladera 

0803000100496900 

44.289 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

8.279 

0.14 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.05 

0.001 

0.04 

0.09 


Ladhriya 

0803000800632900 

33.951 

Fresh 

Non-command 

Non-command 

Older Alluvium 

33.951 

0.06 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.28 

0.10 

0.02 

0.083 

0.24 

0.71 


Lakhansar 

0803000800633100 

26.760 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.253 

-0.18 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 







Non-command 

Younger Alluvium 

9.562 

-0.18 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.023 

0.09 

0.23 


Lakhasar 

0803000800635400 

50.117 

Fresh 

Non-command 

Non-command 

Older Alluvium 

41.680 

-0.09 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.102 

0.20 

0.49 







Non-command 

Tertiary Sandstone 

8.437 

-0.09 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.021 

0.04 

0.10 


Likhmisar Dikhnada 

0803000800638300 

37.577 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

21.204 

-0.66 

0.060 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.70 

0.052 

0.15 

0.26 


Likhmisar Utrada 

0803000800638200 

21.517 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

15.386 

-0.69 

0.060 

0.31 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.18 

0.038 

0.19 

0.34 


Lodheran 

0803000800632700 

13.904 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.904 

-0.13 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.034 

0.23 

0.73 


Maharana 

0803000300517000 

7.930 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

7.930 

-0.15 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.008 

0.23 

0.75 


Malasar 

0803000100497000 

49.980 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

29.895 

-0.24 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.13 

0.33 


Manakrasar 

0803000800634100 

35.561 

Fresh 

Non-command 

Non-command 

Older Alluvium 

35.561 

-0.13 

0.120 

0.12 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.087 

0.24 

0.67 


Molaniya 

0803000100496800 

22.030 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

21.668 

0.37 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.53 

0.19 

0.14 

0.002 

0.22 

0.61 


Nakodesar 

0803000300523500 

26.298 

Fresh 

Non-command 

Non-command 

Older Alluvium 

18.510 

-0.07 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.018 

0.17 

0.51 







Non-command 

Younger Alluvium 

3.704 

-0.07 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.03 

0.10 


Narsisar 

0803000800634600 

43.907 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

3.279 

-0.54 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.008 

0.02 

0.03 


Nathusar 

0803000300522800 

20.735 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.461 

0.14 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.03 

0.00 

0.007 

0.08 

0.27 







Non-command 

Tertiary Sandstone 

13.274 

0.14 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.03 

0.00 

0.013 

0.15 

0.48 


Nosariya 

0803000800640200 

13.616 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

1.413 

-0.09 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.003 

0.03 

0.05 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

5.125 

-0.09 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.013 

0.12 

0.19 


Panpaliya 

0804000300610000 

24.815 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.967 

-0.19 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.03 

0.08 


Patam Desar 

0804000300615100 

31.220 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

11.112 

-0.17 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.016 

0.09 

0.24 


Pundalsar 

0803000800637400 

44.564 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

34.144 

0.08 

0.060 

0.08 

0.00 

0.00 

0.00 

0.00 

0.25 

0.13 

0.21 

0.084 

0.21 

0.40 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

10.420 

0.08 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.02 

0.026 

0.06 

0.12 


Punrasar 

0803000800632500 

109.872 

Fresh 

Non-command 

Non-command 

Older Alluvium 

70.503 

-0.10 

0.120 

0.22 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.65 

0.173 

0.15 

0.43 







Non-command 

Tertiary Sandstone 

39.369 

-0.10 

0.060 

0.12 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.096 

0.08 

0.24 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Jaisalsar 

0803000800637100 

0.10 

0.22 

34.44 

0.27 

- 

0.27 

0.03 

0.16 

0.04 

0.0100 

- 

- 

- 

0.010 

0.053 

0.323 

0.016 

0.307 

0.318 

103.53 

Over Exploited 



0.08 

0.07 

54.87 

0.08 

- 

0.08 

0.02 

0.10 

0.01 

0.0100 

- 

- 

- 

0.010 

0.023 

0.106 

0.005 

0.101 

0.202 

200.20 

Over Exploited 

Jaisan 

0803000300516900 

0.06 

0.30 

(53.03) 

0.24 

- 

0.24 

0.06 

0.29 

0.08 

- 

- 

- 

- 

- 

0.076 

0.314 

0.016 

0.299 

0.039 

13.04 

Safe 

Jakhar Wala 

0803000300517500 

0.06 

0.02 

67.35 

0.03 

- 

0.03 

0.02 

0.11 

0.01 

- 

- 

- 

- 

- 

0.006 

0.034 

0.002 

0.032 

0.004 

13.34 

Safe 

Jakhasar 

0803000800640500 

0.08 

0.33 

- 

0.33 

0.01 

0.34 

0.03 

0.23 

0.06 

0.0200 

- 

- 

- 

0.020 

0.078 

0.419 

0.042 

0.377 

0.605 

160.59 

Over Exploited 



0.08 

0.11 

- 

0.11 

- 

0.11 

0.02 

0.13 

0.02 

- 

- 

- 

- 

- 

0.019 

0.125 

0.012 

0.112 

0.148 

131.80 

Over Exploited 

Jakhasar Bhomisingw 

0803000800640900 

0.08 

0.15 

- 

0.15 

- 

0.15 

0.05 

0.37 

0.03 

0.0100 

- 

- 

- 

0.010 

0.037 

0.188 

0.019 

0.169 

0.217 

128.23 

Over Exploited 

Jakhasar Bhomudaika 

0803000800641000 

0.08 

0.18 

- 

0.18 

- 

0.18 

0.05 

0.37 

0.03 

0.0100 

- 

- 

- 

0.010 

0.041 

0.220 

0.022 

0.198 

0.191 

96.05 

Critical 

Jalabsar 

0803000800633000 

0.10 

0.08 

- 

0.08 

- 

0.08 

0.02 

0.09 

0.02 

- 

- 

- 

- 

- 

0.018 

0.097 

0.010 

0.088 

0.044 

50.05 

Safe 



0.22 

1.01 

- 

1.01 

- 

1.01 

0.04 

0.21 

0.24 

- 

- 

- 

- 

- 

0.236 

1.243 

0.124 

1.119 

0.130 

11.59 

Safe 

Jetasar 

0803000800635600 

0.10 

0.57 

(88.35) 

0.46 

- 

0.46 

0.04 

0.21 

0.12 

0.0100 

- 

- 

- 

0.010 

0.130 

0.585 

0.029 

0.556 

0.432 

77.68 

Semi Critical 

Jhanjheu 

0803000800634400 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.70 

- 

0.70 

0.01 

0.71 

0.06 

0.28 

0.17 

0.0200 

- 

- 

- 

0.020 

0.191 

0.903 

0.090 

0.813 

0.499 

61.37 

Safe 

Jodhasar 

0803000800634300 

0.10 

0.04 

- 

0.04 

- 

0.04 

0.01 

0.06 

0.01 

- 

- 

- 

- 

- 

0.008 

0.044 

0.004 

0.039 

0.099 

249.88 

Over Exploited 



0.08 

0.40 

- 

0.40 

- 

0.40 

0.04 

0.23 

0.10 

0.0100 

- 

- 

- 

0.010 

0.106 

0.507 

0.051 

0.456 

0.371 

81.40 

Semi Critical 

Jogiyasan 

0803000300521400 

0.07 

0.01 

658.12 

0.01 

- 

0.01 

0.02 

0.08 

0.00 

- 

- 

- 

- 

- 

0.002 

0.010 

0.000 

0.009 

0.002 

16.02 

Safe 

Kakar Ichchha 

0803000300518000 

0.07 

0.00 

4,426.18 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kalkal Muklera 

0803000300518100 

0.07 

0.02 

515.67 

0.03 

- 

0.03 

0.02 

0.10 

0.01 

- 

- 

- 

- 

- 

0.006 

0.034 

0.002 

0.033 

0.004 

13.06 

Safe 

Kaloo 

0803000300521800 

0.07 

0.32 

111.44 

0.39 

0.00 

0.39 

0.02 

0.12 

0.08 

- 

- 

- 

0.005 

0.005 

0.088 

0.480 

0.024 

0.456 

0.119 

26.10 

Safe 

Kalyansar 

0803000800638400 

0.08 

0.27 

- 

0.27 

0.01 

0.28 

0.02 

0.13 

0.05 

0.0300 

- 

- 

- 

0.030 

0.084 

0.368 

0.037 

0.331 

0.948 

286.16 

Over Exploited 



0.08 

0.60 

- 

0.60 

0.01 

0.61 

0.03 

0.20 

0.12 

0.0200 

- 

- 

- 

0.020 

0.137 

0.745 

0.074 

0.670 

0.586 

87.41 

Semi Critical 

Kalyansar Naya 

0803000800638500 

0.08 

0.18 

- 

0.18 

0.01 

0.19 

0.05 

0.35 

0.03 

0.0300 

- 

- 

- 

0.030 

0.065 

0.260 

0.026 

0.234 

0.892 

381.69 

Over Exploited 

Karnisar Beekan 

0803000100497200 

0.08 

0.63 

(57.86) 

0.50 

- 

0.50 

0.06 

0.28 

0.16 

- 

- 

- 

- 

- 

0.161 

0.663 

0.033 

0.630 

0.003 

0.42 

Safe 

Katariyasar 

0803000100496600 

0.08 

0.40 

(55.33) 

0.32 

0.01 

0.33 

0.03 

0.16 

0.10 

0.0200 

- 

- 

- 

0.020 

0.124 

0.452 

0.023 

0.429 

0.603 

140.48 

Over Exploited 

Keu 

0803000800640400 

0.08 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.08 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.050 

0.005 

0.045 

0.227 

500.86 

Over Exploited 



0.08 

0.49 

- 

0.49 

- 

0.49 

0.04 

0.29 

0.09 

0.0100 

- 

- 

- 

0.010 

0.096 

0.588 

0.059 

0.529 

0.362 

68.33 

Safe 

Khapharsar 

0803000300523300 

0.12 

0.11 

(87.46) 

0.09 

- 

0.09 

0.03 

0.17 

0.03 

- 

- 

- 

- 

- 

0.027 

0.113 

0.006 

0.107 

0.006 

6.08 

Safe 



0.07 

0.01 

(46.56) 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.002 

34.17 

Safe 

Kharda 

0803000100497500 

0.08 

1.17 

(72.00) 

0.94 

- 

0.94 

0.06 

0.29 

0.30 

- 

- 

- 

- 

- 

0.300 

1.239 

0.062 

1.177 

0.005 

0.41 

Safe 

Khari 

0803000300517700 

0.07 

0.41 

(89.31) 

0.33 

0.00 

0.33 

0.05 

0.27 

0.11 

- 

- 

- 

0.001 

0.001 

0.107 

0.437 

0.022 

0.415 

0.056 

13.60 

Safe 



0.06 

0.00 

(2.35) 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.002 

86.22 

Semi Critical 

Kheenyera 

0803000300515900 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khiyani Bas 

0803000800638800 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.086 

8,784.70 

Over Exploited 



0.08 

0.22 

- 

0.22 

0.01 

0.23 

0.05 

0.33 

0.04 

0.0200 

- 

- 

- 

0.020 

0.060 

0.287 

0.029 

0.258 

0.489 

189.19 

Over Exploited 

Kisturiya 

0803000300516500 

0.07 

0.08 

- 

0.08 

- 

0.08 

0.02 

0.10 

0.02 

- 

- 

- 

- 

- 

0.021 

0.103 

0.010 

0.093 

0.015 

15.61 

Safe 



0.06 

0.19 

- 

0.19 

- 

0.19 

0.03 

0.16 

0.05 

- 

- 

- 

- 

- 

0.050 

0.244 

0.024 

0.220 

0.024 

10.97 

Safe 

Koobiya 

0803000300523400 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.003 

0.000 

0.003 

0.001 

35.69 

Safe 

Kotasar 

0803000800638000 

0.08 

0.49 

- 

0.49 

0.01 

0.50 

0.06 

0.31 

0.11 

0.0300 

- 

- 

- 

0.030 

0.137 

0.633 

0.063 

0.570 

0.971 

170.55 

Over Exploited 

Kujti 

0803000300517800 

0.07 

0.95 

(66.74) 

0.76 

- 

0.76 

0.06 

0.29 

0.24 

- 

- 

- 

- 

- 

0.243 

1.004 

0.050 

0.954 

0.087 

9.10 

Safe 

Kunpalsar 

0803000800641800 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.041 

1,851.14 

Over Exploited 



0.06 

0.23 

- 

0.23 

0.01 

0.24 

0.05 

0.35 

0.04 

0.0200 

- 

- 

- 

0.020 

0.059 

0.299 

0.030 

0.269 

0.496 

184.40 

Over Exploited 

Ladera 

0803000100496900 

0.08 

0.03 

35.19 

0.03 

- 

0.03 

0.01 

0.05 

0.01 

- 

- 

- 

- 

- 

0.007 

0.038 

0.002 

0.036 

0.049 

135.14 

Over Exploited 

Ladhriya 

0803000800632900 

0.10 

0.82 

(88.22) 

0.65 

- 

0.65 

0.06 

0.30 

0.20 

- 

- 

- 

- 

- 

0.198 

0.851 

0.043 

0.809 

0.100 

12.38 

Safe 

Lakhansar 

0803000800633100 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.22 

0.20 

- 

0.20 

- 

0.20 

0.02 

0.12 

0.04 

- 

- 

- 

- 

- 

0.043 

0.243 

0.024 

0.218 

0.049 

22.63 

Safe 

Lakhasar 

0803000800635400 

0.10 

0.84 

- 

0.84 

0.00 

0.84 

0.05 

0.25 

0.20 

- 

- 

- 

0.001 

0.001 

0.196 

1.041 

0.104 

0.937 

0.208 

22.20 

Safe 



0.08 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.05 

0.01 

- 

- 

- 

- 

- 

0.006 

0.034 

0.003 

0.031 

0.040 

129.24 

Over Exploited 

Likhmisar Dikhnada 

0803000800638300 

0.08 

0.25 

- 

0.25 

0.01 

0.26 

0.03 

0.18 

0.05 

0.0300 

- 

- 

- 

0.030 

0.082 

0.344 

0.034 

0.309 

0.748 

241.81 

Over Exploited 

Likhmisar Utrada 

0803000800638200 

0.08 

0.23 

- 

0.23 

0.01 

0.24 

0.04 

0.22 

0.05 

0.0400 

- 

- 

- 

0.040 

0.088 

0.326 

0.033 

0.293 

1.214 

413.65 

Over Exploited 

Lodheran 

0803000800632700 

0.10 

0.33 

- 

0.33 

- 

0.33 

0.06 

0.29 

0.08 

- 

- 

- 

- 

- 

0.081 

0.407 

0.041 

0.366 

0.156 

42.58 

Safe 

Maharana 

0803000300517000 

0.06 

0.11 

- 

0.11 

- 

0.11 

0.06 

0.29 

0.03 

- 

- 

- 

- 

- 

0.028 

0.137 

0.014 

0.123 

0.008 

6.18 

Safe 

Malasar 

0803000100497000 

0.08 

0.30 

- 

0.30 

- 

0.30 

0.03 

0.16 

0.08 

- 

- 

- 

- 

- 

0.080 

0.384 

0.038 

0.346 

0.002 

0.66 

Safe 

Manakrasar 

0803000800634100 

0.10 

0.84 

- 

0.84 

- 

0.84 

0.06 

0.29 

0.20 

0.0100 

- 

- 

- 

0.010 

0.215 

1.058 

0.106 

0.952 

0.466 

48.94 

Safe 

Molaniya 

0803000100496800 

0.08 

0.37 

(50.34) 

0.30 

- 

0.30 

0.06 

0.27 

0.10 

0.0100 

- 

- 

- 

0.010 

0.106 

0.405 

0.020 

0.385 

0.146 

37.86 

Safe 

Nakodesar 

0803000300523500 

0.12 

0.37 

- 

0.37 

- 

0.37 

0.04 

0.21 

0.09 

- 

- 

- 

- 

- 

0.092 

0.462 

0.046 

0.416 

0.018 

4.29 

Safe 



0.20 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.04 

0.01 

- 

- 

- 

- 

- 

0.006 

0.031 

0.003 

0.028 

0.004 

12.85 

Safe 

Narsisar 

0803000800634600 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.001 

0.005 

0.080 

1,630.00 

Over Exploited 

Nathusar 

0803000300522800 

0.12 

0.07 

(65.92) 

0.06 

- 

0.06 

0.02 

0.10 

0.02 

- 

- 

- 

- 

- 

0.019 

0.079 

0.004 

0.075 

0.007 

9.59 

Safe 



0.07 

0.14 

(75.47) 

0.11 

0.00 

0.11 

0.04 

0.19 

0.04 

- 

- 

- 

0.001 

0.001 

0.036 

0.147 

0.007 

0.140 

0.013 

9.15 

Safe 

Nosariya 

0803000800640200 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.032 

809.95 

Over Exploited 



0.08 

0.05 

- 

0.05 

- 

0.05 

0.02 

0.14 

0.01 

- 

- 

- 

- 

- 

0.008 

0.059 

0.006 

0.053 

0.053 

99.64 

Critical 

Panpaliya 

0804000300610000 

0.15 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.003 

0.016 

0.002 

0.015 

0.004 

29.79 

Safe 

Patam Desar 

0804000300615100 

0.15 

0.16 

- 

0.16 

- 

0.16 

0.02 

0.11 

0.03 

- 

- 

- 

- 

- 

0.034 

0.190 

0.019 

0.171 

0.016 

9.55 

Safe 

Pundalsar 

0803000800637400 

0.08 

0.57 

(77.67) 

0.46 

- 

0.46 

0.04 

0.25 

0.12 

0.0100 

- 

- 

- 

0.010 

0.126 

0.584 

0.029 

0.554 

0.290 

52.23 

Safe 



0.08 

0.05 

(40.87) 

0.04 

- 

0.04 

0.01 

0.08 

0.01 

- 

- 

- 

- 

- 

0.011 

0.053 

0.003 

0.051 

0.050 

97.54 

Critical 

Punrasar 

0803000800632500 

0.10 

1.04 

- 

1.04 

0.01 

1.05 

0.04 

0.18 

0.26 

0.0200 

- 

- 

- 

0.020 

0.280 

1.327 

0.133 

1.194 

0.818 

68.48 

Safe 



0.08 

0.26 

- 

0.26 

- 

0.26 

0.02 

0.10 

0.06 

0.0100 

- 

- 

- 

0.010 

0.075 

0.333 

0.033 

0.300 

0.451 

150.41 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Rajalwara 

080400030061520C 

8.307 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.004 

-0.23 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rajedoo 

0803000800640700 

49.101 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

15.838 

-0.43 

0.060 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.039 

0.09 

0.15 


Rajera 

0803000100497600 

12.593 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

12.593 

-0.05 

0.060 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.73 

0.001 

0.23 

0.69 


Rajpura 

0803000800632400 

35.737 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.448 

0.05 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.02 

0.04 

0.016 

0.04 

0.13 







Non-command 

Tertiary Sandstone 

29.289 

0.05 

0.060 

0.07 

0.00 

0.00 

0.00 

0.00 

0.16 

0.05 

0.18 

0.072 

0.19 

0.60 


Ranasar Hansawatan 

0803000800641200 

4.335 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

3.352 

-0.22 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.008 

0.24 

0.38 







Non-command 

Vindhyan Sandstone 

0.983 

-0.22 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.002 

0.07 

0.11 


Ranasar Narukan 

0803000800641100 

2.406 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

2.384 

-0.25 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.006 

0.32 

0.49 







Non-command 

Vindhyan Sandstone 

0.022 

-0.25 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ranisar 

0803000100498300 

17.167 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

1.132 

-0.23 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.03 


Rawansar 

0803000300523100 

30.210 

Fresh 

Non-command 

Non-command 

Older Alluvium 

28.795 

0.01 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.01 

0.00 

0.028 

0.22 

0.71 







Non-command 

Tertiary Sandstone 

1.416 

0.01 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.03 


Reda 

0804000700652500 

17.560 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.178 

-0.32 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.00 

0.00 


Riri 

0803000800638900 

76.836 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.127 

0.07 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Tertiary Sandstone 

9.254 

0.07 

0.060 

0.06 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.21 

0.023 

0.04 

0.06 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

43.603 

0.07 

0.060 

0.13 

0.00 

0.00 

0.00 

0.00 

0.31 

0.18 

0.37 

0.107 

0.18 

0.29 


Roopera 

0803000100497400 

18.967 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

18.967 

0.06 

0.060 

0.06 

0.00 

0.00 

0.00 

0.00 

0.13 

0.04 

0.22 

0.001 

0.23 

0.68 


Runiya Barawas 

0803000100497300 

56.336 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

56.336 

0.29 

0.060 

0.09 

0.00 

0.00 

0.00 

0.00 

1.07 

0.35 

0.34 

0.004 

0.23 

0.69 


Sadheran 

0803000300517100 

14.712 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

13.274 

-0.31 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.013 

0.21 

0.68 


Sahajarasar 

0803000300521500 

79.104 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

79.104 

0.91 

0.060 

0.06 

0.00 

0.00 

0.00 

0.00 

4.36 

1.32 

0.12 

0.076 

0.23 

0.76 


Salasar 

0803000800637300 

31.192 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

29.815 

0.30 

0.060 

0.13 

0.01 

0.00 

0.00 

0.00 

0.65 

0.34 

0.41 

0.073 

0.27 

0.52 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

1.377 

0.30 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.003 

0.01 

0.02 


Samandsar 

0803000800634200 

63.911 

Fresh 

Non-command 

Non-command 

Older Alluvium 

63.911 

-0.10 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.156 

0.24 

0.63 


Sanwatsar 

0803000800638100 

47.245 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

42.899 

-0.65 

0.060 

0.69 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.63 

0.105 

0.22 

0.42 


Satleran 

0803000800637000 

16.444 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.073 

0.51 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Serera 

0803000100497900 

19.139 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

9.217 

-0.43 

0.060 

0.49 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.97 

0.001 

0.10 

0.25 


Sheruna 

0803000800634500 

114.644 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

98.289 

-0.23 

0.060 

0.67 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.36 

0.241 

0.19 

0.44 


Sodhwali 

0803000300516300 

42.915 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

8.547 

0.52 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.06 

0.00 

0.008 

0.04 

0.14 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

5.080 

0.52 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.03 

0.00 

0.005 

0.03 

0.08 


Somasar 

0804000300609900 

52.573 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

25.086 

-0.21 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.037 

0.11 

0.35 


Soniyasar Godaran 

0803000800641400 

12.365 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.995 

-0.19 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.002 

0.03 

0.04 


Soniyasar Mithiya 

0803000800641300 

7.507 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.751 

-0.21 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.002 

0.03 

0.05 







Non-command 

Vindhyan Sandstone 

4.368 

-0.21 

0.040 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.011 

0.19 

0.28 


Soniyasar Udaikarna 

0804000700652600 

8.608 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.233 

-0.21 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 


Soniyasar Unchaira 

0803000800641700 

7.353 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

2.026 

-0.27 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.005 

0.09 

0.13 


Sudsar 

0803000800634800 

34.266 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

6.950 

-0.53 

0.060 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.72 

0.017 

0.05 

0.09 


Surjansar 

0803000800633500 

9.268 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.710 

0.00 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.007 

0.08 

0.19 


Surnana 

0803000300517900 

26.890 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

8.366 

1.11 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.56 

0.17 

0.00 

0.008 

0.07 

0.24 







Non-command 

Vindhyan Sandstone 

8.039 

1.11 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.11 

0.00 

0.008 

0.07 

0.23 


Tejrasar 

0803000100502600 

61.894 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.615 

-0.84 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.000 

0.00 

0.00 


Teu 

0803000800634900 

19.545 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

18.902 

-0.46 

0.060 

0.60 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.36 

0.046 

0.23 

0.45 


Thukariyasar 

0803000800633800 

59.084 

Fresh 

Non-command 

Non-command 

Older Alluvium 

20.879 

0.08 

0.120 

0.13 

0.01 

0.00 

0.00 

0.00 

0.33 

0.14 

0.46 

0.051 

0.10 

0.22 


Toliyasar 

0803000800635700 

60.555 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.699 

0.08 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.07 

0.07 

0.031 

0.06 

0.13 


Udasar Charnan 

0803000800633400 

11.561 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.522 

-0.18 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.006 

0.06 

0.14 







Non-command 

Younger Alluvium 

0.014 

-0.18 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Udrasar 

0803000800633300 

77.703 

Fresh 

Non-command 

Non-command 

Older Alluvium 

77.410 

0.09 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.91 

0.34 

0.03 

0.189 

0.25 

0.67 


Upni 

0803000800638600 

24.539 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

24.539 

-0.35 

0.060 

0.30 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.11 

0.060 

0.29 

0.51 


Uttamdesar 

0803000300516700 

14.247 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

6.606 

0.18 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.02 

0.00 

0.006 

0.11 

0.33 







Non-command 

Vindhyan Sandstone 

7.642 

0.18 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.00 

0.007 

0.12 

0.39 

16004030 

Akadeeyawala 

0803000100492000 

16.308 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

16.308 

-0.17 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.001 

0.21 

0.48 


Asera 

0803000100498100 

18.062 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

10.316 

-0.32 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.001 

0.12 

0.29 


Badrasar 

0803000200509100 

17.405 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

14.898 

1.35 

0.060 

0.00 

0.00 

0.02 

0.03 

0.00 

1.16 

0.61 

0.00 

0.001 

0.17 

0.33 







Command 

Vindhyan Sandstone 

0.104 

1.35 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Tertiary Sandstone 

0.387 

1.35 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.000 

0.00 

0.01 







Non-command 

Vindhyan Sandstone 

2.016 

1.35 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.00 

0.000 

0.02 

0.04 


Bambloo 

0803000100498400 

51.105 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

51.105 

-0.20 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.004 

0.20 

0.41 


Barala 

0803000200507600 

32.153 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.629 

0.13 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.000 

0.02 

0.03 


Basi Sahajbardaran 

0803000100496200 

11.164 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

8.308 

0.52 

0.060 

0.06 

0.00 

0.01 

0.02 

0.00 

0.29 

0.15 

0.24 

0.001 

0.15 

0.29 






Non-command 

Non-command 

Tertiary Sandstone 

2.856 

0.52 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.07 

0.000 

0.05 

0.10 


Beechhwal (rural) 

0803000100495600 

39.657 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

14.856 

0.52 

0.060 

0.00 

0.00 

0.02 

0.03 

0.02 

0.40 

0.21 

0.00 

0.001 

0.07 

0.14 






Non-command 

Non-command 

Tertiary Sandstone 

23.021 

0.52 

0.060 

0.00 

0.00 

0.00 

0.00 

0.01 

0.71 

0.37 

0.00 

0.002 

0.12 

0.22 


Belasar 

0803000100502800 

29.836 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.216 

-0.82 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.00 

0.00 


Bhairupawa 

0803000100493500 

18.377 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

5.952 

0.54 

0.060 

0.00 

0.00 

0.01 

0.01 

0.00 

0.17 

0.09 

0.00 

0.000 

0.07 

0.13 






Non-command 

Non-command 

Tertiary Sandstone 

2.606 

0.54 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.04 

0.00 

0.000 

0.03 

0.05 







Non-command 

Vindhyan Sandstone 

8.415 

0.54 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.10 

0.00 

0.001 

0.09 

0.18 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

1.403 

0.54 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.000 

0.02 

0.03 


Bhanipura 

0803000200509500 

195.173 

Saline 

Non-command 

Non-command 

Older Alluvium 

9.522 

0.30 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.16 

0.00 

0.000 

0.01 

0.02 


Bherookheera 

0803000100493400 

42.718 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

32.613 

-0.13 

0.060 

0.00 

0.00 

0.04 

0.06 

0.00 

0.00 

0.00 

0.00 

0.002 

0.15 

0.30 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Rajalwara 

0804000300615200 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rajedoo 

0803000800640700 

0.08 

0.11 

- 

0.11 

- 

0.11 

0.02 

0.11 

0.02 

0.0100 

- 

- 

- 

0.010 

0.032 

0.144 

0.014 

0.130 

0.387 

298.53 

Over Exploited 

Rajera 

0803000100497600 

0.08 

0.23 

- 

0.23 

0.01 

0.24 

0.06 

0.28 

0.06 

0.0300 

- 

- 

- 

0.030 

0.088 

0.327 

0.033 

0.294 

0.732 

248.74 

Over Exploited 

Rajpura 

0803000800632400 

0.10 

0.03 

(31.69) 

0.02 

- 

0.02 

0.01 

0.05 

0.01 

- 

- 

- 

- 

- 

0.007 

0.028 

0.001 

0.027 

0.057 

211.67 

Over Exploited 



0.08 

0.44 

(88.85) 

0.35 

- 

0.35 

0.05 

0.24 

0.11 

0.0100 

- 

- 

- 

0.010 

0.122 

0.476 

0.024 

0.452 

0.247 

54.54 

Safe 

Ranasar Hansawatan 

0803000800641200 

0.08 

0.07 

- 

0.07 

- 

0.07 

0.04 

0.29 

0.01 

- 

- 

- 

- 

- 

0.011 

0.077 

0.008 

0.069 

0.123 

177.76 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.004 

0.040 

902.79 

Over Exploited 

Ranasar Narukan 

0803000800641100 

0.08 

0.06 

- 

0.06 

- 

0.06 

0.05 

0.37 

0.01 

- 

- 

- 

- 

- 

0.010 

0.071 

0.007 

0.064 

0.092 

144.16 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ranisar 

0803000100498300 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.000 

6.03 

Safe 

Rawansar 

0803000300523100 

0.12 

0.77 

(98.57) 

0.61 

0.00 

0.61 

0.06 

0.28 

0.19 

- 

- 

- 

0.000 

0.000 

0.194 

0.809 

0.040 

0.768 

0.028 

3.61 

Safe 



0.07 

0.00 

(72.30) 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

125.87 

Over Exploited 

Reda 

0804000700652500 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.009 

15,399.12 

Over Exploited 

Riri 

0803000800638900 

0.10 

0.00 

9,125.07 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.03 

110.59 

0.03 

- 

0.03 

0.01 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.015 

0.048 

0.002 

0.046 

0.232 

507.16 

Over Exploited 



0.08 

0.61 

(70.22) 

0.49 

- 

0.49 

0.03 

0.21 

0.11 

0.0100 

- 

- 

- 

0.010 

0.119 

0.610 

0.030 

0.579 

0.473 

81.58 

Semi Critical 

Roopera 

0803000100497400 

0.08 

0.34 

(87.44) 

0.27 

- 

0.27 

0.06 

0.28 

0.09 

0.0100 

- 

- 

- 

0.010 

0.097 

0.371 

0.019 

0.353 

0.221 

62.78 

Safe 

Runiya Barawas 

0803000100497300 

0.08 

1.02 

(65.67) 

0.81 

- 

0.81 

0.06 

0.28 

0.26 

0.0100 

- 

- 

- 

0.010 

0.271 

1.085 

0.054 

1.031 

0.339 

32.90 

Safe 

Sadheran 

0803000300517100 

0.06 

0.17 

- 

0.17 

- 

0.17 

0.05 

0.26 

0.04 

- 

- 

- 

- 

- 

0.042 

0.208 

0.021 

0.187 

0.013 

6.84 

Safe 

Sahajarasar 

0803000300521500 

0.07 

1.28 

3.35 

1.32 

0.00 

1.32 

0.06 

0.29 

0.33 

- 

- 

- 

0.000 

0.000 

0.328 

1.652 

0.083 

1.569 

0.196 

12.50 

Safe 

Salasar 

0803000800637300 

0.08 

0.64 

(47.44) 

0.51 

0.01 

0.52 

0.05 

0.32 

0.13 

0.0200 

- 

- 

- 

0.020 

0.147 

0.668 

0.033 

0.634 

0.481 

75.81 

Semi Critical 



0.08 

0.00 

823.98 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.010 

572.47 

Over Exploited 

Samandsar 

0803000800634200 

0.10 

1.51 

- 

1.51 

- 

1.51 

0.06 

0.29 

0.36 

- 

- 

- 

- 

- 

0.364 

1.876 

0.188 

1.688 

0.271 

16.08 

Safe 

Sanwatsar 

0803000800638100 

0.08 

0.77 

- 

0.77 

0.03 

0.80 

0.05 

0.27 

0.17 

0.1000 

- 

- 

- 

0.100 

0.271 

1.069 

0.107 

0.962 

2.738 

284.52 

Over Exploited 

Satleran 

0803000800637000 

0.10 

0.00 

24,635.79 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Serera 

0803000100497900 

0.08 

0.08 

- 

0.08 

0.02 

0.10 

0.03 

0.13 

0.02 

0.0700 

- 

- 

- 

0.070 

0.090 

0.186 

0.019 

0.168 

1.969 

1,173.91 

Over Exploited 

Sheruna 

0803000800634500 

0.08 

1.49 

- 

1.49 

0.03 

1.52 

0.05 

0.24 

0.37 

0.0900 

- 

- 

- 

0.090 

0.464 

1.986 

0.199 

1.787 

2.605 

145.73 

Over Exploited 

Sodhwali 

0803000300516300 

0.06 

0.02 

146.45 

0.03 

- 

0.03 

0.01 

0.06 

0.01 

- 

- 

- 

- 

- 

0.006 

0.034 

0.002 

0.032 

0.008 

25.83 

Safe 



0.06 

0.01 

211.37 

0.01 

- 

0.01 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.002 

0.012 

0.001 

0.011 

0.005 

43.47 

Safe 

Somasar 

0804000300609900 

0.15 

0.43 

- 

0.43 

- 

0.43 

0.03 

0.14 

0.11 

- 

- 

- 

- 

- 

0.105 

0.534 

0.053 

0.481 

0.043 

8.91 

Safe 

Soniyasar Godaran 

0803000800641400 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.038 

1,819.29 

Over Exploited 

Soniyasar Mithiya 

0803000800641300 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.057 

2,809.79 

Over Exploited 



0.06 

0.05 

- 

0.05 

- 

0.05 

0.03 

0.22 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.067 

0.007 

0.060 

0.352 

582.52 

Over Exploited 

Soniyasar Udaikarna 

0804000700652600 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.009 

4,376.47 

Over Exploited 

Soniyasar Unchaira 

0803000800641700 

0.06 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.10 

0.00 

- 

- 

- 

- 

- 

0.002 

0.013 

0.001 

0.011 

0.134 

1,172.51 

Over Exploited 

Sudsar 

0803000800634800 

0.08 

0.03 

- 

0.03 

0.01 

0.04 

0.01 

0.06 

0.01 

0.0300 

- 

- 

- 

0.030 

0.036 

0.072 

0.007 

0.065 

0.732 

1,127.48 

Over Exploited 

Surjansar 

0803000800633500 

0.10 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.09 

0.00 

- 

- 

- 

- 

- 

0.005 

0.026 

0.003 

0.023 

0.031 

132.27 

Over Exploited 

Surnana 

0803000300517900 

0.07 

0.04 

299.03 

0.05 

- 

0.05 

0.02 

0.09 

0.01 

- 

- 

- 

- 

- 

0.011 

0.061 

0.003 

0.058 

0.008 

13.81 

Safe 



0.06 

0.03 

223.10 

0.04 

- 

0.04 

0.02 

0.09 

0.01 

- 

- 

- 

- 

- 

0.009 

0.049 

0.002 

0.046 

0.008 

16.77 

Safe 

Tejrasar 

0803000100502600 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.096 

80,123.05 

Over Exploited 

Teu 

0803000800634900 

0.08 

0.35 

- 

0.35 

0.03 

0.38 

0.05 

0.28 

0.08 

0.0900 

- 

- 

- 

0.090 

0.171 

0.548 

0.055 

0.493 

2.403 

487.25 

Over Exploited 

Thukariyasar 

0803000800633800 

0.10 

0.20 

(29.52) 

0.16 

0.01 

0.17 

0.02 

0.12 

0.04 

0.0200 

- 

- 

- 

0.020 

0.062 

0.232 

0.012 

0.220 

0.512 

232.77 

Over Exploited 

Toliyasar 

0803000800635700 

0.10 

0.07 

(5.89) 

0.07 

- 

0.07 

0.01 

0.07 

0.02 

- 

- 

- 

- 

- 

0.015 

0.085 

0.004 

0.080 

0.105 

130.54 

Over Exploited 

Udasar Charnan 

0803000800633400 

0.10 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.003 

0.018 

0.002 

0.016 

0.054 

332.00 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Udrasar 

0803000800633300 

0.10 

1.94 

(82.43) 

1.55 

- 

1.55 

0.06 

0.31 

0.44 

- 

- 

- 

- 

- 

0.445 

1.995 

0.100 

1.895 

0.215 

11.37 

Safe 

Upni 

0803000800638600 

0.08 

0.56 

- 

0.56 

0.01 

0.57 

0.06 

0.34 

0.11 

0.0400 

- 

- 

- 

0.040 

0.148 

0.718 

0.072 

0.646 

1.165 

180.35 

Over Exploited 

Uttamdesar 

0803000300516700 

0.07 

0.05 

(54.80) 

0.04 

- 

0.04 

0.03 

0.13 

0.01 

- 

- 

- 

- 

- 

0.012 

0.051 

0.003 

0.049 

0.006 

13.01 

Safe 



0.06 

0.06 

(70.09) 

0.04 

0.00 

0.05 

0.03 

0.15 

0.01 

- 

- 

- 

0.001 

0.001 

0.015 

0.061 

0.003 

0.058 

0.007 

12.73 

Safe 

Akadeeyawala 

0803000100492000 

0.08 

0.27 

- 

0.27 

- 

0.27 

0.05 

0.26 

0.07 

- 

- 

- 

- 

- 

0.072 

0.343 

0.034 

0.309 

0.108 

35.05 

Safe 

Asera 

0803000100498100 

0.08 

0.10 

- 

0.10 

- 

0.10 

0.03 

0.15 

0.03 

0.0100 

- 

- 

- 

0.010 

0.036 

0.137 

0.014 

0.123 

0.145 

117.55 

Over Exploited 

Badrasar 

0803000200509100 

0.08 

0.21 

195.42 

0.25 

0.05 

0.30 

0.05 

0.22 

0.06 

- 

0.0286 

0.0405 

- 

0.069 

0.124 

0.420 

0.021 

0.399 

0.001 

0.28 

Safe 



0.08 

0.00 

27,108.97 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.08 

0.00 

11,720.57 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

1,418.10 

0.00 

- 

0.00 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.005 

0.000 

2.91 

Safe 

Bambloo 

0803000100498400 

0.08 

0.84 

- 

0.84 

- 

0.84 

0.05 

0.26 

0.22 

- 

- 

- 

- 

- 

0.222 

1.059 

0.106 

0.953 

0.095 

9.95 

Safe 

Barala 

0803000200507600 

0.20 

0.01 

96.90 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.002 

0.013 

0.001 

0.012 

- 

- 

Safe 

Basi Sahajbardaran 

0803000100496200 

0.08 

0.10 

52.99 

0.12 

0.03 

0.15 

0.04 

0.19 

0.03 

0.0100 

0.0160 

0.0226 

- 

0.049 

0.075 

0.222 

0.011 

0.211 

0.241 

114.22 

Over Exploited 



0.08 

0.01 

384.15 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.003 

0.017 

0.001 

0.016 

0.072 

440.92 

Over Exploited 

Beechhwal (rural) 

0803000100495600 

0.08 

0.09 

134.44 

0.11 

0.07 

0.18 

0.02 

0.09 

0.02 

- 

0.0285 

0.0403 

0.034 

0.103 

0.127 

0.306 

0.015 

0.290 

0.001 

0.39 

Safe 



0.08 

0.21 

75.72 

0.26 

0.01 

0.27 

0.03 

0.15 

0.06 

- 

- 

- 

0.018 

0.018 

0.076 

0.344 

0.017 

0.326 

0.002 

0.53 

Safe 

Belasar 

0803000100502800 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.024 

79,049.29 

Over Exploited 

Bhairupawa 

0803000100493500 

0.08 

0.03 

192.82 

0.04 

0.02 

0.06 

0.02 

0.08 

0.01 

- 

0.0114 

0.0162 

- 

0.028 

0.036 

0.093 

0.005 

0.088 

0.000 

0.51 

Safe 



0.08 

0.01 

644.36 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.002 

0.009 

0.000 

0.008 

0.000 

2.37 

Safe 



0.08 

0.06 

53.57 

0.07 

- 

0.07 

0.02 

0.12 

0.02 

- 

- 

- 

- 

- 

0.017 

0.091 

0.005 

0.087 

0.001 

0.74 

Safe 



0.08 

0.00 

820.01 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.000 

4.41 

Safe 

Bhanipura 

0803000200509500 

0.20 

0.02 

713.01 

0.02 

- 

0.02 

0.00 

0.01 

0.01 

- 

- 

- 

- 

- 

0.005 

0.028 

0.001 

0.027 

- 

- 

Safe 

Bherookheera 

0803000100493400 

0.08 

0.40 

- 

0.40 

0.11 

0.51 

0.04 

0.20 

0.11 

- 

0.0627 

0.0886 

0.005 

0.156 

0.264 

0.775 

0.077 

0.697 

0.002 

0.35 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 







Command 

Vindhyan Sandstone 

2.833 

-0.13 

0.040 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.03 






Non-command 

Non-command 

Tertiary Sandstone 

1.088 

-0.13 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Vindhyan Sandstone 

6.184 

-0.13 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.06 


Bhojera 

0803000100498200 

8.950 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.005 

0.02 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bikaner (M CL) 

0803000140301000 

61.581 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

3.328 

0.25 

0.060 

0.17 

0.00 

0.00 

0.00 

0.00 

0.22 

0.12 

0.00 

0.504 

0.01 

0.02 


Chak Garbi (rural) 

0803000100494800 

44.810 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

36.577 

1.13 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

2.50 

1.31 

0.10 

0.003 

0.16 

0.31 


Chandasar 

0803000400530100 

25.967 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.005 

0.04 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Daiya 

0803000100494400 

5.135 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

4.567 

0.44 

0.060 

0.02 

0.00 

0.01 

0.01 

0.00 

0.12 

0.07 

0.10 

0.000 

0.18 

0.34 






Non-command 

Non-command 

Tertiary Sandstone 

0.568 

0.44 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.04 


Dandoosar 

0803000100492400 

50.521 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

7.856 

-0.07 

0.060 

0.01 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.02 

0.001 

0.03 

0.07 






Non-command 

Non-command 

Tertiary Sandstone 

42.200 

-0.07 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.003 

0.17 

0.39 


Daudsar 

0803000100492200 

16.445 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

6.207 

-0.93 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.08 

0.21 







Non-command 

Vindhyan Sandstone 

10.072 

-0.93 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.13 

0.33 


Derajsar 

0803000800634700 

22.701 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

4.538 

-0.36 

0.060 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.011 

0.05 

0.09 


Derjogran 

0803000200508100 

2.042 

Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

0.113 

0.11 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Dholera Hissa Pemji 

0803000200508700 

8.730 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

8.687 

-0.18 

0.060 

0.00 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.00 

0.001 

0.20 

0.40 






Non-command 

Non-command 

Tertiary Sandstone 

0.043 

-0.18 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dholera No.l 

0803000200507900 

13.241 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

0.282 

-0.07 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 







Command 

Vindhyan Sandstone 

0.176 

-0.07 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 






Non-command 

Non-command 

Tertiary Sandstone 

3.123 

-0.07 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.05 

0.10 







Non-command 

Vindhyan Sandstone 

9.661 

-0.07 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.15 

0.30 


Dholera No.2 

0803000200508500 

2.391 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

1.421 

-0.08 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.12 

0.24 






Non-command 

Non-command 

Tertiary Sandstone 

0.967 

-0.08 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.08 

0.17 







Non-command 

Vindhyan Sandstone 

0.002 

-0.08 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dholeramagji Hissa 

0803000200508600 

4.649 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

3.276 

-0.06 

0.060 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.14 

0.29 






Non-command 

Non-command 

Tertiary Sandstone 

1.373 

-0.06 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.06 

0.12 


Gajner 

0803000400528600 

27.691 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

11.705 

0.13 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.00 

0.000 

0.09 

0.15 


Gersar 

0803000100496500 

18.842 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

18.842 

-0.03 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.001 

0.20 

0.40 


Gol Pratapsingh 

0803000100493900 

13.877 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

5.603 

0.23 

0.060 

0.00 

0.00 

0.01 

0.01 

0.00 

0.06 

0.03 

0.00 

0.000 

0.08 

0.15 







Command 

Vindhyan Sandstone 

8.274 

0.23 

0.040 

0.00 

0.00 

0.01 

0.02 

0.00 

0.05 

0.03 

0.00 

0.001 

0.12 

0.23 


Goyalri 

0803000400530200 

11.356 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

4.760 

0.04 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.09 

0.15 


Gusaisar 

0803000100502500 

33.731 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

33.584 

-1.25 

0.060 

0.47 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.87 

0.003 

0.21 

0.44 


Haphasar 

0803000300516400 

72.514 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

40.706 

-0.33 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.039 

0.12 

0.34 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

10.692 

-0.33 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.010 

0.03 

0.09 


Hemera 

0803000100497800 

34.264 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.991 

-0.25 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Himtasar 

0803000100498800 

25.473 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

5.865 

0.22 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.05 

0.07 

0.000 

0.05 

0.09 


Husangsar 

0803000100496400 

14.373 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

3.156 

0.32 

0.060 

0.00 

0.00 

0.00 

0.01 

0.00 

0.05 

0.03 

0.00 

0.000 

0.04 

0.09 






Non-command 

Non-command 

Tertiary Sandstone 

11.217 

0.32 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.11 

0.00 

0.001 

0.16 

0.31 


Jagdewala 

0803000100492300 

18.327 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

0.097 

-1.01 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Tertiary Sandstone 

9.633 

-1.01 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.11 

0.28 


Jagnnathsar 

0803000100496300 

13.778 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

3.595 

0.61 

0.060 

0.00 

0.00 

0.00 

0.01 

0.00 

0.12 

0.06 

0.00 

0.000 

0.05 

0.10 






Non-command 

Non-command 

Tertiary Sandstone 

10.183 

0.61 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.20 

0.00 

0.001 

0.15 

0.29 


Jaimalsar 

0803000200509700 

112.637 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

5.077 

0.23 

0.060 

0.00 

0.00 

0.01 

0.01 

0.00 

0.05 

0.03 

0.00 

0.000 

0.01 

0.02 





Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

0.307 

0.23 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Tertiary Sandstone 

33.641 

0.23 

0.060 

0.00 

0.00 

0.05 

0.06 

0.00 

0.35 

0.19 

0.00 

0.003 

0.06 

0.11 







Command 

Vindhyan Sandstone 

15.882 

0.23 

0.040 

0.00 

0.00 

0.02 

0.03 

0.00 

0.09 

0.05 

0.00 

0.001 

0.03 

0.05 






Non-command 

Non-command 

Older Alluvium 

11.860 

0.23 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.12 

0.00 

0.001 

0.02 

0.04 







Non-command 

Vindhyan Sandstone 

21.432 

0.23 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.11 

0.00 

0.002 

0.04 

0.07 


Jalalsar 

0803000100492700 

12.370 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

4.749 

-0.05 

0.060 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.01 

0.000 

0.08 

0.16 






Non-command 

Non-command 

Tertiary Sandstone 

6.866 

-0.05 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.11 

0.24 







Non-command 

Vindhyan Sandstone 

0.754 

-0.05 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.03 


Jalwali 

0803000200508900 

41.012 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

6.889 

0.13 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.001 

0.03 

0.07 





Saline 

Non-command 

Non-command 

Older Alluvium 

11.387 

0.13 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.06 

0.00 

0.001 

0.06 

0.11 







Non-command 

Vindhyan Sandstone 

17.109 

0.13 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.00 

0.001 

0.08 

0.17 


Jamsar 

0803000100492600 

19.572 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

5.161 

-0.06 

0.060 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.05 

0.12 






Non-command 

Non-command 

Tertiary Sandstone 

13.702 

-0.06 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.14 

0.32 







Non-command 

Vindhyan Sandstone 

0.709 

-0.06 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Kalasar 

0803000200508200 

85.589 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

6.418 

0.05 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.04 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

0.017 

0.05 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kanasar 

0803000100493000 

71.889 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

22.729 

-0.01 

0.060 

0.00 

0.00 

0.03 

0.04 

0.00 

0.00 

0.00 

0.00 

0.002 

0.06 

0.12 






Non-command 

Non-command 

Tertiary Sandstone 

49.160 

-0.01 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.14 

0.26 


Katariyasar 

0803000100496600 

61.990 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

23.894 

0.13 

0.060 

0.09 

0.00 

0.00 

0.00 

0.00 

0.27 

0.11 

0.36 

0.002 

0.08 

0.20 


Kawni 

0803000200509600 

134.964 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

13.525 

0.30 

0.060 

0.00 

0.00 

0.02 

0.03 

0.00 

0.20 

0.10 

0.00 

0.001 

0.02 

0.04 







Command 

Vindhyan Sandstone 

9.272 

0.30 

0.040 

0.00 

0.00 

0.01 

0.02 

0.00 

0.08 

0.04 

0.00 

0.001 

0.01 

0.03 






Non-command 

Non-command 

Tertiary Sandstone 

0.000 

0.30 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Vindhyan Sandstone 

0.369 

0.30 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

11.858 

0.30 

0.040 

0.00 

0.00 

0.02 

0.02 

0.00 

0.10 

0.05 

0.00 

0.001 

0.02 

0.03 






Non-command 

Non-command 

Older Alluvium 

12.924 

0.30 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.16 

0.00 

0.001 

0.02 

0.04 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.08 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0054 

0.0077 

- 

0.013 

0.014 

0.026 

0.003 

0.024 

0.000 

0.91 

Safe 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.08 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.004 

0.018 

0.002 

0.016 

0.000 

2.85 

Safe 

Bhojera 

0803000100498200 

0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bikaner (M CL) 

0803000140301000 

0.08 

0.00 

3,950.94 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.504 

12,437.39 

Over Exploited 

Chak Garbi (rural) 

0803000100494800 

0.08 

0.47 

175.84 

0.57 

- 

0.57 

0.04 

0.21 

0.13 

- 

- 

- 

- 

- 

0.130 

0.699 

0.035 

0.664 

0.099 

14.87 

Safe 

Chandasar 

0803000400530100 

0.10 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Daiya 

0803000100494400 

0.08 

0.07 

1.12 

0.07 

0.02 

0.08 

0.05 

0.23 

0.02 

- 

0.0088 

0.0124 

- 

0.021 

0.039 

0.120 

0.006 

0.114 

0.096 

84.38 

Semi Critical 



0.08 

0.00 

686.53 

0.00 

- 

0.00 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.000 

3.04 

Safe 

Dandoosar 

0803000100492400 

0.08 

0.02 

- 

0.02 

0.03 

0.05 

0.01 

0.04 

0.01 

- 

0.0151 

0.0213 

- 

0.036 

0.042 

0.088 

0.009 

0.079 

0.025 

31.12 

Safe 



0.08 

0.58 

- 

0.58 

- 

0.58 

0.05 

0.22 

0.15 

- 

- 

- 

- 

- 

0.154 

0.737 

0.074 

0.663 

0.123 

18.57 

Safe 

Daudsar 

0803000100492200 

0.08 

0.04 

- 

0.04 

- 

0.04 

0.02 

0.10 

0.01 

- 

- 

- 

- 

- 

0.010 

0.050 

0.005 

0.045 

0.000 

1.04 

Safe 



0.08 

0.10 

- 

0.10 

- 

0.10 

0.03 

0.16 

0.03 

- 

- 

- 

- 

- 

0.027 

0.132 

0.013 

0.119 

0.012 

9.89 

Safe 

Derajsar 

0803000800634700 

0.08 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.031 

0.003 

0.028 

0.306 

1,111.67 

Over Exploited 

Derjogran 

0803000200508100 

0.08 

0.00 

94.70 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dholera Hissa Pemji 

0803000200508700 

0.08 

0.14 

- 

0.14 

0.03 

0.17 

0.05 

0.26 

0.04 

- 

0.0167 

0.0236 

- 

0.040 

0.078 

0.246 

0.025 

0.222 

0.001 

0.30 

Safe 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dholera No.l 

0803000200507900 

0.08 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0005 

0.0008 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

1.01 

Safe 



0.08 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0005 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

1.04 

Safe 



0.08 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.003 

0.015 

0.002 

0.014 

0.000 

1.73 

Safe 



0.08 

0.11 

- 

0.11 

- 

0.11 

0.04 

0.19 

0.03 

- 

- 

- 

- 

- 

0.031 

0.145 

0.015 

0.131 

0.001 

0.56 

Safe 

Dholera No.2 

0803000200508500 

0.08 

0.01 

- 

0.01 

0.00 

0.02 

0.03 

0.15 

0.00 

- 

0.0027 

0.0039 

- 

0.007 

0.010 

0.029 

0.003 

0.026 

0.000 

0.42 

Safe 



0.08 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.10 

0.00 

- 

- 

- 

- 

- 

0.002 

0.008 

0.001 

0.007 

0.000 

1.01 

Safe 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dholeramagji Hissa 

0803000200508600 

0.08 

0.04 

- 

0.04 

0.01 

0.05 

0.04 

0.18 

0.01 

- 

0.0063 

0.0089 

- 

0.015 

0.025 

0.074 

0.007 

0.066 

0.000 

0.38 

Safe 



0.08 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.08 

0.00 

- 

- 

- 

- 

- 

0.002 

0.008 

0.001 

0.008 

0.000 

1.39 

Safe 

Gajner 

0803000400528600 

0.10 

0.10 

(49.38) 

0.08 

0.00 

0.08 

0.02 

0.11 

0.03 

- 

- 

- 

0.002 

0.002 

0.029 

0.113 

0.006 

0.107 

- 

- 

Safe 

Gersar 

0803000100496500 

0.08 

0.31 

- 

0.31 

- 

0.31 

0.05 

0.26 

0.08 

- 

- 

- 

- 

- 

0.082 

0.388 

0.039 

0.349 

0.036 

10.43 

Safe 

Gol Pratapsingh 

0803000100493900 

0.08 

0.04 

(14.86) 

0.03 

0.02 

0.05 

0.02 

0.10 

0.01 

- 

0.0108 

0.0152 

- 

0.026 

0.036 

0.085 

0.004 

0.081 

0.000 

0.52 

Safe 



0.08 

0.08 

(67.61) 

0.06 

0.03 

0.09 

0.03 

0.15 

0.02 

- 

0.0159 

0.0225 

- 

0.038 

0.060 

0.151 

0.008 

0.143 

0.001 

0.44 

Safe 

Goyalri 

0803000400530200 

0.10 

0.04 

(84.18) 

0.03 

- 

0.03 

0.02 

0.11 

0.01 

- 

- 

- 

- 

- 

0.011 

0.045 

0.002 

0.043 

- 

- 

Safe 

Gusaisar 

0803000100502500 

0.08 

0.57 

- 

0.57 

0.02 

0.59 

0.05 

0.27 

0.15 

0.0700 

- 

- 

- 

0.070 

0.216 

0.802 

0.080 

0.722 

1.875 

259.66 

Over Exploited 

Haphasar 

0803000300516400 

0.06 

0.30 

- 

0.30 

- 

0.30 

0.03 

0.15 

0.08 

- 

- 

- 

- 

- 

0.077 

0.374 

0.037 

0.337 

0.039 

11.63 

Safe 



0.06 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.04 

0.01 

- 

- 

- 

- 

- 

0.005 

0.026 

0.003 

0.023 

0.010 

44.28 

Safe 

Hemera 

0803000100497800 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Himtasar 

0803000100498800 

0.08 

0.02 

134.36 

0.03 

- 

0.03 

0.01 

0.06 

0.01 

- 

- 

- 

- 

- 

0.006 

0.032 

0.002 

0.031 

0.072 

237.13 

Over Exploited 

Husangsar 

0803000100496400 

0.08 

0.01 

128.79 

0.01 

0.01 

0.02 

0.01 

0.06 

0.00 

- 

0.0061 

0.0086 

- 

0.015 

0.018 

0.041 

0.002 

0.039 

0.000 

0.61 

Safe 



0.08 

0.14 

(22.10) 

0.11 

- 

0.11 

0.04 

0.20 

0.04 

- 

- 

- 

- 

- 

0.038 

0.151 

0.008 

0.143 

0.001 

0.59 

Safe 

Jagdewala 

0803000100492300 

0.08 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0003 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.08 

0.09 

- 

0.09 

- 

0.09 

0.03 

0.14 

0.02 

- 

- 

- 

- 

- 

0.022 

0.108 

0.011 

0.097 

0.025 

25.41 

Safe 

Jagnnathsar 

0803000100496300 

0.08 

0.02 

315.42 

0.02 

0.01 

0.03 

0.01 

0.07 

0.00 

- 

0.0069 

0.0098 

- 

0.017 

0.021 

0.051 

0.003 

0.048 

0.000 

0.57 

Safe 



0.08 

0.12 

61.05 

0.15 

- 

0.15 

0.04 

0.19 

0.03 

- 

- 

- 

- 

- 

0.033 

0.178 

0.009 

0.169 

0.001 

0.46 

Safe 

Jaimalsar 

0803000200509700 

0.08 

0.00 

658.03 

0.00 

0.02 

0.02 

0.00 

0.01 

0.00 

- 

0.0098 

0.0138 

- 

0.024 

0.024 

0.046 

0.002 

0.043 

0.000 

0.89 

Safe 



0.15 

0.00 

9,583.89 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0006 

0.0008 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

1.00 

Safe 



0.08 

0.17 

14.51 

0.19 

0.11 

0.30 

0.02 

0.08 

0.04 

- 

0.0646 

0.0914 

- 

0.156 

0.200 

0.499 

0.025 

0.474 

0.003 

0.54 

Safe 



0.08 

0.04 

35.93 

0.04 

0.05 

0.10 

0.01 

0.04 

0.01 

- 

0.0305 

0.0431 

- 

0.074 

0.083 

0.180 

0.009 

0.171 

0.001 

0.70 

Safe 



0.15 

0.04 

204.98 

0.05 

- 

0.05 

0.01 

0.03 

0.01 

- 

- 

- 

- 

- 

0.010 

0.056 

0.003 

0.053 

0.001 

1.68 

Safe 



0.08 

0.07 

58.24 

0.08 

- 

0.08 

0.01 

0.05 

0.02 

- 

- 

- 

- 

- 

0.018 

0.098 

0.005 

0.093 

0.002 

1.74 

Safe 

Jalalsar 

0803000100492700 

0.08 

0.03 

- 

0.03 

0.02 

0.05 

0.02 

0.10 

0.01 

- 

0.0091 

0.0129 

- 

0.022 

0.030 

0.075 

0.008 

0.068 

0.011 

16.75 

Safe 



0.08 

0.06 

- 

0.06 

- 

0.06 

0.03 

0.14 

0.02 

- 

- 

- 

- 

- 

0.017 

0.079 

0.008 

0.071 

0.012 

16.22 

Safe 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Jalwali 

0803000200508900 

0.08 

0.02 

(3.79) 

0.02 

- 

0.02 

0.01 

0.04 

0.01 

- 

- 

- 

- 

- 

0.005 

0.023 

0.001 

0.022 

0.001 

2.38 

Safe 



0.15 

0.10 

(37.75) 

0.08 

- 

0.08 

0.02 

0.07 

0.03 

- 

- 

- 

- 

- 

0.026 

0.103 

0.005 

0.098 

0.001 

0.88 

Safe 



0.08 

0.12 

(61.22) 

0.09 

- 

0.09 

0.02 

0.11 

0.03 

- 

- 

- 

- 

- 

0.031 

0.124 

0.006 

0.118 

0.001 

1.10 

Safe 

Jamsar 

0803000100492600 

0.08 

0.02 

- 

0.02 

0.02 

0.04 

0.01 

0.07 

0.01 

- 

0.0099 

0.0140 

- 

0.024 

0.030 

0.069 

0.007 

0.062 

0.000 

0.63 

Safe 



0.08 

0.16 

- 

0.16 

0.00 

0.16 

0.04 

0.18 

0.04 

- 

- 

- 

0.001 

0.001 

0.043 

0.203 

0.020 

0.182 

0.012 

6.60 

Safe 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.000 

- 

Safe 

Kalasar 

0803000200508200 

0.08 

0.01 

(24.95) 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.002 

0.009 

0.000 

0.008 

0.000 

6.02 

Safe 



0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kanasar 

0803000100493000 

0.08 

0.12 

- 

0.12 

0.07 

0.19 

0.02 

0.08 

0.03 

- 

0.0437 

0.0617 

- 

0.105 

0.137 

0.327 

0.033 

0.294 

0.002 

0.59 

Safe 



0.08 

0.54 

- 

0.54 

0.00 

0.54 

0.04 

0.17 

0.15 

- 

- 

- 

0.001 

0.001 

0.146 

0.686 

0.069 

0.617 

0.004 

0.60 

Safe 

Katariyasar 

0803000100496600 

0.08 

0.16 

(28.20) 

0.13 

- 

0.13 

0.02 

0.10 

0.04 

0.0100 

- 

- 

- 

0.010 

0.051 

0.176 

0.009 

0.167 

0.362 

216.50 

Over Exploited 

Kawni 

0803000200509600 

0.08 

0.02 

375.45 

0.03 

0.04 

0.07 

0.01 

0.03 

0.01 

- 

0.0260 

0.0367 

- 

0.063 

0.069 

0.140 

0.007 

0.133 

0.001 

0.77 

Safe 



0.08 

0.01 

310.67 

0.01 

0.03 

0.04 

0.00 

0.02 

0.00 

- 

0.0178 

0.0252 

- 

0.043 

0.046 

0.089 

0.004 

0.084 

0.001 

0.83 

Safe 



0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

13,900.64 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.02 

220.78 

0.02 

0.04 

0.06 

0.00 

0.02 

0.00 

- 

0.0228 

0.0322 

- 

0.055 

0.060 

0.119 

0.006 

0.113 

0.001 

0.80 

Safe 



0.15 

0.04 

333.42 

0.05 

- 

0.05 

0.01 

0.02 

0.01 

- 

- 

- 

- 

- 

0.010 

0.055 

0.003 

0.053 

0.001 

1.86 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 







Non-command 

Vindhyan Sandstone 

71.936 

0.30 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.86 

0.45 

0.00 

0.005 

0.11 

0.20 


Khara 

080300010049290C 

69.876 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

43.131 

0.10 

0.060 

0.01 

0.00 

0.06 

0.08 

0.00 

0.12 

0.06 

0.05 

0.003 

0.12 

0.25 






Non-command 

Non-command 

Tertiary Sandstone 

26.744 

0.10 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.09 

0.05 

0.002 

0.08 

0.15 


Khari Charnan 

080300040052840C 

46.135 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

4.383 

-0.01 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 





Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

0.071 

-0.01 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Tertiary Sandstone 

18.533 

-0.01 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.08 

0.14 


Kheechiya 

080300010049280C 

11.643 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

2.184 

-0.04 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.04 

0.08 






Non-command 

Non-command 

Tertiary Sandstone 

8.768 

-0.04 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.15 

0.32 







Non-command 

Vindhyan Sandstone 

0.691 

-0.04 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Kisturiya 

0803000300516500 

42.635 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

2.526 

-0.92 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.04 


Kodam Desar 

0803000400528800 

25.363 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

17.609 

0.35 

0.060 

0.00 

0.00 

0.02 

0.03 

0.00 

0.31 

0.17 

0.00 

0.000 

0.14 

0.26 






Non-command 

Non-command 

Tertiary Sandstone 

7.754 

0.35 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.09 

0.00 

0.000 

0.06 

0.11 


Kotra 

0803000400528900 

31.738 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

19.323 

0.30 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.19 

0.00 

0.000 

0.13 

0.23 


Ladera 

0803000100496900 

44.289 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

36.010 

0.14 

0.060 

0.05 

0.00 

0.00 

0.00 

0.00 

0.36 

0.16 

0.19 

0.003 

0.17 

0.40 


Lakhoosar 

0803000200507700 

56.433 

Saline 

Non-command 

Non-command 

Older Alluvium 

12.988 

0.12 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.06 

0.00 

0.001 

0.05 

0.10 







Non-command 

Vindhyan Sandstone 

1.526 

0.12 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.01 


Lalsar 

0803000100492100 

19.692 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.683 

-0.23 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 







Non-command 

Vindhyan Sandstone 

19.009 

-0.23 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.20 

0.48 


Magrewala 

0803000400530600 

0.620 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.034 

-0.02 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Makrasar 

0803000300514400 

39.077 

Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

0.001 

0.33 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Malasar 

0803000100497000 

49.980 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

20.085 

-0.24 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.09 

0.22 


Mehrasar 

0803000200509200 

54.770 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.832 

0.37 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.940 

0.37 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.04 

0.01 

0.000 

0.01 

0.02 







Non-command 

Vindhyan Sandstone 

20.633 

0.37 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.31 

0.16 

0.04 

0.002 

0.08 

0.15 


Modiya Mansar 

0803000400528500 

31.224 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

2.585 

0.05 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 






Non-command 

Non-command 

Tertiary Sandstone 

19.202 

0.05 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.00 

0.000 

0.13 

0.22 





Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

8.027 

0.05 

0.040 

0.00 

0.00 

0.01 

0.02 

0.00 

-0.01 

-0.01 

0.00 

0.000 

0.05 

0.09 






Non-command 

Non-command 

Tertiary Sandstone 

1.180 

0.05 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Molaniya 

0803000100496800 

22.030 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.362 

0.37 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.01 


Nagasar Pawaran 

0803000100496000 

4.620 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

4.620 

0.91 

0.060 

0.04 

0.00 

0.01 

0.01 

0.00 

0.28 

0.15 

0.14 

0.000 

0.20 

0.38 


Nagasar Sugni 

0803000100495800 

4.625 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

4.625 

1.06 

0.060 

0.00 

0.00 

0.01 

0.01 

0.00 

0.28 

0.15 

0.00 

0.000 

0.20 

0.38 


Nal Chhoti 

0803000100494500 

42.579 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

15.225 

0.00 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.05 

0.001 

0.07 

0.14 


Nalbari 

0803000100493800 

104.070 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

46.548 

1.32 

0.060 

0.02 

0.00 

0.06 

0.09 

0.00 

3.54 

1.87 

0.07 

0.004 

0.09 

0.17 






Non-command 

Non-command 

Tertiary Sandstone 

55.760 

1.32 

0.060 

0.03 

0.00 

0.00 

0.00 

0.01 

4.43 

2.34 

0.10 

0.004 

0.11 

0.20 


Napasar 

0803000100502100 

66.037 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

3.190 

0.01 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.10 

0.000 

0.01 

0.02 


Narsisar 

0803000800634600 

43.907 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

21.529 

-0.54 

0.060 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.47 

0.053 

0.11 

0.22 


Nathusar (rural) 

0803000100495000 

5.059 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.674 

0.58 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.03 

0.05 


Nokha @ Daiya 

0803000400528300 

65.297 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

0.946 

0.17 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.01 







Command 

Vindhyan Sandstone 

0.579 

0.17 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Older Alluvium 

0.550 

0.17 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 


Noor Mohammad Ki Dhani 

0803000200509000 

9.365 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

2.398 

0.07 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.05 

0.11 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

4.511 

0.07 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.10 

0.20 


Noorsar 

0803000200507800 

24.675 

Fresh 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

0.006 

0.06 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Vindhyan Sandstone 

23.769 

0.06 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.00 

0.002 

0.19 

0.38 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

0.900 

0.06 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Norang Desar 

0803000100502400 

71.348 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

71.044 

-0.30 

0.060 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.005 

0.21 

0.41 


Panpalsar 

0803000100498500 

31.613 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

31.613 

0.63 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

1.22 

0.64 

0.13 

0.002 

0.20 

0.39 


Pemasar 

0803000100495900 

32.195 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

9.080 

1.39 

0.060 

0.01 

0.00 

0.01 

0.02 

0.00 

0.74 

0.39 

0.02 

0.001 

0.06 

0.11 






Non-command 

Non-command 

Tertiary Sandstone 

23.115 

1.39 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

1.93 

1.02 

0.04 

0.002 

0.14 

0.27 


Raisar 

0803000100498700 

13.781 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

12.350 

0.27 

0.060 

0.05 

0.00 

0.00 

0.00 

0.00 

0.25 

0.13 

0.19 

0.001 

0.18 

0.35 


Rakbajalalsar 

0803000100492500 

2.938 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

0.238 

-0.09 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.04 






Non-command 

Non-command 

Tertiary Sandstone 

2.699 

-0.09 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.19 

0.44 


Ranisar 

0803000100498300 

17.167 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

16.035 

-0.23 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.001 

0.20 

0.43 


Rawatsar Kumharan 

0803000100493100 

26.970 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

0.098 

1.46 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Tertiary Sandstone 

26.872 

1.46 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

2.36 

1.24 

0.02 

0.002 

0.20 

0.38 


Rekh Ranasar 

0803000400530800 

6.492 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

2.774 

-0.02 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.09 

0.15 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

0.718 

-0.02 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.04 


Ridmalsar Purohitan 

0803000100499000 

18.877 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

1.209 

0.54 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.000 

0.01 

0.02 






Non-command 

Non-command 

Tertiary Sandstone 

3.244 

0.54 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.06 

0.02 

0.000 

0.03 

0.07 


Rughnathsar (rural) 

0803000100494900 

8.349 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.189 

0.53 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.01 


Sawaisar 

0803000200508300 

20.524 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

2.674 

-0.12 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.07 


Seethal 

0803000100502300 

50.373 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

4.814 

-0.62 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.000 

0.02 

0.04 


Serera 

0803000100497900 

19.139 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

9.922 

-0.43 

0.060 

0.53 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.11 

0.001 

0.11 

0.27 


Sharah Acharjan 

0803000100498600 

1.638 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

1.638 

1.72 

0.060 

0.05 

0.00 

0.00 

0.00 

0.00 

0.22 

0.12 

0.21 

0.000 

0.20 

0.38 


Sharah Bardi 

0803000100493200 

2.568 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

2.188 

-0.11 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.17 

0.33 






Non-command 

Non-command 

Tertiary Sandstone 

0.380 

-0.11 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.06 


Sharah Bedana 

0803000100498000 

6.405 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

6.405 

-0.83 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.000 

0.21 

0.48 


Sharah Bhauvyas 

0803000100493300 

3.637 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

3.485 

-0.40 

0.060 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.19 

0.37 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.08 

0.62 

(26.99) 

0.50 

- 

0.50 

0.03 

0.14 

0.17 

- 

- 

- 

- 

- 

0.166 

0.664 

0.033 

0.631 

0.005 

0.86 

Safe 

Khara 

080300010049290C 

0.08 

0.43 

(85.41) 

0.34 

0.14 

0.49 

0.03 

0.16 

0.12 

- 

0.0829 

0.1171 

0.003 

0.203 

0.319 

0.808 

0.040 

0.767 

0.051 

6.68 

Safe 



0.08 

0.17 

(48.70) 

0.13 

0.00 

0.13 

0.02 

0.10 

0.04 

- 

- 

- 

0.003 

0.003 

0.047 

0.182 

0.009 

0.173 

0.050 

28.91 

Safe 

Khari Charnan 

0803000400528400 

0.10 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.002 

0.011 

0.001 

0.010 

- 

- 

Safe 



0.10 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.000 

- 

- 

Safe 



0.10 

0.16 

- 

0.16 

- 

0.16 

0.02 

0.11 

0.04 

- 

- 

- 

- 

- 

0.041 

0.198 

0.020 

0.178 

- 

- 

Safe 

Kheechiya 

0803000100492800 

0.08 

0.01 

- 

0.01 

0.01 

0.01 

0.01 

0.05 

0.00 

- 

0.0042 

0.0059 

- 

0.010 

0.012 

0.026 

0.003 

0.023 

0.000 

0.71 

Safe 



0.08 

0.11 

- 

0.11 

- 

0.11 

0.04 

0.19 

0.03 

- 

- 

- 

- 

- 

0.029 

0.136 

0.014 

0.123 

0.012 

9.50 

Safe 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Kisturiya 

0803000300516500 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.002 

0.000 

0.002 

0.002 

108.70 

Over Exploited 

Kodam Desar 

0803000400528800 

0.10 

0.25 

(31.77) 

0.20 

0.06 

0.26 

0.04 

0.18 

0.07 

- 

0.0338 

0.0478 

- 

0.082 

0.148 

0.406 

0.020 

0.386 

- 

- 

Safe 



0.10 

0.05 

80.05 

0.06 

0.00 

0.06 

0.02 

0.08 

0.01 

- 

- 

- 

0.005 

0.005 

0.018 

0.080 

0.004 

0.076 

- 

- 

Safe 

Kotra 

0803000400528900 

0.10 

0.24 

(20.04) 

0.19 

- 

0.19 

0.03 

0.16 

0.06 

- 

- 

- 

- 

- 

0.064 

0.257 

0.013 

0.244 

- 

- 

Safe 

Ladera 

0803000100496900 

0.08 

0.49 

(68.32) 

0.39 

- 

0.39 

0.04 

0.21 

0.13 

0.0100 

- 

- 

- 

0.010 

0.139 

0.531 

0.027 

0.504 

0.195 

38.63 

Safe 

Lakhoosar 

0803000200507700 

0.15 

0.09 

(35.13) 

0.07 

- 

0.07 

0.01 

0.06 

0.02 

- 

- 

- 

- 

- 

0.024 

0.098 

0.005 

0.093 

0.001 

1.06 

Safe 



0.08 

0.00 

417.81 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Lalsar 

0803000100492100 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.31 

- 

0.31 

- 

0.31 

0.05 

0.25 

0.08 

- 

- 

- 

- 

- 

0.081 

0.387 

0.039 

0.349 

0.023 

6.73 

Safe 

Magrewala 

0803000400530600 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Makrasar 

0803000300514400 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Malasar 

0803000100497000 

0.08 

0.14 

- 

0.14 

- 

0.14 

0.02 

0.11 

0.04 

- 

- 

- 

- 

- 

0.036 

0.173 

0.017 

0.156 

0.002 

0.98 

Safe 

Mehrasar 

0803000200509200 

0.08 

0.00 

2,972.76 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.00 

832.47 

0.01 

- 

0.01 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.011 

167.65 

Over Exploited 



0.08 

0.13 

28.77 

0.15 

- 

0.15 

0.02 

0.10 

0.03 

- 

- 

- 

- 

- 

0.034 

0.185 

0.009 

0.176 

0.045 

25.34 

Safe 

Modiya Mansar 

0803000400528500 

0.10 

0.00 

(108.89) 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0050 

0.0070 

- 

0.012 

0.013 

0.025 

0.001 

0.024 

- 

- 

Safe 



0.10 

0.25 

(86.14) 

0.20 

- 

0.20 

0.03 

0.16 

0.06 

- 

- 

- 

- 

- 

0.065 

0.263 

0.013 

0.250 

- 

- 

Safe 



0.10 

0.04 

(113.37) 

0.03 

0.03 

0.06 

0.01 

0.07 

0.01 

- 

0.0154 

0.0218 

- 

0.037 

0.048 

0.110 

0.005 

0.104 

- 

- 

Safe 



0.10 

0.00 

49.39 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

- 

- 

Safe 

Molaniya 

0803000100496800 

0.08 

0.00 

2,680.87 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nagasar Pawaran 

0803000100496000 

0.08 

0.07 

97.65 

0.09 

0.02 

0.10 

0.05 

0.25 

0.02 

0.0100 

0.0089 

0.0125 

- 

0.031 

0.051 

0.155 

0.008 

0.148 

0.144 

97.76 

Critical 

Nagasar Sugni 

0803000100495800 

0.08 

0.07 

98.22 

0.09 

0.02 

0.10 

0.05 

0.25 

0.02 

- 

0.0089 

0.0126 

- 

0.021 

0.041 

0.145 

0.007 

0.138 

0.000 

0.25 

Safe 

Nal Chhoti 

0803000100494500 

0.08 

0.09 

(91.67) 

0.07 

- 

0.07 

0.02 

0.09 

0.02 

- 

- 

- 

- 

- 

0.023 

0.094 

0.005 

0.089 

0.049 

55.26 

Safe 

Nalbari 

0803000100493800 

0.08 

0.33 

460.57 

0.40 

0.15 

0.55 

0.02 

0.11 

0.09 

- 

0.0895 

0.1264 

- 

0.216 

0.306 

0.860 

0.043 

0.817 

0.076 

9.24 

Safe 



0.08 

0.48 

388.22 

0.58 

0.01 

0.58 

0.03 

0.14 

0.13 

- 

- 

- 

0.009 

0.009 

0.138 

0.719 

0.036 

0.683 

0.100 

14.67 

Safe 

Napasar 

0803000100502100 

0.08 

0.00 

362.64 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.096 

2,695.59 

Over Exploited 

Narsisar 

0803000800634600 

0.08 

0.19 

- 

0.19 

0.01 

0.20 

0.03 

0.14 

0.05 

0.0200 

- 

- 

- 

0.020 

0.067 

0.265 

0.027 

0.239 

0.519 

217.36 

Over Exploited 

Nathusar (rural) 

0803000100495000 

0.08 

0.00 

758.90 

0.00 

- 

0.00 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.000 

2.57 

Safe 

Nokha @ Daiya 

0803000400528300 

0.20 

0.00 

831.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0018 

0.0026 

- 

0.004 

0.005 

0.008 

0.000 

0.008 

- 

- 

Safe 



0.10 

0.00 

462.22 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0011 

0.0016 

- 

0.003 

0.003 

0.005 

0.000 

0.005 

- 

- 

Safe 



0.20 

0.00 

2,027.40 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Noor Mohammad Ki Dhani 

0803000200509000 

0.08 

0.01 

(67.16) 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.003 

0.011 

0.001 

0.010 

0.000 

1.79 

Safe 



0.08 

0.04 

(82.56) 

0.03 

- 

0.03 

0.03 

0.12 

0.01 

- 

- 

- 

- 

- 

0.009 

0.038 

0.002 

0.036 

0.000 

0.95 

Safe 

Noorsar 

0803000200507800 

0.08 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.37 

(92.07) 

0.30 

- 

0.30 

0.05 

0.25 

0.10 

- 

- 

- 

- 

- 

0.099 

0.396 

0.020 

0.376 

0.002 

0.48 

Safe 



0.08 

0.00 

107.21 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Norang Desar 

0803000100502400 

0.08 

1.17 

- 

1.17 

- 

1.17 

0.05 

0.26 

0.31 

0.0100 

- 

- 

- 

0.010 

0.318 

1.485 

0.149 

1.337 

0.269 

20.15 

Safe 

Panpalsar 

0803000100498500 

0.08 

0.51 

24.68 

0.61 

- 

0.61 

0.05 

0.26 

0.14 

- 

- 

- 

- 

- 

0.137 

0.750 

0.037 

0.712 

0.128 

18.02 

Safe 

Pemasar 

0803000100495900 

0.08 

0.04 

838.37 

0.05 

0.03 

0.08 

0.02 

0.07 

0.01 

- 

0.0175 

0.0247 

- 

0.042 

0.053 

0.132 

0.007 

0.126 

0.025 

19.62 

Safe 



0.08 

0.27 

280.55 

0.32 

- 

0.32 

0.04 

0.18 

0.07 

- 

- 

- 

- 

- 

0.072 

0.392 

0.020 

0.372 

0.037 

9.87 

Safe 

Raisar 

0803000100498700 

0.08 

0.18 

(27.08) 

0.14 

- 

0.14 

0.05 

0.23 

0.05 

0.0100 

- 

- 

- 

0.010 

0.058 

0.201 

0.010 

0.191 

0.193 

100.80 

Over Exploited 

Rakbajalalsar 

0803000100492500 

0.08 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0005 

0.0006 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

0.88 

Safe 



0.08 

0.04 

- 

0.04 

- 

0.04 

0.05 

0.24 

0.01 

- 

- 

- 

- 

- 

0.011 

0.052 

0.005 

0.047 

0.000 

0.44 

Safe 

Ranisar 

0803000100498300 

0.08 

0.25 

- 

0.25 

- 

0.25 

0.05 

0.25 

0.07 

0.0100 

- 

- 

- 

0.010 

0.076 

0.327 

0.033 

0.294 

0.145 

49.37 

Safe 

Rawatsar Kumharan 

0803000100493100 

0.08 

0.00 

77,021.46 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.08 

0.43 

189.96 

0.51 

- 

0.51 

0.05 

0.25 

0.12 

- 

- 

- 

- 

- 

0.116 

0.629 

0.031 

0.598 

0.026 

4.36 

Safe 

Rekh Ranasar 

0803000400530800 

0.10 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.11 

0.01 

- 

- 

- 

- 

- 

0.007 

0.032 

0.003 

0.028 

- 

- 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

- 

- 

Safe 

Ridmalsar Purohitan 

0803000100499000 

0.08 

0.00 

1,393.62 

0.00 

0.00 

0.01 

0.00 

0.02 

0.00 

- 

0.0023 

0.0033 

- 

0.006 

0.006 

0.011 

0.001 

0.011 

0.000 

0.85 

Safe 



0.08 

0.01 

578.67 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.002 

0.013 

0.001 

0.013 

0.024 

193.72 

Over Exploited 

Rughnathsar (rural) 

0803000100494900 

0.08 

0.00 

4,484.61 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sawaisar 

0803000200508300 

0.08 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.002 

0.007 

0.001 

0.007 

0.000 

3.04 

Safe 

Seethal 

0803000100502300 

0.08 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.002 

0.010 

0.001 

0.009 

0.120 

1,359.22 

Over Exploited 

Serera 

0803000100497900 

0.08 

0.09 

- 

0.09 

0.03 

0.12 

0.03 

0.14 

0.02 

0.0800 

- 

- 

- 

0.080 

0.103 

0.222 

0.022 

0.199 

2.113 

1,059.20 

Over Exploited 

Sharah Acharjan 

0803000100498600 

0.08 

0.03 

337.15 

0.03 

- 

0.03 

0.05 

0.26 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.049 

0.002 

0.046 

0.209 

451.73 

Over Exploited 

Sharah Bardi 

0803000100493200 

0.08 

0.03 

- 

0.03 

0.01 

0.04 

0.05 

0.22 

0.01 

- 

0.0042 

0.0059 

- 

0.010 

0.018 

0.055 

0.006 

0.050 

0.000 

0.33 

Safe 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.000 

2.79 

Safe 

Sharah Bedana 

0803000100498000 

0.08 

0.11 

- 

0.11 

- 

0.11 

0.05 

0.27 

0.03 

- 

- 

- 

- 

- 

0.028 

0.137 

0.014 

0.123 

0.072 

58.70 

Safe 

Sharah Bhauvyas 

0803000100493300 

0.08 

0.05 

- 

0.05 

0.01 

0.07 

0.05 

0.24 

0.01 

- 

0.0067 

0.0095 

- 

0.016 

0.031 

0.096 

0.010 

0.086 

0.000 

0.31 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 






Non-command 

Non-command 

Tertiary Sandstone 

0.152 

-0.40 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Sharah Bhiyanimani 

0803000400528700 

18.633 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

7.777 

0.18 

0.060 

0.00 

0.00 

0.01 

0.01 

0.00 

0.06 

0.03 

0.00 

0.000 

0.09 

0.15 






Non-command 

Non-command 

Tertiary Sandstone 

6.714 

0.18 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.000 

0.07 

0.13 





Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

4.142 

0.18 

0.040 

0.00 

0.00 

0.01 

0.01 

0.00 

0.02 

0.01 

0.00 

0.000 

0.05 

0.08 


Sharah Borla 

0803000200509800 

20.185 

Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

3.403 

0.11 

0.060 

0.00 

0.00 

0.00 

0.01 

0.02 

-0.01 

-0.01 

0.00 

0.000 

0.04 

0.06 






Non-command 

Non-command 

Tertiary Sandstone 

0.044 

0.11 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sharah Brahmanan 

0803000100494200 

3.046 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

2.065 

0.28 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.000 

0.14 

0.26 







Command 

Vindhyan Sandstone 

0.981 

0.28 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.07 

0.12 


Sharah Dholera 

0803000200508400 

12.248 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.146 

-0.06 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 







Non-command 

Vindhyan Sandstone 

12.102 

-0.06 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.20 

0.43 


Sharah Gheroolal 

0803000400529000 

6.049 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

1.206 

0.43 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.00 

0.000 

0.04 

0.08 






Non-command 

Non-command 

Tertiary Sandstone 

4.843 

0.43 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.07 

0.00 

0.000 

0.16 

0.30 


Sharah Harkhasar Bagoran 

0803000200508800 

3.486 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

3.486 

-0.02 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.20 

0.42 


Sharah Jugaldas 

0803000400529200 

7.666 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

6.670 

0.26 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.00 

0.000 

0.18 

0.33 


Sharah Kiradoo 

0803000400529400 

4.288 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.493 

0.28 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.02 

0.04 


Sharah Kishnayat 

0803000400530700 

2.877 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.843 

-0.02 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.06 

0.10 


Sharah Koojiya 

0803000100496100 

4.305 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

4.300 

0.87 

0.060 

0.00 

0.00 

0.01 

0.01 

0.00 

0.21 

0.11 

0.00 

0.000 

0.20 

0.38 






Non-command 

Non-command 

Tertiary Sandstone 

0.005 

0.87 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sharah Kulera 

0803000400529300 

5.362 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

3.064 

0.23 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.000 

0.12 

0.21 


Sharah Nathaniya (rural) 

0803000100494700 

34.878 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.000 

0.26 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sharah Pabi Brahman 

0803000400529100 

9.939 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

9.939 

0.35 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.11 

0.00 

0.000 

0.20 

0.38 


Sharah Ratani Vyas 

0803000100494300 

5.701 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

5.701 

0.40 

0.060 

0.00 

0.00 

0.01 

0.01 

0.00 

0.12 

0.06 

0.00 

0.000 

0.20 

0.38 


Sharah Roopayat 

0803000200508000 

3.499 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

3.499 

-0.04 

0.060 

0.11 

0.01 

0.00 

0.01 

0.00 

0.00 

0.00 

0.43 

0.000 

0.20 

0.40 


Sharah Sutharan Gopalan 

0803000100494000 

5.005 

Fresh 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

4.485 

0.17 

0.040 

0.00 

0.00 

0.01 

0.01 

0.00 

0.02 

0.01 

0.00 

0.000 

0.18 

0.34 





Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

0.521 

0.17 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.04 


Sharah Sutharan Makran 

0803000100494100 

10.003 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

6.477 

0.30 

0.060 

0.00 

0.00 

0.01 

0.01 

0.00 

0.09 

0.05 

0.00 

0.000 

0.13 

0.24 







Command 

Vindhyan Sandstone 

0.923 

0.30 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.02 

0.03 





Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

1.018 

0.30 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.04 







Command 

Vindhyan Sandstone 

1.584 

0.30 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.03 

0.06 


Sheruna 

0803000800634500 

114.644 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

16.356 

-0.23 

0.060 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.040 

0.03 

0.07 


Shobhasar 

0803000100493600 

28.429 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

14.820 

2.26 

0.060 

0.00 

0.00 

0.02 

0.03 

0.00 

1.96 

1.03 

0.00 

0.001 

0.10 

0.20 






Non-command 

Non-command 

Tertiary Sandstone 

13.609 

2.26 

0.060 

0.00 

0.00 

0.00 

0.00 

0.02 

1.83 

0.96 

0.00 

0.001 

0.10 

0.18 


Sodhwali 

0803000300516300 

42.915 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.598 

0.52 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.00 

0.01 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

3.302 

0.52 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.00 

0.003 

0.02 

0.05 


Tejrasar 

0803000100502600 

61.894 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

16.651 

-0.84 

0.060 

0.65 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.59 

0.001 

0.06 

0.12 


Udasar 

0803000100495700 

21.518 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

18.681 

0.72 

0.060 

0.02 

0.00 

0.03 

0.04 

0.00 

0.76 

0.40 

0.09 

0.001 

0.17 

0.33 






Non-command 

Non-command 

Tertiary Sandstone 

2.655 

0.72 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.00 

0.000 

0.02 

0.05 

16004031 

Bajju Khalsa 

0803000400533200 

35.282 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

4.897 

0.13 

0.080 

0.00 

0.00 

0.01 

0.02 

0.00 

0.02 

0.01 

0.00 

0.000 

0.03 

0.05 







Command 

Tertiary Sandstone 

0.478 

0.13 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Older Alluvium 

19.680 

0.13 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.12 

0.00 

0.000 

0.12 

0.20 







Non-command 

Tertiary Sandstone 

0.446 

0.13 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bajju Tej Pura 

0803000400533100 

140.162 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

13.580 

0.18 

0.080 

0.00 

0.00 

0.02 

0.03 

0.00 

0.15 

0.09 

0.00 

0.000 

0.02 

0.04 







Command 

Tertiary Sandstone 

65.041 

0.18 

0.040 

0.00 

0.00 

0.09 

0.13 

0.00 

0.25 

0.14 

0.00 

0.000 

0.10 

0.17 






Non-command 

Non-command 

Older Alluvium 

8.827 

0.18 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.00 

0.000 

0.01 

0.02 







Non-command 

Tertiary Sandstone 

6.397 

0.18 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.000 

0.01 

0.02 


Bangarsar 

0803000400527800 

143.907 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

21.500 

0.16 

0.080 

0.03 

0.00 

0.03 

0.04 

0.00 

0.23 

0.13 

0.11 

0.000 

0.03 

0.05 







Command 

Tertiary Sandstone 

92.206 

0.16 

0.040 

0.12 

0.01 

0.13 

0.18 

0.00 

0.38 

0.22 

0.47 

0.000 

0.14 

0.23 






Non-command 

Non-command 

Older Alluvium 

5.707 

0.16 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.03 

0.000 

0.01 

0.01 







Non-command 

Tertiary Sandstone 

0.161 

0.16 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Beethnokh 

0803000400533000 

238.216 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

1.117 

0.21 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.00 

0.00 







Command 

Tertiary Sandstone 

212.346 

0.21 

0.040 

0.00 

0.00 

0.29 

0.41 

0.00 

1.07 

0.64 

0.00 

0.000 

0.19 

0.32 






Non-command 

Non-command 

Tertiary Sandstone 

24.753 

0.21 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.12 

0.00 

0.000 

0.02 

0.04 


Bhane Ka Gaon 

0803000400541200 

30.587 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

7.787 

-0.23 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.05 

0.09 


Chak Bandha No.l 

0803000400537500 

4.943 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

4.943 

-0.37 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.21 

0.35 


Chak Bandha No.2 

0803000400537400 

6.440 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

6.417 

-0.34 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.000 

0.21 

0.35 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

0.024 

-0.34 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chak Bandha No.3 

0803000400537300 

15.254 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

0.062 

-0.27 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Tertiary Sandstone 

13.362 

-0.27 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.19 

0.31 





Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

0.767 

-0.27 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 






Non-command 

Non-command 

Tertiary Sandstone 

1.064 

-0.27 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Chak Bandha No.4 

0803000400537200 

6.631 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

0.089 

-0.20 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Tertiary Sandstone 

0.789 

-0.20 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.04 





Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

4.727 

-0.20 

0.040 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.15 

0.25 






Non-command 

Non-command 

Tertiary Sandstone 

1.026 

-0.20 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.05 


Chak Beethnokh 

0803000400536700 

39.747 

Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

20.590 

-0.01 

0.040 

0.01 

0.00 

0.03 

0.04 

0.00 

0.00 

0.00 

0.04 

0.000 

0.11 

0.18 






Non-command 

Non-command 

Tertiary Sandstone 

19.157 

-0.01 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.000 

0.10 

0.17 


Chak Bhatiya Bandh 

0803000400541700 

6.979 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

6.263 

0.17 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.02 

0.000 

0.19 

0.32 







Non-command 

Vindhyan Sandstone 

0.716 

0.17 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.04 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sharah Bhiyanimani 

080300040052870C 

0.10 

0.07 

(49.09) 

0.05 

0.03 

0.08 

0.02 

0.11 

0.02 

- 

0.0149 

0.0211 

- 

0.036 

0.054 

0.133 

0.007 

0.127 

- 

- 

Safe 



0.10 

0.05 

(16.16) 

0.04 

- 

0.04 

0.02 

0.09 

0.01 

- 

- 

- 

- 

- 

0.013 

0.055 

0.003 

0.053 

- 

- 

Safe 



0.10 

0.02 

(49.75) 

0.02 

0.01 

0.03 

0.01 

0.06 

0.01 

- 

0.0080 

0.0112 

- 

0.019 

0.024 

0.053 

0.003 

0.050 

- 

- 

Safe 

Sharah Borla 

0803000200509800 

0.08 

0.01 

(174.18) 

0.01 

0.03 

0.04 

0.01 

0.04 

0.00 

- 

0.0065 

0.0092 

0.036 

0.051 

0.054 

0.097 

0.005 

0.092 

0.000 

0.28 

Safe 



0.08 

0.00 

12,363.15 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sharah Brahmanan 

0803000100494200 

0.08 

0.02 

(33.82) 

0.02 

0.01 

0.02 

0.04 

0.17 

0.01 

- 

0.0040 

0.0056 

- 

0.010 

0.016 

0.041 

0.002 

0.039 

0.000 

0.41 

Safe 



0.08 

0.01 

(18.02) 

0.00 

0.00 

0.01 

0.02 

0.08 

0.00 

- 

0.0019 

0.0027 

- 

0.005 

0.006 

0.013 

0.001 

0.013 

0.000 

0.58 

Safe 

Sharah Dholera 

0803000200508400 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.20 

- 

0.20 

- 

0.20 

0.05 

0.26 

0.05 

- 

- 

- 

- 

- 

0.052 

0.248 

0.025 

0.223 

0.001 

0.41 

Safe 

Sharah Gheroolal 

0803000400529000 

0.10 

0.00 

200.28 

0.01 

0.00 

0.01 

0.01 

0.05 

0.00 

- 

0.0023 

0.0033 

- 

0.006 

0.007 

0.017 

0.001 

0.016 

- 

- 

Safe 



0.10 

0.08 

(14.33) 

0.07 

- 

0.07 

0.04 

0.21 

0.02 

- 

- 

- 

- 

- 

0.021 

0.088 

0.004 

0.084 

- 

- 

Safe 

Sharah Harkhasar Bagoran 

0803000200508800 

0.08 

0.06 

- 

0.06 

- 

0.06 

0.05 

0.26 

0.02 

- 

- 

- 

- 

- 

0.015 

0.072 

0.007 

0.065 

0.000 

0.41 

Safe 

Sharah Jugaldas 

0803000400529200 

0.10 

0.12 

(52.96) 

0.09 

- 

0.09 

0.05 

0.22 

0.03 

- 

- 

- 

- 

- 

0.031 

0.126 

0.006 

0.119 

- 

- 

Safe 

Sharah Kiradoo 

0803000400529400 

0.10 

0.00 

290.37 

0.00 

- 

0.00 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

- 

- 

Safe 

Sharah Kishnayat 

0803000400530700 

0.10 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.001 

0.006 

- 

- 

Safe 

Sharah Koojiya 

0803000100496100 

0.08 

0.07 

60.42 

0.08 

0.01 

0.10 

0.05 

0.25 

0.02 

- 

0.0083 

0.0117 

- 

0.020 

0.038 

0.135 

0.007 

0.128 

0.000 

0.25 

Safe 



0.08 

0.00 

232,088.15 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sharah Kulera 

0803000400529300 

0.10 

0.04 

(36.13) 

0.03 

- 

0.03 

0.03 

0.15 

0.01 

- 

- 

- 

- 

- 

0.009 

0.038 

0.002 

0.036 

- 

- 

Safe 

Sharah Nathaniya (rural) 

0803000100494700 

0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sharah Pabi Brahman 

0803000400529100 

0.10 

0.20 

(43.50) 

0.16 

- 

0.16 

0.05 

0.26 

0.05 

- 

- 

- 

- 

- 

0.054 

0.215 

0.011 

0.204 

- 

- 

Safe 

Sharah Ratani Vyas 

0803000100494300 

0.08 

0.09 

(31.22) 

0.07 

0.02 

0.09 

0.05 

0.26 

0.02 

- 

0.0110 

0.0155 

- 

0.026 

0.051 

0.144 

0.007 

0.137 

0.000 

0.32 

Safe 

Sharah Roopayat 

0803000200508000 

0.08 

0.06 

- 

0.06 

0.02 

0.08 

0.05 

0.26 

0.02 

0.0200 

0.0067 

0.0095 

- 

0.036 

0.051 

0.130 

0.013 

0.117 

0.433 

371.33 

Over Exploited 

Sharah Sutharan Gopalan 

0803000100494000 

0.08 

0.07 

(87.41) 

0.05 

0.01 

0.07 

0.05 

0.23 

0.02 

- 

0.0086 

0.0122 

- 

0.021 

0.038 

0.105 

0.005 

0.100 

0.000 

0.34 

Safe 



0.08 

0.00 

13.91 

0.00 

0.00 

0.00 

0.01 

0.03 

0.00 

- 

0.0010 

0.0014 

- 

0.002 

0.003 

0.005 

0.000 

0.005 

0.000 

0.78 

Safe 

Sharah Sutharan Makran 

0803000100494100 

0.08 

0.07 

(25.04) 

0.05 

0.02 

0.08 

0.04 

0.17 

0.02 

- 

0.0124 

0.0176 

- 

0.030 

0.048 

0.124 

0.006 

0.118 

0.000 

0.42 

Safe 



0.08 

0.00 

209.80 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0018 

0.0025 

- 

0.004 

0.005 

0.009 

0.000 

0.009 

0.000 

0.79 

Safe 



0.08 

0.00 

379.54 

0.00 

0.00 

0.01 

0.01 

0.03 

0.00 

- 

0.0020 

0.0028 

- 

0.005 

0.005 

0.011 

0.001 

0.010 

0.000 

0.77 

Safe 



0.08 

0.00 

81.12 

0.00 

0.01 

0.01 

0.01 

0.04 

0.00 

- 

0.0030 

0.0043 

- 

0.007 

0.008 

0.019 

0.001 

0.018 

0.000 

0.68 

Safe 

Sheruna 

0803000800634500 

0.08 

0.04 

- 

0.04 

- 

0.04 

0.01 

0.04 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.062 

0.006 

0.055 

0.434 

782.04 

Over Exploited 

Shobhasar 

0803000100493600 

0.08 

0.12 

732.15 

0.15 

0.05 

0.20 

0.03 

0.13 

0.03 

- 

0.0285 

0.0402 

- 

0.069 

0.102 

0.300 

0.015 

0.285 

0.001 

0.39 

Safe 



0.08 

0.10 

819.87 

0.13 

0.02 

0.14 

0.03 

0.12 

0.03 

- 

- 

- 

0.027 

0.027 

0.055 

0.198 

0.010 

0.188 

0.001 

0.55 

Safe 

Sodhwali 

0803000300516300 

0.06 

0.00 

3,457.63 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.06 

0.00 

377.66 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.003 

66.87 

Safe 

Tejrasar 

0803000100502600 

0.08 

0.08 

- 

0.08 

0.03 

0.11 

0.01 

0.07 

0.02 

0.1000 

- 

- 

- 

0.100 

0.120 

0.228 

0.023 

0.205 

2.593 

1,266.42 

Over Exploited 

Udasar 

0803000100495700 

0.08 

0.26 

54.51 

0.31 

0.06 

0.37 

0.05 

0.22 

0.07 

- 

0.0359 

0.0507 

- 

0.087 

0.157 

0.530 

0.026 

0.503 

0.095 

18.96 

Safe 



0.08 

0.01 

1,013.74 

0.01 

0.00 

0.01 

0.01 

0.03 

0.00 

- 

- 

- 

0.005 

0.005 

0.006 

0.016 

0.001 

0.015 

0.000 

1.35 

Safe 

Bajju Khalsa 

0803000400533200 

0.20 

0.03 

(59.13) 

0.02 

0.03 

0.05 

0.01 

0.04 

0.01 

- 

0.0141 

0.0266 

- 

0.041 

0.048 

0.100 

0.005 

0.095 

- 

- 

Safe 



0.10 

0.00 

(245.23) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0014 

0.0026 

- 

0.004 

0.004 

0.007 

0.000 

0.007 

- 

- 

Safe 



0.20 

0.47 

(75.25) 

0.37 

- 

0.37 

0.03 

0.15 

0.12 

- 

- 

- 

- 

- 

0.117 

0.490 

0.025 

0.466 

- 

- 

Safe 



0.10 

0.00 

987.07 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Bajju Tej Pura 

0803000400533100 

0.20 

0.06 

54.92 

0.07 

0.04 

0.11 

0.01 

0.03 

0.01 

- 

0.0261 

0.0369 

- 

0.063 

0.077 

0.189 

0.009 

0.180 

- 

- 

Safe 



0.10 

0.64 

(77.46) 

0.51 

0.21 

0.73 

0.02 

0.12 

0.16 

- 

0.1250 

0.1766 

- 

0.302 

0.464 

1.191 

0.060 

1.132 

- 

- 

Safe 



0.20 

0.02 

210.40 

0.03 

- 

0.03 

0.00 

0.02 

0.01 

- 

- 

- 

- 

- 

0.006 

0.034 

0.002 

0.033 

- 

- 

Safe 



0.10 

0.01 

328.35 

0.01 

- 

0.01 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.002 

0.009 

0.000 

0.009 

- 

- 

Safe 

Bangarsar 

0803000400527800 

0.20 

0.14 

(2.67) 

0.13 

0.07 

0.20 

0.01 

0.04 

0.03 

- 

0.0413 

0.0584 

- 

0.100 

0.135 

0.338 

0.017 

0.321 

0.109 

33.95 

Safe 



0.10 

1.25 

(82.32) 

1.00 

0.31 

1.32 

0.03 

0.17 

0.32 

0.0200 

0.1772 

0.2504 

0.002 

0.450 

0.770 

2.088 

0.104 

1.983 

0.470 

23.70 

Safe 



0.20 

0.01 

393.43 

0.01 

- 

0.01 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.002 

0.014 

0.001 

0.013 

0.025 

188.20 

Over Exploited 



0.10 

0.00 

15,587.93 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Beethnokh 

0803000400533000 

0.20 

0.00 

3,896.29 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0021 

0.0030 

- 

0.005 

0.005 

0.009 

0.000 

0.009 

- 

- 

Safe 



0.10 

4.03 

(84.16) 

3.22 

0.70 

3.92 

0.05 

0.24 

1.03 

- 

0.4081 

0.5766 

- 

0.985 

2.019 

5.939 

0.297 

5.642 

- 

- 

Safe 



0.10 

0.05 

124.24 

0.07 

- 

0.07 

0.01 

0.03 

0.01 

- 

- 

- 

- 

- 

0.014 

0.080 

0.004 

0.076 

- 

- 

Safe 

Bhane Ka Gaon 

0803000400541200 

0.10 

0.04 

- 

0.04 

- 

0.04 

0.01 

0.07 

0.01 

- 

- 

- 

- 

- 

0.011 

0.053 

0.005 

0.048 

0.024 

50.18 

Safe 

Chak Bandha No.l 

0803000400537500 

0.10 

0.11 

- 

0.11 

- 

0.11 

0.06 

0.27 

0.03 

- 

- 

- 

- 

- 

0.027 

0.132 

0.013 

0.119 

- 

- 

Safe 

Chak Bandha No.2 

0803000400537400 

0.10 

0.14 

- 

0.14 

- 

0.14 

0.05 

0.27 

0.04 

0.0100 

- 

- 

- 

0.010 

0.045 

0.181 

0.018 

0.163 

0.144 

88.27 

Semi Critical 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Chak Bandha No.3 

0803000400537300 

0.10 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.000 

- 

- 

Safe 



0.10 

0.25 

- 

0.25 

- 

0.25 

0.05 

0.23 

0.06 

- 

- 

- 

- 

- 

0.064 

0.314 

0.031 

0.282 

0.024 

8.50 

Safe 



0.10 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0015 

0.0021 

- 

0.004 

0.004 

0.007 

0.001 

0.006 

- 

- 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

- 

- 

Safe 

Chak Bandha No.4 

0803000400537200 

0.10 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

- 

- 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.003 

0.000 

0.002 

- 

- 

Safe 



0.10 

0.07 

- 

0.07 

0.02 

0.09 

0.04 

0.19 

0.02 

- 

0.0091 

0.0128 

- 

0.022 

0.040 

0.128 

0.013 

0.115 

- 

- 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

- 

- 

Safe 

Chak Beethnokh 

0803000400536700 

0.10 

0.23 

- 

0.23 

0.07 

0.29 

0.03 

0.14 

0.06 

- 

0.0396 

0.0559 

- 

0.096 

0.154 

0.449 

0.045 

0.404 

0.043 

10.64 

Safe 



0.10 

0.20 

- 

0.20 

- 

0.20 

0.03 

0.13 

0.05 

- 

- 

- 

- 

- 

0.051 

0.247 

0.025 

0.223 

0.032 

14.38 

Safe 

Chak Bhatiya Bandh 

0803000400541700 

0.10 

0.12 

(73.63) 

0.10 

- 

0.10 

0.05 

0.24 

0.03 

- 

- 

- 

- 

- 

0.030 

0.126 

0.006 

0.120 

0.022 

18.33 

Safe 



0.10 

0.00 

40.49 

0.00 

- 

0.00 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

- 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Chak Dadar 

080300040053710C 

9.479 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.107 

-0.20 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

0.644 

-0.20 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 






Non-command 

Non-command 

Tertiary Sandstone 

8.728 

-0.20 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.000 

0.20 

0.33 


Chak Gujarsinghwala 

080300040053990C 

4.721 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

4.709 

-0.27 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.000 

0.21 

0.35 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

0.013 

-0.27 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chak Kanya Bandh 

0803000400540200 

3.645 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

2.861 

-0.22 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.000 

0.17 

0.28 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

0.784 

-0.22 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.05 

0.08 


Chak Khuddi 

0803000400536900 

5.559 

Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

0.112 

0.07 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 






Non-command 

Non-command 

Tertiary Sandstone 

5.448 

0.07 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.21 

0.35 


Chak Madhogarh 

0803000400536800 

31.625 

Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

20.336 

0.04 

0.040 

0.00 

0.00 

0.03 

0.04 

0.00 

-0.04 

-0.02 

0.01 

0.000 

0.14 

0.23 






Non-command 

Non-command 

Tertiary Sandstone 

11.288 

0.04 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.000 

0.08 

0.13 


Chak Mandal Bandh 

0803000400536400 

10.094 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

10.094 

-0.19 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.000 

0.21 

0.36 


Chak Mulajman 

0803000400539800 

14.089 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

13.428 

-0.31 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.000 

0.20 

0.34 


Chak No. 1 

0803000400531300 

3.580 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

3.580 

-0.03 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.21 

0.36 


Chak No. 2 

0803000400532300 

3.764 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

3.764 

-0.03 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.21 

0.36 


Chak No. 3 

0803000400532200 

4.426 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

4.426 

-0.03 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.21 

0.36 


Chak No. 4 

0803000400532100 

9.189 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

9.189 

-0.01 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.21 

0.36 


Chak No. 5 

0803000400531400 

7.720 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

7.720 

-0.02 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.21 

0.36 


Chak No. 6 

0803000400531600 

8.444 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

8.444 

0.01 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.21 

0.36 


Chak No. 7 

0803000400531200 

4.033 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

4.033 

-0.02 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.21 

0.36 


Chak No. 8 

0803000400531100 

1.118 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

1.118 

-0.02 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.21 

0.36 


Chak Saliya 

0803000400537000 

6.055 

Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

0.950 

-0.06 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.06 






Non-command 

Non-command 

Tertiary Sandstone 

5.104 

-0.06 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.18 

0.30 


Chak Sethiya 

0803000400539600 

9.272 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

9.272 

-0.29 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.000 

0.21 

0.35 


Chak Vijaisinghpura 

0803000400544400 

17.501 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

9.336 

-0.50 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.11 

0.19 


Chhaneri 

0803000400541400 

8.230 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

2.189 

-0.23 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.06 

0.09 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

6.040 

-0.23 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.000 

0.16 

0.26 


Dabli 

0803000400531900 

16.361 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

1.819 

0.13 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.04 







Command 

Tertiary Sandstone 

0.691 

0.13 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Deh 

0803000400532500 

31.062 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

16.524 

-0.20 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.11 

0.19 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

14.538 

-0.20 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.10 

0.17 


Diyatara 

0803000400540000 

35.726 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

15.835 

-0.21 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.000 

0.09 

0.16 





Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

0.926 

-0.21 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Non-command 

Non-command 

Tertiary Sandstone 

18.965 

-0.21 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.000 

0.11 

0.19 


Gangapura 

0803000400530900 

23.209 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

12.418 

-0.02 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.11 

0.19 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

10.791 

-0.02 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.10 

0.17 


Gariyala 

0803000400535800 

94.739 

Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

82.743 

-0.06 

0.040 

0.05 

0.00 

0.11 

0.16 

0.00 

0.00 

0.00 

0.18 

0.000 

0.19 

0.31 






Non-command 

Non-command 

Tertiary Sandstone 

11.580 

-0.06 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.03 

0.04 


Girajsar 

0803000400535500 

115.597 

Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

7.568 

-0.09 

0.040 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 






Non-command 

Non-command 

Tertiary Sandstone 

0.113 

-0.09 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Govindsar 

0803000400536000 

19.207 

Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

19.207 

0.03 

0.040 

0.00 

0.00 

0.03 

0.04 

0.00 

-0.04 

-0.02 

0.01 

0.000 

0.21 

0.36 


Goyalri 

0803000400530200 

11.356 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.289 

0.04 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Grandhi 

0803000400535700 

123.676 

Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

41.013 

0.34 

0.040 

0.00 

0.00 

0.06 

0.08 

0.00 

0.43 

0.25 

0.00 

0.000 

0.07 

0.12 


Gura 

0803000400532900 

58.318 

Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

6.391 

0.08 

0.040 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.04 






Non-command 

Non-command 

Tertiary Sandstone 

51.927 

0.08 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.10 

0.03 

0.000 

0.19 

0.32 


Hirai Ki Dhani 

0803000400541800 

12.015 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

8.494 

0.26 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.07 

0.000 

0.15 

0.25 







Non-command 

Vindhyan Sandstone 

3.427 

0.26 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.02 

0.000 

0.06 

0.10 


Inda Ka Bala 

0803000400537800 

23.143 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

4.623 

-0.37 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.04 

0.07 


Jhajhoo 

0803000400539200 

122.543 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

12.445 

-0.51 

0.060 

0.22 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.86 

0.000 

0.02 

0.04 







Non-command 

Vindhyan Sandstone 

24.364 

-0.51 

0.040 

0.38 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.53 

0.000 

0.04 

0.07 


Jhajhoobas Nathotan 

0803000400539300 

17.336 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

15.062 

-0.37 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.000 

0.18 

0.31 


Kanya Ki Basti 

0803000400541300 

2.914 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

1.572 

-0.23 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.000 

0.11 

0.19 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

1.342 

-0.23 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.10 

0.16 


Khari Charnan 

0803000400528400 

46.135 

Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

1.698 

-0.01 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Non-command 

Non-command 

Tertiary Sandstone 

18.038 

-0.01 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.08 

0.14 


Khetolai Budhan 

0803000400539500 

7.683 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

7.683 

-0.30 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.000 

0.21 

0.35 


Khetolai Burj 

0803000400539400 

26.718 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

26.718 

-0.26 

0.060 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.74 

0.000 

0.21 

0.35 


Khetolai Mulwan 

0803000400540900 

22.594 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

7.987 

-0.32 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.08 

0.13 







Non-command 

Vindhyan Sandstone 

8.402 

-0.32 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.08 

0.13 


Khetolai Shimbhoo 

0803000400540500 

14.496 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

14.211 

-0.23 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.000 

0.21 

0.35 


Kishnayat Budhan 

0803000400530400 

7.424 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

6.596 

-0.12 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.19 

0.31 


Kolasar (west) 

0803000400534300 

181.355 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

0.359 

0.47 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Kolayat 

0803000400539700 

28.504 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

4.561 

-0.33 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.085 

0.03 

0.06 


Kotri 

0803000400537700 

7.654 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.463 

-0.50 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.01 

0.02 


Kudaratiwali Dhani 

0803000400534200 

20.626 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

4.327 

0.17 

0.080 

0.00 

0.00 

0.01 

0.02 

0.00 

0.03 

0.02 

0.00 

0.000 

0.04 

0.08 






Non-command 

Non-command 

Older Alluvium 

15.529 

0.17 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.12 

0.00 

0.000 

0.16 

0.27 


Ladkhan @ Nayagaon 

0803000400541600 

41.059 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

1.052 

-0.03 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

19.755 

-0.03 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.000 

0.10 

0.17 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Chak Dadar 

0803000400537100 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.10 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0012 

0.0017 

- 

0.003 

0.003 

0.006 

0.001 

0.006 

- 

- 

Safe 



0.10 

0.17 

- 

0.17 

- 

0.17 

0.05 

0.25 

0.04 

- 

- 

- 

- 

- 

0.044 

0.215 

0.022 

0.194 

0.043 

22.19 

Safe 

Chak Gujarsinghwala 

0803000400539900 

0.10 

0.10 

- 

0.10 

- 

0.10 

0.05 

0.27 

0.03 

- 

- 

- 

- 

- 

0.026 

0.126 

0.013 

0.113 

0.048 

42.39 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Chak Kanya Bandh 

0803000400540200 

0.10 

0.05 

- 

0.05 

- 

0.05 

0.04 

0.21 

0.01 

- 

- 

- 

- 

- 

0.012 

0.060 

0.006 

0.054 

0.072 

132.99 

Over Exploited 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.004 

0.011 

270.46 

Over Exploited 

Chak Khuddi 

0803000400536900 

0.10 

0.00 

(309.74) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0002 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

- 

- 

Safe 



0.10 

0.11 

(92.52) 

0.09 

0.00 

0.09 

0.05 

0.26 

0.03 

- 

- 

- 

0.001 

0.001 

0.031 

0.123 

0.006 

0.116 

0.011 

9.44 

Safe 

Chak Madhogarh 

0803000400536800 

0.10 

0.28 

(107.72) 

0.22 

0.07 

0.29 

0.04 

0.17 

0.07 

- 

0.0391 

0.0552 

- 

0.094 

0.166 

0.456 

0.023 

0.433 

0.011 

2.54 

Safe 



0.10 

0.09 

(87.99) 

0.07 

- 

0.07 

0.02 

0.10 

0.02 

- 

- 

- 

- 

- 

0.022 

0.091 

0.005 

0.086 

0.011 

12.76 

Safe 

Chak Mandal Bandh 

0803000400536400 

0.10 

0.22 

- 

0.22 

0.00 

0.22 

0.05 

0.27 

0.06 

- 

- 

- 

0.001 

0.001 

0.056 

0.272 

0.027 

0.244 

0.043 

17.60 

Safe 

Chak Mulajman 

0803000400539800 

0.10 

0.27 

- 

0.27 

- 

0.27 

0.05 

0.26 

0.07 

- 

- 

- 

- 

- 

0.070 

0.343 

0.034 

0.309 

0.120 

38.89 

Safe 

Chak No. 1 

0803000400531300 

0.10 

0.08 

- 

0.08 

- 

0.08 

0.05 

0.27 

0.02 

- 

- 

- 

- 

- 

0.020 

0.096 

0.010 

0.086 

- 

- 

Safe 

Chak No. 2 

0803000400532300 

0.10 

0.08 

- 

0.08 

- 

0.08 

0.05 

0.27 

0.02 

- 

- 

- 

- 

- 

0.021 

0.101 

0.010 

0.091 

- 

- 

Safe 

Chak No. 3 

0803000400532200 

0.10 

0.09 

- 

0.09 

- 

0.09 

0.05 

0.27 

0.02 

- 

- 

- 

- 

- 

0.024 

0.118 

0.012 

0.107 

- 

- 

Safe 

Chak No. 4 

0803000400532100 

0.10 

0.20 

- 

0.20 

- 

0.20 

0.05 

0.27 

0.05 

- 

- 

- 

- 

- 

0.051 

0.246 

0.025 

0.221 

- 

- 

Safe 

Chak No. 5 

0803000400531400 

0.10 

0.16 

- 

0.16 

- 

0.16 

0.05 

0.27 

0.04 

- 

- 

- 

- 

- 

0.042 

0.206 

0.021 

0.186 

- 

- 

Safe 

Chak No. 6 

0803000400531600 

0.10 

0.18 

(99.11) 

0.14 

- 

0.14 

0.05 

0.27 

0.05 

- 

- 

- 

- 

- 

0.046 

0.190 

0.009 

0.180 

- 

- 

Safe 

Chak No. 7 

0803000400531200 

0.10 

0.09 

- 

0.09 

0.00 

0.09 

0.05 

0.27 

0.02 

- 

- 

- 

0.000 

- 

0.022 

0.108 

0.011 

0.097 

- 

- 

Safe 

Chak No. 8 

0803000400531100 

0.10 

0.02 

- 

0.02 

- 

0.02 

0.05 

0.27 

0.01 

- 

- 

- 

- 

- 

0.006 

0.030 

0.003 

0.027 

- 

- 

Safe 

Chak Saliya 

0803000400537000 

0.10 

0.00 

- 

0.00 

0.00 

0.01 

0.01 

0.04 

0.00 

- 

0.0018 

0.0026 

- 

0.004 

0.005 

0.012 

0.001 

0.010 

- 

- 

Safe 



0.10 

0.09 

- 

0.09 

- 

0.09 

0.05 

0.23 

0.02 

- 

- 

- 

- 

- 

0.024 

0.115 

0.012 

0.104 

- 

- 

Safe 

Chak Sethiya 

0803000400539600 

0.10 

0.20 

- 

0.20 

- 

0.20 

0.06 

0.27 

0.05 

- 

- 

- 

- 

- 

0.051 

0.248 

0.025 

0.224 

0.096 

42.94 

Safe 

Chak Vijaisinghpura 

0803000400544400 

0.10 

0.11 

- 

0.11 

- 

0.11 

0.03 

0.14 

0.03 

- 

- 

- 

- 

- 

0.027 

0.134 

0.013 

0.120 

0.022 

18.30 

Safe 

Chhaneri 

0803000400541400 

0.10 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.003 

0.016 

0.002 

0.014 

0.024 

170.89 

Over Exploited 



0.10 

0.09 

- 

0.09 

- 

0.09 

0.04 

0.20 

0.02 

- 

- 

- 

- 

- 

0.024 

0.119 

0.012 

0.107 

0.032 

29.93 

Safe 

Dabli 

0803000400531900 

0.20 

0.01 

(11.28) 

0.01 

0.01 

0.01 

0.01 

0.03 

0.00 

- 

0.0035 

0.0049 

- 

0.008 

0.011 

0.024 

0.001 

0.023 

- 

- 

Safe 



0.10 

0.00 

29.34 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0013 

0.0019 

- 

0.003 

0.003 

0.006 

0.000 

0.006 

- 

- 

Safe 

Deh 

0803000400532500 

0.10 

0.19 

- 

0.19 

- 

0.19 

0.03 

0.14 

0.05 

- 

- 

- 

- 

- 

0.048 

0.235 

0.024 

0.212 

0.024 

11.33 

Safe 



0.10 

0.14 

- 

0.14 

- 

0.14 

0.03 

0.13 

0.04 

- 

- 

- 

- 

- 

0.037 

0.182 

0.018 

0.164 

- 

- 

Safe 

Diyatara 

0803000400540000 

0.10 

0.15 

- 

0.15 

- 

0.15 

0.02 

0.12 

0.04 

0.0100 

- 

- 

- 

0.010 

0.049 

0.198 

0.020 

0.178 

0.168 

94.26 

Critical 



0.10 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0018 

0.0025 

- 

0.004 

0.004 

0.008 

0.001 

0.007 

- 

- 

Safe 



0.10 

0.21 

- 

0.21 

- 

0.21 

0.03 

0.14 

0.06 

- 

- 

- 

- 

- 

0.055 

0.270 

0.027 

0.243 

0.086 

35.43 

Safe 

Gangapura 

0803000400530900 

0.10 

0.14 

- 

0.14 

- 

0.14 

0.03 

0.14 

0.04 

- 

- 

- 

- 

- 

0.037 

0.178 

0.018 

0.160 

- 

- 

Safe 



0.10 

0.11 

- 

0.11 

- 

0.11 

0.03 

0.12 

0.03 

- 

- 

- 

- 

- 

0.028 

0.134 

0.013 

0.121 

- 

- 

Safe 

Gariyala 

0803000400535800 

0.10 

1.54 

- 

1.54 

0.27 

1.81 

0.05 

0.23 

0.39 

0.0100 

0.1590 

0.2247 

0.001 

0.395 

0.785 

2.597 

0.260 

2.337 

0.184 

7.87 

Safe 



0.10 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.03 

0.01 

- 

- 

- 

- 

- 

0.008 

0.038 

0.004 

0.034 

0.022 

64.67 

Safe 

Girajsar 

0803000400535500 

0.10 

0.01 

- 

0.01 

0.03 

0.04 

0.00 

0.02 

0.00 

- 

0.0145 

0.0206 

0.003 

0.038 

0.040 

0.077 

0.008 

0.070 

- 

- 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Govindsar 

0803000400536000 

0.10 

0.41 

(105.67) 

0.33 

0.06 

0.39 

0.05 

0.27 

0.10 

- 

0.0369 

0.0522 

0.001 

0.090 

0.195 

0.586 

0.029 

0.557 

0.011 

1.98 

Safe 

Goyalri 

0803000400530200 

0.10 

0.00 

156.61 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Grandhi 

0803000400535700 

0.10 

0.29 

(12.90) 

0.25 

0.13 

0.39 

0.02 

0.09 

0.07 

- 

0.0788 

0.1114 

- 

0.190 

0.263 

0.649 

0.032 

0.617 

- 

- 

Safe 

Gura 

0803000400532900 

0.10 

0.01 

(107.38) 

0.01 

0.02 

0.03 

0.01 

0.03 

0.00 

- 

0.0123 

0.0174 

- 

0.030 

0.033 

0.066 

0.003 

0.063 

- 

- 

Safe 



0.10 

0.98 

(90.03) 

0.79 

0.00 

0.79 

0.05 

0.24 

0.25 

- 

- 

- 

0.003 

0.003 

0.257 

1.047 

0.052 

0.994 

0.032 

3.22 

Safe 

Hirai Ki Dhani 

0803000400541800 

0.10 

0.13 

(49.91) 

0.10 

- 

0.10 

0.04 

0.19 

0.03 

- 

- 

- 

- 

- 

0.032 

0.135 

0.007 

0.128 

0.065 

50.80 

Safe 



0.10 

0.02 

4.19 

0.02 

- 

0.02 

0.02 

0.08 

0.01 

- 

- 

- 

- 

- 

0.005 

0.027 

0.001 

0.026 

0.024 

93.72 

Critical 

Inda Ka Bala 

0803000400537800 

0.10 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.05 

0.01 

- 

- 

- 

- 

- 

0.005 

0.025 

0.002 

0.022 

0.024 

107.82 

Over Exploited 

Jhajhoo 

0803000400539200 

0.10 

0.03 

- 

0.03 

0.01 

0.04 

0.01 

0.03 

0.01 

0.0300 

- 

- 

- 

0.030 

0.037 

0.074 

0.007 

0.066 

0.864 

1,299.67 

Over Exploited 



0.10 

0.10 

- 

0.10 

0.02 

0.12 

0.01 

0.05 

0.03 

0.0600 

- 

- 

- 

0.060 

0.087 

0.210 

0.021 

0.189 

1.534 

812.41 

Over Exploited 

Jhajhoobas Nathotan 

0803000400539300 

0.10 

0.28 

- 

0.28 

- 

0.28 

0.05 

0.23 

0.07 

- 

- 

- 

- 

- 

0.072 

0.351 

0.035 

0.316 

0.096 

30.42 

Safe 

Kanya Ki Basti 

0803000400541300 

0.10 

0.02 

- 

0.02 

- 

0.02 

0.03 

0.14 

0.00 

- 

- 

- 

- 

- 

0.005 

0.023 

0.002 

0.020 

0.048 

234.67 

Over Exploited 



0.10 

0.01 

- 

0.01 

- 

0.01 

0.03 

0.12 

0.00 

- 

- 

- 

- 

- 

0.003 

0.017 

0.002 

0.015 

0.022 

147.63 

Over Exploited 

Khari Charnan 

0803000400528400 

0.10 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0033 

0.0046 

- 

0.008 

0.008 

0.015 

0.002 

0.014 

- 

- 

Safe 



0.10 

0.15 

- 

0.15 

- 

0.15 

0.02 

0.10 

0.04 

- 

- 

- 

- 

- 

0.039 

0.188 

0.019 

0.169 

- 

- 

Safe 

Khetolai Budhan 

0803000400539500 

0.10 

0.16 

- 

0.16 

- 

0.16 

0.06 

0.27 

0.04 

- 

- 

- 

- 

- 

0.042 

0.206 

0.021 

0.185 

0.048 

25.91 

Safe 

Khetolai Burj 

0803000400539400 

0.10 

0.57 

- 

0.57 

0.01 

0.58 

0.06 

0.27 

0.15 

0.0300 

- 

- 

- 

0.030 

0.177 

0.756 

0.076 

0.680 

0.744 

109.38 

Over Exploited 

Khetolai Mulwan 

0803000400540900 

0.10 

0.06 

- 

0.06 

0.00 

0.06 

0.02 

0.09 

0.02 

- 

- 

- 

0.001 

0.001 

0.016 

0.077 

0.008 

0.069 

0.024 

34.63 

Safe 



0.10 

0.07 

- 

0.07 

- 

0.07 

0.02 

0.10 

0.02 

- 

- 

- 

- 

- 

0.017 

0.084 

0.008 

0.075 

0.022 

29.19 

Safe 

Khetolai Shimbhoo 

0803000400540500 

0.10 

0.30 

- 

0.30 

- 

0.30 

0.05 

0.26 

0.08 

- 

- 

- 

- 

- 

0.077 

0.373 

0.037 

0.336 

0.048 

14.29 

Safe 

Kishnayat Budhan 

0803000400530400 

0.10 

0.12 

- 

0.12 

0.00 

0.13 

0.05 

0.24 

0.03 

- 

- 

- 

0.001 

0.001 

0.033 

0.159 

0.016 

0.143 

- 

- 

Safe 

Kolasar (west) 

0803000400534300 

0.20 

0.00 

24,268.24 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0007 

0.0010 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

- 

- 

Safe 

Kolayat 

0803000400539700 

0.10 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.004 

0.020 

0.002 

0.018 

0.085 

481.95 

Over Exploited 

Kotri 

0803000400537700 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.024 

3,554.05 

Over Exploited 

Kudaratiwali Dhani 

0803000400534200 

0.20 

0.04 

(50.65) 

0.03 

0.03 

0.06 

0.01 

0.06 

0.01 

- 

0.0125 

0.0235 

- 

0.036 

0.046 

0.102 

0.005 

0.097 

- 

- 

Safe 



0.20 

0.50 

(75.46) 

0.40 

- 

0.40 

0.04 

0.20 

0.12 

- 

- 

- 

- 

- 

0.123 

0.520 

0.026 

0.494 

- 

- 

Safe 

Ladkhan @ Nayagaon 

0803000400541600 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

- 

- 

Safe 



0.10 

0.20 

- 

0.20 

- 

0.20 

0.03 

0.13 

0.05 

- 

- 

- 

- 

- 

0.052 

0.255 

0.025 

0.229 

0.076 

33.18 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Vindhyan Sandstone 

3.375 

-0.03 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.03 


Lakhasar 

0803000400532800 

23.416 

Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

23.087 

0.20 

0.040 

0.00 

0.00 

0.03 

0.04 

0.00 

0.11 

0.06 

0.00 

0.000 

0.21 

0.35 






Non-command 

Non-command 

Tertiary Sandstone 

0.330 

0.20 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Lohiya 

0803000400540700 

15.115 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

8.255 

-0.25 

0.060 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.000 

0.12 

0.19 







Non-command 

Vindhyan Sandstone 

0.181 

-0.25 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Loombasar 

0803000400531700 

14.935 

Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

6.502 

0.05 

0.040 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.01 

0.00 

0.00 

0.000 

0.09 

0.16 






Non-command 

Non-command 

Tertiary Sandstone 

8.433 

0.05 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.12 

0.20 


Madh 

0803000400537600 

18.763 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

17.107 

-0.41 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.000 

0.19 

0.32 


Magrewala 

0803000400530600 

0.620 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.586 

-0.02 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.20 

0.34 


Mandal Bhatiyan 

0803000400536200 

20.056 

Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

1.759 

-0.06 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 






Non-command 

Non-command 

Tertiary Sandstone 

18.297 

-0.06 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.19 

0.33 


Mandal Charnan 

0803000400536100 

15.271 

Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

5.827 

-0.06 

0.040 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.01 

0.000 

0.08 

0.14 






Non-command 

Non-command 

Tertiary Sandstone 

9.444 

-0.06 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.13 

0.22 


Mandal Rawalotan 

0803000400536300 

11.903 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

11.903 

-0.04 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.000 

0.21 

0.36 


Mithriya 

0803000400534100 

62.752 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

5.460 

0.14 

0.080 

0.00 

0.00 

0.01 

0.02 

0.00 

0.02 

0.01 

0.00 

0.000 

0.02 

0.03 






Non-command 

Non-command 

Older Alluvium 

1.505 

0.14 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.01 

0.01 


Motasar 

0803000400535900 

20.575 

Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

20.575 

-0.03 

0.040 

0.00 

0.00 

0.03 

0.04 

0.00 

0.00 

0.00 

0.00 

0.000 

0.21 

0.36 


Motawatai 

0803000400531000 

9.483 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

2.284 

-0.02 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.05 

0.09 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

7.199 

-0.02 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.16 

0.27 


Nokhra 

0803000400541900 

78.605 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

0.685 

0.36 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 







Non-command 

Vindhyan Sandstone 

9.972 

0.36 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.00 

0.000 

0.03 

0.05 


Pabusar Sindooka 

0803000400532700 

45.226 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

2.350 

0.13 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.01 

0.02 







Command 

Tertiary Sandstone 

39.278 

0.13 

0.040 

0.00 

0.00 

0.05 

0.08 

0.00 

0.08 

0.05 

0.00 

0.000 

0.18 

0.31 






Non-command 

Non-command 

Tertiary Sandstone 

2.978 

0.13 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.01 

0.02 


Panwarwala 

0803000400533300 

42.423 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

1.163 

0.13 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Pethado Ki Dhani 

0803000400535200 

17.992 

Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

1.417 

0.07 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 






Non-command 

Non-command 

Tertiary Sandstone 

6.018 

0.07 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.07 

0.12 







Non-command 

Vindhyan Sandstone 

4.208 

0.07 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.05 

0.08 


Ranasar 

0803000400532000 

56.522 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

1.367 

0.09 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.01 







Command 

Tertiary Sandstone 

33.234 

0.09 

0.040 

0.00 

0.00 

0.05 

0.06 

0.00 

0.01 

0.01 

0.00 

0.000 

0.12 

0.21 






Non-command 

Non-command 

Tertiary Sandstone 

5.816 

0.09 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.02 

0.04 


Randheesar 

0803000400528200 

99.360 

Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

1.384 

0.09 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 






Non-command 

Non-command 

Tertiary Sandstone 

0.003 

0.09 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Raoneri 

0803000400541500 

15.074 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

2.892 

-0.20 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.000 

0.04 

0.07 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

12.145 

-0.20 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.000 

0.17 

0.29 


Rekh Ranasar 

0803000400530800 

6.492 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

2.431 

-0.02 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.08 

0.13 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

0.569 

-0.02 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 


Samorkhi 

0803000400532600 

14.347 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

14.347 

-0.06 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.21 

0.35 


Sharah Ambayat 

0803000400540100 

4.129 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

4.129 

-0.22 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.21 

0.35 


Sharah Bhaleri 

0803000400532400 

5.003 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

5.003 

-0.04 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.21 

0.35 


Sharah Bokolai 

0803000400536600 

11.402 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

11.402 

-0.20 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.000 

0.21 

0.36 


Sharah Gageri 

0803000400544000 

11.065 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.878 

-0.39 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 


Sharah Jorki 

0803000400531500 

1.984 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

1.984 

0.01 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.21 

0.36 


Sharah Kabadiyan 

0803000400539100 

5.499 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.247 

-0.54 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Sharah Karnet 

0803000400540600 

6.148 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

5.325 

-0.23 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.18 

0.31 


Sharah Kiklet 

0803000400540400 

2.026 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

2.026 

-0.23 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.21 

0.35 


Sharah Kishnayat 

0803000400530700 

2.877 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

2.034 

-0.02 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.15 

0.25 


Sharah Kumbholai 

0803000400540800 

7.227 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.465 

-0.27 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Sharah Punolao 

0803000400536500 

7.227 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

7.227 

-0.20 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.000 

0.21 

0.36 


Sharah Sandayat 

0803000400540300 

5.451 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

5.429 

-0.23 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.000 

0.21 

0.35 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

0.022 

-0.23 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sheo Sutharan 

0803000400530500 

0.740 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.728 

-0.02 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.21 

0.35 


Siyana Bhatiyan 

0803000400544300 

25.728 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.100 

-0.42 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Surjara 

0803000400531800 

86.959 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

0.706 

0.08 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Tertiary Sandstone 

9.342 

0.08 

0.040 

0.00 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.04 






Non-command 

Non-command 

Tertiary Sandstone 

4.685 

0.08 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.01 

0.02 

16004032 

Abasar 

0804000700662400 

18.859 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

18.859 

0.18 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.00 

0.072 

0.35 

0.54 


Abhaipura 

0813000401710500 

6.222 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.222 

-0.10 

0.100 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.051 

0.43 

0.76 







Non-command 

Quartzite 

0.000 

-0.10 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ajabpura 

0813000401709600 

5.331 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.099 

0.11 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.12 

0.017 

0.17 

0.30 







Non-command 

Quartzite 

3.232 

0.11 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.09 

0.027 

0.26 

0.46 


Akhepura 

0813000401709300 

8.158 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.884 

-0.33 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.065 

0.40 

0.73 


Akwa 

0813000301688800 

11.198 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.788 

-0.39 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.022 

0.10 

0.19 


Alakhpura Bogan 

0813000201679800 

12.946 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.502 

-0.19 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.070 

0.30 

0.51 


Ambapa 

0814000201770000 

7.564 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.240 

0.74 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.014 

0.10 

0.16 


Anesariya 

0814000101762600 

8.210 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.856 

0.92 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.004 

0.04 

0.05 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.444 

0.92 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.00 

0.007 

0.06 

0.09 







Non-command 

Phyllite & Schist 

5.909 

0.92 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.01 

0.027 

0.25 

0.38 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.10 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.002 

0.007 

0.001 

0.007 

0.012 

179.44 

Over Exploited 

Lakhasar 

080300040053280C 

0.10 

0.48 

(86.89) 

0.39 

0.08 

0.46 

0.05 

0.26 

0.12 

- 

0.0444 

0.0627 

- 

0.107 

0.232 

0.695 

0.035 

0.660 

- 

- 

Safe 



0.10 

0.00 

1,420.33 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Lohiya 

0803000400540700 

0.10 

0.10 

- 

0.10 

- 

0.10 

0.03 

0.15 

0.02 

0.0100 

- 

- 

- 

0.010 

0.035 

0.131 

0.013 

0.118 

0.240 

203.84 

Over Exploited 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Loombasar 

0803000400531700 

0.10 

0.06 

(107.16) 

0.05 

0.02 

0.07 

0.02 

0.12 

0.02 

- 

0.0125 

0.0177 

- 

0.030 

0.046 

0.115 

0.006 

0.109 

- 

- 

Safe 



0.10 

0.10 

(89.22) 

0.08 

- 

0.08 

0.03 

0.15 

0.03 

- 

- 

- 

- 

- 

0.026 

0.107 

0.005 

0.102 

- 

- 

Safe 

Madh 

0803000400537600 

0.10 

0.33 

- 

0.33 

0.00 

0.34 

0.05 

0.24 

0.09 

- 

- 

- 

0.007 

0.007 

0.093 

0.430 

0.043 

0.387 

0.096 

24.81 

Safe 

Magrewala 

0803000400530600 

0.10 

0.01 

- 

0.01 

- 

0.01 

0.05 

0.25 

0.00 

- 

- 

- 

- 

- 

0.003 

0.015 

0.001 

0.013 

- 

- 

Safe 

Mandal Bhatiyan 

0803000400536200 

0.10 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0034 

0.0048 

- 

0.008 

0.009 

0.018 

0.002 

0.016 

- 

- 

Safe 



0.10 

0.36 

- 

0.36 

0.00 

0.36 

0.05 

0.24 

0.09 

- 

- 

- 

0.001 

0.001 

0.092 

0.449 

0.045 

0.404 

0.022 

5.45 

Safe 

Mandal Charnan 

0803000400536100 

0.10 

0.05 

- 

0.05 

0.02 

0.07 

0.02 

0.10 

0.01 

- 

0.0112 

0.0158 

- 

0.027 

0.039 

0.106 

0.011 

0.095 

0.011 

11.56 

Safe 



0.10 

0.12 

- 

0.12 

0.00 

0.13 

0.03 

0.17 

0.03 

- 

- 

- 

0.002 

0.002 

0.034 

0.160 

0.016 

0.144 

0.011 

7.63 

Safe 

Mandal Rawalotan 

0803000400536300 

0.10 

0.25 

- 

0.25 

- 

0.25 

0.05 

0.27 

0.06 

- 

- 

- 

- 

- 

0.065 

0.319 

0.032 

0.287 

0.108 

37.66 

Safe 

Mithriya 

0803000400534100 

0.20 

0.02 

(29.90) 

0.02 

0.04 

0.05 

0.00 

0.02 

0.00 

- 

0.0210 

0.0297 

- 

0.051 

0.056 

0.108 

0.005 

0.102 

- 

- 

Safe 



0.20 

0.00 

528.48 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

- 

- 

Safe 

Motasar 

0803000400535900 

0.10 

0.44 

- 

0.44 

0.07 

0.51 

0.05 

0.27 

0.11 

- 

0.0395 

0.0559 

- 

0.095 

0.207 

0.713 

0.071 

0.642 

- 

- 

Safe 

Motawatai 

0803000400531000 

0.10 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.003 

0.015 

0.001 

0.013 

- 

- 

Safe 



0.10 

0.12 

- 

0.12 

- 

0.12 

0.04 

0.20 

0.03 

- 

- 

- 

- 

- 

0.030 

0.146 

0.015 

0.132 

- 

- 

Safe 

Nokhra 

0803000400541900 

0.10 

0.00 

4,632.63 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.10 

0.03 

142.10 

0.03 

- 

0.03 

0.01 

0.03 

0.01 

- 

- 

- 

- 

- 

0.007 

0.039 

0.002 

0.037 

- 

- 

Safe 

Pabusar Sindooka 

0803000400532700 

0.20 

0.01 

92.91 

0.01 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0045 

0.0064 

- 

0.011 

0.012 

0.026 

0.001 

0.025 

- 

- 

Safe 



0.10 

0.72 

(93.66) 

0.58 

0.13 

0.71 

0.05 

0.23 

0.19 

- 

0.0755 

0.1067 

- 

0.182 

0.369 

1.077 

0.054 

1.023 

- 

- 

Safe 



0.10 

0.00 

123.49 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

- 

- 

Safe 

Panwarwala 

0803000400533300 

0.20 

0.00 

77.59 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0045 

0.0063 

- 

0.011 

0.011 

0.020 

0.001 

0.019 

- 

- 

Safe 

Pethado Ki Dhani 

0803000400535200 

0.10 

0.00 

(116.86) 

0.00 

0.00 

0.01 

0.00 

0.02 

0.00 

- 

0.0027 

0.0038 

- 

0.007 

0.007 

0.014 

0.001 

0.013 

- 

- 

Safe 



0.10 

0.04 

(75.70) 

0.03 

- 

0.03 

0.02 

0.09 

0.01 

- 

- 

- 

- 

- 

0.011 

0.045 

0.002 

0.043 

- 

- 

Safe 



0.10 

0.02 

(74.19) 

0.02 

- 

0.02 

0.01 

0.06 

0.01 

- 

- 

- 

- 

- 

0.005 

0.022 

0.001 

0.021 

- 

- 

Safe 

Ranasar 

0803000400532000 

0.20 

0.00 

121.07 

0.00 

0.00 

0.01 

0.00 

0.01 

0.00 

- 

0.0026 

0.0037 

- 

0.006 

0.007 

0.013 

0.001 

0.012 

- 

- 

Safe 



0.10 

0.41 

(98.72) 

0.33 

0.11 

0.44 

0.03 

0.16 

0.11 

- 

0.0639 

0.0902 

- 

0.154 

0.261 

0.702 

0.035 

0.667 

- 

- 

Safe 



0.10 

0.01 

(3.89) 

0.01 

- 

0.01 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.003 

0.015 

0.001 

0.015 

- 

- 

Safe 

Randheesar 

0803000400528200 

0.10 

0.00 

(50.49) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0027 

0.0038 

- 

0.006 

0.007 

0.011 

0.001 

0.011 

- 

- 

Safe 



0.10 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Raoneri 

0803000400541500 

0.10 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.003 

0.015 

0.001 

0.013 

0.048 

358.84 

Over Exploited 



0.10 

0.21 

- 

0.21 

- 

0.21 

0.04 

0.22 

0.05 

- 

- 

- 

- 

- 

0.054 

0.262 

0.026 

0.236 

0.065 

27.55 

Safe 

Rekh Ranasar 

0803000400530800 

0.10 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.10 

0.00 

- 

- 

- 

- 

- 

0.005 

0.024 

0.002 

0.022 

- 

- 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

- 

- 

Safe 

Samorkhi 

0803000400532600 

0.10 

0.31 

- 

0.31 

- 

0.31 

0.05 

0.27 

0.08 

- 

- 

- 

- 

- 

0.079 

0.384 

0.038 

0.346 

0.011 

3.18 

Safe 

Sharah Ambayat 

0803000400540100 

0.10 

0.09 

- 

0.09 

0.00 

0.09 

0.06 

0.27 

0.02 

- 

- 

- 

0.001 

0.001 

0.024 

0.112 

0.011 

0.101 

0.024 

23.81 

Safe 

Sharah Bhaleri 

0803000400532400 

0.10 

0.11 

- 

0.11 

- 

0.11 

0.06 

0.27 

0.03 

- 

- 

- 

- 

- 

0.028 

0.134 

0.013 

0.121 

- 

- 

Safe 

Sharah Bokolai 

0803000400536600 

0.10 

0.24 

- 

0.24 

0.00 

0.24 

0.05 

0.27 

0.06 

- 

- 

- 

0.000 

0.000 

0.063 

0.306 

0.031 

0.275 

0.032 

11.64 

Safe 

Sharah Gageri 

0803000400544000 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

- 

- 

Safe 

Sharah Jorki 

0803000400531500 

0.10 

0.04 

(98.81) 

0.03 

- 

0.03 

0.05 

0.27 

0.01 

- 

- 

- 

- 

- 

0.011 

0.045 

0.002 

0.042 

0.011 

26.00 

Safe 

Sharah Kabadiyan 

0803000400539100 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Sharah Karnet 

0803000400540600 

0.10 

0.10 

- 

0.10 

- 

0.10 

0.05 

0.23 

0.03 

- 

- 

- 

- 

- 

0.025 

0.124 

0.012 

0.111 

- 

- 

Safe 

Sharah Kiklet 

0803000400540400 

0.10 

0.04 

- 

0.04 

- 

0.04 

0.05 

0.27 

0.01 

- 

- 

- 

- 

- 

0.011 

0.054 

0.005 

0.049 

- 

- 

Safe 

Sharah Kishnayat 

0803000400530700 

0.10 

0.03 

- 

0.03 

- 

0.03 

0.04 

0.19 

0.01 

- 

- 

- 

- 

- 

0.008 

0.038 

0.004 

0.035 

- 

- 

Safe 

Sharah Kumbholai 

0803000400540800 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

- 

- 

Safe 

Sharah Punolao 

0803000400536500 

0.10 

0.15 

- 

0.15 

- 

0.15 

0.05 

0.27 

0.04 

- 

- 

- 

- 

- 

0.040 

0.194 

0.019 

0.174 

0.032 

18.37 

Safe 

Sharah Sandayat 

0803000400540300 

0.10 

0.12 

- 

0.12 

- 

0.12 

0.05 

0.27 

0.03 

0.0100 

- 

- 

- 

0.010 

0.040 

0.155 

0.015 

0.139 

0.144 

103.31 

Over Exploited 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Sheo Sutharan 

0803000400530500 

0.10 

0.02 

- 

0.02 

- 

0.02 

0.05 

0.26 

0.00 

- 

- 

- 

- 

- 

0.004 

0.019 

0.002 

0.017 

- 

- 

Safe 

Siyana Bhatiyan 

0803000400544300 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Surjara 

0803000400531800 

0.20 

0.00 

435.73 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0014 

0.0019 

- 

0.003 

0.003 

0.006 

0.000 

0.006 

- 

- 

Safe 



0.10 

0.02 

(101.88) 

0.02 

0.03 

0.05 

0.01 

0.03 

0.01 

- 

0.0180 

0.0254 

- 

0.043 

0.049 

0.097 

0.005 

0.092 

- 

- 

Safe 



0.10 

0.01 

66.69 

0.01 

- 

0.01 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.007 

- 

- 

Safe 

Abasar 

0804000700662400 

0.07 

0.47 

(87.70) 

0.37 

0.00 

0.37 

0.05 

0.41 

0.07 

- 

- 

- 

0.002 

0.002 

0.073 

0.447 

0.022 

0.424 

0.072 

16.93 

Safe 

Abhaipura 

0813000401710500 

0.12 

0.32 

- 

0.32 

- 

0.32 

0.07 

0.50 

0.05 

0.0100 

- 

- 

- 

0.010 

0.060 

0.383 

0.038 

0.345 

0.390 

113.27 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ajabpura 

0813000401709600 

0.12 

0.04 

(29.03) 

0.03 

- 

0.03 

0.02 

0.19 

0.01 

- 

- 

- 

- 

- 

0.006 

0.040 

0.002 

0.038 

0.132 

349.53 

Over Exploited 



0.08 

0.07 

(68.89) 

0.05 

- 

0.05 

0.04 

0.30 

0.01 

- 

- 

- 

- 

- 

0.010 

0.063 

0.003 

0.060 

0.119 

198.48 

Over Exploited 

Akhepura 

0813000401709300 

0.12 

0.38 

- 

0.38 

- 

0.38 

0.06 

0.45 

0.05 

0.0100 

- 

- 

- 

0.010 

0.063 

0.439 

0.044 

0.395 

0.333 

84.42 

Semi Critical 

Akwa 

0813000301688800 

0.10 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.12 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.042 

0.004 

0.038 

0.219 

575.87 

Over Exploited 

Alakhpura Bogan 

0813000201679800 

0.11 

0.35 

- 

0.35 

- 

0.35 

0.05 

0.35 

0.06 

0.0100 

- 

- 

- 

0.010 

0.073 

0.419 

0.042 

0.377 

0.212 

56.33 

Safe 

Ambapa 

0814000201770000 

0.07 

0.02 

(2.02) 

0.02 

- 

0.02 

0.02 

0.12 

0.00 

- 

- 

- 

- 

- 

0.003 

0.019 

0.001 

0.018 

0.014 

80.87 

Semi Critical 

Anesariya 

0814000101762600 

0.08 

0.00 

317.50 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.004 

122.27 

Over Exploited 



0.16 

0.01 

520.53 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.002 

0.019 

0.001 

0.018 

0.007 

36.25 

Safe 



0.08 

0.12 

(33.80) 

0.09 

- 

0.09 

0.04 

0.29 

0.02 

- 

- 

- 

- 

- 

0.019 

0.113 

0.006 

0.108 

0.034 

31.64 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Ankholyan 

080400070066390C 

11.328 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

9.930 

-0.09 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.038 

0.31 

0.48 







Non-command 

Younger Alluvium 

1.398 

-0.09 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.04 

0.07 


Anokhoo 

081300030169690C 

22.159 

Fresh 

Non-command 

Non-command 

Older Alluvium 

22.159 

-0.63 

0.100 

0.21 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.62 

0.177 

0.40 

0.74 


Antri 

0813000301700200 

12.738 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.049 

-0.35 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.008 

0.03 

0.06 







Non-command 

Quartzite 

2.221 

-0.35 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.018 

0.07 

0.14 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.337 

-0.35 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.003 

0.01 

0.02 







Non-command 

Quartzite 

2.597 

-0.35 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.021 

0.08 

0.16 


Asota 

0814000101760000 

4.465 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

4.465 

0.33 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.01 

0.020 

0.34 

0.49 


Badalwas 

0813000301699000 

13.489 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.961 

-1.51 

0.100 

0.22 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.74 

0.103 

0.39 

0.72 


Badela 

0814000101763500 

5.760 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.316 

0.28 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.006 

0.08 

0.11 







Non-command 

Vindhyan Sandstone 

4.444 

0.28 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.03 

0.020 

0.26 

0.37 


Bader 

0814000101763600 

11.981 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.628 

0.26 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.007 

0.05 

0.06 


Badhadar 

0813000301689200 

10.778 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.778 

-0.06 

0.100 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.44 

0.086 

0.42 

0.80 


Baghsara ( East) 

0804000700667100 

5.231 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.529 

0.03 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.04 

0.06 







Non-command 

Younger Alluvium 

1.880 

0.03 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.007 

0.13 

0.22 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.053 

0.03 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 







Non-command 

Younger Alluvium 

2.769 

0.03 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.011 

0.19 

0.32 


Bahadurpura 

0813000501728800 

11.459 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.888 

-0.08 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.093 

0.33 

0.59 


Baidh Ki Dhani 

0813000401709000 

2.276 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.276 

-0.28 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.019 

0.42 

0.79 


Bajaj Gram 

0813000301693300 

0.952 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.952 

-0.30 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.008 

0.42 

0.82 


Bajor 

0813000301700700 

7.222 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.222 

-0.51 

0.100 

0.21 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.76 

0.060 

0.42 

0.81 


Bajroli 

0813000201680100 

7.457 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.457 

-0.34 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.050 

0.38 

0.66 


Balloopura 

0813000301697800 

6.190 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.190 

-0.63 

0.100 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.42 

0.049 

0.40 

0.73 


Balsamand 

0814000101763100 

8.132 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.120 

0.44 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.02 

0.033 

0.30 

0.43 







Non-command 

Vindhyan Sandstone 

1.012 

0.44 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.005 

0.04 

0.06 


Bamaniya 

0804000700663800 

14.430 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.485 

-0.06 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.02 







Non-command 

Younger Alluvium 

13.944 

-0.06 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.053 

0.34 

0.54 


Bamanvas @ Sajanpura 

0813000501728600 

5.785 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.011 

0.07 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.011 

0.08 

0.13 







Non-command 

Quartzite 

1.081 

0.07 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.011 

0.08 

0.14 


Bankliya 

0814000101759700 

24.595 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

23.828 

0.39 

0.040 

0.28 

0.04 

0.00 

0.00 

0.00 

0.61 

0.43 

0.97 

0.109 

0.32 

0.46 


Bara 

0804000700660800 

10.242 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

-0.57 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

10.242 

-0.57 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.039 

0.33 

0.46 


Bara bar 

0804000700664200 

27.819 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

27.819 

-0.14 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.106 

0.35 

0.55 


Baral 

0813000301703100 

12.561 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.859 

0.21 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.12 

0.015 

0.06 

0.11 







Non-command 

Quartzite 

8.429 

0.21 

0.020 

0.09 

0.00 

0.00 

0.00 

0.00 

0.13 

0.07 

0.29 

0.070 

0.29 

0.51 


Basi Agooni 

0804000700662900 

5.598 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

5.598 

-0.08 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.021 

0.35 

0.55 


Basni 

0813000201676400 

4.960 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.062 

-0.14 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.01 


Basri Kalan 

0813000401707600 

1.183 

Fresh 

Non-command 

Non-command 

Quartzite 

1.183 

-0.17 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.010 

0.37 

0.65 


Bathoth 

0813000201683900 

22.902 

Fresh 

Non-command 

Non-command 

Older Alluvium 

22.902 

-0.35 

0.080 

0.41 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.43 

0.154 

0.38 

0.68 


Beer Chhapar(Rura 

0804000700661700 

13.698 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

13.540 

-0.14 

0.020 

0.02 

0.00 

0.00 

0.00 

0.02 

0.00 

0.00 

0.00 

0.052 

0.35 

0.53 


Ber 

0814000101763700 

7.032 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.953 

0.22 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.004 

0.05 

0.06 


Bhadwasi 

0813000301692500 

4.911 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.911 

-0.60 

0.100 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.61 

0.041 

0.42 

0.82 


Bhagatpura 

0813000401710300 

1.105 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.105 

-0.32 

0.100 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.009 

0.43 

0.76 


Bhagiwad 

0804000700666100 

9.313 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

7.389 

-0.30 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.028 

0.28 

0.44 







Non-command 

Younger Alluvium 

1.923 

-0.30 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.007 

0.07 

0.12 


Bhagowa 

0813000301702100 

4.594 

Fresh 

Non-command 

Non-command 

Quartzite 

0.144 

0.22 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 


Bhairoopura 

0813000301691300 

7.935 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.935 

-0.62 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.063 

0.42 

0.82 



0813000301695700 

7.129 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.376 

-0.55 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.003 

0.02 

0.04 


Bhakharo Ki Dhani 

0813000201682600 

1.337 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.337 

-0.47 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.009 

0.40 

0.73 


Bhamas 

0814000101761200 

15.576 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

14.946 

0.21 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.01 

0.068 

0.34 

0.52 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.630 

0.21 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.01 

0.02 


Bhanisar Harawatan 

0804000700663100 

4.349 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

4.349 

0.07 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.017 

0.35 

0.54 


Bhanisar Tejsinghot 

0804000700663000 

6.096 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

6.096 

0.07 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.023 

0.35 

0.54 


Bharkasli 

0813000301696500 

5.674 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.674 

-0.64 

0.100 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.045 

0.41 

0.79 


Bhawanipura 

0813000301695300 

5.058 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.058 

-0.40 

0.100 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.55 

0.040 

0.38 

0.68 


Bheekhanwasi 

0813000301698700 

2.870 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.003 

-1.12 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.008 

0.14 

0.26 


Bheenchari 

0804000600651100 

9.313 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.118 

-0.23 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Bheenwsar 

0804000700665600 

15.261 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

-1.84 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

15.261 

-1.84 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.058 

0.35 

0.55 


Bheerana 

0813000401704900 

9.640 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.558 

-0.66 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.021 

0.10 

0.19 


Bhidasari 

0814000101762700 

20.475 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.970 

2.47 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

3.22 

2.15 

0.00 

0.059 

0.22 

0.33 







Non-command 

Phyllite & Schist 

2.342 

2.47 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.00 

0.011 

0.04 

0.06 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.843 

2.47 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.70 

0.47 

0.00 

0.013 

0.05 

0.07 







Non-command 

Phyllite & Schist 

2.319 

2.47 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.00 

0.011 

0.04 

0.06 


Bhilunda 

0813000201682500 

11.001 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.001 

-0.44 

0.080 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.074 

0.39 

0.71 


Bhiyani 

0814000101760300 

4.034 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.466 

0.18 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.011 

0.20 

0.29 







Non-command 

Vindhyan Sandstone 

1.283 

0.18 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.006 

0.11 

0.15 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.285 

0.18 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.03 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Ankholyan 

0804000700663900 

0.07 

0.22 

- 

0.22 

- 

0.22 

0.05 

0.36 

0.03 

- 

- 

- 

- 

- 

0.033 

0.249 

0.025 

0.224 

0.038 

16.88 

Safe 



0.22 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.002 

0.016 

0.002 

0.014 

0.005 

38.15 

Safe 

Anokhoo 

0813000301696900 

0.10 

0.88 

- 

0.88 

0.01 

0.89 

0.06 

0.46 

0.12 

0.0200 

- 

- 

- 

0.020 

0.143 

1.038 

0.104 

0.934 

0.796 

85.17 

Semi Critical 

Antri 

0813000301700200 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.082 

2,696.97 

Over Exploited 



0.06 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.001 

0.006 

0.138 

2,327.55 

Over Exploited 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.027 

7,160.57 

Over Exploited 



0.06 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.002 

0.014 

0.001 

0.013 

0.104 

829.19 

Over Exploited 

Asota 

0814000101760000 

0.12 

0.18 

(73.95) 

0.15 

- 

0.15 

0.05 

0.39 

0.03 

- 

- 

- 

- 

- 

0.029 

0.175 

0.009 

0.166 

0.034 

20.74 

Safe 

Badalwas 

0813000301699000 

0.10 

0.50 

- 

0.50 

0.01 

0.51 

0.05 

0.44 

0.07 

0.0300 

- 

- 

- 

0.030 

0.099 

0.609 

0.061 

0.548 

0.842 

153.73 

Over Exploited 

Badela 

0814000101763500 

0.08 

0.01 

(37.03) 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.007 

0.016 

216.40 

Over Exploited 



0.12 

0.14 

(70.18) 

0.11 

- 

0.11 

0.04 

0.30 

0.02 

- 

- 

- 

- 

- 

0.023 

0.133 

0.007 

0.127 

0.049 

38.97 

Safe 

Bader 

0814000101763600 

0.12 

0.01 

115.06 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.012 

0.001 

0.012 

0.050 

438.49 

Over Exploited 

Badhadar 

0813000301689200 

0.10 

0.45 

- 

0.45 

0.01 

0.46 

0.05 

0.47 

0.06 

0.0200 

- 

- 

- 

0.020 

0.078 

0.538 

0.054 

0.484 

0.529 

109.34 

Over Exploited 

Baghsara ( East) 

0804000700667100 

0.20 

0.00 

(79.25) 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.002 

57.01 

Safe 



0.22 

0.05 

(93.10) 

0.04 

- 

0.04 

0.02 

0.15 

0.01 

- 

- 

- 

- 

- 

0.009 

0.052 

0.003 

0.049 

0.007 

14.58 

Safe 



0.20 

0.00 

158.91 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.12 

(95.27) 

0.09 

- 

0.09 

0.03 

0.22 

0.02 

- 

- 

- 

- 

- 

0.019 

0.112 

0.006 

0.106 

0.011 

9.90 

Safe 

Bahadurpura 

0813000501728800 

0.12 

0.36 

- 

0.36 

- 

0.36 

0.05 

0.39 

0.05 

0.0100 

- 

- 

- 

0.010 

0.065 

0.422 

0.042 

0.380 

0.246 

64.89 

Safe 

Baidh Ki Dhani 

0813000401709000 

0.12 

0.11 

- 

0.11 

- 

0.11 

0.06 

0.48 

0.02 

0.0100 

- 

- 

- 

0.010 

0.025 

0.140 

0.014 

0.126 

0.355 

281.97 

Over Exploited 

Bajaj Gram 

0813000301693300 

0.12 

0.05 

- 

0.05 

- 

0.05 

0.05 

0.47 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.064 

0.006 

0.058 

0.186 

322.27 

Over Exploited 

Bajor 

0813000301700700 

0.12 

0.36 

- 

0.36 

0.03 

0.39 

0.05 

0.47 

0.05 

0.0900 

- 

- 

- 

0.090 

0.137 

0.530 

0.053 

0.477 

0.816 

171.00 

Over Exploited 

Bajroli 

0813000201680100 

0.11 

0.31 

- 

0.31 

- 

0.31 

0.06 

0.44 

0.05 

0.0100 

- 

- 

- 

0.010 

0.062 

0.373 

0.037 

0.335 

0.321 

95.70 

Critical 

Balloopura 

0813000301697800 

0.10 

0.24 

- 

0.24 

0.01 

0.25 

0.06 

0.45 

0.03 

0.0200 

- 

- 

- 

0.020 

0.055 

0.309 

0.031 

0.278 

0.468 

168.26 

Over Exploited 

Balsamand 

0814000101763100 

0.08 

0.17 

(66.24) 

0.14 

- 

0.14 

0.05 

0.34 

0.03 

- 

- 

- 

- 

- 

0.027 

0.163 

0.008 

0.154 

0.053 

34.07 

Safe 



0.12 

0.01 

140.06 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.005 

69.96 

Safe 

Bamaniya 

0804000700663800 

0.07 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

438.65 

Over Exploited 



0.22 

1.05 

- 

1.05 

- 

1.05 

0.05 

0.40 

0.16 

- 

- 

- 

- 

- 

0.165 

1.214 

0.121 

1.093 

0.053 

4.86 

Safe 

Bamanvas @ Sajanpura 

0813000501728600 

0.12 

0.01 

2.75 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.010 

0.054 

516.86 

Over Exploited 



0.08 

0.01 

(10.53) 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.054 

775.06 

Over Exploited 

Bankliya 

0814000101759700 

0.12 

0.92 

(53.50) 

0.74 

0.04 

0.78 

0.05 

0.38 

0.15 

0.1100 

- 

- 

- 

0.110 

0.262 

1.041 

0.052 

0.989 

1.081 

109.33 

Over Exploited 

Bara 

0804000700660800 

0.07 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.24 

- 

0.24 

- 

0.24 

0.06 

0.39 

0.04 

- 

- 

- 

- 

- 

0.039 

0.276 

0.028 

0.249 

0.050 

20.11 

Safe 

Bara bar 

0804000700664200 

0.07 

0.69 

- 

0.69 

- 

0.69 

0.05 

0.41 

0.11 

- 

- 

- 

- 

- 

0.105 

0.795 

0.080 

0.716 

0.106 

14.80 

Safe 

Baral 

0813000301703100 

0.12 

0.01 

17,600.17 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.002 

0.019 

0.001 

0.018 

0.138 

771.85 

Over Exploited 



0.08 

0.19 

8,213.32 

0.15 

- 

0.15 

0.04 

0.33 

0.03 

0.0100 

- 

- 

- 

0.010 

0.039 

0.194 

0.010 

0.184 

0.357 

193.90 

Over Exploited 

Basi Agooni 

0804000700662900 

0.07 

0.14 

- 

0.14 

- 

0.14 

0.05 

0.41 

0.02 

- 

- 

- 

- 

- 

0.021 

0.160 

0.016 

0.144 

0.021 

14.81 

Safe 

Basni 

0813000201676400 

0.11 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.006 

19,393.83 

Over Exploited 

Basri Kalan 

0813000401707600 

0.06 

0.03 

- 

0.03 

- 

0.03 

0.06 

0.43 

0.00 

- 

- 

- 

- 

- 

0.004 

0.031 

0.003 

0.027 

0.064 

232.45 

Over Exploited 

Bathoth 

0813000201683900 

0.11 

0.97 

- 

0.97 

0.02 

0.99 

0.06 

0.45 

0.16 

0.0500 

- 

- 

- 

0.050 

0.209 

1.197 

0.120 

1.078 

1.587 

147.24 

Over Exploited 

Beer Chhapar ( Rura 

0804000700661700 

0.07 

0.33 

- 

0.33 

0.02 

0.35 

0.05 

0.40 

0.05 

- 

- 

- 

0.027 

0.027 

0.077 

0.424 

0.042 

0.381 

0.052 

13.52 

Safe 

Ber 

0814000101763700 

0.12 

0.01 

154.00 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.033 

498.85 

Over Exploited 

Bhadwasi 

0813000301692500 

0.12 

0.25 

- 

0.25 

0.01 

0.26 

0.05 

0.47 

0.03 

0.0200 

- 

- 

- 

0.020 

0.051 

0.309 

0.031 

0.278 

0.651 

233.96 

Over Exploited 

Bhagatpura 

0813000401710300 

0.12 

0.06 

- 

0.06 

0.01 

0.07 

0.07 

0.50 

0.01 

0.0200 

- 

- 

- 

0.020 

0.029 

0.096 

0.010 

0.086 

0.420 

486.73 

Over Exploited 

Bhagiwad 

0804000700666100 

0.07 

0.15 

- 

0.15 

- 

0.15 

0.04 

0.33 

0.02 

- 

- 

- 

- 

- 

0.023 

0.169 

0.017 

0.152 

0.030 

19.87 

Safe 



0.22 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.005 

0.036 

0.004 

0.032 

0.007 

22.68 

Safe 

Bhagowa 

0813000301702100 

0.08 

0.00 

14,380.59 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

1,676.60 

Over Exploited 

Bhairoopura 

0813000301691300 

0.10 

0.33 

- 

0.33 

- 

0.33 

0.05 

0.47 

0.04 

- 

- 

- 

- 

- 

0.042 

0.375 

0.038 

0.338 

0.063 

18.74 

Safe 


0813000301695700 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.029 

3,652.97 

Over Exploited 

Bhakharo Ki Dhani 

0813000201682600 

0.11 

0.06 

- 

0.06 

- 

0.06 

0.06 

0.45 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.077 

0.008 

0.069 

0.319 

461.17 

Over Exploited 

Bhamas 

0814000101761200 

0.08 

0.41 

(84.92) 

0.32 

- 

0.32 

0.05 

0.39 

0.06 

- 

- 

- 

- 

- 

0.062 

0.386 

0.019 

0.367 

0.078 

21.39 

Safe 



0.08 

0.00 

150.01 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.003 

311.84 

Over Exploited 

Bhanisar Harawatan 

0804000700663100 

0.07 

0.11 

(90.14) 

0.09 

- 

0.09 

0.05 

0.41 

0.02 

- 

- 

- 

- 

- 

0.017 

0.103 

0.005 

0.097 

0.017 

17.00 

Safe 

Bhanisar Tejsinghot 

0804000700663000 

0.07 

0.15 

(92.24) 

0.12 

- 

0.12 

0.05 

0.41 

0.02 

- 

- 

- 

- 

- 

0.023 

0.144 

0.007 

0.137 

0.023 

16.99 

Safe 

Bharkasli 

0813000301696500 

0.10 

0.23 

- 

0.23 

- 

0.23 

0.05 

0.47 

0.03 

0.0100 

- 

- 

- 

0.010 

0.041 

0.275 

0.028 

0.248 

0.370 

149.59 

Over Exploited 

Bhawanipura 

0813000301695300 

0.10 

0.19 

- 

0.19 

0.01 

0.20 

0.06 

0.44 

0.03 

0.0200 

- 

- 

- 

0.020 

0.049 

0.253 

0.025 

0.227 

0.592 

260.40 

Over Exploited 

Bheekhanwasi 

0813000301698700 

0.10 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.16 

0.00 

- 

- 

- 

- 

- 

0.002 

0.016 

0.002 

0.014 

0.111 

775.59 

Over Exploited 

Bheenchari 

0804000600651100 

0.11 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bheenwsar 

0804000700665600 

0.07 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.38 

- 

0.38 

0.00 

0.38 

0.05 

0.41 

0.06 

- 

- 

- 

0.002 

0.002 

0.060 

0.440 

0.044 

0.396 

0.065 

16.44 

Safe 

Bheerana 

0813000401704900 

0.12 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.12 

0.00 

0.0100 

- 

- 

- 

0.010 

0.015 

0.046 

0.005 

0.041 

0.172 

415.57 

Over Exploited 

Bhidasari 

0814000101762700 

0.16 

0.46 

370.30 

0.55 

- 

0.55 

0.03 

0.25 

0.07 

- 

- 

- 

- 

- 

0.072 

0.619 

0.031 

0.588 

0.059 

10.10 

Safe 



0.08 

0.01 

934.87 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.010 

0.011 

111.85 

Over Exploited 



0.16 

0.02 

2,032.20 

0.03 

- 

0.03 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.003 

0.030 

0.001 

0.028 

0.013 

46.07 

Safe 



0.08 

0.01 

944.30 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.000 

0.009 

0.011 

112.95 

Over Exploited 

Bhilunda 

0813000201682500 

0.11 

0.48 

- 

0.48 

0.01 

0.49 

0.06 

0.45 

0.07 

0.0200 

- 

- 

- 

0.020 

0.089 

0.575 

0.057 

0.517 

0.523 

101.05 

Over Exploited 

Bhiyani 

0814000101760300 

0.08 

0.04 

(84.13) 

0.03 

- 

0.03 

0.03 

0.24 

0.01 

- 

- 

- 

- 

- 

0.007 

0.039 

0.002 

0.037 

0.011 

30.58 

Safe 



0.12 

0.02 

(59.70) 

0.01 

- 

0.01 

0.02 

0.12 

0.00 

- 

- 

- 

- 

- 

0.003 

0.016 

0.001 

0.015 

0.006 

39.19 

Safe 



0.08 

0.00 

29.61 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

186.79 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Bhoja Ki Dhani 

081300040170880C 

10.373 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.238 

-0.33 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.085 

0.41 

0.78 







Non-command 

Quartzite 

0.135 

-0.33 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Bhojasar 

080400060064960C 

16.661 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.491 

0.01 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.02 


Bhojasar Bara 

0813000201684200 

14.125 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.309 

-0.35 

0.080 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.53 

0.083 

0.32 

0.54 


Bhojasar Chhota 

0813000201684300 

11.312 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.312 

-0.47 

0.080 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.52 

0.076 

0.37 

0.64 


Bhojlai 

0804000700664500 

16.165 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

16.165 

0.13 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.062 

0.36 

0.55 


Bhom Bobasar 

0804000700664900 

2.743 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.743 

-0.41 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.010 

0.36 

0.55 


Bhookhron Ka Bas 

0813000301687500 

3.032 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.032 

-0.36 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.024 

0.41 

0.77 


Bhooriyan Ki Dhani 

0813000201680000 

4.900 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.900 

-0.25 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.033 

0.38 

0.65 


Bhoowala 

0813000301696300 

12.544 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.544 

-0.60 

0.100 

0.23 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.79 

0.100 

0.41 

0.79 


Bhoya 

0813000301700300 

2.967 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.660 

-0.48 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.014 

0.23 

0.45 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.516 

-0.48 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.004 

0.07 

0.14 


Bhukhredi 

0804000600651800 

22.517 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.016 

-0.11 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.018 

0.08 

0.14 


Bhuma Bara 

0813000201676200 

6.876 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.393 

-0.31 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.009 

0.07 

0.12 


Bidas 

0804000700662300 

3.843 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

3.843 

0.09 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.015 

0.35 

0.54 


Bidoli 

0813000301699400 

7.831 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.075 

-0.36 

0.100 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.041 

0.25 

0.47 







Non-command 

Quartzite 

0.075 

-0.36 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 


Bilanga 

0804000700660600 

12.568 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.601 

-0.68 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.014 

0.09 

0.13 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.813 

-0.68 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.007 

0.05 

0.07 


Bilasi 

0804000700664300 

3.714 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

3.714 

0.13 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.014 

0.36 

0.55 


Binjasi 

0813000301696000 

13.795 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.795 

-0.78 

0.100 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.57 

0.110 

0.40 

0.73 


Bithooda 

0814000101766000 

8.043 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.655 

1.44 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.54 

0.36 

0.00 

0.017 

0.16 

0.23 







Non-command 

Phyllite & Schist 

0.181 

1.44 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.01 

0.01 


Bobasar Bidawatan 

0804000700664600 

11.575 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

11.575 

-0.03 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.044 

0.36 

0.55 


Bobasar Charnan 

0804000700665000 

2.511 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.511 

-0.77 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.010 

0.36 

0.55 


Bochi 

0813000201678600 

6.463 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.949 

-0.14 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.013 

0.11 

0.17 







Non-command 

Phyllite & Schist 

4.514 

-0.14 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.030 

0.25 

0.40 


Bodlasi 

0813000201682100 

6.252 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.252 

-0.36 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.042 

0.38 

0.67 


Bootoli 

0813000301703600 

2.660 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.633 

0.28 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.15 

0.08 

0.28 

0.022 

0.42 

0.77 


Bosana 

0813000301697900 

11.746 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.893 

-0.65 

0.100 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.67 

0.079 

0.33 

0.60 


Bothiyabas 

0804000700657000 

14.124 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

14.122 

0.19 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.00 

0.054 

0.35 

0.54 


Budhwali 

0804000600650000 

20.318 

Saline 

Non-command 

Non-command 

Older Alluvium 

13.194 

0.17 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.22 

0.13 

0.00 

0.048 

0.23 

0.37 







Non-command 

Phyllite & Schist 

0.729 

0.17 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.01 

0.02 


Chacheewad Bara 

0813000101667500 

18.895 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.475 

-0.22 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.052 

0.18 

0.31 







Non-command 

Younger Alluvium 

0.055 

-0.22 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

5.272 

-0.22 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.029 

0.10 

0.17 







Non-command 

Younger Alluvium 

1.255 

-0.22 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.007 

0.02 

0.04 


Chacheewad Chhota 

0813000101667600 

6.853 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.807 

-0.25 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.010 

0.09 

0.16 







Non-command 

Younger Alluvium 

0.134 

-0.25 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Chadwas 

0804000700657200 

29.076 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.769 

-0.72 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.007 

0.02 

0.03 


Chainpura 

0813000201682900 

6.683 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.683 

-0.43 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.045 

0.39 

0.71 



0813000301701000 

3.672 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.672 

-0.49 

0.100 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.52 

0.030 

0.42 

0.81 


Chak Badiya 

0813000401710100 

0.723 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.723 

-0.83 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.006 

0.43 

0.76 


Chak Chihala 

0813000401712000 

9.665 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.665 

-0.40 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.081 

0.41 

0.76 


Chak Dhedi 

0813000401709900 

0.390 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.390 

-1.06 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.003 

0.43 

0.76 


Chak Geeliya 

0813000401709800 

2.140 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.088 

-1.08 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.017 

0.41 

0.74 







Non-command 

Quartzite 

0.052 

-1.08 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Chak Goredi 

0814000101759300 

2.090 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

2.090 

-0.42 

0.040 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.010 

0.33 

0.46 


Chak Kalia 

0804000700661900 

3.218 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

3.218 

0.18 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.012 

0.35 

0.55 


Chak Khandelsar 

0813000401711800 

0.507 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.507 

-0.35 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.004 

0.41 

0.77 


Chak Kikraliya 

0813000401708500 

2.735 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.598 

-0.61 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.021 

0.40 

0.76 







Non-command 

Quartzite 

0.137 

-0.61 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.04 


Chak Kumliwala 

0813000401710000 

0.861 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.861 

-0.67 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.007 

0.43 

0.76 


Chak Rajiyasar 

0804000700663500 

7.110 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.632 

-0.04 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.025 

0.33 

0.54 







Non-command 

Younger Alluvium 

0.343 

-0.04 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.03 


ChakTilokpura 

0813000401711500 

1.315 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.315 

-0.46 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.011 

0.41 

0.75 


ChakTurkiya 

0813000401710400 

0.566 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.566 

-0.02 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.005 

0.43 

0.76 


Chandeli Ka Bas 

0813000301694700 

5.710 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.710 

-0.53 

0.100 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.046 

0.41 

0.77 


Chandpura (Rural) 

0813000301693400 

11.692 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.692 

-0.54 

0.100 

0.39 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.42 

0.097 

0.42 

0.82 


Charan Ka Bas 

0813000201681600 

1.420 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.420 

-0.23 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.010 

0.36 

0.59 



0813000301700900 

7.575 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.575 

-0.56 

0.100 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.74 

0.063 

0.42 

0.81 


Charanwas 

0813000301694100 

3.603 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.603 

-0.61 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.029 

0.42 

0.80 


Charanwasi 

0804000600651500 

8.111 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.100 

-0.05 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.030 

0.35 

0.61 


Chariya 

0804000700666300 

22.159 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

4.098 

-0.18 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.016 

0.07 

0.10 







Non-command 

Younger Alluvium 

18.061 

-0.18 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.069 

0.29 

0.46 


Charla 

0804000700657700 

29.959 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

17.619 

-0.33 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.067 

0.20 

0.28 


Chelasi 

0813000301691000 

9.449 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.449 

0.61 

0.100 

0.14 

0.01 

0.00 

0.00 

0.00 

0.70 

0.36 

0.48 

0.075 

0.42 

0.82 


Chhabri Khari 

0804000600651000 

19.550 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.717 

-0.18 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.014 

0.07 

0.12 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Bhoja Ki Dhani 

081300040170880C 

0.12 

0.51 

- 

0.51 

- 

0.51 

0.05 

0.47 

0.07 

- 

- 

- 

- 

- 

0.067 

0.574 

0.057 

0.516 

0.118 

22.79 

Safe 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

1,868.90 

Over Exploited 

Bhojasar 

080400060064960C 

0.11 

0.00 

(28.46) 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

351.47 

Over Exploited 

Bhojasar Bara 

0813000201684200 

0.11 

0.43 

- 

0.43 

0.01 

0.44 

0.06 

0.38 

0.08 

0.0200 

- 

- 

- 

0.020 

0.102 

0.546 

0.055 

0.492 

0.613 

124.53 

Over Exploited 

Bhojasar Chhota 

0813000201684300 

0.11 

0.47 

- 

0.47 

0.01 

0.48 

0.07 

0.44 

0.08 

0.0200 

- 

- 

- 

0.020 

0.104 

0.579 

0.058 

0.521 

0.592 

113.54 

Over Exploited 

Bhojlai 

0804000700664500 

0.07 

0.40 

(89.93) 

0.32 

- 

0.32 

0.05 

0.41 

0.06 

- 

- 

- 

- 

- 

0.061 

0.383 

0.019 

0.364 

0.062 

16.93 

Safe 

Bhom Bobasar 

0804000700664900 

0.07 

0.07 

- 

0.07 

- 

0.07 

0.05 

0.41 

0.01 

- 

- 

- 

- 

- 

0.010 

0.079 

0.008 

0.071 

0.010 

14.75 

Safe 

Bhookhron Ka Bas 

0813000301687500 

0.10 

0.12 

- 

0.12 

- 

0.12 

0.06 

0.46 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.151 

0.015 

0.136 

0.352 

259.52 

Over Exploited 

Bhooriyan Ki Dhani 

0813000201680000 

0.11 

0.20 

- 

0.20 

- 

0.20 

0.06 

0.44 

0.03 

- 

- 

- 

- 

- 

0.035 

0.238 

0.024 

0.214 

0.166 

77.46 

Semi Critical 

Bhoowala 

0813000301696300 

0.10 

0.52 

- 

0.52 

0.01 

0.53 

0.05 

0.47 

0.07 

0.0300 

- 

- 

- 

0.030 

0.098 

0.625 

0.062 

0.562 

0.886 

157.61 

Over Exploited 

Bhoya 

0813000301700300 

0.12 

0.05 

- 

0.05 

- 

0.05 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.006 

0.051 

0.005 

0.046 

0.088 

189.59 

Over Exploited 



0.12 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.004 

0.018 

411.32 

Over Exploited 

Bhukhredi 

0804000600651800 

0.11 

0.04 

- 

0.04 

- 

0.04 

0.01 

0.09 

0.01 

- 

- 

- 

- 

- 

0.007 

0.050 

0.005 

0.045 

0.018 

40.25 

Safe 

Bhuma Bara 

0813000201676200 

0.11 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.002 

0.014 

0.001 

0.012 

0.019 

158.63 

Over Exploited 

Bidas 

0804000700662300 

0.07 

0.09 

(95.36) 

0.08 

- 

0.08 

0.05 

0.41 

0.01 

- 

- 

- 

- 

- 

0.015 

0.090 

0.005 

0.086 

0.015 

17.04 

Safe 

Bidoli 

0813000301699400 

0.10 

0.13 

- 

0.13 

- 

0.13 

0.04 

0.29 

0.02 

0.0100 

- 

- 

- 

0.010 

0.028 

0.157 

0.016 

0.142 

0.393 

276.95 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Bilanga 

0804000700660600 

0.07 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.11 

0.00 

- 

- 

- 

- 

- 

0.004 

0.028 

0.003 

0.025 

0.022 

86.52 

Semi Critical 



0.07 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.001 

0.006 

0.007 

108.53 

Over Exploited 

Bilasi 

0804000700664300 

0.07 

0.09 

(93.17) 

0.07 

- 

0.07 

0.05 

0.41 

0.01 

- 

- 

- 

- 

- 

0.014 

0.088 

0.004 

0.083 

0.014 

16.94 

Safe 

Binjasi 

0813000301696000 

0.10 

0.55 

- 

0.55 

0.01 

0.56 

0.06 

0.45 

0.08 

0.0200 

- 

- 

- 

0.020 

0.097 

0.656 

0.066 

0.590 

0.682 

115.60 

Over Exploited 

Bithooda 

0814000101766000 

0.16 

0.09 

294.66 

0.11 

- 

0.11 

0.02 

0.18 

0.01 

- 

- 

- 

- 

- 

0.015 

0.124 

0.006 

0.118 

0.017 

14.17 

Safe 



0.08 

0.00 

3,008.70 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Bobasar Bidawatan 

0804000700664600 

0.07 

0.29 

- 

0.29 

- 

0.29 

0.05 

0.41 

0.04 

- 

- 

- 

- 

- 

0.044 

0.332 

0.033 

0.299 

0.044 

14.75 

Safe 

Bobasar Charnan 

0804000700665000 

0.07 

0.06 

- 

0.06 

- 

0.06 

0.05 

0.41 

0.01 

- 

- 

- 

- 

- 

0.009 

0.072 

0.007 

0.065 

0.015 

22.48 

Safe 

Bochi 

0813000201678600 

0.11 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.12 

0.00 

- 

- 

- 

- 

- 

0.004 

0.027 

0.003 

0.024 

0.019 

79.33 

Semi Critical 



0.05 

0.06 

- 

0.06 

- 

0.06 

0.04 

0.29 

0.01 

- 

- 

- 

- 

- 

0.009 

0.065 

0.007 

0.059 

0.037 

63.60 

Safe 

Bodlasi 

0813000201682100 

0.11 

0.26 

- 

0.26 

- 

0.26 

0.06 

0.44 

0.04 

0.0100 

- 

- 

- 

0.010 

0.050 

0.312 

0.031 

0.281 

0.318 

113.09 

Over Exploited 

Bootoli 

0813000301703600 

0.12 

0.13 

(36.98) 

0.11 

- 

0.11 

0.06 

0.48 

0.02 

0.0100 

- 

- 

- 

0.010 

0.029 

0.134 

0.007 

0.128 

0.300 

234.63 

Over Exploited 

Bosana 

0813000301697900 

0.10 

0.33 

- 

0.33 

0.01 

0.34 

0.05 

0.38 

0.05 

0.0200 

- 

- 

- 

0.020 

0.067 

0.403 

0.040 

0.363 

0.744 

204.95 

Over Exploited 

Bothiyabas 

0804000700657000 

0.07 

0.35 

(86.29) 

0.28 

- 

0.28 

0.05 

0.41 

0.05 

- 

- 

- 

- 

- 

0.054 

0.331 

0.017 

0.314 

0.054 

17.10 

Safe 

Budhwali 

0804000600650000 

0.11 

0.33 

(59.37) 

0.27 

- 

0.27 

0.04 

0.27 

0.05 

- 

- 

- 

- 

- 

0.053 

0.318 

0.016 

0.302 

0.052 

17.23 

Safe 



0.08 

0.00 

49.05 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.003 

279.23 

Over Exploited 

Chacheewad Bara 

0813000101667500 

0.12 

0.20 

- 

0.20 

- 

0.20 

0.03 

0.21 

0.03 

- 

- 

- 

- 

- 

0.034 

0.237 

0.024 

0.213 

0.071 

33.17 

Safe 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.05 

- 

0.05 

- 

0.05 

0.02 

0.12 

0.01 

- 

- 

- 

- 

- 

0.009 

0.061 

0.006 

0.055 

0.029 

52.32 

Safe 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.001 

0.005 

0.007 

146.57 

Over Exploited 

Chacheewad Chhota 

0813000101667600 

0.12 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.11 

0.00 

- 

- 

- 

- 

- 

0.003 

0.024 

0.002 

0.021 

0.018 

83.24 

Semi Critical 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Chadwas 

0804000700657200 

0.07 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

0.004 

0.004 

0.004 

0.009 

0.001 

0.008 

0.007 

84.46 

Semi Critical 

Chainpura 

0813000201682900 

0.11 

0.29 

- 

0.29 

- 

0.29 

0.06 

0.45 

0.04 

0.0100 

- 

- 

- 

0.010 

0.053 

0.340 

0.034 

0.306 

0.211 

68.88 

Safe 


0813000301701000 

0.12 

0.19 

- 

0.19 

0.01 

0.20 

0.05 

0.47 

0.02 

0.0200 

- 

- 

- 

0.020 

0.044 

0.239 

0.024 

0.215 

0.550 

256.08 

Over Exploited 

Chak Badiya 

0813000401710100 

0.12 

0.04 

- 

0.04 

- 

0.04 

0.06 

0.49 

0.01 

- 

- 

- 

- 

- 

0.006 

0.043 

0.004 

0.039 

0.025 

64.81 

Safe 

Chak Chihala 

0813000401712000 

0.12 

0.47 

- 

0.47 

- 

0.47 

0.06 

0.46 

0.07 

- 

- 

- 

- 

- 

0.065 

0.536 

0.054 

0.483 

0.184 

38.10 

Safe 

Chak Dhedi 

0813000401709900 

0.12 

0.02 

- 

0.02 

- 

0.02 

0.06 

0.49 

0.00 

- 

- 

- 

- 

- 

0.003 

0.023 

0.002 

0.021 

0.013 

63.90 

Safe 

Chak Geeliya 

0813000401709800 

0.12 

0.10 

- 

0.10 

- 

0.10 

0.06 

0.47 

0.02 

- 

- 

- 

- 

- 

0.015 

0.118 

0.012 

0.107 

0.039 

36.88 

Safe 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chak Goredi 

0814000101759300 

0.12 

0.08 

- 

0.08 

- 

0.08 

0.06 

0.39 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.107 

0.011 

0.096 

0.210 

218.45 

Over Exploited 

Chak Kalia 

0804000700661900 

0.07 

0.08 

(90.36) 

0.06 

- 

0.06 

0.05 

0.41 

0.01 

- 

- 

- 

- 

- 

0.012 

0.076 

0.004 

0.072 

0.012 

16.96 

Safe 

Chak Khandelsar 

0813000401711800 

0.12 

0.02 

- 

0.02 

- 

0.02 

0.06 

0.47 

0.00 

- 

- 

- 

- 

- 

0.003 

0.028 

0.003 

0.025 

0.069 

271.74 

Over Exploited 

Chak Kikraliya 

0813000401708500 

0.12 

0.12 

- 

0.12 

- 

0.12 

0.05 

0.45 

0.02 

- 

- 

- 

- 

- 

0.016 

0.141 

0.014 

0.126 

0.047 

37.56 

Safe 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

484.62 

Over Exploited 

Chak Kumliwala 

0813000401710000 

0.12 

0.04 

- 

0.04 

- 

0.04 

0.06 

0.49 

0.01 

- 

- 

- 

- 

- 

0.007 

0.051 

0.005 

0.046 

0.017 

37.32 

Safe 

Chak Rajiyasar 

0804000700663500 

0.20 

0.44 

- 

0.44 

- 

0.44 

0.05 

0.38 

0.07 

- 

- 

- 

- 

- 

0.070 

0.508 

0.051 

0.457 

0.031 

6.83 

Safe 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

97.07 

Critical 

Chak Tilokpura 

0813000401711500 

0.12 

0.06 

- 

0.06 

- 

0.06 

0.06 

0.46 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.083 

0.008 

0.075 

0.191 

254.93 

Over Exploited 

ChakTurkiya 

0813000401710400 

0.12 

0.03 

- 

0.03 

- 

0.03 

0.07 

0.50 

0.00 

- 

- 

- 

- 

- 

0.004 

0.034 

0.003 

0.030 

0.055 

179.37 

Over Exploited 

Chandeli Ka Bas 

0813000301694700 

0.10 

0.23 

- 

0.23 

0.01 

0.24 

0.06 

0.46 

0.03 

0.0200 

- 

- 

- 

0.020 

0.052 

0.295 

0.029 

0.265 

0.460 

173.25 

Over Exploited 

Chandpura (Rural) 

0813000301693400 

0.12 

0.59 

- 

0.59 

0.02 

0.61 

0.05 

0.47 

0.07 

0.0500 

- 

- 

- 

0.050 

0.124 

0.734 

0.073 

0.661 

1.518 

229.67 

Over Exploited 

Charan Ka Bas 

0813000201681600 

0.11 

0.06 

- 

0.06 

- 

0.06 

0.06 

0.42 

0.01 

- 

- 

- 

- 

- 

0.009 

0.065 

0.007 

0.059 

0.033 

55.30 

Safe 


0813000301700900 

0.12 

0.38 

- 

0.38 

0.01 

0.39 

0.05 

0.47 

0.05 

0.0300 

- 

- 

- 

0.030 

0.078 

0.470 

0.047 

0.423 

0.800 

188.89 

Over Exploited 

Charanwas 

0813000301694100 

0.10 

0.15 

- 

0.15 

- 

0.15 

0.05 

0.47 

0.02 

0.0100 

- 

- 

- 

0.010 

0.029 

0.179 

0.018 

0.161 

0.221 

136.70 

Over Exploited 

Charanwasi 

0804000600651500 

0.11 

0.32 

- 

0.32 

- 

0.32 

0.06 

0.41 

0.05 

- 

- 

- 

- 

- 

0.051 

0.367 

0.037 

0.330 

0.034 

10.16 

Safe 

Chariya 

0804000700666300 

0.07 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.003 

0.022 

0.002 

0.020 

0.016 

79.68 

Semi Critical 



0.22 

1.15 

- 

1.15 

- 

1.15 

0.05 

0.33 

0.18 

- 

- 

- 

- 

- 

0.180 

1.328 

0.133 

1.195 

0.069 

5.75 

Safe 

Charla 

0804000700657700 

0.07 

0.24 

- 

0.24 

- 

0.24 

0.03 

0.23 

0.04 

- 

- 

- 

- 

- 

0.040 

0.281 

0.028 

0.253 

0.076 

30.10 

Safe 

Chelasi 

0813000301691000 

0.10 

0.40 

(8.93) 

0.36 

0.01 

0.37 

0.05 

0.47 

0.05 

0.0200 

- 

- 

- 

0.020 

0.070 

0.442 

0.022 

0.420 

0.551 

131.42 

Over Exploited 

Chhabri Khari 

0804000600651000 

0.11 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.004 

0.032 

0.003 

0.029 

0.014 

47.25 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Chhapar(M) 

080400074041000C 

42.753 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

23.938 

-0.30 

0.020 

0.54 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

1.656 

0.20 

0.30 


Chhapara 

0814000101763300 

13.337 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

12.348 

0.54 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.11 

0.05 

0.057 

0.32 

0.46 


Chhara 

0813000501724800 

4.225 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.614 

0.08 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.03 

0.038 

0.38 

0.65 







Non-command 

Quartzite 

0.610 

0.08 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.006 

0.06 

0.11 


Chihala 

0813000401711700 

5.972 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.972 

-0.21 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.050 

0.41 

0.77 


Chokha Ka Bas 

0813000301699600 

6.689 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.689 

-0.68 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.053 

0.41 

0.77 


Chooroli 

0813000301686900 

7.469 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.469 

-0.38 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.060 

0.40 

0.74 


Chuhas 

0804000700662200 

2.118 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.118 

0.14 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.008 

0.35 

0.54 


Dab Panora 

0813000301702000 

11.570 

Fresh 

Non-command 

Non-command 

Quartzite 

0.080 

0.00 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 


Dabri 

0814000101759900 

13.288 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

13.288 

0.41 

0.040 

0.04 

0.00 

0.00 

0.00 

0.00 

0.26 

0.18 

0.07 

0.061 

0.34 

0.49 


Dadli 

0813000301692200 

4.564 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.564 

-0.47 

0.100 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.038 

0.42 

0.81 


Dalmas 

0813000201684000 

11.492 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.492 

-0.39 

0.080 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.077 

0.37 

0.64 


Dantla 

0813000401713000 

12.808 

Fresh 

Non-command 

Non-command 

Quartzite 

0.355 

-0.22 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.003 

0.01 

0.02 


Dantujala 

0813000201675900 

7.384 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.116 

-0.36 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 


Dasa Ki Dhani 

0813000301692900 

2.258 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.258 

-0.97 

0.100 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.53 

0.019 

0.42 

0.82 


Daulatpura 

0813000301691600 

8.014 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.579 

0.07 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.005 

0.03 

0.06 


Dayalpura 

0814000201770300 

19.913 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.750 

0.09 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.02 

0.062 

0.18 

0.29 


Deeppura 

0813000301689900 

2.672 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.672 

-0.30 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.021 

0.41 

0.78 


Deeppura Charnan 

0813000301696800 

2.806 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.806 

-0.64 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.022 

0.40 

0.74 


Deepsar 

0804000600652000 

11.102 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.325 

-0.13 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.030 

0.27 

0.46 


Deewanji Ka Bas 

0813000201677200 

5.774 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.771 

-0.16 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.039 

0.37 

0.62 


Deogarh 

0813000301700500 

21.835 

Fresh 

Non-command 

Non-command 

Older Alluvium 

19.094 

-0.74 

0.100 

0.15 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.158 

0.37 

0.71 


Deora 

0814000101767400 

3.933 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.263 

-0.06 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.015 

0.30 

0.49 







Non-command 

Phyllite & Schist 

0.670 

-0.06 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.06 

0.10 


Dewani 

0804000700661500 

13.620 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

13.620 

0.02 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.052 

0.35 

0.54 


Dhahar Ka Bas 

0813000201681900 

10.325 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.325 

-0.15 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.069 

0.37 

0.62 


Dhakawali 

0804000700666600 

10.005 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.728 

-0.10 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.033 

0.31 

0.53 







Non-command 

Younger Alluvium 

1.277 

-0.10 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.05 

0.08 


Dhan Charnan 

0804000700665400 

3.262 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

-2.22 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

3.262 

-2.22 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.012 

0.35 

0.55 


Dhanani 

0813000201677300 

9.931 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.644 

-0.07 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.058 

0.32 

0.54 


Dhani Bajaran 

0813000201682700 

9.086 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.086 

-0.46 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.061 

0.40 

0.75 


Dhani Charan 

0813000201676900 

2.113 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.272 

-0.04 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.009 

0.22 

0.38 



0813000201680300 

3.950 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.950 

-0.43 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.026 

0.38 

0.68 


Dhani Chooroli 

0813000301686800 

2.751 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.751 

-0.31 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.022 

0.40 

0.74 


Dhani Fatehsingh 

0813000301694600 

2.732 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.732 

-0.38 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.022 

0.40 

0.75 


Dhani Kriparam 

0813000201678000 

4.235 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.235 

-0.56 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.028 

0.37 

0.62 


Dhani Mangaldas 

0813000201679200 

1.853 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.853 

-0.71 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.012 

0.37 

0.63 


Dhani Ridmal 

0813000201678200 

2.787 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.787 

-0.34 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.019 

0.36 

0.58 


Dhani Salamsingh (Rural) 

0813000301693200 

4.678 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.678 

-1.31 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.039 

0.42 

0.82 


Dhani Sawairam 

0813000301698600 

2.574 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.574 

-1.09 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.021 

0.40 

0.76 


Dhani Takhran 

0813000301700100 

8.651 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.315 

-0.18 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.042 

0.25 

0.47 







Non-command 

Quartzite 

1.113 

-0.18 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.009 

0.05 

0.10 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.208 

-0.18 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.010 

0.06 

0.11 







Non-command 

Quartzite 

0.171 

-0.18 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 


Dhanichaindas 

0813000201683400 

2.152 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.152 

-0.41 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.014 

0.40 

0.73 


Dhanilalana 

0813000201683300 

1.927 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.927 

-0.42 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.013 

0.39 

0.72 


Dhaninathawatan 

0813000301690400 

6.912 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.912 

-0.35 

0.100 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.057 

0.42 

0.82 


Dhatri 

0804000700656800 

10.032 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.137 

0.32 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 







Non-command 

Phyllite & Schist 

0.667 

0.32 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.02 

0.04 


Dheejpura 

0813000401706900 

3.504 

Fresh 

Non-command 

Non-command 

Quartzite 

3.504 

-0.35 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.029 

0.37 

0.64 


Dhod 

0813000301696700 

22.768 

Fresh 

Non-command 

Non-command 

Older Alluvium 

22.768 

-0.67 

0.100 

0.43 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.46 

0.182 

0.41 

0.77 


Dhokar 

0813000301702300 

4.541 

Fresh 

Non-command 

Non-command 

Quartzite 

0.721 

0.37 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.006 

0.07 

0.12 


Dholiya 

0814000101762900 

14.712 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

14.712 

0.82 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.27 

0.18 

0.05 

0.067 

0.35 

0.53 


DHOLPALIYA 

0813000201681100 

4.142 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.142 

-0.27 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.028 

0.38 

0.65 


Dhyawa 

0814000101766500 

21.368 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.000 

1.04 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.64 

0.42 

0.00 

0.027 

0.10 

0.15 







Non-command 

Phyllite & Schist 

10.569 

1.04 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.24 

0.16 

0.00 

0.048 

0.17 

0.26 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.869 

1.04 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.20 

0.00 

0.013 

0.05 

0.07 







Non-command 

Phyllite & Schist 

1.930 

1.04 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.009 

0.03 

0.05 


Dinarpura 

0813000301691500 

13.251 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.316 

-0.20 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.003 

0.01 

0.02 


Dobron Ka Bas 

0814000101762000 

1.415 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.400 

0.17 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.10 

0.15 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.016 

0.17 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.005 

0.25 

0.39 


Doodhwalon Ka Bas 

0813000501728700 

6.948 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.855 

0.00 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.030 

0.18 

0.31 







Non-command 

Quartzite 

0.728 

0.00 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.008 

0.05 

0.08 


Doodwa 

0813000401707000 

5.959 

Fresh 

Non-command 

Non-command 

Quartzite 

5.959 

-0.15 

0.015 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.050 

0.37 

0.64 


Doogoli 

0813000301694200 

4.502 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.502 

-0.53 

0.100 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.59 

0.036 

0.42 

0.80 


Doojod 

0813000301693500 

17.800 

Fresh 

Non-command 

Non-command 

Older Alluvium 

17.800 

-0.60 

0.100 

0.34 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.18 

0.142 

0.42 

0.82 


Dookiya 

0813000401715000 

19.087 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.001 

0.39 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Chhapar(M) 

080400074041000C 

0.07 

0.33 

- 

0.33 

- 

0.33 

0.03 

0.23 

0.05 

- 

- 

- 

- 

- 

0.051 

0.379 

0.038 

0.342 

1.656 

485.00 

Over Exploited 

Chhapara 

0814000101763300 

0.08 

0.31 

(64.48) 

0.25 

- 

0.25 

0.05 

0.37 

0.05 

0.0100 

- 

- 

- 

0.010 

0.060 

0.309 

0.015 

0.294 

0.107 

36.25 

Safe 

Chhara 

0813000501724800 

0.12 

0.16 

(82.17) 

0.13 

- 

0.13 

0.06 

0.43 

0.03 

- 

- 

- 

- 

- 

0.025 

0.155 

0.008 

0.148 

0.069 

46.70 

Safe 



0.08 

0.00 

(83.83) 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.011 

406.51 

Over Exploited 

Chihala 

0813000401711700 

0.12 

0.29 

- 

0.29 

- 

0.29 

0.06 

0.46 

0.04 

0.0100 

- 

- 

- 

0.010 

0.050 

0.341 

0.034 

0.307 

0.186 

60.56 

Safe 

Chokha Ka Bas 

0813000301699600 

0.10 

0.27 

- 

0.27 

- 

0.27 

0.05 

0.46 

0.04 

0.0100 

- 

- 

- 

0.010 

0.046 

0.319 

0.032 

0.287 

0.343 

119.48 

Over Exploited 

Chooroli 

0813000301686900 

0.10 

0.30 

- 

0.30 

- 

0.30 

0.06 

0.46 

0.04 

0.0100 

- 

- 

- 

0.010 

0.054 

0.352 

0.035 

0.317 

0.276 

86.97 

Semi Critical 

Chuhas 

0804000700662200 

0.07 

0.05 

(92.56) 

0.04 

- 

0.04 

0.05 

0.41 

0.01 

- 

- 

- 

- 

- 

0.008 

0.050 

0.002 

0.047 

0.008 

16.99 

Safe 

Dab Panora 

0813000301702000 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Dabri 

0814000101759900 

0.12 

0.54 

(67.05) 

0.43 

- 

0.43 

0.05 

0.39 

0.09 

0.0100 

- 

- 

- 

0.010 

0.097 

0.528 

0.026 

0.502 

0.133 

26.49 

Safe 

Dadli 

0813000301692200 

0.12 

0.23 

- 

0.23 

- 

0.23 

0.05 

0.47 

0.03 

0.0100 

- 

- 

- 

0.010 

0.039 

0.269 

0.027 

0.242 

0.427 

176.07 

Over Exploited 

Dalmas 

0813000201684000 

0.11 

0.47 

- 

0.47 

0.01 

0.48 

0.07 

0.44 

0.08 

0.0200 

- 

- 

- 

0.020 

0.105 

0.588 

0.059 

0.530 

0.486 

91.78 

Critical 

Dantla 

0813000401713000 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.013 

5,726.37 

Over Exploited 

Dantujala 

0813000201675900 

0.11 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.007 

8,584.51 

Over Exploited 

Dasa Ki Dhani 

0813000301692900 

0.12 

0.11 

- 

0.11 

0.01 

0.12 

0.05 

0.47 

0.01 

0.0200 

- 

- 

- 

0.020 

0.034 

0.158 

0.016 

0.142 

0.549 

385.23 

Over Exploited 

Daulatpura 

0813000301691600 

0.12 

0.00 

254.99 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.046 

1,733.90 

Over Exploited 

Dayalpura 

0814000201770300 

0.10 

0.17 

(73.63) 

0.14 

- 

0.14 

0.03 

0.21 

0.03 

- 

- 

- 

- 

- 

0.027 

0.166 

0.008 

0.158 

0.079 

50.27 

Safe 

Deeppura 

0813000301689900 

0.10 

0.11 

- 

0.11 

- 

0.11 

0.06 

0.47 

0.01 

0.0100 

- 

- 

- 

0.010 

0.025 

0.134 

0.013 

0.121 

0.253 

209.43 

Over Exploited 

Deeppura Charnan 

0813000301696800 

0.10 

0.11 

- 

0.11 

- 

0.11 

0.06 

0.46 

0.02 

0.0100 

- 

- 

- 

0.010 

0.026 

0.138 

0.014 

0.124 

0.212 

171.33 

Over Exploited 

Deepsar 

0804000600652000 

0.11 

0.24 

- 

0.24 

- 

0.24 

0.04 

0.31 

0.04 

- 

- 

- 

- 

- 

0.040 

0.284 

0.028 

0.255 

0.030 

11.89 

Safe 

Deewanji Ka Bas 

0813000201677200 

0.11 

0.23 

- 

0.23 

- 

0.23 

0.06 

0.43 

0.04 

- 

- 

- 

- 

- 

0.040 

0.273 

0.027 

0.245 

0.080 

32.46 

Safe 

Deogarh 

0813000301700500 

0.12 

0.83 

- 

0.83 

- 

0.83 

0.05 

0.41 

0.11 

0.0100 

- 

- 

- 

0.010 

0.115 

0.946 

0.095 

0.851 

0.533 

62.62 

Safe 

Deora 

0814000101767400 

0.16 

0.16 

- 

0.16 

- 

0.16 

0.05 

0.35 

0.02 

- 

- 

- 

- 

- 

0.024 

0.181 

0.018 

0.163 

0.015 

9.17 

Safe 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.003 

0.003 

89.34 

Semi Critical 

Dewani 

0804000700661500 

0.07 

0.34 

(94.96) 

0.27 

- 

0.27 

0.05 

0.41 

0.05 

- 

- 

- 

- 

- 

0.051 

0.321 

0.016 

0.305 

0.052 

16.98 

Safe 

Dhahar Ka Bas 

0813000201681900 

0.11 

0.42 

- 

0.42 

- 

0.42 

0.06 

0.43 

0.06 

- 

- 

- 

- 

- 

0.064 

0.486 

0.049 

0.438 

0.165 

37.75 

Safe 

Dhakawali 

0804000700666600 

0.20 

0.54 

- 

0.54 

- 

0.54 

0.05 

0.36 

0.09 

- 

- 

- 

- 

- 

0.088 

0.630 

0.063 

0.567 

0.033 

5.86 

Safe 



0.22 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.002 

0.015 

0.001 

0.013 

0.005 

36.40 

Safe 

Dhan Charnan 

0804000700665400 

0.07 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.08 

- 

0.08 

- 

0.08 

0.05 

0.41 

0.01 

- 

- 

- 

- 

- 

0.012 

0.093 

0.009 

0.084 

0.012 

14.80 

Safe 

Dhanani 

0813000201677300 

0.11 

0.30 

- 

0.30 

- 

0.30 

0.05 

0.37 

0.05 

- 

- 

- 

- 

- 

0.052 

0.354 

0.035 

0.318 

0.093 

29.20 

Safe 

Dhani Bajaran 

0813000201682700 

0.11 

0.40 

- 

0.40 

- 

0.40 

0.06 

0.46 

0.06 

0.0100 

- 

- 

- 

0.010 

0.067 

0.468 

0.047 

0.421 

0.306 

72.63 

Semi Critical 

Dhani Charan 

0813000201676900 

0.11 

0.03 

- 

0.03 

- 

0.03 

0.04 

0.26 

0.01 

- 

- 

- 

- 

- 

0.006 

0.037 

0.004 

0.033 

0.025 

74.49 

Semi Critical 


0813000201680300 

0.11 

0.17 

- 

0.17 

- 

0.17 

0.06 

0.44 

0.03 

- 

- 

- 

- 

- 

0.026 

0.193 

0.019 

0.173 

0.110 

63.69 

Safe 

Dhani Chooroli 

0813000301686800 

0.10 

0.11 

- 

0.11 

- 

0.11 

0.06 

0.46 

0.02 

- 

- 

- 

- 

- 

0.016 

0.126 

0.013 

0.113 

0.137 

120.71 

Over Exploited 

Dhani Fatehsingh 

0813000301694600 

0.10 

0.11 

- 

0.11 

- 

0.11 

0.06 

0.46 

0.02 

0.0100 

- 

- 

- 

0.010 

0.026 

0.135 

0.014 

0.122 

0.159 

130.31 

Over Exploited 

Dhani Kriparam 

0813000201678000 

0.11 

0.17 

- 

0.17 

- 

0.17 

0.06 

0.43 

0.03 

- 

- 

- 

- 

- 

0.027 

0.198 

0.020 

0.179 

0.146 

81.95 

Semi Critical 

Dhani Mangaldas 

0813000201679200 

0.11 

0.08 

- 

0.08 

- 

0.08 

0.06 

0.43 

0.01 

- 

- 

- 

- 

- 

0.012 

0.088 

0.009 

0.079 

0.031 

39.76 

Safe 

Dhani Ridmal 

0813000201678200 

0.11 

0.11 

- 

0.11 

- 

0.11 

0.06 

0.42 

0.02 

- 

- 

- 

- 

- 

0.017 

0.128 

0.013 

0.115 

0.091 

78.92 

Semi Critical 

Dhani Salamsingh (Rural) 

0813000301693200 

0.12 

0.24 

- 

0.24 

- 

0.24 

0.05 

0.47 

0.03 

0.0100 

- 

- 

- 

0.010 

0.040 

0.276 

0.028 

0.248 

0.265 

106.65 

Over Exploited 

Dhani Sawairam 

0813000301698600 

0.10 

0.10 

- 

0.10 

- 

0.10 

0.05 

0.46 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.128 

0.013 

0.115 

0.189 

163.66 

Over Exploited 

Dhani Takhran 

0813000301700100 

0.10 

0.13 

- 

0.13 

- 

0.13 

0.03 

0.28 

0.02 

0.0100 

- 

- 

- 

0.010 

0.028 

0.157 

0.016 

0.142 

0.185 

130.88 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.026 

1,009.58 

Over Exploited 



0.10 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.001 

0.007 

0.042 

597.31 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

2,418.76 

Over Exploited 

Dhanichaindas 

0813000201683400 

0.11 

0.09 

- 

0.09 

- 

0.09 

0.06 

0.45 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.118 

0.012 

0.106 

0.232 

219.71 

Over Exploited 

Dhanilalana 

0813000201683300 

0.11 

0.08 

- 

0.08 

- 

0.08 

0.06 

0.45 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.106 

0.011 

0.095 

0.150 

157.59 

Over Exploited 

Dhaninathawatan 

0813000301690400 

0.12 

0.35 

- 

0.35 

0.01 

0.36 

0.05 

0.47 

0.04 

0.0200 

- 

- 

- 

0.020 

0.064 

0.423 

0.042 

0.380 

0.510 

134.10 

Over Exploited 

Dhatri 

0804000700656800 

0.20 

0.00 

2,028.32 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.07 

0.00 

157.48 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.003 

181.22 

Over Exploited 

Dheejpura 

0813000401706900 

0.06 

0.08 

- 

0.08 

- 

0.08 

0.06 

0.43 

0.01 

- 

- 

- 

- 

- 

0.012 

0.090 

0.009 

0.081 

0.141 

174.38 

Over Exploited 

Dhod 

0813000301696700 

0.10 

0.92 

- 

0.92 

0.02 

0.94 

0.05 

0.46 

0.12 

0.0500 

- 

- 

- 

0.050 

0.175 

1.119 

0.112 

1.007 

1.644 

163.19 

Over Exploited 

Dhokar 

0813000301702300 

0.08 

0.00 

8,174.76 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.010 

391.26 

Over Exploited 

Dholiya 

0814000101762900 

0.08 

0.41 

(56.51) 

0.33 

0.00 

0.33 

0.05 

0.40 

0.06 

0.0100 

- 

- 

0.002 

0.012 

0.075 

0.405 

0.020 

0.385 

0.117 

30.52 

Safe 

DHOLPALIYA 

0813000201681100 

0.11 

0.17 

- 

0.17 

- 

0.17 

0.06 

0.43 

0.03 

- 

- 

- 

- 

- 

0.026 

0.198 

0.020 

0.178 

0.057 

31.87 

Safe 

Dhyawa 

0814000101766500 

0.16 

0.09 

341.24 

0.11 

- 

0.11 

0.02 

0.11 

0.01 

- 

- 

- 

- 

- 

0.015 

0.128 

0.006 

0.122 

0.027 

22.59 

Safe 



0.08 

0.15 

7.57 

0.16 

- 

0.16 

0.03 

0.20 

0.02 

- 

- 

- 

- 

- 

0.023 

0.181 

0.009 

0.172 

0.048 

28.23 

Safe 



0.16 

0.02 

808.34 

0.03 

- 

0.03 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.003 

0.029 

0.001 

0.028 

0.013 

47.24 

Safe 



0.08 

0.00 

439.81 

0.01 

- 

0.01 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.006 

0.009 

140.40 

Over Exploited 

Dinarpura 

0813000301691500 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.010 

2,508.63 

Over Exploited 

Dobron Ka Bas 

0814000101762000 

0.08 

0.00 

(71.71) 

0.00 

- 

0.00 

0.02 

0.11 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.002 

63.42 

Safe 



0.08 

0.02 

(88.81) 

0.02 

- 

0.02 

0.04 

0.29 

0.00 

- 

- 

- 

- 

- 

0.003 

0.020 

0.001 

0.019 

0.012 

62.49 

Safe 

Doodhwalon Ka Bas 

0813000501728700 

0.12 

0.06 

- 

0.06 

- 

0.06 

0.03 

0.21 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.080 

0.008 

0.072 

0.238 

329.54 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.060 

2,178.05 

Over Exploited 

Doodwa 

0813000401707000 

0.06 

0.13 

- 

0.13 

- 

0.13 

0.06 

0.43 

0.02 

0.0100 

- 

- 

- 

0.010 

0.031 

0.163 

0.016 

0.147 

0.232 

158.06 

Over Exploited 

Doogoli 

0813000301694200 

0.10 

0.19 

- 

0.19 

0.01 

0.20 

0.05 

0.47 

0.02 

0.0200 

- 

- 

- 

0.020 

0.044 

0.241 

0.024 

0.217 

0.622 

286.46 

Over Exploited 

Doojod 

0813000301693500 

0.10 

0.75 

- 

0.75 

0.01 

0.76 

0.05 

0.47 

0.09 

0.0400 

- 

- 

- 

0.040 

0.134 

0.892 

0.089 

0.803 

1.319 

164.30 

Over Exploited 

Dookiya 

0813000401715000 

0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Quartzite 

0.259 

0.39 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.01 

0.01 


Doongarwas 

0813000201678400 

6.565 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.079 

-0.41 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 







Non-command 

Phyllite & Schist 

2.753 

-0.41 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.018 

0.15 

0.23 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

3.734 

-0.41 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.025 

0.20 

0.32 


Dotasara 

0813000201679700 

7.080 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.080 

-0.23 

0.080 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.047 

0.37 

0.64 


Dujar 

0814000101759600 

13.952 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

13.952 

0.25 

0.040 

0.19 

0.02 

0.00 

0.00 

0.00 

0.31 

0.22 

0.66 

0.064 

0.33 

0.46 


Dulhepura 

0813000301702900 

2.420 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.215 

-0.73 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.002 

0.04 

0.07 







Non-command 

Quartzite 

2.205 

-0.73 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.018 

0.39 

0.69 


Dulla Ki Dhani 

0813000301693000 

2.194 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.194 

-1.06 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.018 

0.42 

0.82 


Dungras Agoona 

0804000700663200 

8.765 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

8.765 

-0.04 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.033 

0.35 

0.55 


Dungras Athoona 

0804000700661100 

18.232 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

12.316 

-0.18 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.047 

0.23 

0.32 


Fakeerpura 

0813000301690200 

2.714 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.714 

-0.68 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.022 

0.42 

0.81 


Fatehpura 

0813000301695200 

7.934 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.934 

-0.59 

0.100 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.48 

0.063 

0.39 

0.70 


Fatehpura Bhomiyan 

0813000501724700 

10.073 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.373 

0.99 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.02 

0.014 

0.06 

0.10 







Non-command 

Quartzite 

8.319 

0.99 

0.015 

0.05 

0.00 

0.00 

0.00 

0.00 

0.17 

0.10 

0.10 

0.087 

0.36 

0.63 


Fransa 

0804000600651700 

8.159 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.402 

-0.14 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.023 

0.28 

0.48 


Ganeri 

0813000201678500 

15.032 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.758 

-0.30 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.092 

0.33 

0.53 







Non-command 

Phyllite & Schist 

1.274 

-0.30 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.009 

0.03 

0.05 


Ganora 

0804000700661000 

12.857 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.001 

-0.27 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

12.856 

-0.27 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.049 

0.33 

0.46 



0813000401712900 

13.114 

Fresh 

Non-command 

Non-command 

Quartzite 

3.769 

-0.03 

0.015 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.032 

0.11 

0.19 


Garoda 

0813000201679300 

14.199 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.199 

-0.73 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.095 

0.37 

0.63 


Ghana 

0813000201680200 

7.241 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.241 

-0.42 

0.080 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.049 

0.38 

0.68 


Gheerdoda Khara 

0814000101766200 

11.218 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.149 

0.51 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.005 

0.04 

0.05 







Non-command 

Phyllite & Schist 

0.598 

0.51 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.003 

0.02 

0.03 


Gheerdoda Meetha 

0814000101766300 

14.738 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.580 

0.38 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.14 

0.02 

0.026 

0.13 

0.20 







Non-command 

Phyllite & Schist 

4.307 

0.38 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.020 

0.10 

0.16 


Ghiraniya (Bara) 

0813000201680700 

11.286 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.286 

-0.46 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.076 

0.38 

0.66 


Ghiraniya (Chhota) 

0813000201680800 

5.583 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.583 

-0.38 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.037 

0.38 

0.66 


Ghotra 

0804000700664000 

10.464 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

9.813 

-0.23 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.037 

0.33 

0.52 







Non-command 

Younger Alluvium 

0.651 

-0.23 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.02 

0.03 


Girdharipura 

0814000101762500 

2.540 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.540 

1.25 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.21 

0.00 

0.012 

0.35 

0.53 


Godaron Ka Bas 

0814000101761700 

2.569 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.569 

0.15 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.012 

0.35 

0.55 


Gokul Ka Bas 

0813000501724900 

4.309 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.990 

0.44 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.05 

0.010 

0.10 

0.18 







Non-command 

Quartzite 

3.156 

0.44 

0.015 

0.05 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.15 

0.033 

0.32 

0.56 


Gokulpura 

0813000301693100 

15.276 

Fresh 

Non-command 

Non-command 

Older Alluvium 

15.276 

-1.07 

0.100 

0.64 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.37 

0.126 

0.42 

0.82 


Gopalpura 

0804000700661200 

40.212 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

-0.14 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

10.588 

-0.14 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.040 

0.09 

0.13 


Goredi 

0814000101759200 

1.882 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.882 

-0.14 

0.040 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.009 

0.33 

0.46 


Goriya 

0813000401708400 

3.355 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.355 

-0.36 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.028 

0.42 

0.80 


Gothra Tagalan 

0813000301699300 

14.635 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

-0.27 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

0.716 

-0.27 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.006 

0.02 

0.03 


Gowati 

0813000401715100 

8.394 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.238 

0.40 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.002 

0.01 

0.02 


Gudabari 

0804000700667300 

15.209 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.184 

-0.35 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.03 

0.04 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

10.448 

-0.35 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.040 

0.24 

0.39 







Non-command 

Younger Alluvium 

3.577 

-0.35 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.014 

0.08 

0.13 


Guleriya 

0804000700661400 

15.764 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

15.195 

0.00 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.058 

0.34 

0.53 


Gunathoo 

0813000301695900 

10.696 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.693 

-0.66 

0.100 

0.21 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.72 

0.085 

0.39 

0.71 


Gunpaliya 

0814000101763400 

5.380 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.680 

0.26 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.04 

0.06 







Non-command 

Vindhyan Sandstone 

0.825 

0.26 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.004 

0.05 

0.07 


Gurara 

0813000501724600 

18.690 

Fresh 

Non-command 

Non-command 

Quartzite 

4.656 

1.24 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.13 

0.07 

0.11 

0.049 

0.11 

0.19 


Gurha Kalan 

0813000301702600 

3.756 

Fresh 

Non-command 

Non-command 

Quartzite 

2.257 

0.09 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.019 

0.26 

0.46 


Gurha Khurd 

0813000301702800 

4.732 

Fresh 

Non-command 

Non-command 

Quartzite 

4.732 

-0.05 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.039 

0.43 

0.76 


Hameerpura 

0813000201675600 

7.109 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.582 

-0.40 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.044 

0.34 

0.57 



0813000301687100 

1.297 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.297 

-0.66 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.010 

0.40 

0.75 


Hapas 

0813000201684100 

10.432 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.432 

-0.27 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.070 

0.37 

0.63 


Harasar 

0804000700663300 

34.288 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.749 

0.10 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.010 

0.03 

0.04 







Non-command 

Phyllite & Schist 

31.539 

0.10 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.00 

0.120 

0.32 

0.51 


Hardayalpura 

0813000301692100 

4.024 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.024 

-0.56 

0.100 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.47 

0.033 

0.42 

0.81 


Haripura 

0813000301703500 

2.580 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.580 

0.55 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.22 

0.12 

0.29 

0.021 

0.43 

0.77 


Harsh 

0813000301700400 

3.678 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.626 

-0.61 

0.100 

0.22 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.84 

0.030 

0.41 

0.79 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.052 

-0.61 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Hatyaj 

0813000301702500 

6.237 

Fresh 

Non-command 

Non-command 

Quartzite 

1.522 

0.10 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.05 

0.013 

0.11 

0.18 


Hemasar Agoona 

0804000700665100 

6.059 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

6.059 

-0.36 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.023 

0.36 

0.55 


Hirawati 

0814000101758700 

12.308 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.161 

-0.75 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.010 

0.06 

0.08 







Non-command 

Vindhyan Sandstone 

2.220 

-0.75 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.010 

0.06 

0.08 


Husenpura 

0814000101767200 

8.793 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.941 

-0.09 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.004 

0.04 

0.06 







Non-command 

Phyllite & Schist 

7.852 

-0.09 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.036 

0.32 

0.51 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.06 

0.00 

887.97 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.007 

6,890.33 

Over Exploited 

Doongarwas 

081300020167840C 

0.11 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.05 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.17 

0.00 

- 

- 

- 

- 

- 

0.003 

0.024 

0.002 

0.021 

0.018 

86.40 

Semi Critical 



0.05 

0.04 

- 

0.04 

- 

0.04 

0.03 

0.23 

0.01 

- 

- 

- 

- 

- 

0.006 

0.044 

0.004 

0.039 

0.025 

63.70 

Safe 

Dotasara 

0813000201679700 

0.11 

0.29 

- 

0.29 

- 

0.29 

0.07 

0.44 

0.05 

0.0100 

- 

- 

- 

0.010 

0.061 

0.351 

0.035 

0.316 

0.426 

134.97 

Over Exploited 

Dujar 

0814000101759600 

0.12 

0.55 

(60.26) 

0.44 

0.02 

0.46 

0.06 

0.39 

0.09 

0.0700 

- 

- 

- 

0.070 

0.162 

0.625 

0.031 

0.594 

0.722 

121.60 

Over Exploited 

Dulhepura 

0813000301702900 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.019 

1,839.83 

Over Exploited 



0.08 

0.07 

- 

0.07 

- 

0.07 

0.06 

0.45 

0.01 

- 

- 

- 

- 

- 

0.010 

0.079 

0.008 

0.072 

0.103 

144.38 

Over Exploited 

Dulla Ki Dhani 

0813000301693000 

0.12 

0.11 

- 

0.11 

- 

0.11 

0.05 

0.47 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.135 

0.013 

0.121 

0.268 

221.30 

Over Exploited 

Dungras Agoona 

0804000700663200 

0.07 

0.22 

- 

0.22 

- 

0.22 

0.05 

0.41 

0.03 

- 

- 

- 

- 

- 

0.033 

0.250 

0.025 

0.225 

0.033 

14.82 

Safe 

Dungras Athoona 

0804000700661100 

0.07 

0.19 

- 

0.19 

- 

0.19 

0.04 

0.26 

0.03 

- 

- 

- 

- 

- 

0.032 

0.226 

0.023 

0.204 

0.049 

24.02 

Safe 

Fakeerpura 

0813000301690200 

0.10 

0.11 

- 

0.11 

- 

0.11 

0.05 

0.47 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.138 

0.014 

0.124 

0.326 

261.68 

Over Exploited 

Fatehpura 

0813000301695200 

0.10 

0.31 

- 

0.31 

0.01 

0.32 

0.06 

0.45 

0.05 

0.0200 

- 

- 

- 

0.020 

0.065 

0.383 

0.038 

0.345 

0.544 

157.72 

Over Exploited 

Fatehpura Bhomiyan 

0813000501724700 

0.12 

0.01 

761.60 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.002 

0.013 

0.001 

0.013 

0.031 

245.89 

Over Exploited 



0.08 

0.24 

(58.17) 

0.19 

- 

0.19 

0.06 

0.42 

0.04 

- 

- 

- 

- 

- 

0.038 

0.232 

0.012 

0.220 

0.188 

85.45 

Semi Critical 

Fransa 

0804000600651700 

0.11 

0.20 

- 

0.20 

- 

0.20 

0.05 

0.32 

0.03 

- 

- 

- 

- 

- 

0.032 

0.227 

0.023 

0.205 

0.023 

11.40 

Safe 

Ganeri 

0813000201678500 

0.11 

0.50 

- 

0.50 

- 

0.50 

0.05 

0.38 

0.08 

0.0100 

- 

- 

- 

0.010 

0.088 

0.586 

0.059 

0.528 

0.277 

52.54 

Safe 



0.05 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.021 

1,016.41 

Over Exploited 

Ganora 

0804000700661000 

0.07 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.30 

- 

0.30 

- 

0.30 

0.05 

0.39 

0.05 

- 

- 

- 

- 

- 

0.049 

0.347 

0.035 

0.312 

0.049 

15.67 

Safe 


0813000401712900 

0.06 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.12 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.038 

0.004 

0.034 

0.210 

618.43 

Over Exploited 

Garoda 

0813000201679300 

0.11 

0.58 

- 

0.58 

- 

0.58 

0.06 

0.43 

0.10 

0.0100 

- 

- 

- 

0.010 

0.105 

0.683 

0.068 

0.615 

0.276 

44.94 

Safe 

Ghana 

0813000201680200 

0.11 

0.31 

- 

0.31 

0.01 

0.32 

0.06 

0.45 

0.05 

0.0200 

- 

- 

- 

0.020 

0.069 

0.385 

0.038 

0.346 

0.456 

131.54 

Over Exploited 

Gheerdoda Khara 

0814000101766200 

0.16 

0.01 

487.66 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.008 

0.005 

62.31 

Safe 



0.08 

0.00 

350.52 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.003 

239.35 

Over Exploited 

Gheerdoda Meetha 

0814000101766300 

0.16 

0.12 

21.77 

0.14 

- 

0.14 

0.02 

0.15 

0.02 

- 

- 

- 

- 

- 

0.019 

0.161 

0.008 

0.153 

0.043 

27.89 

Safe 



0.08 

0.04 

(21.19) 

0.03 

- 

0.03 

0.02 

0.12 

0.01 

- 

- 

- 

- 

- 

0.006 

0.034 

0.002 

0.032 

0.030 

92.77 

Critical 

Ghiraniya (Bara) 

0813000201680700 

0.11 

0.47 

- 

0.47 

- 

0.47 

0.06 

0.44 

0.07 

0.0100 

- 

- 

- 

0.010 

0.084 

0.552 

0.055 

0.497 

0.324 

65.11 

Safe 

Ghiraniya (Chhota) 

0813000201680800 

0.11 

0.23 

- 

0.23 

- 

0.23 

0.06 

0.44 

0.04 

- 

- 

- 

- 

- 

0.036 

0.268 

0.027 

0.241 

0.086 

35.83 

Safe 

Ghotra 

0804000700664000 

0.07 

0.23 

- 

0.23 

- 

0.23 

0.05 

0.38 

0.04 

- 

- 

- 

- 

- 

0.035 

0.263 

0.026 

0.237 

0.037 

15.78 

Safe 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.003 

0.002 

75.63 

Semi Critical 

Girdharipura 

0814000101762500 

0.16 

0.14 

48.11 

0.17 

- 

0.17 

0.05 

0.40 

0.02 

- 

- 

- 

- 

- 

0.022 

0.193 

0.010 

0.183 

0.012 

6.36 

Safe 

Godaron Ka Bas 

0814000101761700 

0.08 

0.07 

(92.98) 

0.06 

- 

0.06 

0.05 

0.41 

0.01 

- 

- 

- 

- 

- 

0.011 

0.069 

0.003 

0.066 

0.012 

17.86 

Safe 

Gokul Ka Bas 

0813000501724900 

0.12 

0.01 

159.03 

0.01 

- 

0.01 

0.02 

0.12 

0.00 

- 

- 

- 

- 

- 

0.002 

0.016 

0.001 

0.015 

0.055 

358.30 

Over Exploited 



0.08 

0.08 

(49.70) 

0.07 

- 

0.07 

0.05 

0.37 

0.01 

0.0100 

- 

- 

- 

0.010 

0.023 

0.088 

0.004 

0.083 

0.182 

218.63 

Over Exploited 

Gokulpura 

0813000301693100 

0.12 

0.77 

- 

0.77 

0.03 

0.80 

0.05 

0.47 

0.10 

0.0900 

- 

- 

- 

0.090 

0.187 

0.988 

0.099 

0.889 

2.500 

281.30 

Over Exploited 

Gopalpura 

0804000700661200 

0.07 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.07 

- 

0.07 

- 

0.07 

0.01 

0.10 

0.01 

- 

- 

- 

- 

- 

0.011 

0.078 

0.008 

0.070 

0.042 

60.64 

Safe 

Goredi 

0814000101759200 

0.12 

0.07 

- 

0.07 

- 

0.07 

0.06 

0.38 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.097 

0.010 

0.087 

0.209 

239.23 

Over Exploited 

Goriya 

0813000401708400 

0.12 

0.17 

- 

0.17 

- 

0.17 

0.05 

0.47 

0.02 

0.0100 

- 

- 

- 

0.010 

0.032 

0.200 

0.020 

0.180 

0.095 

52.55 

Safe 

Gothra Tagalan 

0813000301699300 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.037 

4,744.15 

Over Exploited 

Gowati 

0813000401715100 

0.12 

0.00 

3,319.57 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.028 

6,914.82 

Over Exploited 

Gudabari 

0804000700667300 

0.22 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.001 

0.008 

0.005 

59.93 

Safe 



0.07 

0.18 

- 

0.18 

- 

0.18 

0.04 

0.28 

0.03 

- 

- 

- 

- 

- 

0.028 

0.207 

0.021 

0.186 

0.050 

26.71 

Safe 



0.22 

0.07 

- 

0.07 

- 

0.07 

0.01 

0.10 

0.01 

- 

- 

- 

- 

- 

0.010 

0.076 

0.008 

0.069 

0.021 

30.04 

Safe 

Guleriya 

0804000700661400 

0.07 

0.36 

(96.23) 

0.29 

- 

0.29 

0.05 

0.39 

0.06 

- 

- 

- 

- 

- 

0.055 

0.346 

0.017 

0.328 

0.058 

17.61 

Safe 

Gunathoo 

0813000301695900 

0.10 

0.42 

- 

0.42 

0.01 

0.43 

0.06 

0.45 

0.06 

0.0300 

- 

- 

- 

0.030 

0.090 

0.519 

0.052 

0.467 

0.804 

172.25 

Over Exploited 

Gunpaliya 

0814000101763400 

0.08 

0.00 

3.61 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.003 

118.12 

Over Exploited 



0.12 

0.01 

15.32 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.006 

0.004 

59.12 

Safe 

Gurara 

0813000501724600 

0.08 

0.04 

703,072.12 

0.05 

- 

0.05 

0.02 

0.13 

0.01 

- 

- 

- 

- 

- 

0.006 

0.054 

0.003 

0.051 

0.157 

306.50 

Over Exploited 

Gurha Kalan 

0813000301702600 

0.08 

0.05 

(582.43) 

0.04 

- 

0.04 

0.04 

0.30 

0.01 

- 

- 

- 

- 

- 

0.007 

0.045 

0.002 

0.042 

0.031 

72.45 

Semi Critical 

Gurha Khurd 

0813000301702800 

0.08 

0.16 

- 

0.16 

- 

0.16 

0.07 

0.50 

0.03 

0.0100 

- 

- 

- 

0.010 

0.035 

0.199 

0.020 

0.179 

0.185 

103.19 

Over Exploited 

Flameerpura 

0813000201675600 

0.11 

0.25 

- 

0.25 

- 

0.25 

0.06 

0.41 

0.05 

0.0100 

- 

- 

- 

0.010 

0.057 

0.303 

0.030 

0.273 

0.321 

117.58 

Over Exploited 


0813000301687100 

0.10 

0.05 

- 

0.05 

- 

0.05 

0.06 

0.46 

0.01 

- 

- 

- 

- 

- 

0.007 

0.060 

0.006 

0.054 

0.092 

171.48 

Over Exploited 

Flapas 

0813000201684100 

0.11 

0.42 

- 

0.42 

- 

0.42 

0.07 

0.44 

0.08 

0.0100 

- 

- 

- 

0.010 

0.088 

0.513 

0.051 

0.462 

0.339 

73.42 

Semi Critical 

Flarasar 

0804000700663300 

0.20 

0.02 

15.81 

0.02 

- 

0.02 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.002 

0.020 

0.001 

0.019 

0.010 

53.94 

Safe 



0.07 

0.72 

(90.66) 

0.57 

- 

0.57 

0.05 

0.38 

0.11 

- 

- 

- 

- 

- 

0.112 

0.685 

0.034 

0.651 

0.120 

18.46 

Safe 

Flardayalpura 

0813000301692100 

0.12 

0.20 

- 

0.20 

0.01 

0.21 

0.05 

0.47 

0.03 

0.0200 

- 

- 

- 

0.020 

0.046 

0.259 

0.026 

0.233 

0.504 

216.68 

Over Exploited 

Flaripura 

0813000301703500 

0.12 

0.13 

(6.99) 

0.12 

- 

0.12 

0.06 

0.49 

0.02 

0.0100 

- 

- 

- 

0.010 

0.029 

0.151 

0.008 

0.144 

0.309 

215.08 

Over Exploited 

Harsh 

0813000301700400 

0.12 

0.18 

- 

0.18 

0.01 

0.19 

0.05 

0.46 

0.02 

0.0300 

- 

- 

- 

0.030 

0.053 

0.242 

0.024 

0.218 

0.867 

397.88 

Over Exploited 



0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.006 

16,900.17 

Over Exploited 

Hatyaj 

0813000301702500 

0.08 

0.01 

(399.01) 

0.01 

- 

0.01 

0.02 

0.12 

0.00 

- 

- 

- 

- 

- 

0.002 

0.014 

0.001 

0.013 

0.065 

483.83 

Over Exploited 

Hemasar Agoona 

0804000700665100 

0.07 

0.15 

- 

0.15 

- 

0.15 

0.05 

0.41 

0.02 

- 

- 

- 

- 

- 

0.023 

0.174 

0.017 

0.156 

0.023 

14.77 

Safe 

Hirawati 

0814000101758700 

0.08 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.002 

0.012 

0.001 

0.011 

0.040 

378.66 

Over Exploited 



0.12 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.003 

0.019 

0.002 

0.017 

0.053 

318.67 

Over Exploited 

Husenpura 

0814000101767200 

0.16 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.001 

0.006 

0.037 

621.51 

Over Exploited 



0.08 

0.20 

- 

0.20 

- 

0.20 

0.05 

0.37 

0.03 

0.0100 

- 

- 

- 

0.010 

0.041 

0.242 

0.024 

0.218 

0.244 

111.83 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Indrapura 

081400010176670C 

6.644 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.036 

0.62 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.32 

0.21 

0.00 

0.023 

0.27 

0.41 







Non-command 

Phyllite & Schist 

1.608 

0.62 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.007 

0.09 

0.13 


Jachas 

081300030169880C 

6.257 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.279 

-0.82 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.010 

0.08 

0.15 


Jagatpura 

0813000301694300 

2.735 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.735 

-0.39 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.022 

0.42 

0.80 


Jagmalpura 

0813000301692600 

8.139 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.139 

-0.74 

0.100 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.72 

0.067 

0.42 

0.82 


Jaitpura 

0813000201681800 

9.872 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.872 

0.40 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.35 

0.21 

0.07 

0.066 

0.37 

0.61 


Jajod 

0813000201676800 

21.729 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.546 

-0.04 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.017 

0.04 

0.07 


Jakhla 

0813000201683100 

3.733 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.733 

-0.42 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.025 

0.39 

0.70 


Jaloo 

0813000201680600 

8.786 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.786 

-0.69 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.059 

0.37 

0.65 


Jasrasar 

0813000201684500 

9.323 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.806 

-0.49 

0.080 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.046 

0.27 

0.46 


Jassoopura 

0813000301697000 

6.177 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.822 

-0.64 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.023 

0.18 

0.33 


Jaswant Garh 

0814000101760500 

20.171 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.505 

0.25 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.044 

0.17 

0.25 







Non-command 

Vindhyan Sandstone 

4.206 

0.25 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.019 

0.07 

0.11 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

6.460 

0.25 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.030 

0.11 

0.17 


Jeenmata 

0813000401707800 

3.516 

Fresh 

Non-command 

Non-command 

Quartzite 

3.516 

0.01 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.09 

0.029 

0.38 

0.68 


Jeenwas 

0813000401707400 

6.378 

Fresh 

Non-command 

Non-command 

Quartzite 

1.394 

-0.10 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.012 

0.08 

0.15 


Jeoli 

0813000201679000 

11.215 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.215 

-0.39 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.075 

0.37 

0.63 


Jeslan 

0814000101766400 

13.661 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.412 

0.78 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.67 

0.44 

0.03 

0.039 

0.22 

0.33 







Non-command 

Phyllite & Schist 

3.463 

0.78 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.01 

0.016 

0.09 

0.14 


Jhajhar 

0813000201681300 

8.801 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.801 

-0.20 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.059 

0.37 

0.63 


Jheegar Bari 

0813000301689000 

3.576 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.576 

-0.34 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.029 

0.42 

0.81 


Jheegar Chhoti 

0813000301691400 

9.516 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.574 

-0.52 

0.100 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.50 

0.068 

0.38 

0.73 


Jhekariya 

0814000101763200 

7.693 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.693 

0.40 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.00 

0.035 

0.34 

0.51 


Jhilmil 

0813000201681200 

10.166 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.166 

-0.28 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.068 

0.37 

0.62 


Jindrasar 

0804000700664400 

7.808 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

7.808 

0.19 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.030 

0.35 

0.55 


Jogliya 

0804000700656700 

37.660 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.949 

0.31 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.011 

0.03 

0.04 


Juliyasar 

0813000201677600 

9.426 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

9.426 

-0.05 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.063 

0.36 

0.59 


Jurathra 

0813000301703000 

8.119 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.921 

-1.02 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.024 

0.15 

0.27 







Non-command 

Quartzite 

5.194 

-1.02 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.043 

0.27 

0.49 


Kachhwa 

0813000201682200 

11.931 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.931 

-0.42 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.080 

0.38 

0.68 


Kadma Ka Bas 

0813000301699800 

3.590 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.590 

-0.82 

0.100 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.029 

0.41 

0.80 


Kaharo Ki Dhani 

0813000301700800 

1.300 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.300 

-0.63 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.011 

0.42 

0.81 


Kala Khet 

0813000301703200 

6.723 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.007 

0.09 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

4.068 

0.09 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.06 

0.034 

0.26 

0.46 


Kalwa 

0813000201678300 

5.782 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.868 

-0.39 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.026 

0.24 

0.38 







Non-command 

Phyllite & Schist 

1.914 

-0.39 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.013 

0.12 

0.19 


Kandlau 

0813000201670600 

9.448 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.002 

-0.01 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kantewa 

0813000201675700 

9.836 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.020 

-0.37 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kantiya 

0813000401713100 

10.891 

Fresh 

Non-command 

Non-command 

Quartzite 

1.383 

-0.27 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.012 

0.05 

0.08 


Kanwai 

0814000201770100 

9.810 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.008 

0.40 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Phyllite & Schist 

7.994 

0.40 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.08 

0.051 

0.29 

0.45 


Kanwari 

0804000600651400 

13.615 

Saline 

Non-command 

Non-command 

Older Alluvium 

13.615 

-0.07 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.050 

0.35 

0.60 


Kanwarpura 

0813000301690300 

12.890 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.890 

-0.37 

0.100 

0.21 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.71 

0.103 

0.42 

0.82 



0813000301698900 

7.056 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.073 

-1.59 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.017 

0.12 

0.21 


Kasan 

0814000101758900 

13.835 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

13.835 

-0.37 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.063 

0.33 

0.46 


Kashi Ka Bas 

0813000301699700 

3.200 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.200 

-0.84 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.026 

0.41 

0.80 


Kasli 

0813000301693800 

21.815 

Fresh 

Non-command 

Non-command 

Older Alluvium 

21.815 

-0.70 

0.100 

0.24 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.74 

0.174 

0.42 

0.81 


Kasumbi Alipur 

0814000101760600 

14.859 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.643 

0.27 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.06 

0.10 

0.049 

0.25 

0.39 







Non-command 

Vindhyan Sandstone 

2.404 

0.27 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.03 

0.011 

0.06 

0.09 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.812 

0.27 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.008 

0.04 

0.07 


Kasumbi Jakhlan 

0814000101760800 

11.659 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

11.659 

0.30 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.04 

0.053 

0.35 

0.55 


Kasumbi Naliya 

0814000101760900 

1.672 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.670 

0.07 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.008 

0.35 

0.55 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.001 

0.07 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kasumbi Upadara 

0814000101760700 

10.148 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.091 

0.29 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.05 

0.046 

0.35 

0.54 







Non-command 

Vindhyan Sandstone 

0.057 

0.29 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Katrathal 

0813000301691900 

27.461 

Fresh 

Non-command 

Non-command 

Older Alluvium 

18.525 

-0.08 

0.100 

0.34 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.17 

0.153 

0.28 

0.55 


Kerpura @ Charanwas 

0813000401712500 

1.893 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.050 

0.28 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 







Non-command 

Quartzite 

0.653 

0.28 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.005 

0.13 

0.24 


Khadaya 

0804000700665500 

5.769 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

-2.15 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

5.769 

-2.15 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.022 

0.35 

0.55 


Khaitwas 

0813000401714900 

3.508 

Fresh 

Non-command 

Non-command 

Quartzite 

0.075 

0.36 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Khakholi 

0813000301687000 

5.695 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.695 

-0.42 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.045 

0.41 

0.76 


Khaliya 

0804000700662500 

8.067 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

8.067 

0.11 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.031 

0.35 

0.54 


Khandela (M) 

0813000541306000 

20.854 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.011 

0.72 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

4.584 

0.72 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.01 

0.048 

0.10 

0.17 


Khandelsar 

0813000401712100 

2.461 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.461 

-0.45 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.021 

0.40 

0.74 


Khanpur 

0814000101760400 

7.213 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.074 

0.14 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.06 

0.023 

0.24 

0.37 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.140 

0.14 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.010 

0.10 

0.15 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Indrapura 

0814000101766700 

0.16 

0.22 

(2.61) 

0.21 

- 

0.21 

0.04 

0.31 

0.03 

- 

- 

- 

- 

- 

0.034 

0.243 

0.012 

0.231 

0.023 

9.98 

Safe 



0.08 

0.01 

18.37 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.002 

0.015 

0.001 

0.014 

0.007 

52.71 

Safe 

Jachas 

0813000301698800 

0.10 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.001 

0.012 

0.001 

0.011 

0.117 

1,108.76 

Over Exploited 

Jagatpura 

0813000301694300 

0.10 

0.11 

- 

0.11 

- 

0.11 

0.05 

0.47 

0.01 

0.0100 

- 

- 

- 

0.010 

0.025 

0.139 

0.014 

0.125 

0.200 

160.31 

Over Exploited 

Jagmalpura 

0813000301692600 

0.12 

0.41 

- 

0.41 

0.01 

0.42 

0.05 

0.47 

0.05 

0.0300 

- 

- 

- 

0.030 

0.082 

0.502 

0.050 

0.452 

0.783 

173.22 

Over Exploited 

Jaitpura 

0813000201681800 

0.11 

0.40 

(47.04) 

0.32 

- 

0.32 

0.06 

0.43 

0.06 

- 

- 

- 

- 

- 

0.061 

0.382 

0.019 

0.363 

0.138 

38.11 

Safe 

Jajod 

0813000201676800 

0.11 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.002 

0.014 

0.001 

0.013 

0.061 

479.63 

Over Exploited 

Jakhla 

0813000201683100 

0.11 

0.16 

- 

0.16 

- 

0.16 

0.06 

0.45 

0.02 

0.0100 

- 

- 

- 

0.010 

0.035 

0.194 

0.019 

0.174 

0.187 

107.19 

Over Exploited 

Jaloo 

0813000201680600 

0.11 

0.36 

- 

0.36 

- 

0.36 

0.06 

0.44 

0.06 

- 

- 

- 

- 

- 

0.059 

0.421 

0.042 

0.379 

0.183 

48.27 

Safe 

Jasrasar 

0813000201684500 

0.11 

0.20 

- 

0.20 

0.01 

0.21 

0.05 

0.32 

0.04 

0.0200 

- 

- 

- 

0.020 

0.057 

0.271 

0.027 

0.244 

0.498 

204.12 

Over Exploited 

Jassoopura 

0813000301697000 

0.10 

0.05 

- 

0.05 

- 

0.05 

0.03 

0.20 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.068 

0.007 

0.061 

0.208 

340.02 

Over Exploited 

Jaswant Garh 

0814000101760500 

0.08 

0.13 

(70.01) 

0.10 

- 

0.10 

0.03 

0.19 

0.02 

- 

- 

- 

- 

- 

0.019 

0.120 

0.006 

0.114 

0.044 

38.13 

Safe 



0.12 

0.04 

(7.58) 

0.03 

- 

0.03 

0.01 

0.08 

0.01 

- 

- 

- 

- 

- 

0.006 

0.040 

0.002 

0.038 

0.019 

50.84 

Safe 



0.08 

0.06 

(52.24) 

0.05 

- 

0.05 

0.02 

0.13 

0.01 

- 

- 

- 

- 

- 

0.009 

0.056 

0.003 

0.053 

0.030 

56.11 

Safe 

Jeenmata 

0813000401707800 

0.06 

0.08 

(78.53) 

0.06 

- 

0.06 

0.06 

0.44 

0.01 

- 

- 

- 

- 

- 

0.012 

0.076 

0.004 

0.072 

0.123 

170.40 

Over Exploited 

Jeenwas 

0813000401707400 

0.06 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.018 

0.002 

0.016 

0.170 

1,045.97 

Over Exploited 

Jeoli 

0813000201679000 

0.11 

0.46 

- 

0.46 

- 

0.46 

0.06 

0.43 

0.07 

- 

- 

- 

- 

- 

0.073 

0.529 

0.053 

0.476 

0.195 

41.00 

Safe 

Jeslan 

0814000101766400 

0.16 

0.29 

51.12 

0.35 

- 

0.35 

0.03 

0.25 

0.05 

- 

- 

- 

- 

- 

0.045 

0.395 

0.020 

0.375 

0.072 

19.08 

Safe 



0.08 

0.02 

69.07 

0.03 

- 

0.03 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.004 

0.033 

0.002 

0.032 

0.026 

81.40 

Semi Critical 

Jhajhar 

0813000201681300 

0.11 

0.36 

- 

0.36 

- 

0.36 

0.06 

0.43 

0.06 

0.0100 

- 

- 

- 

0.010 

0.065 

0.425 

0.043 

0.383 

0.287 

75.02 

Semi Critical 

Jheegar Bari 

0813000301689000 

0.10 

0.15 

- 

0.15 

- 

0.15 

0.05 

0.47 

0.02 

0.0100 

- 

- 

- 

0.010 

0.029 

0.179 

0.018 

0.161 

0.235 

145.64 

Over Exploited 

Jheegar Chhoti 

0813000301691400 

0.10 

0.32 

- 

0.32 

0.01 

0.33 

0.05 

0.43 

0.04 

0.0200 

- 

- 

- 

0.020 

0.061 

0.395 

0.040 

0.356 

0.568 

159.86 

Over Exploited 

Jhekariya 

0814000101763200 

0.08 

0.21 

(77.07) 

0.17 

- 

0.17 

0.05 

0.40 

0.03 

- 

- 

- 

- 

- 

0.034 

0.203 

0.010 

0.193 

0.035 

18.30 

Safe 

Jhilmil 

0813000201681200 

0.11 

0.41 

- 

0.41 

- 

0.41 

0.06 

0.43 

0.06 

- 

- 

- 

- 

- 

0.064 

0.476 

0.048 

0.429 

0.134 

31.29 

Safe 

Jindrasar 

0804000700664400 

0.07 

0.19 

(86.81) 

0.16 

- 

0.16 

0.05 

0.41 

0.03 

- 

- 

- 

- 

- 

0.030 

0.185 

0.009 

0.176 

0.030 

16.94 

Safe 

Jogliya 

0804000700656700 

0.07 

0.01 

109.05 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.007 

0.011 

154.36 

Over Exploited 

Juliyasar 

0813000201677600 

0.15 

0.51 

- 

0.51 

- 

0.51 

0.06 

0.42 

0.08 

0.0100 

- 

- 

- 

0.010 

0.092 

0.601 

0.060 

0.541 

0.240 

44.40 

Safe 

Jurathra 

0813000301703000 

0.12 

0.05 

- 

0.05 

- 

0.05 

0.02 

0.18 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.072 

0.007 

0.064 

0.209 

324.39 

Over Exploited 



0.08 

0.11 

- 

0.11 

- 

0.11 

0.04 

0.31 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.140 

0.014 

0.126 

0.213 

169.14 

Over Exploited 

Kachhwa 

0813000201682200 

0.11 

0.50 

- 

0.50 

- 

0.50 

0.06 

0.44 

0.08 

0.0100 

- 

- 

- 

0.010 

0.087 

0.590 

0.059 

0.531 

0.331 

62.28 

Safe 

Kadma Ka Bas 

0813000301699800 

0.10 

0.15 

- 

0.15 

0.01 

0.16 

0.05 

0.47 

0.02 

0.0200 

- 

- 

- 

0.020 

0.039 

0.198 

0.020 

0.178 

0.485 

271.93 

Over Exploited 

Kaharo Ki Dhani 

0813000301700800 

0.12 

0.07 

- 

0.07 

0.01 

0.08 

0.05 

0.47 

0.01 

0.0200 

- 

- 

- 

0.020 

0.028 

0.104 

0.010 

0.093 

0.167 

178.39 

Over Exploited 

Kala Khet 

0813000301703200 

0.12 

0.00 

29,963.17 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.09 

(374.95) 

0.07 

- 

0.07 

0.04 

0.31 

0.01 

- 

- 

- 

- 

- 

0.013 

0.081 

0.004 

0.077 

0.094 

121.51 

Over Exploited 

Kalwa 

0813000201678300 

0.11 

0.10 

- 

0.10 

- 

0.10 

0.04 

0.28 

0.02 

- 

- 

- 

- 

- 

0.016 

0.118 

0.012 

0.106 

0.056 

52.77 

Safe 



0.05 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.14 

0.00 

- 

- 

- 

- 

- 

0.002 

0.013 

0.001 

0.012 

0.023 

193.50 

Over Exploited 

Kandlau 

0813000201670600 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kantewa 

0813000201675700 

0.11 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kantiya 

0813000401713100 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.026 

632.36 

Over Exploited 

Kanwai 

0814000201770100 

0.10 

0.00 

46,401.82 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.16 

(65.52) 

0.13 

- 

0.13 

0.05 

0.34 

0.03 

0.0100 

- 

- 

- 

0.010 

0.035 

0.165 

0.008 

0.157 

0.126 

80.43 

Semi Critical 

Kanwari 

0804000600651400 

0.11 

0.53 

- 

0.53 

- 

0.53 

0.06 

0.41 

0.09 

- 

- 

- 

- 

- 

0.086 

0.617 

0.062 

0.556 

0.057 

10.19 

Safe 

Kanwarpura 

0813000301690300 

0.10 

0.54 

- 

0.54 

0.01 

0.55 

0.05 

0.47 

0.07 

0.0300 

- 

- 

- 

0.030 

0.098 

0.650 

0.065 

0.585 

0.813 

138.94 

Over Exploited 


0813000301698900 

0.10 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.13 

0.00 

- 

- 

- 

- 

- 

0.003 

0.027 

0.003 

0.025 

0.138 

559.45 

Over Exploited 

Kasan 

0814000101758900 

0.08 

0.36 

- 

0.36 

- 

0.36 

0.06 

0.38 

0.06 

0.0100 

- 

- 

- 

0.010 

0.071 

0.436 

0.044 

0.392 

0.202 

51.59 

Safe 

Kashi Ka Bas 

0813000301699700 

0.10 

0.13 

- 

0.13 

- 

0.13 

0.05 

0.47 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.160 

0.016 

0.144 

0.212 

146.94 

Over Exploited 

Kasli 

0813000301693800 

0.10 

0.91 

- 

0.91 

0.01 

0.92 

0.05 

0.47 

0.12 

0.0300 

- 

- 

- 

0.030 

0.146 

1.069 

0.107 

0.962 

0.913 

94.89 

Critical 

Kasumbi Alipur 

0814000101760600 

0.08 

0.22 

(73.42) 

0.17 

0.01 

0.18 

0.04 

0.29 

0.03 

0.0200 

- 

- 

- 

0.020 

0.053 

0.236 

0.012 

0.224 

0.148 

65.99 

Safe 



0.12 

0.02 

43.44 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.032 

0.002 

0.031 

0.040 

130.21 

Over Exploited 



0.08 

0.01 

107.57 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.008 

0.021 

264.73 

Over Exploited 

Kasumbi Jakhlan 

0814000101760800 

0.08 

0.33 

(80.14) 

0.26 

- 

0.26 

0.05 

0.41 

0.05 

0.0100 

- 

- 

- 

0.010 

0.060 

0.325 

0.016 

0.308 

0.093 

30.29 

Safe 

Kasumbi Naliya 

0814000101760900 

0.08 

0.05 

(96.62) 

0.04 

- 

0.04 

0.05 

0.41 

0.01 

- 

- 

- 

- 

- 

0.007 

0.045 

0.002 

0.043 

0.008 

17.86 

Safe 



0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kasumbi Upadara 

0814000101760700 

0.08 

0.28 

(79.63) 

0.23 

0.00 

0.23 

0.05 

0.40 

0.04 

0.0100 

- 

- 

0.001 

0.011 

0.055 

0.282 

0.014 

0.268 

0.096 

35.97 

Safe 



0.12 

0.00 

3,583.48 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Katrathal 

0813000301691900 

0.12 

0.63 

- 

0.63 

0.01 

0.64 

0.04 

0.32 

0.08 

0.0400 

- 

- 

- 

0.040 

0.121 

0.760 

0.076 

0.684 

1.324 

193.66 

Over Exploited 

Kerpura @ Charanwas 

0813000401712500 

0.12 

0.00 

1,198.69 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.01 

36.86 

0.01 

- 

0.01 

0.02 

0.15 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.040 

607.65 

Over Exploited 

Khadaya 

0804000700665500 

0.07 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.14 

- 

0.14 

- 

0.14 

0.05 

0.41 

0.02 

- 

- 

- 

- 

- 

0.022 

0.165 

0.016 

0.148 

0.022 

14.80 

Safe 

Khaitwas 

0813000401714900 

0.06 

0.00 

456.25 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Khakholi 

0813000301687000 

0.10 

0.23 

- 

0.23 

- 

0.23 

0.06 

0.46 

0.03 

0.0100 

- 

- 

- 

0.010 

0.043 

0.273 

0.027 

0.246 

0.215 

87.57 

Semi Critical 

Khaliya 

0804000700662500 

0.07 

0.20 

(91.02) 

0.16 

- 

0.16 

0.05 

0.41 

0.03 

- 

- 

- 

- 

- 

0.031 

0.190 

0.010 

0.181 

0.031 

17.01 

Safe 

Khandela (M) 

0813000541306000 

0.12 

0.00 

167,325.58 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.04 

329,117.65 

0.04 

- 

0.04 

0.02 

0.11 

0.01 

- 

- 

- 

- 

- 

0.006 

0.046 

0.002 

0.044 

0.053 

121.33 

Over Exploited 

Khandelsar 

0813000401712100 

0.12 

0.12 

- 

0.12 

- 

0.12 

0.06 

0.46 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.145 

0.015 

0.131 

0.316 

241.58 

Over Exploited 

Khanpur 

0814000101760400 

0.08 

0.10 

(77.23) 

0.08 

- 

0.08 

0.04 

0.28 

0.02 

0.0100 

- 

- 

- 

0.010 

0.025 

0.105 

0.005 

0.100 

0.082 

82.52 

Semi Critical 



0.08 

0.02 

(39.96) 

0.01 

- 

0.01 

0.02 

0.12 

0.00 

- 

- 

- 

- 

- 

0.003 

0.017 

0.001 

0.016 

0.030 

185.85 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Khariya Bara 

080400070066760C 

6.416 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.001 

-0.46 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

1.695 

-0.46 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.006 

0.09 

0.15 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.178 

-0.46 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.004 

0.07 

0.11 







Non-command 

Phyllite & Schist 

0.149 

-0.46 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 







Non-command 

Younger Alluvium 

3.393 

-0.46 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.013 

0.19 

0.30 


Khariya Chhota 

0804000700667500 

5.644 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.438 

-0.53 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.005 

0.09 

0.15 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.358 

-0.53 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.04 







Non-command 

Younger Alluvium 

3.848 

-0.53 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.015 

0.24 

0.39 


Khariya Kaniram 

0804000700666900 

19.720 

Saline 

Non-command 

Non-command 

Younger Alluvium 

5.768 

-0.17 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.022 

0.11 

0.18 


Khatipura 

0813000201684400 

4.882 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.882 

-0.38 

0.080 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.44 

0.033 

0.38 

0.65 


Khatiwas 

0813000401705600 

7.221 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.534 

-0.45 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.004 

0.03 

0.05 







Non-command 

Quartzite 

0.253 

-0.45 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.01 

0.02 


Kheenwaj 

0814000101766800 

11.662 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.980 

0.25 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.13 

0.00 

0.037 

0.24 

0.38 







Non-command 

Phyllite & Schist 

3.682 

0.25 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.017 

0.11 

0.17 


Kheri Dookiya 

0813000201676000 

9.732 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.812 

-0.36 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.005 

0.03 

0.05 


Khindas 

0814000101759400 

2.829 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

2.829 

0.14 

0.040 

0.05 

0.01 

0.00 

0.00 

0.00 

0.06 

0.04 

0.20 

0.013 

0.33 

0.46 


Khora 

0804000700665700 

7.548 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

-0.97 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

7.548 

-0.97 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.029 

0.35 

0.55 


Khori Doongar 

0813000301700000 

11.459 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.869 

-0.72 

0.100 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.079 

0.36 

0.69 







Non-command 

Quartzite 

0.023 

-0.72 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khoru 

0813000201675400 

8.426 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.942 

-0.61 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.020 

0.13 

0.21 


Khurdi 

0813000301695100 

5.701 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.701 

-0.58 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.046 

0.39 

0.72 


Khuri 

0804000700666400 

36.368 

Saline 

Non-command 

Non-command 

Younger Alluvium 

34.832 

-0.10 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.133 

0.34 

0.56 


Khuri Bari 

0813000201684700 

4.219 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.840 

-0.41 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.012 

0.17 

0.29 


Khuri Chhoti 

0813000201684600 

4.529 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.529 

-0.02 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.030 

0.39 

0.69 


Kikraliya 

0813000401708700 

1.675 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.587 

-0.86 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.013 

0.40 

0.76 







Non-command 

Quartzite 

0.088 

-0.86 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.04 


Kirdoli 

0813000301689300 

16.417 

Fresh 

Non-command 

Non-command 

Older Alluvium 

16.417 

-0.20 

0.100 

0.21 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.67 

0.131 

0.42 

0.80 


Kirdoli Bari 

0813000201681700 

10.754 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.754 

-0.08 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.072 

0.36 

0.59 


Kirdoli Chhoti 

0813000201681500 

5.468 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.468 

-0.26 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.037 

0.37 

0.60 


Kishanpura 

0813000401709400 

3.850 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.787 

-0.73 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.031 

0.41 

0.75 







Non-command 

Quartzite 

0.063 

-0.73 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Kochhor 

0813000401712400 

13.737 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.608 

0.00 

0.100 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.47 

0.055 

0.19 

0.34 







Non-command 

Quartzite 

7.119 

0.00 

0.015 

0.12 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.060 

0.20 

0.36 


Koka Ki Dhani 

0813000201677400 

2.699 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.699 

-0.13 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.018 

0.36 

0.62 


Kolasar 

0804000700666000 

4.967 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

4.967 

-0.40 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.019 

0.35 

0.55 


Kudli 

0813000301692300 

6.368 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.368 

-0.53 

0.100 

0.23 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.85 

0.053 

0.42 

0.82 


Kumas Jageer 

0813000201678900 

7.948 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.948 

-0.33 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.053 

0.37 

0.63 


Kumasiya 

0814000101761300 

5.037 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.396 

-0.08 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.006 

0.10 

0.15 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

3.641 

-0.08 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.017 

0.26 

0.39 


Kundalpur 

0813000301699500 

3.352 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.352 

-0.61 

0.100 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.50 

0.027 

0.40 

0.74 


Kushalpura 

0814000101761600 

4.803 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

4.803 

-0.02 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.022 

0.35 

0.55 


Kusum Desar 

0804000600651600 

15.422 

Saline 

Non-command 

Non-command 

Older Alluvium 

11.196 

-0.08 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.041 

0.26 

0.44 


Lachhmangarh (Rural) 

0813000201675300 

5.677 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.208 

-0.50 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.02 


Lachhmanpura 

0813000401712700 

1.596 

Fresh 

Non-command 

Non-command 

Quartzite 

1.596 

-0.03 

0.015 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.013 

0.38 

0.67 


Lachhri 

0814000101767000 

9.105 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.852 

0.02 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.008 

0.07 

0.11 







Non-command 

Phyllite & Schist 

7.253 

0.02 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.033 

0.28 

0.44 


Ladhana 

0813000401711400 

9.445 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.016 

-0.21 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.042 

0.21 

0.39 


Ladnu (M) 

0814000141401000 

46.869 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

18.069 

-0.06 

0.020 

0.74 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

1.897 

0.13 

0.18 







Non-command 

Vindhyan Sandstone 

27.349 

-0.06 

0.040 

1.19 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.99 

2.871 

0.19 

0.27 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.451 

-0.06 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.152 

0.01 

0.01 


Ladwa 

0813000301696100 

5.862 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.862 

-0.69 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.047 

0.40 

0.76 


Lalpura 

0804000700664100 

7.219 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

7.219 

-0.35 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.027 

0.35 

0.55 


Ledi 

0814000101763000 

16.684 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

12.435 

0.30 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.05 

0.057 

0.26 

0.39 







Non-command 

Vindhyan Sandstone 

4.249 

0.30 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.03 

0.019 

0.09 

0.13 


Lodsar 

0804000700665300 

7.838 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

-1.83 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

7.838 

-1.83 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.030 

0.35 

0.55 



0814000101761000 

10.916 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.004 

-1.93 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

10.912 

-1.93 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.050 

0.35 

0.55 


Lona 

0804000700662700 

6.724 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

6.724 

0.15 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.026 

0.35 

0.55 


Luhara 

0804000700657800 

30.235 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.324 

-0.46 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 


Madhopura 

0813000201677700 

4.083 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.083 

-0.34 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.027 

0.36 

0.59 


Mailasi 

0813000301689100 

5.151 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.151 

0.44 

0.100 

0.20 

0.01 

0.00 

0.00 

0.00 

0.42 

0.22 

0.76 

0.041 

0.41 

0.79 


Majipura 

0813000301693900 

6.242 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.242 

-0.68 

0.100 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.050 

0.42 

0.81 


Maksoodpura 

0813000401711900 

4.606 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.606 

-0.41 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.039 

0.41 

0.78 


Malasi 

0804000700666700 

7.740 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.460 

-0.16 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.02 

0.04 







Non-command 

Younger Alluvium 

7.280 

-0.16 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.028 

0.34 

0.56 



0814000101759100 

9.389 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.652 

-0.64 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.003 

0.02 

0.03 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Khariya Bara 

0804000700667600 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.04 

- 

0.04 

- 

0.04 

0.01 

0.11 

0.01 

- 

- 

- 

- 

- 

0.006 

0.041 

0.004 

0.037 

0.088 

240.12 

Over Exploited 



0.20 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.002 

0.018 

0.002 

0.016 

0.021 

132.96 

Over Exploited 



0.07 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.22 

0.14 

- 

0.14 

- 

0.14 

0.03 

0.22 

0.02 

- 

- 

- 

- 

- 

0.022 

0.164 

0.016 

0.148 

0.117 

79.22 

Semi Critical 

Khariya Chhota 

0804000700667500 

0.22 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.005 

0.033 

0.003 

0.030 

0.034 

114.73 

Over Exploited 



0.07 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

230.03 

Over Exploited 



0.22 

0.21 

- 

0.21 

- 

0.21 

0.04 

0.28 

0.03 

- 

- 

- 

- 

- 

0.033 

0.239 

0.024 

0.215 

0.044 

20.29 

Safe 

Khariya Kaniram 

0804000700666900 

0.22 

0.13 

- 

0.13 

- 

0.13 

0.02 

0.12 

0.02 

- 

- 

- 

- 

- 

0.022 

0.156 

0.016 

0.140 

0.033 

23.52 

Safe 

Khatipura 

0813000201684400 

0.11 

0.20 

- 

0.20 

0.01 

0.21 

0.07 

0.44 

0.04 

0.0200 

- 

- 

- 

0.020 

0.056 

0.268 

0.027 

0.241 

0.477 

197.75 

Over Exploited 

Khatiwas 

0813000401705600 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.022 

1,235.02 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.007 

3,496.07 

Over Exploited 

Kheenwaj 

0814000101766800 

0.16 

0.31 

(57.20) 

0.25 

- 

0.25 

0.04 

0.28 

0.05 

- 

- 

- 

- 

- 

0.048 

0.296 

0.015 

0.281 

0.037 

12.99 

Safe 



0.08 

0.03 

(45.15) 

0.03 

- 

0.03 

0.02 

0.13 

0.01 

- 

- 

- 

- 

- 

0.005 

0.032 

0.002 

0.030 

0.017 

56.32 

Safe 

Kheri Dookiya 

0813000201676000 

0.11 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.003 

0.000 

0.003 

0.042 

1,449.12 

Over Exploited 

Khindas 

0814000101759400 

0.12 

0.11 

(64.02) 

0.09 

0.01 

0.10 

0.06 

0.38 

0.02 

0.0200 

- 

- 

- 

0.020 

0.039 

0.138 

0.007 

0.131 

0.213 

162.11 

Over Exploited 

Khora 

0804000700665700 

0.07 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.19 

- 

0.19 

- 

0.19 

0.05 

0.41 

0.03 

- 

- 

- 

- 

- 

0.029 

0.216 

0.022 

0.194 

0.029 

14.81 

Safe 

Khori Doongar 

0813000301700000 

0.10 

0.35 

- 

0.35 

- 

0.35 

0.05 

0.40 

0.05 

0.0100 

- 

- 

- 

0.010 

0.056 

0.408 

0.041 

0.367 

0.414 

112.76 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khoru 

0813000201675400 

0.11 

0.04 

- 

0.04 

- 

0.04 

0.02 

0.15 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.059 

0.006 

0.054 

0.212 

395.62 

Over Exploited 

Khurdi 

0813000301695100 

0.10 

0.22 

- 

0.22 

- 

0.22 

0.06 

0.45 

0.03 

0.0100 

- 

- 

- 

0.010 

0.042 

0.267 

0.027 

0.240 

0.269 

111.81 

Over Exploited 

Khuri 

0804000700666400 

0.22 

2.61 

- 

2.61 

- 

2.61 

0.05 

0.40 

0.42 

- 

- 

- 

- 

- 

0.420 

3.033 

0.303 

2.730 

0.144 

5.26 

Safe 

Khuri Bari 

0813000201684700 

0.11 

0.03 

- 

0.03 

- 

0.03 

0.03 

0.19 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.049 

0.005 

0.044 

0.289 

651.22 

Over Exploited 

Khuri Chhoti 

0813000201684600 

0.11 

0.19 

- 

0.19 

- 

0.19 

0.06 

0.45 

0.03 

0.0100 

- 

- 

- 

0.010 

0.042 

0.234 

0.023 

0.211 

0.301 

142.93 

Over Exploited 

Kikraliya 

0813000401708700 

0.12 

0.08 

- 

0.08 

- 

0.08 

0.05 

0.45 

0.01 

- 

- 

- 

- 

- 

0.010 

0.086 

0.009 

0.077 

0.087 

112.83 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Kirdoli 

0813000301689300 

0.10 

0.68 

- 

0.68 

0.01 

0.69 

0.05 

0.47 

0.09 

0.0300 

- 

- 

- 

0.030 

0.119 

0.812 

0.081 

0.731 

0.802 

109.78 

Over Exploited 

Kirdoli Bari 

0813000201681700 

0.11 

0.43 

- 

0.43 

- 

0.43 

0.06 

0.42 

0.07 

- 

- 

- 

- 

- 

0.066 

0.498 

0.050 

0.448 

0.103 

23.01 

Safe 

Kirdoli Chhoti 

0813000201681500 

0.11 

0.22 

- 

0.22 

- 

0.22 

0.06 

0.42 

0.03 

- 

- 

- 

- 

- 

0.034 

0.253 

0.025 

0.228 

0.056 

24.40 

Safe 

Kishanpura 

0813000401709400 

0.12 

0.19 

- 

0.19 

- 

0.19 

0.06 

0.47 

0.03 

0.0100 

- 

- 

- 

0.010 

0.037 

0.224 

0.022 

0.202 

0.170 

84.40 

Semi Critical 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Kochhor 

0813000401712400 

0.12 

0.15 

- 

0.15 

0.01 

0.16 

0.03 

0.21 

0.02 

0.0200 

- 

- 

- 

0.020 

0.042 

0.200 

0.020 

0.180 

0.521 

290.32 

Over Exploited 



0.06 

0.09 

- 

0.09 

- 

0.09 

0.03 

0.23 

0.01 

0.0100 

- 

- 

- 

0.010 

0.023 

0.108 

0.011 

0.098 

0.448 

458.97 

Over Exploited 

Koka Ki Dhani 

0813000201677400 

0.11 

0.11 

- 

0.11 

- 

0.11 

0.06 

0.43 

0.02 

- 

- 

- 

- 

- 

0.018 

0.126 

0.013 

0.114 

0.028 

24.70 

Safe 

Kolasar 

0804000700666000 

0.07 

0.12 

- 

0.12 

- 

0.12 

0.05 

0.41 

0.02 

- 

- 

- 

- 

- 

0.019 

0.142 

0.014 

0.128 

0.019 

14.79 

Safe 

Kudli 

0813000301692300 

0.12 

0.32 

- 

0.32 

0.01 

0.33 

0.05 

0.47 

0.04 

0.0300 

- 

- 

- 

0.030 

0.070 

0.402 

0.040 

0.362 

0.907 

250.75 

Over Exploited 

Kumas Jageer 

0813000201678900 

0.11 

0.33 

- 

0.33 

- 

0.33 

0.06 

0.43 

0.05 

- 

- 

- 

- 

- 

0.051 

0.376 

0.038 

0.339 

0.141 

41.73 

Safe 

Kumasiya 

0814000101761300 

0.08 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.11 

0.00 

- 

- 

- 

- 

- 

0.002 

0.013 

0.001 

0.011 

0.016 

144.47 

Over Exploited 



0.08 

0.07 

- 

0.07 

- 

0.07 

0.04 

0.29 

0.01 

- 

- 

- 

- 

- 

0.011 

0.086 

0.009 

0.077 

0.024 

30.69 

Safe 

Kundalpur 

0813000301699500 

0.10 

0.13 

- 

0.13 

0.01 

0.14 

0.06 

0.45 

0.02 

0.0200 

- 

- 

- 

0.020 

0.039 

0.182 

0.018 

0.164 

0.531 

323.93 

Over Exploited 

Kushalpura 

0814000101761600 

0.08 

0.14 

- 

0.14 

- 

0.14 

0.05 

0.41 

0.02 

- 

- 

- 

- 

- 

0.021 

0.157 

0.016 

0.141 

0.035 

24.76 

Safe 

Kusum Desar 

0804000600651600 

0.11 

0.32 

- 

0.32 

- 

0.32 

0.04 

0.30 

0.05 

- 

- 

- 

- 

- 

0.051 

0.367 

0.037 

0.331 

0.041 

12.34 

Safe 

Lachhmangarh (Rural) 

0813000201675300 

0.11 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.007 

2,241.00 

Over Exploited 

Lachhmanpura 

0813000401712700 

0.06 

0.04 

- 

0.04 

- 

0.04 

0.06 

0.44 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.052 

0.005 

0.047 

0.302 

649.27 

Over Exploited 

Lachhri 

0814000101767000 

0.16 

0.02 

(87.41) 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.003 

0.020 

0.001 

0.019 

0.008 

43.59 

Safe 



0.08 

0.16 

(94.83) 

0.13 

- 

0.13 

0.04 

0.33 

0.03 

- 

- 

- 

- 

- 

0.026 

0.157 

0.008 

0.149 

0.033 

22.26 

Safe 

Ladhana 

0813000401711400 

0.12 

0.13 

- 

0.13 

- 

0.13 

0.03 

0.25 

0.02 

- 

- 

- 

- 

- 

0.019 

0.148 

0.015 

0.133 

0.140 

105.14 

Over Exploited 

Ladnu (M) 

0814000141401000 

0.08 

0.18 

- 

0.18 

0.02 

0.20 

0.02 

0.15 

0.03 

0.0500 

- 

- 

- 

0.050 

0.081 

0.285 

0.028 

0.256 

2.352 

917.88 

Over Exploited 



0.12 

0.63 

- 

0.63 

0.04 

0.67 

0.03 

0.22 

0.11 

0.1100 

- 

- 

- 

0.110 

0.215 

0.888 

0.089 

0.799 

3.858 

482.87 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.178 

14,313.19 

Over Exploited 

Ladwa 

0813000301696100 

0.10 

0.24 

- 

0.24 

- 

0.24 

0.06 

0.46 

0.03 

0.0100 

- 

- 

- 

0.010 

0.042 

0.280 

0.028 

0.252 

0.336 

133.46 

Over Exploited 

Lalpura 

0804000700664100 

0.07 

0.18 

- 

0.18 

- 

0.18 

0.05 

0.41 

0.03 

- 

- 

- 

- 

- 

0.028 

0.206 

0.021 

0.186 

0.027 

14.79 

Safe 

Ledi 

0814000101763000 

0.08 

0.26 

(72.47) 

0.21 

- 

0.21 

0.04 

0.30 

0.04 

0.0100 

- 

- 

- 

0.010 

0.050 

0.256 

0.013 

0.243 

0.107 

44.02 

Safe 



0.12 

0.04 

(8.20) 

0.04 

- 

0.04 

0.01 

0.10 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.058 

0.003 

0.055 

0.048 

87.42 

Semi Critical 

Lodsar 

0804000700665300 

0.07 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.19 

- 

0.19 

0.00 

0.20 

0.05 

0.41 

0.03 

- 

- 

- 

0.001 

0.001 

0.030 

0.225 

0.023 

0.203 

0.037 

18.16 

Safe 


0814000101761000 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.31 

- 

0.31 

- 

0.31 

0.05 

0.41 

0.05 

- 

- 

- 

- 

- 

0.047 

0.356 

0.036 

0.321 

0.076 

23.69 

Safe 

Lona 

0804000700662700 

0.07 

0.17 

(88.41) 

0.13 

- 

0.13 

0.05 

0.41 

0.03 

- 

- 

- 

- 

- 

0.025 

0.159 

0.008 

0.151 

0.026 

16.98 

Safe 

Luhara 

0804000700657800 

0.07 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

1,453.32 

Over Exploited 

Madhopura 

0813000201677700 

0.15 

0.22 

- 

0.22 

- 

0.22 

0.06 

0.42 

0.04 

- 

- 

- 

- 

- 

0.036 

0.257 

0.026 

0.231 

0.137 

59.34 

Safe 

Mailasi 

0813000301689100 

0.10 

0.21 

2.04 

0.22 

0.01 

0.23 

0.05 

0.47 

0.03 

0.0300 

- 

- 

- 

0.030 

0.058 

0.286 

0.014 

0.272 

0.804 

295.78 

Over Exploited 

Majipura 

0813000301693900 

0.10 

0.26 

- 

0.26 

- 

0.26 

0.05 

0.47 

0.03 

0.0100 

- 

- 

- 

0.010 

0.043 

0.305 

0.030 

0.274 

0.375 

136.72 

Over Exploited 

Maksoodpura 

0813000401711900 

0.12 

0.23 

- 

0.23 

- 

0.23 

0.06 

0.47 

0.03 

0.0100 

- 

- 

- 

0.010 

0.041 

0.268 

0.027 

0.241 

0.257 

106.25 

Over Exploited 

Malasi 

0804000700666700 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.002 

85.74 

Semi Critical 



0.22 

0.54 

- 

0.54 

- 

0.54 

0.05 

0.39 

0.09 

- 

- 

- 

- 

- 

0.088 

0.625 

0.062 

0.562 

0.028 

4.93 

Safe 


0814000101759100 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.023 

1,832.67 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Vindhyan Sandstone 

8.737 

-0.64 

0.040 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.040 

0.31 

0.43 


Malkera 

0813000301700600 

4.733 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.640 

-0.52 

0.100 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.038 

0.41 

0.80 


Malsisar 

0804000700665200 

32.302 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

32.302 

-1.45 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.123 

0.35 

0.55 


Manasi Goran 

0813000201679100 

1.828 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.828 

-0.65 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.012 

0.37 

0.64 


Manasiya 

0813000201675500 

1.734 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.729 

-0.46 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.012 

0.37 

0.61 


Mandawara 

0813000301699900 

9.775 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.775 

-0.77 

0.100 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.62 

0.078 

0.42 

0.81 


Mandoli 

0813000301695500 

9.611 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.625 

-0.23 

0.100 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.37 

0.069 

0.34 

0.60 



0813000401707500 

5.252 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.414 

-0.02 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.012 

0.11 

0.20 







Non-command 

Quartzite 

3.555 

-0.02 

0.015 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.030 

0.27 

0.49 


Mandota 

0813000301699100 

20.990 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.543 

-1.08 

0.100 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.63 

0.068 

0.16 

0.29 


Mangalpura 

0814000101760200 

4.087 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

4.087 

0.33 

0.040 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.07 

0.17 

0.019 

0.33 

0.46 


Mangloona 

0813000201677500 

26.981 

Fresh 

Non-command 

Non-command 

Older Alluvium 

21.717 

-0.33 

0.080 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.47 

0.146 

0.29 

0.49 







Non-command 

Younger Alluvium 

5.264 

-0.33 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.035 

0.07 

0.12 


Manu Ki Dhani 

0814000101766900 

3.365 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.355 

0.76 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.00 

0.006 

0.14 

0.22 







Non-command 

Phyllite & Schist 

2.010 

0.76 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.009 

0.21 

0.32 


Marothiya 

0804000700660900 

2.389 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.526 

-0.68 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.006 

0.21 

0.29 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.863 

-0.68 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.003 

0.12 

0.17 


Mawa 

0814000201770400 

16.105 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.819 

-0.16 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.031 

0.11 

0.19 


Meegna 

0804000700664800 

18.993 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

-0.48 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

18.992 

-0.48 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.072 

0.36 

0.55 


Meelon Ki Dhani 

0813000201679500 

2.907 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.907 

-0.68 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.019 

0.37 

0.64 


Meethri 

0814000101767100 

10.214 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.214 

0.09 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.06 

0.047 

0.35 

0.55 


Menasar 

0804000600651200 

22.182 

Saline 

Non-command 

Non-command 

Older Alluvium 

10.656 

0.09 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.00 

0.039 

0.17 

0.28 


Mirand 

0813000201679600 

19.874 

Fresh 

Non-command 

Non-command 

Older Alluvium 

19.874 

-0.50 

0.080 

0.13 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.133 

0.38 

0.65 


Miyan Ki Dhani 

0813000401709700 

3.313 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.768 

-0.56 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.015 

0.22 

0.41 







Non-command 

Quartzite 

1.544 

-0.56 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.013 

0.20 

0.36 


Mohanpura 

0813000401707300 

5.417 

Fresh 

Non-command 

Non-command 

Quartzite 

4.739 

-0.07 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.040 

0.33 

0.59 


Molyasi 

0813000301690000 

8.988 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.988 

-0.25 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.072 

0.42 

0.80 


Mordoonga 

0813000301695600 

18.983 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.614 

-0.30 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.005 

0.01 

0.02 


Mukandpura 

0813000301698100 

5.191 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.191 

-0.73 

0.100 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.47 

0.041 

0.41 

0.77 


Mundwara 

0813000301698500 

23.313 

Fresh 

Non-command 

Non-command 

Older Alluvium 

23.313 

-1.00 

0.100 

0.32 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.05 

0.186 

0.41 

0.78 


Murdakiya 

0804000700666200 

16.459 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

10.965 

-0.26 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.042 

0.24 

0.37 







Non-command 

Younger Alluvium 

5.494 

-0.26 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.021 

0.12 

0.19 


Nagwa 

0813000301698200 

13.269 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.269 

-0.75 

0.100 

0.25 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.86 

0.106 

0.41 

0.79 


Nangal 

0813000201681400 

3.015 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.015 

-0.15 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.020 

0.37 

0.61 



0813000401710600 

8.144 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.908 

0.06 

0.100 

0.14 

0.01 

0.00 

0.00 

0.00 

0.17 

0.10 

0.47 

0.057 

0.37 

0.64 







Non-command 

Quartzite 

1.236 

0.06 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.010 

0.07 

0.12 


Nani 

0813000301690500 

13.965 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.965 

0.15 

0.100 

0.43 

0.02 

0.00 

0.00 

0.02 

0.60 

0.31 

1.59 

0.116 

0.42 

0.82 


Narsas 

0813000201677000 

12.728 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.725 

-0.12 

0.080 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.085 

0.37 

0.63 


Nasanwa 

0813000201683000 

7.235 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.235 

-0.42 

0.080 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.048 

0.39 

0.69 


Natas 

0814000101759500 

1.517 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.517 

0.28 

0.040 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.03 

0.14 

0.007 

0.33 

0.46 


Nechhwa 

0813000201678800 

16.883 

Fresh 

Non-command 

Non-command 

Older Alluvium 

16.883 

-0.32 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.113 

0.37 

0.60 


Neemera 

0813000401707900 

7.457 

Fresh 

Non-command 

Non-command 

Quartzite 

6.048 

0.23 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.04 

0.051 

0.32 

0.58 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.008 

0.23 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

1.180 

0.23 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.010 

0.06 

0.11 


Neemri Bidawatan 

0804000700662600 

4.939 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

4.939 

0.16 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.019 

0.35 

0.54 


Neemri Charnan 

0804000700662100 

4.663 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

4.663 

0.08 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.018 

0.35 

0.54 


Netarwas 

0813000301694000 

7.030 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.030 

-0.65 

0.100 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.61 

0.056 

0.42 

0.80 


Nimbi Jodhan 

0814000101758200 

61.230 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

9.831 

-0.09 

0.040 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.045 

0.05 

0.08 


Norangsar 

0804000700665800 

8.991 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

8.765 

-0.91 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.033 

0.35 

0.54 







Non-command 

Younger Alluvium 

0.226 

-0.91 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Nyama 

0804000700667000 

19.248 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.991 

-0.09 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.011 

0.06 

0.10 





Saline 

Non-command 

Non-command 

Older Alluvium 

7.319 

-0.09 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.028 

0.14 

0.23 







Non-command 

Younger Alluvium 

1.171 

-0.09 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.02 

0.04 


Odeet 

0814000101758500 

29.245 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

7.564 

-0.56 

0.040 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.53 

0.035 

0.09 

0.12 


Ola Ki Dhani 

0813000301696400 

3.575 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.575 

-0.59 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.029 

0.41 

0.78 


Padampura 

0814000101760100 

4.876 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

4.876 

0.37 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.03 

0.022 

0.33 

0.47 


Palasara 

0813000301703400 

3.407 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.825 

0.41 

0.100 

0.35 

0.02 

0.00 

0.00 

0.00 

0.45 

0.25 

1.36 

0.023 

0.35 

0.64 


Palsana 

0813000401710800 

42.262 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.087 

-0.13 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.067 

0.08 

0.14 


Palthana 

0813000301687700 

13.158 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.084 

0.23 

0.100 

0.10 

0.00 

0.00 

0.00 

0.00 

0.22 

0.12 

0.34 

0.041 

0.15 

0.27 


Palwas 

0813000301690600 

9.902 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.902 

0.01 

0.100 

0.16 

0.01 

0.00 

0.00 

0.00 

0.16 

0.08 

0.53 

0.079 

0.42 

0.82 


Pandorai 

0814000201770200 

14.921 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.606 

0.03 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.074 

0.28 

0.45 







Non-command 

Phyllite & Schist 

2.818 

0.03 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.018 

0.07 

0.11 


Pardoli Bari 

0813000301689500 

6.542 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.542 

-0.29 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.052 

0.41 

0.79 


Pardoli Chhoti 

0813000301689400 

5.541 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.541 

-0.62 

0.100 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.57 

0.044 

0.41 

0.77 


Parihara 

0804000600649800 

30.560 

Saline 

Non-command 

Non-command 

Older Alluvium 

11.768 

0.39 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.43 

0.27 

0.03 

0.043 

0.14 

0.21 







Non-command 

Phyllite & Schist 

14.975 

0.39 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.03 

0.055 

0.17 

0.27 


Parihari 

0804000600649900 

8.792 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.206 

0.39 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.008 

0.09 

0.14 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.12 

0.32 

- 

0.32 

0.01 

0.33 

0.05 

0.36 

0.05 

0.0200 

- 

- 

- 

0.020 

0.074 

0.406 

0.041 

0.365 

0.440 

120.55 

Over Exploited 

Malkera 

0813000301700600 

0.12 

0.23 

- 

0.23 

0.01 

0.24 

0.05 

0.46 

0.03 

0.0400 

- 

- 

- 

0.040 

0.069 

0.308 

0.031 

0.277 

0.432 

155.89 

Over Exploited 

Malsisar 

0804000700665200 

0.07 

0.80 

- 

0.80 

- 

0.80 

0.05 

0.41 

0.12 

- 

- 

- 

- 

- 

0.122 

0.924 

0.092 

0.832 

0.123 

14.79 

Safe 

Manasi Goran 

0813000201679100 

0.11 

0.07 

- 

0.07 

- 

0.07 

0.06 

0.43 

0.01 

- 

- 

- 

- 

- 

0.012 

0.087 

0.009 

0.078 

0.019 

24.62 

Safe 

Manasiya 

0813000201675500 

0.11 

0.07 

- 

0.07 

- 

0.07 

0.07 

0.44 

0.01 

0.0100 

- 

- 

- 

0.010 

0.023 

0.093 

0.009 

0.084 

0.160 

190.51 

Over Exploited 

Mandawara 

0813000301699900 

0.10 

0.41 

- 

0.41 

0.01 

0.42 

0.05 

0.47 

0.05 

0.0200 

- 

- 

- 

0.020 

0.072 

0.491 

0.049 

0.442 

0.698 

157.94 

Over Exploited 

Mandoli 

0813000301695500 

0.10 

0.30 

- 

0.30 

- 

0.30 

0.05 

0.39 

0.04 

0.0100 

- 

- 

- 

0.010 

0.054 

0.349 

0.035 

0.314 

0.437 

139.09 

Over Exploited 


0813000401707500 

0.12 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.12 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.031 

0.003 

0.027 

0.187 

680.12 

Over Exploited 



0.06 

0.06 

- 

0.06 

- 

0.06 

0.04 

0.30 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.075 

0.007 

0.067 

0.385 

570.92 

Over Exploited 

Mandota 

0813000301699100 

0.10 

0.14 

- 

0.14 

0.01 

0.15 

0.02 

0.18 

0.02 

0.0200 

- 

- 

- 

0.020 

0.040 

0.185 

0.019 

0.167 

0.696 

418.11 

Over Exploited 

Mangalpura 

0814000101760200 

0.12 

0.16 

(58.28) 

0.13 

0.01 

0.14 

0.05 

0.39 

0.03 

0.0200 

- 

- 

- 

0.020 

0.047 

0.187 

0.009 

0.177 

0.191 

107.48 

Over Exploited 

Mangloona 

0813000201677500 

0.11 

0.70 

- 

0.70 

0.01 

0.71 

0.05 

0.34 

0.12 

0.0200 

- 

- 

- 

0.020 

0.137 

0.847 

0.085 

0.762 

0.616 

80.75 

Semi Critical 



0.15 

0.06 

- 

0.06 

- 

0.06 

0.01 

0.08 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.075 

0.008 

0.068 

0.187 

275.80 

Over Exploited 

Manu Ki Dhani 

0814000101766900 

0.16 

0.03 

118.04 

0.04 

- 

0.04 

0.02 

0.16 

0.00 

- 

- 

- 

- 

- 

0.005 

0.042 

0.002 

0.040 

0.006 

15.69 

Safe 



0.08 

0.03 

(41.11) 

0.03 

- 

0.03 

0.03 

0.24 

0.01 

- 

- 

- 

- 

- 

0.005 

0.032 

0.002 

0.031 

0.009 

30.00 

Safe 

Marothiya 

0804000700660900 

0.07 

0.02 

- 

0.02 

- 

0.02 

0.04 

0.25 

0.00 

- 

- 

- 

- 

- 

0.004 

0.026 

0.003 

0.024 

0.037 

155.59 

Over Exploited 



0.07 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.14 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.001 

0.008 

0.012 

162.29 

Over Exploited 

Mawa 

0814000201770400 

0.10 

0.05 

- 

0.05 

- 

0.05 

0.02 

0.13 

0.01 

- 

- 

- 

- 

- 

0.008 

0.062 

0.006 

0.056 

0.147 

264.09 

Over Exploited 

Meegna 

0804000700664800 

0.07 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.47 

- 

0.47 

- 

0.47 

0.05 

0.41 

0.07 

- 

- 

- 

- 

- 

0.072 

0.544 

0.054 

0.490 

0.072 

14.76 

Safe 

Meelon Ki Dhani 

0813000201679500 

0.11 

0.12 

- 

0.12 

- 

0.12 

0.06 

0.44 

0.02 

- 

- 

- 

- 

- 

0.020 

0.139 

0.014 

0.125 

0.062 

49.82 

Safe 

Meethri 

0814000101767100 

0.08 

0.29 

(89.52) 

0.23 

- 

0.23 

0.06 

0.41 

0.05 

- 

- 

- 

- 

- 

0.045 

0.277 

0.014 

0.263 

0.106 

40.19 

Safe 

Menasar 

0804000600651200 

0.11 

0.20 

(72.19) 

0.16 

- 

0.16 

0.03 

0.20 

0.03 

- 

- 

- 

- 

- 

0.032 

0.191 

0.010 

0.182 

0.039 

21.36 

Safe 

Mirand 

0813000201679600 

0.11 

0.82 

- 

0.82 

- 

0.82 

0.06 

0.44 

0.14 

0.0100 

- 

- 

- 

0.010 

0.148 

0.970 

0.097 

0.873 

0.491 

56.28 

Safe 

Miyan Ki Dhani 

0813000401709700 

0.12 

0.05 

- 

0.05 

- 

0.05 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.007 

0.055 

0.005 

0.049 

0.089 

180.28 

Over Exploited 



0.08 

0.02 

- 

0.02 

- 

0.02 

0.03 

0.22 

0.00 

- 

- 

- 

- 

- 

0.004 

0.028 

0.003 

0.025 

0.045 

179.13 

Over Exploited 

Mohanpura 

0813000401707300 

0.06 

0.09 

- 

0.09 

- 

0.09 

0.05 

0.38 

0.01 

- 

- 

- 

- 

- 

0.014 

0.108 

0.011 

0.097 

0.162 

166.15 

Over Exploited 

Molyasi 

0813000301690000 

0.10 

0.37 

- 

0.37 

- 

0.37 

0.05 

0.47 

0.05 

0.0100 

- 

- 

- 

0.010 

0.059 

0.432 

0.043 

0.389 

0.343 

88.20 

Semi Critical 

Mordoonga 

0813000301695600 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.025 

3,187.84 

Over Exploited 

Mukandpura 

0813000301698100 

0.10 

0.21 

- 

0.21 

0.01 

0.22 

0.05 

0.46 

0.03 

0.0200 

- 

- 

- 

0.020 

0.048 

0.269 

0.027 

0.242 

0.511 

211.17 

Over Exploited 

Mundwara 

0813000301698500 

0.10 

0.96 

- 

0.96 

0.01 

0.97 

0.05 

0.46 

0.13 

0.0400 

- 

- 

- 

0.040 

0.166 

1.132 

0.113 

1.019 

1.237 

121.41 

Over Exploited 

Murdakiya 

0804000700666200 

0.07 

0.18 

- 

0.18 

- 

0.18 

0.04 

0.27 

0.03 

- 

- 

- 

- 

- 

0.028 

0.210 

0.021 

0.189 

0.042 

22.12 

Safe 



0.22 

0.14 

- 

0.14 

- 

0.14 

0.02 

0.14 

0.02 

- 

- 

- 

- 

- 

0.022 

0.165 

0.017 

0.149 

0.021 

14.05 

Safe 

Nagwa 

0813000301698200 

0.10 

0.55 

- 

0.55 

0.01 

0.56 

0.05 

0.47 

0.07 

0.0300 

- 

- 

- 

0.030 

0.102 

0.660 

0.066 

0.594 

0.970 

163.40 

Over Exploited 

Nangal 

0813000201681400 

0.11 

0.12 

- 

0.12 

- 

0.12 

0.06 

0.42 

0.02 

- 

- 

- 

- 

- 

0.019 

0.141 

0.014 

0.126 

0.039 

31.00 

Safe 


0813000401710600 

0.12 

0.31 

(67.47) 

0.25 

0.01 

0.26 

0.06 

0.43 

0.05 

0.0200 

- 

- 

- 

0.020 

0.067 

0.323 

0.016 

0.307 

0.523 

170.54 

Over Exploited 



0.08 

0.01 

2.35 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.007 

0.054 

740.08 

Over Exploited 

Nani 

0813000301690500 

0.12 

0.71 

(55.88) 

0.56 

0.04 

0.60 

0.05 

0.47 

0.09 

0.0600 

- 

- 

0.025 

0.085 

0.173 

0.774 

0.039 

0.735 

1.702 

231.42 

Over Exploited 

Narsas 

0813000201677000 

0.11 

0.52 

- 

0.52 

- 

0.52 

0.07 

0.44 

0.09 

0.0100 

- 

- 

- 

0.010 

0.103 

0.620 

0.062 

0.558 

0.429 

76.98 

Semi Critical 

Nasanwa 

0813000201683000 

0.11 

0.31 

- 

0.31 

- 

0.31 

0.06 

0.45 

0.05 

0.0100 

- 

- 

- 

0.010 

0.057 

0.365 

0.036 

0.328 

0.379 

115.62 

Over Exploited 

Natas 

0814000101759500 

0.12 

0.06 

(43.75) 

0.05 

0.01 

0.06 

0.06 

0.39 

0.01 

0.0200 

- 

- 

- 

0.020 

0.030 

0.088 

0.004 

0.084 

0.150 

179.18 

Over Exploited 

Nechhwa 

0813000201678800 

0.11 

0.68 

- 

0.68 

- 

0.68 

0.06 

0.42 

0.11 

- 

- 

- 

- 

- 

0.106 

0.784 

0.078 

0.706 

0.221 

31.32 

Safe 

Neemera 

0813000401707900 

0.06 

0.12 

(75.82) 

0.09 

- 

0.09 

0.05 

0.36 

0.02 

- 

- 

- 

- 

- 

0.017 

0.109 

0.005 

0.103 

0.091 

87.54 

Semi Critical 



0.12 

0.00 

23,376.63 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

(49.95) 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.012 

301.19 

Over Exploited 

Neemri Bidawatan 

0804000700662600 

0.07 

0.12 

(86.27) 

0.10 

- 

0.10 

0.05 

0.41 

0.02 

- 

- 

- 

- 

- 

0.019 

0.117 

0.006 

0.111 

0.019 

16.98 

Safe 

Neemri Charnan 

0804000700662100 

0.07 

0.12 

(90.02) 

0.09 

- 

0.09 

0.05 

0.41 

0.02 

- 

- 

- 

- 

- 

0.018 

0.110 

0.005 

0.104 

0.018 

17.01 

Safe 

Netarwas 

0813000301694000 

0.10 

0.29 

- 

0.29 

0.01 

0.30 

0.05 

0.47 

0.04 

0.0200 

- 

- 

- 

0.020 

0.058 

0.360 

0.036 

0.324 

0.670 

206.59 

Over Exploited 

Nimbi Jodhan 

0814000101758200 

0.12 

0.06 

- 

0.06 

0.01 

0.07 

0.01 

0.06 

0.01 

0.0200 

- 

- 

- 

0.020 

0.030 

0.103 

0.010 

0.093 

0.474 

509.23 

Over Exploited 

Norangsar 

0804000700665800 

0.07 

0.21 

- 

0.21 

- 

0.21 

0.05 

0.40 

0.03 

- 

- 

- 

- 

- 

0.033 

0.245 

0.025 

0.221 

0.040 

18.29 

Safe 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.001 

- 

Safe 

Nyama 

0804000700667000 

0.20 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.07 

0.01 

- 

- 

- 

- 

- 

0.006 

0.039 

0.004 

0.035 

0.022 

63.25 

Safe 



0.20 

0.20 

- 

0.20 

- 

0.20 

0.02 

0.16 

0.03 

- 

- 

- 

- 

- 

0.034 

0.235 

0.024 

0.212 

0.040 

18.81 

Safe 



0.22 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.001 

0.006 

0.004 

74.68 

Semi Critical 

Odeet 

0814000101758500 

0.12 

0.08 

- 

0.08 

0.01 

0.09 

0.01 

0.10 

0.01 

0.0200 

- 

- 

- 

0.020 

0.033 

0.121 

0.012 

0.109 

0.564 

519.10 

Over Exploited 

Ola Ki Dhani 

0813000301696400 

0.10 

0.15 

- 

0.15 

- 

0.15 

0.05 

0.47 

0.02 

- 

- 

- 

- 

- 

0.019 

0.166 

0.017 

0.150 

0.082 

54.48 

Safe 

Padampura 

0814000101760100 

0.12 

0.19 

(70.26) 

0.16 

- 

0.16 

0.05 

0.39 

0.03 

- 

- 

- 

- 

- 

0.032 

0.188 

0.009 

0.179 

0.051 

28.76 

Safe 

Palasara 

0813000301703400 

0.12 

0.12 

16,177.45 

0.14 

0.02 

0.16 

0.05 

0.40 

0.02 

0.0500 

- 

- 

- 

0.050 

0.067 

0.230 

0.011 

0.218 

1.381 

632.35 

Over Exploited 

Palsana 

0813000401710800 

0.12 

0.08 

- 

0.08 

- 

0.08 

0.01 

0.09 

0.01 

- 

- 

- 

- 

- 

0.011 

0.088 

0.009 

0.080 

0.190 

238.57 

Over Exploited 

Palthana 

0813000301687700 

0.10 

0.08 

60.16 

0.09 

- 

0.09 

0.02 

0.17 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.114 

0.006 

0.108 

0.376 

347.10 

Over Exploited 

Palwas 

0813000301690600 

0.10 

0.42 

(80.66) 

0.33 

0.01 

0.34 

0.05 

0.47 

0.05 

0.0200 

- 

- 

- 

0.020 

0.072 

0.415 

0.021 

0.395 

0.609 

154.36 

Over Exploited 

Pandorai 

0814000201770200 

0.10 

0.32 

(92.43) 

0.26 

- 

0.26 

0.04 

0.32 

0.05 

- 

- 

- 

- 

- 

0.050 

0.310 

0.016 

0.295 

0.074 

25.22 

Safe 



0.07 

0.01 

(47.78) 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.002 

0.013 

0.001 

0.012 

0.018 

148.35 

Over Exploited 

Pardoli Bari 

0813000301689500 

0.10 

0.27 

- 

0.27 

- 

0.27 

0.05 

0.47 

0.04 

0.0100 

- 

- 

- 

0.010 

0.046 

0.317 

0.032 

0.285 

0.334 

117.31 

Over Exploited 

Pardoli Chhoti 

0813000301689400 

0.10 

0.23 

- 

0.23 

0.01 

0.24 

0.06 

0.47 

0.03 

0.0200 

- 

- 

- 

0.020 

0.051 

0.288 

0.029 

0.259 

0.616 

237.99 

Over Exploited 

Parihara 

0804000600649800 

0.11 

0.18 

55.67 

0.21 

0.00 

0.21 

0.02 

0.16 

0.03 

- 

- 

- 

0.001 

0.001 

0.028 

0.239 

0.012 

0.227 

0.069 

30.34 

Safe 



0.08 

0.21 

(63.96) 

0.16 

- 

0.16 

0.03 

0.20 

0.03 

- 

- 

- 

- 

- 

0.032 

0.197 

0.010 

0.187 

0.085 

45.14 

Safe 

Parihari 

0804000600649900 

0.11 

0.02 

127.22 

0.03 

- 

0.03 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.003 

0.029 

0.001 

0.028 

0.008 

29.12 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Phyllite & Schist 

6.585 

0.39 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.024 

0.26 

0.41 


Parwatisar 

080400070066590C 

17.326 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

17.320 

-1.11 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.066 

0.35 

0.55 







Non-command 

Younger Alluvium 

0.006 

-1.11 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Patoda 

081300020167990C 

9.690 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.690 

-0.24 

0.080 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.63 

0.065 

0.37 

0.64 


Peepakuri 

081400010176220C 

4.687 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.116 

0.19 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.08 

0.13 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

3.571 

0.19 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.016 

0.27 

0.41 


Pewa 

081300030169800C 

16.042 

Fresh 

Non-command 

Non-command 

Older Alluvium 

16.042 

-0.72 

0.100 

0.43 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.54 

0.128 

0.40 

0.75 


Phagalwa 

0813000301689700 

14.977 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.977 

-0.28 

0.100 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.61 

0.120 

0.41 

0.78 


Phirwasi 

0814000101767300 

19.798 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.506 

-0.07 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.034 

0.14 

0.22 







Non-command 

Phyllite & Schist 

12.292 

-0.07 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.056 

0.22 

0.36 


Piprali 

0813000301701100 

30.452 

Fresh 

Non-command 

Non-command 

Older Alluvium 

19.288 

-0.62 

0.100 

0.53 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.92 

0.160 

0.27 

0.51 







Non-command 

Quartzite 

0.035 

-0.62 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Poonani 

0813000201677100 

4.258 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.256 

-0.01 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.029 

0.37 

0.63 


Poora Ki Dhani 

0813000301691100 

4.058 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.058 

-0.36 

0.100 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.42 

0.032 

0.42 

0.82 


Prithvipura 

0813000401710200 

1.881 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.725 

-1.00 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.014 

0.39 

0.70 







Non-command 

Quartzite 

0.156 

-1.00 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.04 

0.06 


Puran Bari 

0813000301698400 

10.648 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.648 

-0.79 

0.100 

0.25 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.87 

0.085 

0.42 

0.81 


Puran Chhoti 

0813000301698300 

7.674 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.674 

-0.82 

0.100 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.69 

0.061 

0.42 

0.80 


Purohit Ka Bas 

0813000301701200 

9.058 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.852 

-0.74 

0.100 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.048 

0.27 

0.51 







Non-command 

Quartzite 

1.882 

-0.74 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.016 

0.09 

0.16 


Radha Kishanpura (Rural) 

0813000301692800 

6.303 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.303 

-0.63 

0.100 

0.28 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.06 

0.052 

0.42 

0.82 


Raghunathpura 

0813000401712200 

5.404 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.867 

-0.05 

0.100 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.041 

0.36 

0.67 







Non-command 

Quartzite 

0.536 

-0.05 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.004 

0.04 

0.07 


Raidhana 

0814000101761500 

6.182 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.072 

-0.31 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.005 

0.06 

0.10 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

5.110 

-0.31 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.023 

0.29 

0.46 


Raipura 

0813000401711600 

6.387 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.387 

-0.53 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.053 

0.40 

0.74 


Raiwasa 

0813000401708100 

23.687 

Fresh 

Non-command 

Non-command 

Older Alluvium 

17.822 

-0.31 

0.100 

0.18 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.53 

0.149 

0.31 

0.60 







Non-command 

Quartzite 

0.029 

-0.31 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.664 

-0.31 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.014 

0.03 

0.06 







Non-command 

Quartzite 

1.404 

-0.31 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.012 

0.02 

0.05 


Rajiyasar Khara 

0804000700663600 

7.912 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.020 

-0.05 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Phyllite & Schist 

0.972 

-0.05 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.04 

0.07 







Non-command 

Younger Alluvium 

6.920 

-0.05 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.026 

0.31 

0.50 


Rajiyasar Meetha 

0804000700663400 

8.490 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.255 

-0.01 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.024 

0.26 

0.42 







Non-command 

Phyllite & Schist 

1.653 

-0.01 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.07 

0.11 







Non-command 

Younger Alluvium 

0.145 

-0.01 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Rajpura 

0804000700662000 

5.052 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

5.052 

0.12 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.019 

0.35 

0.54 



0813000301702700 

5.694 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.268 

0.05 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.010 

0.10 

0.17 







Non-command 

Quartzite 

4.425 

0.05 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.08 

0.037 

0.34 

0.59 



0813000401705000 

13.291 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.313 

-0.66 

0.100 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.48 

0.095 

0.33 

0.61 


Ralawata 

0813000401707700 

5.911 

Fresh 

Non-command 

Non-command 

Quartzite 

5.140 

0.07 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.07 

0.04 

0.20 

0.043 

0.34 

0.62 


Rambaxpura 

0813000301696600 

2.050 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.050 

-0.67 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.016 

0.41 

0.78 


Ramnagar 

0813000201680900 

4.203 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.203 

-0.36 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.028 

0.38 

0.65 


Rampur 

0804000700661800 

8.664 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

8.664 

0.04 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.033 

0.35 

0.54 


Rampura 

0814000101766600 

5.701 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.701 

0.33 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.026 

0.35 

0.54 



0813000301693600 

4.547 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.547 

-0.62 

0.100 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.036 

0.42 

0.82 



0813000401707100 

1.450 

Fresh 

Non-command 

Non-command 

Quartzite 

1.433 

-0.34 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.012 

0.36 

0.63 


Ramsinghpura 

0813000201680500 

4.780 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.780 

-0.57 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.032 

0.38 

0.66 


Randhisar 

0804000700656900 

18.938 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

16.497 

0.27 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.00 

0.063 

0.31 

0.47 


Ranoli 

0813000401709100 

7.052 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.052 

-0.36 

0.100 

0.21 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.76 

0.058 

0.42 

0.78 


Ranwan Ki Dhani 

0804000700663700 

4.130 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.303 

-0.06 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.03 

0.04 







Non-command 

Younger Alluvium 

3.828 

-0.06 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.015 

0.33 

0.52 


Raseedpura 

0813000301687600 

8.890 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.890 

0.71 

0.100 

0.24 

0.01 

0.00 

0.00 

0.00 

0.86 

0.46 

0.86 

0.071 

0.41 

0.76 


Ratheel 

0814000101766100 

11.793 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.173 

2.38 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

1.97 

1.31 

0.02 

0.037 

0.24 

0.36 


Reengan 

0814000101762300 

15.044 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.832 

0.17 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.008 

0.04 

0.07 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

13.211 

0.17 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.04 

0.061 

0.31 

0.48 


Reta 

0813000401712800 

17.115 

Fresh 

Non-command 

Non-command 

Quartzite 

17.115 

-0.14 

0.015 

0.13 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.143 

0.37 

0.66 


Rewaron Ka Bas 

0814000101762100 

6.731 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.584 

0.18 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.026 

0.29 

0.45 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.147 

0.18 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.06 

0.09 


Rewasi 

0813000301695000 

6.188 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.188 

-0.69 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.049 

0.40 

0.74 


Ridmalas 

0814000101761400 

5.282 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

5.282 

-0.07 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.024 

0.35 

0.54 


Rodoo 

0814000101762400 

42.939 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.580 

0.77 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.92 

0.61 

0.03 

0.053 

0.09 

0.14 







Non-command 

Phyllite & Schist 

20.730 

0.77 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.36 

0.24 

0.04 

0.095 

0.17 

0.26 





Saline 

Non-command 

Non-command 

Older Alluvium 

6.447 

0.77 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.51 

0.33 

0.01 

0.030 

0.05 

0.08 







Non-command 

Phyllite & Schist 

4.182 

0.77 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.01 

0.019 

0.03 

0.05 


Roopgarh 

0813000401706500 

11.661 

Fresh 

Non-command 

Non-command 

Quartzite 

9.886 

-0.03 

0.015 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.083 

0.31 

0.53 


Rooppura 

0813000301694400 

3.119 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.119 

-0.50 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.025 

0.42 

0.81 



0813000401712600 

8.446 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.659 

0.07 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.05 

0.006 

0.03 

0.05 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.08 

0.14 

(77.96) 

0.11 

- 

0.11 

0.04 

0.30 

0.02 

- 

- 

- 

- 

- 

0.022 

0.133 

0.007 

0.126 

0.024 

19.02 

Safe 

Parwatisar 

080400070066590C 

0.07 

0.43 

- 

0.43 

- 

0.43 

0.05 

0.41 

0.07 

- 

- 

- 

- 

- 

0.067 

0.496 

0.050 

0.447 

0.066 

14.76 

Safe 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Patoda 

0813000201679900 

0.11 

0.40 

- 

0.40 

0.01 

0.41 

0.07 

0.44 

0.07 

0.0200 

- 

- 

- 

0.020 

0.091 

0.499 

0.050 

0.449 

0.699 

155.61 

Over Exploited 

Peepakuri 

0814000101762200 

0.08 

0.01 

(63.92) 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.005 

75.31 

Semi Critical 



0.08 

0.08 

(80.29) 

0.06 

- 

0.06 

0.04 

0.31 

0.01 

- 

- 

- 

- 

- 

0.012 

0.073 

0.004 

0.069 

0.016 

23.54 

Safe 

Pewa 

0813000301698000 

0.10 

0.64 

- 

0.64 

0.02 

0.66 

0.06 

0.45 

0.09 

0.0600 

- 

- 

- 

0.060 

0.149 

0.810 

0.081 

0.729 

1.672 

229.40 

Over Exploited 

Phagalwa 

0813000301689700 

0.10 

0.61 

- 

0.61 

0.01 

0.62 

0.06 

0.47 

0.08 

0.0200 

- 

- 

- 

0.020 

0.103 

0.727 

0.073 

0.654 

0.726 

110.93 

Over Exploited 

Phirwasi 

0814000101767300 

0.16 

0.16 

- 

0.16 

- 

0.16 

0.02 

0.16 

0.03 

0.0100 

- 

- 

- 

0.010 

0.035 

0.200 

0.020 

0.180 

0.216 

120.24 

Over Exploited 



0.08 

0.22 

- 

0.22 

- 

0.22 

0.03 

0.26 

0.03 

0.0100 

- 

- 

- 

0.010 

0.044 

0.265 

0.026 

0.238 

0.224 

94.17 

Critical 

Piprali 

0813000301701100 

0.12 

0.62 

- 

0.62 

0.02 

0.64 

0.04 

0.30 

0.08 

0.0700 

- 

- 

- 

0.070 

0.153 

0.791 

0.079 

0.712 

2.082 

292.45 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Poonani 

0813000201677100 

0.11 

0.17 

- 

0.17 

- 

0.17 

0.06 

0.43 

0.03 

- 

- 

- 

- 

- 

0.030 

0.202 

0.020 

0.182 

0.121 

66.26 

Safe 

Poora Ki Dhani 

0813000301691100 

0.10 

0.17 

- 

0.17 

0.01 

0.18 

0.05 

0.47 

0.02 

0.0200 

- 

- 

- 

0.020 

0.041 

0.222 

0.022 

0.200 

0.456 

228.43 

Over Exploited 

Prithvipura 

0813000401710200 

0.12 

0.08 

- 

0.08 

- 

0.08 

0.06 

0.45 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.104 

0.010 

0.093 

0.254 

272.83 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.012 

2,672.18 

Over Exploited 

Puran Bari 

0813000301698400 

0.10 

0.45 

- 

0.45 

0.01 

0.46 

0.05 

0.47 

0.06 

0.0300 

- 

- 

- 

0.030 

0.087 

0.542 

0.054 

0.488 

0.954 

195.59 

Over Exploited 

Puran Chhoti 

0813000301698300 

0.10 

0.32 

- 

0.32 

0.01 

0.33 

0.05 

0.47 

0.04 

0.0300 

- 

- 

- 

0.030 

0.071 

0.400 

0.040 

0.360 

0.751 

208.58 

Over Exploited 

Purohit Ka Bas 

0813000301701200 

0.12 

0.19 

- 

0.19 

- 

0.19 

0.04 

0.31 

0.03 

0.0100 

- 

- 

- 

0.010 

0.037 

0.229 

0.023 

0.206 

0.389 

189.03 

Over Exploited 



0.08 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.001 

0.007 

0.075 

1,037.03 

Over Exploited 

Radha Kishanpura (Rural) 

0813000301692800 

0.12 

0.32 

- 

0.32 

0.01 

0.33 

0.05 

0.47 

0.04 

0.0400 

- 

- 

- 

0.040 

0.080 

0.408 

0.041 

0.367 

1.110 

302.27 

Over Exploited 

Raghunathpura 

0813000401712200 

0.12 

0.21 

- 

0.21 

- 

0.21 

0.05 

0.41 

0.03 

0.0100 

- 

- 

- 

0.010 

0.040 

0.250 

0.025 

0.225 

0.433 

192.54 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.039 

3,016.92 

Over Exploited 

Raidhana 

0814000101761500 

0.08 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.005 

0.015 

271.54 

Over Exploited 



0.08 

0.12 

- 

0.12 

- 

0.12 

0.05 

0.34 

0.02 

- 

- 

- 

- 

- 

0.019 

0.139 

0.014 

0.125 

0.069 

55.67 

Safe 

Raipura 

0813000401711600 

0.12 

0.31 

- 

0.31 

- 

0.31 

0.06 

0.46 

0.04 

0.0100 

- 

- 

- 

0.010 

0.054 

0.360 

0.036 

0.324 

0.190 

58.51 

Safe 

Raiwasa 

0813000401708100 

0.12 

0.65 

- 

0.65 

0.02 

0.67 

0.04 

0.35 

0.08 

0.0600 

- 

- 

- 

0.060 

0.145 

0.813 

0.081 

0.731 

0.678 

92.70 

Critical 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.006 

0.050 

875.71 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.030 

1,412.27 

Over Exploited 

Rajiyasar Khara 

0804000700663600 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.004 

120.03 

Over Exploited 



0.22 

0.47 

- 

0.47 

- 

0.47 

0.05 

0.36 

0.07 

- 

- 

- 

- 

- 

0.075 

0.546 

0.055 

0.491 

0.026 

5.36 

Safe 

Rajiyasar Meetha 

0804000700663400 

0.20 

0.33 

- 

0.33 

- 

0.33 

0.04 

0.30 

0.05 

- 

- 

- 

- 

- 

0.052 

0.377 

0.038 

0.340 

0.030 

8.78 

Safe 



0.07 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.001 

0.008 

0.006 

75.81 

Semi Critical 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Rajpura 

0804000700662000 

0.07 

0.13 

(88.33) 

0.10 

- 

0.10 

0.05 

0.41 

0.02 

- 

- 

- 

- 

- 

0.019 

0.119 

0.006 

0.113 

0.019 

16.98 

Safe 


0813000301702700 

0.12 

0.01 

(37.23) 

0.01 

- 

0.01 

0.02 

0.11 

0.00 

- 

- 

- 

- 

- 

0.002 

0.014 

0.001 

0.013 

0.049 

368.31 

Over Exploited 



0.08 

0.12 

(83.53) 

0.10 

- 

0.10 

0.05 

0.39 

0.02 

- 

- 

- 

- 

- 

0.019 

0.115 

0.006 

0.109 

0.113 

103.27 

Over Exploited 


0813000401705000 

0.12 

0.45 

- 

0.45 

0.01 

0.46 

0.05 

0.38 

0.06 

0.0200 

- 

- 

- 

0.020 

0.085 

0.546 

0.055 

0.491 

0.577 

117.35 

Over Exploited 

Ralawata 

0813000401707700 

0.06 

0.10 

(165.55) 

0.08 

0.01 

0.09 

0.05 

0.39 

0.02 

0.0200 

- 

- 

- 

0.020 

0.035 

0.128 

0.006 

0.122 

0.247 

202.61 

Over Exploited 

Rambaxpura 

0813000301696600 

0.10 

0.08 

- 

0.08 

- 

0.08 

0.05 

0.46 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.105 

0.011 

0.095 

0.335 

354.69 

Over Exploited 

Ramnagar 

0813000201680900 

0.11 

0.17 

- 

0.17 

- 

0.17 

0.06 

0.43 

0.03 

- 

- 

- 

- 

- 

0.027 

0.201 

0.020 

0.181 

0.070 

38.79 

Safe 

Rampur 

0804000700661800 

0.07 

0.21 

(95.01) 

0.17 

- 

0.17 

0.05 

0.41 

0.03 

- 

- 

- 

- 

- 

0.033 

0.204 

0.010 

0.194 

0.033 

17.00 

Safe 

Rampura 

0814000101766600 

0.08 

0.16 

(80.78) 

0.13 

- 

0.13 

0.05 

0.41 

0.03 

- 

- 

- 

- 

- 

0.025 

0.154 

0.008 

0.146 

0.026 

17.89 

Safe 


0813000301693600 

0.10 

0.19 

- 

0.19 

- 

0.19 

0.05 

0.47 

0.02 

0.0100 

- 

- 

- 

0.010 

0.034 

0.225 

0.023 

0.203 

0.433 

213.87 

Over Exploited 


0813000401707100 

0.06 

0.03 

- 

0.03 

- 

0.03 

0.06 

0.42 

0.00 

0.0100 

- 

- 

- 

0.010 

0.015 

0.046 

0.005 

0.042 

0.149 

357.58 

Over Exploited 

Ramsinghpura 

0813000201680500 

0.11 

0.20 

- 

0.20 

- 

0.20 

0.06 

0.44 

0.03 

- 

- 

- 

- 

- 

0.032 

0.230 

0.023 

0.207 

0.096 

46.32 

Safe 

Randhisar 

0804000700656900 

0.07 

0.35 

12,448.58 

0.28 

- 

0.28 

0.05 

0.35 

0.05 

- 

- 

- 

- 

- 

0.055 

0.336 

0.017 

0.320 

0.063 

19.66 

Safe 

Ranoli 

0813000401709100 

0.12 

0.35 

- 

0.35 

0.01 

0.36 

0.06 

0.47 

0.05 

0.0300 

- 

- 

- 

0.030 

0.078 

0.441 

0.044 

0.397 

0.821 

206.76 

Over Exploited 

Ranwan Ki Dhani 

0804000700663700 

0.07 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

201.33 

Over Exploited 



0.22 

0.28 

- 

0.28 

- 

0.28 

0.05 

0.38 

0.04 

- 

- 

- 

- 

- 

0.043 

0.320 

0.032 

0.288 

0.015 

5.07 

Safe 

Raseedpura 

0813000301687600 

0.10 

0.36 

27.13 

0.43 

0.01 

0.44 

0.06 

0.46 

0.05 

0.0300 

- 

- 

- 

0.030 

0.081 

0.524 

0.026 

0.498 

0.935 

187.82 

Over Exploited 

Ratheel 

0814000101766100 

0.16 

0.31 

316.07 

0.38 

- 

0.38 

0.04 

0.28 

0.05 

- 

- 

- 

- 

- 

0.050 

0.427 

0.021 

0.406 

0.054 

13.42 

Safe 

Reengan 

0814000101762300 

0.08 

0.01 

70.00 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.008 

0.018 

227.12 

Over Exploited 



0.08 

0.33 

(84.84) 

0.26 

- 

0.26 

0.05 

0.36 

0.05 

- 

- 

- 

- 

- 

0.051 

0.312 

0.016 

0.297 

0.101 

33.88 

Safe 

Reta 

0813000401712800 

0.06 

0.38 

- 

0.38 

- 

0.38 

0.06 

0.43 

0.06 

0.0100 

- 

- 

- 

0.010 

0.070 

0.454 

0.045 

0.409 

0.469 

114.77 

Over Exploited 

Rewaron Ka Bas 

0814000101762100 

0.08 

0.13 

(85.25) 

0.10 

- 

0.10 

0.05 

0.34 

0.02 

- 

- 

- 

- 

- 

0.020 

0.125 

0.006 

0.119 

0.046 

38.39 

Safe 



0.08 

0.01 

(51.09) 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.005 

104.89 

Over Exploited 

Rewasi 

0813000301695000 

0.10 

0.25 

- 

0.25 

- 

0.25 

0.06 

0.46 

0.03 

0.0100 

- 

- 

- 

0.010 

0.045 

0.292 

0.029 

0.262 

0.312 

119.05 

Over Exploited 

Ridmalas 

0814000101761400 

0.08 

0.15 

- 

0.15 

- 

0.15 

0.05 

0.41 

0.02 

- 

- 

- 

- 

- 

0.023 

0.172 

0.017 

0.155 

0.064 

41.39 

Safe 

Rodoo 

0814000101762400 

0.16 

0.18 

245.63 

0.21 

- 

0.21 

0.01 

0.11 

0.03 

- 

- 

- 

- 

- 

0.027 

0.238 

0.012 

0.226 

0.086 

38.11 

Safe 



0.08 

0.28 

(15.96) 

0.24 

- 

0.24 

0.03 

0.20 

0.04 

- 

- 

- 

- 

- 

0.043 

0.280 

0.014 

0.266 

0.135 

50.79 

Safe 



0.16 

0.05 

512.56 

0.07 

- 

0.07 

0.01 

0.06 

0.01 

- 

- 

- 

- 

- 

0.008 

0.074 

0.004 

0.070 

0.041 

57.91 

Safe 



0.08 

0.01 

327.37 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.002 

0.015 

0.001 

0.015 

0.026 

177.66 

Over Exploited 

Roopgarh 

0813000401706500 

0.06 

0.19 

- 

0.19 

- 

0.19 

0.05 

0.36 

0.03 

0.0100 

- 

- 

- 

0.010 

0.040 

0.225 

0.022 

0.202 

0.312 

154.14 

Over Exploited 

Rooppura 

0813000301694400 

0.10 

0.13 

- 

0.13 

- 

0.13 

0.05 

0.47 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.157 

0.016 

0.141 

0.219 

155.03 

Over Exploited 


0813000401712600 

0.12 

0.00 

253.85 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.054 

1,775.92 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Quartzite 

7.387 

0.07 

0.015 

0.13 

0.01 

0.00 

0.00 

0.00 

0.13 

0.07 

0.43 

0.062 

0.33 

0.60 


Royal 

0813000501728500 

4.747 

Fresh 

Non-command 

Non-command 

Quartzite 

0.011 

0.28 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rukhasar 

0804000600651300 

6.168 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.608 

0.01 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.017 

0.26 

0.43 


Rulyana Mali 

0813000201683600 

8.977 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.977 

-0.34 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.060 

0.39 

0.72 


Rulyana Patti 

0813000201682800 

3.852 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.852 

-0.43 

0.080 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.026 

0.40 

0.73 


Rulyani 

0813000201682400 

16.734 

Fresh 

Non-command 

Non-command 

Older Alluvium 

16.734 

-0.34 

0.080 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.65 

0.112 

0.39 

0.68 


Sabalpura (Rural) 

0813000301691200 

6.982 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.982 

-0.31 

0.100 

0.33 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.25 

0.056 

0.42 

0.82 


Sakrai 

0813000301702200 

9.423 

Fresh 

Non-command 

Non-command 

Quartzite 

0.075 

0.30 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 


Salasar 

0804000700667400 

10.395 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.469 

-0.38 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.017 

0.15 

0.25 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.991 

-0.38 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.011 

0.10 

0.17 







Non-command 

Younger Alluvium 

2.934 

-0.38 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.011 

0.10 

0.16 


Sami 

0813000401705200 

7.392 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.657 

-0.66 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.022 

0.14 

0.26 


Samrathpura (Rural) 

0813000301692700 

3.958 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.958 

-0.38 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.033 

0.42 

0.82 


Sandan 

0804000700666800 

15.022 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.250 

-0.32 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 







Non-command 

Younger Alluvium 

4.565 

-0.32 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.017 

0.11 

0.18 


Sangarwa 

0813000401708900 

6.749 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.243 

-0.27 

0.100 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.37 

0.043 

0.33 

0.61 


Santoshpura 

0813000301693700 

3.646 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.646 

-0.57 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.029 

0.42 

0.82 


Sanwaloda Dhaylan 

0813000301687300 

10.137 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.137 

-0.58 

0.100 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.081 

0.40 

0.72 


Sanwaloda Ladkhani 

0813000301687400 

7.293 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.293 

-0.29 

0.100 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.058 

0.39 

0.71 


Sanwaloda Purohitan 

0813000301687200 

15.929 

Fresh 

Non-command 

Non-command 

Older Alluvium 

15.929 

-0.73 

0.100 

0.27 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.90 

0.127 

0.39 

0.71 


Sanwatiya 

0804000600650100 

5.173 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.417 

-0.07 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.009 

0.16 

0.27 


Sanwrad 

0814000101765800 

17.560 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.094 

0.72 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Phyllite & Schist 

2.334 

0.72 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.011 

0.05 

0.07 


Sardi 

0814000101762800 

19.385 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

14.769 

0.64 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.22 

0.15 

0.02 

0.068 

0.26 

0.39 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

4.616 

0.64 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.01 

0.021 

0.08 

0.12 


Sarothiya 

0804000700660700 

20.859 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

11.914 

-0.60 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.045 

0.19 

0.27 


Sarwari 

0813000301697700 

12.206 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.760 

-0.63 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.030 

0.12 

0.22 


Sawaipura 

0813000401712300 

9.494 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.773 

-0.18 

0.100 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.065 

0.32 

0.59 







Non-command 

Quartzite 

1.721 

-0.18 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.014 

0.07 

0.13 


Seetsar 

0804000600651900 

6.704 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.704 

-0.09 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.024 

0.36 

0.61 


Sesam 

0813000401705100 

8.755 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.357 

-0.64 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.003 

0.02 

0.03 


Sewa 

0813000301689600 

9.335 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.335 

-0.14 

0.100 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.44 

0.075 

0.41 

0.79 


Sewad Bari 

0813000301689800 

8.265 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.265 

-0.34 

0.100 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.57 

0.066 

0.41 

0.76 


Sewad Chhoti 

0813000301694500 

8.189 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.189 

-0.37 

0.100 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.53 

0.065 

0.41 

0.78 


Sewdara 

0813000201682000 

11.940 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.940 

-0.21 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.080 

0.38 

0.65 


Shahpura 

0813000301695400 

21.025 

Fresh 

Non-command 

Non-command 

Older Alluvium 

21.025 

-0.07 

0.100 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.49 

0.168 

0.38 

0.65 


Shastrinagar 

0813000301688900 

1.693 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.693 

-0.37 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.014 

0.42 

0.81 


Sheeshyoo 

0813000401709500 

17.580 

Fresh 

Non-command 

Non-command 

Older Alluvium 

17.580 

-0.29 

0.100 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.49 

0.145 

0.42 

0.77 


Sherpura 

0813000401708200 

2.485 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.485 

-0.34 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.021 

0.41 

0.78 


Shimla 

0814000101765600 

10.208 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.164 

0.29 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Shivsinghpura 

0813000301692400 

2.244 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.244 

-0.54 

0.100 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.019 

0.42 

0.82 


Shobhasar 

0804000700667200 

26.057 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.873 

0.01 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Younger Alluvium 

25.183 

0.01 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.01 

0.096 

0.35 

0.56 


Shyamgarh 

0813000301702400 

10.256 

Fresh 

Non-command 

Non-command 

Quartzite 

8.162 

0.45 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.03 

0.068 

0.35 

0.60 


Shyampura 

0814000101759800 

7.413 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.692 

0.44 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.02 

0.026 

0.26 

0.38 







Non-command 

Vindhyan Sandstone 

1.720 

0.44 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.008 

0.08 

0.11 



0813000301690800 

7.254 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.254 

-0.08 

0.100 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.058 

0.42 

0.81 



0813000401708600 

12.559 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.004 

-0.76 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.074 

0.30 

0.57 







Non-command 

Quartzite 

3.555 

-0.76 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.029 

0.12 

0.23 


Sigdola Bara 

0813000201683800 

6.981 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.981 

-0.30 

0.080 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.047 

0.38 

0.67 


Sigdola Chhota 

0813000201683700 

6.229 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.229 

-0.34 

0.080 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.042 

0.39 

0.69 


Sihot Bari 

0813000301694900 

9.885 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.885 

-0.65 

0.100 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.54 

0.079 

0.40 

0.75 


Sihot Chhoti 

0813000301690900 

14.576 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.576 

0.01 

0.100 

0.26 

0.01 

0.00 

0.00 

0.00 

0.27 

0.14 

0.87 

0.116 

0.42 

0.81 


Sikar (M CI+ OG) 

0813000341304000 

28.824 

Fresh 

Non-command 

Non-command 

Older Alluvium 

28.824 

-0.39 

0.100 

6.40 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.54 

19.070 

0.42 

0.82 


Singhasan 

0813000301692000 

7.261 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.472 

-0.85 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.020 

0.14 

0.27 


Sob 

0813000301703300 

15.901 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.307 

-0.15 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.060 

0.20 

0.35 







Non-command 

Quartzite 

2.734 

-0.15 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.023 

0.07 

0.13 


Sola 

0813000201679400 

22.620 

Fresh 

Non-command 

Non-command 

Older Alluvium 

22.620 

-0.44 

0.080 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.152 

0.37 

0.63 


Soorwas 

0804000700661300 

12.202 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

12.122 

-0.03 

0.020 

0.02 

0.00 

0.00 

0.00 

0.06 

0.00 

0.00 

0.00 

0.046 

0.35 

0.53 


Sotya Ka Bas 

0813000301694800 

2.795 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.795 

-0.68 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.022 

0.41 

0.76 


Suhagpura 

0813000501725000 

2.750 

Fresh 

Non-command 

Non-command 

Quartzite 

0.380 

0.48 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.004 

0.06 

0.11 


Sujangarh (M) 

0804000740411000 

60.282 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

0.04 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

60.282 

0.04 

0.020 

1.37 

0.00 

0.00 

0.00 

0.00 

1.41 

0.92 

0.01 

4.171 

0.35 

0.55 


Sujangarh (Rural) 

0804000700661600 

1.425 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.415 

0.00 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.35 

0.53 


Sujanpura 

0813000301695800 

6.526 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.036 

-0.51 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.032 

0.24 

0.43 


Sujawas 

0813000401708300 

6.316 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.316 

-0.40 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.052 

0.42 

0.79 


Sunari 

0814000101758800 

8.337 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.100 

-0.64 

0.020 

0.21 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.79 

0.037 

0.32 

0.45 







Non-command 

Vindhyan Sandstone 

0.237 

-0.64 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.001 

0.01 

0.01 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.06 

0.15 

(51.49) 

0.12 

0.01 

0.13 

0.05 

0.38 

0.02 

0.0200 

- 

- 

- 

0.020 

0.042 

0.170 

0.009 

0.162 

0.495 

305.76 

Over Exploited 

Royal 

0813000501728500 

0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rukhasar 

0804000600651300 

0.11 

0.13 

(93.95) 

0.11 

- 

0.11 

0.04 

0.31 

0.02 

- 

- 

- 

- 

- 

0.021 

0.129 

0.006 

0.122 

0.021 

17.02 

Safe 

Rulyana Mali 

0813000201683600 

0.11 

0.39 

- 

0.39 

- 

0.39 

0.06 

0.45 

0.06 

0.0100 

- 

- 

- 

0.010 

0.069 

0.457 

0.046 

0.412 

0.352 

85.57 

Semi Critical 

Rulyana Patti 

0813000201682800 

0.11 

0.17 

- 

0.17 

- 

0.17 

0.06 

0.45 

0.02 

0.0100 

- 

- 

- 

0.010 

0.034 

0.203 

0.020 

0.182 

0.382 

209.46 

Over Exploited 

Rulyani 

0813000201682400 

0.11 

0.71 

- 

0.71 

0.01 

0.72 

0.06 

0.44 

0.11 

0.0200 

- 

- 

- 

0.020 

0.125 

0.845 

0.085 

0.761 

0.762 

100.16 

Over Exploited 

Sabalpura (Rural) 

0813000301691200 

0.10 

0.29 

- 

0.29 

0.02 

0.31 

0.05 

0.47 

0.04 

0.0500 

- 

- 

- 

0.050 

0.087 

0.401 

0.040 

0.361 

1.308 

362.75 

Over Exploited 

Sakrai 

0813000301702200 

0.08 

0.00 

16,022.17 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Salasar 

0804000700667400 

0.22 

0.15 

- 

0.15 

- 

0.15 

0.02 

0.18 

0.02 

- 

- 

- 

- 

- 

0.024 

0.175 

0.018 

0.158 

0.033 

20.91 

Safe 



0.07 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.12 

0.00 

- 

- 

- 

- 

- 

0.003 

0.025 

0.003 

0.023 

0.015 

68.38 

Safe 



0.22 

0.07 

- 

0.07 

- 

0.07 

0.02 

0.12 

0.01 

- 

- 

- 

- 

- 

0.010 

0.076 

0.008 

0.068 

0.022 

32.57 

Safe 

Sami 

0813000401705200 

0.12 

0.04 

- 

0.04 

- 

0.04 

0.02 

0.16 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.061 

0.006 

0.055 

0.218 

396.35 

Over Exploited 

Samrathpura (Rural) 

0813000301692700 

0.12 

0.20 

- 

0.20 

- 

0.20 

0.05 

0.47 

0.03 

0.0100 

- 

- 

- 

0.010 

0.035 

0.235 

0.023 

0.211 

0.292 

138.01 

Over Exploited 

Sandan 

0804000700666800 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.22 

0.11 

- 

0.11 

- 

0.11 

0.02 

0.13 

0.02 

- 

- 

- 

- 

- 

0.018 

0.127 

0.013 

0.115 

0.017 

15.15 

Safe 

Sangarwa 

0813000401708900 

0.12 

0.20 

- 

0.20 

- 

0.20 

0.04 

0.37 

0.03 

0.0100 

- 

- 

- 

0.010 

0.037 

0.236 

0.024 

0.213 

0.415 

195.31 

Over Exploited 

Santoshpura 

0813000301693700 

0.10 

0.15 

- 

0.15 

- 

0.15 

0.05 

0.47 

0.02 

- 

- 

- 

- 

- 

0.019 

0.173 

0.017 

0.155 

0.154 

99.24 

Critical 

Sanwaloda Dhaylan 

0813000301687300 

0.10 

0.40 

- 

0.40 

0.01 

0.41 

0.06 

0.46 

0.06 

0.0200 

- 

- 

- 

0.020 

0.081 

0.493 

0.049 

0.444 

0.526 

118.55 

Over Exploited 

Sanwaloda Ladkhani 

0813000301687400 

0.10 

0.29 

- 

0.29 

- 

0.29 

0.06 

0.45 

0.05 

0.0100 

- 

- 

- 

0.010 

0.055 

0.341 

0.034 

0.307 

0.377 

122.93 

Over Exploited 

Sanwaloda Purohitan 

0813000301687200 

0.10 

0.62 

- 

0.62 

0.01 

0.63 

0.06 

0.45 

0.10 

0.0300 

- 

- 

- 

0.030 

0.128 

0.762 

0.076 

0.686 

1.029 

150.03 

Over Exploited 

Sanwatiya 

0804000600650100 

0.11 

0.04 

- 

0.04 

- 

0.04 

0.03 

0.19 

0.01 

- 

- 

- 

- 

- 

0.007 

0.051 

0.005 

0.046 

0.009 

19.34 

Safe 

Sanwrad 

0814000101765800 

0.16 

0.00 

16,727.83 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.01 

251.59 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.012 

0.001 

0.011 

0.021 

188.97 

Over Exploited 

Sardi 

0814000101762800 

0.08 

0.31 

(52.59) 

0.25 

- 

0.25 

0.04 

0.30 

0.05 

- 

- 

- 

- 

- 

0.049 

0.298 

0.015 

0.283 

0.088 

30.96 

Safe 



0.08 

0.03 

53.23 

0.04 

- 

0.04 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.005 

0.041 

0.002 

0.039 

0.028 

71.77 

Semi Critical 

Sarothiya 

0804000700660700 

0.07 

0.16 

- 

0.16 

- 

0.16 

0.03 

0.22 

0.03 

- 

- 

- 

- 

- 

0.026 

0.184 

0.018 

0.166 

0.080 

48.49 

Safe 

Sarwari 

0813000301697700 

0.10 

0.05 

- 

0.05 

- 

0.05 

0.02 

0.14 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.062 

0.006 

0.055 

0.220 

396.89 

Over Exploited 

Sawaipura 

0813000401712300 

0.12 

0.30 

- 

0.30 

- 

0.30 

0.05 

0.37 

0.04 

0.0100 

- 

- 

- 

0.010 

0.053 

0.354 

0.035 

0.319 

0.370 

116.03 

Over Exploited 



0.06 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.001 

0.008 

0.069 

913.70 

Over Exploited 

Seetsar 

0804000600651900 

0.11 

0.26 

- 

0.26 

- 

0.26 

0.06 

0.41 

0.04 

- 

- 

- 

- 

- 

0.043 

0.305 

0.030 

0.274 

0.031 

11.47 

Safe 

Sesam 

0813000401705100 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.021 

3,037.68 

Over Exploited 

Sewa 

0813000301689600 

0.10 

0.39 

- 

0.39 

0.01 

0.40 

0.05 

0.47 

0.05 

0.0200 

- 

- 

- 

0.020 

0.071 

0.468 

0.047 

0.421 

0.511 

121.27 

Over Exploited 

Sewad Bari 

0813000301689800 

0.10 

0.34 

- 

0.34 

0.01 

0.35 

0.06 

0.46 

0.05 

0.0200 

- 

- 

- 

0.020 

0.066 

0.412 

0.041 

0.371 

0.637 

171.73 

Over Exploited 

Sewad Chhoti 

0813000301694500 

0.10 

0.34 

- 

0.34 

0.01 

0.35 

0.05 

0.47 

0.04 

0.0200 

- 

- 

- 

0.020 

0.065 

0.412 

0.041 

0.371 

0.597 

161.12 

Over Exploited 

Sewdara 

0813000201682000 

0.11 

0.50 

- 

0.50 

- 

0.50 

0.06 

0.43 

0.08 

- 

- 

- 

- 

- 

0.075 

0.571 

0.057 

0.514 

0.162 

31.52 

Safe 

Shahpura 

0813000301695400 

0.10 

0.79 

- 

0.79 

0.01 

0.80 

0.06 

0.43 

0.12 

0.0200 

- 

- 

- 

0.020 

0.139 

0.941 

0.094 

0.847 

0.661 

78.02 

Semi Critical 

Shastrinagar 

0813000301688900 

0.10 

0.07 

- 

0.07 

- 

0.07 

0.05 

0.47 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.090 

0.009 

0.081 

0.174 

214.56 

Over Exploited 

Sheeshyoo 

0813000401709500 

0.12 

0.88 

- 

0.88 

0.01 

0.89 

0.06 

0.48 

0.12 

0.0200 

- 

- 

- 

0.020 

0.144 

1.036 

0.104 

0.932 

0.634 

68.06 

Safe 

Sherpura 

0813000401708200 

0.12 

0.12 

- 

0.12 

- 

0.12 

0.06 

0.47 

0.02 

- 

- 

- 

- 

- 

0.017 

0.139 

0.014 

0.126 

0.129 

102.40 

Over Exploited 

Shimla 

0814000101765600 

0.08 

0.00 

879.21 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Shivsinghpura 

0813000301692400 

0.12 

0.11 

- 

0.11 

- 

0.11 

0.05 

0.47 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.138 

0.014 

0.124 

0.396 

319.62 

Over Exploited 

Shobhasar 

0804000700667200 

0.22 

0.00 

(60.90) 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.003 

158.41 

Over Exploited 



0.22 

1.91 

(97.76) 

1.53 

- 

1.53 

0.06 

0.40 

0.31 

- 

- 

- 

- 

- 

0.306 

1.837 

0.092 

1.745 

0.107 

6.12 

Safe 

Shyamgarh 

0813000301702400 

0.08 

0.22 

1,328.91 

0.18 

- 

0.18 

0.06 

0.41 

0.04 

- 

- 

- 

- 

- 

0.035 

0.214 

0.011 

0.203 

0.100 

48.94 

Safe 

Shyampura 

0814000101759800 

0.08 

0.12 

(64.97) 

0.09 

- 

0.09 

0.04 

0.30 

0.02 

- 

- 

- 

- 

- 

0.019 

0.114 

0.006 

0.108 

0.046 

42.51 

Safe 



0.12 

0.02 

29.12 

0.02 

- 

0.02 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.003 

0.022 

0.001 

0.021 

0.008 

37.48 

Safe 


0813000301690800 

0.10 

0.30 

- 

0.30 

0.01 

0.31 

0.05 

0.47 

0.04 

0.0200 

- 

- 

- 

0.020 

0.059 

0.372 

0.037 

0.335 

0.514 

153.31 

Over Exploited 


0813000401708600 

0.12 

0.33 

- 

0.33 

- 

0.33 

0.04 

0.34 

0.04 

- 

- 

- 

- 

- 

0.043 

0.370 

0.037 

0.333 

0.161 

48.55 

Safe 



0.08 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.14 

0.00 

- 

- 

- 

- 

- 

0.004 

0.038 

0.004 

0.035 

0.048 

140.06 

Over Exploited 

Sigdola Bara 

0813000201683800 

0.11 

0.29 

- 

0.29 

- 

0.29 

0.06 

0.44 

0.05 

0.0100 

- 

- 

- 

0.010 

0.058 

0.352 

0.035 

0.316 

0.366 

115.57 

Over Exploited 

Sigdola Chhota 

0813000201683700 

0.11 

0.27 

- 

0.27 

- 

0.27 

0.06 

0.45 

0.04 

0.0100 

- 

- 

- 

0.010 

0.052 

0.317 

0.032 

0.286 

0.383 

134.00 

Over Exploited 

Sihot Bari 

0813000301694900 

0.10 

0.40 

- 

0.40 

0.01 

0.41 

0.06 

0.46 

0.06 

0.0200 

- 

- 

- 

0.020 

0.075 

0.484 

0.048 

0.435 

0.620 

142.44 

Over Exploited 

Sihot Chhoti 

0813000301690900 

0.10 

0.61 

(77.00) 

0.49 

0.01 

0.50 

0.05 

0.47 

0.08 

0.0300 

- 

- 

- 

0.030 

0.108 

0.606 

0.030 

0.576 

0.985 

171.18 

Over Exploited 

Sikar (M CI+ OG) 

0813000341304000 

0.12 

1.46 

- 

1.46 

0.01 

1.47 

0.05 

0.47 

0.18 

0.0200 

- 

- 

0.000 

0.020 

0.203 

1.668 

0.167 

1.501 

19.605 

1,306.09 

Over Exploited 

Singhasan 

0813000301692000 

0.12 

0.04 

- 

0.04 

- 

0.04 

0.02 

0.16 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.058 

0.006 

0.052 

0.330 

633.41 

Over Exploited 

Sob 

0813000301703300 

0.12 

0.17 

- 

0.17 

- 

0.17 

0.03 

0.23 

0.02 

0.0100 

- 

- 

- 

0.010 

0.034 

0.199 

0.020 

0.179 

0.326 

182.04 

Over Exploited 



0.08 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.009 

0.085 

948.67 

Over Exploited 

Sola 

0813000201679400 

0.11 

0.92 

- 

0.92 

0.01 

0.93 

0.06 

0.43 

0.16 

0.0200 

- 

- 

- 

0.020 

0.179 

1.108 

0.111 

0.997 

0.566 

56.73 

Safe 

Soorwas 

0804000700661300 

0.07 

0.30 

- 

0.30 

0.06 

0.36 

0.05 

0.40 

0.05 

- 

- 

- 

0.089 

0.089 

0.135 

0.491 

0.049 

0.442 

0.046 

10.45 

Safe 

Sotya Ka Bas 

0813000301694800 

0.10 

0.11 

- 

0.11 

- 

0.11 

0.06 

0.46 

0.02 

0.0100 

- 

- 

- 

0.010 

0.026 

0.139 

0.014 

0.125 

0.371 

296.98 

Over Exploited 

Suhagpura 

0813000501725000 

0.08 

0.00 

(13.64) 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.009 

501.04 

Over Exploited 

Sujangarh (M) 

0804000740411000 

0.07 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

1.50 

(38.80) 

1.20 

0.00 

1.20 

0.05 

0.41 

0.23 

- 

- 

- 

0.005 

0.005 

0.233 

1.433 

0.072 

1.362 

4.178 

306.87 

Over Exploited 

Sujangarh (Rural) 

0804000700661600 

0.07 

0.03 

- 

0.03 

- 

0.03 

0.05 

0.40 

0.01 

- 

- 

- 

- 

- 

0.005 

0.040 

0.004 

0.036 

0.007 

20.53 

Safe 

Sujanpura 

0813000301695800 

0.10 

0.10 

- 

0.10 

- 

0.10 

0.03 

0.27 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.121 

0.012 

0.109 

0.364 

335.62 

Over Exploited 

Sujawas 

0813000401708300 

0.12 

0.32 

- 

0.32 

- 

0.32 

0.05 

0.47 

0.04 

- 

- 

- 

- 

- 

0.042 

0.357 

0.036 

0.321 

0.114 

35.56 

Safe 

Sunari 

0814000101758800 

0.08 

0.21 

- 

0.21 

0.01 

0.22 

0.05 

0.37 

0.03 

0.0300 

- 

- 

- 

0.030 

0.065 

0.282 

0.028 

0.254 

0.829 

326.28 

Over Exploited 



0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.030 

10,720.62 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Suthoth 

081300020168320C 

12.427 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.427 

-0.39 

0.080 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.56 

0.083 

0.39 

0.72 


Sutod 

0813000201678100 

14.348 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.277 

-0.39 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.096 

0.36 

0.59 







Non-command 

Younger Alluvium 

0.071 

-0.39 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Swami Ki Dhani 

0813000201678700 

3.683 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.085 

-0.24 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.021 

0.30 

0.50 







Non-command 

Phyllite & Schist 

0.597 

-0.24 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.06 

0.10 


Tada 

0804000700662800 

4.872 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

4.872 

0.13 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.019 

0.35 

0.55 


Tajsar Karnawatan 

0813000301690700 

4.703 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.703 

-0.20 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.038 

0.42 

0.81 


Tajsar Khejdoliyan 

0813000301690100 

7.084 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.084 

-0.43 

0.100 

0.12 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.057 

0.42 

0.81 


Tambakhoopura 

0813000401708000 

3.769 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.474 

0.24 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.004 

0.05 

0.10 







Non-command 

Quartzite 

0.373 

0.24 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.003 

0.04 

0.07 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.863 

0.24 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.02 

0.016 

0.20 

0.37 







Non-command 

Quartzite 

0.754 

0.24 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.08 

0.15 


Tanwara 

0814000101761100 

15.023 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.499 

-0.78 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.025 

0.13 

0.20 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

9.524 

-0.78 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.044 

0.22 

0.35 


Tatanwa 

0813000301696200 

8.624 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.624 

-0.61 

0.100 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.47 

0.069 

0.41 

0.78 


Tehat 

0813000401706800 

11.131 

Fresh 

Non-command 

Non-command 

Quartzite 

9.224 

-0.37 

0.015 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.077 

0.30 

0.52 


Tharda 

0804000700664700 

7.099 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

0.20 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

7.098 

0.20 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.027 

0.36 

0.55 


Tilokpura 

0813000401709200 

5.796 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.796 

-0.32 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.048 

0.41 

0.77 


Tiloti 

0814000101761900 

8.454 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.680 

0.13 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.017 

0.15 

0.24 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

4.775 

0.13 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.022 

0.20 

0.31 


Tiro Ki Bari 

0813000201677900 

10.588 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.532 

-0.58 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.037 

0.19 

0.31 







Non-command 

Younger Alluvium 

5.056 

-0.58 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.034 

0.17 

0.29 


Tiro Ki Chhoti 

0813000201677800 

10.897 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.098 

-0.69 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.061 

0.31 

0.51 







Non-command 

Younger Alluvium 

1.799 

-0.69 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.012 

0.06 

0.10 


Tirwa 

0813000201682300 

2.992 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.992 

-0.41 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.020 

0.39 

0.69 


Todi Madhopura 

0813000301703700 

6.867 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.590 

-0.61 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.030 

0.22 

0.42 







Non-command 

Quartzite 

3.148 

-0.61 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.026 

0.19 

0.36 


Toliyasar 

0804000700666500 

11.772 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.588 

-0.07 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.02 

0.03 







Non-command 

Younger Alluvium 

11.184 

-0.07 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.043 

0.34 

0.55 


Tuli Ka Charanbas 

0813000401706400 

2.796 

Fresh 

Non-command 

Non-command 

Quartzite 

0.422 

-0.21 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.004 

0.06 

0.09 


Tulsirampura 

0813000401715200 

4.332 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.252 

-0.30 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.027 

0.30 

0.54 







Non-command 

Quartzite 

0.247 

-0.30 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.02 

0.04 


Tunwa 

0813000201681000 

6.744 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.744 

-0.34 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.045 

0.38 

0.65 


Turkasiya 

0813000201680400 

2.924 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.924 

-0.47 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.020 

0.38 

0.67 


Udaipura 

0813000401707200 

4.218 

Fresh 

Non-command 

Non-command 

Quartzite 

3.994 

-0.12 

0.015 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.033 

0.35 

0.61 


Udasar 

0804000700657100 

2.934 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.704 

-0.02 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.010 

0.32 

0.49 


Udrasar 

0814000101761800 

7.356 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.789 

-0.01 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.013 

0.13 

0.21 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

4.567 

-0.01 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.021 

0.22 

0.35 


Vijaipura 

0813000201683500 

11.179 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.179 

-0.32 

0.080 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.49 

0.075 

0.40 

0.74 


Vishwanathpura 

0814000101759000 

2.904 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

2.904 

-0.55 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.013 

0.33 

0.46 

Sub Basin: Sub 5 | 

16005033 

Akal Ka Tala 

0816000202046400 

116.089 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

4.920 

2.39 

0.150 

0.00 

0.00 

0.02 

0.02 

0.00 

1.72 

1.03 

0.00 

0.002 

0.01 

0.01 






Non-command 

Non-command 

Younger Alluvium 

0.114 

2.39 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.000 

0.00 

0.00 


Away 

0816000202047400 

115.603 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

12.493 

0.36 

0.150 

0.00 

0.00 

0.05 

0.07 

0.00 

0.56 

0.34 

0.00 

0.006 

0.02 

0.03 






Non-command 

Non-command 

Younger Alluvium 

13.566 

0.36 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.74 

0.45 

0.00 

0.006 

0.02 

0.04 


Bahia 

0816000102022900 

703.610 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

7.225 

1.54 

0.150 

0.00 

0.00 

0.01 

0.03 

0.00 

1.62 

0.96 

0.00 

0.003 

0.00 

0.00 


Bharamsar 

0816000202047700 

111.292 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

2.663 

-0.05 

0.150 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 






Non-command 

Non-command 

Younger Alluvium 

0.482 

-0.05 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bharewala 

0816000202045400 

213.769 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

142.500 

4.73 

0.150 

0.02 

0.00 

0.49 

0.55 

0.00 

100.04 

59.63 

0.00 

0.068 

0.13 

0.23 






Non-command 

Non-command 

Younger Alluvium 

0.000 

4.73 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chinnoo 

0816000202047500 

97.514 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.387 

-0.28 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Younger Alluvium 

42.144 

-0.28 

0.150 

0.01 

0.00 

0.00 

0.00 

0.19 

0.00 

0.00 

0.00 

0.020 

0.09 

0.14 


Dadoorewala 

0816000202045200 

250.939 

Fresh 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.001 

3.25 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

154.516 

3.25 

0.150 

0.02 

0.00 

0.42 

0.60 

0.00 

74.26 

44.17 

0.00 

0.074 

0.12 

0.20 


Ghantiyali 

0816000202047000 

162.219 

Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

50.902 

0.90 

0.060 

0.01 

0.00 

0.07 

0.10 

0.00 

2.59 

1.54 

0.00 

0.024 

0.06 

0.10 






Non-command 

Non-command 

Tertiary Sandstone 

0.513 

0.90 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.000 

0.00 

0.00 


Hariyar 

0816000202046900 

245.867 

Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

117.863 

1.78 

0.060 

0.02 

0.00 

0.16 

0.23 

0.00 

12.22 

7.26 

0.00 

0.056 

0.09 

0.15 







Command 

Younger Alluvium 

118.072 

1.78 

0.150 

0.02 

0.00 

0.16 

0.23 

0.00 

31.15 

18.50 

0.00 

0.056 

0.09 

0.15 


Khariya 

0816000202046700 

65.690 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

65.690 

5.84 

0.150 

0.01 

0.00 

0.22 

0.25 

0.00 

57.03 

34.15 

0.00 

0.031 

0.20 

0.33 


Madasar 

0816000202047600 

69.803 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.067 

-0.41 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Younger Alluvium 

1.886 

-0.41 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Malasar 

0816000202045600 

54.827 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

24.300 

2.43 

0.150 

0.00 

0.00 

0.08 

0.09 

0.00 

8.68 

5.07 

0.00 

0.012 

0.09 

0.15 






Non-command 

Non-command 

Younger Alluvium 

10.488 

2.43 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

3.82 

2.23 

0.00 

0.005 

0.04 

0.07 


Mohangarh 

0816000102023000 

688.719 

Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

22.846 

1.11 

0.060 

0.00 

0.00 

0.05 

0.09 

0.00 

1.39 

0.82 

0.00 

0.011 

0.01 

0.01 






Non-command 

Non-command 

Tertiary Sandstone 

4.614 

1.11 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.18 

0.00 

0.002 

0.00 

0.00 


Moharonwala 

0816000202045500 

81.854 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

29.858 

4.04 

0.150 

0.00 

0.00 

0.10 

0.12 

0.00 

17.90 

10.55 

0.00 

0.014 

0.07 

0.13 


Nachna 

0816000202046500 

391.492 

Fresh 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.011 

1.20 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Suthoth 

0813000201683200 

0.11 

0.54 

- 

0.54 

0.01 

0.55 

0.06 

0.45 

0.08 

0.0200 

- 

- 

- 

0.020 

0.100 

0.648 

0.065 

0.584 

0.646 

110.75 

Over Exploited 

Sutod 

0813000201678100 

0.11 

0.57 

- 

0.57 

- 

0.57 

0.06 

0.42 

0.09 

0.0100 

- 

- 

- 

0.010 

0.100 

0.668 

0.067 

0.601 

0.292 

48.55 

Safe 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Swami Ki Dhani 

0813000201678700 

0.11 

0.10 

- 

0.10 

- 

0.10 

0.05 

0.35 

0.02 

- 

- 

- 

- 

- 

0.016 

0.119 

0.012 

0.107 

0.028 

25.79 

Safe 



0.05 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.004 

218.89 

Over Exploited 

Tada 

0804000700662800 

0.07 

0.12 

(88.08) 

0.10 

- 

0.10 

0.05 

0.41 

0.02 

- 

- 

- 

- 

- 

0.018 

0.115 

0.006 

0.109 

0.019 

16.97 

Safe 

Tajsar Karnawatan 

0813000301690700 

0.10 

0.20 

- 

0.20 

- 

0.20 

0.05 

0.47 

0.03 

0.0100 

- 

- 

- 

0.010 

0.035 

0.232 

0.023 

0.209 

0.274 

131.07 

Over Exploited 

Tajsar Khejdoliyan 

0813000301690100 

0.10 

0.30 

- 

0.30 

- 

0.30 

0.05 

0.47 

0.04 

0.0100 

- 

- 

- 

0.010 

0.048 

0.344 

0.034 

0.310 

0.454 

146.35 

Over Exploited 

Tambakhoopura 

0813000401708000 

0.12 

0.00 

108.16 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.010 

272.06 

Over Exploited 



0.06 

0.00 

(21.73) 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.008 

1,019.77 

Over Exploited 



0.12 

0.04 

(34.85) 

0.04 

- 

0.04 

0.03 

0.23 

0.01 

- 

- 

- 

- 

- 

0.006 

0.042 

0.002 

0.040 

0.035 

87.22 

Semi Critical 



0.06 

0.00 

(14.83) 

0.00 

- 

0.00 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.010 

508.32 

Over Exploited 

Tanwara 

0814000101761100 

0.08 

0.06 

- 

0.06 

- 

0.06 

0.02 

0.15 

0.01 

- 

- 

- 

- 

- 

0.009 

0.066 

0.007 

0.059 

0.045 

76.43 

Semi Critical 



0.08 

0.17 

- 

0.17 

- 

0.17 

0.03 

0.26 

0.03 

- 

- 

- 

- 

- 

0.026 

0.197 

0.020 

0.177 

0.064 

35.87 

Safe 

Tatanwa 

0813000301696200 

0.10 

0.35 

- 

0.35 

0.01 

0.36 

0.05 

0.46 

0.05 

0.0200 

- 

- 

- 

0.020 

0.067 

0.430 

0.043 

0.387 

0.537 

138.58 

Over Exploited 

Tehat 

0813000401706800 

0.06 

0.17 

- 

0.17 

0.01 

0.18 

0.05 

0.35 

0.03 

0.0200 

- 

- 

- 

0.020 

0.047 

0.226 

0.023 

0.203 

0.483 

237.85 

Over Exploited 

Tharda 

0804000700664700 

0.07 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.18 

(86.26) 

0.14 

- 

0.14 

0.05 

0.41 

0.03 

- 

- 

- 

- 

- 

0.027 

0.168 

0.008 

0.160 

0.027 

16.91 

Safe 

Tilokpura 

0813000401709200 

0.12 

0.29 

- 

0.29 

- 

0.29 

0.06 

0.47 

0.04 

0.0100 

- 

- 

- 

0.010 

0.049 

0.336 

0.034 

0.302 

0.199 

65.77 

Safe 

Tiloti 

0814000101761900 

0.08 

0.05 

(72.04) 

0.04 

- 

0.04 

0.02 

0.18 

0.01 

- 

- 

- 

- 

- 

0.007 

0.043 

0.002 

0.041 

0.027 

65.17 

Safe 



0.08 

0.08 

(81.04) 

0.06 

- 

0.06 

0.03 

0.23 

0.01 

- 

- 

- 

- 

- 

0.012 

0.073 

0.004 

0.069 

0.029 

41.61 

Safe 

Tiro Ki Bari 

0813000201677900 

0.11 

0.12 

- 

0.12 

- 

0.12 

0.03 

0.22 

0.02 

- 

- 

- 

- 

- 

0.019 

0.134 

0.013 

0.121 

0.099 

82.01 

Semi Critical 



0.15 

0.13 

- 

0.13 

- 

0.13 

0.03 

0.20 

0.02 

- 

- 

- 

- 

- 

0.021 

0.153 

0.015 

0.138 

0.111 

80.57 

Semi Critical 

Tiro Ki Chhoti 

0813000201677800 

0.11 

0.31 

- 

0.31 

- 

0.31 

0.05 

0.36 

0.05 

0.0100 

- 

- 

- 

0.010 

0.060 

0.366 

0.037 

0.329 

0.209 

63.46 

Safe 



0.15 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.003 

0.019 

0.002 

0.017 

0.048 

281.55 

Over Exploited 

Tirwa 

0813000201682300 

0.11 

0.13 

- 

0.13 

- 

0.13 

0.06 

0.44 

0.02 

0.0100 

- 

- 

- 

0.010 

0.029 

0.156 

0.016 

0.141 

0.199 

141.38 

Over Exploited 

Todi Madhopura 

0813000301703700 

0.12 

0.09 

- 

0.09 

- 

0.09 

0.03 

0.25 

0.01 

0.0100 

- 

- 

- 

0.010 

0.023 

0.117 

0.012 

0.106 

0.241 

227.69 

Over Exploited 



0.08 

0.05 

- 

0.05 

- 

0.05 

0.03 

0.22 

0.01 

- 

- 

- 

- 

- 

0.007 

0.055 

0.006 

0.050 

0.138 

278.45 

Over Exploited 

Toliyasar 

0804000700666500 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.002 

102.80 

Over Exploited 



0.22 

0.83 

- 

0.83 

- 

0.83 

0.05 

0.39 

0.13 

- 

- 

- 

- 

- 

0.133 

0.964 

0.096 

0.867 

0.065 

7.45 

Safe 

Tuli Ka Charanbas 

0813000401706400 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.039 

2,615.34 

Over Exploited 

Tulsirampura 

0813000401715200 

0.12 

0.12 

- 

0.12 

- 

0.12 

0.04 

0.34 

0.02 

- 

- 

- 

- 

- 

0.017 

0.132 

0.013 

0.119 

0.122 

102.63 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.007 

2,055.54 

Over Exploited 

Tunwa 

0813000201681000 

0.11 

0.28 

- 

0.28 

- 

0.28 

0.06 

0.43 

0.04 

0.0100 

- 

- 

- 

0.010 

0.053 

0.332 

0.033 

0.299 

0.179 

59.97 

Safe 

Turkasiya 

0813000201680400 

0.11 

0.12 

- 

0.12 

- 

0.12 

0.06 

0.44 

0.02 

- 

- 

- 

- 

- 

0.020 

0.142 

0.014 

0.128 

0.135 

105.09 

Over Exploited 

Udaipura 

0813000401707200 

0.06 

0.08 

- 

0.08 

0.01 

0.09 

0.06 

0.41 

0.01 

0.0200 

- 

- 

- 

0.020 

0.033 

0.127 

0.013 

0.115 

0.488 

426.41 

Over Exploited 

Udasar 

0804000700657100 

0.07 

0.06 

- 

0.06 

- 

0.06 

0.05 

0.37 

0.01 

- 

- 

- 

- 

- 

0.009 

0.071 

0.007 

0.064 

0.010 

16.20 

Safe 

Udrasar 

0814000101761800 

0.08 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.16 

0.00 

- 

- 

- 

- 

- 

0.005 

0.035 

0.003 

0.031 

0.023 

72.91 

Semi Critical 



0.08 

0.08 

- 

0.08 

- 

0.08 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.013 

0.093 

0.009 

0.084 

0.034 

40.49 

Safe 

Vijaipura 

0813000201683500 

0.11 

0.49 

- 

0.49 

0.01 

0.50 

0.06 

0.46 

0.07 

0.0200 

- 

- 

- 

0.020 

0.091 

0.594 

0.059 

0.534 

0.568 

106.31 

Over Exploited 

Vishwanathpura 

0814000101759000 

0.12 

0.11 

- 

0.11 

- 

0.11 

0.06 

0.38 

0.02 

- 

- 

- 

- 

- 

0.019 

0.134 

0.013 

0.121 

0.070 

58.23 

Safe 


Sub Basin: Sub 5 | 

Akal Ka Tala 

0816000202046400 

0.05 

0.00 

48,347.50 

0.00 

0.04 

0.04 

0.00 

0.01 

0.00 

- 

0.0236 

0.0267 

- 

0.050 

0.051 

0.089 

0.004 

0.085 

0.002 

2.78 

Safe 



0.05 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Away 

0816000202047400 

0.05 

0.01 

2,464.50 

0.02 

0.12 

0.14 

0.00 

0.03 

0.00 

- 

0.0720 

0.1018 

- 

0.174 

0.176 

0.316 

0.016 

0.300 

0.006 

1.99 

Safe 



0.05 

0.02 

2,785.94 

0.02 

- 

0.02 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.003 

0.022 

0.001 

0.021 

0.006 

31.10 

Safe 

Bahia 

0816000102022900 

0.05 

0.00 

137,593.49 

0.00 

0.04 

0.04 

0.00 

0.00 

0.00 

- 

0.0208 

0.0392 

- 

0.060 

0.060 

0.104 

0.005 

0.099 

0.003 

3.50 

Safe 

Bharamsar 

0816000202047700 

0.05 

0.00 

- 

0.00 

0.02 

0.02 

0.00 

0.01 

0.00 

- 

0.0102 

0.0145 

- 

0.025 

0.025 

0.043 

0.004 

0.039 

0.001 

3.29 

Safe 



0.05 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bharewala 

0816000202045400 

0.05 

0.96 

6,134.70 

1.15 

1.04 

2.18 

0.03 

0.16 

0.19 

- 

0.6846 

0.7739 

- 

1.459 

1.652 

3.835 

0.192 

3.643 

0.068 

1.87 

Safe 



0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chinnoo 

0816000202047500 

0.05 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0015 

0.0021 

- 

0.004 

0.004 

0.006 

0.001 

0.006 

0.000 

3.33 

Safe 



0.05 

0.18 

- 

0.18 

0.19 

0.37 

0.02 

0.10 

0.04 

- 

- 

- 

0.287 

0.287 

0.323 

0.695 

0.070 

0.626 

0.020 

3.22 

Safe 

Dadoorewala 

0816000202045200 

0.05 

0.00 

########## 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.93 

4,630.75 

1.12 

1.02 

2.14 

0.02 

0.14 

0.19 

- 

0.5939 

0.8392 

- 

1.433 

1.619 

3.756 

0.188 

3.569 

0.074 

2.07 

Safe 

Ghantiyali 

0816000202047000 

0.05 

0.15 

934.65 

0.18 

0.17 

0.35 

0.01 

0.07 

0.03 

- 

0.0978 

0.1382 

- 

0.236 

0.264 

0.609 

0.030 

0.579 

0.024 

4.20 

Safe 



0.05 

0.00 

108,882.94 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Hariyar 

0816000202046900 

0.05 

0.54 

1,250.69 

0.64 

0.39 

1.03 

0.02 

0.11 

0.10 

- 

0.2265 

0.3201 

- 

0.547 

0.649 

1.682 

0.084 

1.598 

0.056 

3.53 

Safe 



0.05 

0.54 

3,331.63 

0.65 

0.39 

1.04 

0.02 

0.11 

0.10 

- 

0.2269 

0.3206 

- 

0.548 

0.650 

1.686 

0.084 

1.602 

0.056 

3.52 

Safe 

Khariya 

0816000202046700 

0.05 

0.66 

5,113.42 

0.79 

0.48 

1.26 

0.04 

0.24 

0.13 

- 

0.3156 

0.3568 

- 

0.672 

0.802 

2.065 

0.103 

1.962 

0.031 

1.60 

Safe 

Madasar 

0816000202047600 

0.05 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.05 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Malasar 

0816000202045600 

0.05 

0.11 

4,538.21 

0.13 

0.18 

0.31 

0.02 

0.11 

0.02 

- 

0.1167 

0.1320 

- 

0.249 

0.272 

0.580 

0.029 

0.551 

0.012 

2.11 

Safe 



0.05 

0.02 

10,865.00 

0.02 

- 

0.02 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.004 

0.029 

0.001 

0.027 

0.005 

18.31 

Safe 

Mohangarh 

0816000102023000 

0.05 

0.01 

12,068.46 

0.01 

0.13 

0.14 

0.00 

0.01 

0.00 

- 

0.0659 

0.1241 

- 

0.190 

0.191 

0.334 

0.017 

0.317 

0.011 

3.44 

Safe 



0.05 

0.00 

66,009.30 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

611.04 

Over Exploited 

Moharonwala 

0816000202045500 

0.05 

0.11 

9,479.22 

0.13 

0.22 

0.35 

0.02 

0.09 

0.02 

- 

0.1434 

0.1622 

- 

0.306 

0.329 

0.678 

0.034 

0.644 

0.014 

2.22 

Safe 

Nachna 

0816000202046500 

0.05 

0.00 

########## 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 





Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

4.480 

1.20 

0.060 

0.00 

0.00 

0.02 

0.02 

0.00 

0.29 

0.18 

0.00 

0.002 

0.00 

0.00 







Command 

Younger Alluvium 

247.987 

1.20 

0.150 

0.04 

0.00 

0.85 

0.96 

0.00 

43.01 

26.06 

0.00 

0.118 

0.13 

0.21 






Non-command 

Non-command 

Younger Alluvium 

25.182 

1.20 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

4.55 

2.75 

0.00 

0.012 

0.01 

0.02 


Panche Ka Tala 

0816000202046600 

176.462 

Fresh 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.473 

2.71 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.11 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

151.388 

2.71 

0.150 

0.02 

0.00 

0.62 

0.88 

0.00 

60.05 

36.51 

0.00 

0.072 

0.17 

0.28 


Raichandwala 

0816000202045700 

92.796 

Saline 

Non-command 

Non-command 

Younger Alluvium 

6.819 

1.08 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

1.10 

0.64 

0.00 

0.003 

0.02 

0.03 


Rehrund 

0816000102023100 

131.150 

Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

81.109 

1.21 

0.060 

0.01 

0.00 

0.11 

0.16 

0.01 

5.64 

3.33 

0.00 

0.039 

0.11 

0.19 






Non-command 

Non-command 

Tertiary Sandstone 

17.321 

1.21 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

1.26 

0.75 

0.00 

0.008 

0.02 

0.04 


Rohironwala 

0816000202045300 

176.364 

Fresh 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.117 

4.65 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Younger Alluvium 

0.007 

4.65 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

176.240 

4.65 

0.150 

0.03 

0.00 

0.48 

0.68 

0.00 

121.86 

72.32 

0.00 

0.084 

0.20 

0.34 


Satyaya 

0816000202047100 

255.769 

Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

26.254 

0.53 

0.060 

0.00 

0.00 

0.07 

0.10 

0.00 

0.66 

0.40 

0.00 

0.013 

0.02 

0.03 







Command 

Younger Alluvium 

3.201 

0.53 

0.150 

0.00 

0.00 

0.01 

0.01 

0.00 

0.23 

0.14 

0.00 

0.002 

0.00 

0.00 


Shekhon Ka Tala 

0816000202046800 

120.576 

Fresh 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

3.441 

2.70 

0.150 

0.00 

0.00 

0.01 

0.01 

0.00 

1.37 

0.83 

0.00 

0.002 

0.01 

0.01 





Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

101.313 

2.70 

0.150 

0.02 

0.00 

0.35 

0.39 

0.00 

40.27 

24.40 

0.00 

0.048 

0.17 

0.27 

16005034 

Ajeri 

0815000101907900 

35.745 

Fresh 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

31.908 

-0.04 

0.030 

0.02 

0.00 

0.04 

0.06 

0.00 

0.00 

0.00 

0.01 

0.054 

0.17 

0.28 


Amarpura 

0815000101909800 

12.522 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

2.615 

0.12 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.08 

0.004 

0.04 

0.06 


Anopnagar 

0815000101909900 

11.491 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

1.860 

0.13 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.05 

0.003 

0.03 

0.05 


Askandra 

0816000202048400 

116.675 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

13.508 

0.01 

0.060 

0.00 

0.00 

0.02 

0.03 

0.00 

-0.04 

-0.02 

0.00 

0.006 

0.02 

0.04 







Command 

Vindhyan Sandstone 

33.202 

0.01 

0.060 

0.01 

0.00 

0.05 

0.06 

0.00 

-0.09 

-0.05 

0.00 

0.016 

0.06 

0.09 






Non-command 

Non-command 

Tertiary Sandstone 

9.013 

0.01 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.02 

0.02 





Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

44.468 

0.01 

0.060 

0.01 

0.00 

0.06 

0.09 

0.00 

-0.12 

-0.07 

0.00 

0.021 

0.07 

0.12 







Command 

Vindhyan Sandstone 

0.047 

0.01 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Tertiary Sandstone 

8.995 

0.01 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.02 

0.02 


Away 

0816000202047400 

115.603 

Fresh 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

0.569 

0.36 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Younger Alluvium 

0.216 

0.36 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

13.061 

0.36 

0.060 

0.00 

0.00 

0.05 

0.08 

0.00 

0.16 

0.10 

0.00 

0.006 

0.02 

0.04 







Command 

Younger Alluvium 

40.718 

0.36 

0.150 

0.01 

0.00 

0.17 

0.24 

0.00 

1.82 

1.12 

0.00 

0.019 

0.07 

0.11 






Non-command 

Non-command 

Vindhyan Sandstone 

20.290 

0.36 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.44 

0.27 

0.00 

0.010 

0.03 

0.06 







Non-command 

Younger Alluvium 

14.690 

0.36 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.80 

0.49 

0.00 

0.007 

0.03 

0.04 


Balana 

0816000102023200 

271.411 

Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

0.963 

0.45 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Tertiary Sandstone 

0.001 

0.45 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Baroo 

0815000101908200 

111.871 

Fresh 

IGNP Canal System Stage II 

Command 

Bilara Limestone 

89.096 

0.01 

0.040 

0.28 

0.01 

0.12 

0.17 

0.00 

0.01 

0.01 

0.91 

0.152 

0.15 

0.25 







Command 

Vindhyan Sandstone 

12.648 

0.01 

0.030 

0.04 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.14 

0.022 

0.02 

0.04 






Non-command 

Non-command 

Vindhyan Sandstone 

0.575 

0.01 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.00 

0.00 





Saline 

IGNP Canal System Stage II 

Command 

Bilara Limestone 

9.551 

0.01 

0.040 

0.02 

0.00 

0.01 

0.02 

0.00 

-0.01 

0.00 

0.08 

0.016 

0.02 

0.03 


Bhadariya 

0816000202047300 

29.275 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

5.035 

-0.14 

0.060 

0.00 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.00 

0.002 

0.03 

0.05 







Command 

Vindhyan Sandstone 

6.528 

-0.14 

0.060 

0.00 

0.00 

0.03 

0.04 

0.00 

0.00 

0.00 

0.00 

0.003 

0.04 

0.07 







Command 

Younger Alluvium 

0.610 

-0.14 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 






Non-command 

Non-command 

Tertiary Sandstone 

12.184 

-0.14 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.08 

0.13 







Non-command 

Vindhyan Sandstone 

0.023 

-0.14 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

0.088 

-0.14 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

1.957 

-0.14 

0.060 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 







Command 

Younger Alluvium 

0.812 

-0.14 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Non-command 

Non-command 

Tertiary Sandstone 

2.037 

-0.14 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 


Bhadlachuhron Ki Ba 

0815000101907800 

117.820 

Fresh 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

29.528 

0.11 

0.030 

0.03 

0.00 

0.10 

0.11 

0.00 

-0.09 

-0.05 

0.04 

0.050 

0.05 

0.08 





Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

63.062 

0.11 

0.030 

0.06 

0.00 

0.22 

0.24 

0.00 

-0.19 

-0.12 

0.08 

0.107 

0.10 

0.17 






Non-command 

Non-command 

Vindhyan Sandstone 

14.711 

0.11 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.02 

0.025 

0.02 

0.04 


Chhayan-I 

0816000202049400 

55.633 

Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

0.001 

1.19 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chhayan-li 

0816000202049500 

80.879 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

5.170 

0.59 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.07 

0.005 

0.01 

0.02 







Non-command 

Vindhyan Sandstone 

18.586 

0.59 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.29 

0.18 

0.24 

0.016 

0.04 

0.07 





Saline 

Non-command 

Non-command 

Bilara Limestone 

1.983 

0.59 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.02 

0.002 

0.00 

0.01 







Non-command 

Vindhyan Sandstone 

4.685 

0.59 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.02 

0.004 

0.01 

0.02 


Chinnoo 

0816000202047500 

97.514 

Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

10.963 

-0.28 

0.060 

0.00 

0.00 

0.03 

0.04 

0.00 

0.00 

0.00 

0.00 

0.005 

0.02 

0.04 







Command 

Younger Alluvium 

0.001 

-0.28 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Vindhyan Sandstone 

0.849 

-0.28 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

1.468 

-0.28 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 


Dedasari 

0815000101908800 

74.160 

Fresh 

IGNP Canal System Stage II 

Command 

Bilara Limestone 

31.933 

0.15 

0.040 

0.03 

0.00 

0.04 

0.06 

0.00 

0.11 

0.07 

0.05 

0.054 

0.08 

0.13 






Non-command 

Non-command 

Bilara Limestone 

0.015 

0.15 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage II 

Command 

Bilara Limestone 

0.013 

0.15 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dholiya 

0815000101908600 

103.197 

Fresh 

IGNP Canal System Stage II 

Command 

Bilara Limestone 

12.989 

0.02 

0.040 

0.03 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.09 

0.022 

0.02 

0.04 







Command 

Vindhyan Sandstone 

0.686 

0.02 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 






Non-command 

Non-command 

Bilara Limestone 

42.723 

0.02 

0.040 

0.09 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.28 

0.073 

0.08 

0.13 







Non-command 

Vindhyan Sandstone 

8.135 

0.02 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.06 

0.014 

0.02 

0.02 





Saline 

IGNP Canal System Stage II 

Command 

Bilara Limestone 

21.611 

0.02 

0.040 

0.04 

0.00 

0.03 

0.04 

0.00 

-0.02 

-0.01 

0.11 

0.037 

0.04 

0.06 






Non-command 

Non-command 

Bilara Limestone 

17.053 

0.02 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.08 

0.029 

0.03 

0.05 


Didhoo 

0816000202048500 

184.306 

Fresh 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

12.658 

-0.11 

0.060 

0.00 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.00 

0.006 

0.01 

0.02 






Non-command 

Non-command 

Bilara Limestone 

0.812 

-0.11 

0.050 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 


( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.05 

0.00 

34,702.41 

0.00 

0.03 

0.03 

0.00 

0.00 

0.00 

- 

0.0215 

0.0243 

- 

0.046 

0.046 

0.079 

0.004 

0.075 

0.002 

2.85 

Safe 



0.05 

1.55 

1,578.54 

1.86 

1.80 

3.66 

0.02 

0.15 

0.30 

- 

1.1914 

1.3468 

- 

2.538 

2.843 

6.507 

0.325 

6.182 

0.118 

1.92 

Safe 



0.05 

0.02 

17,106.99 

0.02 

- 

0.02 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.003 

0.022 

0.001 

0.021 

0.012 

56.66 

Safe 

Panche Ka Tala 

081600020204660C 

0.05 

0.00 

908,500.27 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0027 

0.0039 

- 

0.007 

0.007 

0.011 

0.001 

0.011 

0.000 

2.11 

Safe 



0.05 

1.29 

2,739.13 

1.54 

1.49 

3.04 

0.03 

0.20 

0.25 

- 

0.8728 

1.2333 

- 

2.106 

2.357 

5.395 

0.270 

5.125 

0.072 

1.41 

Safe 

Raichandwala 

0816000202045700 

0.05 

0.01 

12,447.83 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.003 

47.22 

Safe 

Rehrund 

0816000102023100 

0.05 

0.46 

628.98 

0.55 

0.28 

0.83 

0.02 

0.13 

0.08 

- 

0.1559 

0.2203 

0.017 

0.393 

0.477 

1.303 

0.065 

1.238 

0.039 

3.13 

Safe 



0.05 

0.02 

3,475.81 

0.03 

- 

0.03 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.004 

0.029 

0.001 

0.027 

0.008 

30.22 

Safe 

Rohironwala 

0816000202045300 

0.05 

0.00 

########## 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0004 

0.0006 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

3.14 

Safe 



0.05 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

1.76 

4,010.07 

2.11 

1.16 

3.27 

0.04 

0.24 

0.36 

- 

0.6774 

0.9572 

- 

1.635 

1.991 

5.263 

0.263 

5.000 

0.084 

1.68 

Safe 

Satyaya 

0816000202047100 

0.05 

0.03 

1,447.83 

0.03 

0.17 

0.20 

0.00 

0.02 

0.00 

- 

0.1009 

0.1426 

- 

0.244 

0.248 

0.452 

0.023 

0.430 

0.013 

2.92 

Safe 



0.05 

0.00 

36,593.40 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

- 

0.0123 

0.0174 

- 

0.030 

0.030 

0.051 

0.003 

0.049 

0.002 

3.14 

Safe 

Shekhon Ka Tala 

0816000202046800 

0.05 

0.00 

85,715.86 

0.00 

0.02 

0.03 

0.00 

0.01 

0.00 

- 

0.0165 

0.0187 

- 

0.035 

0.035 

0.062 

0.003 

0.058 

0.002 

2.81 

Safe 



0.05 

0.84 

2,816.57 

1.00 

0.74 

1.74 

0.03 

0.20 

0.16 

- 

0.4867 

0.5502 

- 

1.037 

1.199 

2.939 

0.147 

2.792 

0.048 

1.73 

Safe 

Ajeri 

0815000101907900 

0.07 

0.39 

- 

0.39 

0.11 

0.49 

0.03 

0.21 

0.07 

- 

0.0613 

0.0866 

- 

0.148 

0.222 

0.713 

0.071 

0.642 

0.066 

10.34 

Safe 

Amarpura 

0815000101909800 

0.07 

0.01 

182.98 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.010 

0.080 

841.04 

Over Exploited 

Anopnagar 

0815000101909900 

0.07 

0.00 

211.52 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.005 

0.057 

1,087.91 

Over Exploited 

Askandra 

0816000202048400 

0.05 

0.02 

(260.93) 

0.01 

0.04 

0.06 

0.00 

0.03 

0.00 

- 

0.0260 

0.0367 

- 

0.063 

0.065 

0.122 

0.006 

0.116 

0.006 

5.56 

Safe 



0.05 

0.09 

(158.71) 

0.07 

0.11 

0.18 

0.01 

0.07 

0.02 

- 

0.0638 

0.0902 

- 

0.154 

0.171 

0.354 

0.018 

0.337 

0.016 

4.71 

Safe 



0.05 

0.01 

(71.97) 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.006 

0.004 

67.56 

Safe 



0.05 

0.16 

(145.16) 

0.13 

0.15 

0.28 

0.01 

0.09 

0.03 

- 

0.0855 

0.1208 

- 

0.206 

0.238 

0.516 

0.026 

0.490 

0.021 

4.34 

Safe 



0.05 

0.00 

(53,275.78) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.01 

(71.86) 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.006 

0.004 

67.69 

Safe 

Away 

0816000202047400 

0.05 

0.00 

15,074.27 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

- 

0.0033 

0.0046 

- 

0.008 

0.008 

0.014 

0.001 

0.013 

0.000 

2.11 

Safe 



0.05 

0.00 

147,629.36 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0012 

0.0018 

- 

0.003 

0.003 

0.005 

0.000 

0.005 

0.000 

2.12 

Safe 



0.05 

0.01 

554.59 

0.02 

0.13 

0.15 

0.00 

0.03 

0.00 

- 

0.0753 

0.1064 

- 

0.182 

0.185 

0.331 

0.017 

0.314 

0.006 

1.98 

Safe 



0.05 

0.14 

691.19 

0.17 

0.40 

0.57 

0.01 

0.08 

0.03 

- 

0.2347 

0.3317 

- 

0.567 

0.594 

1.166 

0.058 

1.108 

0.019 

1.76 

Safe 



0.05 

0.04 

671.71 

0.04 

- 

0.04 

0.01 

0.04 

0.01 

- 

- 

- 

- 

- 

0.007 

0.049 

0.002 

0.047 

0.010 

20.79 

Safe 



0.05 

0.02 

2,565.03 

0.02 

- 

0.02 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.004 

0.026 

0.001 

0.024 

0.007 

28.72 

Safe 

Balana 

0816000102023200 

0.05 

0.00 

43,472.46 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0019 

0.0026 

- 

0.005 

0.005 

0.008 

0.000 

0.007 

0.000 

6.28 

Safe 



0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Baroo 

0815000101908200 

0.07 

0.96 

(99.10) 

0.77 

0.30 

1.07 

0.03 

0.18 

0.18 

0.0300 

0.1712 

0.2419 

- 

0.443 

0.626 

1.697 

0.085 

1.612 

1.059 

65.68 

Safe 



0.07 

0.02 

(92.76) 

0.02 

0.04 

0.06 

0.00 

0.03 

0.00 

0.0100 

0.0243 

0.0343 

- 

0.069 

0.072 

0.129 

0.006 

0.123 

0.166 

134.69 

Over Exploited 



0.07 

0.00 

150.04 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.013 

24,572.94 

Over Exploited 



0.07 

0.01 

(142.61) 

0.01 

0.03 

0.04 

0.00 

0.02 

0.00 

- 

0.0184 

0.0259 

- 

0.044 

0.046 

0.087 

0.004 

0.082 

0.092 

112.08 

Over Exploited 

Bhadariya 

0816000202047300 

0.05 

0.01 

- 

0.01 

0.05 

0.06 

0.01 

0.04 

0.00 

- 

0.0290 

0.0410 

- 

0.070 

0.072 

0.130 

0.013 

0.117 

0.002 

2.06 

Safe 



0.05 

0.01 

- 

0.01 

0.06 

0.08 

0.01 

0.05 

0.00 

- 

0.0376 

0.0532 

- 

0.091 

0.094 

0.172 

0.017 

0.155 

0.003 

2.01 

Safe 



0.05 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

- 

0.0035 

0.0050 

- 

0.009 

0.009 

0.015 

0.001 

0.013 

0.000 

2.21 

Safe 



0.05 

0.05 

- 

0.05 

- 

0.05 

0.02 

0.10 

0.01 

- 

- 

- 

- 

- 

0.010 

0.059 

0.006 

0.053 

0.006 

10.91 

Safe 



0.05 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.00 

- 

0.00 

0.02 

0.02 

0.00 

0.02 

0.00 

- 

0.0113 

0.0159 

- 

0.027 

0.027 

0.048 

0.005 

0.043 

0.001 

2.16 

Safe 



0.05 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0047 

0.0066 

- 

0.011 

0.011 

0.020 

0.002 

0.018 

0.000 

2.20 

Safe 



0.05 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.001 

65.26 

Safe 

Bhadlachuhron Ki Ba 

0815000101907800 

0.07 

0.10 

(153.94) 

0.08 

0.21 

0.30 

0.01 

0.06 

0.02 

- 

0.1419 

0.1604 

- 

0.302 

0.322 

0.618 

0.031 

0.587 

0.086 

14.71 

Safe 



0.07 

0.46 

(125.82) 

0.37 

0.46 

0.83 

0.02 

0.13 

0.09 

0.0100 

0.3030 

0.3425 

- 

0.656 

0.746 

1.574 

0.079 

1.495 

0.191 

12.80 

Safe 



0.07 

0.03 

42.64 

0.03 

- 

0.03 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.005 

0.035 

0.002 

0.033 

0.049 

147.10 

Over Exploited 

Chhayan-I 

0816000202049400 

0.03 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chhayan-li 

0816000202049500 

0.04 

0.00 

2,631.71 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.003 

0.077 

2,281.52 

Over Exploited 



0.03 

0.02 

630.80 

0.03 

- 

0.03 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.015 

0.044 

0.002 

0.042 

0.256 

610.09 

Over Exploited 



0.04 

0.00 

7,393.72 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.026 

5,214.06 

Over Exploited 



0.03 

0.00 

2,493.16 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.026 

1,264.93 

Over Exploited 

Chinnoo 

0816000202047500 

0.05 

0.01 

- 

0.01 

0.07 

0.08 

0.00 

0.03 

0.00 

- 

0.0421 

0.0595 

- 

0.102 

0.104 

0.189 

0.019 

0.170 

0.005 

3.09 

Safe 



0.05 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Dedasari 

0815000101908800 

0.07 

0.18 

(62.20) 

0.15 

0.11 

0.25 

0.02 

0.10 

0.04 

- 

0.0614 

0.0867 

- 

0.148 

0.183 

0.435 

0.022 

0.414 

0.108 

26.20 

Safe 



0.07 

0.00 

262,837.70 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dholiya 

0815000101908600 

0.07 

0.02 

(112.31) 

0.02 

0.04 

0.06 

0.00 

0.03 

0.00 

- 

0.0250 

0.0353 

- 

0.060 

0.064 

0.125 

0.006 

0.118 

0.108 

91.30 

Critical 



0.07 

0.00 

(2,058.12) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0013 

0.0019 

- 

0.003 

0.003 

0.006 

0.000 

0.005 

0.001 

22.30 

Safe 



0.07 

0.24 

(68.99) 

0.19 

- 

0.19 

0.02 

0.09 

0.04 

0.0100 

- 

- 

- 

0.010 

0.055 

0.245 

0.012 

0.233 

0.354 

152.08 

Over Exploited 



0.07 

0.01 

74.29 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.002 

0.012 

0.001 

0.011 

0.074 

650.09 

Over Exploited 



0.07 

0.06 

(117.45) 

0.05 

0.07 

0.12 

0.01 

0.05 

0.01 

- 

0.0415 

0.0587 

- 

0.100 

0.112 

0.231 

0.012 

0.220 

0.146 

66.32 

Safe 



0.07 

0.04 

(32.04) 

0.03 

- 

0.03 

0.01 

0.04 

0.01 

- 

- 

- 

- 

- 

0.007 

0.037 

0.002 

0.036 

0.113 

318.00 

Over Exploited 

Didhoo 

0816000202048500 

0.05 

0.01 

- 

0.01 

0.04 

0.05 

0.00 

0.02 

0.00 

- 

0.0243 

0.0344 

- 

0.059 

0.060 

0.110 

0.011 

0.099 

0.006 

6.09 

Safe 



0.05 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 







Non-command 

Vindhyan Sandstone 

26.604 

-0.11 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.013 

0.03 

0.05 





Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

2.452 

-0.11 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 







Command 

Vindhyan Sandstone 

0.617 

-0.11 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Tertiary Sandstone 

0.797 

-0.11 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Vindhyan Sandstone 

7.565 

-0.11 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.01 

0.01 


Durgani 

0815000101910400 

38.557 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

34.729 

0.02 

0.040 

0.05 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.12 

0.059 

0.17 

0.27 


Durjani 

0815000101908000 

77.741 

Fresh 

IGNP Canal System Stage II 

Command 

Bilara Limestone 

61.031 

0.08 

0.040 

0.05 

0.00 

0.08 

0.12 

0.00 

0.05 

0.03 

0.07 

0.104 

0.15 

0.24 







Command 

Vindhyan Sandstone 

16.190 

0.08 

0.030 

0.02 

0.00 

0.02 

0.03 

0.00 

0.01 

0.00 

0.02 

0.028 

0.04 

0.06 






Non-command 

Non-command 

Bilara Limestone 

0.032 

0.08 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage II 

Command 

Bilara Limestone 

0.078 

0.08 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Bilara Limestone 

0.229 

0.08 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ghantiyali 

0816000202047000 

162.219 

Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

48.249 

0.90 

0.060 

0.01 

0.00 

0.07 

0.09 

0.00 

2.46 

1.46 

0.00 

0.023 

0.06 

0.09 






Non-command 

Non-command 

Tertiary Sandstone 

11.577 

0.90 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.63 

0.37 

0.00 

0.006 

0.01 

0.02 


Jesari 

0815000101908400 

88.305 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

38.457 

-0.17 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.065 

0.08 

0.13 







Non-command 

Vindhyan Sandstone 

42.567 

-0.17 

0.030 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.072 

0.09 

0.15 


Jharasar 

0815000101910500 

29.925 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

6.389 

0.24 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.08 

0.011 

0.04 

0.06 


Jodhani @ Tepoo 

0815000101910200 

29.853 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

29.853 

0.01 

0.040 

0.04 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.08 

0.051 

0.19 

0.30 


Kanasi Moti 

0815000101910300 

9.496 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

8.710 

0.00 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.12 

0.015 

0.17 

0.28 







Non-command 

Vindhyan Sandstone 

0.786 

0.00 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.03 


Keroo 

0816000102023400 

155.817 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

0.264 

0.02 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khakhuri 

0815000101909700 

36.059 

Fresh 

IGNP Canal System Stage II 

Command 

Bilara Limestone 

10.499 

0.17 

0.040 

0.02 

0.00 

0.01 

0.02 

0.00 

0.06 

0.04 

0.04 

0.018 

0.06 

0.09 






Non-command 

Non-command 

Bilara Limestone 

0.156 

0.17 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khetusar 

0815000101908700 

27.012 

Fresh 

IGNP Canal System Stage II 

Command 

Bilara Limestone 

7.579 

0.03 

0.040 

0.01 

0.00 

0.01 

0.01 

0.00 

-0.01 

0.00 

0.02 

0.013 

0.05 

0.09 






Non-command 

Non-command 

Bilara Limestone 

16.500 

0.03 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.04 

0.028 

0.12 

0.19 





Saline 

Non-command 

Non-command 

Bilara Limestone 

2.934 

0.03 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.005 

0.02 

0.03 


Madpura 

0815000101910100 

6.090 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

6.090 

0.03 

0.040 

0.04 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.16 

0.010 

0.19 

0.30 


Mashala 

0815000101908300 

42.032 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

3.912 

-0.16 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.007 

0.02 

0.03 


Modkiya 

0815000101910000 

42.806 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

32.402 

0.03 

0.040 

0.04 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.09 

0.055 

0.14 

0.23 





Saline 

Non-command 

Non-command 

Bilara Limestone 

4.048 

0.03 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.007 

0.02 

0.03 


Nachna 

0816000202046500 

391.492 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

11.818 

1.20 

0.060 

0.00 

0.00 

0.04 

0.05 

0.00 

0.77 

0.47 

0.00 

0.006 

0.01 

0.01 







Command 

Younger Alluvium 

39.208 

1.20 

0.150 

0.01 

0.00 

0.13 

0.15 

0.00 

6.80 

4.12 

0.00 

0.019 

0.02 

0.03 






Non-command 

Non-command 

Tertiary Sandstone 

15.487 

1.20 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

1.12 

0.68 

0.00 

0.007 

0.01 

0.01 







Non-command 

Younger Alluvium 

0.236 

1.20 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

29.571 

1.20 

0.150 

0.00 

0.00 

0.10 

0.11 

0.00 

5.12 

3.10 

0.00 

0.014 

0.01 

0.02 






Non-command 

Non-command 

Tertiary Sandstone 

6.966 

1.20 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.50 

0.30 

0.00 

0.003 

0.00 

0.01 


Newa 

0815000101907700 

161.163 

Fresh 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

16.960 

-0.34 

0.030 

0.02 

0.00 

0.05 

0.07 

0.00 

0.00 

0.00 

0.02 

0.029 

0.02 

0.03 





Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

10.821 

-0.34 

0.030 

0.01 

0.00 

0.03 

0.04 

0.00 

0.00 

0.00 

0.01 

0.018 

0.01 

0.02 


Noore Ki Burj 

0815000101908900 

12.635 

Fresh 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

2.334 

0.05 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.004 

0.04 

0.06 


Panche Ka Tala 

0816000202046600 

176.462 

Fresh 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

10.874 

2.71 

0.150 

0.00 

0.00 

0.04 

0.06 

0.00 

4.31 

2.62 

0.00 

0.005 

0.01 

0.02 





Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

13.727 

2.71 

0.150 

0.00 

0.00 

0.06 

0.08 

0.00 

5.44 

3.31 

0.00 

0.007 

0.02 

0.03 


Rathora 

0816000202049700 

25.825 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.719 

0.62 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

1.482 

0.62 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.01 

0.02 


Rola 

0815000101908100 

124.783 

Fresh 

IGNP Canal System Stage II 

Command 

Bilara Limestone 

49.230 

0.17 

0.040 

0.03 

0.00 

0.13 

0.19 

0.00 

0.05 

0.03 

0.02 

0.084 

0.08 

0.12 







Command 

Vindhyan Sandstone 

71.103 

0.17 

0.030 

0.05 

0.00 

0.19 

0.27 

0.00 

-0.05 

-0.03 

0.04 

0.121 

0.11 

0.18 






Non-command 

Non-command 

Vindhyan Sandstone 

1.493 

0.17 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.003 

0.00 

0.00 





Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

1.040 

0.17 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.00 

0.00 






Non-command 

Non-command 

Vindhyan Sandstone 

1.917 

0.17 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.003 

0.00 

0.00 


Sadan 

0816000202049600 

22.237 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

8.518 

-0.12 

0.030 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.008 

0.07 

0.12 







Non-command 

Vindhyan Sandstone 

3.281 

-0.12 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.003 

0.03 

0.05 





Saline 

Non-command 

Non-command 

Bilara Limestone 

0.236 

-0.12 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Vindhyan Sandstone 

1.288 

-0.12 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 


Sakariya 

0816000202047200 

41.761 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

11.998 

0.53 

0.060 

0.00 

0.00 

0.05 

0.07 

0.00 

0.26 

0.16 

0.00 

0.006 

0.06 

0.09 







Command 

Younger Alluvium 

25.835 

0.53 

0.150 

0.00 

0.00 

0.11 

0.15 

0.00 

1.78 

1.09 

0.00 

0.012 

0.12 

0.20 






Non-command 

Non-command 

Tertiary Sandstone 

3.928 

0.53 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.00 

0.002 

0.02 

0.03 


Satyaya 

0816000202047100 

255.769 

Fresh 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

17.105 

0.53 

0.060 

0.00 

0.00 

0.05 

0.07 

0.00 

0.43 

0.26 

0.00 

0.008 

0.01 

0.02 







Command 

Younger Alluvium 

3.117 

0.53 

0.150 

0.00 

0.00 

0.01 

0.01 

0.00 

0.23 

0.14 

0.00 

0.001 

0.00 

0.00 






Non-command 

Non-command 

Tertiary Sandstone 

12.734 

0.53 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.24 

0.00 

0.006 

0.01 

0.02 





Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

54.552 

0.53 

0.060 

0.01 

0.00 

0.15 

0.21 

0.00 

1.39 

0.84 

0.00 

0.026 

0.04 

0.07 







Command 

Younger Alluvium 

5.265 

0.53 

0.150 

0.00 

0.00 

0.01 

0.02 

0.00 

0.38 

0.23 

0.00 

0.003 

0.00 

0.01 






Non-command 

Non-command 

Tertiary Sandstone 

129.215 

0.53 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

4.14 

2.49 

0.00 

0.062 

0.10 

0.16 


Shekhon Ka Tala 

0816000202046800 

120.576 

Fresh 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

15.629 

2.70 

0.150 

0.00 

0.00 

0.05 

0.06 

0.00 

6.21 

3.76 

0.00 

0.007 

0.03 

0.04 





Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.192 

2.70 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.000 

0.00 

0.00 


Sihra 

0815000101914500 

82.215 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

9.401 

0.30 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.08 

0.016 

0.02 

0.03 


Sonalpura 

0815000101910600 

9.526 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.636 

0.12 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.01 

0.02 


Tadana 

0816000102023300 

166.108 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

22.032 

0.83 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.55 

0.33 

0.00 

0.011 

0.02 

0.04 







Non-command 

Tertiary Sandstone 

72.445 

0.83 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

3.62 

2.17 

0.01 

0.035 

0.08 

0.14 

16005035 

Arandiyan 

0815000101916900 

10.287 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

4.627 

0.07 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.008 

0.10 

0.17 


Bala Ka Gol 

0803000400543800 

6.668 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

6.668 

-0.44 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.21 

0.36 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.05 

0.04 

- 

0.04 

- 

0.04 

0.01 

0.03 

0.01 

- 

- 

- 

- 

- 

0.007 

0.044 

0.004 

0.040 

0.013 

32.13 

Safe 



0.05 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

- 

0.0047 

0.0067 

- 

0.011 

0.011 

0.020 

0.002 

0.018 

0.001 

6.56 

Safe 



0.05 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0012 

0.0017 

- 

0.003 

0.003 

0.005 

0.000 

0.004 

0.000 

6.61 

Safe 



0.05 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.003 

0.004 

112.99 

Over Exploited 

Durgani 

0815000101910400 

0.07 

0.41 

(87.49) 

0.33 

- 

0.33 

0.03 

0.20 

0.08 

- 

- 

- 

- 

- 

0.078 

0.410 

0.020 

0.389 

0.178 

45.77 

Safe 

Durjani 

0815000101908000 

0.07 

0.65 

(95.39) 

0.52 

0.20 

0.72 

0.03 

0.18 

0.12 

- 

0.1173 

0.1657 

- 

0.283 

0.407 

1.125 

0.056 

1.069 

0.169 

15.81 

Safe 



0.07 

0.05 

(91.43) 

0.04 

0.05 

0.09 

0.01 

0.05 

0.01 

- 

0.0311 

0.0440 

- 

0.075 

0.084 

0.173 

0.009 

0.165 

0.052 

31.29 

Safe 



0.07 

0.00 

54,621.67 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.07 

0.00 

4,313.23 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ghantiyali 

0816000202047000 

0.05 

0.13 

991.77 

0.16 

0.16 

0.32 

0.01 

0.07 

0.02 

- 

0.0927 

0.1310 

- 

0.224 

0.248 

0.567 

0.028 

0.539 

0.023 

4.28 

Safe 



0.05 

0.01 

4,725.46 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.010 

0.006 

54.73 

Safe 

Jesari 

0815000101908400 

0.07 

0.22 

- 

0.22 

- 

0.22 

0.02 

0.10 

0.04 

- 

- 

- 

- 

- 

0.042 

0.266 

0.027 

0.239 

0.097 

40.75 

Safe 



0.07 

0.27 

- 

0.27 

- 

0.27 

0.02 

0.11 

0.05 

- 

- 

- 

- 

- 

0.052 

0.326 

0.033 

0.293 

0.120 

41.11 

Safe 

Jharasar 

0815000101910500 

0.07 

0.02 

185.80 

0.02 

- 

0.02 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.003 

0.025 

0.001 

0.024 

0.087 

366.00 

Over Exploited 

Jodhani @ Tepoo 

0815000101910200 

0.07 

0.40 

(91.34) 

0.32 

- 

0.32 

0.04 

0.23 

0.08 

- 

- 

- 

- 

- 

0.075 

0.392 

0.020 

0.372 

0.127 

34.06 

Safe 

Kanasi Moti 

0815000101910300 

0.07 

0.11 

(81.67) 

0.09 

- 

0.09 

0.03 

0.21 

0.02 

- 

- 

- 

- 

- 

0.020 

0.105 

0.005 

0.100 

0.134 

133.83 

Over Exploited 



0.07 

0.00 

(88.46) 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.013 

1,637.53 

Over Exploited 

Keroo 

0816000102023400 

0.04 

0.00 

2,870.89 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khakhuri 

0815000101909700 

0.07 

0.04 

(10.58) 

0.04 

0.03 

0.07 

0.01 

0.07 

0.01 

- 

0.0202 

0.0285 

0.001 

0.049 

0.057 

0.128 

0.006 

0.122 

0.061 

49.91 

Safe 



0.07 

0.00 

7,700.03 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khetusar 

0815000101908700 

0.07 

0.03 

(113.40) 

0.02 

0.02 

0.05 

0.01 

0.06 

0.01 

- 

0.0146 

0.0206 

- 

0.035 

0.040 

0.088 

0.004 

0.084 

0.035 

41.69 

Safe 



0.07 

0.13 

(81.70) 

0.11 

- 

0.11 

0.02 

0.14 

0.03 

- 

- 

- 

- 

- 

0.026 

0.133 

0.007 

0.126 

0.071 

56.22 

Safe 



0.07 

0.00 

(50.59) 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.013 

325.09 

Over Exploited 

Madpura 

0815000101910100 

0.07 

0.08 

(63.54) 

0.06 

- 

0.06 

0.04 

0.22 

0.02 

0.0100 

- 

- 

- 

0.010 

0.025 

0.090 

0.004 

0.085 

0.172 

202.08 

Over Exploited 

Mashala 

0815000101908300 

0.07 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.005 

0.007 

128.69 

Over Exploited 

Modkiya 

0815000101910000 

0.07 

0.33 

(84.51) 

0.26 

- 

0.26 

0.03 

0.17 

0.06 

- 

- 

- 

- 

- 

0.062 

0.323 

0.016 

0.307 

0.141 

46.05 

Safe 



0.07 

0.01 

(37.11) 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.015 

311.30 

Over Exploited 

Nachna 

0816000202046500 

0.05 

0.00 

13,091.40 

0.00 

0.09 

0.09 

0.00 

0.01 

0.00 

- 

0.0568 

0.0642 

- 

0.121 

0.122 

0.212 

0.011 

0.201 

0.006 

2.81 

Safe 



0.05 

0.04 

10,522.27 

0.05 

0.28 

0.33 

0.00 

0.02 

0.01 

- 

0.1884 

0.2129 

- 

0.401 

0.409 

0.740 

0.037 

0.703 

0.019 

2.66 

Safe 



0.05 

0.01 

11,092.25 

0.01 

- 

0.01 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.008 

0.007 

92.13 

Critical 



0.05 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.02 

13,963.13 

0.03 

0.21 

0.24 

0.00 

0.02 

0.00 

- 

0.1421 

0.1606 

- 

0.303 

0.307 

0.548 

0.027 

0.521 

0.014 

2.71 

Safe 



0.05 

0.00 

24,779.65 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.003 

204.83 

Over Exploited 

Newa 

0815000101907700 

0.07 

0.02 

- 

0.02 

0.11 

0.14 

0.00 

0.02 

0.00 

- 

0.0652 

0.0921 

- 

0.157 

0.162 

0.298 

0.030 

0.268 

0.053 

19.71 

Safe 



0.07 

0.01 

- 

0.01 

0.07 

0.08 

0.00 

0.02 

0.00 

- 

0.0416 

0.0588 

- 

0.100 

0.102 

0.184 

0.018 

0.165 

0.030 

18.42 

Safe 

Noore Ki Burj 

0815000101908900 

0.07 

0.01 

(144.83) 

0.00 

0.01 

0.01 

0.01 

0.04 

0.00 

- 

0.0045 

0.0063 

- 

0.011 

0.012 

0.024 

0.001 

0.023 

0.016 

69.38 

Safe 

Panche Ka Tala 

0816000202046600 

0.05 

0.01 

39,413.28 

0.01 

0.11 

0.12 

0.00 

0.01 

0.00 

- 

0.0627 

0.0886 

- 

0.151 

0.153 

0.268 

0.013 

0.255 

0.005 

2.04 

Safe 



0.05 

0.01 

31,201.60 

0.01 

0.14 

0.15 

0.00 

0.02 

0.00 

- 

0.0791 

0.1118 

- 

0.191 

0.193 

0.341 

0.017 

0.324 

0.007 

2.02 

Safe 

Rathora 

0816000202049700 

0.03 

0.00 

4,756.06 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.03 

0.00 

2,244.16 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

203.55 

Over Exploited 

Rola 

0815000101908100 

0.07 

0.26 

(88.37) 

0.21 

0.32 

0.54 

0.01 

0.09 

0.05 

- 

0.1892 

0.2674 

- 

0.457 

0.507 

1.043 

0.052 

0.991 

0.106 

10.68 

Safe 



0.07 

0.55 

(105.14) 

0.44 

0.47 

0.91 

0.02 

0.13 

0.11 

- 

0.2733 

0.3862 

- 

0.659 

0.765 

1.675 

0.084 

1.592 

0.157 

9.87 

Safe 



0.07 

0.00 

1,871.81 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.003 

789.76 

Over Exploited 



0.07 

0.00 

(862.14) 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

- 

0.0040 

0.0056 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.002 

11.25 

Safe 



0.07 

0.00 

1,444.82 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.003 

615.08 

Over Exploited 

Sadan 

0816000202049600 

0.04 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.005 

0.030 

0.003 

0.027 

0.116 

432.92 

Over Exploited 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.003 

0.000 

0.003 

0.033 

1,108.04 

Over Exploited 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.001 

249.63 

Over Exploited 

Sakariya 

0816000202047200 

0.05 

0.03 

371.18 

0.04 

0.12 

0.16 

0.01 

0.07 

0.01 

- 

0.0692 

0.0977 

- 

0.167 

0.173 

0.332 

0.017 

0.316 

0.006 

1.82 

Safe 



0.05 

0.16 

596.42 

0.19 

0.26 

0.44 

0.02 

0.14 

0.03 

- 

0.1489 

0.2105 

- 

0.359 

0.389 

0.832 

0.042 

0.790 

0.012 

1.56 

Safe 



0.05 

0.00 

1,993.04 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.002 

39.31 

Safe 

Satyaya 

0816000202047100 

0.05 

0.01 

2,275.92 

0.01 

0.11 

0.13 

0.00 

0.02 

0.00 

- 

0.0657 

0.0929 

- 

0.159 

0.161 

0.286 

0.014 

0.272 

0.008 

3.00 

Safe 



0.05 

0.00 

37,591.88 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

- 

0.0120 

0.0169 

- 

0.029 

0.029 

0.050 

0.002 

0.047 

0.001 

3.14 

Safe 



0.05 

0.01 

3,922.00 

0.01 

- 

0.01 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.008 

0.006 

75.83 

Semi Critical 



0.05 

0.11 

650.21 

0.13 

0.36 

0.49 

0.01 

0.05 

0.02 

- 

0.2097 

0.2963 

- 

0.506 

0.527 

1.020 

0.051 

0.969 

0.026 

2.69 

Safe 



0.05 

0.00 

22,202.39 

0.00 

0.03 

0.04 

0.00 

0.00 

0.00 

- 

0.0202 

0.0286 

- 

0.049 

0.049 

0.085 

0.004 

0.081 

0.003 

3.12 

Safe 



0.05 

0.63 

298.24 

0.75 

- 

0.75 

0.02 

0.12 

0.12 

- 

- 

- 

- 

- 

0.118 

0.870 

0.043 

0.826 

0.062 

7.47 

Safe 

Shekhon Ka Tala 

0816000202046800 

0.05 

0.02 

18,796.84 

0.02 

0.11 

0.14 

0.00 

0.03 

0.00 

- 

0.0751 

0.0849 

- 

0.160 

0.164 

0.301 

0.015 

0.286 

0.007 

2.61 

Safe 



0.05 

0.00 

########## 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0009 

0.0010 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

2.84 

Safe 

Sihra 

0815000101914500 

0.07 

0.01 

483.75 

0.02 

- 

0.02 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.003 

0.020 

0.001 

0.019 

0.092 

491.02 

Over Exploited 

Sonalpura 

0815000101910600 

0.07 

0.00 

1,364.54 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.023 

3,123.10 

Over Exploited 

Tadana 

0816000102023300 

0.04 

0.02 

1,398.91 

0.03 

- 

0.03 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.004 

0.030 

0.002 

0.029 

0.011 

36.54 

Safe 



0.05 

0.30 

631.46 

0.36 

- 

0.36 

0.01 

0.10 

0.05 

- 

- 

- 

- 

- 

0.054 

0.410 

0.020 

0.389 

0.047 

11.97 

Safe 

Arandiyan 

0815000101916900 

0.07 

0.03 

(82.11) 

0.03 

- 

0.03 

0.02 

0.12 

0.01 

- 

- 

- 

- 

- 

0.007 

0.033 

0.002 

0.031 

0.008 

25.17 

Safe 

Bala Ka Gol 

0803000400543800 

0.10 

0.14 

- 

0.14 

- 

0.14 

0.05 

0.27 

0.04 

- 

- 

- 

- 

- 

0.037 

0.179 

0.018 

0.161 

- 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Bandhala 

080300050055010C 

17.739 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

8.246 

-0.43 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.024 

0.10 

0.18 


Bari Seer 

0815000101911600 

107.075 

Fresh 

IGNP Canal System Stage II 

Command 

Bilara Limestone 

12.362 

0.47 

0.040 

0.01 

0.00 

0.03 

0.05 

0.00 

0.17 

0.10 

0.00 

0.021 

0.02 

0.04 





Saline 

IGNP Canal System Stage II 

Command 

Bilara Limestone 

27.967 

0.47 

0.040 

0.02 

0.00 

0.06 

0.11 

0.00 

0.38 

0.23 

0.00 

0.048 

0.05 

0.08 







Command 

Older Alluvium 

19.089 

0.47 

0.120 

0.01 

0.00 

0.04 

0.07 

0.00 

0.96 

0.59 

0.00 

0.033 

0.04 

0.06 







Command 

Vindhyan Sandstone 

20.913 

0.47 

0.030 

0.01 

0.00 

0.04 

0.08 

0.00 

0.18 

0.11 

0.00 

0.036 

0.04 

0.06 


Bhadla 

0803000500554900 

141.407 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

109.960 

0.19 

0.040 

0.16 

0.00 

0.00 

0.00 

0.00 

0.99 

0.58 

0.19 

0.325 

0.19 

0.33 


Bhane Ka Gaon 

0803000400541200 

30.587 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

12.034 

-0.23 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.08 

0.14 







Non-command 

Vindhyan Sandstone 

10.766 

-0.23 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.08 

0.13 


Bheloo 

0803000400545400 

116.761 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

86.271 

0.00 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.17 

0.28 


Bhom Akhesingh 

0803000400542600 

7.893 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

7.893 

0.03 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.21 

0.36 


Bhom Hemsingh 

0803000400542700 

11.177 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

11.177 

-0.10 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.21 

0.36 


Bhom Naharsingh 

0803000400542800 

7.779 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

7.779 

-0.18 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.21 

0.36 


Boogdi 

0815000101924000 

82.538 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

40.230 

0.09 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.00 

0.069 

0.12 

0.20 


Chak Vijaisinghpura 

0803000400544400 

17.501 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.052 

-0.50 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Chakhu 

0815000101916500 

23.770 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

6.401 

0.63 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.00 

0.011 

0.06 

0.09 


Dasori 

0803000400543300 

46.104 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

37.490 

-0.01 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.000 

0.18 

0.30 


Dawa 

0803000500556500 

61.606 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

2.585 

0.35 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.008 

0.01 

0.02 


Dhadharwala 

0815000101917100 

22.846 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.052 

0.06 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dharnok 

0803000500550900 

56.325 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

56.325 

-0.22 

0.040 

0.22 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.66 

0.166 

0.22 

0.38 


Dheengsari 

0803000500549900 

73.628 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

53.791 

-0.41 

0.040 

0.14 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.159 

0.17 

0.29 


Gadna 

0815000101911400 

48.634 

Fresh 

IGNP Canal System Stage II 

Command 

Bilara Limestone 

7.428 

1.15 

0.040 

0.00 

0.00 

0.02 

0.03 

0.00 

0.29 

0.18 

0.00 

0.013 

0.03 

0.05 


Girajsar 

0803000400535500 

115.597 

Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

10.697 

-0.09 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 


Govind Nagar 

0803000500554500 

11.267 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

6.893 

0.30 

0.040 

0.04 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.15 

0.020 

0.16 

0.27 


Gurha 

0815000101911900 

5.041 

Fresh 

IGNP Canal System Stage II 

Command 

Bilara Limestone 

4.439 

0.54 

0.040 

0.00 

0.00 

0.01 

0.02 

0.00 

0.07 

0.04 

0.00 

0.008 

0.17 

0.28 





Saline 

IGNP Canal System Stage II 

Command 

Bilara Limestone 

0.602 

0.54 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.04 


Hadan 

0803000400541100 

49.795 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

49.795 

-0.31 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.21 

0.36 


Hansasar 

0803000500554700 

54.281 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

50.650 

0.35 

0.040 

0.10 

0.00 

0.00 

0.00 

0.00 

0.80 

0.47 

0.22 

0.150 

0.24 

0.41 


Hanuman Nagar 

0803000400545500 

11.597 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

11.597 

0.10 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.000 

0.23 

0.39 


Hirai Ki Dhani 

0803000400541800 

12.015 

Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

0.094 

0.26 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jetugo Ki Dhani 

0803000400535300 

12.772 

Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

2.763 

-0.08 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.05 

0.08 


Jhajhoo 

0803000400539200 

122.543 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

6.349 

-0.51 

0.040 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.000 

0.01 

0.02 


Kakkoo 

0803000500554800 

91.664 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

55.374 

0.31 

0.040 

0.18 

0.01 

0.00 

0.00 

0.00 

0.85 

0.50 

0.49 

0.164 

0.16 

0.27 


Kalrawa Bera 

0815000101913200 

30.066 

Fresh 

IGNP Canal System Stage II 

Command 

Bilara Limestone 

0.359 

1.06 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.00 

0.00 






Non-command 

Non-command 

Bilara Limestone 

0.037 

1.06 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kalyan Singh Seer 

0815000101912100 

17.071 

Fresh 

IGNP Canal System Stage II 

Command 

Bilara Limestone 

8.478 

0.53 

0.040 

0.00 

0.00 

0.01 

0.02 

0.00 

0.15 

0.09 

0.00 

0.014 

0.10 

0.15 





Saline 

IGNP Canal System Stage II 

Command 

Bilara Limestone 

0.051 

0.53 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kansingh Ki Seer 

0815000101911800 

131.351 

Fresh 

IGNP Canal System Stage II 

Command 

Bilara Limestone 

6.718 

0.97 

0.040 

0.00 

0.00 

0.01 

0.01 

0.00 

0.24 

0.15 

0.00 

0.011 

0.01 

0.02 






Non-command 

Non-command 

Vindhyan Sandstone 

5.060 

0.97 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.00 

0.009 

0.01 

0.01 





Saline 

IGNP Canal System Stage II 

Command 

Bilara Limestone 

51.557 

0.97 

0.040 

0.03 

0.00 

0.07 

0.10 

0.00 

1.86 

1.13 

0.00 

0.088 

0.08 

0.13 







Command 

Older Alluvium 

3.231 

0.97 

0.120 

0.00 

0.00 

0.00 

0.01 

0.00 

0.37 

0.22 

0.00 

0.006 

0.01 

0.01 







Command 

Vindhyan Sandstone 

23.454 

0.97 

0.030 

0.01 

0.00 

0.03 

0.05 

0.00 

0.62 

0.37 

0.00 

0.040 

0.04 

0.06 






Non-command 

Non-command 

Bilara Limestone 

0.200 

0.97 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Vindhyan Sandstone 

41.130 

0.97 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

1.22 

0.74 

0.00 

0.070 

0.06 

0.10 


Kanwlisar 

0803000500556800 

24.945 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

3.081 

0.43 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.02 

0.009 

0.03 

0.06 


Khajora 

0803000400545300 

20.285 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

18.710 

-0.03 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.000 

0.20 

0.34 


Khakhoosar 

0803000400541000 

13.291 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

13.291 

-0.37 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.21 

0.36 


Khara 

0803000500554600 

13.223 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

13.223 

0.39 

0.040 

0.04 

0.00 

0.00 

0.00 

0.00 

0.25 

0.14 

0.12 

0.039 

0.26 

0.45 


Khara Lohan 

0803000400545100 

28.381 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

28.381 

-0.40 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.000 

0.22 

0.37 


Khariya Malinath 

0803000400542500 

27.661 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

27.661 

-0.11 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.21 

0.36 


Khariya Patawatan 

0803000400542200 

32.680 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

28.421 

0.20 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.13 

0.00 

0.000 

0.19 

0.31 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

4.259 

0.20 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.00 

0.000 

0.03 

0.05 


Khariyabas 

0803000400542400 

3.333 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

3.333 

-0.05 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.21 

0.36 


Kheendasar 

0803000400543400 

91.981 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

91.981 

-0.25 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.22 

0.36 


Khet Bheloo 

0803000400545600 

4.417 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

4.417 

-0.02 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.23 

0.38 


Khetolai Mulwan 

0803000400540900 

22.594 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

6.205 

-0.32 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.06 

0.10 


Khetolai Shimbhoo 

0803000400540500 

14.496 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.286 

-0.23 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Khidrat 

0815000101911700 

72.361 

Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

37.653 

0.61 

0.030 

0.02 

0.00 

0.05 

0.07 

0.00 

0.58 

0.35 

0.01 

0.064 

0.11 

0.18 






Non-command 

Non-command 

Vindhyan Sandstone 

34.707 

0.61 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.65 

0.39 

0.00 

0.059 

0.10 

0.17 


Khikhniya Kundaliya 

0803000400543200 

5.818 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

5.818 

-0.12 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.22 

0.36 


Khikhniya Patta 

0803000400543100 

10.241 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

10.241 

-0.14 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.22 

0.36 


Kisnasar 

0803000500549800 

27.335 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

2.665 

-0.49 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.008 

0.02 

0.04 


Koodsoo 

0803000500551700 

32.382 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

22.371 

0.20 

0.040 

0.33 

0.02 

0.00 

0.00 

0.00 

0.49 

0.29 

1.22 

0.066 

0.18 

0.30 


Kumbhasar 

0803000500551300 

15.105 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

15.105 

-0.06 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.045 

0.23 

0.40 


Ladkhan @ Nayagaon 

0803000400541600 

41.059 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

2.083 

-0.03 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.01 

0.02 







Non-command 

Vindhyan Sandstone 

0.136 

-0.03 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

5.069 

-0.03 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.03 

0.04 







Non-command 

Vindhyan Sandstone 

9.589 

-0.03 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.000 

0.05 

0.08 


Lambana Bhatiyan 

0803000400543600 

13.511 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

13.511 

-0.45 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.22 

0.36 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Bandhala 

0803000500550100 

0.08 

0.07 

- 

0.07 

- 

0.07 

0.03 

0.13 

0.02 

- 

- 

- 

- 

- 

0.017 

0.085 

0.009 

0.077 

0.107 

139.54 

Over Exploited 

Bari Seer 

0815000101911600 

0.07 

0.02 

418.57 

0.02 

0.07 

0.10 

0.00 

0.03 

0.00 

- 

0.0356 

0.0671 

- 

0.103 

0.107 

0.204 

0.010 

0.193 

0.021 

10.88 

Safe 



0.07 

0.10 

127.65 

0.12 

0.17 

0.29 

0.01 

0.06 

0.02 

- 

0.0806 

0.1519 

- 

0.233 

0.254 

0.540 

0.027 

0.513 

0.048 

9.28 

Safe 



0.10 

0.07 

777.19 

0.08 

0.11 

0.19 

0.01 

0.04 

0.01 

- 

0.0550 

0.1037 

- 

0.159 

0.173 

0.366 

0.018 

0.348 

0.033 

9.34 

Safe 



0.07 

0.06 

93.51 

0.07 

0.12 

0.19 

0.01 

0.05 

0.01 

- 

0.0603 

0.1136 

- 

0.174 

0.186 

0.377 

0.019 

0.358 

0.036 

9.94 

Safe 

Bhadla 

0803000500554900 

0.08 

1.71 

(66.12) 

1.36 

- 

1.36 

0.04 

0.23 

0.34 

0.0100 

- 

- 

- 

0.010 

0.348 

1.713 

0.086 

1.627 

0.519 

31.88 

Safe 

Bhane Ka Gaon 

0803000400541200 

0.10 

0.10 

- 

0.10 

- 

0.10 

0.02 

0.11 

0.03 

- 

- 

- 

- 

- 

0.026 

0.127 

0.013 

0.114 

0.024 

21.01 

Safe 



0.10 

0.08 

- 

0.08 

- 

0.08 

0.02 

0.09 

0.02 

- 

- 

- 

- 

- 

0.021 

0.102 

0.010 

0.091 

0.022 

24.07 

Safe 

Bheloo 

0803000400545400 

0.10 

1.43 

- 

1.43 

- 

1.43 

0.04 

0.20 

0.33 

- 

- 

- 

- 

- 

0.331 

1.766 

0.177 

1.590 

- 

- 

Safe 

Bhom Akhesingh 

0803000400542600 

0.10 

0.17 

(96.15) 

0.14 

- 

0.14 

0.05 

0.27 

0.04 

- 

- 

- 

- 

- 

0.043 

0.178 

0.009 

0.169 

- 

- 

Safe 

Bhom Hemsingh 

0803000400542700 

0.10 

0.24 

- 

0.24 

- 

0.24 

0.05 

0.27 

0.06 

- 

- 

- 

- 

- 

0.061 

0.300 

0.030 

0.270 

- 

- 

Safe 

Bhom Naharsingh 

0803000400542800 

0.10 

0.17 

- 

0.17 

- 

0.17 

0.05 

0.27 

0.04 

- 

- 

- 

- 

- 

0.042 

0.209 

0.021 

0.188 

- 

- 

Safe 

Boogdi 

0815000101924000 

0.07 

0.33 

(78.14) 

0.26 

- 

0.26 

0.02 

0.14 

0.07 

- 

- 

- 

- 

- 

0.069 

0.332 

0.017 

0.315 

0.069 

21.73 

Safe 

Chak Vijaisinghpura 

0803000400544400 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

- 

- 

Safe 

Chakhu 

0815000101916500 

0.07 

0.03 

191.14 

0.03 

- 

0.03 

0.01 

0.07 

0.01 

- 

- 

- 

- 

- 

0.005 

0.036 

0.002 

0.034 

0.011 

32.20 

Safe 

Dasori 

0803000400543300 

0.10 

0.67 

- 

0.67 

- 

0.67 

0.04 

0.22 

0.16 

- 

- 

- 

- 

- 

0.159 

0.824 

0.082 

0.742 

0.065 

8.76 

Safe 

Dawa 

0803000500556500 

0.08 

0.00 

815.75 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.008 

255.97 

Over Exploited 

Dhadharwala 

0815000101917100 

0.07 

0.00 

5,180.74 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dharnok 

0803000500550900 

0.08 

1.00 

- 

1.00 

0.01 

1.01 

0.05 

0.28 

0.24 

0.0200 

- 

- 

- 

0.020 

0.263 

1.273 

0.127 

1.145 

0.825 

72.06 

Semi Critical 

Dheengsari 

0803000500549900 

0.08 

0.73 

- 

0.73 

- 

0.73 

0.04 

0.21 

0.17 

0.0100 

- 

- 

- 

0.010 

0.179 

0.911 

0.091 

0.820 

0.512 

62.43 

Safe 

Gadna 

0815000101911400 

0.07 

0.02 

1,104.44 

0.02 

0.05 

0.07 

0.01 

0.03 

0.00 

- 

0.0285 

0.0403 

- 

0.069 

0.072 

0.139 

0.007 

0.132 

0.013 

9.58 

Safe 

Girajsar 

0803000400535500 

0.10 

0.02 

- 

0.02 

- 

0.02 

0.00 

0.02 

0.01 

- 

- 

- 

- 

- 

0.005 

0.026 

0.003 

0.023 

- 

- 

Safe 

Govind Nagar 

0803000500554500 

0.08 

0.09 

(18.33) 

0.07 

- 

0.07 

0.03 

0.19 

0.02 

0.0100 

- 

- 

- 

0.010 

0.026 

0.097 

0.005 

0.093 

0.171 

185.18 

Over Exploited 

Gurha 

0815000101911900 

0.07 

0.05 

(19.20) 

0.04 

0.03 

0.07 

0.03 

0.21 

0.01 

- 

0.0128 

0.0241 

- 

0.037 

0.048 

0.117 

0.006 

0.111 

0.008 

6.81 

Safe 



0.07 

0.00 

491.43 

0.00 

0.00 

0.00 

0.00 

0.03 

0.00 

- 

0.0017 

0.0033 

- 

0.005 

0.005 

0.010 

0.000 

0.009 

0.001 

10.87 

Safe 

Hadan 

0803000400541100 

0.10 

1.06 

- 

1.06 

0.00 

1.06 

0.05 

0.27 

0.27 

- 

- 

- 

0.001 

0.001 

0.274 

1.339 

0.134 

1.205 

0.022 

1.83 

Safe 

Hansasar 

0803000500554700 

0.08 

0.98 

(52.29) 

0.78 

- 

0.78 

0.04 

0.29 

0.18 

0.0100 

- 

- 

- 

0.010 

0.189 

0.974 

0.049 

0.925 

0.373 

40.27 

Safe 

Hanuman Nagar 

0803000400545500 

0.10 

0.27 

(89.94) 

0.21 

- 

0.21 

0.05 

0.28 

0.06 

- 

- 

- 

- 

- 

0.060 

0.274 

0.014 

0.260 

- 

- 

Safe 

Hirai Ki Dhani 

0803000400541800 

0.10 

0.00 

2,437.54 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Jetugo Ki Dhani 

0803000400535300 

0.10 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.003 

0.015 

0.002 

0.014 

- 

- 

Safe 

Jhajhoo 

0803000400539200 

0.10 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.01 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.019 

0.002 

0.017 

0.389 

2,297.24 

Over Exploited 

Kakkoo 

0803000500554800 

0.08 

0.69 

(128.18) 

0.55 

0.01 

0.56 

0.03 

0.19 

0.13 

0.0200 

- 

- 

- 

0.020 

0.147 

0.712 

0.036 

0.676 

0.654 

96.69 

Critical 

Kalrawa Bera 

0815000101913200 

0.07 

0.00 

14,773.95 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0007 

0.0010 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

0.001 

21.70 

Safe 



0.07 

0.00 

159,109.22 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kalyan Singh Seer 

0815000101912100 

0.07 

0.06 

64.52 

0.07 

0.03 

0.10 

0.02 

0.12 

0.01 

- 

0.0163 

0.0230 

- 

0.039 

0.051 

0.147 

0.007 

0.140 

0.014 

10.33 

Safe 



0.07 

0.00 

29,061.36 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kansingh Ki Seer 

0815000101911800 

0.07 

0.00 

2,856.52 

0.01 

0.02 

0.03 

0.00 

0.01 

0.00 

- 

0.0129 

0.0182 

- 

0.031 

0.032 

0.060 

0.003 

0.057 

0.011 

19.98 

Safe 



0.07 

0.00 

3,115.94 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.009 

229.66 

Over Exploited 



0.07 

0.29 

291.55 

0.35 

0.17 

0.52 

0.02 

0.10 

0.06 

- 

0.0991 

0.1400 

- 

0.239 

0.302 

0.819 

0.041 

0.778 

0.088 

11.29 

Safe 



0.10 

0.00 

13,601.37 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0062 

0.0088 

- 

0.015 

0.015 

0.028 

0.001 

0.027 

0.006 

20.74 

Safe 



0.07 

0.06 

525.70 

0.07 

0.08 

0.15 

0.01 

0.04 

0.01 

- 

0.0451 

0.0637 

- 

0.109 

0.122 

0.271 

0.014 

0.257 

0.040 

15.52 

Safe 



0.07 

0.00 

107,972.38 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.18 

302.40 

0.22 

- 

0.22 

0.01 

0.08 

0.04 

- 

- 

- 

- 

- 

0.040 

0.261 

0.013 

0.248 

0.070 

28.26 

Safe 

Kanwlisar 

0803000500556800 

0.08 

0.01 

360.93 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.011 

0.031 

296.18 

Over Exploited 

Khajora 

0803000400545300 

0.10 

0.38 

- 

0.38 

- 

0.38 

0.05 

0.25 

0.09 

- 

- 

- 

- 

- 

0.091 

0.472 

0.047 

0.424 

0.130 

30.63 

Safe 

Khakhoosar 

0803000400541000 

0.10 

0.28 

- 

0.28 

- 

0.28 

0.05 

0.27 

0.07 

- 

- 

- 

- 

- 

0.073 

0.357 

0.036 

0.321 

0.022 

6.86 

Safe 

Khara 

0803000500554600 

0.08 

0.28 

(47.56) 

0.22 

- 

0.22 

0.05 

0.31 

0.05 

- 

- 

- 

- 

- 

0.050 

0.271 

0.014 

0.257 

0.158 

61.47 

Safe 

Khara Lohan 

0803000400545100 

0.10 

0.62 

- 

0.62 

- 

0.62 

0.05 

0.27 

0.15 

- 

- 

- 

- 

- 

0.155 

0.770 

0.077 

0.693 

0.048 

6.93 

Safe 

Khariya Malinath 

0803000400542500 

0.10 

0.59 

- 

0.59 

- 

0.59 

0.05 

0.27 

0.15 

- 

- 

- 

- 

- 

0.150 

0.743 

0.074 

0.668 

- 

- 

Safe 

Khariya Patawatan 

0803000400542200 

0.10 

0.53 

(74.91) 

0.42 

- 

0.42 

0.05 

0.23 

0.13 

- 

- 

- 

- 

- 

0.132 

0.555 

0.028 

0.527 

- 

- 

Safe 



0.10 

0.01 

25.35 

0.01 

- 

0.01 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.003 

0.017 

0.001 

0.016 

- 

- 

Safe 

Khariyabas 

0803000400542400 

0.10 

0.07 

- 

0.07 

- 

0.07 

0.05 

0.27 

0.02 

- 

- 

- 

- 

- 

0.018 

0.089 

0.009 

0.080 

- 

- 

Safe 

Kheendasar 

0803000400543400 

0.10 

1.99 

- 

1.99 

- 

1.99 

0.05 

0.27 

0.50 

- 

- 

- 

- 

- 

0.496 

2.488 

0.249 

2.239 

- 

- 

Safe 

Khet Bheloo 

0803000400545600 

0.10 

0.10 

- 

0.10 

- 

0.10 

0.05 

0.28 

0.02 

- 

- 

- 

- 

- 

0.023 

0.122 

0.012 

0.110 

- 

- 

Safe 

Khetolai Mulwan 

0803000400540900 

0.10 

0.04 

- 

0.04 

- 

0.04 

0.02 

0.07 

0.01 

- 

- 

- 

- 

- 

0.009 

0.046 

0.005 

0.041 

0.022 

53.52 

Safe 

Khetolai Shimbhoo 

0803000400540500 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Khidrat 

0815000101911700 

0.07 

0.29 

23.27 

0.34 

0.12 

0.47 

0.02 

0.13 

0.07 

- 

0.0724 

0.1022 

0.001 

0.176 

0.241 

0.709 

0.035 

0.673 

0.076 

11.31 

Safe 



0.07 

0.24 

62.66 

0.29 

0.00 

0.29 

0.02 

0.12 

0.06 

- 

- 

- 

0.001 

0.001 

0.056 

0.347 

0.017 

0.330 

0.059 

17.91 

Safe 

Khikhniya Kundaliya 

0803000400543200 

0.10 

0.13 

- 

0.13 

- 

0.13 

0.05 

0.27 

0.03 

- 

- 

- 

- 

- 

0.031 

0.157 

0.016 

0.142 

- 

- 

Safe 

Khikhniya Patta 

0803000400543100 

0.10 

0.22 

- 

0.22 

- 

0.22 

0.05 

0.27 

0.06 

- 

- 

- 

- 

- 

0.055 

0.276 

0.028 

0.249 

- 

- 

Safe 

Kisnasar 

0803000500549800 

0.08 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.006 

0.051 

923.92 

Over Exploited 

Koodsoo 

0803000500551700 

0.08 

0.32 

(8.79) 

0.29 

0.02 

0.31 

0.03 

0.21 

0.06 

0.0500 

- 

- 

- 

0.050 

0.111 

0.418 

0.021 

0.397 

1.283 

322.87 

Over Exploited 

Kumbhasar 

0803000500551300 

0.08 

0.28 

- 

0.28 

- 

0.28 

0.05 

0.29 

0.06 

- 

- 

- 

- 

- 

0.064 

0.345 

0.035 

0.311 

0.045 

14.36 

Safe 

Ladkhan @ Nayagaon 

0803000400541600 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.001 

0.003 

0.000 

0.003 

0.024 

942.72 

Over Exploited 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.10 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.003 

0.017 

0.002 

0.015 

0.022 

145.88 

Over Exploited 



0.10 

0.05 

- 

0.05 

- 

0.05 

0.01 

0.06 

0.01 

- 

- 

- 

- 

- 

0.012 

0.060 

0.006 

0.054 

0.048 

88.94 

Semi Critical 

Lambana Bhatiyan 

0803000400543600 

0.10 

0.29 

- 

0.29 

- 

0.29 

0.05 

0.27 

0.07 

- 

- 

- 

- 

- 

0.074 

0.364 

0.036 

0.328 

0.022 

6.71 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Lambana Moolwan 

080300040054370C 

9.243 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

9.243 

-0.45 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.21 

0.36 


Lohiya 

0803000400540700 

15.115 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

3.347 

-0.25 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.000 

0.05 

0.08 







Non-command 

Vindhyan Sandstone 

3.332 

-0.25 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.000 

0.05 

0.08 


Lumbasar 

0815000101916800 

42.314 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

22.237 

0.39 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.27 

0.16 

0.00 

0.038 

0.11 

0.19 



0803000500551200 

9.283 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

9.283 

0.02 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.027 

0.23 

0.40 


Luna 

0815000101912700 

51.251 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

51.251 

0.55 

0.030 

0.03 

0.00 

0.00 

0.00 

0.00 

0.87 

0.52 

0.01 

0.087 

0.21 

0.35 


Malamsingh Ki Seer 

0815000101912200 

15.347 

Fresh 

IGNP Canal System Stage II 

Command 

Bilara Limestone 

11.793 

0.75 

0.040 

0.01 

0.00 

0.02 

0.02 

0.00 

0.32 

0.20 

0.00 

0.020 

0.15 

0.24 






Non-command 

Non-command 

Bilara Limestone 

0.633 

0.75 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.01 

0.01 


Matol 

0815000101916400 

19.003 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

12.037 

0.72 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.27 

0.17 

0.00 

0.020 

0.13 

0.22 


Mayakor 

0815000101912500 

37.092 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

37.092 

-0.01 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.063 

0.22 

0.36 


Meethadiya 

0815000101912600 

28.542 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

28.542 

0.17 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.10 

0.00 

0.049 

0.22 

0.36 


Meghasar 

0803000500550500 

16.599 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

16.599 

-0.34 

0.040 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.049 

0.22 

0.37 


Miyakor 

0803000400543000 

11.494 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

11.494 

-0.18 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.22 

0.36 


Modiya 

0803000400542000 

33.662 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.636 

0.45 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.01 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

33.026 

0.45 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.27 

0.00 

0.000 

0.21 

0.35 


Mokha Charnan 

0803000400539000 

21.557 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.493 

-0.48 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.01 

0.02 


Munjasar 

0803000500550300 

20.400 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

13.235 

-0.42 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.039 

0.14 

0.24 


Mureedsar 

0803000500550200 

6.824 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

6.822 

-0.43 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.020 

0.22 

0.38 


Nandra 

0803000400545200 

38.231 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

38.231 

-0.19 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.22 

0.37 


Nathoosar 

0803000500551100 

90.625 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

90.625 

0.09 

0.040 

0.23 

0.01 

0.00 

0.00 

0.00 

0.56 

0.32 

0.55 

0.268 

0.23 

0.40 


Naya Gaon 

0815000101912000 

23.653 

Fresh 

IGNP Canal System Stage II 

Command 

Bilara Limestone 

0.836 

0.14 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 





Saline 

IGNP Canal System Stage II 

Command 

Bilara Limestone 

0.795 

0.14 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 







Command 

Older Alluvium 

1.821 

0.14 

0.120 

0.00 

0.00 

0.00 

0.01 

0.00 

0.02 

0.01 

0.00 

0.003 

0.02 

0.02 


Neniya 

0803000400544200 

24.244 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

24.244 

-0.43 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.000 

0.21 

0.36 


Nokhra 

0803000400541900 

78.605 

Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

66.757 

0.36 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.73 

0.43 

0.00 

0.000 

0.18 

0.30 


Panchoo 

0803000500551400 

153.283 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

153.283 

0.07 

0.040 

0.50 

0.02 

0.00 

0.00 

0.00 

0.92 

0.53 

1.39 

0.453 

0.25 

0.42 


Ram Nagar 

0803000500551600 

12.134 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

12.134 

0.23 

0.040 

0.08 

0.00 

0.00 

0.00 

0.00 

0.19 

0.11 

0.27 

0.036 

0.25 

0.44 


Raoneri 

0803000400541500 

15.074 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.037 

-0.20 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ratriya 

0803000500550800 

12.403 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

12.403 

-0.16 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.037 

0.23 

0.39 


Rohina 

0815000101923900 

76.824 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

3.913 

0.39 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.007 

0.01 

0.02 


Rora 

0803000500554400 

65.739 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

21.941 

0.40 

0.040 

0.10 

0.00 

0.00 

0.00 

0.00 

0.45 

0.27 

0.30 

0.065 

0.09 

0.15 


Sadhoona 

0803000500555700 

37.861 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

12.049 

0.24 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.08 

0.04 

0.036 

0.08 

0.14 


Saisar 

0803000500551000 

30.497 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

30.497 

-0.02 

0.040 

0.34 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.25 

0.090 

0.23 

0.39 


Saruda 

0803000500555200 

114.418 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

24.685 

0.08 

0.040 

0.04 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.07 

0.073 

0.05 

0.09 


Satheeka 

0803000500550600 

29.533 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

29.533 

-0.31 

0.040 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.087 

0.22 

0.39 


Sekhasar 

0803000500556700 

16.198 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

10.349 

0.42 

0.040 

0.05 

0.00 

0.00 

0.00 

0.00 

0.22 

0.13 

0.16 

0.031 

0.17 

0.29 


Seora 

0803000400534600 

263.927 

Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

3.123 

-0.26 

0.030 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sharah Adwayat 

0803000400543900 

6.500 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

6.500 

-0.42 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.21 

0.36 


Sharah Ekaliya 

0803000400543500 

8.561 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

8.561 

-0.45 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.21 

0.36 


Sharah Gageri 

0803000400544000 

11.065 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

10.187 

-0.39 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.20 

0.33 


Sharah Kalasar 

0803000500550400 

5.839 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

5.839 

-0.37 

0.040 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.017 

0.22 

0.37 


Sharah Karnet 

0803000400540600 

6.148 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.823 

-0.23 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.05 


Sharah Kumbholai 

0803000400540800 

7.227 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.000 

-0.27 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Vindhyan Sandstone 

6.762 

-0.27 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.20 

0.33 


Sharah Lavayat 

0803000400544100 

10.567 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

10.567 

-0.42 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.21 

0.36 


Sharah Manaksar 

0803000500550700 

8.073 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

8.073 

-0.14 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.024 

0.23 

0.40 


Sharah Panchoo 

0803000500555000 

4.234 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

4.234 

0.15 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.00 

0.013 

0.24 

0.41 


Sharah Teliya 

0803000500550000 

15.554 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.028 

-0.45 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sharah Thoomli 

0803000400542900 

13.149 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

13.149 

-0.23 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.21 

0.36 


Shimbhoo Ka Burj 

0803000400535100 

13.819 

Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

5.104 

0.21 

0.030 

0.00 

0.00 

0.01 

0.01 

0.00 

0.02 

0.01 

0.00 

0.000 

0.08 

0.13 






Non-command 

Non-command 

Vindhyan Sandstone 

8.716 

0.21 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.000 

0.13 

0.22 


Siyana Bhatiyan 

0803000400544300 

25.728 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

25.577 

-0.42 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.000 

0.21 

0.36 


Siyana Charnan 

0803000400544700 

6.739 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

6.513 

-0.44 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.21 

0.35 


Siyana Jodhasar 

0803000400544500 

6.317 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

2.633 

-0.47 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.09 

0.15 


Siyana Kabadiyan 

0803000400544900 

4.980 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

4.980 

-0.42 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.21 

0.36 


Siyana Kundaliyan 

0803000400544800 

4.057 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

4.057 

-0.45 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.21 

0.36 


Siyana Sakhlan 

0803000400544600 

2.944 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.613 

-0.44 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.000 

0.12 

0.20 


Siyana Sutharan 

0803000400545000 

13.320 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

13.320 

-0.39 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.22 

0.36 


Sobhana 

0803000500555100 

63.383 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

20.809 

0.10 

0.040 

0.04 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.08 

0.061 

0.08 

0.14 


Soda Dhara 

0815000101912300 

75.997 

Fresh 

IGNP Canal System Stage II 

Command 

Bilara Limestone 

14.289 

1.12 

0.040 

0.01 

0.00 

0.02 

0.03 

0.00 

0.60 

0.37 

0.00 

0.024 

0.04 

0.06 






Non-command 

Non-command 

Bilara Limestone 

20.034 

1.12 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.90 

0.55 

0.00 

0.034 

0.05 

0.09 







Non-command 

Vindhyan Sandstone 

33.583 

1.12 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

1.14 

0.70 

0.00 

0.057 

0.09 

0.15 





Saline 

IGNP Canal System Stage II 

Command 

Bilara Limestone 

0.040 

1.12 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Bilara Limestone 

0.123 

1.12 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Vindhyan Sandstone 

1.542 

1.12 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.003 

0.00 

0.01 


Solankiyo Ki Dhani 

0803000400535000 

13.593 

Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

10.208 

0.21 

0.030 

0.00 

0.00 

0.01 

0.02 

0.00 

0.03 

0.02 

0.00 

0.000 

0.16 

0.26 






Non-command 

Non-command 

Vindhyan Sandstone 

2.773 

0.21 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.04 

0.07 


Sri Rampura 

0815000101913100 

16.323 

Fresh 

IGNP Canal System Stage II 

Command 

Bilara Limestone 

3.857 

1.32 

0.040 

0.00 

0.00 

0.01 

0.01 

0.00 

0.19 

0.12 

0.00 

0.007 

0.05 

0.08 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Lambana Moolwan 

0803000400543700 

0.10 

0.20 

- 

0.20 

- 

0.20 

0.05 

0.27 

0.05 

- 

- 

- 

- 

- 

0.051 

0.249 

0.025 

0.224 

0.022 

9.84 

Safe 

Lohiya 

0803000400540700 

0.10 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.004 

0.020 

0.002 

0.018 

0.096 

537.02 

Over Exploited 



0.10 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.004 

0.020 

0.002 

0.018 

0.086 

485.51 

Over Exploited 

Lumbasar 

0815000101916800 

0.07 

0.18 

(7.79) 

0.16 

- 

0.16 

0.03 

0.14 

0.04 

- 

- 

- 

- 

- 

0.040 

0.203 

0.010 

0.193 

0.038 

19.66 

Safe 


0803000500551200 

0.08 

0.17 

(94.10) 

0.14 

- 

0.14 

0.05 

0.29 

0.04 

- 

- 

- 

- 

- 

0.039 

0.178 

0.009 

0.170 

0.027 

16.17 

Safe 

Luna 

0815000101912700 

0.07 

0.76 

(31.32) 

0.61 

- 

0.61 

0.05 

0.26 

0.17 

- 

- 

- 

- 

- 

0.175 

0.786 

0.039 

0.746 

0.099 

13.30 

Safe 

Malamsingh Ki Seer 

0815000101912200 

0.07 

0.12 

61.11 

0.15 

0.04 

0.19 

0.03 

0.18 

0.02 

- 

0.0227 

0.0320 

0.004 

0.059 

0.084 

0.274 

0.014 

0.260 

0.020 

7.71 

Safe 



0.07 

0.00 

3,201.14 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.001 

226.77 

Over Exploited 

Matol 

0815000101916400 

0.07 

0.11 

49.88 

0.13 

- 

0.13 

0.03 

0.16 

0.02 

- 

- 

- 

- 

- 

0.024 

0.156 

0.008 

0.148 

0.020 

13.81 

Safe 

Mayakor 

0815000101912500 

0.07 

0.56 

- 

0.56 

- 

0.56 

0.05 

0.27 

0.14 

- 

- 

- 

- 

- 

0.138 

0.697 

0.070 

0.628 

0.063 

10.07 

Safe 

Meethadiya 

0815000101912600 

0.07 

0.43 

(77.66) 

0.34 

- 

0.34 

0.05 

0.27 

0.10 

- 

- 

- 

- 

- 

0.103 

0.448 

0.022 

0.425 

0.049 

11.43 

Safe 

Meghasar 

0803000500550500 

0.08 

0.29 

- 

0.29 

0.00 

0.29 

0.05 

0.27 

0.07 

- 

- 

- 

0.001 

0.001 

0.073 

0.364 

0.036 

0.328 

0.153 

46.69 

Safe 

Miyakor 

0803000400543000 

0.10 

0.25 

- 

0.25 

- 

0.25 

0.05 

0.27 

0.06 

- 

- 

- 

- 

- 

0.062 

0.309 

0.031 

0.279 

- 

- 

Safe 

Modiya 

0803000400542000 

0.10 

0.00 

2,608.07 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.10 

0.69 

(61.18) 

0.55 

- 

0.55 

0.05 

0.26 

0.17 

- 

- 

- 

- 

- 

0.166 

0.716 

0.036 

0.680 

- 

- 

Safe 

Mokha Charnan 

0803000400539000 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.003 

0.000 

0.003 

0.022 

879.83 

Over Exploited 

Munjasar 

0803000500550300 

0.08 

0.15 

- 

0.15 

- 

0.15 

0.04 

0.18 

0.04 

- 

- 

- 

- 

- 

0.038 

0.188 

0.019 

0.169 

0.122 

72.21 

Semi Critical 

Mureedsar 

0803000500550200 

0.08 

0.12 

- 

0.12 

- 

0.12 

0.05 

0.28 

0.03 

- 

- 

- 

- 

- 

0.030 

0.150 

0.015 

0.135 

0.103 

76.20 

Semi Critical 

Nandra 

0803000400545200 

0.10 

0.84 

- 

0.84 

- 

0.84 

0.05 

0.27 

0.21 

- 

- 

- 

- 

- 

0.206 

1.045 

0.104 

0.940 

- 

- 

Safe 

Nathoosar 

0803000500551100 

0.08 

1.70 

(80.92) 

1.36 

0.01 

1.37 

0.05 

0.29 

0.38 

0.0200 

- 

- 

- 

0.020 

0.396 

1.767 

0.088 

1.679 

0.822 

48.95 

Safe 

Naya Gaon 

0815000101912000 

0.07 

0.00 

(198.91) 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0032 

0.0045 

- 

0.008 

0.008 

0.014 

0.001 

0.013 

0.001 

10.94 

Safe 



0.07 

0.00 

(209.34) 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0031 

0.0043 

- 

0.007 

0.007 

0.013 

0.001 

0.012 

0.001 

10.97 

Safe 



0.10 

0.00 

341.81 

0.00 

0.01 

0.02 

0.00 

0.02 

0.00 

- 

0.0070 

0.0099 

- 

0.017 

0.017 

0.033 

0.002 

0.031 

0.003 

9.98 

Safe 

Neniya 

0803000400544200 

0.10 

0.52 

- 

0.52 

- 

0.52 

0.05 

0.27 

0.13 

- 

- 

- 

- 

- 

0.133 

0.654 

0.065 

0.588 

0.069 

11.73 

Safe 

Nokhra 

0803000400541900 

0.10 

1.21 

(64.01) 

0.96 

0.00 

0.97 

0.04 

0.22 

0.30 

- 

- 

- 

0.006 

0.006 

0.302 

1.270 

0.064 

1.207 

- 

- 

Safe 

Panchoo 

0803000500551400 

0.08 

3.02 

(82.37) 

2.41 

0.02 

2.43 

0.05 

0.30 

0.62 

0.0500 

- 

- 

- 

0.050 

0.673 

3.106 

0.155 

2.951 

1.846 

62.55 

Safe 

Ram Nagar 

0803000500551600 

0.08 

0.25 

(54.57) 

0.20 

- 

0.20 

0.05 

0.30 

0.05 

0.0100 

- 

- 

- 

0.010 

0.057 

0.255 

0.013 

0.243 

0.310 

127.70 

Over Exploited 

Raoneri 

0803000400541500 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Ratriya 

0803000500550800 

0.08 

0.22 

- 

0.22 

- 

0.22 

0.05 

0.28 

0.05 

- 

- 

- 

- 

- 

0.053 

0.278 

0.028 

0.250 

0.102 

40.61 

Safe 

Rohina 

0815000101923900 

0.07 

0.00 

725.77 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.004 

0.007 

151.06 

Over Exploited 

Rora 

0803000500554400 

0.08 

0.15 

72.43 

0.19 

- 

0.19 

0.02 

0.10 

0.03 

0.0100 

- 

- 

- 

0.010 

0.037 

0.222 

0.011 

0.211 

0.367 

173.64 

Over Exploited 

Sadhoona 

0803000500555700 

0.08 

0.08 

0.35 

0.08 

- 

0.08 

0.02 

0.10 

0.01 

- 

- 

- 

- 

- 

0.015 

0.094 

0.005 

0.089 

0.076 

84.69 

Semi Critical 

Saisar 

0803000500551000 

0.08 

0.56 

- 

0.56 

0.02 

0.58 

0.05 

0.28 

0.13 

0.0500 

- 

- 

- 

0.050 

0.179 

0.754 

0.075 

0.679 

1.336 

196.78 

Over Exploited 

Saruda 

0803000500555200 

0.08 

0.11 

(37.52) 

0.09 

- 

0.09 

0.01 

0.07 

0.02 

- 

- 

- 

- 

- 

0.021 

0.107 

0.005 

0.102 

0.138 

135.28 

Over Exploited 

Satheeka 

0803000500550600 

0.08 

0.53 

- 

0.53 

- 

0.53 

0.05 

0.28 

0.13 

- 

- 

- 

- 

- 

0.127 

0.659 

0.066 

0.593 

0.152 

25.67 

Safe 

Sekhasar 

0803000500556700 

0.08 

0.14 

(6.36) 

0.13 

- 

0.13 

0.03 

0.20 

0.02 

0.0100 

- 

- 

- 

0.010 

0.035 

0.165 

0.008 

0.156 

0.189 

120.52 

Over Exploited 

Seora 

0803000400534600 

0.10 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

- 

0.0060 

0.0085 

- 

0.015 

0.015 

0.026 

0.003 

0.023 

- 

- 

Safe 

Sharah Adwayat 

0803000400543900 

0.10 

0.14 

- 

0.14 

- 

0.14 

0.05 

0.27 

0.04 

- 

- 

- 

- 

- 

0.036 

0.174 

0.017 

0.157 

- 

- 

Safe 

Sharah Ekaliya 

0803000400543500 

0.10 

0.18 

- 

0.18 

- 

0.18 

0.05 

0.27 

0.05 

- 

- 

- 

- 

- 

0.047 

0.231 

0.023 

0.208 

- 

- 

Safe 

Sharah Gageri 

0803000400544000 

0.10 

0.20 

- 

0.20 

- 

0.20 

0.05 

0.25 

0.05 

- 

- 

- 

- 

- 

0.052 

0.252 

0.025 

0.226 

- 

- 

Safe 

Sharah Kalasar 

0803000500550400 

0.08 

0.10 

- 

0.10 

- 

0.10 

0.05 

0.27 

0.03 

0.0100 

- 

- 

- 

0.010 

0.035 

0.138 

0.014 

0.124 

0.161 

130.15 

Over Exploited 

Sharah Karnet 

0803000400540600 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.003 

0.000 

0.003 

- 

- 

Safe 

Sharah Kumbholai 

0803000400540800 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.10 

0.13 

- 

0.13 

- 

0.13 

0.05 

0.25 

0.03 

- 

- 

- 

- 

- 

0.035 

0.170 

0.017 

0.153 

- 

- 

Safe 

Sharah Lavayat 

0803000400544100 

0.10 

0.23 

- 

0.23 

- 

0.23 

0.05 

0.27 

0.06 

- 

- 

- 

- 

- 

0.058 

0.284 

0.028 

0.255 

0.022 

8.61 

Safe 

Sharah Manaksar 

0803000500550700 

0.08 

0.15 

- 

0.15 

- 

0.15 

0.05 

0.28 

0.03 

- 

- 

- 

- 

- 

0.034 

0.183 

0.018 

0.165 

0.024 

14.47 

Safe 

Sharah Panchoo 

0803000500555000 

0.08 

0.08 

(81.98) 

0.07 

- 

0.07 

0.05 

0.29 

0.02 

- 

- 

- 

- 

- 

0.017 

0.083 

0.004 

0.078 

0.013 

15.94 

Safe 

Sharah Teliya 

0803000500550000 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sharah Thoomli 

0803000400542900 

0.10 

0.28 

- 

0.28 

- 

0.28 

0.05 

0.27 

0.07 

- 

- 

- 

- 

- 

0.072 

0.353 

0.035 

0.318 

- 

- 

Safe 

Shimbhoo Ka Burj 

0803000400535100 

0.10 

0.04 

(76.44) 

0.03 

0.02 

0.05 

0.02 

0.10 

0.01 

- 

0.0098 

0.0139 

- 

0.024 

0.033 

0.081 

0.004 

0.077 

- 

- 

Safe 



0.10 

0.12 

(71.94) 

0.09 

0.00 

0.09 

0.03 

0.16 

0.03 

- 

- 

- 

0.002 

0.002 

0.029 

0.122 

0.006 

0.116 

- 

- 

Safe 

Siyana Bhatiyan 

0803000400544300 

0.10 

0.54 

- 

0.54 

- 

0.54 

0.05 

0.27 

0.14 

- 

- 

- 

- 

- 

0.140 

0.684 

0.068 

0.616 

0.078 

12.67 

Safe 

Siyana Charnan 

0803000400544700 

0.10 

0.14 

- 

0.14 

- 

0.14 

0.05 

0.26 

0.03 

- 

- 

- 

- 

- 

0.035 

0.170 

0.017 

0.153 

0.013 

8.50 

Safe 

Siyana Jodhasar 

0803000400544500 

0.10 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.11 

0.01 

- 

- 

- 

- 

- 

0.006 

0.029 

0.003 

0.027 

- 

- 

Safe 

Siyana Kabadiyan 

0803000400544900 

0.10 

0.11 

- 

0.11 

- 

0.11 

0.05 

0.27 

0.03 

- 

- 

- 

- 

- 

0.027 

0.134 

0.013 

0.121 

- 

- 

Safe 

Siyana Kundaliyan 

0803000400544800 

0.10 

0.09 

- 

0.09 

- 

0.09 

0.05 

0.27 

0.02 

- 

- 

- 

- 

- 

0.022 

0.109 

0.011 

0.098 

0.013 

13.24 

Safe 

Siyana Sakhlan 

0803000400544600 

0.10 

0.02 

- 

0.02 

- 

0.02 

0.03 

0.15 

0.00 

- 

- 

- 

- 

- 

0.005 

0.024 

0.002 

0.021 

0.035 

163.08 

Over Exploited 

Siyana Sutharan 

0803000400545000 

0.10 

0.29 

- 

0.29 

0.00 

0.29 

0.05 

0.27 

0.07 

- 

- 

- 

0.001 

0.001 

0.073 

0.362 

0.036 

0.326 

0.013 

3.99 

Safe 

Sobhana 

0803000500555100 

0.08 

0.13 

(46.94) 

0.11 

- 

0.11 

0.02 

0.10 

0.03 

- 

- 

- 

- 

- 

0.027 

0.134 

0.007 

0.127 

0.144 

113.34 

Over Exploited 

Soda Dhara 

0815000101912300 

0.07 

0.04 

852.31 

0.05 

0.05 

0.09 

0.01 

0.05 

0.01 

- 

0.0275 

0.0388 

- 

0.066 

0.075 

0.168 

0.008 

0.159 

0.024 

15.27 

Safe 



0.07 

0.08 

629.21 

0.09 

- 

0.09 

0.01 

0.07 

0.02 

- 

- 

- 

- 

- 

0.016 

0.107 

0.005 

0.102 

0.034 

33.54 

Safe 



0.07 

0.21 

228.40 

0.26 

- 

0.26 

0.02 

0.11 

0.05 

- 

- 

- 

- 

- 

0.046 

0.301 

0.015 

0.286 

0.057 

20.01 

Safe 



0.07 

0.00 

335,978.63 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.00 

119,451.43 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.00 

6,927.87 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.003 

435.86 

Over Exploited 

Solankiyo Ki Dhani 

0803000400535000 

0.10 

0.16 

(87.86) 

0.13 

0.03 

0.16 

0.04 

0.19 

0.04 

- 

0.0196 

0.0277 

- 

0.047 

0.084 

0.244 

0.012 

0.232 

- 

- 

Safe 



0.10 

0.01 

(13.08) 

0.01 

0.00 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

0.001 

0.001 

0.004 

0.015 

0.001 

0.014 

- 

- 

Safe 

Sri Rampura 

0815000101913100 

0.07 

0.01 

832.91 

0.02 

0.01 

0.03 

0.01 

0.06 

0.00 

- 

0.0074 

0.0105 

- 

0.018 

0.020 

0.048 

0.002 

0.046 

0.007 

14.31 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 






Non-command 

Non-command 

Bilara Limestone 

4.312 

1.32 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.14 

0.00 

0.007 

0.05 

0.08 


Thoriyasar 

081500010191290C 

7.216 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

1.193 

1.07 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.002 

0.03 

0.05 







Non-command 

Vindhyan Sandstone 

0.608 

1.07 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.02 

0.03 


Tokla 

0803000400542100 

46.969 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

7.282 

0.23 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.000 

0.03 

0.06 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

39.687 

0.23 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.17 

0.00 

0.000 

0.18 

0.30 


Udasar 

0803000500551500 

42.164 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

34.463 

-0.05 

0.040 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.102 

0.20 

0.35 


Udat 

0815000101912400 

74.019 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

44.892 

0.55 

0.030 

0.03 

0.00 

0.00 

0.00 

0.00 

0.76 

0.46 

0.00 

0.076 

0.13 

0.22 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

29.127 

0.55 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.50 

0.30 

0.00 

0.050 

0.08 

0.14 



0803000400542300 

11.879 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

11.804 

0.25 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.00 

0.000 

0.21 

0.36 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

0.075 

0.25 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 

16005036 

Aas Ki Dhani 

0814000201769700 

9.089 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.570 

1.05 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.004 

0.02 

0.03 







Non-command 

Phyllite & Schist 

8.520 

1.05 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.00 

0.055 

0.33 

0.52 


Adaksar 

0814001001889300 

12.775 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.917 

-0.63 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.013 

0.05 

0.10 


Ajawa 

0814000201768400 

8.662 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.662 

0.76 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.00 

0.055 

0.35 

0.51 


Alakhpura 

0814000201782200 

16.284 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.600 

-0.19 

0.060 

0.29 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.07 

0.074 

0.27 

0.44 


Amarpura 

0814000201769200 

6.624 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.624 

1.76 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.12 

0.00 

0.042 

0.35 

0.53 


Ambapa 

0814000201770000 

7.564 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.325 

0.74 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.034 

0.25 

0.39 


Arjunpura 

0813000301699200 

4.935 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.935 

-0.54 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.039 

0.38 

0.69 


Asalsar 

0814000201784100 

5.689 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.689 

-0.32 

0.060 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.72 

0.036 

0.38 

0.63 


Badalwas 

0813000301699000 

13.489 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.528 

-1.51 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.004 

0.02 

0.03 


Bader 

0814000101763600 

11.981 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

10.354 

0.26 

0.040 

0.08 

0.01 

0.00 

0.00 

0.00 

0.18 

0.13 

0.26 

0.047 

0.29 

0.41 


Bakwas 

0814000201777700 

3.037 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.079 

-0.12 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.01 

0.02 


Baldoo 

0814000101765500 

39.619 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.397 

0.08 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.016 

0.03 

0.04 







Non-command 

Vindhyan Sandstone 

35.637 

0.08 

0.040 

0.20 

0.01 

0.00 

0.00 

0.00 

0.30 

0.21 

0.57 

0.163 

0.30 

0.44 


Baliya 

0814000201772000 

21.950 

Fresh 

Non-command 

Non-command 

Older Alluvium 

20.990 

3.32 

0.060 

0.04 

0.00 

0.00 

0.00 

0.01 

4.21 

2.70 

0.00 

0.134 

0.34 

0.53 


Bankliya 

0814000101759700 

24.595 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.767 

0.39 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.004 

0.01 

0.01 


Banoora 

0813000401705500 

22.467 

Fresh 

Non-command 

Non-command 

Older Alluvium 

15.957 

-0.48 

0.100 

0.27 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.89 

0.133 

0.26 

0.47 


Banwasa 

0814000201775700 

5.947 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.947 

-0.21 

0.060 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.038 

0.37 

0.63 


Baori 

0814000201783300 

10.110 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.973 

-0.24 

0.060 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.44 

0.013 

0.07 

0.12 


Barangana 

0814000201777600 

12.048 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.443 

-0.11 

0.060 

0.23 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.86 

0.048 

0.23 

0.36 


Bardawa 

0814000201770500 

13.635 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.635 

-0.17 

0.060 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.087 

0.37 

0.63 


Begpura 

0814001001889100 

1.938 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.862 

-0.56 

0.080 

0.27 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.06 

0.012 

0.36 

0.63 


Bemoth 

0814000201770700 

8.716 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.716 

0.14 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.00 

0.056 

0.37 

0.60 


Ber 

0814000101763700 

7.032 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

6.078 

0.22 

0.040 

0.05 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.17 

0.028 

0.29 

0.41 


Beri Khurd 

0814000201776600 

8.154 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.154 

-0.13 

0.060 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.052 

0.37 

0.62 


Berikalan 

0814000201776400 

11.444 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.444 

-0.21 

0.060 

0.67 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.57 

0.073 

0.37 

0.63 


Berwa 

0814000201782000 

13.266 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.074 

-0.22 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhagatpura 

0813000401704600 

5.232 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.232 

-0.71 

0.100 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.52 

0.044 

0.37 

0.67 


Bhairoopura 

0813000301695700 

7.129 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.753 

-0.55 

0.100 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.50 

0.054 

0.37 

0.66 


Bhamasi 

0814000201768500 

1.977 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.977 

0.55 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.013 

0.34 

0.51 


Bhawadiya 

0814000201768700 

4.797 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.797 

1.57 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.00 

0.031 

0.34 

0.51 


Bheekhanwasi 

0813000301698700 

2.870 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.868 

-1.12 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.015 

0.26 

0.48 


Bheema 

0813000401704200 

17.933 

Fresh 

Non-command 

Non-command 

Older Alluvium 

17.921 

-0.65 

0.100 

0.34 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.15 

0.150 

0.37 

0.66 


Bheerana 

0813000401704900 

9.640 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.082 

-0.66 

0.100 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.059 

0.28 

0.52 


Bidoli 

0813000301699400 

7.831 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.415 

-0.36 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.019 

0.12 

0.22 







Non-command 

Quartzite 

0.267 

-0.36 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.002 

0.01 

0.02 


Bijarniyon Ki Dhani 

0813000301697500 

1.733 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.733 

-0.64 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.014 

0.38 

0.69 


Bithooda 

0814000101766000 

8.043 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.206 

1.44 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.62 

0.41 

0.02 

0.019 

0.18 

0.27 


Bosana 

0813000301697900 

11.746 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.853 

-0.65 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.015 

0.06 

0.11 


Bugaliyon Ki Dhan 

0814000201776900 

6.261 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.261 

-0.09 

0.060 

0.21 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.79 

0.040 

0.37 

0.61 


Chak 

0814000201767800 

6.615 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.615 

0.52 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.042 

0.34 

0.50 


Chand Basni 

0814000201769500 

5.657 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.657 

0.92 

0.015 

0.10 

0.01 

0.00 

0.00 

0.00 

0.17 

0.11 

0.35 

0.036 

0.35 

0.54 


Chandrasinghpura 

0813000401704100 

6.202 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.202 

-0.58 

0.100 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.052 

0.38 

0.65 


Charanwas 

0814001001889800 

9.913 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.143 

-0.08 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.007 

0.04 

0.07 


Chawandiya 

0814001001888900 

6.655 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.127 

-0.53 

0.080 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.61 

0.014 

0.12 

0.21 


Chhapara 

0814000101763300 

13.337 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.990 

0.54 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.005 

0.03 

0.04 


Chhapri Kalan 

0814000201777100 

7.878 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.878 

-0.09 

0.060 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.68 

0.050 

0.37 

0.60 


Chhapri Khurd 

0814000201777200 

7.407 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.407 

-0.11 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.047 

0.37 

0.60 


Chirasara 

0813000401704300 

12.552 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.552 

-0.79 

0.100 

0.29 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.03 

0.105 

0.37 

0.66 


Cholookhan 

0814000201771300 

5.115 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.115 

0.28 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.02 

0.033 

0.36 

0.58 


Chugni 

0814000201777300 

6.015 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.015 

-0.13 

0.060 

0.28 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.07 

0.038 

0.37 

0.60 


Dabra 

0814000201783200 

13.279 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.279 

-0.21 

0.060 

0.50 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.88 

0.085 

0.38 

0.62 


Dadu Basni 

0814000201769100 

5.542 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.542 

1.92 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.11 

0.00 

0.035 

0.35 

0.52 


Datau 

0814000101765700 

10.259 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.239 

0.49 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.01 

0.047 

0.34 

0.49 







Non-command 

Vindhyan Sandstone 

0.020 

0.49 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Daudsar 

0814000201784200 

9.961 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.240 

-0.43 

0.060 

0.28 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.06 

0.059 

0.35 

0.59 


Daulatpura 

0814000201775100 

12.657 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.657 

-0.02 

0.060 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.081 

0.36 

0.58 


Dayalpura 

0814000201770300 

19.913 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.163 

0.09 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.02 

0.065 

0.19 

0.30 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.07 

0.02 

789.94 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.003 

0.022 

0.001 

0.021 

0.007 

34.87 

Safe 

Thoriyasar 

0815000101912900 

0.07 

0.00 

1,017.15 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.002 

53.96 

Safe 



0.07 

0.00 

1,545.40 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

105.94 

Over Exploited 

Tokla 

0803000400542100 

0.10 

0.02 

67.49 

0.03 

- 

0.03 

0.01 

0.04 

0.01 

- 

- 

- 

- 

- 

0.006 

0.035 

0.002 

0.033 

- 

- 

Safe 



0.10 

0.72 

(76.96) 

0.57 

- 

0.57 

0.05 

0.23 

0.18 

- 

- 

- 

- 

- 

0.180 

0.754 

0.038 

0.716 

- 

- 

Safe 

Udasar 

0803000500551500 

0.08 

0.56 

- 

0.56 

0.01 

0.57 

0.04 

0.25 

0.11 

0.0200 

- 

- 

- 

0.020 

0.135 

0.706 

0.071 

0.635 

0.548 

86.26 

Semi Critical 

Udat 

0815000101912400 

0.07 

0.41 

12.77 

0.46 

- 

0.46 

0.03 

0.16 

0.10 

- 

- 

- 

- 

- 

0.097 

0.554 

0.028 

0.527 

0.076 

14.52 

Safe 



0.07 

0.17 

74.01 

0.21 

- 

0.21 

0.02 

0.10 

0.04 

- 

- 

- 

- 

- 

0.041 

0.246 

0.012 

0.233 

0.050 

21.26 

Safe 


0803000400542300 

0.10 

0.25 

(72.14) 

0.20 

- 

0.20 

0.05 

0.27 

0.06 

- 

- 

- 

- 

- 

0.061 

0.263 

0.013 

0.250 

- 

- 

Safe 



0.10 

0.00 

3,844.91 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Aas Ki Dhani 

0814000201769700 

0.10 

0.00 

1,734.33 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.004 

223.92 

Over Exploited 



0.07 

0.20 

(49.71) 

0.16 

- 

0.16 

0.05 

0.38 

0.03 

- 

- 

- 

- 

- 

0.031 

0.189 

0.009 

0.180 

0.055 

30.35 

Safe 

Adaksar 

0814001001889300 

0.15 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.028 

0.003 

0.025 

0.151 

592.14 

Over Exploited 

Ajawa 

0814000201768400 

0.07 

0.21 

(62.00) 

0.17 

- 

0.17 

0.05 

0.40 

0.03 

- 

- 

- 

- 

- 

0.033 

0.201 

0.010 

0.190 

0.055 

29.10 

Safe 

Alakhpura 

0814000201782200 

0.10 

0.31 

- 

0.31 

0.01 

0.32 

0.04 

0.31 

0.04 

0.0400 

- 

- 

- 

0.040 

0.085 

0.404 

0.040 

0.364 

1.141 

313.63 

Over Exploited 

Amarpura 

0814000201769200 

0.07 

0.16 

(24.58) 

0.13 

- 

0.13 

0.05 

0.40 

0.03 

- 

- 

- 

- 

- 

0.025 

0.155 

0.008 

0.147 

0.042 

28.84 

Safe 

Ambapa 

0814000201770000 

0.07 

0.09 

(51.97) 

0.07 

- 

0.07 

0.04 

0.29 

0.01 

- 

- 

- 

- 

- 

0.014 

0.089 

0.004 

0.084 

0.034 

40.42 

Safe 

Arjunpura 

0813000301699200 

0.10 

0.19 

- 

0.19 

- 

0.19 

0.06 

0.44 

0.03 

0.0100 

- 

- 

- 

0.010 

0.038 

0.226 

0.023 

0.204 

0.267 

131.37 

Over Exploited 

Asalsar 

0814000201784100 

0.10 

0.21 

- 

0.21 

0.01 

0.22 

0.06 

0.43 

0.03 

0.0300 

- 

- 

- 

0.030 

0.062 

0.285 

0.029 

0.257 

0.757 

294.78 

Over Exploited 

Badalwas 

0813000301699000 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.033 

3,911.12 

Over Exploited 

Bader 

0814000101763600 

0.12 

0.36 

(64.96) 

0.29 

0.01 

0.30 

0.05 

0.34 

0.06 

0.0300 

- 

- 

- 

0.030 

0.089 

0.386 

0.019 

0.367 

0.304 

82.94 

Semi Critical 

Bakwas 

0814000201777700 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.018 

22,700.94 

Over Exploited 

Baldoo 

0814000101765500 

0.08 

0.01 

125.64 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.010 

0.056 

547.13 

Over Exploited 



0.12 

1.29 

(83.73) 

1.04 

0.01 

1.05 

0.05 

0.35 

0.21 

0.0200 

- 

- 

- 

0.020 

0.231 

1.277 

0.064 

1.213 

0.735 

60.62 

Safe 

Baliya 

0814000201772000 

0.10 

0.72 

277.54 

0.86 

0.01 

0.87 

0.05 

0.39 

0.11 

- 

- 

- 

0.017 

0.017 

0.126 

0.996 

0.050 

0.946 

0.134 

14.20 

Safe 

Bankliya 

0814000101759700 

0.12 

0.00 

1,509.32 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.033 

2,620.89 

Over Exploited 

Banoora 

0813000401705500 

0.12 

0.51 

- 

0.51 

0.01 

0.52 

0.04 

0.31 

0.08 

0.0300 

- 

- 

- 

0.030 

0.109 

0.625 

0.063 

0.563 

1.027 

182.54 

Over Exploited 

Banwasa 

0814000201775700 

0.10 

0.22 

- 

0.22 

- 

0.22 

0.06 

0.43 

0.03 

0.0100 

- 

- 

- 

0.010 

0.043 

0.266 

0.027 

0.239 

0.341 

142.67 

Over Exploited 

Baori 

0814000201783300 

0.10 

0.01 

- 

0.01 

0.01 

0.02 

0.01 

0.08 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.047 

0.005 

0.042 

0.448 

1,066.59 

Over Exploited 

Barangana 

0814000201777600 

0.10 

0.17 

- 

0.17 

0.01 

0.18 

0.03 

0.26 

0.02 

0.0300 

- 

- 

- 

0.030 

0.055 

0.233 

0.023 

0.210 

0.912 

434.69 

Over Exploited 

Bardawa 

0814000201770500 

0.10 

0.51 

- 

0.51 

- 

0.51 

0.06 

0.43 

0.08 

0.0100 

- 

- 

- 

0.010 

0.087 

0.596 

0.060 

0.536 

0.428 

79.84 

Semi Critical 

Begpura 

0814001001889100 

0.15 

0.10 

- 

0.10 

0.01 

0.11 

0.05 

0.41 

0.02 

0.0400 

- 

- 

- 

0.040 

0.055 

0.165 

0.016 

0.148 

1.076 

725.81 

Over Exploited 

Bemoth 

0814000201770700 

0.10 

0.32 

(81.85) 

0.26 

- 

0.26 

0.06 

0.42 

0.05 

- 

- 

- 

- 

- 

0.048 

0.304 

0.015 

0.289 

0.056 

19.29 

Safe 

Ber 

0814000101763700 

0.12 

0.21 

(64.75) 

0.17 

- 

0.17 

0.05 

0.33 

0.03 

0.0100 

- 

- 

- 

0.010 

0.045 

0.212 

0.011 

0.202 

0.200 

99.07 

Critical 

Beri Khurd 

0814000201776600 

0.10 

0.30 

- 

0.30 

- 

0.30 

0.06 

0.43 

0.05 

0.0100 

- 

- 

- 

0.010 

0.055 

0.359 

0.036 

0.323 

0.261 

80.84 

Semi Critical 

Berikalan 

0814000201776400 

0.10 

0.43 

- 

0.43 

0.03 

0.46 

0.06 

0.43 

0.06 

0.1000 

- 

- 

- 

0.100 

0.163 

0.622 

0.062 

0.559 

2.647 

473.18 

Over Exploited 

Berwa 

0814000201782000 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhagatpura 

0813000401704600 

0.12 

0.24 

- 

0.24 

0.01 

0.25 

0.06 

0.43 

0.04 

0.0200 

- 

- 

- 

0.020 

0.056 

0.301 

0.030 

0.271 

0.566 

208.58 

Over Exploited 

Bhairoopura 

0813000301695700 

0.10 

0.25 

- 

0.25 

0.01 

0.26 

0.05 

0.42 

0.04 

0.0200 

- 

- 

- 

0.020 

0.056 

0.314 

0.031 

0.283 

0.554 

195.86 

Over Exploited 

Bhamasi 

0814000201768500 

0.07 

0.05 

(76.65) 

0.04 

- 

0.04 

0.05 

0.40 

0.01 

- 

- 

- 

- 

- 

0.008 

0.046 

0.002 

0.043 

0.013 

29.21 

Safe 

Bhawadiya 

0814000201768700 

0.07 

0.12 

(28.36) 

0.09 

- 

0.09 

0.05 

0.40 

0.02 

- 

- 

- 

- 

- 

0.018 

0.111 

0.006 

0.105 

0.031 

29.13 

Safe 

Bheekhanwasi 

0813000301698700 

0.10 

0.05 

- 

0.05 

- 

0.05 

0.04 

0.30 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.065 

0.007 

0.059 

0.215 

366.39 

Over Exploited 

Bheema 

0813000401704200 

0.12 

0.80 

- 

0.80 

0.01 

0.81 

0.06 

0.43 

0.12 

0.0400 

- 

- 

- 

0.040 

0.162 

0.977 

0.098 

0.879 

1.298 

147.62 

Over Exploited 

Bheerana 

0813000401704900 

0.12 

0.24 

- 

0.24 

0.01 

0.25 

0.04 

0.33 

0.04 

0.0200 

- 

- 

- 

0.020 

0.055 

0.307 

0.031 

0.276 

0.485 

175.78 

Over Exploited 

Bidoli 

0813000301699400 

0.10 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.14 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.043 

0.004 

0.039 

0.185 

474.40 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.018 

8,252.90 

Over Exploited 

Bijarniyon Ki Dhani 

0813000301697500 

0.10 

0.07 

- 

0.07 

- 

0.07 

0.06 

0.44 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.086 

0.009 

0.078 

0.328 

421.46 

Over Exploited 

Bithooda 

0814000101766000 

0.16 

0.12 

242.15 

0.15 

- 

0.15 

0.03 

0.21 

0.02 

- 

- 

- 

- 

- 

0.019 

0.165 

0.008 

0.156 

0.036 

23.18 

Safe 

Bosana 

0813000301697900 

0.10 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.002 

0.013 

0.001 

0.012 

0.141 

1,193.98 

Over Exploited 

Bugaliyon Ki Dhan 

0814000201776900 

0.10 

0.23 

- 

0.23 

0.01 

0.24 

0.06 

0.42 

0.03 

0.0300 

- 

- 

- 

0.030 

0.064 

0.306 

0.031 

0.275 

0.827 

300.34 

Over Exploited 

Chak 

0814000201767800 

0.07 

0.16 

(73.51) 

0.13 

- 

0.13 

0.05 

0.40 

0.03 

- 

- 

- 

- 

- 

0.025 

0.152 

0.008 

0.144 

0.042 

29.34 

Safe 

Chand Basni 

0814000201769500 

0.07 

0.14 

(20.84) 

0.11 

0.01 

0.12 

0.05 

0.41 

0.02 

0.0400 

- 

- 

- 

0.040 

0.062 

0.183 

0.009 

0.174 

0.388 

223.63 

Over Exploited 

Chandrasinghpura 

0813000401704100 

0.12 

0.28 

- 

0.28 

0.01 

0.29 

0.06 

0.43 

0.04 

0.0200 

- 

- 

- 

0.020 

0.062 

0.352 

0.035 

0.317 

0.502 

158.41 

Over Exploited 

Charanwas 

0814001001889800 

0.15 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.001 

0.008 

0.087 

1,156.19 

Over Exploited 

Chawandiya 

0814001001888900 

0.15 

0.04 

- 

0.04 

0.01 

0.05 

0.02 

0.14 

0.01 

0.0200 

- 

- 

- 

0.020 

0.026 

0.074 

0.007 

0.066 

0.622 

938.86 

Over Exploited 

Chhapara 

0814000101763300 

0.08 

0.00 

259.26 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.005 

175.10 

Over Exploited 

Chhapri Kalan 

0814000201777100 

0.10 

0.29 

- 

0.29 

0.01 

0.30 

0.05 

0.42 

0.04 

0.0300 

- 

- 

- 

0.030 

0.073 

0.374 

0.037 

0.336 

0.732 

217.72 

Over Exploited 

Chhapri Khurd 

0814000201777200 

0.10 

0.27 

- 

0.27 

- 

0.27 

0.05 

0.42 

0.04 

- 

- 

- 

- 

- 

0.040 

0.313 

0.031 

0.282 

0.130 

46.31 

Safe 

Chirasara 

0813000401704300 

0.12 

0.56 

- 

0.56 

0.01 

0.57 

0.06 

0.43 

0.09 

0.0400 

- 

- 

- 

0.040 

0.126 

0.699 

0.070 

0.629 

1.135 

180.48 

Over Exploited 

Cholookhan 

0814000201771300 

0.10 

0.19 

(64.79) 

0.15 

- 

0.15 

0.06 

0.42 

0.03 

- 

- 

- 

- 

- 

0.028 

0.177 

0.009 

0.168 

0.050 

29.66 

Safe 

Chugni 

0814000201777300 

0.10 

0.22 

- 

0.22 

0.01 

0.23 

0.05 

0.43 

0.03 

0.0400 

- 

- 

- 

0.040 

0.073 

0.306 

0.031 

0.275 

1.105 

401.64 

Over Exploited 

Dabra 

0814000201783200 

0.10 

0.50 

- 

0.50 

0.02 

0.52 

0.06 

0.43 

0.07 

0.0700 

- 

- 

- 

0.070 

0.143 

0.662 

0.066 

0.596 

1.961 

329.27 

Over Exploited 

Dadu Basni 

0814000201769100 

0.07 

0.13 

(15.88) 

0.11 

- 

0.11 

0.05 

0.40 

0.02 

- 

- 

- 

- 

- 

0.021 

0.134 

0.007 

0.127 

0.035 

27.82 

Safe 

Datau 

0814000101765700 

0.08 

0.28 

(70.20) 

0.22 

- 

0.22 

0.05 

0.39 

0.04 

- 

- 

- 

- 

- 

0.045 

0.266 

0.013 

0.253 

0.057 

22.48 

Safe 



0.12 

0.00 

17,969.47 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Daudsar 

0814000201784200 

0.10 

0.32 

- 

0.32 

0.01 

0.33 

0.05 

0.40 

0.05 

0.0400 

- 

- 

- 

0.040 

0.088 

0.420 

0.042 

0.378 

1.115 

294.89 

Over Exploited 

Daulatpura 

0814000201775100 

0.10 

0.46 

- 

0.46 

- 

0.46 

0.05 

0.42 

0.07 

0.0100 

- 

- 

- 

0.010 

0.079 

0.539 

0.054 

0.485 

0.351 

72.40 

Semi Critical 

Dayalpura 

0814000201770300 

0.10 

0.19 

(71.77) 

0.15 

- 

0.15 

0.03 

0.22 

0.03 

- 

- 

- 

- 

- 

0.029 

0.181 

0.009 

0.172 

0.082 

47.81 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Deendarpura 

081400020177560C 

6.525 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.525 

-0.06 

0.060 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.042 

0.37 

0.62 


Deorathi 

081400020176990C 

9.454 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.454 

1.05 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.11 

0.00 

0.060 

0.36 

0.56 


Dhankoli 

081400020178400C 

14.773 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.416 

-0.29 

0.060 

0.42 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.62 

0.060 

0.24 

0.40 


Didwana (M) 

0814000241402000 

56.571 

Fresh 

Non-command 

Non-command 

Older Alluvium 

29.917 

1.74 

0.060 

0.72 

0.00 

0.00 

0.00 

0.12 

3.73 

2.41 

0.00 

2.189 

0.19 

0.29 







Non-command 

Phyllite & Schist 

21.705 

1.74 

0.015 

0.52 

0.00 

0.00 

0.00 

0.03 

1.06 

0.69 

0.00 

1.588 

0.14 

0.21 


Doodoli 

0814000201767500 

26.585 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

1.903 

0.37 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.012 

0.02 

0.04 







Non-command 

Phyllite & Schist 

16.370 

0.37 

0.015 

0.06 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.11 

0.105 

0.21 

0.30 







Non-command 

Vindhyan Sandstone 

7.847 

0.37 

0.030 

0.04 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.09 

0.050 

0.10 

0.15 


Elichpura 

0814000201769400 

8.770 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.770 

1.10 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.11 

0.00 

0.056 

0.35 

0.52 


Ganeshpura 

0814000201770600 

5.072 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.072 

0.01 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.032 

0.37 

0.61 



0813000301697400 

6.722 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.722 

-0.63 

0.100 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.52 

0.054 

0.38 

0.67 


Gardeja Basni 

0814000201769000 

5.465 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.322 

3.74 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.31 

0.20 

0.00 

0.034 

0.34 

0.51 


Genana 

0814000101764000 

16.420 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

9.034 

-0.24 

0.040 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.041 

0.18 

0.27 


Gheerdoda Khara 

0814000101766200 

11.218 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.134 

0.51 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.02 

0.010 

0.07 

0.10 







Non-command 

Phyllite & Schist 

7.338 

0.51 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.03 

0.034 

0.23 

0.34 


Gheerdoda Meetha 

0814000101766300 

14.738 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.852 

0.38 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.01 

0.022 

0.12 

0.18 


Girdharipura 

0814000201769600 

6.982 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.982 

0.52 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.045 

0.35 

0.53 


Godras 

0814000201774200 

12.474 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.957 

2.72 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.10 

0.00 

0.006 

0.03 

0.04 


Gothra Tagalan 

0813000301699300 

14.635 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.891 

-0.27 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.039 

0.12 

0.22 







Non-command 

Quartzite 

3.608 

-0.27 

0.015 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.029 

0.09 

0.16 


Gumanpura 

0813000401703800 

3.118 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.118 

-0.62 

0.100 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.54 

0.026 

0.38 

0.66 


Gunathoo 

0813000301695900 

10.696 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.003 

-0.66 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gunpaliya 

0814000101763400 

5.380 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.195 

0.26 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 







Non-command 

Vindhyan Sandstone 

3.679 

0.26 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.03 

0.017 

0.23 

0.33 


Hudeel 

0814001001889600 

13.970 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.741 

-0.14 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.044 

0.18 

0.31 


Hukampura 

0813000301697600 

1.693 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.693 

-0.64 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.014 

0.39 

0.69 


Jachas 

0813000301698800 

6.257 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.978 

-0.82 

0.100 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.040 

0.31 

0.58 


Jana 

0813000401703900 

3.781 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.781 

-0.57 

0.100 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.71 

0.032 

0.38 

0.65 


Jassoopura 

0813000301697000 

6.177 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.354 

-0.64 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.027 

0.21 

0.39 


Jatanpura 

0814000201776500 

5.539 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.539 

-0.22 

0.060 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.035 

0.37 

0.63 


Jeenwas 

0813000401707400 

6.378 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.069 

-0.10 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.017 

0.12 

0.22 







Non-command 

Quartzite 

2.915 

-0.10 

0.015 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.024 

0.17 

0.31 


Jeslan 

0814000101766400 

13.661 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.786 

0.78 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.008 

0.05 

0.07 


Jewaliyawas 

0814000201777800 

13.908 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.602 

-0.13 

0.060 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.029 

0.12 

0.20 


Jhun Ka Bas 

0813000401704500 

6.650 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.650 

-0.56 

0.100 

0.24 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.89 

0.056 

0.37 

0.66 


Jorawarpura 

0814000201767600 

4.440 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.351 

1.23 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.002 

0.03 

0.04 


Kaloli 

0814001001888700 

5.286 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.759 

-0.53 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.005 

0.05 

0.09 


Kalwani 

0814000201768200 

9.822 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.822 

0.72 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.00 

0.063 

0.35 

0.53 


Kanwai 

0814000201770100 

9.810 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.808 

0.40 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.012 

0.07 

0.10 


Kanwarpura 

0813000301698900 

7.056 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.983 

-1.59 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.040 

0.28 

0.51 


Kaprod 

0814000201772200 

6.200 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

4.93 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Karanpura 

0813000401705400 

8.852 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.852 

-0.25 

0.100 

0.26 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.93 

0.074 

0.37 

0.67 


Kayastha Basni 

0814000201771500 

3.294 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.294 

0.08 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.021 

0.36 

0.57 


Keechak 

0814000201777000 

6.559 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.559 

-0.18 

0.060 

0.23 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.85 

0.042 

0.37 

0.61 


Khakholi 

0814000201776800 

9.174 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.174 

-0.15 

0.060 

0.52 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.99 

0.059 

0.37 

0.61 


Khanri 

0814000201784300 

12.691 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.368 

-0.51 

0.060 

0.37 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.38 

0.073 

0.34 

0.58 



0813000401704800 

5.158 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.158 

-0.73 

0.100 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.66 

0.043 

0.38 

0.68 


Khardiya 

0814000201767900 

9.114 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.114 

0.52 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.00 

0.058 

0.34 

0.50 


Khariya 

0814000201775500 

8.119 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.119 

0.05 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.05 

0.052 

0.37 

0.61 


Khatiya Basni 

0814000201774800 

5.360 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.360 

0.17 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.034 

0.36 

0.57 


Khichiya Basni 

0814000201771600 

6.391 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.824 

0.40 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.00 

0.037 

0.33 

0.51 







Non-command 

Phyllite & Schist 

0.567 

0.40 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.03 

0.05 


Khichron Ki Dhani 

0813000401705800 

4.597 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.597 

-0.46 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.038 

0.38 

0.68 


Khokhari 

0814000101763900 

14.238 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

14.207 

-0.03 

0.040 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.065 

0.33 

0.47 


Khood 

0813000401705300 

13.357 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.357 

-0.67 

0.100 

0.13 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.112 

0.38 

0.70 


Khuri Nimbi 

0814000201774700 

3.988 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.988 

0.66 

0.060 

0.06 

0.00 

0.00 

0.00 

0.00 

0.22 

0.14 

0.20 

0.026 

0.36 

0.58 


Kokpura 

0814001001889400 

3.391 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.119 

-0.60 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.014 

0.23 

0.41 


Koyal 

0814000101763800 

2.654 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

2.654 

0.00 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.012 

0.33 

0.47 


Kurli 

0814000201782100 

11.266 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.364 

-0.14 

0.060 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.041 

0.21 

0.34 


Kyamsar 

0814000201776000 

7.671 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.671 

-0.39 

0.060 

0.34 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.31 

0.049 

0.38 

0.66 


Ladawas 

0814000201771900 

5.502 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.502 

0.32 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.00 

0.035 

0.36 

0.57 


Lalasari 

0814000201770800 

12.429 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.291 

0.39 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.26 

0.16 

0.00 

0.066 

0.30 

0.48 







Non-command 

Phyllite & Schist 

2.139 

0.39 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.014 

0.06 

0.10 


Loonoda 

0814000201770900 

5.730 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.281 

0.43 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.002 

0.02 

0.03 







Non-command 

Phyllite & Schist 

5.449 

0.43 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.01 

0.035 

0.34 

0.54 


Losal (M) 

0813000441305000 

37.264 

Fresh 

Non-command 

Non-command 

Older Alluvium 

37.264 

-0.69 

0.100 

1.30 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

2.85 

1.771 

0.38 

0.68 


Losal Chhoti 

0813000301697300 

10.304 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.304 

-0.54 

0.100 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.70 

0.082 

0.38 

0.66 


Madam 

0814000201768100 

11.010 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.029 

0.96 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.12 

0.00 

0.019 

0.09 

0.14 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Deendarpura 

0814000201775600 

0.10 

0.24 

- 

0.24 

- 

0.24 

0.06 

0.43 

0.04 

0.0100 

- 

- 

- 

0.010 

0.046 

0.288 

0.029 

0.260 

0.207 

79.66 

Semi Critical 

Deorathi 

0814000201769900 

0.07 

0.24 

(54.15) 

0.19 

- 

0.19 

0.06 

0.41 

0.04 

- 

- 

- 

- 

- 

0.037 

0.225 

0.011 

0.214 

0.060 

28.28 

Safe 

Dhankoli 

0814000201784000 

0.10 

0.23 

- 

0.23 

0.02 

0.25 

0.04 

0.28 

0.03 

0.0600 

- 

- 

- 

0.060 

0.093 

0.339 

0.034 

0.305 

1.677 

549.43 

Over Exploited 

Didwana (M) 

0814000241402000 

0.10 

0.56 

331.05 

0.67 

0.12 

0.79 

0.03 

0.22 

0.09 

- 

- 

- 

0.178 

0.178 

0.264 

1.055 

0.053 

1.002 

2.189 

218.50 

Over Exploited 



0.07 

0.21 

232.61 

0.25 

0.03 

0.27 

0.02 

0.16 

0.03 

- 

- 

- 

0.041 

0.041 

0.072 

0.347 

0.017 

0.330 

1.588 

481.87 

Over Exploited 

Doodoli 

0814000201767500 

0.08 

0.00 

343.56 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.042 

882.14 

Over Exploited 



0.07 

0.24 

(56.95) 

0.19 

- 

0.19 

0.03 

0.24 

0.04 

- 

- 

- 

- 

- 

0.039 

0.230 

0.012 

0.219 

0.213 

97.29 

Critical 



0.10 

0.08 

10.41 

0.09 

- 

0.09 

0.02 

0.12 

0.01 

- 

- 

- 

- 

- 

0.013 

0.099 

0.005 

0.094 

0.138 

146.27 

Over Exploited 

Elichpura 

0814000201769400 

0.07 

0.21 

(48.72) 

0.17 

- 

0.17 

0.05 

0.40 

0.03 

- 

- 

- 

- 

- 

0.034 

0.204 

0.010 

0.194 

0.056 

28.90 

Safe 

Ganeshpura 

0814000201770600 

0.10 

0.19 

(95.62) 

0.15 

- 

0.15 

0.06 

0.42 

0.03 

- 

- 

- 

- 

- 

0.028 

0.178 

0.009 

0.169 

0.032 

19.19 

Safe 


0813000301697400 

0.10 

0.26 

- 

0.26 

0.01 

0.27 

0.06 

0.44 

0.04 

0.0200 

- 

- 

- 

0.020 

0.058 

0.324 

0.032 

0.292 

0.578 

198.01 

Over Exploited 

Gardeja Basni 

0814000201769000 

0.07 

0.13 

62.55 

0.15 

- 

0.15 

0.05 

0.39 

0.02 

- 

- 

- 

- 

- 

0.020 

0.171 

0.009 

0.163 

0.034 

20.96 

Safe 

Genana 

0814000101764000 

0.12 

0.20 

- 

0.20 

- 

0.20 

0.03 

0.21 

0.03 

0.0100 

- 

- 

- 

0.010 

0.043 

0.243 

0.024 

0.219 

0.184 

84.31 

Semi Critical 

Gheerdoda Khara 

0814000101766200 

0.16 

0.02 

245.62 

0.03 

- 

0.03 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.004 

0.031 

0.002 

0.029 

0.027 

91.90 

Critical 



0.08 

0.13 

(53.30) 

0.11 

- 

0.11 

0.04 

0.26 

0.02 

- 

- 

- 

- 

- 

0.021 

0.128 

0.006 

0.122 

0.064 

52.35 

Safe 

Gheerdoda Meetha 

0814000101766300 

0.08 

0.04 

(31.86) 

0.04 

- 

0.04 

0.02 

0.13 

0.01 

- 

- 

- 

- 

- 

0.007 

0.043 

0.002 

0.041 

0.032 

79.24 

Semi Critical 

Girdharipura 

0814000201769600 

0.07 

0.17 

(75.45) 

0.14 

- 

0.14 

0.05 

0.40 

0.03 

- 

- 

- 

- 

- 

0.027 

0.164 

0.008 

0.155 

0.045 

28.74 

Safe 

Godras 

0814000201774200 

0.10 

0.00 

3,726.37 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.003 

0.006 

181.92 

Over Exploited 

Gothra Tagalan 

0813000301699300 

0.10 

0.06 

- 

0.06 

- 

0.06 

0.02 

0.14 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.080 

0.008 

0.072 

0.350 

484.02 

Over Exploited 



0.06 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.11 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.033 

0.003 

0.030 

0.208 

701.08 

Over Exploited 

Gumanpura 

0813000401703800 

0.12 

0.14 

- 

0.14 

0.01 

0.15 

0.06 

0.43 

0.02 

0.0200 

- 

- 

- 

0.020 

0.041 

0.192 

0.019 

0.173 

0.568 

328.30 

Over Exploited 

Gunathoo 

0813000301695900 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gunpaliya 

0814000101763400 

0.08 

0.00 

265.89 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.12 

0.10 

(67.05) 

0.08 

- 

0.08 

0.04 

0.27 

0.02 

- 

- 

- 

- 

- 

0.017 

0.098 

0.005 

0.093 

0.046 

49.31 

Safe 

Hudeel 

0814001001889600 

0.15 

0.18 

- 

0.18 

- 

0.18 

0.03 

0.21 

0.03 

0.0100 

- 

- 

- 

0.010 

0.038 

0.217 

0.022 

0.196 

0.360 

183.95 

Over Exploited 

Hukampura 

0813000301697600 

0.10 

0.07 

- 

0.07 

- 

0.07 

0.06 

0.44 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.085 

0.008 

0.076 

0.344 

449.31 

Over Exploited 

Jachas 

0813000301698800 

0.10 

0.16 

- 

0.16 

- 

0.16 

0.04 

0.36 

0.02 

0.0100 

- 

- 

- 

0.010 

0.032 

0.188 

0.019 

0.169 

0.436 

257.60 

Over Exploited 

Jana 

0813000401703900 

0.12 

0.17 

- 

0.17 

0.01 

0.18 

0.06 

0.43 

0.03 

0.0300 

- 

- 

- 

0.030 

0.056 

0.236 

0.024 

0.212 

0.738 

347.48 

Over Exploited 

Jassoopura 

0813000301697000 

0.10 

0.07 

- 

0.07 

- 

0.07 

0.03 

0.24 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.092 

0.009 

0.083 

0.249 

301.55 

Over Exploited 

Jatanpura 

0814000201776500 

0.10 

0.21 

- 

0.21 

- 

0.21 

0.06 

0.43 

0.03 

0.0100 

- 

- 

- 

0.010 

0.041 

0.248 

0.025 

0.223 

0.371 

166.45 

Over Exploited 

Jeenwas 

0813000401707400 

0.12 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.14 

0.00 

0.0100 

- 

- 

- 

0.010 

0.015 

0.045 

0.005 

0.041 

0.319 

782.24 

Over Exploited 



0.06 

0.03 

- 

0.03 

- 

0.03 

0.03 

0.20 

0.00 

0.0100 

- 

- 

- 

0.010 

0.015 

0.045 

0.005 

0.041 

0.355 

876.05 

Over Exploited 

Jeslan 

0814000101766400 

0.08 

0.01 

176.05 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.008 

0.008 

96.84 

Critical 

Jewaliyawas 

0814000201777800 

0.10 

0.06 

- 

0.06 

- 

0.06 

0.02 

0.14 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.074 

0.007 

0.067 

0.293 

440.72 

Over Exploited 

Jhun Ka Bas 

0813000401704500 

0.12 

0.30 

- 

0.30 

0.01 

0.31 

0.06 

0.43 

0.05 

0.0300 

- 

- 

- 

0.030 

0.076 

0.381 

0.038 

0.343 

0.945 

275.37 

Over Exploited 

Jorawarpura 

0814000201767600 

0.07 

0.00 

561.21 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

261.59 

Over Exploited 

Kaloli 

0814001001888700 

0.15 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.017 

0.002 

0.015 

0.181 

1,182.37 

Over Exploited 

Kalwani 

0814000201768200 

0.07 

0.24 

(65.21) 

0.19 

- 

0.19 

0.05 

0.40 

0.04 

- 

- 

- 

- 

- 

0.038 

0.229 

0.011 

0.217 

0.063 

28.90 

Safe 

Kanwai 

0814000201770100 

0.07 

0.01 

60.12 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.011 

0.023 

211.06 

Over Exploited 

Kanwarpura 

0813000301698900 

0.10 

0.14 

- 

0.14 

- 

0.14 

0.04 

0.32 

0.02 

0.0100 

- 

- 

- 

0.010 

0.030 

0.168 

0.017 

0.151 

0.328 

216.91 

Over Exploited 

Kaprod 

0814000201772200 

0.07 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Karanpura 

0813000401705400 

0.12 

0.40 

- 

0.40 

0.01 

0.41 

0.06 

0.43 

0.06 

0.0300 

- 

- 

- 

0.030 

0.091 

0.498 

0.050 

0.448 

1.002 

223.54 

Over Exploited 

Kayastha Basni 

0814000201771500 

0.10 

0.12 

(85.83) 

0.09 

- 

0.09 

0.05 

0.41 

0.02 

- 

- 

- 

- 

- 

0.018 

0.113 

0.006 

0.107 

0.021 

19.65 

Safe 

Keechak 

0814000201777000 

0.10 

0.24 

- 

0.24 

0.01 

0.25 

0.05 

0.43 

0.04 

0.0300 

- 

- 

- 

0.030 

0.066 

0.320 

0.032 

0.288 

0.889 

308.87 

Over Exploited 

Khakholi 

0814000201776800 

0.10 

0.34 

- 

0.34 

0.02 

0.36 

0.06 

0.43 

0.05 

0.0700 

- 

- 

- 

0.070 

0.121 

0.481 

0.048 

0.433 

2.045 

472.05 

Over Exploited 

Khanri 

0814000201784300 

0.10 

0.38 

- 

0.38 

0.02 

0.40 

0.05 

0.39 

0.06 

0.0500 

- 

- 

- 

0.050 

0.107 

0.510 

0.051 

0.459 

1.454 

316.66 

Over Exploited 


0813000401704800 

0.12 

0.24 

- 

0.24 

0.01 

0.25 

0.06 

0.44 

0.04 

0.0200 

- 

- 

- 

0.020 

0.055 

0.300 

0.030 

0.270 

0.702 

259.84 

Over Exploited 

Khardiya 

0814000201767900 

0.07 

0.22 

(71.46) 

0.17 

- 

0.17 

0.05 

0.40 

0.03 

- 

- 

- 

- 

- 

0.035 

0.209 

0.010 

0.198 

0.058 

29.42 

Safe 

Khariya 

0814000201775500 

0.10 

0.30 

(89.02) 

0.24 

- 

0.24 

0.06 

0.42 

0.05 

- 

- 

- 

- 

- 

0.045 

0.285 

0.014 

0.270 

0.102 

37.69 

Safe 

Khatiya Basni 

0814000201774800 

0.10 

0.19 

(78.75) 

0.16 

- 

0.16 

0.05 

0.42 

0.03 

- 

- 

- 

- 

- 

0.029 

0.184 

0.009 

0.175 

0.034 

19.61 

Safe 

Khichiya Basni 

0814000201771600 

0.10 

0.19 

(50.25) 

0.15 

0.00 

0.15 

0.05 

0.38 

0.03 

- 

- 

- 

0.001 

0.001 

0.030 

0.182 

0.009 

0.172 

0.037 

21.60 

Safe 



0.07 

0.00 

74.92 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.004 

224.36 

Over Exploited 

Khichron Ki Dhani 

0813000401705800 

0.12 

0.21 

- 

0.21 

- 

0.21 

0.06 

0.43 

0.03 

0.0100 

- 

- 

- 

0.010 

0.042 

0.249 

0.025 

0.225 

0.342 

152.52 

Over Exploited 

Khokhari 

0814000101763900 

0.12 

0.57 

- 

0.57 

- 

0.57 

0.05 

0.39 

0.09 

0.0100 

- 

- 

- 

0.010 

0.103 

0.671 

0.067 

0.604 

0.322 

53.31 

Safe 

Khood 

0813000401705300 

0.12 

0.61 

- 

0.61 

- 

0.61 

0.06 

0.44 

0.09 

0.0100 

- 

- 

- 

0.010 

0.101 

0.714 

0.071 

0.643 

0.504 

78.34 

Semi Critical 

Khuri Nimbi 

0814000201774700 

0.10 

0.14 

(5.30) 

0.14 

- 

0.14 

0.05 

0.42 

0.02 

0.0100 

- 

- 

- 

0.010 

0.031 

0.168 

0.008 

0.160 

0.224 

139.80 

Over Exploited 

Kokpura 

0814001001889400 

0.15 

0.07 

- 

0.07 

- 

0.07 

0.04 

0.27 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.095 

0.009 

0.085 

0.286 

335.29 

Over Exploited 

Koyal 

0814000101763800 

0.12 

0.11 

- 

0.11 

- 

0.11 

0.05 

0.39 

0.02 

- 

- 

- 

- 

- 

0.017 

0.123 

0.012 

0.111 

0.098 

88.34 

Semi Critical 

Kurli 

0814000201782100 

0.10 

0.13 

- 

0.13 

- 

0.13 

0.03 

0.24 

0.02 

0.0100 

- 

- 

- 

0.010 

0.029 

0.163 

0.016 

0.146 

0.432 

295.14 

Over Exploited 

Kyamsar 

0814000201776000 

0.10 

0.29 

- 

0.29 

0.02 

0.31 

0.06 

0.44 

0.04 

0.0500 

- 

- 

- 

0.050 

0.093 

0.404 

0.040 

0.364 

1.358 

373.45 

Over Exploited 

Ladawas 

0814000201771900 

0.10 

0.20 

(63.31) 

0.16 

- 

0.16 

0.05 

0.41 

0.03 

- 

- 

- 

- 

- 

0.030 

0.188 

0.009 

0.179 

0.035 

19.69 

Safe 

Lalasari 

0814000201770800 

0.10 

0.31 

(46.87) 

0.25 

- 

0.25 

0.05 

0.35 

0.05 

- 

- 

- 

- 

- 

0.047 

0.294 

0.015 

0.279 

0.066 

23.58 

Safe 



0.07 

0.01 

(15.24) 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.009 

0.014 

154.38 

Over Exploited 

Loonoda 

0814000201770900 

0.10 

0.00 

828.45 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

282.40 

Over Exploited 



0.07 

0.13 

(78.09) 

0.10 

- 

0.10 

0.05 

0.39 

0.02 

- 

- 

- 

- 

- 

0.020 

0.124 

0.006 

0.118 

0.044 

37.19 

Safe 

Losal (M) 

0813000441305000 

0.12 

1.70 

- 

1.70 

0.04 

1.74 

0.06 

0.44 

0.25 

0.1100 

- 

- 

- 

0.110 

0.363 

2.107 

0.211 

1.896 

4.623 

243.81 

Over Exploited 

Losal Chhoti 

0813000301697300 

0.10 

0.39 

- 

0.39 

0.01 

0.40 

0.06 

0.43 

0.06 

0.0300 

- 

- 

- 

0.030 

0.088 

0.488 

0.049 

0.439 

0.782 

178.17 

Over Exploited 

Madam 

0814000201768100 

0.10 

0.03 

330.07 

0.03 

- 

0.03 

0.02 

0.11 

0.00 

- 

- 

- 

- 

- 

0.005 

0.039 

0.002 

0.037 

0.019 

52.22 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Phyllite & Schist 

7.981 

0.96 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.00 

0.051 

0.25 

0.37 


Magrasi 

081300040170400C 

8.473 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.932 

-0.55 

0.100 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.041 

0.22 

0.37 


Malla Basni 

0814000201771400 

2.251 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.251 

0.16 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.014 

0.36 

0.57 


Manaksar 

0814000201771200 

3.255 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.255 

0.32 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.021 

0.36 

0.59 


Manda Basni 

0814000201772400 

5.656 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.946 

4.32 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.006 

0.06 

0.09 


Mandoli 

0813000301695500 

9.611 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.986 

-0.23 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.008 

0.04 

0.07 



0813000401707500 

5.252 

Fresh 

Non-command 

Non-command 

Quartzite 

0.000 

-0.02 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mandota 

0813000301699100 

20.990 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.446 

-1.08 

0.100 

0.26 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.93 

0.099 

0.23 

0.42 


Mawa 

0814000201770400 

16.105 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.286 

-0.16 

0.060 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.072 

0.26 

0.44 


Meendasari 

0814000101765900 

8.533 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.842 

0.71 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.14 

0.00 

0.013 

0.11 

0.17 







Non-command 

Phyllite & Schist 

5.690 

0.71 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.01 

0.026 

0.23 

0.34 


Mohanpura 

0813000401707300 

5.417 

Fresh 

Non-command 

Non-command 

Quartzite 

0.160 

-0.07 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.02 


Molasar 

0814000201783100 

12.673 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.976 

-0.21 

0.060 

0.81 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

3.15 

0.077 

0.35 

0.58 


Mordoonga 

0813000301695600 

18.983 

Fresh 

Non-command 

Non-command 

Older Alluvium 

18.370 

-0.30 

0.100 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.60 

0.147 

0.37 

0.64 


Moriyawat 

0814000201775400 

12.381 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.381 

0.07 

0.060 

0.24 

0.01 

0.00 

0.00 

0.00 

0.28 

0.17 

0.86 

0.079 

0.37 

0.61 


Naurangpura 

0814000201768600 

3.473 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.473 

0.67 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.022 

0.34 

0.51 


Nehru Nagar 

0814001001889700 

3.929 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.515 

-0.41 

0.080 

0.30 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.15 

0.023 

0.33 

0.59 


Netadon Ki Dhani 

0814000201784500 

4.564 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.564 

0.31 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.02 

0.029 

0.36 

0.59 


Nimbi Jodhan 

0814000101758200 

61.230 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

10.052 

-0.09 

0.040 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.046 

0.05 

0.08 


Nimbi Kalan 

0814000201777500 

5.072 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.072 

-0.26 

0.060 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.61 

0.032 

0.37 

0.59 


Nimbi Khurd 

0814000201774900 

7.296 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.296 

-0.30 

0.060 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.68 

0.047 

0.36 

0.58 


Ninawata 

0814000201775000 

9.492 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.492 

-0.09 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.061 

0.36 

0.58 


Noowa 

0814000201776100 

15.118 

Fresh 

Non-command 

Non-command 

Older Alluvium 

15.118 

-0.32 

0.060 

0.43 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.61 

0.097 

0.38 

0.64 


Palot 

0814000201768800 

17.945 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.533 

2.19 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.00 

0.023 

0.07 

0.10 


Pandorai 

0814000201770200 

14.921 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.185 

0.03 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 







Non-command 

Phyllite & Schist 

0.312 

0.03 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.01 


Paota 

0814000201775200 

6.173 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.173 

-0.07 

0.060 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.040 

0.37 

0.59 


Parewadi 

0814001001888600 

10.424 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.208 

-0.55 

0.080 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.66 

0.014 

0.08 

0.14 


Patan 

0814000201768300 

6.880 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.880 

0.75 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.00 

0.044 

0.35 

0.52 


Pathanon Ka Barh 

0814000201769300 

7.075 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.075 

0.84 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.00 

0.045 

0.35 

0.54 


Payli 

0814000201775800 

9.810 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.810 

-0.27 

0.060 

0.26 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.94 

0.063 

0.38 

0.65 


Phogri 

0814000201775300 

11.134 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.134 

0.04 

0.060 

0.18 

0.01 

0.00 

0.00 

0.00 

0.19 

0.12 

0.61 

0.071 

0.37 

0.60 


Pooranpura 

0813000301697100 

5.874 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.874 

-0.57 

0.100 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.53 

0.047 

0.39 

0.69 


Pyawan 

0814000201774400 

8.717 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.194 

2.23 

0.060 

0.07 

0.00 

0.00 

0.00 

0.00 

1.16 

0.74 

0.22 

0.052 

0.34 

0.53 


Rad Ki Dhani 

0813000401704400 

7.318 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.318 

-0.71 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.061 

0.37 

0.66 


Raisinghpura 

0814000201772100 

9.751 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.662 

4.44 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

1.25 

0.81 

0.00 

0.030 

0.17 

0.26 


Rajpura 

0813000401705000 

13.291 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.978 

-0.66 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.017 

0.06 

0.11 


Ramsabas 

0814000201771800 

4.997 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.997 

0.23 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.032 

0.36 

0.57 


Ratau 

0814000101765400 

39.348 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

8.233 

-0.02 

0.070 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.038 

0.07 

0.10 







Non-command 

Vindhyan Sandstone 

4.100 

-0.02 

0.040 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.019 

0.04 

0.05 


Ratheel 

0814000101766100 

11.793 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.619 

2.38 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.87 

0.58 

0.02 

0.017 

0.11 

0.16 


Sami 

0813000401705200 

7.392 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.735 

-0.66 

0.100 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.040 

0.25 

0.46 


Sangalya 

0813000401704700 

12.947 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.947 

-0.73 

0.100 

0.42 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.54 

0.108 

0.37 

0.67 


Sanwrad 

0814000101765800 

17.560 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.698 

0.72 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.00 

0.008 

0.03 

0.05 







Non-command 

Phyllite & Schist 

13.434 

0.72 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.22 

0.15 

0.03 

0.062 

0.26 

0.38 


Sardarpura Kalan 

0814000201777400 

6.114 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.114 

-0.23 

0.060 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.039 

0.37 

0.59 


Sardarpura Khurd 

0814000201776200 

10.649 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.649 

-0.38 

0.060 

0.35 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.32 

0.068 

0.38 

0.64 


Sarwari 

0813000301697700 

12.206 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.446 

-0.63 

0.100 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.067 

0.27 

0.49 


Seenwa 

0814000101765300 

27.434 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

4.182 

0.46 

0.070 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.11 

0.04 

0.019 

0.05 

0.08 







Non-command 

Phyllite & Schist 

1.377 

0.46 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.006 

0.02 

0.03 


Sekha Basni 

0814000201771700 

5.470 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.470 

0.27 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.00 

0.035 

0.36 

0.56 


Sesam 

0813000401705100 

8.755 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.398 

-0.64 

0.100 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.52 

0.070 

0.37 

0.67 


Sewa 

0814000201771100 

8.294 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.294 

0.75 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.39 

0.24 

0.00 

0.053 

0.36 

0.58 


Shimla 

0814000101765600 

10.208 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.519 

0.29 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.01 

0.034 

0.25 

0.36 







Non-command 

Vindhyan Sandstone 

2.525 

0.29 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.012 

0.08 

0.12 


Sikrali 

0814000101764300 

9.929 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

1.441 

-0.17 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.007 

0.05 

0.07 







Non-command 

Vindhyan Sandstone 

1.492 

-0.17 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.007 

0.05 

0.07 


Singhana 

0814000201768000 

11.399 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.055 

0.57 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Phyllite & Schist 

11.344 

0.57 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.00 

0.073 

0.34 

0.51 


Singrawat 

0813000301697200 

13.809 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.809 

-0.63 

0.100 

0.24 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.82 

0.110 

0.38 

0.68 


Singrawat Kalan 

0814000201774600 

10.472 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.849 

0.92 

0.060 

0.12 

0.00 

0.00 

0.00 

0.00 

0.66 

0.42 

0.40 

0.063 

0.34 

0.54 


Singrawat Khurd 

0814000201774500 

7.681 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.338 

0.61 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.009 

0.06 

0.10 


Soopka 

0814000201771000 

10.837 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.834 

1.13 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.34 

0.21 

0.00 

0.031 

0.16 

0.25 







Non-command 

Phyllite & Schist 

6.003 

1.13 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.01 

0.038 

0.20 

0.31 


Sudrasan 

0814000201775900 

18.209 

Fresh 

Non-command 

Non-command 

Older Alluvium 

18.209 

-0.37 

0.060 

0.57 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.13 

0.117 

0.38 

0.67 


Sujanpura 

0813000301695800 

6.526 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.490 

-0.51 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.020 

0.15 

0.26 


Tarpura 

0814000201776700 

7.199 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.199 

-0.18 

0.060 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.53 

0.046 

0.37 

0.62 


Thakariyas 

0814000201767700 

12.093 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

11.848 

0.88 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.12 

0.00 

0.076 

0.33 

0.49 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.07 

0.14 

(35.25) 

0.11 

- 

0.11 

0.04 

0.29 

0.02 

- 

- 

- 

- 

- 

0.022 

0.134 

0.007 

0.127 

0.051 

40.13 

Safe 

Magrasi 

081300040170400C 

0.12 

0.13 

- 

0.13 

0.01 

0.14 

0.03 

0.25 

0.02 

0.0200 

- 

- 

- 

0.020 

0.039 

0.179 

0.018 

0.161 

0.497 

309.41 

Over Exploited 

Malla Basni 

0814000201771400 

0.10 

0.08 

(82.87) 

0.06 

- 

0.06 

0.05 

0.42 

0.01 

- 

- 

- 

- 

- 

0.012 

0.077 

0.004 

0.073 

0.014 

19.61 

Safe 

Manaksar 

0814000201771200 

0.10 

0.12 

(62.54) 

0.09 

- 

0.09 

0.06 

0.42 

0.02 

- 

- 

- 

- 

- 

0.018 

0.113 

0.006 

0.107 

0.021 

19.44 

Safe 

Manda Basni 

0814000201772400 

0.07 

0.00 

960.87 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.006 

122.09 

Over Exploited 

Mandoli 

0813000301695500 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.046 

1,150.89 

Over Exploited 


0813000401707500 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mandota 

0813000301699100 

0.10 

0.29 

- 

0.29 

0.01 

0.30 

0.03 

0.26 

0.04 

0.0300 

- 

- 

- 

0.030 

0.072 

0.369 

0.037 

0.332 

1.025 

308.73 

Over Exploited 

Mawa 

0814000201770400 

0.10 

0.29 

- 

0.29 

- 

0.29 

0.04 

0.30 

0.04 

0.0100 

- 

- 

- 

0.010 

0.055 

0.349 

0.035 

0.314 

0.320 

101.98 

Over Exploited 

Meendasari 

0814000101765900 

0.16 

0.05 

165.50 

0.06 

- 

0.06 

0.02 

0.13 

0.01 

- 

- 

- 

- 

- 

0.008 

0.071 

0.004 

0.067 

0.013 

19.44 

Safe 



0.08 

0.10 

(40.44) 

0.08 

- 

0.08 

0.04 

0.26 

0.02 

- 

- 

- 

- 

- 

0.017 

0.100 

0.005 

0.095 

0.036 

38.07 

Safe 

Mohanpura 

0813000401707300 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.006 

5,738.93 

Over Exploited 

Molasar 

0814000201783100 

0.10 

0.42 

- 

0.42 

0.04 

0.46 

0.05 

0.41 

0.06 

0.1200 

- 

- 

- 

0.120 

0.182 

0.646 

0.065 

0.582 

3.229 

555.07 

Over Exploited 

Mordoonga 

0813000301695600 

0.10 

0.68 

- 

0.68 

0.01 

0.69 

0.05 

0.42 

0.10 

0.0200 

- 

- 

- 

0.020 

0.120 

0.808 

0.081 

0.727 

0.745 

102.40 

Over Exploited 

Moriyawat 

0814000201775400 

0.10 

0.46 

(62.41) 

0.36 

0.01 

0.37 

0.06 

0.42 

0.07 

0.0300 

- 

- 

- 

0.030 

0.098 

0.473 

0.024 

0.450 

0.937 

208.40 

Over Exploited 

Naurangpura 

0814000201768600 

0.07 

0.08 

(63.58) 

0.07 

- 

0.07 

0.05 

0.40 

0.01 

- 

- 

- 

- 

- 

0.013 

0.080 

0.004 

0.076 

0.022 

29.22 

Safe 

Nehru Nagar 

0814001001889700 

0.15 

0.17 

- 

0.17 

0.01 

0.18 

0.05 

0.38 

0.03 

0.0400 

- 

- 

- 

0.040 

0.067 

0.251 

0.025 

0.226 

1.175 

519.30 

Over Exploited 

Netadon Ki Dhani 

0814000201784500 

0.10 

0.17 

(64.83) 

0.13 

- 

0.13 

0.06 

0.42 

0.03 

- 

- 

- 

- 

- 

0.025 

0.158 

0.008 

0.150 

0.046 

30.71 

Safe 

Nimbi Jodhan 

0814000101758200 

0.12 

0.07 

- 

0.07 

0.01 

0.08 

0.01 

0.06 

0.01 

0.0200 

- 

- 

- 

0.020 

0.031 

0.107 

0.011 

0.096 

0.475 

494.38 

Over Exploited 

Nimbi Kalan 

0814000201777500 

0.10 

0.19 

- 

0.19 

0.01 

0.20 

0.05 

0.42 

0.03 

0.0200 

- 

- 

- 

0.020 

0.047 

0.243 

0.024 

0.219 

0.643 

293.76 

Over Exploited 

Nimbi Khurd 

0814000201774900 

0.10 

0.26 

- 

0.26 

0.01 

0.27 

0.05 

0.42 

0.04 

0.0300 

- 

- 

- 

0.030 

0.070 

0.344 

0.034 

0.310 

0.724 

233.58 

Over Exploited 

Ninawata 

0814000201775000 

0.10 

0.34 

- 

0.34 

- 

0.34 

0.05 

0.42 

0.05 

- 

- 

- 

- 

- 

0.052 

0.395 

0.040 

0.356 

0.061 

17.07 

Safe 

Noowa 

0814000201776100 

0.10 

0.57 

- 

0.57 

0.02 

0.59 

0.06 

0.43 

0.08 

0.0600 

- 

- 

- 

0.060 

0.145 

0.734 

0.073 

0.660 

1.703 

257.82 

Over Exploited 

Palot 

0814000201768800 

0.07 

0.02 

408.28 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.003 

0.023 

0.001 

0.022 

0.023 

104.52 

Over Exploited 

Pandorai 

0814000201770200 

0.10 

0.00 

142.43 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

1,114.94 

Over Exploited 



0.07 

0.00 

(39.27) 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

1,338.60 

Over Exploited 

Paota 

0814000201775200 

0.10 

0.23 

- 

0.23 

- 

0.23 

0.05 

0.42 

0.03 

0.0100 

- 

- 

- 

0.010 

0.044 

0.269 

0.027 

0.242 

0.255 

105.01 

Over Exploited 

Parewadi 

0814001001888600 

0.15 

0.03 

- 

0.03 

0.01 

0.04 

0.01 

0.09 

0.00 

0.0200 

- 

- 

- 

0.020 

0.024 

0.060 

0.006 

0.054 

0.674 

1,245.62 

Over Exploited 

Patan 

0814000201768300 

0.07 

0.17 

(65.07) 

0.13 

- 

0.13 

0.05 

0.40 

0.03 

- 

- 

- 

- 

- 

0.026 

0.160 

0.008 

0.152 

0.044 

29.03 

Safe 

Pathanon Ka Barh 

0814000201769300 

0.07 

0.17 

(63.17) 

0.14 

0.00 

0.14 

0.05 

0.41 

0.03 

- 

- 

- 

0.003 

0.003 

0.030 

0.170 

0.009 

0.162 

0.045 

27.99 

Safe 

Payli 

0814000201775800 

0.10 

0.37 

- 

0.37 

0.01 

0.38 

0.06 

0.43 

0.06 

0.0400 

- 

- 

- 

0.040 

0.095 

0.476 

0.048 

0.428 

1.004 

234.48 

Over Exploited 

Phogri 

0814000201775300 

0.10 

0.41 

(70.62) 

0.33 

0.01 

0.34 

0.06 

0.42 

0.06 

0.0200 

- 

- 

- 

0.020 

0.081 

0.418 

0.021 

0.397 

0.682 

171.92 

Over Exploited 

Pooranpura 

0813000301697100 

0.10 

0.23 

- 

0.23 

0.01 

0.24 

0.06 

0.44 

0.03 

0.0200 

- 

- 

- 

0.020 

0.053 

0.290 

0.029 

0.261 

0.576 

220.80 

Over Exploited 

Pyawan 

0814000201774400 

0.10 

0.28 

167.70 

0.33 

- 

0.33 

0.05 

0.39 

0.04 

0.0100 

- 

- 

- 

0.010 

0.051 

0.384 

0.019 

0.365 

0.267 

73.33 

Semi Critical 

Rad Ki Dhani 

0813000401704400 

0.12 

0.32 

- 

0.32 

- 

0.32 

0.06 

0.43 

0.05 

0.0100 

- 

- 

- 

0.010 

0.060 

0.385 

0.039 

0.347 

0.309 

89.16 

Semi Critical 

Raisinghpura 

0814000201772100 

0.10 

0.08 

918.85 

0.10 

- 

0.10 

0.03 

0.20 

0.01 

- 

- 

- 

- 

- 

0.012 

0.107 

0.005 

0.102 

0.030 

29.29 

Safe 

Rajpura 

0813000401705000 

0.12 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.002 

0.016 

0.002 

0.014 

0.100 

701.29 

Over Exploited 

Ramsabas 

0814000201771800 

0.10 

0.18 

(71.79) 

0.14 

- 

0.14 

0.05 

0.41 

0.03 

- 

- 

- 

- 

- 

0.027 

0.171 

0.009 

0.162 

0.032 

19.71 

Safe 

Ratau 

0814000101765400 

0.10 

0.06 

- 

0.06 

0.00 

0.06 

0.01 

0.08 

0.01 

0.0100 

- 

- 

0.001 

0.011 

0.020 

0.079 

0.008 

0.071 

0.434 

613.38 

Over Exploited 



0.12 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.003 

0.020 

0.002 

0.018 

0.148 

814.52 

Over Exploited 

Ratheel 

0814000101766100 

0.16 

0.06 

840.78 

0.07 

- 

0.07 

0.02 

0.12 

0.01 

- 

- 

- 

- 

- 

0.010 

0.084 

0.004 

0.080 

0.034 

42.20 

Safe 

Sami 

0813000401705200 

0.12 

0.14 

- 

0.14 

- 

0.14 

0.04 

0.29 

0.02 

0.0100 

- 

- 

- 

0.010 

0.030 

0.172 

0.017 

0.155 

0.401 

258.09 

Over Exploited 

Sangalya 

0813000401704700 

0.12 

0.58 

- 

0.58 

0.02 

0.60 

0.06 

0.43 

0.09 

0.0600 

- 

- 

- 

0.060 

0.149 

0.750 

0.075 

0.675 

1.650 

244.46 

Over Exploited 

Sanwrad 

0814000101765800 

0.16 

0.01 

831.75 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.012 

0.001 

0.012 

0.008 

67.12 

Safe 



0.08 

0.28 

(45.60) 

0.22 

- 

0.22 

0.04 

0.30 

0.04 

- 

- 

- 

- 

- 

0.045 

0.269 

0.013 

0.256 

0.092 

35.76 

Safe 

Sardarpura Kalan 

0814000201777400 

0.10 

0.22 

- 

0.22 

- 

0.22 

0.05 

0.42 

0.03 

0.0100 

- 

- 

- 

0.010 

0.043 

0.267 

0.027 

0.241 

0.237 

98.53 

Critical 

Sardarpura Khurd 

0814000201776200 

0.10 

0.40 

- 

0.40 

0.02 

0.42 

0.06 

0.43 

0.06 

0.0500 

- 

- 

- 

0.050 

0.110 

0.530 

0.053 

0.477 

1.388 

291.04 

Over Exploited 

Sarwari 

0813000301697700 

0.10 

0.23 

- 

0.23 

0.01 

0.24 

0.04 

0.31 

0.03 

0.0200 

- 

- 

- 

0.020 

0.053 

0.290 

0.029 

0.261 

0.501 

191.95 

Over Exploited 

Seenwa 

0814000101765300 

0.10 

0.02 

385.81 

0.03 

- 

0.03 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.003 

0.030 

0.001 

0.028 

0.063 

224.35 

Over Exploited 



0.08 

0.00 

360.06 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.016 

667.80 

Over Exploited 

Sekha Basni 

0814000201771700 

0.10 

0.20 

(67.70) 

0.16 

- 

0.16 

0.05 

0.41 

0.03 

- 

- 

- 

- 

- 

0.030 

0.186 

0.009 

0.177 

0.035 

19.76 

Safe 

Sesam 

0813000401705100 

0.12 

0.37 

- 

0.37 

0.01 

0.38 

0.05 

0.42 

0.05 

0.0200 

- 

- 

- 

0.020 

0.075 

0.454 

0.045 

0.409 

0.592 

144.80 

Over Exploited 

Sewa 

0814000201771100 

0.10 

0.30 

(19.05) 

0.24 

0.00 

0.24 

0.06 

0.42 

0.05 

- 

- 

- 

0.003 

0.003 

0.048 

0.293 

0.015 

0.278 

0.053 

19.06 

Safe 

Shimla 

0814000101765600 

0.08 

0.15 

(74.96) 

0.12 

- 

0.12 

0.04 

0.29 

0.02 

- 

- 

- 

- 

- 

0.024 

0.144 

0.007 

0.137 

0.044 

32.48 

Safe 



0.12 

0.03 

(19.09) 

0.02 

- 

0.02 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.004 

0.025 

0.001 

0.023 

0.012 

49.50 

Safe 

Sikrali 

0814000101764300 

0.10 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.001 

0.007 

0.029 

388.08 

Over Exploited 



0.12 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.009 

0.036 

378.31 

Over Exploited 

Singhana 

0814000201768000 

0.10 

0.00 

14,324.88 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.27 

(70.70) 

0.22 

- 

0.22 

0.05 

0.40 

0.04 

- 

- 

- 

- 

- 

0.043 

0.260 

0.013 

0.247 

0.073 

29.36 

Safe 

Singrawat 

0813000301697200 

0.10 

0.53 

- 

0.53 

0.01 

0.54 

0.06 

0.44 

0.08 

0.0300 

- 

- 

- 

0.030 

0.108 

0.646 

0.065 

0.582 

0.931 

160.06 

Over Exploited 

Singrawat Kalan 

0814000201774600 

0.10 

0.34 

24.65 

0.40 

- 

0.40 

0.05 

0.39 

0.05 

0.0100 

- 

- 

- 

0.010 

0.060 

0.463 

0.023 

0.439 

0.459 

104.46 

Over Exploited 

Singrawat Khurd 

0814000201774500 

0.10 

0.01 

268.09 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.011 

0.009 

79.24 

Semi Critical 

Soopka 

0814000201771000 

0.10 

0.08 

177.54 

0.09 

- 

0.09 

0.02 

0.18 

0.01 

- 

- 

- 

- 

- 

0.012 

0.104 

0.005 

0.099 

0.031 

31.16 

Safe 



0.07 

0.08 

(14.90) 

0.07 

- 

0.07 

0.03 

0.23 

0.01 

- 

- 

- 

- 

- 

0.013 

0.084 

0.004 

0.080 

0.047 

59.62 

Safe 

Sudrasan 

0814000201775900 

0.10 

0.69 

- 

0.69 

0.03 

0.72 

0.06 

0.44 

0.10 

0.0800 

- 

- 

- 

0.080 

0.183 

0.906 

0.091 

0.815 

2.251 

275.99 

Over Exploited 

Sujanpura 

0813000301695800 

0.10 

0.04 

- 

0.04 

- 

0.04 

0.02 

0.17 

0.01 

0.0100 

- 

- 

- 

0.010 

0.015 

0.052 

0.005 

0.047 

0.229 

488.13 

Over Exploited 

Tarpura 

0814000201776700 

0.10 

0.27 

- 

0.27 

0.01 

0.28 

0.06 

0.43 

0.04 

0.0200 

- 

- 

- 

0.020 

0.060 

0.338 

0.034 

0.304 

0.580 

190.67 

Over Exploited 

Thakariyas 

0814000201767700 

0.07 

0.28 

(56.96) 

0.22 

- 

0.22 

0.05 

0.39 

0.04 

- 

- 

- 

- 

- 

0.044 

0.267 

0.013 

0.253 

0.076 

29.94 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Thanu 

081400020176980C 

7.971 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.971 

1.06 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.00 

0.051 

0.35 

0.55 


Tigariya 

081400020176890C 

1.340 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.157 

3.28 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.007 

0.30 

0.45 


Todas 

081400100188950C 

24.068 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.912 

-0.54 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.019 

0.04 

0.08 


Toliyasar 

0814000201776300 

5.721 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.721 

-0.29 

0.060 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.037 

0.37 

0.63 

16005037 

Aakeli -B 

0814000701846400 

18.454 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

18.454 

-0.26 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.061 

0.37 

0.55 


Achhotai 

0814000401811900 

1.889 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.889 

0.10 

0.030 

0.04 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.15 

0.000 

0.32 

0.50 


Achla Ka Khet 

0814000701848200 

1.595 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

1.373 

-0.70 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.005 

0.32 

0.47 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

0.158 

-0.70 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.04 

0.05 


Agoonta 

0814000201774000 

19.160 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.424 

0.33 

0.060 

0.07 

0.00 

0.00 

0.00 

0.00 

0.22 

0.14 

0.22 

0.048 

0.14 

0.22 


Agrot 

0814000201773100 

7.406 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.406 

0.13 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.047 

0.35 

0.53 


Aheerpura 

0814000301794400 

7.955 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

7.955 

-0.32 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.031 

0.37 

0.55 


Ahmadpura 

0814000401813700 

6.794 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

1.951 

-0.50 

0.070 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.000 

0.08 

0.12 


Aidanpura 

0804000700652900 

3.045 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

3.045 

-0.35 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.012 

0.30 

0.47 


Ajabpura 

0814000301788700 

6.327 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

4.384 

0.07 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.017 

0.23 

0.36 





Saline 

Non-command 

Non-command 

Bilara Limestone 

1.943 

0.07 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.007 

0.10 

0.16 


Ajasar 

0814000401798600 

12.411 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.613 

0.03 

0.060 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.03 

0.15 

0.000 

0.20 

0.34 







Non-command 

Vindhyan Sandstone 

2.798 

0.03 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.09 

0.000 

0.06 

0.10 


Akbarpura 

0814000401811200 

3.369 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

3.369 

-1.09 

0.030 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.000 

0.35 

0.52 


Akora 

0814000301785700 

13.448 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

13.448 

-0.01 

0.070 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.052 

0.31 

0.48 


Alay 

0814000401803000 

43.141 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.077 

-0.32 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Vindhyan Sandstone 

43.052 

-0.32 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.000 

0.26 

0.44 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

0.012 

-0.32 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Amanda 

0814000401812400 

16.138 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

16.138 

-0.25 

0.030 

0.26 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.06 

0.000 

0.32 

0.49 


Amarpura 

0814000401805200 

16.402 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

16.402 

0.10 

0.040 

0.14 

0.01 

0.00 

0.00 

0.00 

0.19 

0.12 

0.58 

0.000 

0.28 

0.47 


Amarsar 

0804000700653100 

23.928 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

23.473 

-0.27 

0.040 

0.12 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.089 

0.28 

0.46 


Ambali 

0814000301793000 

6.807 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

5.528 

-0.37 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.021 

0.30 

0.45 







Non-command 

Vindhyan Sandstone 

1.279 

-0.37 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.07 

0.11 


Anwaliyasar 

0814000301784800 

21.485 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

21.485 

0.03 

0.040 

0.06 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.15 

0.083 

0.28 

0.46 


Arsinga 

0814000301789700 

17.034 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

17.034 

-0.05 

0.070 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.066 

0.35 

0.53 


Arwar 

0814000301795100 

15.652 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

3.061 

0.39 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.04 

0.012 

0.07 

0.11 







Non-command 

Older Alluvium 

0.205 

0.39 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.00 

0.01 







Non-command 

Tertiary Sandstone 

12.387 

0.39 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.32 

0.21 

0.07 

0.048 

0.29 

0.44 


Asapura 

0814000401810000 

3.175 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

2.442 

-0.25 

0.070 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.000 

0.24 

0.39 







Non-command 

Vindhyan Sandstone 

0.734 

-0.25 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.07 

0.12 


Asarsar 

0804000700654100 

22.444 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

6.197 

-0.22 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.024 

0.09 

0.13 







Non-command 

Vindhyan Sandstone 

16.246 

-0.22 

0.040 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.37 

0.062 

0.23 

0.35 


Athiyasan 

0814000401808900 

25.761 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

25.761 

0.95 

0.040 

0.56 

0.03 

0.00 

0.00 

0.00 

1.51 

0.93 

2.23 

0.000 

0.30 

0.48 


Awad 

0814000301787700 

20.974 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

16.468 

-0.02 

0.070 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.064 

0.25 

0.39 





Saline 

Non-command 

Non-command 

Bilara Limestone 

4.506 

-0.02 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.017 

0.07 

0.11 


Bachhwari 

0814000701846500 

18.631 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

12.479 

-0.58 

0.060 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.041 

0.25 

0.37 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

6.151 

-0.58 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.020 

0.12 

0.18 


Badhsar 

0804000700653400 

30.331 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

30.331 

-0.04 

0.040 

0.24 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.81 

0.115 

0.28 

0.46 


Baghsara Athuna 

0804000700659300 

28.487 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

20.203 

-0.13 

0.080 

0.41 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.53 

0.077 

0.23 

0.34 







Non-command 

Older Alluvium 

8.283 

-0.13 

0.100 

0.25 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.94 

0.032 

0.10 

0.14 


Bagrasar 

0814000301784900 

16.903 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

16.903 

0.00 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.065 

0.28 

0.46 


Bagseu 

0803000500558700 

21.031 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.578 

-0.02 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.037 

0.15 

0.26 


Bairasar 

0804000700654600 

27.417 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

6.323 

-0.49 

0.040 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.024 

0.08 

0.11 


Balaji Nagar 

0814000301797600 

7.720 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

7.720 

-1.17 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.030 

0.37 

0.55 


Balasar 

0814000401802700 

3.568 

Saline 

Non-command 

Non-command 

Bilara Limestone 

2.602 

-0.74 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.19 

0.33 







Non-command 

Vindhyan Sandstone 

0.966 

-0.74 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.07 

0.12 


Balaya 

0814000401812500 

20.921 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

15.062 

0.20 

0.050 

0.05 

0.00 

0.00 

0.00 

0.00 

0.20 

0.13 

0.19 

0.000 

0.22 

0.33 







Non-command 

Vindhyan Sandstone 

5.859 

0.20 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.09 

0.000 

0.09 

0.13 


Baldoo 

0814000101765500 

39.619 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.585 

0.08 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.003 

0.00 

0.01 


Baliya 

0814000201772000 

21.950 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.585 

3.32 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.00 

0.004 

0.01 

0.01 







Non-command 

Phyllite & Schist 

0.375 

3.32 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.002 

0.01 

0.01 


Balwa 

0814000401805800 

15.339 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.409 

-0.07 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.04 





Saline 

Non-command 

Non-command 

Bilara Limestone 

0.672 

-0.07 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 







Non-command 

Vindhyan Sandstone 

13.258 

-0.07 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.23 

0.39 


Bamboo 

0804000700654500 

50.221 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

40.540 

-0.50 

0.080 

0.50 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.79 

0.154 

0.27 

0.39 







Non-command 

Vindhyan Sandstone 

7.001 

-0.50 

0.040 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.027 

0.05 

0.07 


Bandhra 

0803000500556100 

21.129 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.500 

0.27 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 







Non-command 

Vindhyan Sandstone 

20.629 

0.27 

0.040 

0.04 

0.00 

0.00 

0.00 

0.00 

0.27 

0.16 

0.08 

0.061 

0.26 

0.44 


Bansra 

0814000401809200 

4.837 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

4.837 

-0.29 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.30 

0.49 


Banthadi 

0814000201773400 

11.355 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

3.911 

-0.07 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.025 

0.12 

0.19 







Non-command 

Older Alluvium 

7.444 

-0.07 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.048 

0.24 

0.36 


Bapeu 

0803000800640800 

58.803 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

3.752 

-0.43 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.009 

0.02 

0.03 


Bapor 

0814000401807600 

10.147 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.155 

0.22 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 







Non-command 

Vindhyan Sandstone 

9.992 

0.22 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.14 

0.000 

0.27 

0.43 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Thanu 

081400020176980C 

0.07 

0.20 

(51.86) 

0.16 

- 

0.16 

0.05 

0.41 

0.03 

- 

- 

- 

- 

- 

0.031 

0.189 

0.009 

0.179 

0.051 

28.48 

Safe 

Tigariya 

0814000201768900 

0.07 

0.02 

57.41 

0.03 

- 

0.03 

0.05 

0.35 

0.00 

- 

- 

- 

- 

- 

0.004 

0.033 

0.002 

0.031 

0.007 

23.72 

Safe 

Todas 

0814001001889500 

0.15 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.032 

0.003 

0.029 

0.242 

832.65 

Over Exploited 

Toliyasar 

0814000201776300 

0.10 

0.21 

- 

0.21 

- 

0.21 

0.06 

0.43 

0.03 

0.0100 

- 

- 

- 

0.010 

0.042 

0.256 

0.026 

0.231 

0.235 

101.69 

Over Exploited 

Aakeli -B 

0814000701846400 

0.10 

0.69 

- 

0.69 

- 

0.69 

0.05 

0.42 

0.09 

- 

- 

- 

- 

- 

0.090 

0.777 

0.078 

0.700 

0.061 

8.74 

Safe 

Achhotai 

0814000401811900 

0.08 

0.05 

(39.74) 

0.04 

- 

0.04 

0.05 

0.36 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.055 

0.003 

0.053 

0.151 

286.54 

Over Exploited 

Achla Ka Khet 

0814000701848200 

0.10 

0.04 

- 

0.04 

- 

0.04 

0.04 

0.36 

0.01 

- 

- 

- 

- 

- 

0.006 

0.050 

0.005 

0.045 

0.101 

223.52 

Over Exploited 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Agoonta 

0814000201774000 

0.10 

0.10 

32.84 

0.12 

- 

0.12 

0.02 

0.16 

0.02 

0.0100 

- 

- 

- 

0.010 

0.025 

0.150 

0.007 

0.142 

0.268 

188.21 

Over Exploited 

Agrot 

0814000201773100 

0.10 

0.26 

(79.69) 

0.21 

- 

0.21 

0.05 

0.40 

0.04 

- 

- 

- 

- 

- 

0.040 

0.247 

0.012 

0.235 

0.047 

20.19 

Safe 

Aheerpura 

0814000301794400 

0.10 

0.29 

- 

0.29 

- 

0.29 

0.05 

0.42 

0.04 

- 

- 

- 

- 

- 

0.040 

0.332 

0.033 

0.299 

0.031 

10.28 

Safe 

Ahmadpura 

0814000401813700 

0.08 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.025 

0.002 

0.022 

0.198 

886.33 

Over Exploited 

Aidanpura 

0804000700652900 

0.12 

0.11 

- 

0.11 

- 

0.11 

0.05 

0.35 

0.02 

- 

- 

- 

- 

- 

0.020 

0.128 

0.013 

0.115 

0.030 

25.70 

Safe 

Ajabpura 

0814000301788700 

0.08 

0.08 

(74.75) 

0.07 

- 

0.07 

0.04 

0.27 

0.01 

- 

- 

- 

- 

- 

0.013 

0.079 

0.004 

0.075 

0.017 

22.61 

Safe 



0.08 

0.02 

(61.08) 

0.01 

- 

0.01 

0.02 

0.12 

0.00 

- 

- 

- 

- 

- 

0.003 

0.015 

0.001 

0.015 

0.007 

51.01 

Safe 

Ajasar 

0814000401798600 

0.15 

0.29 

(90.03) 

0.23 

0.01 

0.24 

0.04 

0.24 

0.05 

0.0200 

- 

- 

- 

0.020 

0.074 

0.316 

0.016 

0.301 

0.154 

51.25 

Safe 



0.08 

0.01 

6.17 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.026 

0.001 

0.025 

0.088 

351.42 

Over Exploited 

Akbarpura 

0814000401811200 

0.08 

0.09 

- 

0.09 

0.01 

0.10 

0.05 

0.39 

0.01 

0.0200 

- 

- 

- 

0.020 

0.032 

0.136 

0.014 

0.122 

0.454 

371.27 

Over Exploited 

Akora 

0814000301785700 

0.08 

0.33 

- 

0.33 

- 

0.33 

0.05 

0.36 

0.06 

- 

- 

- 

- 

- 

0.057 

0.389 

0.039 

0.350 

0.136 

38.86 

Safe 

Alay 

0814000401803000 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.08 

0.90 

- 

0.90 

- 

0.90 

0.05 

0.31 

0.16 

- 

- 

- 

- 

- 

0.162 

1.060 

0.106 

0.954 

0.050 

5.24 

Safe 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Amanda 

0814000401812400 

0.08 

0.41 

- 

0.41 

0.01 

0.42 

0.05 

0.37 

0.06 

0.0400 

- 

- 

- 

0.040 

0.100 

0.522 

0.052 

0.470 

1.059 

225.23 

Over Exploited 

Amarpura 

0814000401805200 

0.08 

0.37 

(68.91) 

0.30 

0.01 

0.31 

0.05 

0.33 

0.06 

0.0200 

- 

- 

- 

0.020 

0.085 

0.393 

0.020 

0.373 

0.578 

154.78 

Over Exploited 

Amarsar 

0804000700653100 

0.12 

0.79 

- 

0.79 

- 

0.79 

0.05 

0.33 

0.15 

0.0100 

- 

- 

- 

0.010 

0.158 

0.950 

0.095 

0.855 

0.443 

51.86 

Safe 

Ambali 

0814000301793000 

0.08 

0.13 

- 

0.13 

- 

0.13 

0.04 

0.34 

0.02 

- 

- 

- 

- 

- 

0.018 

0.151 

0.015 

0.136 

0.021 

15.73 

Safe 



0.10 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.009 

0.005 

54.37 

Safe 

Anwaliyasar 

0814000301784800 

0.10 

0.60 

(91.42) 

0.48 

- 

0.48 

0.05 

0.33 

0.11 

0.0100 

- 

- 

- 

0.010 

0.120 

0.597 

0.030 

0.567 

0.233 

41.08 

Safe 

Arsinga 

0814000301789700 

0.08 

0.48 

- 

0.48 

- 

0.48 

0.05 

0.40 

0.07 

- 

- 

- 

- 

- 

0.072 

0.548 

0.055 

0.493 

0.150 

30.37 

Safe 

Arwar 

0814000301795100 

0.08 

0.02 

257.40 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.002 

0.023 

0.001 

0.022 

0.054 

241.99 

Over Exploited 



0.15 

0.00 

2,822.01 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.10 

0.36 

(40.29) 

0.29 

- 

0.29 

0.04 

0.33 

0.05 

- 

- 

- 

- 

- 

0.048 

0.335 

0.017 

0.319 

0.120 

37.59 

Safe 

Asapura 

0814000401810000 

0.08 

0.05 

- 

0.05 

- 

0.05 

0.04 

0.28 

0.01 

- 

- 

- 

- 

- 

0.007 

0.055 

0.005 

0.049 

0.066 

133.34 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.004 

- 

- 

Safe 

Asarsar 

0804000700654100 

0.10 

0.05 

- 

0.05 

- 

0.05 

0.02 

0.10 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.074 

0.007 

0.067 

0.190 

284.94 

Over Exploited 



0.12 

0.45 

- 

0.45 

- 

0.45 

0.04 

0.27 

0.08 

0.0100 

- 

- 

- 

0.010 

0.087 

0.537 

0.054 

0.483 

0.434 

89.73 

Semi Critical 

Athiyasan 

0814000401808900 

0.08 

0.61 

51.30 

0.74 

0.03 

0.77 

0.05 

0.35 

0.10 

0.0800 

- 

- 

- 

0.080 

0.181 

0.947 

0.047 

0.899 

2.228 

247.77 

Over Exploited 

Awad 

0814000301787700 

0.08 

0.33 

- 

0.33 

- 

0.33 

0.04 

0.29 

0.05 

- 

- 

- 

- 

- 

0.053 

0.383 

0.038 

0.344 

0.064 

18.45 

Safe 



0.08 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.004 

0.029 

0.003 

0.026 

0.017 

67.43 

Safe 

Bachhwari 

0814000701846500 

0.10 

0.31 

- 

0.31 

- 

0.31 

0.03 

0.28 

0.04 

0.0100 

- 

- 

- 

0.010 

0.051 

0.363 

0.036 

0.327 

0.377 

115.53 

Over Exploited 



0.10 

0.08 

- 

0.08 

- 

0.08 

0.02 

0.14 

0.01 

- 

- 

- 

- 

- 

0.010 

0.086 

0.009 

0.077 

0.116 

150.80 

Over Exploited 

Badhsar 

0804000700653400 

0.12 

1.02 

- 

1.02 

0.01 

1.03 

0.05 

0.33 

0.19 

0.0300 

- 

- 

- 

0.030 

0.221 

1.249 

0.125 

1.124 

0.925 

82.32 

Semi Critical 

Baghsara Athuna 

0804000700659300 

0.10 

0.47 

- 

0.47 

0.02 

0.49 

0.04 

0.27 

0.08 

0.0600 

- 

- 

- 

0.060 

0.138 

0.629 

0.063 

0.566 

1.611 

284.63 

Over Exploited 



0.20 

0.16 

- 

0.16 

0.01 

0.17 

0.02 

0.11 

0.03 

0.0400 

- 

- 

- 

0.040 

0.066 

0.235 

0.023 

0.211 

0.972 

460.27 

Over Exploited 

Bagrasar 

0814000301784900 

0.10 

0.47 

(97.26) 

0.38 

- 

0.38 

0.05 

0.33 

0.09 

- 

- 

- 

- 

- 

0.086 

0.464 

0.023 

0.440 

0.065 

14.81 

Safe 

Bagseu 

0803000500558700 

0.10 

0.19 

- 

0.19 

- 

0.19 

0.03 

0.18 

0.04 

0.0100 

- 

- 

- 

0.010 

0.048 

0.242 

0.024 

0.218 

0.205 

94.19 

Critical 

Bairasar 

0804000700654600 

0.12 

0.06 

- 

0.06 

- 

0.06 

0.01 

0.09 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.078 

0.008 

0.070 

0.246 

352.03 

Over Exploited 

Balaji Nagar 

0814000301797600 

0.10 

0.29 

- 

0.29 

- 

0.29 

0.05 

0.42 

0.04 

- 

- 

- 

- 

- 

0.038 

0.326 

0.033 

0.293 

0.060 

20.38 

Safe 

Balasar 

0814000401802700 

0.08 

0.04 

- 

0.04 

- 

0.04 

0.03 

0.23 

0.01 

- 

- 

- 

- 

- 

0.007 

0.047 

0.005 

0.042 

0.022 

51.89 

Safe 



0.08 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.006 

- 

- 

Safe 

Balaya 

0814000401812500 

0.10 

0.33 

(59.70) 

0.27 

- 

0.27 

0.03 

0.25 

0.05 

0.0100 

- 

- 

- 

0.010 

0.060 

0.326 

0.016 

0.309 

0.193 

62.37 

Safe 



0.08 

0.04 

(8.58) 

0.04 

- 

0.04 

0.01 

0.10 

0.01 

- 

- 

- 

- 

- 

0.006 

0.043 

0.002 

0.041 

0.091 

223.73 

Over Exploited 

Baldoo 

0814000101765500 

0.12 

0.00 

272.20 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.017 

3,689.12 

Over Exploited 

Baliya 

0814000201772000 

0.10 

0.00 

13,361.35 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.004 

524.38 

Over Exploited 



0.07 

0.00 

7,357.88 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

1,169.60 

Over Exploited 

Balwa 

0814000401805800 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.003 

0.000 

0.003 

- 

- 

Safe 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

- 

- 

Safe 



0.08 

0.24 

- 

0.24 

- 

0.24 

0.04 

0.27 

0.04 

- 

- 

- 

- 

- 

0.044 

0.289 

0.029 

0.260 

- 

- 

Safe 

Bamboo 

0804000700654500 

0.10 

1.08 

- 

1.08 

0.02 

1.10 

0.04 

0.31 

0.18 

0.0700 

- 

- 

- 

0.070 

0.249 

1.351 

0.135 

1.216 

1.947 

160.13 

Over Exploited 



0.12 

0.04 

- 

0.04 

- 

0.04 

0.01 

0.05 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.055 

0.006 

0.050 

0.285 

573.62 

Over Exploited 

Bandhra 

0803000500556100 

0.08 

0.00 

866.10 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

454.45 

Over Exploited 



0.08 

0.42 

(63.26) 

0.34 

- 

0.34 

0.05 

0.30 

0.07 

- 

- 

- 

- 

- 

0.075 

0.413 

0.021 

0.392 

0.140 

35.65 

Safe 

Bansra 

0814000401809200 

0.08 

0.12 

- 

0.12 

- 

0.12 

0.05 

0.35 

0.02 

- 

- 

- 

- 

- 

0.019 

0.136 

0.014 

0.122 

- 

- 

Safe 

Banthadi 

0814000201773400 

0.08 

0.04 

- 

0.04 

- 

0.04 

0.02 

0.14 

0.01 

- 

- 

- 

- 

- 

0.006 

0.044 

0.004 

0.040 

0.025 

62.82 

Safe 



0.10 

0.17 

- 

0.17 

- 

0.17 

0.03 

0.27 

0.03 

- 

- 

- 

- 

- 

0.025 

0.200 

0.020 

0.180 

0.065 

35.83 

Safe 

Bapeu 

0803000800640800 

0.08 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.006 

0.081 

1,388.38 

Over Exploited 

Bapor 

0814000401807600 

0.08 

0.00 

2,780.17 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.08 

0.22 

(66.78) 

0.17 

0.00 

0.18 

0.05 

0.32 

0.04 

0.0100 

- 

- 

0.004 

0.014 

0.052 

0.227 

0.011 

0.216 

0.138 

64.00 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Barangaon 

081400040181280C 

14.311 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

9.518 

0.23 

0.070 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.11 

0.10 

0.000 

0.18 

0.29 







Non-command 

Vindhyan Sandstone 

4.793 

0.23 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.03 

0.000 

0.09 

0.15 


Barani 

081400040180350C 

16.301 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.861 

-0.53 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

15.440 

-0.53 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.25 

0.42 


Barnel 

0814000301793300 

25.236 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

14.587 

-0.34 

0.070 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.056 

0.21 

0.32 







Non-command 

Vindhyan Sandstone 

10.649 

-0.34 

0.040 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.041 

0.16 

0.23 


Barsoona 

0814000301796700 

8.800 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.154 

-0.48 

0.080 

0.74 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

2.94 

0.024 

0.26 

0.38 







Non-command 

Tertiary Sandstone 

2.645 

-0.48 

0.060 

0.28 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.12 

0.010 

0.11 

0.17 


Basiathuni 

0804000700659800 

18.535 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

18.535 

-0.14 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.071 

0.33 

0.48 


Basni Belima (CT) 

0814000441404000 

15.387 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

15.387 

0.24 

0.040 

0.97 

0.00 

0.00 

0.00 

0.00 

1.12 

0.68 

0.00 

2.945 

0.27 

0.45 


Basni Khaleel 

0814000401810600 

4.345 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

1.817 

-0.37 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.15 

0.23 







Non-command 

Vindhyan Sandstone 

2.529 

-0.37 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.000 

0.21 

0.31 


Basni Kuriya 

0814000401806100 

1.350 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.350 

1.48 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.06 

0.000 

0.28 

0.45 


Basni Neta 

0814000601827700 

11.518 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.333 

-1.25 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.000 

0.01 

0.02 


Baswani 

0814000401807400 

13.900 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

10.599 

-0.01 

0.070 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.000 

0.21 

0.33 







Non-command 

Vindhyan Sandstone 

3.301 

-0.01 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.000 

0.06 

0.10 


Batwari 

0814000301789500 

3.017 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

3.017 

0.14 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.012 

0.34 

0.52 


Beechawa 

0814000201773500 

14.903 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.534 

-0.11 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.01 

0.02 







Non-command 

Older Alluvium 

10.641 

-0.11 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.068 

0.26 

0.40 


Beenthwal 

0814000401812200 

9.744 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

9.744 

-0.43 

0.030 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.000 

0.32 

0.50 


Beeramsar 

0814000401799100 

9.830 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

1.269 

0.09 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.000 

0.03 

0.06 







Non-command 

Vindhyan Sandstone 

8.560 

0.09 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.09 

0.000 

0.23 

0.39 


Berasar 

0814000301797300 

2.984 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.610 

-1.15 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.010 

0.33 

0.48 







Non-command 

Vindhyan Sandstone 

0.373 

-1.15 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.05 

0.07 


Bhadana 

0814000401805000 

36.600 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

22.541 

0.29 

0.070 

0.02 

0.00 

0.00 

0.00 

0.00 

0.48 

0.29 

0.07 

0.000 

0.17 

0.29 







Non-command 

Vindhyan Sandstone 

14.059 

0.29 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.11 

0.03 

0.000 

0.11 

0.18 



0814000401810300 

29.146 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

29.146 

-0.80 

0.030 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.76 

0.000 

0.35 

0.53 


Bhadwasi 

0814000701848100 

1.733 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.047 

-0.75 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

1.648 

-0.75 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.005 

0.36 

0.52 



0814000401803700 

10.284 

Saline 

Non-command 

Non-command 

Bilara Limestone 

8.823 

-0.33 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.23 

0.38 







Non-command 

Vindhyan Sandstone 

1.461 

-0.33 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.04 

0.06 


Bhagwanpura 

0803000500559300 

6.354 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.362 

0.04 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.010 

0.14 

0.24 







Non-command 

Vindhyan Sandstone 

2.992 

0.04 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.009 

0.13 

0.21 


Bhakrod 

0814000401813800 

27.149 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

22.120 

-0.41 

0.050 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.000 

0.23 

0.35 


Bhandari 

0814000201773000 

6.126 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.126 

0.06 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.06 

0.039 

0.35 

0.53 


Bhanwad 

0814000401806300 

15.082 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

15.082 

-0.11 

0.040 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.000 

0.27 

0.44 


Bharnawa 

0814000101757900 

4.463 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

4.463 

0.10 

0.040 

0.10 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.36 

0.020 

0.33 

0.48 


Bhaseena 

0804000700658600 

16.682 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

16.682 

-0.27 

0.080 

0.22 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.79 

0.064 

0.33 

0.48 


Bhat Nokha 

0814000401816700 

18.831 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.002 

-1.05 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhawariya 

0814000701849500 

5.634 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.205 

-0.02 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.011 

0.21 

0.31 


Bhawla 

0814000301796200 

23.136 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

14.646 

-0.78 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.057 

0.24 

0.35 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

8.490 

-0.78 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.033 

0.14 

0.20 


Bhiniyad -a 

0814000301793700 

1.003 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.003 

-0.56 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.004 

0.37 

0.55 


Bhiniyad Chak-b 

0814000301793900 

1.071 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.071 

-0.57 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.37 

0.55 


Bhiniyad-c 

0814000301793600 

2.011 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

2.011 

-0.43 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.008 

0.37 

0.55 


Bhom Bagseu 

0803000500558800 

4.107 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.141 

-0.05 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Bhom Bilniyasar 

0803000500559100 

2.151 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

2.013 

-0.14 

0.040 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.006 

0.25 

0.42 


Bhom Gondusar 

0804000700658300 

2.995 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

2.995 

-0.34 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.011 

0.33 

0.48 


Bhom Jyak 

0804000700658800 

1.154 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

1.154 

-0.23 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.004 

0.32 

0.48 


Bhom Maiyasar 

0803000500557400 

8.933 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

3.124 

-0.05 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.009 

0.09 

0.16 


Bhom Nabbasar 

0804000700659100 

2.505 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

2.505 

-0.22 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.010 

0.32 

0.48 


Bhom Parewara 

0804000700658000 

1.712 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

1.635 

-0.50 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.006 

0.32 

0.46 





Saline 

Non-command 

Non-command 

Bilara Limestone 

0.077 

-0.50 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Bhom Telap 

0804000700659400 

3.346 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

3.346 

-0.23 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.013 

0.33 

0.48 


Bhomiyara 

0804000700654300 

3.939 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

3.939 

-0.39 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.015 

0.33 

0.48 


Bhomsadoo 

0804000700653800 

1.730 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.730 

-0.20 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.007 

0.30 

0.47 


Bhyau 

0803000500556600 

8.459 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

8.459 

0.43 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.09 

0.00 

0.025 

0.26 

0.45 


Bilanga 

0804000700660600 

12.568 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.335 

-0.68 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.013 

0.09 

0.12 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

3.818 

-0.68 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.015 

0.10 

0.14 


Bilniyasar 

0803000500559000 

14.442 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

5.177 

-0.20 

0.040 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.015 

0.10 

0.16 


Biramsar 

0803000500557000 

24.442 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

24.442 

-0.08 

0.040 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.072 

0.26 

0.45 


Bodind Kalan 

0814000301792300 

7.656 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

4.818 

0.81 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.28 

0.19 

0.00 

0.019 

0.22 

0.34 







Non-command 

Vindhyan Sandstone 

2.838 

0.81 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.00 

0.011 

0.13 

0.20 


Bodind Khurd 

0814000301792200 

5.852 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

5.852 

0.80 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.13 

0.00 

0.023 

0.36 

0.54 


Boodhi With Chak 

0814000401813000 

11.942 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

10.997 

-0.25 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.25 

0.40 


Borwa 

0814000301795400 

29.273 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

26.197 

0.10 

0.070 

0.09 

0.00 

0.00 

0.00 

0.00 

0.27 

0.17 

0.21 

0.101 

0.32 

0.49 







Non-command 

Tertiary Sandstone 

3.076 

0.10 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.012 

0.04 

0.06 


Boseri 

0814000301784700 

30.245 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.422 

0.04 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.13 

0.036 

0.08 

0.14 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Barangaon 

081400040181280C 

0.08 

0.14 

(22.15) 

0.11 

0.00 

0.11 

0.03 

0.22 

0.02 

- 

- 

- 

0.002 

0.002 

0.026 

0.139 

0.007 

0.132 

0.099 

74.88 

Semi Critical 



0.08 

0.04 

(3.47) 

0.03 

- 

0.03 

0.02 

0.11 

0.01 

- 

- 

- 

- 

- 

0.006 

0.040 

0.002 

0.038 

0.028 

72.96 

Semi Critical 

Barani 

0814000401803500 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

- 

- 

Safe 



0.08 

0.31 

- 

0.31 

- 

0.31 

0.05 

0.29 

0.06 

- 

- 

- 

- 

- 

0.056 

0.363 

0.036 

0.327 

0.022 

6.73 

Safe 

Barnel 

0814000301793300 

0.08 

0.25 

- 

0.25 

- 

0.25 

0.03 

0.24 

0.03 

0.0100 

- 

- 

- 

0.010 

0.044 

0.292 

0.029 

0.263 

0.266 

101.27 

Over Exploited 



0.10 

0.17 

- 

0.17 

- 

0.17 

0.02 

0.18 

0.02 

- 

- 

- 

- 

- 

0.023 

0.188 

0.019 

0.169 

0.161 

95.21 

Critical 

Barsoona 

0814000301796700 

0.15 

0.24 

- 

0.24 

0.04 

0.28 

0.03 

0.29 

0.03 

0.1100 

- 

- 

- 

0.110 

0.142 

0.422 

0.042 

0.380 

2.964 

780.41 

Over Exploited 



0.10 

0.03 

- 

0.03 

0.01 

0.04 

0.01 

0.13 

0.00 

0.0400 

- 

- 

- 

0.040 

0.044 

0.084 

0.008 

0.075 

1.126 

1,498.59 

Over Exploited 

Basiathuni 

0804000700659800 

0.10 

0.62 

- 

0.62 

- 

0.62 

0.05 

0.39 

0.10 

- 

- 

- 

- 

- 

0.101 

0.720 

0.072 

0.648 

0.149 

22.93 

Safe 

Basni Belima (CT) 

0814000441404000 

0.08 

0.34 

103.31 

0.40 

0.00 

0.41 

0.05 

0.32 

0.06 

- 

- 

- 

0.003 

0.003 

0.062 

0.468 

0.023 

0.444 

2.945 

662.91 

Over Exploited 

Basni Khaleel 

0814000401810600 

0.10 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.17 

0.00 

- 

- 

- 

- 

- 

0.004 

0.031 

0.003 

0.028 

- 

- 

Safe 



0.08 

0.04 

- 

0.04 

- 

0.04 

0.03 

0.24 

0.01 

- 

- 

- 

- 

- 

0.006 

0.048 

0.005 

0.044 

0.030 

68.86 

Safe 

Basni Kuriya 

0814000401806100 

0.08 

0.03 

83.79 

0.04 

- 

0.04 

0.05 

0.33 

0.01 

- 

- 

- 

- 

- 

0.005 

0.041 

0.002 

0.039 

0.055 

140.40 

Over Exploited 

Basni Neta 

0814000601827700 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.033 

9,028.33 

Over Exploited 

Baswani 

0814000401807400 

0.08 

0.17 

- 

0.17 

0.00 

0.18 

0.04 

0.24 

0.03 

0.0100 

- 

- 

0.003 

0.013 

0.044 

0.220 

0.022 

0.198 

0.165 

83.16 

Semi Critical 



0.08 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.003 

0.020 

0.002 

0.018 

0.028 

156.35 

Over Exploited 

Batwari 

0814000301789500 

0.08 

0.08 

(76.86) 

0.07 

- 

0.07 

0.05 

0.39 

0.01 

- 

- 

- 

- 

- 

0.013 

0.079 

0.004 

0.075 

0.012 

15.61 

Safe 

Beechawa 

0814000201773500 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.003 

596.49 

Over Exploited 



0.10 

0.28 

- 

0.28 

- 

0.28 

0.04 

0.30 

0.04 

- 

- 

- 

- 

- 

0.039 

0.316 

0.032 

0.284 

0.085 

29.92 

Safe 

Beenthwal 

0814000401812200 

0.08 

0.25 

- 

0.25 

- 

0.25 

0.05 

0.37 

0.04 

0.0100 

- 

- 

- 

0.010 

0.047 

0.295 

0.030 

0.266 

0.363 

136.56 

Over Exploited 

Beeramsar 

0814000401799100 

0.08 

0.00 

204.45 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.004 

0.028 

623.83 

Over Exploited 



0.08 

0.16 

(81.40) 

0.12 

0.00 

0.12 

0.04 

0.27 

0.03 

0.0100 

- 

- 

0.001 

0.011 

0.039 

0.164 

0.008 

0.156 

0.088 

56.52 

Safe 

Berasar 

0814000301797300 

0.15 

0.13 

- 

0.13 

- 

0.13 

0.04 

0.37 

0.02 

- 

- 

- 

- 

- 

0.017 

0.145 

0.014 

0.130 

0.094 

72.19 

Semi Critical 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.001 

81.10 

Semi Critical 

Bhadana 

0814000401805000 

0.08 

0.31 

(7.49) 

0.29 

- 

0.29 

0.03 

0.21 

0.06 

- 

- 

- 

- 

- 

0.055 

0.346 

0.017 

0.329 

0.066 

20.06 

Safe 



0.08 

0.12 

(13.79) 

0.11 

- 

0.11 

0.02 

0.13 

0.02 

- 

- 

- 

- 

- 

0.021 

0.127 

0.006 

0.121 

0.028 

23.21 

Safe 


0814000401810300 

0.08 

0.82 

- 

0.82 

0.01 

0.83 

0.05 

0.40 

0.11 

0.0300 

- 

- 

- 

0.030 

0.142 

0.968 

0.097 

0.871 

0.756 

86.78 

Semi Critical 

Bhadwasi 

0814000701848100 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.06 

- 

0.06 

- 

0.06 

0.05 

0.40 

0.01 

- 

- 

- 

- 

- 

0.008 

0.066 

0.007 

0.060 

0.125 

210.32 

Over Exploited 


0814000401803700 

0.08 

0.16 

- 

0.16 

- 

0.16 

0.04 

0.27 

0.03 

- 

- 

- 

- 

- 

0.029 

0.189 

0.019 

0.170 

- 

- 

Safe 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.001 

0.005 

- 

- 

Safe 

Bhagwanpura 

0803000500559300 

0.10 

0.05 

(74.85) 

0.04 

- 

0.04 

0.03 

0.17 

0.01 

- 

- 

- 

- 

- 

0.009 

0.048 

0.002 

0.045 

0.048 

105.89 

Over Exploited 



0.08 

0.03 

(71.46) 

0.02 

- 

0.02 

0.02 

0.15 

0.01 

- 

- 

- 

- 

- 

0.006 

0.030 

0.002 

0.029 

0.052 

180.71 

Over Exploited 

Bhakrod 

0814000401813800 

0.10 

0.52 

- 

0.52 

0.00 

0.52 

0.04 

0.27 

0.08 

- 

- 

- 

0.006 

0.006 

0.089 

0.610 

0.061 

0.549 

0.028 

5.10 

Safe 

Bhandari 

0814000201773000 

0.10 

0.21 

(83.42) 

0.17 

- 

0.17 

0.05 

0.40 

0.03 

- 

- 

- 

- 

- 

0.033 

0.204 

0.010 

0.194 

0.094 

48.55 

Safe 

Bhanwad 

0814000401806300 

0.08 

0.32 

- 

0.32 

- 

0.32 

0.05 

0.31 

0.06 

0.0100 

- 

- 

- 

0.010 

0.068 

0.389 

0.039 

0.350 

0.165 

47.11 

Safe 

Bharnawa 

0814000101757900 

0.12 

0.18 

(53.98) 

0.14 

- 

0.14 

0.05 

0.39 

0.03 

0.0100 

- 

- 

- 

0.010 

0.039 

0.182 

0.009 

0.173 

0.378 

218.36 

Over Exploited 

Bhaseena 

0804000700658600 

0.10 

0.55 

- 

0.55 

0.01 

0.56 

0.05 

0.38 

0.09 

0.0300 

- 

- 

- 

0.030 

0.121 

0.680 

0.068 

0.612 

0.856 

139.70 

Over Exploited 

Bhat Nokha 

0814000401816700 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Bhawariya 

0814000701849500 

0.10 

0.07 

- 

0.07 

- 

0.07 

0.03 

0.24 

0.01 

- 

- 

- 

- 

- 

0.009 

0.077 

0.008 

0.069 

0.011 

15.29 

Safe 

Bhawla 

0814000301796200 

0.10 

0.35 

- 

0.35 

- 

0.35 

0.03 

0.27 

0.05 

- 

- 

- 

- 

- 

0.046 

0.391 

0.039 

0.352 

0.057 

16.05 

Safe 



0.10 

0.12 

- 

0.12 

- 

0.12 

0.02 

0.15 

0.02 

- 

- 

- 

- 

- 

0.015 

0.131 

0.013 

0.118 

0.033 

27.69 

Safe 

Bhiniyad -a 

0814000301793700 

0.10 

0.04 

- 

0.04 

- 

0.04 

0.05 

0.42 

0.00 

- 

- 

- 

- 

- 

0.005 

0.042 

0.004 

0.038 

0.034 

88.96 

Semi Critical 

Bhiniyad Chak-b 

0814000301793900 

0.10 

0.04 

- 

0.04 

- 

0.04 

0.05 

0.42 

0.01 

- 

- 

- 

- 

- 

0.005 

0.045 

0.005 

0.041 

0.004 

10.16 

Safe 

Bhiniyad-c 

0814000301793600 

0.10 

0.07 

- 

0.07 

- 

0.07 

0.05 

0.42 

0.01 

- 

- 

- 

- 

- 

0.010 

0.085 

0.008 

0.076 

0.038 

49.57 

Safe 

Bhom Bagseu 

0803000500558800 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhom Bilniyasar 

0803000500559100 

0.08 

0.04 

- 

0.04 

- 

0.04 

0.05 

0.30 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.059 

0.006 

0.053 

0.265 

500.35 

Over Exploited 

Bhom Gondusar 

0804000700658300 

0.10 

0.10 

- 

0.10 

- 

0.10 

0.05 

0.38 

0.02 

- 

- 

- 

- 

- 

0.016 

0.115 

0.012 

0.104 

0.126 

122.04 

Over Exploited 

Bhom Jyak 

0804000700658800 

0.10 

0.04 

- 

0.04 

- 

0.04 

0.05 

0.38 

0.01 

- 

- 

- 

- 

- 

0.006 

0.043 

0.004 

0.039 

0.076 

195.30 

Over Exploited 

Bhom Maiyasar 

0803000500557400 

0.08 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.11 

0.00 

- 

- 

- 

- 

- 

0.004 

0.027 

0.003 

0.024 

0.031 

128.82 

Over Exploited 

Bhom Nabbasar 

0804000700659100 

0.10 

0.08 

- 

0.08 

- 

0.08 

0.05 

0.38 

0.01 

- 

- 

- 

- 

- 

0.014 

0.094 

0.009 

0.085 

0.053 

62.08 

Safe 

Bhom Parewara 

0804000700658000 

0.10 

0.05 

- 

0.05 

- 

0.05 

0.05 

0.37 

0.01 

- 

- 

- 

- 

- 

0.009 

0.061 

0.006 

0.054 

0.078 

143.58 

Over Exploited 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhom Telap 

0804000700659400 

0.10 

0.11 

- 

0.11 

- 

0.11 

0.05 

0.39 

0.02 

- 

- 

- 

- 

- 

0.018 

0.129 

0.013 

0.116 

0.042 

35.93 

Safe 

Bhomiyara 

0804000700654300 

0.10 

0.13 

- 

0.13 

- 

0.13 

0.05 

0.38 

0.02 

0.0100 

- 

- 

- 

0.010 

0.032 

0.161 

0.016 

0.145 

0.188 

129.59 

Over Exploited 

Bhomsadoo 

0804000700653800 

0.12 

0.06 

- 

0.06 

- 

0.06 

0.05 

0.35 

0.01 

- 

- 

- 

- 

- 

0.011 

0.073 

0.007 

0.066 

0.025 

37.21 

Safe 

Bhyau 

0803000500556600 

0.08 

0.18 

(48.89) 

0.14 

- 

0.14 

0.05 

0.31 

0.03 

- 

- 

- 

- 

- 

0.031 

0.174 

0.009 

0.165 

0.025 

15.11 

Safe 

Bilanga 

0804000700660600 

0.07 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.003 

0.024 

0.002 

0.022 

0.021 

96.18 

Critical 



0.07 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.12 

0.00 

- 

- 

- 

- 

- 

0.004 

0.031 

0.003 

0.028 

0.019 

65.71 

Safe 

Bilniyasar 

0803000500559000 

0.08 

0.04 

- 

0.04 

- 

0.04 

0.02 

0.11 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.057 

0.006 

0.051 

0.404 

785.16 

Over Exploited 

Biramsar 

0803000500557000 

0.08 

0.52 

- 

0.52 

- 

0.52 

0.05 

0.31 

0.09 

0.0100 

- 

- 

- 

0.010 

0.100 

0.616 

0.062 

0.554 

0.418 

75.48 

Semi Critical 

Bodind Kalan 

0814000301792300 

0.08 

0.09 

119.16 

0.10 

- 

0.10 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.012 

0.115 

0.006 

0.110 

0.019 

16.95 

Safe 



0.10 

0.04 

64.05 

0.04 

- 

0.04 

0.02 

0.15 

0.01 

- 

- 

- 

- 

- 

0.005 

0.050 

0.003 

0.048 

0.011 

23.02 

Safe 

Bodind Khurd 

0814000301792200 

0.10 

0.21 

(37.71) 

0.17 

- 

0.17 

0.05 

0.41 

0.03 

- 

- 

- 

- 

- 

0.030 

0.196 

0.010 

0.186 

0.023 

12.12 

Safe 

Boodhi With Chak 

0814000401813000 

0.08 

0.22 

- 

0.22 

0.00 

0.22 

0.04 

0.29 

0.04 

- 

- 

- 

0.000 

0.001 

0.039 

0.259 

0.026 

0.233 

- 

- 

Safe 

Borwa 

0814000301795400 

0.08 

0.67 

(74.19) 

0.54 

0.00 

0.54 

0.04 

0.37 

0.09 

0.0100 

- 

- 

0.002 

0.012 

0.104 

0.644 

0.032 

0.612 

0.311 

50.86 

Safe 



0.10 

0.01 

55.92 

0.01 

0.00 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

0.000 

0.000 

0.002 

0.016 

0.001 

0.015 

0.048 

318.22 

Over Exploited 

Boseri 

0814000301784700 

0.15 

0.12 

(64.95) 

0.10 

- 

0.10 

0.02 

0.10 

0.02 

- 

- 

- 

- 

- 

0.022 

0.118 

0.006 

0.112 

0.162 

144.97 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Vindhyan Sandstone 

20.823 

0.04 

0.040 

0.07 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.18 

0.080 

0.19 

0.31 


Bugarda 

081400030179090C 

15.588 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

15.588 

0.38 

0.070 

0.02 

0.00 

0.00 

0.00 

0.00 

0.43 

0.28 

0.00 

0.060 

0.35 

0.54 


Bukaram Sotan 

081400040179990C 

38.379 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

38.379 

0.01 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.000 

0.26 

0.45 


Bunrawatan 

0814000401816300 

19.596 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

19.596 

-1.00 

0.030 

0.87 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

3.48 

0.000 

0.35 

0.51 


Burdi 

0814000301786500 

8.876 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

5.584 

-0.06 

0.070 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.022 

0.19 

0.31 





Saline 

Non-command 

Non-command 

Bilara Limestone 

3.292 

-0.06 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.013 

0.11 

0.18 


Burod 

0814000201774100 

17.280 

Fresh 

Non-command 

Non-command 

Older Alluvium 

17.280 

0.87 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.95 

0.61 

0.00 

0.111 

0.36 

0.55 


Butati 

0814000701846200 

27.831 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

27.831 

-0.59 

0.060 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.092 

0.37 

0.55 


Chachaniya 

0803000500558100 

6.740 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

5.549 

-0.02 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.016 

0.21 

0.36 


Chainasar 

0803000500557900 

2.044 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.908 

-0.02 

0.040 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.006 

0.24 

0.41 


Chajoli 

0814000301794200 

16.227 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

16.227 

-0.41 

0.040 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.063 

0.37 

0.55 


Chak Ghishiyader 

0814000401803800 

8.507 

Saline 

Non-command 

Non-command 

Bilara Limestone 

8.507 

0.18 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.00 

0.000 

0.27 

0.45 


Chak Jhoojhanda 

0814000401811400 

1.846 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.846 

-1.03 

0.030 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.000 

0.34 

0.51 


Chak Sanwaliyas 

0814000701847200 

1.898 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.063 

-0.53 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Chandrai 

0814000101758400 

7.196 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

7.196 

-0.31 

0.040 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.033 

0.33 

0.47 


Chardas 

0814000701851200 

4.897 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.030 

-0.50 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Charkara 

0803000500556900 

75.779 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

75.779 

0.30 

0.040 

0.26 

0.01 

0.00 

0.00 

0.00 

1.15 

0.68 

0.73 

0.224 

0.26 

0.45 


Charla 

0804000700657700 

29.959 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

5.251 

-0.33 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.020 

0.06 

0.08 


Chatra Manjra 

0814000401807300 

8.629 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

8.034 

-0.01 

0.070 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.000 

0.25 

0.41 







Non-command 

Vindhyan Sandstone 

0.584 

-0.01 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.000 

0.02 

0.03 


Chau 

0814000401801500 

24.192 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

24.192 

-0.07 

0.040 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.000 

0.27 

0.45 


Chawad 

0814000301788800 

11.323 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.268 

0.02 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Bilara Limestone 

11.056 

0.02 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.043 

0.33 

0.50 


Chawali 

0814000301787300 

10.315 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

9.168 

0.03 

0.070 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.04 

0.035 

0.29 

0.44 







Non-command 

Older Alluvium 

1.147 

0.03 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.04 

0.06 


Chawandiya 

0814000501822300 

21.775 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

1.697 

-0.02 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.000 

0.02 

0.03 


Chenar (Rural) 

0814000401809000 

9.531 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

9.531 

0.45 

0.040 

0.79 

0.01 

0.00 

0.00 

0.00 

0.95 

0.58 

0.77 

1.824 

0.29 

0.47 


Chenasar 

0814000401801100 

27.950 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

10.284 

-0.15 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.10 

0.16 







Non-command 

Vindhyan Sandstone 

17.666 

-0.15 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.17 

0.28 


Chhapra 

0814000301787600 

39.610 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

11.755 

-0.09 

0.070 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.045 

0.10 

0.15 





Saline 

Non-command 

Non-command 

Bilara Limestone 

27.855 

-0.09 

0.070 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.107 

0.23 

0.36 


Chhawata Kalan 

0814000301795300 

5.629 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

5.629 

0.32 

0.070 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.09 

0.04 

0.022 

0.36 

0.55 


Chhawata Khurd 

0814000301791500 

9.770 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

9.770 

0.35 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.25 

0.16 

0.00 

0.038 

0.36 

0.54 


Chheela 

0814000401799800 

33.102 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.058 

-0.25 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Vindhyan Sandstone 

33.044 

-0.25 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.26 

0.45 


Chheelara 

0814000401810900 

11.387 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

11.387 

-0.83 

0.030 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.52 

0.000 

0.36 

0.54 


Chimrani 

0814000401807800 

7.930 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

7.930 

0.38 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.00 

0.000 

0.28 

0.45 


Chittani 

0814000401816800 

7.650 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

2.826 

-1.25 

0.030 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.000 

0.13 

0.17 


Chomu 

0814000201772700 

9.073 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.073 

1.59 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.24 

0.16 

0.00 

0.058 

0.34 

0.51 


Chosli 

0814000701850900 

16.871 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.445 

-0.56 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.015 

0.10 

0.14 


Chua 

0814000701849200 

22.935 

Fresh 

Non-command 

Non-command 

Older Alluvium 

17.553 

-0.36 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.058 

0.29 

0.42 







Non-command 

Vindhyan Sandstone 

2.723 

-0.36 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.009 

0.04 

0.06 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.016 

-0.36 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chugawas 

0814000401807900 

2.449 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

2.449 

0.74 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.00 

0.000 

0.28 

0.46 


Chundasariya 

0814000101758600 

9.232 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

9.232 

-0.69 

0.040 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.042 

0.33 

0.47 


Chuntisara 

0814000401803900 

26.904 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

1.391 

0.31 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.000 

0.01 

0.02 







Non-command 

Vindhyan Sandstone 

5.168 

0.31 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.000 

0.05 

0.09 





Saline 

Non-command 

Non-command 

Bilara Limestone 

20.130 

0.31 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.44 

0.26 

0.00 

0.000 

0.20 

0.34 







Non-command 

Vindhyan Sandstone 

0.216 

0.31 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dabgaon 

0814000201778500 

21.538 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

1.642 

-0.10 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.011 

0.03 

0.04 







Non-command 

Older Alluvium 

15.470 

-0.10 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.099 

0.26 

0.41 


Daboli Khari 

0814000701849300 

3.896 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.896 

-0.02 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.013 

0.37 

0.55 


Daboli Mithi 

0814000701849400 

6.492 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.042 

-0.23 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.013 

0.23 

0.34 







Non-command 

Vindhyan Sandstone 

2.450 

-0.23 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.008 

0.14 

0.21 


Dadhel 

0814000201772800 

10.574 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.786 

0.51 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.15 

0.00 

0.043 

0.22 

0.33 







Non-command 

Phyllite & Schist 

3.788 

0.51 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.024 

0.12 

0.18 


Dagra 

0814000701848900 

7.967 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.409 

-0.59 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.03 







Non-command 

Tertiary Sandstone 

7.280 

-0.59 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.024 

0.34 

0.50 


Dagri 

0814000701848800 

6.228 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

6.228 

-0.78 

0.060 

0.29 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.15 

0.021 

0.37 

0.55 


Danta 

0814000301793200 

4.646 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

4.646 

-0.77 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.018 

0.37 

0.56 


Dasnoo 

0803000500557200 

29.891 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

13.574 

0.09 

0.040 

0.10 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.37 

0.040 

0.12 

0.20 


Dawa 

0803000500556500 

61.606 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

59.021 

0.35 

0.040 

0.10 

0.00 

0.00 

0.00 

0.00 

0.92 

0.54 

0.17 

0.174 

0.25 

0.43 


Deh 

0814000301787900 

76.420 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

38.933 

0.04 

0.070 

0.12 

0.00 

0.00 

0.00 

0.00 

0.24 

0.15 

0.29 

0.150 

0.15 

0.25 





Saline 

Non-command 

Non-command 

Bilara Limestone 

37.487 

0.04 

0.070 

0.09 

0.00 

0.00 

0.00 

0.00 

0.20 

0.13 

0.17 

0.145 

0.15 

0.24 


Dehroli 

0814000301794700 

6.297 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.297 

-0.54 

0.080 

0.47 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.85 

0.024 

0.37 

0.55 


Derwa 

0814000401803200 

12.501 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

12.501 

0.39 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.22 

0.13 

0.07 

0.000 

0.26 

0.44 


Deshwal 

0814000601827500 

32.731 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

9.799 

-1.00 

0.060 

0.29 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.16 

0.004 

0.11 

0.16 







Non-command 

Vindhyan Sandstone 

20.097 

-1.00 

0.040 

0.50 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.98 

0.008 

0.23 

0.33 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.10 

0.39 

(84.11) 

0.31 

- 

0.31 

0.04 

0.22 

0.07 

0.0100 

- 

- 

- 

0.010 

0.083 

0.394 

0.020 

0.374 

0.260 

69.58 

Safe 

Bugarda 

0814000301790900 

0.08 

0.44 

(36.07) 

0.35 

0.00 

0.35 

0.05 

0.40 

0.06 

- 

- 

- 

0.002 

0.002 

0.064 

0.415 

0.021 

0.394 

0.060 

15.27 

Safe 

Bukaram Sotan 

0814000401799900 

0.08 

0.81 

(98.38) 

0.65 

- 

0.65 

0.05 

0.31 

0.14 

- 

- 

- 

- 

- 

0.141 

0.790 

0.039 

0.750 

0.028 

3.73 

Safe 

Bunrawatan 

0814000401816300 

0.08 

0.54 

- 

0.54 

0.04 

0.58 

0.05 

0.39 

0.07 

0.1300 

- 

- 

- 

0.130 

0.201 

0.784 

0.078 

0.706 

3.479 

492.97 

Over Exploited 

Burdi 

0814000301786500 

0.08 

0.09 

- 

0.09 

- 

0.09 

0.03 

0.23 

0.01 

- 

- 

- 

- 

- 

0.015 

0.102 

0.010 

0.091 

0.106 

115.39 

Over Exploited 



0.08 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.13 

0.01 

- 

- 

- 

- 

- 

0.005 

0.035 

0.004 

0.032 

0.013 

39.95 

Safe 

Burod 

0814000201774100 

0.10 

0.62 

(0.42) 

0.61 

- 

0.61 

0.05 

0.41 

0.09 

- 

- 

- 

- 

- 

0.092 

0.705 

0.035 

0.670 

0.111 

16.50 

Safe 

Butati 

0814000701846200 

0.10 

1.04 

- 

1.04 

0.00 

1.04 

0.05 

0.42 

0.13 

0.0100 

- 

- 

0.003 

0.013 

0.145 

1.182 

0.118 

1.064 

0.227 

21.35 

Safe 

Chachaniya 

0803000500558100 

0.08 

0.09 

- 

0.09 

- 

0.09 

0.04 

0.25 

0.02 

- 

- 

- 

- 

- 

0.018 

0.112 

0.011 

0.101 

0.038 

38.14 

Safe 

Chainasar 

0803000500557900 

0.08 

0.04 

- 

0.04 

- 

0.04 

0.05 

0.28 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.053 

0.005 

0.048 

0.157 

326.24 

Over Exploited 

Chajoli 

0814000301794200 

0.10 

0.60 

- 

0.60 

- 

0.60 

0.05 

0.42 

0.08 

0.0100 

- 

- 

- 

0.010 

0.091 

0.689 

0.069 

0.620 

0.393 

63.29 

Safe 

Chak Ghishiyader 

0814000401803800 

0.08 

0.18 

(65.45) 

0.14 

- 

0.14 

0.05 

0.31 

0.03 

- 

- 

- 

- 

- 

0.033 

0.178 

0.009 

0.169 

- 

- 

Safe 

Chak Jhoojhanda 

0814000401811400 

0.08 

0.05 

- 

0.05 

- 

0.05 

0.05 

0.39 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.067 

0.007 

0.061 

0.303 

500.76 

Over Exploited 

Chak Sanwaliyas 

0814000701847200 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chandrai 

0814000101758400 

0.12 

0.29 

- 

0.29 

- 

0.29 

0.05 

0.39 

0.05 

0.0100 

- 

- 

- 

0.010 

0.057 

0.344 

0.034 

0.310 

0.248 

80.06 

Semi Critical 

Chardas 

0814000701851200 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Charkara 

0803000500556900 

0.08 

1.60 

(57.86) 

1.28 

0.01 

1.29 

0.05 

0.31 

0.28 

0.0300 

- 

- 

- 

0.030 

0.307 

1.601 

0.080 

1.521 

0.958 

62.99 

Safe 

Charla 

0804000700657700 

0.07 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.004 

0.025 

0.002 

0.022 

0.024 

106.88 

Over Exploited 

Chatra Manjra 

0814000401807300 

0.08 

0.16 

- 

0.16 

0.00 

0.16 

0.04 

0.29 

0.03 

0.0100 

- 

- 

0.001 

0.011 

0.039 

0.200 

0.020 

0.180 

0.231 

128.29 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.028 

3,120.56 

Over Exploited 

Chau 

0814000401801500 

0.08 

0.52 

- 

0.52 

0.01 

0.53 

0.05 

0.32 

0.10 

0.0200 

- 

- 

- 

0.020 

0.117 

0.646 

0.065 

0.581 

0.154 

26.49 

Safe 

Chawad 

0814000301788800 

0.08 

0.00 

77.13 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

472.41 

Over Exploited 



0.08 

0.29 

(93.87) 

0.23 

- 

0.23 

0.05 

0.38 

0.05 

- 

- 

- 

- 

- 

0.046 

0.277 

0.014 

0.263 

0.043 

16.21 

Safe 

Chawali 

0814000301787300 

0.08 

0.21 

(88.97) 

0.17 

0.00 

0.17 

0.05 

0.34 

0.03 

- 

- 

- 

0.002 

0.002 

0.037 

0.210 

0.010 

0.199 

0.077 

38.84 

Safe 



0.15 

0.01 

(74.60) 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.004 

76.77 

Semi Critical 

Chawandiya 

0814000501822300 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.003 

0.000 

0.003 

0.033 

1,129.39 

Over Exploited 

Chenar (Rural) 

0814000401809000 

0.08 

0.22 

162.71 

0.26 

0.01 

0.27 

0.05 

0.34 

0.04 

0.0300 

- 

- 

- 

0.030 

0.067 

0.340 

0.017 

0.323 

2.594 

801.98 

Over Exploited 

Chenasar 

0814000401801100 

0.08 

0.08 

- 

0.08 

- 

0.08 

0.02 

0.11 

0.01 

- 

- 

- 

- 

- 

0.014 

0.094 

0.009 

0.084 

- 

- 

Safe 



0.08 

0.23 

- 

0.23 

- 

0.23 

0.03 

0.20 

0.04 

- 

- 

- 

- 

- 

0.042 

0.276 

0.028 

0.248 

- 

- 

Safe 

Chhapra 

0814000301787600 

0.08 

0.09 

- 

0.09 

- 

0.09 

0.02 

0.11 

0.01 

- 

- 

- 

- 

- 

0.015 

0.106 

0.011 

0.095 

0.087 

91.91 

Critical 



0.08 

0.51 

- 

0.51 

- 

0.51 

0.04 

0.27 

0.08 

- 

- 

- 

- 

- 

0.082 

0.593 

0.059 

0.534 

0.131 

24.64 

Safe 

Chhawata Kalan 

0814000301795300 

0.08 

0.16 

(41.43) 

0.13 

- 

0.13 

0.05 

0.41 

0.02 

- 

- 

- 

- 

- 

0.022 

0.152 

0.008 

0.144 

0.064 

44.23 

Safe 

Chhawata Khurd 

0814000301791500 

0.08 

0.28 

(41.65) 

0.22 

- 

0.22 

0.05 

0.40 

0.04 

- 

- 

- 

- 

- 

0.039 

0.261 

0.013 

0.248 

0.038 

15.21 

Safe 

Chheela 

0814000401799800 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.08 

0.69 

- 

0.69 

- 

0.69 

0.05 

0.31 

0.12 

- 

- 

- 

- 

- 

0.123 

0.816 

0.082 

0.734 

0.022 

3.00 

Safe 

Chheelara 

0814000401810900 

0.08 

0.33 

- 

0.33 

0.01 

0.34 

0.05 

0.41 

0.04 

0.0200 

- 

- 

0.003 

0.023 

0.065 

0.410 

0.041 

0.369 

0.515 

139.71 

Over Exploited 

Chimrani 

0814000401807800 

0.08 

0.18 

(69.19) 

0.14 

0.00 

0.15 

0.05 

0.33 

0.03 

- 

- 

- 

0.001 

0.001 

0.032 

0.177 

0.009 

0.168 

- 

- 

Safe 

Chittani 

0814000401816800 

0.08 

0.03 

- 

0.03 

0.01 

0.04 

0.02 

0.15 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.063 

0.006 

0.057 

0.454 

798.85 

Over Exploited 

Chomu 

0814000201772700 

0.07 

0.22 

(27.36) 

0.18 

- 

0.18 

0.05 

0.40 

0.03 

- 

- 

- 

- 

- 

0.035 

0.210 

0.010 

0.199 

0.058 

29.13 

Safe 

Chosli 

0814000701850900 

0.10 

0.04 

- 

0.04 

- 

0.04 

0.01 

0.11 

0.01 

- 

- 

- 

- 

- 

0.006 

0.050 

0.005 

0.045 

0.099 

221.33 

Over Exploited 

Chua 

0814000701849200 

0.10 

0.50 

- 

0.50 

- 

0.50 

0.04 

0.32 

0.07 

- 

- 

- 

- 

- 

0.067 

0.568 

0.057 

0.511 

0.184 

36.00 

Safe 



0.07 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.009 

0.009 

104.67 

Over Exploited 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chugawas 

0814000401807900 

0.08 

0.06 

(18.71) 

0.05 

- 

0.05 

0.05 

0.33 

0.01 

- 

- 

- 

- 

- 

0.009 

0.055 

0.003 

0.052 

- 

- 

Safe 

Chundasariya 

0814000101758600 

0.12 

0.37 

- 

0.37 

- 

0.37 

0.05 

0.39 

0.06 

- 

- 

- 

- 

- 

0.061 

0.428 

0.043 

0.385 

0.128 

33.29 

Safe 

Chuntisara 

0814000401803900 

0.08 

0.00 

1,064.32 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

- 

- 

Safe 



0.08 

0.02 

78.87 

0.03 

- 

0.03 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.004 

0.030 

0.001 

0.028 

- 

- 

Safe 



0.08 

0.33 

(19.61) 

0.26 

- 

0.26 

0.04 

0.24 

0.06 

- 

- 

- 

- 

- 

0.059 

0.321 

0.016 

0.305 

- 

- 

Safe 



0.08 

0.00 

4,154.72 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Dabgaon 

0814000201778500 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.011 

277.88 

Over Exploited 



0.10 

0.41 

- 

0.41 

- 

0.41 

0.04 

0.30 

0.06 

- 

- 

- 

- 

- 

0.057 

0.466 

0.047 

0.420 

0.099 

23.59 

Safe 

Daboli Khari 

0814000701849300 

0.10 

0.15 

- 

0.15 

- 

0.15 

0.05 

0.42 

0.02 

- 

- 

- 

- 

- 

0.019 

0.165 

0.016 

0.148 

0.013 

8.70 

Safe 

Daboli Mithi 

0814000701849400 

0.10 

0.09 

- 

0.09 

- 

0.09 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.013 

0.106 

0.011 

0.096 

0.013 

13.97 

Safe 



0.07 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.16 

0.00 

- 

- 

- 

- 

- 

0.003 

0.027 

0.003 

0.025 

0.008 

32.93 

Safe 

Dadhel 

0814000201772800 

0.10 

0.15 

(2.35) 

0.15 

- 

0.15 

0.03 

0.26 

0.02 

- 

- 

- 

- 

- 

0.024 

0.171 

0.009 

0.162 

0.043 

26.77 

Safe 



0.07 

0.03 

(19.97) 

0.03 

- 

0.03 

0.02 

0.14 

0.01 

- 

- 

- 

- 

- 

0.005 

0.031 

0.002 

0.030 

0.024 

81.13 

Semi Critical 

Dagra 

0814000701848900 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

169.50 

Over Exploited 



0.10 

0.25 

- 

0.25 

- 

0.25 

0.05 

0.39 

0.03 

- 

- 

- 

- 

- 

0.033 

0.281 

0.028 

0.253 

0.024 

9.52 

Safe 

Dagri 

0814000701848800 

0.10 

0.23 

- 

0.23 

0.01 

0.24 

0.05 

0.42 

0.03 

0.0400 

- 

- 

- 

0.040 

0.071 

0.313 

0.031 

0.282 

1.173 

415.89 

Over Exploited 

Danta 

0814000301793200 

0.10 

0.17 

- 

0.17 

- 

0.17 

0.05 

0.42 

0.02 

- 

- 

- 

- 

- 

0.023 

0.196 

0.020 

0.176 

0.048 

27.17 

Safe 

Dasnoo 

0803000500557200 

0.08 

0.13 

(34.01) 

0.10 

- 

0.10 

0.02 

0.14 

0.02 

0.0100 

- 

- 

- 

0.010 

0.033 

0.137 

0.007 

0.130 

0.407 

313.25 

Over Exploited 

Dawa 

0803000500556500 

0.08 

1.19 

(54.91) 

0.95 

- 

0.95 

0.04 

0.30 

0.21 

0.0100 

- 

- 

- 

0.010 

0.219 

1.171 

0.059 

1.112 

0.347 

31.22 

Safe 

Deh 

0814000301787900 

0.08 

0.48 

(68.96) 

0.38 

- 

0.38 

0.03 

0.18 

0.08 

0.0100 

- 

- 

- 

0.010 

0.091 

0.471 

0.024 

0.447 

0.444 

99.27 

Critical 



0.08 

0.44 

(71.32) 

0.35 

- 

0.35 

0.02 

0.17 

0.07 

0.0100 

- 

- 

- 

0.010 

0.085 

0.437 

0.022 

0.416 

0.313 

75.24 

Semi Critical 

Dehroli 

0814000301794700 

0.15 

0.35 

- 

0.35 

0.02 

0.37 

0.05 

0.42 

0.05 

0.0700 

- 

- 

- 

0.070 

0.117 

0.486 

0.049 

0.438 

1.872 

427.67 

Over Exploited 

Derwa 

0814000401803200 

0.08 

0.26 

(51.12) 

0.21 

- 

0.21 

0.05 

0.31 

0.05 

- 

- 

- 

- 

- 

0.047 

0.256 

0.013 

0.243 

0.072 

29.64 

Safe 

Deshwal 

0814000601827500 

0.10 

0.11 

- 

0.11 

0.01 

0.12 

0.01 

0.13 

0.01 

0.0400 

- 

- 

- 

0.040 

0.053 

0.173 

0.017 

0.155 

1.159 

745.56 

Over Exploited 



0.10 

0.46 

- 

0.46 

0.02 

0.48 

0.03 

0.26 

0.06 

0.0700 

- 

- 

- 

0.070 

0.126 

0.606 

0.061 

0.545 

1.988 

364.41 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Dhadhariya Kalan 

081400070184600C 

13.242 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

10.421 

-0.91 

0.060 

0.94 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

3.70 

0.035 

0.29 

0.42 







Non-command 

Vindhyan Sandstone 

2.821 

-0.91 

0.020 

0.25 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.99 

0.009 

0.08 

0.11 


Dhadhriya Khurd 

081400040181080C 

6.584 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

3.805 

-0.92 

0.060 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.79 

0.000 

0.21 

0.31 







Non-command 

Vindhyan Sandstone 

2.779 

-0.92 

0.030 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.55 

0.000 

0.16 

0.23 


Dhakoriya 

081400040180240C 

16.343 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

4.999 

0.36 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.07 

0.00 

0.000 

0.08 

0.14 





Saline 

Non-command 

Non-command 

Bilara Limestone 

11.344 

0.36 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.30 

0.17 

0.02 

0.000 

0.18 

0.31 


Dhanani 

081400030178850C 

16.651 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

10.159 

-0.02 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.039 

0.20 

0.31 





Saline 

Non-command 

Non-command 

Bilara Limestone 

6.492 

-0.02 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.025 

0.13 

0.20 


Dharana 

081400030179190C 

21.338 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.515 

-0.25 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.01 







Non-command 

Older Alluvium 

5.602 

-0.25 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.022 

0.10 

0.14 







Non-command 

Vindhyan Sandstone 

15.221 

-0.25 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.059 

0.26 

0.39 


Dhariwas 

0814000401808800 

6.475 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

6.475 

0.73 

0.030 

0.03 

0.00 

0.00 

0.00 

0.00 

0.17 

0.11 

0.12 

0.000 

0.31 

0.49 


Dhatiyad 

0814000301788600 

10.845 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

10.845 

0.18 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.00 

0.042 

0.34 

0.52 


Dhawa 

0814000401816900 

38.605 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

6.004 

-1.47 

0.030 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.000 

0.06 

0.07 



0814000601827600 

27.721 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

12.964 

-1.12 

0.060 

0.69 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.74 

0.005 

0.18 

0.25 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

2.472 

-1.12 

0.060 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.001 

0.03 

0.05 


Dheengsara 

0814000501825100 

7.749 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.218 

-0.21 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.000 

0.01 

0.01 


Dheengsari 

0814000101764500 

15.217 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

15.170 

0.24 

0.070 

0.06 

0.00 

0.00 

0.00 

0.00 

0.32 

0.22 

0.15 

0.069 

0.34 

0.49 





Saline 

Non-command 

Non-command 

Bilara Limestone 

0.047 

0.24 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dhehri 

0814000301794800 

15.646 

Fresh 

Non-command 

Non-command 

Older Alluvium 

15.402 

-0.21 

0.080 

1.73 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

6.85 

0.059 

0.36 

0.54 







Non-command 

Tertiary Sandstone 

0.244 

-0.21 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.001 

0.01 

0.01 


Dhigariya 

0804000700655000 

19.231 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.105 

-0.56 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Vindhyan Sandstone 

0.735 

-0.56 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.003 

0.01 

0.02 


Dhoondhiya 

0814000401804100 

3.948 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

2.426 

0.39 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.000 

0.16 

0.28 





Saline 

Non-command 

Non-command 

Bilara Limestone 

1.522 

0.39 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.000 

0.10 

0.17 


Dhoopaliya 

0803000500557600 

17.838 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

3.359 

-0.02 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.010 

0.05 

0.08 


Dhundhwalon Ki Dhan 

0814000401802800 

6.330 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.588 

-0.94 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.04 





Saline 

Non-command 

Non-command 

Bilara Limestone 

0.400 

-0.94 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 







Non-command 

Vindhyan Sandstone 

5.342 

-0.94 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.22 

0.38 


Dhurila 

0814000101765200 

21.730 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

17.795 

0.07 

0.070 

0.12 

0.00 

0.00 

0.00 

0.00 

0.21 

0.14 

0.37 

0.082 

0.28 

0.42 







Non-command 

Older Alluvium 

0.218 

0.07 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 







Non-command 

Phyllite & Schist 

3.717 

0.07 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.017 

0.06 

0.09 


Didiya Kalan 

0814000301791300 

18.005 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

18.005 

-0.13 

0.070 

0.22 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.80 

0.069 

0.35 

0.53 


Didiya Khurd 

0814000301791400 

12.221 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

12.221 

0.17 

0.070 

0.15 

0.01 

0.00 

0.00 

0.00 

0.29 

0.19 

0.55 

0.047 

0.35 

0.54 


Didwana (M) 

0814000241402000 

56.571 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.005 

1.74 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Phyllite & Schist 

4.944 

1.74 

0.015 

0.12 

0.00 

0.00 

0.00 

0.00 

0.25 

0.16 

0.00 

0.362 

0.03 

0.05 


Dodoo 

0814000301785200 

17.712 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

8.782 

0.00 

0.070 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.08 

0.034 

0.15 

0.24 







Non-command 

Vindhyan Sandstone 

8.931 

0.00 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.09 

0.034 

0.15 

0.24 


Doodawas 

0803000500558900 

22.513 

Fresh 

Non-command 

Non-command 

Older Alluvium 

17.329 

-0.06 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.051 

0.20 

0.34 







Non-command 

Vindhyan Sandstone 

3.402 

-0.06 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.010 

0.04 

0.07 


Doodhras 

0814000701846600 

6.228 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

4.049 

-0.51 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.013 

0.24 

0.36 


Doodoli 

0814000201767500 

26.585 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.464 

0.37 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.01 

0.01 


Dotina 

0814000301797200 

11.331 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.331 

-0.86 

0.080 

0.51 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.97 

0.044 

0.37 

0.55 


Dugastau 

0814000301790200 

33.820 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

30.482 

0.31 

0.070 

0.04 

0.00 

0.00 

0.00 

0.00 

0.69 

0.45 

0.00 

0.118 

0.31 

0.48 







Non-command 

Vindhyan Sandstone 

3.338 

0.31 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.013 

0.03 

0.05 


Dugoli 

0814000301789400 

38.652 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

25.955 

0.18 

0.070 

0.04 

0.00 

0.00 

0.00 

0.00 

0.38 

0.25 

0.04 

0.100 

0.23 

0.35 







Non-command 

Older Alluvium 

11.686 

0.18 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.12 

0.00 

0.045 

0.10 

0.16 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.011 

0.18 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.004 

0.01 

0.01 


Dugor Achla 

0814000701848000 

9.158 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.642 

-0.75 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.03 

0.04 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

0.849 

-0.75 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.03 

0.05 


Dugorchiknas 

0814000701848400 

4.308 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

3.266 

-0.69 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.011 

0.28 

0.41 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

0.034 

-0.69 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dugordasa 

0814000701848300 

7.178 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.869 

-0.72 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.003 

0.05 

0.07 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

6.308 

-0.72 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.021 

0.33 

0.48 


Dukosi 

0814000401808400 

10.711 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

10.711 

0.71 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.32 

0.19 

0.03 

0.000 

0.28 

0.45 


Durgapura 

0803000500558300 

11.283 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.283 

0.02 

0.080 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.03 

0.13 

0.033 

0.26 

0.44 


Fatehsar 

0814000401799700 

9.448 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

1.354 

-0.44 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.04 

0.06 







Non-command 

Vindhyan Sandstone 

8.094 

-0.44 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.22 

0.38 


Firozpura 

0814000301793100 

11.697 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.080 

-0.70 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Vindhyan Sandstone 

10.257 

-0.70 

0.040 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.040 

0.33 

0.49 


Firozpura Charna 

0814000401810500 

4.165 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

4.165 

-0.42 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.36 

0.55 


Gadriya 

0814000301786400 

9.931 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

1.330 

-0.02 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.04 

0.06 





Saline 

Non-command 

Non-command 

Bilara Limestone 

8.602 

-0.02 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.033 

0.26 

0.42 


Gagwana 

0814000401809900 

24.136 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

22.877 

-0.23 

0.070 

0.27 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.09 

0.000 

0.30 

0.48 







Non-command 

Vindhyan Sandstone 

1.259 

-0.23 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.000 

0.02 

0.03 


Gajoo 

0814000401810700 

19.096 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

15.781 

-0.49 

0.060 

0.45 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.78 

0.000 

0.30 

0.45 







Non-command 

Vindhyan Sandstone 

3.316 

-0.49 

0.030 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.000 

0.06 

0.09 


Gajsukhdesar 

0803000500553200 

30.452 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.208 

-0.16 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.004 

0.01 

0.02 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Dhadhariya Kalan 

081400070184600C 

0.10 

0.30 

- 

0.30 

0.05 

0.35 

0.04 

0.33 

0.04 

0.1400 

- 

- 

- 

0.140 

0.178 

0.532 

0.053 

0.479 

3.731 

779.35 

Over Exploited 



0.07 

0.02 

- 

0.02 

0.01 

0.03 

0.01 

0.09 

0.00 

0.0400 

- 

- 

- 

0.040 

0.042 

0.068 

0.007 

0.061 

0.999 

1,644.07 

Over Exploited 

Dhadhriya Khurd 

081400040181080C 

0.10 

0.08 

- 

0.08 

0.01 

0.09 

0.03 

0.24 

0.01 

0.0300 

- 

- 

- 

0.030 

0.040 

0.131 

0.013 

0.118 

0.792 

670.44 

Over Exploited 



0.08 

0.03 

- 

0.03 

0.01 

0.04 

0.02 

0.18 

0.00 

0.0200 

- 

- 

- 

0.020 

0.024 

0.069 

0.007 

0.062 

0.545 

878.11 

Over Exploited 

Dhakoriya 

0814000401802400 

0.08 

0.03 

128.11 

0.04 

- 

0.04 

0.01 

0.10 

0.01 

- 

- 

- 

- 

- 

0.006 

0.045 

0.002 

0.043 

- 

- 

Safe 



0.08 

0.17 

4.06 

0.17 

- 

0.17 

0.03 

0.22 

0.03 

- 

- 

- 

- 

- 

0.031 

0.205 

0.010 

0.194 

0.022 

11.32 

Safe 

Dhanani 

0814000301788500 

0.08 

0.17 

- 

0.17 

- 

0.17 

0.03 

0.24 

0.03 

- 

- 

- 

- 

- 

0.026 

0.192 

0.019 

0.173 

0.039 

22.67 

Safe 



0.08 

0.07 

- 

0.07 

- 

0.07 

0.02 

0.15 

0.01 

- 

- 

- 

- 

- 

0.011 

0.078 

0.008 

0.071 

0.025 

35.48 

Safe 

Dharana 

0814000301791900 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

535.97 

Over Exploited 



0.15 

0.08 

- 

0.08 

- 

0.08 

0.01 

0.11 

0.01 

- 

- 

- 

- 

- 

0.011 

0.091 

0.009 

0.082 

0.022 

26.28 

Safe 



0.10 

0.40 

- 

0.40 

- 

0.40 

0.04 

0.30 

0.05 

- 

- 

- 

- 

- 

0.054 

0.450 

0.045 

0.405 

0.059 

14.51 

Safe 

Dhariwas 

0814000401808800 

0.08 

0.16 

(32.00) 

0.13 

- 

0.13 

0.05 

0.35 

0.02 

- 

- 

- 

- 

- 

0.025 

0.152 

0.008 

0.144 

0.121 

83.86 

Semi Critical 

Dhatiyad 

0814000301788600 

0.08 

0.30 

(67.39) 

0.24 

- 

0.24 

0.05 

0.40 

0.05 

- 

- 

- 

- 

- 

0.045 

0.284 

0.014 

0.270 

0.042 

15.53 

Safe 

Dhawa 

0814000401816900 

0.08 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.040 

0.004 

0.036 

0.242 

673.07 

Over Exploited 


0814000601827600 

0.10 

0.23 

- 

0.23 

0.03 

0.26 

0.02 

0.20 

0.03 

0.1000 

- 

- 

- 

0.100 

0.128 

0.385 

0.039 

0.347 

2.744 

791.69 

Over Exploited 



0.10 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.019 

0.002 

0.017 

0.353 

2,034.65 

Over Exploited 

Dheengsara 

0814000501825100 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.033 

23,544.53 

Over Exploited 

Dheengsari 

0814000101764500 

0.10 

0.51 

(57.20) 

0.41 

- 

0.41 

0.05 

0.39 

0.08 

0.0100 

- 

- 

- 

0.010 

0.092 

0.502 

0.025 

0.477 

0.223 

46.89 

Safe 



0.10 

0.00 

10,015.04 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dhehri 

0814000301794800 

0.15 

0.84 

- 

0.84 

0.09 

0.93 

0.05 

0.41 

0.11 

0.2600 

- 

- 

- 

0.260 

0.373 

1.302 

0.130 

1.172 

6.905 

589.40 

Over Exploited 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.073 

50,914.44 

Over Exploited 

Dhigariya 

0804000700655000 

0.07 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.008 

654.07 

Over Exploited 

Dhoondhiya 

0814000401804100 

0.08 

0.03 

22.54 

0.04 

- 

0.04 

0.03 

0.19 

0.01 

- 

- 

- 

- 

- 

0.006 

0.044 

0.002 

0.042 

- 

- 

Safe 



0.08 

0.01 

95.48 

0.02 

- 

0.02 

0.02 

0.12 

0.00 

- 

- 

- 

- 

- 

0.002 

0.017 

0.001 

0.017 

- 

- 

Safe 

Dhoopaliya 

0803000500557600 

0.08 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.002 

0.015 

0.002 

0.014 

0.053 

381.18 

Over Exploited 

Dhundhwalon Ki Dhan 

0814000401802800 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

- 

- 

Safe 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

- 

- 

Safe 



0.08 

0.09 

- 

0.09 

- 

0.09 

0.04 

0.26 

0.02 

- 

- 

- 

- 

- 

0.017 

0.112 

0.011 

0.100 

- 

- 

Safe 

Dhurila 

0814000101765200 

0.10 

0.50 

(72.04) 

0.40 

- 

0.40 

0.04 

0.33 

0.08 

0.0100 

- 

- 

- 

0.010 

0.089 

0.489 

0.024 

0.464 

0.456 

98.15 

Critical 



0.16 

0.00 

734.08 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.08 

0.02 

(2.44) 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.003 

0.020 

0.001 

0.019 

0.057 

303.80 

Over Exploited 

Didiya Kalan 

0814000301791300 

0.08 

0.50 

- 

0.50 

0.01 

0.51 

0.05 

0.39 

0.07 

0.0300 

- 

- 

0.002 

0.032 

0.102 

0.611 

0.061 

0.550 

0.867 

157.72 

Over Exploited 

Didiya Khurd 

0814000301791400 

0.08 

0.34 

(45.96) 

0.27 

0.01 

0.29 

0.05 

0.40 

0.05 

0.0200 

- 

- 

0.002 

0.022 

0.070 

0.356 

0.018 

0.338 

0.593 

175.38 

Over Exploited 

Didwana (M) 

0814000241402000 

0.10 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.01 

1,406.12 

0.01 

- 

0.01 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.002 

0.014 

0.001 

0.014 

0.362 

2,627.69 

Over Exploited 

Dodoo 

0814000301785200 

0.08 

0.10 

(80.95) 

0.08 

- 

0.08 

0.03 

0.17 

0.02 

- 

- 

- 

- 

- 

0.018 

0.102 

0.005 

0.097 

0.118 

121.67 

Over Exploited 



0.10 

0.14 

(85.56) 

0.11 

- 

0.11 

0.03 

0.18 

0.02 

- 

- 

- 

- 

- 

0.024 

0.132 

0.007 

0.125 

0.124 

99.36 

Critical 

Doodawas 

0803000500558900 

0.10 

0.35 

- 

0.35 

- 

0.35 

0.04 

0.24 

0.07 

0.0100 

- 

- 

- 

0.010 

0.079 

0.429 

0.043 

0.386 

0.305 

79.00 

Semi Critical 



0.08 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.002 

0.013 

0.001 

0.012 

0.071 

610.61 

Over Exploited 

Doodhras 

0814000701846600 

0.10 

0.10 

- 

0.10 

- 

0.10 

0.03 

0.27 

0.01 

- 

- 

- 

- 

- 

0.013 

0.111 

0.011 

0.100 

0.013 

13.40 

Safe 

Doodoli 

0814000201767500 

0.07 

0.00 

834.16 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.003 

1,192.52 

Over Exploited 

Dotina 

0814000301797200 

0.15 

0.63 

- 

0.63 

0.02 

0.65 

0.05 

0.42 

0.08 

0.0700 

- 

- 

- 

0.070 

0.154 

0.808 

0.081 

0.727 

2.018 

277.48 

Over Exploited 

Dugastau 

0814000301790200 

0.08 

0.77 

(40.79) 

0.61 

- 

0.61 

0.05 

0.36 

0.11 

- 

- 

- 

- 

- 

0.113 

0.727 

0.036 

0.690 

0.118 

17.03 

Safe 



0.10 

0.01 

132.88 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.002 

0.015 

0.001 

0.015 

0.013 

87.47 

Semi Critical 

Dugoli 

0814000301789400 

0.08 

0.48 

(47.72) 

0.38 

- 

0.38 

0.04 

0.27 

0.07 

- 

- 

- 

- 

- 

0.075 

0.456 

0.023 

0.433 

0.142 

32.82 

Safe 



0.15 

0.18 

(33.11) 

0.14 

- 

0.14 

0.02 

0.12 

0.03 

- 

- 

- 

- 

- 

0.028 

0.173 

0.009 

0.165 

0.045 

27.39 

Safe 



0.15 

0.00 

630.18 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.004 

223.25 

Over Exploited 

Dugor Achla 

0814000701848000 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.002 

124.23 

Over Exploited 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.003 

93.87 

Critical 

Dugorchiknas 

0814000701848400 

0.10 

0.09 

- 

0.09 

- 

0.09 

0.04 

0.32 

0.01 

- 

- 

- 

- 

- 

0.012 

0.105 

0.010 

0.094 

0.011 

11.47 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dugordasa 

0814000701848300 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.051 

1,269.46 

Over Exploited 



0.10 

0.21 

- 

0.21 

- 

0.21 

0.04 

0.37 

0.03 

- 

- 

- 

- 

- 

0.027 

0.234 

0.023 

0.211 

0.117 

55.40 

Safe 

Dukosi 

0814000401808400 

0.08 

0.24 

(18.55) 

0.19 

0.00 

0.19 

0.05 

0.32 

0.04 

- 

- 

- 

0.001 

0.001 

0.043 

0.236 

0.012 

0.224 

0.028 

12.50 

Safe 

Durgapura 

0803000500558300 

0.10 

0.29 

(89.74) 

0.23 

0.01 

0.24 

0.05 

0.31 

0.05 

0.0200 

- 

- 

- 

0.020 

0.075 

0.318 

0.016 

0.302 

0.167 

55.39 

Safe 

Fatehsar 

0814000401799700 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.004 

- 

- 

Safe 



0.08 

0.15 

- 

0.15 

- 

0.15 

0.04 

0.26 

0.03 

- 

- 

- 

- 

- 

0.026 

0.171 

0.017 

0.154 

- 

- 

Safe 

Firozpura 

0814000301793100 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.33 

- 

0.33 

- 

0.33 

0.04 

0.37 

0.05 

0.0100 

- 

- 

- 

0.010 

0.055 

0.389 

0.039 

0.350 

0.220 

62.72 

Safe 

Firozpura Charna 

0814000401810500 

0.10 

0.15 

- 

0.15 

- 

0.15 

0.05 

0.41 

0.02 

- 

- 

- 

- 

- 

0.020 

0.172 

0.017 

0.155 

- 

- 

Safe 

Gadriya 

0814000301786400 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.001 

0.005 

0.005 

112.54 

Over Exploited 



0.08 

0.18 

- 

0.18 

- 

0.18 

0.05 

0.31 

0.03 

- 

- 

- 

- 

- 

0.031 

0.212 

0.021 

0.191 

0.033 

17.39 

Safe 

Gagwana 

0814000401809900 

0.08 

0.55 

- 

0.55 

0.01 

0.56 

0.05 

0.35 

0.09 

0.0400 

- 

- 

- 

0.040 

0.126 

0.689 

0.069 

0.620 

1.089 

175.74 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.055 

3,158.01 

Over Exploited 

Gajoo 

0814000401810700 

0.10 

0.48 

- 

0.48 

0.02 

0.50 

0.04 

0.34 

0.06 

0.0700 

- 

- 

- 

0.070 

0.132 

0.631 

0.063 

0.568 

1.782 

313.88 

Over Exploited 



0.08 

0.02 

- 

0.02 

0.00 

0.02 

0.01 

0.07 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.012 

0.029 

0.003 

0.026 

0.333 

1,264.00 

Over Exploited 

Gajsukhdesar 

0803000500553200 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.023 

1,685.46 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Vindhyan Sandstone 

0.412 

-0.16 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 


Gandila Basni 

0814000401806000 

4.737 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

4.737 

0.60 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.00 

0.000 

0.27 

0.45 


Gantheelasar 

0814000401801300 

24.398 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

19.304 

0.66 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.90 

0.53 

0.00 

0.000 

0.21 

0.35 





Saline 

Non-command 

Non-command 

Bilara Limestone 

5.094 

0.66 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.14 

0.00 

0.000 

0.05 

0.09 


Gardeja Basni 

0814000201769000 

5.465 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.143 

3.74 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 


Gawaloo 

0814000401816200 

34.810 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

31.127 

-0.98 

0.030 

1.30 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

5.20 

0.000 

0.31 

0.44 


Gawariyon Ki Dhan 

0814000201773800 

2.628 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.017 

0.04 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.007 

0.14 

0.22 


Gedap 

0804000700658500 

45.236 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

45.236 

-0.35 

0.080 

0.78 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

2.88 

0.172 

0.33 

0.48 


Geloli 

0814000301796400 

21.947 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

21.947 

-0.36 

0.060 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.085 

0.37 

0.55 


Genana 

0814000101764000 

16.420 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

7.386 

-0.24 

0.040 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.034 

0.15 

0.22 


Gewarsar 

0804000700652300 

14.102 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.048 

-0.43 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 







Non-command 

Vindhyan Sandstone 

0.020 

-0.43 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ghantiyal Bari 

0804000700655200 

17.931 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.005 

-0.42 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ghodaran 

0814000401799500 

6.786 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

6.776 

0.07 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.000 

0.26 

0.45 







Non-command 

Vindhyan Sandstone 

0.010 

0.07 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Godhan 

0814000501822400 

12.481 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

1.964 

0.04 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.04 

0.07 


Godras 

0814000201774200 

12.474 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.670 

2.72 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

1.60 

1.03 

0.00 

0.062 

0.28 

0.43 


Goganada 

0814000401806800 

17.558 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

17.124 

-0.39 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.26 

0.43 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

0.434 

-0.39 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Gogelao 

0814000401805900 

20.891 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

10.396 

-0.18 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.13 

0.22 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

10.495 

-0.18 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.13 

0.22 


Golasani 

0814000401816100 

9.218 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

4.053 

-0.88 

0.030 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.000 

0.15 

0.21 


Golsar 

0814000401801800 

3.178 

Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

3.178 

0.00 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.28 

0.46 


Gondusar 

0803000500558400 

25.648 

Fresh 

Non-command 

Non-command 

Older Alluvium 

23.866 

-0.01 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.070 

0.24 

0.41 







Non-command 

Vindhyan Sandstone 

1.782 

-0.01 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.005 

0.02 

0.03 



0804000700658200 

3.284 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

3.284 

-0.39 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.013 

0.33 

0.48 


Gondusar Narnotan 

0804000700658400 

3.180 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

3.180 

-0.36 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.012 

0.33 

0.48 


Gorau 

0814000301789100 

34.358 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

14.763 

-0.11 

0.070 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.057 

0.14 

0.21 







Non-command 

Older Alluvium 

17.098 

-0.11 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.066 

0.17 

0.24 







Non-command 

Vindhyan Sandstone 

0.001 

-0.11 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.496 

-0.11 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.010 

0.02 

0.04 


Gorera 

0814000401798900 

23.211 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

23.211 

-0.01 

0.040 

0.12 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.48 

0.000 

0.26 

0.45 


Gotardi 

0814000301795600 

6.753 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.353 

-0.56 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.03 







Non-command 

Tertiary Sandstone 

1.646 

-0.56 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.09 

0.13 







Non-command 

Vindhyan Sandstone 

4.754 

-0.56 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.018 

0.25 

0.38 


Goth 

0814000301790400 

5.344 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

5.344 

0.15 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.06 

0.021 

0.36 

0.54 


Gothra 

0814000401810400 

14.932 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

3.107 

-0.62 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.000 

0.07 

0.11 







Non-command 

Vindhyan Sandstone 

11.825 

-0.62 

0.030 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.000 

0.29 

0.43 


Gowa Khurd 

0814000401808100 

10.450 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

10.450 

0.44 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.11 

0.00 

0.000 

0.28 

0.45 


Gudha Bhagwan Das 

0814000501822100 

18.055 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

10.534 

0.14 

0.070 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.13 

0.000 

0.15 

0.26 







Non-command 

Vindhyan Sandstone 

0.329 

0.14 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Gudha Bhagwan Das K 

0814000501822200 

5.907 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

5.698 

0.14 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.000 

0.25 

0.42 


Gugriyali 

0814000301787100 

18.440 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.836 

0.08 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.02 

0.02 







Non-command 

Older Alluvium 

14.063 

0.08 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.00 

0.054 

0.25 

0.38 





Saline 

Non-command 

Non-command 

Bilara Limestone 

1.676 

0.08 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.006 

0.03 

0.05 







Non-command 

Older Alluvium 

1.864 

0.08 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.007 

0.03 

0.05 


Gujariyawas 

0814000301792500 

4.598 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

1.518 

1.04 

0.070 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.08 

0.006 

0.12 

0.18 







Non-command 

Vindhyan Sandstone 

3.080 

1.04 

0.040 

0.04 

0.00 

0.00 

0.00 

0.00 

0.17 

0.11 

0.15 

0.012 

0.24 

0.36 


Gumanpura 

0814000301789300 

0.822 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.091 

0.40 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.04 

0.06 







Non-command 

Older Alluvium 

0.426 

0.40 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.18 

0.26 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.306 

0.40 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.13 

0.19 


Gurharohili 

0814000301787000 

16.791 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.515 

0.01 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.02 







Non-command 

Older Alluvium 

16.276 

0.01 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.063 

0.32 

0.47 


Gurla 

0814000401805300 

10.288 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

10.288 

0.15 

0.040 

0.11 

0.01 

0.00 

0.00 

0.00 

0.16 

0.10 

0.44 

0.000 

0.28 

0.46 


Hanmannagar 

0814000401800300 

3.420 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

3.420 

0.15 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.26 

0.45 


Hansasar 

0803000500554700 

54.281 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

3.632 

0.35 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.011 

0.02 

0.03 


Harima 

0814000401804900 

19.664 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

18.489 

0.02 

0.070 

0.07 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.26 

0.000 

0.28 

0.46 







Non-command 

Vindhyan Sandstone 

1.175 

0.02 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.000 

0.02 

0.03 


Hemlai 

0803000500558200 

5.825 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.801 

0.00 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.005 

0.08 

0.14 







Non-command 

Vindhyan Sandstone 

4.025 

0.00 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.012 

0.18 

0.31 


Hingoniya 

0814000401802000 

12.516 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.767 

-0.09 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.04 

0.06 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

10.749 

-0.09 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.23 

0.39 


Hirasani 

0814000301793400 

5.286 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

5.286 

-0.63 

0.040 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.020 

0.37 

0.56 


Hirawati 

0814000101758700 

12.308 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.721 

-0.75 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.003 

0.02 

0.03 







Non-command 

Vindhyan Sandstone 

7.205 

-0.75 

0.040 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.033 

0.19 

0.27 


Hudas 

0814000101757800 

32.064 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

15.682 

-0.03 

0.070 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.42 

0.072 

0.16 

0.23 







Non-command 

Vindhyan Sandstone 

16.382 

-0.03 

0.040 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.075 

0.17 

0.24 


Igyar 

0814000301795000 

14.342 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

2.562 

0.39 

0.070 

0.05 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.17 

0.010 

0.07 

0.10 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

978.44 

Over Exploited 

Gandila Basni 

081400040180600C 

0.08 

0.10 

(33.44) 

0.08 

- 

0.08 

0.05 

0.32 

0.02 

- 

- 

- 

- 

- 

0.018 

0.101 

0.005 

0.096 

- 

- 

Safe 

Gantheelasar 

0814000401801300 

0.08 

0.32 

64.07 

0.38 

- 

0.38 

0.04 

0.25 

0.06 

- 

- 

- 

- 

- 

0.059 

0.444 

0.022 

0.421 

- 

- 

Safe 



0.08 

0.02 

521.57 

0.03 

- 

0.03 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.004 

0.031 

0.002 

0.029 

- 

- 

Safe 

Gardeja Basni 

0814000201769000 

0.07 

0.00 

5,754.22 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Gawaloo 

0814000401816200 

0.08 

0.77 

- 

0.77 

0.07 

0.84 

0.04 

0.35 

0.10 

0.2000 

- 

- 

- 

0.200 

0.298 

1.137 

0.114 

1.023 

5.203 

508.53 

Over Exploited 

Gawariyon Ki Dhan 

0814000201773800 

0.10 

0.01 

(90.13) 

0.01 

- 

0.01 

0.02 

0.16 

0.00 

- 

- 

- 

- 

- 

0.002 

0.013 

0.001 

0.013 

0.007 

51.07 

Safe 

Gedap 

0804000700658500 

0.10 

1.50 

- 

1.50 

0.04 

1.54 

0.05 

0.39 

0.25 

0.1100 

- 

- 

- 

0.110 

0.358 

1.899 

0.190 

1.709 

3.052 

178.56 

Over Exploited 

Geloli 

0814000301796400 

0.10 

0.82 

- 

0.82 

- 

0.82 

0.05 

0.42 

0.11 

0.0100 

- 

- 

- 

0.010 

0.118 

0.934 

0.093 

0.840 

0.301 

35.78 

Safe 

Genana 

0814000101764000 

0.12 

0.13 

- 

0.13 

- 

0.13 

0.02 

0.18 

0.02 

- 

- 

- 

- 

- 

0.022 

0.156 

0.016 

0.140 

0.163 

116.16 

Over Exploited 

Gewarsar 

0804000700652300 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.008 

######### 

Over Exploited 



0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ghantiyal Bari 

0804000700655200 

0.07 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ghodaran 

0814000401799500 

0.08 

0.14 

(87.06) 

0.11 

- 

0.11 

0.05 

0.31 

0.03 

- 

- 

- 

- 

- 

0.026 

0.139 

0.007 

0.132 

- 

- 

Safe 



0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Godhan 

0814000501822400 

0.08 

0.01 

(48.90) 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

- 

- 

Safe 

Godras 

0814000201774200 

0.10 

0.27 

283.45 

0.32 

- 

0.32 

0.04 

0.32 

0.04 

- 

- 

- 

- 

- 

0.040 

0.362 

0.018 

0.344 

0.062 

18.00 

Safe 

Goganada 

0814000401806800 

0.08 

0.35 

- 

0.35 

- 

0.35 

0.05 

0.30 

0.06 

- 

- 

- 

- 

- 

0.064 

0.414 

0.041 

0.373 

- 

- 

Safe 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Gogelao 

0814000401805900 

0.08 

0.11 

- 

0.11 

- 

0.11 

0.02 

0.16 

0.02 

- 

- 

- 

- 

- 

0.020 

0.130 

0.013 

0.117 

- 

- 

Safe 



0.08 

0.11 

- 

0.11 

- 

0.11 

0.02 

0.16 

0.02 

- 

- 

- 

- 

- 

0.020 

0.132 

0.013 

0.119 

- 

- 

Safe 

Golasani 

0814000401816100 

0.08 

0.05 

- 

0.05 

- 

0.05 

0.02 

0.17 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.064 

0.006 

0.058 

0.212 

365.95 

Over Exploited 

Golsar 

0814000401801800 

0.08 

0.07 

- 

0.07 

- 

0.07 

0.05 

0.33 

0.01 

- 

- 

- 

- 

- 

0.013 

0.083 

0.008 

0.075 

- 

- 

Safe 

Gondusar 

0803000500558400 

0.10 

0.57 

- 

0.57 

- 

0.57 

0.05 

0.28 

0.11 

0.0100 

- 

- 

- 

0.010 

0.120 

0.689 

0.069 

0.620 

0.300 

48.45 

Safe 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.027 

1,000.08 

Over Exploited 


0804000700658200 

0.10 

0.11 

- 

0.11 

- 

0.11 

0.05 

0.39 

0.02 

0.0100 

- 

- 

- 

0.010 

0.028 

0.137 

0.014 

0.123 

0.193 

156.48 

Over Exploited 

Gondusar Narnotan 

0804000700658400 

0.10 

0.11 

- 

0.11 

- 

0.11 

0.05 

0.39 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.133 

0.013 

0.119 

0.221 

185.36 

Over Exploited 

Gorau 

0814000301789100 

0.08 

0.17 

- 

0.17 

- 

0.17 

0.02 

0.17 

0.03 

- 

- 

- 

- 

- 

0.028 

0.198 

0.020 

0.179 

0.099 

55.42 

Safe 



0.15 

0.43 

- 

0.43 

- 

0.43 

0.03 

0.19 

0.07 

- 

- 

- 

- 

- 

0.070 

0.499 

0.050 

0.449 

0.108 

24.04 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.010 

0.010 

100.61 

Over Exploited 

Gorera 

0814000401798900 

0.08 

0.49 

- 

0.49 

0.02 

0.51 

0.05 

0.31 

0.09 

0.0500 

- 

- 

- 

0.050 

0.141 

0.648 

0.065 

0.583 

0.479 

82.10 

Semi Critical 

Gotardi 

0814000301795600 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

250.97 

Over Exploited 



0.10 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.002 

0.016 

0.002 

0.015 

0.006 

43.11 

Safe 



0.10 

0.12 

- 

0.12 

- 

0.12 

0.03 

0.29 

0.02 

- 

- 

- 

- 

- 

0.016 

0.137 

0.014 

0.123 

0.018 

14.93 

Safe 

Goth 

0814000301790400 

0.10 

0.19 

(82.24) 

0.15 

- 

0.15 

0.05 

0.41 

0.03 

- 

- 

- 

- 

- 

0.027 

0.180 

0.009 

0.171 

0.081 

47.04 

Safe 

Gothra 

0814000401810400 

0.10 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.003 

0.026 

0.003 

0.024 

0.099 

416.48 

Over Exploited 



0.08 

0.27 

- 

0.27 

- 

0.27 

0.04 

0.32 

0.04 

0.0100 

- 

- 

- 

0.010 

0.046 

0.316 

0.032 

0.284 

0.393 

138.20 

Over Exploited 

Gowa Khurd 

0814000401808100 

0.08 

0.23 

(51.07) 

0.19 

0.00 

0.19 

0.05 

0.33 

0.04 

- 

- 

- 

0.004 

0.004 

0.044 

0.233 

0.012 

0.221 

- 

- 

Safe 

Gudha Bhagwan Das 

0814000501822100 

0.08 

0.13 

(38.35) 

0.10 

- 

0.10 

0.03 

0.18 

0.02 

- 

- 

- 

- 

- 

0.023 

0.125 

0.006 

0.119 

0.132 

110.76 

Over Exploited 



0.08 

0.00 

786.68 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Gudha Bhagwan Das K 

0814000501822200 

0.08 

0.11 

(71.98) 

0.09 

- 

0.09 

0.05 

0.30 

0.02 

- 

- 

- 

- 

- 

0.021 

0.113 

0.006 

0.107 

- 

- 

Safe 

Gugriyali 

0814000301787100 

0.08 

0.00 

226.07 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.003 

246.35 

Over Exploited 



0.15 

0.54 

(85.65) 

0.43 

- 

0.43 

0.04 

0.30 

0.09 

- 

- 

- 

- 

- 

0.087 

0.517 

0.026 

0.491 

0.054 

11.06 

Safe 



0.08 

0.00 

64.67 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.005 

0.006 

122.87 

Over Exploited 



0.15 

0.01 

(9.99) 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.002 

0.010 

0.001 

0.010 

0.007 

75.54 

Semi Critical 

Gujariyawas 

0814000301792500 

0.08 

0.01 

505.48 

0.02 

- 

0.02 

0.02 

0.13 

0.00 

- 

- 

- 

- 

- 

0.002 

0.019 

0.001 

0.018 

0.090 

491.82 

Over Exploited 



0.10 

0.07 

51.53 

0.09 

- 

0.09 

0.03 

0.27 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.109 

0.005 

0.104 

0.162 

156.33 

Over Exploited 

Gumanpura 

0814000301789300 

0.08 

0.00 

560.78 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.01 

(16.94) 

0.01 

- 

0.01 

0.03 

0.20 

0.00 

- 

- 

- 

- 

- 

0.002 

0.011 

0.001 

0.011 

0.002 

15.58 

Safe 



0.15 

0.01 

15.79 

0.01 

- 

0.01 

0.02 

0.15 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.007 

0.001 

16.30 

Safe 

Gurharohili 

0814000301787000 

0.08 

0.00 

(28.41) 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

518.24 

Over Exploited 



0.15 

0.78 

(96.60) 

0.63 

- 

0.63 

0.05 

0.37 

0.13 

- 

- 

- 

- 

- 

0.128 

0.756 

0.038 

0.718 

0.063 

8.75 

Safe 

Gurla 

0814000401805300 

0.08 

0.23 

(57.79) 

0.18 

0.01 

0.19 

0.05 

0.33 

0.04 

0.0200 

- 

- 

- 

0.020 

0.060 

0.253 

0.013 

0.240 

0.440 

183.04 

Over Exploited 

Hanmannagar 

0814000401800300 

0.08 

0.07 

(83.42) 

0.06 

- 

0.06 

0.05 

0.31 

0.01 

- 

- 

- 

- 

- 

0.013 

0.070 

0.004 

0.067 

- 

- 

Safe 

Hansasar 

0803000500554700 

0.08 

0.01 

482.91 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.011 

161.92 

Over Exploited 

Harima 

0814000401804900 

0.08 

0.41 

(86.58) 

0.33 

- 

0.33 

0.05 

0.32 

0.07 

0.0100 

- 

- 

- 

0.010 

0.080 

0.408 

0.020 

0.388 

0.264 

68.11 

Safe 



0.08 

0.00 

291.98 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.028 

1,297.99 

Over Exploited 

Hemlai 

0803000500558200 

0.10 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.09 

0.00 

- 

- 

- 

- 

- 

0.003 

0.017 

0.002 

0.015 

0.043 

282.35 

Over Exploited 



0.08 

0.06 

- 

0.06 

- 

0.06 

0.03 

0.21 

0.01 

- 

- 

- 

- 

- 

0.011 

0.068 

0.007 

0.061 

0.098 

159.62 

Over Exploited 

Hingoniya 

0814000401802000 

0.08 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.006 

- 

- 

Safe 



0.08 

0.20 

- 

0.20 

- 

0.20 

0.04 

0.27 

0.04 

- 

- 

- 

- 

- 

0.037 

0.236 

0.024 

0.212 

- 

- 

Safe 

Hirasani 

0814000301793400 

0.10 

0.20 

- 

0.20 

- 

0.20 

0.05 

0.42 

0.03 

- 

- 

- 

- 

- 

0.026 

0.222 

0.022 

0.200 

0.140 

70.18 

Semi Critical 

Hirawati 

0814000101758700 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.013 

1,132.90 

Over Exploited 



0.12 

0.17 

- 

0.17 

- 

0.17 

0.03 

0.23 

0.03 

- 

- 

- 

- 

- 

0.028 

0.195 

0.020 

0.176 

0.162 

92.20 

Critical 

Hudas 

0814000101757800 

0.10 

0.26 

- 

0.26 

0.01 

0.27 

0.03 

0.19 

0.04 

0.0200 

- 

- 

- 

0.020 

0.062 

0.329 

0.033 

0.296 

0.490 

165.63 

Over Exploited 



0.12 

0.34 

- 

0.34 

- 

0.34 

0.03 

0.20 

0.06 

0.0100 

- 

- 

- 

0.010 

0.065 

0.401 

0.040 

0.361 

0.361 

100.04 

Over Exploited 

Igyar 

0814000301795000 

0.08 

0.01 

491.04 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.028 

0.001 

0.026 

0.178 

671.35 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Older Alluvium 

9.591 

0.39 

0.080 

0.17 

0.01 

0.00 

0.00 

0.00 

0.46 

0.30 

0.63 

0.037 

0.24 

0.37 







Non-command 

Tertiary Sandstone 

2.189 

0.39 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.14 

0.008 

0.06 

0.08 


Inana 

081400040181010C 

48.473 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

8.542 

-0.01 

0.050 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.52 

0.000 

0.06 

0.09 







Non-command 

Vindhyan Sandstone 

39.931 

-0.01 

0.030 

0.69 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.75 

0.000 

0.27 

0.42 


Indas 

081400040180620C 

21.131 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

21.131 

-0.07 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.27 

0.45 


Indokali 

0814000401816500 

15.691 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

15.691 

-1.05 

0.030 

0.64 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.57 

0.000 

0.37 

0.52 


lyara 

0804000700654400 

61.202 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

60.212 

-0.37 

0.080 

0.50 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.71 

0.229 

0.32 

0.47 







Non-command 

Vindhyan Sandstone 

0.991 

-0.37 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.004 

0.01 

0.01 


Jabrasi 

0814000401804000 

3.536 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

1.862 

0.40 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.000 

0.14 

0.24 





Saline 

Non-command 

Non-command 

Bilara Limestone 

1.673 

0.40 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.000 

0.13 

0.22 


Jajolai 

0814000401804600 

8.594 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

3.426 

0.03 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.11 

0.19 







Non-command 

Vindhyan Sandstone 

0.017 

0.03 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Bilara Limestone 

2.371 

0.03 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.08 

0.13 







Non-command 

Vindhyan Sandstone 

2.779 

0.03 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.09 

0.15 


Jakhan 

0814000301792700 

2.183 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

2.183 

0.49 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.00 

0.008 

0.35 

0.54 


Jakhaniya 

0814000401800500 

18.377 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

4.255 

0.33 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.00 

0.000 

0.06 

0.10 







Non-command 

Vindhyan Sandstone 

14.122 

0.33 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.12 

0.05 

0.000 

0.20 

0.34 


Jalniyasar 

0814000301785000 

17.201 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.004 

0.03 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Vindhyan Sandstone 

17.197 

0.03 

0.040 

0.08 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.24 

0.066 

0.29 

0.47 


Janana 

0814000401811300 

23.351 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

23.351 

-1.02 

0.030 

1.10 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

4.39 

0.000 

0.35 

0.52 


Janewa (East) 

0814000301785900 

12.590 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

6.108 

0.01 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.024 

0.14 

0.23 





Saline 

Non-command 

Non-command 

Bilara Limestone 

0.130 

0.01 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 







Non-command 

Vindhyan Sandstone 

6.352 

0.01 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.025 

0.15 

0.24 


Janewa (West) 

0814000301786000 

10.393 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

8.107 

0.00 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.031 

0.22 

0.36 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

2.286 

0.00 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.009 

0.06 

0.10 


Jani 

0814000301792900 

11.396 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

10.774 

-0.13 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.042 

0.34 

0.53 







Non-command 

Older Alluvium 

0.623 

-0.13 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.02 

0.03 


Janwas 

0814000301792600 

8.393 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

7.232 

0.74 

0.070 

0.02 

0.00 

0.00 

0.00 

0.00 

0.39 

0.26 

0.04 

0.028 

0.31 

0.47 







Non-command 

Vindhyan Sandstone 

1.162 

0.74 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.004 

0.05 

0.07 


Jathera 

0814000401804500 

6.691 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

1.470 

0.02 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.06 

0.10 







Non-command 

Vindhyan Sandstone 

0.367 

0.02 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

4.855 

0.02 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.20 

0.34 


Jayal 

0814000301792400 

60.744 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

2.664 

0.64 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.04 

0.010 

0.02 

0.02 







Non-command 

Vindhyan Sandstone 

58.079 

0.64 

0.040 

0.24 

0.01 

0.00 

0.00 

0.00 

1.71 

1.13 

0.66 

0.224 

0.35 

0.53 


Jeeli 

0804000700660200 

6.531 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.005 

-0.63 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Vindhyan Sandstone 

2.162 

-0.63 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.008 

0.11 

0.16 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

3.879 

-0.63 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.015 

0.20 

0.28 







Non-command 

Vindhyan Sandstone 

0.485 

-0.63 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.02 

0.03 


Jeewanbera 

0814000401804300 

9.270 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

7.239 

0.17 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.00 

0.000 

0.21 

0.35 







Non-command 

Vindhyan Sandstone 

2.009 

0.17 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.06 

0.10 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

0.022 

0.17 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jesalsar 

0803000500558000 

11.276 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.539 

0.00 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.016 

0.13 

0.22 







Non-command 

Vindhyan Sandstone 

5.737 

0.00 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.017 

0.13 

0.22 


Jetpura Kalan 

0814000701848700 

6.136 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

3.958 

-0.78 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.013 

0.24 

0.35 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

2.178 

-0.78 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.007 

0.13 

0.19 


Jetpura Khurd 

0814000701848600 

9.815 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

3.265 

-0.73 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.011 

0.12 

0.18 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

6.550 

-0.73 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.022 

0.25 

0.36 


Jetpuriya Bamniya 

0814000701846900 

1.367 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

1.367 

-0.33 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.37 

0.55 


Jhadisara 

0814000401804400 

11.514 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

2.620 

0.02 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.06 

0.10 







Non-command 

Vindhyan Sandstone 

4.310 

0.02 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.10 

0.17 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

4.585 

0.02 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.11 

0.18 


Jhalalar 

0814000301792000 

9.299 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

9.299 

0.36 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.00 

0.036 

0.36 

0.55 


Jhardiya 

0814000101758000 

11.308 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

11.308 

0.10 

0.040 

0.07 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.20 

0.052 

0.33 

0.47 


Jhareli 

0814000301786600 

44.592 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

44.592 

-0.06 

0.070 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.172 

0.32 

0.49 


Jhoojhanda 

0814000401814300 

14.783 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

14.783 

-0.85 

0.030 

1.10 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

4.42 

0.000 

0.34 

0.50 


Jhorda 

0814000401798800 

18.851 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.337 

-0.04 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.03 

0.06 







Non-command 

Vindhyan Sandstone 

16.514 

-0.04 

0.040 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.000 

0.23 

0.39 


Jhunjhala 

0814000301795700 

6.281 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

6.281 

-0.43 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.024 

0.36 

0.55 


Jindas 

0814000401804800 

8.067 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

8.067 

0.24 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.08 

0.00 

0.000 

0.28 

0.47 


Jocheena 

0814000301789800 

10.452 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

10.452 

-0.13 

0.070 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.040 

0.35 

0.54 


Jodhiyasi 

0814000401802100 

9.611 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.959 

-0.09 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.05 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

8.651 

-0.09 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.24 

0.41 


Jogalsar 

0804000700653600 

34.769 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

10.724 

-0.07 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.041 

0.09 

0.15 







Non-command 

Vindhyan Sandstone 

24.046 

-0.07 

0.040 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.092 

0.21 

0.33 


Jorawarpura 

0814000201767600 

4.440 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.089 

1.23 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.00 

0.026 

0.31 

0.46 


Joshiyad 

0814000401806400 

13.232 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

13.232 

0.02 

0.040 

0.05 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.19 

0.000 

0.27 

0.44 


Jyak 

0804000700658900 

22.103 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

12.775 

-0.21 

0.080 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.56 

0.049 

0.18 

0.28 







Non-command 

Vindhyan Sandstone 

9.328 

-0.21 

0.040 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.036 

0.13 

0.20 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.15 

0.35 

(13.98) 

0.30 

0.01 

0.31 

0.03 

0.28 

0.05 

0.0200 

- 

- 

- 

0.020 

0.068 

0.381 

0.019 

0.362 

0.667 

184.47 

Over Exploited 



0.10 

0.01 

392.27 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.026 

0.001 

0.025 

0.152 

609.50 

Over Exploited 

Inana 

0814000401810100 

0.10 

0.05 

- 

0.05 

0.01 

0.06 

0.01 

0.07 

0.01 

0.0200 

- 

- 

- 

0.020 

0.027 

0.086 

0.009 

0.077 

0.523 

677.39 

Over Exploited 



0.08 

0.85 

- 

0.85 

0.03 

0.88 

0.04 

0.31 

0.13 

0.1000 

- 

- 

0.003 

0.103 

0.231 

1.111 

0.111 

1.000 

2.753 

275.38 

Over Exploited 

Indas 

0814000401806200 

0.08 

0.46 

- 

0.46 

- 

0.46 

0.05 

0.32 

0.08 

- 

- 

- 

- 

- 

0.082 

0.538 

0.054 

0.484 

- 

- 

Safe 

Indokali 

0814000401816500 

0.08 

0.46 

- 

0.46 

0.03 

0.49 

0.04 

0.41 

0.06 

0.1000 

- 

- 

- 

0.100 

0.155 

0.646 

0.065 

0.581 

2.571 

442.38 

Over Exploited 

lyara 

0804000700654400 

0.10 

1.93 

- 

1.93 

0.02 

1.95 

0.05 

0.37 

0.32 

0.0600 

- 

- 

- 

0.060 

0.383 

2.331 

0.233 

2.098 

1.943 

92.62 

Critical 



0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.028 

4,220.95 

Over Exploited 

Jabrasi 

0814000401804000 

0.08 

0.02 

45.72 

0.03 

- 

0.03 

0.03 

0.17 

0.00 

- 

- 

- 

- 

- 

0.004 

0.029 

0.001 

0.028 

- 

- 

Safe 



0.08 

0.02 

62.42 

0.02 

- 

0.02 

0.02 

0.15 

0.00 

- 

- 

- 

- 

- 

0.003 

0.024 

0.001 

0.022 

- 

- 

Safe 

Jajolai 

0814000401804600 

0.08 

0.03 

(87.43) 

0.02 

- 

0.02 

0.02 

0.13 

0.01 

- 

- 

- 

- 

- 

0.005 

0.030 

0.002 

0.029 

- 

- 

Safe 



0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.08 

0.01 

(81.83) 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.003 

0.015 

0.001 

0.014 

- 

- 

Safe 



0.08 

0.02 

(91.18) 

0.02 

- 

0.02 

0.02 

0.11 

0.00 

- 

- 

- 

- 

- 

0.004 

0.020 

0.001 

0.019 

- 

- 

Safe 

Jakhan 

0814000301792700 

0.08 

0.06 

(20.57) 

0.05 

- 

0.05 

0.05 

0.41 

0.01 

- 

- 

- 

- 

- 

0.009 

0.059 

0.003 

0.056 

0.008 

15.13 

Safe 

Jakhaniya 

0814000401800500 

0.08 

0.02 

182.18 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.004 

0.028 

0.001 

0.027 

- 

- 

Safe 



0.08 

0.23 

(49.08) 

0.18 

0.00 

0.18 

0.04 

0.24 

0.04 

- 

- 

- 

0.001 

0.001 

0.042 

0.225 

0.011 

0.214 

0.050 

23.42 

Safe 

Jalniyasar 

0814000301785000 

0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.50 

(87.77) 

0.40 

- 

0.40 

0.05 

0.34 

0.09 

0.0100 

- 

- 

- 

0.010 

0.099 

0.497 

0.025 

0.472 

0.306 

64.87 

Safe 

Janana 

0814000401811300 

0.08 

0.65 

- 

0.65 

0.05 

0.70 

0.05 

0.40 

0.09 

0.1600 

- 

- 

0.002 

0.162 

0.248 

0.952 

0.095 

0.857 

4.386 

512.01 

Over Exploited 

Janewa (East) 

0814000301785900 

0.10 

0.09 

(90.45) 

0.07 

- 

0.07 

0.03 

0.17 

0.02 

- 

- 

- 

- 

- 

0.015 

0.084 

0.004 

0.080 

0.024 

29.55 

Safe 



0.08 

0.00 

220.47 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.10 

0.09 

(91.06) 

0.07 

- 

0.07 

0.03 

0.17 

0.02 

- 

- 

- 

- 

- 

0.017 

0.091 

0.005 

0.086 

0.025 

28.41 

Safe 

Janewa (West) 

0814000301786000 

0.10 

0.18 

- 

0.18 

- 

0.18 

0.04 

0.26 

0.03 

- 

- 

- 

- 

- 

0.032 

0.210 

0.021 

0.189 

0.031 

16.52 

Safe 



0.10 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.003 

0.017 

0.002 

0.015 

0.009 

58.59 

Safe 

Jani 

0814000301792900 

0.08 

0.30 

- 

0.30 

- 

0.30 

0.05 

0.39 

0.04 

- 

- 

- 

- 

- 

0.042 

0.338 

0.034 

0.305 

0.042 

13.65 

Safe 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.002 

125.95 

Over Exploited 

Janwas 

0814000301792600 

0.08 

0.18 

45.62 

0.21 

- 

0.21 

0.04 

0.35 

0.03 

- 

- 

- 

- 

- 

0.026 

0.239 

0.012 

0.227 

0.070 

30.73 

Safe 



0.10 

0.01 

293.07 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.007 

0.004 

61.08 

Safe 

Jathera 

0814000401804500 

0.08 

0.01 

(83.32) 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

- 

- 

Safe 



0.08 

0.00 

(55.49) 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.08 

0.08 

(89.55) 

0.06 

- 

0.06 

0.04 

0.24 

0.01 

- 

- 

- 

- 

- 

0.014 

0.077 

0.004 

0.073 

0.022 

30.12 

Safe 

Jayal 

0814000301792400 

0.08 

0.00 

2,413.54 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.004 

0.052 

1,214.90 

Over Exploited 



0.10 

2.01 

(43.93) 

1.61 

0.01 

1.62 

0.05 

0.39 

0.28 

0.0200 

- 

- 

0.003 

0.023 

0.303 

1.921 

0.096 

1.825 

0.884 

48.43 

Safe 

Jeeli 

0804000700660200 

0.07 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.13 

0.00 

- 

- 

- 

- 

- 

0.005 

0.033 

0.003 

0.030 

0.068 

227.93 

Over Exploited 



0.07 

0.05 

- 

0.05 

- 

0.05 

0.03 

0.23 

0.01 

- 

- 

- 

- 

- 

0.009 

0.062 

0.006 

0.056 

0.080 

141.93 

Over Exploited 



0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.012 

787.35 

Over Exploited 

Jeewanbera 

0814000401804300 

0.08 

0.12 

(58.15) 

0.10 

- 

0.10 

0.04 

0.25 

0.02 

- 

- 

- 

- 

- 

0.022 

0.119 

0.006 

0.113 

- 

- 

Safe 



0.08 

0.01 

(14.45) 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.002 

0.010 

0.000 

0.009 

- 

- 

Safe 



0.08 

0.00 

8,528.73 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Jesalsar 

0803000500558000 

0.10 

0.07 

- 

0.07 

- 

0.07 

0.02 

0.15 

0.01 

- 

- 

- 

- 

- 

0.013 

0.083 

0.008 

0.075 

0.074 

99.43 

Critical 



0.08 

0.06 

- 

0.06 

- 

0.06 

0.03 

0.16 

0.01 

- 

- 

- 

- 

- 

0.011 

0.071 

0.007 

0.064 

0.103 

160.37 

Over Exploited 

Jetpura Kalan 

0814000701848700 

0.10 

0.10 

- 

0.10 

- 

0.10 

0.03 

0.27 

0.01 

- 

- 

- 

- 

- 

0.013 

0.108 

0.011 

0.097 

0.061 

62.90 

Safe 



0.10 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.15 

0.00 

- 

- 

- 

- 

- 

0.004 

0.033 

0.003 

0.029 

0.031 

106.16 

Over Exploited 

Jetpura Khurd 

0814000701848600 

0.10 

0.04 

- 

0.04 

- 

0.04 

0.02 

0.14 

0.01 

- 

- 

- 

- 

- 

0.005 

0.046 

0.005 

0.041 

0.011 

26.16 

Safe 



0.10 

0.16 

- 

0.16 

- 

0.16 

0.03 

0.28 

0.02 

- 

- 

- 

- 

- 

0.022 

0.185 

0.018 

0.166 

0.022 

13.04 

Safe 

Jetpuriya Bamniya 

0814000701846900 

0.10 

0.05 

- 

0.05 

- 

0.05 

0.05 

0.42 

0.01 

- 

- 

- 

- 

- 

0.007 

0.058 

0.006 

0.052 

0.005 

8.74 

Safe 

Jhadisara 

0814000401804400 

0.08 

0.01 

(80.08) 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.002 

0.013 

0.001 

0.012 

- 

- 

Safe 



0.08 

0.04 

(92.92) 

0.03 

- 

0.03 

0.02 

0.12 

0.01 

- 

- 

- 

- 

- 

0.006 

0.035 

0.002 

0.033 

- 

- 

Safe 



0.08 

0.04 

(93.50) 

0.03 

- 

0.03 

0.02 

0.13 

0.01 

- 

- 

- 

- 

- 

0.007 

0.039 

0.002 

0.037 

- 

- 

Safe 

Jhalalar 

0814000301792000 

0.10 

0.33 

(71.40) 

0.27 

- 

0.27 

0.05 

0.41 

0.05 

- 

- 

- 

- 

- 

0.047 

0.314 

0.016 

0.299 

0.036 

12.01 

Safe 

Jhardiya 

0814000101758000 

0.12 

0.45 

(81.74) 

0.36 

- 

0.36 

0.05 

0.39 

0.07 

0.0100 

- 

- 

- 

0.010 

0.084 

0.447 

0.022 

0.424 

0.252 

59.33 

Safe 

Jhareli 

0814000301786600 

0.08 

1.14 

- 

1.14 

- 

1.14 

0.05 

0.37 

0.19 

- 

- 

- 

- 

- 

0.189 

1.329 

0.133 

1.196 

0.256 

21.41 

Safe 

Jhoojhanda 

0814000401814300 

0.08 

0.40 

- 

0.40 

0.06 

0.46 

0.05 

0.38 

0.05 

0.1700 

- 

- 

- 

0.170 

0.223 

0.682 

0.068 

0.613 

4.417 

720.02 

Over Exploited 

Jhorda 

0814000401798800 

0.15 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.002 

0.014 

0.001 

0.012 

0.009 

73.07 

Semi Critical 



0.08 

0.31 

- 

0.31 

- 

0.31 

0.04 

0.28 

0.06 

0.0100 

- 

- 

- 

0.010 

0.068 

0.374 

0.037 

0.337 

0.226 

67.06 

Safe 

Jhunjhala 

0814000301795700 

0.10 

0.23 

- 

0.23 

0.00 

0.23 

0.05 

0.41 

0.03 

0.0100 

- 

- 

0.002 

0.012 

0.042 

0.273 

0.027 

0.245 

0.168 

68.58 

Safe 

Jindas 

0814000401804800 

0.08 

0.18 

(54.93) 

0.15 

- 

0.15 

0.05 

0.33 

0.03 

- 

- 

- 

- 

- 

0.032 

0.179 

0.009 

0.170 

- 

- 

Safe 

Jocheena 

0814000301789800 

0.08 

0.30 

- 

0.30 

- 

0.30 

0.05 

0.41 

0.04 

0.0100 

- 

- 

- 

0.010 

0.054 

0.349 

0.035 

0.314 

0.334 

106.46 

Over Exploited 

Jodhiyasi 

0814000401802100 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

- 

- 

Safe 



0.08 

0.17 

- 

0.17 

- 

0.17 

0.04 

0.29 

0.03 

- 

- 

- 

- 

- 

0.031 

0.198 

0.020 

0.178 

- 

- 

Safe 

Jogalsar 

0804000700653600 

0.10 

0.10 

- 

0.10 

- 

0.10 

0.02 

0.11 

0.02 

- 

- 

- 

- 

- 

0.018 

0.117 

0.012 

0.105 

0.142 

135.15 

Over Exploited 



0.12 

0.60 

- 

0.60 

- 

0.60 

0.04 

0.24 

0.11 

0.0100 

- 

- 

- 

0.010 

0.116 

0.714 

0.071 

0.642 

0.278 

43.22 

Safe 

Jorawarpura 

0814000201767600 

0.07 

0.09 

(35.40) 

0.07 

- 

0.07 

0.05 

0.37 

0.01 

- 

- 

- 

- 

- 

0.014 

0.086 

0.004 

0.082 

0.026 

31.85 

Safe 

Joshiyad 

0814000401806400 

0.08 

0.28 

(86.86) 

0.23 

- 

0.23 

0.05 

0.32 

0.05 

0.0100 

- 

- 

- 

0.010 

0.061 

0.288 

0.014 

0.274 

0.193 

70.54 

Semi Critical 

Jyak 

0804000700658900 

0.10 

0.23 

- 

0.23 

0.01 

0.24 

0.03 

0.21 

0.04 

0.0200 

- 

- 

- 

0.020 

0.060 

0.304 

0.030 

0.273 

0.611 

223.43 

Over Exploited 



0.12 

0.15 

- 

0.15 

- 

0.15 

0.02 

0.16 

0.03 

0.0100 

- 

- 

- 

0.010 

0.036 

0.185 

0.019 

0.167 

0.378 

226.59 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Kachras 

081400030179350C 

5.507 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

5.507 

-0.60 

0.040 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.021 

0.37 

0.56 


Kadarpura 

0814000401807700 

7.030 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

7.030 

0.31 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.00 

0.000 

0.28 

0.44 


Kairap 

0814000201773200 

26.824 

Fresh 

Non-command 

Non-command 

Older Alluvium 

24.132 

0.62 

0.060 

0.09 

0.00 

0.00 

0.00 

0.00 

0.98 

0.65 

0.15 

0.154 

0.32 

0.48 







Non-command 

Phyllite & Schist 

2.691 

0.62 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.017 

0.04 

0.05 


Kakkoo 

0803000500554800 

91.664 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

36.291 

0.31 

0.040 

0.12 

0.00 

0.00 

0.00 

0.00 

0.57 

0.33 

0.33 

0.107 

0.10 

0.18 


Kalri 

0814000401803100 

21.558 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

8.856 

0.50 

0.070 

0.02 

0.00 

0.00 

0.00 

0.00 

0.33 

0.19 

0.07 

0.000 

0.11 

0.18 







Non-command 

Vindhyan Sandstone 

12.446 

0.50 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.28 

0.16 

0.11 

0.000 

0.15 

0.26 


Kalvi 

0814000301796300 

12.811 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

12.811 

-0.77 

0.060 

0.39 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.51 

0.049 

0.37 

0.55 


Kalyansar 

0804000700659000 

19.085 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

11.769 

-0.19 

0.080 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.47 

0.045 

0.19 

0.29 







Non-command 

Vindhyan Sandstone 

7.317 

-0.19 

0.040 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.028 

0.12 

0.18 


Kamediya 

0814000301785800 

19.813 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

14.579 

0.00 

0.070 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.056 

0.22 

0.35 







Non-command 

Vindhyan Sandstone 

0.462 

0.00 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Bilara Limestone 

4.662 

0.00 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.018 

0.07 

0.11 







Non-command 

Vindhyan Sandstone 

0.110 

0.00 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kandhalsar 

0804000700653300 

23.991 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

9.015 

-0.21 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.034 

0.10 

0.17 


Kangsiya 

0814000301785300 

19.953 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

19.254 

-0.04 

0.070 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.074 

0.30 

0.46 







Non-command 

Older Alluvium 

0.699 

-0.04 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.01 

0.02 


Kanoota 

0804000700659600 

29.192 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

22.955 

-0.09 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.087 

0.26 

0.38 







Non-command 

Older Alluvium 

6.237 

-0.09 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.024 

0.07 

0.10 


Kanwal 

0814000701849800 

8.950 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.407 

0.00 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.02 


Kanwlisar 

0803000500556800 

24.945 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

21.863 

0.43 

0.040 

0.10 

0.00 

0.00 

0.00 

0.00 

0.48 

0.28 

0.31 

0.065 

0.23 

0.40 



0814000401804200 

6.222 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

6.222 

0.36 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.09 

0.00 

0.000 

0.27 

0.46 


Kaprod 

0814000201772200 

6.200 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.200 

4.93 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.47 

0.31 

0.00 

0.040 

0.35 

0.53 


Karasora 

0814000701846800 

3.942 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

2.186 

-0.35 

0.060 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.48 

0.007 

0.21 

0.30 


Karejra 

0804000700658700 

17.697 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

17.697 

-0.24 

0.080 

0.24 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.86 

0.067 

0.33 

0.48 


Karloo 

0814000401814200 

40.192 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

7.912 

-0.25 

0.050 

0.32 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.27 

0.000 

0.06 

0.09 







Non-command 

Vindhyan Sandstone 

32.280 

-0.25 

0.030 

1.44 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

5.75 

0.000 

0.26 

0.38 


Karnetpura 

0814000401800100 

3.881 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

3.881 

0.18 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.02 

0.000 

0.26 

0.45 


Kasari 

0814000301794100 

3.424 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

3.424 

-0.52 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.013 

0.37 

0.55 


Kashipura 

0814000301789000 

18.744 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.362 

0.18 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.00 

0.028 

0.13 

0.20 





Saline 

Non-command 

Non-command 

Older Alluvium 

11.382 

0.18 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.12 

0.00 

0.044 

0.20 

0.30 


Kasnau 

0814000301796500 

15.737 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.451 

0.30 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.002 

0.01 

0.02 







Non-command 

Tertiary Sandstone 

15.286 

0.30 

0.060 

0.33 

0.02 

0.00 

0.00 

0.00 

0.59 

0.39 

1.26 

0.059 

0.36 

0.54 


Katar Bari 

0804000700652200 

51.735 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

16.272 

-0.39 

0.040 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.37 

0.062 

0.09 

0.14 


Katar Chhoti 

0804000700653000 

23.380 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

16.958 

-0.37 

0.040 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.58 

0.065 

0.21 

0.34 


Kathoti 

0814000301792800 

55.213 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

55.213 

-0.11 

0.070 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.213 

0.36 

0.55 


Kedli 

0803000500555900 

21.926 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

19.887 

0.47 

0.030 

0.03 

0.00 

0.00 

0.00 

0.00 

0.31 

0.18 

0.03 

0.059 

0.24 

0.40 







Non-command 

Vindhyan Sandstone 

0.581 

0.47 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.01 

0.01 


KHABARIYANA 

0814000301786900 

19.078 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

4.004 

-0.01 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.015 

0.07 

0.10 







Non-command 

Older Alluvium 

15.074 

-0.01 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.058 

0.26 

0.39 


Khadkali 

0814000501822000 

34.885 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

10.046 

0.34 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.25 

0.15 

0.03 

0.000 

0.07 

0.13 







Non-command 

Vindhyan Sandstone 

2.832 

0.34 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.000 

0.02 

0.04 


Khajwana 

0814000401816400 

55.878 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

55.878 

-1.04 

0.030 

1.65 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

6.60 

0.000 

0.36 

0.53 


Khamiyad 

0814000101765100 

14.819 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

10.327 

0.01 

0.070 

0.04 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.09 

0.047 

0.24 

0.37 







Non-command 

Older Alluvium 

4.475 

0.01 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.020 

0.11 

0.16 







Non-command 

Phyllite & Schist 

0.018 

0.01 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khangar 

0814000101764800 

12.037 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

12.037 

-0.06 

0.070 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.055 

0.35 

0.52 


Khanpura Manjra 

0814000301790800 

4.748 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

4.748 

0.34 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.00 

0.018 

0.35 

0.54 


Khanwar 

0814000301791000 

13.127 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

13.127 

0.29 

0.070 

0.29 

0.01 

0.00 

0.00 

0.00 

0.54 

0.35 

1.09 

0.051 

0.34 

0.53 


Khara 

0804000700660500 

2.922 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.014 

-0.74 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.12 

0.16 







Non-command 

Vindhyan Sandstone 

1.908 

-0.74 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.007 

0.22 

0.30 


Kharamanjra 

0814000301787400 

4.783 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

4.783 

-0.01 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.018 

0.33 

0.50 


Kharda 

0814000401811700 

10.532 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

10.532 

-0.67 

0.030 

0.39 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.57 

0.000 

0.32 

0.50 


Khari Jodha 

0814000301789200 

9.979 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

4.485 

0.29 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.00 

0.017 

0.15 

0.23 







Non-command 

Older Alluvium 

5.470 

0.29 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.04 

0.021 

0.19 

0.28 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.024 

0.29 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khari Karamsotan 

0814000401806900 

26.870 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

3.685 

0.10 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.03 

0.000 

0.04 

0.06 







Non-command 

Vindhyan Sandstone 

23.185 

0.10 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.11 

0.000 

0.23 

0.38 


Khariya 

0814000401800400 

8.501 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

8.501 

0.21 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.02 

0.000 

0.26 

0.45 


Kharnal 

0814000401812700 

30.189 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

22.520 

0.30 

0.050 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.22 

0.00 

0.000 

0.21 

0.33 







Non-command 

Vindhyan Sandstone 

7.669 

0.30 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.00 

0.000 

0.07 

0.11 


Khatu Kalan 

0814000301797900 

42.299 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.563 

-0.77 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.00 

0.01 







Non-command 

Vindhyan Sandstone 

31.120 

-0.77 

0.040 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.120 

0.27 

0.41 


Khatu Khurd 

0814000201778700 

13.614 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.416 

-0.25 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.01 

0.02 







Non-command 

Vindhyan Sandstone 

2.641 

-0.25 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.017 

0.07 

0.11 


Kheechiyasar 

0803000500557500 

16.940 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.872 

-0.04 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.006 

0.03 

0.05 


Khen 

0814000401811800 

7.009 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

7.009 

-0.13 

0.030 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.82 

0.000 

0.32 

0.51 


Khera Narnoliya 

0814000301795900 

5.119 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

5.119 

-0.32 

0.060 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.020 

0.36 

0.55 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Kachras 

0814000301793500 

0.10 

0.20 

- 

0.20 

- 

0.20 

0.05 

0.42 

0.03 

0.0100 

- 

- 

- 

0.010 

0.037 

0.242 

0.024 

0.218 

0.171 

78.64 

Semi Critical 

Kadarpura 

0814000401807700 

0.08 

0.16 

(65.36) 

0.13 

0.00 

0.13 

0.05 

0.33 

0.03 

- 

- 

- 

0.002 

0.002 

0.029 

0.156 

0.008 

0.148 

- 

- 

Safe 

Kairap 

0814000201773200 

0.10 

0.76 

(15.39) 

0.65 

- 

0.65 

0.05 

0.36 

0.12 

0.0100 

- 

- 

- 

0.010 

0.127 

0.773 

0.039 

0.734 

0.308 

42.01 

Safe 



0.07 

0.01 

244.43 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.009 

0.026 

306.90 

Over Exploited 

Kakkoo 

0803000500554800 

0.08 

0.30 

11.25 

0.33 

- 

0.33 

0.02 

0.12 

0.05 

0.0100 

- 

- 

- 

0.010 

0.065 

0.396 

0.020 

0.376 

0.435 

115.74 

Over Exploited 

Kalri 

0814000401803100 

0.08 

0.08 

155.73 

0.09 

- 

0.09 

0.02 

0.13 

0.01 

- 

- 

- 

- 

- 

0.014 

0.105 

0.005 

0.099 

0.066 

66.36 

Safe 



0.08 

0.15 

9.17 

0.16 

0.00 

0.16 

0.03 

0.18 

0.03 

- 

- 

- 

0.001 

0.001 

0.028 

0.193 

0.010 

0.183 

0.105 

57.41 

Safe 

Kalvi 

0814000301796300 

0.10 

0.48 

- 

0.48 

0.02 

0.50 

0.05 

0.42 

0.06 

0.0600 

- 

- 

- 

0.060 

0.124 

0.621 

0.062 

0.559 

1.561 

279.37 

Over Exploited 

Kalyansar 

0804000700659000 

0.10 

0.22 

- 

0.22 

0.01 

0.23 

0.03 

0.22 

0.04 

0.0200 

- 

- 

- 

0.020 

0.059 

0.294 

0.029 

0.264 

0.513 

194.05 

Over Exploited 



0.12 

0.10 

- 

0.10 

- 

0.10 

0.02 

0.14 

0.02 

0.0100 

- 

- 

- 

0.010 

0.028 

0.132 

0.013 

0.119 

0.268 

225.00 

Over Exploited 

Kamediya 

0814000301785800 

0.08 

0.26 

- 

0.26 

- 

0.26 

0.04 

0.26 

0.04 

- 

- 

- 

- 

- 

0.045 

0.304 

0.030 

0.274 

0.056 

20.56 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

519.02 

Over Exploited 



0.08 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.005 

0.031 

0.003 

0.028 

0.018 

64.31 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kandhalsar 

0804000700653300 

0.12 

0.11 

- 

0.11 

- 

0.11 

0.02 

0.12 

0.02 

- 

- 

- 

- 

- 

0.021 

0.135 

0.013 

0.121 

0.118 

97.73 

Critical 

Kangsiya 

0814000301785300 

0.08 

0.46 

- 

0.46 

- 

0.46 

0.05 

0.35 

0.08 

- 

- 

- 

- 

- 

0.079 

0.540 

0.054 

0.486 

0.116 

23.91 

Safe 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.003 

224.46 

Over Exploited 

Kanoota 

0804000700659600 

0.10 

0.60 

- 

0.60 

- 

0.60 

0.04 

0.30 

0.10 

0.0100 

- 

- 

- 

0.010 

0.108 

0.709 

0.071 

0.638 

0.316 

49.58 

Safe 



0.20 

0.09 

- 

0.09 

- 

0.09 

0.01 

0.08 

0.01 

- 

- 

- 

- 

- 

0.015 

0.103 

0.010 

0.093 

0.121 

129.98 

Over Exploited 

Kanwal 

0814000701849800 

0.10 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

219.86 

Over Exploited 

Kanwlisar 

0803000500556800 

0.08 

0.41 

(30.85) 

0.32 

- 

0.32 

0.04 

0.27 

0.07 

0.0100 

- 

- 

- 

0.010 

0.080 

0.404 

0.020 

0.384 

0.375 

97.50 

Critical 


0814000401804200 

0.08 

0.13 

(29.97) 

0.11 

- 

0.11 

0.05 

0.32 

0.02 

- 

- 

- 

- 

- 

0.024 

0.132 

0.007 

0.125 

- 

- 

Safe 

Kaprod 

0814000201772200 

0.07 

0.15 

104.26 

0.18 

- 

0.18 

0.05 

0.40 

0.02 

- 

- 

- 

- 

- 

0.024 

0.206 

0.010 

0.195 

0.040 

20.32 

Safe 

Karasora 

0814000701846800 

0.10 

0.05 

- 

0.05 

0.01 

0.06 

0.03 

0.23 

0.01 

0.0200 

- 

- 

- 

0.020 

0.026 

0.081 

0.008 

0.073 

0.484 

662.41 

Over Exploited 

Karejra 

0804000700658700 

0.10 

0.58 

- 

0.58 

0.01 

0.59 

0.05 

0.38 

0.10 

0.0300 

- 

- 

- 

0.030 

0.126 

0.712 

0.071 

0.641 

0.931 

145.32 

Over Exploited 

Karloo 

0814000401814200 

0.10 

0.05 

- 

0.05 

0.02 

0.07 

0.01 

0.07 

0.01 

0.0500 

- 

- 

- 

0.050 

0.057 

0.127 

0.013 

0.114 

1.265 

1,107.27 

Over Exploited 



0.08 

0.67 

- 

0.67 

0.07 

0.74 

0.04 

0.29 

0.09 

0.2200 

- 

- 

- 

0.220 

0.313 

1.048 

0.105 

0.943 

5.748 

609.27 

Over Exploited 

Karnetpura 

0814000401800100 

0.08 

0.08 

(72.52) 

0.07 

- 

0.07 

0.05 

0.31 

0.01 

- 

- 

- 

- 

- 

0.014 

0.080 

0.004 

0.076 

0.022 

29.08 

Safe 

Kasari 

0814000301794100 

0.10 

0.13 

- 

0.13 

- 

0.13 

0.05 

0.42 

0.02 

- 

- 

- 

- 

- 

0.017 

0.144 

0.014 

0.130 

0.073 

56.37 

Safe 

Kashipura 

0814000301789000 

0.15 

0.15 

(45.62) 

0.12 

- 

0.12 

0.02 

0.15 

0.02 

- 

- 

- 

- 

- 

0.024 

0.141 

0.007 

0.134 

0.028 

21.26 

Safe 



0.15 

0.35 

(65.87) 

0.28 

- 

0.28 

0.03 

0.24 

0.06 

- 

- 

- 

- 

- 

0.056 

0.336 

0.017 

0.319 

0.044 

13.75 

Safe 

Kasnau 

0814000301796500 

0.15 

0.00 

1,842.68 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.044 

4,824.20 

Over Exploited 



0.10 

0.55 

(28.63) 

0.44 

0.02 

0.46 

0.05 

0.41 

0.07 

0.0500 

- 

- 

- 

0.050 

0.123 

0.582 

0.029 

0.553 

1.319 

238.51 

Over Exploited 

Katar Bari 

0804000700652200 

0.12 

0.17 

- 

0.17 

- 

0.17 

0.02 

0.10 

0.03 

0.0100 

- 

- 

- 

0.010 

0.043 

0.210 

0.021 

0.189 

0.428 

226.95 

Over Exploited 

Katar Chhoti 

0804000700653000 

0.12 

0.42 

- 

0.42 

0.01 

0.43 

0.04 

0.25 

0.08 

0.0200 

- 

- 

- 

0.020 

0.099 

0.532 

0.053 

0.479 

0.647 

135.02 

Over Exploited 

Kathoti 

0814000301792800 

0.08 

1.60 

- 

1.60 

0.01 

1.61 

0.05 

0.41 

0.23 

0.0200 

- 

- 

0.007 

0.027 

0.253 

1.865 

0.187 

1.679 

0.675 

40.21 

Safe 

Kedli 

0803000500555900 

0.08 

0.38 

(51.76) 

0.30 

0.00 

0.30 

0.04 

0.28 

0.07 

- 

- 

- 

0.001 

0.001 

0.069 

0.371 

0.019 

0.352 

0.087 

24.61 

Safe 



0.08 

0.00 

1,891.83 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

407.28 

Over Exploited 

KHABARIYANA 

0814000301786900 

0.08 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.004 

0.026 

0.003 

0.023 

0.015 

66.69 

Safe 



0.15 

0.59 

- 

0.59 

- 

0.59 

0.04 

0.30 

0.10 

- 

- 

- 

- 

- 

0.097 

0.684 

0.068 

0.616 

0.142 

23.09 

Safe 

Khadkali 

0814000501822000 

0.08 

0.06 

146.23 

0.07 

- 

0.07 

0.01 

0.09 

0.01 

- 

- 

- 

- 

- 

0.011 

0.083 

0.004 

0.079 

0.033 

41.83 

Safe 



0.08 

0.00 

380.21 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.006 

- 

- 

Safe 

Khajwana 

0814000401816400 

0.08 

1.63 

- 

1.63 

0.08 

1.71 

0.05 

0.41 

0.20 

0.2500 

- 

- 

- 

0.250 

0.453 

2.159 

0.216 

1.943 

6.595 

339.39 

Over Exploited 

Khamiyad 

0814000101765100 

0.10 

0.25 

(87.74) 

0.20 

- 

0.20 

0.04 

0.28 

0.04 

- 

- 

- 

- 

- 

0.039 

0.240 

0.012 

0.228 

0.135 

59.32 

Safe 



0.16 

0.08 

(87.71) 

0.06 

- 

0.06 

0.02 

0.12 

0.01 

- 

- 

- 

- 

- 

0.012 

0.072 

0.004 

0.069 

0.053 

78.08 

Semi Critical 



0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khangar 

0814000101764800 

0.10 

0.42 

- 

0.42 

- 

0.42 

0.05 

0.40 

0.06 

- 

- 

- 

- 

- 

0.064 

0.482 

0.048 

0.434 

0.187 

43.16 

Safe 

Khanpura Manjra 

0814000301790800 

0.08 

0.13 

(39.51) 

0.11 

- 

0.11 

0.05 

0.40 

0.02 

- 

- 

- 

- 

- 

0.019 

0.126 

0.006 

0.119 

0.018 

15.36 

Safe 

Khanwar 

0814000301791000 

0.08 

0.36 

(1.87) 

0.35 

0.01 

0.36 

0.05 

0.39 

0.05 

0.0400 

- 

- 

0.000 

0.040 

0.093 

0.452 

0.023 

0.429 

1.143 

266.25 

Over Exploited 

Khara 

0804000700660500 

0.07 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.13 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.009 

0.004 

45.07 

Safe 



0.12 

0.05 

- 

0.05 

- 

0.05 

0.04 

0.25 

0.01 

- 

- 

- 

- 

- 

0.008 

0.058 

0.006 

0.052 

0.007 

13.98 

Safe 

Kharamanjra 

0814000301787400 

0.08 

0.13 

- 

0.13 

0.00 

0.13 

0.05 

0.38 

0.02 

- 

- 

- 

0.001 

0.001 

0.022 

0.148 

0.015 

0.133 

0.018 

13.89 

Safe 

Kharda 

0814000401811700 

0.08 

0.27 

- 

0.27 

0.02 

0.29 

0.05 

0.37 

0.04 

0.0600 

- 

- 

- 

0.060 

0.100 

0.392 

0.039 

0.353 

1.573 

445.78 

Over Exploited 

Khari Jodha 

0814000301789200 

0.08 

0.05 

25.40 

0.07 

- 

0.07 

0.02 

0.18 

0.01 

- 

- 

- 

- 

- 

0.009 

0.075 

0.004 

0.071 

0.017 

24.43 

Safe 



0.15 

0.15 

(34.64) 

0.12 

- 

0.12 

0.03 

0.22 

0.02 

- 

- 

- 

- 

- 

0.024 

0.147 

0.007 

0.139 

0.063 

45.28 

Safe 



0.15 

0.00 

13,006.27 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khari Karamsotan 

0814000401806900 

0.08 

0.01 

103.79 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.002 

0.015 

0.001 

0.014 

0.033 

238.11 

Over Exploited 



0.08 

0.42 

(82.47) 

0.33 

0.00 

0.33 

0.04 

0.27 

0.08 

- 

- 

- 

0.001 

0.001 

0.077 

0.412 

0.021 

0.392 

0.105 

26.81 

Safe 

Khariya 

0814000401800400 

0.08 

0.18 

(73.57) 

0.14 

- 

0.14 

0.05 

0.31 

0.03 

- 

- 

- 

- 

- 

0.031 

0.175 

0.009 

0.166 

0.022 

13.26 

Safe 

Kharnal 

0814000401812700 

0.10 

0.48 

(54.66) 

0.39 

0.00 

0.39 

0.04 

0.25 

0.08 

- 

- 

- 

0.006 

0.006 

0.085 

0.477 

0.024 

0.453 

- 

- 

Safe 



0.08 

0.04 

1.13 

0.05 

- 

0.05 

0.01 

0.09 

0.01 

- 

- 

- 

- 

- 

0.007 

0.053 

0.003 

0.050 

- 

- 

Safe 

Khatu Kalan 

0814000301797900 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

507.77 

Over Exploited 



0.10 

0.85 

- 

0.85 

- 

0.85 

0.04 

0.31 

0.11 

0.0100 

- 

- 

- 

0.010 

0.124 

0.977 

0.098 

0.879 

0.360 

40.94 

Safe 

Khatu Khurd 

0814000201778700 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.003 

551.69 

Over Exploited 



0.10 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.003 

0.022 

0.002 

0.019 

0.039 

200.08 

Over Exploited 

Kheechiyasar 

0803000500557500 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.001 

0.005 

0.049 

1,061.36 

Over Exploited 

Khen 

0814000401811800 

0.08 

0.18 

- 

0.18 

0.01 

0.19 

0.05 

0.37 

0.03 

0.0300 

- 

- 

0.003 

0.033 

0.059 

0.252 

0.025 

0.227 

0.817 

360.47 

Over Exploited 

Khera Narnoliya 

0814000301795900 

0.10 

0.19 

- 

0.19 

- 

0.19 

0.05 

0.41 

0.02 

0.0100 

- 

- 

- 

0.010 

0.035 

0.221 

0.022 

0.199 

0.308 

154.63 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Kheraheerawas 

081400030178780C 

10.646 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

1.513 

-0.05 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.04 

0.07 





Saline 

Non-command 

Non-command 

Bilara Limestone 

9.133 

-0.05 

0.070 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.035 

0.27 

0.43 


Kherat 

081400030178610C 

29.715 

Saline 

Non-command 

Non-command 

Bilara Limestone 

5.146 

0.02 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.020 

0.05 

0.08 







Non-command 

Vindhyan Sandstone 

24.568 

0.02 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.095 

0.24 

0.39 


Kherwa 

081400070184850C 

4.225 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

1.927 

-0.56 

0.060 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.006 

0.17 

0.25 


Kherwar 

0814000301791200 

10.300 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

10.300 

-0.09 

0.070 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.040 

0.33 

0.52 


Khetas 

0814000401802300 

20.176 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

18.430 

0.43 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.56 

0.33 

0.00 

0.000 

0.24 

0.41 







Non-command 

Vindhyan Sandstone 

1.475 

0.43 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.00 

0.000 

0.02 

0.03 





Saline 

Non-command 

Non-command 

Bilara Limestone 

0.271 

0.43 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.01 


Khetolao 

0814000401809700 

7.414 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

7.414 

-0.07 

0.070 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.73 

0.000 

0.32 

0.51 


Khinyala 

0814000301790000 

33.344 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

33.344 

0.43 

0.070 

0.16 

0.01 

0.00 

0.00 

0.00 

1.15 

0.76 

0.46 

0.129 

0.35 

0.53 


Khinyawas 

0814000301798200 

2.002 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.239 

-0.15 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.005 

0.23 

0.34 


Khivtana 

0814000701849100 

25.173 

Fresh 

Non-command 

Non-command 

Older Alluvium 

23.616 

-0.55 

0.080 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.59 

0.078 

0.35 

0.51 


Khiyas 

0814000701846700 

7.543 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

2.852 

-0.42 

0.060 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.009 

0.14 

0.21 


Khokhari 

0814000101763900 

14.238 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.031 

-0.03 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khunkhuna 

0814000201774300 

7.994 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.026 

1.54 

0.060 

0.06 

0.00 

0.00 

0.00 

0.00 

0.62 

0.40 

0.18 

0.039 

0.27 

0.42 


Khur Khura Kalan 

0814000401814500 

5.740 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

5.740 

-0.74 

0.030 

0.31 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.24 

0.000 

0.33 

0.48 


Khur Khura Khurd 

0814000401814400 

10.656 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

10.656 

-0.63 

0.030 

0.35 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.39 

0.000 

0.33 

0.48 


Kishanpura 

0814000301788000 

3.810 

Saline 

Non-command 

Non-command 

Bilara Limestone 

3.810 

-0.03 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.015 

0.30 

0.49 


Kitalsar 

0814000401801900 

5.309 

Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

5.309 

0.01 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.28 

0.46 


Koliya 

0814000201772500 

23.184 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.040 

4.01 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

1.71 

1.13 

0.04 

0.045 

0.11 

0.16 







Non-command 

Phyllite & Schist 

16.144 

4.01 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

1.01 

0.67 

0.03 

0.103 

0.24 

0.37 


Koniyara 

0814000201778800 

5.664 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.014 

-0.49 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Koonknon Ki Dhani 

0814000401802900 

7.245 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

1.088 

-0.73 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.04 

0.07 







Non-command 

Vindhyan Sandstone 

1.529 

-0.73 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.06 

0.09 





Saline 

Non-command 

Non-command 

Bilara Limestone 

3.435 

-0.73 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.12 

0.21 







Non-command 

Vindhyan Sandstone 

1.193 

-0.73 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.04 

0.07 


Krishanpura 

0814000401803600 

11.765 

Saline 

Non-command 

Non-command 

Bilara Limestone 

4.473 

-0.32 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.10 

0.17 







Non-command 

Vindhyan Sandstone 

7.293 

-0.32 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.16 

0.28 


Kuchera (M) 

0814000441406000 

74.651 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

74.651 

0.23 

0.060 

4.08 

0.18 

0.00 

0.00 

0.00 

4.91 

3.30 

14.19 

1.628 

0.37 

0.55 


Kumari 

0814000401807500 

16.482 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

16.482 

0.15 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.08 

0.000 

0.27 

0.44 


Kunwar Khera 

0814000301794000 

2.826 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

2.826 

-0.91 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.011 

0.37 

0.55 


Kusiya 

0814000301792100 

5.789 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

5.789 

0.52 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.00 

0.022 

0.36 

0.54 


Ladiya 

0814000401798500 

13.408 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.452 

0.07 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.000 

0.13 

0.21 







Non-command 

Vindhyan Sandstone 

6.956 

0.07 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.05 

0.000 

0.13 

0.23 


Lalgarh 

0804000700653500 

29.018 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

29.018 

0.04 

0.040 

0.14 

0.01 

0.00 

0.00 

0.00 

0.17 

0.11 

0.43 

0.110 

0.28 

0.46 


Leelka 

0803000500556300 

7.271 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

7.271 

0.20 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.04 

0.021 

0.26 

0.45 


Likhmansar 

0804000700660000 

29.445 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

12.362 

-0.39 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.047 

0.14 

0.20 







Non-command 

Vindhyan Sandstone 

17.083 

-0.39 

0.040 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.065 

0.19 

0.27 


Loroli Kalan 

0814000201773900 

6.797 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.276 

0.05 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.002 

0.01 

0.02 


Luhara 

0804000700657800 

30.235 

Saline 

Non-command 

Non-command 

Bilara Limestone 

4.373 

-0.46 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.017 

0.05 

0.07 







Non-command 

Phyllite & Schist 

23.560 

-0.46 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.090 

0.26 

0.37 







Non-command 

Vindhyan Sandstone 

1.978 

-0.46 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.008 

0.02 

0.03 


Lukas 

0814000101758300 

4.395 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

4.395 

-0.34 

0.040 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.69 

0.020 

0.33 

0.46 


Lunda 

0814000401806500 

10.366 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

10.366 

-0.02 

0.040 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.000 

0.26 

0.44 


Lunsara 

0814000301796100 

34.003 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

34.003 

-0.07 

0.060 

0.12 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.131 

0.37 

0.55 


Madpharas 

0814000401805700 

6.467 

Saline 

Non-command 

Non-command 

Bilara Limestone 

5.431 

0.25 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.00 

0.000 

0.23 

0.38 







Non-command 

Vindhyan Sandstone 

1.035 

0.25 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.04 

0.07 


Magrasar 

0804000700659700 

26.732 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

3.764 

-0.06 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.014 

0.05 

0.07 







Non-command 

Older Alluvium 

22.968 

-0.06 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.087 

0.29 

0.42 


Mainsar 

0803000500558600 

46.275 

Fresh 

Non-command 

Non-command 

Older Alluvium 

46.275 

-0.01 

0.080 

0.35 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.23 

0.137 

0.26 

0.44 


Maiyasar 

0803000500557300 

22.588 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

9.993 

-0.03 

0.040 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.030 

0.12 

0.20 


Makori 

0814000401802600 

18.398 

Saline 

Non-command 

Non-command 

Bilara Limestone 

18.398 

-0.20 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.26 

0.45 


Malaksar 

0804000700660400 

13.482 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.617 

-0.69 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.014 

0.09 

0.13 







Non-command 

Vindhyan Sandstone 

4.679 

-0.69 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.018 

0.12 

0.16 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

5.185 

-0.69 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.020 

0.13 

0.18 


Malasar 

0804000700653200 

16.532 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

3.507 

-0.30 

0.040 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.013 

0.06 

0.10 


Malgaon 

0814000101764100 

10.687 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

10.687 

-0.17 

0.040 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.049 

0.34 

0.48 



0814000401805100 

24.522 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

15.899 

0.51 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.57 

0.34 

0.00 

0.000 

0.18 

0.30 







Non-command 

Vindhyan Sandstone 

8.624 

0.51 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.10 

0.00 

0.000 

0.10 

0.16 


Mamroda 

0814000201772900 

12.567 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.298 

0.12 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.01 







Non-command 

Older Alluvium 

12.041 

0.12 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.04 

0.077 

0.33 

0.50 







Non-command 

Phyllite & Schist 

0.228 

0.12 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Manasar (Rural) 

0814000401808500 

3.605 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

3.605 

1.66 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.25 

0.15 

0.06 

0.000 

0.28 

0.45 


Manda Basni 

0814000201772400 

5.656 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.711 

4.32 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.32 

0.21 

0.00 

0.030 

0.29 

0.43 


Mandeli 

0814000401802200 

8.095 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

4.612 

-0.09 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.15 

0.26 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

3.482 

-0.09 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.11 

0.19 


Mangalwasi 

0804000700660100 

20.850 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

10.861 

-0.53 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.041 

0.17 

0.25 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Kheraheerawas 

081400030178780C 

0.08 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.006 

0.006 

103.45 

Over Exploited 



0.08 

0.20 

- 

0.20 

- 

0.20 

0.04 

0.31 

0.03 

- 

- 

- 

- 

- 

0.032 

0.228 

0.023 

0.206 

0.059 

28.82 

Safe 

Kherat 

0814000301786100 

0.08 

0.02 

(50.94) 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.004 

0.020 

0.001 

0.019 

0.020 

104.91 

Over Exploited 



0.10 

0.58 

(95.02) 

0.46 

- 

0.46 

0.04 

0.28 

0.10 

- 

- 

- 

- 

- 

0.103 

0.568 

0.028 

0.539 

0.095 

17.58 

Safe 

Kherwa 

0814000701848500 

0.10 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.19 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.047 

0.005 

0.042 

0.246 

580.06 

Over Exploited 

Kherwar 

0814000301791200 

0.08 

0.28 

- 

0.28 

- 

0.28 

0.05 

0.38 

0.04 

0.0100 

- 

- 

- 

0.010 

0.050 

0.325 

0.033 

0.293 

0.250 

85.29 

Semi Critical 

Khetas 

0814000401802300 

0.08 

0.36 

(8.22) 

0.33 

- 

0.33 

0.04 

0.29 

0.07 

- 

- 

- 

- 

- 

0.065 

0.392 

0.020 

0.373 

- 

- 

Safe 



0.08 

0.00 

552.62 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

- 

- 

Safe 



0.08 

0.00 

6,128.04 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Khetolao 

0814000401809700 

0.08 

0.19 

- 

0.19 

0.01 

0.20 

0.05 

0.37 

0.03 

0.0300 

- 

- 

- 

0.030 

0.060 

0.258 

0.026 

0.232 

0.726 

313.06 

Over Exploited 

Khinyala 

0814000301790000 

0.08 

0.93 

(18.70) 

0.76 

0.01 

0.77 

0.05 

0.40 

0.14 

0.0200 

- 

- 

0.001 

0.021 

0.160 

0.929 

0.046 

0.883 

0.591 

66.93 

Safe 

Khinyawas 

0814000301798200 

0.15 

0.04 

- 

0.04 

- 

0.04 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.006 

0.049 

0.005 

0.044 

0.047 

106.83 

Over Exploited 

Khivtana 

0814000701849100 

0.10 

0.83 

- 

0.83 

0.01 

0.84 

0.05 

0.40 

0.11 

0.0200 

- 

- 

- 

0.020 

0.130 

0.967 

0.097 

0.870 

0.666 

76.55 

Semi Critical 

Khiyas 

0814000701846700 

0.10 

0.04 

- 

0.04 

0.01 

0.05 

0.02 

0.16 

0.01 

0.0200 

- 

- 

- 

0.020 

0.025 

0.076 

0.008 

0.068 

0.438 

644.72 

Over Exploited 

Khokhari 

0814000101763900 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khunkhuna 

0814000201774300 

0.10 

0.16 

142.18 

0.20 

- 

0.20 

0.04 

0.31 

0.02 

0.0100 

- 

- 

- 

0.010 

0.034 

0.230 

0.012 

0.219 

0.221 

100.84 

Over Exploited 

Khur Khura Kalan 

0814000401814500 

0.08 

0.15 

- 

0.15 

0.02 

0.17 

0.04 

0.38 

0.02 

0.0500 

- 

- 

- 

0.050 

0.070 

0.244 

0.024 

0.219 

1.240 

565.51 

Over Exploited 

Khur Khura Khurd 

0814000401814400 

0.08 

0.28 

- 

0.28 

0.02 

0.30 

0.04 

0.38 

0.04 

0.0500 

- 

- 

- 

0.050 

0.088 

0.390 

0.039 

0.351 

1.392 

396.15 

Over Exploited 

Kishanpura 

0814000301788000 

0.08 

0.09 

- 

0.09 

- 

0.09 

0.05 

0.36 

0.02 

- 

- 

- 

- 

- 

0.016 

0.109 

0.011 

0.098 

0.015 

15.03 

Safe 

Kitalsar 

0814000401801900 

0.08 

0.12 

(98.46) 

0.09 

- 

0.09 

0.05 

0.33 

0.02 

- 

- 

- 

- 

- 

0.021 

0.115 

0.006 

0.109 

- 

- 

Safe 

Koliya 

0814000201772500 

0.10 

0.07 

1,413.75 

0.09 

0.00 

0.09 

0.02 

0.12 

0.01 

- 

- 

- 

0.002 

0.002 

0.014 

0.105 

0.005 

0.100 

0.084 

84.16 

Semi Critical 



0.07 

0.28 

142.81 

0.33 

- 

0.33 

0.04 

0.28 

0.04 

- 

- 

- 

- 

- 

0.043 

0.373 

0.019 

0.354 

0.134 

37.90 

Safe 

Koniyara 

0814000201778800 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Koonknon Ki Dhani 

0814000401802900 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

- 

- 

Safe 



0.08 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.001 

0.007 

- 

- 

Safe 



0.08 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.15 

0.01 

- 

- 

- 

- 

- 

0.006 

0.040 

0.004 

0.036 

- 

- 

Safe 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.004 

- 

- 

Safe 

Krishanpura 

0814000401803600 

0.08 

0.04 

- 

0.04 

- 

0.04 

0.02 

0.12 

0.01 

- 

- 

- 

- 

- 

0.007 

0.043 

0.004 

0.038 

- 

- 

Safe 



0.08 

0.10 

- 

0.10 

- 

0.10 

0.03 

0.19 

0.02 

- 

- 

- 

- 

- 

0.017 

0.113 

0.011 

0.102 

- 

- 

Safe 

Kuchera (M) 

0814000441406000 

0.10 

2.76 

19.67 

3.30 

0.18 

3.48 

0.05 

0.42 

0.36 

0.5300 

- 

- 

0.001 

0.531 

0.890 

4.373 

0.219 

4.154 

15.818 

380.76 

Over Exploited 

Kumari 

0814000401807500 

0.08 

0.36 

(80.04) 

0.29 

0.00 

0.29 

0.05 

0.32 

0.06 

- 

- 

- 

0.003 

0.003 

0.066 

0.354 

0.018 

0.336 

0.083 

24.67 

Safe 

Kunwar Khera 

0814000301794000 

0.10 

0.11 

- 

0.11 

- 

0.11 

0.05 

0.42 

0.01 

- 

- 

- 

- 

- 

0.014 

0.119 

0.012 

0.107 

0.011 

10.16 

Safe 

Kusiya 

0814000301792100 

0.10 

0.21 

(58.68) 

0.16 

- 

0.16 

0.05 

0.41 

0.03 

- 

- 

- 

- 

- 

0.029 

0.194 

0.010 

0.185 

0.022 

12.10 

Safe 

Ladiya 

0814000401798500 

0.15 

0.12 

(86.70) 

0.10 

0.00 

0.10 

0.02 

0.15 

0.02 

- 

- 

- 

0.001 

0.001 

0.024 

0.121 

0.006 

0.115 

0.009 

7.83 

Safe 



0.08 

0.08 

(76.40) 

0.06 

- 

0.06 

0.03 

0.16 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.084 

0.004 

0.080 

0.050 

62.69 

Safe 

Lalgarh 

0804000700653500 

0.12 

0.98 

(89.17) 

0.79 

0.01 

0.80 

0.05 

0.33 

0.18 

0.0200 

- 

- 

- 

0.020 

0.201 

0.997 

0.050 

0.947 

0.542 

57.26 

Safe 

Leelka 

0803000500556300 

0.08 

0.15 

(69.80) 

0.12 

- 

0.12 

0.05 

0.31 

0.03 

- 

- 

- 

- 

- 

0.027 

0.149 

0.007 

0.142 

0.064 

45.41 

Safe 

Likhmansar 

0804000700660000 

0.10 

0.17 

- 

0.17 

- 

0.17 

0.02 

0.16 

0.03 

0.0100 

- 

- 

- 

0.010 

0.038 

0.211 

0.021 

0.190 

0.241 

126.85 

Over Exploited 



0.12 

0.40 

- 

0.40 

- 

0.40 

0.03 

0.22 

0.07 

0.0100 

- 

- 

- 

0.010 

0.075 

0.471 

0.047 

0.424 

0.298 

70.31 

Semi Critical 

Loroli Kalan 

0814000201773900 

0.10 

0.00 

47.82 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.019 

3,622.17 

Over Exploited 

Luhara 

0804000700657800 

0.10 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.003 

0.025 

0.002 

0.022 

0.023 

102.44 

Over Exploited 



0.07 

0.43 

- 

0.43 

- 

0.43 

0.04 

0.30 

0.07 

- 

- 

- 

- 

- 

0.071 

0.499 

0.050 

0.449 

0.106 

23.53 

Safe 



0.12 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.005 

0.008 

138.71 

Over Exploited 

Lukas 

0814000101758300 

0.12 

0.17 

- 

0.17 

0.01 

0.18 

0.05 

0.39 

0.03 

0.0300 

- 

- 

- 

0.030 

0.059 

0.244 

0.024 

0.219 

0.706 

321.92 

Over Exploited 

Lunda 

0814000401806500 

0.08 

0.22 

- 

0.22 

- 

0.22 

0.05 

0.31 

0.04 

0.0100 

- 

- 

- 

0.010 

0.050 

0.269 

0.027 

0.242 

0.165 

68.04 

Safe 

Lunsara 

0814000301796100 

0.10 

1.26 

- 

1.26 

0.00 

1.26 

0.05 

0.42 

0.17 

0.0100 

- 

- 

0.001 

0.011 

0.178 

1.441 

0.144 

1.297 

0.419 

32.32 

Safe 

Madpharas 

0814000401805700 

0.08 

0.10 

(42.97) 

0.08 

- 

0.08 

0.04 

0.27 

0.02 

- 

- 

- 

- 

- 

0.018 

0.096 

0.005 

0.091 

- 

- 

Safe 



0.08 

0.00 

71.23 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

- 

- 

Safe 

Magrasar 

0804000700659700 

0.10 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.003 

0.021 

0.002 

0.019 

0.014 

77.10 

Semi Critical 



0.20 

1.32 

- 

1.32 

- 

1.32 

0.05 

0.33 

0.21 

- 

- 

- 

- 

- 

0.215 

1.538 

0.154 

1.384 

0.106 

7.69 

Safe 

Mainsar 

0803000500558600 

0.10 

1.21 

- 

1.21 

0.02 

1.23 

0.05 

0.31 

0.23 

0.0500 

- 

- 

0.001 

0.051 

0.283 

1.511 

0.151 

1.360 

1.366 

100.39 

Over Exploited 

Maiyasar 

0803000500557300 

0.08 

0.09 

- 

0.09 

- 

0.09 

0.02 

0.14 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.119 

0.012 

0.107 

0.203 

189.17 

Over Exploited 

Makori 

0814000401802600 

0.08 

0.39 

- 

0.39 

- 

0.39 

0.05 

0.31 

0.07 

- 

- 

- 

- 

- 

0.070 

0.457 

0.046 

0.411 

- 

- 

Safe 

Malaksar 

0804000700660400 

0.07 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.004 

0.026 

0.003 

0.024 

0.014 

58.24 

Safe 



0.12 

0.06 

- 

0.06 

- 

0.06 

0.02 

0.13 

0.01 

- 

- 

- 

- 

- 

0.011 

0.075 

0.008 

0.068 

0.018 

26.26 

Safe 



0.07 

0.05 

- 

0.05 

- 

0.05 

0.02 

0.15 

0.01 

- 

- 

- 

- 

- 

0.008 

0.054 

0.005 

0.049 

0.020 

40.63 

Safe 

Malasar 

0804000700653200 

0.12 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.015 

0.039 

0.004 

0.035 

0.169 

484.51 

Over Exploited 

Malgaon 

0814000101764100 

0.12 

0.43 

- 

0.43 

- 

0.43 

0.05 

0.39 

0.07 

0.0100 

- 

- 

- 

0.010 

0.080 

0.510 

0.051 

0.459 

0.192 

41.82 

Safe 


0814000401805100 

0.08 

0.23 

48.67 

0.27 

- 

0.27 

0.03 

0.21 

0.04 

- 

- 

- 

- 

- 

0.041 

0.313 

0.016 

0.297 

- 

- 

Safe 



0.08 

0.07 

56.55 

0.08 

- 

0.08 

0.02 

0.11 

0.01 

- 

- 

- 

- 

- 

0.012 

0.092 

0.005 

0.087 

- 

- 

Safe 

Mamroda 

0814000201772900 

0.08 

0.00 

155.44 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

755.82 

Over Exploited 



0.10 

0.40 

(78.90) 

0.32 

- 

0.32 

0.05 

0.38 

0.06 

- 

- 

- 

- 

- 

0.062 

0.382 

0.019 

0.363 

0.116 

31.95 

Safe 



0.07 

0.00 

198.57 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

1,127.76 

Over Exploited 

Manasar (Rural) 

0814000401808500 

0.08 

0.08 

89.59 

0.10 

- 

0.10 

0.05 

0.33 

0.01 

- 

- 

- 

- 

- 

0.014 

0.111 

0.006 

0.105 

0.055 

52.27 

Safe 

Manda Basni 

0814000201772400 

0.07 

0.10 

120.02 

0.11 

- 

0.11 

0.05 

0.33 

0.01 

- 

- 

- 

- 

- 

0.015 

0.129 

0.006 

0.123 

0.030 

24.51 

Safe 

Mandeli 

0814000401802200 

0.08 

0.06 

- 

0.06 

- 

0.06 

0.03 

0.18 

0.01 

- 

- 

- 

- 

- 

0.010 

0.066 

0.007 

0.060 

- 

- 

Safe 



0.08 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.14 

0.01 

- 

- 

- 

- 

- 

0.006 

0.038 

0.004 

0.034 

- 

- 

Safe 

Mangalwasi 

0804000700660100 

0.10 

0.19 

- 

0.19 

- 

0.19 

0.03 

0.20 

0.03 

- 

- 

- 

- 

- 

0.031 

0.219 

0.022 

0.197 

0.127 

64.55 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Vindhyan Sandstone 

3.060 

-0.53 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.012 

0.05 

0.07 





Saline 

Non-command 

Non-command 

Bilara Limestone 

1.297 

-0.53 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.005 

0.02 

0.03 







Non-command 

Phyllite & Schist 

4.947 

-0.53 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.019 

0.08 

0.11 







Non-command 

Vindhyan Sandstone 

0.685 

-0.53 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.003 

0.01 

0.02 


Manglod 

081400030178840C 

25.335 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

25.335 

0.19 

0.070 

0.03 

0.00 

0.00 

0.00 

0.00 

0.37 

0.24 

0.00 

0.098 

0.34 

0.52 


Manjhwas 

0814000401804700 

16.203 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

16.203 

0.14 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.00 

0.000 

0.28 

0.47 


Manu 

0814000101757700 

21.685 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

21.685 

-0.27 

0.040 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.099 

0.33 

0.47 


Mariya 

0803000500554100 

16.528 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.040 

0.18 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Matasukh 

0814000301794900 

16.705 

Fresh 

Non-command 

Non-command 

Older Alluvium 

16.514 

0.25 

0.080 

0.06 

0.00 

0.00 

0.00 

0.01 

0.38 

0.25 

0.17 

0.064 

0.36 

0.55 







Non-command 

Tertiary Sandstone 

0.192 

0.25 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 


Meetha Manjra 

0814000301785100 

15.575 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

3.363 

0.02 

0.070 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.08 

0.013 

0.06 

0.10 







Non-command 

Vindhyan Sandstone 

12.212 

0.02 

0.040 

0.05 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.12 

0.047 

0.23 

0.37 


Merwas 

0814000301790500 

12.434 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

5.321 

0.22 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.00 

0.021 

0.15 

0.23 







Non-command 

Vindhyan Sandstone 

7.113 

0.22 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.03 

0.027 

0.20 

0.31 


Mirjas 

0814000401811100 

7.474 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

7.474 

-0.99 

0.030 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.67 

0.000 

0.35 

0.53 


Miyasar 

0814000701850500 

6.997 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.054 

-0.17 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Moolwas 

0803000500556400 

5.243 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

5.243 

0.29 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.10 

0.015 

0.26 

0.45 


Moondar 

0803000500559200 

25.060 

Fresh 

Non-command 

Non-command 

Older Alluvium 

18.813 

0.00 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.06 

0.056 

0.20 

0.34 







Non-command 

Vindhyan Sandstone 

6.247 

0.00 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.018 

0.07 

0.11 


Moti Nagar 

0814000301798300 

2.642 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.052 

-0.53 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.008 

0.29 

0.43 







Non-command 

Vindhyan Sandstone 

0.189 

-0.53 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.03 

0.04 


Motoos 

0814000601831700 

16.150 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

1.796 

-0.93 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.04 

0.06 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

1.018 

-0.93 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 


Mundasar 

0814000401799600 

6.830 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

6.487 

-0.28 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.25 

0.42 







Non-command 

Vindhyan Sandstone 

0.343 

-0.28 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Mundi 

0814000301796600 

11.217 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.032 

-0.51 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Tertiary Sandstone 

11.185 

-0.51 

0.060 

0.47 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.84 

0.043 

0.37 

0.55 


Mundiyar 

0814000401814100 

32.594 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

13.456 

-0.27 

0.050 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.000 

0.13 

0.19 







Non-command 

Vindhyan Sandstone 

0.916 

-0.27 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Mundiyau 

0814000301786800 

8.682 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

2.436 

-0.02 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.009 

0.09 

0.14 







Non-command 

Older Alluvium 

6.246 

-0.02 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.024 

0.23 

0.35 


Mundra 

0804000700659900 

32.524 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

29.646 

-0.22 

0.080 

0.42 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.52 

0.113 

0.30 

0.43 







Non-command 

Vindhyan Sandstone 

2.878 

-0.22 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.011 

0.03 

0.04 


Mundwa (M) 

0814000441405000 

47.766 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

47.766 

-1.13 

0.030 

0.91 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.27 

1.042 

0.34 

0.52 


Nabawas 

0814000401808000 

1.166 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.166 

0.68 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.000 

0.28 

0.45 


Nabbasar 

0804000700659200 

15.131 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

15.131 

-0.18 

0.080 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.61 

0.058 

0.32 

0.48 


Nagaur(M) 

0814000441403000 

25.768 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

25.768 

0.72 

0.040 

1.69 

0.00 

0.00 

0.00 

0.01 

2.42 

1.47 

0.28 

4.931 

0.28 

0.46 


Nakas 

0814000401805400 

2.415 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

2.415 

0.22 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.06 

0.000 

0.28 

0.46 


Nandwan 

0814000101765000 

2.622 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.622 

0.04 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.08 

0.012 

0.35 

0.53 


Nandwani 

0814000501822500 

37.423 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

19.842 

0.04 

0.070 

0.10 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.40 

0.000 

0.14 

0.23 


Naradhana 

0814000301795500 

22.025 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

11.404 

-0.55 

0.070 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.044 

0.18 

0.28 







Non-command 

Vindhyan Sandstone 

10.621 

-0.55 

0.040 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.041 

0.17 

0.26 


Nathanara 

0814000401800000 

7.774 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

7.774 

0.14 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.07 

0.000 

0.26 

0.45 


Naya Gaon 

0814000401800600 

16.646 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.173 

-0.18 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Vindhyan Sandstone 

16.473 

-0.18 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.26 

0.44 


Neem Nagar 

0814000301798100 

4.710 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.255 

-0.55 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.03 


Nimbari Chandawatan 

0814000701846100 

52.331 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

52.331 

-0.81 

0.060 

2.14 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

8.32 

0.173 

0.37 

0.55 


Nimbi Jodhan 

0814000101758200 

61.230 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

41.348 

-0.09 

0.040 

0.51 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.79 

0.189 

0.22 

0.32 


Nimbora 

0814000301785600 

9.752 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

9.752 

-0.03 

0.070 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.038 

0.31 

0.48 


Nodiya 

0804000700653700 

26.003 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

26.003 

-0.17 

0.040 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.099 

0.30 

0.47 


Nojloki Dhani 

0814000201772600 

11.676 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.553 

2.96 

0.060 

0.05 

0.00 

0.00 

0.00 

0.00 

2.10 

1.37 

0.11 

0.074 

0.35 

0.53 







Non-command 

Phyllite & Schist 

0.098 

2.96 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 


Nokha(M) 

0803000540303000 

14.360 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

12.996 

0.37 

0.040 

1.56 

0.00 

0.00 

0.00 

0.00 

1.75 

1.03 

0.00 

4.742 

0.24 

0.41 


Nokha Jodha 

0814000301789900 

13.177 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

13.177 

0.05 

0.070 

0.04 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.08 

0.051 

0.35 

0.54 


Nokhamandi (Rural) 

0803000500554300 

1.073 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.923 

0.28 

0.040 

0.29 

0.01 

0.00 

0.00 

0.00 

0.29 

0.17 

1.15 

0.003 

0.23 

0.39 


Nooriyas 

0814000301793800 

3.450 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

3.450 

-0.44 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.013 

0.37 

0.55 


Nosariya 

0814000301786300 

7.864 

Saline 

Non-command 

Non-command 

Bilara Limestone 

7.514 

0.01 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.029 

0.28 

0.46 







Non-command 

Vindhyan Sandstone 

0.350 

0.01 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 


Odeet 

0814000101758500 

29.245 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

21.681 

-0.56 

0.040 

0.42 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.53 

0.099 

0.25 

0.34 


Oladan 

0814000601827400 

31.515 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.762 

-1.12 

0.040 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.001 

0.02 

0.03 


Pabuthal 

0814000401801000 

7.444 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.261 

0.03 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 







Non-command 

Vindhyan Sandstone 

7.183 

0.03 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.000 

0.25 

0.43 


Padan 

0814000401800700 

8.092 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

2.678 

-0.31 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.09 

0.15 







Non-command 

Vindhyan Sandstone 

3.847 

-0.31 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.12 

0.21 





Saline 

Non-command 

Non-command 

Bilara Limestone 

1.568 

-0.31 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.05 

0.09 


Palari Pichkiyan 

0814000401811500 

17.275 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

17.275 

-1.11 

0.030 

0.60 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.39 

0.000 

0.34 

0.51 


Palas 

0804000700654900 

12.208 

Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

5.375 

-0.51 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.020 

0.15 

0.22 


Palot 

0814000201768800 

17.945 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

14.412 

2.19 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.50 

0.34 

0.00 

0.092 

0.28 

0.41 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.12 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.003 

0.021 

0.002 

0.019 

0.030 

157.77 

Over Exploited 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.011 

388.63 

Over Exploited 



0.07 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.005 

0.032 

0.003 

0.029 

0.037 

128.55 

Over Exploited 



0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.008 

808.37 

Over Exploited 

Manglod 

0814000301788400 

0.08 

0.69 

(65.33) 

0.55 

- 

0.55 

0.05 

0.39 

0.10 

- 

- 

- 

- 

- 

0.104 

0.658 

0.033 

0.625 

0.098 

15.63 

Safe 

Manjhwas 

0814000401804700 

0.08 

0.36 

(74.40) 

0.29 

- 

0.29 

0.05 

0.33 

0.06 

- 

- 

- 

- 

- 

0.064 

0.353 

0.018 

0.336 

- 

- 

Safe 

Manu 

0814000101757700 

0.12 

0.87 

- 

0.87 

- 

0.87 

0.05 

0.39 

0.14 

0.0100 

- 

- 

- 

0.010 

0.153 

1.019 

0.102 

0.917 

0.328 

35.79 

Safe 

Mariya 

0803000500554100 

0.08 

0.00 

9,757.78 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Matasukh 

0814000301794900 

0.15 

0.90 

(71.89) 

0.72 

0.01 

0.73 

0.05 

0.41 

0.12 

0.0100 

- 

- 

0.009 

0.019 

0.141 

0.867 

0.043 

0.824 

0.232 

28.12 

Safe 



0.10 

0.00 

2,253.55 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Meetha Manj'ra 

0814000301785100 

0.08 

0.02 

28.42 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.003 

0.024 

0.001 

0.022 

0.097 

432.51 

Over Exploited 



0.10 

0.28 

(86.54) 

0.23 

- 

0.23 

0.04 

0.27 

0.05 

- 

- 

- 

- 

- 

0.050 

0.276 

0.014 

0.262 

0.167 

63.72 

Safe 

Merwas 

0814000301790500 

0.08 

0.06 

(7.59) 

0.06 

0.00 

0.06 

0.02 

0.17 

0.01 

- 

- 

- 

0.001 

0.001 

0.011 

0.071 

0.004 

0.068 

0.021 

30.31 

Safe 



0.10 

0.14 

(62.44) 

0.12 

- 

0.12 

0.03 

0.23 

0.02 

- 

- 

- 

- 

- 

0.020 

0.136 

0.007 

0.129 

0.057 

44.43 

Safe 

Mirjas 

0814000401811100 

0.08 

0.21 

- 

0.21 

0.01 

0.22 

0.05 

0.40 

0.03 

0.0200 

- 

- 

0.001 

0.021 

0.049 

0.269 

0.027 

0.242 

0.666 

275.18 

Over Exploited 

Miyasar 

0814000701850500 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Moolwas 

0803000500556400 

0.08 

0.11 

(51.75) 

0.09 

- 

0.09 

0.05 

0.31 

0.02 

- 

- 

- 

- 

- 

0.019 

0.108 

0.005 

0.102 

0.119 

116.65 

Over Exploited 

Moondar 

0803000500559200 

0.10 

0.38 

(94.74) 

0.30 

0.00 

0.30 

0.04 

0.24 

0.07 

- 

- 

- 

0.000 

0.001 

0.073 

0.375 

0.019 

0.356 

0.114 

31.89 

Safe 



0.08 

0.03 

(81.04) 

0.03 

- 

0.03 

0.01 

0.08 

0.01 

- 

- 

- 

- 

- 

0.006 

0.033 

0.002 

0.031 

0.040 

129.06 

Over Exploited 

Moti Nagar 

0814000301798300 

0.15 

0.09 

- 

0.09 

- 

0.09 

0.04 

0.33 

0.01 

- 

- 

- 

- 

- 

0.012 

0.101 

0.010 

0.091 

0.050 

54.83 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Motoos 

0814000601831700 

0.10 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.001 

0.008 

0.001 

8.98 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.000 

15.85 

Safe 

Mundasar 

0814000401799600 

0.08 

0.13 

- 

0.13 

- 

0.13 

0.04 

0.29 

0.02 

- 

- 

- 

- 

- 

0.023 

0.152 

0.015 

0.137 

- 

- 

Safe 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Mundi 

0814000301796600 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.41 

- 

0.41 

0.02 

0.43 

0.05 

0.42 

0.06 

0.0700 

- 

- 

- 

0.070 

0.125 

0.560 

0.056 

0.504 

1.879 

372.80 

Over Exploited 

Mundiyar 

0814000401814100 

0.10 

0.17 

- 

0.17 

- 

0.17 

0.02 

0.15 

0.02 

- 

- 

- 

- 

- 

0.025 

0.199 

0.020 

0.179 

0.083 

46.40 

Safe 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

- 

- 

Safe 

Mundiyau 

0814000301786800 

0.08 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.11 

0.00 

- 

- 

- 

- 

- 

0.003 

0.021 

0.002 

0.019 

0.051 

274.76 

Over Exploited 



0.15 

0.22 

- 

0.22 

- 

0.22 

0.04 

0.27 

0.04 

- 

- 

- 

- 

- 

0.036 

0.256 

0.026 

0.231 

0.066 

28.67 

Safe 

Mundra 

0804000700659900 

0.10 

0.90 

- 

0.90 

0.02 

0.92 

0.05 

0.35 

0.15 

0.0600 

- 

- 

- 

0.060 

0.208 

1.128 

0.113 

1.015 

1.631 

160.66 

Over Exploited 



0.12 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.002 

0.012 

0.001 

0.011 

0.131 

1,227.80 

Over Exploited 

Mundwa (M) 

0814000441405000 

0.08 

1.29 

- 

1.29 

0.03 

1.33 

0.05 

0.39 

0.18 

0.0900 

- 

- 

0.005 

0.095 

0.276 

1.602 

0.160 

1.442 

3.311 

229.62 

Over Exploited 

Nabawas 

0814000401808000 

0.08 

0.03 

(25.50) 

0.02 

- 

0.02 

0.05 

0.33 

0.00 

- 

- 

- 

- 

- 

0.005 

0.026 

0.001 

0.024 

- 

- 

Safe 

Nabbasar 

0804000700659200 

0.10 

0.49 

- 

0.49 

0.01 

0.50 

0.05 

0.38 

0.08 

0.0200 

- 

- 

- 

0.020 

0.102 

0.598 

0.060 

0.538 

0.670 

124.41 

Over Exploited 

Nagaur(M) 

0814000441403000 

0.08 

0.57 

155.70 

0.69 

0.01 

0.70 

0.05 

0.33 

0.10 

0.0100 

- 

- 

0.018 

0.028 

0.128 

0.828 

0.041 

0.786 

5.206 

662.15 

Over Exploited 

Nakas 

0814000401805400 

0.08 

0.05 

(65.19) 

0.04 

- 

0.04 

0.05 

0.33 

0.01 

- 

- 

- 

- 

- 

0.009 

0.052 

0.003 

0.050 

0.055 

110.94 

Over Exploited 

Nandwan 

0814000101765000 

0.16 

0.15 

(86.30) 

0.12 

- 

0.12 

0.05 

0.41 

0.02 

- 

- 

- 

- 

- 

0.022 

0.140 

0.007 

0.133 

0.095 

71.22 

Semi Critical 

Nandwani 

0814000501822500 

0.08 

0.22 

(58.29) 

0.18 

0.00 

0.18 

0.03 

0.17 

0.04 

0.0100 

- 

- 

0.001 

0.011 

0.051 

0.230 

0.011 

0.218 

0.396 

181.40 

Over Exploited 

Naradhana 

0814000301795500 

0.08 

0.17 

- 

0.17 

- 

0.17 

0.03 

0.21 

0.02 

0.0100 

- 

- 

- 

0.010 

0.033 

0.199 

0.020 

0.179 

0.422 

235.32 

Over Exploited 



0.10 

0.18 

- 

0.18 

0.00 

0.18 

0.02 

0.19 

0.02 

0.0100 

- 

- 

0.001 

0.011 

0.036 

0.217 

0.022 

0.195 

0.281 

144.17 

Over Exploited 

Nathanara 

0814000401800000 

0.08 

0.16 

(77.18) 

0.13 

- 

0.13 

0.05 

0.31 

0.03 

- 

- 

- 

- 

- 

0.029 

0.160 

0.008 

0.152 

0.072 

47.42 

Safe 

Naya Gaon 

0814000401800600 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.08 

0.34 

- 

0.34 

- 

0.34 

0.05 

0.31 

0.06 

- 

- 

- 

- 

- 

0.061 

0.403 

0.040 

0.362 

- 

- 

Safe 

Neem Nagar 

0814000301798100 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Nimbari Chandawatan 

0814000701846100 

0.10 

1.94 

- 

1.94 

0.10 

2.04 

0.05 

0.42 

0.24 

0.3100 

- 

- 

- 

0.310 

0.555 

2.595 

0.260 

2.336 

8.492 

363.60 

Over Exploited 

Nimbi Jodhan 

0814000101758200 

0.12 

1.12 

- 

1.12 

0.02 

1.14 

0.04 

0.26 

0.18 

0.0700 

- 

- 

0.001 

0.071 

0.255 

1.391 

0.139 

1.252 

1.977 

157.91 

Over Exploited 

Nimbora 

0814000301785600 

0.08 

0.25 

- 

0.25 

- 

0.25 

0.05 

0.37 

0.04 

- 

- 

- 

- 

- 

0.041 

0.287 

0.029 

0.258 

0.080 

30.86 

Safe 

Nodiya 

0804000700653700 

0.12 

0.92 

- 

0.92 

- 

0.92 

0.05 

0.35 

0.17 

0.0100 

- 

- 

- 

0.010 

0.176 

1.101 

0.110 

0.991 

0.279 

28.16 

Safe 

Nojloki Dhani 

0814000201772600 

0.10 

0.40 

240.66 

0.48 

- 

0.48 

0.05 

0.40 

0.06 

0.0100 

- 

- 

- 

0.010 

0.072 

0.556 

0.028 

0.528 

0.179 

33.89 

Safe 



0.07 

0.00 

13,814.05 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Nokha(M) 

0803000540303000 

0.08 

0.25 

312.26 

0.30 

- 

0.30 

0.04 

0.28 

0.04 

- 

- 

- 

- 

- 

0.043 

0.342 

0.017 

0.325 

4.742 

1,459.11 

Over Exploited 

Nokha Jodha 

0814000301789900 

0.08 

0.37 

(85.30) 

0.30 

- 

0.30 

0.05 

0.40 

0.05 

- 

- 

- 

- 

- 

0.055 

0.352 

0.018 

0.335 

0.135 

40.27 

Safe 

Nokhamandi (Rural) 

0803000500554300 

0.08 

0.02 

910.45 

0.02 

0.01 

0.03 

0.04 

0.27 

0.00 

0.0400 

- 

- 

- 

0.040 

0.043 

0.073 

0.004 

0.069 

1.148 

1,652.22 

Over Exploited 

Nooriyas 

0814000301793800 

0.10 

0.13 

- 

0.13 

- 

0.13 

0.05 

0.42 

0.02 

- 

- 

- 

- 

- 

0.017 

0.145 

0.015 

0.131 

0.043 

33.12 

Safe 

Nosariya 

0814000301786300 

0.08 

0.17 

(95.02) 

0.14 

- 

0.14 

0.05 

0.33 

0.03 

- 

- 

- 

- 

- 

0.030 

0.166 

0.008 

0.158 

0.029 

18.35 

Safe 



0.10 

0.00 

(78.41) 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

315.08 

Over Exploited 

Odeet 

0814000101758500 

0.12 

0.64 

- 

0.64 

0.02 

0.66 

0.04 

0.29 

0.11 

0.0600 

- 

- 

- 

0.060 

0.166 

0.825 

0.082 

0.742 

1.629 

219.52 

Over Exploited 

Oladan 

0814000601827400 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.249 

1,954.24 

Over Exploited 

Pabuthal 

0814000401801000 

0.08 

0.00 

56.68 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.08 

0.15 

(92.78) 

0.12 

- 

0.12 

0.05 

0.30 

0.03 

- 

- 

- 

- 

- 

0.026 

0.142 

0.007 

0.135 

0.022 

16.28 

Safe 

Padan 

0814000401800700 

0.08 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.10 

0.00 

- 

- 

- 

- 

- 

0.003 

0.022 

0.002 

0.020 

- 

- 

Safe 



0.08 

0.04 

- 

0.04 

- 

0.04 

0.02 

0.15 

0.01 

- 

- 

- 

- 

- 

0.007 

0.045 

0.005 

0.041 

- 

- 

Safe 



0.08 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.001 

0.007 

- 

- 

Safe 

Palari Pichkiyan 

0814000401811500 

0.08 

0.47 

- 

0.47 

0.03 

0.50 

0.05 

0.38 

0.06 

0.0900 

- 

- 

- 

0.090 

0.153 

0.652 

0.065 

0.586 

2.390 

407.58 

Over Exploited 

Palas 

0804000700654900 

0.12 

0.10 

- 

0.10 

- 

0.10 

0.02 

0.17 

0.02 

- 

- 

- 

- 

- 

0.016 

0.111 

0.011 

0.100 

0.092 

92.36 

Critical 

Palot 

0814000201768800 

0.07 

0.28 

21.93 

0.33 

- 

0.33 

0.04 

0.32 

0.04 

- 

- 

- 

- 

- 

0.044 

0.379 

0.019 

0.360 

0.092 

25.63 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Palri Jodha 

081400040181100C 

26.481 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

26.481 

-0.80 

0.030 

0.30 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.18 

0.000 

0.36 

0.53 


Palri Vyasan 

081400040181390C 

12.484 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

11.853 

-0.29 

0.050 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.000 

0.28 

0.42 


Pannapura 

081400030179680C 

3.581 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.578 

-0.68 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.006 

0.16 

0.24 







Non-command 

Tertiary Sandstone 

2.002 

-0.68 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.008 

0.21 

0.31 


Parasara 

081400040181260C 

17.336 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

1.832 

0.28 

0.050 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.06 

0.000 

0.03 

0.05 







Non-command 

Vindhyan Sandstone 

15.505 

0.28 

0.030 

0.11 

0.01 

0.00 

0.00 

0.00 

0.23 

0.15 

0.42 

0.000 

0.27 

0.42 


Parawa 

080400070066030C 

28.759 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.712 

-0.59 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Bilara Limestone 

2.535 

-0.59 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.010 

0.03 

0.04 







Non-command 

Phyllite & Schist 

25.512 

-0.59 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.097 

0.29 

0.42 


Parewara 

0804000700658100 

55.218 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

55.098 

-0.47 

0.080 

0.68 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.45 

0.210 

0.33 

0.48 





Saline 

Non-command 

Non-command 

Bilara Limestone 

0.120 

-0.47 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 


Pateli 

0814000301795800 

5.824 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

1.368 

-0.26 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.005 

0.08 

0.13 







Non-command 

Tertiary Sandstone 

4.457 

-0.26 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.017 

0.28 

0.42 


Peelanwasi 

0814000401802500 

3.872 

Saline 

Non-command 

Non-command 

Bilara Limestone 

3.872 

0.24 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.000 

0.26 

0.45 


Peempasar 

0814000401798400 

52.503 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.253 

-0.01 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.03 

0.04 







Non-command 

Vindhyan Sandstone 

41.853 

-0.01 

0.040 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.000 

0.21 

0.35 


Peendiya 

0814000301797400 

15.804 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.267 

-1.29 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.009 

0.05 

0.08 







Non-command 

Vindhyan Sandstone 

13.537 

-1.29 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.052 

0.32 

0.47 


Peetholai 

0814000401799300 

3.612 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

1.459 

-0.18 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.11 

0.18 







Non-command 

Vindhyan Sandstone 

2.153 

-0.18 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.16 

0.27 


Perawa 

0814000401801700 

15.041 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

10.221 

-0.07 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.19 

0.31 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

4.820 

-0.07 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.09 

0.15 


Phagali 

0814000401809100 

6.841 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

6.841 

-0.10 

0.040 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.000 

0.29 

0.48 


Phardod 

0814000301791800 

54.356 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

35.836 

0.34 

0.070 

0.05 

0.00 

0.00 

0.00 

0.00 

0.89 

0.59 

0.00 

0.138 

0.24 

0.36 







Non-command 

Older Alluvium 

17.079 

0.34 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.48 

0.32 

0.00 

0.066 

0.11 

0.17 







Non-command 

Vindhyan Sandstone 

1.440 

0.34 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.006 

0.01 

0.01 


Phirod 

0814000401812100 

34.762 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

34.762 

0.31 

0.030 

0.11 

0.01 

0.00 

0.00 

0.00 

0.43 

0.27 

0.45 

0.000 

0.30 

0.48 


Piriyara 

0814000301788300 

5.804 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

5.804 

0.25 

0.070 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.08 

0.022 

0.34 

0.53 


Pithasiya 

0814000401809500 

4.998 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

4.600 

-0.25 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.28 

0.46 







Non-command 

Vindhyan Sandstone 

0.398 

-0.25 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.04 


Pitholao 

0814000401812000 

7.998 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

7.998 

0.15 

0.030 

0.17 

0.01 

0.00 

0.00 

0.00 

0.20 

0.12 

0.67 

0.000 

0.31 

0.50 


Poonas 

0814000701847100 

5.367 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

2.168 

-0.38 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.007 

0.15 

0.22 


Potliya Manjra 

0814000401807100 

18.184 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

10.482 

0.14 

0.070 

0.05 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.20 

0.000 

0.15 

0.25 


Pyawan 

0814000201774400 

8.717 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.032 

2.23 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Raghunathpura 

0814000201772300 

4.608 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.179 

5.16 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.67 

0.44 

0.00 

0.014 

0.17 

0.25 







Non-command 

Phyllite & Schist 

2.429 

5.16 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.13 

0.00 

0.016 

0.19 

0.28 


Raidhanu 

0814000401807200 

24.849 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

18.156 

0.08 

0.070 

0.06 

0.00 

0.00 

0.00 

0.00 

0.16 

0.10 

0.23 

0.000 

0.19 

0.32 







Non-command 

Vindhyan Sandstone 

6.693 

0.08 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.06 

0.000 

0.07 

0.12 


Raisar 

0803000500557100 

36.635 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

36.635 

-0.02 

0.040 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.108 

0.26 

0.45 


Raisinghpura 

0814000201772100 

9.751 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.088 

4.44 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

1.37 

0.88 

0.00 

0.033 

0.19 

0.29 


Rajedoo 

0803000800640700 

49.101 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

2.398 

-0.43 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.006 

0.01 

0.02 


Rajod 

0814000701847400 

25.243 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

6.468 

-0.71 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.021 

0.10 

0.14 



0814000301790100 

26.705 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

25.526 

0.68 

0.070 

0.05 

0.00 

0.00 

0.00 

0.00 

1.27 

0.84 

0.08 

0.098 

0.33 

0.51 







Non-command 

Vindhyan Sandstone 

1.179 

0.68 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.005 

0.02 

0.02 


Rajoowas 

0814000401808200 

6.165 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

6.165 

1.13 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.17 

0.00 

0.000 

0.28 

0.46 


Rampura-A 

0814000301789600 

6.508 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

6.508 

0.27 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.00 

0.025 

0.34 

0.52 


Rampura-B 

0814000301786700 

5.154 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

5.154 

-0.02 

0.070 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.020 

0.32 

0.49 


Ramsar 

0814000301787200 

2.599 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

2.264 

0.04 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.009 

0.29 

0.44 





Saline 

Non-command 

Non-command 

Bilara Limestone 

0.335 

0.04 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.04 

0.06 


Ramsiya 

0814000401808700 

8.248 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

8.248 

1.20 

0.040 

0.10 

0.01 

0.00 

0.00 

0.00 

0.49 

0.31 

0.41 

0.000 

0.30 

0.47 


Ransisar 

0814000201773300 

15.085 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

2.955 

0.02 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.019 

0.07 

0.11 







Non-command 

Older Alluvium 

12.130 

0.02 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.07 

0.078 

0.29 

0.44 


Ratanga 

0814000301790700 

32.779 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

32.779 

0.20 

0.070 

0.42 

0.02 

0.00 

0.00 

0.00 

0.85 

0.55 

1.51 

0.126 

0.34 

0.53 


Ratau 

0814000101765400 

39.348 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

27.016 

-0.02 

0.070 

0.36 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.28 

0.124 

0.23 

0.34 


Ratri 

0814000401803400 

11.367 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

10.737 

-0.70 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.25 

0.42 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

0.630 

-0.70 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Reda 

0804000700652500 

17.560 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

6.071 

-0.32 

0.060 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.023 

0.10 

0.16 







Non-command 

Vindhyan Sandstone 

11.311 

-0.32 

0.040 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.47 

0.043 

0.19 

0.31 


Rohina 

0814000301797000 

17.099 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.689 

-0.91 

0.080 

0.33 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.26 

0.057 

0.32 

0.47 







Non-command 

Vindhyan Sandstone 

2.410 

-0.91 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.009 

0.05 

0.08 


Rohini 

0814000401799000 

39.489 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

32.990 

0.27 

0.070 

0.04 

0.01 

0.00 

0.00 

0.00 

0.66 

0.39 

0.14 

0.000 

0.22 

0.37 







Non-command 

Vindhyan Sandstone 

6.499 

0.27 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.02 

0.000 

0.04 

0.07 


Roja 

0814000101764600 

16.813 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

9.360 

0.40 

0.070 

0.03 

0.00 

0.00 

0.00 

0.00 

0.29 

0.20 

0.07 

0.043 

0.19 

0.28 







Non-command 

Older Alluvium 

0.152 

0.40 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Bilara Limestone 

3.656 

0.40 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.01 

0.017 

0.07 

0.11 







Non-command 

Older Alluvium 

3.646 

0.40 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.11 

0.01 

0.017 

0.07 

0.11 


Rol 

0814000301791100 

39.558 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

39.558 

0.26 

0.070 

1.02 

0.05 

0.00 

0.00 

0.00 

1.68 

1.09 

3.86 

0.153 

0.34 

0.53 


Roon 

0814000401816600 

62.459 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

51.459 

-1.12 

0.030 

3.03 

0.15 

0.00 

0.00 

0.00 

0.00 

0.00 

12.10 

0.000 

0.30 

0.41 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Palri Jodha 

0814000401811000 

0.08 

0.76 

- 

0.76 

0.01 

0.77 

0.05 

0.41 

0.10 

0.0400 

- 

- 

0.000 

0.040 

0.140 

0.910 

0.091 

0.819 

1.180 

144.06 

Over Exploited 

Palri Vyasan 

0814000401813900 

0.10 

0.33 

- 

0.33 

0.00 

0.34 

0.04 

0.32 

0.05 

- 

- 

- 

0.006 

0.006 

0.057 

0.395 

0.039 

0.355 

0.055 

15.48 

Safe 

Pannapura 

0814000301796800 

0.15 

0.04 

- 

0.04 

- 

0.04 

0.02 

0.19 

0.01 

- 

- 

- 

- 

- 

0.005 

0.044 

0.004 

0.040 

0.048 

121.28 

Over Exploited 



0.10 

0.04 

- 

0.04 

- 

0.04 

0.03 

0.24 

0.01 

- 

- 

- 

- 

- 

0.006 

0.047 

0.005 

0.043 

0.080 

187.36 

Over Exploited 

Parasara 

0814000401812600 

0.10 

0.01 

291.33 

0.01 

- 

0.01 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.008 

0.055 

732.61 

Over Exploited 



0.08 

0.33 

(56.07) 

0.27 

0.01 

0.28 

0.04 

0.31 

0.05 

0.0200 

- 

- 

0.002 

0.022 

0.074 

0.353 

0.018 

0.335 

0.424 

126.41 

Over Exploited 

Parawa 

0804000700660300 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.003 

441.38 

Over Exploited 



0.10 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.001 

0.008 

0.016 

200.90 

Over Exploited 



0.07 

0.53 

- 

0.53 

- 

0.53 

0.05 

0.34 

0.09 

- 

- 

- 

- 

- 

0.087 

0.614 

0.061 

0.552 

0.122 

22.11 

Safe 

Parewara 

0804000700658100 

0.10 

1.83 

- 

1.83 

0.03 

1.86 

0.05 

0.39 

0.30 

0.0900 

- 

- 

- 

0.090 

0.391 

2.247 

0.225 

2.023 

2.663 

131.65 

Over Exploited 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.006 

70,996.73 

Over Exploited 

Pateli 

0814000301795800 

0.08 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.009 

0.047 

499.12 

Over Exploited 



0.10 

0.12 

- 

0.12 

- 

0.12 

0.04 

0.31 

0.02 

- 

- 

- 

- 

- 

0.017 

0.140 

0.014 

0.126 

0.089 

70.95 

Semi Critical 

Peelanwasi 

0814000401802500 

0.08 

0.08 

(52.76) 

0.07 

- 

0.07 

0.05 

0.31 

0.01 

- 

- 

- 

- 

- 

0.015 

0.080 

0.004 

0.076 

- 

- 

Safe 

Peempasar 

0814000401798400 

0.15 

0.02 

- 

0.02 

- 

0.02 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.004 

0.024 

0.002 

0.022 

0.009 

41.20 

Safe 



0.08 

0.69 

- 

0.69 

0.01 

0.70 

0.04 

0.25 

0.13 

0.0200 

- 

- 

- 

0.020 

0.147 

0.852 

0.085 

0.766 

0.193 

25.18 

Safe 

Peendiya 

0814000301797400 

0.15 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.002 

0.021 

0.002 

0.019 

0.009 

47.21 

Safe 



0.10 

0.43 

- 

0.43 

- 

0.43 

0.04 

0.36 

0.06 

- 

- 

- 

- 

- 

0.058 

0.489 

0.049 

0.440 

0.082 

18.67 

Safe 

Peetholai 

0814000401799300 

0.08 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.12 

0.00 

- 

- 

- 

- 

- 

0.002 

0.015 

0.001 

0.013 

- 

- 

Safe 



0.08 

0.03 

- 

0.03 

- 

0.03 

0.03 

0.18 

0.00 

- 

- 

- 

- 

- 

0.005 

0.032 

0.003 

0.029 

0.022 

77.13 

Semi Critical 

Perawa 

0814000401801700 

0.08 

0.15 

- 

0.15 

- 

0.15 

0.03 

0.22 

0.03 

- 

- 

- 

- 

- 

0.028 

0.180 

0.018 

0.162 

- 

- 

Safe 



0.08 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.10 

0.01 

- 

- 

- 

- 

- 

0.006 

0.040 

0.004 

0.036 

- 

- 

Safe 

Phagali 

0814000401809100 

0.08 

0.16 

- 

0.16 

- 

0.16 

0.05 

0.34 

0.03 

0.0100 

- 

- 

- 

0.010 

0.037 

0.197 

0.020 

0.177 

0.165 

93.10 

Critical 

Phardod 

0814000301791800 

0.08 

0.68 

(13.59) 

0.59 

- 

0.59 

0.03 

0.27 

0.09 

- 

- 

- 

- 

- 

0.094 

0.685 

0.034 

0.651 

0.138 

21.24 

Safe 



0.15 

0.29 

8.85 

0.32 

- 

0.32 

0.02 

0.13 

0.04 

- 

- 

- 

- 

- 

0.040 

0.357 

0.018 

0.339 

0.066 

19.42 

Safe 



0.10 

0.00 

826.92 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.006 

316.67 

Over Exploited 

Phirod 

0814000401812100 

0.08 

0.84 

(68.01) 

0.68 

0.01 

0.69 

0.05 

0.35 

0.13 

0.0200 

- 

- 

- 

0.020 

0.153 

0.838 

0.042 

0.796 

0.454 

57.01 

Safe 

Piriyara 

0814000301788300 

0.08 

0.16 

(46.45) 

0.13 

- 

0.13 

0.05 

0.39 

0.02 

- 

- 

- 

- 

- 

0.024 

0.151 

0.008 

0.143 

0.106 

74.22 

Semi Critical 

Pithasiya 

0814000401809500 

0.08 

0.10 

- 

0.10 

- 

0.10 

0.05 

0.33 

0.02 

- 

- 

- 

- 

- 

0.017 

0.120 

0.012 

0.108 

- 

- 

Safe 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

- 

- 

Safe 

Pitholao 

0814000401812000 

0.08 

0.20 

(38.17) 

0.16 

0.01 

0.17 

0.05 

0.36 

0.03 

0.0200 

- 

- 

- 

0.020 

0.051 

0.221 

0.011 

0.210 

0.666 

317.26 

Over Exploited 

Poonas 

0814000701847100 

0.10 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.17 

0.00 

- 

- 

- 

- 

- 

0.004 

0.037 

0.004 

0.033 

0.103 

309.92 

Over Exploited 

Potliya Manjra 

0814000401807100 

0.08 

0.13 

(29.19) 

0.10 

- 

0.10 

0.03 

0.18 

0.02 

0.0100 

- 

- 

- 

0.010 

0.033 

0.133 

0.007 

0.127 

0.198 

156.16 

Over Exploited 

Pyawan 

0814000201774400 

0.10 

0.00 

63,497.90 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Raghunathpura 

0814000201772300 

0.10 

0.04 

1,116.48 

0.04 

- 

0.04 

0.03 

0.19 

0.01 

- 

- 

- 

- 

- 

0.006 

0.049 

0.002 

0.047 

0.014 

29.89 

Safe 



0.07 

0.03 

310.58 

0.04 

- 

0.04 

0.03 

0.21 

0.00 

- 

- 

- 

- 

- 

0.005 

0.043 

0.002 

0.041 

0.016 

38.30 

Safe 

Raidhanu 

0814000401807200 

0.08 

0.28 

(64.87) 

0.22 

- 

0.22 

0.03 

0.23 

0.05 

0.0100 

- 

- 

- 

0.010 

0.061 

0.285 

0.014 

0.271 

0.231 

85.23 

Semi Critical 



0.08 

0.04 

(49.66) 

0.03 

- 

0.03 

0.01 

0.08 

0.01 

- 

- 

- 

- 

- 

0.007 

0.037 

0.002 

0.036 

0.055 

154.77 

Over Exploited 

Raisar 

0803000500557100 

0.08 

0.77 

- 

0.77 

- 

0.77 

0.05 

0.31 

0.13 

0.0100 

- 

- 

- 

0.010 

0.145 

0.919 

0.092 

0.827 

0.259 

31.35 

Safe 

Raisinghpura 

0814000201772100 

0.10 

0.09 

832.87 

0.11 

- 

0.11 

0.03 

0.21 

0.01 

- 

- 

- 

- 

- 

0.014 

0.128 

0.006 

0.121 

0.033 

26.84 

Safe 

Rajedoo 

0803000800640700 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.003 

0.000 

0.003 

0.058 

2,093.99 

Over Exploited 

Rajod 

0814000701847400 

0.10 

0.06 

- 

0.06 

- 

0.06 

0.01 

0.11 

0.01 

- 

- 

- 

- 

- 

0.008 

0.070 

0.007 

0.063 

0.021 

34.04 

Safe 


0814000301790100 

0.08 

0.68 

23.11 

0.82 

0.00 

0.82 

0.05 

0.38 

0.10 

- 

- 

- 

0.002 

0.002 

0.103 

0.925 

0.046 

0.878 

0.182 

20.78 

Safe 



0.10 

0.00 

1,072.63 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.005 

194.74 

Over Exploited 

Rajoowas 

0814000401808200 

0.08 

0.14 

23.58 

0.17 

- 

0.17 

0.05 

0.33 

0.02 

- 

- 

- 

- 

- 

0.024 

0.191 

0.010 

0.182 

- 

- 

Safe 

Rampura-A 

0814000301789600 

0.08 

0.18 

(50.75) 

0.14 

- 

0.14 

0.05 

0.40 

0.03 

- 

- 

- 

- 

- 

0.028 

0.171 

0.009 

0.163 

0.025 

15.44 

Safe 

Rampura-B 

0814000301786700 

0.08 

0.13 

- 

0.13 

- 

0.13 

0.05 

0.38 

0.02 

- 

- 

- 

- 

- 

0.022 

0.156 

0.016 

0.140 

0.062 

44.13 

Safe 

Ramsar 

0814000301787200 

0.08 

0.05 

(80.12) 

0.04 

- 

0.04 

0.05 

0.34 

0.01 

- 

- 

- 

- 

- 

0.008 

0.050 

0.003 

0.048 

0.051 

106.21 

Over Exploited 



0.08 

0.00 

(56.38) 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

123.51 

Over Exploited 

Ramsiya 

0814000401808700 

0.08 

0.20 

55.53 

0.24 

0.01 

0.25 

0.05 

0.35 

0.03 

0.0200 

- 

- 

- 

0.020 

0.052 

0.297 

0.015 

0.282 

0.413 

146.26 

Over Exploited 

Ransisar 

0814000201773300 

0.08 

0.02 

(56.27) 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.002 

0.016 

0.001 

0.015 

0.044 

295.83 

Over Exploited 



0.10 

0.35 

(90.17) 

0.28 

- 

0.28 

0.04 

0.33 

0.05 

- 

- 

- 

- 

- 

0.052 

0.329 

0.016 

0.313 

0.150 

47.86 

Safe 

Ratanga 

0814000301790700 

0.08 

0.90 

(38.93) 

0.72 

0.02 

0.74 

0.05 

0.39 

0.13 

0.0600 

- 

- 

- 

0.060 

0.192 

0.933 

0.047 

0.886 

1.638 

184.84 

Over Exploited 

Ratau 

0814000101765400 

0.10 

0.63 

- 

0.63 

0.02 

0.65 

0.04 

0.27 

0.10 

0.0500 

- 

- 

- 

0.050 

0.151 

0.799 

0.080 

0.719 

1.400 

194.57 

Over Exploited 

Ratri 

0814000401803400 

0.08 

0.21 

- 

0.21 

- 

0.21 

0.04 

0.29 

0.04 

- 

- 

- 

- 

- 

0.039 

0.251 

0.025 

0.226 

- 

- 

Safe 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

- 

- 

Safe 

Reda 

0804000700652500 

0.10 

0.06 

- 

0.06 

- 

0.06 

0.02 

0.12 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.083 

0.008 

0.075 

0.384 

513.73 

Over Exploited 



0.12 

0.26 

- 

0.26 

0.01 

0.27 

0.04 

0.22 

0.05 

0.0200 

- 

- 

- 

0.020 

0.068 

0.334 

0.033 

0.301 

0.517 

171.84 

Over Exploited 

Rohina 

0814000301797000 

0.15 

0.70 

- 

0.70 

0.02 

0.72 

0.04 

0.36 

0.09 

0.0500 

- 

- 

- 

0.050 

0.144 

0.867 

0.087 

0.781 

1.317 

168.67 

Over Exploited 



0.10 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.002 

0.014 

0.001 

0.013 

0.129 

1,003.69 

Over Exploited 

Rohini 

0814000401799000 

0.08 

0.58 

(32.47) 

0.46 

0.01 

0.47 

0.04 

0.26 

0.11 

0.0200 

- 

- 

- 

0.020 

0.126 

0.597 

0.030 

0.567 

0.143 

25.23 

Safe 



0.08 

0.02 

112.96 

0.03 

- 

0.03 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.004 

0.031 

0.002 

0.029 

0.022 

74.87 

Semi Critical 

Roja 

0814000101764600 

0.10 

0.18 

12.65 

0.20 

- 

0.20 

0.03 

0.22 

0.03 

- 

- 

- 

- 

- 

0.028 

0.227 

0.011 

0.216 

0.109 

50.44 

Safe 



0.16 

0.00 

5,548.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.10 

0.03 

184.02 

0.03 

- 

0.03 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.004 

0.037 

0.002 

0.035 

0.028 

79.72 

Semi Critical 



0.16 

0.04 

147.78 

0.05 

- 

0.05 

0.01 

0.09 

0.01 

- 

- 

- 

- 

- 

0.007 

0.058 

0.003 

0.055 

0.028 

50.01 

Safe 

Rol 

0814000301791100 

0.08 

1.08 

0.27 

1.09 

0.05 

1.14 

0.05 

0.39 

0.16 

0.1400 

- 

- 

0.002 

0.142 

0.298 

1.435 

0.072 

1.363 

4.017 

294.64 

Over Exploited 

Roon 

0814000401816600 

0.08 

1.23 

- 

1.23 

0.15 

1.38 

0.04 

0.33 

0.15 

0.4500 

- 

- 

- 

0.450 

0.597 

1.978 

0.198 

1.780 

12.100 

679.75 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Rooniya 

081400030179170C 

10.363 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

10.363 

0.38 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.28 

0.18 

0.00 

0.040 

0.35 

0.54 


Roopasar 

0814000401810200 

14.628 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

7.690 

-0.22 

0.050 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.18 

0.27 







Non-command 

Vindhyan Sandstone 

6.939 

-0.22 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.16 

0.25 


Roopathal 

0814000301796000 

18.791 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

18.791 

0.05 

0.060 

0.10 

0.00 

0.00 

0.00 

0.00 

0.16 

0.11 

0.32 

0.072 

0.37 

0.55 


Rora 

0803000500554400 

65.739 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

30.057 

0.40 

0.040 

0.13 

0.01 

0.00 

0.00 

0.00 

0.61 

0.36 

0.41 

0.089 

0.12 

0.21 


Rotoo 

0814000301788900 

15.624 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.957 

0.15 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.004 

0.02 

0.03 







Non-command 

Older Alluvium 

0.924 

0.15 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.004 

0.02 

0.03 





Saline 

Non-command 

Non-command 

Bilara Limestone 

2.386 

0.15 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.009 

0.05 

0.08 







Non-command 

Older Alluvium 

11.358 

0.15 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.10 

0.02 

0.044 

0.25 

0.37 


Sadhoona 

0803000500555700 

37.861 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.584 

0.24 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.002 

0.00 

0.01 


Sadokan 

0814000401809400 

19.351 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.922 

-0.33 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 







Non-command 

Vindhyan Sandstone 

18.429 

-0.33 

0.040 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.000 

0.29 

0.47 


Sadoo Bari 

0804000700653900 

36.042 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

36.042 

-0.20 

0.040 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.57 

0.137 

0.30 

0.47 


Sadoo Chhoti 

0804000700654000 

6.025 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

6.025 

-0.20 

0.040 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.023 

0.31 

0.48 


Sagoo Kalan 

0814000201773700 

10.040 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.033 

0.01 

0.060 

0.13 

0.01 

0.00 

0.00 

0.00 

0.13 

0.08 

0.42 

0.064 

0.36 

0.55 


Sagoo Khurd 

0814000201773600 

6.768 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.574 

-0.08 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.010 

0.08 

0.13 


Sajansar 

0804000700652400 

28.329 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

1.450 

-0.34 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.006 

0.02 

0.02 







Non-command 

Vindhyan Sandstone 

24.050 

-0.34 

0.040 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.092 

0.25 

0.40 


Saleu 

0814000401805500 

3.117 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

3.116 

0.23 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.000 

0.27 

0.45 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

0.001 

0.23 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Salwa 

0814000401809300 

3.675 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

3.675 

-0.28 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.000 

0.29 

0.48 


Sandas 

0814000101764200 

16.565 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

10.991 

-0.03 

0.070 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.050 

0.22 

0.32 







Non-command 

Vindhyan Sandstone 

5.573 

-0.03 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.026 

0.11 

0.16 


Sandeela 

0814000301794500 

13.327 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.686 

-0.85 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.003 

0.02 

0.03 







Non-command 

Vindhyan Sandstone 

12.641 

-0.85 

0.040 

0.43 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.65 

0.049 

0.35 

0.52 


Sandwa 

0804000700654700 

50.923 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

7.773 

-0.49 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.030 

0.05 

0.07 







Non-command 

Vindhyan Sandstone 

4.278 

-0.49 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.016 

0.03 

0.04 





Saline 

Non-command 

Non-command 

Bilara Limestone 

10.459 

-0.49 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.040 

0.07 

0.10 







Non-command 

Vindhyan Sandstone 

9.261 

-0.49 

0.040 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.035 

0.06 

0.09 


Sanjoo 

0814000701849000 

19.619 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.933 

-0.59 

0.080 

0.44 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.72 

0.040 

0.23 

0.33 







Non-command 

Tertiary Sandstone 

7.411 

-0.59 

0.060 

0.32 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.25 

0.025 

0.14 

0.21 


Sankhwas 

0814000401814600 

44.728 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.008 

-0.55 

0.050 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Vindhyan Sandstone 

12.394 

-0.55 

0.030 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.000 

0.09 

0.13 


Sanwaliyawas 

0814000701847300 

2.040 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

1.362 

-0.38 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.005 

0.25 

0.37 


Sarangsar 

0804000700654800 

28.596 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

11.245 

-0.28 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.043 

0.13 

0.19 







Non-command 

Vindhyan Sandstone 

15.680 

-0.28 

0.040 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.37 

0.060 

0.18 

0.26 


Saranwas 

0814000401805600 

8.635 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

8.217 

0.27 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.03 

0.000 

0.26 

0.43 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

0.418 

0.27 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Sarasani 

0814000401809600 

17.160 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

17.160 

0.01 

0.070 

0.24 

0.01 

0.00 

0.00 

0.00 

0.24 

0.15 

0.96 

0.000 

0.31 

0.50 


Sarothiya 

0804000700660700 

20.859 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

8.945 

-0.60 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.034 

0.14 

0.20 


Satheran 

0814000401800800 

6.507 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

4.928 

-0.28 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.20 

0.34 





Saline 

Non-command 

Non-command 

Bilara Limestone 

1.578 

-0.28 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.06 

0.11 


Sedau 

0814000301786200 

2.734 

Saline 

Non-command 

Non-command 

Bilara Limestone 

0.993 

0.02 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.11 

0.17 







Non-command 

Vindhyan Sandstone 

1.741 

0.02 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.007 

0.19 

0.30 


Seelwa 

0803000500556200 

14.707 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

14.707 

0.23 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.10 

0.04 

0.043 

0.26 

0.45 


Seengar 

0814000401806700 

28.484 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

28.399 

-0.24 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.000 

0.26 

0.44 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

0.085 

-0.24 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Seenwa 

0814000101765300 

27.434 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

3.674 

0.46 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.02 

0.017 

0.05 

0.07 







Non-command 

Older Alluvium 

0.122 

0.46 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.00 

0.00 







Non-command 

Phyllite & Schist 

18.080 

0.46 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.21 

0.14 

0.07 

0.083 

0.23 

0.33 


Sekhasar 

0803000500556700 

16.198 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

5.849 

0.42 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.07 

0.08 

0.017 

0.09 

0.16 


SEWRI 

0814000401799200 

22.981 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

22.981 

-0.03 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.26 

0.45 


Sheelgaon 

0814000401814000 

21.539 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.012 

-0.46 

0.050 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sherani Abad 

0814000201778600 

12.154 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

5.639 

-0.21 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.036 

0.17 

0.26 







Non-command 

Older Alluvium 

4.457 

-0.21 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.029 

0.14 

0.21 







Non-command 

Vindhyan Sandstone 

1.343 

-0.21 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.009 

0.04 

0.06 


Shivnagar 

0814000301797100 

1.725 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.725 

-0.92 

0.080 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.63 

0.007 

0.37 

0.55 


Shivpura 

0814000401807000 

5.628 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

5.371 

0.12 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.000 

0.25 

0.42 







Non-command 

Vindhyan Sandstone 

0.256 

0.12 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Shri Rampura 

0803000500558500 

4.218 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.218 

0.00 

0.080 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.44 

0.012 

0.26 

0.44 


Shribalaji 

0814000401800200 

16.802 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

16.802 

0.20 

0.040 

0.07 

0.00 

0.00 

0.00 

0.00 

0.20 

0.12 

0.29 

0.000 

0.26 

0.45 


Shyamsar 

0814000401798700 

30.914 

Fresh 

Non-command 

Non-command 

Older Alluvium 

19.133 

-0.03 

0.060 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.000 

0.16 

0.28 







Non-command 

Vindhyan Sandstone 

11.781 

-0.03 

0.040 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.000 

0.10 

0.17 


Sikrali 

0814000101764300 

9.929 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

4.200 

-0.17 

0.070 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.019 

0.14 

0.21 







Non-command 

Vindhyan Sandstone 

2.796 

-0.17 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.013 

0.09 

0.14 


Silanwad 

0814000101764700 

51.616 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

51.616 

0.00 

0.070 

0.13 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.236 

0.34 

0.51 


Silariya 

0814000301796900 

9.012 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.012 

-0.60 

0.080 

0.41 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.60 

0.035 

0.37 

0.55 


Sindhlas 

0814000701846300 

17.765 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

17.765 

-0.07 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.059 

0.37 

0.55 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Rooniya 

0814000301791700 

0.08 

0.29 

(37.23) 

0.24 

0.00 

0.24 

0.05 

0.40 

0.04 

- 

- 

- 

0.001 

0.001 

0.042 

0.279 

0.014 

0.265 

0.040 

15.10 

Safe 

Roopasar 

0814000401810200 

0.10 

0.14 

- 

0.14 

- 

0.14 

0.03 

0.20 

0.02 

- 

- 

- 

- 

- 

0.020 

0.156 

0.016 

0.140 

- 

- 

Safe 



0.08 

0.09 

- 

0.09 

- 

0.09 

0.02 

0.18 

0.01 

- 

- 

- 

- 

- 

0.013 

0.101 

0.010 

0.091 

- 

- 

Safe 

Roopathal 

0814000301796000 

0.10 

0.69 

(84.60) 

0.55 

- 

0.55 

0.05 

0.41 

0.09 

0.0100 

- 

- 

- 

0.010 

0.102 

0.652 

0.033 

0.619 

0.396 

64.05 

Safe 

Rora 

0803000500554400 

0.08 

0.29 

22.44 

0.35 

0.01 

0.36 

0.02 

0.14 

0.05 

0.0200 

- 

- 

- 

0.020 

0.071 

0.429 

0.021 

0.407 

0.499 

122.52 

Over Exploited 

Rotoo 

0814000301788900 

0.08 

0.00 

323.23 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.004 

180.56 

Over Exploited 



0.15 

0.00 

167.34 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.004 

99.72 

Critical 



0.08 

0.01 

69.58 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.002 

0.013 

0.001 

0.013 

0.009 

72.39 

Semi Critical 



0.15 

0.42 

(75.19) 

0.33 

- 

0.33 

0.04 

0.28 

0.07 

- 

- 

- 

- 

- 

0.067 

0.401 

0.020 

0.381 

0.068 

17.79 

Safe 

Sadhoona 

0803000500555700 

0.08 

0.00 

1,675.93 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

705.69 

Over Exploited 

Sadokan 

0814000401809400 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

- 

- 

Safe 



0.08 

0.42 

- 

0.42 

- 

0.42 

0.05 

0.33 

0.07 

0.0100 

- 

- 

- 

0.010 

0.079 

0.504 

0.050 

0.453 

0.193 

42.57 

Safe 

Sadoo Bari 

0804000700653900 

0.12 

1.31 

- 

1.31 

0.01 

1.32 

0.05 

0.36 

0.23 

0.0200 

- 

- 

- 

0.020 

0.253 

1.571 

0.157 

1.414 

0.707 

50.03 

Safe 

Sadoo Chhoti 

0804000700654000 

0.12 

0.23 

- 

0.23 

- 

0.23 

0.05 

0.37 

0.04 

0.0100 

- 

- 

- 

0.010 

0.049 

0.275 

0.027 

0.247 

0.383 

154.76 

Over Exploited 

Sagoo Kalan 

0814000201773700 

0.10 

0.36 

(77.09) 

0.29 

0.01 

0.30 

0.05 

0.41 

0.05 

0.0200 

- 

- 

- 

0.020 

0.073 

0.371 

0.019 

0.352 

0.482 

136.90 

Over Exploited 

Sagoo Khurd 

0814000201773600 

0.10 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.002 

0.015 

0.002 

0.014 

0.027 

197.34 

Over Exploited 

Sajansar 

0804000700652400 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.014 

581.79 

Over Exploited 



0.12 

0.72 

- 

0.72 

- 

0.72 

0.05 

0.30 

0.13 

- 

- 

- 

- 

- 

0.133 

0.852 

0.085 

0.767 

0.156 

20.28 

Safe 

Saleu 

0814000401805500 

0.08 

0.07 

(74.60) 

0.05 

- 

0.05 

0.05 

0.32 

0.01 

- 

- 

- 

- 

- 

0.012 

0.066 

0.003 

0.063 

- 

- 

Safe 



0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Salwa 

0814000401809300 

0.08 

0.09 

- 

0.09 

- 

0.09 

0.05 

0.34 

0.01 

- 

- 

- 

- 

- 

0.015 

0.101 

0.010 

0.091 

0.028 

30.92 

Safe 

Sandas 

0814000101764200 

0.10 

0.24 

- 

0.24 

- 

0.24 

0.04 

0.26 

0.04 

- 

- 

- 

- 

- 

0.040 

0.285 

0.028 

0.256 

0.160 

62.56 

Safe 



0.12 

0.08 

- 

0.08 

- 

0.08 

0.02 

0.13 

0.01 

- 

- 

- 

- 

- 

0.012 

0.088 

0.009 

0.079 

0.055 

68.95 

Safe 

Sandeela 

0814000301794500 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.129 

6,419.39 

Over Exploited 



0.10 

0.44 

- 

0.44 

0.02 

0.46 

0.05 

0.40 

0.06 

0.0600 

- 

- 

- 

0.060 

0.120 

0.584 

0.058 

0.526 

1.699 

323.21 

Over Exploited 

Sandwa 

0804000700654700 

0.10 

0.04 

- 

0.04 

- 

0.04 

0.01 

0.06 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.056 

0.006 

0.051 

0.275 

542.76 

Over Exploited 



0.12 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.002 

0.017 

0.002 

0.015 

0.130 

861.84 

Over Exploited 



0.10 

0.07 

- 

0.07 

- 

0.07 

0.01 

0.08 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.094 

0.009 

0.084 

0.316 

374.64 

Over Exploited 



0.12 

0.07 

- 

0.07 

- 

0.07 

0.01 

0.07 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.089 

0.009 

0.080 

0.232 

290.89 

Over Exploited 

Sanjoo 

0814000701849000 

0.10 

0.27 

- 

0.27 

0.02 

0.29 

0.03 

0.26 

0.04 

0.0600 

- 

- 

- 

0.060 

0.096 

0.387 

0.039 

0.348 

1.762 

505.94 

Over Exploited 



0.10 

0.10 

- 

0.10 

0.02 

0.12 

0.02 

0.16 

0.01 

0.0500 

- 

- 

- 

0.050 

0.064 

0.188 

0.019 

0.170 

1.273 

750.61 

Over Exploited 

Sankhwas 

0814000401814600 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.08 

0.09 

- 

0.09 

- 

0.09 

0.01 

0.10 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.112 

0.011 

0.101 

0.151 

149.28 

Over Exploited 

Sanwaliyawas 

0814000701847300 

0.10 

0.03 

- 

0.03 

- 

0.03 

0.03 

0.28 

0.00 

- 

- 

- 

- 

- 

0.004 

0.038 

0.004 

0.034 

0.050 

143.58 

Over Exploited 

Sarangsar 

0804000700654800 

0.07 

0.10 

- 

0.10 

- 

0.10 

0.02 

0.15 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.131 

0.013 

0.118 

0.241 

204.64 

Over Exploited 



0.12 

0.35 

- 

0.35 

- 

0.35 

0.03 

0.21 

0.06 

0.0100 

- 

- 

- 

0.010 

0.067 

0.412 

0.041 

0.371 

0.430 

115.75 

Over Exploited 

Saranwas 

0814000401805600 

0.08 

0.17 

(65.06) 

0.14 

- 

0.14 

0.05 

0.31 

0.03 

- 

- 

- 

- 

- 

0.030 

0.167 

0.008 

0.159 

0.028 

17.65 

Safe 



0.08 

0.00 

511.94 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

- 

- 

Safe 

Sarasani 

0814000401809600 

0.08 

0.42 

(64.83) 

0.34 

0.01 

0.35 

0.05 

0.36 

0.07 

0.0400 

- 

- 

- 

0.040 

0.109 

0.458 

0.023 

0.435 

0.957 

219.96 

Over Exploited 

Sarothiya 

0804000700660700 

0.07 

0.09 

- 

0.09 

- 

0.09 

0.02 

0.17 

0.01 

- 

- 

- 

- 

- 

0.015 

0.104 

0.010 

0.093 

0.059 

63.21 

Safe 

Satheran 

0814000401800800 

0.08 

0.08 

- 

0.08 

- 

0.08 

0.04 

0.23 

0.01 

- 

- 

- 

- 

- 

0.014 

0.092 

0.009 

0.083 

- 

- 

Safe 



0.08 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.001 

0.009 

- 

- 

Safe 

Sedau 

0814000301786200 

0.08 

0.01 

(90.50) 

0.01 

- 

0.01 

0.02 

0.12 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.008 

0.004 

49.04 

Safe 



0.10 

0.03 

(97.53) 

0.03 

- 

0.03 

0.03 

0.22 

0.01 

- 

- 

- 

- 

- 

0.006 

0.032 

0.002 

0.030 

0.007 

22.36 

Safe 

Seelwa 

0803000500556200 

0.08 

0.31 

(69.06) 

0.25 

- 

0.25 

0.05 

0.31 

0.05 

- 

- 

- 

- 

- 

0.054 

0.302 

0.015 

0.287 

0.086 

30.12 

Safe 

Seengar 

0814000401806700 

0.08 

0.60 

- 

0.60 

- 

0.60 

0.05 

0.31 

0.11 

- 

- 

- 

- 

- 

0.109 

0.707 

0.071 

0.636 

0.055 

8.64 

Safe 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Seenwa 

0814000101765300 

0.10 

0.02 

421.90 

0.02 

- 

0.02 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.003 

0.023 

0.001 

0.022 

0.039 

178.73 

Over Exploited 



0.16 

0.00 

12,726.86 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.08 

0.33 

(56.69) 

0.26 

- 

0.26 

0.04 

0.26 

0.05 

- 

- 

- 

- 

- 

0.052 

0.313 

0.016 

0.297 

0.152 

51.10 

Safe 

Sekhasar 

0803000500556700 

0.08 

0.04 

67.76 

0.05 

- 

0.05 

0.02 

0.11 

0.01 

- 

- 

- 

- 

- 

0.008 

0.061 

0.003 

0.058 

0.096 

165.82 

Over Exploited 

SEWRI 

0814000401799200 

0.08 

0.48 

- 

0.48 

- 

0.48 

0.05 

0.31 

0.09 

- 

- 

- 

- 

- 

0.086 

0.567 

0.057 

0.511 

0.022 

4.31 

Safe 

Sheelgaon 

0814000401814000 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Sherani Abad 

0814000201778600 

0.08 

0.08 

- 

0.08 

- 

0.08 

0.02 

0.19 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.098 

0.010 

0.088 

0.210 

238.32 

Over Exploited 



0.10 

0.06 

- 

0.06 

- 

0.06 

0.02 

0.15 

0.01 

- 

- 

- 

- 

- 

0.008 

0.069 

0.007 

0.062 

0.134 

216.02 

Over Exploited 



0.10 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.006 

0.031 

544.85 

Over Exploited 

Shivnagar 

0814000301797100 

0.15 

0.10 

- 

0.10 

0.01 

0.11 

0.05 

0.42 

0.01 

0.0200 

- 

- 

- 

0.020 

0.033 

0.139 

0.014 

0.125 

0.637 

508.29 

Over Exploited 

Shivpura 

0814000401807000 

0.08 

0.11 

(73.97) 

0.09 

- 

0.09 

0.05 

0.30 

0.02 

- 

- 

- 

- 

- 

0.020 

0.106 

0.005 

0.100 

- 

- 

Safe 



0.08 

0.00 

226.46 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Shri Rampura 

0803000500558500 

0.10 

0.11 

- 

0.11 

0.01 

0.12 

0.05 

0.31 

0.02 

0.0200 

- 

- 

- 

0.020 

0.041 

0.159 

0.016 

0.143 

0.454 

316.91 

Over Exploited 

Shribalaji 

0814000401800200 

0.08 

0.35 

(66.28) 

0.28 

- 

0.28 

0.05 

0.31 

0.06 

0.0100 

- 

- 

- 

0.010 

0.072 

0.355 

0.018 

0.337 

0.286 

84.76 

Semi Critical 

Shyamsar 

0814000401798700 

0.15 

0.46 

- 

0.46 

- 

0.46 

0.03 

0.19 

0.09 

0.0100 

- 

- 

- 

0.010 

0.097 

0.561 

0.056 

0.505 

0.222 

43.99 

Safe 



0.08 

0.09 

- 

0.09 

- 

0.09 

0.02 

0.12 

0.02 

0.0100 

- 

- 

- 

0.010 

0.028 

0.121 

0.012 

0.109 

0.308 

282.00 

Over Exploited 

Sikrali 

0814000101764300 

0.10 

0.06 

- 

0.06 

- 

0.06 

0.02 

0.17 

0.01 

- 

- 

- 

- 

- 

0.010 

0.070 

0.007 

0.063 

0.107 

171.41 

Over Exploited 



0.12 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.11 

0.01 

- 

- 

- 

- 

- 

0.005 

0.037 

0.004 

0.033 

0.056 

167.75 

Over Exploited 

Silanwad 

0814000101764700 

0.10 

1.77 

- 

1.77 

- 

1.77 

0.05 

0.40 

0.28 

0.0100 

- 

- 

- 

0.010 

0.288 

2.057 

0.206 

1.851 

0.456 

24.66 

Safe 

Silariya 

0814000301796900 

0.15 

0.50 

- 

0.50 

0.02 

0.52 

0.05 

0.42 

0.07 

0.0600 

- 

- 

- 

0.060 

0.127 

0.649 

0.065 

0.584 

1.631 

279.04 

Over Exploited 

Sindhlas 

0814000701846300 

0.10 

0.66 

- 

0.66 

- 

0.66 

0.05 

0.42 

0.09 

- 

- 

- 

- 

- 

0.086 

0.747 

0.075 

0.672 

0.155 

23.05 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Singhani 

0814000401808300 

6.779 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

6.779 

1.31 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.22 

0.00 

0.000 

0.28 

0.45 


Sinod 

0814000401812900 

23.190 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

23.190 

-0.24 

0.070 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.000 

0.28 

0.44 


Sirsala 

0814000601831600 

13.032 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

1.960 

-1.16 

0.060 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.001 

0.06 

0.08 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

1.066 

-1.16 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.000 

0.03 

0.04 


Soliyana 

0814000401811600 

13.852 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

13.852 

-1.25 

0.030 

0.30 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.18 

0.000 

0.33 

0.51 


Somalsar 

0803000500554000 

20.626 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.311 

0.08 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.00 

0.01 


Somra 

0814000301788100 

34.829 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

34.829 

0.05 

0.070 

0.68 

0.10 

0.00 

0.00 

0.00 

0.70 

0.45 

2.56 

0.134 

0.33 

0.51 


Soneli 

0814000301788200 

27.711 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

27.711 

0.05 

0.070 

0.04 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.00 

0.107 

0.33 

0.52 


Soniyasar Godaran 

0803000800641400 

12.365 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

3.788 

-0.19 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.009 

0.10 

0.15 







Non-command 

Vindhyan Sandstone 

7.582 

-0.19 

0.040 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.019 

0.19 

0.30 


Soniyasar Gogaliyan 

0803000800641600 

12.206 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

2.196 

-0.19 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.005 

0.06 

0.09 







Non-command 

Vindhyan Sandstone 

10.010 

-0.19 

0.040 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.025 

0.26 

0.40 


Soniyasar Mithiya 

0803000800641300 

7.507 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.452 

-0.21 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.001 

0.02 

0.03 







Non-command 

Vindhyan Sandstone 

1.936 

-0.21 

0.040 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.005 

0.08 

0.13 


Soniyasar Sheodansi 

0803000800641500 

2.134 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

1.518 

-0.18 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.004 

0.22 

0.34 







Non-command 

Vindhyan Sandstone 

0.616 

-0.18 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.09 

0.14 




11.547 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

11.547 

-0.18 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.028 

0.31 

0.48 


Soniyasar Sukhram 

0804000700652700 

5.515 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

5.515 

-0.18 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.021 

0.31 

0.48 


Soniyasar Udaikarna 

0804000700652600 

8.608 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

4.353 

-0.21 

0.060 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.017 

0.15 

0.24 







Non-command 

Vindhyan Sandstone 

4.022 

-0.21 

0.040 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.015 

0.14 

0.22 


Soniyasar Unchaira 

0803000800641700 

7.353 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.007 

-0.27 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Vindhyan Sandstone 

5.321 

-0.27 

0.040 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.013 

0.23 

0.35 


Subhashpura 

0814000401799400 

3.095 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

1.302 

0.04 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.11 

0.19 







Non-command 

Vindhyan Sandstone 

1.794 

0.04 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.15 

0.26 


Sukhwasi 

0814000401806600 

11.978 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.022 

-0.03 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Vindhyan Sandstone 

11.956 

-0.03 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.000 

0.26 

0.44 


Surajaniyawas 

0814000401809800 

12.143 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

12.143 

0.06 

0.070 

0.60 

0.03 

0.00 

0.00 

0.00 

0.62 

0.39 

2.41 

0.000 

0.33 

0.52 


Surana 

0814000401801600 

4.678 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

4.678 

-0.07 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.000 

0.26 

0.45 


Surjana 

0814000401800900 

10.054 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

10.054 

-0.22 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.26 

0.45 







Non-command 

Vindhyan Sandstone 

0.000 

-0.22 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Surpaliya 

0814000301785500 

22.439 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

7.907 

-0.03 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.031 

0.11 

0.17 







Non-command 

Older Alluvium 

14.532 

-0.03 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.056 

0.21 

0.31 


Suwadiya 

0814000301790600 

10.971 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

10.867 

0.26 

0.070 

0.03 

0.00 

0.00 

0.00 

0.00 

0.23 

0.15 

0.08 

0.042 

0.35 

0.53 







Non-command 

Vindhyan Sandstone 

0.104 

0.26 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Swaroopsar 

0803000500555800 

54.666 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.317 

0.36 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 







Non-command 

Vindhyan Sandstone 

14.318 

0.36 

0.040 

0.04 

0.00 

0.00 

0.00 

0.00 

0.24 

0.14 

0.10 

0.042 

0.07 

0.12 


Talniyau 

0814000301785400 

30.308 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

11.339 

-0.08 

0.070 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.044 

0.12 

0.18 







Non-command 

Older Alluvium 

18.970 

-0.08 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.073 

0.20 

0.30 


Tangla 

0814000301791600 

13.402 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

13.402 

0.37 

0.070 

0.04 

0.00 

0.00 

0.00 

0.00 

0.38 

0.25 

0.08 

0.052 

0.36 

0.55 


Tangli 

0814000301795200 

5.734 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

5.734 

0.35 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.00 

0.022 

0.36 

0.55 


Tankla 

0814000401813100 

39.184 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

1.876 

-0.42 

0.070 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.000 

0.01 

0.02 


Tant 

0803000500556000 

12.979 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

4.778 

0.40 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.00 

0.014 

0.10 

0.16 







Non-command 

Vindhyan Sandstone 

5.370 

0.40 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.00 

0.016 

0.11 

0.18 


Tanwara 

0814000301787500 

12.186 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

7.870 

-0.04 

0.070 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.030 

0.21 

0.33 





Saline 

Non-command 

Non-command 

Bilara Limestone 

4.316 

-0.04 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.017 

0.12 

0.18 


Tarnau 

0814000301794600 

28.201 

Fresh 

Non-command 

Non-command 

Older Alluvium 

26.221 

-0.54 

0.080 

0.43 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.60 

0.101 

0.34 

0.51 







Non-command 

Vindhyan Sandstone 

1.980 

-0.54 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.008 

0.03 

0.04 


Tatarwa 

0814000301797700 

1.650 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.650 

-0.82 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.37 

0.55 


Tatarwi 

0814000301797800 

2.365 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

2.365 

-0.89 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.009 

0.37 

0.55 


Tausar 

0814000401808600 

16.837 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

16.837 

1.79 

0.040 

0.31 

0.02 

0.00 

0.00 

0.00 

1.50 

0.93 

1.24 

0.000 

0.29 

0.46 


Teetari 

0814000401801400 

9.563 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

4.160 

0.18 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.000 

0.11 

0.20 







Non-command 

Vindhyan Sandstone 

5.403 

0.18 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.000 

0.15 

0.25 


Tejasar 

0814000301790300 

5.830 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

4.487 

0.25 

0.070 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.04 

0.017 

0.27 

0.42 







Non-command 

Vindhyan Sandstone 

1.343 

0.25 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.005 

0.08 

0.12 


Telap 

0804000700659500 

14.245 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

14.245 

-0.18 

0.080 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.66 

0.054 

0.33 

0.48 


Ten Desar 

0804000700652800 

53.148 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

4.884 

-0.29 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.019 

0.03 

0.04 







Non-command 

Vindhyan Sandstone 

48.264 

-0.29 

0.040 

0.36 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.18 

0.184 

0.28 

0.43 


Thakariyas 

0814000201767700 

12.093 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.245 

0.88 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.01 


Thalanjoo 

0814000401803300 

17.159 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

17.159 

-0.03 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.000 

0.26 

0.44 


Thawariya 

0803000500557800 

39.440 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.217 

-0.05 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.004 

0.01 

0.01 







Non-command 

Vindhyan Sandstone 

3.154 

-0.05 

0.040 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.009 

0.02 

0.03 


Thirod 

0814000401812300 

21.156 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

21.156 

-0.97 

0.030 

0.31 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.24 

0.000 

0.33 

0.50 


Tigariya 

0814000201768900 

1.340 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.183 

3.28 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.05 

0.07 


Tipani 

0814000101764400 

9.985 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

9.985 

0.00 

0.070 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.046 

0.34 

0.49 


Titri 

0814000101764900 

12.363 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

12.363 

-0.08 

0.070 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.057 

0.35 

0.54 


Toki 

0814000101758100 

7.831 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

7.831 

-0.21 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.036 

0.33 

0.47 


Ubasi 

0814000301797500 

13.567 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.651 

-1.23 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.05 

0.07 







Non-command 

Vindhyan Sandstone 

11.916 

-1.23 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.046 

0.33 

0.48 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Singhani 

0814000401808300 

0.08 

0.15 

44.53 

0.18 

- 

0.18 

0.05 

0.33 

0.03 

- 

- 

- 

- 

- 

0.026 

0.209 

0.010 

0.198 

- 

- 

Safe 

Sinod 

0814000401812900 

0.08 

0.52 

- 

0.52 

0.00 

0.52 

0.05 

0.33 

0.09 

- 

- 

- 

0.005 

0.005 

0.091 

0.613 

0.061 

0.552 

0.066 

11.97 

Safe 

Sirsala 

0814000601831600 

0.10 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.022 

0.002 

0.020 

0.364 

1,803.60 

Over Exploited 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.003 

0.132 

4,006.98 

Over Exploited 

Soliyana 

0814000401811600 

0.08 

0.37 

- 

0.37 

0.01 

0.38 

0.05 

0.38 

0.05 

0.0400 

- 

- 

0.003 

0.043 

0.095 

0.475 

0.047 

0.427 

1.180 

276.24 

Over Exploited 

Somalsar 

0803000500554000 

0.08 

0.00 

6,419.87 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.023 

17,811.95 

Over Exploited 

Somra 

0814000301788100 

0.08 

0.91 

(50.74) 

0.72 

0.10 

0.82 

0.05 

0.38 

0.14 

0.2900 

- 

- 

- 

0.290 

0.431 

1.256 

0.063 

1.193 

2.696 

225.95 

Over Exploited 

Soneli 

0814000301788200 

0.08 

0.74 

(87.32) 

0.59 

- 

0.59 

0.05 

0.38 

0.11 

- 

- 

- 

- 

- 

0.113 

0.701 

0.035 

0.666 

0.107 

16.04 

Safe 

Soniyasar Godaran 

0803000800641400 

0.08 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.11 

0.01 

0.0100 

- 

- 

- 

0.010 

0.015 

0.044 

0.004 

0.040 

0.156 

394.50 

Over Exploited 



0.06 

0.09 

- 

0.09 

- 

0.09 

0.03 

0.22 

0.02 

0.0100 

- 

- 

- 

0.010 

0.025 

0.112 

0.011 

0.101 

0.312 

308.46 

Over Exploited 

Soniyasar Gogaliyan 

0803000800641600 

0.10 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.002 

0.015 

0.001 

0.013 

0.101 

762.04 

Over Exploited 



0.06 

0.16 

- 

0.16 

0.01 

0.17 

0.04 

0.31 

0.03 

0.0200 

- 

- 

- 

0.020 

0.047 

0.214 

0.021 

0.193 

0.453 

234.55 

Over Exploited 

Soniyasar Mithiya 

0803000800641300 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.037 

5,055.15 

Over Exploited 



0.06 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.021 

0.002 

0.019 

0.161 

842.06 

Over Exploited 

Soniyasar Sheodansi 

0803000800641500 

0.10 

0.03 

- 

0.03 

- 

0.03 

0.04 

0.26 

0.01 

- 

- 

- 

- 

- 

0.006 

0.040 

0.004 

0.036 

0.014 

38.23 

Safe 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.02 

0.11 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.002 

42.54 

Safe 



0.06 

0.22 

- 

0.22 

- 

0.22 

0.05 

0.37 

0.04 

- 

- 

- 

- 

- 

0.038 

0.256 

0.026 

0.230 

0.127 

55.29 

Safe 

Soniyasar Sukhram 

0804000700652700 

0.12 

0.20 

- 

0.20 

- 

0.20 

0.05 

0.36 

0.04 

- 

- 

- 

- 

- 

0.036 

0.240 

0.024 

0.216 

0.069 

31.94 

Safe 

Soniyasar Udaikarna 

0804000700652600 

0.10 

0.07 

- 

0.07 

- 

0.07 

0.03 

0.18 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.089 

0.009 

0.080 

0.193 

241.58 

Over Exploited 



0.12 

0.07 

- 

0.07 

- 

0.07 

0.03 

0.17 

0.01 

- 

- 

- 

- 

- 

0.012 

0.081 

0.008 

0.072 

0.135 

186.75 

Over Exploited 

Soniyasar Unchaira 

0803000800641700 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.07 

- 

0.07 

- 

0.07 

0.04 

0.27 

0.01 

0.0100 

- 

- 

- 

0.010 

0.023 

0.098 

0.010 

0.088 

0.340 

387.19 

Over Exploited 

Subhashpura 

0814000401799400 

0.08 

0.01 

(79.89) 

0.01 

- 

0.01 

0.02 

0.13 

0.00 

- 

- 

- 

- 

- 

0.002 

0.011 

0.001 

0.011 

- 

- 

Safe 



0.08 

0.02 

(91.25) 

0.02 

- 

0.02 

0.03 

0.18 

0.00 

- 

- 

- 

- 

- 

0.004 

0.021 

0.001 

0.020 

- 

- 

Safe 

Sukhwasi 

0814000401806600 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.08 

0.25 

- 

0.25 

0.00 

0.25 

0.05 

0.31 

0.05 

0.0100 

- 

- 

0.001 

0.011 

0.057 

0.308 

0.031 

0.277 

0.138 

49.73 

Safe 

Surajaniyawas 

0814000401809800 

0.08 

0.32 

24.06 

0.38 

0.03 

0.41 

0.05 

0.38 

0.05 

0.0900 

- 

- 

0.001 

0.091 

0.140 

0.549 

0.027 

0.522 

2.409 

461.51 

Over Exploited 

Surana 

0814000401801600 

0.08 

0.10 

- 

0.10 

- 

0.10 

0.05 

0.31 

0.02 

0.0100 

- 

- 

- 

0.010 

0.029 

0.128 

0.013 

0.115 

0.066 

57.44 

Safe 

Surjana 

0814000401800900 

0.08 

0.21 

- 

0.21 

- 

0.21 

0.05 

0.31 

0.04 

- 

- 

- 

- 

- 

0.038 

0.248 

0.025 

0.224 

- 

- 

Safe 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Surpaliya 

0814000301785500 

0.08 

0.07 

- 

0.07 

- 

0.07 

0.02 

0.13 

0.01 

- 

- 

- 

- 

- 

0.012 

0.084 

0.008 

0.076 

0.031 

40.36 

Safe 



0.15 

0.46 

- 

0.46 

- 

0.46 

0.03 

0.24 

0.08 

- 

- 

- 

- 

- 

0.076 

0.532 

0.053 

0.479 

0.098 

20.49 

Safe 

Suwadiya 

0814000301790600 

0.08 

0.31 

(50.87) 

0.24 

- 

0.24 

0.05 

0.40 

0.04 

- 

- 

- 

- 

- 

0.043 

0.287 

0.014 

0.273 

0.126 

46.15 

Safe 



0.10 

0.00 

1,902.66 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Swaroopsar 

0803000500555800 

0.08 

0.00 

5,145.24 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.08 

0.08 

83.52 

0.09 

- 

0.09 

0.01 

0.08 

0.01 

- 

- 

- 

- 

- 

0.014 

0.108 

0.005 

0.102 

0.143 

140.00 

Over Exploited 

Talniyau 

0814000301785400 

0.08 

0.11 

- 

0.11 

- 

0.11 

0.02 

0.14 

0.02 

- 

- 

- 

- 

- 

0.018 

0.127 

0.013 

0.114 

0.086 

75.20 

Semi Critical 



0.15 

0.57 

- 

0.57 

- 

0.57 

0.03 

0.23 

0.10 

- 

- 

- 

- 

- 

0.096 

0.665 

0.066 

0.598 

0.115 

19.25 

Safe 

Tangla 

0814000301791600 

0.08 

0.39 

(34.42) 

0.31 

- 

0.31 

0.05 

0.41 

0.05 

- 

- 

- 

- 

- 

0.053 

0.361 

0.018 

0.343 

0.136 

39.52 

Safe 

Tangli 

0814000301795200 

0.08 

0.17 

(40.66) 

0.13 

- 

0.13 

0.05 

0.41 

0.02 

- 

- 

- 

- 

- 

0.023 

0.155 

0.008 

0.148 

0.022 

14.99 

Safe 

Tankla 

0814000401813100 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.066 

3,163.79 

Over Exploited 

Tant 

0803000500556000 

0.08 

0.04 

(7.54) 

0.03 

- 

0.03 

0.02 

0.11 

0.01 

- 

- 

- 

- 

- 

0.007 

0.041 

0.002 

0.039 

0.014 

36.60 

Safe 



0.08 

0.05 

22.10 

0.06 

- 

0.06 

0.02 

0.13 

0.01 

- 

- 

- 

- 

- 

0.008 

0.064 

0.003 

0.061 

0.016 

26.07 

Safe 

Tanwara 

0814000301787500 

0.08 

0.13 

- 

0.13 

- 

0.13 

0.03 

0.25 

0.02 

- 

- 

- 

- 

- 

0.022 

0.156 

0.016 

0.140 

0.072 

51.63 

Safe 



0.08 

0.04 

- 

0.04 

- 

0.04 

0.02 

0.14 

0.01 

- 

- 

- 

- 

- 

0.006 

0.047 

0.005 

0.042 

0.017 

39.50 

Safe 

Tarnau 

0814000301794600 

0.15 

1.35 

- 

1.35 

0.02 

1.37 

0.05 

0.39 

0.18 

0.0600 

- 

- 

0.001 

0.061 

0.243 

1.608 

0.161 

1.448 

1.697 

117.24 

Over Exploited 



0.10 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.005 

0.098 

1,868.81 

Over Exploited 

Tatarwa 

0814000301797700 

0.10 

0.06 

- 

0.06 

- 

0.06 

0.05 

0.42 

0.01 

- 

- 

- 

- 

- 

0.008 

0.070 

0.007 

0.063 

0.006 

10.15 

Safe 

Tatarwi 

0814000301797800 

0.10 

0.09 

- 

0.09 

- 

0.09 

0.05 

0.42 

0.01 

- 

- 

- 

- 

- 

0.012 

0.100 

0.010 

0.090 

0.039 

43.48 

Safe 

Tausar 

0814000401808600 

0.08 

0.39 

141.65 

0.46 

0.02 

0.48 

0.05 

0.33 

0.07 

0.0500 

- 

- 

0.003 

0.053 

0.119 

0.603 

0.030 

0.573 

1.238 

216.08 

Over Exploited 

Teetari 

0814000401801400 

0.08 

0.04 

(17.42) 

0.03 

- 

0.03 

0.02 

0.14 

0.01 

- 

- 

- 

- 

- 

0.007 

0.039 

0.002 

0.037 

- 

- 

Safe 



0.08 

0.06 

(63.62) 

0.05 

- 

0.05 

0.03 

0.18 

0.01 

- 

- 

- 

- 

- 

0.012 

0.063 

0.003 

0.060 

- 

- 

Safe 

Tejasar 

0814000301790300 

0.08 

0.10 

(33.82) 

0.08 

- 

0.08 

0.04 

0.31 

0.01 

- 

- 

- 

- 

- 

0.014 

0.092 

0.005 

0.087 

0.059 

68.08 

Safe 



0.10 

0.01 

(19.10) 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.002 

0.010 

0.001 

0.010 

0.005 

52.62 

Safe 

Telap 

0804000700659500 

0.10 

0.47 

- 

0.47 

0.01 

0.48 

0.05 

0.39 

0.08 

0.0200 

- 

- 

- 

0.020 

0.098 

0.580 

0.058 

0.522 

0.716 

137.13 

Over Exploited 

Ten Desar 

0804000700652800 

0.10 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.026 

0.003 

0.024 

0.163 

688.98 

Over Exploited 



0.12 

1.62 

- 

1.62 

0.01 

1.63 

0.05 

0.33 

0.29 

0.0400 

- 

- 

- 

0.040 

0.325 

1.951 

0.195 

1.756 

1.366 

77.77 

Semi Critical 

Thakariyas 

0814000201767700 

0.07 

0.00 

1,756.63 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

1,023.10 

Over Exploited 

Thalanjoo 

0814000401803300 

0.08 

0.36 

- 

0.36 

- 

0.36 

0.05 

0.31 

0.07 

- 

- 

- 

- 

- 

0.065 

0.423 

0.042 

0.381 

0.044 

11.55 

Safe 

Thawariya 

0803000500557800 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.062 

6,008.10 

Over Exploited 



0.08 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.016 

0.002 

0.015 

0.200 

1,380.53 

Over Exploited 

Thirod 

0814000401812300 

0.08 

0.56 

- 

0.56 

0.02 

0.58 

0.05 

0.38 

0.08 

0.0500 

- 

- 

- 

0.050 

0.129 

0.705 

0.071 

0.635 

1.240 

195.30 

Over Exploited 

Tigariya 

0814000201768900 

0.07 

0.00 

889.52 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

149.88 

Over Exploited 

Tipani 

0814000101764400 

0.10 

0.34 

- 

0.34 

- 

0.34 

0.05 

0.39 

0.05 

- 

- 

- 

- 

- 

0.055 

0.391 

0.039 

0.352 

0.134 

37.99 

Safe 

Titri 

0814000101764900 

0.10 

0.44 

- 

0.44 

- 

0.44 

0.05 

0.41 

0.07 

0.0100 

- 

- 

- 

0.010 

0.076 

0.511 

0.051 

0.460 

0.277 

60.16 

Safe 

Toki 

0814000101758100 

0.12 

0.31 

- 

0.31 

- 

0.31 

0.05 

0.39 

0.05 

- 

- 

- 

- 

- 

0.052 

0.364 

0.036 

0.328 

0.065 

19.80 

Safe 

Ubasi 

0814000301797500 

0.15 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.013 

0.001 

0.011 

0.006 

55.60 

Safe 



0.10 

0.39 

- 

0.39 

- 

0.39 

0.04 

0.37 

0.05 

- 

- 

- 

- 

- 

0.052 

0.442 

0.044 

0.398 

0.076 

19.09 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Udwala 

080400070065790C 

27.619 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.934 

-0.53 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.004 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Bilara Limestone 

22.418 

-0.53 

0.080 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.085 

0.27 

0.39 







Non-command 

Phyllite & Schist 

4.268 

-0.53 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.016 

0.05 

0.07 


Unchaira 

0814000301794300 

14.346 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

14.346 

-0.61 

0.040 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.055 

0.37 

0.55 


Untalad 

0804000700654200 

30.354 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

28.916 

-0.29 

0.080 

0.50 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.84 

0.110 

0.31 

0.46 







Non-command 

Vindhyan Sandstone 

1.437 

-0.29 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.005 

0.02 

0.02 


Untwaliya 

0814000401801200 

31.751 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

25.033 

0.28 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.49 

0.29 

0.00 

0.000 

0.21 

0.35 





Saline 

Non-command 

Non-command 

Bilara Limestone 

6.718 

0.28 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.00 

0.000 

0.06 

0.09 

16005038 

Abhainagar 

0816000102044800 

15.361 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

15.361 

-0.36 

0.030 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.007 

0.17 

0.29 


Achalpura 

0816000202058300 

26.684 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.008 

0.76 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Achla 

0816000302067800 

45.269 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.386 

0.35 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 







Non-command 

Jurassic Sandstone 

25.239 

0.35 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.19 

0.00 

0.008 

0.10 

0.19 





Saline 

Non-command 

Non-command 

Jalore Granite 

17.145 

0.35 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.06 

0.00 

0.006 

0.07 

0.13 







Non-command 

Jurassic Sandstone 

1.499 

0.35 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.01 

0.01 


Ainta 

0816000102023800 

115.997 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

115.997 

-0.28 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.055 

0.17 

0.29 


Ajasar 

0816000202048600 

41.715 

Fresh 

IGNP Canal System Stage II 

Command 

Jurassic Sandstone 

23.259 

-0.31 

0.030 

0.00 

0.00 

0.03 

0.04 

0.00 

0.00 

0.00 

0.00 

0.011 

0.11 

0.18 






Non-command 

Non-command 

Jurassic Sandstone 

18.456 

-0.31 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.009 

0.09 

0.14 


Akal 

0816000102044300 

59.924 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

59.924 

-0.41 

0.030 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.76 

0.029 

0.17 

0.29 


Amar Sagar 

0816000102036700 

14.148 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

0.273 

-0.24 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Amarpura 

0816000302068600 

17.111 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

17.111 

-0.11 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.006 

0.18 

0.32 


Amarsar 

0816000202058600 

50.329 

Fresh 

Non-command 

Non-command 

Jalore Granite 

2.669 

0.83 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.002 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Jalore Granite 

29.804 

0.83 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.13 

0.00 

0.026 

0.11 

0.22 


Arjanhar 

0816000102038000 

44.388 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

44.388 

0.01 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.021 

0.18 

0.31 


Asayach 

0816000102044600 

28.704 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

28.704 

-0.07 

0.030 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.014 

0.17 

0.29 


Askandra 

0816000202048400 

116.675 

Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

7.440 

0.01 

0.060 

0.00 

0.00 

0.01 

0.01 

0.00 

-0.02 

-0.01 

0.00 

0.004 

0.01 

0.02 


Badhan 

0816000302069900 

9.864 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

9.861 

0.05 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.003 

0.17 

0.29 


Badoda-Gaon 

0816000102044700 

65.367 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

65.367 

-0.56 

0.030 

0.37 

0.02 

0.00 

0.00 

0.01 

0.00 

0.00 

1.45 

0.031 

0.17 

0.29 


Baiteena 

0816000202058400 

28.686 

Fresh 

Non-command 

Non-command 

Jalore Granite 

5.359 

1.52 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.00 

0.005 

0.04 

0.07 







Non-command 

Jurassic Sandstone 

10.230 

1.52 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.47 

0.25 

0.00 

0.009 

0.07 

0.13 





Saline 

Non-command 

Non-command 

Jalore Granite 

11.730 

1.52 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.10 

0.00 

0.010 

0.08 

0.15 







Non-command 

Jurassic Sandstone 

0.207 

1.52 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Balana 

0816000102023200 

271.411 

Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

1.562 

0.45 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.001 

0.00 

0.00 






Non-command 

Non-command 

Jurassic Sandstone 

111.527 

0.45 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

1.51 

0.90 

0.02 

0.053 

0.07 

0.12 







Non-command 

Tertiary Sandstone 

157.358 

0.45 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

4.25 

2.52 

0.01 

0.075 

0.10 

0.18 


Bardana 

0816000202049300 

28.158 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

17.836 

0.45 

0.030 

0.22 

0.01 

0.00 

0.00 

0.00 

0.45 

0.28 

0.86 

0.016 

0.12 

0.20 







Non-command 

Vindhyan Sandstone 

10.322 

0.45 

0.020 

0.09 

0.00 

0.00 

0.00 

0.00 

0.18 

0.11 

0.36 

0.009 

0.07 

0.12 


Basanpeer (Jooni) 

0816000102039600 

40.901 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

40.901 

-0.20 

0.030 

0.02 

0.00 

0.00 

0.00 

0.02 

0.00 

0.00 

0.04 

0.020 

0.17 

0.29 


Basanpeer (Southern) 

0816000102039700 

27.716 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

27.716 

-0.18 

0.030 

0.21 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.84 

0.013 

0.17 

0.29 


Bhadriya 

0816000202049000 

182.964 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

145.264 

-0.32 

0.030 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.129 

0.15 

0.25 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

37.700 

-0.32 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.033 

0.04 

0.07 


Bhagoo Ka Gaon 

0816000102039000 

46.275 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

46.275 

-0.26 

0.030 

0.41 

0.02 

0.00 

0.00 

0.02 

0.00 

0.00 

1.62 

0.022 

0.17 

0.29 


Bhainsara 

0816000202058500 

46.891 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

1.259 

1.08 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.001 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Jalore Granite 

23.696 

1.08 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.27 

0.14 

0.01 

0.021 

0.10 

0.19 







Non-command 

Jurassic Sandstone 

1.754 

1.08 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.00 

0.002 

0.01 

0.01 


Bhairwa 

0816000102038600 

62.088 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

62.088 

-1.54 

0.030 

1.95 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

7.75 

0.030 

0.17 

0.29 


Bhelani 

0816000302073200 

40.949 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

32.805 

0.08 

0.040 

0.02 

0.00 

0.00 

0.00 

0.01 

0.11 

0.06 

0.07 

0.011 

0.15 

0.28 


Bhikasar 

0816000302068300 

35.725 

Fresh 

Non-command 

Non-command 

Jalore Granite 

3.083 

0.60 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.001 

0.02 

0.03 







Non-command 

Jurassic Sandstone 

30.936 

0.60 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.75 

0.39 

0.02 

0.010 

0.16 

0.31 


Bhimsar 

0816000302067500 

40.393 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

40.393 

-0.13 

0.040 

0.78 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

3.12 

0.013 

0.18 

0.31 


Bhiyan 

0816000102040200 

15.092 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

15.092 

0.36 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.10 

0.00 

0.007 

0.17 

0.29 


Bhojasar 

0816000102039200 

28.841 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

1.378 

-0.15 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

27.463 

-0.15 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.013 

0.16 

0.27 


Bhojka 

0816000102038900 

16.822 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

16.822 

-0.42 

0.030 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.62 

0.008 

0.17 

0.29 


Bhoo 

0816000102044000 

30.870 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

30.870 

0.07 

0.030 

0.06 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.22 

0.015 

0.17 

0.29 


Bhopa 

0816000302068500 

27.540 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

27.540 

-0.09 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.009 

0.18 

0.32 



0816000302069800 

23.310 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

23.310 

0.05 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.011 

0.17 

0.29 


Bola 

0816000302068800 

12.858 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

12.858 

-0.13 

0.040 

0.01 

0.00 

0.00 

0.00 

0.02 

0.00 

0.00 

0.05 

0.004 

0.17 

0.30 


Chahdoo 

0816000102037300 

37.701 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

30.411 

0.00 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.015 

0.14 

0.23 


Chanani 

0816000202051300 

68.917 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.290 

0.45 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Jurassic Sandstone 

3.477 

0.45 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.003 

0.01 

0.02 







Non-command 

Vindhyan Sandstone 

4.701 

0.45 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.004 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Jalore Granite 

19.704 

0.45 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.00 

0.017 

0.06 

0.09 







Non-command 

Jurassic Sandstone 

5.045 

0.45 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.004 

0.01 

0.02 







Non-command 

Vindhyan Sandstone 

16.195 

0.45 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.00 

0.014 

0.05 

0.08 


Chandhan 

0816000102037600 

126.534 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

24.944 

-0.28 

0.030 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.012 

0.03 

0.06 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

101.591 

-0.28 

0.030 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.72 

0.049 

0.14 

0.24 


Chandsar 

0816000202048800 

18.719 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

17.898 

-0.50 

0.030 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.016 

0.19 

0.30 







Non-command 

Vindhyan Sandstone 

0.821 

-0.50 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Udwala 

0804000700657900 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.026 

2,318.47 

Over Exploited 



0.10 

0.61 

- 

0.61 

0.01 

0.62 

0.04 

0.31 

0.10 

0.0200 

- 

- 

- 

0.020 

0.120 

0.736 

0.074 

0.662 

0.487 

73.57 

Semi Critical 



0.07 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.003 

0.018 

0.002 

0.016 

0.063 

392.36 

Over Exploited 

Unchaira 

0814000301794300 

0.10 

0.53 

- 

0.53 

- 

0.53 

0.05 

0.42 

0.07 

0.0100 

- 

- 

- 

0.010 

0.081 

0.612 

0.061 

0.550 

0.205 

37.30 

Safe 

Untalad 

0804000700654200 

0.10 

0.90 

- 

0.90 

0.02 

0.92 

0.05 

0.36 

0.15 

0.0700 

- 

- 

- 

0.070 

0.220 

1.141 

0.114 

1.027 

1.946 

189.53 

Over Exploited 



0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.083 

2,976.42 

Over Exploited 

Untwaliya 

0814000401801200 

0.08 

0.41 

(30.83) 

0.33 

- 

0.33 

0.04 

0.24 

0.08 

- 

- 

- 

- 

- 

0.075 

0.406 

0.020 

0.385 

- 

- 

Safe 



0.08 

0.03 

157.76 

0.04 

- 

0.04 

0.01 

0.07 

0.01 

- 

- 

- 

- 

- 

0.005 

0.041 

0.002 

0.039 

- 

- 

Safe 

Abhainagar 

0816000102044800 

0.04 

0.10 

- 

0.10 

0.01 

0.11 

0.03 

0.20 

0.02 

0.0200 

- 

- 

- 

0.020 

0.038 

0.153 

0.015 

0.137 

0.463 

337.47 

Over Exploited 

Achalpura 

0816000202058300 

0.02 

0.00 

961,199.64 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Achla 

0816000302067800 

0.03 

0.00 

2,523.64 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.07 

189.20 

0.08 

- 

0.08 

0.02 

0.12 

0.01 

- 

- 

- 

- 

- 

0.012 

0.091 

0.005 

0.086 

0.008 

9.71 

Safe 



0.03 

0.03 

112.75 

0.04 

- 

0.04 

0.01 

0.08 

0.01 

- 

- 

- 

- 

- 

0.005 

0.042 

0.002 

0.040 

0.006 

14.30 

Safe 



0.03 

0.00 

4,772.74 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ainta 

0816000102023800 

0.04 

0.80 

- 

0.80 

- 

0.80 

0.03 

0.20 

0.14 

- 

- 

- 

- 

- 

0.141 

0.938 

0.094 

0.844 

0.055 

6.56 

Safe 

Ajasar 

0816000202048600 

0.04 

0.10 

- 

0.10 

0.08 

0.18 

0.02 

0.13 

0.02 

- 

0.0447 

0.0632 

- 

0.108 

0.126 

0.303 

0.030 

0.272 

0.011 

4.08 

Safe 



0.04 

0.06 

- 

0.06 

- 

0.06 

0.02 

0.10 

0.01 

- 

- 

- 

- 

- 

0.012 

0.074 

0.007 

0.067 

0.009 

13.16 

Safe 

Akal 

0816000102044300 

0.04 

0.41 

- 

0.41 

0.01 

0.42 

0.03 

0.20 

0.07 

0.0300 

- 

- 

0.001 

0.031 

0.103 

0.519 

0.052 

0.467 

0.791 

169.14 

Over Exploited 

Amar Sagar 

0816000102036700 

0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Amarpura 

0816000302068600 

0.03 

0.08 

- 

0.08 

- 

0.08 

0.03 

0.21 

0.01 

- 

- 

- 

- 

- 

0.014 

0.090 

0.009 

0.081 

0.030 

36.65 

Safe 

Amarsar 

0816000202058600 

0.02 

0.00 

1,999.92 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

331.73 

Over Exploited 



0.02 

0.07 

95.65 

0.08 

- 

0.08 

0.02 

0.13 

0.01 

- 

- 

- 

- 

- 

0.012 

0.094 

0.005 

0.089 

0.026 

29.71 

Safe 

Arjanhar 

0816000102038000 

0.04 

0.32 

(94.68) 

0.26 

- 

0.26 

0.03 

0.21 

0.06 

- 

- 

- 

- 

- 

0.057 

0.314 

0.016 

0.298 

0.021 

7.11 

Safe 

Asayach 

0816000102044600 

0.04 

0.19 

- 

0.19 

- 

0.19 

0.03 

0.20 

0.03 

0.0100 

- 

- 

- 

0.010 

0.044 

0.239 

0.024 

0.215 

0.290 

134.65 

Over Exploited 

Askandra 

0816000202048400 

0.05 

0.00 

(392.32) 

0.00 

0.02 

0.03 

0.00 

0.01 

0.00 

- 

0.0143 

0.0202 

- 

0.035 

0.035 

0.064 

0.003 

0.060 

0.004 

5.89 

Safe 

Badhan 

0816000302069900 

0.03 

0.04 

(59.22) 

0.03 

- 

0.03 

0.03 

0.20 

0.01 

- 

- 

- 

- 

- 

0.007 

0.041 

0.002 

0.039 

0.021 

54.65 

Safe 

Badoda-Gaon 

0816000102044700 

0.04 

0.44 

- 

0.44 

0.03 

0.47 

0.03 

0.20 

0.08 

0.0500 

- 

- 

0.011 

0.061 

0.140 

0.612 

0.061 

0.551 

1.483 

269.11 

Over Exploited 

Baiteena 

0816000202058400 

0.02 

0.00 

1,030.32 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.005 

93.46 

Critical 



0.04 

0.03 

788.79 

0.03 

- 

0.03 

0.01 

0.08 

0.01 

- 

- 

- 

- 

- 

0.005 

0.039 

0.002 

0.037 

0.009 

24.48 

Safe 



0.02 

0.02 

416.93 

0.02 

- 

0.02 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.003 

0.026 

0.001 

0.024 

0.010 

42.70 

Safe 



0.04 

0.00 

44,049.77 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Balana 

0816000102023200 

0.05 

0.00 

26,848.64 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

- 

0.0030 

0.0042 

- 

0.007 

0.007 

0.012 

0.001 

0.012 

0.001 

6.31 

Safe 



0.04 

0.33 

171.87 

0.40 

0.00 

0.40 

0.01 

0.09 

0.06 

- 

- 

- 

0.001 

0.001 

0.060 

0.457 

0.023 

0.434 

0.077 

17.80 

Safe 



0.05 

0.82 

206.58 

0.99 

- 

0.99 

0.02 

0.12 

0.15 

- 

- 

- 

- 

- 

0.146 

1.132 

0.057 

1.075 

0.087 

8.11 

Safe 

Bardana 

0816000202049300 

0.04 

0.09 

215.68 

0.11 

0.01 

0.12 

0.02 

0.15 

0.02 

0.0300 

- 

- 

- 

0.030 

0.046 

0.161 

0.008 

0.153 

0.874 

570.49 

Over Exploited 



0.03 

0.02 

410.09 

0.03 

- 

0.03 

0.01 

0.08 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.040 

0.002 

0.038 

0.369 

960.64 

Over Exploited 

Basanpeer (Jooni) 

0816000102039600 

0.04 

0.28 

- 

0.28 

0.02 

0.30 

0.03 

0.20 

0.05 

- 

- 

- 

0.035 

0.035 

0.084 

0.384 

0.038 

0.346 

0.056 

16.05 

Safe 

Basanpeer (Southern) 

0816000102039700 

0.04 

0.19 

- 

0.19 

0.02 

0.21 

0.03 

0.20 

0.03 

0.0300 

- 

- 

0.015 

0.046 

0.079 

0.287 

0.029 

0.258 

0.853 

330.87 

Over Exploited 

Bhadriya 

0816000202049000 

0.04 

0.87 

- 

0.87 

- 

0.87 

0.03 

0.18 

0.15 

- 

- 

- 

- 

- 

0.154 

1.020 

0.102 

0.918 

0.207 

22.53 

Safe 



0.04 

0.06 

- 

0.06 

- 

0.06 

0.01 

0.05 

0.01 

- 

- 

- 

- 

- 

0.010 

0.069 

0.007 

0.062 

0.045 

73.49 

Semi Critical 

Bhagoo Ka Gaon 

0816000102039000 

0.04 

0.31 

- 

0.31 

0.04 

0.35 

0.03 

0.20 

0.06 

0.0600 

- 

- 

0.024 

0.085 

0.140 

0.490 

0.049 

0.441 

1.642 

372.07 

Over Exploited 

Bhainsara 

0816000202058500 

0.04 

0.00 

8,160.89 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

325.55 

Over Exploited 



0.02 

0.05 

203.73 

0.06 

- 

0.06 

0.02 

0.12 

0.01 

- 

- 

- 

- 

- 

0.008 

0.064 

0.003 

0.061 

0.032 

52.69 

Safe 



0.04 

0.00 

5,810.48 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

233.66 

Over Exploited 

Bhairwa 

0816000102038600 

0.04 

0.42 

- 

0.42 

0.10 

0.52 

0.03 

0.20 

0.08 

0.2900 

- 

- 

- 

0.290 

0.365 

0.890 

0.089 

0.801 

7.782 

971.49 

Over Exploited 

Bhelani 

0816000302073200 

0.03 

0.12 

(52.79) 

0.10 

0.01 

0.11 

0.03 

0.17 

0.02 

- 

- 

- 

0.017 

0.017 

0.040 

0.148 

0.007 

0.140 

0.083 

59.08 

Safe 

Bhikasar 

0816000302068300 

0.03 

0.00 

1,436.94 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.001 

62.46 

Safe 



0.03 

0.13 

210.27 

0.15 

- 

0.15 

0.03 

0.19 

0.02 

- 

- 

- 

- 

- 

0.023 

0.173 

0.009 

0.165 

0.034 

20.80 

Safe 

Bhimsar 

0816000302067500 

0.03 

0.18 

- 

0.18 

0.04 

0.22 

0.03 

0.21 

0.03 

0.1200 

- 

- 

0.000 

0.120 

0.152 

0.370 

0.037 

0.333 

3.133 

942.08 

Over Exploited 

Bhiyan 

0816000102040200 

0.04 

0.10 

(5.31) 

0.10 

- 

0.10 

0.03 

0.20 

0.02 

- 

- 

- 

- 

- 

0.018 

0.115 

0.006 

0.109 

0.007 

6.62 

Safe 

Bhojasar 

0816000102039200 

0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.001 

- 

Safe 



0.04 

0.18 

- 

0.18 

- 

0.18 

0.03 

0.19 

0.03 

- 

- 

- 

- 

- 

0.031 

0.209 

0.021 

0.188 

0.061 

32.55 

Safe 

Bhojka 

0816000102038900 

0.04 

0.11 

- 

0.11 

0.01 

0.13 

0.03 

0.20 

0.02 

0.0200 

- 

- 

0.001 

0.021 

0.041 

0.166 

0.017 

0.150 

0.626 

418.60 

Over Exploited 

Bhoo 

0816000102044000 

0.04 

0.21 

(64.79) 

0.17 

0.00 

0.17 

0.03 

0.20 

0.04 

0.0100 

- 

- 

0.003 

0.013 

0.050 

0.219 

0.011 

0.208 

0.231 

111.09 

Over Exploited 

Bhopa 

0816000302068500 

0.03 

0.12 

- 

0.12 

- 

0.12 

0.03 

0.21 

0.02 

- 

- 

- 

- 

- 

0.022 

0.145 

0.014 

0.130 

0.057 

43.80 

Safe 


0816000302069800 

0.04 

0.16 

(87.04) 

0.13 

0.00 

0.13 

0.03 

0.20 

0.03 

- 

- 

- 

0.002 

0.002 

0.030 

0.158 

0.008 

0.150 

0.011 

7.40 

Safe 

Bola 

0816000302068800 

0.03 

0.06 

- 

0.06 

0.02 

0.08 

0.03 

0.20 

0.01 

- 

- 

- 

0.033 

0.033 

0.043 

0.120 

0.012 

0.108 

0.052 

48.27 

Safe 

Chahdoo 

0816000102037300 

0.04 

0.17 

- 

0.17 

- 

0.17 

0.02 

0.16 

0.03 

- 

- 

- 

- 

- 

0.029 

0.196 

0.020 

0.176 

0.015 

8.25 

Safe 

Chanani 

0816000202051300 

0.02 

0.00 

16,937.60 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

1,948.15 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.003 

174.44 

Over Exploited 



0.03 

0.00 

1,243.11 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.004 

172.04 

Over Exploited 



0.02 

0.02 

168.00 

0.03 

- 

0.03 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.004 

0.030 

0.001 

0.028 

0.017 

61.56 

Safe 



0.04 

0.00 

1,311.56 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.004 

120.21 

Over Exploited 



0.03 

0.02 

290.79 

0.03 

- 

0.03 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.004 

0.030 

0.002 

0.029 

0.014 

49.93 

Safe 

Chandhan 

0816000102037600 

0.04 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.04 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.050 

0.005 

0.045 

0.258 

573.04 

Over Exploited 



0.04 

0.56 

- 

0.56 

0.01 

0.57 

0.02 

0.16 

0.10 

0.0300 

- 

- 

- 

0.030 

0.130 

0.704 

0.070 

0.633 

0.769 

121.36 

Over Exploited 

Chandsar 

0816000202048800 

0.04 

0.13 

- 

0.13 

- 

0.13 

0.03 

0.22 

0.02 

0.0100 

- 

- 

- 

0.010 

0.034 

0.167 

0.017 

0.150 

0.406 

270.25 

Over Exploited 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Cheecha 

081600030206920C 

7.693 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

0.552 

-0.06 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Chhayan-I 

081600020204940C 

55.633 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

26.565 

1.19 

0.020 

0.26 

0.01 

0.00 

0.00 

0.00 

0.88 

0.55 

1.02 

0.024 

0.09 

0.15 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

13.212 

1.19 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.37 

0.23 

0.18 

0.012 

0.05 

0.07 


Chhayan-li 

0816000202049500 

80.879 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

10.931 

0.59 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.17 

0.11 

0.15 

0.010 

0.03 

0.04 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

39.375 

0.59 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.53 

0.33 

0.18 

0.035 

0.09 

0.15 


Chhodiya 

0816000302068400 

54.487 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

23.293 

0.26 

0.040 

0.14 

0.01 

0.00 

0.00 

0.00 

0.37 

0.19 

0.54 

0.008 

0.08 

0.15 


Chhor 

0816000302067300 

72.937 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

72.937 

0.32 

0.040 

0.15 

0.01 

0.00 

0.00 

0.01 

1.07 

0.63 

0.58 

0.024 

0.17 

0.29 


Dabla 

0816000102040000 

25.595 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

25.595 

-0.04 

0.030 

0.66 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.62 

0.012 

0.17 

0.29 


Dangri 

0816000302073700 

49.819 

Fresh 

Non-command 

Non-command 

Jalore Granite 

9.813 

0.92 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.20 

0.10 

0.08 

0.003 

0.04 

0.07 







Non-command 

Jurassic Sandstone 

0.275 

0.92 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Jalore Granite 

2.399 

0.92 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.02 

0.001 

0.01 

0.02 


Darbariyon Ka Gaon 

0816000102039900 

9.360 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

9.360 

0.01 

0.030 

0.10 

0.01 

0.00 

0.00 

0.00 

0.09 

0.05 

0.40 

0.004 

0.17 

0.29 


Dawara 

0816000302067600 

86.440 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

86.440 

0.08 

0.040 

0.90 

0.04 

0.00 

0.00 

0.00 

1.15 

0.66 

3.55 

0.029 

0.18 

0.31 


Delasar 

0816000102038200 

123.763 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

123.763 

-0.07 

0.030 

2.76 

0.14 

0.00 

0.00 

0.00 

0.00 

0.00 

10.96 

0.059 

0.18 

0.31 


Deuga 

0816000102024000 

40.185 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

40.185 

0.15 

0.030 

0.01 

0.00 

0.00 

0.00 

0.68 

-0.50 

-0.29 

0.00 

0.019 

0.17 

0.29 


Devikot 

0816000302068700 

105.798 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

105.798 

-0.13 

0.040 

0.17 

0.01 

0.00 

0.00 

0.02 

0.00 

0.00 

0.65 

0.035 

0.17 

0.30 


Dewa 

0816000102024800 

86.320 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

0.001 

2.59 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dhandhiya @ Sadiya 

0816000102039800 

22.930 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

22.930 

0.00 

0.030 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.011 

0.17 

0.29 


Dhanwa 

0816000102044200 

8.725 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

8.725 

-0.09 

0.030 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.004 

0.17 

0.29 


Dhauwa 

0816000102040600 

14.360 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

11.280 

1.60 

0.030 

0.06 

0.00 

0.00 

0.00 

0.00 

0.60 

0.36 

0.22 

0.005 

0.13 

0.22 


Dhaysar 

0816000102038300 

94.347 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

94.347 

0.02 

0.030 

1.15 

0.06 

0.00 

0.00 

0.00 

1.14 

0.67 

4.52 

0.045 

0.18 

0.30 


Dholiya 

0816000202050900 

72.724 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

46.216 

-0.20 

0.030 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.041 

0.12 

0.20 







Non-command 

Vindhyan Sandstone 

0.903 

-0.20 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

25.196 

-0.20 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.022 

0.07 

0.11 


Didhoo 

0816000202048500 

184.306 

Fresh 

IGNP Canal System Stage II 

Command 

Jurassic Sandstone 

20.456 

-0.11 

0.030 

0.00 

0.00 

0.03 

0.04 

0.00 

0.00 

0.00 

0.00 

0.010 

0.02 

0.03 







Command 

Vindhyan Sandstone 

2.558 

-0.11 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 






Non-command 

Non-command 

Jurassic Sandstone 

1.015 

-0.11 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Vindhyan Sandstone 

0.361 

-0.11 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage II 

Command 

Jurassic Sandstone 

45.677 

-0.11 

0.030 

0.01 

0.00 

0.06 

0.09 

0.00 

0.00 

0.00 

0.00 

0.022 

0.05 

0.08 







Command 

Tertiary Sandstone 

20.799 

-0.11 

0.060 

0.00 

0.00 

0.03 

0.04 

0.00 

0.00 

0.00 

0.00 

0.010 

0.02 

0.04 







Command 

Vindhyan Sandstone 

6.985 

-0.11 

0.060 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.003 

0.01 

0.01 






Non-command 

Non-command 

Jurassic Sandstone 

14.283 

-0.11 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.007 

0.01 

0.02 







Non-command 

Tertiary Sandstone 

2.446 

-0.11 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 







Non-command 

Vindhyan Sandstone 

18.222 

-0.11 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.009 

0.02 

0.03 


Eta 

0816000202048900 

144.133 

Fresh 

IGNP Canal System Stage II 

Command 

Jurassic Sandstone 

5.004 

-0.06 

0.030 

0.01 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.04 

0.004 

0.01 

0.01 






Non-command 

Non-command 

Jurassic Sandstone 

139.129 

-0.06 

0.030 

0.25 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.82 

0.123 

0.19 

0.31 


Ghantiyali 

0816000202047000 

162.219 

Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

38.038 

0.90 

0.060 

0.01 

0.00 

0.05 

0.07 

0.00 

1.94 

1.15 

0.00 

0.018 

0.04 

0.07 






Non-command 

Non-command 

Tertiary Sandstone 

12.935 

0.90 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.70 

0.41 

0.00 

0.006 

0.01 

0.03 


Gorera 

0816000102043700 

29.219 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

2.622 

0.38 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.02 

0.03 


Hadda 

0816000102025700 

107.545 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

24.602 

1.05 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.77 

0.46 

0.00 

0.012 

0.04 

0.07 


Hameera 

0816000102037200 

53.984 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

22.703 

0.08 

0.030 

0.04 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.16 

0.011 

0.07 

0.12 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

30.123 

0.08 

0.030 

0.04 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.14 

0.014 

0.09 

0.16 


Hansuwa 

0816000102040500 

33.133 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

25.605 

1.47 

0.030 

0.09 

0.00 

0.00 

0.00 

0.00 

1.22 

0.72 

0.36 

0.012 

0.13 

0.22 


Jaisalmer (M) 

0816000141601000 

124.341 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

109.182 

0.03 

0.030 

0.92 

0.00 

0.00 

0.00 

0.02 

1.01 

0.60 

0.00 

2.813 

0.15 

0.25 


Jaisalmer (Rural) 

0816000102040300 

3.628 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

3.628 

0.32 

0.030 

0.07 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.29 

0.002 

0.17 

0.29 


Jaisoorana 

0816000102037400 

63.094 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

63.094 

-0.23 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.030 

0.17 

0.29 


Jaskaranpur 

0816000102044900 

11.469 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

11.469 

-0.33 

0.030 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.60 

0.005 

0.17 

0.29 


Jasuwa 

0816000302072900 

25.385 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

16.026 

0.06 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.05 

0.005 

0.11 

0.20 


Jawandh Jooni 

0816000102038400 

25.252 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

25.252 

-0.27 

0.030 

1.15 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

4.59 

0.012 

0.17 

0.30 


Jawandh Nai 

0816000102038500 

17.022 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

17.022 

-1.05 

0.030 

0.37 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.48 

0.008 

0.17 

0.29 


Jayan 

0816000102040400 

3.314 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

3.314 

0.80 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.04 

0.002 

0.17 

0.29 


Jerat 

0816000102044500 

18.354 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

18.354 

-0.43 

0.030 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.77 

0.009 

0.17 

0.29 


Jetha 

0816000102037700 

18.406 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

18.406 

-0.39 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.009 

0.17 

0.29 


Jethwai 

0816000102036900 

34.825 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

12.031 

0.14 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.04 

0.006 

0.06 

0.10 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

11.585 

0.14 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.02 

0.006 

0.06 

0.09 


Jhabra 

0816000102038700 

26.909 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

26.909 

-0.97 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.013 

0.17 

0.29 


Jiyai 

0816000102040700 

13.514 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

11.248 

0.48 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.11 

0.06 

0.005 

0.14 

0.24 


Jodha 

0816000102044400 

24.151 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

24.151 

-0.51 

0.030 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.012 

0.17 

0.29 


Joga 

0816000102044100 

10.147 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

10.147 

-0.11 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.17 

0.29 


Kala 

0816000202050600 

108.210 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.096 

0.65 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kalyan Ghat 

0816000102037100 

32.246 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

23.559 

0.12 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.011 

0.12 

0.21 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

8.651 

0.12 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.004 

0.05 

0.08 


Kanod Beerma 

0816000102024100 

30.534 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

30.534 

-0.04 

0.030 

0.01 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.02 

0.015 

0.17 

0.29 


Kanod Rawlotan 

0816000102024200 

86.480 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

84.056 

0.73 

0.030 

0.01 

0.00 

0.00 

0.00 

0.03 

1.84 

1.09 

0.00 

0.040 

0.17 

0.28 


Karada 

0816000302068000 

40.403 

Fresh 

Non-command 

Non-command 

Jalore Granite 

17.518 

0.69 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.13 

0.00 

0.006 

0.08 

0.16 







Non-command 

Jurassic Sandstone 

18.026 

0.69 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.49 

0.26 

0.00 

0.006 

0.08 

0.16 





Saline 

Non-command 

Non-command 

Jalore Granite 

4.858 

0.69 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.002 

0.02 

0.04 


Karmon Ki Dhani 

0816000102037500 

17.932 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

16.146 

0.02 

0.030 

0.65 

0.03 

0.00 

0.00 

0.00 

0.63 

0.37 

2.60 

0.008 

0.16 

0.27 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Cheecha 

0816000302069200 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chhayan-I 

0816000202049400 

0.03 

0.07 

645.56 

0.09 

0.01 

0.10 

0.02 

0.11 

0.01 

0.0400 

- 

- 

- 

0.040 

0.054 

0.152 

0.008 

0.144 

1.044 

722.87 

Over Exploited 



0.03 

0.02 

1,145.38 

0.02 

- 

0.02 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.035 

0.002 

0.033 

0.196 

584.94 

Over Exploited 

Chhayan-li 

0816000202049500 

0.03 

0.01 

1,133.75 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.022 

0.001 

0.021 

0.160 

769.42 

Over Exploited 



0.03 

0.11 

195.34 

0.13 

- 

0.13 

0.02 

0.11 

0.02 

0.0100 

- 

- 

- 

0.010 

0.031 

0.164 

0.008 

0.156 

0.219 

140.75 

Over Exploited 

Chhodiya 

0816000302068400 

0.03 

0.05 

319.12 

0.06 

0.01 

0.07 

0.01 

0.09 

0.01 

0.0200 

- 

- 

0.002 

0.022 

0.031 

0.098 

0.005 

0.093 

0.548 

588.28 

Over Exploited 

Chhor 

0816000302067300 

0.03 

0.31 

101.99 

0.37 

0.02 

0.40 

0.03 

0.20 

0.06 

0.0200 

- 

- 

0.017 

0.037 

0.092 

0.487 

0.024 

0.463 

0.600 

129.60 

Over Exploited 

Dabla 

0816000102040000 

0.04 

0.17 

- 

0.17 

0.03 

0.20 

0.03 

0.20 

0.03 

0.1000 

- 

- 

0.000 

0.101 

0.131 

0.335 

0.033 

0.301 

2.634 

874.75 

Over Exploited 

Dangri 

0816000302073700 

0.03 

0.01 

996.68 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.002 

0.013 

0.001 

0.012 

0.082 

677.65 

Over Exploited 



0.03 

0.00 

70,661.32 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

4,865.27 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.021 

2,866.87 

Over Exploited 

Darbariyon Ka Gaon 

0816000102039900 

0.04 

0.06 

(13.94) 

0.05 

0.01 

0.07 

0.03 

0.20 

0.01 

0.0200 

- 

- 

0.001 

0.021 

0.032 

0.097 

0.005 

0.092 

0.406 

439.47 

Over Exploited 

Dawara 

0816000302067600 

0.03 

0.38 

72.94 

0.46 

0.04 

0.50 

0.03 

0.21 

0.07 

0.1300 

- 

- 

0.001 

0.131 

0.199 

0.699 

0.035 

0.664 

3.581 

539.50 

Over Exploited 

Delasar 

0816000102038200 

0.04 

0.89 

- 

0.89 

0.14 

1.03 

0.03 

0.21 

0.16 

0.4100 

- 

- 

- 

0.410 

0.567 

1.595 

0.159 

1.435 

11.015 

767.34 

Over Exploited 

Deuga 

0816000102024000 

0.04 

0.28 

(206.73) 

0.22 

0.68 

0.90 

0.03 

0.20 

0.05 

- 

- 

- 

1.023 

1.023 

1.072 

1.974 

0.099 

1.876 

0.019 

1.02 

Safe 

Devikot 

0816000302068700 

0.03 

0.46 

- 

0.46 

0.03 

0.49 

0.03 

0.21 

0.08 

0.0200 

- 

- 

0.036 

0.056 

0.139 

0.633 

0.063 

0.570 

0.683 

119.81 

Over Exploited 

Dewa 

0816000102024800 

0.04 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dhandhiya @ Sadiya 

0816000102039800 

0.04 

0.16 

- 

0.16 

0.01 

0.17 

0.03 

0.20 

0.03 

0.0200 

- 

- 

- 

0.020 

0.047 

0.213 

0.021 

0.191 

0.437 

228.44 

Over Exploited 

Dhanwa 

0816000102044200 

0.04 

0.06 

- 

0.06 

- 

0.06 

0.03 

0.20 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.079 

0.008 

0.072 

0.262 

366.58 

Over Exploited 

Dhauwa 

0816000102040600 

0.04 

0.06 

494.48 

0.07 

- 

0.07 

0.02 

0.16 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.093 

0.005 

0.088 

0.227 

258.70 

Over Exploited 

Dhaysar 

0816000102038300 

0.04 

0.67 

(0.43) 

0.67 

0.06 

0.73 

0.03 

0.21 

0.12 

0.1700 

- 

- 

0.002 

0.172 

0.290 

1.017 

0.051 

0.966 

4.569 

473.05 

Over Exploited 

Dholiya 

0816000202050900 

0.04 

0.22 

- 

0.22 

- 

0.22 

0.02 

0.14 

0.04 

0.0100 

- 

- 

- 

0.010 

0.050 

0.273 

0.027 

0.246 

0.275 

111.77 

Over Exploited 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.04 

0.07 

- 

0.07 

- 

0.07 

0.01 

0.08 

0.01 

- 

- 

- 

- 

- 

0.012 

0.078 

0.008 

0.070 

0.058 

82.83 

Semi Critical 

Didhoo 

0816000202048500 

0.04 

0.02 

- 

0.02 

0.07 

0.08 

0.00 

0.03 

0.00 

- 

0.0393 

0.0555 

- 

0.095 

0.098 

0.183 

0.018 

0.165 

0.010 

5.93 

Safe 



0.05 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

- 

0.0049 

0.0069 

- 

0.012 

0.012 

0.021 

0.002 

0.019 

0.001 

6.55 

Safe 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.09 

- 

0.09 

0.15 

0.24 

0.01 

0.06 

0.02 

- 

0.0878 

0.1240 

- 

0.212 

0.228 

0.466 

0.047 

0.419 

0.022 

5.21 

Safe 



0.05 

0.02 

- 

0.02 

0.07 

0.09 

0.00 

0.03 

0.00 

- 

0.0400 

0.0565 

- 

0.097 

0.101 

0.192 

0.019 

0.173 

0.010 

5.76 

Safe 



0.05 

0.00 

- 

0.00 

0.02 

0.03 

0.00 

0.01 

0.00 

- 

0.0134 

0.0190 

- 

0.032 

0.033 

0.058 

0.006 

0.053 

0.003 

6.35 

Safe 



0.04 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.002 

0.010 

0.001 

0.009 

0.007 

74.81 

Semi Critical 



0.05 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

349.53 

Over Exploited 



0.05 

0.02 

- 

0.02 

- 

0.02 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.003 

0.021 

0.002 

0.019 

0.009 

46.91 

Safe 

Eta 

0816000202048900 

0.04 

0.00 

- 

0.00 

0.02 

0.02 

0.00 

0.01 

0.00 

- 

0.0096 

0.0136 

- 

0.023 

0.023 

0.041 

0.004 

0.037 

0.043 

117.02 

Over Exploited 



0.04 

1.03 

- 

1.03 

0.01 

1.04 

0.03 

0.22 

0.19 

0.0300 

- 

- 

- 

0.030 

0.217 

1.261 

0.126 

1.135 

0.942 

83.05 

Semi Critical 

Ghantiyali 

0816000202047000 

0.05 

0.08 

1,286.37 

0.10 

0.13 

0.22 

0.01 

0.05 

0.02 

- 

0.0731 

0.1033 

- 

0.176 

0.192 

0.416 

0.021 

0.396 

0.018 

4.59 

Safe 



0.05 

0.01 

4,218.94 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.002 

0.013 

0.001 

0.013 

0.006 

48.98 

Safe 

Gorera 

0816000102043700 

0.04 

0.00 

1,016.77 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.001 

60.11 

Safe 

Hadda 

0816000102025700 

0.04 

0.04 

1,105.07 

0.05 

- 

0.05 

0.01 

0.05 

0.01 

- 

- 

- 

- 

- 

0.007 

0.052 

0.003 

0.050 

0.012 

23.57 

Safe 

Hameera 

0816000102037200 

0.04 

0.06 

(14.61) 

0.06 

- 

0.06 

0.01 

0.08 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.077 

0.004 

0.073 

0.167 

229.25 

Over Exploited 



0.04 

0.11 

(42.36) 

0.09 

- 

0.09 

0.02 

0.11 

0.02 

0.0100 

- 

- 

- 

0.010 

0.030 

0.121 

0.006 

0.115 

0.158 

137.65 

Over Exploited 

Hansuwa 

0816000102040500 

0.04 

0.13 

439.43 

0.16 

0.00 

0.16 

0.02 

0.15 

0.02 

0.0100 

- 

- 

0.002 

0.012 

0.036 

0.198 

0.010 

0.188 

0.372 

197.94 

Over Exploited 

Jaisalmer (M) 

0816000141601000 

0.04 

0.65 

(7.31) 

0.60 

0.02 

0.62 

0.03 

0.17 

0.11 

- 

- 

- 

0.027 

0.027 

0.142 

0.761 

0.038 

0.723 

2.813 

388.91 

Over Exploited 

Jaisalmer (Rural) 

0816000102040300 

0.04 

0.02 

155.03 

0.03 

- 

0.03 

0.03 

0.20 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.044 

0.002 

0.042 

0.290 

696.50 

Over Exploited 

Jaisoorana 

0816000102037400 

0.04 

0.43 

- 

0.43 

0.00 

0.43 

0.03 

0.20 

0.08 

- 

- 

- 

0.003 

0.003 

0.078 

0.509 

0.051 

0.458 

0.030 

6.58 

Safe 

Jaskaranpur 

0816000102044900 

0.04 

0.08 

- 

0.08 

0.01 

0.09 

0.03 

0.20 

0.01 

0.0200 

- 

- 

- 

0.020 

0.034 

0.122 

0.012 

0.110 

0.605 

551.05 

Over Exploited 

Jasuwa 

0816000302072900 

0.03 

0.04 

(44.20) 

0.04 

0.00 

0.04 

0.02 

0.13 

0.01 

- 

- 

- 

0.001 

0.001 

0.009 

0.046 

0.002 

0.043 

0.053 

123.00 

Over Exploited 

Jawandh Jooni 

0816000102038400 

0.04 

0.17 

- 

0.17 

0.06 

0.23 

0.03 

0.20 

0.03 

0.1700 

- 

- 

- 

0.170 

0.201 

0.436 

0.044 

0.392 

4.602 

1,173.96 

Over Exploited 

Jawandh Nai 

0816000102038500 

0.04 

0.12 

- 

0.12 

0.02 

0.14 

0.03 

0.20 

0.02 

0.0600 

- 

- 

0.002 

0.062 

0.082 

0.220 

0.022 

0.198 

1.484 

748.32 

Over Exploited 

Jayan 

0816000102040400 

0.04 

0.02 

138.13 

0.03 

- 

0.03 

0.03 

0.20 

0.00 

- 

- 

- 

- 

- 

0.004 

0.031 

0.002 

0.029 

0.038 

128.16 

Over Exploited 

Jerat 

0816000102044500 

0.04 

0.12 

- 

0.12 

0.01 

0.13 

0.03 

0.20 

0.02 

0.0300 

- 

- 

0.001 

0.031 

0.053 

0.188 

0.019 

0.169 

0.783 

462.92 

Over Exploited 

Jetha 

0816000102037700 

0.04 

0.13 

- 

0.13 

- 

0.13 

0.03 

0.20 

0.02 

- 

- 

- 

- 

- 

0.022 

0.149 

0.015 

0.134 

0.009 

6.58 

Safe 

Jethwai 

0816000102036900 

0.04 

0.03 

28.71 

0.03 

- 

0.03 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.005 

0.039 

0.002 

0.037 

0.042 

113.51 

Over Exploited 



0.04 

0.03 

34.59 

0.03 

- 

0.03 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.005 

0.036 

0.002 

0.034 

0.030 

86.61 

Semi Critical 

Jhabra 

0816000102038700 

0.04 

0.18 

- 

0.18 

- 

0.18 

0.03 

0.20 

0.03 

- 

- 

- 

- 

- 

0.033 

0.218 

0.022 

0.196 

0.013 

6.57 

Safe 

Jiyai 

0816000102040700 

0.04 

0.06 

71.61 

0.08 

- 

0.08 

0.02 

0.17 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.097 

0.005 

0.092 

0.065 

70.80 

Semi Critical 

Jodha 

0816000102044400 

0.04 

0.16 

- 

0.16 

0.00 

0.16 

0.03 

0.20 

0.03 

0.0100 

- 

- 

0.002 

0.012 

0.040 

0.205 

0.020 

0.184 

0.234 

126.64 

Over Exploited 

Joga 

0816000102044100 

0.04 

0.07 

- 

0.07 

- 

0.07 

0.03 

0.20 

0.01 

- 

- 

- 

- 

- 

0.012 

0.081 

0.008 

0.073 

0.005 

6.67 

Safe 

Kala 

0816000202050600 

0.03 

0.00 

141,161.89 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kalyan Ghat 

0816000102037100 

0.04 

0.12 

(56.73) 

0.09 

- 

0.09 

0.02 

0.15 

0.02 

- 

- 

- 

- 

- 

0.021 

0.114 

0.006 

0.108 

0.011 

10.42 

Safe 



0.04 

0.02 

17.79 

0.02 

- 

0.02 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.003 

0.021 

0.001 

0.020 

0.004 

20.45 

Safe 

Kanod Beerma 

0816000102024100 

0.04 

0.21 

- 

0.21 

0.01 

0.22 

0.03 

0.20 

0.04 

- 

- 

- 

0.020 

0.020 

0.056 

0.277 

0.028 

0.249 

0.039 

15.47 

Safe 

Kanod Rawlotan 

0816000102024200 

0.04 

0.56 

95.49 

0.67 

0.03 

0.69 

0.03 

0.19 

0.10 

- 

- 

- 

0.039 

0.039 

0.137 

0.831 

0.042 

0.789 

0.040 

5.09 

Safe 

Karada 

0816000302068000 

0.03 

0.04 

253.49 

0.04 

- 

0.04 

0.01 

0.10 

0.01 

- 

- 

- 

- 

- 

0.007 

0.049 

0.002 

0.047 

0.006 

12.36 

Safe 



0.03 

0.04 

587.23 

0.05 

- 

0.05 

0.02 

0.10 

0.01 

- 

- 

- 

- 

- 

0.007 

0.052 

0.003 

0.050 

0.006 

12.01 

Safe 



0.03 

0.00 

1,173.72 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.002 

44.58 

Safe 

Karmon Ki Dhani 

0816000102037500 

0.04 

0.10 

263.38 

0.12 

0.03 

0.15 

0.03 

0.19 

0.02 

0.1000 

- 

- 

- 

0.100 

0.118 

0.270 

0.013 

0.256 

2.606 

1,016.25 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

1.785 

0.02 

0.030 

0.05 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.22 

0.001 

0.02 

0.03 


Keeta 

0816000302067100 

114.342 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

101.041 

0.00 

0.030 

0.05 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.14 

0.048 

0.15 

0.25 


Keraliya 

0816000202054100 

39.623 

Fresh 

Non-command 

Non-command 

Jalore Granite 

3.941 

-0.79 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.003 

0.02 

0.03 







Non-command 

Jurassic Sandstone 

35.681 

-0.79 

0.030 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.66 

0.032 

0.16 

0.28 


Keroo 

0816000102023400 

155.817 

Fresh 

IGNP Canal System Stage II 

Command 

Jurassic Sandstone 

32.860 

0.02 

0.030 

0.01 

0.00 

0.04 

0.06 

0.00 

-0.08 

-0.05 

0.00 

0.016 

0.04 

0.07 






Non-command 

Non-command 

Jurassic Sandstone 

55.335 

0.02 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.026 

0.07 

0.11 





Saline 

IGNP Canal System Stage II 

Command 

Jurassic Sandstone 

18.562 

0.02 

0.030 

0.00 

0.00 

0.03 

0.04 

0.00 

-0.05 

-0.03 

0.00 

0.009 

0.02 

0.04 






Non-command 

Non-command 

Jurassic Sandstone 

48.797 

0.02 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.023 

0.06 

0.10 


Khara Narawtan 

0816000102023700 

30.634 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

30.634 

0.01 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.015 

0.18 

0.30 


Khardi 

0816000102023900 

36.964 

Saline 

IGNP Canal System Stage II 

Command 

Jurassic Sandstone 

2.654 

-0.09 

0.030 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 






Non-command 

Non-command 

Jurassic Sandstone 

34.121 

-0.09 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.016 

0.16 

0.27 







Non-command 

Tertiary Sandstone 

0.188 

-0.09 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khetolai 

0816000202050800 

99.947 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

23.238 

0.04 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.021 

0.05 

0.08 







Non-command 

Vindhyan Sandstone 

10.954 

0.04 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.010 

0.02 

0.04 


Khuhra 

0816000202054500 

36.633 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.828 

1.32 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.002 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Jalore Granite 

34.751 

1.32 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.47 

0.26 

0.00 

0.031 

0.18 

0.33 


Kishan Ghat 

0816000102037000 

23.825 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

20.638 

0.05 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.06 

0.010 

0.15 

0.25 


Korwa 

0816000302070000 

23.192 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

1.126 

-0.14 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Kuldhar 

0816000102041100 

8.331 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

0.011 

2.13 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Lakha 

0816000102024700 

42.124 

Saline 

IGNP Canal System Stage II 

Command 

Jurassic Sandstone 

2.939 

2.23 

0.030 

0.00 

0.00 

0.00 

0.01 

0.00 

0.19 

0.11 

0.00 

0.001 

0.01 

0.02 






Non-command 

Non-command 

Jurassic Sandstone 

28.176 

2.23 

0.030 

0.00 

0.00 

0.00 

0.00 

0.02 

1.87 

1.11 

0.00 

0.013 

0.11 

0.19 


Lakhasar 

0816000202054400 

25.921 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

16.404 

0.21 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.00 

0.015 

0.12 

0.21 





Saline 

Non-command 

Non-command 

Jalore Granite 

5.444 

0.21 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.005 

0.04 

0.07 







Non-command 

Jurassic Sandstone 

4.073 

0.21 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.00 

0.004 

0.03 

0.05 


Lakhmana 

0816000302073400 

28.720 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

28.720 

0.06 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.10 

0.010 

0.18 

0.35 


Lala 

0816000302068100 

19.221 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

19.221 

0.27 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.11 

0.00 

0.006 

0.19 

0.35 


Lathi 

0816000202051000 

55.365 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

45.812 

0.32 

0.030 

0.78 

0.04 

0.00 

0.00 

0.00 

1.17 

0.69 

3.08 

0.041 

0.15 

0.26 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

9.553 

0.32 

0.030 

0.05 

0.00 

0.00 

0.00 

0.00 

0.14 

0.08 

0.19 

0.008 

0.03 

0.05 


Loharki 

0816000202049200 

58.247 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

24.200 

1.27 

0.030 

0.09 

0.00 

0.00 

0.00 

0.00 

1.01 

0.62 

0.31 

0.021 

0.08 

0.13 







Non-command 

Vindhyan Sandstone 

24.226 

1.27 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.68 

0.42 

0.24 

0.021 

0.08 

0.13 


Lohta 

0816000202051100 

14.417 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

14.417 

0.07 

0.030 

0.22 

0.01 

0.00 

0.00 

0.00 

0.24 

0.14 

0.86 

0.013 

0.19 

0.32 


Loona Kalan 

0816000202060000 

44.096 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.010 

1.16 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Jurassic Sandstone 

1.971 

1.16 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.002 

0.01 

0.02 


Mada 

0816000302070200 

20.329 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

5.232 

0.10 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.002 

0.04 

0.07 


Madasar 

0816000202054300 

48.471 

Fresh 

Non-command 

Non-command 

Jalore Granite 

4.729 

1.27 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.00 

0.004 

0.02 

0.03 







Non-command 

Jurassic Sandstone 

23.603 

1.27 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.91 

0.51 

0.00 

0.021 

0.09 

0.16 





Saline 

Non-command 

Non-command 

Jalore Granite 

18.308 

1.27 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.14 

0.00 

0.016 

0.07 

0.13 







Non-command 

Jurassic Sandstone 

1.831 

1.27 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.002 

0.01 

0.01 


Madhopura 

0816000202054700 

53.207 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.109 

1.73 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.00 

0.01 





Saline 

Non-command 

Non-command 

Jalore Granite 

50.290 

1.73 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.90 

0.51 

0.04 

0.045 

0.18 

0.32 


Maheshon Ki Dhani 

0816000202051400 

42.323 

Saline 

Non-command 

Non-command 

Jalore Granite 

8.039 

0.72 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.01 

0.007 

0.04 

0.06 


Mali Gara 

0816000102037800 

66.400 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

66.400 

-0.21 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.032 

0.17 

0.29 


Malka 

0816000202050700 

17.562 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

0.794 

1.25 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.01 

0.01 







Non-command 

Vindhyan Sandstone 

3.268 

1.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.003 

0.04 

0.06 


Mandhau 

0816000102024300 

207.020 

Saline 

IGNP Canal System Stage II 

Command 

Jurassic Sandstone 

100.229 

1.55 

0.030 

0.02 

0.00 

0.14 

0.19 

0.00 

4.36 

2.58 

0.00 

0.048 

0.08 

0.14 







Command 

Tertiary Sandstone 

9.273 

1.55 

0.060 

0.00 

0.00 

0.01 

0.02 

0.00 

0.83 

0.49 

0.00 

0.004 

0.01 

0.01 






Non-command 

Non-command 

Jurassic Sandstone 

30.167 

1.55 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

1.41 

0.83 

0.00 

0.014 

0.02 

0.04 


Mehrajot 

0816000302067900 

22.811 

Fresh 

Non-command 

Non-command 

Jalore Granite 

3.684 

0.54 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.001 

0.03 

0.06 







Non-command 

Jurassic Sandstone 

13.886 

0.54 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.16 

0.00 

0.005 

0.11 

0.21 





Saline 

Non-command 

Non-command 

Jalore Granite 

5.241 

0.54 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.00 

0.002 

0.04 

0.08 


Mehreri 

0816000302073800 

23.691 

Saline 

Non-command 

Non-command 

Jalore Granite 

0.008 

0.73 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mengi 

0816000102023600 

54.534 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

54.534 

0.02 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.026 

0.18 

0.30 


Moda Ganeshpura 

0816000302068900 

21.781 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

21.781 

-0.03 

0.040 

0.03 

0.00 

0.00 

0.00 

0.02 

0.00 

0.00 

0.12 

0.007 

0.17 

0.30 


Mohangarh 

0816000102023000 

688.719 

Saline 

IGNP Canal System Stage II 

Command 

Jurassic Sandstone 

30.786 

1.11 

0.030 

0.00 

0.00 

0.06 

0.12 

0.00 

0.85 

0.50 

0.00 

0.015 

0.01 

0.01 







Command 

Tertiary Sandstone 

94.050 

1.11 

0.060 

0.01 

0.00 

0.19 

0.36 

0.00 

5.73 

3.39 

0.00 

0.045 

0.02 

0.04 






Non-command 

Non-command 

Jurassic Sandstone 

22.092 

1.11 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.74 

0.44 

0.00 

0.011 

0.01 

0.01 







Non-command 

Tertiary Sandstone 

202.559 

1.11 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

13.55 

8.00 

0.00 

0.097 

0.05 

0.09 


Moklat 

0816000102039500 

8.218 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

8.218 

-0.04 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.004 

0.17 

0.29 


Moolana 

0816000302067400 

115.623 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

115.623 

-0.40 

0.040 

0.88 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

3.48 

0.038 

0.17 

0.30 


Moolsagar 

0816000102036600 

17.745 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

3.625 

-0.18 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.002 

0.03 

0.06 


Moondri 

0816000102040800 

26.391 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

1.467 

1.55 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.001 

0.01 

0.02 


Motisar 

0816000202059900 

23.584 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.008 

0.98 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Narsingon Ki Dhani 

0816000302069700 

11.816 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

11.500 

0.04 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.004 

0.17 

0.28 


Nawatala 

0816000202049100 

59.097 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

59.097 

-0.10 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.052 

0.19 

0.32 


Naya Sanawara 

0816000202053900 

34.108 

Fresh 

Non-command 

Non-command 

Jalore Granite 

4.922 

2.20 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.00 

0.004 

0.03 

0.05 





Saline 

Non-command 

Non-command 

Jalore Granite 

22.337 

2.20 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.50 

0.29 

0.00 

0.020 

0.13 

0.22 


Nediya 

0816000302066900 

14.115 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

13.978 

0.07 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.007 

0.17 

0.28 


Neran 

0816000202054200 

67.999 

Fresh 

Non-command 

Non-command 

Jalore Granite 

21.485 

0.57 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.00 

0.019 

0.06 

0.10 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.04 

0.00 

2,306.04 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.217 

1,949.22 

Over Exploited 

Keeta 

0816000302067100 

0.04 

0.61 

(95.16) 

0.49 

0.00 

0.49 

0.03 

0.18 

0.11 

0.0100 

- 

- 

0.001 

0.011 

0.118 

0.605 

0.030 

0.575 

0.192 

33.46 

Safe 

Keraliya 

0816000202054100 

0.02 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.063 

4,185.22 

Over Exploited 



0.04 

0.23 

- 

0.23 

0.01 

0.25 

0.03 

0.19 

0.04 

0.0200 

- 

- 

0.001 

0.021 

0.062 

0.308 

0.031 

0.277 

0.695 

250.62 

Over Exploited 

Keroo 

0816000102023400 

0.04 

0.05 

(186.87) 

0.04 

0.11 

0.15 

0.01 

0.05 

0.01 

- 

0.0631 

0.0892 

- 

0.152 

0.162 

0.312 

0.016 

0.296 

0.016 

5.30 

Safe 



0.04 

0.15 

(80.41) 

0.12 

- 

0.12 

0.01 

0.08 

0.03 

- 

- 

- 

- 

- 

0.027 

0.145 

0.007 

0.137 

0.026 

19.24 

Safe 



0.04 

0.02 

(274.08) 

0.01 

0.06 

0.07 

0.00 

0.03 

0.00 

- 

0.0357 

0.0504 

- 

0.086 

0.089 

0.163 

0.008 

0.155 

0.009 

5.71 

Safe 



0.04 

0.11 

(77.16) 

0.09 

- 

0.09 

0.01 

0.07 

0.02 

- 

- 

- 

- 

- 

0.021 

0.112 

0.006 

0.107 

0.023 

21.82 

Safe 

Khara Narawtan 

0816000102023700 

0.04 

0.22 

(98.14) 

0.17 

- 

0.17 

0.03 

0.21 

0.04 

- 

- 

- 

- 

- 

0.038 

0.210 

0.011 

0.200 

0.015 

7.32 

Safe 

Khardi 

0816000102023900 

0.04 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0051 

0.0072 

- 

0.012 

0.013 

0.023 

0.002 

0.020 

0.001 

6.24 

Safe 



0.04 

0.22 

- 

0.22 

0.00 

0.22 

0.03 

0.19 

0.04 

- 

- 

- 

0.001 

0.001 

0.040 

0.260 

0.026 

0.234 

0.016 

6.97 

Safe 



0.05 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khetolai 

0816000202050800 

0.04 

0.04 

(43.10) 

0.03 

- 

0.03 

0.01 

0.05 

0.01 

- 

- 

- 

- 

- 

0.008 

0.041 

0.002 

0.039 

0.021 

52.57 

Safe 



0.03 

0.01 

(18.91) 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.010 

147.06 

Over Exploited 

Khuhra 

0816000202054500 

0.02 

0.00 

3,713.16 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

355.50 

Over Exploited 



0.02 

0.13 

105.91 

0.15 

- 

0.15 

0.03 

0.21 

0.02 

- 

- 

- 

- 

- 

0.022 

0.174 

0.009 

0.165 

0.031 

18.70 

Safe 

Kishan Ghat 

0816000102037000 

0.04 

0.12 

(77.43) 

0.10 

0.00 

0.10 

0.03 

0.17 

0.02 

- 

- 

- 

0.004 

0.004 

0.025 

0.125 

0.006 

0.119 

0.070 

58.85 

Safe 

Korwa 

0816000302070000 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kuldhar 

0816000102041100 

0.04 

0.00 

375,336.78 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Lakha 

0816000102024700 

0.04 

0.00 

7,849.90 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0056 

0.0080 

- 

0.014 

0.014 

0.025 

0.001 

0.024 

0.001 

5.87 

Safe 



0.04 

0.13 

764.89 

0.15 

0.02 

0.17 

0.02 

0.13 

0.02 

- 

- 

- 

0.025 

0.025 

0.047 

0.218 

0.011 

0.207 

0.013 

6.51 

Safe 

Lakhasar 

0816000202054400 

0.04 

0.08 

(25.18) 

0.06 

- 

0.06 

0.02 

0.14 

0.01 

- 

- 

- 

- 

- 

0.014 

0.076 

0.004 

0.072 

0.015 

20.23 

Safe 



0.02 

0.00 

50.19 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.005 

86.55 

Semi Critical 



0.04 

0.00 

201.89 

0.01 

- 

0.01 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.006 

0.004 

57.84 

Safe 

Lakhmana 

0816000302073400 

0.03 

0.13 

(62.38) 

0.11 

0.00 

0.11 

0.03 

0.22 

0.02 

- 

- 

- 

0.003 

0.003 

0.028 

0.135 

0.007 

0.128 

0.106 

82.31 

Semi Critical 

Lala 

0816000302068100 

0.03 

0.09 

23.33 

0.11 

- 

0.11 

0.03 

0.22 

0.02 

- 

- 

- 

- 

- 

0.016 

0.123 

0.006 

0.117 

0.006 

5.45 

Safe 

Lathi 

0816000202051000 

0.04 

0.28 

147.16 

0.33 

0.04 

0.37 

0.03 

0.18 

0.05 

0.1200 

- 

- 

- 

0.120 

0.169 

0.544 

0.027 

0.517 

3.122 

603.75 

Over Exploited 



0.04 

0.01 

579.72 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.027 

0.001 

0.025 

0.200 

790.11 

Over Exploited 

Loharki 

0816000202049200 

0.04 

0.08 

695.90 

0.09 

- 

0.09 

0.01 

0.10 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.118 

0.006 

0.112 

0.333 

297.44 

Over Exploited 



0.03 

0.06 

617.27 

0.07 

- 

0.07 

0.01 

0.10 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.091 

0.005 

0.087 

0.261 

301.88 

Over Exploited 

Lohta 

0816000202051100 

0.04 

0.11 

32.43 

0.13 

0.01 

0.14 

0.03 

0.22 

0.02 

0.0300 

- 

- 

- 

0.030 

0.049 

0.187 

0.009 

0.178 

0.871 

489.70 

Over Exploited 

Loona Kalan 

0816000202060000 

0.02 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

5,136.60 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

189.36 

Over Exploited 

Mada 

0816000302070200 

0.03 

0.01 

120.34 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.007 

0.002 

23.18 

Safe 

Madasar 

0816000202054300 

0.02 

0.00 

1,866.55 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.004 

186.63 

Over Exploited 



0.04 

0.09 

497.29 

0.10 

- 

0.10 

0.02 

0.11 

0.02 

- 

- 

- 

- 

- 

0.015 

0.118 

0.006 

0.112 

0.021 

18.70 

Safe 



0.02 

0.03 

429.45 

0.03 

- 

0.03 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.005 

0.035 

0.002 

0.034 

0.016 

48.21 

Safe 



0.04 

0.00 

7,507.57 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

241.02 

Over Exploited 

Madhopura 

0816000202054700 

0.02 

0.00 

12,307.37 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.02 

0.18 

183.20 

0.22 

- 

0.22 

0.03 

0.21 

0.03 

- 

- 

- 

- 

- 

0.032 

0.249 

0.012 

0.236 

0.089 

37.51 

Safe 

Maheshon Ki Dhani 

0816000202051400 

0.02 

0.01 

465.53 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.008 

0.013 

167.58 

Over Exploited 

Mali Gara 

0816000102037800 

0.04 

0.46 

- 

0.46 

- 

0.46 

0.03 

0.20 

0.08 

- 

- 

- 

- 

- 

0.081 

0.542 

0.054 

0.487 

0.032 

6.51 

Safe 

Malka 

0816000202050700 

0.04 

0.00 

6,444.49 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.03 

0.00 

1,316.21 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.003 

62.16 

Safe 

Mandhau 

0816000102024300 

0.04 

0.33 

676.62 

0.40 

0.33 

0.73 

0.01 

0.10 

0.06 

- 

0.1926 

0.2722 

- 

0.465 

0.523 

1.252 

0.063 

1.190 

0.048 

4.03 

Safe 



0.05 

0.00 

13,775.89 

0.00 

0.03 

0.03 

0.00 

0.01 

0.00 

- 

0.0178 

0.0252 

- 

0.043 

0.044 

0.078 

0.004 

0.074 

0.004 

5.95 

Safe 



0.04 

0.03 

2,663.49 

0.04 

- 

0.04 

0.00 

0.03 

0.01 

- 

- 

- 

- 

- 

0.005 

0.041 

0.002 

0.039 

0.014 

36.60 

Safe 

Mehrajot 

0816000302067900 

0.03 

0.00 

670.39 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.001 

33.34 

Safe 



0.03 

0.04 

308.30 

0.05 

- 

0.05 

0.02 

0.13 

0.01 

- 

- 

- 

- 

- 

0.007 

0.055 

0.003 

0.052 

0.005 

8.84 

Safe 



0.03 

0.01 

439.93 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.007 

0.002 

23.43 

Safe 

Mehreri 

0816000302073800 

0.03 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mengi 

0816000102023600 

0.04 

0.39 

(94.17) 

0.31 

0.00 

0.31 

0.03 

0.21 

0.07 

- 

- 

- 

0.001 

0.001 

0.070 

0.383 

0.019 

0.364 

0.026 

7.16 

Safe 

Moda Ganeshpura 

0816000302068900 

0.03 

0.09 

- 

0.09 

0.02 

0.12 

0.03 

0.20 

0.02 

- 

- 

- 

0.032 

0.032 

0.049 

0.164 

0.016 

0.148 

0.127 

86.22 

Semi Critical 

Mohangarh 

0816000102023000 

0.04 

0.01 

4,997.38 

0.01 

0.18 

0.19 

0.00 

0.01 

0.00 

- 

0.0887 

0.1672 

- 

0.256 

0.258 

0.451 

0.023 

0.429 

0.015 

3.43 

Safe 



0.05 

0.11 

2,861.22 

0.14 

0.55 

0.69 

0.00 

0.03 

0.02 

- 

0.2711 

0.5108 

- 

0.782 

0.803 

1.495 

0.075 

1.420 

0.045 

3.16 

Safe 



0.04 

0.01 

8,526.87 

0.01 

- 

0.01 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.011 

159.51 

Over Exploited 



0.05 

0.53 

1,408.90 

0.64 

- 

0.64 

0.01 

0.06 

0.10 

- 

- 

- 

- 

- 

0.096 

0.732 

0.037 

0.695 

0.097 

13.92 

Safe 

Moklat 

0816000102039500 

0.04 

0.06 

- 

0.06 

- 

0.06 

0.03 

0.20 

0.01 

- 

- 

- 

- 

- 

0.010 

0.065 

0.007 

0.059 

0.076 

128.93 

Over Exploited 

Moolana 

0816000302067400 

0.03 

0.50 

- 

0.50 

0.04 

0.54 

0.03 

0.20 

0.09 

0.1300 

- 

- 

0.002 

0.132 

0.220 

0.761 

0.076 

0.685 

3.518 

513.56 

Over Exploited 

Moolsagar 

0816000102036600 

0.04 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.016 

0.002 

0.014 

0.068 

473.52 

Over Exploited 

Moondri 

0816000102040800 

0.04 

0.00 

7,240.86 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Motisar 

0816000202059900 

0.02 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Narsingon Ki Dhani 

0816000302069700 

0.03 

0.05 

(62.40) 

0.04 

- 

0.04 

0.03 

0.19 

0.01 

- 

- 

- 

- 

- 

0.008 

0.047 

0.002 

0.044 

0.040 

90.10 

Critical 

Nawatala 

0816000202049100 

0.04 

0.46 

- 

0.46 

- 

0.46 

0.03 

0.23 

0.08 

- 

- 

- 

- 

- 

0.082 

0.538 

0.054 

0.485 

0.052 

10.82 

Safe 

Naya Sanawara 

0816000202053900 

0.02 

0.00 

2,181.77 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.004 

121.20 

Over Exploited 



0.02 

0.06 

413.18 

0.07 

- 

0.07 

0.02 

0.15 

0.01 

- 

- 

- 

- 

- 

0.010 

0.078 

0.004 

0.074 

0.020 

26.71 

Safe 

Nediya 

0816000302066900 

0.04 

0.09 

(80.49) 

0.08 

- 

0.08 

0.03 

0.20 

0.02 

- 

- 

- 

- 

- 

0.017 

0.092 

0.005 

0.087 

0.007 

7.68 

Safe 

Neran 

0816000202054200 

0.02 

0.02 

201.16 

0.03 

- 

0.03 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.004 

0.034 

0.002 

0.033 

0.019 

58.44 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Jurassic Sandstone 

45.366 

0.57 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.78 

0.45 

0.00 

0.040 

0.12 

0.21 





Saline 

Non-command 

Non-command 

Jalore Granite 

1.148 

0.57 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.00 

0.01 


Peethorai 

081600030206700C 

18.603 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

18.603 

0.06 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.009 

0.17 

0.29 


Piparla 

0816000102043800 

7.045 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

7.044 

0.29 

0.030 

0.04 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.14 

0.003 

0.17 

0.29 


Pohar 

0816000102025800 

45.585 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

0.295 

0.60 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 


Polji Ki Dehri 

0816000102043900 

11.269 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

11.269 

0.76 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.16 

0.04 

0.005 

0.17 

0.29 


Poonasar 

0816000302073300 

7.014 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

7.014 

-0.03 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.002 

0.18 

0.33 


Rasla 

0816000302067700 

82.997 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

82.997 

-0.14 

0.040 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.028 

0.18 

0.32 


Ratan Ki Basti 

0816000202051200 

19.981 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

19.507 

-0.10 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.017 

0.18 

0.31 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

0.474 

-0.10 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Rehrund 

0816000102023100 

131.150 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

18.313 

1.21 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

1.33 

0.79 

0.00 

0.009 

0.03 

0.04 


Ridawa 

0816000102039300 

21.873 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

18.868 

-0.13 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.009 

0.15 

0.25 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

3.005 

-0.13 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.04 


Sadrasar 

0816000202054600 

31.427 

Fresh 

Non-command 

Non-command 

Jalore Granite 

5.973 

1.29 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.00 

0.005 

0.04 

0.07 





Saline 

Non-command 

Non-command 

Jalore Granite 

10.122 

1.29 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.07 

0.00 

0.009 

0.06 

0.11 


Sadrau (Pohar) 

0816000102024400 

141.228 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

7.112 

1.04 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.44 

0.26 

0.00 

0.003 

0.01 

0.01 


Sagra 

0816000102038800 

15.574 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

11.379 

-0.72 

0.030 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.61 

0.005 

0.12 

0.21 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

4.194 

-0.72 

0.030 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.002 

0.05 

0.08 


Sanawara 

0816000202054000 

91.122 

Fresh 

Non-command 

Non-command 

Jalore Granite 

24.090 

1.67 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.41 

0.24 

0.03 

0.021 

0.05 

0.09 







Non-command 

Jurassic Sandstone 

10.323 

1.67 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.53 

0.30 

0.04 

0.009 

0.02 

0.04 





Saline 

Non-command 

Non-command 

Jalore Granite 

51.243 

1.67 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.87 

0.50 

0.03 

0.045 

0.11 

0.18 


Sangana 

0816000302067200 

13.801 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

13.801 

0.59 

0.040 

0.08 

0.00 

0.00 

0.00 

0.00 

0.41 

0.24 

0.31 

0.005 

0.17 

0.29 


Sangar 

0816000302073100 

68.526 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

1.955 

0.16 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 


Sangram Singh Ki Dhani 

0816000202059800 

17.168 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

2.042 

0.76 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.00 

0.002 

0.02 

0.04 


Sankhla 

0816000102024500 

167.500 

Saline 

IGNP Canal System Stage II 

Command 

Jurassic Sandstone 

9.026 

1.10 

0.030 

0.00 

0.00 

0.03 

0.03 

0.00 

0.23 

0.14 

0.00 

0.004 

0.01 

0.02 







Command 

Tertiary Sandstone 

0.003 

1.10 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sankra 

0816000202054800 

76.042 

Fresh 

Non-command 

Non-command 

Jalore Granite 

2.426 

1.43 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.002 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Jalore Granite 

4.463 

1.43 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.004 

0.01 

0.02 


Sanwala 

0816000102039100 

46.937 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

18.102 

-0.34 

0.030 

0.42 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.65 

0.009 

0.07 

0.11 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

28.835 

-0.34 

0.030 

0.48 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.90 

0.014 

0.10 

0.18 


Sanwata 

0816000302068200 

67.962 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

67.962 

-0.03 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.023 

0.18 

0.33 


Satyaya 

0816000202047100 

255.769 

Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

2.119 

0.53 

0.060 

0.00 

0.00 

0.01 

0.01 

0.00 

0.05 

0.03 

0.00 

0.001 

0.00 

0.00 






Non-command 

Non-command 

Tertiary Sandstone 

2.202 

0.53 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.001 

0.00 

0.00 


Sirwa 

0816000302069100 

34.391 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

16.185 

-0.04 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.005 

0.08 

0.14 


Soda 

0816000302070100 

34.152 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

8.964 

0.03 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.003 

0.04 

0.08 


Sorhakor 

0816000102038100 

92.114 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

55.880 

0.43 

0.030 

0.59 

0.03 

0.00 

0.00 

0.00 

1.28 

0.75 

2.32 

0.027 

0.11 

0.18 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

36.234 

0.43 

0.030 

0.31 

0.02 

0.00 

0.00 

0.00 

0.76 

0.44 

1.22 

0.017 

0.07 

0.12 


Soron Ki Dhani 

0816000102040100 

14.741 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

14.741 

0.06 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.07 

0.007 

0.17 

0.29 


Sujiya 

0816000102037900 

32.963 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

32.963 

0.12 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.00 

0.016 

0.18 

0.30 


Tadana 

0816000102023300 

166.108 

Saline 

IGNP Canal System Stage II 

Command 

Jurassic Sandstone 

0.150 

0.83 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Jurassic Sandstone 

36.922 

0.83 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.93 

0.56 

0.00 

0.018 

0.04 

0.07 







Non-command 

Tertiary Sandstone 

34.560 

0.83 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

1.73 

1.04 

0.00 

0.017 

0.04 

0.07 


Tawarki 

0816000102023500 

45.020 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

9.170 

-0.14 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.04 

0.06 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

35.851 

-0.14 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.017 

0.15 

0.25 


Thaiyat 

0816000102039400 

18.565 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

18.565 

0.05 

0.030 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.11 

0.009 

0.17 

0.29 


Tota 

0816000202048700 

49.101 

Fresh 

IGNP Canal System Stage II 

Command 

Jurassic Sandstone 

0.336 

-0.69 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Jurassic Sandstone 

33.218 

-0.69 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.016 

0.13 

0.21 







Non-command 

Vindhyan Sandstone 

3.525 

-0.69 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.02 





Saline 

IGNP Canal System Stage II 

Command 

Jurassic Sandstone 

1.136 

-0.69 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 






Non-command 

Non-command 

Jurassic Sandstone 

3.733 

-0.69 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.02 







Non-command 

Vindhyan Sandstone 

7.153 

-0.69 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.03 

0.05 


Ugawa 

0816000302069600 

57.758 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

3.096 

-0.10 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 


Unda 

0816000302069000 

52.006 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

41.493 

0.12 

0.040 

0.04 

0.00 

0.00 

0.00 

0.00 

0.24 

0.13 

0.14 

0.014 

0.14 

0.27 

16005039 

Aau 

0815000101925400 

39.705 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

39.705 

0.22 

0.080 

0.41 

0.02 

0.00 

0.00 

0.00 

1.08 

0.67 

1.55 

0.082 

0.23 

0.37 


Ajasar 

0815000101924200 

23.968 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

23.968 

0.68 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.50 

0.30 

0.00 

0.041 

0.24 

0.39 


Akhasar 

0814000501817800 

28.328 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

9.957 

-0.40 

0.070 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.000 

0.09 

0.15 


Amla 

0815000101922200 

73.116 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

19.932 

0.12 

0.040 

0.09 

0.00 

0.00 

0.00 

0.00 

0.19 

0.12 

0.32 

0.041 

0.05 

0.08 


Asolai 

0815000101918900 

16.528 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

16.528 

-0.24 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.034 

0.20 

0.32 


Balasar 

0815000101918200 

16.029 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

16.022 

0.31 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.13 

0.00 

0.027 

0.20 

0.32 


Bapini 

0815000201933000 

38.839 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

2.917 

0.61 

0.060 

0.06 

0.00 

0.00 

0.00 

0.00 

0.17 

0.10 

0.24 

0.011 

0.02 

0.03 







Non-command 

Vindhyan Sandstone 

35.897 

0.61 

0.040 

0.42 

0.02 

0.00 

0.00 

0.00 

1.28 

0.80 

1.50 

0.134 

0.23 

0.37 


Bapini Khurd 

0815000201933100 

32.235 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

31.220 

0.62 

0.040 

0.29 

0.01 

0.00 

0.00 

0.00 

1.05 

0.65 

1.02 

0.117 

0.24 

0.39 


Barjasar 

0815000101922700 

42.210 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

41.905 

-0.10 

0.080 

0.28 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.99 

0.086 

0.21 

0.33 







Non-command 

Vindhyan Sandstone 

0.306 

-0.10 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.00 

0.00 


Barsingon Ka Bas 

0815000101925800 

33.908 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

33.908 

0.48 

0.040 

0.12 

0.01 

0.00 

0.00 

0.00 

0.76 

0.47 

0.40 

0.070 

0.23 

0.36 


Basi 

0803000500555400 

22.194 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

4.856 

0.07 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.014 

0.06 

0.10 





Saline 

Non-command 

Non-command 

Bilara Limestone 

17.338 

0.07 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.00 

0.051 

0.20 

0.34 


Bedon Ka Bera 

0815000201934500 

20.987 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

20.987 

0.94 

0.040 

0.68 

0.03 

0.00 

0.00 

0.00 

1.44 

0.89 

2.61 

0.078 

0.25 

0.40 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.04 

0.22 

100.34 

0.27 

- 

0.27 

0.02 

0.14 

0.04 

- 

- 

- 

- 

- 

0.039 

0.306 

0.015 

0.291 

0.040 

13.84 

Safe 



0.02 

0.00 

5,092.46 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

1,093.32 

Over Exploited 

Peethorai 

081600030206700C 

0.04 

0.13 

(84.29) 

0.10 

0.00 

0.10 

0.03 

0.20 

0.02 

- 

- 

- 

0.001 

0.001 

0.023 

0.125 

0.006 

0.119 

0.009 

7.48 

Safe 

Piparla 

0816000102043800 

0.04 

0.05 

24.98 

0.06 

- 

0.06 

0.03 

0.20 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.076 

0.004 

0.072 

0.147 

205.07 

Over Exploited 

Pohar 

0816000102025800 

0.04 

0.00 

23,811.80 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Polji Ki Dehri 

0816000102043900 

0.04 

0.08 

106.14 

0.09 

0.00 

0.09 

0.03 

0.20 

0.01 

- 

- 

- 

0.002 

0.002 

0.015 

0.108 

0.005 

0.102 

0.041 

40.41 

Safe 

Poonasar 

0816000302073300 

0.03 

0.03 

- 

0.03 

0.00 

0.03 

0.03 

0.21 

0.01 

- 

- 

- 

0.002 

0.002 

0.007 

0.040 

0.004 

0.036 

0.050 

138.62 

Over Exploited 

Rasla 

0816000302067700 

0.03 

0.38 

- 

0.38 

0.00 

0.38 

0.03 

0.21 

0.07 

0.0100 

- 

- 

0.002 

0.012 

0.079 

0.455 

0.046 

0.410 

0.388 

94.56 

Critical 

Ratan Ki Basti 

0816000202051200 

0.04 

0.14 

- 

0.14 

- 

0.14 

0.03 

0.22 

0.03 

- 

- 

- 

- 

- 

0.025 

0.168 

0.017 

0.151 

0.056 

37.21 

Safe 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rehrund 

0816000102023100 

0.05 

0.02 

3,282.00 

0.03 

- 

0.03 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.004 

0.032 

0.002 

0.031 

0.009 

28.58 

Safe 

Ridawa 

0816000102039300 

0.04 

0.11 

- 

0.11 

- 

0.11 

0.03 

0.17 

0.02 

- 

- 

- 

- 

- 

0.019 

0.130 

0.013 

0.117 

0.045 

38.54 

Safe 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.001 

48.46 

Safe 

Sadrasar 

0816000202054600 

0.02 

0.00 

865.80 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.005 

92.10 

Critical 



0.02 

0.01 

468.95 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.002 

0.017 

0.001 

0.017 

0.009 

54.35 

Safe 

Sadrau (Pohar) 

0816000102024400 

0.05 

0.00 

8,247.83 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.003 

82.64 

Semi Critical 

Sagra 

0816000102038800 

0.04 

0.06 

- 

0.06 

0.01 

0.07 

0.02 

0.15 

0.01 

0.0200 

- 

- 

- 

0.020 

0.030 

0.097 

0.010 

0.087 

0.617 

707.83 

Over Exploited 



0.04 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.019 

0.002 

0.017 

0.194 

1,129.04 

Over Exploited 

Sanawara 

0816000202054000 

0.02 

0.02 

882.81 

0.03 

- 

0.03 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.004 

0.033 

0.002 

0.032 

0.051 

162.62 

Over Exploited 



0.04 

0.01 

3,322.44 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.002 

0.012 

0.001 

0.012 

0.048 

415.14 

Over Exploited 



0.02 

0.11 

361.41 

0.13 

- 

0.13 

0.02 

0.13 

0.02 

- 

- 

- 

- 

- 

0.019 

0.150 

0.008 

0.143 

0.077 

54.20 

Safe 

Sangana 

0816000302067200 

0.03 

0.06 

309.93 

0.07 

- 

0.07 

0.03 

0.20 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.091 

0.005 

0.086 

0.317 

367.68 

Over Exploited 

Sangar 

0816000302073100 

0.03 

0.00 

2,371.40 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Sangram Singh Ki Dhani 

0816000202059800 

0.04 

0.00 

1,189.88 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.002 

72.21 

Semi Critical 

Sankhla 

0816000102024500 

0.04 

0.00 

3,939.51 

0.00 

0.07 

0.07 

0.00 

0.01 

0.00 

- 

0.0434 

0.0490 

- 

0.092 

0.093 

0.163 

0.008 

0.155 

0.004 

2.79 

Safe 



0.05 

0.00 

########## 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sankra 

0816000202054800 

0.02 

0.00 

6,352.12 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

542.71 

Over Exploited 



0.02 

0.00 

3,402.16 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.004 

295.03 

Over Exploited 

Sanwala 

0816000102039100 

0.04 

0.05 

- 

0.05 

0.02 

0.07 

0.01 

0.08 

0.01 

0.0600 

- 

- 

- 

0.060 

0.068 

0.136 

0.014 

0.122 

1.659 

1,356.23 

Over Exploited 



0.04 

0.12 

- 

0.12 

0.02 

0.14 

0.02 

0.12 

0.02 

0.0700 

- 

- 

- 

0.070 

0.091 

0.232 

0.023 

0.209 

1.910 

915.41 

Over Exploited 

Sanwata 

0816000302068200 

0.03 

0.31 

- 

0.31 

- 

0.31 

0.03 

0.21 

0.06 

- 

- 

- 

- 

- 

0.055 

0.362 

0.036 

0.326 

0.023 

6.92 

Safe 

Satyaya 

0816000202047100 

0.05 

0.00 

19,074.14 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

- 

0.0081 

0.0115 

- 

0.020 

0.020 

0.034 

0.002 

0.032 

0.001 

3.15 

Safe 



0.05 

0.00 

23,151.00 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

438.43 

Over Exploited 

Sirwa 

0816000302069100 

0.03 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.10 

0.01 

- 

- 

- 

- 

- 

0.006 

0.039 

0.004 

0.035 

0.077 

221.30 

Over Exploited 

Soda 

0816000302070100 

0.03 

0.01 

(28.18) 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.002 

0.010 

0.000 

0.009 

0.003 

31.93 

Safe 

Sorhakor 

0816000102038100 

0.04 

0.24 

211.17 

0.29 

0.03 

0.32 

0.02 

0.13 

0.04 

0.0900 

- 

- 

- 

0.090 

0.133 

0.453 

0.023 

0.430 

2.343 

544.78 

Over Exploited 



0.04 

0.10 

337.66 

0.12 

0.02 

0.14 

0.01 

0.08 

0.02 

0.0500 

- 

- 

- 

0.050 

0.068 

0.210 

0.010 

0.199 

1.241 

622.60 

Over Exploited 

Soron Ki Dhani 

0816000102040100 

0.04 

0.10 

(73.03) 

0.08 

0.00 

0.08 

0.03 

0.20 

0.02 

- 

- 

- 

0.002 

0.002 

0.020 

0.101 

0.005 

0.096 

0.073 

76.34 

Semi Critical 

Sujiya 

0816000102037900 

0.04 

0.23 

(67.45) 

0.19 

- 

0.19 

0.03 

0.21 

0.04 

- 

- 

- 

- 

- 

0.042 

0.230 

0.011 

0.218 

0.016 

7.22 

Safe 

Tadana 

0816000102023300 

0.04 

0.00 

168,143.94 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0004 

0.0008 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

3.61 

Safe 



0.04 

0.06 

804.35 

0.07 

- 

0.07 

0.01 

0.05 

0.01 

- 

- 

- 

- 

- 

0.011 

0.085 

0.004 

0.081 

0.018 

21.80 

Safe 



0.05 

0.07 

1,437.98 

0.08 

- 

0.08 

0.01 

0.05 

0.01 

- 

- 

- 

- 

- 

0.012 

0.093 

0.005 

0.089 

0.017 

18.63 

Safe 

Tawarki 

0816000102023500 

0.04 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.002 

0.016 

0.002 

0.014 

0.004 

30.27 

Safe 



0.04 

0.21 

- 

0.21 

- 

0.21 

0.03 

0.17 

0.04 

- 

- 

- 

- 

- 

0.037 

0.246 

0.025 

0.221 

0.017 

7.74 

Safe 

Thaiyat 

0816000102039400 

0.04 

0.13 

(73.10) 

0.10 

- 

0.10 

0.03 

0.20 

0.02 

- 

- 

- 

- 

- 

0.022 

0.123 

0.006 

0.117 

0.117 

100.26 

Over Exploited 

Tota 

0816000202048700 

0.04 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0006 

0.0009 

- 

0.002 

0.002 

0.003 

0.000 

0.002 

0.000 

6.54 

Safe 



0.04 

0.17 

- 

0.17 

- 

0.17 

0.02 

0.16 

0.03 

- 

- 

- 

- 

- 

0.032 

0.206 

0.021 

0.186 

0.016 

8.55 

Safe 



0.05 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.002 

64.48 

Safe 



0.04 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0022 

0.0031 

- 

0.005 

0.005 

0.009 

0.001 

0.008 

0.001 

6.50 

Safe 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.002 

76.10 

Semi Critical 



0.05 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.002 

0.012 

0.001 

0.011 

0.003 

31.77 

Safe 

Ugawa 

0816000302069600 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

136.10 

Over Exploited 

Unda 

0816000302069000 

0.03 

0.15 

(12.21) 

0.13 

0.00 

0.13 

0.03 

0.17 

0.03 

0.0100 

- 

- 

0.001 

0.011 

0.038 

0.169 

0.008 

0.160 

0.158 

98.30 

Critical 

Aau 

0815000101925400 

0.08 

0.74 

(8.64) 

0.67 

0.02 

0.69 

0.04 

0.27 

0.13 

0.0600 

- 

- 

- 

0.060 

0.187 

0.881 

0.044 

0.837 

1.628 

194.39 

Over Exploited 

Ajasar 

0815000101924200 

0.07 

0.40 

(25.03) 

0.32 

- 

0.32 

0.05 

0.28 

0.08 

- 

- 

- 

- 

- 

0.080 

0.397 

0.020 

0.378 

0.041 

10.81 

Safe 

Akhasar 

0814000501817800 

0.08 

0.07 

- 

0.07 

0.00 

0.07 

0.02 

0.10 

0.01 

0.0100 

- 

- 

0.001 

0.011 

0.024 

0.095 

0.010 

0.086 

0.330 

384.39 

Over Exploited 

Amla 

0815000101922200 

0.06 

0.06 

90.23 

0.07 

- 

0.07 

0.01 

0.06 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.095 

0.005 

0.090 

0.365 

403.76 

Over Exploited 

Asolai 

0815000101918900 

0.08 

0.27 

- 

0.27 

- 

0.27 

0.04 

0.24 

0.05 

0.0100 

- 

- 

- 

0.010 

0.061 

0.326 

0.033 

0.293 

0.252 

85.89 

Semi Critical 

Balasar 

0815000101918200 

0.07 

0.23 

(42.55) 

0.18 

- 

0.18 

0.04 

0.24 

0.04 

- 

- 

- 

- 

- 

0.044 

0.226 

0.011 

0.214 

0.027 

12.73 

Safe 

Bapini 

0815000201933000 

0.07 

0.00 

2,614.67 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.015 

0.001 

0.014 

0.253 

1,752.03 

Over Exploited 



0.06 

0.50 

60.03 

0.60 

0.02 

0.62 

0.04 

0.27 

0.08 

0.0600 

- 

- 

- 

0.060 

0.136 

0.754 

0.038 

0.717 

1.637 

228.42 

Over Exploited 

Bapini Khurd 

0815000201933100 

0.06 

0.46 

42.09 

0.55 

0.01 

0.56 

0.04 

0.28 

0.07 

0.0400 

- 

- 

- 

0.040 

0.108 

0.668 

0.033 

0.635 

1.137 

179.04 

Over Exploited 

Barjasar 

0815000101922700 

0.08 

0.70 

- 

0.70 

0.01 

0.71 

0.04 

0.25 

0.13 

0.0400 

- 

- 

- 

0.040 

0.166 

0.873 

0.087 

0.786 

1.077 

137.10 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.012 

39,364.13 

Over Exploited 

Barsingon Ka Bas 

0815000101925800 

0.06 

0.46 

3.32 

0.47 

0.01 

0.48 

0.04 

0.26 

0.08 

0.0200 

- 

- 

- 

0.020 

0.097 

0.581 

0.029 

0.552 

0.470 

85.03 

Semi Critical 

Basi 

0803000500555400 

0.08 

0.02 

(72.06) 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.004 

0.022 

0.001 

0.020 

0.014 

70.13 

Semi Critical 



0.08 

0.28 

(88.00) 

0.22 

- 

0.22 

0.04 

0.24 

0.05 

- 

- 

- 

- 

- 

0.052 

0.274 

0.014 

0.261 

0.051 

19.64 

Safe 

Bedon Ka Bera 

0815000201934500 

0.06 

0.31 

182.03 

0.38 

0.03 

0.41 

0.04 

0.29 

0.05 

0.1000 

- 

- 

- 

0.100 

0.147 

0.555 

0.028 

0.527 

2.688 

510.33 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Bedoo 

081500020193260C 

25.119 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

3.535 

0.89 

0.060 

0.05 

0.00 

0.00 

0.00 

0.00 

0.24 

0.15 

0.17 

0.013 

0.03 

0.06 







Non-command 

Vindhyan Sandstone 

21.585 

0.89 

0.040 

0.19 

0.01 

0.00 

0.00 

0.00 

0.95 

0.59 

0.64 

0.081 

0.21 

0.34 


Bedoo Kalan 

081500020193250C 

31.769 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

31.769 

0.59 

0.040 

1.55 

0.08 

0.00 

0.00 

0.00 

2.22 

1.39 

6.04 

0.119 

0.24 

0.38 


Bhadla 

080300050055490C 

141.407 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

31.446 

0.19 

0.040 

0.05 

0.00 

0.00 

0.00 

0.00 

0.29 

0.17 

0.07 

0.093 

0.06 

0.10 


Bhajan Nagar 

081500010192650C 

2.096 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

2.096 

0.61 

0.040 

0.11 

0.01 

0.00 

0.00 

0.00 

0.15 

0.10 

0.44 

0.004 

0.21 

0.34 


Bhakhri 

081500020193190C 

22.665 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

5.156 

-0.11 

0.040 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.019 

0.05 

0.08 


Bhanda 

081500020193270C 

22.633 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

22.633 

0.98 

0.040 

0.21 

0.01 

0.00 

0.00 

0.00 

1.09 

0.68 

0.73 

0.085 

0.25 

0.40 


Bheekam Kor 

0815000201935200 

27.336 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

14.412 

0.51 

0.040 

0.18 

0.01 

0.00 

0.00 

0.00 

0.46 

0.28 

0.64 

0.054 

0.13 

0.22 


Bheeyadiya 

0815000201935100 

31.264 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

21.737 

0.79 

0.040 

0.24 

0.01 

0.00 

0.00 

0.00 

0.91 

0.56 

0.85 

0.081 

0.18 

0.29 


Bheeyasar 

0815000101918100 

119.042 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

103.312 

-0.36 

0.080 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.212 

0.18 

0.30 







Non-command 

Vindhyan Sandstone 

0.308 

-0.36 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Bilara Limestone 

15.422 

-0.36 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.032 

0.03 

0.04 


Bheloo 

0803000400545400 

116.761 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

15.064 

0.00 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.05 


Bhimsagar 

0815000201931800 

29.344 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

4.899 

0.95 

0.040 

0.10 

0.00 

0.00 

0.00 

0.00 

0.29 

0.18 

0.36 

0.018 

0.04 

0.06 


Bhoja Nagar 

0815000101915200 

16.059 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

9.100 

0.73 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.27 

0.17 

0.00 

0.015 

0.13 

0.22 







Non-command 

Vindhyan Sandstone 

6.959 

0.73 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.00 

0.012 

0.10 

0.17 


Bhojas 

0814000501817400 

38.573 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

16.972 

-0.16 

0.070 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.000 

0.11 

0.19 





Saline 

Non-command 

Non-command 

Bilara Limestone 

21.600 

-0.16 

0.070 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.000 

0.14 

0.24 


Bhojasar 

0815000101923200 

13.185 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

13.185 

-1.15 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.027 

0.22 

0.35 


Boogdi 

0815000101924000 

82.538 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

42.308 

0.09 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.00 

0.072 

0.12 

0.21 


Chadi 

0815000101924600 

34.715 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

24.569 

0.26 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.59 

0.37 

0.25 

0.050 

0.17 

0.28 


Chainpura 

0815000101922400 

28.783 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

5.112 

-0.21 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.010 

0.03 

0.05 







Non-command 

Vindhyan Sandstone 

23.671 

-0.21 

0.040 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.42 

0.049 

0.16 

0.25 


Chainpura Kalan 

0815000101922800 

23.382 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

23.215 

0.74 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

1.44 

0.90 

0.19 

0.048 

0.23 

0.37 







Non-command 

Vindhyan Sandstone 

0.167 

0.74 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 


Champasar 

0815000101924100 

40.916 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.280 

0.91 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 







Non-command 

Vindhyan Sandstone 

40.636 

0.91 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

1.13 

0.67 

0.00 

0.069 

0.24 

0.40 


Chandra Nagar 

0815000101926600 

8.654 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

8.654 

0.48 

0.040 

0.23 

0.01 

0.00 

0.00 

0.00 

0.39 

0.24 

0.91 

0.018 

0.21 

0.33 


Charnai 

0815000101915800 

59.440 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

2.784 

-0.30 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.005 

0.01 

0.01 


Charnisara 

0814000501821800 

12.114 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

1.375 

0.14 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.03 

0.05 





Saline 

Non-command 

Non-command 

Bilara Limestone 

0.028 

0.14 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Cheemana 

0815000101917000 

53.146 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

10.556 

0.38 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.00 

0.018 

0.04 

0.07 


Chhatarwalon Ka Gao 

0815000101923400 

20.026 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

15.125 

-1.89 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.031 

0.17 

0.28 





Saline 

Non-command 

Non-command 

Bilara Limestone 

4.900 

-1.89 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.010 

0.06 

0.09 


Chhila Nadi 

0815000101917300 

6.645 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

6.633 

0.29 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.00 

0.011 

0.22 

0.37 


Chhitar Bera 

0815000101922900 

7.066 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

7.066 

0.50 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.34 

0.21 

0.22 

0.015 

0.22 

0.36 


Chikni Nari 

0815000101930700 

15.048 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

6.942 

-0.19 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.014 

0.09 

0.14 


Chiri 

0815000101919300 

10.744 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

10.744 

-0.38 

0.040 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.018 

0.19 

0.30 


Chitana 

0803000500555500 

22.719 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

2.091 

0.14 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.006 

0.02 

0.04 





Saline 

Non-command 

Non-command 

Bilara Limestone 

20.628 

0.14 

0.030 

0.05 

0.00 

0.00 

0.00 

0.00 

0.14 

0.08 

0.13 

0.061 

0.23 

0.40 


Dabar 

0815000101927200 

13.251 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

13.251 

-0.15 

0.040 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.027 

0.19 

0.31 


Dantina 

0814000501818000 

41.756 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

3.242 

-0.62 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.000 

0.02 

0.03 


Davi Sagar 

0814000501821200 

5.538 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.295 

-0.39 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Denok 

0815000101926000 

70.196 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

40.501 

0.09 

0.080 

0.17 

0.01 

0.00 

0.00 

0.00 

0.46 

0.29 

0.59 

0.083 

0.12 

0.19 







Non-command 

Vindhyan Sandstone 

29.695 

0.09 

0.040 

0.16 

0.01 

0.00 

0.00 

0.00 

0.26 

0.16 

0.55 

0.061 

0.09 

0.14 


Deu 

0814000501818100 

30.832 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.100 

-0.65 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dhadharwala 

0815000101917100 

22.846 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

12.924 

0.06 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.022 

0.13 

0.21 


Dhelana 

0815000101931200 

37.621 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

33.704 

-0.20 

0.040 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.069 

0.19 

0.30 


Dholasar 

0815000101919500 

36.235 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

13.335 

-0.73 

0.080 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.027 

0.07 

0.11 


Dholiya Der 

0814000501817200 

53.281 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

20.721 

0.43 

0.070 

0.02 

0.00 

0.00 

0.00 

0.00 

0.65 

0.39 

0.07 

0.000 

0.10 

0.16 







Non-command 

Vindhyan Sandstone 

32.560 

0.43 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.57 

0.34 

0.06 

0.000 

0.15 

0.25 


Galni 

0814000501821900 

20.579 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

15.392 

0.25 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.28 

0.17 

0.03 

0.000 

0.19 

0.33 





Saline 

Non-command 

Non-command 

Bilara Limestone 

4.584 

0.25 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.000 

0.06 

0.10 


Ghantiyali 

0815000101917700 

23.135 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

22.934 

0.61 

0.030 

0.03 

0.00 

0.00 

0.00 

0.00 

0.45 

0.27 

0.07 

0.039 

0.22 

0.37 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

0.201 

0.61 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gudha Bhagwan Das 

0814000501822100 

18.055 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.182 

0.14 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Hansa Desh 

0815000101926400 

6.679 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

6.679 

0.39 

0.040 

0.17 

0.01 

0.00 

0.00 

0.00 

0.27 

0.17 

0.65 

0.014 

0.21 

0.33 


Hanuman Nagar 

0815000101923100 

48.916 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

48.916 

-1.34 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.100 

0.23 

0.37 


Hari Pura 

0815000101918500 

11.206 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

11.206 

-0.52 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.019 

0.19 

0.30 


Harlaya 

0815000201934700 

24.464 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

14.828 

1.59 

0.040 

0.20 

0.01 

0.00 

0.00 

0.00 

1.13 

0.70 

0.74 

0.055 

0.15 

0.24 


Imam Nagar 

0815000101917500 

7.433 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

1.072 

0.55 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.002 

0.03 

0.05 







Non-command 

Vindhyan Sandstone 

0.878 

0.55 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.03 

0.04 





Saline 

Non-command 

Non-command 

Bilara Limestone 

1.948 

0.55 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.003 

0.06 

0.09 







Non-command 

Vindhyan Sandstone 

3.536 

0.55 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.006 

0.10 

0.17 


Indon Ka Bas 

0815000101925900 

44.129 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

44.129 

0.31 

0.040 

0.26 

0.01 

0.00 

0.00 

0.00 

0.79 

0.50 

0.93 

0.091 

0.21 

0.34 


Ishru 

0815000101925500 

69.751 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

58.243 

0.76 

0.080 

0.23 

0.01 

0.00 

0.00 

0.00 

3.78 

2.36 

0.75 

0.120 

0.20 

0.32 







Non-command 

Vindhyan Sandstone 

11.508 

0.76 

0.040 

0.05 

0.00 

0.00 

0.00 

0.00 

0.40 

0.25 

0.18 

0.024 

0.04 

0.06 


Jaisala 

0815000101923600 

49.214 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

11.414 

-0.21 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.019 

0.05 

0.09 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Bedoo 

0815000201932600 

0.07 

0.01 

1,647.62 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.022 

0.001 

0.021 

0.186 

907.72 

Over Exploited 



0.06 

0.27 

117.15 

0.33 

0.01 

0.34 

0.03 

0.24 

0.04 

0.0200 

- 

- 

- 

0.020 

0.063 

0.401 

0.020 

0.381 

0.723 

189.89 

Over Exploited 

Bedoo Kalan 

0815000201932500 

0.06 

0.46 

203.46 

0.55 

0.08 

0.63 

0.04 

0.28 

0.07 

0.2300 

- 

- 

- 

0.230 

0.302 

0.931 

0.047 

0.884 

6.161 

696.92 

Over Exploited 

Bhadla 

0803000500554900 

0.08 

0.14 

20.25 

0.17 

- 

0.17 

0.01 

0.07 

0.03 

- 

- 

- 

- 

- 

0.028 

0.195 

0.010 

0.185 

0.158 

85.19 

Semi Critical 

Bhajan Nagar 

0815000101926500 

0.06 

0.03 

256.02 

0.03 

0.01 

0.04 

0.04 

0.25 

0.00 

0.0200 

- 

- 

- 

0.020 

0.025 

0.067 

0.003 

0.063 

0.447 

706.68 

Over Exploited 

Bhakhri 

0815000201931900 

0.06 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.028 

0.003 

0.025 

0.217 

852.16 

Over Exploited 

Bhanda 

0815000201932700 

0.06 

0.34 

102.08 

0.40 

0.01 

0.41 

0.04 

0.29 

0.05 

0.0300 

- 

- 

- 

0.030 

0.081 

0.494 

0.025 

0.469 

0.817 

173.95 

Over Exploited 

Bheekam Kor 

0815000201935200 

0.06 

0.11 

146.57 

0.14 

0.01 

0.15 

0.02 

0.15 

0.02 

0.0200 

- 

- 

- 

0.020 

0.037 

0.185 

0.009 

0.176 

0.690 

393.04 

Over Exploited 

Bheeyadiya 

0815000201935100 

0.06 

0.23 

145.55 

0.27 

0.01 

0.28 

0.03 

0.20 

0.03 

0.0300 

- 

- 

- 

0.030 

0.064 

0.348 

0.017 

0.330 

0.927 

280.65 

Over Exploited 

Bheeyasar 

0815000101918100 

0.08 

1.52 

- 

1.52 

- 

1.52 

0.04 

0.22 

0.29 

0.0100 

- 

- 

- 

0.010 

0.301 

1.823 

0.182 

1.640 

0.388 

23.66 

Safe 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.08 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.03 

0.01 

- 

- 

- 

- 

- 

0.006 

0.040 

0.004 

0.036 

0.054 

147.64 

Over Exploited 

Bheloo 

0803000400545400 

0.10 

0.04 

- 

0.04 

- 

0.04 

0.01 

0.04 

0.01 

- 

- 

- 

- 

- 

0.010 

0.054 

0.005 

0.048 

- 

- 

Safe 

Bhimsagar 

0815000201931800 

0.06 

0.01 

1,436.34 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.026 

0.001 

0.024 

0.378 

1,545.49 

Over Exploited 

Bhoja Nagar 

0815000101915200 

0.07 

0.08 

96.29 

0.10 

- 

0.10 

0.03 

0.16 

0.02 

- 

- 

- 

- 

- 

0.017 

0.118 

0.006 

0.112 

0.015 

13.78 

Safe 



0.07 

0.05 

85.59 

0.06 

- 

0.06 

0.02 

0.12 

0.01 

- 

- 

- 

- 

- 

0.010 

0.069 

0.003 

0.066 

0.012 

18.02 

Safe 

Bhojas 

0814000501817400 

0.08 

0.15 

- 

0.15 

- 

0.15 

0.02 

0.13 

0.03 

0.0100 

- 

- 

- 

0.010 

0.039 

0.190 

0.019 

0.171 

0.165 

96.71 

Critical 



0.08 

0.24 

- 

0.24 

- 

0.24 

0.03 

0.17 

0.05 

0.0100 

- 

- 

- 

0.010 

0.056 

0.301 

0.030 

0.271 

0.154 

56.87 

Safe 

Bhojasar 

0815000101923200 

0.08 

0.23 

- 

0.23 

- 

0.23 

0.04 

0.26 

0.04 

- 

- 

- 

- 

- 

0.042 

0.273 

0.027 

0.246 

0.027 

11.00 

Safe 

Boogdi 

0815000101924000 

0.07 

0.36 

(79.38) 

0.29 

- 

0.29 

0.03 

0.15 

0.08 

- 

- 

- 

- 

- 

0.076 

0.367 

0.018 

0.349 

0.072 

20.66 

Safe 

Chadi 

0815000101924600 

0.08 

0.34 

7.22 

0.37 

- 

0.37 

0.03 

0.20 

0.06 

0.0100 

- 

- 

- 

0.010 

0.068 

0.437 

0.022 

0.415 

0.302 

72.88 

Semi Critical 

Chainpura 

0815000101922400 

0.08 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.003 

0.016 

0.002 

0.015 

0.086 

583.72 

Over Exploited 



0.06 

0.22 

- 

0.22 

0.01 

0.23 

0.03 

0.19 

0.04 

0.0200 

- 

- 

- 

0.020 

0.062 

0.295 

0.029 

0.265 

0.470 

177.00 

Over Exploited 

Chainpura Kalan 

0815000101922800 

0.08 

0.43 

110.06 

0.51 

- 

0.51 

0.04 

0.27 

0.07 

0.0100 

- 

- 

- 

0.010 

0.082 

0.597 

0.030 

0.567 

0.241 

42.45 

Safe 



0.06 

0.00 

18,495.47 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Champasar 

0815000101924100 

0.07 

0.00 

18,787.77 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.68 

(1.25) 

0.67 

- 

0.67 

0.05 

0.29 

0.14 

- 

- 

- 

- 

- 

0.135 

0.809 

0.040 

0.769 

0.069 

9.00 

Safe 

Chandra Nagar 

0815000101926600 

0.06 

0.11 

124.99 

0.13 

0.01 

0.14 

0.04 

0.24 

0.02 

0.0300 

- 

- 

- 

0.030 

0.049 

0.189 

0.009 

0.179 

0.925 

516.07 

Over Exploited 

Charnai 

0815000101915800 

0.07 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.003 

0.000 

0.003 

0.016 

538.10 

Over Exploited 

Charnisara 

0814000501821800 

0.08 

0.00 

148.51 

0.00 

- 

0.00 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

- 

- 

Safe 



0.08 

0.00 

15,398.98 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Cheemana 

0815000101917000 

0.07 

0.03 

138.82 

0.04 

- 

0.04 

0.01 

0.05 

0.01 

- 

- 

- 

- 

- 

0.007 

0.046 

0.002 

0.044 

0.018 

41.20 

Safe 

Chhatarwalon Ka Gao 

0815000101923400 

0.08 

0.21 

- 

0.21 

- 

0.21 

0.03 

0.20 

0.04 

- 

- 

- 

- 

- 

0.039 

0.245 

0.024 

0.220 

0.039 

17.73 

Safe 



0.08 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.004 

0.026 

0.003 

0.023 

0.010 

43.52 

Safe 

Chhila Nadi 

0815000101917300 

0.07 

0.10 

(66.45) 

0.08 

- 

0.08 

0.05 

0.27 

0.02 

- 

- 

- 

- 

- 

0.023 

0.106 

0.005 

0.100 

0.011 

11.25 

Safe 

Chhitar Bera 

0815000101922900 

0.08 

0.13 

69.08 

0.15 

- 

0.15 

0.04 

0.26 

0.02 

0.0100 

- 

- 

- 

0.010 

0.032 

0.184 

0.009 

0.175 

0.233 

132.74 

Over Exploited 

Chikni Nari 

0815000101930700 

0.06 

0.04 

- 

0.04 

- 

0.04 

0.02 

0.11 

0.01 

- 

- 

- 

- 

- 

0.007 

0.044 

0.004 

0.040 

0.036 

91.48 

Critical 

Chiri 

0815000101919300 

0.07 

0.14 

- 

0.14 

- 

0.14 

0.04 

0.23 

0.03 

- 

- 

- 

- 

- 

0.027 

0.171 

0.017 

0.154 

0.148 

96.31 

Critical 

Chitana 

0803000500555500 

0.08 

0.00 

178.25 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.020 

387.51 

Over Exploited 



0.08 

0.38 

(79.15) 

0.31 

- 

0.31 

0.04 

0.28 

0.07 

- 

- 

- 

- 

- 

0.072 

0.379 

0.019 

0.360 

0.193 

53.52 

Safe 

Dabar 

0815000101927200 

0.06 

0.15 

- 

0.15 

- 

0.15 

0.04 

0.23 

0.03 

0.0100 

- 

- 

- 

0.010 

0.039 

0.192 

0.019 

0.173 

0.373 

215.77 

Over Exploited 

Dantina 

0814000501818000 

0.08 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.005 

0.033 

603.71 

Over Exploited 

Davi Sagar 

0814000501821200 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Denok 

0815000101926000 

0.08 

0.39 

(27.10) 

0.31 

0.01 

0.32 

0.02 

0.14 

0.07 

0.0200 

- 

- 

- 

0.020 

0.090 

0.414 

0.021 

0.393 

0.671 

170.61 

Over Exploited 



0.06 

0.16 

2.47 

0.16 

0.01 

0.17 

0.02 

0.10 

0.03 

0.0200 

- 

- 

- 

0.020 

0.048 

0.220 

0.011 

0.209 

0.612 

292.25 

Over Exploited 

Deu 

0814000501818100 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Dhadharwala 

0815000101917100 

0.07 

0.11 

(83.80) 

0.09 

- 

0.09 

0.03 

0.16 

0.03 

- 

- 

- 

- 

- 

0.026 

0.118 

0.006 

0.112 

0.022 

19.68 

Safe 

Dhelana 

0815000101931200 

0.06 

0.39 

- 

0.39 

- 

0.39 

0.03 

0.22 

0.07 

0.0100 

- 

- 

- 

0.010 

0.076 

0.462 

0.046 

0.416 

0.307 

73.92 

Semi Critical 

Dholasar 

0815000101919500 

0.08 

0.07 

- 

0.07 

0.01 

0.08 

0.01 

0.08 

0.01 

0.0200 

- 

- 

- 

0.020 

0.034 

0.118 

0.012 

0.106 

0.430 

405.08 

Over Exploited 

Dholiya Der 

0814000501817200 

0.08 

0.16 

142.53 

0.19 

- 

0.19 

0.02 

0.11 

0.03 

- 

- 

- 

- 

- 

0.031 

0.222 

0.011 

0.211 

0.066 

31.35 

Safe 



0.08 

0.39 

(13.00) 

0.34 

- 

0.34 

0.03 

0.18 

0.08 

- 

- 

- 

- 

- 

0.076 

0.418 

0.021 

0.397 

0.055 

13.86 

Safe 

Galni 

0814000501821900 

0.08 

0.24 

(30.40) 

0.19 

- 

0.19 

0.04 

0.23 

0.04 

- 

- 

- 

- 

- 

0.044 

0.234 

0.012 

0.222 

0.033 

14.84 

Safe 



0.08 

0.02 

125.18 

0.03 

- 

0.03 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.004 

0.029 

0.001 

0.028 

- 

- 

Safe 

Ghantiyali 

0815000101917700 

0.07 

0.35 

(23.91) 

0.28 

- 

0.28 

0.05 

0.27 

0.08 

- 

- 

- 

- 

- 

0.075 

0.359 

0.018 

0.341 

0.111 

32.59 

Safe 



0.07 

0.00 

7,999.41 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gudha Bhagwan Das 

0814000501822100 

0.08 

0.00 

2,805.83 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Hansa Desh 

0815000101926400 

0.06 

0.08 

99.59 

0.10 

0.01 

0.11 

0.04 

0.24 

0.01 

0.0200 

- 

- 

- 

0.020 

0.035 

0.145 

0.007 

0.138 

0.662 

481.02 

Over Exploited 

Hanuman Nagar 

0815000101923100 

0.08 

0.89 

- 

0.89 

- 

0.89 

0.04 

0.27 

0.16 

0.0100 

- 

- 

- 

0.010 

0.172 

1.064 

0.106 

0.957 

0.268 

28.04 

Safe 

Hari Pura 

0815000101918500 

0.07 

0.15 

- 

0.15 

- 

0.15 

0.04 

0.23 

0.03 

- 

- 

- 

- 

- 

0.029 

0.179 

0.018 

0.161 

0.019 

11.88 

Safe 

Harlaya 

0815000201934700 

0.06 

0.13 

427.48 

0.16 

0.01 

0.17 

0.02 

0.17 

0.02 

0.0300 

- 

- 

- 

0.030 

0.050 

0.220 

0.011 

0.209 

0.793 

380.01 

Over Exploited 

Imam Nagar 

0815000101917500 

0.07 

0.00 

524.75 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.002 

58.64 

Safe 



0.07 

0.00 

474.26 

0.00 

- 

0.00 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.001 

71.61 

Semi Critical 



0.07 

0.01 

243.22 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.002 

0.011 

0.001 

0.010 

0.003 

32.26 

Safe 



0.07 

0.03 

41.53 

0.03 

- 

0.03 

0.02 

0.12 

0.01 

- 

- 

- 

- 

- 

0.005 

0.036 

0.002 

0.034 

0.006 

17.77 

Safe 

Indon Ka Bas 

0815000101925900 

0.06 

0.56 

(11.73) 

0.50 

0.01 

0.51 

0.04 

0.25 

0.10 

0.0300 

- 

- 

- 

0.030 

0.128 

0.635 

0.032 

0.604 

1.020 

168.93 

Over Exploited 

Ishru 

0815000101925500 

0.08 

0.94 

150.37 

1.13 

0.01 

1.14 

0.03 

0.23 

0.15 

0.0300 

- 

- 

- 

0.030 

0.183 

1.323 

0.066 

1.257 

0.868 

69.02 

Safe 



0.06 

0.03 

808.83 

0.03 

- 

0.03 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.048 

0.002 

0.045 

0.208 

459.48 

Over Exploited 

Jaisala 

0815000101923600 

0.07 

0.04 

- 

0.04 

- 

0.04 

0.01 

0.06 

0.01 

- 

- 

- 

- 

- 

0.008 

0.051 

0.005 

0.046 

0.019 

42.27 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Vindhyan Sandstone 

37.800 

-0.21 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.064 

0.18 

0.29 


Jaldara 

0815000101917400 

11.290 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

11.290 

0.10 

0.030 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.08 

0.019 

0.23 

0.38 


Jamba 

0815000101915900 

18.642 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

11.498 

-0.18 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.020 

0.12 

0.19 


Jamba Ki Dhani 

0815000101916000 

33.710 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

1.404 

0.64 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.002 

0.01 

0.01 


Jambeshvar Nagari 

0815000101918400 

10.563 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

10.563 

-0.29 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.018 

0.19 

0.31 


Jawar Nada 

0815000101918800 

3.146 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

3.146 

0.03 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.006 

0.20 

0.32 


Jeriya 

0815000201932300 

19.769 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

19.769 

0.62 

0.040 

0.20 

0.01 

0.00 

0.00 

0.00 

0.68 

0.42 

0.70 

0.074 

0.22 

0.36 


Jhareli 

0814000501817300 

34.446 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

7.987 

0.22 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.03 

0.000 

0.06 

0.10 







Non-command 

Vindhyan Sandstone 

25.642 

0.22 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.14 

0.06 

0.000 

0.19 

0.32 





Saline 

Non-command 

Non-command 

Bilara Limestone 

0.817 

0.22 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Kahira 

0803000500555600 

13.629 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

11.270 

0.27 

0.030 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.07 

0.033 

0.21 

0.36 





Saline 

Non-command 

Non-command 

Bilara Limestone 

2.359 

0.27 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.007 

0.04 

0.08 


Kali Rana Nagar 

0815000101923300 

12.041 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

9.841 

-1.49 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.020 

0.18 

0.29 





Saline 

Non-command 

Non-command 

Bilara Limestone 

2.199 

-1.49 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.005 

0.04 

0.06 


Kalri 

0814000401803100 

21.558 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.257 

0.50 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.01 


Kapooriya 

0815000201933800 

26.993 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.000 

2.14 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Karani Pura 

0815000101919100 

8.935 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

8.935 

-0.41 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.018 

0.20 

0.31 


Karnoo 

0814000501817700 

31.396 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

16.004 

-0.31 

0.070 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.000 

0.13 

0.21 


Karwan 

0815000201932900 

37.463 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

37.463 

0.94 

0.040 

0.56 

0.03 

0.00 

0.00 

0.00 

1.93 

1.20 

2.05 

0.140 

0.25 

0.40 


Kedli 

0803000500555900 

21.926 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

1.458 

0.47 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.004 

0.02 

0.03 


Kelansar 

0815000101923700 

49.379 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

49.379 

0.06 

0.030 

0.04 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.04 

0.084 

0.23 

0.38 


Kerla 

0815000101925700 

21.329 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

1.407 

0.70 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.003 

0.02 

0.02 







Non-command 

Vindhyan Sandstone 

19.922 

0.70 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.58 

0.36 

0.03 

0.041 

0.22 

0.35 


Kerlanada 

0815000201934800 

54.645 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

29.889 

0.81 

0.040 

0.09 

0.00 

0.00 

0.00 

0.00 

1.05 

0.65 

0.22 

0.112 

0.14 

0.22 


Khadkali 

0814000501822000 

34.885 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

21.973 

0.34 

0.070 

0.02 

0.00 

0.00 

0.00 

0.00 

0.55 

0.32 

0.07 

0.000 

0.16 

0.28 







Non-command 

Vindhyan Sandstone 

0.005 

0.34 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khajoosar 

0815000101918000 

12.303 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

8.773 

0.62 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.10 

0.00 

0.015 

0.16 

0.26 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

2.704 

0.62 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.005 

0.05 

0.08 


Khariya 

0815000101924400 

26.558 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

26.558 

1.19 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

2.55 

1.56 

0.00 

0.055 

0.24 

0.39 


Khariya Kansingh 

0815000101917800 

8.482 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.199 

0.53 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Vindhyan Sandstone 

8.160 

0.53 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.00 

0.014 

0.21 

0.34 


Khengasar 

0815000101916600 

55.441 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

11.596 

0.49 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.14 

0.00 

0.020 

0.04 

0.07 







Non-command 

Vindhyan Sandstone 

3.293 

0.49 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.006 

0.01 

0.02 


Kodiya Nada 

0815000101917200 

9.342 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

9.342 

0.02 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.016 

0.23 

0.39 


Kuknon Ki Dhani 

0815000101923500 

20.924 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

4.372 

0.12 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.007 

0.05 

0.08 







Non-command 

Vindhyan Sandstone 

16.388 

0.12 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.028 

0.18 

0.29 





Saline 

Non-command 

Non-command 

Bilara Limestone 

0.163 

0.12 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Lakheta 

0815000201934000 

15.751 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

11.075 

0.57 

0.040 

0.59 

0.03 

0.00 

0.00 

0.00 

0.81 

0.50 

2.29 

0.041 

0.18 

0.29 


Lohawat Bisnawas 

0815000101927000 

31.326 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

31.326 

-0.01 

0.040 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.064 

0.20 

0.32 


Lohawat Jatahwas 

0815000101930900 

36.759 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

36.688 

-0.19 

0.040 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.075 

0.20 

0.31 


Magra 

0815000101931000 

3.923 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

3.923 

-0.18 

0.040 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.008 

0.20 

0.33 


Mandeliya 

0803000500555300 

4.102 

Saline 

Non-command 

Non-command 

Bilara Limestone 

4.053 

-0.39 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.012 

0.25 

0.43 


Maneora 

0815000101924300 

12.371 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

9.819 

1.27 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.51 

0.31 

0.00 

0.017 

0.19 

0.31 







Non-command 

Vindhyan Sandstone 

2.552 

1.27 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.00 

0.004 

0.05 

0.08 


Matora 

0815000201934100 

69.623 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

68.377 

1.00 

0.040 

0.55 

0.02 

0.00 

0.00 

0.00 

3.26 

2.01 

1.85 

0.256 

0.25 

0.40 


Mepan 

0815000201932800 

3.703 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

3.703 

1.05 

0.040 

0.09 

0.00 

0.00 

0.00 

0.00 

0.25 

0.15 

0.34 

0.014 

0.25 

0.40 


Mohar Nagar 

0815000101923000 

12.291 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

12.291 

-0.26 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.025 

0.22 

0.35 


Moolraj 

0815000101926300 

6.654 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

6.654 

0.13 

0.040 

0.17 

0.01 

0.00 

0.00 

0.00 

0.20 

0.12 

0.66 

0.014 

0.21 

0.33 


Moriya 

0815000101922500 

27.911 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

27.713 

-0.28 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.057 

0.19 

0.31 







Non-command 

Vindhyan Sandstone 

0.197 

-0.28 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Motai 

0815000101918600 

55.571 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

54.617 

-0.21 

0.040 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.093 

0.19 

0.31 


Munjasar 

0815000101926100 

22.541 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

4.836 

-0.22 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.010 

0.04 

0.07 







Non-command 

Vindhyan Sandstone 

17.706 

-0.22 

0.040 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.036 

0.15 

0.25 


Naneu 

0815000101919400 

77.931 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

14.989 

-1.41 

0.040 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.026 

0.04 

0.06 


Narayanpura 

0815000101916200 

27.472 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

2.827 

0.58 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.005 

0.02 

0.03 


Nausar 

0815000201934600 

69.260 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

69.260 

0.87 

0.040 

1.63 

0.08 

0.00 

0.00 

0.00 

3.96 

2.45 

6.16 

0.259 

0.25 

0.41 


Naya Bera 

0815000101926200 

33.319 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

33.319 

-0.17 

0.040 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.63 

0.068 

0.20 

0.32 


Nenau 

0814000501821700 

18.279 

Saline 

Non-command 

Non-command 

Bilara Limestone 

12.685 

-0.08 

0.070 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.000 

0.18 

0.30 


Nimbola 

0814000501821100 

13.633 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.103 

-0.37 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nimbonka Talab 

0815000201934300 

29.795 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

29.795 

0.85 

0.040 

0.87 

0.04 

0.00 

0.00 

0.00 

1.84 

1.14 

3.34 

0.111 

0.25 

0.39 


Nokhra Bhatiyan 

0815000101925200 

3.217 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

3.217 

0.16 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.005 

0.23 

0.38 


Nokhra Charna 

0815000101925100 

21.897 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

21.897 

-0.41 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.037 

0.23 

0.38 


Nokhra Godara 

0815000101925000 

4.388 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

4.388 

0.15 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.007 

0.24 

0.38 


Nokhra Patawatan 

0815000101925300 

10.696 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

10.696 

-0.15 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.022 

0.23 

0.38 


Ompura 

0815000201933200 

39.679 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

2.931 

1.04 

0.040 

0.08 

0.00 

0.00 

0.00 

0.00 

0.20 

0.13 

0.31 

0.011 

0.02 

0.03 


Paboosar 

0814000501817600 

35.849 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

35.521 

-0.15 

0.070 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.76 

0.000 

0.25 

0.41 


Pabupura 

0815000101916100 

12.538 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

7.112 

0.49 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.09 

0.00 

0.012 

0.12 

0.19 


Paleena 

0815000101919200 

64.014 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

62.402 

-0.43 

0.080 

0.48 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.74 

0.128 

0.19 

0.30 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.07 

0.47 

- 

0.47 

- 

0.47 

0.04 

0.21 

0.09 

- 

- 

- 

- 

- 

0.093 

0.560 

0.056 

0.504 

0.076 

15.14 

Safe 

Jaldara 

0815000101917400 

0.07 

0.18 

(78.51) 

0.14 

- 

0.14 

0.05 

0.28 

0.04 

- 

- 

- 

- 

- 

0.039 

0.182 

0.009 

0.173 

0.103 

59.81 

Safe 

Jamba 

0815000101915900 

0.07 

0.10 

- 

0.10 

- 

0.10 

0.02 

0.14 

0.02 

- 

- 

- 

- 

- 

0.018 

0.113 

0.011 

0.102 

0.063 

61.38 

Safe 

Jamba Ki Dhani 

0815000101916000 

0.07 

0.00 

2,709.77 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

226.38 

Over Exploited 

Jambeshvar Nagari 

0815000101918400 

0.07 

0.14 

- 

0.14 

0.00 

0.14 

0.04 

0.23 

0.03 

- 

- 

- 

0.001 

0.001 

0.029 

0.173 

0.017 

0.155 

0.018 

11.58 

Safe 

Jawar Nada 

0815000101918800 

0.08 

0.05 

(78.98) 

0.04 

- 

0.04 

0.04 

0.24 

0.01 

- 

- 

- 

- 

- 

0.010 

0.051 

0.003 

0.048 

0.031 

65.48 

Safe 

Jeriya 

0815000201932300 

0.06 

0.26 

59.95 

0.32 

0.01 

0.33 

0.04 

0.26 

0.04 

0.0300 

- 

- 

- 

0.030 

0.074 

0.402 

0.020 

0.382 

0.773 

202.49 

Over Exploited 

Jhareli 

0814000501817300 

0.08 

0.04 

111.08 

0.04 

- 

0.04 

0.01 

0.07 

0.01 

- 

- 

- 

- 

- 

0.007 

0.052 

0.003 

0.049 

0.033 

67.11 

Safe 



0.08 

0.38 

(263.71) 

0.31 

- 

0.31 

0.04 

0.22 

0.07 

- 

- 

- 

- 

- 

0.074 

0.380 

0.019 

0.361 

0.055 

15.22 

Safe 



0.08 

0.00 

1,806.44 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

- 

- 

Safe 

Kahira 

0803000500555600 

0.08 

0.19 

(63.18) 

0.15 

- 

0.15 

0.04 

0.25 

0.04 

- 

- 

- 

- 

- 

0.035 

0.190 

0.009 

0.180 

0.105 

58.47 

Safe 



0.08 

0.01 

102.72 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.002 

0.012 

0.001 

0.011 

0.019 

170.98 

Over Exploited 

Kali Rana Nagar 

0815000101923300 

0.08 

0.14 

- 

0.14 

- 

0.14 

0.03 

0.21 

0.03 

- 

- 

- 

- 

- 

0.026 

0.168 

0.017 

0.151 

0.079 

52.49 

Safe 



0.08 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.001 

0.008 

0.019 

245.73 

Over Exploited 

Kalri 

0814000401803100 

0.08 

0.00 

8,201.06 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Kapooriya 

0815000201933800 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Karani Pura 

0815000101919100 

0.08 

0.14 

- 

0.14 

- 

0.14 

0.04 

0.23 

0.03 

0.0100 

- 

- 

- 

0.010 

0.036 

0.176 

0.018 

0.158 

0.245 

154.93 

Over Exploited 

Karnoo 

0814000501817700 

0.08 

0.16 

- 

0.16 

- 

0.16 

0.02 

0.15 

0.03 

0.0100 

- 

- 

- 

0.010 

0.040 

0.202 

0.020 

0.182 

0.231 

127.07 

Over Exploited 

Karwan 

0815000201932900 

0.06 

0.56 

112.73 

0.68 

0.03 

0.71 

0.04 

0.29 

0.08 

0.0800 

- 

- 

- 

0.080 

0.164 

0.872 

0.044 

0.828 

2.186 

264.04 

Over Exploited 

Kedli 

0803000500555900 

0.08 

0.00 

497.10 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.004 

162.18 

Over Exploited 

Kelansar 

0815000101923700 

0.07 

0.79 

(90.00) 

0.63 

- 

0.63 

0.05 

0.28 

0.17 

- 

- 

- 

- 

- 

0.167 

0.802 

0.040 

0.762 

0.120 

15.76 

Safe 

Kerla 

0815000101925700 

0.08 

0.00 

2,759.01 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.003 

129.48 

Over Exploited 



0.06 

0.26 

39.30 

0.31 

- 

0.31 

0.04 

0.25 

0.04 

- 

- 

- 

- 

- 

0.043 

0.353 

0.018 

0.336 

0.073 

21.72 

Safe 

Kerlanada 

0815000201934800 

0.06 

0.25 

163.84 

0.30 

- 

0.30 

0.02 

0.16 

0.04 

0.0100 

- 

- 

- 

0.010 

0.046 

0.342 

0.017 

0.325 

0.328 

100.93 

Over Exploited 

Khadkali 

0814000501822000 

0.08 

0.29 

12.15 

0.32 

- 

0.32 

0.03 

0.19 

0.05 

- 

- 

- 

- 

- 

0.053 

0.375 

0.019 

0.356 

0.066 

18.54 

Safe 



0.08 

0.00 

603,511.95 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Khajoosar 

0815000101918000 

0.07 

0.10 

3.78 

0.10 

- 

0.10 

0.03 

0.19 

0.02 

- 

- 

- 

- 

- 

0.020 

0.119 

0.006 

0.113 

0.015 

13.20 

Safe 



0.07 

0.01 

236.90 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.002 

0.013 

0.001 

0.012 

0.005 

37.88 

Safe 

Khariya 

0815000101924400 

0.08 

0.51 

205.21 

0.61 

- 

0.61 

0.05 

0.29 

0.10 

- 

- 

- 

- 

- 

0.096 

0.708 

0.035 

0.672 

0.055 

8.11 

Safe 

Khariya Kansingh 

0815000101917800 

0.07 

0.00 

3,619.48 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.12 

(32.60) 

0.09 

- 

0.09 

0.04 

0.25 

0.02 

- 

- 

- 

- 

- 

0.024 

0.119 

0.006 

0.113 

0.014 

12.31 

Safe 

Khengasar 

0815000101916600 

0.07 

0.04 

298.14 

0.04 

- 

0.04 

0.01 

0.05 

0.01 

- 

- 

- 

- 

- 

0.008 

0.051 

0.003 

0.048 

0.020 

40.86 

Safe 



0.07 

0.00 

906.59 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.006 

143.88 

Over Exploited 

Kodiya Nada 

0815000101917200 

0.07 

0.15 

(94.10) 

0.12 

- 

0.12 

0.05 

0.28 

0.03 

- 

- 

- 

- 

- 

0.033 

0.152 

0.008 

0.144 

0.016 

11.02 

Safe 

Kuknon Ki Dhani 

0815000101923500 

0.07 

0.01 

(12.22) 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.003 

0.015 

0.001 

0.015 

0.007 

50.58 

Safe 



0.07 

0.20 

(79.42) 

0.16 

- 

0.16 

0.04 

0.21 

0.04 

- 

- 

- 

- 

- 

0.041 

0.202 

0.010 

0.192 

0.028 

14.54 

Safe 



0.07 

0.00 

2,404.07 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Lakheta 

0815000201934000 

0.06 

0.12 

325.19 

0.14 

0.03 

0.17 

0.03 

0.20 

0.02 

0.0900 

- 

- 

- 

0.090 

0.107 

0.279 

0.014 

0.265 

2.327 

878.28 

Over Exploited 

Lohawat Bisnawas 

0815000101927000 

0.06 

0.38 

- 

0.38 

0.00 

0.38 

0.04 

0.24 

0.07 

0.0100 

- 

- 

0.003 

0.013 

0.081 

0.459 

0.046 

0.413 

0.420 

101.80 

Over Exploited 

Lohawat Jatahwas 

0815000101930900 

0.06 

0.43 

- 

0.43 

- 

0.43 

0.04 

0.23 

0.08 

0.0100 

- 

- 

- 

0.010 

0.089 

0.518 

0.052 

0.466 

0.269 

57.75 

Safe 

Magra 

0815000101931000 

0.06 

0.05 

- 

0.05 

- 

0.05 

0.04 

0.24 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.067 

0.007 

0.060 

0.343 

571.03 

Over Exploited 

Mandeliya 

0803000500555300 

0.08 

0.08 

- 

0.08 

- 

0.08 

0.05 

0.30 

0.02 

- 

- 

- 

- 

- 

0.015 

0.097 

0.010 

0.088 

0.060 

68.47 

Safe 

Maneora 

0815000101924300 

0.07 

0.13 

137.16 

0.16 

- 

0.16 

0.04 

0.23 

0.03 

- 

- 

- 

- 

- 

0.025 

0.181 

0.009 

0.172 

0.017 

9.74 

Safe 



0.07 

0.01 

570.65 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.002 

0.012 

0.001 

0.012 

0.004 

37.46 

Safe 

Matora 

0815000201934100 

0.06 

1.01 

98.55 

1.22 

0.02 

1.24 

0.04 

0.28 

0.15 

0.0700 

- 

- 

- 

0.070 

0.220 

1.456 

0.073 

1.383 

2.107 

152.32 

Over Exploited 

Mepan 

0815000201932800 

0.06 

0.06 

176.72 

0.07 

- 

0.07 

0.04 

0.29 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.085 

0.004 

0.080 

0.353 

438.54 

Over Exploited 

Mohar Nagar 

0815000101923000 

0.08 

0.22 

- 

0.22 

- 

0.22 

0.04 

0.26 

0.04 

- 

- 

- 

- 

- 

0.039 

0.256 

0.026 

0.230 

0.126 

54.83 

Safe 

Moolraj 

0815000101926300 

0.06 

0.08 

50.36 

0.10 

0.01 

0.11 

0.04 

0.24 

0.01 

0.0200 

- 

- 

- 

0.020 

0.035 

0.143 

0.007 

0.136 

0.673 

495.85 

Over Exploited 

Moriya 

0815000101922500 

0.08 

0.43 

- 

0.43 

- 

0.43 

0.04 

0.23 

0.08 

- 

- 

- 

- 

- 

0.080 

0.509 

0.051 

0.458 

0.175 

38.17 

Safe 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Motai 

0815000101918600 

0.07 

0.74 

- 

0.74 

- 

0.74 

0.04 

0.23 

0.14 

- 

- 

- 

- 

- 

0.141 

0.878 

0.088 

0.791 

0.179 

22.64 

Safe 

Munjasar 

0815000101926100 

0.08 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.003 

0.019 

0.002 

0.017 

0.102 

586.55 

Over Exploited 



0.06 

0.16 

- 

0.16 

0.01 

0.17 

0.03 

0.18 

0.03 

0.0200 

- 

- 

- 

0.020 

0.050 

0.224 

0.022 

0.202 

0.490 

243.08 

Over Exploited 

Naneu 

0815000101919400 

0.07 

0.04 

- 

0.04 

0.00 

0.04 

0.01 

0.04 

0.01 

0.0100 

- 

- 

0.001 

0.011 

0.018 

0.056 

0.006 

0.051 

0.415 

818.14 

Over Exploited 

Narayanpura 

0815000101916200 

0.07 

0.00 

875.79 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.005 

0.005 

87.55 

Semi Critical 

Nausar 

0815000201934600 

0.06 

1.04 

135.24 

1.25 

0.08 

1.33 

0.04 

0.29 

0.15 

0.2300 

- 

- 

- 

0.230 

0.384 

1.712 

0.086 

1.626 

6.421 

394.83 

Over Exploited 

Naya Bera 

0815000101926200 

0.06 

0.40 

- 

0.40 

0.01 

0.41 

0.04 

0.23 

0.07 

0.0200 

- 

- 

- 

0.020 

0.092 

0.499 

0.050 

0.449 

0.694 

154.77 

Over Exploited 

Nenau 

0814000501821700 

0.08 

0.18 

- 

0.18 

- 

0.18 

0.03 

0.21 

0.03 

- 

- 

- 

- 

- 

0.034 

0.214 

0.021 

0.193 

0.066 

34.20 

Safe 

Nimbola 

0814000501821100 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Nimbonka Talab 

0815000201934300 

0.06 

0.44 

160.24 

0.53 

0.04 

0.57 

0.04 

0.28 

0.07 

0.1300 

- 

- 

- 

0.130 

0.197 

0.764 

0.038 

0.726 

3.453 

475.86 

Over Exploited 

Nokhra Bhatiyan 

0815000101925200 

0.07 

0.05 

(76.25) 

0.04 

- 

0.04 

0.04 

0.28 

0.01 

- 

- 

- 

- 

- 

0.010 

0.052 

0.003 

0.049 

0.005 

11.11 

Safe 

Nokhra Charna 

0815000101925100 

0.07 

0.36 

- 

0.36 

- 

0.36 

0.04 

0.28 

0.07 

- 

- 

- 

- 

- 

0.068 

0.424 

0.042 

0.382 

0.102 

26.81 

Safe 

Nokhra Godara 

0815000101925000 

0.07 

0.07 

(77.72) 

0.06 

- 

0.06 

0.04 

0.28 

0.01 

- 

- 

- 

- 

- 

0.013 

0.071 

0.004 

0.068 

0.007 

11.05 

Safe 

Nokhra Patawatan 

0815000101925300 

0.08 

0.20 

- 

0.20 

- 

0.20 

0.04 

0.28 

0.04 

- 

- 

- 

- 

- 

0.036 

0.236 

0.024 

0.213 

0.064 

30.09 

Safe 

Ompura 

0815000201933200 

0.06 

0.00 

3,711.29 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.014 

0.317 

2,310.43 

Over Exploited 

Paboosar 

0814000501817600 

0.08 

0.70 

- 

0.70 

0.01 

0.71 

0.05 

0.29 

0.13 

0.0300 

- 

- 

- 

0.030 

0.163 

0.876 

0.088 

0.789 

0.759 

96.25 

Critical 

Pabupura 

0815000101916100 

0.07 

0.06 

49.23 

0.07 

- 

0.07 

0.02 

0.14 

0.01 

- 

- 

- 

- 

- 

0.012 

0.081 

0.004 

0.077 

0.012 

15.76 

Safe 

Paleena 

0815000101919200 

0.08 

0.93 

- 

0.93 

0.02 

0.95 

0.04 

0.22 

0.18 

0.0700 

- 

- 

0.001 

0.071 

0.246 

1.196 

0.120 

1.077 

1.867 

173.39 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Pali-1 

081500020193200C 

18.249 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

18.249 

0.98 

0.040 

0.45 

0.02 

0.00 

0.00 

0.00 

1.14 

0.71 

1.73 

0.068 

0.23 

0.36 


Palli 

0815000201932200 

67.074 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

67.074 

0.91 

0.040 

0.75 

0.03 

0.00 

0.00 

0.00 

3.15 

1.97 

2.69 

0.251 

0.23 

0.37 


Palli li 

0815000201932100 

35.462 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

34.970 

1.17 

0.040 

0.82 

0.04 

0.00 

0.00 

0.00 

2.41 

1.50 

3.11 

0.131 

0.24 

0.38 


Parasala 

0815000201936900 

44.951 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

25.673 

0.38 

0.040 

1.02 

0.05 

0.00 

0.00 

0.00 

1.36 

0.84 

3.95 

0.096 

0.14 

0.23 


Pariyal 

0815000101919000 

35.946 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

35.946 

-0.38 

0.080 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.074 

0.20 

0.32 


Pashchimi Dhani 

0815000101930800 

12.333 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

7.886 

-0.02 

0.040 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.016 

0.12 

0.19 


Poonasar 

0815000201933300 

100.113 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

42.535 

0.57 

0.060 

1.32 

0.06 

0.00 

0.00 

0.00 

2.71 

1.69 

5.05 

0.159 

0.11 

0.17 







Non-command 

Vindhyan Sandstone 

6.996 

0.57 

0.040 

0.12 

0.01 

0.00 

0.00 

0.00 

0.27 

0.17 

0.43 

0.026 

0.02 

0.03 


Radiya Bera 

0815000201934400 

24.351 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

24.351 

0.77 

0.040 

0.58 

0.03 

0.00 

0.00 

0.00 

1.30 

0.81 

2.19 

0.091 

0.25 

0.40 


Radka Pura 

0815000101918700 

11.232 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

11.232 

-0.39 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.023 

0.19 

0.31 


Raika Bagh 

0815000101918300 

7.235 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

2.668 

0.14 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.005 

0.07 

0.12 


Raimalwara 

0815000201933900 

56.651 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.748 

0.51 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.09 

0.003 

0.00 

0.01 


Rajala 

0815000101930600 

8.111 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

6.011 

-0.30 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.012 

0.15 

0.24 


Ranisar 

0815000101922600 

29.864 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

29.864 

-0.39 

0.080 

0.21 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.76 

0.061 

0.20 

0.32 


Ridmalsar 

0815000101924500 

95.863 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

60.089 

0.46 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

2.29 

1.40 

0.20 

0.123 

0.15 

0.25 







Non-command 

Vindhyan Sandstone 

2.883 

0.46 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.01 

0.006 

0.01 

0.01 


Rohina 

0815000101923900 

76.824 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

72.910 

0.39 

0.030 

0.04 

0.00 

0.00 

0.00 

0.00 

0.90 

0.53 

0.00 

0.124 

0.22 

0.38 


Roopana Jaitana 

0815000101927300 

18.700 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

15.653 

0.05 

0.040 

0.17 

0.01 

0.00 

0.00 

0.00 

0.19 

0.12 

0.63 

0.032 

0.16 

0.25 


Sadhoona 

0803000500555700 

37.861 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

11.480 

0.24 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.03 

0.034 

0.08 

0.13 







Non-command 

Vindhyan Sandstone 

13.749 

0.24 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.04 

0.041 

0.09 

0.16 


Sadri 

0815000101931100 

5.578 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

2.745 

-0.31 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.006 

0.10 

0.16 


Sajnaniyon Ki Dhani 

0815000101917900 

14.318 

Saline 

Non-command 

Non-command 

Bilara Limestone 

7.720 

0.46 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.02 

0.013 

0.12 

0.19 







Non-command 

Vindhyan Sandstone 

6.598 

0.46 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.01 

0.011 

0.10 

0.16 


Sanwata 

0815000201934200 

14.605 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

14.605 

1.41 

0.040 

0.19 

0.01 

0.00 

0.00 

0.00 

1.00 

0.62 

0.68 

0.055 

0.25 

0.40 


Saruda 

0803000500555200 

114.418 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

3.889 

0.08 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.011 

0.01 

0.01 







Non-command 

Vindhyan Sandstone 

16.298 

0.08 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.04 

0.048 

0.04 

0.06 





Saline 

Non-command 

Non-command 

Bilara Limestone 

68.476 

0.08 

0.030 

0.10 

0.00 

0.00 

0.00 

0.00 

0.26 

0.15 

0.12 

0.202 

0.15 

0.26 







Non-command 

Vindhyan Sandstone 

1.011 

0.08 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.00 

0.00 


Shaitan Singh Nagar 

0815000101922300 

36.257 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

5.319 

-0.13 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.011 

0.03 

0.04 







Non-command 

Vindhyan Sandstone 

11.732 

-0.13 

0.040 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.024 

0.06 

0.10 


Shivpuri 

0815000101926900 

7.940 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

7.940 

0.31 

0.040 

0.04 

0.00 

0.00 

0.00 

0.00 

0.14 

0.09 

0.14 

0.016 

0.21 

0.34 


Shri Jammeshwar Nag 

0815000101926800 

7.639 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

7.639 

0.67 

0.040 

0.12 

0.01 

0.00 

0.00 

0.00 

0.32 

0.20 

0.44 

0.016 

0.22 

0.35 


Singdasar 

0815000101926700 

4.326 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

4.326 

0.76 

0.040 

0.11 

0.01 

0.00 

0.00 

0.00 

0.23 

0.15 

0.42 

0.009 

0.21 

0.34 


Sobhana 

0803000500555100 

63.383 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

42.574 

0.10 

0.040 

0.08 

0.00 

0.00 

0.00 

0.00 

0.25 

0.14 

0.17 

0.126 

0.16 

0.28 


Son Nagar 

0814000501817500 

14.171 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

14.171 

-0.27 

0.070 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.000 

0.25 

0.42 


Sri Krishnanagar 

0815000101924800 

50.253 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

50.253 

0.21 

0.080 

0.24 

0.01 

0.00 

0.00 

0.00 

1.07 

0.67 

0.82 

0.103 

0.24 

0.39 


Sri Lachhamannagar 

0815000101924900 

29.767 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

29.767 

0.51 

0.080 

0.23 

0.01 

0.00 

0.00 

0.00 

1.44 

0.89 

0.83 

0.061 

0.24 

0.39 


Sri Ramnagar 

0815000101924700 

18.447 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

18.447 

0.61 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.95 

0.59 

0.14 

0.038 

0.25 

0.39 


Sutharanada 

0815000101923800 

10.173 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

10.173 

0.26 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.05 

0.017 

0.23 

0.39 


Suwap 

0815000101925600 

5.748 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

3.153 

0.76 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.12 

0.01 

0.006 

0.13 

0.21 







Non-command 

Vindhyan Sandstone 

2.594 

0.76 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.01 

0.005 

0.11 

0.17 


Swaroopsar 

0803000500555800 

54.666 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

36.560 

0.36 

0.030 

0.09 

0.00 

0.00 

0.00 

0.00 

0.48 

0.28 

0.20 

0.108 

0.17 

0.30 







Non-command 

Vindhyan Sandstone 

3.471 

0.36 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.02 

0.010 

0.02 

0.03 


Tant 

0803000500556000 

12.979 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

2.831 

0.40 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.008 

0.06 

0.10 


Tantwas 

0814000501817900 

27.664 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

23.087 

-0.52 

0.070 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.000 

0.21 

0.35 





Saline 

Non-command 

Non-command 

Bilara Limestone 

0.210 

-0.52 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ummed Nagar 

0815000101917600 

20.408 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.958 

0.29 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.01 

0.02 







Non-command 

Vindhyan Sandstone 

8.234 

0.29 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.02 

0.014 

0.09 

0.15 





Saline 

Non-command 

Non-command 

Bilara Limestone 

7.496 

0.29 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.02 

0.013 

0.08 

0.13 







Non-command 

Vindhyan Sandstone 

3.721 

0.29 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.006 

0.04 

0.07 


Unawara 

0815000201932400 

22.456 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

22.456 

0.42 

0.040 

0.70 

0.03 

0.00 

0.00 

0.00 

1.05 

0.65 

2.68 

0.084 

0.23 

0.38 


Vishnu Nagar 

0815000101927100 

14.877 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

14.877 

-0.05 

0.040 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.031 

0.20 

0.31 

16005040 

Adaksar 

0814001001889300 

12.775 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.996 

-0.63 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.020 

0.09 

0.15 


Agoonta 

0814000201774000 

19.160 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.735 

0.33 

0.060 

0.12 

0.00 

0.00 

0.00 

0.00 

0.35 

0.22 

0.37 

0.075 

0.22 

0.34 


Ajdoli 

0814000201781100 

4.260 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.260 

-0.28 

0.060 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.027 

0.37 

0.62 


Akoda 

0814000201781800 

8.001 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.001 

-0.34 

0.060 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.67 

0.051 

0.37 

0.62 


Alakhpura 

0814000201782200 

16.284 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.684 

-0.19 

0.060 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.030 

0.11 

0.18 


Asanpura 

0814001001893500 

8.174 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.638 

-0.30 

0.080 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.011 

0.08 

0.12 


Asarwa 

0814000901878800 

11.756 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.276 

-0.21 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.02 


Bagarwaliya 

0814000201779900 

4.826 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.826 

0.16 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.05 

0.031 

0.37 

0.59 


Bagatpura 

0814000201780200 

4.742 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.742 

-0.02 

0.060 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.030 

0.37 

0.60 


Bajiyon Ki Dhani 

0814000201779000 

2.484 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.484 

-0.03 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.016 

0.37 

0.56 


Bakwas 

0814000201777700 

3.037 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.958 

-0.12 

0.060 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.48 

0.019 

0.36 

0.57 


Balathana 

0814000901880300 

5.302 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.285 

-0.31 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.02 

0.03 


Bansa 

0814000201783500 

9.637 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.330 

-0.29 

0.060 

0.44 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.70 

0.060 

0.37 

0.58 


Baori 

0814000201783300 

10.110 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.137 

-0.24 

0.060 

0.45 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.73 

0.052 

0.30 

0.50 


Baralpura 

0814001001888800 

2.562 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.407 

-0.54 

0.080 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.62 

0.016 

0.35 

0.60 


Barangana 

0814000201777600 

12.048 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.605 

-0.11 

0.060 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.53 

0.029 

0.14 

0.22 





Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Pali-1 

0815000201932000 

0.06 

0.25 

186.21 

0.30 

0.02 

0.32 

0.04 

0.26 

0.04 

0.0600 

- 

- 

0.001 

0.061 

0.102 

0.422 

0.021 

0.401 

1.796 

448.04 

Over Exploited 

Palli 

0815000201932200 

0.06 

0.94 

110.01 

1.12 

0.03 

1.15 

0.04 

0.27 

0.15 

0.1000 

- 

- 

- 

0.100 

0.249 

1.402 

0.070 

1.332 

2.939 

220.68 

Over Exploited 

Palli li 

0815000201932100 

0.06 

0.50 

201.51 

0.60 

0.04 

0.64 

0.04 

0.27 

0.08 

0.1200 

- 

- 

- 

0.120 

0.196 

0.834 

0.042 

0.792 

3.245 

409.46 

Over Exploited 

Parasala 

0815000201936900 

0.06 

0.22 

277.51 

0.27 

0.05 

0.32 

0.02 

0.17 

0.03 

0.1500 

- 

- 

- 

0.150 

0.183 

0.499 

0.025 

0.474 

4.047 

854.11 

Over Exploited 

Pariyal 

0815000101919000 

0.08 

0.58 

- 

0.58 

- 

0.58 

0.04 

0.24 

0.11 

0.0100 

- 

- 

- 

0.010 

0.119 

0.694 

0.069 

0.625 

0.368 

58.89 

Safe 

Pashchimi Dhani 

0815000101930800 

0.06 

0.06 

- 

0.06 

- 

0.06 

0.02 

0.14 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.079 

0.008 

0.071 

0.308 

435.82 

Over Exploited 

Poonasar 

0815000201933300 

0.07 

0.32 

333.18 

0.38 

0.06 

0.44 

0.02 

0.12 

0.05 

0.1900 

- 

- 

- 

0.190 

0.240 

0.681 

0.034 

0.647 

5.213 

805.79 

Over Exploited 



0.06 

0.01 

2,182.76 

0.01 

0.01 

0.02 

0.00 

0.02 

0.00 

0.0200 

- 

- 

- 

0.020 

0.021 

0.040 

0.002 

0.038 

0.458 

1,205.86 

Over Exploited 

Radiya Bera 

0815000201934400 

0.06 

0.36 

125.00 

0.43 

0.03 

0.46 

0.04 

0.28 

0.05 

0.0800 

- 

- 

- 

0.080 

0.134 

0.596 

0.030 

0.566 

2.281 

402.89 

Over Exploited 

Radka Pura 

0815000101918700 

0.08 

0.18 

- 

0.18 

0.00 

0.18 

0.04 

0.23 

0.03 

0.0100 

- 

- 

0.001 

0.011 

0.044 

0.220 

0.022 

0.198 

0.300 

151.58 

Over Exploited 

Raika Bagh 

0815000101918300 

0.07 

0.01 

(28.83) 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.003 

0.013 

0.001 

0.013 

0.005 

35.69 

Safe 

Raimalwara 

0815000201933900 

0.06 

0.00 

14,362.11 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.093 

48,336.06 

Over Exploited 

Raja la 

0815000101930600 

0.06 

0.05 

- 

0.05 

- 

0.05 

0.03 

0.17 

0.01 

- 

- 

- 

- 

- 

0.010 

0.063 

0.006 

0.057 

0.055 

97.51 

Critical 

Ranisar 

0815000101922600 

0.08 

0.48 

- 

0.48 

0.01 

0.49 

0.04 

0.24 

0.09 

0.0300 

- 

- 

- 

0.030 

0.119 

0.607 

0.061 

0.547 

0.817 

149.50 

Over Exploited 

Ridmalsar 

0815000101924500 

0.08 

0.74 

89.36 

0.89 

- 

0.89 

0.03 

0.18 

0.13 

0.0100 

- 

- 

- 

0.010 

0.145 

1.033 

0.052 

0.981 

0.325 

33.17 

Safe 



0.06 

0.00 

2,429.69 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.017 

1,009.16 

Over Exploited 

Rohina 

0815000101923900 

0.07 

1.14 

(53.63) 

0.91 

- 

0.91 

0.05 

0.27 

0.24 

- 

- 

- 

- 

- 

0.240 

1.155 

0.058 

1.097 

0.124 

11.32 

Safe 

Roopana Jaitana 

0815000101927300 

0.06 

0.15 

(20.96) 

0.12 

0.01 

0.13 

0.03 

0.19 

0.03 

0.0200 

- 

- 

0.001 

0.021 

0.049 

0.179 

0.009 

0.170 

0.658 

386.30 

Over Exploited 

Sadhoona 

0803000500555700 

0.08 

0.07 

(16.36) 

0.06 

- 

0.06 

0.01 

0.09 

0.01 

- 

- 

- 

- 

- 

0.013 

0.073 

0.004 

0.070 

0.062 

88.91 

Semi Critical 



0.08 

0.10 

(13.61) 

0.09 

- 

0.09 

0.02 

0.11 

0.02 

- 

- 

- 

- 

- 

0.019 

0.108 

0.005 

0.103 

0.081 

78.59 

Semi Critical 

Sadri 

0815000101931100 

0.06 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.12 

0.00 

- 

- 

- 

- 

- 

0.003 

0.019 

0.002 

0.017 

0.038 

215.20 

Over Exploited 

Sajnaniyon Ki Dhani 

0815000101917900 

0.07 

0.06 

46.05 

0.08 

- 

0.08 

0.02 

0.14 

0.01 

- 

- 

- 

- 

- 

0.013 

0.089 

0.004 

0.085 

0.030 

35.67 

Safe 



0.07 

0.05 

32.74 

0.06 

- 

0.06 

0.02 

0.12 

0.01 

- 

- 

- 

- 

- 

0.009 

0.065 

0.003 

0.062 

0.023 

37.65 

Safe 

Sanwata 

0815000201934200 

0.06 

0.22 

184.65 

0.26 

0.01 

0.27 

0.04 

0.29 

0.03 

0.0300 

- 

- 

- 

0.030 

0.063 

0.335 

0.017 

0.319 

0.733 

229.92 

Over Exploited 

Saruda 

0803000500555200 

0.08 

0.00 

312.22 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.025 

717.28 

Over Exploited 



0.08 

0.05 

(1.07) 

0.05 

- 

0.05 

0.01 

0.04 

0.01 

- 

- 

- 

- 

- 

0.009 

0.056 

0.003 

0.053 

0.091 

172.12 

Over Exploited 



0.08 

0.84 

(81.94) 

0.67 

- 

0.67 

0.03 

0.18 

0.16 

- 

- 

- 

- 

- 

0.158 

0.826 

0.041 

0.785 

0.322 

41.08 

Safe 



0.08 

0.00 

889.49 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.003 

1,243.73 

Over Exploited 

Shaitan Singh Nagar 

0815000101922300 

0.08 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.002 

0.014 

0.001 

0.013 

0.112 

887.87 

Over Exploited 



0.06 

0.04 

- 

0.04 

- 

0.04 

0.01 

0.07 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.061 

0.006 

0.055 

0.305 

554.68 

Over Exploited 

Shivpuri 

0815000101926900 

0.06 

0.10 

(13.70) 

0.09 

- 

0.09 

0.04 

0.25 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.114 

0.006 

0.109 

0.156 

143.88 

Over Exploited 

Shri Jammeshwar Nag 

0815000101926800 

0.06 

0.10 

94.97 

0.12 

0.01 

0.13 

0.04 

0.26 

0.02 

0.0200 

- 

- 

- 

0.020 

0.037 

0.169 

0.008 

0.160 

0.459 

286.41 

Over Exploited 

Singdasar 

0815000101926700 

0.06 

0.06 

161.45 

0.07 

0.01 

0.08 

0.04 

0.25 

0.01 

0.0200 

- 

- 

- 

0.020 

0.029 

0.106 

0.005 

0.101 

0.430 

426.50 

Over Exploited 

Sobhana 

0803000500555100 

0.08 

0.56 

(74.26) 

0.45 

- 

0.45 

0.03 

0.20 

0.11 

0.0100 

- 

- 

- 

0.010 

0.124 

0.572 

0.029 

0.543 

0.295 

54.28 

Safe 

Son Nagar 

0814000501817500 

0.08 

0.29 

- 

0.29 

- 

0.29 

0.05 

0.30 

0.05 

- 

- 

- 

- 

- 

0.054 

0.340 

0.034 

0.306 

0.132 

43.20 

Safe 

Sri Krishnanagar 

0815000101924800 

0.08 

0.96 

(30.85) 

0.77 

0.01 

0.78 

0.04 

0.28 

0.17 

0.0300 

- 

- 

- 

0.030 

0.198 

0.978 

0.049 

0.929 

0.918 

98.82 

Critical 

Sri Lachhamannagar 

0815000101924900 

0.08 

0.58 

53.82 

0.69 

0.01 

0.70 

0.04 

0.29 

0.10 

0.0300 

- 

- 

- 

0.030 

0.132 

0.835 

0.042 

0.793 

0.893 

112.58 

Over Exploited 

Sri Ramnagar 

0815000101924700 

0.08 

0.36 

62.28 

0.44 

- 

0.44 

0.04 

0.29 

0.06 

0.0100 

- 

- 

- 

0.010 

0.069 

0.505 

0.025 

0.479 

0.181 

37.73 

Safe 

Sutharanada 

0815000101923800 

0.07 

0.17 

(64.30) 

0.13 

- 

0.13 

0.05 

0.28 

0.03 

- 

- 

- 

- 

- 

0.034 

0.166 

0.008 

0.158 

0.065 

41.30 

Safe 

Suwap 

0815000101925600 

0.08 

0.03 

267.63 

0.04 

- 

0.04 

0.02 

0.15 

0.01 

- 

- 

- 

- 

- 

0.005 

0.045 

0.002 

0.042 

0.014 

34.08 

Safe 



0.06 

0.02 

194.75 

0.02 

0.00 

0.02 

0.02 

0.12 

0.00 

- 

- 

- 

0.001 

0.001 

0.004 

0.025 

0.001 

0.024 

0.016 

69.08 

Safe 

Swaroopsar 

0803000500555800 

0.08 

0.51 

(44.55) 

0.41 

- 

0.41 

0.03 

0.21 

0.09 

0.0100 

- 

- 

- 

0.010 

0.102 

0.509 

0.025 

0.484 

0.310 

64.10 

Safe 



0.08 

0.00 

661.64 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.032 

536.24 

Over Exploited 

Tant 

0803000500556000 

0.08 

0.01 

55.73 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.002 

0.018 

0.001 

0.017 

0.008 

49.44 

Safe 

Tantwas 

0814000501817900 

0.08 

0.39 

- 

0.39 

- 

0.39 

0.04 

0.25 

0.07 

0.0100 

- 

- 

- 

0.010 

0.082 

0.474 

0.047 

0.427 

0.231 

54.15 

Safe 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Ummed Nagar 

0815000101917600 

0.07 

0.00 

863.07 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

176.27 

Over Exploited 



0.07 

0.05 

(4.10) 

0.05 

- 

0.05 

0.02 

0.11 

0.01 

- 

- 

- 

- 

- 

0.010 

0.060 

0.003 

0.057 

0.038 

67.16 

Safe 



0.07 

0.04 

37.54 

0.05 

- 

0.05 

0.02 

0.10 

0.01 

- 

- 

- 

- 

- 

0.009 

0.060 

0.003 

0.057 

0.030 

52.52 

Safe 



0.07 

0.01 

144.81 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.002 

0.015 

0.001 

0.014 

0.018 

131.31 

Over Exploited 

Unawara 

0815000201932400 

0.06 

0.32 

106.59 

0.38 

0.03 

0.41 

0.04 

0.27 

0.05 

0.1000 

- 

- 

- 

0.100 

0.150 

0.560 

0.028 

0.532 

2.760 

519.23 

Over Exploited 

Vishnu Nagar 

0815000101927100 

0.06 

0.18 

- 

0.18 

0.01 

0.19 

0.04 

0.23 

0.03 

0.0200 

- 

- 

- 

0.020 

0.052 

0.238 

0.024 

0.214 

0.431 

200.95 

Over Exploited 

Adaksar 

0814001001889300 

0.15 

0.04 

- 

0.04 

- 

0.04 

0.01 

0.10 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.055 

0.005 

0.049 

0.237 

481.68 

Over Exploited 

Agoonta 

0814000201774000 

0.10 

0.26 

(13.61) 

0.22 

- 

0.22 

0.03 

0.25 

0.04 

0.0100 

- 

- 

- 

0.010 

0.048 

0.272 

0.014 

0.258 

0.449 

173.98 

Over Exploited 

Ajdoli 

0814000201781100 

0.10 

0.16 

- 

0.16 

- 

0.16 

0.05 

0.43 

0.02 

0.0100 

- 

- 

- 

0.010 

0.032 

0.191 

0.019 

0.172 

0.390 

226.74 

Over Exploited 

Akoda 

0814000201781800 

0.10 

0.30 

- 

0.30 

0.01 

0.31 

0.05 

0.43 

0.04 

0.0200 

- 

- 

- 

0.020 

0.062 

0.372 

0.037 

0.334 

0.717 

214.45 

Over Exploited 

Alakhpura 

0814000201782200 

0.10 

0.05 

- 

0.05 

0.01 

0.06 

0.02 

0.12 

0.01 

0.0200 

- 

- 

- 

0.020 

0.027 

0.088 

0.009 

0.079 

0.459 

581.07 

Over Exploited 

Asanpura 

0814001001893500 

0.15 

0.02 

- 

0.02 

0.01 

0.03 

0.01 

0.09 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.051 

0.005 

0.046 

0.440 

949.58 

Over Exploited 

Asarwa 

0814000901878800 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

423.46 

Over Exploited 

Bagarwaliya 

0814000201779900 

0.10 

0.18 

(76.76) 

0.14 

- 

0.14 

0.05 

0.42 

0.02 

- 

- 

- 

- 

- 

0.024 

0.168 

0.008 

0.160 

0.081 

50.56 

Safe 

Bagatpura 

0814000201780200 

0.10 

0.18 

- 

0.18 

- 

0.18 

0.05 

0.42 

0.02 

0.0100 

- 

- 

- 

0.010 

0.034 

0.210 

0.021 

0.189 

0.377 

199.69 

Over Exploited 

Bajiyon Ki Dhani 

0814000201779000 

0.10 

0.09 

- 

0.09 

- 

0.09 

0.05 

0.42 

0.01 

- 

- 

- 

- 

- 

0.012 

0.105 

0.011 

0.095 

0.033 

34.80 

Safe 

Bakwas 

0814000201777700 

0.10 

0.11 

- 

0.11 

0.01 

0.12 

0.05 

0.41 

0.02 

0.0200 

- 

- 

- 

0.020 

0.035 

0.151 

0.015 

0.136 

0.503 

370.95 

Over Exploited 

Balathana 

0814000901880300 

0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

696.15 

Over Exploited 

Bansa 

0814000201783500 

0.10 

0.34 

- 

0.34 

0.02 

0.36 

0.05 

0.42 

0.05 

0.0600 

- 

- 

- 

0.060 

0.110 

0.472 

0.047 

0.425 

1.760 

414.27 

Over Exploited 

Baori 

0814000201783300 

0.10 

0.25 

- 

0.25 

0.02 

0.27 

0.04 

0.35 

0.04 

0.0600 

- 

- 

- 

0.060 

0.096 

0.363 

0.036 

0.327 

1.779 

544.66 

Over Exploited 

Baralpura 

0814001001888800 

0.15 

0.13 

- 

0.13 

0.01 

0.14 

0.05 

0.40 

0.02 

0.0200 

- 

- 

- 

0.020 

0.039 

0.175 

0.017 

0.157 

0.632 

401.97 

Over Exploited 

Barangana 

0814000201777600 

0.10 

0.06 

- 

0.06 

0.01 

0.07 

0.02 

0.16 

0.01 

0.0200 

- 

- 

- 

0.020 

0.029 

0.104 

0.010 

0.093 

0.563 

602.69 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Barawara 

081400020177960C 

10.002 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.002 

0.13 

0.060 

0.07 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.18 

0.064 

0.37 

0.58 


Beechawa 

0814000201773500 

14.903 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.729 

-0.11 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.024 

0.09 

0.14 


Beenjari 

0814000901880200 

10.644 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.012 

-0.20 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Begpura 

0814001001889100 

1.938 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.077 

-0.56 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.001 

0.01 

0.03 


Begsar 

0814000201781700 

15.935 

Fresh 

Non-command 

Non-command 

Older Alluvium 

15.935 

-0.26 

0.060 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.58 

0.102 

0.37 

0.61 


Berwa 

0814000201782000 

13.266 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.192 

-0.22 

0.060 

0.35 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.27 

0.084 

0.37 

0.61 


Bhadasar 

0814000201784400 

5.105 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.105 

-0.46 

0.060 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.033 

0.38 

0.63 


Bhadliya 

0814000201782700 

13.731 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.986 

-0.30 

0.060 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.71 

0.045 

0.19 

0.31 


Bhawad 

0814000201779400 

6.802 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.802 

0.19 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.10 

0.044 

0.37 

0.58 


Bhawanipura 

0814001001892300 

4.318 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.130 

-0.57 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.01 

0.02 


Bheema 

0813000401704200 

17.933 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.012 

-0.65 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhopji Ka Bas 

0814000201780300 

5.907 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.907 

-0.11 

0.060 

0.31 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.19 

0.038 

0.37 

0.61 


Butinathpura 

0814001001892200 

3.519 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.182 

-0.55 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.021 

0.34 

0.57 


Chak Rani Gaon 

0814000901876700 

3.564 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.079 

-0.11 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.018 

0.32 

0.49 







Non-command 

Phyllite & Schist 

0.485 

-0.11 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.05 

0.08 


Chandi 

0814000901877500 

9.679 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.679 

-0.36 

0.080 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.73 

0.055 

0.38 

0.63 


Chawandiya 

0814001001888900 

6.655 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.528 

-0.53 

0.080 

0.34 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.31 

0.030 

0.25 

0.44 


Chhapara 

0814000901881000 

10.033 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.025 

-0.02 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chhapri 

0814001001891600 

6.909 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.005 

-0.79 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chindaliya 

0814000901877400 

7.589 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.589 

-0.30 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.043 

0.38 

0.63 


Dabgaon 

0814000201778500 

21.538 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.427 

-0.10 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.028 

0.08 

0.12 


Dakipura 

0814000201783800 

7.365 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.365 

-0.35 

0.060 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.047 

0.38 

0.62 


Dasana Kalan 

0814000201781300 

5.670 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.670 

-0.26 

0.060 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.036 

0.37 

0.61 


Dasana Khurd 

0814000201781400 

12.135 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.135 

-0.26 

0.060 

0.21 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.74 

0.078 

0.37 

0.60 


Daudsar 

0814000201784200 

9.961 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.721 

-0.43 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.005 

0.03 

0.05 


Daulatpura 

0814001001889200 

5.844 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.669 

-0.57 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.011 

0.10 

0.18 


Deola 

0814000901878700 

7.565 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.129 

-0.27 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.035 

0.30 

0.52 


Dhaki Ki Dhani 

0814000201781200 

4.666 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.666 

-0.25 

0.060 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.55 

0.030 

0.37 

0.61 


Dhananwana 

0814000901877200 

13.631 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.516 

-0.23 

0.080 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.57 

0.043 

0.21 

0.35 


Dhankoli 

0814000201784000 

14.773 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.357 

-0.29 

0.060 

0.25 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.94 

0.034 

0.14 

0.23 


Dheegal 

0814000201781900 

7.775 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.775 

-0.36 

0.060 

0.21 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.79 

0.050 

0.38 

0.62 


Dheejpura 

0814000301798000 

9.586 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.169 

-0.72 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.035 

0.36 

0.53 







Non-command 

Vindhyan Sandstone 

0.417 

-0.72 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.02 

0.02 


Dhigariya 

0814000201780800 

4.524 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.524 

-0.14 

0.060 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.029 

0.37 

0.60 


Dikawa 

0814000201781500 

5.504 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.504 

-0.19 

0.060 

0.30 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.16 

0.035 

0.37 

0.60 


Firozpura 

0814000301793100 

11.697 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.125 

-0.70 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.004 

0.04 

0.05 


Gaonri 

0814000201780700 

5.465 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.465 

-0.15 

0.060 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.56 

0.035 

0.37 

0.61 


Gawariyon Ki Dhan 

0814000201773800 

2.628 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.611 

0.04 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.010 

0.22 

0.34 


Gelasar 

0814000901877700 

15.072 

Fresh 

Non-command 

Non-command 

Older Alluvium 

15.072 

-0.33 

0.080 

0.23 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.81 

0.086 

0.38 

0.62 


Godras 

0814000201774200 

12.474 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.848 

2.72 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.19 

0.00 

0.012 

0.05 

0.08 


Gothri 

0814000901877000 

16.959 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.045 

-0.02 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.052 

0.20 

0.31 







Non-command 

Phyllite & Schist 

0.755 

-0.02 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.02 

0.03 


Hudeel 

0814001001889600 

13.970 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.929 

-0.14 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.039 

0.16 

0.28 


Indrapura 

0814000201779100 

5.133 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.133 

-0.02 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.033 

0.37 

0.56 


Jaitpura 

0814000201781600 

4.843 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.843 

-0.16 

0.060 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.59 

0.031 

0.37 

0.60 


Jakharon Ka Bas 

0814000201782400 

3.082 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.082 

-0.21 

0.060 

0.27 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.06 

0.020 

0.38 

0.61 


Jewaliyawas 

0814000201777800 

13.908 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.307 

-0.13 

0.060 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.53 

0.060 

0.25 

0.39 


Jharod 

0814000201782300 

8.477 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.477 

-0.22 

0.060 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.51 

0.054 

0.38 

0.61 


Jiliya 

0814001001892800 

16.847 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.088 

-0.33 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.00 

0.00 


Kaloli 

0814001001888700 

5.286 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.527 

-0.53 

0.080 

0.26 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.99 

0.030 

0.32 

0.55 


Kalyanpura 

0814000201780100 

4.237 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.237 

0.04 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.07 

0.027 

0.37 

0.60 


Karkeri 

0814001001888400 

9.197 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.456 

-0.42 

0.080 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.016 

0.10 

0.16 


Khanri 

0814000201784300 

12.691 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.323 

-0.51 

0.060 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.008 

0.04 

0.07 


Khardiya 

0814000901880800 

6.587 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.162 

-0.10 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Kharesh 

0814000201777900 

13.477 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.477 

-0.10 

0.060 

0.38 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.40 

0.086 

0.37 

0.58 


Kharwaliya 

0814000201780000 

9.275 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.930 

0.06 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.07 

0.057 

0.36 

0.58 


Khateera Ki Dhani 

0814000201782900 

4.669 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.669 

-0.28 

0.060 

0.40 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.56 

0.030 

0.38 

0.61 


Khatu Kalan 

0814000301797900 

42.299 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.805 

-0.77 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.011 

0.02 

0.04 







Non-command 

Vindhyan Sandstone 

6.972 

-0.77 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.027 

0.06 

0.09 


Khatu Khurd 

0814000201778700 

13.614 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.959 

-0.25 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.057 

0.24 

0.37 







Non-command 

Vindhyan Sandstone 

1.597 

-0.25 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.010 

0.04 

0.07 


Khojas 

0814000201780900 

11.393 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.393 

-0.22 

0.060 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.56 

0.073 

0.37 

0.60 


Khorandi 

0814001001890000 

13.042 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.015 

-0.41 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khunkhuna 

0814000201774300 

7.994 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.968 

1.54 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.20 

0.13 

0.05 

0.013 

0.09 

0.14 


Khuri 

0814000201779300 

7.848 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.848 

0.08 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.02 

0.050 

0.37 

0.57 


Kishanpura 

0814000201784600 

2.991 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.991 

0.03 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.019 

0.37 

0.57 


Kodiya 

0814000201778900 

7.397 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.396 

0.05 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.047 

0.37 

0.57 


Kokpura 

0814001001889400 

3.391 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.272 

-0.60 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.008 

0.14 

0.24 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Barawara 

0814000201779600 

0.10 

0.37 

(74.30) 

0.30 

- 

0.30 

0.05 

0.42 

0.05 

0.0100 

- 

- 

- 

0.010 

0.060 

0.358 

0.018 

0.340 

0.246 

72.41 

Semi Critical 

Beechawa 

0814000201773500 

0.10 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.005 

0.039 

0.004 

0.035 

0.024 

68.32 

Safe 

Beenjari 

0814000901880200 

0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Begpura 

0814001001889100 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.040 

22,520.51 

Over Exploited 

Begsar 

0814000201781700 

0.10 

0.59 

- 

0.59 

0.01 

0.60 

0.05 

0.43 

0.08 

0.0200 

- 

- 

- 

0.020 

0.105 

0.709 

0.071 

0.638 

0.680 

106.60 

Over Exploited 

Berwa 

0814000201782000 

0.10 

0.49 

- 

0.49 

0.02 

0.51 

0.05 

0.42 

0.07 

0.0500 

- 

- 

- 

0.050 

0.120 

0.631 

0.063 

0.567 

1.355 

238.85 

Over Exploited 

Bhadasar 

0814000201784400 

0.10 

0.19 

- 

0.19 

- 

0.19 

0.06 

0.43 

0.03 

0.0100 

- 

- 

- 

0.010 

0.039 

0.230 

0.023 

0.207 

0.198 

95.41 

Critical 

Bhadliya 

0814000201782700 

0.10 

0.14 

- 

0.14 

0.01 

0.15 

0.03 

0.22 

0.02 

0.0300 

- 

- 

- 

0.030 

0.049 

0.194 

0.019 

0.175 

0.755 

431.94 

Over Exploited 

Bhawad 

0814000201779400 

0.10 

0.25 

(70.15) 

0.20 

- 

0.20 

0.05 

0.42 

0.03 

- 

- 

- 

- 

- 

0.034 

0.237 

0.012 

0.225 

0.143 

63.33 

Safe 

Bhawanipura 

0814001001892300 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.020 

8,782.03 

Over Exploited 

Bheema 

0813000401704200 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhopji Ka Bas 

0814000201780300 

0.10 

0.22 

- 

0.22 

0.01 

0.23 

0.05 

0.42 

0.03 

0.0400 

- 

- 

- 

0.040 

0.070 

0.299 

0.030 

0.269 

1.226 

455.19 

Over Exploited 

Butinathpura 

0814001001892200 

0.15 

0.16 

- 

0.16 

0.00 

0.16 

0.05 

0.39 

0.02 

0.0100 

- 

- 

0.001 

0.011 

0.035 

0.196 

0.020 

0.176 

0.214 

121.41 

Over Exploited 

Chak Rani Gaon 

0814000901876700 

0.15 

0.15 

- 

0.15 

- 

0.15 

0.04 

0.37 

0.02 

- 

- 

- 

- 

- 

0.020 

0.169 

0.017 

0.152 

0.018 

11.57 

Safe 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.003 

275.52 

Over Exploited 

Chandi 

0814000901877500 

0.15 

0.55 

- 

0.55 

0.01 

0.56 

0.05 

0.43 

0.07 

0.0300 

- 

- 

- 

0.030 

0.105 

0.661 

0.066 

0.594 

0.781 

131.42 

Over Exploited 

Chawandiya 

0814001001888900 

0.15 

0.17 

- 

0.17 

0.02 

0.19 

0.04 

0.29 

0.03 

0.0500 

- 

- 

- 

0.050 

0.076 

0.268 

0.027 

0.241 

1.342 

557.23 

Over Exploited 

Chhapara 

0814000901881000 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chhapri 

0814001001891600 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chindaliya 

0814000901877400 

0.15 

0.43 

- 

0.43 

- 

0.43 

0.05 

0.43 

0.06 

0.0100 

- 

- 

- 

0.010 

0.068 

0.495 

0.050 

0.446 

0.285 

64.00 

Safe 

Dabgaon 

0814000201778500 

0.10 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.005 

0.038 

0.004 

0.034 

0.028 

82.44 

Semi Critical 

Dakipura 

0814000201783800 

0.10 

0.28 

- 

0.28 

- 

0.28 

0.06 

0.43 

0.04 

0.0100 

- 

- 

- 

0.010 

0.051 

0.328 

0.033 

0.295 

0.383 

129.74 

Over Exploited 

Dasana Kalan 

0814000201781300 

0.10 

0.21 

- 

0.21 

- 

0.21 

0.05 

0.43 

0.03 

0.0100 

- 

- 

- 

0.010 

0.040 

0.251 

0.025 

0.226 

0.388 

171.88 

Over Exploited 

Dasana Khurd 

0814000201781400 

0.10 

0.45 

- 

0.45 

0.01 

0.46 

0.05 

0.42 

0.06 

0.0300 

- 

- 

- 

0.030 

0.094 

0.553 

0.055 

0.498 

0.821 

164.79 

Over Exploited 

Daudsar 

0814000201784200 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.088 

4,315.37 

Over Exploited 

Daulatpura 

0814001001889200 

0.15 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.12 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.040 

0.004 

0.036 

0.245 

674.91 

Over Exploited 

Deola 

0814000901878700 

0.15 

0.28 

- 

0.28 

- 

0.28 

0.04 

0.35 

0.04 

0.0100 

- 

- 

- 

0.010 

0.048 

0.328 

0.033 

0.295 

0.277 

93.78 

Critical 

Dhaki Ki Dhani 

0814000201781200 

0.10 

0.17 

- 

0.17 

0.01 

0.18 

0.05 

0.42 

0.02 

0.0200 

- 

- 

- 

0.020 

0.044 

0.228 

0.023 

0.205 

0.580 

282.76 

Over Exploited 

Dhananwana 

0814000901877200 

0.15 

0.23 

- 

0.23 

0.01 

0.24 

0.03 

0.23 

0.03 

0.0200 

- 

- 

- 

0.020 

0.051 

0.295 

0.029 

0.265 

0.615 

232.00 

Over Exploited 

Dhankoli 

0814000201784000 

0.10 

0.07 

- 

0.07 

0.01 

0.08 

0.02 

0.16 

0.01 

0.0400 

- 

- 

- 

0.040 

0.051 

0.134 

0.013 

0.121 

0.969 

804.31 

Over Exploited 

Dheegal 

0814000201781900 

0.10 

0.29 

- 

0.29 

0.01 

0.30 

0.05 

0.43 

0.04 

0.0300 

- 

- 

- 

0.030 

0.071 

0.374 

0.037 

0.336 

0.842 

250.41 

Over Exploited 

Dheejpura 

0814000301798000 

0.15 

0.49 

- 

0.49 

- 

0.49 

0.05 

0.40 

0.07 

- 

- 

- 

- 

- 

0.066 

0.556 

0.056 

0.501 

0.035 

7.06 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

232.89 

Over Exploited 

Dhigariya 

0814000201780800 

0.10 

0.17 

- 

0.17 

- 

0.17 

0.05 

0.42 

0.02 

0.0100 

- 

- 

- 

0.010 

0.033 

0.200 

0.020 

0.180 

0.178 

98.68 

Critical 

Dikawa 

0814000201781500 

0.10 

0.20 

- 

0.20 

0.01 

0.21 

0.05 

0.42 

0.03 

0.0400 

- 

- 

- 

0.040 

0.069 

0.283 

0.028 

0.254 

1.190 

468.05 

Over Exploited 

Firozpura 

0814000301793100 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.034 

854.65 

Over Exploited 

Gaonri 

0814000201780700 

0.10 

0.20 

- 

0.20 

0.01 

0.21 

0.05 

0.42 

0.03 

0.0200 

- 

- 

- 

0.020 

0.048 

0.261 

0.026 

0.235 

0.596 

254.06 

Over Exploited 

Gawariyon Ki Dhan 

0814000201773800 

0.10 

0.04 

(93.55) 

0.03 

- 

0.03 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.005 

0.034 

0.002 

0.032 

0.010 

32.22 

Safe 

Gelasar 

0814000901877700 

0.15 

0.85 

- 

0.85 

0.01 

0.86 

0.05 

0.43 

0.12 

0.0300 

- 

- 

- 

0.030 

0.151 

1.014 

0.101 

0.912 

0.900 

98.66 

Critical 

Godras 

0814000201774200 

0.10 

0.01 

1,881.51 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.013 

0.001 

0.013 

0.012 

94.15 

Critical 

Gothri 

0814000901877000 

0.15 

0.27 

- 

0.27 

- 

0.27 

0.03 

0.23 

0.04 

- 

- 

- 

- 

- 

0.036 

0.307 

0.031 

0.276 

0.096 

34.68 

Safe 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.004 

841.02 

Over Exploited 

Hudeel 

0814001001889600 

0.15 

0.14 

- 

0.14 

- 

0.14 

0.02 

0.18 

0.02 

0.0100 

- 

- 

- 

0.010 

0.032 

0.170 

0.017 

0.153 

0.317 

206.43 

Over Exploited 

Indrapura 

0814000201779100 

0.10 

0.19 

- 

0.19 

0.00 

0.19 

0.05 

0.42 

0.03 

- 

- 

- 

0.003 

0.003 

0.028 

0.222 

0.022 

0.200 

0.033 

16.46 

Safe 

Jaitpura 

0814000201781600 

0.10 

0.18 

- 

0.18 

0.01 

0.19 

0.05 

0.42 

0.03 

0.0200 

- 

- 

- 

0.020 

0.046 

0.236 

0.024 

0.212 

0.620 

292.22 

Over Exploited 

Jakharon Ka Bas 

0814000201782400 

0.10 

0.12 

- 

0.12 

0.01 

0.13 

0.05 

0.43 

0.02 

0.0400 

- 

- 

- 

0.040 

0.057 

0.183 

0.018 

0.164 

1.082 

658.56 

Over Exploited 

Jewaliyawas 

0814000201777800 

0.10 

0.23 

- 

0.23 

0.01 

0.24 

0.04 

0.28 

0.03 

0.0200 

- 

- 

- 

0.020 

0.053 

0.292 

0.029 

0.263 

0.588 

223.81 

Over Exploited 

Jharod 

0814000201782300 

0.10 

0.32 

- 

0.32 

0.01 

0.33 

0.05 

0.43 

0.05 

0.0200 

- 

- 

- 

0.020 

0.066 

0.394 

0.039 

0.354 

0.566 

159.82 

Over Exploited 

Jiliya 

0814001001892800 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.020 

72,506.64 

Over Exploited 

Kaloli 

0814001001888700 

0.15 

0.22 

- 

0.22 

0.01 

0.23 

0.05 

0.37 

0.03 

0.0400 

- 

- 

- 

0.040 

0.073 

0.299 

0.030 

0.269 

1.023 

379.94 

Over Exploited 

Kalyanpura 

0814000201780100 

0.10 

0.16 

(84.35) 

0.13 

- 

0.13 

0.05 

0.42 

0.02 

- 

- 

- 

- 

- 

0.021 

0.148 

0.007 

0.140 

0.093 

66.38 

Safe 

Karkeri 

0814001001888400 

0.15 

0.04 

- 

0.04 

- 

0.04 

0.01 

0.12 

0.01 

0.0100 

- 

- 

- 

0.010 

0.015 

0.052 

0.005 

0.047 

0.407 

862.55 

Over Exploited 

Khanri 

0814000201784300 

0.10 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.016 

0.002 

0.014 

0.179 

1,249.48 

Over Exploited 

Khardiya 

0814000901880800 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Kharesh 

0814000201777900 

0.10 

0.49 

- 

0.49 

0.02 

0.51 

0.05 

0.42 

0.07 

0.0500 

- 

- 

- 

0.050 

0.121 

0.634 

0.063 

0.570 

1.483 

260.05 

Over Exploited 

Kharwaliya 

0814000201780000 

0.10 

0.32 

(86.05) 

0.26 

- 

0.26 

0.05 

0.41 

0.04 

- 

- 

- 

- 

- 

0.043 

0.300 

0.015 

0.285 

0.123 

43.19 

Safe 

Khateera Ki Dhani 

0814000201782900 

0.10 

0.18 

- 

0.18 

0.02 

0.20 

0.05 

0.43 

0.03 

0.0600 

- 

- 

- 

0.060 

0.085 

0.282 

0.028 

0.254 

1.587 

624.41 

Over Exploited 

Khatu Kalan 

0814000301797900 

0.15 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.012 

0.001 

0.011 

0.053 

497.85 

Over Exploited 



0.10 

0.04 

- 

0.04 

- 

0.04 

0.01 

0.07 

0.01 

- 

- 

- 

- 

- 

0.006 

0.048 

0.005 

0.043 

0.087 

199.93 

Over Exploited 

Khatu Khurd 

0814000201778700 

0.10 

0.22 

- 

0.22 

- 

0.22 

0.03 

0.28 

0.03 

- 

- 

- 

- 

- 

0.030 

0.249 

0.025 

0.224 

0.107 

47.98 

Safe 



0.10 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.001 

0.007 

0.032 

453.24 

Over Exploited 

Khojas 

0814000201780900 

0.10 

0.42 

- 

0.42 

0.01 

0.43 

0.05 

0.42 

0.06 

0.0200 

- 

- 

- 

0.020 

0.079 

0.511 

0.051 

0.460 

0.634 

137.87 

Over Exploited 

Khorandi 

0814001001890000 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khunkhuna 

0814000201774300 

0.10 

0.02 

643.01 

0.02 

- 

0.02 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.003 

0.023 

0.001 

0.022 

0.063 

280.52 

Over Exploited 

Khuri 

0814000201779300 

0.10 

0.29 

(87.06) 

0.23 

- 

0.23 

0.05 

0.42 

0.04 

- 

- 

- 

- 

- 

0.039 

0.273 

0.014 

0.260 

0.067 

25.88 

Safe 

Kishanpura 

0814000201784600 

0.10 

0.11 

(90.63) 

0.09 

- 

0.09 

0.05 

0.42 

0.02 

- 

- 

- 

- 

- 

0.015 

0.104 

0.005 

0.099 

0.019 

19.41 

Safe 

Kodiya 

0814000201778900 

0.10 

0.28 

(89.58) 

0.22 

- 

0.22 

0.05 

0.42 

0.04 

- 

- 

- 

- 

- 

0.037 

0.257 

0.013 

0.244 

0.069 

28.37 

Safe 

Kokpura 

0814001001889400 

0.15 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.16 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.041 

0.004 

0.036 

0.184 

505.05 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Koniyara 

081400020177880C 

5.664 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.131 

-0.49 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.020 

0.21 

0.31 







Non-command 

Vindhyan Sandstone 

2.513 

-0.49 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.016 

0.17 

0.25 


Kuchetiya 

081400020177950C 

5.150 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.150 

0.14 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.03 

0.033 

0.37 

0.57 


Kukrod 

0814000901878200 

12.254 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.301 

-0.35 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.053 

0.29 

0.48 


Kunkana Ki Dhani 

0814000201780600 

4.762 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.762 

-0.23 

0.060 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.030 

0.37 

0.63 


Kurli 

0814000201782100 

11.266 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.902 

-0.14 

0.060 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.031 

0.16 

0.26 


Kuroli 

0814000201778400 

11.503 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.503 

0.03 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.02 

0.074 

0.37 

0.58 


Ladariya 

0814000201782500 

18.688 

Fresh 

Non-command 

Non-command 

Older Alluvium 

18.688 

-0.26 

0.060 

0.64 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.40 

0.120 

0.38 

0.62 


Ladpura 

0814000901877600 

5.909 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.909 

-0.37 

0.080 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.51 

0.034 

0.38 

0.62 


Lakheepura 

0814000201783600 

1.380 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.380 

-0.29 

0.060 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.63 

0.009 

0.38 

0.61 


Lalas 

0814001001889900 

17.960 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.886 

-0.15 

0.080 

0.32 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.24 

0.032 

0.10 

0.17 


Lega Ki Dhani 

0814000201780500 

7.533 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.533 

-0.18 

0.060 

0.31 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.19 

0.048 

0.37 

0.61 


Loroli 

0814000201778200 

4.852 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.852 

0.07 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.07 

0.031 

0.37 

0.57 


Loroli Kalan 

0814000201773900 

6.797 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.521 

0.05 

0.060 

0.16 

0.01 

0.00 

0.00 

0.00 

0.17 

0.11 

0.61 

0.042 

0.35 

0.54 


Loroli Khurd 

0814000201778300 

11.757 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.757 

0.00 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.075 

0.37 

0.57 


Magrasi 

0813000401704000 

8.473 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.542 

-0.55 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.030 

0.16 

0.27 


Manda Kheri 

0814000901880900 

7.462 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.271 

-0.14 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.013 

0.11 

0.17 







Non-command 

Phyllite & Schist 

0.346 

-0.14 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.02 

0.03 


Mandookara 

0814000201779800 

13.993 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.993 

0.17 

0.060 

0.07 

0.00 

0.00 

0.00 

0.00 

0.21 

0.13 

0.18 

0.090 

0.37 

0.59 


Mangalpura 

0814001001892500 

5.803 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.021 

-0.35 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mangalwa 

0814000901876800 

3.463 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.463 

0.07 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.020 

0.37 

0.57 


Molasar 

0814000201783100 

12.673 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.698 

-0.21 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.004 

0.02 

0.03 


Moti Nagar 

0814000301798300 

2.642 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.348 

-0.53 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.05 

0.07 


Nandoli Chandawatan 

0814000901877800 

6.876 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.876 

-0.36 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.039 

0.38 

0.62 


Nandoliwas 

0814000901877900 

4.470 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.470 

-0.35 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.026 

0.38 

0.63 


Nawad 

0814000901877100 

14.693 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.500 

-0.15 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.014 

0.06 

0.10 


Neem Nagar 

0814000301798100 

4.710 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.717 

-0.55 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.007 

0.14 

0.20 


Nehru Nagar 

0814001001889700 

3.929 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.414 

-0.41 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.003 

0.04 

0.07 


Nimba Ka Bas 

0814000201783400 

15.624 

Fresh 

Non-command 

Non-command 

Older Alluvium 

15.624 

-0.29 

0.060 

0.26 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.89 

0.100 

0.38 

0.61 


Nimod 

0814000201782800 

13.278 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.278 

-0.29 

0.060 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.53 

0.085 

0.38 

0.61 


Nosar 

0814000201782600 

7.130 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.548 

-0.33 

0.060 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.036 

0.30 

0.48 


Parewadi 

0814001001888600 

10.424 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.897 

-0.55 

0.080 

0.45 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.77 

0.039 

0.21 

0.36 


Pawa 

0814000201779200 

15.631 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.176 

-0.19 

0.060 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.091 

0.34 

0.50 







Non-command 

Phyllite & Schist 

0.847 

-0.19 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.02 

0.03 


Peedwa 

0814000201779700 

15.729 

Fresh 

Non-command 

Non-command 

Older Alluvium 

15.729 

0.09 

0.060 

0.20 

0.01 

0.00 

0.00 

0.00 

0.27 

0.17 

0.68 

0.101 

0.37 

0.58 


Peepala Ka Bas 

0814000201783700 

7.146 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.146 

-0.30 

0.060 

0.25 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.92 

0.046 

0.38 

0.61 


Pyawan 

0814000201774400 

8.717 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.490 

2.23 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.02 

0.003 

0.02 

0.03 


Raithaliya 

0814000901877300 

7.721 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.426 

-0.24 

0.080 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.037 

0.31 

0.53 


Rajapura 

0814000701849600 

7.045 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.764 

-0.25 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.09 

0.14 


Rajpura 

0814001001888500 

6.886 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.287 

-0.53 

0.080 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.021 

0.18 

0.30 


Rampur 

0814000901878000 

6.840 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.522 

-0.34 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.026 

0.25 

0.41 


Ranasar 

0814001001893600 

7.198 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.187 

-0.31 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.008 

0.06 

0.10 


Rani Gaon 

0814000901876600 

10.751 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.822 

-0.36 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.03 

0.04 







Non-command 

Phyllite & Schist 

3.852 

-0.36 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.022 

0.13 

0.20 


Rasal 

0814001001893900 

26.050 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.847 

-0.31 

0.080 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.50 

0.032 

0.07 

0.11 


Raseedpura 

0814000201783000 

14.416 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.416 

-0.24 

0.060 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.59 

0.092 

0.38 

0.61 


Reeksabas 

0814000201783900 

4.505 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.505 

-0.29 

0.060 

0.30 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.17 

0.029 

0.38 

0.62 


Ruwan 

0814000201778100 

16.314 

Fresh 

Non-command 

Non-command 

Older Alluvium 

16.314 

0.17 

0.060 

0.22 

0.01 

0.00 

0.00 

0.00 

0.38 

0.24 

0.76 

0.104 

0.37 

0.59 


Safer Chhoti 

0814000901878500 

7.915 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.829 

-0.21 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.005 

0.04 

0.07 


Sagoo Kalan 

0814000201773700 

10.040 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.007 

0.01 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sagoo Khurd 

0814000201773600 

6.768 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.194 

-0.08 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.033 

0.28 

0.43 


Saniya 

0814000201778000 

18.346 

Fresh 

Non-command 

Non-command 

Older Alluvium 

18.346 

0.21 

0.060 

0.28 

0.01 

0.00 

0.00 

0.00 

0.50 

0.32 

0.97 

0.117 

0.37 

0.58 


Seeniya 

0814000901876900 

6.302 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.302 

0.06 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.20 

0.036 

0.37 

0.57 


Sherani Abad 

0814000201778600 

12.154 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.714 

-0.21 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.005 

0.02 

0.03 


Shivpurvi 

0814001001892100 

2.480 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.184 

-0.67 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.03 

0.05 


Singrawat Kalan 

0814000201774600 

10.472 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.623 

0.92 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.03 

0.004 

0.02 

0.03 


Singrawat Khurd 

0814000201774500 

7.681 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.343 

0.61 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.15 

0.00 

0.041 

0.30 

0.47 


Soothli 

0814000901878400 

10.861 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.316 

-0.33 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.047 

0.29 

0.49 


Suratpura 

0814001001889000 

6.369 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.256 

-0.54 

0.080 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.70 

0.028 

0.25 

0.43 


Thebri 

0814000201781000 

11.748 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.748 

-0.22 

0.060 

0.22 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.79 

0.075 

0.37 

0.62 


Todas 

0814001001889500 

24.068 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.987 

-0.54 

0.080 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.69 

0.059 

0.14 

0.24 


Tosina 

0814000201780400 

17.214 

Fresh 

Non-command 

Non-command 

Older Alluvium 

17.214 

-0.18 

0.060 

0.42 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.55 

0.110 

0.37 

0.61 


Ucheriya 

0814000901876500 

2.243 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.240 

-0.30 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.013 

0.37 

0.56 



0814000901878300 

7.563 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.313 

-0.32 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.013 

0.12 

0.20 

16005041 

Achalpura 

0816000202058300 

26.684 

Fresh 

Non-command 

Non-command 

Jalore Granite 

26.675 

0.76 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.23 

0.13 

0.09 

0.024 

0.20 

0.36 


Bagdawat Nagar 

0815000101930200 

25.284 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

25.284 

-0.59 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.052 

0.21 

0.33 


Baiteena 

0816000202058400 

28.686 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.638 

1.52 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.00 

0.01 







Non-command 

Jurassic Sandstone 

0.004 

1.52 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Koniyara 

081400020177880C 

0.10 

0.06 

- 

0.06 

- 

0.06 

0.03 

0.23 

0.01 

- 

- 

- 

- 

- 

0.009 

0.073 

0.007 

0.066 

0.075 

114.06 

Over Exploited 



0.10 

0.04 

- 

0.04 

- 

0.04 

0.02 

0.19 

0.01 

- 

- 

- 

- 

- 

0.006 

0.047 

0.005 

0.042 

0.060 

141.75 

Over Exploited 

Kuchetiya 

0814000201779500 

0.10 

0.19 

(78.57) 

0.15 

- 

0.15 

0.05 

0.42 

0.03 

- 

- 

- 

- 

- 

0.026 

0.179 

0.009 

0.170 

0.066 

38.75 

Safe 

Kukrod 

0814000901878200 

0.15 

0.40 

- 

0.40 

- 

0.40 

0.04 

0.33 

0.05 

- 

- 

- 

- 

- 

0.055 

0.455 

0.046 

0.410 

0.119 

29.08 

Safe 

Kunkana Ki Dhani 

0814000201780600 

0.10 

0.18 

- 

0.18 

- 

0.18 

0.05 

0.42 

0.02 

0.0100 

- 

- 

- 

0.010 

0.034 

0.212 

0.021 

0.191 

0.311 

163.14 

Over Exploited 

Kurli 

0814000201782100 

0.10 

0.08 

- 

0.08 

- 

0.08 

0.02 

0.18 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.101 

0.010 

0.090 

0.356 

393.93 

Over Exploited 

Kuroli 

0814000201778400 

0.10 

0.43 

(92.14) 

0.34 

- 

0.34 

0.05 

0.42 

0.06 

- 

- 

- 

- 

- 

0.059 

0.399 

0.020 

0.379 

0.091 

23.93 

Safe 

Ladariya 

0814000201782500 

0.10 

0.71 

- 

0.71 

0.03 

0.74 

0.05 

0.43 

0.10 

0.0900 

- 

- 

- 

0.090 

0.191 

0.928 

0.093 

0.835 

2.524 

302.18 

Over Exploited 

Ladpura 

0814000901877600 

0.15 

0.33 

- 

0.33 

0.01 

0.34 

0.05 

0.43 

0.05 

0.0200 

- 

- 

- 

0.020 

0.066 

0.410 

0.041 

0.369 

0.540 

146.13 

Over Exploited 

Lakheepura 

0814000201783600 

0.10 

0.05 

- 

0.05 

0.01 

0.06 

0.05 

0.43 

0.01 

0.0200 

- 

- 

- 

0.020 

0.028 

0.090 

0.009 

0.081 

0.636 

786.05 

Over Exploited 

Lalas 

0814001001889900 

0.15 

0.07 

- 

0.07 

0.02 

0.09 

0.02 

0.11 

0.01 

0.0500 

- 

- 

- 

0.050 

0.062 

0.154 

0.015 

0.139 

1.267 

912.72 

Over Exploited 

Lega Ki Dhani 

0814000201780500 

0.10 

0.28 

- 

0.28 

0.01 

0.29 

0.05 

0.42 

0.04 

0.0400 

- 

- 

- 

0.040 

0.078 

0.370 

0.037 

0.333 

1.236 

371.55 

Over Exploited 

Loroli 

0814000201778200 

0.10 

0.18 

(82.06) 

0.14 

- 

0.14 

0.05 

0.42 

0.03 

- 

- 

- 

- 

- 

0.025 

0.167 

0.008 

0.159 

0.097 

61.20 

Safe 

Loroli Kalan 

0814000201773900 

0.10 

0.23 

(51.87) 

0.18 

0.01 

0.19 

0.05 

0.40 

0.03 

0.0200 

- 

- 

- 

0.020 

0.053 

0.244 

0.012 

0.232 

0.647 

278.70 

Over Exploited 

Loroli Khurd 

0814000201778300 

0.10 

0.43 

- 

0.43 

- 

0.43 

0.05 

0.42 

0.06 

- 

- 

- 

- 

- 

0.060 

0.492 

0.049 

0.443 

0.092 

20.82 

Safe 

Magrasi 

0813000401704000 

0.12 

0.07 

- 

0.07 

- 

0.07 

0.02 

0.18 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.087 

0.009 

0.078 

0.353 

452.35 

Over Exploited 

Manda Kheri 

0814000901880900 

0.15 

0.04 

- 

0.04 

- 

0.04 

0.02 

0.13 

0.01 

- 

- 

- 

- 

- 

0.005 

0.044 

0.004 

0.040 

0.013 

32.84 

Safe 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

807.41 

Over Exploited 

Mandookara 

0814000201779800 

0.10 

0.52 

(74.17) 

0.42 

- 

0.42 

0.05 

0.42 

0.07 

0.0100 

- 

- 

- 

0.010 

0.080 

0.497 

0.025 

0.472 

0.272 

57.49 

Safe 

Mangalpura 

0814001001892500 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mangalwa 

0814000901876800 

0.15 

0.19 

(89.94) 

0.16 

- 

0.16 

0.05 

0.42 

0.03 

- 

- 

- 

- 

- 

0.026 

0.181 

0.009 

0.172 

0.020 

11.50 

Safe 

Molasar 

0814000201783100 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.010 

0.169 

1,616.05 

Over Exploited 

Moti Nagar 

0814000301798300 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.001 

51.31 

Safe 

Nandoli Chandawatan 

0814000901877800 

0.15 

0.39 

- 

0.39 

- 

0.39 

0.05 

0.43 

0.05 

0.0100 

- 

- 

- 

0.010 

0.064 

0.454 

0.045 

0.409 

0.347 

84.94 

Semi Critical 

Nandoliwas 

0814000901877900 

0.15 

0.25 

- 

0.25 

- 

0.25 

0.05 

0.43 

0.03 

0.0100 

- 

- 

- 

0.010 

0.045 

0.299 

0.030 

0.269 

0.224 

83.10 

Semi Critical 

Nawad 

0814000901877100 

0.15 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.003 

0.027 

0.003 

0.024 

0.058 

238.92 

Over Exploited 

Neem Nagar 

0814000301798100 

0.15 

0.04 

- 

0.04 

- 

0.04 

0.02 

0.15 

0.00 

- 

- 

- 

- 

- 

0.005 

0.040 

0.004 

0.036 

0.007 

18.53 

Safe 

Nehru Nagar 

0814001001889700 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.143 

1,239.88 

Over Exploited 

Nimba Ka Bas 

0814000201783400 

0.10 

0.59 

- 

0.59 

0.01 

0.60 

0.05 

0.43 

0.09 

0.0300 

- 

- 

- 

0.030 

0.116 

0.717 

0.072 

0.645 

0.991 

153.67 

Over Exploited 

Nimod 

0814000201782800 

0.10 

0.50 

- 

0.50 

0.01 

0.51 

0.05 

0.43 

0.07 

0.0200 

- 

- 

- 

0.020 

0.092 

0.607 

0.061 

0.546 

0.613 

112.28 

Over Exploited 

Nosar 

0814000201782600 

0.10 

0.16 

- 

0.16 

0.01 

0.17 

0.04 

0.34 

0.02 

0.0200 

- 

- 

- 

0.020 

0.043 

0.217 

0.022 

0.195 

0.482 

246.84 

Over Exploited 

Parewadi 

0814001001888600 

0.15 

0.19 

- 

0.19 

0.02 

0.21 

0.03 

0.24 

0.03 

0.0700 

- 

- 

- 

0.070 

0.098 

0.305 

0.031 

0.275 

1.807 

657.97 

Over Exploited 

Pawa 

0814000201779200 

0.10 

0.48 

- 

0.48 

- 

0.48 

0.05 

0.38 

0.06 

0.0100 

- 

- 

- 

0.010 

0.074 

0.554 

0.055 

0.499 

0.256 

51.28 

Safe 



0.07 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.005 

442.73 

Over Exploited 

Peedwa 

0814000201779700 

0.10 

0.58 

(70.10) 

0.47 

0.01 

0.48 

0.05 

0.42 

0.08 

0.0300 

- 

- 

- 

0.030 

0.110 

0.586 

0.029 

0.557 

0.778 

139.66 

Over Exploited 

Peepala Ka Bas 

0814000201783700 

0.10 

0.27 

- 

0.27 

0.01 

0.28 

0.06 

0.43 

0.04 

0.0300 

- 

- 

- 

0.030 

0.070 

0.349 

0.035 

0.314 

0.970 

308.64 

Over Exploited 

Pyawan 

0814000201774400 

0.10 

0.00 

4,749.26 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.020 

1,584.02 

Over Exploited 

Raithaliya 

0814000901877300 

0.15 

0.30 

- 

0.30 

- 

0.30 

0.04 

0.35 

0.04 

0.0100 

- 

- 

- 

0.010 

0.051 

0.351 

0.035 

0.316 

0.433 

136.80 

Over Exploited 

Rajapura 

0814000701849600 

0.10 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.002 

0.019 

0.002 

0.017 

0.006 

34.74 

Safe 

Rajpura 

0814001001888500 

0.15 

0.09 

- 

0.09 

0.01 

0.10 

0.03 

0.21 

0.01 

0.0200 

- 

- 

- 

0.020 

0.033 

0.131 

0.013 

0.118 

0.450 

381.23 

Over Exploited 

Rampur 

0814000901878000 

0.15 

0.17 

- 

0.17 

- 

0.17 

0.03 

0.29 

0.02 

0.0100 

- 

- 

- 

0.010 

0.033 

0.204 

0.020 

0.183 

0.180 

98.18 

Critical 

Ranasar 

0814001001893600 

0.15 

0.01 

- 

0.01 

0.00 

0.01 

0.01 

0.07 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.013 

0.024 

0.002 

0.022 

0.143 

647.64 

Over Exploited 

Rani Gaon 

0814000901876600 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.005 

130.62 

Over Exploited 



0.04 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.15 

0.00 

- 

- 

- 

- 

- 

0.003 

0.023 

0.002 

0.021 

0.034 

161.61 

Over Exploited 

Rasal 

0814001001893900 

0.15 

0.05 

- 

0.05 

0.01 

0.06 

0.01 

0.08 

0.01 

0.0200 

- 

- 

- 

0.020 

0.027 

0.089 

0.009 

0.080 

0.535 

668.48 

Over Exploited 

Raseedpura 

0814000201783000 

0.10 

0.54 

- 

0.54 

0.01 

0.55 

0.05 

0.43 

0.08 

0.0200 

- 

- 

- 

0.020 

0.098 

0.653 

0.065 

0.587 

0.686 

116.82 

Over Exploited 

Reeksabas 

0814000201783900 

0.10 

0.17 

- 

0.17 

0.01 

0.18 

0.06 

0.43 

0.02 

0.0400 

- 

- 

- 

0.040 

0.065 

0.245 

0.024 

0.220 

1.201 

545.22 

Over Exploited 

Ruwan 

0814000201778100 

0.10 

0.60 

(60.24) 

0.48 

0.01 

0.49 

0.05 

0.42 

0.08 

0.0300 

- 

- 

- 

0.030 

0.114 

0.603 

0.030 

0.573 

0.863 

150.70 

Over Exploited 

Safer Chhoti 

0814000901878500 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.005 

0.027 

533.23 

Over Exploited 

Sagoo Kalan 

0814000201773700 

0.10 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sagoo Khurd 

0814000201773600 

0.10 

0.15 

- 

0.15 

- 

0.15 

0.04 

0.32 

0.02 

- 

- 

- 

- 

- 

0.021 

0.166 

0.017 

0.149 

0.066 

44.34 

Safe 

Saniya 

0814000201778000 

0.10 

0.67 

(53.04) 

0.54 

0.01 

0.55 

0.05 

0.42 

0.10 

0.0400 

- 

- 

- 

0.040 

0.135 

0.683 

0.034 

0.649 

1.091 

168.29 

Over Exploited 

Seeniya 

0814000901876900 

0.15 

0.35 

(83.45) 

0.28 

- 

0.28 

0.05 

0.42 

0.05 

0.0100 

- 

- 

- 

0.010 

0.057 

0.339 

0.017 

0.322 

0.234 

72.57 

Semi Critical 

Sherani Abad 

0814000201778600 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.027 

1,672.83 

Over Exploited 

Shivpurvi 

0814001001892100 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.020 

2,565.42 

Over Exploited 

Singrawat Kalan 

0814000201774600 

0.10 

0.00 

1,985.18 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.037 

2,150.46 

Over Exploited 

Singrawat Khurd 

0814000201774500 

0.10 

0.19 

(19.06) 

0.15 

- 

0.15 

0.04 

0.34 

0.03 

- 

- 

- 

- 

- 

0.028 

0.181 

0.009 

0.172 

0.041 

23.55 

Safe 

Soothli 

0814000901878400 

0.15 

0.36 

- 

0.36 

- 

0.36 

0.04 

0.33 

0.05 

- 

- 

- 

- 

- 

0.049 

0.409 

0.041 

0.368 

0.135 

36.78 

Safe 

Suratpura 

0814001001889000 

0.15 

0.16 

- 

0.16 

0.01 

0.17 

0.04 

0.28 

0.02 

0.0300 

- 

- 

- 

0.030 

0.054 

0.221 

0.022 

0.199 

0.727 

364.79 

Over Exploited 

Thebri 

0814000201781000 

0.10 

0.44 

- 

0.44 

0.01 

0.45 

0.05 

0.42 

0.06 

0.0300 

- 

- 

- 

0.030 

0.090 

0.538 

0.054 

0.485 

0.867 

178.97 

Over Exploited 

Todas 

0814001001889500 

0.15 

0.18 

- 

0.18 

0.01 

0.19 

0.02 

0.16 

0.03 

0.0300 

- 

- 

- 

0.030 

0.059 

0.252 

0.025 

0.227 

0.749 

329.69 

Over Exploited 

Tosina 

0814000201780400 

0.10 

0.64 

- 

0.64 

0.02 

0.66 

0.05 

0.42 

0.09 

0.0600 

- 

- 

- 

0.060 

0.147 

0.809 

0.081 

0.728 

1.661 

228.18 

Over Exploited 

Ucheriya 

0814000901876500 

0.04 

0.03 

- 

0.03 

- 

0.03 

0.05 

0.42 

0.00 

- 

- 

- 

- 

- 

0.004 

0.038 

0.004 

0.034 

0.049 

143.08 

Over Exploited 


0814000901878300 

0.15 

0.04 

- 

0.04 

- 

0.04 

0.02 

0.13 

0.01 

- 

- 

- 

- 

- 

0.005 

0.046 

0.005 

0.041 

0.101 

246.50 

Over Exploited 

Achalpura 

0816000202058300 

0.02 

0.11 

21.19 

0.13 

0.00 

0.13 

0.03 

0.23 

0.02 

0.0100 

- 

- 

0.001 

0.011 

0.029 

0.157 

0.008 

0.149 

0.114 

76.45 

Semi Critical 

Bagdawat Nagar 

0815000101930200 

0.06 

0.31 

- 

0.31 

0.00 

0.31 

0.04 

0.24 

0.05 

- 

- 

- 

0.000 

0.000 

0.055 

0.366 

0.037 

0.330 

0.117 

35.45 

Safe 

Baiteena 

0816000202058400 

0.02 

0.00 

9,352.30 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.04 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Baloosingh Ki Dhani 

0816000202056300 

9.460 

Fresh 

Non-command 

Non-command 

Rhyolite 

3.744 

0.30 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.003 

0.09 

0.14 


Bamnoo 

0815000101928900 

34.769 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

34.769 

0.69 

0.040 

0.16 

0.01 

0.00 

0.00 

0.00 

1.11 

0.70 

0.56 

0.071 

0.19 

0.30 


Barath Ka Gaon 

0816000202056200 

14.848 

Fresh 

Non-command 

Non-command 

Rhyolite 

2.794 

0.04 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.04 

0.07 





Saline 

Non-command 

Non-command 

Rhyolite 

4.642 

0.04 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.07 

0.11 


Barlimanda 

0816000202053000 

11.214 

Fresh 

Non-command 

Non-command 

Rhyolite 

3.315 

1.10 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.003 

0.06 

0.10 





Saline 

Non-command 

Non-command 

Rhyolite 

7.899 

1.10 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.00 

0.007 

0.14 

0.23 


Begti Kalan 

0815000101914900 

72.310 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

49.315 

2.21 

0.080 

0.31 

0.01 

0.00 

0.00 

0.00 

9.02 

5.66 

1.11 

0.101 

0.13 

0.20 


Begti Khurd 

0815000101920700 

47.589 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

7.571 

3.46 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

2.16 

1.36 

0.21 

0.016 

0.03 

0.05 







Non-command 

Vindhyan Sandstone 

0.749 

3.46 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.03 

0.002 

0.00 

0.00 


Bhakhri 

0815000201931900 

22.665 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

17.435 

-0.11 

0.040 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.67 

0.065 

0.17 

0.27 


Bhankhri 

0816000202055700 

15.188 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

13.097 

-0.80 

0.020 

0.36 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.44 

0.012 

0.18 

0.30 


Bhayyon Ki Dhani 

0815000101929700 

22.182 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

22.182 

-0.02 

0.040 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.046 

0.19 

0.30 


Bher 

0815000201931300 

22.815 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

18.128 

-1.02 

0.040 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.068 

0.17 

0.27 


Bhimsagar 

0815000201931800 

29.344 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

24.445 

0.95 

0.040 

0.47 

0.02 

0.00 

0.00 

0.00 

1.38 

0.86 

1.75 

0.091 

0.20 

0.32 


Bhoja Kor 

0815000101929900 

36.355 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

36.355 

-0.02 

0.040 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.44 

0.075 

0.20 

0.32 


Biliya 

0816000202053100 

21.134 

Fresh 

Non-command 

Non-command 

Rhyolite 

21.134 

0.84 

0.010 

0.07 

0.01 

0.00 

0.00 

0.00 

0.24 

0.14 

0.24 

0.019 

0.20 

0.33 


Chacha 

0816000202051600 

22.964 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

22.964 

0.24 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.12 

0.07 

0.03 

0.020 

0.20 

0.32 


Chanani 

0816000202051300 

68.917 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

12.090 

0.45 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.00 

0.011 

0.03 

0.06 





Saline 

Non-command 

Non-command 

Jalore Granite 

0.024 

0.45 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Vindhyan Sandstone 

7.391 

0.45 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.007 

0.02 

0.04 


Chand Sama 

0815000501970900 

66.047 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

21.690 

0.20 

0.060 

0.42 

0.02 

0.00 

0.00 

0.00 

0.65 

0.41 

1.57 

0.076 

0.07 

0.11 


Chhayan-I 

0816000202049400 

55.633 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

4.069 

1.19 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.14 

0.09 

0.15 

0.004 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

11.785 

1.19 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.32 

0.20 

0.16 

0.010 

0.04 

0.07 


Chhayan-li 

0816000202049500 

80.879 

Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

0.150 

0.59 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chikni Nari 

0815000101930700 

15.048 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.639 

-0.19 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.003 

0.02 

0.03 


Chok 

0816000202053800 

12.189 

Fresh 

Non-command 

Non-command 

Jalore Granite 

12.189 

1.31 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.09 

0.00 

0.011 

0.20 

0.34 







Non-command 

Rhyolite 

0.000 

1.31 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


DALPATPURA 

0816000202057900 

33.403 

Fresh 

Non-command 

Non-command 

Jalore Granite 

24.855 

0.36 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.00 

0.022 

0.15 

0.27 







Non-command 

Rhyolite 

8.548 

0.36 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.008 

0.05 

0.09 


Daya Kor 

0815000101930500 

43.831 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

38.255 

-0.13 

0.040 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.079 

0.17 

0.27 


Daya Sagar 

0815000101921100 

13.201 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

11.430 

3.55 

0.040 

0.08 

0.00 

0.00 

0.00 

0.00 

1.70 

1.07 

0.28 

0.023 

0.16 

0.26 


Dechoo 

0815000501973900 

80.317 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

9.882 

-0.10 

0.060 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.035 

0.03 

0.04 


Dediya 

0815000101929100 

49.815 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

49.815 

0.07 

0.040 

0.06 

0.00 

0.00 

0.00 

0.01 

0.19 

0.12 

0.11 

0.102 

0.19 

0.31 


Devalpura 

0816000202055300 

24.911 

Fresh 

Non-command 

Non-command 

Rhyolite 

2.239 

1.02 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.002 

0.02 

0.03 





Saline 

Non-command 

Non-command 

Rhyolite 

22.672 

1.02 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.15 

0.00 

0.020 

0.19 

0.31 


Dhadho 

0815000101929000 

62.771 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

62.771 

0.68 

0.040 

1.01 

0.05 

0.00 

0.00 

0.00 

2.66 

1.67 

3.86 

0.129 

0.19 

0.30 


Dhelana 

0815000101931200 

37.621 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

3.917 

-0.20 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.008 

0.02 

0.04 


Dholiya 

0816000202050900 

72.724 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

0.408 

-0.20 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dhoorsar 

0816000202052700 

78.569 

Fresh 

Non-command 

Non-command 

Rhyolite 

7.079 

-0.17 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.02 

0.03 







Non-command 

Vindhyan Sandstone 

25.481 

-0.17 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.023 

0.07 

0.11 





Saline 

Non-command 

Non-command 

Rhyolite 

42.023 

-0.17 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.037 

0.11 

0.18 







Non-command 

Vindhyan Sandstone 

3.988 

-0.17 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.01 

0.02 


Didaniya 

0816000202052000 

5.357 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

5.357 

-0.17 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.19 

0.31 


Doodhiya 

0816000202058000 

19.877 

Fresh 

Non-command 

Non-command 

Jalore Granite 

10.769 

0.65 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.010 

0.11 

0.20 







Non-command 

Rhyolite 

7.836 

0.65 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.007 

0.08 

0.15 



0816000202049800 

43.463 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

3.402 

0.12 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.003 

0.01 

0.02 







Non-command 

Vindhyan Sandstone 

13.992 

0.12 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.09 

0.012 

0.06 

0.10 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

26.070 

0.12 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.05 

0.023 

0.11 

0.18 


Eka 

0816000202050200 

34.731 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

33.800 

0.06 

0.020 

0.44 

0.02 

0.00 

0.00 

0.00 

0.46 

0.29 

1.74 

0.030 

0.19 

0.30 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

0.931 

0.06 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.01 

0.01 


Fateh Sagar 

0815000101930300 

18.371 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

18.371 

-0.39 

0.040 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.038 

0.20 

0.31 


Galar 

0816000202050000 

12.394 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

1.266 

0.23 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.03 







Non-command 

Vindhyan Sandstone 

11.127 

0.23 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.03 

0.010 

0.17 

0.27 


Gilakor 

0815000501972600 

29.409 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

7.866 

0.42 

0.030 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.11 

0.000 

0.06 

0.09 


Gomat 

0816000202051700 

60.050 

Fresh 

Non-command 

Non-command 

Rhyolite 

6.030 

0.46 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.03 

0.005 

0.02 

0.03 







Non-command 

Vindhyan Sandstone 

37.074 

0.46 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.39 

0.24 

0.15 

0.033 

0.12 

0.20 





Saline 

Non-command 

Non-command 

Rhyolite 

0.603 

0.46 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 







Non-command 

Vindhyan Sandstone 

16.343 

0.46 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.10 

0.02 

0.014 

0.05 

0.09 


Guddi 

0816000202055100 

43.297 

Fresh 

Non-command 

Non-command 

Rhyolite 

22.487 

1.17 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.28 

0.17 

0.06 

0.020 

0.11 

0.18 





Saline 

Non-command 

Non-command 

Rhyolite 

20.810 

1.17 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.25 

0.15 

0.02 

0.018 

0.10 

0.17 


Gumanpura 

0815000501972300 

60.418 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

57.525 

-0.17 

0.060 

0.29 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.90 

0.202 

0.19 

0.30 


Gundala 

0816000202060100 

15.687 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.009 

2.76 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Hadman Nagar 

0815000201931600 

31.838 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

7.019 

-0.35 

0.040 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.026 

0.05 

0.08 


Hanumanpura 

0815000101920900 

61.179 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

61.179 

0.69 

0.040 

0.06 

0.00 

0.00 

0.00 

0.00 

1.75 

1.10 

0.08 

0.126 

0.19 

0.31 


Harisingh Nagar 

0815000501972500 

9.974 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

7.480 

0.25 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.08 

0.000 

0.16 

0.25 


Harlaya 

0815000201934700 

24.464 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

7.555 

1.59 

0.040 

0.10 

0.00 

0.00 

0.00 

0.00 

0.58 

0.36 

0.38 

0.028 

0.08 

0.12 


Hayatpura 

0816000202058100 

14.901 

Fresh 

Non-command 

Non-command 

Jalore Granite 

3.955 

0.73 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.004 

0.06 

0.10 







Non-command 

Rhyolite 

10.946 

0.73 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.03 

0.010 

0.15 

0.27 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Baloosingh Ki Dhani 

0816000202056300 

0.02 

0.01 

6.06 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.007 

0.003 

44.45 

Safe 

Bamnoo 

0815000101928900 

0.06 

0.40 

76.47 

0.48 

0.01 

0.49 

0.04 

0.23 

0.07 

0.0200 

- 

- 

- 

0.020 

0.094 

0.580 

0.029 

0.551 

0.633 

114.93 

Over Exploited 

Barath Ka Gaon 

0816000202056200 

0.02 

0.00 

(69.08) 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.002 

119.18 

Over Exploited 



0.02 

0.01 

(80.80) 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.004 

71.73 

Semi Critical 

Barlimanda 

0816000202053000 

0.02 

0.00 

465.79 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.003 

56.78 

Safe 



0.02 

0.02 

137.17 

0.03 

- 

0.03 

0.03 

0.17 

0.00 

- 

- 

- 

- 

- 

0.004 

0.031 

0.002 

0.029 

0.007 

23.83 

Safe 

Begti Kalan 

0815000101914900 

0.08 

0.50 

1,022.23 

0.61 

0.01 

0.62 

0.02 

0.15 

0.10 

0.0400 

- 

- 

0.001 

0.041 

0.136 

0.753 

0.038 

0.715 

1.210 

169.25 

Over Exploited 

Begti Khurd 

0815000101920700 

0.08 

0.02 

7,404.38 

0.02 

- 

0.02 

0.01 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.035 

0.002 

0.033 

0.226 

676.33 

Over Exploited 



0.06 

0.00 

53,790.09 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.034 

19,151.16 

Over Exploited 

Bhakhri 

0815000201931900 

0.06 

0.18 

- 

0.18 

0.01 

0.19 

0.03 

0.20 

0.03 

0.0200 

- 

- 

0.001 

0.021 

0.050 

0.241 

0.024 

0.217 

0.731 

336.72 

Over Exploited 

Bhankhri 

0816000202055700 

0.03 

0.07 

- 

0.07 

0.02 

0.09 

0.03 

0.21 

0.01 

0.0500 

- 

- 

- 

0.050 

0.062 

0.154 

0.015 

0.139 

1.452 

1,047.58 

Over Exploited 

Bhayyon Ki Dhani 

0815000101929700 

0.06 

0.25 

- 

0.25 

- 

0.25 

0.04 

0.23 

0.05 

0.0100 

- 

- 

- 

0.010 

0.057 

0.311 

0.031 

0.280 

0.251 

89.61 

Semi Critical 

Bher 

0815000201931300 

0.06 

0.19 

- 

0.19 

- 

0.19 

0.03 

0.20 

0.03 

- 

- 

- 

- 

- 

0.031 

0.217 

0.022 

0.195 

0.176 

89.93 

Semi Critical 

Bhimsagar 

0815000201931800 

0.06 

0.29 

197.36 

0.35 

0.02 

0.37 

0.03 

0.23 

0.05 

0.0700 

- 

- 

- 

0.070 

0.115 

0.483 

0.024 

0.458 

1.837 

400.82 

Over Exploited 

Bhoja Kor 

0815000101929900 

0.06 

0.44 

- 

0.44 

0.01 

0.45 

0.04 

0.24 

0.08 

0.0200 

- 

- 

- 

0.020 

0.098 

0.546 

0.055 

0.492 

0.518 

105.26 

Over Exploited 

Biliya 

0816000202053100 

0.02 

0.08 

71.58 

0.10 

0.01 

0.11 

0.04 

0.23 

0.02 

0.0300 

- 

- 

0.001 

0.031 

0.046 

0.158 

0.008 

0.150 

0.259 

172.87 

Over Exploited 

Chacha 

0816000202051600 

0.03 

0.14 

(48.43) 

0.11 

0.01 

0.11 

0.04 

0.23 

0.02 

- 

- 

- 

0.008 

0.008 

0.033 

0.147 

0.007 

0.140 

0.050 

36.09 

Safe 

Chanani 

0816000202051300 

0.03 

0.01 

423.47 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.002 

0.017 

0.001 

0.016 

0.011 

66.89 

Safe 



0.02 

0.00 

320,846.70 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

755.18 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.007 

109.41 

Over Exploited 

Chand Sama 

0815000501970900 

0.08 

0.12 

247.94 

0.14 

0.02 

0.16 

0.01 

0.08 

0.02 

0.0600 

- 

- 

- 

0.060 

0.081 

0.241 

0.012 

0.229 

1.648 

718.62 

Over Exploited 

Chhayan-I 

0816000202049400 

0.03 

0.00 

4,826.23 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.012 

0.154 

1,304.79 

Over Exploited 



0.03 

0.01 

1,277.01 

0.02 

- 

0.02 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.030 

0.002 

0.029 

0.172 

603.80 

Over Exploited 

Chhayan-li 

0816000202049500 

0.03 

0.00 

68,672.85 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chikni Nari 

0815000101930700 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.014 

650.32 

Over Exploited 

Chok 

0816000202053800 

0.02 

0.05 

89.97 

0.06 

- 

0.06 

0.03 

0.23 

0.01 

- 

- 

- 

- 

- 

0.008 

0.066 

0.003 

0.063 

0.011 

17.19 

Safe 



0.02 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

DALPATPURA 

0816000202057900 

0.02 

0.08 

(24.73) 

0.06 

- 

0.06 

0.03 

0.18 

0.01 

- 

- 

- 

- 

- 

0.013 

0.074 

0.004 

0.070 

0.022 

31.45 

Safe 



0.02 

0.01 

96.93 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.002 

0.012 

0.001 

0.012 

0.008 

64.78 

Safe 

Daya Kor 

0815000101930500 

0.06 

0.39 

- 

0.39 

0.01 

0.40 

0.03 

0.20 

0.07 

0.0200 

- 

- 

- 

0.020 

0.092 

0.488 

0.049 

0.439 

0.533 

121.28 

Over Exploited 

Daya Sagar 

0815000101921100 

0.06 

0.11 

859.49 

0.13 

- 

0.13 

0.03 

0.19 

0.02 

0.0100 

- 

- 

- 

0.010 

0.031 

0.165 

0.008 

0.157 

0.304 

194.43 

Over Exploited 

Dechoo 

0815000501973900 

0.08 

0.02 

- 

0.02 

0.01 

0.03 

0.00 

0.03 

0.00 

0.0200 

- 

- 

0.001 

0.021 

0.024 

0.056 

0.006 

0.050 

0.467 

925.93 

Over Exploited 

Dediya 

0815000101929100 

0.06 

0.58 

(79.35) 

0.46 

0.01 

0.47 

0.04 

0.23 

0.11 

- 

- 

- 

0.010 

0.010 

0.117 

0.588 

0.029 

0.559 

0.210 

37.65 

Safe 

Devalpura 

0816000202055300 

0.02 

0.00 

1,571.83 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

184.28 

Over Exploited 



0.02 

0.08 

71.69 

0.10 

- 

0.10 

0.03 

0.22 

0.01 

- 

- 

- 

- 

- 

0.015 

0.116 

0.006 

0.111 

0.020 

18.20 

Safe 

Dhadho 

0815000101929000 

0.06 

0.72 

132.06 

0.86 

0.05 

0.91 

0.04 

0.23 

0.13 

0.1400 

- 

- 

- 

0.140 

0.274 

1.187 

0.059 

1.128 

3.985 

353.41 

Over Exploited 

Dhelana 

0815000101931200 

0.06 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.005 

0.030 

547.15 

Over Exploited 

Dholiya 

0816000202050900 

0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dhoorsar 

0816000202052700 

0.02 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.006 

228.54 

Over Exploited 



0.03 

0.05 

- 

0.05 

- 

0.05 

0.01 

0.08 

0.01 

- 

- 

- 

- 

- 

0.009 

0.059 

0.006 

0.053 

0.023 

42.33 

Safe 



0.02 

0.09 

- 

0.09 

- 

0.09 

0.02 

0.13 

0.02 

- 

- 

- 

- 

- 

0.016 

0.108 

0.011 

0.097 

0.037 

38.50 

Safe 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.004 

270.46 

Over Exploited 

Didaniya 

0816000202052000 

0.03 

0.03 

- 

0.03 

- 

0.03 

0.04 

0.23 

0.01 

- 

- 

- 

- 

- 

0.006 

0.037 

0.004 

0.033 

0.005 

14.26 

Safe 

Doodhiya 

0816000202058000 

0.02 

0.02 

62.71 

0.03 

0.00 

0.03 

0.02 

0.13 

0.00 

- 

- 

- 

0.001 

0.001 

0.005 

0.034 

0.002 

0.033 

0.010 

29.24 

Safe 



0.02 

0.01 

125.22 

0.02 

- 

0.02 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.002 

0.018 

0.001 

0.017 

0.007 

41.36 

Safe 


0816000202049800 

0.04 

0.00 

588.58 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.039 

1,456.09 

Over Exploited 



0.03 

0.03 

54.30 

0.03 

- 

0.03 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.005 

0.036 

0.002 

0.034 

0.102 

301.26 

Over Exploited 



0.03 

0.09 

(42.15) 

0.07 

- 

0.07 

0.02 

0.14 

0.02 

- 

- 

- 

- 

- 

0.017 

0.088 

0.004 

0.084 

0.077 

91.83 

Critical 

Eka 

0816000202050200 

0.03 

0.19 

51.39 

0.23 

0.02 

0.25 

0.03 

0.22 

0.04 

0.0700 

- 

- 

- 

0.070 

0.105 

0.352 

0.018 

0.335 

1.770 

528.70 

Over Exploited 



0.03 

0.00 

4,707.76 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.023 

12,078.38 

Over Exploited 

Fateh Sagar 

0815000101930300 

0.06 

0.22 

- 

0.22 

0.00 

0.22 

0.04 

0.23 

0.04 

0.0100 

- 

- 

0.000 

0.011 

0.050 

0.269 

0.027 

0.242 

0.351 

145.07 

Over Exploited 

Galar 

0816000202050000 

0.04 

0.00 

459.22 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

86.64 

Semi Critical 



0.03 

0.06 

(32.93) 

0.05 

- 

0.05 

0.03 

0.20 

0.01 

- 

- 

- 

- 

- 

0.011 

0.056 

0.003 

0.053 

0.040 

74.59 

Semi Critical 

Gilakor 

0815000501972600 

0.06 

0.03 

194.82 

0.03 

- 

0.03 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.005 

0.038 

0.002 

0.036 

0.106 

291.86 

Over Exploited 

Gomat 

0816000202051700 

0.02 

0.00 

875.21 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.035 

1,132.04 

Over Exploited 



0.03 

0.13 

77.77 

0.16 

- 

0.16 

0.02 

0.14 

0.02 

0.0100 

- 

- 

- 

0.010 

0.035 

0.196 

0.010 

0.187 

0.183 

98.03 

Critical 



0.02 

0.00 

7,034.89 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.03 

0.03 

274.63 

0.03 

- 

0.03 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.005 

0.036 

0.002 

0.034 

0.036 

106.08 

Over Exploited 

Guddi 

0816000202055100 

0.02 

0.05 

252.36 

0.06 

- 

0.06 

0.02 

0.12 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.076 

0.004 

0.072 

0.080 

111.32 

Over Exploited 



0.02 

0.04 

268.37 

0.05 

- 

0.05 

0.02 

0.12 

0.01 

- 

- 

- 

- 

- 

0.007 

0.056 

0.003 

0.053 

0.035 

66.44 

Safe 

Gumanpura 

0815000501972300 

0.08 

0.88 

- 

0.88 

0.01 

0.89 

0.03 

0.23 

0.16 

0.0300 

- 

- 

- 

0.030 

0.187 

1.077 

0.108 

0.969 

1.102 

113.73 

Over Exploited 

Gundala 

0816000202060100 

0.02 

0.00 

507,926.30 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Hadman Nagar 

0815000201931600 

0.06 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.003 

0.025 

0.003 

0.023 

0.134 

594.40 

Over Exploited 

Hanumanpura 

0815000101920900 

0.06 

0.70 

56.24 

0.84 

0.00 

0.84 

0.04 

0.23 

0.13 

- 

- 

- 

0.003 

0.003 

0.134 

0.978 

0.049 

0.929 

0.202 

21.70 

Safe 

Harisingh Nagar 

0815000501972500 

0.06 

0.07 

(32.77) 

0.06 

- 

0.06 

0.03 

0.19 

0.01 

- 

- 

- 

- 

- 

0.012 

0.070 

0.003 

0.066 

0.079 

119.33 

Over Exploited 

Harlaya 

0815000201934700 

0.06 

0.03 

940.79 

0.04 

- 

0.04 

0.01 

0.09 

0.01 

0.0100 

- 

- 

- 

0.010 

0.015 

0.057 

0.003 

0.054 

0.406 

754.48 

Over Exploited 

Hayatpura 

0816000202058100 

0.02 

0.00 

275.06 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.004 

61.33 

Safe 



0.02 

0.03 

52.26 

0.04 

- 

0.04 

0.03 

0.18 

0.01 

- 

- 

- 

- 

- 

0.006 

0.046 

0.002 

0.044 

0.040 

90.61 

Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Hopardi 

081500010192120C 

45.164 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

4.133 

3.38 

0.040 

0.04 

0.00 

0.00 

0.00 

0.00 

0.60 

0.38 

0.13 

0.008 

0.02 

0.03 


Jagu Bana Ki Dhani 

0815000101928300 

6.059 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

6.059 

0.03 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.08 

0.012 

0.19 

0.30 


Jaimala 

0815000101914400 

54.149 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

28.825 

0.90 

0.040 

0.11 

0.00 

0.00 

0.00 

0.00 

1.14 

0.72 

0.39 

0.049 

0.10 

0.16 


Jaimalan 

0816000202057600 

65.202 

Fresh 

Non-command 

Non-command 

Rhyolite 

61.822 

0.96 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.61 

0.36 

0.00 

0.055 

0.20 

0.34 


Jalora 

0815000101928100 

33.530 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

2.863 

0.22 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.006 

0.02 

0.03 


Jalpuri 

0815000501970600 

18.997 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

11.800 

0.84 

0.060 

0.13 

0.01 

0.00 

0.00 

0.00 

0.71 

0.44 

0.46 

0.041 

0.13 

0.20 


Jaswantpura 

0816000202057500 

32.048 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.618 

0.97 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.00 

0.01 







Non-command 

Rhyolite 

27.402 

0.97 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.28 

0.16 

0.00 

0.024 

0.18 

0.31 


Jesari 

0815000101908400 

88.305 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

7.281 

-0.17 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.012 

0.02 

0.03 


Jhalariya 

0816000202055400 

22.590 

Saline 

Non-command 

Non-command 

Rhyolite 

12.603 

-1.17 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.011 

0.12 

0.19 







Non-command 

Vindhyan Sandstone 

7.394 

-1.17 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.007 

0.07 

0.11 


Jhalora Pokaran 

0816000202060200 

64.374 

Fresh 

Non-command 

Non-command 

Jalore Granite 

6.686 

1.17 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.00 

0.006 

0.02 

0.04 







Non-command 

Rhyolite 

13.471 

1.17 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.09 

0.00 

0.012 

0.04 

0.08 


Jharasar 

0815000101910500 

29.925 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

2.707 

0.24 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.03 

0.005 

0.02 

0.03 


Jhardeji Ki Bhakri 

0815000101928400 

17.717 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

4.944 

0.30 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.04 

0.010 

0.05 

0.08 


Kala 

0816000202050600 

108.210 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

108.115 

0.65 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

1.43 

0.88 

0.00 

0.096 

0.20 

0.32 


Kanasar 

0816000202056900 

17.211 

Fresh 

Non-command 

Non-command 

Rhyolite 

8.065 

0.54 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.007 

0.10 

0.17 


Kelawa 

0816000202053200 

45.196 

Fresh 

Non-command 

Non-command 

Rhyolite 

35.916 

0.83 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.31 

0.19 

0.00 

0.032 

0.16 

0.26 





Saline 

Non-command 

Non-command 

Rhyolite 

9.256 

0.83 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.008 

0.04 

0.07 







Non-command 

Vindhyan Sandstone 

0.023 

0.83 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kerawa 

0816000202052200 

14.387 

Fresh 

Non-command 

Non-command 

Rhyolite 

13.262 

0.08 

0.010 

0.00 

0.00 

0.00 

0.00 

0.17 

-0.16 

-0.10 

0.00 

0.012 

0.18 

0.29 







Non-command 

Vindhyan Sandstone 

1.125 

0.08 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.02 


Khara 

0815000101920800 

48.063 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.948 

2.37 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.11 

0.00 

0.002 

0.00 

0.01 







Non-command 

Vindhyan Sandstone 

45.432 

2.37 

0.040 

0.08 

0.00 

0.00 

0.00 

0.01 

4.38 

2.75 

0.18 

0.093 

0.18 

0.28 


Khera Bagoriya 

0815000101929200 

43.502 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

43.502 

0.07 

0.040 

0.05 

0.00 

0.00 

0.00 

0.00 

0.16 

0.10 

0.07 

0.089 

0.20 

0.31 


Khetasar 

0816000202054900 

41.282 

Fresh 

Non-command 

Non-command 

Jalore Granite 

25.963 

0.36 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.06 

0.023 

0.13 

0.22 







Non-command 

Rhyolite 

15.319 

0.36 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.03 

0.014 

0.07 

0.13 


Khetolai 

0816000202050800 

99.947 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

1.839 

0.04 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.00 

0.01 







Non-command 

Vindhyan Sandstone 

63.915 

0.04 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.07 

0.04 

0.03 

0.057 

0.12 

0.21 


Khuhra 

0816000202054500 

36.633 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.033 

1.32 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Jalore Granite 

0.021 

1.32 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Koloo Pabuji 

0815000101929600 

21.190 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

20.429 

0.12 

0.040 

0.05 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.16 

0.042 

0.18 

0.29 


Kolu Rathoron 

0815000101929500 

61.880 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

61.880 

0.01 

0.040 

0.65 

0.03 

0.00 

0.00 

0.00 

0.64 

0.40 

2.45 

0.127 

0.19 

0.30 


Kushlawa 

0815000101929800 

42.458 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

42.458 

-0.04 

0.040 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.087 

0.20 

0.31 


Lalpura 

0815000501970700 

13.099 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

13.099 

0.82 

0.060 

0.26 

0.01 

0.00 

0.00 

0.00 

0.90 

0.56 

1.00 

0.046 

0.20 

0.33 


La wan 

0816000202052500 

41.175 

Fresh 

Non-command 

Non-command 

Rhyolite 

18.553 

-0.13 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.016 

0.09 

0.14 







Non-command 

Vindhyan Sandstone 

19.077 

-0.13 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.017 

0.09 

0.15 





Saline 

Non-command 

Non-command 

Rhyolite 

3.546 

-0.13 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.02 

0.03 


Loharki 

0816000202049200 

58.247 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

9.820 

1.27 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.28 

0.17 

0.09 

0.009 

0.03 

0.05 


Loona Kalan 

0816000202060000 

44.096 

Fresh 

Non-command 

Non-command 

Jalore Granite 

4.672 

1.16 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.004 

0.02 

0.04 







Non-command 

Jurassic Sandstone 

5.526 

1.16 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.10 

0.00 

0.005 

0.03 

0.05 


Loona Khurd 

0816000202058200 

50.722 

Fresh 

Non-command 

Non-command 

Jalore Granite 

49.274 

0.66 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.36 

0.20 

0.06 

0.044 

0.20 

0.36 


Madhopura 

0816000202054700 

53.207 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.314 

1.73 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.00 

0.01 





Saline 

Non-command 

Non-command 

Jalore Granite 

0.495 

1.73 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 


Madia Kalan 

0815000101929300 

54.709 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

54.709 

-0.15 

0.040 

0.56 

0.03 

0.00 

0.00 

0.01 

0.00 

0.00 

2.10 

0.112 

0.20 

0.31 


Madia Khurd 

0815000101929400 

33.181 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

33.181 

-0.16 

0.040 

0.32 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.18 

0.068 

0.19 

0.31 


Madwa 

0816000202055200 

83.137 

Fresh 

Non-command 

Non-command 

Rhyolite 

35.503 

0.12 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.031 

0.09 

0.15 





Saline 

Non-command 

Non-command 

Rhyolite 

45.629 

0.12 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.040 

0.12 

0.19 


Maheshon Ki Dhani 

0816000202051400 

42.323 

Saline 

Non-command 

Non-command 

Jalore Granite 

5.924 

0.72 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.005 

0.03 

0.05 







Non-command 

Rhyolite 

0.951 

0.72 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.00 

0.01 







Non-command 

Vindhyan Sandstone 

27.409 

0.72 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.40 

0.24 

0.02 

0.024 

0.13 

0.22 


Malka 

0816000202050700 

17.562 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

13.500 

1.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.21 

0.00 

0.012 

0.15 

0.24 


Mashala 

0815000101908300 

42.032 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

36.704 

-0.16 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.063 

0.17 

0.26 







Non-command 

Vindhyan Sandstone 

1.415 

-0.16 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.01 


Masjid Wali Dhani 

0815000101930400 

12.799 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

12.799 

-0.16 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.026 

0.20 

0.31 


Matol Chak 

0815000101928800 

33.277 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

33.277 

2.00 

0.040 

0.10 

0.00 

0.00 

0.00 

0.00 

2.76 

1.73 

0.30 

0.068 

0.19 

0.30 


Mawa 

0816000202050500 

83.641 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

32.164 

0.72 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.48 

0.30 

0.00 

0.029 

0.07 

0.12 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

51.477 

0.72 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.77 

0.48 

0.00 

0.046 

0.12 

0.19 


Modardi 

0816000202053500 

62.456 

Fresh 

Non-command 

Non-command 

Rhyolite 

46.658 

1.17 

0.010 

0.04 

0.00 

0.00 

0.00 

0.00 

0.59 

0.34 

0.09 

0.041 

0.15 

0.26 





Saline 

Non-command 

Non-command 

Rhyolite 

15.798 

1.17 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.11 

0.01 

0.014 

0.05 

0.09 


Morani 

0816000202052100 

13.161 

Fresh 

Non-command 

Non-command 

Rhyolite 

7.249 

-0.01 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.11 

0.17 







Non-command 

Vindhyan Sandstone 

5.911 

-0.01 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.09 

0.14 


Motisar 

0816000202059900 

23.584 

Fresh 

Non-command 

Non-command 

Jalore Granite 

20.980 

0.98 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.12 

0.03 

0.019 

0.18 

0.32 


Naiguddi 

0816000202055000 

24.488 

Fresh 

Non-command 

Non-command 

Rhyolite 

24.488 

0.83 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.22 

0.13 

0.09 

0.022 

0.20 

0.35 


Nananyai 

0816000202053400 

43.878 

Fresh 

Non-command 

Non-command 

Rhyolite 

18.808 

0.85 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.10 

0.00 

0.017 

0.09 

0.14 





Saline 

Non-command 

Non-command 

Rhyolite 

25.031 

0.85 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.13 

0.01 

0.022 

0.11 

0.19 







Non-command 

Vindhyan Sandstone 

0.040 

0.85 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Narsinghpura 

0816000202055500 

14.608 

Saline 

Non-command 

Non-command 

Rhyolite 

14.608 

-0.28 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.013 

0.21 

0.34 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Hopardi 

0815000101921200 

0.06 

0.00 

8,748.45 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.138 

2,466.47 

Over Exploited 

Jagu Bana Ki Dhani 

0815000101928300 

0.06 

0.07 

(75.55) 

0.05 

- 

0.05 

0.04 

0.22 

0.01 

- 

- 

- 

- 

- 

0.013 

0.068 

0.003 

0.065 

0.088 

137.11 

Over Exploited 

Jaimala 

0815000101914400 

0.07 

0.20 

256.18 

0.24 

0.00 

0.24 

0.02 

0.12 

0.04 

0.0100 

- 

- 

0.002 

0.012 

0.051 

0.294 

0.015 

0.279 

0.438 

156.76 

Over Exploited 

Jaimalan 

0816000202057600 

0.02 

0.25 

47.65 

0.29 

0.00 

0.30 

0.03 

0.23 

0.04 

- 

- 

- 

0.002 

0.002 

0.044 

0.340 

0.017 

0.323 

0.055 

17.00 

Safe 

Jalora 

0815000101928100 

0.06 

0.00 

467.52 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.017 

462.55 

Over Exploited 

Jalpuri 

0815000501970600 

0.08 

0.12 

272.59 

0.14 

0.01 

0.15 

0.02 

0.15 

0.02 

0.0200 

- 

- 

- 

0.020 

0.041 

0.194 

0.010 

0.185 

0.497 

269.34 

Over Exploited 

Jaswantpura 

0816000202057500 

0.02 

0.00 

6,906.08 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.02 

0.10 

62.08 

0.12 

- 

0.12 

0.03 

0.21 

0.02 

- 

- 

- 

- 

- 

0.017 

0.135 

0.007 

0.128 

0.024 

19.01 

Safe 

Jesari 

0815000101908400 

0.07 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.002 

0.010 

0.001 

0.009 

0.023 

272.87 

Over Exploited 

Jhalariya 

0816000202055400 

0.02 

0.03 

- 

0.03 

0.00 

0.03 

0.02 

0.14 

0.01 

- 

- 

- 

0.003 

0.003 

0.008 

0.039 

0.004 

0.035 

0.011 

31.72 

Safe 



0.03 

0.02 

- 

0.02 

0.00 

0.02 

0.01 

0.08 

0.00 

- 

- 

- 

0.001 

0.001 

0.004 

0.020 

0.002 

0.018 

0.007 

36.19 

Safe 

Jhalora Pokaran 

0816000202060200 

0.02 

0.00 

1,401.52 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.006 

156.33 

Over Exploited 



0.02 

0.01 

644.86 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.002 

0.016 

0.001 

0.015 

0.012 

77.59 

Semi Critical 

Jharasar 

0815000101910500 

0.07 

0.00 

603.08 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.037 

859.08 

Over Exploited 

Jhardeji Ki Bhakri 

0815000101928400 

0.06 

0.02 

182.33 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.003 

0.022 

0.001 

0.021 

0.053 

258.50 

Over Exploited 

Kala 

0816000202050600 

0.03 

0.63 

39.04 

0.76 

0.00 

0.76 

0.04 

0.23 

0.12 

- 

- 

- 

0.004 

0.004 

0.119 

0.882 

0.044 

0.837 

0.096 

11.45 

Safe 

Kanasar 

0816000202056900 

0.02 

0.02 

56.38 

0.02 

0.00 

0.02 

0.02 

0.12 

0.00 

- 

- 

- 

0.001 

0.001 

0.004 

0.024 

0.001 

0.022 

0.007 

31.81 

Safe 

Kelawa 

0816000202053200 

0.02 

0.11 

62.42 

0.14 

- 

0.14 

0.03 

0.19 

0.02 

- 

- 

- 

- 

- 

0.020 

0.157 

0.008 

0.150 

0.032 

21.31 

Safe 



0.02 

0.01 

510.00 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.010 

0.008 

82.70 

Semi Critical 



0.03 

0.00 

276,810.99 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kerawa 

0816000202052200 

0.02 

0.05 

(310.24) 

0.04 

0.17 

0.21 

0.03 

0.21 

0.01 

- 

- 

- 

0.260 

0.260 

0.269 

0.481 

0.024 

0.457 

0.012 

2.58 

Safe 



0.03 

0.00 

(446.51) 

0.00 

0.00 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

0.007 

0.007 

0.007 

0.012 

0.001 

0.012 

0.001 

8.51 

Safe 

Khara 

0815000101920800 

0.08 

0.00 

39,932.11 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

523.89 

Over Exploited 



0.06 

0.48 

466.79 

0.58 

0.01 

0.59 

0.03 

0.21 

0.09 

0.0100 

- 

- 

0.009 

0.019 

0.111 

0.699 

0.035 

0.664 

0.277 

41.77 

Safe 

Khera Bagoriya 

0815000101929200 

0.06 

0.51 

(80.15) 

0.41 

0.00 

0.41 

0.04 

0.23 

0.09 

- 

- 

- 

0.002 

0.002 

0.096 

0.508 

0.025 

0.483 

0.154 

31.96 

Safe 

Khetasar 

0816000202054900 

0.02 

0.07 

(1.07) 

0.06 

- 

0.06 

0.02 

0.15 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.086 

0.004 

0.082 

0.083 

101.37 

Over Exploited 



0.02 

0.02 

62.89 

0.03 

- 

0.03 

0.01 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.041 

0.002 

0.039 

0.044 

110.97 

Over Exploited 

Khetolai 

0816000202050800 

0.04 

0.00 

429.77 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

471.49 

Over Exploited 



0.03 

0.24 

(81.32) 

0.19 

0.01 

0.20 

0.02 

0.15 

0.04 

- 

- 

- 

0.016 

0.016 

0.059 

0.261 

0.013 

0.248 

0.087 

35.03 

Safe 

Khuhra 

0816000202054500 

0.02 

0.00 

176,200.60 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.02 

0.00 

438,071.51 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Koloo Pabuji 

0815000101929600 

0.06 

0.22 

(58.16) 

0.18 

0.00 

0.18 

0.03 

0.22 

0.04 

0.0100 

- 

- 

0.001 

0.011 

0.053 

0.232 

0.012 

0.220 

0.204 

92.55 

Critical 

Kolu Rathoron 

0815000101929500 

0.06 

0.71 

(43.31) 

0.57 

0.03 

0.60 

0.04 

0.23 

0.13 

0.0900 

- 

- 

- 

0.090 

0.222 

0.821 

0.041 

0.780 

2.579 

330.53 

Over Exploited 

Kushlawa 

0815000101929800 

0.06 

0.50 

- 

0.50 

- 

0.50 

0.04 

0.23 

0.09 

0.0100 

- 

- 

- 

0.010 

0.101 

0.599 

0.060 

0.539 

0.335 

62.17 

Safe 

Lalpura 

0815000501970700 

0.08 

0.21 

159.01 

0.26 

0.01 

0.27 

0.04 

0.24 

0.04 

0.0400 

- 

- 

0.001 

0.041 

0.078 

0.346 

0.017 

0.329 

1.042 

317.01 

Over Exploited 

La wan 

0816000202052500 

0.02 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.11 

0.01 

- 

- 

- 

- 

- 

0.006 

0.039 

0.004 

0.035 

0.016 

46.74 

Safe 



0.03 

0.05 

- 

0.05 

- 

0.05 

0.02 

0.11 

0.01 

- 

- 

- 

- 

- 

0.010 

0.062 

0.006 

0.056 

0.017 

30.31 

Safe 



0.02 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.003 

244.58 

Over Exploited 

Loharki 

0816000202049200 

0.03 

0.01 

1,679.87 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.002 

0.013 

0.001 

0.013 

0.099 

778.95 

Over Exploited 

Loona Kalan 

0816000202060000 

0.02 

0.00 

1,371.08 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.004 

159.78 

Over Exploited 



0.04 

0.01 

1,761.47 

0.01 

0.00 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

0.001 

0.001 

0.002 

0.009 

0.000 

0.008 

0.005 

59.68 

Safe 

Loona Khurd 

0816000202058200 

0.02 

0.19 

1.86 

0.20 

- 

0.20 

0.03 

0.23 

0.03 

0.0100 

- 

- 

- 

0.010 

0.044 

0.242 

0.012 

0.230 

0.104 

45.18 

Safe 

Madhopura 

0816000202054700 

0.02 

0.00 

10,361.58 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

723.11 

Over Exploited 



0.02 

0.00 

27,888.57 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Madia Kalan 

0815000101929300 

0.06 

0.64 

- 

0.64 

0.04 

0.68 

0.04 

0.23 

0.12 

0.0800 

- 

- 

0.010 

0.090 

0.208 

0.889 

0.089 

0.800 

2.207 

275.87 

Over Exploited 

Madia Khurd 

0815000101929400 

0.06 

0.39 

- 

0.39 

0.01 

0.40 

0.04 

0.23 

0.07 

0.0400 

- 

- 

0.001 

0.041 

0.112 

0.509 

0.051 

0.458 

1.245 

271.80 

Over Exploited 

Madwa 

0816000202055200 

0.02 

0.06 

(50.31) 

0.05 

- 

0.05 

0.02 

0.11 

0.01 

- 

- 

- 

- 

- 

0.011 

0.062 

0.003 

0.059 

0.031 

53.55 

Safe 



0.02 

0.11 

(62.99) 

0.08 

- 

0.08 

0.02 

0.14 

0.02 

- 

- 

- 

- 

- 

0.018 

0.102 

0.005 

0.097 

0.040 

41.67 

Safe 

Maheshon Ki Dhani 

0816000202051400 

0.02 

0.00 

667.93 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.005 

123.51 

Over Exploited 



0.02 

0.00 

4,667.24 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.03 

0.10 

126.84 

0.13 

- 

0.13 

0.02 

0.15 

0.02 

- 

- 

- 

- 

- 

0.018 

0.144 

0.007 

0.137 

0.041 

30.24 

Safe 

Malka 

0816000202050700 

0.03 

0.06 

242.53 

0.07 

- 

0.07 

0.03 

0.18 

0.01 

- 

- 

- 

- 

- 

0.011 

0.084 

0.004 

0.080 

0.012 

15.05 

Safe 

Mashala 

0815000101908300 

0.07 

0.43 

- 

0.43 

- 

0.43 

0.03 

0.20 

0.08 

- 

- 

- 

- 

- 

0.080 

0.506 

0.051 

0.456 

0.095 

20.74 

Safe 



0.07 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

355.65 

Over Exploited 

Masjid Wali Dhani 

0815000101930400 

0.06 

0.15 

- 

0.15 

- 

0.15 

0.04 

0.23 

0.03 

- 

- 

- 

- 

- 

0.028 

0.178 

0.018 

0.160 

0.080 

50.13 

Safe 

Matol Chak 

0815000101928800 

0.06 

0.38 

360.26 

0.45 

- 

0.45 

0.04 

0.22 

0.07 

0.0100 

- 

- 

- 

0.010 

0.081 

0.533 

0.027 

0.506 

0.370 

73.18 

Semi Critical 

Mawa 

0816000202050500 

0.03 

0.07 

311.63 

0.09 

- 

0.09 

0.01 

0.09 

0.01 

- 

- 

- 

- 

- 

0.013 

0.099 

0.005 

0.094 

0.029 

30.23 

Safe 



0.03 

0.18 

158.58 

0.22 

- 

0.22 

0.02 

0.14 

0.03 

- 

- 

- 

- 

- 

0.034 

0.255 

0.013 

0.242 

0.046 

18.89 

Safe 

Modardi 

0816000202053500 

0.02 

0.14 

144.23 

0.17 

- 

0.17 

0.03 

0.18 

0.02 

0.0200 

- 

- 

- 

0.020 

0.045 

0.213 

0.011 

0.203 

0.131 

64.82 

Safe 



0.02 

0.02 

608.43 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.003 

0.022 

0.001 

0.021 

0.022 

104.53 

Over Exploited 

Morani 

0816000202052100 

0.02 

0.02 

- 

0.02 

0.00 

0.02 

0.02 

0.13 

0.00 

- 

- 

- 

0.002 

0.002 

0.005 

0.023 

0.002 

0.020 

0.006 

31.71 

Safe 



0.03 

0.02 

- 

0.02 

0.00 

0.02 

0.02 

0.10 

0.00 

- 

- 

- 

0.005 

0.005 

0.008 

0.028 

0.003 

0.025 

0.005 

21.19 

Safe 

Motisar 

0816000202059900 

0.02 

0.07 

58.44 

0.09 

- 

0.09 

0.03 

0.21 

0.01 

- 

- 

- 

- 

- 

0.013 

0.102 

0.005 

0.097 

0.049 

50.08 

Safe 

Naiguddi 

0816000202055000 

0.02 

0.10 

28.78 

0.12 

0.01 

0.13 

0.03 

0.24 

0.02 

0.0200 

- 

- 

0.002 

0.022 

0.039 

0.171 

0.009 

0.162 

0.112 

68.96 

Safe 

Nananyai 

0816000202053400 

0.02 

0.03 

214.96 

0.04 

- 

0.04 

0.02 

0.10 

0.01 

- 

- 

- 

- 

- 

0.006 

0.044 

0.002 

0.042 

0.017 

39.50 

Safe 



0.02 

0.06 

133.02 

0.07 

- 

0.07 

0.02 

0.13 

0.01 

- 

- 

- 

- 

- 

0.010 

0.079 

0.004 

0.075 

0.033 

44.38 

Safe 



0.03 

0.00 

184,847.65 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Narsinghpura 

0816000202055500 

0.02 

0.06 

- 

0.06 

- 

0.06 

0.04 

0.25 

0.01 

- 

- 

- 

- 

- 

0.011 

0.072 

0.007 

0.065 

0.013 

20.05 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Nathoosar @ Barli Charnan 

081600020205290C 

32.412 

Saline 

Non-command 

Non-command 

Rhyolite 

32.412 

1.00 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.33 

0.20 

0.00 

0.029 

0.20 

0.33 


Naya Sanawara 

081600020205390C 

34.108 

Fresh 

Non-command 

Non-command 

Jalore Granite 

3.949 

2.20 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.00 

0.004 

0.02 

0.04 





Saline 

Non-command 

Non-command 

Jalore Granite 

2.900 

2.20 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.003 

0.02 

0.03 


Nimbla 

081500020193140C 

8.850 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

8.850 

-0.39 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.033 

0.21 

0.34 


Orhaniya 

081600020205150C 

53.566 

Fresh 

Non-command 

Non-command 

Rhyolite 

1.334 

-0.18 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 







Non-command 

Vindhyan Sandstone 

27.412 

-0.18 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.024 

0.10 

0.17 





Saline 

Non-command 

Non-command 

Rhyolite 

2.509 

-0.18 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.02 







Non-command 

Vindhyan Sandstone 

22.311 

-0.18 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.020 

0.08 

0.14 


Paboo Chhawara 

081500010192850C 

45.418 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

28.285 

0.78 

0.040 

0.04 

0.00 

0.00 

0.00 

0.00 

0.92 

0.58 

0.08 

0.058 

0.12 

0.19 


Paboopadiya Chandana 

081600020205180C 

39.470 

Fresh 

Non-command 

Non-command 

Rhyolite 

24.080 

0.97 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.15 

0.03 

0.021 

0.12 

0.20 





Saline 

Non-command 

Non-command 

Rhyolite 

15.391 

0.97 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.00 

0.014 

0.08 

0.13 


Palli li 

0815000201932100 

35.462 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.492 

1.17 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.002 

0.00 

0.01 


Peelwa 

0815000101930100 

37.135 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

36.441 

-0.61 

0.040 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.075 

0.20 

0.32 


Pokaran (M) 

0816000241602000 

138.978 

Fresh 

Non-command 

Non-command 

Rhyolite 

84.877 

0.50 

0.010 

0.37 

0.00 

0.00 

0.00 

0.00 

0.80 

0.49 

0.00 

1.136 

0.12 

0.20 







Non-command 

Vindhyan Sandstone 

34.186 

0.50 

0.020 

0.15 

0.00 

0.00 

0.00 

0.00 

0.49 

0.30 

0.00 

0.458 

0.05 

0.08 





Saline 

Non-command 

Non-command 

Rhyolite 

18.436 

0.50 

0.010 

0.08 

0.00 

0.00 

0.00 

0.00 

0.17 

0.11 

0.00 

0.247 

0.03 

0.04 







Non-command 

Vindhyan Sandstone 

1.479 

0.50 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.020 

0.00 

0.00 


Pokaran (Rural) 

0816000202051900 

15.439 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

15.439 

-0.10 

0.020 

0.21 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.81 

0.014 

0.19 

0.31 


Pratapgarh 

0816000202057800 

14.924 

Fresh 

Non-command 

Non-command 

Rhyolite 

14.924 

0.95 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.08 

0.00 

0.013 

0.21 

0.35 


Pratappura 

0816000202053700 

41.752 

Fresh 

Non-command 

Non-command 

Jalore Granite 

16.846 

1.21 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.12 

0.00 

0.015 

0.08 

0.14 







Non-command 

Rhyolite 

4.958 

1.21 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.004 

0.02 

0.04 







Non-command 

Vindhyan Sandstone 

0.114 

1.21 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Jalore Granite 

2.675 

1.21 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.002 

0.01 

0.02 







Non-command 

Rhyolite 

11.583 

1.21 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.08 

0.00 

0.010 

0.05 

0.09 







Non-command 

Vindhyan Sandstone 

5.576 

1.21 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.08 

0.00 

0.005 

0.03 

0.05 


Purohitsar 

0816000202052300 

23.698 

Fresh 

Non-command 

Non-command 

Rhyolite 

1.961 

0.00 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.02 

0.03 







Non-command 

Vindhyan Sandstone 

21.729 

0.00 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.019 

0.18 

0.29 





Saline 

Non-command 

Non-command 

Rhyolite 

0.008 

0.00 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Raipalon Ki Dhani 

0816000202055600 

35.833 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

6.126 

-1.85 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.04 

0.06 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

12.138 

-1.85 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.011 

0.07 

0.12 


Raisinghpura 

0816000202056700 

13.047 

Fresh 

Non-command 

Non-command 

Rhyolite 

3.961 

0.50 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.004 

0.06 

0.11 


Rajala 

0815000101930600 

8.111 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

2.100 

-0.30 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.004 

0.05 

0.08 


Ramdeora 

0816000202050400 

74.265 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

10.225 

0.19 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.009 

0.03 

0.04 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

64.040 

0.19 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.26 

0.16 

0.02 

0.057 

0.17 

0.27 


Rampura 

0816000202053600 

12.333 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.681 

1.26 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.03 

0.05 







Non-command 

Rhyolite 

10.652 

1.26 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.00 

0.009 

0.17 

0.30 


Ramsar 

0815000501971400 

11.279 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.415 

-1.12 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.001 

0.01 

0.01 


Ranjeetpura 

0816000202057700 

6.742 

Fresh 

Non-command 

Non-command 

Rhyolite 

6.742 

1.19 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.006 

0.21 

0.35 


Rathora 

0816000202049700 

25.825 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.370 

0.62 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

22.254 

0.62 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.29 

0.18 

0.00 

0.020 

0.17 

0.27 


Rawat Nagar 

0815000101930000 

22.956 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

19.580 

-0.38 

0.040 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.040 

0.18 

0.28 


Rayad 

0816000202052600 

13.471 

Fresh 

Non-command 

Non-command 

Rhyolite 

2.346 

0.00 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.03 

0.06 





Saline 

Non-command 

Non-command 

Rhyolite 

11.126 

0.00 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.010 

0.16 

0.26 


Rayra 

0815000101914600 

57.220 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

47.212 

0.85 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

3.27 

2.05 

0.14 

0.097 

0.16 

0.25 







Non-command 

Vindhyan Sandstone 

10.009 

0.85 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.35 

0.22 

0.03 

0.021 

0.03 

0.05 


Sadan 

0816000202049600 

22.237 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.882 

-0.12 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 







Non-command 

Vindhyan Sandstone 

6.400 

-0.12 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.006 

0.06 

0.09 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

1.632 

-0.12 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.02 


Sadrasar 

0816000202054600 

31.427 

Fresh 

Non-command 

Non-command 

Jalore Granite 

15.149 

1.29 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.11 

0.00 

0.013 

0.09 

0.17 





Saline 

Non-command 

Non-command 

Jalore Granite 

0.182 

1.29 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sadri 

0815000101931100 

5.578 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

2.833 

-0.31 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.006 

0.10 

0.16 


Sadulpura 

0815000501970800 

12.857 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

4.799 

0.50 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.18 

0.11 

0.11 

0.017 

0.08 

0.12 


Sagran 

0815000501972200 

39.413 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

28.610 

-0.34 

0.060 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.47 

0.100 

0.15 

0.23 


Samrau 

0815000201931700 

71.966 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

7.502 

0.99 

0.040 

0.05 

0.00 

0.00 

0.00 

0.00 

0.35 

0.22 

0.16 

0.028 

0.03 

0.04 


Sanawara 

0816000202054000 

91.122 

Fresh 

Non-command 

Non-command 

Jalore Granite 

5.466 

1.67 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.00 

0.005 

0.01 

0.02 


Sankra 

0816000202054800 

76.042 

Fresh 

Non-command 

Non-command 

Jalore Granite 

68.342 

1.43 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

1.02 

0.58 

0.18 

0.061 

0.18 

0.31 





Saline 

Non-command 

Non-command 

Jalore Granite 

0.810 

1.43 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.00 

0.00 


Sanwreej 

0815000101928600 

36.049 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

32.147 

1.63 

0.040 

0.10 

0.00 

0.00 

0.00 

0.00 

2.19 

1.38 

0.31 

0.066 

0.17 

0.27 


Sardarsingh Ki Dhani 

0816000202057400 

10.619 

Fresh 

Non-command 

Non-command 

Rhyolite 

1.457 

1.86 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.03 

0.05 


Sarnayat 

0816000202050100 

12.104 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

10.295 

0.14 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.009 

0.16 

0.26 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

1.810 

0.14 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.002 

0.03 

0.05 


Satasar 

0816000202052400 

8.906 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

8.906 

-0.13 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.008 

0.20 

0.31 


Shimala 

0815000101914800 

16.648 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

15.232 

2.41 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

2.97 

1.86 

0.08 

0.031 

0.17 

0.27 







Non-command 

Vindhyan Sandstone 

1.416 

2.41 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.09 

0.01 

0.003 

0.02 

0.03 


Shivpura 

0815000101914700 

50.729 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

4.384 

0.84 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.19 

0.00 

0.009 

0.02 

0.03 







Non-command 

Vindhyan Sandstone 

46.346 

0.84 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

1.59 

1.00 

0.00 

0.095 

0.17 

0.28 



0815000501971800 

20.015 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

6.606 

-0.41 

0.060 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.48 

0.023 

0.07 

0.11 


Sihra 

0815000101914500 

82.215 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

72.803 

0.30 

0.040 

0.18 

0.01 

0.00 

0.00 

0.00 

1.04 

0.65 

0.55 

0.124 

0.17 

0.27 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Nathoosar @ Barli Charnan 

0816000202052900 

0.02 

0.13 

54.68 

0.16 

- 

0.16 

0.04 

0.24 

0.02 

- 

- 

- 

- 

- 

0.023 

0.182 

0.009 

0.172 

0.029 

16.67 

Safe 

Naya Sanawara 

0816000202053900 

0.02 

0.00 

2,745.14 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.004 

151.05 

Over Exploited 



0.02 

0.00 

3,776.23 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.003 

205.70 

Over Exploited 

Nimbla 

0815000201931400 

0.06 

0.11 

- 

0.11 

- 

0.11 

0.04 

0.25 

0.02 

- 

- 

- 

- 

- 

0.019 

0.132 

0.013 

0.119 

0.123 

103.75 

Over Exploited 

Orhaniya 

0816000202051500 

0.02 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

851.79 

Over Exploited 



0.03 

0.08 

- 

0.08 

- 

0.08 

0.02 

0.12 

0.01 

- 

- 

- 

- 

- 

0.015 

0.098 

0.010 

0.088 

0.054 

61.72 

Safe 



0.02 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.002 

452.82 

Over Exploited 



0.03 

0.06 

- 

0.06 

- 

0.06 

0.01 

0.10 

0.01 

- 

- 

- 

- 

- 

0.010 

0.065 

0.006 

0.058 

0.020 

33.95 

Safe 

Paboo Chhawara 

0815000101928500 

0.06 

0.20 

191.07 

0.24 

0.00 

0.24 

0.02 

0.14 

0.04 

- 

- 

- 

0.001 

0.001 

0.038 

0.278 

0.014 

0.264 

0.134 

50.83 

Safe 

Paboopadiya Chandana 

0816000202051800 

0.02 

0.06 

151.07 

0.07 

- 

0.07 

0.02 

0.14 

0.01 

- 

- 

- 

- 

- 

0.011 

0.081 

0.004 

0.077 

0.051 

66.36 

Safe 



0.02 

0.02 

276.60 

0.03 

- 

0.03 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.004 

0.033 

0.002 

0.032 

0.014 

43.18 

Safe 

Palli li 

0815000201932100 

0.06 

0.00 

20,687.71 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.038 

29,840.39 

Over Exploited 

Peelwa 

0815000101930100 

0.06 

0.44 

- 

0.44 

0.01 

0.45 

0.04 

0.24 

0.08 

0.0200 

- 

- 

- 

0.020 

0.097 

0.544 

0.054 

0.490 

0.489 

99.79 

Critical 

Pokaran (M) 

0816000241602000 

0.02 

0.21 

138.95 

0.25 

- 

0.25 

0.02 

0.14 

0.04 

- 

- 

- 

- 

- 

0.037 

0.283 

0.014 

0.269 

1.136 

422.07 

Over Exploited 



0.03 

0.05 

508.53 

0.06 

- 

0.06 

0.01 

0.06 

0.01 

- 

- 

- 

- 

- 

0.009 

0.069 

0.003 

0.065 

0.458 

698.62 

Over Exploited 



0.02 

0.01 

997.85 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.002 

0.013 

0.001 

0.013 

0.247 

1,943.19 

Over Exploited 



0.03 

0.00 

16,271.07 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.020 

16,149.42 

Over Exploited 

Pokaran (Rural) 

0816000202051900 

0.03 

0.09 

- 

0.09 

0.01 

0.10 

0.04 

0.23 

0.02 

0.0300 

- 

- 

0.004 

0.034 

0.050 

0.152 

0.015 

0.137 

0.824 

601.77 

Over Exploited 

Pratapgarh 

0816000202057800 

0.02 

0.06 

31.60 

0.07 

0.00 

0.08 

0.04 

0.24 

0.01 

- 

- 

- 

0.005 

0.005 

0.015 

0.092 

0.005 

0.088 

0.013 

15.08 

Safe 

Pratappura 

0816000202053700 

0.02 

0.03 

343.34 

0.03 

- 

0.03 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.005 

0.037 

0.002 

0.035 

0.015 

42.48 

Safe 



0.02 

0.00 

1,404.56 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.004 

144.33 

Over Exploited 



0.03 

0.00 

86,517.32 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.02 

0.00 

2,698.28 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

267.53 

Over Exploited 



0.02 

0.01 

544.83 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.002 

0.018 

0.001 

0.017 

0.010 

61.78 

Safe 



0.03 

0.00 

1,685.27 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.005 

85.56 

Semi Critical 

Purohitsar 

0816000202052300 

0.02 

0.00 

(84.19) 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

294.49 

Over Exploited 



0.03 

0.12 

(93.56) 

0.09 

- 

0.09 

0.03 

0.21 

0.02 

- 

- 

- 

- 

- 

0.021 

0.115 

0.006 

0.109 

0.019 

17.72 

Safe 



0.02 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Raipalon Ki Dhani 

0816000202055600 

0.03 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.001 

0.007 

0.005 

76.60 

Semi Critical 



0.03 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.004 

0.031 

0.003 

0.028 

0.011 

38.66 

Safe 

Raisinghpura 

0816000202056700 

0.02 

0.01 

116.63 

0.01 

0.00 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

0.002 

0.002 

0.003 

0.010 

0.001 

0.010 

0.004 

36.46 

Safe 

Raja la 

0815000101930600 

0.06 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.001 

0.007 

0.026 

379.93 

Over Exploited 

Ramdeora 

0816000202050400 

0.03 

0.01 

188.16 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.002 

0.011 

0.001 

0.011 

0.009 

84.23 

Semi Critical 



0.03 

0.32 

(50.14) 

0.26 

- 

0.26 

0.03 

0.20 

0.06 

- 

- 

- 

- 

- 

0.059 

0.316 

0.016 

0.300 

0.079 

26.24 

Safe 

Rampura 

0816000202053600 

0.02 

0.00 

1,242.97 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

124.74 

Over Exploited 



0.02 

0.04 

111.29 

0.04 

- 

0.04 

0.03 

0.20 

0.01 

- 

- 

- 

- 

- 

0.006 

0.051 

0.003 

0.048 

0.009 

19.69 

Safe 

Ramsar 

0815000501971400 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.109 

39,445.81 

Over Exploited 

Ranjeetpura 

0816000202057700 

0.02 

0.03 

72.20 

0.03 

- 

0.03 

0.04 

0.24 

0.00 

- 

- 

- 

- 

- 

0.005 

0.038 

0.002 

0.036 

0.006 

16.52 

Safe 

Rathora 

0816000202049700 

0.03 

0.00 

2,426.90 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

220.12 

Over Exploited 



0.03 

0.11 

61.81 

0.13 

- 

0.13 

0.03 

0.20 

0.02 

- 

- 

- 

- 

- 

0.021 

0.153 

0.008 

0.146 

0.020 

13.56 

Safe 

Rawat Nagar 

0815000101930000 

0.06 

0.21 

- 

0.21 

- 

0.21 

0.03 

0.21 

0.04 

0.0100 

- 

- 

- 

0.010 

0.046 

0.257 

0.026 

0.231 

0.310 

134.32 

Over Exploited 

Rayad 

0816000202052600 

0.02 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.002 

120.88 

Over Exploited 



0.02 

0.04 

- 

0.04 

- 

0.04 

0.03 

0.19 

0.01 

- 

- 

- 

- 

- 

0.007 

0.043 

0.004 

0.039 

0.010 

25.49 

Safe 

Rayra 

0815000101914600 

0.08 

0.59 

248.84 

0.71 

- 

0.71 

0.03 

0.19 

0.11 

0.0100 

- 

- 

- 

0.010 

0.121 

0.827 

0.041 

0.786 

0.240 

30.55 

Safe 



0.06 

0.02 

1,005.13 

0.02 

- 

0.02 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.004 

0.028 

0.001 

0.026 

0.053 

200.92 

Over Exploited 

Sadan 

0816000202049600 

0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.03 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.002 

0.013 

0.001 

0.011 

0.066 

581.04 

Over Exploited 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.012 

1,694.10 

Over Exploited 

Sadrasar 

0816000202054600 

0.02 

0.03 

280.49 

0.03 

- 

0.03 

0.02 

0.11 

0.00 

- 

- 

- 

- 

- 

0.005 

0.039 

0.002 

0.037 

0.013 

36.31 

Safe 



0.02 

0.00 

31,582.33 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sadri 

0815000101931100 

0.06 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.12 

0.00 

- 

- 

- 

- 

- 

0.003 

0.021 

0.002 

0.019 

0.049 

262.11 

Over Exploited 

Sadulpura 

0815000501970800 

0.08 

0.03 

277.01 

0.03 

- 

0.03 

0.01 

0.09 

0.01 

- 

- 

- 

- 

- 

0.005 

0.040 

0.002 

0.038 

0.125 

328.38 

Over Exploited 

Sagran 

0815000501972200 

0.08 

0.34 

- 

0.34 

0.01 

0.35 

0.03 

0.17 

0.06 

0.0200 

- 

- 

0.000 

0.021 

0.080 

0.428 

0.043 

0.386 

0.568 

147.44 

Over Exploited 

Samrau 

0815000201931700 

0.06 

0.01 

1,764.54 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.026 

0.001 

0.024 

0.190 

779.91 

Over Exploited 

Sanawara 

0816000202054000 

0.02 

0.00 

4,128.44 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.005 

298.20 

Over Exploited 

Sankra 

0816000202054800 

0.02 

0.24 

140.50 

0.29 

0.01 

0.30 

0.03 

0.21 

0.04 

0.0200 

- 

- 

- 

0.020 

0.062 

0.361 

0.018 

0.343 

0.241 

70.11 

Semi Critical 



0.02 

0.00 

19,380.16 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Sanwreej 

0815000101928600 

0.06 

0.32 

325.97 

0.39 

- 

0.39 

0.03 

0.20 

0.06 

0.0100 

- 

- 

- 

0.010 

0.071 

0.460 

0.023 

0.437 

0.379 

86.80 

Semi Critical 

Sardarsingh Ki Dhani 

0816000202057400 

0.02 

0.00 

1,727.36 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

116.56 

Over Exploited 

Sarnayat 

0816000202050100 

0.03 

0.05 

(63.26) 

0.04 

- 

0.04 

0.03 

0.19 

0.01 

- 

- 

- 

- 

- 

0.009 

0.049 

0.002 

0.047 

0.009 

19.45 

Safe 



0.03 

0.00 

113.24 

0.00 

- 

0.00 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.002 

78.73 

Semi Critical 

Satasar 

0816000202052400 

0.03 

0.05 

- 

0.05 

0.00 

0.05 

0.04 

0.23 

0.01 

- 

- 

- 

0.004 

0.004 

0.014 

0.069 

0.007 

0.062 

0.008 

12.75 

Safe 

Shimala 

0815000101914800 

0.08 

0.21 

789.59 

0.25 

- 

0.25 

0.03 

0.20 

0.04 

- 

- 

- 

- 

- 

0.040 

0.291 

0.015 

0.277 

0.107 

38.79 

Safe 



0.06 

0.00 

6,215.67 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.014 

775.76 

Over Exploited 

Shivpura 

0815000101914700 

0.08 

0.01 

3,136.02 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.008 

0.009 

119.07 

Over Exploited 



0.06 

0.48 

108.02 

0.58 

- 

0.58 

0.03 

0.21 

0.09 

- 

- 

- 

- 

- 

0.091 

0.667 

0.033 

0.634 

0.095 

15.02 

Safe 


0815000501971800 

0.08 

0.04 

- 

0.04 

0.01 

0.05 

0.01 

0.08 

0.01 

0.0200 

- 

- 

- 

0.020 

0.026 

0.072 

0.007 

0.065 

0.503 

776.73 

Over Exploited 

Sihra 

0815000101914500 

0.07 

0.85 

(23.44) 

0.68 

0.01 

0.69 

0.03 

0.20 

0.16 

0.0200 

- 

- 

- 

0.020 

0.181 

0.872 

0.044 

0.829 

0.675 

81.46 

Semi Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Sujasar 

081600020204990C 

23.975 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

9.712 

0.16 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.06 

0.009 

0.08 

0.12 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

14.263 

0.16 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.03 

0.013 

0.11 

0.18 


Sukhmandla 

081500050197270C 

26.119 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

2.171 

-0.15 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.000 

0.02 

0.03 


Sunda Nagar 

0815000101928200 

7.330 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

2.506 

0.06 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.005 

0.06 

0.10 


Teliwara 

0816000202056600 

11.131 

Fresh 

Non-command 

Non-command 

Rhyolite 

0.887 

1.90 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.02 

0.03 


Thadiya 

0815000501972400 

33.429 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

5.033 

0.26 

0.030 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.10 

0.000 

0.03 

0.05 


That 

0816000202053300 

14.294 

Fresh 

Non-command 

Non-command 

Rhyolite 

6.530 

1.08 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.006 

0.09 

0.15 





Saline 

Non-command 

Non-command 

Rhyolite 

7.764 

1.08 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.007 

0.11 

0.18 


Udaniyon Ki Dhani 

0815000101928700 

39.689 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

36.939 

2.82 

0.040 

0.08 

0.00 

0.00 

0.00 

0.00 

4.25 

2.67 

0.22 

0.076 

0.17 

0.28 


Ugras 

0815000101921000 

52.226 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

52.226 

0.91 

0.040 

0.17 

0.01 

0.00 

0.00 

0.00 

2.06 

1.29 

0.54 

0.107 

0.19 

0.30 


Ujla 

0816000202052800 

29.683 

Saline 

Non-command 

Non-command 

Rhyolite 

29.683 

0.45 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.09 

0.00 

0.026 

0.20 

0.33 


Veeramdeora 

0816000202050300 

24.122 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.326 

0.23 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.001 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

22.797 

0.23 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.17 

0.020 

0.18 

0.29 


Vishnu Nagar 

0815000201931500 

13.834 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

10.212 

-0.82 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.038 

0.16 

0.26 

16005042 

21 C.w.b 

0803000400527100 

36.630 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

34.887 

0.12 

0.080 

0.00 

0.00 

0.07 

0.13 

0.00 

0.14 

0.08 

0.00 

0.000 

0.20 

0.34 


Ajeri 

0815000101907900 

35.745 

Fresh 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

3.464 

-0.04 

0.030 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.006 

0.02 

0.03 





Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

0.373 

-0.04 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 


Akal Ka Tala 

0816000202046400 

116.089 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

110.819 

2.39 

0.150 

0.02 

0.00 

0.38 

0.43 

0.00 

38.86 

23.11 

0.00 

0.053 

0.19 

0.33 






Non-command 

Non-command 

Younger Alluvium 

0.236 

2.39 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.000 

0.00 

0.00 


Akhadhana 

0815000101910900 

43.806 

Fresh 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

0.004 

0.52 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Vindhyan Sandstone 

15.627 

0.52 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.25 

0.16 

0.02 

0.027 

0.07 

0.11 


Amarpura 

0815000101909800 

12.522 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

9.907 

0.12 

0.040 

0.08 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.29 

0.017 

0.15 

0.24 


Anopnagar 

0815000101909900 

11.491 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

9.631 

0.13 

0.040 

0.08 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.29 

0.016 

0.16 

0.25 


Bajju Tej Pura 

0803000400533100 

140.162 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

0.856 

0.18 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 







Command 

Tertiary Sandstone 

45.461 

0.18 

0.040 

0.00 

0.00 

0.06 

0.09 

0.00 

0.17 

0.10 

0.00 

0.000 

0.07 

0.12 


Bari Seer 

0815000101911600 

107.075 

Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

0.014 

0.47 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Beekampur 

0803000400533900 

166.634 

Fresh 

IGNP Canal System Stage II 

Command 

Older Alluvium 

43.496 

-0.09 

0.080 

0.00 

0.00 

0.09 

0.17 

0.00 

0.00 

0.00 

0.00 

0.000 

0.05 

0.09 






Non-command 

Non-command 

Older Alluvium 

115.972 

-0.09 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.14 

0.24 





Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

7.165 

-0.09 

0.080 

0.00 

0.00 

0.01 

0.03 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Beethe Ka Gaon 

0816000202048300 

21.542 

Fresh 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

7.670 

-0.16 

0.150 

0.00 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.00 

0.004 

0.07 

0.11 





Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

5.618 

-0.16 

0.060 

0.00 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.00 

0.003 

0.05 

0.08 







Command 

Younger Alluvium 

8.254 

-0.16 

0.150 

0.00 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.00 

0.004 

0.07 

0.12 


Bera Dedawatan 

0803000400534700 

12.055 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

1.148 

-0.08 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 







Command 

Tertiary Sandstone 

10.907 

-0.08 

0.040 

0.00 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.00 

0.000 

0.19 

0.32 


Bhadlachuhron Ki Ba 

0815000101907800 

117.820 

Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

10.519 

0.11 

0.030 

0.01 

0.00 

0.04 

0.04 

0.00 

-0.03 

-0.02 

0.01 

0.018 

0.02 

0.03 


Bharamsar 

0816000202047700 

111.292 

Fresh 

IGNP Canal System Stage II 

Command 

Older Alluvium 

1.724 

-0.05 

0.120 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 







Command 

Younger Alluvium 

20.372 

-0.05 

0.150 

0.00 

0.00 

0.06 

0.08 

0.00 

0.00 

0.00 

0.00 

0.010 

0.04 

0.06 






Non-command 

Non-command 

Older Alluvium 

3.896 

-0.05 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.01 







Non-command 

Younger Alluvium 

7.588 

-0.05 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.01 

0.02 





Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

74.522 

-0.05 

0.150 

0.01 

0.00 

0.20 

0.29 

0.00 

0.00 

0.00 

0.00 

0.036 

0.14 

0.23 






Non-command 

Non-command 

Younger Alluvium 

0.046 

-0.05 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bharewala 

0816000202045400 

213.769 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

71.268 

4.73 

0.150 

0.01 

0.00 

0.24 

0.27 

0.00 

50.03 

29.82 

0.00 

0.034 

0.07 

0.11 


Bodana 

0816000202047800 

189.173 

Fresh 

IGNP Canal System Stage II 

Command 

Older Alluvium 

0.288 

-0.32 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Younger Alluvium 

8.544 

-0.32 

0.150 

0.00 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.00 

0.004 

0.01 

0.01 






Non-command 

Non-command 

Older Alluvium 

33.580 

-0.32 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.016 

0.04 

0.06 







Non-command 

Younger Alluvium 

33.196 

-0.32 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.016 

0.04 

0.06 





Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

15.856 

-0.32 

0.060 

0.00 

0.00 

0.04 

0.06 

0.00 

0.00 

0.00 

0.00 

0.008 

0.02 

0.03 







Command 

Younger Alluvium 

65.879 

-0.32 

0.150 

0.01 

0.00 

0.18 

0.25 

0.00 

0.00 

0.00 

0.00 

0.031 

0.07 

0.11 






Non-command 

Non-command 

Younger Alluvium 

31.828 

-0.32 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.015 

0.03 

0.06 


Charanwala 

0803000400527000 

253.529 

Fresh 

IGNP Canal System Stage II 

Command 

Older Alluvium 

0.529 

0.09 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

97.929 

0.09 

0.080 

0.00 

0.00 

0.20 

0.38 

0.00 

0.10 

0.06 

0.00 

0.000 

0.08 

0.14 






Non-command 

Non-command 

Older Alluvium 

0.260 

0.09 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chinnoo 

0816000202047500 

97.514 

Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

24.392 

-0.28 

0.060 

0.00 

0.00 

0.07 

0.09 

0.00 

0.00 

0.00 

0.00 

0.012 

0.05 

0.08 







Command 

Younger Alluvium 

11.060 

-0.28 

0.150 

0.00 

0.00 

0.03 

0.04 

0.00 

0.00 

0.00 

0.00 

0.005 

0.02 

0.04 






Non-command 

Non-command 

Vindhyan Sandstone 

1.828 

-0.28 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 







Non-command 

Younger Alluvium 

4.422 

-0.28 

0.150 

0.00 

0.00 

0.00 

0.00 

0.03 

0.00 

0.00 

0.00 

0.002 

0.01 

0.01 


Dadoo Ka Gaon 

0803000400534500 

35.600 

Fresh 

IGNP Canal System Stage II 

Command 

Older Alluvium 

22.140 

-0.62 

0.080 

0.00 

0.00 

0.06 

0.09 

0.00 

0.00 

0.00 

0.00 

0.000 

0.12 

0.20 







Command 

Younger Alluvium 

4.589 

-0.62 

0.120 

0.00 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.04 





Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

8.871 

-0.62 

0.080 

0.00 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.00 

0.000 

0.05 

0.08 


Dedasari 

0815000101908800 

74.160 

Fresh 

IGNP Canal System Stage II 

Command 

Bilara Limestone 

5.341 

0.15 

0.040 

0.01 

0.00 

0.01 

0.01 

0.00 

0.02 

0.01 

0.01 

0.009 

0.01 

0.02 







Command 

Vindhyan Sandstone 

0.802 

0.15 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 






Non-command 

Non-command 

Bilara Limestone 

1.093 

0.15 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.002 

0.00 

0.00 







Non-command 

Vindhyan Sandstone 

19.617 

0.15 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.04 

0.033 

0.05 

0.08 





Saline 

IGNP Canal System Stage II 

Command 

Bilara Limestone 

0.896 

0.15 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.00 

0.00 







Command 

Vindhyan Sandstone 

11.945 

0.15 

0.030 

0.01 

0.00 

0.02 

0.02 

0.00 

0.02 

0.01 

0.02 

0.020 

0.03 

0.05 






Non-command 

Non-command 

Vindhyan Sandstone 

2.506 

0.15 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.004 

0.01 

0.01 


Dewdo Ki Dhani 

0803000400535600 

10.708 

Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

9.739 

-0.16 

0.040 

0.00 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.00 

0.000 

0.19 

0.32 







Command 

Vindhyan Sandstone 

0.969 

-0.16 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Sujasar 

0816000202049900 

0.03 

0.02 

43.64 

0.03 

- 

0.03 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.004 

0.031 

0.002 

0.030 

0.069 

230.88 

Over Exploited 



0.03 

0.05 

(27.23) 

0.04 

- 

0.04 

0.02 

0.13 

0.01 

- 

- 

- 

- 

- 

0.009 

0.048 

0.002 

0.046 

0.045 

97.91 

Critical 

Sukhmandla 

0815000501972700 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.066 

2,633.54 

Over Exploited 

Sunda Nagar 

0815000101928200 

0.06 

0.01 

2.47 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.002 

0.012 

0.001 

0.011 

0.037 

330.51 

Over Exploited 

Teliwara 

0816000202056600 

0.02 

0.00 

3,152.78 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Thadiya 

0815000501972400 

0.06 

0.01 

347.22 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.002 

0.013 

0.001 

0.013 

0.103 

808.83 

Over Exploited 

That 

0816000202053300 

0.02 

0.01 

250.65 

0.01 

- 

0.01 

0.02 

0.11 

0.00 

- 

- 

- 

- 

- 

0.002 

0.017 

0.001 

0.016 

0.006 

36.66 

Safe 



0.02 

0.02 

195.44 

0.02 

- 

0.02 

0.02 

0.13 

0.00 

- 

- 

- 

- 

- 

0.003 

0.024 

0.001 

0.022 

0.007 

30.84 

Safe 

Udaniyon Ki Dhani 

0815000101928700 

0.06 

0.39 

588.45 

0.47 

0.00 

0.47 

0.03 

0.21 

0.07 

0.0100 

- 

- 

0.001 

0.011 

0.084 

0.550 

0.028 

0.523 

0.292 

55.85 

Safe 

Ugras 

0815000101921000 

0.06 

0.59 

117.23 

0.71 

0.01 

0.73 

0.04 

0.23 

0.11 

0.0200 

- 

- 

0.004 

0.024 

0.135 

0.861 

0.043 

0.818 

0.647 

79.12 

Semi Critical 

Ujla 

0816000202052800 

0.02 

0.12 

(29.07) 

0.10 

0.00 

0.10 

0.04 

0.24 

0.02 

- 

- 

- 

0.006 

0.006 

0.027 

0.128 

0.006 

0.122 

0.026 

21.65 

Safe 

Veeramdeora 

0816000202050300 

0.03 

0.00 

2,275.35 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.031 

5,626.59 

Over Exploited 



0.03 

0.12 

(22.81) 

0.10 

- 

0.10 

0.03 

0.22 

0.02 

0.0100 

- 

- 

- 

0.010 

0.033 

0.133 

0.007 

0.126 

0.193 

153.29 

Over Exploited 

Vishnu Nagar 

0815000201931500 

0.06 

0.10 

- 

0.10 

- 

0.10 

0.03 

0.19 

0.02 

- 

- 

- 

- 

- 

0.017 

0.117 

0.012 

0.105 

0.092 

87.44 

Semi Critical 

21 C.w.b 

0803000400527100 

0.20 

1.40 

(94.21) 

1.12 

0.21 

1.32 

0.05 

0.25 

0.33 

- 

0.1006 

0.1895 

- 

0.290 

0.621 

1.946 

0.097 

1.849 

- 

- 

Safe 

Ajeri 

0815000101907900 

0.07 

0.00 

- 

0.00 

0.01 

0.02 

0.00 

0.02 

0.00 

- 

0.0067 

0.0094 

- 

0.016 

0.017 

0.033 

0.003 

0.030 

0.006 

19.91 

Safe 



0.07 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0007 

0.0010 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

0.001 

23.61 

Safe 

Akal Ka Tala 

0816000202046400 

0.05 

1.07 

2,051.92 

1.29 

0.80 

2.09 

0.04 

0.23 

0.22 

- 

0.5324 

0.6019 

- 

1.134 

1.359 

3.453 

0.173 

3.280 

0.053 

1.61 

Safe 



0.05 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Akhadhana 

0815000101910900 

0.07 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.07 

116.09 

0.09 

0.00 

0.09 

0.01 

0.08 

0.01 

- 

- 

- 

0.001 

0.001 

0.015 

0.104 

0.005 

0.099 

0.051 

51.26 

Safe 

Amarpura 

0815000101909800 

0.07 

0.10 

(22.76) 

0.08 

- 

0.08 

0.03 

0.18 

0.02 

0.0100 

- 

- 

- 

0.010 

0.030 

0.113 

0.006 

0.107 

0.309 

287.93 

Over Exploited 

Anopnagar 

0815000101909900 

0.07 

0.11 

(23.33) 

0.09 

- 

0.09 

0.03 

0.19 

0.02 

0.0100 

- 

- 

- 

0.010 

0.030 

0.116 

0.006 

0.110 

0.308 

280.87 

Over Exploited 

Bajju Tej Pura 

0803000400533100 

0.20 

0.00 

2,374.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0016 

0.0023 

- 

0.004 

0.004 

0.007 

0.000 

0.007 

- 

- 

Safe 



0.10 

0.31 

(67.86) 

0.25 

0.15 

0.40 

0.02 

0.09 

0.08 

- 

0.0874 

0.1234 

0.001 

0.212 

0.291 

0.692 

0.035 

0.657 

- 

- 

Safe 

Bari Seer 

0815000101911600 

0.07 

0.00 

401,605.16 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Beekampur 

0803000400533900 

0.20 

0.47 

- 

0.47 

0.26 

0.72 

0.01 

0.07 

0.10 

- 

0.1254 

0.2362 

- 

0.362 

0.464 

1.187 

0.119 

1.068 

- 

- 

Safe 



0.20 

3.31 

- 

3.31 

- 

3.31 

0.03 

0.17 

0.73 

- 

- 

- 

- 

- 

0.730 

4.045 

0.404 

3.640 

- 

- 

Safe 



0.20 

0.01 

- 

0.01 

0.04 

0.05 

0.00 

0.01 

0.00 

- 

0.0207 

0.0389 

- 

0.060 

0.062 

0.117 

0.012 

0.106 

- 

- 

Safe 

Beethe Ka Gaon 

0816000202048300 

0.05 

0.03 

- 

0.03 

0.05 

0.08 

0.01 

0.08 

0.01 

- 

0.0295 

0.0417 

- 

0.071 

0.076 

0.153 

0.015 

0.138 

0.004 

2.66 

Safe 



0.05 

0.01 

- 

0.01 

0.04 

0.05 

0.01 

0.06 

0.00 

- 

0.0216 

0.0305 

- 

0.052 

0.055 

0.106 

0.011 

0.095 

0.003 

2.81 

Safe 



0.05 

0.03 

- 

0.03 

0.05 

0.08 

0.01 

0.09 

0.01 

- 

0.0317 

0.0448 

- 

0.077 

0.083 

0.167 

0.017 

0.151 

0.004 

2.62 

Safe 

Bera Dedawatan 

0803000400534700 

0.20 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

0.02 

0.00 

- 

0.0022 

0.0031 

- 

0.005 

0.006 

0.015 

0.001 

0.013 

- 

- 

Safe 



0.10 

0.21 

- 

0.21 

0.04 

0.24 

0.04 

0.23 

0.05 

- 

0.0210 

0.0296 

- 

0.051 

0.099 

0.342 

0.034 

0.307 

- 

- 

Safe 

Bhadlachuhron Ki Ba 

0815000101907800 

0.07 

0.01 

(255.44) 

0.01 

0.08 

0.09 

0.00 

0.02 

0.00 

- 

0.0505 

0.0571 

- 

0.108 

0.110 

0.197 

0.010 

0.187 

0.030 

15.99 

Safe 

Bharamsar 

0816000202047700 

0.05 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

- 

0.0066 

0.0094 

- 

0.016 

0.016 

0.028 

0.003 

0.025 

0.001 

3.31 

Safe 



0.05 

0.04 

- 

0.04 

0.13 

0.17 

0.01 

0.04 

0.01 

- 

0.0783 

0.1106 

- 

0.189 

0.197 

0.369 

0.037 

0.332 

0.010 

2.93 

Safe 



0.05 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.002 

123.71 

Over Exploited 



0.05 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.006 

0.004 

63.52 

Safe 



0.05 

0.51 

- 

0.51 

0.49 

1.00 

0.03 

0.16 

0.11 

- 

0.2864 

0.4047 

- 

0.691 

0.797 

1.793 

0.179 

1.614 

0.036 

2.21 

Safe 



0.05 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bharewala 

0816000202045400 

0.05 

0.24 

12,366.27 

0.29 

0.52 

0.80 

0.01 

0.08 

0.05 

- 

0.3424 

0.3871 

- 

0.730 

0.778 

1.583 

0.079 

1.504 

0.034 

2.26 

Safe 

Bodana 

0816000202047800 

0.05 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0011 

0.0016 

- 

0.003 

0.003 

0.005 

0.000 

0.004 

0.000 

3.32 

Safe 



0.05 

0.00 

- 

0.00 

0.06 

0.06 

0.00 

0.01 

0.00 

- 

0.0328 

0.0464 

- 

0.079 

0.080 

0.140 

0.014 

0.126 

0.004 

3.24 

Safe 



0.05 

0.06 

- 

0.06 

- 

0.06 

0.01 

0.04 

0.01 

- 

- 

- 

- 

- 

0.012 

0.072 

0.007 

0.065 

0.016 

24.69 

Safe 



0.05 

0.06 

- 

0.06 

- 

0.06 

0.01 

0.04 

0.01 

- 

- 

- 

- 

- 

0.012 

0.071 

0.007 

0.064 

0.016 

24.97 

Safe 



0.05 

0.01 

- 

0.01 

0.10 

0.12 

0.00 

0.02 

0.00 

- 

0.0609 

0.0861 

- 

0.147 

0.150 

0.268 

0.027 

0.241 

0.008 

3.15 

Safe 



0.05 

0.23 

- 

0.23 

0.43 

0.66 

0.01 

0.08 

0.05 

- 

0.2532 

0.3578 

- 

0.611 

0.659 

1.323 

0.132 

1.190 

0.031 

2.64 

Safe 



0.05 

0.05 

- 

0.05 

- 

0.05 

0.01 

0.04 

0.01 

- 

- 

- 

- 

- 

0.011 

0.065 

0.006 

0.058 

0.015 

26.04 

Safe 

Charanwala 

0803000400527000 

0.20 

0.00 

766.63 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0015 

0.0029 

- 

0.004 

0.004 

0.008 

0.000 

0.007 

- 

- 

Safe 



0.20 

1.58 

(96.13) 

1.27 

0.58 

1.85 

0.02 

0.10 

0.37 

- 

0.2823 

0.5319 

- 

0.814 

1.181 

3.026 

0.151 

2.875 

- 

- 

Safe 



0.20 

0.00 

9,773.46 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Chinnoo 

0816000202047500 

0.05 

0.06 

- 

0.06 

0.16 

0.22 

0.01 

0.06 

0.01 

- 

0.0937 

0.1325 

- 

0.226 

0.238 

0.460 

0.046 

0.414 

0.012 

2.82 

Safe 



0.05 

0.01 

- 

0.01 

0.07 

0.09 

0.00 

0.03 

0.00 

- 

0.0425 

0.0601 

- 

0.103 

0.105 

0.190 

0.019 

0.171 

0.005 

3.08 

Safe 



0.05 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.05 

0.00 

- 

0.00 

0.03 

0.03 

0.00 

0.01 

0.00 

- 

- 

- 

0.039 

0.039 

0.039 

0.068 

0.007 

0.061 

0.002 

3.47 

Safe 

Dadoo Ka Gaon 

0803000400534500 

0.20 

0.55 

- 

0.55 

0.15 

0.69 

0.03 

0.15 

0.11 

- 

0.0851 

0.1202 

- 

0.205 

0.319 

1.013 

0.101 

0.912 

- 

- 

Safe 



0.22 

0.03 

- 

0.03 

0.03 

0.06 

0.01 

0.03 

0.01 

- 

0.0176 

0.0249 

- 

0.043 

0.048 

0.104 

0.010 

0.094 

- 

- 

Safe 



0.20 

0.09 

- 

0.09 

0.06 

0.15 

0.01 

0.06 

0.02 

- 

0.0341 

0.0482 

- 

0.082 

0.101 

0.247 

0.025 

0.222 

- 

- 

Safe 

Dedasari 

0815000101908800 

0.07 

0.01 

187.67 

0.01 

0.02 

0.02 

0.00 

0.02 

0.00 

- 

0.0103 

0.0145 

- 

0.025 

0.026 

0.050 

0.002 

0.047 

0.020 

42.71 

Safe 



0.07 

0.00 

417.62 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0015 

0.0022 

- 

0.004 

0.004 

0.006 

0.000 

0.006 

0.001 

22.11 

Safe 



0.07 

0.00 

1,755.53 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

653.64 

Over Exploited 



0.07 

0.07 

(4.61) 

0.07 

- 

0.07 

0.01 

0.06 

0.01 

- 

- 

- 

- 

- 

0.013 

0.079 

0.004 

0.075 

0.069 

91.95 

Critical 



0.07 

0.00 

867.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0017 

0.0024 

- 

0.004 

0.004 

0.007 

0.000 

0.007 

0.002 

21.85 

Safe 



0.07 

0.03 

(44.42) 

0.02 

0.04 

0.06 

0.01 

0.04 

0.00 

- 

0.0230 

0.0324 

- 

0.055 

0.060 

0.120 

0.006 

0.114 

0.044 

38.83 

Safe 



0.07 

0.00 

509.50 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.004 

285.23 

Over Exploited 

Dewdo Ki Dhani 

0803000400535600 

0.10 

0.19 

- 

0.19 

0.03 

0.22 

0.05 

0.24 

0.04 

- 

0.0187 

0.0264 

0.001 

0.046 

0.091 

0.310 

0.031 

0.279 

- 

- 

Safe 



0.10 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

0.02 

0.00 

- 

0.0019 

0.0026 

- 

0.005 

0.005 

0.010 

0.001 

0.009 

- 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Dhaleri 

081600020204820C 

17.057 

Fresh 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.238 

-0.27 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

7.316 

-0.27 

0.060 

0.00 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.00 

0.003 

0.08 

0.13 







Command 

Younger Alluvium 

9.503 

-0.27 

0.150 

0.00 

0.00 

0.03 

0.04 

0.00 

0.00 

0.00 

0.00 

0.005 

0.11 

0.17 


Durgani 

081500010191040C 

38.557 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

3.829 

0.02 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.007 

0.02 

0.03 


Durjani 

081500010190800C 

77.741 

Fresh 

IGNP Canal System Stage II 

Command 

Bilara Limestone 

0.014 

0.08 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Vindhyan Sandstone 

0.167 

0.08 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gajjawala 

080300040052680C 

160.709 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

15.562 

0.24 

0.100 

0.00 

0.00 

0.03 

0.06 

0.00 

0.28 

0.16 

0.00 

0.000 

0.02 

0.03 


Gariyala 

0803000400535800 

94.739 

Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

0.416 

-0.06 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ghator 

0815000101909500 

89.104 

Fresh 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

1.146 

0.72 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.002 

0.00 

0.00 







Command 

Younger Alluvium 

3.212 

0.72 

0.150 

0.00 

0.00 

0.01 

0.01 

0.00 

0.32 

0.20 

0.00 

0.005 

0.01 

0.01 






Non-command 

Non-command 

Vindhyan Sandstone 

0.796 

0.72 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.00 

0.00 





Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

0.931 

0.72 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.00 

0.00 







Command 

Younger Alluvium 

2.667 

0.72 

0.150 

0.00 

0.00 

0.01 

0.01 

0.00 

0.27 

0.17 

0.00 

0.005 

0.01 

0.01 


Girajsar 

0803000400535500 

115.597 

Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

63.598 

-0.09 

0.040 

0.00 

0.00 

0.09 

0.12 

0.00 

0.00 

0.00 

0.00 

0.000 

0.12 

0.20 







Command 

Vindhyan Sandstone 

9.160 

-0.09 

0.030 

0.00 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 






Non-command 

Non-command 

Tertiary Sandstone 

2.714 

-0.09 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 







Non-command 

Vindhyan Sandstone 

21.746 

-0.09 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.04 

0.07 


Godoo 

0803000400527200 

117.226 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

0.035 

0.17 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gogariyawala 

0803000400534000 

185.616 

Fresh 

IGNP Canal System Stage II 

Command 

Older Alluvium 

17.899 

0.15 

0.080 

0.00 

0.00 

0.02 

0.03 

0.00 

0.16 

0.09 

0.00 

0.000 

0.02 

0.03 






Non-command 

Non-command 

Older Alluvium 

15.810 

0.15 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.11 

0.00 

0.000 

0.02 

0.03 





Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

88.326 

0.15 

0.080 

0.00 

0.00 

0.12 

0.17 

0.00 

0.77 

0.45 

0.00 

0.000 

0.10 

0.17 






Non-command 

Non-command 

Older Alluvium 

56.648 

0.15 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.68 

0.40 

0.00 

0.000 

0.06 

0.11 


Grandhi 

0803000400535700 

123.676 

Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

82.663 

0.34 

0.040 

0.00 

0.00 

0.11 

0.16 

0.00 

0.86 

0.51 

0.00 

0.000 

0.14 

0.24 


Jaimala 

0815000101914400 

54.149 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

5.107 

0.90 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.20 

0.13 

0.07 

0.009 

0.02 

0.03 







Non-command 

Vindhyan Sandstone 

0.432 

0.90 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.00 

0.00 


Jaloowala 

0816000202045800 

36.081 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

36.081 

1.05 

0.150 

0.01 

0.00 

0.10 

0.14 

0.00 

5.46 

3.21 

0.00 

0.017 

0.20 

0.35 


Jetugo Ki Dhani 

0803000400535300 

12.772 

Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

4.947 

-0.08 

0.030 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.08 

0.14 






Non-command 

Non-command 

Vindhyan Sandstone 

5.062 

-0.08 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.08 

0.14 


Jharasar 

0815000101910500 

29.925 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

20.828 

0.24 

0.040 

0.08 

0.00 

0.00 

0.00 

0.00 

0.28 

0.18 

0.26 

0.035 

0.13 

0.21 


Kanasar 

0815000101909000 

56.755 

Fresh 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

0.005 

0.13 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Vindhyan Sandstone 

1.970 

0.13 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.003 

0.01 

0.01 





Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

46.348 

0.13 

0.030 

0.04 

0.00 

0.13 

0.18 

0.00 

-0.08 

-0.05 

0.05 

0.079 

0.16 

0.25 







Command 

Younger Alluvium 

5.011 

0.13 

0.150 

0.00 

0.00 

0.01 

0.02 

0.00 

0.07 

0.04 

0.00 

0.009 

0.02 

0.03 






Non-command 

Non-command 

Vindhyan Sandstone 

3.270 

0.13 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.006 

0.01 

0.02 


Karnewala 

0816000202045900 

18.897 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

18.897 

0.50 

0.150 

0.00 

0.00 

0.05 

0.07 

0.00 

1.29 

0.76 

0.00 

0.009 

0.20 

0.35 


Khakhuri 

0815000101909700 

36.059 

Fresh 

IGNP Canal System Stage II 

Command 

Bilara Limestone 

9.079 

0.17 

0.040 

0.01 

0.00 

0.01 

0.02 

0.00 

0.04 

0.03 

0.03 

0.015 

0.05 

0.08 






Non-command 

Non-command 

Bilara Limestone 

8.585 

0.17 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.03 

0.015 

0.05 

0.07 







Non-command 

Vindhyan Sandstone 

7.740 

0.17 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.04 

0.013 

0.04 

0.07 


Khara 

0816000202046300 

94.711 

Fresh 

IGNP Canal System Stage II 

Command 

Older Alluvium 

0.092 

-0.06 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Younger Alluvium 

17.983 

-0.06 

0.150 

0.00 

0.00 

0.05 

0.07 

0.00 

0.00 

0.00 

0.00 

0.009 

0.04 

0.06 





Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

76.636 

-0.06 

0.150 

0.01 

0.00 

0.21 

0.30 

0.00 

0.00 

0.00 

0.00 

0.037 

0.17 

0.28 


Kheroowala 

0816000202046000 

74.160 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

48.034 

0.16 

0.150 

0.01 

0.00 

0.10 

0.19 

0.00 

0.85 

0.50 

0.00 

0.023 

0.13 

0.23 


Kolasar (west) 

0803000400534300 

181.355 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

126.116 

0.47 

0.080 

0.00 

0.00 

0.17 

0.24 

0.00 

4.34 

2.56 

0.00 

0.000 

0.15 

0.25 







Command 

Tertiary Sandstone 

37.422 

0.47 

0.040 

0.00 

0.00 

0.05 

0.07 

0.00 

0.58 

0.34 

0.00 

0.000 

0.04 

0.07 






Non-command 

Non-command 

Older Alluvium 

15.015 

0.47 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.57 

0.33 

0.00 

0.000 

0.02 

0.03 


Kudaratiwali Dhani 

0803000400534200 

20.626 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

0.449 

0.17 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 






Non-command 

Non-command 

Older Alluvium 

0.321 

0.17 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Kumharo Ki Dhani 

0803000400534900 

18.079 

Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

18.079 

-0.16 

0.040 

0.00 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.00 

0.000 

0.21 

0.35 


Madasar 

0816000202047600 

69.803 

Fresh 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

1.976 

-0.41 

0.150 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 





Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

45.782 

-0.41 

0.150 

0.01 

0.00 

0.12 

0.18 

0.00 

0.00 

0.00 

0.00 

0.022 

0.13 

0.22 






Non-command 

Non-command 

Younger Alluvium 

20.093 

-0.41 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.010 

0.06 

0.10 


Malasar 

0816000202045600 

54.827 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

12.919 

2.43 

0.150 

0.00 

0.00 

0.04 

0.05 

0.00 

4.62 

2.70 

0.00 

0.006 

0.05 

0.08 






Non-command 

Non-command 

Younger Alluvium 

7.119 

2.43 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

2.60 

1.52 

0.00 

0.003 

0.03 

0.05 


Mandli 

0815000101909100 

26.677 

Fresh 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

2.639 

-0.02 

0.150 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.004 

0.02 

0.03 





Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

1.763 

-0.02 

0.150 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.003 

0.01 

0.02 


Mithriya 

0803000400534100 

62.752 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

2.908 

0.14 

0.080 

0.00 

0.00 

0.01 

0.01 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.02 


Modkiya 

0815000101910000 

42.806 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

6.356 

0.03 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.011 

0.03 

0.04 


Moharonwala 

0816000202045500 

81.854 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

51.996 

4.04 

0.150 

0.01 

0.00 

0.18 

0.20 

0.00 

31.17 

18.37 

0.00 

0.025 

0.13 

0.22 


Nachna 

0816000202046500 

391.492 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

10.546 

1.20 

0.150 

0.00 

0.00 

0.04 

0.04 

0.00 

1.83 

1.11 

0.00 

0.005 

0.01 

0.01 


Nagrasar 

0803000400534800 

37.041 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

1.421 

-0.03 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Command 

Tertiary Sandstone 

12.960 

-0.03 

0.040 

0.00 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.00 

0.000 

0.07 

0.12 







Command 

Vindhyan Sandstone 

17.811 

-0.03 

0.030 

0.00 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.00 

0.000 

0.10 

0.17 






Non-command 

Non-command 

Vindhyan Sandstone 

4.849 

-0.03 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.05 


Narayansar 

0803000400533800 

75.286 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

75.286 

0.10 

0.080 

0.00 

0.00 

0.15 

0.29 

0.00 

0.15 

0.09 

0.00 

0.000 

0.21 

0.36 


Newa 

0815000101907700 

161.163 

Fresh 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

18.425 

-0.34 

0.030 

0.02 

0.00 

0.05 

0.07 

0.00 

0.00 

0.00 

0.02 

0.031 

0.02 

0.04 





Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

114.380 

-0.34 

0.030 

0.10 

0.00 

0.31 

0.44 

0.00 

0.00 

0.00 

0.13 

0.195 

0.14 

0.22 







Command 

Younger Alluvium 

0.576 

-0.34 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 


Nokh 

0816000202048100 

145.195 

Fresh 

IGNP Canal System Stage II 

Command 

Older Alluvium 

8.831 

-0.45 

0.120 

0.00 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.00 

0.004 

0.01 

0.02 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Dhaleri 

0816000202048200 

0.05 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0009 

0.0013 

- 

0.002 

0.002 

0.004 

0.000 

0.003 

0.000 

3.32 

Safe 



0.05 

0.03 

- 

0.03 

0.05 

0.08 

0.02 

0.10 

0.01 

- 

0.0281 

0.0397 

- 

0.068 

0.074 

0.153 

0.015 

0.137 

0.003 

2.55 

Safe 



0.05 

0.05 

- 

0.05 

0.06 

0.11 

0.02 

0.13 

0.01 

- 

0.0365 

0.0516 

- 

0.088 

0.098 

0.212 

0.021 

0.191 

0.005 

2.38 

Safe 

Durgani 

0815000101910400 

0.07 

0.01 

(54.30) 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.018 

370.41 

Over Exploited 

Durjani 

0815000101908000 

0.07 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.00 

(2,160.31) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0005 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

22.12 

Safe 

Gajjawala 

0803000400526800 

0.22 

0.07 

136.48 

0.08 

0.09 

0.17 

0.00 

0.02 

0.02 

- 

0.0449 

0.0845 

- 

0.129 

0.145 

0.319 

0.016 

0.303 

- 

- 

Safe 

Gariyala 

0803000400535800 

0.10 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0008 

0.0011 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

- 

- 

Safe 

Ghator 

0815000101909500 

0.07 

0.00 

5,154.29 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

- 

0.0055 

0.0062 

- 

0.012 

0.012 

0.020 

0.001 

0.019 

0.002 

10.12 

Safe 



0.15 

0.00 

6,046.71 

0.00 

0.02 

0.03 

0.00 

0.01 

0.00 

- 

0.0154 

0.0174 

- 

0.033 

0.034 

0.061 

0.003 

0.058 

0.005 

9.47 

Safe 



0.07 

0.00 

11,319.22 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

1,084.46 

Over Exploited 



0.07 

0.00 

6,394.26 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

- 

0.0045 

0.0051 

- 

0.010 

0.010 

0.016 

0.001 

0.016 

0.002 

10.15 

Safe 



0.15 

0.00 

7,304.58 

0.00 

0.02 

0.02 

0.00 

0.01 

0.00 

- 

0.0128 

0.0145 

- 

0.027 

0.028 

0.050 

0.002 

0.047 

0.005 

9.59 

Safe 

Girajsar 

0803000400535500 

0.10 

0.74 

- 

0.74 

0.21 

0.95 

0.03 

0.15 

0.18 

- 

0.1222 

0.1727 

- 

0.295 

0.476 

1.427 

0.143 

1.284 

- 

- 

Safe 



0.10 

0.02 

- 

0.02 

0.03 

0.05 

0.00 

0.02 

0.00 

- 

0.0176 

0.0249 

- 

0.043 

0.046 

0.092 

0.009 

0.083 

- 

- 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

- 

- 

Safe 



0.10 

0.09 

- 

0.09 

- 

0.09 

0.01 

0.05 

0.02 

- 

- 

- 

- 

- 

0.021 

0.108 

0.011 

0.097 

- 

- 

Safe 

Godoo 

0803000400527200 

0.20 

0.00 

46,627.56 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.000 

- 

- 

Safe 

Gogariyawala 

0803000400534000 

0.20 

0.07 

27.56 

0.09 

0.06 

0.15 

0.00 

0.02 

0.02 

- 

0.0344 

0.0486 

- 

0.083 

0.100 

0.245 

0.012 

0.233 

- 

- 

Safe 



0.20 

0.06 

99.00 

0.07 

- 

0.07 

0.00 

0.02 

0.01 

- 

- 

- 

- 

- 

0.013 

0.081 

0.004 

0.077 

- 

- 

Safe 



0.20 

1.76 

(74.15) 

1.41 

0.29 

1.70 

0.02 

0.12 

0.41 

- 

0.1697 

0.2398 

- 

0.410 

0.820 

2.517 

0.126 

2.391 

- 

- 

Safe 



0.20 

0.72 

(44.45) 

0.58 

- 

0.58 

0.01 

0.08 

0.17 

- 

- 

- 

- 

- 

0.169 

0.747 

0.037 

0.710 

- 

- 

Safe 

Grandhi 

0803000400535700 

0.10 

1.17 

(56.79) 

0.94 

0.27 

1.21 

0.04 

0.18 

0.29 

- 

0.1589 

0.2245 

- 

0.383 

0.677 

1.889 

0.094 

1.795 

- 

- 

Safe 

Jaimala 

0815000101914400 

0.07 

0.01 

1,919.21 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.008 

0.074 

882.14 

Over Exploited 



0.07 

0.00 

16,044.14 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.013 

21,336.76 

Over Exploited 

Jaloowala 

0816000202045800 

0.05 

0.37 

776.02 

0.44 

0.24 

0.68 

0.04 

0.25 

0.08 

- 

0.1387 

0.1960 

- 

0.335 

0.414 

1.091 

0.055 

1.037 

0.017 

1.66 

Safe 

Jetugo Ki Dhani 

0803000400535300 

0.10 

0.04 

- 

0.04 

0.02 

0.06 

0.02 

0.10 

0.01 

- 

0.0095 

0.0134 

- 

0.023 

0.032 

0.089 

0.009 

0.080 

- 

- 

Safe 



0.10 

0.04 

- 

0.04 

- 

0.04 

0.02 

0.10 

0.01 

- 

- 

- 

- 

- 

0.010 

0.052 

0.005 

0.047 

- 

- 

Safe 

Jharasar 

0815000101910500 

0.07 

0.19 

(7.55) 

0.18 

- 

0.18 

0.02 

0.16 

0.04 

0.0100 

- 

- 

- 

0.010 

0.046 

0.223 

0.011 

0.212 

0.294 

139.06 

Over Exploited 

Kanasar 

0815000101909000 

0.07 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.00 

434.54 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.003 

276.67 

Over Exploited 



0.07 

0.51 

(109.67) 

0.41 

0.31 

0.71 

0.03 

0.19 

0.10 

0.0100 

0.1781 

0.2517 

- 

0.440 

0.538 

1.249 

0.062 

1.186 

0.127 

10.70 

Safe 



0.15 

0.01 

232.74 

0.02 

0.03 

0.05 

0.00 

0.02 

0.00 

- 

0.0193 

0.0272 

- 

0.047 

0.049 

0.097 

0.005 

0.092 

0.009 

9.24 

Safe 



0.07 

0.00 

224.50 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.003 

0.006 

166.64 

Over Exploited 

Karnewala 

0816000202045900 

0.05 

0.19 

291.81 

0.23 

0.12 

0.36 

0.04 

0.25 

0.04 

- 

0.0726 

0.1026 

- 

0.175 

0.217 

0.573 

0.029 

0.545 

0.009 

1.66 

Safe 

Khakhuri 

0815000101909700 

0.07 

0.03 

(10.96) 

0.03 

0.03 

0.06 

0.01 

0.06 

0.01 

- 

0.0174 

0.0247 

- 

0.042 

0.048 

0.105 

0.005 

0.100 

0.047 

47.64 

Safe 



0.07 

0.03 

56.14 

0.03 

0.00 

0.03 

0.01 

0.05 

0.01 

- 

- 

- 

0.003 

0.003 

0.008 

0.043 

0.002 

0.041 

0.047 

114.95 

Over Exploited 



0.07 

0.02 

42.84 

0.03 

- 

0.03 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.004 

0.031 

0.002 

0.029 

0.049 

168.29 

Over Exploited 

Khara 

0816000202046300 

0.05 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0004 

0.0005 

- 

0.001 

0.001 

0.002 

0.000 

0.001 

0.000 

3.23 

Safe 



0.05 

0.03 

- 

0.03 

0.12 

0.15 

0.01 

0.05 

0.01 

- 

0.0691 

0.0977 

- 

0.167 

0.174 

0.327 

0.033 

0.295 

0.009 

2.92 

Safe 



0.05 

0.63 

- 

0.63 

0.50 

1.14 

0.04 

0.20 

0.13 

- 

0.2945 

0.4162 

- 

0.711 

0.846 

1.984 

0.198 

1.786 

0.037 

2.05 

Safe 

Kheroowala 

0816000202046000 

0.05 

0.32 

55.55 

0.38 

0.28 

0.67 

0.03 

0.16 

0.07 

- 

0.1385 

0.2609 

0.001 

0.401 

0.472 

1.140 

0.057 

1.083 

0.023 

2.12 

Safe 

Kolasar (west) 

0803000400534300 

0.20 

3.70 

(30.67) 

2.96 

0.42 

3.37 

0.04 

0.18 

0.89 

- 

0.2424 

0.3425 

0.001 

0.586 

1.479 

4.852 

0.243 

4.610 

- 

- 

Safe 



0.10 

0.16 

111.33 

0.20 

0.12 

0.32 

0.01 

0.05 

0.04 

- 

0.0719 

0.1016 

- 

0.174 

0.213 

0.531 

0.027 

0.505 

- 

- 

Safe 



0.20 

0.05 

538.07 

0.06 

- 

0.06 

0.00 

0.02 

0.01 

- 

- 

- 

- 

- 

0.013 

0.076 

0.004 

0.072 

- 

- 

Safe 

Kudaratiwali Dhani 

0803000400534200 

0.20 

0.00 

382.08 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0013 

0.0024 

- 

0.004 

0.004 

0.007 

0.000 

0.007 

- 

- 

Safe 



0.20 

0.00 

1,080.91 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Kumharo Ki Dhani 

0803000400534900 

0.10 

0.38 

- 

0.38 

0.06 

0.44 

0.05 

0.26 

0.09 

- 

0.0347 

0.0491 

- 

0.084 

0.176 

0.617 

0.062 

0.555 

- 

- 

Safe 

Madasar 

0816000202047600 

0.05 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0076 

0.0107 

- 

0.018 

0.018 

0.032 

0.003 

0.029 

0.001 

3.28 

Safe 



0.05 

0.30 

- 

0.30 

0.30 

0.60 

0.03 

0.16 

0.06 

- 

0.1760 

0.2486 

- 

0.425 

0.486 

1.090 

0.109 

0.981 

0.022 

2.23 

Safe 



0.05 

0.06 

- 

0.06 

- 

0.06 

0.01 

0.07 

0.01 

- 

- 

- 

- 

- 

0.012 

0.070 

0.007 

0.063 

0.010 

15.22 

Safe 

Malasar 

0816000202045600 

0.05 

0.03 

8,624.07 

0.04 

0.09 

0.13 

0.01 

0.06 

0.01 

- 

0.0621 

0.0702 

- 

0.132 

0.139 

0.270 

0.013 

0.256 

0.006 

2.41 

Safe 



0.05 

0.01 

16,054.54 

0.01 

- 

0.01 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.002 

0.013 

0.001 

0.013 

0.003 

26.97 

Safe 

Mandli 

0815000101909100 

0.15 

0.01 

- 

0.01 

0.02 

0.03 

0.00 

0.02 

0.00 

- 

0.0127 

0.0143 

- 

0.027 

0.028 

0.055 

0.006 

0.050 

0.004 

9.06 

Safe 



0.15 

0.00 

- 

0.00 

0.01 

0.02 

0.00 

0.02 

0.00 

- 

0.0085 

0.0096 

- 

0.018 

0.019 

0.035 

0.003 

0.031 

0.003 

9.59 

Safe 

Mithriya 

0803000400534100 

0.20 

0.01 

31.49 

0.01 

0.02 

0.03 

0.00 

0.01 

0.00 

- 

0.0112 

0.0158 

- 

0.027 

0.028 

0.054 

0.003 

0.052 

- 

- 

Safe 

Modkiya 

0815000101910000 

0.07 

0.01 

(9.93) 

0.01 

- 

0.01 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.002 

0.014 

0.001 

0.013 

0.033 

252.56 

Over Exploited 

Moharonwala 

0816000202045500 

0.05 

0.33 

5,402.40 

0.40 

0.38 

0.78 

0.03 

0.16 

0.07 

- 

0.2498 

0.2824 

- 

0.532 

0.602 

1.380 

0.069 

1.311 

0.025 

1.89 

Safe 

Nachna 

0816000202046500 

0.05 

0.00 

39,334.70 

0.00 

0.08 

0.08 

0.00 

0.01 

0.00 

- 

0.0507 

0.0573 

- 

0.108 

0.108 

0.188 

0.009 

0.179 

0.005 

2.81 

Safe 

Nagrasar 

0803000400534800 

0.20 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

0.01 

0.00 

- 

0.0027 

0.0039 

- 

0.007 

0.007 

0.014 

0.001 

0.013 

- 

- 

Safe 



0.10 

0.09 

- 

0.09 

0.04 

0.14 

0.02 

0.09 

0.02 

- 

0.0249 

0.0352 

- 

0.060 

0.082 

0.219 

0.022 

0.197 

- 

- 

Safe 



0.10 

0.18 

- 

0.18 

0.06 

0.24 

0.02 

0.12 

0.04 

- 

0.0342 

0.0484 

0.002 

0.085 

0.125 

0.363 

0.036 

0.327 

- 

- 

Safe 



0.10 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.003 

0.016 

0.002 

0.015 

- 

- 

Safe 

Narayansar 

0803000400533800 

0.20 

3.16 

(97.27) 

2.53 

0.44 

2.97 

0.05 

0.26 

0.74 

- 

0.2170 

0.4089 

- 

0.626 

1.366 

4.337 

0.217 

4.120 

- 

- 

Safe 

Newa 

0815000101907700 

0.07 

0.03 

- 

0.03 

0.12 

0.15 

0.00 

0.03 

0.01 

- 

0.0708 

0.1001 

- 

0.171 

0.177 

0.327 

0.033 

0.294 

0.055 

18.83 

Safe 



0.07 

1.11 

- 

1.11 

0.75 

1.86 

0.03 

0.17 

0.22 

0.0100 

0.4396 

0.6212 

- 

1.071 

1.289 

3.154 

0.315 

2.839 

0.327 

11.51 

Safe 



0.15 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0022 

0.0031 

- 

0.005 

0.005 

0.009 

0.001 

0.008 

0.001 

11.90 

Safe 

Nokh 

0816000202048100 

0.05 

0.01 

- 

0.01 

0.06 

0.06 

0.00 

0.01 

0.00 

- 

0.0339 

0.0480 

- 

0.082 

0.083 

0.146 

0.015 

0.132 

0.004 

3.20 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Command 

Younger Alluvium 

21.187 

-0.45 

0.150 

0.01 

0.00 

0.06 

0.08 

0.00 

0.00 

0.00 

0.03 

0.010 

0.03 

0.05 






Non-command 

Non-command 

Older Alluvium 

10.504 

-0.45 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.01 

0.02 







Non-command 

Younger Alluvium 

49.010 

-0.45 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.023 

0.07 

0.11 





Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

14.918 

-0.45 

0.060 

0.00 

0.00 

0.04 

0.06 

0.00 

0.00 

0.00 

0.00 

0.007 

0.02 

0.03 







Command 

Younger Alluvium 

27.997 

-0.45 

0.150 

0.01 

0.00 

0.08 

0.11 

0.00 

0.00 

0.00 

0.02 

0.013 

0.04 

0.06 






Non-command 

Non-command 

Younger Alluvium 

9.242 

-0.45 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.01 

0.02 


Nokhra 

080300040054190C 

78.605 

Saline 

Non-command 

Non-command 

Vindhyan Sandstone 

1.191 

0.36 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.01 


Noore Ki Burj 

081500010190890C 

12.635 

Fresh 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

2.454 

0.05 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.004 

0.04 

0.06 





Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

7.848 

0.05 

0.030 

0.02 

0.00 

0.01 

0.02 

0.00 

0.01 

0.00 

0.05 

0.013 

0.12 

0.19 


Pabusar (west) 

080300040053440C 

32.842 

Fresh 

IGNP Canal System Stage II 

Command 

Older Alluvium 

0.002 

0.22 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Older Alluvium 

4.609 

0.22 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.000 

0.03 

0.05 





Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

3.290 

0.22 

0.080 

0.00 

0.00 

0.00 

0.01 

0.00 

0.05 

0.03 

0.00 

0.000 

0.02 

0.04 






Non-command 

Non-command 

Older Alluvium 

24.941 

0.22 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.27 

0.00 

0.000 

0.16 

0.27 


Panchpeeth Ki Dhani 

0803000400535400 

11.561 

Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

11.561 

-0.03 

0.040 

0.00 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.00 

0.000 

0.21 

0.36 


Panna 

0816000202046100 

188.066 

Fresh 

IGNP Canal System Stage II 

Command 

Older Alluvium 

16.212 

-0.07 

0.120 

0.00 

0.00 

0.04 

0.06 

0.00 

0.00 

0.00 

0.00 

0.008 

0.02 

0.03 







Command 

Younger Alluvium 

0.403 

-0.07 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

48.105 

-0.07 

0.120 

0.01 

0.00 

0.13 

0.19 

0.00 

0.00 

0.00 

0.00 

0.023 

0.05 

0.09 







Command 

Younger Alluvium 

96.327 

-0.07 

0.150 

0.02 

0.00 

0.26 

0.37 

0.00 

0.00 

0.00 

0.00 

0.046 

0.11 

0.18 






Non-command 

Non-command 

Younger Alluvium 

3.065 

-0.07 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 


Pethado Ki Dhani 

0803000400535200 

17.992 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

0.597 

0.07 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Vindhyan Sandstone 

5.752 

0.07 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.07 

0.11 


Phulasar Bara 

0803000400533600 

30.831 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

6.936 

0.15 

0.080 

0.00 

0.00 

0.01 

0.03 

0.00 

0.04 

0.02 

0.00 

0.000 

0.05 

0.08 


Phulasar Chhota 

0803000400533700 

24.729 

Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

23.325 

0.13 

0.080 

0.00 

0.00 

0.05 

0.09 

0.00 

0.11 

0.07 

0.00 

0.000 

0.20 

0.34 


Raichandwala 

0816000202045700 

92.796 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

21.213 

1.08 

0.150 

0.00 

0.00 

0.06 

0.08 

0.00 

3.29 

1.92 

0.00 

0.010 

0.05 

0.08 






Non-command 

Non-command 

Younger Alluvium 

9.609 

1.08 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

1.55 

0.91 

0.00 

0.005 

0.02 

0.04 


Rampura 

0815000101910800 

13.817 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

9.810 

0.49 

0.040 

0.05 

0.00 

0.00 

0.00 

0.00 

0.24 

0.15 

0.17 

0.017 

0.13 

0.21 







Non-command 

Vindhyan Sandstone 

1.648 

0.49 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.003 

0.02 

0.04 


Raneri 

0815000101910700 

40.705 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

20.392 

0.33 

0.040 

0.07 

0.00 

0.00 

0.00 

0.00 

0.34 

0.21 

0.22 

0.035 

0.09 

0.15 







Non-command 

Vindhyan Sandstone 

15.641 

0.33 

0.030 

0.05 

0.00 

0.00 

0.00 

0.00 

0.20 

0.13 

0.18 

0.027 

0.07 

0.12 


Rawra 

0815000101909600 

37.375 

Fresh 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

2.015 

0.48 

0.030 

0.00 

0.00 

0.01 

0.01 

0.00 

0.02 

0.01 

0.00 

0.003 

0.01 

0.02 







Command 

Younger Alluvium 

0.968 

0.48 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.002 

0.00 

0.01 






Non-command 

Non-command 

Vindhyan Sandstone 

25.231 

0.48 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.38 

0.24 

0.01 

0.043 

0.13 

0.20 







Non-command 

Younger Alluvium 

0.094 

0.48 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

0.007 

0.48 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sanguri 

0815000101914300 

13.925 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.683 

0.55 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.01 


Sanwara Gaon 

0815000101909200 

15.234 

Fresh 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

7.897 

-0.67 

0.150 

0.00 

0.00 

0.03 

0.03 

0.00 

0.00 

0.00 

0.00 

0.013 

0.10 

0.16 






Non-command 

Non-command 

Younger Alluvium 

3.501 

-0.67 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.04 

0.07 


Seora 

0803000400534600 

263.927 

Fresh 

IGNP Canal System Stage II 

Command 

Older Alluvium 

24.529 

-0.26 

0.080 

0.00 

0.00 

0.03 

0.05 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 







Command 

Younger Alluvium 

0.581 

-0.26 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Younger Alluvium 

0.059 

-0.26 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

79.701 

-0.26 

0.080 

0.00 

0.00 

0.11 

0.15 

0.00 

0.00 

0.00 

0.00 

0.000 

0.06 

0.10 







Command 

Tertiary Sandstone 

4.587 

-0.26 

0.040 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 







Command 

Vindhyan Sandstone 

53.907 

-0.26 

0.030 

0.00 

0.00 

0.07 

0.10 

0.00 

0.00 

0.00 

0.00 

0.000 

0.04 

0.07 







Command 

Younger Alluvium 

1.241 

-0.26 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Older Alluvium 

0.257 

-0.26 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Vindhyan Sandstone 

0.009 

-0.26 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Shekhasar 

0815000101914100 

50.641 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.378 

0.59 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.00 

0.00 


Sihra 

0815000101914500 

82.215 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.011 

0.30 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Solankiyo Ki Dhani 

0803000400535000 

13.593 

Saline 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

0.365 

0.21 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Non-command 

Non-command 

Vindhyan Sandstone 

0.247 

0.21 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Sonalpura 

0815000101910600 

9.526 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

8.890 

0.12 

0.040 

0.06 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.23 

0.015 

0.18 

0.28 


Talriya 

0816000202047900 

28.678 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.110 

-0.20 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.08 

0.13 







Non-command 

Younger Alluvium 

14.027 

-0.20 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.007 

0.10 

0.16 





Saline 

Non-command 

Non-command 

Younger Alluvium 

3.542 

-0.20 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.02 

0.04 


Tawariwala 

0816000202046200 

91.297 

Fresh 

IGNP Canal System Stage II 

Command 

Older Alluvium 

10.569 

0.07 

0.120 

0.00 

0.00 

0.03 

0.04 

0.00 

0.01 

0.01 

0.00 

0.005 

0.02 

0.04 







Command 

Younger Alluvium 

8.313 

0.07 

0.150 

0.00 

0.00 

0.02 

0.03 

0.00 

0.03 

0.02 

0.00 

0.004 

0.02 

0.03 





Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

72.415 

0.07 

0.150 

0.01 

0.00 

0.20 

0.28 

0.00 

0.25 

0.15 

0.00 

0.035 

0.16 

0.27 


Thakarba 

0816000202048000 

56.252 

Fresh 

IGNP Canal System Stage II 

Command 

Older Alluvium 

18.320 

-0.16 

0.120 

0.00 

0.00 

0.02 

0.04 

0.00 

0.00 

0.00 

0.00 

0.009 

0.07 

0.11 






Non-command 

Non-command 

Older Alluvium 

37.932 

-0.16 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.018 

0.14 

0.23 

16005043 

Akhadhana 

0815000101910900 

43.806 

Fresh 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

2.005 

0.52 

0.030 

0.00 

0.00 

0.00 

0.01 

0.00 

0.02 

0.01 

0.00 

0.003 

0.01 

0.01 






Non-command 

Non-command 

Vindhyan Sandstone 

26.170 

0.52 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.43 

0.27 

0.04 

0.045 

0.11 

0.18 


Amla 

0815000101922200 

73.116 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

28.925 

0.12 

0.080 

0.11 

0.00 

0.00 

0.00 

0.00 

0.39 

0.24 

0.37 

0.059 

0.07 

0.12 







Non-command 

Vindhyan Sandstone 

24.260 

0.12 

0.040 

0.11 

0.00 

0.00 

0.00 

0.00 

0.23 

0.14 

0.39 

0.050 

0.06 

0.10 


Arandiyan 

0815000101916900 

10.287 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

5.661 

0.07 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.010 

0.12 

0.20 


Bagga 

0815000101920100 

2.221 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

2.221 

0.73 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.10 

0.10 

0.005 

0.19 

0.30 


Baghaura 

0815000101913900 

9.974 

Fresh 

IGNP Canal System Stage II 

Command 

Bilara Limestone 

3.040 

0.50 

0.040 

0.00 

0.00 

0.01 

0.01 

0.00 

0.04 

0.02 

0.01 

0.005 

0.06 

0.09 







Command 

Vindhyan Sandstone 

6.934 

0.50 

0.030 

0.01 

0.00 

0.02 

0.03 

0.00 

0.06 

0.04 

0.01 

0.012 

0.13 

0.21 


Bajrang Nagar 

0815000101913000 

9.533 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

9.533 

1.16 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.45 

0.28 

0.00 

0.016 

0.20 

0.32 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.05 

0.03 

- 

0.03 

0.14 

0.17 

0.01 

0.03 

0.01 

- 

0.0814 

0.1151 

- 

0.197 

0.203 

0.373 

0.037 

0.335 

0.040 

11.97 

Safe 



0.05 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.002 

0.009 

0.001 

0.008 

0.005 

61.96 

Safe 



0.05 

0.16 

- 

0.16 

- 

0.16 

0.01 

0.08 

0.03 

0.0100 

- 

- 

- 

0.010 

0.043 

0.206 

0.021 

0.185 

0.089 

48.24 

Safe 



0.05 

0.02 

- 

0.02 

0.10 

0.11 

0.00 

0.02 

0.00 

- 

0.0573 

0.0810 

- 

0.138 

0.141 

0.255 

0.025 

0.229 

0.007 

3.11 

Safe 



0.05 

0.05 

- 

0.05 

0.18 

0.24 

0.01 

0.05 

0.01 

- 

0.1076 

0.1521 

- 

0.260 

0.270 

0.508 

0.051 

0.457 

0.037 

8.18 

Safe 



0.05 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.001 

0.006 

0.004 

70.42 

Semi Critical 

Nokhra 

080300040054190C 

0.10 

0.00 

1,934.64 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

- 

- 

Safe 

Noore Ki Burj 

0815000101908900 

0.07 

0.01 

(142.11) 

0.01 

0.01 

0.01 

0.01 

0.04 

0.00 

- 

0.0047 

0.0067 

- 

0.011 

0.013 

0.026 

0.001 

0.025 

0.016 

65.92 

Safe 



0.07 

0.07 

(94.05) 

0.05 

0.03 

0.08 

0.02 

0.14 

0.01 

- 

0.0151 

0.0213 

- 

0.036 

0.049 

0.127 

0.006 

0.121 

0.061 

50.75 

Safe 

Pabusar (west) 

0803000400534400 

0.20 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.20 

0.03 

81.47 

0.03 

- 

0.03 

0.01 

0.04 

0.01 

- 

- 

- 

- 

- 

0.006 

0.039 

0.002 

0.037 

- 

- 

Safe 



0.20 

0.01 

107.11 

0.02 

0.01 

0.03 

0.00 

0.03 

0.00 

- 

0.0063 

0.0089 

- 

0.015 

0.018 

0.046 

0.002 

0.044 

- 

- 

Safe 



0.20 

0.79 

(66.48) 

0.63 

- 

0.63 

0.04 

0.20 

0.18 

- 

- 

- 

- 

- 

0.184 

0.816 

0.041 

0.776 

- 

- 

Safe 

Panchpeeth Ki Dhani 

0803000400535400 

0.10 

0.24 

- 

0.24 

0.04 

0.28 

0.05 

0.26 

0.06 

- 

0.0222 

0.0314 

0.002 

0.056 

0.116 

0.401 

0.040 

0.360 

- 

- 

Safe 

Panna 

0816000202046100 

0.05 

0.01 

- 

0.01 

0.11 

0.12 

0.00 

0.02 

0.00 

- 

0.0623 

0.0880 

- 

0.150 

0.154 

0.275 

0.027 

0.247 

0.008 

3.13 

Safe 



0.05 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0015 

0.0022 

- 

0.004 

0.004 

0.006 

0.001 

0.006 

0.000 

3.36 

Safe 



0.05 

0.13 

- 

0.13 

0.32 

0.44 

0.01 

0.06 

0.03 

- 

0.1849 

0.2613 

- 

0.446 

0.475 

0.919 

0.092 

0.827 

0.023 

2.78 

Safe 



0.05 

0.51 

- 

0.51 

0.63 

1.15 

0.02 

0.13 

0.11 

- 

0.3702 

0.5232 

- 

0.893 

1.008 

2.154 

0.215 

1.938 

0.046 

2.37 

Safe 



0.05 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

256.70 

Over Exploited 

Pethado Ki Dhani 

0803000400535200 

0.10 

0.00 

137.07 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

- 

- 

Safe 



0.10 

0.04 

(81.07) 

0.03 

- 

0.03 

0.02 

0.08 

0.01 

- 

- 

- 

- 

- 

0.010 

0.041 

0.002 

0.039 

- 

- 

Safe 

Phulasar Bara 

0803000400533600 

0.20 

0.07 

(62.99) 

0.05 

0.04 

0.09 

0.01 

0.06 

0.02 

- 

0.0200 

0.0377 

- 

0.058 

0.074 

0.167 

0.008 

0.159 

- 

- 

Safe 

Phulasar Chhota 

0803000400533700 

0.20 

0.93 

(92.85) 

0.74 

0.14 

0.88 

0.05 

0.25 

0.22 

- 

0.0672 

0.1267 

- 

0.194 

0.418 

1.299 

0.065 

1.234 

- 

- 

Safe 

Raichandwala 

0816000202045700 

0.05 

0.05 

3,768.88 

0.06 

0.14 

0.20 

0.01 

0.06 

0.01 

- 

0.0815 

0.1152 

- 

0.197 

0.208 

0.407 

0.020 

0.386 

0.010 

2.62 

Safe 



0.05 

0.01 

8,804.11 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.002 

0.014 

0.001 

0.014 

0.005 

33.51 

Safe 

Rampura 

0815000101910800 

0.07 

0.09 

64.69 

0.11 

- 

0.11 

0.03 

0.16 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.137 

0.007 

0.131 

0.190 

145.34 

Over Exploited 



0.07 

0.00 

723.20 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.003 

0.039 

1,136.17 

Over Exploited 

Raneri 

0815000101910700 

0.07 

0.14 

55.94 

0.16 

- 

0.16 

0.02 

0.11 

0.03 

0.0100 

- 

- 

- 

0.010 

0.036 

0.198 

0.010 

0.188 

0.251 

133.50 

Over Exploited 



0.07 

0.08 

60.23 

0.10 

- 

0.10 

0.01 

0.09 

0.02 

0.0100 

- 

- 

- 

0.010 

0.025 

0.120 

0.006 

0.114 

0.207 

180.63 

Over Exploited 

Rawra 

0815000101909600 

0.07 

0.00 

586.49 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0077 

0.0109 

- 

0.019 

0.019 

0.034 

0.002 

0.032 

0.003 

10.64 

Safe 



0.15 

0.00 

5,469.82 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0037 

0.0053 

- 

0.009 

0.009 

0.016 

0.001 

0.016 

0.002 

10.60 

Safe 



0.07 

0.23 

6.00 

0.24 

0.00 

0.24 

0.02 

0.15 

0.04 

- 

- 

- 

0.003 

0.003 

0.046 

0.287 

0.014 

0.273 

0.055 

20.15 

Safe 



0.15 

0.00 

64,071.99 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.00 

525,598.51 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sanguri 

0815000101914300 

0.07 

0.00 

1,509.28 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.013 

2,260.16 

Over Exploited 

Sanwara Gaon 

0815000101909200 

0.15 

0.12 

- 

0.12 

0.06 

0.18 

0.02 

0.12 

0.02 

- 

0.0379 

0.0429 

0.003 

0.084 

0.108 

0.287 

0.029 

0.259 

0.013 

5.20 

Safe 



0.15 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.005 

0.028 

0.003 

0.025 

0.006 

23.48 

Safe 

Seora 

0803000400534600 

0.20 

0.09 

- 

0.09 

0.08 

0.17 

0.00 

0.02 

0.02 

- 

0.0471 

0.0666 

- 

0.114 

0.133 

0.306 

0.031 

0.275 

- 

- 

Safe 



0.22 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0011 

0.0016 

- 

0.003 

0.003 

0.005 

0.000 

0.004 

- 

- 

Safe 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.20 

0.97 

- 

0.97 

0.26 

1.23 

0.01 

0.07 

0.21 

- 

0.1532 

0.2164 

- 

0.370 

0.578 

1.811 

0.181 

1.630 

- 

- 

Safe 



0.10 

0.00 

- 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

- 

0.0088 

0.0125 

- 

0.021 

0.022 

0.038 

0.004 

0.035 

- 

- 

Safe 



0.10 

0.22 

- 

0.22 

0.18 

0.40 

0.01 

0.05 

0.05 

- 

0.1036 

0.1464 

- 

0.250 

0.298 

0.697 

0.070 

0.627 

- 

- 

Safe 



0.22 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0024 

0.0034 

- 

0.006 

0.006 

0.010 

0.001 

0.009 

- 

- 

Safe 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Shekhasar 

0815000101914100 

0.07 

0.00 

11,233.11 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Sihra 

0815000101914500 

0.07 

0.00 

486,354.96 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Solankiyo Ki Dhani 

0803000400535000 

0.10 

0.00 

245.19 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0007 

0.0010 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

- 

- 

Safe 



0.10 

0.00 

972.66 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Sonalpura 

0815000101910600 

0.07 

0.11 

(40.75) 

0.09 

- 

0.09 

0.03 

0.21 

0.02 

0.0100 

- 

- 

- 

0.010 

0.031 

0.118 

0.006 

0.112 

0.242 

215.31 

Over Exploited 

Talriya 

0816000202047900 

0.05 

0.04 

- 

0.04 

- 

0.04 

0.02 

0.09 

0.01 

- 

- 

- 

- 

- 

0.009 

0.052 

0.005 

0.047 

0.005 

11.28 

Safe 



0.05 

0.07 

- 

0.07 

- 

0.07 

0.02 

0.12 

0.01 

- 

- 

- 

- 

- 

0.014 

0.083 

0.008 

0.075 

0.007 

8.93 

Safe 



0.05 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.001 

0.005 

0.002 

35.38 

Safe 

Tawariwala 

0816000202046200 

0.05 

0.01 

(32.91) 

0.01 

0.07 

0.08 

0.01 

0.03 

0.00 

- 

0.0406 

0.0574 

- 

0.098 

0.101 

0.180 

0.009 

0.171 

0.005 

2.95 

Safe 



0.05 

0.01 

112.98 

0.01 

0.05 

0.06 

0.00 

0.02 

0.00 

- 

0.0320 

0.0451 

- 

0.077 

0.079 

0.143 

0.007 

0.136 

0.004 

2.93 

Safe 



0.05 

0.59 

(74.64) 

0.47 

0.48 

0.95 

0.04 

0.20 

0.13 

- 

0.2783 

0.3933 

- 

0.672 

0.799 

1.746 

0.087 

1.658 

0.035 

2.09 

Safe 

Thakarba 

0816000202048000 

0.05 

0.06 

- 

0.06 

0.06 

0.12 

0.01 

0.08 

0.01 

- 

0.0352 

0.0497 

- 

0.085 

0.098 

0.219 

0.022 

0.197 

0.009 

4.43 

Safe 



0.05 

0.26 

- 

0.26 

- 

0.26 

0.03 

0.17 

0.06 

- 

- 

- 

- 

- 

0.057 

0.317 

0.032 

0.286 

0.018 

6.35 

Safe 

Akhadhana 

0815000101910900 

0.07 

0.00 

906.89 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0058 

0.0109 

- 

0.017 

0.017 

0.030 

0.002 

0.029 

0.003 

11.90 

Safe 



0.07 

0.21 

30.37 

0.25 

- 

0.25 

0.02 

0.13 

0.04 

- 

- 

- 

- 

- 

0.039 

0.287 

0.014 

0.272 

0.081 

29.57 

Safe 

Amla 

0815000101922200 

0.08 

0.17 

41.20 

0.21 

0.00 

0.21 

0.01 

0.09 

0.03 

0.0100 

- 

- 

0.001 

0.011 

0.043 

0.251 

0.013 

0.238 

0.429 

180.38 

Over Exploited 



0.06 

0.09 

56.61 

0.11 

- 

0.11 

0.01 

0.07 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.136 

0.007 

0.129 

0.439 

339.33 

Over Exploited 

Arandiyan 

0815000101916900 

0.07 

0.05 

(85.33) 

0.04 

- 

0.04 

0.03 

0.15 

0.01 

- 

- 

- 

- 

- 

0.011 

0.049 

0.002 

0.047 

0.010 

20.57 

Safe 

Bagga 

0815000101920100 

0.08 

0.03 

200.52 

0.04 

- 

0.04 

0.04 

0.22 

0.01 

- 

- 

- 

- 

- 

0.006 

0.046 

0.002 

0.044 

0.106 

240.32 

Over Exploited 

Baghaura 

0815000101913900 

0.07 

0.01 

101.85 

0.01 

0.02 

0.04 

0.01 

0.07 

0.00 

- 

0.0146 

0.0165 

- 

0.031 

0.033 

0.070 

0.004 

0.067 

0.016 

24.29 

Safe 



0.07 

0.06 

(39.62) 

0.05 

0.05 

0.10 

0.02 

0.16 

0.01 

- 

0.0333 

0.0377 

0.005 

0.076 

0.088 

0.192 

0.010 

0.183 

0.024 

13.03 

Safe 

Bajrang Nagar 

0815000101913000 

0.07 

0.13 

109.63 

0.16 

- 

0.16 

0.04 

0.24 

0.03 

- 

- 

- 

- 

- 

0.027 

0.187 

0.009 

0.178 

0.016 

9.13 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Balasar 

081500010191820C 

16.029 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.007 

0.31 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Baori Barsinga 

0815000101911500 

42.202 

Fresh 

IGNP Canal System Stage II 

Command 

Bilara Limestone 

6.265 

-0.02 

0.040 

0.00 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.00 

0.011 

0.03 

0.05 







Command 

Younger Alluvium 

0.542 

-0.02 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 





Saline 

IGNP Canal System Stage II 

Command 

Bilara Limestone 

0.855 

-0.02 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 







Command 

Older Alluvium 

33.004 

-0.02 

0.120 

0.02 

0.00 

0.11 

0.13 

0.00 

0.00 

0.00 

0.00 

0.056 

0.15 

0.24 







Command 

Younger Alluvium 

1.536 

-0.02 

0.150 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.003 

0.01 

0.01 


Baori Kalan 

0815000101915100 

44.317 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

11.408 

0.41 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.22 

0.14 

0.08 

0.019 

0.05 

0.08 







Non-command 

Vindhyan Sandstone 

32.909 

0.41 

0.030 

0.08 

0.00 

0.00 

0.00 

0.00 

0.48 

0.30 

0.25 

0.056 

0.14 

0.22 


Baori Khurd 

0815000101915000 

6.548 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

1.346 

0.98 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.04 

0.002 

0.04 

0.06 







Non-command 

Vindhyan Sandstone 

5.202 

0.98 

0.030 

0.05 

0.00 

0.00 

0.00 

0.00 

0.20 

0.13 

0.20 

0.009 

0.15 

0.24 


Bap 

0815000101911300 

77.641 

Fresh 

IGNP Canal System Stage II 

Command 

Bilara Limestone 

25.655 

0.92 

0.040 

0.01 

0.00 

0.09 

0.10 

0.00 

0.77 

0.48 

0.00 

0.044 

0.06 

0.10 







Command 

Vindhyan Sandstone 

0.046 

0.92 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Younger Alluvium 

1.980 

0.92 

0.150 

0.00 

0.00 

0.01 

0.01 

0.00 

0.26 

0.16 

0.00 

0.003 

0.00 

0.01 






Non-command 

Non-command 

Bilara Limestone 

43.189 

0.92 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

1.61 

1.01 

0.00 

0.074 

0.10 

0.17 







Non-command 

Younger Alluvium 

6.771 

0.92 

0.150 

0.00 

0.00 

0.00 

0.00 

0.02 

0.91 

0.57 

0.00 

0.012 

0.02 

0.03 


Bapinee 

0815000101921900 

5.925 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

5.925 

0.18 

0.040 

0.11 

0.01 

0.00 

0.00 

0.00 

0.14 

0.09 

0.42 

0.012 

0.19 

0.30 


Bari Dhani 

0815000101911100 

21.161 

Fresh 

IGNP Canal System Stage II 

Command 

Bilara Limestone 

7.460 

0.48 

0.040 

0.00 

0.00 

0.03 

0.03 

0.00 

0.09 

0.06 

0.00 

0.013 

0.07 

0.11 







Command 

Vindhyan Sandstone 

9.364 

0.48 

0.030 

0.01 

0.00 

0.03 

0.04 

0.00 

0.08 

0.05 

0.00 

0.016 

0.08 

0.13 







Command 

Younger Alluvium 

4.337 

0.48 

0.150 

0.00 

0.00 

0.01 

0.02 

0.00 

0.28 

0.18 

0.00 

0.007 

0.04 

0.06 


Bari Seer 

0815000101911600 

107.075 

Saline 

IGNP Canal System Stage II 

Command 

Bilara Limestone 

0.987 

0.47 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.00 

0.00 







Command 

Older Alluvium 

17.124 

0.47 

0.120 

0.01 

0.00 

0.04 

0.07 

0.00 

0.87 

0.53 

0.00 

0.029 

0.03 

0.05 







Command 

Vindhyan Sandstone 

8.620 

0.47 

0.030 

0.00 

0.00 

0.02 

0.03 

0.00 

0.07 

0.04 

0.00 

0.015 

0.02 

0.03 


Beethri 

0815000101921400 

20.032 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

15.127 

2.77 

0.080 

0.21 

0.01 

0.00 

0.00 

0.00 

3.56 

2.23 

0.79 

0.031 

0.14 

0.23 







Non-command 

Vindhyan Sandstone 

4.905 

2.77 

0.040 

0.09 

0.00 

0.00 

0.00 

0.00 

0.63 

0.40 

0.34 

0.010 

0.05 

0.07 


Begti Kalan 

0815000101914900 

72.310 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

22.995 

2.21 

0.080 

0.15 

0.01 

0.00 

0.00 

0.00 

4.20 

2.64 

0.52 

0.047 

0.06 

0.09 


Begti Khurd 

0815000101920700 

47.589 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

29.479 

3.46 

0.080 

0.23 

0.01 

0.00 

0.00 

0.00 

8.38 

5.27 

0.83 

0.061 

0.12 

0.18 







Non-command 

Vindhyan Sandstone 

9.790 

3.46 

0.040 

0.10 

0.00 

0.00 

0.00 

0.00 

1.46 

0.92 

0.36 

0.020 

0.04 

0.06 


Bhakhariya 

0815000101914200 

7.526 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

7.526 

0.75 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.11 

0.02 

0.013 

0.19 

0.30 


Bheemji Ka Gaon 

0815000101911000 

41.610 

Fresh 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

24.517 

0.55 

0.030 

0.01 

0.00 

0.08 

0.09 

0.00 

0.24 

0.15 

0.00 

0.042 

0.11 

0.18 







Command 

Younger Alluvium 

17.055 

0.55 

0.150 

0.01 

0.00 

0.06 

0.07 

0.01 

1.29 

0.81 

0.00 

0.029 

0.08 

0.12 






Non-command 

Non-command 

Vindhyan Sandstone 

0.038 

0.55 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bheloo 

0803000400545400 

116.761 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

15.426 

0.00 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.05 


Bhojka 

0815000101920200 

10.731 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

10.731 

1.09 

0.040 

0.06 

0.00 

0.00 

0.00 

0.00 

0.53 

0.33 

0.23 

0.018 

0.19 

0.30 


Bhojon Ki Bap Chak 

0815000101911200 

16.883 

Fresh 

IGNP Canal System Stage II 

Command 

Bilara Limestone 

15.297 

0.72 

0.040 

0.01 

0.00 

0.05 

0.06 

0.00 

0.34 

0.21 

0.01 

0.026 

0.17 

0.27 







Command 

Vindhyan Sandstone 

1.049 

0.72 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.01 

0.02 







Command 

Younger Alluvium 

0.193 

0.72 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Bilara Limestone 

0.291 

0.72 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.01 







Non-command 

Vindhyan Sandstone 

0.002 

0.72 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

0.053 

0.72 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 


Chakhu 

0815000101916500 

23.770 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

17.369 

0.63 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.34 

0.21 

0.00 

0.030 

0.15 

0.25 


Charnai 

0815000101915800 

59.440 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

56.656 

-0.30 

0.040 

0.06 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.13 

0.096 

0.18 

0.29 


Cheemana 

0815000101917000 

53.146 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

42.591 

0.38 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.50 

0.30 

0.00 

0.073 

0.18 

0.30 


Chheela 

0815000101927400 

25.793 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

25.793 

0.18 

0.040 

0.32 

0.01 

0.00 

0.00 

0.00 

0.49 

0.31 

1.20 

0.053 

0.19 

0.30 


Chhila Nadi 

0815000101917300 

6.645 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.012 

0.29 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chikni Nari 

0815000101930700 

15.048 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

6.467 

-0.19 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.013 

0.08 

0.13 


Dalji Ki Dhani 

0815000101927800 

10.562 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

10.562 

0.35 

0.040 

0.05 

0.00 

0.00 

0.00 

0.00 

0.20 

0.12 

0.16 

0.022 

0.19 

0.30 


Dasori 

0803000400543300 

46.104 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

8.614 

-0.01 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.04 

0.07 


Daya Kor 

0815000101930500 

43.831 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

5.576 

-0.13 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.011 

0.02 

0.04 


Daya Sagar 

0815000101921100 

13.201 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.772 

3.55 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.16 

0.04 

0.004 

0.03 

0.04 


Dedisara 

0815000101922100 

9.065 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

3.837 

0.23 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.03 

0.008 

0.08 

0.13 







Non-command 

Vindhyan Sandstone 

5.228 

0.23 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.05 

0.011 

0.11 

0.17 


Degawari 

0815000101913600 

46.508 

Fresh 

IGNP Canal System Stage II 

Command 

Bilara Limestone 

2.933 

0.48 

0.040 

0.00 

0.00 

0.00 

0.01 

0.00 

0.05 

0.03 

0.00 

0.005 

0.01 

0.02 






Non-command 

Non-command 

Bilara Limestone 

43.576 

0.48 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.85 

0.53 

0.00 

0.074 

0.18 

0.28 


Deriyon Ki Dhani 

0815000101927500 

15.697 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

15.697 

0.15 

0.040 

0.06 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.19 

0.032 

0.19 

0.30 


Dhadharwala 

0815000101917100 

22.846 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

9.870 

0.06 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.017 

0.10 

0.16 


Dholasar 

0815000101919500 

36.235 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

22.900 

-0.73 

0.080 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.69 

0.047 

0.12 

0.19 


Dumaderi(khanpur) 

0815000101928000 

11.601 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

11.601 

0.77 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.38 

0.24 

0.07 

0.024 

0.19 

0.30 


Eka Bhatiyan 

0815000101921600 

8.188 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.944 

1.41 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.03 

0.002 

0.02 

0.03 







Non-command 

Vindhyan Sandstone 

7.244 

1.41 

0.040 

0.07 

0.00 

0.00 

0.00 

0.00 

0.48 

0.30 

0.27 

0.015 

0.17 

0.26 


Gadna 

0815000101911400 

48.634 

Fresh 

IGNP Canal System Stage II 

Command 

Bilara Limestone 

41.203 

1.15 

0.040 

0.02 

0.00 

0.11 

0.16 

0.01 

1.64 

1.02 

0.00 

0.070 

0.16 

0.26 





Saline 

IGNP Canal System Stage II 

Command 

Bilara Limestone 

0.004 

1.15 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gajja 

0815000101921700 

11.693 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

11.693 

1.32 

0.040 

0.12 

0.01 

0.00 

0.00 

0.00 

0.73 

0.46 

0.44 

0.024 

0.19 

0.30 


Ganesh Nagar 

0815000101912800 

21.341 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

21.341 

0.86 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.74 

0.46 

0.01 

0.036 

0.20 

0.33 







Non-command 

Vindhyan Sandstone 

0.000 

0.86 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ghator 

0815000101909500 

89.104 

Fresh 

IGNP Canal System Stage II 

Command 

Bilara Limestone 

7.713 

0.72 

0.040 

0.00 

0.00 

0.03 

0.03 

0.00 

0.17 

0.10 

0.00 

0.013 

0.02 

0.03 







Command 

Younger Alluvium 

36.928 

0.72 

0.150 

0.02 

0.00 

0.13 

0.14 

0.00 

3.74 

2.34 

0.00 

0.063 

0.08 

0.13 






Non-command 

Non-command 

Younger Alluvium 

23.893 

0.72 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

2.59 

1.62 

0.00 

0.041 

0.05 

0.08 





Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

4.677 

0.72 

0.150 

0.00 

0.00 

0.02 

0.02 

0.00 

0.47 

0.30 

0.00 

0.008 

0.01 

0.02 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Balasar 

0815000101918200 

0.07 

0.00 

258,011.13 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Baori Barsinga 

0815000101911500 

0.07 

0.01 

- 

0.01 

0.05 

0.06 

0.01 

0.03 

0.00 

- 

0.0301 

0.0340 

- 

0.064 

0.067 

0.125 

0.012 

0.112 

0.011 

9.50 

Safe 



0.15 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0026 

0.0029 

- 

0.006 

0.006 

0.010 

0.001 

0.009 

0.001 

10.59 

Safe 



0.07 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

- 

0.0041 

0.0046 

- 

0.009 

0.009 

0.015 

0.002 

0.014 

0.001 

10.65 

Safe 



0.10 

0.50 

- 

0.50 

0.24 

0.74 

0.03 

0.18 

0.10 

- 

0.1586 

0.1792 

- 

0.338 

0.437 

1.178 

0.118 

1.060 

0.056 

5.30 

Safe 



0.15 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0074 

0.0083 

- 

0.016 

0.016 

0.029 

0.003 

0.026 

0.003 

10.09 

Safe 

Baori Kalan 

0815000101915100 

0.07 

0.04 

251.64 

0.05 

0.00 

0.05 

0.01 

0.06 

0.01 

- 

- 

- 

0.000 

- 

0.007 

0.054 

0.003 

0.051 

0.095 

187.74 

Over Exploited 



0.07 

0.32 

(5.62) 

0.30 

0.00 

0.30 

0.03 

0.17 

0.06 

0.0100 

- 

- 

0.000 

0.010 

0.071 

0.373 

0.019 

0.355 

0.308 

86.83 

Semi Critical 

Baori Khurd 

0815000101915000 

0.07 

0.00 

982.62 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.045 

945.21 

Over Exploited 



0.07 

0.05 

133.05 

0.07 

0.00 

0.07 

0.03 

0.18 

0.01 

0.0100 

- 

- 

0.002 

0.012 

0.022 

0.088 

0.004 

0.084 

0.213 

253.19 

Over Exploited 

Bap 

0815000101911300 

0.07 

0.11 

329.36 

0.13 

0.19 

0.32 

0.01 

0.07 

0.02 

- 

0.1233 

0.1393 

0.001 

0.264 

0.285 

0.607 

0.030 

0.577 

0.044 

7.58 

Safe 



0.07 

0.00 

165,077.35 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0002 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.15 

0.00 

11,199.42 

0.00 

0.02 

0.02 

0.00 

0.01 

0.00 

- 

0.0095 

0.0108 

0.002 

0.022 

0.022 

0.040 

0.002 

0.038 

0.003 

8.90 

Safe 



0.07 

0.32 

217.72 

0.38 

0.00 

0.38 

0.02 

0.12 

0.06 

- 

- 

- 

0.002 

0.003 

0.063 

0.445 

0.022 

0.423 

0.074 

17.39 

Safe 



0.15 

0.02 

3,316.30 

0.02 

0.02 

0.04 

0.00 

0.02 

0.00 

- 

- 

- 

0.036 

0.036 

0.039 

0.083 

0.004 

0.079 

0.012 

14.61 

Safe 

Bapinee 

0815000101921900 

0.06 

0.07 

35.33 

0.08 

0.01 

0.09 

0.04 

0.22 

0.01 

0.0200 

- 

- 

- 

0.020 

0.033 

0.123 

0.006 

0.116 

0.433 

371.90 

Over Exploited 

Bari Dhani 

0815000101911100 

0.07 

0.03 

62.16 

0.04 

0.05 

0.10 

0.01 

0.08 

0.01 

- 

0.0358 

0.0405 

- 

0.076 

0.083 

0.179 

0.009 

0.170 

0.013 

7.48 

Safe 



0.07 

0.05 

(11.17) 

0.05 

0.07 

0.12 

0.02 

0.10 

0.01 

- 

0.0450 

0.0509 

- 

0.096 

0.106 

0.223 

0.011 

0.212 

0.016 

7.54 

Safe 



0.15 

0.03 

605.16 

0.03 

0.03 

0.06 

0.01 

0.05 

0.00 

- 

0.0208 

0.0236 

- 

0.044 

0.049 

0.111 

0.006 

0.105 

0.007 

7.02 

Safe 

Bari Seer 

0815000101911600 

0.07 

0.00 

6,071.60 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

- 

0.0028 

0.0054 

- 

0.008 

0.008 

0.014 

0.001 

0.013 

0.002 

12.46 

Safe 



0.10 

0.05 

878.96 

0.07 

0.10 

0.17 

0.01 

0.04 

0.01 

- 

0.0494 

0.0930 

- 

0.142 

0.154 

0.320 

0.016 

0.304 

0.029 

9.59 

Safe 



0.07 

0.01 

342.59 

0.01 

0.05 

0.06 

0.00 

0.02 

0.00 

- 

0.0248 

0.0468 

- 

0.072 

0.074 

0.136 

0.007 

0.129 

0.015 

11.35 

Safe 

Beethri 

0815000101921400 

0.08 

0.17 

1,205.66 

0.21 

0.01 

0.22 

0.03 

0.17 

0.03 

0.0300 

- 

- 

- 

0.030 

0.062 

0.278 

0.014 

0.264 

0.821 

311.08 

Over Exploited 



0.06 

0.01 

2,852.42 

0.02 

- 

0.02 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.029 

0.001 

0.027 

0.345 

1,263.22 

Over Exploited 

Begti Kalan 

0815000101914900 

0.08 

0.11 

2,305.59 

0.13 

0.01 

0.14 

0.01 

0.07 

0.02 

0.0200 

- 

- 

0.003 

0.023 

0.044 

0.188 

0.009 

0.179 

0.568 

318.21 

Over Exploited 

Begti Khurd 

0815000101920700 

0.08 

0.27 

1,823.32 

0.33 

0.01 

0.34 

0.02 

0.14 

0.05 

0.0300 

- 

- 

0.006 

0.036 

0.088 

0.431 

0.022 

0.409 

0.893 

218.12 

Over Exploited 



0.06 

0.02 

3,938.69 

0.03 

- 

0.03 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.041 

0.002 

0.039 

0.376 

954.40 

Over Exploited 

Bhakhariya 

0815000101914200 

0.07 

0.10 

12.11 

0.11 

0.00 

0.11 

0.04 

0.22 

0.02 

- 

- 

- 

0.003 

0.003 

0.022 

0.135 

0.007 

0.128 

0.037 

28.76 

Safe 

Bheemji Ka Gaon 

0815000101911000 

0.07 

0.19 

(21.87) 

0.15 

0.18 

0.33 

0.02 

0.13 

0.04 

- 

0.1178 

0.1331 

- 

0.251 

0.287 

0.618 

0.031 

0.587 

0.042 

7.11 

Safe 



0.15 

0.20 

308.67 

0.24 

0.13 

0.37 

0.01 

0.09 

0.04 

- 

0.0819 

0.0926 

0.013 

0.188 

0.226 

0.596 

0.030 

0.566 

0.029 

5.13 

Safe 



0.07 

0.00 

86,745.91 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bheloo 

0803000400545400 

0.10 

0.05 

- 

0.05 

- 

0.05 

0.01 

0.04 

0.01 

- 

- 

- 

- 

- 

0.011 

0.056 

0.006 

0.051 

- 

- 

Safe 

Bhojka 

0815000101920200 

0.07 

0.14 

135.35 

0.17 

- 

0.17 

0.04 

0.22 

0.03 

0.0100 

- 

- 

- 

0.010 

0.037 

0.205 

0.010 

0.195 

0.245 

125.65 

Over Exploited 

Bhojon Ki Bap Chak 

0815000101911200 

0.07 

0.18 

16.03 

0.21 

0.11 

0.32 

0.03 

0.20 

0.03 

- 

0.0735 

0.0831 

- 

0.157 

0.191 

0.514 

0.026 

0.488 

0.037 

7.59 

Safe 



0.07 

0.00 

996.45 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0050 

0.0057 

- 

0.011 

0.011 

0.020 

0.001 

0.019 

0.002 

9.64 

Safe 



0.15 

0.00 

18,967.98 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0009 

0.0010 

0.001 

0.003 

0.003 

0.004 

0.000 

0.004 

0.000 

7.97 

Safe 



0.07 

0.00 

7,779.90 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.00 

75,717.35 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chakhu 

0815000101916500 

0.07 

0.19 

10.59 

0.21 

- 

0.21 

0.03 

0.19 

0.04 

- 

- 

- 

- 

- 

0.040 

0.245 

0.012 

0.233 

0.030 

12.71 

Safe 

Charnai 

0815000101915800 

0.07 

0.72 

- 

0.72 

0.01 

0.73 

0.03 

0.22 

0.14 

- 

- 

- 

0.013 

0.013 

0.150 

0.875 

0.088 

0.788 

0.226 

28.75 

Safe 

Cheemana 

0815000101917000 

0.07 

0.53 

(43.07) 

0.42 

- 

0.42 

0.04 

0.22 

0.12 

- 

- 

- 

- 

- 

0.117 

0.537 

0.027 

0.511 

0.073 

14.21 

Safe 

Chheela 

0815000101927400 

0.06 

0.29 

6.72 

0.31 

0.01 

0.32 

0.04 

0.22 

0.06 

0.0400 

- 

- 

- 

0.040 

0.095 

0.416 

0.021 

0.395 

1.252 

317.01 

Over Exploited 

Chhila Nadi 

0815000101917300 

0.07 

0.00 

27,454.66 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chikni Nari 

0815000101930700 

0.06 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.10 

0.01 

- 

- 

- 

- 

- 

0.006 

0.038 

0.004 

0.034 

0.035 

102.59 

Over Exploited 

Dalji Ki Dhani 

0815000101927800 

0.06 

0.12 

5.03 

0.12 

- 

0.12 

0.04 

0.22 

0.02 

0.0100 

- 

- 

- 

0.010 

0.033 

0.157 

0.008 

0.150 

0.184 

122.84 

Over Exploited 

Dasori 

0803000400543300 

0.10 

0.04 

- 

0.04 

- 

0.04 

0.01 

0.05 

0.01 

- 

- 

- 

- 

- 

0.008 

0.044 

0.004 

0.039 

0.022 

56.17 

Safe 

Daya Kor 

0815000101930500 

0.06 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.002 

0.010 

0.001 

0.009 

0.076 

873.22 

Over Exploited 

Daya Sagar 

0815000101921100 

0.06 

0.00 

6,035.27 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.047 

1,319.58 

Over Exploited 

Dedisara 

0815000101922100 

0.08 

0.02 

108.72 

0.03 

- 

0.03 

0.02 

0.09 

0.00 

- 

- 

- 

- 

- 

0.005 

0.034 

0.002 

0.032 

0.042 

130.35 

Over Exploited 



0.06 

0.03 

26.59 

0.04 

- 

0.04 

0.02 

0.13 

0.01 

- 

- 

- 

- 

- 

0.006 

0.047 

0.002 

0.045 

0.065 

144.71 

Over Exploited 

Degawari 

0815000101913600 

0.07 

0.00 

1,090.02 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0056 

0.0080 

- 

0.014 

0.014 

0.027 

0.001 

0.025 

0.005 

19.73 

Safe 



0.07 

0.54 

(0.95) 

0.53 

- 

0.53 

0.03 

0.21 

0.10 

- 

- 

- 

- 

- 

0.103 

0.638 

0.032 

0.606 

0.074 

12.25 

Safe 

Deriyon Ki Dhani 

0815000101927500 

0.06 

0.18 

(46.45) 

0.14 

- 

0.14 

0.04 

0.22 

0.03 

0.0100 

- 

- 

- 

0.010 

0.044 

0.186 

0.009 

0.176 

0.226 

128.22 

Over Exploited 

Dhadharwala 

0815000101917100 

0.07 

0.07 

(76.71) 

0.05 

- 

0.05 

0.02 

0.12 

0.02 

- 

- 

- 

- 

- 

0.015 

0.069 

0.003 

0.065 

0.017 

25.77 

Safe 

Dholasar 

0815000101919500 

0.08 

0.22 

- 

0.22 

0.01 

0.23 

0.02 

0.14 

0.04 

0.0300 

- 

- 

- 

0.030 

0.071 

0.300 

0.030 

0.270 

0.736 

272.91 

Over Exploited 

Dumaderi(khanpur) 

0815000101928000 

0.06 

0.13 

81.42 

0.16 

- 

0.16 

0.04 

0.22 

0.02 

- 

- 

- 

- 

- 

0.025 

0.181 

0.009 

0.172 

0.089 

51.54 

Safe 

Eka Bhatiyan 

0815000101921600 

0.08 

0.00 

4,375.30 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.027 

1,251.10 

Over Exploited 



0.06 

0.07 

316.45 

0.09 

- 

0.09 

0.03 

0.20 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.110 

0.006 

0.105 

0.285 

272.45 

Over Exploited 

Gadna 

0815000101911400 

0.07 

0.47 

119.04 

0.56 

0.28 

0.84 

0.03 

0.19 

0.09 

- 

0.1584 

0.2238 

0.008 

0.390 

0.480 

1.318 

0.066 

1.252 

0.070 

5.61 

Safe 



0.07 

0.00 

########## 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gajja 

0815000101921700 

0.06 

0.13 

247.84 

0.16 

0.01 

0.17 

0.04 

0.22 

0.02 

0.0200 

- 

- 

- 

0.020 

0.045 

0.213 

0.011 

0.202 

0.467 

231.23 

Over Exploited 

Ganesh Nagar 

0815000101912800 

0.07 

0.30 

52.13 

0.36 

- 

0.36 

0.04 

0.24 

0.06 

- 

- 

- 

- 

- 

0.061 

0.422 

0.021 

0.400 

0.047 

11.82 

Safe 



0.07 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ghator 

0815000101909500 

0.07 

0.01 

1,072.53 

0.01 

0.06 

0.07 

0.00 

0.02 

0.00 

- 

0.0371 

0.0419 

- 

0.079 

0.081 

0.147 

0.007 

0.140 

0.013 

9.39 

Safe 



0.15 

0.44 

437.50 

0.52 

0.27 

0.79 

0.02 

0.09 

0.08 

- 

0.1774 

0.2006 

- 

0.378 

0.461 

1.253 

0.063 

1.190 

0.063 

5.28 

Safe 



0.15 

0.18 

789.20 

0.22 

- 

0.22 

0.01 

0.06 

0.03 

- 

- 

- 

- 

- 

0.035 

0.254 

0.013 

0.241 

0.041 

16.86 

Safe 



0.15 

0.01 

4,121.85 

0.01 

0.03 

0.04 

0.00 

0.01 

0.00 

- 

0.0225 

0.0254 

- 

0.048 

0.049 

0.092 

0.005 

0.087 

0.008 

9.15 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 






Non-command 

Non-command 

Younger Alluvium 

7.142 

0.72 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.77 

0.48 

0.00 

0.012 

0.02 

0.02 


Godarli 

0815000101915600 

55.174 

Fresh 

IGNP Canal System Stage II 

Command 

Bilara Limestone 

10.028 

-0.19 

0.040 

0.05 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.19 

0.017 

0.03 

0.05 






Non-command 

Non-command 

Bilara Limestone 

45.146 

-0.19 

0.040 

0.25 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.89 

0.077 

0.15 

0.24 


Gopa 

0815000101920400 

8.040 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

8.040 

1.68 

0.040 

0.16 

0.01 

0.00 

0.00 

0.00 

0.69 

0.43 

0.61 

0.014 

0.19 

0.30 


Hanuman Sagar 

0815000101916700 

32.540 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.510 

0.56 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.00 

0.01 







Non-command 

Vindhyan Sandstone 

32.029 

0.56 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.56 

0.34 

0.01 

0.055 

0.21 

0.35 


Hindal Gol 

0815000101915300 

20.082 

Fresh 

IGNP Canal System Stage II 

Command 

Bilara Limestone 

11.506 

0.12 

0.040 

0.02 

0.00 

0.03 

0.04 

0.00 

0.00 

0.00 

0.05 

0.020 

0.11 

0.17 






Non-command 

Non-command 

Bilara Limestone 

6.203 

0.12 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.02 

0.011 

0.06 

0.09 







Non-command 

Vindhyan Sandstone 

2.372 

0.12 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.004 

0.02 

0.04 


Hopardi 

0815000101921200 

45.164 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

41.031 

3.38 

0.040 

0.34 

0.02 

0.00 

0.00 

0.00 

5.87 

3.69 

1.24 

0.084 

0.17 

0.27 


Jagariya 

0815000101920000 

23.709 

Fresh 

IGNP Canal System Stage II 

Command 

Bilara Limestone 

10.724 

-0.01 

0.040 

0.04 

0.00 

0.02 

0.04 

0.00 

0.00 

0.00 

0.12 

0.018 

0.08 

0.13 






Non-command 

Non-command 

Bilara Limestone 

10.909 

-0.01 

0.040 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.019 

0.09 

0.14 







Non-command 

Vindhyan Sandstone 

2.076 

-0.01 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.004 

0.02 

0.03 


Jaimala 

0815000101914400 

54.149 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

11.197 

0.90 

0.040 

0.04 

0.00 

0.00 

0.00 

0.01 

0.43 

0.27 

0.15 

0.019 

0.04 

0.06 







Non-command 

Vindhyan Sandstone 

8.589 

0.90 

0.030 

0.04 

0.00 

0.00 

0.00 

0.00 

0.27 

0.17 

0.13 

0.015 

0.03 

0.05 


Jalora 

0815000101928100 

33.530 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

30.667 

0.22 

0.040 

0.05 

0.00 

0.00 

0.00 

0.00 

0.32 

0.20 

0.12 

0.063 

0.17 

0.27 


Jamba 

0815000101915900 

18.642 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

7.143 

-0.18 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.012 

0.07 

0.12 


Jamba Ki Dhani 

0815000101916000 

33.710 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

32.306 

0.64 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.85 

0.53 

0.00 

0.055 

0.19 

0.30 


Jhardeji Ki Bhakri 

0815000101928400 

17.717 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

12.773 

0.30 

0.040 

0.04 

0.00 

0.00 

0.00 

0.00 

0.19 

0.12 

0.13 

0.026 

0.14 

0.22 


Jor 

0815000101915400 

11.303 

Fresh 

IGNP Canal System Stage II 

Command 

Bilara Limestone 

4.432 

-0.09 

0.040 

0.01 

0.00 

0.01 

0.02 

0.00 

0.00 

0.00 

0.03 

0.008 

0.07 

0.12 






Non-command 

Non-command 

Bilara Limestone 

5.513 

-0.09 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.009 

0.09 

0.15 







Non-command 

Vindhyan Sandstone 

1.359 

-0.09 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.02 

0.04 


Junejo Ki Dhani 

0815000101922000 

19.036 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

19.036 

0.57 

0.040 

0.07 

0.00 

0.00 

0.00 

0.00 

0.50 

0.31 

0.22 

0.039 

0.19 

0.30 


Kalathal 

0815000101916300 

20.285 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

18.874 

0.65 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.50 

0.31 

0.01 

0.032 

0.19 

0.30 







Non-command 

Vindhyan Sandstone 

1.412 

0.65 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.002 

0.01 

0.02 


Kalran 

0815000101921300 

12.471 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

4.837 

3.62 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

1.43 

0.90 

0.12 

0.010 

0.07 

0.12 







Non-command 

Vindhyan Sandstone 

7.634 

3.62 

0.040 

0.07 

0.00 

0.00 

0.00 

0.00 

1.18 

0.74 

0.25 

0.016 

0.11 

0.18 


Kalrawa Bera 

0815000101913200 

30.066 

Fresh 

IGNP Canal System Stage II 

Command 

Bilara Limestone 

0.021 

1.06 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Bilara Limestone 

29.649 

1.06 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

1.27 

0.79 

0.00 

0.050 

0.19 

0.31 


Kalyan Singh Seer 

0815000101912100 

17.071 

Fresh 

IGNP Canal System Stage II 

Command 

Bilara Limestone 

8.536 

0.53 

0.040 

0.00 

0.00 

0.01 

0.02 

0.00 

0.15 

0.09 

0.00 

0.015 

0.10 

0.16 






Non-command 

Non-command 

Bilara Limestone 

0.006 

0.53 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kanasar 

0815000101909000 

56.755 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.151 

0.13 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kanasariya 

0815000101919600 

7.514 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

7.514 

0.08 

0.040 

0.06 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.21 

0.013 

0.19 

0.30 


Khajoosar 

0815000101918000 

12.303 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.825 

0.62 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.01 

0.02 


Khajora 

0803000400545300 

20.285 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.575 

-0.03 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 


Khara 

0815000101920800 

48.063 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.683 

2.37 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.10 

0.01 

0.003 

0.01 

0.01 


Khariya Kansingh 

0815000101917800 

8.482 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.123 

0.53 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Kheechan 

0815000101919700 

53.518 

Fresh 

IGNP Canal System Stage II 

Command 

Bilara Limestone 

2.005 

0.25 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.05 

0.004 

0.01 

0.01 






Non-command 

Non-command 

Bilara Limestone 

51.496 

0.25 

0.080 

0.38 

0.02 

0.00 

0.00 

0.00 

1.38 

0.87 

1.39 

0.106 

0.18 

0.29 







Non-command 

Vindhyan Sandstone 

0.017 

0.25 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kheerwa 

0815000101913800 

51.359 

Fresh 

IGNP Canal System Stage II 

Command 

Bilara Limestone 

38.438 

0.42 

0.040 

0.09 

0.01 

0.10 

0.15 

0.01 

0.46 

0.29 

0.26 

0.065 

0.14 

0.22 






Non-command 

Non-command 

Bilara Limestone 

12.283 

0.42 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.23 

0.15 

0.09 

0.021 

0.04 

0.07 







Non-command 

Vindhyan Sandstone 

0.638 

0.42 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.00 

0.00 


Khengasar 

0815000101916600 

55.441 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

4.122 

0.49 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.007 

0.02 

0.03 







Non-command 

Vindhyan Sandstone 

36.429 

0.49 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.55 

0.34 

0.00 

0.062 

0.14 

0.23 


Koloo Pabuji 

0815000101929600 

21.190 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.761 

0.12 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.01 

0.01 


Kundal 

0815000101920600 

26.237 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

26.237 

2.81 

0.080 

0.33 

0.02 

0.00 

0.00 

0.02 

6.20 

3.90 

1.26 

0.054 

0.19 

0.30 


Lordiyan 

0815000101921800 

29.412 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

29.412 

0.57 

0.040 

0.33 

0.02 

0.00 

0.00 

0.00 

0.98 

0.62 

1.24 

0.060 

0.19 

0.30 


Lumbaniya 

0815000101909400 

10.700 

Fresh 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.253 

-0.04 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 






Non-command 

Non-command 

Younger Alluvium 

1.320 

-0.04 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.02 

0.04 





Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

4.657 

-0.04 

0.150 

0.00 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.00 

0.008 

0.08 

0.13 






Non-command 

Non-command 

Younger Alluvium 

4.469 

-0.04 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.008 

0.08 

0.13 


Lumbasar 

0815000101916800 

42.314 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

20.078 

0.39 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.25 

0.15 

0.00 

0.034 

0.10 

0.17 


Malamsingh Ki Seer 

0815000101912200 

15.347 

Fresh 

IGNP Canal System Stage II 

Command 

Bilara Limestone 

0.860 

0.75 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.01 

0.02 






Non-command 

Non-command 

Bilara Limestone 

2.061 

0.75 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.004 

0.03 

0.04 


Malar 

0815000101915500 

26.751 

Fresh 

IGNP Canal System Stage II 

Command 

Bilara Limestone 

16.055 

-0.16 

0.040 

0.05 

0.01 

0.04 

0.06 

0.00 

0.00 

0.00 

0.15 

0.027 

0.11 

0.18 






Non-command 

Non-command 

Bilara Limestone 

10.696 

-0.16 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.018 

0.07 

0.12 


Manchitiya 

0815000101909300 

35.704 

Fresh 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

1.031 

-0.37 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.01 





Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

4.537 

-0.37 

0.120 

0.00 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.00 

0.008 

0.02 

0.04 







Command 

Younger Alluvium 

30.136 

-0.37 

0.150 

0.02 

0.00 

0.10 

0.12 

0.00 

0.00 

0.00 

0.00 

0.051 

0.16 

0.26 


Mandli 

0815000101909100 

26.677 

Fresh 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

8.103 

-0.02 

0.150 

0.00 

0.00 

0.03 

0.03 

0.00 

0.00 

0.00 

0.00 

0.014 

0.06 

0.09 





Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

14.166 

-0.02 

0.150 

0.01 

0.00 

0.05 

0.05 

0.00 

0.00 

0.00 

0.00 

0.024 

0.10 

0.16 






Non-command 

Non-command 

Younger Alluvium 

0.005 

-0.02 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mandor ( Dara Ka Ba 

0815000101913500 

22.281 

Fresh 

IGNP Canal System Stage II 

Command 

Bilara Limestone 

19.846 

0.57 

0.040 

0.01 

0.00 

0.03 

0.04 

0.00 

0.40 

0.25 

0.00 

0.034 

0.17 

0.27 






Non-command 

Non-command 

Bilara Limestone 

2.435 

0.57 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.00 

0.004 

0.02 

0.03 


Matol 

0815000101916400 

19.003 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

2.095 

0.72 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.004 

0.02 

0.04 







Non-command 

Vindhyan Sandstone 

4.872 

0.72 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.00 

0.008 

0.05 

0.09 


Maya Koriya 

0815000101920500 

13.260 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

12.152 

1.57 

0.040 

0.06 

0.00 

0.00 

0.00 

0.00 

0.82 

0.52 

0.19 

0.021 

0.17 

0.27 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.15 

0.02 

2,863.54 

0.02 

- 

0.02 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.003 

0.023 

0.001 

0.022 

0.012 

56.41 

Safe 

Godarli 

081500010191560C 

0.07 

0.02 

- 

0.02 

0.03 

0.06 

0.01 

0.04 

0.00 

0.0100 

0.0193 

0.0272 

0.001 

0.058 

0.062 

0.120 

0.012 

0.108 

0.211 

196.08 

Over Exploited 



0.07 

0.48 

- 

0.48 

0.01 

0.50 

0.03 

0.18 

0.09 

0.0300 

- 

- 

0.003 

0.033 

0.125 

0.621 

0.062 

0.559 

0.963 

172.22 

Over Exploited 

Gopa 

0815000101920400 

0.07 

0.11 

311.37 

0.13 

0.01 

0.14 

0.04 

0.22 

0.02 

0.0200 

- 

- 

0.001 

0.021 

0.041 

0.179 

0.009 

0.170 

0.619 

364.80 

Over Exploited 

Hanuman Sagar 

0815000101916700 

0.07 

0.00 

5,693.05 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.07 

0.47 

(28.17) 

0.38 

- 

0.38 

0.05 

0.25 

0.10 

- 

- 

- 

- 

- 

0.101 

0.476 

0.024 

0.453 

0.067 

14.71 

Safe 

Hindal Gol 

0815000101915300 

0.07 

0.09 

(103.01) 

0.07 

0.08 

0.15 

0.02 

0.13 

0.02 

0.0100 

0.0442 

0.0625 

0.005 

0.121 

0.138 

0.286 

0.014 

0.272 

0.074 

27.10 

Safe 



0.07 

0.03 

(7.29) 

0.02 

0.00 

0.03 

0.01 

0.07 

0.00 

- 

- 

- 

0.004 

0.004 

0.008 

0.034 

0.002 

0.032 

0.033 

100.55 

Over Exploited 



0.07 

0.00 

44.16 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.016 

330.51 

Over Exploited 

Hopardi 

0815000101921200 

0.06 

0.42 

779.58 

0.50 

0.02 

0.52 

0.03 

0.20 

0.08 

0.0500 

- 

- 

0.001 

0.051 

0.131 

0.654 

0.033 

0.622 

1.326 

213.33 

Over Exploited 

Jagariya 

0815000101920000 

0.07 

0.06 

- 

0.06 

0.06 

0.13 

0.02 

0.10 

0.01 

0.0100 

0.0309 

0.0582 

0.001 

0.101 

0.113 

0.241 

0.024 

0.217 

0.137 

63.38 

Safe 



0.07 

0.07 

- 

0.07 

0.00 

0.07 

0.02 

0.10 

0.01 

0.0100 

- 

- 

0.007 

0.017 

0.029 

0.100 

0.010 

0.090 

0.149 

165.46 

Over Exploited 



0.07 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.028 

1,079.32 

Over Exploited 

Jaimala 

0815000101914400 

0.07 

0.03 

797.60 

0.04 

0.01 

0.04 

0.01 

0.05 

0.01 

0.0100 

- 

- 

0.011 

0.021 

0.027 

0.070 

0.004 

0.067 

0.170 

254.65 

Over Exploited 



0.07 

0.02 

849.59 

0.02 

0.00 

0.02 

0.01 

0.04 

0.00 

- 

- 

- 

0.001 

0.001 

0.004 

0.026 

0.001 

0.025 

0.147 

588.49 

Over Exploited 

Jalora 

0815000101928100 

0.06 

0.32 

(37.30) 

0.25 

- 

0.25 

0.03 

0.21 

0.06 

- 

- 

- 

- 

- 

0.060 

0.314 

0.016 

0.298 

0.182 

61.05 

Safe 

Jamba 

0815000101915900 

0.07 

0.04 

- 

0.04 

- 

0.04 

0.01 

0.09 

0.01 

- 

- 

- 

- 

- 

0.007 

0.044 

0.004 

0.039 

0.044 

112.23 

Over Exploited 

Jamba Ki Dhani 

0815000101916000 

0.07 

0.42 

25.17 

0.51 

- 

0.51 

0.04 

0.22 

0.08 

- 

- 

- 

- 

- 

0.082 

0.589 

0.029 

0.559 

0.055 

9.84 

Safe 

Jhardeji Ki Bhakri 

0815000101928400 

0.06 

0.10 

17.01 

0.12 

0.00 

0.12 

0.03 

0.16 

0.02 

- 

- 

- 

0.002 

0.002 

0.022 

0.145 

0.007 

0.137 

0.156 

113.68 

Over Exploited 

Jor 

0815000101915400 

0.07 

0.02 

- 

0.02 

0.03 

0.05 

0.01 

0.09 

0.00 

- 

0.0170 

0.0241 

- 

0.041 

0.045 

0.097 

0.010 

0.088 

0.040 

45.13 

Safe 



0.07 

0.04 

- 

0.04 

- 

0.04 

0.02 

0.11 

0.01 

- 

- 

- 

- 

- 

0.007 

0.042 

0.004 

0.038 

0.052 

138.82 

Over Exploited 



0.07 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.014 

624.44 

Over Exploited 

Junejo Ki Dhani 

0815000101922000 

0.06 

0.21 

47.08 

0.26 

- 

0.26 

0.04 

0.22 

0.04 

0.0100 

- 

- 

- 

0.010 

0.051 

0.307 

0.015 

0.292 

0.255 

87.38 

Semi Critical 

Kalathal 

0815000101916300 

0.07 

0.25 

25.84 

0.30 

- 

0.30 

0.04 

0.23 

0.05 

- 

- 

- 

- 

- 

0.050 

0.347 

0.017 

0.330 

0.043 

13.08 

Safe 



0.07 

0.00 

1,134.54 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.002 

130.32 

Over Exploited 

Kalran 

0815000101921300 

0.08 

0.03 

3,100.15 

0.03 

- 

0.03 

0.01 

0.09 

0.01 

- 

- 

- 

- 

- 

0.005 

0.039 

0.002 

0.037 

0.128 

344.66 

Over Exploited 



0.06 

0.05 

1,307.13 

0.06 

- 

0.06 

0.02 

0.14 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.083 

0.004 

0.079 

0.264 

334.44 

Over Exploited 

Kalrawa Bera 

0815000101913200 

0.07 

0.00 

242,418.82 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.40 

98.27 

0.48 

- 

0.48 

0.04 

0.23 

0.08 

- 

- 

- 

- 

- 

0.079 

0.559 

0.028 

0.531 

0.050 

9.51 

Safe 

Kalyan Singh Seer 

0815000101912100 

0.07 

0.06 

63.50 

0.07 

0.03 

0.10 

0.02 

0.12 

0.01 

- 

0.0164 

0.0232 

- 

0.040 

0.051 

0.149 

0.007 

0.141 

0.015 

10.29 

Safe 



0.07 

0.00 

314,918.65 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kanasar 

0815000101909000 

0.15 

0.00 

10,302.62 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0006 

0.0008 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

11.23 

Safe 

Kanasariya 

0815000101919600 

0.07 

0.10 

(45.57) 

0.08 

- 

0.08 

0.04 

0.22 

0.02 

0.0100 

- 

- 

- 

0.010 

0.029 

0.108 

0.005 

0.102 

0.218 

213.04 

Over Exploited 

Khajoosar 

0815000101918000 

0.07 

0.00 

999.86 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

124.15 

Over Exploited 

Khajora 

0803000400545300 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.003 

0.000 

0.003 

- 

- 

Safe 

Khara 

0815000101920800 

0.06 

0.00 

14,952.36 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.014 

1,647.31 

Over Exploited 

Khariya Kansingh 

0815000101917800 

0.07 

0.00 

4,352.39 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kheechan 

0815000101919700 

0.08 

0.00 

2,323.74 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0039 

0.0054 

- 

0.009 

0.010 

0.017 

0.001 

0.017 

0.054 

326.18 

Over Exploited 



0.08 

0.74 

17.18 

0.87 

0.02 

0.89 

0.03 

0.21 

0.14 

0.0500 

- 

- 

0.007 

0.057 

0.198 

1.092 

0.055 

1.038 

1.492 

143.76 

Over Exploited 



0.06 

0.00 

162,953.65 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kheerwa 

0815000101913800 

0.07 

0.38 

(23.84) 

0.30 

0.27 

0.57 

0.03 

0.17 

0.07 

0.0300 

0.1477 

0.2088 

0.012 

0.399 

0.470 

1.044 

0.052 

0.991 

0.324 

32.72 

Safe 



0.07 

0.04 

281.57 

0.05 

- 

0.05 

0.01 

0.05 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.064 

0.003 

0.060 

0.107 

176.94 

Over Exploited 



0.07 

0.00 

4,699.75 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

790.51 

Over Exploited 

Khengasar 

0815000101916600 

0.07 

0.00 

972.11 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.007 

114.94 

Over Exploited 



0.07 

0.36 

(5.59) 

0.34 

- 

0.34 

0.03 

0.17 

0.07 

- 

- 

- 

- 

- 

0.075 

0.411 

0.021 

0.390 

0.062 

15.89 

Safe 

Koloo Pabuji 

0815000101929600 

0.06 

0.00 

642.57 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.013 

3,075.39 

Over Exploited 

Kundal 

0815000101920600 

0.08 

0.39 

890.98 

0.47 

0.04 

0.51 

0.04 

0.22 

0.07 

0.0500 

- 

- 

0.024 

0.074 

0.149 

0.657 

0.033 

0.624 

1.314 

210.51 

Over Exploited 

Lordiyan 

0815000101921800 

0.06 

0.33 

86.89 

0.40 

0.02 

0.42 

0.04 

0.22 

0.06 

0.0500 

- 

- 

0.002 

0.052 

0.114 

0.533 

0.027 

0.506 

1.302 

257.45 

Over Exploited 

Lumbaniya 

0815000101909400 

0.15 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0012 

0.0014 

- 

0.003 

0.003 

0.005 

0.000 

0.004 

0.000 

10.32 

Safe 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.005 

0.002 

44.77 

Safe 



0.15 

0.06 

- 

0.06 

0.03 

0.09 

0.02 

0.10 

0.01 

- 

0.0224 

0.0253 

- 

0.048 

0.059 

0.151 

0.015 

0.136 

0.008 

5.84 

Safe 



0.15 

0.05 

- 

0.05 

- 

0.05 

0.02 

0.10 

0.01 

- 

- 

- 

- 

- 

0.010 

0.064 

0.006 

0.058 

0.008 

13.23 

Safe 

Lumbasar 

0815000101916800 

0.07 

0.14 

2.53 

0.15 

- 

0.15 

0.02 

0.13 

0.03 

- 

- 

- 

- 

- 

0.033 

0.180 

0.009 

0.171 

0.034 

19.98 

Safe 

Malamsingh Ki Seer 

0815000101912200 

0.07 

0.00 

2,065.09 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0017 

0.0023 

- 

0.004 

0.004 

0.008 

0.000 

0.007 

0.001 

19.88 

Safe 



0.07 

0.00 

912.78 

0.00 

- 

0.00 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.004 

69.63 

Safe 

Malar 

0815000101915500 

0.07 

0.13 

- 

0.13 

0.12 

0.24 

0.02 

0.13 

0.02 

0.0200 

0.0617 

0.0872 

0.001 

0.170 

0.194 

0.437 

0.044 

0.393 

0.178 

45.36 

Safe 



0.07 

0.06 

- 

0.06 

- 

0.06 

0.01 

0.09 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.077 

0.008 

0.069 

0.126 

182.81 

Over Exploited 

Manchitiya 

0815000101909300 

0.15 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0050 

0.0056 

- 

0.011 

0.011 

0.019 

0.002 

0.017 

0.002 

10.20 

Safe 



0.10 

0.01 

- 

0.01 

0.03 

0.04 

0.00 

0.03 

0.00 

- 

0.0218 

0.0246 

- 

0.046 

0.049 

0.093 

0.009 

0.083 

0.008 

9.27 

Safe 



0.15 

0.74 

- 

0.74 

0.22 

0.95 

0.03 

0.19 

0.14 

- 

0.1448 

0.1637 

- 

0.309 

0.452 

1.407 

0.141 

1.266 

0.051 

4.05 

Safe 

Mandli 

0815000101909100 

0.15 

0.07 

- 

0.07 

0.06 

0.13 

0.01 

0.07 

0.01 

- 

0.0389 

0.0440 

- 

0.083 

0.097 

0.226 

0.023 

0.204 

0.014 

6.78 

Safe 



0.15 

0.22 

- 

0.22 

0.10 

0.32 

0.02 

0.12 

0.04 

- 

0.0681 

0.0769 

- 

0.145 

0.187 

0.506 

0.051 

0.455 

0.024 

5.30 

Safe 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mandor ( Dara Ka Ba 

0815000101913500 

0.07 

0.24 

4.22 

0.25 

0.07 

0.31 

0.03 

0.20 

0.05 

- 

0.0381 

0.0539 

- 

0.092 

0.138 

0.450 

0.023 

0.428 

0.034 

7.90 

Safe 



0.07 

0.00 

869.12 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.004 

87.76 

Semi Critical 

Matol 

0815000101916400 

0.07 

0.00 

1,005.62 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.004 

0.004 

79.33 

Semi Critical 



0.07 

0.02 

256.96 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.004 

0.026 

0.001 

0.024 

0.008 

34.11 

Safe 

Maya Koriya 

0815000101920500 

0.07 

0.15 

253.17 

0.18 

0.00 

0.18 

0.03 

0.20 

0.03 

0.0100 

- 

- 

0.001 

0.011 

0.039 

0.214 

0.011 

0.204 

0.215 

105.36 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Vindhyan Sandstone 

1.108 

1.57 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.02 

0.002 

0.02 

0.02 


Megwalon Ki Dhani 

081500010192790C 

7.672 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

7.672 

0.40 

0.040 

0.05 

0.00 

0.00 

0.00 

0.00 

0.17 

0.11 

0.17 

0.016 

0.19 

0.30 


Mohra 

081500010191990C 

10.752 

Fresh 

IGNP Canal System Stage II 

Command 

Bilara Limestone 

7.481 

-0.02 

0.040 

0.16 

0.02 

0.02 

0.03 

0.00 

0.00 

0.00 

0.62 

0.013 

0.13 

0.21 






Non-command 

Non-command 

Bilara Limestone 

3.271 

-0.02 

0.040 

0.07 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.006 

0.06 

0.09 


Mokheri 

081500010192150C 

50.113 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

1.901 

1.58 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.26 

0.16 

0.08 

0.004 

0.01 

0.01 







Non-command 

Vindhyan Sandstone 

48.212 

1.58 

0.040 

0.65 

0.03 

0.00 

0.00 

0.00 

3.68 

2.31 

2.48 

0.099 

0.18 

0.29 


Motai 

081500010191860C 

55.571 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.954 

-0.21 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.00 

0.01 


Naneu 

081500010191940C 

77.931 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

62.943 

-1.41 

0.040 

0.45 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.65 

0.107 

0.15 

0.24 


Narayanpura 

081500010191620C 

27.472 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

21.942 

0.58 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.52 

0.32 

0.00 

0.037 

0.16 

0.26 







Non-command 

Vindhyan Sandstone 

2.703 

0.58 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.005 

0.02 

0.03 


Naya Gaon 

081500010191200C 

23.653 

Fresh 

IGNP Canal System Stage II 

Command 

Bilara Limestone 

0.855 

0.14 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 





Saline 

IGNP Canal System Stage II 

Command 

Bilara Limestone 

1.168 

0.14 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.02 







Command 

Older Alluvium 

18.178 

0.14 

0.120 

0.01 

0.00 

0.05 

0.07 

0.00 

0.20 

0.13 

0.00 

0.031 

0.15 

0.24 


Nokh 

0816000202048100 

145.195 

Fresh 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

3.172 

-0.45 

0.150 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.002 

0.00 

0.01 






Non-command 

Non-command 

Younger Alluvium 

0.335 

-0.45 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Paboo Chhawara 

0815000101928500 

45.418 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

17.133 

0.78 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.55 

0.35 

0.04 

0.035 

0.07 

0.11 


Pabupura 

0815000101916100 

12.538 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

5.427 

0.49 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.00 

0.009 

0.09 

0.14 


Paleena 

0815000101919200 

64.014 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

1.613 

-0.43 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.003 

0.00 

0.01 


Pashchimi Dhani 

0815000101930800 

12.333 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

4.447 

-0.02 

0.040 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.009 

0.07 

0.11 


Phalodi 

0815000101919800 

3.643 

Fresh 

IGNP Canal System Stage II 

Command 

Bilara Limestone 

3.643 

-0.02 

0.080 

0.26 

0.04 

0.01 

0.01 

0.00 

0.00 

0.00 

1.02 

0.007 

0.19 

0.30 


Phalodi (M) 

0815000141501000 

64.835 

Fresh 

IGNP Canal System Stage II 

Command 

Bilara Limestone 

26.388 

0.91 

0.080 

0.22 

0.00 

0.04 

0.05 

0.00 

2.04 

1.28 

0.00 

0.655 

0.08 

0.12 






Non-command 

Non-command 

Bilara Limestone 

28.892 

0.91 

0.080 

0.24 

0.00 

0.00 

0.00 

0.01 

2.32 

1.46 

0.00 

0.717 

0.08 

0.13 







Non-command 

Vindhyan Sandstone 

9.555 

0.91 

0.040 

0.08 

0.00 

0.00 

0.00 

0.00 

0.43 

0.27 

0.00 

0.237 

0.03 

0.04 


Raika Bagh 

0815000101918300 

7.235 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

4.567 

0.14 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.008 

0.12 

0.20 


Rampura 

0815000101910800 

13.817 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.131 

0.49 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Vindhyan Sandstone 

2.228 

0.49 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.05 

0.004 

0.03 

0.05 


Raneri 

0815000101910700 

40.705 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.499 

0.33 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.00 

0.00 







Non-command 

Vindhyan Sandstone 

4.173 

0.33 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.05 

0.007 

0.02 

0.03 


Rawra 

0815000101909600 

37.375 

Fresh 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

2.078 

0.48 

0.030 

0.00 

0.00 

0.01 

0.01 

0.00 

0.02 

0.01 

0.00 

0.004 

0.01 

0.02 







Command 

Younger Alluvium 

6.981 

0.48 

0.150 

0.00 

0.00 

0.02 

0.03 

0.00 

0.46 

0.29 

0.00 

0.012 

0.04 

0.06 


Reen 

0815000101913700 

18.135 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

18.135 

-0.10 

0.040 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.031 

0.19 

0.30 


Roopana Jaitana 

0815000101927300 

18.700 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

3.047 

0.05 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.12 

0.006 

0.03 

0.05 


Sadawata 

0815000101920300 

16.220 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

16.220 

1.52 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

2.06 

1.30 

0.34 

0.033 

0.19 

0.30 


Sanguri 

0815000101914300 

13.925 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

13.242 

0.55 

0.030 

0.05 

0.00 

0.00 

0.00 

0.00 

0.27 

0.17 

0.16 

0.023 

0.18 

0.28 


Sanwara Gaon 

0815000101909200 

15.234 

Fresh 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

1.448 

-0.67 

0.150 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.00 

0.002 

0.02 

0.03 






Non-command 

Non-command 

Younger Alluvium 

2.381 

-0.67 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.03 

0.05 





Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.004 

-0.67 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Younger Alluvium 

0.004 

-0.67 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sanwreej 

0815000101928600 

36.049 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

3.902 

1.63 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.17 

0.03 

0.008 

0.02 

0.03 


Saranpura 

0815000101913400 

27.110 

Fresh 

IGNP Canal System Stage II 

Command 

Bilara Limestone 

5.169 

0.64 

0.040 

0.00 

0.00 

0.01 

0.01 

0.00 

0.12 

0.07 

0.00 

0.009 

0.04 

0.06 






Non-command 

Non-command 

Bilara Limestone 

21.941 

0.64 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.58 

0.37 

0.02 

0.037 

0.15 

0.25 


Seora 

0803000400534600 

263.927 

Fresh 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.426 

-0.26 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Younger Alluvium 

3.836 

-0.26 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage II 

Command 

Older Alluvium 

52.023 

-0.26 

0.080 

0.00 

0.00 

0.07 

0.10 

0.00 

0.00 

0.00 

0.00 

0.000 

0.04 

0.07 







Command 

Vindhyan Sandstone 

11.085 

-0.26 

0.030 

0.00 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Command 

Younger Alluvium 

13.323 

-0.26 

0.100 

0.00 

0.00 

0.02 

0.03 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 






Non-command 

Non-command 

Younger Alluvium 

15.239 

-0.26 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Shaitan Singh Nagar 

0815000101922300 

36.257 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

19.061 

-0.13 

0.080 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.039 

0.10 

0.16 







Non-command 

Vindhyan Sandstone 

0.145 

-0.13 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Shekhasar 

0815000101914100 

50.641 

Fresh 

IGNP Canal System Stage II 

Command 

Vindhyan Sandstone 

8.053 

0.59 

0.030 

0.01 

0.00 

0.02 

0.03 

0.00 

0.10 

0.06 

0.02 

0.014 

0.03 

0.05 






Non-command 

Non-command 

Vindhyan Sandstone 

42.210 

0.59 

0.030 

0.06 

0.00 

0.00 

0.00 

0.01 

0.80 

0.50 

0.13 

0.072 

0.16 

0.25 


Shree Surpura 

0815000101913300 

8.517 

Fresh 

IGNP Canal System Stage II 

Command 

Bilara Limestone 

0.143 

0.63 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 






Non-command 

Non-command 

Bilara Limestone 

8.374 

0.63 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.13 

0.00 

0.014 

0.19 

0.30 


Sihar Roopawaton Ki 

0815000101927700 

2.589 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

2.589 

0.21 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.005 

0.19 

0.30 


Siwandi 

0815000101915700 

16.301 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

16.301 

-0.76 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.028 

0.19 

0.30 


Soda Dhara 

0815000101912300 

75.997 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

6.385 

1.12 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.17 

0.00 

0.011 

0.02 

0.03 


Sonanda 

0815000101914000 

50.119 

Fresh 

IGNP Canal System Stage II 

Command 

Bilara Limestone 

4.510 

0.52 

0.040 

0.01 

0.00 

0.01 

0.02 

0.00 

0.07 

0.05 

0.01 

0.008 

0.02 

0.03 







Command 

Vindhyan Sandstone 

17.149 

0.52 

0.030 

0.02 

0.00 

0.05 

0.07 

0.01 

0.17 

0.11 

0.02 

0.029 

0.06 

0.10 






Non-command 

Non-command 

Bilara Limestone 

0.347 

0.52 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.00 

0.00 







Non-command 

Vindhyan Sandstone 

28.114 

0.52 

0.030 

0.03 

0.00 

0.00 

0.00 

0.00 

0.47 

0.29 

0.05 

0.048 

0.11 

0.17 


Sri Rampura 

0815000101913100 

16.323 

Fresh 

IGNP Canal System Stage II 

Command 

Bilara Limestone 

0.003 

1.32 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Bilara Limestone 

8.151 

1.32 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.27 

0.00 

0.014 

0.10 

0.16 


Sunda Nagar 

0815000101928200 

7.330 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

4.823 

0.06 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.08 

0.010 

0.12 

0.20 


Thoriyasar 

0815000101912900 

7.216 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

5.338 

1.07 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.14 

0.00 

0.009 

0.15 

0.25 







Non-command 

Vindhyan Sandstone 

0.078 

1.07 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Udaniyon Ki Dhani 

0815000101928700 

39.689 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

2.749 

2.82 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.20 

0.01 

0.006 

0.01 

0.02 


Vishnu Nagar 

0815000101927600 

7.937 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

7.937 

0.06 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.08 

0.016 

0.19 

0.30 

16005044 

Amar Sagar 

0816000102036700 

14.148 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

13.875 

-0.24 

0.030 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.007 

0.17 

0.28 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.07 

0.00 

3,110.10 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.026 

1,614.21 

Over Exploited 

Megwalon Ki Dhani 

081500010192790C 

0.06 

0.09 

24.46 

0.10 

- 

0.10 

0.04 

0.22 

0.02 

0.0100 

- 

- 

- 

0.010 

0.026 

0.130 

0.007 

0.124 

0.181 

146.25 

Over Exploited 

Mohra 

081500010191990C 

0.07 

0.07 

- 

0.07 

0.07 

0.14 

0.02 

0.15 

0.01 

0.0700 

0.0288 

0.0406 

- 

0.139 

0.152 

0.290 

0.029 

0.261 

0.629 

241.06 

Over Exploited 



0.07 

0.01 

- 

0.01 

0.01 

0.02 

0.01 

0.07 

0.00 

0.0300 

- 

- 

- 

0.030 

0.032 

0.056 

0.006 

0.050 

0.276 

551.49 

Over Exploited 

Mokheri 

0815000101921500 

0.08 

0.00 

15,075.00 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.080 

5,597.84 

Over Exploited 



0.06 

0.52 

343.14 

0.63 

0.03 

0.66 

0.03 

0.21 

0.10 

0.0900 

- 

- 

- 

0.090 

0.189 

0.844 

0.042 

0.802 

2.583 

321.98 

Over Exploited 

Motai 

0815000101918600 

0.07 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

673.54 

Over Exploited 

Naneu 

0815000101919400 

0.07 

0.67 

- 

0.67 

0.02 

0.69 

0.03 

0.18 

0.13 

0.0600 

- 

- 

- 

0.060 

0.187 

0.878 

0.088 

0.791 

1.759 

222.52 

Over Exploited 

Narayanpura 

0815000101916200 

0.07 

0.25 

28.13 

0.30 

- 

0.30 

0.03 

0.19 

0.05 

- 

- 

- 

- 

- 

0.050 

0.349 

0.017 

0.331 

0.037 

11.28 

Safe 



0.07 

0.00 

665.24 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.005 

91.56 

Critical 

Naya Gaon 

0815000101912000 

0.07 

0.00 

(194.60) 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0033 

0.0046 

- 

0.008 

0.008 

0.014 

0.001 

0.013 

0.001 

10.99 

Safe 



0.07 

0.00 

(176.06) 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0045 

0.0063 

- 

0.011 

0.011 

0.019 

0.001 

0.018 

0.002 

10.86 

Safe 



0.10 

0.27 

(53.54) 

0.22 

0.12 

0.34 

0.03 

0.18 

0.05 

- 

0.0699 

0.0987 

- 

0.169 

0.223 

0.561 

0.028 

0.533 

0.031 

5.81 

Safe 

Nokh 

0816000202048100 

0.05 

0.00 

- 

0.00 

0.02 

0.02 

0.00 

0.01 

0.00 

- 

0.0122 

0.0172 

- 

0.029 

0.030 

0.051 

0.005 

0.046 

0.002 

3.30 

Safe 



0.05 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Paboo Chhawara 

0815000101928500 

0.06 

0.07 

377.17 

0.09 

- 

0.09 

0.01 

0.08 

0.01 

- 

- 

- 

- 

- 

0.014 

0.101 

0.005 

0.096 

0.078 

81.16 

Semi Critical 

Pabupura 

0815000101916100 

0.07 

0.03 

93.32 

0.04 

0.00 

0.04 

0.02 

0.11 

0.01 

- 

- 

- 

0.002 

0.002 

0.009 

0.050 

0.003 

0.048 

0.009 

19.35 

Safe 

Paleena 

0815000101919200 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.045 

6,822.17 

Over Exploited 

Pashchimi Dhani 

0815000101930800 

0.06 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.032 

0.003 

0.029 

0.171 

597.84 

Over Exploited 

Phalodi 

0815000101919800 

0.08 

0.05 

- 

0.05 

0.06 

0.12 

0.04 

0.22 

0.01 

0.1100 

0.0105 

0.0198 

- 

0.140 

0.151 

0.267 

0.027 

0.240 

1.025 

427.21 

Over Exploited 

Phalodi (M) 

0815000141501000 

0.08 

0.16 

697.87 

0.19 

0.09 

0.28 

0.01 

0.09 

0.03 

- 

0.0507 

0.0717 

0.004 

0.126 

0.156 

0.439 

0.022 

0.417 

0.655 

157.23 

Over Exploited 



0.08 

0.19 

655.81 

0.23 

0.01 

0.24 

0.02 

0.10 

0.04 

- 

- 

- 

0.020 

0.020 

0.057 

0.302 

0.015 

0.287 

0.717 

250.19 

Over Exploited 



0.06 

0.02 

1,592.51 

0.02 

- 

0.02 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.003 

0.022 

0.001 

0.021 

0.237 

1,136.00 

Over Exploited 

Raika Bagh 

0815000101918300 

0.07 

0.04 

(58.49) 

0.03 

- 

0.03 

0.02 

0.15 

0.01 

- 

- 

- 

- 

- 

0.008 

0.039 

0.002 

0.037 

0.008 

20.85 

Safe 

Rampura 

0815000101910800 

0.07 

0.00 

9,741.03 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.00 

462.35 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.006 

0.052 

829.52 

Over Exploited 

Raneri 

0815000101910700 

0.07 

0.00 

4,971.73 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.07 

0.01 

464.14 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.007 

0.055 

738.09 

Over Exploited 

Rawra 

0815000101909600 

0.07 

0.00 

565.29 

0.00 

0.01 

0.02 

0.00 

0.01 

0.00 

- 

0.0080 

0.0113 

- 

0.019 

0.020 

0.035 

0.002 

0.033 

0.004 

10.61 

Safe 



0.15 

0.04 

672.92 

0.04 

0.05 

0.09 

0.01 

0.04 

0.01 

- 

0.0268 

0.0379 

0.001 

0.065 

0.072 

0.163 

0.008 

0.155 

0.012 

7.67 

Safe 

Reen 

0815000101913700 

0.07 

0.24 

- 

0.24 

0.00 

0.24 

0.04 

0.22 

0.05 

- 

- 

- 

0.002 

0.002 

0.047 

0.286 

0.029 

0.258 

0.161 

62.43 

Safe 

Roopana Jaitana 

0815000101927300 

0.06 

0.01 

295.38 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.007 

0.125 

1,677.27 

Over Exploited 

Sadawata 

0815000101920300 

0.08 

0.24 

433.79 

0.29 

0.00 

0.29 

0.04 

0.22 

0.05 

0.0100 

- 

- 

0.001 

0.011 

0.057 

0.350 

0.017 

0.332 

0.369 

111.13 

Over Exploited 

Sanguri 

0815000101914300 

0.07 

0.17 

1.01 

0.17 

0.00 

0.17 

0.03 

0.21 

0.03 

0.0100 

- 

- 

0.003 

0.013 

0.045 

0.214 

0.011 

0.203 

0.179 

87.84 

Semi Critical 

Sanwara Gaon 

0815000101909200 

0.15 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0070 

0.0079 

- 

0.015 

0.016 

0.030 

0.003 

0.027 

0.002 

9.09 

Safe 



0.15 

0.01 

- 

0.01 

0.00 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

0.001 

0.001 

0.003 

0.015 

0.002 

0.014 

0.004 

29.67 

Safe 



0.15 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sanwreej 

0815000101928600 

0.06 

0.00 

3,381.48 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.006 

0.040 

635.66 

Over Exploited 

Saranpura 

0815000101913400 

0.07 

0.01 

450.88 

0.02 

0.02 

0.03 

0.01 

0.04 

0.00 

- 

0.0099 

0.0140 

- 

0.024 

0.027 

0.059 

0.003 

0.056 

0.009 

15.62 

Safe 



0.07 

0.24 

54.04 

0.28 

- 

0.28 

0.03 

0.18 

0.05 

- 

- 

- 

- 

- 

0.046 

0.330 

0.017 

0.314 

0.059 

18.93 

Safe 

Seora 

0803000400534600 

0.22 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0008 

0.0012 

- 

0.002 

0.002 

0.003 

0.000 

0.003 

- 

- 

Safe 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.001 

0.003 

0.000 

0.003 

- 

- 

Safe 



0.20 

0.41 

- 

0.41 

0.17 

0.58 

0.01 

0.05 

0.09 

- 

0.1000 

0.1413 

- 

0.241 

0.330 

0.915 

0.091 

0.823 

- 

- 

Safe 



0.10 

0.01 

- 

0.01 

0.04 

0.05 

0.00 

0.01 

0.00 

- 

0.0213 

0.0301 

- 

0.051 

0.053 

0.099 

0.010 

0.089 

- 

- 

Safe 



0.22 

0.03 

- 

0.03 

0.04 

0.07 

0.00 

0.01 

0.01 

- 

0.0256 

0.0362 

- 

0.062 

0.068 

0.142 

0.014 

0.128 

- 

- 

Safe 



0.22 

0.04 

- 

0.04 

- 

0.04 

0.00 

0.01 

0.01 

- 

- 

- 

- 

- 

0.008 

0.047 

0.005 

0.043 

- 

- 

Safe 

Shaitan Singh Nagar 

0815000101922300 

0.08 

0.15 

- 

0.15 

- 

0.15 

0.02 

0.12 

0.03 

0.0100 

- 

- 

- 

0.010 

0.039 

0.190 

0.019 

0.171 

0.392 

229.44 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Shekhasar 

0815000101914100 

0.07 

0.02 

284.93 

0.02 

0.05 

0.07 

0.01 

0.04 

0.00 

- 

0.0232 

0.0437 

0.003 

0.070 

0.073 

0.143 

0.007 

0.136 

0.038 

27.74 

Safe 



0.07 

0.46 

9.03 

0.50 

0.01 

0.51 

0.03 

0.19 

0.09 

0.0100 

- 

- 

0.009 

0.019 

0.107 

0.617 

0.031 

0.586 

0.204 

34.77 

Safe 

Shree Surpura 

0815000101913300 

0.07 

0.00 

5,772.96 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

21.07 

Safe 



0.07 

0.11 

18.57 

0.13 

- 

0.13 

0.04 

0.23 

0.02 

- 

- 

- 

- 

- 

0.022 

0.153 

0.008 

0.146 

0.014 

9.78 

Safe 

Sihar Roopawaton Ki 

0815000101927700 

0.06 

0.03 

(30.85) 

0.02 

- 

0.02 

0.04 

0.22 

0.01 

- 

- 

- 

- 

- 

0.006 

0.029 

0.001 

0.027 

0.048 

176.04 

Over Exploited 

Siwandi 

0815000101915700 

0.07 

0.21 

- 

0.21 

- 

0.21 

0.04 

0.22 

0.04 

- 

- 

- 

- 

- 

0.041 

0.255 

0.026 

0.230 

0.125 

54.30 

Safe 

Soda Dhara 

0815000101912300 

0.07 

0.01 

2,162.41 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.002 

0.011 

0.001 

0.010 

0.011 

105.25 

Over Exploited 

Sonanda 

0815000101914000 

0.07 

0.01 

767.10 

0.01 

0.03 

0.04 

0.00 

0.02 

0.00 

- 

0.0173 

0.0245 

- 

0.042 

0.043 

0.079 

0.004 

0.075 

0.019 

24.93 

Safe 



0.07 

0.08 

36.55 

0.09 

0.12 

0.21 

0.01 

0.08 

0.01 

- 

0.0659 

0.0931 

0.008 

0.168 

0.182 

0.393 

0.020 

0.373 

0.053 

14.25 

Safe 



0.07 

0.00 

14,163.81 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.07 

0.21 

41.41 

0.25 

- 

0.25 

0.02 

0.13 

0.04 

0.0100 

- 

- 

- 

0.010 

0.049 

0.298 

0.015 

0.283 

0.096 

33.90 

Safe 

Sri Rampura 

0815000101913100 

0.07 

0.00 

########## 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.06 

370.98 

0.07 

- 

0.07 

0.02 

0.12 

0.01 

- 

- 

- 

- 

- 

0.011 

0.079 

0.004 

0.075 

0.014 

18.45 

Safe 

Sunda Nagar 

0815000101928200 

0.06 

0.04 

(45.50) 

0.03 

- 

0.03 

0.02 

0.15 

0.01 

- 

- 

- 

- 

- 

0.007 

0.036 

0.002 

0.034 

0.086 

253.28 

Over Exploited 

Thoriyasar 

0815000101912900 

0.07 

0.06 

149.45 

0.07 

- 

0.07 

0.03 

0.18 

0.01 

- 

- 

- 

- 

- 

0.012 

0.079 

0.004 

0.075 

0.009 

12.06 

Safe 



0.07 

0.00 

12,323.28 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Udaniyon Ki Dhani 

0815000101928700 

0.06 

0.00 

8,978.07 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.017 

587.26 

Over Exploited 

Vishnu Nagar 

0815000101927600 

0.06 

0.09 

(73.46) 

0.07 

- 

0.07 

0.04 

0.23 

0.02 

- 

- 

- 

- 

- 

0.017 

0.089 

0.004 

0.085 

0.092 

108.80 

Over Exploited 

Amar Sagar 

0816000102036700 

0.04 

0.09 

- 

0.09 

0.00 

0.10 

0.03 

0.20 

0.02 

0.0100 

- 

- 

0.006 

0.016 

0.032 

0.128 

0.013 

0.116 

0.283 

244.68 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Bada Bag 

081600010203680C 

19.657 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

19.470 

-0.06 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.009 

0.17 

0.28 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

0.187 

-0.06 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Baramsar With Baisakhi 

081600010202590C 

99.952 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

1.089 

0.14 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

98.863 

0.14 

0.030 

0.11 

0.01 

0.00 

0.00 

0.00 

0.51 

0.30 

0.36 

0.047 

0.17 

0.28 


Baran 

081600010204150C 

76.571 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

0.020 

0.26 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhadasar 

0816000102026100 

14.184 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

14.184 

-0.19 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.007 

0.17 

0.29 


Bhatiya Khareen 

0816000102026200 

16.471 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

16.471 

-0.21 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.008 

0.17 

0.29 


Boha 

0816000102024600 

61.240 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

44.201 

1.55 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

2.07 

1.22 

0.02 

0.021 

0.12 

0.21 


Chahdoo 

0816000102037300 

37.701 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

7.290 

0.00 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.03 

0.06 


Chaudhariya 

0816000102025600 

23.486 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

23.486 

0.95 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.69 

0.41 

0.05 

0.011 

0.17 

0.29 


Chhatrel 

0816000102027000 

107.762 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

19.998 

0.32 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.11 

0.00 

0.010 

0.03 

0.05 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

73.794 

0.32 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.73 

0.43 

0.02 

0.035 

0.12 

0.20 


Chundhi 

0816000102026600 

8.433 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

8.433 

-0.03 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.17 

0.29 


Damodara 

0816000102036000 

36.848 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

36.848 

0.69 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

1.01 

0.60 

0.00 

0.012 

0.17 

0.29 


Dedha 

0816000102036100 

43.253 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

43.253 

2.13 

0.040 

0.02 

0.00 

0.00 

0.00 

0.01 

3.70 

2.19 

0.05 

0.014 

0.17 

0.29 


Dewa 

0816000102024800 

86.320 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

86.319 

2.59 

0.030 

0.03 

0.00 

0.00 

0.00 

0.04 

6.70 

3.97 

0.07 

0.041 

0.17 

0.29 


Dhauwa 

0816000102040600 

14.360 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

3.080 

1.60 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.09 

0.03 

0.001 

0.04 

0.06 


Dhoba 

0816000102043600 

136.082 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

0.019 

-0.04 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dhuliya 

0816000102035700 

26.065 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

12.377 

1.48 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.73 

0.43 

0.00 

0.004 

0.08 

0.14 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

8.818 

1.48 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.52 

0.31 

0.00 

0.003 

0.06 

0.10 


Doojasar 

0816000102027100 

27.023 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

12.801 

0.59 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.18 

0.00 

0.004 

0.08 

0.14 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

14.170 

0.59 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.20 

0.00 

0.005 

0.09 

0.15 


Ganeshdas Ki Dhani 

0816000102040900 

42.442 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

42.442 

1.54 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

1.98 

1.17 

0.06 

0.020 

0.17 

0.29 


Ganga 

0816000102035300 

57.732 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

10.147 

3.23 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

1.31 

0.77 

0.00 

0.003 

0.03 

0.05 


Gogade 

0816000102025100 

24.300 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

24.300 

3.62 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

2.64 

1.56 

0.00 

0.012 

0.17 

0.29 


Gorera 

0816000102043700 

29.219 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

26.597 

0.38 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.18 

0.00 

0.013 

0.15 

0.26 


Habur 

0816000102021200 

125.741 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

62.354 

-0.07 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.021 

0.08 

0.14 


Hadda 

0816000102025700 

107.545 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

82.942 

1.05 

0.030 

0.01 

0.00 

0.00 

0.00 

0.40 

2.22 

1.32 

0.00 

0.040 

0.13 

0.22 


Hameera 

0816000102037200 

53.984 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

1.157 

0.08 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 


Hansuwa 

0816000102040500 

33.133 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

7.528 

1.47 

0.030 

0.03 

0.00 

0.00 

0.00 

0.00 

0.36 

0.21 

0.11 

0.004 

0.04 

0.06 


Jaisalmer (M) 

0816000141601000 

124.341 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

15.159 

0.03 

0.030 

0.13 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.00 

0.391 

0.02 

0.03 


Jajiya 

0816000102036200 

14.897 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

14.897 

2.21 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

1.34 

0.79 

0.07 

0.005 

0.17 

0.29 


Jamra 

0816000102035600 

70.607 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

0.346 

1.12 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

28.120 

1.12 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

1.26 

0.74 

0.00 

0.009 

0.07 

0.12 


Jethwai 

0816000102036900 

34.825 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

1.788 

0.14 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

9.421 

0.14 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.02 

0.005 

0.05 

0.08 


Jiyai 

0816000102040700 

13.514 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

2.266 

0.48 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.03 

0.05 


Kahla 

0816000102036500 

34.353 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

34.353 

0.21 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.23 

0.14 

0.06 

0.016 

0.17 

0.29 


Kalyan Ghat 

0816000102037100 

32.246 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

0.036 

0.12 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kandiyala 

0816000102025000 

11.997 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

11.997 

3.61 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

1.30 

0.77 

0.00 

0.006 

0.17 

0.29 


Kanod Rawlotan 

0816000102024200 

86.480 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

2.424 

0.73 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.001 

0.00 

0.01 


Kanoi 

0816000102027700 

93.604 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

6.551 

2.45 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.64 

0.38 

0.00 

0.002 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

46.617 

2.45 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

4.58 

2.71 

0.00 

0.015 

0.08 

0.14 


Kathodi 

0816000102025500 

49.092 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

49.092 

0.19 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.29 

0.17 

0.02 

0.023 

0.17 

0.29 


Khabha 

0816000102035900 

23.298 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

19.969 

1.90 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

1.52 

0.90 

0.00 

0.007 

0.15 

0.25 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

3.329 

1.90 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.15 

0.00 

0.001 

0.02 

0.04 


Khaderon Ki Dhani 

0816000102026900 

14.230 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

14.230 

0.55 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.26 

0.15 

0.07 

0.007 

0.17 

0.29 


Kheenwsar 

0816000102025200 

13.947 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

0.402 

2.02 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.00 

0.01 


Kishan Ghat 

0816000102037000 

23.825 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

3.187 

0.05 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.02 

0.04 


Kotri 

0816000302066800 

20.854 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

17.764 

0.14 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.12 

0.006 

0.14 

0.24 


Kuchhri 

0816000102021100 

167.484 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

1.618 

0.15 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.00 

0.00 


Kuldhar 

0816000102041100 

8.331 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

8.320 

2.13 

0.030 

0.03 

0.00 

0.00 

0.00 

0.00 

0.56 

0.33 

0.11 

0.004 

0.17 

0.28 


Kumhar Kotha 

0816000102041400 

18.841 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

12.076 

1.03 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.50 

0.29 

0.00 

0.004 

0.11 

0.18 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

6.765 

1.03 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.16 

0.00 

0.002 

0.06 

0.10 


Lakha 

0816000102024700 

42.124 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

11.008 

2.23 

0.030 

0.00 

0.00 

0.00 

0.00 

0.04 

0.69 

0.41 

0.00 

0.005 

0.04 

0.07 


Lanela 

0816000102026000 

53.607 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

53.607 

-0.27 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.026 

0.17 

0.29 


Lidarwa 

0816000102026700 

13.590 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

7.194 

0.13 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.003 

0.09 

0.15 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

6.397 

0.13 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.00 

0.003 

0.08 

0.13 


Mada 

0816000302070200 

20.329 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

11.117 

0.10 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.004 

0.09 

0.16 


Mandhau 

0816000102024300 

207.020 

Saline 

IGNP Canal System Stage II 

Command 

Jurassic Sandstone 

16.534 

1.55 

0.030 

0.00 

0.00 

0.02 

0.03 

0.00 

0.72 

0.42 

0.00 

0.008 

0.01 

0.02 






Non-command 

Non-command 

Jurassic Sandstone 

28.603 

1.55 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

1.33 

0.79 

0.00 

0.014 

0.02 

0.04 


Manpiya 

0816000102036400 

17.041 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

17.041 

0.20 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.03 

0.008 

0.17 

0.29 


Megwalon Ki Dhani 

0816000102036300 

9.290 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

9.290 

1.31 

0.040 

0.00 

0.00 

0.00 

0.00 

0.04 

0.45 

0.27 

0.00 

0.003 

0.17 

0.29 


Mokla 

0816000102021700 

144.231 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

7.914 

0.57 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.08 

0.00 

0.004 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

127.602 

0.57 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

2.20 

1.31 

0.00 

0.061 

0.15 

0.25 


Moolsagar 

0816000102036600 

17.745 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

14.121 

-0.18 

0.030 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.007 

0.13 

0.23 


Moondri 

0816000102040800 

26.391 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

24.924 

1.55 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

1.17 

0.69 

0.04 

0.012 

0.16 

0.27 


Motikilon Ki Dhani 

0816000102025300 

48.121 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

24.196 

1.82 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

1.32 

0.78 

0.00 

0.012 

0.09 

0.14 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Bada Bag 

0816000102036800 

0.04 

0.13 

- 

0.13 

- 

0.13 

0.03 

0.20 

0.02 

- 

- 

- 

- 

- 

0.023 

0.154 

0.015 

0.138 

0.039 

28.45 

Safe 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Baramsar With Baisakhi 

0816000102025900 

0.04 

0.00 

3,263.28 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.04 

0.66 

(54.56) 

0.53 

0.01 

0.54 

0.03 

0.20 

0.12 

0.0400 

- 

- 

- 

0.040 

0.157 

0.696 

0.035 

0.661 

0.407 

61.57 

Safe 

Baran 

0816000102041500 

0.03 

0.00 

447,508.73 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhadasar 

0816000102026100 

0.04 

0.10 

- 

0.10 

0.00 

0.10 

0.03 

0.20 

0.02 

- 

- 

- 

0.001 

0.001 

0.018 

0.115 

0.012 

0.104 

0.007 

6.53 

Safe 

Bhatiya Khareen 

0816000102026200 

0.04 

0.11 

- 

0.11 

- 

0.11 

0.03 

0.20 

0.02 

- 

- 

- 

- 

- 

0.020 

0.131 

0.013 

0.118 

0.008 

6.66 

Safe 

Boha 

0816000102024600 

0.04 

0.22 

462.80 

0.26 

0.00 

0.26 

0.02 

0.14 

0.04 

- 

- 

- 

0.003 

0.003 

0.041 

0.304 

0.015 

0.289 

0.045 

15.63 

Safe 

Chahdoo 

0816000102037300 

0.04 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.002 

0.011 

0.001 

0.010 

0.003 

34.44 

Safe 

Chaudhariya 

0816000102025600 

0.04 

0.16 

156.63 

0.19 

- 

0.19 

0.03 

0.20 

0.03 

0.0100 

- 

- 

- 

0.010 

0.038 

0.229 

0.011 

0.217 

0.059 

27.23 

Safe 

Chhatrel 

0816000102027000 

0.04 

0.03 

354.55 

0.03 

- 

0.03 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.004 

0.035 

0.002 

0.033 

0.010 

29.06 

Safe 



0.04 

0.34 

26.63 

0.41 

- 

0.41 

0.02 

0.14 

0.06 

- 

- 

- 

- 

- 

0.060 

0.471 

0.024 

0.448 

0.059 

13.23 

Safe 

Chundhi 

0816000102026600 

0.04 

0.06 

- 

0.06 

- 

0.06 

0.03 

0.20 

0.01 

- 

- 

- 

- 

- 

0.010 

0.067 

0.007 

0.060 

0.004 

6.67 

Safe 

Damodara 

0816000102036000 

0.03 

0.16 

285.68 

0.19 

0.00 

0.19 

0.03 

0.20 

0.03 

- 

- 

- 

0.002 

0.002 

0.029 

0.218 

0.011 

0.207 

0.012 

5.90 

Safe 

Dedha 

0816000102036100 

0.03 

0.18 

1,097.37 

0.22 

0.01 

0.23 

0.03 

0.20 

0.03 

0.0100 

- 

- 

0.010 

0.020 

0.052 

0.278 

0.014 

0.265 

0.062 

23.57 

Safe 

Dewa 

0816000102024800 

0.04 

0.59 

577.85 

0.70 

0.04 

0.74 

0.03 

0.20 

0.10 

- 

- 

- 

0.055 

0.055 

0.159 

0.899 

0.045 

0.854 

0.113 

13.26 

Safe 

Dhauwa 

0816000102040600 

0.04 

0.00 

1,992.40 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.031 

538.57 

Over Exploited 

Dhoba 

0816000102043600 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dhuliya 

0816000102035700 

0.03 

0.02 

1,630.12 

0.03 

- 

0.03 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.004 

0.034 

0.002 

0.033 

0.004 

12.56 

Safe 



0.03 

0.01 

2,328.03 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.002 

0.017 

0.001 

0.017 

0.003 

17.63 

Safe 

Doojasar 

0816000102027100 

0.03 

0.03 

592.85 

0.03 

- 

0.03 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.005 

0.035 

0.002 

0.034 

0.004 

12.63 

Safe 



0.03 

0.03 

525.81 

0.04 

- 

0.04 

0.02 

0.10 

0.01 

- 

- 

- 

- 

- 

0.006 

0.043 

0.002 

0.041 

0.005 

11.41 

Safe 

Ganeshdas Ki Dhani 

0816000102040900 

0.04 

0.29 

307.94 

0.34 

0.00 

0.35 

0.03 

0.20 

0.05 

- 

- 

- 

0.005 

0.005 

0.055 

0.403 

0.020 

0.383 

0.080 

20.96 

Safe 

Ganga 

0816000102035300 

0.03 

0.01 

10,094.49 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.010 

0.003 

33.84 

Safe 

Gogade 

0816000102025100 

0.04 

0.17 

847.33 

0.20 

0.00 

0.20 

0.03 

0.20 

0.03 

- 

- 

- 

0.001 

0.001 

0.030 

0.229 

0.011 

0.218 

0.012 

5.33 

Safe 

Gorera 

0816000102043700 

0.04 

0.16 

10.24 

0.18 

0.00 

0.18 

0.03 

0.18 

0.03 

- 

- 

- 

0.001 

0.001 

0.030 

0.212 

0.011 

0.201 

0.013 

6.32 

Safe 

Habur 

0816000102021200 

0.03 

0.13 

- 

0.13 

- 

0.13 

0.01 

0.10 

0.02 

- 

- 

- 

- 

- 

0.023 

0.155 

0.015 

0.139 

0.021 

14.85 

Safe 

Hadda 

0816000102025700 

0.04 

0.43 

203.70 

0.52 

0.40 

0.92 

0.02 

0.15 

0.08 

- 

- 

- 

0.604 

0.604 

0.681 

1.604 

0.080 

1.524 

0.040 

2.60 

Safe 

Hameera 

0816000102037200 

0.04 

0.00 

852.69 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Hansuwa 

0816000102040500 

0.04 

0.01 

1,755.07 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.002 

0.016 

0.001 

0.015 

0.112 

737.35 

Over Exploited 

Jaisalmer (M) 

0816000141601000 

0.04 

0.01 

588.63 

0.02 

0.00 

0.02 

0.00 

0.02 

0.00 

- 

- 

- 

0.001 

0.001 

0.003 

0.018 

0.001 

0.017 

0.391 

2,256.76 

Over Exploited 

Jajiya 

0816000102036200 

0.03 

0.06 

1,159.27 

0.08 

0.00 

0.08 

0.03 

0.20 

0.01 

0.0100 

- 

- 

0.002 

0.012 

0.023 

0.099 

0.005 

0.094 

0.077 

81.47 

Semi Critical 

Jamra 

0816000102035600 

0.03 

0.00 

125,961.14 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.05 

1,457.21 

0.06 

- 

0.06 

0.01 

0.08 

0.01 

- 

- 

- 

- 

- 

0.008 

0.066 

0.003 

0.062 

0.009 

14.92 

Safe 

Jethwai 

0816000102036900 

0.04 

0.00 

624.85 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

- 

Safe 



0.04 

0.02 

71.66 

0.02 

- 

0.02 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.003 

0.024 

0.001 

0.023 

0.029 

126.39 

Over Exploited 

Jiyai 

0816000102040700 

0.04 

0.00 

658.65 

0.00 

- 

0.00 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.003 

0.001 

32.21 

Safe 

Kahla 

0816000102036500 

0.04 

0.23 

(40.51) 

0.19 

- 

0.19 

0.03 

0.20 

0.04 

0.0100 

- 

- 

- 

0.010 

0.051 

0.237 

0.012 

0.225 

0.076 

33.94 

Safe 

Kalyan Ghat 

0816000102037100 

0.04 

0.00 

37,025.55 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kandiyala 

0816000102025000 

0.04 

0.08 

847.58 

0.10 

0.00 

0.10 

0.03 

0.20 

0.01 

- 

- 

- 

0.001 

0.001 

0.015 

0.114 

0.006 

0.108 

0.006 

5.32 

Safe 

Kanod Rawlotan 

0816000102024200 

0.04 

0.00 

6,728.46 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

191.42 

Over Exploited 

Kanoi 

0816000102027700 

0.03 

0.00 

19,441.55 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.002 

85.30 

Semi Critical 



0.03 

0.10 

2,652.35 

0.12 

- 

0.12 

0.01 

0.10 

0.02 

- 

- 

- 

- 

- 

0.017 

0.136 

0.007 

0.129 

0.015 

11.99 

Safe 

Kathodi 

0816000102025500 

0.04 

0.33 

(48.70) 

0.27 

0.00 

0.27 

0.03 

0.20 

0.06 

- 

- 

- 

0.002 

0.002 

0.061 

0.329 

0.016 

0.312 

0.047 

15.20 

Safe 

Khabha 

0816000102035900 

0.03 

0.07 

1,143.04 

0.09 

- 

0.09 

0.03 

0.17 

0.01 

- 

- 

- 

- 

- 

0.013 

0.100 

0.005 

0.095 

0.007 

6.98 

Safe 



0.03 

0.00 

7,356.38 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.001 

41.85 

Safe 

Khaderon Ki Dhani 

0816000102026900 

0.04 

0.10 

57.60 

0.12 

- 

0.12 

0.03 

0.20 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.143 

0.007 

0.135 

0.079 

58.17 

Safe 

Kheenwsar 

0816000102025200 

0.04 

0.00 

18,176.13 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kishan Ghat 

0816000102037000 

0.04 

0.00 

(9.87) 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.003 

0.000 

0.003 

0.002 

51.56 

Safe 

Kotri 

0816000302066800 

0.03 

0.06 

18.69 

0.08 

- 

0.08 

0.03 

0.17 

0.01 

- 

- 

- 

- 

- 

0.011 

0.088 

0.004 

0.083 

0.126 

151.37 

Over Exploited 

Kuchhri 

0816000102021100 

0.03 

0.00 

8,484.64 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Kuldhar 

0816000102041100 

0.04 

0.06 

492.68 

0.07 

- 

0.07 

0.03 

0.20 

0.01 

- 

- 

- 

- 

- 

0.010 

0.077 

0.004 

0.074 

0.112 

152.31 

Over Exploited 

Kumhar Kotha 

0816000102041400 

0.03 

0.03 

791.26 

0.04 

- 

0.04 

0.02 

0.13 

0.01 

- 

- 

- 

- 

- 

0.006 

0.045 

0.002 

0.043 

0.004 

9.31 

Safe 



0.03 

0.01 

1,491.03 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.002 

0.014 

0.001 

0.013 

0.002 

16.61 

Safe 

Lakha 

0816000102024700 

0.04 

0.02 

1,999.86 

0.02 

0.04 

0.07 

0.01 

0.05 

0.00 

- 

- 

- 

0.066 

0.066 

0.070 

0.137 

0.007 

0.130 

0.005 

4.04 

Safe 

Lanela 

0816000102026000 

0.04 

0.36 

- 

0.36 

0.00 

0.37 

0.03 

0.20 

0.06 

- 

- 

- 

0.003 

0.003 

0.067 

0.433 

0.043 

0.389 

0.026 

6.58 

Safe 

Lidarwa 

0816000102026700 

0.04 

0.03 

(35.19) 

0.02 

- 

0.02 

0.02 

0.11 

0.00 

- 

- 

- 

- 

- 

0.005 

0.025 

0.001 

0.024 

0.003 

14.38 

Safe 



0.04 

0.02 

(26.87) 

0.02 

- 

0.02 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.004 

0.020 

0.001 

0.019 

0.003 

16.17 

Safe 

Mada 

0816000302070200 

0.03 

0.03 

3.80 

0.03 

- 

0.03 

0.02 

0.11 

0.00 

- 

- 

- 

- 

- 

0.005 

0.031 

0.002 

0.030 

0.004 

12.36 

Safe 

Mandhau 

0816000102024300 

0.04 

0.01 

4,586.80 

0.01 

0.05 

0.07 

0.00 

0.02 

0.00 

- 

0.0318 

0.0449 

- 

0.077 

0.078 

0.144 

0.007 

0.136 

0.008 

5.79 

Safe 



0.04 

0.03 

2,814.78 

0.03 

- 

0.03 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.005 

0.037 

0.002 

0.035 

0.014 

38.60 

Safe 

Manpiya 

0816000102036400 

0.04 

0.12 

(41.98) 

0.09 

- 

0.09 

0.03 

0.20 

0.02 

- 

- 

- 

- 

- 

0.020 

0.113 

0.006 

0.107 

0.038 

35.66 

Safe 

Megwalon Ki Dhani 

0816000102036300 

0.03 

0.04 

582.88 

0.05 

0.04 

0.08 

0.03 

0.20 

0.01 

- 

- 

- 

0.054 

0.054 

0.061 

0.144 

0.007 

0.137 

0.003 

2.25 

Safe 

Mokla 

0816000102021700 

0.04 

0.00 

2,624.80 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.004 

98.12 

Critical 



0.04 

0.77 

70.44 

0.92 

- 

0.92 

0.03 

0.18 

0.14 

- 

- 

- 

- 

- 

0.135 

1.055 

0.053 

1.002 

0.061 

6.09 

Safe 

Moolsagar 

0816000102036600 

0.04 

0.08 

- 

0.08 

0.01 

0.09 

0.02 

0.16 

0.01 

0.0200 

- 

- 

- 

0.020 

0.033 

0.119 

0.012 

0.107 

0.175 

162.56 

Over Exploited 

Moondri 

0816000102040800 

0.04 

0.16 

336.29 

0.19 

- 

0.19 

0.03 

0.19 

0.03 

- 

- 

- 

- 

- 

0.028 

0.219 

0.011 

0.208 

0.048 

23.00 

Safe 

Motikilon Ki Dhani 

0816000102025300 

0.04 

0.08 

846.15 

0.10 

- 

0.10 

0.02 

0.10 

0.01 

- 

- 

- 

- 

- 

0.015 

0.114 

0.006 

0.108 

0.012 

10.70 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Nediya 

081600030206690C 

14.115 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

0.114 

0.07 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Neemba 

081600010203540C 

52.827 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

0.159 

2.29 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Nehdai 

0816000102022300 

113.133 

Saline 

IGNP Canal System Stage II 

Command 

Jurassic Sandstone 

2.719 

1.01 

0.030 

0.00 

0.00 

0.01 

0.01 

0.00 

0.07 

0.04 

0.00 

0.001 

0.00 

0.01 






Non-command 

Non-command 

Jurassic Sandstone 

3.378 

1.01 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.00 

0.002 

0.01 

0.01 


Nibiya 

0816000102035800 

4.366 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

4.361 

1.82 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.19 

0.00 

0.001 

0.17 

0.29 


Parewar 

0816000102021800 

190.279 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

0.119 

1.88 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

4.980 

1.88 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.17 

0.00 

0.002 

0.00 

0.01 


Piparla 

0816000102043800 

7.045 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

0.000 

0.29 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Pithala 

0816000102041200 

65.321 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

62.209 

0.41 

0.030 

0.04 

0.00 

0.00 

0.00 

0.00 

0.80 

0.47 

0.11 

0.030 

0.16 

0.27 


Pohar 

0816000102025800 

45.585 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

45.290 

0.60 

0.030 

0.03 

0.00 

0.00 

0.00 

0.36 

0.49 

0.29 

0.07 

0.022 

0.17 

0.28 


Ramkunda 

0816000102026500 

6.719 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

3.321 

0.14 

0.030 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.11 

0.002 

0.08 

0.14 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

3.398 

0.14 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.07 

0.002 

0.09 

0.14 


Roopsi 

0816000102026400 

35.575 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

2.405 

0.05 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

33.170 

0.05 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.07 

0.016 

0.16 

0.27 


Salkha 

0816000102027200 

100.162 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

5.504 

1.06 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.14 

0.00 

0.002 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

29.302 

1.06 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

1.25 

0.74 

0.00 

0.010 

0.05 

0.08 


Sankhla 

0816000102024500 

167.500 

Saline 

IGNP Canal System Stage II 

Command 

Jurassic Sandstone 

15.844 

1.10 

0.030 

0.00 

0.00 

0.05 

0.06 

0.00 

0.41 

0.24 

0.00 

0.008 

0.02 

0.03 






Non-command 

Non-command 

Jurassic Sandstone 

0.087 

1.10 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sata 

0816000102041000 

44.351 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

44.351 

1.52 

0.030 

0.03 

0.00 

0.00 

0.00 

0.00 

2.05 

1.22 

0.11 

0.021 

0.17 

0.29 


Selat 

0816000102025400 

28.582 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

20.064 

0.23 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.08 

0.00 

0.010 

0.12 

0.20 


Senag 

0816000302066700 

19.189 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

1.981 

0.06 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.03 


Sipala 

0816000102041300 

56.953 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

34.067 

0.43 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.59 

0.35 

0.00 

0.011 

0.10 

0.17 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

10.202 

0.43 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.10 

0.00 

0.003 

0.03 

0.05 


Soda 

0816000302070100 

34.152 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

6.773 

0.03 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.03 

0.06 


Sonoo 

0816000102021600 

38.656 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

3.262 

0.96 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.07 

0.00 

0.001 

0.01 

0.02 


Sutharon Ki Dhani 

0816000102024900 

14.515 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

14.515 

5.26 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

2.29 

1.36 

0.00 

0.007 

0.17 

0.29 


Tawariya 

0816000102026800 

9.658 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

9.636 

0.45 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.00 

0.005 

0.17 

0.28 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

0.022 

0.45 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Tejwa 

0816000102026300 

23.514 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

23.514 

-0.04 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.011 

0.17 

0.29 

16005045 

Acheena 

0814000501820700 

56.033 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

56.033 

-0.68 

0.050 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.63 

0.000 

0.26 

0.41 


Ahmadpura 

0814000401813700 

6.794 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

4.843 

-0.50 

0.070 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.50 

0.000 

0.20 

0.31 


Akala 

0814000501824900 

35.892 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

35.892 

-0.88 

0.050 

0.42 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.68 

0.000 

0.27 

0.42 


Akhasar 

0814000501817800 

28.328 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

18.371 

-0.40 

0.070 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.63 

0.000 

0.16 

0.27 


Akhawas 

0814000501823700 

8.810 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

8.377 

-1.96 

0.030 

0.21 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.85 

0.000 

0.26 

0.39 


Anndolav 

0814000501821500 

3.848 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

3.848 

0.10 

0.070 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.10 

0.000 

0.26 

0.43 


Asanda 

0815000301946400 

9.299 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

4.045 

0.73 

0.080 

0.40 

0.02 

0.00 

0.00 

0.00 

0.62 

0.45 

1.59 

0.019 

0.13 

0.18 


Asop 

0815000301946900 

95.688 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

6.921 

0.91 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.59 

0.49 

0.30 

0.033 

0.02 

0.03 


Bamaniyala 

0814000501818300 

12.357 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

12.357 

-0.58 

0.070 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.000 

0.25 

0.42 


Bapini 

0815000201933000 

38.839 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.026 

0.61 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bapini Khurd 

0815000201933100 

32.235 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.575 

0.62 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.002 

0.00 

0.01 


Barbata 

0814000501824200 

8.497 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.026 

-1.33 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Barsaloo Kalan 

0815000201933600 

5.216 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

5.185 

0.61 

0.040 

0.20 

0.01 

0.00 

0.00 

0.00 

0.32 

0.20 

0.79 

0.019 

0.25 

0.41 


Barsaloo Khurd 

0815000201933700 

10.411 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

5.687 

2.03 

0.040 

0.11 

0.00 

0.00 

0.00 

0.00 

0.57 

0.36 

0.40 

0.021 

0.14 

0.22 


Basni Harisingh 

0815000301946700 

23.944 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

18.901 

1.23 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

1.90 

1.47 

0.06 

0.091 

0.25 

0.32 







Non-command 

Vindhyan Sandstone 

4.559 

1.23 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.36 

0.28 

0.04 

0.022 

0.06 

0.08 


Beniwalon Ki Dhani 

0814000501823900 

2.916 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

2.583 

-1.38 

0.030 

0.39 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.54 

0.000 

0.24 

0.36 


Berathal Kalan 

0814000501822700 

25.673 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

25.673 

-0.66 

0.050 

0.74 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

2.97 

0.000 

0.27 

0.42 


Berathal Khurd 

0814000501822900 

18.377 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

18.377 

-0.97 

0.050 

0.27 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.07 

0.000 

0.27 

0.42 


Berawas 

0814000501825400 

14.894 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

14.894 

-1.16 

0.050 

0.35 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.40 

0.000 

0.29 

0.41 


Bhadora 

0814000401815300 

23.026 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

23.026 

0.13 

0.050 

0.14 

0.01 

0.00 

0.00 

0.00 

0.27 

0.21 

0.55 

0.000 

0.33 

0.43 


Bhaduon Ki Dhani 

0814000501824700 

4.009 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

1.395 

-2.01 

0.050 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.000 

0.10 

0.14 







Non-command 

Vindhyan Sandstone 

2.615 

-2.01 

0.030 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.67 

0.000 

0.18 

0.27 


Bhakrod 

0814000401813800 

27.149 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

5.030 

-0.41 

0.050 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.05 

0.08 


Bhat Nokha 

0814000401816700 

18.831 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

18.830 

-1.05 

0.030 

0.34 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.36 

0.000 

0.35 

0.48 


Bhawanda 

0814000501825900 

24.804 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

24.804 

-0.77 

0.050 

0.76 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

3.03 

0.000 

0.30 

0.42 


Bher 

0814000501822600 

46.122 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

46.122 

-0.29 

0.070 

0.26 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.02 

0.000 

0.26 

0.43 


Bhomasar 

0814000501818400 

27.439 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

27.439 

-0.42 

0.070 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.000 

0.25 

0.41 


Bhundel 

0814000501821600 

14.534 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

12.985 

0.03 

0.070 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.10 

0.000 

0.23 

0.39 





Saline 

Non-command 

Non-command 

Bilara Limestone 

1.549 

0.03 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.05 


Birloka 

0814000501819600 

17.194 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

15.310 

-1.37 

0.030 

0.28 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.12 

0.000 

0.23 

0.36 


Boodhi With Chak 

0814000401813000 

11.942 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.945 

-0.25 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 


Chadi 

0815000101924600 

34.715 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

10.146 

0.26 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.24 

0.15 

0.10 

0.021 

0.07 

0.12 


Charda 

0814000501825800 

6.803 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

6.803 

-1.64 

0.050 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.000 

0.30 

0.41 


Charnisara 

0814000501821800 

12.114 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

4.217 

0.14 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.03 

0.000 

0.09 

0.15 





Saline 

Non-command 

Non-command 

Bilara Limestone 

6.495 

0.14 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.04 

0.000 

0.14 

0.23 


Chatra Manjra 

0814000401807300 

8.629 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.011 

-0.01 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chawandiya 

0814000501822300 

21.775 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

20.078 

-0.02 

0.070 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.000 

0.24 

0.40 


Chindari 

0814000501825700 

5.748 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

5.748 

-1.90 

0.050 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.000 

0.29 

0.41 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Nediya 

0816000302066900 

0.04 

0.00 

3,108.11 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Neemba 

0816000102035400 

0.03 

0.00 

418,811.23 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nehdai 

0816000102022300 

0.04 

0.00 

8,597.94 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

- 

0.0078 

0.0148 

- 

0.023 

0.023 

0.039 

0.002 

0.037 

0.001 

3.48 

Safe 



0.04 

0.00 

8,599.84 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

176.84 

Over Exploited 

Nibiya 

0816000102035800 

0.03 

0.02 

917.90 

0.02 

- 

0.02 

0.03 

0.20 

0.00 

- 

- 

- 

- 

- 

0.003 

0.025 

0.001 

0.024 

0.001 

5.99 

Safe 

Parewar 

0816000102021800 

0.04 

0.00 

786,309.48 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

18,607.36 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

204.84 

Over Exploited 

Piparla 

0816000102043800 

0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pithala 

0816000102041200 

0.04 

0.40 

17.46 

0.47 

- 

0.47 

0.03 

0.19 

0.07 

- 

- 

- 

- 

- 

0.071 

0.543 

0.027 

0.515 

0.138 

26.72 

Safe 

Pohar 

0816000102025800 

0.04 

0.30 

(5.48) 

0.29 

0.36 

0.65 

0.03 

0.20 

0.05 

0.0100 

- 

- 

0.544 

0.554 

0.608 

1.259 

0.063 

1.196 

0.094 

7.83 

Safe 

Ramkunda 

0816000102026500 

0.04 

0.01 

134.99 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.025 

0.001 

0.024 

0.110 

456.14 

Over Exploited 



0.04 

0.01 

75.45 

0.01 

- 

0.01 

0.02 

0.10 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.026 

0.001 

0.025 

0.074 

298.01 

Over Exploited 

Roopsi 

0816000102026400 

0.04 

0.00 

99.93 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.001 

79.86 

Semi Critical 



0.04 

0.21 

(79.74) 

0.17 

- 

0.17 

0.03 

0.19 

0.04 

- 

- 

- 

- 

- 

0.037 

0.204 

0.010 

0.194 

0.088 

45.24 

Safe 

Salkha 

0816000102027200 

0.03 

0.00 

10,707.31 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.002 

108.75 

Over Exploited 



0.03 

0.04 

1,929.53 

0.04 

- 

0.04 

0.01 

0.06 

0.01 

- 

- 

- 

- 

- 

0.006 

0.050 

0.003 

0.048 

0.010 

20.43 

Safe 

Sankhla 

0816000102024500 

0.04 

0.01 

2,201.17 

0.01 

0.12 

0.13 

0.00 

0.02 

0.00 

- 

0.0761 

0.0860 

- 

0.162 

0.164 

0.292 

0.015 

0.277 

0.008 

2.73 

Safe 



0.04 

0.00 

534,383.10 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sata 

0816000102041000 

0.04 

0.30 

305.09 

0.36 

- 

0.36 

0.03 

0.20 

0.05 

- 

- 

- 

- 

- 

0.053 

0.413 

0.021 

0.393 

0.129 

32.91 

Safe 

Selat 

0816000102025400 

0.04 

0.10 

(13.57) 

0.08 

0.00 

0.08 

0.02 

0.14 

0.02 

- 

- 

- 

0.002 

0.002 

0.019 

0.103 

0.005 

0.098 

0.010 

9.83 

Safe 

Senag 

0816000302066700 

0.03 

0.00 

222.00 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

57.73 

Safe 

Sipala 

0816000102041300 

0.03 

0.09 

303.15 

0.10 

- 

0.10 

0.02 

0.12 

0.02 

- 

- 

- 

- 

- 

0.015 

0.119 

0.006 

0.113 

0.011 

9.97 

Safe 



0.03 

0.01 

1,245.63 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.010 

0.003 

33.29 

Safe 

Soda 

0816000302070100 

0.03 

0.01 

(5.63) 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.002 

36.84 

Safe 

Sonoo 

0816000102021600 

0.03 

0.00 

6,228.53 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.001 

70.50 

Semi Critical 

Sutharon Ki Dhani 

0816000102024900 

0.04 

0.10 

1,279.38 

0.12 

- 

0.12 

0.03 

0.20 

0.02 

- 

- 

- 

- 

- 

0.017 

0.136 

0.007 

0.129 

0.007 

5.38 

Safe 

Tawariya 

0816000102026800 

0.04 

0.07 

17.57 

0.08 

- 

0.08 

0.03 

0.20 

0.01 

- 

- 

- 

- 

- 

0.011 

0.088 

0.004 

0.084 

0.005 

5.51 

Safe 



0.04 

0.00 

60,513.52 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Tejwa 

0816000102026300 

0.04 

0.16 

- 

0.16 

- 

0.16 

0.03 

0.20 

0.03 

- 

- 

- 

- 

- 

0.028 

0.187 

0.019 

0.169 

0.011 

6.66 

Safe 

Acheena 

0814000501820700 

0.10 

1.46 

- 

1.46 

0.01 

1.47 

0.04 

0.30 

0.24 

0.0200 

- 

- 

- 

0.020 

0.264 

1.738 

0.174 

1.564 

0.633 

40.46 

Safe 

Ahmadpura 

0814000401813700 

0.08 

0.08 

- 

0.08 

0.01 

0.09 

0.03 

0.24 

0.01 

0.0200 

- 

- 

- 

0.020 

0.033 

0.121 

0.012 

0.109 

0.495 

453.50 

Over Exploited 

Akala 

0814000501824900 

0.10 

0.98 

- 

0.98 

0.02 

1.00 

0.04 

0.32 

0.16 

0.0600 

- 

- 

- 

0.060 

0.218 

1.221 

0.122 

1.099 

1.678 

152.70 

Over Exploited 

Akhasar 

0814000501817800 

0.08 

0.24 

- 

0.24 

0.01 

0.25 

0.03 

0.19 

0.04 

0.0200 

- 

- 

- 

0.020 

0.064 

0.314 

0.031 

0.283 

0.627 

221.93 

Over Exploited 

Akhawas 

0814000501823700 

0.08 

0.18 

- 

0.18 

0.01 

0.19 

0.04 

0.30 

0.03 

0.0300 

- 

- 

- 

0.030 

0.055 

0.241 

0.024 

0.217 

0.847 

390.47 

Over Exploited 

Anndolav 

0814000501821500 

0.08 

0.08 

(64.13) 

0.06 

- 

0.06 

0.05 

0.31 

0.01 

- 

- 

- 

- 

- 

0.015 

0.078 

0.004 

0.074 

0.099 

132.90 

Over Exploited 

Asanda 

0815000301946400 

0.10 

0.05 

762.46 

0.06 

0.02 

0.08 

0.02 

0.15 

0.01 

0.0600 

- 

- 

- 

0.060 

0.067 

0.150 

0.007 

0.142 

1.609 

1,130.47 

Over Exploited 

Asop 

0815000301946900 

0.10 

0.02 

2,831.31 

0.02 

- 

0.02 

0.00 

0.03 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.032 

0.002 

0.030 

0.333 

1,093.70 

Over Exploited 

Bamaniyala 

0814000501818300 

0.08 

0.25 

- 

0.25 

- 

0.25 

0.04 

0.30 

0.04 

- 

- 

- 

- 

- 

0.044 

0.297 

0.030 

0.267 

0.066 

24.73 

Safe 

Bapini 

0815000201933000 

0.06 

0.00 

158,558.51 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bapini Khurd 

0815000201933100 

0.06 

0.00 

9,525.71 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.020 

10,098.51 

Over Exploited 

Barbata 

0814000501824200 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Barsaloo Kalan 

0815000201933600 

0.06 

0.08 

150.68 

0.10 

0.01 

0.11 

0.04 

0.29 

0.01 

0.0300 

- 

- 

- 

0.030 

0.042 

0.147 

0.007 

0.139 

0.811 

581.88 

Over Exploited 

Barsaloo Khurd 

0815000201933700 

0.06 

0.05 

649.68 

0.06 

- 

0.06 

0.02 

0.16 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.074 

0.004 

0.070 

0.417 

592.04 

Over Exploited 

Basni Harisingh 

0815000301946700 

0.10 

0.47 

211.90 

0.57 

0.00 

0.57 

0.03 

0.28 

0.06 

- 

- 

- 

0.001 

0.001 

0.061 

0.629 

0.031 

0.597 

0.151 

25.29 

Safe 



0.10 

0.03 

906.50 

0.03 

- 

0.03 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.003 

0.036 

0.002 

0.035 

0.060 

173.20 

Over Exploited 

Beniwalon Ki Dhani 

0814000501823900 

0.08 

0.05 

- 

0.05 

0.02 

0.07 

0.03 

0.27 

0.01 

0.0600 

- 

- 

- 

0.060 

0.067 

0.137 

0.014 

0.123 

1.543 

1,255.12 

Over Exploited 

Berathal Kalan 

0814000501822700 

0.10 

0.68 

- 

0.68 

0.04 

0.72 

0.05 

0.31 

0.12 

0.1100 

- 

- 

0.001 

0.111 

0.227 

0.949 

0.095 

0.854 

2.970 

347.82 

Over Exploited 

Berathal Khurd 

0814000501822900 

0.10 

0.49 

- 

0.49 

0.01 

0.50 

0.04 

0.31 

0.08 

0.0400 

- 

- 

- 

0.040 

0.120 

0.625 

0.062 

0.562 

1.073 

190.87 

Over Exploited 

Berawas 

0814000501825400 

0.10 

0.43 

- 

0.43 

0.02 

0.45 

0.04 

0.33 

0.06 

0.0500 

- 

- 

0.002 

0.052 

0.115 

0.568 

0.057 

0.511 

1.403 

274.53 

Over Exploited 

Bhadora 

0814000401815300 

0.10 

0.75 

(72.56) 

0.60 

0.01 

0.62 

0.04 

0.37 

0.10 

0.0200 

- 

- 

0.007 

0.027 

0.122 

0.739 

0.037 

0.702 

0.550 

78.32 

Semi Critical 

Bhaduon Ki Dhani 

0814000501824700 

0.10 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.11 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.026 

0.003 

0.023 

0.330 

1,428.53 

Over Exploited 



0.08 

0.04 

- 

0.04 

0.01 

0.05 

0.03 

0.21 

0.01 

0.0200 

- 

- 

0.000 

0.020 

0.026 

0.075 

0.007 

0.067 

0.666 

992.09 

Over Exploited 

Bhakrod 

0814000401813800 

0.10 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.004 

0.031 

0.003 

0.028 

- 

- 

Safe 

Bhat Nokha 

0814000401816700 

0.08 

0.53 

- 

0.53 

0.02 

0.55 

0.04 

0.39 

0.06 

0.0500 

- 

- 

- 

0.050 

0.114 

0.660 

0.066 

0.594 

1.361 

229.15 

Over Exploited 

Bhawanda 

0814000501825900 

0.10 

0.75 

- 

0.75 

0.04 

0.80 

0.04 

0.34 

0.10 

0.1100 

- 

- 

0.002 

0.112 

0.213 

1.009 

0.101 

0.909 

3.025 

332.96 

Over Exploited 

Bher 

0814000501822600 

0.08 

0.98 

- 

0.98 

0.01 

0.99 

0.05 

0.31 

0.17 

0.0400 

- 

- 

- 

0.040 

0.211 

1.198 

0.120 

1.078 

1.023 

94.90 

Critical 

Bhomasar 

0814000501818400 

0.08 

0.56 

- 

0.56 

0.01 

0.57 

0.04 

0.30 

0.10 

0.0200 

- 

- 

- 

0.020 

0.117 

0.682 

0.068 

0.614 

0.429 

69.86 

Safe 

Bhundel 

0814000501821600 

0.08 

0.24 

(88.60) 

0.19 

- 

0.19 

0.04 

0.27 

0.04 

- 

- 

- 

- 

- 

0.044 

0.236 

0.012 

0.224 

0.099 

44.20 

Safe 



0.08 

0.00 

(47.18) 

0.00 

- 

0.00 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.003 

0.000 

0.003 

- 

- 

Safe 

Birloka 

0814000501819600 

0.08 

0.28 

- 

0.28 

0.01 

0.29 

0.03 

0.26 

0.04 

0.0400 

- 

- 

- 

0.040 

0.082 

0.372 

0.037 

0.335 

1.119 

333.96 

Over Exploited 

Boodhi With Chak 

0814000401813000 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

- 

- 

Safe 

Chadi 

0815000101924600 

0.08 

0.06 

156.49 

0.07 

- 

0.07 

0.01 

0.08 

0.01 

- 

- 

- 

- 

- 

0.010 

0.080 

0.004 

0.076 

0.122 

159.76 

Over Exploited 

Charda 

0814000501825800 

0.10 

0.20 

- 

0.20 

- 

0.20 

0.04 

0.34 

0.03 

- 

- 

- 

- 

- 

0.027 

0.230 

0.023 

0.207 

0.083 

40.08 

Safe 

Charnisara 

0814000501821800 

0.08 

0.03 

1.01 

0.03 

- 

0.03 

0.02 

0.11 

0.01 

- 

- 

- 

- 

- 

0.006 

0.036 

0.002 

0.034 

0.033 

95.97 

Critical 



0.08 

0.07 

(38.91) 

0.06 

- 

0.06 

0.03 

0.16 

0.01 

- 

- 

- 

- 

- 

0.013 

0.071 

0.004 

0.067 

0.044 

65.45 

Safe 

Chatra Manjra 

0814000401807300 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Chawandiya 

0814000501822300 

0.08 

0.38 

- 

0.38 

- 

0.38 

0.04 

0.28 

0.07 

0.0100 

- 

- 

- 

0.010 

0.080 

0.464 

0.046 

0.418 

0.264 

63.15 

Safe 

Chindari 

0814000501825700 

0.10 

0.17 

- 

0.17 

- 

0.17 

0.04 

0.33 

0.02 

- 

- 

- 

- 

- 

0.023 

0.192 

0.019 

0.173 

0.110 

63.71 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Chittani 

081400040181680C 

7.650 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.795 

-1.25 

0.030 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.000 

0.08 

0.11 


Dantina 

081400050181800C 

41.756 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

38.514 

-0.62 

0.070 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.53 

0.000 

0.24 

0.39 


Davi Sagar 

081400050182120C 

5.538 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

5.243 

-0.39 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.000 

0.24 

0.41 


Dehroo 

0814000401813600 

28.871 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

28.871 

-0.47 

0.050 

0.46 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.84 

0.000 

0.29 

0.43 


Deu 

0814000501818100 

30.832 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

30.732 

-0.65 

0.070 

0.23 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.92 

0.000 

0.26 

0.42 


Dhandhora 

0815000301946200 

15.648 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

2.379 

-0.84 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.011 

0.04 

0.06 


Dharnawas 

0814000501825600 

12.687 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

12.687 

-1.99 

0.050 

0.25 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.99 

0.000 

0.29 

0.41 


Dheengsara 

0814000501825100 

7.749 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

7.530 

-0.21 

0.070 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.66 

0.000 

0.26 

0.42 


Dhundhiyari 

0814000401815200 

19.023 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

19.023 

0.42 

0.050 

0.15 

0.01 

0.00 

0.00 

0.00 

0.54 

0.41 

0.61 

0.000 

0.32 

0.42 


Diyawari 

0814000401815800 

25.941 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

6.405 

-0.50 

0.050 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.000 

0.08 

0.11 







Non-command 

Vindhyan Sandstone 

8.209 

-0.50 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.000 

0.11 

0.14 


Dodiyal 

0815000301946000 

5.396 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.521 

-1.86 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.003 

0.03 

0.04 


Dujasar 

0814000501821000 

20.916 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

20.916 

-0.54 

0.050 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.000 

0.26 

0.43 


Gajsinghpura 

0815000301946500 

38.132 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

37.479 

0.47 

0.080 

0.40 

0.02 

0.00 

0.00 

0.01 

1.78 

1.32 

1.35 

0.181 

0.30 

0.40 


Galni 

0814000501821900 

20.579 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.382 

0.25 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

Non-command 

Non-command 

Bilara Limestone 

0.220 

0.25 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gawaloo 

0814000401816200 

34.810 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

3.684 

-0.98 

0.030 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.61 

0.000 

0.04 

0.05 


Giravandi 

0814000401813300 

3.772 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

3.772 

-0.48 

0.050 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.52 

0.000 

0.28 

0.42 


Godaron Ki Dhani 

0814000501824000 

5.040 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

3.551 

-1.13 

0.030 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.000 

0.19 

0.29 


Godhan 

0814000501822400 

12.481 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

10.517 

0.04 

0.070 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.10 

0.000 

0.22 

0.36 


Golasani 

0814000401816100 

9.218 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

5.166 

-0.88 

0.030 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.000 

0.19 

0.26 


Gowa Kalan 

0814000401814700 

23.042 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

23.042 

-0.35 

0.050 

0.19 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.77 

0.000 

0.32 

0.45 


Gudha Bhagwan Das 

0814000501822100 

18.055 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

7.011 

0.14 

0.070 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.07 

0.000 

0.10 

0.17 


Gudha Bhagwan Das K 

0814000501822200 

5.907 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.209 

0.14 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Gulasar 

0814000501819700 

5.078 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

5.071 

-1.41 

0.030 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.51 

0.000 

0.26 

0.41 


Guriya 

0814000401813400 

2.561 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

2.561 

-0.61 

0.050 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.80 

0.000 

0.28 

0.42 


Hameerana 

0814000501825000 

16.721 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

16.721 

-0.59 

0.050 

0.21 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.85 

0.000 

0.28 

0.42 


Hanuman Nagar 

0814000501823600 

5.347 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

5.347 

-1.46 

0.030 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.61 

0.000 

0.27 

0.41 


Hanuman Sagar 

0814000501819200 

8.085 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

5.398 

-0.23 

0.050 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.52 

0.000 

0.17 

0.27 







Non-command 

Vindhyan Sandstone 

2.687 

-0.23 

0.030 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.000 

0.09 

0.14 


Haripura 

0814000501825200 

13.887 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

13.887 

-0.69 

0.050 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.000 

0.29 

0.42 


Hempura 

0814000501819500 

10.788 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

8.767 

-1.42 

0.030 

0.43 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.72 

0.000 

0.21 

0.33 


Hesaba 

0814000501820600 

8.928 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

8.928 

-0.68 

0.050 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.47 

0.000 

0.26 

0.41 


Hilori 

0814000401816000 

7.560 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

7.560 

-0.90 

0.030 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.82 

0.000 

0.34 

0.47 


Isar Navra 

0814000501819900 

10.588 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.743 

-1.04 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.000 

0.02 

0.03 


Jagrampura 

0814000501822800 

8.082 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

8.082 

-0.71 

0.050 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.000 

0.26 

0.42 


Jakhan 

0815000201933500 

49.102 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

30.820 

1.17 

0.060 

0.75 

0.04 

0.00 

0.00 

0.00 

2.88 

1.80 

2.84 

0.115 

0.16 

0.25 







Non-command 

Vindhyan Sandstone 

18.283 

1.17 

0.040 

0.24 

0.01 

0.00 

0.00 

0.00 

1.09 

0.68 

0.88 

0.068 

0.09 

0.15 


Jasnathpura 

0814000501819400 

14.817 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

14.817 

-1.19 

0.030 

0.33 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.33 

0.000 

0.26 

0.41 


Jaswant Nagar (Beni 

0814000501824400 

4.551 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.038 

-1.96 

0.030 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.000 

0.06 

0.09 


Jodhras 

0814000401814900 

5.269 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

5.269 

-0.37 

0.050 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.000 

0.31 

0.44 


Joginara 

0814000501823300 

6.548 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

1.451 

-1.67 

0.050 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.000 

0.06 

0.09 







Non-command 

Vindhyan Sandstone 

5.097 

-1.67 

0.030 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.000 

0.21 

0.32 


Jorawarpura 

0814000401813500 

8.656 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

8.656 

-0.52 

0.050 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.80 

0.000 

0.29 

0.42 


Kaliyas 

0814000401815400 

12.850 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

12.850 

-0.21 

0.050 

0.09 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.36 

0.000 

0.32 

0.45 


Kankrai 

0814000401815700 

23.054 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

14.668 

-0.39 

0.050 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.000 

0.21 

0.29 







Non-command 

Vindhyan Sandstone 

8.384 

-0.39 

0.030 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.000 

0.12 

0.16 


Kantiya 

0814000501823200 

41.789 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

20.590 

-1.16 

0.050 

0.35 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.40 

0.000 

0.13 

0.20 







Non-command 

Vindhyan Sandstone 

21.198 

-1.16 

0.030 

0.39 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.57 

0.000 

0.14 

0.21 


Kapooriya 

0815000201933800 

26.993 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

4.514 

2.14 

0.040 

0.08 

0.00 

0.00 

0.00 

0.00 

0.47 

0.29 

0.29 

0.017 

0.04 

0.07 


Karnoo 

0814000501817700 

31.396 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

15.392 

-0.31 

0.070 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.000 

0.12 

0.20 


Khadkali 

0814000501822000 

34.885 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.029 

0.34 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khatora 

0814000501819300 

18.361 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

18.361 

-0.35 

0.050 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.47 

0.000 

0.26 

0.41 


Kheenvsar 

0814000501824800 

51.273 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

26.242 

-1.62 

0.050 

0.42 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.68 

0.000 

0.14 

0.21 







Non-command 

Vindhyan Sandstone 

25.031 

-1.62 

0.030 

0.44 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.76 

0.000 

0.14 

0.20 


Khera Dhadhalwas 

0814000401815600 

3.163 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

1.141 

-0.58 

0.050 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.12 

0.17 







Non-command 

Vindhyan Sandstone 

2.022 

-0.58 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.21 

0.29 


Khodwa 

0814000501825300 

15.351 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

15.351 

-0.62 

0.050 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.55 

0.000 

0.30 

0.42 


Khundala 

0814000501824300 

22.016 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.075 

-1.79 

0.030 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.000 

0.01 

0.02 


Kinjari 

0815000201938000 

25.387 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

1.012 

0.53 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.07 

0.004 

0.01 

0.02 


Kukarda 

0815000301946800 

17.757 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

16.747 

1.03 

0.080 

0.36 

0.02 

0.00 

0.00 

0.00 

1.71 

1.36 

1.32 

0.081 

0.31 

0.39 


Kurchhi 

0814000501824100 

46.388 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

0.928 

-0.77 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.000 

0.01 

0.01 


Lalap 

0814000401815000 

14.003 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

14.003 

-0.41 

0.050 

0.32 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.27 

0.000 

0.30 

0.42 


Lalawas 

0814000501824600 

12.427 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

9.886 

-1.95 

0.050 

0.45 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.79 

0.000 

0.23 

0.33 







Non-command 

Vindhyan Sandstone 

2.541 

-1.95 

0.030 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.51 

0.000 

0.06 

0.08 


Lawari 

0815000301947100 

9.605 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

5.634 

1.26 

0.080 

0.39 

0.02 

0.00 

0.00 

0.00 

0.94 

0.72 

1.53 

0.027 

0.18 

0.24 


Loonawas 

0814000501823800 

5.971 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

5.971 

-1.68 

0.030 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.64 

0.000 

0.27 

0.41 


Madhaniyon Ki Dhani 

0814000501820000 

20.802 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

20.678 

-0.96 

0.030 

0.76 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

3.03 

0.000 

0.26 

0.41 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Chittani 

0814000401816800 

0.08 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.023 

0.002 

0.021 

0.303 

1,440.56 

Over Exploited 

Dantina 

0814000501818000 

0.08 

0.73 

- 

0.73 

0.01 

0.74 

0.04 

0.28 

0.13 

0.0200 

- 

- 

- 

0.020 

0.152 

0.887 

0.089 

0.799 

0.528 

66.12 

Safe 

Davi Sagar 

0814000501821200 

0.08 

0.10 

- 

0.10 

- 

0.10 

0.04 

0.29 

0.02 

- 

- 

- 

- 

- 

0.019 

0.121 

0.012 

0.109 

0.033 

30.33 

Safe 

Dehroo 

0814000401813600 

0.10 

0.85 

- 

0.85 

0.02 

0.87 

0.04 

0.34 

0.13 

0.0700 

- 

- 

0.004 

0.074 

0.202 

1.073 

0.107 

0.966 

1.843 

190.84 

Over Exploited 

Deu 

0814000501818100 

0.08 

0.63 

- 

0.63 

0.01 

0.64 

0.05 

0.30 

0.11 

0.0300 

- 

- 

- 

0.030 

0.142 

0.783 

0.078 

0.705 

0.919 

130.43 

Over Exploited 

Dhandhora 

0815000301946200 

0.10 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.022 

0.002 

0.020 

0.371 

1,875.06 

Over Exploited 

Dharnawas 

0814000501825600 

0.10 

0.37 

- 

0.37 

0.01 

0.38 

0.04 

0.33 

0.05 

0.0400 

- 

- 

0.002 

0.042 

0.093 

0.471 

0.047 

0.424 

0.990 

233.67 

Over Exploited 

Dheengsara 

0814000501825100 

0.08 

0.16 

- 

0.16 

0.01 

0.17 

0.05 

0.31 

0.03 

0.0200 

- 

- 

- 

0.020 

0.048 

0.215 

0.022 

0.194 

0.660 

340.89 

Over Exploited 

Dhundhiyari 

0814000401815200 

0.10 

0.61 

(32.46) 

0.49 

0.01 

0.50 

0.04 

0.36 

0.08 

0.0200 

- 

- 

0.001 

0.022 

0.100 

0.598 

0.030 

0.568 

0.605 

106.45 

Over Exploited 

Diyawari 

0814000401815800 

0.10 

0.05 

- 

0.05 

0.00 

0.06 

0.01 

0.09 

0.01 

- 

- 

- 

0.004 

0.004 

0.011 

0.068 

0.007 

0.061 

0.055 

90.37 

Critical 



0.08 

0.07 

- 

0.07 

- 

0.07 

0.01 

0.12 

0.01 

- 

- 

- 

- 

- 

0.009 

0.080 

0.008 

0.072 

0.091 

126.98 

Over Exploited 

Dodiyal 

0815000301946000 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.123 

8,330.89 

Over Exploited 

Dujasar 

0814000501821000 

0.10 

0.54 

- 

0.54 

- 

0.54 

0.05 

0.31 

0.10 

0.0100 

- 

- 

- 

0.010 

0.108 

0.649 

0.065 

0.584 

0.193 

33.04 

Safe 

Gajsinghpura 

0815000301946500 

0.10 

1.12 

18.09 

1.32 

0.03 

1.35 

0.04 

0.34 

0.14 

0.0500 

- 

- 

0.012 

0.062 

0.205 

1.553 

0.078 

1.475 

1.531 

103.75 

Over Exploited 

Galni 

0814000501821900 

0.08 

0.00 

2,561.71 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.08 

0.00 

4,619.67 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Gawaloo 

0814000401816200 

0.08 

0.01 

- 

0.01 

0.01 

0.02 

0.00 

0.04 

0.00 

0.0200 

- 

- 

- 

0.020 

0.021 

0.042 

0.004 

0.038 

0.605 

1,595.14 

Over Exploited 

Giravandi 

0814000401813300 

0.10 

0.11 

- 

0.11 

0.01 

0.12 

0.04 

0.33 

0.02 

0.0200 

- 

- 

- 

0.020 

0.037 

0.154 

0.015 

0.138 

0.523 

378.34 

Over Exploited 

Godaron Ki Dhani 

0814000501824000 

0.08 

0.05 

- 

0.05 

- 

0.05 

0.03 

0.22 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.072 

0.007 

0.064 

0.393 

610.53 

Over Exploited 

Godhan 

0814000501822400 

0.08 

0.19 

(84.01) 

0.15 

- 

0.15 

0.04 

0.26 

0.03 

- 

- 

- 

- 

- 

0.034 

0.182 

0.009 

0.173 

0.099 

57.38 

Safe 

Golasani 

0814000401816100 

0.08 

0.08 

- 

0.08 

- 

0.08 

0.02 

0.21 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.098 

0.010 

0.088 

0.242 

273.45 

Over Exploited 

Gowa Kalan 

0814000401814700 

0.10 

0.73 

- 

0.73 

0.02 

0.75 

0.04 

0.36 

0.10 

0.0300 

- 

- 

0.013 

0.043 

0.142 

0.890 

0.089 

0.801 

0.770 

96.15 

Critical 

Gudha Bhagwan Das 

0814000501822100 

0.08 

0.06 

(7.22) 

0.05 

- 

0.05 

0.02 

0.12 

0.01 

- 

- 

- 

- 

- 

0.010 

0.063 

0.003 

0.060 

0.066 

110.65 

Over Exploited 

Gudha Bhagwan Das K 

0814000501822200 

0.08 

0.00 

675.80 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Gulasar 

0814000501819700 

0.08 

0.10 

- 

0.10 

0.01 

0.11 

0.04 

0.30 

0.02 

0.0200 

- 

- 

- 

0.020 

0.035 

0.150 

0.015 

0.135 

0.514 

381.49 

Over Exploited 

Guriya 

0814000401813400 

0.10 

0.07 

- 

0.07 

0.01 

0.08 

0.04 

0.32 

0.01 

0.0300 

- 

- 

- 

0.030 

0.041 

0.123 

0.012 

0.111 

0.798 

719.63 

Over Exploited 

Hameerana 

0814000501825000 

0.10 

0.46 

- 

0.46 

0.01 

0.47 

0.04 

0.32 

0.07 

0.0300 

- 

- 

- 

0.030 

0.104 

0.578 

0.058 

0.520 

0.853 

163.95 

Over Exploited 

Hanuman Nagar 

0814000501823600 

0.08 

0.12 

- 

0.12 

0.01 

0.13 

0.04 

0.31 

0.02 

0.0200 

- 

- 

- 

0.020 

0.037 

0.163 

0.016 

0.147 

0.605 

412.58 

Over Exploited 

Hanuman Sagar 

0814000501819200 

0.10 

0.09 

- 

0.09 

0.01 

0.10 

0.03 

0.20 

0.01 

0.0200 

- 

- 

- 

0.020 

0.034 

0.136 

0.014 

0.123 

0.523 

426.39 

Over Exploited 



0.08 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.10 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.031 

0.003 

0.028 

0.272 

972.59 

Over Exploited 

Haripura 

0814000501825200 

0.10 

0.41 

- 

0.41 

- 

0.41 

0.04 

0.34 

0.06 

0.0100 

- 

- 

- 

0.010 

0.069 

0.478 

0.048 

0.430 

0.220 

51.14 

Safe 

Hempura 

0814000501819500 

0.08 

0.15 

- 

0.15 

0.02 

0.17 

0.03 

0.24 

0.02 

0.0600 

- 

- 

- 

0.060 

0.082 

0.251 

0.025 

0.226 

1.724 

763.84 

Over Exploited 

Hesaba 

0814000501820600 

0.10 

0.23 

- 

0.23 

0.01 

0.24 

0.04 

0.30 

0.04 

0.0200 

- 

- 

- 

0.020 

0.058 

0.300 

0.030 

0.270 

0.468 

173.52 

Over Exploited 

Hilori 

0814000401816000 

0.08 

0.21 

- 

0.21 

0.01 

0.22 

0.04 

0.38 

0.03 

0.0300 

- 

- 

0.005 

0.035 

0.060 

0.279 

0.028 

0.251 

0.817 

325.06 

Over Exploited 

Isar Navra 

0814000501819900 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.091 

8,067.32 

Over Exploited 

Jagrampura 

0814000501822800 

0.10 

0.21 

- 

0.21 

- 

0.21 

0.04 

0.31 

0.04 

- 

- 

- 

- 

- 

0.036 

0.249 

0.025 

0.224 

0.083 

37.03 

Safe 

Jakhan 

0815000201933500 

0.07 

0.34 

423.86 

0.41 

0.04 

0.45 

0.02 

0.18 

0.05 

0.1100 

- 

- 

- 

0.110 

0.162 

0.616 

0.031 

0.585 

2.952 

504.83 

Over Exploited 



0.06 

0.10 

556.20 

0.12 

0.01 

0.13 

0.01 

0.11 

0.02 

0.0300 

- 

- 

- 

0.030 

0.046 

0.180 

0.009 

0.171 

0.944 

550.94 

Over Exploited 

Jasnathpura 

0814000501819400 

0.08 

0.31 

- 

0.31 

0.02 

0.33 

0.04 

0.30 

0.05 

0.0500 

- 

- 

- 

0.050 

0.097 

0.423 

0.042 

0.381 

1.331 

349.73 

Over Exploited 

Jaswant Nagar (Beni 

0814000501824400 

0.08 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.016 

0.002 

0.014 

0.333 

2,304.72 

Over Exploited 

Jodhras 

0814000401814900 

0.10 

0.16 

- 

0.16 

- 

0.16 

0.04 

0.35 

0.02 

0.0100 

- 

- 

- 

0.010 

0.032 

0.196 

0.020 

0.176 

0.165 

93.62 

Critical 

Joginara 

0814000501823300 

0.10 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.009 

0.110 

1,201.78 

Over Exploited 



0.08 

0.09 

- 

0.09 

0.01 

0.10 

0.03 

0.25 

0.01 

0.0200 

- 

- 

- 

0.020 

0.033 

0.130 

0.013 

0.117 

0.454 

387.10 

Over Exploited 

Jorawarpura 

0814000401813500 

0.10 

0.25 

- 

0.25 

0.01 

0.26 

0.04 

0.33 

0.04 

0.0300 

- 

- 

0.002 

0.032 

0.070 

0.328 

0.033 

0.295 

0.798 

270.15 

Over Exploited 

Kaliyas 

0814000401815400 

0.10 

0.41 

- 

0.41 

0.01 

0.42 

0.04 

0.36 

0.05 

0.0100 

- 

- 

0.008 

0.018 

0.072 

0.491 

0.049 

0.442 

0.358 

81.00 

Semi Critical 

Kankrai 

0814000401815700 

0.10 

0.31 

- 

0.31 

0.00 

0.31 

0.03 

0.24 

0.04 

0.0100 

- 

- 

0.001 

0.011 

0.050 

0.364 

0.036 

0.327 

0.220 

67.22 

Safe 



0.08 

0.08 

- 

0.08 

- 

0.08 

0.02 

0.14 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.102 

0.010 

0.092 

0.151 

164.78 

Over Exploited 

Kantiya 

0814000501823200 

0.10 

0.27 

- 

0.27 

0.02 

0.29 

0.02 

0.15 

0.04 

0.0500 

- 

- 

- 

0.050 

0.093 

0.386 

0.039 

0.347 

1.403 

404.00 

Over Exploited 



0.08 

0.23 

- 

0.23 

0.02 

0.25 

0.02 

0.16 

0.04 

0.0600 

- 

- 

- 

0.060 

0.096 

0.348 

0.035 

0.313 

1.573 

502.48 

Over Exploited 

Kapooriya 

0815000201933800 

0.06 

0.01 

2,414.39 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.026 

0.001 

0.024 

0.302 

1,244.95 

Over Exploited 

Karnoo 

0814000501817700 

0.08 

0.15 

- 

0.15 

- 

0.15 

0.02 

0.14 

0.03 

0.0100 

- 

- 

- 

0.010 

0.038 

0.188 

0.019 

0.169 

0.198 

117.29 

Over Exploited 

Khadkali 

0814000501822000 

0.08 

0.00 

82,446.60 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Khatora 

0814000501819300 

0.10 

0.47 

- 

0.47 

0.01 

0.48 

0.04 

0.30 

0.07 

0.0200 

- 

- 

- 

0.020 

0.093 

0.573 

0.057 

0.516 

0.468 

90.69 

Critical 

Kheenvsar 

0814000501824800 

0.10 

0.38 

- 

0.38 

0.02 

0.40 

0.02 

0.16 

0.06 

0.0600 

- 

- 

0.004 

0.064 

0.120 

0.519 

0.052 

0.467 

1.678 

359.15 

Over Exploited 



0.08 

0.27 

- 

0.27 

0.02 

0.29 

0.02 

0.16 

0.04 

0.0700 

- 

- 

- 

0.070 

0.111 

0.405 

0.041 

0.365 

1.755 

481.48 

Over Exploited 

Khera Dhadhalwas 

0814000401815600 

0.10 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.14 

0.00 

- 

- 

- 

- 

- 

0.002 

0.015 

0.002 

0.014 

- 

- 

Safe 



0.08 

0.03 

- 

0.03 

- 

0.03 

0.03 

0.24 

0.00 

- 

- 

- 

- 

- 

0.004 

0.039 

0.004 

0.035 

- 

- 

Safe 

Khodwa 

0814000501825300 

0.10 

0.46 

- 

0.46 

0.01 

0.47 

0.04 

0.34 

0.06 

0.0200 

- 

- 

0.001 

0.021 

0.085 

0.558 

0.056 

0.502 

0.550 

109.48 

Over Exploited 

Khundala 

0814000501824300 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.212 

2,079.94 

Over Exploited 

Kinjari 

0815000201938000 

0.06 

0.00 

4,059.13 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.076 

9,516.32 

Over Exploited 

Kukarda 

0815000301946800 

0.10 

0.51 

164.82 

0.62 

0.02 

0.64 

0.04 

0.34 

0.06 

0.0500 

- 

- 

0.004 

0.054 

0.117 

0.756 

0.038 

0.718 

1.401 

195.03 

Over Exploited 

Kurchhi 

0814000501824100 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.091 

22,410.66 

Over Exploited 

Lalap 

0814000401815000 

0.10 

0.43 

- 

0.43 

0.02 

0.45 

0.04 

0.35 

0.06 

0.0500 

- 

- 

0.004 

0.054 

0.114 

0.562 

0.056 

0.506 

1.265 

249.93 

Over Exploited 

Lalawas 

0814000501824600 

0.10 

0.22 

- 

0.22 

0.02 

0.24 

0.03 

0.26 

0.03 

0.0700 

- 

- 

0.001 

0.071 

0.103 

0.347 

0.035 

0.312 

1.788 

572.71 

Over Exploited 



0.08 

0.01 

- 

0.01 

0.01 

0.02 

0.01 

0.07 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.044 

0.004 

0.039 

0.514 

1,312.32 

Over Exploited 

Lawari 

0815000301947100 

0.10 

0.10 

600.16 

0.12 

0.02 

0.14 

0.02 

0.20 

0.01 

0.0600 

- 

- 

0.002 

0.062 

0.075 

0.219 

0.011 

0.208 

1.557 

748.06 

Over Exploited 

Loonawas 

0814000501823800 

0.08 

0.13 

- 

0.13 

0.01 

0.14 

0.04 

0.31 

0.02 

0.0200 

- 

- 

- 

0.020 

0.039 

0.179 

0.018 

0.161 

0.635 

394.61 

Over Exploited 

Madhaniyon Ki Dhani 

0814000501820000 

0.08 

0.44 

- 

0.44 

0.04 

0.48 

0.04 

0.30 

0.06 

0.1100 

- 

- 

- 

0.110 

0.174 

0.650 

0.065 

0.585 

3.025 

517.47 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Madpura 

081400050182080C 

34.442 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

34.442 

-0.65 

0.050 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.80 

0.000 

0.26 

0.42 


Magraiwali Dhaniyan 

0814000501823100 

3.569 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

3.569 

-1.29 

0.030 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.82 

0.000 

0.27 

0.41 


Maheshpura 

0814000501823000 

7.805 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

7.747 

-1.55 

0.050 

0.22 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.88 

0.000 

0.27 

0.41 







Non-command 

Vindhyan Sandstone 

0.058 

-1.55 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Manakpur 

0814000401815100 

42.065 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

42.065 

0.22 

0.050 

0.58 

0.03 

0.00 

0.00 

0.00 

1.00 

0.75 

2.31 

0.000 

0.31 

0.42 


Mandeliya 

0803000500555300 

4.102 

Saline 

Non-command 

Non-command 

Bilara Limestone 

0.048 

-0.39 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Mangeriya 

0815000301946100 

19.984 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

19.984 

-1.52 

0.080 

0.82 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

3.15 

0.096 

0.30 

0.41 


Meras 

0814000401814800 

5.000 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

5.000 

-0.28 

0.050 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.000 

0.31 

0.44 


Mori 

0814000401815500 

7.424 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

7.424 

-0.42 

0.050 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.000 

0.33 

0.46 


Mundiyar 

0814000401814100 

32.594 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

18.223 

-0.27 

0.050 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.000 

0.18 

0.26 


Nagri 

0814000501824500 

35.808 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

10.414 

-2.01 

0.050 

0.25 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.02 

0.000 

0.08 

0.12 







Non-command 

Vindhyan Sandstone 

21.702 

-2.01 

0.030 

0.59 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.36 

0.000 

0.17 

0.25 


Nandwani 

0814000501822500 

37.423 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

17.581 

0.04 

0.070 

0.09 

0.00 

0.00 

0.00 

0.00 

0.14 

0.08 

0.36 

0.000 

0.12 

0.20 


Narwa Kalan 

0814000501823400 

11.866 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

11.866 

-1.74 

0.030 

0.36 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.42 

0.000 

0.27 

0.41 


Narwa Khurd 

0814000501823500 

12.038 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

12.038 

-1.94 

0.030 

0.34 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.36 

0.000 

0.28 

0.41 


Nenau 

0814000501821700 

18.279 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.043 

-0.08 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Bilara Limestone 

5.551 

-0.08 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.000 

0.08 

0.13 


Nimbola 

0814000501821100 

13.633 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

13.530 

-0.37 

0.070 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.000 

0.26 

0.43 


Ompura 

0815000201933200 

39.679 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

4.683 

1.04 

0.060 

0.24 

0.01 

0.00 

0.00 

0.00 

0.52 

0.32 

0.93 

0.018 

0.03 

0.05 







Non-command 

Vindhyan Sandstone 

32.065 

1.04 

0.040 

0.86 

0.04 

0.00 

0.00 

0.00 

2.15 

1.34 

3.28 

0.120 

0.20 

0.33 


Paboosar 

0814000501817600 

35.849 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.328 

-0.15 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Pacharon Wa Bichhoo 

0814000501818200 

4.761 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

4.761 

-0.65 

0.070 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.000 

0.26 

0.42 


Palri Ranawata 

0815000301947200 

28.337 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

1.126 

1.32 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.17 

0.13 

0.21 

0.005 

0.01 

0.02 


Palri Vyasan 

0814000401813900 

12.484 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.631 

-0.29 

0.050 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Panchla Siddha 

0814000501820100 

14.857 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

14.655 

-1.03 

0.030 

0.36 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.45 

0.000 

0.26 

0.40 


Panchori 

0814000501818800 

59.868 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

59.868 

-0.60 

0.050 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.69 

0.000 

0.26 

0.41 


Papasani 

0814000501819800 

18.884 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

4.254 

-1.46 

0.030 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.000 

0.06 

0.09 


Peepliyan 

0814000501820300 

13.177 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

13.177 

-0.82 

0.030 

0.77 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

3.09 

0.000 

0.27 

0.41 


Poonasar 

0815000201933300 

100.113 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

50.544 

0.57 

0.060 

1.56 

0.07 

0.00 

0.00 

0.00 

3.21 

2.01 

5.99 

0.189 

0.13 

0.20 







Non-command 

Vindhyan Sandstone 

0.038 

0.57 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Poonasar Khurd 

0815000201933400 

19.181 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

19.181 

-0.08 

0.060 

0.56 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.14 

0.072 

0.25 

0.40 


Potliya Manjra 

0814000401807100 

18.184 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

7.702 

0.14 

0.070 

0.04 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.17 

0.000 

0.11 

0.19 


Ramsar 

0814000501818600 

20.853 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

20.853 

-0.38 

0.070 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.000 

0.25 

0.41 


Rarod 

0815000301947000 

52.087 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

3.500 

1.41 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.43 

0.35 

0.15 

0.017 

0.02 

0.03 


Ravon Ki Dhani 

0814000501818700 

4.196 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

4.196 

-0.70 

0.050 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.000 

0.26 

0.41 


Ridmalsar 

0815000101924500 

95.863 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

32.891 

0.46 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

1.25 

0.77 

0.11 

0.068 

0.08 

0.14 


Roon 

0814000401816600 

62.459 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

4.406 

-1.12 

0.030 

0.26 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.03 

0.000 

0.03 

0.03 


Sankhwas 

0814000401814600 

44.728 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

9.697 

-0.55 

0.050 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.000 

0.07 

0.10 







Non-command 

Vindhyan Sandstone 

22.630 

-0.55 

0.030 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.000 

0.17 

0.24 


Saruda 

0803000500555200 

114.418 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

0.051 

0.08 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Bilara Limestone 

0.009 

0.08 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Satika Kalan 

0814000501819100 

17.564 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

13.154 

-0.71 

0.050 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.000 

0.19 

0.31 







Non-command 

Vindhyan Sandstone 

4.409 

-0.71 

0.030 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.000 

0.06 

0.10 


Satika Khurd 

0814000501819000 

10.394 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

10.394 

-0.68 

0.050 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.000 

0.26 

0.41 


Senani 

0814000401815900 

19.045 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

10.549 

-1.08 

0.030 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.55 

0.000 

0.19 

0.26 


Sheelgaon 

0814000401814000 

21.539 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

21.527 

-0.46 

0.050 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.000 

0.30 

0.44 


Shivnara 

0814000501818900 

9.705 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

5.577 

-0.72 

0.050 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.000 

0.15 

0.24 







Non-command 

Vindhyan Sandstone 

4.128 

-0.72 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.000 

0.11 

0.17 


Shivpura 

0814000501820900 

21.280 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

21.280 

-0.56 

0.050 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.000 

0.26 

0.43 


Sindhipura 

0814000501818500 

27.830 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

27.830 

-0.39 

0.070 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.000 

0.25 

0.41 


Siriya De Nagar 

0814000501821300 

6.621 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

1.140 

-0.13 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.04 

0.07 





Saline 

Non-command 

Non-command 

Bilara Limestone 

5.482 

-0.13 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.21 

0.36 


Siyagon Ki Dhani 

0814000401813200 

5.928 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

5.928 

-0.29 

0.070 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.50 

0.000 

0.27 

0.43 


Sowaon Ki Dhani 

0814000501820400 

14.713 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

4.397 

-0.74 

0.050 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.000 

0.08 

0.12 







Non-command 

Vindhyan Sandstone 

10.316 

-0.74 

0.030 

0.26 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.03 

0.000 

0.18 

0.29 


Sukholav 

0814000501821400 

3.214 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

3.214 

0.12 

0.070 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.07 

0.000 

0.26 

0.44 


Suwana 

0815000301946600 

24.609 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

18.658 

0.86 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

1.30 

0.99 

0.00 

0.090 

0.24 

0.31 







Non-command 

Vindhyan Sandstone 

5.951 

0.86 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.31 

0.24 

0.00 

0.029 

0.07 

0.10 


Tankla 

0814000401813100 

39.184 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

37.309 

-0.42 

0.070 

0.33 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.32 

0.000 

0.26 

0.41 


Tantwas 

0814000501817900 

27.664 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

4.366 

-0.52 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.000 

0.04 

0.07 


Tarawas 

0814000501825500 

17.189 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

17.189 

-1.74 

0.050 

0.33 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.32 

0.000 

0.29 

0.41 


Thambariya 

0814000501820500 

12.189 

Fresh 

Non-command 

Non-command 

Bilara Limestone 

5.086 

-0.74 

0.050 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.50 

0.000 

0.11 

0.17 







Non-command 

Vindhyan Sandstone 

7.103 

-0.74 

0.030 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.79 

0.000 

0.15 

0.24 


Vishnoiyon Ki Dhani 

0814000501820200 

10.765 

Fresh 

Non-command 

Non-command 

Vindhyan Sandstone 

10.765 

-1.03 

0.030 

0.36 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.42 

0.000 

0.27 

0.41 

16005046 

Arjana 

0816000102022600 

170.834 

Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

154.592 

0.79 

0.060 

0.03 

0.00 

0.32 

0.60 

0.02 

6.46 

3.81 

0.02 

0.074 

0.16 

0.27 






Non-command 

Non-command 

Tertiary Sandstone 

16.242 

0.79 

0.060 

0.00 

0.00 

0.00 

0.00 

0.01 

0.77 

0.45 

0.00 

0.008 

0.02 

0.03 


Bada 

0816000102014800 

43.535 

Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

35.266 

0.86 

0.040 

0.00 

0.00 

0.05 

0.07 

0.00 

1.10 

0.65 

0.00 

0.012 

0.14 

0.24 






Non-command 

Non-command 

Tertiary Sandstone 

8.269 

0.86 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.17 

0.00 

0.003 

0.03 

0.06 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Madpura 

081400050182080C 

0.10 

0.90 

- 

0.90 

0.01 

0.91 

0.05 

0.31 

0.16 

0.0300 

- 

- 

- 

0.030 

0.187 

1.093 

0.109 

0.983 

0.798 

81.14 

Semi Critical 

Magraiwali Dhaniyan 

0814000501823100 

0.08 

0.08 

- 

0.08 

0.01 

0.09 

0.04 

0.31 

0.01 

0.0300 

- 

- 

- 

0.030 

0.042 

0.129 

0.013 

0.116 

0.817 

704.11 

Over Exploited 

Maheshpura 

0814000501823000 

0.10 

0.21 

- 

0.21 

0.01 

0.22 

0.04 

0.32 

0.03 

0.0300 

- 

- 

- 

0.030 

0.063 

0.285 

0.028 

0.256 

0.880 

343.40 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Manakpur 

0814000401815100 

0.10 

1.32 

(42.97) 

1.05 

0.03 

1.09 

0.04 

0.35 

0.17 

0.0900 

- 

- 

0.001 

0.091 

0.264 

1.349 

0.067 

1.282 

2.310 

180.20 

Over Exploited 

Mandeliya 

0803000500555300 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mangeriya 

0815000301946100 

0.10 

0.59 

- 

0.59 

0.04 

0.63 

0.04 

0.33 

0.08 

0.1200 

- 

- 

0.000 

0.120 

0.198 

0.829 

0.083 

0.746 

3.246 

434.93 

Over Exploited 

Meras 

0814000401814800 

0.10 

0.16 

- 

0.16 

0.00 

0.16 

0.04 

0.36 

0.02 

0.0100 

- 

- 

0.001 

0.011 

0.032 

0.190 

0.019 

0.171 

0.165 

96.55 

Critical 

Mori 

0814000401815500 

0.10 

0.24 

- 

0.24 

- 

0.24 

0.04 

0.37 

0.03 

- 

- 

- 

- 

- 

0.031 

0.274 

0.027 

0.247 

0.110 

44.53 

Safe 

Mundiyar 

0814000401814100 

0.10 

0.32 

- 

0.32 

0.00 

0.32 

0.02 

0.20 

0.05 

- 

- 

- 

0.004 

0.004 

0.049 

0.372 

0.037 

0.334 

0.110 

32.90 

Safe 

Nagri 

0814000501824500 

0.10 

0.09 

- 

0.09 

0.01 

0.10 

0.01 

0.09 

0.01 

0.0400 

- 

- 

- 

0.040 

0.052 

0.148 

0.015 

0.133 

1.018 

766.46 

Over Exploited 



0.08 

0.30 

- 

0.30 

0.03 

0.33 

0.02 

0.20 

0.04 

0.0900 

- 

- 

0.001 

0.091 

0.133 

0.461 

0.046 

0.415 

2.360 

568.80 

Over Exploited 

Nandwani 

0814000501822500 

0.08 

0.17 

(52.25) 

0.14 

- 

0.14 

0.02 

0.15 

0.03 

0.0100 

- 

- 

- 

0.010 

0.041 

0.181 

0.009 

0.172 

0.363 

210.85 

Over Exploited 

Narwa Kalan 

0814000501823400 

0.08 

0.26 

- 

0.26 

0.02 

0.28 

0.04 

0.31 

0.04 

0.0500 

- 

- 

- 

0.050 

0.088 

0.367 

0.037 

0.330 

1.422 

430.41 

Over Exploited 

Narwa Khurd 

0814000501823500 

0.08 

0.27 

- 

0.27 

0.02 

0.29 

0.04 

0.32 

0.04 

0.0500 

- 

- 

- 

0.050 

0.089 

0.375 

0.037 

0.337 

1.361 

403.50 

Over Exploited 

Nenau 

0814000501821700 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 



0.08 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.09 

0.01 

- 

- 

- 

- 

- 

0.006 

0.041 

0.004 

0.037 

0.044 

119.04 

Over Exploited 

Nimbola 

0814000501821100 

0.08 

0.28 

- 

0.28 

- 

0.28 

0.05 

0.30 

0.05 

- 

- 

- 

- 

- 

0.051 

0.328 

0.033 

0.295 

0.099 

33.58 

Safe 

Ompura 

0815000201933200 

0.07 

0.01 

3,211.14 

0.01 

0.01 

0.02 

0.00 

0.03 

0.00 

0.0300 

- 

- 

- 

0.030 

0.031 

0.053 

0.003 

0.051 

0.950 

1,877.78 

Over Exploited 



0.06 

0.39 

239.78 

0.47 

0.04 

0.51 

0.03 

0.24 

0.06 

0.1200 

- 

- 

- 

0.120 

0.179 

0.692 

0.035 

0.657 

3.396 

516.89 

Over Exploited 

Paboosar 

0814000501817600 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

- 

Safe 

Pacharon Wa Bichhoo 

0814000501818200 

0.08 

0.10 

- 

0.10 

- 

0.10 

0.05 

0.30 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.125 

0.012 

0.112 

0.165 

146.88 

Over Exploited 

Palri Ranawata 

0815000301947200 

0.10 

0.00 

9,259.53 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.215 

1,917.61 

Over Exploited 

Palri Vyasan 

0814000401813900 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

- 

- 

Safe 

Panchla Siddha 

0814000501820100 

0.08 

0.31 

- 

0.31 

0.02 

0.33 

0.04 

0.30 

0.05 

0.0500 

- 

- 

- 

0.050 

0.095 

0.425 

0.043 

0.383 

1.452 

379.35 

Over Exploited 

Panchori 

0814000501818800 

0.10 

1.54 

- 

1.54 

0.01 

1.55 

0.04 

0.30 

0.26 

0.0300 

- 

- 

- 

0.030 

0.288 

1.833 

0.183 

1.650 

0.688 

41.69 

Safe 

Papasani 

0814000501819800 

0.08 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.033 

0.003 

0.030 

0.363 

1,225.23 

Over Exploited 

Peepliyan 

0814000501820300 

0.08 

0.28 

- 

0.28 

0.04 

0.32 

0.04 

0.31 

0.04 

0.1200 

- 

- 

- 

0.120 

0.163 

0.484 

0.048 

0.435 

3.086 

708.73 

Over Exploited 

Poonasar 

0815000201933300 

0.07 

0.45 

347.70 

0.54 

0.07 

0.61 

0.02 

0.15 

0.07 

0.2200 

- 

- 

- 

0.220 

0.291 

0.899 

0.045 

0.854 

6.174 

723.25 

Over Exploited 



0.06 

0.00 

275,153.90 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Poonasar Khurd 

0815000201933400 

0.07 

0.34 

- 

0.34 

0.03 

0.37 

0.04 

0.29 

0.06 

0.0800 

- 

- 

- 

0.080 

0.135 

0.505 

0.050 

0.454 

2.211 

486.70 

Over Exploited 

Potliya Manjra 

0814000401807100 

0.08 

0.07 

(0.71) 

0.07 

- 

0.07 

0.02 

0.13 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.090 

0.004 

0.085 

0.165 

193.56 

Over Exploited 

Ramsar 

0814000501818600 

0.08 

0.42 

- 

0.42 

- 

0.42 

0.04 

0.30 

0.07 

0.0100 

- 

- 

- 

0.010 

0.080 

0.504 

0.050 

0.453 

0.165 

36.40 

Safe 

Rarod 

0815000301947000 

0.10 

0.01 

4,499.44 

0.01 

0.00 

0.01 

0.00 

0.02 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.012 

0.021 

0.001 

0.020 

0.167 

837.15 

Over Exploited 

Ravon Ki Dhani 

0814000501818700 

0.10 

0.11 

- 

0.11 

- 

0.11 

0.04 

0.30 

0.02 

0.0100 

- 

- 

- 

0.010 

0.028 

0.136 

0.014 

0.122 

0.165 

134.73 

Over Exploited 

Ridmalsar 

0815000101924500 

0.08 

0.22 

246.12 

0.27 

- 

0.27 

0.02 

0.10 

0.04 

- 

- 

- 

- 

- 

0.040 

0.306 

0.015 

0.291 

0.177 

60.66 

Safe 

Roon 

0814000401816600 

0.08 

0.01 

- 

0.01 

0.01 

0.02 

0.00 

0.03 

0.00 

0.0400 

- 

- 

- 

0.040 

0.041 

0.060 

0.006 

0.054 

1.029 

1,902.41 

Over Exploited 

Sankhwas 

0814000401814600 

0.10 

0.07 

- 

0.07 

- 

0.07 

0.01 

0.08 

0.01 

- 

- 

- 

- 

- 

0.009 

0.078 

0.008 

0.071 

0.110 

155.99 

Over Exploited 



0.08 

0.30 

- 

0.30 

0.00 

0.30 

0.02 

0.19 

0.04 

0.0100 

- 

- 

0.001 

0.011 

0.050 

0.353 

0.035 

0.318 

0.272 

85.61 

Semi Critical 

Saruda 

0803000500555200 

0.08 

0.00 

21,439.35 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Satika Kalan 

0814000501819100 

0.10 

0.25 

- 

0.25 

- 

0.25 

0.03 

0.22 

0.04 

0.0100 

- 

- 

- 

0.010 

0.050 

0.304 

0.030 

0.274 

0.275 

100.40 

Over Exploited 



0.08 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.004 

0.026 

0.003 

0.024 

0.121 

508.21 

Over Exploited 

Satika Khurd 

0814000501819000 

0.10 

0.27 

- 

0.27 

- 

0.27 

0.04 

0.30 

0.04 

0.0100 

- 

- 

- 

0.010 

0.053 

0.320 

0.032 

0.288 

0.248 

86.15 

Semi Critical 

Senani 

0814000401815900 

0.08 

0.16 

- 

0.16 

0.01 

0.17 

0.02 

0.22 

0.02 

0.0200 

- 

- 

- 

0.020 

0.039 

0.214 

0.021 

0.192 

0.545 

283.50 

Over Exploited 

Sheelgaon 

0814000401814000 

0.10 

0.65 

- 

0.65 

0.00 

0.65 

0.04 

0.35 

0.10 

0.0100 

- 

- 

0.003 

0.013 

0.109 

0.759 

0.076 

0.683 

0.165 

24.14 

Safe 

Shivnara 

0814000501818900 

0.10 

0.08 

- 

0.08 

- 

0.08 

0.02 

0.17 

0.01 

- 

- 

- 

- 

- 

0.013 

0.096 

0.010 

0.087 

0.055 

63.42 

Safe 



0.08 

0.04 

- 

0.04 

- 

0.04 

0.02 

0.13 

0.01 

- 

- 

- 

- 

- 

0.006 

0.042 

0.004 

0.038 

0.030 

78.93 

Semi Critical 

Shivpura 

0814000501820900 

0.10 

0.56 

- 

0.56 

- 

0.56 

0.05 

0.31 

0.10 

0.0100 

- 

- 

- 

0.010 

0.108 

0.664 

0.066 

0.598 

0.275 

46.00 

Safe 

Sindhipura 

0814000501818500 

0.08 

0.56 

- 

0.56 

- 

0.56 

0.04 

0.29 

0.10 

- 

- 

- 

- 

- 

0.097 

0.656 

0.066 

0.591 

0.099 

16.76 

Safe 

Siriya De Nagar 

0814000501821300 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.004 

- 

- 

Safe 



0.08 

0.09 

- 

0.09 

- 

0.09 

0.04 

0.25 

0.02 

- 

- 

- 

- 

- 

0.017 

0.111 

0.011 

0.100 

- 

- 

Safe 

Siyagon Ki Dhani 

0814000401813200 

0.08 

0.13 

- 

0.13 

0.01 

0.14 

0.05 

0.32 

0.02 

0.0200 

- 

- 

- 

0.020 

0.042 

0.180 

0.018 

0.162 

0.495 

305.41 

Over Exploited 

Sowaon Ki Dhani 

0814000501820400 

0.10 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.09 

0.01 

0.0100 

- 

- 

- 

0.010 

0.015 

0.050 

0.005 

0.045 

0.385 

860.17 

Over Exploited 



0.08 

0.15 

- 

0.15 

0.01 

0.16 

0.03 

0.21 

0.02 

0.0400 

- 

- 

- 

0.040 

0.063 

0.225 

0.022 

0.202 

1.029 

508.28 

Over Exploited 

Sukholav 

0814000501821400 

0.08 

0.07 

(57.02) 

0.05 

- 

0.05 

0.05 

0.31 

0.01 

- 

- 

- 

- 

- 

0.012 

0.065 

0.003 

0.062 

0.066 

106.13 

Over Exploited 

Suwana 

0815000301946600 

0.10 

0.44 

124.75 

0.53 

0.00 

0.53 

0.03 

0.27 

0.06 

- 

- 

- 

0.005 

0.005 

0.061 

0.590 

0.030 

0.561 

0.090 

16.03 

Safe 



0.10 

0.04 

431.35 

0.05 

0.00 

0.06 

0.01 

0.08 

0.01 

- 

- 

- 

0.003 

0.003 

0.008 

0.064 

0.003 

0.061 

0.029 

47.31 

Safe 

Tankla 

0814000401813100 

0.08 

0.79 

- 

0.79 

0.02 

0.81 

0.04 

0.31 

0.13 

0.0500 

- 

- 

0.001 

0.051 

0.181 

0.989 

0.099 

0.890 

1.320 

148.37 

Over Exploited 

Tantwas 

0814000501817900 

0.08 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.003 

0.017 

0.002 

0.015 

0.033 

220.95 

Over Exploited 

Tarawas 

0814000501825500 

0.10 

0.50 

- 

0.50 

0.02 

0.52 

0.04 

0.33 

0.07 

0.0500 

- 

- 

0.002 

0.052 

0.123 

0.641 

0.064 

0.577 

1.320 

228.93 

Over Exploited 

Thambariya 

0814000501820500 

0.10 

0.06 

- 

0.06 

0.01 

0.07 

0.02 

0.13 

0.01 

0.0200 

- 

- 

- 

0.020 

0.029 

0.095 

0.009 

0.085 

0.495 

581.67 

Over Exploited 



0.08 

0.09 

- 

0.09 

0.01 

0.10 

0.02 

0.18 

0.01 

0.0300 

- 

- 

- 

0.030 

0.044 

0.141 

0.014 

0.127 

0.787 

621.46 

Over Exploited 

Vishnoiyon Ki Dhani 

0814000501820200 

0.08 

0.23 

- 

0.23 

0.02 

0.25 

0.04 

0.31 

0.03 

0.0500 

- 

- 

- 

0.050 

0.084 

0.336 

0.034 

0.302 

1.422 

470.28 

Over Exploited 

Arjana 

0816000102022600 

0.05 

1.22 

212.43 

1.46 

0.94 

2.40 

0.03 

0.19 

0.22 

- 

0.4456 

0.8396 

0.035 

1.320 

1.537 

3.936 

0.197 

3.739 

0.098 

2.62 

Safe 



0.05 

0.01 

3,266.02 

0.02 

0.01 

0.02 

0.00 

0.02 

0.00 

- 

- 

- 

0.008 

0.008 

0.011 

0.032 

0.002 

0.031 

0.008 

25.20 

Safe 

Bada 

0816000102014800 

0.03 

0.12 

422.10 

0.15 

0.12 

0.26 

0.02 

0.17 

0.02 

- 

0.0678 

0.0958 

- 

0.164 

0.186 

0.450 

0.023 

0.428 

0.012 

2.73 

Safe 



0.03 

0.01 

2,362.33 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.009 

0.003 

30.71 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Bahia 

081600010202290C 

703.610 

Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

160.881 

1.54 

0.060 

0.03 

0.00 

0.33 

0.62 

0.00 

13.91 

8.20 

0.00 

0.077 

0.04 

0.07 







Command 

Younger Alluvium 

535.504 

1.54 

0.150 

0.08 

0.00 

1.10 

2.06 

0.00 

120.33 

70.91 

0.00 

0.256 

0.14 

0.24 






Non-command 

Non-command 

Younger Alluvium 

0.000 

1.54 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhutowala 

0816000102014700 

120.634 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.799 

0.79 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.22 

0.00 

0.002 

0.01 

0.01 





Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

15.538 

0.79 

0.040 

0.00 

0.00 

0.02 

0.03 

0.00 

0.44 

0.26 

0.00 

0.005 

0.02 

0.04 







Command 

Younger Alluvium 

47.953 

0.79 

0.100 

0.01 

0.00 

0.07 

0.09 

0.00 

3.62 

2.12 

0.00 

0.016 

0.07 

0.12 






Non-command 

Non-command 

Younger Alluvium 

52.344 

0.79 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

4.12 

2.42 

0.00 

0.017 

0.08 

0.13 


Boha 

0816000102024600 

61.240 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

17.039 

1.55 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.80 

0.48 

0.02 

0.008 

0.05 

0.08 


Buili 

0816000102022800 

616.724 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.744 

1.13 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.12 

0.00 

0.001 

0.00 

0.00 





Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

104.816 

1.13 

0.040 

0.01 

0.00 

0.14 

0.20 

0.00 

4.40 

2.58 

0.00 

0.035 

0.03 

0.05 







Command 

Younger Alluvium 

471.518 

1.13 

0.100 

0.05 

0.00 

0.64 

0.91 

0.00 

51.73 

30.35 

0.00 

0.156 

0.14 

0.23 






Non-command 

Non-command 

Younger Alluvium 

38.646 

1.13 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

4.36 

2.56 

0.00 

0.013 

0.01 

0.02 


Dadoorewala 

0816000202045200 

250.939 

Fresh 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.352 

3.25 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.10 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Younger Alluvium 

0.000 

3.25 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

96.070 

3.25 

0.150 

0.02 

0.00 

0.26 

0.37 

0.00 

46.18 

27.47 

0.00 

0.046 

0.08 

0.13 


Deega 

0816000102022700 

156.419 

Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

156.419 

0.86 

0.060 

0.03 

0.00 

0.64 

0.90 

0.36 

6.21 

3.66 

0.04 

0.075 

0.18 

0.30 


Deetowala 

0816000102014600 

114.299 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

18.772 

0.69 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

1.30 

0.76 

0.00 

0.006 

0.03 

0.05 





Saline 

Non-command 

Non-command 

Younger Alluvium 

60.293 

0.69 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

4.18 

2.44 

0.00 

0.020 

0.09 

0.16 


Godhoowala 

0816000102014500 

90.917 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.119 

0.68 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.00 

0.000 

0.00 

0.00 


Hada 

0816000102015500 

26.480 

Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

3.006 

0.61 

0.040 

0.00 

0.00 

0.00 

0.01 

0.00 

0.06 

0.04 

0.00 

0.001 

0.02 

0.03 






Non-command 

Non-command 

Tertiary Sandstone 

20.615 

0.61 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.51 

0.30 

0.00 

0.007 

0.13 

0.23 


Hariyar 

0816000202046900 

245.867 

Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

8.751 

1.78 

0.060 

0.00 

0.00 

0.01 

0.02 

0.00 

0.91 

0.54 

0.00 

0.004 

0.01 

0.01 







Command 

Younger Alluvium 

1.181 

1.78 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.18 

0.00 

0.001 

0.00 

0.00 


Joga 

0816000102021500 

100.459 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

10.781 

0.58 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.15 

0.00 

0.004 

0.02 

0.03 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

9.158 

0.58 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.13 

0.00 

0.003 

0.02 

0.03 







Non-command 

Tertiary Sandstone 

9.192 

0.58 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.13 

0.00 

0.003 

0.02 

0.03 


Kabeer Basti 

0816000102021900 

75.243 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

0.059 

1.15 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Tertiary Sandstone 

75.184 

1.15 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

5.20 

3.08 

0.01 

0.036 

0.17 

0.29 


Kakab 

0816000102015100 

22.296 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

22.296 

0.98 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.87 

0.52 

0.00 

0.007 

0.17 

0.29 


Kheenwsar 

0816000102025200 

13.947 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

13.546 

2.02 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.84 

0.50 

0.07 

0.006 

0.17 

0.28 


Kheenyawas Rarki 

0816000102022000 

8.158 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

8.158 

0.98 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.49 

0.29 

0.02 

0.004 

0.17 

0.29 


Kheeya 

0816000102022100 

49.077 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

34.130 

1.34 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

1.38 

0.82 

0.00 

0.016 

0.12 

0.20 







Non-command 

Tertiary Sandstone 

14.947 

1.34 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

1.20 

0.71 

0.00 

0.007 

0.05 

0.09 


Mandha 

0816000102022400 

30.378 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

25.283 

1.16 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.90 

0.53 

0.05 

0.012 

0.14 

0.24 







Non-command 

Tertiary Sandstone 

5.095 

1.16 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.21 

0.00 

0.002 

0.03 

0.05 


Mandhau 

0816000102024300 

207.020 

Saline 

IGNP Canal System Stage II 

Command 

Jurassic Sandstone 

0.282 

1.55 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 







Command 

Tertiary Sandstone 

20.572 

1.55 

0.060 

0.00 

0.00 

0.03 

0.04 

0.00 

1.85 

1.10 

0.00 

0.010 

0.02 

0.03 






Non-command 

Non-command 

Jurassic Sandstone 

0.185 

1.55 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 







Non-command 

Tertiary Sandstone 

1.174 

1.55 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.00 

0.001 

0.00 

0.00 


Mohangarh 

0816000102023000 

688.719 

Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

197.100 

1.11 

0.060 

0.03 

0.00 

0.40 

0.76 

0.00 

12.03 

7.10 

0.00 

0.094 

0.05 

0.09 






Non-command 

Non-command 

Tertiary Sandstone 

114.666 

1.11 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

7.68 

4.53 

0.00 

0.055 

0.03 

0.05 


Mokla 

0816000102021700 

144.231 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

0.027 

0.57 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

5.328 

0.57 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.00 

0.003 

0.01 

0.01 


Motikilon Ki Dhani 

0816000102025300 

48.121 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

23.925 

1.82 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

1.30 

0.77 

0.00 

0.011 

0.08 

0.14 


Naga 

0816000102015000 

117.398 

Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

43.646 

0.89 

0.040 

0.00 

0.00 

0.06 

0.08 

0.00 

1.41 

0.83 

0.00 

0.014 

0.06 

0.11 







Command 

Younger Alluvium 

13.541 

0.89 

0.100 

0.00 

0.00 

0.02 

0.03 

0.00 

1.16 

0.68 

0.00 

0.004 

0.02 

0.03 






Non-command 

Non-command 

Tertiary Sandstone 

60.212 

0.89 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

2.15 

1.27 

0.00 

0.020 

0.09 

0.15 


Nagon Ki Dhani 

0816000102015200 

35.932 

Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

4.040 

0.90 

0.040 

0.00 

0.00 

0.01 

0.01 

0.00 

0.13 

0.08 

0.00 

0.001 

0.02 

0.03 






Non-command 

Non-command 

Tertiary Sandstone 

31.891 

0.90 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

1.14 

0.68 

0.00 

0.011 

0.15 

0.26 


Nehdai 

0816000102022300 

113.133 

Saline 

IGNP Canal System Stage II 

Command 

Jurassic Sandstone 

14.280 

1.01 

0.030 

0.01 

0.00 

0.03 

0.06 

0.00 

0.36 

0.21 

0.02 

0.007 

0.02 

0.04 







Command 

Tertiary Sandstone 

57.084 

1.01 

0.060 

0.01 

0.00 

0.12 

0.22 

0.00 

3.14 

1.86 

0.02 

0.027 

0.09 

0.15 






Non-command 

Non-command 

Jurassic Sandstone 

30.744 

1.01 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.94 

0.56 

0.02 

0.015 

0.05 

0.08 







Non-command 

Tertiary Sandstone 

4.928 

1.01 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.18 

0.00 

0.002 

0.01 

0.01 


Parewar 

0816000102021800 

190.279 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

2.635 

1.88 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.00 

0.001 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

177.853 

1.88 

0.030 

0.05 

0.00 

0.00 

0.00 

0.00 

10.07 

5.97 

0.07 

0.085 

0.16 

0.27 







Non-command 

Tertiary Sandstone 

4.691 

1.88 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.53 

0.31 

0.00 

0.002 

0.00 

0.01 


Raimala 

0816000102015400 

114.437 

Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

60.258 

0.85 

0.040 

0.01 

0.00 

0.08 

0.12 

0.00 

1.85 

1.09 

0.00 

0.020 

0.09 

0.16 







Command 

Younger Alluvium 

33.636 

0.85 

0.100 

0.00 

0.00 

0.05 

0.06 

0.00 

2.73 

1.61 

0.00 

0.011 

0.05 

0.09 






Non-command 

Non-command 

Tertiary Sandstone 

15.649 

0.85 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.53 

0.31 

0.00 

0.005 

0.02 

0.04 







Non-command 

Younger Alluvium 

4.895 

0.85 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.24 

0.00 

0.002 

0.01 

0.01 


Ratta 

0816000102022200 

8.621 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

8.621 

1.56 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.24 

0.00 

0.004 

0.17 

0.29 


Rehrund 

0816000102023100 

131.150 

Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

3.348 

1.21 

0.060 

0.00 

0.00 

0.00 

0.01 

0.00 

0.23 

0.14 

0.00 

0.002 

0.00 

0.01 






Non-command 

Non-command 

Tertiary Sandstone 

11.059 

1.21 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.81 

0.48 

0.00 

0.005 

0.02 

0.03 


Sadhna 

0816000102015300 

48.987 

Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

45.511 

0.86 

0.040 

0.00 

0.00 

0.06 

0.09 

0.00 

1.42 

0.83 

0.00 

0.015 

0.16 

0.27 






Non-command 

Non-command 

Tertiary Sandstone 

3.476 

0.86 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.00 

0.001 

0.01 

0.02 


Sadrau (Pohar) 

0816000102024400 

141.228 

Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

100.444 

1.04 

0.060 

0.02 

0.00 

0.34 

0.39 

0.01 

5.55 

3.28 

0.01 

0.048 

0.12 

0.21 






Non-command 

Non-command 

Tertiary Sandstone 

33.672 

1.04 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

2.11 

1.25 

0.00 

0.016 

0.04 

0.07 


Sankhla 

0816000102024500 

167.500 

Saline 

IGNP Canal System Stage II 

Command 

Jurassic Sandstone 

16.406 

1.10 

0.030 

0.00 

0.00 

0.06 

0.06 

0.00 

0.42 

0.25 

0.00 

0.008 

0.02 

0.03 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Bahia 

0816000102022900 

0.05 

0.34 

2,281.14 

0.41 

0.95 

1.36 

0.01 

0.05 

0.07 

- 

0.4638 

0.8737 

- 

1.338 

1.403 

2.765 

0.138 

2.627 

0.077 

2.93 

Safe 



0.05 

3.81 

1,759.01 

4.58 

3.16 

7.74 

0.03 

0.17 

0.72 

- 

1.5436 

2.9083 

- 

4.452 

5.176 

12.913 

0.646 

12.267 

0.256 

2.09 

Safe 



0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhutowala 

0816000102014700 

0.03 

0.00 

26,053.17 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

143.36 

Over Exploited 



0.03 

0.01 

2,793.13 

0.01 

0.05 

0.06 

0.00 

0.03 

0.00 

- 

0.0299 

0.0422 

- 

0.072 

0.074 

0.135 

0.007 

0.129 

0.005 

4.00 

Safe 



0.03 

0.08 

2,415.05 

0.10 

0.16 

0.26 

0.01 

0.08 

0.02 

- 

0.0922 

0.1302 

- 

0.222 

0.238 

0.497 

0.025 

0.472 

0.016 

3.37 

Safe 



0.03 

0.10 

2,303.97 

0.12 

- 

0.12 

0.01 

0.09 

0.02 

- 

- 

- 

- 

- 

0.018 

0.139 

0.007 

0.132 

0.017 

13.14 

Safe 

Boha 

0816000102024600 

0.04 

0.03 

1,372.39 

0.04 

- 

0.04 

0.01 

0.06 

0.01 

- 

- 

- 

- 

- 

0.006 

0.044 

0.002 

0.042 

0.032 

76.06 

Semi Critical 

Buili 

0816000102022800 

0.03 

0.00 

520,931.39 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.03 

0.08 

3,123.75 

0.10 

0.34 

0.44 

0.01 

0.04 

0.01 

- 

0.2014 

0.2846 

- 

0.486 

0.501 

0.942 

0.047 

0.895 

0.035 

3.88 

Safe 



0.03 

1.62 

1,773.62 

1.94 

1.55 

3.50 

0.03 

0.16 

0.30 

- 

0.9061 

1.2804 

- 

2.187 

2.483 

5.979 

0.299 

5.680 

0.156 

2.75 

Safe 



0.03 

0.01 

23,424.19 

0.01 

- 

0.01 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.002 

0.015 

0.001 

0.014 

0.013 

89.55 

Semi Critical 

Dadoorewala 

0816000202045200 

0.05 

0.00 

########## 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0014 

0.0019 

- 

0.003 

0.003 

0.006 

0.000 

0.005 

0.000 

3.15 

Safe 



0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.36 

7,510.06 

0.43 

0.63 

1.07 

0.01 

0.09 

0.07 

- 

0.3692 

0.5218 

- 

0.891 

0.963 

2.028 

0.101 

1.927 

0.046 

2.38 

Safe 

Deega 

0816000102022700 

0.05 

1.37 

167.60 

1.64 

1.91 

3.55 

0.03 

0.21 

0.24 

0.0100 

0.9018 

1.2743 

0.546 

2.732 

2.977 

6.528 

0.326 

6.202 

0.111 

1.79 

Safe 

Deetowala 

0816000102014600 

0.03 

0.01 

5,420.21 

0.02 

- 

0.02 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.002 

0.019 

0.001 

0.018 

0.006 

34.45 

Safe 



0.03 

0.14 

1,622.74 

0.17 

- 

0.17 

0.02 

0.11 

0.03 

- 

- 

- 

- 

- 

0.026 

0.196 

0.010 

0.186 

0.020 

10.73 

Safe 

Godhoowala 

0816000102014500 

0.03 

0.00 

71,745.82 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Hada 

0816000102015500 

0.03 

0.00 

2,449.65 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

- 

0.0058 

0.0082 

- 

0.014 

0.014 

0.026 

0.001 

0.025 

0.001 

4.06 

Safe 



0.03 

0.07 

329.48 

0.08 

- 

0.08 

0.02 

0.16 

0.01 

- 

- 

- 

- 

- 

0.012 

0.096 

0.005 

0.091 

0.007 

7.51 

Safe 

Hariyar 

0816000202046900 

0.05 

0.00 

18,061.64 

0.00 

0.03 

0.03 

0.00 

0.01 

0.00 

- 

0.0168 

0.0238 

- 

0.041 

0.041 

0.074 

0.004 

0.070 

0.004 

5.99 

Safe 



0.05 

0.00 

342,734.84 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0023 

0.0032 

- 

0.006 

0.006 

0.009 

0.000 

0.009 

0.001 

6.28 

Safe 

Joga 

0816000102021500 

0.03 

0.00 

2,882.68 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.006 

0.004 

55.11 

Safe 



0.03 

0.00 

3,413.16 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.003 

64.87 

Safe 



0.03 

0.00 

3,398.20 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.003 

64.63 

Safe 

Kabeer Basti 

0816000102021900 

0.04 

0.00 

374,711.64 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.64 

377.43 

0.77 

- 

0.77 

0.03 

0.20 

0.11 

- 

- 

- 

- 

- 

0.114 

0.887 

0.044 

0.843 

0.048 

5.69 

Safe 

Kakab 

0816000102015100 

0.03 

0.10 

436.36 

0.12 

- 

0.12 

0.03 

0.20 

0.02 

- 

- 

- 

- 

- 

0.017 

0.132 

0.007 

0.126 

0.007 

5.88 

Safe 

Kheenwsar 

0816000102025200 

0.04 

0.09 

452.47 

0.11 

0.00 

0.11 

0.03 

0.19 

0.02 

- 

- 

- 

0.007 

0.007 

0.023 

0.135 

0.007 

0.128 

0.078 

61.41 

Safe 

Kheenyawas Rarki 

0816000102022000 

0.05 

0.07 

316.25 

0.08 

- 

0.08 

0.03 

0.20 

0.01 

- 

- 

- 

- 

- 

0.012 

0.096 

0.005 

0.091 

0.028 

30.56 

Safe 

Kheeya 

0816000102022100 

0.04 

0.16 

404.92 

0.19 

0.00 

0.20 

0.02 

0.14 

0.03 

- 

- 

- 

0.002 

0.002 

0.030 

0.226 

0.011 

0.215 

0.016 

7.59 

Safe 



0.05 

0.04 

1,732.77 

0.05 

0.00 

0.05 

0.01 

0.06 

0.01 

- 

- 

- 

0.000 

- 

0.007 

0.054 

0.003 

0.051 

0.007 

14.04 

Safe 

Mandha 

0816000102022400 

0.04 

0.14 

268.79 

0.17 

0.00 

0.18 

0.03 

0.17 

0.03 

- 

- 

- 

0.004 

0.004 

0.030 

0.205 

0.010 

0.195 

0.060 

30.82 

Safe 



0.05 

0.01 

2,771.95 

0.01 

- 

0.01 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.010 

0.002 

25.45 

Safe 

Mandhau 

0816000102024300 

0.04 

0.00 

273,204.18 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0005 

0.0008 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

6.36 

Safe 



0.05 

0.02 

6,155.42 

0.02 

0.07 

0.09 

0.00 

0.02 

0.00 

- 

0.0395 

0.0559 

- 

0.095 

0.098 

0.187 

0.009 

0.178 

0.010 

5.53 

Safe 



0.04 

0.00 

448,820.86 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.00 

113,622.88 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Mohangarh 

0816000102023000 

0.05 

0.50 

1,314.05 

0.60 

1.16 

1.77 

0.01 

0.06 

0.09 

- 

0.5682 

1.0704 

- 

1.639 

1.729 

3.495 

0.175 

3.320 

0.094 

2.84 

Safe 



0.05 

0.17 

2,566.55 

0.20 

- 

0.20 

0.01 

0.03 

0.03 

- 

- 

- 

- 

- 

0.031 

0.235 

0.012 

0.223 

0.055 

24.59 

Safe 

Mokla 

0816000102021700 

0.04 

0.00 

848,844.40 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

3,949.46 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.003 

145.73 

Over Exploited 

Motikilon Ki Dhani 

0816000102025300 

0.04 

0.08 

856.77 

0.10 

- 

0.10 

0.01 

0.10 

0.01 

- 

- 

- 

- 

- 

0.014 

0.111 

0.006 

0.106 

0.011 

10.82 

Safe 

Naga 

0816000102015000 

0.03 

0.07 

1,080.32 

0.08 

0.14 

0.23 

0.01 

0.08 

0.01 

- 

0.0839 

0.1185 

- 

0.202 

0.215 

0.443 

0.022 

0.421 

0.014 

3.44 

Safe 



0.03 

0.01 

9,993.51 

0.01 

0.04 

0.05 

0.00 

0.02 

0.00 

- 

0.0260 

0.0368 

- 

0.063 

0.064 

0.117 

0.006 

0.111 

0.004 

4.05 

Safe 



0.03 

0.13 

847.04 

0.16 

0.00 

0.16 

0.02 

0.10 

0.02 

- 

- 

- 

0.001 

0.001 

0.024 

0.185 

0.009 

0.176 

0.020 

11.33 

Safe 

Nagon Ki Dhani 

0816000102015200 

0.03 

0.00 

3,855.00 

0.00 

0.01 

0.02 

0.00 

0.02 

0.00 

- 

0.0078 

0.0110 

- 

0.019 

0.019 

0.035 

0.002 

0.033 

0.001 

4.06 

Safe 



0.03 

0.12 

451.49 

0.15 

- 

0.15 

0.03 

0.18 

0.02 

- 

- 

- 

- 

- 

0.022 

0.168 

0.008 

0.160 

0.011 

6.60 

Safe 

Nehdai 

0816000102022300 

0.04 

0.01 

1,592.53 

0.01 

0.09 

0.10 

0.00 

0.03 

0.00 

- 

0.0412 

0.0776 

0.004 

0.122 

0.125 

0.226 

0.011 

0.215 

0.031 

14.35 

Safe 



0.05 

0.25 

645.33 

0.30 

0.34 

0.64 

0.02 

0.10 

0.04 

- 

0.1646 

0.3100 

0.001 

0.476 

0.520 

1.156 

0.058 

1.098 

0.051 

4.67 

Safe 



0.04 

0.06 

865.44 

0.07 

- 

0.07 

0.01 

0.06 

0.01 

- 

- 

- 

- 

- 

0.010 

0.080 

0.004 

0.076 

0.039 

51.18 

Safe 



0.05 

0.00 

9,433.27 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.002 

96.99 

Critical 

Parewar 

0816000102021800 

0.04 

0.00 

35,230.45 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

387.07 

Over Exploited 



0.04 

1.13 

426.51 

1.36 

- 

1.36 

0.03 

0.19 

0.20 

- 

- 

- 

- 

- 

0.200 

1.560 

0.078 

1.482 

0.157 

10.60 

Safe 



0.05 

0.00 

31,682.73 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

173.96 

Over Exploited 

Raimala 

0816000102015400 

0.03 

0.14 

683.06 

0.17 

0.20 

0.36 

0.02 

0.11 

0.02 

- 

0.1158 

0.1636 

- 

0.279 

0.304 

0.669 

0.033 

0.636 

0.020 

3.14 

Safe 



0.03 

0.04 

3,613.69 

0.05 

0.11 

0.16 

0.01 

0.06 

0.01 

- 

0.0646 

0.0913 

- 

0.156 

0.164 

0.326 

0.016 

0.310 

0.011 

3.60 

Safe 



0.03 

0.01 

3,221.74 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.002 

0.013 

0.001 

0.012 

0.005 

42.31 

Safe 



0.03 

0.00 

26,450.87 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

135.28 

Over Exploited 

Ratta 

0816000102022200 

0.04 

0.06 

306.47 

0.07 

- 

0.07 

0.03 

0.20 

0.01 

- 

- 

- 

- 

- 

0.010 

0.081 

0.004 

0.077 

0.004 

5.35 

Safe 

Rehrund 

0816000102023100 

0.05 

0.00 

17,556.51 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0064 

0.0091 

- 

0.016 

0.016 

0.028 

0.001 

0.026 

0.002 

6.10 

Safe 



0.05 

0.01 

5,500.08 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.002 

0.012 

0.001 

0.011 

0.005 

47.33 

Safe 

Sadhna 

0816000102015300 

0.03 

0.18 

353.69 

0.22 

0.15 

0.37 

0.03 

0.19 

0.03 

- 

0.0875 

0.1236 

- 

0.211 

0.244 

0.614 

0.031 

0.583 

0.015 

2.59 

Safe 



0.03 

0.00 

6,468.84 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

82.12 

Semi Critical 

Sadrau (Pohar) 

0816000102024400 

0.05 

0.63 

423.38 

0.75 

0.74 

1.49 

0.02 

0.15 

0.11 

- 

0.4826 

0.5455 

0.013 

1.041 

1.153 

2.643 

0.132 

2.511 

0.060 

2.39 

Safe 



0.05 

0.07 

1,671.70 

0.08 

- 

0.08 

0.01 

0.05 

0.01 

- 

- 

- 

- 

- 

0.013 

0.097 

0.005 

0.092 

0.016 

17.45 

Safe 

Sankhla 

0816000102024500 

0.04 

0.01 

2,122.71 

0.01 

0.12 

0.13 

0.00 

0.02 

0.00 

- 

0.0788 

0.0891 

- 

0.168 

0.170 

0.303 

0.015 

0.287 

0.008 

2.73 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 







Command 

Tertiary Sandstone 

126.134 

1.10 

0.060 

0.03 

0.00 

0.43 

0.49 

0.00 

7.45 

4.40 

0.04 

0.060 

0.13 

0.22 


Selat 

0816000102025400 

28.582 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

8.518 

0.23 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.004 

0.05 

0.09 


Seuwa 

0816000102015600 

228.853 

Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

36.241 

0.74 

0.040 

0.00 

0.00 

0.05 

0.07 

0.00 

0.95 

0.56 

0.00 

0.012 

0.03 

0.05 







Command 

Younger Alluvium 

23.918 

0.74 

0.100 

0.00 

0.00 

0.03 

0.05 

0.00 

1.69 

0.99 

0.00 

0.008 

0.02 

0.03 






Non-command 

Non-command 

Tertiary Sandstone 

28.699 

0.74 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.85 

0.50 

0.00 

0.010 

0.02 

0.04 







Non-command 

Younger Alluvium 

9.498 

0.74 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.70 

0.41 

0.00 

0.003 

0.01 

0.01 


Sonoo 

0816000102021600 

38.656 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

20.640 

0.96 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.80 

0.48 

0.05 

0.007 

0.09 

0.15 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

0.002 

0.96 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sultana 

0816000102022500 

252.728 

Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

222.993 

0.85 

0.060 

0.04 

0.00 

0.30 

0.43 

0.00 

10.64 

6.27 

0.02 

0.107 

0.15 

0.26 






Non-command 

Non-command 

Tertiary Sandstone 

29.735 

0.85 

0.060 

0.00 

0.00 

0.00 

0.00 

0.03 

1.48 

0.87 

0.00 

0.014 

0.02 

0.03 


Tejpala 

0816000102014900 

92.384 

Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

53.154 

0.85 

0.040 

0.01 

0.00 

0.07 

0.10 

0.00 

1.65 

0.97 

0.00 

0.018 

0.10 

0.17 







Command 

Younger Alluvium 

8.269 

0.85 

0.100 

0.00 

0.00 

0.01 

0.02 

0.00 

0.68 

0.40 

0.00 

0.003 

0.02 

0.03 






Non-command 

Non-command 

Tertiary Sandstone 

30.961 

0.85 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

1.06 

0.62 

0.00 

0.010 

0.06 

0.10 

Sub Basin: Sub 6 | 

16006047 

Deetowala 

0816000102014600 

114.299 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

12.880 

0.69 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.89 

0.52 

0.00 

0.004 

0.02 

0.03 





Saline 

Non-command 

Non-command 

Younger Alluvium 

3.809 

0.69 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.15 

0.00 

0.001 

0.01 

0.01 


Godhoowala 

0816000102014500 

90.917 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

10.072 

0.68 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.68 

0.40 

0.00 

0.003 

0.02 

0.03 





Saline 

Non-command 

Non-command 

Younger Alluvium 

56.402 

0.68 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

3.83 

2.24 

0.00 

0.019 

0.11 

0.19 


Kishangarh 

0816000102014400 

658.917 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

162.175 

0.66 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

10.79 

6.29 

0.00 

0.054 

0.05 

0.08 





Saline 

Non-command 

Non-command 

Younger Alluvium 

496.338 

0.66 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

33.00 

19.23 

0.00 

0.164 

0.14 

0.24 


Tanot 

0816000102014300 

789.049 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

30.569 

0.28 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.85 

0.49 

0.00 

0.010 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Younger Alluvium 

261.624 

0.28 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

7.29 

4.24 

0.00 

0.087 

0.06 

0.10 

16006048 

Ghotadoo 

0816000102014000 

658.512 

Saline 

Non-command 

Non-command 

Younger Alluvium 

152.316 

0.02 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.29 

0.17 

0.00 

0.050 

0.04 

0.07 


Godhoowala 

0816000102014500 

90.917 

Saline 

Non-command 

Non-command 

Younger Alluvium 

7.554 

0.68 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.51 

0.30 

0.00 

0.003 

0.01 

0.03 


Longewala 

0816000102014100 

308.987 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

56.005 

-0.39 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.019 

0.03 

0.06 





Saline 

Non-command 

Non-command 

Younger Alluvium 

130.665 

-0.39 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.043 

0.08 

0.13 


Raghwa 

0816000102015700 

253.996 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.962 

0.88 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.10 

0.00 

0.001 

0.00 

0.00 


Ramgarh 

0816000102015800 

834.658 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

62.020 

0.67 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

4.19 

2.45 

0.00 

0.021 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Younger Alluvium 

193.635 

0.67 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

13.06 

7.64 

0.00 

0.064 

0.04 

0.07 


Sadhawala 

0816000102014200 

318.840 

Saline 

Non-command 

Non-command 

Younger Alluvium 

275.272 

-0.06 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.091 

0.16 

0.27 


Tanot 

0816000102014300 

789.049 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

108.222 

0.28 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

3.01 

1.75 

0.00 

0.036 

0.02 

0.04 





Saline 

Non-command 

Non-command 

Younger Alluvium 

384.280 

0.28 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

10.70 

6.23 

0.00 

0.127 

0.09 

0.15 

16006049 

Asoo Ka Tala 

0816000102016800 

298.393 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

2.076 

0.45 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.00 

0.001 

0.00 

0.00 


Deetowala 

0816000102014600 

114.299 

Saline 

Non-command 

Non-command 

Younger Alluvium 

18.544 

0.69 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

1.28 

0.75 

0.00 

0.006 

0.03 

0.05 


Gamnewala 

0816000102016000 

50.198 

Fresh 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

14.570 

0.08 

0.100 

0.00 

0.00 

0.02 

0.03 

0.00 

0.07 

0.04 

0.00 

0.005 

0.05 

0.09 






Non-command 

Non-command 

Younger Alluvium 

0.177 

0.08 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

33.840 

0.08 

0.100 

0.00 

0.00 

0.05 

0.07 

0.00 

0.16 

0.09 

0.00 

0.011 

0.12 

0.20 


Godhoowala 

0816000102014500 

90.917 

Saline 

Non-command 

Non-command 

Younger Alluvium 

15.577 

0.68 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

1.06 

0.62 

0.00 

0.005 

0.03 

0.05 


Hansoowala 

0816000102016300 

159.505 

Fresh 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

12.230 

0.08 

0.100 

0.00 

0.00 

0.02 

0.02 

0.00 

0.06 

0.03 

0.00 

0.004 

0.01 

0.02 






Non-command 

Non-command 

Younger Alluvium 

15.158 

0.08 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.00 

0.005 

0.02 

0.03 





Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

76.665 

0.08 

0.100 

0.01 

0.00 

0.10 

0.15 

0.00 

0.38 

0.22 

0.00 

0.025 

0.09 

0.15 






Non-command 

Non-command 

Younger Alluvium 

6.974 

0.08 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.00 

0.002 

0.01 

0.01 


Hingolewala 

0816000102016200 

120.958 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

8.558 

-0.37 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Younger Alluvium 

10.363 

-0.37 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.02 

0.03 


Kalibhar 

0816000102016100 

76.110 

Fresh 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

22.507 

-0.08 

0.100 

0.00 

0.00 

0.03 

0.04 

0.00 

0.00 

0.00 

0.00 

0.007 

0.05 

0.09 






Non-command 

Non-command 

Younger Alluvium 

10.754 

-0.08 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.03 

0.04 





Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

30.255 

-0.08 

0.100 

0.00 

0.00 

0.04 

0.06 

0.00 

0.00 

0.00 

0.00 

0.010 

0.07 

0.12 






Non-command 

Non-command 

Younger Alluvium 

12.594 

-0.08 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.03 

0.05 


Kolootala 

0816000102016400 

241.390 

Fresh 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

7.360 

0.37 

0.100 

0.00 

0.00 

0.01 

0.01 

0.00 

0.25 

0.15 

0.00 

0.002 

0.01 

0.01 






Non-command 

Non-command 

Younger Alluvium 

0.435 

0.37 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

31.787 

0.37 

0.100 

0.00 

0.00 

0.04 

0.06 

0.00 

1.08 

0.64 

0.00 

0.011 

0.02 

0.04 


Longewala 

0816000102014100 

308.987 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

29.861 

-0.39 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.010 

0.02 

0.03 





Saline 

Non-command 

Non-command 

Younger Alluvium 

0.053 

-0.39 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Netsi 

0816000102015900 

281.369 

Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

12.457 

0.24 

0.040 

0.00 

0.00 

0.02 

0.02 

0.00 

0.08 

0.05 

0.00 

0.004 

0.01 

0.01 







Command 

Younger Alluvium 

37.447 

0.24 

0.100 

0.00 

0.00 

0.05 

0.07 

0.00 

0.76 

0.45 

0.00 

0.012 

0.02 

0.04 


Raghwa 

0816000102015700 

253.996 

Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

3.476 

0.88 

0.040 

0.00 

0.00 

0.00 

0.01 

0.00 

0.11 

0.07 

0.00 

0.001 

0.00 

0.00 







Command 

Younger Alluvium 

12.656 

0.88 

0.100 

0.00 

0.00 

0.02 

0.02 

0.00 

1.07 

0.63 

0.00 

0.004 

0.01 

0.01 






Non-command 

Non-command 

Younger Alluvium 

37.535 

0.88 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

3.30 

1.94 

0.00 

0.012 

0.03 

0.04 


Ramgarh 

0816000102015800 

834.658 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

7.243 

0.67 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.11 

0.00 

0.002 

0.00 

0.00 







Non-command 

Younger Alluvium 

8.901 

0.67 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.60 

0.35 

0.00 

0.003 

0.00 

0.00 





Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

44.528 

0.67 

0.040 

0.00 

0.00 

0.06 

0.09 

0.00 

1.05 

0.62 

0.00 

0.015 

0.01 

0.02 







Command 

Younger Alluvium 

5.283 

0.67 

0.100 

0.00 

0.00 

0.01 

0.01 

0.00 

0.34 

0.20 

0.00 

0.002 

0.00 

0.00 






Non-command 

Non-command 

Tertiary Sandstone 

76.489 

0.67 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

2.07 

1.21 

0.00 

0.025 

0.02 

0.03 







Non-command 

Younger Alluvium 

89.861 

0.67 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

6.06 

3.55 

0.00 

0.030 

0.02 

0.03 


Sadhawala 

0816000102014200 

318.840 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.465 

-0.06 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.957 

-0.06 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Younger Alluvium 

36.040 

-0.06 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.012 

0.02 

0.04 


Seuwa 

0816000102015600 

228.853 

Saline 

Non-command 

Non-command 

Younger Alluvium 

2.441 

0.74 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.11 

0.00 

0.001 

0.00 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.05 

0.83 

429.56 

1.00 

0.92 

1.92 

0.02 

0.16 

0.15 

- 

0.6060 

0.6850 

0.007 

1.298 

1.446 

3.363 

0.168 

3.195 

0.096 

3.01 

Safe 

Selat 

0816000102025400 

0.04 

0.02 

105.52 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.003 

0.024 

0.001 

0.023 

0.004 

18.07 

Safe 

Seuwa 

0816000102015600 

0.03 

0.03 

2,136.30 

0.03 

0.12 

0.15 

0.00 

0.03 

0.00 

- 

0.0696 

0.0984 

- 

0.168 

0.173 

0.322 

0.016 

0.306 

0.012 

3.93 

Safe 



0.03 

0.01 

9,007.76 

0.01 

0.08 

0.09 

0.00 

0.02 

0.00 

- 

0.0460 

0.0649 

- 

0.111 

0.113 

0.205 

0.010 

0.194 

0.008 

4.08 

Safe 



0.03 

0.02 

3,077.47 

0.02 

- 

0.02 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.003 

0.022 

0.001 

0.021 

0.010 

46.27 

Safe 



0.03 

0.00 

23,902.28 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.003 

139.82 

Over Exploited 

Sonoo 

0816000102021600 

0.03 

0.05 

912.21 

0.06 

- 

0.06 

0.02 

0.11 

0.01 

- 

- 

- 

- 

- 

0.008 

0.065 

0.003 

0.061 

0.055 

89.32 

Semi Critical 



0.03 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sultana 

0816000102022500 

0.05 

1.71 

266.13 

2.06 

0.73 

2.79 

0.03 

0.18 

0.30 

- 

0.4285 

0.6055 

0.000 

1.034 

1.339 

4.129 

0.206 

3.922 

0.131 

3.33 

Safe 



0.05 

0.03 

2,767.70 

0.04 

0.03 

0.07 

0.00 

0.02 

0.01 

- 

- 

- 

0.044 

0.044 

0.050 

0.116 

0.006 

0.110 

0.014 

12.93 

Safe 

Tejpala 

0816000102014900 

0.03 

0.13 

632.38 

0.16 

0.17 

0.33 

0.02 

0.12 

0.02 

- 

0.1021 

0.1443 

- 

0.247 

0.270 

0.604 

0.030 

0.574 

0.018 

3.07 

Safe 



0.03 

0.00 

12,346.70 

0.00 

0.03 

0.03 

0.00 

0.02 

0.00 

- 

0.0159 

0.0225 

- 

0.038 

0.039 

0.070 

0.003 

0.066 

0.003 

4.12 

Safe 



0.03 

0.05 

1,281.29 

0.05 

0.00 

0.06 

0.01 

0.07 

0.01 

- 

- 

- 

0.002 

0.002 

0.010 

0.065 

0.003 

0.062 

0.010 

16.63 

Safe 


Sub Basin: Sub 6 | 

Deetowala 

0816000102014600 

0.03 

0.01 

7,944.79 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.009 

0.004 

50.21 

Safe 



0.03 

0.00 

27,110.21 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

169.80 

Over Exploited 

Godhoowala 

0816000102014500 

0.03 

0.01 

7,876.55 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.003 

50.79 

Safe 



0.03 

0.16 

1,328.14 

0.19 

- 

0.19 

0.02 

0.13 

0.03 

- 

- 

- 

- 

- 

0.029 

0.217 

0.011 

0.206 

0.019 

9.07 

Safe 

Kishangarh 

0816000102014400 

0.03 

0.18 

3,342.11 

0.22 

- 

0.22 

0.01 

0.05 

0.03 

- 

- 

- 

- 

- 

0.034 

0.253 

0.013 

0.240 

0.054 

22.36 

Safe 



0.03 

1.71 

924.30 

2.05 

- 

2.05 

0.03 

0.16 

0.32 

- 

- 

- 

- 

- 

0.317 

2.370 

0.118 

2.251 

0.164 

7.31 

Safe 

Tanot 

0816000102014300 

0.03 

0.01 

9,088.48 

0.01 

- 

0.01 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.010 

CM 

CD 

CO 

■M- 

Over Exploited 



0.03 

0.39 

977.94 

0.47 

- 

0.47 

0.01 

0.07 

0.07 

- 

- 

- 

- 

- 

0.072 

0.544 

0.027 

0.517 

0.087 

16.78 

Safe 

Ghotadoo 

0816000102014000 

0.03 

0.16 

5.21 

0.17 

- 

0.17 

0.01 

0.05 

0.03 

- 

- 

- 

- 

- 

0.028 

0.196 

0.010 

0.186 

0.050 

27.13 

Safe 

Godhoowala 

0816000102014500 

0.03 

0.00 

10,535.99 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.003 

67.73 

Safe 

Longewala 

0816000102014100 

0.03 

0.05 

- 

0.05 

- 

0.05 

0.01 

0.04 

0.01 

- 

- 

- 

- 

- 

0.008 

0.054 

0.005 

0.049 

0.019 

38.24 

Safe 



0.03 

0.25 

- 

0.25 

- 

0.25 

0.01 

0.09 

0.04 

- 

- 

- 

- 

- 

0.044 

0.294 

0.029 

0.264 

0.043 

16.39 

Safe 

Raghwa 

0816000102015700 

0.03 

0.00 

152,170.02 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Ramgarh 

0816000102015800 

0.03 

0.02 

11,961.28 

0.02 

- 

0.02 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.004 

0.028 

0.001 

0.027 

0.021 

77.28 

Semi Critical 



0.03 

0.20 

3,759.89 

0.24 

- 

0.24 

0.01 

0.05 

0.04 

- 

- 

- 

- 

- 

0.035 

0.273 

0.014 

0.259 

0.064 

24.75 

Safe 

Sadhawala 

0816000102014200 

0.03 

1.07 

- 

1.07 

- 

1.07 

0.03 

0.18 

0.19 

- 

- 

- 

- 

- 

0.192 

1.263 

0.126 

1.137 

0.091 

8.02 

Safe 

Tanot 

0816000102014300 

0.03 

0.07 

2,503.75 

0.08 

- 

0.08 

0.00 

0.03 

0.01 

- 

- 

- 

- 

- 

0.012 

0.093 

0.005 

0.088 

0.036 

40.57 

Safe 



0.03 

0.85 

633.60 

1.02 

- 

1.02 

0.02 

0.10 

0.15 

- 

- 

- 

- 

- 

0.155 

1.173 

0.059 

1.115 

0.127 

11.42 

Safe 

Asoo Ka Tala 

0816000102016800 

0.03 

0.00 

78,713.13 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

- 

0.0040 

0.0056 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.001 

4.38 

Safe 

Deetowala 

0816000102014600 

0.03 

0.01 

5,487.66 

0.02 

- 

0.02 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.002 

0.019 

0.001 

0.018 

0.006 

34.88 

Safe 

Gamnewala 

0816000102016000 

0.03 

0.02 

111.15 

0.02 

0.05 

0.07 

0.01 

0.06 

0.00 

- 

0.0280 

0.0396 

- 

0.068 

0.071 

0.141 

0.007 

0.134 

0.005 

3.60 

Safe 



0.03 

0.00 

28,671.68 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.10 

(9.07) 

0.09 

0.11 

0.20 

0.02 

0.14 

0.02 

- 

0.0650 

0.0919 

- 

0.157 

0.175 

0.378 

0.019 

0.359 

0.011 

3.12 

Safe 

Godhoowala 

0816000102014500 

0.03 

0.01 

5,057.25 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.002 

0.017 

0.001 

0.016 

0.005 

32.84 

Safe 

Hansoowala 

0816000102016300 

0.03 

0.00 

725.17 

0.01 

0.04 

0.05 

0.00 

0.02 

0.00 

- 

0.0235 

0.0332 

- 

0.057 

0.057 

0.103 

0.005 

0.098 

0.004 

4.15 

Safe 



0.03 

0.01 

1,022.66 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.008 

0.005 

60.04 

Safe 



0.03 

0.16 

35.15 

0.20 

0.25 

0.45 

0.01 

0.10 

0.03 

- 

0.1473 

0.2082 

- 

0.356 

0.384 

0.833 

0.042 

0.791 

0.025 

3.21 

Safe 



0.03 

0.00 

2,341.77 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.002 

130.50 

Over Exploited 

Hingolewala 

0816000102016200 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.003 

98.62 

Critical 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.004 

0.003 

81.44 

Semi Critical 

Kalibhar 

0816000102016100 

0.03 

0.03 

- 

0.03 

0.07 

0.10 

0.01 

0.06 

0.01 

- 

0.0433 

0.0611 

- 

0.104 

0.110 

0.213 

0.021 

0.192 

0.007 

3.89 

Safe 



0.03 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.001 

0.007 

0.004 

49.83 

Safe 



0.03 

0.05 

- 

0.05 

0.10 

0.15 

0.01 

0.08 

0.01 

- 

0.0581 

0.0822 

- 

0.140 

0.150 

0.303 

0.030 

0.272 

0.010 

3.68 

Safe 



0.03 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.002 

0.011 

0.001 

0.010 

0.004 

42.55 

Safe 

Kolootala 

0816000102016400 

0.03 

0.00 

14,830.72 

0.00 

0.02 

0.03 

0.00 

0.01 

0.00 

- 

0.0141 

0.0200 

- 

0.034 

0.034 

0.060 

0.003 

0.057 

0.002 

4.30 

Safe 



0.03 

0.00 

275,137.39 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.02 

3,358.08 

0.02 

0.10 

0.13 

0.00 

0.03 

0.00 

- 

0.0611 

0.0863 

- 

0.147 

0.151 

0.277 

0.014 

0.263 

0.011 

4.00 

Safe 

Longewala 

0816000102014100 

0.03 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.002 

0.015 

0.002 

0.014 

0.010 

71.73 

Semi Critical 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Netsi 

0816000102015900 

0.03 

0.00 

1,781.19 

0.00 

0.04 

0.04 

0.00 

0.01 

0.00 

- 

0.0239 

0.0338 

- 

0.058 

0.058 

0.102 

0.005 

0.097 

0.004 

4.26 

Safe 



0.03 

0.02 

1,963.51 

0.03 

0.12 

0.15 

0.00 

0.03 

0.00 

- 

0.0720 

0.1017 

- 

0.174 

0.178 

0.327 

0.016 

0.311 

0.012 

4.00 

Safe 

Raghwa 

0816000102015700 

0.03 

0.00 

31,071.56 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

- 

0.0067 

0.0094 

- 

0.016 

0.016 

0.028 

0.001 

0.026 

0.001 

4.36 

Safe 



0.03 

0.00 

22,623.70 

0.00 

0.04 

0.04 

0.00 

0.01 

0.00 

- 

0.0243 

0.0344 

- 

0.059 

0.059 

0.104 

0.005 

0.099 

0.004 

4.24 

Safe 



0.03 

0.02 

7,861.13 

0.03 

- 

0.03 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.004 

0.034 

0.002 

0.032 

0.012 

39.07 

Safe 

Ramgarh 

0816000102015800 

0.03 

0.00 

41,122.16 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

661.74 

Over Exploited 



0.03 

0.00 

83,737.17 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.003 

538.45 

Over Exploited 



0.03 

0.01 

5,784.34 

0.01 

0.15 

0.16 

0.00 

0.01 

0.00 

- 

0.0856 

0.1209 

- 

0.207 

0.208 

0.367 

0.018 

0.349 

0.015 

4.23 

Safe 



0.03 

0.00 

134,242.42 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

- 

0.0102 

0.0143 

- 

0.025 

0.025 

0.042 

0.002 

0.040 

0.002 

4.38 

Safe 



0.03 

0.03 

3,821.43 

0.04 

- 

0.04 

0.00 

0.02 

0.01 

- 

- 

- 

- 

- 

0.006 

0.043 

0.002 

0.040 

0.025 

62.66 

Safe 



0.03 

0.04 

8,218.28 

0.05 

- 

0.05 

0.00 

0.02 

0.01 

- 

- 

- 

- 

- 

0.008 

0.059 

0.003 

0.056 

0.030 

53.34 

Safe 

Sadhawala 

0816000102014200 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0018 

0.0026 

- 

0.004 

0.004 

0.008 

0.001 

0.007 

0.000 

4.66 

Safe 



0.03 

0.02 

- 

0.02 

- 

0.02 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.003 

0.022 

0.002 

0.019 

0.012 

61.29 

Safe 

Seuwa 

0816000102015600 

0.03 

0.00 

93,238.04 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Tanot 

0816000102014300 

789.049 

Saline 

Non-command 

Non-command 

Younger Alluvium 

4.201 

0.28 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.00 

0.001 

0.00 

0.00 

16006050 

Adkiya 

0816000102019700 

49.125 

Saline 

Non-command 

Non-command 

Younger Alluvium 

25.623 

0.03 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.008 

0.09 

0.16 


Asoo Ka Tala 

0816000102016800 

298.393 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

125.926 

0.45 

0.100 

0.01 

0.00 

0.17 

0.24 

0.00 

5.21 

3.05 

0.00 

0.042 

0.07 

0.13 






Non-command 

Non-command 

Younger Alluvium 

0.481 

0.45 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.00 

0.00 


Bandha 

0816000102016700 

367.650 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

6.384 

0.72 

0.100 

0.00 

0.00 

0.01 

0.01 

0.00 

0.44 

0.26 

0.00 

0.002 

0.00 

0.01 


Bhinda Mangaliyowala 

0816000102017600 

30.683 

Saline 

Non-command 

Non-command 

Younger Alluvium 

12.503 

-0.01 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.07 

0.13 


Geraja 

0816000102019900 

107.796 

Saline 

Non-command 

Non-command 

Younger Alluvium 

34.787 

0.11 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.23 

0.00 

0.012 

0.06 

0.10 


Ghotadoo 

0816000102014000 

658.512 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.644 

0.02 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 





Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

95.363 

0.02 

0.100 

0.01 

0.00 

0.13 

0.18 

0.00 

-0.14 

-0.08 

0.00 

0.032 

0.03 

0.04 






Non-command 

Non-command 

Younger Alluvium 

64.365 

0.02 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.00 

0.021 

0.02 

0.03 


Hakra 

0816000102017400 

27.216 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.547 

0.06 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Hansoowala 

0816000102016300 

159.505 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

17.907 

0.08 

0.100 

0.00 

0.00 

0.02 

0.03 

0.00 

0.09 

0.05 

0.00 

0.006 

0.02 

0.03 






Non-command 

Non-command 

Younger Alluvium 

3.397 

0.08 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.00 

0.01 


Hingolewala 

0816000102016200 

120.958 

Saline 

Non-command 

Non-command 

Younger Alluvium 

6.319 

-0.37 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.02 


Kolootala 

0816000102016400 

241.390 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.078 

0.37 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kula Tala 

0816000102028800 

35.072 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.338 

0.06 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mukne Ka Tala 

0816000102017000 

73.269 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.852 

0.08 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.00 

0.01 





Saline 

Non-command 

Non-command 

Younger Alluvium 

28.394 

0.08 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.14 

0.00 

0.009 

0.07 

0.12 


Shahgarh 

0816000102016900 

230.326 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.717 

0.07 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.00 

0.00 





Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

7.641 

0.07 

0.100 

0.00 

0.00 

0.01 

0.01 

0.00 

0.03 

0.02 

0.00 

0.003 

0.01 

0.01 






Non-command 

Non-command 

Younger Alluvium 

185.322 

0.07 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

1.38 

0.81 

0.00 

0.061 

0.14 

0.25 

16006051 

Bachhiya Chhor 

0816000102018000 

43.592 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.010 

-0.11 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Younger Alluvium 

0.148 

-0.11 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhinda Mangaliyowala 

0816000102017600 

30.683 

Saline 

Non-command 

Non-command 

Younger Alluvium 

9.127 

-0.01 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.05 

0.09 


Chakrau 

0816000102019400 

16.044 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.433 

-0.17 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Ganeshiya Kot 

0816000102017100 

366.584 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.866 

-0.04 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Younger Alluvium 

80.326 

-0.04 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.027 

0.04 

0.07 


Ghotadoo 

0816000102014000 

658.512 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

88.892 

0.02 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.10 

0.00 

0.029 

0.02 

0.04 





Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

1.490 

0.02 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Younger Alluvium 

222.890 

0.02 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.42 

0.25 

0.01 

0.074 

0.06 

0.10 


Hakra 

0816000102017400 

27.216 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

13.089 

0.06 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.00 

0.004 

0.09 

0.15 





Saline 

Non-command 

Non-command 

Younger Alluvium 

13.580 

0.06 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.005 

0.09 

0.16 


Hansoowala 

0816000102016300 

159.505 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

17.156 

0.08 

0.100 

0.00 

0.00 

0.02 

0.03 

0.00 

0.08 

0.05 

0.00 

0.006 

0.02 

0.03 






Non-command 

Non-command 

Younger Alluvium 

9.763 

0.08 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.003 

0.01 

0.02 


Hingolewala 

0816000102016200 

120.958 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.693 

-0.37 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 





Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.004 

-0.37 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Younger Alluvium 

93.020 

-0.37 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.031 

0.14 

0.24 


Jhanda Madhoojowala 

0816000102017500 

10.672 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.047 

-0.03 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Younger Alluvium 

10.625 

-0.03 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.18 

0.31 


Langtala 

0816000102017200 

131.211 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.654 

-0.06 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Younger Alluvium 

17.584 

-0.06 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.02 

0.04 


Longewala 

0816000102014100 

308.987 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

78.350 

-0.39 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.026 

0.05 

0.08 





Saline 

Non-command 

Non-command 

Younger Alluvium 

14.052 

-0.39 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.01 

0.01 


Mahwa 

0816000102017800 

53.711 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

33.749 

-0.05 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.011 

0.12 

0.20 





Saline 

Non-command 

Non-command 

Younger Alluvium 

3.647 

-0.05 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 


Mukne Ka Tala 

0816000102017000 

73.269 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

23.111 

0.08 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.11 

0.00 

0.008 

0.06 

0.10 





Saline 

Non-command 

Non-command 

Younger Alluvium 

19.912 

0.08 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.10 

0.00 

0.007 

0.05 

0.08 


Peerau 

0816000102017300 

23.467 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

14.349 

0.02 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.005 

0.11 

0.19 





Saline 

Non-command 

Non-command 

Younger Alluvium 

8.124 

0.02 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.003 

0.06 

0.11 


Sadhawala 

0816000102014200 

318.840 

Saline 

Non-command 

Non-command 

Younger Alluvium 

6.106 

-0.06 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.00 

0.01 


Shahgarh 

0816000102016900 

230.326 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

11.133 

0.07 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.004 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Younger Alluvium 

5.047 

0.07 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.002 

0.00 

0.01 


Sodrau 

0816000102017700 

16.112 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.366 

-0.12 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.03 

0.05 





Saline 

Non-command 

Non-command 

Younger Alluvium 

7.938 

-0.12 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.09 

0.16 


Thoohar 

0816000102017900 

52.198 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.030 

-0.28 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 

16006052 

Alam Ka Gaon 

0816000102020600 

59.018 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

3.367 

0.32 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.001 

0.01 

0.02 







Non-command 

Tertiary Sandstone 

36.458 

0.32 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.47 

0.28 

0.00 

0.012 

0.11 

0.18 


Bandha 

0816000102016700 

367.650 

Saline 

IGNP Canal System Stage III 

Command 

Tertiary Sandstone 

28.596 

0.72 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.83 

0.49 

0.00 

0.009 

0.01 

0.02 






Non-command 

Non-command 

Tertiary Sandstone 

30.550 

0.72 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.89 

0.52 

0.00 

0.010 

0.01 

0.02 


Bhoon 

0816000102034400 

8.902 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

8.902 

0.40 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.20 

0.00 

0.003 

0.19 

0.32 


Bhuwana 

0816000102028300 

209.830 

Fresh 

IGNP Canal System Stage III 

Command 

Tertiary Sandstone 

1.686 

0.84 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.00 

0.001 

0.00 

0.00 







Command 

Younger Alluvium 

35.409 

0.84 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

2.99 

1.75 

0.00 

0.012 

0.03 

0.05 





Saline 

IGNP Canal System Stage III 

Command 

Tertiary Sandstone 

166.320 

0.84 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

5.64 

3.30 

0.00 

0.055 

0.14 

0.24 







Command 

Younger Alluvium 

1.312 

0.84 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Tertiary Sandstone 

0.430 

0.84 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Changaniyon Ki Basti 

0816000102028200 

63.182 

Saline 

IGNP Canal System Stage III 

Command 

Tertiary Sandstone 

0.928 

2.13 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Tertiary Sandstone 

1.855 

2.13 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.09 

0.00 

0.001 

0.01 

0.01 


Dhanana 

0816000102034700 

344.822 

Fresh 

IGNP Canal System Stage III 

Command 

Younger Alluvium 

26.392 

0.51 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

1.35 

0.78 

0.00 

0.009 

0.01 

0.02 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Tanot 

0816000102014300 

0.03 

0.00 

66,754.51 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

1,045.08 

Over Exploited 

Adkiya 

0816000102019700 

0.03 

0.06 

(18.50) 

0.05 

- 

0.05 

0.02 

0.11 

0.01 

- 

- 

- 

- 

- 

0.011 

0.060 

0.003 

0.057 

0.008 

14.94 

Safe 

Asoo Ka Tala 

0816000102016800 

0.03 

0.23 

1,202.76 

0.28 

0.41 

0.70 

0.01 

0.09 

0.04 

- 

0.2420 

0.3420 

- 

0.584 

0.625 

1.321 

0.066 

1.255 

0.042 

3.33 

Safe 



0.03 

0.00 

367,563.81 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bandha 

0816000102016700 

0.03 

0.00 

54,005.41 

0.00 

0.02 

0.02 

0.00 

0.00 

0.00 

- 

0.0123 

0.0173 

- 

0.030 

0.030 

0.051 

0.003 

0.049 

0.002 

4.34 

Safe 

Bhinda Mangaliyowala 

0816000102017600 

0.03 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.004 

0.027 

0.003 

0.024 

0.004 

16.91 

Safe 

Geraja 

0816000102019900 

0.03 

0.05 

364.24 

0.06 

- 

0.06 

0.01 

0.07 

0.01 

- 

- 

- 

- 

- 

0.009 

0.069 

0.003 

0.066 

0.012 

17.56 

Safe 

Ghotadoo 

0816000102014000 

0.03 

0.00 

9,043.08 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.03 

0.06 

(227.49) 

0.05 

0.31 

0.36 

0.00 

0.03 

0.01 

- 

0.1833 

0.2590 

- 

0.442 

0.453 

0.817 

0.041 

0.776 

0.032 

4.07 

Safe 



0.03 

0.03 

152.15 

0.03 

- 

0.03 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.005 

0.039 

0.002 

0.037 

0.021 

57.29 

Safe 

Hakra 

0816000102017400 

0.03 

0.00 

3,684.39 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Hansoowala 

0816000102016300 

0.03 

0.01 

462.82 

0.01 

0.06 

0.07 

0.00 

0.02 

0.00 

- 

0.0344 

0.0486 

- 

0.083 

0.085 

0.154 

0.008 

0.147 

0.006 

4.05 

Safe 



0.03 

0.00 

4,906.04 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

267.92 

Over Exploited 

Hingolewala 

0816000102016200 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.002 

133.55 

Over Exploited 

Kolootala 

0816000102016400 

0.03 

0.00 

########## 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Kula Tala 

0816000102028800 

0.03 

0.00 

7,993.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mukne Ka Tala 

0816000102017000 

0.03 

0.00 

4,147.48 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.03 

0.05 

176.14 

0.06 

- 

0.06 

0.01 

0.08 

0.01 

- 

- 

- 

- 

- 

0.009 

0.068 

0.003 

0.065 

0.009 

14.46 

Safe 

Shahgarh 

0816000102016900 

0.03 

0.00 

12,768.86 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.03 

0.00 

1,489.06 

0.00 

0.03 

0.03 

0.00 

0.01 

0.00 

- 

0.0147 

0.0207 

- 

0.035 

0.036 

0.062 

0.003 

0.059 

0.003 

4.29 

Safe 



0.03 

0.67 

20.53 

0.80 

- 

0.80 

0.03 

0.17 

0.12 

- 

- 

- 

- 

- 

0.117 

0.921 

0.046 

0.875 

0.061 

7.02 

Safe 

Bachhiya Chhor 

0816000102018000 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhinda Mangaliyowala 

0816000102017600 

0.03 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.002 

0.015 

0.001 

0.013 

0.003 

23.17 

Safe 

Chakrau 

0816000102019400 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ganeshiya Kot 

0816000102017100 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.08 

- 

0.08 

- 

0.08 

0.01 

0.05 

0.01 

- 

- 

- 

- 

- 

0.014 

0.095 

0.010 

0.086 

0.027 

31.00 

Safe 

Ghotadoo 

0816000102014000 

0.03 

0.05 

78.35 

0.07 

- 

0.07 

0.00 

0.03 

0.01 

- 

- 

- 

- 

- 

0.009 

0.075 

0.004 

0.071 

0.029 

41.48 

Safe 



0.03 

0.00 

(8,608.87) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0029 

0.0040 

- 

0.007 

0.007 

0.012 

0.001 

0.011 

0.000 

4.40 

Safe 



0.03 

0.34 

(27.97) 

0.27 

- 

0.27 

0.01 

0.07 

0.06 

- 

- 

- 

- 

- 

0.060 

0.333 

0.017 

0.317 

0.082 

25.86 

Safe 

Hakra 

0816000102017400 

0.03 

0.03 

54.81 

0.03 

- 

0.03 

0.02 

0.10 

0.00 

- 

- 

- 

- 

- 

0.005 

0.039 

0.002 

0.038 

0.004 

11.57 

Safe 



0.03 

0.03 

49.00 

0.04 

- 

0.04 

0.02 

0.11 

0.01 

- 

- 

- 

- 

- 

0.005 

0.042 

0.002 

0.040 

0.005 

11.15 

Safe 

Hansoowala 

0816000102016300 

0.03 

0.01 

487.58 

0.01 

0.06 

0.07 

0.00 

0.02 

0.00 

- 

0.0330 

0.0466 

- 

0.080 

0.081 

0.147 

0.007 

0.140 

0.006 

4.06 

Safe 



0.03 

0.00 

1,642.83 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.003 

0.003 

93.22 

Critical 

Hingolewala 

0816000102016200 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.03 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.32 

- 

0.32 

- 

0.32 

0.02 

0.16 

0.06 

- 

- 

- 

- 

- 

0.056 

0.378 

0.038 

0.340 

0.031 

9.07 

Safe 

Jhanda Madhoojowala 

0816000102017500 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.05 

- 

0.05 

- 

0.05 

0.03 

0.21 

0.01 

- 

- 

- 

- 

- 

0.008 

0.057 

0.006 

0.051 

0.004 

6.90 

Safe 

Langtala 

0816000102017200 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.002 

0.013 

0.001 

0.012 

0.006 

50.29 

Safe 

Longewala 

0816000102014100 

0.03 

0.09 

- 

0.09 

- 

0.09 

0.01 

0.05 

0.02 

- 

- 

- 

- 

- 

0.016 

0.106 

0.011 

0.095 

0.026 

27.34 

Safe 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.001 

0.003 

0.000 

0.003 

0.005 

152.43 

Over Exploited 

Mahwa 

0816000102017800 

0.03 

0.10 

- 

0.10 

- 

0.10 

0.02 

0.14 

0.02 

- 

- 

- 

- 

- 

0.017 

0.115 

0.011 

0.103 

0.011 

10.85 

Safe 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

100.42 

Over Exploited 

Mukne Ka Tala 

0816000102017000 

0.03 

0.03 

239.27 

0.04 

- 

0.04 

0.01 

0.07 

0.01 

- 

- 

- 

- 

- 

0.006 

0.045 

0.002 

0.043 

0.008 

17.77 

Safe 



0.03 

0.02 

293.40 

0.03 

- 

0.03 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.004 

0.034 

0.002 

0.032 

0.007 

20.63 

Safe 

Peerau 

0816000102017300 

0.03 

0.04 

(66.11) 

0.03 

- 

0.03 

0.02 

0.13 

0.01 

- 

- 

- 

- 

- 

0.007 

0.039 

0.002 

0.037 

0.005 

12.81 

Safe 



0.03 

0.01 

(40.15) 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.002 

0.013 

0.001 

0.012 

0.003 

22.63 

Safe 

Sadhawala 

0816000102014200 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

361.73 

Over Exploited 

Shahgarh 

0816000102016900 

0.03 

0.00 

1,876.87 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.004 

116.86 

Over Exploited 



0.03 

0.00 

4,267.70 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

257.79 

Over Exploited 

Sodrau 

0816000102017700 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.001 

46.64 

Safe 



0.03 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.11 

0.00 

- 

- 

- 

- 

- 

0.003 

0.021 

0.002 

0.019 

0.003 

13.90 

Safe 

Thoohar 

0816000102017900 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Alam Ka Gaon 

0816000102020600 

0.03 

0.00 

3,023.15 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

103.70 

Over Exploited 



0.03 

0.10 

188.20 

0.12 

- 

0.12 

0.02 

0.12 

0.02 

- 

- 

- 

- 

- 

0.017 

0.133 

0.007 

0.126 

0.012 

9.58 

Safe 

Bandha 

0816000102016700 

0.03 

0.01 

4,961.43 

0.01 

0.00 

0.01 

0.00 

0.02 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.002 

0.013 

0.001 

0.013 

0.009 

75.18 

Semi Critical 



0.03 

0.01 

4,637.41 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.002 

0.015 

0.001 

0.014 

0.010 

70.37 

Semi Critical 

Bhoon 

0816000102034400 

0.03 

0.04 

393.12 

0.05 

- 

0.05 

0.03 

0.22 

0.01 

- 

- 

- 

- 

- 

0.007 

0.057 

0.003 

0.054 

0.003 

5.49 

Safe 

Bhuwana 

0816000102028300 

0.03 

0.00 

55,957.96 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.03 

0.03 

6,561.47 

0.03 

0.00 

0.03 

0.01 

0.03 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.005 

0.036 

0.002 

0.034 

0.012 

34.20 

Safe 



0.03 

0.58 

469.31 

0.70 

0.00 

0.70 

0.02 

0.16 

0.10 

- 

0.0000 

0.0000 

- 

- 

0.101 

0.797 

0.040 

0.757 

0.055 

7.28 

Safe 



0.03 

0.00 

179,549.83 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

219,824.10 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Changaniyon Ki Basti 

0816000102028200 

0.03 

0.00 

78,274.68 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

39,101.20 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Dhanana 

0816000102034700 

0.03 

0.01 

8,583.82 

0.01 

0.00 

0.01 

0.00 

0.02 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.002 

0.012 

0.001 

0.012 

0.009 

74.17 

Semi Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 






Non-command 

Non-command 

Younger Alluvium 

0.000 

0.51 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage III 

Command 

Tertiary Sandstone 

20.903 

0.51 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.25 

0.00 

0.007 

0.01 

0.02 







Command 

Younger Alluvium 

5.822 

0.51 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.17 

0.00 

0.002 

0.00 

0.01 






Non-command 

Non-command 

Younger Alluvium 

0.210 

0.51 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Hameeron Ki Basti 

081600010202810C 

85.548 

Saline 

IGNP Canal System Stage III 

Command 

Tertiary Sandstone 

16.265 

2.87 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

1.87 

1.10 

0.00 

0.005 

0.03 

0.06 






Non-command 

Non-command 

Tertiary Sandstone 

22.665 

2.87 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

2.60 

1.53 

0.00 

0.008 

0.05 

0.08 


Harnau 

081600010203360C 

85.728 

Fresh 

IGNP Canal System Stage III 

Command 

Younger Alluvium 

1.386 

0.42 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.00 

0.000 

0.00 

0.01 






Non-command 

Non-command 

Younger Alluvium 

3.023 

0.42 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.07 

0.00 

0.001 

0.01 

0.01 





Saline 

IGNP Canal System Stage III 

Command 

Younger Alluvium 

11.972 

0.42 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.50 

0.29 

0.00 

0.004 

0.03 

0.04 






Non-command 

Non-command 

Younger Alluvium 

31.679 

0.42 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

1.33 

0.77 

0.00 

0.010 

0.07 

0.12 


Hotiya 

0816000102033400 

20.704 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.662 

0.34 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.00 

0.001 

0.01 

0.03 


Jhanda Khara 

0816000102033700 

54.574 

Fresh 

IGNP Canal System Stage III 

Command 

Younger Alluvium 

22.674 

0.50 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

1.13 

0.65 

0.00 

0.008 

0.08 

0.13 






Non-command 

Non-command 

Younger Alluvium 

29.205 

0.50 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

1.45 

0.84 

0.00 

0.010 

0.10 

0.17 





Saline 

Non-command 

Non-command 

Younger Alluvium 

2.695 

0.50 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.00 

0.001 

0.01 

0.02 


Jhanda Meetha 

0816000102033800 

5.205 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.205 

0.46 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.14 

0.00 

0.002 

0.18 

0.32 


Karam Wala 

0816000102034600 

39.041 

Fresh 

IGNP Canal System Stage III 

Command 

Younger Alluvium 

0.481 

0.48 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Younger Alluvium 

17.927 

0.48 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.87 

0.50 

0.00 

0.006 

0.08 

0.14 





Saline 

Non-command 

Non-command 

Younger Alluvium 

8.281 

0.48 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.23 

0.00 

0.003 

0.04 

0.07 


Khabdela 

0816000102034000 

18.229 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.175 

0.33 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.000 

0.01 

0.02 


Khuiyala 

0816000102020800 

53.678 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

6.608 

0.20 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.002 

0.02 

0.04 







Non-command 

Tertiary Sandstone 

5.190 

0.20 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.002 

0.02 

0.03 


Malingda 

0816000102020200 

105.254 

Saline 

IGNP Canal System Stage III 

Command 

Tertiary Sandstone 

82.172 

1.12 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

3.68 

2.16 

0.00 

0.027 

0.14 

0.23 






Non-command 

Non-command 

Tertiary Sandstone 

23.082 

1.12 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

1.03 

0.61 

0.00 

0.008 

0.04 

0.06 


Mangliyawas 

0816000102020400 

67.264 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

15.102 

2.11 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

1.28 

0.75 

0.00 

0.005 

0.04 

0.07 


Meerwala 

0816000102020100 

171.593 

Fresh 

IGNP Canal System Stage III 

Command 

Younger Alluvium 

0.224 

0.55 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage III 

Command 

Tertiary Sandstone 

46.938 

0.55 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

1.03 

0.61 

0.00 

0.016 

0.05 

0.08 







Command 

Younger Alluvium 

12.015 

0.55 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.65 

0.38 

0.00 

0.004 

0.01 

0.02 


Muhar 

0816000102020000 

148.896 

Fresh 

IGNP Canal System Stage III 

Command 

Younger Alluvium 

47.677 

0.60 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

2.88 

1.68 

0.00 

0.016 

0.06 

0.10 





Saline 

IGNP Canal System Stage III 

Command 

Tertiary Sandstone 

23.163 

0.60 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.56 

0.33 

0.00 

0.008 

0.03 

0.05 







Command 

Younger Alluvium 

18.780 

0.60 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

1.13 

0.66 

0.00 

0.006 

0.02 

0.04 


Murar 

0816000102034500 

67.760 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

21.816 

0.43 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.95 

0.54 

0.02 

0.007 

0.06 

0.10 





Saline 

Non-command 

Non-command 

Younger Alluvium 

16.383 

0.43 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.70 

0.40 

0.00 

0.005 

0.04 

0.08 


Nichoowali 

0816000102034300 

8.182 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.555 

0.37 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.12 

0.00 

0.002 

0.13 

0.22 


Rabhlau Fakironwala 

0816000102028500 

31.598 

Fresh 

IGNP Canal System Stage III 

Command 

Younger Alluvium 

1.682 

0.52 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.00 

0.001 

0.01 

0.02 





Saline 

IGNP Canal System Stage III 

Command 

Younger Alluvium 

0.365 

0.52 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.00 

0.00 


Relna 

0816000102033900 

34.571 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

10.803 

0.40 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.25 

0.00 

0.004 

0.06 

0.10 





Saline 

Non-command 

Non-command 

Younger Alluvium 

21.067 

0.40 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.84 

0.48 

0.00 

0.007 

0.11 

0.19 


Siyambar 

0816000102020500 

142.182 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

133.280 

0.62 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

3.34 

1.97 

0.00 

0.044 

0.16 

0.27 


Soma 

0816000102034200 

14.187 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

7.910 

0.29 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.13 

0.00 

0.003 

0.10 

0.18 


Surron Ki Dhani 

0816000102020900 

13.609 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

0.005 

-0.17 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

4.258 

-0.17 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.05 

0.09 


Suwar 

0816000102028400 

105.045 

Fresh 

IGNP Canal System Stage III 

Command 

Younger Alluvium 

80.730 

0.53 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

4.29 

2.50 

0.00 

0.027 

0.14 

0.24 





Saline 

IGNP Canal System Stage III 

Command 

Younger Alluvium 

10.854 

0.53 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.58 

0.34 

0.00 

0.004 

0.02 

0.03 


Tibansar 

0816000102021000 

29.847 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

5.654 

0.12 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.002 

0.03 

0.05 







Non-command 

Tertiary Sandstone 

7.228 

0.12 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.002 

0.04 

0.07 


Turkon Ki Basti 

0816000102020300 

44.469 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

42.143 

1.98 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

3.34 

1.97 

0.00 

0.014 

0.16 

0.28 

16006053 

Jamrau 

0816000102029900 

21.309 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

21.309 

0.31 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.67 

0.39 

0.00 

0.007 

0.19 

0.33 


Jasiya 

0816000102030100 

31.493 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

31.493 

0.32 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

1.00 

0.59 

0.00 

0.010 

0.19 

0.33 


Karta 

0816000102030200 

32.116 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

20.148 

0.32 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.64 

0.37 

0.00 

0.007 

0.12 

0.21 


Khariya 

0816000102018500 

83.263 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

14.928 

0.31 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.47 

0.27 

0.00 

0.005 

0.03 

0.06 





Saline 

Non-command 

Non-command 

Younger Alluvium 

23.836 

0.31 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.75 

0.43 

0.00 

0.008 

0.05 

0.09 


Khuifatoojanwali@Khadoojanwali 

0816000102030000 

49.224 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

37.746 

0.33 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

1.26 

0.74 

0.00 

0.013 

0.15 

0.25 


Liloi 

0816000102018400 

62.213 

Saline 

Non-command 

Non-command 

Younger Alluvium 

24.908 

0.24 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.59 

0.34 

0.00 

0.008 

0.08 

0.13 


Lohar 

0816000102030300 

45.426 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

7.316 

0.35 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.15 

0.00 

0.002 

0.03 

0.05 


Ratrau 

0816000102018200 

263.417 

Saline 

Non-command 

Non-command 

Younger Alluvium 

43.363 

0.01 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.014 

0.03 

0.05 


Shekhar 

0816000102029800 

38.496 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

23.793 

0.34 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.82 

0.48 

0.00 

0.008 

0.12 

0.20 

16006054 

Bachhiya Chhor 

0816000102018000 

43.592 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

24.435 

-0.11 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.008 

0.10 

0.18 





Saline 

Non-command 

Non-command 

Younger Alluvium 

18.986 

-0.11 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.006 

0.08 

0.14 


Badhwa 

0816000102029400 

41.496 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

12.769 

0.42 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.54 

0.32 

0.00 

0.004 

0.06 

0.10 





Saline 

Non-command 

Non-command 

Younger Alluvium 

1.262 

0.42 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.000 

0.01 

0.01 


Bagnau 

0816000102031200 

24.703 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

19.394 

0.29 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.57 

0.33 

0.00 

0.006 

0.15 

0.26 


Bandri 

0816000102019500 

21.089 

Saline 

Non-command 

Non-command 

Younger Alluvium 

15.697 

-0.03 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.14 

0.24 


Bhinda Deslonwala 

0816000102019600 

26.313 

Saline 

Non-command 

Non-command 

Younger Alluvium 

9.397 

-0.05 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.07 

0.11 


Bhinda Mangaliyowala 

0816000102017600 

30.683 

Saline 

Non-command 

Non-command 

Younger Alluvium 

2.990 

-0.01 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.03 


Bichhiya 

0816000102030600 

21.075 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.649 

0.31 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.00 

0.001 

0.03 

0.06 


Birma 

0816000102019300 

23.187 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.627 

-0.10 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

Non-command 

Non-command 

Younger Alluvium 

22.560 

-0.10 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.007 

0.18 

0.31 


Buranwali 

0816000102030700 

15.349 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

13.321 

0.34 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.26 

0.00 

0.004 

0.17 

0.28 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.03 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.01 

4,284.76 

0.01 

0.00 

0.01 

0.00 

0.01 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.001 

0.008 

0.000 

0.007 

0.007 

93.65 

Critical 



0.03 

0.00 

39,270.94 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

CM 

CM 

CD 

CO 

CO 

Over Exploited 



0.03 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Hameeron Ki Basti 

0816000102028100 

0.03 

0.01 

8,126.16 

0.02 

0.00 

0.02 

0.01 

0.04 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.002 

0.018 

0.001 

0.017 

0.005 

30.88 

Safe 



0.03 

0.03 

5,802.83 

0.03 

- 

0.03 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.005 

0.036 

0.002 

0.034 

0.008 

22.16 

Safe 

Harnau 

0816000102033600 

0.03 

0.00 

33,078.98 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

15,098.45 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

158.39 

Over Exploited 



0.03 

0.01 

3,739.01 

0.01 

0.00 

0.01 

0.00 

0.03 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.001 

0.010 

0.001 

0.010 

0.004 

39.99 

Safe 



0.03 

0.05 

1,350.93 

0.06 

- 

0.06 

0.01 

0.08 

0.01 

- 

- 

- 

- 

- 

0.009 

0.073 

0.004 

0.069 

0.010 

15.11 

Safe 

Hotiya 

0816000102033400 

0.03 

0.00 

5,158.91 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Jhanda Khara 

0816000102033700 

0.03 

0.04 

1,424.13 

0.05 

0.00 

0.05 

0.01 

0.09 

0.01 

- 

0.0000 

0.0000 

- 

- 

0.007 

0.059 

0.003 

0.056 

0.008 

13.45 

Safe 



0.03 

0.07 

1,083.25 

0.09 

- 

0.09 

0.02 

0.11 

0.01 

- 

- 

- 

- 

- 

0.012 

0.098 

0.005 

0.093 

0.010 

10.45 

Safe 



0.03 

0.00 

12,718.56 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Jhanda Meetha 

0816000102033800 

0.03 

0.02 

474.88 

0.03 

- 

0.03 

0.03 

0.22 

0.00 

- 

- 

- 

- 

- 

0.004 

0.033 

0.002 

0.031 

0.002 

5.53 

Safe 

Karam Wala 

0816000102034600 

0.03 

0.00 

49,469.21 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.04 

1,233.30 

0.05 

- 

0.05 

0.01 

0.10 

0.01 

- 

- 

- 

- 

- 

0.006 

0.052 

0.003 

0.049 

0.006 

12.12 

Safe 



0.03 

0.01 

2,786.53 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.010 

0.003 

26.23 

Safe 

Khabdela 

0816000102034000 

0.03 

0.00 

6,252.83 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khuiyala 

0816000102020800 

0.03 

0.00 

795.67 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.002 

48.08 

Safe 



0.03 

0.00 

1,040.16 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.002 

61.21 

Safe 

Malingda 

0816000102020200 

0.03 

0.28 

675.95 

0.33 

0.00 

0.33 

0.02 

0.16 

0.05 

- 

0.0000 

0.0000 

- 

- 

0.049 

0.383 

0.019 

0.364 

0.027 

7.48 

Safe 



0.03 

0.02 

2,655.03 

0.03 

- 

0.03 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.004 

0.030 

0.002 

0.029 

0.008 

26.62 

Safe 

Mangliyawas 

0816000102020400 

0.03 

0.01 

5,092.80 

0.02 

- 

0.02 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.003 

0.020 

0.001 

0.019 

0.005 

26.40 

Safe 

Meerwala 

0816000102020100 

0.03 

0.00 

562,012.62 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.06 

977.61 

0.07 

0.00 

0.07 

0.01 

0.06 

0.01 

- 

0.0000 

0.0000 

- 

- 

0.010 

0.077 

0.004 

0.073 

0.016 

21.18 

Safe 



0.03 

0.00 

10,324.15 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.004 

82.73 

Semi Critical 

Muhar 

0816000102020000 

0.03 

0.07 

2,398.12 

0.08 

0.00 

0.08 

0.01 

0.07 

0.01 

- 

0.0000 

0.0000 

- 

- 

0.012 

0.093 

0.005 

0.088 

0.016 

17.94 

Safe 



0.03 

0.02 

1,949.41 

0.02 

0.00 

0.02 

0.00 

0.03 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.003 

0.022 

0.001 

0.021 

0.008 

36.92 

Safe 



0.03 

0.01 

6,219.24 

0.01 

0.00 

0.01 

0.00 

0.03 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.002 

0.014 

0.001 

0.014 

0.006 

45.54 

Safe 

Murar 

0816000102034500 

0.03 

0.03 

1,578.62 

0.04 

- 

0.04 

0.01 

0.07 

0.01 

- 

- 

- 

- 

- 

0.006 

0.044 

0.002 

0.042 

0.023 

55.11 

Safe 



0.03 

0.02 

2,111.48 

0.02 

- 

0.02 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.003 

0.025 

0.001 

0.024 

0.005 

22.84 

Safe 

Nichoowali 

0816000102034300 

0.03 

0.02 

573.39 

0.02 

- 

0.02 

0.02 

0.15 

0.00 

- 

- 

- 

- 

- 

0.003 

0.024 

0.001 

0.023 

0.002 

8.05 

Safe 

Rabhlau Fakironwala 

0816000102028500 

0.03 

0.00 

12,660.63 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

- 

Safe 



0.03 

0.00 

58,714.38 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Relna 

0816000102033900 

0.03 

0.02 

1,492.96 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.003 

0.021 

0.001 

0.020 

0.004 

17.61 

Safe 



0.03 

0.06 

716.85 

0.07 

- 

0.07 

0.02 

0.13 

0.01 

- 

- 

- 

- 

- 

0.010 

0.081 

0.004 

0.077 

0.007 

9.03 

Safe 

Siyambar 

0816000102020500 

0.03 

0.54 

267.16 

0.64 

0.00 

0.64 

0.03 

0.19 

0.09 

- 

- 

- 

0.002 

0.002 

0.097 

0.741 

0.037 

0.704 

0.044 

6.27 

Safe 

Soma 

0816000102034200 

0.03 

0.02 

525.18 

0.02 

- 

0.02 

0.02 

0.12 

0.00 

- 

- 

- 

- 

- 

0.004 

0.028 

0.001 

0.027 

0.003 

9.76 

Safe 

Surron Ki Dhani 

0816000102020900 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.001 

0.006 

0.001 

23.45 

Safe 

Suwar 

0816000102028400 

0.03 

0.28 

795.69 

0.33 

0.00 

0.33 

0.02 

0.16 

0.05 

- 

0.0000 

0.0000 

- 

- 

0.048 

0.383 

0.019 

0.364 

0.027 

7.35 

Safe 



0.03 

0.01 

6,545.59 

0.01 

0.00 

0.01 

0.00 

0.02 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.004 

54.68 

Safe 

Tibansar 

0816000102021000 

0.03 

0.00 

241.58 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.002 

31.38 

Safe 



0.03 

0.01 

166.67 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.010 

0.002 

24.55 

Safe 

Turkon Ki Basti 

0816000102020300 

0.03 

0.17 

1,045.22 

0.21 

- 

0.21 

0.03 

0.19 

0.03 

- 

- 

- 

- 

- 

0.030 

0.237 

0.012 

0.225 

0.014 

6.21 

Safe 

Jamrau 

0816000102029900 

0.03 

0.10 

280.04 

0.12 

- 

0.12 

0.03 

0.23 

0.02 

- 

- 

- 

- 

- 

0.017 

0.140 

0.007 

0.133 

0.007 

5.30 

Safe 

Jasiya 

0816000102030100 

0.03 

0.15 

282.61 

0.18 

- 

0.18 

0.03 

0.23 

0.03 

- 

- 

- 

- 

- 

0.026 

0.209 

0.010 

0.199 

0.010 

5.25 

Safe 

Karta 

0816000102030200 

0.03 

0.06 

507.09 

0.07 

- 

0.07 

0.02 

0.14 

0.01 

- 

- 

- 

- 

- 

0.010 

0.084 

0.004 

0.080 

0.007 

8.39 

Safe 

Khariya 

0816000102018500 

0.03 

0.01 

2,040.25 

0.02 

- 

0.02 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.002 

0.017 

0.001 

0.017 

0.005 

29.88 

Safe 



0.03 

0.03 

1,240.44 

0.04 

- 

0.04 

0.01 

0.06 

0.01 

- 

- 

- 

- 

- 

0.006 

0.044 

0.002 

0.042 

0.008 

18.71 

Safe 

Khuifatoojanwali@Khadoojanwali 

0816000102030000 

0.03 

0.14 

426.26 

0.17 

- 

0.17 

0.02 

0.17 

0.02 

- 

- 

- 

- 

- 

0.024 

0.192 

0.010 

0.182 

0.013 

6.87 

Safe 

Liloi 

0816000102018400 

0.03 

0.05 

626.93 

0.06 

- 

0.06 

0.01 

0.09 

0.01 

- 

- 

- 

- 

- 

0.008 

0.065 

0.003 

0.062 

0.008 

13.40 

Safe 

Lohar 

0816000102030300 

0.03 

0.01 

2,561.80 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.007 

0.002 

32.88 

Safe 

Ratrau 

0816000102018200 

0.03 

0.03 

(51.27) 

0.03 

- 

0.03 

0.01 

0.04 

0.01 

- 

- 

- 

- 

- 

0.006 

0.033 

0.002 

0.031 

0.014 

46.27 

Safe 

Shekhar 

0816000102029800 

0.03 

0.07 

576.91 

0.08 

- 

0.08 

0.02 

0.14 

0.01 

- 

- 

- 

- 

- 

0.012 

0.097 

0.005 

0.092 

0.008 

8.60 

Safe 

Bachhiya Chhor 

0816000102018000 

0.03 

0.06 

- 

0.06 

- 

0.06 

0.02 

0.12 

0.01 

- 

- 

- 

- 

- 

0.011 

0.075 

0.007 

0.067 

0.024 

35.93 

Safe 



0.03 

0.04 

- 

0.04 

- 

0.04 

0.01 

0.09 

0.01 

- 

- 

- 

- 

- 

0.007 

0.045 

0.004 

0.040 

0.014 

35.30 

Safe 

Badhwa 

0816000102029400 

0.03 

0.02 

1,595.17 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.003 

0.026 

0.001 

0.024 

0.004 

17.46 

Safe 



0.03 

0.00 

17,050.02 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bagnau 

0816000102031200 

0.03 

0.07 

351.02 

0.09 

- 

0.09 

0.03 

0.18 

0.01 

- 

- 

- 

- 

- 

0.012 

0.100 

0.005 

0.095 

0.006 

6.78 

Safe 

Bandri 

0816000102019500 

0.03 

0.05 

- 

0.05 

- 

0.05 

0.02 

0.16 

0.01 

- 

- 

- 

- 

- 

0.009 

0.063 

0.006 

0.057 

0.005 

9.18 

Safe 

Bhinda Deslonwala 

0816000102019600 

0.03 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.003 

0.018 

0.002 

0.016 

0.003 

19.24 

Safe 

Bhinda Mangaliyowala 

0816000102017600 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.001 

70.71 

Semi Critical 

Bichhiya 

0816000102030600 

0.03 

0.00 

2,073.84 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.001 

30.68 

Safe 

Birma 

0816000102019300 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.10 

- 

0.10 

- 

0.10 

0.03 

0.21 

0.02 

- 

- 

- 

- 

- 

0.017 

0.119 

0.012 

0.107 

0.007 

6.99 

Safe 

Buranwali 

0816000102030700 

0.03 

0.06 

371.95 

0.07 

- 

0.07 

0.03 

0.19 

0.01 

- 

- 

- 

- 

- 

0.009 

0.076 

0.004 

0.072 

0.004 

6.15 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Butoi Jeevanwali 

081600010203100C 

13.039 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

12.077 

0.32 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.22 

0.00 

0.004 

0.18 

0.30 





Saline 

Non-command 

Non-command 

Younger Alluvium 

0.961 

0.32 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.000 

0.01 

0.02 


Butoi Rahimwali 

081600010203110C 

8.879 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.499 

0.31 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Younger Alluvium 

3.554 

0.31 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.00 

0.001 

0.08 

0.13 


Chakrau 

081600010201940C 

16.044 

Saline 

Non-command 

Non-command 

Younger Alluvium 

15.612 

-0.17 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.18 

0.31 


Chandrau 

081600010201890C 

4.786 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.786 

-0.33 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.19 

0.32 


Dorau 

081600010201860C 

32.537 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.638 

0.38 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.001 

0.01 

0.02 


Ganeshiya 

0816000102019100 

24.010 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

16.370 

0.37 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.60 

0.35 

0.00 

0.005 

0.13 

0.22 





Saline 

Non-command 

Non-command 

Younger Alluvium 

0.290 

0.37 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Ganeshiya Kot 

0816000102017100 

366.584 

Saline 

Non-command 

Non-command 

Younger Alluvium 

34.330 

-0.04 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.011 

0.02 

0.03 


Kangoor 

0816000102031500 

22.454 

Saline 

Non-command 

Non-command 

Younger Alluvium 

9.134 

0.31 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.16 

0.00 

0.003 

0.08 

0.13 


Khariya (Bhaikhan) 

0816000102029300 

35.692 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

9.498 

0.39 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.37 

0.21 

0.00 

0.003 

0.05 

0.09 





Saline 

Non-command 

Non-command 

Younger Alluvium 

25.774 

0.39 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

1.00 

0.58 

0.00 

0.009 

0.14 

0.23 


Kundhau 

0816000102030800 

20.361 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.133 

0.36 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.00 

0.001 

0.02 

0.03 


Lalewali 

0816000102030900 

15.793 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

12.429 

0.36 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.26 

0.00 

0.004 

0.15 

0.26 





Saline 

Non-command 

Non-command 

Younger Alluvium 

1.297 

0.36 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.000 

0.02 

0.03 


Langtala 

0816000102017200 

131.211 

Saline 

Non-command 

Non-command 

Younger Alluvium 

33.988 

-0.06 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.011 

0.05 

0.08 


Mahwa 

0816000102017800 

53.711 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

16.058 

-0.05 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.06 

0.09 





Saline 

Non-command 

Non-command 

Younger Alluvium 

0.257 

-0.05 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Meethatala 

0816000102018700 

26.174 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

8.257 

0.10 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.003 

0.06 

0.10 


Mehna 

0816000102029600 

60.200 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.302 

0.42 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Mehrana 

0816000102029100 

41.712 

Saline 

Non-command 

Non-command 

Younger Alluvium 

12.373 

0.14 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.10 

0.00 

0.004 

0.05 

0.09 


Mithrau Mochiyonwala 

0816000102018800 

3.844 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.844 

-0.04 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.19 

0.32 


Mithrau Sachenewala 

0816000102019000 

8.221 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

7.895 

-0.02 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.18 

0.31 


Momdau 

0816000102018100 

31.253 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.259 

-0.09 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.04 

0.06 





Saline 

Non-command 

Non-command 

Younger Alluvium 

8.276 

-0.09 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.05 

0.08 


Muradenwala 

0816000102029500 

11.545 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.440 

0.48 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.12 

0.00 

0.001 

0.07 

0.12 


Nijau 

0816000102029200 

92.622 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.376 

0.30 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Younger Alluvium 

41.830 

0.30 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

1.27 

0.74 

0.00 

0.014 

0.08 

0.15 


Peerau 

0816000102017300 

23.467 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.994 

0.02 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Ratrau 

0816000102018200 

263.417 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.561 

0.01 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sanger 

0816000102019200 

65.206 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

19.141 

0.24 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.26 

0.00 

0.006 

0.05 

0.09 





Saline 

Non-command 

Non-command 

Younger Alluvium 

46.061 

0.24 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

1.09 

0.64 

0.00 

0.015 

0.13 

0.23 


Shahra 

0816000102029000 

95.246 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.041 

0.13 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sodrau 

0816000102017700 

16.112 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.381 

-0.12 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

Non-command 

Non-command 

Younger Alluvium 

5.426 

-0.12 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.06 

0.11 


Thoohar 

0816000102017900 

52.198 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

45.003 

-0.28 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.015 

0.16 

0.27 





Saline 

Non-command 

Non-command 

Younger Alluvium 

5.165 

-0.28 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.02 

0.03 

16006055 

Bhuwana 

0816000102028300 

209.830 

Saline 

IGNP Canal System Stage III 

Command 

Tertiary Sandstone 

4.673 

0.84 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.09 

0.00 

0.002 

0.00 

0.01 


Changaniyon Ki Basti 

0816000102028200 

63.182 

Saline 

IGNP Canal System Stage III 

Command 

Tertiary Sandstone 

2.760 

2.13 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.14 

0.00 

0.001 

0.01 

0.01 






Non-command 

Non-command 

Tertiary Sandstone 

57.594 

2.13 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

4.91 

2.88 

0.00 

0.019 

0.16 

0.27 


Dhanana 

0816000102034700 

344.822 

Fresh 

IGNP Canal System Stage III 

Command 

Younger Alluvium 

0.606 

0.51 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage III 

Command 

Tertiary Sandstone 

100.797 

0.51 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

2.08 

1.20 

0.01 

0.033 

0.05 

0.09 







Command 

Younger Alluvium 

87.813 

0.51 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

4.51 

2.62 

0.01 

0.029 

0.05 

0.08 






Non-command 

Non-command 

Tertiary Sandstone 

12.294 

0.51 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.15 

0.00 

0.004 

0.01 

0.01 







Non-command 

Younger Alluvium 

89.746 

0.51 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

4.61 

2.67 

0.01 

0.030 

0.05 

0.08 


Hameeron Ki Basti 

0816000102028100 

85.548 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

10.487 

2.87 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

1.20 

0.71 

0.00 

0.003 

0.02 

0.04 


Karam Wala 

0816000102034600 

39.041 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.000 

0.48 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Younger Alluvium 

12.352 

0.48 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.60 

0.35 

0.00 

0.004 

0.06 

0.10 


Loonar 

0816000102042500 

203.450 

Saline 

IGNP Canal System Stage III 

Command 

Tertiary Sandstone 

1.530 

0.33 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.00 

0.00 







Command 

Younger Alluvium 

34.040 

0.33 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

1.11 

0.63 

0.00 

0.011 

0.03 

0.05 






Non-command 

Non-command 

Younger Alluvium 

9.957 

0.33 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.19 

0.00 

0.003 

0.01 

0.02 


Matwon Ki Basti 

0816000102035200 

24.993 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

4.657 

3.75 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.70 

0.41 

0.00 

0.002 

0.03 

0.05 


Murar 

0816000102034500 

67.760 

Saline 

Non-command 

Non-command 

Younger Alluvium 

29.561 

0.43 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

1.28 

0.73 

0.01 

0.010 

0.08 

0.14 


Rahoon Ka Par 

0816000102034800 

221.428 

Saline 

IGNP Canal System Stage III 

Command 

Tertiary Sandstone 

20.222 

1.48 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

1.20 

0.70 

0.00 

0.007 

0.02 

0.03 






Non-command 

Non-command 

Tertiary Sandstone 

79.456 

1.48 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

4.71 

2.75 

0.00 

0.026 

0.06 

0.11 


Sagron Ki Basti 

0816000102028000 

53.736 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

16.832 

4.32 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

2.91 

1.71 

0.00 

0.006 

0.05 

0.09 

16006056 

Baran 

0816000102041500 

76.571 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

0.003 

0.26 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

0.118 

0.26 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bida 

0816000102035500 

53.859 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

0.973 

0.19 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

43.111 

0.19 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.34 

0.20 

0.01 

0.014 

0.14 

0.24 







Non-command 

Tertiary Sandstone 

9.775 

0.19 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.003 

0.03 

0.05 


Chauhani 

0816000102041900 

37.852 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

14.223 

-0.27 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.06 

0.11 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

10.595 

-0.27 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.05 

0.08 


Dabri 

0816000102035000 

67.608 

Fresh 

IGNP Canal System Stage III 

Command 

Younger Alluvium 

13.247 

0.05 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.004 

0.03 

0.06 






Non-command 

Non-command 

Tertiary Sandstone 

33.068 

0.05 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.02 

0.011 

0.09 

0.15 







Non-command 

Younger Alluvium 

7.259 

0.05 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.002 

0.02 

0.03 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

14.034 

0.05 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.005 

0.04 

0.06 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Butoi Jeevanwali 

0816000102031000 

0.03 

0.05 

318.40 

0.06 

- 

0.06 

0.03 

0.21 

0.01 

- 

- 

- 

- 

- 

0.009 

0.073 

0.004 

0.069 

0.004 

5.78 

Safe 



0.03 

0.00 

5,173.07 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Butoi Rahimwali 

0816000102031100 

0.03 

0.00 

6,514.88 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.01 

832.72 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.009 

0.001 

13.40 

Safe 

Chakrau 

0816000102019400 

0.03 

0.07 

- 

0.07 

- 

0.07 

0.03 

0.21 

0.01 

- 

- 

- 

- 

- 

0.012 

0.082 

0.008 

0.074 

0.005 

7.02 

Safe 

Chandrau 

0816000102018900 

0.03 

0.02 

- 

0.02 

- 

0.02 

0.03 

0.22 

0.00 

- 

- 

- 

- 

- 

0.004 

0.026 

0.003 

0.023 

0.002 

6.75 

Safe 

Dorau 

0816000102018600 

0.03 

0.00 

9,342.32 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Ganeshiya 

0816000102019100 

0.03 

0.05 

571.29 

0.06 

- 

0.06 

0.02 

0.15 

0.01 

- 

- 

- 

- 

- 

0.009 

0.072 

0.004 

0.068 

0.005 

7.98 

Safe 



0.03 

0.00 

37,810.80 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ganeshiya Kot 

0816000102017100 

0.03 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.003 

0.017 

0.002 

0.016 

0.011 

72.53 

Semi Critical 

Kangoor 

0816000102031500 

0.03 

0.02 

835.96 

0.02 

- 

0.02 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.003 

0.024 

0.001 

0.023 

0.003 

13.25 

Safe 

Khariya (Bhaikhan) 

0816000102029300 

0.03 

0.01 

1,689.52 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.002 

0.016 

0.001 

0.016 

0.003 

20.26 

Safe 



0.03 

0.09 

559.31 

0.11 

- 

0.11 

0.02 

0.16 

0.01 

- 

- 

- 

- 

- 

0.015 

0.120 

0.006 

0.114 

0.009 

7.47 

Safe 

Kundhau 

0816000102030800 

0.03 

0.00 

4,074.35 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

50.87 

Safe 

Lalewali 

0816000102030900 

0.03 

0.05 

465.97 

0.06 

- 

0.06 

0.03 

0.18 

0.01 

- 

- 

- 

- 

- 

0.008 

0.064 

0.003 

0.060 

0.004 

6.81 

Safe 



0.03 

0.00 

5,332.57 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Langtala 

0816000102017200 

0.03 

0.04 

- 

0.04 

- 

0.04 

0.01 

0.06 

0.01 

- 

- 

- 

- 

- 

0.007 

0.048 

0.005 

0.043 

0.011 

26.02 

Safe 

Mahwa 

0816000102017800 

0.03 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.004 

0.026 

0.003 

0.023 

0.005 

22.80 

Safe 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Meethatala 

0816000102018700 

0.03 

0.01 

296.36 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.002 

0.017 

0.001 

0.016 

0.003 

17.20 

Safe 

Mehna 

0816000102029600 

0.03 

0.00 

102,501.29 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mehrana 

0816000102029100 

0.03 

0.02 

508.54 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.003 

0.023 

0.001 

0.022 

0.004 

18.52 

Safe 

Mithrau Mochiyonwala 

0816000102018800 

0.03 

0.02 

- 

0.02 

- 

0.02 

0.03 

0.22 

0.00 

- 

- 

- 

- 

- 

0.003 

0.021 

0.002 

0.019 

0.001 

6.74 

Safe 

Mithrau Sachenewala 

0816000102019000 

0.03 

0.04 

- 

0.04 

- 

0.04 

0.03 

0.21 

0.01 

- 

- 

- 

- 

- 

0.006 

0.041 

0.004 

0.037 

0.003 

7.01 

Safe 

Momdau 

0816000102018100 

0.03 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.001 

0.006 

0.002 

33.70 

Safe 



0.03 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.002 

0.012 

0.001 

0.011 

0.003 

25.48 

Safe 

Muradenwala 

0816000102029500 

0.03 

0.01 

1,439.36 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.010 

0.001 

14.06 

Safe 

Nijau 

0816000102029200 

0.03 

0.00 

92,002.31 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.09 

736.55 

0.11 

- 

0.11 

0.01 

0.10 

0.02 

- 

- 

- 

- 

- 

0.015 

0.121 

0.006 

0.115 

0.014 

12.03 

Safe 

Peerau 

0816000102017300 

0.03 

0.00 

367.24 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ratrau 

0816000102018200 

0.03 

0.00 

3,449.27 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sanger 

0816000102019200 

0.03 

0.03 

899.69 

0.03 

- 

0.03 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.004 

0.036 

0.002 

0.034 

0.006 

18.59 

Safe 



0.03 

0.15 

319.28 

0.18 

- 

0.18 

0.02 

0.15 

0.03 

- 

- 

- 

- 

- 

0.026 

0.208 

0.010 

0.198 

0.015 

7.73 

Safe 

Shahra 

0816000102029000 

0.03 

0.00 

363,261.78 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sodrau 

0816000102017700 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.009 

0.002 

20.33 

Safe 

Thoohar 

0816000102017900 

0.03 

0.18 

- 

0.18 

- 

0.18 

0.03 

0.19 

0.03 

- 

- 

- 

- 

- 

0.031 

0.210 

0.021 

0.189 

0.015 

7.88 

Safe 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.002 

68.69 

Safe 

Bhuwana 

0816000102028300 

0.03 

0.00 

20,078.62 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

259.15 

Over Exploited 

Changaniyon Ki Basti 

0816000102028200 

0.03 

0.00 

26,245.27 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

- 

Safe 



0.03 

0.23 

1,164.90 

0.27 

- 

0.27 

0.03 

0.19 

0.04 

- 

- 

- 

- 

- 

0.040 

0.313 

0.016 

0.298 

0.019 

6.41 

Safe 

Dhanana 

0816000102034700 

0.03 

0.00 

378,014.21 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.13 

813.93 

0.16 

0.00 

0.16 

0.01 

0.06 

0.02 

- 

0.0000 

0.0000 

- 

- 

0.023 

0.181 

0.009 

0.172 

0.044 

25.82 

Safe 



0.03 

0.10 

2,515.88 

0.12 

0.00 

0.12 

0.01 

0.05 

0.02 

- 

0.0000 

0.0000 

- 

- 

0.017 

0.137 

0.007 

0.131 

0.037 

28.42 

Safe 



0.03 

0.00 

7,356.18 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.004 

159.24 

Over Exploited 



0.03 

0.10 

2,459.40 

0.13 

- 

0.13 

0.01 

0.05 

0.02 

- 

- 

- 

- 

- 

0.018 

0.144 

0.007 

0.136 

0.038 

27.68 

Safe 

Hameeron Ki Basti 

0816000102028100 

0.03 

0.01 

12,657.67 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.007 

0.003 

47.90 

Safe 

Karam Wala 

0816000102034600 

0.03 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.02 

1,835.10 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.003 

0.024 

0.001 

0.023 

0.004 

17.59 

Safe 

Loonar 

0816000102042500 

0.03 

0.00 

21,816.52 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.03 

0.03 

2,359.59 

0.03 

0.00 

0.03 

0.01 

0.04 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.004 

0.035 

0.002 

0.034 

0.011 

33.54 

Safe 



0.03 

0.00 

8,306.52 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.003 

114.65 

Over Exploited 

Matwon Ki Basti 

0816000102035200 

0.03 

0.00 

10,917.30 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.002 

31.68 

Safe 

Murar 

0816000102034500 

0.03 

0.06 

1,135.45 

0.07 

- 

0.07 

0.01 

0.09 

0.01 

- 

- 

- 

- 

- 

0.010 

0.081 

0.004 

0.077 

0.018 

22.99 

Safe 

Rahoon Ka Par 

0816000102034800 

0.03 

0.01 

8,560.56 

0.01 

0.00 

0.01 

0.00 

0.02 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.001 

0.011 

0.001 

0.011 

0.007 

63.63 

Safe 



0.03 

0.12 

2,108.69 

0.15 

0.00 

0.15 

0.01 

0.07 

0.02 

- 

- 

- 

0.001 

0.001 

0.023 

0.173 

0.009 

0.164 

0.026 

16.04 

Safe 

Sagron Ki Basti 

0816000102028000 

0.03 

0.02 

7,475.77 

0.03 

- 

0.03 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.004 

0.031 

0.002 

0.030 

0.006 

18.86 

Safe 

Baran 

0816000102041500 

0.03 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

88,969.48 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bida 

0816000102035500 

0.03 

0.00 

5,581.70 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.15 

33.84 

0.18 

- 

0.18 

0.02 

0.16 

0.03 

- 

- 

- 

- 

- 

0.026 

0.204 

0.010 

0.194 

0.026 

13.53 

Safe 



0.03 

0.01 

473.64 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.010 

0.003 

32.44 

Safe 

Chauhani 

0816000102041900 

0.03 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.004 

0.027 

0.003 

0.024 

0.005 

19.28 

Safe 



0.03 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.002 

0.015 

0.002 

0.014 

0.004 

25.88 

Safe 

Dabri 

0816000102035000 

0.03 

0.01 

219.63 

0.01 

0.00 

0.01 

0.01 

0.04 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.002 

0.016 

0.001 

0.015 

0.004 

29.33 

Safe 



0.03 

0.07 

(40.58) 

0.06 

- 

0.06 

0.02 

0.10 

0.01 

- 

- 

- 

- 

- 

0.013 

0.070 

0.003 

0.066 

0.033 

49.83 

Safe 



0.03 

0.00 

484.57 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.004 

0.002 

53.53 

Safe 



0.03 

0.01 

20.61 

0.02 

- 

0.02 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.002 

0.018 

0.001 

0.017 

0.005 

27.69 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Dav 

081600010204320C 

287.657 

Fresh 

IGNP Canal System Stage III 

Command 

Jurassic Sandstone 

5.876 

0.21 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.002 

0.00 

0.01 







Command 

Younger Alluvium 

6.958 

0.21 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.08 

0.00 

0.002 

0.00 

0.01 






Non-command 

Non-command 

Jurassic Sandstone 

10.177 

0.21 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.003 

0.01 

0.01 







Non-command 

Younger Alluvium 

0.068 

0.21 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage III 

Command 

Younger Alluvium 

0.980 

0.21 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Jurassic Sandstone 

2.481 

0.21 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.00 

0.00 


Dhanana 

081600010203470C 

344.822 

Saline 

IGNP Canal System Stage III 

Command 

Younger Alluvium 

0.240 

0.51 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Dhuliya 

0816000102035700 

26.065 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

4.862 

1.48 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.17 

0.00 

0.002 

0.03 

0.05 


Ganga 

0816000102035300 

57.732 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

4.404 

3.23 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.57 

0.34 

0.00 

0.001 

0.01 

0.02 


Gunjangarh 

0816000102042600 

33.045 

Fresh 

IGNP Canal System Stage III 

Command 

Younger Alluvium 

0.251 

0.10 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage III 

Command 

Younger Alluvium 

32.794 

0.10 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.35 

0.20 

0.02 

0.011 

0.18 

0.32 


Hatar 

0816000102041800 

80.554 

Fresh 

IGNP Canal System Stage III 

Command 

Younger Alluvium 

3.009 

-0.09 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 






Non-command 

Non-command 

Jurassic Sandstone 

25.104 

-0.09 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.008 

0.06 

0.10 







Non-command 

Younger Alluvium 

7.511 

-0.09 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.02 

0.03 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

5.486 

-0.09 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.02 


Jamra 

0816000102035600 

70.607 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

3.312 

1.12 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.00 

0.001 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

38.829 

1.12 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

1.74 

1.03 

0.00 

0.013 

0.09 

0.16 


Karda 

0816000102042700 

178.806 

Fresh 

IGNP Canal System Stage III 

Command 

Younger Alluvium 

60.408 

0.03 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.10 

0.00 

0.020 

0.06 

0.11 






Non-command 

Non-command 

Younger Alluvium 

3.018 

0.03 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.00 

0.01 





Saline 

IGNP Canal System Stage III 

Command 

Younger Alluvium 

110.890 

0.03 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.31 

0.18 

0.00 

0.037 

0.11 

0.20 


Koriya 

0816000102042000 

32.017 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

26.210 

-0.43 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.009 

0.14 

0.25 







Non-command 

Tertiary Sandstone 

4.623 

-0.43 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.03 

0.04 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

0.032 

-0.43 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Tertiary Sandstone 

0.555 

-0.43 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Lambapar 

0816000102042400 

26.057 

Fresh 

IGNP Canal System Stage III 

Command 

Younger Alluvium 

7.319 

0.14 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.00 

0.002 

0.05 

0.09 






Non-command 

Non-command 

Tertiary Sandstone 

7.536 

0.14 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.002 

0.05 

0.09 







Non-command 

Younger Alluvium 

4.852 

0.14 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.002 

0.03 

0.06 





Saline 

IGNP Canal System Stage III 

Command 

Younger Alluvium 

1.234 

0.14 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.01 

0.01 






Non-command 

Non-command 

Tertiary Sandstone 

4.813 

0.14 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.002 

0.03 

0.06 







Non-command 

Younger Alluvium 

0.302 

0.14 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Loonar 

0816000102042500 

203.450 

Fresh 

IGNP Canal System Stage III 

Command 

Younger Alluvium 

18.844 

0.33 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.61 

0.35 

0.00 

0.006 

0.02 

0.03 





Saline 

IGNP Canal System Stage III 

Command 

Tertiary Sandstone 

3.350 

0.33 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.001 

0.00 

0.01 







Command 

Younger Alluvium 

135.730 

0.33 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

4.44 

2.54 

0.01 

0.045 

0.12 

0.21 


Masooriya 

0816000102042200 

71.254 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

16.342 

-0.22 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.04 

0.07 







Non-command 

Tertiary Sandstone 

36.776 

-0.22 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.012 

0.09 

0.16 







Non-command 

Younger Alluvium 

3.943 

-0.22 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

4.979 

-0.22 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.02 







Non-command 

Tertiary Sandstone 

8.841 

-0.22 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.02 

0.04 


Matwon Ki Basti 

0816000102035200 

24.993 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

4.891 

3.75 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.73 

0.43 

0.00 

0.002 

0.03 

0.06 







Non-command 

Tertiary Sandstone 

11.951 

3.75 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

1.79 

1.05 

0.00 

0.004 

0.08 

0.14 


Mehboob Ka Par 

0816000102035100 

25.072 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.124 

1.06 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

24.948 

1.06 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

1.06 

0.62 

0.00 

0.008 

0.17 

0.29 


Myajlar 

0816000102043100 

433.130 

Saline 

Non-command 

Non-command 

Younger Alluvium 

1.222 

-1.07 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Neemba 

0816000102035400 

52.827 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

49.421 

2.29 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

4.54 

2.67 

0.00 

0.016 

0.16 

0.27 







Non-command 

Tertiary Sandstone 

1.502 

2.29 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.08 

0.00 

0.000 

0.00 

0.01 


Phaleri 

0816000102042100 

78.780 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

16.054 

-0.57 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.04 

0.06 







Non-command 

Tertiary Sandstone 

0.453 

-0.57 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

16.892 

-0.57 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.04 

0.06 







Non-command 

Tertiary Sandstone 

42.474 

-0.57 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.014 

0.09 

0.16 


Pochheena 

0816000102042800 

145.547 

Fresh 

IGNP Canal System Stage III 

Command 

Younger Alluvium 

0.091 

-0.57 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage III 

Command 

Jurassic Sandstone 

13.508 

-0.57 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.02 

0.03 







Command 

Younger Alluvium 

82.598 

-0.57 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.027 

0.11 

0.19 






Non-command 

Non-command 

Younger Alluvium 

10.543 

-0.57 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.01 

0.02 


Rahoon Ka Par 

0816000102034800 

221.428 

Saline 

IGNP Canal System Stage III 

Command 

Tertiary Sandstone 

8.920 

1.48 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.53 

0.31 

0.00 

0.003 

0.01 

0.01 







Command 

Younger Alluvium 

2.256 

1.48 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.19 

0.00 

0.001 

0.00 

0.00 






Non-command 

Non-command 

Tertiary Sandstone 

109.847 

1.48 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

6.50 

3.80 

0.00 

0.036 

0.09 

0.15 







Non-command 

Younger Alluvium 

0.041 

1.48 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 


Sagron Ki Basti 

0816000102028000 

53.736 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

1.373 

4.32 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.14 

0.00 

0.000 

0.00 

0.01 


Sameja Par 

0816000102034900 

4.858 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

4.858 

0.28 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.002 

0.18 

0.30 


Sipala 

0816000102041300 

56.953 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

2.800 

0.43 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.001 

0.01 

0.01 


Ukralapar 

0816000102042300 

40.994 

Fresh 

IGNP Canal System Stage III 

Command 

Younger Alluvium 

4.178 

-0.08 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.03 






Non-command 

Non-command 

Jurassic Sandstone 

0.085 

-0.08 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Tertiary Sandstone 

13.968 

-0.08 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.06 

0.11 







Non-command 

Younger Alluvium 

22.763 

-0.08 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.008 

0.10 

0.17 

16006057 

Adbala 

0816000302071800 

66.318 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

51.029 

-0.84 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.017 

0.14 

0.26 


Adroi (Bhilon Ki Dhani) 

0816000302071900 

13.075 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

13.075 

-1.00 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.19 

0.36 


Ala 

0816000302071300 

25.241 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

14.433 

-1.45 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.005 

0.10 

0.19 


Amarsar 

0816000202058600 

50.329 

Saline 

Non-command 

Non-command 

Jalore Granite 

0.326 

0.83 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Dav 

0816000102043200 

0.03 

0.00 

4,808.21 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

270.82 

Over Exploited 



0.03 

0.00 

10,272.83 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

228.72 

Over Exploited 



0.03 

0.00 

2,736.51 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.003 

156.39 

Over Exploited 



0.03 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

73,700.37 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

11,523.66 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Dhanana 

0816000102034700 

0.03 

0.00 

947,632.19 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dhuliya 

0816000102035700 

0.03 

0.00 

4,304.42 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.002 

31.98 

Safe 

Ganga 

0816000102035300 

0.03 

0.00 

23,391.33 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.001 

77.97 

Semi Critical 

Gunjangarh 

0816000102042600 

0.03 

0.00 

17,014.60 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.15 

30.84 

0.18 

0.00 

0.18 

0.03 

0.21 

0.03 

- 

0.0000 

0.0000 

- 

- 

0.026 

0.206 

0.010 

0.196 

0.028 

14.24 

Safe 

Hatar 

0816000102041800 

0.03 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

- 

Safe 



0.03 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.07 

0.01 

- 

- 

- 

- 

- 

0.006 

0.041 

0.004 

0.037 

0.008 

22.52 

Safe 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.003 

0.002 

75.27 

Semi Critical 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.002 

103.05 

Over Exploited 

Jamra 

0816000102035600 

0.03 

0.00 

13,118.04 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

126.64 

Over Exploited 



0.03 

0.09 

1,027.80 

0.11 

- 

0.11 

0.02 

0.11 

0.02 

- 

- 

- 

- 

- 

0.016 

0.125 

0.006 

0.119 

0.013 

10.80 

Safe 

Karda 

0816000102042700 

0.03 

0.09 

4.85 

0.10 

0.00 

0.10 

0.01 

0.07 

0.02 

- 

0.0000 

0.0000 

- 

- 

0.016 

0.116 

0.006 

0.110 

0.020 

18.24 

Safe 



0.03 

0.00 

1,891.67 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

324.81 

Over Exploited 



0.03 

0.32 

(44.33) 

0.25 

0.00 

0.25 

0.02 

0.13 

0.06 

- 

0.0000 

0.0000 

- 

- 

0.055 

0.310 

0.016 

0.295 

0.037 

12.47 

Safe 

Koriya 

0816000102042000 

0.03 

0.09 

- 

0.09 

- 

0.09 

0.03 

0.17 

0.02 

- 

- 

- 

- 

- 

0.017 

0.111 

0.011 

0.100 

0.033 

32.82 

Safe 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.003 

0.000 

0.003 

0.002 

49.45 

Safe 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Lambapar 

0816000102042400 

0.03 

0.01 

548.88 

0.01 

0.00 

0.01 

0.01 

0.06 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.002 

0.013 

0.001 

0.012 

0.002 

20.31 

Safe 



0.03 

0.01 

151.88 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.002 

0.013 

0.001 

0.013 

0.002 

19.73 

Safe 



0.03 

0.00 

878.47 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.005 

0.002 

30.64 

Safe 



0.03 

0.00 

3,747.60 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

294.76 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.002 

30.89 

Safe 



0.03 

0.00 

15,319.36 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Loonar 

0816000102042500 

0.03 

0.01 

4,342.43 

0.01 

0.00 

0.01 

0.00 

0.02 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.001 

0.011 

0.001 

0.010 

0.006 

60.58 

Safe 



0.03 

0.00 

9,880.38 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

340.75 

Over Exploited 



0.03 

0.41 

519.62 

0.49 

0.00 

0.49 

0.02 

0.14 

0.07 

- 

0.0000 

0.0000 

- 

- 

0.071 

0.563 

0.028 

0.535 

0.053 

9.91 

Safe 

Masooriya 

0816000102042200 

0.03 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.003 

0.019 

0.002 

0.018 

0.005 

30.89 

Safe 



0.03 

0.08 

- 

0.08 

- 

0.08 

0.02 

0.11 

0.01 

- 

- 

- 

- 

- 

0.015 

0.099 

0.010 

0.089 

0.034 

38.51 

Safe 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

128.06 

Over Exploited 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.002 

101.40 

Over Exploited 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.005 

0.003 

57.11 

Safe 

Matwon Ki Basti 

0816000102035200 

0.03 

0.00 

10,391.85 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.005 

0.002 

30.17 

Safe 



0.03 

0.02 

4,193.70 

0.03 

- 

0.03 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.004 

0.034 

0.002 

0.032 

0.004 

12.35 

Safe 

Mehboob Ka Par 

0816000102035100 

0.03 

0.00 

116,082.64 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.11 

476.97 

0.13 

- 

0.13 

0.03 

0.20 

0.02 

- 

- 

- 

- 

- 

0.019 

0.148 

0.007 

0.140 

0.008 

5.89 

Safe 

Myajlar 

0816000102043100 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Neemba 

0816000102035400 

0.03 

0.20 

1,251.15 

0.24 

0.00 

0.24 

0.03 

0.19 

0.03 

- 

- 

- 

0.001 

0.001 

0.036 

0.274 

0.014 

0.260 

0.016 

6.30 

Safe 



0.03 

0.00 

44,283.58 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Phaleri 

0816000102042100 

0.03 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.003 

0.017 

0.002 

0.015 

0.005 

35.29 

Safe 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.003 

0.019 

0.002 

0.017 

0.006 

33.53 

Safe 



0.03 

0.10 

- 

0.10 

- 

0.10 

0.02 

0.11 

0.02 

- 

- 

- 

- 

- 

0.018 

0.117 

0.012 

0.106 

0.025 

23.76 

Safe 

Pochheena 

0816000102042800 

0.03 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.01 

- 

0.01 

0.00 

0.01 

0.00 

0.02 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.001 

0.007 

0.001 

0.006 

0.004 

70.88 

Semi Critical 



0.03 

0.22 

- 

0.22 

0.00 

0.22 

0.02 

0.13 

0.04 

- 

0.0000 

0.0000 

- 

- 

0.038 

0.262 

0.026 

0.236 

0.027 

11.59 

Safe 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.003 

90.82 

Critical 

Rahoon Ka Par 

0816000102034800 

0.03 

0.00 

19,532.44 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.003 

144.25 

Over Exploited 



0.03 

0.00 

193,952.47 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.03 

0.24 

1,496.86 

0.29 

0.00 

0.29 

0.02 

0.10 

0.04 

- 

- 

- 

0.000 

0.000 

0.042 

0.327 

0.016 

0.311 

0.036 

11.71 

Safe 



0.03 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sagron Ki Basti 

0816000102028000 

0.03 

0.00 

92,774.71 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sameja Par 

0816000102034900 

0.03 

0.02 

48.31 

0.03 

- 

0.03 

0.03 

0.21 

0.00 

- 

- 

- 

- 

- 

0.004 

0.029 

0.001 

0.028 

0.002 

5.78 

Safe 

Sipala 

0816000102041300 

0.03 

0.00 

4,806.97 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Ukralapar 

0816000102042300 

0.03 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.001 

68.91 

Safe 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.004 

0.025 

0.002 

0.022 

0.005 

20.61 

Safe 



0.03 

0.06 

- 

0.06 

- 

0.06 

0.02 

0.12 

0.01 

- 

- 

- 

- 

- 

0.010 

0.066 

0.007 

0.060 

0.008 

12.65 

Safe 

Adbala 

0816000302071800 

0.03 

0.18 

- 

0.18 

0.00 

0.18 

0.03 

0.16 

0.03 

- 

- 

- 

0.001 

0.001 

0.033 

0.211 

0.021 

0.190 

0.041 

21.51 

Safe 

Adroi (Bhilon Ki Dhani) 

0816000302071900 

0.03 

0.06 

- 

0.06 

- 

0.06 

0.03 

0.22 

0.01 

- 

- 

- 

- 

- 

0.011 

0.072 

0.007 

0.065 

0.004 

6.69 

Safe 

Ala 

0816000302071300 

0.03 

0.04 

- 

0.04 

- 

0.04 

0.02 

0.12 

0.01 

- 

- 

- 

- 

- 

0.007 

0.044 

0.004 

0.040 

0.053 

132.35 

Over Exploited 

Amarsar 

0816000202058600 

0.02 

0.00 

17,142.32 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Asloi 

0816000302070300 

26.327 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

17.345 

0.03 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.006 

0.11 

0.19 


Bariyara 

0817000102097300 

17.977 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

1.470 

-0.10 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.02 

0.03 


Basra 

0816000302075200 

15.366 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

14.765 

-0.56 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.18 

0.36 


Beenjota 

0816000302072300 

6.428 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

6.428 

-0.33 

0.040 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.002 

0.18 

0.32 


Bhakhrani 

0816000302069300 

23.462 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

23.462 

-0.10 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.008 

0.17 

0.30 


Bhanbhara 

0816000302071100 

105.928 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

41.907 

-0.92 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.014 

0.07 

0.14 


Bhelani 

0816000302073200 

40.949 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

8.144 

0.08 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.02 

0.003 

0.04 

0.07 


Bhikasar 

0816000302068300 

35.725 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.014 

0.60 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Jurassic Sandstone 

1.692 

0.60 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.001 

0.01 

0.02 


Bhiyasar 

0816000302074300 

63.139 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

62.876 

-0.16 

0.040 

0.18 

0.01 

0.00 

0.00 

0.02 

0.00 

0.00 

0.69 

0.021 

0.19 

0.39 


Chanpa 

0816000302072000 

9.707 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

9.707 

-0.68 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.18 

0.34 


Cheecha 

0816000302069200 

7.693 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

7.140 

-0.06 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.002 

0.16 

0.27 


Chelak 

0816000302072200 

35.999 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

35.999 

-0.45 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.012 

0.18 

0.33 


Chhatangar 

0816000302070500 

74.963 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

2.076 

-1.44 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Chhodiya 

0816000302068400 

54.487 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

31.193 

0.26 

0.040 

0.18 

0.01 

0.00 

0.00 

0.00 

0.50 

0.26 

0.73 

0.010 

0.11 

0.21 


Dangri 

0816000302073700 

49.819 

Fresh 

Non-command 

Non-command 

Jalore Granite 

21.104 

0.92 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.43 

0.22 

0.17 

0.007 

0.08 

0.16 







Non-command 

Jurassic Sandstone 

9.631 

0.92 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.39 

0.19 

0.13 

0.003 

0.04 

0.07 





Saline 

Non-command 

Non-command 

Jalore Granite 

5.061 

0.92 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.05 

0.03 

0.002 

0.02 

0.04 


Deoka 

0817000102097000 

24.737 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

0.052 

0.09 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Deora 

0816000302075100 

95.963 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

65.701 

-0.43 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.022 

0.13 

0.26 


Digri 

0816000302069500 

12.975 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

12.975 

-0.21 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.004 

0.18 

0.31 


Fateh Garh 

0816000302074200 

38.756 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

38.752 

-0.34 

0.040 

0.21 

0.01 

0.00 

0.00 

0.05 

0.00 

0.00 

0.84 

0.013 

0.19 

0.38 


Fatehpura 

0817000102097500 

13.801 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

0.351 

0.01 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Geraja 

0816000302071500 

22.382 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

5.554 

-0.68 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.04 

0.08 


Hapa 

0816000302071400 

15.612 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

8.288 

-0.76 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.09 

0.17 


Harbha 

0816000302074900 

26.617 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

21.413 

-0.25 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.007 

0.15 

0.32 


Janra 

0816000302070400 

81.586 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

2.487 

-0.47 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Jasuwa 

0816000302072900 

25.385 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

9.360 

0.06 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.003 

0.07 

0.12 


Jodha 

0816000302071200 

25.370 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

18.726 

-1.49 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.14 

0.25 


Kapuriya 

0816000302074600 

33.634 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

33.634 

-0.40 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.011 

0.19 

0.37 


Kathora 

0816000302072500 

16.683 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

16.683 

-0.20 

0.040 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.006 

0.18 

0.32 


Keeta 

0816000302067100 

114.342 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

13.301 

0.00 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.02 

0.03 


Khyala 

0816000302072700 

19.369 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

19.369 

-0.31 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.18 

0.35 


Koda 

0816000302073000 

34.131 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

34.131 

0.09 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.07 

0.02 

0.011 

0.18 

0.35 


Kodiyasar 

0816000302073500 

54.907 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

54.907 

0.01 

0.040 

0.76 

0.04 

0.00 

0.00 

0.00 

0.75 

0.37 

3.00 

0.018 

0.19 

0.38 


Korwa 

0816000302070000 

23.192 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

22.066 

-0.14 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.007 

0.16 

0.28 


Kotha 

0816000302075000 

53.428 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

39.491 

-0.28 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.013 

0.14 

0.29 


Laxmansar 

0816000302073600 

20.442 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.693 

0.85 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.05 

0.001 

0.02 

0.03 







Non-command 

Jurassic Sandstone 

18.749 

0.85 

0.040 

0.21 

0.01 

0.00 

0.00 

0.00 

0.84 

0.42 

0.83 

0.006 

0.17 

0.35 


Mada 

0816000302070200 

20.329 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

0.503 

0.10 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Magra 

0816000302075300 

67.775 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

29.918 

-0.45 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.010 

0.08 

0.16 


Mati Ka Gol 

0817000102097100 

3.342 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

0.046 

-0.08 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Megha 

0816000302072400 

64.279 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

64.279 

-0.42 

0.040 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.021 

0.18 

0.35 


Mehreri 

0816000302073800 

23.691 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.261 

0.73 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Jalore Granite 

0.053 

0.73 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nada 

0816000302074700 

10.127 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

10.127 

-0.25 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.19 

0.39 


Nagraja 

0816000302072100 

22.099 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

22.099 

-0.55 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.007 

0.18 

0.35 


Narsingon Ki Dhani 

0816000302069700 

11.816 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

0.316 

0.04 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Pabnasar 

0816000302073900 

43.222 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.306 

0.44 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Jurassic Sandstone 

7.653 

0.44 

0.040 

0.04 

0.00 

0.00 

0.00 

0.00 

0.18 

0.09 

0.14 

0.003 

0.03 

0.07 


Pancha 

0816000302074800 

21.135 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

20.845 

-0.28 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.007 

0.19 

0.38 


Rama 

0816000302072600 

11.534 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

11.534 

-0.27 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.004 

0.18 

0.34 


Reewari 

0816000302074400 

60.444 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

60.444 

-0.16 

0.040 

0.05 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.16 

0.020 

0.19 

0.38 


Sagraram Ki Dhani 

0816000302074500 

15.392 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

15.392 

-0.18 

0.040 

0.01 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.02 

0.005 

0.19 

0.39 


Sandha 

0816000302074000 

17.501 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

16.325 

0.21 

0.040 

0.11 

0.01 

0.00 

0.00 

0.00 

0.24 

0.11 

0.41 

0.005 

0.18 

0.36 


Sandhuwa 

0816000302074100 

9.786 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

9.777 

-0.38 

0.040 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.48 

0.003 

0.19 

0.39 


Sangar 

0816000302073100 

68.526 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

66.571 

0.16 

0.040 

0.06 

0.00 

0.00 

0.00 

0.00 

0.49 

0.25 

0.19 

0.022 

0.18 

0.36 


Sanjeet 

0816000302077400 

70.781 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

27.658 

-0.08 

0.040 

0.01 

0.00 

0.00 

0.00 

0.11 

0.00 

0.00 

0.04 

0.009 

0.07 

0.16 







Non-command 

Tertiary Sandstone 

8.364 

-0.08 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.02 

0.05 


Seetorai 

0816000302069400 

39.807 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

39.807 

-0.19 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.013 

0.17 

0.30 


Sirwa 

0816000302069100 

34.391 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

18.206 

-0.04 

0.040 

0.03 

0.00 

0.00 

0.00 

0.04 

0.00 

0.00 

0.10 

0.006 

0.09 

0.16 


Sobh 

0816000302071700 

56.264 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

56.264 

-0.26 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.019 

0.17 

0.31 


Soda 

0816000302070100 

34.152 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

18.303 

0.03 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.006 

0.09 

0.16 


Sodat 

0816000302075800 

12.434 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

0.564 

-0.12 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Sumliyai 

0816000302072800 

21.250 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

21.250 

-0.03 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.007 

0.18 

0.33 


Toga 

0816000302077200 

71.032 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

2.446 

-0.46 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 







Non-command 

Tertiary Sandstone 

0.495 

-0.46 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ugawa 

0816000302069600 

57.758 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

54.662 

-0.10 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.018 

0.16 

0.28 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Asloi 

0816000302070300 

0.03 

0.05 

(78.95) 

0.04 

- 

0.04 

0.02 

0.13 

0.01 

- 

- 

- 

- 

- 

0.009 

0.048 

0.002 

0.045 

0.006 

12.65 

Safe 

Bariyara 

0817000102097300 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.016 

2,118.45 

Over Exploited 

Basra 

0816000302075200 

0.03 

0.07 

- 

0.07 

- 

0.07 

0.03 

0.21 

0.01 

- 

- 

- 

- 

- 

0.012 

0.079 

0.008 

0.071 

0.005 

6.88 

Safe 

Bee nj ota 

0816000302072300 

0.03 

0.03 

- 

0.03 

- 

0.03 

0.03 

0.21 

0.01 

0.0100 

- 

- 

- 

0.010 

0.015 

0.044 

0.004 

0.039 

0.146 

372.46 

Over Exploited 

Bhakhrani 

0816000302069300 

0.03 

0.10 

- 

0.10 

- 

0.10 

0.03 

0.20 

0.02 

- 

- 

- 

- 

- 

0.018 

0.120 

0.012 

0.108 

0.104 

95.97 

Critical 

Bhanbhara 

0816000302071100 

0.03 

0.08 

- 

0.08 

- 

0.08 

0.01 

0.09 

0.01 

- 

- 

- 

- 

- 

0.014 

0.092 

0.009 

0.083 

0.014 

16.82 

Safe 

Bhelani 

0816000302073200 

0.03 

0.01 

145.90 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.010 

0.027 

272.35 

Over Exploited 

Bhikasar 

0816000302068300 

0.03 

0.00 

372,516.84 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

5,487.39 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.001 

- 

Safe 

Bhiyasar 

0816000302074300 

0.03 

0.29 

- 

0.29 

0.03 

0.33 

0.04 

0.22 

0.06 

0.0300 

- 

- 

0.032 

0.062 

0.119 

0.445 

0.045 

0.401 

0.711 

177.32 

Over Exploited 

Chanpa 

0816000302072000 

0.03 

0.04 

- 

0.04 

- 

0.04 

0.03 

0.22 

0.01 

- 

- 

- 

- 

- 

0.008 

0.052 

0.005 

0.047 

0.003 

6.84 

Safe 

Cheecha 

0816000302069200 

0.03 

0.03 

- 

0.03 

- 

0.03 

0.03 

0.19 

0.01 

- 

- 

- 

- 

- 

0.005 

0.034 

0.003 

0.030 

0.074 

246.28 

Over Exploited 

Chelak 

0816000302072200 

0.03 

0.16 

- 

0.16 

- 

0.16 

0.03 

0.21 

0.03 

- 

- 

- 

- 

- 

0.030 

0.191 

0.019 

0.172 

0.060 

34.81 

Safe 

Chhatangar 

0816000302070500 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Chhodiya 

0816000302068400 

0.03 

0.08 

211.61 

0.10 

0.01 

0.11 

0.02 

0.13 

0.02 

0.0300 

- 

- 

- 

0.030 

0.045 

0.155 

0.008 

0.147 

0.736 

500.70 

Over Exploited 

Dangri 

0816000302073700 

0.03 

0.04 

406.71 

0.05 

- 

0.05 

0.02 

0.10 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.069 

0.003 

0.066 

0.177 

269.67 

Over Exploited 



0.03 

0.01 

2,083.59 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.002 

0.012 

0.001 

0.012 

0.129 

1,105.08 

Over Exploited 



0.03 

0.00 

2,020.69 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.031 

950.16 

Over Exploited 

Deoka 

0817000102097000 

0.03 

0.00 

15,782.69 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Deora 

0816000302075100 

0.03 

0.21 

- 

0.21 

- 

0.21 

0.02 

0.15 

0.04 

- 

- 

- 

- 

- 

0.040 

0.252 

0.025 

0.227 

0.046 

20.17 

Safe 

Digri 

0816000302069500 

0.03 

0.06 

- 

0.06 

- 

0.06 

0.03 

0.21 

0.01 

- 

- 

- 

- 

- 

0.010 

0.067 

0.007 

0.060 

0.100 

165.93 

Over Exploited 

Fateh Garh 

0816000302074200 

0.03 

0.18 

- 

0.18 

0.06 

0.24 

0.04 

0.22 

0.04 

0.0300 

- 

- 

0.071 

0.101 

0.137 

0.376 

0.038 

0.339 

0.853 

251.81 

Over Exploited 

Fatehpura 

0817000102097500 

0.03 

0.00 

96.65 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Geraja 

0816000302071500 

0.03 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.001 

0.006 

0.002 

28.76 

Safe 

Flapa 

0816000302071400 

0.03 

0.02 

- 

0.02 

0.00 

0.02 

0.02 

0.11 

0.00 

- 

- 

- 

0.001 

0.001 

0.005 

0.025 

0.002 

0.022 

0.003 

12.27 

Safe 

Flarbha 

0816000302074900 

0.03 

0.08 

- 

0.08 

0.00 

0.08 

0.03 

0.18 

0.02 

- 

- 

- 

0.002 

0.002 

0.018 

0.100 

0.010 

0.090 

0.007 

7.89 

Safe 

Janra 

0816000302070400 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Jasuwa 

0816000302072900 

0.03 

0.02 

11.89 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.003 

0.020 

0.001 

0.019 

0.027 

143.55 

Over Exploited 

Jodha 

0816000302071200 

0.03 

0.06 

- 

0.06 

- 

0.06 

0.02 

0.16 

0.01 

- 

- 

- 

- 

- 

0.012 

0.075 

0.007 

0.067 

0.006 

9.22 

Safe 

Kapuriya 

0816000302074600 

0.03 

0.16 

- 

0.16 

0.00 

0.16 

0.04 

0.22 

0.03 

- 

- 

- 

0.002 

0.002 

0.032 

0.190 

0.019 

0.171 

0.035 

20.54 

Safe 

Kathora 

0816000302072500 

0.03 

0.07 

- 

0.07 

0.00 

0.07 

0.03 

0.21 

0.01 

0.0100 

- 

- 

0.001 

0.011 

0.024 

0.099 

0.010 

0.089 

0.174 

194.84 

Over Exploited 

Keeta 

0816000302067100 

0.04 

0.01 

(99.05) 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.002 

0.010 

0.001 

0.010 

0.006 

65.07 

Safe 

Khyala 

0816000302072700 

0.03 

0.09 

- 

0.09 

- 

0.09 

0.03 

0.22 

0.02 

- 

- 

- 

- 

- 

0.017 

0.105 

0.011 

0.095 

0.006 

6.77 

Safe 

Koda 

0816000302073000 

0.03 

0.16 

(54.44) 

0.12 

- 

0.12 

0.03 

0.22 

0.03 

- 

- 

- 

- 

- 

0.029 

0.153 

0.008 

0.146 

0.035 

24.25 

Safe 

Kodiyasar 

0816000302073500 

0.03 

0.26 

41.38 

0.31 

0.04 

0.35 

0.04 

0.23 

0.05 

0.1100 

- 

- 

0.005 

0.115 

0.165 

0.520 

0.026 

0.494 

3.018 

611.17 

Over Exploited 

Korwa 

0816000302070000 

0.03 

0.09 

- 

0.09 

- 

0.09 

0.03 

0.19 

0.02 

- 

- 

- 

- 

- 

0.016 

0.106 

0.011 

0.096 

0.007 

7.65 

Safe 

Kotha 

0816000302075000 

0.03 

0.14 

- 

0.14 

0.00 

0.14 

0.03 

0.17 

0.03 

- 

- 

- 

0.001 

0.001 

0.028 

0.166 

0.017 

0.150 

0.061 

40.79 

Safe 

Laxmansar 

0816000302073600 

0.03 

0.00 

2,823.06 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.054 

6,112.91 

Over Exploited 



0.03 

0.08 

414.91 

0.10 

0.01 

0.11 

0.03 

0.21 

0.02 

0.0300 

- 

- 

- 

0.030 

0.045 

0.153 

0.008 

0.145 

0.840 

577.65 

Over Exploited 

Mada 

0816000302070200 

0.03 

0.00 

2,171.47 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Magra 

0816000302075300 

0.03 

0.06 

- 

0.06 

- 

0.06 

0.02 

0.10 

0.01 

- 

- 

- 

- 

- 

0.012 

0.074 

0.007 

0.066 

0.010 

14.99 

Safe 

Mati Ka Gol 

0817000102097100 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Megha 

0816000302072400 

0.03 

0.29 

- 

0.29 

- 

0.29 

0.03 

0.22 

0.05 

0.0100 

- 

- 

- 

0.010 

0.065 

0.358 

0.036 

0.322 

0.261 

81.16 

Semi Critical 

Mehreri 

0816000302073800 

0.03 

0.00 

13,651.23 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

69,369.86 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nada 

0816000302074700 

0.03 

0.05 

- 

0.05 

- 

0.05 

0.04 

0.23 

0.01 

- 

- 

- 

- 

- 

0.009 

0.057 

0.006 

0.051 

0.003 

6.54 

Safe 

Nagraja 

0816000302072100 

0.03 

0.10 

- 

0.10 

0.00 

0.10 

0.03 

0.22 

0.02 

- 

- 

- 

0.000 

0.000 

0.019 

0.119 

0.012 

0.108 

0.055 

51.44 

Safe 

Narsingon Ki Dhani 

0816000302069700 

0.03 

0.00 

1,015.78 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pabnasar 

0816000302073900 

0.03 

0.00 

12,503.93 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.01 

1,222.30 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.019 

0.001 

0.018 

0.147 

812.58 

Over Exploited 

Pancha 

0816000302074800 

0.03 

0.10 

- 

0.10 

- 

0.10 

0.04 

0.22 

0.02 

- 

- 

- 

- 

- 

0.019 

0.116 

0.012 

0.104 

0.007 

6.63 

Safe 

Rama 

0816000302072600 

0.03 

0.05 

- 

0.05 

- 

0.05 

0.03 

0.21 

0.01 

- 

- 

- 

- 

- 

0.010 

0.062 

0.006 

0.055 

0.052 

93.53 

Critical 

Reewari 

0816000302074400 

0.03 

0.28 

- 

0.28 

0.01 

0.29 

0.04 

0.22 

0.05 

0.0100 

- 

- 

0.011 

0.021 

0.075 

0.364 

0.036 

0.328 

0.182 

55.52 

Safe 

Sagraram Ki Dhani 

0816000302074500 

0.03 

0.07 

- 

0.07 

0.01 

0.08 

0.04 

0.23 

0.01 

- 

- 

- 

0.009 

0.009 

0.023 

0.102 

0.010 

0.092 

0.023 

25.16 

Safe 

Sandha 

0816000302074000 

0.03 

0.07 

58.89 

0.09 

0.01 

0.10 

0.03 

0.21 

0.01 

0.0200 

- 

- 

0.002 

0.022 

0.036 

0.135 

0.007 

0.128 

0.419 

327.98 

Over Exploited 

Sandhuwa 

0816000302074100 

0.03 

0.05 

- 

0.05 

0.01 

0.06 

0.04 

0.23 

0.01 

0.0200 

- 

- 

0.004 

0.024 

0.033 

0.092 

0.009 

0.083 

0.483 

584.93 

Over Exploited 

Sangar 

0816000302073100 

0.03 

0.30 

(18.17) 

0.25 

0.00 

0.25 

0.03 

0.21 

0.06 

0.0100 

- 

- 

0.003 

0.013 

0.071 

0.319 

0.016 

0.303 

0.214 

70.72 

Semi Critical 

Sanjeet 

0816000302077400 

0.03 

0.05 

- 

0.05 

0.11 

0.16 

0.01 

0.09 

0.01 

- 

- 

- 

0.158 

0.158 

0.168 

0.324 

0.032 

0.292 

0.051 

17.53 

Safe 



0.03 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

0.006 

0.006 

0.007 

0.016 

0.002 

0.014 

0.003 

19.77 

Safe 

Seetorai 

0816000302069400 

0.03 

0.17 

- 

0.17 

0.00 

0.18 

0.03 

0.20 

0.03 

- 

- 

- 

0.004 

0.004 

0.035 

0.210 

0.021 

0.189 

0.109 

57.81 

Safe 

Sirwa 

0816000302069100 

0.03 

0.04 

- 

0.04 

0.04 

0.08 

0.02 

0.11 

0.01 

- 

- 

- 

0.057 

0.057 

0.065 

0.144 

0.014 

0.130 

0.102 

78.46 

Semi Critical 

Sobh 

0816000302071700 

0.03 

0.24 

- 

0.24 

- 

0.24 

0.03 

0.21 

0.04 

- 

- 

- 

- 

- 

0.044 

0.289 

0.029 

0.260 

0.043 

16.41 

Safe 

Soda 

0816000302070100 

0.03 

0.04 

(50.95) 

0.03 

- 

0.03 

0.02 

0.11 

0.01 

- 

- 

- 

- 

- 

0.007 

0.041 

0.002 

0.039 

0.030 

77.51 

Semi Critical 

Sodat 

0816000302075800 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sumliyai 

0816000302072800 

0.03 

0.09 

- 

0.09 

0.00 

0.10 

0.03 

0.21 

0.02 

- 

- 

- 

0.005 

0.005 

0.022 

0.120 

0.012 

0.108 

0.055 

51.08 

Safe 

Toga 

0816000302077200 

0.03 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

0.000 

- 

0.000 

0.001 

0.000 

0.000 

0.001 

- 

Safe 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ugawa 

0816000302069600 

0.03 

0.22 

- 

0.22 

- 

0.22 

0.03 

0.19 

0.04 

- 

- 

- 

- 

- 

0.039 

0.261 

0.026 

0.235 

0.054 

23.03 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Unda 

081600030206900C 

52.006 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

10.513 

0.12 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.02 

0.003 

0.04 

0.07 


Utal 

0817000102097400 

4.741 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

0.363 

-0.18 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.03 

16006058 

Adbala 

0816000302071800 

66.318 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

15.289 

-0.84 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.04 

0.08 


Ala 

0816000302071300 

25.241 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

10.807 

-1.45 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.004 

0.08 

0.15 


Asloi 

0816000302070300 

26.327 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

8.982 

0.03 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.003 

0.06 

0.10 


Baran 

0816000102041500 

76.571 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

61.729 

0.26 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.64 

0.38 

0.00 

0.020 

0.14 

0.24 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

14.701 

0.26 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.00 

0.005 

0.03 

0.06 


Bersiyala 

0816000102043300 

114.556 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

113.504 

-0.06 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.038 

0.18 

0.32 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

1.052 

-0.06 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhanbhara 

0816000302071100 

105.928 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

37.310 

-0.92 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.012 

0.07 

0.13 


Chauhani 

0816000102041900 

37.852 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

11.338 

-0.27 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.05 

0.09 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

1.696 

-0.27 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Chhatangar 

0816000302070500 

74.963 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

72.887 

-1.44 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.024 

0.18 

0.32 


Dav 

0816000102043200 

287.657 

Fresh 

IGNP Canal System Stage III 

Command 

Jurassic Sandstone 

56.722 

0.21 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.48 

0.27 

0.00 

0.019 

0.04 

0.06 






Non-command 

Non-command 

Jurassic Sandstone 

87.646 

0.21 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.73 

0.41 

0.00 

0.029 

0.06 

0.10 





Saline 

IGNP Canal System Stage III 

Command 

Jurassic Sandstone 

10.475 

0.21 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.00 

0.003 

0.01 

0.01 






Non-command 

Non-command 

Jurassic Sandstone 

5.133 

0.21 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.002 

0.00 

0.01 


Dhaneli 

0816000102041700 

58.509 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

56.922 

-0.30 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.019 

0.17 

0.30 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

1.028 

-0.30 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Dhoba 

0816000102043600 

136.082 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

132.989 

-0.04 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.044 

0.17 

0.30 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

3.073 

-0.04 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 


Geraja 

0816000302071500 

22.382 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

16.828 

-0.68 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.13 

0.23 


Hapa 

0816000302071400 

15.612 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

7.324 

-0.76 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.08 

0.15 


Hatar 

0816000102041800 

80.554 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

3.583 

-0.09 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Janra 

0816000302070400 

81.586 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

79.099 

-0.47 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.026 

0.17 

0.30 


Jodha 

0816000302071200 

25.370 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

6.643 

-1.49 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.05 

0.09 


Katha 

0816000102045100 

48.025 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

26.002 

-0.06 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.009 

0.10 

0.18 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

22.023 

-0.06 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.007 

0.08 

0.15 


Khariya (Jethwi) 

0816000102045000 

153.580 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

52.058 

-0.44 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.017 

0.06 

0.12 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

74.110 

-0.44 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.025 

0.09 

0.17 


Khoohri 

0816000102043500 

88.597 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

77.497 

0.29 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.93 

0.54 

0.07 

0.026 

0.15 

0.26 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

11.100 

0.29 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.07 

0.01 

0.004 

0.02 

0.04 


Kotri 

0816000302066800 

20.854 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

3.090 

0.14 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.001 

0.03 

0.04 


Mada 

0816000302070200 

20.329 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

3.478 

0.10 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.03 

0.05 


Magra 

0816000302075300 

67.775 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

0.005 

-0.45 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Maneri 

0816000102043400 

37.405 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

34.301 

-0.22 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.011 

0.16 

0.29 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

3.104 

-0.22 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.03 


Mooliya 

0816000302071600 

12.494 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

12.494 

-0.52 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.17 

0.31 


Myajlar 

0816000102043100 

433.130 

Fresh 

IGNP Canal System Stage III 

Command 

Jurassic Sandstone 

46.854 

-1.07 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.016 

0.02 

0.04 





Saline 

IGNP Canal System Stage III 

Command 

Jurassic Sandstone 

7.487 

-1.07 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.00 

0.01 


Peeprli 

0817000102082200 

63.545 

Saline 

IGNP Canal System Stage III 

Command 

Jurassic Sandstone 

0.014 

-0.44 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Phaleri 

0816000102042100 

78.780 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

0.759 

-0.57 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Phuliya 

0816000302070600 

85.349 

Fresh 

IGNP Canal System Stage III 

Command 

Jurassic Sandstone 

21.283 

0.49 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.23 

0.00 

0.007 

0.05 

0.09 






Non-command 

Non-command 

Jurassic Sandstone 

31.453 

0.49 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.62 

0.34 

0.02 

0.010 

0.07 

0.13 





Saline 

IGNP Canal System Stage III 

Command 

Jurassic Sandstone 

6.996 

0.49 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.07 

0.00 

0.002 

0.02 

0.03 






Non-command 

Non-command 

Jurassic Sandstone 

25.617 

0.49 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.51 

0.28 

0.01 

0.008 

0.06 

0.10 


Pithala 

0816000102041200 

65.321 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

3.112 

0.41 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.001 

0.01 

0.01 


Satto 

0816000302070700 

242.196 

Saline 

IGNP Canal System Stage III 

Command 

Jurassic Sandstone 

70.631 

0.05 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.09 

0.00 

0.023 

0.06 

0.10 






Non-command 

Non-command 

Jurassic Sandstone 

59.845 

0.05 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.07 

0.00 

0.020 

0.05 

0.09 


Senag 

0816000302066700 

19.189 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

17.208 

0.06 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.10 

0.006 

0.15 

0.26 


Sipala 

0816000102041300 

56.953 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

5.869 

0.43 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.00 

0.002 

0.02 

0.03 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

4.015 

0.43 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.001 

0.01 

0.02 


Tejsi 

0816000102041600 

18.066 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

18.066 

0.42 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.18 

0.00 

0.006 

0.17 

0.30 

16006059 

Aantra 

0817000102090300 

15.191 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

15.191 

-0.75 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.016 

0.19 

0.40 


Aasari 

0817000102083100 

11.722 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

9.785 

0.54 

0.060 

0.05 

0.00 

0.00 

0.00 

0.00 

0.37 

0.19 

0.20 

0.010 

0.16 

0.32 


Antia 

0816000302071000 

52.256 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

52.256 

-0.70 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.017 

0.19 

0.37 


Asari Sindhiyan 

0817000102083200 

13.565 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

8.813 

0.43 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.25 

0.13 

0.07 

0.009 

0.13 

0.25 


Baiya 

0816000302075400 

77.885 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

77.885 

-0.37 

0.040 

0.04 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.12 

0.026 

0.19 

0.38 


Balasar 

0817000102089800 

46.177 

Fresh 

Non-command 

Non-command 

Jalore Granite 

5.244 

2.01 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.07 

0.01 

0.006 

0.02 

0.05 







Non-command 

Tertiary Sandstone 

4.122 

2.01 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.51 

0.24 

0.02 

0.004 

0.02 

0.04 


Bandhara 

0817000102082400 

25.338 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

6.233 

0.33 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.06 

0.00 

0.007 

0.05 

0.09 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

13.063 

0.33 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.14 

0.00 

0.014 

0.10 

0.19 







Non-command 

Tertiary Sandstone 

2.736 

0.33 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.003 

0.02 

0.04 


Barsinga 

0817000102090100 

46.027 

Fresh 

Non-command 

Non-command 

Jalore Granite 

12.822 

-0.32 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.014 

0.05 

0.11 







Non-command 

Jurassic Sandstone 

1.841 

-0.32 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.02 







Non-command 

Tertiary Sandstone 

31.365 

-0.32 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.034 

0.13 

0.27 


Basra 

0816000302075200 

15.366 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

0.601 

-0.56 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Beermani 

0816000302076900 

13.835 

Fresh 

Non-command 

Non-command 

Jalore Granite 

2.934 

0.55 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.04 

0.08 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Unda 

0816000302069000 

0.03 

0.01 

246.81 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.002 

0.013 

0.001 

0.013 

0.027 

219.09 

Over Exploited 

Utal 

0817000102097400 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Adbala 

0816000302071800 

0.03 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.003 

0.019 

0.002 

0.017 

0.005 

29.91 

Safe 

Ala 

0816000302071300 

0.03 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.004 

0.025 

0.002 

0.022 

0.028 

123.35 

Over Exploited 

Asloi 

0816000302070300 

0.03 

0.01 

(59.61) 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.002 

0.013 

0.001 

0.012 

0.003 

24.43 

Safe 

Baran 

0816000102041500 

0.03 

0.21 

76.21 

0.26 

- 

0.26 

0.02 

0.16 

0.04 

- 

- 

- 

- 

- 

0.038 

0.294 

0.015 

0.279 

0.020 

7.33 

Safe 



0.03 

0.01 

628.76 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.002 

0.017 

0.001 

0.016 

0.005 

30.78 

Safe 

Bersiyala 

0816000102043300 

0.03 

0.51 

- 

0.51 

- 

0.51 

0.03 

0.21 

0.09 

- 

- 

- 

- 

- 

0.091 

0.599 

0.060 

0.540 

0.086 

15.87 

Safe 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhanbhara 

0816000302071100 

0.03 

0.06 

- 

0.06 

- 

0.06 

0.01 

0.08 

0.01 

- 

- 

- 

- 

- 

0.011 

0.073 

0.007 

0.065 

0.012 

18.89 

Safe 

Chauhani 

0816000102041900 

0.03 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.003 

0.017 

0.002 

0.016 

0.004 

24.19 

Safe 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Chhatangar 

0816000302070500 

0.03 

0.32 

- 

0.32 

- 

0.32 

0.03 

0.21 

0.06 

- 

- 

- 

- 

- 

0.058 

0.378 

0.038 

0.340 

0.024 

7.10 

Safe 

Dav 

0816000102043200 

0.03 

0.05 

419.73 

0.06 

0.00 

0.06 

0.01 

0.04 

0.01 

- 

0.0000 

0.0000 

- 

- 

0.009 

0.071 

0.004 

0.067 

0.019 

28.06 

Safe 



0.03 

0.12 

233.95 

0.15 

- 

0.15 

0.01 

0.07 

0.02 

- 

- 

- 

- 

- 

0.022 

0.168 

0.008 

0.160 

0.029 

18.16 

Safe 



0.03 

0.00 

2,657.29 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.003 

151.93 

Over Exploited 



0.03 

0.00 

5,523.17 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

310.08 

Over Exploited 

Dhaneli 

0816000102041700 

0.03 

0.24 

- 

0.24 

- 

0.24 

0.03 

0.20 

0.04 

- 

- 

- 

- 

- 

0.043 

0.286 

0.029 

0.257 

0.043 

16.65 

Safe 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dhoba 

0816000102043600 

0.03 

0.56 

- 

0.56 

- 

0.56 

0.03 

0.20 

0.10 

- 

- 

- 

- 

- 

0.100 

0.665 

0.066 

0.598 

0.044 

7.37 

Safe 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

318.73 

Over Exploited 

Geraja 

0816000302071500 

0.03 

0.06 

- 

0.06 

- 

0.06 

0.02 

0.16 

0.01 

- 

- 

- 

- 

- 

0.010 

0.065 

0.007 

0.059 

0.006 

9.49 

Safe 

Hapa 

0816000302071400 

0.03 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.003 

0.018 

0.002 

0.016 

0.002 

15.09 

Safe 

Hatar 

0816000102041800 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

157.79 

Over Exploited 

Janra 

0816000302070400 

0.03 

0.33 

- 

0.33 

- 

0.33 

0.03 

0.20 

0.06 

- 

- 

- 

- 

- 

0.060 

0.394 

0.039 

0.355 

0.026 

7.38 

Safe 

Jodha 

0816000302071200 

0.03 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.001 

0.008 

0.002 

25.98 

Safe 

Katha 

0816000102045100 

0.03 

0.06 

- 

0.06 

- 

0.06 

0.02 

0.12 

0.01 

- 

- 

- 

- 

- 

0.012 

0.076 

0.008 

0.069 

0.009 

12.55 

Safe 



0.03 

0.05 

- 

0.05 

- 

0.05 

0.02 

0.10 

0.01 

- 

- 

- 

- 

- 

0.008 

0.055 

0.005 

0.049 

0.007 

14.82 

Safe 

Khariya (Jethwi) 

0816000102045000 

0.03 

0.08 

- 

0.08 

- 

0.08 

0.01 

0.07 

0.01 

- 

- 

- 

- 

- 

0.015 

0.097 

0.010 

0.087 

0.017 

19.82 

Safe 



0.03 

0.17 

- 

0.17 

- 

0.17 

0.02 

0.11 

0.03 

- 

- 

- 

- 

- 

0.030 

0.196 

0.020 

0.176 

0.025 

13.92 

Safe 

Khoohri 

0816000102043500 

0.03 

0.29 

82.94 

0.35 

- 

0.35 

0.03 

0.18 

0.05 

- 

- 

- 

- 

- 

0.052 

0.405 

0.020 

0.384 

0.098 

25.41 

Safe 



0.03 

0.01 

1,136.19 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.008 

0.016 

198.82 

Over Exploited 

Kotri 

0816000302066800 

0.03 

0.00 

728.59 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.025 

984.73 

Over Exploited 

Mada 

0816000302070200 

0.03 

0.00 

232.44 

0.00 

- 

0.00 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.001 

34.87 

Safe 

Magra 

0816000302075300 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Maneri 

0816000102043400 

0.03 

0.14 

- 

0.14 

- 

0.14 

0.03 

0.19 

0.02 

- 

- 

- 

- 

- 

0.025 

0.165 

0.016 

0.148 

0.011 

7.67 

Safe 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

84.78 

Semi Critical 

Mooliya 

0816000302071600 

0.03 

0.05 

- 

0.05 

- 

0.05 

0.03 

0.21 

0.01 

- 

- 

- 

- 

- 

0.010 

0.064 

0.006 

0.058 

0.004 

7.17 

Safe 

Myajlar 

0816000102043100 

0.03 

0.02 

- 

0.02 

0.00 

0.02 

0.00 

0.02 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.004 

0.029 

0.003 

0.026 

0.016 

59.97 

Safe 



0.03 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

375.22 

Over Exploited 

Peeprli 

0817000102082200 

0.03 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Phaleri 

0816000102042100 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Phuliya 

0816000302070600 

0.03 

0.02 

814.99 

0.03 

0.00 

0.03 

0.01 

0.05 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.004 

0.034 

0.002 

0.032 

0.007 

21.77 

Safe 



0.03 

0.05 

529.31 

0.06 

- 

0.06 

0.01 

0.08 

0.01 

- 

- 

- 

- 

- 

0.010 

0.074 

0.004 

0.071 

0.034 

48.66 

Safe 



0.03 

0.00 

2,684.13 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.004 

0.000 

0.003 

0.002 

66.24 

Safe 



0.03 

0.04 

675.35 

0.04 

- 

0.04 

0.01 

0.07 

0.01 

- 

- 

- 

- 

- 

0.006 

0.049 

0.002 

0.047 

0.020 

43.66 

Safe 

Pithala 

0816000102041200 

0.04 

0.00 

2,129.39 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

113.15 

Over Exploited 

Satto 

0816000302070700 

0.03 

0.10 

(13.14) 

0.09 

0.00 

0.09 

0.01 

0.07 

0.02 

- 

0.0000 

0.0000 

- 

- 

0.017 

0.104 

0.005 

0.098 

0.023 

23.80 

Safe 



0.03 

0.07 

3.57 

0.07 

- 

0.07 

0.01 

0.06 

0.01 

- 

- 

- 

- 

- 

0.013 

0.086 

0.004 

0.082 

0.020 

24.22 

Safe 

Senag 

0816000302066700 

0.03 

0.07 

(35.83) 

0.05 

- 

0.05 

0.03 

0.18 

0.01 

- 

- 

- 

- 

- 

0.012 

0.064 

0.003 

0.061 

0.102 

167.06 

Over Exploited 

Sipala 

0816000102041300 

0.03 

0.00 

2,242.28 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.003 

0.002 

57.86 

Safe 



0.03 

0.00 

3,317.25 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.001 

84.59 

Semi Critical 

Tejsi 

0816000102041600 

0.03 

0.08 

125.66 

0.09 

- 

0.09 

0.03 

0.20 

0.01 

- 

- 

- 

- 

- 

0.014 

0.107 

0.005 

0.102 

0.006 

5.87 

Safe 

Aantra 

0817000102090300 

0.03 

0.09 

- 

0.09 

- 

0.09 

0.04 

0.23 

0.02 

- 

- 

- 

- 

- 

0.017 

0.103 

0.010 

0.093 

0.125 

134.79 

Over Exploited 

Aasari 

0817000102083100 

0.03 

0.05 

290.51 

0.06 

- 

0.06 

0.03 

0.19 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.076 

0.004 

0.072 

0.212 

294.10 

Over Exploited 

Antia 

0816000302071000 

0.03 

0.25 

- 

0.25 

- 

0.25 

0.03 

0.22 

0.05 

- 

- 

- 

- 

- 

0.045 

0.293 

0.029 

0.264 

0.017 

6.56 

Safe 

Asari Sindhiyan 

0817000102083200 

0.03 

0.03 

279.90 

0.04 

- 

0.04 

0.02 

0.15 

0.01 

- 

- 

- 

- 

- 

0.006 

0.046 

0.002 

0.044 

0.081 

184.74 

Over Exploited 

Baiya 

0816000302075400 

0.03 

0.37 

- 

0.37 

0.01 

0.39 

0.04 

0.23 

0.07 

- 

- 

- 

0.018 

0.018 

0.087 

0.473 

0.047 

0.425 

0.146 

34.29 

Safe 

Balasar 

0817000102089800 

0.05 

0.01 

1,224.73 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.007 

0.017 

221.93 

Over Exploited 



0.03 

0.00 

11,366.96 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.020 

735.62 

Over Exploited 

Bandhara 

0817000102082400 

0.03 

0.01 

613.26 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.002 

0.012 

0.001 

0.012 

0.007 

56.42 

Safe 



0.03 

0.04 

240.47 

0.05 

- 

0.05 

0.02 

0.12 

0.01 

- 

- 

- 

- 

- 

0.007 

0.055 

0.003 

0.052 

0.014 

26.92 

Safe 



0.03 

0.00 

1,527.50 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.003 

128.56 

Over Exploited 

Barsinga 

0817000102090100 

0.05 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.06 

0.01 

- 

- 

- 

- 

- 

0.007 

0.041 

0.004 

0.036 

0.036 

97.90 

Critical 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.002 

436.41 

Over Exploited 



0.03 

0.12 

- 

0.12 

0.00 

0.12 

0.03 

0.15 

0.02 

- 

- 

- 

0.001 

0.001 

0.025 

0.147 

0.015 

0.133 

0.123 

92.32 

Critical 

Basra 

0816000302075200 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Beermani 

0816000302076900 

0.03 

0.00 

420.12 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.001 

24.79 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 







Non-command 

Jurassic Sandstone 

10.602 

0.55 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.12 

0.02 

0.004 

0.15 

0.30 







Non-command 

Tertiary Sandstone 

0.000 

0.55 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhanbhara 

081600030207110C 

105.928 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

26.712 

-0.92 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.009 

0.05 

0.09 


Bhanwarisar 

0817000102090700 

6.571 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

6.571 

-0.71 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.007 

0.19 

0.40 


Bikoosi 

0817000102082500 

23.114 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

19.227 

0.11 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.07 

0.00 

0.021 

0.16 

0.31 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

3.888 

0.11 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.004 

0.03 

0.06 


Bogniyai 

0816000302077100 

10.296 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

10.296 

-0.35 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.19 

0.40 


Deora 

0816000302075100 

95.963 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

30.261 

-0.43 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.010 

0.06 

0.12 


Gajsingh Ka Gaon 

0816000302075700 

56.532 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

56.532 

0.21 

0.040 

0.01 

0.00 

0.00 

0.00 

0.01 

0.48 

0.24 

0.02 

0.019 

0.19 

0.38 


Girab 

0817000102082900 

54.783 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

0.731 

0.38 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.00 

0.01 


Guhra 

0816000302075600 

14.861 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

14.861 

0.38 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.11 

0.00 

0.005 

0.19 

0.38 


Harbha 

0816000302074900 

26.617 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

5.204 

-0.25 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.04 

0.08 


Jhanphli Kalan 

0817000102091500 

30.455 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

19.671 

-0.06 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.021 

0.12 

0.26 


Jhanphli Khurd 

0817000102091600 

3.419 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

2.416 

-0.18 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.003 

0.13 

0.28 


Jhijhaniyali 

0816000302075500 

46.898 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

45.931 

0.80 

0.040 

0.04 

0.00 

0.00 

0.00 

0.00 

1.51 

0.76 

0.14 

0.015 

0.19 

0.38 


Jogidas Ka Gaon 

0816000302076000 

56.294 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

56.294 

0.43 

0.040 

0.04 

0.00 

0.00 

0.00 

0.00 

1.00 

0.49 

0.14 

0.019 

0.19 

0.39 


Kalijal 

0817000102090500 

29.103 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

28.886 

-0.34 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.031 

0.19 

0.40 


Kane Ka Gaon 

0817000102090000 

15.597 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.324 

-0.20 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 







Non-command 

Tertiary Sandstone 

15.273 

-0.20 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.016 

0.19 

0.39 


Khariya (Jethwi) 

0816000102045000 

153.580 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

10.098 

-0.44 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

17.314 

-0.44 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.02 

0.04 


Kohra 

0816000302076100 

30.546 

Fresh 

Non-command 

Non-command 

Jalore Granite 

15.516 

0.66 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.10 

0.00 

0.005 

0.10 

0.20 







Non-command 

Jurassic Sandstone 

14.460 

0.66 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.19 

0.00 

0.005 

0.09 

0.19 


Kotha 

0816000302075000 

53.428 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

13.937 

-0.28 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.005 

0.05 

0.10 


Kubriya 

0817000102082800 

19.107 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

6.534 

0.39 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.09 

0.01 

0.007 

0.07 

0.13 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

0.195 

0.39 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kunda 

0816000302076200 

47.298 

Fresh 

Non-command 

Non-command 

Jalore Granite 

2.912 

1.20 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.03 

0.00 

0.001 

0.01 

0.02 







Non-command 

Jurassic Sandstone 

40.296 

1.20 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

1.94 

0.96 

0.02 

0.013 

0.16 

0.33 


Kundal @ Godhanili 

0817000102082600 

19.397 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

19.397 

0.24 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.31 

0.16 

0.09 

0.021 

0.19 

0.38 


Lakha 

0816000302076700 

72.870 

Fresh 

Non-command 

Non-command 

Jalore Granite 

6.208 

2.09 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.12 

0.00 

0.002 

0.02 

0.03 


Leekari 

0817000102089900 

8.438 

Fresh 

Non-command 

Non-command 

Jalore Granite 

8.113 

0.22 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.07 

0.009 

0.18 

0.38 







Non-command 

Tertiary Sandstone 

0.325 

0.22 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Magra 

0816000302075300 

67.775 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

37.852 

-0.45 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.013 

0.10 

0.21 


Manihari 

0817000102096800 

64.275 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.001 

0.13 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Matuon Ki Dhani 

0817000102090400 

7.437 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

7.437 

-0.83 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.008 

0.19 

0.40 


Mege Ka Gaon 

0817000102091300 

14.417 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.977 

-0.23 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.03 


Mehron Ki Dhani 

0816000302076400 

35.236 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.647 

2.00 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.00 

0.000 

0.00 

0.01 







Non-command 

Jurassic Sandstone 

1.481 

2.00 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.06 

0.00 

0.000 

0.01 

0.02 


Modha 

0816000302077000 

14.414 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

6.155 

0.18 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.002 

0.08 

0.17 







Non-command 

Tertiary Sandstone 

8.259 

0.18 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.03 

0.02 

0.003 

0.11 

0.23 


Nagnasar 

0817000102091400 

9.784 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.120 

-0.65 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Tertiary Sandstone 

9.664 

-0.65 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.010 

0.19 

0.39 


Neembali 

0816000302076300 

26.067 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

11.586 

1.94 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.90 

0.44 

0.00 

0.004 

0.09 

0.17 


Negrada 

0817000102090600 

27.470 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

11.239 

-0.55 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.012 

0.08 

0.16 


Nohdiyala 

0817000102078300 

68.535 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

22.618 

0.20 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.28 

0.15 

0.00 

0.024 

0.07 

0.12 







Non-command 

Tertiary Sandstone 

2.494 

0.20 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.003 

0.01 

0.01 


Pancha 

0816000302074800 

21.135 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

0.290 

-0.28 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Punjraj Ka Par 

0817000102082300 

47.240 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

4.996 

0.25 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.005 

0.02 

0.04 


Randha 

0816000302076800 

47.241 

Fresh 

Non-command 

Non-command 

Jalore Granite 

45.649 

0.53 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.49 

0.23 

0.00 

0.015 

0.18 

0.38 


Sanjeet 

0816000302077400 

70.781 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

25.752 

-0.08 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.009 

0.07 

0.14 


Sarswati Nagar 

0817000102089400 

20.823 

Fresh 

Non-command 

Non-command 

Jalore Granite 

5.056 

3.04 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.11 

0.01 

0.005 

0.05 

0.10 


Satto 

0816000302070700 

242.196 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

66.147 

0.05 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.08 

0.00 

0.022 

0.05 

0.10 


Shastri Gaon 

0817000102082700 

18.434 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

3.625 

0.33 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.01 

0.004 

0.04 

0.07 


Sihdar 

0816000302070900 

41.009 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

41.009 

-0.51 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.014 

0.19 

0.37 


Sodat 

0816000302075800 

12.434 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

11.871 

-0.12 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.18 

0.36 


Swami Ka Gaon 

0817000102090200 

12.699 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

12.699 

-0.84 

0.060 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.014 

0.19 

0.40 


Tejmalta 

0816000302075900 

51.810 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

45.795 

0.25 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.48 

0.23 

0.05 

0.015 

0.17 

0.35 







Non-command 

Tertiary Sandstone 

6.015 

0.25 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.00 

0.002 

0.02 

0.05 


Tejrawa 

0816000302070800 

74.580 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

48.509 

-0.34 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.016 

0.12 

0.24 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

26.070 

-0.34 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.009 

0.07 

0.13 


Toga 

0816000302077200 

71.032 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

11.146 

-0.46 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.03 

0.06 







Non-command 

Tertiary Sandstone 

56.946 

-0.46 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.019 

0.15 

0.32 


Unrod 

0817000102083000 

19.070 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

0.013 

1.48 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

0.021 

1.48 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 

16006060 

Dav 

0816000102043200 

287.657 

Fresh 

IGNP Canal System Stage III 

Command 

Jurassic Sandstone 

10.552 

0.21 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.00 

0.003 

0.01 

0.01 







Command 

Younger Alluvium 

0.482 

0.21 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Jurassic Sandstone 

11.854 

0.21 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.05 

0.00 

0.004 

0.01 

0.01 





Saline 

IGNP Canal System Stage III 

Command 

Jurassic Sandstone 

20.700 

0.21 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.10 

0.00 

0.007 

0.01 

0.02 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.03 

0.04 

200.79 

0.05 

- 

0.05 

0.03 

0.17 

0.01 

- 

- 

- 

- 

- 

0.008 

0.054 

0.003 

0.051 

0.028 

53.71 

Safe 



0.03 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhanbhara 

0816000302071100 

0.03 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.06 

0.01 

- 

- 

- 

- 

- 

0.006 

0.037 

0.004 

0.034 

0.009 

26.39 

Safe 

Bhanwarisar 

0817000102090700 

0.03 

0.04 

- 

0.04 

- 

0.04 

0.04 

0.23 

0.01 

- 

- 

- 

- 

- 

0.007 

0.045 

0.004 

0.040 

0.038 

94.60 

Critical 

Bikoosi 

0817000102082500 

0.03 

0.09 

(27.10) 

0.07 

- 

0.07 

0.03 

0.19 

0.02 

- 

- 

- 

- 

- 

0.017 

0.091 

0.005 

0.087 

0.021 

23.68 

Safe 



0.03 

0.00 

232.99 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.004 

83.16 

Semi Critical 

Bogniyai 

0816000302077100 

0.03 

0.05 

- 

0.05 

0.00 

0.05 

0.04 

0.23 

0.01 

- 

- 

- 

0.001 

0.001 

0.011 

0.060 

0.006 

0.054 

0.003 

6.30 

Safe 

Deora 

0816000302075100 

0.03 

0.04 

- 

0.04 

0.00 

0.05 

0.01 

0.07 

0.01 

- 

- 

- 

0.003 

0.003 

0.012 

0.059 

0.006 

0.053 

0.034 

64.46 

Safe 

Gajsingh Ka Gaon 

0816000302075700 

0.03 

0.27 

(12.35) 

0.24 

0.01 

0.24 

0.04 

0.23 

0.05 

- 

- 

- 

0.009 

0.009 

0.060 

0.303 

0.015 

0.287 

0.043 

14.87 

Safe 

Girab 

0817000102082900 

0.03 

0.00 

14,937.60 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Guhra 

0816000302075600 

0.03 

0.07 

56.16 

0.09 

0.00 

0.09 

0.04 

0.23 

0.01 

- 

- 

- 

0.003 

0.003 

0.016 

0.103 

0.005 

0.098 

0.005 

5.01 

Safe 

Harbha 

0816000302074900 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.005 

0.002 

33.34 

Safe 

Jhanphli Kalan 

0817000102091500 

0.03 

0.07 

- 

0.07 

0.00 

0.07 

0.02 

0.15 

0.01 

- 

- 

- 

0.001 

0.001 

0.015 

0.088 

0.009 

0.079 

0.094 

118.97 

Over Exploited 

Jhanphli Khurd 

0817000102091600 

0.03 

0.01 

- 

0.01 

- 

0.01 

0.03 

0.16 

0.00 

- 

- 

- 

- 

- 

0.002 

0.012 

0.001 

0.010 

0.030 

283.44 

Over Exploited 

Jhijhaniyali 

0816000302075500 

0.03 

0.22 

249.26 

0.26 

0.00 

0.26 

0.04 

0.22 

0.04 

0.0100 

- 

- 

0.001 

0.011 

0.051 

0.313 

0.016 

0.297 

0.159 

53.52 

Safe 

Jogidas Ka Gaon 

0816000302076000 

0.03 

0.27 

81.30 

0.32 

0.00 

0.32 

0.04 

0.23 

0.05 

0.0100 

- 

- 

0.001 

0.012 

0.063 

0.386 

0.019 

0.367 

0.163 

44.34 

Safe 

Kalijal 

0817000102090500 

0.03 

0.16 

- 

0.16 

0.00 

0.16 

0.04 

0.22 

0.03 

- 

- 

- 

0.003 

0.003 

0.036 

0.200 

0.020 

0.180 

0.031 

17.13 

Safe 

Kane Ka Gaon 

0817000102090000 

0.05 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.08 

- 

0.08 

0.00 

0.09 

0.04 

0.22 

0.02 

- 

- 

- 

0.002 

0.002 

0.019 

0.105 

0.010 

0.094 

0.043 

45.92 

Safe 

Khariya (Jethwi) 

0816000102045000 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.003 

0.003 

102.18 

Over Exploited 



0.03 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.002 

0.011 

0.001 

0.010 

0.006 

59.59 

Safe 

Kohra 

0816000302076100 

0.03 

0.04 

165.28 

0.05 

- 

0.05 

0.02 

0.12 

0.01 

- 

- 

- 

- 

- 

0.007 

0.052 

0.003 

0.050 

0.005 

10.32 

Safe 



0.03 

0.03 

469.58 

0.04 

- 

0.04 

0.02 

0.11 

0.01 

- 

- 

- 

- 

- 

0.006 

0.046 

0.002 

0.043 

0.005 

11.07 

Safe 

Kotha 

0816000302075000 

0.03 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.003 

0.020 

0.002 

0.018 

0.029 

155.16 

Over Exploited 

Kubriya 

0817000102082800 

0.03 

0.01 

547.08 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.002 

0.018 

0.001 

0.017 

0.021 

121.50 

Over Exploited 



0.03 

0.00 

20,297.09 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kunda 

0816000302076200 

0.03 

0.00 

3,887.02 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

84.78 

Semi Critical 



0.03 

0.17 

479.39 

0.20 

- 

0.20 

0.03 

0.19 

0.03 

- 

- 

- 

- 

- 

0.031 

0.229 

0.011 

0.218 

0.037 

17.14 

Safe 

Kundal @ Godhanili 

0817000102082600 

0.03 

0.11 

39.56 

0.14 

- 

0.14 

0.04 

0.23 

0.02 

- 

- 

- 

- 

- 

0.021 

0.156 

0.008 

0.148 

0.107 

71.98 

Semi Critical 

Lakha 

0816000302076700 

0.03 

0.00 

4,837.57 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.003 

0.002 

61.61 

Safe 

Leekari 

0817000102089900 

0.05 

0.07 

(70.35) 

0.06 

- 

0.06 

0.04 

0.22 

0.01 

- 

- 

- 

- 

- 

0.015 

0.074 

0.004 

0.070 

0.074 

105.21 

Over Exploited 



0.03 

0.00 

2,717.66 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Magra 

0816000302075300 

0.03 

0.10 

- 

0.10 

- 

0.10 

0.02 

0.12 

0.02 

- 

- 

- 

- 

- 

0.019 

0.118 

0.012 

0.106 

0.013 

11.85 

Safe 

Manihari 

0817000102096800 

0.03 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Matuon Ki Dhani 

0817000102090400 

0.03 

0.04 

- 

0.04 

- 

0.04 

0.04 

0.23 

0.01 

- 

- 

- 

- 

- 

0.008 

0.051 

0.005 

0.046 

0.102 

224.04 

Over Exploited 

Mege Ka Gaon 

0817000102091300 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

258.13 

Over Exploited 

Mehron Ki Dhani 

0816000302076400 

0.03 

0.00 

21,956.84 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

19,190.69 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Modha 

0816000302077000 

0.03 

0.01 

71.05 

0.01 

- 

0.01 

0.02 

0.10 

0.00 

- 

- 

- 

- 

- 

0.002 

0.017 

0.001 

0.017 

0.002 

12.35 

Safe 



0.03 

0.02 

47.20 

0.03 

0.00 

0.03 

0.02 

0.13 

0.00 

- 

- 

- 

0.001 

0.001 

0.006 

0.033 

0.002 

0.031 

0.025 

78.64 

Semi Critical 

Nagnasar 

0817000102091400 

0.05 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.05 

- 

0.05 

- 

0.05 

0.04 

0.22 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.075 

0.007 

0.067 

0.166 

246.69 

Over Exploited 

Neembali 

0816000302076300 

0.03 

0.02 

1,690.53 

0.03 

- 

0.03 

0.02 

0.10 

0.00 

- 

- 

- 

- 

- 

0.005 

0.034 

0.002 

0.033 

0.004 

11.72 

Safe 

Negrada 

0817000102090600 

0.03 

0.03 

- 

0.03 

0.00 

0.03 

0.02 

0.09 

0.01 

- 

- 

- 

0.002 

0.002 

0.007 

0.034 

0.003 

0.031 

0.012 

38.78 

Safe 

Nohdiyala 

0817000102078300 

0.03 

0.04 

236.79 

0.05 

- 

0.05 

0.01 

0.08 

0.01 

- 

- 

- 

- 

- 

0.008 

0.061 

0.003 

0.058 

0.024 

41.95 

Safe 



0.03 

0.00 

2,842.37 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.003 

380.36 

Over Exploited 

Pancha 

0816000302074800 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Punjraj Ka Par 

0817000102082300 

0.03 

0.00 

1,160.99 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.005 

131.03 

Over Exploited 

Randha 

0816000302076800 

0.03 

0.21 

11.36 

0.23 

- 

0.23 

0.04 

0.22 

0.04 

- 

- 

- 

- 

- 

0.041 

0.275 

0.014 

0.261 

0.015 

5.80 

Safe 

Sanjeet 

0816000302077400 

0.03 

0.04 

- 

0.04 

0.00 

0.05 

0.01 

0.08 

0.01 

- 

- 

- 

0.004 

0.004 

0.013 

0.059 

0.006 

0.053 

0.047 

87.17 

Semi Critical 

Sarswati Nagar 

0817000102089400 

0.05 

0.01 

840.80 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.002 

0.016 

0.001 

0.015 

0.016 

106.17 

Over Exploited 

Satto 

0816000302070700 

0.03 

0.09 

(6.83) 

0.08 

- 

0.08 

0.01 

0.06 

0.02 

- 

- 

- 

- 

- 

0.015 

0.096 

0.005 

0.091 

0.022 

23.97 

Safe 

Shastri Gaon 

0817000102082700 

0.03 

0.00 

807.12 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.018 

323.33 

Over Exploited 

Sihdar 

0816000302070900 

0.03 

0.20 

- 

0.20 

- 

0.20 

0.04 

0.23 

0.04 

- 

- 

- 

- 

- 

0.036 

0.233 

0.023 

0.210 

0.062 

29.32 

Safe 

Sodat 

0816000302075800 

0.03 

0.05 

- 

0.05 

- 

0.05 

0.03 

0.22 

0.01 

- 

- 

- 

- 

- 

0.010 

0.064 

0.006 

0.057 

0.004 

6.85 

Safe 

Swami Ka Gaon 

0817000102090200 

0.03 

0.07 

- 

0.07 

- 

0.07 

0.04 

0.23 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.096 

0.010 

0.087 

0.197 

226.71 

Over Exploited 

Tejmalta 

0816000302075900 

0.03 

0.19 

19.94 

0.23 

0.00 

0.23 

0.03 

0.20 

0.04 

- 

- 

- 

0.002 

0.002 

0.040 

0.272 

0.014 

0.258 

0.063 

24.48 

Safe 



0.03 

0.00 

778.24 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.004 

0.002 

45.42 

Safe 

Tejrawa 

0816000302070800 

0.03 

0.15 

- 

0.15 

- 

0.15 

0.02 

0.15 

0.03 

- 

- 

- 

- 

- 

0.027 

0.179 

0.018 

0.161 

0.016 

10.00 

Safe 



0.03 

0.04 

- 

0.04 

- 

0.04 

0.01 

0.08 

0.01 

- 

- 

- 

- 

- 

0.008 

0.052 

0.005 

0.046 

0.009 

18.60 

Safe 

Toga 

0816000302077200 

0.03 

0.01 

- 

0.01 

0.00 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

0.001 

0.001 

0.003 

0.012 

0.001 

0.011 

0.004 

33.48 

Safe 



0.03 

0.22 

- 

0.22 

0.00 

0.22 

0.03 

0.18 

0.04 

- 

- 

- 

0.001 

0.001 

0.043 

0.260 

0.026 

0.234 

0.041 

17.48 

Safe 

Unrod 

0817000102083000 

0.03 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

689,668.36 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dav 

0816000102043200 

0.03 

0.00 

2,633.92 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.003 

150.81 

Over Exploited 



0.03 

0.00 

148,794.59 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

2,334.50 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.004 

134.26 

Over Exploited 



0.03 

0.01 

1,294.64 

0.01 

0.00 

0.01 

0.00 

0.02 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.001 

0.009 

0.000 

0.009 

0.007 

76.88 

Semi Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 







Command 

Younger Alluvium 

7.676 

0.21 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.09 

0.00 

0.003 

0.00 

0.01 






Non-command 

Non-command 

Jurassic Sandstone 

49.877 

0.21 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.42 

0.24 

0.00 

0.017 

0.03 

0.06 


Dhaneli 

081600010204170C 

58.509 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

0.559 

-0.30 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Drabha 

0817000102078500 

306.142 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

2.115 

-0.50 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.00 

0.00 


Hatar 

0816000102041800 

80.554 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

23.443 

-0.09 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.008 

0.05 

0.09 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

12.416 

-0.09 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.03 

0.05 


Karda 

0816000102042700 

178.806 

Saline 

IGNP Canal System Stage III 

Command 

Younger Alluvium 

4.489 

0.03 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.00 

0.01 


Kerla 

0816000102043000 

53.129 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.983 

-0.69 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.03 

0.05 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

0.022 

-0.69 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Tertiary Sandstone 

6.657 

-0.69 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.02 

0.04 







Non-command 

Younger Alluvium 

39.467 

-0.69 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.013 

0.15 

0.27 


Koriya 

0816000102042000 

32.017 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

0.597 

-0.43 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Masooriya 

0816000102042200 

71.254 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

0.264 

-0.22 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

0.109 

-0.22 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mithrau Khara 

0816000102042900 

16.158 

Saline 

Non-command 

Non-command 

Younger Alluvium 

16.158 

-0.63 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.20 

0.36 


Modhri 

0817000102078000 

133.285 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

16.019 

-0.63 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.017 

0.02 

0.04 


Myajlar 

0816000102043100 

433.130 

Fresh 

IGNP Canal System Stage III 

Command 

Jurassic Sandstone 

132.441 

-1.07 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.044 

0.06 

0.11 







Command 

Younger Alluvium 

12.336 

-1.07 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.01 

0.01 






Non-command 

Non-command 

Jurassic Sandstone 

4.164 

-1.07 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 







Non-command 

Younger Alluvium 

50.517 

-1.07 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.017 

0.02 

0.04 





Saline 

IGNP Canal System Stage III 

Command 

Jurassic Sandstone 

56.305 

-1.07 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.019 

0.03 

0.05 






Non-command 

Non-command 

Jurassic Sandstone 

10.252 

-1.07 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.00 

0.01 







Non-command 

Tertiary Sandstone 

2.362 

-1.07 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 







Non-command 

Younger Alluvium 

23.449 

-1.07 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.008 

0.01 

0.02 


Panchla 

0817000102077800 

220.808 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

53.941 

-0.61 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.058 

0.05 

0.09 







Non-command 

Younger Alluvium 

0.061 

-0.61 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

4.916 

-0.61 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.00 

0.01 


Phaleri 

0816000102042100 

78.780 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

2.148 

-0.57 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 


Pochheena 

0816000102042800 

145.547 

Fresh 

IGNP Canal System Stage III 

Command 

Jurassic Sandstone 

1.448 

-0.57 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Younger Alluvium 

3.264 

-0.57 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 






Non-command 

Non-command 

Younger Alluvium 

3.679 

-0.57 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 





Saline 

IGNP Canal System Stage III 

Command 

Jurassic Sandstone 

17.177 

-0.57 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.02 

0.04 







Command 

Younger Alluvium 

9.164 

-0.57 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.01 

0.02 






Non-command 

Non-command 

Younger Alluvium 

4.075 

-0.57 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Satto 

0816000302070700 

242.196 

Saline 

IGNP Canal System Stage III 

Command 

Jurassic Sandstone 

1.428 

0.05 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sundra 

0817000102077700 

93.681 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

5.432 

-0.60 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.01 

0.02 







Non-command 

Younger Alluvium 

26.156 

-0.60 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.028 

0.06 

0.10 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

29.067 

-0.60 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.031 

0.06 

0.11 







Non-command 

Younger Alluvium 

30.921 

-0.60 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.033 

0.07 

0.12 

16006061 

Aasari 

0817000102083100 

11.722 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

1.270 

0.54 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.03 

0.001 

0.02 

0.04 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

0.667 

0.54 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.01 

0.02 


Acharaniyon Ki Dhani 

0817000102083400 

9.043 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

9.043 

1.69 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.92 

0.46 

0.00 

0.010 

0.20 

0.39 


Agasari 

0817000102083300 

25.559 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

0.216 

0.89 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

25.343 

0.89 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

1.39 

0.71 

0.11 

0.027 

0.20 

0.38 


Asari Sindhiyan 

0817000102083200 

13.565 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

3.136 

0.43 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.03 

0.003 

0.05 

0.09 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

1.615 

0.43 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.01 

0.002 

0.02 

0.05 


Bahia 

0817000102083900 

33.998 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

23.249 

0.09 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.08 

0.01 

0.025 

0.14 

0.26 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

4.990 

0.09 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.005 

0.03 

0.06 







Non-command 

Tertiary Sandstone 

5.759 

0.09 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.006 

0.03 

0.06 


Balasar 

0817000102089800 

46.177 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.032 

2.01 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bandhara 

0817000102082400 

25.338 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

0.255 

0.33 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Tertiary Sandstone 

3.051 

0.33 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.00 

0.003 

0.02 

0.05 


Baniyali 

0817000102081000 

21.952 

Saline 

IGNP Canal System Stage III 

Command 

Tertiary Sandstone 

3.131 

-0.32 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.03 

0.05 


Beejawal 

0817000102079300 

88.118 

Fresh 

IGNP Canal System Stage III 

Command 

Tertiary Sandstone 

3.695 

-0.27 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.01 

0.02 





Saline 

IGNP Canal System Stage III 

Command 

Tertiary Sandstone 

76.747 

-0.27 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.082 

0.18 

0.33 


Bhabhar 

0817000102082000 

39.792 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

24.333 

0.26 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.39 

0.21 

0.00 

0.026 

0.12 

0.23 


Bhadli 

0816000302076500 

18.327 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.817 

3.12 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.00 

0.000 

0.01 

0.02 


Chetrori 

0817000102083800 

62.086 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

3.584 

1.40 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.16 

0.00 

0.004 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Jalore Granite 

0.850 

1.40 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.00 

0.01 







Non-command 

Jurassic Sandstone 

57.651 

1.40 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

4.88 

2.52 

0.01 

0.062 

0.18 

0.36 


Dhagari 

0817000102078400 

19.425 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

1.311 

-0.10 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.03 


Drabha 

0817000102078500 

306.142 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

9.456 

-0.50 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.010 

0.01 

0.01 





Saline 

IGNP Canal System Stage III 

Command 

Tertiary Sandstone 

74.006 

-0.50 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.079 

0.05 

0.09 






Non-command 

Non-command 

Tertiary Sandstone 

35.588 

-0.50 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.038 

0.02 

0.04 


Girab 

0817000102082900 

54.783 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

48.522 

0.38 

0.060 

0.05 

0.00 

0.00 

0.00 

0.00 

1.16 

0.60 

0.12 

0.052 

0.17 

0.34 







Non-command 

Tertiary Sandstone 

0.263 

0.38 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

4.104 

0.38 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.01 

0.004 

0.01 

0.03 







Non-command 

Tertiary Sandstone 

1.163 

0.38 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.00 

0.001 

0.00 

0.01 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.03 

0.00 

9,305.84 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.003 

207.31 

Over Exploited 



0.03 

0.04 

492.94 

0.05 

- 

0.05 

0.01 

0.04 

0.01 

- 

- 

- 

- 

- 

0.007 

0.055 

0.003 

0.052 

0.017 

31.91 

Safe 

Dhaneli 

0816000102041700 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Drabha 

0817000102078500 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

2,371.21 

Over Exploited 

Hatar 

0816000102041800 

0.03 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.06 

0.01 

- 

- 

- 

- 

- 

0.005 

0.036 

0.004 

0.032 

0.008 

24.12 

Safe 



0.03 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.002 

0.010 

0.001 

0.009 

0.004 

45.54 

Safe 

Karda 

0816000102042700 

0.03 

0.00 

1,221.83 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

218.37 

Over Exploited 

Kerla 

0816000102043000 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.001 

0.005 

0.002 

48.22 

Safe 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.004 

0.002 

50.58 

Safe 



0.03 

0.15 

- 

0.15 

- 

0.15 

0.02 

0.17 

0.02 

- 

- 

- 

- 

- 

0.025 

0.170 

0.017 

0.153 

0.013 

8.53 

Safe 

Koriya 

0816000102042000 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Masooriya 

0816000102042200 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mithrau Khara 

0816000102042900 

0.03 

0.08 

- 

0.08 

- 

0.08 

0.03 

0.23 

0.01 

- 

- 

- 

- 

- 

0.014 

0.094 

0.009 

0.085 

0.005 

6.33 

Safe 

Modhri 

0817000102078000 

0.03 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.002 

0.014 

0.001 

0.012 

0.017 

140.53 

Over Exploited 

Myajlar 

0816000102043100 

0.03 

0.20 

- 

0.20 

0.00 

0.20 

0.01 

0.07 

0.03 

- 

0.0000 

0.0000 

- 

- 

0.034 

0.230 

0.023 

0.207 

0.068 

32.82 

Safe 



0.03 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.004 

227.75 

Over Exploited 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

674.80 

Over Exploited 



0.03 

0.03 

- 

0.03 

- 

0.03 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.005 

0.033 

0.003 

0.030 

0.017 

55.62 

Safe 



0.03 

0.04 

- 

0.04 

0.00 

0.04 

0.00 

0.03 

0.01 

- 

0.0000 

0.0000 

- 

- 

0.006 

0.042 

0.004 

0.037 

0.019 

49.90 

Safe 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.003 

274.06 

Over Exploited 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.03 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.001 

0.006 

0.008 

119.83 

Over Exploited 

Panchla 

0817000102077800 

0.03 

0.08 

- 

0.08 

- 

0.08 

0.01 

0.06 

0.01 

- 

- 

- 

- 

- 

0.013 

0.095 

0.009 

0.085 

0.058 

67.66 

Safe 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.005 

742.31 

Over Exploited 

Phaleri 

0816000102042100 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Pochheena 

0816000102042800 

0.03 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

293.35 

Over Exploited 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.001 

260.23 

Over Exploited 



0.03 

0.01 

- 

0.01 

0.00 

0.01 

0.00 

0.03 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.002 

0.011 

0.001 

0.010 

0.006 

55.74 

Safe 



0.03 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.003 

104.48 

Over Exploited 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

234.98 

Over Exploited 

Satto 

0816000302070700 

0.03 

0.00 

3,849.31 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sundra 

0817000102077700 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.006 

289.81 

Over Exploited 



0.15 

0.22 

- 

0.22 

- 

0.22 

0.01 

0.07 

0.04 

- 

- 

- 

- 

- 

0.037 

0.258 

0.026 

0.232 

0.028 

12.04 

Safe 



0.03 

0.05 

- 

0.05 

- 

0.05 

0.01 

0.07 

0.01 

- 

- 

- 

- 

- 

0.009 

0.064 

0.006 

0.057 

0.031 

54.16 

Safe 



0.15 

0.31 

- 

0.31 

- 

0.31 

0.01 

0.08 

0.05 

- 

- 

- 

- 

- 

0.051 

0.361 

0.036 

0.325 

0.033 

10.18 

Safe 

Aasari 

0817000102083100 

0.03 

0.00 

3,126.32 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.030 

2,870.54 

Over Exploited 



0.03 

0.00 

4,853.32 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.013 

4,362.21 

Over Exploited 

Acharaniyon Ki Dhani 

0817000102083400 

0.03 

0.05 

773.30 

0.06 

- 

0.06 

0.04 

0.23 

0.01 

- 

- 

- 

- 

- 

0.010 

0.073 

0.004 

0.070 

0.010 

13.86 

Safe 

Agasari 

0817000102083300 

0.03 

0.00 

54,794.73 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.15 

378.91 

0.18 

- 

0.18 

0.04 

0.23 

0.03 

- 

- 

- 

- 

- 

0.027 

0.205 

0.010 

0.195 

0.135 

69.36 

Safe 

Asari Sindhiyan 

0817000102083200 

0.03 

0.00 

1,001.97 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.032 

579.77 

Over Exploited 



0.03 

0.00 

1,804.16 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.014 

927.23 

Over Exploited 

Bahia 

0817000102083900 

0.03 

0.10 

(21.73) 

0.08 

- 

0.08 

0.02 

0.16 

0.02 

- 

- 

- 

- 

- 

0.016 

0.094 

0.005 

0.090 

0.035 

38.85 

Safe 



0.03 

0.00 

239.76 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.005 

91.29 

Critical 



0.03 

0.01 

193.51 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.008 

0.006 

79.11 

Semi Critical 

Balasar 

0817000102089800 

0.05 

0.00 

232,487.63 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bandhara 

0817000102082400 

0.03 

0.00 

17,044.73 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

1,355.91 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.003 

115.26 

Over Exploited 

Baniyali 

0817000102081000 

0.03 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.03 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.003 

113.43 

Over Exploited 

Beejawal 

0817000102079300 

0.03 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.004 

387.94 

Over Exploited 



0.03 

0.42 

- 

0.42 

0.00 

0.42 

0.03 

0.21 

0.07 

- 

0.0000 

0.0000 

- 

- 

0.068 

0.488 

0.049 

0.439 

0.082 

18.68 

Safe 

Bhabhar 

0817000102082000 

0.03 

0.09 

130.49 

0.11 

- 

0.11 

0.02 

0.14 

0.02 

- 

- 

- 

- 

- 

0.015 

0.122 

0.006 

0.116 

0.030 

25.82 

Safe 

Bhadli 

0816000302076500 

0.03 

0.00 

14,033.16 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chetrori 

0817000102083800 

0.03 

0.00 

12,543.13 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.004 

237.57 

Over Exploited 



0.05 

0.00 

7,851.21 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.03 

0.32 

689.20 

0.38 

- 

0.38 

0.03 

0.22 

0.06 

- 

- 

- 

- 

- 

0.057 

0.439 

0.022 

0.417 

0.069 

16.45 

Safe 

Dhagari 

0817000102078400 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

249.43 

Over Exploited 

Drabha 

0817000102078500 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.010 

530.47 

Over Exploited 



0.03 

0.11 

- 

0.11 

0.00 

0.11 

0.01 

0.06 

0.02 

- 

0.0000 

0.0000 

- 

- 

0.018 

0.130 

0.013 

0.117 

0.079 

67.78 

Safe 



0.03 

0.03 

- 

0.03 

- 

0.03 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.004 

0.030 

0.003 

0.027 

0.038 

140.94 

Over Exploited 

Girab 

0817000102082900 

0.03 

0.25 

136.36 

0.31 

- 

0.31 

0.03 

0.21 

0.05 

- 

- 

- 

- 

- 

0.045 

0.351 

0.018 

0.333 

0.167 

50.09 

Safe 



0.03 

0.00 

41,196.45 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

2,573.92 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.016 

687.50 

Over Exploited 



0.03 

0.00 

9,339.43 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

649.81 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Goraliya 

081700010208410C 

22.319 

Saline 

IGNP Canal System Stage III 

Command 

Jurassic Sandstone 

0.087 

-0.33 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Tertiary Sandstone 

2.715 

-0.33 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.03 

0.05 






Non-command 

Non-command 

Jurassic Sandstone 

6.247 

-0.33 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.007 

0.06 

0.11 







Non-command 

Tertiary Sandstone 

0.044 

-0.33 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Hafiya 

081700010207870C 

23.667 

Fresh 

IGNP Canal System Stage III 

Command 

Tertiary Sandstone 

0.004 

-0.29 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage III 

Command 

Tertiary Sandstone 

12.520 

-0.29 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.013 

0.11 

0.20 


Hafiya @ Sankhli 

081700010208360C 

29.062 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

8.317 

0.40 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.11 

0.00 

0.009 

0.06 

0.11 







Non-command 

Tertiary Sandstone 

8.762 

0.40 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.11 

0.00 

0.009 

0.06 

0.11 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

11.983 

0.40 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.15 

0.00 

0.013 

0.08 

0.16 


Harsani 

0817000102086400 

61.089 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

31.228 

1.17 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

2.19 

1.15 

0.00 

0.033 

0.10 

0.20 


Jeene Ki Basti 

0817000102081600 

49.386 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

0.584 

-0.01 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 





Saline 

IGNP Canal System Stage III 

Command 

Tertiary Sandstone 

2.773 

-0.01 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.01 

0.02 






Non-command 

Non-command 

Jurassic Sandstone 

0.394 

-0.01 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Tertiary Sandstone 

45.635 

-0.01 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.049 

0.19 

0.35 


Jhankali 

0817000102086800 

19.642 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.000 

2.49 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Jalore Granite 

8.435 

2.49 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.31 

0.15 

0.00 

0.009 

0.08 

0.17 


Jhijhaniyali 

0816000302075500 

46.898 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

0.967 

0.80 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.000 

0.00 

0.01 


Judiya 

0817000102086600 

16.463 

Saline 

Non-command 

Non-command 

Jalore Granite 

5.561 

2.31 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.10 

0.00 

0.006 

0.07 

0.13 







Non-command 

Jurassic Sandstone 

0.013 

2.31 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kami Nagar 

0817000102086700 

18.899 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.000 

2.29 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Jurassic Sandstone 

0.000 

2.29 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Jalore Granite 

5.730 

2.29 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.10 

0.00 

0.006 

0.06 

0.12 







Non-command 

Jurassic Sandstone 

13.169 

2.29 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

1.81 

0.90 

0.00 

0.014 

0.14 

0.27 


Khareen 

0817000102081500 

42.189 

Saline 

IGNP Canal System Stage III 

Command 

Tertiary Sandstone 

31.918 

-0.27 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.034 

0.16 

0.29 






Non-command 

Non-command 

Tertiary Sandstone 

9.950 

-0.27 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.011 

0.05 

0.09 


Kohra 

0816000302076100 

30.546 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.564 

0.66 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.01 


Kubriya 

0817000102082800 

19.107 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

11.331 

0.39 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.28 

0.14 

0.03 

0.012 

0.12 

0.22 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

0.829 

0.39 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.01 

0.02 







Non-command 

Tertiary Sandstone 

0.218 

0.39 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 


Kunda 

0816000302076200 

47.298 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.446 

1.20 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 







Non-command 

Jurassic Sandstone 

3.644 

1.20 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.09 

0.00 

0.001 

0.01 

0.03 


Lakha 

0816000302076700 

72.870 

Fresh 

Non-command 

Non-command 

Jalore Granite 

55.907 

2.09 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

2.36 

1.13 

0.06 

0.019 

0.15 

0.31 





Saline 

Non-command 

Non-command 

Jalore Granite 

1.311 

2.09 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.000 

0.00 

0.01 


Lambara 

0817000102084200 

24.645 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

5.173 

-0.05 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.04 

0.08 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

2.034 

-0.05 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.02 

0.03 


Magra 

0817000102086100 

45.674 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

2.138 

-0.08 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.02 


Matharani Sound 

0817000102081100 

10.210 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

8.963 

-0.25 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.010 

0.18 

0.33 







Non-command 

Tertiary Sandstone 

1.247 

-0.25 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.03 

0.05 


Mehron Ki Dhani 

0816000302076400 

35.236 

Fresh 

Non-command 

Non-command 

Jalore Granite 

32.289 

2.00 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

1.30 

0.63 

0.02 

0.011 

0.18 

0.36 







Non-command 

Jurassic Sandstone 

0.814 

2.00 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.03 

0.00 

0.000 

0.00 

0.01 


Moti Ki Beri 

0817000102078800 

56.713 

Fresh 

IGNP Canal System Stage III 

Command 

Tertiary Sandstone 

0.655 

-0.18 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 






Non-command 

Non-command 

Tertiary Sandstone 

37.366 

-0.18 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.040 

0.14 

0.25 





Saline 

IGNP Canal System Stage III 

Command 

Tertiary Sandstone 

3.399 

-0.18 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.01 

0.02 






Non-command 

Non-command 

Tertiary Sandstone 

15.043 

-0.18 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.016 

0.06 

0.10 


Mungeriya 

0817000102089300 

41.709 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.063 

3.59 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Jalore Granite 

0.639 

3.59 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.00 

0.01 


Neembali 

0816000302076300 

26.067 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.054 

1.94 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.000 

0.01 

0.02 







Non-command 

Jurassic Sandstone 

13.428 

1.94 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

1.05 

0.52 

0.02 

0.004 

0.10 

0.20 


Nopat 

0817000102079700 

20.300 

Fresh 

IGNP Canal System Stage III 

Command 

Tertiary Sandstone 

2.810 

-0.11 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.03 

0.05 






Non-command 

Non-command 

Tertiary Sandstone 

7.564 

-0.11 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.008 

0.08 

0.14 


Peethakar 

0817000102079800 

28.379 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.122 

-0.05 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Phangali 

0817000102079200 

32.066 

Fresh 

IGNP Canal System Stage III 

Command 

Tertiary Sandstone 

7.671 

-0.07 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.008 

0.05 

0.09 






Non-command 

Non-command 

Tertiary Sandstone 

23.650 

-0.07 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.025 

0.16 

0.28 





Saline 

IGNP Canal System Stage III 

Command 

Tertiary Sandstone 

0.746 

-0.07 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 


Randha 

0816000302076800 

47.241 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.542 

0.53 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.01 

0.01 


Ratreri Kalan 

0817000102081900 

26.018 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

26.018 

0.16 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.14 

0.00 

0.028 

0.20 

0.38 


Ratreri Khurd 

0817000102081700 

66.425 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

60.485 

0.47 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

1.71 

0.90 

0.00 

0.065 

0.18 

0.35 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

5.941 

0.47 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.09 

0.00 

0.006 

0.02 

0.03 


Rawatsar 

0817000102084400 

19.203 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

3.115 

-0.22 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.003 

0.03 

0.06 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

1.570 

-0.22 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.02 

0.03 


Rohidaala 

0817000102079100 

38.474 

Fresh 

IGNP Canal System Stage III 

Command 

Tertiary Sandstone 

0.187 

-0.22 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage III 

Command 

Tertiary Sandstone 

0.041 

-0.22 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rohiri 

0817000102078900 

171.353 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

104.817 

-0.03 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.112 

0.13 

0.23 


Sadhon Ki Basti 

0817000102083500 

39.841 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

9.072 

0.38 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.11 

0.00 

0.010 

0.05 

0.09 







Non-command 

Tertiary Sandstone 

2.855 

0.38 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.003 

0.01 

0.03 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

0.058 

0.38 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Tertiary Sandstone 

27.855 

0.38 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.65 

0.35 

0.00 

0.030 

0.14 

0.26 


Sagoraliya 

0817000102079000 

37.033 

Fresh 

IGNP Canal System Stage III 

Command 

Tertiary Sandstone 

0.085 

-0.32 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Goraliya 

0817000102084100 

0.03 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.03 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.003 

133.83 

Over Exploited 



0.03 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.002 

0.013 

0.001 

0.011 

0.007 

58.16 

Safe 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Hafiya 

0817000102078700 

0.03 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.04 

- 

0.04 

0.00 

0.04 

0.02 

0.13 

0.01 

- 

0.0000 

0.0000 

- 

- 

0.007 

0.049 

0.005 

0.044 

0.013 

30.44 

Safe 

Hafiya @ Sankhli 

0817000102083600 

0.03 

0.01 

646.06 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.002 

0.020 

0.001 

0.019 

0.009 

47.91 

Safe 



0.03 

0.02 

607.55 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.003 

0.022 

0.001 

0.021 

0.009 

45.47 

Safe 



0.03 

0.03 

417.55 

0.04 

- 

0.04 

0.01 

0.10 

0.01 

- 

- 

- 

- 

- 

0.005 

0.041 

0.002 

0.039 

0.013 

33.25 

Safe 

Harsani 

0817000102086400 

0.03 

0.10 

1,095.42 

0.12 

- 

0.12 

0.02 

0.12 

0.02 

- 

- 

- 

- 

- 

0.017 

0.132 

0.007 

0.126 

0.033 

26.58 

Safe 

Jeene Ki Basti 

0817000102081600 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.03 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.003 

295.51 

Over Exploited 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.26 

- 

0.26 

- 

0.26 

0.03 

0.22 

0.04 

- 

- 

- 

- 

- 

0.043 

0.302 

0.030 

0.272 

0.053 

19.43 

Safe 

Jhankali 

0817000102086800 

0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.04 

334.80 

0.04 

0.01 

0.05 

0.02 

0.10 

0.01 

- 

- 

- 

0.009 

0.009 

0.015 

0.063 

0.003 

0.060 

0.013 

21.75 

Safe 

Jhijhaniyali 

0816000302075500 

0.03 

0.00 

16,077.51 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Judiya 

0817000102086600 

0.05 

0.02 

426.46 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.003 

0.025 

0.001 

0.024 

0.006 

24.68 

Safe 



0.03 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kami Nagar 

0817000102086700 

0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.02 

481.98 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.003 

0.023 

0.001 

0.022 

0.006 

27.60 

Safe 



0.03 

0.05 

1,587.99 

0.06 

- 

0.06 

0.03 

0.16 

0.01 

- 

- 

- 

- 

- 

0.010 

0.074 

0.004 

0.070 

0.014 

20.01 

Safe 

Khareen 

0817000102081500 

0.03 

0.15 

- 

0.15 

0.00 

0.15 

0.03 

0.18 

0.02 

- 

0.0000 

0.0000 

- 

- 

0.025 

0.175 

0.018 

0.158 

0.034 

21.63 

Safe 



0.03 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.002 

0.017 

0.002 

0.015 

0.011 

69.38 

Safe 

Kohra 

0816000302076100 

0.03 

0.00 

7,135.62 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kubriya 

0817000102082800 

0.03 

0.04 

263.34 

0.05 

- 

0.05 

0.02 

0.14 

0.01 

- 

- 

- 

- 

- 

0.007 

0.055 

0.003 

0.052 

0.041 

79.16 

Semi Critical 



0.03 

0.00 

4,659.10 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.03 

0.00 

18,258.92 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kunda 

0816000302076200 

0.03 

0.00 

26,040.06 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

6,270.15 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.001 

67.74 

Safe 

Lakha 

0816000302076700 

0.03 

0.20 

453.10 

0.25 

- 

0.25 

0.03 

0.17 

0.04 

0.0100 

- 

- 

- 

0.010 

0.050 

0.295 

0.015 

0.280 

0.081 

28.73 

Safe 



0.03 

0.00 

23,305.64 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Lambara 

0817000102084200 

0.03 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.001 

0.007 

0.006 

78.48 

Semi Critical 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

199.56 

Over Exploited 

Magra 

0817000102086100 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

352.70 

Over Exploited 

Matharani Sound 

0817000102081100 

0.03 

0.05 

- 

0.05 

- 

0.05 

0.03 

0.21 

0.01 

- 

- 

- 

- 

- 

0.008 

0.057 

0.006 

0.051 

0.010 

18.66 

Safe 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

134.10 

Over Exploited 

Mehron Ki Dhani 

0816000302076400 

0.03 

0.14 

346.04 

0.17 

0.00 

0.17 

0.03 

0.21 

0.03 

- 

- 

- 

0.001 

0.001 

0.028 

0.200 

0.010 

0.190 

0.027 

14.08 

Safe 



0.03 

0.00 

35,080.94 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Moti Ki Beri 

0817000102078800 

0.03 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.03 

0.16 

- 

0.16 

- 

0.16 

0.02 

0.16 

0.02 

- 

- 

- 

- 

- 

0.025 

0.181 

0.018 

0.163 

0.067 

41.06 

Safe 



0.03 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.004 

269.39 

Over Exploited 



0.03 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.004 

0.029 

0.003 

0.026 

0.020 

76.01 

Semi Critical 

Mungeriya 

0817000102089300 

0.05 

0.00 

178,324.79 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.00 

17,588.99 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Neembali 

0816000302076300 

0.03 

0.00 

9,099.48 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

0.004 

0.004 

0.004 

0.007 

0.000 

0.007 

0.000 

5.28 

Safe 



0.03 

0.03 

1,459.84 

0.04 

- 

0.04 

0.02 

0.12 

0.01 

- 

- 

- 

- 

- 

0.006 

0.046 

0.002 

0.044 

0.028 

64.64 

Safe 

Nopat 

0817000102079700 

0.03 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.03 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.003 

115.41 

Over Exploited 



0.03 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.003 

0.021 

0.002 

0.019 

0.008 

42.88 

Safe 

Peethakar 

0817000102079800 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Phangali 

0817000102079200 

0.03 

0.01 

- 

0.01 

0.00 

0.01 

0.01 

0.06 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.002 

0.014 

0.001 

0.012 

0.008 

67.09 

Safe 



0.03 

0.11 

- 

0.11 

- 

0.11 

0.02 

0.18 

0.02 

- 

- 

- 

- 

- 

0.018 

0.129 

0.013 

0.116 

0.025 

21.78 

Safe 



0.03 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Randha 

0816000302076800 

0.03 

0.00 

3,203.12 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Ratreri Kalan 

0817000102081900 

0.03 

0.16 

(11.74) 

0.14 

- 

0.14 

0.03 

0.24 

0.03 

- 

- 

- 

- 

- 

0.027 

0.166 

0.008 

0.158 

0.028 

17.66 

Safe 

Ratreri Khurd 

0817000102081700 

0.03 

0.33 

171.81 

0.40 

- 

0.40 

0.03 

0.21 

0.06 

- 

- 

- 

- 

- 

0.057 

0.455 

0.023 

0.433 

0.065 

14.95 

Safe 



0.03 

0.00 

2,634.26 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.006 

152.23 

Over Exploited 

Rawatsar 

0817000102084400 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.003 

0.017 

524.19 

Over Exploited 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

199.98 

Over Exploited 

Rohidaala 

0817000102079100 

0.03 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rohiri 

0817000102078900 

0.03 

0.41 

- 

0.41 

- 

0.41 

0.02 

0.15 

0.07 

- 

- 

- 

- 

- 

0.065 

0.478 

0.048 

0.430 

0.112 

26.05 

Safe 

Sadhon Ki Basti 

0817000102083500 

0.03 

0.01 

787.39 

0.02 

- 

0.02 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.002 

0.017 

0.001 

0.016 

0.010 

59.57 

Safe 



0.03 

0.00 

2,725.34 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.003 

189.30 

Over Exploited 



0.03 

0.00 

134,554.29 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.12 

193.60 

0.14 

- 

0.14 

0.02 

0.17 

0.02 

- 

- 

- 

- 

- 

0.020 

0.162 

0.008 

0.154 

0.030 

19.40 

Safe 

Sagoraliya 

0817000102079000 

0.03 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 





Saline 

IGNP Canal System Stage III 

Command 

Tertiary Sandstone 

36.865 

-0.32 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.039 

0.21 

0.37 






Non-command 

Non-command 

Tertiary Sandstone 

0.083 

-0.32 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Salam Singh Ki Basti 

081700010208430C 

39.565 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

20.352 

0.17 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.12 

0.00 

0.022 

0.10 

0.20 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

17.394 

0.17 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.10 

0.00 

0.019 

0.09 

0.17 


Samand Kapar 

081700010207860C 

20.515 

Saline 

IGNP Canal System Stage III 

Command 

Tertiary Sandstone 

20.016 

-0.30 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.021 

0.20 

0.37 


Sargila 

081700010208400C 

10.640 

Saline 

IGNP Canal System Stage III 

Command 

Tertiary Sandstone 

9.693 

-0.31 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.010 

0.19 

0.34 






Non-command 

Non-command 

Jurassic Sandstone 

0.049 

-0.31 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Tertiary Sandstone 

0.887 

-0.31 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.03 


Sarswati Nagar 

081700010208940C 

20.823 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.718 

3.04 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.00 

0.002 

0.02 

0.03 


Shadad Ka Par Khurd 

081700010207790C 

31.042 

Saline 

IGNP Canal System Stage III 

Command 

Tertiary Sandstone 

5.929 

-0.25 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.04 

0.07 






Non-command 

Non-command 

Tertiary Sandstone 

6.483 

-0.25 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.007 

0.04 

0.08 


Shameer Ka Par 

0817000102081300 

2.731 

Saline 

IGNP Canal System Stage III 

Command 

Tertiary Sandstone 

0.999 

-0.33 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.08 

0.14 


Shastri Gaon 

0817000102082700 

18.434 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

12.741 

0.33 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.28 

0.15 

0.04 

0.014 

0.14 

0.26 


Solankiyon Ki Bastti 

0817000102086500 

28.822 

Saline 

Non-command 

Non-command 

Jalore Granite 

3.505 

2.01 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.05 

0.00 

0.004 

0.02 

0.05 







Non-command 

Jurassic Sandstone 

13.370 

2.01 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

1.61 

0.82 

0.00 

0.014 

0.09 

0.18 


Turbi 

0817000102086300 

20.480 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

14.558 

0.04 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.016 

0.14 

0.27 


Ugeri 

0817000102083700 

13.973 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

7.715 

0.41 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.10 

0.01 

0.008 

0.11 

0.21 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

6.258 

0.41 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.08 

0.00 

0.007 

0.09 

0.17 


Unrod 

0817000102083000 

19.070 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

0.020 

1.48 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

19.016 

1.48 

0.060 

0.04 

0.00 

0.00 

0.00 

0.00 

1.73 

0.87 

0.12 

0.020 

0.19 

0.39 

16006062 

Abhe Ka Par 

0817000702236800 

10.842 

Saline 

Non-command 

Non-command 

Rhyolite 

10.842 

1.01 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.10 

0.00 

0.028 

0.22 

0.37 


Ajbani 

0817000702226800 

40.938 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

1.792 

0.42 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.005 

0.01 

0.02 







Non-command 

Rhyolite 

15.609 

0.42 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.00 

0.041 

0.08 

0.14 


Ajbe Ka Par 

0817000702236700 

1.159 

Saline 

Non-command 

Non-command 

Rhyolite 

1.159 

0.90 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.003 

0.22 

0.37 


Alarakh Ka Par 

0817000702235700 

1.992 

Saline 

Non-command 

Non-command 

Rhyolite 

1.992 

0.80 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.005 

0.22 

0.37 


Babuguleriya 

0817000702227500 

23.979 

Saline 

Non-command 

Non-command 

Rhyolite 

19.833 

1.50 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.47 

0.28 

0.00 

0.052 

0.18 

0.30 


Balewa 

0817000102087800 

47.872 

Saline 

Non-command 

Non-command 

Jalore Granite 

5.426 

1.39 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.00 

0.006 

0.02 

0.04 


Baloo Ka Par 

0817000702235300 

1.149 

Saline 

Non-command 

Non-command 

Rhyolite 

1.149 

1.23 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.003 

0.22 

0.37 


Bane Ki Basti 

0817000702237600 

18.541 

Saline 

Non-command 

Non-command 

Older Alluvium 

12.578 

0.33 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.35 

0.21 

0.00 

0.033 

0.15 

0.25 







Non-command 

Rhyolite 

0.099 

0.33 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bangli 

0817000702236000 

12.413 

Saline 

Non-command 

Non-command 

Rhyolite 

12.413 

0.21 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.032 

0.22 

0.37 


Banwa 

0817000702227800 

11.810 

Saline 

Non-command 

Non-command 

Rhyolite 

0.249 

1.77 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.00 

0.01 


Bhachbhar 

0817000702230400 

42.261 

Saline 

Non-command 

Non-command 

Rhyolite 

8.600 

1.67 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.14 

0.00 

0.022 

0.05 

0.07 


Bhanpura 

0817000702230900 

7.234 

Saline 

Non-command 

Non-command 

Rhyolite 

7.234 

1.28 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.00 

0.019 

0.22 

0.36 


Bheelon Ka Par 

0817000702235600 

10.493 

Saline 

Non-command 

Non-command 

Rhyolite 

10.493 

1.25 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.13 

0.00 

0.027 

0.22 

0.36 


Bindu Sinhani 

0817000702237300 

6.130 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.644 

0.23 

0.080 

0.00 

0.00 

0.00 

0.00 

0.01 

0.07 

0.04 

0.00 

0.012 

0.17 

0.28 







Non-command 

Rhyolite 

1.487 

0.23 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.004 

0.05 

0.09 


Boothiya 

0817000702236100 

33.925 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

10.448 

-0.03 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.027 

0.07 

0.12 







Non-command 

Older Alluvium 

0.004 

-0.03 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Rhyolite 

16.701 

-0.03 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.044 

0.11 

0.18 


Bukri 

0817000702238100 

7.335 

Saline 

Non-command 

Non-command 

Rhyolite 

0.104 

0.79 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Chandaniyon Ka Par 

0817000702237400 

8.356 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.299 

0.21 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.00 

0.022 

0.22 

0.37 







Non-command 

Rhyolite 

0.057 

0.21 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Charno Ki Dhani 

0817000102087700 

45.741 

Saline 

Non-command 

Non-command 

Jalore Granite 

1.057 

1.34 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.00 

0.01 







Non-command 

Rhyolite 

11.122 

1.34 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.13 

0.01 

0.012 

0.05 

0.09 


Charwa @ Jharwa 

0817000702236400 

13.810 

Saline 

Non-command 

Non-command 

Rhyolite 

13.810 

0.55 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.00 

0.036 

0.22 

0.37 


Charwa Takhata Bad 

0817000702235900 

10.245 

Saline 

Non-command 

Non-command 

Rhyolite 

10.245 

0.62 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.00 

0.027 

0.22 

0.37 


Daweka Par 

0817000702235000 

11.531 

Saline 

Non-command 

Non-command 

Rhyolite 

11.531 

1.22 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.13 

0.01 

0.030 

0.22 

0.36 


Deoron Ki Basti 

0817000102088000 

48.293 

Saline 

Non-command 

Non-command 

Jalore Granite 

4.172 

1.26 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.00 

0.004 

0.02 

0.03 


Detani 

0817000102085500 

32.020 

Saline 

Non-command 

Non-command 

Rhyolite 

0.258 

0.66 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Devi Pura 

0817000102088200 

8.772 

Saline 

Non-command 

Non-command 

Rhyolite 

0.031 

1.64 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dewaniyon Ka Par 

0817000702236500 

3.150 

Saline 

Non-command 

Non-command 

Rhyolite 

3.150 

0.84 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.008 

0.22 

0.37 


Gagriya 

0817000702235100 

7.524 

Saline 

Non-command 

Non-command 

Rhyolite 

7.524 

0.98 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.00 

0.020 

0.22 

0.37 


Ganganiyon Ka Par 

0817000702237100 

4.947 

Saline 

Non-command 

Non-command 

Rhyolite 

4.947 

0.73 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.013 

0.22 

0.37 


Hindiya 

0817000702234500 

22.761 

Saline 

Non-command 

Non-command 

Rhyolite 

0.051 

1.09 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jaitaniyon Ka Par 

0817000702235400 

2.535 

Saline 

Non-command 

Non-command 

Rhyolite 

2.535 

1.21 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.007 

0.22 

0.37 


Jaleela 

0817000702234900 

4.347 

Saline 

Non-command 

Non-command 

Rhyolite 

4.339 

1.17 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.011 

0.22 

0.37 


Jheloon 

0817000702226700 

22.473 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

7.008 

-0.14 

0.060 

0.01 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.018 

0.07 

0.12 







Non-command 

Rhyolite 

0.382 

-0.14 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 


Jummafakir Ki Basti 

0817000702236200 

15.898 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

1.302 

-0.05 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.02 

0.03 







Non-command 

Older Alluvium 

0.058 

-0.05 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

4.717 

-0.05 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.012 

0.07 

0.11 







Non-command 

Older Alluvium 

7.492 

-0.05 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.020 

0.10 

0.18 







Non-command 

Rhyolite 

1.578 

-0.05 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.02 

0.04 


Kantal Ka Par 

0817000702227200 

7.325 

Saline 

Non-command 

Non-command 

Rhyolite 

3.879 

1.20 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.010 

0.11 

0.20 


Kantaliya Ka Par 

0817000702227400 

8.246 

Saline 

Non-command 

Non-command 

Rhyolite 

8.246 

1.22 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.10 

0.00 

0.021 

0.22 

0.37 


Kharchi 

0817000702227900 

8.149 

Saline 

Non-command 

Non-command 

Rhyolite 

0.168 

1.76 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Khariya Kalan 

0817000702230800 

6.719 

Saline 

Non-command 

Non-command 

Rhyolite 

6.719 

1.24 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.01 

0.018 

0.22 

0.36 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.03 

0.23 

- 

0.23 

0.00 

0.23 

0.03 

0.24 

0.04 

- 

0.0000 

0.0000 

- 

- 

0.037 

0.268 

0.027 

0.241 

0.082 

34.16 

Safe 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Salam Singh Ki Basti 

0817000102084300 

0.03 

0.06 

81.66 

0.08 

- 

0.08 

0.02 

0.12 

0.01 

- 

- 

- 

- 

- 

0.011 

0.088 

0.004 

0.083 

0.022 

26.16 

Safe 



0.03 

0.05 

114.25 

0.06 

- 

0.06 

0.02 

0.10 

0.01 

- 

- 

- 

- 

- 

0.008 

0.064 

0.003 

0.061 

0.019 

30.60 

Safe 

Samand Kapar 

0817000102078600 

0.03 

0.12 

- 

0.12 

0.00 

0.12 

0.03 

0.24 

0.02 

- 

0.0000 

0.0000 

- 

- 

0.020 

0.143 

0.014 

0.129 

0.021 

16.66 

Safe 

Sargila 

0817000102084000 

0.03 

0.06 

- 

0.06 

0.00 

0.06 

0.03 

0.22 

0.01 

- 

0.0000 

0.0000 

- 

- 

0.009 

0.064 

0.006 

0.058 

0.024 

42.16 

Safe 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.001 

- 

Safe 

Sarswati Nagar 

0817000102089400 

0.05 

0.00 

2,667.64 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.002 

102.96 

Over Exploited 

Shadad Ka Par Khurd 

0817000102077900 

0.03 

0.01 

- 

0.01 

0.00 

0.01 

0.01 

0.05 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.001 

0.008 

0.001 

0.007 

0.006 

87.57 

Semi Critical 



0.03 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.009 

0.007 

80.09 

Semi Critical 

Shameer Ka Par 

0817000102081300 

0.03 

0.00 

- 

0.00 

0.00 

0.00 

0.01 

0.09 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.001 

44.46 

Safe 

Shastri Gaon 

0817000102082700 

0.03 

0.05 

178.50 

0.06 

- 

0.06 

0.02 

0.16 

0.01 

- 

- 

- 

- 

- 

0.009 

0.072 

0.004 

0.068 

0.057 

82.93 

Semi Critical 

Solankiyon Ki Bastti 

0817000102086500 

0.05 

0.00 

1,180.74 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.004 

67.94 

Safe 



0.03 

0.04 

2,138.58 

0.04 

- 

0.04 

0.02 

0.11 

0.01 

- 

- 

- 

- 

- 

0.007 

0.051 

0.003 

0.048 

0.014 

29.68 

Safe 

Turbi 

0817000102086300 

0.03 

0.06 

(59.47) 

0.05 

- 

0.05 

0.02 

0.17 

0.01 

- 

- 

- 

- 

- 

0.011 

0.061 

0.003 

0.058 

0.016 

26.78 

Safe 

Ugeri 

0817000102083700 

0.03 

0.03 

307.22 

0.03 

- 

0.03 

0.02 

0.13 

0.00 

- 

- 

- 

- 

- 

0.004 

0.035 

0.002 

0.033 

0.018 

55.09 

Safe 



0.03 

0.02 

377.25 

0.02 

- 

0.02 

0.02 

0.10 

0.00 

- 

- 

- 

- 

- 

0.003 

0.023 

0.001 

0.022 

0.007 

30.70 

Safe 

Unrod 

0817000102083000 

0.03 

0.00 

710,148.00 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.11 

688.42 

0.13 

- 

0.13 

0.04 

0.23 

0.02 

- 

- 

- 

- 

- 

0.020 

0.153 

0.008 

0.146 

0.140 

96.36 

Critical 

Abhe Ka Par 

0817000702236800 

0.05 

0.12 

(13.00) 

0.10 

- 

0.10 

0.03 

0.25 

0.02 

- 

- 

- 

- 

- 

0.017 

0.121 

0.006 

0.115 

0.028 

24.48 

Safe 

Ajbani 

0817000702226800 

0.05 

0.00 

3,001.12 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.005 

432.64 

Over Exploited 



0.05 

0.06 

(2.15) 

0.06 

- 

0.06 

0.01 

0.09 

0.01 

- 

- 

- 

- 

- 

0.010 

0.072 

0.004 

0.068 

0.041 

59.41 

Safe 

Ajbe Ka Par 

0817000702236700 

0.05 

0.01 

(26.11) 

0.01 

- 

0.01 

0.03 

0.25 

0.00 

- 

- 

- 

- 

- 

0.002 

0.012 

0.001 

0.011 

0.003 

26.52 

Safe 

Alarakh Ka Par 

0817000702235700 

0.05 

0.02 

(35.37) 

0.02 

- 

0.02 

0.03 

0.25 

0.00 

- 

- 

- 

- 

- 

0.003 

0.021 

0.001 

0.020 

0.005 

26.56 

Safe 

Babuguleriya 

0817000702227500 

0.05 

0.18 

68,070.35 

0.21 

- 

0.21 

0.03 

0.21 

0.03 

- 

- 

- 

- 

- 

0.025 

0.239 

0.012 

0.227 

0.052 

22.76 

Safe 

Balewa 

0817000102087800 

0.05 

0.01 

861.49 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.008 

0.010 

121.24 

Over Exploited 

Baloo Ka Par 

0817000702235300 

0.05 

0.01 

0.32 

0.01 

- 

0.01 

0.03 

0.25 

0.00 

- 

- 

- 

- 

- 

0.002 

0.014 

0.001 

0.014 

0.003 

21.78 

Safe 

Bane Ki Basti 

0817000702237600 

0.12 

0.23 

(9.74) 

0.21 

- 

0.21 

0.02 

0.17 

0.03 

- 

- 

- 

- 

- 

0.032 

0.238 

0.012 

0.226 

0.033 

14.48 

Safe 



0.05 

0.00 

5,044.16 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bangli 

0817000702236000 

0.05 

0.14 

(79.04) 

0.11 

- 

0.11 

0.03 

0.25 

0.02 

- 

- 

- 

- 

- 

0.020 

0.129 

0.006 

0.122 

0.032 

26.49 

Safe 

Banwa 

0817000702227800 

0.05 

0.00 

6,852.89 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Bhachbhar 

0817000702230400 

0.05 

0.02 

308,220.51 

0.02 

- 

0.02 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.002 

0.025 

0.001 

0.023 

0.022 

95.77 

Critical 

Bhanpura 

0817000702230900 

0.05 

0.08 

15.90 

0.09 

- 

0.09 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.011 

0.104 

0.005 

0.099 

0.019 

19.01 

Safe 

Bheelon Ka Par 

0817000702235600 

0.05 

0.12 

7.88 

0.13 

- 

0.13 

0.03 

0.25 

0.02 

- 

- 

- 

- 

- 

0.016 

0.141 

0.007 

0.134 

0.027 

20.40 

Safe 

Bindu Sinhani 

0817000702237300 

0.12 

0.09 

(53.31) 

0.07 

0.01 

0.09 

0.02 

0.19 

0.01 

- 

- 

- 

0.020 

0.020 

0.034 

0.122 

0.006 

0.116 

0.012 

10.43 

Safe 



0.05 

0.00 

(22.30) 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.004 

108.35 

Over Exploited 

Boothiya 

0817000702236100 

0.05 

0.04 

- 

0.04 

- 

0.04 

0.01 

0.08 

0.01 

- 

- 

- 

- 

- 

0.005 

0.040 

0.004 

0.036 

0.027 

75.21 

Semi Critical 



0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.09 

- 

0.09 

- 

0.09 

0.02 

0.12 

0.01 

- 

- 

- 

- 

- 

0.013 

0.103 

0.010 

0.093 

0.044 

47.05 

Safe 

Bukri 

0817000702238100 

0.05 

0.00 

4,110.89 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chandaniyon Ka Par 

0817000702237400 

0.12 

0.22 

(59.42) 

0.18 

- 

0.18 

0.03 

0.25 

0.03 

- 

- 

- 

- 

- 

0.031 

0.207 

0.010 

0.197 

0.022 

11.00 

Safe 



0.05 

0.00 

2,217.71 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Charno Ki Dhani 

0817000102087700 

0.05 

0.00 

4,483.23 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

347.70 

Over Exploited 



0.05 

0.03 

355.71 

0.03 

- 

0.03 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.005 

0.038 

0.002 

0.036 

0.017 

46.96 

Safe 

Charwa @ Jharwa 

0817000702236400 

0.05 

0.15 

(51.45) 

0.12 

0.00 

0.12 

0.03 

0.25 

0.02 

- 

- 

- 

0.001 

0.001 

0.022 

0.145 

0.007 

0.137 

0.036 

26.21 

Safe 

Charwa Takhata Bad 

0817000702235900 

0.05 

0.11 

(46.02) 

0.09 

0.00 

0.09 

0.03 

0.25 

0.02 

- 

- 

- 

0.004 

0.004 

0.020 

0.112 

0.006 

0.106 

0.027 

25.08 

Safe 

Daweka Par 

0817000702235000 

0.05 

0.13 

5.27 

0.13 

- 

0.13 

0.03 

0.25 

0.02 

- 

- 

- 

- 

- 

0.018 

0.152 

0.008 

0.145 

0.035 

24.22 

Safe 

Deoron Ki Basti 

0817000102088000 

0.05 

0.00 

1,063.33 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.004 

92.71 

Critical 

Detani 

0817000102085500 

0.05 

0.00 

6,714.05 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Devi Pura 

0817000102088200 

0.05 

0.00 

43,108.80 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dewaniyon Ka Par 

0817000702236500 

0.05 

0.03 

(35.14) 

0.03 

0.00 

0.03 

0.03 

0.25 

0.00 

- 

- 

- 

0.003 

0.003 

0.008 

0.038 

0.002 

0.036 

0.008 

22.95 

Safe 

Gagriya 

0817000702235100 

0.05 

0.08 

(12.61) 

0.07 

- 

0.07 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.012 

0.084 

0.004 

0.080 

0.020 

24.62 

Safe 

Ganganiyon Ka Par 

0817000702237100 

0.05 

0.05 

(40.45) 

0.04 

- 

0.04 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.008 

0.052 

0.003 

0.049 

0.013 

26.27 

Safe 

Hindiya 

0817000702234500 

0.05 

0.00 

39,027.37 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jaitaniyon Ka Par 

0817000702235400 

0.05 

0.03 

(0.59) 

0.03 

- 

0.03 

0.03 

0.25 

0.00 

- 

- 

- 

- 

- 

0.004 

0.032 

0.002 

0.030 

0.007 

21.93 

Safe 

Jaleela 

0817000702234900 

0.05 

0.05 

(4.10) 

0.05 

- 

0.05 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.007 

0.053 

0.003 

0.050 

0.011 

22.53 

Safe 

Jheloon 

0817000702226700 

0.05 

0.02 

- 

0.02 

0.01 

0.03 

0.01 

0.08 

0.00 

- 

- 

- 

0.012 

0.012 

0.015 

0.046 

0.005 

0.042 

0.018 

43.88 

Safe 



0.05 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Jummafakir Ki Basti 

0817000702236200 

0.05 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.003 

281.17 

Over Exploited 



0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.002 

0.018 

0.002 

0.016 

0.012 

77.59 

Semi Critical 



0.12 

0.09 

- 

0.09 

- 

0.09 

0.02 

0.12 

0.01 

- 

- 

- 

- 

- 

0.014 

0.107 

0.011 

0.096 

0.020 

20.36 

Safe 



0.05 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.004 

231.98 

Over Exploited 

Kantal Ka Par 

0817000702227200 

0.05 

0.02 

84.48 

0.03 

- 

0.03 

0.02 

0.13 

0.00 

- 

- 

- 

- 

- 

0.003 

0.030 

0.001 

0.028 

0.014 

49.67 

Safe 

Kantaliya Ka Par 

0817000702227400 

0.05 

0.08 

81,078.75 

0.09 

- 

0.09 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.012 

0.105 

0.005 

0.100 

0.021 

21.57 

Safe 

Kharchi 

0817000702227900 

0.05 

0.00 

6,817.05 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khariya Kalan 

0817000702230800 

0.05 

0.08 

11.77 

0.08 

- 

0.08 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.010 

0.094 

0.005 

0.089 

0.023 

25.26 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Khariya Kita 

081700070223420C 

9.935 

Saline 

Non-command 

Non-command 

Rhyolite 

9.935 

1.23 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.12 

0.00 

0.026 

0.22 

0.36 


Ladhe Ka Par 

0817000702238300 

11.132 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.764 

0.45 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.002 

0.02 

0.03 


Lakriyali 

0817000702237800 

8.129 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.129 

0.30 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.12 

0.00 

0.021 

0.22 

0.38 


Lasuwa 

0817000702231000 

7.287 

Saline 

Non-command 

Non-command 

Rhyolite 

7.176 

1.40 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.10 

0.00 

0.019 

0.22 

0.35 


Mahinaniyon Ki Basti 

0817000702234800 

5.495 

Saline 

Non-command 

Non-command 

Rhyolite 

5.495 

1.24 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.00 

0.014 

0.22 

0.36 


Manakki Dhani 

0817000702234600 

11.624 

Saline 

Non-command 

Non-command 

Rhyolite 

5.163 

1.18 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.00 

0.013 

0.10 

0.16 


Mandroop Ka Par 

0817000702235800 

4.908 

Saline 

Non-command 

Non-command 

Rhyolite 

4.908 

0.90 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.06 

0.04 

0.00 

0.013 

0.22 

0.37 


Mandroop Ka Tala 

0817000702238900 

4.994 

Saline 

Non-command 

Non-command 

Rhyolite 

0.012 

0.90 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Manjholi 

0817000102087900 

14.710 

Saline 

Non-command 

Non-command 

Jalore Granite 

8.249 

1.19 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.08 

0.00 

0.009 

0.12 

0.21 







Non-command 

Rhyolite 

6.461 

1.19 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.06 

0.00 

0.007 

0.09 

0.16 


Moseri 

0817000102087600 

17.811 

Saline 

Non-command 

Non-command 

Rhyolite 

0.158 

1.18 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Naisiyae 

0817000702227000 

7.596 

Saline 

Non-command 

Non-command 

Rhyolite 

6.473 

0.88 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.00 

0.017 

0.19 

0.31 


Neelsar 

0817000702235500 

7.074 

Saline 

Non-command 

Non-command 

Rhyolite 

7.074 

1.14 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.00 

0.018 

0.22 

0.37 


Neemblee 

0817000102088300 

45.032 

Saline 

Non-command 

Non-command 

Jalore Granite 

4.881 

1.43 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.00 

0.005 

0.02 

0.04 







Non-command 

Rhyolite 

18.991 

1.43 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.42 

0.24 

0.00 

0.020 

0.09 

0.16 


Paboodan Singh Ki Dhani 

0817000702234100 

8.967 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.037 

1.23 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Rhyolite 

5.462 

1.23 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.00 

0.014 

0.14 

0.22 


Paboosariya 

0817000702227600 

46.724 

Saline 

Non-command 

Non-command 

Rhyolite 

39.173 

1.35 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.82 

0.48 

0.01 

0.102 

0.18 

0.31 


Padhariya 

0817000702237500 

3.666 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.130 

0.51 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.003 

0.07 

0.11 







Non-command 

Rhyolite 

2.488 

0.51 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.006 

0.15 

0.25 


Pandhikapar 

0817000702234300 

4.089 

Saline 

Non-command 

Non-command 

Rhyolite 

4.089 

1.23 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.011 

0.22 

0.36 


Peere Ka Par 

0817000702236300 

15.211 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

0.032 

0.14 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Older Alluvium 

0.396 

0.14 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

9.333 

0.14 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.00 

0.024 

0.14 

0.23 







Non-command 

Rhyolite 

5.449 

0.14 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.014 

0.08 

0.13 


Purpuriya 

0817000702237000 

2.178 

Saline 

Non-command 

Non-command 

Rhyolite 

2.133 

0.79 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.006 

0.22 

0.36 


Ramdeo Ka Mandir 

0817000702233700 

12.150 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.534 

1.23 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.44 

0.28 

0.00 

0.012 

0.08 

0.13 







Non-command 

Rhyolite 

2.684 

1.23 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.007 

0.05 

0.08 


Ramsar 

0817000702230700 

41.138 

Saline 

Non-command 

Non-command 

Rhyolite 

41.000 

1.29 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.83 

0.51 

0.01 

0.107 

0.22 

0.36 


Ramsaragor 

0817000702230600 

7.303 

Saline 

Non-command 

Non-command 

Rhyolite 

3.423 

1.52 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.009 

0.10 

0.17 


Ranasar 

0817000102085600 

43.743 

Saline 

Non-command 

Non-command 

Rhyolite 

0.064 

0.43 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rawat Ka Tala 

0817000702234400 

2.373 

Saline 

Non-command 

Non-command 

Rhyolite 

2.050 

1.22 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.005 

0.19 

0.31 


Sabu Ka Par 

0817000702238000 

3.481 

Saline 

Non-command 

Non-command 

Rhyolite 

1.457 

0.68 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.004 

0.09 

0.16 


Sangrani 

0817000702226900 

22.213 

Saline 

Non-command 

Non-command 

Rhyolite 

22.213 

0.55 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.20 

0.12 

0.00 

0.058 

0.22 

0.37 


Setrau 

0817000702233600 

34.750 

Saline 

Non-command 

Non-command 

Older Alluvium 

9.568 

1.25 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.97 

0.61 

0.01 

0.025 

0.06 

0.10 







Non-command 

Rhyolite 

6.832 

1.25 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.09 

0.00 

0.018 

0.04 

0.07 


Shere Ka Tala 

0817000702234000 

4.125 

Saline 

Non-command 

Non-command 

Rhyolite 

0.066 

1.21 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Siyai 

0817000702227300 

6.657 

Saline 

Non-command 

Non-command 

Rhyolite 

4.214 

1.05 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.011 

0.14 

0.23 


Sodhai 

0817000702236600 

4.735 

Saline 

Non-command 

Non-command 

Rhyolite 

4.735 

0.97 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.012 

0.22 

0.37 


Sujawal Ka Par 

0817000702235200 

10.428 

Saline 

Non-command 

Non-command 

Rhyolite 

10.428 

1.26 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.12 

0.00 

0.027 

0.22 

0.37 


Surali 

0817000702234700 

11.803 

Saline 

Non-command 

Non-command 

Rhyolite 

6.817 

1.17 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.00 

0.018 

0.13 

0.21 


Talab Ka Par 

0817000702237700 

17.913 

Saline 

Non-command 

Non-command 

Older Alluvium 

10.715 

0.48 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.42 

0.25 

0.00 

0.028 

0.13 

0.23 


Tamliyar 

0817000702231100 

60.197 

Saline 

Non-command 

Non-command 

Rhyolite 

8.717 

1.49 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.13 

0.00 

0.023 

0.03 

0.05 


Ubhreka Par 

0817000702236900 

12.884 

Saline 

Non-command 

Non-command 

Rhyolite 

3.227 

1.00 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.008 

0.06 

0.09 


Viradka Par 

0817000702237200 

2.361 

Saline 

Non-command 

Non-command 

Rhyolite 

2.361 

0.58 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.006 

0.22 

0.37 


Virmiyar 

0817000702227100 

14.970 

Saline 

Non-command 

Non-command 

Rhyolite 

0.001 

1.02 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 

16006063 

Alam Ka Gaon 

0816000102020600 

59.018 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

15.251 

0.32 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.12 

0.00 

0.005 

0.04 

0.08 


Asoo Ka Tala 

0816000102016800 

298.393 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

11.040 

0.45 

0.100 

0.00 

0.00 

0.02 

0.02 

0.00 

0.46 

0.27 

0.00 

0.004 

0.01 

0.01 


Bandha 

0816000102016700 

367.650 

Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

20.670 

0.72 

0.040 

0.00 

0.00 

0.03 

0.04 

0.00 

0.53 

0.31 

0.00 

0.007 

0.01 

0.02 







Command 

Younger Alluvium 

24.097 

0.72 

0.100 

0.00 

0.00 

0.03 

0.05 

0.00 

1.67 

0.98 

0.00 

0.008 

0.01 

0.02 






IGNP Canal System Stage III 

Command 

Tertiary Sandstone 

0.169 

0.72 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Tertiary Sandstone 

132.294 

0.72 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

3.85 

2.26 

0.00 

0.044 

0.06 

0.11 


Drablapar 

0816000102016600 

41.713 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.467 

0.49 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

41.246 

0.49 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.81 

0.48 

0.00 

0.014 

0.17 

0.29 


Ekalpar 

0816000102016500 

96.584 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

6.996 

0.49 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.08 

0.00 

0.002 

0.01 

0.02 





Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

5.895 

0.49 

0.040 

0.00 

0.00 

0.01 

0.01 

0.00 

0.10 

0.06 

0.00 

0.002 

0.01 

0.02 







Command 

Younger Alluvium 

1.806 

0.49 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.001 

0.00 

0.01 






Non-command 

Non-command 

Tertiary Sandstone 

81.887 

0.49 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

1.60 

0.94 

0.00 

0.027 

0.15 

0.25 


Gamnewala 

0816000102016000 

50.198 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

1.610 

0.08 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.01 

0.01 


Hada 

0816000102015500 

26.480 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

2.860 

0.61 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.001 

0.02 

0.03 


Hansoowala 

0816000102016300 

159.505 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

0.255 

0.08 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Hema 

0816000102021300 

66.250 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

27.513 

0.02 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.009 

0.07 

0.12 







Non-command 

Tertiary Sandstone 

27.534 

0.02 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.009 

0.07 

0.12 


Joga 

0816000102021500 

100.459 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

21.946 

0.58 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.51 

0.30 

0.00 

0.007 

0.04 

0.06 







Non-command 

Tertiary Sandstone 

6.918 

0.58 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.09 

0.00 

0.002 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

8.217 

0.58 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.11 

0.00 

0.003 

0.01 

0.02 







Non-command 

Tertiary Sandstone 

34.247 

0.58 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.79 

0.47 

0.00 

0.011 

0.06 

0.10 


Khuiyala 

0816000102020800 

53.678 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

0.982 

0.20 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.01 





Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Khariya Kita 

0817000702234200 

0.05 

0.11 

76,248.49 

0.12 

- 

0.12 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.015 

0.134 

0.007 

0.127 

0.026 

20.39 

Safe 

Ladhe Ka Par 

0817000702238300 

0.12 

0.00 

1,064.06 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.002 

110.30 

Over Exploited 

Lakriyali 

0817000702237800 

0.12 

0.22 

(44.87) 

0.17 

0.00 

0.18 

0.03 

0.26 

0.03 

- 

- 

- 

0.001 

0.001 

0.032 

0.207 

0.010 

0.197 

0.021 

10.78 

Safe 

Lasuwa 

0817000702231000 

0.05 

0.08 

36,203.07 

0.09 

- 

0.09 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.010 

0.101 

0.005 

0.095 

0.019 

19.59 

Safe 

Mahinaniyon Ki Basti 

0817000702234800 

0.05 

0.06 

1.93 

0.06 

- 

0.06 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.008 

0.071 

0.004 

0.067 

0.014 

21.29 

Safe 

Manakki Dhani 

0817000702234600 

0.05 

0.03 

118.85 

0.03 

- 

0.03 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.003 

0.034 

0.002 

0.033 

0.013 

41.29 

Safe 

Mandroop Ka Par 

0817000702235800 

0.05 

0.05 

(32.03) 

0.04 

0.01 

0.05 

0.03 

0.25 

0.01 

- 

- 

- 

0.008 

0.008 

0.015 

0.063 

0.003 

0.060 

0.013 

21.24 

Safe 

Mandroop Ka Tala 

0817000702238900 

0.05 

0.00 

30,970.52 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Manjholi 

0817000102087900 

0.05 

0.05 

70.58 

0.06 

- 

0.06 

0.02 

0.14 

0.01 

- 

- 

- 

- 

- 

0.008 

0.066 

0.003 

0.062 

0.009 

14.12 

Safe 



0.05 

0.03 

117.91 

0.04 

- 

0.04 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.005 

0.040 

0.002 

0.038 

0.007 

18.02 

Safe 

Moseri 

0817000102087600 

0.05 

0.00 

10,259.69 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Naisiyae 

0817000702227000 

0.05 

0.06 

(6.54) 

0.06 

- 

0.06 

0.03 

0.21 

0.01 

- 

- 

- 

- 

- 

0.009 

0.065 

0.003 

0.061 

0.017 

27.44 

Safe 

Neelsar 

0817000702235500 

0.05 

0.08 

1.48 

0.08 

- 

0.08 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.011 

0.090 

0.005 

0.086 

0.018 

21.51 

Safe 

Neemblee 

0817000102088300 

0.05 

0.01 

970.61 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.007 

0.005 

72.57 

Semi Critical 



0.05 

0.08 

498,817.61 

0.10 

- 

0.10 

0.01 

0.10 

0.01 

- 

- 

- 

- 

- 

0.013 

0.114 

0.006 

0.109 

0.020 

18.67 

Safe 

Paboodan Singh Ki Dhani 

0817000702234100 

0.12 

0.00 

54,697.01 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.04 

67.47 

0.04 

- 

0.04 

0.02 

0.15 

0.00 

- 

- 

- 

- 

- 

0.005 

0.050 

0.002 

0.047 

0.014 

30.09 

Safe 

Paboosariya 

0817000702227600 

0.05 

0.35 

35.34 

0.42 

0.00 

0.42 

0.03 

0.21 

0.05 

- 

- 

- 

0.002 

0.003 

0.055 

0.478 

0.024 

0.454 

0.107 

23.60 

Safe 

Padhariya 

0817000702237500 

0.12 

0.01 

198.32 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.012 

0.001 

0.012 

0.003 

24.89 

Safe 



0.05 

0.02 

(38.65) 

0.01 

- 

0.01 

0.02 

0.17 

0.00 

- 

- 

- 

- 

- 

0.003 

0.018 

0.001 

0.017 

0.006 

38.66 

Safe 

Pandhikapar 

0817000702234300 

0.05 

0.05 

1.39 

0.05 

- 

0.05 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.006 

0.053 

0.003 

0.050 

0.011 

21.35 

Safe 

Peere Ka Par 

0817000702236300 

0.05 

0.00 

26,220.57 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.00 

888.72 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

o 

o 

CD 

(J) 

CM 

Over Exploited 



0.12 

0.15 

(54.54) 

0.12 

- 

0.12 

0.02 

0.15 

0.02 

- 

- 

- 

- 

- 

0.022 

0.143 

0.007 

0.136 

0.024 

17.88 

Safe 



0.05 

0.02 

(67.95) 

0.02 

- 

0.02 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.003 

0.020 

0.001 

0.019 

0.014 

73.52 

Semi Critical 

Purpuriya 

0817000702237000 

0.05 

0.02 

(34.73) 

0.02 

- 

0.02 

0.03 

0.25 

0.00 

- 

- 

- 

- 

- 

0.003 

0.022 

0.001 

0.021 

0.006 

26.74 

Safe 

Ramdeo Ka Mandir 

0817000702233700 

0.12 

0.05 

510.03 

0.05 

- 

0.05 

0.01 

0.09 

0.01 

- 

- 

- 

- 

- 

0.006 

0.061 

0.003 

0.058 

0.012 

20.46 

Safe 



0.05 

0.01 

363.50 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.008 

0.007 

82.97 

Semi Critical 

Ramsar 

0817000702230700 

0.05 

0.45 

########## 

0.51 

- 

0.51 

0.03 

0.25 

0.06 

- 

- 

- 

- 

- 

0.062 

0.570 

0.029 

0.542 

0.112 

20.65 

Safe 

Ramsaragor 

0817000702230600 

0.05 

0.02 

169.83 

0.02 

- 

0.02 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.002 

0.024 

0.001 

0.022 

0.009 

39.68 

Safe 

Ranasar 

0817000102085600 

0.05 

0.00 

20,567.30 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rawat Ka Tala 

0817000702234400 

0.05 

0.02 

17.26 

0.02 

- 

0.02 

0.03 

0.22 

0.00 

- 

- 

- 

- 

- 

0.003 

0.026 

0.001 

0.025 

0.005 

21.67 

Safe 

Sabu Ka Par 

0817000702238000 

0.05 

0.01 

31.04 

0.01 

- 

0.01 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.009 

0.004 

43.91 

Safe 

Sangrani 

0817000702226900 

0.05 

0.24 

(51.10) 

0.19 

0.00 

0.20 

0.03 

0.25 

0.04 

- 

- 

- 

0.004 

0.004 

0.039 

0.236 

0.012 

0.224 

0.058 

25.86 

Safe 

Setrau 

0817000702233600 

0.12 

0.07 

758.18 

0.09 

- 

0.09 

0.01 

0.07 

0.01 

- 

- 

- 

- 

- 

0.009 

0.095 

0.005 

0.090 

0.036 

39.99 

Safe 



0.05 

0.01 

60,651.38 

0.02 

- 

0.02 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.002 

0.020 

0.001 

0.019 

0.020 

105.58 

Over Exploited 

Shere Ka Tala 

0817000702234000 

0.05 

0.00 

5,844.50 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Siyai 

0817000702227300 

0.05 

0.03 

35.53 

0.03 

- 

0.03 

0.02 

0.16 

0.00 

- 

- 

- 

- 

- 

0.004 

0.039 

0.002 

0.037 

0.011 

29.65 

Safe 

Sodhai 

0817000702236600 

0.05 

0.05 

(24.89) 

0.04 

0.00 

0.05 

0.03 

0.25 

0.01 

- 

- 

- 

0.006 

0.006 

0.013 

0.059 

0.003 

0.056 

0.012 

22.12 

Safe 

Sujawal Ka Par 

0817000702235200 

0.05 

0.11 

7.48 

0.12 

0.00 

0.12 

0.03 

0.25 

0.02 

- 

- 

- 

0.003 

0.003 

0.019 

0.144 

0.007 

0.137 

0.027 

19.89 

Safe 

Surali 

0817000702234700 

0.05 

0.04 

79.42 

0.05 

- 

0.05 

0.02 

0.15 

0.01 

- 

- 

- 

- 

- 

0.006 

0.059 

0.003 

0.056 

0.018 

31.84 

Safe 

Talab Ka Par 

0817000702237700 

0.12 

0.17 

43.61 

0.21 

- 

0.21 

0.02 

0.15 

0.02 

- 

- 

- 

- 

- 

0.024 

0.231 

0.012 

0.220 

0.028 

12.70 

Safe 

Tamliyar 

0817000702231100 

0.05 

0.01 

189,955.00 

0.02 

- 

0.02 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.002 

0.018 

0.001 

0.017 

0.025 

CO 

LO 

■M- 

Over Exploited 

Ubhreka Par 

0817000702236900 

0.05 

0.01 

225.41 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.012 

0.001 

0.011 

0.008 

73.22 

Semi Critical 

Viradka Par 

0817000702237200 

0.05 

0.03 

(52.94) 

0.02 

- 

0.02 

0.03 

0.25 

0.00 

- 

- 

- 

- 

- 

0.004 

0.025 

0.001 

0.023 

0.006 

26.30 

Safe 

Virmiyar 

0817000702227100 

0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Alam Ka Gaon 

0816000102020600 

0.03 

0.02 

588.73 

0.02 

- 

0.02 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.003 

0.023 

0.001 

0.022 

0.005 

22.89 

Safe 

Asoo Ka Tala 

0816000102016800 

0.03 

0.00 

14,730.71 

0.00 

0.04 

0.04 

0.00 

0.01 

0.00 

- 

0.0212 

0.0300 

- 

0.051 

0.052 

0.090 

0.005 

0.086 

0.004 

4.28 

Safe 

Bandha 

0816000102016700 

0.03 

0.01 

6,106.17 

0.01 

0.07 

0.07 

0.00 

0.01 

0.00 

- 

0.0397 

0.0561 

- 

0.096 

0.097 

0.171 

0.009 

0.162 

0.007 

4.22 

Safe 



0.03 

0.01 

14,233.52 

0.01 

0.08 

0.09 

0.00 

0.01 

0.00 

- 

0.0463 

0.0654 

- 

0.112 

0.113 

0.200 

0.010 

0.190 

0.008 

4.19 

Safe 



0.03 

0.00 

858,283.45 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.21 

996.79 

0.25 

- 

0.25 

0.01 

0.07 

0.04 

- 

- 

- 

- 

- 

0.036 

0.284 

0.014 

0.270 

0.044 

16.25 

Safe 

Drablapar 

0816000102016600 

0.03 

0.00 

23,899.70 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.18 

170.49 

0.21 

- 

0.21 

0.03 

0.20 

0.03 

- 

- 

- 

- 

- 

0.031 

0.242 

0.012 

0.230 

0.014 

5.95 

Safe 

Ekalpar 

0816000102016500 

0.03 

0.00 

3,557.34 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.002 

80.88 

Semi Critical 



0.03 

0.00 

3,503.33 

0.00 

0.02 

0.02 

0.00 

0.01 

0.00 

- 

0.0113 

0.0160 

- 

0.027 

0.028 

0.049 

0.002 

0.046 

0.002 

4.21 

Safe 



0.03 

0.00 

32,883.20 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

- 

0.0035 

0.0049 

- 

0.008 

0.008 

0.015 

0.001 

0.014 

0.001 

4.33 

Safe 



0.03 

0.30 

214.43 

0.36 

- 

0.36 

0.03 

0.17 

0.05 

- 

- 

- 

- 

- 

0.053 

0.413 

0.021 

0.393 

0.027 

6.91 

Safe 

Gamnewala 

0816000102016000 

0.03 

0.00 

1,820.19 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

0.0031 

0.0044 

- 

0.008 

0.008 

0.013 

0.001 

0.012 

0.001 

4.28 

Safe 

Hada 

0816000102015500 

0.03 

0.00 

2,993.27 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.001 

54.15 

Safe 

Hansoowala 

0816000102016300 

0.03 

0.00 

38,432.36 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0005 

0.0007 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

4.36 

Safe 

Hema 

0816000102021300 

0.03 

0.05 

(73.24) 

0.04 

- 

0.04 

0.01 

0.08 

0.01 

- 

- 

- 

- 

- 

0.009 

0.048 

0.002 

0.045 

0.009 

20.08 

Safe 



0.03 

0.05 

(74.71) 

0.04 

0.00 

0.04 

0.01 

0.08 

0.01 

- 

- 

- 

0.002 

0.002 

0.011 

0.051 

0.003 

0.048 

0.009 

18.83 

Safe 

Joga 

0816000102021500 

0.03 

0.02 

1,365.47 

0.02 

- 

0.02 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.004 

0.028 

0.001 

0.027 

0.007 

27.07 

Safe 



0.03 

0.00 

4,547.82 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.002 

85.88 

Semi Critical 



0.03 

0.00 

3,812.76 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.003 

72.30 

Semi Critical 



0.03 

0.05 

839.14 

0.06 

- 

0.06 

0.01 

0.07 

0.01 

- 

- 

- 

- 

- 

0.009 

0.069 

0.003 

0.065 

0.011 

17.35 

Safe 

Khuiyala 

0816000102020800 

0.03 

0.00 

5,878.15 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Tertiary Sandstone 

0.028 

0.20 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

0.382 

0.20 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Tertiary Sandstone 

37.053 

0.20 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.17 

0.00 

0.012 

0.12 

0.20 


Kodariya Ka Gaon 

0816000102020700 

23.421 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

5.022 

-0.02 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.04 

0.06 







Non-command 

Tertiary Sandstone 

7.817 

-0.02 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.06 

0.10 





Saline 

Non-command 

Non-command 

Tertiary Sandstone 

7.257 

-0.02 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.05 

0.09 


Kolootala 

0816000102016400 

241.390 

Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

7.355 

0.37 

0.040 

0.00 

0.00 

0.01 

0.01 

0.00 

0.09 

0.05 

0.00 

0.002 

0.01 

0.01 







Command 

Younger Alluvium 

192.689 

0.37 

0.100 

0.02 

0.00 

0.26 

0.37 

0.00 

6.57 

3.87 

0.00 

0.064 

0.14 

0.24 






Non-command 

Non-command 

Tertiary Sandstone 

1.685 

0.37 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.00 

0.001 

0.00 

0.00 


Mokla 

0816000102021700 

144.231 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

0.141 

0.57 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Netsi 

0816000102015900 

281.369 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

47.458 

0.24 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.46 

0.27 

0.00 

0.016 

0.03 

0.05 





Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

31.009 

0.24 

0.040 

0.00 

0.00 

0.04 

0.06 

0.00 

0.19 

0.11 

0.00 

0.010 

0.02 

0.03 







Command 

Younger Alluvium 

100.479 

0.24 

0.100 

0.01 

0.00 

0.14 

0.19 

0.00 

2.06 

1.21 

0.00 

0.033 

0.06 

0.11 






Non-command 

Non-command 

Tertiary Sandstone 

52.518 

0.24 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.51 

0.30 

0.00 

0.017 

0.03 

0.06 


Raghwa 

0816000102015700 

253.996 

Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

118.039 

0.88 

0.040 

0.01 

0.00 

0.16 

0.23 

0.00 

3.77 

2.21 

0.00 

0.039 

0.08 

0.14 







Command 

Younger Alluvium 

29.305 

0.88 

0.100 

0.00 

0.00 

0.04 

0.06 

0.00 

2.48 

1.45 

0.00 

0.010 

0.02 

0.03 






Non-command 

Non-command 

Tertiary Sandstone 

50.717 

0.88 

0.040 

0.01 

0.00 

0.00 

0.00 

0.01 

1.79 

1.05 

0.00 

0.017 

0.04 

0.06 







Non-command 

Younger Alluvium 

0.305 

0.88 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.000 

0.00 

0.00 


Ramgarh 

0816000102015800 

834.658 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

17.377 

0.67 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.47 

0.27 

0.00 

0.006 

0.00 

0.01 







Non-command 

Tertiary Sandstone 

33.551 

0.67 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.90 

0.53 

0.00 

0.011 

0.01 

0.01 





Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

194.176 

0.67 

0.040 

0.02 

0.00 

0.26 

0.37 

0.00 

4.61 

2.70 

0.00 

0.064 

0.04 

0.07 







Command 

Younger Alluvium 

3.737 

0.67 

0.100 

0.00 

0.00 

0.01 

0.01 

0.00 

0.24 

0.14 

0.00 

0.001 

0.00 

0.00 






Non-command 

Non-command 

Tertiary Sandstone 

97.754 

0.67 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

2.64 

1.55 

0.00 

0.032 

0.02 

0.04 


Serawa 

0816000102021400 

52.717 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

20.514 

0.22 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.11 

0.00 

0.007 

0.07 

0.11 


Seuwa 

0816000102015600 

228.853 

Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

47.779 

0.74 

0.040 

0.01 

0.00 

0.07 

0.09 

0.00 

1.27 

0.74 

0.00 

0.016 

0.04 

0.06 







Command 

Younger Alluvium 

19.849 

0.74 

0.100 

0.00 

0.00 

0.03 

0.04 

0.00 

1.40 

0.82 

0.00 

0.007 

0.02 

0.03 






Non-command 

Non-command 

Tertiary Sandstone 

53.685 

0.74 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

1.60 

0.94 

0.00 

0.018 

0.04 

0.07 







Non-command 

Younger Alluvium 

6.744 

0.74 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.50 

0.29 

0.00 

0.002 

0.01 

0.01 


Sonoo 

0816000102021600 

38.656 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

14.170 

0.96 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.55 

0.33 

0.02 

0.005 

0.06 

0.11 

16006064 

Adkiya 

0816000102019700 

49.125 

Saline 

Non-command 

Non-command 

Younger Alluvium 

12.027 

0.03 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.004 

0.04 

0.08 


Alam Ka Gaon 

0816000102020600 

59.018 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

3.942 

0.32 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.001 

0.01 

0.02 


Asoo Ka Tala 

0816000102016800 

298.393 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

155.761 

0.45 

0.100 

0.02 

0.00 

0.21 

0.30 

0.00 

6.45 

3.78 

0.00 

0.052 

0.09 

0.16 






Non-command 

Non-command 

Younger Alluvium 

3.109 

0.45 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.08 

0.00 

0.001 

0.00 

0.00 


Bandha 

0816000102016700 

367.650 

Saline 

IGNP Canal System Stage II 

Command 

Tertiary Sandstone 

16.665 

0.72 

0.040 

0.00 

0.00 

0.02 

0.03 

0.00 

0.43 

0.25 

0.00 

0.006 

0.01 

0.01 







Command 

Younger Alluvium 

16.041 

0.72 

0.100 

0.00 

0.00 

0.02 

0.03 

0.00 

1.11 

0.65 

0.00 

0.005 

0.01 

0.01 






IGNP Canal System Stage III 

Command 

Tertiary Sandstone 

56.921 

0.72 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

1.66 

0.98 

0.00 

0.019 

0.03 

0.05 







Command 

Younger Alluvium 

0.116 

0.72 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Tertiary Sandstone 

35.146 

0.72 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

1.02 

0.60 

0.00 

0.012 

0.02 

0.03 


Geraja 

0816000102019900 

107.796 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

14.571 

0.11 

0.100 

0.00 

0.00 

0.02 

0.03 

0.00 

0.12 

0.07 

0.00 

0.005 

0.02 

0.04 






Non-command 

Non-command 

Younger Alluvium 

58.394 

0.11 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.68 

0.40 

0.00 

0.019 

0.10 

0.17 


Harnau 

0816000102033600 

85.728 

Fresh 

IGNP Canal System Stage III 

Command 

Younger Alluvium 

0.597 

0.42 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage III 

Command 

Younger Alluvium 

1.386 

0.42 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.00 

0.000 

0.00 

0.01 


Kula Tala 

0816000102028800 

35.072 

Saline 

Non-command 

Non-command 

Younger Alluvium 

2.289 

0.06 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.02 


Meerwala 

0816000102020100 

171.593 

Fresh 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

22.684 

0.55 

0.100 

0.00 

0.00 

0.03 

0.04 

0.00 

1.16 

0.68 

0.00 

0.008 

0.02 

0.04 






IGNP Canal System Stage III 

Command 

Younger Alluvium 

3.174 

0.55 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.10 

0.00 

0.001 

0.00 

0.01 





Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

72.103 

0.55 

0.100 

0.01 

0.00 

0.10 

0.14 

0.00 

3.70 

2.17 

0.00 

0.024 

0.07 

0.13 






IGNP Canal System Stage III 

Command 

Tertiary Sandstone 

0.140 

0.55 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Younger Alluvium 

14.316 

0.55 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.78 

0.46 

0.00 

0.005 

0.01 

0.02 


Muhar 

0816000102020000 

148.896 

Fresh 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

2.021 

0.60 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.00 

0.001 

0.00 

0.00 






IGNP Canal System Stage III 

Command 

Younger Alluvium 

26.641 

0.60 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

1.60 

0.94 

0.00 

0.009 

0.03 

0.05 





Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

25.823 

0.60 

0.100 

0.00 

0.00 

0.04 

0.05 

0.00 

1.47 

0.86 

0.00 

0.009 

0.03 

0.05 






IGNP Canal System Stage III 

Command 

Younger Alluvium 

4.791 

0.60 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.17 

0.00 

0.002 

0.01 

0.01 


Nawatala 

0816000102019800 

152.896 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

21.588 

0.14 

0.100 

0.00 

0.00 

0.03 

0.04 

0.00 

0.23 

0.13 

0.00 

0.007 

0.03 

0.04 






IGNP Canal System Stage III 

Command 

Younger Alluvium 

0.499 

0.14 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Younger Alluvium 

97.167 

0.14 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

1.36 

0.80 

0.00 

0.032 

0.11 

0.20 


Rabhlau Fakironwala 

0816000102028500 

31.598 

Fresh 

IGNP Canal System Stage III 

Command 

Younger Alluvium 

14.941 

0.52 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.78 

0.45 

0.00 

0.005 

0.08 

0.14 





Saline 

IGNP Canal System Stage III 

Command 

Younger Alluvium 

12.248 

0.52 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.64 

0.37 

0.00 

0.004 

0.07 

0.12 


Rabhlau Rajronwala 

0816000102028600 

72.211 

Fresh 

IGNP Canal System Stage III 

Command 

Younger Alluvium 

2.435 

0.35 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.001 

0.01 

0.01 





Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

10.682 

0.35 

0.100 

0.00 

0.00 

0.01 

0.02 

0.00 

0.34 

0.20 

0.00 

0.004 

0.03 

0.05 






IGNP Canal System Stage III 

Command 

Younger Alluvium 

30.530 

0.35 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

1.06 

0.62 

0.00 

0.010 

0.08 

0.13 






Non-command 

Non-command 

Younger Alluvium 

11.942 

0.35 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.24 

0.00 

0.004 

0.03 

0.05 


Shahgarh 

0816000102016900 

230.326 

Saline 

IGNP Canal System Stage II 

Command 

Younger Alluvium 

2.055 

0.07 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.00 

0.00 






Non-command 

Non-command 

Younger Alluvium 

17.411 

0.07 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.07 

0.00 

0.006 

0.01 

0.02 


Siyambar 

0816000102020500 

142.182 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

0.206 

0.62 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 


Suwar 

0816000102028400 

105.045 

Fresh 

IGNP Canal System Stage III 

Command 

Younger Alluvium 

9.514 

0.53 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.50 

0.29 

0.00 

0.003 

0.02 

0.03 





Saline 

IGNP Canal System Stage III 

Command 

Younger Alluvium 

3.947 

0.53 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.12 

0.00 

0.001 

0.01 

0.01 

16006065 

Asooda 

0816000102030400 

28.083 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

28.083 

0.33 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.94 

0.55 

0.00 

0.009 

0.19 

0.33 


Bachhiya Chhor 

0816000102018000 

43.592 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.013 

-0.11 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.03 

0.00 

159,521.94 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

15,340.52 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.11 

59.49 

0.13 

- 

0.13 

0.02 

0.14 

0.02 

- 

- 

- 

- 

- 

0.019 

0.151 

0.008 

0.143 

0.012 

8.57 

Safe 

Kodariya Ka Gaon 

0816000102020700 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.001 

0.005 

0.002 

34.09 

Safe 



0.03 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.002 

0.013 

0.001 

0.012 

0.003 

21.90 

Safe 



0.03 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.002 

0.011 

0.001 

0.010 

0.002 

23.59 

Safe 

Kolootala 

0816000102016400 

0.03 

0.00 

5,009.24 

0.00 

0.02 

0.03 

0.00 

0.01 

0.00 

- 

0.0141 

0.0200 

- 

0.034 

0.034 

0.060 

0.003 

0.057 

0.002 

4.30 

Safe 



0.03 

0.68 

472.18 

0.81 

0.63 

1.44 

0.02 

0.16 

0.12 

- 

0.3703 

0.5232 

- 

0.894 

1.012 

2.457 

0.123 

2.334 

0.064 

2.74 

Safe 



0.03 

0.00 

28,527.73 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Mokla 

0816000102021700 

0.04 

0.00 

148,706.39 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Netsi 

0816000102015900 

0.03 

0.03 

673.43 

0.04 

- 

0.04 

0.01 

0.03 

0.01 

- 

- 

- 

- 

- 

0.006 

0.048 

0.002 

0.046 

0.016 

34.42 

Safe 



0.03 

0.01 

655.32 

0.02 

0.10 

0.12 

0.00 

0.02 

0.00 

- 

0.0596 

0.0842 

- 

0.144 

0.146 

0.266 

0.013 

0.253 

0.010 

4.06 

Safe 



0.03 

0.16 

672.89 

0.19 

0.33 

0.52 

0.01 

0.07 

0.03 

- 

0.1931 

0.2729 

- 

0.466 

0.493 

1.012 

0.051 

0.962 

0.033 

3.46 

Safe 



0.03 

0.04 

597.46 

0.05 

- 

0.05 

0.01 

0.04 

0.01 

- 

- 

- 

- 

- 

0.008 

0.059 

0.003 

0.056 

0.017 

31.11 

Safe 

Raghwa 

0816000102015700 

0.03 

0.24 

820.27 

0.29 

0.39 

0.68 

0.01 

0.10 

0.04 

- 

0.2268 

0.3205 

- 

0.547 

0.590 

1.267 

0.063 

1.204 

0.039 

3.25 

Safe 



0.03 

0.01 

9,715.00 

0.02 

0.10 

0.11 

0.00 

0.02 

0.00 

- 

0.0563 

0.0796 

- 

0.136 

0.139 

0.253 

0.013 

0.240 

0.010 

4.04 

Safe 



0.03 

0.04 

2,259.05 

0.05 

0.01 

0.06 

0.01 

0.04 

0.01 

- 

- 

- 

0.012 

0.012 

0.020 

0.082 

0.004 

0.078 

0.017 

21.62 

Safe 



0.03 

0.00 

978,702.59 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ramgarh 

0816000102015800 

0.03 

0.00 

17,074.79 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.006 

275.81 

Over Exploited 



0.03 

0.01 

8,796.61 

0.01 

- 

0.01 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.008 

0.011 

142.85 

Over Exploited 



0.03 

0.20 

1,255.33 

0.24 

0.64 

0.88 

0.01 

0.05 

0.04 

- 

0.3732 

0.5273 

- 

0.900 

0.936 

1.814 

0.091 

1.723 

0.064 

3.73 

Safe 



0.03 

0.00 

189,842.71 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

- 

0.0072 

0.0101 

- 

0.017 

0.017 

0.030 

0.001 

0.028 

0.001 

4.39 

Safe 



0.03 

0.05 

2,965.30 

0.06 

- 

0.06 

0.00 

0.02 

0.01 

- 

- 

- 

- 

- 

0.009 

0.070 

0.003 

0.066 

0.032 

49.03 

Safe 

Serawa 

0816000102021400 

0.03 

0.03 

210.60 

0.04 

- 

0.04 

0.01 

0.08 

0.01 

- 

- 

- 

- 

- 

0.006 

0.047 

0.002 

0.044 

0.007 

15.28 

Safe 

Seuwa 

0816000102015600 

0.03 

0.04 

1,609.66 

0.05 

0.16 

0.21 

0.01 

0.04 

0.01 

- 

0.0918 

0.1297 

- 

0.222 

0.229 

0.439 

0.022 

0.417 

0.016 

3.80 

Safe 



0.03 

0.01 

10,874.22 

0.01 

0.07 

0.07 

0.00 

0.02 

0.00 

- 

0.0381 

0.0539 

- 

0.092 

0.093 

0.168 

0.008 

0.159 

0.007 

4.13 

Safe 



0.03 

0.05 

1,607.86 

0.07 

0.00 

0.07 

0.01 

0.05 

0.01 

- 

- 

- 

0.002 

0.002 

0.012 

0.079 

0.004 

0.075 

0.018 

23.65 

Safe 



0.03 

0.00 

33,709.09 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

196.93 

Over Exploited 

Sonoo 

0816000102021600 

0.03 

0.02 

1,382.90 

0.03 

- 

0.03 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.004 

0.030 

0.002 

0.029 

0.029 

99.16 

Critical 

Adkiya 

0816000102019700 

0.03 

0.01 

73.30 

0.02 

- 

0.02 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.002 

0.018 

0.001 

0.017 

0.004 

22.91 

Safe 

Alarm Ka Gaon 

0816000102020600 

0.03 

0.00 

2,567.71 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.001 

88.56 

Semi Critical 

Asoo Ka Tala 

0816000102016800 

0.03 

0.36 

954.46 

0.43 

0.51 

0.94 

0.02 

0.11 

0.06 

- 

0.2993 

0.4230 

- 

0.722 

0.785 

1.728 

0.086 

1.642 

0.052 

3.14 

Safe 



0.03 

0.00 

56,798.07 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

551.86 

Over Exploited 

Bandha 

0816000102016700 

0.03 

0.00 

7,597.84 

0.00 

0.05 

0.06 

0.00 

0.01 

0.00 

- 

0.0320 

0.0453 

- 

0.077 

0.078 

0.137 

0.007 

0.130 

0.006 

4.25 

Safe 



0.03 

0.00 

21,431.71 

0.00 

0.05 

0.06 

0.00 

0.01 

0.00 

- 

0.0308 

0.0436 

- 

0.074 

0.075 

0.131 

0.007 

0.125 

0.005 

4.26 

Safe 



0.03 

0.04 

2,457.79 

0.05 

0.00 

0.05 

0.00 

0.03 

0.01 

- 

0.0000 

0.0000 

- 

- 

0.007 

0.053 

0.003 

0.050 

0.019 

37.77 

Safe 



0.03 

0.00 

########## 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.01 

4,017.63 

0.02 

- 

0.02 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.003 

0.020 

0.001 

0.019 

0.012 

61.17 

Safe 

Geraja 

0816000102019900 

0.03 

0.01 

690.21 

0.01 

0.05 

0.06 

0.00 

0.03 

0.00 

- 

0.0280 

0.0396 

- 

0.068 

0.069 

0.128 

0.006 

0.121 

0.005 

3.98 

Safe 



0.03 

0.14 

180.65 

0.17 

- 

0.17 

0.02 

0.11 

0.02 

- 

- 

- 

- 

- 

0.025 

0.195 

0.010 

0.185 

0.019 

10.46 

Safe 

Harnau 

0816000102033600 

0.03 

0.00 

76,995.68 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

33,072.67 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kula Tala 

0816000102028800 

0.03 

0.00 

1,062.58 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Meerwala 

0816000102020100 

0.03 

0.01 

5,087.78 

0.02 

0.07 

0.09 

0.00 

0.03 

0.00 

- 

0.0436 

0.0616 

- 

0.105 

0.108 

0.198 

0.010 

0.188 

0.008 

4.00 

Safe 



0.03 

0.00 

39,365.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

313.17 

Over Exploited 



0.03 

0.13 

1,536.51 

0.16 

0.24 

0.40 

0.01 

0.09 

0.02 

- 

0.1386 

0.1958 

- 

0.334 

0.358 

0.754 

0.038 

0.716 

0.024 

3.34 

Safe 



0.03 

0.00 

358,168.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.01 

8,648.62 

0.01 

0.00 

0.01 

0.00 

0.02 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.005 

69.43 

Safe 

Muhar 

0816000102020000 

0.03 

0.00 

55,439.23 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

- 

0.0039 

0.0055 

- 

0.009 

0.009 

0.016 

0.001 

0.015 

0.001 

4.35 

Safe 



0.03 

0.02 

4,354.84 

0.03 

0.00 

0.03 

0.01 

0.04 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.004 

0.029 

0.001 

0.028 

0.009 

32.10 

Safe 



0.03 

0.02 

4,244.52 

0.02 

0.08 

0.11 

0.01 

0.04 

0.00 

- 

0.0496 

0.0701 

- 

0.120 

0.123 

0.232 

0.012 

0.220 

0.009 

3.88 

Safe 



0.03 

0.00 

24,671.49 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

178.49 

Over Exploited 

Nawatala 

0816000102019800 

0.03 

0.01 

878.89 

0.02 

0.07 

0.09 

0.00 

0.03 

0.00 

- 

0.0415 

0.0586 

- 

0.100 

0.102 

0.190 

0.009 

0.180 

0.007 

3.96 

Safe 



0.03 

0.00 

54,650.79 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.28 

187.00 

0.33 

- 

0.33 

0.02 

0.13 

0.05 

- 

- 

- 

- 

- 

0.048 

0.381 

0.019 

0.362 

0.032 

8.90 

Safe 

Rabhlau Fakironwala 

0816000102028500 

0.03 

0.03 

1,335.71 

0.04 

0.00 

0.04 

0.01 

0.10 

0.01 

- 

0.0000 

0.0000 

- 

- 

0.005 

0.043 

0.002 

0.041 

0.005 

12.00 

Safe 



0.03 

0.02 

1,651.55 

0.03 

0.00 

0.03 

0.01 

0.08 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.004 

0.029 

0.001 

0.028 

0.004 

14.64 

Safe 

Rabhlau Rajronwala 

0816000102028600 

0.03 

0.00 

13,333.61 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.001 

- 

Safe 



0.03 

0.01 

2,673.45 

0.01 

0.04 

0.04 

0.00 

0.03 

0.00 

- 

0.0205 

0.0290 

- 

0.050 

0.051 

0.094 

0.005 

0.090 

0.004 

3.95 

Safe 



0.03 

0.06 

971.71 

0.07 

0.00 

0.07 

0.01 

0.09 

0.01 

- 

0.0000 

0.0000 

- 

- 

0.010 

0.079 

0.004 

0.075 

0.010 

13.41 

Safe 



0.03 

0.01 

2,640.58 

0.01 

- 

0.01 

0.01 

0.03 

0.00 

- 

- 

- 

- 

- 

0.002 

0.012 

0.001 

0.012 

0.004 

34.29 

Safe 

Shahgarh 

0816000102016900 

0.03 

0.00 

5,727.14 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

- 

0.0039 

0.0056 

- 

0.010 

0.010 

0.016 

0.001 

0.016 

0.001 

4.38 

Safe 



0.03 

0.01 

1,163.14 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.008 

0.006 

74.72 

Semi Critical 

Siyambar 

0816000102020500 

0.03 

0.00 

235,136.16 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Suwar 

0816000102028400 

0.03 

0.00 

7,482.84 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.003 

62.38 

Safe 



0.03 

0.00 

18,174.70 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

150.36 

Over Exploited 

Asooda 

0816000102030400 

0.03 

0.14 

304.89 

0.16 

- 

0.16 

0.03 

0.22 

0.02 

- 

- 

- 

- 

- 

0.023 

0.185 

0.009 

0.176 

0.009 

5.30 

Safe 

Bachhiya Chhor 

0816000102018000 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Badhwa 

081600010202940C 

41.496 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

27.466 

0.42 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

1.17 

0.68 

0.00 

0.009 

0.13 

0.22 


Bagnau 

0816000102031200 

24.703 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.024 

0.29 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bichhiya 

0816000102030600 

21.075 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

17.426 

0.31 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.54 

0.31 

0.00 

0.006 

0.16 

0.27 


Buranwali 

0816000102030700 

15.349 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.028 

0.34 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.001 

0.03 

0.04 


Dorau 

0816000102018600 

32.537 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

30.899 

0.38 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

1.19 

0.69 

0.00 

0.010 

0.18 

0.31 


Ganeshiya 

0816000102019100 

24.010 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

7.351 

0.37 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.16 

0.00 

0.002 

0.06 

0.10 


Ganeshiya Kot 

0816000102017100 

366.584 

Saline 

Non-command 

Non-command 

Younger Alluvium 

251.062 

-0.04 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.083 

0.13 

0.22 


Ghotadoo 

0816000102014000 

658.512 

Saline 

Non-command 

Non-command 

Younger Alluvium 

31.552 

0.02 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.00 

0.010 

0.01 

0.01 


Janiya 

0816000102029700 

37.418 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

37.418 

0.38 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

1.42 

0.82 

0.00 

0.012 

0.19 

0.33 


Kart a 

0816000102030200 

32.116 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

11.967 

0.32 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.22 

0.00 

0.004 

0.07 

0.12 


Khariya 

0816000102018500 

83.263 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

37.006 

0.31 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

1.16 

0.67 

0.00 

0.012 

0.08 

0.15 





Saline 

Non-command 

Non-command 

Younger Alluvium 

7.494 

0.31 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.14 

0.00 

0.002 

0.02 

0.03 


Khariya (Bhaikhan) 

0816000102029300 

35.692 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.420 

0.39 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.00 

0.00 


Khuifatoojanwali@Khadoojanwali 

0816000102030000 

49.224 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

11.478 

0.33 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.22 

0.00 

0.004 

0.05 

0.08 


Kundhau 

0816000102030800 

20.361 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

18.228 

0.36 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.66 

0.38 

0.00 

0.006 

0.17 

0.29 


Lalewali 

0816000102030900 

15.793 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.067 

0.36 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.00 

0.001 

0.02 

0.04 


Langtala 

0816000102017200 

131.211 

Saline 

Non-command 

Non-command 

Younger Alluvium 

78.985 

-0.06 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.026 

0.11 

0.19 


Liloi 

0816000102018400 

62.213 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

8.782 

0.24 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.12 

0.00 

0.003 

0.03 

0.05 





Saline 

Non-command 

Non-command 

Younger Alluvium 

28.523 

0.24 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.68 

0.39 

0.00 

0.009 

0.09 

0.15 


Lohar 

0816000102030300 

45.426 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

38.110 

0.35 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

1.36 

0.79 

0.03 

0.013 

0.16 

0.28 


Meethatala 

0816000102018700 

26.174 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

15.583 

0.10 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.09 

0.00 

0.005 

0.11 

0.19 





Saline 

Non-command 

Non-command 

Younger Alluvium 

2.333 

0.10 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.02 

0.03 


Mehna 

0816000102029600 

60.200 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

59.898 

0.42 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

2.54 

1.48 

0.00 

0.020 

0.19 

0.33 


Mithrau Sachenewala 

0816000102019000 

8.221 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.326 

-0.02 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Momdau 

0816000102018100 

31.253 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.178 

-0.09 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.03 

0.05 





Saline 

Non-command 

Non-command 

Younger Alluvium 

11.541 

-0.09 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.07 

0.12 


Muradenwala 

0816000102029500 

11.545 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

7.104 

0.48 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.20 

0.00 

0.002 

0.12 

0.20 


Ratrau 

0816000102018200 

263.417 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.028 

0.01 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Younger Alluvium 

215.464 

0.01 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.09 

0.00 

0.071 

0.15 

0.26 


Ratwa 

0816000102018300 

6.439 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.333 

0.14 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Younger Alluvium 

6.105 

0.14 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.002 

0.18 

0.31 


Shekhar 

0816000102029800 

38.496 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

14.702 

0.34 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.51 

0.29 

0.00 

0.005 

0.07 

0.13 


Tharoi 

0816000102030500 

14.655 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

14.655 

0.31 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.26 

0.00 

0.005 

0.19 

0.33 

16006066 

Changaniyon Ki Basti 

0816000102028200 

63.182 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

0.045 

2.13 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chhatrel 

0816000102027000 

107.762 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

13.969 

0.32 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.00 

0.007 

0.02 

0.04 


Doojasar 

0816000102027100 

27.023 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

0.051 

0.59 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ganga 

0816000102035300 

57.732 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

43.180 

3.23 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

5.59 

3.30 

0.01 

0.014 

0.13 

0.22 


Habur 

0816000102021200 

125.741 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

44.607 

-0.07 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.015 

0.06 

0.10 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

18.780 

-0.07 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.03 

0.04 


Hameeron Ki Basti 

0816000102028100 

85.548 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

36.132 

2.87 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

4.15 

2.44 

0.00 

0.012 

0.07 

0.12 


Hema 

0816000102021300 

66.250 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

11.203 

0.02 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.004 

0.03 

0.05 


Kanoi 

0816000102027700 

93.604 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

40.437 

2.45 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

3.97 

2.35 

0.00 

0.013 

0.07 

0.12 


Keshoovon Ki Basti 

0816000102027300 

41.607 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

41.376 

2.00 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

3.30 

1.96 

0.00 

0.014 

0.17 

0.29 







Non-command 

Tertiary Sandstone 

0.231 

2.00 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.00 

0.00 


Khuiyala 

0816000102020800 

53.678 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

1.476 

0.20 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.01 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

1.960 

0.20 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.01 

0.01 


Kodariya Ka Gaon 

0816000102020700 

23.421 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

3.324 

-0.02 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.04 


Kuchhri 

0816000102021100 

167.484 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

1.957 

0.15 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

161.814 

0.15 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.99 

0.59 

0.02 

0.054 

0.16 

0.28 







Non-command 

Tertiary Sandstone 

2.095 

0.15 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.00 

0.00 


Lakhmanon Ki Basti 

0816000102027500 

62.144 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

24.407 

3.82 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

3.73 

2.20 

0.00 

0.008 

0.07 

0.11 







Non-command 

Tertiary Sandstone 

37.737 

3.82 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

5.76 

3.41 

0.00 

0.013 

0.10 

0.18 


Loonon Ki Basti 

0816000102027600 

30.820 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

7.050 

4.30 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

1.21 

0.72 

0.00 

0.002 

0.04 

0.07 







Non-command 

Tertiary Sandstone 

23.769 

4.30 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

4.09 

2.41 

0.00 

0.008 

0.13 

0.22 


Mangliyawas 

0816000102020400 

67.264 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

52.162 

2.11 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

4.42 

2.61 

0.00 

0.017 

0.13 

0.22 


Matwon Ki Basti 

0816000102035200 

24.993 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

3.421 

3.75 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.51 

0.30 

0.00 

0.001 

0.02 

0.04 







Non-command 

Tertiary Sandstone 

0.073 

3.75 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Mokla 

0816000102021700 

144.231 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

2.617 

0.57 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.001 

0.00 

0.01 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

0.601 

0.57 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Neemba 

0816000102035400 

52.827 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

1.745 

2.29 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.09 

0.00 

0.001 

0.01 

0.01 


Rahoon Ka Par 

0816000102034800 

221.428 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

0.685 

1.48 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.000 

0.00 

0.00 


Rojaniyon Ki Basti 

0816000102027900 

23.848 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

23.848 

4.31 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

4.11 

2.42 

0.00 

0.008 

0.17 

0.29 


Sagron Ki Basti 

0816000102028000 

53.736 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

2.400 

4.32 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.24 

0.00 

0.001 

0.01 

0.01 







Non-command 

Tertiary Sandstone 

33.131 

4.32 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

5.73 

3.37 

0.00 

0.011 

0.11 

0.18 


Salkha 

0816000102027200 

100.162 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

65.356 

1.06 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

2.79 

1.65 

0.00 

0.022 

0.11 

0.19 


Sam 

0816000102027800 

35.363 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

26.283 

4.40 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

4.64 

2.74 

0.01 

0.009 

0.13 

0.21 







Non-command 

Tertiary Sandstone 

9.081 

4.40 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

1.60 

0.94 

0.00 

0.003 

0.04 

0.07 


Serawa 

0816000102021400 

52.717 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

32.106 

0.22 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.17 

0.00 

0.011 

0.10 

0.18 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Badhwa 

0816000102029400 

0.03 

0.09 

687.98 

0.10 

- 

0.10 

0.02 

0.15 

0.01 

- 

- 

- 

- 

- 

0.015 

0.118 

0.006 

0.112 

0.009 

8.12 

Safe 

Bagnau 

0816000102031200 

0.03 

0.00 

350,570.76 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bichhiya 

0816000102030600 

0.03 

0.07 

355.31 

0.08 

- 

0.08 

0.03 

0.19 

0.01 

- 

- 

- 

- 

- 

0.012 

0.095 

0.005 

0.090 

0.006 

6.42 

Safe 

Buranwali 

0816000102030700 

0.03 

0.00 

2,999.04 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.001 

40.43 

Safe 

Dorau 

0816000102018600 

0.03 

0.14 

399.75 

0.17 

- 

0.17 

0.03 

0.21 

0.02 

- 

- 

- 

- 

- 

0.024 

0.189 

0.009 

0.180 

0.010 

5.70 

Safe 

Ganeshiya 

0816000102019100 

0.03 

0.01 

1,394.47 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.002 

0.014 

0.001 

0.014 

0.002 

17.76 

Safe 

Ganeshiya Kot 

0816000102017100 

0.03 

0.79 

- 

0.79 

- 

0.79 

0.02 

0.15 

0.14 

- 

- 

- 

- 

- 

0.138 

0.932 

0.093 

0.839 

0.083 

9.92 

Safe 

Ghotadoo 

0816000102014000 

0.03 

0.01 

372.85 

0.01 

- 

0.01 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.009 

0.010 

116.88 

Over Exploited 

Janiya 

0816000102029700 

0.03 

0.18 

360.83 

0.21 

- 

0.21 

0.03 

0.22 

0.03 

- 

- 

- 

- 

- 

0.030 

0.245 

0.012 

0.233 

0.012 

5.33 

Safe 

Karta 

0816000102030200 

0.03 

0.02 

921.91 

0.03 

- 

0.03 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.004 

0.030 

0.001 

0.028 

0.004 

14.12 

Safe 

Khariya 

0816000102018500 

0.03 

0.08 

763.26 

0.09 

- 

0.09 

0.01 

0.10 

0.01 

- 

- 

- 

- 

- 

0.013 

0.107 

0.005 

0.102 

0.012 

12.05 

Safe 



0.03 

0.00 

4,163.80 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.002 

59.52 

Safe 

Khariya (Bhaikhan) 

0816000102029300 

0.03 

0.00 

40,231.46 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khuifatoojanwali@Khadoojanwali 

0816000102030000 

0.03 

0.01 

1,630.67 

0.02 

- 

0.02 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.002 

0.018 

0.001 

0.017 

0.004 

22.61 

Safe 

Kundhau 

0816000102030800 

0.03 

0.08 

388.79 

0.09 

- 

0.09 

0.03 

0.20 

0.01 

- 

- 

- 

- 

- 

0.013 

0.107 

0.005 

0.101 

0.006 

5.95 

Safe 

Lalewali 

0816000102030900 

0.03 

0.00 

3,304.48 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.001 

40.93 

Safe 

Langtala 

0816000102017200 

0.03 

0.22 

- 

0.22 

- 

0.22 

0.02 

0.13 

0.04 

- 

- 

- 

- 

- 

0.038 

0.260 

0.026 

0.234 

0.026 

11.20 

Safe 

Liloi 

0816000102018400 

0.03 

0.01 

1,961.87 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.008 

0.003 

38.02 

Safe 



0.03 

0.06 

534.81 

0.07 

- 

0.07 

0.01 

0.10 

0.01 

- 

- 

- 

- 

- 

0.011 

0.085 

0.004 

0.081 

0.009 

11.71 

Safe 

Lohar 

0816000102030300 

0.03 

0.15 

414.68 

0.18 

- 

0.18 

0.03 

0.19 

0.03 

- 

- 

- 

- 

- 

0.026 

0.211 

0.011 

0.200 

0.044 

21.81 

Safe 

Meethatala 

0816000102018700 

0.03 

0.04 

110.40 

0.05 

- 

0.05 

0.02 

0.13 

0.01 

- 

- 

- 

- 

- 

0.007 

0.060 

0.003 

0.057 

0.005 

9.11 

Safe 



0.03 

0.00 

1,304.99 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

60.86 

Safe 

Mehna 

0816000102029600 

0.03 

0.28 

421.20 

0.34 

- 

0.34 

0.03 

0.22 

0.05 

- 

- 

- 

- 

- 

0.048 

0.389 

0.019 

0.369 

0.020 

5.37 

Safe 

Mithrau Sachenewala 

0816000102019000 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Momdau 

0816000102018100 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.004 

0.002 

40.73 

Safe 



0.03 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.003 

0.023 

0.002 

0.021 

0.004 

18.27 

Safe 

Muradenwala 

0816000102029500 

0.03 

0.02 

862.18 

0.02 

- 

0.02 

0.02 

0.14 

0.00 

- 

- 

- 

- 

- 

0.004 

0.028 

0.001 

0.027 

0.002 

8.79 

Safe 

Ratrau 

0816000102018200 

0.03 

0.00 

416.49 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

352.82 

Over Exploited 



0.03 

0.83 

(88.76) 

0.66 

- 

0.66 

0.03 

0.18 

0.14 

- 

- 

- 

- 

- 

0.142 

0.807 

0.040 

0.767 

0.071 

9.31 

Safe 

Ratwa 

0816000102018300 

0.03 

0.00 

3,224.29 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.03 

80.33 

0.03 

- 

0.03 

0.03 

0.21 

0.00 

- 

- 

- 

- 

- 

0.005 

0.037 

0.002 

0.035 

0.002 

5.70 

Safe 

Shekhar 

0816000102029800 

0.03 

0.03 

995.61 

0.03 

- 

0.03 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.005 

0.037 

0.002 

0.035 

0.005 

13.92 

Safe 

Tharoi 

0816000102030500 

0.03 

0.07 

274.62 

0.08 

- 

0.08 

0.03 

0.23 

0.01 

- 

- 

- 

- 

- 

0.012 

0.097 

0.005 

0.092 

0.005 

5.28 

Safe 

Changaniyon Ki Basti 

0816000102028200 

0.03 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chhatrel 

0816000102027000 

0.04 

0.01 

550.36 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.002 

0.017 

0.001 

0.016 

0.007 

41.60 

Safe 

Doojasar 

0816000102027100 

0.03 

0.00 

169,416.24 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ganga 

0816000102035300 

0.03 

0.14 

2,299.67 

0.17 

0.00 

0.17 

0.02 

0.15 

0.02 

- 

- 

- 

0.001 

0.001 

0.025 

0.190 

0.010 

0.181 

0.026 

14.54 

Safe 

Habur 

0816000102021200 

0.03 

0.07 

- 

0.07 

- 

0.07 

0.01 

0.07 

0.01 

- 

- 

- 

- 

- 

0.012 

0.079 

0.008 

0.071 

0.015 

20.76 

Safe 



0.03 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.002 

0.014 

0.001 

0.013 

0.006 

49.32 

Safe 

Hameeron Ki Basti 

0816000102028100 

0.03 

0.07 

3,602.89 

0.08 

- 

0.08 

0.01 

0.09 

0.01 

- 

- 

- 

- 

- 

0.012 

0.091 

0.005 

0.086 

0.012 

13.90 

Safe 

Hema 

0816000102021300 

0.03 

0.01 

(35.94) 

0.01 

0.00 

0.01 

0.01 

0.03 

0.00 

- 

- 

- 

0.000 

0.000 

0.002 

0.008 

0.000 

0.008 

0.004 

46.37 

Safe 

Kanoi 

0816000102027700 

0.03 

0.07 

3,066.17 

0.09 

- 

0.09 

0.01 

0.09 

0.01 

- 

- 

- 

- 

- 

0.013 

0.102 

0.005 

0.097 

0.013 

13.82 

Safe 

Keshoovon Ki Basti 

0816000102027300 

0.03 

0.17 

1,017.49 

0.21 

- 

0.21 

0.03 

0.20 

0.03 

- 

- 

- 

- 

- 

0.031 

0.241 

0.012 

0.229 

0.014 

5.99 

Safe 



0.03 

0.00 

200,522.58 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khuiyala 

0816000102020800 

0.03 

0.00 

3,928.86 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

2,902.08 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Kodariya Ka Gaon 

0816000102020700 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.001 

51.51 

Safe 

Kuchhri 

0816000102021100 

0.03 

0.00 

7,000.02 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.03 

0.66 

(11.88) 

0.59 

- 

0.59 

0.03 

0.19 

0.12 

- 

- 

- 

- 

- 

0.117 

0.703 

0.035 

0.668 

0.078 

11.63 

Safe 



0.03 

0.00 

6,544.28 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Lakhmanon Ki Basti 

0816000102027500 

0.03 

0.04 

5,287.60 

0.05 

0.00 

0.05 

0.01 

0.08 

0.01 

- 

- 

- 

0.001 

0.001 

0.008 

0.058 

0.003 

0.055 

0.008 

14.79 

Safe 



0.03 

0.10 

3,384.97 

0.12 

- 

0.12 

0.02 

0.12 

0.02 

- 

- 

- 

- 

- 

0.017 

0.135 

0.007 

0.128 

0.013 

9.79 

Safe 

Loonon Ki Basti 

0816000102027600 

0.03 

0.01 

10,293.86 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.009 

0.002 

25.93 

Safe 



0.03 

0.08 

2,983.11 

0.09 

- 

0.09 

0.02 

0.16 

0.01 

- 

- 

- 

- 

- 

0.014 

0.108 

0.005 

0.102 

0.008 

7.69 

Safe 

Mangliyawas 

0816000102020400 

0.03 

0.17 

1,406.83 

0.21 

- 

0.21 

0.02 

0.16 

0.03 

- 

- 

- 

- 

- 

0.031 

0.238 

0.012 

0.226 

0.017 

7.64 

Safe 

Matwon Ki Basti 

0816000102035200 

0.03 

0.00 

14,898.75 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.001 

43.13 

Safe 



0.03 

0.00 

702,195.78 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mokla 

0816000102021700 

0.04 

0.00 

8,155.06 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

296.74 

Over Exploited 



0.04 

0.00 

35,748.35 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Neemba 

0816000102035400 

0.03 

0.00 

38,112.51 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Rahoon Ka Par 

0816000102034800 

0.03 

0.00 

254,950.77 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rojaniyon Ki Basti 

0816000102027900 

0.03 

0.10 

2,272.64 

0.12 

- 

0.12 

0.03 

0.20 

0.02 

- 

- 

- 

- 

- 

0.018 

0.141 

0.007 

0.134 

0.008 

5.92 

Safe 

Sagron Ki Basti 

0816000102028000 

0.03 

0.00 

53,016.56 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

- 

Safe 



0.03 

0.09 

3,748.78 

0.11 

- 

0.11 

0.02 

0.12 

0.02 

- 

- 

- 

- 

- 

0.015 

0.121 

0.006 

0.115 

0.011 

9.58 

Safe 

Salkha 

0816000102027200 

0.03 

0.18 

813.27 

0.22 

- 

0.22 

0.02 

0.13 

0.03 

- 

- 

- 

- 

- 

0.032 

0.249 

0.012 

0.237 

0.022 

9.16 

Safe 

Sam 

0816000102027800 

0.03 

0.08 

3,186.64 

0.10 

- 

0.10 

0.02 

0.15 

0.01 

- 

- 

- 

- 

- 

0.015 

0.115 

0.006 

0.109 

0.021 

19.01 

Safe 



0.03 

0.01 

9,392.47 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.002 

0.014 

0.001 

0.013 

0.003 

23.14 

Safe 

Serawa 

0816000102021400 

0.03 

0.08 

98.42 

0.10 

- 

0.10 

0.02 

0.12 

0.01 

- 

- 

- 

- 

- 

0.015 

0.115 

0.006 

0.109 

0.011 

9.76 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

0.098 

0.22 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Siyalon Ki Basti 

0816000102027400 

30.109 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

9.683 

1.10 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.25 

0.00 

0.003 

0.05 

0.09 







Non-command 

Tertiary Sandstone 

20.427 

1.10 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.90 

0.53 

0.00 

0.007 

0.12 

0.20 


Siyambar 

0816000102020500 

142.182 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

8.696 

0.62 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.13 

0.00 

0.003 

0.01 

0.02 


Sonoo 

0816000102021600 

38.656 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

0.582 

0.96 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.00 

0.00 


Surron Ki Dhani 

0816000102020900 

13.609 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

3.647 

-0.17 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.05 

0.08 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

5.699 

-0.17 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.07 

0.12 


Tibansar 

0816000102021000 

29.847 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

16.260 

0.12 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.00 

0.005 

0.09 

0.16 







Non-command 

Tertiary Sandstone 

0.705 

0.12 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Turkon Ki Basti 

0816000102020300 

44.469 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

2.326 

1.98 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.11 

0.00 

0.001 

0.01 

0.02 

16006067 

Bachiya 

0817000102078200 

14.858 

Saline 

IGNP Canal System Stage III 

Command 

Tertiary Sandstone 

14.858 

-0.04 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.016 

0.20 

0.37 


Bhabhar 

0817000102082000 

39.792 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

15.459 

0.26 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.25 

0.13 

0.00 

0.017 

0.08 

0.15 


Boi 

0817000102078100 

24.449 

Saline 

IGNP Canal System Stage III 

Command 

Tertiary Sandstone 

24.449 

-0.60 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.026 

0.20 

0.37 


Dhagari 

0817000102078400 

19.425 

Saline 

IGNP Canal System Stage III 

Command 

Tertiary Sandstone 

12.377 

-0.10 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.013 

0.13 

0.24 






Non-command 

Non-command 

Tertiary Sandstone 

5.737 

-0.10 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.06 

0.11 


Drabha 

0817000102078500 

306.142 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

93.354 

-0.50 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.100 

0.06 

0.11 





Saline 

IGNP Canal System Stage III 

Command 

Tertiary Sandstone 

83.261 

-0.50 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.089 

0.06 

0.10 






Non-command 

Non-command 

Tertiary Sandstone 

8.363 

-0.50 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.009 

0.01 

0.01 


Khabdala 

0817000102082100 

39.707 

Saline 

IGNP Canal System Stage III 

Command 

Tertiary Sandstone 

39.707 

-0.27 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.042 

0.20 

0.37 


Modhri 

0817000102078000 

133.285 

Saline 

IGNP Canal System Stage III 

Command 

Jurassic Sandstone 

3.400 

-0.63 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.01 

0.01 







Command 

Tertiary Sandstone 

74.204 

-0.63 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.079 

0.11 

0.20 






Non-command 

Non-command 

Tertiary Sandstone 

39.662 

-0.63 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.042 

0.06 

0.11 


Moti Ki Beri 

0817000102078800 

56.713 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.250 

-0.18 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Myajlar 

0816000102043100 

433.130 

Saline 

IGNP Canal System Stage III 

Command 

Jurassic Sandstone 

83.694 

-1.07 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.028 

0.04 

0.07 







Command 

Tertiary Sandstone 

0.119 

-1.07 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Jurassic Sandstone 

1.286 

-1.07 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Tertiary Sandstone 

0.642 

-1.07 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nohdiyala 

0817000102078300 

68.535 

Saline 

IGNP Canal System Stage III 

Command 

Tertiary Sandstone 

5.589 

0.20 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.006 

0.02 

0.03 






Non-command 

Non-command 

Jurassic Sandstone 

5.030 

0.20 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.00 

0.005 

0.01 

0.03 







Non-command 

Tertiary Sandstone 

32.804 

0.20 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.40 

0.21 

0.00 

0.035 

0.09 

0.18 


Panchla 

0817000102077800 

220.808 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

44.085 

-0.61 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.047 

0.04 

0.07 





Saline 

IGNP Canal System Stage III 

Command 

Tertiary Sandstone 

39.335 

-0.61 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.042 

0.04 

0.07 






Non-command 

Non-command 

Tertiary Sandstone 

78.469 

-0.61 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.084 

0.07 

0.13 


Peeprli 

0817000102082200 

63.545 

Saline 

IGNP Canal System Stage III 

Command 

Jurassic Sandstone 

41.215 

-0.44 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.044 

0.13 

0.24 







Command 

Tertiary Sandstone 

22.316 

-0.44 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.024 

0.07 

0.13 


Punjraj Ka Par 

0817000102082300 

47.240 

Saline 

IGNP Canal System Stage III 

Command 

Jurassic Sandstone 

16.515 

0.25 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.25 

0.14 

0.00 

0.018 

0.07 

0.13 







Command 

Tertiary Sandstone 

12.775 

0.25 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.10 

0.00 

0.014 

0.05 

0.10 






Non-command 

Non-command 

Jurassic Sandstone 

9.064 

0.25 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.07 

0.00 

0.010 

0.04 

0.07 







Non-command 

Tertiary Sandstone 

3.890 

0.25 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.00 

0.004 

0.02 

0.03 


Rohiri 

0817000102078900 

171.353 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

52.664 

-0.03 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.056 

0.07 

0.12 


Satto 

0816000302070700 

242.196 

Saline 

IGNP Canal System Stage III 

Command 

Jurassic Sandstone 

39.023 

0.05 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.00 

0.013 

0.03 

0.06 






Non-command 

Non-command 

Jurassic Sandstone 

5.112 

0.05 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.00 

0.01 


Shadad Ka Par Khurd 

0817000102077900 

31.042 

Saline 

IGNP Canal System Stage III 

Command 

Tertiary Sandstone 

18.574 

-0.25 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.020 

0.12 

0.22 






Non-command 

Non-command 

Tertiary Sandstone 

0.055 

-0.25 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Shastri Gaon 

0817000102082700 

18.434 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

2.068 

0.33 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.002 

0.02 

0.04 


Sirguwala 

0817000102081800 

3.306 

Saline 

IGNP Canal System Stage III 

Command 

Tertiary Sandstone 

3.306 

-0.49 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.20 

0.37 


Sundra 

0817000102077700 

93.681 

Saline 

Non-command 

Non-command 

Tertiary Sandstone 

2.104 

-0.60 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.00 

0.01 

16006068 

Ajbani 

0817000702226800 

40.938 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

3.949 

0.42 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.00 

0.010 

0.02 

0.04 







Non-command 

Rhyolite 

19.589 

0.42 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.08 

0.00 

0.051 

0.10 

0.18 


Amee Ka Par 

0817000102084900 

4.655 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

4.655 

-0.15 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.005 

0.21 

0.38 


Balewa 

0817000102087800 

47.872 

Saline 

Non-command 

Non-command 

Jalore Granite 

42.447 

1.39 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.90 

0.48 

0.02 

0.045 

0.18 

0.34 


Bandasar 

0817000102085300 

64.497 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

21.496 

-0.21 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.023 

0.07 

0.13 


Bhadli 

0816000302076500 

18.327 

Fresh 

Non-command 

Non-command 

Jalore Granite 

8.472 

3.12 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.53 

0.26 

0.00 

0.003 

0.09 

0.18 





Saline 

Non-command 

Non-command 

Jalore Granite 

9.038 

3.12 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.56 

0.27 

0.00 

0.003 

0.09 

0.19 


Boothiya 

0817000702236100 

33.925 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

0.010 

-0.03 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Charno Ki Dhani 

0817000102087700 

45.741 

Saline 

Non-command 

Non-command 

Jalore Granite 

32.489 

1.34 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.67 

0.36 

0.02 

0.035 

0.15 

0.27 







Non-command 

Rhyolite 

1.072 

1.34 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.00 

0.01 


Chheepasariya 

0816000302076600 

15.082 

Saline 

Non-command 

Non-command 

Jalore Granite 

15.082 

3.45 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

1.04 

0.51 

0.00 

0.005 

0.19 

0.39 


Dedariyar 

0817000102088500 

16.430 

Saline 

Non-command 

Non-command 

Jalore Granite 

11.025 

1.26 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.12 

0.01 

0.012 

0.14 

0.26 


Deoron Ki Basti 

0817000102088000 

48.293 

Saline 

Non-command 

Non-command 

Jalore Granite 

3.717 

1.26 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.004 

0.02 

0.03 


Detani 

0817000102085500 

32.020 

Saline 

Non-command 

Non-command 

Rhyolite 

31.762 

0.66 

0.015 

0.01 

0.00 

0.00 

0.00 

0.02 

0.31 

0.17 

0.00 

0.034 

0.21 

0.37 


Dhamdali 

0817000102085900 

21.507 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

21.507 

-0.13 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.023 

0.21 

0.38 


Doodhora 

0817000102087000 

61.382 

Saline 

Non-command 

Non-command 

Jalore Granite 

61.382 

2.31 

0.015 

0.02 

0.00 

0.00 

0.00 

0.13 

2.02 

1.03 

0.00 

0.066 

0.20 

0.39 


Gadraroad @ BerSeeng Desar 

0817000102085100 

23.310 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

18.888 

-0.23 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.020 

0.17 

0.31 


Goraliya 

0817000102084100 

22.319 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

6.521 

-0.33 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.007 

0.06 

0.11 


Gordiya 

0817000102087400 

21.050 

Saline 

Non-command 

Non-command 

Jalore Granite 

21.050 

1.97 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.63 

0.33 

0.00 

0.023 

0.20 

0.38 


Harsani 

0817000102086400 

61.089 

Saline 

Non-command 

Non-command 

Jalore Granite 

14.961 

1.17 

0.015 

0.01 

0.00 

0.00 

0.00 

0.02 

0.25 

0.13 

0.00 

0.016 

0.05 

0.09 







Non-command 

Jurassic Sandstone 

14.900 

1.17 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

1.05 

0.55 

0.00 

0.016 

0.05 

0.09 





Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.03 

0.00 

64,352.41 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Siyalon Ki Basti 

0816000102027400 

0.03 

0.01 

1,802.00 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.002 

0.018 

0.001 

0.017 

0.003 

18.50 

Safe 



0.03 

0.06 

801.82 

0.07 

- 

0.07 

0.02 

0.14 

0.01 

- 

- 

- 

- 

- 

0.010 

0.081 

0.004 

0.077 

0.007 

8.77 

Safe 

Siyambar 

0816000102020500 

0.03 

0.00 

5,511.33 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.003 

96.63 

Critical 

Sonoo 

0816000102021600 

0.03 

0.00 

35,522.00 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Surron Ki Dhani 

0816000102020900 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.004 

0.001 

27.38 

Safe 



0.03 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.002 

0.012 

0.001 

0.011 

0.002 

17.52 

Safe 

Tibansar 

0816000102021000 

0.03 

0.04 

18.63 

0.04 

- 

0.04 

0.02 

0.11 

0.01 

- 

- 

- 

- 

- 

0.007 

0.051 

0.003 

0.049 

0.005 

11.02 

Safe 



0.03 

0.00 

2,715.53 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Turkon Ki Basti 

0816000102020300 

0.03 

0.00 

20,649.98 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Bachiya 

0817000102078200 

0.03 

0.09 

- 

0.09 

0.00 

0.09 

0.03 

0.23 

0.02 

- 

0.0000 

0.0000 

- 

- 

0.015 

0.104 

0.010 

0.094 

0.016 

16.99 

Safe 

Bhabhar 

0817000102082000 

0.03 

0.04 

268.29 

0.04 

- 

0.04 

0.01 

0.09 

0.01 

- 

- 

- 

- 

- 

0.006 

0.049 

0.002 

0.047 

0.017 

35.22 

Safe 

Boi 

0817000102078100 

0.03 

0.15 

- 

0.15 

0.00 

0.15 

0.03 

0.24 

0.02 

- 

0.0000 

0.0000 

- 

- 

0.025 

0.173 

0.017 

0.156 

0.026 

16.80 

Safe 

Dhagari 

0817000102078400 

0.03 

0.05 

- 

0.05 

0.00 

0.05 

0.02 

0.15 

0.01 

- 

0.0000 

0.0000 

- 

- 

0.008 

0.056 

0.006 

0.050 

0.013 

26.42 

Safe 



0.03 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.002 

0.012 

0.001 

0.011 

0.006 

56.99 

Safe 

Drabha 

0817000102078500 

0.03 

0.18 

- 

0.18 

- 

0.18 

0.01 

0.07 

0.03 

- 

- 

- 

- 

- 

0.029 

0.206 

0.021 

0.186 

0.100 

53.73 

Safe 



0.03 

0.14 

- 

0.14 

0.00 

0.14 

0.01 

0.07 

0.02 

- 

0.0000 

0.0000 

- 

- 

0.023 

0.164 

0.016 

0.148 

0.089 

60.25 

Safe 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.009 

599.81 

Over Exploited 

Khabdala 

0817000102082100 

0.03 

0.24 

- 

0.24 

0.00 

0.24 

0.03 

0.23 

0.04 

- 

0.0000 

0.0000 

- 

- 

0.041 

0.279 

0.028 

0.251 

0.042 

16.89 

Safe 

Modhri 

0817000102078000 

0.03 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.004 

662.13 

Over Exploited 



0.03 

0.25 

- 

0.25 

0.00 

0.25 

0.02 

0.13 

0.04 

- 

0.0000 

0.0000 

- 

- 

0.042 

0.291 

0.029 

0.262 

0.079 

30.34 

Safe 



0.03 

0.07 

- 

0.07 

- 

0.07 

0.01 

0.07 

0.01 

- 

- 

- 

- 

- 

0.012 

0.083 

0.008 

0.075 

0.042 

56.76 

Safe 

Moti Ki Beri 

0817000102078800 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Myajlar 

0816000102043100 

0.03 

0.08 

- 

0.08 

0.00 

0.08 

0.01 

0.04 

0.01 

- 

0.0000 

0.0000 

- 

- 

0.013 

0.092 

0.009 

0.083 

0.028 

33.57 

Safe 



0.03 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nohdiyala 

0817000102078300 

0.03 

0.00 

1,216.72 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.006 

169.74 

Over Exploited 



0.03 

0.00 

1,360.78 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.005 

188.61 

Over Exploited 



0.03 

0.09 

129.67 

0.11 

- 

0.11 

0.02 

0.11 

0.02 

- 

- 

- 

- 

- 

0.016 

0.128 

0.006 

0.121 

0.035 

28.92 

Safe 

Panchla 

0817000102077800 

0.03 

0.05 

- 

0.05 

- 

0.05 

0.01 

0.05 

0.01 

- 

- 

- 

- 

- 

0.009 

0.063 

0.006 

0.057 

0.047 

82.78 

Semi Critical 



0.03 

0.04 

- 

0.04 

0.00 

0.04 

0.01 

0.04 

0.01 

- 

0.0000 

0.0000 

- 

- 

0.007 

0.050 

0.005 

0.045 

0.042 

92.79 

Critical 



0.03 

0.17 

- 

0.17 

- 

0.17 

0.01 

0.09 

0.03 

- 

- 

- 

- 

- 

0.028 

0.200 

0.020 

0.180 

0.084 

46.51 

Safe 

Peeprli 

0817000102082200 

0.03 

0.16 

- 

0.16 

0.00 

0.16 

0.02 

0.15 

0.03 

- 

0.0000 

0.0000 

- 

- 

0.027 

0.186 

0.019 

0.167 

0.044 

26.32 

Safe 



0.03 

0.05 

- 

0.05 

0.00 

0.05 

0.01 

0.08 

0.01 

- 

0.0000 

0.0000 

- 

- 

0.008 

0.055 

0.005 

0.049 

0.024 

48.61 

Safe 

Punjraj Ka Par 

0817000102082300 

0.03 

0.03 

297.41 

0.04 

0.00 

0.04 

0.01 

0.08 

0.01 

- 

0.0000 

0.0000 

- 

- 

0.006 

0.047 

0.002 

0.045 

0.018 

39.63 

Safe 



0.03 

0.02 

393.40 

0.02 

0.00 

0.02 

0.01 

0.06 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.004 

0.028 

0.001 

0.027 

0.014 

51.24 

Safe 



0.03 

0.01 

595.14 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.002 

0.014 

0.001 

0.013 

0.010 

72.22 

Semi Critical 



0.03 

0.00 

1,520.56 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.004 

168.27 

Over Exploited 

Rohiri 

0817000102078900 

0.03 

0.10 

- 

0.10 

- 

0.10 

0.01 

0.08 

0.02 

- 

- 

- 

- 

- 

0.016 

0.121 

0.012 

0.109 

0.056 

51.84 

Safe 

Satto 

0816000302070700 

0.03 

0.03 

47.40 

0.04 

0.00 

0.04 

0.01 

0.04 

0.01 

- 

0.0000 

0.0000 

- 

- 

0.005 

0.042 

0.002 

0.040 

0.013 

32.70 

Safe 



0.03 

0.00 

1,036.17 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

249.61 

Over Exploited 

Shadad Ka Par Khurd 

0817000102077900 

0.03 

0.07 

- 

0.07 

0.00 

0.07 

0.02 

0.14 

0.01 

- 

0.0000 

0.0000 

- 

- 

0.011 

0.079 

0.008 

0.071 

0.024 

33.58 

Safe 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Shastri Gaon 

0817000102082700 

0.03 

0.00 

1,489.79 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.002 

122.92 

Over Exploited 

Sirguwala 

0817000102081800 

0.03 

0.02 

- 

0.02 

0.00 

0.02 

0.03 

0.24 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.003 

0.023 

0.002 

0.021 

0.004 

16.72 

Safe 

Sundra 

0817000102077700 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

748.41 

Over Exploited 

Ajbani 

0817000702226800 

0.05 

0.00 

1,306.48 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.005 

0.010 

196.30 

Over Exploited 



0.05 

0.10 

(19.59) 

0.08 

0.00 

0.08 

0.02 

0.12 

0.02 

- 

- 

- 

0.005 

0.005 

0.020 

0.104 

0.005 

0.099 

0.051 

51.59 

Safe 

Amee Ka Par 

0817000102084900 

0.03 

0.03 

- 

0.03 

- 

0.03 

0.03 

0.24 

0.00 

- 

- 

- 

- 

- 

0.005 

0.034 

0.003 

0.031 

0.017 

55.56 

Safe 

Balewa 

0817000102087800 

0.05 

0.38 

25.51 

0.46 

0.00 

0.46 

0.03 

0.21 

0.06 

- 

- 

- 

0.001 

0.001 

0.066 

0.523 

0.026 

0.497 

0.066 

13.36 

Safe 

Bandasar 

0817000102085300 

0.03 

0.05 

- 

0.05 

- 

0.05 

0.01 

0.08 

0.01 

- 

- 

- 

- 

- 

0.007 

0.053 

0.005 

0.048 

0.059 

122.68 

Over Exploited 

Bhadli 

0816000302076500 

0.03 

0.02 

1,266.10 

0.02 

- 

0.02 

0.02 

0.11 

0.00 

- 

- 

- 

- 

- 

0.004 

0.026 

0.001 

0.025 

0.003 

11.28 

Safe 



0.03 

0.02 

1,181.05 

0.03 

- 

0.03 

0.02 

0.11 

0.00 

- 

- 

- 

- 

- 

0.004 

0.030 

0.001 

0.028 

0.003 

10.57 

Safe 

Boothiya 

0817000702236100 

0.05 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Charno Ki Dhani 

0817000102087700 

0.05 

0.24 

53.51 

0.28 

0.00 

0.29 

0.02 

0.17 

0.04 

- 

- 

- 

0.003 

0.003 

0.042 

0.328 

0.016 

0.311 

0.057 

18.24 

Safe 



0.05 

0.00 

4,436.10 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

342.94 

Over Exploited 

Chheepasariya 

0816000302076600 

0.03 

0.07 

602.72 

0.09 

- 

0.09 

0.04 

0.23 

0.01 

- 

- 

- 

- 

- 

0.014 

0.102 

0.005 

0.096 

0.005 

5.18 

Safe 

Dedariyar 

0817000102088500 

0.05 

0.07 

54.22 

0.09 

- 

0.09 

0.02 

0.16 

0.01 

- 

- 

- 

- 

- 

0.013 

0.102 

0.005 

0.097 

0.019 

19.33 

Safe 

Deoron Ki Basti 

0817000102088000 

0.05 

0.00 

1,202.73 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.004 

104.04 

Over Exploited 

Detani 

0817000102085500 

0.05 

0.33 

(47.88) 

0.27 

0.02 

0.28 

0.03 

0.24 

0.05 

- 

- 

- 

0.027 

0.027 

0.078 

0.363 

0.018 

0.345 

0.034 

9.85 

Safe 

Dhamdali 

0817000102085900 

0.03 

0.13 

- 

0.13 

- 

0.13 

0.03 

0.24 

0.02 

- 

- 

- 

- 

- 

0.022 

0.156 

0.016 

0.141 

0.035 

24.87 

Safe 

Doodhora 

0817000102087000 

0.05 

0.61 

69.90 

0.73 

0.13 

0.86 

0.04 

0.23 

0.11 

- 

- 

- 

0.192 

0.192 

0.301 

1.156 

0.058 

1.099 

0.066 

5.98 

Safe 

Gadraroad @ BerSeeng Desar 

0817000102085100 

0.03 

0.10 

- 

0.10 

- 

0.10 

0.03 

0.20 

0.02 

- 

- 

- 

- 

- 

0.015 

0.113 

0.011 

0.102 

0.068 

66.84 

Safe 

Goraliya 

0817000102084100 

0.03 

0.01 

- 

0.01 

0.00 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

0.003 

0.003 

0.005 

0.018 

0.002 

0.017 

0.007 

42.15 

Safe 

Gordiya 

0817000102087400 

0.05 

0.21 

55.93 

0.25 

- 

0.25 

0.03 

0.24 

0.04 

- 

- 

- 

- 

- 

0.037 

0.290 

0.015 

0.276 

0.023 

8.16 

Safe 

Harsani 

0817000102086400 

0.05 

0.04 

261.68 

0.04 

0.02 

0.06 

0.01 

0.06 

0.01 

- 

- 

- 

0.027 

0.027 

0.033 

0.095 

0.005 

0.090 

0.016 

17.77 

Safe 



0.03 

0.02 

2,418.27 

0.03 

- 

0.03 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.004 

0.030 

0.002 

0.029 

0.016 

55.71 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Jansingh Ki Beri 

0817000102087100 

1.145 

Saline 

Non-command 

Non-command 

Jalore Granite 

1.145 

3.10 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.001 

0.20 

0.39 


Jhankali 

0817000102086800 

19.642 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.000 

2.49 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Jalore Granite 

11.207 

2.49 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.42 

0.21 

0.00 

0.012 

0.11 

0.22 


Jheloon 

0817000702226700 

22.473 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

9.858 

-0.14 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.026 

0.09 

0.16 


Judiya 

0817000102086600 

16.463 

Saline 

Non-command 

Non-command 

Jalore Granite 

10.890 

2.31 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.37 

0.19 

0.00 

0.012 

0.13 

0.26 


Kantal Ka Par 

0817000702227200 

7.325 

Saline 

Non-command 

Non-command 

Rhyolite 

3.445 

1.20 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.009 

0.10 

0.17 


Kareem Ka Par 

0817000102085700 

28.448 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

28.448 

-0.18 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.030 

0.21 

0.38 


Khalife Ki Baori @ Medusar 

0817000102081200 

28.850 

Saline 

IGNP Canal System Stage III 

Command 

Jurassic Sandstone 

1.889 

-0.34 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.02 






Non-command 

Non-command 

Jurassic Sandstone 

0.131 

-0.34 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khaniyani 

0817000102085800 

10.237 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

10.237 

-0.20 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.011 

0.21 

0.38 


Kharchi 

0817000102087500 

19.093 

Saline 

Non-command 

Non-command 

Jalore Granite 

17.908 

1.18 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.33 

0.18 

0.00 

0.019 

0.19 

0.36 







Non-command 

Rhyolite 

1.185 

1.18 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.01 

0.02 


Khudani 

0817000102086000 

53.445 

Saline 

Non-command 

Non-command 

Jalore Granite 

2.866 

0.08 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.01 

0.02 







Non-command 

Jurassic Sandstone 

31.031 

0.08 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.18 

0.10 

0.07 

0.033 

0.12 

0.22 







Non-command 

Rhyolite 

19.549 

0.08 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.021 

0.08 

0.14 


Kumbharon Ki Dhani 

0817000102086200 

20.006 

Saline 

Non-command 

Non-command 

Jalore Granite 

16.386 

0.76 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.10 

0.00 

0.018 

0.17 

0.31 







Non-command 

Jurassic Sandstone 

3.620 

0.76 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.09 

0.00 

0.004 

0.04 

0.07 


Lakha 

0816000302076700 

72.870 

Fresh 

Non-command 

Non-command 

Jalore Granite 

3.185 

2.09 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.06 

0.00 

0.001 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Jalore Granite 

6.107 

2.09 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.12 

0.00 

0.002 

0.02 

0.03 


Lalasar 

0817000102084500 

16.115 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

14.663 

-0.24 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.016 

0.19 

0.34 


Lambara 

0817000102084200 

24.645 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

1.491 

-0.05 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

15.946 

-0.05 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.017 

0.13 

0.25 


Laxmipura 

0817000102089100 

9.444 

Saline 

Non-command 

Non-command 

Jalore Granite 

6.127 

2.77 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.13 

0.00 

0.007 

0.13 

0.25 


Magra 

0817000102086100 

45.674 

Saline 

Non-command 

Non-command 

Jalore Granite 

2.506 

-0.08 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.01 

0.02 







Non-command 

Jurassic Sandstone 

40.356 

-0.08 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.043 

0.18 

0.34 







Non-command 

Rhyolite 

0.674 

-0.08 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 


Mandaliya 

0817000102088900 

34.626 

Saline 

Non-command 

Non-command 

Jalore Granite 

6.267 

3.21 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.15 

0.00 

0.007 

0.03 

0.07 


Mathar Ka Par 

0817000102080800 

8.346 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

8.346 

-0.15 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.009 

0.21 

0.38 


Mehron Ki Dhani 

0816000302076400 

35.236 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.004 

2.00 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Moseri 

0817000102087600 

17.811 

Saline 

Non-command 

Non-command 

Jalore Granite 

6.765 

1.18 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.00 

0.007 

0.08 

0.14 







Non-command 

Rhyolite 

10.889 

1.18 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.11 

0.00 

0.012 

0.13 

0.23 


Mungeriya 

0817000102089300 

41.709 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.000 

3.59 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Jalore Granite 

29.880 

3.59 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

1.62 

0.78 

0.00 

0.032 

0.14 

0.28 


Naisiyae 

0817000702227000 

7.596 

Saline 

Non-command 

Non-command 

Rhyolite 

1.123 

0.88 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.003 

0.03 

0.05 


Onara 

0817000102085400 

4.528 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

4.528 

-0.10 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.21 

0.38 


Paboosari 

0817000102081400 

13.779 

Saline 

IGNP Canal System Stage III 

Command 

Jurassic Sandstone 

0.079 

-0.30 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Jurassic Sandstone 

13.548 

-0.30 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.014 

0.21 

0.37 


Paboosariya 

0817000702227600 

46.724 

Saline 

Non-command 

Non-command 

Rhyolite 

3.991 

1.35 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.010 

0.02 

0.03 


Phogera 

0817000102088700 

28.227 

Saline 

Non-command 

Non-command 

Jalore Granite 

21.414 

2.37 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.77 

0.39 

0.01 

0.023 

0.15 

0.29 


Phogera Aagor 

0817000102088600 

10.433 

Saline 

Non-command 

Non-command 

Jalore Granite 

0.103 

2.14 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Poshma 

0817000102086900 

26.313 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.000 

3.20 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Jalore Granite 

26.313 

3.20 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

1.27 

0.63 

0.00 

0.028 

0.19 

0.39 


Ranasar 

0817000102085600 

43.743 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

15.164 

0.43 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.40 

0.22 

0.00 

0.016 

0.07 

0.13 







Non-command 

Rhyolite 

28.516 

0.43 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.11 

0.00 

0.030 

0.14 

0.25 


Rawatsar 

0817000102084400 

19.203 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

1.738 

-0.22 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.02 

0.03 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

12.780 

-0.22 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.014 

0.14 

0.25 


Salam Singh Ki Basti 

0817000102084300 

39.565 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

0.094 

0.17 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

1.725 

0.17 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.002 

0.01 

0.02 


Shahdad Ka Par 

0817000102080700 

62.480 

Saline 

IGNP Canal System Stage III 

Command 

Jurassic Sandstone 

2.758 

-0.31 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.01 

0.02 






Non-command 

Non-command 

Jurassic Sandstone 

3.524 

-0.31 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.01 

0.02 


Siyai 

0817000702227300 

6.657 

Saline 

Non-command 

Non-command 

Rhyolite 

2.443 

1.05 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.006 

0.08 

0.14 


Solankiyon Ki Bastti 

0817000102086500 

28.822 

Saline 

Non-command 

Non-command 

Jalore Granite 

11.750 

2.01 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.18 

0.00 

0.013 

0.08 

0.16 







Non-command 

Jurassic Sandstone 

0.197 

2.01 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.00 

0.00 


Tanumanji 

0817000102087200 

2.777 

Saline 

Non-command 

Non-command 

Jalore Granite 

2.777 

2.81 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.06 

0.00 

0.003 

0.20 

0.39 


Tanuraoji 

0817000102087300 

11.472 

Saline 

Non-command 

Non-command 

Jalore Granite 

11.472 

2.33 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.20 

0.00 

0.012 

0.20 

0.39 


Tibniyar 

0817000102088800 

13.764 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.000 

3.71 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Jalore Granite 

13.764 

3.71 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.77 

0.38 

0.01 

0.015 

0.19 

0.39 


Tirmohi 

0817000102085200 

15.525 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

10.985 

0.08 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.04 

0.012 

0.15 

0.27 







Non-command 

Rhyolite 

4.540 

0.08 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

0.00 

0.00 

0.005 

0.06 

0.11 


Turbi 

0817000102086300 

20.480 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

5.922 

0.04 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.006 

0.06 

0.11 


Uttarba 

0817000102084600 

10.444 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

10.444 

-0.22 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.011 

0.21 

0.38 


Virmiyar 

0817000702227100 

14.970 

Saline 

Non-command 

Non-command 

Rhyolite 

14.968 

1.02 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.24 

0.14 

0.01 

0.039 

0.21 

0.37 

16006069 

Akali 

0817000102079900 

28.254 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

28.254 

-0.11 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.030 

0.22 

0.38 


Badrani 

0817000102080600 

8.405 

Saline 

IGNP Canal System Stage III 

Command 

Jurassic Sandstone 

0.790 

-0.33 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.04 







Command 

Tertiary Sandstone 

7.615 

-0.33 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.008 

0.19 

0.34 


Bandasar 

0817000102085300 

64.497 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

1.415 

-0.21 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.00 

0.01 





Saline 

IGNP Canal System Stage III 

Command 

Jurassic Sandstone 

1.811 

-0.21 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.01 






Non-command 

Non-command 

Jurassic Sandstone 

39.775 

-0.21 

0.060 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.043 

0.13 

0.23 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Jansingh Ki Beri 

0817000102087100 

0.05 

0.01 

137.47 

0.01 

- 

0.01 

0.04 

0.23 

0.00 

- 

- 

- 

- 

- 

0.002 

0.016 

0.001 

0.015 

0.001 

8.32 

Safe 

Jhankali 

0817000102086800 

0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.06 

233.34 

0.07 

- 

0.07 

0.02 

0.13 

0.01 

- 

- 

- 

- 

- 

0.012 

0.086 

0.004 

0.082 

0.016 

19.57 

Safe 

Jheloon 

0817000702226700 

0.05 

0.05 

- 

0.05 

0.00 

0.05 

0.01 

0.11 

0.01 

- 

- 

- 

0.001 

0.001 

0.008 

0.054 

0.005 

0.049 

0.026 

52.44 

Safe 

Judiya 

0817000102086600 

0.05 

0.07 

166.00 

0.08 

0.00 

0.09 

0.02 

0.15 

0.01 

- 

- 

- 

0.006 

0.006 

0.019 

0.107 

0.005 

0.102 

0.012 

11.47 

Safe 

Kantal Ka Par 

0817000702227200 

0.05 

0.02 

47,279.31 

0.02 

- 

0.02 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.003 

0.023 

0.001 

0.022 

0.013 

58.49 

Safe 

Kareem Ka Par 

0817000102085700 

0.03 

0.18 

- 

0.18 

0.00 

0.18 

0.03 

0.25 

0.03 

- 

- 

- 

0.001 

0.002 

0.030 

0.212 

0.021 

0.191 

0.090 

47.39 

Safe 

Khalife Ki Baori @ Medusar 

0817000102081200 

0.03 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

246.90 

Over Exploited 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khaniyani 

0817000102085800 

0.03 

0.06 

- 

0.06 

- 

0.06 

0.03 

0.24 

0.01 

- 

- 

- 

- 

- 

0.010 

0.075 

0.008 

0.068 

0.066 

97.61 

Critical 

Kharchi 

0817000102087500 

0.05 

0.17 

2.56 

0.18 

- 

0.18 

0.03 

0.22 

0.03 

- 

- 

- 

- 

- 

0.029 

0.204 

0.010 

0.194 

0.019 

9.86 

Safe 



0.05 

0.00 

1,404.67 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

129.97 

Over Exploited 

Khudani 

0817000102086000 

0.05 

0.00 

19.05 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.007 

344.72 

Over Exploited 



0.03 

0.11 

(12.64) 

0.10 

0.00 

0.10 

0.02 

0.14 

0.02 

- 

- 

- 

0.004 

0.004 

0.022 

0.122 

0.006 

0.116 

0.105 

90.61 

Critical 



0.05 

0.07 

(74.96) 

0.06 

- 

0.06 

0.01 

0.09 

0.01 

- 

- 

- 

- 

- 

0.012 

0.071 

0.004 

0.068 

0.031 

45.57 

Safe 

Kumbharon Ki Dhani 

0817000102086200 

0.05 

0.14 

(24.20) 

0.11 

0.00 

0.11 

0.03 

0.19 

0.02 

- 

- 

- 

0.002 

0.002 

0.025 

0.136 

0.007 

0.129 

0.018 

13.55 

Safe 



0.03 

0.00 

2,090.15 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.004 

74.58 

Semi Critical 

Lakha 

0816000302076700 

0.03 

0.00 

9,521.87 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

120.09 

Over Exploited 



0.03 

0.00 

4,920.38 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.002 

62.63 

Safe 

Lalasar 

0817000102084500 

0.03 

0.08 

- 

0.08 

0.00 

0.09 

0.03 

0.22 

0.01 

- 

- 

- 

0.001 

0.001 

0.014 

0.100 

0.010 

0.090 

0.052 

57.46 

Safe 

Lambara 

0817000102084200 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

272.30 

Over Exploited 



0.03 

0.06 

- 

0.06 

- 

0.06 

0.02 

0.16 

0.01 

- 

- 

- 

- 

- 

0.010 

0.074 

0.007 

0.067 

0.017 

25.46 

Safe 

Laxmipura 

0817000102089100 

0.05 

0.04 

226.91 

0.05 

- 

0.05 

0.02 

0.15 

0.01 

- 

- 

- 

- 

- 

0.007 

0.054 

0.003 

0.051 

0.011 

20.71 

Safe 

Magra 

0817000102086100 

0.05 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.003 

180.49 

Over Exploited 



0.03 

0.22 

- 

0.22 

0.00 

0.22 

0.03 

0.21 

0.04 

- 

- 

- 

0.006 

0.006 

0.042 

0.266 

0.027 

0.239 

0.043 

18.03 

Safe 



0.05 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Mandaliya 

0817000102088900 

0.05 

0.01 

1,246.28 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.002 

0.015 

0.001 

0.014 

0.011 

74.25 

Semi Critical 

Mathar Ka Par 

0817000102080800 

0.03 

0.05 

- 

0.05 

- 

0.05 

0.03 

0.24 

0.01 

- 

- 

- 

- 

- 

0.008 

0.061 

0.006 

0.055 

0.009 

16.27 

Safe 

Mehron Ki Dhani 

0816000302076400 

0.03 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Moseri 

0817000102087600 

0.05 

0.03 

146.40 

0.03 

- 

0.03 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.004 

0.036 

0.002 

0.034 

0.007 

21.04 

Safe 



0.05 

0.07 

53.03 

0.08 

- 

0.08 

0.02 

0.15 

0.01 

- 

- 

- 

- 

- 

0.011 

0.094 

0.005 

0.089 

0.012 

13.07 

Safe 

Mungeriya 

0817000102089300 

0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.20 

452,607.10 

0.25 

- 

0.25 

0.03 

0.16 

0.04 

- 

- 

- 

- 

- 

0.040 

0.285 

0.014 

0.270 

0.032 

11.81 

Safe 

Naisiyae 

0817000702227000 

0.05 

0.00 

382.02 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.003 

126.92 

Over Exploited 

Onara 

0817000102085400 

0.03 

0.03 

- 

0.03 

0.00 

0.03 

0.03 

0.24 

0.00 

- 

- 

- 

0.002 

0.002 

0.006 

0.036 

0.004 

0.033 

0.005 

14.84 

Safe 

Paboosari 

0817000102081400 

0.03 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.08 

- 

0.08 

- 

0.08 

0.03 

0.24 

0.01 

- 

- 

- 

- 

- 

0.013 

0.098 

0.010 

0.088 

0.026 

30.14 

Safe 

Paboosariya 

0817000702227600 

0.05 

0.00 

1,180.87 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.010 

222.76 

Over Exploited 

Phogera 

0817000102088700 

0.05 

0.16 

143.94 

0.19 

0.00 

0.19 

0.03 

0.18 

0.03 

- 

- 

- 

0.001 

0.001 

0.030 

0.223 

0.011 

0.212 

0.030 

14.09 

Safe 

Phogera Aagor 

0817000102088600 

0.05 

0.00 

16,724.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Poshma 

0817000102086900 

0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.26 

145.77 

0.31 

- 

0.31 

0.04 

0.23 

0.05 

- 

- 

- 

- 

- 

0.048 

0.354 

0.018 

0.336 

0.032 

9.55 

Safe 

Ranasar 

0817000102085600 

0.03 

0.03 

575.06 

0.04 

- 

0.04 

0.01 

0.08 

0.01 

- 

- 

- 

- 

- 

0.005 

0.045 

0.002 

0.043 

0.016 

38.01 

Safe 



0.05 

0.19 

(44.65) 

0.16 

- 

0.16 

0.02 

0.16 

0.03 

- 

- 

- 

- 

- 

0.031 

0.187 

0.009 

0.177 

0.030 

17.20 

Safe 

Rawatsar 

0817000102084400 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.016 

1,540.82 

Over Exploited 



0.03 

0.05 

- 

0.05 

- 

0.05 

0.02 

0.16 

0.01 

- 

- 

- 

- 

- 

0.009 

0.062 

0.006 

0.056 

0.066 

118.02 

Over Exploited 

Salam Singh Ki Basti 

0817000102084300 

0.03 

0.00 

36,655.76 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

1,944.43 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

308.65 

Over Exploited 

Shahdad Ka Par 

0817000102080700 

0.03 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.003 

362.11 

Over Exploited 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.004 

283.45 

Over Exploited 

Siyai 

0817000702227300 

0.05 

0.01 

134.05 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.001 

0.013 

0.001 

0.012 

0.006 

51.16 

Safe 

Solankiyon Ki Bastti 

0817000102086500 

0.05 

0.05 

281.97 

0.06 

- 

0.06 

0.01 

0.09 

0.01 

- 

- 

- 

- 

- 

0.009 

0.065 

0.003 

0.062 

0.013 

20.26 

Safe 



0.03 

0.00 

151,675.37 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Tanumanji 

0817000102087200 

0.05 

0.03 

115.86 

0.03 

- 

0.03 

0.04 

0.23 

0.00 

- 

- 

- 

- 

- 

0.005 

0.038 

0.002 

0.036 

0.003 

8.29 

Safe 

Tanuraoji 

0817000102087300 

0.05 

0.11 

78.53 

0.13 

0.00 

0.14 

0.04 

0.23 

0.02 

- 

- 

- 

0.001 

0.001 

0.022 

0.157 

0.008 

0.149 

0.012 

8.21 

Safe 

Tibniyar 

0817000102088800 

0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.13 

186.18 

0.16 

0.00 

0.16 

0.04 

0.23 

0.02 

- 

- 

- 

0.005 

0.005 

0.030 

0.194 

0.010 

0.184 

0.022 

11.79 

Safe 

Tirmohi 

0817000102085200 

0.03 

0.05 

(31.11) 

0.04 

0.00 

0.04 

0.02 

0.17 

0.01 

- 

- 

- 

0.003 

0.003 

0.011 

0.053 

0.003 

0.050 

0.048 

95.12 

Critical 



0.05 

0.01 

(126.88) 

0.01 

0.01 

0.02 

0.01 

0.07 

0.00 

- 

- 

- 

0.018 

0.018 

0.020 

0.044 

0.002 

0.042 

0.007 

16.46 

Safe 

Turbi 

0817000102086300 

0.03 

0.01 

(21.55) 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.002 

0.010 

0.001 

0.010 

0.006 

65.84 

Safe 

Uttarba 

0817000102084600 

0.03 

0.07 

- 

0.07 

- 

0.07 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.010 

0.077 

0.008 

0.069 

0.011 

16.12 

Safe 

Virmiyar 

0817000702227100 

0.05 

0.16 

(14.09) 

0.14 

0.01 

0.15 

0.03 

0.25 

0.02 

- 

- 

- 

0.015 

0.015 

0.039 

0.186 

0.009 

0.176 

0.049 

27.77 

Safe 

Akali 

0817000102079900 

0.03 

0.19 

- 

0.19 

- 

0.19 

0.03 

0.25 

0.03 

- 

- 

- 

- 

- 

0.028 

0.214 

0.021 

0.193 

0.030 

15.66 

Safe 

Badrani 

0817000102080600 

0.03 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.001 

- 

Safe 



0.03 

0.04 

- 

0.04 

0.00 

0.04 

0.03 

0.22 

0.01 

- 

0.0000 

0.0000 

- 

- 

0.007 

0.051 

0.005 

0.046 

0.008 

17.71 

Safe 

Bandasar 

0817000102085300 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

726.21 

Over Exploited 



0.03 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

567.42 

Over Exploited 



0.03 

0.16 

- 

0.16 

- 

0.16 

0.02 

0.15 

0.02 

- 

- 

- 

- 

- 

0.024 

0.183 

0.018 

0.165 

0.115 

69.58 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Baniyali 

081700010208100C 

21.952 

Saline 

IGNP Canal System Stage III 

Command 

Tertiary Sandstone 

18.822 

-0.32 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.020 

0.18 

0.32 


Bapunagar 

0817000102079600 

11.652 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

11.652 

-0.19 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.012 

0.22 

0.38 


Barsa 

0817000102080200 

25.113 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

25.113 

-0.22 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.027 

0.22 

0.38 


Beejawal 

0817000102079300 

88.118 

Fresh 

IGNP Canal System Stage III 

Command 

Tertiary Sandstone 

4.950 

-0.27 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.01 

0.02 






Non-command 

Non-command 

Tertiary Sandstone 

0.114 

-0.27 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage III 

Command 

Tertiary Sandstone 

2.612 

-0.27 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.01 

0.01 


Bhooni 

0817000102080900 

30.723 

Saline 

IGNP Canal System Stage III 

Command 

Tertiary Sandstone 

18.556 

-0.32 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.020 

0.13 

0.23 






Non-command 

Non-command 

Tertiary Sandstone 

12.167 

-0.32 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.013 

0.08 

0.15 


Boothiya 

0817000702236100 

33.925 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

0.050 

-0.03 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

6.712 

-0.03 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.017 

0.04 

0.07 


Chhoti Khareen 

0817000102080300 

33.906 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

33.906 

-0.04 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.036 

0.22 

0.38 


Gadraroad @ BerSeeng Desar 

0817000102085100 

23.310 

Saline 

IGNP Canal System Stage III 

Command 

Jurassic Sandstone 

2.311 

-0.23 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.02 

0.04 






Non-command 

Non-command 

Jurassic Sandstone 

2.111 

-0.23 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.02 

0.03 


Goraliya 

0817000102084100 

22.319 

Saline 

IGNP Canal System Stage III 

Command 

Jurassic Sandstone 

0.487 

-0.33 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 







Command 

Tertiary Sandstone 

4.428 

-0.33 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.04 

0.07 






Non-command 

Non-command 

Jurassic Sandstone 

1.792 

-0.33 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.02 

0.03 


Hafiya 

0817000102078700 

23.667 

Saline 

IGNP Canal System Stage III 

Command 

Tertiary Sandstone 

6.757 

-0.29 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.007 

0.06 

0.11 






Non-command 

Non-command 

Tertiary Sandstone 

4.385 

-0.29 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.04 

0.07 


Hameerani 

0817000102080000 

28.208 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

28.208 

-0.16 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.030 

0.22 

0.38 


Jaisindhar Gaon 

0817000102080400 

29.123 

Fresh 

IGNP Canal System Stage III 

Command 

Tertiary Sandstone 

0.077 

-0.24 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Tertiary Sandstone 

6.042 

-0.24 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.05 

0.08 





Saline 

IGNP Canal System Stage III 

Command 

Tertiary Sandstone 

15.208 

-0.24 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.016 

0.11 

0.20 






Non-command 

Non-command 

Tertiary Sandstone 

7.795 

-0.24 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.008 

0.06 

0.10 


Jaisindhar Station 

0817000102079500 

73.541 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

38.025 

-0.26 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.041 

0.11 

0.20 





Saline 

IGNP Canal System Stage III 

Command 

Tertiary Sandstone 

5.337 

-0.26 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.02 

0.03 






Non-command 

Non-command 

Tertiary Sandstone 

30.179 

-0.26 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.032 

0.09 

0.16 


Jheloon 

0817000702226700 

22.473 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

5.225 

-0.14 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.014 

0.05 

0.09 


Jummafakir Ki Basti 

0817000702236200 

15.898 

Fresh 

Non-command 

Non-command 

Jurassic Sandstone 

0.372 

-0.05 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Jurassic Sandstone 

0.379 

-0.05 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Khalife Ki Baori @ Medusar 

0817000102081200 

28.850 

Saline 

IGNP Canal System Stage III 

Command 

Jurassic Sandstone 

6.093 

-0.34 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.007 

0.04 

0.08 







Command 

Tertiary Sandstone 

20.618 

-0.34 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.022 

0.15 

0.27 






Non-command 

Non-command 

Jurassic Sandstone 

0.119 

-0.34 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khareen 

0817000102081500 

42.189 

Saline 

IGNP Canal System Stage III 

Command 

Tertiary Sandstone 

0.321 

-0.27 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Lalasar 

0817000102084500 

16.115 

Saline 

IGNP Canal System Stage III 

Command 

Jurassic Sandstone 

0.336 

-0.24 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 






Non-command 

Non-command 

Jurassic Sandstone 

1.117 

-0.24 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.03 


Makhan Ka Par 

0817000102084800 

9.740 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

0.004 

-0.22 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage III 

Command 

Jurassic Sandstone 

1.698 

-0.22 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.04 

0.07 







Command 

Tertiary Sandstone 

0.909 

-0.22 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.04 






Non-command 

Non-command 

Jurassic Sandstone 

0.461 

-0.22 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 







Non-command 

Tertiary Sandstone 

6.668 

-0.22 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.007 

0.15 

0.26 


Malana 

0817000102080100 

27.810 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

27.810 

-0.19 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.030 

0.22 

0.38 


Munaaba 

0817000102079400 

22.050 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

22.050 

-0.14 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.024 

0.22 

0.38 


Nopat 

0817000102079700 

20.300 

Fresh 

IGNP Canal System Stage III 

Command 

Tertiary Sandstone 

1.092 

-0.11 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 






Non-command 

Non-command 

Tertiary Sandstone 

8.833 

-0.11 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.009 

0.09 

0.16 


Paboosari 

0817000102081400 

13.779 

Saline 

Non-command 

Non-command 

Jurassic Sandstone 

0.152 

-0.30 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Pannela 

0817000102084700 

37.998 

Saline 

IGNP Canal System Stage III 

Command 

Jurassic Sandstone 

25.870 

-0.27 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.028 

0.15 

0.26 







Command 

Tertiary Sandstone 

12.128 

-0.27 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.013 

0.07 

0.12 


Peethakar 

0817000102079800 

28.379 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

28.257 

-0.05 

0.060 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.030 

0.22 

0.38 


Ransingh Ki Dhani 

0817000102080500 

14.911 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

14.911 

-0.19 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.016 

0.22 

0.38 


Rohidaala 

0817000102079100 

38.474 

Fresh 

IGNP Canal System Stage III 

Command 

Tertiary Sandstone 

1.919 

-0.22 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.02 






Non-command 

Non-command 

Tertiary Sandstone 

32.505 

-0.22 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.035 

0.18 

0.32 





Saline 

IGNP Canal System Stage III 

Command 

Tertiary Sandstone 

0.158 

-0.22 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Non-command 

Non-command 

Tertiary Sandstone 

3.665 

-0.22 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.02 

0.04 


Rohiri 

0817000102078900 

171.353 

Fresh 

Non-command 

Non-command 

Tertiary Sandstone 

13.871 

-0.03 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.015 

0.02 

0.03 


Samand Kapar 

0817000102078600 

20.515 

Saline 

IGNP Canal System Stage III 

Command 

Tertiary Sandstone 

0.498 

-0.30 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Sargila 

0817000102084000 

10.640 

Saline 

IGNP Canal System Stage III 

Command 

Tertiary Sandstone 

0.010 

-0.31 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Shahdad Ka Par 

0817000102080700 

62.480 

Saline 

IGNP Canal System Stage III 

Command 

Jurassic Sandstone 

17.699 

-0.31 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.019 

0.06 

0.11 







Command 

Tertiary Sandstone 

37.437 

-0.31 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.040 

0.13 

0.23 






Non-command 

Non-command 

Jurassic Sandstone 

1.063 

-0.31 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 


Shameer Ka Par 

0817000102081300 

2.731 

Saline 

IGNP Canal System Stage III 

Command 

Tertiary Sandstone 

1.732 

-0.33 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.13 

0.24 


Tamlor 

0817000102085000 

34.028 

Fresh 

IGNP Canal System Stage III 

Command 

Jurassic Sandstone 

0.915 

-0.21 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 






Non-command 

Non-command 

Jurassic Sandstone 

2.560 

-0.21 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.02 

0.03 







Non-command 

Tertiary Sandstone 

0.026 

-0.21 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

IGNP Canal System Stage III 

Command 

Jurassic Sandstone 

25.216 

-0.21 

0.060 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.027 

0.16 

0.28 






Non-command 

Non-command 

Jurassic Sandstone 

5.163 

-0.21 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.03 

0.06 







Non-command 

Tertiary Sandstone 

0.148 

-0.21 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 

16006070 

Adarsh Basti 

0817000102092200 

10.394 

Saline 

Non-command 

Non-command 

Jalore Granite 

0.028 

1.74 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ajabpura 

0817000702229900 

11.108 

Fresh 

Non-command 

Non-command 

Rhyolite 

11.108 

3.87 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.65 

0.44 

0.00 

0.029 

0.23 

0.34 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Baniyali 

0817000102081000 

0.03 

0.10 

- 

0.10 

0.00 

0.10 

0.03 

0.21 

0.02 

- 

0.0000 

0.0000 

- 

- 

0.016 

0.119 

0.012 

0.107 

0.049 

46.05 

Safe 

Bapunagar 

0817000102079600 

0.03 

0.08 

- 

0.08 

- 

0.08 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.012 

0.088 

0.009 

0.079 

0.028 

35.95 

Safe 

Barsa 

0817000102080200 

0.03 

0.17 

- 

0.17 

- 

0.17 

0.03 

0.25 

0.03 

- 

- 

- 

- 

- 

0.025 

0.191 

0.019 

0.172 

0.058 

33.67 

Safe 

Beejawal 

0817000102079300 

0.03 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.005 

289.59 

Over Exploited 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.003 

548.68 

Over Exploited 

Bhooni 

0817000102080900 

0.03 

0.07 

- 

0.07 

0.00 

0.07 

0.02 

0.15 

0.01 

- 

0.0000 

0.0000 

- 

- 

0.011 

0.083 

0.008 

0.075 

0.020 

26.59 

Safe 



0.03 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.005 

0.036 

0.004 

0.032 

0.013 

40.56 

Safe 

Boothiya 

0817000702236100 

0.05 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.002 

0.017 

0.002 

0.015 

0.017 

117.08 

Over Exploited 

Chhoti Khareen 

0817000102080300 

0.03 

0.22 

- 

0.22 

- 

0.22 

0.03 

0.25 

0.03 

- 

- 

- 

- 

- 

0.034 

0.257 

0.026 

0.231 

0.052 

22.63 

Safe 

Gadraroad @ BerSeeng Desar 

0817000102085100 

0.03 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.002 

161.76 

Over Exploited 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

177.12 

Over Exploited 

Goraliya 

0817000102084100 

0.03 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.03 

0.01 

- 

0.01 

0.00 

0.01 

0.01 

0.05 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.001 

0.006 

0.001 

0.006 

0.005 

82.05 

Semi Critical 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

202.77 

Over Exploited 

Hafiya 

0817000102078700 

0.03 

0.01 

- 

0.01 

0.00 

0.01 

0.01 

0.07 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.002 

0.014 

0.001 

0.013 

0.007 

56.40 

Safe 



0.03 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.005 

0.005 

86.91 

Semi Critical 

Hameerani 

0817000102080000 

0.03 

0.19 

- 

0.19 

- 

0.19 

0.03 

0.25 

0.03 

- 

- 

- 

- 

- 

0.028 

0.214 

0.021 

0.193 

0.046 

23.92 

Safe 

Jaisindhar Gaon 

0817000102080400 

0.03 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.001 

0.009 

0.006 

75.61 

Semi Critical 



0.03 

0.05 

- 

0.05 

0.00 

0.05 

0.02 

0.13 

0.01 

- 

0.0000 

0.0000 

- 

- 

0.008 

0.060 

0.006 

0.054 

0.016 

30.04 

Safe 



0.03 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.002 

0.016 

0.002 

0.014 

0.008 

58.60 

Safe 

Jaisindhar Station 

0817000102079500 

0.03 

0.13 

- 

0.13 

- 

0.13 

0.02 

0.13 

0.02 

- 

- 

- 

- 

- 

0.020 

0.147 

0.015 

0.133 

0.072 

54.07 

Safe 



0.03 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.006 

218.60 

Over Exploited 



0.03 

0.08 

- 

0.08 

- 

0.08 

0.01 

0.10 

0.01 

- 

- 

- 

- 

- 

0.012 

0.093 

0.009 

0.083 

0.046 

55.43 

Safe 

Jheloon 

0817000702226700 

0.05 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.002 

0.015 

0.002 

0.014 

0.014 

100.51 

Over Exploited 

Jummafakir Ki Basti 

0817000702236200 

0.05 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.05 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Khalife Ki Baori @ Medusar 

0817000102081200 

0.03 

0.01 

- 

0.01 

0.00 

0.01 

0.01 

0.05 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.001 

0.009 

0.001 

0.009 

0.007 

76.52 

Semi Critical 



0.03 

0.09 

- 

0.09 

0.00 

0.09 

0.02 

0.18 

0.01 

- 

0.0000 

0.0000 

- 

- 

0.015 

0.108 

0.011 

0.097 

0.036 

36.98 

Safe 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khareen 

0817000102081500 

0.03 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Lalasar 

0817000102084500 

0.03 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

233.19 

Over Exploited 

Makhan Ka Par 

0817000102084800 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

- 

0.00 

0.00 

0.00 

0.01 

0.04 

0.00 

- 

0.0000 

0.0000 

0.002 

0.002 

0.002 

0.005 

0.000 

0.004 

0.002 

40.97 

Safe 



0.03 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

- 

Safe 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.17 

0.00 

- 

- 

- 

- 

- 

0.005 

0.035 

0.003 

0.031 

0.021 

67.72 

Safe 

Malana 

0817000102080100 

0.03 

0.18 

- 

0.18 

- 

0.18 

0.03 

0.25 

0.03 

- 

- 

- 

- 

- 

0.028 

0.212 

0.021 

0.191 

0.046 

24.00 

Safe 

Munaaba 

0817000102079400 

0.03 

0.14 

- 

0.14 

- 

0.14 

0.03 

0.25 

0.02 

- 

- 

- 

- 

- 

0.022 

0.166 

0.017 

0.149 

0.040 

26.48 

Safe 

Nopat 

0817000102079700 

0.03 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

296.86 

Over Exploited 



0.03 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.004 

0.029 

0.003 

0.026 

0.009 

36.72 

Safe 

Paboosari 

0817000102081400 

0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pannela 

0817000102084700 

0.03 

0.11 

- 

0.11 

0.00 

0.11 

0.02 

0.17 

0.02 

- 

0.0000 

0.0000 

- 

- 

0.017 

0.132 

0.013 

0.118 

0.040 

33.47 

Safe 



0.03 

0.03 

- 

0.03 

0.00 

0.03 

0.01 

0.08 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.004 

0.029 

0.003 

0.026 

0.027 

103.56 

Over Exploited 

Peethakar 

0817000102079800 

0.03 

0.18 

- 

0.18 

- 

0.18 

0.03 

0.25 

0.03 

- 

- 

- 

- 

- 

0.028 

0.211 

0.021 

0.190 

0.061 

32.24 

Safe 

Ransingh Ki Dhani 

0817000102080500 

0.03 

0.10 

- 

0.10 

- 

0.10 

0.03 

0.25 

0.02 

- 

- 

- 

- 

- 

0.015 

0.112 

0.011 

0.101 

0.047 

46.67 

Safe 

Rohidaala 

0817000102079100 

0.03 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

320.22 

Over Exploited 



0.03 

0.18 

- 

0.18 

- 

0.18 

0.03 

0.21 

0.03 

- 

- 

- 

- 

- 

0.028 

0.204 

0.020 

0.184 

0.035 

18.91 

Safe 



0.03 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.004 

167.67 

Over Exploited 

Rohiri 

0817000102078900 

0.03 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.001 

0.008 

0.015 

196.81 

Over Exploited 

Samand Kapar 

0817000102078600 

0.03 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Sargila 

0817000102084000 

0.03 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Shahdad Ka Par 

0817000102080700 

0.03 

0.03 

- 

0.03 

0.00 

0.03 

0.01 

0.07 

0.01 

- 

0.0000 

0.0000 

- 

- 

0.005 

0.037 

0.004 

0.034 

0.019 

56.43 

Safe 



0.03 

0.14 

- 

0.14 

0.00 

0.14 

0.02 

0.15 

0.02 

- 

0.0000 

0.0000 

- 

- 

0.022 

0.167 

0.017 

0.150 

0.040 

26.68 

Safe 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

939.84 

Over Exploited 

Shameer Ka Par 

0817000102081300 

0.03 

0.01 

- 

0.01 

0.00 

0.01 

0.02 

0.15 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.001 

0.008 

0.001 

0.007 

0.002 

25.64 

Safe 

Tamlor 

0817000102085000 

0.03 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.003 

209.42 

Over Exploited 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.12 

- 

0.12 

0.00 

0.12 

0.02 

0.19 

0.02 

- 

0.0000 

0.0000 

- 

- 

0.018 

0.141 

0.014 

0.127 

0.027 

21.26 

Safe 



0.03 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.005 

0.006 

103.82 

Over Exploited 



0.03 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Adarsh Basti 

0817000102092200 

0.05 

0.00 

41,027.32 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ajabpura 

0817000702229900 

0.05 

0.13 

243.52 

0.15 

- 

0.15 

0.03 

0.26 

0.02 

- 

- 

- 

- 

- 

0.015 

0.167 

0.008 

0.159 

0.029 

18.25 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Andaniyon Ka Tala 

0817000602206300 

13.069 

Saline 

Non-command 

Non-command 

Rhyolite 

11.501 

0.89 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.09 

0.01 

0.030 

0.18 

0.33 


Anta 

0817000702228400 

18.900 

Fresh 

Non-command 

Non-command 

Rhyolite 

3.371 

1.61 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.009 

0.04 

0.06 





Saline 

Non-command 

Non-command 

Rhyolite 

15.528 

1.61 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.39 

0.25 

0.00 

0.040 

0.19 

0.29 


Asara Ki Beri 

0817000602212100 

14.588 

Fresh 

Non-command 

Non-command 

Rhyolite 

10.240 

2.40 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.38 

0.25 

0.00 

0.027 

0.16 

0.24 


Babuguleriya 

0817000702227500 

23.979 

Saline 

Non-command 

Non-command 

Rhyolite 

4.145 

1.50 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.00 

0.011 

0.04 

0.06 


Balasar 

0817000102089800 

46.177 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.336 

2.01 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.001 

0.01 

0.01 


Bano Ka Tala 

0817000702229700 

2.367 

Fresh 

Non-command 

Non-command 

Rhyolite 

2.367 

3.87 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.09 

0.00 

0.006 

0.23 

0.34 


Banwa 

0817000702227800 

11.810 

Saline 

Non-command 

Non-command 

Rhyolite 

11.561 

1.77 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.32 

0.19 

0.00 

0.030 

0.21 

0.35 


Basra 

0817000702228800 

17.957 

Fresh 

Non-command 

Non-command 

Rhyolite 

1.357 

1.93 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.004 

0.02 

0.03 





Saline 

Non-command 

Non-command 

Rhyolite 

16.600 

1.93 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.49 

0.31 

0.00 

0.043 

0.21 

0.33 


Beebara 

0817000602212000 

9.242 

Fresh 

Non-command 

Non-command 

Rhyolite 

3.370 

1.50 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.009 

0.08 

0.12 


Bhachbhar 

0817000702230400 

42.261 

Saline 

Non-command 

Non-command 

Rhyolite 

33.662 

1.67 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.88 

0.55 

0.01 

0.088 

0.18 

0.28 


Bhadaroo 

0817000702230300 

13.550 

Saline 

Non-command 

Non-command 

Rhyolite 

13.550 

1.46 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.31 

0.20 

0.00 

0.035 

0.22 

0.35 


Bhanwarlai 

0817000702229100 

7.304 

Fresh 

Non-command 

Non-command 

Rhyolite 

7.304 

2.44 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.28 

0.18 

0.00 

0.019 

0.23 

0.34 


Bhibhara 

0817000102089000 

4.458 

Saline 

Non-command 

Non-command 

Jalore Granite 

4.458 

2.60 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.09 

0.02 

0.005 

0.19 

0.40 


Bola 

0817000602211700 

72.129 

Fresh 

Non-command 

Non-command 

Rhyolite 

60.512 

0.97 

0.015 

0.06 

0.00 

0.00 

0.00 

0.00 

0.94 

0.61 

0.03 

0.158 

0.19 

0.29 





Saline 

Non-command 

Non-command 

Rhyolite 

11.387 

0.97 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.11 

0.00 

0.030 

0.04 

0.05 


Chauthiya 

0817000702229000 

4.400 

Fresh 

Non-command 

Non-command 

Rhyolite 

4.400 

2.82 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.12 

0.00 

0.011 

0.23 

0.34 


Chawa 

0817000702228100 

15.157 

Saline 

Non-command 

Non-command 

Rhyolite 

15.157 

2.13 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.49 

0.30 

0.00 

0.040 

0.22 

0.36 


Chokhoniyon Ki Dhani 

0817000602206200 

9.525 

Saline 

Non-command 

Non-command 

Rhyolite 

4.812 

0.29 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.013 

0.10 

0.19 


Davkiyon Ki Dhani 

0817000702230100 

7.049 

Saline 

Non-command 

Non-command 

Rhyolite 

7.049 

1.31 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.00 

0.018 

0.23 

0.35 


Dedariyar 

0817000102088500 

16.430 

Saline 

Non-command 

Non-command 

Jalore Granite 

5.405 

1.26 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.05 

0.00 

0.006 

0.07 

0.13 


Deoron Ki Basti 

0817000102088000 

48.293 

Saline 

Non-command 

Non-command 

Jalore Granite 

40.404 

1.26 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.78 

0.43 

0.00 

0.043 

0.17 

0.32 


Derasar 

0817000702229300 

3.355 

Fresh 

Non-command 

Non-command 

Rhyolite 

3.355 

2.38 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.01 

0.009 

0.23 

0.35 


Devi Pura 

0817000102088200 

8.772 

Saline 

Non-command 

Non-command 

Jalore Granite 

0.924 

1.64 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.02 

0.04 







Non-command 

Rhyolite 

7.817 

1.64 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.11 

0.00 

0.008 

0.19 

0.33 


Dhanora 

0817000602211500 

20.732 

Fresh 

Non-command 

Non-command 

Rhyolite 

5.571 

0.36 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.015 

0.06 

0.09 


Dholaniyon Ki Dhani 

0817000602212500 

10.893 

Fresh 

Non-command 

Non-command 

Rhyolite 

0.713 

1.38 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.01 

0.02 


Doodaberi 

0817000602205700 

26.098 

Saline 

Non-command 

Non-command 

Jalore Granite 

12.398 

1.56 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.30 

0.16 

0.01 

0.032 

0.10 

0.18 







Non-command 

Rhyolite 

13.700 

1.56 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.33 

0.18 

0.01 

0.036 

0.11 

0.20 


Gandhi Nagar 

0817000702232700 

4.688 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.914 

1.52 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.15 

0.00 

0.005 

0.09 

0.14 


Ganganiyon Ki Dhani 

0817000702231600 

9.627 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.923 

2.12 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.50 

0.33 

0.00 

0.008 

0.07 

0.10 







Non-command 

Rhyolite 

3.410 

2.12 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.00 

0.009 

0.08 

0.12 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.217 

2.12 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.25 

0.00 

0.006 

0.05 

0.08 







Non-command 

Rhyolite 

0.181 

2.12 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.01 


Gurisar 

0817000602210900 

11.579 

Fresh 

Non-command 

Non-command 

Rhyolite 

2.024 

1.03 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.005 

0.04 

0.06 


Hale Potaron Ki Basti 

0817000702228700 

24.542 

Saline 

Non-command 

Non-command 

Rhyolite 

24.542 

2.13 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.81 

0.50 

0.00 

0.064 

0.22 

0.35 


Harsana 

0817000602211800 

5.236 

Fresh 

Non-command 

Non-command 

Rhyolite 

5.236 

2.02 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.11 

0.00 

0.014 

0.23 

0.34 


Hathma 

0817000702229800 

20.568 

Fresh 

Non-command 

Non-command 

Rhyolite 

9.843 

3.26 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.49 

0.32 

0.01 

0.026 

0.11 

0.16 





Saline 

Non-command 

Non-command 

Rhyolite 

10.725 

3.26 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.53 

0.35 

0.00 

0.028 

0.12 

0.18 


Hothoyoniyon Ki Basti 

0817000702229600 

8.400 

Fresh 

Non-command 

Non-command 

Rhyolite 

8.400 

3.48 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.45 

0.30 

0.00 

0.022 

0.23 

0.34 


Indrawas 

0817000702232500 

7.056 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.933 

1.64 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.79 

0.52 

0.01 

0.015 

0.19 

0.29 


Indrohi 

0817000702228200 

22.267 

Saline 

Non-command 

Non-command 

Rhyolite 

22.267 

2.27 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.78 

0.49 

0.00 

0.058 

0.22 

0.35 


Jakhron Ka Tala 

0817000702232600 

9.972 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.568 

1.55 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.95 

0.62 

0.00 

0.020 

0.17 

0.26 


Jasai 

0817000602212200 

21.027 

Fresh 

Non-command 

Non-command 

Rhyolite 

2.459 

2.42 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.00 

0.006 

0.03 

0.04 


Jaydoo 

0817000702228600 

25.928 

Saline 

Non-command 

Non-command 

Rhyolite 

25.928 

1.87 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.74 

0.44 

0.00 

0.068 

0.22 

0.36 


Jhari 

0817000102092300 

9.818 

Saline 

Non-command 

Non-command 

Jalore Granite 

0.435 

1.97 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.02 


Joonala Bhooka Tala 

0817000702231200 

8.127 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.534 

1.54 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.001 

0.01 

0.02 







Non-command 

Rhyolite 

7.593 

1.54 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.12 

0.01 

0.020 

0.21 

0.33 


Junejon Ki Basti 

0817000102092100 

46.963 

Saline 

Non-command 

Non-command 

Jalore Granite 

1.593 

1.74 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.002 

0.01 

0.01 


Kachh Baniyon Ki Basti 

0817000702229500 

9.296 

Fresh 

Non-command 

Non-command 

Rhyolite 

9.296 

2.76 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.39 

0.26 

0.00 

0.024 

0.23 

0.34 


Kanora 

0817000602209200 

22.000 

Fresh 

Non-command 

Non-command 

Rhyolite 

13.774 

0.39 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.00 

0.036 

0.14 

0.22 





Saline 

Non-command 

Non-command 

Rhyolite 

0.442 

0.39 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 


Kerawa 

0817000602209100 

17.389 

Fresh 

Non-command 

Non-command 

Rhyolite 

4.880 

0.80 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.013 

0.06 

0.10 





Saline 

Non-command 

Non-command 

Rhyolite 

11.124 

0.80 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.09 

0.00 

0.029 

0.14 

0.23 


Khadeen 

0817000702231300 

14.698 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.434 

1.50 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.90 

0.59 

0.00 

0.019 

0.11 

0.18 







Non-command 

Rhyolite 

7.254 

1.50 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.11 

0.00 

0.019 

0.11 

0.17 


Khara Rathoran 

0817000702231700 

10.589 

Fresh 

Non-command 

Non-command 

Rhyolite 

9.408 

2.72 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.39 

0.26 

0.01 

0.025 

0.20 

0.30 


Kharchi 

0817000702227900 

8.149 

Saline 

Non-command 

Non-command 

Rhyolite 

7.981 

1.76 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.13 

0.00 

0.021 

0.21 

0.36 


Khejdiyali Nari 

0817000702228500 

13.047 

Fresh 

Non-command 

Non-command 

Rhyolite 

7.475 

3.15 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.36 

0.24 

0.00 

0.019 

0.13 

0.20 





Saline 

Non-command 

Non-command 

Rhyolite 

5.572 

3.15 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.17 

0.00 

0.015 

0.10 

0.15 


Khiyala 

0817000702228000 

18.878 

Saline 

Non-command 

Non-command 

Rhyolite 

18.878 

2.13 

0.015 

0.02 

0.00 

0.00 

0.00 

0.02 

0.60 

0.37 

0.00 

0.049 

0.22 

0.36 


Kotriya Tala 

0817000702231900 

3.412 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.771 

2.13 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.00 

0.002 

0.05 

0.08 







Non-command 

Rhyolite 

1.756 

2.13 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.005 

0.12 

0.18 


Labrau 

0817000702228900 

2.981 

Fresh 

Non-command 

Non-command 

Rhyolite 

2.981 

3.06 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.09 

0.00 

0.008 

0.23 

0.34 


Lakha 

0816000302076700 

72.870 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.151 

2.09 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 


Lasuwa 

0817000702231000 

7.287 

Saline 

Non-command 

Non-command 

Rhyolite 

0.111 

1.40 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Laxmipura 

0817000102089100 

9.444 

Saline 

Non-command 

Non-command 

Jalore Granite 

3.317 

2.77 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.07 

0.00 

0.004 

0.07 

0.14 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Andaniyon Ka Tala 

0817000602206300 

0.05 

0.10 

(14.64) 

0.09 

- 

0.09 

0.03 

0.21 

0.02 

- 

- 

- 

- 

- 

0.017 

0.105 

0.005 

0.100 

0.040 

40.00 

Safe 

Anta 

0817000702228400 

0.05 

0.01 

680.55 

0.01 

- 

0.01 

0.00 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.009 

0.009 

103.12 

Over Exploited 



0.05 

0.13 

########## 

0.16 

- 

0.16 

0.02 

0.21 

0.02 

- 

- 

- 

- 

- 

0.016 

0.175 

0.009 

0.166 

0.040 

24.34 

Safe 

Asara Ki Beri 

0817000602212100 

0.05 

0.07 

614,183.23 

0.09 

- 

0.09 

0.02 

0.18 

0.01 

- 

- 

- 

- 

- 

0.009 

0.098 

0.005 

0.093 

0.027 

28.81 

Safe 

Babuguleriya 

0817000702227500 

0.05 

0.01 

140,095.85 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.010 

0.011 

109.58 

Over Exploited 

Balasar 

0817000102089800 

0.05 

0.00 

5,098.33 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.001 

294.14 

Over Exploited 

Bano Ka Tala 

0817000702229700 

0.05 

0.02 

5,204.26 

0.03 

- 

0.03 

0.03 

0.26 

0.00 

- 

- 

- 

- 

- 

0.003 

0.031 

0.002 

0.030 

0.006 

20.88 

Safe 

Banwa 

0817000702227800 

0.05 

0.12 

54.80 

0.15 

- 

0.15 

0.03 

0.24 

0.02 

- 

- 

- 

- 

- 

0.017 

0.166 

0.008 

0.157 

0.030 

19.14 

Safe 

Basra 

0817000702228800 

0.05 

0.00 

2,078.12 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.004 

245.94 

Over Exploited 



0.05 

0.16 

########## 

0.19 

- 

0.19 

0.03 

0.23 

0.02 

- 

- 

- 

- 

- 

0.020 

0.210 

0.011 

0.200 

0.043 

21.67 

Safe 

Beebara 

0817000602212000 

0.05 

0.01 

19,457.00 

0.02 

- 

0.02 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.002 

0.018 

0.001 

0.017 

0.013 

75.55 

Semi Critical 

Bhachbhar 

0817000702230400 

0.05 

0.29 

########## 

0.35 

- 

0.35 

0.02 

0.20 

0.04 

- 

- 

- 

- 

- 

0.038 

0.386 

0.019 

0.367 

0.093 

25.27 

Safe 

Bhadaroo 

0817000702230300 

0.05 

0.12 

########## 

0.14 

- 

0.14 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.015 

0.155 

0.008 

0.147 

0.035 

23.99 

Safe 

Bhanwarlai 

0817000702229100 

0.05 

0.08 

120.97 

0.10 

- 

0.10 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.010 

0.110 

0.005 

0.104 

0.019 

18.29 

Safe 

Bhibhara 

0817000102089000 

0.05 

0.04 

108.99 

0.05 

- 

0.05 

0.04 

0.23 

0.01 

- 

- 

- 

- 

- 

0.008 

0.060 

0.003 

0.057 

0.027 

47.17 

Safe 

Bola 

0817000602211700 

0.05 

0.57 

981,794.28 

0.61 

- 

0.61 

0.02 

0.21 

0.07 

- 

- 

- 

- 

- 

0.070 

0.682 

0.034 

0.648 

0.183 

28.20 

Safe 



0.05 

0.02 

465.78 

0.02 

- 

0.02 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.002 

0.027 

0.001 

0.025 

0.032 

124.46 

Over Exploited 

Chauthiya 

0817000702229000 

0.05 

0.05 

145.73 

0.06 

- 

0.06 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.006 

0.066 

0.003 

0.063 

0.011 

18.32 

Safe 

Chawa 

0817000702228100 

0.05 

0.16 

80.27 

0.20 

0.00 

0.20 

0.03 

0.25 

0.02 

- 

- 

- 

0.001 

0.001 

0.024 

0.222 

0.011 

0.211 

0.040 

18.74 

Safe 

Chokhoniyon Ki Dhani 

0817000602206200 

0.05 

0.03 

(31.54) 

0.02 

- 

0.02 

0.02 

0.12 

0.00 

- 

- 

- 

- 

- 

0.004 

0.024 

0.001 

0.023 

0.035 

150.86 

Over Exploited 

Davkiyon Ki Dhani 

0817000702230100 

0.05 

0.08 

20.27 

0.10 

- 

0.10 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.010 

0.105 

0.005 

0.100 

0.018 

18.37 

Safe 

Dedariyar 

0817000102088500 

0.05 

0.02 

199.95 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.003 

0.025 

0.001 

0.023 

0.010 

41.87 

Safe 

Deoron Ki Basti 

0817000102088000 

0.05 

0.35 

22.62 

0.42 

0.00 

0.42 

0.03 

0.20 

0.06 

- 

- 

- 

0.005 

0.005 

0.061 

0.484 

0.024 

0.460 

0.047 

10.27 

Safe 

Derasar 

0817000702229300 

0.05 

0.04 

106.51 

0.05 

- 

0.05 

0.03 

0.25 

0.00 

- 

- 

- 

- 

- 

0.005 

0.050 

0.003 

0.048 

0.015 

30.94 

Safe 

Devi Pura 

0817000102088200 

0.05 

0.00 

1,175.66 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

74.13 

Semi Critical 



0.05 

0.07 

29,206.75 

0.08 

- 

0.08 

0.03 

0.22 

0.01 

- 

- 

- 

- 

- 

0.010 

0.088 

0.004 

0.084 

0.008 

9.95 

Safe 

Dhanora 

0817000602211500 

0.05 

0.02 

57.62 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.002 

0.022 

0.001 

0.021 

0.019 

86.69 

Semi Critical 

Dholaniyon Ki Dhani 

0817000602212500 

0.05 

0.00 

1,750.67 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

278.07 

Over Exploited 

Doodaberi 

0817000602205700 

0.05 

0.06 

166.05 

0.07 

0.00 

0.07 

0.02 

0.11 

0.01 

- 

- 

- 

0.004 

0.004 

0.014 

0.088 

0.004 

0.084 

0.043 

51.65 

Safe 



0.05 

0.07 

142.05 

0.09 

- 

0.09 

0.02 

0.12 

0.01 

- 

- 

- 

- 

- 

0.012 

0.100 

0.005 

0.095 

0.043 

44.95 

Safe 

Gandhi Nagar 

0817000702232700 

0.12 

0.02 

614.45 

0.03 

- 

0.03 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.003 

0.028 

0.001 

0.027 

0.005 

18.62 

Safe 

Ganganiyon Ki Dhani 

0817000702231600 

0.12 

0.02 

42,029.02 

0.03 

- 

0.03 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.003 

0.030 

0.001 

0.028 

0.008 

26.74 

Safe 



0.05 

0.01 

858,229.13 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.001 

0.016 

0.001 

0.016 

0.009 

56.80 

Safe 



0.12 

0.01 

643,155.67 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.002 

0.018 

0.001 

0.017 

0.006 

33.74 

Safe 



0.05 

0.00 

42,975.41 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gurisar 

0817000602210900 

0.05 

0.00 

167,242.62 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.005 

0.005 

105.02 

Over Exploited 

Hale Potaron Ki Basti 

0817000702228700 

0.05 

0.27 

239,048.21 

0.33 

- 

0.33 

0.03 

0.25 

0.04 

- 

- 

- 

- 

- 

0.035 

0.361 

0.018 

0.343 

0.064 

18.63 

Safe 

Harsana 

0817000602211800 

0.05 

0.06 

88.04 

0.07 

- 

0.07 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.007 

0.079 

0.004 

0.075 

0.018 

23.66 

Safe 

Hathma 

0817000702229800 

0.05 

0.05 

504.81 

0.06 

- 

0.06 

0.01 

0.12 

0.01 

- 

- 

- 

- 

- 

0.006 

0.071 

0.004 

0.067 

0.032 

47.17 

Safe 



0.05 

0.06 

454.20 

0.08 

- 

0.08 

0.01 

0.13 

0.01 

- 

- 

- 

- 

- 

0.008 

0.084 

0.004 

0.080 

0.030 

37.60 

Safe 

Hothoyoniyon Ki Basti 

0817000702229600 

0.05 

0.10 

212.43 

0.12 

- 

0.12 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.011 

0.126 

0.006 

0.120 

0.022 

18.25 

Safe 

Indrawas 

0817000702232500 

0.12 

0.14 

281.67 

0.16 

- 

0.16 

0.02 

0.21 

0.02 

- 

- 

- 

- 

- 

0.016 

0.180 

0.009 

0.171 

0.022 

13.13 

Safe 

Indrohi 

0817000702228200 

0.05 

0.24 

771,644.47 

0.29 

- 

0.29 

0.03 

0.25 

0.03 

- 

- 

- 

- 

- 

0.032 

0.323 

0.016 

0.307 

0.060 

19.55 

Safe 

Jakhron Ka Tala 

0817000702232600 

0.12 

0.16 

296.10 

0.19 

- 

0.19 

0.02 

0.19 

0.02 

- 

- 

- 

- 

- 

0.019 

0.207 

0.010 

0.197 

0.024 

12.05 

Safe 

Jasai 

0817000602212200 

0.05 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.006 

332.97 

Over Exploited 

Jaydoo 

0817000702228600 

0.05 

0.28 

57.40 

0.34 

0.01 

0.35 

0.03 

0.25 

0.04 

- 

- 

- 

0.014 

0.014 

0.053 

0.400 

0.020 

0.380 

0.068 

17.79 

Safe 

Jhari 

0817000102092300 

0.05 

0.00 

3,220.40 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Joonala Bhooka Tala 

0817000702231200 

0.12 

0.00 

4,371.98 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

116.19 

Over Exploited 



0.05 

0.07 

72,278.03 

0.09 

- 

0.09 

0.03 

0.24 

0.01 

- 

- 

- 

- 

- 

0.009 

0.094 

0.005 

0.090 

0.025 

27.68 

Safe 

Junejon Ki Basti 

0817000102092100 

0.05 

0.00 

3,764.29 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.006 

838.34 

Over Exploited 

Kachh Baniyon Ki Basti 

0817000702229500 

0.05 

0.11 

########## 

0.13 

- 

0.13 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.012 

0.140 

0.007 

0.133 

0.024 

18.26 

Safe 

Kanora 

0817000602209200 

0.05 

0.08 

223,705.79 

0.07 

- 

0.07 

0.02 

0.16 

0.01 

- 

- 

- 

- 

- 

0.011 

0.077 

0.004 

0.073 

0.040 

54.83 

Safe 



0.05 

0.00 

1,530.77 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

928.67 

Over Exploited 

Kerawa 

0817000602209100 

0.05 

0.01 

79.14 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.002 

0.020 

0.001 

0.019 

0.017 

88.03 

Semi Critical 



0.05 

0.08 

12.36 

0.09 

- 

0.09 

0.02 

0.16 

0.01 

- 

- 

- 

- 

- 

0.011 

0.098 

0.005 

0.093 

0.031 

33.28 

Safe 

Khadeen 

0817000702231300 

0.12 

0.10 

477.81 

0.12 

- 

0.12 

0.01 

0.13 

0.01 

- 

- 

- 

- 

- 

0.012 

0.135 

0.007 

0.129 

0.023 

18.17 

Safe 



0.05 

0.04 

147,214.62 

0.05 

- 

0.05 

0.01 

0.13 

0.00 

- 

- 

- 

- 

- 

0.005 

0.054 

0.003 

0.051 

0.019 

37.15 

Safe 

Khara Rathoran 

0817000702231700 

0.05 

0.07 

########## 

0.09 

- 

0.09 

0.02 

0.23 

0.01 

- 

- 

- 

- 

- 

0.009 

0.099 

0.005 

0.094 

0.031 

32.53 

Safe 

Kharchi 

0817000702227900 

0.05 

0.08 

55.23 

0.10 

- 

0.10 

0.03 

0.24 

0.01 

- 

- 

- 

- 

- 

0.012 

0.114 

0.006 

0.108 

0.021 

19.22 

Safe 

Khejdiyali Nari 

0817000702228500 

0.05 

0.05 

391.01 

0.06 

- 

0.06 

0.02 

0.15 

0.01 

- 

- 

- 

- 

- 

0.006 

0.064 

0.003 

0.061 

0.019 

31.97 

Safe 



0.05 

0.03 

540.57 

0.03 

- 

0.03 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.003 

0.036 

0.002 

0.034 

0.015 

42.89 

Safe 

Khiyala 

0817000702228000 

0.05 

0.21 

77.40 

0.25 

0.02 

0.27 

0.03 

0.25 

0.03 

- 

- 

- 

0.031 

0.031 

0.059 

0.327 

0.016 

0.311 

0.049 

15.83 

Safe 

Kotriya Tala 

0817000702231900 

0.12 

0.00 

1,735.80 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.002 

33.60 

Safe 



0.05 

0.01 

2,549.78 

0.01 

- 

0.01 

0.01 

0.13 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.010 

0.005 

48.13 

Safe 

Labrau 

0817000702228900 

0.05 

0.03 

167.39 

0.04 

- 

0.04 

0.03 

0.25 

0.00 

- 

- 

- 

- 

- 

0.004 

0.045 

0.002 

0.042 

0.008 

18.28 

Safe 

Lakha 

0816000302076700 

0.03 

0.00 

199,910.56 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Lasuwa 

0817000702231000 

0.05 

0.00 

7,337.10 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Laxmipura 

0817000102089100 

0.05 

0.01 

503.78 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.002 

0.016 

0.001 

0.015 

0.008 

50.53 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Magini 

081700010208950C 

20.902 

Fresh 

Non-command 

Non-command 

Jalore Granite 

2.640 

2.83 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.06 

0.05 

0.003 

0.02 

0.05 





Saline 

Non-command 

Non-command 

Jalore Granite 

15.185 

2.83 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.67 

0.32 

0.09 

0.016 

0.14 

0.29 


Malwa 

081700060220580C 

52.208 

Saline 

Non-command 

Non-command 

Jalore Granite 

41.726 

1.57 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

1.02 

0.55 

0.01 

0.109 

0.16 

0.30 







Non-command 

Rhyolite 

10.481 

1.57 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.14 

0.00 

0.027 

0.04 

0.08 


Mandaliya 

081700010208890C 

34.626 

Saline 

Non-command 

Non-command 

Jalore Granite 

28.359 

3.21 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

1.38 

0.67 

0.01 

0.030 

0.16 

0.32 


Mithariya Tala 

0817000702231800 

8.010 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.722 

1.93 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.00 

0.002 

0.02 

0.03 







Non-command 

Rhyolite 

1.137 

1.93 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.003 

0.03 

0.05 


Mithisar 

0817000602211900 

6.397 

Fresh 

Non-command 

Non-command 

Rhyolite 

6.316 

1.28 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.01 

0.016 

0.23 

0.34 


Mithoniyon Ki Basti 

0817000702229200 

5.270 

Fresh 

Non-command 

Non-command 

Rhyolite 

5.270 

2.99 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.16 

0.00 

0.014 

0.23 

0.34 


Mungeriya 

0817000102089300 

41.709 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.389 

3.59 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.001 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Jalore Granite 

9.738 

3.59 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.52 

0.25 

0.00 

0.010 

0.04 

0.09 


Nand 

0817000602206500 

28.078 

Saline 

Non-command 

Non-command 

Jalore Granite 

17.454 

2.08 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.57 

0.29 

0.09 

0.045 

0.12 

0.24 







Non-command 

Rhyolite 

10.244 

2.08 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.34 

0.17 

0.04 

0.027 

0.07 

0.14 


Neemblee 

0817000102088300 

45.032 

Saline 

Non-command 

Non-command 

Jalore Granite 

15.285 

1.43 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.34 

0.19 

0.00 

0.016 

0.07 

0.13 







Non-command 

Rhyolite 

5.875 

1.43 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.07 

0.00 

0.006 

0.03 

0.05 


Nopatiya 

0817000702227700 

9.560 

Saline 

Non-command 

Non-command 

Rhyolite 

9.560 

1.96 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.29 

0.17 

0.01 

0.025 

0.22 

0.36 


Paboosariya 

0817000702227600 

46.724 

Saline 

Non-command 

Non-command 

Rhyolite 

3.560 

1.35 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.009 

0.02 

0.03 


Para 

0817000602217600 

40.439 

Fresh 

Non-command 

Non-command 

Rhyolite 

8.768 

2.92 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.39 

0.26 

0.00 

0.023 

0.05 

0.07 


Phogera 

0817000102088700 

28.227 

Saline 

Non-command 

Non-command 

Jalore Granite 

6.813 

2.37 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.12 

0.00 

0.007 

0.05 

0.09 


Phogera Aagor 

0817000102088600 

10.433 

Saline 

Non-command 

Non-command 

Jalore Granite 

10.330 

2.14 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.34 

0.17 

0.01 

0.011 

0.20 

0.38 


Rajiv Nagar 

0817000702231500 

7.358 

Fresh 

Non-command 

Non-command 

Rhyolite 

1.016 

2.12 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.003 

0.03 

0.05 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.921 

2.12 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.22 

0.00 

0.005 

0.06 

0.09 







Non-command 

Rhyolite 

4.421 

2.12 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.09 

0.00 

0.012 

0.14 

0.21 


Ramdeoriya Tala 

0817000702231400 

10.365 

Saline 

Non-command 

Non-command 

Rhyolite 

10.365 

1.50 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.16 

0.00 

0.027 

0.23 

0.35 


Ramdiyon Ki Basti 

0817000702229400 

4.614 

Fresh 

Non-command 

Non-command 

Rhyolite 

4.614 

2.05 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.09 

0.00 

0.012 

0.23 

0.34 


Ramsar 

0817000702230700 

41.138 

Saline 

Non-command 

Non-command 

Rhyolite 

0.139 

1.29 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ramsaragor 

0817000702230600 

7.303 

Saline 

Non-command 

Non-command 

Rhyolite 

3.880 

1.52 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.00 

0.010 

0.12 

0.19 


Rasaratala 

0817000102089200 

5.844 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.189 

3.54 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Jalore Granite 

5.655 

3.54 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.31 

0.15 

0.03 

0.006 

0.18 

0.39 


Redana 

0817000102088400 

10.145 

Saline 

Non-command 

Non-command 

Jalore Granite 

9.034 

1.53 

0.015 

0.01 

0.00 

0.00 

0.00 

0.17 

0.05 

0.03 

0.01 

0.010 

0.19 

0.33 







Non-command 

Rhyolite 

1.110 

1.53 

0.015 

0.00 

0.00 

0.00 

0.00 

0.09 

-0.07 

-0.04 

0.00 

0.001 

0.02 

0.04 


Samon Ki Dhani 

0817000602206000 

14.400 

Saline 

Non-command 

Non-command 

Rhyolite 

14.400 

1.00 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.13 

0.01 

0.038 

0.21 

0.37 


Sarswati Nagar 

0817000102089400 

20.823 

Fresh 

Non-command 

Non-command 

Jalore Granite 

10.873 

3.04 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.51 

0.24 

0.02 

0.012 

0.10 

0.21 





Saline 

Non-command 

Non-command 

Jalore Granite 

2.228 

3.04 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.05 

0.00 

0.002 

0.02 

0.04 


Sesau 

0817000602205600 

56.288 

Saline 

Non-command 

Non-command 

Jalore Granite 

54.310 

2.25 

0.015 

0.05 

0.00 

0.00 

0.00 

0.00 

1.88 

0.95 

0.01 

0.142 

0.19 

0.38 







Non-command 

Rhyolite 

1.978 

2.25 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.03 

0.00 

0.005 

0.01 

0.01 


Shiv Bhakhri 

0817000602206400 

27.825 

Saline 

Non-command 

Non-command 

Jalore Granite 

9.919 

1.40 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.11 

0.02 

0.026 

0.07 

0.14 







Non-command 

Rhyolite 

2.330 

1.40 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.00 

0.006 

0.02 

0.03 







Non-command 

Tertiary Sandstone 

1.456 

1.40 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.06 

0.00 

0.004 

0.01 

0.02 


Sihani 

0817000702228300 

11.576 

Saline 

Non-command 

Non-command 

Rhyolite 

11.576 

0.72 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.00 

0.030 

0.23 

0.35 


Sodha Basti 

0817000702230000 

12.011 

Saline 

Non-command 

Non-command 

Rhyolite 

12.011 

0.58 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.01 

0.031 

0.23 

0.35 


Sokhru 

0817000602205900 

21.044 

Saline 

Non-command 

Non-command 

Jalore Granite 

0.777 

1.52 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.002 

0.01 

0.01 







Non-command 

Rhyolite 

20.267 

1.52 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.48 

0.28 

0.00 

0.053 

0.21 

0.35 


Sura Charnan 

0817000602208800 

5.560 

Fresh 

Non-command 

Non-command 

Rhyolite 

0.681 

0.16 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.03 

0.04 





Saline 

Non-command 

Non-command 

Rhyolite 

0.022 

0.16 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sura Jageer 

0817000602208900 

20.589 

Fresh 

Non-command 

Non-command 

Rhyolite 

0.594 

0.18 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Rhyolite 

6.211 

0.18 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.016 

0.06 

0.11 


Sura Narpatan 

0817000602209000 

11.877 

Saline 

Non-command 

Non-command 

Rhyolite 

11.877 

0.70 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.01 

0.031 

0.21 

0.36 


Suwala 

0817000102089700 

7.828 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.334 

2.59 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Jalore Granite 

0.144 

2.59 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.01 


Suwara 

0817000702230500 

18.772 

Saline 

Non-command 

Non-command 

Rhyolite 

18.772 

2.02 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.59 

0.36 

0.01 

0.049 

0.22 

0.36 


Tamliyar 

0817000702231100 

60.197 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.092 

1.49 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.49 

0.31 

0.00 

0.011 

0.02 

0.02 







Non-command 

Rhyolite 

8.078 

1.49 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.12 

0.00 

0.021 

0.03 

0.05 


Tirsingri 

0817000602211600 

5.870 

Fresh 

Non-command 

Non-command 

Rhyolite 

1.445 

0.16 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.06 

0.09 


Uttri Der 

0817000102088100 

1.557 

Saline 

Non-command 

Non-command 

Jalore Granite 

1.557 

1.53 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.002 

0.21 

0.37 


Vishala Agor 

0817000602209300 

12.814 

Fresh 

Non-command 

Non-command 

Rhyolite 

5.421 

0.20 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.014 

0.09 

0.15 


Vishnoiyon Ka Tala 

0817000702232000 

3.702 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.104 

1.77 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.10 

0.00 

0.003 

0.07 

0.10 


Wagta Ki Beri 

0817000702230200 

11.596 

Saline 

Non-command 

Non-command 

Rhyolite 

11.596 

1.40 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.25 

0.16 

0.01 

0.030 

0.22 

0.35 

16006071 

Adarsh Dharasar 

0817000802245800 

2.576 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.576 

-0.14 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.007 

0.23 

0.36 


Aidan Ki Dhani 

0817000802245900 

16.334 

Saline 

Non-command 

Non-command 

Older Alluvium 

12.933 

-0.04 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.034 

0.18 

0.29 


AN Ki Dhani 

0817000802251600 

11.601 

Saline 

Non-command 

Non-command 

Older Alluvium 

10.779 

1.12 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

1.11 

0.68 

0.03 

0.033 

0.22 

0.36 


Arbi Ki Gafan 

0817000802249400 

18.453 

Saline 

Non-command 

Non-command 

Older Alluvium 

18.453 

0.17 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.32 

0.19 

0.04 

0.056 

0.23 

0.39 


Bajrangpura 

0817000802246500 

5.141 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.141 

-0.07 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.013 

0.23 

0.37 


Bane Ki Basti 

0817000702237600 

18.541 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.850 

0.33 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.10 

0.00 

0.015 

0.07 

0.12 







Non-command 

Rhyolite 

0.015 

0.33 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bankalsar 

0817000802247200 

5.940 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.940 

0.12 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.01 

0.015 

0.23 

0.37 


Bankana 

0817000802246300 

9.274 

Saline 

Non-command 

Non-command 

Older Alluvium 

9.274 

0.01 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.024 

0.23 

0.37 


Bawri Kalan 

0817000802251900 

21.906 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.706 

0.91 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.14 

0.02 

0.008 

0.03 

0.05 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Magini 

0817000102089500 

0.05 

0.00 

1,738.60 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.014 

0.001 

0.014 

0.057 

414.45 

Over Exploited 



0.05 

0.11 

207.00 

0.13 

- 

0.13 

0.03 

0.17 

0.02 

0.0100 

- 

- 

- 

0.010 

0.031 

0.157 

0.008 

0.149 

0.110 

74.07 

Semi Critical 

Malwa 

0817000602205800 

0.05 

0.34 

61.77 

0.41 

0.00 

0.42 

0.03 

0.19 

0.06 

- 

- 

- 

0.006 

0.006 

0.062 

0.477 

0.024 

0.453 

0.116 

25.55 

Safe 



0.05 

0.02 

546.63 

0.03 

- 

0.03 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.004 

0.029 

0.001 

0.028 

0.027 

97.63 

Critical 

Mandaliya 

0817000102088900 

0.05 

0.22 

199.61 

0.27 

- 

0.27 

0.03 

0.19 

0.04 

- 

- 

- 

- 

- 

0.043 

0.311 

0.016 

0.295 

0.037 

12.65 

Safe 

Mithariya Tala 

0817000702231800 

0.12 

0.00 

4,053.63 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.002 

84.23 

Semi Critical 



0.05 

0.00 

1,088.16 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.003 

128.37 

Over Exploited 

Mithisar 

0817000602211900 

0.05 

0.07 

23.33 

0.09 

- 

0.09 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.008 

0.094 

0.005 

0.089 

0.023 

26.32 

Safe 

Mithoniyon Ki Basti 

0817000702229200 

0.05 

0.06 

161.51 

0.07 

- 

0.07 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.007 

0.079 

0.004 

0.075 

0.014 

18.27 

Safe 

Mungeriya 

0817000102089300 

0.05 

0.00 

8,039.81 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

253.65 

Over Exploited 



0.05 

0.02 

619,582.96 

0.03 

- 

0.03 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.004 

0.030 

0.002 

0.029 

0.010 

36.32 

Safe 

Nand 

0817000602206500 

0.05 

0.11 

171.72 

0.13 

0.01 

0.14 

0.02 

0.14 

0.02 

0.0200 

- 

- 

- 

0.020 

0.039 

0.177 

0.009 

0.168 

0.139 

82.85 

Semi Critical 



0.05 

0.04 

364.83 

0.04 

0.00 

0.04 

0.01 

0.08 

0.01 

0.0100 

- 

- 

0.001 

0.011 

0.018 

0.063 

0.003 

0.060 

0.063 

104.68 

Over Exploited 

Neemblee 

0817000102088300 

0.05 

0.05 

252.15 

0.07 

- 

0.07 

0.01 

0.08 

0.01 

- 

- 

- 

- 

- 

0.008 

0.074 

0.004 

0.071 

0.016 

23.18 

Safe 



0.05 

0.01 

########## 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.010 

0.006 

65.47 

Safe 

Nopatiya 

0817000702227700 

0.05 

0.10 

68.00 

0.12 

- 

0.12 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.015 

0.139 

0.007 

0.132 

0.030 

22.66 

Safe 

Paboosariya 

0817000702227600 

0.05 

0.00 

1,337.77 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.009 

249.76 

Over Exploited 

Para 

0817000602217600 

0.05 

0.02 

32,181.61 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.002 

0.027 

0.001 

0.025 

0.023 

90.65 

Critical 

Phogera 

0817000102088700 

0.05 

0.02 

657.45 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.003 

0.022 

0.001 

0.021 

0.007 

34.21 

Safe 

Phogera Aagor 

0817000102088600 

0.05 

0.10 

72.47 

0.12 

- 

0.12 

0.03 

0.23 

0.02 

- 

- 

- 

- 

- 

0.018 

0.140 

0.007 

0.133 

0.022 

16.61 

Safe 

Rajiv Nagar 

0817000702231500 

0.05 

0.00 

1,233.96 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.003 

132.24 

Over Exploited 



0.12 

0.01 

########## 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.002 

0.018 

0.001 

0.017 

0.009 

52.56 

Safe 



0.05 

0.03 

157,011.98 

0.03 

- 

0.03 

0.02 

0.15 

0.00 

- 

- 

- 

- 

- 

0.003 

0.038 

0.002 

0.037 

0.014 

37.03 

Safe 

Ramdeoriya Tala 

0817000702231400 

0.05 

0.12 

35.62 

0.14 

- 

0.14 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.014 

0.156 

0.008 

0.148 

0.029 

19.64 

Safe 

Ramdiyon Ki Basti 

0817000702229400 

0.05 

0.05 

79.89 

0.06 

- 

0.06 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.006 

0.069 

0.003 

0.066 

0.012 

18.25 

Safe 

Ramsar 

0817000702230700 

0.05 

0.00 

32,747.61 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ramsaragor 

0817000702230600 

0.05 

0.02 

27,426.35 

0.03 

- 

0.03 

0.02 

0.13 

0.00 

- 

- 

- 

- 

- 

0.003 

0.030 

0.001 

0.028 

0.010 

35.58 

Safe 

Rasaratala 

0817000102089200 

0.05 

0.00 

8,155.93 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.05 

184.31 

0.06 

- 

0.06 

0.04 

0.22 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.083 

0.004 

0.079 

0.035 

44.61 

Safe 

Redana 

0817000102088400 

0.05 

0.08 

(67.61) 

0.07 

0.17 

0.24 

0.03 

0.22 

0.01 

- 

- 

- 

0.254 

0.254 

0.267 

0.504 

0.025 

0.478 

0.021 

4.32 

Safe 



0.05 

0.00 

(3,024.74) 

0.00 

0.09 

0.09 

0.00 

0.03 

0.00 

- 

- 

- 

0.137 

0.137 

0.137 

0.230 

0.011 

0.218 

0.001 

0.54 

Safe 

Samon Ki Dhani 

0817000602206000 

0.05 

0.15 

########## 

0.13 

- 

0.13 

0.03 

0.24 

0.02 

- 

- 

- 

- 

- 

0.022 

0.153 

0.008 

0.145 

0.043 

29.29 

Safe 

Sarswati Nagar 

0817000102089400 

0.05 

0.05 

346.29 

0.06 

- 

0.06 

0.02 

0.12 

0.01 

- 

- 

- 

- 

- 

0.011 

0.075 

0.004 

0.071 

0.034 

47.06 

Safe 



0.05 

0.00 

2,036.60 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.002 

79.39 

Semi Critical 

Sesau 

0817000602205600 

0.05 

0.51 

83.94 

0.62 

0.00 

0.62 

0.03 

0.22 

0.09 

- 

- 

- 

0.001 

0.001 

0.094 

0.712 

0.036 

0.677 

0.149 

21.95 

Safe 



0.05 

0.00 

4,818.27 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.005 

575.02 

Over Exploited 

Shiv Bhakhri 

0817000602206400 

0.05 

0.03 

217.69 

0.04 

- 

0.04 

0.01 

0.08 

0.01 

- 

- 

- 

- 

- 

0.006 

0.048 

0.002 

0.046 

0.048 

104.94 

Over Exploited 



0.05 

0.00 

1,188.10 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.008 

320.82 

Over Exploited 



0.05 

0.00 

8,158.31 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.008 

793.67 

Over Exploited 

Sihani 

0817000702228300 

0.05 

0.11 

65,819.96 

0.08 

- 

0.08 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.013 

0.098 

0.005 

0.093 

0.030 

32.49 

Safe 

Sodha Basti 

0817000702230000 

0.05 

0.14 

55,833.79 

0.11 

- 

0.11 

0.03 

0.25 

0.02 

- 

- 

- 

- 

- 

0.017 

0.125 

0.006 

0.119 

0.036 

30.54 

Safe 

Sokhru 

0817000602205900 

0.05 

0.00 

3,299.66 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

517.48 

Over Exploited 



0.05 

0.21 

35.12 

0.25 

- 

0.25 

0.03 

0.24 

0.03 

- 

- 

- 

- 

- 

0.031 

0.280 

0.014 

0.266 

0.055 

20.59 

Safe 

Sura Charnan 

0817000602208800 

0.05 

0.00 

0.85 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

181.64 

Over Exploited 



0.05 

0.00 

10,927.78 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sura Jageer 

0817000602208900 

0.05 

0.00 

396.47 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

666.27 

Over Exploited 



0.05 

0.02 

(21.83) 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.003 

0.019 

0.001 

0.018 

0.018 

101.75 

Over Exploited 

Sura Narpatan 

0817000602209000 

0.05 

0.13 

(37.62) 

0.10 

- 

0.10 

0.03 

0.25 

0.02 

- 

- 

- 

- 

- 

0.018 

0.120 

0.006 

0.114 

0.038 

33.21 

Safe 

Suwala 

0817000102089700 

0.05 

0.00 

4,481.64 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.011 

6,318.90 

Over Exploited 



0.05 

0.00 

10,656.88 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Suwara 

0817000702230500 

0.05 

0.21 

74.29 

0.25 

- 

0.25 

0.03 

0.25 

0.03 

- 

- 

- 

- 

- 

0.028 

0.276 

0.014 

0.262 

0.054 

20.60 

Safe 

Tamliyar 

0817000702231100 

0.12 

0.01 

4,044.61 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.000 

0.009 

0.011 

112.32 

Over Exploited 



0.05 

0.01 

########## 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.011 

0.023 

215.71 

Over Exploited 

Tirsingri 

0817000602211600 

0.05 

0.00 

(145.06) 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.008 

221.35 

Over Exploited 

Uttri Der 

0817000102088100 

0.05 

0.02 

22.73 

0.02 

- 

0.02 

0.03 

0.24 

0.00 

- 

- 

- 

- 

- 

0.003 

0.022 

0.001 

0.021 

0.002 

7.96 

Safe 

Vishala Agor 

0817000602209300 

0.05 

0.03 

9,587.25 

0.02 

- 

0.02 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.003 

0.023 

0.001 

0.022 

0.021 

95.51 

Critical 

Vishnoiyon Ka Tala 

0817000702232000 

0.12 

0.01 

1,054.53 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.012 

0.001 

0.011 

0.003 

25.46 

Safe 

Wagta Ki Beri 

0817000702230200 

0.05 

0.13 

209,097.44 

0.15 

- 

0.15 

0.03 

0.25 

0.02 

- 

- 

- 

- 

- 

0.016 

0.167 

0.008 

0.159 

0.035 

22.21 

Safe 

Adarsh Dharasar 

0817000802245800 

0.12 

0.07 

- 

0.07 

- 

0.07 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.009 

0.080 

0.008 

0.072 

0.007 

9.30 

Safe 

Aidan Ki Dhani 

0817000802245900 

0.12 

0.27 

- 

0.27 

- 

0.27 

0.02 

0.20 

0.03 

- 

- 

- 

- 

- 

0.034 

0.299 

0.030 

0.269 

0.038 

14.01 

Safe 

Ali Ki Dhani 

0817000802251600 

0.09 

0.22 

215.13 

0.26 

- 

0.26 

0.03 

0.25 

0.03 

- 

- 

- 

- 

- 

0.028 

0.287 

0.014 

0.273 

0.062 

22.67 

Safe 

Arbi Ki Gafan 

0817000802249400 

0.09 

0.39 

(50.61) 

0.31 

- 

0.31 

0.03 

0.27 

0.05 

- 

- 

- 

- 

- 

0.052 

0.364 

0.018 

0.346 

0.096 

27.85 

Safe 

Bajrangpura 

0817000802246500 

0.12 

0.14 

- 

0.14 

- 

0.14 

0.03 

0.26 

0.02 

- 

- 

- 

- 

- 

0.018 

0.161 

0.016 

0.145 

0.013 

9.27 

Safe 

Bane Ki Basti 

0817000702237600 

0.12 

0.05 

100.52 

0.06 

- 

0.06 

0.01 

0.08 

0.01 

- 

- 

- 

- 

- 

0.007 

0.066 

0.003 

0.063 

0.015 

24.24 

Safe 



0.05 

0.00 

77,156.17 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bankalsar 

0817000802247200 

0.12 

0.16 

(74.30) 

0.13 

- 

0.13 

0.03 

0.26 

0.02 

- 

- 

- 

- 

- 

0.021 

0.152 

0.008 

0.145 

0.026 

18.32 

Safe 

Bankana 

0817000802246300 

0.12 

0.26 

(96.28) 

0.20 

- 

0.20 

0.03 

0.26 

0.03 

- 

- 

- 

- 

- 

0.033 

0.237 

0.012 

0.225 

0.028 

12.50 

Safe 

Bawri Kalan 

0817000802251900 

0.09 

0.01 

1,887.85 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.000 

0.009 

0.026 

288.34 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Beendoniyon Ki Dhani 

081700080225060C 

25.624 

Saline 

Non-command 

Non-command 

Older Alluvium 

25.456 

0.87 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

2.03 

1.25 

0.00 

0.078 

0.24 

0.38 


Bhabhoote Ki Dhani 

0817000802248100 

8.930 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.930 

0.29 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.15 

0.02 

0.027 

0.23 

0.38 


Bhara Gulmohmmad 

0817000802251700 

10.495 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.967 

0.96 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.003 

0.02 

0.04 


Bheende Ka Par 

0817000702238200 

12.103 

Saline 

Non-command 

Non-command 

Older Alluvium 

12.103 

0.72 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.70 

0.42 

0.00 

0.032 

0.22 

0.38 


Bhilon Ka Tala 

0817000802248900 

7.771 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.771 

0.17 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.01 

0.024 

0.23 

0.39 



0817000802251200 

15.562 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.156 

0.02 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.037 

0.19 

0.32 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.098 

0.02 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhojriya 

0817000802247700 

22.419 

Saline 

Non-command 

Non-command 

Older Alluvium 

22.419 

0.43 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.90 

0.54 

0.02 

0.068 

0.23 

0.38 


Bijrar 

0817000802250100 

25.822 

Saline 

Non-command 

Non-command 

Older Alluvium 

25.822 

-0.21 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.079 

0.23 

0.38 


Bukar 

0817000702237900 

3.242 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.242 

0.67 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.10 

0.00 

0.008 

0.22 

0.37 


Bukri 

0817000702238100 

7.335 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.546 

0.79 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.21 

0.00 

0.014 

0.17 

0.28 







Non-command 

Rhyolite 

1.686 

0.79 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.004 

0.05 

0.09 


Chadar Bankalsar 

0817000702233300 

8.455 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.455 

1.18 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.81 

0.51 

0.00 

0.022 

0.23 

0.36 


Chadar Dakhnad 

0817000702233200 

10.674 

Saline 

Non-command 

Non-command 

Older Alluvium 

10.674 

0.75 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.65 

0.41 

0.00 

0.028 

0.23 

0.36 


Chadar Mandroop 

0817000702233800 

14.419 

Saline 

Non-command 

Non-command 

Older Alluvium 

13.750 

1.15 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.27 

0.80 

0.01 

0.036 

0.22 

0.34 







Non-command 

Rhyolite 

0.669 

1.15 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.01 

0.02 


Chari 

0817000702233500 

6.579 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.579 

1.38 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.74 

0.47 

0.00 

0.017 

0.23 

0.35 


Chhota Bhojriya 

0817000802248300 

13.882 

Saline 

Non-command 

Non-command 

Older Alluvium 

13.882 

0.29 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.38 

0.23 

0.01 

0.042 

0.23 

0.38 


Darjion Ka Tala 

0817000802245700 

9.047 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.906 

0.24 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.008 

0.07 

0.12 


Dedoosar 

0817000802250500 

14.721 

Saline 

Non-command 

Non-command 

Older Alluvium 

14.721 

-0.02 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.045 

0.24 

0.38 


Deopura 

0817000802239400 

22.336 

Saline 

Non-command 

Non-command 

Older Alluvium 

16.541 

1.47 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

2.21 

1.43 

0.00 

0.050 

0.17 

0.26 


Dhanora 

0817000702232800 

8.785 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.785 

1.52 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.08 

0.70 

0.00 

0.023 

0.23 

0.35 


Dharasar 

0817000802246000 

5.518 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.518 

-0.13 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.014 

0.23 

0.37 


Dhok 

0817000802245200 

71.832 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.289 

0.90 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.00 

0.00 


Gandhi Nagar 

0817000702232700 

4.688 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.715 

1.52 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.22 

0.00 

0.007 

0.13 

0.20 


Gangala 

0817000702232400 

30.354 

Saline 

Non-command 

Non-command 

Older Alluvium 

10.310 

1.52 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

1.26 

0.83 

0.00 

0.027 

0.08 

0.12 


Gardiya 

0817000702239100 

16.748 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.562 

0.88 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.54 

0.33 

0.00 

0.020 

0.10 

0.17 







Non-command 

Rhyolite 

9.185 

0.88 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.00 

0.024 

0.12 

0.20 


Ghoniya 

0817000802245500 

22.791 

Saline 

Non-command 

Non-command 

Older Alluvium 

21.041 

-0.04 

0.090 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.064 

0.21 

0.34 


Gidaliyon Ka Tala 

0817000702232900 

6.526 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.526 

1.07 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.57 

0.36 

0.00 

0.017 

0.23 

0.36 


Gumane Ka Tala 

0817000802251400 

32.203 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.202 

0.65 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.004 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.231 

0.65 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.00 

0.007 

0.02 

0.03 


Hanumanpura 

0817000802247400 

27.284 

Saline 

Non-command 

Non-command 

Older Alluvium 

21.404 

0.60 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

1.05 

0.65 

0.00 

0.056 

0.18 

0.29 







Non-command 

Rhyolite 

5.880 

0.60 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.015 

0.05 

0.08 


Heerpura 

0817000802247600 

4.906 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.906 

0.26 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.00 

0.013 

0.23 

0.37 


Hejam Ka Bhara 

0817000802249600 

6.183 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.183 

0.16 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.00 

0.019 

0.24 

0.39 


Hejam Ka Tala 

0817000802249200 

7.880 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.880 

0.14 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.01 

0.024 

0.24 

0.39 


Hindiya 

0817000702234500 

22.761 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.442 

1.09 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.00 

0.004 

0.01 

0.02 







Non-command 

Rhyolite 

21.268 

1.09 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.37 

0.23 

0.00 

0.055 

0.21 

0.34 


Huron Ka Tala 

0817000802251000 

4.145 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.145 

0.50 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.12 

0.01 

0.013 

0.24 

0.40 


Jairamderiya 

0817000802247100 

5.268 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.268 

0.21 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.00 

0.014 

0.23 

0.37 


Jaisar 

0817000802247500 

45.594 

Saline 

Non-command 

Non-command 

Older Alluvium 

45.589 

0.50 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

1.85 

1.13 

0.01 

0.119 

0.23 

0.37 







Non-command 

Rhyolite 

0.005 

0.50 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jakharo Ki Dhani 

0817000802246800 

6.221 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.221 

0.05 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.016 

0.23 

0.38 


Jakhron Ka Tala 

0817000702232600 

9.972 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.432 

1.55 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.00 

0.001 

0.01 

0.02 


Jaleela 

0817000702234900 

4.347 

Saline 

Non-command 

Non-command 

Rhyolite 

0.008 

1.17 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jandooyon Ka Tala 

0817000802247000 

2.993 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.993 

0.15 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.01 

0.008 

0.23 

0.37 


Janeki Beri 

0817000702239000 

13.621 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.730 

0.92 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.42 

0.26 

0.00 

0.015 

0.09 

0.16 







Non-command 

Rhyolite 

7.890 

0.92 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.00 

0.021 

0.13 

0.21 


Jaton Ki Basti 

0817000702239300 

6.940 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.890 

0.69 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.39 

0.24 

0.00 

0.018 

0.23 

0.37 







Non-command 

Rhyolite 

0.050 

0.69 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kalyanpura 

0817000802249500 

8.454 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.454 

0.13 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.02 

0.026 

0.24 

0.39 


Kelan Ka Par 

0817000702238600 

5.261 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.261 

0.48 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.12 

0.00 

0.014 

0.23 

0.38 


Kelnor 

0817000802250900 

40.749 

Saline 

Non-command 

Non-command 

Older Alluvium 

40.749 

0.23 

0.090 

0.05 

0.00 

0.00 

0.00 

0.00 

0.89 

0.54 

0.03 

0.124 

0.24 

0.40 


Khadeen 

0817000702231300 

14.698 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.010 

1.50 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kharipa Der 

0817000802250000 

6.609 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.609 

0.13 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.00 

0.020 

0.23 

0.38 


Khariya Rathoran 

0817000702233000 

17.287 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.940 

1.23 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.19 

0.00 

0.008 

0.04 

0.06 


Kothe Ka Tala 

0817000802245600 

8.700 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.688 

-0.09 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.023 

0.23 

0.37 


Kumharon Ka Teeba 

0817000802247900 

40.799 

Saline 

Non-command 

Non-command 

Older Alluvium 

40.799 

0.34 

0.090 

0.04 

0.00 

0.00 

0.00 

0.00 

1.29 

0.77 

0.00 

0.124 

0.23 

0.38 


Ladhe Ka Par 

0817000702238300 

11.132 

Saline 

Non-command 

Non-command 

Older Alluvium 

10.368 

0.45 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.39 

0.23 

0.00 

0.027 

0.21 

0.35 


Lakhe Ka Tala 

0817000802248200 

2.695 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.695 

0.27 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.008 

0.23 

0.38 


Lariyala 

0817000802250700 

19.922 

Saline 

Non-command 

Non-command 

Older Alluvium 

19.922 

0.99 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

1.80 

1.10 

0.01 

0.061 

0.24 

0.39 


Loombasar 

0817000802246600 

9.290 

Saline 

Non-command 

Non-command 

Older Alluvium 

9.290 

0.05 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.024 

0.23 

0.37 


Macharon Ka Tala 

0817000802249900 

17.190 

Saline 

Non-command 

Non-command 

Older Alluvium 

17.190 

-0.05 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.052 

0.23 

0.38 


Madhuri Ka Tala 

0817000802248800 

21.580 

Saline 

Non-command 

Non-command 

Older Alluvium 

21.580 

0.21 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.43 

0.26 

0.00 

0.066 

0.23 

0.39 


Manakki Dhani 

0817000702234600 

11.624 

Saline 

Non-command 

Non-command 

Rhyolite 

6.461 

1.18 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.00 

0.017 

0.12 

0.20 


Mandroop Ka Tala 

0817000702238900 

4.994 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.362 

0.90 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.10 

0.00 

0.006 

0.11 

0.18 







Non-command 

Rhyolite 

2.620 

0.90 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.007 

0.12 

0.19 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Beendoniyon Ki Dhani 

0817000802250600 

0.09 

0.54 

130.94 

0.65 

- 

0.65 

0.03 

0.27 

0.07 

- 

- 

- 

- 

- 

0.070 

0.720 

0.036 

0.684 

0.082 

11.93 

Safe 

Bhabhoote Ki Dhani 

0817000802248100 

0.09 

0.19 

(21.62) 

0.15 

- 

0.15 

0.03 

0.26 

0.03 

- 

- 

- 

- 

- 

0.025 

0.174 

0.009 

0.165 

0.049 

29.86 

Safe 

Bhara Gulmohmmad 

0817000802251700 

0.09 

0.00 

2,533.60 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.007 

284.07 

Over Exploited 

Bheende Ka Par 

0817000702238200 

0.12 

0.33 

28.74 

0.39 

- 

0.39 

0.03 

0.26 

0.05 

- 

- 

- 

- 

- 

0.045 

0.437 

0.022 

0.416 

0.032 

7.59 

Safe 

Bhilon Ka Tala 

0817000802248900 

0.09 

0.16 

(53.91) 

0.13 

- 

0.13 

0.03 

0.27 

0.02 

- 

- 

- 

- 

- 

0.022 

0.153 

0.008 

0.145 

0.035 

23.85 

Safe 


0817000802251200 

0.09 

0.21 

(90.15) 

0.17 

- 

0.17 

0.03 

0.22 

0.03 

- 

- 

- 

- 

- 

0.028 

0.196 

0.010 

0.186 

0.048 

25.87 

Safe 



0.09 

0.00 

626.46 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhojriya 

0817000802247700 

0.09 

0.46 

17.90 

0.54 

- 

0.54 

0.03 

0.26 

0.06 

- 

- 

- 

- 

- 

0.063 

0.607 

0.030 

0.576 

0.090 

15.68 

Safe 

Bijrar 

0817000802250100 

0.09 

0.54 

- 

0.54 

- 

0.54 

0.03 

0.26 

0.07 

- 

- 

- 

- 

- 

0.071 

0.616 

0.062 

0.554 

0.097 

17.46 

Safe 

Bukar 

0817000702237900 

0.12 

0.09 

20.10 

0.10 

- 

0.10 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.012 

0.117 

0.006 

0.111 

0.008 

7.62 

Safe 

Bukri 

0817000702238100 

0.12 

0.11 

87.37 

0.14 

- 

0.14 

0.02 

0.19 

0.02 

- 

- 

- 

- 

- 

0.016 

0.151 

0.008 

0.143 

0.014 

10.09 

Safe 



0.05 

0.00 

176.84 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.004 

79.65 

Semi Critical 

Chadar Bankalsar 

0817000702233300 

0.12 

0.23 

122.91 

0.28 

- 

0.28 

0.03 

0.26 

0.03 

- 

- 

- 

- 

- 

0.030 

0.305 

0.015 

0.290 

0.022 

7.60 

Safe 

Chadar Dakhnad 

0817000702233200 

0.12 

0.29 

40.77 

0.35 

- 

0.35 

0.03 

0.26 

0.04 

- 

- 

- 

- 

- 

0.037 

0.387 

0.019 

0.368 

0.032 

8.66 

Safe 

Chadar Mandroop 

0817000702233800 

0.12 

0.36 

124.78 

0.43 

- 

0.43 

0.03 

0.24 

0.05 

- 

- 

- 

- 

- 

0.046 

0.474 

0.024 

0.450 

0.044 

9.74 

Safe 



0.05 

0.00 

1,951.10 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

393.06 

Over Exploited 

Chari 

0817000702233500 

0.12 

0.18 

163.71 

0.21 

- 

0.21 

0.03 

0.26 

0.02 

- 

- 

- 

- 

- 

0.023 

0.237 

0.012 

0.225 

0.017 

7.61 

Safe 

Chhota Bhojriya 

0817000802248300 

0.09 

0.29 

(20.73) 

0.23 

- 

0.23 

0.03 

0.26 

0.04 

- 

- 

- 

- 

- 

0.039 

0.269 

0.013 

0.256 

0.053 

20.84 

Safe 

Darjion Ka Tala 

0817000802245700 

0.12 

0.02 

485,404.82 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.002 

0.022 

0.001 

0.021 

0.008 

35.87 

Safe 

Dedoosar 

0817000802250500 

0.09 

0.31 

- 

0.31 

- 

0.31 

0.03 

0.27 

0.04 

- 

- 

- 

- 

- 

0.041 

0.354 

0.035 

0.318 

0.070 

21.96 

Safe 

Deopura 

0817000802239400 

0.09 

0.25 

########## 

0.30 

- 

0.30 

0.02 

0.19 

0.03 

- 

- 

- 

- 

- 

0.031 

0.332 

0.017 

0.316 

0.054 

17.25 

Safe 

Dhanora 

0817000702232800 

0.12 

0.24 

191.41 

0.29 

- 

0.29 

0.03 

0.26 

0.03 

- 

- 

- 

- 

- 

0.030 

0.317 

0.016 

0.301 

0.027 

8.93 

Safe 

Dharasar 

0817000802246000 

0.12 

0.15 

- 

0.15 

- 

0.15 

0.03 

0.26 

0.02 

- 

- 

- 

- 

- 

0.019 

0.172 

0.017 

0.155 

0.018 

11.88 

Safe 

Dhok 

0817000802245200 

0.09 

0.00 

61,090.64 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Gandhi Nagar 

0817000702232700 

0.12 

0.04 

403.58 

0.05 

- 

0.05 

0.02 

0.15 

0.01 

- 

- 

- 

- 

- 

0.005 

0.057 

0.003 

0.054 

0.011 

20.55 

Safe 

Gangala 

0817000702232400 

0.12 

0.10 

764.68 

0.11 

- 

0.11 

0.01 

0.09 

0.01 

- 

- 

- 

- 

- 

0.012 

0.127 

0.006 

0.120 

0.027 

22.34 

Safe 

Gardiya 

0817000702239100 

0.12 

0.09 

256.43 

0.11 

- 

0.11 

0.01 

0.12 

0.01 

- 

- 

- 

- 

- 

0.013 

0.124 

0.006 

0.117 

0.020 

16.79 

Safe 



0.05 

0.06 

40.30 

0.07 

- 

0.07 

0.02 

0.14 

0.01 

- 

- 

- 

- 

- 

0.008 

0.076 

0.004 

0.072 

0.024 

33.17 

Safe 

Ghoniya 

0817000802245500 

0.09 

0.41 

- 

0.41 

- 

0.41 

0.03 

0.24 

0.05 

- 

- 

- 

- 

- 

0.052 

0.458 

0.046 

0.412 

0.150 

36.46 

Safe 

Gidaliyon Ka Tala 

0817000702232900 

0.12 

0.18 

103.56 

0.21 

- 

0.21 

0.03 

0.26 

0.02 

- 

- 

- 

- 

- 

0.023 

0.236 

0.012 

0.225 

0.021 

9.36 

Safe 

Gumane Ka Tala 

0817000802251400 

0.09 

0.00 

4,226.25 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.004 

295.27 

Over Exploited 



0.09 

0.00 

2,232.44 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.011 

252.69 

Over Exploited 

Hanumanpura 

0817000802247400 

0.12 

0.46 

42.43 

0.55 

- 

0.55 

0.02 

0.20 

0.06 

- 

- 

- 

- 

- 

0.060 

0.610 

0.031 

0.580 

0.056 

9.63 

Safe 



0.05 

0.01 

172.18 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.002 

0.019 

0.001 

0.018 

0.015 

84.10 

Semi Critical 

Heerpura 

0817000802247600 

0.12 

0.14 

(48.99) 

0.11 

- 

0.11 

0.03 

0.26 

0.02 

- 

- 

- 

- 

- 

0.018 

0.126 

0.006 

0.120 

0.017 

14.00 

Safe 

Hejam Ka Bhara 

0817000802249600 

0.09 

0.13 

(55.60) 

0.11 

- 

0.11 

0.03 

0.27 

0.02 

- 

- 

- 

- 

- 

0.018 

0.123 

0.006 

0.117 

0.019 

16.16 

Safe 

Hejam Ka Tala 

0817000802249200 

0.09 

0.17 

(159.83) 

0.13 

- 

0.13 

0.03 

0.27 

0.02 

- 

- 

- 

- 

- 

0.023 

0.156 

0.008 

0.148 

0.031 

20.90 

Safe 

Hindiya 

0817000702234500 

0.12 

0.00 

3,059.65 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.004 

119.95 

Over Exploited 



0.05 

0.22 

1.97 

0.23 

- 

0.23 

0.03 

0.24 

0.03 

- 

- 

- 

- 

- 

0.030 

0.258 

0.013 

0.246 

0.055 

22.58 

Safe 

Huron Ka Tala 

0817000802251000 

0.09 

0.09 

30.28 

0.11 

- 

0.11 

0.03 

0.27 

0.01 

- 

- 

- 

- 

- 

0.012 

0.120 

0.006 

0.114 

0.027 

23.30 

Safe 

Jairamderiya 

0817000802247100 

0.12 

0.15 

(61.75) 

0.12 

- 

0.12 

0.03 

0.26 

0.02 

- 

- 

- 

- 

- 

0.019 

0.135 

0.007 

0.128 

0.014 

10.69 

Safe 

Jaisar 

0817000802247500 

0.12 

1.25 

(9.33) 

1.13 

- 

1.13 

0.03 

0.26 

0.17 

- 

- 

- 

- 

- 

0.167 

1.298 

0.065 

1.233 

0.126 

10.20 

Safe 



0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jakharo Ki Dhani 

0817000802246800 

0.12 

0.17 

(88.05) 

0.14 

- 

0.14 

0.03 

0.26 

0.02 

- 

- 

- 

- 

- 

0.023 

0.161 

0.008 

0.153 

0.016 

10.59 

Safe 

Jakhron Ka Tala 

0817000702232600 

0.12 

0.00 

6,775.71 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

175.37 

Over Exploited 

Jaleela 

0817000702234900 

0.05 

0.00 

68,632.79 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jandooyon Ka Tala 

0817000802247000 

0.12 

0.08 

(73.27) 

0.07 

- 

0.07 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.011 

0.077 

0.004 

0.073 

0.015 

20.24 

Safe 

Janeki Beri 

0817000702239000 

0.12 

0.07 

295.68 

0.08 

- 

0.08 

0.01 

0.11 

0.01 

- 

- 

- 

- 

- 

0.009 

0.087 

0.004 

0.083 

0.015 

18.05 

Safe 



0.05 

0.05 

36.97 

0.06 

0.00 

0.07 

0.02 

0.15 

0.01 

- 

- 

- 

0.005 

0.005 

0.012 

0.077 

0.004 

0.074 

0.021 

27.94 

Safe 

Jaton Ki Basti 

0817000702239300 

0.12 

0.19 

27.52 

0.22 

- 

0.22 

0.03 

0.26 

0.03 

- 

- 

- 

- 

- 

0.025 

0.249 

0.012 

0.236 

0.018 

7.61 

Safe 



0.05 

0.00 

7,147.90 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kalyanpura 

0817000802249500 

0.09 

0.18 

(63.48) 

0.14 

- 

0.14 

0.03 

0.27 

0.02 

- 

- 

- 

- 

- 

0.024 

0.169 

0.008 

0.160 

0.048 

29.84 

Safe 

Kelan Ka Par 

0817000702238600 

0.12 

0.14 

(15.62) 

0.12 

- 

0.12 

0.03 

0.26 

0.02 

- 

- 

- 

- 

- 

0.020 

0.141 

0.007 

0.134 

0.014 

10.27 

Safe 

Kelnor 

0817000802250900 

0.09 

0.88 

(39.10) 

0.70 

- 

0.70 

0.03 

0.27 

0.12 

- 

- 

- 

- 

- 

0.117 

0.820 

0.041 

0.779 

0.149 

19.16 

Safe 

Khadeen 

0817000702231300 

0.12 

0.00 

408,433.11 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kharipa Der 

0817000802250000 

0.09 

0.14 

(61.58) 

0.11 

- 

0.11 

0.03 

0.26 

0.02 

- 

- 

- 

- 

- 

0.018 

0.129 

0.006 

0.122 

0.020 

16.50 

Safe 

Khariya Rathoran 

0817000702233000 

0.12 

0.01 

1,263.33 

0.02 

- 

0.02 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.002 

0.018 

0.001 

0.017 

0.008 

44.40 

Safe 

Kothe Ka Tala 

0817000802245600 

0.12 

0.24 

- 

0.24 

- 

0.24 

0.03 

0.26 

0.03 

- 

- 

- 

- 

- 

0.031 

0.271 

0.027 

0.244 

0.045 

18.29 

Safe 

Kumharon Ka Teeba 

0817000802247900 

0.09 

0.84 

(8.45) 

0.77 

- 

0.77 

0.03 

0.26 

0.12 

- 

- 

- 

- 

- 

0.116 

0.885 

0.044 

0.840 

0.124 

14.80 

Safe 

Ladhe Ka Par 

0817000702238300 

0.12 

0.26 

(12.32) 

0.23 

- 

0.23 

0.03 

0.24 

0.04 

- 

- 

- 

- 

- 

0.037 

0.266 

0.013 

0.252 

0.027 

10.71 

Safe 

Lakhe Ka Tala 

0817000802248200 

0.09 

0.06 

(30.14) 

0.04 

- 

0.04 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.008 

0.052 

0.003 

0.050 

0.012 

24.52 

Safe 

Lariyala 

0817000802250700 

0.09 

0.43 

156.88 

0.51 

- 

0.51 

0.03 

0.27 

0.06 

- 

- 

- 

- 

- 

0.056 

0.568 

0.028 

0.540 

0.072 

13.29 

Safe 

Loombasar 

0817000802246600 

0.12 

0.26 

(188.54) 

0.21 

- 

0.21 

0.03 

0.26 

0.03 

- 

- 

- 

- 

- 

0.033 

0.239 

0.012 

0.227 

0.028 

12.45 

Safe 

Macharon Ka Tala 

0817000802249900 

0.09 

0.36 

- 

0.36 

- 

0.36 

0.03 

0.26 

0.05 

- 

- 

- 

- 

- 

0.047 

0.407 

0.041 

0.366 

0.056 

15.40 

Safe 

Madhuri Ka Tala 

0817000802248800 

0.09 

0.45 

(43.36) 

0.36 

- 

0.36 

0.03 

0.26 

0.06 

- 

- 

- 

- 

- 

0.061 

0.422 

0.021 

0.401 

0.070 

17.40 

Safe 

Manakki Dhani 

0817000702234600 

0.05 

0.04 

90.19 

0.05 

- 

0.05 

0.02 

0.14 

0.01 

- 

- 

- 

- 

- 

0.005 

0.054 

0.003 

0.051 

0.017 

33.00 

Safe 

Mandroop Ka Tala 

0817000702238900 

0.12 

0.03 

243.43 

0.04 

- 

0.04 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.004 

0.040 

0.002 

0.038 

0.006 

16.11 

Safe 



0.05 

0.02 

39.52 

0.02 

- 

0.02 

0.02 

0.13 

0.00 

- 

- 

- 

- 

- 

0.002 

0.021 

0.001 

0.020 

0.007 

34.86 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Mate Ka Tala 

0817000802250300 

20.250 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.275 

0.08 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 


Meghpura 

0817000802247300 

7.362 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.362 

0.21 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.08 

0.00 

0.019 

0.23 

0.37 


Mekaran Wala 

0817000702238800 

11.064 

Saline 

Non-command 

Non-command 

Older Alluvium 

11.064 

0.71 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.63 

0.38 

0.00 

0.029 

0.23 

0.38 


Mitharaoo 

0817000802251300 

11.621 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.678 

0.45 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.02 

0.002 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Older Alluvium 

10.943 

0.45 

0.090 

0.07 

0.00 

0.00 

0.00 

0.00 

0.51 

0.31 

0.25 

0.033 

0.23 

0.38 


Mohammad Ka Par 

0817000702238500 

2.271 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.271 

0.44 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.006 

0.23 

0.38 


Nageka Par 

0817000702238700 

8.323 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.323 

0.55 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.37 

0.22 

0.00 

0.022 

0.23 

0.38 


Nandram Ki Dhani 

0817000802246400 

7.014 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.014 

-0.06 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.018 

0.23 

0.37 


Nawatala Jaitmalan 

0817000802251500 

27.466 

Saline 

Non-command 

Non-command 

Older Alluvium 

20.471 

1.00 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

1.87 

1.14 

0.03 

0.062 

0.18 

0.30 


Naya Bhojriya 

0817000802248400 

18.417 

Saline 

Non-command 

Non-command 

Older Alluvium 

18.417 

0.28 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.49 

0.30 

0.01 

0.056 

0.23 

0.38 


Paboodan Singh Ki Dhani 

0817000702234100 

8.967 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.282 

1.23 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.01 

0.01 







Non-command 

Rhyolite 

3.184 

1.23 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.008 

0.08 

0.13 


Padhariya 

0817000702237500 

3.666 

Saline 

Non-command 

Non-command 

Rhyolite 

0.048 

0.51 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Panoniyon Ki Dhani 

0817000802245400 

21.879 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.743 

-0.09 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.01 


Parariya 

0817000802239500 

7.672 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.028 

1.64 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Pooniyon Ka Tala 

0817000702233100 

11.146 

Saline 

Non-command 

Non-command 

Older Alluvium 

9.630 

0.41 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.32 

0.21 

0.00 

0.025 

0.20 

0.31 


Posal 

0817000802249800 

25.620 

Saline 

Non-command 

Non-command 

Older Alluvium 

25.620 

0.18 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.44 

0.27 

0.03 

0.078 

0.23 

0.38 


Prem Singh Ki Dhani 

0817000802250400 

16.013 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.473 

0.26 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.10 

0.01 

0.020 

0.10 

0.15 


Purpuriya 

0817000702237000 

2.178 

Saline 

Non-command 

Non-command 

Rhyolite 

0.044 

0.79 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Ramdeo Ka Mandir 

0817000702233700 

12.150 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.933 

1.23 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.48 

0.30 

0.00 

0.013 

0.09 

0.15 


Ramji Ki Dhani 

0817000802246100 

8.703 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.703 

-0.13 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.023 

0.23 

0.36 


Ramzan Ki Gafan 

0817000802248700 

8.490 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.490 

0.23 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.12 

0.04 

0.026 

0.23 

0.38 


Ranatali 

0817000802248500 

12.363 

Saline 

Non-command 

Non-command 

Older Alluvium 

12.363 

0.22 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.25 

0.15 

0.00 

0.038 

0.23 

0.38 


Rasbani 

0817000802249100 

14.028 

Saline 

Non-command 

Non-command 

Older Alluvium 

14.028 

0.15 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.21 

0.13 

0.01 

0.043 

0.23 

0.39 


Ratasar 

0817000802246900 

11.800 

Saline 

Non-command 

Non-command 

Older Alluvium 

11.800 

0.15 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.00 

0.031 

0.23 

0.37 


Ratasarder 

0817000802246700 

8.196 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.196 

0.02 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.021 

0.23 

0.37 


Rathoron Ka Tala 

0817000802248000 

14.903 

Saline 

Non-command 

Non-command 

Older Alluvium 

14.903 

0.30 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.42 

0.25 

0.00 

0.045 

0.23 

0.38 


Rawat Ka Tala 

0817000702234400 

2.373 

Saline 

Non-command 

Non-command 

Rhyolite 

0.323 

1.22 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.03 

0.05 


Rodi Nadi 

0817000702233400 

8.083 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.083 

1.23 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.80 

0.51 

0.00 

0.021 

0.23 

0.36 


Rodiyon Ka Tala 

0817000802251800 

14.941 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.019 

0.97 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sabu Ka Par 

0817000702238000 

3.481 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.081 

0.68 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Rhyolite 

1.943 

0.68 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.005 

0.12 

0.21 


Sadul Ki Gafan 

0817000802249000 

9.734 

Saline 

Non-command 

Non-command 

Older Alluvium 

9.734 

0.19 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.10 

0.01 

0.030 

0.23 

0.39 


Saiyon Ki Basti 

0817000802246200 

35.026 

Saline 

Non-command 

Non-command 

Older Alluvium 

35.026 

0.13 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.38 

0.24 

0.00 

0.091 

0.23 

0.36 


Sajjan Ka Par 

0817000702238400 

7.166 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.166 

0.39 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.14 

0.00 

0.019 

0.23 

0.38 


Salariya Kanlariya 

0817000702233900 

6.846 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.713 

1.15 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.002 

0.02 

0.04 







Non-command 

Rhyolite 

6.133 

1.15 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.00 

0.016 

0.20 

0.32 


Samelon Ka Tala 

0817000802251100 

9.278 

Saline 

Non-command 

Non-command 

Older Alluvium 

9.278 

0.36 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.31 

0.19 

0.01 

0.028 

0.24 

0.40 


Samoton Ka Par 

0817000802247800 

8.953 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.953 

0.42 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.35 

0.21 

0.00 

0.027 

0.23 

0.38 


Selau 

0817000702239200 

5.980 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.406 

0.92 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.02 

0.02 







Non-command 

Rhyolite 

5.574 

0.92 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.015 

0.21 

0.34 


Setrau 

0817000702233600 

34.750 

Saline 

Non-command 

Non-command 

Older Alluvium 

18.176 

1.25 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

1.84 

1.16 

0.02 

0.047 

0.12 

0.19 







Non-command 

Rhyolite 

0.175 

1.25 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Shere Ka Tala 

0817000702234000 

4.125 

Saline 

Non-command 

Non-command 

Rhyolite 

4.060 

1.21 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.00 

0.011 

0.22 

0.36 


Sobhala Jetmalan 

0817000802250800 

31.432 

Saline 

Non-command 

Non-command 

Older Alluvium 

31.432 

0.41 

0.090 

0.04 

0.00 

0.00 

0.00 

0.00 

1.20 

0.73 

0.04 

0.096 

0.24 

0.39 


Sukaliya 

0817000802250200 

20.027 

Saline 

Non-command 

Non-command 

Older Alluvium 

17.045 

-0.10 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.052 

0.20 

0.32 


Surali 

0817000702234700 

11.803 

Saline 

Non-command 

Non-command 

Rhyolite 

4.986 

1.17 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.00 

0.013 

0.09 

0.15 


Talab Ka Par 

0817000702237700 

17.913 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.198 

0.48 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.28 

0.17 

0.00 

0.019 

0.09 

0.15 


Tamachi Ki Gafan 

0817000802248600 

3.954 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.954 

0.23 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.02 

0.012 

0.23 

0.38 


Tamliyar 

0817000702231100 

60.197 

Saline 

Non-command 

Non-command 

Older Alluvium 

29.704 

1.49 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

3.56 

2.29 

0.01 

0.077 

0.11 

0.17 







Non-command 

Rhyolite 

9.606 

1.49 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.14 

0.00 

0.025 

0.04 

0.06 


Ubhreka Par 

0817000702236900 

12.884 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.059 

1.00 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Rhyolite 

9.599 

1.00 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.00 

0.025 

0.17 

0.27 


Udsiyar 

0817000802249700 

10.336 

Saline 

Non-command 

Non-command 

Older Alluvium 

10.336 

0.23 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.14 

0.01 

0.032 

0.24 

0.39 


Ummedpura 

0817000802249300 

9.866 

Saline 

Non-command 

Non-command 

Older Alluvium 

9.866 

0.13 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.01 

0.030 

0.24 

0.39 

16006072 

Adkiya 

0816000102019700 

49.125 

Saline 

Non-command 

Non-command 

Younger Alluvium 

11.475 

0.03 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.004 

0.04 

0.07 


Akanwali 

0816000102032600 

16.006 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

15.953 

0.18 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.17 

0.00 

0.005 

0.19 

0.33 





Saline 

Non-command 

Non-command 

Younger Alluvium 

0.053 

0.18 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Asoda 

0816000102031700 

15.219 

Saline 

Non-command 

Non-command 

Younger Alluvium 

15.219 

0.28 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.25 

0.00 

0.005 

0.19 

0.32 


Babuwali 

0816000102031900 

31.322 

Saline 

Non-command 

Non-command 

Younger Alluvium 

31.322 

0.25 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.78 

0.45 

0.00 

0.010 

0.19 

0.32 


Bagnau 

0816000102031200 

24.703 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.281 

0.29 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.00 

0.002 

0.04 

0.07 





Saline 

Non-command 

Non-command 

Younger Alluvium 

0.003 

0.29 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bandri 

0816000102019500 

21.089 

Saline 

Non-command 

Non-command 

Younger Alluvium 

5.391 

-0.03 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.05 

0.08 


Basna 

0816000102031300 

56.882 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

41.668 

0.25 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

1.04 

0.60 

0.00 

0.014 

0.14 

0.24 





Saline 

Non-command 

Non-command 

Younger Alluvium 

15.214 

0.25 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.22 

0.00 

0.005 

0.05 

0.09 


Bhiloi 

0816000102033300 

12.695 

Saline 

Non-command 

Non-command 

Younger Alluvium 

12.695 

0.29 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.21 

0.00 

0.004 

0.19 

0.32 


Bhinda Deslonwala 

0816000102019600 

26.313 

Saline 

Non-command 

Non-command 

Younger Alluvium 

16.916 

-0.05 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.12 

0.20 


Bhinda Khara 

0816000102028900 

6.577 

Saline 

Non-command 

Non-command 

Younger Alluvium 

6.577 

0.00 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.18 

0.31 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Mate Ka Tala 

0817000802250300 

0.09 

0.00 

1,415.40 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Meghpura 

0817000802247300 

0.12 

0.20 

(158.34) 

0.16 

- 

0.16 

0.03 

0.26 

0.03 

- 

- 

- 

- 

- 

0.026 

0.188 

0.009 

0.179 

0.023 

12.99 

Safe 

Mekaran Wala 

0817000702238800 

0.12 

0.30 

61,980.11 

0.36 

- 

0.36 

0.03 

0.26 

0.04 

- 

- 

- 

- 

- 

0.041 

0.399 

0.020 

0.379 

0.029 

7.60 

Safe 

Mitharaoo 

0817000802251300 

0.09 

0.00 

2,491.62 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.024 

2,191.72 

Over Exploited 



0.09 

0.23 

36.51 

0.27 

- 

0.27 

0.03 

0.26 

0.03 

0.0100 

- 

- 

- 

0.010 

0.040 

0.311 

0.016 

0.296 

0.282 

95.46 

Critical 

Mohammad Ka Par 

0817000702238500 

0.12 

0.06 

(23.11) 

0.05 

- 

0.05 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.009 

0.058 

0.003 

0.055 

0.006 

10.76 

Safe 

Nageka Par 

0817000702238700 

0.12 

0.23 

(0.80) 

0.22 

- 

0.22 

0.03 

0.26 

0.03 

- 

- 

- 

- 

- 

0.031 

0.256 

0.013 

0.243 

0.022 

8.93 

Safe 

Nandram Ki Dhani 

0817000802246400 

0.12 

0.19 

- 

0.19 

- 

0.19 

0.03 

0.26 

0.03 

- 

- 

- 

- 

- 

0.025 

0.219 

0.022 

0.197 

0.018 

9.28 

Safe 

Nawatala Jaitmalan 

0817000802251500 

0.09 

0.33 

43.94 

0.40 

- 

0.40 

0.02 

0.20 

0.04 

- 

- 

- 

- 

- 

0.043 

0.440 

0.022 

0.418 

0.091 

21.86 

Safe 

Naya Bhojriya 

0817000802248400 

0.09 

0.38 

(21.91) 

0.31 

- 

0.31 

0.03 

0.26 

0.05 

- 

- 

- 

- 

- 

0.051 

0.356 

0.018 

0.339 

0.067 

19.84 

Safe 

Paboodan Singh Ki Dhani 

0817000702234100 

0.12 

0.00 

7,071.23 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.05 

0.01 

187.32 

0.02 

- 

0.02 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.002 

0.017 

0.001 

0.016 

0.008 

51.62 

Safe 

Padhariya 

0817000702237500 

0.05 

0.00 

2,774.52 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Panoniyon Ki Dhani 

0817000802245400 

0.09 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

419.95 

Over Exploited 

Parariya 

0817000802239500 

0.09 

0.00 

126,448.46 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pooniyon Ka Tala 

0817000702233100 

0.12 

0.23 

(9.05) 

0.21 

- 

0.21 

0.02 

0.22 

0.03 

- 

- 

- 

- 

- 

0.029 

0.236 

0.012 

0.224 

0.025 

11.18 

Safe 

Posal 

0817000802249800 

0.09 

0.54 

158,045.59 

0.43 

- 

0.43 

0.03 

0.26 

0.07 

- 

- 

- 

- 

- 

0.071 

0.501 

0.025 

0.476 

0.103 

21.67 

Safe 

Prem Singh Ki Dhani 

0817000802250400 

0.09 

0.06 

77.55 

0.07 

- 

0.07 

0.01 

0.11 

0.01 

- 

- 

- 

- 

- 

0.007 

0.074 

0.004 

0.070 

0.034 

47.88 

Safe 

Purpuriya 

0817000702237000 

0.05 

0.00 

2,863.87 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ramdeo Ka Mandir 

0817000702233700 

0.12 

0.05 

460.53 

0.06 

- 

0.06 

0.01 

0.10 

0.01 

- 

- 

- 

- 

- 

0.007 

0.072 

0.004 

0.068 

0.013 

18.81 

Safe 

Ramji Ki Dhani 

0817000802246100 

0.12 

0.24 

- 

0.24 

- 

0.24 

0.03 

0.26 

0.03 

- 

- 

- 

- 

- 

0.031 

0.270 

0.027 

0.243 

0.023 

9.34 

Safe 

Ramzan Ki Gafan 

0817000802248700 

0.09 

0.18 

(34.46) 

0.14 

- 

0.14 

0.03 

0.26 

0.02 

- 

- 

- 

- 

- 

0.024 

0.166 

0.008 

0.158 

0.062 

39.28 

Safe 

Ranatali 

0817000802248500 

0.09 

0.26 

(40.74) 

0.21 

- 

0.21 

0.03 

0.26 

0.03 

- 

- 

- 

- 

- 

0.034 

0.241 

0.012 

0.229 

0.042 

18.21 

Safe 

Rasbani 

0817000802249100 

0.09 

0.30 

(57.27) 

0.24 

- 

0.24 

0.03 

0.27 

0.04 

- 

- 

- 

- 

- 

0.040 

0.277 

0.014 

0.263 

0.057 

21.57 

Safe 

Ratasar 

0817000802246900 

0.12 

0.33 

(71.10) 

0.26 

- 

0.26 

0.03 

0.26 

0.04 

- 

- 

- 

- 

- 

0.043 

0.305 

0.015 

0.289 

0.035 

12.01 

Safe 

Ratasarder 

0817000802246700 

0.12 

0.23 

(194.47) 

0.18 

- 

0.18 

0.03 

0.26 

0.03 

- 

- 

- 

- 

- 

0.030 

0.212 

0.011 

0.201 

0.021 

10.62 

Safe 

Rathoron Ka Tala 

0817000802248000 

0.09 

0.31 

(18.64) 

0.25 

- 

0.25 

0.03 

0.26 

0.04 

- 

- 

- 

- 

- 

0.042 

0.293 

0.015 

0.279 

0.045 

16.30 

Safe 

Rawat Ka Tala 

0817000702234400 

0.05 

0.00 

649.85 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Rodi Nadi 

0817000702233400 

0.12 

0.22 

132.86 

0.26 

- 

0.26 

0.03 

0.26 

0.03 

- 

- 

- 

- 

- 

0.028 

0.292 

0.015 

0.277 

0.021 

7.60 

Safe 

Rodiyon Ka Tala 

0817000802251800 

0.09 

0.00 

196,190.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sabu Ka Par 

0817000702238000 

0.12 

0.00 

5,124.65 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.01 

(2.31) 

0.01 

- 

0.01 

0.02 

0.14 

0.00 

- 

- 

- 

- 

- 

0.002 

0.013 

0.001 

0.013 

0.005 

39.50 

Safe 

Sadul Ki Gafan 

0817000802249000 

0.09 

0.20 

(48.62) 

0.16 

- 

0.16 

0.03 

0.26 

0.03 

- 

- 

- 

- 

- 

0.028 

0.191 

0.010 

0.181 

0.037 

20.22 

Safe 

Saiyon Ki Basti 

0817000802246200 

0.12 

0.96 

(174.82) 

0.77 

- 

0.77 

0.03 

0.26 

0.12 

- 

- 

- 

- 

- 

0.123 

0.891 

0.045 

0.847 

0.091 

10.78 

Safe 

Sajjan Ka Par 

0817000702238400 

0.12 

0.19 

(29.42) 

0.16 

- 

0.16 

0.03 

0.26 

0.03 

- 

- 

- 

- 

- 

0.027 

0.183 

0.009 

0.174 

0.019 

10.74 

Safe 

Salariya Kanlariya 

0817000702233900 

0.12 

0.00 

1,932.92 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.002 

73.00 

Semi Critical 



0.05 

0.06 

16.46 

0.07 

- 

0.07 

0.03 

0.23 

0.01 

- 

- 

- 

- 

- 

0.008 

0.080 

0.004 

0.076 

0.016 

20.91 

Safe 

Samelon Ka Tala 

0817000802251100 

0.09 

0.20 

(8.82) 

0.19 

- 

0.19 

0.03 

0.28 

0.03 

- 

- 

- 

- 

- 

0.027 

0.212 

0.011 

0.202 

0.042 

20.98 

Safe 

Samoton Ka Par 

0817000802247800 

0.09 

0.18 

14.45 

0.21 

- 

0.21 

0.03 

0.26 

0.03 

- 

- 

- 

- 

- 

0.025 

0.236 

0.012 

0.224 

0.027 

12.18 

Safe 

Selau 

0817000702239200 

0.12 

0.00 

2,342.89 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

111.55 

Over Exploited 



0.05 

0.06 

(19.78) 

0.05 

- 

0.05 

0.03 

0.24 

0.01 

- 

- 

- 

- 

- 

0.008 

0.055 

0.003 

0.052 

0.015 

27.81 

Safe 

Setrau 

0817000702233600 

0.12 

0.26 

252.00 

0.31 

- 

0.31 

0.02 

0.13 

0.03 

- 

- 

- 

- 

- 

0.033 

0.341 

0.017 

0.324 

0.062 

19.23 

Safe 



0.05 

0.00 

21,111.86 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Shere Ka Tala 

0817000702234000 

0.05 

0.04 

2.07 

0.05 

- 

0.05 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.006 

0.052 

0.003 

0.049 

0.011 

21.48 

Safe 

Sobhala Jetmalan 

0817000802250800 

0.09 

0.67 

109,013.16 

0.73 

- 

0.73 

0.03 

0.27 

0.09 

- 

- 

- 

- 

- 

0.088 

0.820 

0.041 

0.779 

0.136 

17.44 

Safe 

Sukaliya 

0817000802250200 

0.09 

0.31 

- 

0.31 

- 

0.31 

0.03 

0.22 

0.04 

- 

- 

- 

- 

- 

0.039 

0.345 

0.034 

0.310 

0.070 

22.55 

Safe 

Surali 

0817000702234700 

0.05 

0.02 

126.43 

0.03 

- 

0.03 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.003 

0.031 

0.002 

0.030 

0.013 

43.54 

Safe 

Talab Ka Par 

0817000702237700 

0.12 

0.08 

116.29 

0.09 

- 

0.09 

0.01 

0.10 

0.01 

- 

- 

- 

- 

- 

0.011 

0.104 

0.005 

0.099 

0.019 

18.91 

Safe 

Tamachi Ki Gafan 

0817000802248600 

0.09 

0.08 

(33.11) 

0.07 

- 

0.07 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.011 

0.077 

0.004 

0.074 

0.030 

40.84 

Safe 

Tamliyar 

0817000702231100 

0.12 

0.40 

475.82 

0.48 

- 

0.48 

0.01 

0.13 

0.05 

- 

- 

- 

- 

- 

0.050 

0.527 

0.026 

0.500 

0.084 

16.87 

Safe 



0.05 

0.02 

########## 

0.02 

- 

0.02 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.002 

0.022 

0.001 

0.021 

0.027 

129.69 

Over Exploited 

Ubhreka Par 

0817000702236900 

0.12 

0.00 

40,400.05 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.08 

16.81 

0.09 

- 

0.09 

0.02 

0.19 

0.01 

- 

- 

- 

- 

- 

0.011 

0.104 

0.005 

0.099 

0.025 

25.21 

Safe 

Udsiyar 

0817000802249700 

0.09 

0.22 

(37.84) 

0.17 

- 

0.17 

0.03 

0.27 

0.03 

- 

- 

- 

- 

- 

0.029 

0.204 

0.010 

0.194 

0.043 

21.94 

Safe 

Ummedpura 

0817000802249300 

0.09 

0.21 

(163.18) 

0.17 

- 

0.17 

0.03 

0.27 

0.03 

- 

- 

- 

- 

- 

0.028 

0.196 

0.010 

0.186 

0.041 

22.04 

Safe 

Adkiya 

0816000102019700 

0.03 

0.01 

82.16 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.002 

0.017 

0.001 

0.016 

0.004 

24.02 

Safe 

Akanwali 

0816000102032600 

0.03 

0.08 

121.31 

0.09 

- 

0.09 

0.03 

0.22 

0.01 

- 

- 

- 

- 

- 

0.013 

0.103 

0.005 

0.098 

0.005 

5.41 

Safe 



0.03 

0.00 

71,560.71 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Asoda 

0816000102031700 

0.03 

0.07 

247.02 

0.09 

- 

0.09 

0.03 

0.22 

0.01 

- 

- 

- 

- 

- 

0.012 

0.098 

0.005 

0.093 

0.005 

5.44 

Safe 

Babuwali 

0816000102031900 

0.03 

0.15 

212.86 

0.17 

- 

0.17 

0.03 

0.22 

0.02 

- 

- 

- 

- 

- 

0.025 

0.199 

0.010 

0.189 

0.010 

5.48 

Safe 

Bagnau 

0816000102031200 

0.03 

0.01 

1,556.70 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.002 

24.91 

Safe 



0.03 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bandri 

0816000102019500 

0.03 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.001 

0.007 

0.002 

26.73 

Safe 

Basna 

0816000102031300 

0.03 

0.15 

311.16 

0.17 

- 

0.17 

0.02 

0.16 

0.02 

- 

- 

- 

- 

- 

0.025 

0.199 

0.010 

0.189 

0.014 

7.30 

Safe 



0.03 

0.02 

1,025.94 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.003 

0.027 

0.001 

0.025 

0.005 

20.01 

Safe 

Bhiloi 

0816000102033300 

0.03 

0.06 

254.49 

0.07 

- 

0.07 

0.03 

0.22 

0.01 

- 

- 

- 

- 

- 

0.010 

0.081 

0.004 

0.077 

0.004 

5.44 

Safe 

Bhinda Deslonwala 

0816000102019600 

0.03 

0.05 

- 

0.05 

- 

0.05 

0.02 

0.14 

0.01 

- 

- 

- 

- 

- 

0.009 

0.058 

0.006 

0.052 

0.006 

10.69 

Safe 

Bhinda Khara 

0816000102028900 

0.03 

0.03 

- 

0.03 

- 

0.03 

0.03 

0.21 

0.01 

- 

- 

- 

- 

- 

0.005 

0.035 

0.004 

0.032 

0.002 

6.87 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Bhinda Mangaliyowala 

081600010201760C 

30.683 

Saline 

Non-command 

Non-command 

Younger Alluvium 

6.063 

-0.01 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.04 

0.06 


Bichau 

0816000102033000 

7.643 

Saline 

Non-command 

Non-command 

Younger Alluvium 

7.643 

0.29 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.13 

0.00 

0.003 

0.19 

0.33 


Biryaree 

0816000102032500 

20.506 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

20.000 

0.19 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.22 

0.00 

0.007 

0.19 

0.32 





Saline 

Non-command 

Non-command 

Younger Alluvium 

0.505 

0.19 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.01 


Butoi Rahimwali 

0816000102031100 

8.879 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.047 

0.31 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Younger Alluvium 

4.779 

0.31 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.08 

0.00 

0.002 

0.10 

0.18 


Dhaloowal 

0816000102032200 

15.912 

Saline 

Non-command 

Non-command 

Younger Alluvium 

15.912 

0.29 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.26 

0.00 

0.005 

0.19 

0.32 


Edewali 

0816000102031600 

7.365 

Saline 

Non-command 

Non-command 

Younger Alluvium 

7.365 

0.30 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.13 

0.00 

0.002 

0.19 

0.32 


Gajau 

0816000102032000 

16.287 

Saline 

Non-command 

Non-command 

Younger Alluvium 

16.287 

0.25 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.23 

0.00 

0.005 

0.18 

0.32 


Geraja 

0816000102019900 

107.796 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.045 

0.11 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Harda 

0816000102033500 

55.752 

Saline 

IGNP Canal System Stage III 

Command 

Younger Alluvium 

7.847 

0.29 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.13 

0.00 

0.003 

0.03 

0.04 






Non-command 

Non-command 

Younger Alluvium 

47.904 

0.29 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

1.41 

0.82 

0.00 

0.016 

0.16 

0.27 


Harnau 

0816000102033600 

85.728 

Saline 

IGNP Canal System Stage III 

Command 

Younger Alluvium 

24.197 

0.42 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

1.02 

0.59 

0.00 

0.008 

0.05 

0.09 






Non-command 

Non-command 

Younger Alluvium 

11.489 

0.42 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.48 

0.28 

0.00 

0.004 

0.02 

0.04 


Hotiya 

0816000102033400 

20.704 

Saline 

Non-command 

Non-command 

Younger Alluvium 

19.042 

0.34 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.64 

0.37 

0.00 

0.006 

0.17 

0.29 


Jhalariya 

0816000102032700 

20.889 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

7.303 

0.26 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.11 

0.00 

0.002 

0.07 

0.12 





Saline 

Non-command 

Non-command 

Younger Alluvium 

13.586 

0.26 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.20 

0.00 

0.005 

0.12 

0.21 


Jiyau Khara 

0816000102032900 

31.926 

Saline 

Non-command 

Non-command 

Younger Alluvium 

31.926 

0.30 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.96 

0.55 

0.00 

0.011 

0.19 

0.32 


Kalau 

0816000102033200 

10.547 

Saline 

Non-command 

Non-command 

Younger Alluvium 

10.547 

0.28 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.17 

0.00 

0.003 

0.19 

0.32 


Kangoor 

0816000102031500 

22.454 

Saline 

Non-command 

Non-command 

Younger Alluvium 

13.319 

0.31 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.24 

0.00 

0.004 

0.11 

0.19 


Khabdela 

0816000102034000 

18.229 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.115 

0.33 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Younger Alluvium 

16.939 

0.33 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.56 

0.32 

0.00 

0.006 

0.17 

0.30 


Kiradwali 

0816000102032800 

8.031 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

8.031 

0.17 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.08 

0.00 

0.003 

0.19 

0.33 


Kula Tala 

0816000102028800 

35.072 

Saline 

IGNP Canal System Stage III 

Command 

Younger Alluvium 

3.562 

0.06 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.02 

0.03 






Non-command 

Non-command 

Younger Alluvium 

28.883 

0.06 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.10 

0.00 

0.010 

0.15 

0.26 


Kuntara 

0816000102031800 

22.104 

Saline 

Non-command 

Non-command 

Younger Alluvium 

22.104 

0.24 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.54 

0.31 

0.00 

0.007 

0.19 

0.32 


Maghla 

0816000102031400 

17.713 

Saline 

Non-command 

Non-command 

Younger Alluvium 

17.713 

0.28 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.50 

0.29 

0.00 

0.006 

0.19 

0.33 


Mandhalwali 

0816000102032300 

32.793 

Saline 

Non-command 

Non-command 

Younger Alluvium 

32.793 

0.29 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.94 

0.55 

0.00 

0.011 

0.19 

0.32 


Mehnau 

0816000102028700 

35.215 

Saline 

IGNP Canal System Stage III 

Command 

Younger Alluvium 

34.234 

0.23 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.77 

0.45 

0.00 

0.011 

0.18 

0.30 






Non-command 

Non-command 

Younger Alluvium 

0.981 

0.23 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.01 

0.01 


Mehrana 

0816000102029100 

41.712 

Saline 

Non-command 

Non-command 

Younger Alluvium 

29.338 

0.14 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.42 

0.25 

0.00 

0.010 

0.13 

0.22 


Mithikhui 

0816000102032400 

13.217 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.035 

0.26 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Younger Alluvium 

13.182 

0.26 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.19 

0.00 

0.004 

0.19 

0.33 


Mungel 

0816000102034100 

24.665 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

19.994 

0.24 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.48 

0.27 

0.00 

0.007 

0.15 

0.27 





Saline 

Non-command 

Non-command 

Younger Alluvium 

4.671 

0.24 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.00 

0.002 

0.04 

0.06 


Nawatala 

0816000102019800 

152.896 

Saline 

IGNP Canal System Stage III 

Command 

Younger Alluvium 

15.442 

0.14 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.13 

0.00 

0.005 

0.02 

0.03 






Non-command 

Non-command 

Younger Alluvium 

18.200 

0.14 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.15 

0.00 

0.006 

0.02 

0.04 


Nichoowali 

0816000102034300 

8.182 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.627 

0.37 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.00 

0.001 

0.06 

0.10 


Nijau 

0816000102029200 

92.622 

Saline 

Non-command 

Non-command 

Younger Alluvium 

50.416 

0.30 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

1.54 

0.90 

0.00 

0.017 

0.10 

0.18 


Patanwali 

0816000102032100 

33.372 

Saline 

Non-command 

Non-command 

Younger Alluvium 

33.372 

0.29 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.98 

0.57 

0.00 

0.011 

0.19 

0.32 


Rabhlau Fakironwala 

0816000102028500 

31.598 

Saline 

IGNP Canal System Stage III 

Command 

Younger Alluvium 

2.362 

0.52 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.00 

0.001 

0.01 

0.02 


Rabhlau Rajronwala 

0816000102028600 

72.211 

Saline 

IGNP Canal System Stage III 

Command 

Younger Alluvium 

16.621 

0.35 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.58 

0.34 

0.00 

0.006 

0.04 

0.07 


Relna 

0816000102033900 

34.571 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.781 

0.40 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.000 

0.00 

0.01 





Saline 

Non-command 

Non-command 

Younger Alluvium 

1.921 

0.40 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.00 

0.001 

0.01 

0.02 


Sanger 

0816000102019200 

65.206 

Saline 

Non-command 

Non-command 

Younger Alluvium 

0.003 

0.24 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Shahra 

0816000102029000 

95.246 

Saline 

IGNP Canal System Stage III 

Command 

Younger Alluvium 

14.136 

0.13 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.11 

0.00 

0.005 

0.03 

0.05 






Non-command 

Non-command 

Younger Alluvium 

81.069 

0.13 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

1.05 

0.61 

0.00 

0.027 

0.16 

0.27 


Soma 

0816000102034200 

14.187 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.277 

0.29 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.10 

0.00 

0.002 

0.08 

0.14 


Somrau 

0816000102033100 

6.290 

Saline 

Non-command 

Non-command 

Younger Alluvium 

6.290 

0.28 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.10 

0.00 

0.002 

0.19 

0.33 

River Basin: Parbati 

Sub Basin: Parbati 

05001001 

Ajaipura 

0808000301147100 

1.854 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.017 

-0.61 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.009 

0.32 

0.41 






Parbati 

Command 

Older Alluvium 

0.837 

-0.61 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.008 

0.26 

0.34 


Badrika 

0808000301146500 

2.409 

Fresh 

Parbati 

Command 

Older Alluvium 

0.530 

-3.17 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.005 

0.13 

0.16 


Bhaulpura 

0808000301146400 

1.004 

Fresh 

Parbati 

Command 

Older Alluvium 

0.838 

-3.17 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.008 

0.49 

0.61 


Bhoorapura 

0808000301146600 

0.923 

Fresh 

Parbati 

Command 

Older Alluvium 

0.819 

-2.97 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.008 

0.52 

0.65 


Bothpura 

0808000401151500 

3.319 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.311 

-0.58 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.022 

0.41 

0.53 


Chaina Ka Pura (Bothpura) 

0808000401151800 

1.200 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.055 

-0.50 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.03 

0.04 


Chunnapura 

0808000301146000 

0.383 

Fresh 

Parbati 

Command 

Older Alluvium 

0.383 

-3.14 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.004 

0.59 

0.74 


Darupura 

0808000401152700 

1.685 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.106 

-0.52 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.001 

0.04 

0.05 


Dayeri 

0808000401151700 

1.859 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.001 

-0.44 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Durgpura 

0808000401152900 

0.673 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.126 

-0.63 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.001 

0.11 

0.15 


Kaimara 

0808000301147000 

1.489 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.109 

-0.88 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.001 

0.04 

0.05 






Parbati 

Command 

Older Alluvium 

1.380 

-0.88 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.48 

0.013 

0.54 

0.68 


Kharagpur 

0808000301146900 

5.280 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

-2.17 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Parbati 

Command 

Older Alluvium 

0.953 

-2.17 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.009 

0.11 

0.13 


Kolari 

0808000301143700 

1.653 

Fresh 

Parbati 

Command 

Older Alluvium 

0.247 

-0.98 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.002 

0.09 

0.11 


Mahoori 

0808000401152800 

1.238 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.171 

-0.59 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.002 

0.08 

0.11 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Bhinda Mangaliyowala 

0816000102017600 

0.03 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.006 

0.002 

34.88 

Safe 

Bichau 

0816000102033000 

0.03 

0.04 

250.81 

0.04 

- 

0.04 

0.03 

0.22 

0.01 

- 

- 

- 

- 

- 

0.006 

0.049 

0.002 

0.047 

0.003 

5.42 

Safe 

Biryaree 

0816000102032500 

0.03 

0.09 

139.05 

0.11 

- 

0.11 

0.03 

0.22 

0.02 

- 

- 

- 

- 

- 

0.016 

0.127 

0.006 

0.121 

0.007 

5.50 

Safe 



0.03 

0.00 

9,364.87 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Butoi Rahimwali 

0816000102031100 

0.03 

0.00 

67,470.43 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.01 

593.77 

0.01 

- 

0.01 

0.02 

0.12 

0.00 

- 

- 

- 

- 

- 

0.002 

0.017 

0.001 

0.016 

0.002 

9.97 

Safe 

Dhaloowal 

0816000102032200 

0.03 

0.07 

256.16 

0.09 

- 

0.09 

0.03 

0.22 

0.01 

- 

- 

- 

- 

- 

0.013 

0.102 

0.005 

0.097 

0.005 

5.45 

Safe 

Edewali 

0816000102031600 

0.03 

0.03 

273.63 

0.04 

- 

0.04 

0.03 

0.22 

0.01 

- 

- 

- 

- 

- 

0.006 

0.047 

0.002 

0.045 

0.002 

5.41 

Safe 

Gajau 

0816000102032000 

0.03 

0.08 

210.51 

0.09 

- 

0.09 

0.03 

0.22 

0.01 

- 

- 

- 

- 

- 

0.013 

0.103 

0.005 

0.098 

0.005 

5.51 

Safe 

Geraja 

0816000102019900 

0.03 

0.00 

362,082.49 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Harda 

0816000102033500 

0.03 

0.01 

2,535.83 

0.01 

0.00 

0.01 

0.00 

0.03 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.003 

39.41 

Safe 



0.03 

0.19 

334.73 

0.23 

- 

0.23 

0.03 

0.18 

0.03 

- 

- 

- 

- 

- 

0.032 

0.259 

0.013 

0.246 

0.016 

6.46 

Safe 

Harnau 

0816000102033600 

0.03 

0.03 

1,799.59 

0.04 

0.00 

0.04 

0.01 

0.06 

0.01 

- 

0.0000 

0.0000 

- 

- 

0.005 

0.043 

0.002 

0.041 

0.008 

19.79 

Safe 



0.03 

0.01 

3,899.77 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.000 

0.009 

0.004 

41.67 

Safe 

Hotiya 

0816000102033400 

0.03 

0.08 

358.85 

0.10 

- 

0.10 

0.03 

0.20 

0.01 

- 

- 

- 

- 

- 

0.014 

0.111 

0.006 

0.105 

0.006 

5.99 

Safe 

Jhalariya 

0816000102032700 

0.03 

0.01 

806.92 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.002 

0.017 

0.001 

0.016 

0.002 

15.43 

Safe 



0.03 

0.04 

387.72 

0.05 

- 

0.05 

0.02 

0.14 

0.01 

- 

- 

- 

- 

- 

0.007 

0.057 

0.003 

0.054 

0.005 

8.29 

Safe 

Jiyau Khara 

0816000102032900 

0.03 

0.15 

271.53 

0.18 

- 

0.18 

0.03 

0.22 

0.03 

- 

- 

- 

- 

- 

0.026 

0.205 

0.010 

0.194 

0.011 

5.44 

Safe 

Kalau 

0816000102033200 

0.03 

0.05 

249.29 

0.06 

- 

0.06 

0.03 

0.22 

0.01 

- 

- 

- 

- 

- 

0.008 

0.068 

0.003 

0.064 

0.003 

5.43 

Safe 

Kangoor 

0816000102031500 

0.03 

0.04 

541.71 

0.04 

- 

0.04 

0.02 

0.13 

0.01 

- 

- 

- 

- 

- 

0.006 

0.051 

0.003 

0.049 

0.004 

9.09 

Safe 

Khabdela 

0816000102034000 

0.03 

0.00 

65,289.63 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.07 

340.34 

0.09 

- 

0.09 

0.03 

0.20 

0.01 

- 

- 

- 

- 

- 

0.013 

0.100 

0.005 

0.095 

0.006 

5.88 

Safe 

Kiradwali 

0816000102032800 

0.03 

0.04 

106.07 

0.05 

- 

0.05 

0.03 

0.22 

0.01 

- 

- 

- 

- 

- 

0.006 

0.052 

0.003 

0.050 

0.003 

5.37 

Safe 

Kula Tala 

0816000102028800 

0.03 

0.00 

641.56 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.001 

55.00 

Safe 



0.03 

0.11 

(8.58) 

0.10 

- 

0.10 

0.03 

0.18 

0.02 

- 

- 

- 

- 

- 

0.019 

0.118 

0.006 

0.112 

0.010 

8.57 

Safe 

Kuntara 

0816000102031800 

0.03 

0.10 

204.25 

0.12 

- 

0.12 

0.03 

0.22 

0.02 

- 

- 

- 

- 

- 

0.018 

0.141 

0.007 

0.134 

0.007 

5.47 

Safe 

Maghla 

0816000102031400 

0.03 

0.08 

246.53 

0.10 

- 

0.10 

0.03 

0.22 

0.01 

- 

- 

- 

- 

- 

0.014 

0.115 

0.006 

0.109 

0.006 

5.38 

Safe 

Mandhalwali 

0816000102032300 

0.03 

0.15 

254.14 

0.19 

- 

0.19 

0.03 

0.22 

0.03 

- 

- 

- 

- 

- 

0.026 

0.211 

0.011 

0.201 

0.011 

5.41 

Safe 

Mehnau 

0816000102028700 

0.03 

0.15 

196.49 

0.18 

0.00 

0.18 

0.03 

0.21 

0.03 

- 

0.0000 

0.0000 

- 

- 

0.026 

0.208 

0.010 

0.198 

0.011 

5.74 

Safe 



0.03 

0.00 

10,260.41 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mehrana 

0816000102029100 

0.03 

0.10 

156.68 

0.11 

- 

0.11 

0.02 

0.15 

0.02 

- 

- 

- 

- 

- 

0.016 

0.131 

0.007 

0.124 

0.010 

7.81 

Safe 

Mithikhui 

0816000102032400 

0.03 

0.00 

114,012.13 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.06 

212.97 

0.07 

- 

0.07 

0.03 

0.22 

0.01 

- 

- 

- 

- 

- 

0.011 

0.085 

0.004 

0.081 

0.004 

5.40 

Safe 

Mungel 

0816000102034100 

0.03 

0.08 

258.21 

0.09 

- 

0.09 

0.03 

0.18 

0.01 

- 

- 

- 

- 

- 

0.013 

0.104 

0.005 

0.099 

0.007 

6.69 

Safe 



0.03 

0.00 

1,432.24 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.005 

0.002 

28.64 

Safe 

Nawatala 

0816000102019800 

0.03 

0.01 

1,691.89 

0.01 

0.00 

0.01 

0.00 

0.02 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.001 

0.010 

0.000 

0.009 

0.005 

56.02 

Safe 



0.03 

0.01 

1,421.40 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.002 

0.013 

0.001 

0.013 

0.006 

47.53 

Safe 

Nichoowali 

0816000102034300 

0.03 

0.00 

1,324.12 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.001 

17.02 

Safe 

Nijau 

0816000102029200 

0.03 

0.13 

598.60 

0.15 

- 

0.15 

0.02 

0.12 

0.02 

- 

- 

- 

- 

- 

0.022 

0.176 

0.009 

0.167 

0.017 

9.98 

Safe 

Patanwali 

0816000102032100 

0.03 

0.15 

267.13 

0.19 

- 

0.19 

0.03 

0.22 

0.03 

- 

- 

- 

- 

- 

0.027 

0.212 

0.011 

0.201 

0.011 

5.49 

Safe 

Rabhlau Fakironwala 

0816000102028500 

0.03 

0.00 

8,989.61 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

75.92 

Semi Critical 

Rabhlau Rajronwala 

0816000102028600 

0.03 

0.02 

1,868.90 

0.02 

0.00 

0.02 

0.01 

0.05 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.003 

0.024 

0.001 

0.022 

0.006 

24.64 

Safe 

Relna 

0816000102033900 

0.03 

0.00 

21,992.28 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.03 

0.00 

8,859.72 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Sanger 

0816000102019200 

0.03 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Shahra 

0816000102029000 

0.03 

0.01 

997.54 

0.01 

0.00 

0.01 

0.00 

0.03 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.002 

0.013 

0.001 

0.013 

0.005 

37.25 

Safe 



0.03 

0.32 

93.22 

0.38 

- 

0.38 

0.03 

0.18 

0.05 

- 

- 

- 

- 

- 

0.055 

0.435 

0.022 

0.414 

0.027 

6.50 

Safe 

Soma 

0816000102034200 

0.03 

0.01 

688.49 

0.02 

- 

0.02 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.002 

0.018 

0.001 

0.017 

0.002 

12.30 

Safe 

Somrau 

0816000102033100 

0.03 

0.03 

245.27 

0.04 

- 

0.04 

0.03 

0.22 

0.01 

- 

- 

- 

- 

- 

0.005 

0.041 

0.002 

0.039 

0.002 

5.40 

Safe 


River Basin: Parbati 


Sub Basin: Parbati 

Ajaipura 

0808000301147100 

0.22 

0.07 

- 

0.07 

- 

0.07 

0.03 

0.35 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.082 

0.008 

0.074 

0.337 

458.24 

Over Exploited 



0.22 

0.05 

- 

0.05 

- 

0.05 

0.03 

0.29 

- 

0.0100 

0.0042 

0.0051 

- 

0.019 

0.019 

0.068 

0.007 

0.061 

0.280 

456.94 

Over Exploited 

Badrika 

0808000301146500 

0.22 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.14 

- 

- 

0.0027 

0.0032 

- 

0.006 

0.006 

0.021 

0.002 

0.019 

0.112 

595.60 

Over Exploited 

Bhaulpura 

0808000301146400 

0.22 

0.09 

- 

0.09 

0.00 

0.09 

0.05 

0.53 

- 

- 

0.0042 

0.0051 

0.001 

0.010 

0.010 

0.100 

0.010 

0.090 

0.044 

48.55 

Safe 

Bhoorapura 

0808000301146600 

0.22 

0.09 

- 

0.09 

- 

0.09 

0.05 

0.57 

- 

0.0100 

0.0041 

0.0050 

- 

0.019 

0.019 

0.113 

0.011 

0.101 

0.220 

216.77 

Over Exploited 

Bothpura 

0808000401151500 

0.22 

0.21 

- 

0.21 

- 

0.21 

0.04 

0.45 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.218 

0.022 

0.196 

0.399 

203.10 

Over Exploited 

Chaina Ka Pura (Bothpura) 

0808000401151800 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.013 

4,301.76 

Over Exploited 

Chunnapura 

0808000301146000 

0.22 

0.05 

- 

0.05 

- 

0.05 

0.06 

0.64 

- 

0.0100 

0.0019 

0.0023 

- 

0.014 

0.014 

0.064 

0.006 

0.057 

0.280 

487.94 

Over Exploited 

Darupura 

0808000401152700 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.041 

5,267.28 

Over Exploited 

Dayeri 

0808000401151700 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Durgpura 

0808000401152900 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.111 

4,019.57 

Over Exploited 

Kaimara 

0808000301147000 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.029 

3,149.39 

Over Exploited 



0.22 

0.16 

- 

0.16 

0.01 

0.17 

0.05 

0.59 

- 

0.0200 

0.0070 

0.0084 

- 

0.035 

0.035 

0.210 

0.021 

0.189 

0.494 

261.58 

Over Exploited 

Kharagpur 

0808000301146900 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.12 

- 

0.0100 

0.0048 

0.0058 

- 

0.021 

0.021 

0.043 

0.004 

0.038 

0.165 

429.35 

Over Exploited 

Kolari 

0808000301143700 

0.22 

0.00 

- 

0.00 

0.00 

0.00 

0.01 

0.10 

- 

0.0100 

0.0013 

0.0015 

0.000 

0.013 

0.013 

0.018 

0.002 

0.016 

0.218 

1,342.45 

Over Exploited 

Mahoori 

0808000401152800 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.145 

1,229.42 

Over Exploited 



Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Malpur 

080800030114620C 

0.738 

Fresh 

Parbati 

Command 

Older Alluvium 

0.738 

-3.09 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.007 

0.58 

0.73 


Mansoorpura 

0808000301143800 

2.861 

Fresh 

Parbati 

Command 

Older Alluvium 

1.911 

-2.26 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.018 

0.39 

0.48 


Mauza Ka Nagla 

0808000401151600 

0.793 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.284 

-0.62 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.003 

0.21 

0.28 


Moosalpur 

0808000301146300 

0.815 

Fresh 

Parbati 

Command 

Older Alluvium 

0.344 

-3.05 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.003 

0.25 

0.30 


Nagla Kharapur 

0808000301146700 

2.622 

Fresh 

Parbati 

Command 

Older Alluvium 

0.513 

-3.00 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.005 

0.11 

0.14 


Nayapur 

0808000301147300 

0.581 

Fresh 

Parbati 

Command 

Older Alluvium 

0.581 

-2.94 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.005 

0.59 

0.75 


Nidhaira Kalan 

0808000301147200 

5.026 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.091 

-1.37 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.010 

0.13 

0.16 






Parbati 

Command 

Older Alluvium 

3.935 

-1.37 

0.120 

0.17 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.61 

0.037 

0.46 

0.59 


Nidhaira Khurd 

0808000301147400 

3.832 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.610 

-1.15 

0.120 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.65 

0.024 

0.40 

0.53 






Parbati 

Command 

Older Alluvium 

1.211 

-1.15 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.011 

0.19 

0.24 


Sakhwara 

0808000301145900 

8.711 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.730 

-1.95 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.007 

0.05 

0.06 






Parbati 

Command 

Older Alluvium 

3.874 

-1.95 

0.120 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.50 

0.036 

0.26 

0.34 


Sarkana 

0808000301142400 

3.725 

Fresh 

Parbati 

Command 

Older Alluvium 

0.081 

-1.05 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.01 

0.02 


Sastnagar 

0808000301146100 

3.165 

Fresh 

Parbati 

Command 

Older Alluvium 

1.911 

-2.56 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.018 

0.35 

0.45 


Tanda 

0808000401156800 

2.153 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.253 

-0.62 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.002 

0.07 

0.09 

05001002 

Adampur 

0808000201122300 

4.781 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.272 

1.01 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.10 

0.19 

0.009 

0.32 

0.28 






Ramsagar 

Command 

Bhander Sandstone 

0.493 

1.01 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.002 

0.07 

0.06 


Afzalpur 

0808000201129500 

5.535 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.427 

-0.02 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.002 

0.04 

0.05 


Ahmadpur 

0808000201132200 

0.739 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.739 

1.26 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.06 

0.06 

0.22 

0.003 

0.59 

0.56 


Aligarh 

0808000201128400 

4.387 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.034 

0.27 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 






Ramsagar 

Command 

Older Alluvium 

1.450 

0.27 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.11 

0.006 

0.21 

0.19 


Bahadurpura 

0808000201136000 

1.400 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.400 

0.77 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.13 

0.00 

0.006 

0.56 

0.56 


Bainpura Mafi 

0808000201130600 

1.210 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.210 

0.08 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.08 

0.08 

0.32 

0.005 

0.57 

0.56 


Bari (M) 

0808000240801000 

17.812 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.192 

0.94 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.01 

0.051 

0.01 

0.01 







Non-command 

Bhander Sandstone 

2.304 

0.94 

0.020 

0.25 

0.01 

0.00 

0.00 

0.00 

0.28 

0.31 

0.18 

0.612 

0.08 

0.08 






Ramsagar 

Command 

Older Alluvium 

5.655 

0.94 

0.120 

0.65 

0.02 

0.00 

0.00 

0.00 

1.27 

1.40 

0.63 

1.502 

0.21 

0.19 







Command 

Bhander Sandstone 

7.163 

0.94 

0.020 

0.76 

0.02 

0.00 

0.00 

0.00 

0.87 

0.96 

0.55 

1.902 

0.26 

0.24 


Baripura 

0808000201135700 

11.868 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.003 

1.43 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bidarpur 

0808000201128600 

6.191 

Fresh 

Ramsagar 

Command 

Older Alluvium 

3.004 

-0.04 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.012 

0.32 

0.29 


Bijauli 

0808000201136100 

6.496 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.956 

2.10 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.27 

0.27 

0.10 

0.004 

0.08 

0.08 







Non-command 

Bhander Sandstone 

4.665 

2.10 

0.020 

0.09 

0.01 

0.00 

0.00 

0.01 

0.27 

0.27 

0.32 

0.018 

0.40 

0.40 


Dhanora 

0808000201131200 

1.148 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.148 

1.86 

0.120 

0.11 

0.03 

0.00 

0.00 

0.00 

0.34 

0.35 

0.45 

0.005 

0.57 

0.55 


Dhaunspur 

0808000201129300 

2.144 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.721 

-0.47 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.007 

0.46 

0.45 


Gaonri 

0808000201129400 

3.962 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.962 

-0.41 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.016 

0.57 

0.56 


Garhi Jakhoda 

0808000201130400 

5.018 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.163 

2.49 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.01 

0.001 

0.02 

0.02 







Non-command 

Bhander Sandstone 

0.777 

2.49 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.03 

0.003 

0.09 

0.09 


Gujarra Kalan Khurd 

0808000201129700 

2.648 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.733 

-0.49 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.007 

0.38 

0.38 


Gutakhur 

0808000201132300 

1.847 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.847 

1.54 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.04 

0.007 

0.59 

0.56 


Hansai 

0808000201128900 

3.398 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.325 

0.86 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.43 

0.45 

0.38 

0.013 

0.56 

0.54 






Ramsagar 

Command 

Older Alluvium 

0.073 

0.86 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 


Husainpur 

0808000201131400 

2.460 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.460 

2.34 

0.020 

0.06 

0.02 

0.00 

0.00 

0.01 

0.14 

0.15 

0.25 

0.010 

0.56 

0.54 


Jahanpur 

0808000201129000 

1.097 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.097 

0.58 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.11 

0.13 

0.004 

0.57 

0.55 


Jamalpur 

0808000201131000 

1.203 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.192 

0.48 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.13 

0.005 

0.59 

0.56 






Ramsagar 

Command 

Older Alluvium 

0.011 

0.48 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 


Jarari Ghaisua 

0808000201128100 

2.156 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.701 

0.18 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.08 

0.003 

0.20 

0.19 






Ramsagar 

Command 

Older Alluvium 

0.025 

0.18 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Kanchanpur 

0808000201127800 

4.973 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.443 

-0.35 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.002 

0.05 

0.05 


Karerua 

0808000201128800 

4.350 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.199 

1.45 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.43 

0.45 

0.21 

0.009 

0.29 

0.28 







Non-command 

Bhander Sandstone 

2.152 

1.45 

0.020 

0.04 

0.01 

0.00 

0.00 

0.03 

0.06 

0.06 

0.14 

0.008 

0.28 

0.27 


Kasoti Khera 

0808000201132400 

5.718 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.586 

1.34 

0.020 

0.21 

0.03 

0.00 

0.00 

0.01 

0.29 

0.31 

0.82 

0.018 

0.49 

0.46 


Khanpur Goojar 

0808000201131700 

3.834 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.469 

2.80 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.19 

0.00 

0.014 

0.51 

0.49 


Khanpur Maina 

0808000201132100 

2.571 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.571 

1.48 

0.020 

0.06 

0.02 

0.00 

0.00 

0.01 

0.11 

0.11 

0.25 

0.010 

0.58 

0.55 


Khaurpura 

0808000201133000 

2.877 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.848 

0.77 

0.020 

0.11 

0.02 

0.00 

0.00 

0.00 

0.13 

0.15 

0.41 

0.011 

0.64 

0.58 






Ramsagar 

Command 

Bhander Sandstone 

0.029 

0.77 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Kudinna 

0808000201133700 

28.589 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.339 

2.64 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.01 

0.01 


Kurri Ka Pura 

0808000201129600 

2.708 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.682 

0.03 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.09 

0.011 

0.56 

0.57 


Kutakpur 

0808000201130500 

1.268 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.227 

0.74 

0.120 

0.12 

0.02 

0.00 

0.00 

0.00 

0.21 

0.21 

0.45 

0.005 

0.54 

0.55 







Non-command 

Bhander Sandstone 

0.041 

0.74 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.02 


Lakhepura 

0808000201130900 

0.872 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.872 

0.17 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.09 

0.09 

0.32 

0.003 

0.57 

0.55 


Madauna 

0808000201131600 

3.339 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.463 

2.55 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

0.07 

0.07 

0.00 

0.006 

0.24 

0.24 


Maharajpura 

0808000201132800 

2.258 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.448 

0.90 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.006 

0.42 

0.38 


Marholi 

0808000201130200 

3.599 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.118 

0.43 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.02 

0.02 


Mastoora 

0808000201135800 

3.988 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.578 

1.89 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.15 

0.05 

0.002 

0.08 

0.08 







Non-command 

Bhander Sandstone 

3.227 

1.89 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.15 

0.15 

0.15 

0.013 

0.45 

0.44 


Mohri 

0808000201135900 

3.864 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.487 

2.00 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.16 

0.16 

0.10 

0.014 

0.50 

0.49 


Murawali 

0808000201130300 

3.084 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.444 

1.36 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.03 

0.002 

0.08 

0.09 


Nizampur 

0808000201131900 

4.700 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.562 

2.89 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.28 

0.28 

0.07 

0.018 

0.55 

0.53 


Paguli 

0808000201131500 

3.224 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.006 

2.67 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Malpur 

0808000301146200 

0.22 

0.09 

- 

0.09 

- 

0.09 

0.06 

0.64 

- 

0.0100 

0.0037 

0.0045 

- 

0.018 

0.018 

0.113 

0.011 

0.102 

0.230 

225.64 

Over Exploited 

Mansoorpura 

0808000301143800 

0.22 

0.16 

- 

0.16 

0.00 

0.16 

0.04 

0.43 

- 

0.0100 

0.0097 

0.0116 

0.001 

0.032 

0.032 

0.197 

0.020 

0.177 

0.250 

140.90 

Over Exploited 

Mauza Ka Nagla 

0808000401151600 

0.22 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.23 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.002 

0.021 

0.205 

979.82 

Over Exploited 

Moosalpur 

0808000301146300 

0.22 

0.02 

- 

0.02 

0.00 

0.02 

0.02 

0.27 

- 

- 

0.0017 

0.0021 

0.000 

0.004 

0.004 

0.023 

0.002 

0.021 

0.046 

221.79 

Over Exploited 

Nagla Kharapur 

0808000301146700 

0.22 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.13 

- 

- 

0.0026 

0.0031 

- 

0.006 

0.006 

0.019 

0.002 

0.017 

0.067 

398.88 

Over Exploited 

Nayapur 

0808000301147300 

0.22 

0.07 

- 

0.07 

0.01 

0.08 

0.06 

0.64 

- 

0.0200 

0.0029 

0.0035 

- 

0.027 

0.027 

0.111 

0.011 

0.100 

0.430 

429.31 

Over Exploited 

Nidhaira Kalan 

0808000301147200 

0.22 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.041 

0.004 

0.037 

0.191 

523.65 

Over Exploited 



0.22 

0.40 

- 

0.40 

0.02 

0.41 

0.04 

0.50 

- 

0.0200 

0.0199 

0.0239 

0.009 

0.073 

0.073 

0.486 

0.049 

0.438 

0.651 

148.65 

Over Exploited 

Nidhaira Khurd 

0808000301147400 

0.22 

0.23 

- 

0.23 

0.01 

0.24 

0.04 

0.44 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.260 

0.026 

0.234 

0.676 

288.62 

Over Exploited 



0.22 

0.05 

- 

0.05 

- 

0.05 

0.02 

0.20 

- 

0.0100 

0.0061 

0.0074 

- 

0.024 

0.024 

0.073 

0.007 

0.066 

0.323 

491.54 

Over Exploited 

Sakhwara 

0808000301145900 

0.22 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.001 

0.007 

0.090 

1,259.36 

Over Exploited 



0.22 

0.22 

- 

0.22 

0.01 

0.23 

0.03 

0.29 

- 

0.0200 

0.0196 

0.0236 

- 

0.063 

0.063 

0.296 

0.030 

0.267 

0.533 

199.97 

Over Exploited 

Sarkana 

0808000301142400 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0004 

0.0005 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.017 

1,654.56 

Over Exploited 

Sastnagar 

0808000301146100 

0.22 

0.15 

- 

0.15 

0.00 

0.15 

0.03 

0.39 

- 

0.0100 

0.0097 

0.0116 

0.001 

0.032 

0.032 

0.181 

0.018 

0.163 

0.271 

166.07 

Over Exploited 

Tanda 

0808000401156800 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.012 

0.141 

1,132.11 

Over Exploited 

Adampur 

0808000201122300 

0.12 

0.09 

10.98 

0.10 

0.01 

0.11 

0.03 

0.35 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.126 

0.006 

0.119 

0.199 

166.87 

Over Exploited 



0.12 

0.00 

447.08 

0.00 

- 

0.00 

0.01 

0.08 

- 

0.0100 

0.0072 

0.0069 

- 

0.024 

0.024 

0.029 

0.001 

0.028 

0.048 

173.61 

Over Exploited 

Afzalpur 

0808000201129500 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.114 

894.51 

Over Exploited 

Ahmadpur 

0808000201132200 

0.12 

0.05 

16.75 

0.06 

0.01 

0.07 

0.05 

0.64 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.113 

0.006 

0.107 

0.219 

204.23 

Over Exploited 

Aligarh 

0808000201128400 

0.22 

0.00 

3,058.92 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.07 

24.66 

0.08 

- 

0.08 

0.02 

0.23 

- 

0.0100 

0.0212 

0.0204 

- 

0.052 

0.052 

0.132 

0.007 

0.126 

0.111 

88.11 

Semi Critical 

Bahadurpura 

0808000201136000 

0.22 

0.17 

(24.83) 

0.14 

- 

0.14 

0.05 

0.61 

- 

- 

- 

- 

- 

- 

- 

0.139 

0.007 

0.132 

0.006 

4.18 

Safe 

Bainpura Mafi 

0808000201130600 

0.22 

0.15 

(45.42) 

0.12 

0.01 

0.13 

0.05 

0.61 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.170 

0.009 

0.162 

0.329 

202.99 

Over Exploited 

Bari (M) 

0808000240801000 

0.22 

0.00 

15,293.60 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.062 

18,259.65 

Over Exploited 



0.12 

0.02 

1,232.00 

0.03 

0.01 

0.04 

0.01 

0.09 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.062 

0.003 

0.059 

0.792 

1,344.72 

Over Exploited 



0.22 

0.26 

441.64 

0.31 

0.02 

0.33 

0.02 

0.23 

- 

0.0700 

0.0827 

0.0797 

0.001 

0.233 

0.233 

0.563 

0.028 

0.535 

2.136 

398.98 

Over Exploited 



0.12 

0.23 

327.55 

0.27 

0.02 

0.29 

0.03 

0.29 

- 

0.0600 

0.1048 

0.1009 

0.001 

0.266 

0.266 

0.557 

0.028 

0.530 

2.453 

463.21 

Over Exploited 

Baripura 

0808000201135700 

0.12 

0.00 

185,051.15 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bidarpur 

0808000201128600 

0.22 

0.21 

- 

0.21 

- 

0.21 

0.03 

0.35 

- 

0.0100 

0.0352 

0.0423 

- 

0.088 

0.088 

0.299 

0.030 

0.269 

0.069 

25.55 

Safe 

Bijauli 

0808000201136100 

0.22 

0.02 

1,467.67 

0.02 

- 

0.02 

0.01 

0.09 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.041 

0.002 

0.039 

0.104 

267.73 

Over Exploited 



0.12 

0.22 

18.70 

0.27 

0.02 

0.29 

0.03 

0.44 

- 

0.0600 

- 

- 

0.015 

0.075 

0.075 

0.361 

0.018 

0.343 

0.342 

99.71 

Critical 

Dhanora 

0808000201131200 

0.22 

0.14 

143.01 

0.17 

0.03 

0.20 

0.05 

0.61 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.281 

0.014 

0.267 

0.455 

170.11 

Over Exploited 

Dhaunspur 

0808000201129300 

0.22 

0.18 

- 

0.18 

- 

0.18 

0.04 

0.51 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.186 

0.019 

0.167 

0.140 

83.47 

Semi Critical 

Gaonri 

0808000201129400 

0.22 

0.50 

- 

0.50 

0.01 

0.51 

0.05 

0.62 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.538 

0.054 

0.484 

0.282 

58.16 

Safe 

Garhi Jakhoda 

0808000201130400 

0.22 

0.00 

7,007.63 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.012 

1,581.56 

Over Exploited 



0.12 

0.01 

475.56 

0.01 

- 

0.01 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.000 

0.009 

0.032 

352.66 

Over Exploited 

Gujarra Kalan Khurd 

0808000201129700 

0.22 

0.14 

- 

0.14 

0.01 

0.15 

0.03 

0.41 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.183 

0.018 

0.165 

0.281 

170.12 

Over Exploited 

Gutakhur 

0808000201132300 

0.12 

0.13 

(48.33) 

0.11 

0.00 

0.11 

0.05 

0.65 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.122 

0.006 

0.116 

0.043 

37.46 

Safe 

Hansai 

0808000201128900 

0.22 

0.41 

9.42 

0.45 

0.01 

0.46 

0.05 

0.61 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.531 

0.027 

0.505 

0.391 

77.47 

Semi Critical 



0.22 

0.00 

3,856.70 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0011 

0.0010 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.011 

508.46 

Over Exploited 

Husainpur 

0808000201131400 

0.12 

0.16 

(9.84) 

0.15 

0.03 

0.18 

0.05 

0.60 

- 

0.0500 

- 

- 

0.016 

0.066 

0.066 

0.246 

0.012 

0.233 

0.255 

109.20 

Over Exploited 

Jahanpur 

0808000201129000 

0.22 

0.14 

(20.43) 

0.11 

- 

0.11 

0.05 

0.62 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.120 

0.006 

0.114 

0.130 

114.71 

Over Exploited 

Jamalpur 

0808000201131000 

0.22 

0.15 

(32.61) 

0.12 

- 

0.12 

0.05 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.134 

0.007 

0.127 

0.131 

102.99 

Over Exploited 



0.22 

0.00 

4,791.51 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0002 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jarari Ghaisua 

0808000201128100 

0.22 

0.03 

22.19 

0.04 

- 

0.04 

0.02 

0.21 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.046 

0.002 

0.044 

0.082 

185.34 

Over Exploited 



0.22 

0.00 

1,161.27 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0004 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Kanchanpur 

0808000201127800 

0.22 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.002 

0.014 

0.063 

461.04 

Over Exploited 

Karerua 

0808000201128800 

0.22 

0.14 

221.32 

0.17 

0.01 

0.18 

0.02 

0.31 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.218 

0.011 

0.207 

0.221 

106.63 

Over Exploited 



0.12 

0.07 

(14.59) 

0.06 

0.04 

0.10 

0.02 

0.31 

- 

0.0300 

- 

- 

0.049 

0.079 

0.079 

0.183 

0.009 

0.174 

0.148 

85.23 

Semi Critical 

Kasoti Khera 

0808000201132400 

0.12 

0.27 

15.23 

0.31 

0.04 

0.35 

0.05 

0.54 

- 

0.0900 

- 

- 

0.017 

0.107 

0.107 

0.461 

0.023 

0.438 

0.839 

191.59 

Over Exploited 

Khanpur Goojar 

0808000201131700 

0.12 

0.21 

(7.52) 

0.19 

0.00 

0.20 

0.04 

0.55 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.207 

0.010 

0.197 

0.014 

6.95 

Safe 

Khanpur Maina 

0808000201132100 

0.12 

0.18 

(36.90) 

0.14 

0.03 

0.17 

0.05 

0.63 

- 

0.0500 

- 

- 

0.013 

0.063 

0.063 

0.234 

0.012 

0.222 

0.255 

114.89 

Over Exploited 

Khaurpura 

0808000201133000 

0.12 

0.22 

(32.73) 

0.18 

0.02 

0.20 

0.06 

0.70 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.245 

0.012 

0.233 

0.421 

180.68 

Over Exploited 



0.12 

0.00 

1,706.30 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0004 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Kudinna 

0808000201133700 

0.12 

0.00 

6,397.89 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

409.84 

Over Exploited 

Kurri Ka Pura 

0808000201129600 

0.22 

0.33 

(91.40) 

0.26 

- 

0.26 

0.05 

0.61 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.274 

0.014 

0.261 

0.097 

37.06 

Safe 

Kutakpur 

0808000201130500 

0.22 

0.15 

40.20 

0.18 

0.02 

0.20 

0.05 

0.59 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.246 

0.012 

0.234 

0.459 

196.35 

Over Exploited 



0.12 

0.00 

564.95 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

6,962.91 

Over Exploited 

Lakhepura 

0808000201130900 

0.22 

0.11 

(17.31) 

0.09 

0.01 

0.10 

0.05 

0.62 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.140 

0.007 

0.133 

0.320 

240.76 

Over Exploited 

Madauna 

0808000201131600 

0.12 

0.04 

66.09 

0.05 

0.01 

0.06 

0.02 

0.27 

- 

- 

- 

- 

0.008 

0.008 

0.008 

0.064 

0.003 

0.061 

0.006 

9.44 

Safe 

Maharajpura 

0808000201132800 

0.12 

0.07 

(60.45) 

0.06 

- 

0.06 

0.04 

0.46 

- 

- 

- 

- 

- 

- 

- 

0.058 

0.003 

0.055 

0.006 

10.31 

Safe 

Marholi 

0808000201130200 

0.22 

0.00 

1,093.23 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.011 

2,105.51 

Over Exploited 

Mastoora 

0808000201135800 

0.22 

0.01 

1,307.00 

0.01 

- 

0.01 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.022 

0.001 

0.021 

0.048 

227.04 

Over Exploited 



0.12 

0.18 

(12.72) 

0.15 

0.01 

0.17 

0.04 

0.49 

- 

0.0300 

- 

- 

0.005 

0.035 

0.035 

0.202 

0.010 

0.191 

0.164 

85.51 

Semi Critical 

Mohri 

0808000201135900 

0.12 

0.21 

(23.54) 

0.17 

0.01 

0.18 

0.04 

0.55 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.203 

0.010 

0.193 

0.111 

57.37 

Safe 

Murawali 

0808000201130300 

0.22 

0.01 

877.51 

0.01 

0.00 

0.01 

0.01 

0.09 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

0.000 

0.009 

0.034 

355.62 

Over Exploited 

Nizampur 

0808000201131900 

0.12 

0.30 

(5.27) 

0.28 

0.01 

0.29 

0.05 

0.60 

- 

0.0100 

- 

- 

0.012 

0.022 

0.022 

0.315 

0.016 

0.299 

0.083 

27.73 

Safe 

Paguli 

0808000201131500 

0.22 

0.00 

136,579.97 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Bhander Sandstone 

3.217 

2.67 

0.020 

0.03 

0.01 

0.00 

0.00 

0.05 

0.15 

0.15 

0.10 

0.013 

0.56 

0.54 


Pohap Nagar 

0808000201131800 

0.933 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.933 

1.09 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.06 

0.06 

0.18 

0.004 

0.60 

0.57 


Pura Bakhtoo 

0808000201130700 

2.130 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.123 

0.58 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.24 

0.24 

0.38 

0.008 

0.56 

0.55 







Non-command 

Bhander Sandstone 

0.006 

0.58 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Pura Ulawati 

0808000201129200 

0.722 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.722 

-0.10 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.003 

0.59 

0.56 


Rajapur 

0808000201131300 

1.623 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.557 

2.33 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.17 

0.05 

0.002 

0.19 

0.19 







Non-command 

Bhander Sandstone 

1.067 

2.33 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.07 

0.004 

0.37 

0.36 


Rudhera 

0808000201135000 

9.036 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.605 

3.43 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.00 

0.002 

0.04 

0.04 


Rupaspur 

0808000201128500 

2.229 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.560 

0.55 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.06 

0.002 

0.15 

0.14 






Ramsagar 

Command 

Older Alluvium 

1.669 

0.55 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.14 

0.15 

0.14 

0.007 

0.45 

0.42 


Saheri No. 1 

0808000201132900 

5.598 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.120 

1.41 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.01 

0.01 


Salemabad 

0808000201122400 

0.767 

Fresh 

Ramsagar 

Command 

Bhander Sandstone 

0.133 

1.07 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.07 

0.001 

0.12 

0.10 


Sauhas 

0808000201131100 

3.590 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.492 

1.72 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.75 

0.77 

0.13 

0.014 

0.55 

0.53 







Non-command 

Bhander Sandstone 

0.097 

1.72 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.01 


Soorauthi 

0808000201130800 

3.760 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.210 

1.63 

0.120 

0.09 

0.02 

0.00 

0.00 

0.00 

0.70 

0.72 

0.35 

0.013 

0.48 

0.47 







Non-command 

Bhander Sandstone 

0.550 

1.63 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.002 

0.08 

0.08 


Talab Shahi No. 1,2 

0808000201132000 

1.711 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.711 

2.01 

0.020 

0.01 

0.00 

0.00 

0.00 

0.11 

-0.03 

-0.03 

0.04 

0.007 

0.57 

0.55 


Talram Sagar 

0808000201132500 

3.108 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.472 

1.37 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.09 

0.09 


Ulawti 

0808000201129100 

1.505 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.505 

0.02 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.05 

0.06 

0.22 

0.006 

0.58 

0.56 


Umri 

0808000201128700 

2.332 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.204 

0.35 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.05 

0.05 






Ramsagar 

Command 

Older Alluvium 

2.128 

0.35 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.17 

0.18 

0.34 

0.008 

0.56 

0.52 

05001003 

Amolpura 

0808000201135100 

4.017 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.771 

3.43 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.12 

0.00 

0.007 

0.25 

0.24 


Ban Bihar 

0808000201136300 

4.262 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.262 

2.06 

0.020 

0.01 

0.00 

0.00 

0.00 

0.15 

0.03 

0.03 

0.01 

0.017 

0.55 

0.58 


Baripura 

0808000201135700 

11.868 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

7.784 

1.43 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.22 

0.01 

0.031 

0.36 

0.38 


Beerpur 

0808000201136400 

7.504 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.857 

1.49 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.003 

0.06 

0.07 


Bijauli 

0808000201136100 

6.496 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.417 

2.10 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.002 

0.04 

0.04 


Gajpura 

0808000201135200 

5.477 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.477 

3.47 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.39 

0.40 

0.01 

0.022 

0.56 

0.55 


Garhi Jakhoda 

0808000201130400 

5.018 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.215 

2.49 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.01 

0.001 

0.02 

0.03 


Janpura 

0808000201136200 

0.466 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.286 

3.03 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.01 

0.001 

0.34 

0.35 


Khanpur Goojar 

0808000201131700 

3.834 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.365 

2.80 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.05 

0.05 


Madauna 

0808000201131600 

3.339 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.876 

2.55 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.01 

0.007 

0.31 

0.31 


Mahadpura 

0808000201135400 

5.719 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.324 

2.53 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.01 

0.005 

0.13 

0.13 


Mastoora 

0808000201135800 

3.988 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.183 

1.89 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.03 

0.02 


Mohri 

0808000201135900 

3.864 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.378 

2.00 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.05 

0.05 


Nibhi 

0808000401167000 

3.446 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.985 

3.22 

0.020 

0.01 

0.00 

0.00 

0.00 

0.03 

0.05 

0.04 

0.01 

0.009 

0.15 

0.17 


Nizampur 

0808000201131900 

4.700 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.137 

2.89 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.02 


Rudhera 

0808000201135000 

9.036 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.037 

3.43 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.00 

0.004 

0.07 

0.06 

05001004 

Aneejara 

0809000401229000 

8.920 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.026 

0.72 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Banswari 

0809000401228900 

5.074 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.031 

0.75 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.00 

0.015 

0.43 

0.47 


Bhavli 

0809000401230400 

10.992 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.473 

0.74 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.04 

0.006 

0.07 

0.08 


Bhojpur 

0809000401227800 

7.512 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.273 

0.77 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.00 

0.005 

0.09 

0.10 


Bhood Khera 

0809000401229800 

6.438 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.201 

2.33 

0.040 

0.01 

0.00 

0.00 

0.00 

0.01 

0.58 

0.54 

0.02 

0.023 

0.53 

0.56 


Birhata 

0809000401228200 

8.063 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.845 

0.93 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.27 

0.26 

0.05 

0.026 

0.46 

0.48 


Birhati 

0809000401227900 

12.228 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

12.221 

0.89 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.45 

0.43 

0.02 

0.046 

0.55 

0.57 


Daudpur 

0809000401228300 

3.779 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.779 

1.09 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.17 

0.04 

0.014 

0.55 

0.56 


Deori 

0809000401228500 

19.866 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

8.955 

1.41 

0.040 

0.01 

0.00 

0.00 

0.00 

0.01 

0.50 

0.48 

0.01 

0.034 

0.25 

0.26 


Garh Mandora 

0809000401228000 

14.554 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

11.423 

0.96 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.45 

0.44 

0.01 

0.043 

0.43 

0.45 


Guwreda 

0809000401230600 

10.166 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.157 

1.23 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.10 

0.02 

0.008 

0.12 

0.14 


Jamoora 

0809000401227000 

39.137 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.886 

1.17 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.00 

0.007 

0.03 

0.03 


Keshpura 

0809000401228800 

15.541 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

15.541 

0.91 

0.040 

0.03 

0.00 

0.00 

0.00 

0.01 

0.59 

0.54 

0.05 

0.058 

0.55 

0.59 


Khaira 

0809000401231000 

19.560 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.647 

1.66 

0.040 

0.01 

0.00 

0.00 

0.00 

0.01 

0.38 

0.33 

0.00 

0.021 

0.16 

0.18 


Khanpura 

0809000401229600 

0.893 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.893 

1.71 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.05 

0.003 

0.55 

0.58 


Khooda 

0809000401228600 

9.332 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

9.332 

1.40 

0.040 

0.05 

0.01 

0.00 

0.00 

0.00 

0.56 

0.54 

0.17 

0.035 

0.55 

0.57 


Khoondri 

0809000401228700 

9.226 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

9.226 

0.89 

0.040 

0.04 

0.00 

0.00 

0.00 

0.00 

0.37 

0.35 

0.12 

0.035 

0.55 

0.58 


Lotda 

0809000401230000 

10.582 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

9.938 

1.13 

0.040 

0.02 

0.00 

0.00 

0.00 

0.02 

0.45 

0.41 

0.05 

0.037 

0.52 

0.57 


Mangrol 

0809000401227300 

3.076 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.490 

0.93 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.002 

0.09 

0.09 


Mardai Kalan 

0809000401229700 

11.203 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

8.062 

2.30 

0.040 

0.01 

0.00 

0.00 

0.00 

0.01 

0.75 

0.70 

0.01 

0.030 

0.39 

0.42 


Mardai Khurd 

0809000401229500 

8.550 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

8.550 

1.12 

0.040 

0.03 

0.00 

0.00 

0.00 

0.01 

0.41 

0.38 

0.06 

0.032 

0.55 

0.59 


Masalpur 

0809000401229300 

7.735 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.364 

0.72 

0.040 

0.03 

0.00 

0.00 

0.00 

0.01 

0.18 

0.16 

0.11 

0.020 

0.38 

0.42 


Rohar 

0809000401229200 

1.349 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.053 

0.72 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.02 


Rughpura 

0809000401229400 

5.094 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.094 

1.03 

0.040 

0.02 

0.00 

0.00 

0.00 

0.04 

0.19 

0.17 

0.05 

0.019 

0.55 

0.60 


Sahanpur 

0809000401230200 

3.688 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.437 

1.18 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.15 

0.01 

0.013 

0.51 

0.57 


Sajnapur 

0809000401229900 

12.642 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

9.356 

2.14 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.81 

0.75 

0.00 

0.035 

0.41 

0.43 


Sewli 

0809000401228100 

8.771 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.505 

0.84 

0.040 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.00 

0.002 

0.03 

0.03 


Thekra 

0809000401230100 

7.774 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

7.118 

1.71 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.50 

0.46 

0.00 

0.027 

0.50 

0.55 


Tilua 

0808000101108700 

5.597 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.391 

0.66 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.04 

0.04 

05001005 

Badriya 

0808000101109500 

6.246 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.957 

2.02 

0.020 

0.03 

0.00 

0.00 

0.00 

0.10 

0.01 

0.01 

0.11 

0.007 

0.17 

0.17 


Bansrai 

0808000101108400 

10.142 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

8.119 

1.04 

0.020 

0.11 

0.03 

0.00 

0.00 

0.02 

0.23 

0.23 

0.40 

0.029 

0.44 

0.43 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.12 

0.22 

(30.43) 

0.17 

0.06 

0.23 

0.05 

0.60 

- 

0.0200 

- 

- 

0.069 

0.090 

0.090 

0.318 

0.016 

0.302 

0.114 

37.61 

Safe 

Pohap Nagar 

0808000201131800 

0.12 

0.07 

(11.70) 

0.06 

0.01 

0.07 

0.05 

0.66 

- 

0.0300 

- 

- 

0.007 

0.037 

0.037 

0.111 

0.006 

0.105 

0.184 

174.23 

Over Exploited 

Pura Bakhtoo 

0808000201130700 

0.22 

0.26 

(7.47) 

0.24 

0.01 

0.25 

0.05 

0.61 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.293 

0.015 

0.279 

0.383 

137.59 

Over Exploited 



0.12 

0.00 

8,460.27 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pura Ulawati 

0808000201129200 

0.22 

0.09 

- 

0.09 

0.01 

0.10 

0.05 

0.64 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.133 

0.013 

0.120 

0.230 

191.96 

Over Exploited 

Rajapur 

0808000201131300 

0.22 

0.02 

625.16 

0.03 

- 

0.03 

0.02 

0.21 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.038 

0.002 

0.036 

0.048 

132.63 

Over Exploited 



0.12 

0.05 

52.35 

0.06 

0.00 

0.06 

0.03 

0.40 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.067 

0.003 

0.063 

0.076 

120.46 

Over Exploited 

Rudhera 

0808000201135000 

0.12 

0.00 

1,450.87 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.002 

75.91 

Semi Critical 

Rupaspur 

0808000201128500 

0.22 

0.02 

167.35 

0.02 

- 

0.02 

0.01 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.032 

0.002 

0.031 

0.059 

192.10 

Over Exploited 



0.22 

0.17 

(10.06) 

0.15 

0.01 

0.16 

0.04 

0.49 

- 

0.0200 

0.0244 

0.0235 

- 

0.068 

0.068 

0.227 

0.011 

0.216 

0.144 

66.49 

Safe 

Saheri No. 1 

0808000201132900 

0.12 

0.00 

1,795.12 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.018 

8,299.22 

Over Exploited 

Salemabad 

0808000201122400 

0.12 

0.00 

1,273.86 

0.00 

- 

0.00 

0.01 

0.13 

- 

0.0100 

0.0019 

0.0019 

- 

0.014 

0.014 

0.016 

0.001 

0.015 

0.066 

430.58 

Over Exploited 

Sauhas 

0808000201131100 

0.22 

0.42 

83.14 

0.51 

0.01 

0.52 

0.05 

0.59 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.540 

0.027 

0.513 

0.143 

27.81 

Safe 



0.12 

0.00 

1,801.24 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Soorauthi 

0808000201130800 

0.22 

0.34 

111.60 

0.41 

0.02 

0.43 

0.04 

0.52 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.496 

0.025 

0.472 

0.366 

77.53 

Semi Critical 



0.12 

0.01 

429.18 

0.01 

- 

0.01 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.042 

268.87 

Over Exploited 

Talab Shahi No. 1,2 

0808000201132000 

0.12 

0.12 

(124.13) 

0.09 

0.11 

0.20 

0.05 

0.62 

- 

0.0100 

- 

- 

0.159 

0.169 

0.169 

0.368 

0.018 

0.349 

0.043 

12.23 

Safe 

Talram Sagar 

0808000201132500 

0.12 

0.01 

158.32 

0.01 

- 

0.01 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.002 

30.34 

Safe 

Ulawti 

0808000201129100 

0.22 

0.19 

(71.01) 

0.15 

0.01 

0.16 

0.05 

0.63 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.184 

0.009 

0.175 

0.222 

127.16 

Over Exploited 

Umri 

0808000201128700 

0.22 

0.00 

719.91 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.023 

824.19 

Over Exploited 



0.22 

0.26 

(31.09) 

0.21 

0.01 

0.22 

0.05 

0.62 

- 

0.0400 

0.0311 

0.0300 

- 

0.101 

0.101 

0.322 

0.016 

0.306 

0.350 

114.61 

Over Exploited 

Amolpura 

0808000201135100 

0.12 

0.05 

133.90 

0.06 

- 

0.06 

0.02 

0.27 

- 

- 

- 

- 

- 

- 

- 

0.063 

0.003 

0.060 

0.007 

11.62 

Safe 

Ban Bihar 

0808000201136300 

0.12 

0.28 

(88.99) 

0.22 

0.15 

0.38 

0.04 

0.59 

- 

- 

- 

- 

0.230 

0.230 

0.230 

0.608 

0.030 

0.578 

0.024 

4.12 

Safe 

Baripura 

0808000201135700 

0.12 

0.34 

(33.94) 

0.27 

- 

0.27 

0.03 

0.39 

- 

- 

- 

- 

- 

- 

- 

0.269 

0.013 

0.256 

0.038 

14.71 

Safe 

Beerpur 

0808000201136400 

0.12 

0.01 

256.58 

0.01 

- 

0.01 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.003 

47.56 

Safe 

Bijauli 

0808000201136100 

0.12 

0.00 

1,436.71 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.024 

1,154.69 

Over Exploited 

Gajpura 

0808000201135200 

0.12 

0.37 

8.01 

0.40 

0.00 

0.40 

0.05 

0.61 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.401 

0.020 

0.381 

0.029 

7.49 

Safe 

Garhi Jakhoda 

0808000201130400 

0.12 

0.00 

(181.99) 

0.00 

0.01 

0.01 

0.00 

0.03 

- 

- 

- 

- 

0.017 

0.017 

0.017 

0.028 

0.001 

0.027 

0.008 

29.13 

Safe 

Janpura 

0808000201136200 

0.12 

0.01 

(9.28) 

0.01 

0.01 

0.02 

0.03 

0.37 

- 

- 

- 

- 

0.010 

0.010 

0.010 

0.027 

0.001 

0.025 

0.008 

31.98 

Safe 

Khanpur Goojar 

0808000201131700 

0.12 

0.00 

798.82 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.001 

54.04 

Safe 

Madauna 

0808000201131600 

0.12 

0.07 

39.00 

0.08 

- 

0.08 

0.03 

0.34 

- 

- 

- 

- 

- 

- 

- 

0.085 

0.004 

0.081 

0.014 

17.87 

Safe 

Mahadpura 

0808000201135400 

0.12 

0.02 

222.77 

0.02 

- 

0.02 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.025 

0.001 

0.023 

0.012 

52.16 

Safe 

Mastoora 

0808000201135800 

0.12 

0.00 

1,161.79 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.008 

1,203.55 

Over Exploited 

Mohri 

0808000201135900 

0.12 

0.00 

415.93 

0.00 

0.00 

0.01 

0.00 

0.06 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.009 

0.000 

0.009 

0.008 

94.27 

Critical 

Nibhi 

0808000401167000 

0.15 

0.02 

76.19 

0.03 

0.03 

0.06 

0.01 

0.17 

- 

- 

- 

- 

0.043 

0.043 

0.043 

0.098 

0.005 

0.093 

0.020 

21.63 

Safe 

Nizampur 

0808000201131900 

0.12 

0.00 

2,392.30 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.004 

0.000 

0.003 

0.001 

15.59 

Safe 

Rudhera 

0808000201135000 

0.12 

0.01 

805.03 

0.01 

- 

0.01 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.000 

0.009 

0.004 

44.29 

Safe 

Aneejara 

0809000401229000 

0.12 

0.00 

14,237.48 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Banswari 

0809000401228900 

0.12 

0.21 

(47.45) 

0.17 

- 

0.17 

0.04 

0.47 

- 

- 

- 

- 

- 

- 

- 

0.167 

0.008 

0.158 

0.015 

9.57 

Safe 

Bhavli 

0809000401230400 

0.12 

0.01 

240.27 

0.02 

0.00 

0.02 

0.01 

0.08 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.023 

0.001 

0.022 

0.042 

189.31 

Over Exploited 

Bhojpur 

0809000401227800 

0.12 

0.01 

152.73 

0.02 

- 

0.02 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.017 

0.001 

0.016 

0.005 

29.92 

Safe 

Bhood Khera 

0809000401229800 

0.12 

0.39 

38.90 

0.47 

0.01 

0.48 

0.05 

0.58 

- 

- 

- 

- 

0.011 

0.011 

0.011 

0.488 

0.024 

0.464 

0.047 

10.20 

Safe 

Birhata 

0809000401228200 

0.12 

0.38 

(30.92) 

0.31 

0.00 

0.31 

0.04 

0.51 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.324 

0.016 

0.308 

0.074 

23.98 

Safe 

Birhati 

0809000401227900 

0.12 

0.80 

(46.47) 

0.64 

0.00 

0.64 

0.05 

0.60 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.650 

0.032 

0.617 

0.070 

11.34 

Safe 

Daudpur 

0809000401228300 

0.12 

0.25 

(31.14) 

0.20 

- 

0.20 

0.05 

0.60 

- 

- 

- 

- 

- 

- 

- 

0.198 

0.010 

0.188 

0.050 

26.73 

Safe 

Deori 

0809000401228500 

0.12 

0.26 

82.55 

0.32 

0.01 

0.33 

0.02 

0.27 

- 

- 

- 

- 

0.020 

0.020 

0.020 

0.349 

0.017 

0.332 

0.046 

13.77 

Safe 

Garh Mandora 

0809000401228000 

0.12 

0.59 

(26.00) 

0.47 

0.00 

0.48 

0.04 

0.47 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.482 

0.024 

0.458 

0.055 

12.00 

Safe 

Guwreda 

0809000401230600 

0.12 

0.03 

229.60 

0.04 

- 

0.04 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.037 

0.002 

0.035 

0.030 

86.56 

Semi Critical 

Jamoora 

0809000401227000 

0.12 

0.01 

1,343.67 

0.01 

- 

0.01 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.007 

103.07 

Over Exploited 

Keshpura 

0809000401228800 

0.12 

1.02 

(46.53) 

0.81 

0.01 

0.83 

0.05 

0.60 

- 

0.0100 

- 

- 

0.016 

0.026 

0.026 

0.852 

0.043 

0.809 

0.106 

13.16 

Safe 

Khaira 

0809000401231000 

0.12 

0.11 

204.50 

0.13 

0.01 

0.14 

0.02 

0.18 

- 

- 

- 

- 

0.011 

0.011 

0.011 

0.151 

0.008 

0.143 

0.021 

14.85 

Safe 

Khanpura 

0809000401229600 

0.12 

0.06 

11.11 

0.07 

0.00 

0.07 

0.06 

0.60 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.081 

0.004 

0.077 

0.051 

66.51 

Safe 

Khooda 

0809000401228600 

0.12 

0.61 

(12.46) 

0.54 

0.01 

0.55 

0.05 

0.60 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.575 

0.029 

0.546 

0.208 

38.13 

Safe 

Khoondri 

0809000401228700 

0.12 

0.60 

(42.75) 

0.48 

0.00 

0.49 

0.05 

0.60 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.498 

0.025 

0.473 

0.150 

31.64 

Safe 

Lotda 

0809000401230000 

0.12 

0.61 

(33.59) 

0.49 

0.02 

0.51 

0.05 

0.57 

- 

0.0100 

- 

- 

0.033 

0.043 

0.043 

0.556 

0.028 

0.528 

0.083 

15.79 

Safe 

Mangrol 

0809000401227300 

0.12 

0.01 

233.29 

0.01 

- 

0.01 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.002 

31.51 

Safe 

Mardai Kalan 

0809000401229700 

0.12 

0.38 

84.69 

0.46 

0.01 

0.46 

0.04 

0.43 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.472 

0.024 

0.449 

0.042 

9.44 

Safe 

Mardai Khurd 

0809000401229500 

0.12 

0.56 

(32.57) 

0.45 

0.01 

0.46 

0.05 

0.60 

- 

0.0100 

- 

- 

0.011 

0.021 

0.021 

0.478 

0.024 

0.454 

0.092 

20.30 

Safe 

Masalpur 

0809000401229300 

0.12 

0.24 

(35.31) 

0.19 

0.01 

0.20 

0.03 

0.41 

- 

0.0100 

- 

- 

0.014 

0.024 

0.024 

0.227 

0.011 

0.216 

0.130 

60.31 

Safe 

Rohar 

0809000401229200 

0.12 

0.00 

873.91 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

8,016.71 

Over Exploited 

Rughpura 

0809000401229400 

0.12 

0.33 

(48.60) 

0.27 

0.04 

0.31 

0.05 

0.60 

- 

0.0100 

- 

- 

0.064 

0.074 

0.074 

0.385 

0.019 

0.365 

0.067 

18.38 

Safe 

Sahanpur 

0809000401230200 

0.12 

0.21 

(27.61) 

0.17 

0.00 

0.17 

0.05 

0.56 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.173 

0.009 

0.164 

0.023 

13.97 

Safe 

Sajnapur 

0809000401229900 

0.12 

0.46 

65.22 

0.55 

0.00 

0.55 

0.04 

0.45 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.557 

0.028 

0.529 

0.035 

6.65 

Safe 

Sewli 

0809000401228100 

0.12 

0.00 

220.31 

0.00 

0.01 

0.01 

0.00 

0.03 

- 

- 

- 

- 

0.016 

0.016 

0.016 

0.029 

0.001 

0.028 

0.002 

6.83 

Safe 

Thekra 

0809000401230100 

0.12 

0.43 

5.70 

0.46 

0.00 

0.46 

0.05 

0.56 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.459 

0.023 

0.436 

0.027 

6.14 

Safe 

Tilua 

0808000101108700 

0.12 

0.00 

181.07 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.000 

- 

- 

0.002 

0.000 

0.002 

0.001 

68.85 

Safe 

Badriya 

0808000101109500 

0.12 

0.04 

(82.67) 

0.03 

0.10 

0.13 

0.02 

0.18 

- 

0.0200 

- 

- 

0.153 

0.173 

0.173 

0.307 

0.015 

0.292 

0.119 

40.84 

Safe 

Bansrai 

0808000101108400 

0.12 

0.42 

(45.85) 

0.34 

0.05 

0.39 

0.04 

0.48 

- 

0.0800 

- 

- 

0.035 

0.115 

0.115 

0.507 

0.025 

0.482 

0.429 

89.10 

Semi Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Barman 

080800010110860C 

5.532 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.532 

1.03 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.13 

0.13 

0.11 

0.020 

0.55 

0.54 


Bharkunjara 

0808000101111100 

2.894 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.825 

1.02 

0.020 

0.04 

0.01 

0.00 

0.00 

0.01 

0.08 

0.08 

0.16 

0.010 

0.53 

0.53 


Bhiramad 

0808000101111200 

7.835 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.739 

1.06 

0.020 

0.05 

0.01 

0.00 

0.00 

0.01 

0.17 

0.17 

0.17 

0.024 

0.47 

0.48 


Birhata 

0809000401228200 

8.063 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.218 

0.93 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.01 

0.005 

0.08 

0.09 


Birhati 

0809000401227900 

12.228 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.007 

0.89 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Deori 

0809000401228500 

19.866 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

10.778 

1.41 

0.040 

0.02 

0.00 

0.00 

0.00 

0.01 

0.61 

0.59 

0.01 

0.041 

0.30 

0.31 


Dhanera 

0808000101111300 

3.026 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.003 

1.30 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Digori 

0808000101110900 

2.645 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.632 

1.67 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.12 

0.09 

0.010 

0.54 

0.54 


Garh Mandora 

0809000401228000 

14.554 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.215 

0.96 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.00 

0.008 

0.08 

0.09 


Gumanpura 

0808000101109200 

2.880 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.005 

0.15 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jamoora 

0809000401227000 

39.137 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

16.594 

1.17 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.81 

0.80 

0.02 

0.062 

0.23 

0.24 


Kallapura 

0808000101111000 

2.416 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.416 

0.87 

0.020 

0.04 

0.01 

0.00 

0.00 

0.06 

0.02 

0.02 

0.16 

0.009 

0.54 

0.54 


Khanpura 

0808000101108200 

4.169 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.001 

0.42 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khurdiya 

0808000101111500 

8.101 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.458 

2.39 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.002 

0.03 

0.03 


Kot 

0807000901083600 

35.420 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.503 

1.50 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.27 

0.28 

0.05 

0.027 

0.09 

0.08 


Kurgawan 

0808000101110800 

3.585 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.158 

2.70 

0.020 

0.03 

0.00 

0.00 

0.00 

0.03 

0.12 

0.12 

0.11 

0.008 

0.32 

0.33 


Leelauti 

0808000101110700 

4.347 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.444 

2.53 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.002 

0.06 

0.06 


Madh Piprod 

0808000101108800 

2.312 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.312 

0.36 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.06 

0.06 

0.17 

0.008 

0.54 

0.54 


Mardai Kalan 

0809000401229700 

11.203 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.852 

2.30 

0.040 

0.00 

0.00 

0.00 

0.00 

0.01 

0.26 

0.24 

0.00 

0.011 

0.14 

0.15 


Na 

0808000108900001 

5.607 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.494 

3.53 

0.020 

0.01 

0.00 

0.00 

0.00 

0.10 

0.02 

0.02 

0.02 

0.005 

0.14 

0.14 


Nadanpur 

0808000101108900 

4.661 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.661 

0.31 

0.020 

0.08 

0.02 

0.00 

0.00 

0.01 

0.08 

0.08 

0.30 

0.017 

0.54 

0.54 


Nayapura Radhol 

0808000101108500 

3.849 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.849 

0.50 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.06 

0.014 

0.54 

0.54 


Piprani 

0809000401228400 

4.908 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.908 

0.88 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.20 

0.20 

0.08 

0.018 

0.54 

0.55 


Pohai 

0808000101109100 

2.087 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.087 

0.49 

0.020 

0.02 

0.00 

0.00 

0.00 

0.06 

-0.02 

-0.02 

0.08 

0.008 

0.54 

0.54 


Sewli 

0809000401228100 

8.771 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

8.266 

0.84 

0.040 

0.02 

0.00 

0.00 

0.00 

0.01 

0.29 

0.28 

0.05 

0.031 

0.51 

0.52 


Singhrawali 

0807000901084000 

7.824 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.620 

1.23 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.04 

0.008 

0.11 

0.11 


Tilua 

0808000101108700 

5.597 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.206 

0.66 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.08 

0.08 

0.05 

0.019 

0.51 

0.51 


Vijaipura 

0808000101109000 

2.668 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.668 

0.84 

0.020 

0.02 

0.00 

0.00 

0.00 

0.11 

-0.04 

-0.04 

0.07 

0.010 

0.54 

0.54 

05001006 

Barauli 

0808000101112000 

3.521 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.112 

0.96 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.02 

0.02 


Bharkunjara 

0808000101111100 

2.894 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.069 

1.02 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Bhawanpura 

0808000101110300 

3.863 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.740 

3.89 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.00 

0.003 

0.10 

0.10 


Bhindipura 

0808000101113700 

1.464 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.267 

2.66 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.10 

0.10 


Bhiramad 

0808000101111200 

7.835 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.096 

1.06 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.004 

0.08 

0.08 


Bijholi 

0808000101113900 

2.054 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.325 

3.17 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.16 

0.15 

0.36 

0.005 

0.35 

0.37 


Dhanera 

0808000101111300 

3.026 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.023 

1.30 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.11 

0.11 

0.17 

0.011 

0.54 

0.55 


Digori 

0808000101110900 

2.645 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.014 

1.67 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Durgasi 

0808000101111400 

5.567 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.567 

2.66 

0.020 

0.05 

0.01 

0.00 

0.00 

0.04 

0.29 

0.28 

0.17 

0.020 

0.54 

0.56 


Gendapura 

0808000101114700 

2.011 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.971 

3.98 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.08 

0.004 

0.26 

0.28 


Hulaspura 

0808000101112600 

1.391 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.269 

2.45 

0.020 

0.06 

0.01 

0.00 

0.00 

0.04 

0.08 

0.08 

0.22 

0.005 

0.49 

0.49 


Jhala 

0808000101110600 

1.134 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.084 

2.08 

0.020 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.00 

0.004 

0.52 

0.52 


Jhinna 

0808000101110100 

2.453 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.193 

3.89 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.04 

0.04 


Jindapura 

0808000101109600 

0.972 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.001 

4.58 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kankret 

0808000101110500 

4.698 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.096 

2.54 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Kanspura 

0808000101112400 

1.368 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.586 

2.21 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.06 

0.14 

0.002 

0.23 

0.23 


Khinnot 

0808000101111700 

2.923 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.094 

3.95 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.20 

0.18 

0.13 

0.008 

0.39 

0.42 


Khintar 

0808000101112500 

2.853 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.692 

1.96 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.16 

0.15 

0.23 

0.010 

0.51 

0.52 


Khokhala 

0808000101110200 

1.883 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.590 

4.71 

0.020 

0.01 

0.00 

0.00 

0.00 

0.02 

0.04 

0.04 

0.03 

0.002 

0.17 

0.17 


Khurdiya 

0808000101111500 

8.101 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.675 

2.39 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.02 

0.006 

0.11 

0.12 


Kurgawan 

0808000101110800 

3.585 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.427 

2.70 

0.020 

0.02 

0.00 

0.00 

0.00 

0.08 

0.02 

0.02 

0.08 

0.005 

0.21 

0.22 


Leelauti 

0808000101110700 

4.347 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.629 

2.53 

0.020 

0.06 

0.01 

0.00 

0.00 

0.16 

0.07 

0.07 

0.20 

0.013 

0.45 

0.45 


Maharpur 

0808000101111600 

6.055 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.032 

3.62 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Manpura 

0808000101113800 

3.769 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.434 

3.54 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.00 

0.005 

0.21 

0.22 


Mothiyapura 

0808000101114200 

1.895 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.826 

4.04 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.16 

0.08 

0.007 

0.53 

0.56 


Mugalpura 

0808000101114100 

1.812 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.812 

4.10 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.16 

0.08 

0.007 

0.55 

0.58 


Na 

0808000108900001 

5.607 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.914 

3.53 

0.020 

0.01 

0.00 

0.00 

0.00 

0.22 

0.07 

0.07 

0.03 

0.014 

0.38 

0.38 


Pabaini 

0808000101111800 

4.009 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.009 

4.21 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.40 

0.37 

0.25 

0.015 

0.55 

0.58 


Sarmathura 

0808000101114600 

6.068 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.183 

3.90 

0.020 

0.26 

0.03 

0.00 

0.00 

0.00 

0.48 

0.45 

0.50 

0.420 

0.29 

0.31 


Sunkai 

0808000101112200 

0.941 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.214 

1.66 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.12 

0.12 


Surari Kalan 

0808000101111900 

5.154 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.955 

3.80 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.42 

0.40 

0.19 

0.018 

0.52 

0.55 


Surari Khurd 

0808000101114000 

1.228 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.002 

4.15 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.11 

0.16 

0.004 

0.45 

0.47 

05001007 

Adampur 

0808000201122300 

4.781 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.332 

1.01 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.001 

0.05 

0.04 






Ramsagar 

Command 

Bhander Sandstone 

0.277 

1.01 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.001 

0.04 

0.03 


Chila Chaund 

0808000201121500 

7.242 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.396 

4.42 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.15 

0.11 

0.006 

0.11 

0.11 


Jamboora 

0808000201132700 

6.069 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.696 

2.25 

0.020 

0.01 

0.00 

0.00 

0.00 

0.02 

0.25 

0.27 

0.00 

0.022 

0.59 

0.54 


Kachhpura 

0808000101112900 

3.672 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.165 

5.77 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.03 

0.02 


Kankrai 

0808000201121700 

3.363 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.441 

1.74 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.002 

0.08 

0.07 


Kasoti Khera 

0808000201132400 

5.718 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.132 

1.34 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.07 

0.08 

0.21 

0.004 

0.12 

0.11 


Koyla 

0808000201121800 

3.654 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.786 

1.95 

0.020 

0.05 

0.01 

0.00 

0.00 

0.02 

0.13 

0.14 

0.18 

0.011 

0.49 

0.45 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Barman 

0808000101108600 

0.12 

0.36 

(63.27) 

0.29 

0.01 

0.30 

0.05 

0.60 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.325 

0.016 

0.309 

0.129 

41.79 

Safe 

Bharkunjara 

0808000101111100 

0.12 

0.18 

(57.24) 

0.14 

0.02 

0.16 

0.05 

0.58 

- 

0.0200 

- 

- 

0.016 

0.036 

0.036 

0.200 

0.010 

0.190 

0.166 

87.38 

Semi Critical 

Bhiramad 

0808000101111200 

0.12 

0.38 

(55.95) 

0.30 

0.02 

0.32 

0.04 

0.51 

- 

0.0200 

- 

- 

0.019 

0.039 

0.039 

0.363 

0.018 

0.345 

0.196 

57.02 

Safe 

Birhata 

0809000401228200 

0.12 

0.01 

237.66 

0.01 

0.00 

0.02 

0.01 

0.09 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.023 

0.001 

0.022 

0.017 

76.00 

Semi Critical 

Birhati 

0809000401227900 

0.12 

0.00 

########## 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.009 

0.000 

0.008 

0.000 

0.33 

Safe 

Deori 

0809000401228500 

0.12 

0.38 

54.34 

0.46 

0.01 

0.47 

0.03 

0.33 

- 

- 

- 

- 

0.020 

0.020 

0.020 

0.491 

0.025 

0.467 

0.053 

11.26 

Safe 

Dhanera 

0808000101111300 

0.12 

0.00 

47,910.52 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Digori 

0808000101110900 

0.12 

0.17 

(32.01) 

0.14 

0.00 

0.14 

0.05 

0.59 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.152 

0.008 

0.144 

0.104 

71.67 

Semi Critical 

Garh Mandora 

0809000401228000 

0.12 

0.02 

252.49 

0.03 

0.00 

0.03 

0.01 

0.09 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.035 

0.002 

0.034 

0.008 

24.79 

Safe 

Gumanpura 

0808000101109200 

0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jamoora 

0809000401227000 

0.12 

0.47 

70.39 

0.56 

- 

0.56 

0.02 

0.26 

- 

- 

- 

- 

- 

- 

- 

0.561 

0.028 

0.533 

0.086 

16.22 

Safe 

Kallapura 

0808000101111000 

0.12 

0.16 

(89.65) 

0.13 

0.07 

0.19 

0.05 

0.59 

- 

0.0200 

- 

- 

0.083 

0.103 

0.103 

0.294 

0.015 

0.279 

0.165 

58.98 

Safe 

Khanpura 

0808000101108200 

0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khurdiya 

0808000101111500 

0.12 

0.00 

1,110.20 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.002 

85.99 

Semi Critical 

Kot 

0807000901083600 

0.12 

0.06 

388.11 

0.07 

- 

0.07 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.078 

0.004 

0.074 

0.077 

104.32 

Over Exploited 

Kurgawan 

0808000101110800 

0.12 

0.08 

38.15 

0.10 

0.03 

0.13 

0.03 

0.35 

- 

0.0100 

- 

- 

0.045 

0.055 

0.055 

0.186 

0.009 

0.177 

0.117 

65.99 

Safe 

Leelauti 

0808000101110700 

0.12 

0.00 

959.45 

0.00 

0.00 

0.00 

0.01 

0.06 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.007 

0.000 

0.006 

0.033 

514.52 

Over Exploited 

Madh Piprod 

0808000101108800 

0.12 

0.15 

(62.85) 

0.12 

0.01 

0.13 

0.05 

0.59 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.152 

0.008 

0.144 

0.180 

125.21 

Over Exploited 

Mardai Kalan 

0809000401229700 

0.12 

0.05 

407.15 

0.06 

0.01 

0.06 

0.01 

0.15 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.073 

0.004 

0.069 

0.011 

15.55 

Safe 

Na 

0808000108900001 

0.12 

0.03 

(21.97) 

0.02 

0.10 

0.12 

0.01 

0.16 

- 

- 

- 

- 

0.143 

0.143 

0.143 

0.259 

0.013 

0.246 

0.021 

8.70 

Safe 

Nadanpur 

0808000101108900 

0.12 

0.30 

(72.63) 

0.24 

0.03 

0.27 

0.05 

0.59 

- 

0.0600 

- 

- 

0.009 

0.069 

0.069 

0.337 

0.017 

0.321 

0.313 

97.60 

Critical 

Nayapura Radhol 

0808000101108500 

0.12 

0.25 

(76.81) 

0.20 

0.00 

0.20 

0.05 

0.59 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.211 

0.011 

0.200 

0.076 

37.93 

Safe 

Piprani 

0809000401228400 

0.12 

0.32 

(37.84) 

0.26 

0.00 

0.26 

0.05 

0.59 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.272 

0.014 

0.259 

0.102 

39.62 

Safe 

Pohai 

0808000101109100 

0.12 

0.14 

(117.67) 

0.11 

0.06 

0.17 

0.05 

0.59 

- 

0.0100 

- 

- 

0.097 

0.107 

0.107 

0.280 

0.014 

0.266 

0.091 

34.11 

Safe 

Sewli 

0809000401228100 

0.12 

0.51 

(44.48) 

0.41 

0.01 

0.42 

0.05 

0.56 

- 

0.0100 

- 

- 

0.016 

0.026 

0.026 

0.445 

0.022 

0.423 

0.079 

18.71 

Safe 

Singhrawali 

0807000901084000 

0.12 

0.02 

230.98 

0.03 

- 

0.03 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.036 

0.002 

0.035 

0.048 

138.85 

Over Exploited 

Tilua 

0808000101108700 

0.12 

0.32 

(75.40) 

0.25 

0.01 

0.26 

0.05 

0.55 

- 

0.0100 

- 

- 

0.014 

0.024 

0.024 

0.286 

0.014 

0.272 

0.066 

24.21 

Safe 

Vijaipura 

0808000101109000 

0.12 

0.17 

(124.05) 

0.14 

0.11 

0.24 

0.05 

0.59 

- 

0.0100 

- 

- 

0.159 

0.169 

0.169 

0.414 

0.021 

0.393 

0.075 

19.00 

Safe 

Barauli 

0808000101112000 

0.12 

0.00 

755.84 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.016 

6,159.01 

Over Exploited 

Bharkunjara 

0808000101111100 

0.12 

0.00 

1,111.73 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhawanpura 

0808000101110300 

0.12 

0.01 

522.52 

0.01 

0.00 

0.01 

0.01 

0.11 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.012 

0.001 

0.011 

0.003 

23.53 

Safe 

Bhindipura 

0808000101113700 

0.12 

0.00 

324.19 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.001 

26.68 

Safe 

Bhiramad 

0808000101111200 

0.12 

0.01 

224.70 

0.01 

- 

0.01 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.011 

0.035 

307.48 

Over Exploited 

Bijholi 

0808000101113900 

0.12 

0.06 

175.92 

0.07 

0.01 

0.08 

0.04 

0.39 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.147 

0.007 

0.140 

0.364 

260.10 

Over Exploited 

Dhanera 

0808000101111300 

0.12 

0.20 

(43.00) 

0.16 

0.01 

0.17 

0.05 

0.59 

- 

0.0200 

- 

- 

0.007 

0.028 

0.028 

0.199 

0.010 

0.189 

0.183 

96.59 

Critical 

Digori 

0808000101110900 

0.12 

0.00 

10,840.57 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Durgasi 

0808000101111400 

0.12 

0.36 

(21.71) 

0.29 

0.05 

0.34 

0.05 

0.60 

- 

0.0200 

- 

- 

0.064 

0.084 

0.084 

0.428 

0.021 

0.406 

0.192 

47.32 

Safe 

Gendapura 

0808000101114700 

0.12 

0.03 

195.81 

0.04 

- 

0.04 

0.03 

0.29 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.047 

0.002 

0.045 

0.082 

183.07 

Over Exploited 

Hulaspura 

0808000101112600 

0.12 

0.07 

0.69 

0.08 

0.05 

0.12 

0.04 

0.54 

- 

0.0400 

- 

- 

0.055 

0.095 

0.095 

0.217 

0.011 

0.206 

0.223 

108.22 

Over Exploited 

Jhala 

0808000101110600 

0.12 

0.07 

(67.68) 

0.05 

0.02 

0.08 

0.05 

0.56 

- 

- 

- 

- 

0.035 

0.035 

0.035 

0.112 

0.006 

0.107 

0.004 

3.69 

Safe 

Jhinna 

0808000101110100 

0.12 

0.00 

1,420.79 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

62.36 

Safe 

Jindapura 

0808000101109600 

0.12 

0.00 

229,258.19 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kankret 

0808000101110500 

0.12 

0.00 

1,327.96 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.008 

0.000 

0.007 

0.000 

4.76 

Safe 

Kanspura 

0808000101112400 

0.12 

0.02 

242.75 

0.02 

0.01 

0.03 

0.02 

0.25 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.059 

0.003 

0.056 

0.142 

251.58 

Over Exploited 

Khinnot 

0808000101111700 

0.12 

0.10 

85.84 

0.12 

- 

0.12 

0.04 

0.43 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.128 

0.006 

0.122 

0.133 

109.01 

Over Exploited 

Khintar 

0808000101112500 

0.12 

0.16 

(6.88) 

0.15 

0.01 

0.16 

0.05 

0.56 

- 

0.0400 

- 

- 

0.000 

0.040 

0.040 

0.204 

0.010 

0.193 

0.244 

126.03 

Over Exploited 

Khokhala 

0808000101110200 

0.12 

0.01 

261.35 

0.01 

0.02 

0.04 

0.02 

0.18 

- 

0.0100 

- 

- 

0.033 

0.043 

0.043 

0.080 

0.004 

0.076 

0.033 

43.59 

Safe 

Khurdiya 

0808000101111500 

0.12 

0.02 

271.09 

0.03 

0.00 

0.03 

0.01 

0.12 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.029 

0.001 

0.027 

0.022 

81.28 

Semi Critical 

Kurgawan 

0808000101110800 

0.12 

0.04 

(52.94) 

0.03 

0.08 

0.11 

0.02 

0.23 

- 

0.0100 

- 

- 

0.120 

0.130 

0.130 

0.239 

0.012 

0.227 

0.083 

36.67 

Safe 

Leelauti 

0808000101110700 

0.12 

0.20 

(62.96) 

0.16 

0.17 

0.33 

0.04 

0.49 

- 

0.0200 

- 

- 

0.241 

0.261 

0.261 

0.589 

0.029 

0.560 

0.216 

38.64 

Safe 

Maharpur 

0808000101111600 

0.12 

0.00 

19,570.20 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Manpura 

0808000101113800 

0.12 

0.04 

167.14 

0.04 

0.00 

0.04 

0.02 

0.23 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.043 

0.002 

0.041 

0.005 

12.71 

Safe 

Mothiyapura 

0808000101114200 

0.12 

0.12 

35.84 

0.14 

- 

0.14 

0.06 

0.58 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.149 

0.007 

0.141 

0.085 

59.98 

Safe 

Mugalpura 

0808000101114100 

0.12 

0.12 

31.18 

0.14 

0.00 

0.14 

0.06 

0.61 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.157 

0.008 

0.149 

0.085 

56.67 

Safe 

Na 

0808000108900001 

0.12 

0.18 

(63.17) 

0.14 

0.22 

0.36 

0.03 

0.41 

- 

0.0100 

- 

- 

0.332 

0.342 

0.342 

0.704 

0.035 

0.669 

0.045 

6.75 

Safe 

Pabaini 

0808000101111800 

0.12 

0.26 

42.35 

0.32 

0.01 

0.33 

0.06 

0.60 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.355 

0.018 

0.338 

0.265 

78.38 

Semi Critical 

Sarmathura 

0808000101114600 

0.12 

0.11 

307.70 

0.13 

0.03 

0.16 

0.03 

0.32 

- 

0.0900 

- 

- 

0.001 

0.092 

0.092 

0.254 

0.013 

0.241 

0.923 

382.38 

Over Exploited 

Sunkai 

0808000101112200 

0.12 

0.00 

124.33 

0.00 

- 

0.00 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.017 

465.01 

Over Exploited 

Surari Kalan 

0808000101111900 

0.12 

0.31 

28.30 

0.37 

0.01 

0.38 

0.05 

0.58 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.424 

0.021 

0.403 

0.205 

50.84 

Safe 

Surari Khurd 

0808000101114000 

0.12 

0.05 

98.33 

0.06 

0.01 

0.07 

0.05 

0.49 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.104 

0.005 

0.099 

0.160 

160.82 

Over Exploited 

Adampur 

0808000201122300 

0.12 

0.00 

912.61 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.030 

1,447.35 

Over Exploited 



0.12 

0.00 

1,259.42 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

0.0041 

0.0039 

- 

0.008 

0.008 

0.010 

0.000 

0.009 

0.030 

332.17 

Over Exploited 

Chila Chaund 

0808000201121500 

0.12 

0.02 

768.27 

0.02 

0.00 

0.02 

0.01 

0.12 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.043 

0.002 

0.040 

0.114 

280.87 

Over Exploited 

Jamboora 

0808000201132700 

0.12 

0.40 

(34.08) 

0.32 

0.02 

0.34 

0.06 

0.65 

- 

- 

- 

- 

0.031 

0.031 

0.031 

0.374 

0.019 

0.356 

0.022 

6.31 

Safe 

Kachhpura 

0808000101112900 

0.12 

0.00 

3,788.23 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.017 

2,933.10 

Over Exploited 

Kankrai 

0808000201121700 

0.12 

0.00 

540.65 

0.01 

- 

0.01 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.031 

639.78 

Over Exploited 

Kasoti Khera 

0808000201132400 

0.12 

0.02 

355.71 

0.02 

0.01 

0.03 

0.01 

0.13 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.050 

0.002 

0.047 

0.213 

450.46 

Over Exploited 

Koyla 

0808000201121800 

0.12 

0.16 

(15.01) 

0.14 

0.03 

0.17 

0.05 

0.54 

- 

0.0200 

- 

- 

0.032 

0.052 

0.052 

0.222 

0.011 

0.211 

0.195 

92.28 

Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Kudinna 

080800020113370C 

28.589 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

17.482 

2.64 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.94 

0.98 

0.01 

0.069 

0.36 

0.35 


Maharajpura 

0808000201132800 

2.258 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.318 

0.90 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.001 

0.09 

0.08 


Mugalpura 

0808000201134800 

6.261 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.250 

3.03 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.02 

0.02 


Na 

0808000208900003 

4.525 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.406 

1.66 

0.020 

0.01 

0.00 

0.00 

0.00 

0.21 

-0.05 

-0.06 

0.00 

0.017 

0.63 

0.58 






Ramsagar 

Command 

Bhander Sandstone 

0.077 

1.66 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Nadroli 

0808000201132600 

1.669 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.161 

2.00 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.11 

0.11 

0.26 

0.005 

0.42 

0.40 


Naksauda 

0808000201121600 

6.789 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.626 

2.83 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.41 

0.43 

0.18 

0.026 

0.59 

0.55 


Narsinghpur 

0808000201134200 

0.820 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.284 

3.04 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.20 

0.19 


Nayapura 

0808000201134100 

1.531 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.550 

3.01 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.002 

0.21 

0.20 


Rahe 

0808000201134900 

3.933 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.444 

3.06 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.00 

0.006 

0.21 

0.21 


Reechhai 

0808000201121200 

1.618 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.072 

3.02 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.02 


Rudhera 

0808000201135000 

9.036 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.042 

3.43 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.41 

0.43 

0.00 

0.024 

0.38 

0.37 


Saheri No. 1 

0808000201132900 

5.598 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.479 

1.41 

0.020 

0.17 

0.02 

0.00 

0.00 

0.15 

0.16 

0.17 

0.64 

0.022 

0.62 

0.57 


Saheri No. 2 

0808000201133100 

1.964 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.545 

2.10 

0.020 

0.05 

0.01 

0.00 

0.00 

0.01 

0.09 

0.10 

0.18 

0.006 

0.49 

0.45 


Talram Sagar 

0808000201132500 

3.108 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.629 

1.37 

0.020 

0.01 

0.00 

0.00 

0.00 

0.03 

0.05 

0.05 

0.02 

0.010 

0.53 

0.49 


Umreh 

0808000201122100 

3.075 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.022 

2.05 

0.020 

0.12 

0.02 

0.00 

0.00 

0.00 

0.14 

0.16 

0.49 

0.004 

0.22 

0.20 


Uwasa 

0808000201133200 

3.010 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.088 

2.91 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.02 

05001008 

Barauli 

0808000101112000 

3.521 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.409 

0.96 

0.020 

0.16 

0.04 

0.00 

0.00 

0.00 

0.18 

0.18 

0.61 

0.012 

0.53 

0.54 


Bhindipura 

0808000101113700 

1.464 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.866 

2.66 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.00 

0.003 

0.32 

0.34 


Bidarpur 

0808000101113100 

1.582 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.427 

6.60 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.02 

0.002 

0.15 

0.15 


Bijholi 

0808000101113900 

2.054 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.729 

3.17 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.08 

0.20 

0.003 

0.19 

0.21 


Birja 

0808000101113200 

6.604 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.719 

6.08 

0.020 

0.10 

0.02 

0.00 

0.00 

0.00 

0.77 

0.77 

0.36 

0.021 

0.47 

0.48 


Chila Chaund 

0808000201121500 

7.242 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.007 

4.42 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dhaundh 

0808000101113000 

4.294 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.144 

6.49 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.02 

0.02 


Gopalpur 

0808000101118900 

3.080 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.179 

4.18 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.03 

0.03 


Gurha 

0808000101113600 

4.393 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.715 

3.30 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.28 

0.28 

0.13 

0.013 

0.46 

0.47 


Hulaspura 

0808000101112600 

1.391 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.122 

2.45 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.05 

0.05 


Jhala 

0808000101110600 

1.134 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.049 

2.08 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Kachhpura 

0808000101112900 

3.672 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.439 

5.77 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.05 

0.002 

0.07 

0.07 


Kankret 

0808000101110500 

4.698 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.150 

2.54 

0.020 

0.05 

0.01 

0.00 

0.00 

0.06 

0.14 

0.14 

0.17 

0.011 

0.36 

0.36 


Kanspura 

0808000101112400 

1.368 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.783 

2.21 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.06 

0.17 

0.003 

0.31 

0.31 


Khintar 

0808000101112500 

2.853 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.161 

1.96 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.03 

0.03 


Kumarpura 

0808000101112300 

1.065 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.028 

2.11 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.07 

0.16 

0.004 

0.53 

0.55 


Leelauti 

0808000101110700 

4.347 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.273 

2.53 

0.020 

0.00 

0.00 

0.00 

0.00 

0.02 

-0.01 

-0.01 

0.02 

0.001 

0.03 

0.03 


Mathara 

0808000101119000 

9.944 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.505 

4.47 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.14 

0.03 

0.005 

0.08 

0.08 


Motipura 

0808000101112100 

1.735 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.735 

2.81 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.12 

0.08 

0.006 

0.54 

0.54 


Rahrai 

0808000101112700 

3.185 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.914 

2.52 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.13 

0.13 

0.17 

0.007 

0.32 

0.32 


Soni 

0808000101113300 

5.547 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.327 

4.32 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.50 

0.49 

0.17 

0.019 

0.52 

0.53 


Sunkai 

0808000101112200 

0.941 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.726 

1.66 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.06 

0.003 

0.42 

0.42 


Surari Kalan 

0808000101111900 

5.154 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.199 

3.80 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.02 

0.02 


Surari Khurd 

0808000101114000 

1.228 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.226 

4.15 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.001 

0.10 

0.11 


Tarwa 

0808000101112800 

9.754 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.490 

4.28 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.48 

0.48 

0.00 

0.020 

0.30 

0.30 


Vateekra 

0808000101113400 

2.509 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.398 

4.11 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.23 

0.22 

0.13 

0.009 

0.52 

0.53 

05001009 

Baragaon 

0808000101115200 

6.866 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.334 

2.77 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.33 

0.30 

0.14 

0.019 

0.42 

0.45 


Baraipura 

0808000101114400 

1.880 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.880 

3.80 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.15 

0.08 

0.007 

0.55 

0.58 


Barapura 

0808000101116500 

2.539 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.194 

3.31 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.001 

0.04 

0.04 


Basantpura 

0808000101117100 

2.364 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.364 

4.19 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.22 

0.20 

0.06 

0.009 

0.55 

0.58 


Bhood Khera 

0809000401229800 

6.438 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.237 

2.33 

0.040 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.00 

0.001 

0.02 

0.02 


Chandelipura 

0809000501241700 

15.283 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.360 

3.21 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.00 

0.001 

0.01 

0.01 


Chandpura 

0808000101115300 

5.361 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.078 

1.69 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Chandrawali 

0808000101116900 

2.861 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.861 

4.08 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.22 

0.00 

0.010 

0.55 

0.58 


Dadroni 

0808000101117600 

18.652 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

15.156 

3.74 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

1.18 

1.11 

0.19 

0.055 

0.44 

0.47 


Darura 

0809000501241800 

5.895 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.579 

3.48 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.00 

0.001 

0.05 

0.06 


Deori 

0809000401228500 

19.866 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.133 

1.41 

0.040 

0.00 

0.00 

0.00 

0.00 

0.01 

-0.01 

-0.01 

0.00 

0.001 

0.00 

0.00 


Domai 

0808000101117400 

2.487 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.487 

4.24 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.26 

0.24 

0.23 

0.009 

0.55 

0.58 


Dompura 

0808000101115100 

4.755 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.755 

3.80 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.39 

0.37 

0.09 

0.017 

0.55 

0.58 


Gendapura 

0808000101114700 

2.011 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.041 

3.98 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.08 

0.004 

0.28 

0.30 


Ghari 

0808000101117500 

7.203 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

7.203 

3.76 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.57 

0.53 

0.09 

0.026 

0.55 

0.59 


Gulalpura 

0808000101116800 

1.971 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.308 

3.64 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.00 

0.005 

0.36 

0.39 


Harlalpura 

0808000101114900 

2.983 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.983 

3.35 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.29 

0.27 

0.39 

0.011 

0.55 

0.58 


Kanchanpura 

0808000101117000 

3.307 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.307 

4.16 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.29 

0.27 

0.06 

0.012 

0.55 

0.58 


Khinnot 

0808000101111700 

2.923 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.829 

3.95 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.05 

0.003 

0.16 

0.17 


Khurdiya 

0808000101111500 

8.101 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.968 

2.39 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.31 

0.29 

0.08 

0.022 

0.40 

0.43 


Konesa 

0808000101115000 

2.114 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.114 

3.69 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.15 

0.00 

0.008 

0.55 

0.58 


Kota 

0808000101117200 

1.567 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.567 

4.54 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.19 

0.18 

0.23 

0.006 

0.55 

0.58 


Lokoopura 

0808000101116700 

3.304 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.539 

3.12 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.002 

0.09 

0.10 


Madasil 

0808000101114800 

6.231 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.231 

3.74 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.47 

0.44 

0.00 

0.023 

0.55 

0.58 


Maharpur 

0808000101111600 

6.055 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.023 

3.62 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.47 

0.44 

0.16 

0.022 

0.54 

0.58 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Kudinna 

0808000201133700 

0.12 

0.76 

29.45 

0.91 

- 

0.91 

0.03 

0.39 

- 

- 

- 

- 

- 

- 

- 

0.911 

0.046 

0.865 

0.076 

8.77 

Safe 

Maharajpura 

0808000201132800 

0.12 

0.00 

45.01 

0.00 

0.00 

0.01 

0.01 

0.10 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.007 

0.000 

0.007 

0.001 

18.35 

Safe 

Mugalpura 

0808000201134800 

0.12 

0.00 

2,146.21 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Na 

0808000208900003 

0.12 

0.34 

(117.83) 

0.27 

0.21 

0.48 

0.06 

0.70 

- 

- 

- 

- 

0.315 

0.315 

0.315 

0.794 

0.040 

0.754 

0.017 

2.30 

Safe 



0.12 

0.00 

2,656.68 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0011 

0.0011 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.000 

13.69 

Safe 

Nadroli 

0808000201132600 

0.12 

0.06 

91.83 

0.07 

0.01 

0.08 

0.04 

0.46 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.112 

0.006 

0.106 

0.261 

245.01 

Over Exploited 

Naksauda 

0808000201121600 

0.12 

0.47 

(6.70) 

0.43 

0.01 

0.45 

0.06 

0.64 

- 

0.0200 

- 

- 

0.007 

0.027 

0.027 

0.476 

0.024 

0.452 

0.203 

44.95 

Safe 

Narsinghpur 

0808000201134200 

0.12 

0.01 

161.26 

0.01 

- 

0.01 

0.02 

0.22 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.001 

14.46 

Safe 

Nayapura 

0808000201134100 

0.12 

0.01 

148.45 

0.02 

- 

0.02 

0.02 

0.23 

- 

- 

- 

- 

- 

- 

- 

0.016 

0.001 

0.016 

0.002 

13.84 

Safe 

Rahe 

0808000201134900 

0.12 

0.04 

147.64 

0.04 

- 

0.04 

0.02 

0.23 

- 

- 

- 

- 

- 

- 

- 

0.044 

0.002 

0.042 

0.006 

13.65 

Safe 

Reechhai 

0808000201121200 

0.12 

0.00 

1,972.53 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

2,943.26 

Over Exploited 

Rudhera 

0808000201135000 

0.12 

0.27 

54.73 

0.33 

0.01 

0.34 

0.03 

0.41 

- 

- 

- 

- 

0.017 

0.017 

0.017 

0.358 

0.018 

0.341 

0.024 

6.99 

Safe 

Saheri No. 1 

0808000201132900 

0.12 

0.41 

(58.55) 

0.33 

0.17 

0.50 

0.06 

0.68 

- 

0.0700 

- 

- 

0.224 

0.294 

0.294 

0.790 

0.040 

0.751 

0.659 

87.74 

Semi Critical 

Saheri No. 2 

0808000201133100 

0.12 

0.09 

9.07 

0.10 

0.02 

0.12 

0.05 

0.53 

- 

0.0200 

- 

- 

0.020 

0.040 

0.040 

0.161 

0.008 

0.153 

0.189 

123.55 

Over Exploited 

Talram Sagar 

0808000201132500 

0.12 

0.17 

(67.27) 

0.13 

0.03 

0.16 

0.05 

0.58 

- 

- 

- 

- 

0.047 

0.047 

0.047 

0.212 

0.011 

0.201 

0.028 

14.08 

Safe 

Umreh 

0808000201122100 

0.12 

0.03 

483.56 

0.03 

0.02 

0.05 

0.02 

0.24 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.112 

0.006 

0.107 

0.493 

461.61 

Over Exploited 

Uwasa 

0808000201133200 

0.12 

0.00 

2,809.27 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Barauli 

0808000101112000 

0.12 

0.21 

(17.02) 

0.18 

0.04 

0.22 

0.05 

0.58 

- 

0.1100 

- 

- 

0.003 

0.113 

0.113 

0.333 

0.017 

0.316 

0.620 

196.11 

Over Exploited 

Bhindipura 

0808000101113700 

0.12 

0.03 

29.90 

0.04 

- 

0.04 

0.03 

0.36 

- 

- 

- 

- 

- 

- 

- 

0.040 

0.002 

0.038 

0.003 

8.21 

Safe 

Bidarpur 

0808000101113100 

0.12 

0.01 

639.06 

0.01 

- 

0.01 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.009 

0.018 

201.38 

Over Exploited 

Bijholi 

0808000101113900 

0.12 

0.02 

373.15 

0.02 

0.01 

0.03 

0.02 

0.21 

- 

0.0400 

- 

- 

0.002 

0.042 

0.042 

0.073 

0.004 

0.069 

0.206 

295.90 

Over Exploited 

Birja 

0808000101113200 

0.12 

0.32 

136.71 

0.39 

0.02 

0.41 

0.04 

0.52 

- 

0.0700 

- 

- 

0.005 

0.075 

0.075 

0.488 

0.024 

0.463 

0.380 

81.98 

Semi Critical 

Chila Chaund 

0808000201121500 

0.12 

0.00 

139,073.44 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dhaundh 

0808000101113000 

0.12 

0.00 

5,729.73 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Gopalpur 

0808000101118900 

0.12 

0.00 

2,029.70 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Gurha 

0808000101113600 

0.12 

0.20 

34.91 

0.25 

0.00 

0.25 

0.04 

0.50 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.271 

0.014 

0.258 

0.138 

53.75 

Safe 

Hulaspura 

0808000101112600 

0.12 

0.00 

773.04 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.016 

2,098.48 

Over Exploited 

Jhala 

0808000101110600 

0.12 

0.00 

(1,624.31) 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.010 

0.001 

0.010 

0.000 

1.80 

Safe 

Kachhpura 

0808000101112900 

0.12 

0.00 

1,644.21 

0.00 

- 

0.00 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.014 

0.049 

359.09 

Over Exploited 

Kankret 

0808000101110500 

0.12 

0.14 

0.19 

0.14 

0.07 

0.21 

0.03 

0.39 

- 

0.0200 

- 

- 

0.094 

0.114 

0.114 

0.324 

0.016 

0.308 

0.183 

59.65 

Safe 

Kanspura 

0808000101112400 

0.12 

0.03 

121.78 

0.03 

0.01 

0.04 

0.03 

0.34 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.075 

0.004 

0.071 

0.175 

246.08 

Over Exploited 

Khintar 

0808000101112500 

0.12 

0.00 

947.11 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.017 

2,457.13 

Over Exploited 

Kumarpura 

0808000101112300 

0.12 

0.06 

8.62 

0.07 

0.01 

0.08 

0.05 

0.58 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.111 

0.006 

0.105 

0.160 

152.16 

Over Exploited 

Leelauti 

0808000101110700 

0.12 

0.00 

(612.53) 

0.00 

0.02 

0.02 

0.00 

0.04 

- 

- 

- 

- 

0.029 

0.029 

0.029 

0.050 

0.002 

0.047 

0.017 

35.96 

Safe 

Mathara 

0808000101119000 

0.12 

0.02 

844.14 

0.02 

- 

0.02 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.028 

0.001 

0.027 

0.036 

136.09 

Over Exploited 

Motipura 

0808000101112100 

0.12 

0.11 

4.02 

0.12 

- 

0.12 

0.05 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.127 

0.006 

0.121 

0.084 

69.92 

Safe 

Rahrai 

0808000101112700 

0.12 

0.07 

80.79 

0.09 

0.01 

0.10 

0.03 

0.35 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.123 

0.006 

0.117 

0.179 

152.99 

Over Exploited 

Soni 

0808000101113300 

0.12 

0.33 

47.24 

0.40 

0.01 

0.41 

0.05 

0.57 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.441 

0.022 

0.419 

0.191 

45.66 

Safe 

Sunkai 

0808000101112200 

0.12 

0.04 

20.55 

0.04 

- 

0.04 

0.04 

0.46 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.054 

0.003 

0.051 

0.065 

126.94 

Over Exploited 

Surari Kalan 

0808000101111900 

0.12 

0.00 

2,784.01 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Surari Khurd 

0808000101114000 

0.12 

0.00 

893.39 

0.00 

- 

0.00 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.013 

0.032 

252.56 

Over Exploited 

Tarwa 

0808000101112800 

0.12 

0.20 

138.58 

0.24 

0.00 

0.24 

0.03 

0.33 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.243 

0.012 

0.231 

0.020 

8.64 

Safe 

Vateekra 

0808000101113400 

0.12 

0.15 

48.93 

0.18 

0.00 

0.18 

0.05 

0.57 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.200 

0.010 

0.190 

0.134 

70.50 

Semi Critical 

Baragaon 

0808000101115200 

0.12 

0.27 

11.77 

0.30 

0.01 

0.31 

0.05 

0.47 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.345 

0.017 

0.328 

0.159 

48.59 

Safe 

Baraipura 

0808000101114400 

0.12 

0.12 

21.28 

0.15 

0.00 

0.15 

0.06 

0.61 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.165 

0.008 

0.157 

0.085 

54.17 

Safe 

Barapura 

0808000101116500 

0.12 

0.00 

2,096.20 

0.00 

- 

0.00 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.011 

0.032 

298.92 

Over Exploited 

Basantpura 

0808000101117100 

0.12 

0.16 

31.50 

0.19 

0.00 

0.19 

0.06 

0.61 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.196 

0.010 

0.186 

0.071 

37.86 

Safe 

Bhood Khera 

0809000401229800 

0.12 

0.00 

2,360.47 

0.00 

0.01 

0.01 

0.00 

0.02 

- 

- 

- 

- 

0.011 

0.011 

0.011 

0.018 

0.001 

0.017 

0.001 

5.15 

Safe 

Chandelipura 

0809000501241700 

0.12 

0.00 

7,524.91 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Chandpura 

0808000101115300 

0.12 

0.00 

3,229.73 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chandrawali 

0808000101116900 

0.12 

0.19 

15.61 

0.22 

0.00 

0.22 

0.06 

0.61 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.220 

0.011 

0.209 

0.010 

4.96 

Safe 

Dadroni 

0808000101117600 

0.12 

0.81 

37.06 

0.97 

0.01 

0.98 

0.05 

0.49 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

1.020 

0.051 

0.969 

0.242 

24.98 

Safe 

Darura 

0809000501241800 

0.12 

0.00 

1,908.91 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.001 

32.69 

Safe 

Deori 

0809000401228500 

0.12 

0.00 

(9,333.07) 

0.00 

0.01 

0.01 

0.00 

0.00 

- 

- 

- 

- 

0.020 

0.020 

0.020 

0.033 

0.002 

0.031 

0.001 

1.61 

Safe 

Domai 

0808000101117400 

0.12 

0.16 

49.40 

0.20 

0.01 

0.21 

0.06 

0.61 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.246 

0.012 

0.234 

0.243 

104.07 

Over Exploited 

Dompura 

0808000101115100 

0.12 

0.31 

17.20 

0.37 

- 

0.37 

0.06 

0.61 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.376 

0.019 

0.357 

0.111 

31.18 

Safe 

Gendapura 

0808000101114700 

0.12 

0.04 

172.08 

0.04 

- 

0.04 

0.03 

0.31 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.052 

0.003 

0.050 

0.082 

164.33 

Over Exploited 

Ghari 

0808000101117500 

0.12 

0.47 

12.79 

0.53 

0.00 

0.53 

0.06 

0.61 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.556 

0.028 

0.528 

0.120 

22.75 

Safe 

Gulalpura 

0808000101116800 

0.12 

0.06 

56.02 

0.07 

- 

0.07 

0.04 

0.40 

- 

- 

- 

- 

- 

- 

- 

0.068 

0.003 

0.065 

0.005 

7.31 

Safe 

Harlalpura 

0808000101114900 

0.12 

0.20 

38.01 

0.23 

0.01 

0.25 

0.06 

0.61 

- 

0.0400 

- 

- 

0.001 

0.042 

0.042 

0.287 

0.014 

0.273 

0.401 

146.84 

Over Exploited 

Kanchanpura 

0808000101117000 

0.12 

0.22 

25.80 

0.26 

0.00 

0.26 

0.06 

0.61 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.279 

0.014 

0.265 

0.074 

27.94 

Safe 

Khinnot 

0808000101111700 

0.12 

0.02 

358.10 

0.02 

- 

0.02 

0.02 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.029 

0.001 

0.027 

0.050 

184.58 

Over Exploited 

Khurdiya 

0808000101111500 

0.12 

0.29 

0.82 

0.29 

0.01 

0.30 

0.04 

0.44 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.317 

0.016 

0.301 

0.100 

33.13 

Safe 

Konesa 

0808000101115000 

0.12 

0.14 

5.01 

0.15 

0.00 

0.15 

0.06 

0.61 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.146 

0.007 

0.139 

0.008 

5.52 

Safe 

Kota 

0808000101117200 

0.12 

0.10 

71.77 

0.12 

0.01 

0.14 

0.06 

0.61 

- 

0.0400 

- 

- 

0.005 

0.045 

0.045 

0.182 

0.009 

0.173 

0.240 

138.72 

Over Exploited 

Lokoopura 

0808000101116700 

0.12 

0.01 

444.53 

0.01 

- 

0.01 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.018 

273.13 

Over Exploited 

Madasil 

0808000101114800 

0.12 

0.41 

7.82 

0.44 

0.00 

0.45 

0.06 

0.61 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.452 

0.023 

0.430 

0.023 

5.26 

Safe 

Maharpur 

0808000101111600 

0.12 

0.39 

12.88 

0.44 

0.01 

0.46 

0.06 

0.60 

- 

0.0200 

- 

- 

0.002 

0.023 

0.023 

0.478 

0.024 

0.454 

0.178 

39.19 

Safe 
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( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Mallapura 

080800010111790C 

11.800 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.012 

3.63 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mardai Kalan 

0809000401229700 

11.203 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.290 

2.30 

0.040 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.00 

0.001 

0.01 

0.01 


Mede Ka Pura 

0808000101116300 

5.663 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.971 

3.26 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.22 

0.21 

0.13 

0.011 

0.29 

0.31 


Mothiyapura 

0808000101114200 

1.895 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.069 

4.04 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.02 


Narayanpura 

0808000101117300 

2.727 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.727 

4.35 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.22 

0.00 

0.010 

0.55 

0.58 


Padampura 

0808000101114300 

3.237 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.306 

3.79 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.05 

0.06 


Rijhoni 

0808000101116400 

7.779 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.741 

3.71 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.51 

0.48 

0.00 

0.024 

0.47 

0.51 


Sajnapur 

0809000401229900 

12.642 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.075 

2.14 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.24 

0.00 

0.012 

0.13 

0.14 


Sarmathura 

0808000101114600 

6.068 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.965 

3.90 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.14 

0.13 

0.16 

0.127 

0.09 

0.09 


Shitalpura 

0808000101117700 

1.354 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.724 

3.49 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.00 

0.003 

0.29 

0.31 


Tejapura 

0808000101116600 

5.505 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.005 

2.85 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 

05001010 

Bidarpur 

0808000101113100 

1.582 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.155 

6.60 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.17 

0.06 

0.004 

0.40 

0.40 


Birja 

0808000101113200 

6.604 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.885 

6.08 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.13 

0.06 

0.003 

0.07 

0.07 


Chila Chaund 

0808000201121500 

7.242 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.012 

4.42 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dhaundh 

0808000101113000 

4.294 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.150 

6.49 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.58 

0.58 

0.19 

0.015 

0.54 

0.53 


Gopalpur 

0808000101118900 

3.080 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.718 

4.18 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.00 

0.003 

0.13 

0.13 


Gopalpura 

0808000101119300 

2.252 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.766 

2.53 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.00 

0.003 

0.19 

0.19 


Gurja 

0808000201133500 

6.447 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.914 

2.44 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.00 

0.004 

0.08 

0.08 


Indora 

0808000101119200 

9.715 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

9.715 

3.17 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.63 

0.65 

0.02 

0.035 

0.57 

0.56 


Jamboora 

0808000201132700 

6.069 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.374 

2.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.04 

0.04 


Kachhpura 

0808000101112900 

3.672 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.035 

5.77 

0.020 

0.07 

0.02 

0.00 

0.00 

0.00 

0.40 

0.41 

0.28 

0.011 

0.46 

0.46 


Khidarpur 

0808000101119100 

4.731 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.731 

5.17 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.51 

0.52 

0.06 

0.017 

0.58 

0.56 


Kudinna 

0808000201133700 

28.589 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.693 

2.64 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.00 

0.007 

0.04 

0.03 


Madanpur 

0808000101119500 

24.655 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.211 

3.34 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.00 

0.00 


Mathara 

0808000101119000 

9.944 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.962 

4.47 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.65 

0.65 

0.13 

0.025 

0.39 

0.39 


Naksauda 

0808000201121600 

6.789 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.163 

2.83 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 


Saheri No. 2 

0808000201133100 

1.964 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.419 

2.10 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.05 

0.002 

0.13 

0.12 


Saipur 

0808000101119400 

1.915 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.000 

2.64 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sewarpali 

0808000201133400 

28.368 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.126 

2.49 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Shahpur 

0808000201133600 

27.505 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

13.313 

2.57 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.70 

0.73 

0.00 

0.052 

0.28 

0.28 


Talram Sagar 

0808000201132500 

3.108 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.007 

1.37 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Uwasa 

0808000201133200 

3.010 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.922 

2.91 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

0.16 

0.17 

0.00 

0.012 

0.59 

0.56 

05001011 

Amanpura 

0808000101116100 

2.000 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.000 

2.79 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.06 

0.007 

0.55 

0.60 


Bahrai 

0809000401231200 

8.566 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.340 

1.41 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.02 

0.03 


Baragaon 

0808000101115200 

6.866 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.533 

2.77 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.05 

0.006 

0.12 

0.13 


Barapura 

0808000101116500 

2.539 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.346 

3.31 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.23 

0.22 

0.36 

0.009 

0.51 

0.54 


Bhauwapura 

0809000401231100 

6.580 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.495 

1.73 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.00 

0.006 

0.13 

0.17 


Chandelipura 

0809000501241700 

15.283 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.964 

3.21 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.02 

0.002 

0.03 

0.04 


Chandpura 

0808000101115300 

5.361 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.283 

1.69 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.17 

0.00 

0.019 

0.54 

0.58 


Chhawar 

0809000401231400 

4.539 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.178 

1.32 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.03 

0.03 


Gulalpura 

0808000101116800 

1.971 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.663 

3.64 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.00 

0.002 

0.18 

0.20 


Gurdah 

0809000501238300 

65.831 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

9.247 

2.04 

0.040 

0.03 

0.00 

0.00 

0.00 

0.00 

0.79 

0.66 

0.07 

0.022 

0.08 

0.10 


Heerapura 

0808000101116200 

7.254 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

7.254 

2.80 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.42 

0.38 

0.00 

0.026 

0.55 

0.60 


Kanhaiyapura 

0808000101115500 

1.831 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.831 

1.65 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.09 

0.007 

0.56 

0.61 


Khaira 

0809000401231000 

19.560 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.182 

1.66 

0.040 

0.01 

0.00 

0.00 

0.00 

0.01 

0.41 

0.37 

0.00 

0.023 

0.18 

0.20 


Kharoli 

0808000101116000 

1.532 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.532 

2.57 

0.020 

0.16 

0.02 

0.00 

0.00 

0.00 

0.22 

0.20 

0.63 

0.006 

0.55 

0.59 


Kota(Chhawar) 

0809000401231500 

14.949 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.729 

1.33 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.05 

0.003 

0.03 

0.04 


Krishnapura 

0808000101115600 

1.291 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.291 

1.56 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.13 

0.005 

0.55 

0.60 


Lokoopura 

0808000101116700 

3.304 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.765 

3.12 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.18 

0.06 

0.010 

0.46 

0.49 


Mahuwa Khera 

0809000401230900 

13.569 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

12.411 

1.96 

0.040 

0.02 

0.00 

0.00 

0.00 

0.00 

0.99 

0.86 

0.00 

0.047 

0.52 

0.60 


Manakhur 

0809000501241600 

18.735 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.265 

2.46 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.43 

0.39 

0.02 

0.010 

0.13 

0.14 


Mede Ka Pura 

0808000101116300 

5.663 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.692 

3.26 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.21 

0.19 

0.11 

0.010 

0.26 

0.28 


Medhari 

0808000101115800 

1.156 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.156 

1.79 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.08 

0.004 

0.55 

0.59 


Ratiyapura 

0809000401231300 

12.020 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

7.732 

1.66 

0.040 

0.01 

0.00 

0.00 

0.00 

0.01 

0.52 

0.40 

0.01 

0.029 

0.39 

0.50 


Rijhoni 

0808000101116400 

7.779 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.038 

3.71 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.00 

0.004 

0.07 

0.08 


Sajnapur 

0809000401229900 

12.642 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.211 

2.14 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 


Subhanpura 

0808000101115900 

3.433 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.433 

2.15 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.16 

0.05 

0.012 

0.55 

0.59 


Tejapura 

0808000101116600 

5.505 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.500 

2.85 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.32 

0.30 

0.00 

0.020 

0.55 

0.59 


Thekra 

0809000401230100 

7.774 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.656 

1.71 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.00 

0.002 

0.05 

0.05 


Urdupura 

0808000101115400 

2.677 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.677 

1.35 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.11 

0.10 

0.17 

0.010 

0.55 

0.60 


Viloni 

0808000101115700 

11.358 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

11.358 

2.81 

0.020 

0.18 

0.03 

0.00 

0.00 

0.01 

0.78 

0.72 

0.68 

0.041 

0.55 

0.60 

05001012 

Andoa Ka Pura 

0808000301143500 

2.799 

Fresh 

Parbati 

Command 

Older Alluvium 

2.257 

0.50 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.18 

0.15 

0.12 

0.021 

0.47 

0.56 


Baghpura 

0808000401165100 

1.310 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.003 

1.05 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bahrawati 

0808000301144000 

4.367 

Fresh 

Parbati 

Command 

Older Alluvium 

4.367 

-0.97 

0.120 

0.43 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.68 

0.041 

0.59 

0.74 


Baldiya Pura 

0808000301143300 

1.787 

Fresh 

Parbati 

Command 

Older Alluvium 

0.358 

0.54 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.06 

0.003 

0.12 

0.14 


Bara 

0808000301147900 

3.535 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.182 

0.60 

0.120 

0.15 

0.02 

0.00 

0.00 

0.00 

0.22 

0.15 

0.57 

0.011 

0.20 

0.29 


Bara Ka Pura 

0808000301148000 

0.678 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.659 

0.94 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.16 

0.006 

0.58 

0.80 


Barkhera 

0808000301149000 

2.575 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.991 

1.04 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.33 

0.25 

0.34 

0.019 

0.44 

0.57 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Mallapura 

0808000101117900 

0.12 

0.00 

103,481.40 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mardai Kalan 

0809000401229700 

0.12 

0.00 

3,828.21 

0.00 

0.01 

0.01 

0.00 

0.02 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.016 

0.001 

0.015 

0.001 

7.14 

Safe 

Mede Ka Pura 

0808000101116300 

0.12 

0.10 

101.63 

0.12 

0.00 

0.12 

0.03 

0.32 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.147 

0.007 

0.140 

0.136 

97.26 

Critical 

Mothiyapura 

0808000101114200 

0.12 

0.00 

3,074.38 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Narayanpura 

0808000101117300 

0.12 

0.18 

23.84 

0.21 

- 

0.21 

0.06 

0.61 

- 

- 

- 

- 

- 

- 

- 

0.215 

0.011 

0.204 

0.010 

4.85 

Safe 

Padampura 

0808000101114300 

0.12 

0.00 

1,042.54 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.001 

51.31 

Safe 

Rijhoni 

0808000101116400 

0.12 

0.38 

24.44 

0.46 

0.00 

0.46 

0.05 

0.52 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.461 

0.023 

0.438 

0.024 

5.59 

Safe 

Sajnapur 

0809000401229900 

0.12 

0.05 

391.12 

0.06 

0.00 

0.06 

0.01 

0.15 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.070 

0.003 

0.066 

0.012 

17.52 

Safe 

Sarmathura 

0808000101114600 

0.12 

0.01 

1,240.14 

0.01 

0.01 

0.02 

0.01 

0.10 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.055 

0.003 

0.052 

0.290 

557.65 

Over Exploited 

Shitalpura 

0808000101117700 

0.12 

0.03 

85.62 

0.03 

- 

0.03 

0.03 

0.32 

- 

- 

- 

- 

- 

- 

- 

0.031 

0.002 

0.029 

0.003 

9.05 

Safe 

Tejapura 

0808000101116600 

0.12 

0.00 

112,546.67 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bidarpur 

0808000101113100 

0.12 

0.06 

208.93 

0.07 

0.00 

0.07 

0.04 

0.44 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.078 

0.004 

0.074 

0.066 

89.71 

Semi Critical 

Birja 

0808000101113200 

0.12 

0.01 

1,532.88 

0.01 

- 

0.01 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.019 

0.001 

0.018 

0.065 

355.06 

Over Exploited 

Chila Chaund 

0808000201121500 

0.12 

0.00 

80,619.74 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dhaundh 

0808000101113000 

0.12 

0.27 

117.88 

0.32 

0.01 

0.33 

0.05 

0.59 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.374 

0.019 

0.355 

0.202 

56.90 

Safe 

Gopalpur 

0808000101118900 

0.12 

0.01 

428.21 

0.01 

- 

0.01 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.013 

0.003 

20.62 

Safe 

Gopalpura 

0808000101119300 

0.12 

0.02 

119.53 

0.02 

- 

0.02 

0.02 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.021 

0.001 

0.020 

0.003 

13.77 

Safe 

Gurja 

0808000201133500 

0.12 

0.01 

405.22 

0.01 

- 

0.01 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.010 

0.004 

35.00 

Safe 

Indora 

0808000101119200 

0.12 

0.67 

(3.48) 

0.65 

0.00 

0.65 

0.05 

0.63 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.654 

0.033 

0.621 

0.051 

8.25 

Safe 

Jamboora 

0808000201132700 

0.12 

0.00 

951.16 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.001 

74.55 

Semi Critical 

Kachhpura 

0808000101112900 

0.12 

0.17 

141.01 

0.20 

0.02 

0.22 

0.04 

0.51 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.273 

0.014 

0.259 

0.292 

112.76 

Over Exploited 

Khidarpur 

0808000101119100 

0.12 

0.33 

59.21 

0.39 

0.00 

0.39 

0.05 

0.63 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.408 

0.020 

0.388 

0.079 

20.41 

Safe 

Kudinna 

0808000201133700 

0.12 

0.01 

1,208.63 

0.01 

- 

0.01 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.008 

0.007 

82.21 

Semi Critical 

Madanpur 

0808000101119500 

0.12 

0.00 

11,286.14 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Mathara 

0808000101119000 

0.12 

0.32 

99.13 

0.39 

0.01 

0.40 

0.04 

0.43 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.420 

0.021 

0.399 

0.150 

37.69 

Safe 

Naksauda 

0808000201121600 

0.12 

0.00 

3,356.54 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Saheri No. 2 

0808000201133100 

0.12 

0.01 

243.79 

0.01 

0.01 

0.01 

0.01 

0.15 

- 

0.0100 

- 

- 

0.009 

0.020 

0.020 

0.034 

0.002 

0.032 

0.052 

160.84 

Over Exploited 

Saipur 

0808000101119400 

0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sewarpali 

0808000201133400 

0.12 

0.00 

16,365.39 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Shahpur 

0808000201133600 

0.12 

0.46 

59.69 

0.55 

- 

0.55 

0.03 

0.31 

- 

- 

- 

- 

- 

- 

- 

0.546 

0.027 

0.519 

0.052 

10.10 

Safe 

Talram Sagar 

0808000201132500 

0.12 

0.00 

15,781.80 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Uwasa 

0808000201133200 

0.12 

0.21 

(18.22) 

0.17 

0.01 

0.18 

0.06 

0.64 

- 

- 

- 

- 

0.016 

0.016 

0.016 

0.195 

0.010 

0.185 

0.012 

6.22 

Safe 

Amanpura 

0808000101116100 

0.12 

0.13 

(9.32) 

0.12 

0.00 

0.12 

0.06 

0.61 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.133 

0.007 

0.126 

0.069 

54.96 

Safe 

Bahrai 

0809000401231200 

0.12 

0.00 

1,345.62 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.003 

0.000 

0.002 

0.001 

53.62 

Safe 

Baragaon 

0808000101115200 

0.12 

0.02 

281.61 

0.03 

0.00 

0.03 

0.01 

0.14 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.045 

0.002 

0.043 

0.053 

122.64 

Over Exploited 

Barapura 

0808000101116500 

0.12 

0.14 

51.83 

0.17 

0.01 

0.18 

0.05 

0.56 

- 

0.0700 

- 

- 

0.006 

0.076 

0.076 

0.260 

0.013 

0.247 

0.373 

150.64 

Over Exploited 

Bhauwapura 

0809000401231100 

0.12 

0.02 

243.18 

0.03 

0.00 

0.03 

0.01 

0.15 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.032 

0.002 

0.031 

0.006 

18.36 

Safe 

Chandelipura 

0809000501241700 

0.12 

0.00 

2,972.61 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.020 

441.77 

Over Exploited 

Chandpura 

0808000101115300 

0.12 

0.34 

(49.64) 

0.27 

0.00 

0.28 

0.06 

0.60 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.283 

0.014 

0.269 

0.019 

7.13 

Safe 

Chhawar 

0809000401231400 

0.12 

0.00 

1,189.44 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.011 

1,748.86 

Over Exploited 

Gulalpura 

0808000101116800 

0.12 

0.01 

208.47 

0.02 

- 

0.02 

0.02 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.018 

0.001 

0.017 

0.002 

14.43 

Safe 

Gurdah 

0809000501238300 

0.12 

0.09 

625.91 

0.11 

- 

0.11 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.119 

0.006 

0.113 

0.094 

83.19 

Semi Critical 

Heerapura 

0808000101116200 

0.12 

0.48 

(20.43) 

0.39 

0.00 

0.39 

0.06 

0.61 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.386 

0.019 

0.367 

0.026 

7.18 

Safe 

Kanhaiyapura 

0808000101115500 

0.12 

0.12 

(32.35) 

0.10 

- 

0.10 

0.06 

0.61 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.108 

0.005 

0.102 

0.101 

98.50 

Critical 

Khaira 

0809000401231000 

0.12 

0.13 

178.04 

0.16 

0.01 

0.17 

0.02 

0.19 

- 

- 

- 

- 

0.011 

0.011 

0.011 

0.177 

0.009 

0.168 

0.023 

13.86 

Safe 

Kharoli 

0808000101116000 

0.12 

0.10 

103.01 

0.12 

0.02 

0.14 

0.06 

0.61 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

0.261 

0.013 

0.248 

0.635 

256.16 

Over Exploited 

Kota(Chhawar) 

0809000401231500 

0.12 

0.00 

1,185.11 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.013 

0.001 

0.013 

0.053 

412.51 

Over Exploited 

Krishnapura 

0808000101115600 

0.12 

0.09 

(24.21) 

0.07 

0.00 

0.07 

0.06 

0.61 

- 

0.0100 

- 

- 

0.000 

0.011 

0.011 

0.079 

0.004 

0.075 

0.130 

172.55 

Over Exploited 

Lokoopura 

0808000101116700 

0.12 

0.15 

16.54 

0.18 

0.00 

0.18 

0.05 

0.51 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.195 

0.010 

0.185 

0.072 

38.96 

Safe 

Mahuwa Khera 

0809000401230900 

0.12 

0.78 

10.86 

0.86 

- 

0.86 

0.05 

0.57 

- 

- 

- 

- 

- 

- 

- 

0.860 

0.043 

0.817 

0.047 

5.71 

Safe 

Manakhur 

0809000501241600 

0.12 

0.07 

498.76 

0.08 

- 

0.08 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.078 

0.004 

0.074 

0.028 

38.02 

Safe 

Mede Ka Pura 

0808000101116300 

0.12 

0.08 

126.86 

0.10 

0.00 

0.10 

0.03 

0.29 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.122 

0.006 

0.116 

0.119 

102.73 

Over Exploited 

Medhari 

0808000101115800 

0.12 

0.08 

(25.15) 

0.06 

- 

0.06 

0.06 

0.61 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.071 

0.004 

0.067 

0.082 

122.00 

Over Exploited 

Ratiyapura 

0809000401231300 

0.12 

0.36 

11.26 

0.40 

0.01 

0.41 

0.04 

0.43 

- 

- 

- 

- 

0.012 

0.012 

0.012 

0.425 

0.021 

0.403 

0.041 

10.19 

Safe 

Rijhoni 

0808000101116400 

0.12 

0.01 

693.18 

0.01 

- 

0.01 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.010 

0.004 

36.34 

Safe 

Sajnapur 

0809000401229900 

0.12 

0.00 

5,492.20 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.011 

0.001 

0.010 

0.001 

7.77 

Safe 

Subhanpura 

0808000101115900 

0.12 

0.23 

(30.63) 

0.18 

- 

0.18 

0.06 

0.61 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.190 

0.010 

0.181 

0.059 

32.86 

Safe 

Tejapura 

0808000101116600 

0.12 

0.36 

(16.85) 

0.30 

0.00 

0.30 

0.06 

0.61 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.303 

0.015 

0.288 

0.020 

6.94 

Safe 

Thekra 

0809000401230100 

0.12 

0.00 

991.61 

0.00 

0.00 

0.01 

0.00 

0.05 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.008 

0.000 

0.008 

0.002 

32.30 

Safe 

Urdupura 

0808000101115400 

0.12 

0.18 

(42.60) 

0.14 

0.01 

0.15 

0.06 

0.61 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.176 

0.009 

0.167 

0.184 

110.07 

Over Exploited 

Viloni 

0808000101115700 

0.12 

0.75 

(4.76) 

0.72 

0.04 

0.76 

0.06 

0.61 

- 

0.0800 

- 

- 

0.015 

0.095 

0.095 

0.852 

0.043 

0.809 

0.717 

88.65 

Semi Critical 

Andoa Ka Pura 

0808000301143500 

0.22 

0.23 

(36.52) 

0.19 

- 

0.19 

0.04 

0.51 

- 

- 

0.0114 

0.0137 

- 

0.025 

0.025 

0.212 

0.011 

0.202 

0.139 

68.98 

Safe 

Baghpura 

0808000401165100 

0.22 

0.00 

40,175.00 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bahrawati 

0808000301144000 

0.22 

0.56 

- 

0.56 

0.02 

0.58 

0.06 

0.64 

- 

0.0600 

0.0221 

0.0266 

0.001 

0.110 

0.110 

0.694 

0.069 

0.625 

1.720 

275.33 

Over Exploited 

Baldiya Pura 

0808000301143300 

0.22 

0.01 

296.39 

0.01 

- 

0.01 

0.01 

0.13 

- 

0.0100 

0.0036 

0.0044 

- 

0.018 

0.018 

0.029 

0.001 

0.028 

0.065 

236.73 

Over Exploited 

Bara 

0808000301147900 

0.22 

0.05 

190.08 

0.06 

0.02 

0.08 

0.02 

0.22 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.143 

0.007 

0.135 

0.581 

429.03 

Over Exploited 

Bara Ka Pura 

0808000301148000 

0.22 

0.08 

(2.74) 

0.08 

0.00 

0.08 

0.06 

0.63 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.093 

0.005 

0.088 

0.162 

183.89 

Over Exploited 

Barkhera 

0808000301149000 

0.22 

0.19 

31.03 

0.23 

0.01 

0.24 

0.04 

0.48 

- 

0.0400 

- 

- 

0.000 

0.040 

0.040 

0.283 

0.014 

0.269 

0.355 

131.71 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Bhagana 

080800030114760C 

2.454 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.447 

0.21 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.09 

0.023 

0.59 

0.82 


Bhojpur 

080800040115900C 

1.926 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.608 

0.18 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.05 

0.04 

0.18 

0.006 

0.19 

0.27 


Biparpur 

080800040115860C 

2.917 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.021 

0.00 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Chailpura 

0808000301143200 

0.933 

Fresh 

Parbati 

Command 

Older Alluvium 

0.051 

0.72 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.04 


Chainapura 

0808000401165600 

0.949 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.406 

1.07 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.00 

0.004 

0.24 

0.31 


Chaura Khera 

0808000301144900 

2.107 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.238 

0.71 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.04 

0.16 

0.002 

0.07 

0.09 






Parbati 

Command 

Older Alluvium 

1.869 

0.71 

0.120 

0.31 

0.05 

0.00 

0.00 

0.00 

0.42 

0.33 

1.24 

0.017 

0.52 

0.67 


Chitaura 

0808000301144100 

3.219 

Fresh 

Parbati 

Command 

Older Alluvium 

2.958 

0.35 

0.120 

0.21 

0.03 

0.00 

0.00 

0.00 

0.30 

0.25 

0.81 

0.028 

0.54 

0.66 


Dalelpur 

0808000301145800 

0.982 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.003 

-1.63 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Parbati 

Command 

Older Alluvium 

0.979 

-1.63 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.009 

0.59 

0.76 


Dharampura 

0808000401157000 

3.334 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.675 

-0.48 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.016 

0.30 

0.41 






Parbati 

Command 

Older Alluvium 

0.013 

-0.48 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dheemri 

0808000401165300 

2.054 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.535 

1.03 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.10 

0.005 

0.15 

0.18 


Dubepura 

0808000301148700 

2.267 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.481 

1.00 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.25 

0.20 

0.28 

0.014 

0.38 

0.48 


Garhi Chatola 

0808000301144700 

1.813 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.102 

0.89 

0.120 

0.12 

0.02 

0.00 

0.00 

0.00 

0.22 

0.18 

0.47 

0.010 

0.35 

0.43 


Gurja 

0808000201126300 

2.650 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.208 

0.98 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.05 

0.06 


Haidalpur 

0808000301147800 

1.242 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.242 

0.86 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.11 

0.08 

0.012 

0.59 

0.82 


Jagariyapura 

0808000301148800 

1.331 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.083 

1.05 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.21 

0.16 

0.28 

0.010 

0.47 

0.60 


Jamalpur 

0808000301145700 

1.799 

Fresh 

Parbati 

Command 

Older Alluvium 

1.799 

-0.93 

0.120 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.61 

0.017 

0.59 

0.77 


Jharpura 

0808000301147500 

2.685 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.671 

0.26 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.12 

0.09 

0.11 

0.025 

0.59 

0.84 


Kalyanpur 

0808000401156900 

1.646 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.558 

-0.13 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.005 

0.20 

0.28 


Kanasil 

0808000301143600 

1.634 

Fresh 

Parbati 

Command 

Older Alluvium 

0.193 

0.70 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.07 

0.002 

0.07 

0.08 


Kareempur 

0808000301148500 

1.804 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.402 

1.07 

0.120 

0.15 

0.01 

0.00 

0.00 

0.00 

0.32 

0.24 

0.60 

0.013 

0.46 

0.62 


Kareempur Ka Pura 

0808000301148600 

1.202 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.202 

1.07 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.13 

0.08 

0.011 

0.58 

0.77 


Kisharpura 

0808000301148300 

1.195 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.408 

1.04 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.12 

0.004 

0.20 

0.28 


Kolari 

0808000301143700 

1.653 

Fresh 

Parbati 

Command 

Older Alluvium 

1.271 

-0.98 

0.120 

0.29 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.14 

0.012 

0.45 

0.54 


Koluwa 

0808000301145100 

2.557 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.557 

0.93 

0.120 

0.28 

0.01 

0.00 

0.00 

0.00 

0.55 

0.41 

1.07 

0.024 

0.59 

0.80 


Koluwa Ka Pura 

0808000301145000 

1.071 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.071 

0.94 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.11 

0.06 

0.010 

0.59 

0.78 


Kumheri 

0808000301144800 

2.899 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.648 

0.92 

0.120 

0.21 

0.01 

0.00 

0.00 

0.00 

0.49 

0.38 

0.80 

0.025 

0.53 

0.69 






Parbati 

Command 

Older Alluvium 

0.250 

0.92 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.08 

0.002 

0.05 

0.07 


Langutpura 

0808000301145400 

0.906 

Fresh 

Parbati 

Command 

Older Alluvium 

0.906 

-0.21 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.008 

0.59 

0.78 


Malauni Khurd 

0808000301147700 

4.568 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.568 

0.60 

0.120 

0.78 

0.12 

0.00 

0.00 

0.00 

0.99 

0.70 

3.08 

0.043 

0.60 

0.84 


Manpur 

0808000301145500 

2.725 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.140 

0.14 

0.120 

0.17 

0.01 

0.00 

0.00 

0.00 

0.18 

0.13 

0.65 

0.011 

0.25 

0.33 






Parbati 

Command 

Older Alluvium 

1.584 

0.14 

0.120 

0.23 

0.01 

0.00 

0.00 

0.00 

0.25 

0.18 

0.90 

0.015 

0.34 

0.46 


Mansoorpura 

0808000301143800 

2.861 

Fresh 

Parbati 

Command 

Older Alluvium 

0.872 

-2.26 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.008 

0.18 

0.22 


Mugarwara 

0808000401158700 

1.223 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.566 

0.00 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.005 

0.28 

0.39 


Nagla Dani 

0808000301148400 

1.186 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.186 

1.06 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

0.25 

0.18 

0.41 

0.011 

0.59 

0.80 


Nekpur 

0808000401158900 

2.233 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.613 

0.15 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.06 

0.04 

0.24 

0.006 

0.17 

0.24 


Norangabad 

0808000301144400 

2.406 

Fresh 

Parbati 

Command 

Older Alluvium 

0.250 

0.60 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.06 

0.05 

0.21 

0.002 

0.06 

0.08 


Paraua 

0808000301143400 

2.083 

Fresh 

Parbati 

Command 

Older Alluvium 

0.164 

0.59 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.002 

0.05 

0.05 


Pathaina 

0808000301148900 

1.646 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.596 

1.06 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.25 

0.20 

0.17 

0.015 

0.56 

0.72 


Pekri 

0808000301143900 

2.216 

Fresh 

Parbati 

Command 

Older Alluvium 

2.216 

-0.34 

0.120 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.70 

0.021 

0.58 

0.71 


Phoolpura 

0808000301144500 

3.145 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.537 

0.65 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.06 

0.17 

0.005 

0.10 

0.12 






Parbati 

Command 

Older Alluvium 

1.591 

0.65 

0.120 

0.13 

0.02 

0.00 

0.00 

0.00 

0.23 

0.19 

0.51 

0.015 

0.30 

0.37 


Pipari Pura 

0808000301144200 

0.500 

Fresh 

Parbati 

Command 

Older Alluvium 

0.500 

0.30 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.005 

0.58 

0.70 


Puraini 

0808000301149100 

1.819 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.113 

1.07 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

0.24 

0.18 

0.43 

0.010 

0.36 

0.47 


Rajpur 

0808000301144300 

5.425 

Fresh 

Parbati 

Command 

Older Alluvium 

3.777 

0.26 

0.120 

0.25 

0.04 

0.00 

0.00 

0.00 

0.33 

0.26 

0.96 

0.035 

0.41 

0.52 


Ratanpura 

0808000301148200 

1.167 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.751 

0.97 

0.120 

0.17 

0.01 

0.00 

0.00 

0.00 

0.25 

0.18 

0.65 

0.007 

0.38 

0.53 


Sakhwara 

0808000301145900 

8.711 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.331 

-1.95 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.022 

0.16 

0.21 






Parbati 

Command 

Older Alluvium 

1.683 

-1.95 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.016 

0.11 

0.15 


Sarkana 

0808000301142400 

3.725 

Fresh 

Parbati 

Command 

Older Alluvium 

0.021 

-1.05 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sastnagar 

0808000301146100 

3.165 

Fresh 

Parbati 

Command 

Older Alluvium 

1.254 

-2.56 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.012 

0.23 

0.29 


Tahri 

0808000301145200 

1.825 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.289 

0.50 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.10 

0.07 

0.37 

0.003 

0.09 

0.12 






Parbati 

Command 

Older Alluvium 

0.149 

0.50 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.05 

0.04 

0.19 

0.001 

0.05 

0.06 


Tahri Ka Pura 

0808000301145300 

3.147 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.315 

0.64 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.13 

0.10 

0.16 

0.012 

0.25 

0.33 






Parbati 

Command 

Older Alluvium 

1.240 

0.64 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.13 

0.09 

0.16 

0.012 

0.23 

0.31 


Tanda 

0808000401156800 

2.153 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.269 

-0.62 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.003 

0.07 

0.10 


Taseemo 

0808000301139700 

6.414 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.046 

0.65 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 






Parbati 

Command 

Older Alluvium 

1.659 

0.65 

0.120 

0.14 

0.02 

0.00 

0.00 

0.00 

0.25 

0.21 

0.54 

0.015 

0.15 

0.18 


Thekooli 

0808000301145600 

1.542 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.321 

-0.42 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.003 

0.12 

0.17 






Parbati 

Command 

Older Alluvium 

1.220 

-0.42 

0.120 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.58 

0.011 

0.47 

0.63 


Vikrampura 

0808000301144600 

2.898 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.817 

0.85 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.24 

0.19 

0.23 

0.017 

0.37 

0.45 






Parbati 

Command 

Older Alluvium 

0.028 

0.85 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 

05001013 

Baguriyapura 

0809000501241500 

2.055 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.782 

1.40 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.00 

0.002 

0.22 

0.25 







Non-command 

Bhander Sandstone 

0.087 

1.40 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 


Baharda 

0809000501238500 

47.140 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.291 

1.63 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.00 

0.001 

0.00 

0.00 







Non-command 

Bhander Sandstone 

43.812 

1.63 

0.040 

0.08 

0.01 

0.00 

0.00 

0.02 

2.90 

2.42 

0.18 

0.106 

0.55 

0.66 


Bhankri 

0809000501238200 

22.059 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

8.157 

1.22 

0.040 

0.07 

0.01 

0.00 

0.00 

0.00 

0.45 

0.34 

0.27 

0.020 

0.23 

0.31 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Bhagana 

0808000301147600 

0.22 

0.32 

(79.49) 

0.26 

- 

0.26 

0.06 

0.65 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.265 

0.013 

0.252 

0.117 

46.30 

Safe 

Bhojpur 

0808000401159000 

0.22 

0.03 

45.13 

0.03 

0.01 

0.04 

0.02 

0.21 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.061 

0.003 

0.057 

0.188 

326.45 

Over Exploited 

Biparpur 

0808000401158600 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chailpura 

0808000301143200 

0.22 

0.00 

949.23 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

0.0004 

0.0006 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

35.02 

Safe 

Chainapura 

0808000401165600 

0.22 

0.02 

90.31 

0.03 

- 

0.03 

0.02 

0.26 

- 

- 

- 

- 

- 

- 

- 

0.026 

0.001 

0.025 

0.004 

15.37 

Safe 

Chaura Khera 

0808000301144900 

0.22 

0.00 

1,026.22 

0.00 

0.01 

0.01 

0.01 

0.07 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.034 

0.002 

0.032 

0.160 

493.62 

Over Exploited 



0.22 

0.21 

52.73 

0.26 

0.05 

0.31 

0.05 

0.57 

- 

0.1400 

0.0142 

0.0227 

- 

0.177 

0.177 

0.483 

0.024 

0.459 

1.252 

272.70 

Over Exploited 

Chitaura 

0808000301144100 

0.22 

0.35 

(28.87) 

0.28 

0.03 

0.31 

0.05 

0.59 

- 

0.0900 

0.0224 

0.0360 

0.001 

0.150 

0.150 

0.460 

0.023 

0.437 

0.842 

192.38 

Over Exploited 

Dalelpur 

0808000301145800 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.13 

- 

0.13 

- 

0.13 

0.06 

0.64 

- 

0.0100 

0.0049 

0.0060 

- 

0.021 

0.021 

0.147 

0.015 

0.133 

0.170 

128.35 

Over Exploited 

Dharampura 

0808000401157000 

0.22 

0.11 

- 

0.11 

- 

0.11 

0.03 

0.33 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.120 

0.012 

0.108 

0.306 

283.20 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dheemri 

0808000401165300 

0.22 

0.02 

350.10 

0.02 

- 

0.02 

0.01 

0.16 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.031 

0.002 

0.029 

0.103 

352.62 

Over Exploited 

Dubepura 

0808000301148700 

0.22 

0.12 

58.76 

0.15 

0.00 

0.15 

0.04 

0.41 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.159 

0.008 

0.151 

0.292 

193.25 

Over Exploited 

Garhi Chatola 

0808000301144700 

0.22 

0.09 

106.53 

0.10 

0.02 

0.12 

0.03 

0.39 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.173 

0.009 

0.164 

0.479 

292.07 

Over Exploited 

Gurja 

0808000201126300 

0.22 

0.00 

864.58 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.001 

34.85 

Safe 

Haidalpur 

0808000301147800 

0.22 

0.16 

(33.63) 

0.13 

0.00 

0.13 

0.06 

0.65 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.130 

0.007 

0.124 

0.090 

72.49 

Semi Critical 

Jagariyapura 

0808000301148800 

0.22 

0.11 

44.87 

0.13 

- 

0.13 

0.04 

0.52 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.145 

0.007 

0.138 

0.285 

207.17 

Over Exploited 

Jamalpur 

0808000301145700 

0.22 

0.23 

- 

0.23 

0.01 

0.25 

0.06 

0.65 

- 

0.0200 

0.0091 

0.0109 

0.005 

0.045 

0.045 

0.291 

0.029 

0.262 

0.622 

237.05 

Over Exploited 

Jharpura 

0808000301147500 

0.22 

0.35 

(74.77) 

0.28 

0.00 

0.28 

0.06 

0.65 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.290 

0.015 

0.276 

0.134 

48.53 

Safe 

Kalyanpur 

0808000401156900 

0.22 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.22 

- 

- 

- 

- 

- 

- 

- 

0.025 

0.002 

0.022 

0.135 

606.20 

Over Exploited 

Kanasil 

0808000301143600 

0.22 

0.00 

953.32 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

0.0010 

0.0012 

- 

0.002 

0.002 

0.006 

0.000 

0.005 

0.073 

1,337.00 

Over Exploited 

Kareempur 

0808000301148500 

0.22 

0.14 

68.25 

0.17 

0.01 

0.18 

0.04 

0.50 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.199 

0.010 

0.189 

0.609 

321.56 

Over Exploited 

Kareempur Ka Pura 

0808000301148600 

0.22 

0.15 

(14.02) 

0.13 

- 

0.13 

0.05 

0.64 

- 

- 

- 

- 

- 

- 

- 

0.133 

0.007 

0.126 

0.089 

70.80 

Semi Critical 

Kisharpura 

0808000301148300 

0.22 

0.02 

221.05 

0.02 

0.00 

0.02 

0.02 

0.22 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.022 

0.001 

0.021 

0.128 

612.95 

Over Exploited 

Kolari 

0808000301143700 

0.22 

0.13 

- 

0.13 

0.01 

0.14 

0.04 

0.49 

- 

0.0400 

0.0064 

0.0077 

0.001 

0.055 

0.055 

0.191 

0.019 

0.172 

1.154 

671.95 

Over Exploited 

Koluwa 

0808000301145100 

0.22 

0.33 

23.36 

0.40 

0.01 

0.41 

0.06 

0.65 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.448 

0.022 

0.426 

1.098 

257.69 

Over Exploited 

Koluwa Ka Pura 

0808000301145000 

0.22 

0.14 

(23.10) 

0.11 

0.00 

0.11 

0.06 

0.64 

- 

- 

- 

- 

0.000 

0.001 

0.001 

0.111 

0.006 

0.106 

0.072 

67.94 

Safe 

Kumheri 

0808000301144800 

0.22 

0.31 

21.90 

0.37 

0.01 

0.38 

0.05 

0.58 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.414 

0.021 

0.393 

0.821 

208.86 

Over Exploited 



0.22 

0.00 

1,218.07 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

0.0013 

0.0015 

- 

0.003 

0.003 

0.006 

0.000 

0.006 

0.078 

1,342.62 

Over Exploited 

Langutpura 

0808000301145400 

0.22 

0.12 

- 

0.12 

- 

0.12 

0.06 

0.65 

- 

- 

0.0046 

0.0055 

- 

0.010 

0.010 

0.128 

0.013 

0.115 

0.008 

7.33 

Safe 

Malauni Khurd 

0808000301147700 

0.22 

0.60 

17.51 

0.70 

0.12 

0.83 

0.06 

0.65 

- 

0.3500 

- 

- 

0.001 

0.351 

0.351 

1.176 

0.059 

1.117 

3.127 

279.95 

Over Exploited 

Manpur 

0808000301145500 

0.22 

0.06 

114.42 

0.07 

0.01 

0.08 

0.02 

0.27 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.105 

0.005 

0.099 

0.659 

663.14 

Over Exploited 



0.22 

0.12 

52.93 

0.14 

0.01 

0.15 

0.03 

0.38 

- 

0.0300 

0.0080 

0.0096 

- 

0.048 

0.048 

0.201 

0.010 

0.191 

0.916 

478.54 

Over Exploited 

Mansoorpura 

0808000301143800 

0.22 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.20 

- 

- 

0.0044 

0.0053 

- 

0.010 

0.010 

0.044 

0.004 

0.039 

0.110 

278.87 

Over Exploited 

Mugarwara 

0808000401158700 

0.22 

0.03 

- 

0.03 

- 

0.03 

0.03 

0.30 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.044 

0.004 

0.040 

0.341 

852.65 

Over Exploited 

Nagla Dani 

0808000301148400 

0.22 

0.15 

19.98 

0.18 

0.01 

0.19 

0.06 

0.65 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.216 

0.011 

0.205 

0.419 

204.46 

Over Exploited 

Nekpur 

0808000401158900 

0.22 

0.02 

91.94 

0.03 

0.01 

0.04 

0.02 

0.18 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.067 

0.003 

0.063 

0.244 

384.20 

Over Exploited 

Norangabad 

0808000301144400 

0.22 

0.00 

1,264.14 

0.00 

0.01 

0.01 

0.01 

0.07 

- 

0.0200 

0.0019 

0.0030 

- 

0.025 

0.025 

0.039 

0.002 

0.037 

0.212 

574.26 

Over Exploited 

Paraua 

0808000301143400 

0.22 

0.00 

1,020.53 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

0.0012 

0.0020 

- 

0.003 

0.003 

0.005 

0.000 

0.005 

0.045 

904.54 

Over Exploited 

Pathaina 

0808000301148900 

0.22 

0.20 

0.36 

0.20 

0.00 

0.20 

0.05 

0.61 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.207 

0.010 

0.197 

0.185 

93.91 

Critical 

Pekri 

0808000301143900 

0.22 

0.29 

- 

0.29 

0.01 

0.30 

0.06 

0.64 

- 

0.0300 

0.0112 

0.0135 

0.000 

0.055 

0.055 

0.350 

0.035 

0.315 

0.721 

228.72 

Over Exploited 

Phoolpura 

0808000301144500 

0.22 

0.01 

391.47 

0.01 

0.01 

0.02 

0.01 

0.11 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.044 

0.002 

0.042 

0.175 

417.13 

Over Exploited 



0.22 

0.10 

82.40 

0.12 

0.02 

0.14 

0.03 

0.32 

- 

0.0600 

0.0161 

0.0193 

- 

0.095 

0.095 

0.240 

0.012 

0.228 

0.526 

231.05 

Over Exploited 

Pipari Pura 

0808000301144200 

0.22 

0.06 

(76.68) 

0.05 

0.00 

0.05 

0.05 

0.64 

- 

- 

0.0038 

0.0061 

0.000 

0.010 

0.010 

0.062 

0.003 

0.059 

0.005 

7.93 

Safe 

Puraini 

0808000301149100 

0.22 

0.09 

107.68 

0.10 

0.01 

0.12 

0.03 

0.39 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.138 

0.007 

0.131 

0.438 

335.54 

Over Exploited 

Raj pur 

0808000301144300 

0.22 

0.34 

(24.26) 

0.27 

0.04 

0.31 

0.04 

0.45 

- 

0.1100 

0.0286 

0.0459 

- 

0.185 

0.185 

0.496 

0.025 

0.471 

0.993 

210.65 

Over Exploited 

Ratanpura 

0808000301148200 

0.22 

0.06 

180.19 

0.08 

0.01 

0.09 

0.04 

0.42 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.107 

0.005 

0.102 

0.661 

650.58 

Over Exploited 

Sakhwara 

0808000301145900 

0.22 

0.08 

- 

0.08 

- 

0.08 

0.02 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.091 

0.009 

0.082 

0.326 

398.57 

Over Exploited 



0.22 

0.04 

- 

0.04 

- 

0.04 

0.01 

0.12 

- 

0.0100 

0.0085 

0.0102 

- 

0.029 

0.029 

0.071 

0.007 

0.064 

0.237 

371.35 

Over Exploited 

Sarkana 

0808000301142400 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sastnagar 

0808000301146100 

0.22 

0.06 

- 

0.06 

- 

0.06 

0.02 

0.25 

- 

0.0100 

0.0063 

0.0076 

- 

0.024 

0.024 

0.088 

0.009 

0.079 

0.186 

234.11 

Over Exploited 

Tahri 

0808000301145200 

0.22 

0.01 

1,140.80 

0.01 

0.01 

0.02 

0.01 

0.10 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.057 

0.003 

0.054 

0.376 

692.13 

Over Exploited 



0.22 

0.00 

2,250.09 

0.00 

0.01 

0.01 

0.00 

0.05 

- 

0.0200 

0.0011 

0.0018 

- 

0.023 

0.023 

0.035 

0.002 

0.033 

0.195 

591.10 

Over Exploited 

Tahri Ka Pura 

0808000301145300 

0.22 

0.07 

36.70 

0.09 

0.01 

0.10 

0.02 

0.27 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.116 

0.006 

0.110 

0.168 

153.09 

Over Exploited 



0.22 

0.06 

46.91 

0.08 

0.01 

0.09 

0.02 

0.26 

- 

0.0200 

0.0094 

0.0151 

- 

0.045 

0.045 

0.131 

0.007 

0.124 

0.168 

134.92 

Over Exploited 

Tanda 

0808000401156800 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.170 

1,309.00 

Over Exploited 

Taseemo 

0808000301139700 

0.22 

0.00 

6,957.74 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

25,649.38 

Over Exploited 



0.22 

0.06 

282.16 

0.07 

0.02 

0.09 

0.01 

0.16 

- 

0.0600 

0.0168 

0.0202 

- 

0.097 

0.097 

0.183 

0.009 

0.174 

0.555 

319.55 

Over Exploited 

Thekooli 

0808000301145600 

0.22 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.019 

0.002 

0.017 

0.153 

907.62 

Over Exploited 



0.22 

0.13 

- 

0.13 

0.01 

0.14 

0.05 

0.51 

- 

0.0200 

0.0062 

0.0074 

- 

0.034 

0.034 

0.169 

0.017 

0.152 

0.587 

385.17 

Over Exploited 

Vikrampura 

0808000301144600 

0.22 

0.15 

31.88 

0.18 

0.01 

0.19 

0.03 

0.40 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.215 

0.011 

0.204 

0.251 

122.80 

Over Exploited 



0.22 

0.00 

6,628.93 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0002 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Baguriyapura 

0809000501241500 

0.22 

0.04 

205.43 

0.05 

0.00 

0.05 

0.02 

0.24 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.046 

0.002 

0.044 

0.002 

4.33 

Safe 



0.12 

0.00 

1,584.99 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Baharda 

0809000501238500 

0.22 

0.00 

20,090.39 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.12 

2.89 

(16.42) 

2.42 

0.03 

2.45 

0.06 

0.61 

- 

0.0200 

- 

- 

0.030 

0.050 

0.050 

2.497 

0.125 

2.372 

0.286 

12.04 

Safe 

Bhankri 

0809000501238200 

0.12 

0.23 

48.95 

0.28 

0.01 

0.29 

0.02 

0.26 

- 

0.0500 

- 

- 

0.005 

0.055 

0.055 

0.344 

0.017 

0.327 

0.290 

88.69 

Semi Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Gurdah 

0809000501238300 

65.831 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

54.240 

2.04 

0.040 

0.15 

0.02 

0.00 

0.00 

0.00 

4.57 

3.84 

0.41 

0.131 

0.48 

0.57 


Heerapura 

0808000101116200 

7.254 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.001 

2.80 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kota(Chhawar) 

0809000401231500 

14.949 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.135 

1.33 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.01 


Langra 

0809000501238700 

17.605 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

7.452 

1.71 

0.040 

0.15 

0.02 

0.00 

0.00 

0.00 

0.64 

0.50 

0.56 

0.018 

0.27 

0.34 


Mahuwa Khera 

0809000401230900 

13.569 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.077 

1.96 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.00 

0.004 

0.05 

0.05 


Manakhur 

0809000501241600 

18.735 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.053 

2.46 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.00 

0.00 







Non-command 

Bhander Sandstone 

7.363 

2.46 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.74 

0.67 

0.04 

0.018 

0.22 

0.24 


Naharpura 

0809000501238400 

2.155 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.155 

1.80 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.13 

0.00 

0.005 

0.58 

0.67 


Parasari 

0809000401237600 

9.599 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.114 

1.18 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.01 


Paseliya 

0809000501241400 

2.699 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.99 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ratiyapura 

0809000401231300 

12.020 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.351 

1.66 

0.040 

0.00 

0.00 

0.00 

0.00 

0.01 

0.15 

0.12 

0.00 

0.009 

0.12 

0.15 


Shyampur 

0809000501239500 

7.615 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.254 

1.53 

0.040 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.02 

0.03 


Teen Pokhar 

0809000501238600 

11.287 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

7.050 

1.51 

0.040 

0.01 

0.00 

0.00 

0.00 

0.00 

0.44 

0.36 

0.02 

0.017 

0.38 

0.46 

05001014 

Andoa Ka Pura 

0808000301143500 

2.799 

Fresh 

Parbati 

Command 

Older Alluvium 

0.099 

0.50 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.02 


Bala Ka Nagla 

0808000301143000 

0.894 

Fresh 

Parbati 

Command 

Older Alluvium 

0.009 

1.12 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Baldiya Pura 

0808000301143300 

1.787 

Fresh 

Parbati 

Command 

Older Alluvium 

1.429 

0.54 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.14 

0.12 

0.23 

0.013 

0.47 

0.56 


Basai Murli 

0808000301137700 

0.887 

Fresh 

Parbati 

Command 

Older Alluvium 

0.048 

1.43 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.03 

0.04 


Chailpura 

0808000301143200 

0.933 

Fresh 

Parbati 

Command 

Older Alluvium 

0.776 

0.72 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.03 

0.007 

0.49 

0.56 


Chitaura 

0808000301144100 

3.219 

Fresh 

Parbati 

Command 

Older Alluvium 

0.261 

0.35 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.06 

0.002 

0.05 

0.06 


Jhilra 

0808000301140200 

1.426 

Fresh 

Parbati 

Command 

Older Alluvium 

0.751 

0.38 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.007 

0.31 

0.35 


Khaprel 

0808000301139100 

1.557 

Fresh 

Parbati 

Command 

Older Alluvium 

0.183 

0.08 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.002 

0.07 

0.08 


Kookra Makra 

0808000301138300 

1.106 

Fresh 

Parbati 

Command 

Older Alluvium 

0.933 

-0.03 

0.120 

0.07 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.009 

0.50 

0.55 


Ludhpura 

0808000301139900 

1.246 

Fresh 

Parbati 

Command 

Older Alluvium 

1.215 

0.64 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.14 

0.12 

0.24 

0.011 

0.57 

0.66 


Manpur 

0808000301145500 

2.725 

Fresh 

Parbati 

Command 

Older Alluvium 

0.001 

0.14 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Motiram Ka Nagala 

0808000301143100 

0.784 

Fresh 

Parbati 

Command 

Older Alluvium 

0.010 

1.08 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Nandpura 

0808000301139800 

1.044 

Fresh 

Parbati 

Command 

Older Alluvium 

1.044 

0.52 

0.120 

0.12 

0.02 

0.00 

0.00 

0.00 

0.17 

0.14 

0.47 

0.010 

0.58 

0.68 


Nangoo Ka Nagala 

0808000301138000 

0.336 

Fresh 

Parbati 

Command 

Older Alluvium 

0.336 

1.63 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.09 

0.15 

0.003 

0.59 

0.65 


Norangabad 

0808000301144400 

2.406 

Fresh 

Parbati 

Command 

Older Alluvium 

2.156 

0.60 

0.120 

0.48 

0.07 

0.00 

0.00 

0.00 

0.57 

0.45 

1.91 

0.020 

0.53 

0.67 


Paraua 

0808000301143400 

2.083 

Fresh 

Parbati 

Command 

Older Alluvium 

1.919 

0.59 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.22 

0.18 

0.35 

0.018 

0.54 

0.63 


Phoolpura 

0808000301144500 

3.145 

Fresh 

Parbati 

Command 

Older Alluvium 

1.016 

0.65 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.16 

0.13 

0.33 

0.009 

0.19 

0.23 


Poothpura 

0808000301137900 

0.799 

Fresh 

Parbati 

Command 

Older Alluvium 

0.002 

0.66 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Raja Ka Nagla 

0808000301138100 

1.489 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.042 

0.45 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 






Parbati 

Command 

Older Alluvium 

0.906 

0.45 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.06 

0.008 

0.36 

0.40 


Rajaura Kalan 

0808000301140300 

5.452 

Fresh 

Parbati 

Command 

Older Alluvium 

3.844 

0.70 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.38 

0.34 

0.23 

0.036 

0.41 

0.47 


Rajora Khurd 

0808000301137800 

4.591 

Fresh 

Parbati 

Command 

Older Alluvium 

3.329 

0.44 

0.120 

0.12 

0.03 

0.00 

0.00 

0.00 

0.26 

0.24 

0.44 

0.031 

0.43 

0.47 


Rajpur 

0808000301144300 

5.425 

Fresh 

Parbati 

Command 

Older Alluvium 

1.648 

0.26 

0.120 

0.11 

0.02 

0.00 

0.00 

0.00 

0.14 

0.11 

0.42 

0.015 

0.18 

0.23 


Rohai 

0808000301138200 

1.782 

Fresh 

Parbati 

Command 

Older Alluvium 

0.461 

0.35 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.004 

0.15 

0.17 


Rundh Rajora 

0808000301137300 

1.631 

Fresh 

Parbati 

Command 

Older Alluvium 

0.000 

1.84 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sahroli 

0808000301137500 

3.506 

Fresh 

Parbati 

Command 

Older Alluvium 

0.487 

1.67 

0.120 

0.03 

0.01 

0.00 

0.00 

0.00 

0.12 

0.11 

0.10 

0.005 

0.08 

0.09 


Saipau 

0808000301140100 

7.213 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.270 

0.77 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.03 

0.003 

0.02 

0.02 






Parbati 

Command 

Older Alluvium 

4.443 

0.77 

0.120 

0.14 

0.02 

0.00 

0.00 

0.00 

0.53 

0.47 

0.50 

0.041 

0.36 

0.41 


Salepur 

0808000301140000 

2.983 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.014 

0.70 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Parbati 

Command 

Older Alluvium 

0.752 

0.70 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.12 

0.007 

0.15 

0.17 


Semra 

0808000301137400 

1.948 

Fresh 

Parbati 

Command 

Older Alluvium 

0.408 

1.70 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.06 

0.004 

0.12 

0.14 


Tahri 

0808000301145200 

1.825 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.018 

0.50 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 






Parbati 

Command 

Older Alluvium 

1.368 

0.50 

0.120 

0.46 

0.07 

0.00 

0.00 

0.00 

0.47 

0.36 

1.81 

0.013 

0.44 

0.58 


Tahri Ka Pura 

0808000301145300 

3.147 

Fresh 

Parbati 

Command 

Older Alluvium 

0.592 

0.64 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.08 

0.006 

0.11 

0.15 


Taseemo 

0808000301139700 

6.414 

Fresh 

Parbati 

Command 

Older Alluvium 

3.293 

0.65 

0.120 

0.28 

0.04 

0.00 

0.00 

0.00 

0.50 

0.42 

1.06 

0.031 

0.30 

0.36 

05001015 

Ambar Khan Ka Nagla 

0808000201125200 

1.345 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.272 

0.64 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.06 

0.001 

0.12 

0.13 


Ari 

0808000301139600 

2.206 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.991 

0.88 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.17 

0.15 

0.31 

0.009 

0.26 

0.30 






Parbati 

Command 

Older Alluvium 

0.203 

0.88 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.06 

0.002 

0.05 

0.06 


Bainpura Khalsa 

0808000201124200 

3.294 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.088 

0.26 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.11 

0.12 

0.25 

0.008 

0.38 

0.36 


Basai Murli 

0808000301137700 

0.887 

Fresh 

Parbati 

Command 

Older Alluvium 

0.839 

1.43 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.14 

0.02 

0.008 

0.56 

0.62 


Bhole Ka Nagla 

0808000101102500 

2.673 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.145 

0.33 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.13 

0.12 

0.23 

0.008 

0.47 

0.52 






Parbati 

Command 

Older Alluvium 

0.528 

0.33 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.002 

0.12 

0.13 


Chorpura 

0808000101104400 

2.709 

Fresh 

Parbati 

Command 

Older Alluvium 

0.365 

1.16 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.04 

0.001 

0.08 

0.08 


Davopura 

0808000101105800 

3.145 

Fresh 

Parbati 

Command 

Older Alluvium 

2.848 

0.60 

0.120 

0.38 

0.09 

0.00 

0.00 

0.00 

0.49 

0.57 

1.50 

0.010 

0.47 

0.41 


Deenpur 

0808000101103000 

1.897 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.097 

1.69 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.000 

0.03 

0.03 






Parbati 

Command 

Older Alluvium 

0.906 

1.69 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.26 

0.24 

0.34 

0.003 

0.28 

0.31 


Dhanna Ka Pura 

0808000301138900 

1.092 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.495 

0.57 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.11 

0.005 

0.27 

0.29 


Dhurwas 

0808000201125400 

2.863 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.971 

0.33 

0.120 

0.21 

0.03 

0.00 

0.00 

0.00 

0.26 

0.23 

0.82 

0.008 

0.40 

0.45 


Dinkata 

0808000101105100 

1.317 

Fresh 

Parbati 

Command 

Older Alluvium 

1.122 

0.26 

0.120 

0.14 

0.03 

0.00 

0.00 

0.00 

0.15 

0.16 

0.55 

0.004 

0.46 

0.41 


Ekta 

0808000101102900 

5.982 

Fresh 

Parbati 

Command 

Older Alluvium 

0.005 

1.38 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Garhi Chatola 

0808000301144700 

1.813 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.094 

0.89 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.001 

0.03 

0.04 


Garhi Lajja 

0808000301138500 

6.716 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.826 

-0.28 

0.120 

0.10 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.045 

0.42 

0.47 






Parbati 

Command 

Older Alluvium 

1.890 

-0.28 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.018 

0.17 

0.18 


Gurja 

0808000101104200 

1.883 

Fresh 

Parbati 

Command 

Older Alluvium 

0.089 

0.32 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.02 


Hajipur 

0808000301139300 

6.339 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.243 

0.78 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.67 

0.60 

0.27 

0.058 

0.58 

0.64 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Gurdah 

0809000501238300 

0.12 

3.13 

22.52 

3.76 

0.02 

3.78 

0.05 

0.53 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

3.831 

0.192 

3.639 

0.545 

14.97 

Safe 

Heerapura 

0808000101116200 

0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kota(Chhawar) 

0809000401231500 

0.12 

0.00 

5,412.44 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.011 

4,307.91 

Over Exploited 

Langra 

0809000501238700 

0.12 

0.24 

108.72 

0.28 

0.02 

0.31 

0.03 

0.29 

- 

0.0600 

- 

- 

0.003 

0.063 

0.063 

0.370 

0.018 

0.351 

0.576 

163.94 

Over Exploited 

Mahuwa Khera 

0809000401230900 

0.12 

0.01 

1,151.48 

0.01 

- 

0.01 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.004 

60.80 

Safe 

Manakhur 

0809000501241600 

0.22 

0.00 

77,580.93 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.19 

243.43 

0.23 

- 

0.23 

0.02 

0.24 

- 

- 

- 

- 

- 

- 

- 

0.233 

0.012 

0.222 

0.054 

24.24 

Safe 

Naharpura 

0809000501238400 

0.12 

0.15 

(11.32) 

0.13 

0.00 

0.13 

0.06 

0.64 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.136 

0.007 

0.129 

0.005 

4.03 

Safe 

Parasari 

0809000401237600 

0.12 

0.00 

3,577.11 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Paseliya 

0809000501241400 

0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ratiyapura 

0809000401231300 

0.12 

0.03 

245.61 

0.04 

0.01 

0.05 

0.01 

0.13 

- 

- 

- 

- 

0.012 

0.012 

0.012 

0.060 

0.003 

0.057 

0.009 

15.43 

Safe 

Shyampur 

0809000501239500 

0.12 

0.00 

1,895.83 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Teen Pokhar 

0809000501238600 

0.12 

0.32 

12.24 

0.36 

- 

0.36 

0.04 

0.41 

- 

- 

- 

- 

- 

- 

- 

0.358 

0.018 

0.340 

0.035 

10.29 

Safe 

Andoa Ka Pura 

0808000301143500 

0.22 

0.00 

1,000.64 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0005 

0.0006 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.001 

59.25 

Safe 

Bala Ka Nagla 

0808000301143000 

0.22 

0.00 

10,111.76 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0000 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Baldiya Pura 

0808000301143300 

0.22 

0.15 

(17.82) 

0.12 

0.01 

0.13 

0.04 

0.51 

- 

0.0300 

0.0144 

0.0174 

- 

0.062 

0.062 

0.193 

0.010 

0.183 

0.243 

133.04 

Over Exploited 

Basai Murli 

0808000301137700 

0.22 

0.00 

2,110.99 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0007 

0.0009 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.000 

23.53 

Safe 

Chailpura 

0808000301143200 

0.22 

0.08 

(19.50) 

0.07 

- 

0.07 

0.05 

0.53 

- 

- 

0.0059 

0.0094 

- 

0.015 

0.015 

0.082 

0.004 

0.078 

0.038 

49.01 

Safe 

Chitaura 

0808000301144100 

0.22 

0.00 

831.05 

0.00 

- 

0.00 

0.00 

0.05 

- 

0.0100 

0.0020 

0.0032 

- 

0.015 

0.015 

0.018 

0.001 

0.018 

0.066 

378.53 

Over Exploited 

Jhilra 

0808000301140200 

0.22 

0.05 

(40.16) 

0.04 

- 

0.04 

0.03 

0.34 

- 

- 

0.0095 

0.0091 

- 

0.019 

0.019 

0.059 

0.003 

0.056 

0.007 

12.39 

Safe 

Khaprel 

0808000301139100 

0.22 

0.00 

(39.04) 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

0.0028 

0.0033 

- 

0.006 

0.006 

0.008 

0.000 

0.008 

0.018 

223.72 

Over Exploited 

Kookra Makra 

0808000301138300 

0.22 

0.10 

- 

0.10 

0.02 

0.12 

0.05 

0.54 

- 

0.0500 

0.0141 

0.0170 

- 

0.081 

0.081 

0.203 

0.020 

0.183 

0.266 

145.45 

Over Exploited 

Ludhpura 

0808000301139900 

0.22 

0.15 

(18.52) 

0.12 

0.01 

0.13 

0.05 

0.62 

- 

0.0300 

0.0123 

0.0148 

- 

0.057 

0.057 

0.191 

0.010 

0.182 

0.249 

137.19 

Over Exploited 

Manpur 

0808000301145500 

0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Motiram Ka Nagala 

0808000301143100 

0.22 

0.00 

6,631.06 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0000 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nandpura 

0808000301139800 

0.22 

0.13 

5.98 

0.14 

0.02 

0.16 

0.05 

0.64 

- 

0.0500 

0.0106 

0.0127 

- 

0.073 

0.073 

0.236 

0.012 

0.224 

0.484 

216.21 

Over Exploited 

Nangoo Ka Nagala 

0808000301138000 

0.22 

0.04 

97.90 

0.05 

0.01 

0.06 

0.05 

0.64 

- 

0.0300 

0.0051 

0.0061 

- 

0.041 

0.041 

0.103 

0.005 

0.098 

0.153 

155.88 

Over Exploited 

Norangabad 

0808000301144400 

0.22 

0.25 

78.70 

0.30 

0.07 

0.37 

0.05 

0.57 

- 

0.2100 

0.0163 

0.0262 

- 

0.253 

0.253 

0.622 

0.031 

0.591 

1.929 

326.66 

Over Exploited 

Paraua 

0808000301143400 

0.22 

0.23 

(18.91) 

0.18 

0.01 

0.19 

0.05 

0.59 

- 

0.0400 

0.0145 

0.0233 

0.001 

0.079 

0.079 

0.274 

0.014 

0.260 

0.371 

142.64 

Over Exploited 

Phoolpura 

0808000301144500 

0.22 

0.04 

203.14 

0.05 

0.01 

0.06 

0.02 

0.21 

- 

0.0400 

0.0103 

0.0124 

0.001 

0.063 

0.063 

0.124 

0.006 

0.118 

0.338 

286.36 

Over Exploited 

Poothpura 

0808000301137900 

0.22 

0.00 

21,377.93 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Raja Ka Nagla 

0808000301138100 

0.22 

0.00 

1,263.90 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.07 

(13.27) 

0.06 

- 

0.06 

0.03 

0.39 

- 

0.0100 

0.0114 

0.0110 

- 

0.033 

0.033 

0.094 

0.005 

0.089 

0.063 

70.88 

Semi Critical 

Rajaura Kalan 

0808000301140300 

0.22 

0.35 

(3.64) 

0.34 

0.01 

0.35 

0.04 

0.45 

- 

0.0300 

0.0388 

0.0467 

0.001 

0.116 

0.116 

0.463 

0.023 

0.439 

0.269 

61.17 

Safe 

Rajora Khurd 

0808000301137800 

0.22 

0.31 

(23.82) 

0.25 

0.03 

0.28 

0.04 

0.47 

- 

0.0800 

0.0505 

0.0607 

0.000 

0.192 

0.192 

0.471 

0.024 

0.448 

0.469 

104.76 

Over Exploited 

Raj pur 

0808000301144300 

0.22 

0.06 

71.67 

0.08 

0.02 

0.10 

0.02 

0.20 

- 

0.0500 

0.0125 

0.0200 

- 

0.083 

0.083 

0.180 

0.009 

0.171 

0.430 

251.63 

Over Exploited 

Rohai 

0808000301138200 

0.22 

0.02 

71.10 

0.02 

- 

0.02 

0.01 

0.17 

- 

- 

0.0058 

0.0056 

- 

0.011 

0.011 

0.030 

0.001 

0.028 

0.032 

113.88 

Over Exploited 

Rundh Rajora 

0808000301137300 

0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sahroli 

0808000301137500 

0.22 

0.01 

1,106.22 

0.01 

0.01 

0.02 

0.01 

0.09 

- 

0.0200 

0.0074 

0.0089 

0.001 

0.037 

0.037 

0.058 

0.003 

0.055 

0.100 

181.69 

Over Exploited 

Saipau 

0808000301140100 

0.22 

0.00 

2,289.95 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

0.031 

2,050.53 

Over Exploited 



0.22 

0.35 

34.49 

0.42 

0.02 

0.44 

0.03 

0.39 

- 

0.0600 

0.0561 

0.0540 

- 

0.170 

0.170 

0.613 

0.031 

0.583 

0.545 

93.59 

Critical 

Salepur 

0808000301140000 

0.22 

0.00 

11,165.31 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.02 

234.97 

0.03 

- 

0.03 

0.01 

0.16 

- 

0.0100 

0.0076 

0.0091 

- 

0.027 

0.027 

0.056 

0.003 

0.053 

0.129 

242.78 

Over Exploited 

Semra 

0808000301137400 

0.22 

0.01 

740.34 

0.01 

- 

0.01 

0.01 

0.13 

- 

0.0100 

0.0062 

0.0074 

- 

0.024 

0.024 

0.037 

0.002 

0.035 

0.064 

182.16 

Over Exploited 

Tahri 

0808000301145200 

0.22 

0.00 

3,304.79 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

45,431.93 

Over Exploited 



0.22 

0.13 

168.92 

0.16 

0.07 

0.23 

0.04 

0.48 

- 

0.2000 

0.0104 

0.0166 

- 

0.227 

0.227 

0.457 

0.023 

0.434 

1.819 

419.27 

Over Exploited 

Tahri Ka Pura 

0808000301145300 

0.22 

0.01 

237.16 

0.02 

- 

0.02 

0.01 

0.12 

- 

0.0100 

0.0045 

0.0072 

- 

0.022 

0.022 

0.039 

0.002 

0.037 

0.084 

225.00 

Over Exploited 

Taseemo 

0808000301139700 

0.22 

0.22 

93.01 

0.26 

0.04 

0.30 

0.03 

0.33 

- 

0.1200 

0.0333 

0.0400 

0.001 

0.194 

0.194 

0.495 

0.025 

0.470 

1.095 

232.88 

Over Exploited 

Ambar Khan Ka Nagla 

0808000201125200 

0.22 

0.01 

427.01 

0.01 

- 

0.01 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.019 

0.001 

0.018 

0.062 

352.02 

Over Exploited 

Ari 

0808000301139600 

0.22 

0.06 

163.63 

0.07 

0.01 

0.08 

0.02 

0.29 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.108 

0.005 

0.103 

0.316 

307.04 

Over Exploited 



0.22 

0.00 

1,033.03 

0.00 

- 

0.00 

0.00 

0.06 

- 

0.0100 

0.0020 

0.0025 

- 

0.015 

0.015 

0.017 

0.001 

0.016 

0.057 

344.94 

Over Exploited 

Bainpura Khalsa 

0808000201124200 

0.22 

0.17 

(30.29) 

0.14 

0.01 

0.15 

0.04 

0.41 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.179 

0.009 

0.170 

0.253 

149.32 

Over Exploited 

Basai Murli 

0808000301137700 

0.22 

0.10 

35.08 

0.12 

- 

0.12 

0.05 

0.61 

- 

- 

0.0127 

0.0153 

- 

0.028 

0.028 

0.151 

0.008 

0.144 

0.032 

22.14 

Safe 

Bhole Ka Nagla 

0808000101102500 

0.22 

0.22 

(45.88) 

0.18 

0.01 

0.19 

0.04 

0.52 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.218 

0.011 

0.208 

0.236 

113.63 

Over Exploited 



0.22 

0.01 

104.39 

0.02 

- 

0.02 

0.01 

0.13 

- 

- 

0.0067 

0.0064 

- 

0.013 

0.013 

0.029 

0.001 

0.028 

0.038 

136.20 

Over Exploited 

Chorpura 

0808000101104400 

0.22 

0.01 

855.14 

0.01 

- 

0.01 

0.01 

0.08 

- 

0.0100 

0.0055 

0.0067 

- 

0.022 

0.022 

0.030 

0.001 

0.028 

0.037 

132.73 

Over Exploited 

Davopura 

0808000101105800 

0.22 

0.30 

93.16 

0.36 

0.09 

0.45 

0.05 

0.52 

- 

0.2800 

0.0432 

0.0519 

0.001 

0.376 

0.376 

0.822 

0.041 

0.781 

1.510 

193.40 

Over Exploited 

Deenpur 

0808000101103000 

0.22 

0.00 

4,086.66 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.036 

4,999.92 

Over Exploited 



0.22 

0.06 

324.62 

0.07 

0.01 

0.08 

0.03 

0.31 

- 

0.0400 

0.0114 

0.0110 

- 

0.063 

0.063 

0.140 

0.007 

0.133 

0.339 

255.44 

Over Exploited 

Dhanna Ka Pura 

0808000301138900 

0.22 

0.03 

100.91 

0.03 

- 

0.03 

0.02 

0.29 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.045 

0.002 

0.042 

0.112 

263.15 

Over Exploited 

Dhurwas 

0808000201125400 

0.22 

0.18 

32.99 

0.21 

0.03 

0.24 

0.04 

0.44 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.331 

0.017 

0.314 

0.826 

262.85 

Over Exploited 

Dinkata 

0808000101105100 

0.22 

0.11 

43.54 

0.14 

0.03 

0.17 

0.04 

0.50 

- 

0.1000 

0.0170 

0.0205 

- 

0.138 

0.138 

0.303 

0.015 

0.288 

0.550 

191.14 

Over Exploited 

Ekta 

0808000101102900 

0.22 

0.00 

154,528.78 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Garhi Chatola 

0808000301144700 

0.22 

0.00 

2,528.30 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.053 

518.01 

Over Exploited 

Garhi Lajja 

0808000301138500 

0.22 

0.45 

- 

0.45 

0.02 

0.47 

0.04 

0.46 

- 

0.0600 

- 

- 

0.001 

0.061 

0.061 

0.530 

0.053 

0.477 

0.383 

80.22 

Semi Critical 



0.22 

0.07 

- 

0.07 

0.01 

0.08 

0.02 

0.18 

- 

0.0200 

0.0286 

0.0345 

0.001 

0.084 

0.084 

0.163 

0.016 

0.147 

0.142 

96.54 

Critical 

Gurja 

0808000101104200 

0.22 

0.00 

635.13 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0014 

0.0016 

- 

0.003 

0.003 

0.004 

0.000 

0.003 

0.000 

9.47 

Safe 

Hajipur 

0808000301139300 

0.22 

0.79 

(24.47) 

0.63 

0.01 

0.64 

0.05 

0.63 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.673 

0.034 

0.640 

0.324 

50.68 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Jageer Boreli 

080800010110220C 

2.797 

Fresh 

Parbati 

Command 

Older Alluvium 

0.081 

-0.07 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Jatpura 

0808000101105000 

3.221 

Fresh 

Parbati 

Command 

Older Alluvium 

1.005 

0.49 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.11 

0.12 

0.23 

0.004 

0.17 

0.15 


Jheel 

0808000101105700 

1.289 

Fresh 

Parbati 

Command 

Older Alluvium 

0.862 

0.87 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.13 

0.15 

0.20 

0.003 

0.35 

0.30 


Kalloopura 

0808000101103600 

1.618 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.636 

1.45 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.15 

0.14 

0.19 

0.002 

0.23 

0.25 






Parbati 

Command 

Older Alluvium 

0.884 

1.45 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.21 

0.20 

0.26 

0.003 

0.32 

0.35 


Kankoli 

0808000301139000 

5.153 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.079 

0.50 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.39 

0.35 

0.28 

0.047 

0.58 

0.64 


Kanspura 

0808000201124400 

1.370 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.061 

0.09 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.03 

0.03 


Katailpura 

0808000101105900 

1.234 

Fresh 

Parbati 

Command 

Older Alluvium 

1.007 

0.42 

0.120 

0.08 

0.02 

0.00 

0.00 

0.00 

0.11 

0.13 

0.32 

0.004 

0.43 

0.37 


Khaprel 

0808000301139100 

1.557 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.485 

0.08 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.005 

0.18 

0.20 






Parbati 

Command 

Older Alluvium 

0.890 

0.08 

0.120 

0.03 

0.01 

0.00 

0.00 

0.00 

0.03 

0.03 

0.10 

0.008 

0.34 

0.37 


Kherli 

0808000201125100 

5.590 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.758 

0.68 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.37 

0.34 

0.27 

0.015 

0.39 

0.43 


Khidora 

0808000101106000 

2.272 

Fresh 

Parbati 

Command 

Older Alluvium 

0.572 

0.96 

0.120 

0.20 

0.05 

0.00 

0.00 

0.00 

0.22 

0.25 

0.79 

0.002 

0.13 

0.11 


Kiledar Ka Nagla 

0808000301139200 

0.634 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.634 

0.81 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.10 

0.09 

0.19 

0.006 

0.58 

0.66 


Kookra Makra 

0808000301138300 

1.106 

Fresh 

Parbati 

Command 

Older Alluvium 

0.173 

-0.03 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.002 

0.09 

0.10 


Kunkuta 

0808000101102400 

7.134 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.332 

-0.67 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.001 

0.03 

0.03 






Parbati 

Command 

Older Alluvium 

5.587 

-0.67 

0.120 

0.24 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.95 

0.020 

0.46 

0.51 


Ludhpura 

0808000301139900 

1.246 

Fresh 

Parbati 

Command 

Older Alluvium 

0.030 

0.64 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Majhauwa 

0808000201125800 

1.328 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.108 

0.48 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.000 

0.05 

0.05 


Makra 

0808000301138400 

0.593 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.077 

0.48 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.08 

0.08 






Parbati 

Command 

Older Alluvium 

0.516 

0.48 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.005 

0.51 

0.57 


Malhaila 

0808000301138800 

1.297 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.297 

0.15 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.012 

0.59 

0.65 


Mamodhan 

0808000101104300 

3.790 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.441 

0.87 

0.120 

0.11 

0.02 

0.00 

0.00 

0.00 

0.24 

0.23 

0.41 

0.005 

0.22 

0.23 






Parbati 

Command 

Older Alluvium 

2.250 

0.87 

0.120 

0.16 

0.02 

0.00 

0.00 

0.00 

0.38 

0.36 

0.64 

0.008 

0.34 

0.36 


Marh Norha 

0808000201124700 

1.853 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.248 

-0.02 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.08 

0.08 


Marha 

0808000301138700 

1.246 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.246 

0.23 

0.120 

0.14 

0.02 

0.00 

0.00 

0.00 

0.15 

0.14 

0.54 

0.012 

0.59 

0.65 


Marha Goojar 

0808000201124300 

2.847 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.817 

0.11 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.12 

0.12 

0.33 

0.011 

0.58 

0.58 


Mau Gulawali 

0808000101102800 

4.013 

Fresh 

Parbati 

Command 

Older Alluvium 

0.667 

1.14 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.08 

0.002 

0.10 

0.11 


Mirzapur 

0808000101103700 

1.515 

Fresh 

Parbati 

Command 

Older Alluvium 

1.428 

1.63 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.33 

0.30 

0.23 

0.005 

0.55 

0.61 


Nagla Beedhora 

0808000201125300 

6.341 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.095 

0.90 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.40 

0.36 

0.26 

0.012 

0.29 

0.31 


Nagla Bhumma 

0808000101103200 

1.023 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.821 

1.76 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.20 

0.19 

0.16 

0.003 

0.47 

0.52 






Parbati 

Command 

Older Alluvium 

0.203 

1.76 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.04 

0.001 

0.12 

0.13 


Nagla Mau 

0808000101102700 

1.366 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.787 

1.47 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.21 

0.19 

0.31 

0.003 

0.34 

0.38 






Parbati 

Command 

Older Alluvium 

0.570 

1.47 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.14 

0.13 

0.19 

0.002 

0.25 

0.27 


Nagla Raijeet 

0808000101102600 

1.139 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.139 

1.66 

0.120 

0.14 

0.02 

0.00 

0.00 

0.00 

0.35 

0.31 

0.54 

0.004 

0.59 

0.65 


Nawaloo Ka Pura 

0808000101105300 

1.823 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.582 

0.37 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.11 

0.002 

0.18 

0.16 






Parbati 

Command 

Older Alluvium 

0.604 

0.37 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.11 

0.002 

0.18 

0.17 


Nonera Prithvisingh 

0808000101104600 

3.830 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.284 

0.28 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.08 

0.16 

0.005 

0.19 

0.18 






Parbati 

Command 

Older Alluvium 

1.171 

0.28 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.07 

0.16 

0.004 

0.17 

0.17 


Norha 

0808000201124800 

4.169 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.549 

0.03 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.08 

0.010 

0.36 

0.37 


Nunhera 

0808000301139500 

3.617 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.428 

0.75 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.16 

0.14 

0.15 

0.013 

0.23 

0.26 


Peeparipura 

0808000301139400 

0.687 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.687 

0.81 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.10 

0.006 

0.58 

0.66 


Peepripura 

0808000101104100 

0.947 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.466 

0.37 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.08 

0.002 

0.28 

0.28 






Parbati 

Command 

Older Alluvium 

0.393 

0.37 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.08 

0.001 

0.24 

0.24 


Phoote Ka Nagla 

0808000301137600 

1.304 

Fresh 

Parbati 

Command 

Older Alluvium 

1.290 

-0.35 

0.120 

0.10 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.012 

0.58 

0.65 


Pohap Singh Ka Pura 

0808000101105200 

0.280 

Fresh 

Parbati 

Command 

Older Alluvium 

0.087 

0.84 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.08 

0.000 

0.16 

0.14 


Poothpura Kalan 

0808000101107100 

0.995 

Fresh 

Parbati 

Command 

Older Alluvium 

0.003 

1.19 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Puramdari 

0808000201124000 

2.086 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.659 

0.29 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.11 

0.003 

0.19 

0.18 


Raiviyapura 

0808000101103800 

5.431 

Fresh 

Parbati 

Command 

Older Alluvium 

0.089 

1.41 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.01 

0.01 







Command 

Bhander Sandstone 

0.284 

1.41 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.03 

0.03 


Raja Ka Nagla 

0808000301138100 

1.489 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.075 

0.45 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.03 

0.03 






Parbati 

Command 

Older Alluvium 

0.466 

0.45 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.03 

0.004 

0.18 

0.20 


Rajora Khurd 

0808000301137800 

4.591 

Fresh 

Parbati 

Command 

Older Alluvium 

0.377 

0.44 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.06 

0.004 

0.05 

0.05 


Ramphal Ka Pura 

0808000101105400 

0.316 

Fresh 

Parbati 

Command 

Older Alluvium 

0.044 

0.50 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.08 

0.000 

0.07 

0.06 


Rampur Amarpura 

0808000101104800 

0.536 

Fresh 

Parbati 

Command 

Older Alluvium 

0.163 

0.27 

0.120 

0.07 

0.02 

0.00 

0.00 

0.00 

0.06 

0.06 

0.27 

0.001 

0.16 

0.14 


Rampur Jatpura 

0808000101104900 

0.784 

Fresh 

Parbati 

Command 

Older Alluvium 

0.558 

0.35 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.06 

0.07 

0.19 

0.002 

0.38 

0.33 


Ratanpur 

0808000101103300 

2.185 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.053 

1.80 

0.120 

0.11 

0.02 

0.00 

0.00 

0.00 

0.53 

0.48 

0.43 

0.007 

0.55 

0.61 






Parbati 

Command 

Older Alluvium 

0.132 

1.80 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.000 

0.04 

0.04 


Reti 

0808000201123900 

3.202 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.339 

0.32 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.001 

0.07 

0.06 


Rohai 

0808000301138200 

1.782 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.558 

0.35 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.005 

0.18 

0.20 






Parbati 

Command 

Older Alluvium 

0.764 

0.35 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.04 

0.007 

0.25 

0.28 


Sahroli 

0808000301137500 

3.506 

Fresh 

Parbati 

Command 

Older Alluvium 

0.531 

1.67 

0.120 

0.03 

0.01 

0.00 

0.00 

0.00 

0.13 

0.11 

0.11 

0.005 

0.09 

0.10 


Saipau 

0808000301140100 

7.213 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.105 

0.77 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.26 

0.23 

0.24 

0.020 

0.17 

0.19 






Parbati 

Command 

Older Alluvium 

0.394 

0.77 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.04 

0.004 

0.03 

0.04 


Salempur 

0808000101104700 

0.814 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.219 

0.26 

0.120 

0.12 

0.03 

0.00 

0.00 

0.00 

0.10 

0.10 

0.50 

0.001 

0.15 

0.14 






Parbati 

Command 

Older Alluvium 

0.595 

0.26 

0.120 

0.32 

0.08 

0.00 

0.00 

0.00 

0.26 

0.28 

1.27 

0.002 

0.40 

0.38 


Salempur Rawatpati 

0808000101105500 

6.358 

Fresh 

Parbati 

Command 

Older Alluvium 

1.816 

0.69 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.19 

0.22 

0.19 

0.007 

0.15 

0.13 


Salepur 

0808000301140000 

2.983 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.100 

0.70 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.11 

0.16 

0.010 

0.22 

0.25 






Parbati 

Command 

Older Alluvium 

1.116 

0.70 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.11 

0.16 

0.010 

0.22 

0.25 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Jageer Boreli 

0808000101102200 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0012 

0.0015 

- 

0.003 

0.003 

0.003 

0.000 

0.003 

0.000 

10.83 

Safe 

Jatpura 

0808000101105000 

0.22 

0.04 

226.45 

0.05 

0.01 

0.06 

0.02 

0.19 

- 

0.0300 

0.0127 

0.0122 

- 

0.055 

0.055 

0.110 

0.006 

0.105 

0.238 

227.41 

Over Exploited 

Jheel 

0808000101105700 

0.22 

0.07 

130.52 

0.08 

0.01 

0.09 

0.03 

0.38 

- 

0.0400 

0.0131 

0.0157 

- 

0.069 

0.069 

0.158 

0.008 

0.150 

0.201 

134.19 

Over Exploited 

Kalloopura 

0808000101103600 

0.22 

0.03 

328.45 

0.04 

0.01 

0.05 

0.02 

0.25 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.079 

0.004 

0.075 

0.188 

252.03 

Over Exploited 



0.22 

0.06 

214.82 

0.07 

0.01 

0.08 

0.03 

0.35 

- 

0.0500 

0.0112 

0.0108 

- 

0.072 

0.072 

0.157 

0.008 

0.149 

0.267 

179.60 

Over Exploited 

Kankoli 

0808000301139000 

0.22 

0.65 

(45.97) 

0.52 

0.01 

0.53 

0.05 

0.63 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.557 

0.028 

0.529 

0.331 

62.57 

Safe 

Kanspura 

0808000201124400 

0.22 

0.00 

2,983.99 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.022 

5,420.47 

Over Exploited 

Katailpura 

0808000101105900 

0.22 

0.10 

33.95 

0.11 

0.02 

0.13 

0.04 

0.47 

- 

0.0600 

0.0153 

0.0184 

- 

0.094 

0.094 

0.228 

0.011 

0.216 

0.328 

151.45 

Over Exploited 

Khaprel 

0808000301139100 

0.22 

0.02 

(31.26) 

0.02 

- 

0.02 

0.02 

0.20 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.026 

0.001 

0.024 

0.048 

195.39 

Over Exploited 



0.22 

0.07 

(60.13) 

0.05 

0.01 

0.06 

0.03 

0.37 

- 

0.0200 

0.0135 

0.0162 

- 

0.050 

0.050 

0.112 

0.006 

0.107 

0.110 

103.40 

Over Exploited 

Kherli 

0808000201125100 

0.22 

0.33 

4.05 

0.34 

0.01 

0.35 

0.04 

0.43 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.380 

0.019 

0.361 

0.285 

79.00 

Semi Critical 

Khidora 

0808000101106000 

0.22 

0.02 

1,435.69 

0.02 

0.05 

0.07 

0.01 

0.14 

- 

0.1500 

0.0087 

0.0104 

- 

0.169 

0.169 

0.239 

0.012 

0.227 

0.788 

347.36 

Over Exploited 

Kiledar Ka Nagla 

0808000301139200 

0.22 

0.08 

10.10 

0.09 

0.01 

0.10 

0.05 

0.64 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.120 

0.006 

0.114 

0.191 

167.88 

Over Exploited 

Kookra Makra 

0808000301138300 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.10 

- 

0.0100 

0.0026 

0.0032 

- 

0.016 

0.016 

0.019 

0.002 

0.017 

0.057 

325.95 

Over Exploited 

Kunkuta 

0808000101102400 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.037 

344.43 

Over Exploited 



0.22 

0.57 

- 

0.57 

0.06 

0.63 

0.04 

0.50 

- 

0.1800 

0.0847 

0.1019 

0.000 

0.367 

0.367 

0.994 

0.099 

0.895 

0.968 

108.18 

Over Exploited 

Ludhpura 

0808000301139900 

0.22 

0.00 

1,996.44 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Majhauwa 

0808000201125800 

0.22 

0.00 

1,201.70 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.036 

2,829.38 

Over Exploited 

Makra 

0808000301138400 

0.22 

0.00 

208.67 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

0.001 

48.54 

Safe 



0.22 

0.06 

(53.87) 

0.05 

- 

0.05 

0.05 

0.56 

- 

- 

0.0078 

0.0094 

- 

0.017 

0.017 

0.064 

0.003 

0.060 

0.005 

7.94 

Safe 

Malhaila 

0808000301138800 

0.22 

0.17 

(87.54) 

0.13 

0.00 

0.13 

0.05 

0.64 

- 

- 

- 

- 

0.000 

- 

- 

0.134 

0.007 

0.128 

0.012 

9.47 

Safe 

Mamodhan 

0808000101104300 

0.22 

0.07 

228.06 

0.08 

0.02 

0.10 

0.02 

0.24 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.154 

0.008 

0.146 

0.419 

287.13 

Over Exploited 



0.22 

0.17 

109.84 

0.20 

0.02 

0.22 

0.03 

0.38 

- 

0.0700 

0.0284 

0.0274 

- 

0.126 

0.126 

0.350 

0.017 

0.332 

0.644 

193.82 

Over Exploited 

Marh Norha 

0808000201124700 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.023 

591.13 

Over Exploited 

Marha 

0808000301138700 

0.22 

0.16 

(13.28) 

0.14 

0.02 

0.16 

0.05 

0.64 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.220 

0.011 

0.209 

0.550 

263.33 

Over Exploited 

Marha Goojar 

0808000201124300 

0.22 

0.36 

(67.50) 

0.29 

0.01 

0.30 

0.05 

0.63 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.338 

0.017 

0.321 

0.345 

107.63 

Over Exploited 

Mau Gulawali 

0808000101102800 

0.22 

0.01 

597.96 

0.02 

0.00 

0.02 

0.01 

0.11 

- 

0.0100 

0.0101 

0.0122 

0.000 

0.032 

0.032 

0.050 

0.002 

0.047 

0.080 

170.18 

Over Exploited 

Mirzapur 

0808000101103700 

0.22 

0.17 

71.24 

0.21 

0.01 

0.22 

0.05 

0.60 

- 

0.0400 

0.0180 

0.0174 

- 

0.075 

0.075 

0.294 

0.015 

0.279 

0.239 

85.59 

Semi Critical 

Nagla Beedhora 

0808000201125300 

0.22 

0.20 

84.65 

0.23 

0.01 

0.24 

0.03 

0.31 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.274 

0.014 

0.261 

0.275 

105.56 

Over Exploited 

Nagla Bhumma 

0808000101103200 

0.22 

0.09 

117.55 

0.10 

0.01 

0.11 

0.04 

0.51 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.132 

0.007 

0.125 

0.159 

126.73 

Over Exploited 



0.22 

0.01 

824.86 

0.01 

- 

0.01 

0.01 

0.13 

- 

- 

0.0026 

0.0025 

- 

0.005 

0.005 

0.011 

0.001 

0.011 

0.037 

344.01 

Over Exploited 

Nagla Mau 

0808000101102700 

0.22 

0.06 

220.04 

0.07 

0.01 

0.08 

0.03 

0.37 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.110 

0.006 

0.105 

0.309 

294.34 

Over Exploited 



0.22 

0.03 

310.18 

0.04 

0.01 

0.05 

0.02 

0.27 

- 

0.0200 

0.0072 

0.0069 

- 

0.034 

0.034 

0.081 

0.004 

0.077 

0.194 

251.86 

Over Exploited 

Nagla Raijeet 

0808000101102600 

0.22 

0.15 

111.86 

0.18 

0.02 

0.20 

0.05 

0.64 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.257 

0.013 

0.244 

0.544 

222.77 

Over Exploited 

Nawaloo Ka Pura 

0808000101105300 

0.22 

0.02 

165.93 

0.03 

- 

0.03 

0.02 

0.20 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.037 

0.002 

0.035 

0.116 

327.27 

Over Exploited 



0.22 

0.02 

150.98 

0.03 

- 

0.03 

0.02 

0.20 

- 

0.0100 

0.0076 

0.0073 

- 

0.025 

0.025 

0.054 

0.003 

0.052 

0.116 

224.61 

Over Exploited 

Nonera Prithvisingh 

0808000101104600 

0.22 

0.05 

41.37 

0.06 

0.01 

0.07 

0.02 

0.21 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.104 

0.005 

0.099 

0.161 

162.87 

Over Exploited 



0.22 

0.04 

60.92 

0.05 

0.01 

0.06 

0.02 

0.19 

- 

0.0300 

0.0178 

0.0214 

- 

0.069 

0.069 

0.132 

0.007 

0.126 

0.160 

127.60 

Over Exploited 

Norha 

0808000201124800 

0.22 

0.20 

(85.63) 

0.16 

- 

0.16 

0.03 

0.39 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.170 

0.009 

0.162 

0.089 

55.03 

Safe 

Nunhera 

0808000301139500 

0.22 

0.07 

94.60 

0.09 

0.01 

0.10 

0.02 

0.25 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.117 

0.006 

0.111 

0.158 

142.85 

Over Exploited 

Peeparipura 

0808000301139400 

0.22 

0.09 

(3.16) 

0.09 

- 

0.09 

0.05 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.095 

0.005 

0.091 

0.109 

120.70 

Over Exploited 

Peepripura 

0808000101104100 

0.22 

0.03 

41.80 

0.03 

- 

0.03 

0.03 

0.31 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.045 

0.002 

0.042 

0.080 

188.04 

Over Exploited 



0.22 

0.02 

83.55 

0.02 

- 

0.02 

0.02 

0.26 

- 

0.0100 

0.0050 

0.0048 

- 

0.020 

0.020 

0.044 

0.002 

0.042 

0.079 

189.08 

Over Exploited 

Phoote Ka Nagla 

0808000301137600 

0.22 

0.17 

- 

0.17 

0.02 

0.19 

0.05 

0.64 

- 

0.0700 

0.0196 

0.0235 

- 

0.113 

0.113 

0.299 

0.030 

0.269 

0.410 

152.61 

Over Exploited 

Pohap Singh Ka Pura 

0808000101105200 

0.22 

0.00 

984.80 

0.00 

- 

0.00 

0.02 

0.18 

- 

0.0100 

0.0013 

0.0016 

- 

0.013 

0.013 

0.017 

0.001 

0.016 

0.078 

496.44 

Over Exploited 

Poothpura Kalan 

0808000101107100 

0.22 

0.00 

46,100.74 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Puramdari 

0808000201124000 

0.22 

0.03 

101.63 

0.03 

- 

0.03 

0.02 

0.21 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.043 

0.002 

0.041 

0.114 

275.22 

Over Exploited 

Raiviyapura 

0808000101103800 

0.22 

0.00 

7,101.74 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0014 

0.0016 

- 

0.003 

0.003 

0.003 

0.000 

0.003 

0.000 

10.57 

Safe 



0.12 

0.00 

589.15 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0043 

0.0052 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.017 

166.69 

Over Exploited 

Raja Ka Nagla 

0808000301138100 

0.22 

0.00 

637.57 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

- 

Safe 



0.22 

0.02 

67.01 

0.02 

- 

0.02 

0.02 

0.20 

- 

- 

0.0059 

0.0057 

- 

0.012 

0.012 

0.034 

0.002 

0.032 

0.032 

99.93 

Critical 

Rajora Khurd 

0808000301137800 

0.22 

0.00 

569.72 

0.00 

- 

0.00 

0.00 

0.05 

- 

0.0100 

0.0057 

0.0069 

- 

0.023 

0.023 

0.027 

0.001 

0.026 

0.059 

224.76 

Over Exploited 

Ramphal Ka Pura 

0808000101105400 

0.22 

0.00 

3,564.53 

0.00 

- 

0.00 

0.01 

0.08 

- 

0.0100 

0.0006 

0.0005 

- 

0.011 

0.011 

0.012 

0.001 

0.011 

0.078 

688.03 

Over Exploited 

Rampur Amarpura 

0808000101104800 

0.22 

0.01 

962.61 

0.01 

0.02 

0.03 

0.02 

0.18 

- 

0.0500 

0.0025 

0.0030 

- 

0.056 

0.056 

0.083 

0.004 

0.078 

0.271 

345.25 

Over Exploited 

Rampur Jatpura 

0808000101104900 

0.22 

0.05 

56.30 

0.06 

0.01 

0.07 

0.04 

0.41 

- 

0.0300 

0.0085 

0.0102 

- 

0.049 

0.049 

0.114 

0.006 

0.108 

0.188 

173.57 

Over Exploited 

Ratanpur 

0808000101103300 

0.22 

0.25 

93.49 

0.30 

0.02 

0.32 

0.05 

0.60 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.370 

0.018 

0.351 

0.433 

123.40 

Over Exploited 



0.22 

0.00 

2,404.20 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

0.0017 

0.0016 

- 

0.003 

0.003 

0.005 

0.000 

0.004 

0.000 

11.10 

Safe 

Reti 

0808000201123900 

0.22 

0.00 

407.52 

0.01 

- 

0.01 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.033 

596.03 

Over Exploited 

Rohai 

0808000301138200 

0.22 

0.02 

32.54 

0.03 

- 

0.03 

0.02 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.027 

0.001 

0.026 

0.033 

129.07 

Over Exploited 



0.22 

0.04 

(11.09) 

0.04 

- 

0.04 

0.02 

0.27 

- 

- 

0.0096 

0.0093 

- 

0.019 

0.019 

0.057 

0.003 

0.054 

0.050 

93.36 

Critical 

Sahroli 

0808000301137500 

0.22 

0.01 

994.74 

0.01 

0.01 

0.02 

0.01 

0.10 

- 

0.0200 

0.0080 

0.0097 

- 

0.038 

0.038 

0.060 

0.003 

0.057 

0.112 

195.81 

Over Exploited 

Saipau 

0808000301140100 

0.22 

0.08 

187.57 

0.09 

0.01 

0.10 

0.02 

0.19 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.135 

0.007 

0.128 

0.256 

199.39 

Over Exploited 



0.22 

0.00 

1,395.90 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0050 

0.0048 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.047 

374.17 

Over Exploited 

Salempur 

0808000101104700 

0.22 

0.01 

1,354.70 

0.01 

0.03 

0.04 

0.01 

0.16 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.129 

0.006 

0.122 

0.499 

408.27 

Over Exploited 



0.22 

0.05 

426.74 

0.06 

0.08 

0.14 

0.04 

0.44 

- 

0.2400 

0.0090 

0.0109 

- 

0.260 

0.260 

0.403 

0.020 

0.383 

1.268 

330.98 

Over Exploited 

Salempur Rawatpati 

0808000101105500 

0.22 

0.06 

263.79 

0.07 

0.01 

0.08 

0.02 

0.17 

- 

0.0200 

0.0229 

0.0221 

- 

0.065 

0.065 

0.148 

0.007 

0.140 

0.199 

141.50 

Over Exploited 

Salepur 

0808000301140000 

0.22 

0.05 

105.58 

0.06 

0.01 

0.07 

0.02 

0.24 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.093 

0.005 

0.088 

0.172 

195.85 

Over Exploited 



0.22 

0.05 

102.05 

0.06 

0.01 

0.07 

0.02 

0.24 

- 

0.0200 

0.0113 

0.0136 

- 

0.045 

0.045 

0.119 

0.006 

0.113 

0.172 

152.26 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Sarekhi 

080800030113860C 

2.498 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.694 

0.38 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.06 

0.17 

0.006 

0.16 

0.18 


Sikroda 

080800020112590C 

2.636 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.052 

0.53 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Taseemo 

080800030113970C 

6.414 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.066 

0.65 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.001 

0.01 

0.01 






Parbati 

Command 

Older Alluvium 

1.350 

0.65 

0.120 

0.11 

0.02 

0.00 

0.00 

0.00 

0.20 

0.16 

0.44 

0.013 

0.12 

0.15 


Tontri 

080800020112370C 

7.787 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.888 

0.46 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.06 

0.003 

0.07 

0.06 


Vikrampura 

0808000301144600 

2.898 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.742 

0.85 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.09 

0.007 

0.15 

0.18 






Parbati 

Command 

Older Alluvium 

0.244 

0.85 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.04 

0.002 

0.05 

0.06 

05001016 

Adarshnagar 

0808000401164000 

1.046 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.046 

0.28 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.10 

0.07 

0.33 

0.010 

0.60 

0.88 


Alahpura 

0808000401160100 

2.012 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.273 

-0.34 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.012 

0.38 

0.56 


Baghpura 

0808000401165100 

1.310 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.148 

1.05 

0.120 

0.03 

0.01 

0.00 

0.00 

0.00 

0.16 

0.13 

0.11 

0.011 

0.50 

0.65 







Non-command 

Bhander Sandstone 

0.159 

1.05 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.07 

0.09 


Bara 

0808000301147900 

3.535 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.339 

0.60 

0.120 

0.29 

0.04 

0.00 

0.00 

0.00 

0.42 

0.29 

1.13 

0.022 

0.40 

0.57 


Bara Ka Pura 

0808000301148000 

0.678 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.019 

0.94 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Barkhera 

0808000301149000 

2.575 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.511 

1.04 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.10 

0.005 

0.11 

0.15 


Basai Samanta 

0808000401164400 

1.352 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.163 

0.75 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.06 

0.002 

0.07 

0.10 






Urmila Sagar 

Command 

Older Alluvium 

0.662 

0.75 

0.120 

0.07 

0.02 

0.00 

0.00 

0.00 

0.11 

0.08 

0.26 

0.006 

0.29 

0.40 







Command 

Bhander Sandstone 

0.527 

0.75 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.04 

0.03 

0.16 

0.005 

0.23 

0.32 


Beechhiya 

0808000401168000 

11.943 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.364 

-0.55 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.02 

0.02 


Bhagirathpura 

0808000401164300 

0.971 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.082 

0.70 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.001 

0.05 

0.07 






Urmila Sagar 

Command 

Older Alluvium 

0.889 

0.70 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.13 

0.09 

0.26 

0.008 

0.54 

0.77 


Bhaisakh 

0808000401162900 

6.425 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.045 

0.77 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 







Non-command 

Bhander Sandstone 

0.000 

0.77 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhilgawan 

0808000401164800 

3.261 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.044 

0.86 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Bhander Sandstone 

0.046 

0.86 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Urmila Sagar 

Command 

Older Alluvium 

0.005 

0.86 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Bhander Sandstone 

3.166 

0.86 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.06 

0.13 

0.029 

0.56 

0.76 


Bhojpur 

0808000401159000 

1.926 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.015 

0.18 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Bisatipura 

0808000301148100 

1.233 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.233 

0.86 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.19 

0.13 

0.24 

0.011 

0.60 

0.85 


Bishnoda 

0808000401166600 

9.020 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.556 

2.82 

0.020 

0.06 

0.01 

0.00 

0.00 

0.03 

0.27 

0.23 

0.18 

0.042 

0.27 

0.32 






Urmila Sagar 

Command 

Bhander Sandstone 

4.422 

2.82 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.30 

0.25 

0.18 

0.041 

0.26 

0.31 


Chainapura 

0808000401165600 

0.949 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.500 

1.07 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.00 

0.005 

0.30 

0.38 







Non-command 

Bhander Sandstone 

0.043 

1.07 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.03 


Chandpur 

0808000401164900 

1.855 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.041 

0.76 

0.020 

0.03 

0.01 

0.00 

0.00 

0.02 

0.02 

0.02 

0.12 

0.010 

0.31 

0.40 






Urmila Sagar 

Command 

Bhander Sandstone 

0.814 

0.76 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.03 

0.03 

0.09 

0.008 

0.24 

0.31 


Dariyapur 

0808000401160200 

1.322 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.101 

-0.35 

0.120 

0.02 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.010 

0.51 

0.74 


Dhaulpur (M) 

0808000440802000 

26.278 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.454 

1.09 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.06 

0.133 

0.01 

0.02 







Non-command 

Bhander Sandstone 

7.125 

1.09 

0.020 

0.85 

0.02 

0.00 

0.00 

0.00 

0.99 

0.67 

0.66 

2.086 

0.17 

0.24 






Urmila Sagar 

Command 

Older Alluvium 

0.051 

1.09 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.015 

0.00 

0.00 







Command 

Bhander Sandstone 

0.566 

1.09 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.06 

0.166 

0.01 

0.02 


Dheemri 

0808000401165300 

2.054 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.231 

1.03 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.04 

0.002 

0.06 

0.08 


Doon Ka Pura 

0808000401163300 

0.551 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.024 

-0.06 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.04 


Firozpur 

0808000401163500 

0.870 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.870 

-0.30 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.008 

0.61 

0.89 


Garhi Jakhoda 

0808000201130400 

5.018 

Fresh 

Urmila Sagar 

Command 

Bhander Sandstone 

0.030 

2.49 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Garwapura 

0808000401167500 

7.529 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.108 

0.19 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Gunna Ka Pura 

0808000401166800 

5.324 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.429 

1.05 

0.020 

0.05 

0.01 

0.00 

0.00 

0.02 

0.11 

0.09 

0.13 

0.041 

0.44 

0.54 






Urmila Sagar 

Command 

Bhander Sandstone 

0.029 

1.05 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Hirnauda 

0808000401164600 

5.674 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.679 

0.43 

0.020 

0.03 

0.01 

0.00 

0.00 

0.02 

0.03 

0.02 

0.08 

0.034 

0.37 

0.51 






Urmila Sagar 

Command 

Bhander Sandstone 

1.481 

0.43 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.014 

0.15 

0.21 


Jakhi 

0808000301149200 

1.491 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.491 

1.04 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.27 

0.19 

0.29 

0.014 

0.59 

0.80 


Jhil Ka Pura 

0808000401165200 

0.452 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.149 

0.74 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.001 

0.19 

0.25 






Urmila Sagar 

Command 

Bhander Sandstone 

0.303 

0.74 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.06 

0.003 

0.38 

0.51 


Kajeepura 

0808000401160000 

2.172 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.025 

-0.21 

0.120 

0.13 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.48 

0.019 

0.57 

0.82 


Kareempur 

0808000301148500 

1.804 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.402 

1.07 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.16 

0.004 

0.13 

0.18 


Khanpura 

0808000401166900 

2.159 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.038 

3.09 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.07 

0.06 

0.02 

0.010 

0.26 

0.30 






Urmila Sagar 

Command 

Bhander Sandstone 

0.652 

3.09 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.006 

0.16 

0.19 


Khera 

0808000401165000 

1.988 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.091 

1.07 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.03 

0.03 






Urmila Sagar 

Command 

Bhander Sandstone 

1.897 

1.07 

0.020 

0.12 

0.03 

0.00 

0.00 

0.00 

0.13 

0.10 

0.46 

0.018 

0.53 

0.67 


Kisharpura 

0808000301148300 

1.195 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.787 

1.04 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.16 

0.11 

0.23 

0.007 

0.39 

0.54 


Kookpur 

0808000401167100 

5.637 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.474 

2.62 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.004 

0.04 

0.05 


Kotra 

0808000401167400 

1.696 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.260 

2.44 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.08 

0.10 


Masoodpur 

0808000401163400 

2.573 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.082 

-0.14 

0.120 

0.03 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.014 

0.49 

0.72 







Non-command 

Bhander Sandstone 

0.000 

-0.14 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 



0808000401166400 

4.759 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.720 

1.79 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.03 

0.007 

0.08 

0.10 






Urmila Sagar 

Command 

Bhander Sandstone 

4.039 

1.79 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.19 

0.16 

0.19 

0.038 

0.46 

0.55 


Mehra 

0808000301149500 

0.915 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.302 

0.81 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.05 

0.003 

0.19 

0.27 






Urmila Sagar 

Command 

Older Alluvium 

0.613 

0.81 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.08 

0.006 

0.39 

0.54 


Milkan 

0808000401166500 

1.581 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.501 

0.32 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.06 

0.04 

0.21 

0.014 

0.52 

0.67 






Urmila Sagar 

Command 

Bhander Sandstone 

0.065 

0.32 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.03 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Sarekhi 

0808000301138600 

0.22 

0.02 

125.20 

0.03 

0.01 

0.04 

0.01 

0.18 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.060 

0.003 

0.057 

0.176 

310.40 

Over Exploited 

Sikroda 

0808000201125900 

0.22 

0.00 

2,142.75 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

7,349.03 

Over Exploited 

Taseemo 

0808000301139700 

0.22 

0.00 

4,991.96 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.013 

12,802.69 

Over Exploited 



0.22 

0.04 

351.60 

0.04 

0.02 

0.06 

0.01 

0.13 

- 

0.0500 

0.0136 

0.0164 

- 

0.080 

0.080 

0.144 

0.007 

0.137 

0.450 

328.88 

Over Exploited 

Tontri 

0808000201123700 

0.22 

0.01 

470.03 

0.02 

- 

0.02 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.026 

0.001 

0.025 

0.060 

246.33 

Over Exploited 

Vikrampura 

0808000301144600 

0.22 

0.02 

255.45 

0.03 

- 

0.03 

0.01 

0.16 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.039 

0.002 

0.037 

0.098 

263.10 

Over Exploited 



0.22 

0.00 

983.61 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

0.0018 

0.0030 

- 

0.005 

0.005 

0.008 

0.000 

0.008 

0.042 

559.26 

Over Exploited 

Adarshnagar 

0808000401164000 

0.22 

0.14 

(48.24) 

0.11 

0.01 

0.12 

0.06 

0.66 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.161 

0.008 

0.153 

0.335 

218.47 

Over Exploited 

Alahpura 

0808000401160100 

0.22 

0.11 

- 

0.11 

0.01 

0.12 

0.04 

0.42 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.159 

0.016 

0.143 

0.227 

158.10 

Over Exploited 

Baghpura 

0808000401165100 

0.22 

0.13 

(0.15) 

0.13 

0.01 

0.14 

0.04 

0.54 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.156 

0.008 

0.148 

0.121 

81.49 

Semi Critical 



0.15 

0.00 

51.70 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.010 

557.79 

Over Exploited 

Bara 

0808000301147900 

0.22 

0.20 

44.04 

0.25 

0.04 

0.29 

0.04 

0.44 

- 

0.1300 

- 

- 

- 

0.130 

0.130 

0.415 

0.021 

0.394 

1.150 

291.62 

Over Exploited 

Bara Ka Pura 

0808000301148000 

0.22 

0.00 

2,111.37 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Barkhera 

0808000301149000 

0.22 

0.01 

468.10 

0.02 

- 

0.02 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.025 

0.001 

0.024 

0.100 

414.46 

Over Exploited 

Basai Samanta 

0808000401164400 

0.22 

0.00 

889.37 

0.00 

- 

0.00 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.062 

496.44 

Over Exploited 



0.22 

0.04 

89.93 

0.05 

0.02 

0.07 

0.03 

0.31 

- 

0.0500 

(0.0061) 

(0.0073) 

- 

0.037 

0.037 

0.107 

0.005 

0.101 

0.262 

258.78 

Over Exploited 



0.15 

0.02 

52.01 

0.02 

0.01 

0.03 

0.02 

0.25 

- 

0.0300 

(0.0048) 

(0.0058) 

- 

0.019 

0.019 

0.051 

0.003 

0.048 

0.160 

330.50 

Over Exploited 

Beechhiya 

0808000401168000 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.003 

411.16 

Over Exploited 

Bhagirathpura 

0808000401164300 

0.22 

0.00 

1,219.47 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.029 

2,797.56 

Over Exploited 



0.22 

0.11 

(10.69) 

0.09 

0.01 

0.11 

0.05 

0.60 

- 

0.0300 

(0.0068) 

(0.0066) 

0.001 

0.018 

0.018 

0.123 

0.006 

0.117 

0.272 

232.87 

Over Exploited 

Bhaisakh 

0808000401162900 

0.22 

0.00 

6,570.05 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhilgawan 

0808000401164800 

0.22 

0.00 

4,392.89 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.00 

969.28 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.00 

45,480.29 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

(0.0000) 

(0.0001) 

- 

(0.000) 

(0.000) 

(0.000) 

(0.000) 

(0.000) 

0.000 

- 

Safe 



0.15 

0.27 

(76.75) 

0.21 

0.01 

0.22 

0.05 

0.61 

- 

0.0200 

(0.0291) 

(0.0351) 

0.001 

(0.043) 

(0.043) 

0.180 

0.009 

0.171 

0.160 

93.63 

Critical 

Bhojpur 

0808000401159000 

0.22 

0.00 

1,263.51 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bisatipura 

0808000301148100 

0.22 

0.16 

(18.12) 

0.13 

- 

0.13 

0.06 

0.66 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.163 

0.008 

0.155 

0.253 

164.00 

Over Exploited 

Bishnoda 

0808000401166600 

0.15 

0.18 

25.84 

0.22 

0.04 

0.26 

0.02 

0.29 

- 

0.0300 

- 

- 

0.052 

0.082 

0.082 

0.346 

0.017 

0.328 

0.226 

68.97 

Safe 



0.15 

0.17 

45.06 

0.21 

0.01 

0.22 

0.02 

0.28 

- 

0.0300 

(0.0339) 

(0.0326) 

0.006 

(0.031) 

(0.031) 

0.189 

0.009 

0.180 

0.225 

125.34 

Over Exploited 

Chainapura 

0808000401165600 

0.22 

0.03 

54.22 

0.04 

- 

0.04 

0.03 

0.32 

- 

- 

- 

- 

- 

- 

- 

0.039 

0.002 

0.037 

0.005 

12.47 

Safe 



0.15 

0.00 

322.67 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chandpur 

0808000401164900 

0.15 

0.05 

(66.80) 

0.04 

0.03 

0.06 

0.03 

0.34 

- 

0.0200 

- 

- 

0.023 

0.043 

0.043 

0.106 

0.005 

0.101 

0.131 

129.21 

Over Exploited 



0.15 

0.03 

(15.27) 

0.03 

0.01 

0.04 

0.02 

0.26 

- 

0.0200 

(0.0075) 

(0.0090) 

- 

0.004 

0.004 

0.039 

0.002 

0.037 

0.100 

271.54 

Over Exploited 

Dariyapur 

0808000401160200 

0.22 

0.12 

- 

0.12 

0.01 

0.13 

0.05 

0.56 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.153 

0.015 

0.137 

0.093 

67.85 

Safe 

Dhaulpur (M) 

0808000440802000 

0.22 

0.00 

7,659.54 

0.00 

- 

0.00 

0.00 

0.01 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.011 

0.197 

1,840.76 

Over Exploited 



0.15 

0.18 

281.11 

0.21 

0.02 

0.23 

0.02 

0.18 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.302 

0.015 

0.287 

2.743 

957.19 

Over Exploited 



0.22 

0.00 

34,567.44 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

(0.0003) 

(0.0004) 

- 

(0.001) 

(0.001) 

(0.001) 

(0.000) 

(0.001) 

0.015 

(2,298.76) 

Safe 



0.15 

0.00 

4,943.31 

0.00 

- 

0.00 

0.00 

0.01 

- 

0.0100 

(0.0035) 

(0.0042) 

- 

0.002 

0.002 

0.004 

0.000 

0.003 

0.222 

6,418.98 

Over Exploited 

Dheemri 

0808000401165300 

0.22 

0.00 

868.03 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.045 

1,228.85 

Over Exploited 

Doon Ka Pura 

0808000401163300 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Firozpur 

0808000401163500 

0.22 

0.12 

- 

0.12 

0.01 

0.13 

0.06 

0.67 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.160 

0.016 

0.144 

0.194 

134.81 

Over Exploited 

Garhi Jakhoda 

0808000201130400 

0.12 

0.00 

11,536.37 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

(0.0002) 

(0.0002) 

- 

(0.001) 

(0.001) 

(0.000) 

(0.000) 

(0.000) 

0.000 

- 

Safe 

Garwapura 

0808000401167500 

0.15 

0.00 

149.67 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

730.71 

Over Exploited 

Gunna Ka Pura 

0808000401166800 

0.15 

0.29 

(68.81) 

0.23 

0.03 

0.27 

0.03 

0.48 

- 

0.0200 

- 

- 

0.032 

0.052 

0.052 

0.318 

0.016 

0.302 

0.171 

56.71 

Safe 



0.15 

0.00 

3,910.84 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

(0.0003) 

(0.0003) 

- 

(0.001) 

(0.001) 

(0.001) 

(0.000) 

(0.001) 

0.000 

- 

Safe 

Hirnauda 

0808000401164600 

0.15 

0.21 

(89.29) 

0.17 

0.03 

0.20 

0.03 

0.41 

- 

0.0200 

- 

- 

0.032 

0.052 

0.052 

0.249 

0.012 

0.237 

0.117 

49.53 

Safe 



0.15 

0.03 

(53.35) 

0.03 

0.00 

0.03 

0.01 

0.16 

- 

0.0100 

(0.0136) 

(0.0164) 

0.002 

(0.018) 

(0.018) 

0.010 

0.001 

0.010 

0.052 

522.67 

Over Exploited 

Jakhi 

0808000301149200 

0.22 

0.19 

1.31 

0.19 

- 

0.19 

0.06 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.205 

0.010 

0.195 

0.307 

157.65 

Over Exploited 

Jhil Ka Pura 

0808000401165200 

0.15 

0.00 

116.74 

0.01 

- 

0.01 

0.02 

0.20 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.014 

0.041 

289.71 

Over Exploited 



0.15 

0.02 

6.58 

0.02 

- 

0.02 

0.03 

0.41 

- 

0.0100 

(0.0028) 

(0.0034) 

- 

0.004 

0.004 

0.022 

0.001 

0.021 

0.062 

291.80 

Over Exploited 

Kajeepura 

0808000401160000 

0.22 

0.25 

- 

0.25 

0.03 

0.28 

0.06 

0.62 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.372 

0.037 

0.335 

0.499 

149.04 

Over Exploited 

Kareempur 

0808000301148500 

0.22 

0.01 

487.02 

0.01 

- 

0.01 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.024 

0.001 

0.023 

0.167 

735.61 

Over Exploited 

Khanpura 

0808000401166900 

0.15 

0.04 

48.42 

0.05 

0.01 

0.05 

0.02 

0.28 

- 

- 

- 

- 

0.008 

0.009 

0.009 

0.062 

0.003 

0.059 

0.032 

53.76 

Safe 



0.15 

0.02 

113.35 

0.02 

0.00 

0.02 

0.01 

0.17 

- 

- 

(0.0050) 

(0.0048) 

0.002 

(0.008) 

(0.008) 

0.013 

0.001 

0.012 

0.017 

142.14 

Over Exploited 

Khera 

0808000401165000 

0.15 

0.00 

2,647.28 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.021 

5,288.55 

Over Exploited 



0.15 

0.15 

(31.35) 

0.12 

0.03 

0.15 

0.04 

0.57 

- 

0.0900 

(0.0175) 

(0.0210) 

- 

0.052 

0.052 

0.202 

0.010 

0.191 

0.475 

247.92 

Over Exploited 

Kisharpura 

0808000301148300 

0.22 

0.07 

68.95 

0.08 

0.00 

0.08 

0.04 

0.43 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.091 

0.005 

0.087 

0.239 

275.45 

Over Exploited 

Kookpur 

0808000401167100 

0.15 

0.00 

560.98 

0.00 

0.00 

0.00 

0.00 

0.05 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.005 

0.000 

0.004 

0.004 

98.04 

Critical 

Kotra 

0808000401167400 

0.15 

0.00 

242.83 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.013 

377.22 

Over Exploited 

Masoodpur 

0808000401163400 

0.22 

0.23 

- 

0.23 

0.01 

0.24 

0.05 

0.54 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.258 

0.026 

0.232 

0.132 

56.58 

Safe 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 


0808000401166400 

0.15 

0.01 

237.24 

0.01 

- 

0.01 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.021 

0.001 

0.020 

0.034 

172.49 

Over Exploited 



0.15 

0.28 

(41.77) 

0.22 

0.01 

0.23 

0.04 

0.49 

- 

0.0400 

(0.0372) 

(0.0447) 

0.000 

(0.042) 

(0.042) 

0.190 

0.010 

0.181 

0.231 

127.49 

Over Exploited 

Mehra 

0808000301149500 

0.22 

0.01 

123.18 

0.02 

- 

0.02 

0.02 

0.21 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.025 

0.001 

0.024 

0.055 

227.33 

Over Exploited 



0.22 

0.05 

9.37 

0.06 

- 

0.06 

0.04 

0.43 

- 

0.0100 

(0.0047) 

(0.0045) 

- 

0.001 

0.001 

0.059 

0.003 

0.056 

0.082 

146.52 

Over Exploited 

Milkan 

0808000401166500 

0.15 

0.12 

(62.33) 

0.09 

0.01 

0.11 

0.04 

0.57 

- 

0.0400 

- 

- 

0.004 

0.044 

0.044 

0.151 

0.008 

0.143 

0.221 

154.41 

Over Exploited 



0.15 

0.00 

(189.70) 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

(0.0006) 

(0.0007) 

0.001 

(0.000) 

(0.000) 

0.001 

0.000 

0.001 

0.010 

1,836.96 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Mirzapur 

080800040116570C 

0.941 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.001 

1.08 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Bhander Sandstone 

0.633 

1.08 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.06 

0.05 

0.23 

0.006 

0.37 

0.47 






Urmila Sagar 

Command 

Bhander Sandstone 

0.307 

1.08 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.03 

0.02 

0.12 

0.003 

0.18 

0.23 


Mohalli Ka Pura 

0808000401164100 

1.142 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.142 

0.58 

0.120 

0.11 

0.02 

0.00 

0.00 

0.00 

0.17 

0.12 

0.43 

0.011 

0.60 

0.87 


Moroli Ka Pura 

0808000401166700 

1.620 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.050 

2.86 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 






Urmila Sagar 

Command 

Bhander Sandstone 

1.569 

2.86 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.07 

0.015 

0.52 

0.61 


Murawali 

0808000201130300 

3.084 

Fresh 

Urmila Sagar 

Command 

Bhander Sandstone 

0.018 

1.36 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nagla Bhadoriya 

0808000301149300 

0.914 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.914 

0.98 

0.120 

0.11 

0.02 

0.00 

0.00 

0.00 

0.20 

0.15 

0.45 

0.009 

0.58 

0.79 


Nagla Bhagat 

0808000401165900 

1.403 

Fresh 

Urmila Sagar 

Command 

Bhander Sandstone 

1.403 

1.12 

0.020 

0.15 

0.04 

0.00 

0.00 

0.00 

0.14 

0.11 

0.57 

0.013 

0.55 

0.67 


Nainokhar 

0808000401164200 

2.321 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.159 

0.70 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.27 

0.19 

0.37 

0.020 

0.56 

0.80 






Urmila Sagar 

Command 

Older Alluvium 

0.162 

0.70 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.002 

0.04 

0.06 


Nakatpura 

0808000401166000 

2.722 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.024 

1.21 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 







Non-command 

Bhander Sandstone 

1.129 

1.21 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.07 

0.011 

0.23 

0.27 






Urmila Sagar 

Command 

Bhander Sandstone 

0.011 

1.21 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Narpura 

0808000401164500 

2.848 

Fresh 

Urmila Sagar 

Command 

Older Alluvium 

0.359 

0.67 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.003 

0.08 

0.11 







Command 

Bhander Sandstone 

2.490 

0.67 

0.020 

0.04 

0.01 

0.00 

0.00 

0.01 

0.06 

0.04 

0.13 

0.023 

0.52 

0.75 


Nibhi 

0808000401167000 

3.446 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.019 

3.22 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Odi 

0808000401159800 

1.986 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.264 

-0.15 

0.120 

0.02 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.002 

0.08 

0.12 


Odi Ka Pura 

0808000401159900 

1.445 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.445 

0.17 

0.120 

0.15 

0.02 

0.00 

0.00 

0.00 

0.16 

0.11 

0.56 

0.013 

0.60 

0.87 


Ondela 

0808000401163600 

0.774 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.774 

0.14 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.07 

0.007 

0.61 

0.89 


Pachgaon 

0808000401163900 

5.655 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.925 

0.65 

0.120 

0.04 

0.01 

0.00 

0.00 

0.01 

0.17 

0.12 

0.14 

0.018 

0.21 

0.30 






Urmila Sagar 

Command 

Older Alluvium 

1.130 

0.65 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.08 

0.011 

0.12 

0.18 







Command 

Bhander Sandstone 

2.601 

0.65 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.04 

0.14 

0.024 

0.28 

0.40 


Poothpura 

0808000401165400 

1.407 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.312 

1.05 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.003 

0.12 

0.15 







Non-command 

Bhander Sandstone 

0.070 

1.05 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.03 

0.03 


Pura Maphal 

0808000301149400 

0.891 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.891 

1.00 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.10 

0.06 

0.008 

0.58 

0.77 


Puraini 

0808000301149100 

1.819 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.706 

1.07 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.16 

0.12 

0.27 

0.007 

0.23 

0.30 


Purani Chawni 

0808000408900005 

2.909 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.725 

0.71 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.04 

0.03 

0.14 

0.007 

0.15 

0.22 






Urmila Sagar 

Command 

Bhander Sandstone 

2.184 

0.71 

0.020 

0.12 

0.03 

0.00 

0.00 

0.00 

0.12 

0.08 

0.46 

0.020 

0.45 

0.65 


Rajora 

0808000401166100 

1.528 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.750 

1.15 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.05 

0.007 

0.27 

0.33 






Urmila Sagar 

Command 

Bhander Sandstone 

0.778 

1.15 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.05 

0.007 

0.28 

0.34 


Ramnagar 

0808000401166200 

1.492 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.858 

1.89 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.07 

0.008 

0.31 

0.36 


Ratanpura 

0808000301148200 

1.167 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.416 

0.97 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.15 

0.11 

0.38 

0.004 

0.21 

0.30 


Rupaspur 

0808000401163800 

0.788 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.788 

0.28 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.07 

0.05 

0.22 

0.007 

0.61 

0.88 


Sanda 

0808000401163200 

3.558 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.108 

-0.12 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.02 

0.03 


Sandra 

0808000401166300 

1.890 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.514 

2.67 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.03 

0.005 

0.15 

0.17 






Urmila Sagar 

Command 

Bhander Sandstone 

1.115 

2.67 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.07 

0.010 

0.32 

0.36 


Sarani 

0808000401165800 

1.021 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.036 

1.07 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.000 

0.02 

0.03 







Non-command 

Bhander Sandstone 

0.598 

1.07 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.06 

0.05 

0.23 

0.006 

0.33 

0.43 






Urmila Sagar 

Command 

Bhander Sandstone 

0.386 

1.07 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.04 

0.03 

0.15 

0.004 

0.21 

0.28 


Sarkan Khera 

0808000401159700 

1.885 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.537 

-0.27 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.005 

0.17 

0.25 


Shahpur 

0808000401165500 

0.619 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.018 

1.08 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.02 







Non-command 

Bhander Sandstone 

0.519 

1.08 

0.020 

0.07 

0.02 

0.00 

0.00 

0.00 

0.06 

0.05 

0.27 

0.005 

0.46 

0.57 






Urmila Sagar 

Command 

Bhander Sandstone 

0.083 

1.08 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.001 

0.07 

0.09 


Surajpura 

0808000401164700 

2.093 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.438 

0.58 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.004 

0.12 

0.17 






Urmila Sagar 

Command 

Bhander Sandstone 

1.655 

0.58 

0.020 

0.03 

0.01 

0.00 

0.00 

0.03 

0.01 

0.00 

0.12 

0.015 

0.46 

0.63 


Tal Ondela 

0808000401163700 

1.356 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.356 

-0.06 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.013 

0.61 

0.89 







Non-command 

Bhander Sandstone 

0.000 

-0.06 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Umrara 

0808000301149600 

2.781 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.756 

0.91 

0.120 

0.20 

0.03 

0.00 

0.00 

0.00 

0.47 

0.34 

0.76 

0.026 

0.59 

0.82 






Urmila Sagar 

Command 

Older Alluvium 

0.024 

0.91 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 

05001017 

Afzalpur 

0808000201129500 

5.535 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.622 

-0.02 

0.120 

0.25 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.98 

0.014 

0.37 

0.39 


Ajeetpur 

0808000201125600 

2.102 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.102 

0.38 

0.120 

0.11 

0.02 

0.00 

0.00 

0.00 

0.19 

0.17 

0.45 

0.008 

0.59 

0.64 


Aligarh 

0808000201128400 

4.387 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.128 

0.27 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.02 






Ramsagar 

Command 

Older Alluvium 

2.774 

0.27 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.13 

0.14 

0.20 

0.011 

0.40 

0.37 


Ambar Khan Ka Nagla 

0808000201125200 

1.345 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.073 

0.64 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.15 

0.14 

0.30 

0.004 

0.47 

0.51 


Ari 

0808000301139600 

2.206 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.913 

0.88 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.17 

0.14 

0.29 

0.008 

0.24 

0.28 






Parbati 

Command 

Older Alluvium 

0.005 

0.88 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Badhau Ka Nagla 

0808000201125500 

1.960 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.960 

0.42 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.00 

0.008 

0.59 

0.64 


Badraitha 

0808000201124900 

4.037 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.037 

0.03 

0.120 

0.19 

0.03 

0.00 

0.00 

0.00 

0.18 

0.17 

0.73 

0.016 

0.59 

0.62 


Bainpura Khalsa 

0808000201124200 

3.294 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.757 

0.26 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.09 

0.003 

0.14 

0.13 


Barapura 

0808000201123800 

0.732 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.053 

0.34 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.05 

0.04 






Ramsagar 

Command 

Older Alluvium 

0.526 

0.34 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.06 

0.17 

0.002 

0.47 

0.42 


Bari (M) 

0808000240801000 

17.812 

Fresh 

Ramsagar 

Command 

Older Alluvium 

0.495 

0.94 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.12 

0.13 

0.06 

0.132 

0.02 

0.02 







Command 

Bhander Sandstone 

1.349 

0.94 

0.020 

0.14 

0.00 

0.00 

0.00 

0.00 

0.17 

0.18 

0.10 

0.358 

0.05 

0.04 


Bidarpur 

0808000201128600 

6.191 

Fresh 

Ramsagar 

Command 

Older Alluvium 

3.156 

-0.04 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.012 

0.34 

0.30 







Command 

Bhander Sandstone 

0.030 

-0.04 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Buddha Ka Pura 

0808000201125000 

0.844 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.844 

-0.03 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.59 

0.61 


Chhota Sonha 

0808000201127600 

1.450 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.450 

-0.20 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.006 

0.58 

0.60 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Mirzapur 

0808000401165700 

0.22 

0.00 

94,143.85 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.04 

42.12 

0.04 

0.01 

0.05 

0.03 

0.41 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.093 

0.005 

0.088 

0.236 

267.79 

Over Exploited 



0.15 

0.01 

152.78 

0.01 

0.01 

0.02 

0.02 

0.20 

- 

0.0200 

(0.0028) 

(0.0034) 

- 

0.014 

0.014 

0.034 

0.002 

0.032 

0.118 

366.85 

Over Exploited 

Mohalli Ka Pura 

0808000401164100 

0.22 

0.15 

(22.36) 

0.12 

0.02 

0.14 

0.06 

0.66 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.191 

0.010 

0.181 

0.439 

241.78 

Over Exploited 

Moroli Ka Pura 

0808000401166700 

0.15 

0.00 

1,892.59 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.12 

(23.40) 

0.10 

- 

0.10 

0.04 

0.56 

- 

0.0100 

(0.0120) 

(0.0116) 

- 

(0.014) 

(0.014) 

0.084 

0.004 

0.080 

0.082 

102.08 

Over Exploited 

Murawali 

0808000201130300 

0.12 

0.00 

6,764.33 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

(0.0001) 

(0.0001) 

- 

(0.000) 

(0.000) 

(0.000) 

(0.000) 

(0.000) 

0.000 

- 

Safe 

Nagla Bhadoriya 

0808000301149300 

0.22 

0.12 

25.17 

0.14 

0.02 

0.16 

0.05 

0.64 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.210 

0.011 

0.200 

0.457 

228.65 

Over Exploited 

Nagla Bhagat 

0808000401165900 

0.15 

0.11 

(0.32) 

0.11 

0.04 

0.15 

0.05 

0.59 

- 

0.1100 

(0.0129) 

(0.0155) 

- 

0.082 

0.082 

0.236 

0.012 

0.224 

0.585 

260.95 

Over Exploited 

Nainokhar 

0808000401164200 

0.22 

0.26 

(28.42) 

0.21 

0.01 

0.22 

0.05 

0.61 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.262 

0.013 

0.249 

0.388 

155.99 

Over Exploited 



0.22 

0.00 

1,010.75 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

(0.0010) 

(0.0012) 

- 

(0.002) 

(0.002) 

(0.000) 

(0.000) 

(0.000) 

0.030 

(7,440.36) 

Safe 

Nakatpura 

0808000401166000 

0.22 

0.00 

11,756.11 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.04 

3.50 

0.04 

0.00 

0.04 

0.02 

0.25 

- 

0.0100 

- 

- 

0.000 

0.011 

0.011 

0.051 

0.003 

0.048 

0.076 

156.39 

Over Exploited 



0.15 

0.00 

8,042.65 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

(0.0001) 

(0.0001) 

- 

(0.000) 

(0.000) 

(0.000) 

(0.000) 

(0.000) 

0.000 

- 

Safe 

Narpura 

0808000401164500 

0.22 

0.01 

356.20 

0.01 

- 

0.01 

0.01 

0.08 

- 

- 

(0.0033) 

(0.0040) 

- 

(0.007) 

(0.007) 

(0.000) 

(0.000) 

(0.000) 

0.027 

(16,778.34) 

Safe 



0.15 

0.20 

(79.44) 

0.16 

0.02 

0.17 

0.05 

0.57 

- 

0.0200 

(0.0229) 

(0.0276) 

0.009 

(0.022) 

(0.022) 

0.150 

0.008 

0.143 

0.151 

105.84 

Over Exploited 

Nibhi 

0808000401167000 

0.15 

0.00 

12,501.87 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Odi 

0808000401159800 

0.22 

0.00 

- 

0.00 

0.01 

0.01 

0.01 

0.09 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.035 

0.003 

0.031 

0.093 

299.58 

Over Exploited 

Odi Ka Pura 

0808000401159900 

0.22 

0.19 

(42.80) 

0.15 

0.02 

0.17 

0.06 

0.66 

- 

0.0600 

- 

- 

0.000 

0.061 

0.061 

0.234 

0.012 

0.223 

0.577 

259.35 

Over Exploited 

Ondela 

0808000401163600 

0.22 

0.10 

(78.27) 

0.08 

0.00 

0.08 

0.06 

0.67 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.093 

0.005 

0.089 

0.074 

83.70 

Semi Critical 

Pachgaon 

0808000401163900 

0.22 

0.09 

33.62 

0.10 

0.02 

0.13 

0.02 

0.23 

- 

0.0200 

- 

- 

0.016 

0.036 

0.036 

0.161 

0.008 

0.153 

0.156 

102.19 

Over Exploited 



0.22 

0.03 

146.95 

0.04 

- 

0.04 

0.01 

0.13 

- 

0.0100 

(0.0087) 

(0.0083) 

- 

(0.007) 

(0.007) 

0.029 

0.001 

0.028 

0.094 

338.79 

Over Exploited 



0.15 

0.11 

(59.56) 

0.09 

0.01 

0.10 

0.03 

0.31 

- 

0.0200 

(0.0199) 

(0.0192) 

- 

(0.019) 

(0.019) 

0.078 

0.004 

0.074 

0.163 

221.01 

Over Exploited 

Poothpura 

0808000401165400 

0.22 

0.01 

282.05 

0.01 

- 

0.01 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.001 

0.010 

0.003 

30.04 

Safe 



0.15 

0.00 

315.90 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Pura Maphal 

0808000301149400 

0.22 

0.11 

(15.47) 

0.10 

- 

0.10 

0.05 

0.63 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.106 

0.005 

0.100 

0.070 

70.14 

Semi Critical 

Puraini 

0808000301149100 

0.22 

0.04 

243.22 

0.04 

- 

0.04 

0.02 

0.25 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.052 

0.003 

0.049 

0.281 

567.29 

Over Exploited 

Purani Chawni 

0808000408900005 

0.15 

0.02 

70.55 

0.02 

0.01 

0.03 

0.01 

0.16 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.060 

0.003 

0.057 

0.147 

259.36 

Over Exploited 



0.15 

0.15 

(43.65) 

0.12 

0.03 

0.15 

0.04 

0.50 

- 

0.0900 

(0.0201) 

(0.0242) 

0.001 

0.047 

0.047 

0.195 

0.010 

0.185 

0.481 

259.48 

Over Exploited 

Rajora 

0808000401166100 

0.15 

0.03 

(26.02) 

0.02 

- 

0.02 

0.02 

0.29 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.034 

0.002 

0.033 

0.054 

166.04 

Over Exploited 



0.15 

0.03 

(29.67) 

0.03 

- 

0.03 

0.02 

0.30 

- 

0.0100 

(0.0072) 

(0.0086) 

- 

(0.006) 

(0.006) 

0.020 

0.001 

0.019 

0.054 

282.00 

Over Exploited 

Ramnagar 

0808000401166200 

0.15 

0.04 

13.14 

0.05 

- 

0.05 

0.03 

0.34 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.056 

0.003 

0.053 

0.076 

143.35 

Over Exploited 

Ratanpura 

0808000301148200 

0.22 

0.02 

447.91 

0.02 

- 

0.02 

0.02 

0.23 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.033 

0.002 

0.032 

0.384 

1,213.34 

Over Exploited 

Rupaspur 

0808000401163800 

0.22 

0.10 

(51.42) 

0.08 

0.01 

0.10 

0.06 

0.67 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.120 

0.006 

0.114 

0.229 

200.34 

Over Exploited 

Sanda 

0808000401163200 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.020 

5,023.41 

Over Exploited 

Sandra 

0808000401166300 

0.15 

0.01 

190.51 

0.01 

- 

0.01 

0.01 

0.16 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.024 

0.001 

0.022 

0.034 

150.49 

Over Exploited 



0.15 

0.05 

31.06 

0.06 

- 

0.06 

0.03 

0.35 

- 

0.0100 

(0.0085) 

(0.0082) 

- 

(0.007) 

(0.007) 

0.057 

0.003 

0.055 

0.077 

141.95 

Over Exploited 

Sarani 

0808000401165800 

0.22 

0.00 

7,117.10 

0.00 

- 

0.00 

0.00 

0.02 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.010 

0.001 

0.010 

0.028 

292.76 

Over Exploited 



0.15 

0.03 

64.06 

0.04 

0.01 

0.05 

0.03 

0.36 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.086 

0.004 

0.081 

0.235 

288.63 

Over Exploited 



0.15 

0.01 

139.70 

0.01 

0.01 

0.02 

0.02 

0.23 

- 

0.0300 

(0.0036) 

(0.0043) 

- 

0.022 

0.022 

0.047 

0.002 

0.045 

0.153 

341.63 

Over Exploited 

Sarkan Khera 

0808000401159700 

0.22 

0.02 

- 

0.02 

0.01 

0.03 

0.02 

0.19 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.060 

0.006 

0.054 

0.144 

264.94 

Over Exploited 

Shahpur 

0808000401165500 

0.22 

0.00 

2,998.67 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.012 

17,402.03 

Over Exploited 



0.15 

0.04 

37.22 

0.04 

0.02 

0.06 

0.04 

0.50 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.113 

0.006 

0.108 

0.271 

251.45 

Over Exploited 



0.15 

0.00 

933.48 

0.00 

- 

0.00 

0.01 

0.08 

- 

0.0100 

(0.0008) 

(0.0009) 

- 

0.008 

0.008 

0.009 

0.000 

0.009 

0.039 

433.52 

Over Exploited 

Surajpura 

0808000401164700 

0.15 

0.01 

34.37 

0.01 

0.00 

0.01 

0.01 

0.13 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.021 

0.001 

0.019 

0.033 

169.64 

Over Exploited 



0.15 

0.11 

(96.48) 

0.09 

0.04 

0.13 

0.04 

0.50 

- 

0.0200 

(0.0152) 

(0.0183) 

0.050 

0.037 

0.037 

0.171 

0.009 

0.163 

0.130 

80.12 

Semi Critical 

Tal Ondela 

0808000401163700 

0.22 

0.18 

- 

0.18 

0.01 

0.19 

0.06 

0.67 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.221 

0.022 

0.199 

0.152 

76.11 

Semi Critical 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Umrara 

0808000301149600 

0.22 

0.36 

(5.91) 

0.34 

0.03 

0.37 

0.06 

0.64 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.455 

0.023 

0.432 

0.787 

181.91 

Over Exploited 



0.22 

0.00 

6,877.50 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

(0.0001) 

(0.0002) 

- 

(0.000) 

(0.000) 

(0.000) 

(0.000) 

(0.000) 

0.000 

- 

Safe 

Afzalpur 

0808000201129500 

0.22 

0.30 

- 

0.30 

0.04 

0.34 

0.03 

0.40 

- 

0.1100 

- 

- 

0.002 

0.112 

0.112 

0.449 

0.045 

0.404 

0.996 

246.53 

Over Exploited 

Ajeetpur 

0808000201125600 

0.22 

0.27 

(37.18) 

0.22 

0.02 

0.24 

0.05 

0.64 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.287 

0.014 

0.272 

0.455 

167.21 

Over Exploited 

Aligarh 

0808000201128400 

0.22 

0.00 

752.24 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.012 

1,911.49 

Over Exploited 



0.22 

0.25 

(42.60) 

0.20 

0.01 

0.21 

0.04 

0.44 

- 

0.0200 

0.0406 

0.0391 

- 

0.100 

0.100 

0.307 

0.015 

0.291 

0.209 

71.74 

Semi Critical 

Ambar Khan Ka Nagla 

0808000201125200 

0.22 

0.11 

26.67 

0.13 

0.01 

0.14 

0.04 

0.51 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.173 

0.009 

0.164 

0.299 

182.45 

Over Exploited 

Ari 

0808000301139600 

0.22 

0.05 

196.13 

0.06 

0.01 

0.07 

0.02 

0.26 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.098 

0.005 

0.093 

0.300 

322.54 

Over Exploited 



0.22 

0.00 

28,589.95 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Badhau Ka Nagla 

0808000201125500 

0.22 

0.25 

(64.22) 

0.20 

- 

0.20 

0.05 

0.64 

- 

- 

- 

- 

- 

- 

- 

0.202 

0.010 

0.192 

0.008 

4.02 

Safe 

Badraitha 

0808000201124900 

0.22 

0.52 

(67.95) 

0.42 

0.03 

0.45 

0.05 

0.64 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.527 

0.026 

0.501 

0.746 

148.89 

Over Exploited 

Bainpura Khalsa 

0808000201124200 

0.22 

0.02 

100.68 

0.03 

- 

0.03 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.037 

0.002 

0.035 

0.093 

262.21 

Over Exploited 

Barapura 

0808000201123800 

0.22 

0.00 

331.57 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.011 

1,768.37 

Over Exploited 



0.22 

0.05 

4.36 

0.06 

0.01 

0.07 

0.05 

0.51 

- 

0.0200 

0.0077 

0.0074 

0.001 

0.036 

0.036 

0.103 

0.005 

0.098 

0.175 

178.96 

Over Exploited 

Bari (M) 

0808000240801000 

0.22 

0.00 

6,356.39 

0.00 

- 

0.00 

0.00 

0.02 

- 

0.0100 

0.0072 

0.0070 

- 

0.024 

0.024 

0.027 

0.001 

0.025 

0.189 

746.80 

Over Exploited 



0.12 

0.01 

2,179.87 

0.01 

- 

0.01 

0.00 

0.05 

- 

0.0100 

0.0197 

0.0190 

- 

0.049 

0.049 

0.058 

0.003 

0.055 

0.462 

834.47 

Over Exploited 

Bidarpur 

0808000201128600 

0.22 

0.23 

- 

0.23 

0.00 

0.23 

0.03 

0.37 

- 

0.0100 

0.0369 

0.0445 

0.001 

0.092 

0.092 

0.326 

0.033 

0.294 

0.084 

28.74 

Safe 



0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0004 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Buddha Ka Pura 

0808000201125000 

0.22 

0.11 

- 

0.11 

- 

0.11 

0.05 

0.64 

- 

- 

- 

- 

- 

- 

- 

0.109 

0.011 

0.098 

0.003 

3.38 

Safe 

Chhota Sonha 

0808000201127600 

0.22 

0.19 

- 

0.19 

0.01 

0.20 

0.05 

0.64 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.236 

0.024 

0.213 

0.330 

154.92 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Dadur 

080800020112830C 

2.509 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.156 

0.30 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.08 

0.16 

0.005 

0.29 

0.27 






Ramsagar 

Command 

Older Alluvium 

0.273 

0.30 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.001 

0.07 

0.06 


Dhanna Ka Pura 

080800030113890C 

1.092 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.597 

0.57 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.12 

0.006 

0.32 

0.35 


Dhaunspur 

0808000201129300 

2.144 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.422 

-0.47 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.002 

0.11 

0.11 


Dhurwas 

0808000201125400 

2.863 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.892 

0.33 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.13 

0.11 

0.38 

0.004 

0.18 

0.20 


Dhwajpura 

0808000201130000 

1.190 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.099 

0.13 

0.120 

0.11 

0.02 

0.00 

0.00 

0.00 

0.11 

0.10 

0.45 

0.004 

0.53 

0.56 


Garhi 

0808000201123500 

0.729 

Fresh 

Ramsagar 

Command 

Older Alluvium 

0.635 

0.38 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.09 

0.10 

0.29 

0.003 

0.57 

0.51 


Garhi Khirana 

0808000201123400 

2.564 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.001 

0.28 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Ramsagar 

Command 

Older Alluvium 

2.563 

0.28 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.17 

0.18 

0.35 

0.010 

0.66 

0.59 


Garhi Sukkha 

0808000201127300 

3.578 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.578 

0.31 

0.120 

0.11 

0.02 

0.00 

0.00 

0.00 

0.22 

0.21 

0.42 

0.014 

0.58 

0.62 


Ghaisua 

0808000201128200 

0.925 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.573 

0.19 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.04 

0.05 

0.17 

0.002 

0.38 

0.36 






Ramsagar 

Command 

Older Alluvium 

0.352 

0.19 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.10 

0.001 

0.23 

0.22 


Gujarra Kalan Khurd 

0808000201129700 

2.648 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.915 

-0.49 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.004 

0.20 

0.20 


Hajipur 

0808000301139300 

6.339 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.096 

0.78 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 


Iqbalpur 

0808000201128000 

0.571 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.544 

0.19 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.12 

0.002 

0.59 

0.55 






Ramsagar 

Command 

Older Alluvium 

0.027 

0.19 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.03 

0.03 


Jamalpur 

0808000201131000 

1.203 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.48 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Ramsagar 

Command 

Older Alluvium 

0.000 

0.48 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Japawali 

0808000201129900 

1.667 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.667 

0.42 

0.120 

0.12 

0.03 

0.00 

0.00 

0.00 

0.17 

0.16 

0.48 

0.007 

0.57 

0.61 


Jarari Ghaisua 

0808000201128100 

2.156 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.835 

0.18 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.09 

0.003 

0.23 

0.22 






Ramsagar 

Command 

Older Alluvium 

0.594 

0.18 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.07 

0.002 

0.17 

0.16 


Kachhpura 

0808000201124100 

0.827 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.827 

0.08 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.08 

0.08 

0.30 

0.003 

0.61 

0.58 


Kanchanpur 

0808000201127800 

4.973 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.530 

-0.35 

0.120 

0.15 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.59 

0.018 

0.54 

0.52 


Kankoli 

0808000301139000 

5.153 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.074 

0.50 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Kanspura 

0808000201124400 

1.370 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.309 

0.09 

0.120 

0.10 

0.02 

0.00 

0.00 

0.00 

0.09 

0.10 

0.40 

0.005 

0.57 

0.55 


Khera 

0808000201125700 

1.707 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.707 

0.40 

0.120 

0.16 

0.02 

0.00 

0.00 

0.00 

0.22 

0.20 

0.62 

0.007 

0.58 

0.64 


Kherli 

0808000201125100 

5.590 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.832 

0.68 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.18 

0.17 

0.14 

0.007 

0.19 

0.21 


Kolua 

0808000201126200 

2.693 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.080 

0.86 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.02 

0.02 


Kuhawani 

0808000201123200 

4.598 

Fresh 

Ramsagar 

Command 

Older Alluvium 

2.787 

0.04 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.11 

0.011 

0.40 

0.36 







Command 

Bhander Sandstone 

0.074 

0.04 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Kurenda 

0808000201127500 

3.784 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.784 

-0.08 

0.120 

0.19 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.73 

0.015 

0.59 

0.61 


Kurri Ka Pura 

0808000201129600 

2.708 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.026 

0.03 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Lahakpur 

0808000201129800 

2.813 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.813 

0.46 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.24 

0.23 

0.37 

0.011 

0.58 

0.61 


Laloni 

0808000201127400 

2.747 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.747 

0.28 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.14 

0.13 

0.23 

0.011 

0.59 

0.63 


Lalonihar 

0808000201126700 

2.623 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.115 

0.42 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.000 

0.02 

0.03 


Lohare Ka Pura 

0808000201126800 

3.105 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.889 

0.41 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.17 

0.15 

0.14 

0.011 

0.54 

0.60 


Maharajpur 

0808000201122700 

2.782 

Fresh 

Ramsagar 

Command 

Bhander Sandstone 

0.211 

0.98 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.05 

0.05 


Mahua Khera 

0808000201127100 

2.378 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.378 

0.06 

0.120 

0.17 

0.02 

0.00 

0.00 

0.00 

0.17 

0.16 

0.67 

0.009 

0.58 

0.60 


Majhauwa 

0808000201125800 

1.328 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.220 

0.48 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.15 

0.14 

0.35 

0.005 

0.54 

0.59 


Marh Norha 

0808000201124700 

1.853 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.605 

-0.02 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.006 

0.51 

0.51 


Marha Goojar 

0808000201124300 

2.847 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.029 

0.11 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Marholi 

0808000201130200 

3.599 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.468 

0.43 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.07 

0.002 

0.07 

0.08 


Nagla Beedhora 

0808000201125300 

6.341 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.246 

0.90 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.41 

0.38 

0.27 

0.013 

0.30 

0.33 


Nagla Dulhekhan 

0808000201127000 

3.600 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.493 

0.43 

0.120 

0.16 

0.02 

0.00 

0.00 

0.00 

0.32 

0.29 

0.63 

0.014 

0.56 

0.61 


Neem Khera 

0808000201126100 

3.582 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.736 

0.69 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.11 

0.003 

0.12 

0.14 


Nidhara 

0808000201123100 

4.783 

Fresh 

Ramsagar 

Command 

Older Alluvium 

0.188 

-0.04 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.03 

0.02 







Command 

Bhander Sandstone 

1.269 

-0.04 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.005 

0.18 

0.16 


Norha 

0808000201124800 

4.169 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.620 

0.03 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.06 

0.006 

0.23 

0.24 


Nunhera 

0808000301139500 

3.617 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.151 

0.75 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.24 

0.22 

0.23 

0.020 

0.35 

0.39 


Panjoopura 

0808000201127200 

2.970 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.970 

-0.44 

0.120 

0.15 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.60 

0.012 

0.58 

0.59 


Pavesura 

0808000201127900 

1.070 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.070 

-0.36 

0.120 

0.16 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.64 

0.004 

0.59 

0.58 


Pidawali 

0808000201126900 

4.074 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.231 

0.45 

0.120 

0.13 

0.02 

0.00 

0.00 

0.00 

0.29 

0.25 

0.51 

0.013 

0.46 

0.52 


Pura Sikroda 

0808000201126000 

1.236 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.236 

0.45 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.12 

0.005 

0.58 

0.64 


Puramdari 

0808000201124000 

2.086 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.351 

0.29 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.07 

0.001 

0.10 

0.10 


Rahal 

0808000201124500 

1.999 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.999 

-0.07 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.008 

0.60 

0.58 


Ranpur 

0808000201123300 

0.787 

Fresh 

Ramsagar 

Command 

Older Alluvium 

0.787 

0.17 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.08 

0.09 

0.29 

0.003 

0.66 

0.60 


Reti 

0808000201123900 

3.202 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.884 

0.32 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.10 

0.003 

0.17 

0.16 


Sarekhi 

0808000301138600 

2.498 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.804 

0.38 

0.120 

0.13 

0.02 

0.00 

0.00 

0.00 

0.19 

0.17 

0.49 

0.017 

0.42 

0.47 


Sigorai 

0808000201123600 

7.321 

Fresh 

Ramsagar 

Command 

Older Alluvium 

0.767 

0.55 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.05 

0.003 

0.07 

0.06 


Sikroda 

0808000201125900 

2.636 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.583 

0.53 

0.120 

0.15 

0.02 

0.00 

0.00 

0.00 

0.29 

0.26 

0.57 

0.010 

0.57 

0.63 


Sonha 

0808000201127700 

1.690 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.690 

-0.52 

0.120 

0.10 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.007 

0.58 

0.58 


Takeepur 

0808000201124600 

3.091 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.091 

-0.03 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.012 

0.59 

0.59 

05001018 

Angai 

0808000101110000 

5.754 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.754 

4.60 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.53 

0.53 

0.03 

0.021 

0.54 

0.54 


Badriya 

0808000101109500 

6.246 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.289 

2.02 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.22 

0.22 

0.21 

0.016 

0.37 

0.37 


Banora 

0808000101107700 

3.997 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.486 

0.23 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.005 

0.20 

0.17 






Parbati 

Command 

Bhander Sandstone 

1.791 

0.23 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.05 

0.006 

0.24 

0.21 


Bansrai 

0808000101108400 

10.142 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.354 

1.04 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.02 

0.02 


Baoripura 

0808000101108300 

1.585 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.574 

-0.55 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.006 

0.54 

0.51 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Dadur 

0808000201128300 

0.22 

0.07 

4.96 

0.08 

0.01 

0.09 

0.03 

0.32 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.108 

0.005 

0.103 

0.164 

159.12 

Over Exploited 



0.22 

0.00 

421.90 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

0.0040 

0.0038 

- 

0.008 

0.008 

0.013 

0.001 

0.012 

0.033 

272.70 

Over Exploited 

Dhanna Ka Pura 

0808000301138900 

0.22 

0.04 

52.86 

0.05 

- 

0.05 

0.03 

0.35 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.060 

0.003 

0.057 

0.125 

216.79 

Over Exploited 

Dhaunspur 

0808000201129300 

0.22 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.010 

0.034 

352.87 

Over Exploited 

Dhurwas 

0808000201125400 

0.22 

0.04 

215.23 

0.04 

0.01 

0.05 

0.02 

0.20 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.093 

0.005 

0.089 

0.386 

435.56 

Over Exploited 

Dhwajpura 

0808000201130000 

0.22 

0.13 

(21.67) 

0.10 

0.02 

0.12 

0.05 

0.57 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.172 

0.009 

0.164 

0.454 

277.83 

Over Exploited 

Garhi 

0808000201123500 

0.22 

0.08 

24.10 

0.10 

0.01 

0.11 

0.06 

0.63 

- 

0.0300 

0.0093 

0.0089 

- 

0.048 

0.048 

0.154 

0.008 

0.146 

0.291 

198.91 

Over Exploited 

Garhi Khirana 

0808000201123400 

0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.37 

(50.23) 

0.30 

0.01 

0.31 

0.07 

0.72 

- 

0.0400 

0.0375 

0.0361 

0.001 

0.114 

0.114 

0.422 

0.021 

0.401 

0.363 

90.61 

Critical 

Garhi Sukkha 

0808000201127300 

0.22 

0.46 

(54.41) 

0.37 

0.02 

0.39 

0.05 

0.64 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.437 

0.022 

0.415 

0.432 

104.10 

Over Exploited 

Ghaisua 

0808000201128200 

0.22 

0.05 

(4.77) 

0.05 

0.01 

0.06 

0.04 

0.42 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.076 

0.004 

0.072 

0.167 

232.52 

Over Exploited 



0.22 

0.02 

64.73 

0.02 

- 

0.02 

0.02 

0.26 

- 

0.0100 

0.0051 

0.0050 

- 

0.020 

0.020 

0.042 

0.002 

0.040 

0.098 

247.71 

Over Exploited 

Gujarra Kalan Khurd 

0808000201129700 

0.22 

0.04 

- 

0.04 

0.01 

0.05 

0.02 

0.22 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.072 

0.007 

0.065 

0.141 

217.47 

Over Exploited 

Hajipur 

0808000301139300 

0.22 

0.00 

4,236.04 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Iqbalpur 

0808000201128000 

0.22 

0.07 

(35.19) 

0.06 

- 

0.06 

0.06 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.066 

0.003 

0.063 

0.124 

197.13 

Over Exploited 



0.22 

0.00 

249.09 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0004 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.011 

1,161.78 

Over Exploited 

Jamalpur 

0808000201131000 

0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Japawali 

0808000201129900 

0.22 

0.21 

(21.70) 

0.17 

0.03 

0.20 

0.05 

0.62 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.288 

0.014 

0.274 

0.486 

177.25 

Over Exploited 

Jarari Ghaisua 

0808000201128100 

0.22 

0.04 

(7.37) 

0.04 

0.00 

0.04 

0.02 

0.26 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.050 

0.003 

0.048 

0.093 

194.83 

Over Exploited 



0.22 

0.02 

59.35 

0.03 

- 

0.03 

0.02 

0.18 

- 

0.0100 

0.0087 

0.0084 

- 

0.027 

0.027 

0.053 

0.003 

0.051 

0.070 

139.09 

Over Exploited 

Kachhpura 

0808000201124100 

0.22 

0.11 

(25.20) 

0.09 

0.01 

0.10 

0.06 

0.67 

- 

0.0300 

- 

- 

0.000 

0.030 

0.030 

0.129 

0.006 

0.122 

0.305 

249.74 

Over Exploited 

Kanchanpur 

0808000201127800 

0.22 

0.54 

- 

0.54 

0.02 

0.56 

0.05 

0.59 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.625 

0.063 

0.563 

0.612 

108.75 

Over Exploited 

Kankoli 

0808000301139000 

0.22 

0.00 

2,877.97 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Kanspura 

0808000201124400 

0.22 

0.16 

(40.81) 

0.13 

0.02 

0.15 

0.05 

0.63 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.202 

0.010 

0.192 

0.409 

213.30 

Over Exploited 

Khera 

0808000201125700 

0.22 

0.22 

(6.70) 

0.20 

0.02 

0.22 

0.05 

0.64 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.294 

0.015 

0.280 

0.630 

225.23 

Over Exploited 

Kherli 

0808000201125100 

0.22 

0.08 

114.34 

0.09 

0.01 

0.10 

0.02 

0.21 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.123 

0.006 

0.117 

0.144 

123.37 

Over Exploited 

Kolua 

0808000201126200 

0.22 

0.00 

2,184.05 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

3,285.51 

Over Exploited 

Kuhawani 

0808000201123200 

0.22 

0.25 

(81.06) 

0.20 

- 

0.20 

0.04 

0.45 

- 

0.0100 

0.0408 

0.0393 

- 

0.090 

0.090 

0.288 

0.014 

0.274 

0.116 

42.32 

Safe 



0.12 

0.00 

5.25 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0011 

0.0010 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.000 

13.92 

Safe 

Kurenda 

0808000201127500 

0.22 

0.49 

- 

0.49 

0.03 

0.52 

0.05 

0.64 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.598 

0.060 

0.539 

0.742 

137.75 

Over Exploited 

Kurri Ka Pura 

0808000201129600 

0.22 

0.00 

210.84 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Lahakpur 

0808000201129800 

0.22 

0.36 

(35.44) 

0.29 

0.01 

0.30 

0.05 

0.63 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.337 

0.017 

0.320 

0.382 

119.47 

Over Exploited 

Laloni 

0808000201127400 

0.22 

0.35 

(62.78) 

0.28 

0.01 

0.29 

0.05 

0.64 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.323 

0.016 

0.307 

0.245 

79.76 

Semi Critical 

Lalonihar 

0808000201126700 

0.22 

0.00 

2,099.71 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.025 

3,584.69 

Over Exploited 

Lohare Ka Pura 

0808000201126800 

0.22 

0.34 

(55.15) 

0.27 

0.01 

0.28 

0.05 

0.58 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.304 

0.015 

0.289 

0.151 

52.46 

Safe 

Maharajpur 

0808000201122700 

0.12 

0.00 

259.42 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

0.0025 

0.0030 

- 

0.005 

0.005 

0.007 

0.000 

0.007 

0.019 

285.77 

Over Exploited 

Mahua Khera 

0808000201127100 

0.22 

0.30 

(47.08) 

0.24 

0.02 

0.26 

0.05 

0.63 

- 

0.0700 

- 

- 

0.000 

0.070 

0.070 

0.332 

0.017 

0.316 

0.675 

213.91 

Over Exploited 

Majhauwa 

0808000201125800 

0.22 

0.14 

(5.43) 

0.14 

0.01 

0.15 

0.05 

0.59 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.186 

0.009 

0.177 

0.350 

197.54 

Over Exploited 

Marh Norha 

0808000201124700 

0.22 

0.18 

- 

0.18 

0.01 

0.19 

0.05 

0.56 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.210 

0.021 

0.189 

0.160 

84.64 

Semi Critical 

Marha Goojar 

0808000201124300 

0.22 

0.00 

921.29 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Marholi 

0808000201130200 

0.22 

0.01 

441.39 

0.01 

- 

0.01 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.019 

0.001 

0.018 

0.070 

387.42 

Over Exploited 

Nagla Beedhora 

0808000201125300 

0.22 

0.21 

74.75 

0.26 

0.01 

0.27 

0.03 

0.33 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.298 

0.015 

0.283 

0.287 

101.31 

Over Exploited 

Nagla Dulhekhan 

0808000201127000 

0.22 

0.43 

(31.55) 

0.34 

0.02 

0.36 

0.05 

0.61 

- 

0.0700 

- 

- 

0.000 

0.070 

0.070 

0.433 

0.022 

0.411 

0.647 

157.22 

Over Exploited 

Neem Khera 

0808000201126100 

0.22 

0.02 

310.25 

0.02 

- 

0.02 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.033 

0.002 

0.031 

0.114 

361.81 

Over Exploited 

Nidhara 

0808000201123100 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

0.0027 

0.0026 

- 

0.005 

0.005 

0.006 

0.001 

0.006 

0.012 

201.10 

Over Exploited 



0.12 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.20 

- 

0.0100 

0.0186 

0.0179 

- 

0.046 

0.046 

0.073 

0.007 

0.066 

0.080 

121.04 

Over Exploited 

Norha 

0808000201124800 

0.22 

0.08 

(68.86) 

0.06 

- 

0.06 

0.02 

0.25 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.075 

0.004 

0.071 

0.063 

89.27 

Semi Critical 

Nunhera 

0808000301139500 

0.22 

0.16 

31.72 

0.20 

0.01 

0.21 

0.03 

0.38 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.237 

0.012 

0.225 

0.252 

112.04 

Over Exploited 

Panjoopura 

0808000201127200 

0.22 

0.38 

- 

0.38 

0.02 

0.40 

0.05 

0.63 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.469 

0.047 

0.422 

0.613 

145.13 

Over Exploited 

Pavesura 

0808000201127900 

0.22 

0.14 

- 

0.14 

0.02 

0.16 

0.05 

0.64 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.229 

0.023 

0.206 

0.645 

313.07 

Over Exploited 

Pidawali 

0808000201126900 

0.22 

0.32 

(22.31) 

0.26 

0.02 

0.28 

0.04 

0.50 

- 

0.0600 

- 

- 

0.000 

0.061 

0.061 

0.341 

0.017 

0.324 

0.524 

161.80 

Over Exploited 

Pura Sikroda 

0808000201126000 

0.22 

0.16 

(45.07) 

0.13 

- 

0.13 

0.05 

0.63 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.136 

0.007 

0.129 

0.120 

92.59 

Critical 

Puramdari 

0808000201124000 

0.22 

0.01 

332.52 

0.01 

- 

0.01 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.019 

0.001 

0.019 

0.069 

374.76 

Over Exploited 

Rahal 

0808000201124500 

0.22 

0.26 

- 

0.26 

0.01 

0.27 

0.06 

0.65 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.303 

0.030 

0.273 

0.242 

88.63 

Semi Critical 

Ranpur 

0808000201123300 

0.22 

0.11 

(25.98) 

0.09 

0.01 

0.10 

0.07 

0.73 

- 

0.0300 

0.0092 

0.0111 

- 

0.050 

0.050 

0.152 

0.008 

0.145 

0.288 

199.29 

Over Exploited 

Reti 

0808000201123900 

0.22 

0.03 

107.67 

0.04 

- 

0.04 

0.02 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.050 

0.002 

0.047 

0.103 

217.91 

Over Exploited 

Sarekhi 

0808000301138600 

0.22 

0.17 

3.78 

0.17 

0.02 

0.19 

0.04 

0.46 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.245 

0.012 

0.232 

0.504 

216.81 

Over Exploited 

Sigorai 

0808000201123600 

0.22 

0.01 

497.34 

0.01 

- 

0.01 

0.01 

0.07 

- 

0.0100 

0.0135 

0.0162 

- 

0.040 

0.040 

0.053 

0.003 

0.051 

0.049 

96.96 

Critical 

Sikroda 

0808000201125900 

0.22 

0.32 

(18.60) 

0.26 

0.02 

0.28 

0.05 

0.62 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.344 

0.017 

0.327 

0.579 

177.23 

Over Exploited 

Sonha 

0808000201127700 

0.22 

0.22 

- 

0.22 

0.02 

0.24 

0.05 

0.64 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.288 

0.029 

0.260 

0.410 

157.83 

Over Exploited 

Takeepur 

0808000201124600 

0.22 

0.40 

- 

0.40 

0.01 

0.41 

0.06 

0.65 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.453 

0.045 

0.408 

0.340 

83.46 

Semi Critical 

Angai 

0808000101110000 

0.12 

0.37 

41.97 

0.45 

0.01 

0.46 

0.05 

0.59 

- 

0.0100 

- 

- 

0.015 

0.025 

0.025 

0.483 

0.024 

0.458 

0.052 

11.32 

Safe 

Badriya 

0808000101109500 

0.12 

0.19 

15.25 

0.22 

0.01 

0.23 

0.03 

0.41 

- 

0.0400 

- 

- 

0.005 

0.045 

0.045 

0.278 

0.014 

0.264 

0.221 

83.52 

Semi Critical 

Banora 

0808000101107700 

0.12 

0.04 

(46.39) 

0.03 

- 

0.03 

0.02 

0.22 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.038 

0.002 

0.036 

0.057 

157.53 

Over Exploited 



0.12 

0.05 

(37.79) 

0.04 

- 

0.04 

0.02 

0.26 

- 

0.0100 

0.0226 

0.0218 

- 

0.054 

0.054 

0.096 

0.005 

0.091 

0.058 

64.44 

Safe 

Bansrai 

0808000101108400 

0.12 

0.00 

832.36 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.017 

1,884.68 

Over Exploited 

Baoripura 

0808000101108300 

0.12 

0.10 

- 

0.10 

0.01 

0.11 

0.05 

0.59 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.142 

0.014 

0.128 

0.185 

144.53 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Barai 

080800010110680C 

2.628 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.396 

1.13 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.03 

0.03 

0.10 

0.001 

0.08 

0.07 






Parbati 

Command 

Bhander Sandstone 

1.294 

1.13 

0.020 

0.08 

0.02 

0.00 

0.00 

0.00 

0.09 

0.10 

0.32 

0.005 

0.26 

0.22 


Bhawanpura 

0808000101110300 

3.863 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.123 

3.89 

0.020 

0.00 

0.00 

0.00 

0.00 

0.02 

0.23 

0.22 

0.00 

0.011 

0.44 

0.44 


Chila Chaund 

0808000201121500 

7.242 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.827 

4.42 

0.020 

0.12 

0.02 

0.00 

0.00 

0.00 

0.61 

0.62 

0.45 

0.023 

0.44 

0.44 


Chilakhur 

0808000101109700 

4.699 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.699 

3.73 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.38 

0.38 

0.11 

0.017 

0.54 

0.54 


Davopura 

0808000101105800 

3.145 

Fresh 

Parbati 

Command 

Older Alluvium 

0.004 

0.60 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dhannu Ka Pura 

0808000201119800 

0.637 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.637 

0.47 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.03 

0.03 

0.14 

0.003 

0.59 

0.54 


Dhaur 

0808000101108100 

11.385 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.489 

0.13 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.002 

0.02 

0.02 


Dheemiri 

0808000201120200 

8.004 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

8.003 

0.43 

0.020 

0.05 

0.01 

0.00 

0.00 

0.01 

0.10 

0.11 

0.17 

0.032 

0.57 

0.51 


Gadarpura 

0808000201121100 

3.732 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.360 

1.60 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.03 

0.005 

0.22 

0.21 


Gumanpura 

0808000101109200 

2.880 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.875 

0.15 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.04 

0.04 

0.16 

0.010 

0.54 

0.53 


Halle Ka Pura 

0808000201121400 

3.611 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.611 

3.01 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.22 

0.00 

0.014 

0.56 

0.55 


Harjoopura 

0808000101107600 

5.063 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.777 

0.64 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.03 

0.03 

0.10 

0.003 

0.08 

0.07 






Parbati 

Command 

Bhander Sandstone 

0.649 

0.64 

0.020 

0.02 

0.01 

0.00 

0.00 

0.00 

0.02 

0.02 

0.08 

0.002 

0.07 

0.06 


Jatpura 

0808000101105000 

3.221 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.568 

0.49 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.17 

0.19 

0.35 

0.006 

0.27 

0.24 






Parbati 

Command 

Older Alluvium 

0.649 

0.49 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.08 

0.16 

0.002 

0.11 

0.10 


Jhinna 

0808000101110100 

2.453 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.260 

3.89 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.19 

0.03 

0.008 

0.50 

0.50 


Jindapura 

0808000101109600 

0.972 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.971 

4.58 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.12 

0.13 

0.004 

0.54 

0.54 


Kachhpura 

0808000101112900 

3.672 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.032 

5.77 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kankor 

0808000101107900 

2.180 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.545 

-0.12 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.006 

0.38 

0.35 






Parbati 

Command 

Bhander Sandstone 

0.411 

-0.12 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.001 

0.10 

0.09 


Kankret 

0808000101110500 

4.698 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.452 

2.54 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.08 

0.005 

0.17 

0.17 


Khairari 

0808000201120500 

3.258 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.757 

0.83 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.11 

0.08 

0.003 

0.13 

0.12 







Non-command 

Bhander Sandstone 

0.178 

0.83 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.03 

0.03 


Khanpura 

0808000101108200 

4.169 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.493 

0.42 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.07 

0.08 

0.23 

0.013 

0.46 

0.44 


Kharagpura 

0808000101108000 

4.837 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.833 

-0.41 

0.020 

0.08 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.018 

0.55 

0.51 






Parbati 

Command 

Bhander Sandstone 

0.002 

-0.41 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khauri Ibrahimpur 

0808000201120400 

5.666 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.434 

0.87 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.05 

0.006 

0.15 

0.13 


Khokhala 

0808000101110200 

1.883 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.293 

4.71 

0.020 

0.02 

0.00 

0.00 

0.00 

0.02 

0.12 

0.12 

0.06 

0.005 

0.37 

0.37 


Khoole Ka Pura 

0808000201119900 

5.018 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

5.018 

0.75 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.11 

0.09 

0.020 

0.56 

0.53 


Matiyawas 

0808000101109400 

2.111 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.111 

3.21 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.17 

0.17 

0.11 

0.008 

0.54 

0.54 


Mohari 

0808000101106700 

2.318 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.434 

1.27 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.03 

0.04 

0.12 

0.002 

0.10 

0.08 






Parbati 

Command 

Bhander Sandstone 

1.296 

1.27 

0.020 

0.08 

0.02 

0.00 

0.00 

0.00 

0.09 

0.11 

0.32 

0.005 

0.29 

0.25 


Na 

0808000108900001 

5.607 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.199 

3.53 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.02 


Nawaloo Ka Pura 

0808000101105300 

1.823 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.474 

0.37 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.11 

0.002 

0.15 

0.13 






Parbati 

Command 

Older Alluvium 

0.164 

0.37 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.001 

0.05 

0.05 


Noorpur 

0808000101109900 

0.928 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.928 

5.29 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.13 

0.13 

0.003 

0.54 

0.54 


Pipret 

0808000101110400 

1.595 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.595 

4.73 

0.020 

0.03 

0.00 

0.00 

0.00 

0.02 

0.16 

0.16 

0.09 

0.006 

0.54 

0.54 


Rahrai 

0808000101112700 

3.185 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.271 

2.52 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.13 

0.005 

0.22 

0.22 


Ramphal Ka Pura 

0808000101105400 

0.316 

Fresh 

Parbati 

Command 

Older Alluvium 

0.272 

0.50 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.07 

0.08 

0.23 

0.001 

0.45 

0.39 


Rampur 

0808000101106600 

5.396 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.197 

1.14 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.19 

0.22 

0.16 

0.004 

0.12 

0.10 







Non-command 

Bhander Sandstone 

0.394 

1.14 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.001 

0.04 

0.03 






Parbati 

Command 

Older Alluvium 

1.820 

1.14 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.30 

0.35 

0.23 

0.007 

0.18 

0.15 







Command 

Bhander Sandstone 

0.948 

1.14 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.07 

0.003 

0.09 

0.08 


Ranpura 

0808000201121300 

2.925 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.925 

3.99 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.23 

0.00 

0.012 

0.54 

0.54 


Reechhai 

0808000201121200 

1.618 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.448 

3.02 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.12 

0.14 

0.006 

0.50 

0.49 


Salempur Pati 

0808000101109800 

0.672 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.672 

5.10 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.09 

0.002 

0.54 

0.54 


Salempur Rawatpati 

0808000101105500 

6.358 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.942 

0.69 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.20 

0.23 

0.19 

0.007 

0.16 

0.14 






Parbati 

Command 

Older Alluvium 

2.401 

0.69 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.24 

0.28 

0.19 

0.009 

0.20 

0.17 


Sanaura 

0808000201121000 

9.157 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.669 

1.82 

0.020 

0.07 

0.01 

0.00 

0.00 

0.01 

0.22 

0.24 

0.25 

0.018 

0.32 

0.29 


Sikarra 

0808000201120000 

2.596 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.596 

2.89 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.18 

0.19 

0.14 

0.010 

0.56 

0.54 


Tajpur 

0808000101109300 

8.373 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

8.373 

0.96 

0.020 

0.08 

0.01 

0.00 

0.00 

0.01 

0.22 

0.23 

0.28 

0.030 

0.55 

0.53 


Tamoti 

0808000201120300 

6.348 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

6.303 

0.88 

0.020 

0.10 

0.02 

0.00 

0.00 

0.00 

0.19 

0.22 

0.35 

0.025 

0.54 

0.47 






Parbati 

Command 

Bhander Sandstone 

0.003 

0.88 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Tarwa 

0808000101112800 

9.754 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.264 

4.28 

0.020 

0.01 

0.00 

0.00 

0.00 

0.02 

0.35 

0.35 

0.00 

0.015 

0.24 

0.24 


Todpura 

0808000201120100 

3.231 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.231 

1.62 

0.020 

0.04 

0.01 

0.00 

0.00 

0.01 

0.13 

0.14 

0.14 

0.013 

0.58 

0.55 


Tontri 

0808000201123700 

7.787 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.552 

0.46 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.002 

0.04 

0.04 


Totpura 

0808000201120900 

10.330 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.778 

1.28 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.003 

0.05 

0.04 

05001019 

Adampur 

0808000201122300 

4.781 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.007 

1.01 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.09 

0.004 

0.14 

0.13 






Ramsagar 

Command 

Bhander Sandstone 

0.400 

1.01 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.002 

0.06 

0.05 


Bainpura Khalsa 

0808000201124200 

3.294 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.449 

0.26 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.04 

0.002 

0.08 

0.08 


Barapura 

0808000201123800 

0.732 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.34 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Ramsagar 

Command 

Older Alluvium 

0.152 

0.34 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.001 

0.13 

0.12 


Bari (M) 

0808000240801000 

17.812 

Fresh 

Ramsagar 

Command 

Bhander Sandstone 

0.653 

0.94 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.06 

0.173 

0.02 

0.02 


Bateshwar Kalan 

0808000201120600 

1.657 

Fresh 

Ramsagar 

Command 

Older Alluvium 

1.652 

0.59 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.16 

0.18 

0.18 

0.007 

0.64 

0.57 







Command 

Bhander Sandstone 

0.005 

0.59 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bateshwar Khurd 

0808000201120700 

1.924 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.016 

0.47 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 






Ramsagar 

Command 

Older Alluvium 

1.299 

0.47 

0.120 

0.03 

0.01 

0.00 

0.00 

0.00 

0.09 

0.10 

0.10 

0.005 

0.44 

0.39 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Barai 

080800010110680C 

0.12 

0.00 

809.46 

0.00 

0.01 

0.01 

0.01 

0.09 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.034 

0.002 

0.033 

0.102 

312.79 

Over Exploited 



0.12 

0.04 

161.63 

0.05 

0.02 

0.07 

0.03 

0.28 

- 

0.0600 

0.0196 

0.0236 

- 

0.103 

0.103 

0.171 

0.009 

0.162 

0.321 

197.37 

Over Exploited 

Bhawanpura 

0808000101110300 

0.12 

0.16 

37.61 

0.20 

0.02 

0.21 

0.04 

0.48 

- 

- 

- 

- 

0.027 

0.027 

0.027 

0.241 

0.012 

0.229 

0.011 

4.96 

Safe 

Chila Chaund 

0808000201121500 

0.12 

0.31 

99.57 

0.37 

0.02 

0.39 

0.04 

0.48 

- 

0.0800 

- 

- 

0.004 

0.084 

0.084 

0.479 

0.024 

0.455 

0.469 

103.07 

Over Exploited 

Chilakhur 

0808000101109700 

0.12 

0.31 

24.69 

0.37 

- 

0.37 

0.05 

0.59 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.388 

0.019 

0.368 

0.126 

34.22 

Safe 

Davopura 

0808000101105800 

0.22 

0.00 

48,596.49 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dhannu Ka Pura 

0808000201119800 

0.12 

0.04 

(22.42) 

0.04 

0.01 

0.05 

0.06 

0.64 

- 

0.0200 

- 

- 

0.006 

0.026 

0.026 

0.076 

0.004 

0.072 

0.140 

194.33 

Over Exploited 

Dhaur 

0808000101108100 

0.12 

0.00 

782.00 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.013 

0.001 

0.012 

0.036 

297.78 

Over Exploited 

Dheemiri 

0808000201120200 

0.12 

0.54 

(79.47) 

0.44 

0.02 

0.45 

0.06 

0.62 

- 

0.0300 

- 

- 

0.013 

0.044 

0.044 

0.498 

0.025 

0.473 

0.205 

43.22 

Safe 

Gadarpura 

0808000201121100 

0.12 

0.04 

49.83 

0.04 

0.00 

0.05 

0.02 

0.24 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.050 

0.003 

0.048 

0.037 

78.52 

Semi Critical 

Gumanpura 

0808000101109200 

0.12 

0.19 

(79.39) 

0.15 

0.01 

0.16 

0.05 

0.59 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.192 

0.010 

0.183 

0.173 

95.00 

Critical 

Halle Ka Pura 

0808000201121400 

0.12 

0.24 

(9.17) 

0.22 

0.00 

0.22 

0.05 

0.61 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.225 

0.011 

0.214 

0.014 

6.65 

Safe 

Harjoopura 

0808000101107600 

0.12 

0.01 

363.18 

0.01 

0.01 

0.02 

0.01 

0.09 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.039 

0.002 

0.037 

0.101 

272.01 

Over Exploited 



0.12 

0.01 

305.04 

0.01 

0.01 

0.02 

0.01 

0.07 

- 

0.0200 

0.0098 

0.0118 

- 

0.042 

0.042 

0.058 

0.003 

0.055 

0.085 

154.96 

Over Exploited 

Jatpura 

0808000101105000 

0.22 

0.09 

111.77 

0.11 

0.01 

0.12 

0.03 

0.29 

- 

0.0400 

- 

- 

0.000 

0.040 

0.040 

0.160 

0.008 

0.152 

0.360 

236.71 

Over Exploited 



0.22 

0.02 

388.26 

0.02 

0.01 

0.03 

0.01 

0.12 

- 

0.0200 

0.0082 

0.0079 

0.000 

0.036 

0.036 

0.065 

0.003 

0.062 

0.158 

254.73 

Over Exploited 

Jhinna 

0808000101110100 

0.12 

0.13 

37.72 

0.16 

- 

0.16 

0.05 

0.54 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.172 

0.009 

0.163 

0.039 

24.01 

Safe 

Jindapura 

0808000101109600 

0.12 

0.06 

89.07 

0.08 

- 

0.08 

0.05 

0.59 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.095 

0.005 

0.091 

0.129 

141.91 

Over Exploited 

Kachhpura 

0808000101112900 

0.12 

0.00 

19,668.92 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kankor 

0808000101107900 

0.12 

0.07 

- 

0.07 

0.01 

0.08 

0.04 

0.42 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.101 

0.010 

0.091 

0.145 

158.68 

Over Exploited 



0.12 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.11 

- 

0.0100 

0.0052 

0.0050 

- 

0.020 

0.020 

0.025 

0.003 

0.023 

0.053 

235.46 

Over Exploited 

Kankret 

0808000101110500 

0.12 

0.03 

222.14 

0.03 

- 

0.03 

0.02 

0.18 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.045 

0.002 

0.043 

0.083 

195.52 

Over Exploited 

Khairari 

0808000201120500 

0.22 

0.02 

392.71 

0.03 

- 

0.03 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.037 

0.002 

0.035 

0.082 

236.13 

Over Exploited 



0.12 

0.00 

409.35 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.008 

1,012.05 

Over Exploited 

Khanpura 

0808000101108200 

0.12 

0.19 

(59.39) 

0.15 

0.01 

0.17 

0.04 

0.50 

- 

0.0400 

- 

- 

0.007 

0.047 

0.047 

0.214 

0.011 

0.204 

0.247 

121.16 

Over Exploited 

Kharagpura 

0808000101108000 

0.12 

0.32 

- 

0.32 

0.02 

0.34 

0.05 

0.60 

- 

0.0500 

- 

- 

0.000 

0.050 

0.050 

0.386 

0.039 

0.348 

0.300 

86.19 

Semi Critical 



0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khauri Ibrahimpur 

0808000201120400 

0.12 

0.03 

99.35 

0.03 

- 

0.03 

0.01 

0.16 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.041 

0.002 

0.039 

0.060 

154.50 

Over Exploited 

Khokhala 

0808000101110200 

0.12 

0.06 

115.20 

0.07 

0.02 

0.09 

0.03 

0.40 

- 

0.0100 

- 

- 

0.027 

0.037 

0.037 

0.124 

0.006 

0.118 

0.067 

56.72 

Safe 

Khoole Ka Pura 

0808000201119900 

0.12 

0.34 

(66.86) 

0.27 

- 

0.27 

0.05 

0.62 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.282 

0.014 

0.268 

0.114 

42.50 

Safe 

Matiyawas 

0808000101109400 

0.12 

0.14 

21.16 

0.17 

- 

0.17 

0.05 

0.59 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.186 

0.009 

0.176 

0.120 

67.87 

Safe 

Mohari 

0808000101106700 

0.12 

0.01 

610.55 

0.01 

0.01 

0.02 

0.01 

0.11 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.036 

0.002 

0.034 

0.118 

342.70 

Over Exploited 



0.12 

0.05 

138.33 

0.05 

0.02 

0.07 

0.03 

0.32 

- 

0.0600 

0.0196 

0.0236 

- 

0.103 

0.103 

0.178 

0.009 

0.169 

0.321 

189.78 

Over Exploited 

Na 

0808000108900001 

0.12 

0.00 

2,939.38 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Nawaloo Ka Pura 

0808000101105300 

0.22 

0.02 

265.88 

0.02 

- 

0.02 

0.01 

0.16 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.028 

0.001 

0.027 

0.116 

432.41 

Over Exploited 



0.22 

0.00 

933.97 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

0.0021 

0.0020 

- 

0.004 

0.004 

0.006 

0.000 

0.006 

0.037 

614.34 

Over Exploited 

Noorpur 

0808000101109900 

0.12 

0.06 

111.24 

0.07 

0.00 

0.07 

0.05 

0.59 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.095 

0.005 

0.090 

0.128 

142.19 

Over Exploited 

Pipret 

0808000101110400 

0.12 

0.10 

58.17 

0.12 

0.02 

0.14 

0.05 

0.59 

- 

0.0200 

- 

- 

0.026 

0.046 

0.046 

0.187 

0.009 

0.178 

0.100 

56.14 

Safe 

Rahrai 

0808000101112700 

0.12 

0.03 

181.12 

0.04 

0.00 

0.04 

0.02 

0.23 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.053 

0.003 

0.050 

0.130 

257.23 

Over Exploited 

Ramphal Ka Pura 

0808000101105400 

0.22 

0.03 

182.26 

0.03 

0.01 

0.04 

0.04 

0.50 

- 

0.0300 

0.0034 

0.0033 

- 

0.037 

0.037 

0.079 

0.004 

0.075 

0.235 

312.22 

Over Exploited 

Rampur 

0808000101106600 

0.22 

0.03 

624.26 

0.04 

0.01 

0.05 

0.01 

0.13 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.077 

0.004 

0.073 

0.160 

218.54 

Over Exploited 



0.12 

0.00 

1,096.13 

0.00 

- 

0.00 

0.00 

0.04 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.012 

0.035 

305.53 

Over Exploited 



0.22 

0.07 

383.33 

0.09 

0.01 

0.10 

0.02 

0.20 

- 

0.0400 

0.0276 

0.0332 

- 

0.101 

0.101 

0.197 

0.010 

0.187 

0.241 

128.61 

Over Exploited 



0.12 

0.01 

328.01 

0.01 

0.00 

0.02 

0.01 

0.10 

- 

0.0100 

0.0144 

0.0173 

0.004 

0.045 

0.045 

0.061 

0.003 

0.058 

0.070 

122.30 

Over Exploited 

Ranpura 

0808000201121300 

0.12 

0.19 

22.31 

0.23 

0.00 

0.23 

0.05 

0.59 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.231 

0.012 

0.219 

0.012 

5.25 

Safe 

Reechhai 

0808000201121200 

0.12 

0.09 

34.65 

0.10 

0.01 

0.12 

0.05 

0.55 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.141 

0.007 

0.134 

0.143 

106.80 

Over Exploited 

Salempur Pati 

0808000101109800 

0.12 

0.04 

103.28 

0.05 

- 

0.05 

0.05 

0.59 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.072 

0.004 

0.069 

0.096 

140.63 

Over Exploited 

Salempur Rawatpati 

0808000101105500 

0.22 

0.07 

235.59 

0.08 

0.01 

0.09 

0.02 

0.18 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.113 

0.006 

0.107 

0.199 

185.19 

Over Exploited 



0.22 

0.11 

161.01 

0.13 

0.01 

0.14 

0.02 

0.22 

- 

0.0200 

0.0303 

0.0292 

- 

0.080 

0.080 

0.217 

0.011 

0.206 

0.201 

97.53 

Critical 

Sanaura 

0808000201121000 

0.12 

0.18 

31.91 

0.22 

0.02 

0.24 

0.03 

0.35 

- 

0.0300 

- 

- 

0.019 

0.049 

0.049 

0.286 

0.014 

0.272 

0.263 

96.83 

Critical 

Sikarra 

0808000201120000 

0.12 

0.17 

6.25 

0.19 

0.01 

0.20 

0.05 

0.61 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.215 

0.011 

0.204 

0.147 

72.08 

Semi Critical 

Tajpur 

0808000101109300 

0.12 

0.55 

(58.80) 

0.44 

0.02 

0.46 

0.05 

0.60 

- 

0.0500 

- 

- 

0.014 

0.064 

0.064 

0.524 

0.026 

0.498 

0.307 

61.73 

Safe 

Tamoti 

0808000201120300 

0.12 

0.41 

(47.10) 

0.33 

0.02 

0.35 

0.05 

0.60 

- 

0.0700 

- 

- 

0.001 

0.071 

0.071 

0.420 

0.021 

0.399 

0.378 

94.58 

Critical 



0.12 

0.00 

81,160.41 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Tarwa 

0808000101112800 

0.12 

0.12 

190.84 

0.15 

0.02 

0.17 

0.02 

0.26 

- 

- 

- 

- 

0.034 

0.034 

0.034 

0.202 

0.010 

0.192 

0.015 

8.06 

Safe 

Todpura 

0808000201120100 

0.12 

0.23 

(39.63) 

0.18 

0.02 

0.20 

0.06 

0.64 

- 

0.0200 

- 

- 

0.008 

0.028 

0.028 

0.225 

0.011 

0.214 

0.153 

71.52 

Semi Critical 

Tontri 

0808000201123700 

0.22 

0.01 

764.67 

0.01 

- 

0.01 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.024 

414.85 

Over Exploited 

Totpura 

0808000201120900 

0.12 

0.00 

393.38 

0.01 

- 

0.01 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.010 

196.19 

Over Exploited 

Adampur 

0808000201122300 

0.12 

0.02 

165.67 

0.02 

- 

0.02 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.030 

0.002 

0.029 

0.091 

316.22 

Over Exploited 



0.12 

0.00 

654.76 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

0.0058 

0.0056 

- 

0.012 

0.012 

0.015 

0.001 

0.014 

0.031 

219.00 

Over Exploited 

Bainpura Khalsa 

0808000201124200 

0.22 

0.01 

214.19 

0.01 

- 

0.01 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.000 

0.009 

0.045 

489.64 

Over Exploited 

Barapura 

0808000201123800 

0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.00 

298.71 

0.01 

- 

0.01 

0.01 

0.15 

- 

0.0100 

0.0022 

0.0021 

- 

0.014 

0.014 

0.020 

0.001 

0.019 

0.047 

247.89 

Over Exploited 

Bari (M) 

0808000240801000 

0.12 

0.00 

4,734.12 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

0.0096 

0.0092 

- 

0.029 

0.029 

0.031 

0.002 

0.029 

0.231 

784.61 

Over Exploited 

Bateshwar Kalan 

0808000201120600 

0.22 

0.23 

(24.40) 

0.19 

0.01 

0.20 

0.06 

0.71 

- 

0.0300 

0.0290 

0.0349 

- 

0.094 

0.094 

0.290 

0.015 

0.276 

0.187 

67.64 

Safe 



0.12 

0.00 

9,374.79 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bateshwar Khurd 

0808000201120700 

0.12 

0.00 

1,745.10 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.13 

(17.19) 

0.10 

0.01 

0.11 

0.04 

0.48 

- 

0.0200 

0.0228 

0.0274 

- 

0.070 

0.070 

0.184 

0.009 

0.175 

0.105 

60.17 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 







Command 

Bhander Sandstone 

0.608 

0.47 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.002 

0.20 

0.18 


Dadur 

0808000201128300 

2.509 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.078 

0.30 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.08 

0.15 

0.004 

0.27 

0.25 






Ramsagar 

Command 

Older Alluvium 

0.002 

0.30 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dauapura 

0808000201122000 

2.083 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.083 

2.53 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.12 

0.00 

0.008 

0.66 

0.60 


Dheemiri 

0808000201120200 

8.004 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.001 

0.43 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gadarpura 

0808000201121100 

3.732 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.373 

1.60 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.08 

0.08 

0.04 

0.009 

0.38 

0.36 


Garhi 

0808000201123500 

0.729 

Fresh 

Ramsagar 

Command 

Older Alluvium 

0.094 

0.38 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.03 

0.000 

0.08 

0.08 


Hulasi Ka Pura 

0808000201122500 

1.812 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.281 

1.67 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.07 

0.005 

0.47 

0.42 






Ramsagar 

Command 

Bhander Sandstone 

0.531 

1.67 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.002 

0.20 

0.18 


Kankrai 

0808000201121700 

3.363 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.921 

1.74 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.15 

0.16 

0.22 

0.012 

0.53 

0.50 


Khairari 

0808000201120500 

3.258 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.766 

0.83 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.22 

0.25 

0.18 

0.007 

0.31 

0.27 







Non-command 

Bhander Sandstone 

0.146 

0.83 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.03 

0.02 






Ramsagar 

Command 

Older Alluvium 

0.411 

0.83 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.05 

0.002 

0.07 

0.06 


Khauri Ibrahimpur 

0808000201120400 

5.666 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.106 

0.87 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 







Non-command 

Bhander Sandstone 

3.962 

0.87 

0.020 

0.03 

0.01 

0.00 

0.00 

0.01 

0.08 

0.09 

0.12 

0.016 

0.41 

0.36 






Ramsagar 

Command 

Older Alluvium 

0.015 

0.87 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Bhander Sandstone 

0.150 

0.87 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.01 


Koyla 

0808000201121800 

3.654 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.868 

1.95 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.05 

0.003 

0.15 

0.14 


Kuhawani 

0808000201123200 

4.598 

Fresh 

Ramsagar 

Command 

Older Alluvium 

1.337 

0.04 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.005 

0.19 

0.17 







Command 

Bhander Sandstone 

0.400 

0.04 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.06 

0.05 


Maharajpur 

0808000201122700 

2.782 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.854 

0.98 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.07 

0.14 

0.007 

0.45 

0.40 






Ramsagar 

Command 

Bhander Sandstone 

0.718 

0.98 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.06 

0.003 

0.17 

0.15 


Maharajpura 

0808000201132800 

2.258 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.491 

0.90 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.14 

0.13 


Mirpura 

0808000201123000 

1.243 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.082 

1.31 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.004 

0.58 

0.52 






Ramsagar 

Command 

Bhander Sandstone 

0.161 

1.31 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.09 

0.08 


Na 

0808000208900003 

4.525 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.043 

1.66 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Nadroli 

0808000201132600 

1.669 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.508 

2.00 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.11 

0.002 

0.18 

0.17 


Nawaloo Ka Pura 

0808000101105300 

1.823 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.37 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nidhara 

0808000201123100 

4.783 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.405 

-0.04 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.006 

0.20 

0.18 






Ramsagar 

Command 

Bhander Sandstone 

1.921 

-0.04 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.008 

0.27 

0.24 


Puramdari 

0808000201124000 

2.086 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.076 

0.29 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.08 

0.08 

0.18 

0.004 

0.31 

0.29 


Rampur 

0808000101106600 

5.396 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.385 

1.14 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.08 

0.001 

0.04 

0.03 






Ramsagar 

Command 

Older Alluvium 

0.058 

1.14 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.00 


Reechhai 

0808000201121200 

1.618 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.097 

3.02 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.03 

0.03 


Reti 

0808000201123900 

3.202 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.979 

0.32 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.13 

0.14 

0.21 

0.008 

0.38 

0.35 


Rewai 

0808000201120800 

4.920 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

3.004 

0.37 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.05 

0.012 

0.40 

0.36 






Ramsagar 

Command 

Older Alluvium 

0.378 

0.37 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.05 

0.05 







Command 

Bhander Sandstone 

1.538 

0.37 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.006 

0.21 

0.18 


Rudh Ka Pura 

0808000201122600 

0.787 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.787 

2.67 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.11 

0.003 

0.67 

0.60 


Rundh Nidhara 

0808000201122900 

0.978 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.978 

2.51 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.09 

0.004 

0.67 

0.60 


Sagaur 

0808000201122200 

1.729 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.381 

1.80 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.13 

0.14 

0.34 

0.005 

0.53 

0.48 






Ramsagar 

Command 

Bhander Sandstone 

0.348 

1.80 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.08 

0.001 

0.13 

0.12 


Salemabad 

0808000201122400 

0.767 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.166 

1.07 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.08 

0.001 

0.14 

0.13 






Ramsagar 

Command 

Bhander Sandstone 

0.468 

1.07 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.05 

0.06 

0.21 

0.002 

0.41 

0.37 


Salempur Rawatpati 

0808000101105500 

6.358 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.127 

0.69 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Sanaura 

0808000201121000 

9.157 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

4.488 

1.82 

0.020 

0.07 

0.01 

0.00 

0.00 

0.01 

0.21 

0.23 

0.25 

0.018 

0.31 

0.28 


Sigorai 

0808000201123600 

7.321 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.266 

0.55 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.02 

0.02 






Ramsagar 

Command 

Older Alluvium 

6.287 

0.55 

0.120 

0.08 

0.02 

0.00 

0.00 

0.00 

0.47 

0.53 

0.30 

0.025 

0.55 

0.49 


Sunipur 

0808000201122800 

2.714 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.714 

3.10 

0.020 

0.15 

0.02 

0.00 

0.00 

0.00 

0.30 

0.33 

0.59 

0.011 

0.67 

0.60 


Tal Umreh 

0808000201121900 

1.091 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

1.091 

1.82 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.04 

0.04 

0.02 

0.004 

0.65 

0.59 


Tamoti 

0808000201120300 

6.348 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.042 

0.88 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Tontri 

0808000201123700 

7.787 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.543 

0.46 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.23 

0.26 

0.19 

0.014 

0.27 

0.25 






Ramsagar 

Command 

Older Alluvium 

2.804 

0.46 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.18 

0.20 

0.16 

0.011 

0.21 

0.19 


Totpura 

0808000201120900 

10.330 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

9.553 

1.28 

0.020 

0.05 

0.01 

0.00 

0.00 

0.01 

0.28 

0.31 

0.15 

0.038 

0.59 

0.53 


Umreh 

0808000201122100 

3.075 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.053 

2.05 

0.020 

0.25 

0.04 

0.00 

0.00 

0.00 

0.29 

0.33 

0.98 

0.008 

0.44 

0.40 

05001020 

Aam Ka Pura 

0808000201126600 

0.988 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.988 

0.53 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.11 

0.10 

0.22 

0.004 

0.56 

0.65 


Afzalpur 

0808000201129500 

5.535 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.487 

-0.02 

0.120 

0.10 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.006 

0.15 

0.16 


Ari 

0808000301139600 

2.206 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.094 

0.88 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.001 

0.02 

0.03 


Aruva 

0808000201130100 

3.722 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.722 

0.30 

0.120 

0.13 

0.02 

0.00 

0.00 

0.01 

0.23 

0.21 

0.50 

0.015 

0.56 

0.63 


Barkhera 

0808000301149000 

2.575 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.074 

1.04 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.02 


Beeloni 

0808000201126500 

2.940 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.940 

0.64 

0.120 

0.14 

0.02 

0.00 

0.00 

0.00 

0.35 

0.29 

0.56 

0.012 

0.57 

0.67 


Beerpur 

0808000201136400 

7.504 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.002 

1.49 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bijauli 

0808000201136100 

6.496 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.458 

2.10 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.002 

0.04 

0.04 


Dheemri 

0808000401165300 

2.054 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.287 

1.03 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.21 

0.17 

0.24 

0.012 

0.35 

0.44 


Dhwajpura 

0808000201130000 

1.190 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.091 

0.13 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.000 

0.04 

0.05 


Dubepura 

0808000301148700 

2.267 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.785 

1.00 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.13 

0.11 

0.14 

0.007 

0.20 

0.25 


Garhi Chatola 

0808000301144700 

1.813 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.617 

0.89 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.13 

0.10 

0.27 

0.006 

0.20 

0.24 


Garhi Jakhoda 

0808000201130400 

5.018 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.116 

2.49 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.000 

0.01 

0.01 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.12 

0.01 

16.95 

0.02 

- 

0.02 

0.02 

0.23 

- 

0.0100 

0.0107 

0.0129 

- 

0.034 

0.034 

0.051 

0.003 

0.048 

0.031 

64.80 

Safe 

Dadur 

0808000201128300 

0.22 

0.06 

15.90 

0.08 

0.01 

0.09 

0.03 

0.30 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.105 

0.005 

0.100 

0.152 

152.48 

Over Exploited 



0.22 

0.00 

66,063.77 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dauapura 

0808000201122000 

0.12 

0.17 

(29.45) 

0.13 

- 

0.13 

0.07 

0.73 

- 

- 

- 

- 

- 

- 

- 

0.133 

0.007 

0.126 

0.008 

6.51 

Safe 

Dheemiri 

0808000201120200 

0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gadarpura 

0808000201121100 

0.12 

0.11 

(24.90) 

0.09 

0.01 

0.10 

0.04 

0.42 

- 

- 

- 

- 

0.013 

0.013 

0.013 

0.109 

0.005 

0.103 

0.052 

50.64 

Safe 

Garhi 

0808000201123500 

0.22 

0.00 

819.31 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

0.0014 

0.0013 

- 

0.003 

0.003 

0.005 

0.000 

0.005 

0.032 

713.49 

Over Exploited 

Hulasi Ka Pura 

0808000201122500 

0.12 

0.07 

(3.64) 

0.07 

- 

0.07 

0.05 

0.52 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.080 

0.004 

0.076 

0.070 

92.05 

Critical 



0.12 

0.01 

148.20 

0.01 

- 

0.01 

0.02 

0.22 

- 

- 

0.0078 

0.0075 

- 

0.015 

0.015 

0.030 

0.002 

0.029 

0.024 

84.00 

Semi Critical 

Kankrai 

0808000201121700 

0.12 

0.18 

(13.42) 

0.16 

0.01 

0.17 

0.05 

0.58 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.204 

0.010 

0.194 

0.235 

120.96 

Over Exploited 

Khairari 

0808000201120500 

0.22 

0.12 

104.70 

0.14 

0.01 

0.15 

0.03 

0.34 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.184 

0.009 

0.175 

0.190 

108.41 

Over Exploited 



0.12 

0.00 

505.78 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.008 

1,490.48 

Over Exploited 



0.22 

0.01 

792.33 

0.01 

- 

0.01 

0.01 

0.08 

- 

0.0100 

0.0072 

0.0087 

- 

0.026 

0.026 

0.034 

0.002 

0.032 

0.048 

148.62 

Over Exploited 

Khauri Ibrahimpur 

0808000201120400 

0.22 

0.00 

4,859.34 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.19 

(52.66) 

0.16 

0.02 

0.17 

0.04 

0.45 

- 

0.0200 

- 

- 

0.011 

0.031 

0.031 

0.205 

0.010 

0.195 

0.135 

69.18 

Safe 



0.22 

0.00 

35,402.70 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

0.0003 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.12 

0.00 

936.04 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

0.0026 

0.0032 

- 

0.006 

0.006 

0.006 

0.000 

0.006 

0.008 

130.23 

Over Exploited 

Koyla 

0808000201121800 

0.12 

0.02 

200.66 

0.02 

0.00 

0.02 

0.02 

0.17 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.029 

0.001 

0.028 

0.057 

207.11 

Over Exploited 

Kuhawani 

0808000201123200 

0.22 

0.06 

(69.19) 

0.05 

- 

0.05 

0.02 

0.21 

- 

0.0100 

0.0196 

0.0188 

- 

0.048 

0.048 

0.094 

0.005 

0.089 

0.051 

57.35 

Safe 



0.12 

0.00 

(89.22) 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

0.0058 

0.0056 

- 

0.012 

0.012 

0.014 

0.001 

0.013 

0.009 

65.76 

Safe 

Maharajpur 

0808000201122700 

0.12 

0.10 

(25.49) 

0.08 

0.01 

0.09 

0.05 

0.49 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.109 

0.005 

0.104 

0.147 

141.67 

Over Exploited 



0.12 

0.01 

156.23 

0.02 

- 

0.02 

0.02 

0.19 

- 

0.0100 

0.0084 

0.0101 

- 

0.029 

0.029 

0.046 

0.002 

0.044 

0.061 

138.16 

Over Exploited 

Maharajpura 

0808000201132800 

0.12 

0.01 

16.99 

0.01 

- 

0.01 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.000 

0.009 

0.002 

20.79 

Safe 

Mirpura 

0808000201123000 

0.12 

0.08 

(58.33) 

0.06 

- 

0.06 

0.06 

0.64 

- 

- 

- 

- 

- 

- 

- 

0.060 

0.003 

0.057 

0.004 

7.42 

Safe 



0.12 

0.00 

179.34 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

0.0024 

0.0023 

- 

0.005 

0.005 

0.007 

0.000 

0.006 

0.001 

10.11 

Safe 

Na 

0808000208900003 

0.12 

0.00 

4,659.22 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nadroli 

0808000201132600 

0.12 

0.01 

377.88 

0.01 

- 

0.01 

0.02 

0.20 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.022 

0.107 

480.11 

Over Exploited 

Nawaloo Ka Pura 

0808000101105300 

0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nidhara 

0808000201123100 

0.12 

0.03 

- 

0.03 

0.00 

0.03 

0.02 

0.22 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.046 

0.005 

0.041 

0.081 

194.16 

Over Exploited 



0.12 

0.06 

- 

0.06 

0.00 

0.06 

0.03 

0.30 

- 

0.0100 

0.0281 

0.0271 

0.000 

0.065 

0.065 

0.127 

0.013 

0.115 

0.116 

100.82 

Over Exploited 

Puramdari 

0808000201124000 

0.22 

0.07 

10.78 

0.08 

0.01 

0.09 

0.03 

0.34 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.112 

0.006 

0.107 

0.184 

172.85 

Over Exploited 

Rampur 

0808000101106600 

0.22 

0.00 

2,521.53 

0.00 

- 

0.00 

0.00 

0.04 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.079 

603.06 

Over Exploited 



0.22 

0.00 

12,508.34 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

0.0010 

0.0012 

- 

0.002 

0.002 

0.002 

0.000 

0.002 

0.000 

9.69 

Safe 

Reechhai 

0808000201121200 

0.12 

0.00 

1,376.92 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.007 

941.28 

Over Exploited 

Reti 

0808000201123900 

0.22 

0.17 

(18.35) 

0.14 

0.01 

0.15 

0.04 

0.42 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.166 

0.008 

0.158 

0.221 

139.76 

Over Exploited 

Rewai 

0808000201120800 

0.12 

0.14 

(67.37) 

0.12 

- 

0.12 

0.04 

0.44 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.126 

0.006 

0.120 

0.059 

49.16 

Safe 



0.22 

0.00 

346.88 

0.01 

- 

0.01 

0.01 

0.06 

- 

- 

0.0066 

0.0080 

- 

0.015 

0.015 

0.020 

0.001 

0.019 

0.012 

66.91 

Safe 



0.12 

0.04 

(36.88) 

0.03 

- 

0.03 

0.02 

0.23 

- 

0.0100 

0.0270 

0.0325 

- 

0.070 

0.070 

0.100 

0.005 

0.095 

0.039 

41.15 

Safe 

Rudh Ka Pura 

0808000201122600 

0.12 

0.06 

27.11 

0.08 

- 

0.08 

0.07 

0.74 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.086 

0.004 

0.082 

0.111 

136.29 

Over Exploited 

Rundh Nidhara 

0808000201122900 

0.12 

0.08 

(1.56) 

0.08 

- 

0.08 

0.07 

0.73 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.087 

0.004 

0.083 

0.090 

108.72 

Over Exploited 

Sagaur 

0808000201122200 

0.12 

0.09 

63.42 

0.11 

0.01 

0.12 

0.05 

0.59 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.156 

0.008 

0.148 

0.347 

234.27 

Over Exploited 



0.12 

0.01 

545.66 

0.01 

- 

0.01 

0.01 

0.15 

- 

0.0100 

0.0051 

0.0049 

- 

0.020 

0.020 

0.027 

0.001 

0.025 

0.080 

316.52 

Over Exploited 

Salemabad 

0808000201122400 

0.12 

0.00 

811.45 

0.00 

- 

0.00 

0.01 

0.16 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.013 

0.077 

599.93 

Over Exploited 



0.12 

0.02 

143.14 

0.03 

0.01 

0.04 

0.04 

0.45 

- 

0.0200 

0.0069 

0.0066 

- 

0.033 

0.033 

0.071 

0.004 

0.067 

0.214 

317.31 

Over Exploited 

Salempur Rawatpati 

0808000101105500 

0.22 

0.00 

4,014.34 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sanaura 

0808000201121000 

0.12 

0.17 

39.69 

0.20 

0.02 

0.22 

0.03 

0.34 

- 

0.0300 

- 

- 

0.016 

0.046 

0.046 

0.265 

0.013 

0.252 

0.263 

104.23 

Over Exploited 

Sigorai 

0808000201123600 

0.22 

0.00 

1,334.85 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.012 

777.76 

Over Exploited 



0.22 

0.76 

(30.41) 

0.61 

0.02 

0.63 

0.05 

0.60 

- 

0.0600 

0.1104 

0.1328 

- 

0.303 

0.303 

0.929 

0.046 

0.882 

0.321 

36.37 

Safe 

Sunipur 

0808000201122800 

0.12 

0.22 

53.32 

0.26 

0.02 

0.28 

0.07 

0.73 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.350 

0.018 

0.333 

0.598 

179.60 

Over Exploited 

Tal Umreh 

0808000201121900 

0.12 

0.09 

(51.44) 

0.07 

0.01 

0.08 

0.06 

0.71 

- 

- 

- 

- 

0.018 

0.018 

0.018 

0.098 

0.005 

0.093 

0.022 

23.86 

Safe 

Tamoti 

0808000201120300 

0.12 

0.00 

4,386.50 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Tontri 

0808000201123700 

0.22 

0.21 

22.15 

0.25 

0.01 

0.26 

0.03 

0.30 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.283 

0.014 

0.269 

0.208 

77.44 

Semi Critical 



0.22 

0.13 

52.98 

0.16 

0.01 

0.17 

0.02 

0.23 

- 

0.0200 

0.0410 

0.0395 

- 

0.101 

0.101 

0.269 

0.013 

0.255 

0.173 

67.79 

Safe 

Totpura 

0808000201120900 

0.12 

0.68 

(54.33) 

0.54 

0.02 

0.56 

0.06 

0.65 

- 

0.0200 

- 

- 

0.008 

0.028 

0.028 

0.587 

0.029 

0.558 

0.189 

33.83 

Safe 

Umreh 

0808000201122100 

0.12 

0.11 

199.88 

0.13 

0.04 

0.17 

0.04 

0.49 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

0.281 

0.014 

0.267 

0.987 

370.07 

Over Exploited 

Aam Ka Pura 

0808000201126600 

0.22 

0.12 

(20.57) 

0.10 

0.01 

0.11 

0.05 

0.61 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.128 

0.006 

0.121 

0.224 

184.57 

Over Exploited 

Afzalpur 

0808000201129500 

0.22 

0.05 

- 

0.05 

0.02 

0.07 

0.01 

0.17 

- 

0.0500 

- 

- 

0.000 

0.050 

0.050 

0.121 

0.012 

0.109 

0.416 

383.15 

Over Exploited 

Ari 

0808000301139600 

0.22 

0.00 

3,226.59 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.029 

4,899.38 

Over Exploited 

Aruva 

0808000201130100 

0.22 

0.46 

(55.20) 

0.37 

0.03 

0.40 

0.05 

0.61 

- 

0.0600 

- 

- 

0.019 

0.079 

0.079 

0.479 

0.024 

0.455 

0.519 

113.90 

Over Exploited 

Barkhera 

0808000301149000 

0.22 

0.00 

2,568.49 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.013 

4,182.40 

Over Exploited 

Beeloni 

0808000201126500 

0.22 

0.37 

(20.59) 

0.30 

0.02 

0.32 

0.05 

0.62 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.376 

0.019 

0.357 

0.574 

160.50 

Over Exploited 

Beerpur 

0808000201136400 

0.12 

0.00 

190,014.46 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bijauli 

0808000201136100 

0.12 

0.00 

1,249.19 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.013 

0.001 

0.012 

0.031 

257.19 

Over Exploited 

Dheemri 

0808000401165300 

0.22 

0.10 

69.18 

0.12 

0.01 

0.13 

0.03 

0.38 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.160 

0.008 

0.152 

0.248 

163.14 

Over Exploited 

Dhwajpura 

0808000201130000 

0.22 

0.00 

1,133.48 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.036 

3,676.46 

Over Exploited 

Dubepura 

0808000301148700 

0.22 

0.03 

206.43 

0.04 

- 

0.04 

0.02 

0.22 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.052 

0.003 

0.049 

0.146 

297.86 

Over Exploited 

Garhi Chatola 

0808000301144700 

0.22 

0.03 

280.70 

0.03 

0.01 

0.04 

0.02 

0.22 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.072 

0.004 

0.069 

0.272 

395.94 

Over Exploited 

Garhi Jakhoda 

0808000201130400 

0.22 

0.00 

9,937.15 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

3,103.41 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Bhander Sandstone 

3.148 

2.49 

0.020 

0.04 

0.01 

0.00 

0.00 

0.01 

0.18 

0.17 

0.14 

0.012 

0.35 

0.37 






Urmila Sagar 

Command 

Bhander Sandstone 

0.568 

2.49 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.002 

0.06 

0.07 


Gurja 

080800020112630C 

2.650 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.441 

0.98 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.30 

0.24 

0.04 

0.010 

0.53 

0.66 


Jagariyapura 

0808000301148800 

1.331 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.248 

1.05 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.06 

0.002 

0.11 

0.14 


Janpura 

0808000201136200 

0.466 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.179 

3.03 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.21 

0.22 


Khanpura 

0808000401166900 

2.159 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.254 

3.09 

0.020 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.002 

0.06 

0.07 






Urmila Sagar 

Command 

Bhander Sandstone 

0.152 

3.09 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.04 

0.04 


Kolua 

0808000201126200 

2.693 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.613 

0.86 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.36 

0.30 

0.39 

0.010 

0.56 

0.67 


Kookpur 

0808000401167100 

5.637 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.225 

2.62 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.02 

0.02 


Lalonihar 

0808000201126700 

2.623 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.509 

0.42 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.21 

0.18 

0.38 

0.010 

0.54 

0.63 


Lohare Ka Pura 

0808000201126800 

3.105 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.216 

0.41 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.04 

0.04 


Marholi 

0808000201130200 

3.599 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.747 

0.43 

0.120 

0.09 

0.01 

0.00 

0.00 

0.01 

0.22 

0.20 

0.35 

0.011 

0.43 

0.47 







Non-command 

Bhander Sandstone 

0.265 

0.43 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.04 

0.05 


Murawali 

0808000201130300 

3.084 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.807 

1.36 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.13 

0.05 

0.003 

0.14 

0.16 







Non-command 

Bhander Sandstone 

1.767 

1.36 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.08 

0.007 

0.32 

0.34 






Urmila Sagar 

Command 

Bhander Sandstone 

0.048 

1.36 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Nagla Dulhekhan 

0808000201127000 

3.600 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.107 

0.43 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.000 

0.02 

0.02 


Nakatpura 

0808000401166000 

2.722 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.192 

1.21 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.20 

0.17 

0.09 

0.011 

0.24 

0.28 







Non-command 

Bhander Sandstone 

0.367 

1.21 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.003 

0.07 

0.09 


Neem Khera 

0808000201126100 

3.582 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.846 

0.69 

0.120 

0.12 

0.02 

0.00 

0.00 

0.00 

0.34 

0.29 

0.46 

0.011 

0.46 

0.53 


Nibhi 

0808000401167000 

3.446 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

2.257 

3.22 

0.020 

0.01 

0.00 

0.00 

0.00 

0.08 

0.08 

0.07 

0.02 

0.021 

0.35 

0.40 






Urmila Sagar 

Command 

Bhander Sandstone 

0.034 

3.22 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Nunhera 

0808000301139500 

3.617 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.038 

0.75 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Pai Ka Pura 

0808000201126400 

2.834 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.834 

0.87 

0.120 

0.15 

0.02 

0.00 

0.00 

0.02 

0.40 

0.33 

0.57 

0.011 

0.57 

0.69 


Pathaina 

0808000301148900 

1.646 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.050 

1.06 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.02 

0.02 


Pidawali 

0808000201126900 

4.074 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.843 

0.45 

0.120 

0.03 

0.01 

0.00 

0.00 

0.00 

0.07 

0.06 

0.13 

0.003 

0.12 

0.13 


Poothpura 

0808000401165400 

1.407 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.978 

1.05 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.10 

0.00 

0.009 

0.39 

0.47 







Non-command 

Bhander Sandstone 

0.047 

1.05 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Ramnagar 

0808000401166200 

1.492 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

1.89 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Bhander Sandstone 

0.633 

1.89 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.05 

0.006 

0.23 

0.27 


Sandra 

0808000401166300 

1.890 

Fresh 

Non-command 

Non-command 

Bhander Sandstone 

0.216 

2.67 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.06 

0.07 






Urmila Sagar 

Command 

Bhander Sandstone 

0.045 

2.67 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Vikrampura 

0808000301144600 

2.898 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.067 

0.85 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.02 

River Basin: Ruparail 

Sub Basin: Ruparail 

02001001 

Adee Naka 

0806000600831800 

1.909 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.909 

0.48 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.16 

0.07 

0.23 

0.013 

0.55 

1.19 


Ahamlaka 

0806000400815500 

1.478 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.478 

0.27 

0.120 

0.08 

0.01 

0.00 

0.00 

0.01 

0.11 

0.10 

0.31 

0.010 

0.55 

0.61 


Akleempur 

0806000600831200 

1.305 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.263 

-0.20 

0.120 

0.16 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.62 

0.009 

0.52 

1.08 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.042 

-0.20 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.04 


Alapur Jatt 

0806000400816800 

2.517 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.457 

0.10 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.07 

0.06 

0.17 

0.017 

0.51 

0.57 







Non-command 

Quartzite 

0.061 

0.10 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Alawal Pur 

0806000600838300 

2.955 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.347 

-0.02 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.002 

0.06 

0.12 


Andhaka 

0806000400817500 

4.585 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.130 

-0.22 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.021 

0.35 

0.42 







Non-command 

Quartzite 

1.372 

-0.22 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.009 

0.15 

0.19 


Baghor 

0806000400816000 

6.383 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.021 

-0.10 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

0.058 

-0.10 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Baghora 

0806000500824000 

5.577 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.119 

-0.02 

0.120 

0.29 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

1.12 

0.057 

0.44 

0.52 


Bahadurpur Patti Katla 

0806000700847400 

10.349 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.079 

0.49 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 


Bai 

0806000400817100 

2.818 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.818 

0.14 

0.120 

0.19 

0.01 

0.00 

0.00 

0.00 

0.22 

0.21 

0.74 

0.019 

0.46 

0.49 


Baijalhera 

0806000400815400 

1.731 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.493 

0.26 

0.120 

0.11 

0.02 

0.00 

0.00 

0.00 

0.14 

0.12 

0.44 

0.010 

0.46 

0.51 







Non-command 

Quartzite 

0.238 

0.26 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.05 

0.002 

0.07 

0.08 


Balrampur 

0806000600829900 

2.157 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.137 

-0.01 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.015 

0.48 

0.65 


Bambora 

0806000500823400 

7.565 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.093 

0.04 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 


Bandholi 

0806000600831600 

1.356 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.190 

0.34 

0.120 

0.18 

0.03 

0.00 

0.00 

0.00 

0.20 

0.09 

0.69 

0.008 

0.48 

1.02 


Baramda 

0806000600836800 

2.701 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.027 

-0.52 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.007 

0.20 

0.41 







Non-command 

Quartzite 

1.486 

-0.52 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.010 

0.30 

0.59 


Barhera 

0806000400817200 

2.136 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.073 

0.05 

0.120 

0.18 

0.01 

0.00 

0.00 

0.00 

0.18 

0.17 

0.70 

0.014 

0.44 

0.47 







Non-command 

Quartzite 

0.048 

0.05 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Beejwa 

0806000600836300 

3.297 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.297 

-0.06 

0.120 

0.21 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.80 

0.023 

0.55 

1.19 


Began Heri 

0806000400815600 

4.269 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.269 

0.23 

0.120 

0.13 

0.02 

0.00 

0.00 

0.00 

0.23 

0.20 

0.48 

0.029 

0.55 

0.60 


Berla 

0806000400816900 

5.951 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.558 

-0.04 

0.120 

0.39 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

1.51 

0.038 

0.48 

0.54 







Non-command 

Quartzite 

0.393 

-0.04 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.003 

0.03 

0.04 


Bhatkol 

0806000500821300 

2.672 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.420 

0.16 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.19 

0.027 

0.41 

0.42 







Non-command 

Quartzite 

0.132 

0.16 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.02 


Bhindoosi 

0806000400815100 

3.760 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.735 

0.23 

0.120 

0.12 

0.02 

0.00 

0.00 

0.06 

0.14 

0.13 

0.43 

0.025 

0.53 

0.58 


Bichpuri 

0806000400815200 

2.535 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.535 

0.26 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.15 

0.14 

0.30 

0.017 

0.52 

0.57 


Bidarka 

0806000500823900 

3.234 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.591 

-0.07 

0.120 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.70 

0.029 

0.37 

0.41 


Bilaspur 

0806000400813400 

3.499 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.363 

0.32 

0.120 

0.10 

0.01 

0.00 

0.00 

0.04 

0.17 

0.16 

0.37 

0.023 

0.54 

0.59 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.12 

0.13 

26.31 

0.16 

0.02 

0.18 

0.03 

0.37 

- 

0.0200 

- 

- 

0.017 

0.037 

0.037 

0.215 

0.011 

0.205 

0.153 

74.98 

Semi Critical 



0.12 

0.00 

743.62 

0.01 

0.00 

0.01 

0.01 

0.07 

- 

- 

(0.0044) 

(0.0042) 

0.000 

(0.008) 

(0.008) 

(0.003) 

(0.000) 

(0.003) 

0.024 

(797.29) 

Safe 

Gurja 

0808000201126300 

0.22 

0.28 

(15.28) 

0.24 

- 

0.24 

0.05 

0.58 

- 

- 

- 

- 

- 

- 

- 

0.241 

0.012 

0.229 

0.053 

23.01 

Safe 

Jagariyapura 

0808000301148800 

0.22 

0.01 

585.19 

0.01 

- 

0.01 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.066 

988.92 

Over Exploited 

Janpura 

0808000201136200 

0.12 

0.00 

48.02 

0.01 

0.00 

0.01 

0.02 

0.23 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.015 

0.001 

0.014 

0.001 

4.89 

Safe 

Khanpura 

0808000401166900 

0.15 

0.00 

58.83 

0.00 

0.01 

0.01 

0.00 

0.07 

- 

- 

- 

- 

0.017 

0.017 

0.017 

0.031 

0.002 

0.030 

0.002 

7.99 

Safe 



0.15 

0.00 

799.81 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

(0.0012) 

(0.0011) 

0.001 

(0.002) 

(0.002) 

0.000 

0.000 

0.000 

0.001 

2,846.85 

Over Exploited 

Kolua 

0808000201126200 

0.22 

0.32 

(6.73) 

0.30 

0.01 

0.31 

0.05 

0.61 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.351 

0.018 

0.334 

0.395 

118.51 

Over Exploited 

Kookpur 

0808000401167100 

0.15 

0.00 

1,310.84 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.002 

259.54 

Over Exploited 

Lalonihar 

0808000201126700 

0.22 

0.30 

(38.18) 

0.24 

0.01 

0.25 

0.05 

0.59 

- 

0.0400 

- 

- 

0.006 

0.046 

0.046 

0.299 

0.015 

0.284 

0.388 

136.51 

Over Exploited 

Lohare Ka Pura 

0808000201126800 

0.22 

0.00 

395.07 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.012 

547.48 

Over Exploited 

Marholi 

0808000201130200 

0.22 

0.26 

(23.85) 

0.21 

0.02 

0.22 

0.04 

0.46 

- 

0.0400 

- 

- 

0.012 

0.052 

0.052 

0.277 

0.014 

0.263 

0.361 

137.22 

Over Exploited 



0.12 

0.00 

657.97 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.005 

0.000 

0.005 

0.023 

478.34 

Over Exploited 

Murawali 

0808000201130300 

0.22 

0.03 

409.80 

0.03 

- 

0.03 

0.01 

0.16 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.041 

0.002 

0.039 

0.057 

147.22 

Over Exploited 



0.12 

0.07 

(6.55) 

0.06 

0.00 

0.06 

0.03 

0.34 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.073 

0.004 

0.069 

0.086 

123.83 

Over Exploited 



0.12 

0.00 

2,360.96 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

(0.0003) 

(0.0004) 

- 

(0.001) 

(0.001) 

(0.001) 

(0.000) 

(0.001) 

0.000 

- 

Safe 

Nagla Dulhekhan 

0808000201127000 

0.22 

0.00 

3,460.95 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.025 

5,591.75 

Over Exploited 

Nakatpura 

0808000401166000 

0.22 

0.06 

173.53 

0.08 

- 

0.08 

0.02 

0.26 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.086 

0.004 

0.082 

0.099 

121.50 

Over Exploited 



0.15 

0.00 

294.91 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.021 

460.72 

Over Exploited 

Neem Khera 

0808000201126100 

0.22 

0.29 

1.32 

0.29 

0.02 

0.31 

0.04 

0.50 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.362 

0.018 

0.344 

0.475 

138.26 

Over Exploited 

Nibhi 

0808000401167000 

0.15 

0.12 

(41.86) 

0.10 

0.08 

0.17 

0.03 

0.38 

- 

- 

- 

- 

0.116 

0.116 

0.116 

0.289 

0.014 

0.274 

0.041 

14.95 

Safe 



0.15 

0.00 

6,192.96 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

(0.0003) 

(0.0003) 

0.000 

(0.000) 

(0.000) 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nunhera 

0808000301139500 

0.22 

0.00 

5,708.84 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pai Ka Pura 

0808000201126400 

0.22 

0.36 

(6.21) 

0.33 

0.04 

0.37 

0.05 

0.62 

- 

0.0600 

- 

- 

0.030 

0.090 

0.090 

0.463 

0.023 

0.440 

0.583 

132.56 

Over Exploited 

Pathaina 

0808000301148900 

0.22 

0.00 

2,348.20 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Pidawali 

0808000201126900 

0.22 

0.02 

163.39 

0.03 

0.01 

0.04 

0.01 

0.13 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.057 

0.003 

0.054 

0.137 

255.76 

Over Exploited 

Poothpura 

0808000401165400 

0.22 

0.08 

21.68 

0.10 

- 

0.10 

0.03 

0.42 

- 

- 

- 

- 

- 

- 

- 

0.100 

0.005 

0.095 

0.009 

9.58 

Safe 



0.15 

0.00 

515.00 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ramnagar 

0808000401166200 

0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.02 

34.83 

0.03 

- 

0.03 

0.02 

0.25 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.036 

0.002 

0.035 

0.055 

158.60 

Over Exploited 

Sandra 

0808000401166300 

0.15 

0.00 

402.79 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.011 

480.86 

Over Exploited 



0.15 

0.00 

2,285.93 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

(0.0003) 

(0.0003) 

- 

(0.001) 

(0.001) 

(0.001) 

(0.000) 

(0.001) 

0.000 

- 

Safe 

Vikrampura 

0808000301144600 

0.22 

0.00 

2,691.92 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 


River Basin: Ruparail 


Sub Basin: Ruparail 

Adee Naka 

0806000600831800 

0.24 

0.25 

(70.70) 

0.20 

0.01 

0.21 

0.07 

0.62 

0.03 

0.0300 

- 

- 

0.000 

0.030 

0.064 

0.275 

0.014 

0.261 

0.245 

93.92 

Critical 

Ahamlaka 

0806000400815500 

0.24 

0.20 

(50.18) 

0.16 

0.02 

0.18 

0.07 

0.63 

0.03 

0.0400 

- 

- 

0.015 

0.055 

0.081 

0.258 

0.013 

0.245 

0.322 

131.62 

Over Exploited 

Akleempur 

0806000600831200 

0.24 

0.16 

- 

0.16 

0.02 

0.18 

0.07 

0.59 

0.02 

0.0700 

- 

- 

- 

0.070 

0.091 

0.270 

0.027 

0.243 

0.631 

259.53 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.011 

6,835.66 

Over Exploited 

Alapur Jatt 

0806000400816800 

0.24 

0.30 

(79.61) 

0.24 

0.01 

0.25 

0.07 

0.57 

0.04 

0.0200 

- 

- 

- 

0.020 

0.059 

0.308 

0.015 

0.293 

0.187 

63.71 

Safe 



0.10 

0.00 

31.34 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Alawal Pur 

0806000600838300 

0.24 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.016 

0.002 

0.014 

0.111 

781.70 

Over Exploited 

Andhaka 

0806000400817500 

0.24 

0.26 

- 

0.26 

0.01 

0.27 

0.05 

0.39 

0.03 

0.0400 

- 

- 

- 

0.040 

0.075 

0.344 

0.034 

0.309 

0.376 

121.59 

Over Exploited 



0.10 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.17 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.034 

0.003 

0.030 

0.129 

428.53 

Over Exploited 

Baghor 

0806000400816000 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Baghora 

0806000500824000 

0.24 

0.53 

- 

0.53 

0.04 

0.57 

0.06 

0.50 

0.07 

0.1200 

- 

- 

- 

0.120 

0.190 

0.758 

0.076 

0.682 

1.173 

171.90 

Over Exploited 

Bahadurpur Patti Katla 

0806000700847400 

0.24 

0.00 

538,636.36 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Bai 

0806000400817100 

0.24 

0.31 

(32.28) 

0.25 

0.01 

0.26 

0.06 

0.52 

0.04 

0.0300 

- 

- 

0.005 

0.035 

0.076 

0.338 

0.017 

0.321 

0.763 

237.91 

Over Exploited 

Baijalhera 

0806000400815400 

0.24 

0.17 

(25.63) 

0.13 

0.02 

0.15 

0.06 

0.52 

0.02 

0.0500 

- 

- 

0.001 

0.051 

0.072 

0.226 

0.011 

0.214 

0.449 

209.40 

Over Exploited 



0.10 

0.00 

476.67 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.012 

0.053 

449.04 

Over Exploited 

Balrampur 

0806000600829900 

0.24 

0.25 

- 

0.25 

0.01 

0.26 

0.06 

0.55 

0.03 

0.0400 

- 

- 

- 

0.040 

0.073 

0.331 

0.033 

0.298 

0.351 

117.91 

Over Exploited 

Bambora 

0806000500823400 

0.24 

0.00 

226.98 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.011 

7,141.37 

Over Exploited 

Bandholi 

0806000600831600 

0.24 

0.14 

(31.93) 

0.11 

0.03 

0.14 

0.06 

0.54 

0.02 

0.0800 

- 

- 

- 

0.080 

0.098 

0.238 

0.012 

0.226 

0.698 

309.16 

Over Exploited 

Baramda 

0806000600836800 

0.24 

0.05 

- 

0.05 

0.01 

0.06 

0.03 

0.23 

0.01 

0.0200 

- 

- 

- 

0.020 

0.027 

0.087 

0.009 

0.078 

0.210 

268.20 

Over Exploited 



0.06 

0.03 

- 

0.03 

0.01 

0.04 

0.04 

0.33 

0.00 

0.0200 

- 

- 

- 

0.020 

0.024 

0.060 

0.006 

0.054 

0.215 

399.79 

Over Exploited 

Barhera 

0806000400817200 

0.24 

0.22 

(21.86) 

0.18 

0.01 

0.19 

0.06 

0.50 

0.03 

0.0300 

- 

- 

- 

0.030 

0.059 

0.246 

0.012 

0.233 

0.712 

305.30 

Over Exploited 



0.10 

0.00 

102.40 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.011 

18,130.23 

Over Exploited 

Beejwa 

0806000600836300 

0.24 

0.43 

- 

0.43 

0.03 

0.46 

0.07 

0.62 

0.06 

0.0900 

- 

- 

- 

0.090 

0.149 

0.612 

0.061 

0.551 

0.819 

148.77 

Over Exploited 

Began Heri 

0806000400815600 

0.24 

0.56 

(63.59) 

0.45 

0.02 

0.47 

0.07 

0.62 

0.07 

0.0500 

- 

- 

0.000 

0.050 

0.124 

0.591 

0.030 

0.561 

0.509 

90.67 

Critical 

Berla 

0806000400816900 

0.24 

0.64 

- 

0.64 

0.06 

0.70 

0.06 

0.54 

0.08 

0.1700 

- 

- 

0.001 

0.171 

0.255 

0.952 

0.095 

0.857 

1.548 

180.69 

Over Exploited 



0.10 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.04 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.012 

0.001 

0.010 

0.079 

759.14 

Over Exploited 

Bhatkol 

0806000500821300 

0.24 

0.24 

(56.62) 

0.19 

- 

0.19 

0.05 

0.46 

0.03 

0.0100 

- 

- 

- 

0.010 

0.041 

0.230 

0.012 

0.219 

0.219 

100.15 

Over Exploited 



0.06 

0.00 

128.57 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.009 

4,278.01 

Over Exploited 

Bhindoosi 

0806000400815100 

0.24 

0.47 

(72.56) 

0.38 

0.08 

0.46 

0.07 

0.59 

0.06 

0.0500 

- 

- 

0.093 

0.143 

0.205 

0.664 

0.033 

0.631 

0.457 

72.47 

Semi Critical 

Bichpuri 

0806000400815200 

0.24 

0.31 

(56.74) 

0.25 

0.01 

0.26 

0.07 

0.58 

0.04 

0.0300 

- 

- 

0.001 

0.031 

0.073 

0.335 

0.017 

0.318 

0.319 

100.43 

Over Exploited 

Bidarka 

0806000500823900 

0.24 

0.23 

- 

0.23 

0.01 

0.24 

0.05 

0.42 

0.03 

0.0300 

- 

- 

- 

0.030 

0.060 

0.295 

0.029 

0.265 

0.732 

275.91 

Over Exploited 

Bilaspur 

0806000400813400 

0.24 

0.43 

(63.35) 

0.35 

0.05 

0.40 

0.07 

0.61 

0.06 

0.0400 

- 

- 

0.066 

0.106 

0.163 

0.564 

0.028 

0.536 

0.393 

73.30 

Semi Critical 



Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Quartzite 

0.136 

0.32 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.02 


Bolni 

0806000500819300 

4.571 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.495 

0.26 

0.120 

0.23 

0.03 

0.00 

0.00 

0.00 

0.31 

0.29 

0.85 

0.039 

0.38 

0.41 







Non-command 

Quartzite 

0.967 

0.26 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.05 

0.04 

0.21 

0.011 

0.10 

0.11 


Boojaka 

0806000600829400 

6.969 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.244 

0.12 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.08 

0.009 

0.09 

0.15 


Chachaka 

0806000500821600 

4.110 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.989 

0.06 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.11 

0.044 

0.46 

0.51 


Chamroda 

0806000500819200 

5.378 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.685 

0.24 

0.120 

0.13 

0.02 

0.00 

0.00 

0.00 

0.19 

0.17 

0.47 

0.030 

0.24 

0.25 


Chandigarh 

0806000600836000 

1.641 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.635 

0.07 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.08 

0.04 

0.32 

0.011 

0.55 

1.19 


Chaundawata 

0806000500824100 

1.607 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.529 

-0.03 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.017 

0.46 

0.54 


Chawandi Kalan 

0806000400817000 

5.958 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.601 

0.20 

0.120 

0.66 

0.10 

0.00 

0.00 

0.00 

0.70 

0.64 

2.59 

0.038 

0.46 

0.50 


Cheet Ghana 

0806000500823500 

2.087 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.439 

0.03 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.18 

0.016 

0.31 

0.31 







Non-command 

Quartzite 

0.505 

0.03 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.05 

0.006 

0.11 

0.11 


Chor Basai 

0806000500825300 

8.013 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.022 

-0.13 

0.120 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.48 

0.045 

0.23 

0.28 







Non-command 

Quartzite 

2.920 

-0.13 

0.020 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.032 

0.17 

0.20 


Danwari 

0806000600836900 

3.898 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.943 

-0.41 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.007 

0.13 

0.25 







Non-command 

Quartzite 

1.597 

-0.41 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.011 

0.22 

0.42 


Deota 

0806000500822200 

4.648 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.060 

0.15 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 


Dhamookar 

0806000500821700 

3.104 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.873 

0.04 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.38 

0.032 

0.43 

0.47 


Dhaneta 

0806000600829200 

1.410 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.370 

0.24 

0.120 

0.12 

0.02 

0.00 

0.00 

0.00 

0.14 

0.07 

0.47 

0.010 

0.51 

0.98 


Dohli 

0806000600835800 

5.858 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.385 

0.57 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.06 

0.003 

0.04 

0.08 


Dohra 

0806000500825800 

3.048 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.067 

0.20 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 







Non-command 

Quartzite 

0.079 

0.20 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.02 


Dongra 

0806000500825100 

6.498 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.442 

-0.11 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.027 

0.17 

0.17 







Non-command 

Quartzite 

3.844 

-0.11 

0.020 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.043 

0.26 

0.27 


Dotana 

0806000400816700 

2.848 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.823 

0.24 

0.120 

0.16 

0.02 

0.00 

0.00 

0.00 

0.22 

0.20 

0.61 

0.019 

0.51 

0.57 


Faizpur 

0806000500819500 

1.050 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.050 

0.26 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.09 

0.09 

0.25 

0.012 

0.50 

0.54 


Gahankhar 

0806000400814500 

4.339 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.250 

-0.23 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.002 

0.03 

0.03 


Garhi 

0806000600829100 

1.586 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.563 

0.14 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.09 

0.04 

0.27 

0.011 

0.52 

1.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.023 

0.14 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Ghasoli 

0806000500826000 

7.662 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.917 

-0.13 

0.120 

0.21 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.77 

0.043 

0.23 

0.26 







Non-command 

Quartzite 

3.233 

-0.13 

0.020 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.58 

0.036 

0.19 

0.22 


Gol 

0806000400816300 

4.868 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.395 

-0.24 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.009 

0.15 

0.17 







Non-command 

Quartzite 

3.033 

-0.24 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.021 

0.34 

0.38 


Golki 

0806000600838100 

2.416 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.881 

-0.27 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.013 

0.41 

0.80 


Goojarpur Kalan 

0806000600831500 

4.117 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.117 

0.13 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.12 

0.06 

0.22 

0.029 

0.55 

1.18 


Gothra 

0806000400814900 

4.647 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.070 

0.02 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Hajipur 

0806000600837300 

3.553 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.553 

-0.52 

0.120 

0.12 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.025 

0.53 

1.02 


Hasanpur Mafi 

0806000400813200 

4.520 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.301 

0.30 

0.120 

0.13 

0.02 

0.00 

0.00 

0.00 

0.16 

0.14 

0.50 

0.009 

0.16 

0.18 







Non-command 

Quartzite 

0.235 

0.30 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.07 

0.002 

0.03 

0.03 


Husepur 

0806000500821900 

3.323 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.079 

-0.01 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.023 

0.28 

0.30 







Non-command 

Quartzite 

1.178 

-0.01 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.013 

0.16 

0.17 


Ibrahimpur Mafi 

0806000400813600 

0.622 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.318 

0.41 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.04 

0.14 

0.002 

0.29 

0.32 


Jairoli 

0806000400817400 

17.293 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.223 

-0.28 

0.120 

0.16 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.54 

0.083 

0.36 

0.43 







Non-command 

Quartzite 

4.404 

-0.28 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.030 

0.13 

0.15 


Jaistika 

0806000500822100 

2.565 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.440 

0.12 

0.120 

0.13 

0.01 

0.00 

0.00 

0.00 

0.16 

0.15 

0.49 

0.027 

0.42 

0.44 


Jakopur 

0806000600839600 

1.428 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.428 

-0.12 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.010 

0.55 

1.19 


Kala Ghata 

0806000600830100 

2.572 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.455 

-0.01 

0.120 

0.17 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.67 

0.017 

0.47 

0.65 


Kalsawara 

0806000600830200 

2.457 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.407 

-0.01 

0.120 

0.12 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.47 

0.017 

0.49 

0.72 


Karoli Jageer 

0806000600839500 

1.120 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.936 

-0.13 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.007 

0.46 

0.99 







Non-command 

Slate 

0.001 

-0.13 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Karoli Khalsa 

0806000600839700 

0.441 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.441 

0.08 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.05 

0.02 

0.23 

0.003 

0.55 

1.20 


Khalilpuri 

0806000400813500 

3.442 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.961 

0.35 

0.120 

0.45 

0.07 

0.00 

0.00 

0.00 

0.51 

0.46 

1.76 

0.020 

0.48 

0.53 







Non-command 

Quartzite 

0.481 

0.35 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.04 

0.04 

0.21 

0.003 

0.08 

0.09 


Khanpur Mewan 

0806000500825200 

6.497 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.183 

-0.15 

0.120 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.56 

0.035 

0.22 

0.24 







Non-command 

Quartzite 

3.175 

-0.15 

0.020 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.51 

0.035 

0.22 

0.24 


Kharkhara 

0806000600830900 

1.867 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.862 

-0.02 

0.120 

0.16 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.62 

0.013 

0.53 

0.99 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.005 

-0.02 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kharkhari 

0806000600829000 

1.225 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.889 

0.17 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.06 

0.03 

0.17 

0.006 

0.39 

0.77 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.169 

0.17 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.001 

0.07 

0.15 


Khedli Jhanda 

0806000600838200 

1.837 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.837 

-0.12 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.013 

0.52 

0.95 


Khilora 

0806000600831900 

7.549 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.925 

0.53 

0.120 

0.36 

0.05 

0.00 

0.00 

0.00 

0.75 

0.34 

1.40 

0.048 

0.50 

1.10 


Khoh 

0806000600828600 

6.539 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.770 

0.38 

0.120 

0.11 

0.02 

0.00 

0.00 

0.00 

0.31 

0.14 

0.42 

0.033 

0.40 

0.85 


Khoha 

0806000500826100 

10.917 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.813 

0.05 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.12 

0.020 

0.08 

0.09 







Non-command 

Quartzite 

0.774 

0.05 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.05 

0.009 

0.03 

0.04 


Khohar 

0806000600837200 

1.021 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.943 

-0.29 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.007 

0.48 

0.85 


Khohra Karmali 

0806000600829700 

5.325 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.982 

-0.05 

0.120 

0.21 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.81 

0.028 

0.36 

0.47 


Khohra Peepli 

0806000500825400 

2.796 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.096 

-0.12 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.012 

0.19 

0.24 







Non-command 

Quartzite 

1.176 

-0.12 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.013 

0.20 

0.26 


Khojaka 

0806000500821500 

1.311 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.311 

0.21 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.21 

0.015 

0.47 

0.50 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.10 

0.00 

(439.92) 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

0.003 

0.003 

0.003 

0.005 

0.000 

0.005 

0.012 

237.61 

Over Exploited 

Bolni 

0806000500819300 

0.24 

0.32 

(9.49) 

0.29 

0.03 

0.32 

0.05 

0.43 

0.04 

0.1000 

- 

- 

- 

0.100 

0.142 

0.459 

0.023 

0.436 

0.893 

204.82 

Over Exploited 



0.06 

0.01 

587.39 

0.01 

0.01 

0.02 

0.01 

0.12 

0.00 

0.0200 

- 

- 

- 

0.020 

0.021 

0.038 

0.002 

0.036 

0.216 

596.37 

Over Exploited 

Boojaka 

0806000600829400 

0.24 

0.02 

23,403.49 

0.02 

- 

0.02 

0.01 

0.10 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.035 

0.002 

0.033 

0.087 

258.77 

Over Exploited 

Chachaka 

0806000500821600 

0.24 

0.44 

(85.83) 

0.35 

- 

0.35 

0.06 

0.52 

0.06 

0.0100 

- 

- 

- 

0.010 

0.068 

0.423 

0.021 

0.402 

0.157 

39.15 

Safe 

Chamroda 

0806000500819200 

0.24 

0.15 

14.56 

0.17 

0.02 

0.19 

0.03 

0.27 

0.02 

0.0500 

- 

- 

- 

0.050 

0.070 

0.265 

0.013 

0.252 

0.500 

198.56 

Over Exploited 

Chandigarh 

0806000600836000 

0.24 

0.21 

(81.89) 

0.17 

0.01 

0.18 

0.07 

0.62 

0.03 

0.0400 

- 

- 

- 

0.040 

0.069 

0.250 

0.013 

0.238 

0.331 

139.30 

Over Exploited 

Chaundawata 

0806000500824100 

0.24 

0.17 

- 

0.17 

0.01 

0.18 

0.06 

0.52 

0.02 

0.0300 

- 

- 

- 

0.030 

0.052 

0.230 

0.023 

0.207 

0.274 

132.41 

Over Exploited 

Chawandi Kalan 

0806000400817000 

0.24 

0.62 

2.70 

0.64 

0.10 

0.74 

0.06 

0.52 

0.08 

0.2900 

- 

- 

- 

0.290 

0.372 

1.108 

0.055 

1.053 

2.630 

249.83 

Over Exploited 

Cheet Ghana 

0806000500823500 

0.24 

0.11 

(49.29) 

0.08 

- 

0.08 

0.04 

0.35 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.108 

0.005 

0.103 

0.191 

185.92 

Over Exploited 



0.06 

0.00 

210.58 

0.00 

- 

0.00 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.056 

1,353.43 

Over Exploited 

Chor Basai 

0806000500825300 

0.24 

0.23 

- 

0.23 

0.01 

0.24 

0.03 

0.26 

0.03 

0.0200 

- 

- 

- 

0.020 

0.050 

0.285 

0.029 

0.257 

0.520 

202.57 

Over Exploited 



0.06 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.19 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.044 

0.004 

0.039 

0.362 

923.65 

Over Exploited 

Danwari 

0806000600836900 

0.24 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.15 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.043 

0.004 

0.039 

0.085 

219.36 

Over Exploited 



0.06 

0.02 

- 

0.02 

- 

0.02 

0.03 

0.25 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.034 

0.003 

0.030 

0.097 

321.59 

Over Exploited 

Deota 

0806000500822200 

0.24 

0.00 

1,232.13 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.011 

10,225.31 

Over Exploited 

Dhamookar 

0806000500821700 

0.24 

0.30 

(64.95) 

0.24 

- 

0.24 

0.06 

0.49 

0.04 

0.0100 

- 

- 

- 

0.010 

0.049 

0.287 

0.014 

0.272 

0.409 

150.20 

Over Exploited 

Dhaneta 

0806000600829200 

0.24 

0.17 

(56.89) 

0.14 

0.02 

0.16 

0.07 

0.58 

0.02 

0.0500 

- 

- 

- 

0.050 

0.073 

0.228 

0.011 

0.217 

0.478 

220.43 

Over Exploited 

Dohli 

0806000600835800 

0.24 

0.00 

538.86 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.014 

0.062 

449.32 

Over Exploited 

Dohra 

0806000500825800 

0.24 

0.00 

597.72 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.011 

4,933.39 

Over Exploited 



0.06 

0.00 

237.50 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.009 

11,825.41 

Over Exploited 

Dongra 

0806000500825100 

0.24 

0.10 

- 

0.10 

- 

0.10 

0.02 

0.19 

0.01 

0.0100 

- 

- 

- 

0.010 

0.023 

0.121 

0.012 

0.109 

0.322 

296.70 

Over Exploited 



0.06 

0.06 

- 

0.06 

0.01 

0.07 

0.03 

0.30 

0.01 

0.0200 

- 

- 

- 

0.020 

0.028 

0.099 

0.010 

0.089 

0.494 

556.63 

Over Exploited 

Dotana 

0806000400816700 

0.24 

0.35 

(42.42) 

0.28 

0.02 

0.30 

0.07 

0.58 

0.05 

0.0700 

- 

- 

- 

0.070 

0.116 

0.414 

0.021 

0.393 

0.629 

159.96 

Over Exploited 

Faizpur 

0806000500819500 

0.24 

0.13 

(32.25) 

0.10 

0.01 

0.11 

0.07 

0.57 

0.02 

0.0300 

- 

- 

- 

0.030 

0.047 

0.157 

0.008 

0.149 

0.262 

175.09 

Over Exploited 

Gahankhar 

0806000400814500 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.045 

2,604.74 

Over Exploited 

Garhi 

0806000600829100 

0.24 

0.20 

(77.28) 

0.16 

0.01 

0.17 

0.07 

0.59 

0.03 

0.0300 

- 

- 

- 

0.030 

0.056 

0.223 

0.011 

0.212 

0.276 

129.98 

Over Exploited 



0.22 

0.00 

431.88 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ghasoli 

0806000500826000 

0.24 

0.22 

- 

0.22 

0.01 

0.23 

0.03 

0.26 

0.03 

0.0300 

- 

- 

- 

0.030 

0.059 

0.289 

0.029 

0.260 

0.813 

313.21 

Over Exploited 



0.06 

0.04 

- 

0.04 

0.01 

0.05 

0.03 

0.22 

0.00 

0.0200 

- 

- 

- 

0.020 

0.025 

0.072 

0.007 

0.065 

0.613 

941.45 

Over Exploited 

Gol 

0806000400816300 

0.24 

0.05 

- 

0.05 

- 

0.05 

0.02 

0.17 

0.01 

- 

- 

- 

- 

- 

0.007 

0.058 

0.006 

0.053 

0.038 

73.07 

Semi Critical 



0.10 

0.10 

- 

0.10 

- 

0.10 

0.04 

0.38 

0.01 

- 

- 

- 

- 

- 

0.013 

0.114 

0.011 

0.102 

0.064 

62.09 

Safe 

Golki 

0806000600838100 

0.24 

0.19 

- 

0.19 

0.01 

0.20 

0.06 

0.47 

0.02 

0.0200 

- 

- 

- 

0.020 

0.045 

0.241 

0.024 

0.217 

0.221 

102.09 

Over Exploited 

Goojarpur Kalan 

0806000600831500 

0.24 

0.54 

(89.52) 

0.43 

0.01 

0.44 

0.07 

0.62 

0.07 

0.0300 

- 

- 

- 

0.030 

0.103 

0.545 

0.027 

0.518 

0.252 

48.62 

Safe 

Gothra 

0806000400814900 

0.24 

0.00 

73.42 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.014 

9,924.00 

Over Exploited 

Hajipur 

0806000600837300 

0.24 

0.45 

- 

0.45 

0.02 

0.47 

0.07 

0.60 

0.06 

0.0500 

- 

- 

0.002 

0.052 

0.112 

0.584 

0.058 

0.526 

0.457 

86.89 

Semi Critical 

Hasanpur Mafi 

0806000400813200 

0.24 

0.05 

180.88 

0.06 

0.02 

0.08 

0.02 

0.18 

0.01 

0.0600 

- 

- 

- 

0.060 

0.067 

0.147 

0.007 

0.140 

0.513 

366.66 

Over Exploited 



0.10 

0.00 

2,732.24 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.067 

642.37 

Over Exploited 

Husepur 

0806000500821900 

0.24 

0.14 

- 

0.14 

- 

0.14 

0.04 

0.32 

0.02 

0.0100 

- 

- 

- 

0.010 

0.028 

0.170 

0.017 

0.153 

0.349 

228.22 

Over Exploited 



0.06 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.18 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.023 

0.002 

0.021 

0.188 

914.74 

Over Exploited 

Ibrahimpur Mafi 

0806000400813600 

0.24 

0.02 

89.29 

0.03 

0.01 

0.04 

0.04 

0.33 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.059 

0.003 

0.056 

0.146 

259.92 

Over Exploited 

Jairoli 

0806000400817400 

0.24 

1.07 

- 

1.07 

0.02 

1.09 

0.05 

0.41 

0.14 

0.0600 

- 

- 

- 

0.060 

0.202 

1.290 

0.129 

1.161 

0.621 

53.49 

Safe 



0.10 

0.06 

- 

0.06 

0.01 

0.07 

0.02 

0.15 

0.01 

0.0200 

- 

- 

- 

0.020 

0.028 

0.095 

0.010 

0.086 

0.174 

202.44 

Over Exploited 

Jaistika 

0806000500822100 

0.24 

0.25 

(38.88) 

0.20 

0.01 

0.21 

0.06 

0.48 

0.03 

0.0200 

- 

- 

- 

0.020 

0.052 

0.261 

0.013 

0.248 

0.517 

208.15 

Over Exploited 

Jakopur 

0806000600839600 

0.24 

0.19 

- 

0.19 

0.01 

0.20 

0.07 

0.62 

0.03 

0.0200 

- 

- 

- 

0.020 

0.045 

0.243 

0.024 

0.219 

0.166 

75.87 

Semi Critical 

Kala Ghata 

0806000600830100 

0.24 

0.27 

- 

0.27 

0.03 

0.30 

0.06 

0.53 

0.04 

0.0800 

- 

- 

- 

0.080 

0.116 

0.419 

0.042 

0.377 

0.688 

182.55 

Over Exploited 

Kalsawara 

0806000600830200 

0.24 

0.28 

- 

0.28 

0.02 

0.30 

0.06 

0.55 

0.04 

0.0500 

- 

- 

- 

0.050 

0.087 

0.388 

0.039 

0.350 

0.485 

138.67 

Over Exploited 

Karoli Jageer 

0806000600839500 

0.24 

0.10 

- 

0.10 

0.01 

0.11 

0.06 

0.52 

0.01 

0.0200 

- 

- 

- 

0.020 

0.034 

0.147 

0.015 

0.132 

0.225 

170.14 

Over Exploited 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Karoli Khalsa 

0806000600839700 

0.24 

0.06 

(57.28) 

0.05 

0.01 

0.06 

0.07 

0.62 

0.01 

0.0300 

- 

- 

- 

0.030 

0.038 

0.094 

0.005 

0.090 

0.237 

264.66 

Over Exploited 

Khalilpuri 

0806000400813500 

0.24 

0.34 

33.89 

0.41 

0.07 

0.48 

0.06 

0.55 

0.05 

0.2000 

- 

- 

0.001 

0.202 

0.247 

0.729 

0.036 

0.692 

1.777 

256.62 

Over Exploited 



0.10 

0.00 

944.26 

0.00 

0.01 

0.01 

0.01 

0.09 

0.00 

0.0200 

- 

- 

- 

0.020 

0.020 

0.035 

0.002 

0.033 

0.214 

643.95 

Over Exploited 

Khanpur Mewan 

0806000500825200 

0.24 

0.17 

- 

0.17 

0.01 

0.18 

0.03 

0.25 

0.02 

0.0200 

- 

- 

- 

0.020 

0.042 

0.221 

0.022 

0.199 

0.592 

297.80 

Over Exploited 



0.06 

0.04 

- 

0.04 

0.01 

0.05 

0.03 

0.25 

0.01 

0.0200 

- 

- 

- 

0.020 

0.025 

0.078 

0.008 

0.070 

0.546 

783.08 

Over Exploited 

Kharkhara 

0806000600830900 

0.24 

0.23 

- 

0.23 

0.02 

0.25 

0.07 

0.60 

0.03 

0.0700 

- 

- 

- 

0.070 

0.102 

0.357 

0.036 

0.321 

0.633 

197.29 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kharkhari 

0806000600829000 

0.24 

0.08 

(64.86) 

0.07 

0.01 

0.08 

0.05 

0.44 

0.01 

0.0200 

- 

- 

- 

0.020 

0.031 

0.107 

0.005 

0.102 

0.179 

175.61 

Over Exploited 



0.22 

0.00 

147.88 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.003 

0.029 

838.83 

Over Exploited 

Khedli Jhanda 

0806000600838200 

0.24 

0.23 

- 

0.23 

0.01 

0.24 

0.07 

0.59 

0.03 

0.0400 

- 

- 

- 

0.040 

0.071 

0.308 

0.031 

0.277 

0.361 

130.18 

Over Exploited 

Khilora 

0806000600831900 

0.24 

0.84 

(58.94) 

0.67 

0.05 

0.72 

0.07 

0.57 

0.11 

0.1600 

- 

- 

- 

0.160 

0.273 

0.991 

0.050 

0.942 

1.444 

153.36 

Over Exploited 

Khoh 

0806000600828600 

0.24 

0.42 

73,440.43 

0.33 

0.02 

0.35 

0.05 

0.45 

0.06 

0.0500 

- 

- 

- 

0.050 

0.106 

0.461 

0.023 

0.438 

0.449 

102.61 

Over Exploited 

Khoha 

0806000500826100 

0.24 

0.03 

25.84 

0.04 

- 

0.04 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.004 

0.045 

0.002 

0.043 

0.140 

327.88 

Over Exploited 



0.06 

0.00 

484.10 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.055 

2,800.15 

Over Exploited 

Khohar 

0806000600837200 

0.24 

0.11 

- 

0.11 

0.01 

0.12 

0.06 

0.54 

0.01 

0.0200 

- 

- 

- 

0.020 

0.035 

0.152 

0.015 

0.137 

0.194 

141.45 

Over Exploited 

Khohra Karmali 

0806000600829700 

0.24 

0.34 

- 

0.34 

0.03 

0.37 

0.05 

0.41 

0.05 

0.0900 

- 

- 

- 

0.090 

0.135 

0.508 

0.051 

0.457 

0.842 

184.11 

Over Exploited 

Khohra Peepli 

0806000500825400 

0.24 

0.05 

- 

0.05 

- 

0.05 

0.02 

0.21 

0.01 

- 

- 

- 

- 

- 

0.006 

0.053 

0.005 

0.048 

0.110 

231.67 

Over Exploited 



0.06 

0.01 

- 

0.01 

- 

0.01 

0.03 

0.23 

0.00 

- 

- 

- 

- 

- 

0.002 

0.016 

0.002 

0.014 

0.121 

844.95 

Over Exploited 

Khojaka 

0806000500821500 

0.24 

0.15 

(41.43) 

0.12 

- 

0.12 

0.06 

0.53 

0.02 

0.0100 

- 

- 

- 

0.010 

0.029 

0.148 

0.007 

0.140 

0.226 

160.95 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 



080600060083620C 

2.277 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.277 

0.26 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.14 

0.06 

0.29 

0.016 

0.55 

1.19 


Khudeena 

0806000500825700 

1.648 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.052 

0.09 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.02 







Non-command 

Quartzite 

0.400 

0.09 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.10 

0.004 

0.12 

0.17 


Kolgaon 

0806000500825500 

6.455 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.214 

-0.07 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.036 

0.24 

0.32 







Non-command 

Quartzite 

2.557 

-0.07 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.028 

0.19 

0.25 


Kota Kalan 

0806000600829300 

1.833 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.675 

0.11 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.08 

0.04 

0.28 

0.012 

0.48 

0.87 


Kutiyapur 

0806000500823700 

1.862 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.892 

-0.07 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.010 

0.22 

0.23 







Non-command 

Quartzite 

0.941 

-0.07 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.010 

0.23 

0.24 


Lalpuri 

0806000500824800 

1.107 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.854 

-0.03 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.009 

0.37 

0.45 


Langarwas 

0806000500821400 

4.521 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.165 

0.22 

0.120 

0.11 

0.00 

0.00 

0.00 

0.00 

0.17 

0.16 

0.40 

0.024 

0.22 

0.23 







Non-command 

Quartzite 

2.150 

0.22 

0.020 

0.10 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.35 

0.024 

0.22 

0.23 


Maharajpura 

0806000400813700 

2.204 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.312 

0.35 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.13 

0.12 

0.36 

0.009 

0.33 

0.37 







Non-command 

Quartzite 

0.892 

0.35 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.05 

0.04 

0.18 

0.006 

0.23 

0.25 


Mahrampur 

0806000500825900 

1.464 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.552 

0.02 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.10 

0.006 

0.18 

0.23 







Non-command 

Quartzite 

0.464 

0.02 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.09 

0.005 

0.15 

0.19 


Mainaki 

0806000400811500 

3.914 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.233 

0.37 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.09 

0.19 

0.008 

0.18 

0.19 


Majra Mahaniya 

0806000400814000 

1.360 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.172 

0.22 

0.120 

0.11 

0.02 

0.00 

0.00 

0.00 

0.12 

0.11 

0.43 

0.008 

0.47 

0.52 


Maliyar Jatt 

0806000400813300 

7.052 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.502 

0.23 

0.120 

0.27 

0.04 

0.00 

0.00 

0.00 

0.36 

0.32 

1.06 

0.030 

0.36 

0.39 







Non-command 

Quartzite 

1.982 

0.23 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.09 

0.08 

0.35 

0.013 

0.16 

0.17 


Mancha 

0806000500819800 

6.811 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.216 

0.16 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.06 

0.002 

0.01 

0.01 


Mandapur 

0806000600836500 

2.545 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.545 

-0.48 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.018 

0.55 

1.16 


Mandwapur 

0806000500819600 

1.286 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.286 

0.25 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.21 

0.014 

0.47 

0.51 


Manki 

0806000600839800 

5.300 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.543 

0.16 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.07 

0.004 

0.06 

0.12 







Non-command 

Slate 

0.001 

0.16 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Manothadi 

0806000500821800 

1.921 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.723 

-0.04 

0.120 

0.17 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.64 

0.019 

0.42 

0.47 


Meghawas 

0806000600836600 

2.582 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.375 

-0.42 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.017 

0.50 

1.03 







Non-command 

Quartzite 

0.207 

-0.42 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.04 

0.09 


Mirzapur 

0806000500824200 

2.055 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.055 

-0.04 

0.120 

0.09 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.34 

0.023 

0.49 

0.58 


Mohammadpur 

0806000600837400 

2.646 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.646 

-0.56 

0.120 

0.12 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.47 

0.018 

0.53 

1.06 


Moosa Khera 

0806000500823600 

3.132 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.562 

-0.07 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.017 

0.22 

0.23 







Non-command 

Quartzite 

1.570 

-0.07 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.017 

0.22 

0.23 


Mothooka 

0806000500822000 

5.527 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.088 

0.08 

0.120 

0.21 

0.01 

0.00 

0.00 

0.00 

0.24 

0.23 

0.79 

0.045 

0.33 

0.34 







Non-command 

Quartzite 

1.121 

0.08 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.19 

0.012 

0.09 

0.09 


Mubarikpur 

0806000600837000 

13.525 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.313 

-0.20 

0.120 

0.66 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

2.55 

0.072 

0.40 

0.76 







Non-command 

Quartzite 

1.215 

-0.20 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.008 

0.05 

0.09 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.063 

-0.20 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.007 

0.04 

0.08 


Mukandwas 

0806000600832000 

3.575 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.091 

0.32 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.03 


Munpur Karmala 

0806000600838400 

8.048 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.143 

0.13 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

0.20 

0.11 

0.40 

0.043 

0.38 

0.67 


Musepur 

0806000400816600 

2.468 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.468 

0.14 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.13 

0.12 

0.40 

0.017 

0.54 

0.60 


Nagliwal 

0806000600837100 

3.756 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.058 

-0.19 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.021 

0.41 

0.71 


Naharpur Khurd 

0806000600837600 

2.970 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.037 

-0.08 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Slate 

0.278 

-0.08 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.002 

0.05 

0.11 





Saline 

Non-command 

Non-command 

Slate 

0.003 

-0.08 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nakhnol 

0806000600829600 

2.985 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.555 

-0.04 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.018 

0.42 

0.63 


Nangal Mohammadpur 

0806000500823800 

1.612 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.609 

-0.11 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.007 

0.17 

0.18 







Non-command 

Quartzite 

0.972 

-0.11 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.011 

0.27 

0.29 


Nangal Nangali 

0806000600831700 

2.306 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.306 

0.40 

0.120 

0.11 

0.02 

0.00 

0.00 

0.00 

0.20 

0.09 

0.41 

0.016 

0.55 

1.18 


Nangla Chirawanda 

0806000600830400 

9.521 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.249 

-0.04 

0.120 

0.15 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.56 

0.030 

0.23 

0.38 







Non-command 

Quartzite 

3.748 

-0.04 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.026 

0.20 

0.33 


Nangli Mubarikpur 

0806000600830700 

0.686 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.686 

-0.06 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.005 

0.52 

0.95 


Nangli Pathan 

0806000500819700 

3.211 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.386 

0.26 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.22 

0.015 

0.20 

0.21 







Non-command 

Quartzite 

1.618 

0.26 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.22 

0.018 

0.24 

0.25 


Naugawan 

0806000400815300 

3.389 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.533 

0.26 

0.120 

0.06 

0.01 

0.00 

0.00 

0.02 

0.08 

0.07 

0.23 

0.010 

0.24 

0.27 







Non-command 

Quartzite 

1.855 

0.26 

0.020 

0.06 

0.01 

0.00 

0.00 

0.04 

0.02 

0.02 

0.21 

0.013 

0.30 

0.33 



0806000600837500 

15.644 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.532 

-0.50 

0.120 

0.69 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

2.69 

0.067 

0.33 

0.69 







Non-command 

Quartzite 

0.043 

-0.50 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 







Non-command 

Slate 

2.051 

-0.50 

0.020 

0.12 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.44 

0.014 

0.07 

0.15 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.013 

-0.50 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Slate 

0.016 

-0.50 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Naurangabad 

0806000400813900 

1.836 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.598 

0.23 

0.120 

0.10 

0.02 

0.00 

0.00 

0.00 

0.12 

0.11 

0.40 

0.011 

0.48 

0.54 


Neekach 

0806000600829500 

5.810 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.473 

0.01 

0.120 

0.17 

0.02 

0.00 

0.00 

0.00 

0.16 

0.09 

0.64 

0.038 

0.48 

0.83 


Neemli 

0806000400816100 

11.611 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.193 

-0.25 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.022 

0.15 

0.17 







Non-command 

Quartzite 

6.442 

-0.25 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.044 

0.30 

0.35 


Newada 

0806000600831300 

2.630 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.630 

0.00 

0.120 

0.17 

0.02 

0.00 

0.00 

0.00 

0.15 

0.07 

0.66 

0.018 

0.54 

1.14 


Newadi 

0806000600831100 

2.739 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.202 

0.05 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.05 

0.03 

0.16 

0.015 

0.43 

0.89 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.536 

0.05 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.004 

0.11 

0.22 


Niwali 

0806000600836100 

4.897 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.354 

0.05 

0.120 

0.14 

0.02 

0.00 

0.00 

0.00 

0.14 

0.06 

0.54 

0.023 

0.38 

0.82 


Nyana 

0806000500825000 

4.548 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.158 

-0.14 

0.120 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.65 

0.024 

0.21 

0.23 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 


0806000600836200 

0.24 

0.30 

(78.41) 

0.24 

0.01 

0.25 

0.07 

0.62 

0.04 

0.0300 

- 

- 

- 

0.030 

0.070 

0.320 

0.016 

0.304 

0.310 

101.98 

Over Exploited 

Khudeena 

0806000500825700 

0.24 

0.00 

107.78 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.011 

4,338.14 

Over Exploited 



0.06 

0.00 

642.97 

0.00 

- 

0.00 

0.02 

0.13 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.099 

2,751.73 

Over Exploited 

Kolgaon 

0806000500825500 

0.24 

0.18 

- 

0.18 

- 

0.18 

0.03 

0.27 

0.02 

0.0100 

- 

- 

- 

0.010 

0.034 

0.218 

0.022 

0.196 

0.322 

163.74 

Over Exploited 



0.06 

0.03 

- 

0.03 

- 

0.03 

0.03 

0.21 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.043 

0.004 

0.039 

0.228 

590.76 

Over Exploited 

Kota Kalan 

0806000600829300 

0.24 

0.19 

(76.69) 

0.15 

0.01 

0.16 

0.06 

0.54 

0.03 

0.0300 

- 

- 

- 

0.030 

0.056 

0.219 

0.011 

0.208 

0.289 

138.62 

Over Exploited 

Kutiyapur 

0806000500823700 

0.24 

0.05 

- 

0.05 

- 

0.05 

0.03 

0.25 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.062 

0.006 

0.056 

0.156 

277.44 

Over Exploited 



0.06 

0.01 

- 

0.01 

- 

0.01 

0.03 

0.26 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.025 

0.002 

0.022 

0.152 

688.81 

Over Exploited 

Lalpuri 

0806000500824800 

0.24 

0.07 

- 

0.07 

0.01 

0.08 

0.05 

0.41 

0.01 

0.0300 

- 

- 

- 

0.030 

0.040 

0.125 

0.012 

0.112 

0.309 

275.42 

Over Exploited 

Langarwas 

0806000500821400 

0.24 

0.11 

40.32 

0.14 

- 

0.14 

0.03 

0.25 

0.01 

0.0100 

- 

- 

- 

0.010 

0.025 

0.162 

0.008 

0.153 

0.422 

275.00 

Over Exploited 



0.06 

0.03 

272.78 

0.03 

- 

0.03 

0.03 

0.25 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.047 

0.002 

0.045 

0.376 

835.15 

Over Exploited 

Maharajpura 

0806000400813700 

0.24 

0.11 

16.13 

0.12 

0.01 

0.13 

0.04 

0.38 

0.01 

0.0400 

- 

- 

- 

0.040 

0.054 

0.186 

0.009 

0.177 

0.369 

208.72 

Over Exploited 



0.10 

0.02 

106.99 

0.02 

0.01 

0.03 

0.03 

0.26 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.057 

0.003 

0.054 

0.190 

350.85 

Over Exploited 

Mahrampur 

0806000500825900 

0.24 

0.02 

2.36 

0.02 

- 

0.02 

0.02 

0.20 

0.00 

- 

- 

- 

- 

- 

0.003 

0.027 

0.001 

0.026 

0.109 

418.61 

Over Exploited 



0.06 

0.00 

274.27 

0.01 

- 

0.01 

0.02 

0.17 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.005 

0.091 

1,716.81 

Over Exploited 

Mainaki 

0806000400811500 

0.24 

0.05 

64.10 

0.06 

0.01 

0.07 

0.02 

0.20 

0.01 

0.0200 

- 

- 

- 

0.020 

0.027 

0.100 

0.005 

0.095 

0.195 

205.76 

Over Exploited 

Maj'ra Mahaniya 

0806000400814000 

0.24 

0.13 

(18.74) 

0.11 

0.02 

0.13 

0.06 

0.53 

0.02 

0.0500 

- 

- 

0.001 

0.051 

0.068 

0.197 

0.010 

0.187 

0.440 

235.51 

Over Exploited 

Maliyar Jatt 

0806000400813300 

0.24 

0.39 

(16.49) 

0.32 

0.04 

0.36 

0.05 

0.40 

0.05 

0.1200 

- 

- 

- 

0.120 

0.171 

0.533 

0.027 

0.506 

1.086 

214.72 

Over Exploited 



0.10 

0.03 

159.44 

0.04 

0.01 

0.05 

0.02 

0.18 

0.00 

0.0400 

- 

- 

- 

0.040 

0.044 

0.091 

0.005 

0.087 

0.365 

420.52 

Over Exploited 

Mancha 

0806000500819800 

0.24 

0.00 

3,127.60 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.060 

6,536.32 

Over Exploited 

Mandapur 

0806000600836500 

0.24 

0.33 

- 

0.33 

0.01 

0.34 

0.07 

0.62 

0.04 

0.0400 

- 

- 

- 

0.040 

0.085 

0.428 

0.043 

0.385 

0.361 

93.68 

Critical 

Mandwapur 

0806000500819600 

0.24 

0.15 

(38.66) 

0.12 

0.00 

0.12 

0.06 

0.54 

0.02 

0.0100 

- 

- 

0.004 

0.014 

0.033 

0.153 

0.008 

0.145 

0.225 

154.98 

Over Exploited 

Manki 

0806000600839800 

0.24 

0.01 

89.88 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.020 

0.001 

0.019 

0.078 

414.10 

Over Exploited 



0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Manothadi 

0806000500821800 

0.24 

0.17 

- 

0.17 

0.02 

0.19 

0.06 

0.47 

0.02 

0.0700 

- 

- 

- 

0.070 

0.093 

0.286 

0.029 

0.258 

0.662 

257.12 

Over Exploited 

Meghawas 

0806000600836600 

0.24 

0.28 

- 

0.28 

0.01 

0.29 

0.07 

0.57 

0.04 

0.0400 

- 

- 

- 

0.040 

0.078 

0.372 

0.037 

0.335 

0.376 

112.16 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.023 

4,249.58 

Over Exploited 

Mirzapur 

0806000500824200 

0.24 

0.24 

- 

0.24 

0.02 

0.26 

0.06 

0.55 

0.03 

0.0400 

- 

- 

0.018 

0.058 

0.090 

0.353 

0.035 

0.317 

0.359 

113.09 

Over Exploited 

Mohammadpur 

0806000600837400 

0.24 

0.34 

- 

0.34 

0.02 

0.36 

0.07 

0.61 

0.05 

0.0500 

- 

- 

- 

0.050 

0.096 

0.455 

0.045 

0.409 

0.486 

118.91 

Over Exploited 

Moosa Khera 

0806000500823600 

0.24 

0.08 

- 

0.08 

0.00 

0.08 

0.03 

0.25 

0.01 

0.0100 

- 

- 

0.001 

0.011 

0.022 

0.107 

0.011 

0.096 

0.219 

228.63 

Over Exploited 



0.06 

0.02 

- 

0.02 

- 

0.02 

0.03 

0.25 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.034 

0.003 

0.030 

0.208 

685.12 

Over Exploited 

Mothooka 

0806000500822000 

0.24 

0.32 

(27.73) 

0.26 

0.01 

0.27 

0.04 

0.37 

0.04 

0.0300 

- 

- 

- 

0.030 

0.072 

0.340 

0.017 

0.323 

0.832 

257.50 

Over Exploited 



0.06 

0.01 

731.82 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.018 

0.001 

0.017 

0.204 

1,190.61 

Over Exploited 

Mubarikpur 

0806000600837000 

0.24 

0.94 

- 

0.94 

0.09 

1.03 

0.05 

0.46 

0.13 

0.2900 

- 

- 

- 

0.290 

0.417 

1.447 

0.145 

1.302 

2.620 

201.15 

Over Exploited 



0.06 

0.00 

- 

0.00 

0.01 

0.01 

0.01 

0.05 

0.00 

0.0200 

- 

- 

- 

0.020 

0.020 

0.034 

0.003 

0.031 

0.213 

699.18 

Over Exploited 



0.22 

0.01 

- 

0.01 

0.01 

0.02 

0.01 

0.05 

0.00 

0.0200 

- 

- 

- 

0.020 

0.021 

0.041 

0.004 

0.037 

0.191 

518.49 

Over Exploited 

Mukandwas 

0806000600832000 

0.24 

0.00 

9,491.32 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Munpur Karmala 

0806000600838400 

0.24 

0.57 

(79.84) 

0.45 

0.01 

0.46 

0.05 

0.44 

0.08 

0.0400 

- 

- 

- 

0.040 

0.116 

0.579 

0.029 

0.550 

0.441 

80.10 

Semi Critical 

Musepur 

0806000400816600 

0.24 

0.32 

(62.79) 

0.25 

0.01 

0.26 

0.07 

0.61 

0.04 

0.0400 

- 

- 

0.001 

0.041 

0.083 

0.347 

0.017 

0.330 

0.415 

125.80 

Over Exploited 

Nagliwal 

0806000600837100 

0.24 

0.30 

- 

0.30 

0.01 

0.31 

0.06 

0.47 

0.04 

0.0200 

- 

- 

- 

0.020 

0.061 

0.375 

0.037 

0.337 

0.177 

52.59 

Safe 

Naharpur Khurd 

0806000600837600 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.026 

4,452.97 

Over Exploited 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nakhnol 

0806000600829600 

0.24 

0.26 

- 

0.26 

0.01 

0.27 

0.06 

0.48 

0.03 

0.0400 

- 

- 

- 

0.040 

0.075 

0.344 

0.034 

0.310 

0.368 

118.73 

Over Exploited 

Nangal Mohammadpur 

0806000500823800 

0.24 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.19 

0.00 

- 

- 

- 

- 

- 

0.003 

0.028 

0.003 

0.025 

0.137 

537.59 

Over Exploited 



0.06 

0.02 

- 

0.02 

- 

0.02 

0.04 

0.31 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.028 

0.003 

0.025 

0.190 

752.80 

Over Exploited 

Nangal Nangali 

0806000600831700 

0.24 

0.30 

(69.28) 

0.24 

0.02 

0.26 

0.07 

0.62 

0.04 

0.0500 

- 

- 

0.001 

0.051 

0.092 

0.355 

0.018 

0.337 

0.424 

125.93 

Over Exploited 

Nangla Chirawanda 

0806000600830400 

0.24 

0.23 

- 

0.23 

0.02 

0.25 

0.03 

0.26 

0.03 

0.0600 

- 

- 

- 

0.060 

0.091 

0.340 

0.034 

0.306 

0.592 

193.28 

Over Exploited 



0.06 

0.05 

- 

0.05 

0.01 

0.06 

0.03 

0.23 

0.01 

0.0400 

- 

- 

- 

0.040 

0.046 

0.101 

0.010 

0.091 

0.372 

408.18 

Over Exploited 

Nangli Mubarikpur 

0806000600830700 

0.24 

0.09 

- 

0.09 

0.01 

0.10 

0.07 

0.59 

0.01 

0.0400 

- 

- 

- 

0.040 

0.052 

0.148 

0.015 

0.133 

0.395 

297.30 

Over Exploited 

Nangli Pathan 

0806000500819700 

0.24 

0.07 

44.24 

0.08 

- 

0.08 

0.03 

0.23 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.100 

0.005 

0.095 

0.236 

250.04 

Over Exploited 



0.06 

0.02 

182.01 

0.03 

- 

0.03 

0.03 

0.27 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.040 

0.002 

0.038 

0.236 

613.42 

Over Exploited 

Naugawan 

0806000400815300 

0.24 

0.09 

(22.18) 

0.07 

0.03 

0.10 

0.03 

0.28 

0.01 

0.0300 

- 

- 

0.032 

0.062 

0.074 

0.177 

0.009 

0.168 

0.240 

143.00 

Over Exploited 



0.10 

0.05 

(71.23) 

0.04 

0.05 

0.10 

0.04 

0.34 

0.01 

0.0200 

- 

- 

0.063 

0.084 

0.091 

0.187 

0.009 

0.178 

0.218 

122.48 

Over Exploited 


0806000600837500 

0.24 

0.76 

- 

0.76 

0.10 

0.86 

0.04 

0.38 

0.10 

0.3000 

- 

- 

- 

0.300 

0.402 

1.258 

0.126 

1.132 

2.757 

243.48 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.011 

######### 

Over Exploited 



0.04 

0.01 

- 

0.01 

0.02 

0.03 

0.01 

0.08 

0.00 

0.0500 

- 

- 

- 

0.050 

0.051 

0.077 

0.008 

0.069 

0.458 

664.63 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Naurangabad 

0806000400813900 

0.24 

0.18 

(39.85) 

0.15 

0.02 

0.17 

0.06 

0.55 

0.02 

0.0500 

- 

- 

0.000 

0.050 

0.074 

0.242 

0.012 

0.230 

0.414 

179.77 

Over Exploited 

Neekach 

0806000600829500 

0.24 

0.63 

(85.48) 

0.51 

0.02 

0.53 

0.06 

0.55 

0.08 

0.0700 

- 

- 

- 

0.070 

0.155 

0.682 

0.034 

0.648 

0.673 

103.83 

Over Exploited 

Neemli 

0806000400816100 

0.24 

0.11 

- 

0.11 

0.01 

0.12 

0.02 

0.17 

0.02 

0.0200 

- 

- 

- 

0.020 

0.035 

0.159 

0.016 

0.143 

0.216 

150.77 

Over Exploited 



0.10 

0.19 

- 

0.19 

0.01 

0.20 

0.04 

0.34 

0.03 

0.0300 

- 

- 

- 

0.030 

0.056 

0.259 

0.026 

0.233 

0.324 

139.02 

Over Exploited 

Newada 

0806000600831300 

0.24 

0.34 

(79.12) 

0.27 

0.02 

0.29 

0.07 

0.62 

0.05 

0.0700 

- 

- 

- 

0.070 

0.116 

0.411 

0.021 

0.390 

0.674 

172.89 

Over Exploited 

Newadi 

0806000600831100 

0.24 

0.23 

(88.74) 

0.18 

0.01 

0.19 

0.06 

0.49 

0.03 

0.0200 

- 

- 

- 

0.020 

0.051 

0.244 

0.012 

0.232 

0.179 

77.29 

Semi Critical 



0.22 

0.01 

(48.65) 

0.01 

- 

0.01 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.002 

0.012 

0.001 

0.011 

0.032 

286.77 

Over Exploited 

Niwali 

0806000600836100 

0.24 

0.30 

(79.05) 

0.24 

0.02 

0.26 

0.05 

0.43 

0.04 

0.0600 

- 

- 

0.001 

0.061 

0.102 

0.365 

0.018 

0.347 

0.558 

161.12 

Over Exploited 

Nyana 

0806000500825000 

0.24 

0.11 

- 

0.11 

0.01 

0.12 

0.03 

0.24 

0.01 

0.0200 

- 

- 

- 

0.020 

0.035 

0.155 

0.016 

0.140 

0.674 

481.66 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Quartzite 

2.385 

-0.14 

0.020 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.68 

0.026 

0.24 

0.25 


Odaka 

0806000600829800 

1.202 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.141 

-0.02 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.008 

0.45 

0.56 


Odela 

0806000600839400 

2.964 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.104 

0.06 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.001 

0.02 

0.04 


Odra 

0806000500821200 

3.458 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.056 

0.17 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 


Padasala 

0806000500824600 

3.539 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.916 

-0.02 

0.120 

0.13 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.49 

0.032 

0.41 

0.54 







Non-command 

Quartzite 

0.623 

-0.02 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.007 

0.09 

0.12 


Pahar Samlat 

0806000500826300 

3.682 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.312 

0.03 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.04 

0.04 


PaharSamlat @ Rundh Baghor 

0806000400816200 

3.808 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.615 

-0.38 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.024 

0.51 

0.59 







Non-command 

Quartzite 

0.084 

-0.38 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Parawada 

0806000600831000 

1.285 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.115 

0.00 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.06 

0.001 

0.05 

0.09 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.170 

0.00 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.08 

0.04 

0.34 

0.008 

0.49 

0.97 


Pata 

0806000600830500 

7.810 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.309 

-0.01 

0.120 

0.55 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

2.14 

0.051 

0.47 

0.75 


Patan Bhan 

0806000600830000 

1.486 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.319 

-0.01 

0.120 

0.13 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.52 

0.009 

0.43 

0.59 


Phullabas 

0806000400816400 

3.752 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.044 

-0.10 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.007 

0.15 

0.17 







Non-command 

Quartzite 

2.306 

-0.10 

0.020 

0.15 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.58 

0.016 

0.34 

0.38 


Podipur 

0806000600836700 

1.107 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.943 

-0.59 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.007 

0.46 

0.94 







Non-command 

Quartzite 

0.119 

-0.59 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.06 

0.12 


Poothi 

0806000600840300 

6.026 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.108 

0.21 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 


Raghunathgarh 

0806000600830300 

13.542 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.842 

-0.01 

0.120 

0.17 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.63 

0.041 

0.22 

0.31 







Non-command 

Quartzite 

6.112 

-0.01 

0.020 

0.13 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.043 

0.23 

0.33 


Raipur 

0806000400815700 

1.537 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.095 

0.00 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.37 

0.007 

0.39 

0.44 







Non-command 

Quartzite 

0.286 

0.00 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.002 

0.10 

0.11 


Ram Nagar 

0806000400815000 

4.111 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.060 

-0.02 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.014 

0.26 

0.29 


Raoka 

0806000500824900 

2.893 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.301 

-0.11 

0.120 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.026 

0.37 

0.42 


Rasoolpur 

0806000600828900 

4.350 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.259 

0.32 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.17 

0.08 

0.18 

0.023 

0.40 

0.82 


Raswada 

0806000600830800 

2.169 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.169 

-0.04 

0.120 

0.28 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

1.09 

0.015 

0.52 

0.93 


Roopbas 

0806000600830600 

1.513 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.513 

-0.02 

0.120 

0.14 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.54 

0.011 

0.51 

0.88 


Rundh Gidawara 

0806000500824400 

8.465 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.658 

-0.14 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.030 

0.16 

0.20 







Non-command 

Quartzite 

4.879 

-0.14 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.054 

0.29 

0.37 


Rundh Gol 

0806000400815800 

6.876 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.529 

-0.20 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.017 

0.20 

0.23 







Non-command 

Quartzite 

0.785 

-0.20 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.06 

0.07 


Rundh Ismailpur 

0806000500826200 

19.296 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.120 

-0.04 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.068 

0.14 

0.16 







Non-command 

Quartzite 

1.141 

-0.04 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.013 

0.03 

0.03 


Sammanpur 

0806000600831400 

2.433 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.433 

0.16 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.12 

0.05 

0.28 

0.017 

0.54 

1.15 


Sarpur 

0806000500824300 

2.082 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.082 

-0.10 

0.120 

0.09 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.32 

0.023 

0.50 

0.61 


Shahbad 

0806000400811400 

6.234 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.301 

0.23 

0.120 

0.20 

0.03 

0.00 

0.00 

0.00 

0.23 

0.21 

0.76 

0.016 

0.21 

0.23 


Shekhpur 

0806000500825600 

11.216 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.200 

0.33 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.002 

0.01 

0.02 



0806000600836400 

2.577 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.577 

-0.32 

0.120 

0.21 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.83 

0.018 

0.55 

1.16 


Shekhpur Jatt 

0806000400816500 

1.355 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.732 

-0.02 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.005 

0.29 

0.32 







Non-command 

Quartzite 

0.623 

-0.02 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.004 

0.25 

0.28 


Sherpur 

0806000600838000 

3.387 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.077 

-0.03 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.01 

0.02 


Sonagarh 

0806000600835900 

2.124 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.115 

-0.05 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.03 

0.06 


Soorawas 

0806000400813800 

2.316 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.347 

0.27 

0.120 

0.06 

0.01 

0.00 

0.00 

0.03 

0.07 

0.06 

0.22 

0.009 

0.32 

0.36 







Non-command 

Quartzite 

0.969 

0.27 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.11 

0.007 

0.23 

0.26 


Teehli 

0806000400814300 

2.408 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.090 

0.03 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.02 


Teetarka 

0806000500819400 

1.880 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.683 

0.26 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.12 

0.11 

0.29 

0.019 

0.46 

0.51 







Non-command 

Quartzite 

0.197 

0.26 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.002 

0.05 

0.06 


Thana Ghora 

0806000500824700 

2.677 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.677 

-0.01 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.030 

0.49 

0.64 


Thons 

0806000400817300 

4.022 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.022 

-0.04 

0.120 

0.11 

0.02 

0.00 

0.00 

0.01 

0.00 

0.00 

0.41 

0.027 

0.48 

0.56 


Tijara (M) 

0806000440603000 

22.899 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.275 

0.50 

0.120 

0.70 

0.02 

0.00 

0.00 

0.00 

0.88 

0.80 

0.56 

1.706 

0.08 

0.09 


Tismar 

0806000600828800 

1.256 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.058 

0.38 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.04 

0.17 

0.007 

0.46 

0.94 


Todli 

0806000600828500 

3.170 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.122 

0.32 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.02 

0.04 


Vrisangpur 

0806000500824500 

3.603 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.603 

-0.02 

0.120 

0.16 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.57 

0.040 

0.49 

0.62 


Warispur 

0806000600828700 

1.168 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.023 

0.39 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.11 

0.05 

0.27 

0.007 

0.48 

1.00 

02001002 

Alampur 

0806000600837700 

2.306 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.835 

0.20 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.10 

0.05 

0.34 

0.006 

0.20 

0.43 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.068 

0.20 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.10 

0.04 

0.31 

0.007 

0.25 

0.55 







Non-command 

Slate 

0.402 

0.20 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.09 

0.003 

0.10 

0.21 


Alawal Pur 

0806000600838300 

2.955 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.607 

-0.02 

0.120 

0.23 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.89 

0.018 

0.46 

0.89 


Alawara 

0806000600843500 

10.002 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.002 

0.54 

0.120 

0.20 

0.03 

0.00 

0.00 

0.00 

0.81 

0.37 

0.72 

0.070 

0.55 

1.19 


Badi Pokhar 

0806000600832500 

2.515 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.793 

-0.49 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.006 

0.18 

0.31 







Non-command 

Phyllite & Schist 

0.679 

-0.49 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.005 

0.15 

0.26 


Bagar Meo 

0806000600834500 

5.098 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.555 

1.27 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.06 

0.17 

0.004 

0.06 

0.12 


Bagar Rajput 

0806000600841200 

7.529 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.632 

1.29 

0.120 

0.30 

0.04 

0.00 

0.00 

0.00 

1.13 

0.53 

1.16 

0.039 

0.41 

0.87 


Baghori 

0806000600835600 

1.196 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.148 

0.41 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.12 

0.05 

0.25 

0.008 

0.53 

1.15 


Bahadurpur Patti Joriya 

0806000700847500 

2.717 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.025 

0.53 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 







Non-command 

Phyllite & Schist 

0.034 

0.53 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Quartzite 

0.133 

0.53 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.03 

0.04 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.431 

0.53 

0.120 

0.11 

0.02 

0.00 

0.00 

0.00 

0.24 

0.14 

0.41 

0.027 

0.47 

0.79 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.06 

0.03 

- 

0.03 

0.01 

0.04 

0.03 

0.27 

0.00 

0.0300 

- 

- 

- 

0.030 

0.034 

0.078 

0.008 

0.070 

0.706 

1,002.42 

Over Exploited 

Odaka 

0806000600829800 

0.24 

0.12 

- 

0.12 

0.01 

0.13 

0.06 

0.51 

0.02 

0.0300 

- 

- 

- 

0.030 

0.046 

0.180 

0.018 

0.162 

0.242 

148.96 

Over Exploited 

Odela 

0806000600839400 

0.24 

0.00 

933.57 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.029 

4,681.89 

Over Exploited 

Odra 

0806000500821200 

0.24 

0.00 

1,022.31 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.011 

8,581.71 

Over Exploited 

Padasala 

0806000500824600 

0.24 

0.29 

- 

0.29 

0.02 

0.31 

0.05 

0.46 

0.04 

0.0600 

- 

- 

- 

0.060 

0.098 

0.405 

0.040 

0.364 

0.524 

143.87 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.10 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.012 

0.114 

923.59 

Over Exploited 

Pahar Samlat 

0806000500826300 

0.24 

0.00 

(57.49) 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.003 

139.05 

Over Exploited 

PaharSamlat @ Rundh Baghor 

0806000400816200 

0.24 

0.44 

- 

0.44 

- 

0.44 

0.07 

0.58 

0.06 

- 

- 

- 

- 

- 

0.059 

0.500 

0.050 

0.450 

0.053 

11.89 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Parawada 

0806000600831000 

0.24 

0.00 

667.95 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.060 

535.49 

Over Exploited 



0.22 

0.13 

(67.78) 

0.10 

0.01 

0.11 

0.07 

0.55 

0.02 

0.0400 

- 

- 

- 

0.040 

0.057 

0.167 

0.008 

0.159 

0.351 

221.07 

Over Exploited 

Pata 

0806000600830500 

0.24 

0.83 

- 

0.83 

0.08 

0.91 

0.06 

0.54 

0.11 

0.2400 

- 

- 

- 

0.240 

0.351 

1.259 

0.126 

1.133 

2.193 

193.59 

Over Exploited 

Patan Bhan 

0806000600830000 

0.24 

0.14 

- 

0.14 

0.02 

0.16 

0.06 

0.49 

0.02 

0.0600 

- 

- 

- 

0.060 

0.078 

0.235 

0.024 

0.212 

0.525 

247.84 

Over Exploited 

Phullabas 

0806000400816400 

0.24 

0.04 

- 

0.04 

0.01 

0.05 

0.02 

0.17 

0.01 

0.0400 

- 

- 

- 

0.040 

0.045 

0.093 

0.009 

0.084 

0.357 

425.85 

Over Exploited 



0.10 

0.08 

- 

0.08 

0.02 

0.10 

0.04 

0.38 

0.01 

0.0700 

- 

- 

- 

0.070 

0.080 

0.178 

0.018 

0.160 

0.600 

374.68 

Over Exploited 

Podipur 

0806000600836700 

0.24 

0.10 

- 

0.10 

0.01 

0.11 

0.06 

0.52 

0.01 

0.0200 

- 

- 

- 

0.020 

0.034 

0.148 

0.015 

0.133 

0.210 

157.41 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.023 

5,418.46 

Over Exploited 

Poothi 

0806000600840300 

0.24 

0.00 

369.48 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Raghunathgarh 

0806000600830300 

0.24 

0.30 

- 

0.30 

0.02 

0.32 

0.03 

0.24 

0.04 

0.0700 

- 

- 

- 

0.070 

0.111 

0.433 

0.043 

0.390 

0.666 

170.89 

Over Exploited 



0.06 

0.08 

- 

0.08 

0.02 

0.10 

0.03 

0.26 

0.01 

0.0500 

- 

- 

- 

0.050 

0.061 

0.164 

0.016 

0.147 

0.495 

335.58 

Over Exploited 

Raipur 

0806000400815700 

0.24 

0.10 

- 

0.10 

0.01 

0.11 

0.05 

0.45 

0.01 

0.0400 

- 

- 

- 

0.040 

0.054 

0.167 

0.017 

0.151 

0.372 

247.39 

Over Exploited 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.12 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.064 

552.22 

Over Exploited 

Ram Nagar 

0806000400815000 

0.24 

0.13 

- 

0.13 

0.01 

0.14 

0.03 

0.29 

0.02 

0.0200 

- 

- 

0.002 

0.022 

0.039 

0.177 

0.018 

0.159 

0.230 

144.52 

Over Exploited 

Raoka 

0806000500824900 

0.24 

0.20 

- 

0.20 

- 

0.20 

0.05 

0.42 

0.03 

0.0100 

- 

- 

- 

0.010 

0.036 

0.233 

0.023 

0.210 

0.420 

199.76 

Over Exploited 

Rasoolpur 

0806000600828900 

0.24 

0.31 

22,847.72 

0.25 

0.01 

0.26 

0.05 

0.46 

0.04 

0.0200 

- 

- 

- 

0.020 

0.062 

0.321 

0.016 

0.305 

0.205 

67.21 

Safe 

Raswada 

0806000600830800 

0.24 

0.27 

- 

0.27 

0.04 

0.31 

0.07 

0.59 

0.04 

0.1200 

- 

- 

- 

0.120 

0.156 

0.467 

0.047 

0.420 

1.100 

261.92 

Over Exploited 

Roopbas 

0806000600830600 

0.24 

0.19 

- 

0.19 

0.02 

0.21 

0.07 

0.58 

0.03 

0.0600 

- 

- 

0.000 

0.060 

0.085 

0.292 

0.029 

0.263 

0.553 

210.35 

Over Exploited 

Rundh Gidawara 

0806000500824400 

0.24 

0.10 

- 

0.10 

- 

0.10 

0.02 

0.18 

0.01 

- 

- 

- 

- 

- 

0.013 

0.114 

0.011 

0.103 

0.030 

28.71 

Safe 



0.06 

0.08 

- 

0.08 

- 

0.08 

0.04 

0.33 

0.01 

- 

- 

- 

- 

- 

0.011 

0.096 

0.010 

0.086 

0.054 

62.92 

Safe 

Rundh Gol 

0806000400815800 

0.24 

0.12 

- 

0.12 

- 

0.12 

0.03 

0.23 

0.02 

- 

- 

- 

- 

- 

0.016 

0.139 

0.014 

0.125 

0.043 

34.59 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.005 

0.005 

106.30 

Over Exploited 

Rundh Ismailpur 

0806000500826200 

0.24 

0.21 

- 

0.21 

- 

0.21 

0.02 

0.16 

0.03 

- 

- 

- 

- 

- 

0.028 

0.239 

0.024 

0.215 

0.068 

31.60 

Safe 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.013 

865.20 

Over Exploited 

Sammanpur 

0806000600831400 

0.24 

0.32 

(82.73) 

0.25 

0.01 

0.26 

0.07 

0.62 

0.04 

0.0300 

- 

- 

- 

0.030 

0.073 

0.337 

0.017 

0.320 

0.299 

93.32 

Critical 

Sarpur 

0806000500824300 

0.24 

0.25 

- 

0.25 

0.02 

0.27 

0.07 

0.56 

0.03 

0.0400 

- 

- 

0.009 

0.049 

0.082 

0.347 

0.035 

0.313 

0.347 

111.05 

Over Exploited 

Shahbad 

0806000400811400 

0.24 

0.11 

85.46 

0.14 

0.03 

0.17 

0.03 

0.23 

0.02 

0.0900 

- 

- 

- 

0.090 

0.105 

0.272 

0.014 

0.259 

0.779 

300.91 

Over Exploited 

Shekhpur 

0806000500825600 

0.24 

0.00 

49,975.97 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

572.46 

Over Exploited 


0806000600836400 

0.24 

0.34 

- 

0.34 

0.03 

0.37 

0.07 

0.62 

0.05 

0.0900 

- 

- 

- 

0.090 

0.136 

0.503 

0.050 

0.452 

0.845 

186.81 

Over Exploited 

Shekhpur Jatt 

0806000400816500 

0.24 

0.05 

- 

0.05 

0.01 

0.06 

0.04 

0.33 

0.01 

0.0200 

- 

- 

0.001 

0.021 

0.028 

0.089 

0.009 

0.080 

0.142 

176.55 

Over Exploited 



0.10 

0.02 

- 

0.02 

- 

0.02 

0.03 

0.28 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.027 

0.003 

0.025 

0.086 

350.25 

Over Exploited 

Sherpur 

0806000600838000 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.017 

7,279.66 

Over Exploited 

Sonagarh 

0806000600835900 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.017 

2,016.80 

Over Exploited 

Soorawas 

0806000400813800 

0.24 

0.10 

(41.09) 

0.08 

0.04 

0.12 

0.04 

0.36 

0.01 

0.0200 

- 

- 

0.038 

0.058 

0.072 

0.191 

0.010 

0.181 

0.225 

124.31 

Over Exploited 



0.10 

0.02 

41.74 

0.03 

- 

0.03 

0.03 

0.26 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.040 

0.002 

0.038 

0.115 

302.41 

Over Exploited 

Teehli 

0806000400814300 

0.24 

0.00 

(8.57) 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.015 

3,356.92 

Over Exploited 

Teetarka 

0806000500819400 

0.24 

0.19 

(39.80) 

0.15 

0.01 

0.16 

0.06 

0.52 

0.02 

0.0300 

- 

- 

0.001 

0.031 

0.055 

0.215 

0.011 

0.204 

0.307 

150.50 

Over Exploited 



0.06 

0.00 

1,472.40 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.036 

4,496.91 

Over Exploited 

Thana Ghora 

0806000500824700 

0.24 

0.31 

- 

0.31 

0.01 

0.32 

0.06 

0.55 

0.04 

0.0300 

- 

- 

0.000 

0.030 

0.072 

0.396 

0.040 

0.356 

0.323 

90.56 

Critical 

Thons 

0806000400817300 

0.24 

0.47 

- 

0.47 

0.03 

0.50 

0.06 

0.55 

0.06 

0.0500 

- 

- 

0.015 

0.065 

0.127 

0.624 

0.062 

0.561 

0.435 

77.56 

Semi Critical 

Tijara (M) 

0806000440603000 

0.24 

0.06 

1,162.41 

0.08 

0.02 

0.10 

0.01 

0.09 

0.01 

0.0600 

- 

- 

- 

0.060 

0.068 

0.164 

0.008 

0.156 

2.265 

1,450.33 

Over Exploited 

Tismar 

0806000600828800 

0.24 

0.12 

(163.08) 

0.09 

0.01 

0.10 

0.06 

0.52 

0.02 

0.0200 

- 

- 

- 

0.020 

0.036 

0.138 

0.007 

0.131 

0.181 

138.72 

Over Exploited 

Todli 

0806000600828500 

0.24 

0.00 

7,021.52 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.017 

4,060.20 

Over Exploited 

Vrisangpur 

0806000500824500 

0.24 

0.42 

- 

0.42 

0.02 

0.44 

0.07 

0.55 

0.06 

0.0600 

- 

- 

0.000 

0.060 

0.116 

0.560 

0.056 

0.504 

0.614 

121.83 

Over Exploited 

Warispur 

0806000600828700 

0.24 

0.12 

(56.14) 

0.09 

0.01 

0.10 

0.06 

0.54 

0.02 

0.0300 

- 

- 

- 

0.030 

0.046 

0.149 

0.007 

0.142 

0.275 

193.90 

Over Exploited 

Alampur 

0806000600837700 

0.24 

0.04 

16.82 

0.05 

0.01 

0.06 

0.03 

0.22 

0.01 

0.0400 

- 

- 

- 

0.040 

0.045 

0.102 

0.005 

0.097 

0.349 

360.85 

Over Exploited 



0.22 

0.06 

(25.57) 

0.05 

0.01 

0.06 

0.03 

0.29 

0.01 

0.0400 

- 

- 

- 

0.040 

0.048 

0.106 

0.005 

0.100 

0.320 

319.31 

Over Exploited 



0.04 

0.00 

551.20 

0.00 

- 

0.00 

0.01 

0.11 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.095 

828.21 

Over Exploited 

Alawal Pur 

0806000600838300 

0.24 

0.29 

- 

0.29 

0.03 

0.32 

0.06 

0.53 

0.04 

0.1000 

- 

- 

- 

0.100 

0.139 

0.459 

0.046 

0.413 

0.904 

218.89 

Over Exploited 

Alawara 

0806000600843500 

0.24 

1.32 

(71.63) 

1.05 

0.03 

1.08 

0.07 

0.62 

0.18 

0.0800 

- 

- 

0.002 

0.082 

0.259 

1.344 

0.067 

1.277 

0.792 

62.01 

Safe 

Badi Pokhar 

0806000600832500 

0.24 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.20 

0.00 

0.0100 

- 

- 

- 

0.010 

0.015 

0.048 

0.005 

0.043 

0.182 

420.57 

Over Exploited 



0.06 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.17 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.001 

0.006 

0.106 

1,689.06 

Over Exploited 

Bagar Meo 

0806000600834500 

0.24 

0.01 

596.16 

0.01 

0.01 

0.02 

0.01 

0.07 

0.00 

0.0200 

- 

- 

- 

0.020 

0.021 

0.041 

0.002 

0.039 

0.173 

447.51 

Over Exploited 

Bagar Rajput 

0806000600841200 

0.24 

0.56 

(3.76) 

0.53 

0.04 

0.57 

0.06 

0.47 

0.08 

0.1300 

- 

- 

- 

0.130 

0.205 

0.779 

0.039 

0.740 

1.202 

162.41 

Over Exploited 

Baghori 

0806000600835600 

0.24 

0.14 

(63.20) 

0.12 

0.01 

0.13 

0.07 

0.60 

0.02 

0.0300 

- 

- 

- 

0.030 

0.050 

0.175 

0.009 

0.167 

0.262 

157.18 

Over Exploited 

Bahadurpur Patti Joriya 

0806000700847500 

0.24 

0.00 

2,926.86 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

1,367.54 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

3,204.05 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.025 

9,909.20 

Over Exploited 



0.22 

0.25 

(42.35) 

0.20 

0.02 

0.22 

0.06 

0.53 

0.03 

0.0500 

- 

- 

- 

0.050 

0.084 

0.303 

0.015 

0.288 

0.439 

152.31 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Phyllite & Schist 

0.000 

0.53 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

0.094 

0.53 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.03 


Bahadurpur Patti Kanugo 

080600070084770C 

2.041 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.041 

0.51 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

0.22 

0.13 

0.39 

0.023 

0.54 

0.91 


Bahadurpur Patti Katla 

080600070084740C 

10.349 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.085 

0.49 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.22 

0.11 

0.18 

0.034 

0.16 

0.31 







Non-command 

Phyllite & Schist 

6.264 

0.49 

0.020 

0.11 

0.01 

0.00 

0.00 

0.00 

0.16 

0.08 

0.34 

0.070 

0.33 

0.64 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.035 

0.49 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bahadurpur Patti Meeran 

080600070084780C 

8.670 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.015 

0.50 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.25 

0.13 

0.30 

0.033 

0.19 

0.36 







Non-command 

Phyllite & Schist 

2.481 

0.50 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.07 

0.04 

0.22 

0.028 

0.16 

0.29 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.173 

0.50 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.27 

0.14 

0.30 

0.035 

0.20 

0.38 


Bahadurpur Patti Pahar 

0806000700847600 

3.903 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.903 

0.50 

0.120 

0.12 

0.02 

0.00 

0.00 

0.00 

0.33 

0.20 

0.42 

0.043 

0.53 

0.86 


Bahripur 

0806000600837800 

1.838 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.301 

0.25 

0.120 

0.11 

0.02 

0.00 

0.00 

0.00 

0.13 

0.06 

0.44 

0.009 

0.39 

0.82 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.538 

0.25 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.13 

0.004 

0.16 

0.34 


Bakayanka 

0806000600838700 

1.474 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.474 

0.24 

0.120 

0.11 

0.02 

0.00 

0.00 

0.00 

0.13 

0.06 

0.44 

0.010 

0.54 

1.14 


Baldeobas 

0806000700848600 

1.520 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.520 

-0.15 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.017 

0.55 

0.83 


Bamboli 

0806000600841500 

6.721 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.002 

0.01 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bamni Khera 

0806000600841000 

2.671 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.584 

1.02 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.37 

0.17 

0.23 

0.018 

0.53 

1.15 







Non-command 

Phyllite & Schist 

0.022 

1.02 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Bardod 

0806000600835700 

2.153 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.153 

0.40 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.17 

0.08 

0.31 

0.015 

0.55 

1.20 


Barwada 

0806000600844600 

4.631 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.613 

0.56 

0.090 

0.07 

0.01 

0.00 

0.00 

0.00 

0.14 

0.07 

0.26 

0.012 

0.19 

0.41 


Bas Burja 

0807000300986800 

10.093 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.42 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

5.343 

0.42 

0.150 

0.10 

0.01 

0.00 

0.00 

0.00 

0.42 

0.21 

0.34 

0.042 

0.29 

0.58 


Bas Dayana 

0807000300986900 

5.344 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.46 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.164 

0.46 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.19 

0.09 

0.18 

0.017 

0.23 

0.47 


BasaiJagta 

0806000500828400 

5.727 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.105 

-1.13 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.01 

0.01 







Non-command 

Quartzite 

0.201 

-1.13 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.002 

0.02 

0.03 


Bera Was 

0806000600835000 

4.552 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.672 

0.89 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.04 

0.08 

0.005 

0.08 

0.18 


Bere 

0806000600835100 

4.169 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.157 

0.73 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.02 

0.04 


Bhajera 

0806000700848100 

7.577 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.422 

0.32 

0.120 

0.20 

0.03 

0.00 

0.00 

0.00 

0.38 

0.20 

0.73 

0.060 

0.39 

0.76 







Non-command 

Phyllite & Schist 

1.777 

0.32 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.23 

0.020 

0.13 

0.25 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.284 

0.32 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.003 

0.02 

0.04 


Bilaspur 

0806000600843200 

2.591 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.440 

0.65 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.05 

0.003 

0.09 

0.20 







Non-command 

Phyllite & Schist 

2.151 

0.65 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.03 

0.15 

0.015 

0.46 

0.99 


Boojaka 

0806000600829400 

6.969 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.541 

0.12 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.04 

0.16 

0.018 

0.19 

0.31 


Chandigarh 

0806000600836000 

1.641 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.006 

0.07 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chandooki 

0806000700850600 

1.541 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.708 

-0.73 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.008 

0.26 

0.37 


Chauma 

0806000600839300 

5.291 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.291 

0.24 

0.120 

0.28 

0.04 

0.00 

0.00 

0.00 

0.39 

0.18 

1.06 

0.037 

0.55 

1.18 


Cheerwa 

0806000600837900 

1.298 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.298 

0.23 

0.120 

0.16 

0.02 

0.00 

0.00 

0.00 

0.18 

0.08 

0.62 

0.009 

0.54 

1.13 


Chidwai 

0806000600844700 

3.847 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.679 

0.69 

0.090 

0.09 

0.01 

0.00 

0.00 

0.00 

0.19 

0.09 

0.33 

0.013 

0.24 

0.52 


Chikani 

0806000700846600 

7.000 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.998 

0.07 

0.120 

0.25 

0.01 

0.00 

0.00 

0.00 

0.30 

0.19 

0.91 

0.078 

0.54 

0.83 


Chirkhana 

0806000700850000 

5.187 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.815 

-0.42 

0.120 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.37 

0.053 

0.53 

0.76 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.372 

-0.42 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.004 

0.04 

0.06 


Chowki 

0806000600835200 

2.770 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.504 

1.32 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.46 

0.21 

0.26 

0.017 

0.50 

1.08 


Dhanota 

0807000300986700 

6.017 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.40 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.574 

0.40 

0.150 

0.04 

0.01 

0.00 

0.00 

0.00 

0.18 

0.10 

0.15 

0.020 

0.23 

0.43 


Dohli 

0806000600835800 

5.858 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.005 

0.57 

0.120 

0.19 

0.03 

0.00 

0.00 

0.00 

0.51 

0.23 

0.72 

0.035 

0.47 

1.02 


Dohra 

0806000500825800 

3.048 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.180 

0.20 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.002 

0.03 

0.04 







Non-command 

Quartzite 

2.514 

0.20 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.07 

0.05 

0.23 

0.028 

0.40 

0.55 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.091 

0.20 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.02 


Doli 

0806000600840600 

4.281 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.281 

0.82 

0.120 

0.14 

0.03 

0.00 

0.00 

0.00 

0.53 

0.24 

0.54 

0.030 

0.55 

1.20 


Gajeeka 

0806000700850700 

1.297 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.400 

-0.70 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.004 

0.18 

0.25 


Ghat 

0806001100928500 

9.234 

Fresh 

Non-command 

Non-command 

Quartzite 

0.000 

-0.08 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Goha 

0806000600835300 

2.197 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.979 

0.86 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.26 

0.12 

0.25 

0.014 

0.49 

1.08 


Golki 

0806000600838100 

2.416 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.535 

-0.27 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.004 

0.12 

0.23 


Goojarpur Khurd 

0806000600839900 

1.451 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.679 

0.24 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.09 

0.005 

0.26 

0.56 







Non-command 

Slate 

0.772 

0.24 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.07 

0.005 

0.29 

0.64 


Gugdod 

0806000600841100 

1.776 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.995 

0.75 

0.120 

0.13 

0.02 

0.00 

0.00 

0.00 

0.20 

0.09 

0.49 

0.007 

0.31 

0.66 







Non-command 

Phyllite & Schist 

0.002 

0.75 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Hasanpur 

0806000600843600 

1.582 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.582 

0.56 

0.090 

0.07 

0.01 

0.00 

0.00 

0.00 

0.14 

0.07 

0.26 

0.012 

0.55 

1.18 


Indpur 

0806000600843900 

3.818 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.463 

0.29 

0.090 

0.28 

0.04 

0.00 

0.00 

0.00 

0.33 

0.16 

1.08 

0.026 

0.50 

1.05 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.29 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jahanpur 

0806000600844000 

2.931 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.007 

0.49 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jahar Khera 

0806000700849900 

6.089 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.970 

-0.68 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.033 

0.28 

0.39 


Jajor 

0806000700846800 

5.958 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.475 

0.07 

0.120 

0.14 

0.01 

0.00 

0.00 

0.00 

0.18 

0.12 

0.48 

0.061 

0.47 

0.66 


Jugrawar 

0806000600842700 

7.412 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.848 

0.52 

0.120 

0.19 

0.03 

0.00 

0.00 

0.00 

0.40 

0.19 

0.72 

0.027 

0.29 

0.61 







Non-command 

Quartzite 

0.491 

0.52 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.06 

0.003 

0.04 

0.08 


Kajakpur 

0806000700847200 

1.550 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.217 

0.42 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.05 

0.002 

0.07 

0.12 







Non-command 

Quartzite 

0.954 

0.42 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.06 

0.04 

0.21 

0.011 

0.31 

0.51 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.315 

0.42 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.07 

0.003 

0.10 

0.17 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

485.13 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.008 

6,190.57 

Over Exploited 

Bahadurpur Patti Kanugo 

0806000700847700 

0.22 

0.24 

(44.90) 

0.19 

0.01 

0.20 

0.07 

0.61 

0.03 

0.0400 

- 

- 

0.001 

0.041 

0.073 

0.277 

0.014 

0.263 

0.415 

157.80 

Over Exploited 

Bahadurpur Patti Katla 

0806000700847400 

0.24 

0.11 

162,368.78 

0.11 

0.01 

0.12 

0.02 

0.18 

0.02 

0.0200 

- 

- 

- 

0.020 

0.035 

0.156 

0.008 

0.149 

0.209 

140.83 

Over Exploited 



0.06 

0.12 

(32.86) 

0.10 

0.01 

0.11 

0.04 

0.37 

0.02 

0.0400 

- 

- 

- 

0.040 

0.057 

0.164 

0.008 

0.156 

0.406 

259.56 

Over Exploited 



0.22 

0.00 

7,110.73 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bahadurpur Patti Meeran 

0806000700847800 

0.24 

0.14 

(3.28) 

0.13 

0.01 

0.14 

0.03 

0.21 

0.02 

0.0300 

- 

- 

- 

0.030 

0.048 

0.191 

0.010 

0.181 

0.328 

181.37 

Over Exploited 



0.06 

0.02 

70.75 

0.03 

0.01 

0.04 

0.02 

0.18 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.061 

0.003 

0.058 

0.250 

431.46 

Over Exploited 



0.22 

0.14 

2.70 

0.14 

0.01 

0.15 

0.03 

0.23 

0.02 

0.0300 

- 

- 

- 

0.030 

0.049 

0.201 

0.010 

0.191 

0.330 

172.75 

Over Exploited 

Bahadurpur Patti Pahar 

0806000700847600 

0.22 

0.45 

(54.78) 

0.36 

0.02 

0.38 

0.07 

0.60 

0.06 

0.0500 

- 

- 

0.001 

0.051 

0.112 

0.493 

0.025 

0.469 

0.466 

99.48 

Critical 

Bahripur 

0806000600837800 

0.24 

0.12 

(49.27) 

0.10 

0.02 

0.12 

0.05 

0.44 

0.02 

0.0500 

- 

- 

- 

0.050 

0.066 

0.183 

0.009 

0.173 

0.446 

257.23 

Over Exploited 



0.22 

0.02 

16.03 

0.02 

- 

0.02 

0.02 

0.18 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.034 

0.002 

0.033 

0.134 

408.84 

Over Exploited 

Bakayanka 

0806000600838700 

0.24 

0.19 

(67.15) 

0.15 

0.02 

0.17 

0.07 

0.62 

0.03 

0.0500 

- 

- 

- 

0.050 

0.076 

0.250 

0.012 

0.237 

0.447 

188.40 

Over Exploited 

Baldeobas 

0806000700848600 

0.22 

0.19 

- 

0.19 

0.00 

0.19 

0.07 

0.63 

0.03 

0.0100 

- 

- 

0.001 

0.011 

0.036 

0.221 

0.022 

0.199 

0.326 

163.79 

Over Exploited 

Bamboli 

0806000600841500 

0.24 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bamni Khera 

0806000600841000 

0.24 

0.33 

(48.46) 

0.26 

0.01 

0.27 

0.07 

0.60 

0.04 

0.0300 

- 

- 

- 

0.030 

0.074 

0.348 

0.017 

0.330 

0.250 

75.69 

Semi Critical 



0.06 

0.00 

3,115.43 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bardod 

0806000600835700 

0.24 

0.28 

(72.17) 

0.23 

0.01 

0.24 

0.07 

0.62 

0.04 

0.0300 

- 

- 

0.000 

0.030 

0.068 

0.305 

0.015 

0.290 

0.321 

110.77 

Over Exploited 

Barwada 

0806000600844600 

0.18 

0.06 

17.24 

0.07 

0.01 

0.08 

0.03 

0.22 

0.01 

0.0300 

- 

- 

- 

0.030 

0.037 

0.113 

0.006 

0.107 

0.269 

250.62 

Over Exploited 

Bas Burja 

0807000300986800 

0.25 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.31 

(31.65) 

0.25 

0.01 

0.26 

0.04 

0.33 

0.04 

0.0400 

- 

- 

- 

0.040 

0.080 

0.338 

0.017 

0.321 

0.381 

118.82 

Over Exploited 

Bas Dayana 

0807000300986900 

0.25 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.10 

(6.29) 

0.09 

0.01 

0.10 

0.03 

0.25 

0.01 

0.0200 

- 

- 

- 

0.020 

0.032 

0.134 

0.007 

0.127 

0.195 

153.03 

Over Exploited 

Basai Jagta 

0806000500828400 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.023 

9,108.47 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.022 

13,285.72 

Over Exploited 

Bera Was 

0806000600835000 

0.24 

0.01 

160,304.39 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.021 

0.001 

0.020 

0.080 

401.11 

Over Exploited 

Bere 

0806000600835100 

0.24 

0.00 

725.91 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.017 

1,738.96 

Over Exploited 

Bhajera 

0806000700848100 

0.24 

0.51 

(61.75) 

0.41 

0.03 

0.44 

0.05 

0.45 

0.07 

0.0800 

- 

- 

- 

0.080 

0.149 

0.588 

0.029 

0.559 

0.792 

141.84 

Over Exploited 



0.06 

0.01 

1,042.04 

0.01 

- 

0.01 

0.02 

0.15 

0.00 

0.0200 

- 

- 

- 

0.020 

0.021 

0.029 

0.001 

0.028 

0.247 

885.63 

Over Exploited 



0.22 

0.00 

738.12 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.033 

2,028.74 

Over Exploited 

Bilaspur 

0806000600843200 

0.24 

0.01 

107.88 

0.01 

- 

0.01 

0.01 

0.11 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.023 

0.001 

0.022 

0.050 

228.12 

Over Exploited 



0.06 

0.06 

(54.73) 

0.05 

0.01 

0.06 

0.06 

0.52 

0.01 

0.0200 

- 

- 

- 

0.020 

0.028 

0.085 

0.004 

0.081 

0.166 

205.71 

Over Exploited 

Boojaka 

0806000600829400 

0.24 

0.11 

4,804.88 

0.09 

0.01 

0.10 

0.02 

0.21 

0.01 

0.0200 

- 

- 

- 

0.020 

0.035 

0.132 

0.007 

0.125 

0.174 

138.49 

Over Exploited 

Chandigarh 

0806000600836000 

0.24 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chandooki 

0806000700850600 

0.24 

0.04 

- 

0.04 

- 

0.04 

0.04 

0.30 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.061 

0.006 

0.055 

0.236 

430.40 

Over Exploited 

Chauma 

0806000600839300 

0.24 

0.70 

(73.78) 

0.56 

0.04 

0.60 

0.07 

0.62 

0.09 

0.1200 

- 

- 

0.001 

0.121 

0.215 

0.812 

0.041 

0.771 

1.093 

141.76 

Over Exploited 

Cheerwa 

0806000600837900 

0.24 

0.17 

(50.24) 

0.14 

0.02 

0.16 

0.07 

0.62 

0.02 

0.0700 

- 

- 

- 

0.070 

0.093 

0.248 

0.012 

0.236 

0.633 

268.66 

Over Exploited 

Chidwai 

0806000600844700 

0.18 

0.07 

17.87 

0.09 

0.01 

0.10 

0.03 

0.27 

0.01 

0.0400 

- 

- 

- 

0.040 

0.050 

0.145 

0.007 

0.138 

0.342 

247.38 

Over Exploited 

Chikani 

0806000700846600 

0.22 

0.82 

(76.70) 

0.66 

0.01 

0.67 

0.07 

0.61 

0.11 

0.0300 

- 

- 

0.001 

0.031 

0.143 

0.813 

0.041 

0.773 

0.991 

128.19 

Over Exploited 

Chirkhana 

0806000700850000 

0.24 

0.61 

- 

0.61 

- 

0.61 

0.07 

0.60 

0.08 

0.0100 

- 

- 

- 

0.010 

0.092 

0.700 

0.070 

0.630 

0.427 

67.90 

Safe 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.003 

0.026 

771.02 

Over Exploited 

Chowki 

0806000600835200 

0.24 

0.29 

248,331.96 

0.23 

0.01 

0.24 

0.07 

0.56 

0.04 

0.0300 

- 

- 

- 

0.030 

0.070 

0.313 

0.016 

0.298 

0.275 

92.53 

Critical 

Dhanota 

0807000300986700 

0.25 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.12 

(16.17) 

0.10 

0.01 

0.11 

0.03 

0.26 

0.02 

0.0200 

- 

- 

- 

0.020 

0.035 

0.143 

0.007 

0.136 

0.170 

125.63 

Over Exploited 

Dohli 

0806000600835800 

0.24 

0.55 

3,192.20 

0.44 

0.03 

0.47 

0.06 

0.53 

0.07 

0.0800 

- 

- 

- 

0.080 

0.155 

0.627 

0.031 

0.596 

0.755 

126.67 

Over Exploited 

Dohra 

0806000500825800 

0.24 

0.00 

728.88 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.021 

1,334.60 

Over Exploited 



0.06 

0.06 

(16.47) 

0.05 

0.01 

0.06 

0.05 

0.45 

0.01 

0.0300 

- 

- 

- 

0.030 

0.038 

0.099 

0.005 

0.094 

0.257 

274.45 

Over Exploited 



0.22 

0.00 

421.72 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.009 

2,473.43 

Over Exploited 

Doli 

0806000600840600 

0.24 

0.56 

(56.81) 

0.45 

0.03 

0.48 

0.07 

0.62 

0.08 

0.1000 

- 

- 

0.001 

0.101 

0.178 

0.659 

0.033 

0.626 

0.569 

90.87 

Critical 

Gajeeka 

0806000700850700 

0.24 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.20 

0.00 

- 

- 

- 

- 

- 

0.002 

0.019 

0.002 

0.017 

0.119 

684.29 

Over Exploited 

Ghat 

0806001100928500 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Goha 

0806000600835300 

0.24 

0.23 

1,717.13 

0.18 

0.01 

0.19 

0.07 

0.56 

0.03 

0.0300 

- 

- 

- 

0.030 

0.060 

0.251 

0.013 

0.238 

0.268 

112.53 

Over Exploited 

Golki 

0806000600838100 

0.24 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.13 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.027 

0.003 

0.024 

0.063 

257.84 

Over Exploited 

Goojarpur Khurd 

0806000600839900 

0.24 

0.04 

(45.47) 

0.03 

- 

0.03 

0.03 

0.29 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.049 

0.002 

0.047 

0.099 

211.67 

Over Exploited 



0.04 

0.01 

21.09 

0.01 

0.00 

0.01 

0.04 

0.33 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.011 

0.022 

0.001 

0.021 

0.077 

367.27 

Over Exploited 

Gugdod 

0806000600841100 

0.24 

0.07 

26.06 

0.09 

0.02 

0.11 

0.04 

0.35 

0.01 

0.0600 

- 

- 

- 

0.060 

0.070 

0.178 

0.009 

0.169 

0.501 

296.13 

Over Exploited 



0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Hasanpur 

0806000600843600 

0.18 

0.16 

(58.54) 

0.13 

0.01 

0.14 

0.07 

0.62 

0.02 

0.0300 

- 

- 

- 

0.030 

0.051 

0.187 

0.009 

0.177 

0.269 

151.82 

Over Exploited 

Indpur 

0806000600843900 

0.18 

0.31 

(49.34) 

0.25 

0.04 

0.29 

0.07 

0.57 

0.04 

0.1200 

- 

- 

- 

0.120 

0.161 

0.451 

0.023 

0.429 

1.101 

256.80 

Over Exploited 



0.18 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jahanpur 

0806000600844000 

0.18 

0.00 

6,481.90 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jahar Khera 

0806000700849900 

0.24 

0.20 

- 

0.20 

0.01 

0.21 

0.04 

0.32 

0.03 

0.0200 

- 

- 

- 

0.020 

0.047 

0.254 

0.025 

0.229 

0.460 

200.90 

Over Exploited 

Jajor 

0806000700846800 

0.22 

0.56 

(178.10) 

0.45 

0.01 

0.46 

0.06 

0.53 

0.08 

0.0200 

- 

- 

- 

0.020 

0.095 

0.555 

0.028 

0.527 

0.543 

103.03 

Over Exploited 

Jugrawar 

0806000600842700 

0.24 

0.26 

(128.25) 

0.21 

0.03 

0.24 

0.04 

0.32 

0.04 

0.0800 

- 

- 

- 

0.080 

0.115 

0.356 

0.018 

0.338 

0.749 

221.43 

Over Exploited 



0.06 

0.00 

1,001.71 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.011 

0.063 

584.13 

Over Exploited 

Kajakpur 

0806000700847200 

0.24 

0.00 

251.37 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.014 

0.050 

354.41 

Over Exploited 



0.06 

0.02 

100.39 

0.02 

0.01 

0.03 

0.04 

0.36 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.054 

0.003 

0.051 

0.223 

434.20 

Over Exploited 



0.22 

0.01 

211.48 

0.01 

- 

0.01 

0.01 

0.12 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.020 

0.001 

0.019 

0.068 

368.78 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Kakrali 

080600070085020C 

3.423 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.541 

-0.71 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.004 

0.09 

0.14 







Non-command 

Phyllite & Schist 

1.094 

-0.71 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.008 

0.18 

0.28 


Kareeriya 

080600060083220C 

4.986 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.190 

0.42 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.17 

0.08 

0.26 

0.015 

0.24 

0.51 


Karoli 

0806000700846500 

11.161 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.752 

-0.14 

0.120 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.031 

0.13 

0.19 







Non-command 

Quartzite 

0.063 

-0.14 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

6.097 

-0.14 

0.120 

0.26 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.95 

0.068 

0.30 

0.43 


Karoli Jageer 

0806000600839500 

1.120 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.184 

-0.13 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.001 

0.09 

0.20 


Khanpur Kalan 

0806000600840700 

2.375 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.812 

0.68 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.18 

0.08 

0.15 

0.013 

0.42 

0.91 







Non-command 

Phyllite & Schist 

0.508 

0.68 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.004 

0.12 

0.26 


Khanpur Khurd 

0806000600843800 

2.103 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.103 

0.24 

0.090 

0.08 

0.01 

0.00 

0.00 

0.00 

0.12 

0.06 

0.31 

0.016 

0.55 

1.15 


Kheri 

0806000600840500 

4.364 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.364 

0.53 

0.120 

0.17 

0.04 

0.00 

0.00 

0.00 

0.41 

0.19 

0.65 

0.030 

0.55 

1.20 


Kherthala 

0806000600838600 

1.006 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.006 

0.17 

0.120 

0.10 

0.02 

0.00 

0.00 

0.01 

0.09 

0.04 

0.41 

0.007 

0.54 

1.11 


Khilora 

0806000600831900 

7.549 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.613 

0.53 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.03 

0.12 

0.004 

0.04 

0.10 


Khoh 

0806000600828600 

6.539 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.002 

0.38 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khoha 

0806000500826100 

10.917 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.634 

0.05 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.25 

0.040 

0.16 

0.19 







Non-command 

Quartzite 

0.476 

0.05 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.005 

0.02 

0.02 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.429 

0.05 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.005 

0.02 

0.02 


Khohra Peepli 

0806000500825400 

2.796 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.003 

-0.12 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khudeena 

0806000500825700 

1.648 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.065 

0.09 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.03 







Non-command 

Quartzite 

0.452 

0.09 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.10 

0.005 

0.13 

0.20 


Khushpuri 

0806000600838900 

2.547 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.547 

0.21 

0.120 

0.11 

0.02 

0.00 

0.00 

0.00 

0.15 

0.08 

0.42 

0.018 

0.54 

1.09 


Kithoor 

0806000700847100 

5.735 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.002 

0.40 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

1.545 

0.40 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.06 

0.04 

0.21 

0.017 

0.14 

0.20 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.550 

0.40 

0.120 

0.12 

0.02 

0.00 

0.00 

0.00 

0.27 

0.18 

0.43 

0.039 

0.31 

0.46 







Non-command 

Quartzite 

0.638 

0.40 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.05 

0.007 

0.06 

0.08 


Kolgaon 

0806000500825500 

6.455 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.129 

-0.07 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 


Kota Khurd 

0806000600832100 

4.376 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.787 

0.54 

0.120 

0.09 

0.02 

0.00 

0.00 

0.00 

0.31 

0.14 

0.34 

0.026 

0.47 

1.03 


Lalawandi 

0806000600840200 

6.425 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.329 

0.59 

0.120 

0.17 

0.02 

0.00 

0.00 

0.00 

0.53 

0.24 

0.64 

0.037 

0.45 

0.99 







Non-command 

Phyllite & Schist 

1.060 

0.59 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.08 

0.007 

0.09 

0.20 


Mahrampur 

0806000500825900 

1.464 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.041 

0.02 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.02 







Non-command 

Quartzite 

0.389 

0.02 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.07 

0.004 

0.13 

0.16 


Malpur 

0806000600844300 

4.673 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.301 

0.43 

0.090 

0.10 

0.01 

0.00 

0.00 

0.00 

0.18 

0.08 

0.36 

0.017 

0.27 

0.58 


Manapuri 

0807000300986400 

2.827 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.48 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.245 

0.48 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.05 

0.05 

0.010 

0.25 

0.52 


Mandla Kalan 

0806000600840000 

2.374 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.794 

0.37 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.13 

0.06 

0.24 

0.013 

0.41 

0.91 







Non-command 

Slate 

0.545 

0.37 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.05 

0.004 

0.13 

0.28 


Mandla Khurd 

0806000600840100 

2.476 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.123 

0.28 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.08 

0.008 

0.25 

0.54 







Non-command 

Slate 

1.313 

0.28 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.08 

0.009 

0.29 

0.64 


Manki 

0806000600839800 

5.300 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.401 

0.16 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.13 

0.06 

0.32 

0.017 

0.25 

0.54 







Non-command 

Slate 

2.343 

0.16 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.07 

0.03 

0.25 

0.016 

0.24 

0.53 


Mansheerpur 

0806000600839100 

0.852 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.852 

0.22 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.06 

0.03 

0.19 

0.006 

0.55 

1.16 


Masta Bad 

0806000600840800 

3.211 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.975 

1.03 

0.120 

0.11 

0.02 

0.00 

0.00 

0.00 

0.46 

0.21 

0.42 

0.021 

0.51 

1.11 







Non-command 

Phyllite & Schist 

0.048 

1.03 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Meo Khera 

0806000600840900 

3.008 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.941 

1.09 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.47 

0.21 

0.32 

0.021 

0.54 

1.17 







Non-command 

Phyllite & Schist 

0.054 

1.09 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Milakpur 

0806000600843400 

7.264 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.092 

0.74 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.44 

0.20 

0.33 

0.029 

0.31 

0.67 



0806000700848700 

1.515 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.268 

-0.21 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.014 

0.47 

0.67 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.041 

-0.21 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.02 


Moonpur 

0806000600842500 

4.102 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.475 

0.15 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.10 

0.003 

0.06 

0.13 







Non-command 

Quartzite 

1.462 

0.15 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.05 

0.03 

0.24 

0.010 

0.20 

0.40 


Mukandwas 

0806000600832000 

3.575 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.666 

0.32 

0.120 

0.09 

0.02 

0.00 

0.00 

0.00 

0.17 

0.08 

0.32 

0.019 

0.41 

0.88 







Non-command 

Phyllite & Schist 

0.069 

0.32 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Mundiya Khera 

0806000700848400 

3.546 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.074 

0.12 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.472 

0.12 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.16 

0.10 

0.44 

0.039 

0.54 

0.88 


Mundpuri 

0806000600841400 

2.799 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.410 

0.06 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.13 

0.003 

0.08 

0.15 


Munpur Karmala 

0806000600838400 

8.048 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.009 

0.13 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.06 

0.007 

0.06 

0.11 


Nagla Balaiya 

0806000600835400 

1.495 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.432 

0.57 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.15 

0.07 

0.21 

0.010 

0.53 

1.15 


Nagli Megha 

0806000600841300 

6.710 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.959 

0.43 

0.120 

0.28 

0.04 

0.00 

0.00 

0.00 

0.50 

0.25 

1.06 

0.035 

0.41 

0.81 


Naharpur Kalan 

0806000700847300 

1.403 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.394 

0.51 

0.120 

0.11 

0.02 

0.00 

0.00 

0.00 

0.18 

0.10 

0.41 

0.015 

0.52 

0.95 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.009 

0.51 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Naharpur Khurd 

0806000600837600 

2.970 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.045 

-0.08 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 







Non-command 

Slate 

1.582 

-0.08 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.011 

0.29 

0.63 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.434 

-0.08 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.003 

0.08 

0.17 







Non-command 

Slate 

0.574 

-0.08 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.004 

0.11 

0.23 


Nakachpur 

0806000600832300 

2.925 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.848 

0.20 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.03 

0.15 

0.006 

0.16 

0.32 







Non-command 

Phyllite & Schist 

0.460 

0.20 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.05 

0.003 

0.09 

0.17 


Nangal Alaf 

0806000600843300 

1.365 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.408 

0.70 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.09 

0.003 

0.16 

0.36 







Non-command 

Phyllite & Schist 

0.210 

0.70 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.001 

0.08 

0.18 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Kakrali 

0806000700850200 

0.24 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.023 

0.002 

0.021 

0.142 

680.66 

Over Exploited 



0.06 

0.01 

- 

0.01 

0.00 

0.01 

0.02 

0.20 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.012 

0.023 

0.002 

0.021 

0.189 

892.89 

Over Exploited 

Kareeriya 

0806000600832200 

0.24 

0.13 

(36.39) 

0.10 

0.01 

0.11 

0.03 

0.27 

0.02 

0.0300 

- 

- 

- 

0.030 

0.047 

0.159 

0.008 

0.151 

0.273 

181.49 

Over Exploited 

Karoli 

0806000700846500 

0.24 

0.09 

- 

0.09 

0.01 

0.10 

0.02 

0.15 

0.01 

0.0200 

- 

- 

- 

0.020 

0.032 

0.127 

0.013 

0.114 

0.494 

431.44 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.013 

######### 

Over Exploited 



0.22 

0.39 

- 

0.39 

0.01 

0.40 

0.04 

0.34 

0.05 

0.0400 

- 

- 

- 

0.040 

0.093 

0.497 

0.050 

0.447 

1.017 

227.29 

Over Exploited 

Karoli Jageer 

0806000600839500 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.10 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.015 

0.001 

0.013 

0.048 

369.98 

Over Exploited 

Khanpur Kalan 

0806000600840700 

0.24 

0.18 

(55.25) 

0.15 

0.01 

0.16 

0.06 

0.47 

0.02 

0.0200 

- 

- 

- 

0.020 

0.045 

0.200 

0.010 

0.190 

0.165 

86.60 

Semi Critical 



0.06 

0.00 

115.20 

0.00 

- 

0.00 

0.02 

0.13 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.005 

0.036 

783.19 

Over Exploited 

Khanpur Khurd 

0806000600843800 

0.18 

0.21 

(73.54) 

0.17 

0.01 

0.18 

0.07 

0.62 

0.03 

0.0400 

- 

- 

0.000 

0.040 

0.067 

0.244 

0.012 

0.232 

0.328 

141.23 

Over Exploited 

Kheri 

0806000600840500 

0.24 

0.57 

(67.51) 

0.46 

0.04 

0.50 

0.07 

0.62 

0.08 

0.1200 

- 

- 

0.000 

0.120 

0.198 

0.697 

0.035 

0.662 

0.682 

103.03 

Over Exploited 

Kherthala 

0806000600838600 

0.24 

0.13 

(66.39) 

0.10 

0.03 

0.13 

0.07 

0.61 

0.02 

0.0500 

- 

- 

0.016 

0.066 

0.083 

0.218 

0.011 

0.207 

0.413 

199.52 

Over Exploited 

Khilora 

0806000600831900 

0.24 

0.01 

381.17 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.019 

0.001 

0.018 

0.122 

686.78 

Over Exploited 

Khoh 

0806000600828600 

0.24 

0.00 

(200.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khoha 

0806000500826100 

0.24 

0.13 

(436.98) 

0.11 

- 

0.11 

0.02 

0.18 

0.02 

0.0100 

- 

- 

- 

0.010 

0.028 

0.135 

0.007 

0.129 

0.292 

227.24 

Over Exploited 



0.06 

0.00 

2,635.85 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.034 

6,228.88 

Over Exploited 



0.22 

0.00 

505.17 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.033 

1,492.31 

Over Exploited 

Khohra Peepli 

0806000500825400 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khudeena 

0806000500825700 

0.24 

0.00 

64.62 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.011 

2,787.93 

Over Exploited 



0.06 

0.00 

480.70 

0.00 

- 

0.00 

0.02 

0.15 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.005 

0.108 

2,336.35 

Over Exploited 

Khushpuri 

0806000600838900 

0.22 

0.30 

(74.77) 

0.24 

0.02 

0.26 

0.07 

0.61 

0.04 

0.0500 

- 

- 

0.000 

0.050 

0.090 

0.353 

0.018 

0.336 

0.439 

130.69 

Over Exploited 

Kithoor 

0806000700847100 

0.24 

0.00 

98,711.89 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.01 

233.69 

0.02 

0.01 

0.03 

0.02 

0.15 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.047 

0.002 

0.044 

0.222 

500.66 

Over Exploited 



0.22 

0.24 

(25.27) 

0.19 

0.02 

0.21 

0.04 

0.35 

0.03 

0.0500 

- 

- 

- 

0.050 

0.082 

0.297 

0.015 

0.282 

0.467 

165.94 

Over Exploited 



0.06 

0.00 

373.17 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.055 

451.31 

Over Exploited 

Kolgaon 

0806000500825500 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.011 

3,811.49 

Over Exploited 

Kota Khurd 

0806000600832100 

0.24 

0.43 

(66.39) 

0.34 

0.02 

0.36 

0.06 

0.54 

0.06 

0.0600 

- 

- 

- 

0.060 

0.118 

0.483 

0.024 

0.459 

0.363 

79.17 

Semi Critical 

Lalawandi 

0806000600840200 

0.24 

0.58 

(58.38) 

0.47 

0.02 

0.49 

0.06 

0.52 

0.08 

0.0700 

- 

- 

- 

0.070 

0.149 

0.634 

0.032 

0.602 

0.679 

112.80 

Over Exploited 



0.06 

0.01 

159.15 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.018 

0.001 

0.017 

0.091 

544.25 

Over Exploited 

Mahrampur 

0806000500825900 

0.24 

0.00 

(22.72) 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.010 

9,119.65 

Over Exploited 



0.06 

0.00 

430.82 

0.00 

- 

0.00 

0.02 

0.14 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.070 

1,890.27 

Over Exploited 

Malpur 

0806000600844300 

0.18 

0.11 

(25.40) 

0.09 

0.01 

0.10 

0.04 

0.31 

0.01 

0.0400 

- 

- 

- 

0.040 

0.055 

0.156 

0.008 

0.148 

0.375 

253.96 

Over Exploited 

Manapuri 

0807000300986400 

0.25 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.06 

(15.70) 

0.05 

0.00 

0.05 

0.03 

0.28 

0.01 

0.0100 

- 

- 

0.000 

0.010 

0.018 

0.070 

0.004 

0.067 

0.063 

93.97 

Critical 

Mandla Kalan 

0806000600840000 

0.24 

0.18 

(66.51) 

0.14 

0.01 

0.15 

0.06 

0.47 

0.02 

0.0300 

- 

- 

- 

0.030 

0.054 

0.207 

0.010 

0.196 

0.248 

126.02 

Over Exploited 



0.04 

0.00 

133.06 

0.00 

- 

0.00 

0.02 

0.14 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.049 

375.91 

Over Exploited 

Mandla Khurd 

0806000600840100 

0.24 

0.07 

(60.57) 

0.05 

- 

0.05 

0.03 

0.28 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.073 

0.004 

0.069 

0.091 

131.66 

Over Exploited 



0.04 

0.02 

(18.16) 

0.01 

- 

0.01 

0.04 

0.33 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.025 

0.001 

0.023 

0.084 

360.65 

Over Exploited 

Manki 

0806000600839800 

0.24 

0.14 

(59.60) 

0.11 

0.01 

0.12 

0.03 

0.28 

0.02 

0.0400 

- 

- 

- 

0.040 

0.059 

0.184 

0.009 

0.175 

0.339 

194.00 

Over Exploited 



0.04 

0.02 

36.52 

0.03 

0.01 

0.04 

0.03 

0.28 

0.00 

0.0300 

- 

- 

- 

0.030 

0.033 

0.070 

0.004 

0.067 

0.262 

392.73 

Over Exploited 

Mansheerpur 

0806000600839100 

0.24 

0.11 

(73.58) 

0.09 

0.01 

0.10 

0.07 

0.62 

0.01 

0.0200 

- 

- 

0.001 

0.021 

0.035 

0.135 

0.007 

0.129 

0.193 

150.03 

Over Exploited 

Masta Bad 

0806000600840800 

0.24 

0.36 

(42.07) 

0.29 

0.02 

0.31 

0.07 

0.58 

0.05 

0.0800 

- 

- 

- 

0.080 

0.129 

0.439 

0.022 

0.417 

0.439 

105.15 

Over Exploited 



0.06 

0.00 

1,997.02 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Meo Khera 

0806000600840900 

0.24 

0.38 

(43.49) 

0.30 

0.01 

0.31 

0.07 

0.61 

0.05 

0.0400 

- 

- 

- 

0.040 

0.091 

0.404 

0.020 

0.384 

0.345 

89.80 

Semi Critical 



0.06 

0.00 

1,773.45 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Milakpur 

0806000600843400 

0.24 

0.30 

(33.31) 

0.24 

0.01 

0.25 

0.04 

0.35 

0.04 

0.0400 

- 

- 

0.002 

0.042 

0.083 

0.337 

0.017 

0.320 

0.357 

111.49 

Over Exploited 


0806000700848700 

0.24 

0.13 

- 

0.13 

- 

0.13 

0.06 

0.53 

0.02 

0.0100 

- 

- 

- 

0.010 

0.028 

0.163 

0.016 

0.146 

0.276 

188.57 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.011 

8,228.63 

Over Exploited 

Moonpur 

0806000600842500 

0.24 

0.01 

158.70 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.020 

0.001 

0.019 

0.101 

541.37 

Over Exploited 



0.06 

0.02 

53.90 

0.02 

0.01 

0.03 

0.03 

0.22 

0.00 

0.0300 

- 

- 

- 

0.030 

0.032 

0.063 

0.003 

0.060 

0.245 

409.82 

Over Exploited 

Mukandwas 

0806000600832000 

0.24 

0.25 

7,893.52 

0.20 

0.02 

0.22 

0.06 

0.46 

0.03 

0.0600 

- 

- 

- 

0.060 

0.094 

0.313 

0.016 

0.298 

0.336 

112.76 

Over Exploited 



0.06 

0.00 

353.07 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mundiya Khera 

0806000700848400 

0.24 

0.00 

192.72 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.013 

4,932.78 

Over Exploited 



0.22 

0.41 

(76.48) 

0.33 

0.01 

0.34 

0.07 

0.61 

0.06 

0.0200 

- 

- 

- 

0.020 

0.076 

0.416 

0.021 

0.395 

0.478 

120.95 

Over Exploited 

Mundpuri 

0806000600841400 

0.24 

0.01 

121.93 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.021 

0.001 

0.020 

0.136 

692.37 

Over Exploited 

Munpur Karmala 

0806000600838400 

0.24 

0.02 

36.07 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.030 

0.002 

0.029 

0.069 

239.08 

Over Exploited 

Nagla Balaiya 

0806000600835400 

0.24 

0.18 

(162.54) 

0.14 

0.01 

0.15 

0.07 

0.60 

0.02 

0.0200 

- 

- 

- 

0.020 

0.044 

0.199 

0.010 

0.189 

0.221 

117.03 

Over Exploited 

Nagli Megha 

0806000600841300 

0.24 

0.48 

(48.39) 

0.39 

0.04 

0.43 

0.06 

0.46 

0.07 

0.1200 

- 

- 

0.001 

0.121 

0.187 

0.615 

0.031 

0.584 

1.092 

186.86 

Over Exploited 

Naharpur Kalan 

0806000700847300 

0.24 

0.18 

(44.88) 

0.14 

0.02 

0.16 

0.07 

0.59 

0.02 

0.0500 

- 

- 

- 

0.050 

0.074 

0.234 

0.012 

0.222 

0.425 

191.58 

Over Exploited 



0.22 

0.00 

4,106.56 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Naharpur Khurd 

0806000600837600 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.02 

- 

0.02 

0.01 

0.03 

0.04 

0.33 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.051 

0.005 

0.046 

0.167 

364.42 

Over Exploited 



0.22 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.001 

0.008 

0.046 

590.60 

Over Exploited 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.046 

1,856.22 

Over Exploited 

Nakachpur 

0806000600832300 

0.24 

0.03 

(22.45) 

0.03 

0.01 

0.04 

0.02 

0.18 

0.00 

0.0200 

- 

- 

- 

0.020 

0.024 

0.060 

0.003 

0.057 

0.155 

270.05 

Over Exploited 



0.06 

0.00 

146.66 

0.00 

- 

0.00 

0.01 

0.10 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.013 

0.054 

432.53 

Over Exploited 

Nangal Alaf 

0806000600843300 

0.24 

0.02 

55.49 

0.02 

- 

0.02 

0.02 

0.19 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.031 

0.002 

0.030 

0.097 

324.86 

Over Exploited 



0.06 

0.00 

448.20 

0.00 

0.00 

0.00 

0.01 

0.10 

0.00 

- 

- 

- 

0.000 

0.000 

0.001 

0.002 

0.000 

0.002 

0.033 

1,673.65 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Nangal Heera 

080600070084700C 

1.770 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.770 

0.30 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.15 

0.11 

0.34 

0.020 

0.50 

0.73 


Nangal Jheera 

0806000700850100 

1.718 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.960 

-0.62 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.011 

0.32 

0.48 







Non-command 

Phyllite & Schist 

0.758 

-0.62 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.008 

0.25 

0.38 


Nangla Banjeerka 

0806000600834900 

9.221 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.019 

1.33 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nangli Khaleel 

0806000500828000 

5.041 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.184 

-0.20 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.02 

0.02 







Non-command 

Quartzite 

0.254 

-0.20 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.003 

0.02 

0.03 


Narka 

0806000600834600 

3.124 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.124 

1.53 

0.120 

0.19 

0.03 

0.00 

0.00 

0.00 

0.73 

0.34 

0.72 

0.022 

0.55 

1.19 


Nasopur 

0806000600842400 

3.518 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.076 

0.04 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.10 

0.05 

0.39 

0.008 

0.17 

0.33 







Non-command 

Quartzite 

0.654 

0.04 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.03 

0.02 

0.17 

0.005 

0.10 

0.20 


Naugawan 

0806000600837500 

15.644 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.996 

-0.50 

0.120 

0.15 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.56 

0.014 

0.07 

0.14 







Non-command 

Slate 

0.029 

-0.50 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.951 

-0.50 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.014 

0.07 

0.14 







Non-command 

Slate 

0.015 

-0.50 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Naurangabad 

0806000700848900 

4.047 

Fresh 

Non-command 

Non-command 

Quartzite 

0.007 

-1.32 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Naya Bas 

0806000600843000 

2.565 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.169 

0.49 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.04 

0.08 


Niwali 

0806000600836100 

4.897 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.543 

0.05 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.07 

0.03 

0.25 

0.011 

0.17 

0.38 


Odela 

0806000600839400 

2.964 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.909 

0.06 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.04 

0.02 

0.17 

0.006 

0.17 

0.37 







Non-command 

Slate 

1.950 

0.06 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.06 

0.03 

0.28 

0.014 

0.36 

0.78 


Pahara 

0806000700846900 

1.197 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.019 

0.19 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.823 

0.19 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.22 

0.009 

0.33 

0.44 


Part of Bharatpur District 

08070003 

0.755 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.755 

0.24 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.00 

0.006 

0.55 

1.13 




0.982 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.982 

0.24 

0.150 

0.00 

0.00 

0.00 

0.00 

0.04 

0.00 

0.00 

0.00 

0.008 

0.55 

1.13 


Peelwa 

0806000700848300 

2.943 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.122 

0.09 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.24 

0.012 

0.21 

0.36 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.820 

0.09 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.35 

0.020 

0.34 

0.58 


Peeproli 

0806000600834700 

6.802 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.115 

1.52 

0.120 

0.22 

0.03 

0.00 

0.00 

0.00 

1.31 

0.60 

0.83 

0.043 

0.49 

1.07 


Poothi 

0806000600840300 

6.026 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.667 

0.21 

0.120 

0.12 

0.02 

0.00 

0.00 

0.00 

0.24 

0.11 

0.42 

0.040 

0.52 

1.13 







Non-command 

Slate 

0.095 

0.21 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 


Rabbaka 

0806000600839000 

0.494 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.494 

0.20 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.06 

0.03 

0.22 

0.003 

0.55 

1.14 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.20 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ramgarh 

0806000600840400 

4.332 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.332 

0.06 

0.120 

1.07 

0.04 

0.00 

0.00 

0.00 

1.06 

0.48 

1.11 

2.404 

0.55 

1.20 


Rani Khera 

0806000700848000 

1.722 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.631 

0.32 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.13 

0.07 

0.31 

0.018 

0.52 

1.05 







Non-command 

Phyllite & Schist 

0.091 

0.32 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.03 

0.06 


Rasgan 

0806000600838500 

10.150 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.162 

0.23 

0.120 

0.24 

0.03 

0.00 

0.00 

0.00 

0.43 

0.23 

0.88 

0.057 

0.42 

0.80 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.23 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rasoolpur 

0806000600828900 

4.350 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.32 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rata Khurd 

0806000500828100 

5.364 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.048 

-0.28 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.00 

0.01 







Non-command 

Quartzite 

0.059 

-0.28 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Rayabka 

0806000700850500 

6.553 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.688 

-0.75 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.008 

0.06 

0.09 







Non-command 

Phyllite & Schist 

0.027 

-0.75 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 


Rundh Ismailpur 

0806000500826200 

19.296 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.574 

-0.04 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.01 

0.01 







Non-command 

Quartzite 

0.448 

-0.04 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.01 

0.01 


Rundh Jajor 

0806000700846700 

3.754 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.849 

-0.09 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.009 

0.11 

0.15 







Non-command 

Quartzite 

0.009 

-0.09 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.055 

-0.09 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.012 

0.14 

0.18 


Sadan Ka Bas 

0806000600834800 

2.413 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.226 

1.45 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.08 

0.002 

0.05 

0.11 


Sahajpur 

0806000600842600 

4.981 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.981 

0.54 

0.120 

0.12 

0.02 

0.00 

0.00 

0.00 

0.42 

0.20 

0.43 

0.035 

0.55 

1.14 



0806000600844200 

2.881 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.219 

0.40 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.08 

0.002 

0.04 

0.09 


Sarheta 

0806000600835500 

1.679 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.569 

0.54 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.17 

0.08 

0.29 

0.011 

0.51 

1.12 


Senthli 

0806000600843100 

5.627 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.800 

0.63 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.06 

0.006 

0.08 

0.17 







Non-command 

Phyllite & Schist 

2.723 

0.63 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.07 

0.03 

0.13 

0.019 

0.27 

0.58 



0806000700848500 

3.055 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.230 

-0.29 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.014 

0.23 

0.34 







Non-command 

Phyllite & Schist 

0.068 

-0.29 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.756 

-0.29 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.020 

0.32 

0.49 


Shekhpur 

0806000500825600 

11.216 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.992 

0.33 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.39 

0.23 

0.20 

0.089 

0.37 

0.64 







Non-command 

Quartzite 

1.341 

0.33 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.015 

0.06 

0.11 


Sherpur 

0806000600838000 

3.387 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.311 

-0.03 

0.120 

0.23 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.89 

0.023 

0.52 

1.05 


Siraska 

0806000700848200 

1.972 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.972 

-0.32 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.014 

0.56 

0.94 


Sirmoli 

0806000700848800 

6.908 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.299 

-0.55 

0.120 

0.27 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.00 

0.059 

0.43 

0.61 







Non-command 

Quartzite 

0.075 

-0.55 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 


Sonagarh 

0806000600835900 

2.124 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.010 

-0.05 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.014 

0.52 

1.13 


Sotka 

0806000700847900 

1.897 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.034 

0.26 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 







Non-command 

Phyllite & Schist 

1.863 

0.26 

0.020 

0.09 

0.02 

0.00 

0.00 

0.00 

0.08 

0.04 

0.32 

0.021 

0.54 

1.13 


Sunhera 

0806000600838800 

3.344 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.081 

0.20 

0.120 

0.22 

0.03 

0.00 

0.00 

0.00 

0.26 

0.13 

0.86 

0.022 

0.50 

1.04 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.263 

0.20 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.002 

0.04 

0.09 


Teekri 

0806000600839200 

1.603 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.603 

0.24 

0.120 

0.13 

0.02 

0.00 

0.00 

0.00 

0.16 

0.07 

0.50 

0.011 

0.55 

1.16 


Til war 

0806000600843700 

5.165 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.165 

0.28 

0.090 

0.22 

0.03 

0.00 

0.00 

0.00 

0.32 

0.15 

0.84 

0.039 

0.55 

1.17 


Tismar 

0806000600828800 

1.256 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.003 

0.38 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Todli 

0806000600828500 

3.170 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.686 

0.32 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.12 

0.005 

0.12 

0.25 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Nangal Heera 

0806000700847000 

0.22 

0.20 

(46.13) 

0.16 

0.00 

0.16 

0.07 

0.57 

0.03 

0.0400 

- 

- 

0.001 

0.041 

0.067 

0.225 

0.011 

0.213 

0.364 

170.44 

Over Exploited 

Nangal Jheera 

0806000700850100 

0.24 

0.07 

- 

0.07 

- 

0.07 

0.04 

0.36 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.093 

0.009 

0.083 

0.229 

274.33 

Over Exploited 



0.06 

0.01 

- 

0.01 

0.00 

0.01 

0.03 

0.28 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.013 

0.025 

0.002 

0.022 

0.161 

725.35 

Over Exploited 

Nangla Banjeerka 

0806000600834900 

0.24 

0.00 

27,666.71 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nangli Khaleel 

0806000500828000 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.012 

1,475.81 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.011 

2,788.40 

Over Exploited 

Narka 

0806000600834600 

0.24 

0.41 

(17.74) 

0.34 

0.03 

0.37 

0.07 

0.62 

0.06 

0.0800 

- 

- 

0.001 

0.081 

0.136 

0.505 

0.025 

0.480 

0.743 

154.83 

Over Exploited 

Nasopur 

0806000600842400 

0.24 

0.04 

11.43 

0.05 

0.01 

0.06 

0.02 

0.19 

0.01 

0.0400 

- 

- 

- 

0.040 

0.046 

0.104 

0.005 

0.099 

0.400 

402.86 

Over Exploited 



0.06 

0.00 

277.49 

0.00 

0.01 

0.02 

0.01 

0.12 

0.00 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.037 

0.002 

0.035 

0.177 

506.42 

Over Exploited 

Naugawan 

0806000600837500 

0.24 

0.03 

- 

0.03 

0.02 

0.05 

0.01 

0.08 

0.00 

0.0600 

- 

- 

- 

0.060 

0.064 

0.118 

0.012 

0.106 

0.578 

545.99 

Over Exploited 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.03 

- 

0.03 

0.01 

0.04 

0.01 

0.08 

0.00 

0.0400 

- 

- 

- 

0.040 

0.044 

0.083 

0.008 

0.075 

0.369 

493.88 

Over Exploited 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Naurangabad 

0806000700848900 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Naya Bas 

0806000600843000 

0.06 

0.00 

1,365.75 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.020 

4,320.17 

Over Exploited 

Niwali 

0806000600836100 

0.24 

0.06 

(50.71) 

0.05 

0.01 

0.06 

0.02 

0.20 

0.01 

0.0300 

- 

- 

- 

0.030 

0.039 

0.100 

0.005 

0.095 

0.263 

277.21 

Over Exploited 

Odela 

0806000600839400 

0.24 

0.04 

(53.60) 

0.03 

0.01 

0.04 

0.02 

0.19 

0.00 

0.0200 

- 

- 

- 

0.020 

0.025 

0.064 

0.003 

0.061 

0.175 

287.21 

Over Exploited 



0.04 

0.03 

2.09 

0.03 

0.01 

0.04 

0.05 

0.41 

0.00 

0.0300 

- 

- 

- 

0.030 

0.034 

0.073 

0.004 

0.069 

0.296 

429.20 

Over Exploited 

Pahara 

0806000700846900 

0.24 

0.00 

773.19 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.06 

(201.74) 

0.06 

- 

0.06 

0.04 

0.38 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.077 

0.004 

0.073 

0.231 

315.06 

Over Exploited 

Part of Bharatpur District 

08070003 

0.25 

0.10 

(87.18) 

0.08 

- 

0.08 

0.07 

0.62 

0.01 

- 

- 

- 

- 

- 

0.014 

0.096 

0.005 

0.091 

0.006 

6.51 

Safe 



0.25 

0.13 

(100.52) 

0.11 

0.04 

0.14 

0.07 

0.62 

0.02 

- 

- 

- 

0.056 

0.056 

0.073 

0.218 

0.011 

0.207 

0.008 

3.74 

Safe 

Peelwa 

0806000700848300 

0.24 

0.06 

(25.90) 

0.05 

- 

0.05 

0.03 

0.24 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.063 

0.003 

0.060 

0.247 

412.65 

Over Exploited 



0.22 

0.14 

(53.30) 

0.11 

- 

0.11 

0.05 

0.39 

0.02 

0.0100 

- 

- 

- 

0.010 

0.029 

0.138 

0.007 

0.131 

0.369 

281.32 

Over Exploited 

Peeproli 

0806000600834700 

0.24 

0.72 

12,380.01 

0.60 

0.03 

0.63 

0.07 

0.56 

0.10 

0.0900 

- 

- 

- 

0.090 

0.187 

0.814 

0.041 

0.773 

0.869 

112.35 

Over Exploited 

Poothi 

0806000600840300 

0.24 

0.70 

6,446.76 

0.56 

0.02 

0.58 

0.07 

0.59 

0.09 

0.0500 

- 

- 

- 

0.050 

0.144 

0.723 

0.036 

0.687 

0.456 

66.36 

Safe 



0.04 

0.00 

512.06 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Rabbaka 

0806000600839000 

0.24 

0.06 

(54.10) 

0.05 

0.01 

0.06 

0.07 

0.62 

0.01 

0.0200 

- 

- 

0.000 

0.020 

0.029 

0.091 

0.005 

0.086 

0.221 

256.57 

Over Exploited 



0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ramgarh 

0806000600840400 

0.24 

0.57 

(14.99) 

0.48 

0.04 

0.52 

0.07 

0.62 

0.08 

0.1300 

- 

- 

0.000 

0.130 

0.207 

0.732 

0.037 

0.695 

3.516 

505.77 

Over Exploited 

Rani Khera 

0806000700848000 

0.24 

0.20 

(67.48) 

0.16 

0.01 

0.17 

0.07 

0.59 

0.03 

0.0300 

- 

- 

- 

0.030 

0.057 

0.230 

0.011 

0.218 

0.328 

150.32 

Over Exploited 



0.06 

0.00 

89.53 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.012 

5,982.68 

Over Exploited 

Rasgan 

0806000600838500 

0.24 

0.83 

(72.22) 

0.66 

0.03 

0.69 

0.06 

0.48 

0.11 

0.1000 

- 

- 

- 

0.100 

0.209 

0.901 

0.045 

0.856 

0.932 

108.85 

Over Exploited 



0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rasoolpur 

0806000600828900 

0.24 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rata Khurd 

0806000500828100 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.011 

35,478.14 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Rayabka 

0806000700850500 

0.24 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.021 

0.002 

0.019 

0.217 

1,133.48 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.011 

######### 

Over Exploited 

Rundh Ismailpur 

0806000500826200 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.006 

341.43 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.005 

1,725.93 

Over Exploited 

Rundh Jajor 

0806000700846700 

0.24 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.13 

0.00 

- 

- 

- 

- 

- 

0.002 

0.014 

0.001 

0.013 

0.043 

336.49 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.16 

0.00 

- 

- 

- 

- 

- 

0.004 

0.037 

0.004 

0.033 

0.052 

156.73 

Over Exploited 

Sadan Ka Bas 

0806000600834800 

0.24 

0.00 

4,696.58 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.077 

639.05 

Over Exploited 

Sahajpur 

0806000600842600 

0.24 

0.66 

(69.07) 

0.53 

0.02 

0.55 

0.07 

0.62 

0.09 

0.0500 

- 

- 

0.001 

0.052 

0.140 

0.687 

0.034 

0.653 

0.468 

71.66 

Semi Critical 


0806000600844200 

0.18 

0.00 

686.14 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.012 

0.084 

720.08 

Over Exploited 

Sarheta 

0806000600835500 

0.24 

0.19 

7,029.93 

0.15 

0.01 

0.16 

0.07 

0.58 

0.03 

0.0300 

- 

- 

- 

0.030 

0.056 

0.219 

0.011 

0.208 

0.297 

142.79 

Over Exploited 

Senthli 

0806000600843100 

0.24 

0.01 

147.94 

0.02 

0.00 

0.02 

0.01 

0.09 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.012 

0.030 

0.002 

0.029 

0.065 

223.27 

Over Exploited 



0.06 

0.04 

(20.91) 

0.03 

- 

0.03 

0.04 

0.30 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.051 

0.003 

0.048 

0.152 

316.53 

Over Exploited 


0806000700848500 

0.24 

0.07 

- 

0.07 

- 

0.07 

0.03 

0.26 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.085 

0.009 

0.077 

0.153 

198.47 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.012 

22,507.68 

Over Exploited 



0.22 

0.12 

- 

0.12 

- 

0.12 

0.04 

0.37 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.151 

0.015 

0.136 

0.188 

137.93 

Over Exploited 

Shekhpur 

0806000500825600 

0.24 

0.70 

71,871.37 

0.56 

0.01 

0.57 

0.05 

0.42 

0.09 

0.0200 

- 

- 

- 

0.020 

0.114 

0.687 

0.034 

0.652 

0.293 

44.87 

Safe 



0.06 

0.00 

121.63 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.006 

0.052 

824.83 

Over Exploited 

Sherpur 

0806000600838000 

0.24 

0.42 

- 

0.42 

0.03 

0.45 

0.07 

0.59 

0.06 

0.1000 

- 

- 

0.002 

0.102 

0.158 

0.605 

0.061 

0.545 

0.912 

167.46 

Over Exploited 

Siraska 

0806000700848200 

0.24 

0.26 

- 

0.26 

- 

0.26 

0.08 

0.63 

0.04 

0.0100 

- 

- 

- 

0.010 

0.046 

0.309 

0.031 

0.278 

0.316 

113.46 

Over Exploited 

Sirmoli 

0806000700848800 

0.24 

0.54 

- 

0.54 

0.01 

0.55 

0.06 

0.49 

0.07 

0.0400 

- 

- 

- 

0.040 

0.113 

0.661 

0.066 

0.595 

1.055 

177.34 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.013 

53,841.48 

Over Exploited 

Sonagarh 

0806000600835900 

0.24 

0.25 

- 

0.25 

0.01 

0.26 

0.07 

0.59 

0.03 

0.0400 

- 

- 

- 

0.040 

0.074 

0.334 

0.033 

0.301 

0.412 

137.11 

Over Exploited 

Sotka 

0806000700847900 

0.24 

0.00 

537.25 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.06 

(36.59) 

0.05 

0.02 

0.07 

0.07 

0.61 

0.01 

0.0600 

- 

- 

- 

0.060 

0.068 

0.136 

0.007 

0.129 

0.344 

265.64 

Over Exploited 

Sunhera 

0806000600838800 

0.24 

0.37 

(65.68) 

0.30 

0.03 

0.33 

0.07 

0.57 

0.05 

0.1000 

- 

- 

- 

0.100 

0.149 

0.476 

0.024 

0.452 

0.878 

193.98 

Over Exploited 



0.22 

0.00 

218.41 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.045 

1,427.64 

Over Exploited 

Teekri 

0806000600839200 

0.24 

0.21 

(64.88) 

0.17 

0.02 

0.19 

0.07 

0.62 

0.03 

0.0600 

- 

- 

0.000 

0.060 

0.088 

0.277 

0.014 

0.263 

0.510 

194.01 

Over Exploited 

Til war 

0806000600843700 

0.18 

0.51 

(70.68) 

0.41 

0.03 

0.44 

0.07 

0.62 

0.07 

0.0900 

- 

- 

0.000 

0.090 

0.158 

0.598 

0.030 

0.568 

0.881 

155.24 

Over Exploited 

Tismar 

0806000600828800 

0.24 

0.00 

8,250.16 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Todli 

0806000600828500 

0.24 

0.02 

8,017.80 

0.02 

- 

0.02 

0.02 

0.13 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.033 

0.002 

0.032 

0.123 

389.30 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Phyllite & Schist 

1.465 

0.32 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.05 

0.02 

0.19 

0.010 

0.25 

0.53 


Ulaheri 

0806000700849800 

2.120 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.007 

-0.74 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Untwal 

0806000600832400 

4.311 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.004 

-0.19 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Phyllite & Schist 

1.638 

-0.19 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.011 

0.21 

0.40 

02001003 

Agyara 

0806000600834200 

5.043 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.043 

0.63 

0.120 

0.31 

0.04 

0.00 

0.00 

0.07 

0.58 

0.31 

1.18 

0.035 

0.55 

1.04 


Alwar ( Rural) 

0806000700853000 

1.097 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.955 

-0.54 

0.120 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.58 

0.005 

0.50 

0.68 






Jai Samand Bund 

Command 

Older Alluvium 

0.142 

-0.54 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.001 

0.08 

0.10 


Alwar (M CI+OG) 

0806000740606000 

58.705 

Fresh 

Non-command 

Non-command 

Older Alluvium 

39.812 

-0.43 

0.120 

4.94 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

14.746 

0.39 

0.53 







Non-command 

Quartzite 

11.161 

-0.43 

0.020 

1.34 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

4.134 

0.11 

0.15 






Jai Samand Bund 

Command 

Older Alluvium 

1.726 

-0.43 

0.120 

0.21 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.639 

0.02 

0.02 


Badi Pokhar 

0806000600832500 

2.515 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.575 

-0.49 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.004 

0.13 

0.22 







Non-command 

Phyllite & Schist 

0.468 

-0.49 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.003 

0.10 

0.18 


Bagar Meo 

0806000600834500 

5.098 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.542 

1.27 

0.120 

0.35 

0.05 

0.00 

0.00 

0.03 

0.96 

0.47 

1.38 

0.032 

0.49 

1.01 


Bagar Rajput 

0806000600841200 

7.529 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.897 

1.29 

0.120 

0.10 

0.02 

0.00 

0.00 

0.00 

0.37 

0.18 

0.40 

0.013 

0.14 

0.29 


Bahala 

0806000600834400 

6.842 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.842 

0.78 

0.120 

0.29 

0.04 

0.00 

0.00 

0.02 

0.87 

0.47 

1.11 

0.048 

0.56 

1.03 


Bajhot 

0806000500827900 

4.768 

Fresh 

Non-command 

Non-command 

Quartzite 

0.434 

-0.14 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.005 

0.04 

0.05 


Bala Dahra 

0806000700849400 

3.694 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.381 

0.05 

0.120 

0.19 

0.01 

0.00 

0.00 

0.00 

0.20 

0.14 

0.74 

0.013 

0.37 

0.51 







Non-command 

Quartzite 

0.410 

0.05 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.09 

0.002 

0.06 

0.09 


Balwandka 

0806000600833300 

2.181 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.164 

0.29 

0.120 

0.14 

0.01 

0.00 

0.00 

0.00 

0.21 

0.11 

0.56 

0.015 

0.55 

1.06 


Bamboli 

0806000600841500 

6.721 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.903 

0.01 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.09 

0.05 

0.38 

0.006 

0.07 

0.13 


Barh Kesharpur 

0806000700854900 

1.271 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.109 

1.25 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.001 

0.04 

0.08 


Barwara 

0806000700845400 

2.559 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.345 

-1.58 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.44 

0.012 

0.50 

0.67 


Basai Balan 

0806000500828200 

2.659 

Fresh 

Non-command 

Non-command 

Quartzite 

0.994 

-0.71 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.011 

0.19 

0.24 


BasaiJagta 

0806000500828400 

5.727 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.699 

-1.13 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.008 

0.07 

0.09 







Non-command 

Quartzite 

2.444 

-1.13 

0.020 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.027 

0.23 

0.32 


Batesra 

0806000600833500 

1.734 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.615 

-0.05 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.011 

0.52 

0.87 


Belaka 

0806000700853500 

2.181 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.470 

-0.64 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.008 

0.39 

0.53 






Jai Samand Bund 

Command 

Older Alluvium 

0.711 

-0.64 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.004 

0.19 

0.26 


Bera Was 

0806000600835000 

4.552 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.579 

0.89 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.34 

0.16 

0.29 

0.018 

0.31 

0.68 


Bere 

0806000600835100 

4.169 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.301 

0.73 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.35 

0.16 

0.23 

0.023 

0.43 

0.93 


Berka 

0806000700853300 

0.763 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.069 

-0.63 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.05 

0.07 






Jai Samand Bund 

Command 

Older Alluvium 

0.694 

-0.63 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.004 

0.53 

0.72 


Bhajeet 

0806000700854400 

8.094 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.902 

-0.12 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.020 

0.20 

0.29 






Jai Samand Bund 

Command 

Older Alluvium 

5.082 

-0.12 

0.120 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.71 

0.035 

0.35 

0.51 


Bhakhera 

0806000700852900 

3.294 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.294 

0.07 

0.120 

0.28 

0.01 

0.00 

0.00 

0.00 

0.30 

0.21 

1.09 

0.017 

0.57 

0.80 


Bhandwara 

0806000700846300 

4.794 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.794 

-1.23 

0.120 

0.23 

0.01 

0.00 

0.00 

0.05 

0.00 

0.00 

0.89 

0.025 

0.56 

0.77 


Bhoogar 

0806000700853100 

6.383 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.032 

-0.20 

0.120 

0.52 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.59 

1.123 

0.27 

0.38 






Jai Samand Bund 

Command 

Older Alluvium 

3.351 

-0.20 

0.120 

0.57 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.67 

1.241 

0.30 

0.42 


Bhoowaka 

0806000700850300 

1.431 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.273 

-0.73 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.002 

0.11 

0.18 







Non-command 

Phyllite & Schist 

1.157 

-0.73 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.008 

0.46 

0.75 


Bhurari 

0806000700845100 

1.356 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.215 

-0.44 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.001 

0.08 

0.09 







Non-command 

Quartzite 

0.895 

-0.44 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.005 

0.32 

0.38 


Bijopur 

0806000700845500 

4.399 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.174 

-1.30 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.017 

0.39 

0.52 







Non-command 

Quartzite 

1.225 

-1.30 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.006 

0.15 

0.20 


Birtoli 

0806000200784100 

2.606 

Fresh 

Non-command 

Non-command 

Quartzite 

0.246 

-0.22 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.002 

0.05 

0.06 


Burja 

0806000700854600 

3.278 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.004 

0.27 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Jai Samand Bund 

Command 

Older Alluvium 

1.662 

0.27 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.31 

0.009 

0.28 

0.43 


Chak Meenapura 

0806000600834000 

1.839 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.839 

0.29 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.12 

0.07 

0.23 

0.013 

0.56 

0.97 


Chakoliya 

0806000200785400 

3.399 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.301 

-0.71 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.002 

0.05 

0.06 







Non-command 

Quartzite 

0.628 

-0.71 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.004 

0.10 

0.12 


Chandoli 

0806000700845700 

10.827 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.239 

-0.63 

0.120 

0.63 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.45 

0.049 

0.47 

0.63 







Non-command 

Quartzite 

0.883 

-0.63 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.005 

0.04 

0.06 


Chandooki 

0806000700850600 

1.541 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.833 

-0.73 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.009 

0.31 

0.44 


Chaprada 

0806000600833200 

3.052 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.976 

0.95 

0.120 

0.14 

0.02 

0.00 

0.00 

0.00 

0.46 

0.23 

0.52 

0.021 

0.54 

1.08 


Choroti Pahar 

0806000600832700 

4.716 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.711 

-0.49 

0.120 

0.22 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.82 

0.033 

0.56 

0.93 


Dadar 

0806000700856300 

5.850 

Fresh 

Jai Samand Bund 

Command 

Older Alluvium 

0.076 

0.45 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.01 

0.01 


Dadhikar ( Dadikar) 

0806000700851600 

3.777 

Fresh 

Non-command 

Non-command 

Quartzite 

3.719 

0.34 

0.020 

0.16 

0.01 

0.00 

0.00 

0.00 

0.18 

0.12 

0.63 

0.020 

0.56 

0.80 


Dahar Ka Bas 

0806000600832900 

1.893 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.893 

-0.36 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.013 

0.56 

1.02 


Desoola 

0806000700854100 

5.778 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.902 

-0.36 

0.120 

1.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.60 

2.720 

0.48 

0.70 






Jai Samand Bund 

Command 

Older Alluvium 

0.876 

-0.36 

0.120 

0.19 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.486 

0.09 

0.13 


Dhadholi 

0806000600833700 

1.821 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.821 

0.35 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.17 

0.10 

0.39 

0.013 

0.56 

0.93 


Dhokri 

0806000700849200 

2.446 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.298 

0.08 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.33 

0.012 

0.53 

0.74 







Non-command 

Quartzite 

0.089 

0.08 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 


Dholi Doob 

0806000700851000 

1.599 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.599 

-0.73 

0.120 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.52 

0.008 

0.58 

0.79 


Dhoolpuri 

0806000700845600 

2.211 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.061 

-0.98 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 







Non-command 

Quartzite 

2.150 

-0.98 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.011 

0.51 

0.64 


Dilawarpur 

0806000700846200 

2.936 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.936 

-0.01 

0.120 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.58 

0.015 

0.56 

0.78 


Diwakari 

0806000700853600 

3.056 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.056 

-0.68 

0.120 

0.47 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

1.132 

0.58 

0.79 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.06 

0.02 

6.53 

0.02 

0.01 

0.03 

0.03 

0.29 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.057 

0.003 

0.054 

0.195 

363.11 

Over Exploited 

Ulaheri 

0806000700849800 

0.25 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Untwal 

0806000600832400 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.02 

- 

0.02 

- 

0.02 

0.03 

0.24 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.033 

0.003 

0.030 

0.275 

914.37 

Over Exploited 

Agyara 

0806000600834200 

0.24 

0.67 

(54.03) 

0.54 

0.11 

0.65 

0.07 

0.63 

0.09 

0.1300 

- 

- 

0.110 

0.240 

0.331 

0.980 

0.049 

0.931 

1.219 

130.92 

Over Exploited 

Alwar ( Rural) 

0806000700853000 

0.25 

0.12 

- 

0.12 

0.01 

0.13 

0.07 

0.57 

0.02 

0.0200 

- 

- 

- 

0.020 

0.036 

0.167 

0.017 

0.150 

0.581 

387.56 

Over Exploited 



0.25 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.097 

3,546.61 

Over Exploited 

Alwar (M CI+OG) 

0806000740606000 

0.25 

3.87 

- 

3.87 

- 

3.87 

0.05 

0.45 

0.53 

0.0100 

- 

- 

- 

0.010 

0.536 

4.407 

0.441 

3.966 

15.142 

381.75 

Over Exploited 



0.12 

0.13 

- 

0.13 

- 

0.13 

0.01 

0.12 

0.02 

- 

- 

- 

- 

- 

0.017 

0.144 

0.014 

0.130 

4.206 

3,245.29 

Over Exploited 



0.25 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.001 

0.008 

0.657 

8,765.94 

Over Exploited 

Badi Pokhar 

0806000600832500 

0.24 

0.02 

- 

0.02 

0.00 

0.02 

0.02 

0.14 

0.00 

- 

- 

- 

0.001 

0.001 

0.004 

0.022 

0.002 

0.020 

0.134 

673.10 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.073 

4,822.12 

Over Exploited 

Bagar Meo 

0806000600834500 

0.24 

0.53 

(12.88) 

0.47 

0.08 

0.55 

0.07 

0.56 

0.07 

0.1500 

- 

- 

0.050 

0.200 

0.272 

0.821 

0.041 

0.780 

1.408 

180.57 

Over Exploited 

Bagar Rajput 

0806000600841200 

0.24 

0.06 

179.98 

0.08 

0.02 

0.10 

0.02 

0.16 

0.01 

0.0500 

- 

- 

0.000 

0.050 

0.059 

0.154 

0.008 

0.147 

0.414 

282.65 

Over Exploited 

Bahala 

0806000600834400 

0.24 

0.91 

(48.72) 

0.73 

0.06 

0.79 

0.07 

0.63 

0.12 

0.1200 

- 

- 

0.027 

0.147 

0.270 

1.058 

0.053 

1.005 

1.154 

114.80 

Over Exploited 

Bajhot 

0806000500827900 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.096 

8,400.44 

Over Exploited 

Bala Dahra 

0806000700849400 

0.25 

0.22 

(35.91) 

0.17 

0.01 

0.18 

0.05 

0.41 

0.03 

0.0300 

- 

- 

- 

0.030 

0.059 

0.243 

0.012 

0.231 

0.751 

325.00 

Over Exploited 



0.12 

0.00 

194.34 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.093 

2,505.43 

Over Exploited 

Balwandka 

0806000600833300 

0.24 

0.29 

(62.59) 

0.23 

0.01 

0.24 

0.07 

0.62 

0.04 

0.0200 

- 

- 

- 

0.020 

0.059 

0.297 

0.015 

0.282 

0.575 

203.88 

Over Exploited 

Bamboli 

0806000600841500 

0.24 

0.02 

227.11 

0.02 

0.01 

0.03 

0.01 

0.08 

0.00 

0.0400 

- 

- 

- 

0.040 

0.042 

0.072 

0.004 

0.068 

0.383 

563.25 

Over Exploited 

Barh Kesharpur 

0806000700854900 

0.25 

0.00 

1,156.14 

0.00 

- 

0.00 

0.00 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.025 

1,640.94 

Over Exploited 

Barwara 

0806000700845400 

0.25 

0.29 

- 

0.29 

0.01 

0.30 

0.07 

0.56 

0.04 

0.0200 

- 

- 

- 

0.020 

0.060 

0.360 

0.036 

0.324 

0.450 

138.93 

Over Exploited 

Basai Balan 

0806000500828200 

0.06 

0.01 

- 

0.01 

- 

0.01 

0.03 

0.21 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.022 

0.002 

0.020 

0.169 

840.29 

Over Exploited 

Basai Jagta 

0806000500828400 

0.24 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.001 

0.007 

0.104 

1,514.80 

Over Exploited 



0.06 

0.03 

- 

0.03 

- 

0.03 

0.03 

0.26 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.047 

0.005 

0.042 

0.355 

840.23 

Over Exploited 

Batesra 

0806000600833500 

0.24 

0.20 

- 

0.20 

- 

0.20 

0.07 

0.59 

0.03 

0.0100 

- 

- 

- 

0.010 

0.037 

0.240 

0.024 

0.216 

0.318 

147.05 

Over Exploited 

Belaka 

0806000700853500 

0.25 

0.14 

- 

0.14 

0.00 

0.14 

0.05 

0.44 

0.02 

0.0100 

- 

- 

0.001 

0.011 

0.030 

0.173 

0.017 

0.156 

0.158 

101.07 

Over Exploited 



0.25 

0.03 

- 

0.03 

0.00 

0.03 

0.03 

0.21 

0.00 

- 

- 

- 

0.000 

0.000 

0.005 

0.038 

0.004 

0.034 

0.058 

168.05 

Over Exploited 

Bera Was 

0806000600835000 

0.24 

0.19 

12,550.43 

0.16 

0.01 

0.17 

0.04 

0.35 

0.03 

0.0300 

- 

- 

- 

0.030 

0.056 

0.223 

0.011 

0.212 

0.304 

143.41 

Over Exploited 

Bere 

0806000600835100 

0.24 

0.34 

8,680.50 

0.27 

0.01 

0.28 

0.06 

0.49 

0.05 

0.0300 

- 

- 

- 

0.030 

0.076 

0.359 

0.018 

0.341 

0.255 

74.83 

Semi Critical 

Berka 

0806000700853300 

0.25 

0.00 

- 

0.00 

0.00 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

34.22 

Safe 



0.25 

0.09 

- 

0.09 

0.00 

0.09 

0.07 

0.60 

0.01 

- 

- 

- 

0.000 

0.000 

0.013 

0.104 

0.010 

0.094 

0.040 

42.32 

Safe 

Bhajeet 

0806000700854400 

0.24 

0.14 

- 

0.14 

0.01 

0.15 

0.03 

0.23 

0.02 

0.0200 

- 

- 

- 

0.020 

0.039 

0.190 

0.019 

0.171 

0.421 

246.83 

Over Exploited 



0.24 

0.43 

- 

0.43 

0.01 

0.44 

0.05 

0.40 

0.06 

0.0300 

- 

- 

0.001 

0.031 

0.089 

0.531 

0.053 

0.478 

0.745 

155.88 

Over Exploited 

Bhakhera 

0806000700852900 

0.25 

0.47 

(54.86) 

0.38 

0.01 

0.39 

0.08 

0.64 

0.06 

0.0400 

- 

- 

- 

0.040 

0.102 

0.487 

0.024 

0.463 

1.103 

238.30 

Over Exploited 

Bhandwara 

0806000700846300 

0.25 

0.67 

- 

0.67 

0.06 

0.72 

0.08 

0.63 

0.09 

0.0300 

- 

- 

0.069 

0.099 

0.189 

0.913 

0.091 

0.822 

0.919 

111.86 

Over Exploited 

Bhoogar 

0806000700853100 

0.25 

0.21 

- 

0.21 

0.01 

0.22 

0.04 

0.31 

0.03 

0.0200 

- 

- 

0.001 

0.021 

0.048 

0.264 

0.026 

0.238 

1.717 

722.79 

Over Exploited 



0.25 

0.25 

- 

0.25 

0.01 

0.26 

0.04 

0.34 

0.03 

0.0200 

- 

- 

- 

0.020 

0.053 

0.314 

0.031 

0.282 

1.907 

675.14 

Over Exploited 

Bhoowaka 

0806000700850300 

0.24 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.001 

0.007 

0.085 

1,180.71 

Over Exploited 



0.06 

0.03 

- 

0.03 

0.00 

0.03 

0.06 

0.52 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.014 

0.046 

0.005 

0.042 

0.239 

574.78 

Over Exploited 

Bhurari 

0806000700845100 

0.25 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.004 

0.073 

1,700.80 

Over Exploited 



0.12 

0.03 

- 

0.03 

- 

0.03 

0.04 

0.37 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.047 

0.005 

0.042 

0.226 

537.59 

Over Exploited 

Bijopur 

0806000700845500 

0.25 

0.30 

- 

0.30 

- 

0.30 

0.05 

0.44 

0.04 

0.0100 

- 

- 

- 

0.010 

0.051 

0.346 

0.035 

0.312 

0.185 

59.25 

Safe 



0.12 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.17 

0.00 

- 

- 

- 

- 

- 

0.003 

0.025 

0.003 

0.023 

0.056 

248.73 

Over Exploited 

Birtoli 

0806000200784100 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.030 

2,959.17 

Over Exploited 

Burja 

0806000700854600 

0.25 

0.00 

11,745.87 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.25 

0.12 

(23.83) 

0.09 

- 

0.09 

0.04 

0.31 

0.01 

0.0100 

- 

- 

- 

0.010 

0.025 

0.117 

0.006 

0.112 

0.321 

287.64 

Over Exploited 

Chak Meenapura 

0806000600834000 

0.24 

0.25 

(73.21) 

0.20 

0.01 

0.21 

0.08 

0.63 

0.03 

0.0300 

- 

- 

- 

0.030 

0.063 

0.270 

0.013 

0.256 

0.245 

95.62 

Critical 

Chakoliya 

0806000200785400 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.003 

0.073 

2,106.71 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.005 

0.127 

2,531.38 

Over Exploited 

Chandoli 

0806000700845700 

0.25 

1.08 

- 

1.08 

0.03 

1.11 

0.06 

0.53 

0.15 

0.0900 

- 

- 

- 

0.090 

0.239 

1.349 

0.135 

1.214 

2.503 

206.16 

Over Exploited 



0.12 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.015 

0.002 

0.014 

0.144 

1,048.04 

Over Exploited 

Chandooki 

0806000700850600 

0.24 

0.06 

- 

0.06 

0.00 

0.06 

0.04 

0.35 

0.01 

0.0100 

- 

- 

0.001 

0.011 

0.020 

0.082 

0.008 

0.074 

0.273 

368.49 

Over Exploited 

Chaprada 

0806000600833200 

0.24 

0.38 

(40.39) 

0.31 

0.02 

0.33 

0.07 

0.61 

0.05 

0.0600 

- 

- 

- 

0.060 

0.112 

0.440 

0.022 

0.418 

0.537 

128.55 

Over Exploited 

Choroti Pahar 

0806000600832700 

0.24 

0.64 

- 

0.64 

0.01 

0.65 

0.08 

0.64 

0.09 

0.0300 

- 

- 

- 

0.030 

0.116 

0.762 

0.076 

0.686 

0.856 

124.81 

Over Exploited 

Dadar 

0806000700856300 

0.25 

0.00 

6,624.98 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.024 

14,296.94 

Over Exploited 

Dadhikar ( Dadikar) 

0806000700851600 

0.12 

0.25 

(50.63) 

0.20 

0.01 

0.21 

0.07 

0.63 

0.03 

0.0200 

- 

- 

- 

0.020 

0.053 

0.262 

0.013 

0.249 

0.649 

260.66 

Over Exploited 

Dahar Ka Bas 

0806000600832900 

0.24 

0.25 

- 

0.25 

- 

0.25 

0.08 

0.63 

0.03 

0.0100 

- 

- 

- 

0.010 

0.044 

0.297 

0.030 

0.268 

0.347 

129.79 

Over Exploited 

Desoola 

0806000700854100 

0.24 

0.57 

- 

0.57 

0.01 

0.58 

0.07 

0.55 

0.08 

0.0200 

- 

- 

0.000 

0.021 

0.098 

0.678 

0.068 

0.610 

3.315 

543.20 

Over Exploited 



0.24 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.002 

0.021 

0.002 

0.019 

0.589 

3,166.35 

Over Exploited 

Dhadholi 

0806000600833700 

0.24 

0.24 

(59.18) 

0.20 

0.01 

0.21 

0.08 

0.64 

0.03 

0.0400 

- 

- 

- 

0.040 

0.073 

0.279 

0.014 

0.265 

0.404 

152.30 

Over Exploited 

Dhokri 

0806000700849200 

0.25 

0.30 

(74.07) 

0.24 

- 

0.24 

0.07 

0.60 

0.04 

0.0100 

- 

- 

- 

0.010 

0.051 

0.295 

0.015 

0.280 

0.342 

122.26 

Over Exploited 



0.12 

0.00 

(54.75) 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dholi Doob 

0806000700851000 

0.25 

0.23 

- 

0.23 

0.01 

0.24 

0.08 

0.66 

0.03 

0.0200 

- 

- 

- 

0.020 

0.052 

0.293 

0.029 

0.264 

0.530 

201.01 

Over Exploited 

Dhoolpuri 

0806000700845600 

0.25 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.13 

- 

0.13 

0.00 

0.13 

0.07 

0.58 

0.02 

0.0100 

- 

- 

0.001 

0.011 

0.029 

0.161 

0.016 

0.145 

0.237 

163.51 

Over Exploited 

Dilawarpur 

0806000700846200 

0.25 

0.41 

- 

0.41 

0.01 

0.42 

0.08 

0.64 

0.06 

0.0200 

- 

- 

0.001 

0.021 

0.076 

0.501 

0.050 

0.451 

0.591 

131.28 

Over Exploited 

Diwakari 

0806000700853600 

0.25 

0.44 

- 

0.44 

0.00 

0.44 

0.08 

0.66 

0.06 

0.0100 

- 

- 

0.000 

0.010 

0.070 

0.512 

0.051 

0.461 

1.510 

327.58 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Dohli 

080600060083580C 

5.858 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.005 

0.57 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Doomera 

080600070085690C 

1.773 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.773 

0.19 

0.120 

0.18 

0.03 

0.00 

0.00 

0.00 

0.19 

0.12 

0.72 

0.012 

0.56 

0.91 


Gajeeka 

080600070085070C 

1.297 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.897 

-0.70 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.010 

0.40 

0.55 


Ghatla 

0806000700845000 

8.577 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.686 

-0.80 

0.120 

0.25 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.97 

0.035 

0.40 

0.49 







Non-command 

Quartzite 

1.574 

-0.80 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.008 

0.09 

0.12 


Ghegholi 

0806000700854000 

4.472 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.131 

-0.51 

0.120 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.74 

0.029 

0.53 

0.78 


Goleta 

0806000600833600 

2.545 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.209 

-0.03 

0.120 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.53 

0.015 

0.49 

0.78 


Goojooki 

0806000700856500 

2.369 

Fresh 

Jai Samand Bund 

Command 

Older Alluvium 

0.046 

0.13 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.02 


Goondpur 

0806000700854300 

4.563 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.582 

-0.05 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.37 

0.025 

0.44 

0.65 






Jai Samand Bund 

Command 

Older Alluvium 

0.981 

-0.05 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.007 

0.12 

0.18 


Hajipur 

0806000700851500 

8.821 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.585 

-0.08 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.008 

0.10 

0.14 







Non-command 

Quartzite 

7.072 

-0.08 

0.020 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.62 

0.037 

0.46 

0.64 


Ismalpur 

0806000500826700 

9.823 

Fresh 

Non-command 

Non-command 

Quartzite 

0.071 

0.33 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.00 

0.00 


Itarna ( Rural) 

0806000700853200 

1.975 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.066 

-0.44 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.006 

0.31 

0.43 






Jai Samand Bund 

Command 

Older Alluvium 

0.909 

-0.44 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.005 

0.26 

0.37 


Jahar Khera 

0806000700849900 

6.089 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.415 

-0.68 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.027 

0.23 

0.32 







Non-command 

Quartzite 

0.020 

-0.68 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jatiyana 

0806000700851100 

5.921 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.456 

-0.59 

0.120 

0.58 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.27 

0.029 

0.53 

0.73 







Non-command 

Quartzite 

0.465 

-0.59 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.002 

0.05 

0.06 


Jatpur 

0806000600841700 

5.885 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.263 

0.07 

0.120 

0.40 

0.06 

0.00 

0.00 

0.00 

0.38 

0.24 

1.55 

0.037 

0.50 

0.80 


Jeelota 

0806000500827800 

6.522 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.113 

-0.10 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.01 

0.01 







Non-command 

Quartzite 

0.064 

-0.10 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.00 

0.01 


Jhadoli 

0806000700845300 

3.002 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.166 

-1.36 

0.120 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.73 

0.011 

0.38 

0.50 







Non-command 

Quartzite 

0.157 

-1.36 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.001 

0.03 

0.04 


Jhareda 

0806000700856800 

4.425 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.425 

0.12 

0.120 

0.14 

0.01 

0.00 

0.00 

0.00 

0.19 

0.13 

0.52 

0.031 

0.56 

0.86 


Kadooki 

0806000700849600 

1.937 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.937 

-0.32 

0.120 

0.25 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.98 

0.010 

0.57 

0.79 


Kakrali 

0806000700850200 

3.423 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.007 

-0.71 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Phyllite & Schist 

1.781 

-0.71 

0.020 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.012 

0.29 

0.46 


Kakrali Jat 

0806000700857400 

1.385 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.275 

0.09 

0.120 

0.16 

0.01 

0.00 

0.00 

0.00 

0.16 

0.11 

0.61 

0.009 

0.52 

0.77 


Kamalpur 

0806000600833800 

2.623 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.623 

0.04 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.17 

0.018 

0.56 

0.87 


Kareeriya 

0806000600832200 

4.986 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.922 

0.42 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.15 

0.07 

0.23 

0.013 

0.21 

0.45 


Karoli 

0806000700846500 

11.161 

Fresh 

Non-command 

Non-command 

Quartzite 

0.022 

-0.14 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kasba Dahra 

0806000700849100 

1.940 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.940 

0.00 

0.120 

0.25 

0.01 

0.00 

0.00 

0.00 

0.24 

0.17 

0.99 

0.010 

0.57 

0.79 


Kemala 

0806000700853900 

3.261 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.985 

-0.69 

0.120 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.74 

0.021 

0.53 

0.75 


Kerwa Jat 

0806000700857500 

7.642 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.951 

0.09 

0.120 

0.25 

0.01 

0.00 

0.00 

0.00 

0.28 

0.19 

0.98 

0.028 

0.29 

0.42 


Kesharpur 

0806000700854700 

2.675 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.837 

0.55 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.28 

0.004 

0.17 

0.27 






Jai Samand Bund 

Command 

Older Alluvium 

0.832 

0.55 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.28 

0.004 

0.17 

0.27 


Kesroli 

0806000600833400 

2.160 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.160 

0.25 

0.120 

0.20 

0.01 

0.00 

0.00 

0.00 

0.25 

0.14 

0.78 

0.015 

0.56 

1.01 


KhanpurJat 

0806000700856700 

2.063 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.794 

0.06 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.15 

0.006 

0.22 

0.32 






Jai Samand Bund 

Command 

Older Alluvium 

1.068 

0.06 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.21 

0.007 

0.29 

0.43 


Khareta 

0806000200785100 

6.710 

Fresh 

Non-command 

Non-command 

Quartzite 

0.019 

-0.39 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kherli Saiyad 

0806000700857000 

5.936 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.062 

0.09 

0.120 

0.42 

0.02 

0.00 

0.00 

0.00 

0.46 

0.30 

1.64 

0.035 

0.48 

0.73 


Kota Khurd 

0806000600832100 

4.376 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.018 

0.54 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Lalpuri 

0806000600841600 

3.193 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.726 

0.04 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.09 

0.012 

0.30 

0.50 


Liwari 

0806000700854800 

2.606 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.001 

0.83 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.19 

0.12 

0.40 

0.005 

0.21 

0.33 


Loharwari 

0806000600832600 

3.533 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.533 

-0.75 

0.120 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.50 

0.025 

0.57 

0.83 


Mandu Ka Bas 

0806000600833000 

2.257 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.170 

-0.37 

0.120 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.49 

0.015 

0.53 

0.98 







Non-command 

Phyllite & Schist 

0.088 

-0.37 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.04 


Mannaka 

0806000700853800 

2.389 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.389 

-0.73 

0.120 

0.29 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.13 

0.013 

0.58 

0.80 


Mator 

0806000200783900 

9.456 

Fresh 

Non-command 

Non-command 

Quartzite 

0.615 

0.23 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.12 

0.004 

0.03 

0.04 


Meenapura 

0806000600834100 

1.934 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.934 

0.20 

0.120 

0.13 

0.02 

0.00 

0.00 

0.00 

0.16 

0.09 

0.52 

0.013 

0.55 

1.00 


Mojdeeka 

0806000700850400 

2.127 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.726 

-0.74 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.012 

0.46 

0.72 







Non-command 

Phyllite & Schist 

0.401 

-0.74 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.003 

0.11 

0.17 


Mundpuri 

0806000600841400 

2.799 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.049 

0.06 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.09 

0.05 

0.35 

0.007 

0.21 

0.39 


Nadanheri 

0806000700845900 

2.588 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.453 

0.01 

0.120 

0.19 

0.01 

0.00 

0.00 

0.00 

0.18 

0.13 

0.76 

0.013 

0.53 

0.73 


Nagla Charan 

0806000700856600 

2.449 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.090 

0.11 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.02 

0.03 






Jai Samand Bund 

Command 

Older Alluvium 

0.348 

0.11 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.11 

0.002 

0.08 

0.12 


Nagla Samawadi 

0806000700850900 

2.249 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.249 

-0.75 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.44 

0.025 

0.58 

0.79 


Naglasedoo 

0806000700845800 

2.162 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.162 

-0.13 

0.120 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.73 

0.011 

0.55 

0.76 


Nagli Megha 

0806000600841300 

6.710 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.508 

0.43 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.15 

0.07 

0.31 

0.011 

0.12 

0.25 


Naharpur 

0806000700854200 

3.063 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.063 

-0.24 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.021 

0.57 

0.82 


Naithla 

0806000700857100 

7.921 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.235 

0.04 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.02 


Nakachpur 

0806000600832300 

2.925 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.942 

0.20 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.03 

0.16 

0.007 

0.18 

0.36 







Non-command 

Phyllite & Schist 

0.388 

0.20 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.05 

0.003 

0.07 

0.15 


Nangali Munshi 

0806000700849000 

0.613 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.613 

-0.31 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.003 

0.57 

0.79 


Nangla Banjeerka 

0806000600834900 

9.221 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.146 

1.33 

0.120 

0.17 

0.02 

0.00 

0.00 

0.00 

1.60 

0.76 

0.59 

0.064 

0.54 

1.15 


Nangli Janardar 

0806000500827700 

1.748 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.454 

-0.15 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.12 

0.14 







Non-command 

Quartzite 

0.166 

-0.15 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.05 

0.05 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Dohli 

0806000600835800 

0.24 

0.00 

34,287.04 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Doomera 

0806000700856900 

0.24 

0.24 

(51.22) 

0.19 

0.03 

0.22 

0.08 

0.63 

0.03 

0.0800 

- 

- 

0.002 

0.082 

0.114 

0.336 

0.017 

0.319 

0.734 

230.39 

Over Exploited 

Gajeeka 

0806000700850700 

0.24 

0.09 

- 

0.09 

0.00 

0.09 

0.05 

0.45 

0.01 

0.0100 

- 

- 

0.001 

0.011 

0.022 

0.109 

0.011 

0.098 

0.243 

248.24 

Over Exploited 

Ghatla 

0806000700845000 

0.25 

0.65 

- 

0.65 

0.01 

0.66 

0.06 

0.45 

0.09 

0.0400 

- 

- 

- 

0.040 

0.130 

0.791 

0.079 

0.712 

1.001 

140.64 

Over Exploited 



0.12 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.002 

0.015 

0.001 

0.013 

0.157 

1,197.72 

Over Exploited 

Ghegholi 

0806000700854000 

0.24 

0.52 

- 

0.52 

0.01 

0.53 

0.07 

0.60 

0.07 

0.0300 

- 

- 

- 

0.030 

0.101 

0.633 

0.063 

0.570 

0.766 

134.39 

Over Exploited 

Goleta 

0806000600833600 

0.24 

0.26 

- 

0.26 

0.01 

0.27 

0.07 

0.56 

0.03 

0.0200 

- 

- 

- 

0.020 

0.055 

0.323 

0.032 

0.291 

0.545 

187.42 

Over Exploited 

Goojooki 

0806000700856500 

0.24 

0.00 

325.20 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.012 

8,271.76 

Over Exploited 

Goondpur 

0806000700854300 

0.24 

0.38 

- 

0.38 

0.00 

0.38 

0.06 

0.50 

0.05 

0.0100 

- 

- 

0.002 

0.012 

0.064 

0.446 

0.045 

0.401 

0.391 

97.44 

Critical 



0.24 

0.03 

- 

0.03 

0.00 

0.03 

0.02 

0.14 

0.00 

- 

- 

- 

0.000 

- 

0.004 

0.032 

0.003 

0.029 

0.110 

376.66 

Over Exploited 

Hajipur 

0806000700851500 

0.25 

0.04 

- 

0.04 

- 

0.04 

0.01 

0.12 

0.01 

0.0100 

- 

- 

- 

0.010 

0.015 

0.056 

0.006 

0.050 

0.230 

458.50 

Over Exploited 



0.12 

0.39 

- 

0.39 

0.01 

0.40 

0.06 

0.52 

0.05 

0.0200 

- 

- 

- 

0.020 

0.072 

0.469 

0.047 

0.422 

0.654 

155.04 

Over Exploited 

Ismalpur 

0806000500826700 

0.06 

0.00 

3,502.29 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.009 

50,102.93 

Over Exploited 

Itarna ( Rural) 

0806000700853200 

0.25 

0.08 

- 

0.08 

0.00 

0.08 

0.04 

0.35 

0.01 

- 

- 

- 

0.000 

0.000 

0.011 

0.094 

0.009 

0.084 

0.096 

113.16 

Over Exploited 



0.25 

0.06 

- 

0.06 

- 

0.06 

0.04 

0.30 

0.01 

- 

- 

- 

- 

- 

0.008 

0.068 

0.007 

0.061 

0.077 

125.38 

Over Exploited 

Jahar Khera 

0806000700849900 

0.24 

0.13 

- 

0.13 

- 

0.13 

0.03 

0.26 

0.02 

0.0100 

- 

- 

- 

0.010 

0.028 

0.159 

0.016 

0.143 

0.363 

254.01 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jatiyana 

0806000700851100 

0.25 

0.73 

- 

0.73 

0.03 

0.76 

0.07 

0.60 

0.10 

0.0900 

- 

- 

0.004 

0.094 

0.192 

0.950 

0.095 

0.855 

2.297 

268.67 

Over Exploited 



0.12 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.122 

4,731.95 

Over Exploited 

Jatpur 

0806000600841700 

0.24 

0.63 

(61.99) 

0.50 

0.06 

0.56 

0.07 

0.57 

0.09 

0.1700 

- 

- 

0.001 

0.171 

0.259 

0.823 

0.041 

0.782 

1.591 

203.38 

Over Exploited 

Jeelota 

0806000500827800 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.023 

10,247.46 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.009 

48,107.37 

Over Exploited 

Jhadoli 

0806000700845300 

0.25 

0.21 

- 

0.21 

0.01 

0.22 

0.05 

0.43 

0.03 

0.0300 

- 

- 

- 

0.030 

0.058 

0.273 

0.027 

0.246 

0.737 

299.61 

Over Exploited 



0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.039 

7,374.55 

Over Exploited 

Jhareda 

0806000700856800 

0.24 

0.60 

(79.00) 

0.48 

0.01 

0.49 

0.08 

0.64 

0.08 

0.0200 

- 

- 

0.002 

0.022 

0.103 

0.592 

0.030 

0.562 

0.552 

98.16 

Critical 

Kadooki 

0806000700849600 

0.25 

0.28 

- 

0.28 

0.02 

0.30 

0.08 

0.65 

0.04 

0.0400 

- 

- 

0.017 

0.057 

0.095 

0.393 

0.039 

0.354 

0.994 

281.10 

Over Exploited 

Kakrali 

0806000700850200 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.03 

- 

0.03 

0.00 

0.03 

0.04 

0.33 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.015 

0.047 

0.005 

0.042 

0.308 

729.83 

Over Exploited 

Kakrali Jat 

0806000700857400 

0.24 

0.16 

(30.22) 

0.13 

0.01 

0.14 

0.07 

0.59 

0.02 

0.0200 

- 

- 

0.000 

0.020 

0.042 

0.179 

0.009 

0.170 

0.622 

366.57 

Over Exploited 

Kamalpur 

0806000600833800 

0.24 

0.36 

(88.36) 

0.28 

- 

0.28 

0.08 

0.64 

0.05 

0.0100 

- 

- 

- 

0.010 

0.058 

0.343 

0.017 

0.325 

0.190 

58.49 

Safe 

Kareeriya 

0806000600832200 

0.24 

0.10 

(28.78) 

0.08 

0.01 

0.09 

0.03 

0.24 

0.01 

0.0300 

- 

- 

- 

0.030 

0.043 

0.131 

0.007 

0.125 

0.240 

192.79 

Over Exploited 

Karoli 

0806000700846500 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kasba Dahra 

0806000700849100 

0.25 

0.28 

(37.29) 

0.22 

0.01 

0.23 

0.08 

0.65 

0.04 

0.0400 

- 

- 

0.000 

0.040 

0.077 

0.308 

0.015 

0.293 

1.000 

341.52 

Over Exploited 

Kemala 

0806000700853900 

0.24 

0.38 

- 

0.38 

0.01 

0.39 

0.07 

0.60 

0.05 

0.0300 

- 

- 

- 

0.030 

0.081 

0.466 

0.047 

0.420 

0.758 

180.65 

Over Exploited 

Kerwa Jat 

0806000700857500 

0.24 

0.27 

(29.08) 

0.22 

0.01 

0.23 

0.04 

0.33 

0.04 

0.0400 

- 

- 

0.000 

0.041 

0.079 

0.309 

0.015 

0.294 

1.004 

341.66 

Over Exploited 

Kesharpur 

0806000700854700 

0.25 

0.04 

121.72 

0.04 

0.00 

0.04 

0.02 

0.19 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.016 

0.059 

0.003 

0.056 

0.280 

498.81 

Over Exploited 



0.25 

0.04 

125.35 

0.04 

- 

0.04 

0.02 

0.19 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.056 

0.003 

0.054 

0.280 

523.16 

Over Exploited 

Kesroli 

0806000600833400 

0.24 

0.29 

(51.42) 

0.23 

0.01 

0.24 

0.08 

0.63 

0.04 

0.0300 

- 

- 

0.001 

0.031 

0.070 

0.312 

0.016 

0.296 

0.791 

266.88 

Over Exploited 

KhanpurJat 

0806000700856700 

0.24 

0.04 

(25.36) 

0.03 

0.00 

0.03 

0.03 

0.25 

0.01 

0.0100 

- 

- 

0.000 

0.010 

0.016 

0.049 

0.002 

0.046 

0.156 

335.04 

Over Exploited 



0.24 

0.07 

(48.03) 

0.06 

0.00 

0.06 

0.04 

0.33 

0.01 

0.0100 

- 

- 

0.001 

0.011 

0.021 

0.081 

0.004 

0.077 

0.212 

277.71 

Over Exploited 

Khareta 

0806000200785100 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kherli Saiyad 

0806000700857000 

0.24 

0.58 

(48.35) 

0.46 

0.02 

0.48 

0.07 

0.54 

0.08 

0.0600 

- 

- 

0.001 

0.061 

0.142 

0.627 

0.031 

0.595 

1.678 

281.93 

Over Exploited 

Kota Khurd 

0806000600832100 

0.24 

0.00 

5,112.42 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Lalpuri 

0806000600841600 

0.24 

0.12 

(82.25) 

0.10 

0.00 

0.10 

0.04 

0.34 

0.02 

0.0100 

- 

- 

0.001 

0.011 

0.028 

0.128 

0.006 

0.122 

0.106 

86.98 

Semi Critical 

Liwari 

0806000700854800 

0.25 

0.05 

127.36 

0.06 

0.01 

0.07 

0.02 

0.23 

0.01 

0.0200 

- 

- 

0.000 

0.020 

0.026 

0.098 

0.005 

0.093 

0.407 

437.55 

Over Exploited 

Loharwari 

0806000600832600 

0.24 

0.49 

- 

0.49 

0.01 

0.50 

0.08 

0.65 

0.07 

0.0200 

- 

- 

0.001 

0.021 

0.087 

0.583 

0.058 

0.525 

0.524 

99.75 

Critical 

Mandu Ka Bas 

0806000600833000 

0.24 

0.28 

- 

0.28 

0.01 

0.29 

0.07 

0.61 

0.04 

0.0200 

- 

- 

0.007 

0.027 

0.065 

0.358 

0.036 

0.322 

0.500 

155.36 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.012 

9,977.06 

Over Exploited 

Mannaka 

0806000700853800 

0.25 

0.34 

- 

0.34 

0.01 

0.35 

0.08 

0.66 

0.05 

0.0400 

- 

- 

- 

0.040 

0.087 

0.442 

0.044 

0.397 

1.141 

286.97 

Over Exploited 

Mator 

0806000200783900 

0.08 

0.00 

1,566.33 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.120 

5,626.38 

Over Exploited 

Meenapura 

0806000600834100 

0.24 

0.26 

(66.19) 

0.21 

0.02 

0.23 

0.08 

0.63 

0.04 

0.0600 

- 

- 

0.000 

0.061 

0.096 

0.322 

0.016 

0.306 

0.535 

175.24 

Over Exploited 

Mojdeeka 

0806000700850400 

0.24 

0.19 

- 

0.19 

0.01 

0.20 

0.06 

0.52 

0.03 

0.0200 

- 

- 

- 

0.020 

0.046 

0.246 

0.025 

0.222 

0.438 

197.68 

Over Exploited 



0.06 

0.00 

- 

0.00 

0.00 

0.00 

0.01 

0.12 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.004 

0.000 

0.004 

0.080 

1,995.76 

Over Exploited 

Mundpuri 

0806000600841400 

0.24 

0.05 

(9.96) 

0.05 

0.01 

0.06 

0.03 

0.24 

0.01 

0.0400 

- 

- 

0.000 

0.040 

0.048 

0.105 

0.005 

0.100 

0.360 

362.03 

Over Exploited 

Nadanheri 

0806000700845900 

0.25 

0.32 

(59.23) 

0.26 

0.01 

0.27 

0.07 

0.60 

0.04 

0.0300 

- 

- 

- 

0.030 

0.074 

0.343 

0.017 

0.326 

0.769 

236.00 

Over Exploited 

Nagla Charan 

0806000700856600 

0.25 

0.00 

1,584.64 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.024 

4,212.06 

Over Exploited 



0.25 

0.01 

244.57 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.009 

0.116 

1,319.32 

Over Exploited 

Nagla Samawadi 

0806000700850900 

0.24 

0.31 

- 

0.31 

0.01 

0.32 

0.08 

0.66 

0.04 

0.0200 

- 

- 

0.002 

0.022 

0.064 

0.388 

0.039 

0.349 

0.464 

132.86 

Over Exploited 

Naglasedoo 

0806000700845800 

0.25 

0.30 

- 

0.30 

0.01 

0.31 

0.08 

0.63 

0.04 

0.0300 

- 

- 

0.001 

0.031 

0.072 

0.382 

0.038 

0.344 

0.737 

214.33 

Over Exploited 

Nagli Megha 

0806000600841300 

0.24 

0.04 

66.43 

0.05 

0.01 

0.06 

0.02 

0.14 

0.01 

0.0400 

- 

- 

0.000 

0.040 

0.046 

0.110 

0.006 

0.105 

0.325 

310.43 

Over Exploited 

Naharpur 

0806000700854200 

0.24 

0.42 

- 

0.42 

0.00 

0.42 

0.08 

0.65 

0.06 

- 

- 

- 

0.000 

0.000 

0.057 

0.476 

0.048 

0.428 

0.129 

30.22 

Safe 

Naithla 

0806000700857100 

0.25 

0.00 

(28.53) 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

141.06 

Over Exploited 

Nakachpur 

0806000600832300 

0.24 

0.04 

(34.31) 

0.03 

0.01 

0.04 

0.02 

0.20 

0.01 

0.0200 

- 

- 

- 

0.020 

0.025 

0.067 

0.003 

0.064 

0.171 

266.23 

Over Exploited 



0.06 

0.00 

234.97 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.012 

0.054 

460.70 

Over Exploited 

Nangali Munshi 

0806000700849000 

0.25 

0.09 

- 

0.09 

- 

0.09 

0.08 

0.64 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.109 

0.011 

0.098 

0.393 

401.59 

Over Exploited 

Nangla Banjeerka 

0806000600834900 

0.24 

1.20 

(36.43) 

0.96 

0.02 

0.98 

0.07 

0.62 

0.16 

0.0700 

- 

- 

- 

0.070 

0.232 

1.209 

0.060 

1.148 

0.657 

57.20 

Safe 

Nangli Janardar 

0806000500827700 

0.24 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.14 

0.00 

- 

- 

- 

- 

- 

0.002 

0.013 

0.001 

0.012 

0.005 

42.39 

Safe 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

505.77 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Nangli Khaleel 

080600050082800C 

5.041 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.001 

-0.20 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

2.221 

-0.20 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.025 

0.22 

0.28 


Naurangabad 

080600070084890C 

4.047 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.524 

-1.32 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.008 

0.21 

0.30 







Non-command 

Quartzite 

1.582 

-1.32 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.008 

0.22 

0.31 


Palka 

080600070085340C 

0.881 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.482 

-0.55 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.003 

0.31 

0.44 






Jai Samand Bund 

Command 

Older Alluvium 

0.399 

-0.55 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.002 

0.26 

0.36 


Parisal 

0806000700846400 

3.614 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.914 

-1.60 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.010 

0.29 

0.41 







Non-command 

Quartzite 

1.439 

-1.60 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.008 

0.22 

0.31 


Peeproli 

0806000600834700 

6.802 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.333 

1.52 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.03 

0.04 

0.002 

0.03 

0.06 


Raisees 

0806000700850800 

2.348 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.348 

-0.74 

0.120 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.53 

0.026 

0.58 

0.79 


Rata Kalan 

0806000500828300 

1.883 

Fresh 

Non-command 

Non-command 

Quartzite 

1.414 

-0.94 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.016 

0.40 

0.53 


Rata Khurd 

0806000500828100 

5.364 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

-0.28 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

2.572 

-0.28 

0.020 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.029 

0.25 

0.34 


Rayabka 

0806000700850500 

6.553 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.845 

-0.75 

0.120 

0.39 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.48 

0.054 

0.42 

0.62 







Non-command 

Phyllite & Schist 

0.994 

-0.75 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.011 

0.09 

0.13 


Rundh Bhakhera 

0806000700852800 

20.990 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.571 

0.69 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.40 

0.27 

0.04 

0.024 

0.12 

0.18 







Non-command 

Quartzite 

12.158 

0.69 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.21 

0.14 

0.05 

0.064 

0.32 

0.48 


Rundh Dadikar 

0806000700852600 

22.688 

Fresh 

Non-command 

Non-command 

Quartzite 

4.363 

1.71 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.10 

0.05 

0.023 

0.10 

0.17 


Rundh Dhooninath 

0806000600833900 

6.237 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.237 

0.29 

0.120 

0.16 

0.02 

0.00 

0.00 

0.00 

0.36 

0.22 

0.57 

0.044 

0.56 

0.91 


Rundh Hajipur 

0806000700851700 

8.716 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.050 

0.11 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

3.859 

0.11 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.07 

0.020 

0.25 

0.36 


Rundh Ismailpur 

0806000500826200 

19.296 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.302 

-0.04 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.01 

0.01 







Non-command 

Quartzite 

1.484 

-0.04 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.016 

0.03 

0.04 


Rundh Madar 

0806000700849300 

0.359 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.016 

0.03 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 







Non-command 

Quartzite 

0.344 

0.03 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.002 

0.54 

0.76 


Rundh Manch 

0806000700851300 

1.520 

Fresh 

Non-command 

Non-command 

Quartzite 

1.516 

-0.53 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.008 

0.58 

0.78 


Rundh Nidani 

0806000700851200 

2.614 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.455 

-0.71 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.008 

0.32 

0.44 







Non-command 

Quartzite 

1.135 

-0.71 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.25 

0.34 


Rundh Shahpur 

0806000700846000 

31.645 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.104 

-0.12 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.027 

0.09 

0.12 







Non-command 

Quartzite 

4.694 

-0.12 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.025 

0.08 

0.11 


Rundh Sirawas 

0806000700851800 

20.601 

Fresh 

Non-command 

Non-command 

Quartzite 

4.146 

0.80 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.02 

0.022 

0.11 

0.17 


Sadan Ka Bas 

0806000600834800 

2.413 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.640 

1.45 

0.120 

0.12 

0.02 

0.00 

0.00 

0.00 

0.39 

0.18 

0.49 

0.011 

0.37 

0.81 


Sahanpuri 

0806000700845200 

3.265 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.503 

-0.70 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.003 

0.08 

0.09 







Non-command 

Quartzite 

1.296 

-0.70 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.007 

0.20 

0.24 


Sahdoli 

0806000600833100 

3.892 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.850 

0.72 

0.120 

0.16 

0.02 

0.00 

0.00 

0.00 

0.47 

0.23 

0.59 

0.027 

0.54 

1.13 


Salpuri 

0806000700854500 

1.977 

Fresh 

Jai Samand Bund 

Command 

Older Alluvium 

1.558 

0.09 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.37 

0.011 

0.44 

0.65 


Sankhala 

0806000600834300 

1.256 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.256 

0.61 

0.120 

0.05 

0.01 

0.00 

0.00 

0.01 

0.12 

0.07 

0.19 

0.009 

0.56 

0.99 


Shahpur 

0806000700846100 

4.971 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.970 

0.08 

0.120 

0.19 

0.01 

0.00 

0.00 

0.00 

0.23 

0.16 

0.74 

0.026 

0.56 

0.78 


Sirmoli 

0806000700848800 

6.908 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.009 

-0.55 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

0.087 

-0.55 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 


Siwana 

0806000500827500 

7.802 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.694 

0.24 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.10 

0.030 

0.17 

0.19 







Non-command 

Quartzite 

2.266 

0.24 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.07 

0.025 

0.14 

0.16 


Sorkha Kalan 

0806000200785300 

7.497 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.175 

-0.68 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.02 







Non-command 

Quartzite 

0.424 

-0.68 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.003 

0.03 

0.04 


Suheta 

0806000200785200 

5.405 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.140 

-0.51 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.02 







Non-command 

Quartzite 

0.472 

-0.51 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.003 

0.05 

0.06 


Teharpur 

0806000700849500 

5.145 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.256 

-0.06 

0.120 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.65 

0.022 

0.47 

0.66 







Non-command 

Quartzite 

0.642 

-0.06 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.003 

0.07 

0.10 


Thegi Ka Bas 

0806000600832800 

1.828 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.828 

-0.11 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.013 

0.56 

1.05 


Thekra 

0806000700849700 

3.374 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.374 

-0.79 

0.120 

0.42 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.64 

0.018 

0.57 

0.79 


Todiyar 

0806000700851400 

5.342 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.997 

-0.40 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.005 

0.11 

0.15 







Non-command 

Quartzite 

4.344 

-0.40 

0.020 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.48 

0.023 

0.47 

0.64 


Toolera 

0806000700853700 

8.927 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.927 

-0.76 

0.120 

0.90 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

3.52 

0.047 

0.58 

0.79 


Ulaheri 

0806000700849800 

2.120 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.900 

-0.74 

0.120 

0.26 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.04 

0.010 

0.51 

0.71 







Non-command 

Quartzite 

0.065 

-0.74 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.000 

0.02 

0.02 


Umren 

0806000700855000 

11.789 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.310 

1.58 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.07 

0.002 

0.01 

0.02 







Non-command 

Quartzite 

0.281 

1.58 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.001 

0.01 

0.02 


Untwal 

0806000600832400 

4.311 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.806 

-0.19 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.006 

0.10 

0.19 







Non-command 

Phyllite & Schist 

1.864 

-0.19 

0.020 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.013 

0.24 

0.45 

02001004 

Akbarpur 

0806000700855700 

5.593 

Fresh 

Non-command 

Non-command 

Quartzite 

0.016 

2.50 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Alapur 

0806000700858500 

4.052 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.001 

1.59 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Alwar (M CI+OG) 

0806000740606000 

58.705 

Fresh 

Non-command 

Non-command 

Quartzite 

2.970 

-0.43 

0.020 

0.37 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

1.100 

0.03 

0.04 


Bakhtpura 

0806000700852500 

3.284 

Fresh 

Non-command 

Non-command 

Quartzite 

2.129 

2.04 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.17 

0.09 

0.37 

0.011 

0.33 

0.60 







Non-command 

Limestone 

0.869 

2.04 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.04 

0.16 

0.005 

0.13 

0.24 


Barh Kesharpur 

0806000700854900 

1.271 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.163 

1.25 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.22 

0.13 

0.22 

0.006 

0.47 

0.82 


Chheend 

0806000800872000 

21.760 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.053 

-0.18 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

2.395 

-0.18 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.016 

0.06 

0.08 







Non-command 

Limestone 

12.002 

-0.18 

0.030 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.61 

0.079 

0.31 

0.41 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Nangli Khaleel 

080600050082800C 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.03 

- 

0.03 

- 

0.03 

0.03 

0.25 

0.00 

- 

- 

- 

- 

- 

0.004 

0.031 

0.003 

0.028 

0.075 

269.17 

Over Exploited 

Naurangabad 

080600070084890C 

0.25 

0.08 

- 

0.08 

- 

0.08 

0.03 

0.24 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.102 

0.010 

0.091 

0.254 

277.63 

Over Exploited 



0.12 

0.04 

- 

0.04 

- 

0.04 

0.03 

0.25 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.057 

0.006 

0.051 

0.169 

331.28 

Over Exploited 

Palka 

0806000700853400 

0.25 

0.04 

- 

0.04 

- 

0.04 

0.04 

0.36 

0.01 

- 

- 

- 

- 

- 

0.005 

0.043 

0.004 

0.039 

0.057 

145.90 

Over Exploited 



0.25 

0.03 

- 

0.03 

- 

0.03 

0.04 

0.30 

0.00 

- 

- 

- 

- 

- 

0.004 

0.030 

0.003 

0.027 

0.038 

143.08 

Over Exploited 

Parisal 

0806000700846400 

0.25 

0.14 

- 

0.14 

- 

0.14 

0.04 

0.33 

0.02 

0.0100 

- 

- 

- 

0.010 

0.029 

0.170 

0.017 

0.153 

0.328 

214.94 

Over Exploited 



0.12 

0.04 

- 

0.04 

- 

0.04 

0.03 

0.25 

0.01 

0.0100 

- 

- 

- 

0.010 

0.015 

0.053 

0.005 

0.048 

0.166 

345.71 

Over Exploited 

Peeproli 

0806000600834700 

0.24 

0.00 

30,788.48 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.045 

1,818.01 

Over Exploited 

Raisees 

0806000700850800 

0.24 

0.33 

- 

0.33 

0.01 

0.34 

0.08 

0.66 

0.04 

0.0200 

- 

- 

- 

0.020 

0.064 

0.400 

0.040 

0.360 

0.554 

153.84 

Over Exploited 

Rata Kalan 

0806000500828300 

0.06 

0.03 

- 

0.03 

- 

0.03 

0.05 

0.45 

0.00 

0.0100 

- 

- 

- 

0.010 

0.015 

0.048 

0.005 

0.043 

0.240 

557.03 

Over Exploited 

Rata Khurd 

0806000500828100 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.04 

- 

0.04 

- 

0.04 

0.03 

0.28 

0.00 

0.0100 

- 

- 

- 

0.010 

0.015 

0.051 

0.005 

0.045 

0.404 

887.00 

Over Exploited 

Rayabka 

0806000700850500 

0.24 

0.49 

- 

0.49 

0.02 

0.51 

0.06 

0.48 

0.07 

0.0600 

- 

- 

0.001 

0.061 

0.128 

0.640 

0.064 

0.576 

1.537 

266.79 

Over Exploited 



0.06 

0.01 

- 

0.01 

0.00 

0.01 

0.01 

0.10 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.011 

0.016 

0.002 

0.015 

0.291 

1,975.70 

Over Exploited 

Rundh Bhakhera 

0806000700852800 

0.25 

0.12 

914,733.96 

0.14 

- 

0.14 

0.02 

0.14 

0.02 

- 

- 

- 

- 

- 

0.015 

0.160 

0.008 

0.152 

0.066 

43.39 

Safe 



0.12 

0.29 

99,338.05 

0.24 

- 

0.24 

0.04 

0.36 

0.04 

- 

- 

- 

- 

- 

0.037 

0.278 

0.014 

0.264 

0.114 

43.14 

Safe 

Rundh Dadikar 

0806000700852600 

0.12 

0.04 

728,332.51 

0.05 

- 

0.05 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.005 

0.053 

0.003 

0.050 

0.071 

142.23 

Over Exploited 

Rundh Dhooninath 

0806000600833900 

0.24 

0.84 

(73.96) 

0.67 

0.02 

0.69 

0.08 

0.64 

0.11 

0.0600 

- 

- 

0.000 

0.060 

0.174 

0.865 

0.043 

0.822 

0.610 

74.18 

Semi Critical 

Rundh Hajipur 

0806000700851700 

0.25 

0.00 

1,152.01 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.10 

(46.80) 

0.08 

- 

0.08 

0.03 

0.28 

0.01 

- 

- 

- 

- 

- 

0.013 

0.090 

0.005 

0.086 

0.092 

107.65 

Over Exploited 

Rundh Ismailpur 

0806000500826200 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.003 

640.53 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.016 

523.29 

Over Exploited 

Rundh Madar 

0806000700849300 

0.25 

0.00 

4.45 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.02 

(67.68) 

0.02 

- 

0.02 

0.07 

0.61 

0.00 

- 

- 

- 

- 

- 

0.003 

0.021 

0.001 

0.020 

0.038 

191.47 

Over Exploited 

Rundh Manch 

0806000700851300 

0.12 

0.10 

- 

0.10 

- 

0.10 

0.08 

0.66 

0.01 

- 

- 

- 

- 

- 

0.013 

0.110 

0.011 

0.099 

0.032 

32.19 

Safe 

Rundh Nidani 

0806000700851200 

0.25 

0.10 

- 

0.10 

- 

0.10 

0.04 

0.37 

0.01 

- 

- 

- 

- 

- 

0.013 

0.111 

0.011 

0.100 

0.008 

7.63 

Safe 



0.12 

0.03 

- 

0.03 

- 

0.03 

0.03 

0.29 

0.00 

- 

- 

- 

- 

- 

0.005 

0.039 

0.004 

0.035 

0.006 

17.02 

Safe 

Rundh Shahpur 

0806000700846000 

0.25 

0.11 

- 

0.11 

- 

0.11 

0.01 

0.10 

0.02 

- 

- 

- 

- 

- 

0.015 

0.129 

0.013 

0.116 

0.045 

38.59 

Safe 



0.12 

0.05 

- 

0.05 

- 

0.05 

0.01 

0.09 

0.01 

- 

- 

- 

- 

- 

0.006 

0.052 

0.005 

0.047 

0.037 

78.39 

Semi Critical 

Rundh Sirawas 

0806000700851800 

0.12 

0.05 

657,660.16 

0.05 

- 

0.05 

0.01 

0.12 

0.01 

- 

- 

- 

- 

- 

0.006 

0.052 

0.003 

0.049 

0.046 

92.86 

Critical 

Sadan Ka Bas 

0806000600834800 

0.24 

0.14 

3,720.68 

0.17 

0.02 

0.19 

0.05 

0.42 

0.02 

0.0500 

- 

- 

- 

0.050 

0.069 

0.257 

0.013 

0.244 

0.501 

205.46 

Over Exploited 

Sahanpuri 

0806000700845200 

0.25 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.010 

0.063 

635.21 

Over Exploited 



0.12 

0.02 

- 

0.02 

- 

0.02 

0.03 

0.22 

0.00 

- 

- 

- 

- 

- 

0.003 

0.024 

0.002 

0.022 

0.096 

442.57 

Over Exploited 

Sahdoli 

0806000600833100 

0.24 

0.50 

(54.86) 

0.40 

0.02 

0.42 

0.07 

0.62 

0.07 

0.0700 

- 

- 

- 

0.070 

0.138 

0.560 

0.028 

0.532 

0.616 

115.72 

Over Exploited 

Salpuri 

0806000700854500 

0.24 

0.16 

(51.83) 

0.13 

- 

0.13 

0.06 

0.50 

0.02 

0.0100 

- 

- 

- 

0.010 

0.031 

0.163 

0.008 

0.154 

0.382 

247.21 

Over Exploited 

Sankhala 

0806000600834300 

0.24 

0.17 

(59.05) 

0.13 

0.02 

0.15 

0.08 

0.63 

0.02 

0.0200 

- 

- 

0.016 

0.036 

0.058 

0.213 

0.011 

0.202 

0.196 

96.87 

Critical 

Shahpur 

0806000700846100 

0.25 

0.67 

15,022.84 

0.54 

0.01 

0.55 

0.08 

0.64 

0.09 

0.0300 

- 

- 

- 

0.030 

0.120 

0.665 

0.033 

0.632 

0.764 

120.87 

Over Exploited 

Sirmoli 

0806000700848800 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.013 

34,471.77 

Over Exploited 

Siwana 

0806000500827500 

0.24 

0.11 

9,073.58 

0.10 

- 

0.10 

0.02 

0.19 

0.01 

- 

- 

- 

- 

- 

0.015 

0.110 

0.005 

0.104 

0.126 

120.92 

Over Exploited 



0.06 

0.01 

3,680.93 

0.01 

- 

0.01 

0.02 

0.16 

0.00 

- 

- 

- 

- 

- 

0.001 

0.013 

0.001 

0.012 

0.094 

775.25 

Over Exploited 

Sorkha Kalan 

0806000200785300 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.011 

2,042.97 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.020 

1,862.11 

Over Exploited 

Suheta 

0806000200785200 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.011 

2,520.17 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.067 

4,369.85 

Over Exploited 

Teharpur 

0806000700849500 

0.25 

0.50 

- 

0.50 

0.01 

0.51 

0.06 

0.54 

0.07 

0.0200 

- 

- 

- 

0.020 

0.087 

0.598 

0.060 

0.538 

0.676 

125.62 

Over Exploited 



0.12 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.005 

0.077 

1,412.68 

Over Exploited 

Thegi Ka Bas 

0806000600832800 

0.24 

0.24 

- 

0.24 

- 

0.24 

0.07 

0.63 

0.03 

0.0100 

- 

- 

- 

0.010 

0.043 

0.287 

0.029 

0.258 

0.354 

137.17 

Over Exploited 

Thekra 

0806000700849700 

0.25 

0.48 

- 

0.48 

0.02 

0.50 

0.08 

0.65 

0.07 

0.0600 

- 

- 

0.000 

0.060 

0.125 

0.627 

0.063 

0.565 

1.662 

294.25 

Over Exploited 

Todiyar 

0806000700851400 

0.25 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.12 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.041 

0.004 

0.036 

0.197 

541.10 

Over Exploited 



0.12 

0.24 

- 

0.24 

0.01 

0.25 

0.06 

0.53 

0.03 

0.0200 

- 

- 

- 

0.020 

0.053 

0.304 

0.030 

0.274 

0.505 

184.30 

Over Exploited 

Toolera 

0806000700853700 

0.25 

1.29 

- 

1.29 

0.04 

1.33 

0.08 

0.66 

0.18 

0.1300 

- 

- 

0.001 

0.131 

0.307 

1.639 

0.164 

1.475 

3.569 

242.02 

Over Exploited 

Ulaheri 

0806000700849800 

0.25 

0.24 

- 

0.24 

0.01 

0.25 

0.07 

0.58 

0.03 

0.0400 

- 

- 

- 

0.040 

0.073 

0.328 

0.033 

0.295 

1.048 

355.45 

Over Exploited 



0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.026 

19,037.43 

Over Exploited 

Umren 

0806000700855000 

0.25 

0.00 

4,112.71 

0.00 

- 

0.00 

0.00 

0.01 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.011 

0.068 

632.95 

Over Exploited 



0.12 

0.00 

2,461.41 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.042 

9,089.92 

Over Exploited 

Untwal 

0806000600832400 

0.24 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.12 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.033 

0.003 

0.029 

0.182 

616.65 

Over Exploited 



0.06 

0.03 

- 

0.03 

0.00 

0.03 

0.03 

0.27 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.014 

0.041 

0.004 

0.037 

0.318 

853.09 

Over Exploited 

Akbarpur 

0806000700855700 

0.12 

0.00 

18,110.08 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Alapur 

0806000700858500 

0.25 

0.00 

768,037.72 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Alwar (M CI+OG) 

0806000740606000 

0.12 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.001 

0.009 

1.112 

13,013.67 

Over Exploited 

Bakhtpura 

0806000700852500 

0.12 

0.08 

156,506.08 

0.09 

0.01 

0.10 

0.03 

0.36 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.170 

0.009 

0.162 

0.376 

232.79 

Over Exploited 



0.12 

0.01 

156.43 

0.02 

0.01 

0.03 

0.01 

0.15 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.057 

0.003 

0.054 

0.161 

298.06 

Over Exploited 

Barh Kesharpur 

0806000700854900 

0.25 

0.14 

(7.77) 

0.13 

0.01 

0.14 

0.05 

0.53 

0.02 

0.0200 

- 

- 

0.006 

0.026 

0.041 

0.182 

0.009 

0.173 

0.222 

128.71 

Over Exploited 

Chheend 

0806000800872000 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.009 

0.122 

1,351.61 

Over Exploited 



0.08 

0.27 

- 

0.27 

0.01 

0.28 

0.04 

0.35 

0.04 

0.0200 

- 

- 

- 

0.020 

0.057 

0.339 

0.034 

0.305 

0.687 

225.02 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Dhahalawas 

0806000700852300 

6.608 

Fresh 

Non-command 

Non-command 

Quartzite 

3.805 

2.02 

0.020 

0.18 

0.03 

0.00 

0.00 

0.00 

0.30 

0.17 

0.70 

0.020 

0.29 

0.53 







Non-command 

Limestone 

2.159 

2.02 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.18 

0.10 

0.40 

0.011 

0.17 

0.30 


Dhamla Ka Bas 

0806000800872100 

12.385 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.156 

-0.12 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.014 

0.10 

0.13 







Non-command 

Quartzite 

2.836 

-0.12 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.019 

0.13 

0.17 







Non-command 

Limestone 

0.552 

-0.12 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.004 

0.03 

0.03 


Dhanwala 

0806000700855800 

3.712 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.078 

2.20 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.000 

0.01 

0.02 







Non-command 

Quartzite 

1.086 

2.20 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.05 

0.21 

0.006 

0.15 

0.27 


Hameerpur 

0806000800869400 

17.880 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.198 

-0.46 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.01 

0.01 







Non-command 

Quartzite 

0.523 

-0.46 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.003 

0.02 

0.02 







Non-command 

Limestone 

0.066 

-0.46 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 


Kesharpur 

0806000700854700 

2.675 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.263 

0.55 

0.120 

0.02 

0.00 

0.00 

0.00 

0.01 

0.03 

0.02 

0.08 

0.001 

0.05 

0.08 


Kishanpur 

0806000700852700 

7.189 

Fresh 

Non-command 

Non-command 

Quartzite 

1.960 

2.03 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.00 

0.010 

0.14 

0.25 







Non-command 

Limestone 

4.854 

2.03 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.11 

0.00 

0.026 

0.34 

0.62 


Liwari 

0806000700854800 

2.606 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.604 

0.83 

0.120 

0.17 

0.01 

0.00 

0.00 

0.02 

0.30 

0.19 

0.66 

0.008 

0.33 

0.53 


Machri 

0806000700856000 

1.752 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.345 

1.51 

0.120 

0.23 

0.03 

0.00 

0.00 

0.00 

0.44 

0.25 

0.89 

0.007 

0.39 

0.70 


Nangal Ratawat 

0806000700858200 

3.866 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.023 

1.04 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Paitpur 

0806000700855200 

6.581 

Fresh 

Non-command 

Non-command 

Quartzite 

2.356 

2.00 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.13 

0.07 

0.20 

0.012 

0.18 

0.33 







Non-command 

Limestone 

4.224 

2.00 

0.020 

0.10 

0.01 

0.00 

0.00 

0.06 

0.20 

0.11 

0.36 

0.022 

0.32 

0.60 


Palkhari 

0806000700856100 

1.692 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.002 

0.94 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ramnagar 

0806000700852200 

2.556 

Fresh 

Non-command 

Non-command 

Quartzite 

1.281 

1.96 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.13 

0.007 

0.26 

0.45 







Non-command 

Limestone 

1.164 

1.96 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.12 

0.006 

0.23 

0.41 


Rogra 

0806000700852100 

5.281 

Fresh 

Non-command 

Non-command 

Quartzite 

1.895 

1.85 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.13 

0.010 

0.19 

0.32 







Non-command 

Limestone 

2.407 

1.85 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.13 

0.08 

0.17 

0.013 

0.24 

0.41 


Rundh Bhakhera 

0806000700852800 

20.990 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.008 

0.69 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

4.236 

0.69 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.01 

0.022 

0.11 

0.17 


Rundh Binak 

0806000700855300 

66.776 

Fresh 

Non-command 

Non-command 

Quartzite 

30.446 

1.82 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

1.17 

0.66 

0.01 

0.160 

0.23 

0.42 







Non-command 

Limestone 

0.187 

1.82 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.00 

0.00 


Rundh Dadikar 

0806000700852600 

22.688 

Fresh 

Non-command 

Non-command 

Quartzite 

4.853 

1.71 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.11 

0.05 

0.026 

0.11 

0.19 







Non-command 

Limestone 

1.769 

1.71 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.02 

0.009 

0.04 

0.07 


Rundh Shahpur 

0806000700846000 

31.645 

Fresh 

Non-command 

Non-command 

Quartzite 

2.580 

-0.12 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.014 

0.05 

0.06 







Non-command 

Limestone 

0.016 

-0.12 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rundh Sirawas 

0806000700851800 

20.601 

Fresh 

Non-command 

Non-command 

Quartzite 

3.319 

0.80 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.02 

0.017 

0.09 

0.13 







Non-command 

Limestone 

4.607 

0.80 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.04 

0.024 

0.12 

0.19 


Rundh Sundarwas 

0806000700852000 

18.710 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.957 

0.71 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.005 

0.03 

0.04 







Non-command 

Quartzite 

7.920 

0.71 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.10 

0.05 

0.042 

0.23 

0.35 







Non-command 

Limestone 

4.774 

0.71 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.03 

0.025 

0.14 

0.21 


Sahori 

0806000700855900 

5.453 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.627 

1.83 

0.120 

0.13 

0.02 

0.00 

0.00 

0.00 

0.47 

0.26 

0.53 

0.009 

0.15 

0.27 







Non-command 

Quartzite 

3.129 

1.83 

0.020 

0.16 

0.02 

0.00 

0.00 

0.01 

0.24 

0.13 

0.61 

0.016 

0.29 

0.53 


Samlat Chak 

0806000700852400 

2.426 

Fresh 

Non-command 

Non-command 

Quartzite 

2.426 

2.03 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.01 

0.013 

0.50 

0.92 


Shyodanpura 

0806000700855100 

2.185 

Fresh 

Non-command 

Non-command 

Quartzite 

2.185 

1.89 

0.020 

0.12 

0.02 

0.00 

0.00 

0.00 

0.18 

0.10 

0.47 

0.011 

0.50 

0.93 


Sirawas 

0806000700851900 

5.933 

Fresh 

Non-command 

Non-command 

Quartzite 

0.856 

0.36 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.15 

0.005 

0.08 

0.12 







Non-command 

Limestone 

2.689 

0.36 

0.020 

0.12 

0.01 

0.00 

0.00 

0.00 

0.13 

0.09 

0.47 

0.014 

0.25 

0.36 


Umren 

0806000700855000 

11.789 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.152 

1.58 

0.120 

0.39 

0.06 

0.00 

0.00 

0.00 

1.69 

0.94 

1.50 

0.038 

0.31 

0.56 







Non-command 

Quartzite 

3.788 

1.58 

0.020 

0.13 

0.02 

0.00 

0.00 

0.00 

0.23 

0.13 

0.49 

0.020 

0.16 

0.29 






Jai Samand Bund 

Command 

Older Alluvium 

0.003 

1.58 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 

02001005 

Agaraka 

0806001100920300 

1.001 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.609 

0.89 

0.090 

0.06 

0.01 

0.00 

0.00 

0.00 

0.10 

0.05 

0.22 

0.005 

0.35 

0.75 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.040 

0.89 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.05 


Akbarpur Meo 

0807000300987100 

2.932 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.120 

0.63 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.24 

0.12 

0.20 

0.017 

0.40 

0.83 


Bamboli 

0806000600841500 

6.721 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.816 

0.01 

0.120 

0.61 

0.09 

0.00 

0.00 

0.00 

0.53 

0.31 

2.40 

0.041 

0.48 

0.83 


Baroda Meo 

0806001100924500 

11.163 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.141 

0.23 

0.090 

0.12 

0.01 

0.00 

0.00 

0.00 

0.15 

0.07 

0.48 

0.016 

0.11 

0.22 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.003 

0.23 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Barwada 

0806000600844600 

4.631 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.018 

0.56 

0.090 

0.13 

0.02 

0.00 

0.00 

0.00 

0.26 

0.12 

0.49 

0.023 

0.36 

0.77 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.56 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bas Burja 

0807000300986800 

10.093 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.927 

0.42 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.22 

0.11 

0.18 

0.023 

0.16 

0.32 


Bas Dayana 

0807000300986900 

5.344 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.014 

0.46 

0.150 

0.07 

0.01 

0.00 

0.00 

0.00 

0.27 

0.13 

0.26 

0.024 

0.32 

0.65 


Bedha 

0806001100925300 

2.564 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.564 

0.21 

0.090 

0.09 

0.00 

0.00 

0.00 

0.00 

0.14 

0.07 

0.33 

0.019 

0.55 

1.16 


Bhanakpuri 

0807000300986200 

1.103 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.63 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.103 

0.63 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.06 

0.09 

0.009 

0.57 

1.22 


Bhatpura 

0807000300979500 

4.892 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.19 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

4.660 

0.19 

0.150 

0.19 

0.03 

0.00 

0.00 

0.00 

0.29 

0.14 

0.73 

0.037 

0.53 

1.13 


Bhayari 

0806001100924300 

2.660 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.660 

0.30 

0.090 

0.09 

0.01 

0.00 

0.00 

0.00 

0.15 

0.07 

0.33 

0.020 

0.55 

1.18 


Chak Bhayari 

0806001100924400 

0.851 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.851 

0.24 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.13 

0.006 

0.55 

1.17 


Chamarwara 

0806001100920200 

1.731 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.815 

0.85 

0.090 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.04 

0.16 

0.006 

0.27 

0.58 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.85 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chhatarpur 

0806001100921500 

1.503 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.056 

0.38 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.05 


Chhpar 

0807000300984900 

0.876 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.833 

0.72 

0.150 

0.05 

0.01 

0.00 

0.00 

0.03 

0.10 

0.05 

0.18 

0.007 

0.54 

1.12 


Chidwai 

0806000600844700 

3.847 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.167 

0.69 

0.090 

0.12 

0.02 

0.00 

0.00 

0.00 

0.24 

0.11 

0.44 

0.016 

0.31 

0.67 


Choroti Istmurar 

0806000600842300 

3.617 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.129 

0.00 

0.120 

0.22 

0.03 

0.00 

0.00 

0.00 

0.19 

0.10 

0.85 

0.015 

0.33 

0.60 





Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Dhahalawas 

0806000700852300 

0.12 

0.13 

482,357.51 

0.16 

0.03 

0.19 

0.03 

0.32 

- 

0.1300 

- 

- 

- 

0.130 

0.130 

0.320 

0.016 

0.304 

0.721 

236.93 

Over Exploited 



0.12 

0.04 

128.36 

0.05 

0.01 

0.06 

0.02 

0.18 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.132 

0.007 

0.125 

0.409 

327.29 

Over Exploited 

Dhamla Ka Bas 

0806000800872100 

0.24 

0.04 

- 

0.04 

- 

0.04 

0.01 

0.11 

0.01 

- 

- 

- 

- 

- 

0.005 

0.044 

0.004 

0.040 

0.040 

100.52 

Over Exploited 



0.06 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.15 

0.00 

- 

- 

- 

- 

- 

0.003 

0.025 

0.003 

0.023 

0.050 

218.96 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.014 

1,184.03 

Over Exploited 

Dhanwala 

0806000700855800 

0.25 

0.00 

8,067.15 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.042 

17,768.19 

Over Exploited 



0.12 

0.02 

34,616.94 

0.02 

0.01 

0.03 

0.02 

0.17 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.053 

0.003 

0.051 

0.217 

428.99 

Over Exploited 

Hameerpur 

0806000800869400 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.025 

12,474.04 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.055 

11,761.46 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.010 

91,438.89 

Over Exploited 

Kesharpur 

0806000700854700 

0.25 

0.00 

392.56 

0.00 

0.01 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

0.015 

0.015 

0.015 

0.030 

0.001 

0.028 

0.085 

303.34 

Over Exploited 

Kishanpur 

0806000700852700 

0.12 

0.03 

225,002.43 

0.04 

- 

0.04 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.039 

0.002 

0.037 

0.010 

28.17 

Safe 



0.12 

0.20 

(43.14) 

0.16 

- 

0.16 

0.04 

0.38 

- 

- 

- 

- 

- 

- 

- 

0.159 

0.008 

0.151 

0.026 

16.93 

Safe 

Liwari 

0806000700854800 

0.25 

0.13 

########## 

0.16 

0.03 

0.18 

0.04 

0.37 

0.02 

0.0200 

- 

- 

0.023 

0.043 

0.059 

0.243 

0.012 

0.231 

0.668 

289.70 

Over Exploited 

Machri 

0806000700856000 

0.25 

0.13 

89.58 

0.16 

0.03 

0.19 

0.04 

0.44 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.289 

0.014 

0.275 

0.901 

328.12 

Over Exploited 

Nangal Ratawat 

0806000700858200 

0.25 

0.00 

9,684.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Paitpur 

0806000700855200 

0.12 

0.05 

(56.78) 

0.06 

0.01 

0.07 

0.02 

0.20 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.091 

0.005 

0.087 

0.211 

244.31 

Over Exploited 



0.12 

0.16 

(34.43) 

0.13 

0.07 

0.20 

0.03 

0.36 

- 

0.0400 

- 

- 

0.092 

0.132 

0.132 

0.335 

0.017 

0.318 

0.382 

120.25 

Over Exploited 

Palkhari 

0806000700856100 

0.25 

0.00 

28,729.03 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ramnagar 

0806000700852200 

0.12 

0.04 

29.25 

0.05 

- 

0.05 

0.03 

0.29 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.068 

0.003 

0.064 

0.139 

216.24 

Over Exploited 



0.12 

0.03 

31.28 

0.04 

- 

0.04 

0.03 

0.26 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.059 

0.003 

0.056 

0.126 

224.20 

Over Exploited 

Rogra 

0806000700852100 

0.12 

0.04 

51.38 

0.05 

- 

0.05 

0.02 

0.21 

0.00 

0.0100 

- 

- 

- 

0.010 

0.015 

0.066 

0.003 

0.062 

0.142 

227.31 

Over Exploited 



0.12 

0.07 

9.96 

0.08 

0.01 

0.09 

0.03 

0.26 

0.01 

0.0200 

- 

- 

- 

0.020 

0.028 

0.113 

0.006 

0.107 

0.183 

170.16 

Over Exploited 

Rundh Bhakhera 

0806000700852800 

0.25 

0.00 

105,659.53 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.04 

(91.62) 

0.04 

- 

0.04 

0.01 

0.13 

0.00 

- 

- 

- 

- 

- 

0.005 

0.045 

0.002 

0.043 

0.034 

80.28 

Semi Critical 

Rundh Binak 

0806000700855300 

0.12 

0.58 

########## 

0.55 

- 

0.55 

0.03 

0.26 

- 

- 

- 

- 

- 

- 

- 

0.550 

0.028 

0.523 

0.172 

32.94 

Safe 



0.12 

0.00 

11,697.69 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Rundh Dadikar 

0806000700852600 

0.12 

0.06 

########## 

0.07 

- 

0.07 

0.01 

0.13 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.085 

0.004 

0.081 

0.074 

91.03 

Critical 



0.12 

0.01 

########## 

0.01 

- 

0.01 

0.00 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.011 

0.033 

310.73 

Over Exploited 

Rundh Shahpur 

0806000700846000 

0.12 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.002 

0.014 

0.001 

0.013 

0.026 

198.46 

Over Exploited 



0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rundh Sirawas 

0806000700851800 

0.12 

0.03 

161,985.85 

0.04 

- 

0.04 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.004 

0.043 

0.002 

0.041 

0.041 

101.06 

Over Exploited 



0.12 

0.07 

140,287.74 

0.06 

- 

0.06 

0.02 

0.14 

0.01 

- 

- 

- 

- 

- 

0.008 

0.069 

0.003 

0.066 

0.060 

91.54 

Critical 

Rundh Sundarwas 

0806000700852000 

0.25 

0.01 

717.13 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.008 

0.005 

59.75 

Safe 



0.12 

0.21 

41,070.33 

0.17 

- 

0.17 

0.03 

0.26 

0.03 

0.0100 

- 

- 

- 

0.010 

0.036 

0.204 

0.010 

0.194 

0.095 

48.88 

Safe 



0.12 

0.08 

75,486.39 

0.06 

- 

0.06 

0.02 

0.16 

0.01 

- 

- 

- 

- 

- 

0.010 

0.071 

0.004 

0.067 

0.051 

76.05 

Semi Critical 

Sahori 

0806000700855900 

0.25 

0.06 

319.68 

0.07 

0.02 

0.09 

0.02 

0.17 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.154 

0.008 

0.146 

0.537 

366.75 

Over Exploited 



0.12 

0.11 

21.96 

0.13 

0.03 

0.16 

0.03 

0.32 

- 

0.0700 

- 

- 

0.020 

0.090 

0.090 

0.255 

0.013 

0.242 

0.626 

258.73 

Over Exploited 

Samlat Chak 

0806000700852400 

0.12 

0.15 

########## 

0.12 

0.00 

0.12 

0.05 

0.56 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.120 

0.006 

0.114 

0.025 

21.67 

Safe 

Shyodanpura 

0806000700855100 

0.12 

0.13 

(124.83) 

0.11 

0.02 

0.13 

0.05 

0.56 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.176 

0.009 

0.167 

0.477 

286.28 

Over Exploited 

Sirawas 

0806000700851900 

0.12 

0.01 

290.85 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.021 

0.001 

0.020 

0.156 

782.97 

Over Exploited 



0.12 

0.07 

4,492.54 

0.08 

0.01 

0.09 

0.03 

0.28 

0.01 

0.0200 

- 

- 

- 

0.020 

0.029 

0.121 

0.006 

0.115 

0.479 

415.51 

Over Exploited 

Umren 

0806000700855000 

0.25 

0.55 

69.73 

0.66 

0.06 

0.72 

0.03 

0.34 

- 

0.1700 

- 

- 

- 

0.170 

0.170 

0.893 

0.045 

0.848 

1.538 

181.32 

Over Exploited 



0.12 

0.07 

71.70 

0.09 

0.02 

0.11 

0.02 

0.18 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.159 

0.008 

0.151 

0.507 

335.08 

Over Exploited 



0.25 

0.00 

348,890.47 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Agaraka 

0806001100920300 

0.18 

0.04 

19.54 

0.05 

0.01 

0.06 

0.04 

0.39 

0.00 

0.0200 

- 

- 

- 

0.020 

0.025 

0.080 

0.004 

0.076 

0.221 

288.71 

Over Exploited 



0.18 

0.00 

768.94 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.013 

6,563.33 

Over Exploited 

Akbarpur Meo 

0807000300987100 

0.20 

0.17 

(31.87) 

0.14 

0.01 

0.15 

0.05 

0.46 

0.02 

0.0200 

- 

- 

- 

0.020 

0.042 

0.189 

0.009 

0.179 

0.215 

119.61 

Over Exploited 

Bamboli 

0806000600841500 

0.24 

0.67 

(54.38) 

0.54 

0.09 

0.63 

0.07 

0.55 

0.09 

0.2700 

- 

- 

0.001 

0.271 

0.363 

0.990 

0.050 

0.941 

2.439 

259.29 

Over Exploited 

Baroda Meo 

0806001100924500 

0.18 

0.04 

79.90 

0.05 

0.01 

0.06 

0.01 

0.12 

0.01 

0.0200 

- 

- 

- 

0.020 

0.025 

0.085 

0.004 

0.081 

0.491 

608.45 

Over Exploited 



0.18 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Barwada 

0806000600844600 

0.18 

0.20 

(37.90) 

0.16 

0.02 

0.18 

0.05 

0.41 

0.03 

0.0500 

- 

- 

- 

0.050 

0.076 

0.253 

0.013 

0.240 

0.508 

211.39 

Over Exploited 



0.18 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bas Burja 

0807000300986800 

0.20 

0.09 

19.77 

0.11 

0.01 

0.12 

0.02 

0.18 

0.01 

0.0200 

- 

- 

- 

0.020 

0.032 

0.153 

0.008 

0.146 

0.203 

139.44 

Over Exploited 

Bas Dayana 

0807000300986900 

0.20 

0.19 

(131.70) 

0.15 

0.01 

0.16 

0.04 

0.36 

0.02 

0.0300 

- 

- 

- 

0.030 

0.054 

0.216 

0.011 

0.205 

0.287 

139.68 

Over Exploited 

Bedha 

0806001100925300 

0.18 

0.25 

(74.36) 

0.20 

0.00 

0.20 

0.07 

0.62 

0.03 

0.0100 

- 

- 

0.000 

0.011 

0.045 

0.248 

0.012 

0.236 

0.350 

148.55 

Over Exploited 

Bhanakpuri 

0807000300986200 

0.25 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.13 

(50.40) 

0.10 

- 

0.10 

0.07 

0.64 

0.02 

0.0100 

- 

- 

- 

0.010 

0.026 

0.127 

0.006 

0.120 

0.103 

85.43 

Semi Critical 

Bhatpura 

0807000300979500 

0.25 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.50 

(72.15) 

0.40 

0.03 

0.43 

0.07 

0.60 

0.06 

0.0800 

- 

- 

0.002 

0.082 

0.147 

0.577 

0.029 

0.548 

0.765 

139.59 

Over Exploited 

Bhayari 

0806001100924300 

0.18 

0.26 

(73.17) 

0.21 

0.01 

0.22 

0.07 

0.62 

0.04 

0.0400 

- 

- 

0.001 

0.041 

0.076 

0.297 

0.015 

0.282 

0.351 

124.35 

Over Exploited 

Chak Bhayari 

0806001100924400 

0.18 

0.08 

(72.94) 

0.07 

- 

0.07 

0.07 

0.63 

0.01 

- 

- 

- 

- 

- 

0.011 

0.079 

0.004 

0.075 

0.136 

181.90 

Over Exploited 

Chamarwara 

0806001100920200 

0.18 

0.04 

8.57 

0.04 

0.01 

0.05 

0.03 

0.30 

0.00 

0.0200 

- 

- 

- 

0.020 

0.025 

0.078 

0.004 

0.074 

0.164 

221.83 

Over Exploited 



0.18 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chhatarpur 

0806001100921500 

0.18 

0.00 

314.13 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.014 

5,277.40 

Over Exploited 

Chhpar 

0807000300984900 

0.20 

0.09 

(46.25) 

0.07 

0.04 

0.11 

0.07 

0.61 

0.01 

0.0300 

- 

- 

0.045 

0.075 

0.086 

0.198 

0.010 

0.189 

0.185 

97.88 

Critical 

Chidwai 

0806000600844700 

0.18 

0.12 

(9.99) 

0.11 

0.02 

0.13 

0.04 

0.35 

0.02 

0.0500 

- 

- 

0.000 

0.050 

0.066 

0.196 

0.010 

0.186 

0.458 

246.79 

Over Exploited 

Choroti Istmurar 

0806000600842300 

0.24 

0.17 

(37.76) 

0.13 

0.03 

0.16 

0.04 

0.37 

0.02 

0.1000 

- 

- 

- 

0.100 

0.123 

0.286 

0.014 

0.272 

0.866 

318.84 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Quartzite 

1.488 

0.00 

0.020 

0.11 

0.02 

0.00 

0.00 

0.00 

0.09 

0.05 

0.41 

0.010 

0.23 

0.42 


Dhanota 

0807000300986700 

6.017 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.166 

0.40 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.03 


Doroli 

0806001100920600 

3.227 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.506 

0.84 

0.090 

0.05 

0.01 

0.00 

0.00 

0.00 

0.15 

0.07 

0.20 

0.011 

0.27 

0.57 


Edward Manpur 

0807000300984800 

2.429 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.023 

0.63 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Ghat 

0806001100928500 

9.234 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.880 

-0.08 

0.090 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.022 

0.17 

0.33 







Non-command 

Quartzite 

0.444 

-0.08 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.003 

0.03 

0.05 


Goojar Bas 

0806000600841800 

3.779 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.986 

0.01 

0.120 

0.11 

0.02 

0.00 

0.00 

0.00 

0.09 

0.06 

0.42 

0.014 

0.29 

0.46 


Govindpura 

0806000600844400 

1.182 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.182 

0.34 

0.090 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.03 

0.16 

0.009 

0.56 

1.19 


Gugdod 

0806000600841100 

1.776 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.243 

0.75 

0.120 

0.03 

0.01 

0.00 

0.00 

0.00 

0.04 

0.02 

0.13 

0.002 

0.08 

0.16 







Non-command 

Phyllite & Schist 

0.206 

0.75 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.07 

0.001 

0.06 

0.14 


Harsoli 

0806001100919800 

2.543 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.370 

0.47 

0.090 

0.12 

0.02 

0.00 

0.00 

0.00 

0.20 

0.09 

0.45 

0.018 

0.53 

1.14 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.47 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Hayatpur 

0807000300986300 

1.639 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.59 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.639 

0.59 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.18 

0.08 

0.08 

0.013 

0.57 

1.21 


Indpur 

0806000600843900 

3.818 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.356 

0.29 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.10 

0.003 

0.05 

0.11 


Itka 

0806001100923900 

1.675 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.609 

0.22 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.13 

0.005 

0.21 

0.45 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.22 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jadoli 

0806000600844800 

2.615 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.615 

0.71 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.26 

0.12 

0.18 

0.018 

0.55 

1.19 


Jahanpur 

0806000600844000 

2.931 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.925 

0.49 

0.090 

0.10 

0.01 

0.00 

0.00 

0.00 

0.22 

0.10 

0.37 

0.022 

0.56 

1.19 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.49 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jaisinghpura 

0806001100924100 

3.770 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.770 

0.42 

0.090 

0.14 

0.02 

0.00 

0.00 

0.00 

0.26 

0.12 

0.52 

0.029 

0.55 

1.18 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.42 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jalalpur 

0807000300986000 

3.032 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.87 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.017 

0.87 

0.150 

0.15 

0.02 

0.00 

0.00 

0.00 

0.53 

0.24 

0.56 

0.024 

0.57 

1.23 


Jatpur 

0806000600841700 

5.885 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.293 

0.07 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.09 

0.002 

0.03 

0.04 


Jugrawar 

0806000600842700 

7.412 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.397 

0.52 

0.120 

0.12 

0.02 

0.00 

0.00 

0.00 

0.25 

0.12 

0.45 

0.017 

0.18 

0.38 







Non-command 

Quartzite 

0.220 

0.52 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.002 

0.02 

0.03 


Kaimasa 

0806001100920800 

4.558 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.416 

0.80 

0.090 

0.05 

0.01 

0.00 

0.00 

0.00 

0.14 

0.07 

0.17 

0.011 

0.18 

0.37 


Kanor 

0806000600842800 

1.958 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.834 

0.22 

0.120 

0.17 

0.02 

0.00 

0.00 

0.00 

0.20 

0.09 

0.67 

0.013 

0.52 

1.09 


Khera Mahmood 

0806001100919900 

4.055 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.165 

0.73 

0.090 

0.23 

0.03 

0.00 

0.00 

0.01 

0.40 

0.19 

0.91 

0.024 

0.45 

0.96 


Kherli Bahadar 

0806001100920000 

3.229 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.229 

0.75 

0.090 

0.17 

0.02 

0.00 

0.00 

0.00 

0.37 

0.17 

0.66 

0.024 

0.57 

1.23 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.75 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khorpuri 

0806001100925200 

2.286 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.929 

0.24 

0.090 

0.05 

0.00 

0.00 

0.00 

0.00 

0.07 

0.03 

0.17 

0.007 

0.23 

0.47 


Khunteta Kalan 

0806000600841900 

6.669 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.035 

0.01 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.06 

0.04 

0.24 

0.014 

0.17 

0.29 







Non-command 

Quartzite 

3.360 

0.01 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.06 

0.04 

0.26 

0.023 

0.28 

0.48 


Khunteta Khurd 

0806000600842000 

1.617 

Fresh 

Non-command 

Non-command 

Quartzite 

0.119 

0.00 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.04 

0.07 


Ladiyaka 

0807000300979400 

2.987 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.20 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.987 

0.20 

0.150 

0.15 

0.02 

0.00 

0.00 

0.00 

0.22 

0.10 

0.58 

0.023 

0.56 

1.19 


Ladpur 

0806000600842900 

1.452 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.131 

0.37 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.11 

0.008 

0.43 

0.92 







Non-command 

Phyllite & Schist 

0.321 

0.37 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.002 

0.12 

0.26 


Laharwara 

0807000300986100 

3.966 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.80 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.721 

0.80 

0.150 

0.07 

0.01 

0.00 

0.00 

0.00 

0.51 

0.24 

0.24 

0.029 

0.54 

1.15 


Lalpuri 

0806000600841600 

3.193 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.467 

0.04 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.09 

0.010 

0.26 

0.43 


La wan 

0807000300985800 

2.550 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.177 

0.74 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.08 

0.11 

0.009 

0.26 

0.55 


Mahlakpur 

0806001100925500 

2.094 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.281 

-0.01 

0.090 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.010 

0.34 

0.69 


Malpur 

0806000600844300 

4.673 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.372 

0.43 

0.090 

0.10 

0.01 

0.00 

0.00 

0.00 

0.18 

0.09 

0.36 

0.018 

0.28 

0.60 


Manapuri 

0807000300986400 

2.827 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.48 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.582 

0.48 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.06 

0.06 

0.012 

0.31 

0.66 


Mangleshpur 

0806000600844900 

2.685 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.685 

0.61 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.26 

0.12 

0.25 

0.019 

0.55 

1.19 


Marakpur 

0806001100924000 

2.915 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.915 

0.18 

0.090 

0.08 

0.01 

0.00 

0.00 

0.00 

0.12 

0.05 

0.27 

0.022 

0.57 

1.21 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.18 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Milakpur 

0806000600843400 

7.264 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.172 

0.74 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.34 

0.16 

0.25 

0.022 

0.24 

0.52 


Moonpur 

0806000600842500 

4.102 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.234 

0.15 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.08 

0.04 

0.27 

0.009 

0.17 

0.34 







Non-command 

Quartzite 

0.931 

0.15 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.03 

0.02 

0.15 

0.006 

0.12 

0.26 


Mundpuri 

0806000600841400 

2.799 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.340 

0.06 

0.120 

0.11 

0.02 

0.00 

0.00 

0.00 

0.10 

0.05 

0.43 

0.009 

0.26 

0.49 


Mundpuri Kalan 

0806001100919700 

3.194 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.194 

0.33 

0.090 

0.17 

0.02 

0.00 

0.00 

0.00 

0.24 

0.11 

0.63 

0.024 

0.57 

1.22 


Nagli Megha 

0806000600841300 

6.710 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.243 

0.43 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.002 

0.02 

0.04 


Naithla 

0806000700857100 

7.921 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.237 

0.04 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.02 


Nangal Alaf 

0806000600843300 

1.365 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.748 

0.70 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.10 

0.05 

0.18 

0.005 

0.30 

0.65 


Nasopur 

0806000600842400 

3.518 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.952 

0.04 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.09 

0.04 

0.35 

0.007 

0.15 

0.29 







Non-command 

Quartzite 

0.836 

0.04 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.04 

0.02 

0.21 

0.006 

0.13 

0.26 


Naswari 

0806001100919600 

4.651 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.651 

0.31 

0.090 

0.24 

0.03 

0.00 

0.00 

0.00 

0.34 

0.16 

0.91 

0.035 

0.57 

1.20 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.31 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Naya Bas 

0806000600843000 

2.565 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.581 

0.49 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.17 

0.08 

0.35 

0.011 

0.34 

0.73 







Non-command 

Phyllite & Schist 

0.763 

0.49 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.12 

0.005 

0.16 

0.35 


Nizamnagar 

0806001100924200 

4.739 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.739 

0.34 

0.090 

0.21 

0.03 

0.00 

0.00 

0.00 

0.32 

0.15 

0.81 

0.036 

0.55 

1.18 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.34 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nyana 

0806001100920400 

3.976 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.001 

0.99 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.06 

0.02 

140.01 

0.02 

0.02 

0.04 

0.03 

0.26 

0.00 

0.0500 

- 

- 

- 

0.050 

0.053 

0.097 

0.005 

0.092 

0.418 

453.24 

Over Exploited 

Dhanota 

0807000300986700 

0.20 

0.00 

976.33 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.012 

2,014.01 

Over Exploited 

Doroli 

0806001100920600 

0.18 

0.07 

0.36 

0.07 

0.01 

0.08 

0.03 

0.30 

0.01 

0.0200 

- 

- 

- 

0.020 

0.029 

0.111 

0.006 

0.106 

0.209 

197.92 

Over Exploited 

Edward Manpur 

0807000300984800 

0.20 

0.00 

305.94 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

0.003 

0.003 

0.003 

0.005 

0.000 

0.005 

0.000 

3.91 

Safe 

Ghat 

0806001100928500 

0.18 

0.09 

- 

0.09 

- 

0.09 

0.02 

0.20 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.111 

0.011 

0.100 

0.310 

308.99 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.025 

3,508.02 

Over Exploited 

Goojar Bas 

0806000600841800 

0.24 

0.14 

(57.74) 

0.11 

0.02 

0.13 

0.04 

0.33 

0.02 

0.0500 

- 

- 

0.000 

0.050 

0.070 

0.202 

0.010 

0.192 

0.435 

226.47 

Over Exploited 

Govindpura 

0806000600844400 

0.18 

0.12 

(74.04) 

0.10 

0.01 

0.11 

0.07 

0.63 

0.02 

0.0200 

- 

- 

- 

0.020 

0.035 

0.141 

0.007 

0.134 

0.167 

124.75 

Over Exploited 

Gugdod 

0806000600841100 

0.24 

0.00 

344.29 

0.01 

0.01 

0.02 

0.01 

0.09 

0.00 

0.0200 

- 

- 

- 

0.020 

0.021 

0.036 

0.002 

0.034 

0.136 

398.33 

Over Exploited 



0.06 

0.00 

1,264.06 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.075 

718.79 

Over Exploited 

Harsoli 

0806001100919800 

0.18 

0.23 

(58.68) 

0.18 

0.02 

0.20 

0.07 

0.60 

0.03 

0.0500 

- 

- 

0.000 

0.050 

0.078 

0.280 

0.014 

0.266 

0.464 

174.38 

Over Exploited 



0.18 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Hayatpur 

0807000300986300 

0.25 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.19 

(55.69) 

0.15 

- 

0.15 

0.07 

0.64 

0.02 

0.0100 

- 

- 

- 

0.010 

0.033 

0.183 

0.009 

0.174 

0.097 

55.84 

Safe 

Indpur 

0806000600843900 

0.18 

0.00 

470.88 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.014 

0.104 

757.92 

Over Exploited 

Itka 

0806001100923900 

0.18 

0.02 

(14.35) 

0.02 

- 

0.02 

0.03 

0.23 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.032 

0.002 

0.031 

0.135 

438.24 

Over Exploited 



0.18 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jadoli 

0806000600844800 

0.24 

0.35 

(64.80) 

0.28 

0.01 

0.29 

0.07 

0.62 

0.05 

0.0200 

- 

- 

0.000 

0.020 

0.066 

0.353 

0.018 

0.335 

0.194 

57.96 

Safe 

Jahanpur 

0806000600844000 

0.18 

0.30 

(65.05) 

0.24 

0.01 

0.25 

0.07 

0.63 

0.04 

0.0400 

- 

- 

0.001 

0.041 

0.079 

0.327 

0.016 

0.311 

0.394 

126.90 

Over Exploited 



0.18 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jaisinghpura 

0806001100924100 

0.18 

0.38 

(67.44) 

0.30 

0.02 

0.32 

0.07 

0.63 

0.05 

0.0600 

- 

- 

0.001 

0.061 

0.110 

0.432 

0.022 

0.410 

0.547 

133.30 

Over Exploited 



0.18 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jalalpur 

0807000300986000 

0.25 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.34 

(28.91) 

0.28 

0.02 

0.30 

0.07 

0.64 

0.04 

0.0600 

- 

- 

- 

0.060 

0.103 

0.398 

0.020 

0.378 

0.582 

153.93 

Over Exploited 

Jatpur 

0806000600841700 

0.24 

0.00 

616.76 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.088 

734.65 

Over Exploited 

Jugrawar 

0806000600842700 

0.24 

0.10 

29,249.74 

0.12 

0.02 

0.14 

0.02 

0.20 

0.01 

0.0500 

- 

- 

- 

0.050 

0.064 

0.201 

0.010 

0.191 

0.465 

243.00 

Over Exploited 



0.06 

0.00 

2,589.99 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.032 

11,533.87 

Over Exploited 

Kaimasa 

0806001100920800 

0.18 

0.05 

48.13 

0.05 

0.01 

0.07 

0.02 

0.20 

0.01 

0.0300 

- 

- 

0.002 

0.032 

0.038 

0.103 

0.005 

0.098 

0.183 

186.81 

Over Exploited 

Kanor 

0806000600842800 

0.24 

0.23 

(58.82) 

0.18 

0.02 

0.20 

0.07 

0.58 

0.03 

0.0700 

- 

- 

- 

0.070 

0.100 

0.302 

0.015 

0.287 

0.679 

236.64 

Over Exploited 

Khera Mahmood 

0806001100919900 

0.18 

0.25 

(26.83) 

0.20 

0.04 

0.24 

0.06 

0.50 

0.03 

0.1000 

- 

- 

0.010 

0.110 

0.142 

0.382 

0.019 

0.363 

0.931 

256.41 

Over Exploited 

Kherli Bahadar 

0806001100920000 

0.18 

0.33 

(48.71) 

0.27 

0.02 

0.29 

0.07 

0.64 

0.04 

0.0700 

- 

- 

0.000 

0.070 

0.111 

0.398 

0.020 

0.378 

0.686 

181.69 

Over Exploited 



0.18 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khorpuri 

0806001100925200 

0.18 

0.04 

(11.32) 

0.03 

0.00 

0.03 

0.03 

0.25 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.015 

0.049 

0.002 

0.046 

0.180 

390.41 

Over Exploited 

Khunteta Kalan 

0806000600841900 

0.24 

0.08 

(57.12) 

0.07 

0.01 

0.08 

0.02 

0.19 

0.01 

0.0300 

- 

- 

- 

0.030 

0.041 

0.118 

0.006 

0.112 

0.258 

231.01 

Over Exploited 



0.06 

0.06 

(37.97) 

0.05 

0.01 

0.06 

0.04 

0.32 

0.01 

0.0300 

- 

- 

- 

0.030 

0.038 

0.093 

0.005 

0.088 

0.283 

321.08 

Over Exploited 

Khunteta Khurd 

0806000600842000 

0.06 

0.00 

1,924.92 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.020 

5,353.57 

Over Exploited 

Ladiyaka 

0807000300979400 

0.25 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.33 

(68.97) 

0.27 

0.02 

0.29 

0.07 

0.63 

0.04 

0.0700 

- 

- 

0.000 

0.070 

0.113 

0.401 

0.020 

0.381 

0.606 

159.04 

Over Exploited 

Ladpur 

0806000600842900 

0.24 

0.12 

(67.81) 

0.09 

- 

0.09 

0.06 

0.49 

0.02 

0.0100 

- 

- 

- 

0.010 

0.026 

0.119 

0.006 

0.113 

0.115 

101.98 

Over Exploited 



0.06 

0.00 

148.55 

0.00 

- 

0.00 

0.02 

0.14 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.021 

717.78 

Over Exploited 

Laharwara 

0807000300986100 

0.25 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.40 

(40.68) 

0.32 

0.01 

0.33 

0.07 

0.60 

0.05 

0.0300 

- 

- 

0.002 

0.032 

0.081 

0.412 

0.021 

0.391 

0.265 

67.79 

Safe 

Lalpuri 

0806000600841600 

0.24 

0.09 

(75.79) 

0.07 

- 

0.07 

0.04 

0.29 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.094 

0.005 

0.090 

0.104 

116.15 

Over Exploited 

La wan 

0807000300985800 

0.20 

0.06 

24.43 

0.07 

- 

0.07 

0.03 

0.29 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.092 

0.005 

0.087 

0.123 

141.68 

Over Exploited 

Mahlakpur 

0806001100925500 

0.18 

0.08 

- 

0.08 

0.00 

0.08 

0.05 

0.38 

0.01 

0.0100 

- 

- 

0.000 

0.010 

0.021 

0.099 

0.010 

0.089 

0.197 

221.41 

Over Exploited 

Malpur 

0806000600844300 

0.18 

0.12 

(28.68) 

0.10 

0.01 

0.11 

0.04 

0.32 

0.02 

0.0400 

- 

- 

0.000 

0.040 

0.056 

0.163 

0.008 

0.155 

0.376 

243.30 

Over Exploited 

Manapuri 

0807000300986400 

0.25 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.10 

(36.12) 

0.08 

0.00 

0.08 

0.04 

0.35 

0.01 

0.0100 

- 

- 

0.000 

0.010 

0.023 

0.102 

0.005 

0.097 

0.076 

78.65 

Semi Critical 

Mangleshpur 

0806000600844900 

0.24 

0.35 

(66.47) 

0.28 

0.01 

0.29 

0.07 

0.62 

0.05 

0.0300 

- 

- 

0.000 

0.030 

0.078 

0.372 

0.019 

0.353 

0.273 

77.23 

Semi Critical 

Marakpur 

0806001100924000 

0.18 

0.30 

(81.59) 

0.24 

0.01 

0.25 

0.07 

0.64 

0.04 

0.0300 

- 

- 

0.001 

0.031 

0.069 

0.318 

0.016 

0.302 

0.296 

98.05 

Critical 



0.18 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Milakpur 

0806000600843400 

0.24 

0.18 

(14.22) 

0.16 

0.01 

0.17 

0.03 

0.27 

0.02 

0.0300 

- 

- 

- 

0.030 

0.055 

0.221 

0.011 

0.210 

0.272 

129.56 

Over Exploited 

Moonpur 

0806000600842500 

0.24 

0.05 

(18.24) 

0.04 

0.01 

0.05 

0.02 

0.19 

0.01 

0.0300 

- 

- 

- 

0.030 

0.037 

0.087 

0.004 

0.082 

0.277 

335.80 

Over Exploited 



0.06 

0.01 

128.02 

0.01 

0.01 

0.02 

0.02 

0.14 

0.00 

0.0200 

- 

- 

0.000 

0.020 

0.021 

0.040 

0.002 

0.038 

0.153 

407.91 

Over Exploited 

Mundpuri 

0806000600841400 

0.24 

0.09 

(37.03) 

0.07 

0.02 

0.09 

0.04 

0.30 

0.01 

0.0500 

- 

- 

- 

0.050 

0.062 

0.150 

0.007 

0.142 

0.436 

306.88 

Over Exploited 

Mundpuri Kalan 

0806001100919700 

0.18 

0.33 

(65.16) 

0.26 

0.02 

0.28 

0.07 

0.64 

0.04 

0.0700 

- 

- 

- 

0.070 

0.111 

0.393 

0.020 

0.374 

0.658 

176.21 

Over Exploited 

Nagli Megha 

0806000600841300 

0.24 

0.00 

880.84 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.045 

3,031.27 

Over Exploited 

Naithla 

0806000700857100 

0.25 

0.00 

(29.37) 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

140.23 

Over Exploited 

Nangal Alaf 

0806000600843300 

0.24 

0.05 

(12.36) 

0.05 

0.01 

0.06 

0.04 

0.34 

0.01 

0.0200 

- 

- 

- 

0.020 

0.027 

0.085 

0.004 

0.080 

0.189 

235.46 

Over Exploited 

Nasopur 

0806000600842400 

0.24 

0.03 

26.40 

0.04 

0.01 

0.05 

0.02 

0.17 

0.00 

0.0400 

- 

- 

- 

0.040 

0.045 

0.096 

0.005 

0.091 

0.356 

391.89 

Over Exploited 



0.06 

0.01 

213.40 

0.01 

0.01 

0.02 

0.02 

0.15 

0.00 

0.0200 

- 

- 

- 

0.020 

0.021 

0.039 

0.002 

0.037 

0.218 

591.34 

Over Exploited 

Naswari 

0806001100919600 

0.18 

0.47 

(66.17) 

0.38 

0.03 

0.41 

0.07 

0.64 

0.06 

0.1000 

- 

- 

0.000 

0.100 

0.160 

0.569 

0.028 

0.541 

0.942 

174.22 

Over Exploited 



0.18 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Naya Bas 

0806000600843000 

0.24 

0.13 

(37.56) 

0.10 

0.01 

0.11 

0.05 

0.38 

0.02 

0.0400 

- 

- 

- 

0.040 

0.057 

0.170 

0.009 

0.162 

0.361 

223.46 

Over Exploited 



0.06 

0.01 

132.54 

0.01 

- 

0.01 

0.02 

0.19 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.020 

0.001 

0.019 

0.123 

649.50 

Over Exploited 

Nizamnagar 

0806001100924200 

0.18 

0.47 

(67.69) 

0.38 

0.03 

0.41 

0.07 

0.63 

0.06 

0.0900 

- 

- 

0.001 

0.091 

0.153 

0.561 

0.028 

0.533 

0.842 

158.03 

Over Exploited 



0.18 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nyana 

0806001100920400 

0.18 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.217 

0.99 

0.090 

0.14 

0.02 

0.00 

0.00 

0.00 

0.32 

0.15 

0.54 

0.017 

0.32 

0.68 


Pagseri 

0806001100920700 

2.064 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.298 

0.81 

0.090 

0.07 

0.01 

0.00 

0.00 

0.00 

0.15 

0.07 

0.26 

0.010 

0.36 

0.75 


Palan Khera 

0806001100921300 

1.334 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.090 

0.79 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.001 

0.04 

0.08 


Peepal Khera 

0806001100924600 

4.132 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.17 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Phootaki 

0807000300987000 

4.568 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.081 

0.71 

0.150 

0.08 

0.01 

0.00 

0.00 

0.00 

0.50 

0.24 

0.29 

0.032 

0.51 

1.08 


Poothka 

0807000300979300 

1.621 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.19 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.621 

0.19 

0.150 

0.08 

0.01 

0.00 

0.00 

0.00 

0.12 

0.05 

0.30 

0.013 

0.57 

1.20 


Raipur Khurd 

0807000300979700 

2.277 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.096 

0.17 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.05 


Ronpur 

0806001100925600 

3.997 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.915 

-0.20 

0.090 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.007 

0.13 

0.25 


Sadhpuri 

0807000300979800 

3.156 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.18 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.107 

0.18 

0.150 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.03 

0.16 

0.009 

0.20 

0.43 


Sahajpur 

0806000600844200 

2.881 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.662 

0.40 

0.090 

0.26 

0.04 

0.00 

0.00 

0.00 

0.32 

0.15 

1.03 

0.020 

0.52 

1.09 


Sahanka 

0807000300985900 

1.564 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.564 

0.90 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.25 

0.12 

0.18 

0.012 

0.57 

1.23 


Saidampur 

0806001100920500 

1.449 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.427 

0.88 

0.090 

0.18 

0.03 

0.00 

0.00 

0.00 

0.26 

0.12 

0.69 

0.011 

0.56 

1.20 


Seekri Chak No. 2 

0807000300985000 

4.706 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.946 

0.77 

0.150 

0.00 

0.00 

0.00 

0.00 

0.02 

0.09 

0.04 

0.00 

0.007 

0.11 

0.23 






Sikri bund 

Command 

Older Alluvium 

0.063 

0.77 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.02 


Seetal 

0806001100925400 

3.330 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.474 

0.07 

0.090 

0.10 

0.00 

0.00 

0.00 

0.00 

0.11 

0.05 

0.39 

0.011 

0.24 

0.51 


Senthli 

0806000600843100 

5.627 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.921 

0.63 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.19 

0.09 

0.13 

0.013 

0.19 

0.41 







Non-command 

Phyllite & Schist 

0.184 

0.63 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.04 


Shahpur 

0806001100920100 

0.830 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.670 

0.84 

0.090 

0.06 

0.01 

0.00 

0.00 

0.00 

0.10 

0.05 

0.22 

0.005 

0.46 

1.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.84 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Singraka 

0806000600844100 

1.567 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.567 

0.48 

0.090 

0.05 

0.01 

0.00 

0.00 

0.00 

0.11 

0.05 

0.20 

0.012 

0.57 

1.21 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.48 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sirmaur 

0806000600844500 

1.783 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.783 

0.25 

0.090 

0.16 

0.02 

0.00 

0.00 

0.00 

0.18 

0.08 

0.61 

0.014 

0.56 

1.19 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.25 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Tajpur 

0807000300985100 

1.426 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.334 

0.80 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.19 

0.09 

0.09 

0.010 

0.53 

1.11 


Teekri 

0806001100921400 

1.598 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.282 

0.60 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.06 

0.002 

0.10 

0.22 


Teski 

0807000300987200 

3.673 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.020 

0.60 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Udaipur Niham 

0807000300985400 

5.039 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.061 

0.77 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.01 






Sikri bund 

Command 

Older Alluvium 

0.000 

0.77 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Udpuri 

0807000300979600 

2.272 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.17 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.178 

0.17 

0.150 

0.11 

0.01 

0.00 

0.00 

0.00 

0.15 

0.07 

0.40 

0.017 

0.54 

1.15 


Wajeer Kheri 

0807000300985300 

2.151 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.094 

0.80 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.05 

02001006 

Achalpur ( Rural) 

0807000401000900 

3.365 

Saline 

Gurgaon Canal 

Command 

Older Alluvium 

3.365 

0.76 

0.150 

0.10 

0.02 

0.01 

0.01 

0.00 

0.45 

0.28 

0.36 

0.022 

0.55 

0.87 


Adhawali 

0807000401001600 

3.248 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.248 

1.33 

0.150 

0.07 

0.02 

0.00 

0.00 

0.00 

0.70 

0.46 

0.24 

0.021 

0.55 

0.83 


Agaraka 

0806001100920300 

1.001 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.352 

0.89 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.13 

0.003 

0.20 

0.44 


Akbarpur Faujdar 

0807000300992300 

0.907 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.004 

0.28 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Sikri bund 

Command 

Older Alluvium 

0.408 

0.28 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.06 

0.003 

0.25 

0.32 


Alamshah 

0807000300989500 

4.156 

Saline 

Sikri bund 

Command 

Older Alluvium 

4.156 

0.43 

0.150 

0.06 

0.01 

0.00 

0.00 

0.00 

0.31 

0.19 

0.20 

0.033 

0.56 

0.90 


Alghana 

0806001100921000 

2.224 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.036 

1.16 

0.090 

0.06 

0.01 

0.00 

0.00 

0.00 

0.16 

0.07 

0.23 

0.008 

0.27 

0.58 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.188 

1.16 

0.090 

0.07 

0.01 

0.00 

0.00 

0.00 

0.18 

0.09 

0.25 

0.009 

0.31 

0.66 


Alghani 

0807000300984300 

1.887 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.887 

1.27 

0.150 

0.06 

0.01 

0.00 

0.00 

0.00 

0.41 

0.19 

0.23 

0.015 

0.57 

1.22 


Alipur 

0807000400999000 

6.574 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.056 

1.11 

0.150 

0.08 

0.01 

0.00 

0.00 

0.00 

1.08 

0.68 

0.25 

0.039 

0.51 

0.81 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.013 

1.11 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Anjari 

0807000401001800 

1.926 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.926 

1.24 

0.150 

0.03 

0.01 

0.00 

0.00 

0.00 

0.38 

0.25 

0.12 

0.012 

0.55 

0.82 


Asaka 

0806001100921600 

0.999 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.999 

0.65 

0.090 

0.08 

0.01 

0.00 

0.00 

0.00 

0.13 

0.06 

0.32 

0.008 

0.57 

1.24 


Badri 

0807000400998200 

1.419 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.162 

0.81 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.06 

0.10 


Badwara 

0806001100922100 

4.423 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.447 

1.26 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.03 

0.003 

0.06 

0.12 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.976 

1.26 

0.090 

0.07 

0.01 

0.00 

0.00 

0.00 

0.51 

0.24 

0.24 

0.030 

0.52 

1.11 


Bahoraki 

0807000401002300 

1.835 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.835 

0.41 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.07 

0.012 

0.55 

0.80 


Bahtana 

0807000401003300 

2.116 

Saline 

Gurgaon Canal 

Command 

Older Alluvium 

0.003 

1.11 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bajheri 

0806001100922900 

1.035 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.376 

0.84 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.09 

0.003 

0.21 

0.45 


Baldeobas 

0807000300989300 

2.400 

Saline 

Sikri bund 

Command 

Older Alluvium 

2.400 

0.63 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.26 

0.14 

0.17 

0.019 

0.56 

1.03 


Baldeowas 

0807000401001700 

2.042 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.042 

1.23 

0.150 

0.03 

0.01 

0.00 

0.00 

0.00 

0.40 

0.26 

0.09 

0.013 

0.55 

0.83 


Balraka 

0807000300990100 

0.992 

Saline 

Sikri bund 

Command 

Older Alluvium 

0.746 

0.22 

0.150 

0.03 

0.01 

0.00 

0.00 

0.00 

0.04 

0.03 

0.10 

0.006 

0.41 

0.55 


Banaini Chanda 

0807000300994500 

1.856 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.856 

0.32 

0.150 

0.08 

0.02 

0.00 

0.00 

0.00 

0.15 

0.11 

0.32 

0.015 

0.55 

0.77 


Banaini Dhonkla 

0807000300994600 

2.216 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.216 

0.31 

0.150 

0.06 

0.01 

0.00 

0.00 

0.00 

0.15 

0.11 

0.23 

0.017 

0.55 

0.75 


Banaini Garhi 

0807000300994800 

1.209 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.209 

0.33 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.02 

0.010 

0.55 

0.74 


Banaini Khuajoo Ratna 

0807000300994700 

0.702 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.702 

0.24 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.006 

0.55 

0.76 


Banaini Toda 

0807000300994900 

0.960 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.960 

0.28 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.03 

0.008 

0.55 

0.75 


Bandha Chauth 

0807000401001200 

2.429 

Saline 

Gurgaon Canal 

Command 

Older Alluvium 

2.429 

1.07 

0.150 

0.10 

0.01 

0.00 

0.00 

0.00 

0.47 

0.30 

0.39 

0.016 

0.55 

0.87 


Bandha Khalsa 

0807000401001300 

1.637 

Saline 

Gurgaon Canal 

Command 

Older Alluvium 

1.637 

1.18 

0.150 

0.03 

0.01 

0.00 

0.00 

0.00 

0.30 

0.19 

0.09 

0.011 

0.55 

0.86 


Barai 

0807000401000800 

5.099 

Saline 

Gurgaon Canal 

Command 

Older Alluvium 

5.099 

0.75 

0.150 

0.12 

0.02 

0.01 

0.01 

0.00 

0.65 

0.41 

0.44 

0.033 

0.55 

0.87 


Barka 

0807000300993100 

1.827 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.827 

0.38 

0.150 

0.03 

0.01 

0.00 

0.00 

0.00 

0.13 

0.08 

0.12 

0.014 

0.55 

0.83 


Barkhera Sad 

0807000300989700 

1.888 

Saline 

Sikri bund 

Command 

Older Alluvium 

1.864 

0.21 

0.150 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.06 

0.14 

0.015 

0.55 

0.77 


Baroda Meo 

0806001100924500 

11.163 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.244 

0.23 

0.090 

0.42 

0.02 

0.00 

0.00 

0.00 

0.55 

0.27 

1.61 

0.055 

0.36 

0.75 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.520 

0.23 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.11 

0.004 

0.03 

0.05 


Baroli 

0806001100921100 

2.784 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.784 

0.87 

0.090 

0.09 

0.01 

0.00 

0.00 

0.00 

0.30 

0.14 

0.32 

0.021 

0.57 

1.24 








Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.18 

0.13 

16.25 

0.15 

0.02 

0.17 

0.04 

0.36 

0.02 

0.0600 

- 

- 

- 

0.060 

0.076 

0.244 

0.012 

0.232 

0.558 

240.74 

Over Exploited 

Pagseri 

0806001100920700 

0.18 

0.08 

(11.68) 

0.07 

0.01 

0.08 

0.04 

0.40 

0.01 

0.0300 

- 

- 

- 

0.030 

0.040 

0.124 

0.006 

0.118 

0.274 

232.26 

Over Exploited 

Palan Khera 

0806001100921300 

0.18 

0.00 

1,114.50 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.030 

3,771.40 

Over Exploited 

Peepal Khera 

0806001100924600 

0.18 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Phootaki 

0807000300987000 

0.20 

0.41 

(42.58) 

0.33 

0.01 

0.34 

0.06 

0.57 

0.05 

0.0300 

- 

- 

0.000 

0.030 

0.082 

0.424 

0.021 

0.403 

0.318 

79.03 

Semi Critical 

Poothka 

0807000300979300 

0.25 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.18 

(70.14) 

0.15 

0.01 

0.16 

0.07 

0.64 

0.02 

0.0300 

- 

- 

- 

0.030 

0.053 

0.210 

0.011 

0.200 

0.315 

157.72 

Over Exploited 

Raipur Khurd 

0807000300979700 

0.20 

0.00 

161.02 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.012 

2,030.59 

Over Exploited 

Ronpur 

0806001100925600 

0.18 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.14 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.034 

0.003 

0.030 

0.209 

690.55 

Over Exploited 

Sadhpuri 

0807000300979800 

0.25 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.04 

(37.30) 

0.04 

0.01 

0.05 

0.03 

0.23 

0.01 

0.0200 

- 

- 

- 

0.020 

0.026 

0.071 

0.004 

0.067 

0.166 

245.64 

Over Exploited 

Sahajpur 

0806000600844200 

0.18 

0.25 

(39.65) 

0.20 

0.04 

0.24 

0.07 

0.58 

0.03 

0.1200 

- 

- 

0.000 

0.120 

0.152 

0.391 

0.020 

0.371 

1.045 

281.54 

Over Exploited 

Sahanka 

0807000300985900 

0.20 

0.18 

(34.43) 

0.14 

0.01 

0.15 

0.07 

0.64 

0.02 

0.0200 

- 

- 

- 

0.020 

0.042 

0.195 

0.010 

0.186 

0.189 

101.95 

Over Exploited 

Saidampur 

0806001100920500 

0.18 

0.14 

(14.38) 

0.12 

0.03 

0.15 

0.07 

0.63 

0.02 

0.0800 

- 

- 

- 

0.080 

0.098 

0.252 

0.013 

0.239 

0.697 

291.47 

Over Exploited 

Seekri Chak No. 2 

0807000300985000 

0.20 

0.02 

100.69 

0.03 

0.02 

0.05 

0.01 

0.13 

0.00 

- 

- 

- 

0.035 

0.035 

0.037 

0.086 

0.004 

0.082 

0.007 

9.08 

Safe 



0.20 

0.00 

3,740.55 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Seetal 

0806001100925400 

0.18 

0.06 

(19.12) 

0.05 

0.00 

0.05 

0.03 

0.28 

0.01 

0.0100 

- 

- 

0.000 

0.010 

0.019 

0.071 

0.004 

0.068 

0.400 

591.51 

Over Exploited 

Senthli 

0806000600843100 

0.24 

0.09 

(0.84) 

0.09 

0.00 

0.09 

0.03 

0.21 

0.01 

0.0100 

- 

- 

0.000 

0.010 

0.022 

0.107 

0.005 

0.102 

0.146 

143.46 

Over Exploited 



0.06 

0.00 

456.76 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.012 

4,901.99 

Over Exploited 

Shahpur 

0806001100920100 

0.18 

0.06 

(16.52) 

0.05 

0.01 

0.06 

0.06 

0.52 

0.01 

0.0200 

- 

- 

- 

0.020 

0.027 

0.084 

0.004 

0.079 

0.221 

278.64 

Over Exploited 



0.18 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Singraka 

0806000600844100 

0.18 

0.16 

(68.62) 

0.13 

0.01 

0.14 

0.07 

0.64 

0.02 

0.0200 

- 

- 

0.000 

0.020 

0.040 

0.179 

0.009 

0.170 

0.211 

124.24 

Over Exploited 



0.18 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sirmaur 

0806000600844500 

0.18 

0.18 

(53.15) 

0.14 

0.02 

0.16 

0.07 

0.63 

0.02 

0.0700 

- 

- 

0.000 

0.070 

0.093 

0.258 

0.013 

0.245 

0.628 

256.07 

Over Exploited 



0.18 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Tajpur 

0807000300985100 

0.20 

0.14 

(35.88) 

0.11 

- 

0.11 

0.07 

0.60 

0.02 

0.0100 

- 

- 

- 

0.010 

0.028 

0.141 

0.007 

0.134 

0.104 

77.80 

Semi Critical 

Teekri 

0806001100921400 

0.18 

0.01 

217.43 

0.01 

- 

0.01 

0.01 

0.11 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.017 

0.001 

0.016 

0.060 

376.84 

Over Exploited 

Teski 

0807000300987200 

0.20 

0.00 

8,332.18 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Udaipur Niham 

0807000300985400 

0.20 

0.00 

4,025.75 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Udpuri 

0807000300979600 

0.25 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.24 

(69.49) 

0.19 

0.01 

0.20 

0.07 

0.61 

0.03 

0.0400 

- 

- 

0.004 

0.044 

0.074 

0.276 

0.014 

0.262 

0.416 

158.97 

Over Exploited 

Wajeer Kheri 

0807000300985300 

0.20 

0.00 

1,074.41 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Achalpur ( Rural) 

0807000401000900 

0.20 

0.37 

(23.27) 

0.29 

0.03 

0.33 

0.06 

0.60 

- 

0.0700 

0.0078 

0.0110 

- 

0.089 

0.089 

0.417 

0.021 

0.396 

0.377 

95.14 

Critical 

Adhawali 

0807000401001600 

0.20 

0.36 

28.69 

0.43 

0.02 

0.45 

0.06 

0.61 

0.04 

0.0500 

- 

- 

0.002 

0.052 

0.093 

0.541 

0.027 

0.513 

0.263 

51.23 

Safe 

Agaraka 

0806001100920300 

0.18 

0.01 

110.65 

0.02 

- 

0.02 

0.03 

0.23 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.027 

0.001 

0.026 

0.133 

517.83 

Over Exploited 

Akbarpur Faujdar 

0807000300992300 

0.20 

0.00 

8,501.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.02 

41.81 

0.02 

- 

0.02 

0.03 

0.28 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.037 

0.002 

0.035 

0.063 

180.36 

Over Exploited 

Alamshah 

0807000300989500 

0.20 

0.46 

(58.18) 

0.37 

0.01 

0.38 

0.07 

0.63 

0.06 

0.0400 

- 

- 

0.001 

0.042 

0.101 

0.483 

0.024 

0.459 

0.237 

51.59 

Safe 

Alghana 

0806001100921000 

0.18 

0.05 

47.75 

0.06 

0.01 

0.07 

0.03 

0.30 

0.01 

0.0400 

- 

- 

- 

0.040 

0.046 

0.116 

0.006 

0.110 

0.238 

215.94 

Over Exploited 



0.18 

0.07 

30.76 

0.08 

0.01 

0.09 

0.04 

0.34 

0.01 

0.0500 

- 

- 

- 

0.050 

0.058 

0.147 

0.007 

0.139 

0.260 

186.48 

Over Exploited 

Alghani 

0807000300984300 

0.20 

0.22 

(11.39) 

0.19 

0.01 

0.20 

0.07 

0.64 

0.03 

0.0400 

- 

- 

0.000 

0.040 

0.067 

0.269 

0.013 

0.255 

0.240 

93.94 

Critical 

Alipur 

0807000400999000 

0.25 

0.77 

(11.58) 

0.68 

0.01 

0.69 

0.06 

0.57 

0.10 

0.0300 

- 

- 

- 

0.030 

0.125 

0.816 

0.041 

0.775 

0.289 

37.31 

Safe 



0.20 

0.00 

46,845.99 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Anjari 

0807000401001800 

0.20 

0.21 

19.76 

0.25 

0.01 

0.26 

0.07 

0.61 

0.03 

0.0200 

- 

- 

- 

0.020 

0.045 

0.308 

0.015 

0.292 

0.131 

44.99 

Safe 

Asaka 

0806001100921600 

0.18 

0.10 

(42.42) 

0.08 

0.01 

0.09 

0.07 

0.64 

0.01 

0.0400 

- 

- 

0.000 

0.040 

0.053 

0.146 

0.007 

0.139 

0.325 

234.34 

Over Exploited 

Badri 

0807000400998200 

0.25 

0.00 

354.47 

0.00 

0.00 

0.00 

0.01 

0.07 

0.00 

- 

0.0004 

0.0005 

0.000 

0.001 

0.001 

0.005 

0.000 

0.005 

0.013 

273.95 

Over Exploited 

Badwara 

0806001100922100 

0.18 

0.00 

508.09 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.032 

553.31 

Over Exploited 



0.18 

0.37 

(35.45) 

0.30 

0.01 

0.31 

0.06 

0.58 

0.05 

0.0300 

- 

- 

- 

0.030 

0.076 

0.381 

0.019 

0.362 

0.268 

74.10 

Semi Critical 

Bahoraki 

0807000401002300 

0.20 

0.20 

(54.35) 

0.16 

0.00 

0.16 

0.07 

0.62 

0.02 

0.0100 

- 

- 

0.000 

0.010 

0.035 

0.196 

0.010 

0.186 

0.077 

41.24 

Safe 

Bahtana 

0807000401003300 

0.20 

0.00 

87,461.78 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bajheri 

0806001100922900 

0.18 

0.01 

58.89 

0.02 

- 

0.02 

0.03 

0.23 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.029 

0.001 

0.027 

0.095 

348.33 

Over Exploited 

Baldeobas 

0807000300989300 

0.20 

0.27 

(46.60) 

0.22 

0.01 

0.23 

0.07 

0.63 

0.03 

0.0300 

- 

- 

0.001 

0.031 

0.065 

0.291 

0.015 

0.277 

0.188 

67.94 

Safe 

Baldeowas 

0807000401001700 

0.20 

0.22 

16.83 

0.26 

0.01 

0.27 

0.06 

0.61 

0.03 

0.0200 

- 

- 

- 

0.020 

0.047 

0.318 

0.016 

0.302 

0.099 

32.87 

Safe 

Balraka 

0807000300990100 

0.20 

0.06 

(46.19) 

0.05 

0.01 

0.06 

0.06 

0.47 

0.01 

0.0200 

- 

- 

0.000 

0.020 

0.029 

0.088 

0.004 

0.084 

0.105 

124.86 

Over Exploited 

Banaini Chanda 

0807000300994500 

0.20 

0.20 

(48.16) 

0.16 

0.02 

0.18 

0.07 

0.62 

0.03 

0.0600 

- 

- 

0.001 

0.061 

0.087 

0.271 

0.014 

0.258 

0.333 

129.05 

Over Exploited 

Banaini Dhonkla 

0807000300994600 

0.20 

0.24 

(53.94) 

0.20 

0.01 

0.21 

0.07 

0.62 

0.03 

0.0400 

- 

- 

0.001 

0.041 

0.073 

0.279 

0.014 

0.265 

0.243 

91.98 

Critical 

Banaini Garhi 

0807000300994800 

0.20 

0.13 

(60.98) 

0.11 

- 

0.11 

0.07 

0.62 

0.02 

- 

- 

- 

- 

- 

0.017 

0.124 

0.006 

0.118 

0.032 

26.77 

Safe 

Banaini Khuajoo Ratna 

0807000300994700 

0.20 

0.08 

(67.61) 

0.06 

0.00 

0.06 

0.07 

0.62 

0.01 

- 

- 

- 

0.000 

0.000 

0.010 

0.072 

0.004 

0.068 

0.028 

40.19 

Safe 

Banaini Toda 

0807000300994900 

0.20 

0.11 

(65.71) 

0.08 

0.00 

0.09 

0.07 

0.62 

0.01 

0.0100 

- 

- 

0.001 

0.011 

0.025 

0.110 

0.006 

0.105 

0.040 

37.72 

Safe 

Bandha Chauth 

0807000401001200 

0.20 

0.26 

12.25 

0.30 

0.02 

0.32 

0.06 

0.61 

- 

0.0700 

0.0047 

0.0053 

- 

0.080 

0.080 

0.395 

0.020 

0.375 

0.405 

107.88 

Over Exploited 

Bandha Khalsa 

0807000401001300 

0.20 

0.18 

6.59 

0.19 

0.02 

0.21 

0.06 

0.61 

- 

0.0200 

0.0038 

0.0053 

- 

0.029 

0.029 

0.237 

0.012 

0.225 

0.102 

45.22 

Safe 

Barai 

0807000401000800 

0.20 

0.56 

(26.24) 

0.44 

0.04 

0.48 

0.06 

0.61 

- 

0.0800 

0.0098 

0.0111 

0.004 

0.105 

0.105 

0.589 

0.029 

0.559 

0.475 

84.93 

Semi Critical 

Barka 

0807000300993100 

0.20 

0.20 

(58.64) 

0.16 

0.01 

0.17 

0.07 

0.62 

0.03 

0.0200 

- 

- 

0.000 

0.020 

0.046 

0.218 

0.011 

0.207 

0.132 

64.04 

Safe 

Barkhera Sad 

0807000300989700 

0.20 

0.20 

(69.11) 

0.16 

0.01 

0.17 

0.07 

0.62 

0.03 

0.0300 

- 

- 

0.001 

0.031 

0.058 

0.231 

0.012 

0.220 

0.155 

70.41 

Semi Critical 

Baroda Meo 

0806001100924500 

0.18 

0.47 

(43.97) 

0.38 

0.02 

0.40 

0.05 

0.41 

0.06 

0.0600 

- 

- 

- 

0.060 

0.121 

0.520 

0.026 

0.494 

1.668 

337.63 

Over Exploited 



0.18 

0.00 

707.88 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.110 

3,569.56 

Over Exploited 

Baroli 

0806001100921100 

0.18 

0.29 

(52.15) 

0.23 

0.01 

0.24 

0.07 

0.64 

0.04 

0.0400 

- 

- 

0.000 

0.040 

0.076 

0.316 

0.016 

0.300 

0.338 

112.69 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Bas Dongri 

0806001100922300 

2.255 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.131 

0.98 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.07 

0.09 

0.009 

0.28 

0.56 


Bas Sanwat 

0807000300992800 

1.212 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.116 

0.41 

0.150 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.06 

0.14 

0.009 

0.51 

0.79 






Sikri bund 

Command 

Older Alluvium 

0.096 

0.41 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.001 

0.04 

0.07 


Bayari 

0807000300993300 

1.591 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.018 

0.54 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.573 

0.54 

0.150 

0.04 

0.01 

0.00 

0.00 

0.00 

0.16 

0.10 

0.16 

0.012 

0.55 

0.87 


Bedham 

0807000401002500 

5.250 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.297 

1.01 

0.150 

0.07 

0.02 

0.00 

0.00 

0.00 

0.40 

0.27 

0.25 

0.015 

0.24 

0.35 


Beedooka 

0806001100923700 

1.941 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.414 

0.35 

0.090 

0.06 

0.01 

0.00 

0.00 

0.00 

0.09 

0.04 

0.22 

0.011 

0.42 

0.90 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.35 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Berroo 

0807000300989600 

5.375 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.810 

0.62 

0.150 

0.02 

0.01 

0.00 

0.00 

0.00 

0.09 

0.05 

0.09 

0.006 

0.08 

0.16 






Sikri bund 

Command 

Older Alluvium 

4.566 

0.62 

0.150 

0.14 

0.03 

0.00 

0.00 

0.00 

0.54 

0.29 

0.50 

0.036 

0.48 

0.89 


Bhatpura 

0807000300979500 

4.892 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.233 

0.19 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.002 

0.03 

0.06 


Bhavli 

0807000300983700 

2.339 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.721 

0.54 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.03 

0.006 

0.17 

0.30 






Sikri bund 

Command 

Older Alluvium 

0.080 

0.54 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.02 

0.03 


Bhoora Ka Jatmal 

0807000300983900 

1.518 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.484 

1.00 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.26 

0.13 

0.19 

0.012 

0.56 

1.10 






Sikri bund 

Command 

Older Alluvium 

0.033 

1.00 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.02 


Bhuapur Garhi 

0807000300993700 

5.931 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.706 

0.37 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.04 

0.006 

0.07 

0.11 


Boolaheri 

0806001100922800 

1.221 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.014 

0.90 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Butyana 

0806001100925100 

4.177 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.794 

-0.13 

0.090 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.75 

0.021 

0.37 

0.75 


Chamarwara 

0806001100920200 

1.731 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.916 

0.85 

0.090 

0.05 

0.01 

0.00 

0.00 

0.00 

0.11 

0.05 

0.19 

0.007 

0.30 

0.65 


Chhangalki 

0806001100925900 

1.265 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.075 

-0.24 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.03 

0.07 


Chhatarpur 

0806001100921500 

1.503 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.447 

0.38 

0.090 

0.12 

0.02 

0.00 

0.00 

0.00 

0.15 

0.07 

0.45 

0.011 

0.55 

1.19 


Chhpar 

0807000300984900 

0.876 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.010 

0.72 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Chulera 

0807000400996800 

4.868 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.194 

0.86 

0.150 

0.06 

0.01 

0.00 

0.00 

0.00 

0.59 

0.36 

0.20 

0.027 

0.48 

0.80 


Dabhawali 

0807000300995000 

1.592 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.535 

0.40 

0.150 

0.02 

0.01 

0.00 

0.00 

0.00 

0.10 

0.08 

0.08 

0.012 

0.53 

0.69 


Dabri 

0806001100922000 

2.351 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.703 

0.82 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.03 

0.06 

0.005 

0.17 

0.37 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.648 

0.82 

0.090 

0.04 

0.01 

0.00 

0.00 

0.00 

0.15 

0.07 

0.15 

0.013 

0.40 

0.87 


Dahar Khoh 

0807000401000600 

3.120 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.589 

1.13 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.00 

0.004 

0.10 

0.16 





Saline 

Gurgaon Canal 

Command 

Older Alluvium 

2.531 

1.13 

0.150 

0.01 

0.00 

0.00 

0.01 

0.00 

0.43 

0.27 

0.00 

0.016 

0.44 

0.70 


Dangeeka 

0807000401002600 

1.116 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.116 

1.32 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.24 

0.16 

0.08 

0.007 

0.55 

0.83 


Daurala 

0807000300983800 

5.522 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.054 

0.56 

0.150 

0.03 

0.01 

0.00 

0.00 

0.00 

0.19 

0.11 

0.08 

0.016 

0.21 

0.37 






Sikri bund 

Command 

Older Alluvium 

3.468 

0.56 

0.150 

0.04 

0.01 

0.00 

0.00 

0.00 

0.32 

0.18 

0.13 

0.027 

0.35 

0.63 


Deeg (M) 

0807000440703000 

20.026 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

8.002 

1.00 

0.150 

0.57 

0.03 

0.01 

0.02 

0.00 

1.70 

1.07 

0.49 

1.362 

0.22 

0.35 





Saline 

Gurgaon Canal 

Command 

Older Alluvium 

2.169 

1.00 

0.150 

0.15 

0.01 

0.00 

0.01 

0.00 

0.46 

0.29 

0.13 

0.369 

0.06 

0.09 


Deenapur 

0807000401001400 

2.570 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.084 

1.47 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.25 

0.16 

0.04 

0.007 

0.23 

0.36 






Gurgaon Canal 

Command 

Older Alluvium 

1.486 

1.47 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.34 

0.22 

0.07 

0.010 

0.32 

0.50 


Didawali 

0807000400999700 

2.072 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.671 

0.73 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.06 

0.004 

0.18 

0.28 


Digcholi 

0807000400998600 

0.703 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.703 

1.72 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.20 

0.12 

0.06 

0.005 

0.56 

0.90 


Domraki 

0807000300984200 

2.626 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.153 

1.41 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.28 

0.13 

0.17 

0.009 

0.25 

0.54 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.473 

1.41 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.34 

0.16 

0.12 

0.012 

0.32 

0.69 


Dongri 

0806001100922200 

3.083 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.558 

1.17 

0.090 

0.05 

0.01 

0.00 

0.00 

0.00 

0.20 

0.10 

0.20 

0.012 

0.29 

0.60 


Dunawal 

0807000300995200 

4.013 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.581 

0.74 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.02 

0.005 

0.08 

0.10 


Dwarkapur Suketi 

0807000300992900 

2.852 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.852 

0.34 

0.150 

0.07 

0.02 

0.00 

0.00 

0.00 

0.19 

0.13 

0.26 

0.022 

0.55 

0.80 


Edward Manpur 

0807000300984800 

2.429 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.601 

0.63 

0.150 

0.00 

0.00 

0.00 

0.00 

0.01 

0.05 

0.02 

0.01 

0.005 

0.14 

0.28 






Sikri bund 

Command 

Older Alluvium 

1.592 

0.63 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.08 

0.05 

0.013 

0.37 

0.75 


Fatehpur Khurd 

0807000300980000 

2.244 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.20 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.147 

0.20 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.04 

0.08 


Gahankar 

0807000300979900 

1.779 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.19 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.299 

0.19 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.08 

0.04 

0.18 

0.010 

0.42 

0.89 


Gandeeka 

0806001100921200 

1.571 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.571 

0.85 

0.090 

0.08 

0.01 

0.00 

0.00 

0.00 

0.19 

0.09 

0.30 

0.012 

0.57 

1.24 


Garhi Mewat 

0807000401002000 

2.975 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.147 

0.39 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.03 

0.04 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.659 

0.39 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.12 

0.08 

0.017 

0.49 

0.73 


Ghat 

0806001100928500 

9.234 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.304 

-0.08 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.002 

0.02 

0.04 


Ghoghor 

0807000200979200 

3.359 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.148 

0.67 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.25 

0.15 

0.11 

0.028 

0.52 

0.84 


Govindgarh (CT) 

0806001140608000 

5.358 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.358 

0.84 

0.090 

0.39 

0.03 

0.00 

0.00 

0.00 

0.77 

0.35 

0.73 

0.630 

0.57 

1.24 


Govindpur 

0807000300992700 

0.673 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.214 

0.36 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.002 

0.18 

0.26 






Sikri bund 

Command 

Older Alluvium 

0.459 

0.36 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.05 

0.004 

0.38 

0.57 


Guhana 

0807000400998300 

3.925 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

3.831 

1.12 

0.150 

0.10 

0.02 

0.01 

0.01 

0.00 

0.71 

0.44 

0.37 

0.025 

0.54 

0.86 


Gulmani 

0807000300984400 

3.103 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.101 

0.88 

0.150 

0.07 

0.01 

0.00 

0.00 

0.00 

0.47 

0.22 

0.23 

0.024 

0.57 

1.20 






Sikri bund 

Command 

Older Alluvium 

0.002 

0.88 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gulpara 

0807000300989000 

8.686 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.768 

1.00 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.10 

0.006 

0.05 

0.08 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.917 

1.00 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.09 

0.06 

0.007 

0.06 

0.10 






Sikri bund 

Command 

Older Alluvium 

0.289 

1.00 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.02 

0.002 

0.02 

0.03 


Harsoli 

0806001100919800 

2.543 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.173 

0.47 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.001 

0.04 

0.08 


Hayatpur 

0807000400999200 

1.420 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.403 

1.37 

0.150 

0.03 

0.01 

0.00 

0.00 

0.00 

0.31 

0.20 

0.12 

0.009 

0.54 

0.84 


Hingota 

0807000401002100 

1.116 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.116 

0.22 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.08 

0.05 

0.21 

0.007 

0.55 

0.78 


Hussaipur 

0807000300988500 

4.560 

Saline 

Sikri bund 

Command 

Older Alluvium 

0.001 

0.76 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Imlali 

0806001100924700 

2.383 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.065 

0.08 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.03 


Imlari 

0807000300989200 

2.710 

Saline 

Sikri bund 

Command 

Older Alluvium 

1.039 

0.69 

0.150 

0.03 

0.01 

0.00 

0.00 

0.00 

0.13 

0.07 

0.10 

0.008 

0.21 

0.39 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Bas Dongri 

0806001100922300 

0.18 

0.06 

14.33 

0.07 

- 

0.07 

0.04 

0.32 

0.01 

0.0200 

- 

- 

- 

0.020 

0.027 

0.094 

0.005 

0.089 

0.101 

113.11 

Over Exploited 

Bas Sanwat 

0807000300992800 

0.20 

0.11 

(44.00) 

0.09 

0.01 

0.10 

0.07 

0.58 

0.01 

0.0300 

- 

- 

0.000 

0.030 

0.045 

0.147 

0.007 

0.139 

0.153 

109.73 

Over Exploited 



0.20 

0.00 

1,128.04 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.022 

2,053.34 

Over Exploited 

Bayari 

0807000300993300 

0.25 

0.00 

2,978.60 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.17 

(42.93) 

0.14 

0.01 

0.15 

0.07 

0.62 

0.02 

0.0300 

- 

- 

- 

0.030 

0.052 

0.200 

0.010 

0.190 

0.167 

88.26 

Semi Critical 

Bedham 

0807000401002500 

0.20 

0.11 

147.36 

0.13 

0.02 

0.15 

0.03 

0.27 

0.01 

0.0500 

- 

- 

- 

0.050 

0.063 

0.215 

0.011 

0.204 

0.260 

127.19 

Over Exploited 

Beedooka 

0806001100923700 

0.18 

0.11 

(58.70) 

0.09 

0.01 

0.10 

0.05 

0.47 

0.01 

0.0200 

- 

- 

- 

0.020 

0.033 

0.128 

0.006 

0.122 

0.227 

186.11 

Over Exploited 



0.18 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Berroo 

0807000300989600 

0.20 

0.01 

233.74 

0.02 

0.01 

0.03 

0.01 

0.10 

0.00 

0.0200 

- 

- 

0.000 

0.020 

0.022 

0.049 

0.002 

0.046 

0.097 

210.30 

Over Exploited 



0.20 

0.44 

(34.40) 

0.35 

0.03 

0.38 

0.06 

0.54 

0.06 

0.0900 

- 

- 

0.003 

0.093 

0.148 

0.530 

0.027 

0.504 

0.535 

106.15 

Over Exploited 

Bhatpura 

0807000300979500 

0.20 

0.00 

536.65 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.044 

2,798.12 

Over Exploited 

Bhavli 

0807000300983700 

0.20 

0.02 

59.41 

0.03 

- 

0.03 

0.02 

0.20 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.043 

0.002 

0.041 

0.036 

87.13 

Semi Critical 



0.20 

0.00 

1,127.95 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Bhoora Ka Jatmal 

0807000300983900 

0.20 

0.16 

(19.68) 

0.13 

0.01 

0.14 

0.07 

0.63 

0.02 

0.0400 

- 

- 

0.001 

0.041 

0.062 

0.205 

0.010 

0.194 

0.200 

102.74 

Over Exploited 



0.20 

0.00 

2,916.44 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhuapur Garhi 

0807000300993700 

0.25 

0.01 

166.28 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.015 

0.001 

0.015 

0.046 

313.23 

Over Exploited 

Boolaheri 

0806001100922800 

0.18 

0.00 

3,104.13 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Butyana 

0806001100925100 

0.18 

0.19 

- 

0.19 

0.01 

0.20 

0.05 

0.42 

0.02 

0.0300 

- 

- 

0.001 

0.031 

0.056 

0.254 

0.025 

0.228 

0.770 

337.48 

Over Exploited 

Chamarwara 

0806001100920200 

0.18 

0.05 

2.22 

0.05 

0.01 

0.06 

0.04 

0.34 

0.01 

0.0200 

- 

- 

- 

0.020 

0.026 

0.087 

0.004 

0.083 

0.194 

233.58 

Over Exploited 

Chhangalki 

0806001100925900 

0.18 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

0.000 

- 

0.000 

0.001 

0.000 

0.000 

0.015 

3,017.77 

Over Exploited 

Chhatarpur 

0806001100921500 

0.18 

0.14 

(51.39) 

0.11 

0.02 

0.13 

0.07 

0.62 

0.02 

0.0500 

- 

- 

- 

0.050 

0.068 

0.203 

0.010 

0.193 

0.457 

237.31 

Over Exploited 

Chhpar 

0807000300984900 

0.20 

0.00 

691.31 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

3.99 

Safe 

Chulera 

0807000400996800 

0.25 

0.51 

(29.16) 

0.41 

0.01 

0.42 

0.06 

0.55 

0.06 

0.0400 

- 

- 

- 

0.040 

0.104 

0.520 

0.026 

0.494 

0.226 

45.77 

Safe 

Dabhawali 

0807000300995000 

0.20 

0.16 

(52.46) 

0.13 

0.01 

0.14 

0.07 

0.60 

0.02 

0.0200 

- 

- 

0.001 

0.021 

0.042 

0.183 

0.009 

0.174 

0.096 

55.17 

Safe 

Dabri 

0806001100922000 

0.18 

0.02 

53.02 

0.03 

- 

0.03 

0.02 

0.19 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.039 

0.002 

0.037 

0.063 

172.15 

Over Exploited 



0.18 

0.12 

(41.34) 

0.10 

0.01 

0.11 

0.05 

0.45 

0.01 

0.0200 

- 

- 

- 

0.020 

0.035 

0.140 

0.007 

0.133 

0.158 

118.22 

Over Exploited 

Dahar Khoh 

0807000401000600 

0.25 

0.02 

302.61 

0.02 

0.00 

0.02 

0.01 

0.11 

0.00 

- 

0.0014 

0.0019 

- 

0.003 

0.005 

0.026 

0.001 

0.025 

0.004 

15.58 

Safe 



0.20 

0.22 

20.16 

0.27 

0.01 

0.28 

0.05 

0.49 

0.03 

- 

0.0058 

0.0082 

- 

0.014 

0.039 

0.319 

0.016 

0.303 

0.016 

5.41 

Safe 

Dangeeka 

0807000401002600 

0.20 

0.12 

30.55 

0.15 

- 

0.15 

0.06 

0.61 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.170 

0.009 

0.162 

0.083 

51.40 

Safe 

Daurala 

0807000300983800 

0.20 

0.09 

24.91 

0.10 

0.01 

0.11 

0.03 

0.24 

0.01 

0.0200 

- 

- 

0.001 

0.021 

0.032 

0.146 

0.007 

0.138 

0.096 

69.49 

Safe 



0.20 

0.25 

(26.60) 

0.20 

0.01 

0.21 

0.05 

0.40 

0.03 

0.0200 

- 

- 

- 

0.020 

0.051 

0.257 

0.013 

0.245 

0.156 

63.91 

Safe 

Deeg(M) 

0807000440703000 

0.25 

0.44 

145.62 

0.52 

0.06 

0.59 

0.02 

0.24 

- 

0.0900 

0.0184 

0.0261 

- 

0.135 

0.135 

0.722 

0.036 

0.686 

1.854 

270.28 

Over Exploited 



0.20 

0.03 

1,016.93 

0.03 

0.02 

0.05 

0.01 

0.07 

- 

0.0200 

0.0050 

0.0071 

- 

0.032 

0.032 

0.082 

0.004 

0.078 

0.495 

633.44 

Over Exploited 

Deenapur 

0807000401001400 

0.20 

0.05 

217.62 

0.06 

- 

0.06 

0.03 

0.26 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.075 

0.004 

0.072 

0.050 

69.80 

Safe 



0.20 

0.09 

131.09 

0.11 

0.01 

0.12 

0.04 

0.35 

0.01 

0.0100 

0.0034 

0.0048 

0.001 

0.020 

0.030 

0.150 

0.007 

0.142 

0.075 

52.47 

Safe 

Didawali 

0807000400999700 

0.25 

0.03 

92.87 

0.04 

0.00 

0.04 

0.02 

0.20 

- 

0.0100 

0.0015 

0.0022 

0.000 

0.014 

0.014 

0.052 

0.003 

0.050 

0.062 

125.67 

Over Exploited 

Digcholi 

0807000400998600 

0.25 

0.10 

27.31 

0.12 

- 

0.12 

0.07 

0.62 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.139 

0.007 

0.132 

0.063 

47.39 

Safe 

Domraki 

0807000300984200 

0.25 

0.07 

81.15 

0.09 

0.01 

0.10 

0.03 

0.28 

0.01 

0.0300 

- 

- 

- 

0.030 

0.039 

0.136 

0.007 

0.129 

0.183 

141.58 

Over Exploited 



0.20 

0.09 

66.96 

0.11 

- 

0.11 

0.04 

0.36 

0.01 

0.0200 

- 

- 

- 

0.020 

0.032 

0.145 

0.007 

0.138 

0.135 

97.40 

Critical 

Dongri 

0806001100922200 

0.18 

0.08 

20.43 

0.10 

0.01 

0.11 

0.04 

0.32 

0.01 

0.0200 

- 

- 

0.000 

0.020 

0.030 

0.137 

0.007 

0.131 

0.210 

160.77 

Over Exploited 

Dunawal 

0807000300995200 

0.20 

0.01 

531.11 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.001 

0.012 

0.001 

0.012 

0.026 

218.58 

Over Exploited 

Dwarkapur Suketi 

0807000300992900 

0.20 

0.31 

(57.41) 

0.25 

0.02 

0.27 

0.07 

0.62 

0.04 

0.0500 

- 

- 

0.001 

0.052 

0.093 

0.365 

0.018 

0.347 

0.286 

82.50 

Semi Critical 

Edward Manpur 

0807000300984800 

0.20 

0.02 

41.21 

0.02 

0.01 

0.03 

0.02 

0.16 

0.00 

- 

- 

- 

0.013 

0.013 

0.015 

0.044 

0.002 

0.042 

0.016 

37.78 

Safe 



0.20 

0.12 

(29.37) 

0.09 

0.00 

0.10 

0.05 

0.42 

0.01 

0.0100 

- 

- 

0.002 

0.012 

0.027 

0.123 

0.006 

0.117 

0.066 

56.19 

Safe 

Fatehpur Khurd 

0807000300980000 

0.25 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.00 

81.24 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.012 

875.64 

Over Exploited 

Gahankar 

0807000300979900 

0.25 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.11 

(66.74) 

0.09 

0.01 

0.10 

0.05 

0.47 

0.01 

0.0200 

- 

- 

- 

0.020 

0.034 

0.130 

0.007 

0.124 

0.187 

151.20 

Over Exploited 

Gandeeka 

0806001100921200 

0.18 

0.16 

(45.64) 

0.13 

0.01 

0.14 

0.07 

0.64 

0.02 

0.0300 

- 

- 

- 

0.030 

0.050 

0.190 

0.009 

0.180 

0.314 

174.02 

Over Exploited 

Garhi Mewat 

0807000401002000 

0.25 

0.00 

472.40 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

75.88 

Semi Critical 



0.20 

0.26 

(55.26) 

0.21 

- 

0.21 

0.06 

0.55 

0.03 

0.0100 

- 

- 

- 

0.010 

0.043 

0.252 

0.013 

0.239 

0.092 

38.54 

Safe 

Ghat 

0806001100928500 

0.18 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.031 

3,081.29 

Over Exploited 

Ghoghor 

0807000200979200 

0.20 

0.33 

(52.77) 

0.26 

0.00 

0.26 

0.07 

0.58 

0.04 

0.0100 

- 

- 

0.001 

0.011 

0.052 

0.315 

0.016 

0.299 

0.135 

45.03 

Safe 

Govindgarh (CT) 

0806001140608000 

0.18 

0.55 

(35.98) 

0.44 

0.03 

0.47 

0.07 

0.64 

0.07 

0.0800 

- 

- 

0.002 

0.082 

0.150 

0.624 

0.031 

0.593 

1.364 

230.12 

Over Exploited 

Govindpur 

0807000300992700 

0.20 

0.01 

87.85 

0.01 

0.00 

0.01 

0.02 

0.20 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.011 

0.021 

0.001 

0.020 

0.032 

162.46 

Over Exploited 



0.20 

0.03 

(33.62) 

0.03 

- 

0.03 

0.05 

0.43 

0.00 

0.0100 

- 

- 

- 

0.010 

0.015 

0.042 

0.002 

0.040 

0.055 

136.11 

Over Exploited 

Guhana 

0807000400998300 

0.25 

0.52 

(14.46) 

0.44 

0.04 

0.48 

0.06 

0.60 

0.06 

0.0700 

0.0088 

0.0125 

0.003 

0.094 

0.155 

0.634 

0.032 

0.603 

0.392 

65.02 

Safe 

Gulmani 

0807000300984400 

0.20 

0.35 

(36.74) 

0.28 

0.01 

0.29 

0.07 

0.64 

0.04 

0.0400 

- 

- 

0.000 

0.040 

0.084 

0.377 

0.019 

0.359 

0.257 

71.79 

Semi Critical 



0.20 

0.00 

59,240.43 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gulpara 

0807000300989000 

0.25 

0.01 

832.84 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.022 

0.001 

0.021 

0.101 

475.38 

Over Exploited 



0.20 

0.01 

787.93 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.024 

0.001 

0.023 

0.068 

298.03 

Over Exploited 



0.20 

0.00 

2,924.28 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.023 

1,748.57 

Over Exploited 

Harsoli 

0806001100919800 

0.18 

0.00 

565.38 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.030 

1,979.22 

Over Exploited 

Hayatpur 

0807000400999200 

0.20 

0.15 

31.70 

0.18 

0.01 

0.19 

0.06 

0.60 

0.02 

0.0200 

- 

- 

- 

0.020 

0.038 

0.230 

0.011 

0.218 

0.127 

58.18 

Safe 

Hingota 

0807000401002100 

0.20 

0.12 

(56.21) 

0.10 

0.01 

0.11 

0.07 

0.62 

0.02 

0.0400 

- 

- 

0.002 

0.042 

0.058 

0.167 

0.008 

0.159 

0.217 

136.90 

Over Exploited 

Hussaipur 

0807000300988500 

0.20 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Imlali 

0806001100924700 

0.18 

0.00 

10.75 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.013 

6,373.62 

Over Exploited 

Imlari 

0807000300989200 

0.20 

0.04 

57.26 

0.05 

0.01 

0.06 

0.03 

0.24 

0.01 

0.0200 

- 

- 

- 

0.020 

0.026 

0.089 

0.004 

0.085 

0.103 

122.05 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Itka 

080600110092390C 

1.675 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.066 

0.22 

0.090 

0.06 

0.01 

0.00 

0.00 

0.00 

0.07 

0.03 

0.25 

0.008 

0.36 

0.78 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.22 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jageer Gulpara 

080700030099320C 

0.998 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.998 

0.45 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.01 

0.008 

0.55 

0.85 


Jaishri (Jaisri) 

0807000300984600 

3.193 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.002 

0.62 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Sikri bund 

Command 

Older Alluvium 

3.168 

0.62 

0.150 

0.10 

0.02 

0.00 

0.00 

0.00 

0.37 

0.19 

0.36 

0.025 

0.56 

1.09 


Jaisra 

0807000300984500 

1.206 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.549 

0.62 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.05 

0.004 

0.26 

0.52 






Sikri bund 

Command 

Older Alluvium 

0.657 

0.62 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.05 

0.005 

0.31 

0.62 


Jateri 

0807000400999100 

7.480 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.184 

1.02 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.20 

0.13 

0.06 

0.008 

0.09 

0.13 





Saline 

Non-command 

Non-command 

Older Alluvium 

5.244 

1.02 

0.150 

0.07 

0.01 

0.00 

0.00 

0.00 

0.86 

0.56 

0.23 

0.034 

0.38 

0.59 


Jatwas 

0807000300994100 

1.320 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.320 

0.34 

0.150 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.06 

0.13 

0.010 

0.55 

0.82 


Jhareda 

0806001100922700 

1.645 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.717 

1.01 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.08 

0.005 

0.25 

0.54 


Jhilpatti 

0807000200978900 

2.354 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.007 

0.51 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kachroti 

0806001100921700 

0.931 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.931 

0.74 

0.090 

0.07 

0.01 

0.00 

0.00 

0.00 

0.12 

0.06 

0.26 

0.007 

0.57 

1.24 


Kaimasa 

0806001100920800 

4.558 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.134 

0.80 

0.090 

0.10 

0.02 

0.00 

0.00 

0.00 

0.30 

0.14 

0.38 

0.024 

0.39 

0.83 






Sikri bund 

Command 

Older Alluvium 

0.008 

0.80 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kakra 

0807000401002400 

5.655 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.415 

0.89 

0.150 

0.11 

0.03 

0.00 

0.00 

0.00 

0.80 

0.56 

0.40 

0.035 

0.52 

0.76 


Kakrala 

0807000300993400 

6.908 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.774 

0.59 

0.150 

0.11 

0.01 

0.00 

0.00 

0.00 

0.61 

0.39 

0.37 

0.045 

0.46 

0.73 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.980 

0.59 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.04 

0.008 

0.08 

0.12 


Kalyanpur 

0807000400998700 

1.341 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.341 

1.88 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.42 

0.26 

0.19 

0.009 

0.55 

0.90 


Kasba Deeg ( Rural) 

0807000401003500 

1.785 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.129 

1.09 

0.150 

0.03 

0.01 

0.00 

0.00 

0.00 

0.04 

0.03 

0.10 

0.001 

0.04 

0.06 


Kayreeka 

0807000400998900 

1.085 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.085 

0.75 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.16 

0.10 

0.20 

0.007 

0.56 

0.91 


Kharsanki 

0806001100923600 

1.617 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.617 

0.70 

0.090 

0.10 

0.02 

0.00 

0.00 

0.00 

0.18 

0.08 

0.40 

0.012 

0.57 

1.24 


Khera 

0807000200979100 

1.628 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.720 

0.38 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.02 

0.006 

0.24 

0.39 


Khera Mahmood 

0806001100919900 

4.055 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.890 

0.73 

0.090 

0.07 

0.01 

0.00 

0.00 

0.00 

0.12 

0.06 

0.26 

0.007 

0.13 

0.27 


Kheriya Goojar 

0807000401000400 

1.105 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

1.069 

0.78 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.05 

0.007 

0.53 

0.84 





Saline 

Gurgaon Canal 

Command 

Older Alluvium 

0.036 

0.78 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 


Kherla 

0806001100925000 

1.470 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.369 

0.13 

0.090 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.06 

0.003 

0.14 

0.29 


Khesti 

0807000300984100 

4.199 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.199 

1.46 

0.150 

0.12 

0.02 

0.00 

0.00 

0.00 

1.02 

0.48 

0.45 

0.033 

0.57 

1.21 


Khoh 

0807000400999400 

11.901 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.777 

1.96 

0.150 

0.10 

0.02 

0.00 

0.00 

0.00 

2.07 

1.30 

0.35 

0.044 

0.31 

0.50 






Gurgaon Canal 

Command 

Older Alluvium 

4.821 

1.96 

0.150 

0.08 

0.02 

0.01 

0.01 

0.00 

1.46 

0.92 

0.26 

0.031 

0.22 

0.35 





Saline 

Gurgaon Canal 

Command 

Older Alluvium 

0.018 

1.96 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 


Khorpuri 

0806001100925200 

2.286 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.357 

0.24 

0.090 

0.07 

0.00 

0.00 

0.00 

0.00 

0.10 

0.05 

0.26 

0.010 

0.33 

0.69 


Kishanpur ( Rural) 

0807000401000300 

2.550 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

1.535 

0.74 

0.150 

0.04 

0.01 

0.00 

0.00 

0.00 

0.19 

0.12 

0.15 

0.010 

0.33 

0.52 





Saline 

Gurgaon Canal 

Command 

Older Alluvium 

0.991 

0.74 

0.150 

0.02 

0.01 

0.00 

0.00 

0.00 

0.12 

0.07 

0.08 

0.006 

0.21 

0.34 


Kolri 

0807000300993900 

6.464 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.174 

0.62 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.43 

0.28 

0.15 

0.033 

0.36 

0.55 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.996 

0.62 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.13 

0.04 

0.016 

0.17 

0.26 


Kurkain 

0807000300992600 

2.550 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.053 

0.32 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.05 

0.008 

0.23 

0.32 






Sikri bund 

Command 

Older Alluvium 

1.497 

0.32 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.07 

0.012 

0.32 

0.46 


Kutakpur 

0807000300990200 

1.721 

Saline 

Sikri bund 

Command 

Older Alluvium 

0.073 

0.23 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.03 


Mahlakpur 

0806001100925500 

2.094 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.812 

-0.01 

0.090 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.006 

0.21 

0.44 


Mahmadpur 

0807000401000500 

2.509 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.093 

0.75 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.03 





Saline 

Gurgaon Canal 

Command 

Older Alluvium 

2.416 

0.75 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.30 

0.19 

0.19 

0.016 

0.53 

0.83 


Malpur ( Rural) 

0807000401000200 

4.690 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

3.579 

0.86 

0.150 

0.08 

0.02 

0.01 

0.01 

0.00 

0.51 

0.32 

0.27 

0.023 

0.42 

0.66 


Mastpur 

0806001100921800 

2.016 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.016 

0.80 

0.090 

0.07 

0.01 

0.00 

0.00 

0.00 

0.21 

0.10 

0.27 

0.015 

0.57 

1.24 


Maunaka 

0807000400998500 

0.888 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.888 

1.31 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.11 

0.03 

0.006 

0.56 

0.91 


Mayari Karmooka 

0807000400998800 

2.317 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.317 

1.27 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.48 

0.30 

0.19 

0.015 

0.56 

0.90 


Mundpuri Kalan 

0806001100919700 

3.194 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.33 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mundpuri Khurd 

0806001100923500 

2.826 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.165 

0.79 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.001 

0.03 

0.07 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.322 

0.79 

0.090 

0.13 

0.02 

0.00 

0.00 

0.00 

0.27 

0.13 

0.52 

0.018 

0.47 

1.02 


Muriya 

0807000300995100 

4.369 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.103 

0.42 

0.150 

0.03 

0.01 

0.00 

0.00 

0.00 

0.09 

0.07 

0.10 

0.009 

0.14 

0.18 


Nagla Bhogra 

0807000300992400 

1.439 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.312 

0.31 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.002 

0.12 

0.16 






Sikri bund 

Command 

Older Alluvium 

1.066 

0.31 

0.150 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.06 

0.14 

0.008 

0.41 

0.54 


Nagla Khoh 

0807000401000700 

10.416 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.686 

1.63 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.12 

0.06 

0.004 

0.04 

0.06 






Gurgaon Canal 

Command 

Older Alluvium 

0.355 

1.63 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.02 

0.002 

0.02 

0.03 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.766 

1.63 

0.150 

0.03 

0.01 

0.00 

0.00 

0.00 

0.45 

0.29 

0.12 

0.011 

0.09 

0.15 






Gurgaon Canal 

Command 

Older Alluvium 

7.609 

1.63 

0.150 

0.14 

0.03 

0.01 

0.02 

0.00 

1.94 

1.23 

0.50 

0.049 

0.40 

0.63 


Nagla Shripur 

0807000400999800 

2.041 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

1.067 

0.82 

0.150 

0.03 

0.01 

0.00 

0.00 

0.00 

0.15 

0.09 

0.09 

0.007 

0.29 

0.45 


Nagla Wadripur 

0807000400997900 

3.625 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.004 

0.97 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nangal 

0807000300993600 

3.461 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.947 

0.64 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.23 

0.14 

0.19 

0.015 

0.31 

0.50 


Nangla Maharniyan 

0807000400999500 

1.268 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

1.268 

1.60 

0.150 

0.03 

0.01 

0.00 

0.00 

0.00 

0.32 

0.20 

0.09 

0.008 

0.55 

0.87 


Narena Katta 

0807000401003000 

5.012 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.128 

1.57 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.001 

0.01 

0.02 





Saline 

Gurgaon Canal 

Command 

Older Alluvium 

4.104 

1.57 

0.150 

0.08 

0.01 

0.01 

0.01 

0.00 

1.02 

0.64 

0.28 

0.027 

0.45 

0.71 


Neemkhera 

0807000300989900 

0.812 

Saline 

Sikri bund 

Command 

Older Alluvium 

0.812 

0.24 

0.150 

0.02 

0.01 

0.00 

0.00 

0.00 

0.04 

0.03 

0.09 

0.006 

0.55 

0.76 


Nigohi 

0807000401001500 

5.286 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.219 

1.31 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.48 

0.30 

0.18 

0.014 

0.23 

0.36 






Gurgaon Canal 

Command 

Older Alluvium 

3.067 

1.31 

0.150 

0.07 

0.02 

0.01 

0.01 

0.00 

0.64 

0.41 

0.25 

0.020 

0.32 

0.50 


Nyamatpur 

0807000300990000 

1.226 

Saline 

Sikri bund 

Command 

Older Alluvium 

1.226 

0.28 

0.150 

0.03 

0.01 

0.00 

0.00 

0.00 

0.07 

0.05 

0.10 

0.010 

0.55 

0.78 


Nyana 

0806001100920400 

3.976 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.130 

0.99 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.001 

0.02 

0.04 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.628 

0.99 

0.090 

0.10 

0.01 

0.00 

0.00 

0.00 

0.23 

0.11 

0.40 

0.012 

0.23 

0.50 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Itka 

0806001100923900 

0.18 

0.07 

(52.75) 

0.06 

0.01 

0.07 

0.05 

0.41 

0.01 

0.0300 

- 

- 

- 

0.030 

0.039 

0.105 

0.005 

0.099 

0.253 

254.76 

Over Exploited 



0.18 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jageer Gulpara 

0807000300993200 

0.20 

0.11 

(54.35) 

0.09 

- 

0.09 

0.07 

0.62 

0.01 

- 

- 

- 

- 

- 

0.014 

0.102 

0.005 

0.097 

0.018 

18.37 

Safe 

Jaishri (Jaisri) 

0807000300984600 

0.20 

0.00 

61,496.02 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.36 

(46.18) 

0.28 

0.02 

0.30 

0.07 

0.63 

0.04 

0.0700 

- 

- 

0.001 

0.071 

0.116 

0.421 

0.021 

0.400 

0.385 

96.30 

Critical 

Jaisra 

0807000300984500 

0.20 

0.03 

7.30 

0.03 

0.00 

0.03 

0.03 

0.29 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.014 

0.044 

0.002 

0.042 

0.055 

131.73 

Over Exploited 



0.20 

0.04 

(12.89) 

0.04 

0.00 

0.04 

0.04 

0.35 

0.01 

0.0100 

- 

- 

0.000 

0.010 

0.015 

0.051 

0.003 

0.048 

0.056 

116.27 

Over Exploited 

Jateri 

0807000400999100 

0.25 

0.03 

309.75 

0.03 

- 

0.03 

0.01 

0.10 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.044 

0.002 

0.042 

0.066 

157.28 

Over Exploited 



0.20 

0.40 

39.17 

0.48 

0.01 

0.49 

0.05 

0.43 

0.05 

0.0400 

- 

- 

- 

0.040 

0.089 

0.583 

0.029 

0.554 

0.266 

48.00 

Safe 

Jatwas 

0807000300994100 

0.20 

0.15 

(55.48) 

0.12 

0.01 

0.13 

0.07 

0.62 

0.02 

0.0200 

- 

- 

0.000 

0.020 

0.039 

0.165 

0.008 

0.157 

0.142 

90.85 

Critical 

Jhareda 

0806001100922700 

0.18 

0.03 

22.65 

0.04 

0.00 

0.04 

0.03 

0.28 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.014 

0.053 

0.003 

0.050 

0.084 

167.91 

Over Exploited 

Jhilpatti 

0807000200978900 

0.20 

0.00 

9,622.16 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kachroti 

0806001100921700 

0.18 

0.10 

(41.11) 

0.08 

0.01 

0.09 

0.07 

0.64 

0.01 

0.0300 

- 

- 

0.000 

0.030 

0.042 

0.129 

0.006 

0.123 

0.266 

216.90 

Over Exploited 

Kaimasa 

0806001100920800 

0.18 

0.22 

(34.57) 

0.18 

0.02 

0.20 

0.05 

0.44 

0.03 

0.0700 

- 

- 

0.001 

0.071 

0.099 

0.297 

0.015 

0.282 

0.407 

144.22 

Over Exploited 



0.18 

0.00 

19,918.63 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kakra 

0807000401002400 

0.20 

0.57 

(1.59) 

0.56 

0.03 

0.59 

0.06 

0.59 

0.07 

0.0800 

- 

- 

- 

0.080 

0.150 

0.739 

0.037 

0.702 

0.439 

62.55 

Safe 

Kakrala 

0807000300993400 

0.25 

0.66 

(41.74) 

0.53 

0.01 

0.54 

0.06 

0.52 

0.08 

0.0400 

- 

- 

- 

0.040 

0.125 

0.666 

0.033 

0.632 

0.417 

66.00 

Safe 



0.20 

0.02 

300.33 

0.02 

- 

0.02 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.002 

0.020 

0.001 

0.019 

0.049 

252.27 

Over Exploited 

Kalyanpur 

0807000400998700 

0.25 

0.19 

39.09 

0.22 

0.01 

0.23 

0.07 

0.62 

0.02 

0.0400 

- 

- 

- 

0.040 

0.063 

0.296 

0.015 

0.281 

0.199 

70.72 

Semi Critical 

Kasba Deeg ( Rural) 

0807000401003500 

0.25 

0.00 

1,916.90 

0.00 

0.01 

0.01 

0.00 

0.04 

- 

0.0200 

0.0003 

0.0004 

- 

0.021 

0.021 

0.033 

0.002 

0.031 

0.104 

333.43 

Over Exploited 

Kayreeka 

0807000400998900 

0.25 

0.15 

(34.54) 

0.12 

0.01 

0.13 

0.07 

0.63 

0.02 

0.0200 

- 

- 

0.000 

0.020 

0.039 

0.171 

0.009 

0.162 

0.206 

127.09 

Over Exploited 

Kharsanki 

0806001100923600 

0.18 

0.17 

(49.57) 

0.13 

0.02 

0.15 

0.07 

0.64 

0.02 

0.0500 

- 

- 

0.000 

0.050 

0.071 

0.224 

0.011 

0.213 

0.415 

194.78 

Over Exploited 

Khera 

0807000200979100 

0.20 

0.04 

(34.32) 

0.03 

- 

0.03 

0.03 

0.28 

0.00 

- 

- 

- 

- 

- 

0.004 

0.033 

0.002 

0.031 

0.028 

91.40 

Critical 

Khera Mahmood 

0806001100919900 

0.18 

0.02 

173.10 

0.02 

0.01 

0.03 

0.02 

0.14 

0.00 

0.0300 

- 

- 

- 

0.030 

0.033 

0.067 

0.003 

0.063 

0.266 

419.33 

Over Exploited 

Kheriya Goojar 

0807000401000400 

0.25 

0.14 

(41.91) 

0.11 

0.00 

0.12 

0.06 

0.59 

- 

0.0100 

0.0025 

0.0035 

- 

0.016 

0.016 

0.133 

0.007 

0.127 

0.055 

43.31 

Safe 



0.20 

0.00 

1,892.13 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.001 

0.000 

0.000 

0.000 

- 

Safe 

Kherla 

0806001100925000 

0.18 

0.01 

27.30 

0.01 

0.00 

0.01 

0.02 

0.16 

0.00 

- 

- 

- 

0.000 

0.000 

0.001 

0.013 

0.001 

0.012 

0.061 

507.50 

Over Exploited 

Khesti 

0807000300984100 

0.20 

0.48 

(0.13) 

0.48 

0.02 

0.50 

0.07 

0.64 

0.06 

0.0800 

- 

- 

0.001 

0.081 

0.141 

0.642 

0.032 

0.610 

0.479 

78.52 

Semi Critical 

Khoh 

0807000400999400 

0.25 

0.53 

145.38 

0.64 

0.02 

0.66 

0.04 

0.35 

0.06 

0.0700 

- 

- 

- 

0.070 

0.133 

0.790 

0.039 

0.750 

0.397 

52.90 

Safe 



0.25 

0.27 

240.74 

0.32 

0.04 

0.36 

0.03 

0.25 

0.03 

0.0500 

0.0111 

0.0157 

- 

0.077 

0.108 

0.472 

0.024 

0.448 

0.290 

64.72 

Safe 



0.20 

0.00 

112,898.61 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khorpuri 

0806001100925200 

0.18 

0.08 

(41.14) 

0.06 

0.00 

0.06 

0.04 

0.37 

0.01 

0.0100 

- 

- 

0.000 

0.010 

0.021 

0.085 

0.004 

0.081 

0.269 

333.25 

Over Exploited 

Kishanpur ( Rural) 

0807000401000300 

0.25 

0.13 

(3.33) 

0.12 

0.02 

0.14 

0.04 

0.36 

- 

0.0300 

0.0035 

0.0050 

- 

0.039 

0.039 

0.177 

0.009 

0.168 

0.156 

92.74 

Critical 



0.20 

0.04 

73.05 

0.05 

0.01 

0.06 

0.02 

0.24 

- 

0.0200 

0.0023 

0.0032 

- 

0.026 

0.026 

0.090 

0.005 

0.086 

0.090 

105.47 

Over Exploited 

Kolri 

0807000300993900 

0.25 

0.37 

(25.53) 

0.30 

0.01 

0.31 

0.04 

0.40 

0.05 

0.0200 

- 

- 

- 

0.020 

0.067 

0.373 

0.019 

0.354 

0.182 

51.29 

Safe 



0.20 

0.07 

85.97 

0.08 

- 

0.08 

0.02 

0.19 

0.01 

- 

- 

- 

- 

- 

0.009 

0.090 

0.004 

0.085 

0.054 

62.84 

Safe 

Kurkain 

0807000300992600 

0.20 

0.05 

4.20 

0.05 

0.00 

0.05 

0.03 

0.26 

0.01 

0.0100 

- 

- 

0.001 

0.011 

0.017 

0.067 

0.003 

0.064 

0.059 

92.93 

Critical 



0.20 

0.10 

(32.75) 

0.08 

0.00 

0.08 

0.04 

0.37 

0.01 

0.0100 

- 

- 

0.000 

0.010 

0.023 

0.101 

0.005 

0.096 

0.082 

85.14 

Semi Critical 

Kutakpur 

0807000300990200 

0.20 

0.00 

449.92 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Mahlakpur 

0806001100925500 

0.18 

0.03 

- 

0.03 

- 

0.03 

0.03 

0.24 

0.00 

- 

- 

- 

- 

- 

0.004 

0.035 

0.004 

0.032 

0.121 

379.48 

Over Exploited 

Mahmadpur 

0807000401000500 

0.25 

0.00 

1,253.85 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

0.0002 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.001 

50.22 

Safe 



0.20 

0.25 

(24.85) 

0.20 

0.02 

0.22 

0.06 

0.58 

- 

0.0300 

0.0046 

0.0052 

- 

0.040 

0.040 

0.261 

0.013 

0.248 

0.202 

81.43 

Semi Critical 

Malpur ( Rural) 

0807000401000200 

0.25 

0.37 

(14.53) 

0.32 

0.04 

0.35 

0.05 

0.46 

- 

0.0500 

0.0083 

0.0117 

0.000 

0.070 

0.070 

0.424 

0.021 

0.403 

0.294 

72.97 

Semi Critical 

Mastpur 

0806001100921800 

0.18 

0.21 

(54.24) 

0.17 

0.01 

0.18 

0.07 

0.64 

0.03 

0.0300 

- 

- 

0.000 

0.030 

0.056 

0.233 

0.012 

0.221 

0.289 

130.95 

Over Exploited 

Maunaka 

0807000400998500 

0.25 

0.12 

(8.79) 

0.11 

- 

0.11 

0.07 

0.63 

0.02 

0.0100 

- 

- 

- 

0.010 

0.025 

0.138 

0.007 

0.131 

0.040 

30.28 

Safe 

Mayari Karmooka 

0807000400998800 

0.25 

0.32 

(7.79) 

0.30 

0.01 

0.31 

0.07 

0.62 

0.04 

0.0400 

- 

- 

0.000 

0.040 

0.080 

0.387 

0.019 

0.368 

0.205 

55.75 

Safe 

Mundpuri Kalan 

0806001100919700 

0.18 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mundpuri Khurd 

0806001100923500 

0.18 

0.00 

918.58 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.044 

3,548.27 

Over Exploited 



0.18 

0.20 

(35.35) 

0.16 

0.02 

0.18 

0.06 

0.53 

0.02 

0.0600 

- 

- 

- 

0.060 

0.084 

0.262 

0.013 

0.249 

0.533 

213.94 

Over Exploited 

Muriya 

0807000300995100 

0.20 

0.03 

125.92 

0.04 

0.01 

0.05 

0.02 

0.16 

0.00 

0.0200 

- 

- 

0.001 

0.021 

0.025 

0.072 

0.004 

0.068 

0.108 

157.45 

Over Exploited 

Nagla Bhogra 

0807000300992400 

0.20 

0.01 

148.95 

0.01 

0.00 

0.01 

0.02 

0.14 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.012 

0.021 

0.001 

0.020 

0.042 

214.05 

Over Exploited 



0.20 

0.09 

(29.92) 

0.07 

0.01 

0.08 

0.05 

0.46 

0.01 

0.0300 

- 

- 

0.000 

0.030 

0.042 

0.122 

0.006 

0.116 

0.147 

127.45 

Over Exploited 

Nagla Khoh 

0807000401000700 

0.25 

0.01 

1,831.82 

0.01 

- 

0.01 

0.00 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.018 

0.001 

0.017 

0.062 

362.63 

Over Exploited 



0.25 

0.00 

3,568.63 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0008 

0.0012 

- 

0.002 

0.002 

0.006 

0.000 

0.005 

0.026 

483.89 

Over Exploited 



0.20 

0.03 

778.09 

0.04 

0.01 

0.05 

0.01 

0.10 

0.00 

0.0200 

- 

- 

- 

0.020 

0.024 

0.073 

0.004 

0.069 

0.127 

183.72 

Over Exploited 



0.20 

0.61 

102.78 

0.73 

0.06 

0.79 

0.05 

0.45 

0.07 

0.0900 

0.0175 

0.0248 

- 

0.132 

0.202 

0.994 

0.050 

0.945 

0.548 

58.04 

Safe 

Nagla Shripur 

0807000400999800 

0.25 

0.08 

20.68 

0.09 

0.01 

0.11 

0.03 

0.32 

- 

0.0200 

0.0025 

0.0035 

- 

0.026 

0.026 

0.132 

0.007 

0.125 

0.101 

80.51 

Semi Critical 

Nagla Wadripur 

0807000400997900 

0.25 

0.00 

59,438.78 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nangal 

0807000300993600 

0.25 

0.15 

(6.72) 

0.14 

0.01 

0.15 

0.04 

0.35 

0.02 

0.0200 

- 

- 

- 

0.020 

0.039 

0.190 

0.009 

0.180 

0.203 

112.92 

Over Exploited 

Nangla Maharniyan 

0807000400999500 

0.25 

0.17 

14.92 

0.20 

0.02 

0.22 

0.06 

0.61 

0.02 

0.0200 

0.0029 

0.0041 

0.001 

0.028 

0.048 

0.264 

0.013 

0.251 

0.102 

40.79 

Safe 

Narena Katta 

0807000401003000 

0.25 

0.00 

4,094.19 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

0.0002 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.013 

935.80 

Over Exploited 



0.20 

0.37 

75.48 

0.44 

0.02 

0.46 

0.05 

0.50 

- 

0.0500 

0.0079 

0.0089 

- 

0.067 

0.067 

0.529 

0.026 

0.503 

0.308 

61.16 

Safe 

Neemkhera 

0807000300989900 

0.20 

0.09 

(67.65) 

0.07 

0.01 

0.08 

0.07 

0.62 

0.01 

0.0200 

- 

- 

- 

0.020 

0.032 

0.114 

0.006 

0.108 

0.095 

88.41 

Semi Critical 

Nigohi 

0807000401001500 

0.20 

0.10 

199.81 

0.12 

0.01 

0.13 

0.03 

0.25 

0.01 

0.0300 

- 

- 

- 

0.030 

0.041 

0.173 

0.009 

0.165 

0.195 

118.55 

Over Exploited 



0.20 

0.19 

109.95 

0.23 

0.04 

0.27 

0.04 

0.35 

0.02 

0.0500 

0.0071 

0.0100 

0.004 

0.071 

0.093 

0.362 

0.018 

0.344 

0.265 

77.08 

Semi Critical 

Nyamatpur 

0807000300990000 

0.20 

0.14 

(62.72) 

0.11 

0.01 

0.12 

0.07 

0.63 

0.02 

0.0200 

- 

- 

0.000 

0.020 

0.038 

0.157 

0.008 

0.149 

0.109 

72.98 

Semi Critical 

Nyana 

0806001100920400 

0.18 

0.00 

2,202.59 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.030 

5,434.83 

Over Exploited 



0.18 

0.07 

59.44 

0.08 

0.01 

0.09 

0.03 

0.26 

0.01 

0.0400 

- 

- 

- 

0.040 

0.049 

0.141 

0.007 

0.134 

0.408 

304.82 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Pachlahari 

080700030098890C 

0.836 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.015 

0.87 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Padalwas 

0807000300992500 

3.079 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.404 

0.32 

0.150 

0.11 

0.03 

0.00 

0.00 

0.00 

0.19 

0.15 

0.43 

0.019 

0.43 

0.57 






Sikri bund 

Command 

Older Alluvium 

0.662 

0.32 

0.150 

0.03 

0.01 

0.00 

0.00 

0.00 

0.05 

0.04 

0.12 

0.005 

0.12 

0.16 


Pahalwara 

0807000400998400 

2.393 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.485 

0.99 

0.150 

0.04 

0.01 

0.00 

0.00 

0.00 

0.25 

0.15 

0.15 

0.010 

0.35 

0.56 






Gurgaon Canal 

Command 

Older Alluvium 

0.642 

0.99 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.07 

0.004 

0.15 

0.24 


Pahartal 

0807000401003100 

3.385 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.026 

1.23 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

Gurgaon Canal 

Command 

Older Alluvium 

2.339 

1.23 

0.150 

0.01 

0.00 

0.00 

0.01 

0.00 

0.43 

0.27 

0.01 

0.015 

0.38 

0.60 


Palan Khera 

0806001100921300 

1.334 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.244 

0.79 

0.090 

0.10 

0.02 

0.00 

0.00 

0.00 

0.17 

0.08 

0.40 

0.009 

0.54 

1.15 


Palka 

0807000300989400 

6.410 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.479 

0.58 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.24 

0.14 

0.07 

0.019 

0.22 

0.36 






Sikri bund 

Command 

Older Alluvium 

3.931 

0.58 

0.150 

0.04 

0.01 

0.00 

0.00 

0.00 

0.37 

0.22 

0.13 

0.031 

0.34 

0.58 


Panhori 

0807000401002800 

13.534 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.026 

1.72 

0.150 

0.10 

0.01 

0.00 

0.00 

0.00 

1.64 

1.05 

0.33 

0.039 

0.24 

0.38 






Gurgaon Canal 

Command 

Older Alluvium 

1.728 

1.72 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.47 

0.30 

0.10 

0.011 

0.07 

0.11 


Paramdara 

0807000400998000 

10.714 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

2.048 

1.01 

0.150 

0.03 

0.01 

0.00 

0.01 

0.02 

0.29 

0.18 

0.09 

0.013 

0.11 

0.17 


Parla 

0807000401002200 

0.783 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.783 

0.29 

0.150 

0.10 

0.02 

0.00 

0.00 

0.00 

0.11 

0.08 

0.39 

0.005 

0.55 

0.77 


Pasopa 

0807000400996600 

7.000 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.319 

0.67 

0.150 

0.04 

0.01 

0.00 

0.00 

0.00 

0.26 

0.16 

0.14 

0.015 

0.19 

0.31 


Pathaka 

0807000300995300 

5.428 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.428 

0.50 

0.150 

0.16 

0.04 

0.00 

0.00 

0.00 

0.53 

0.39 

0.59 

0.043 

0.55 

0.74 


Pathroda 

0806001100923200 

1.838 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.008 

0.76 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Peepal Khera 

0806001100924600 

4.132 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.675 

0.17 

0.090 

0.17 

0.02 

0.00 

0.00 

0.00 

0.19 

0.09 

0.66 

0.020 

0.37 

0.77 


Peeploo 

0807000300980600 

2.353 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.031 

0.35 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Phahri 

0806001100923800 

3.505 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.505 

0.36 

0.090 

0.12 

0.02 

0.00 

0.00 

0.00 

0.21 

0.10 

0.45 

0.027 

0.57 

1.23 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.36 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Poonchhri 

0807000300995500 

4.006 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.960 

0.78 

0.150 

0.03 

0.01 

0.00 

0.00 

0.00 

0.25 

0.18 

0.09 

0.015 

0.27 

0.36 


Raipur Khurd 

0807000300979700 

2.277 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.787 

0.17 

0.150 

0.06 

0.01 

0.00 

0.00 

0.00 

0.10 

0.04 

0.23 

0.014 

0.45 

0.95 


Raipur Suketi 

0807000300993000 

1.624 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.624 

0.42 

0.150 

0.13 

0.03 

0.00 

0.00 

0.00 

0.20 

0.13 

0.51 

0.013 

0.55 

0.85 


Rambagh ( Rural) 

0807000401003200 

3.525 

Saline 

Gurgaon Canal 

Command 

Older Alluvium 

0.301 

1.00 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.02 

0.002 

0.05 

0.07 


Ramsinghpur Palki 

0807000300984000 

2.787 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.787 

1.03 

0.150 

0.11 

0.03 

0.00 

0.00 

0.00 

0.51 

0.25 

0.41 

0.022 

0.57 

1.18 


Ramwas 

0806001100921900 

6.616 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.660 

0.80 

0.090 

0.15 

0.02 

0.00 

0.00 

0.00 

0.40 

0.18 

0.56 

0.028 

0.32 

0.69 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.922 

0.80 

0.090 

0.11 

0.02 

0.00 

0.00 

0.00 

0.30 

0.14 

0.41 

0.022 

0.25 

0.55 


Raniyala 

0807000300984700 

1.760 

Saline 

Sikri bund 

Command 

Older Alluvium 

0.342 

0.67 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.04 

0.003 

0.11 

0.21 


Rasiya 

0807000300995700 

5.622 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.251 

0.87 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.002 

0.02 

0.03 


Rasoolpur 

0807000300993500 

0.452 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.112 

0.65 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.001 

0.14 

0.22 


Rayabka 

0807000401002700 

1.123 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.123 

1.40 

0.150 

0.02 

0.01 

0.00 

0.00 

0.00 

0.25 

0.16 

0.09 

0.007 

0.55 

0.84 


Ronpur 

0806001100925600 

3.997 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.728 

-0.20 

0.090 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.013 

0.24 

0.48 


Roopwas 

0807000300994000 

1.336 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.787 

0.48 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.07 

0.006 

0.32 

0.50 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.536 

0.48 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.03 

0.004 

0.22 

0.34 


Rundh Khoh 

0807000400999300 

2.132 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.394 

1.88 

0.150 

0.03 

0.01 

0.00 

0.00 

0.00 

0.41 

0.26 

0.09 

0.009 

0.36 

0.56 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.671 

1.88 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.13 

0.03 

0.004 

0.17 

0.27 


Sadhpuri 

0807000300979800 

3.156 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.18 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.048 

0.18 

0.150 

0.07 

0.01 

0.00 

0.00 

0.00 

0.11 

0.05 

0.27 

0.016 

0.37 

0.79 


Seetal 

0806001100925400 

3.330 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.857 

0.07 

0.090 

0.13 

0.01 

0.00 

0.00 

0.00 

0.13 

0.06 

0.50 

0.014 

0.31 

0.64 


Seu 

0807000400996900 

6.389 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.225 

0.78 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.001 

0.02 

0.03 






Gurgaon Canal 

Command 

Older Alluvium 

0.004 

0.78 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Shahpur 

0806001100920100 

0.830 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.160 

0.84 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.001 

0.11 

0.24 



0807000401001000 

0.684 

Saline 

Gurgaon Canal 

Command 

Older Alluvium 

0.626 

0.94 

0.150 

0.06 

0.02 

0.00 

0.00 

0.00 

0.13 

0.08 

0.25 

0.004 

0.50 

0.79 


Shakipura 

0806001100920900 

0.965 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.566 

1.03 

0.090 

0.06 

0.01 

0.00 

0.00 

0.00 

0.10 

0.05 

0.23 

0.004 

0.34 

0.72 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.399 

1.03 

0.090 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.03 

0.15 

0.003 

0.24 

0.51 


Shri Rampur Doongri 

0807000300989100 

1.026 

Saline 

Sikri bund 

Command 

Older Alluvium 

0.128 

0.79 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.07 

0.12 


Shyopura 

0807000401001100 

2.657 

Saline 

Gurgaon Canal 

Command 

Older Alluvium 

2.626 

0.86 

0.150 

0.05 

0.01 

0.00 

0.01 

0.00 

0.37 

0.23 

0.16 

0.017 

0.54 

0.86 


Sirthala 

0807000300983500 

2.730 

Saline 

Sikri bund 

Command 

Older Alluvium 

0.969 

0.23 

0.150 

0.02 

0.01 

0.00 

0.00 

0.00 

0.04 

0.03 

0.08 

0.008 

0.20 

0.27 


Sirthali 

0807000300983600 

2.220 

Saline 

Sikri bund 

Command 

Older Alluvium 

1.049 

0.27 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.08 

0.008 

0.26 

0.39 


Sujalpur 

0807000300995400 

1.868 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.868 

0.77 

0.150 

0.03 

0.01 

0.00 

0.00 

0.00 

0.23 

0.18 

0.10 

0.015 

0.55 

0.72 


Taira 

0806001100923400 

2.443 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.966 

0.63 

0.090 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.04 

0.14 

0.007 

0.23 

0.49 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.350 

0.63 

0.090 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.05 

0.003 

0.08 

0.18 


Tankoli 

0807000400999600 

2.413 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

2.315 

0.90 

0.150 

0.02 

0.00 

0.00 

0.01 

0.00 

0.32 

0.20 

0.07 

0.015 

0.52 

0.83 


Teekri 

0806001100921400 

1.598 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.316 

0.60 

0.090 

0.06 

0.01 

0.00 

0.00 

0.00 

0.12 

0.06 

0.25 

0.010 

0.47 

1.02 


Toda 

0807000401001900 

4.098 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.679 

0.33 

0.150 

0.04 

0.01 

0.00 

0.00 

0.00 

0.21 

0.14 

0.12 

0.024 

0.49 

0.73 


Udaipuri 

0807000400996700 

1.085 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.885 

0.68 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.12 

0.006 

0.46 

0.76 


Udpuri 

0807000300979600 

2.272 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.094 

0.17 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.05 


Urki Dalla 

0807000300994300 

1.378 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.378 

0.30 

0.150 

0.06 

0.01 

0.00 

0.00 

0.00 

0.11 

0.08 

0.23 

0.011 

0.55 

0.79 


Urki Mohammada 

0807000300994200 

1.847 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.847 

0.33 

0.150 

0.06 

0.01 

0.00 

0.00 

0.00 

0.14 

0.10 

0.21 

0.015 

0.55 

0.81 


Urki Nirbhai 

0807000300994400 

2.205 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.205 

0.23 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.05 

0.017 

0.55 

0.78 


Vadhaka 

0807000300989800 

2.254 

Saline 

Sikri bund 

Command 

Older Alluvium 

2.254 

0.26 

0.150 

0.06 

0.01 

0.00 

0.00 

0.00 

0.14 

0.09 

0.20 

0.018 

0.56 

0.84 

02001007 

Ahmadpur 

0806000700858700 

5.300 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.300 

1.72 

0.120 

0.30 

0.01 

0.00 

0.00 

0.00 

1.38 

0.89 

1.16 

0.028 

0.54 

0.84 


Akbarpur 

0806000700855700 

5.593 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.003 

2.50 

0.120 

0.20 

0.03 

0.00 

0.00 

0.00 

1.07 

0.62 

0.78 

0.016 

0.28 

0.48 







Non-command 

Quartzite 

2.575 

2.50 

0.020 

0.11 

0.02 

0.00 

0.00 

0.00 

0.22 

0.13 

0.41 

0.014 

0.24 

0.41 


Alapur 

0806000700858500 

4.052 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.819 

1.59 

0.120 

0.35 

0.02 

0.00 

0.00 

0.00 

1.06 

0.63 

1.36 

0.020 

0.49 

0.83 






Jai Samand Bund 

Command 

Older Alluvium 

0.232 

1.59 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.08 

0.001 

0.03 

0.05 


Bairawas 

0806000900880500 

13.143 

Fresh 

Non-command 

Non-command 

Limestone 

0.137 

1.98 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.01 

0.01 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Pachlahari 

0807000300988900 

0.25 

0.00 

3,050.23 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Padalwas 

0807000300992500 

0.20 

0.21 

(29.05) 

0.17 

0.03 

0.20 

0.06 

0.49 

0.03 

0.0800 

- 

- 

0.001 

0.081 

0.109 

0.305 

0.015 

0.290 

0.449 

155.02 

Over Exploited 



0.20 

0.02 

148.56 

0.02 

0.01 

0.03 

0.02 

0.13 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.051 

0.003 

0.048 

0.128 

265.11 

Over Exploited 

Pahalwara 

0807000400998400 

0.25 

0.13 

19.56 

0.15 

0.01 

0.16 

0.04 

0.39 

0.02 

0.0300 

- 

- 

- 

0.030 

0.046 

0.210 

0.010 

0.199 

0.164 

82.20 

Semi Critical 



0.25 

0.02 

187.45 

0.03 

0.00 

0.03 

0.02 

0.17 

0.00 

0.0100 

0.0015 

0.0021 

- 

0.014 

0.017 

0.048 

0.002 

0.046 

0.074 

162.07 

Over Exploited 

Pahartal 

0807000401003100 

0.25 

0.00 

10,771.23 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.18 

53.61 

0.21 

0.01 

0.22 

0.04 

0.42 

- 

- 

0.0054 

0.0076 

- 

0.013 

0.013 

0.235 

0.012 

0.223 

0.026 

11.74 

Safe 

Palan Khera 

0806001100921300 

0.18 

0.12 

(34.63) 

0.10 

0.02 

0.12 

0.07 

0.60 

0.01 

0.0500 

- 

- 

- 

0.050 

0.065 

0.181 

0.009 

0.172 

0.412 

240.30 

Over Exploited 

Palka 

0807000300989400 

0.20 

0.11 

30.95 

0.13 

0.00 

0.13 

0.03 

0.24 

0.01 

0.0100 

- 

- 

0.000 

0.010 

0.024 

0.152 

0.008 

0.145 

0.092 

63.87 

Safe 



0.20 

0.27 

(17.85) 

0.22 

0.01 

0.23 

0.04 

0.39 

0.03 

0.0200 

- 

- 

0.001 

0.021 

0.056 

0.287 

0.014 

0.273 

0.157 

57.57 

Safe 

Panhori 

0807000401002800 

0.20 

0.29 

259.84 

0.35 

0.01 

0.36 

0.03 

0.27 

0.03 

0.0600 

- 

- 

- 

0.060 

0.093 

0.454 

0.023 

0.431 

0.369 

85.58 

Semi Critical 



0.20 

0.02 

1,151.46 

0.03 

0.01 

0.03 

0.01 

0.08 

0.00 

0.0200 

0.0033 

0.0038 

- 

0.027 

0.030 

0.064 

0.003 

0.061 

0.107 

175.74 

Over Exploited 

Paramdara 

0807000400998000 

0.25 

0.05 

242.24 

0.06 

0.04 

0.11 

0.01 

0.12 

0.01 

0.0200 

0.0047 

0.0067 

0.037 

0.069 

0.075 

0.183 

0.009 

0.174 

0.107 

61.61 

Safe 

Parla 

0807000401002200 

0.20 

0.09 

(5.84) 

0.08 

0.02 

0.10 

0.07 

0.62 

0.01 

0.0700 

- 

- 

0.000 

0.070 

0.081 

0.183 

0.009 

0.173 

0.393 

226.64 

Over Exploited 

Pasopa 

0807000400996600 

0.25 

0.11 

47.05 

0.13 

0.01 

0.14 

0.02 

0.21 

0.01 

0.0200 

- 

- 

0.000 

0.020 

0.034 

0.173 

0.009 

0.165 

0.154 

93.49 

Critical 

Pathaka 

0807000300995300 

0.20 

0.60 

(34.40) 

0.48 

0.04 

0.52 

0.07 

0.62 

0.08 

0.1100 

- 

- 

0.001 

0.111 

0.189 

0.707 

0.035 

0.672 

0.636 

94.64 

Critical 

Pathroda 

0806001100923200 

0.18 

0.00 

8,004.31 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Peepal Khera 

0806001100924600 

0.18 

0.18 

(48.91) 

0.14 

0.02 

0.16 

0.05 

0.41 

0.02 

0.0700 

- 

- 

0.000 

0.071 

0.093 

0.255 

0.013 

0.242 

0.680 

281.19 

Over Exploited 

Peeploo 

0807000300980600 

0.20 

0.00 

1,435.84 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Phahri 

0806001100923800 

0.18 

0.36 

(72.53) 

0.29 

0.02 

0.31 

0.07 

0.64 

0.04 

0.0500 

- 

- 

- 

0.050 

0.095 

0.404 

0.020 

0.384 

0.473 

123.12 

Over Exploited 



0.18 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Poonchhri 

0807000300995500 

0.20 

0.11 

73.30 

0.13 

0.01 

0.14 

0.03 

0.30 

0.01 

0.0200 

- 

- 

0.001 

0.021 

0.035 

0.172 

0.009 

0.163 

0.109 

67.11 

Safe 

Raipur Khurd 

0807000300979700 

0.20 

0.16 

(71.94) 

0.13 

0.01 

0.14 

0.06 

0.50 

0.02 

0.0300 

- 

- 

0.001 

0.031 

0.051 

0.190 

0.009 

0.180 

0.245 

136.10 

Over Exploited 

Raipur Suketi 

0807000300993000 

0.20 

0.18 

(27.14) 

0.14 

0.03 

0.17 

0.07 

0.62 

0.02 

0.1000 

- 

- 

0.001 

0.101 

0.124 

0.298 

0.015 

0.283 

0.524 

185.00 

Over Exploited 

Rambagh ( Rural) 

0807000401003200 

0.20 

0.00 

1,100.60 

0.00 

0.00 

0.00 

0.01 

0.05 

- 

- 

0.0007 

0.0010 

- 

0.002 

0.002 

0.006 

0.000 

0.006 

0.024 

394.87 

Over Exploited 

Ramsinghpur Palki 

0807000300984000 

0.20 

0.32 

(22.18) 

0.25 

0.03 

0.29 

0.07 

0.64 

0.04 

0.0800 

- 

- 

0.001 

0.081 

0.121 

0.406 

0.020 

0.385 

0.430 

111.55 

Over Exploited 

Ramwas 

0806001100921900 

0.18 

0.21 

(12.48) 

0.18 

0.02 

0.20 

0.04 

0.36 

0.03 

0.0600 

- 

- 

- 

0.060 

0.086 

0.289 

0.014 

0.274 

0.590 

214.89 

Over Exploited 



0.18 

0.13 

4.83 

0.14 

0.02 

0.16 

0.03 

0.28 

0.02 

0.0500 

- 

- 

- 

0.050 

0.067 

0.226 

0.011 

0.215 

0.431 

200.64 

Over Exploited 

Raniyala 

0807000300984700 

0.20 

0.01 

209.67 

0.01 

- 

0.01 

0.01 

0.12 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.020 

0.001 

0.019 

0.043 

226.35 

Over Exploited 

Rasiya 

0807000300995700 

0.20 

0.00 

104,108.87 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.002 

132.12 

Over Exploited 

Rasoolpur 

0807000300993500 

0.25 

0.00 

241.19 

0.00 

- 

0.00 

0.02 

0.15 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.005 

0.041 

850.69 

Over Exploited 

Rayabka 

0807000401002700 

0.20 

0.12 

30.45 

0.15 

0.01 

0.16 

0.06 

0.61 

0.01 

0.0200 

- 

- 

0.001 

0.021 

0.035 

0.192 

0.010 

0.183 

0.093 

51.04 

Safe 

Ronpur 

0806001100925600 

0.18 

0.07 

- 

0.07 

0.00 

0.07 

0.03 

0.27 

0.01 

0.0100 

- 

- 

0.001 

0.011 

0.021 

0.096 

0.010 

0.086 

0.402 

466.06 

Over Exploited 

Roopwas 

0807000300994000 

0.25 

0.06 

(21.50) 

0.05 

- 

0.05 

0.04 

0.37 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.069 

0.003 

0.066 

0.077 

117.45 

Over Exploited 



0.20 

0.02 

34.19 

0.03 

- 

0.03 

0.03 

0.25 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.041 

0.002 

0.039 

0.034 

87.08 

Semi Critical 

Rundh Khoh 

0807000400999300 

0.25 

0.13 

110.11 

0.15 

0.01 

0.16 

0.04 

0.40 

0.01 

0.0200 

- 

- 

- 

0.020 

0.035 

0.195 

0.010 

0.185 

0.103 

55.61 

Safe 



0.20 

0.02 

446.30 

0.03 

- 

0.03 

0.02 

0.19 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.041 

0.002 

0.039 

0.036 

94.18 

Critical 

Sadhpuri 

0807000300979800 

0.25 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.15 

(64.73) 

0.12 

0.01 

0.13 

0.05 

0.42 

0.02 

0.0300 

- 

- 

- 

0.030 

0.049 

0.180 

0.009 

0.171 

0.288 

168.19 

Over Exploited 

Seetal 

0806001100925400 

0.18 

0.10 

(38.66) 

0.08 

0.01 

0.09 

0.04 

0.35 

0.01 

0.0200 

- 

- 

0.000 

0.020 

0.034 

0.127 

0.006 

0.120 

0.518 

431.06 

Over Exploited 

Seu 

0807000400996900 

0.25 

0.00 

1,314.77 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.013 

956.29 

Over Exploited 



0.25 

0.00 

74,605.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Shahpur 

0806001100920100 

0.18 

0.00 

220.84 

0.00 

- 

0.00 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.044 

1,105.71 

Over Exploited 


0807000401001000 

0.20 

0.06 

26.06 

0.07 

0.02 

0.10 

0.05 

0.55 

- 

0.0500 

0.0014 

0.0020 

- 

0.054 

0.054 

0.151 

0.008 

0.144 

0.252 

175.64 

Over Exploited 

Shakipura 

0806001100920900 

0.18 

0.03 

39.27 

0.04 

0.01 

0.05 

0.04 

0.38 

0.00 

0.0300 

- 

- 

- 

0.030 

0.034 

0.085 

0.004 

0.081 

0.234 

288.97 

Over Exploited 



0.18 

0.02 

83.18 

0.02 

0.01 

0.03 

0.03 

0.27 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.053 

0.003 

0.050 

0.148 

296.51 

Over Exploited 

Shri Rampur Doongri 

0807000300989100 

0.20 

0.00 

389.62 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.001 

45.03 

Safe 

Shyopura 

0807000401001100 

0.20 

0.28 

(18.23) 

0.23 

0.02 

0.25 

0.06 

0.60 

- 

0.0300 

0.0061 

0.0086 

- 

0.045 

0.045 

0.297 

0.015 

0.283 

0.179 

63.35 

Safe 

Sirthala 

0807000300983500 

0.20 

0.04 

(15.98) 

0.03 

0.01 

0.04 

0.03 

0.22 

0.01 

0.0200 

- 

- 

0.001 

0.021 

0.026 

0.068 

0.003 

0.065 

0.088 

135.75 

Over Exploited 

Sirthali 

0807000300983600 

0.20 

0.06 

(24.10) 

0.04 

- 

0.04 

0.03 

0.30 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.061 

0.003 

0.058 

0.086 

148.17 

Over Exploited 

Sujalpur 

0807000300995400 

0.20 

0.21 

(13.50) 

0.18 

0.01 

0.19 

0.07 

0.62 

0.03 

0.0200 

- 

- 

0.001 

0.021 

0.047 

0.235 

0.012 

0.224 

0.111 

49.50 

Safe 

Taira 

0806001100923400 

0.18 

0.04 

0.27 

0.04 

0.01 

0.05 

0.03 

0.25 

0.00 

0.0200 

- 

- 

- 

0.020 

0.025 

0.074 

0.004 

0.071 

0.151 

214.15 

Over Exploited 



0.18 

0.01 

168.63 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.017 

0.001 

0.016 

0.056 

347.67 

Over Exploited 

Tankoli 

0807000400999600 

0.25 

0.30 

(33.66) 

0.24 

0.01 

0.25 

0.06 

0.58 

0.03 

0.0100 

0.0053 

0.0075 

0.001 

0.024 

0.058 

0.311 

0.016 

0.296 

0.085 

28.74 

Safe 

Teekri 

0806001100921400 

0.18 

0.11 

(49.83) 

0.09 

0.01 

0.10 

0.06 

0.53 

0.01 

0.0300 

- 

- 

- 

0.030 

0.044 

0.143 

0.007 

0.136 

0.255 

187.28 

Over Exploited 

Toda 

0807000401001900 

0.20 

0.36 

4,905.10 

0.29 

0.01 

0.30 

0.06 

0.55 

0.04 

0.0200 

- 

- 

- 

0.020 

0.065 

0.361 

0.018 

0.343 

0.142 

41.39 

Safe 

Udaipuri 

0807000400996700 

0.25 

0.10 

(28.88) 

0.08 

0.00 

0.08 

0.06 

0.52 

0.01 

0.0100 

- 

- 

0.000 

0.010 

0.023 

0.105 

0.005 

0.099 

0.126 

126.42 

Over Exploited 

Udpuri 

0807000300979600 

0.20 

0.00 

148.59 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.012 

2,105.59 

Over Exploited 

Urki Dalla 

0807000300994300 

0.20 

0.15 

(48.14) 

0.12 

0.01 

0.13 

0.07 

0.62 

0.02 

0.0400 

- 

- 

0.000 

0.040 

0.060 

0.191 

0.010 

0.182 

0.241 

132.59 

Over Exploited 

Urki Mohammada 

0807000300994200 

0.20 

0.20 

(52.98) 

0.16 

0.01 

0.17 

0.07 

0.62 

0.03 

0.0400 

- 

- 

- 

0.040 

0.066 

0.239 

0.012 

0.227 

0.225 

98.86 

Critical 

Urki Nirbhai 

0807000300994400 

0.20 

0.24 

(71.85) 

0.19 

0.00 

0.19 

0.07 

0.62 

0.03 

0.0100 

- 

- 

0.000 

0.010 

0.041 

0.236 

0.012 

0.224 

0.068 

30.52 

Safe 

Vadhaka 

0807000300989800 

0.20 

0.25 

(64.12) 

0.20 

0.01 

0.21 

0.07 

0.63 

0.03 

0.0400 

- 

- 

0.001 

0.041 

0.074 

0.285 

0.014 

0.271 

0.219 

80.85 

Semi Critical 

Ahmadpur 

0806000700858700 

0.25 

0.71 

24.10 

0.86 

0.01 

0.87 

0.07 

0.61 

0.09 

0.0400 

- 

- 

0.002 

0.042 

0.135 

1.002 

0.050 

0.952 

1.186 

124.57 

Over Exploited 

Akbarpur 

0806000700855700 

0.25 

0.21 

197.91 

0.25 

0.03 

0.28 

0.03 

0.31 

0.02 

0.0900 

- 

- 

- 

0.090 

0.114 

0.395 

0.020 

0.375 

0.796 

212.21 

Over Exploited 



0.12 

0.07 

9,550.60 

0.09 

0.02 

0.11 

0.03 

0.27 

0.01 

0.0500 

- 

- 

- 

0.050 

0.058 

0.165 

0.008 

0.157 

0.424 

270.59 

Over Exploited 

Alapur 

0806000700858500 

0.25 

0.47 

33.92 

0.57 

0.02 

0.59 

0.06 

0.55 

0.06 

0.0500 

- 

- 

0.001 

0.051 

0.107 

0.694 

0.035 

0.659 

1.376 

208.77 

Over Exploited 



0.25 

0.00 

2,099.00 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.085 

3,895.30 

Over Exploited 

Bairawas 

0806000900880500 

0.08 

0.00 

5,561.72 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Baleta 

080600070086340C 

16.811 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.733 

0.85 

0.120 

0.19 

0.01 

0.00 

0.00 

0.00 

0.66 

0.49 

0.74 

0.025 

0.16 

0.21 







Non-command 

Quartzite 

0.031 

0.85 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ballana 

080600070085620C 

3.370 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.351 

0.85 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.08 

0.002 

0.06 

0.09 






Jai Samand Bund 

Command 

Older Alluvium 

3.019 

0.85 

0.120 

0.19 

0.01 

0.00 

0.00 

0.00 

0.49 

0.30 

0.73 

0.016 

0.47 

0.78 


Bandipura 

080600070086150C 

2.212 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.035 

0.05 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.12 

0.09 

0.46 

0.011 

0.52 

0.72 






Jai Samand Bund 

Command 

Older Alluvium 

0.177 

0.05 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.04 

0.06 


Beejawar 

080600070086310C 

11.680 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.402 

-0.11 

0.120 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.67 

0.018 

0.16 

0.22 


Bhajeet 

0806000700854400 

8.094 

Fresh 

Jai Samand Bund 

Command 

Older Alluvium 

0.111 

-0.12 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 


Bhandodi 

0806000700863300 

1.797 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.790 

0.14 

0.120 

0.34 

0.02 

0.00 

0.00 

0.00 

0.35 

0.26 

1.33 

0.009 

0.56 

0.77 


Bichpuri 

0806000700861100 

1.124 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.124 

0.13 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.13 

0.09 

0.49 

0.006 

0.56 

0.78 


Burja 

0806000700854600 

3.278 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.028 

0.27 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 






Jai Samand Bund 

Command 

Older Alluvium 

1.583 

0.27 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.27 

0.008 

0.27 

0.41 


Chand Pahari 

0806000700860300 

1.071 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.071 

2.46 

0.120 

0.16 

0.02 

0.00 

0.00 

0.00 

0.46 

0.30 

0.65 

0.006 

0.54 

0.83 


Dabli 

0806000700859900 

4.598 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.060 

2.69 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.01 

0.01 







Non-command 

Quartzite 

1.917 

2.69 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.00 

0.010 

0.23 

0.35 


Dada 

0806000700857300 

1.607 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.607 

0.07 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.10 

0.07 

0.40 

0.011 

0.56 

0.81 


Dadar 

0806000700856300 

5.850 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.331 

0.45 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.07 

0.002 

0.03 

0.05 






Jai Samand Bund 

Command 

Older Alluvium 

5.443 

0.45 

0.120 

0.30 

0.01 

0.00 

0.00 

0.00 

0.58 

0.38 

1.15 

0.029 

0.51 

0.78 


Dhanwala 

0806000700855800 

3.712 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.906 

2.20 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.31 

0.17 

0.29 

0.005 

0.12 

0.22 







Non-command 

Quartzite 

1.642 

2.20 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.14 

0.08 

0.32 

0.009 

0.23 

0.40 


Dharmpura 

0806000700858900 

6.579 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.184 

2.74 

0.120 

0.17 

0.02 

0.00 

0.00 

0.00 

1.85 

1.14 

0.64 

0.027 

0.42 

0.68 







Non-command 

Quartzite 

1.120 

2.74 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.08 

0.006 

0.09 

0.15 


Dhola Palas 

0806000700861300 

3.172 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.711 

0.13 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.15 

0.11 

0.48 

0.014 

0.48 

0.67 






Jai Samand Bund 

Command 

Older Alluvium 

0.461 

0.13 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.09 

0.002 

0.08 

0.11 


Goojar Bas 

0806000600841800 

3.779 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.019 

0.01 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.05 

0.03 

0.21 

0.007 

0.15 

0.24 







Non-command 

Quartzite 

0.000 

0.01 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Goojooki 

0806000700856500 

2.369 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.135 

0.13 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.001 

0.03 

0.05 






Jai Samand Bund 

Command 

Older Alluvium 

2.188 

0.13 

0.120 

0.17 

0.01 

0.00 

0.00 

0.00 

0.19 

0.13 

0.67 

0.015 

0.51 

0.76 


Gopalpura 

0806000700859000 

4.317 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.513 

2.74 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.20 

0.11 

0.13 

0.003 

0.06 

0.11 







Non-command 

Quartzite 

3.804 

2.74 

0.020 

0.14 

0.02 

0.00 

0.00 

0.00 

0.33 

0.19 

0.53 

0.020 

0.45 

0.79 


Haldeena 

0806000700861800 

12.455 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.136 

0.01 

0.120 

0.32 

0.02 

0.00 

0.00 

0.01 

0.30 

0.22 

1.21 

0.038 

0.32 

0.45 


Impipura 

0806000700860100 

1.666 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.666 

1.18 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.33 

0.23 

0.41 

0.009 

0.56 

0.78 


Indragarh 

0806000700857900 

1.539 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.056 

0.14 

0.120 

0.16 

0.01 

0.00 

0.00 

0.00 

0.17 

0.12 

0.64 

0.006 

0.38 

0.54 






Jai Samand Bund 

Command 

Older Alluvium 

0.483 

0.14 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.31 

0.003 

0.18 

0.25 


Jatoli 

0806000700861000 

5.119 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.950 

0.77 

0.120 

0.24 

0.01 

0.00 

0.00 

0.00 

0.68 

0.46 

0.93 

0.026 

0.53 

0.78 






Jai Samand Bund 

Command 

Older Alluvium 

0.170 

0.77 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.001 

0.02 

0.03 


Jatpur 

0806000600841700 

5.885 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.329 

0.07 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.10 

0.002 

0.03 

0.05 


Kairwara 

0806000700857600 

7.511 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.471 

0.05 

0.120 

0.50 

0.02 

0.00 

0.00 

0.00 

0.52 

0.38 

1.96 

0.039 

0.56 

0.78 






Jai Samand Bund 

Command 

Older Alluvium 

0.040 

0.05 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kakrali Jat 

0806000700857400 

1.385 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.110 

0.09 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.05 

0.001 

0.04 

0.07 


Kala Chhara 

0806000700859200 

4.602 

Fresh 

Non-command 

Non-command 

Limestone 

0.063 

2.16 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Kali Khol 

0806000700855600 

3.253 

Fresh 

Non-command 

Non-command 

Quartzite 

3.253 

2.56 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.21 

0.11 

0.13 

0.017 

0.51 

0.92 


Kalsara 

0806000700863000 

8.027 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.954 

-0.11 

0.120 

0.27 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.03 

0.037 

0.49 

0.67 


Kalyanpura 

0806000700858400 

0.659 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.228 

0.99 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.14 

0.001 

0.19 

0.29 






Jai Samand Bund 

Command 

Older Alluvium 

0.431 

0.99 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.28 

0.002 

0.35 

0.55 


Kanpura ( Loj) 

0806000900879800 

4.663 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.037 

0.33 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.01 


Kerwa Jat 

0806000700857500 

7.642 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.691 

0.09 

0.120 

0.23 

0.01 

0.00 

0.00 

0.00 

0.26 

0.18 

0.90 

0.026 

0.27 

0.39 


Kesharpur 

0806000700854700 

2.675 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.568 

0.55 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.17 

0.003 

0.12 

0.18 






Jai Samand Bund 

Command 

Older Alluvium 

0.174 

0.55 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.001 

0.04 

0.06 


KhanpurJat 

0806000700856700 

2.063 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.020 

0.06 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Jai Samand Bund 

Command 

Older Alluvium 

0.181 

0.06 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.001 

0.05 

0.07 


Khareda 

0806000700863200 

4.322 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.253 

-0.09 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.007 

0.16 

0.22 


Kharkhara 

0806000700862200 

3.727 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.027 

0.06 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 







Non-command 

Quartzite 

0.085 

0.06 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.02 


Kherka 

0806000700858600 

0.935 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.917 

2.18 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.33 

0.19 

0.39 

0.005 

0.51 

0.87 







Non-command 

Quartzite 

0.018 

2.18 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Kherli Saiyad 

0806000700857000 

5.936 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.875 

0.09 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.29 

0.006 

0.08 

0.13 


Khunteta Kalan 

0806000600841900 

6.669 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.062 

0.01 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Quartzite 

0.354 

0.01 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.002 

0.03 

0.05 


Kushalgarh 

0806000700859800 

16.049 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.019 

2.30 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

1.381 

2.30 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.08 

0.007 

0.05 

0.07 







Non-command 

Limestone 

0.361 

2.30 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.002 

0.01 

0.02 


Kushalpura 

0806000700860500 

1.342 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.342 

1.69 

0.120 

0.13 

0.01 

0.00 

0.00 

0.00 

0.39 

0.27 

0.50 

0.007 

0.55 

0.81 


Leeli 

0806000700862900 

7.190 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.702 

-0.12 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.004 

0.06 

0.07 


Liwari 

0806000700854800 

2.606 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.001 

0.83 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Machri 

0806000700856000 

1.752 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.230 

1.51 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.04 

0.15 

0.001 

0.07 

0.12 






Jai Samand Bund 

Command 

Older Alluvium 

0.080 

1.51 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.07 

0.000 

0.02 

0.04 


Madhogarh 

0806000700859100 

27.942 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.424 

2.53 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

2.64 

1.64 

0.28 

0.044 

0.16 

0.26 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Baleta 

0806000700863400 

0.25 

0.19 

159.75 

0.23 

0.01 

0.24 

0.02 

0.18 

0.03 

0.0300 

- 

- 

0.005 

0.035 

0.062 

0.301 

0.015 

0.286 

0.769 

268.98 

Over Exploited 



0.12 

0.00 

10,399.60 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ballana 

0806000700856200 

0.25 

0.00 

596.99 

0.01 

0.00 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

0.000 

0.001 

0.001 

0.007 

0.000 

0.007 

0.086 

1,250.42 

Over Exploited 



0.25 

0.36 

(17.21) 

0.30 

0.01 

0.31 

0.06 

0.53 

0.04 

0.0300 

- 

- 

0.001 

0.031 

0.074 

0.381 

0.019 

0.362 

0.742 

205.11 

Over Exploited 

Bandipura 

0806000700861500 

0.25 

0.26 

(66.63) 

0.21 

0.01 

0.22 

0.08 

0.59 

0.04 

0.0200 

- 

- 

- 

0.020 

0.059 

0.279 

0.014 

0.265 

0.473 

178.32 

Over Exploited 



0.25 

0.00 

296.18 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.025 

975.90 

Over Exploited 

Beejawar 

0806000700863100 

0.25 

0.14 

- 

0.14 

0.01 

0.15 

0.02 

0.19 

0.02 

0.0300 

- 

- 

- 

0.030 

0.051 

0.201 

0.020 

0.181 

0.690 

381.64 

Over Exploited 

Bhajeet 

0806000700854400 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.013 

6,077.52 

Over Exploited 

Bhandodi 

0806000700863300 

0.25 

0.25 

1.98 

0.26 

0.02 

0.28 

0.08 

0.65 

0.04 

0.0500 

- 

- 

- 

0.050 

0.088 

0.364 

0.018 

0.346 

1.341 

387.97 

Over Exploited 

Bichpuri 

0806000700861100 

0.25 

0.16 

(41.63) 

0.13 

0.01 

0.14 

0.08 

0.64 

0.02 

0.0200 

- 

- 

0.000 

0.020 

0.044 

0.180 

0.009 

0.171 

0.492 

288.09 

Over Exploited 

Burja 

0806000700854600 

0.25 

0.00 

1,695.08 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.25 

0.11 

(23.86) 

0.08 

- 

0.08 

0.03 

0.30 

0.01 

0.0100 

- 

- 

- 

0.010 

0.023 

0.107 

0.005 

0.102 

0.278 

272.66 

Over Exploited 

Chand Pahari 

0806000700860300 

0.25 

0.15 

104.80 

0.17 

0.02 

0.19 

0.07 

0.61 

0.02 

0.0700 

- 

- 

- 

0.070 

0.089 

0.283 

0.014 

0.269 

0.654 

243.03 

Over Exploited 

Dabli 

0806000700859900 

0.25 

0.00 

11,808.91 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.05 

30.03 

0.06 

- 

0.06 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.007 

0.070 

0.003 

0.066 

0.010 

15.24 

Safe 

Dada 

0806000700857300 

0.24 

0.22 

(67.20) 

0.17 

0.01 

0.18 

0.08 

0.64 

0.03 

0.0200 

- 

- 

0.000 

0.020 

0.051 

0.234 

0.012 

0.222 

0.413 

185.82 

Over Exploited 

Dadar 

0806000700856300 

0.25 

0.00 

863.04 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.074 

2,298.05 

Over Exploited 



0.25 

0.69 

(45.16) 

0.55 

0.01 

0.56 

0.06 

0.57 

0.09 

0.0400 

- 

- 

- 

0.040 

0.128 

0.690 

0.034 

0.655 

1.181 

180.19 

Over Exploited 

Dhanwala 

0806000700855800 

0.25 

0.03 

514.14 

0.03 

0.01 

0.04 

0.01 

0.14 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.074 

0.004 

0.070 

0.299 

426.00 

Over Exploited 



0.12 

0.04 

(20.99) 

0.05 

0.01 

0.06 

0.02 

0.25 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.103 

0.005 

0.098 

0.326 

331.63 

Over Exploited 

Dharmpura 

0806000700858900 

0.25 

0.54 

110.03 

0.65 

0.02 

0.67 

0.05 

0.47 

0.07 

0.0700 

- 

- 

- 

0.070 

0.136 

0.807 

0.040 

0.767 

0.663 

86.53 

Semi Critical 



0.12 

0.01 

1,771.55 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.019 

0.001 

0.018 

0.085 

472.01 

Over Exploited 

Dhola Palas 

0806000700861300 

0.25 

0.32 

(66.78) 

0.26 

0.01 

0.27 

0.07 

0.55 

0.05 

0.0200 

- 

- 

- 

0.020 

0.068 

0.337 

0.017 

0.320 

0.494 

154.42 

Over Exploited 



0.25 

0.01 

104.98 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.001 

0.013 

0.001 

0.012 

0.092 

770.84 

Over Exploited 

Goojar Bas 

0806000600841800 

0.24 

0.04 

(10.93) 

0.03 

0.01 

0.04 

0.02 

0.17 

0.01 

0.0200 

- 

- 

- 

0.020 

0.025 

0.068 

0.003 

0.065 

0.219 

339.18 

Over Exploited 



0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Goojooki 

0806000700856500 

0.24 

0.00 

694.93 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.041 

3,134.06 

Over Exploited 



0.24 

0.27 

(51.22) 

0.22 

0.01 

0.23 

0.07 

0.58 

0.04 

0.0300 

- 

- 

- 

0.030 

0.066 

0.292 

0.015 

0.277 

0.687 

247.98 

Over Exploited 

Gopalpura 

0806000700859000 

0.25 

0.01 

1,348.12 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.020 

0.001 

0.019 

0.135 

697.46 

Over Exploited 



0.12 

0.21 

86,798.41 

0.19 

0.02 

0.21 

0.05 

0.51 

0.02 

0.0600 

- 

- 

- 

0.060 

0.083 

0.292 

0.015 

0.277 

0.550 

198.44 

Over Exploited 

Haldeena 

0806000700861800 

0.25 

0.58 

(62.20) 

0.46 

0.03 

0.49 

0.05 

0.37 

0.09 

0.0500 

- 

- 

0.013 

0.063 

0.149 

0.638 

0.032 

0.606 

1.250 

206.16 

Over Exploited 

Impipura 

0806000700860100 

0.25 

0.23 

(0.24) 

0.23 

0.01 

0.24 

0.08 

0.64 

0.03 

0.0200 

- 

- 

- 

0.020 

0.054 

0.296 

0.015 

0.281 

0.417 

148.08 

Over Exploited 

Indragarh 

0806000700857900 

0.25 

0.10 

16.85 

0.12 

0.01 

0.13 

0.06 

0.44 

0.01 

0.0200 

- 

- 

- 

0.020 

0.035 

0.163 

0.008 

0.155 

0.642 

414.81 

Over Exploited 



0.25 

0.02 

193.84 

0.03 

- 

0.03 

0.03 

0.20 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.038 

0.002 

0.036 

0.309 

845.53 

Over Exploited 

Jatoli 

0806000700861000 

0.25 

0.66 

(29.44) 

0.53 

0.01 

0.54 

0.07 

0.60 

0.09 

0.0300 

- 

- 

0.003 

0.033 

0.124 

0.661 

0.033 

0.628 

0.956 

152.22 

Over Exploited 



0.25 

0.00 

2,145.36 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.025 

2,539.45 

Over Exploited 

Jatpur 

0806000600841700 

0.24 

0.00 

732.28 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.013 

0.100 

793.92 

Over Exploited 

Kairwara 

0806000700857600 

0.25 

1.04 

(63.94) 

0.83 

0.02 

0.86 

0.08 

0.64 

0.15 

0.0700 

- 

- 

0.001 

0.071 

0.226 

1.081 

0.054 

1.027 

1.995 

194.31 

Over Exploited 



0.25 

0.00 

234.64 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kakrali Jat 

0806000700857400 

0.24 

0.00 

542.51 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.053 

3,552.37 

Over Exploited 

Kala Chhara 

0806000700859200 

0.12 

0.00 

34,783.48 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kali Khol 

0806000700855600 

0.12 

0.20 

(310,815.01) 

0.16 

0.00 

0.16 

0.05 

0.56 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.171 

0.009 

0.163 

0.144 

88.55 

Semi Critical 

Kalsara 

0806000700863000 

0.25 

0.85 

- 

0.85 

0.01 

0.86 

0.07 

0.56 

0.13 

0.0400 

- 

- 

0.003 

0.043 

0.172 

1.034 

0.103 

0.930 

1.069 

114.88 

Over Exploited 

Kalyanpura 

0806000700858400 

0.25 

0.01 

303.10 

0.01 

- 

0.01 

0.02 

0.21 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.024 

0.001 

0.023 

0.145 

634.73 

Over Exploited 



0.25 

0.04 

103.88 

0.05 

- 

0.05 

0.05 

0.40 

0.00 

0.0100 

- 

- 

- 

0.010 

0.015 

0.060 

0.003 

0.057 

0.284 

496.52 

Over Exploited 

Kanpura ( Loj) 

0806000900879800 

0.24 

0.00 

2,343.77 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.012 

23,648.03 

Over Exploited 

Kerwa Jat 

0806000700857500 

0.24 

0.24 

(25.27) 

0.19 

0.01 

0.20 

0.04 

0.31 

0.03 

0.0300 

- 

- 

0.000 

0.031 

0.064 

0.266 

0.013 

0.253 

0.922 

364.40 

Over Exploited 

Kesharpur 

0806000700854700 

0.25 

0.02 

199.48 

0.02 

0.00 

0.02 

0.01 

0.13 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.013 

0.033 

0.002 

0.031 

0.171 

552.81 

Over Exploited 



0.25 

0.00 

785.58 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.043 

2,224.62 

Over Exploited 

KhanpurJat 

0806000700856700 

0.24 

0.00 

268.34 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.24 

0.00 

256.81 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.029 

1,082.18 

Over Exploited 

Khareda 

0806000700863200 

0.25 

0.05 

- 

0.05 

0.00 

0.05 

0.02 

0.19 

0.01 

0.0100 

- 

- 

0.001 

0.011 

0.018 

0.070 

0.007 

0.063 

0.307 

485.78 

Over Exploited 

Kharkhara 

0806000700862200 

0.25 

0.00 

256.01 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.00 

(23.34) 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.014 

12,337.94 

Over Exploited 

Kherka 

0806000700858600 

0.25 

0.12 

64.82 

0.14 

0.01 

0.15 

0.06 

0.57 

0.01 

0.0400 

- 

- 

- 

0.040 

0.054 

0.204 

0.010 

0.193 

0.395 

204.06 

Over Exploited 



0.12 

0.00 

2,228.83 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kherli Saiyad 

0806000700857000 

0.24 

0.02 

202.71 

0.02 

- 

0.02 

0.01 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.033 

0.002 

0.032 

0.293 

929.77 

Over Exploited 

Khunteta Kalan 

0806000600841900 

0.24 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

824.89 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.032 

4,073.67 

Over Exploited 

Kushalgarh 

0806000700859800 

0.25 

0.00 

109,275.60 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.01 

85,518.22 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.021 

0.001 

0.020 

0.086 

439.69 

Over Exploited 



0.12 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.028 

4,461.82 

Over Exploited 

Kushalpura 

0806000700860500 

0.25 

0.18 

44.32 

0.22 

0.01 

0.23 

0.08 

0.63 

0.03 

0.0200 

- 

- 

- 

0.020 

0.046 

0.277 

0.014 

0.263 

0.505 

192.07 

Over Exploited 

Leeli 

0806000700862900 

0.25 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.021 

0.002 

0.019 

0.238 

1,249.63 

Over Exploited 

Liwari 

0806000700854800 

0.25 

0.00 

148,582.12 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Machri 

0806000700856000 

0.25 

0.00 

948.37 

0.00 

0.01 

0.01 

0.01 

0.07 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.035 

0.002 

0.033 

0.151 

459.39 

Over Exploited 



0.25 

0.00 

4,051.05 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.066 

661.69 

Over Exploited 

Madhogarh 

0806000700859100 

0.25 

0.34 

377.13 

0.41 

0.01 

0.42 

0.02 

0.18 

0.04 

0.0300 

- 

- 

- 

0.030 

0.071 

0.493 

0.025 

0.468 

0.326 

69.65 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Quartzite 

9.078 

2.53 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.51 

0.32 

0.19 

0.048 

0.18 

0.28 







Non-command 

Limestone 

4.584 

2.53 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.26 

0.16 

0.09 

0.024 

0.09 

0.14 


Mahwa Kalan 

080600070085810C 

2.565 

Fresh 

Jai Samand Bund 

Command 

Older Alluvium 

2.565 

0.53 

0.120 

0.23 

0.01 

0.00 

0.00 

0.00 

0.38 

0.25 

0.90 

0.013 

0.55 

0.82 


Mahwa Khurd 

0806000700858000 

2.956 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.36 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Jai Samand Bund 

Command 

Older Alluvium 

2.955 

0.36 

0.120 

0.28 

0.01 

0.00 

0.00 

0.00 

0.40 

0.27 

1.09 

0.016 

0.55 

0.81 


Manawas 

0806000900879900 

5.457 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.010 

0.50 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

0.042 

0.50 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.01 







Non-command 

Limestone 

0.038 

0.50 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Manpura 

0806000700860800 

1.197 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.197 

0.19 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.12 

0.09 

0.37 

0.006 

0.56 

0.78 


Mohabbatpur 

0806000700861200 

3.201 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.201 

0.10 

0.120 

0.21 

0.01 

0.00 

0.00 

0.00 

0.24 

0.17 

0.83 

0.017 

0.56 

0.78 


Moreda 

0806000700857800 

2.416 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.033 

0.23 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Jai Samand Bund 

Command 

Older Alluvium 

2.383 

0.23 

0.120 

0.22 

0.01 

0.00 

0.00 

0.00 

0.28 

0.19 

0.85 

0.013 

0.55 

0.80 


Mundawara 

0806000900880000 

13.542 

Fresh 

Non-command 

Non-command 

Limestone 

0.073 

0.49 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 


Nagla Charan 

0806000700856600 

2.449 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.335 

0.11 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.40 

0.007 

0.30 

0.44 






Jai Samand Bund 

Command 

Older Alluvium 

0.676 

0.11 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.21 

0.004 

0.15 

0.22 


Nagli Jhamawat 

0806000700861700 

0.977 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.977 

-0.08 

0.120 

0.45 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.81 

0.005 

0.56 

0.77 


Nagli Rajawat 

0806000700857200 

0.715 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.715 

0.05 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.26 

0.005 

0.56 

0.80 


Nagli Sad 

0806000700860900 

1.163 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.163 

0.31 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.13 

0.10 

0.37 

0.006 

0.56 

0.78 


Naithla 

0806000700857100 

7.921 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.158 

0.04 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.14 

0.09 

0.45 

0.032 

0.44 

0.65 


Nangal Ratawat 

0806000700858200 

3.866 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.446 

1.04 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.08 

0.002 

0.06 

0.10 






Jai Samand Bund 

Command 

Older Alluvium 

3.350 

1.04 

0.120 

0.16 

0.01 

0.00 

0.00 

0.00 

0.57 

0.35 

0.61 

0.018 

0.46 

0.75 


Nangalheri 

0806000900880600 

5.690 

Fresh 

Non-command 

Non-command 

Limestone 

0.033 

2.10 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nangla Jogi 

0806000700857700 

1.488 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.488 

0.13 

0.120 

0.22 

0.01 

0.00 

0.00 

0.00 

0.23 

0.16 

0.86 

0.008 

0.56 

0.80 


Nathoosar 

0806000800874900 

12.346 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.355 

0.63 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.002 

0.02 

0.02 







Non-command 

Quartzite 

5.205 

0.63 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.03 

0.034 

0.23 

0.35 


Navli @ Baldeopura 

0806000700860700 

2.131 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.131 

0.72 

0.120 

0.23 

0.01 

0.00 

0.00 

0.00 

0.40 

0.29 

0.89 

0.011 

0.56 

0.78 


Nirbhaypura 

0806000700858800 

0.853 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.853 

2.59 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.36 

0.23 

0.40 

0.004 

0.54 

0.84 


Nithari 

0806000700861900 

6.470 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.917 

0.05 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

0.11 

0.08 

0.41 

0.010 

0.17 

0.23 


Palkhari 

0806000700856100 

1.692 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.097 

0.94 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.07 

0.001 

0.03 

0.05 






Jai Samand Bund 

Command 

Older Alluvium 

1.593 

0.94 

0.120 

0.27 

0.01 

0.00 

0.00 

0.00 

0.44 

0.27 

1.06 

0.008 

0.50 

0.82 


Parsa Ka Bas 

0806000700860400 

1.658 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.658 

2.18 

0.120 

0.30 

0.04 

0.00 

0.00 

0.00 

0.69 

0.46 

1.18 

0.009 

0.54 

0.82 


Pathroda 

0806000700862100 

2.076 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.724 

0.03 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.05 

0.03 

0.25 

0.004 

0.20 

0.30 







Non-command 

Quartzite 

1.185 

0.03 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.06 

0.04 

0.25 

0.006 

0.32 

0.48 


Prithvipura 

0806000700860000 

16.074 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.230 

1.05 

0.120 

0.55 

0.03 

0.00 

0.00 

0.00 

2.06 

1.48 

2.11 

0.064 

0.43 

0.59 







Non-command 

Quartzite 

2.618 

1.05 

0.020 

0.08 

0.00 

0.00 

0.00 

0.00 

0.14 

0.10 

0.29 

0.014 

0.09 

0.13 


Ratwaka 

0806000700861600 

1.300 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.300 

0.02 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

0.10 

0.07 

0.42 

0.007 

0.56 

0.78 


Roondh Rampur 

0806000800874800 

19.729 

Fresh 

Non-command 

Non-command 

Quartzite 

0.381 

0.52 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.01 

0.02 


Roopbas 

0806000700858300 

1.662 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.076 

0.48 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.26 

0.006 

0.36 

0.52 






Jai Samand Bund 

Command 

Older Alluvium 

0.585 

0.48 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.16 

0.003 

0.19 

0.28 


Rundh Baleta 

0806000700859700 

57.581 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.024 

2.46 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

1.562 

2.46 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.00 

0.008 

0.02 

0.02 


Rundh Binak 

0806000700855300 

66.776 

Fresh 

Non-command 

Non-command 

Quartzite 

26.372 

1.82 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

1.01 

0.57 

0.01 

0.139 

0.20 

0.36 







Non-command 

Limestone 

0.554 

1.82 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.003 

0.00 

0.01 


Rundh Kali Khol 

0806000700855500 

19.156 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.172 

2.53 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.001 

0.00 

0.01 







Non-command 

Quartzite 

18.984 

2.53 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.99 

0.56 

0.01 

0.100 

0.51 

0.90 


Rundh Kraska 

0806000700859500 

13.244 

Fresh 

Non-command 

Non-command 

Quartzite 

0.385 

2.77 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.002 

0.02 

0.02 


Rundh Kushalgarh 

0806000700859400 

4.838 

Fresh 

Non-command 

Non-command 

Quartzite 

1.935 

2.71 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.05 

0.010 

0.22 

0.34 


Rundh Madhogarh 

0806000700855400 

9.440 

Fresh 

Non-command 

Non-command 

Quartzite 

2.424 

1.76 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.04 

0.013 

0.14 

0.23 







Non-command 

Limestone 

2.356 

1.76 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.03 

0.012 

0.13 

0.22 


Sahori 

0806000700855900 

5.453 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.694 

1.83 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.19 

0.11 

0.21 

0.004 

0.06 

0.12 







Non-command 

Quartzite 

0.004 

1.83 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Salpur 

0806000700856400 

3.721 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.480 

0.20 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.22 

0.003 

0.07 

0.11 






Jai Samand Bund 

Command 

Older Alluvium 

3.242 

0.20 

0.120 

0.37 

0.02 

0.00 

0.00 

0.00 

0.43 

0.29 

1.47 

0.017 

0.48 

0.71 


Salpuri 

0806000700854500 

1.977 

Fresh 

Jai Samand Bund 

Command 

Older Alluvium 

0.418 

0.09 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.10 

0.003 

0.12 

0.17 


Sarangpura 

0806000700860600 

1.823 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.823 

1.01 

0.120 

0.17 

0.01 

0.00 

0.00 

0.00 

0.38 

0.27 

0.65 

0.010 

0.56 

0.79 


Siya Ka Bas 

0806000700860200 

2.644 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.006 

2.18 

0.120 

0.17 

0.02 

0.00 

0.00 

0.00 

0.67 

0.46 

0.67 

0.011 

0.42 

0.61 







Non-command 

Quartzite 

0.638 

2.18 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.04 

0.14 

0.003 

0.13 

0.19 


Sohanpur 

0806000700861400 

3.116 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.403 

0.08 

0.120 

0.14 

0.01 

0.00 

0.00 

0.00 

0.15 

0.11 

0.56 

0.013 

0.43 

0.60 






Jai Samand Bund 

Command 

Older Alluvium 

0.713 

0.08 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.15 

0.004 

0.13 

0.18 


Sukola 

06900001 

9.352 

Fresh 

Non-command 

Non-command 

Quartzite 

0.619 

2.64 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.003 

0.04 

0.05 


Umren 

0806000700855000 

11.789 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.209 

1.58 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.05 

0.001 

0.01 

0.02 






Jai Samand Bund 

Command 

Older Alluvium 

0.040 

1.58 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.00 

02001008 

Amra Ka Bas 

0806000900884100 

2.114 

Fresh 

Non-command 

Non-command 

Quartzite 

2.114 

2.76 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.15 

0.11 

0.14 

0.010 

0.64 

0.83 


Angari 

0806000900885000 

11.120 

Fresh 

Non-command 

Non-command 

Quartzite 

0.238 

1.11 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.001 

0.01 

0.02 







Non-command 

Slate 

0.148 

1.11 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 


Bairawas 

0806000900880500 

13.143 

Fresh 

Non-command 

Non-command 

Quartzite 

1.074 

1.98 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.005 

0.05 

0.07 







Non-command 

Limestone 

2.348 

1.98 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.04 

0.011 

0.11 

0.15 





Saline 

Non-command 

Non-command 

Quartzite 

3.360 

1.98 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.11 

0.03 

0.016 

0.15 

0.21 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.12 

0.12 

########## 

0.14 

0.01 

0.15 

0.02 

0.20 

0.01 

0.0200 

- 

- 

- 

0.020 

0.034 

0.189 

0.009 

0.180 

0.238 

132.21 

Over Exploited 



0.12 

0.05 

########## 

0.06 

- 

0.06 

0.01 

0.10 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.072 

0.004 

0.068 

0.118 

172.55 

Over Exploited 

Mahwa Kalan 

0806000700858100 

0.25 

0.35 

(27.59) 

0.28 

0.01 

0.29 

0.07 

0.62 

0.05 

0.0300 

- 

- 

0.001 

0.031 

0.078 

0.368 

0.018 

0.350 

0.913 

260.96 

Over Exploited 

Mahwa Khurd 

0806000700858000 

0.25 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.25 

0.41 

(33.90) 

0.33 

0.01 

0.34 

0.08 

0.63 

0.06 

0.0400 

- 

- 

- 

0.040 

0.097 

0.432 

0.022 

0.411 

1.108 

269.57 

Over Exploited 

Manawas 

0806000900879900 

0.24 

0.00 

15,840.16 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.00 

1,595.01 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.006 

27,940.51 

Over Exploited 



0.08 

0.00 

2,444.15 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Manpura 

0806000700860800 

0.25 

0.17 

(49.28) 

0.13 

- 

0.13 

0.08 

0.65 

0.03 

0.0100 

- 

- 

- 

0.010 

0.035 

0.169 

0.008 

0.161 

0.372 

231.24 

Over Exploited 

Mohabbatpur 

0806000700861200 

0.25 

0.45 

(61.81) 

0.36 

0.01 

0.37 

0.08 

0.64 

0.07 

0.0300 

- 

- 

0.002 

0.032 

0.099 

0.469 

0.023 

0.445 

0.851 

191.16 

Over Exploited 

Moreda 

0806000700857800 

0.25 

0.00 

883.27 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.25 

0.33 

(41.72) 

0.26 

0.01 

0.27 

0.08 

0.62 

0.05 

0.0300 

- 

- 

0.000 

0.030 

0.075 

0.346 

0.017 

0.329 

0.865 

262.84 

Over Exploited 

Mundawara 

0806000900880000 

0.08 

0.00 

2,648.85 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.008 

36,462.17 

Over Exploited 

Nagla Charan 

0806000700856600 

0.25 

0.10 

(20.33) 

0.08 

- 

0.08 

0.04 

0.35 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.105 

0.005 

0.100 

0.403 

402.64 

Over Exploited 



0.25 

0.03 

55.73 

0.03 

- 

0.03 

0.02 

0.18 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.045 

0.002 

0.043 

0.214 

500.86 

Over Exploited 

Nagli Jhamawat 

0806000700861700 

0.25 

0.14 

- 

0.14 

0.02 

0.16 

0.09 

0.65 

0.02 

0.0700 

- 

- 

0.001 

0.071 

0.092 

0.250 

0.025 

0.225 

1.817 

808.15 

Over Exploited 

Nagli Rajawat 

0806000700857200 

0.24 

0.10 

(45.87) 

0.08 

- 

0.08 

0.08 

0.64 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.101 

0.005 

0.096 

0.263 

274.15 

Over Exploited 

Nagli Sad 

0806000700860900 

0.25 

0.16 

(41.25) 

0.13 

- 

0.13 

0.08 

0.64 

0.02 

0.0100 

- 

- 

- 

0.010 

0.034 

0.164 

0.008 

0.156 

0.372 

238.43 

Over Exploited 

Naithla 

0806000700857100 

0.25 

0.67 

(85.97) 

0.54 

0.01 

0.55 

0.06 

0.50 

0.10 

0.0200 

- 

- 

- 

0.020 

0.116 

0.662 

0.033 

0.629 

0.482 

76.70 

Semi Critical 

Nangal Ratawat 

0806000700858200 

0.25 

0.01 

577.29 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.009 

0.086 

1,009.98 

Over Exploited 



0.25 

0.38 

(10.01) 

0.35 

0.01 

0.36 

0.06 

0.51 

0.05 

0.0200 

- 

- 

- 

0.020 

0.067 

0.423 

0.021 

0.401 

0.630 

156.86 

Over Exploited 

Nangalheri 

0806000900880600 

0.08 

0.00 

269,692.74 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nangla Jogi 

0806000700857700 

0.25 

0.21 

(21.68) 

0.17 

0.01 

0.18 

0.08 

0.64 

0.03 

0.0300 

- 

- 

- 

0.030 

0.060 

0.236 

0.012 

0.224 

0.866 

386.49 

Over Exploited 

Nathoosar 

0806000800874900 

0.24 

0.00 

10,934.87 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

183.02 

Over Exploited 



0.06 

0.07 

181,260.91 

0.05 

- 

0.05 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.008 

0.063 

0.003 

0.059 

0.063 

106.43 

Over Exploited 

Navli @ Baldeopura 

0806000700860700 

0.25 

0.30 

(3.20) 

0.29 

0.01 

0.30 

0.08 

0.64 

0.04 

0.0300 

- 

- 

- 

0.030 

0.074 

0.372 

0.019 

0.354 

0.905 

255.95 

Over Exploited 

Nirbhaypura 

0806000700858800 

0.25 

0.11 

98.71 

0.14 

0.01 

0.15 

0.07 

0.61 

0.01 

0.0400 

- 

- 

- 

0.040 

0.055 

0.203 

0.010 

0.193 

0.400 

207.80 

Over Exploited 

Nithari 

0806000700861900 

0.25 

0.08 

(4.67) 

0.08 

0.01 

0.09 

0.02 

0.19 

0.01 

0.0200 

- 

- 

0.006 

0.026 

0.038 

0.128 

0.006 

0.122 

0.418 

343.18 

Over Exploited 

Palkhari 

0806000700856100 

0.25 

0.00 

2,478.45 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.067 

7,271.90 

Over Exploited 



0.25 

0.20 

34.33 

0.24 

0.01 

0.25 

0.06 

0.56 

0.02 

0.0400 

- 

- 

- 

0.040 

0.064 

0.312 

0.016 

0.296 

1.064 

359.15 

Over Exploited 

Parsa Ka Bas 

0806000700860400 

0.25 

0.23 

103.02 

0.27 

0.04 

0.31 

0.07 

0.62 

0.03 

0.1300 

- 

- 

- 

0.130 

0.160 

0.471 

0.024 

0.448 

1.185 

264.65 

Over Exploited 

Pathroda 

0806000700862100 

0.25 

0.04 

(2.43) 

0.03 

0.01 

0.04 

0.03 

0.22 

0.01 

0.0300 

- 

- 

- 

0.030 

0.035 

0.080 

0.004 

0.076 

0.256 

338.52 

Over Exploited 



0.12 

0.05 

(11.66) 

0.04 

0.01 

0.05 

0.05 

0.36 

0.01 

0.0300 

- 

- 

- 

0.030 

0.036 

0.087 

0.004 

0.082 

0.258 

313.97 

Over Exploited 

Prithvipura 

0806000700860000 

0.25 

1.30 

13.71 

1.48 

0.03 

1.51 

0.06 

0.49 

0.19 

0.0800 

- 

- 

- 

0.080 

0.271 

1.782 

0.089 

1.692 

2.170 

128.23 

Over Exploited 



0.12 

0.03 

238.39 

0.03 

- 

0.03 

0.01 

0.10 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.049 

0.002 

0.046 

0.300 

649.86 

Over Exploited 

Ratwaka 

0806000700861600 

0.25 

0.18 

(59.33) 

0.15 

0.01 

0.16 

0.08 

0.65 

0.03 

0.0200 

- 

- 

- 

0.020 

0.047 

0.203 

0.010 

0.193 

0.427 

220.87 

Over Exploited 

Roondh Rampur 

0806000800874800 

0.06 

0.00 

4,306.66 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.003 

1,605.22 

Over Exploited 

Roopbas 

0806000700858300 

0.25 

0.10 

(6.49) 

0.09 

- 

0.09 

0.05 

0.41 

0.01 

0.0100 

- 

- 

- 

0.010 

0.023 

0.113 

0.006 

0.107 

0.264 

245.32 

Over Exploited 



0.25 

0.03 

76.60 

0.03 

- 

0.03 

0.03 

0.22 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.048 

0.002 

0.046 

0.165 

361.91 

Over Exploited 

Rundh Baleta 

0806000700859700 

0.25 

0.00 

369,389.67 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.008 

225.55 

Over Exploited 

Rundh Binak 

0806000700855300 

0.12 

0.36 

########## 

0.43 

- 

0.43 

0.02 

0.22 

- 

- 

- 

- 

- 

- 

- 

0.427 

0.021 

0.406 

0.151 

37.14 

Safe 



0.12 

0.00 

28,177.16 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

1,259.60 

Over Exploited 

Rundh Kali Khol 

0806000700855500 

0.25 

0.00 

14,841.60 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.12 

1.02 

########## 

0.82 

- 

0.82 

0.06 

0.57 

- 

- 

- 

- 

- 

- 

- 

0.815 

0.041 

0.774 

0.112 

14.44 

Safe 

Rundh Kraska 

0806000700859500 

0.12 

0.00 

1,844.74 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

201.49 

Over Exploited 

Rundh Kushalgarh 

0806000700859400 

0.12 

0.05 

15,702.49 

0.06 

- 

0.06 

0.03 

0.25 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.077 

0.004 

0.073 

0.063 

86.93 

Semi Critical 

Rundh Madhogarh 

0806000700855400 

0.12 

0.04 

113,656.54 

0.04 

- 

0.04 

0.02 

0.15 

0.00 

- 

- 

- 

- 

- 

0.004 

0.048 

0.002 

0.046 

0.051 

111.23 

Over Exploited 



0.12 

0.02 

17,462.07 

0.02 

- 

0.02 

0.02 

0.15 

0.00 

- 

- 

- 

- 

- 

0.002 

0.024 

0.001 

0.023 

0.038 

168.53 

Over Exploited 

Sahori 

0806000700855900 

0.25 

0.01 

849.50 

0.01 

0.01 

0.02 

0.01 

0.07 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.043 

0.002 

0.041 

0.214 

517.48 

Over Exploited 



0.12 

0.00 

72,793.59 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Salpur 

0806000700856400 

0.25 

0.01 

386.24 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.021 

0.001 

0.020 

0.219 

1,071.83 

Over Exploited 



0.25 

0.39 

(26.04) 

0.31 

0.02 

0.33 

0.07 

0.55 

0.05 

0.0600 

- 

- 

0.001 

0.061 

0.114 

0.448 

0.022 

0.426 

1.487 

349.09 

Over Exploited 

Salpuri 

0806000700854500 

0.24 

0.01 

98.02 

0.01 

- 

0.01 

0.02 

0.13 

0.00 

- 

- 

- 

- 

- 

0.002 

0.016 

0.001 

0.015 

0.103 

689.05 

Over Exploited 

Sarangpura 

0806000700860600 

0.25 

0.25 

5.51 

0.27 

0.01 

0.28 

0.08 

0.64 

0.04 

0.0200 

- 

- 

0.000 

0.020 

0.057 

0.334 

0.017 

0.318 

0.658 

207.09 

Over Exploited 

Siya Ka Bas 

0806000700860200 

0.25 

0.21 

119.78 

0.25 

0.02 

0.27 

0.06 

0.48 

0.03 

0.0700 

- 

- 

0.001 

0.071 

0.100 

0.372 

0.019 

0.353 

0.677 

191.68 

Over Exploited 



0.12 

0.01 

288.46 

0.01 

0.01 

0.02 

0.02 

0.15 

0.00 

0.0200 

- 

- 

- 

0.020 

0.021 

0.044 

0.002 

0.041 

0.140 

338.75 

Over Exploited 

Sohanpur 

0806000700861400 

0.25 

0.26 

(57.98) 

0.21 

0.01 

0.22 

0.06 

0.50 

0.04 

0.0200 

- 

- 

- 

0.020 

0.059 

0.276 

0.014 

0.262 

0.571 

217.49 

Over Exploited 



0.25 

0.02 

44.30 

0.03 

0.00 

0.03 

0.02 

0.15 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.014 

0.042 

0.002 

0.040 

0.154 

385.21 

Over Exploited 

Sukola 

06900001 

0.12 

0.00 

93,333.79 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.003 

0.015 

442.45 

Over Exploited 

Umren 

0806000700855000 

0.25 

0.00 

5,769.10 

0.00 

- 

0.00 

0.00 

0.01 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.049 

489.21 

Over Exploited 



0.25 

0.00 

23,839.37 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Amra Ka Bas 

0806000900884100 

0.10 

0.14 

(16.52) 

0.11 

0.01 

0.12 

0.08 

0.72 

0.02 

0.0200 

- 

- 

- 

0.020 

0.037 

0.160 

0.008 

0.152 

0.152 

99.88 

Critical 

Angari 

0806000900885000 

0.10 

0.00 

1,167.01 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.013 

3,218.78 

Over Exploited 



0.08 

0.00 

2,482.43 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.007 

5,284.32 

Over Exploited 

Bairawas 

0806000900880500 

0.10 

0.00 

23,265.40 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.006 

0.017 

273.06 

Over Exploited 



0.08 

0.01 

1,942.85 

0.02 

- 

0.02 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.002 

0.018 

0.001 

0.017 

0.053 

308.03 

Over Exploited 



0.10 

0.03 

33,961.96 

0.03 

- 

0.03 

0.02 

0.17 

0.00 

- 

- 

- 

- 

- 

0.003 

0.035 

0.002 

0.033 

0.049 

149.04 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Limestone 

2.803 

1.98 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.09 

0.04 

0.014 

0.13 

0.18 


Bamanwas Kankar 

0806000900880300 

5.388 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.165 

0.47 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.001 

0.02 

0.03 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.072 

0.47 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 







Non-command 

Quartzite 

0.890 

0.47 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.10 

0.004 

0.10 

0.14 


Bhangdoli 

0806000900884400 

4.024 

Fresh 

Non-command 

Non-command 

Quartzite 

2.592 

0.99 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.21 

0.013 

0.41 

0.54 


Bhoodiyawas 

0806000900882600 

2.403 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.385 

1.92 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.09 

0.17 

0.002 

0.10 

0.13 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.003 

1.92 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dhaital 

0806000900884500 

1.769 

Fresh 

Non-command 

Non-command 

Quartzite 

0.183 

0.79 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.07 

0.09 


Duharmala 

0806000900880700 

18.735 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.071 

2.43 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.506 

2.43 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.11 

0.01 

0.002 

0.02 

0.02 







Non-command 

Quartzite 

8.725 

2.43 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.45 

0.35 

0.08 

0.042 

0.30 

0.39 


Ganeshpura With Rundh Kali Gha 

0806000900884000 

21.118 

Fresh 

Non-command 

Non-command 

Quartzite 

6.886 

2.96 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.42 

0.32 

0.01 

0.033 

0.21 

0.27 







Non-command 

Slate 

5.035 

2.96 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.31 

0.24 

0.01 

0.024 

0.15 

0.20 





Saline 

Non-command 

Non-command 

Quartzite 

1.524 

2.96 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.00 

0.007 

0.05 

0.06 


Gurha 

0806000900885300 

2.857 

Fresh 

Non-command 

Non-command 

Quartzite 

0.060 

0.68 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Gurha Kishordas 

0806000900885400 

3.310 

Fresh 

Non-command 

Non-command 

Quartzite 

1.940 

0.85 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.07 

0.009 

0.37 

0.49 







Non-command 

Slate 

0.033 

0.85 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Indok 

0806000700859300 

23.144 

Saline 

Non-command 

Non-command 

Quartzite 

5.219 

2.87 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.34 

0.25 

0.12 

0.027 

0.14 

0.19 







Non-command 

Limestone 

10.513 

2.87 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.67 

0.50 

0.24 

0.055 

0.28 

0.38 


Jodhawas 

0806000900885600 

5.275 

Fresh 

Non-command 

Non-command 

Quartzite 

3.641 

1.48 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.11 

0.09 

0.018 

0.44 

0.57 







Non-command 

Slate 

1.465 

1.48 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.04 

0.007 

0.18 

0.23 


Kala Chhara 

0806000700859200 

4.602 

Fresh 

Non-command 

Non-command 

Limestone 

0.296 

2.16 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.04 

0.05 





Saline 

Non-command 

Non-command 

Quartzite 

0.931 

2.16 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.005 

0.12 

0.17 







Non-command 

Limestone 

1.380 

2.16 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.01 

0.007 

0.18 

0.25 


Kanpura ( Loj) 

0806000900879800 

4.663 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.628 

0.33 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.14 

0.003 

0.08 

0.11 


Kama Ka Bas 

0806000900883900 

4.241 

Fresh 

Non-command 

Non-command 

Quartzite 

1.115 

2.97 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.00 

0.005 

0.16 

0.21 







Non-command 

Slate 

1.527 

2.97 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.00 

0.007 

0.22 

0.29 


Kharkhari Kalan 

0806000900879700 

12.217 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.132 

0.18 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 


Kharrika 

0806000900885900 

3.097 

Fresh 

Non-command 

Non-command 

Quartzite 

2.251 

1.60 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.02 

0.011 

0.46 

0.60 







Non-command 

Slate 

0.199 

1.60 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.04 

0.05 


Kraska 

0806000700859600 

30.423 

Fresh 

Non-command 

Non-command 

Quartzite 

5.681 

2.89 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.34 

0.25 

0.00 

0.030 

0.11 

0.15 







Non-command 

Slate 

4.306 

2.89 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.19 

0.00 

0.023 

0.08 

0.11 







Non-command 

Limestone 

2.557 

2.89 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.11 

0.00 

0.013 

0.05 

0.07 


Kundalka 

0806000900883800 

16.479 

Fresh 

Non-command 

Non-command 

Quartzite 

1.060 

2.95 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.00 

0.005 

0.04 

0.05 







Non-command 

Slate 

9.842 

2.95 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.60 

0.46 

0.02 

0.048 

0.37 

0.49 







Non-command 

Limestone 

0.732 

2.95 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.004 

0.03 

0.04 





Saline 

Non-command 

Non-command 

Quartzite 

0.111 

2.95 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.00 

0.01 







Non-command 

Limestone 

1.945 

2.95 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.01 

0.009 

0.07 

0.10 


Kushalgarh 

0806000700859800 

16.049 

Fresh 

Non-command 

Non-command 

Quartzite 

1.553 

2.30 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.09 

0.008 

0.06 

0.08 







Non-command 

Limestone 

1.391 

2.30 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.08 

0.007 

0.05 

0.07 





Saline 

Non-command 

Non-command 

Quartzite 

0.020 

2.30 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Limestone 

3.381 

2.30 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.12 

0.07 

0.018 

0.12 

0.18 


Laha Ka Bas 

0806000900884200 

2.762 

Fresh 

Non-command 

Non-command 

Quartzite 

1.364 

1.59 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.07 

0.007 

0.32 

0.41 







Non-command 

Slate 

0.214 

1.59 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.05 

0.06 


Madhogarh 

0806000700859100 

27.942 

Fresh 

Non-command 

Non-command 

Limestone 

0.552 

2.53 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.003 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Limestone 

0.006 

2.53 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Manawas 

0806000900879900 

5.457 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.204 

0.50 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.11 

0.07 

0.21 

0.006 

0.12 

0.19 







Non-command 

Quartzite 

0.757 

0.50 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.06 

0.004 

0.08 

0.12 







Non-command 

Limestone 

0.193 

0.50 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.02 

0.03 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.285 

0.50 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.001 

0.03 

0.04 







Non-command 

Quartzite 

1.280 

0.50 

0.020 

0.02 

0.01 

0.00 

0.00 

0.00 

0.02 

0.01 

0.09 

0.006 

0.13 

0.20 







Non-command 

Limestone 

0.300 

0.50 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.001 

0.03 

0.05 


Mejod 

0806000900886200 

4.810 

Fresh 

Non-command 

Non-command 

Quartzite 

2.123 

1.24 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.11 

0.010 

0.28 

0.37 







Non-command 

Slate 

0.573 

1.24 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.003 

0.08 

0.10 


Mundawara 

0806000900880000 

13.542 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.735 

0.49 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.05 

0.14 

0.004 

0.03 

0.04 







Non-command 

Quartzite 

0.533 

0.49 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.003 

0.02 

0.03 







Non-command 

Limestone 

0.539 

0.49 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.07 

0.003 

0.02 

0.03 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.391 

0.49 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.05 

0.002 

0.02 

0.02 







Non-command 

Quartzite 

2.862 

0.49 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.22 

0.014 

0.12 

0.17 







Non-command 

Limestone 

1.056 

0.49 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.08 

0.005 

0.05 

0.06 


Mundiyawas 

0806000900885500 

4.326 

Fresh 

Non-command 

Non-command 

Quartzite 

4.114 

0.73 

0.020 

0.07 

0.00 

0.00 

0.00 

0.01 

0.12 

0.09 

0.24 

0.020 

0.61 

0.79 







Non-command 

Slate 

0.091 

0.73 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.02 


Nangalheri 

0806000900880600 

5.690 

Fresh 

Non-command 

Non-command 

Quartzite 

0.529 

2.10 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.003 

0.06 

0.08 







Non-command 

Limestone 

1.670 

2.10 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.08 

0.008 

0.18 

0.25 





Saline 

Non-command 

Non-command 

Quartzite 

1.458 

2.10 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.04 

0.007 

0.16 

0.21 







Non-command 

Limestone 

0.215 

2.10 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.03 


Nathoosar 

0806000800874900 

12.346 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.050 

0.63 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rah Ka Mala 

0806000900880400 

6.004 

Saline 

Non-command 

Non-command 

Quartzite 

3.620 

1.47 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.09 

0.00 

0.017 

0.37 

0.50 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.08 

0.03 

201.28 

0.03 

- 

0.03 

0.02 

0.14 

0.00 

- 

- 

- 

- 

- 

0.004 

0.038 

0.002 

0.036 

0.050 

137.20 

Over Exploited 

Bamanwas Kankar 

0806000900880300 

0.24 

0.00 

1,852.76 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.039 

4,083.78 

Over Exploited 



0.22 

0.00 

10,693.16 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.008 

9,226.35 

Over Exploited 



0.10 

0.01 

219.48 

0.01 

- 

0.01 

0.01 

0.12 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.022 

0.001 

0.021 

0.102 

486.32 

Over Exploited 

Bhangdoli 

0806000900884400 

0.10 

0.11 

(20.69) 

0.09 

0.00 

0.09 

0.05 

0.47 

0.01 

0.0200 

- 

- 

0.002 

0.022 

0.035 

0.122 

0.006 

0.116 

0.219 

188.59 

Over Exploited 

Bhoodiyawas 

0806000900882600 

0.24 

0.01 

864.01 

0.01 

0.01 

0.02 

0.01 

0.12 

0.00 

0.0200 

- 

- 

- 

0.020 

0.021 

0.043 

0.002 

0.040 

0.175 

431.83 

Over Exploited 



0.22 

0.00 

85,458.98 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dhaital 

0806000900884500 

0.10 

0.00 

56.95 

0.00 

0.00 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.003 

0.000 

0.002 

0.007 

280.55 

Over Exploited 

Duharmala 

0806000900880700 

0.24 

0.00 

573,057.01 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.00 

5,809.95 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.010 

432.73 

Over Exploited 



0.10 

0.20 

########## 

0.25 

- 

0.25 

0.04 

0.33 

0.03 

0.0100 

- 

- 

- 

0.010 

0.036 

0.282 

0.014 

0.268 

0.123 

45.94 

Safe 

Ganeshpura With Rundh Kali Gha 

0806000900884000 

0.10 

0.14 

624,642.37 

0.17 

- 

0.17 

0.03 

0.23 

0.02 

- 

- 

- 

- 

- 

0.018 

0.189 

0.009 

0.179 

0.041 

22.99 

Safe 



0.08 

0.06 

703,200.12 

0.07 

- 

0.07 

0.02 

0.17 

0.01 

- 

- 

- 

- 

- 

0.008 

0.081 

0.004 

0.077 

0.032 

42.13 

Safe 



0.10 

0.01 

14,384.80 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.008 

0.007 

96.15 

Critical 

Gurha 

0806000900885300 

0.10 

0.00 

645.78 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gurha Kishordas 

0806000900885400 

0.10 

0.07 

(43.70) 

0.06 

- 

0.06 

0.05 

0.42 

0.01 

- 

- 

- 

- 

- 

0.009 

0.067 

0.003 

0.064 

0.081 

126.97 

Over Exploited 



0.08 

0.00 

2,906.06 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Indok 

0806000700859300 

0.12 

0.02 

########## 

0.03 

- 

0.03 

0.02 

0.16 

0.00 

0.0300 

- 

- 

- 

0.030 

0.033 

0.059 

0.003 

0.056 

0.146 

262.82 

Over Exploited 



0.12 

0.35 

34,968.60 

0.42 

0.01 

0.43 

0.04 

0.32 

0.04 

0.0400 

- 

- 

- 

0.040 

0.084 

0.510 

0.026 

0.485 

0.293 

60.48 

Safe 

Jodhawas 

0806000900885600 

0.10 

0.16 

(33.99) 

0.13 

- 

0.13 

0.06 

0.50 

0.02 

0.0100 

- 

- 

- 

0.010 

0.031 

0.159 

0.008 

0.151 

0.110 

72.44 

Semi Critical 



0.08 

0.01 

755.32 

0.01 

- 

0.01 

0.02 

0.20 

0.00 

- 

- 

- 

- 

- 

0.001 

0.014 

0.001 

0.013 

0.043 

324.28 

Over Exploited 

Kala Chhara 

0806000700859200 

0.12 

0.00 

360.04 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.002 

92.96 

Critical 



0.12 

0.01 

1,885.26 

0.01 

- 

0.01 

0.01 

0.13 

0.00 

- 

- 

- 

- 

- 

0.001 

0.014 

0.001 

0.013 

0.015 

112.42 

Over Exploited 



0.12 

0.03 

65.80 

0.03 

- 

0.03 

0.02 

0.20 

0.00 

- 

- 

- 

- 

- 

0.004 

0.039 

0.002 

0.037 

0.020 

55.29 

Safe 

Kanpura ( Loj) 

0806000900879800 

0.24 

0.01 

1,477.82 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.007 

0.139 

1,864.77 

Over Exploited 

Kama Ka Bas 

0806000900883900 

0.10 

0.02 

4,530.12 

0.02 

- 

0.02 

0.02 

0.18 

0.00 

- 

- 

- 

- 

- 

0.002 

0.021 

0.001 

0.020 

0.005 

26.79 

Safe 



0.08 

0.02 

902,632.64 

0.03 

- 

0.03 

0.03 

0.25 

0.00 

- 

- 

- 

- 

- 

0.003 

0.028 

0.001 

0.027 

0.007 

27.63 

Safe 

Kharkhari Kalan 

0806000900879700 

0.24 

0.00 

978.21 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.013 

5,129.04 

Over Exploited 

Kharrika 

0806000900885900 

0.10 

0.10 

(39.16) 

0.08 

- 

0.08 

0.06 

0.52 

0.01 

- 

- 

- 

- 

- 

0.013 

0.097 

0.005 

0.092 

0.029 

31.46 

Safe 



0.08 

0.00 

655.67 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Kraska 

0806000700859600 

0.12 

0.08 

238.03 

0.09 

- 

0.09 

0.01 

0.12 

0.01 

- 

- 

- 

- 

- 

0.010 

0.100 

0.005 

0.095 

0.030 

31.55 

Safe 



0.10 

0.04 

88,125.71 

0.04 

- 

0.04 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.005 

0.047 

0.002 

0.045 

0.023 

50.51 

Safe 



0.12 

0.02 

628.63 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.002 

0.020 

0.001 

0.019 

0.013 

70.09 

Semi Critical 

Kundalka 

0806000900883800 

0.10 

0.00 

174,599.77 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.005 

0.005 

97.13 

Critical 



0.08 

0.29 

43,463.09 

0.35 

- 

0.35 

0.05 

0.42 

0.04 

- 

- 

- 

- 

- 

0.037 

0.386 

0.019 

0.366 

0.066 

17.89 

Safe 



0.08 

0.00 

1,928.08 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.004 

173.20 

Over Exploited 



0.10 

0.00 

10,536.77 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.08 

0.01 

662.84 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.015 

0.001 

0.014 

0.014 

99.90 

Critical 

Kushalgarh 

0806000700859800 

0.12 

0.01 

########## 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.023 

0.001 

0.022 

0.102 

468.38 

Over Exploited 



0.12 

0.01 

983,384.56 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.021 

0.001 

0.020 

0.086 

438.46 

Over Exploited 



0.12 

0.00 

399,732.15 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.05 

177,067.51 

0.06 

- 

0.06 

0.01 

0.14 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.074 

0.004 

0.070 

0.091 

129.21 

Over Exploited 

Laha Ka Bas 

0806000900884200 

0.10 

0.04 

13.01 

0.05 

- 

0.05 

0.04 

0.36 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.064 

0.003 

0.061 

0.077 

125.27 

Over Exploited 



0.08 

0.00 

511.99 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.015 

1,401.77 

Over Exploited 

Madhogarh 

0806000700859100 

0.12 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.003 

379.85 

Over Exploited 



0.12 

0.00 

206,919.66 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Manawas 

0806000900879900 

0.24 

0.02 

1,193.85 

0.03 

0.01 

0.04 

0.01 

0.14 

0.00 

0.0400 

- 

- 

- 

0.040 

0.043 

0.082 

0.004 

0.078 

0.215 

276.80 

Over Exploited 



0.10 

0.00 

2,268.60 

0.00 

- 

0.00 

0.01 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.014 

0.066 

469.83 

Over Exploited 



0.08 

0.00 

296.25 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.018 

4,721.93 

Over Exploited 



0.22 

0.00 

871.05 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.012 

0.037 

317.48 

Over Exploited 



0.10 

0.02 

(10.02) 

0.01 

0.01 

0.02 

0.02 

0.14 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.047 

0.002 

0.045 

0.097 

218.15 

Over Exploited 



0.08 

0.00 

1,056.33 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.027 

3,012.60 

Over Exploited 

Mejod 

0806000900886200 

0.10 

0.06 

6.37 

0.06 

- 

0.06 

0.04 

0.32 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.081 

0.004 

0.077 

0.118 

153.13 

Over Exploited 



0.08 

0.00 

9,601.44 

0.00 

- 

0.00 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.033 

806.23 

Over Exploited 

Mundawara 

0806000900880000 

0.24 

0.01 

823.44 

0.01 

0.01 

0.02 

0.00 

0.04 

0.00 

0.0200 

- 

- 

- 

0.020 

0.021 

0.037 

0.002 

0.036 

0.141 

395.22 

Over Exploited 



0.10 

0.00 

5,953.03 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.047 

3,367.08 

Over Exploited 



0.08 

0.00 

1,685.14 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.011 

0.073 

674.56 

Over Exploited 



0.22 

0.00 

1,506.22 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.055 

484.28 

Over Exploited 



0.10 

0.02 

2,369.31 

0.02 

- 

0.02 

0.02 

0.14 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.041 

0.002 

0.039 

0.237 

610.57 

Over Exploited 



0.08 

0.00 

455.58 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.014 

0.089 

620.89 

Over Exploited 

Mundiyawas 

0806000900885500 

0.10 

0.25 

(63.73) 

0.20 

0.01 

0.21 

0.08 

0.69 

0.03 

0.0100 

- 

- 

0.019 

0.029 

0.061 

0.274 

0.014 

0.260 

0.262 

100.68 

Over Exploited 



0.08 

0.00 

914.27 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.006 

5,175.74 

Over Exploited 

Nangalheri 

0806000900880600 

0.10 

0.00 

440.21 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.015 

385.16 

Over Exploited 



0.08 

0.02 

37,957.40 

0.03 

- 

0.03 

0.02 

0.20 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.040 

0.002 

0.038 

0.086 

225.18 

Over Exploited 



0.10 

0.01 

78,921.54 

0.02 

- 

0.02 

0.02 

0.18 

0.00 

- 

- 

- 

- 

- 

0.002 

0.019 

0.001 

0.018 

0.048 

265.29 

Over Exploited 



0.08 

0.00 

1,559.27 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.006 

1,205.11 

Over Exploited 

Nathoosar 

0806000800874900 

0.24 

0.00 

9,423.28 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rah Ka Mala 

0806000900880400 

0.10 

0.14 

(35.52) 

0.11 

- 

0.11 

0.05 

0.42 

0.02 

- 

- 

- 

- 

- 

0.017 

0.126 

0.006 

0.119 

0.017 

14.63 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Raipura 

080600090088600C 

4.241 

Fresh 

Non-command 

Non-command 

Quartzite 

0.715 

1.65 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.003 

0.11 

0.14 







Non-command 

Slate 

0.064 

1.65 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Rundh Binak 

080600070085530C 

66.776 

Fresh 

Non-command 

Non-command 

Quartzite 

0.037 

1.82 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Limestone 

0.075 

1.82 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rundh Kraska 

080600070085950C 

13.244 

Fresh 

Non-command 

Non-command 

Quartzite 

0.975 

2.77 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.00 

0.005 

0.04 

0.06 







Non-command 

Slate 

0.002 

2.77 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Limestone 

3.876 

2.77 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.16 

0.00 

0.020 

0.17 

0.24 





Saline 

Non-command 

Non-command 

Quartzite 

0.299 

2.77 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.002 

0.01 

0.02 







Non-command 

Limestone 

2.150 

2.77 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.09 

0.00 

0.011 

0.10 

0.13 


Rundh Madhogarh 

0806000700855400 

9.440 

Fresh 

Non-command 

Non-command 

Limestone 

0.258 

1.76 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.02 


Shyampura 

0806000900886100 

3.413 

Fresh 

Non-command 

Non-command 

Quartzite 

0.257 

1.56 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.05 

0.06 


Siraska 

0806000900883700 

12.648 

Fresh 

Non-command 

Non-command 

Quartzite 

2.568 

3.21 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.13 

0.01 

0.012 

0.13 

0.17 







Non-command 

Slate 

2.655 

3.21 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.14 

0.01 

0.013 

0.13 

0.17 







Non-command 

Limestone 

0.057 

3.21 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Quartzite 

0.852 

3.21 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.00 

0.004 

0.04 

0.05 







Non-command 

Slate 

0.026 

3.21 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Limestone 

1.042 

3.21 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.00 

0.005 

0.05 

0.07 


Thanagazi 

0806000900883600 

10.885 

Fresh 

Non-command 

Non-command 

Quartzite 

1.930 

2.60 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.13 

0.10 

0.17 

0.009 

0.11 

0.15 







Non-command 

Slate 

0.773 

2.60 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.07 

0.004 

0.05 

0.06 





Saline 

Non-command 

Non-command 

Quartzite 

0.741 

2.60 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.04 

0.004 

0.04 

0.06 


Todi Luharan 

0806000900885700 

3.634 

Fresh 

Non-command 

Non-command 

Quartzite 

0.885 

1.17 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.004 

0.16 

0.20 







Non-command 

Slate 

2.510 

1.17 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.03 

0.012 

0.44 

0.57 


Todi Neejran 

0806000900885800 

2.275 

Fresh 

Non-command 

Non-command 

Quartzite 

1.353 

1.63 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.01 

0.007 

0.38 

0.49 







Non-command 

Slate 

0.427 

1.63 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.12 

0.16 


Tolawas 

0806000900880800 

4.315 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.462 

1.04 

0.120 

0.03 

0.01 

0.00 

0.00 

0.00 

0.08 

0.06 

0.14 

0.002 

0.07 

0.09 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.107 

1.04 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.001 

0.02 

0.02 

02001009 

Agma 

0807000200975600 

1.779 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

1.779 

0.80 

0.100 

0.03 

0.01 

0.00 

0.00 

0.00 

0.16 

0.09 

0.12 

0.016 

0.57 

0.96 


Ahalwari 

0807000100955400 

1.689 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

1.689 

1.11 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.21 

0.14 

0.12 

0.015 

0.49 

0.72 


Akata 

0807000200971700 

3.467 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

3.467 

0.72 

0.100 

0.11 

0.02 

0.01 

0.01 

0.00 

0.32 

0.19 

0.39 

0.030 

0.57 

0.96 


Akbarpur 

0807000200972200 

1.390 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.969 

0.69 

0.100 

0.03 

0.01 

0.00 

0.00 

0.00 

0.08 

0.05 

0.11 

0.009 

0.40 

0.67 





Saline 

Gurgaon Canal 

Command 

Older Alluvium 

0.420 

0.69 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.04 

0.004 

0.17 

0.29 


Anchwara 

0807000200967800 

2.874 

Saline 

Gurgaon Canal 

Command 

Older Alluvium 

2.870 

0.66 

0.100 

0.12 

0.03 

0.01 

0.01 

0.00 

0.26 

0.16 

0.45 

0.025 

0.56 

0.94 


Angrawali 

0807000200974800 

3.292 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.030 

1.68 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.54 

0.32 

0.10 

0.027 

0.53 

0.89 






Gurgaon Canal 

Command 

Older Alluvium 

0.011 

1.68 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Arazi Satwas 

0807000200971100 

1.751 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.003 

0.58 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Gurgaon Canal 

Command 

Older Alluvium 

1.748 

0.58 

0.100 

0.10 

0.01 

0.00 

0.00 

0.00 

0.19 

0.11 

0.39 

0.015 

0.57 

0.96 


Asooka 

0807000200972500 

0.921 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.019 

0.64 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 





Saline 

Gurgaon Canal 

Command 

Older Alluvium 

0.902 

0.64 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.06 

0.18 

0.008 

0.56 

0.94 


Badli 

0807000200974400 

1.727 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.727 

1.57 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.29 

0.17 

0.04 

0.015 

0.57 

0.95 


Bahadarpur 

0807000100954900 

1.855 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

1.740 

1.05 

0.100 

0.08 

0.02 

0.00 

0.00 

0.00 

0.24 

0.16 

0.29 

0.015 

0.45 

0.67 


Bajhera 

0807000200976200 

1.581 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

1.581 

0.72 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.14 

0.08 

0.16 

0.014 

0.57 

0.96 


Bamanwari 

0807000100955300 

5.497 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

5.497 

1.02 

0.100 

0.21 

0.05 

0.01 

0.01 

0.00 

0.69 

0.49 

0.79 

0.048 

0.47 

0.67 


Bansoli 

0807000200979000 

1.594 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.564 

0.19 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.03 

0.014 

0.54 

0.88 


Barauli Dhau 

0807000200978000 

5.865 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.865 

0.76 

0.100 

0.12 

0.02 

0.00 

0.00 

0.00 

0.54 

0.33 

0.40 

0.051 

0.56 

0.94 


Barh 

0807000100966000 

0.784 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.314 

1.54 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.06 

0.002 

0.22 

0.37 


Baroda 

0807000100959400 

1.701 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

1.701 

0.89 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.20 

0.13 

0.23 

0.015 

0.50 

0.75 


Bas Karmooka 

0807000200975000 

2.339 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.844 

1.34 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.03 

0.007 

0.21 

0.35 






Gurgaon Canal 

Command 

Older Alluvium 

1.493 

1.34 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.12 

0.04 

0.013 

0.36 

0.62 


Bas Laddooka 

0807000200977800 

1.654 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.654 

1.58 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.28 

0.17 

0.07 

0.015 

0.57 

0.95 


Bas Nandera 

0807000200972800 

2.401 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

2.393 

0.72 

0.100 

0.07 

0.02 

0.00 

0.01 

0.00 

0.21 

0.13 

0.26 

0.021 

0.57 

0.96 





Saline 

Gurgaon Canal 

Command 

Older Alluvium 

0.007 

0.72 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Basra Laddooka 

0807000200975200 

2.336 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.328 

1.46 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.36 

0.21 

0.06 

0.020 

0.57 

0.96 






Gurgaon Canal 

Command 

Older Alluvium 

0.008 

1.46 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhandara 

0807000200969300 

4.450 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.466 

0.84 

0.100 

0.03 

0.01 

0.00 

0.00 

0.00 

0.06 

0.03 

0.10 

0.004 

0.06 

0.10 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.036 

0.84 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 






Gurgaon Canal 

Command 

Older Alluvium 

2.763 

0.84 

0.100 

0.12 

0.03 

0.01 

0.01 

0.00 

0.31 

0.19 

0.45 

0.024 

0.34 

0.56 


Bhooraka 

0807000200974900 

0.762 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.342 

1.62 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.01 

0.003 

0.26 

0.43 






Gurgaon Canal 

Command 

Older Alluvium 

0.420 

1.62 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.02 

0.004 

0.31 

0.53 


Bhuapur Garhi 

0807000300993700 

5.931 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.630 

0.37 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.10 

0.013 

0.15 

0.24 


Bilang 

0807000200973300 

5.983 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.726 

1.30 

0.100 

0.16 

0.04 

0.00 

0.00 

0.00 

0.86 

0.51 

0.59 

0.050 

0.54 

0.92 


Bilond 

0807000200977700 

8.073 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.702 

1.52 

0.100 

0.09 

0.01 

0.00 

0.00 

0.00 

1.25 

0.75 

0.26 

0.068 

0.54 

0.90 


Birar 

0807000200977600 

4.583 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.583 

1.27 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.62 

0.37 

0.16 

0.040 

0.57 

0.96 


Chak Nandola 

0807000200976000 

1.616 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

1.616 

0.68 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.03 

0.014 

0.57 

0.96 


Chaniyan Kalan 

0807000100959200 

1.886 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

1.811 

0.89 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.20 

0.14 

0.18 

0.016 

0.44 

0.61 


Chaniyan Khurd 

0807000100955900 

1.334 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.921 

0.88 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.07 

0.15 

0.008 

0.37 

0.60 





Saline 

Gurgaon Canal 

Command 

Older Alluvium 

0.408 

0.88 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.04 

0.004 

0.16 

0.27 


Chhichharwari 

0807000200975400 

5.326 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.303 

0.77 

0.100 

0.08 

0.02 

0.00 

0.00 

0.00 

0.31 

0.18 

0.27 

0.029 

0.35 

0.60 






Gurgaon Canal 

Command 

Older Alluvium 

2.023 

0.77 

0.100 

0.05 

0.01 

0.00 

0.01 

0.00 

0.19 

0.11 

0.18 

0.018 

0.22 

0.37 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Raipura 

0806000900886000 

0.10 

0.01 

39.19 

0.01 

- 

0.01 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.010 

0.003 

35.94 

Safe 



0.08 

0.00 

3,194.23 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rundh Binak 

0806000700855300 

0.12 

0.00 

63,033.30 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.00 

28,678.97 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rundh Kraska 

0806000700859500 

0.12 

0.01 

664.90 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.006 

0.005 

79.56 

Semi Critical 



0.10 

0.00 

617,131.54 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.08 

101.53 

0.10 

- 

0.10 

0.02 

0.20 

0.01 

- 

- 

- 

- 

- 

0.010 

0.107 

0.005 

0.102 

0.020 

20.02 

Safe 



0.12 

0.00 

69,020.76 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

278.23 

Over Exploited 



0.12 

0.02 

247.05 

0.03 

- 

0.03 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.003 

0.033 

0.002 

0.031 

0.011 

36.09 

Safe 

Rundh Madhogarh 

0806000700855400 

0.12 

0.00 

1,130.05 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

238.35 

Over Exploited 

Shyampura 

0806000900886100 

0.10 

0.00 

404.14 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.007 

466.63 

Over Exploited 

Siraska 

0806000900883700 

0.10 

0.03 

310.42 

0.04 

- 

0.04 

0.02 

0.14 

0.00 

- 

- 

- 

- 

- 

0.004 

0.043 

0.002 

0.041 

0.018 

44.62 

Safe 



0.08 

0.03 

395.23 

0.03 

- 

0.03 

0.02 

0.15 

0.00 

- 

- 

- 

- 

- 

0.004 

0.037 

0.002 

0.035 

0.019 

53.37 

Safe 



0.08 

0.00 

21,506.28 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.00 

1,065.99 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.005 

0.004 

90.66 

Critical 



0.08 

0.00 

47,063.79 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

1,092.41 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.005 

0.005 

92.64 

Critical 

Thanagazi 

0806000900883600 

0.10 

0.02 

11,196.22 

0.02 

0.01 

0.03 

0.01 

0.13 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.052 

0.003 

0.049 

0.180 

364.94 

Over Exploited 



0.08 

0.00 

1,547.67 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.078 

595.46 

Over Exploited 



0.10 

0.00 

77,589.33 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.048 

2,535.13 

Over Exploited 

Todi Luharan 

0806000900885700 

0.10 

0.01 

66,676.39 

0.02 

- 

0.02 

0.02 

0.18 

0.00 

- 

- 

- 

- 

- 

0.002 

0.018 

0.001 

0.017 

0.018 

108.92 

Over Exploited 



0.08 

0.09 

(140.08) 

0.07 

- 

0.07 

0.06 

0.50 

0.01 

- 

- 

- 

- 

- 

0.011 

0.082 

0.004 

0.078 

0.044 

56.54 

Safe 

Todi Neejran 

0806000900885800 

0.10 

0.05 

(18.69) 

0.04 

- 

0.04 

0.05 

0.43 

0.01 

- 

- 

- 

- 

- 

0.007 

0.048 

0.002 

0.046 

0.019 

40.39 

Safe 



0.08 

0.00 

62.69 

0.00 

- 

0.00 

0.02 

0.14 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.008 

156.85 

Over Exploited 

Tolawas 

0806000900880800 

0.24 

0.01 

690.97 

0.01 

0.01 

0.02 

0.01 

0.08 

0.00 

0.0200 

- 

- 

- 

0.020 

0.021 

0.040 

0.002 

0.038 

0.139 

366.14 

Over Exploited 



0.22 

0.00 

4,712.77 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.029 

6,041.42 

Over Exploited 

Agma 

0807000200975600 

0.20 

0.20 

(54.84) 

0.16 

0.02 

0.18 

0.07 

0.65 

0.03 

0.0200 

0.0041 

0.0058 

- 

0.030 

0.056 

0.237 

0.012 

0.225 

0.135 

59.87 

Safe 

Ahalwari 

0807000100955400 

0.20 

0.16 

(13.02) 

0.14 

0.02 

0.16 

0.07 

0.55 

0.02 

0.0200 

0.0039 

0.0055 

0.001 

0.031 

0.053 

0.213 

0.011 

0.203 

0.136 

66.96 

Safe 

Akata 

0807000200971700 

0.20 

0.40 

(51.45) 

0.32 

0.04 

0.35 

0.07 

0.64 

0.05 

0.0700 

0.0080 

0.0113 

0.003 

0.092 

0.144 

0.497 

0.025 

0.472 

0.416 

88.24 

Semi Critical 

Akbarpur 

0807000200972200 

0.20 

0.08 

(36.09) 

0.06 

0.01 

0.08 

0.05 

0.45 

0.01 

0.0200 

0.0022 

0.0032 

- 

0.025 

0.035 

0.111 

0.006 

0.106 

0.114 

107.35 

Over Exploited 



0.20 

0.01 

52.55 

0.02 

0.00 

0.02 

0.02 

0.19 

0.00 

0.0100 

0.0010 

0.0014 

- 

0.012 

0.014 

0.033 

0.002 

0.032 

0.046 

143.92 

Over Exploited 

Anchwara 

0807000200967800 

0.20 

0.32 

(51.30) 

0.26 

0.05 

0.31 

0.07 

0.64 

0.04 

0.0800 

0.0066 

0.0094 

0.006 

0.102 

0.145 

0.450 

0.022 

0.427 

0.472 

110.51 

Over Exploited 

Angrawali 

0807000200974800 

0.20 

0.32 

0.09 

0.32 

- 

0.32 

0.07 

0.59 

0.04 

0.0200 

- 

- 

- 

0.020 

0.062 

0.380 

0.019 

0.361 

0.127 

35.05 

Safe 



0.20 

0.00 

27,177.73 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Arazi Satwas 

0807000200971100 

0.20 

0.00 

18,736.48 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.20 

(44.17) 

0.16 

0.02 

0.17 

0.07 

0.64 

0.03 

0.0700 

0.0034 

0.0038 

- 

0.077 

0.103 

0.278 

0.014 

0.264 

0.402 

152.59 

Over Exploited 

Asooka 

0807000200972500 

0.20 

0.00 

1,504.15 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.10 

(44.30) 

0.08 

0.01 

0.09 

0.07 

0.63 

0.01 

0.0300 

0.0017 

0.0020 

- 

0.034 

0.047 

0.140 

0.007 

0.133 

0.190 

142.43 

Over Exploited 

Badli 

0807000200974400 

0.20 

0.20 

(11.63) 

0.17 

0.00 

0.17 

0.07 

0.64 

0.03 

- 

- 

- 

0.000 

0.000 

0.026 

0.199 

0.010 

0.189 

0.058 

30.71 

Safe 

Bahadarpur 

0807000100954900 

0.20 

0.16 

1.69 

0.16 

0.03 

0.19 

0.06 

0.52 

0.02 

0.0500 

0.0040 

0.0057 

- 

0.060 

0.081 

0.270 

0.013 

0.256 

0.303 

118.36 

Over Exploited 

Bajhera 

0807000200976200 

0.20 

0.18 

(55.16) 

0.14 

0.02 

0.16 

0.07 

0.65 

0.02 

0.0300 

0.0036 

0.0052 

- 

0.039 

0.062 

0.224 

0.011 

0.212 

0.171 

80.42 

Semi Critical 

Bamanwari 

0807000100955300 

0.20 

0.52 

(5.90) 

0.49 

0.08 

0.56 

0.06 

0.53 

0.07 

0.1500 

0.0127 

0.0179 

0.003 

0.184 

0.255 

0.816 

0.041 

0.776 

0.834 

107.57 

Over Exploited 

Bansoli 

0807000200979000 

0.20 

0.17 

(85.38) 

0.14 

- 

0.14 

0.07 

0.61 

0.02 

- 

- 

- 

- 

- 

0.022 

0.157 

0.008 

0.149 

0.046 

30.69 

Safe 

Barauli Dhau 

0807000200978000 

0.20 

0.66 

(50.53) 

0.53 

0.02 

0.55 

0.07 

0.64 

0.09 

0.0700 

- 

- 

0.001 

0.071 

0.157 

0.706 

0.035 

0.671 

0.449 

67.01 

Safe 

Barh 

0807000100966000 

0.25 

0.02 

181.32 

0.02 

- 

0.02 

0.03 

0.25 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.033 

0.002 

0.032 

0.057 

181.24 

Over Exploited 

Baroda 

0807000100959400 

0.20 

0.17 

(23.06) 

0.14 

0.02 

0.15 

0.07 

0.56 

0.02 

0.0300 

0.0033 

0.0037 

- 

0.037 

0.060 

0.211 

0.011 

0.200 

0.240 

119.94 

Over Exploited 

Bas Karmooka 

0807000200975000 

0.20 

0.03 

109.69 

0.04 

- 

0.04 

0.03 

0.23 

0.00 

0.0100 

- 

- 

- 

0.010 

0.015 

0.056 

0.003 

0.053 

0.034 

64.43 

Safe 



0.20 

0.11 

10.69 

0.12 

0.01 

0.13 

0.05 

0.41 

0.01 

0.0100 

0.0029 

0.0032 

0.003 

0.019 

0.033 

0.161 

0.008 

0.153 

0.051 

33.50 

Safe 

Bas Laddooka 

0807000200977800 

0.20 

0.19 

(11.13) 

0.17 

0.00 

0.17 

0.07 

0.64 

0.02 

0.0100 

- 

- 

0.002 

0.012 

0.036 

0.204 

0.010 

0.194 

0.080 

41.03 

Safe 

Bas Nandera 

0807000200972800 

0.20 

0.27 

(53.71) 

0.22 

0.03 

0.25 

0.07 

0.64 

0.04 

0.0500 

0.0055 

0.0078 

- 

0.063 

0.099 

0.347 

0.017 

0.330 

0.280 

84.90 

Semi Critical 



0.20 

0.00 

11,690.95 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Basra Laddooka 

0807000200975200 

0.20 

0.26 

(19.42) 

0.21 

- 

0.21 

0.07 

0.64 

0.03 

0.0100 

- 

- 

- 

0.010 

0.045 

0.258 

0.013 

0.245 

0.079 

32.43 

Safe 



0.20 

0.00 

21,735.96 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhandara 

0807000200969300 

0.20 

0.01 

542.30 

0.01 

0.01 

0.02 

0.01 

0.07 

0.00 

0.0200 

0.0011 

0.0015 

- 

0.023 

0.023 

0.042 

0.002 

0.040 

0.104 

262.05 

Over Exploited 



0.20 

0.00 

5,405.57 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.19 

(0.95) 

0.19 

0.04 

0.23 

0.05 

0.39 

0.02 

0.0800 

0.0064 

0.0090 

- 

0.095 

0.120 

0.350 

0.018 

0.333 

0.476 

143.22 

Over Exploited 

Bhooraka 

0807000200974900 

0.20 

0.02 

87.05 

0.02 

- 

0.02 

0.03 

0.29 

0.00 

- 

- 

- 

- 

- 

0.002 

0.023 

0.001 

0.022 

0.014 

63.33 

Safe 



0.20 

0.03 

71.12 

0.03 

0.00 

0.03 

0.04 

0.36 

0.00 

- 

0.0008 

0.0009 

- 

0.002 

0.005 

0.038 

0.002 

0.036 

0.026 

70.63 

Semi Critical 

Bhuapur Garhi 

0807000300993700 

0.25 

0.06 

22.17 

0.07 

- 

0.07 

0.02 

0.17 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.092 

0.005 

0.087 

0.116 

133.22 

Over Exploited 

Bilang 

0807000200973300 

0.20 

0.62 

(17.89) 

0.51 

0.04 

0.55 

0.07 

0.62 

0.08 

0.1100 

- 

- 

- 

0.110 

0.192 

0.744 

0.037 

0.707 

0.636 

90.03 

Critical 

Bilond 

0807000200977700 

0.20 

0.83 

(10.10) 

0.75 

0.01 

0.76 

0.07 

0.61 

0.11 

0.0300 

- 

- 

- 

0.030 

0.139 

0.895 

0.045 

0.850 

0.331 

38.89 

Safe 

Birar 

0807000200977600 

0.20 

0.52 

(29.30) 

0.42 

0.01 

0.43 

0.07 

0.64 

0.07 

0.0200 

- 

- 

0.001 

0.021 

0.089 

0.517 

0.026 

0.491 

0.202 

41.15 

Safe 

Chak Nandola 

0807000200976000 

0.20 

0.18 

(63.87) 

0.15 

0.01 

0.15 

0.07 

0.64 

0.02 

0.0100 

0.0037 

0.0053 

0.000 

0.019 

0.043 

0.198 

0.010 

0.188 

0.045 

24.06 

Safe 

Chaniyan Kalan 

0807000100959200 

0.20 

0.16 

(11.31) 

0.14 

0.02 

0.16 

0.06 

0.50 

0.02 

0.0200 

0.0035 

0.0039 

0.000 

0.028 

0.050 

0.207 

0.010 

0.196 

0.194 

98.70 

Critical 

Chaniyan Khurd 

0807000100955900 

0.20 

0.07 

(3.18) 

0.07 

0.01 

0.08 

0.05 

0.42 

0.01 

0.0300 

0.0021 

0.0030 

- 

0.035 

0.044 

0.125 

0.006 

0.118 

0.159 

134.37 

Over Exploited 



0.20 

0.01 

104.04 

0.02 

0.00 

0.02 

0.02 

0.19 

0.00 

0.0100 

0.0009 

0.0013 

- 

0.012 

0.014 

0.032 

0.002 

0.030 

0.047 

153.32 

Over Exploited 

Chhichharwari 

0807000200975400 

0.20 

0.23 

(21.26) 

0.19 

0.02 

0.21 

0.05 

0.40 

0.03 

0.0500 

- 

- 

0.007 

0.057 

0.087 

0.299 

0.015 

0.284 

0.299 

105.32 

Over Exploited 



0.20 

0.09 

26.58 

0.11 

0.02 

0.12 

0.03 

0.25 

0.01 

0.0300 

0.0047 

0.0066 

- 

0.041 

0.053 

0.177 

0.009 

0.168 

0.198 

117.71 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Chulera 

080700040099680C 

4.868 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.654 

0.86 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.02 

0.004 

0.08 

0.12 


Dahana 

0807000100959100 

2.173 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.055 

0.88 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 






Gurgaon Canal 

Command 

Older Alluvium 

1.721 

0.88 

0.100 

0.07 

0.01 

0.00 

0.00 

0.00 

0.21 

0.15 

0.26 

0.015 

0.37 

0.51 


Dandarra 

0807000200970400 

1.084 

Saline 

Gurgaon Canal 

Command 

Older Alluvium 

1.084 

0.79 

0.100 

0.03 

0.01 

0.00 

0.00 

0.00 

0.10 

0.06 

0.12 

0.010 

0.56 

0.93 


Dantka 

0807000200973900 

2.941 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.431 

0.94 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.27 

0.17 

0.12 

0.021 

0.44 

0.70 






Gurgaon Canal 

Command 

Older Alluvium 

0.285 

0.94 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.003 

0.05 

0.08 


Dhana 

0807000200976300 

1.305 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

1.305 

0.71 

0.100 

0.03 

0.01 

0.00 

0.00 

0.00 

0.11 

0.06 

0.10 

0.011 

0.57 

0.96 


Dhilawati 

0807000200971400 

3.241 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

3.241 

0.68 

0.100 

0.18 

0.04 

0.01 

0.01 

0.00 

0.35 

0.20 

0.67 

0.028 

0.57 

0.96 


Dhool Bas 

0807000200973600 

1.661 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.661 

0.96 

0.100 

0.07 

0.02 

0.00 

0.00 

0.00 

0.21 

0.13 

0.26 

0.015 

0.56 

0.93 


Fatehpur 

0807000200973200 

2.410 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.329 

1.43 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.35 

0.21 

0.07 

0.020 

0.55 

0.93 






Gurgaon Canal 

Command 

Older Alluvium 

0.082 

1.43 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.03 


Gaonri 

0807000200968500 

3.268 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.064 

1.11 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.01 

0.02 





Saline 

Gurgaon Canal 

Command 

Older Alluvium 

0.079 

1.11 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.02 


Garh Ajan 

0807000200973500 

1.147 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.116 

1.14 

0.100 

0.08 

0.01 

0.00 

0.00 

0.00 

0.20 

0.12 

0.31 

0.010 

0.55 

0.91 


Ghata 

0807000200976900 

5.346 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.493 

0.76 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.03 

0.004 

0.05 

0.09 






Gurgaon Canal 

Command 

Older Alluvium 

0.994 

0.76 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.07 

0.009 

0.11 

0.18 


Ghoghor 

0807000200979200 

3.359 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.211 

0.67 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.03 

0.06 


Ghoseenga 

0807000100954800 

3.786 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

3.786 

1.04 

0.100 

0.18 

0.04 

0.01 

0.01 

0.00 

0.51 

0.36 

0.69 

0.033 

0.47 

0.68 


Gurgaon 

0807000200972900 

1.531 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.714 

0.81 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.05 

0.15 

0.006 

0.27 

0.45 






Gurgaon Canal 

Command 

Older Alluvium 

0.237 

0.81 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.05 

0.002 

0.09 

0.15 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.426 

0.81 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.07 

0.004 

0.16 

0.27 






Gurgaon Canal 

Command 

Older Alluvium 

0.155 

0.81 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.001 

0.06 

0.10 


Gurguriya 

0807000200969900 

1.112 

Saline 

Gurgaon Canal 

Command 

Older Alluvium 

0.819 

0.80 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.06 

0.007 

0.41 

0.69 


Harooka 

0807000100955800 

1.165 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.086 

0.88 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.04 

0.06 





Saline 

Gurgaon Canal 

Command 

Older Alluvium 

0.791 

0.88 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.007 

0.36 

0.58 


Hultana 

0807000100955600 

2.754 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

2.470 

0.99 

0.100 

0.03 

0.00 

0.00 

0.01 

0.00 

0.26 

0.17 

0.07 

0.022 

0.46 

0.72 





Saline 

Gurgaon Canal 

Command 

Older Alluvium 

0.097 

0.99 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.03 


Ikhanka 

0807000100959600 

1.136 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.112 

0.89 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.001 

0.05 

0.08 






Gurgaon Canal 

Command 

Older Alluvium 

1.024 

0.89 

0.100 

0.09 

0.01 

0.00 

0.00 

0.00 

0.17 

0.11 

0.34 

0.009 

0.46 

0.72 


Indroli 

0807000200975500 

4.110 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.569 

0.68 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.08 

0.005 

0.08 

0.13 






Gurgaon Canal 

Command 

Older Alluvium 

3.541 

0.68 

0.100 

0.14 

0.02 

0.01 

0.01 

0.00 

0.35 

0.21 

0.51 

0.031 

0.49 

0.83 


Jajanka 

0807000200978700 

0.974 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.940 

0.16 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.008 

0.53 

0.88 


Jeera Hera 

0807000100955000 

1.469 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

1.419 

1.10 

0.100 

0.03 

0.01 

0.00 

0.00 

0.00 

0.17 

0.12 

0.12 

0.012 

0.47 

0.68 


Jhenjhpuri 

0807000200978800 

4.210 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.761 

0.22 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.11 

0.033 

0.49 

0.81 


Jhilpatti 

0807000200978900 

2.354 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.348 

0.51 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.15 

0.09 

0.14 

0.021 

0.55 

0.91 


Jurhara 

0807000200966600 

11.511 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

6.113 

1.09 

0.100 

0.23 

0.05 

0.01 

0.02 

0.00 

0.82 

0.54 

0.86 

0.054 

0.26 

0.40 


Kadam Khandi 

0807000200976500 

1.441 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

1.441 

0.71 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.01 

0.013 

0.57 

0.96 


Kakan Khohri 

0807000100955100 

1.617 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

1.617 

1.11 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.13 

0.05 

0.014 

0.48 

0.69 


Kalawata 

0807000200973100 

3.560 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.333 

0.90 

0.100 

0.01 

0.00 

0.00 

0.00 

0.01 

0.13 

0.07 

0.03 

0.012 

0.21 

0.36 






Gurgaon Canal 

Command 

Older Alluvium 

2.227 

0.90 

0.100 

0.02 

0.00 

0.00 

0.01 

0.00 

0.21 

0.13 

0.05 

0.020 

0.36 

0.60 


Kaltariya 

0807000100955700 

1.052 

Saline 

Gurgaon Canal 

Command 

Older Alluvium 

0.274 

0.88 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.002 

0.14 

0.22 


Kaman (M) 

0807000240701000 

24.893 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.082 

0.83 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.009 

0.00 

0.00 






Gurgaon Canal 

Command 

Older Alluvium 

24.812 

0.83 

0.100 

1.53 

0.15 

0.04 

0.06 

0.04 

3.29 

1.95 

2.34 

2.871 

0.57 

0.96 


Kanchanner 

0807000100954500 

4.383 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

4.383 

1.01 

0.100 

0.17 

0.04 

0.01 

0.01 

0.00 

0.55 

0.39 

0.61 

0.038 

0.46 

0.64 


Kanwara 

0807000200975700 

6.410 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

6.410 

0.69 

0.100 

0.27 

0.06 

0.01 

0.02 

0.00 

0.62 

0.37 

0.99 

0.056 

0.57 

0.96 


Kanwari 

0807000200972300 

0.593 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.229 

0.72 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.06 

0.002 

0.22 

0.37 





Saline 

Gurgaon Canal 

Command 

Older Alluvium 

0.363 

0.72 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.07 

0.003 

0.35 

0.59 


Karmooka 

0807000200975100 

2.447 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.004 

0.95 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Gurgaon Canal 

Command 

Older Alluvium 

2.443 

0.95 

0.100 

0.01 

0.00 

0.00 

0.01 

0.00 

0.23 

0.14 

0.02 

0.021 

0.57 

0.96 


Kathaul 

0807000100956200 

10.842 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

7.999 

0.79 

0.100 

0.18 

0.02 

0.01 

0.01 

0.00 

0.76 

0.56 

0.63 

0.070 

0.33 

0.45 


Kautka 

0807000200970900 

1.071 

Saline 

Gurgaon Canal 

Command 

Older Alluvium 

1.071 

0.55 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.09 

0.009 

0.57 

0.96 


Khairawa 

0807000100959500 

2.771 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

2.771 

0.91 

0.100 

0.14 

0.02 

0.00 

0.00 

0.00 

0.36 

0.23 

0.54 

0.024 

0.52 

0.81 


Khallooka 

0807000100954100 

3.357 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.550 

0.99 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.04 

0.005 

0.07 

0.10 


Khanpur 

0807000200977200 

2.047 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.047 

0.72 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.19 

0.11 

0.13 

0.018 

0.57 

0.95 


Khera 

0807000200979100 

1.628 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.907 

0.38 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.008 

0.31 

0.50 


Kherli Alimuddin 

0807000100954400 

1.613 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

1.586 

0.95 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.17 

0.13 

0.14 

0.014 

0.45 

0.62 


Kherli Jallo 

0807000200973800 

1.666 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.171 

0.90 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.002 

0.06 

0.09 






Gurgaon Canal 

Command 

Older Alluvium 

1.495 

0.90 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.18 

0.11 

0.21 

0.013 

0.48 

0.79 


Kherli Kazi 

0807000100956000 

1.106 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

1.101 

0.93 

0.100 

0.07 

0.02 

0.00 

0.00 

0.00 

0.15 

0.09 

0.27 

0.010 

0.52 

0.82 





Saline 

Gurgaon Canal 

Command 

Older Alluvium 

0.005 

0.93 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kherli Nanoo 

0807000100954700 

2.571 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

2.571 

1.08 

0.100 

0.05 

0.01 

0.00 

0.01 

0.00 

0.30 

0.21 

0.17 

0.023 

0.47 

0.67 


Khohra 

0807000200978500 

1.288 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.010 

0.23 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Khoontpuri 

0807000200977900 

1.796 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.796 

1.35 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.28 

0.17 

0.18 

0.016 

0.57 

0.95 


Kolri 

0807000200974500 

1.411 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.400 

1.52 

0.100 

0.07 

0.01 

0.00 

0.00 

0.00 

0.27 

0.16 

0.28 

0.012 

0.56 

0.95 


Kukarpuri 

0807000100954600 

1.161 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

1.161 

1.00 

0.100 

0.03 

0.01 

0.00 

0.00 

0.00 

0.13 

0.09 

0.12 

0.010 

0.46 

0.64 


Kulwana 

0807000200972000 

1.653 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

1.653 

0.73 

0.100 

0.09 

0.02 

0.00 

0.00 

0.00 

0.18 

0.11 

0.33 

0.015 

0.57 

0.96 


Ladlaka 

0807000100955500 

2.023 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

2.023 

1.03 

0.100 

0.08 

0.02 

0.00 

0.01 

0.00 

0.26 

0.17 

0.30 

0.018 

0.50 

0.74 



0807000200973000 

2.045 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.045 

0.84 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.21 

0.13 

0.18 

0.018 

0.57 

0.96 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Chulera 

0807000400996800 

0.25 

0.01 

365.26 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.002 

0.016 

0.001 

0.016 

0.028 

181.60 

Over Exploited 

Dahana 

0807000100959100 

0.20 

0.00 

2,584.66 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.13 

16.18 

0.15 

0.02 

0.16 

0.05 

0.42 

0.02 

0.0300 

0.0033 

0.0037 

0.001 

0.038 

0.055 

0.218 

0.011 

0.207 

0.271 

131.11 

Over Exploited 

Dandarra 

0807000200970400 

0.20 

0.12 

(50.34) 

0.10 

0.02 

0.11 

0.07 

0.63 

0.02 

0.0200 

0.0025 

0.0035 

0.001 

0.027 

0.043 

0.155 

0.008 

0.148 

0.126 

84.99 

Semi Critical 

Dantka 

0807000200973900 

0.20 

0.21 

(21.78) 

0.17 

- 

0.17 

0.06 

0.50 

0.03 

0.0100 

- 

- 

- 

0.010 

0.038 

0.209 

0.010 

0.199 

0.144 

72.53 

Semi Critical 



0.20 

0.00 

446.84 

0.00 

0.00 

0.00 

0.01 

0.06 

0.00 

- 

0.0005 

0.0006 

- 

0.001 

0.002 

0.006 

0.000 

0.006 

0.014 

235.23 

Over Exploited 

Dhana 

0807000200976300 

0.20 

0.15 

(57.72) 

0.12 

0.02 

0.14 

0.07 

0.64 

0.02 

0.0200 

0.0030 

0.0043 

0.002 

0.029 

0.049 

0.185 

0.009 

0.176 

0.111 

63.41 

Safe 

Dhilawati 

0807000200971400 

0.20 

0.37 

(44.51) 

0.30 

0.06 

0.35 

0.07 

0.64 

0.05 

0.1200 

0.0075 

0.0106 

0.003 

0.141 

0.189 

0.541 

0.027 

0.513 

0.694 

135.24 

Over Exploited 

Dhool Bas 

0807000200973600 

0.20 

0.19 

(31.98) 

0.15 

0.02 

0.17 

0.07 

0.63 

0.02 

0.0500 

- 

- 

- 

0.050 

0.074 

0.243 

0.012 

0.231 

0.279 

120.76 

Over Exploited 

Fatehpur 

0807000200973200 

0.20 

0.26 

(18.90) 

0.21 

0.00 

0.21 

0.07 

0.62 

0.03 

0.0100 

- 

- 

0.000 

0.010 

0.044 

0.252 

0.013 

0.240 

0.089 

37.29 

Safe 



0.20 

0.00 

2,012.57 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0002 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.001 

59.06 

Safe 

Gaonri 

0807000200968500 

0.20 

0.00 

2,901.24 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0002 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.001 

- 

Safe 



0.20 

0.00 

2,290.07 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0002 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.001 

63.37 

Safe 

Garh Ajan 

0807000200973500 

0.20 

0.12 

(3.39) 

0.12 

0.01 

0.13 

0.07 

0.62 

0.02 

0.0600 

- 

- 

- 

0.060 

0.076 

0.204 

0.010 

0.194 

0.316 

163.10 

Over Exploited 

Ghata 

0807000200976900 

0.20 

0.01 

445.87 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.017 

0.001 

0.016 

0.031 

195.41 

Over Exploited 



0.20 

0.02 

157.33 

0.03 

0.00 

0.03 

0.01 

0.12 

0.00 

0.0100 

0.0023 

0.0032 

- 

0.016 

0.018 

0.048 

0.002 

0.045 

0.078 

170.93 

Over Exploited 

Ghoghor 

0807000200979200 

0.20 

0.00 

490.48 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.002 

99.88 

Critical 

Ghoseenga 

0807000100954800 

0.20 

0.36 

(0.60) 

0.36 

0.06 

0.42 

0.07 

0.54 

0.05 

0.1300 

0.0087 

0.0123 

0.005 

0.156 

0.206 

0.623 

0.031 

0.592 

0.725 

122.58 

Over Exploited 

Gurgaon 

0807000200972900 

0.20 

0.04 

37.24 

0.05 

0.01 

0.06 

0.03 

0.30 

0.00 

0.0300 

- 

- 

- 

0.030 

0.035 

0.090 

0.005 

0.086 

0.160 

186.56 

Over Exploited 



0.20 

0.00 

301.30 

0.00 

0.00 

0.01 

0.01 

0.10 

0.00 

0.0100 

0.0005 

0.0008 

- 

0.011 

0.012 

0.018 

0.001 

0.017 

0.055 

324.38 

Over Exploited 



0.20 

0.01 

139.54 

0.02 

- 

0.02 

0.02 

0.18 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.028 

0.001 

0.027 

0.074 

277.74 

Over Exploited 



0.20 

0.00 

626.50 

0.00 

0.00 

0.00 

0.01 

0.07 

0.00 

0.0100 

0.0004 

0.0005 

- 

0.011 

0.011 

0.014 

0.001 

0.013 

0.031 

236.48 

Over Exploited 

Gurguriya 

0807000200969900 

0.20 

0.07 

(26.95) 

0.05 

0.00 

0.06 

0.05 

0.47 

0.01 

0.0100 

0.0019 

0.0027 

0.000 

0.015 

0.023 

0.081 

0.004 

0.077 

0.071 

92.47 

Critical 

Harooka 

0807000100955800 

0.20 

0.00 

560.58 

0.00 

0.00 

0.00 

0.01 

0.04 

0.00 

- 

0.0002 

0.0003 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.001 

44.56 

Safe 



0.20 

0.06 

(28.45) 

0.05 

0.00 

0.05 

0.05 

0.41 

0.01 

- 

0.0018 

0.0026 

- 

0.004 

0.012 

0.061 

0.003 

0.058 

0.007 

11.88 

Safe 

Hultana 

0807000100955600 

0.20 

0.23 

(26.04) 

0.18 

0.01 

0.19 

0.06 

0.52 

0.03 

0.0100 

0.0057 

0.0080 

- 

0.024 

0.054 

0.248 

0.012 

0.235 

0.096 

40.68 

Safe 



0.20 

0.00 

1,561.26 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0002 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.001 

64.29 

Safe 

Ikhanka 

0807000100959600 

0.20 

0.00 

1,037.22 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.032 

2,224.14 

Over Exploited 



0.20 

0.09 

13.54 

0.11 

0.01 

0.12 

0.06 

0.52 

0.01 

0.0400 

0.0020 

0.0022 

0.001 

0.045 

0.058 

0.180 

0.009 

0.171 

0.353 

206.61 

Over Exploited 

Indroli 

0807000200975500 

0.20 

0.01 

284.92 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.022 

0.001 

0.021 

0.084 

402.57 

Over Exploited 



0.20 

0.35 

(40.94) 

0.28 

0.03 

0.31 

0.06 

0.56 

0.05 

0.1000 

0.0068 

0.0077 

0.001 

0.115 

0.161 

0.471 

0.024 

0.448 

0.543 

121.32 

Over Exploited 

Jajanka 

0807000200978700 

0.20 

0.10 

(84.85) 

0.08 

- 

0.08 

0.07 

0.60 

0.01 

- 

- 

- 

- 

- 

0.013 

0.093 

0.005 

0.089 

0.030 

34.13 

Safe 

Jeera Hera 

0807000100955000 

0.20 

0.13 

(12.32) 

0.12 

0.02 

0.13 

0.06 

0.53 

0.02 

0.0200 

0.0033 

0.0046 

0.002 

0.030 

0.048 

0.181 

0.009 

0.172 

0.129 

75.30 

Semi Critical 

Jhenjhpuri 

0807000200978800 

0.20 

0.37 

(79.96) 

0.30 

- 

0.30 

0.06 

0.56 

0.05 

0.0100 

- 

- 

- 

0.010 

0.058 

0.355 

0.018 

0.337 

0.140 

41.52 

Safe 

Jhilpatti 

0807000200978900 

0.20 

0.26 

(64.75) 

0.21 

0.01 

0.22 

0.07 

0.63 

0.03 

0.0200 

- 

- 

0.001 

0.021 

0.054 

0.273 

0.014 

0.259 

0.164 

63.13 

Safe 

Jurhara 

0807000200966600 

0.20 

0.32 

67.45 

0.39 

0.08 

0.47 

0.04 

0.30 

0.04 

0.1600 

0.0141 

0.0199 

0.001 

0.195 

0.238 

0.704 

0.035 

0.668 

0.917 

137.12 

Over Exploited 

Kadam Khandi 

0807000200976500 

0.20 

0.16 

(61.94) 

0.13 

0.01 

0.14 

0.07 

0.64 

0.02 

- 

0.0033 

0.0047 

- 

0.008 

0.029 

0.167 

0.008 

0.159 

0.024 

14.90 

Safe 

Kakan Khohri 

0807000100955100 

0.20 

0.15 

(13.69) 

0.13 

0.01 

0.14 

0.07 

0.54 

0.02 

0.0100 

0.0037 

0.0053 

0.001 

0.020 

0.041 

0.182 

0.009 

0.173 

0.062 

36.01 

Safe 

Kalawata 

0807000200973100 

0.20 

0.06 

30.22 

0.07 

0.01 

0.07 

0.03 

0.24 

0.01 

0.0100 

- 

- 

0.008 

0.018 

0.025 

0.099 

0.005 

0.094 

0.039 

41.28 

Safe 



0.20 

0.16 

(21.19) 

0.13 

0.01 

0.14 

0.05 

0.40 

0.02 

0.0100 

0.0051 

0.0073 

- 

0.022 

0.043 

0.180 

0.009 

0.171 

0.073 

42.39 

Safe 

Kaltariya 

0807000100955700 

0.20 

0.01 

169.17 

0.01 

0.00 

0.01 

0.02 

0.16 

0.00 

0.0100 

0.0006 

0.0009 

0.000 

0.012 

0.013 

0.023 

0.001 

0.022 

0.044 

203.69 

Over Exploited 

Kaman (M) 

0807000240701000 

0.20 

0.00 

13,016.85 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.009 

24,469.51 

Over Exploited 



0.20 

2.82 

(31.10) 

2.26 

0.30 

2.56 

0.07 

0.64 

0.37 

0.4400 

0.0572 

0.0808 

0.060 

0.638 

1.007 

3.564 

0.178 

3.386 

5.214 

153.98 

Over Exploited 

Kanchanner 

0807000100954500 

0.20 

0.40 

(2.36) 

0.39 

0.06 

0.46 

0.06 

0.52 

0.06 

0.1100 

0.0101 

0.0143 

0.004 

0.138 

0.194 

0.650 

0.033 

0.618 

0.649 

105.16 

Over Exploited 

Kanwara 

0807000200975700 

0.20 

0.73 

(49.85) 

0.59 

0.09 

0.68 

0.07 

0.65 

0.10 

0.1900 

0.0148 

0.0209 

0.003 

0.228 

0.324 

0.999 

0.050 

0.949 

1.049 

110.54 

Over Exploited 

Kanwari 

0807000200972300 

0.20 

0.01 

107.61 

0.01 

0.00 

0.01 

0.03 

0.25 

0.00 

0.0100 

0.0005 

0.0007 

- 

0.011 

0.013 

0.026 

0.001 

0.024 

0.060 

245.19 

Over Exploited 



0.20 

0.03 

3.97 

0.03 

0.00 

0.03 

0.05 

0.39 

0.00 

0.0100 

0.0008 

0.0012 

- 

0.012 

0.015 

0.043 

0.002 

0.041 

0.076 

185.17 

Over Exploited 

Karmooka 

0807000200975100 

0.20 

0.00 

29,435.91 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.28 

(51.12) 

0.22 

0.01 

0.23 

0.07 

0.64 

0.04 

- 

0.0056 

0.0080 

0.002 

0.015 

0.052 

0.286 

0.014 

0.272 

0.037 

13.76 

Safe 

Kathaul 

0807000100956200 

0.20 

0.53 

5.41 

0.56 

0.05 

0.61 

0.05 

0.38 

0.07 

0.1200 

0.0154 

0.0174 

0.004 

0.157 

0.231 

0.838 

0.042 

0.797 

0.697 

87.53 

Semi Critical 

Kautka 

0807000200970900 

0.20 

0.12 

(63.24) 

0.10 

0.00 

0.10 

0.07 

0.64 

0.02 

0.0100 

0.0021 

0.0023 

0.000 

0.015 

0.031 

0.132 

0.007 

0.125 

0.095 

76.35 

Semi Critical 

Khairawa 

0807000100959500 

0.20 

0.29 

(18.87) 

0.23 

0.03 

0.26 

0.07 

0.59 

0.04 

0.1000 

0.0053 

0.0060 

- 

0.111 

0.150 

0.411 

0.021 

0.391 

0.561 

143.63 

Over Exploited 

Khallooka 

0807000100954100 

0.20 

0.01 

449.99 

0.01 

0.00 

0.01 

0.01 

0.08 

0.00 

0.0100 

0.0013 

0.0018 

- 

0.013 

0.014 

0.026 

0.001 

0.025 

0.047 

186.42 

Over Exploited 

Khanpur 

0807000200977200 

0.20 

0.23 

(51.50) 

0.19 

0.00 

0.19 

0.07 

0.64 

0.03 

0.0100 

- 

- 

0.000 

0.010 

0.040 

0.226 

0.011 

0.214 

0.148 

68.98 

Safe 

Khera 

0807000200979100 

0.20 

0.06 

(50.94) 

0.04 

0.00 

0.04 

0.04 

0.35 

0.01 

- 

- 

- 

0.000 

0.000 

0.007 

0.052 

0.003 

0.050 

0.030 

60.32 

Safe 

Kherli Alimuddin 

0807000100954400 

0.20 

0.14 

(11.16) 

0.13 

0.02 

0.14 

0.06 

0.51 

0.02 

0.0300 

0.0037 

0.0052 

0.001 

0.040 

0.059 

0.203 

0.010 

0.192 

0.151 

78.43 

Semi Critical 

Kherli Jallo 

0807000200973800 

0.20 

0.00 

728.11 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.029 

239.50 

Over Exploited 



0.20 

0.14 

(23.48) 

0.12 

0.01 

0.13 

0.06 

0.55 

0.02 

0.0400 

0.0029 

0.0032 

- 

0.046 

0.065 

0.196 

0.010 

0.186 

0.218 

117.10 

Over Exploited 

Kherli Kazi 

0807000100956000 

0.20 

0.11 

(18.41) 

0.09 

0.02 

0.12 

0.07 

0.59 

0.02 

0.0500 

0.0025 

0.0036 

- 

0.056 

0.071 

0.190 

0.009 

0.180 

0.282 

156.17 

Over Exploited 



0.20 

0.00 

13,560.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kherli Nanoo 

0807000100954700 

0.20 

0.24 

(12.06) 

0.21 

0.02 

0.24 

0.06 

0.53 

0.03 

0.0300 

0.0059 

0.0084 

0.003 

0.047 

0.080 

0.316 

0.016 

0.300 

0.193 

64.17 

Safe 

Khohra 

0807000200978500 

0.20 

0.00 

1,084.49 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khoontpuri 

0807000200977900 

0.20 

0.20 

(17.21) 

0.17 

0.01 

0.18 

0.07 

0.64 

0.03 

0.0200 

- 

- 

0.001 

0.021 

0.047 

0.226 

0.011 

0.215 

0.194 

90.16 

Critical 

Kolri 

0807000200974500 

0.20 

0.16 

2.98 

0.16 

0.01 

0.17 

0.07 

0.64 

0.02 

0.0300 

- 

- 

- 

0.030 

0.051 

0.223 

0.011 

0.212 

0.287 

135.71 

Over Exploited 

Kukarpuri 

0807000100954600 

0.20 

0.11 

(11.87) 

0.09 

0.02 

0.11 

0.06 

0.52 

0.01 

0.0200 

0.0027 

0.0038 

0.001 

0.028 

0.042 

0.152 

0.008 

0.144 

0.126 

87.39 

Semi Critical 

Kulwana 

0807000200972000 

0.20 

0.19 

(42.17) 

0.15 

0.03 

0.18 

0.07 

0.64 

0.02 

0.0600 

0.0038 

0.0054 

- 

0.069 

0.094 

0.272 

0.014 

0.258 

0.341 

131.84 

Over Exploited 

Ladlaka 

0807000100955500 

0.20 

0.20 

(13.93) 

0.17 

0.03 

0.20 

0.07 

0.56 

0.03 

0.0600 

0.0047 

0.0066 

0.001 

0.072 

0.099 

0.301 

0.015 

0.286 

0.320 

111.67 

Over Exploited 


0807000200973000 

0.20 

0.23 

(46.36) 

0.19 

0.01 

0.20 

0.07 

0.64 

0.03 

0.0300 

- 

- 

- 

0.030 

0.061 

0.257 

0.013 

0.244 

0.198 

81.04 

Semi Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Lalpur 

0807000200975300 

1.594 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.618 

1.06 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.02 

0.005 

0.22 

0.37 






Gurgaon Canal 

Command 

Older Alluvium 

0.976 

1.06 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.02 

0.009 

0.35 

0.59 


Lewra 

0807000200971300 

2.361 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

2.126 

0.69 

0.100 

0.26 

0.06 

0.00 

0.01 

0.00 

0.34 

0.20 

1.03 

0.019 

0.51 

0.86 





Saline 

Gurgaon Canal 

Command 

Older Alluvium 

0.235 

0.69 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.08 

0.002 

0.06 

0.10 


Luhesar 

0807000200974600 

3.820 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.589 

1.55 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.60 

0.35 

0.16 

0.031 

0.53 

0.90 


Manchi 

0807000200978200 

2.129 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.611 

0.59 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.01 

0.005 

0.16 

0.26 


Mauroli 

0807000200977100 

1.873 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.656 

0.77 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.16 

0.09 

0.14 

0.015 

0.50 

0.84 


Moongaska 

0807000100959700 

5.538 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.512 

0.90 

0.100 

0.10 

0.01 

0.00 

0.00 

0.00 

0.50 

0.33 

0.34 

0.040 

0.41 

0.61 






Gurgaon Canal 

Command 

Older Alluvium 

0.523 

0.90 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.03 

0.005 

0.05 

0.07 


Moonsepur 

0807000200969500 

2.718 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.508 

0.83 

0.100 

0.09 

0.02 

0.00 

0.00 

0.00 

0.20 

0.12 

0.34 

0.013 

0.31 

0.53 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.126 

0.83 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.13 

0.08 

0.19 

0.010 

0.23 

0.39 






Gurgaon Canal 

Command 

Older Alluvium 

0.084 

0.83 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.001 

0.02 

0.03 


Mullaka 

0807000200976700 

2.059 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

1.952 

0.70 

0.100 

0.03 

0.01 

0.00 

0.00 

0.00 

0.15 

0.09 

0.11 

0.017 

0.54 

0.91 


Murar 

0807000200976800 

1.821 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

1.668 

0.69 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.07 

0.015 

0.52 

0.88 


Nagla Baldeo 

0807000200968000 

0.422 

Saline 

Gurgaon Canal 

Command 

Older Alluvium 

0.295 

1.06 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.04 

0.003 

0.39 

0.66 


Nagla Bhatt Ki 

0807000200970600 

1.790 

Saline 

Gurgaon Canal 

Command 

Older Alluvium 

1.790 

0.55 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.10 

0.016 

0.56 

0.94 


Nagla Dansahay 

0807000200967700 

0.646 

Saline 

Gurgaon Canal 

Command 

Older Alluvium 

0.646 

0.56 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.06 

0.006 

0.57 

0.95 


Nagla Harnarayan 

0807000200976400 

1.440 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

1.440 

0.70 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.06 

0.013 

0.57 

0.96 


Nagla Harsukh 

0807000200976600 

0.839 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.837 

0.71 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.04 

0.007 

0.57 

0.96 


Nagla Ishrisingh 

0807000200967600 

1.756 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.002 

0.69 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Gurgaon Canal 

Command 

Older Alluvium 

1.091 

0.69 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.08 

0.010 

0.35 

0.59 


Nagla Jalim 

0807000200967900 

0.943 

Saline 

Gurgaon Canal 

Command 

Older Alluvium 

0.745 

0.88 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.03 

0.007 

0.45 

0.75 


Nagla Jasram 

0807000200970500 

0.697 

Saline 

Gurgaon Canal 

Command 

Older Alluvium 

0.697 

0.64 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.04 

0.006 

0.56 

0.94 


Nagla Kishorsingh 

0807000200977300 

0.901 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.901 

0.81 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.05 

0.008 

0.57 

0.96 


Nagla Kulwana 

0807000200972100 

1.359 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

1.359 

0.76 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.13 

0.08 

0.13 

0.012 

0.57 

0.96 


Nagla Mukariv 

0807000200973700 

2.961 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.875 

1.03 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.34 

0.20 

0.16 

0.025 

0.53 

0.88 


Nagla Shahjad 

0807000200973400 

1.426 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.422 

1.13 

0.100 

0.03 

0.01 

0.00 

0.00 

0.00 

0.18 

0.11 

0.12 

0.012 

0.56 

0.95 


Nagla Sitaram 

0807000200972600 

1.124 

Saline 

Gurgaon Canal 

Command 

Older Alluvium 

1.124 

0.53 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.05 

0.15 

0.010 

0.57 

0.96 


Nagla Sonokhar 

0807000200969800 

1.180 

Saline 

Gurgaon Canal 

Command 

Older Alluvium 

0.662 

0.83 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.04 

0.006 

0.31 

0.51 


Nagla Vadipur 

0807000200970800 

0.748 

Saline 

Gurgaon Canal 

Command 

Older Alluvium 

0.748 

0.73 

0.100 

0.03 

0.01 

0.00 

0.00 

0.00 

0.07 

0.04 

0.10 

0.007 

0.57 

0.95 


Nagla Vanchariya 

0807000200970200 

1.098 

Saline 

Gurgaon Canal 

Command 

Older Alluvium 

0.995 

0.88 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.04 

0.009 

0.51 

0.84 


Nandera 

0807000200972700 

4.444 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

1.231 

0.70 

0.100 

0.03 

0.01 

0.00 

0.00 

0.00 

0.10 

0.06 

0.11 

0.011 

0.16 

0.27 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.013 

0.70 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Gurgaon Canal 

Command 

Older Alluvium 

3.200 

0.70 

0.100 

0.06 

0.01 

0.01 

0.01 

0.00 

0.26 

0.15 

0.22 

0.028 

0.41 

0.69 


Nandola 

0807000200976100 

1.314 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

1.314 

0.65 

0.100 

0.07 

0.02 

0.00 

0.00 

0.00 

0.13 

0.08 

0.25 

0.012 

0.57 

0.96 


Netwari 

0807000200969700 

2.378 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.003 

0.78 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Gurgaon Canal 

Command 

Older Alluvium 

2.375 

0.78 

0.100 

0.06 

0.01 

0.00 

0.01 

0.00 

0.22 

0.13 

0.22 

0.021 

0.56 

0.94 


Olanda 

0807000200978600 

1.784 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.100 

0.15 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.03 

0.05 


Pai 

0807000200969100 

7.502 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.439 

0.85 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.03 

0.004 

0.03 

0.05 


Palla 

0807000200977000 

4.739 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.754 

0.80 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.25 

0.15 

0.14 

0.024 

0.33 

0.56 


Palri 

0807000200971200 

1.102 

Saline 

Gurgaon Canal 

Command 

Older Alluvium 

1.102 

0.66 

0.100 

0.15 

0.04 

0.00 

0.00 

0.00 

0.18 

0.10 

0.59 

0.010 

0.57 

0.96 


Parehi 

0807000200970100 

2.149 

Saline 

Gurgaon Canal 

Command 

Older Alluvium 

0.806 

0.85 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.06 

0.007 

0.21 

0.34 


Pasopa 

0807000400996600 

7.000 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.682 

0.67 

0.150 

0.08 

0.01 

0.00 

0.00 

0.00 

0.54 

0.33 

0.27 

0.030 

0.38 

0.62 


Pathwari 

0807000200968300 

1.976 

Saline 

Gurgaon Canal 

Command 

Older Alluvium 

0.175 

1.21 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.002 

0.05 

0.08 


Radhanagri 

0807000200971500 

1.270 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

1.270 

0.71 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.12 

0.07 

0.17 

0.011 

0.57 

0.96 


Rawatpura 

0807000200974700 

1.289 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.141 

1.59 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.11 

0.03 

0.010 

0.50 

0.85 


Rosyaka 

0807000200969600 

1.932 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.882 

0.81 

0.100 

0.03 

0.01 

0.00 

0.00 

0.00 

0.09 

0.05 

0.12 

0.008 

0.26 

0.44 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.792 

0.81 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.07 

0.007 

0.23 

0.39 






Gurgaon Canal 

Command 

Older Alluvium 

0.258 

0.81 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.002 

0.08 

0.13 


Rundh Kanwara 

0807000200975900 

0.905 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.905 

0.64 

0.100 

0.03 

0.01 

0.00 

0.00 

0.00 

0.07 

0.04 

0.09 

0.008 

0.57 

0.96 


Rundh Nandola 

0807000200975800 

0.663 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.663 

0.59 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.006 

0.57 

0.96 


Rundh Sablana 

0807000200977400 

1.184 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.184 

0.85 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.03 

0.010 

0.57 

0.96 


Sablana 

0807000200977500 

8.171 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.095 

0.88 

0.100 

0.09 

0.02 

0.00 

0.00 

0.01 

0.77 

0.46 

0.27 

0.071 

0.56 

0.95 






Gurgaon Canal 

Command 

Older Alluvium 

0.076 

0.88 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.01 

0.01 


Sahsan 

0807000100956100 

13.150 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

13.150 

0.97 

0.100 

0.36 

0.08 

0.02 

0.03 

0.01 

1.49 

1.01 

1.27 

0.115 

0.48 

0.71 


Samsalka 

0807000100959800 

4.104 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.567 

0.96 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.03 

0.005 

0.07 

0.10 






Gurgaon Canal 

Command 

Older Alluvium 

0.446 

0.96 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.03 

0.004 

0.05 

0.07 


Sanwler 

0807000100959000 

7.934 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.037 

1.00 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Gurgaon Canal 

Command 

Older Alluvium 

0.346 

1.00 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.04 

0.003 

0.02 

0.03 


Sarwarka 

0807000100958600 

2.415 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.247 

0.96 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.002 

0.05 

0.06 


Satpura 

0807000100955200 

1.694 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

1.694 

1.18 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.22 

0.15 

0.13 

0.015 

0.48 

0.70 


Satwas 

0807000200971000 

3.277 

Saline 

Gurgaon Canal 

Command 

Older Alluvium 

3.277 

0.51 

0.100 

0.13 

0.02 

0.00 

0.01 

0.00 

0.26 

0.16 

0.47 

0.029 

0.57 

0.96 


Saumka 

0807000100959300 

3.740 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

3.740 

0.88 

0.100 

0.15 

0.02 

0.01 

0.01 

0.00 

0.45 

0.31 

0.57 

0.033 

0.48 

0.69 


Seu 

0807000400996900 

6.389 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.135 

0.78 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.01 

0.02 


Sonokhar 

0807000200970000 

2.269 

Saline 

Gurgaon Canal 

Command 

Older Alluvium 

0.802 

0.83 

0.100 

0.02 

0.01 

0.00 

0.00 

0.00 

0.07 

0.04 

0.09 

0.007 

0.19 

0.32 


Sunhera 

0807000200971600 

4.137 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

4.137 

0.72 

0.100 

0.12 

0.03 

0.01 

0.01 

0.00 

0.37 

0.22 

0.44 

0.036 

0.57 

0.96 


Takora 

0807000200972400 

1.133 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.983 

0.74 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.009 

0.49 

0.84 





Saline 

Gurgaon Canal 

Command 

Older Alluvium 

0.149 

0.74 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.08 

0.13 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Lalpur 

0807000200975300 

0.20 

0.03 

62.10 

0.03 

0.00 

0.03 

0.03 

0.25 

0.00 

- 

- 

- 

0.001 

0.001 

0.004 

0.038 

0.002 

0.036 

0.027 

76.19 

Semi Critical 



0.20 

0.07 

(4.39) 

0.07 

0.00 

0.07 

0.05 

0.40 

0.01 

- 

0.0019 

0.0021 

0.000 

0.004 

0.013 

0.082 

0.004 

0.077 

0.031 

39.44 

Safe 

Lewra 

0807000200971300 

0.20 

0.22 

(8.02) 

0.20 

0.07 

0.27 

0.07 

0.58 

0.03 

0.1900 

0.0049 

0.0069 

- 

0.202 

0.230 

0.500 

0.025 

0.475 

1.047 

220.41 

Over Exploited 



0.20 

0.00 

684.38 

0.00 

0.00 

0.00 

0.01 

0.06 

0.00 

0.0100 

0.0005 

0.0008 

- 

0.011 

0.012 

0.016 

0.001 

0.015 

0.077 

511.62 

Over Exploited 

Luhesar 

0807000200974600 

0.20 

0.38 

(7.67) 

0.35 

0.01 

0.36 

0.07 

0.60 

0.05 

0.0200 

- 

- 

- 

0.020 

0.070 

0.435 

0.022 

0.413 

0.195 

47.35 

Safe 

Manchi 

0807000200978200 

0.20 

0.02 

12.60 

0.02 

0.00 

0.02 

0.02 

0.18 

0.00 

- 

- 

- 

0.000 

0.000 

0.003 

0.025 

0.001 

0.023 

0.016 

69.86 

Safe 

Mauroli 

0807000200977100 

0.20 

0.17 

(43.45) 

0.13 

0.01 

0.14 

0.06 

0.57 

0.02 

0.0300 

- 

- 

- 

0.030 

0.051 

0.194 

0.010 

0.184 

0.158 

85.44 

Semi Critical 

Moongaska 

0807000100959700 

0.20 

0.37 

(10.35) 

0.33 

0.01 

0.34 

0.05 

0.46 

0.05 

0.0400 

- 

- 

- 

0.040 

0.090 

0.428 

0.021 

0.406 

0.379 

93.19 

Critical 



0.20 

0.00 

645.43 

0.01 

0.00 

0.01 

0.01 

0.05 

0.00 

- 

0.0010 

0.0011 

- 

0.002 

0.003 

0.010 

0.001 

0.010 

0.036 

362.31 

Over Exploited 

Moonsepur 

0807000200969500 

0.20 

0.09 

22.66 

0.11 

0.02 

0.13 

0.04 

0.36 

0.01 

0.0600 

- 

- 

- 

0.060 

0.072 

0.206 

0.010 

0.196 

0.349 

178.38 

Over Exploited 



0.20 

0.05 

50.39 

0.06 

0.01 

0.07 

0.03 

0.27 

0.01 

0.0400 

- 

- 

- 

0.040 

0.047 

0.120 

0.006 

0.114 

0.198 

173.19 

Over Exploited 



0.20 

0.00 

1,216.20 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0002 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.012 

978.38 

Over Exploited 

Mullaka 

0807000200976700 

0.20 

0.21 

(58.42) 

0.17 

0.02 

0.19 

0.07 

0.61 

0.03 

0.0200 

0.0045 

0.0064 

0.000 

0.031 

0.059 

0.246 

0.012 

0.234 

0.129 

55.23 

Safe 

Murar 

0807000200976800 

0.20 

0.17 

(56.72) 

0.14 

0.01 

0.15 

0.07 

0.59 

0.02 

0.0100 

0.0038 

0.0054 

0.002 

0.021 

0.044 

0.191 

0.010 

0.182 

0.080 

43.84 

Safe 

Nagla Baldeo 

0807000200968000 

0.20 

0.02 

2.76 

0.02 

0.00 

0.03 

0.05 

0.45 

0.00 

0.0100 

0.0008 

0.0010 

0.000 

0.012 

0.015 

0.040 

0.002 

0.038 

0.045 

116.43 

Over Exploited 

Nagla Bhatt Ki 

0807000200970600 

0.20 

0.20 

(63.75) 

0.16 

0.01 

0.17 

0.07 

0.64 

0.03 

0.0200 

0.0034 

0.0039 

0.001 

0.028 

0.055 

0.222 

0.011 

0.211 

0.112 

52.85 

Safe 

Nagla Dansahay 

0807000200967700 

0.20 

0.07 

(55.84) 

0.06 

0.00 

0.06 

0.07 

0.64 

0.01 

0.0100 

0.0012 

0.0014 

- 

0.013 

0.022 

0.083 

0.004 

0.079 

0.068 

86.05 

Semi Critical 

Nagla Harnarayan 

0807000200976400 

0.20 

0.16 

(58.37) 

0.13 

0.01 

0.14 

0.07 

0.64 

0.02 

0.0100 

0.0033 

0.0047 

- 

0.018 

0.039 

0.177 

0.009 

0.168 

0.072 

42.61 

Safe 

Nagla Harsukh 

0807000200976600 

0.20 

0.10 

(59.36) 

0.08 

0.00 

0.08 

0.07 

0.64 

0.01 

0.0100 

0.0019 

0.0027 

0.000 

0.015 

0.027 

0.107 

0.005 

0.102 

0.050 

49.46 

Safe 

Nagla Ishrisingh 

0807000200967600 

0.20 

0.00 

47,954.93 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.08 

(29.68) 

0.06 

0.00 

0.07 

0.05 

0.40 

0.01 

0.0100 

0.0025 

0.0036 

- 

0.016 

0.026 

0.092 

0.005 

0.088 

0.085 

96.40 

Critical 

Nagla Jalim 

0807000200967900 

0.20 

0.07 

(35.02) 

0.05 

0.00 

0.06 

0.06 

0.50 

0.01 

0.0100 

0.0017 

0.0024 

- 

0.014 

0.023 

0.079 

0.004 

0.075 

0.036 

47.20 

Safe 

Nagla Jasram 

0807000200970500 

0.20 

0.08 

(60.72) 

0.06 

0.00 

0.07 

0.07 

0.64 

0.01 

0.0100 

0.0016 

0.0023 

- 

0.014 

0.024 

0.090 

0.004 

0.085 

0.048 

56.30 

Safe 

Nagla Kishorsingh 

0807000200977300 

0.20 

0.10 

(46.27) 

0.08 

0.00 

0.08 

0.07 

0.64 

0.01 

0.0100 

- 

- 

0.001 

0.011 

0.025 

0.107 

0.005 

0.102 

0.062 

60.68 

Safe 

Nagla Kulwana 

0807000200972100 

0.20 

0.15 

(51.28) 

0.12 

0.02 

0.14 

0.07 

0.64 

0.02 

0.0200 

0.0031 

0.0044 

- 

0.028 

0.048 

0.188 

0.009 

0.178 

0.143 

80.12 

Semi Critical 

Nagla Mukariv 

0807000200973700 

0.20 

0.31 

(33.79) 

0.25 

0.01 

0.26 

0.07 

0.61 

0.04 

0.0300 

- 

- 

- 

0.030 

0.071 

0.326 

0.016 

0.310 

0.184 

59.40 

Safe 

Nagla Shahjad 

0807000200973400 

0.20 

0.16 

(32.95) 

0.13 

0.01 

0.14 

0.07 

0.64 

0.02 

0.0200 

- 

- 

- 

0.020 

0.041 

0.179 

0.009 

0.170 

0.132 

77.78 

Semi Critical 

Nagla Sitaram 

0807000200972600 

0.20 

0.13 

(60.31) 

0.10 

0.01 

0.12 

0.07 

0.64 

0.02 

0.0200 

0.0022 

0.0024 

- 

0.025 

0.041 

0.157 

0.008 

0.149 

0.163 

108.95 

Over Exploited 

Nagla Sonokhar 

0807000200969800 

0.20 

0.04 

(9.52) 

0.04 

0.00 

0.04 

0.04 

0.35 

0.01 

0.0100 

0.0015 

0.0022 

0.001 

0.015 

0.020 

0.061 

0.003 

0.058 

0.048 

82.91 

Semi Critical 

Nagla Vadipur 

0807000200970800 

0.20 

0.08 

(50.48) 

0.07 

0.01 

0.08 

0.07 

0.64 

0.01 

0.0200 

0.0017 

0.0024 

0.001 

0.025 

0.036 

0.117 

0.006 

0.112 

0.102 

91.01 

Critical 

Nagla Vanchariya 

0807000200970200 

0.20 

0.10 

(44.58) 

0.08 

0.00 

0.08 

0.07 

0.57 

0.01 

0.0100 

0.0023 

0.0032 

- 

0.016 

0.029 

0.114 

0.006 

0.108 

0.051 

47.00 

Safe 

Nandera 

0807000200972700 

0.20 

0.04 

53.20 

0.05 

0.02 

0.06 

0.02 

0.18 

0.01 

0.0200 

0.0028 

0.0040 

- 

0.027 

0.032 

0.094 

0.005 

0.089 

0.116 

129.86 

Over Exploited 



0.20 

0.00 

10,978.60 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.26 

(41.55) 

0.21 

0.02 

0.23 

0.05 

0.46 

0.03 

0.0400 

0.0074 

0.0104 

- 

0.058 

0.092 

0.326 

0.016 

0.310 

0.251 

81.05 

Semi Critical 

Nandola 

0807000200976100 

0.20 

0.15 

(48.84) 

0.12 

0.03 

0.15 

0.07 

0.65 

0.02 

0.0500 

0.0030 

0.0043 

0.001 

0.058 

0.078 

0.224 

0.011 

0.213 

0.257 

120.43 

Over Exploited 

Netwari 

0807000200969700 

0.20 

0.00 

28,463.08 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.27 

(49.86) 

0.21 

0.02 

0.23 

0.07 

0.64 

0.04 

0.0400 

0.0055 

0.0077 

0.001 

0.054 

0.089 

0.323 

0.016 

0.307 

0.245 

79.69 

Semi Critical 

Olanda 

0807000200978600 

0.20 

0.00 

47.42 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Pai 

0807000200969100 

0.20 

0.00 

951.00 

0.00 

0.00 

0.01 

0.00 

0.04 

0.00 

0.0100 

0.0010 

0.0014 

- 

0.012 

0.013 

0.018 

0.001 

0.017 

0.035 

204.42 

Over Exploited 

Palla 

0807000200977000 

0.20 

0.18 

(18.39) 

0.15 

0.01 

0.16 

0.04 

0.37 

0.02 

0.0300 

- 

- 

- 

0.030 

0.054 

0.212 

0.011 

0.202 

0.159 

78.98 

Semi Critical 

Palri 

0807000200971200 

0.20 

0.13 

(16.77) 

0.10 

0.05 

0.15 

0.07 

0.64 

0.02 

0.1100 

0.0025 

0.0036 

0.002 

0.118 

0.135 

0.285 

0.014 

0.271 

0.596 

219.72 

Over Exploited 

Parehi 

0807000200970100 

0.20 

0.03 

52.66 

0.04 

0.00 

0.04 

0.03 

0.24 

0.00 

0.0100 

0.0019 

0.0026 

- 

0.015 

0.019 

0.063 

0.003 

0.060 

0.068 

114.32 

Over Exploited 

Pasopa 

0807000400996600 

0.25 

0.44 

(26.00) 

0.35 

0.01 

0.36 

0.05 

0.42 

0.06 

0.0300 

- 

- 

0.002 

0.032 

0.088 

0.451 

0.023 

0.428 

0.299 

69.89 

Safe 

Pathwari 

0807000200968300 

0.20 

0.00 

606.50 

0.00 

0.00 

0.00 

0.01 

0.06 

0.00 

- 

0.0005 

0.0006 

- 

0.001 

0.001 

0.004 

0.000 

0.004 

0.013 

319.02 

Over Exploited 

Radhanagri 

0807000200971500 

0.20 

0.14 

(48.83) 

0.12 

0.02 

0.13 

0.07 

0.64 

0.02 

0.0300 

0.0029 

0.0041 

0.000 

0.037 

0.056 

0.188 

0.009 

0.178 

0.178 

99.88 

Critical 

Rawatpura 

0807000200974700 

0.20 

0.12 

(1.86) 

0.11 

- 

0.11 

0.07 

0.57 

0.02 

0.0100 

- 

- 

- 

0.010 

0.025 

0.138 

0.007 

0.131 

0.042 

32.03 

Safe 

Rosyaka 

0807000200969600 

0.20 

0.05 

18.66 

0.05 

0.01 

0.06 

0.03 

0.29 

0.01 

0.0200 

- 

- 

- 

0.020 

0.026 

0.090 

0.005 

0.086 

0.124 

144.26 

Over Exploited 



0.20 

0.04 

35.24 

0.04 

- 

0.04 

0.03 

0.26 

0.00 

0.0100 

- 

- 

- 

0.010 

0.015 

0.059 

0.003 

0.056 

0.080 

142.38 

Over Exploited 



0.20 

0.00 

349.85 

0.00 

0.00 

0.01 

0.01 

0.09 

0.00 

0.0100 

0.0006 

0.0008 

- 

0.011 

0.012 

0.018 

0.001 

0.017 

0.034 

203.37 

Over Exploited 

Rundh Kanwara 

0807000200975900 

0.20 

0.10 

(58.09) 

0.08 

0.01 

0.10 

0.07 

0.65 

0.01 

0.0200 

0.0021 

0.0029 

0.001 

0.026 

0.039 

0.136 

0.007 

0.130 

0.098 

75.57 

Semi Critical 

Rundh Nandola 

0807000200975800 

0.20 

0.08 

(71.72) 

0.06 

0.00 

0.06 

0.07 

0.65 

0.01 

- 

0.0015 

0.0022 

- 

0.004 

0.014 

0.077 

0.004 

0.073 

0.006 

7.95 

Safe 

Rundh Sablana 

0807000200977400 

0.20 

0.13 

(51.09) 

0.11 

- 

0.11 

0.07 

0.64 

0.02 

- 

- 

- 

- 

- 

0.018 

0.125 

0.006 

0.119 

0.042 

35.65 

Safe 

Sablana 

0807000200977500 

0.20 

0.91 

(49.74) 

0.73 

0.03 

0.76 

0.07 

0.64 

0.12 

0.0500 

- 

- 

0.015 

0.065 

0.185 

0.946 

0.047 

0.899 

0.343 

38.16 

Safe 



0.20 

0.00 

4,536.97 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0002 

0.0002 

0.000 

0.001 

0.001 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Sahsan 

0807000100956100 

0.20 

1.27 

(20.36) 

1.02 

0.15 

1.16 

0.07 

0.55 

0.17 

0.2400 

0.0303 

0.0428 

0.012 

0.326 

0.499 

1.662 

0.083 

1.578 

1.385 

87.77 

Semi Critical 

Samsalka 

0807000100959800 

0.20 

0.01 

497.97 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.000 

0.009 

0.032 

338.14 

Over Exploited 



0.20 

0.00 

670.34 

0.01 

0.00 

0.01 

0.01 

0.06 

0.00 

- 

0.0009 

0.0010 

- 

0.002 

0.002 

0.009 

0.000 

0.009 

0.031 

346.24 

Over Exploited 

Sanwler 

0807000100959000 

0.20 

0.00 

17,465.73 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.00 

2,211.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0007 

0.0008 

0.000 

0.002 

0.002 

0.005 

0.000 

0.005 

0.045 

980.24 

Over Exploited 

Sarwarka 

0807000100958600 

0.20 

0.00 

643.29 

0.00 

0.00 

0.00 

0.01 

0.05 

0.00 

- 

0.0005 

0.0005 

- 

0.001 

0.001 

0.005 

0.000 

0.005 

0.018 

396.45 

Over Exploited 

Satpura 

0807000100955200 

0.20 

0.16 

(7.34) 

0.15 

0.02 

0.17 

0.07 

0.55 

0.02 

0.0200 

0.0039 

0.0055 

0.001 

0.031 

0.053 

0.222 

0.011 

0.211 

0.141 

66.74 

Safe 

Satwas 

0807000200971000 

0.20 

0.37 

(57.86) 

0.30 

0.03 

0.33 

0.07 

0.64 

0.05 

0.0500 

0.0063 

0.0071 

0.002 

0.066 

0.114 

0.444 

0.022 

0.422 

0.500 

118.49 

Over Exploited 

Saumka 

0807000100959300 

0.20 

0.36 

(13.25) 

0.31 

0.03 

0.34 

0.07 

0.54 

0.05 

0.0600 

0.0072 

0.0081 

0.002 

0.077 

0.126 

0.468 

0.023 

0.444 

0.604 

135.92 

Over Exploited 

Seu 

0807000400996900 

0.25 

0.00 

2,271.25 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.013 

2,549.79 

Over Exploited 

Sonokhar 

0807000200970000 

0.20 

0.03 

42.30 

0.04 

0.01 

0.05 

0.03 

0.22 

0.00 

0.0200 

0.0018 

0.0026 

- 

0.025 

0.029 

0.080 

0.004 

0.076 

0.093 

123.09 

Over Exploited 

Sunhera 

0807000200971600 

0.20 

0.47 

(53.38) 

0.38 

0.05 

0.43 

0.07 

0.64 

0.06 

0.0800 

0.0095 

0.0135 

- 

0.103 

0.165 

0.590 

0.029 

0.560 

0.472 

84.31 

Semi Critical 

Takora 

0807000200972400 

0.20 

0.10 

(58.09) 

0.08 

0.00 

0.08 

0.06 

0.56 

0.01 

- 

0.0023 

0.0032 

- 

0.006 

0.018 

0.100 

0.005 

0.095 

0.009 

9.04 

Safe 



0.20 

0.00 

176.11 

0.00 

0.00 

0.00 

0.01 

0.09 

0.00 

- 

0.0003 

0.0005 

- 

0.001 

0.001 

0.004 

0.000 

0.004 

0.001 

31.06 

Safe 





Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Tayra 

080700020097190C 

2.740 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

2.740 

0.72 

0.100 

0.08 

0.02 

0.00 

0.01 

0.00 

0.24 

0.14 

0.29 

0.024 

0.57 

0.96 


Thalchana 

0807000100954300 

3.849 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

3.223 

0.91 

0.100 

0.10 

0.02 

0.01 

0.01 

0.00 

0.36 

0.26 

0.37 

0.028 

0.38 

0.52 


Topraki 

0807000200978100 

2.584 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.548 

0.56 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.10 

0.05 

0.022 

0.55 

0.91 


Udaipuri 

0807000400996700 

1.085 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.200 

0.68 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.001 

0.10 

0.17 


Udaka 

0807000200971800 

2.594 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

2.594 

0.83 

0.100 

0.08 

0.02 

0.00 

0.01 

0.00 

0.26 

0.16 

0.30 

0.023 

0.57 

0.96 


Unchera 

0807000200970300 

1.165 

Saline 

Gurgaon Canal 

Command 

Older Alluvium 

1.165 

0.72 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.06 

0.010 

0.56 

0.93 


Undhan 

0807000200969400 

3.461 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.235 

0.87 

0.100 

0.13 

0.03 

0.00 

0.00 

0.00 

0.29 

0.18 

0.50 

0.020 

0.36 

0.60 






Gurgaon Canal 

Command 

Older Alluvium 

0.941 

0.87 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.12 

0.07 

0.20 

0.008 

0.15 

0.25 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.276 

0.87 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.002 

0.04 

0.07 






Gurgaon Canal 

Command 

Older Alluvium 

0.009 

0.87 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Vadipur 

0807000200970700 

2.503 

Saline 

Gurgaon Canal 

Command 

Older Alluvium 

2.503 

0.59 

0.100 

0.09 

0.02 

0.00 

0.01 

0.00 

0.20 

0.12 

0.33 

0.022 

0.57 

0.95 


Varnaul 

0807000200974300 

0.634 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.508 

1.56 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.03 

0.004 

0.45 

0.75 


Varwariya 

0807000200974200 

2.277 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.290 

1.50 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.003 

0.07 

0.12 


Vaulkhera 

0807000200974000 

16.886 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.481 

1.35 

0.100 

0.14 

0.02 

0.00 

0.00 

0.00 

1.27 

0.77 

0.47 

0.074 

0.28 

0.45 

02001010 

Anchwara 

0807000200967800 

2.874 

Saline 

Gurgaon Canal 

Command 

Older Alluvium 

0.004 

0.66 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bahadarpur 

0807000100954900 

1.855 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.114 

1.05 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.03 

0.04 


Bambadi 

0807000200967200 

1.708 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

1.708 

1.25 

0.100 

0.03 

0.01 

0.00 

0.00 

0.00 

0.22 

0.13 

0.11 

0.015 

0.56 

0.92 


Bamni 

0807000200966900 

3.562 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

3.562 

0.85 

0.100 

0.11 

0.02 

0.01 

0.01 

0.00 

0.37 

0.23 

0.40 

0.031 

0.53 

0.85 


Basai Dahra Mai Lohagarh 

0807000200967400 

1.019 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.145 

1.01 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.06 

0.001 

0.08 

0.13 





Saline 

Gurgaon Canal 

Command 

Older Alluvium 

0.874 

1.01 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.13 

0.08 

0.22 

0.008 

0.48 

0.81 


Bhandara 

0807000200969300 

4.450 

Saline 

Gurgaon Canal 

Command 

Older Alluvium 

1.184 

0.84 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.13 

0.08 

0.20 

0.010 

0.15 

0.24 


Chaniyan Khurd 

0807000100955900 

1.334 

Saline 

Gurgaon Canal 

Command 

Older Alluvium 

0.006 

0.88 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gaonri 

0807000200968500 

3.268 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

3.103 

1.11 

0.100 

0.10 

0.02 

0.01 

0.01 

0.00 

0.41 

0.25 

0.35 

0.027 

0.52 

0.86 





Saline 

Gurgaon Canal 

Command 

Older Alluvium 

0.023 

1.11 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Gurguriya 

0807000200969900 

1.112 

Saline 

Gurgaon Canal 

Command 

Older Alluvium 

0.292 

0.80 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.003 

0.15 

0.24 


Harooka 

0807000100955800 

1.165 

Saline 

Gurgaon Canal 

Command 

Older Alluvium 

0.288 

0.88 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.003 

0.13 

0.21 


Hultana 

0807000100955600 

2.754 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.151 

0.99 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.03 

0.04 





Saline 

Gurgaon Canal 

Command 

Older Alluvium 

0.036 

0.99 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Jeera Hera 

0807000100955000 

1.469 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.050 

1.10 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.02 

0.02 


Jurhara 

0807000200966600 

11.511 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

5.398 

1.09 

0.100 

0.20 

0.05 

0.01 

0.01 

0.01 

0.71 

0.47 

0.75 

0.047 

0.23 

0.35 


Jurhari 

0807000200966700 

4.743 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

4.743 

0.54 

0.100 

0.22 

0.05 

0.01 

0.01 

0.00 

0.40 

0.26 

0.82 

0.042 

0.52 

0.80 


Kaltariya 

0807000100955700 

1.052 

Saline 

Gurgaon Canal 

Command 

Older Alluvium 

0.778 

0.88 

0.100 

0.03 

0.01 

0.00 

0.00 

0.00 

0.08 

0.05 

0.10 

0.007 

0.39 

0.63 


Khaichatan 

0807000200968800 

1.290 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

1.290 

1.04 

0.100 

0.06 

0.02 

0.00 

0.00 

0.00 

0.17 

0.10 

0.25 

0.011 

0.54 

0.88 


Kherli Gumani 

0807000200969000 

1.978 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

1.978 

0.84 

0.100 

0.04 

0.01 

0.00 

0.01 

0.00 

0.19 

0.11 

0.13 

0.017 

0.54 

0.89 


Kirawata 

0807000200968400 

1.459 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

1.459 

1.24 

0.100 

0.04 

0.01 

0.00 

0.00 

0.01 

0.20 

0.12 

0.15 

0.013 

0.55 

0.91 


Nagla Baldeo 

0807000200968000 

0.422 

Saline 

Gurgaon Canal 

Command 

Older Alluvium 

0.126 

1.06 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.001 

0.17 

0.28 


Nagla Bhongra 

0807000200968200 

0.617 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.555 

1.18 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.04 

0.005 

0.51 

0.84 





Saline 

Gurgaon Canal 

Command 

Older Alluvium 

0.062 

1.18 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.06 

0.09 


Nagla Chahra 

0807000200968100 

1.223 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.194 

1.21 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.002 

0.09 

0.15 





Saline 

Gurgaon Canal 

Command 

Older Alluvium 

1.029 

1.21 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.15 

0.09 

0.15 

0.009 

0.47 

0.79 


Nagla Dandoo 

0807000200967300 

0.923 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.923 

1.25 

0.100 

0.03 

0.01 

0.00 

0.00 

0.00 

0.13 

0.08 

0.11 

0.008 

0.56 

0.93 


Nagla Doobokhar 

0807000200966800 

1.288 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

1.288 

0.62 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.05 

0.011 

0.53 

0.85 


Nagla Ishrisingh 

0807000200967600 

1.756 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.002 

0.69 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Gurgaon Canal 

Command 

Older Alluvium 

0.661 

0.69 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.04 

0.006 

0.21 

0.36 


Nagla Jalim 

0807000200967900 

0.943 

Saline 

Gurgaon Canal 

Command 

Older Alluvium 

0.197 

0.88 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.002 

0.12 

0.20 


Nagla Kundan 

0807000200968600 

1.419 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

1.419 

1.15 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.19 

0.11 

0.13 

0.012 

0.55 

0.89 


Nagla Sonokhar 

0807000200969800 

1.180 

Saline 

Gurgaon Canal 

Command 

Older Alluvium 

0.517 

0.83 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.03 

0.005 

0.24 

0.40 


Nagla Vanchariya 

0807000200970200 

1.098 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.044 

0.88 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.04 





Saline 

Gurgaon Canal 

Command 

Older Alluvium 

0.060 

0.88 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.03 

0.05 


Naunera 

0807000200967100 

10.164 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

10.164 

1.19 

0.100 

0.19 

0.04 

0.02 

0.03 

0.06 

1.25 

0.77 

0.66 

0.089 

0.55 

0.89 


Nogawan 

0807000200967000 

4.872 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

4.872 

1.16 

0.100 

0.14 

0.03 

0.01 

0.01 

0.00 

0.65 

0.41 

0.48 

0.043 

0.54 

0.86 


Pai 

0807000200969100 

7.502 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

6.646 

0.85 

0.100 

0.13 

0.03 

0.01 

0.02 

0.00 

0.64 

0.40 

0.43 

0.058 

0.47 

0.75 





Saline 

Gurgaon Canal 

Command 

Older Alluvium 

0.416 

0.85 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.004 

0.03 

0.05 


Parehi 

0807000200970100 

2.149 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.942 

0.85 

0.100 

0.03 

0.01 

0.00 

0.00 

0.00 

0.10 

0.06 

0.09 

0.008 

0.24 

0.40 





Saline 

Gurgaon Canal 

Command 

Older Alluvium 

0.401 

0.85 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.03 

0.004 

0.10 

0.17 


Pathwari 

0807000200968300 

1.976 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

1.276 

1.21 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.18 

0.11 

0.14 

0.011 

0.36 

0.60 





Saline 

Gurgaon Canal 

Command 

Older Alluvium 

0.524 

1.21 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.03 

0.005 

0.15 

0.25 


Rasoolpur 

0807000200968900 

1.160 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

1.160 

0.93 

0.100 

0.02 

0.01 

0.00 

0.00 

0.00 

0.11 

0.07 

0.08 

0.010 

0.55 

0.90 


Sabalgarh 

0807000200969200 

1.316 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.009 

0.83 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

Gurgaon Canal 

Command 

Older Alluvium 

1.307 

0.83 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.15 

0.09 

0.24 

0.011 

0.54 

0.87 


Sahera 

0807000200967500 

2.187 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.915 

1.11 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.13 

0.08 

0.17 

0.008 

0.24 

0.39 





Saline 

Gurgaon Canal 

Command 

Older Alluvium 

1.272 

1.11 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.18 

0.10 

0.17 

0.011 

0.33 

0.55 


Samdhara 

0807000200968700 

0.829 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.829 

1.15 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.07 

0.14 

0.007 

0.54 

0.87 


Sonokhar 

0807000200970000 

2.269 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.041 

0.83 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 





Saline 

Gurgaon Canal 

Command 

Older Alluvium 

1.426 

0.83 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.14 

0.09 

0.16 

0.013 

0.35 

0.57 

02001011 

Au 

0807000401005000 

5.676 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

5.676 

1.03 

0.150 

0.18 

0.04 

0.01 

0.01 

0.00 

0.99 

0.62 

0.69 

0.037 

0.54 

0.87 


Badri 

0807000400998200 

1.419 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

1.257 

0.81 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.10 

0.06 

0.008 

0.49 

0.80 


Bahaj 

0807000401003800 

15.209 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

15.209 

1.21 

0.150 

0.43 

0.10 

0.03 

0.04 

0.00 

3.02 

1.91 

1.60 

0.099 

0.54 

0.86 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 


( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Tayra 

0807000200971900 

0.20 

0.31 

(53.88) 

0.25 

0.03 

0.28 

0.07 

0.65 

0.04 

0.0500 

0.0063 

0.0089 

0.001 

0.066 

0.107 

0.389 

0.019 

0.370 

0.312 

84.39 

Semi Critical 

Thalchana 

0807000100954300 

0.20 

0.24 

6.24 

0.26 

0.04 

0.30 

0.05 

0.43 

0.03 

0.0700 

0.0074 

0.0105 

0.003 

0.090 

0.125 

0.420 

0.021 

0.399 

0.402 

100.82 

Over Exploited 

Topraki 

0807000200978100 

0.20 

0.28 

(65.23) 

0.22 

- 

0.22 

0.07 

0.62 

0.04 

0.0100 

- 

- 

- 

0.010 

0.046 

0.271 

0.014 

0.257 

0.076 

29.68 

Safe 

Udaipuri 

0807000400996700 

0.25 

0.01 

251.67 

0.01 

- 

0.01 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.025 

385.34 

Over Exploited 

Udaka 

0807000200971800 

0.20 

0.30 

(47.56) 

0.24 

0.03 

0.27 

0.07 

0.65 

0.04 

0.0600 

0.0060 

0.0085 

0.003 

0.077 

0.116 

0.386 

0.019 

0.367 

0.322 

87.73 

Semi Critical 

Unchera 

0807000200970300 

0.20 

0.13 

(55.03) 

0.10 

0.01 

0.11 

0.07 

0.63 

0.02 

0.0100 

0.0027 

0.0038 

0.001 

0.018 

0.035 

0.146 

0.007 

0.138 

0.074 

53.69 

Safe 

Undhan 

0807000200969400 

0.20 

0.16 

9.87 

0.18 

0.03 

0.21 

0.05 

0.41 

0.02 

0.0900 

- 

- 

- 

0.090 

0.111 

0.318 

0.016 

0.302 

0.518 

171.18 

Over Exploited 



0.20 

0.03 

147.98 

0.03 

0.01 

0.05 

0.02 

0.17 

0.00 

0.0400 

0.0022 

0.0031 

- 

0.045 

0.049 

0.097 

0.005 

0.093 

0.207 

224.03 

Over Exploited 



0.20 

0.00 

731.60 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.013 

0.044 

352.45 

Over Exploited 



0.20 

0.00 

17,761.63 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Vadipur 

0807000200970700 

0.20 

0.28 

(57.02) 

0.23 

0.03 

0.26 

0.07 

0.64 

0.04 

0.0600 

0.0058 

0.0082 

0.002 

0.076 

0.113 

0.372 

0.019 

0.353 

0.355 

100.54 

Over Exploited 

Varnaul 

0807000200974300 

0.20 

0.05 

16.99 

0.05 

- 

0.05 

0.06 

0.51 

0.01 

- 

- 

- 

- 

- 

0.006 

0.059 

0.003 

0.057 

0.036 

64.50 

Safe 

Varwariya 

0807000200974200 

0.20 

0.00 

539.95 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.019 

358.11 

Over Exploited 

Vaulkhera 

0807000200974000 

0.20 

0.47 

65.51 

0.56 

0.02 

0.58 

0.04 

0.31 

0.06 

0.0500 

- 

- 

- 

0.050 

0.112 

0.692 

0.035 

0.657 

0.540 

82.19 

Semi Critical 

Anchwara 

0807000200967800 

0.20 

0.00 

16,187.63 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bahadarpur 

0807000100954900 

0.20 

0.00 

1,055.78 

0.00 

0.00 

0.00 

0.00 

0.03 

0.00 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.017 

888.84 

Over Exploited 

Bambadi 

0807000200967200 

0.20 

0.19 

(29.56) 

0.15 

0.02 

0.17 

0.07 

0.63 

0.02 

0.0200 

0.0046 

0.0056 

0.006 

0.036 

0.061 

0.235 

0.012 

0.223 

0.120 

53.80 

Safe 

Bamni 

0807000200966900 

0.20 

0.38 

(39.06) 

0.30 

0.04 

0.34 

0.07 

0.60 

0.05 

0.0700 

0.0096 

0.0116 

0.007 

0.098 

0.148 

0.493 

0.025 

0.468 

0.427 

91.22 

Critical 

Basai Dahra Mai Lohagarh 

0807000200967400 

0.20 

0.00 

514.07 

0.00 

0.00 

0.00 

0.01 

0.09 

0.00 

0.0100 

0.0003 

0.0005 

- 

0.011 

0.011 

0.015 

0.001 

0.014 

0.059 

429.32 

Over Exploited 



0.20 

0.08 

(4.94) 

0.08 

0.01 

0.09 

0.06 

0.55 

0.01 

0.0400 

0.0020 

0.0028 

- 

0.045 

0.056 

0.150 

0.008 

0.143 

0.231 

161.55 

Over Exploited 

Bhandara 

0807000200969300 

0.20 

0.03 

133.64 

0.04 

0.02 

0.06 

0.02 

0.17 

0.00 

0.0400 

0.0027 

0.0039 

- 

0.047 

0.051 

0.108 

0.005 

0.103 

0.209 

203.86 

Over Exploited 

Chaniyan Khurd 

0807000100955900 

0.20 

0.00 

12,015.46 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gaonri 

0807000200968500 

0.20 

0.33 

(23.75) 

0.26 

0.03 

0.30 

0.07 

0.59 

0.04 

0.0700 

0.0083 

0.0101 

- 

0.089 

0.131 

0.426 

0.021 

0.405 

0.380 

93.85 

Critical 



0.20 

0.00 

8,504.81 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gurguriya 

0807000200969900 

0.20 

0.01 

124.56 

0.01 

0.00 

0.01 

0.02 

0.17 

0.00 

0.0100 

0.0007 

0.0010 

- 

0.012 

0.013 

0.024 

0.001 

0.023 

0.035 

149.60 

Over Exploited 

Harooka 

0807000100955800 

0.20 

0.01 

96.82 

0.01 

0.00 

0.01 

0.02 

0.15 

0.00 

- 

0.0007 

0.0009 

- 

0.002 

0.003 

0.013 

0.001 

0.012 

0.003 

20.43 

Safe 

Hultana 

0807000100955600 

0.20 

0.00 

972.97 

0.00 

0.00 

0.00 

0.00 

0.03 

0.00 

- 

0.0003 

0.0005 

- 

0.001 

0.001 

0.003 

0.000 

0.002 

0.001 

53.70 

Safe 



0.20 

0.00 

4,475.24 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jeera Hera 

0807000100955000 

0.20 

0.00 

2,100.07 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Jurhara 

0807000200966600 

0.20 

0.25 

85.50 

0.30 

0.08 

0.38 

0.03 

0.27 

0.03 

0.1400 

0.0124 

0.0176 

0.011 

0.181 

0.215 

0.598 

0.030 

0.569 

0.795 

139.90 

Over Exploited 

Jurhari 

0807000200966700 

0.20 

0.49 

(46.75) 

0.39 

0.07 

0.46 

0.07 

0.58 

0.07 

0.1500 

0.0109 

0.0155 

0.003 

0.180 

0.245 

0.709 

0.035 

0.673 

0.865 

128.38 

Over Exploited 

Kaltariya 

0807000100955700 

0.20 

0.06 

(13.58) 

0.05 

0.01 

0.07 

0.05 

0.45 

0.01 

0.0200 

0.0018 

0.0025 

- 

0.024 

0.032 

0.099 

0.005 

0.094 

0.102 

108.55 

Over Exploited 

Khaichatan 

0807000200968800 

0.20 

0.14 

(26.04) 

0.11 

0.03 

0.14 

0.07 

0.61 

0.02 

0.0500 

0.0035 

0.0042 

0.001 

0.059 

0.077 

0.215 

0.011 

0.205 

0.256 

125.20 

Over Exploited 

Kherli Gumani 

0807000200969000 

0.20 

0.22 

(47.14) 

0.17 

0.02 

0.19 

0.07 

0.62 

0.03 

0.0200 

0.0046 

0.0064 

0.002 

0.033 

0.061 

0.254 

0.013 

0.241 

0.143 

59.47 

Safe 

Kirawata 

0807000200968400 

0.20 

0.16 

(25.86) 

0.13 

0.02 

0.15 

0.07 

0.63 

0.02 

0.0300 

0.0039 

0.0048 

0.009 

0.048 

0.069 

0.221 

0.011 

0.210 

0.164 

77.89 

Semi Critical 

Nagla Baldeo 

0807000200968000 

0.20 

0.00 

221.57 

0.01 

0.00 

0.01 

0.02 

0.19 

0.00 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.007 

0.000 

0.007 

0.022 

329.58 

Over Exploited 

Nagla Bhongra 

0807000200968200 

0.20 

0.06 

(22.01) 

0.04 

0.00 

0.05 

0.07 

0.57 

0.01 

0.0100 

0.0015 

0.0018 

- 

0.013 

0.021 

0.068 

0.003 

0.065 

0.043 

66.20 

Safe 



0.20 

0.00 

512.22 

0.00 

0.00 

0.00 

0.01 

0.06 

0.00 

- 

0.0002 

0.0002 

- 

0.000 

0.000 

0.002 

0.000 

0.002 

0.001 

35.28 

Safe 

Nagla Chahra 

0807000200968100 

0.20 

0.00 

464.75 

0.00 

0.00 

0.01 

0.01 

0.10 

0.00 

0.0100 

0.0005 

0.0006 

- 

0.011 

0.012 

0.017 

0.001 

0.016 

0.029 

180.89 

Over Exploited 



0.20 

0.10 

(7.64) 

0.09 

0.01 

0.10 

0.06 

0.53 

0.01 

0.0300 

0.0028 

0.0034 

- 

0.036 

0.049 

0.153 

0.008 

0.146 

0.162 

111.15 

Over Exploited 

Nagla Dandoo 

0807000200967300 

0.20 

0.10 

(23.90) 

0.08 

0.01 

0.10 

0.07 

0.63 

0.01 

0.0200 

0.0025 

0.0030 

- 

0.026 

0.039 

0.136 

0.007 

0.129 

0.113 

87.55 

Semi Critical 

Nagla Doobokhar 

0807000200966800 

0.20 

0.14 

(57.71) 

0.11 

0.01 

0.12 

0.07 

0.60 

0.02 

0.0100 

0.0030 

0.0042 

0.002 

0.019 

0.038 

0.154 

0.008 

0.147 

0.064 

43.88 

Safe 

Nagla Ishrisingh 

0807000200967600 

0.20 

0.00 

50,039.26 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.03 

11.30 

0.03 

0.00 

0.03 

0.03 

0.24 

0.00 

0.0100 

0.0015 

0.0022 

- 

0.014 

0.017 

0.052 

0.003 

0.049 

0.048 

97.36 

Critical 

Nagla Jalim 

0807000200967900 

0.20 

0.00 

112.70 

0.01 

0.00 

0.01 

0.02 

0.13 

0.00 

- 

0.0005 

0.0006 

- 

0.001 

0.002 

0.008 

0.000 

0.008 

0.012 

151.38 

Over Exploited 

Nagla Kundan 

0807000200968600 

0.20 

0.16 

(26.55) 

0.12 

0.02 

0.14 

0.07 

0.62 

0.02 

0.0200 

0.0038 

0.0046 

0.001 

0.029 

0.050 

0.191 

0.010 

0.182 

0.137 

75.69 

Semi Critical 

Nagla Sonokhar 

0807000200969800 

0.20 

0.03 

22.39 

0.03 

0.00 

0.03 

0.03 

0.27 

0.00 

0.0100 

0.0012 

0.0017 

- 

0.013 

0.016 

0.049 

0.002 

0.046 

0.037 

79.20 

Semi Critical 

Nagla Vanchariya 

0807000200970200 

0.20 

0.00 

1,015.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.20 

0.00 

731.56 

0.00 

0.00 

0.00 

0.00 

0.03 

0.00 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Naunera 

0807000200967100 

0.20 

1.11 

(31.27) 

0.89 

0.15 

1.04 

0.07 

0.62 

0.15 

0.1200 

0.0273 

0.0331 

0.097 

0.278 

0.424 

1.467 

0.073 

1.394 

0.749 

53.75 

Safe 

Nogawan 

0807000200967000 

0.20 

0.52 

(22.40) 

0.42 

0.05 

0.47 

0.07 

0.61 

0.07 

0.0900 

0.0131 

0.0159 

0.003 

0.122 

0.191 

0.664 

0.033 

0.631 

0.527 

83.53 

Semi Critical 

Pai 

0807000200969100 

0.20 

0.62 

(35.80) 

0.50 

0.06 

0.56 

0.06 

0.53 

0.08 

0.0800 

0.0153 

0.0217 

- 

0.117 

0.200 

0.757 

0.038 

0.720 

0.490 

68.14 

Safe 



0.20 

0.00 

1,020.61 

0.00 

0.00 

0.00 

0.00 

0.03 

0.00 

- 

0.0010 

0.0014 

- 

0.002 

0.003 

0.007 

0.000 

0.007 

0.026 

365.91 

Over Exploited 

Parehi 

0807000200970100 

0.20 

0.05 

26.34 

0.05 

0.01 

0.07 

0.03 

0.27 

0.01 

0.0200 

0.0022 

0.0031 

- 

0.025 

0.031 

0.100 

0.005 

0.095 

0.102 

107.39 

Over Exploited 



0.20 

0.01 

207.28 

0.01 

0.00 

0.01 

0.01 

0.12 

0.00 

0.0100 

0.0009 

0.0013 

- 

0.012 

0.013 

0.025 

0.001 

0.024 

0.036 

149.54 

Over Exploited 

Pathwari 

0807000200968300 

0.20 

0.09 

16.58 

0.11 

0.02 

0.12 

0.05 

0.41 

0.01 

0.0300 

0.0034 

0.0042 

- 

0.038 

0.050 

0.173 

0.009 

0.164 

0.147 

89.60 

Semi Critical 



0.20 

0.02 

174.98 

0.02 

0.00 

0.02 

0.02 

0.17 

0.00 

0.0100 

0.0014 

0.0017 

- 

0.013 

0.015 

0.036 

0.002 

0.034 

0.037 

106.36 

Over Exploited 

Rasoolpur 

0807000200968900 

0.20 

0.13 

(46.18) 

0.10 

0.02 

0.12 

0.07 

0.62 

0.02 

0.0200 

0.0031 

0.0038 

0.001 

0.028 

0.044 

0.162 

0.008 

0.154 

0.094 

61.23 

Safe 

Sabalgarh 

0807000200969200 

0.20 

0.00 

6,010.12 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.14 

(32.43) 

0.11 

0.02 

0.13 

0.07 

0.61 

0.02 

0.0400 

0.0030 

0.0043 

- 

0.047 

0.066 

0.194 

0.010 

0.184 

0.248 

135.03 

Over Exploited 

Sahera 

0807000200967500 

0.20 

0.04 

76.99 

0.05 

0.01 

0.07 

0.03 

0.27 

0.01 

0.0300 

0.0025 

0.0030 

- 

0.035 

0.041 

0.107 

0.005 

0.102 

0.176 

173.21 

Over Exploited 



0.20 

0.08 

26.08 

0.10 

0.02 

0.12 

0.04 

0.37 

0.01 

0.0300 

0.0034 

0.0041 

- 

0.038 

0.048 

0.164 

0.008 

0.156 

0.178 

114.16 

Over Exploited 

Samdhara 

0807000200968700 

0.20 

0.09 

(17.07) 

0.07 

0.02 

0.09 

0.07 

0.61 

0.01 

0.0300 

0.0022 

0.0027 

0.002 

0.037 

0.049 

0.138 

0.007 

0.131 

0.147 

112.42 

Over Exploited 

Sonokhar 

0807000200970000 

0.20 

0.00 

2,201.25 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.10 

(12.41) 

0.09 

0.02 

0.10 

0.05 

0.39 

0.01 

0.0300 

0.0033 

0.0046 

- 

0.038 

0.051 

0.154 

0.008 

0.146 

0.175 

119.65 

Over Exploited 

Au 

0807000401005000 

0.25 

0.77 

(19.58) 

0.62 

0.07 

0.69 

0.06 

0.60 

- 

0.1300 

0.0131 

0.0185 

0.004 

0.166 

0.166 

0.855 

0.043 

0.813 

0.728 

89.56 

Semi Critical 

Badri 

0807000400998200 

0.25 

0.15 

(34.35) 

0.12 

0.01 

0.13 

0.06 

0.55 

0.02 

0.0100 

0.0029 

0.0041 

0.004 

0.021 

0.040 

0.172 

0.009 

0.163 

0.066 

40.47 

Safe 

Bahaj 

0807000401003800 

0.25 

2.07 

(7.68) 

1.91 

0.17 

2.08 

0.06 

0.60 

- 

0.3000 

0.0351 

0.0496 

0.007 

0.391 

0.391 

2.475 

0.124 

2.351 

1.697 

72.16 

Semi Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Bahtana 

0807000401003300 

2.116 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

1.814 

1.11 

0.150 

0.09 

0.02 

0.00 

0.00 

0.00 

0.36 

0.23 

0.33 

0.012 

0.47 

0.74 





Saline 

Gurgaon Canal 

Command 

Older Alluvium 

0.295 

1.11 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.05 

0.002 

0.08 

0.12 


Baroli Chauth 

0807000401004200 

4.597 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

4.214 

1.28 

0.150 

0.14 

0.03 

0.01 

0.01 

0.00 

0.90 

0.58 

0.51 

0.027 

0.50 

0.78 


Bheelamka 

0807000400997800 

1.089 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

1.089 

1.02 

0.150 

0.09 

0.02 

0.00 

0.00 

0.00 

0.23 

0.15 

0.33 

0.007 

0.55 

0.88 


Chak Keshopura 

0807000401008400 

2.398 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.634 

0.87 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.00 

0.004 

0.14 

0.23 





Saline 

Gurgaon Canal 

Command 

Older Alluvium 

0.239 

0.87 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.002 

0.05 

0.09 


Chak Umra 

0807000401005100 

0.689 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.017 

0.99 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Chhichharwari 

0807000200975400 

5.326 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.77 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chomeda 

0807000401000100 

6.988 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

6.988 

1.84 

0.150 

0.03 

0.00 

0.01 

0.02 

0.00 

1.93 

1.22 

0.05 

0.045 

0.55 

0.86 


Deeg (M) 

0807000440703000 

20.026 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

9.647 

1.00 

0.150 

0.69 

0.04 

0.02 

0.02 

0.00 

2.05 

1.29 

0.60 

1.643 

0.26 

0.42 





Saline 

Gurgaon Canal 

Command 

Older Alluvium 

0.209 

1.00 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.036 

0.01 

0.01 


Dhamari 

0807000400997100 

4.500 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

4.425 

0.61 

0.150 

0.12 

0.03 

0.01 

0.01 

0.00 

0.47 

0.28 

0.46 

0.029 

0.56 

0.93 


Didawali 

0807000400999700 

2.072 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

1.401 

0.73 

0.150 

0.03 

0.01 

0.00 

0.00 

0.00 

0.17 

0.11 

0.13 

0.009 

0.37 

0.59 


Gadalpur 

0807000400999900 

1.586 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

1.586 

1.08 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.29 

0.18 

0.19 

0.010 

0.55 

0.87 


Garhi Lodha 

0807000401005300 

1.480 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

1.164 

0.97 

0.150 

0.03 

0.01 

0.00 

0.00 

0.00 

0.18 

0.12 

0.09 

0.008 

0.43 

0.68 


Ghata 

0807000200976900 

5.346 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.332 

0.76 

0.100 

0.03 

0.01 

0.00 

0.00 

0.00 

0.12 

0.07 

0.09 

0.012 

0.14 

0.24 






Gurgaon Canal 

Command 

Older Alluvium 

2.498 

0.76 

0.100 

0.05 

0.01 

0.00 

0.01 

0.00 

0.22 

0.13 

0.17 

0.022 

0.27 

0.45 


Girse 

0807000401005700 

5.083 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.000 

1.32 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Guhana 

0807000400998300 

3.925 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.095 

1.12 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.01 

0.02 


Iklahra 

0807000401000000 

3.025 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

3.025 

1.43 

0.150 

0.14 

0.03 

0.01 

0.01 

0.00 

0.75 

0.47 

0.52 

0.020 

0.55 

0.87 


Kasba Deeg ( Rural) 

0807000401003500 

1.785 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

1.657 

1.09 

0.150 

0.33 

0.08 

0.00 

0.00 

0.00 

0.51 

0.32 

1.32 

0.011 

0.51 

0.80 


Khera Brahman 

0807000401004600 

5.842 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.087 

1.44 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.01 

0.01 


Kheriya Purohitan 

0807000401005500 

2.596 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.259 

1.03 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.04 

0.002 

0.05 

0.09 


Khohri 

0807000401005600 

3.648 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

2.949 

1.27 

0.150 

0.12 

0.02 

0.00 

0.01 

0.00 

0.65 

0.41 

0.44 

0.019 

0.44 

0.70 


Kishanpur ( Rural) 

0807000401000300 

2.550 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.023 

0.74 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Kuchawati 

0807000401003400 

4.393 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

3.776 

1.01 

0.150 

0.17 

0.04 

0.01 

0.01 

0.00 

0.68 

0.43 

0.64 

0.024 

0.47 

0.75 


Malipura 

0807000401003900 

1.549 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

1.549 

2.36 

0.150 

0.20 

0.05 

0.00 

0.00 

0.00 

0.69 

0.44 

0.77 

0.010 

0.55 

0.86 


Malpur ( Rural) 

0807000401000200 

4.690 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

1.111 

0.86 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.10 

0.07 

0.007 

0.13 

0.21 


Mauroli 

0807000200977100 

1.873 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.208 

0.77 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.002 

0.06 

0.11 


Mullaka 

0807000200976700 

2.059 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.107 

0.70 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.03 

0.05 


Murar 

0807000200976800 

1.821 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.153 

0.69 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.05 

0.08 


Nagla Chahar 

0807000401004900 

1.927 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

1.927 

1.06 

0.150 

0.08 

0.02 

0.00 

0.00 

0.00 

0.36 

0.22 

0.30 

0.012 

0.54 

0.87 


Nagla Dandu 

0807000401003700 

0.941 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.941 

1.15 

0.150 

0.07 

0.02 

0.00 

0.00 

0.00 

0.21 

0.13 

0.26 

0.006 

0.54 

0.86 


Nagla Faujdar 

0807000401004800 

1.646 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

1.646 

1.15 

0.150 

0.11 

0.03 

0.00 

0.00 

0.00 

0.36 

0.23 

0.42 

0.011 

0.54 

0.86 


Nagla Harsukh 

0807000400997300 

1.186 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

1.186 

0.58 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.07 

0.008 

0.56 

0.94 


Nagla Khaman 

0807000401004000 

0.809 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.809 

2.31 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.32 

0.20 

0.19 

0.005 

0.55 

0.86 


Nagla Khuntela 

0807000401003600 

1.463 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

1.463 

1.02 

0.150 

0.06 

0.01 

0.00 

0.00 

0.00 

0.27 

0.17 

0.23 

0.009 

0.54 

0.87 


Nagla Kokla 

0807000400997700 

2.325 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

2.325 

1.01 

0.150 

0.06 

0.01 

0.00 

0.01 

0.00 

0.39 

0.24 

0.23 

0.015 

0.55 

0.88 


Nagla Radhey 

0807000401005200 

1.647 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

1.295 

0.94 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.22 

0.14 

0.18 

0.008 

0.43 

0.68 





Saline 

Gurgaon Canal 

Command 

Older Alluvium 

0.010 

0.94 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Nagla Shripur 

0807000400999800 

2.041 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.974 

0.82 

0.150 

0.03 

0.01 

0.00 

0.00 

0.00 

0.14 

0.09 

0.09 

0.006 

0.26 

0.41 


Nagla Wadripur 

0807000400997900 

3.625 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

3.621 

0.97 

0.150 

0.06 

0.01 

0.01 

0.01 

0.00 

0.56 

0.35 

0.20 

0.023 

0.55 

0.87 


Nahra Chauth 

0807000400997200 

3.168 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

3.148 

0.66 

0.150 

0.07 

0.02 

0.01 

0.01 

0.00 

0.35 

0.21 

0.25 

0.020 

0.56 

0.95 


Narena Chauth 

0807000400997500 

3.350 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

3.350 

0.69 

0.150 

0.07 

0.02 

0.01 

0.01 

0.00 

0.38 

0.23 

0.26 

0.022 

0.56 

0.92 


Pahalwara 

0807000400998400 

2.393 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.151 

0.99 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.04 

0.06 






Gurgaon Canal 

Command 

Older Alluvium 

0.038 

0.99 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.01 


Pahartal 

0807000401003100 

3.385 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.297 

1.23 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.002 

0.05 

0.08 





Saline 

Gurgaon Canal 

Command 

Older Alluvium 

0.697 

1.23 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.00 

0.005 

0.11 

0.18 


Palla 

0807000200977000 

4.739 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.980 

0.80 

0.100 

0.03 

0.01 

0.00 

0.00 

0.00 

0.18 

0.11 

0.09 

0.017 

0.24 

0.40 


Paramdara 

0807000400998000 

10.714 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

8.666 

1.01 

0.150 

0.12 

0.03 

0.02 

0.02 

0.00 

1.36 

0.85 

0.42 

0.056 

0.45 

0.71 


Pasta 

0807000400997600 

7.733 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

7.733 

0.71 

0.150 

0.05 

0.01 

0.01 

0.02 

0.00 

0.83 

0.51 

0.14 

0.050 

0.56 

0.91 


Poonchhri 

0807000401004400 

3.645 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

3.645 

1.41 

0.150 

0.07 

0.01 

0.01 

0.01 

0.00 

0.82 

0.54 

0.24 

0.024 

0.54 

0.82 


Rambagh ( Rural) 

0807000401003200 

3.525 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.933 

1.00 

0.150 

0.03 

0.01 

0.00 

0.00 

0.00 

0.16 

0.10 

0.09 

0.006 

0.14 

0.23 





Saline 

Gurgaon Canal 

Command 

Older Alluvium 

2.291 

1.00 

0.150 

0.06 

0.01 

0.00 

0.01 

0.00 

0.38 

0.24 

0.20 

0.015 

0.35 

0.56 


Rundh Narayanpur 

0807000401009000 

2.424 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.047 

0.86 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.02 





Saline 

Gurgaon Canal 

Command 

Older Alluvium 

0.144 

0.86 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.03 

0.05 


Rundh Narena 

0807000400997400 

3.107 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

3.107 

0.70 

0.150 

0.02 

0.00 

0.01 

0.01 

0.00 

0.33 

0.20 

0.06 

0.020 

0.56 

0.94 


Rundh Paramdara 

0807000400998100 

1.693 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

1.693 

0.56 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.03 

0.011 

0.56 

0.92 


Samai 

0807000401004500 

6.850 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

3.214 

1.42 

0.150 

0.09 

0.02 

0.01 

0.01 

0.00 

0.74 

0.48 

0.32 

0.021 

0.25 

0.40 


Seu 

0807000400996900 

6.389 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.550 

0.78 

0.150 

0.10 

0.02 

0.00 

0.00 

0.00 

0.61 

0.37 

0.35 

0.029 

0.40 

0.66 






Gurgaon Canal 

Command 

Older Alluvium 

1.317 

0.78 

0.150 

0.03 

0.01 

0.00 

0.00 

0.00 

0.17 

0.10 

0.09 

0.009 

0.12 

0.19 


Shahpur 

0807000401001000 

0.684 

Saline 

Gurgaon Canal 

Command 

Older Alluvium 

0.059 

0.94 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.000 

0.05 

0.07 


Shyamdhak 

0807000401004300 

1.345 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

1.345 

1.38 

0.150 

0.06 

0.02 

0.00 

0.00 

0.00 

0.31 

0.20 

0.24 

0.009 

0.54 

0.84 


Shyopura 

0807000401001100 

2.657 

Saline 

Gurgaon Canal 

Command 

Older Alluvium 

0.030 

0.86 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Songaon 

0807000401005400 

6.710 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.109 

0.99 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.01 

0.01 


Suhera 

0807000400997000 

2.488 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.360 

0.43 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.002 

0.08 

0.14 






Gurgaon Canal 

Command 

Older Alluvium 

2.128 

0.43 

0.150 

0.06 

0.01 

0.00 

0.01 

0.00 

0.18 

0.11 

0.20 

0.014 

0.48 

0.80 


Tankoli 

0807000400999600 

2.413 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.097 

0.90 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.04 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 


( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Bahtana 

0807000401003300 

0.25 

0.21 

7.80 

0.23 

0.03 

0.26 

0.05 

0.52 

- 

0.0600 

0.0042 

0.0059 

- 

0.070 

0.070 

0.326 

0.016 

0.310 

0.338 

108.92 

Over Exploited 



0.20 

0.00 

711.67 

0.01 

0.00 

0.01 

0.01 

0.08 

- 

0.0100 

0.0007 

0.0010 

- 

0.012 

0.012 

0.018 

0.001 

0.017 

0.055 

316.63 

Over Exploited 

Baroli Chauth 

0807000401004200 

0.25 

0.53 

9.77 

0.58 

0.05 

0.63 

0.05 

0.55 

- 

0.0900 

0.0113 

0.0137 

0.003 

0.118 

0.118 

0.746 

0.037 

0.709 

0.533 

75.24 

Semi Critical 

Bheelamka 

0807000400997800 

0.25 

0.15 

(2.84) 

0.15 

0.02 

0.17 

0.06 

0.61 

0.02 

0.0600 

0.0025 

0.0035 

0.000 

0.066 

0.083 

0.254 

0.013 

0.241 

0.341 

141.61 

Over Exploited 

Chak Keshopura 

0807000401008400 

0.25 

0.02 

120.99 

0.03 

0.00 

0.03 

0.02 

0.16 

- 

- 

0.0015 

0.0021 

- 

0.004 

0.004 

0.034 

0.002 

0.032 

0.004 

12.86 

Safe 



0.20 

0.00 

630.16 

0.00 

0.00 

0.00 

0.01 

0.06 

- 

- 

0.0006 

0.0008 

- 

0.001 

0.001 

0.005 

0.000 

0.005 

0.002 

29.88 

Safe 

Chak Umra 

0807000401005100 

0.25 

0.00 

2,662.24 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

0.0000 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chhichharwari 

0807000200975400 

0.20 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chomeda 

0807000401000100 

0.25 

0.95 

27.59 

1.14 

0.03 

1.18 

0.06 

0.61 

- 

0.0100 

0.0161 

0.0228 

0.002 

0.051 

0.051 

1.226 

0.061 

1.165 

0.091 

7.84 

Safe 

Deeg (M) 

0807000440703000 

0.25 

0.63 

103.63 

0.76 

0.08 

0.84 

0.03 

0.29 

- 

0.1100 

0.0222 

0.0314 

- 

0.164 

0.164 

1.006 

0.050 

0.955 

2.238 

234.21 

Over Exploited 



0.20 

0.00 

10,612.41 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0005 

0.0007 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.047 

2,043.82 

Over Exploited 

Dhamari 

0807000400997100 

0.25 

0.62 

(54.05) 

0.49 

0.05 

0.54 

0.07 

0.63 

0.08 

0.0900 

0.0102 

0.0144 

- 

0.115 

0.194 

0.737 

0.037 

0.700 

0.485 

69.27 

Safe 

Didawali 

0807000400999700 

0.25 

0.13 

(18.19) 

0.11 

0.02 

0.12 

0.04 

0.41 

- 

0.0200 

0.0032 

0.0046 

- 

0.028 

0.028 

0.150 

0.007 

0.142 

0.136 

95.74 

Critical 

Gadalpur 

0807000400999900 

0.25 

0.22 

(15.56) 

0.18 

0.02 

0.20 

0.06 

0.61 

- 

0.0300 

0.0037 

0.0052 

- 

0.039 

0.039 

0.239 

0.012 

0.227 

0.195 

86.18 

Semi Critical 

Garhi Lodha 

0807000401005300 

0.25 

0.12 

(7.64) 

0.12 

0.02 

0.13 

0.05 

0.48 

- 

0.0200 

0.0027 

0.0038 

0.001 

0.028 

0.028 

0.159 

0.008 

0.151 

0.099 

65.42 

Safe 

Ghata 

0807000200976900 

0.20 

0.04 

90.45 

0.05 

0.01 

0.06 

0.02 

0.16 

0.00 

0.0200 

- 

- 

- 

0.020 

0.025 

0.080 

0.004 

0.076 

0.106 

138.57 

Over Exploited 



0.20 

0.13 

(2.10) 

0.13 

0.02 

0.15 

0.03 

0.30 

0.02 

0.0300 

0.0058 

0.0081 

- 

0.044 

0.061 

0.212 

0.011 

0.202 

0.196 

97.18 

Critical 

Girse 

0807000401005700 

0.25 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Guhana 

0807000400998300 

0.25 

0.00 

2,985.91 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0002 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.013 

1,000.11 

Over Exploited 

Iklahra 

0807000401000000 

0.25 

0.41 

13.86 

0.47 

0.04 

0.51 

0.06 

0.61 

- 

0.1000 

0.0070 

0.0099 

0.002 

0.119 

0.119 

0.633 

0.032 

0.602 

0.536 

89.04 

Semi Critical 

Kasba Deeg ( Rural) 

0807000401003500 

0.25 

0.21 

54.29 

0.25 

0.09 

0.34 

0.06 

0.56 

- 

0.2500 

0.0038 

0.0054 

- 

0.259 

0.259 

0.598 

0.030 

0.568 

1.329 

233.96 

Over Exploited 

Khera Brahman 

0807000401004600 

0.25 

0.00 

6,731.26 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0002 

0.0003 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.001 

53.16 

Safe 

Kheriya Purohitan 

0807000401005500 

0.25 

0.00 

769.47 

0.00 

0.00 

0.01 

0.01 

0.06 

- 

0.0100 

0.0006 

0.0008 

- 

0.011 

0.011 

0.017 

0.001 

0.016 

0.038 

236.71 

Over Exploited 

Khohri 

0807000401005600 

0.25 

0.32 

25.60 

0.39 

0.03 

0.42 

0.05 

0.49 

- 

0.0800 

0.0057 

0.0064 

0.003 

0.095 

0.095 

0.517 

0.026 

0.491 

0.458 

93.34 

Critical 

Kishanpur ( Rural) 

0807000401000300 

0.25 

0.00 

5,381.68 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kuchawati 

0807000401003400 

0.25 

0.44 

(2.90) 

0.43 

0.06 

0.49 

0.05 

0.52 

- 

0.1200 

0.0087 

0.0123 

0.002 

0.143 

0.143 

0.630 

0.032 

0.599 

0.665 

111.11 

Over Exploited 

Malipura 

0807000401003900 

0.25 

0.21 

107.57 

0.25 

0.06 

0.31 

0.06 

0.61 

- 

0.1400 

0.0036 

0.0050 

0.000 

0.149 

0.149 

0.460 

0.023 

0.437 

0.778 

178.21 

Over Exploited 

Malpur ( Rural) 

0807000401000200 

0.25 

0.04 

177.82 

0.04 

0.00 

0.05 

0.01 

0.14 

- 

0.0100 

0.0026 

0.0036 

- 

0.016 

0.016 

0.064 

0.003 

0.061 

0.079 

130.02 

Over Exploited 

Mauroli 

0807000200977100 

0.20 

0.00 

493.64 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.013 

0.029 

224.91 

Over Exploited 

Mullaka 

0807000200976700 

0.20 

0.00 

550.61 

0.00 

0.00 

0.00 

0.00 

0.03 

0.00 

- 

0.0002 

0.0003 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.001 

51.73 

Safe 

Murar 

0807000200976800 

0.20 

0.00 

305.16 

0.00 

0.00 

0.00 

0.01 

0.05 

0.00 

- 

0.0004 

0.0005 

- 

0.001 

0.001 

0.003 

0.000 

0.003 

0.012 

381.52 

Over Exploited 

Nagla Chahar 

0807000401004900 

0.25 

0.26 

(14.68) 

0.22 

0.03 

0.25 

0.06 

0.60 

- 

0.0600 

0.0044 

0.0063 

0.000 

0.071 

0.071 

0.324 

0.016 

0.308 

0.307 

99.97 

Critical 

Nagla Dandu 

0807000401003700 

0.25 

0.13 

2.57 

0.13 

0.02 

0.16 

0.06 

0.60 

- 

0.0500 

0.0022 

0.0031 

0.001 

0.056 

0.056 

0.212 

0.011 

0.202 

0.265 

131.41 

Over Exploited 

Nagla Faujdar 

0807000401004800 

0.25 

0.22 

0.63 

0.23 

0.04 

0.26 

0.06 

0.60 

- 

0.0800 

0.0038 

0.0054 

0.000 

0.090 

0.090 

0.353 

0.018 

0.335 

0.433 

129.16 

Over Exploited 

Nagla Harsukh 

0807000400997300 

0.25 

0.17 

(57.36) 

0.13 

0.01 

0.14 

0.07 

0.64 

0.02 

0.0100 

0.0027 

0.0039 

0.001 

0.017 

0.038 

0.178 

0.009 

0.169 

0.080 

47.22 

Safe 

Nagla Khaman 

0807000401004000 

0.25 

0.11 

81.70 

0.13 

0.01 

0.15 

0.06 

0.61 

- 

0.0400 

0.0019 

0.0026 

0.002 

0.046 

0.046 

0.193 

0.010 

0.183 

0.195 

106.57 

Over Exploited 

Nagla Khuntela 

0807000401003600 

0.25 

0.20 

(15.47) 

0.17 

0.02 

0.18 

0.06 

0.60 

- 

0.0400 

0.0034 

0.0048 

- 

0.048 

0.048 

0.233 

0.012 

0.221 

0.235 

106.39 

Over Exploited 

Nagla Kokla 

0807000400997700 

0.25 

0.32 

(23.74) 

0.26 

0.02 

0.28 

0.06 

0.61 

0.04 

0.0400 

0.0054 

0.0076 

0.001 

0.054 

0.091 

0.368 

0.018 

0.349 

0.243 

69.58 

Safe 

Nagla Radhey 

0807000401005200 

0.25 

0.14 

(1.72) 

0.14 

0.02 

0.15 

0.05 

0.48 

- 

0.0300 

0.0030 

0.0042 

- 

0.037 

0.037 

0.189 

0.009 

0.180 

0.186 

103.78 

Over Exploited 



0.20 

0.00 

13,117.24 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

0.0000 

0.0000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nagla Shripur 

0807000400999800 

0.25 

0.06 

34.14 

0.08 

0.01 

0.09 

0.03 

0.29 

- 

0.0200 

0.0022 

0.0032 

- 

0.025 

0.025 

0.116 

0.006 

0.110 

0.100 

91.27 

Critical 

Nagla Wadripur 

0807000400997900 

0.25 

0.49 

(28.60) 

0.40 

0.03 

0.42 

0.06 

0.61 

0.06 

0.0400 

0.0083 

0.0118 

0.002 

0.062 

0.118 

0.541 

0.027 

0.514 

0.222 

43.30 

Safe 

Nahra Chauth 

0807000400997200 

0.25 

0.44 

(53.35) 

0.36 

0.03 

0.39 

0.07 

0.64 

0.06 

0.0500 

0.0073 

0.0103 

- 

0.068 

0.125 

0.514 

0.026 

0.488 

0.272 

55.78 

Safe 

Narena Chauth 

0807000400997500 

0.25 

0.47 

(51.25) 

0.38 

0.04 

0.41 

0.07 

0.63 

0.06 

0.0500 

0.0077 

0.0109 

0.005 

0.074 

0.132 

0.547 

0.027 

0.519 

0.284 

54.63 

Safe 

Pahalwara 

0807000400998400 

0.25 

0.00 

936.04 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.013 

780.69 

Over Exploited 



0.25 

0.00 

3,878.50 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pahartal 

0807000401003100 

0.25 

0.00 

844.79 

0.00 

0.00 

0.01 

0.01 

0.05 

- 

- 

0.0007 

0.0010 

- 

0.002 

0.002 

0.007 

0.000 

0.007 

0.002 

27.91 

Safe 



0.20 

0.02 

403.30 

0.02 

0.00 

0.02 

0.01 

0.12 

- 

- 

0.0016 

0.0023 

- 

0.004 

0.004 

0.026 

0.001 

0.024 

0.005 

18.49 

Safe 

Palla 

0807000200977000 

0.20 

0.09 

12.55 

0.11 

0.01 

0.12 

0.03 

0.27 

0.01 

0.0200 

- 

- 

- 

0.020 

0.032 

0.148 

0.007 

0.141 

0.103 

73.51 

Semi Critical 

Paramdara 

0807000400998000 

0.25 

0.96 

(12.12) 

0.85 

0.07 

0.92 

0.05 

0.50 

0.11 

0.0800 

0.0200 

0.0282 

0.004 

0.132 

0.243 

1.161 

0.058 

1.102 

0.478 

43.37 

Safe 

Pasta 

0807000400997600 

0.25 

1.08 

(52.60) 

0.86 

0.05 

0.91 

0.07 

0.63 

0.13 

0.0300 

0.0178 

0.0252 

0.002 

0.076 

0.207 

1.114 

0.056 

1.058 

0.187 

17.68 

Safe 

Poonchhri 

0807000401004400 

0.25 

0.49 

8.79 

0.54 

0.03 

0.56 

0.06 

0.60 

- 

0.0400 

0.0098 

0.0119 

0.000 

0.062 

0.062 

0.627 

0.031 

0.596 

0.259 

43.41 

Safe 

Rambagh ( Rural) 

0807000401003200 

0.25 

0.03 

190.19 

0.04 

0.01 

0.05 

0.02 

0.16 

- 

0.0200 

0.0022 

0.0030 

- 

0.025 

0.025 

0.080 

0.004 

0.076 

0.100 

132.24 

Over Exploited 



0.20 

0.16 

48.09 

0.19 

0.02 

0.21 

0.04 

0.39 

- 

0.0400 

0.0053 

0.0075 

- 

0.053 

0.053 

0.267 

0.013 

0.254 

0.219 

86.14 

Semi Critical 

Rundh Narayanpur 

0807000401009000 

0.25 

0.00 

2,922.17 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.20 

0.00 

1,130.79 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

0.0003 

0.0005 

- 

0.001 

0.001 

0.003 

0.000 

0.002 

0.001 

38.62 

Safe 

Rundh Narena 

0807000400997400 

0.25 

0.44 

(54.09) 

0.35 

0.01 

0.36 

0.07 

0.64 

0.06 

0.0100 

0.0072 

0.0101 

- 

0.027 

0.083 

0.447 

0.022 

0.425 

0.080 

18.85 

Safe 

Rundh Paramdara 

0807000400998100 

0.25 

0.24 

(62.48) 

0.19 

0.01 

0.20 

0.07 

0.63 

0.03 

0.0100 

0.0039 

0.0055 

0.000 

0.020 

0.049 

0.246 

0.012 

0.233 

0.045 

19.27 

Safe 

Samai 

0807000401004500 

0.25 

0.20 

132.80 

0.25 

0.04 

0.28 

0.03 

0.28 

- 

0.0600 

0.0086 

0.0105 

- 

0.079 

0.079 

0.360 

0.018 

0.342 

0.345 

100.89 

Over Exploited 

Seu 

0807000400996900 

0.25 

0.46 

(19.38) 

0.37 

0.02 

0.39 

0.05 

0.45 

0.06 

0.0700 

- 

- 

- 

0.070 

0.128 

0.516 

0.026 

0.490 

0.379 

77.48 

Semi Critical 



0.25 

0.04 

164.49 

0.05 

0.02 

0.06 

0.01 

0.13 

0.00 

0.0200 

0.0030 

0.0043 

- 

0.027 

0.032 

0.094 

0.005 

0.089 

0.103 

115.11 

Over Exploited 

Shahpur 

0807000401001000 

0.20 

0.00 

1,967.04 

0.00 

0.00 

0.00 

0.01 

0.05 

- 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.022 

1,943.60 

Over Exploited 

Shyamdhak 

0807000401004300 

0.25 

0.18 

9.60 

0.20 

0.03 

0.23 

0.06 

0.60 

- 

0.0500 

0.0036 

0.0044 

0.004 

0.062 

0.062 

0.292 

0.015 

0.277 

0.249 

89.71 

Semi Critical 

Shyopura 

0807000401001100 

0.20 

0.00 

6,198.81 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Songaon 

0807000401005400 

0.25 

0.00 

3,998.86 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

0.0003 

0.0004 

- 

0.001 

0.001 

0.001 

0.000 

0.001 

0.013 

978.70 

Over Exploited 

Suhera 

0807000400997000 

0.25 

0.01 

172.20 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.020 

0.001 

0.019 

0.036 

193.61 

Over Exploited 



0.25 

0.26 

(58.40) 

0.21 

0.02 

0.22 

0.06 

0.54 

0.03 

0.0400 

0.0049 

0.0069 

- 

0.052 

0.085 

0.309 

0.015 

0.294 

0.218 

74.08 

Semi Critical 

Tankoli 

0807000400999600 

0.25 

0.00 

1,386.06 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0002 

0.0003 

- 

0.001 

0.001 

0.002 

0.000 

0.002 

0.001 

40.74 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Umra 

080700040100470C 

3.531 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

1.892 

1.18 

0.150 

0.04 

0.01 

0.00 

0.00 

0.00 

0.36 

0.23 

0.13 

0.012 

0.29 

0.46 

02001012 

Abhaipur 

0807000100965600 

1.642 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.642 

1.82 

0.150 

0.07 

0.01 

0.00 

0.00 

0.00 

0.51 

0.34 

0.25 

0.013 

0.49 

0.72 


Akbarpur Meo 

0807000300987100 

2.932 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.082 

0.63 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.001 

0.02 

0.03 


Alampur 

080700010095760C 

1.986 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.986 

1.17 

0.150 

0.04 

0.01 

0.00 

0.00 

0.00 

0.38 

0.28 

0.13 

0.016 

0.45 

0.60 


Amrooka 

080700010096580C 

1.929 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.929 

1.56 

0.150 

0.09 

0.01 

0.00 

0.00 

0.00 

0.53 

0.35 

0.35 

0.015 

0.49 

0.75 


Ardooka 

080700010096380C 

3.471 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.534 

0.57 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.08 

0.013 

0.21 

0.34 






Sikri bund 

Command 

Older Alluvium 

1.508 

0.57 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.08 

0.013 

0.21 

0.33 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.428 

0.57 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.004 

0.06 

0.09 


Baksooka 

080700010096410C 

1.725 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.60 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Sikri bund 

Command 

Older Alluvium 

1.725 

0.60 

0.150 

0.07 

0.02 

0.00 

0.00 

0.00 

0.20 

0.13 

0.25 

0.014 

0.48 

0.75 


Bansoli 

080700020097900C 

1.594 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.010 

0.19 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Barh 

080700010096600C 

0.784 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.471 

1.54 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.08 

0.004 

0.34 

0.56 


Bas Burja 

080700030098680C 

10.093 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.124 

0.42 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.001 

0.01 

0.01 


Bayana 

080700010095790C 

0.805 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.805 

1.34 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.13 

0.06 

0.006 

0.45 

0.60 


Beg Pahari 

080700030099380C 

2.865 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.865 

0.70 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.34 

0.21 

0.17 

0.023 

0.54 

0.89 


Bela 

080700030098820C 

5.082 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.082 

1.76 

0.150 

0.17 

0.02 

0.00 

0.00 

0.00 

1.49 

0.89 

0.62 

0.040 

0.52 

0.87 


Bhadaka 

080700010096320C 

1.127 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.127 

0.77 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.17 

0.12 

0.18 

0.009 

0.45 

0.63 


Bhaisera 

080700010095880C 

3.000 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.396 

1.38 

0.100 

0.09 

0.01 

0.00 

0.00 

0.00 

0.41 

0.30 

0.35 

0.021 

0.36 

0.48 






Gurgaon Canal 

Command 

Older Alluvium 

0.604 

1.38 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.08 

0.005 

0.09 

0.12 


Bhojaka 

080700010095630C 

0.924 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.924 

0.81 

0.100 

0.03 

0.01 

0.00 

0.00 

0.00 

0.09 

0.07 

0.10 

0.008 

0.45 

0.61 


Bhojpur 

080700010096210C 

4.192 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.711 

0.60 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.04 

0.006 

0.08 

0.14 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.394 

0.60 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.23 

0.14 

0.12 

0.030 

0.40 

0.65 


Bhori 

080700010095400C 

4.446 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

4.446 

0.93 

0.100 

0.26 

0.06 

0.01 

0.01 

0.00 

0.59 

0.44 

0.99 

0.039 

0.45 

0.61 


Bhuapur Garhi 

080700030099370C 

5.931 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.401 

0.37 

0.150 

0.07 

0.01 

0.00 

0.00 

0.00 

0.25 

0.15 

0.23 

0.027 

0.31 

0.51 


Bhuapur Khohri 

0807000100965400 

1.022 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.022 

2.07 

0.150 

0.04 

0.01 

0.00 

0.00 

0.00 

0.35 

0.23 

0.16 

0.008 

0.49 

0.74 


Bijasana 

080700010096130C 

2.251 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.903 

0.91 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.22 

0.16 

0.20 

0.017 

0.38 

0.52 


Bilond 

080700020097770C 

8.073 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.313 

1.52 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.01 

0.003 

0.02 

0.04 


Bodoli 

0807000100960400 

4.589 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.889 

2.23 

0.150 

0.12 

0.02 

0.00 

0.00 

0.00 

1.06 

0.78 

0.47 

0.023 

0.28 

0.38 






Sikri bund 

Command 

Older Alluvium 

1.700 

2.23 

0.150 

0.08 

0.01 

0.00 

0.00 

0.00 

0.64 

0.47 

0.29 

0.013 

0.17 

0.23 


Boodli 

0807000300985700 

2.833 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.027 

0.68 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.23 

0.11 

0.04 

0.016 

0.39 

0.79 






Sikri bund 

Command 

Older Alluvium 

0.733 

0.68 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.04 

0.02 

0.006 

0.14 

0.28 


Burana 

0807000100958100 

2.226 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.226 

1.49 

0.150 

0.07 

0.02 

0.00 

0.00 

0.00 

0.55 

0.40 

0.27 

0.018 

0.45 

0.60 


Burani 

0807000100958000 

1.663 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.663 

1.40 

0.150 

0.04 

0.01 

0.00 

0.00 

0.00 

0.38 

0.28 

0.14 

0.013 

0.45 

0.60 


Chandoopura 

0807000100964400 

3.163 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.163 

1.62 

0.150 

0.15 

0.02 

0.00 

0.00 

0.00 

0.90 

0.63 

0.56 

0.025 

0.46 

0.65 


Chaniyan Kalan 

0807000100959200 

1.886 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.075 

0.89 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.02 

0.03 


Chhajoo Khera 

0807000300987900 

1.689 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.670 

0.49 

0.150 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.05 

0.14 

0.005 

0.20 

0.34 






Sikri bund 

Command 

Older Alluvium 

1.019 

0.49 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.12 

0.07 

0.18 

0.008 

0.30 

0.51 


Chhapra 

0807000100957200 

8.511 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.377 

0.94 

0.150 

0.18 

0.04 

0.00 

0.00 

0.00 

1.18 

0.87 

0.65 

0.058 

0.39 

0.53 


Chhpar 

0807000300984900 

0.876 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.028 

0.72 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.04 






Sikri bund 

Command 

Older Alluvium 

0.005 

0.72 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Chinawara 

0807000100957300 

7.147 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.689 

0.87 

0.100 

0.09 

0.02 

0.00 

0.00 

0.00 

0.56 

0.41 

0.31 

0.050 

0.36 

0.50 


Dabra 

0807000100961500 

1.019 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.486 

0.71 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.05 

0.004 

0.22 

0.31 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.480 

0.71 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.04 

0.004 

0.22 

0.31 


Dahana 

0807000100959100 

2.173 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.396 

0.88 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.05 

0.003 

0.08 

0.12 


Danishpur 

0807000100964800 

0.954 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.954 

1.62 

0.150 

0.06 

0.01 

0.00 

0.00 

0.00 

0.28 

0.19 

0.23 

0.008 

0.47 

0.69 


Daniyalpur Khera 

0807000300987600 

1.315 

Fresh 

Sikri bund 

Command 

Older Alluvium 

1.315 

0.55 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.15 

0.09 

0.18 

0.010 

0.50 

0.83 


Dantka 

0807000200973900 

2.941 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.065 

0.94 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.01 

0.02 


Dathait 

0807000100953100 

2.274 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.781 

1.52 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.30 

0.22 

0.15 

0.016 

0.36 

0.49 


Daudri 

0807000100965000 

0.913 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.913 

2.30 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.35 

0.22 

0.20 

0.007 

0.53 

0.87 


Dawak 

0807000300988800 

7.080 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.042 

1.80 

0.150 

0.20 

0.03 

0.00 

0.00 

0.00 

2.07 

1.22 

0.74 

0.055 

0.54 

0.91 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.038 

1.80 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Dhanota 

0807000300986700 

6.017 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.40 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.814 

0.40 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.21 

0.11 

0.16 

0.022 

0.25 

0.47 


Dharmshala 

0807000200974100 

2.364 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.364 

1.21 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.32 

0.19 

0.10 

0.021 

0.55 

0.90 


Dhaulet 

0807000100953400 

7.866 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.098 

1.57 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.85 

0.62 

0.20 

0.045 

0.29 

0.40 






Gurgaon Canal 

Command 

Older Alluvium 

1.829 

1.57 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.31 

0.23 

0.08 

0.016 

0.10 

0.14 


Dheemri 

0807000100956500 

9.036 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

9.036 

0.43 

0.100 

0.28 

0.06 

0.02 

0.02 

0.00 

0.57 

0.42 

1.01 

0.079 

0.45 

0.61 


Doroli 

0806001100920600 

3.227 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.721 

0.84 

0.090 

0.06 

0.01 

0.00 

0.00 

0.00 

0.18 

0.08 

0.24 

0.013 

0.30 

0.65 


Edward Manpur 

0807000300984800 

2.429 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.004 

0.63 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Sikri bund 

Command 

Older Alluvium 

0.209 

0.63 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.002 

0.05 

0.10 


Fakarpur 

0807000100961200 

1.654 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.654 

0.94 

0.150 

0.07 

0.02 

0.00 

0.00 

0.00 

0.28 

0.21 

0.27 

0.013 

0.45 

0.61 


Fatehpur 

0807000100953800 

1.186 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

1.186 

1.01 

0.100 

0.09 

0.02 

0.00 

0.00 

0.00 

0.18 

0.13 

0.34 

0.010 

0.45 

0.61 


Gadhaner 

0807000100953300 

3.502 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.134 

1.25 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.02 

0.02 






Gurgaon Canal 

Command 

Older Alluvium 

3.179 

1.25 

0.100 

0.03 

0.00 

0.00 

0.01 

0.00 

0.42 

0.31 

0.09 

0.028 

0.41 

0.56 


Gadli 

0807000100960500 

0.560 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.560 

2.27 

0.150 

0.03 

0.01 

0.00 

0.00 

0.00 

0.21 

0.15 

0.11 

0.004 

0.45 

0.60 


Gadshora 

0807000100957000 

0.648 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.623 

0.89 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.06 

0.005 

0.43 

0.58 


Gajooka 

0807000100957500 

1.086 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.086 

1.07 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.14 

0.02 

0.009 

0.45 

0.60 


Gangora 

0807000100957400 

8.959 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.167 

0.99 

0.150 

0.18 

0.04 

0.00 

0.00 

0.00 

1.35 

0.99 

0.62 

0.064 

0.41 

0.56 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 


( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Umra 

0807000401004700 

0.25 

0.14 

63.39 

0.17 

0.02 

0.18 

0.03 

0.32 

- 

0.0200 

0.0044 

0.0062 

- 

0.031 

0.031 

0.214 

0.011 

0.204 

0.142 

69.87 

Safe 

Abhaipur 

0807000100965600 

0.25 

0.20 

71.42 

0.24 

0.01 

0.25 

0.07 

0.55 

0.03 

0.0300 

- 

- 

0.000 

0.030 

0.058 

0.307 

0.015 

0.291 

0.266 

91.22 

Critical 

Akbarpur Meo 

0807000300987100 

0.20 

0.00 

1,381.08 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.012 

3,602.33 

Over Exploited 

Alampur 

0807000100957600 

0.25 

0.22 

26.64 

0.27 

0.01 

0.28 

0.06 

0.51 

0.03 

0.0200 

- 

- 

0.001 

0.021 

0.052 

0.328 

0.016 

0.311 

0.143 

45.80 

Safe 

Amrooka 

0807000100965800 

0.25 

0.24 

48.12 

0.29 

0.01 

0.30 

0.07 

0.56 

0.03 

0.0400 

- 

- 

- 

0.040 

0.072 

0.368 

0.018 

0.350 

0.364 

104.05 

Over Exploited 

Ardooka 

0807000100963800 

0.20 

0.07 

3.84 

0.07 

- 

0.07 

0.03 

0.24 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.087 

0.004 

0.082 

0.091 

110.96 

Over Exploited 



0.20 

0.06 

5.99 

0.07 

- 

0.07 

0.03 

0.24 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.086 

0.004 

0.081 

0.091 

112.23 

Over Exploited 



0.20 

0.01 

202.43 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.006 

0.015 

228.39 

Over Exploited 

Baksooka 

0807000100964100 

0.25 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.25 

0.21 

(36.82) 

0.17 

0.02 

0.19 

0.07 

0.55 

0.03 

0.0500 

- 

- 

0.000 

0.050 

0.078 

0.264 

0.013 

0.251 

0.268 

106.51 

Over Exploited 

Bansoli 

0807000200979000 

0.20 

0.00 

1,319.07 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Barh 

0807000100966000 

0.25 

0.04 

95.36 

0.05 

- 

0.05 

0.04 

0.38 

0.01 

0.0100 

- 

- 

- 

0.010 

0.015 

0.063 

0.003 

0.059 

0.083 

139.05 

Over Exploited 

Bas Burja 

0807000300986800 

0.20 

0.00 

2,181.54 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.012 

5,695.69 

Over Exploited 

Bayana 

0807000100957900 

0.25 

0.09 

49.52 

0.11 

0.00 

0.11 

0.06 

0.51 

0.01 

0.0100 

- 

- 

0.000 

0.011 

0.023 

0.131 

0.007 

0.124 

0.070 

56.49 

Safe 

Beg Pahari 

0807000300993800 

0.25 

0.39 

(46.47) 

0.31 

0.01 

0.32 

0.07 

0.61 

0.05 

0.0200 

- 

- 

0.000 

0.020 

0.070 

0.392 

0.020 

0.373 

0.189 

50.58 

Safe 

Bela 

0807000300988200 

0.25 

0.66 

35.19 

0.79 

0.02 

0.81 

0.07 

0.59 

0.09 

0.1200 

- 

- 

0.001 

0.121 

0.207 

1.018 

0.051 

0.967 

0.659 

68.15 

Safe 

Bhadaka 

0807000100963200 

0.25 

0.13 

(5.20) 

0.12 

0.01 

0.13 

0.06 

0.52 

0.02 

0.0300 

- 

- 

0.001 

0.031 

0.049 

0.180 

0.009 

0.171 

0.191 

111.43 

Over Exploited 

Bhaisera 

0807000100958800 

0.20 

0.17 

77.25 

0.21 

0.01 

0.22 

0.05 

0.41 

0.02 

0.0700 

- 

- 

0.001 

0.071 

0.095 

0.310 

0.016 

0.295 

0.369 

125.21 

Over Exploited 



0.20 

0.01 

589.68 

0.01 

0.00 

0.01 

0.01 

0.10 

0.00 

0.0100 

0.0012 

0.0013 

- 

0.013 

0.014 

0.029 

0.001 

0.028 

0.084 

306.21 

Over Exploited 

Bhojaka 

0807000100956300 

0.20 

0.08 

(19.42) 

0.07 

0.01 

0.08 

0.06 

0.51 

0.01 

0.0200 

0.0021 

0.0030 

- 

0.025 

0.037 

0.117 

0.006 

0.112 

0.108 

96.90 

Critical 

Bhojpur 

0807000100962100 

0.20 

0.01 

171.92 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.026 

0.001 

0.024 

0.048 

197.14 

Over Exploited 



0.20 

0.27 

(47.06) 

0.22 

0.01 

0.23 

0.05 

0.45 

0.04 

0.0200 

- 

- 

- 

0.020 

0.056 

0.281 

0.014 

0.267 

0.145 

54.15 

Safe 

Bhori 

0807000100954000 

0.20 

0.40 

8.92 

0.44 

0.08 

0.52 

0.06 

0.51 

0.06 

0.1900 

0.0103 

0.0145 

0.002 

0.217 

0.273 

0.789 

0.039 

0.749 

1.032 

137.69 

Over Exploited 

Bhuapur Garhi 

0807000300993700 

0.25 

0.27 

(42.06) 

0.21 

0.01 

0.22 

0.04 

0.35 

0.03 

0.0300 

- 

- 

- 

0.030 

0.064 

0.288 

0.014 

0.274 

0.257 

93.82 

Critical 

Bhuapur Khohri 

0807000100965400 

0.25 

0.13 

82.74 

0.15 

0.01 

0.16 

0.07 

0.56 

0.02 

0.0300 

- 

- 

- 

0.030 

0.047 

0.207 

0.010 

0.197 

0.166 

84.27 

Semi Critical 

Bijasana 

0807000100961300 

0.20 

0.14 

12.28 

0.16 

0.01 

0.17 

0.05 

0.43 

0.02 

0.0400 

- 

- 

- 

0.040 

0.060 

0.233 

0.012 

0.221 

0.221 

99.86 

Critical 

Bilond 

0807000200977700 

0.20 

0.00 

1,965.43 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.014 

791.00 

Over Exploited 

Bodoli 

0807000100960400 

0.25 

0.20 

284.76 

0.24 

0.02 

0.27 

0.04 

0.32 

0.03 

0.0900 

- 

- 

0.002 

0.092 

0.120 

0.386 

0.019 

0.366 

0.491 

133.90 

Over Exploited 



0.25 

0.07 

565.70 

0.08 

0.01 

0.10 

0.02 

0.19 

0.01 

0.0500 

- 

- 

0.001 

0.051 

0.061 

0.156 

0.008 

0.148 

0.299 

201.96 

Over Exploited 

Boodli 

0807000300985700 

0.20 

0.16 

(28.44) 

0.13 

- 

0.13 

0.05 

0.44 

0.02 

- 

- 

- 

- 

- 

0.020 

0.148 

0.007 

0.141 

0.057 

40.47 

Safe 



0.20 

0.02 

104.70 

0.03 

- 

0.03 

0.02 

0.16 

0.00 

- 

- 

- 

- 

- 

0.003 

0.028 

0.001 

0.026 

0.027 

101.75 

Over Exploited 

Burana 

0807000100958100 

0.25 

0.25 

63.03 

0.30 

0.02 

0.32 

0.06 

0.51 

0.03 

0.0500 

- 

- 

0.001 

0.051 

0.086 

0.404 

0.020 

0.384 

0.288 

74.94 

Semi Critical 

Burani 

0807000100958000 

0.25 

0.19 

50.95 

0.22 

0.01 

0.23 

0.06 

0.51 

0.03 

0.0300 

- 

- 

0.001 

0.031 

0.057 

0.289 

0.014 

0.275 

0.156 

56.79 

Safe 

Chandoopura 

0807000100964400 

0.25 

0.36 

74.19 

0.44 

0.02 

0.46 

0.06 

0.52 

0.05 

0.1000 

- 

- 

0.001 

0.101 

0.151 

0.609 

0.030 

0.578 

0.584 

100.99 

Over Exploited 

Chaniyan Kalan 

0807000100959200 

0.20 

0.00 

1,625.19 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

0.0001 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Chhajoo Khera 

0807000300987900 

0.25 

0.03 

40.23 

0.04 

0.01 

0.05 

0.03 

0.23 

0.00 

0.0300 

- 

- 

0.001 

0.031 

0.035 

0.086 

0.004 

0.081 

0.141 

173.71 

Over Exploited 



0.25 

0.08 

(11.74) 

0.07 

0.01 

0.08 

0.04 

0.34 

0.01 

0.0300 

- 

- 

- 

0.030 

0.040 

0.119 

0.006 

0.113 

0.192 

170.30 

Over Exploited 

Chhapra 

0807000100957200 

0.25 

0.71 

75,738.78 

0.86 

0.04 

0.90 

0.05 

0.44 

0.10 

0.1200 

- 

- 

- 

0.120 

0.220 

1.115 

0.056 

1.059 

0.710 

67.02 

Safe 

Chhpar 

0807000300984900 

0.20 

0.00 

189.53 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

0.004 

0.004 

0.004 

0.006 

0.000 

0.006 

0.000 

3.83 

Safe 



0.20 

0.00 

6,184.13 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chinawara 

0807000100957300 

0.20 

0.41 

(0.76) 

0.41 

0.02 

0.43 

0.05 

0.41 

0.06 

0.0600 

- 

- 

- 

0.060 

0.117 

0.544 

0.027 

0.517 

0.360 

69.67 

Safe 

Dabra 

0807000100961500 

0.20 

0.02 

46.69 

0.03 

- 

0.03 

0.03 

0.25 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.038 

0.002 

0.037 

0.057 

156.65 

Over Exploited 



0.20 

0.02 

49.19 

0.02 

- 

0.02 

0.03 

0.25 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.038 

0.002 

0.036 

0.045 

125.84 

Over Exploited 

Dahana 

0807000100959100 

0.20 

0.01 

363.18 

0.01 

0.00 

0.01 

0.01 

0.10 

0.00 

0.0100 

0.0008 

0.0009 

0.000 

0.012 

0.013 

0.022 

0.001 

0.021 

0.050 

240.37 

Over Exploited 

Danishpur 

0807000100964800 

0.25 

0.11 

71.03 

0.14 

0.01 

0.15 

0.06 

0.54 

0.02 

0.0400 

- 

- 

0.000 

0.040 

0.056 

0.201 

0.010 

0.191 

0.238 

124.27 

Over Exploited 

Daniyalpur Khera 

0807000300987600 

0.25 

0.16 

(45.92) 

0.13 

0.01 

0.14 

0.07 

0.57 

0.02 

0.0300 

- 

- 

0.000 

0.030 

0.052 

0.194 

0.010 

0.184 

0.185 

100.70 

Over Exploited 

Dantka 

0807000200973900 

0.20 

0.00 

2,406.23 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Dathait 

0807000100953100 

0.20 

0.13 

73.08 

0.15 

0.01 

0.16 

0.05 

0.41 

0.02 

0.0300 

- 

- 

- 

0.030 

0.048 

0.210 

0.011 

0.200 

0.170 

84.93 

Semi Critical 

Daudri 

0807000100965000 

0.25 

0.12 

77.78 

0.15 

0.01 

0.16 

0.07 

0.60 

0.02 

0.0400 

- 

- 

0.000 

0.040 

0.056 

0.212 

0.011 

0.201 

0.205 

101.91 

Over Exploited 

Dawak 

0807000300988800 

0.25 

0.95 

28.88 

1.14 

0.03 

1.17 

0.07 

0.61 

0.12 

0.1400 

- 

- 

- 

0.140 

0.262 

1.428 

0.071 

1.356 

0.799 

58.94 

Safe 



0.20 

0.00 

27,566.93 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dhanota 

0807000300986700 

0.25 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.14 

(20.52) 

0.11 

0.01 

0.12 

0.03 

0.28 

0.02 

0.0200 

- 

- 

- 

0.020 

0.038 

0.159 

0.008 

0.151 

0.183 

121.06 

Over Exploited 

Dharmshala 

0807000200974100 

0.20 

0.26 

(25.89) 

0.21 

- 

0.21 

0.07 

0.62 

0.03 

0.0100 

- 

- 

- 

0.010 

0.044 

0.251 

0.013 

0.239 

0.123 

51.39 

Safe 

Dhaulet 

0807000100953400 

0.20 

0.30 

109.29 

0.36 

0.01 

0.37 

0.04 

0.33 

0.04 

0.0400 

- 

- 

- 

0.040 

0.082 

0.449 

0.022 

0.427 

0.240 

56.20 

Safe 



0.20 

0.04 

495.20 

0.05 

0.01 

0.05 

0.01 

0.12 

0.01 

0.0100 

0.0035 

0.0040 

- 

0.018 

0.023 

0.075 

0.004 

0.071 

0.095 

133.88 

Over Exploited 

Dheemri 

0807000100956500 

0.20 

0.81 

(48.25) 

0.65 

0.10 

0.75 

0.06 

0.51 

0.11 

0.1900 

0.0208 

0.0294 

0.002 

0.242 

0.355 

1.102 

0.055 

1.047 

1.085 

103.70 

Over Exploited 

Doroli 

0806001100920600 

0.18 

0.09 

(9.99) 

0.08 

0.01 

0.09 

0.04 

0.34 

0.01 

0.0300 

- 

- 

- 

0.030 

0.042 

0.137 

0.007 

0.130 

0.251 

193.57 

Over Exploited 

Edward Manpur 

0807000300984800 

0.20 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 



0.20 

0.00 

373.57 

0.00 

0.00 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

0.000 

0.003 

0.013 

435.45 

Over Exploited 

Fakarpur 

0807000100961200 

0.25 

0.19 

12.19 

0.21 

0.02 

0.23 

0.06 

0.51 

0.03 

0.0500 

- 

- 

0.000 

0.050 

0.076 

0.304 

0.015 

0.289 

0.282 

97.72 

Critical 

Fatehpur 

0807000100953800 

0.20 

0.11 

26.28 

0.13 

0.03 

0.15 

0.06 

0.51 

0.01 

0.0600 

0.0027 

0.0039 

0.001 

0.067 

0.082 

0.236 

0.012 

0.224 

0.352 

157.07 

Over Exploited 

Gadhaner 

0807000100953300 

0.20 

0.00 

2,541.95 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

199.02 

Over Exploited 



0.20 

0.26 

17.65 

0.31 

0.01 

0.32 

0.06 

0.47 

0.04 

0.0200 

0.0061 

0.0069 

- 

0.033 

0.069 

0.386 

0.019 

0.367 

0.118 

32.15 

Safe 

Gadli 

0807000100960500 

0.25 

0.06 

147.70 

0.07 

0.01 

0.09 

0.06 

0.51 

0.01 

0.0200 

- 

- 

0.001 

0.021 

0.030 

0.116 

0.006 

0.110 

0.116 

105.71 

Over Exploited 

Gadshora 

0807000100957000 

0.20 

0.05 

3.73 

0.06 

- 

0.06 

0.06 

0.49 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.073 

0.004 

0.069 

0.064 

92.81 

Critical 

Gajooka 

0807000100957500 

0.25 

0.12 

12.01 

0.14 

0.00 

0.14 

0.06 

0.51 

0.02 

- 

- 

- 

0.001 

0.001 

0.018 

0.154 

0.008 

0.146 

0.025 

16.76 

Safe 

Gangora 

0807000100957400 

0.25 

0.83 

18.85 

0.99 

0.04 

1.03 

0.06 

0.47 

0.12 

0.1200 

- 

- 

- 

0.120 

0.237 

1.267 

0.063 

1.204 

0.686 

57.01 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Garh Teski 

0807000300987300 

3.509 

Fresh 

Sikri bund 

Command 

Older Alluvium 

0.007 

0.62 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.875 

0.62 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.05 

0.07 

0.007 

0.13 

0.25 






Sikri bund 

Command 

Older Alluvium 

2.627 

0.62 

0.150 

0.06 

0.01 

0.00 

0.00 

0.00 

0.29 

0.16 

0.23 

0.021 

0.40 

0.75 


Ghaghwari 

0807000100965300 

3.384 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.384 

2.21 

0.150 

0.16 

0.02 

0.00 

0.00 

0.00 

1.26 

0.80 

0.63 

0.027 

0.51 

0.81 


Ghamoorki 

0807000300985500 

4.012 

Saline 

Sikri bund 

Command 

Older Alluvium 

4.012 

0.71 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.47 

0.24 

0.17 

0.032 

0.55 

1.08 


Ghatmeeka 

0807000100953600 

2.180 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

2.180 

1.01 

0.100 

0.06 

0.01 

0.00 

0.01 

0.00 

0.26 

0.19 

0.23 

0.019 

0.45 

0.61 


Gheesaira 

0807000100953500 

2.502 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

1.18 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Gurgaon Canal 

Command 

Older Alluvium 

2.502 

1.18 

0.100 

0.16 

0.02 

0.00 

0.00 

0.00 

0.43 

0.31 

0.60 

0.022 

0.45 

0.61 


Golki 

0807000300988700 

1.261 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.261 

1.14 

0.150 

0.06 

0.01 

0.00 

0.00 

0.00 

0.26 

0.15 

0.21 

0.010 

0.55 

0.97 


Gopalgarh 

0807000100962900 

8.431 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.844 

0.57 

0.150 

0.15 

0.03 

0.00 

0.00 

0.00 

0.36 

0.26 

0.56 

0.022 

0.15 

0.21 






Sikri bund 

Command 

Older Alluvium 

5.587 

0.57 

0.150 

0.29 

0.07 

0.00 

0.00 

0.00 

0.69 

0.50 

1.10 

0.044 

0.30 

0.41 


Gulpara 

0807000300989000 

8.686 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.157 

1.00 

0.150 

0.21 

0.03 

0.00 

0.00 

0.00 

1.10 

0.66 

0.79 

0.048 

0.39 

0.65 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.416 

1.00 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.03 

0.003 

0.03 

0.04 






Sikri bund 

Command 

Older Alluvium 

0.139 

1.00 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.01 

0.01 


Haiwatka 

0807000100960900 

3.722 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.071 

0.77 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.03 

0.009 

0.13 

0.18 






Sikri bund 

Command 

Older Alluvium 

2.445 

0.77 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.22 

0.16 

0.08 

0.021 

0.29 

0.40 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.207 

0.77 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.002 

0.02 

0.03 


Huseeka 

0807000100960700 

1.288 

Fresh 

Sikri bund 

Command 

Older Alluvium 

1.288 

0.76 

0.150 

0.03 

0.01 

0.00 

0.00 

0.00 

0.17 

0.12 

0.10 

0.010 

0.45 

0.61 


Hussaipur 

0807000300988500 

4.560 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.968 

0.76 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.06 

0.04 

0.008 

0.12 

0.23 






Sikri bund 

Command 

Older Alluvium 

3.592 

0.76 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.45 

0.23 

0.18 

0.028 

0.44 

0.85 


Ikalhara 

0807000100966400 

1.439 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.439 

1.65 

0.150 

0.09 

0.01 

0.00 

0.00 

0.00 

0.44 

0.27 

0.33 

0.011 

0.53 

0.85 


Imlari 

0807000300989200 

2.710 

Saline 

Sikri bund 

Command 

Older Alluvium 

1.671 

0.69 

0.150 

0.04 

0.01 

0.00 

0.00 

0.00 

0.20 

0.11 

0.16 

0.013 

0.34 

0.63 


Jaishri (Jaisri) 

0807000300984600 

3.193 

Saline 

Sikri bund 

Command 

Older Alluvium 

0.023 

0.62 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Jajanka 

0807000200978700 

0.974 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.034 

0.16 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 


Jalalpur 

0807000300986000 

3.032 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.016 

0.87 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Jarla 

0807000100961100 

1.117 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.996 

0.80 

0.100 

0.02 

0.01 

0.00 

0.00 

0.00 

0.09 

0.06 

0.08 

0.009 

0.40 

0.55 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.121 

0.80 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.05 

0.07 


Jasoti 

0807000100958500 

2.222 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

2.222 

0.87 

0.100 

0.17 

0.04 

0.00 

0.01 

0.00 

0.31 

0.23 

0.67 

0.019 

0.45 

0.60 


Jatoli 

0807000100966200 

1.014 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.014 

1.61 

0.150 

0.07 

0.01 

0.00 

0.00 

0.00 

0.30 

0.19 

0.25 

0.008 

0.52 

0.82 


Jhandipur 

0807000100956400 

0.832 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.832 

0.95 

0.100 

0.06 

0.02 

0.00 

0.00 

0.00 

0.12 

0.08 

0.25 

0.007 

0.45 

0.61 


Jhanjhar 

0807000300985200 

5.988 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.007 

0.77 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Sikri bund 

Command 

Older Alluvium 

5.981 

0.77 

0.150 

0.19 

0.03 

0.00 

0.00 

0.00 

0.85 

0.43 

0.68 

0.047 

0.55 

1.10 


Jhantli 

0807000300988000 

6.881 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.676 

0.76 

0.150 

0.10 

0.01 

0.00 

0.00 

0.00 

0.74 

0.42 

0.34 

0.045 

0.43 

0.75 






Sikri bund 

Command 

Older Alluvium 

0.000 

0.76 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.124 

0.76 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.08 

0.03 

0.009 

0.09 

0.15 






Sikri bund 

Command 

Older Alluvium 

0.081 

0.76 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 


Jhenjhpuri 

0807000200978800 

4.210 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.392 

0.22 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.003 

0.05 

0.08 


Jodhpur 

0807000100959900 

1.941 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.875 

1.26 

0.100 

0.09 

0.01 

0.00 

0.00 

0.00 

0.32 

0.21 

0.33 

0.016 

0.48 

0.72 


Jot Dariya 

0807000100962400 

0.991 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.400 

0.62 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.004 

0.19 

0.27 






Sikri bund 

Command 

Older Alluvium 

0.200 

0.62 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.09 

0.13 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.391 

0.62 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.003 

0.18 

0.26 


Jot Gaweti 

0807000100962600 

1.954 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.384 

0.70 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.06 

0.003 

0.09 

0.12 






Sikri bund 

Command 

Older Alluvium 

0.068 

0.70 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.02 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.502 

0.70 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.14 

0.10 

0.19 

0.013 

0.35 

0.48 


Jot Gulab 

0807000100962300 

1.506 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.609 

0.62 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.005 

0.19 

0.27 






Sikri bund 

Command 

Older Alluvium 

0.187 

0.62 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.06 

0.08 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.709 

0.62 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.006 

0.22 

0.32 


Jot Kadar 

0807000100962800 

1.479 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.243 

0.59 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.07 

0.10 






Sikri bund 

Command 

Older Alluvium 

1.235 

0.59 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.05 

0.011 

0.38 

0.53 


Jot Roohalla 

0807000100962500 

3.626 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.054 

0.70 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.377 

0.70 

0.100 

0.08 

0.02 

0.00 

0.00 

0.00 

0.30 

0.20 

0.26 

0.030 

0.43 

0.62 


Jot Sadruddin 

0807000100962700 

1.530 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.527 

0.66 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.04 

0.005 

0.16 

0.22 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.003 

0.66 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.05 

0.009 

0.30 

0.42 


Jotpapra 

0807000100961700 

1.654 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.654 

0.72 

0.100 

0.02 

0.00 

0.00 

0.00 

0.02 

0.11 

0.08 

0.07 

0.015 

0.46 

0.66 


Jotri Pahari 

0807000100961800 

2.476 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.53 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.345 

0.53 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.16 

0.10 

0.16 

0.021 

0.46 

0.73 


Jotri Peepal 

0807000100961900 

2.488 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.311 

0.59 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.18 

0.11 

0.17 

0.020 

0.45 

0.72 


Kaithwara 

0807000100965100 

13.917 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.917 

2.12 

0.150 

1.12 

0.16 

0.00 

0.00 

0.00 

5.38 

3.34 

4.32 

0.109 

0.52 

0.84 


Kakrala 

0807000300993400 

6.908 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.052 

0.59 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Kanhor 

0807000100960200 

2.962 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.962 

2.08 

0.150 

0.20 

0.03 

0.00 

0.00 

0.00 

1.09 

0.78 

0.76 

0.023 

0.46 

0.64 


Kanwari 

0807000100953700 

1.219 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

1.219 

1.01 

0.100 

0.08 

0.02 

0.00 

0.00 

0.00 

0.18 

0.13 

0.30 

0.011 

0.45 

0.61 


Kathaul 

0807000100956200 

10.842 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

2.843 

0.79 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.26 

0.19 

0.23 

0.025 

0.12 

0.16 


Katkarka 

0807000100963900 

1.369 

Fresh 

Sikri bund 

Command 

Older Alluvium 

1.369 

0.56 

0.100 

0.03 

0.01 

0.00 

0.00 

0.00 

0.10 

0.06 

0.12 

0.012 

0.48 

0.77 


Kerua 

0807000100958400 

1.048 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.977 

1.27 

0.100 

0.03 

0.01 

0.00 

0.00 

0.00 

0.14 

0.11 

0.12 

0.009 

0.42 

0.56 






Gurgaon Canal 

Command 

Older Alluvium 

0.071 

1.27 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.03 

0.04 


Khallooka 

0807000100954100 

3.357 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

2.807 

0.99 

0.100 

0.07 

0.02 

0.01 

0.01 

0.00 

0.31 

0.23 

0.24 

0.025 

0.38 

0.52 


Khandewla 

0807000100957700 

3.889 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.561 

1.16 

0.150 

0.04 

0.01 

0.00 

0.00 

0.00 

0.65 

0.48 

0.12 

0.028 

0.41 

0.55 






Sikri bund 

Command 

Older Alluvium 

0.329 

1.16 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.02 

0.003 

0.04 

0.05 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 


( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Garh Teski 

0807000300987300 

0.25 

0.00 

16,886.80 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.02 

131.79 

0.03 

- 

0.03 

0.02 

0.15 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.041 

0.002 

0.039 

0.080 

205.82 

Over Exploited 



0.20 

0.21 

(25.38) 

0.17 

0.01 

0.18 

0.05 

0.45 

0.03 

0.0300 

- 

- 

- 

0.030 

0.057 

0.235 

0.012 

0.223 

0.250 

111.99 

Over Exploited 

Ghaghwari 

0807000100965300 

0.25 

0.43 

84.56 

0.52 

0.02 

0.54 

0.07 

0.58 

0.06 

0.1200 

- 

- 

0.001 

0.121 

0.179 

0.720 

0.036 

0.684 

0.652 

95.23 

Critical 

Ghamoorki 

0807000300985500 

0.20 

0.44 

(46.22) 

0.35 

0.01 

0.36 

0.07 

0.62 

0.06 

0.0200 

- 

- 

- 

0.020 

0.076 

0.439 

0.022 

0.417 

0.199 

47.64 

Safe 

Ghatmeeka 

0807000100953600 

0.20 

0.20 

(2.30) 

0.19 

0.02 

0.21 

0.06 

0.51 

0.03 

0.0400 

0.0050 

0.0071 

0.001 

0.054 

0.081 

0.292 

0.015 

0.278 

0.251 

90.43 

Critical 

Gheesaira 

0807000100953500 

0.20 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.22 

39.87 

0.27 

0.03 

0.30 

0.06 

0.51 

0.03 

0.1100 

0.0048 

0.0054 

0.001 

0.121 

0.153 

0.451 

0.023 

0.428 

0.623 

145.56 

Over Exploited 

Golki 

0807000300988700 

0.25 

0.17 

(13.31) 

0.15 

0.01 

0.16 

0.07 

0.62 

0.02 

0.0200 

- 

- 

0.001 

0.021 

0.043 

0.204 

0.010 

0.193 

0.224 

115.78 

Over Exploited 

Gopalgarh 

0807000100962900 

0.25 

0.11 

142.02 

0.13 

0.03 

0.16 

0.02 

0.17 

0.02 

0.1000 

- 

- 

0.002 

0.102 

0.117 

0.277 

0.014 

0.264 

0.578 

219.48 

Over Exploited 



0.25 

0.42 

20.38 

0.50 

0.07 

0.57 

0.04 

0.34 

0.06 

0.2100 

- 

- 

0.004 

0.214 

0.272 

0.845 

0.042 

0.803 

1.147 

142.81 

Over Exploited 

Gulpara 

0807000300989000 

0.25 

0.60 

10.33 

0.66 

0.03 

0.69 

0.05 

0.44 

0.08 

0.0900 

- 

- 

- 

0.090 

0.167 

0.857 

0.043 

0.814 

0.839 

103.11 

Over Exploited 



0.20 

0.00 

1,882.74 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.033 

1,204.72 

Over Exploited 



0.20 

0.00 

5,027.23 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.011 

3,605.89 

Over Exploited 

Haiwatka 

0807000100960900 

0.20 

0.03 

146.31 

0.03 

- 

0.03 

0.02 

0.15 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.047 

0.002 

0.045 

0.036 

81.61 

Semi Critical 



0.20 

0.14 

11.63 

0.16 

- 

0.16 

0.04 

0.34 

0.02 

0.0100 

- 

- 

- 

0.010 

0.030 

0.191 

0.010 

0.181 

0.100 

55.49 

Safe 



0.20 

0.00 

1,036.78 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

138.52 

Over Exploited 

Huseeka 

0807000100960700 

0.25 

0.14 

(14.97) 

0.12 

0.01 

0.13 

0.06 

0.51 

0.02 

0.0200 

- 

- 

0.000 

0.020 

0.041 

0.173 

0.009 

0.164 

0.113 

68.79 

Safe 

Hussaipur 

0807000300988500 

0.20 

0.02 

172.37 

0.03 

- 

0.03 

0.01 

0.13 

0.00 

- 

- 

- 

- 

- 

0.003 

0.030 

0.002 

0.029 

0.050 

172.12 

Over Exploited 



0.20 

0.31 

(26.11) 

0.25 

0.01 

0.26 

0.06 

0.49 

0.04 

0.0200 

- 

- 

0.000 

0.020 

0.060 

0.322 

0.016 

0.306 

0.205 

67.13 

Safe 

Ikalhara 

0807000100966400 

0.25 

0.19 

42.96 

0.23 

0.01 

0.24 

0.07 

0.60 

0.03 

0.0400 

- 

- 

- 

0.040 

0.065 

0.304 

0.015 

0.288 

0.343 

119.03 

Over Exploited 

Imlari 

0807000300989200 

0.20 

0.11 

(3.58) 

0.11 

0.01 

0.12 

0.04 

0.39 

0.01 

0.0300 

- 

- 

0.001 

0.031 

0.046 

0.167 

0.008 

0.159 

0.170 

106.94 

Over Exploited 

Jaishri (Jaisri) 

0807000300984600 

0.20 

0.00 

5,807.95 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jajanka 

0807000200978700 

0.20 

0.00 

133.15 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jalalpur 

0807000300986000 

0.20 

0.00 

10,719.47 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jarla 

0807000100961100 

0.20 

0.08 

(18.87) 

0.06 

0.01 

0.07 

0.06 

0.46 

0.01 

0.0200 

- 

- 

- 

0.020 

0.031 

0.106 

0.005 

0.101 

0.093 

92.02 

Critical 



0.20 

0.00 

495.52 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.001 

70.81 

Semi Critical 

Jasoti 

0807000100958500 

0.20 

0.20 

16.39 

0.23 

0.05 

0.28 

0.06 

0.51 

0.03 

0.1300 

0.0051 

0.0072 

0.001 

0.143 

0.171 

0.452 

0.023 

0.429 

0.686 

159.89 

Over Exploited 

Jatoli 

0807000100966200 

0.25 

0.13 

46.46 

0.16 

0.01 

0.17 

0.07 

0.59 

0.02 

0.0300 

- 

- 

- 

0.030 

0.048 

0.216 

0.011 

0.205 

0.261 

127.29 

Over Exploited 

Jhandipur 

0807000100956400 

0.20 

0.07 

13.84 

0.08 

0.02 

0.11 

0.06 

0.51 

0.01 

0.0500 

0.0019 

0.0027 

- 

0.055 

0.065 

0.173 

0.009 

0.165 

0.255 

154.91 

Over Exploited 

Jhanjhar 

0807000300985200 

0.20 

0.00 

50,900.32 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.66 

(35.28) 

0.53 

0.03 

0.56 

0.07 

0.62 

0.08 

0.0800 

- 

- 

0.000 

0.080 

0.164 

0.724 

0.036 

0.687 

0.728 

105.90 

Over Exploited 

Jhantli 

0807000300988000 

0.25 

0.61 

(31.06) 

0.49 

0.01 

0.50 

0.06 

0.49 

0.08 

0.0400 

- 

- 

- 

0.040 

0.120 

0.619 

0.031 

0.588 

0.388 

65.96 

Safe 



0.25 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.02 

311.94 

0.02 

- 

0.02 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.003 

0.026 

0.001 

0.024 

0.041 

168.49 

Over Exploited 



0.20 

0.00 

5,190.44 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Jhenjhpuri 

0807000200978800 

0.20 

0.00 

28.75 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.014 

283.21 

Over Exploited 

Jodhpur 

0807000100959900 

0.20 

0.18 

17.08 

0.21 

0.01 

0.22 

0.06 

0.54 

0.02 

0.0400 

- 

- 

- 

0.040 

0.064 

0.284 

0.014 

0.270 

0.343 

127.14 

Over Exploited 

Jot Dariya 

0807000100962400 

0.20 

0.01 

17.20 

0.02 

- 

0.02 

0.03 

0.21 

0.00 

- 

- 

- 

- 

- 

0.002 

0.019 

0.001 

0.018 

0.015 

78.51 

Semi Critical 



0.20 

0.00 

131.37 

0.00 

- 

0.00 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.013 

269.90 

Over Exploited 



0.20 

0.01 

19.65 

0.02 

- 

0.02 

0.03 

0.21 

0.00 

- 

- 

- 

- 

- 

0.002 

0.019 

0.001 

0.018 

0.013 

74.94 

Semi Critical 

Jot Gaweti 

0807000100962600 

0.20 

0.01 

392.52 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.019 

0.001 

0.018 

0.066 

365.03 

Over Exploited 



0.20 

0.00 

1,474.49 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.20 

0.10 

(0.32) 

0.10 

0.01 

0.11 

0.05 

0.40 

0.01 

0.0400 

- 

- 

- 

0.040 

0.055 

0.169 

0.008 

0.160 

0.205 

128.13 

Over Exploited 

Jot Gulab 

0807000100962300 

0.20 

0.02 

13.52 

0.03 

- 

0.03 

0.03 

0.21 

0.00 

- 

- 

- 

- 

- 

0.003 

0.029 

0.001 

0.028 

0.016 

59.22 

Safe 



0.20 

0.00 

266.82 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.002 

59.98 

Safe 



0.20 

0.03 

(2.38) 

0.03 

- 

0.03 

0.03 

0.25 

0.00 

- 

- 

- 

- 

- 

0.004 

0.034 

0.002 

0.033 

0.016 

49.54 

Safe 

Jot Kadar 

0807000100962800 

0.20 

0.00 

183.45 

0.00 

- 

0.00 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.002 

46.18 

Safe 



0.20 

0.09 

(28.88) 

0.07 

- 

0.07 

0.05 

0.43 

0.01 

0.0100 

- 

- 

- 

0.010 

0.023 

0.098 

0.005 

0.093 

0.064 

68.60 

Safe 

Jot Roohalla 

0807000100962500 

0.20 

0.00 

3,453.12 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.29 

11,667.51 

0.23 

0.02 

0.25 

0.06 

0.49 

0.04 

0.0500 

- 

- 

- 

0.050 

0.090 

0.340 

0.017 

0.323 

0.293 

90.73 

Critical 

Jot Sadruddin 

0807000100962700 

0.20 

0.02 

91.07 

0.02 

- 

0.02 

0.02 

0.18 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.032 

0.002 

0.031 

0.047 

152.67 

Over Exploited 



0.20 

0.06 

1.40 

0.06 

- 

0.06 

0.04 

0.34 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.079 

0.004 

0.075 

0.060 

79.54 

Semi Critical 

Jotpapra 

0807000100961700 

0.20 

0.15 

(47.63) 

0.12 

0.02 

0.15 

0.06 

0.52 

0.02 

0.0100 

- 

- 

0.037 

0.047 

0.068 

0.215 

0.011 

0.204 

0.087 

42.41 

Safe 

Jotri Pahari 

0807000100961800 

0.20 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.21 

(52.19) 

0.17 

0.01 

0.18 

0.06 

0.52 

0.03 

0.0200 

- 

- 

- 

0.020 

0.049 

0.231 

0.012 

0.219 

0.176 

80.12 

Semi Critical 

Jotri Peepal 

0807000100961900 

0.20 

0.20 

2,578.18 

0.16 

0.01 

0.17 

0.06 

0.51 

0.03 

0.0300 

- 

- 

- 

0.030 

0.057 

0.229 

0.011 

0.217 

0.192 

88.43 

Semi Critical 

Kaithwara 

0807000100965100 

0.25 

1.81 

84.37 

2.18 

0.16 

2.34 

0.07 

0.59 

0.24 

0.8100 

- 

- 

0.003 

0.813 

1.052 

3.390 

0.169 

3.220 

4.429 

137.54 

Over Exploited 

Kakrala 

0807000300993400 

0.25 

0.00 

5,187.83 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kanhor 

0807000100960200 

0.25 

0.34 

129.30 

0.41 

0.03 

0.44 

0.06 

0.52 

0.05 

0.0900 

- 

- 

0.000 

0.090 

0.138 

0.576 

0.029 

0.547 

0.783 

143.11 

Over Exploited 

Kanwari 

0807000100953700 

0.20 

0.11 

18.50 

0.13 

0.03 

0.16 

0.06 

0.51 

0.02 

0.0600 

0.0028 

0.0040 

0.001 

0.068 

0.083 

0.239 

0.012 

0.227 

0.308 

135.31 

Over Exploited 

Kathaul 

0807000100956200 

0.20 

0.07 

190.07 

0.08 

0.02 

0.10 

0.02 

0.13 

0.01 

0.0400 

0.0055 

0.0062 

- 

0.052 

0.061 

0.160 

0.008 

0.152 

0.250 

163.97 

Over Exploited 

Katkarka 

0807000100963900 

0.20 

0.13 

(54.42) 

0.11 

0.01 

0.12 

0.07 

0.55 

0.02 

0.0200 

- 

- 

0.001 

0.021 

0.039 

0.156 

0.008 

0.148 

0.133 

89.87 

Semi Critical 

Kerua 

0807000100958400 

0.20 

0.08 

31.22 

0.10 

0.01 

0.11 

0.06 

0.47 

0.01 

0.0200 

- 

- 

- 

0.020 

0.031 

0.139 

0.007 

0.132 

0.125 

94.41 

Critical 



0.20 

0.00 

1,398.09 

0.00 

0.00 

0.00 

0.00 

0.03 

0.00 

- 

0.0002 

0.0002 

- 

0.000 

0.000 

0.001 

0.000 

0.001 

0.001 

51.02 

Safe 

Khallooka 

0807000100954100 

0.20 

0.21 

7.18 

0.23 

0.03 

0.26 

0.05 

0.43 

0.03 

0.0500 

0.0065 

0.0091 

0.001 

0.067 

0.097 

0.358 

0.018 

0.340 

0.267 

78.46 

Semi Critical 

Khandewla 

0807000100957700 

0.25 

0.36 

32.21 

0.44 

0.01 

0.45 

0.06 

0.47 

0.05 

0.0200 

- 

- 

0.001 

0.021 

0.072 

0.519 

0.026 

0.493 

0.146 

29.63 

Safe 



0.25 

0.00 

1,267.99 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.019 

470.92 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Khanpur 

080700010096220C 

3.057 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.049 

0.62 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.07 

0.009 

0.16 

0.24 






Sikri bund 

Command 

Older Alluvium 

0.116 

0.62 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.02 

0.03 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.540 

0.62 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.07 

0.014 

0.24 

0.36 


Kherla Noabad 

0807000100964200 

1.528 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.208 

0.45 

0.150 

0.10 

0.02 

0.00 

0.00 

0.00 

0.16 

0.10 

0.37 

0.009 

0.38 

0.61 






Sikri bund 

Command 

Older Alluvium 

0.321 

0.45 

0.150 

0.03 

0.01 

0.00 

0.00 

0.00 

0.04 

0.03 

0.11 

0.003 

0.10 

0.16 


Kherli Alimuddin 

0807000100954400 

1.613 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.027 

0.95 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Kherli Manna 

0807000100960100 

2.923 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.923 

1.65 

0.100 

0.14 

0.02 

0.00 

0.00 

0.00 

0.60 

0.42 

0.53 

0.026 

0.47 

0.68 


Khohra 

0807000200978500 

1.288 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.115 

0.23 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.02 

0.010 

0.47 

0.77 


Kishanpura 

0807000300987800 

1.116 

Fresh 

Sikri bund 

Command 

Older Alluvium 

0.664 

0.61 

0.150 

0.06 

0.01 

0.00 

0.00 

0.00 

0.11 

0.06 

0.22 

0.005 

0.31 

0.56 





Saline 

Sikri bund 

Command 

Older Alluvium 

0.452 

0.61 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.08 

0.004 

0.21 

0.38 


Kulyana 

0807000100965200 

0.864 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.864 

2.25 

0.150 

0.06 

0.01 

0.00 

0.00 

0.00 

0.34 

0.21 

0.23 

0.007 

0.52 

0.84 


Ladamka 

0807000100963700 

3.956 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.028 

0.56 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Sikri bund 

Command 

Older Alluvium 

3.928 

0.56 

0.150 

0.21 

0.05 

0.00 

0.00 

0.00 

0.49 

0.34 

0.82 

0.031 

0.46 

0.65 


Laharwara 

0807000300986100 

3.966 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.245 

0.80 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.02 

0.002 

0.04 

0.08 


La wan 

0807000300985800 

2.550 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.137 

0.74 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.07 

0.11 

0.009 

0.25 

0.53 


Lawna 

0807000100961000 

1.810 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.810 

0.90 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.20 

0.15 

0.17 

0.016 

0.45 

0.61 


Liwasana 

0807000100961400 

2.553 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.277 

0.84 

0.100 

0.08 

0.02 

0.00 

0.00 

0.00 

0.25 

0.18 

0.30 

0.020 

0.40 

0.56 


Madhogarh 

0807000100963600 

1.386 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.821 

0.52 

0.150 

0.08 

0.02 

0.00 

0.00 

0.00 

0.12 

0.09 

0.30 

0.006 

0.27 

0.38 






Sikri bund 

Command 

Older Alluvium 

0.566 

0.52 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.08 

0.06 

0.18 

0.004 

0.19 

0.27 


Maharaipur 

0807000300987700 

2.060 

Fresh 

Sikri bund 

Command 

Older Alluvium 

1.586 

0.56 

0.150 

0.08 

0.01 

0.00 

0.00 

0.00 

0.20 

0.12 

0.32 

0.012 

0.40 

0.71 





Saline 

Sikri bund 

Command 

Older Alluvium 

0.474 

0.56 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.04 

0.004 

0.12 

0.21 


Mahmadpur 

0807000100958300 

2.123 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.123 

2.05 

0.150 

0.08 

0.01 

0.00 

0.00 

0.00 

0.72 

0.53 

0.31 

0.017 

0.45 

0.61 


Malhaka 

0807000100958700 

1.320 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.676 

1.13 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.08 

0.006 

0.23 

0.31 






Gurgaon Canal 

Command 

Older Alluvium 

0.643 

1.13 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.08 

0.006 

0.22 

0.30 


Maliki 

0807000100963300 

2.970 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.970 

0.77 

0.150 

0.14 

0.03 

0.00 

0.00 

0.00 

0.45 

0.32 

0.52 

0.023 

0.46 

0.66 


Manchi 

0807000200978200 

2.129 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.518 

0.59 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.01 

0.013 

0.39 

0.65 


Mandal 

0807000100956600 

2.210 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

2.210 

0.49 

0.100 

0.11 

0.03 

0.00 

0.01 

0.00 

0.18 

0.13 

0.42 

0.019 

0.45 

0.60 


Mandor 

0807000100965700 

0.873 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.873 

1.78 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.26 

0.18 

0.10 

0.007 

0.48 

0.70 


Matooki 

0807000100966100 

3.985 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.985 

1.48 

0.150 

0.19 

0.03 

0.00 

0.00 

0.00 

1.05 

0.64 

0.71 

0.031 

0.54 

0.88 


Mitthoopura 

0807000300988400 

3.925 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.737 

1.07 

0.150 

0.10 

0.01 

0.00 

0.00 

0.00 

0.53 

0.29 

0.36 

0.022 

0.38 

0.68 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.188 

1.07 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.21 

0.12 

0.07 

0.009 

0.16 

0.30 


Moongaska 

0807000100959700 

5.538 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.319 

0.90 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.003 

0.03 

0.04 


Mothooka 

0807000100957100 

1.378 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.378 

0.84 

0.100 

0.03 

0.01 

0.00 

0.00 

0.00 

0.14 

0.10 

0.11 

0.012 

0.45 

0.61 


Munpur Karmala 

0806000600838400 

8.048 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.628 

0.13 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.004 

0.04 

0.07 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.13 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nagla Aramsingh 

0807000100966300 

1.402 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.402 

1.49 

0.150 

0.06 

0.01 

0.00 

0.00 

0.00 

0.36 

0.22 

0.22 

0.011 

0.54 

0.87 


Nagla Firozpur 

0807000100956900 

1.202 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.202 

0.91 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.10 

0.06 

0.011 

0.45 

0.60 


Nagla Shahjadpur 

0807000100956800 

0.657 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.657 

0.73 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.03 

0.006 

0.45 

0.60 


Nakatpur 

0807000100963500 

1.728 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.500 

0.51 

0.150 

0.09 

0.02 

0.00 

0.00 

0.00 

0.18 

0.12 

0.34 

0.012 

0.41 

0.61 






Sikri bund 

Command 

Older Alluvium 

0.229 

0.51 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.05 

0.002 

0.06 

0.09 


Nangal 

0807000100953000 

8.111 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.814 

1.59 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.97 

0.71 

0.10 

0.051 

0.33 

0.45 



0807000300993600 

3.461 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.459 

0.64 

0.150 

0.04 

0.01 

0.00 

0.00 

0.00 

0.17 

0.11 

0.16 

0.011 

0.23 

0.37 


Nawda 

0807000100963000 

1.121 

Fresh 

Sikri bund 

Command 

Older Alluvium 

1.121 

1.06 

0.150 

0.04 

0.01 

0.00 

0.00 

0.00 

0.21 

0.15 

0.14 

0.009 

0.45 

0.61 


Neemla 

0807000200978300 

1.439 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.439 

0.34 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.02 

0.013 

0.54 

0.89 


Niski 

0807000200978400 

0.804 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.804 

0.26 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.007 

0.54 

0.89 


Olanda 

0807000200978600 

1.784 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.684 

0.15 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.11 

0.015 

0.52 

0.85 


Pachlahari 

0807000300988900 

0.836 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.821 

0.87 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.08 

0.12 

0.006 

0.54 

0.89 


Pagseri 

0806001100920700 

2.064 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.764 

0.81 

0.090 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.04 

0.16 

0.006 

0.21 

0.44 






Sikri bund 

Command 

Older Alluvium 

0.003 

0.81 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Pahari 

0807000100956700 

17.672 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.651 

0.94 

0.150 

0.08 

0.02 

0.00 

0.00 

0.01 

1.13 

0.84 

0.25 

0.060 

0.19 

0.26 






Gurgaon Canal 

Command 

Older Alluvium 

10.021 

0.94 

0.150 

0.11 

0.02 

0.02 

0.03 

0.00 

1.46 

1.08 

0.33 

0.079 

0.25 

0.34 


Pali 

0807000100964000 

1.004 

Fresh 

Sikri bund 

Command 

Older Alluvium 

1.004 

0.58 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.13 

0.08 

0.19 

0.008 

0.47 

0.72 


Pandeka 

0807000100957800 

2.301 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.503 

1.16 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.28 

0.21 

0.06 

0.012 

0.29 

0.39 






Sikri bund 

Command 

Older Alluvium 

0.798 

1.16 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.11 

0.04 

0.006 

0.15 

0.21 


Papra 

0807000100961600 

4.402 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.741 

0.69 

0.100 

0.03 

0.01 

0.00 

0.00 

0.00 

0.07 

0.05 

0.11 

0.007 

0.08 

0.11 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.188 

0.69 

0.100 

0.10 

0.02 

0.00 

0.00 

0.00 

0.30 

0.21 

0.37 

0.028 

0.33 

0.49 


Pathrali 

0807000100964500 

5.334 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.610 

2.12 

0.150 

0.16 

0.02 

0.00 

0.00 

0.00 

1.29 

0.92 

0.62 

0.028 

0.31 

0.44 






Sikri bund 

Command 

Older Alluvium 

1.724 

2.12 

0.150 

0.08 

0.01 

0.00 

0.00 

0.00 

0.62 

0.44 

0.29 

0.014 

0.15 

0.21 


Peelsoo 

0807000100963100 

2.587 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.674 

1.76 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.22 

0.16 

0.20 

0.005 

0.12 

0.16 






Sikri bund 

Command 

Older Alluvium 

1.913 

1.76 

0.150 

0.14 

0.03 

0.00 

0.00 

0.00 

0.62 

0.45 

0.53 

0.015 

0.33 

0.46 


Peepal Khera 

0807000100964300 

10.040 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.040 

0.81 

0.150 

0.45 

0.11 

0.00 

0.00 

0.00 

1.57 

1.01 

1.69 

0.079 

0.49 

0.75 


Peeruka 

0807000100962000 

0.845 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.788 

0.58 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.05 

0.007 

0.46 

0.78 


Phootaki 

0807000300987000 

4.568 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.487 

0.71 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.04 

0.004 

0.06 

0.13 


Piproli 

0807000100963400 

2.778 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.778 

0.32 

0.150 

0.18 

0.04 

0.00 

0.00 

0.00 

0.27 

0.18 

0.69 

0.022 

0.47 

0.69 


Potlaki 

0807000100960800 

0.877 

Fresh 

Sikri bund 

Command 

Older Alluvium 

0.877 

1.12 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.19 

0.14 

0.19 

0.007 

0.45 

0.61 


Punay 

0807000300988600 

2.901 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.249 

0.85 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.04 

0.002 

0.05 

0.09 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.267 

0.85 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.10 

0.08 

0.010 

0.24 

0.44 






Sikri bund 

Command 

Older Alluvium 

1.385 

0.85 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.20 

0.11 

0.08 

0.011 

0.26 

0.48 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Khanpur 

0807000100962200 

0.20 

0.03 

65.47 

0.04 

- 

0.04 

0.02 

0.18 

0.00 

0.0100 

- 

- 

- 

0.010 

0.015 

0.055 

0.003 

0.052 

0.082 

156.60 

Over Exploited 



0.20 

0.00 

1,041.98 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

194.07 

Over Exploited 



0.20 

0.07 

39,480.71 

0.07 

- 

0.07 

0.03 

0.27 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.092 

0.005 

0.087 

0.087 

98.94 

Critical 

Kherla Noabad 

0807000100964200 

0.25 

0.12 

(12.43) 

0.10 

0.02 

0.12 

0.05 

0.44 

0.02 

0.0700 

- 

- 

- 

0.070 

0.086 

0.207 

0.010 

0.197 

0.383 

194.77 

Over Exploited 



0.25 

0.01 

220.50 

0.01 

0.01 

0.02 

0.01 

0.12 

0.00 

0.0200 

- 

- 

- 

0.020 

0.021 

0.041 

0.002 

0.039 

0.115 

294.65 

Over Exploited 

Kherli Alimuddin 

0807000100954400 

0.20 

0.00 

4,196.71 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0001 

0.0001 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kherli Manna 

0807000100960100 

0.20 

0.28 

51.07 

0.33 

0.02 

0.35 

0.07 

0.54 

0.04 

0.0600 

- 

- 

0.001 

0.061 

0.099 

0.451 

0.023 

0.428 

0.551 

128.64 

Over Exploited 

Khohra 

0807000200978500 

0.20 

0.11 

(79.52) 

0.08 

- 

0.08 

0.06 

0.53 

0.01 

- 

- 

- 

- 

- 

0.014 

0.098 

0.005 

0.093 

0.032 

34.28 

Safe 

Kishanpura 

0807000300987800 

0.25 

0.05 

19.31 

0.06 

0.01 

0.07 

0.04 

0.35 

0.01 

0.0300 

- 

- 

- 

0.030 

0.037 

0.108 

0.005 

0.103 

0.228 

221.54 

Over Exploited 



0.20 

0.02 

78.65 

0.02 

- 

0.02 

0.03 

0.24 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.035 

0.002 

0.034 

0.088 

259.85 

Over Exploited 

Kulyana 

0807000100965200 

0.25 

0.11 

89.00 

0.14 

0.01 

0.15 

0.07 

0.59 

0.01 

0.0400 

- 

- 

- 

0.040 

0.055 

0.201 

0.010 

0.191 

0.237 

124.19 

Over Exploited 

Ladamka 

0807000100963700 

0.25 

0.00 

6,869.80 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.25 

0.45 

(24.21) 

0.36 

0.05 

0.41 

0.06 

0.52 

0.06 

0.1500 

- 

- 

0.001 

0.152 

0.214 

0.623 

0.031 

0.592 

0.848 

143.25 

Over Exploited 

Laharwara 

0807000300986100 

0.20 

0.00 

966.18 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.023 

1,055.85 

Over Exploited 

La wan 

0807000300985800 

0.20 

0.06 

29.73 

0.07 

- 

0.07 

0.03 

0.28 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.086 

0.004 

0.082 

0.123 

150.47 

Over Exploited 

Lawna 

0807000100961000 

0.20 

0.16 

(7.98) 

0.15 

0.01 

0.16 

0.06 

0.51 

0.02 

0.0300 

- 

- 

- 

0.030 

0.053 

0.212 

0.011 

0.201 

0.184 

91.38 

Critical 

Liwasana 

0807000100961400 

0.20 

0.18 

(0.51) 

0.18 

0.02 

0.20 

0.06 

0.46 

0.03 

0.0600 

- 

- 

- 

0.060 

0.086 

0.288 

0.014 

0.273 

0.324 

118.50 

Over Exploited 

Madhogarh 

0807000100963600 

0.25 

0.06 

57.35 

0.07 

0.02 

0.09 

0.04 

0.31 

0.01 

0.0600 

- 

- 

0.000 

0.061 

0.068 

0.155 

0.008 

0.147 

0.307 

208.46 

Over Exploited 



0.25 

0.03 

125.31 

0.03 

0.01 

0.04 

0.03 

0.21 

0.00 

0.0300 

- 

- 

- 

0.030 

0.034 

0.075 

0.004 

0.072 

0.186 

260.45 

Over Exploited 

Maharaipur 

0807000300987700 

0.25 

0.16 

(27.00) 

0.13 

0.01 

0.14 

0.05 

0.45 

0.02 

0.0400 

- 

- 

- 

0.040 

0.061 

0.197 

0.010 

0.187 

0.331 

177.18 

Over Exploited 



0.20 

0.01 

150.45 

0.01 

- 

0.01 

0.02 

0.13 

0.00 

- 

- 

- 

- 

- 

0.001 

0.015 

0.001 

0.014 

0.046 

321.16 

Over Exploited 

Mahmadpur 

0807000100958300 

0.25 

0.24 

124.04 

0.28 

0.01 

0.30 

0.06 

0.51 

0.03 

0.0300 

- 

- 

0.001 

0.031 

0.064 

0.359 

0.018 

0.341 

0.327 

95.81 

Critical 

Malhaka 

0807000100958700 

0.20 

0.03 

129.18 

0.04 

0.00 

0.04 

0.03 

0.26 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.014 

0.052 

0.003 

0.049 

0.085 

173.52 

Over Exploited 



0.20 

0.03 

134.59 

0.03 

0.00 

0.04 

0.03 

0.25 

0.00 

0.0100 

0.0012 

0.0014 

0.002 

0.014 

0.018 

0.055 

0.003 

0.053 

0.085 

161.21 

Over Exploited 

Maliki 

0807000100963300 

0.25 

0.34 

(7.76) 

0.32 

0.03 

0.35 

0.06 

0.53 

0.05 

0.1000 

- 

- 

0.001 

0.101 

0.148 

0.495 

0.025 

0.470 

0.538 

114.43 

Over Exploited 

Manchi 

0807000200978200 

0.20 

0.12 

(50.32) 

0.10 

0.00 

0.10 

0.05 

0.44 

0.02 

- 

- 

- 

0.003 

0.003 

0.019 

0.116 

0.006 

0.110 

0.024 

22.05 

Safe 

Mandal 

0807000100956600 

0.20 

0.20 

(33.25) 

0.16 

0.04 

0.20 

0.06 

0.51 

0.03 

0.0800 

0.0051 

0.0072 

- 

0.092 

0.120 

0.317 

0.016 

0.301 

0.436 

144.74 

Over Exploited 

Mandor 

0807000100965700 

0.25 

0.10 

71.74 

0.13 

- 

0.13 

0.07 

0.54 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.150 

0.007 

0.142 

0.110 

77.20 

Semi Critical 

Matooki 

0807000100966100 

0.25 

0.54 

19.19 

0.64 

0.03 

0.67 

0.07 

0.61 

0.07 

0.0800 

- 

- 

- 

0.080 

0.151 

0.824 

0.041 

0.783 

0.745 

95.17 

Critical 

Mitthoopura 

0807000300988400 

0.25 

0.26 

13.12 

0.29 

0.01 

0.30 

0.05 

0.43 

0.03 

0.0400 

- 

- 

- 

0.040 

0.073 

0.376 

0.019 

0.357 

0.380 

106.28 

Over Exploited 



0.20 

0.04 

198.67 

0.05 

- 

0.05 

0.02 

0.19 

0.01 

0.0100 

- 

- 

- 

0.010 

0.015 

0.062 

0.003 

0.059 

0.082 

140.13 

Over Exploited 

Moongaska 

0807000100959700 

0.20 

0.00 

938.07 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.019 

809.51 

Over Exploited 

Mothooka 

0807000100957100 

0.20 

0.12 

(18.66) 

0.10 

0.01 

0.11 

0.06 

0.51 

0.02 

0.0200 

- 

- 

- 

0.020 

0.037 

0.147 

0.007 

0.140 

0.117 

83.64 

Semi Critical 

Munpur Karmala 

0806000600838400 

0.24 

0.01 

94.18 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.008 

0.035 

471.28 

Over Exploited 



0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nagla Aramsingh 

0807000100966300 

0.25 

0.19 

19.27 

0.22 

0.01 

0.23 

0.07 

0.61 

0.02 

0.0200 

- 

- 

- 

0.020 

0.045 

0.279 

0.014 

0.265 

0.232 

87.53 

Semi Critical 

Nagla Firozpur 

0807000100956900 

0.20 

0.11 

(10.35) 

0.10 

- 

0.10 

0.06 

0.51 

0.02 

0.0100 

- 

- 

- 

0.010 

0.025 

0.121 

0.006 

0.115 

0.074 

63.90 

Safe 

Nagla Shahjadpur 

0807000100956800 

0.20 

0.06 

(28.50) 

0.05 

0.00 

0.05 

0.06 

0.51 

0.01 

0.0100 

- 

- 

0.002 

0.012 

0.020 

0.068 

0.003 

0.065 

0.033 

50.50 

Safe 

Nakatpur 

0807000100963500 

0.25 

0.15 

(19.36) 

0.12 

0.02 

0.14 

0.06 

0.46 

0.02 

0.0600 

- 

- 

- 

0.060 

0.081 

0.224 

0.011 

0.213 

0.347 

162.70 

Over Exploited 



0.25 

0.00 

417.73 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.014 

0.050 

355.33 

Over Exploited 

Nangal 

0807000100953000 

0.20 

0.38 

86.01 

0.46 

- 

0.46 

0.05 

0.37 

0.05 

0.0200 

- 

- 

- 

0.020 

0.073 

0.529 

0.026 

0.503 

0.147 

29.24 

Safe 


0807000300993600 

0.25 

0.08 

24.53 

0.10 

0.01 

0.11 

0.03 

0.26 

0.01 

0.0200 

- 

- 

- 

0.020 

0.031 

0.142 

0.007 

0.135 

0.168 

124.79 

Over Exploited 

Nawda 

0807000100963000 

0.25 

0.13 

21.81 

0.15 

0.01 

0.16 

0.06 

0.51 

0.02 

0.0300 

- 

- 

0.001 

0.031 

0.048 

0.209 

0.010 

0.199 

0.152 

76.39 

Semi Critical 

Neemla 

0807000200978300 

0.20 

0.16 

(77.42) 

0.13 

0.00 

0.13 

0.07 

0.62 

0.02 

- 

- 

- 

0.001 

0.001 

0.021 

0.147 

0.007 

0.140 

0.035 

24.76 

Safe 

Niski 

0807000200978400 

0.20 

0.09 

(78.21) 

0.07 

- 

0.07 

0.07 

0.61 

0.01 

- 

- 

- 

- 

- 

0.011 

0.081 

0.004 

0.077 

0.029 

37.71 

Safe 

Olanda 

0807000200978600 

0.20 

0.17 

(80.85) 

0.14 

0.00 

0.14 

0.07 

0.59 

0.02 

0.0100 

- 

- 

0.002 

0.012 

0.034 

0.175 

0.009 

0.166 

0.125 

75.17 

Semi Critical 

Pachlahari 

0807000300988900 

0.25 

0.11 

(25.08) 

0.09 

0.00 

0.09 

0.07 

0.61 

0.01 

0.0200 

- 

- 

0.000 

0.020 

0.034 

0.123 

0.006 

0.117 

0.125 

107.42 

Over Exploited 

Pagseri 

0806001100920700 

0.18 

0.03 

41.16 

0.03 

0.01 

0.04 

0.03 

0.24 

0.00 

0.0200 

- 

- 

- 

0.020 

0.024 

0.068 

0.003 

0.065 

0.164 

252.48 

Over Exploited 



0.18 

0.00 

21,363.77 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pahari 

0807000100956700 

0.25 

0.37 

126.40 

0.44 

0.03 

0.47 

0.03 

0.22 

0.05 

0.0500 

- 

- 

0.010 

0.060 

0.112 

0.582 

0.029 

0.553 

0.314 

56.83 

Safe 



0.25 

0.63 

69.89 

0.76 

0.07 

0.83 

0.04 

0.29 

0.09 

0.0600 

0.0231 

0.0326 

0.003 

0.119 

0.208 

1.033 

0.052 

0.982 

0.413 

42.05 

Safe 

Pali 

0807000100964000 

0.25 

0.12 

(29.62) 

0.10 

0.01 

0.11 

0.06 

0.54 

0.02 

0.0400 

- 

- 

- 

0.040 

0.056 

0.162 

0.008 

0.153 

0.198 

128.98 

Over Exploited 

Pandeka 

0807000100957800 

0.25 

0.11 

89.51 

0.13 

0.00 

0.13 

0.04 

0.33 

0.02 

0.0100 

- 

- 

0.001 

0.011 

0.026 

0.158 

0.008 

0.150 

0.067 

44.59 

Safe 



0.25 

0.03 

255.51 

0.04 

0.00 

0.04 

0.02 

0.18 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.015 

0.052 

0.003 

0.049 

0.046 

94.24 

Critical 

Papra 

0807000100961600 

0.20 

0.01 

324.16 

0.01 

0.01 

0.02 

0.01 

0.09 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.045 

0.002 

0.043 

0.112 

258.35 

Over Exploited 



0.20 

0.21 

(3.19) 

0.21 

0.02 

0.23 

0.05 

0.38 

0.03 

0.0700 

- 

- 

- 

0.070 

0.100 

0.326 

0.016 

0.310 

0.394 

127.28 

Over Exploited 

Pathrali 

0807000100964500 

0.25 

0.28 

227.54 

0.34 

0.02 

0.36 

0.04 

0.35 

0.04 

0.0700 

- 

- 

0.001 

0.071 

0.110 

0.467 

0.023 

0.444 

0.647 

145.94 

Over Exploited 



0.25 

0.06 

588.86 

0.08 

0.01 

0.09 

0.02 

0.17 

0.01 

0.0300 

- 

- 

0.001 

0.031 

0.040 

0.128 

0.006 

0.122 

0.308 

253.08 

Over Exploited 

Peelsoo 

0807000100963100 

0.25 

0.02 

702.83 

0.02 

0.01 

0.03 

0.02 

0.13 

0.00 

0.0400 

- 

- 

0.000 

0.040 

0.043 

0.077 

0.004 

0.073 

0.203 

277.87 

Over Exploited 



0.25 

0.16 

181.27 

0.19 

0.03 

0.22 

0.05 

0.38 

0.02 

0.1000 

- 

- 

0.001 

0.101 

0.123 

0.345 

0.017 

0.328 

0.545 

166.12 

Over Exploited 

Peepal Khera 

0807000100964300 

0.25 

1.22 

(17.39) 

1.01 

0.11 

1.12 

0.07 

0.55 

0.16 

0.3200 

- 

- 

0.002 

0.322 

0.487 

1.608 

0.080 

1.527 

1.764 

115.49 

Over Exploited 

Peeruka 

0807000100962000 

0.20 

0.07 

(46.55) 

0.06 

- 

0.06 

0.06 

0.53 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.078 

0.004 

0.074 

0.058 

77.99 

Semi Critical 

Phootaki 

0807000300987000 

0.20 

0.01 

395.15 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.007 

0.046 

617.41 

Over Exploited 

Piproli 

0807000100963400 

0.25 

0.32 

(43.22) 

0.26 

0.04 

0.30 

0.06 

0.53 

0.04 

0.1300 

- 

- 

0.002 

0.132 

0.177 

0.477 

0.024 

0.453 

0.713 

157.22 

Over Exploited 

Potlaki 

0807000100960800 

0.25 

0.10 

41.11 

0.12 

0.01 

0.13 

0.06 

0.51 

0.01 

0.0400 

- 

- 

- 

0.040 

0.054 

0.181 

0.009 

0.172 

0.195 

113.13 

Over Exploited 

Punay 

0807000300988600 

0.25 

0.00 

669.64 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.042 

1,128.17 

Over Exploited 



0.20 

0.06 

61.51 

0.07 

- 

0.07 

0.03 

0.27 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.091 

0.005 

0.087 

0.093 

107.31 

Over Exploited 



0.20 

0.07 

46.17 

0.09 

- 

0.09 

0.03 

0.30 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.107 

0.005 

0.102 

0.094 

92.31 

Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Rampur Posti 

0807000300988300 

2.005 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.005 

2.13 

0.150 

0.08 

0.01 

0.00 

0.00 

0.00 

0.71 

0.42 

0.30 

0.016 

0.53 

0.90 


Raniyala 

0807000300984700 

1.760 

Saline 

Sikri bund 

Command 

Older Alluvium 

1.419 

0.67 

0.150 

0.04 

0.01 

0.00 

0.00 

0.00 

0.17 

0.09 

0.16 

0.011 

0.45 

0.87 


Ranph 

0807000100965500 

3.853 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.853 

1.82 

0.150 

0.31 

0.05 

0.00 

0.00 

0.00 

1.31 

0.85 

1.20 

0.030 

0.50 

0.77 


Rasgan 

0806000600838500 

10.150 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.682 

0.23 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.05 

0.18 

0.012 

0.09 

0.16 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.23 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rasoolpur 

0807000300993500 

0.452 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.340 

0.65 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.13 

0.003 

0.41 

0.66 


Rawalka 

0807000100953900 

0.689 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.689 

1.01 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.12 

0.09 

0.23 

0.006 

0.45 

0.62 


Rayavka 

0807000100964700 

0.962 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.962 

1.80 

0.150 

0.06 

0.01 

0.00 

0.00 

0.00 

0.31 

0.21 

0.24 

0.008 

0.48 

0.70 


Rustampur 

0807000300987400 

1.836 

Fresh 

Sikri bund 

Command 

Older Alluvium 

0.500 

0.58 

0.150 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.04 

0.14 

0.004 

0.14 

0.25 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.890 

0.58 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.10 

0.007 

0.25 

0.44 






Sikri bund 

Command 

Older Alluvium 

0.446 

0.58 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.05 

0.004 

0.13 

0.22 


Sahalpur 

0807000100953200 

1.017 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.090 

1.21 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.04 

0.05 






Gurgaon Canal 

Command 

Older Alluvium 

0.742 

1.21 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.09 

0.007 

0.33 

0.45 


Saidampur 

0806001100920500 

1.449 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.022 

0.88 

0.090 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.02 


Samdeeka 

0807000100954200 

0.693 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.693 

0.94 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.07 

0.17 

0.006 

0.45 

0.62 


Samsalka 

0807000100959800 

4.104 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.923 

0.96 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.32 

0.22 

0.16 

0.026 

0.34 

0.49 


Sanwler 

0807000100959000 

7.934 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.614 

1.00 

0.100 

0.11 

0.02 

0.00 

0.00 

0.00 

0.45 

0.33 

0.41 

0.032 

0.21 

0.28 






Gurgaon Canal 

Command 

Older Alluvium 

3.938 

1.00 

0.100 

0.13 

0.02 

0.01 

0.01 

0.00 

0.49 

0.36 

0.46 

0.035 

0.22 

0.31 


Sarwarka 

0807000100958600 

2.415 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

2.168 

0.96 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.24 

0.18 

0.16 

0.019 

0.40 

0.54 


Satwari 

0807000100958900 

6.230 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.230 

1.87 

0.100 

0.23 

0.03 

0.00 

0.00 

0.00 

1.36 

0.99 

0.84 

0.055 

0.45 

0.62 


Seekri Chak No. 1 

0807000300988100 

4.128 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.144 

0.76 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.06 

0.03 

0.18 

0.001 

0.02 

0.04 






Sikri bund 

Command 

Older Alluvium 

0.162 

0.76 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.06 

0.03 

0.21 

0.001 

0.02 

0.04 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.889 

0.76 

0.150 

0.14 

0.02 

0.00 

0.00 

0.00 

0.22 

0.12 

0.55 

0.007 

0.12 

0.22 






Sikri bund 

Command 

Older Alluvium 

2.933 

0.76 

0.150 

0.46 

0.07 

0.00 

0.00 

0.00 

0.73 

0.39 

1.82 

0.023 

0.38 

0.72 


Seekri Chak No. 2 

0807000300985000 

4.706 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.288 

0.77 

0.150 

0.00 

0.00 

0.00 

0.00 

0.01 

0.03 

0.01 

0.00 

0.002 

0.03 

0.07 






Sikri bund 

Command 

Older Alluvium 

3.410 

0.77 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.40 

0.20 

0.00 

0.027 

0.41 

0.82 


Shahdoongar 

0807000100964900 

2.802 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.802 

1.85 

0.150 

0.10 

0.01 

0.00 

0.00 

0.00 

0.87 

0.57 

0.36 

0.022 

0.49 

0.74 


Shekhpur 

0807000100964600 

0.729 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.729 

1.79 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.24 

0.16 

0.20 

0.006 

0.47 

0.67 


Shri Rampur Doongri 

0807000300989100 

1.026 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.028 

0.79 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.03 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.440 

0.79 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.003 

0.24 

0.42 






Sikri bund 

Command 

Older Alluvium 

0.431 

0.79 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.003 

0.23 

0.41 


Sihawali 

0807000300985600 

1.357 

Fresh 

Sikri bund 

Command 

Older Alluvium 

0.233 

0.60 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.06 

0.002 

0.09 

0.17 





Saline 

Sikri bund 

Command 

Older Alluvium 

1.124 

0.60 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.07 

0.10 

0.009 

0.44 

0.81 


Solaka 

0807000100958200 

1.097 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.097 

2.19 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.39 

0.29 

0.11 

0.009 

0.45 

0.61 


Solpur Peeli 

0807000100966500 

1.055 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.055 

1.26 

0.150 

0.06 

0.01 

0.00 

0.00 

0.00 

0.25 

0.15 

0.23 

0.008 

0.54 

0.87 


Soondpur 

0807000100960300 

0.736 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.518 

2.33 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.14 

0.02 

0.004 

0.32 

0.43 






Sikri bund 

Command 

Older Alluvium 

0.219 

2.33 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.00 

0.002 

0.13 

0.18 


Tajpur 

0807000300985100 

1.426 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.086 

0.80 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.03 

0.07 






Sikri bund 

Command 

Older Alluvium 

0.005 

0.80 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Teski 

0807000300987200 

3.673 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.136 

0.60 

0.150 

0.04 

0.00 

0.00 

0.00 

0.00 

0.32 

0.17 

0.11 

0.025 

0.45 

0.85 


Thalchana 

0807000100954300 

3.849 

Fresh 

Gurgaon Canal 

Command 

Older Alluvium 

0.626 

0.91 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.08 

0.005 

0.07 

0.10 


Thekri 

0807000300987500 

2.495 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.045 

0.58 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 






Sikri bund 

Command 

Older Alluvium 

0.637 

0.58 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.09 

0.005 

0.13 

0.22 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.787 

0.58 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.19 

0.11 

0.12 

0.014 

0.36 

0.63 






Sikri bund 

Command 

Older Alluvium 

0.027 

0.58 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Topraki 

0807000200978100 

2.584 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.036 

0.56 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Ubhaka 

0807000100960000 

2.302 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.302 

1.23 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.32 

0.23 

0.16 

0.020 

0.47 

0.68 


Udaipur Niham 

0807000300985400 

5.039 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.040 

0.77 

0.150 

0.04 

0.01 

0.00 

0.00 

0.00 

0.27 

0.13 

0.15 

0.016 

0.23 

0.47 






Sikri bund 

Command 

Older Alluvium 

2.938 

0.77 

0.150 

0.06 

0.01 

0.00 

0.00 

0.00 

0.39 

0.19 

0.21 

0.023 

0.33 

0.68 


Unchki 

0807000100965900 

2.050 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.050 

1.53 

0.150 

0.07 

0.01 

0.00 

0.00 

0.00 

0.53 

0.34 

0.26 

0.016 

0.51 

0.80 


Varnaul 

0807000200974300 

0.634 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.127 

1.56 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.11 

0.19 


Varwariya 

0807000200974200 

2.277 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.904 

1.50 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.32 

0.19 

0.08 

0.017 

0.46 

0.77 


Vaulkhera 

0807000200974000 

16.886 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.247 

1.35 

0.100 

0.14 

0.02 

0.00 

0.00 

0.00 

1.24 

0.75 

0.45 

0.072 

0.27 

0.44 


Wajeer Kheri 

0807000300985300 

2.151 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.331 

0.80 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.09 

0.08 

0.010 

0.35 

0.73 






Sikri bund 

Command 

Older Alluvium 

0.726 

0.80 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.05 

0.04 

0.006 

0.19 

0.40 


Warkhera 

0807000100960600 

1.693 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.452 

1.38 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.34 

0.25 

0.18 

0.011 

0.38 

0.52 






Sikri bund 

Command 

Older Alluvium 

0.242 

1.38 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.04 

0.002 

0.06 

0.09 

02001013 

Achalpuri 

0806000700863700 

3.177 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.556 

0.04 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.19 

0.008 

0.28 

0.37 


Alei 

0806001000902900 

0.580 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.559 

1.27 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.16 

0.14 

0.26 

0.003 

0.55 

0.61 


Anawara 

0806001000898200 

4.414 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.071 

1.59 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 


Bahali 

0806001000899000 

2.339 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.204 

0.31 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.001 

0.05 

0.07 







Non-command 

Quartzite 

0.875 

0.31 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.10 

0.004 

0.21 

0.28 







Non-command 

Slate 

0.963 

0.31 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.11 

0.005 

0.23 

0.31 


Balloopura 

0806001000911500 

0.940 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.327 

0.68 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.13 

0.002 

0.20 

0.22 







Non-command 

Quartzite 

0.502 

0.68 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.13 

0.002 

0.30 

0.34 


Baori 

0806001000898800 

1.446 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.081 

0.85 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.03 

0.04 







Non-command 

Quartzite 

1.365 

0.85 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.14 

0.007 

0.53 

0.69 


Barh Bileta 

0806001000901100 

1.319 

Fresh 

Non-command 

Non-command 

Slate 

0.069 

0.28 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.03 

0.04 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 


( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Rampur Posti 

0807000300988300 

0.25 

0.27 

57.71 

0.32 

0.01 

0.33 

0.07 

0.60 

0.03 

0.0600 

- 

- 

0.000 

0.060 

0.095 

0.423 

0.021 

0.402 

0.318 

79.00 

Semi Critical 

Raniyala 

0807000300984700 

0.20 

0.13 

(30.02) 

0.10 

0.01 

0.11 

0.06 

0.51 

0.02 

0.0300 

- 

- 

0.000 

0.030 

0.046 

0.159 

0.008 

0.151 

0.172 

113.80 

Over Exploited 

Ranph 

0807000100965500 

0.25 

0.48 

75.60 

0.58 

0.05 

0.63 

0.07 

0.57 

0.07 

0.1400 

- 

- 

0.001 

0.141 

0.207 

0.839 

0.042 

0.797 

1.231 

154.43 

Over Exploited 

Rasgan 

0806000600838500 

0.24 

0.04 

29.75 

0.04 

0.01 

0.05 

0.01 

0.10 

0.00 

0.0200 

- 

- 

- 

0.020 

0.025 

0.077 

0.004 

0.073 

0.196 

268.21 

Over Exploited 



0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rasoolpur 

0807000300993500 

0.25 

0.04 

11.37 

0.04 

- 

0.04 

0.05 

0.47 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.054 

0.003 

0.051 

0.129 

252.79 

Over Exploited 

Rawalka 

0807000100953900 

0.20 

0.06 

36.86 

0.07 

0.01 

0.09 

0.06 

0.51 

0.01 

0.0400 

0.0016 

0.0022 

0.000 

0.044 

0.053 

0.141 

0.007 

0.134 

0.239 

178.97 

Over Exploited 

Rayavka 

0807000100964700 

0.25 

0.11 

83.71 

0.14 

0.01 

0.15 

0.07 

0.54 

0.02 

0.0300 

- 

- 

0.001 

0.031 

0.046 

0.194 

0.010 

0.185 

0.247 

133.52 

Over Exploited 

Rustampur 

0807000300987400 

0.25 

0.02 

136.95 

0.02 

0.01 

0.03 

0.02 

0.16 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.053 

0.003 

0.051 

0.140 

276.25 

Over Exploited 



0.20 

0.04 

36.85 

0.05 

- 

0.05 

0.03 

0.28 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.069 

0.003 

0.066 

0.103 

156.78 

Over Exploited 



0.20 

0.01 

146.98 

0.01 

- 

0.01 

0.02 

0.14 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.025 

0.001 

0.024 

0.057 

239.10 

Over Exploited 

Sahalpur 

0807000100953200 

0.20 

0.00 

1,005.51 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

- 

Safe 



0.20 

0.05 

60.07 

0.06 

0.00 

0.06 

0.05 

0.38 

0.01 

0.0200 

0.0014 

0.0016 

- 

0.023 

0.030 

0.091 

0.005 

0.086 

0.097 

111.63 

Over Exploited 

Saidampur 

0806001100920500 

0.18 

0.00 

2,158.75 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.013 

29,555.29 

Over Exploited 

Samdeeka 

0807000100954200 

0.20 

0.06 

6.73 

0.07 

0.01 

0.08 

0.06 

0.51 

0.01 

0.0300 

0.0016 

0.0023 

0.001 

0.035 

0.043 

0.124 

0.006 

0.117 

0.174 

148.36 

Over Exploited 

Samsalka 

0807000100959800 

0.20 

0.20 

12.04 

0.22 

0.01 

0.23 

0.05 

0.38 

0.03 

0.0200 

- 

- 

- 

0.020 

0.047 

0.279 

0.014 

0.265 

0.189 

71.22 

Semi Critical 

Sanwler 

0807000100959000 

0.20 

0.15 

120.27 

0.18 

0.02 

0.20 

0.03 

0.23 

0.02 

0.0500 

- 

- 

0.001 

0.051 

0.072 

0.271 

0.014 

0.258 

0.445 

172.47 

Over Exploited 



0.20 

0.18 

102.07 

0.21 

0.03 

0.24 

0.03 

0.26 

0.02 

0.0500 

0.0076 

0.0086 

0.001 

0.067 

0.092 

0.336 

0.017 

0.320 

0.490 

153.17 

Over Exploited 

Sarwarka 

0807000100958600 

0.20 

0.17 

1.70 

0.18 

0.02 

0.19 

0.06 

0.46 

0.02 

0.0300 

0.0042 

0.0047 

- 

0.039 

0.063 

0.257 

0.013 

0.244 

0.181 

74.06 

Semi Critical 

Satwari 

0807000100958900 

0.20 

0.56 

75.97 

0.68 

0.03 

0.71 

0.06 

0.52 

0.08 

0.0900 

- 

- 

0.002 

0.092 

0.171 

0.878 

0.044 

0.834 

0.891 

106.78 

Over Exploited 

Seekri Chak No. 1 

0807000300988100 

0.25 

0.00 

4,299.59 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

0.0200 

- 

- 

- 

0.020 

0.020 

0.031 

0.002 

0.029 

0.185 

630.50 

Over Exploited 



0.25 

0.00 

3,527.92 

0.00 

0.01 

0.01 

0.00 

0.02 

0.00 

0.0200 

- 

- 

- 

0.020 

0.020 

0.031 

0.002 

0.030 

0.209 

707.36 

Over Exploited 



0.20 

0.02 

468.90 

0.02 

0.02 

0.04 

0.01 

0.13 

0.00 

0.0600 

- 

- 

- 

0.060 

0.063 

0.108 

0.005 

0.102 

0.560 

548.10 

Over Exploited 



0.20 

0.23 

71.06 

0.27 

0.07 

0.34 

0.05 

0.43 

0.03 

0.2000 

- 

- 

- 

0.200 

0.229 

0.570 

0.028 

0.541 

1.843 

340.56 

Over Exploited 

Seekri Chak No. 2 

0807000300985000 

0.20 

0.00 

543.70 

0.00 

0.01 

0.01 

0.00 

0.04 

0.00 

- 

- 

- 

0.011 

0.011 

0.012 

0.022 

0.001 

0.021 

0.002 

11.00 

Safe 



0.20 

0.28 

(27.66) 

0.22 

0.00 

0.22 

0.05 

0.46 

0.03 

- 

- 

- 

0.001 

0.001 

0.036 

0.258 

0.013 

0.245 

0.027 

10.94 

Safe 

Shahdoongar 

0807000100964900 

0.25 

0.34 

68.15 

0.41 

0.01 

0.42 

0.07 

0.55 

0.05 

0.0700 

- 

- 

0.001 

0.071 

0.117 

0.537 

0.027 

0.510 

0.378 

74.17 

Semi Critical 

Shekhpur 

0807000100964600 

0.25 

0.09 

92.82 

0.10 

0.01 

0.11 

0.06 

0.53 

0.01 

0.0200 

- 

- 

0.000 

0.020 

0.032 

0.144 

0.007 

0.137 

0.204 

148.76 

Over Exploited 

Shri Rampur Doongri 

0807000300989100 

0.25 

0.00 

1,753.87 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.02 

42.33 

0.03 

- 

0.03 

0.03 

0.27 

0.00 

- 

- 

- 

- 

- 

0.003 

0.028 

0.001 

0.026 

0.003 

13.14 

Safe 



0.20 

0.02 

45.38 

0.02 

- 

0.02 

0.03 

0.26 

0.00 

- 

- 

- 

- 

- 

0.003 

0.027 

0.001 

0.025 

0.003 

13.41 

Safe 

Sihawali 

0807000300985600 

0.25 

0.01 

320.25 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.017 

0.001 

0.016 

0.066 

407.06 

Over Exploited 



0.20 

0.10 

(27.63) 

0.08 

- 

0.08 

0.06 

0.50 

0.01 

0.0100 

- 

- 

- 

0.010 

0.023 

0.102 

0.005 

0.097 

0.104 

107.60 

Over Exploited 

Solaka 

0807000100958200 

0.25 

0.12 

134.98 

0.15 

- 

0.15 

0.06 

0.51 

0.02 

0.0200 

- 

- 

- 

0.020 

0.037 

0.184 

0.009 

0.175 

0.121 

68.99 

Safe 

Solpur Peeli 

0807000100966500 

0.25 

0.14 

7.92 

0.15 

0.01 

0.16 

0.07 

0.61 

0.02 

0.0300 

- 

- 

- 

0.030 

0.049 

0.212 

0.011 

0.201 

0.238 

118.40 

Over Exploited 

Soondpur 

0807000100960300 

0.25 

0.04 

239.32 

0.05 

- 

0.05 

0.04 

0.36 

0.01 

- 

- 

- 

- 

- 

0.006 

0.055 

0.003 

0.052 

0.020 

38.47 

Safe 



0.25 

0.01 

661.53 

0.01 

- 

0.01 

0.02 

0.15 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.000 

0.009 

0.002 

18.45 

Safe 

Tajpur 

0807000300985100 

0.20 

0.00 

739.91 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

- 

Safe 



0.20 

0.00 

12,353.28 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Teski 

0807000300987200 

0.20 

0.28 

(38.99) 

0.23 

- 

0.23 

0.06 

0.51 

0.04 

0.0100 

- 

- 

- 

0.010 

0.047 

0.273 

0.014 

0.260 

0.138 

53.00 

Safe 

Thalchana 

0807000100954300 

0.20 

0.01 

484.81 

0.01 

0.00 

0.01 

0.01 

0.08 

0.00 

0.0100 

0.0014 

0.0020 

- 

0.014 

0.015 

0.029 

0.001 

0.027 

0.084 

311.16 

Over Exploited 

Thekri 

0807000300987500 

0.25 

0.00 

2,083.80 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.25 

0.02 

111.08 

0.02 

- 

0.02 

0.02 

0.15 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.037 

0.002 

0.036 

0.093 

261.35 

Over Exploited 



0.20 

0.13 

(17.67) 

0.11 

- 

0.11 

0.05 

0.41 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.134 

0.007 

0.127 

0.129 

101.30 

Over Exploited 



0.20 

0.00 

4,337.45 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Topraki 

0807000200978100 

0.20 

0.00 

2,089.33 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ubhaka 

0807000100960000 

0.20 

0.22 

4.26 

0.23 

0.01 

0.24 

0.06 

0.54 

0.03 

0.0200 

- 

- 

0.000 

0.020 

0.050 

0.286 

0.014 

0.271 

0.179 

66.03 

Safe 

Udaipur Niham 

0807000300985400 

0.20 

0.09 

37.42 

0.11 

0.01 

0.12 

0.03 

0.26 

0.01 

0.0200 

- 

- 

0.001 

0.021 

0.032 

0.154 

0.008 

0.146 

0.164 

111.98 

Over Exploited 



0.20 

0.19 

(2.79) 

0.19 

0.01 

0.20 

0.04 

0.37 

0.02 

0.0200 

- 

- 

- 

0.020 

0.044 

0.242 

0.012 

0.230 

0.233 

101.43 

Over Exploited 

Unchki 

0807000100965900 

0.25 

0.26 

29.31 

0.32 

0.01 

0.33 

0.07 

0.58 

0.04 

0.0300 

- 

- 

- 

0.030 

0.065 

0.391 

0.020 

0.372 

0.278 

74.78 

Semi Critical 

Varnaul 

0807000200974300 

0.20 

0.00 

308.25 

0.00 

0.00 

0.00 

0.01 

0.13 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.005 

0.000 

0.005 

0.012 

259.27 

Over Exploited 

Varwariya 

0807000200974200 

0.20 

0.18 

7.66 

0.19 

- 

0.19 

0.06 

0.53 

0.02 

0.0100 

- 

- 

- 

0.010 

0.033 

0.224 

0.011 

0.212 

0.101 

47.41 

Safe 

Vaulkhera 

0807000200974000 

0.20 

0.44 

70.66 

0.53 

0.02 

0.55 

0.04 

0.30 

0.06 

0.0500 

- 

- 

- 

0.050 

0.108 

0.658 

0.033 

0.625 

0.523 

83.68 

Semi Critical 

Wajeer Kheri 

0807000300985300 

0.20 

0.09 

(7.34) 

0.09 

- 

0.09 

0.04 

0.39 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.108 

0.005 

0.103 

0.085 

83.17 

Semi Critical 



0.20 

0.03 

68.08 

0.03 

- 

0.03 

0.02 

0.22 

0.00 

- 

- 

- 

- 

- 

0.003 

0.037 

0.002 

0.035 

0.048 

136.42 

Over Exploited 

Warkhera 

0807000100960600 

0.25 

0.14 

81.22 

0.17 

0.01 

0.18 

0.05 

0.44 

0.02 

0.0300 

- 

- 

0.001 

0.031 

0.050 

0.228 

0.011 

0.216 

0.192 

89.02 

Semi Critical 



0.25 

0.00 

1,051.79 

0.00 

0.00 

0.00 

0.01 

0.07 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.011 

0.015 

0.001 

0.015 

0.042 

287.36 

Over Exploited 

Achalpuri 

0806000700863700 

0.25 

0.11 

(60.91) 

0.09 

- 

0.09 

0.04 

0.32 

0.02 

0.0100 

- 

- 

- 

0.010 

0.026 

0.112 

0.006 

0.107 

0.200 

187.84 

Over Exploited 

Alei 

0806001000902900 

0.24 

0.07 

89.50 

0.09 

- 

0.09 

0.06 

0.61 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.106 

0.005 

0.101 

0.267 

263.90 

Over Exploited 

Anawara 

0806001000898200 

0.24 

0.00 

7,162.76 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.013 

6,750.69 

Over Exploited 

Bahali 

0806001000899000 

0.24 

0.00 

449.92 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.041 

1,325.83 

Over Exploited 



0.10 

0.02 

41.74 

0.02 

0.00 

0.02 

0.03 

0.24 

0.00 

- 

- 

- 

0.001 

0.001 

0.004 

0.026 

0.001 

0.025 

0.105 

419.70 

Over Exploited 



0.06 

0.01 

100.40 

0.02 

0.00 

0.02 

0.03 

0.27 

0.00 

- 

- 

- 

0.000 

0.000 

0.002 

0.019 

0.001 

0.018 

0.114 

638.54 

Over Exploited 

Balloopura 

0806001000911500 

0.24 

0.02 

228.37 

0.02 

- 

0.02 

0.02 

0.22 

0.00 

- 

- 

- 

- 

- 

0.002 

0.020 

0.001 

0.019 

0.134 

694.56 

Over Exploited 



0.10 

0.02 

18.05 

0.02 

- 

0.02 

0.03 

0.34 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.030 

0.001 

0.028 

0.136 

481.58 

Over Exploited 

Baori 

0806001000898800 

0.24 

0.00 

947.80 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.013 

1,721.59 

Over Exploited 



0.10 

0.07 

(32.78) 

0.06 

- 

0.06 

0.08 

0.61 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.079 

0.004 

0.075 

0.150 

200.48 

Over Exploited 

Barh Bileta 

0806001000901100 

0.04 

0.00 

272.39 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.010 

10,053.40 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Barh Digawara 

080600100089860C 

0.359 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.359 

1.35 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.14 

0.12 

0.32 

0.002 

0.57 

0.66 


Barla 

080600100090390C 

1.196 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.922 

1.57 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.25 

0.23 

0.32 

0.004 

0.44 

0.49 







Non-command 

Limestone 

0.236 

1.57 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.001 

0.11 

0.12 


Bhajeda 

080600100090340C 

1.724 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.724 

1.54 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.42 

0.37 

0.37 

0.008 

0.57 

0.65 







Non-command 

Quartzite 

0.000 

1.54 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhankhari 

0806001000902700 

1.477 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.477 

1.54 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.33 

0.29 

0.21 

0.007 

0.57 

0.64 


Bhuleri 

0806001000915400 

4.088 

Fresh 

Non-command 

Non-command 

Quartzite 

0.247 

0.08 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.08 

0.001 

0.03 

0.04 


Buchpuri 

0806001000914400 

5.810 

Fresh 

Non-command 

Non-command 

Quartzite 

0.227 

0.25 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.001 

0.02 

0.02 


Chandupura 

0806001000898500 

1.068 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.501 

1.44 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.00 

0.002 

0.27 

0.32 







Non-command 

Quartzite 

0.566 

1.44 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.003 

0.30 

0.36 


Cheetos 

0806001000903500 

2.935 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.933 

1.57 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.61 

0.54 

0.24 

0.014 

0.57 

0.64 


Chhajurampura 

0806000700865400 

0.975 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.975 

-0.03 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.005 

0.56 

0.77 


Dabla Meena 

0806001000901900 

1.729 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.693 

0.89 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.23 

0.20 

0.20 

0.008 

0.56 

0.63 


Dabla Meo 

0806001000901800 

0.904 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.657 

0.76 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.11 

0.003 

0.41 

0.46 


Dangarwara 

0806001000904200 

4.435 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.414 

1.82 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

0.63 

0.58 

0.42 

0.012 

0.31 

0.34 







Non-command 

Quartzite 

1.154 

1.82 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.13 

0.006 

0.15 

0.16 







Non-command 

Limestone 

0.779 

1.82 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.08 

0.004 

0.10 

0.11 


Daulatpura 

0806001000904000 

1.159 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.230 

1.64 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.01 

0.001 

0.11 

0.12 







Non-command 

Limestone 

0.914 

1.64 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.03 

0.004 

0.45 

0.49 


Dhamred 

0806001000903600 

7.725 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.803 

1.59 

0.120 

0.27 

0.01 

0.00 

0.00 

0.00 

1.18 

1.04 

1.07 

0.023 

0.35 

0.40 







Non-command 

Quartzite 

1.771 

1.59 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.13 

0.11 

0.25 

0.009 

0.13 

0.15 


Dholan 

0806001000904400 

1.994 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.145 

2.70 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.01 

0.001 

0.04 

0.04 







Non-command 

Quartzite 

0.973 

2.70 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.08 

0.005 

0.28 

0.30 







Non-command 

Limestone 

0.759 

2.70 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.06 

0.004 

0.22 

0.23 


Digawara 

0806001000898700 

6.415 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.128 

1.16 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.58 

0.48 

0.00 

0.020 

0.36 

0.45 







Non-command 

Quartzite 

2.285 

1.16 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.00 

0.011 

0.20 

0.25 


Dubbi 

0806001000898400 

6.372 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.655 

1.53 

0.120 

0.19 

0.01 

0.00 

0.00 

0.00 

1.04 

0.88 

0.73 

0.023 

0.41 

0.49 







Non-command 

Quartzite 

0.632 

1.53 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.06 

0.003 

0.06 

0.07 


Firozpur Jageer 

0806001000901400 

1.057 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.210 

0.69 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.05 

0.001 

0.11 

0.14 







Non-command 

Slate 

0.796 

0.69 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.14 

0.004 

0.43 

0.54 


Firozpur Khalsa 

0806001000901300 

0.743 

Fresh 

Non-command 

Non-command 

Slate 

0.743 

0.55 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.07 

0.004 

0.57 

0.72 


Googrod 

0806001000901200 

1.831 

Fresh 

Non-command 

Non-command 

Slate 

0.899 

0.39 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.10 

0.004 

0.28 

0.36 


Gorakhpura 

0806001000902100 

1.270 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.270 

1.09 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.21 

0.17 

0.16 

0.006 

0.57 

0.67 


Goth 

0806001000910800 

2.789 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.865 

1.11 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.35 

0.31 

0.37 

0.009 

0.38 

0.42 


Govindpura 

0806001000903200 

1.129 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.129 

1.57 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.29 

0.26 

0.32 

0.005 

0.57 

0.63 


Hodaheli 

0806001000898900 

4.239 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.385 

0.59 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.22 

0.17 

0.17 

0.012 

0.32 

0.42 







Non-command 

Quartzite 

1.761 

0.59 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.08 

0.009 

0.23 

0.31 







Non-command 

Slate 

0.042 

0.59 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Indrapura 

0806001000903300 

1.737 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.640 

1.57 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.39 

0.35 

0.30 

0.008 

0.54 

0.60 


Ishwana 

0806001000911800 

7.648 

Fresh 

Non-command 

Non-command 

Quartzite 

0.752 

0.58 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.004 

0.06 

0.06 


Jamdoli 

0806001000915500 

17.615 

Fresh 

Non-command 

Non-command 

Quartzite 

0.057 

1.03 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jirawali 

0806001000902300 

0.517 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.514 

0.91 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.15 

0.003 

0.56 

0.63 


Kali Pahari 

0806001000903800 

3.680 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.677 

1.57 

0.120 

0.27 

0.01 

0.00 

0.00 

0.00 

0.95 

0.86 

1.06 

0.018 

0.57 

0.63 


Kalyanpura 

0806001000902200 

0.895 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.895 

1.23 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

0.23 

0.20 

0.45 

0.004 

0.57 

0.65 


Kandoli 

0806001000902600 

1.111 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.111 

1.46 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.24 

0.21 

0.21 

0.005 

0.57 

0.65 


Karoth ( Rural) 

0806001000903000 

1.568 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.479 

1.13 

0.120 

0.17 

0.01 

0.00 

0.00 

0.00 

0.22 

0.20 

0.67 

0.002 

0.17 

0.19 







Non-command 

Quartzite 

0.994 

1.13 

0.020 

0.23 

0.01 

0.00 

0.00 

0.00 

0.24 

0.22 

0.90 

0.005 

0.36 

0.40 


Kharkhara 

0806001000901700 

2.494 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.344 

0.68 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.07 

0.007 

0.31 

0.35 







Non-command 

Slate 

0.000 

0.68 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 



0806001000910500 

1.212 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.083 

1.53 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.28 

0.25 

0.30 

0.005 

0.51 

0.57 







Non-command 

Limestone 

0.115 

1.53 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.05 

0.06 


Kherla 

0806000700865500 

4.955 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.129 

0.17 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.15 

0.11 

0.29 

0.016 

0.36 

0.48 







Non-command 

Quartzite 

1.809 

0.17 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.11 

0.010 

0.21 

0.28 


Koondla 

0806001000904600 

6.444 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.442 

3.22 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.19 

0.07 

0.002 

0.04 

0.04 







Non-command 

Quartzite 

0.030 

3.22 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Limestone 

0.030 

3.22 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kothi Narayanpur 

0806001000902500 

0.919 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.919 

1.40 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.23 

0.21 

0.33 

0.004 

0.57 

0.64 


Kundroli 

0806001000904300 

1.486 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.416 

1.87 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.11 

0.07 

0.002 

0.16 

0.17 







Non-command 

Limestone 

0.960 

1.87 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.09 

0.005 

0.37 

0.40 


Machari 

0806001000911900 

18.385 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.307 

0.58 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.001 

0.01 

0.01 


Madhogarh 

0806001000901500 

2.791 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.195 

0.71 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.04 

0.05 







Non-command 

Slate 

2.464 

0.71 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.08 

0.012 

0.50 

0.61 


Manpura 

0806001000900900 

1.217 

Fresh 

Non-command 

Non-command 

Slate 

0.024 

0.41 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Moonpur 

0806001000902800 

1.929 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.814 

1.45 

0.120 

0.20 

0.01 

0.00 

0.00 

0.00 

0.51 

0.45 

0.78 

0.009 

0.53 

0.60 


Morod Khurd 

0806001000899100 

0.860 

Fresh 

Non-command 

Non-command 

Slate 

0.472 

0.28 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.29 

0.002 

0.31 

0.41 


Murlipura 

0806001000902400 

0.774 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.742 

1.22 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.15 

0.13 

0.15 

0.004 

0.54 

0.61 


Nangal Ataldas 

0806001000911600 

0.136 

Fresh 

Non-command 

Non-command 

Quartzite 

0.136 

0.64 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.13 

0.001 

0.57 

0.63 


Nangal Dharmoo 

0806001000911400 

1.568 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.012 

0.78 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Barh Digawara 

0806001000898600 

0.24 

0.05 

141.29 

0.06 

- 

0.06 

0.07 

0.64 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.075 

0.004 

0.071 

0.319 

449.40 

Over Exploited 

Barla 

0806001000903900 

0.24 

0.10 

136.63 

0.12 

- 

0.12 

0.05 

0.49 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.137 

0.007 

0.131 

0.321 

246.30 

Over Exploited 



0.10 

0.00 

491.04 

0.00 

- 

0.00 

0.01 

0.13 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.051 

1,543.14 

Over Exploited 

Bhajeda 

0806001000903400 

0.24 

0.23 

56.01 

0.28 

0.00 

0.28 

0.07 

0.63 

0.03 

0.0100 

- 

- 

0.000 

0.010 

0.038 

0.320 

0.016 

0.304 

0.378 

124.49 

Over Exploited 



0.10 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhankhari 

0806001000902700 

0.24 

0.20 

46.43 

0.24 

0.00 

0.24 

0.07 

0.63 

0.02 

0.0100 

- 

- 

0.001 

0.011 

0.034 

0.276 

0.014 

0.262 

0.218 

83.30 

Semi Critical 

Bhuleri 

0806001000915400 

0.06 

0.00 

3,671.34 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.080 

12,451.03 

Over Exploited 

Buchpuri 

0806001000914400 

0.06 

0.00 

3,253.45 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.032 

8,458.76 

Over Exploited 

Chandupura 

0806001000898500 

0.24 

0.03 

128.38 

0.04 

- 

0.04 

0.03 

0.30 

0.00 

- 

- 

- 

- 

- 

0.004 

0.042 

0.002 

0.040 

0.002 

6.06 

Safe 



0.10 

0.02 

(19.03) 

0.01 

- 

0.01 

0.04 

0.34 

0.00 

- 

- 

- 

- 

- 

0.002 

0.016 

0.001 

0.015 

0.003 

18.24 

Safe 

Cheetos 

0806001000903500 

0.24 

0.40 

35.26 

0.48 

- 

0.48 

0.07 

0.63 

0.05 

0.0100 

- 

- 

- 

0.010 

0.057 

0.536 

0.027 

0.509 

0.252 

49.52 

Safe 

Chhajurampura 

0806000700865400 

0.25 

0.14 

- 

0.14 

- 

0.14 

0.09 

0.65 

0.02 

0.0100 

- 

- 

- 

0.010 

0.031 

0.168 

0.017 

0.151 

0.203 

134.10 

Over Exploited 

Dabla Meena 

0806001000901900 

0.24 

0.23 

(10.24) 

0.20 

0.00 

0.20 

0.06 

0.62 

0.03 

0.0100 

- 

- 

0.001 

0.011 

0.037 

0.241 

0.012 

0.228 

0.206 

90.27 

Critical 

Dabla Meo 

0806001000901800 

0.24 

0.06 

23.10 

0.08 

0.00 

0.08 

0.05 

0.46 

0.01 

- 

- 

- 

0.001 

0.001 

0.008 

0.086 

0.004 

0.082 

0.109 

132.97 

Over Exploited 

Dangarwara 

0806001000904200 

0.24 

0.18 

218.01 

0.22 

0.01 

0.23 

0.04 

0.35 

0.02 

0.0200 

- 

- 

- 

0.020 

0.041 

0.268 

0.013 

0.254 

0.434 

170.52 

Over Exploited 



0.10 

0.02 

283.24 

0.02 

- 

0.02 

0.02 

0.17 

0.00 

- 

- 

- 

- 

- 

0.002 

0.023 

0.001 

0.021 

0.132 

612.35 

Over Exploited 



0.10 

0.01 

466.15 

0.01 

- 

0.01 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.010 

0.088 

896.92 

Over Exploited 

Daulatpura 

0806001000904000 

0.24 

0.01 

562.26 

0.01 

- 

0.01 

0.01 

0.13 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.008 

0.014 

180.65 

Over Exploited 



0.10 

0.04 

(11.05) 

0.04 

- 

0.04 

0.05 

0.50 

0.00 

- 

- 

- 

- 

- 

0.005 

0.041 

0.002 

0.039 

0.038 

97.86 

Critical 

Dhamred 

0806001000903600 

0.24 

0.41 

154.26 

0.49 

0.01 

0.50 

0.04 

0.40 

0.05 

0.0400 

- 

- 

- 

0.040 

0.088 

0.588 

0.029 

0.559 

1.092 

195.41 

Over Exploited 



0.10 

0.02 

381.56 

0.03 

- 

0.03 

0.02 

0.15 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.041 

0.002 

0.038 

0.261 

677.24 

Over Exploited 

Dholan 

0806001000904400 

0.24 

0.00 

2,930.59 

0.00 

- 

0.00 

0.00 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.014 

745.67 

Over Exploited 



0.10 

0.03 

150.32 

0.03 

- 

0.03 

0.03 

0.31 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.046 

0.002 

0.044 

0.081 

184.11 

Over Exploited 



0.10 

0.02 

245.61 

0.02 

- 

0.02 

0.02 

0.25 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.032 

0.002 

0.030 

0.063 

206.13 

Over Exploited 

Digawara 

0806001000898700 

0.24 

0.36 

32.18 

0.43 

- 

0.43 

0.05 

0.41 

0.05 

- 

- 

- 

- 

- 

0.047 

0.480 

0.024 

0.456 

0.020 

4.41 

Safe 



0.10 

0.05 

(6.11) 

0.04 

- 

0.04 

0.03 

0.23 

0.01 

- 

- 

- 

- 

- 

0.006 

0.049 

0.002 

0.047 

0.011 

23.77 

Safe 

Dubbi 

0806001000898400 

0.24 

0.46 

89.21 

0.56 

0.01 

0.57 

0.05 

0.47 

0.06 

0.0300 

- 

- 

0.000 

0.030 

0.088 

0.654 

0.033 

0.621 

0.749 

120.51 

Over Exploited 



0.10 

0.00 

836.18 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.004 

0.062 

1,387.58 

Over Exploited 

Firozpur Jageer 

0806001000901400 

0.24 

0.01 

280.11 

0.01 

- 

0.01 

0.02 

0.13 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.007 

0.054 

748.83 

Over Exploited 



0.06 

0.02 

97.93 

0.02 

- 

0.02 

0.06 

0.48 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.037 

0.002 

0.035 

0.147 

415.50 

Over Exploited 

Firozpur Khalsa 

0806001000901300 

0.06 

0.03 

(13.24) 

0.02 

0.00 

0.02 

0.08 

0.64 

0.00 

- 

- 

- 

0.001 

0.001 

0.004 

0.026 

0.001 

0.025 

0.071 

281.94 

Over Exploited 

Googrod 

0806001000901200 

0.04 

0.01 

189.24 

0.01 

- 

0.01 

0.04 

0.32 

0.00 

- 

- 

- 

- 

- 

0.001 

0.013 

0.001 

0.013 

0.100 

790.18 

Over Exploited 

Gorakhpura 

0806001000902100 

0.24 

0.17 

0.98 

0.17 

0.00 

0.18 

0.07 

0.64 

0.02 

0.0100 

- 

- 

0.001 

0.011 

0.032 

0.207 

0.010 

0.197 

0.164 

83.46 

Semi Critical 

Goth 

0806001000910800 

0.24 

0.17 

82.71 

0.20 

0.00 

0.20 

0.04 

0.42 

0.02 

0.0100 

- 

- 

0.001 

0.011 

0.031 

0.235 

0.012 

0.223 

0.379 

169.91 

Over Exploited 

Govindpura 

0806001000903200 

0.24 

0.15 

70.20 

0.18 

- 

0.18 

0.06 

0.63 

0.02 

0.0100 

- 

- 

- 

0.010 

0.028 

0.212 

0.011 

0.201 

0.322 

160.08 

Over Exploited 

Hodaheli 

0806001000898900 

0.24 

0.18 

(7.98) 

0.17 

- 

0.17 

0.05 

0.36 

0.03 

0.0100 

- 

- 

- 

0.010 

0.036 

0.204 

0.010 

0.193 

0.184 

94.93 

Critical 



0.10 

0.04 

(24.75) 

0.03 

- 

0.03 

0.03 

0.27 

0.01 

- 

- 

- 

- 

- 

0.006 

0.039 

0.002 

0.037 

0.085 

228.20 

Over Exploited 



0.06 

0.00 

2,722.86 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Indrapura 

0806001000903300 

0.24 

0.21 

64.64 

0.25 

- 

0.25 

0.06 

0.60 

0.02 

0.0100 

- 

- 

- 

0.010 

0.034 

0.288 

0.014 

0.274 

0.312 

114.07 

Over Exploited 

Ishwana 

0806001000911800 

0.06 

0.00 

571.37 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.057 

1,802.90 

Over Exploited 

Jamdoli 

0806001000915500 

0.06 

0.00 

152,606.76 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jirawali 

0806001000902300 

0.24 

0.07 

23.31 

0.08 

- 

0.08 

0.06 

0.63 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.101 

0.005 

0.096 

0.148 

153.20 

Over Exploited 

Kali Pahari 

0806001000903800 

0.24 

0.50 

70.91 

0.60 

0.01 

0.61 

0.06 

0.63 

0.06 

0.0400 

- 

- 

0.001 

0.041 

0.098 

0.709 

0.035 

0.674 

1.074 

159.40 

Over Exploited 

Kalyanpura 

0806001000902200 

0.24 

0.12 

66.74 

0.15 

0.01 

0.16 

0.07 

0.63 

0.01 

0.0200 

- 

- 

- 

0.020 

0.034 

0.191 

0.010 

0.181 

0.453 

250.30 

Over Exploited 

Kandoli 

0806001000902600 

0.24 

0.15 

40.47 

0.18 

0.00 

0.18 

0.07 

0.64 

0.02 

0.0100 

- 

- 

0.001 

0.011 

0.029 

0.211 

0.011 

0.200 

0.216 

108.16 

Over Exploited 

Karoth ( Rural) 

0806001000903000 

0.24 

0.02 

909.90 

0.02 

0.01 

0.03 

0.02 

0.19 

0.00 

0.0300 

- 

- 

- 

0.030 

0.032 

0.066 

0.003 

0.063 

0.675 

1,074.64 

Over Exploited 



0.10 

0.04 

507.13 

0.04 

0.01 

0.05 

0.04 

0.40 

0.00 

0.0300 

- 

- 

- 

0.030 

0.034 

0.087 

0.004 

0.083 

0.904 

1,094.88 

Over Exploited 

Kharkhara 

0806001000901700 

0.15 

0.06 

30.73 

0.07 

- 

0.07 

0.04 

0.34 

0.01 

- 

- 

- 

- 

- 

0.007 

0.081 

0.004 

0.077 

0.079 

101.45 

Over Exploited 



0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 


0806001000910500 

0.24 

0.13 

89.65 

0.16 

- 

0.16 

0.06 

0.56 

0.01 

0.0100 

- 

- 

- 

0.010 

0.025 

0.183 

0.009 

0.174 

0.309 

177.79 

Over Exploited 



0.10 

0.00 

405.02 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.018 

2,291.84 

Over Exploited 

Kherla 

0806000700865500 

0.25 

0.28 

(61.30) 

0.22 

- 

0.22 

0.05 

0.41 

0.04 

0.0100 

- 

- 

- 

0.010 

0.052 

0.275 

0.014 

0.261 

0.310 

118.96 

Over Exploited 



0.12 

0.04 

(39.88) 

0.04 

0.00 

0.04 

0.03 

0.24 

0.01 

- 

- 

- 

0.000 

0.000 

0.007 

0.043 

0.002 

0.041 

0.116 

284.03 

Over Exploited 

Koondla 

0806001000904600 

0.24 

0.00 

4,355.17 

0.01 

- 

0.01 

0.00 

0.04 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.014 

0.068 

473.53 

Over Exploited 



0.10 

0.00 

23,548.39 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kothi Narayanpur 

0806001000902500 

0.24 

0.13 

65.07 

0.15 

- 

0.15 

0.07 

0.63 

0.01 

0.0100 

- 

- 

- 

0.010 

0.025 

0.175 

0.009 

0.166 

0.334 

201.44 

Over Exploited 

Kundroli 

0806001000904300 

0.24 

0.02 

555.79 

0.02 

- 

0.02 

0.02 

0.18 

0.00 

- 

- 

- 

- 

- 

0.002 

0.021 

0.001 

0.020 

0.068 

338.47 

Over Exploited 



0.10 

0.04 

21,122.26 

0.04 

- 

0.04 

0.04 

0.41 

0.00 

- 

- 

- 

- 

- 

0.004 

0.046 

0.002 

0.044 

0.097 

218.85 

Over Exploited 

Machari 

0806001000911900 

0.15 

0.00 

4,856.55 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.039 

7,224.24 

Over Exploited 

Madhogarh 

0806001000901500 

0.24 

0.00 

640.15 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.014 

596.68 

Over Exploited 



0.06 

0.07 

(38.90) 

0.06 

- 

0.06 

0.06 

0.57 

0.01 

- 

- 

- 

- 

- 

0.010 

0.069 

0.003 

0.065 

0.096 

146.95 

Over Exploited 

Manpura 

0806001000900900 

0.04 

0.00 

1,753.76 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Moonpur 

0806001000902800 

0.24 

0.23 

21,309.83 

0.28 

0.01 

0.29 

0.06 

0.59 

0.03 

0.0300 

- 

- 

- 

0.030 

0.056 

0.342 

0.017 

0.325 

0.788 

242.50 

Over Exploited 

Morod Khurd 

0806001000899100 

0.04 

0.01 

839.81 

0.01 

- 

0.01 

0.04 

0.35 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.018 

0.001 

0.017 

0.290 

1,711.07 

Over Exploited 

Murlipura 

0806001000902400 

0.24 

0.10 

(63.65) 

0.12 

- 

0.12 

0.06 

0.61 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.137 

0.007 

0.130 

0.149 

114.06 

Over Exploited 

Nangal Ataldas 

0806001000911600 

0.10 

0.01 

268.42 

0.01 

- 

0.01 

0.06 

0.63 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.010 

0.127 

1,316.45 

Over Exploited 

Nangal Dharmoo 

0806001000911400 

0.24 

0.00 

7,840.61 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 







Non-command 

Quartzite 

0.636 

0.78 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.11 

0.003 

0.23 

0.26 


Nayabas Haveli (Rural) 

0806001000910700 

1.110 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.064 

0.76 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.15 

0.13 

0.19 

0.005 

0.54 

0.61 







Non-command 

Quartzite 

0.037 

0.76 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Nayagaon Bolka 

0806001000903700 

2.293 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.293 

1.57 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

0.53 

0.48 

0.42 

0.011 

0.57 

0.63 


Odpur 

0806001000901600 

3.302 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.309 

0.46 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.001 

0.05 

0.06 







Non-command 

Slate 

0.058 

0.46 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Pala 

0806000700865300 

2.842 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.270 

0.00 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.26 

0.007 

0.25 

0.34 







Non-command 

Quartzite 

0.320 

0.00 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.002 

0.06 

0.09 


Palwa 

0806001000902000 

3.010 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.594 

0.94 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.39 

0.34 

0.37 

0.013 

0.49 

0.57 







Non-command 

Slate 

0.416 

0.94 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.002 

0.08 

0.09 


Poonkhar 

0806000700863600 

12.827 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.926 

0.94 

0.120 

0.35 

0.02 

0.00 

0.00 

0.00 

1.22 

0.94 

1.33 

0.042 

0.35 

0.45 







Non-command 

Quartzite 

0.827 

0.94 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.09 

0.004 

0.04 

0.05 


Rajgarh (M) 

0806001040607000 

3.319 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.562 

0.68 

0.120 

0.15 

0.00 

0.00 

0.00 

0.00 

0.20 

0.17 

0.26 

0.266 

0.10 

0.11 







Non-command 

Quartzite 

2.709 

0.68 

0.020 

0.62 

0.01 

0.00 

0.00 

0.00 

0.65 

0.58 

0.79 

1.284 

0.46 

0.52 


Rajgarh (Rural) 

0806001000911700 

4.315 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.042 

0.65 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.000 

0.01 

0.01 







Non-command 

Quartzite 

3.851 

0.65 

0.020 

0.36 

0.02 

0.00 

0.00 

0.00 

0.39 

0.35 

1.42 

0.019 

0.51 

0.57 


Roopbas 

0806001000898300 

2.018 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

1.36 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rundh Daulatpura 

0806001000910400 

0.066 

Fresh 

Non-command 

Non-command 

Limestone 

0.064 

2.05 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.56 

0.59 


Rundh Umri Deori 

0806001000897900 

0.633 

Fresh 

Non-command 

Non-command 

Quartzite 

0.050 

2.58 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.05 

0.05 


Saloli 

0806001000914500 

4.097 

Fresh 

Non-command 

Non-command 

Quartzite 

0.026 

-0.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Shreenagar 

0806001000910600 

1.695 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.721 

1.27 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.05 

0.004 

0.24 

0.27 







Non-command 

Quartzite 

0.973 

1.27 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.005 

0.33 

0.36 


Shri Chandpura 

0806001000904100 

1.181 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.181 

1.59 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.30 

0.27 

0.28 

0.006 

0.57 

0.63 


Sumel 

0806000700864000 

5.378 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.116 

-0.12 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.006 

0.12 

0.16 


Thana 

0806001000903100 

2.633 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.633 

1.54 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.58 

0.52 

0.34 

0.013 

0.57 

0.63 

02001014 

Achalpuri 

0806000700863700 

3.177 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.621 

0.04 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.21 

0.009 

0.29 

0.39 


Anawara 

0806001000898200 

4.414 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.921 

1.59 

0.120 

0.16 

0.01 

0.00 

0.00 

0.00 

0.71 

0.59 

0.63 

0.014 

0.38 

0.45 







Non-command 

Quartzite 

1.235 

1.59 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.17 

0.006 

0.16 

0.19 


Bader 

0806000700862300 

9.430 

Fresh 

Non-command 

Non-command 

Quartzite 

1.102 

0.18 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.09 

0.006 

0.07 

0.09 


Bahali 

0806001000899000 

2.339 

Fresh 

Non-command 

Non-command 

Quartzite 

0.225 

0.31 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.001 

0.05 

0.07 







Non-command 

Slate 

0.072 

0.31 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.02 


Baleta 

0806000700863400 

16.811 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.008 

0.85 

0.120 

0.50 

0.02 

0.00 

0.00 

0.12 

1.58 

1.17 

1.90 

0.063 

0.40 

0.54 







Non-command 

Quartzite 

0.040 

0.85 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Barh Bilandi 

0806000700864500 

1.055 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.082 

0.04 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.06 

0.000 

0.04 

0.06 







Non-command 

Quartzite 

0.329 

0.04 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.13 

0.002 

0.18 

0.24 


Barh Bileta 

0806001000901100 

1.319 

Fresh 

Non-command 

Non-command 

Slate 

1.190 

0.28 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.19 

0.006 

0.51 

0.67 


Barkhera 

0806000700864100 

9.913 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.531 

-0.08 

0.120 

0.50 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.94 

0.045 

0.49 

0.66 







Non-command 

Quartzite 

1.382 

-0.08 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.007 

0.08 

0.11 


Beejawar 

0806000700863100 

11.680 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.278 

-0.11 

0.120 

0.43 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.65 

0.044 

0.40 

0.54 


Bhadoli 

0806000700863500 

6.390 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.390 

1.04 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.91 

0.69 

0.43 

0.034 

0.57 

0.74 


Bhandodi 

0806000700863300 

1.797 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.007 

0.14 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bharkol 

0806000700864800 

5.943 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.117 

0.17 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.01 

0.02 







Non-command 

Quartzite 

0.655 

0.17 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.10 

0.003 

0.06 

0.08 


Bilandi 

0806000700864400 

3.269 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.723 

-0.02 

0.120 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.73 

0.014 

0.47 

0.64 







Non-command 

Quartzite 

0.335 

-0.02 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.002 

0.06 

0.08 


Bileta 

0806001000901000 

6.087 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.083 

0.12 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.11 

0.005 

0.10 

0.13 







Non-command 

Quartzite 

0.621 

0.12 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.05 

0.003 

0.06 

0.07 







Non-command 

Slate 

0.216 

0.12 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.02 

0.03 


Boore Kalan 

0806001000899400 

1.309 

Fresh 

Non-command 

Non-command 

Quartzite 

0.007 

0.02 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Boore Khurd 

0806001000899500 

1.566 

Fresh 

Non-command 

Non-command 

Quartzite 

0.582 

0.07 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.10 

0.003 

0.21 

0.28 


Chhilodi 

0806001000899600 

5.783 

Fresh 

Non-command 

Non-command 

Quartzite 

0.068 

0.12 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Chomu 

0806000700862500 

6.350 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.476 

0.07 

0.120 

0.37 

0.02 

0.00 

0.00 

0.00 

0.39 

0.29 

1.43 

0.029 

0.49 

0.67 







Non-command 

Quartzite 

0.668 

0.07 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.11 

0.004 

0.06 

0.08 


Dabli 

0806000700859900 

4.598 

Fresh 

Non-command 

Non-command 

Quartzite 

0.342 

2.69 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.002 

0.04 

0.06 


Dhakpuri 

0806000700862700 

3.754 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.754 

-0.03 

0.120 

0.21 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.81 

0.020 

0.56 

0.77 


Dhamred 

0806001000903600 

7.725 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.079 

1.59 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.000 

0.01 

0.01 







Non-command 

Quartzite 

0.516 

1.59 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.08 

0.003 

0.04 

0.04 


Dubbi 

0806001000898400 

6.372 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.085 

1.53 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.24 

0.20 

0.17 

0.005 

0.10 

0.11 


Googrod 

0806001000901200 

1.831 

Fresh 

Non-command 

Non-command 

Slate 

0.072 

0.39 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.03 


Goojar Bas 

0806000600841800 

3.779 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.774 

0.01 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.03 

0.02 

0.17 

0.005 

0.11 

0.18 


Haldeena 

0806000700861800 

12.455 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.318 

0.01 

0.120 

0.23 

0.01 

0.00 

0.00 

0.00 

0.23 

0.16 

0.88 

0.028 

0.24 

0.33 


Jamalpur 

0806000700864300 

3.282 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.282 

-0.11 

0.120 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.74 

0.017 

0.56 

0.77 


Kairwari 

0806000700862000 

4.445 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.445 

0.05 

0.120 

0.25 

0.01 

0.00 

0.00 

0.00 

0.27 

0.19 

0.95 

0.023 

0.56 

0.81 


Kali Pahari 

0806000700864900 

4.020 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.039 

0.11 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.13 

0.005 

0.15 

0.20 







Non-command 

Quartzite 

1.378 

0.11 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.11 

0.007 

0.19 

0.26 


Kalsara 

0806000700863000 

8.027 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.073 

-0.11 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.006 

0.08 

0.10 


Kerwawal 

0806000700862400 

4.725 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.664 

0.09 

0.120 

0.18 

0.01 

0.00 

0.00 

0.00 

0.20 

0.14 

0.68 

0.014 

0.32 

0.44 







Non-command 

Quartzite 

1.980 

0.09 

0.020 

0.08 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.32 

0.010 

0.24 

0.33 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.10 

0.01 

21,664.22 

0.02 

- 

0.02 

0.03 

0.26 

0.00 

- 

- 

- 

- 

- 

0.002 

0.017 

0.001 

0.017 

0.112 

675.13 

Over Exploited 

Nayabas Haveli (Rural) 

0806001000910700 

0.24 

0.14 

(5.04) 

0.13 

- 

0.13 

0.06 

0.60 

0.02 

0.0100 

- 

- 

- 

0.010 

0.026 

0.157 

0.008 

0.149 

0.190 

127.29 

Over Exploited 



0.10 

0.00 

617.08 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nayagaon Bolka 

0806001000903700 

0.24 

0.31 

53.15 

0.38 

0.01 

0.39 

0.07 

0.63 

0.04 

0.0200 

- 

- 

- 

0.020 

0.056 

0.442 

0.022 

0.420 

0.433 

103.16 

Over Exploited 

Odpur 

0806001000901600 

0.15 

0.00 

614.18 

0.00 

0.00 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.005 

0.000 

0.005 

0.037 

801.25 

Over Exploited 



0.04 

0.00 

1,640.87 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pala 

0806000700865300 

0.25 

0.08 

(34.94) 

0.06 

- 

0.06 

0.04 

0.29 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.086 

0.004 

0.082 

0.271 

330.70 

Over Exploited 



0.12 

0.00 

203.53 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.040 

1,268.13 

Over Exploited 

Palwa 

0806001000902000 

0.24 

0.30 

10.87 

0.34 

0.00 

0.34 

0.06 

0.55 

0.04 

0.0100 

- 

- 

0.001 

0.011 

0.048 

0.387 

0.019 

0.367 

0.383 

104.14 

Over Exploited 



0.06 

0.00 

671.47 

0.00 

0.00 

0.00 

0.01 

0.09 

0.00 

- 

- 

- 

0.000 

0.000 

0.001 

0.003 

0.000 

0.003 

0.044 

1,421.46 

Over Exploited 

Poonkhar 

0806000700863600 

0.25 

0.69 

36.03 

0.83 

0.02 

0.85 

0.05 

0.40 

0.10 

0.0500 

- 

- 

0.002 

0.052 

0.150 

1.002 

0.050 

0.952 

1.374 

144.30 

Over Exploited 



0.12 

0.00 

649.41 

0.00 

0.00 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.006 

0.000 

0.006 

0.095 

1,721.93 

Over Exploited 

Rajgarh (M) 

0806001040607000 

0.24 

0.01 

1,253.71 

0.02 

- 

0.02 

0.01 

0.11 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.027 

0.001 

0.026 

0.530 

2,069.47 

Over Exploited 



0.10 

0.13 

361.41 

0.15 

0.01 

0.16 

0.05 

0.51 

0.01 

0.0300 

- 

- 

- 

0.030 

0.044 

0.205 

0.010 

0.194 

2.074 

1,067.39 

Over Exploited 

Rajgarh (Rural) 

0806001000911700 

0.24 

0.00 

21,580.87 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.026 

38,570.89 

Over Exploited 



0.10 

0.19 

31,777.21 

0.23 

0.02 

0.25 

0.06 

0.56 

0.02 

0.0500 

- 

- 

- 

0.050 

0.072 

0.325 

0.016 

0.309 

1.439 

465.76 

Over Exploited 

Roopbas 

0806001000898300 

0.24 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rundh Daulatpura 

0806001000910400 

0.10 

0.00 

(29.71) 

0.00 

- 

0.00 

0.06 

0.62 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.017 

562.27 

Over Exploited 

Rundh Umri Deori 

0806001000897900 

0.10 

0.00 

870.93 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Saloli 

0806001000914500 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Shreenagar 

0806001000910600 

0.24 

0.04 

156.56 

0.05 

0.00 

0.05 

0.03 

0.27 

0.00 

- 

- 

- 

0.000 

0.000 

0.005 

0.055 

0.003 

0.052 

0.057 

108.08 

Over Exploited 



0.10 

0.03 

(7.47) 

0.03 

0.00 

0.03 

0.04 

0.36 

0.00 

- 

- 

- 

0.003 

0.003 

0.007 

0.038 

0.002 

0.036 

0.047 

130.32 

Over Exploited 

Shri Chandpura 

0806001000904100 

0.24 

0.16 

66.40 

0.19 

- 

0.19 

0.06 

0.64 

0.02 

0.0100 

- 

- 

- 

0.010 

0.028 

0.223 

0.011 

0.211 

0.283 

133.73 

Over Exploited 

Sumel 

0806000700864000 

0.25 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.13 

0.00 

0.0100 

- 

- 

- 

0.010 

0.015 

0.048 

0.005 

0.043 

0.330 

770.04 

Over Exploited 

Thana 

0806001000903100 

0.24 

0.36 

44.03 

0.43 

0.00 

0.43 

0.06 

0.63 

0.04 

0.0100 

- 

- 

0.001 

0.011 

0.052 

0.482 

0.024 

0.458 

0.356 

77.65 

Semi Critical 

Achalpuri 

0806000700863700 

0.25 

0.12 

(57.48) 

0.09 

- 

0.09 

0.04 

0.33 

0.02 

0.0100 

- 

- 

- 

0.010 

0.028 

0.121 

0.006 

0.115 

0.219 

190.17 

Over Exploited 

Anawara 

0806001000898200 

0.24 

0.26 

123.69 

0.32 

0.01 

0.33 

0.05 

0.42 

0.03 

0.0200 

- 

- 

- 

0.020 

0.053 

0.380 

0.019 

0.361 

0.648 

179.70 

Over Exploited 



0.10 

0.02 

137.26 

0.02 

- 

0.02 

0.02 

0.18 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.036 

0.002 

0.034 

0.174 

508.45 

Over Exploited 

Bader 

0806000700862300 

0.12 

0.01 

872.65 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.019 

0.001 

0.018 

0.100 

541.36 

Over Exploited 

Bahali 

0806001000899000 

0.10 

0.00 

604.93 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.026 

1,673.04 

Over Exploited 



0.06 

0.00 

427.24 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.008 

8,611.39 

Over Exploited 

Baleta 

0806000700863400 

0.25 

1.21 

(3.35) 

1.17 

0.14 

1.31 

0.06 

0.46 

0.18 

0.0700 

- 

- 

0.187 

0.257 

0.434 

1.748 

0.087 

1.660 

1.965 

118.36 

Over Exploited 



0.12 

0.00 

7,812.80 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Barh Bilandi 

0806000700864500 

0.25 

0.00 

1,571.53 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.060 

5,283.71 

Over Exploited 



0.12 

0.00 

1,169.97 

0.00 

- 

0.00 

0.03 

0.20 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.004 

0.129 

2,905.19 

Over Exploited 

Barh Bileta 

0806001000901100 

0.04 

0.02 

77.33 

0.03 

0.00 

0.03 

0.07 

0.58 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.014 

0.043 

0.002 

0.041 

0.198 

481.40 

Over Exploited 

Barkhera 

0806000700864100 

0.25 

1.04 

- 

1.04 

0.02 

1.06 

0.07 

0.56 

0.16 

0.0700 

- 

- 

- 

0.070 

0.227 

1.283 

0.128 

1.154 

1.989 

172.30 

Over Exploited 



0.12 

0.01 

- 

0.01 

0.00 

0.01 

0.01 

0.09 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.012 

0.025 

0.003 

0.023 

0.199 

874.27 

Over Exploited 

Beejawar 

0806000700863100 

0.25 

0.83 

- 

0.83 

0.02 

0.85 

0.06 

0.46 

0.13 

0.0600 

- 

- 

0.002 

0.062 

0.187 

1.036 

0.104 

0.932 

1.694 

181.70 

Over Exploited 

Bhadoli 

0806000700863500 

0.25 

0.90 

(23.58) 

0.72 

0.01 

0.74 

0.08 

0.65 

0.13 

0.0200 

- 

- 

0.005 

0.025 

0.154 

0.889 

0.044 

0.845 

0.466 

55.11 

Safe 

Bhandodi 

0806000700863300 

0.25 

0.00 

2,546.02 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bharkol 

0806000700864800 

0.25 

0.00 

456.55 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.019 

4,497.17 

Over Exploited 



0.12 

0.00 

381.71 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.017 

0.001 

0.016 

0.106 

676.11 

Over Exploited 

Bilandi 

0806000700864400 

0.25 

0.32 

- 

0.32 

0.01 

0.33 

0.07 

0.54 

0.05 

0.0300 

- 

- 

- 

0.030 

0.078 

0.408 

0.041 

0.367 

0.746 

203.16 

Over Exploited 



0.12 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.055 

2,311.53 

Over Exploited 

Bileta 

0806001000901000 

0.15 

0.02 

(9.71) 

0.02 

- 

0.02 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.002 

0.022 

0.001 

0.021 

0.113 

544.59 

Over Exploited 



0.06 

0.00 

215.00 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.051 

1,869.36 

Over Exploited 



0.04 

0.00 

4,587.16 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.020 

9,116.19 

Over Exploited 

Boore Kalan 

0806001000899400 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Boore Khurd 

0806001000899500 

0.06 

0.01 

(75.03) 

0.01 

- 

0.01 

0.03 

0.24 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.009 

0.099 

1,115.74 

Over Exploited 

Chhilodi 

0806001000899600 

0.06 

0.00 

273.54 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.010 

30,255.66 

Over Exploited 

Chomu 

0806000700862500 

0.25 

0.66 

(57.05) 

0.53 

0.02 

0.55 

0.07 

0.56 

0.10 

0.0500 

- 

- 

- 

0.050 

0.150 

0.702 

0.035 

0.667 

1.457 

218.55 

Over Exploited 



0.12 

0.00 

637.78 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.116 

2,262.67 

Over Exploited 

Dabli 

0806000700859900 

0.12 

0.00 

625.27 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.002 

85.35 

Semi Critical 

Dhakpuri 

0806000700862700 

0.25 

0.53 

- 

0.53 

0.01 

0.54 

0.09 

0.65 

0.08 

0.0300 

- 

- 

0.001 

0.031 

0.111 

0.650 

0.065 

0.585 

0.830 

141.75 

Over Exploited 

Dhamred 

0806001000903600 

0.24 

0.00 

11,952.99 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.013 

9,689.87 

Over Exploited 



0.10 

0.00 

1,534.48 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.079 

3,193.67 

Over Exploited 

Dubbi 

0806001000898400 

0.24 

0.03 

705.16 

0.03 

- 

0.03 

0.01 

0.11 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.043 

0.002 

0.041 

0.177 

430.52 

Over Exploited 

Googrod 

0806001000901200 

0.04 

0.00 

675.36 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.010 

12,626.77 

Over Exploited 

Goojar Bas 

0806000600841800 

0.24 

0.02 

(6.66) 

0.02 

0.01 

0.03 

0.02 

0.13 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.053 

0.003 

0.050 

0.174 

347.71 

Over Exploited 

Haldeena 

0806000700861800 

0.25 

0.32 

(48.90) 

0.26 

0.01 

0.27 

0.04 

0.28 

0.05 

0.0300 

- 

- 

0.002 

0.032 

0.080 

0.346 

0.017 

0.329 

0.910 

276.55 

Over Exploited 

Jamalpur 

0806000700864300 

0.25 

0.46 

- 

0.46 

0.01 

0.47 

0.09 

0.65 

0.07 

0.0300 

- 

- 

0.000 

0.030 

0.101 

0.573 

0.057 

0.516 

0.761 

147.49 

Over Exploited 

Kairwari 

0806000700862000 

0.25 

0.62 

(70.15) 

0.50 

0.01 

0.51 

0.08 

0.64 

0.09 

0.0400 

- 

- 

- 

0.040 

0.131 

0.640 

0.032 

0.608 

0.977 

160.74 

Over Exploited 

Kali Pahari 

0806000700864900 

0.25 

0.04 

(14.21) 

0.03 

- 

0.03 

0.02 

0.17 

0.01 

- 

- 

- 

- 

- 

0.006 

0.038 

0.002 

0.036 

0.131 

363.24 

Over Exploited 



0.12 

0.03 

(123.70) 

0.03 

- 

0.03 

0.03 

0.22 

0.00 

- 

- 

- 

- 

- 

0.005 

0.030 

0.002 

0.029 

0.113 

393.32 

Over Exploited 

Kalsara 

0806000700863000 

0.25 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.033 

0.003 

0.030 

0.156 

519.40 

Over Exploited 

Kerwawal 

0806000700862400 

0.25 

0.21 

(33.00) 

0.17 

0.01 

0.18 

0.05 

0.36 

0.03 

0.0300 

- 

- 

- 

0.030 

0.061 

0.240 

0.012 

0.228 

0.698 

305.92 

Over Exploited 



0.12 

0.06 

6.44 

0.06 

- 

0.06 

0.03 

0.27 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.078 

0.004 

0.074 

0.329 

445.24 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Khareda 

080600070086320C 

4.322 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.069 

-0.09 

0.120 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.77 

0.016 

0.40 

0.54 


Kharkhara 

0806000700862200 

3.727 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.450 

0.06 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.03 

0.02 

0.16 

0.002 

0.07 

0.10 







Non-command 

Quartzite 

3.128 

0.06 

0.020 

0.16 

0.02 

0.00 

0.00 

0.00 

0.14 

0.10 

0.63 

0.016 

0.47 

0.68 


Kharkhari Chawandsingh 

0806001000899200 

2.953 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.293 

0.14 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.05 

0.001 

0.06 

0.07 







Non-command 

Quartzite 

0.624 

0.14 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.09 

0.003 

0.12 

0.16 







Non-command 

Slate 

1.828 

0.14 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.26 

0.009 

0.35 

0.47 


Kherla 

0806000700865500 

4.955 

Fresh 

Non-command 

Non-command 

Quartzite 

0.017 

0.17 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kherli Pichnot 

0806000700863800 

9.656 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.656 

0.01 

0.120 

0.54 

0.03 

0.00 

0.00 

0.00 

0.52 

0.38 

2.09 

0.051 

0.56 

0.77 


Kraska 

0806000700859600 

30.423 

Fresh 

Non-command 

Non-command 

Quartzite 

10.743 

2.89 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.64 

0.48 

0.00 

0.056 

0.21 

0.28 







Non-command 

Slate 

1.456 

2.89 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.00 

0.008 

0.03 

0.04 


Leeli 

0806000700862900 

7.190 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.488 

-0.12 

0.120 

0.56 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.19 

0.034 

0.51 

0.69 


Mala Khera 

0806000700863900 

15.499 

Fresh 

Non-command 

Non-command 

Older Alluvium 

15.499 

-0.15 

0.120 

0.72 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.77 

0.082 

0.56 

0.77 


Mirzapur 

0806000700862800 

2.223 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.223 

-0.10 

0.120 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.62 

0.012 

0.56 

0.77 


Morod Kalan 

0806001000899300 

9.763 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.910 

0.08 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.13 

0.10 

0.31 

0.033 

0.40 

0.54 







Non-command 

Quartzite 

2.046 

0.08 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.08 

0.010 

0.12 

0.16 







Non-command 

Slate 

0.463 

0.08 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.002 

0.03 

0.04 


Morod Khurd 

0806001000899100 

0.860 

Fresh 

Non-command 

Non-command 

Slate 

0.389 

0.28 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.23 

0.002 

0.26 

0.34 


Mouriya 

0806000700865000 

2.120 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.03 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

2.030 

0.03 

0.020 

0.10 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.38 

0.011 

0.54 

0.73 


Mundiya 

0806000700864200 

1.769 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.769 

-0.13 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.47 

0.009 

0.56 

0.77 


Naithla 

0806000700857100 

7.921 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.291 

0.04 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.11 

0.007 

0.09 

0.14 


Nangal Todiyar 

0806000700864600 

4.788 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.082 

0.12 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.01 

0.01 







Non-command 

Quartzite 

1.479 

0.12 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.28 

0.008 

0.17 

0.24 


Nithari 

0806000700861900 

6.470 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.553 

0.05 

0.120 

0.24 

0.01 

0.00 

0.00 

0.00 

0.25 

0.18 

0.93 

0.024 

0.40 

0.55 


Pala 

0806000700865300 

2.842 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.702 

0.00 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.14 

0.004 

0.14 

0.19 







Non-command 

Quartzite 

0.550 

0.00 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.07 

0.003 

0.11 

0.15 


Pathroda 

0806000700862100 

2.076 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.048 

0.03 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.01 

0.02 







Non-command 

Quartzite 

0.006 

0.03 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Peela Dhawa 

0806000700862600 

2.141 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.141 

0.02 

0.120 

0.17 

0.01 

0.00 

0.00 

0.00 

0.17 

0.12 

0.66 

0.011 

0.56 

0.77 


Poonkhar 

0806000700863600 

12.827 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.074 

0.94 

0.120 

0.18 

0.01 

0.00 

0.00 

0.00 

0.63 

0.48 

0.70 

0.021 

0.18 

0.23 


Pratappura 

0806001000898000 

3.195 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.808 

1.64 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

0.65 

0.51 

0.44 

0.014 

0.50 

0.63 







Non-command 

Quartzite 

0.387 

1.64 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.002 

0.07 

0.09 


Prithvipura 

0806000700860000 

16.074 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.308 

1.05 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.06 

0.002 

0.01 

0.01 







Non-command 

Quartzite 

0.392 

1.05 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.002 

0.01 

0.02 


Ratangarh 

0806000700865200 

3.157 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.378 

-0.05 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.013 

0.42 

0.58 







Non-command 

Quartzite 

0.779 

-0.05 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.004 

0.14 

0.19 


Roopbas 

0806001000898300 

2.018 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.018 

1.36 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.43 

0.34 

0.40 

0.010 

0.57 

0.72 


Rundh Baleta 

0806000700859700 

57.581 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.381 

2.46 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.00 

0.002 

0.00 

0.01 







Non-command 

Quartzite 

30.949 

2.46 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

1.57 

1.16 

0.00 

0.163 

0.30 

0.41 


Rundh Kraska 

0806000700859500 

13.244 

Fresh 

Non-command 

Non-command 

Quartzite 

0.925 

2.77 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.00 

0.005 

0.04 

0.06 


Rundh Kushalgarh 

0806000700859400 

4.838 

Fresh 

Non-command 

Non-command 

Quartzite 

0.040 

2.71 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Rundh Nadoo 

0806001000895500 

0.216 

Fresh 

Non-command 

Non-command 

Quartzite 

0.006 

3.29 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Rundh Umri Deori 

0806001000897900 

0.633 

Fresh 

Non-command 

Non-command 

Quartzite 

0.164 

2.58 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.15 

0.17 


Satana 

0806000700865100 

3.670 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.690 

0.03 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.07 

0.004 

0.11 

0.14 







Non-command 

Quartzite 

2.979 

0.03 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.16 

0.016 

0.46 

0.62 


Sukola 

06900001 

9.352 

Fresh 

Non-command 

Non-command 

Quartzite 

5.955 

2.64 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.35 

0.25 

0.13 

0.031 

0.36 

0.51 


Sumel 

0806000700864000 

5.378 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.262 

-0.12 

0.120 

0.31 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.23 

0.022 

0.45 

0.61 


Thonsra 

0806001000898100 

1.084 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.689 

1.65 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.17 

0.14 

0.11 

0.003 

0.36 

0.44 







Non-command 

Quartzite 

0.395 

1.65 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.002 

0.21 

0.25 


Umri Deori 

0806001000897800 

1.147 

Fresh 

Non-command 

Non-command 

Quartzite 

0.395 

2.71 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.002 

0.20 

0.23 

River Basin: Sabarmati 

Sub Basin: Sabarmati 

10001001 

Adahaldoo 

0826000403137600 

8.587 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.663 

2.75 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.11 

0.01 

0.005 

0.12 

0.13 







Non-command 

Quartzite 

0.237 

2.75 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.02 


Amba 

0826000403138300 

1.989 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.976 

2.60 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.05 

0.003 

0.30 

0.31 







Non-command 

Quartzite 

1.012 

2.60 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.05 

0.003 

0.31 

0.32 


Ambasa 

0826000403137800 

22.614 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.909 

2.87 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.37 

0.35 

0.08 

0.015 

0.13 

0.14 







Non-command 

Quartzite 

8.517 

2.87 

0.010 

0.05 

0.01 

0.00 

0.00 

0.00 

0.28 

0.27 

0.17 

0.026 

0.23 

0.24 


Ambawi 

0826000403139000 

23.996 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.241 

2.67 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.49 

0.49 

0.02 

0.022 

0.19 

0.19 







Non-command 

Quartzite 

4.642 

2.67 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.13 

0.02 

0.014 

0.12 

0.12 


Bahighatiya 

0826000403137900 

4.456 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.635 

2.62 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.01 

0.002 

0.09 

0.09 







Non-command 

Quartzite 

3.664 

2.62 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.12 

0.11 

0.09 

0.011 

0.50 

0.52 


Bera Dhar 

0826000303114300 

13.682 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.410 

3.13 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.001 

0.02 

0.02 


Bujha 

0826000403138200 

2.006 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.063 

2.66 

0.025 

0.03 

0.01 

0.00 

0.00 

0.00 

0.09 

0.09 

0.10 

0.003 

0.32 

0.33 







Non-command 

Quartzite 

0.448 

2.66 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.001 

0.14 

0.14 


Chhali Bokra 

0826000403137700 

8.340 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.557 

2.86 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.01 

0.002 

0.04 

0.04 







Non-command 

Quartzite 

2.280 

2.86 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.04 

0.007 

0.17 

0.18 


Choki 

0826001003267900 

7.810 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.727 

2.14 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.11 

0.01 

0.009 

0.14 

0.13 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Khareda 

0806000700863200 

0.25 

0.31 

- 

0.31 

0.01 

0.32 

0.06 

0.46 

0.05 

0.0300 

- 

- 

0.002 

0.032 

0.079 

0.398 

0.040 

0.358 

0.784 

219.05 

Over Exploited 

Kharkhara 

0806000700862200 

0.25 

0.01 

201.65 

0.01 

0.01 

0.02 

0.01 

0.08 

0.00 

0.0200 

- 

- 

- 

0.020 

0.021 

0.040 

0.002 

0.038 

0.164 

429.81 

Over Exploited 



0.12 

0.18 

(43.95) 

0.14 

0.02 

0.16 

0.07 

0.54 

0.03 

0.0700 

- 

- 

- 

0.070 

0.096 

0.257 

0.013 

0.244 

0.650 

266.34 

Over Exploited 

Kharkhari Chawandsingh 

0806001000899200 

0.15 

0.00 

303.10 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.049 

1,572.86 

Over Exploited 



0.06 

0.00 

265.51 

0.01 

- 

0.01 

0.02 

0.14 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.089 

1,560.39 

Over Exploited 



0.04 

0.03 

118.72 

0.03 

0.00 

0.03 

0.05 

0.40 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.015 

0.046 

0.002 

0.043 

0.268 

616.72 

Over Exploited 

Kherla 

0806000700865500 

0.12 

0.00 

2,575.50 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kherli Pichnot 

0806000700863800 

0.25 

1.36 

(71.81) 

1.09 

0.03 

1.12 

0.09 

0.65 

0.21 

0.0800 

- 

- 

0.002 

0.082 

0.287 

1.408 

0.070 

1.337 

2.145 

160.36 

Over Exploited 

Kraska 

0806000700859600 

0.12 

0.27 

821,124.67 

0.32 

- 

0.32 

0.03 

0.23 

0.03 

- 

- 

- 

- 

- 

0.034 

0.353 

0.018 

0.335 

0.056 

16.87 

Safe 



0.10 

0.00 

1,436.17 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.008 

147.73 

Over Exploited 

Leeli 

0806000700862900 

0.25 

0.83 

- 

0.83 

0.03 

0.86 

0.08 

0.59 

0.13 

0.0800 

- 

- 

0.000 

0.080 

0.206 

1.062 

0.106 

0.955 

2.224 

232.78 

Over Exploited 

Mala Khera 

0806000700863900 

0.25 

2.19 

- 

2.19 

0.03 

2.22 

0.09 

0.65 

0.33 

0.1000 

- 

- 

0.003 

0.103 

0.435 

2.653 

0.265 

2.388 

2.854 

119.52 

Over Exploited 

Mirzapur 

0806000700862800 

0.25 

0.31 

- 

0.31 

0.01 

0.32 

0.09 

0.65 

0.05 

0.0200 

- 

- 

0.001 

0.021 

0.068 

0.392 

0.039 

0.353 

0.636 

180.10 

Over Exploited 

Morod Kalan 

0806001000899300 

0.15 

0.41 

9,247.60 

0.33 

- 

0.33 

0.06 

0.46 

0.06 

0.0100 

- 

- 

- 

0.010 

0.071 

0.401 

0.020 

0.381 

0.345 

90.71 

Critical 



0.06 

0.01 

(81.50) 

0.02 

- 

0.02 

0.02 

0.14 

0.00 

- 

- 

- 

- 

- 

0.002 

0.019 

0.001 

0.018 

0.087 

473.07 

Over Exploited 



0.04 

0.00 

1,516.05 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.021 

3,352.36 

Over Exploited 

Morod Khurd 

0806001000899100 

0.04 

0.00 

1,084.42 

0.00 

- 

0.00 

0.04 

0.29 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.015 

0.001 

0.015 

0.232 

1,591.39 

Over Exploited 

Mouriya 

0806000700865000 

0.25 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.13 

(43.37) 

0.11 

- 

0.11 

0.08 

0.62 

0.02 

0.0100 

- 

- 

- 

0.010 

0.030 

0.135 

0.007 

0.128 

0.390 

303.73 

Over Exploited 

Mundiya 

0806000700864200 

0.25 

0.25 

- 

0.25 

0.01 

0.26 

0.09 

0.65 

0.04 

0.0200 

- 

- 

0.001 

0.021 

0.059 

0.318 

0.032 

0.287 

0.477 

166.53 

Over Exploited 

Naithla 

0806000700857100 

0.25 

0.03 

(17.18) 

0.02 

- 

0.02 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.004 

0.029 

0.001 

0.027 

0.115 

422.19 

Over Exploited 

Nangal Todiyar 

0806000700864600 

0.25 

0.00 

4,006.02 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.024 

9,661.73 

Over Exploited 



0.12 

0.02 

376.90 

0.03 

- 

0.03 

0.03 

0.20 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.043 

0.002 

0.041 

0.286 

703.02 

Over Exploited 

Nithari 

0806000700861900 

0.25 

0.45 

(59.59) 

0.36 

0.01 

0.37 

0.06 

0.45 

0.07 

0.0300 

- 

- 

0.001 

0.031 

0.098 

0.469 

0.023 

0.445 

0.954 

214.32 

Over Exploited 

Pala 

0806000700865300 

0.25 

0.02 

21.55 

0.03 

- 

0.03 

0.02 

0.16 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.043 

0.002 

0.041 

0.148 

361.43 

Over Exploited 



0.12 

0.01 

105.48 

0.01 

- 

0.01 

0.02 

0.13 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.000 

0.009 

0.068 

734.40 

Over Exploited 

Pathroda 

0806000700862100 

0.25 

0.00 

4,234.06 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.024 

12,299.03 

Over Exploited 



0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Peela Dhawa 

0806000700862600 

0.25 

0.30 

(60.19) 

0.24 

0.01 

0.25 

0.08 

0.65 

0.05 

0.0200 

- 

- 

- 

0.020 

0.065 

0.316 

0.016 

0.301 

0.671 

223.28 

Over Exploited 

Poonkhar 

0806000700863600 

0.25 

0.18 

164.89 

0.22 

0.01 

0.23 

0.03 

0.21 

0.03 

0.0300 

- 

- 

0.001 

0.031 

0.057 

0.287 

0.014 

0.272 

0.717 

263.49 

Over Exploited 

Pratappura 

0806001000898000 

0.24 

0.34 

52.93 

0.40 

0.01 

0.41 

0.07 

0.57 

0.05 

0.0200 

- 

- 

0.001 

0.021 

0.067 

0.480 

0.024 

0.456 

0.450 

98.54 

Critical 



0.10 

0.00 

572.69 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.003 

0.044 

1,300.43 

Over Exploited 

Prithvipura 

0806000700860000 

0.25 

0.00 

5,014.89 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.062 

5,825.37 

Over Exploited 



0.12 

0.00 

1,937.98 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.040 

4,872.67 

Over Exploited 

Ratangarh 

0806000700865200 

0.25 

0.25 

- 

0.25 

- 

0.25 

0.06 

0.49 

0.04 

0.0100 

- 

- 

- 

0.010 

0.048 

0.301 

0.030 

0.271 

0.313 

115.43 

Over Exploited 



0.12 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.16 

0.00 

- 

- 

- 

- 

- 

0.002 

0.015 

0.001 

0.013 

0.057 

423.21 

Over Exploited 

Roopbas 

0806001000898300 

0.24 

0.27 

22.82 

0.33 

0.00 

0.33 

0.08 

0.64 

0.04 

0.0100 

- 

- 

0.000 

0.010 

0.048 

0.377 

0.019 

0.358 

0.406 

113.27 

Over Exploited 

Rundh Baleta 

0806000700859700 

0.25 

0.00 

23,164.85 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

442.46 

Over Exploited 



0.12 

1.12 

########## 

1.15 

- 

1.15 

0.04 

0.35 

0.15 

- 

- 

- 

- 

- 

0.150 

1.304 

0.065 

1.239 

0.163 

13.14 

Safe 

Rundh Kraska 

0806000700859500 

0.12 

0.00 

706.53 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.005 

83.87 

Semi Critical 

Rundh Kushalgarh 

0806000700859400 

0.12 

0.00 

6,380.76 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rundh Nadoo 

0806001000895500 

0.10 

0.00 

3,105.68 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rundh Umri Deori 

0806001000897900 

0.10 

0.00 

99.50 

0.00 

- 

0.00 

0.02 

0.17 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.009 

287.67 

Over Exploited 

Satana 

0806000700865100 

0.25 

0.02 

(8.78) 

0.02 

- 

0.02 

0.02 

0.12 

0.00 

- 

- 

- 

- 

- 

0.003 

0.019 

0.001 

0.018 

0.070 

376.83 

Over Exploited 



0.12 

0.16 

(76.84) 

0.13 

0.00 

0.13 

0.07 

0.53 

0.02 

0.0100 

- 

- 

0.001 

0.011 

0.035 

0.167 

0.008 

0.158 

0.179 

112.74 

Over Exploited 

Sukola 

06900001 

0.12 

0.26 

50,225.67 

0.25 

- 

0.25 

0.05 

0.41 

0.03 

0.0100 

- 

- 

- 

0.010 

0.043 

0.290 

0.015 

0.276 

0.163 

59.18 

Safe 

Sumel 

0806000700864000 

0.25 

0.48 

- 

0.48 

0.02 

0.50 

0.07 

0.52 

0.07 

0.0500 

- 

- 

- 

0.050 

0.122 

0.619 

0.062 

0.557 

1.252 

224.86 

Over Exploited 

Thonsra 

0806001000898100 

0.24 

0.06 

126.12 

0.07 

- 

0.07 

0.05 

0.41 

0.01 

- 

- 

- 

- 

- 

0.008 

0.079 

0.004 

0.075 

0.109 

144.88 

Over Exploited 



0.10 

0.01 

127.51 

0.01 

0.00 

0.01 

0.03 

0.23 

0.00 

- 

- 

- 

0.000 

0.000 

0.001 

0.011 

0.001 

0.011 

0.036 

341.79 

Over Exploited 

Umri Deori 

0806001000897800 

0.10 

0.01 

239.39 

0.01 

- 

0.01 

0.02 

0.22 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.010 

0.044 

447.73 

Over Exploited 


River Basin: Sabarmati 


Sub Basin: Sabarmati 

Adahaldoo 

0826000403137600 

0.06 

0.01 

844.68 

0.01 

- 

0.01 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.013 

0.017 

129.25 

Over Exploited 



0.04 

0.00 

3,665.63 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Amba 

0826000403138300 

0.06 

0.02 

328.28 

0.02 

- 

0.02 

0.02 

0.32 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.030 

0.002 

0.029 

0.050 

174.69 

Over Exploited 



0.04 

0.01 

181.86 

0.02 

- 

0.02 

0.02 

0.33 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.025 

0.001 

0.024 

0.056 

235.10 

Over Exploited 

Ambasa 

0826000403137800 

0.06 

0.04 

846.24 

0.04 

- 

0.04 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.055 

0.003 

0.052 

0.093 

178.40 

Over Exploited 



0.04 

0.08 

143.59 

0.09 

0.01 

0.10 

0.02 

0.25 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.134 

0.007 

0.128 

0.192 

150.38 

Over Exploited 

Ambawi 

0826000403139000 

0.06 

0.08 

528.73 

0.09 

- 

0.09 

0.01 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.093 

0.005 

0.088 

0.046 

52.30 

Safe 



0.04 

0.02 

########## 

0.02 

- 

0.02 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.024 

0.001 

0.023 

0.036 

160.17 

Over Exploited 

Bahighatiya 

0826000403137900 

0.06 

0.00 

1,166.37 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.014 

389.99 

Over Exploited 



0.04 

0.07 

51.88 

0.09 

0.01 

0.10 

0.04 

0.53 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.118 

0.006 

0.112 

0.105 

94.07 

Critical 

Bera Dhar 

0826000303114300 

0.04 

0.00 

7,406.78 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

2,154.25 

Over Exploited 

Bujha 

0826000403138200 

0.06 

0.02 

345.34 

0.02 

0.01 

0.03 

0.02 

0.35 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.054 

0.003 

0.051 

0.103 

202.74 

Over Exploited 



0.04 

0.00 

767.27 

0.00 

- 

0.00 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.038 

312.27 

Over Exploited 

Chhali Bokra 

0826000403137700 

0.06 

0.00 

2,785.73 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.008 

510.24 

Over Exploited 



0.04 

0.02 

364.93 

0.02 

- 

0.02 

0.01 

0.18 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.029 

0.001 

0.027 

0.043 

157.93 

Over Exploited 

Choki 

0826001003267900 

0.06 

0.01 

630.98 

0.02 

- 

0.02 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.018 

0.001 

0.017 

0.017 

103.37 

Over Exploited 



Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Daiya 

082600040313800C 

2.218 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.520 

2.58 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.002 

0.14 

0.15 







Non-command 

Quartzite 

1.631 

2.58 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.08 

0.005 

0.45 

0.46 


Dharawan 

082600040313750C 

13.366 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.345 

2.66 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.01 

0.004 

0.06 

0.07 


Garanwas 

0826000403138800 

16.623 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.552 

2.56 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.44 

0.45 

0.07 

0.020 

0.24 

0.24 


Hundla 

0826000403138400 

4.208 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.988 

2.73 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.03 

0.003 

0.14 

0.15 







Non-command 

Quartzite 

0.058 

2.73 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Jher 

0826000303114700 

13.494 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.770 

3.06 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.04 

0.004 

0.08 

0.09 







Non-command 

Quartzite 

2.244 

3.06 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.03 

0.005 

0.10 

0.11 


Katvi 

0826001003267800 

9.537 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.092 

2.41 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.46 

0.48 

0.05 

0.039 

0.46 

0.44 


Kawel 

0826000403138600 

10.229 

Fresh 

Non-command 

Non-command 

Quartzite 

6.475 

2.49 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.18 

0.18 

0.10 

0.020 

0.39 

0.39 


Lathooni 

0826000403139100 

5.810 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.269 

2.64 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.01 

0.004 

0.14 

0.14 







Non-command 

Quartzite 

0.508 

2.64 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.05 

0.06 


Mai 

0826000403138700 

9.934 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.814 

2.50 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.25 

0.25 

0.02 

0.012 

0.24 

0.24 







Non-command 

Quartzite 

1.487 

2.50 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.01 

0.005 

0.09 

0.09 


Manasi 

0826000303113900 

17.191 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.145 

2.73 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 


Mandwa 

0826000403137400 

9.024 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.511 

2.45 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.002 

0.04 

0.04 


Sandawara 

0826000403138100 

0.993 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.057 

2.56 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.04 

0.04 







Non-command 

Quartzite 

0.820 

2.56 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.06 

0.003 

0.50 

0.52 


Sarwan 

0826000403138900 

17.208 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

11.658 

2.55 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.76 

0.77 

0.02 

0.036 

0.42 

0.41 







Non-command 

Quartzite 

1.132 

2.55 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.003 

0.04 

0.04 


Som 

0826000403139200 

18.547 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.820 

2.60 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.00 

0.003 

0.03 

0.03 


Tindori 

0826000403138500 

9.176 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.002 

2.73 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.14 

0.05 

0.006 

0.13 

0.14 







Non-command 

Quartzite 

0.605 

2.73 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.002 

0.04 

0.04 


Umra 

0826001003264900 

10.342 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.473 

2.45 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.28 

0.30 

0.03 

0.024 

0.27 

0.26 

10001002 

Amba 

0826000303113800 

10.545 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.951 

2.86 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.22 

0.20 

0.22 

0.007 

0.19 

0.20 


Ambadeh 

0826000303111300 

9.175 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.937 

3.28 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.13 

0.02 

0.004 

0.15 

0.16 


Amri 

0826000303113000 

4.039 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.679 

3.46 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.28 

0.26 

0.11 

0.008 

0.61 

0.67 


Asawara 

0826000303114100 

14.085 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.334 

3.40 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.66 

0.60 

0.07 

0.021 

0.43 

0.47 


Bali Charni 

0826000303111900 

3.781 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.781 

4.13 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.32 

0.31 

0.03 

0.008 

0.73 

0.77 


Bao Veeran 

0826000303113700 

7.847 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.782 

3.30 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.29 

0.00 

0.011 

0.41 

0.45 


Bera Dhar 

0826000303114300 

13.682 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.550 

3.13 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.24 

0.23 

0.07 

0.008 

0.16 

0.18 







Non-command 

Quartzite 

2.144 

3.13 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.03 

0.005 

0.10 

0.11 


Bheem Talai 

0826000303113400 

5.473 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.811 

3.44 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.34 

0.31 

0.03 

0.011 

0.59 

0.65 


Bhoori Dhebar 

0826000303112700 

6.228 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.143 

3.39 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.46 

0.42 

0.12 

0.014 

0.69 

0.74 


Boti Khurd 

0826000303110500 

3.899 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.035 

2.72 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Buriya 

0826000303112600 

5.818 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.818 

3.20 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.43 

0.40 

0.25 

0.013 

0.71 

0.76 


Chariya 

0826000303112300 

2.871 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.871 

3.04 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.17 

0.04 

0.006 

0.72 

0.77 


Cheekhla 

0826000303112100 

1.518 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.518 

3.03 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.04 

0.003 

0.72 

0.77 


Cheekhli 

0826000303112500 

3.589 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.589 

3.21 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.26 

0.24 

0.16 

0.008 

0.71 

0.76 


Dehri 

0826000303111600 

5.447 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.289 

3.22 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.35 

0.33 

0.03 

0.012 

0.70 

0.75 


Dheeya 

0826000303114600 

3.966 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.244 

3.28 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.05 

0.003 

0.20 

0.21 







Non-command 

Quartzite 

0.075 

3.28 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Dotar 

0826000303114400 

3.547 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.403 

3.35 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.23 

0.21 

0.31 

0.005 

0.43 

0.47 


Ghoramari 

0826000303111500 

1.959 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.954 

3.24 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.13 

0.05 

0.004 

0.72 

0.76 


Godalwara 

0826000303110400 

2.714 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.040 

2.78 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Gura 

0826000303112000 

2.865 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.786 

3.28 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.23 

0.22 

0.22 

0.006 

0.70 

0.75 


Hansreta 

0826000303113500 

3.831 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.521 

3.40 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.17 

0.03 

0.006 

0.45 

0.49 


Jher 

0826000303114700 

13.494 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.374 

3.06 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.15 

0.05 

0.005 

0.11 

0.12 







Non-command 

Quartzite 

2.471 

3.06 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.03 

0.006 

0.11 

0.12 


Kharawani 

0826000303114200 

4.227 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.848 

3.07 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.07 

0.002 

0.13 

0.14 







Non-command 

Quartzite 

0.961 

3.07 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.04 

0.002 

0.15 

0.16 


Khokhra 

0826000303114500 

7.196 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.265 

3.39 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.39 

0.35 

0.09 

0.012 

0.47 

0.51 


Koldara 

0826000303113600 

4.438 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.725 

3.31 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.18 

0.04 

0.006 

0.43 

0.46 


Lohari 

0826000303111200 

17.942 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.406 

2.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.02 

0.02 


Loona 

0826000303112800 

5.369 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.194 

3.46 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.38 

0.35 

0.08 

0.012 

0.66 

0.71 


Lunk 

0826000303110700 

4.163 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.017 

4.18 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.36 

0.34 

0.09 

0.009 

0.71 

0.75 


Mahad 

0826000303113100 

6.074 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.245 

3.45 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.45 

0.41 

0.40 

0.012 

0.57 

0.62 


Mahari 

0826000303110600 

19.819 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

15.035 

2.70 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.90 

0.86 

0.36 

0.034 

0.57 

0.59 


Mamer 

0826000303113200 

21.163 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

18.020 

3.44 

0.020 

0.16 

0.02 

0.00 

0.00 

0.00 

1.38 

1.28 

0.58 

0.040 

0.59 

0.63 


Manasi 

0826000303113900 

17.191 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.102 

2.73 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.04 

0.002 

0.04 

0.04 







Non-command 

Quartzite 

0.802 

2.73 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.002 

0.03 

0.03 


Mandwal 

0826000303112400 

5.224 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.224 

3.24 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.42 

0.39 

0.35 

0.012 

0.72 

0.77 


Meri 

0826000303111400 

7.798 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.962 

3.41 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.49 

0.46 

0.07 

0.016 

0.64 

0.68 


Morchhuchha 

0826000303112900 

1.942 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.942 

3.45 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.16 

0.15 

0.14 

0.004 

0.66 

0.72 


Nakola 

0826000303113300 

8.230 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.636 

3.37 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.47 

0.44 

0.04 

0.015 

0.57 

0.61 


Nal 

0826000303110900 

10.571 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.386 

3.24 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.56 

0.53 

0.06 

0.019 

0.58 

0.62 


Poptali 

0826000303110300 

7.481 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.025 

2.63 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rajpur 

0826000303111800 

1.530 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.470 

4.46 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.14 

0.06 

0.003 

0.70 

0.74 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Daiya 

082600040313800C 

0.06 

0.00 

890.56 

0.01 

- 

0.01 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.022 

446.62 

Over Exploited 



0.04 

0.03 

105.00 

0.04 

- 

0.04 

0.03 

0.48 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.045 

0.002 

0.043 

0.082 

191.74 

Over Exploited 

Dharawan 

0826000403137500 

0.06 

0.00 

1,650.77 

0.01 

- 

0.01 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.016 

289.67 

Over Exploited 

Garanwas 

0826000403138800 

0.06 

0.09 

########## 

0.11 

- 

0.11 

0.02 

0.26 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.118 

0.006 

0.112 

0.086 

76.93 

Semi Critical 

Hundla 

0826000403138400 

0.06 

0.01 

821.23 

0.01 

- 

0.01 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.000 

0.009 

0.028 

302.26 

Over Exploited 



0.04 

0.00 

7,433.21 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jher 

0826000303114700 

0.04 

0.01 

1,773.98 

0.01 

- 

0.01 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.040 

244.77 

Over Exploited 



0.04 

0.01 

699.98 

0.01 

- 

0.01 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.011 

0.030 

282.76 

Over Exploited 

Katvi 

0826001003267800 

0.06 

0.20 

135.33 

0.24 

- 

0.24 

0.03 

0.49 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.254 

0.013 

0.242 

0.089 

36.65 

Safe 

Kawel 

0826000403138600 

0.04 

0.10 

221,515.07 

0.12 

0.01 

0.13 

0.03 

0.41 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.147 

0.007 

0.140 

0.121 

86.36 

Semi Critical 

Lathooni 

0826000403139100 

0.06 

0.01 

170,051.66 

0.01 

- 

0.01 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.010 

0.016 

151.74 

Over Exploited 



0.04 

0.00 

1,086.42 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.009 

679.23 

Over Exploited 

Mai 

0826000403138700 

0.06 

0.05 

382.57 

0.06 

- 

0.06 

0.02 

0.25 

- 

- 

- 

- 

- 

- 

- 

0.062 

0.003 

0.059 

0.036 

60.89 

Safe 



0.04 

0.01 

160,391.06 

0.01 

- 

0.01 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.012 

192.73 

Over Exploited 

Manasi 

0826000303113900 

0.04 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

25,781.18 

Over Exploited 

Mandwa 

0826000403137400 

0.06 

0.00 

2,643.22 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.002 

128.16 

Over Exploited 

Sandawara 

0826000403138100 

0.06 

0.00 

3,026.11 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.02 

82.38 

0.02 

- 

0.02 

0.04 

0.54 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.030 

0.001 

0.028 

0.059 

206.63 

Over Exploited 

Sarwan 

0826000403138900 

0.06 

0.25 

893,403.50 

0.31 

- 

0.31 

0.03 

0.45 

- 

- 

- 

- 

- 

- 

- 

0.306 

0.015 

0.290 

0.060 

20.52 

Safe 



0.04 

0.00 

1,482.76 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.003 

164.96 

Over Exploited 

Som 

0826000403139200 

0.06 

0.00 

3,945.85 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

0.003 

169.96 

Over Exploited 

Tindori 

0826000403138500 

0.06 

0.02 

827.48 

0.02 

- 

0.02 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.028 

0.001 

0.027 

0.053 

196.51 

Over Exploited 



0.04 

0.00 

7,329.82 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.016 

2,502.29 

Over Exploited 

Umra 

0826001003264900 

0.06 

0.07 

297.98 

0.09 

- 

0.09 

0.02 

0.29 

- 

- 

- 

- 

- 

- 

- 

0.090 

0.004 

0.085 

0.049 

57.90 

Safe 

Amba 

0826000303113800 

0.04 

0.02 

264,978.12 

0.02 

0.01 

0.03 

0.01 

0.20 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.058 

0.003 

0.055 

0.230 

415.59 

Over Exploited 

Ambadeh 

0826000303111300 

0.04 

0.01 

########## 

0.01 

- 

0.01 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.000 

0.009 

0.026 

279.94 

Over Exploited 

Amri 

0826000303113000 

0.04 

0.09 

181.58 

0.11 

- 

0.11 

0.04 

0.66 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.132 

0.007 

0.125 

0.116 

92.81 

Critical 

Asawara 

0826000303114100 

0.04 

0.16 

307,267.11 

0.19 

- 

0.19 

0.03 

0.47 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.202 

0.010 

0.191 

0.093 

48.50 

Safe 

Bali Charni 

0826000303111900 

0.04 

0.11 

167.46 

0.14 

- 

0.14 

0.05 

0.78 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.147 

0.007 

0.140 

0.037 

26.84 

Safe 

Bao Veeran 

0826000303113700 

0.04 

0.08 

672,312.93 

0.10 

- 

0.10 

0.03 

0.44 

- 

- 

- 

- 

- 

- 

- 

0.097 

0.005 

0.092 

0.011 

11.64 

Safe 

Bera Dhar 

0826000303114300 

0.04 

0.02 

########## 

0.02 

- 

0.02 

0.01 

0.18 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.035 

0.002 

0.033 

0.080 

242.61 

Over Exploited 



0.04 

0.01 

750.84 

0.01 

- 

0.01 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.001 

0.010 

0.030 

306.30 

Over Exploited 

Bheem Talai 

0826000303113400 

0.04 

0.12 

165.21 

0.14 

- 

0.14 

0.04 

0.63 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.152 

0.008 

0.144 

0.040 

27.61 

Safe 

Bhoori Dhebar 

0826000303112700 

0.04 

0.17 

142.48 

0.21 

- 

0.21 

0.05 

0.73 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.229 

0.011 

0.218 

0.136 

62.26 

Safe 

Boti Khurd 

0826000303110500 

0.04 

0.00 

114,232.43 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Buriya 

0826000303112600 

0.04 

0.17 

136.91 

0.20 

0.01 

0.21 

0.05 

0.75 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.264 

0.013 

0.251 

0.265 

105.78 

Over Exploited 

Chariya 

0826000303112300 

0.04 

0.08 

103.09 

0.10 

- 

0.10 

0.05 

0.76 

- 

- 

- 

- 

- 

- 

- 

0.102 

0.005 

0.097 

0.049 

51.07 

Safe 

Cheekhla 

0826000303112100 

0.04 

0.05 

111.39 

0.05 

- 

0.05 

0.05 

0.77 

- 

- 

- 

- 

- 

- 

- 

0.054 

0.003 

0.052 

0.039 

76.41 

Semi Critical 

Cheekhli 

0826000303112500 

0.04 

0.11 

130.46 

0.13 

0.01 

0.14 

0.05 

0.76 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.166 

0.008 

0.158 

0.166 

105.08 

Over Exploited 

Dehri 

0826000303111600 

0.04 

0.15 

115.36 

0.18 

- 

0.18 

0.05 

0.75 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.193 

0.010 

0.184 

0.041 

22.22 

Safe 

Dheeya 

0826000303114600 

0.04 

0.01 

########## 

0.01 

- 

0.01 

0.01 

0.21 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.022 

0.001 

0.021 

0.053 

250.07 

Over Exploited 



0.04 

0.00 

6,092.52 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dotar 

0826000303114400 

0.04 

0.04 

28,930.86 

0.05 

0.01 

0.06 

0.03 

0.46 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.120 

0.006 

0.114 

0.314 

274.68 

Over Exploited 

Ghoramari 

0826000303111500 

0.04 

0.06 

121.15 

0.07 

- 

0.07 

0.05 

0.77 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.079 

0.004 

0.075 

0.054 

72.03 

Semi Critical 

Godalwara 

0826000303110400 

0.04 

0.00 

138,996.31 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gura 

0826000303112000 

0.04 

0.08 

170.18 

0.10 

0.01 

0.11 

0.05 

0.75 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.147 

0.007 

0.140 

0.222 

158.89 

Over Exploited 

Hansreta 

0826000303113500 

0.04 

0.05 

22,039.30 

0.06 

- 

0.06 

0.03 

0.49 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.065 

0.003 

0.062 

0.035 

56.03 

Safe 

Jher 

0826000303114700 

0.04 

0.01 

1,265.94 

0.01 

- 

0.01 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.022 

0.055 

253.99 

Over Exploited 



0.04 

0.01 

619.17 

0.01 

- 

0.01 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.013 

0.031 

237.16 

Over Exploited 

Kharawani 

0826000303114200 

0.04 

0.00 

########## 

0.00 

- 

0.00 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.074 

548.43 

Over Exploited 



0.04 

0.01 

563.44 

0.01 

- 

0.01 

0.01 

0.16 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.045 

284.40 

Over Exploited 

Khokhra 

0826000303114500 

0.04 

0.10 

247.39 

0.12 

- 

0.12 

0.03 

0.50 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.142 

0.007 

0.135 

0.098 

72.30 

Semi Critical 

Koldara 

0826000303113600 

0.04 

0.05 

261,145.01 

0.06 

- 

0.06 

0.03 

0.46 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.065 

0.003 

0.062 

0.042 

67.98 

Safe 

Lohari 

0826000303111200 

0.04 

0.00 

99,978.81 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

5,762.30 

Over Exploited 

Loona 

0826000303112800 

0.04 

0.14 

147.39 

0.17 

- 

0.17 

0.05 

0.71 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.180 

0.009 

0.171 

0.091 

52.87 

Safe 

Lunk 

0826000303110700 

0.04 

0.12 

186.26 

0.14 

- 

0.14 

0.05 

0.76 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.162 

0.008 

0.154 

0.095 

61.65 

Safe 

Mahad 

0826000303113100 

0.04 

0.12 

377,308.08 

0.15 

0.01 

0.16 

0.04 

0.61 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.227 

0.011 

0.216 

0.408 

189.08 

Over Exploited 

Mahari 

0826000303110600 

0.04 

0.35 

877,395.97 

0.42 

0.01 

0.43 

0.04 

0.60 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.501 

0.025 

0.476 

0.394 

82.70 

Semi Critical 

Mamer 

0826000303113200 

0.04 

0.43 

########## 

0.52 

0.02 

0.54 

0.04 

0.63 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

0.652 

0.033 

0.619 

0.623 

100.64 

Over Exploited 

Manasi 

0826000303113900 

0.04 

0.00 

3,388.22 

0.00 

- 

0.00 

0.00 

0.04 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.012 

0.045 

390.35 

Over Exploited 



0.04 

0.00 

2,024.49 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.016 

1,435.73 

Over Exploited 

Mandwal 

0826000303112400 

0.04 

0.16 

153.06 

0.19 

0.01 

0.20 

0.05 

0.77 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.256 

0.013 

0.244 

0.358 

146.81 

Over Exploited 

Meri 

0826000303111400 

0.04 

0.18 

152.52 

0.22 

- 

0.22 

0.04 

0.68 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.229 

0.011 

0.218 

0.088 

40.18 

Safe 

Morchhuchha 

0826000303112900 

0.04 

0.05 

182.63 

0.06 

0.01 

0.07 

0.05 

0.71 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.104 

0.005 

0.099 

0.141 

143.20 

Over Exploited 

Nakola 

0826000303113300 

0.04 

0.16 

179.96 

0.19 

- 

0.19 

0.04 

0.61 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.197 

0.010 

0.187 

0.058 

30.99 

Safe 

Nal 

0826000303110900 

0.04 

0.19 

923,880.65 

0.23 

- 

0.23 

0.04 

0.62 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.243 

0.012 

0.231 

0.077 

33.28 

Safe 

Poptali 

0826000303110300 

0.04 

0.00 

766,549.88 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Raj pur 

0826000303111800 

0.04 

0.04 

234.84 

0.05 

- 

0.05 

0.05 

0.75 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.061 

0.003 

0.058 

0.061 

105.21 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Sara 

082600030311080C 

15.770 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

13.550 

3.90 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

1.12 

1.06 

0.22 

0.030 

0.63 

0.67 


Sawan Ka Kyara 

0826000303111700 

9.445 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.957 

4.16 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.60 

0.57 

0.08 

0.016 

0.54 

0.57 


Shishviya 

0826000303111000 

4.290 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.100 

2.64 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.02 

0.02 


Sura 

0826000303114000 

5.659 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.668 

3.14 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.21 

0.19 

0.19 

0.006 

0.31 

0.33 







Non-command 

Quartzite 

0.307 

3.14 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.04 

0.04 


Umariya 

0826000303111100 

10.139 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.097 

2.90 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Wasela 

0826000303112200 

4.843 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.776 

3.11 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.35 

0.32 

0.25 

0.011 

0.70 

0.75 

10001003 

Bosa 

0819000402375300 

13.651 

Fresh 

Non-command 

Non-command 

Gneisses 

4.547 

4.65 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.44 

0.41 

0.05 

0.012 

0.21 

0.23 


Jamboori 

0819000402375400 

9.131 

Fresh 

Non-command 

Non-command 

Gneisses 

6.286 

4.99 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.66 

0.60 

0.12 

0.017 

0.44 

0.48 


Meen 

0819000402375800 

16.103 

Fresh 

Non-command 

Non-command 

Gneisses 

4.590 

3.55 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.36 

0.32 

0.12 

0.013 

0.18 

0.20 


Taleti 

0819000402375900 

8.071 

Fresh 

Non-command 

Non-command 

Gneisses 

6.732 

3.01 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.46 

0.42 

0.22 

0.018 

0.54 

0.59 

10001004 

Bekariya 

0826000303089900 

20.617 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.342 

2.62 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.01 

0.01 


Bekariya War 

0826000303099900 

7.142 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.051 

4.43 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.00 

0.002 

0.09 

0.10 







Non-command 

Erinpura Granite 

1.431 

4.43 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.11 

0.00 

0.003 

0.12 

0.14 


Beradhar 

0826000303099600 

3.271 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.067 

3.66 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.00 

0.002 

0.18 

0.23 







Non-command 

Erinpura Granite 

1.896 

3.66 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.11 

0.00 

0.004 

0.32 

0.41 


Borli 

0826000303099800 

7.205 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

3.586 

4.06 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.24 

0.01 

0.008 

0.28 

0.34 







Non-command 

Erinpura Granite 

1.778 

4.06 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.12 

0.00 

0.004 

0.14 

0.17 


Cheebar Badi 

0826000303097200 

2.172 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.071 

2.57 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 







Non-command 

Erinpura Granite 

1.851 

2.57 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.00 

0.004 

0.46 

0.63 


Gara 

0826000303099400 

7.564 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.586 

3.47 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.00 

0.004 

0.11 

0.14 


Ghata 

0826000303089700 

8.098 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.263 

2.73 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.02 







Non-command 

Erinpura Granite 

0.711 

2.73 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.002 

0.05 

0.07 


Gogrood 

0826000303089800 

16.671 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.557 

2.46 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.02 

0.02 







Non-command 

Erinpura Granite 

0.506 

2.46 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.02 

0.02 


Gura 

0826000303099500 

9.401 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

4.099 

3.91 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.26 

0.00 

0.009 

0.24 

0.30 







Non-command 

Erinpura Granite 

3.152 

3.91 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.20 

0.00 

0.007 

0.19 

0.23 


Jhari Roin 

0826000303090600 

3.756 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.865 

2.53 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.01 

0.006 

0.40 

0.56 


Kaleem 

0826000303091400 

2.526 

Saline 

Non-command 

Non-command 

Erinpura Granite 

1.765 

2.55 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.00 

0.004 

0.37 

0.52 


Kali Doongri 

0826000303090500 

2.446 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.802 

2.58 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.01 

0.004 

0.39 

0.54 







Non-command 

Erinpura Granite 

0.224 

2.58 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.05 

0.07 


Kara 

0826000303097700 

7.111 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

3.399 

2.73 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.13 

0.01 

0.008 

0.25 

0.35 


Kham 

0826000303097600 

8.729 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

6.413 

2.89 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.38 

0.29 

0.01 

0.014 

0.40 

0.53 







Non-command 

Erinpura Granite 

1.030 

2.89 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.002 

0.06 

0.08 


Khuna 

0826000303099300 

16.801 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.096 

3.27 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.00 

0.002 

0.03 

0.04 


Majra Sai 

0826000303090700 

0.676 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.636 

2.53 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.49 

0.70 


Malwiya 

0826000303097300 

3.321 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.845 

2.54 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.01 

0.004 

0.30 

0.41 







Non-command 

Erinpura Granite 

1.174 

2.54 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.003 

0.19 

0.26 


Merpur 

0826000303097400 

1.532 

Saline 

Non-command 

Non-command 

Erinpura Granite 

1.220 

2.59 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.00 

0.003 

0.43 

0.59 


Moriya Khuna 

0826000303097100 

33.597 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

6.411 

2.83 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.37 

0.28 

0.00 

0.014 

0.11 

0.14 







Non-command 

Erinpura Granite 

7.951 

2.83 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.46 

0.34 

0.01 

0.018 

0.13 

0.18 


PandiBor 

0826000303091000 

4.421 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.035 

2.48 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 







Non-command 

Erinpura Granite 

0.148 

2.48 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.02 


Paoti Khurd 

0826000303091300 

0.871 

Saline 

Non-command 

Non-command 

Erinpura Granite 

0.229 

2.55 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.14 

0.20 


Peepalmal 

0826000303091500 

16.703 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.357 

3.10 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.00 

0.005 

0.08 

0.11 


Peepla 

0826000303091100 

11.071 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

4.851 

2.52 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.17 

0.00 

0.011 

0.23 

0.32 







Non-command 

Erinpura Granite 

3.290 

2.52 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.12 

0.00 

0.007 

0.16 

0.22 


Raya 

0826000303090400 

1.602 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.434 

2.56 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.01 

0.003 

0.47 

0.66 


Sai Kalan 

0826000303090300 

5.550 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.015 

2.86 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sala Ghati 

0826000303097000 

23.236 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.762 

2.44 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.002 

0.02 

0.03 


Samarmal 

0826000303091200 

2.343 

Saline 

Non-command 

Non-command 

Erinpura Granite 

1.472 

2.50 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.00 

0.003 

0.33 

0.47 


Samoli 

0826000303099000 

10.807 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.030 

3.01 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Teensara 

0826000303100500 

4.693 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.309 

3.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.04 

0.04 


Tepur 

0826000303096900 

32.834 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

12.601 

3.05 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.78 

0.55 

0.00 

0.028 

0.22 

0.31 







Non-command 

Erinpura Granite 

0.003 

3.05 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Tiloi 

0826000303097500 

3.871 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.527 

2.92 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.08 

0.10 







Non-command 

Erinpura Granite 

2.504 

2.92 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.11 

0.01 

0.006 

0.36 

0.47 


Torna 

0826000303099700 

112.450 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

21.183 

3.34 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

1.43 

1.19 

0.00 

0.047 

0.12 

0.15 







Non-command 

Erinpura Granite 

4.485 

3.34 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.25 

0.00 

0.010 

0.03 

0.03 

10001005 

Adiseri 

0826000303103400 

31.415 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.257 

2.57 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.33 

0.31 

0.01 

0.014 

0.14 

0.15 







Non-command 

Erinpura Granite 

1.541 

2.57 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.00 

0.003 

0.04 

0.04 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.975 

2.57 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.00 

0.004 

0.05 

0.05 







Non-command 

Erinpura Granite 

2.652 

2.57 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.13 

0.00 

0.006 

0.06 

0.06 


Bagawat 

0826000303107300 

7.747 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.581 

3.73 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.59 

0.56 

0.04 

0.017 

0.73 

0.76 


Barchha 

0826000303106700 

1.933 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.149 

3.99 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.06 

0.06 


Bekariya War 

0826000303099900 

7.142 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.295 

4.43 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.00 

0.003 

0.11 

0.13 







Non-command 

Erinpura Granite 

2.724 

4.43 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.21 

0.01 

0.006 

0.23 

0.26 


Bera Katar 

0826000303107400 

10.704 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.642 

3.34 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.75 

0.72 

0.17 

0.024 

0.74 

0.77 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Sara 

082600030311080C 

0.04 

0.35 

211,965.19 

0.42 

0.01 

0.43 

0.04 

0.67 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.472 

0.024 

0.449 

0.253 

56.44 

Safe 

Sawan Ka Kyara 

0826000303111700 

0.04 

0.15 

720,203.21 

0.18 

- 

0.18 

0.04 

0.57 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.190 

0.010 

0.181 

0.095 

52.28 

Safe 

Shishviya 

0826000303111000 

0.04 

0.00 

44,061.65 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sura 

0826000303114000 

0.04 

0.03 

892,443.29 

0.04 

0.01 

0.05 

0.02 

0.33 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.090 

0.004 

0.085 

0.193 

226.54 

Over Exploited 



0.04 

0.00 

1,961.58 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.000 

0.012 

2,348.39 

Over Exploited 

Umariya 

0826000303111100 

0.04 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Wasela 

0826000303112200 

0.04 

0.14 

134.48 

0.17 

0.01 

0.18 

0.05 

0.75 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.226 

0.011 

0.215 

0.256 

119.13 

Over Exploited 

Bosa 

0819000402375300 

0.14 

0.14 

203.18 

0.16 

- 

0.16 

0.01 

0.23 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.172 

0.009 

0.164 

0.062 

38.11 

Safe 

Jamboori 

0819000402375400 

0.14 

0.39 

56.23 

0.46 

- 

0.46 

0.03 

0.47 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.473 

0.024 

0.449 

0.132 

29.41 

Safe 

Meen 

0819000402375800 

0.14 

0.12 

179.68 

0.14 

- 

0.14 

0.01 

0.19 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.158 

0.008 

0.150 

0.128 

84.75 

Semi Critical 

Taleti 

0819000402375900 

0.14 

0.51 

(17.62) 

0.42 

0.01 

0.43 

0.04 

0.57 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.467 

0.023 

0.444 

0.241 

54.41 

Safe 

Bekariya 

0826000303089900 

0.04 

0.00 

10,394.89 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Bekariya War 

0826000303099900 

0.04 

0.00 

########## 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.006 

151.47 

Over Exploited 



0.04 

0.01 

########## 

0.01 

- 

0.01 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.005 

66.94 

Safe 

Beradhar 

0826000303099600 

0.04 

0.01 

686.13 

0.01 

- 

0.01 

0.01 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.009 

0.002 

26.81 

Safe 



0.04 

0.02 

342.67 

0.03 

- 

0.03 

0.03 

0.35 

- 

- 

- 

- 

- 

- 

- 

0.030 

0.001 

0.028 

0.004 

15.09 

Safe 

Borli 

0826000303099800 

0.04 

0.04 

67,400.02 

0.05 

- 

0.05 

0.02 

0.31 

- 

- 

- 

- 

- 

- 

- 

0.048 

0.002 

0.046 

0.015 

32.94 

Safe 



0.04 

0.01 

1,106.76 

0.01 

- 

0.01 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.011 

0.006 

52.37 

Safe 

Cheebar Badi 

0826000303097200 

0.04 

0.00 

5,125.28 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.03 

102.89 

0.04 

- 

0.04 

0.04 

0.50 

- 

- 

- 

- 

- 

- 

- 

0.041 

0.002 

0.039 

0.006 

15.88 

Safe 

Gara 

0826000303099400 

0.04 

0.01 

296,326.77 

0.01 

- 

0.01 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.008 

95.65 

Critical 

Ghata 

0826000303089700 

0.04 

0.00 

114,519.59 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.04 

0.00 

1,944.72 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.004 

236.75 

Over Exploited 

Gogrood 

0826000303089800 

0.04 

0.00 

4,827.47 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

1,193.17 

Over Exploited 



0.04 

0.00 

5,319.35 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

860.83 

Over Exploited 

Gura 

0826000303099500 

0.04 

0.04 

895,923.45 

0.05 

- 

0.05 

0.02 

0.26 

- 

- 

- 

- 

- 

- 

- 

0.046 

0.002 

0.044 

0.013 

29.86 

Safe 



0.04 

0.02 

735.20 

0.03 

- 

0.03 

0.01 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.028 

0.001 

0.027 

0.007 

26.10 

Safe 

Jhari Roin 

0826000303090600 

0.04 

0.05 

126.02 

0.06 

- 

0.06 

0.03 

0.44 

- 

- 

- 

- 

- 

- 

- 

0.055 

0.003 

0.053 

0.017 

33.03 

Safe 

Kaleem 

0826000303091400 

0.04 

0.03 

69,871.60 

0.03 

- 

0.03 

0.03 

0.40 

- 

- 

- 

- 

- 

- 

- 

0.031 

0.002 

0.030 

0.004 

13.23 

Safe 

Kali Doongri 

0826000303090500 

0.04 

0.03 

139.75 

0.03 

- 

0.03 

0.03 

0.43 

- 

- 

- 

- 

- 

- 

- 

0.034 

0.002 

0.032 

0.018 

55.68 

Safe 



0.04 

0.00 

1,817.26 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.000 

0.001 

- 

Safe 

Kara 

0826000303097700 

0.04 

0.03 

292.09 

0.04 

- 

0.04 

0.02 

0.27 

- 

- 

- 

- 

- 

- 

- 

0.041 

0.002 

0.039 

0.015 

37.51 

Safe 

Kham 

0826000303097600 

0.04 

0.10 

24,656.82 

0.12 

- 

0.12 

0.03 

0.43 

- 

- 

- 

- 

- 

- 

- 

0.119 

0.006 

0.114 

0.025 

22.32 

Safe 



0.04 

0.00 

28,589.78 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.004 

163.20 

Over Exploited 

Khuna 

0826000303099300 

0.04 

0.00 

3,613.29 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.006 

370.63 

Over Exploited 

Majra Sai 

0826000303090700 

0.04 

0.01 

(17.62) 

0.02 

- 

0.02 

0.04 

0.53 

- 

- 

- 

- 

- 

- 

- 

0.015 

0.001 

0.014 

0.005 

38.05 

Safe 

Malwiya 

0826000303097300 

0.04 

0.02 

209.77 

0.03 

- 

0.03 

0.02 

0.32 

- 

- 

- 

- 

- 

- 

- 

0.026 

0.001 

0.025 

0.011 

44.33 

Safe 



0.04 

0.01 

386.79 

0.01 

- 

0.01 

0.02 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.010 

0.005 

45.52 

Safe 

Merpur 

0826000303097400 

0.04 

0.02 

120.78 

0.03 

- 

0.03 

0.04 

0.47 

- 

- 

- 

- 

- 

- 

- 

0.025 

0.001 

0.024 

0.005 

19.61 

Safe 

Moriya Khuna 

0826000303097100 

0.04 

0.02 

########## 

0.03 

- 

0.03 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.029 

0.001 

0.027 

0.018 

66.86 

Safe 



0.04 

0.04 

########## 

0.05 

- 

0.05 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.048 

0.002 

0.046 

0.023 

49.47 

Safe 

PandiBor 

0826000303091000 

0.04 

0.00 

20,913.62 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

4,850.86 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Paoti Khurd 

0826000303091300 

0.04 

0.00 

548.46 

0.00 

- 

0.00 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

0.001 

35.15 

Safe 

Peepalmal 

0826000303091500 

0.04 

0.01 

112,528.03 

0.01 

- 

0.01 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.005 

65.41 

Safe 

Peepla 

0826000303091100 

0.04 

0.04 

289.59 

0.05 

- 

0.05 

0.02 

0.25 

- 

- 

- 

- 

- 

- 

- 

0.053 

0.003 

0.051 

0.011 

21.36 

Safe 



0.04 

0.02 

474.65 

0.02 

- 

0.02 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.025 

0.001 

0.023 

0.007 

31.49 

Safe 

Raya 

0826000303090400 

0.04 

0.03 

95.13 

0.03 

- 

0.03 

0.04 

0.51 

- 

- 

- 

- 

- 

- 

- 

0.032 

0.002 

0.031 

0.010 

33.21 

Safe 

Sai Kalan 

0826000303090300 

0.04 

0.00 

69,895.15 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sala Ghati 

0826000303097000 

0.04 

0.00 

4,383.04 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.002 

251.76 

Over Exploited 

Samarmal 

0826000303091200 

0.04 

0.02 

167.15 

0.02 

- 

0.02 

0.03 

0.36 

- 

- 

- 

- 

- 

- 

- 

0.023 

0.001 

0.022 

0.005 

23.81 

Safe 

Samoli 

0826000303099000 

0.04 

0.00 

87,137.77 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Teensara 

0826000303100500 

0.04 

0.00 

3,648.97 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Tepur 

0826000303096900 

0.04 

0.10 

########## 

0.11 

- 

0.11 

0.02 

0.23 

- 

- 

- 

- 

- 

- 

- 

0.115 

0.006 

0.109 

0.032 

29.53 

Safe 



0.04 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Tiloi 

0826000303097500 

0.04 

0.00 

134,858.31 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.005 

292.69 

Over Exploited 



0.04 

0.04 

450,524.51 

0.04 

- 

0.04 

0.03 

0.38 

- 

- 

- 

- 

- 

- 

- 

0.042 

0.002 

0.040 

0.013 

31.41 

Safe 

Torna 

0826000303099700 

0.04 

0.09 

########## 

0.11 

- 

0.11 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.114 

0.006 

0.108 

0.051 

47.53 

Safe 



0.04 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.010 

219.48 

Over Exploited 

Adiseri 

0826000303103400 

0.04 

0.04 

########## 

0.04 

- 

0.04 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.043 

0.002 

0.041 

0.021 

51.61 

Safe 



0.04 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.002 

0.003 

138.31 

Over Exploited 



0.04 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.004 

147.93 

Over Exploited 



0.04 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.006 

129.77 

Over Exploited 

Bagawat 

0826000303107300 

0.04 

0.23 

145.72 

0.27 

- 

0.27 

0.05 

0.78 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.285 

0.014 

0.271 

0.060 

22.16 

Safe 

Barchha 

0826000303106700 

0.04 

0.00 

53,760.29 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

2,033.94 

Over Exploited 

Bekariya War 

0826000303099900 

0.04 

0.01 

1,465.11 

0.01 

- 

0.01 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.006 

0.007 

108.28 

Over Exploited 



0.04 

0.02 

########## 

0.03 

- 

0.03 

0.02 

0.24 

- 

- 

- 

- 

- 

- 

- 

0.030 

0.001 

0.028 

0.013 

46.45 

Safe 

Bera Katar 

0826000303107400 

0.04 

0.33 

121.73 

0.39 

0.01 

0.40 

0.05 

0.79 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.430 

0.022 

0.409 

0.190 

46.42 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Bikarni 

082600030310290C 

3.213 

Saline 

Non-command 

Non-command 

Erinpura Granite 

2.479 

3.32 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.16 

0.03 

0.006 

0.49 

0.54 


Chak Sandmariya 

082600030310690C 

3.046 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.304 

2.81 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.13 

0.01 

0.005 

0.56 

0.58 


Chhapar 

082600030310270C 

3.243 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.334 

2.44 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.07 

0.07 







Non-command 

Erinpura Granite 

0.700 

2.44 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.002 

0.14 

0.15 





Saline 

Non-command 

Non-command 

Erinpura Granite 

1.968 

2.44 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.01 

0.004 

0.39 

0.42 


Chhapariya 

0826000303102800 

2.754 

Saline 

Non-command 

Non-command 

Erinpura Granite 

2.513 

2.80 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.14 

0.01 

0.006 

0.57 

0.62 


Dhadhmata 

0826000303106800 

5.992 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.686 

2.81 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.27 

0.26 

0.02 

0.010 

0.58 

0.60 


Goriya 

0826000303103100 

2.903 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.197 

2.73 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.05 

0.05 





Saline 

Non-command 

Non-command 

Erinpura Granite 

2.506 

2.73 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.14 

0.01 

0.006 

0.59 

0.63 


Har 

0826000303100100 

2.311 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.508 

3.87 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.10 

0.01 

0.003 

0.43 

0.50 







Non-command 

Erinpura Granite 

0.146 

3.87 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.04 

0.05 


Jura 

0826000303103600 

3.349 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.270 

2.47 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.06 

0.06 


Kagwas 

0826000303102400 

11.139 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.096 

2.03 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.13 

0.04 

0.007 

0.18 

0.19 







Non-command 

Erinpura Granite 

2.923 

2.03 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.03 

0.007 

0.17 

0.18 


Kala Khetar 

0826000303103300 

4.379 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.273 

2.34 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.04 

0.05 







Non-command 

Erinpura Granite 

4.106 

2.34 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.19 

0.02 

0.009 

0.67 

0.71 


Khajooriya 

0826000303102300 

1.721 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.503 

2.50 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.001 

0.21 

0.22 







Non-command 

Erinpura Granite 

0.948 

2.50 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.01 

0.002 

0.39 

0.41 


Kodarmal 

0826000303102500 

6.519 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.221 

2.08 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.02 

0.02 







Non-command 

Erinpura Granite 

1.786 

2.08 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.03 

0.004 

0.17 

0.18 


Koliya 

0826000303107200 

6.041 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.803 

2.82 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.17 

0.08 

0.006 

0.34 

0.35 







Non-command 

Erinpura Granite 

0.404 

2.82 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.05 

0.05 


Kyara 

0826000303100400 

7.428 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.139 

3.82 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 







Non-command 

Erinpura Granite 

7.028 

3.82 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.55 

0.49 

0.04 

0.016 

0.58 

0.66 


Mahula 

0826000303100200 

3.309 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.170 

4.24 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.03 

0.04 







Non-command 

Erinpura Granite 

2.878 

4.24 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.22 

0.01 

0.006 

0.57 

0.64 


Mandwa 

0826000303100600 

17.331 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.316 

2.27 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.008 

2.27 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.01 

0.002 

0.03 

0.04 







Non-command 

Erinpura Granite 

1.799 

2.27 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.02 

0.004 

0.06 

0.07 


Nal Sandmariya 

0826000303107100 

4.531 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.316 

3.48 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.29 

0.01 

0.010 

0.71 

0.74 


Naya Was 

0826000303107500 

14.830 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

13.219 

3.25 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.94 

0.90 

0.30 

0.030 

0.67 

0.70 


Nayawas Sera 

0826000303102600 

1.482 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.294 

2.09 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.01 

0.003 

0.58 

0.62 







Non-command 

Erinpura Granite 

0.188 

2.09 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.08 

0.09 


Ranora 

0826000303100300 

2.665 

Saline 

Non-command 

Non-command 

Erinpura Granite 

2.346 

3.82 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.17 

0.02 

0.005 

0.57 

0.64 


Rujiya Khuna 

0826000303103200 

1.960 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

1.831 

2.24 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.02 

0.004 

0.64 

0.68 





Saline 

Non-command 

Non-command 

Erinpura Granite 

0.129 

2.24 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.05 

0.05 


Samoli 

0826000303099000 

10.807 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.266 

3.01 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.01 

0.02 


Sandmariya 

0826000303107000 

14.444 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.688 

3.80 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.44 

0.43 

0.03 

0.013 

0.30 

0.31 


Seermi Tankri 

0826000303103000 

3.155 

Saline 

Non-command 

Non-command 

Erinpura Granite 

3.053 

3.27 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.18 

0.01 

0.007 

0.64 

0.69 


Sondraf 

0826000303107600 

8.613 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.546 

2.97 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.28 

0.27 

0.04 

0.010 

0.40 

0.41 


Soobri Ki Nal 

0826000303106500 

0.352 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.001 

2.71 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sulao 

0826000303100000 

5.160 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.299 

4.75 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.04 

0.04 







Non-command 

Erinpura Granite 

4.737 

4.75 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.46 

0.40 

0.03 

0.011 

0.58 

0.66 


Tandla 

0826000303103700 

1.002 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

2.42 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Teensara 

0826000303100500 

4.693 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.743 

3.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.01 

0.004 

0.22 

0.24 







Non-command 

Erinpura Granite 

1.113 

3.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.00 

0.002 

0.14 

0.16 


Thep 

0826000303102200 

9.203 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.948 

2.41 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.21 

0.20 

0.12 

0.009 

0.30 

0.32 







Non-command 

Erinpura Granite 

0.393 

2.41 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.03 

0.03 


Torna 

0826000303099700 

112.450 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

7.793 

3.34 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.53 

0.44 

0.00 

0.017 

0.04 

0.05 







Non-command 

Erinpura Granite 

1.765 

3.34 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.10 

0.00 

0.004 

0.01 

0.01 

Sub Basin: Sei ) 

10002006 

Akyawar 

0826000303086400 

4.239 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.209 

3.30 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.03 

0.04 





Saline 

Non-command 

Non-command 

Erinpura Granite 

2.369 

3.30 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.10 

0.00 

0.005 

0.31 

0.48 


Amba Ka Khadra 

0826000303084700 

3.242 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.151 

3.41 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.00 

0.005 

0.33 

0.49 


Baguni 

0826000203075700 

2.452 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.431 

4.16 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.14 

0.02 

0.010 

0.53 

0.80 







Non-command 

Erinpura Granite 

0.002 

4.16 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 



0826000303085900 

3.764 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.362 

3.67 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.16 

0.01 

0.008 

0.49 

0.74 


Baniya Wer 

0826000303087600 

1.032 

Saline 

Non-command 

Non-command 

Erinpura Granite 

0.855 

3.32 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.002 

0.42 

0.62 


Bankawas 

0826000303088300 

8.771 

Saline 

Non-command 

Non-command 

Erinpura Granite 

8.177 

2.64 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.44 

0.30 

0.00 

0.018 

0.47 

0.70 


Barawali 

0826000203075500 

1.168 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.135 

4.50 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.13 

0.09 

0.14 

0.005 

0.51 

0.76 


Bekariya 

0826000303089900 

20.617 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

3.146 

2.62 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.11 

0.00 

0.007 

0.08 

0.11 







Non-command 

Erinpura Granite 

15.896 

2.62 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.85 

0.58 

0.01 

0.036 

0.39 

0.58 


Beran 

0826000303087800 

4.015 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.140 

3.13 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.03 







Non-command 

Erinpura Granite 

2.726 

3.13 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.11 

0.01 

0.006 

0.34 

0.51 


Bhamariya 

0826000303089500 

0.771 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.122 

3.44 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.08 

0.12 







Non-command 

Erinpura Granite 

0.594 

3.44 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.001 

0.41 

0.60 


Bhamra Khet 

0826000303090200 

3.058 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.440 

3.04 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.07 

0.11 







Non-command 

Erinpura Granite 

1.114 

3.04 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.00 

0.002 

0.19 

0.28 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Bikarni 

0826000303102900 

0.04 

0.05 

104,078.44 

0.06 

- 

0.06 

0.03 

0.53 

- 

- 

- 

- 

- 

- 

- 

0.057 

0.003 

0.054 

0.032 

58.22 

Safe 

Chak Sandmariya 

0826000303106900 

0.04 

0.05 

152.52 

0.06 

- 

0.06 

0.04 

0.59 

- 

- 

- 

- 

- 

- 

- 

0.064 

0.003 

0.060 

0.019 

31.73 

Safe 

Chhapar 

0826000303102700 

0.04 

0.00 

1,538.16 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

71.04 

Semi Critical 



0.04 

0.00 

709.32 

0.00 

- 

0.00 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.004 

0.008 

168.92 

Over Exploited 



0.04 

0.03 

188.12 

0.04 

- 

0.04 

0.03 

0.42 

- 

- 

- 

- 

- 

- 

- 

0.037 

0.002 

0.035 

0.011 

32.23 

Safe 

Chhapariya 

0826000303102800 

0.04 

0.06 

141.43 

0.07 

- 

0.07 

0.04 

0.61 

- 

- 

- 

- 

- 

- 

- 

0.068 

0.003 

0.065 

0.020 

30.18 

Safe 

Dhadhmata 

0826000303106800 

0.04 

0.10 

6,201.95 

0.13 

- 

0.13 

0.04 

0.62 

- 

- 

- 

- 

- 

- 

- 

0.125 

0.006 

0.119 

0.032 

27.34 

Safe 

Goriya 

0826000303103100 

0.04 

0.00 

2,663.88 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

1,546.10 

Over Exploited 



0.04 

0.06 

131.98 

0.07 

- 

0.07 

0.04 

0.63 

- 

- 

- 

- 

- 

- 

- 

0.071 

0.004 

0.067 

0.020 

29.12 

Safe 

Har 

0826000303100100 

0.04 

0.03 

290.27 

0.03 

- 

0.03 

0.03 

0.46 

- 

- 

- 

- 

- 

- 

- 

0.031 

0.002 

0.029 

0.014 

48.91 

Safe 



0.04 

0.00 

3,907.30 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jura 

0826000303103600 

0.04 

0.00 

1,925.31 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.005 

659.66 

Over Exploited 

Kagwas 

0826000303102400 

0.04 

0.02 

444.49 

0.03 

- 

0.03 

0.01 

0.20 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.038 

0.002 

0.036 

0.043 

117.71 

Over Exploited 



0.04 

0.02 

498.51 

0.02 

- 

0.02 

0.01 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.034 

0.002 

0.033 

0.037 

111.54 

Over Exploited 

Kala Khetar 

0826000303103300 

0.04 

0.00 

2,333.93 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

- 

Safe 



0.04 

0.11 

74.51 

0.13 

- 

0.13 

0.05 

0.72 

- 

- 

- 

- 

- 

- 

- 

0.132 

0.007 

0.125 

0.033 

26.44 

Safe 

Khajooriya 

0826000303102300 

0.04 

0.00 

452.41 

0.01 

- 

0.01 

0.01 

0.22 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.008 

164.06 

Over Exploited 



0.04 

0.01 

202.90 

0.02 

- 

0.02 

0.03 

0.42 

- 

- 

- 

- 

- 

- 

- 

0.018 

0.001 

0.017 

0.008 

47.73 

Safe 

Kodarmal 

0826000303102500 

0.04 

0.00 

4,412.44 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

3,409.41 

Over Exploited 



0.04 

0.01 

549.50 

0.01 

- 

0.01 

0.01 

0.18 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.025 

0.001 

0.023 

0.034 

145.05 

Over Exploited 

Koliya 

0826000303107200 

0.04 

0.04 

336.29 

0.05 

- 

0.05 

0.02 

0.36 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.057 

0.003 

0.054 

0.085 

157.60 

Over Exploited 



0.04 

0.00 

2,688.37 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.013 

1,441.06 

Over Exploited 

Kyara 

0826000303100400 

0.04 

0.00 

14,687.95 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.16 

197.01 

0.20 

- 

0.20 

0.04 

0.62 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.206 

0.010 

0.196 

0.052 

26.40 

Safe 

Mahula 

0826000303100200 

0.04 

0.00 

5,448.22 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.07 

229.14 

0.08 

- 

0.08 

0.04 

0.61 

- 

- 

- 

- 

- 

- 

- 

0.079 

0.004 

0.075 

0.016 

21.88 

Safe 

Mandwa 

0826000303100600 

0.04 

0.00 

9,645.64 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

4,343.15 

Over Exploited 



0.04 

0.00 

2,958.95 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.016 

1,033.49 

Over Exploited 



0.04 

0.00 

1,825.43 

0.01 

- 

0.01 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.021 

419.24 

Over Exploited 

Nal Sandmariya 

0826000303107100 

0.04 

0.13 

128.28 

0.15 

- 

0.15 

0.05 

0.76 

- 

- 

- 

- 

- 

- 

- 

0.152 

0.008 

0.144 

0.017 

11.56 

Safe 

Naya Was 

0826000303107500 

0.04 

0.37 

########## 

0.44 

0.01 

0.45 

0.05 

0.72 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.509 

0.025 

0.484 

0.332 

68.56 

Safe 

Nayawas Sera 

0826000303102600 

0.04 

0.03 

62.71 

0.04 

- 

0.04 

0.04 

0.62 

- 

- 

- 

- 

- 

- 

- 

0.037 

0.002 

0.036 

0.017 

47.56 

Safe 



0.04 

0.00 

1,046.72 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Ranora 

0826000303100300 

0.04 

0.05 

215.67 

0.06 

- 

0.06 

0.04 

0.61 

- 

- 

- 

- 

- 

- 

- 

0.065 

0.003 

0.061 

0.022 

36.23 

Safe 

Rujiya Khuna 

0826000303103200 

0.04 

0.05 

83.43 

0.06 

- 

0.06 

0.04 

0.69 

- 

- 

- 

- 

- 

- 

- 

0.056 

0.003 

0.054 

0.028 

52.38 

Safe 



0.04 

0.00 

2,228.97 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Samoli 

0826000303099000 

0.04 

0.00 

9,550.86 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

2,779.10 

Over Exploited 

Sandmariya 

0826000303107000 

0.04 

0.06 

11,121.68 

0.07 

- 

0.07 

0.02 

0.32 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.085 

0.004 

0.080 

0.042 

51.96 

Safe 

Seermi Tankri 

0826000303103000 

0.04 

0.08 

35.43 

0.09 

- 

0.09 

0.04 

0.68 

- 

- 

- 

- 

- 

- 

- 

0.094 

0.005 

0.089 

0.014 

15.56 

Safe 

Sondraf 

0826000303107600 

0.04 

0.07 

260.88 

0.09 

- 

0.09 

0.03 

0.42 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.100 

0.005 

0.095 

0.046 

48.80 

Safe 

Soobri Ki Nal 

0826000303106500 

0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sulao 

0826000303100000 

0.04 

0.00 

5,550.21 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.000 

0.005 

944.29 

Over Exploited 



0.04 

0.11 

264.99 

0.13 

- 

0.13 

0.04 

0.62 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.141 

0.007 

0.134 

0.045 

33.31 

Safe 

Tandla 

0826000303103700 

0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Teensara 

0826000303100500 

0.04 

0.01 

102,597.92 

0.02 

- 

0.02 

0.02 

0.23 

- 

- 

- 

- 

- 

- 

- 

0.018 

0.001 

0.017 

0.011 

64.33 

Safe 



0.04 

0.01 

939.98 

0.01 

- 

0.01 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.004 

64.09 

Safe 

Thep 

0826000303102200 

0.04 

0.05 

133,273.22 

0.06 

0.01 

0.07 

0.02 

0.32 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.089 

0.004 

0.085 

0.124 

146.41 

Over Exploited 



0.04 

0.00 

3,689.60 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.013 

2,378.53 

Over Exploited 

Torna 

0826000303099700 

0.04 

0.01 

########## 

0.01 

- 

0.01 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.013 

0.017 

130.86 

Over Exploited 



0.04 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.004 

488.39 

Over Exploited 


Sub Basin: Sei | 

Akyawar 

0826000303086400 

0.04 

0.00 

3,811.70 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.03 

318,485.42 

0.03 

- 

0.03 

0.03 

0.34 

- 

- 

- 

- 

- 

- 

- 

0.033 

0.002 

0.031 

0.007 

23.54 

Safe 

Amba Ka Khadra 

0826000303084700 

0.04 

0.03 

247.73 

0.03 

- 

0.03 

0.03 

0.36 

- 

- 

- 

- 

- 

- 

- 

0.034 

0.002 

0.033 

0.005 

14.78 

Safe 

Baguni 

0826000203075700 

0.06 

0.08 

80.12 

0.09 

- 

0.09 

0.05 

0.58 

- 

- 

- 

- 

- 

- 

- 

0.094 

0.005 

0.089 

0.034 

38.17 

Safe 



0.05 

0.00 

364,425.93 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 


0826000303085900 

0.04 

0.07 

139.50 

0.08 

- 

0.08 

0.04 

0.53 

- 

- 

- 

- 

- 

- 

- 

0.082 

0.004 

0.077 

0.015 

18.74 

Safe 

Baniya Wer 

0826000303087600 

0.04 

0.01 

168.46 

0.02 

- 

0.02 

0.04 

0.46 

- 

- 

- 

- 

- 

- 

- 

0.017 

0.001 

0.016 

0.002 

11.70 

Safe 

Bankawas 

0826000303088300 

0.04 

0.16 

91.67 

0.19 

- 

0.19 

0.04 

0.52 

- 

- 

- 

- 

- 

- 

- 

0.186 

0.009 

0.177 

0.020 

11.47 

Safe 

Barawali 

0826000203075500 

0.06 

0.03 

154.93 

0.04 

0.01 

0.05 

0.05 

0.55 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.072 

0.004 

0.068 

0.143 

209.00 

Over Exploited 

Bekariya 

0826000303089900 

0.04 

0.01 

1,041.24 

0.01 

- 

0.01 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.011 

0.011 

98.55 

Critical 



0.04 

0.25 

131.27 

0.30 

- 

0.30 

0.03 

0.43 

- 

- 

- 

- 

- 

- 

- 

0.301 

0.015 

0.286 

0.050 

17.33 

Safe 

Beran 

0826000303087800 

0.04 

0.00 

5,877.30 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.04 

21,644.08 

0.04 

- 

0.04 

0.03 

0.37 

- 

- 

- 

- 

- 

- 

- 

0.044 

0.002 

0.041 

0.013 

31.59 

Safe 

Bhamariya 

0826000303089500 

0.04 

0.00 

1,318.64 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.01 

189.08 

0.01 

- 

0.01 

0.04 

0.45 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.011 

0.003 

29.94 

Safe 

Bhamra Khet 

0826000303090200 

0.04 

0.00 

1,297.11 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

0.001 

66.58 

Safe 



0.04 

0.01 

451.59 

0.01 

- 

0.01 

0.02 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.000 

0.009 

0.004 

47.35 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Bhar Kunda 

082600030308680C 

3.470 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.667 

3.47 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.001 

0.11 

0.16 







Non-command 

Erinpura Granite 

1.034 

3.47 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.00 

0.002 

0.16 

0.24 


Bharel 

082600030308650C 

5.409 

Saline 

Non-command 

Non-command 

Erinpura Granite 

3.854 

3.49 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.18 

0.00 

0.009 

0.39 

0.59 


Bheemana 

0820000902482400 

48.204 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.110 

3.96 

0.018 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.04 

0.006 

0.01 

0.02 


Bhootwar 

0826000303085500 

5.921 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.080 

3.52 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Erinpura Granite 

5.500 

3.52 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.26 

0.00 

0.012 

0.48 

0.71 


Biliya 

0826000303087200 

0.557 

Saline 

Non-command 

Non-command 

Erinpura Granite 

0.550 

3.21 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.001 

0.51 

0.74 


Bishma 

0826000203074400 

2.143 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.004 

4.59 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bosi 

0826000303085400 

0.626 

Saline 

Non-command 

Non-command 

Erinpura Granite 

0.520 

3.47 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.01 

0.001 

0.42 

0.62 


Chak Bhamti 

0826000303090900 

1.086 

Saline 

Non-command 

Non-command 

Erinpura Granite 

1.025 

2.47 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.002 

0.48 

0.70 


Chak Peepalmal 

0826000303091600 

3.351 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.825 

3.40 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.002 

0.14 

0.20 


Chak Peepli Khuna 

0826000303086700 

0.072 

Saline 

Non-command 

Non-command 

Erinpura Granite 

0.072 

3.50 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.54 

0.81 


Chambua 

0826000303086100 

4.653 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.641 

3.57 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.001 

0.08 

0.11 





Saline 

Non-command 

Non-command 

Erinpura Granite 

3.337 

3.57 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.16 

0.00 

0.007 

0.39 

0.60 


Champa Ki Nal 

0826000303084400 

8.474 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.929 

3.43 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.002 

0.05 

0.08 


Chana Ki Umar 

0826000303087700 

3.876 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.172 

3.32 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.03 







Non-command 

Erinpura Granite 

0.169 

3.32 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.03 


Cheetarawas 

0826000203074700 

8.370 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.796 

3.46 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.35 

0.24 

0.04 

0.020 

0.28 

0.41 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.027 

3.46 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chilarwa 

0826000303089100 

0.672 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.371 

3.41 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.31 

0.46 


Dang 

0826000303087300 

4.188 

Saline 

Non-command 

Non-command 

Erinpura Granite 

4.007 

3.23 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.18 

0.00 

0.009 

0.49 

0.72 


Forest Area 

0826000926900003 

42.718 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

7.817 

3.42 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.55 

0.37 

0.00 

0.017 

0.10 

0.15 







Non-command 

Erinpura Granite 

8.316 

3.42 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.58 

0.39 

0.00 

0.019 

0.11 

0.16 


Gadliya 

0826000303086000 

9.131 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.355 

3.68 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.11 

0.00 

0.005 

0.14 

0.21 







Non-command 

Erinpura Granite 

2.073 

3.68 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.00 

0.005 

0.12 

0.19 





Saline 

Non-command 

Non-command 

Erinpura Granite 

1.729 

3.68 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.00 

0.004 

0.10 

0.15 


Ghani Ka Khet 

0826000303088800 

1.237 

Saline 

Non-command 

Non-command 

Erinpura Granite 

1.155 

3.51 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.00 

0.003 

0.49 

0.72 


Ghata 

0826000303089700 

8.098 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.604 

2.73 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.04 

0.06 







Non-command 

Erinpura Granite 

5.211 

2.73 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.29 

0.21 

0.02 

0.012 

0.34 

0.49 


Gogrood 

0826000303089800 

16.671 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.053 

2.46 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Erinpura Granite 

15.002 

2.46 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.76 

0.53 

0.04 

0.034 

0.47 

0.67 


Hanyla 

0826000203074600 

3.530 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.992 

4.55 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.30 

0.21 

0.11 

0.013 

0.42 

0.61 


Hernia Thala 

0826000303088600 

5.057 

Saline 

Non-command 

Non-command 

Erinpura Granite 

4.721 

3.19 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.21 

0.00 

0.011 

0.48 

0.70 


Heral Kalan 

0826000303087500 

2.536 

Saline 

Non-command 

Non-command 

Erinpura Granite 

1.779 

3.24 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.01 

0.004 

0.36 

0.52 


Heral Khurd 

0826000303087400 

0.732 

Saline 

Non-command 

Non-command 

Erinpura Granite 

0.647 

3.11 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.001 

0.45 

0.66 


Jalora 

0826000303084900 

2.682 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.113 

3.39 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.03 


Jar Ka Khadra 

0826000303087100 

5.804 

Saline 

Non-command 

Non-command 

Erinpura Granite 

5.186 

3.48 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.25 

0.00 

0.012 

0.46 

0.67 


Jhalra 

0826000303091700 

4.061 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.356 

3.58 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.05 

0.07 


Kali Bor 

0826000303090800 

1.566 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.612 

2.52 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.20 

0.29 







Non-command 

Erinpura Granite 

0.831 

2.52 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.002 

0.27 

0.39 


Kana Ka Bar 

0826000303089600 

3.267 

Saline 

Non-command 

Non-command 

Erinpura Granite 

3.151 

3.18 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.14 

0.01 

0.007 

0.51 

0.73 


Kara 

0826000303097700 

7.111 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.011 

2.73 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Karech 

0826000203074800 

20.218 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.266 

3.41 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.01 

0.005 

0.03 

0.05 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

9.566 

3.41 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.67 

0.46 

0.01 

0.040 

0.23 

0.35 


Khera 

0826000303087900 

1.927 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.006 

3.32 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Erinpura Granite 

0.101 

3.32 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.03 

0.04 


Khila 

0826000303088000 

3.390 

Saline 

Non-command 

Non-command 

Erinpura Granite 

0.063 

3.41 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Khokhariya Ki Nal 

0826000303089000 

1.825 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.097 

3.49 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.03 

0.04 







Non-command 

Erinpura Granite 

0.821 

3.49 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.002 

0.24 

0.36 


Kodaliya 

0826000303084600 

2.154 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.646 

3.51 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.00 

0.004 

0.38 

0.56 


Kundalawas 

0826000203075400 

3.465 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

2.812 

4.12 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.25 

0.17 

0.07 

0.012 

0.43 

0.64 


Loharcha 

0826000303090000 

9.930 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.008 

3.82 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Erinpura Granite 

4.634 

3.82 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.36 

0.24 

0.02 

0.010 

0.24 

0.36 


Malwa Ka Chora 

0826000303087000 

8.609 

Saline 

Non-command 

Non-command 

Erinpura Granite 

8.141 

3.52 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.58 

0.40 

0.02 

0.018 

0.49 

0.72 


Mewaron Ka Math 

0826000303085200 

7.924 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.700 

3.42 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.00 

0.004 

0.11 

0.16 







Non-command 

Erinpura Granite 

4.434 

3.42 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.21 

0.00 

0.010 

0.28 

0.42 


Morjara 

0826000303085100 

11.949 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.382 

3.49 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.00 

0.003 

0.06 

0.09 







Non-command 

Erinpura Granite 

9.319 

3.49 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.66 

0.45 

0.00 

0.021 

0.40 

0.58 


Padrara 

0826000203074500 

8.872 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.146 

4.79 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.45 

0.31 

0.20 

0.017 

0.24 

0.35 


Palan 

0826000203075100 

5.281 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.150 

4.60 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.49 

0.34 

0.05 

0.022 

0.49 

0.72 


Palchha 

0826000303089400 

7.382 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

4.172 

3.30 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.19 

0.00 

0.009 

0.30 

0.44 







Non-command 

Erinpura Granite 

1.987 

3.30 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.00 

0.004 

0.14 

0.21 


Palidana 

0826000203075800 

5.776 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.292 

4.02 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.21 

0.14 

0.10 

0.010 

0.22 

0.33 


PandiBor 

0826000303091000 

4.421 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.438 

2.48 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.05 

0.07 







Non-command 

Erinpura Granite 

3.735 

2.48 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.13 

0.00 

0.008 

0.44 

0.63 


Paniyali 

0826000303089300 

0.571 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.429 

3.41 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.41 

0.60 


Paoti Kalan 

0826000303088700 

6.319 

Saline 

Non-command 

Non-command 

Erinpura Granite 

5.982 

3.17 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.39 

0.27 

0.01 

0.013 

0.49 

0.72 


Paoti Khurd 

0826000303091300 

0.871 

Saline 

Non-command 

Non-command 

Erinpura Granite 

0.509 

2.55 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.31 

0.44 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Bhar Kunda 

0826000303086800 

0.04 

0.00 

278,445.81 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.001 

46.93 

Safe 



0.04 

0.01 

########## 

0.01 

- 

0.01 

0.01 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.007 

0.004 

59.53 

Safe 

Bharel 

0826000303086500 

0.04 

0.06 

195.17 

0.07 

- 

0.07 

0.03 

0.43 

- 

- 

- 

- 

- 

- 

- 

0.073 

0.004 

0.069 

0.011 

15.38 

Safe 

Bheemana 

0820000902482400 

0.08 

0.00 

164,606.86 

0.00 

- 

0.00 

0.00 

0.01 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.011 

0.048 

448.37 

Over Exploited 

Bhootwar 

0826000303085500 

0.04 

0.00 

16,717.69 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.11 

146.89 

0.13 

- 

0.13 

0.04 

0.52 

- 

- 

- 

- 

- 

- 

- 

0.127 

0.006 

0.121 

0.012 

10.17 

Safe 

Biliya 

0826000303087200 

0.04 

0.01 

116.21 

0.01 

- 

0.01 

0.04 

0.55 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.013 

0.001 

9.68 

Safe 

Bishma 

0826000203074400 

0.06 

0.00 

108,106.98 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bosi 

0826000303085400 

0.04 

0.01 

180.37 

0.01 

- 

0.01 

0.04 

0.46 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.010 

0.006 

61.61 

Safe 

Chak Bhamti 

0826000303090900 

0.04 

0.02 

75.85 

0.02 

- 

0.02 

0.04 

0.53 

- 

- 

- 

- 

- 

- 

- 

0.024 

0.001 

0.023 

0.002 

10.13 

Safe 

Chak Peepalmal 

0826000303091600 

0.04 

0.00 

########## 

0.00 

- 

0.00 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.006 

165.22 

Over Exploited 

Chak Peepli Khuna 

0826000303086700 

0.04 

0.00 

113.53 

0.00 

- 

0.00 

0.05 

0.59 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.000 

9.08 

Safe 

Chambua 

0826000303086100 

0.04 

0.00 

1,456.67 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.001 

64.83 

Safe 



0.04 

0.05 

199.03 

0.06 

- 

0.06 

0.04 

0.43 

- 

- 

- 

- 

- 

- 

- 

0.063 

0.003 

0.060 

0.009 

15.80 

Safe 

Champa Ki Nal 

0826000303084400 

0.04 

0.00 

931,300.45 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.002 

98.26 

Critical 

Chana Ki Umar 

0826000303087700 

0.04 

0.00 

4,891.35 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

4,932.41 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Cheetarawas 

0826000203074700 

0.06 

0.08 

########## 

0.09 

- 

0.09 

0.03 

0.31 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.105 

0.005 

0.100 

0.056 

56.20 

Safe 



0.06 

0.00 

50,069.03 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chilarwa 

0826000303089100 

0.04 

0.00 

3,403.40 

0.00 

- 

0.00 

0.03 

0.33 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.005 

118.20 

Over Exploited 

Dang 

0826000303087300 

0.04 

0.08 

125.75 

0.09 

- 

0.09 

0.04 

0.53 

- 

- 

- 

- 

- 

- 

- 

0.094 

0.005 

0.089 

0.011 

12.31 

Safe 

Forest Area 

0826000926900003 

0.04 

0.03 

########## 

0.03 

- 

0.03 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.033 

0.002 

0.032 

0.017 

54.96 

Safe 



0.04 

0.03 

########## 

0.04 

- 

0.04 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.039 

0.002 

0.037 

0.019 

49.78 

Safe 

Gadliya 

0826000303086000 

0.04 

0.01 

746.85 

0.02 

- 

0.02 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.016 

0.001 

0.015 

0.005 

34.05 

Safe 



0.04 

0.01 

########## 

0.01 

- 

0.01 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.012 

0.005 

40.00 

Safe 



0.04 

0.01 

278,398.02 

0.01 

- 

0.01 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.004 

48.29 

Safe 

Ghani Ka Khet 

0826000303088800 

0.04 

0.02 

143.81 

0.03 

- 

0.03 

0.04 

0.54 

- 

- 

- 

- 

- 

- 

- 

0.027 

0.001 

0.026 

0.005 

17.66 

Safe 

Ghata 

0826000303089700 

0.04 

0.00 

2,304.24 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.005 

488.58 

Over Exploited 



0.04 

0.07 

188.90 

0.09 

- 

0.09 

0.03 

0.37 

- 

- 

- 

- 

- 

- 

- 

0.086 

0.004 

0.081 

0.029 

35.18 

Safe 

Gogrood 

0826000303089800 

0.04 

0.00 

52,072.30 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.28 

87.98 

0.34 

- 

0.34 

0.04 

0.51 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.346 

0.017 

0.329 

0.072 

21.76 

Safe 

Hanyla 

0826000203074600 

0.06 

0.08 

173.82 

0.09 

- 

0.09 

0.04 

0.46 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.112 

0.006 

0.106 

0.127 

119.33 

Over Exploited 

Hernia Thala 

0826000303088600 

0.04 

0.09 

126.60 

0.11 

- 

0.11 

0.04 

0.52 

- 

- 

- 

- 

- 

- 

- 

0.109 

0.005 

0.104 

0.013 

12.13 

Safe 

Heral Kalan 

0826000303087500 

0.04 

0.02 

50,168.73 

0.03 

- 

0.03 

0.03 

0.39 

- 

- 

- 

- 

- 

- 

- 

0.025 

0.001 

0.024 

0.009 

37.57 

Safe 

Heral Khurd 

0826000303087400 

0.04 

0.01 

134.50 

0.01 

- 

0.01 

0.04 

0.49 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.013 

0.003 

26.07 

Safe 

Jalora 

0826000303084900 

0.04 

0.00 

5,256.23 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jar Ka Khadra 

0826000303087100 

0.04 

0.10 

157.94 

0.11 

- 

0.11 

0.04 

0.50 

- 

- 

- 

- 

- 

- 

- 

0.114 

0.006 

0.108 

0.014 

12.54 

Safe 

Jhalra 

0826000303091700 

0.04 

0.00 

72,631.40 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Kali Bor 

0826000303090800 

0.04 

0.00 

334.27 

0.01 

- 

0.01 

0.02 

0.22 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.001 

24.37 

Safe 



0.04 

0.01 

220.38 

0.01 

- 

0.01 

0.02 

0.30 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.010 

0.004 

37.26 

Safe 

Kana Ka Bar 

0826000303089600 

0.04 

0.06 

116.03 

0.08 

- 

0.08 

0.04 

0.55 

- 

- 

- 

- 

- 

- 

- 

0.077 

0.004 

0.073 

0.012 

16.52 

Safe 

Kara 

0826000303097700 

0.04 

0.00 

103,200.79 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Karech 

0826000203074800 

0.06 

0.00 

2,368.97 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.011 

416.63 

Over Exploited 



0.06 

0.13 

########## 

0.16 

- 

0.16 

0.02 

0.26 

- 

- 

- 

- 

- 

- 

- 

0.158 

0.008 

0.150 

0.050 

33.30 

Safe 

Khera 

0826000303087900 

0.04 

0.00 

92,356.13 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

3,981.98 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khila 

0826000303088000 

0.04 

0.00 

11,997.92 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khokhariya Ki Nal 

0826000303089000 

0.04 

0.00 

37,150.63 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.01 

38,744.96 

0.01 

- 

0.01 

0.02 

0.26 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.002 

23.32 

Safe 

Kodaliya 

0826000303084600 

0.04 

0.03 

211.01 

0.03 

- 

0.03 

0.03 

0.42 

- 

- 

- 

- 

- 

- 

- 

0.030 

0.002 

0.029 

0.008 

26.73 

Safe 

Kundalawas 

0826000203075400 

0.05 

0.06 

181.54 

0.07 

- 

0.07 

0.04 

0.46 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.082 

0.004 

0.078 

0.079 

101.27 

Over Exploited 

Loharcha 

0826000303090000 

0.04 

0.00 

293,764.56 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.04 

446.22 

0.05 

- 

0.05 

0.02 

0.26 

- 

- 

- 

- 

- 

- 

- 

0.053 

0.003 

0.050 

0.029 

58.74 

Safe 

Malwa Ka Chora 

0826000303087000 

0.04 

0.16 

148.37 

0.19 

- 

0.19 

0.04 

0.54 

- 

- 

- 

- 

- 

- 

- 

0.192 

0.010 

0.183 

0.040 

22.01 

Safe 

Mewaron Ka Math 

0826000303085200 

0.04 

0.01 

973.12 

0.01 

- 

0.01 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.008 

0.004 

45.30 

Safe 



0.04 

0.05 

311.48 

0.06 

- 

0.06 

0.02 

0.31 

- 

- 

- 

- 

- 

- 

- 

0.060 

0.003 

0.057 

0.012 

20.87 

Safe 

Morjara 

0826000303085100 

0.04 

0.00 

1,921.00 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.003 

83.39 

Semi Critical 



0.04 

0.15 

204.30 

0.18 

- 

0.18 

0.04 

0.43 

- 

- 

- 

- 

- 

- 

- 

0.177 

0.009 

0.169 

0.021 

12.36 

Safe 

Padrara 

0826000203074500 

0.06 

0.06 

416.54 

0.07 

0.01 

0.08 

0.02 

0.26 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.121 

0.006 

0.115 

0.216 

188.21 

Over Exploited 

Palan 

0826000203075100 

0.06 

0.15 

119.44 

0.18 

- 

0.18 

0.04 

0.54 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.194 

0.010 

0.184 

0.070 

37.69 

Safe 

Palchha 

0826000303089400 

0.04 

0.05 

########## 

0.06 

- 

0.06 

0.03 

0.33 

- 

- 

- 

- 

- 

- 

- 

0.059 

0.003 

0.056 

0.013 

23.62 

Safe 



0.04 

0.01 

688.17 

0.01 

- 

0.01 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.013 

0.006 

49.33 

Safe 

Palidana 

0826000203075800 

0.06 

0.03 

373.10 

0.04 

- 

0.04 

0.02 

0.24 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.046 

0.002 

0.044 

0.112 

254.95 

Over Exploited 

PandiBor 

0826000303091000 

0.04 

0.00 

1,584.94 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

95.82 

Critical 



0.04 

0.07 

97.35 

0.08 

- 

0.08 

0.04 

0.47 

- 

- 

- 

- 

- 

- 

- 

0.078 

0.004 

0.074 

0.010 

13.92 

Safe 

Paniyali 

0826000303089300 

0.04 

0.01 

182.55 

0.01 

- 

0.01 

0.04 

0.45 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.001 

11.95 

Safe 

Paoti Kalan 

0826000303088700 

0.04 

0.12 

126.51 

0.14 

- 

0.14 

0.04 

0.54 

- 

- 

- 

- 

- 

- 

- 

0.142 

0.007 

0.135 

0.025 

18.84 

Safe 

Paoti Khurd 

0826000303091300 

0.04 

0.01 

191.30 

0.01 

- 

0.01 

0.03 

0.34 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.007 

0.003 

43.60 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Peepaldari 

082600030308500C 

0.593 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.405 

3.42 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.34 

0.51 







Non-command 

Erinpura Granite 

0.036 

3.42 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.04 


Peepalmal 

082600030309150C 

16.703 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

7.154 

3.10 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.45 

0.32 

0.00 

0.016 

0.23 

0.34 







Non-command 

Erinpura Granite 

0.212 

3.10 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Peeparna 

082600020307500C 

2.909 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.837 

4.32 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.18 

0.02 

0.012 

0.49 

0.71 


Peepla 

0826000303091100 

11.071 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.635 

2.52 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.03 

0.04 







Non-command 

Erinpura Granite 

0.239 

2.52 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.02 


Peepli Khera 

0826000303085700 

3.799 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.001 

3.70 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Erinpura Granite 

0.272 

3.70 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.04 

0.06 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.506 

3.70 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.001 

0.07 

0.10 







Non-command 

Erinpura Granite 

3.014 

3.70 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.15 

0.01 

0.007 

0.41 

0.62 


Punawali 

0826000203075600 

7.079 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.149 

4.46 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.07 

0.005 

0.09 

0.13 


Ranawaton Ka Gurha 

0826000203078400 

12.677 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.813 

3.04 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.003 

0.04 

0.06 







Non-command 

Erinpura Granite 

0.095 

3.04 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

Non-command 

Non-command 

Erinpura Granite 

0.000 

3.04 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Raneshji 

0826000303086600 

10.879 

Saline 

Non-command 

Non-command 

Erinpura Granite 

9.412 

3.55 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.68 

0.45 

0.01 

0.021 

0.47 

0.70 


Rawachh 

0826000203075200 

15.768 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.300 

3.93 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.70 

0.48 

0.19 

0.035 

0.27 

0.40 







Non-command 

Erinpura Granite 

0.978 

3.93 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.04 

0.004 

0.03 

0.05 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

5.325 

3.93 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.44 

0.30 

0.05 

0.022 

0.17 

0.25 







Non-command 

Erinpura Granite 

0.199 

3.93 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.01 

0.01 


Raya 

0826000303090400 

1.602 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.010 

2.56 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Reechwara 

0826000203074900 

3.353 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.314 

4.04 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.29 

0.20 

0.04 

0.014 

0.50 

0.73 


Sai Kalan 

0826000303090300 

5.550 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.255 

2.86 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.03 


Salriya 

0826000303085600 

5.519 

Saline 

Non-command 

Non-command 

Erinpura Granite 

4.807 

3.52 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.23 

0.00 

0.011 

0.46 

0.68 


Samal 

0826000203074200 

6.275 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.405 

4.61 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.45 

0.30 

0.13 

0.018 

0.36 

0.54 


Samarmal 

0826000303091200 

2.343 

Saline 

Non-command 

Non-command 

Erinpura Granite 

0.484 

2.50 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.11 

0.15 


Samel 

0826000303085800 

1.753 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

1.549 

3.87 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.01 

0.003 

0.47 

0.70 





Saline 

Non-command 

Non-command 

Erinpura Granite 

0.054 

3.87 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Seera Ki Khand 

0826000303085300 

0.785 

Saline 

Non-command 

Non-command 

Erinpura Granite 

0.754 

3.43 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.00 

0.002 

0.49 

0.72 


Semar 

0826000203071900 

13.989 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.504 

4.04 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.02 

0.002 

0.02 

0.03 


Silpiya 

0826000303088900 

1.182 

Saline 

Non-command 

Non-command 

Erinpura Granite 

0.975 

3.51 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.00 

0.002 

0.44 

0.64 


Sivariyon Ka Chora 

0826000303084500 

1.534 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.177 

3.50 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.01 

0.003 

0.39 

0.57 







Non-command 

Erinpura Granite 

0.198 

3.50 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.06 

0.10 


Tarawala 

0826000303088100 

1.425 

Saline 

Non-command 

Non-command 

Erinpura Granite 

0.678 

3.08 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.002 

0.24 

0.36 


Tarpal 

0826000203076400 

4.276 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.045 

3.46 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Teebarni Ka Khet 

0826000303088500 

2.871 

Saline 

Non-command 

Non-command 

Erinpura Granite 

2.844 

2.62 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.00 

0.006 

0.51 

0.74 


Tegra 

0826000203075300 

3.710 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.707 

4.34 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.11 

0.01 

0.007 

0.24 

0.36 







Non-command 

Erinpura Granite 

1.553 

4.34 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.01 

0.006 

0.22 

0.33 


Teja Ka Was 

0826000303088200 

28.271 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

4.947 

3.63 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.23 

0.00 

0.011 

0.09 

0.14 







Non-command 

Erinpura Granite 

10.597 

3.63 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.78 

0.51 

0.01 

0.024 

0.19 

0.29 


Tepur 

0826000303096900 

32.834 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.127 

3.05 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Thamla Beri 

0826000303086200 

4.268 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.557 

3.47 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.001 

0.07 

0.11 







Non-command 

Erinpura Granite 

1.178 

3.47 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.01 

0.003 

0.15 

0.23 





Saline 

Non-command 

Non-command 

Erinpura Granite 

0.044 

3.47 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Tuli Ka Khet 

0826000303088400 

4.119 

Saline 

Non-command 

Non-command 

Erinpura Granite 

4.015 

2.87 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.16 

0.00 

0.009 

0.49 

0.73 


Ukhaliyat 

0826000303086300 

5.979 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.009 

3.39 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Erinpura Granite 

1.856 

3.39 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.00 

0.004 

0.17 

0.26 





Saline 

Non-command 

Non-command 

Erinpura Granite 

3.121 

3.39 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.14 

0.00 

0.007 

0.29 

0.44 


Umarna 

0826000203072000 

4.902 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.242 

4.64 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.02 

0.04 


Uparlawas 

0826000303086900 

3.087 

Saline 

Non-command 

Non-command 

Erinpura Granite 

2.614 

3.51 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.13 

0.01 

0.006 

0.45 

0.66 

10002007 

Adabela 

0826000303101200 

4.039 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

3.954 

2.12 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.18 

0.04 

0.009 

0.54 

0.55 


Ajni 

0826000303102000 

6.247 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

6.104 

2.17 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.28 

0.27 

0.08 

0.014 

0.58 

0.60 


Amba 

0826000303098200 

7.424 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

4.579 

3.69 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.27 

0.00 

0.010 

0.32 

0.40 


Bakhel 

0826000303101900 

3.274 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.242 

2.13 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.001 

0.04 

0.04 







Non-command 

Erinpura Granite 

2.900 

2.13 

0.020 

0.08 

0.02 

0.00 

0.00 

0.00 

0.18 

0.18 

0.32 

0.006 

0.52 

0.54 


Bekariya 

0826000303089900 

20.617 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.230 

2.62 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 


Beraphali 

0826000303098500 

1.917 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.406 

2.54 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.03 

0.003 

0.40 

0.42 







Non-command 

Erinpura Granite 

0.307 

2.54 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.09 

0.09 


Bhadaveri 

0819000302360500 

3.852 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.320 

4.58 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.04 

0.06 







Non-command 

Erinpura Granite 

1.865 

4.58 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.12 

0.01 

0.007 

0.24 

0.38 


Bhamra Khet 

0826000303090200 

3.058 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.455 

3.04 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.08 

0.11 







Non-command 

Erinpura Granite 

1.043 

3.04 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.002 

0.17 

0.26 


Bhata Ka Pani 

0826000303100800 

10.629 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.997 

2.40 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.14 

0.01 

0.007 

0.15 

0.16 







Non-command 

Erinpura Granite 

5.617 

2.40 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.28 

0.27 

0.01 

0.013 

0.29 

0.29 


Bhoola 

0819000302367800 

43.278 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.397 

2.67 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.13 

0.00 

0.009 

0.03 

0.03 







Non-command 

Gneisses 

2.288 

2.67 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.12 

0.00 

0.008 

0.03 

0.03 







Non-command 

Erinpura Granite 

0.108 

2.67 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Bhoori Dhebar 

0826000303100700 

5.128 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.025 

2.20 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.18 

0.01 

0.009 

0.44 

0.46 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Peepaldari 

0826000303085000 

0.04 

0.01 

237.57 

0.01 

- 

0.01 

0.03 

0.37 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.006 

0.005 

77.28 

Semi Critical 



0.04 

0.00 

3,598.23 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Peepalmal 

0826000303091500 

0.04 

0.06 

########## 

0.08 

- 

0.08 

0.02 

0.25 

- 

- 

- 

- 

- 

- 

- 

0.077 

0.004 

0.074 

0.020 

27.18 

Safe 



0.04 

0.00 

15,507.16 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Peeparna 

0826000203075000 

0.06 

0.08 

109.80 

0.10 

- 

0.10 

0.04 

0.53 

- 

- 

- 

- 

- 

- 

- 

0.100 

0.005 

0.095 

0.036 

37.65 

Safe 

Peepla 

0826000303091100 

0.04 

0.00 

2,877.47 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

163.27 

Over Exploited 



0.04 

0.00 

7,834.95 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Peepli Khera 

0826000303085700 

0.04 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

3,220.54 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.04 

0.00 

1,686.03 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.001 

70.39 

Semi Critical 



0.04 

0.05 

199.88 

0.06 

- 

0.06 

0.04 

0.45 

- 

- 

- 

- 

- 

- 

- 

0.060 

0.003 

0.057 

0.012 

20.59 

Safe 

Punawali 

0826000203075600 

0.06 

0.01 

1,258.27 

0.01 

- 

0.01 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.077 

468.81 

Over Exploited 

Ranawaton Ka Gurha 

0826000203078400 

0.06 

0.00 

1,713.82 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.003 

165.86 

Over Exploited 



0.05 

0.00 

18,750.84 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Raneshji 

0826000303086600 

0.04 

0.18 

645,972.52 

0.21 

- 

0.21 

0.04 

0.51 

- 

- 

- 

- 

- 

- 

- 

0.210 

0.011 

0.200 

0.028 

14.04 

Safe 

Rawachh 

0826000203075200 

0.06 

0.14 

252.34 

0.16 

0.01 

0.17 

0.02 

0.29 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.212 

0.011 

0.202 

0.227 

112.48 

Over Exploited 



0.05 

0.00 

3,691.93 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.042 

373.45 

Over Exploited 



0.06 

0.06 

438.24 

0.07 

- 

0.07 

0.02 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.076 

0.004 

0.072 

0.072 

99.74 

Critical 



0.05 

0.00 

16,442.22 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.005 

6,612.97 

Over Exploited 

Raya 

0826000303090400 

0.04 

0.00 

30,769.62 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Reechwara 

0826000203074900 

0.06 

0.10 

97.15 

0.12 

- 

0.12 

0.04 

0.54 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.130 

0.006 

0.123 

0.056 

45.38 

Safe 

Sai Kalan 

0826000303090300 

0.04 

0.00 

4,114.89 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Salriya 

0826000303085600 

0.04 

0.09 

159.16 

0.11 

- 

0.11 

0.04 

0.50 

- 

- 

- 

- 

- 

- 

- 

0.106 

0.005 

0.101 

0.013 

12.66 

Safe 

Samal 

0826000203074200 

0.06 

0.10 

210.76 

0.12 

- 

0.12 

0.03 

0.40 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.136 

0.007 

0.129 

0.151 

116.96 

Over Exploited 

Samarmal 

0826000303091200 

0.04 

0.00 

711.40 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.002 

0.001 

45.06 

Safe 

Samel 

0826000303085800 

0.04 

0.03 

177.55 

0.03 

- 

0.03 

0.04 

0.51 

- 

- 

- 

- 

- 

- 

- 

0.035 

0.002 

0.033 

0.009 

28.66 

Safe 



0.04 

0.00 

7,758.41 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Seera Ki Khand 

0826000303085300 

0.04 

0.01 

139.97 

0.02 

- 

0.02 

0.04 

0.53 

- 

- 

- 

- 

- 

- 

- 

0.018 

0.001 

0.017 

0.002 

10.06 

Safe 

Semar 

0826000203071900 

0.06 

0.00 

6,415.83 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.020 

3,273.95 

Over Exploited 

Silpiya 

0826000303088900 

0.04 

0.02 

172.04 

0.02 

- 

0.02 

0.04 

0.48 

- 

- 

- 

- 

- 

- 

- 

0.021 

0.001 

0.020 

0.002 

11.14 

Safe 

Sivariyon Ka Chora 

0826000303084500 

0.04 

0.02 

207.61 

0.02 

- 

0.02 

0.03 

0.42 

- 

- 

- 

- 

- 

- 

- 

0.022 

0.001 

0.021 

0.014 

65.81 

Safe 



0.04 

0.00 

1,733.35 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.002 

417.82 

Over Exploited 

Tarawala 

0826000303088100 

0.04 

0.01 

324.97 

0.01 

- 

0.01 

0.02 

0.26 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.007 

0.004 

47.17 

Safe 

Tarpal 

0826000203076400 

0.06 

0.00 

12,080.06 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

33,066.98 

Over Exploited 

Teebarni Ka Khet 

0826000303088500 

0.04 

0.06 

76.55 

0.07 

- 

0.07 

0.04 

0.55 

- 

- 

- 

- 

- 

- 

- 

0.069 

0.003 

0.066 

0.008 

12.76 

Safe 

Tegra 

0826000203075300 

0.06 

0.02 

326.73 

0.03 

- 

0.03 

0.02 

0.26 

- 

- 

- 

- 

- 

- 

- 

0.030 

0.001 

0.028 

0.019 

67.51 

Safe 



0.05 

0.02 

430.50 

0.02 

- 

0.02 

0.02 

0.24 

- 

- 

- 

- 

- 

- 

- 

0.020 

0.001 

0.019 

0.016 

84.90 

Semi Critical 

Teja Ka Was 

0826000303088200 

0.04 

0.01 

########## 

0.02 

- 

0.02 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.017 

0.001 

0.016 

0.015 

91.35 

Critical 



0.04 

0.08 

141,374.88 

0.10 

- 

0.10 

0.02 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.095 

0.005 

0.091 

0.029 

31.65 

Safe 

Tepur 

0826000303096900 

0.04 

0.00 

49,216.20 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Thamla Beri 

0826000303086200 

0.04 

0.00 

########## 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.008 

758.67 

Over Exploited 



0.04 

0.01 

104,438.50 

0.01 

- 

0.01 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.008 

0.015 

178.72 

Over Exploited 



0.04 

0.00 

20,030.21 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Tuli Ka Khet 

0826000303088400 

0.04 

0.08 

95.65 

0.10 

- 

0.10 

0.04 

0.54 

- 

- 

- 

- 

- 

- 

- 

0.095 

0.005 

0.091 

0.009 

9.91 

Safe 

Ukhaliyat 

0826000303086300 

0.04 

0.00 

129,941.84 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.01 

541.03 

0.02 

- 

0.02 

0.02 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.015 

0.001 

0.015 

0.004 

28.18 

Safe 



0.04 

0.04 

281.30 

0.04 

- 

0.04 

0.03 

0.32 

- 

- 

- 

- 

- 

- 

- 

0.044 

0.002 

0.042 

0.009 

21.56 

Safe 

Umarna 

0826000203072000 

0.06 

0.00 

4,239.75 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

1,721.97 

Over Exploited 

Uparlawas 

0826000303086900 

0.04 

0.05 

167.26 

0.06 

- 

0.06 

0.04 

0.49 

- 

- 

- 

- 

- 

- 

- 

0.056 

0.003 

0.053 

0.011 

20.32 

Safe 

Adabela 

0826000303101200 

0.04 

0.09 

105.59 

0.10 

- 

0.10 

0.04 

0.58 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.113 

0.006 

0.107 

0.051 

47.55 

Safe 

Ajni 

0826000303102000 

0.04 

0.14 

92.73 

0.17 

- 

0.17 

0.04 

0.62 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.180 

0.009 

0.171 

0.092 

53.49 

Safe 

Amba 

0826000303098200 

0.04 

0.06 

########## 

0.07 

- 

0.07 

0.03 

0.35 

- 

- 

- 

- 

- 

- 

- 

0.069 

0.003 

0.066 

0.010 

15.53 

Safe 

Bakhel 

0826000303101900 

0.04 

0.00 

4,427.92 

0.00 

- 

0.00 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.030 

295.74 

Over Exploited 



0.04 

0.06 

193.18 

0.07 

0.02 

0.09 

0.03 

0.55 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.152 

0.008 

0.144 

0.330 

229.31 

Over Exploited 

Bekariya 

0826000303089900 

0.04 

0.00 

15,500.88 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Beraphali 

0826000303098500 

0.04 

0.02 

236.54 

0.03 

- 

0.03 

0.03 

0.42 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.038 

0.002 

0.036 

0.032 

89.99 

Semi Critical 



0.04 

0.00 

1,301.89 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.007 

551.89 

Over Exploited 

Bhadaveri 

0819000302360500 

0.08 

0.00 

93,947.63 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

95.55 

Critical 



0.09 

0.04 

121,480.36 

0.05 

- 

0.05 

0.02 

0.27 

- 

- 

- 

- 

- 

- 

- 

0.048 

0.002 

0.046 

0.019 

40.68 

Safe 

Bhamra Khet 

0826000303090200 

0.04 

0.00 

1,249.00 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.001 

64.36 

Safe 



0.04 

0.01 

489.31 

0.01 

- 

0.01 

0.02 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.008 

0.004 

52.10 

Safe 

Bhata Ka Pani 

0826000303100800 

0.04 

0.02 

########## 

0.02 

- 

0.02 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.022 

0.001 

0.021 

0.014 

66.83 

Safe 



0.04 

0.06 

224.02 

0.08 

- 

0.08 

0.02 

0.31 

- 

- 

- 

- 

- 

- 

- 

0.077 

0.004 

0.074 

0.025 

33.40 

Safe 

Bhoola 

0819000302367800 

0.12 

0.01 

########## 

0.01 

- 

0.01 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.000 

0.009 

0.009 

93.91 

Critical 



0.14 

0.01 

########## 

0.01 

- 

0.01 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.010 

0.008 

81.45 

Semi Critical 



0.15 

0.00 

26,156.84 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhoori Dhebar 

0826000303100700 

0.04 

0.07 

31,067.38 

0.09 

- 

0.09 

0.03 

0.47 

- 

- 

- 

- 

- 

- 

- 

0.086 

0.004 

0.082 

0.023 

28.01 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Erinpura Granite 

0.058 

2.20 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Boojari 

0826000303098700 

1.688 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.310 

2.40 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.10 

0.11 







Non-command 

Erinpura Granite 

1.108 

2.40 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.00 

0.002 

0.36 

0.38 


Bori Booj 

0819000402372900 

3.743 

Fresh 

Non-command 

Non-command 

Gneisses 

0.020 

3.01 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Borli 

0826000303099800 

7.205 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.660 

4.06 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.00 

0.001 

0.05 

0.06 


Buja 

0826000303101800 

6.539 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

6.243 

2.17 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.29 

0.28 

0.10 

0.014 

0.55 

0.56 


Cheeniya Band 

0819000302360600 

2.367 

Saline 

Non-command 

Non-command 

Erinpura Granite 

0.000 

4.27 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gara 

0826000303099400 

7.564 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

4.066 

3.47 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.23 

0.00 

0.009 

0.29 

0.37 


Gura 

0826000303099500 

9.401 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.371 

3.91 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.02 

0.03 


Jaleri 

0826000303099200 

1.789 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.462 

3.34 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.00 

0.003 

0.45 

0.54 


Jari Makri 

0826000303098300 

10.658 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.914 

3.19 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.00 

0.004 

0.10 

0.11 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

4.619 

3.19 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.26 

0.00 

0.010 

0.23 

0.26 


Jhanjhar 

0826000303102100 

1.584 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

1.510 

2.17 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.09 

0.08 

0.10 

0.003 

0.60 

0.62 


Jher 

0826000303101000 

13.497 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.483 

2.21 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.02 

0.02 







Non-command 

Erinpura Granite 

11.070 

2.21 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.52 

0.51 

0.08 

0.025 

0.45 

0.46 


Kagwas 

0826000303102400 

11.139 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.101 

2.03 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Erinpura Granite 

1.496 

2.03 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.02 

0.003 

0.09 

0.09 


Kara 

0826000303097700 

7.111 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.653 

2.73 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.10 

0.00 

0.006 

0.20 

0.27 



0826000303098100 

1.905 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.618 

3.92 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.02 

0.001 

0.17 

0.22 


Khanpa 

0826000303101300 

2.292 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.027 

2.11 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Gneisses 

0.298 

2.11 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.07 

0.07 







Non-command 

Erinpura Granite 

1.331 

2.11 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.01 

0.003 

0.32 

0.32 


Khara 

0826000303101500 

2.739 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

2.479 

2.17 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.11 

0.01 

0.006 

0.51 

0.51 


Khuna 

0826000303099300 

16.801 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

11.519 

3.27 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.77 

0.61 

0.04 

0.026 

0.37 

0.46 


Kodarmal 

0826000303102500 

6.519 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

2.985 

2.08 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.14 

0.05 

0.007 

0.29 

0.30 


Kookawas 

0826000303101100 

5.081 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.302 

2.14 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.03 

0.03 







Non-command 

Erinpura Granite 

3.909 

2.14 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.18 

0.01 

0.009 

0.42 

0.43 


Kutra Mariya 

0826000303101600 

4.981 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

4.415 

2.36 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.20 

0.01 

0.010 

0.52 

0.53 


Kyari 

0826000303090100 

12.252 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.077 

3.75 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.11 

0.01 

0.005 

0.09 

0.13 







Non-command 

Erinpura Granite 

6.820 

3.75 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.52 

0.36 

0.01 

0.015 

0.29 

0.42 


Kyarla 

0826000303098000 

1.018 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.590 

3.78 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.001 

0.30 

0.41 


Loharcha 

0826000303090000 

9.930 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.003 

3.82 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Erinpura Granite 

4.690 

3.82 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.37 

0.24 

0.02 

0.010 

0.24 

0.36 


Mandwa 

0826000303100600 

17.331 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.576 

2.27 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.13 

0.07 

0.006 

0.09 

0.09 







Non-command 

Erinpura Granite 

4.225 

2.27 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.21 

0.20 

0.10 

0.009 

0.14 

0.16 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

4.025 

2.27 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.20 

0.19 

0.06 

0.009 

0.14 

0.15 







Non-command 

Erinpura Granite 

1.185 

2.27 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.01 

0.003 

0.04 

0.04 


Moras 

0819000302366500 

19.240 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.021 

3.78 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nawaniya 

0826000303098800 

5.449 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.256 

2.68 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.00 

0.003 

0.13 

0.14 







Non-command 

Erinpura Granite 

0.982 

2.68 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.00 

0.002 

0.10 

0.11 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.343 

2.68 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.11 

0.00 

0.005 

0.23 

0.26 







Non-command 

Erinpura Granite 

0.092 

2.68 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Padli 

0826000303101700 

5.419 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

4.687 

2.15 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.21 

0.04 

0.010 

0.49 

0.50 


Pahar Kalan 

0819000302360400 

78.602 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.095 

4.53 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.09 

0.00 

0.007 

0.01 

0.02 







Non-command 

Erinpura Granite 

0.249 

4.53 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.00 

0.00 


Parlai 

0826000303101400 

11.028 

Fresh 

Non-command 

Non-command 

Gneisses 

1.466 

2.69 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.00 

0.003 

0.07 

0.08 







Non-command 

Erinpura Granite 

6.487 

2.69 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.36 

0.35 

0.01 

0.015 

0.33 

0.34 


Phidooli Thai 

0826000303099100 

1.855 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.545 

3.45 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.00 

0.003 

0.46 

0.55 


Raphra Khet 

0826000303098600 

1.126 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.923 

2.40 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.01 

0.002 

0.45 

0.47 


Royni 

0826000303100900 

2.127 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.585 

2.27 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.001 

0.15 

0.16 







Non-command 

Erinpura Granite 

1.368 

2.27 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.01 

0.003 

0.35 

0.36 


Sai Kalan 

0826000303090300 

5.550 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

3.673 

2.86 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.15 

0.00 

0.008 

0.34 

0.49 







Non-command 

Erinpura Granite 

0.513 

2.86 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.05 

0.07 


Samoli 

0826000303099000 

10.807 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

8.341 

3.01 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.52 

0.46 

0.06 

0.019 

0.43 

0.49 


Sari 

0826000303098900 

7.355 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.710 

2.39 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.13 

0.01 

0.006 

0.21 

0.22 







Non-command 

Erinpura Granite 

0.128 

2.39 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

3.289 

2.39 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.15 

0.01 

0.007 

0.25 

0.27 


Semli 

0819000302367500 

25.003 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.291 

2.57 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.28 

0.28 

0.02 

0.019 

0.11 

0.11 


Teelarni 

0826000303097800 

10.893 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

6.812 

3.48 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.47 

0.35 

0.00 

0.015 

0.33 

0.44 







Non-command 

Erinpura Granite 

0.128 

3.48 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 



0826000303098400 

2.245 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.043 

2.73 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.00 

0.005 

0.49 

0.52 


Teelarwa 

0826000303097900 

7.740 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

3.690 

3.95 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.30 

0.22 

0.02 

0.008 

0.25 

0.34 







Non-command 

Erinpura Granite 

0.382 

3.95 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.03 

0.03 


Teensara 

0826000303100500 

4.693 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.112 

3.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.02 


Teja Ka Was 

0826000303088200 

28.271 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.608 

3.63 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.001 

0.01 

0.02 







Non-command 

Erinpura Granite 

0.028 

3.63 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Thep 

0826000303102200 

9.203 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.028 

2.41 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Erinpura Granite 

0.379 

2.41 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.03 

0.03 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.04 

0.00 

16,685.75 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Boojari 

0826000303098700 

0.04 

0.00 

993.32 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

0.001 

47.21 

Safe 



0.04 

0.02 

215.11 

0.02 

- 

0.02 

0.02 

0.38 

- 

- 

- 

- 

- 

- 

- 

0.019 

0.001 

0.018 

0.002 

13.67 

Safe 

Bori Booj 

0819000402372900 

0.14 

0.00 

860,717.72 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Borli 

0826000303099800 

0.04 

0.00 

76,107.68 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

0.001 

102.43 

Over Exploited 

Buja 

0826000303101800 

0.04 

0.14 

108.01 

0.16 

0.01 

0.17 

0.04 

0.58 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.194 

0.010 

0.184 

0.110 

59.64 

Safe 

Cheeniya Band 

0819000302360600 

0.09 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gara 

0826000303099400 

0.04 

0.05 

########## 

0.06 

- 

0.06 

0.02 

0.32 

- 

- 

- 

- 

- 

- 

- 

0.057 

0.003 

0.054 

0.013 

24.13 

Safe 

Gura 

0826000303099500 

0.04 

0.00 

327,688.93 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Jaleri 

0826000303099200 

0.04 

0.03 

211.43 

0.03 

- 

0.03 

0.03 

0.48 

- 

- 

- 

- 

- 

- 

- 

0.031 

0.002 

0.030 

0.003 

11.00 

Safe 

Jari Makri 

0826000303098300 

0.04 

0.01 

########## 

0.01 

- 

0.01 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.008 

0.004 

51.80 

Safe 



0.04 

0.04 

########## 

0.05 

- 

0.05 

0.02 

0.25 

- 

- 

- 

- 

- 

- 

- 

0.050 

0.003 

0.048 

0.010 

21.62 

Safe 

Jhanjhar 

0826000303102100 

0.04 

0.04 

127.44 

0.04 

0.01 

0.05 

0.04 

0.64 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.073 

0.004 

0.070 

0.105 

151.40 

Over Exploited 

Jher 

0826000303101000 

0.04 

0.00 

391,081.26 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

1,839.73 

Over Exploited 



0.04 

0.20 

########## 

0.24 

- 

0.24 

0.03 

0.48 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.251 

0.013 

0.238 

0.103 

43.15 

Safe 

Kagwas 

0826000303102400 

0.04 

0.00 

15,328.01 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.01 

1,156.10 

0.01 

- 

0.01 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.021 

350.50 

Over Exploited 

Kara 

0826000303097700 

0.04 

0.02 

302.34 

0.02 

- 

0.02 

0.02 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.025 

0.001 

0.024 

0.010 

41.89 

Safe 


0826000303098100 

0.04 

0.00 

317,025.49 

0.00 

- 

0.00 

0.01 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.023 

513.84 

Over Exploited 

Khanpa 

0826000303101300 

0.04 

0.00 

16,128.06 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

1,204.10 

0.00 

- 

0.00 

0.00 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.005 

485.19 

Over Exploited 



0.04 

0.02 

132.84 

0.02 

- 

0.02 

0.02 

0.34 

- 

- 

- 

- 

- 

- 

- 

0.020 

0.001 

0.019 

0.015 

77.81 

Semi Critical 

Khara 

0826000303101500 

0.04 

0.05 

111.12 

0.06 

- 

0.06 

0.03 

0.54 

- 

- 

- 

- 

- 

- 

- 

0.060 

0.003 

0.057 

0.012 

20.17 

Safe 

Khuna 

0826000303099300 

0.04 

0.17 

########## 

0.20 

- 

0.20 

0.03 

0.39 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.212 

0.011 

0.202 

0.062 

30.63 

Safe 

Kodarmal 

0826000303102500 

0.04 

0.03 

148,515.27 

0.04 

- 

0.04 

0.02 

0.31 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.051 

0.003 

0.048 

0.061 

125.83 

Over Exploited 

Kookawas 

0826000303101100 

0.04 

0.00 

3,049.36 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.04 

0.07 

67,176.50 

0.08 

- 

0.08 

0.03 

0.45 

- 

- 

- 

- 

- 

- 

- 

0.079 

0.004 

0.075 

0.021 

27.81 

Safe 

Kutra Mariya 

0826000303101600 

0.04 

0.09 

121.27 

0.11 

- 

0.11 

0.03 

0.55 

- 

- 

- 

- 

- 

- 

- 

0.110 

0.005 

0.104 

0.016 

15.20 

Safe 

Kyari 

0826000303090100 

0.04 

0.01 

103,213.04 

0.01 

- 

0.01 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.012 

145.70 

Over Exploited 



0.04 

0.08 

260.60 

0.09 

- 

0.09 

0.02 

0.31 

- 

- 

- 

- 

- 

- 

- 

0.094 

0.005 

0.089 

0.029 

32.93 

Safe 

Kyarla 

0826000303098000 

0.04 

0.01 

358.71 

0.01 

- 

0.01 

0.02 

0.33 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.008 

0.001 

16.29 

Safe 

Loharcha 

0826000303090000 

0.04 

0.00 

781,719.06 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.04 

439.38 

0.05 

- 

0.05 

0.02 

0.26 

- 

- 

- 

- 

- 

- 

- 

0.054 

0.003 

0.051 

0.029 

57.58 

Safe 

Mandwa 

0826000303100600 

0.04 

0.01 

531,367.90 

0.01 

- 

0.01 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.021 

0.001 

0.020 

0.078 

387.55 

Over Exploited 



0.04 

0.02 

706.65 

0.03 

0.01 

0.04 

0.01 

0.15 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.059 

0.003 

0.056 

0.105 

187.82 

Over Exploited 



0.04 

0.02 

########## 

0.03 

- 

0.03 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.036 

0.002 

0.035 

0.067 

193.78 

Over Exploited 



0.04 

0.00 

2,504.65 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.015 

673.50 

Over Exploited 

Moras 

0819000302366500 

0.08 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nawaniya 

0826000303098800 

0.04 

0.01 

646.59 

0.01 

- 

0.01 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.007 

0.003 

37.93 

Safe 



0.04 

0.00 

1,150.35 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.004 

0.002 

50.10 

Safe 



0.04 

0.02 

324.16 

0.03 

- 

0.03 

0.02 

0.25 

- 

- 

- 

- 

- 

- 

- 

0.026 

0.001 

0.025 

0.009 

37.04 

Safe 



0.04 

0.00 

13,206.56 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Padli 

0826000303101700 

0.04 

0.09 

124.46 

0.11 

- 

0.11 

0.03 

0.53 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.121 

0.006 

0.115 

0.046 

40.46 

Safe 

Pahar Kalan 

0819000302360400 

0.08 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.002 

0.007 

297.93 

Over Exploited 



0.09 

0.00 

40,716.27 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Parlai 

0826000303101400 

0.04 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.003 

113.98 

Over Exploited 



0.04 

0.09 

225,456.10 

0.10 

- 

0.10 

0.02 

0.35 

- 

- 

- 

- 

- 

- 

- 

0.103 

0.005 

0.097 

0.027 

27.21 

Safe 

Phidooli Thai 

0826000303099100 

0.04 

0.03 

82,281.34 

0.03 

- 

0.03 

0.03 

0.50 

- 

- 

- 

- 

- 

- 

- 

0.034 

0.002 

0.032 

0.003 

10.66 

Safe 

Raphra Khet 

0826000303098600 

0.04 

0.02 

156.43 

0.02 

- 

0.02 

0.03 

0.48 

- 

- 

- 

- 

- 

- 

- 

0.020 

0.001 

0.019 

0.014 

74.97 

Semi Critical 

Royni 

0826000303100900 

0.04 

0.00 

603.49 

0.00 

- 

0.00 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.001 

31.40 

Safe 



0.04 

0.02 

210.81 

0.02 

- 

0.02 

0.02 

0.38 

- 

- 

- 

- 

- 

- 

- 

0.023 

0.001 

0.022 

0.009 

41.09 

Safe 

Sai Kalan 

0826000303090300 

0.04 

0.05 

149,996.22 

0.06 

- 

0.06 

0.03 

0.37 

- 

- 

- 

- 

- 

- 

- 

0.060 

0.003 

0.057 

0.012 

21.39 

Safe 



0.04 

0.00 

1,980.64 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

102.63 

Over Exploited 

Samoli 

0826000303099000 

0.04 

0.14 

220.75 

0.17 

- 

0.17 

0.03 

0.46 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.181 

0.009 

0.172 

0.080 

46.44 

Safe 

Sari 

0826000303098900 

0.04 

0.02 

412,452.83 

0.03 

- 

0.03 

0.01 

0.22 

- 

- 

- 

- 

- 

- 

- 

0.027 

0.001 

0.026 

0.020 

77.53 

Semi Critical 



0.04 

0.00 

11,134.48 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.03 

369.09 

0.04 

- 

0.04 

0.02 

0.27 

- 

- 

- 

- 

- 

- 

- 

0.039 

0.002 

0.037 

0.018 

48.95 

Safe 

Semli 

0819000302367500 

0.12 

0.07 

########## 

0.09 

- 

0.09 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.086 

0.004 

0.082 

0.037 

45.03 

Safe 

Teelarni 

0826000303097800 

0.04 

0.09 

576,568.11 

0.11 

- 

0.11 

0.03 

0.35 

- 

- 

- 

- 

- 

- 

- 

0.105 

0.005 

0.100 

0.015 

15.26 

Safe 



0.04 

0.00 

20,823.00 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 


0826000303098400 

0.04 

0.04 

152.07 

0.05 

- 

0.05 

0.03 

0.52 

- 

- 

- 

- 

- 

- 

- 

0.050 

0.002 

0.047 

0.005 

9.71 

Safe 

Teelarwa 

0826000303097900 

0.04 

0.03 

########## 

0.04 

- 

0.04 

0.02 

0.27 

- 

- 

- 

- 

- 

- 

- 

0.041 

0.002 

0.039 

0.026 

67.92 

Safe 



0.04 

0.00 

5,553.25 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

640.68 

Over Exploited 

Teensara 

0826000303100500 

0.04 

0.00 

10,309.88 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Teja Ka Was 

0826000303088200 

0.04 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

2,052.45 

Over Exploited 



0.04 

0.00 

993,887.58 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Thep 

0826000303102200 

0.04 

0.00 

49,627.14 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

3,861.01 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.013 

2,550.94 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Waloriya 

081900030236660C 

85.650 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.872 

3.21 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.18 

0.04 

0.010 

0.02 

0.02 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.078 

3.21 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 

Sub Basin: Vatrak | 

10003008 

Anela 

0826001003281600 

1.354 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.103 

3.22 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.04 

0.05 


Babari 

0826001003279100 

1.520 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.517 

3.61 

0.025 

0.02 

0.01 

0.00 

0.00 

0.00 

0.15 

0.13 

0.08 

0.008 

0.59 

0.69 


Baleecha 

0826001003279800 

7.208 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.165 

3.69 

0.025 

0.06 

0.01 

0.00 

0.00 

0.00 

0.71 

0.60 

0.18 

0.039 

0.58 

0.69 


Bambala 

0826001003277200 

2.139 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.418 

2.54 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.02 

0.008 

0.38 

0.42 


Banjarwara 

0826001003276900 

2.891 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.257 

1.58 

0.025 

0.02 

0.01 

0.00 

0.00 

0.00 

0.06 

0.06 

0.08 

0.007 

0.26 

0.27 


Bao 

0826001003277900 

1.777 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.758 

3.10 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.13 

0.04 

0.010 

0.57 

0.65 


Bhagorpara 

0826001003278600 

2.639 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.033 

3.69 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.21 

0.18 

0.06 

0.011 

0.45 

0.52 


Bhagorphala 

0826001003281200 

3.183 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.770 

2.93 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.12 

0.03 

0.010 

0.32 

0.36 


Bhagorwara 

0826001003278500 

5.372 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.939 

3.50 

0.025 

0.03 

0.01 

0.00 

0.00 

0.00 

0.36 

0.32 

0.11 

0.021 

0.43 

0.48 


Bhanwa 

0826001003279300 

1.419 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.419 

3.72 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.13 

0.06 

0.008 

0.59 

0.68 


Bhatariya 

0826001003281500 

1.716 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.669 

3.12 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.12 

0.04 

0.009 

0.56 

0.63 


Bhomatawara 

0826001003278300 

3.832 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.267 

3.34 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.29 

0.26 

0.06 

0.018 

0.50 

0.56 


Bichala Phala 

0826001003281300 

2.544 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.229 

3.22 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.05 

0.06 


Bichhiwara 

0827000103297300 

5.581 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.562 

4.58 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.03 

0.003 

0.06 

0.07 


Bor Ka Pani 

0827000103295200 

5.153 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.938 

3.35 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.25 

0.21 

0.02 

0.028 

0.56 

0.67 


Boslathi 

0826001003278200 

2.295 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.173 

3.25 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.20 

0.17 

0.08 

0.012 

0.55 

0.62 


Chandpura Narana 

0826001003281100 

0.429 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.429 

2.78 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.08 

0.002 

0.58 

0.64 


Cheekli 

0826001003278700 

1.019 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.963 

3.81 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.03 

0.005 

0.55 

0.64 


Choki 

0826001003267900 

7.810 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.145 

2.14 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 


Chundawara With Chak 

0827000103294500 

9.658 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.001 

5.01 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.14 

0.07 

0.012 

0.12 

0.15 


Dabaycha 

0826001003278000 

6.779 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.455 

3.20 

0.025 

0.03 

0.01 

0.00 

0.00 

0.00 

0.54 

0.47 

0.08 

0.035 

0.55 

0.63 


Damuni 

0827000103296100 

0.392 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.375 

3.75 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.002 

0.57 

0.68 


Dechara 

0826001003277100 

1.376 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.591 

2.00 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.03 

0.003 

0.25 

0.27 


Dedli 

0827000103296500 

0.425 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.421 

4.27 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.04 

0.002 

0.59 

0.71 


Demat 

0826001003279000 

18.566 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

17.365 

3.78 

0.025 

0.10 

0.02 

0.00 

0.00 

0.00 

1.72 

1.48 

0.26 

0.094 

0.55 

0.64 


Dhamod 

0827000103297000 

3.254 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.971 

4.41 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.03 

0.006 

0.18 

0.22 


Forest 

0827000127900001 

7.291 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.560 

4.38 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.14 

0.00 

0.015 

0.21 

0.25 



0827000127900002 

9.123 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.895 

3.06 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.005 

0.06 

0.07 


Gaduniya 

0826001003279200 

2.550 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.550 

3.63 

0.025 

0.03 

0.01 

0.00 

0.00 

0.00 

0.25 

0.21 

0.11 

0.014 

0.59 

0.69 


Ganganagar 

0826001003279900 

4.034 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.943 

3.54 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.38 

0.32 

0.13 

0.021 

0.58 

0.69 


Gatrali 

0826001003268200 

5.999 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.291 

1.68 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.02 

0.007 

0.13 

0.13 


Ger 

0827000103295700 

1.927 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.927 

3.94 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.10 

0.04 

0.011 

0.59 

0.70 


Ghati 

0826001003282100 

1.755 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.036 

2.60 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Gurha 

0826001003278800 

1.832 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.630 

3.78 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.18 

0.16 

0.13 

0.009 

0.52 

0.60 


Itwa 

0826001003282000 

2.593 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.009 

3.06 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jagabor 

0827000103296400 

0.331 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.329 

4.62 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.002 

0.59 

0.71 


Jamboori 

0827000103295400 

1.894 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.894 

3.77 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.10 

0.01 

0.011 

0.59 

0.70 


Jayra 

0826001003280200 

6.466 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.419 

3.30 

0.025 

0.13 

0.03 

0.00 

0.00 

0.00 

0.63 

0.54 

0.48 

0.035 

0.58 

0.68 


Jhajhri 

0826001003278900 

13.749 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.574 

3.80 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.94 

0.82 

0.09 

0.052 

0.41 

0.47 


Jhalan 

0827000103307100 

1.703 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.071 

4.19 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 


Jheejwa With Chak 

0827000103291400 

7.088 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.039 

4.12 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Juwarwa 

0826001003278400 

5.879 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.438 

3.39 

0.025 

0.03 

0.01 

0.00 

0.00 

0.00 

0.48 

0.42 

0.10 

0.030 

0.54 

0.61 


Kanbai 

0826001003280600 

4.576 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.500 

3.13 

0.025 

0.07 

0.02 

0.00 

0.00 

0.00 

0.25 

0.21 

0.26 

0.014 

0.31 

0.36 


Kanbai Chak No. 2 

0826001003280400 

3.176 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.940 

3.12 

0.025 

0.03 

0.01 

0.00 

0.00 

0.00 

0.25 

0.21 

0.09 

0.016 

0.54 

0.63 


Kanpura 

0826001003279500 

3.987 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.987 

3.75 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.41 

0.35 

0.16 

0.022 

0.58 

0.68 


Karawara 

0826001003277000 

6.104 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.572 

1.75 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.22 

0.21 

0.06 

0.025 

0.44 

0.47 


Karawara Chak No. 1 

0826001003277300 

0.595 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.595 

2.29 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.06 

0.003 

0.58 

0.63 


Karawara Chak No. 2 

0826001003277700 

0.397 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.397 

2.55 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.002 

0.58 

0.64 


Karawara Chak No. 3 

0826001003277500 

0.080 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.080 

2.20 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.58 

0.63 


Karawara Chak No. 4 

0826001003277600 

0.150 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.150 

2.47 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.58 

0.64 


Karawara Chak No. 5 

0826001003277400 

0.146 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.146 

1.98 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.59 

0.63 


Khajoori 

0827000103297100 

0.838 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.837 

4.77 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.03 

0.005 

0.59 

0.71 


Kharadiwara 

0826001003276700 

2.250 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.023 

1.56 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.02 

0.006 

0.27 

0.28 


Kharkaya 

0826001003278100 

0.971 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.611 

2.80 

0.025 

0.02 

0.01 

0.00 

0.00 

0.00 

0.05 

0.05 

0.08 

0.003 

0.36 

0.41 


Khera Pal 

0827000103297200 

0.044 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.044 

4.58 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.59 

0.72 


Kheraghati 

0826001003280000 

3.900 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.900 

3.62 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.38 

0.32 

0.14 

0.021 

0.58 

0.69 


Kherwara 

0827000103294700 

0.475 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.475 

3.44 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.003 

0.59 

0.72 


Kunwaliya Dara 

0827000103294800 

1.811 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.775 

2.70 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.10 

0.010 

0.58 

0.70 


Lachhmanpura 

0826001003277800 

4.404 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.193 

2.37 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.27 

0.24 

0.06 

0.023 

0.55 

0.61 


Lehana 

0827000103296900 

0.598 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.598 

4.16 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.02 

0.003 

0.59 

0.72 


Mahuwal 

0826001003280900 

1.728 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.679 

2.96 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.04 

0.009 

0.56 

0.63 


Mahuwal (B) 

0826001003281400 

0.759 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.689 

3.04 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.05 

0.004 

0.52 

0.59 


Makreda 

0827000103295800 

0.595 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.595 

4.04 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.003 

0.59 

0.70 


Maliphala 

0826001003280100 

4.672 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.672 

3.47 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.44 

0.37 

0.08 

0.025 

0.58 

0.67 



0826001003280800 

2.599 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.536 

3.06 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.18 

0.03 

0.014 

0.56 

0.64 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Waloriya 

0819000302366600 

0.12 

0.01 

########## 

0.01 

- 

0.01 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.006 

0.046 

736.24 

Over Exploited 



0.08 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 


Sub Basin: Vatrak | 

Anela 

0826001003281600 

0.06 

0.00 

2,546.28 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.009 

2,721.56 

Over Exploited 

Babari 

0826001003279100 

0.06 

0.06 

126.22 

0.07 

0.01 

0.08 

0.04 

0.63 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.096 

0.005 

0.091 

0.092 

100.82 

Over Exploited 

Baleecha 

0826001003279800 

0.06 

0.26 

130.98 

0.31 

0.01 

0.32 

0.04 

0.63 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.351 

0.018 

0.334 

0.215 

64.37 

Safe 

Bambala 

0826001003277200 

0.06 

0.03 

171.41 

0.04 

- 

0.04 

0.03 

0.41 

- 

- 

- 

- 

- 

- 

- 

0.041 

0.002 

0.039 

0.025 

64.06 

Safe 

Banjarwara 

0826001003276900 

0.06 

0.02 

187.17 

0.02 

0.01 

0.03 

0.02 

0.28 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.054 

0.003 

0.052 

0.088 

170.32 

Over Exploited 

Bao 

0826001003277900 

0.06 

0.06 

106.32 

0.07 

- 

0.07 

0.04 

0.62 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.085 

0.004 

0.081 

0.052 

63.90 

Safe 

Bhagorpara 

0826001003278600 

0.06 

0.06 

217.99 

0.07 

- 

0.07 

0.03 

0.48 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.078 

0.004 

0.074 

0.070 

94.38 

Critical 

Bhagorphala 

0826001003281200 

0.06 

0.04 

255.75 

0.04 

- 

0.04 

0.03 

0.34 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.052 

0.003 

0.050 

0.044 

88.06 

Semi Critical 

Bhagorwara 

0826001003278500 

0.06 

0.10 

875,583.10 

0.12 

0.01 

0.13 

0.03 

0.46 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.154 

0.008 

0.146 

0.130 

89.12 

Semi Critical 

Bhanwa 

0826001003279300 

0.06 

0.05 

151.55 

0.06 

- 

0.06 

0.04 

0.63 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.072 

0.004 

0.068 

0.067 

97.57 

Critical 

Bhatariya 

0826001003281500 

0.06 

0.06 

113.53 

0.07 

- 

0.07 

0.04 

0.60 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.079 

0.004 

0.075 

0.051 

67.94 

Safe 

Bhomatawara 

0826001003278300 

0.06 

0.10 

155.64 

0.12 

- 

0.12 

0.04 

0.53 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.131 

0.007 

0.124 

0.077 

61.70 

Safe 

Bichala Phala 

0826001003281300 

0.06 

0.00 

2,130.55 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.009 

1,109.68 

Over Exploited 

Bichhiwara 

0827000103297300 

0.05 

0.00 

2,258.68 

0.00 

- 

0.00 

0.00 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.036 

317.24 

Over Exploited 

Bor Ka Pani 

0827000103295200 

0.05 

0.14 

52.25 

0.17 

0.00 

0.17 

0.04 

0.61 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.180 

0.009 

0.171 

0.046 

27.24 

Safe 

Boslathi 

0826001003278200 

0.06 

0.07 

134.17 

0.09 

- 

0.09 

0.04 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.099 

0.005 

0.094 

0.088 

93.20 

Critical 

Chandpura Narana 

0826001003281100 

0.06 

0.02 

189.76 

0.02 

- 

0.02 

0.05 

0.62 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.028 

0.001 

0.027 

0.078 

289.61 

Over Exploited 

Cheekli 

0826001003278700 

0.06 

0.03 

165.76 

0.04 

- 

0.04 

0.04 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.050 

0.002 

0.047 

0.039 

83.18 

Semi Critical 

Choki 

0826001003267900 

0.06 

0.00 

7,759.46 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Chundawara With Chak 

0827000103294500 

0.05 

0.01 

1,019.23 

0.01 

0.00 

0.02 

0.01 

0.13 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.030 

0.001 

0.028 

0.084 

293.57 

Over Exploited 

Dabaycha 

0826001003278000 

0.06 

0.22 

113.94 

0.27 

0.01 

0.28 

0.04 

0.60 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.296 

0.015 

0.281 

0.119 

42.36 

Safe 

Damuni 

0827000103296100 

0.05 

0.01 

142.12 

0.01 

- 

0.01 

0.04 

0.61 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.022 

0.035 

162.08 

Over Exploited 

Dechara 

0826001003277100 

0.06 

0.01 

302.04 

0.01 

- 

0.01 

0.02 

0.27 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.021 

0.001 

0.020 

0.033 

165.89 

Over Exploited 

Dedli 

0827000103296500 

0.05 

0.01 

148.40 

0.01 

- 

0.01 

0.04 

0.63 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.025 

0.001 

0.024 

0.038 

161.96 

Over Exploited 

Demat 

0826001003279000 

0.06 

0.59 

149.23 

0.71 

0.02 

0.73 

0.04 

0.59 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.781 

0.039 

0.742 

0.354 

47.75 

Safe 

Dhamod 

0827000103297000 

0.05 

0.01 

595.49 

0.01 

0.00 

0.01 

0.01 

0.19 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.024 

0.001 

0.022 

0.036 

159.43 

Over Exploited 

Forest 

0827000127900001 

0.05 

0.03 

422.21 

0.03 

- 

0.03 

0.02 

0.22 

- 

- 

- 

- 

- 

- 

- 

0.032 

0.002 

0.031 

0.015 

48.25 

Safe 


0827000127900002 

0.05 

0.00 

1,263.32 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.005 

177.73 

Over Exploited 

Gaduniya 

0826001003279200 

0.06 

0.09 

129.37 

0.11 

0.01 

0.12 

0.04 

0.63 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.141 

0.007 

0.134 

0.123 

91.40 

Critical 

Ganganagar 

0826001003279900 

0.06 

0.14 

124.64 

0.17 

0.01 

0.18 

0.04 

0.62 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.209 

0.010 

0.199 

0.155 

78.23 

Semi Critical 

Gatrali 

0826001003268200 

0.06 

0.01 

526.29 

0.01 

- 

0.01 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.012 

0.024 

197.16 

Over Exploited 

Ger 

0827000103295700 

0.05 

0.06 

81.49 

0.07 

0.00 

0.07 

0.04 

0.64 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.082 

0.004 

0.078 

0.050 

64.03 

Safe 

Ghati 

0826001003282100 

0.06 

0.00 

8,064.70 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gurha 

0826001003278800 

0.06 

0.05 

201.38 

0.06 

0.01 

0.07 

0.04 

0.56 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.103 

0.005 

0.098 

0.143 

145.66 

Over Exploited 

Itwa 

0826001003282000 

0.06 

0.00 

49,100.33 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jagabor 

0827000103296400 

0.05 

0.01 

180.78 

0.01 

- 

0.01 

0.04 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.022 

0.001 

0.021 

0.038 

183.75 

Over Exploited 

Jamboori 

0827000103295400 

0.05 

0.06 

73.81 

0.07 

0.00 

0.07 

0.04 

0.64 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.072 

0.004 

0.068 

0.020 

29.12 

Safe 

Jayra 

0826001003280200 

0.06 

0.23 

132.22 

0.28 

0.03 

0.31 

0.04 

0.62 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.396 

0.020 

0.377 

0.515 

136.70 

Over Exploited 

Jhajhri 

0826001003278900 

0.06 

0.24 

239.12 

0.29 

0.01 

0.30 

0.03 

0.44 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.321 

0.016 

0.305 

0.144 

47.26 

Safe 

Jhalan 

0827000103307100 

0.05 

0.00 

4,095.37 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jheejwa With Chak 

0827000103291400 

0.05 

0.00 

31,590.06 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Juwarwa 

0826001003278400 

0.06 

0.18 

159,353.26 

0.22 

0.01 

0.23 

0.04 

0.58 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.248 

0.012 

0.236 

0.131 

55.41 

Safe 

Kanbai 

0826001003280600 

0.06 

0.05 

337.02 

0.06 

0.02 

0.08 

0.02 

0.34 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.128 

0.006 

0.122 

0.274 

224.32 

Over Exploited 

Kanbai Chak No. 2 

0826001003280400 

0.06 

0.10 

117.64 

0.12 

0.01 

0.13 

0.04 

0.58 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.147 

0.007 

0.140 

0.108 

77.17 

Semi Critical 

Kanpura 

0826001003279500 

0.06 

0.14 

144.66 

0.17 

0.01 

0.18 

0.04 

0.63 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.214 

0.011 

0.203 

0.185 

90.94 

Critical 

Karawara 

0826001003277000 

0.06 

0.13 

66.86 

0.15 

- 

0.15 

0.03 

0.47 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.160 

0.008 

0.152 

0.081 

53.02 

Safe 

Karawara Chak No. 1 

0826001003277300 

0.06 

0.02 

131.61 

0.03 

- 

0.03 

0.04 

0.63 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.036 

0.002 

0.034 

0.059 

174.16 

Over Exploited 

Karawara Chak No. 2 

0826001003277700 

0.06 

0.01 

61.22 

0.02 

- 

0.02 

0.05 

0.62 

- 

- 

- 

- 

- 

- 

- 

0.017 

0.001 

0.016 

0.002 

13.25 

Safe 

Karawara Chak No. 3 

0826001003277500 

0.06 

0.00 

40.99 

0.00 

- 

0.00 

0.04 

0.63 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.008 

254.48 

Over Exploited 

Karawara Chak No. 4 

0826001003277600 

0.06 

0.01 

56.97 

0.01 

- 

0.01 

0.05 

0.62 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.001 

13.23 

Safe 

Karawara Chak No. 5 

0826001003277400 

0.06 

0.01 

26.18 

0.01 

- 

0.01 

0.04 

0.63 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.001 

13.10 

Safe 

Khajoori 

0827000103297100 

0.05 

0.02 

133.48 

0.03 

- 

0.03 

0.04 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.040 

0.002 

0.038 

0.035 

91.85 

Critical 

Kharadiwara 

0826001003276700 

0.06 

0.02 

184.34 

0.02 

- 

0.02 

0.02 

0.29 

- 

- 

- 

- 

- 

- 

- 

0.021 

0.001 

0.020 

0.023 

114.33 

Over Exploited 

Kharkaya 

0826001003278100 

0.06 

0.01 

241.40 

0.02 

0.01 

0.03 

0.03 

0.39 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.047 

0.002 

0.044 

0.087 

197.28 

Over Exploited 

Khera Pal 

0827000103297200 

0.05 

0.00 

92.83 

0.00 

- 

0.00 

0.04 

0.64 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

0.009 

625.91 

Over Exploited 

Kheraghati 

0826001003280000 

0.06 

0.14 

128.30 

0.17 

0.01 

0.18 

0.04 

0.63 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.210 

0.010 

0.199 

0.164 

82.30 

Semi Critical 

Kherwara 

0827000103294700 

0.05 

0.01 

102.33 

0.02 

- 

0.02 

0.04 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.027 

0.001 

0.026 

0.045 

175.04 

Over Exploited 

Kunwaliya Dara 

0827000103294800 

0.05 

0.05 

63.30 

0.06 

- 

0.06 

0.04 

0.62 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.082 

0.004 

0.078 

0.109 

140.19 

Over Exploited 

Lachhmanpura 

0826001003277800 

0.06 

0.14 

69.69 

0.17 

- 

0.17 

0.04 

0.60 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.183 

0.009 

0.174 

0.082 

46.99 

Safe 

Lehana 

0827000103296900 

0.05 

0.02 

120.32 

0.02 

- 

0.02 

0.04 

0.64 

- 

- 

- 

- 

- 

- 

- 

0.021 

0.001 

0.020 

0.021 

105.47 

Over Exploited 

Mahuwal 

0826001003280900 

0.06 

0.06 

103.63 

0.07 

- 

0.07 

0.04 

0.60 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.080 

0.004 

0.076 

0.051 

67.30 

Safe 

Mahuwal (B) 

0826001003281400 

0.06 

0.02 

145.30 

0.03 

- 

0.03 

0.04 

0.56 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.037 

0.002 

0.035 

0.054 

153.70 

Over Exploited 

Makreda 

0827000103295800 

0.05 

0.02 

68.65 

0.02 

0.00 

0.02 

0.04 

0.64 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.023 

0.001 

0.022 

0.018 

84.89 

Semi Critical 

Maliphala 

0826001003280100 

0.06 

0.17 

122.43 

0.20 

- 

0.20 

0.04 

0.63 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.212 

0.011 

0.202 

0.101 

50.27 

Safe 


0826001003280800 

0.06 

0.09 

101.93 

0.11 

- 

0.11 

0.04 

0.61 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.116 

0.006 

0.111 

0.048 

43.19 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 
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Yield 

Gross 
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Dom.) 

Monsoon 
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from 
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Irrigation 
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from Canal 

Monsson 

Recharge 

from 

Surface 
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Irrigation 
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from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 
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(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Mandwiya 

082700010329500C 

2.382 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.382 

3.33 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.11 

0.00 

0.014 

0.59 

0.71 


Modar 

082700010329490C 

0.488 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.488 

2.73 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.08 

0.003 

0.59 

0.72 


Nan Ka Nala 

082700010329560C 

1.211 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.211 

4.03 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.00 

0.007 

0.59 

0.69 


Pali Sora With Chak 

0827000103295500 

1.061 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.947 

4.02 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.06 

0.005 

0.53 

0.61 


Panthal 

0827000103295100 

3.249 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.050 

2.97 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.13 

0.07 

0.018 

0.55 

0.67 


Parmarwara 

0826001003276600 

2.726 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.365 

1.48 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.08 

0.08 


Patiya 

0826001003279400 

0.783 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.783 

3.77 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.07 

0.004 

0.58 

0.68 


Peethapur 

0827000103294600 

0.864 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.485 

4.04 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.06 

0.003 

0.33 

0.40 


Punrawara 

0827000103296200 

0.556 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.551 

4.55 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.07 

0.003 

0.59 

0.70 


Rajnagar 

0826001003279700 

2.189 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.150 

3.50 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.22 

0.18 

0.13 

0.012 

0.58 

0.68 


Rani 

0826001003276500 

4.545 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.982 

1.47 

0.025 

0.03 

0.01 

0.00 

0.00 

0.00 

0.17 

0.17 

0.09 

0.022 

0.53 

0.53 


Ratanpur 

0827000103296300 

0.742 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.726 

4.69 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.03 

0.004 

0.58 

0.69 


Rethda 

0826001003279600 

1.760 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.760 

3.67 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.19 

0.16 

0.15 

0.010 

0.58 

0.68 


Satsagra 

0826001003276400 

3.490 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.716 

1.48 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.01 

0.009 

0.30 

0.29 


Semaliya 

0827000103296000 

0.284 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.284 

4.28 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.002 

0.59 

0.70 


Sukhapara 

0826001003280700 

1.863 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.858 

3.11 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.14 

0.07 

0.010 

0.57 

0.66 


Sukhbaori 

0826001003280300 

1.591 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.590 

3.05 

0.025 

0.06 

0.01 

0.00 

0.00 

0.00 

0.17 

0.14 

0.23 

0.009 

0.58 

0.69 


Talaiyan 

0827000103295900 

0.502 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.481 

3.78 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.08 

0.003 

0.57 

0.68 


Tengar Wara 

0827000103295300 

3.411 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.411 

3.64 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.19 

0.16 

0.01 

0.020 

0.59 

0.70 

10003009 

Alwar 

0827000403360300 

0.935 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.935 

4.54 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.13 

0.17 

0.25 

0.005 

0.70 

0.57 


Ambau 

0827000403366300 

1.779 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.779 

7.02 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.31 

0.04 

0.010 

0.70 

0.57 


Annapura 

0827000403356100 

1.435 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.435 

3.44 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.02 

0.008 

0.69 

0.58 


Ariwat 

0827000103310800 

0.354 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.031 

8.04 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.05 

0.06 



0827000403355700 

0.450 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.450 

2.21 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.003 

0.67 

0.61 


Bageri Ka Vela 

0827000403357000 

1.466 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.045 

3.41 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Baka Khara Beer 

0827000103308600 

1.880 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.880 

2.80 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.01 

0.011 

0.63 

0.65 


Balwaniya 

0827000403355800 

1.357 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.357 

3.91 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.01 

0.008 

0.68 

0.59 


Baori Khera 

0827000403356900 

0.092 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.055 

5.33 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.000 

0.41 

0.35 


Barchha Wara 

0827000403359800 

1.565 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.565 

5.38 

0.020 

0.09 

0.01 

0.00 

0.00 

0.06 

0.19 

0.24 

0.37 

0.009 

0.70 

0.57 


Beda 

0827000403357400 

1.066 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.047 

3.95 

0.020 

0.02 

0.01 

0.00 

0.00 

0.00 

0.09 

0.11 

0.09 

0.008 

0.69 

0.56 


Bhainsla 

0827000403361300 

1.352 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.352 

7.69 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.24 

0.29 

0.10 

0.008 

0.70 

0.57 


Bhana Seemal 

0827000403359400 

5.113 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.113 

4.03 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.32 

0.39 

0.03 

0.029 

0.70 

0.57 


Bhandari 

0827000403362700 

3.522 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.156 

6.99 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.00 

0.001 

0.03 

0.03 


Bharatpur 

0827000103307800 

0.934 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.934 

2.43 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.07 

0.005 

0.61 

0.69 


Bharatpura 

0827000403361800 

2.878 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.875 

6.35 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.38 

0.46 

0.01 

0.016 

0.70 

0.57 


Bhayta 

0827000403355600 

1.826 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.826 

4.72 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.13 

0.14 

0.01 

0.011 

0.67 

0.61 


Bheelwa Panchela 

0827000403357600 

8.237 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.993 

3.88 

0.020 

0.05 

0.01 

0.00 

0.00 

0.03 

0.47 

0.58 

0.13 

0.047 

0.51 

0.41 


Bheenda 

0827000403356400 

6.151 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.151 

3.71 

0.020 

0.04 

0.00 

0.00 

0.00 

0.01 

0.48 

0.58 

0.11 

0.048 

0.69 

0.58 


Bhehana 

0827000103298400 

5.120 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.146 

4.35 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.02 


Bichhiwara 

0827000103297300 

5.581 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.082 

4.58 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.000 

0.01 

0.01 


Bilpan 

0827000103297900 

2.441 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.050 

4.56 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 



0827000403356200 

1.730 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.730 

3.46 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.10 

0.13 

0.06 

0.010 

0.69 

0.58 


Charwara 

0827000403355900 

3.454 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.454 

3.54 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.19 

0.22 

0.02 

0.020 

0.69 

0.58 


Chautra 

0827000403362400 

2.333 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.333 

6.95 

0.020 

0.14 

0.02 

0.00 

0.00 

0.01 

0.43 

0.53 

0.55 

0.013 

0.70 

0.57 


Chundawara 

0827000403359900 

1.090 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.090 

4.87 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.14 

0.17 

0.16 

0.006 

0.70 

0.57 


Dedli 

0827000103296500 

0.425 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.003 

4.27 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Deeppura 

0827000403361400 

1.233 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.233 

7.59 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.21 

0.25 

0.07 

0.007 

0.70 

0.57 


Deogaon 

0827000403361700 

5.221 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.214 

7.20 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.79 

0.96 

0.11 

0.029 

0.70 

0.57 


Dhambola 

0827000403359600 

11.091 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.250 

4.62 

0.020 

0.18 

0.04 

0.00 

0.00 

0.05 

0.85 

1.05 

0.67 

0.046 

0.52 

0.42 


Dharma Odi 

0827000103296600 

0.506 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.506 

4.03 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.03 

0.003 

0.60 

0.70 


Dhoonda Wara 

0827000403362100 

1.382 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.382 

6.19 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.20 

0.25 

0.09 

0.008 

0.70 

0.57 


Dugela Talab 

0827000403354900 

2.080 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.249 

3.13 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.10 

0.01 

0.010 

0.41 

0.36 


Forest 

0827000127900001 

7.291 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.650 

4.38 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.00 

0.004 

0.05 

0.06 



0827000127900003 

10.848 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.593 

6.21 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.71 

0.62 

0.00 

0.044 

0.43 

0.49 



0827000427900006 

6.757 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.662 

6.53 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.42 

0.00 

0.015 

0.28 

0.22 



0827000127900004 

0.038 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.038 

2.46 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.67 

0.61 



0827000127900005 

2.307 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.307 

3.26 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.13 

0.00 

0.013 

0.68 

0.59 



0827000127900008 

12.876 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

12.863 

3.64 

0.015 

0.02 

0.00 

0.00 

0.00 

0.02 

0.70 

0.84 

0.00 

0.074 

0.69 

0.57 


Gajpur 

082700040335770C 

1.750 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.750 

3.96 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.18 

0.00 

0.014 

0.70 

0.57 


Galandar 

0827000103310500 

7.978 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.288 

5.55 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.10 

0.01 

0.007 

0.10 

0.11 


Gamri Ahara 

0827000103306700 

4.442 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.422 

5.01 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.002 

0.06 

0.07 


Gandwa 

0827000403359300 

12.996 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

12.996 

3.03 

0.015 

0.12 

0.02 

0.00 

0.00 

0.04 

0.65 

0.80 

0.39 

0.075 

0.70 

0.57 


Gara Bateshwar 

0827000403358900 

3.152 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.152 

4.40 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.28 

0.34 

0.01 

0.018 

0.70 

0.57 


Gara Patte Peeth 

0827000403363400 

1.594 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.888 

5.02 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.13 

0.16 

0.18 

0.005 

0.39 

0.32 


Gara Roda 

0827000403357300 

1.013 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.013 

4.17 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.10 

0.00 

0.008 

0.70 

0.57 


Genji 

0827000103310000 

2.035 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.099 

6.79 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.03 

0.03 


Gesuon Ka Wanga 

0827000103308500 

2.423 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.423 

2.88 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.13 

0.09 

0.014 

0.63 

0.65 


Ghuved With Vankhandbhadar 

0827000403358600 

2.795 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.508 

4.83 

0.020 

0.20 

0.05 

0.00 

0.00 

0.01 

0.39 

0.48 

0.79 

0.014 

0.63 

0.51 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Mandwiya 

0827000103295000 

0.05 

0.07 

51.83 

0.08 

0.00 

0.09 

0.04 

0.64 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.086 

0.004 

0.082 

0.017 

20.48 

Safe 

Modar 

0827000103294900 

0.05 

0.01 

127.35 

0.02 

0.00 

0.02 

0.04 

0.64 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.038 

0.002 

0.036 

0.084 

232.65 

Over Exploited 

Nan Ka Nala 

0827000103295600 

0.05 

0.04 

74.79 

0.04 

- 

0.04 

0.04 

0.64 

- 

- 

- 

- 

- 

- 

- 

0.043 

0.002 

0.041 

0.010 

24.40 

Safe 

Pali Sora With Chak 

0827000103295500 

0.05 

0.02 

65.76 

0.03 

- 

0.03 

0.04 

0.57 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.040 

0.002 

0.038 

0.062 

164.44 

Over Exploited 

Panthal 

0827000103295100 

0.05 

0.08 

52.63 

0.10 

0.00 

0.10 

0.04 

0.60 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.112 

0.006 

0.106 

0.084 

78.55 

Semi Critical 

Parmarwara 

0826001003276600 

0.06 

0.00 

639.07 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.002 

94.49 

Critical 

Patiya 

0826001003279400 

0.06 

0.03 

183.28 

0.03 

- 

0.03 

0.04 

0.63 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.044 

0.002 

0.042 

0.071 

169.91 

Over Exploited 

Peethapur 

0827000103294600 

0.05 

0.01 

404.72 

0.01 

- 

0.01 

0.02 

0.36 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.020 

0.001 

0.019 

0.063 

335.54 

Over Exploited 

Punrawara 

0827000103296200 

0.05 

0.02 

196.91 

0.02 

0.00 

0.02 

0.04 

0.63 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.030 

0.001 

0.028 

0.069 

244.18 

Over Exploited 

Rajnagar 

0826001003279700 

0.06 

0.08 

139.21 

0.09 

0.01 

0.10 

0.04 

0.62 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.123 

0.006 

0.116 

0.138 

118.30 

Over Exploited 

Rani 

0826001003276500 

0.06 

0.13 

27.36 

0.16 

0.01 

0.17 

0.04 

0.57 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.188 

0.009 

0.178 

0.114 

63.71 

Safe 

Ratanpur 

0827000103296300 

0.05 

0.02 

142.42 

0.03 

- 

0.03 

0.04 

0.62 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.035 

0.002 

0.034 

0.034 

101.80 

Over Exploited 

Rethda 

0826001003279600 

0.06 

0.06 

157.31 

0.08 

0.01 

0.09 

0.04 

0.63 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.116 

0.006 

0.111 

0.161 

145.09 

Over Exploited 

Satsagra 

0826001003276400 

0.06 

0.03 

134.51 

0.04 

- 

0.04 

0.02 

0.32 

- 

- 

- 

- 

- 

- 

- 

0.039 

0.002 

0.037 

0.017 

47.19 

Safe 

Semaliya 

0827000103296000 

0.05 

0.01 

181.55 

0.01 

- 

0.01 

0.04 

0.64 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.001 

0.010 

0.020 

204.62 

Over Exploited 

Sukhapara 

0826001003280700 

0.06 

0.07 

115.29 

0.08 

- 

0.08 

0.04 

0.62 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.090 

0.004 

0.085 

0.080 

94.16 

Critical 

Sukhbaori 

0826001003280300 

0.06 

0.06 

151.91 

0.07 

0.01 

0.08 

0.04 

0.63 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.119 

0.006 

0.113 

0.236 

208.48 

Over Exploited 

Talaiyan 

0827000103295900 

0.05 

0.01 

187.95 

0.02 

- 

0.02 

0.04 

0.61 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.036 

0.002 

0.035 

0.084 

241.86 

Over Exploited 

Tengar Wara 

0827000103295300 

0.05 

0.10 

58.82 

0.12 

0.01 

0.13 

0.04 

0.63 

- 

- 

- 

- 

0.008 

0.009 

0.009 

0.135 

0.007 

0.129 

0.032 

24.63 

Safe 

Alwar 

0827000403360300 

0.07 

0.05 

246.67 

0.06 

0.01 

0.07 

0.04 

0.74 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.117 

0.006 

0.111 

0.250 

224.41 

Over Exploited 

Ambau 

0827000403366300 

0.07 

0.09 

242.62 

0.11 

0.00 

0.11 

0.04 

0.74 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.131 

0.007 

0.124 

0.049 

39.28 

Safe 

Annapura 

0827000403356100 

0.05 

0.05 

93.96 

0.06 

0.00 

0.06 

0.04 

0.73 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.066 

0.003 

0.063 

0.023 

36.90 

Safe 

Ariwat 

0827000103310800 

0.05 

0.00 

3,758.57 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 


0827000403355700 

0.05 

0.02 

7.73 

0.02 

- 

0.02 

0.04 

0.71 

- 

- 

- 

- 

- 

- 

- 

0.016 

0.001 

0.015 

0.006 

36.33 

Safe 

Bageri Ka Vela 

0827000403357000 

0.04 

0.00 

9,533.70 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Baka Khara Beer 

0827000103308600 

0.05 

0.06 

43.54 

0.07 

0.00 

0.07 

0.05 

0.67 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.073 

0.004 

0.069 

0.020 

28.76 

Safe 

Balwaniya 

0827000403355800 

0.05 

0.05 

118.65 

0.06 

0.00 

0.06 

0.04 

0.72 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.058 

0.003 

0.056 

0.020 

35.71 

Safe 

Baori Khera 

0827000403356900 

0.04 

0.00 

1,955.66 

0.00 

- 

0.00 

0.03 

0.44 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.025 

2,401.18 

Over Exploited 

Barchha Wara 

0827000403359800 

0.07 

0.08 

193.70 

0.10 

0.07 

0.16 

0.04 

0.74 

- 

0.0700 

- 

- 

0.086 

0.156 

0.156 

0.319 

0.016 

0.303 

0.376 

124.00 

Over Exploited 

Beda 

0827000403357400 

0.04 

0.03 

286.57 

0.03 

0.01 

0.05 

0.04 

0.73 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.066 

0.003 

0.063 

0.096 

153.31 

Over Exploited 

Bhainsla 

0827000403361300 

0.07 

0.07 

320.18 

0.08 

- 

0.08 

0.04 

0.74 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.102 

0.005 

0.097 

0.109 

111.45 

Over Exploited 

Bhana Seemal 

0827000403359400 

0.05 

0.18 

118.35 

0.22 

0.01 

0.23 

0.04 

0.74 

- 

0.0100 

- 

- 

0.016 

0.026 

0.026 

0.252 

0.013 

0.239 

0.062 

26.14 

Safe 

Bhandari 

0827000403362700 

0.07 

0.00 

7,468.24 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Bharatpur 

0827000103307800 

0.05 

0.03 

68.35 

0.03 

- 

0.03 

0.04 

0.65 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.044 

0.002 

0.042 

0.074 

177.08 

Over Exploited 

Bharatpura 

0827000403361800 

0.07 

0.15 

213.64 

0.18 

- 

0.18 

0.04 

0.74 

- 

- 

- 

- 

- 

- 

- 

0.176 

0.009 

0.167 

0.023 

13.73 

Safe 

Bhayta 

0827000403355600 

0.05 

0.06 

123.97 

0.07 

0.01 

0.09 

0.04 

0.71 

- 

- 

- 

- 

0.020 

0.020 

0.020 

0.107 

0.005 

0.102 

0.020 

19.15 

Safe 

Bheelwa Panchela 

0827000403357600 

0.04 

0.12 

370.96 

0.15 

0.04 

0.19 

0.03 

0.54 

- 

0.0200 

- 

- 

0.046 

0.066 

0.066 

0.255 

0.013 

0.242 

0.177 

73.04 

Semi Critical 

Bheenda 

0827000403356400 

0.04 

0.17 

234.71 

0.21 

0.01 

0.22 

0.04 

0.74 

- 

0.0200 

- 

- 

0.019 

0.039 

0.039 

0.259 

0.013 

0.246 

0.153 

62.38 

Safe 

Bhehana 

0827000103298400 

0.05 

0.00 

6,043.78 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.007 

1,104.21 

Over Exploited 

Bichhiwara 

0827000103297300 

0.05 

0.00 

12,752.79 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

15,862.42 

Over Exploited 

Bilpan 

0827000103297900 

0.05 

0.00 

9,257.93 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

9,631.96 

Over Exploited 


0827000403356200 

0.05 

0.06 

108.08 

0.07 

0.01 

0.08 

0.04 

0.74 

- 

0.0100 

- 

- 

0.009 

0.019 

0.019 

0.097 

0.005 

0.092 

0.067 

72.55 

Semi Critical 

Charwara 

0827000403355900 

0.05 

0.12 

86.70 

0.14 

0.01 

0.15 

0.04 

0.74 

- 

- 

- 

- 

0.010 

0.010 

0.010 

0.160 

0.008 

0.152 

0.035 

22.91 

Safe 

Chautra 

0827000403362400 

0.07 

0.12 

347.84 

0.14 

0.03 

0.17 

0.04 

0.74 

- 

0.1000 

- 

- 

0.015 

0.115 

0.115 

0.287 

0.014 

0.273 

0.560 

205.03 

Over Exploited 

Chundawara 

0827000403359900 

0.07 

0.06 

199.05 

0.07 

0.01 

0.08 

0.04 

0.74 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.109 

0.005 

0.103 

0.164 

159.07 

Over Exploited 

Dedli 

0827000103296500 

0.05 

0.00 

25,465.24 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Deeppura 

0827000403361400 

0.07 

0.06 

297.77 

0.08 

0.00 

0.08 

0.04 

0.74 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.091 

0.005 

0.086 

0.072 

83.33 

Semi Critical 

Deogaon 

0827000403361700 

0.07 

0.27 

262.22 

0.32 

0.00 

0.32 

0.04 

0.74 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.347 

0.017 

0.329 

0.137 

41.57 

Safe 

Dhambola 

0827000403359600 

0.07 

0.31 

234.65 

0.38 

0.09 

0.47 

0.03 

0.55 

- 

0.1300 

- 

- 

0.073 

0.203 

0.203 

0.669 

0.033 

0.636 

0.716 

112.62 

Over Exploited 

Dharma Odi 

0827000103296600 

0.05 

0.02 

127.33 

0.02 

- 

0.02 

0.04 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.028 

0.001 

0.027 

0.036 

134.01 

Over Exploited 

Dhoonda Wara 

0827000403362100 

0.07 

0.07 

249.51 

0.08 

- 

0.08 

0.04 

0.74 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.105 

0.005 

0.100 

0.102 

102.15 

Over Exploited 

Dugela Talab 

0827000403354900 

0.04 

0.02 

375.91 

0.02 

0.00 

0.03 

0.03 

0.43 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.029 

0.001 

0.027 

0.018 

65.50 

Safe 

Forest 

0827000127900001 

0.05 

0.00 

1,954.82 

0.00 

0.00 

0.00 

0.00 

0.06 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.002 

0.000 

0.002 

0.004 

177.87 

Over Exploited 


0827000127900003 

0.05 

0.16 

279.52 

0.20 

0.01 

0.21 

0.03 

0.46 

- 

- 

- 

- 

0.018 

0.018 

0.018 

0.225 

0.011 

0.213 

0.044 

20.51 

Safe 


0827000427900006 

0.07 

0.05 

684.97 

0.06 

0.00 

0.07 

0.02 

0.29 

- 

- 

- 

- 

0.006 

0.006 

0.006 

0.074 

0.004 

0.071 

0.015 

20.90 

Safe 


0827000127900004 

0.05 

0.00 

17.65 

0.00 

- 

0.00 

0.04 

0.71 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

0.000 

15.44 

Safe 


0827000127900005 

0.05 

0.08 

63.84 

0.09 

0.00 

0.10 

0.04 

0.73 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.096 

0.005 

0.091 

0.013 

14.55 

Safe 


0827000127900008 

0.05 

0.45 

88.56 

0.54 

0.02 

0.56 

0.04 

0.74 

- 

- 

- 

- 

0.037 

0.038 

0.038 

0.600 

0.030 

0.570 

0.074 

13.00 

Safe 

Gajpur 

0827000403357700 

0.04 

0.05 

259.31 

0.06 

0.00 

0.06 

0.04 

0.74 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.069 

0.003 

0.065 

0.018 

27.24 

Safe 

Galandar 

0827000103310500 

0.05 

0.01 

1,487.59 

0.01 

0.00 

0.01 

0.01 

0.11 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.011 

0.001 

0.010 

0.019 

192.09 

Over Exploited 

Gamri Ahara 

0827000103306700 

0.05 

0.00 

2,648.10 

0.00 

0.00 

0.00 

0.00 

0.06 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.006 

0.000 

0.006 

0.026 

466.38 

Over Exploited 

Gandwa 

0827000403359300 

0.05 

0.46 

76.12 

0.55 

0.06 

0.60 

0.04 

0.74 

- 

0.0700 

- 

- 

0.056 

0.126 

0.126 

0.730 

0.037 

0.694 

0.468 

67.45 

Safe 

Gara Bateshwar 

0827000403358900 

0.07 

0.16 

113.82 

0.19 

0.01 

0.20 

0.04 

0.74 

- 

- 

- 

- 

0.010 

0.011 

0.011 

0.211 

0.011 

0.200 

0.032 

15.72 

Safe 

Gara Patte Peeth 

0827000403363400 

0.07 

0.03 

528.12 

0.03 

0.01 

0.04 

0.02 

0.41 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.070 

0.004 

0.067 

0.185 

276.68 

Over Exploited 

Gara Roda 

0827000403357300 

0.04 

0.03 

251.85 

0.03 

0.00 

0.04 

0.04 

0.74 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.039 

0.002 

0.037 

0.012 

32.40 

Safe 

Genji 

0827000103310000 

0.05 

0.00 

6,496.48 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

1,986.06 

Over Exploited 

Gesuon Ka Wanga 

0827000103308500 

0.05 

0.08 

69.04 

0.09 

0.00 

0.09 

0.05 

0.67 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.104 

0.005 

0.099 

0.107 

107.80 

Over Exploited 

Ghuved With Vankhandbhadar 

0827000403358600 

0.07 

0.12 

312.67 

0.14 

0.06 

0.19 

0.04 

0.67 

- 

0.1500 

- 

- 

0.009 

0.159 

0.159 

0.353 

0.018 

0.335 

0.799 

238.35 

Over Exploited 
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Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 
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m 
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m 

m 

(V 
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( 3 ) 
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( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Gohaliya 

082700040336070C 

3.763 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.763 

7.39 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.59 

0.71 

0.09 

0.021 

0.69 

0.58 


Gora Gokal 

0827000403360500 

3.451 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.451 

4.09 

0.020 

0.02 

0.00 

0.00 

0.00 

0.02 

0.28 

0.34 

0.07 

0.019 

0.70 

0.57 


Gorada 

0827000403355100 

6.110 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.014 

2.24 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.12 

0.01 

0.017 

0.33 

0.30 


Gudawara 

0827000403363300 

2.928 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.928 

6.91 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.42 

0.52 

0.09 

0.016 

0.70 

0.57 


Himmatpur 

0827000103308400 

1.672 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.672 

2.71 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.03 

0.010 

0.62 

0.66 


Jafra 

0827000403360900 

2.171 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.171 

7.65 

0.020 

0.04 

0.00 

0.00 

0.00 

0.01 

0.37 

0.44 

0.13 

0.012 

0.70 

0.57 


Jamburi 

0827000403361200 

1.536 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.536 

7.58 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.26 

0.32 

0.12 

0.009 

0.70 

0.57 


Jelana 

0827000103298300 

2.645 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.968 

5.98 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.05 

0.006 

0.22 

0.27 


Jethola 

0827000403361000 

1.816 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.816 

7.30 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.29 

0.35 

0.16 

0.010 

0.69 

0.58 


Jhalai 

0827000403362600 

9.684 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.655 

7.28 

0.020 

0.03 

0.00 

0.00 

0.00 

0.03 

1.40 

1.71 

0.06 

0.054 

0.70 

0.57 


Jhalan 

0827000103307100 

1.703 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.632 

4.19 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.03 

0.009 

0.57 

0.69 


Jhalap 

0827000403361500 

5.019 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.019 

7.22 

0.020 

0.12 

0.02 

0.00 

0.00 

0.01 

0.82 

1.00 

0.45 

0.028 

0.70 

0.57 


Jhaloo Kua 

0827000103310900 

1.014 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.807 

8.49 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.02 

0.005 

0.48 

0.57 


Jhapa 

0827000103308000 

2.876 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.876 

2.46 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.15 

0.13 

0.12 

0.017 

0.61 

0.67 


Jharni 

0827000403366200 

3.757 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.185 

7.39 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.001 

0.03 

0.03 


Jhonthri 

0827000403356700 

1.786 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.786 

4.83 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.21 

0.25 

0.13 

0.014 

0.69 

0.58 


Kala Pana 

0827000103296800 

0.153 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.153 

4.62 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.001 

0.59 

0.72 


Kampa Kundali 

0827000403358300 

1.977 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.044 

6.44 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.01 


Kankori 

0827000403366600 

0.013 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.004 

5.81 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.20 

0.17 


Kanpur 

0827000103308100 

1.061 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.061 

2.47 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.06 

0.15 

0.006 

0.62 

0.68 


Kaparwel 

0827000103309100 

0.020 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.020 

5.46 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.000 

0.65 

0.64 


Kara Wara 

0827000403359200 

3.099 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.099 

3.52 

0.015 

0.05 

0.01 

0.00 

0.00 

0.02 

0.19 

0.23 

0.16 

0.018 

0.70 

0.57 


Kesharpura 

0827000403359500 

1.827 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.827 

4.45 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.22 

0.07 

0.010 

0.70 

0.57 


Khandiya 

0827000403360200 

1.148 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.148 

4.97 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.15 

0.03 

0.006 

0.70 

0.57 


Khara Pani 

0827000403366400 

3.085 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.085 

7.12 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.47 

0.56 

0.11 

0.017 

0.69 

0.57 


Kishanpura 

0827000403363100 

1.229 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.229 

6.16 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.21 

0.09 

0.007 

0.70 

0.57 


Kodiyagun 

0827000103307200 

0.125 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.125 

4.59 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.001 

0.60 

0.71 


Kumela 

0827000403355400 

1.120 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.047 

2.55 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.01 

0.006 

0.64 

0.55 


Kundali 

0827000403358700 

0.538 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.106 

5.38 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.14 

0.11 


Kundli 

0827000103309200 

0.033 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.033 

3.91 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.000 

0.67 

0.61 


Kupa 

0827000403358800 

0.979 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.979 

4.49 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.11 

0.01 

0.005 

0.70 

0.57 


Lamba Khoonta 

0827000403354800 

1.566 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.566 

4.46 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.17 

0.02 

0.012 

0.69 

0.58 


Laxmanpura 

0827000103309000 

0.419 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.419 

6.71 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.03 

0.002 

0.62 

0.67 


Leekhi Bari 

0827000403362000 

0.721 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.721 

5.12 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.13 

0.17 

0.004 

0.70 

0.57 


Leekhi Chhoti 

0827000403361900 

1.535 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.535 

5.71 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.21 

0.26 

0.13 

0.009 

0.70 

0.57 


Mahipal Pura 

0827000103308800 

0.104 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.104 

3.17 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.001 

0.62 

0.66 


Mai 

0827000403354500 

1.321 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.314 

6.72 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.01 

0.002 

0.16 

0.14 


Malmatha 

0827000103306900 

0.133 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.133 

4.66 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.08 

0.001 

0.60 

0.72 


Mandli 

0827000403361100 

2.962 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.962 

7.22 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.46 

0.56 

0.19 

0.016 

0.69 

0.57 


Manipur 

0827000103307300 

1.441 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.428 

3.68 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.04 

0.008 

0.60 

0.70 


Media 

0827000403362300 

2.597 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.597 

6.80 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.37 

0.46 

0.04 

0.014 

0.70 

0.57 


Merop 

0827000403359700 

2.170 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.170 

6.59 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.29 

0.36 

0.07 

0.012 

0.70 

0.57 


Me wara 

0827000103307700 

1.341 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.341 

2.60 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.03 

0.008 

0.61 

0.68 


Mor Mahuri 

0827000403360800 

2.395 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.395 

7.38 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.39 

0.47 

0.17 

0.013 

0.69 

0.58 


Mordoongra 

0827000403356000 

0.299 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.299 

3.42 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.002 

0.69 

0.58 


Mundela 

0827000403355300 

4.981 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.172 

4.99 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.18 

0.00 

0.013 

0.29 

0.27 


Nagariya Panchela 

0827000403357900 

5.100 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.928 

4.66 

0.020 

0.07 

0.01 

0.00 

0.00 

0.01 

0.51 

0.63 

0.23 

0.027 

0.68 

0.55 


Nala 

0827000103307500 

0.049 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.049 

3.28 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.61 

0.69 


Narata Fala 

0827000403354700 

3.564 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.010 

5.14 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.31 

0.37 

0.01 

0.024 

0.58 

0.49 


Nareli 

0827000103307900 

1.116 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.116 

2.37 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.08 

0.07 

0.21 

0.006 

0.61 

0.68 


Negala 

0827000403356600 

2.481 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.481 

4.69 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.29 

0.00 

0.019 

0.70 

0.57 


Oontiya 

0827000103309900 

1.234 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.171 

7.16 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.09 

0.09 


Padaliya 

0827000403363200 

0.796 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.796 

6.78 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.17 

0.12 

0.004 

0.70 

0.57 


Padardi 

0827000103307600 

0.902 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.902 

3.49 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.10 

0.005 

0.61 

0.69 


Padli Udarat 

0827000403356500 

2.190 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.190 

4.73 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.26 

0.01 

0.017 

0.69 

0.58 


Padli Virsingh 

0827000403356800 

0.406 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.406 

5.99 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.00 

0.003 

0.69 

0.58 


Pagara 

0827000403357200 

3.637 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.807 

3.59 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.13 

0.16 

0.03 

0.014 

0.35 

0.28 


Parda Manarat 

0827000403359000 

2.246 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.246 

4.11 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.15 

0.19 

0.06 

0.013 

0.70 

0.57 


Peeth 

0827000403363600 

12.159 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.268 

4.90 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.001 

0.02 

0.01 


Pohri Khaturat 

0827000403356300 

5.115 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.115 

3.73 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.39 

0.48 

0.02 

0.040 

0.70 

0.57 


Pohri Patelan 

0827000403359100 

3.425 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.425 

3.54 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.19 

0.23 

0.06 

0.020 

0.70 

0.57 


Rajpur 

0827000403363500 

2.445 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.009 

3.49 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rampur 

0827000103307400 

0.659 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.659 

3.61 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.10 

0.004 

0.61 

0.70 


Ramsagra 

0827000103310600 

1.855 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.204 

7.23 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.11 

0.00 

0.007 

0.39 

0.46 


Rangela 

0827000103309800 

0.753 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.703 

6.01 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.05 

0.004 

0.61 

0.60 


Rasta 

0827000403360600 

9.194 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.194 

6.10 

0.020 

0.30 

0.04 

0.00 

0.00 

0.01 

1.37 

1.66 

1.15 

0.051 

0.70 

0.57 


Rata Pani 

0827000103306800 

2.224 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.644 

8.00 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.05 

0.004 

0.17 

0.21 


Ratanpura 

0827000403363000 

1.811 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.811 

6.18 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.25 

0.31 

0.14 

0.010 

0.70 

0.57 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Gohaliya 

0827000403360700 

0.07 

0.19 

270.43 

0.23 

0.00 

0.23 

0.04 

0.74 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.249 

0.012 

0.237 

0.115 

48.48 

Safe 

Gora Gokal 

0827000403360500 

0.07 

0.18 

93.21 

0.21 

0.02 

0.24 

0.04 

0.74 

- 

0.0100 

- 

- 

0.037 

0.047 

0.047 

0.282 

0.014 

0.268 

0.084 

31.40 

Safe 

Gorada 

0827000403355100 

0.05 

0.05 

137.28 

0.06 

0.00 

0.07 

0.02 

0.36 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.073 

0.004 

0.069 

0.023 

33.89 

Safe 

Gudawara 

0827000403363300 

0.07 

0.15 

244.93 

0.18 

0.01 

0.19 

0.04 

0.74 

- 

0.0200 

- 

- 

0.022 

0.042 

0.042 

0.236 

0.012 

0.224 

0.110 

49.20 

Safe 

Himmatpur 

0827000103308400 

0.05 

0.05 

40.01 

0.06 

0.00 

0.06 

0.05 

0.67 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.064 

0.003 

0.061 

0.043 

70.32 

Semi Critical 

Jafra 

0827000403360900 

0.07 

0.11 

301.56 

0.13 

0.01 

0.14 

0.04 

0.74 

- 

0.0200 

- 

- 

0.010 

0.030 

0.030 

0.170 

0.008 

0.161 

0.142 

88.15 

Semi Critical 

Jamburi 

0827000403361200 

0.07 

0.08 

306.91 

0.09 

0.00 

0.10 

0.04 

0.74 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.117 

0.006 

0.111 

0.124 

110.88 

Over Exploited 

Jelana 

0827000103298300 

0.05 

0.01 

726.57 

0.01 

- 

0.01 

0.02 

0.23 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.022 

0.060 

276.61 

Over Exploited 

Jethola 

0827000403361000 

0.07 

0.09 

282.40 

0.11 

0.01 

0.12 

0.04 

0.74 

- 

0.0300 

- 

- 

0.004 

0.034 

0.034 

0.158 

0.008 

0.150 

0.171 

114.12 

Over Exploited 

Jhalai 

0827000403362600 

0.07 

0.49 

248.67 

0.59 

0.03 

0.62 

0.04 

0.74 

- 

0.0100 

- 

- 

0.052 

0.062 

0.062 

0.685 

0.034 

0.651 

0.115 

17.60 

Safe 

Jhalan 

0827000103307100 

0.05 

0.05 

95.20 

0.06 

0.00 

0.06 

0.04 

0.61 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.073 

0.004 

0.070 

0.039 

56.62 

Safe 

Jhalap 

0827000403361500 

0.07 

0.26 

290.04 

0.31 

0.03 

0.34 

0.04 

0.74 

- 

0.0900 

- 

- 

0.013 

0.103 

0.103 

0.439 

0.022 

0.417 

0.482 

115.44 

Over Exploited 

Jhaloo Kua 

0827000103310900 

0.05 

0.02 

383.78 

0.02 

0.00 

0.02 

0.04 

0.51 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.024 

0.001 

0.023 

0.023 

98.86 

Critical 

Jhapa 

0827000103308000 

0.05 

0.09 

50.09 

0.11 

0.00 

0.11 

0.04 

0.66 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.127 

0.006 

0.121 

0.137 

113.05 

Over Exploited 

Jharni 

0827000403366200 

0.07 

0.00 

7,108.08 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.008 

1,506.44 

Over Exploited 

Jhonthri 

0827000403356700 

0.04 

0.05 

402.88 

0.06 

0.00 

0.06 

0.04 

0.74 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.085 

0.004 

0.081 

0.140 

173.56 

Over Exploited 

Kala Pana 

0827000103296800 

0.05 

0.00 

272.53 

0.01 

- 

0.01 

0.04 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.015 

0.037 

250.86 

Over Exploited 

Kampa Kundali 

0827000403358300 

0.07 

0.00 

13,805.87 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kankori 

0827000403366600 

0.07 

0.00 

823.82 

0.00 

- 

0.00 

0.01 

0.22 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kanpur 

0827000103308100 

0.05 

0.03 

90.27 

0.04 

0.01 

0.05 

0.04 

0.66 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.082 

0.004 

0.078 

0.153 

196.71 

Over Exploited 

Kaparwel 

0827000103309100 

0.05 

0.00 

1,663.04 

0.00 

0.00 

0.00 

0.04 

0.69 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.011 

0.001 

0.011 

0.030 

284.85 

Over Exploited 

Kara Wara 

0827000403359200 

0.05 

0.11 

112.17 

0.13 

0.03 

0.16 

0.04 

0.74 

- 

0.0300 

- 

- 

0.023 

0.054 

0.054 

0.210 

0.010 

0.199 

0.180 

90.31 

Critical 

Kesharpura 

0827000403359500 

0.07 

0.09 

140.22 

0.11 

- 

0.11 

0.04 

0.74 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.122 

0.006 

0.116 

0.075 

64.76 

Safe 

Khandiya 

0827000403360200 

0.07 

0.06 

157.72 

0.07 

0.00 

0.07 

0.04 

0.74 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.083 

0.004 

0.079 

0.035 

44.97 

Safe 

Khara Pani 

0827000403366400 

0.07 

0.16 

259.47 

0.19 

0.00 

0.19 

0.04 

0.74 

- 

0.0200 

- 

- 

0.006 

0.027 

0.027 

0.219 

0.011 

0.208 

0.130 

62.64 

Safe 

Kishanpura 

0827000403363100 

0.07 

0.06 

234.25 

0.08 

0.00 

0.08 

0.04 

0.74 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.097 

0.005 

0.092 

0.093 

100.63 

Over Exploited 

Kodiyagun 

0827000103307200 

0.05 

0.00 

242.06 

0.00 

0.00 

0.01 

0.04 

0.64 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.013 

0.001 

0.012 

0.037 

305.33 

Over Exploited 

Kumela 

0827000403355400 

0.05 

0.03 

29.71 

0.04 

0.00 

0.04 

0.04 

0.68 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.046 

0.002 

0.044 

0.012 

27.64 

Safe 

Kundali 

0827000403358700 

0.07 

0.00 

1,155.91 

0.00 

0.00 

0.00 

0.01 

0.15 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.003 

0.000 

0.003 

0.008 

291.48 

Over Exploited 

Kundli 

0827000103309200 

0.05 

0.00 

1,095.75 

0.00 

- 

0.00 

0.04 

0.71 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.011 

0.039 

364.58 

Over Exploited 

Kupa 

0827000403358800 

0.07 

0.05 

115.92 

0.06 

- 

0.06 

0.04 

0.74 

- 

- 

- 

- 

- 

- 

- 

0.060 

0.003 

0.057 

0.012 

21.79 

Safe 

Lamba Khoonta 

0827000403354800 

0.04 

0.04 

294.31 

0.05 

0.00 

0.06 

0.04 

0.73 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.061 

0.003 

0.058 

0.033 

57.40 

Safe 

Laxmanpura 

0827000103309000 

0.05 

0.01 

272.09 

0.02 

- 

0.02 

0.04 

0.67 

- 

- 

- 

- 

- 

- 

- 

0.016 

0.001 

0.015 

0.032 

216.37 

Over Exploited 

Leekhi Bari 

0827000403362000 

0.07 

0.04 

239.32 

0.04 

0.01 

0.06 

0.04 

0.74 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.089 

0.004 

0.085 

0.177 

209.15 

Over Exploited 

Leekhi Chhoti 

0827000403361900 

0.07 

0.08 

235.87 

0.09 

0.00 

0.09 

0.04 

0.74 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.115 

0.006 

0.109 

0.139 

126.75 

Over Exploited 

Mahipal Pura 

0827000103308800 

0.05 

0.00 

330.44 

0.00 

- 

0.00 

0.04 

0.67 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.031 

231.67 

Over Exploited 

Mai 

0827000403354500 

0.04 

0.00 

2,256.86 

0.00 

0.00 

0.00 

0.01 

0.17 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.003 

0.000 

0.003 

0.015 

469.38 

Over Exploited 

Malmatha 

0827000103306900 

0.05 

0.00 

509.53 

0.00 

- 

0.00 

0.04 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.014 

0.076 

539.48 

Over Exploited 

Mandli 

0827000403361100 

0.07 

0.15 

272.00 

0.18 

0.01 

0.19 

0.04 

0.74 

- 

0.0400 

- 

- 

0.007 

0.047 

0.047 

0.242 

0.012 

0.230 

0.208 

90.77 

Critical 

Manipur 

0827000103307300 

0.05 

0.04 

72.55 

0.05 

0.00 

0.05 

0.04 

0.64 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.068 

0.003 

0.065 

0.050 

77.84 

Semi Critical 

Media 

0827000403362300 

0.07 

0.13 

244.59 

0.16 

0.00 

0.16 

0.04 

0.74 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.172 

0.009 

0.164 

0.057 

35.10 

Safe 

Merop 

0827000403359700 

0.07 

0.11 

225.43 

0.13 

0.01 

0.15 

0.04 

0.74 

- 

0.0100 

- 

- 

0.019 

0.029 

0.029 

0.174 

0.009 

0.166 

0.084 

50.78 

Safe 

Me wara 

0827000103307700 

0.05 

0.04 

35.33 

0.05 

- 

0.05 

0.04 

0.66 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.059 

0.003 

0.056 

0.038 

66.97 

Safe 

Mor Mahuri 

0827000403360800 

0.07 

0.12 

286.57 

0.15 

0.01 

0.16 

0.04 

0.74 

- 

0.0300 

- 

- 

0.006 

0.036 

0.036 

0.195 

0.010 

0.185 

0.186 

100.65 

Over Exploited 

Mordoongra 

0827000403356000 

0.05 

0.01 

63.51 

0.01 

0.00 

0.01 

0.04 

0.74 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.016 

0.001 

0.015 

0.008 

52.44 

Safe 

Mundela 

0827000403355300 

0.05 

0.03 

453.67 

0.04 

0.00 

0.04 

0.02 

0.31 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.042 

0.002 

0.040 

0.016 

38.59 

Safe 

Nagariya Panchela 

0827000403357900 

0.07 

0.24 

157.09 

0.29 

0.02 

0.31 

0.04 

0.72 

- 

0.0400 

- 

- 

0.015 

0.055 

0.055 

0.367 

0.018 

0.349 

0.257 

73.73 

Semi Critical 

Nala 

0827000103307500 

0.05 

0.00 

626.69 

0.00 

- 

0.00 

0.04 

0.65 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.024 

1,420.19 

Over Exploited 

Narata Fala 

0827000403354700 

0.04 

0.07 

420.36 

0.08 

0.01 

0.09 

0.04 

0.62 

- 

- 

- 

- 

0.010 

0.010 

0.010 

0.101 

0.005 

0.096 

0.032 

32.96 

Safe 

Nareli 

0827000103307900 

0.05 

0.03 

108.95 

0.04 

0.01 

0.05 

0.04 

0.66 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.091 

0.005 

0.087 

0.213 

246.72 

Over Exploited 

Negala 

0827000403356600 

0.04 

0.07 

313.61 

0.08 

0.00 

0.09 

0.04 

0.74 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.096 

0.005 

0.091 

0.023 

25.81 

Safe 

Oontiya 

0827000103309900 

0.05 

0.00 

2,267.29 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.010 

1,139.67 

Over Exploited 

Padaliya 

0827000403363200 

0.07 

0.04 

314.10 

0.05 

0.00 

0.05 

0.04 

0.74 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.071 

0.004 

0.067 

0.126 

187.31 

Over Exploited 

Padardi 

0827000103307600 

0.05 

0.03 

147.20 

0.03 

- 

0.03 

0.04 

0.65 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.053 

0.003 

0.050 

0.101 

201.13 

Over Exploited 

Padli Udarat 

0827000403356500 

0.04 

0.06 

319.22 

0.07 

0.00 

0.08 

0.04 

0.74 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.082 

0.004 

0.078 

0.025 

32.14 

Safe 

Padli Virsingh 

0827000403356800 

0.04 

0.01 

399.17 

0.01 

0.00 

0.01 

0.04 

0.74 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.016 

0.001 

0.015 

0.007 

46.49 

Safe 

Pagara 

0827000403357200 

0.04 

0.03 

536.42 

0.03 

0.01 

0.04 

0.02 

0.37 

- 

- 

- 

- 

0.011 

0.011 

0.011 

0.048 

0.002 

0.046 

0.039 

85.78 

Semi Critical 

Parda Manarat 

0827000403359000 

0.05 

0.08 

136.68 

0.09 

0.01 

0.10 

0.04 

0.74 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.121 

0.006 

0.115 

0.070 

60.62 

Safe 

Peeth 

0827000403363600 

0.07 

0.00 

10,601.62 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.000 

0.001 

305.18 

Over Exploited 

Pohri Khaturat 

0827000403356300 

0.04 

0.14 

232.77 

0.17 

0.01 

0.18 

0.04 

0.74 

- 

- 

- 

- 

0.012 

0.012 

0.012 

0.193 

0.010 

0.183 

0.057 

31.13 

Safe 

Pohri Patelan 

0827000403359100 

0.05 

0.12 

90.79 

0.14 

0.01 

0.16 

0.04 

0.74 

- 

0.0100 

- 

- 

0.022 

0.032 

0.032 

0.191 

0.010 

0.182 

0.080 

43.91 

Safe 

Raj pur 

0827000403363500 

0.07 

0.00 

38,680.09 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rampur 

0827000103307400 

0.05 

0.02 

185.06 

0.02 

- 

0.02 

0.04 

0.65 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.044 

0.002 

0.042 

0.100 

238.78 

Over Exploited 

Ramsagra 

0827000103310600 

0.05 

0.02 

359.31 

0.03 

0.00 

0.03 

0.03 

0.42 

- 

- 

- 

- 

0.005 

0.005 

0.005 

0.037 

0.002 

0.035 

0.010 

28.64 

Safe 

Rangela 

0827000103309800 

0.05 

0.02 

247.37 

0.03 

0.00 

0.03 

0.04 

0.65 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.037 

0.002 

0.035 

0.052 

150.04 

Over Exploited 

Rasta 

0827000403360600 

0.07 

0.47 

255.70 

0.56 

0.05 

0.61 

0.04 

0.74 

- 

0.2200 

- 

- 

0.017 

0.237 

0.237 

0.850 

0.043 

0.808 

1.201 

148.71 

Over Exploited 

Rata Pani 

0827000103306800 

0.05 

0.01 

1,187.54 

0.01 

0.00 

0.01 

0.01 

0.19 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.017 

0.001 

0.016 

0.055 

338.95 

Over Exploited 

Ratanpura 

0827000403363000 

0.07 

0.09 

233.89 

0.11 

0.01 

0.12 

0.04 

0.74 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.157 

0.008 

0.149 

0.147 

98.70 

Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 
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Fluctuation 
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from 

Ground 
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from Canal 
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Recharge 
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Normal 
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Recharge 
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Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 
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Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Rati Beri 

082700040336280C 

1.248 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.385 

6.64 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.01 

0.002 

0.22 

0.18 


Sadariya 

0827000403362500 

3.500 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.500 

7.25 

0.020 

0.24 

0.03 

0.00 

0.00 

0.01 

0.71 

0.87 

0.92 

0.019 

0.70 

0.57 


Sakarsi 

0827000403360000 

2.217 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.217 

4.73 

0.020 

0.08 

0.01 

0.00 

0.00 

0.01 

0.27 

0.34 

0.31 

0.012 

0.70 

0.57 


Sansar Pura 

0827000403354600 

2.375 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.338 

4.78 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.00 

0.003 

0.10 

0.08 


Sara 

0827000103308300 

1.876 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.876 

2.64 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.04 

0.011 

0.62 

0.66 


Saram 

0827000103308700 

1.335 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.335 

2.79 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.08 

0.15 

0.008 

0.63 

0.66 


Saroli 

0827000403360400 

1.205 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.205 

4.54 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.15 

0.02 

0.007 

0.70 

0.57 


Sarthoona 

0827000403366500 

7.915 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.811 

6.25 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.66 

0.80 

0.25 

0.027 

0.42 

0.35 


Seemalwara 

0827000403362900 

4.342 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.721 

6.88 

0.020 

0.10 

0.01 

0.00 

0.00 

0.01 

0.60 

0.73 

0.23 

0.118 

0.60 

0.49 


Seethal 

0827000403361600 

3.409 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.409 

6.95 

0.020 

0.11 

0.02 

0.00 

0.00 

0.01 

0.55 

0.68 

0.42 

0.019 

0.70 

0.57 


Sekari 

0827000403362200 

0.840 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.840 

5.58 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.13 

0.04 

0.005 

0.70 

0.57 


Surata 

0827000403354400 

3.870 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.139 

5.73 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.02 

0.02 


Suroka Talab 

0827000403355500 

1.526 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.526 

3.29 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.01 

0.009 

0.68 

0.59 


Tamboliya 

0827000403360100 

1.247 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.247 

4.73 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.18 

0.22 

0.25 

0.007 

0.70 

0.57 


Veerawara 

0827000403357800 

2.828 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.828 

3.91 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.17 

0.21 

0.03 

0.016 

0.70 

0.57 


Veerpur 

0827000103308200 

2.651 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.651 

2.51 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.12 

0.015 

0.62 

0.67 


Venja 

0827000403355200 

2.506 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.036 

3.25 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Vijaypura 

0827000403357500 

2.033 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.033 

4.38 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.23 

0.00 

0.016 

0.70 

0.57 


Watra 

0827000103308900 

0.164 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.164 

3.92 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.05 

0.001 

0.62 

0.67 


Wer 

0827000103309500 

1.629 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.629 

7.97 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.18 

0.04 

0.009 

0.61 

0.68 

Sub Basin: Wakal | 

10004010 

Adiwas 

0826000403124400 

4.089 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.543 

2.08 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.11 

0.08 

0.008 

0.42 

0.58 







Non-command 

Quartzite 

0.041 

2.08 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Amaliya 

0826000403136500 

13.284 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.126 

3.60 

0.025 

0.04 

0.00 

0.00 

0.00 

0.00 

0.95 

0.80 

0.13 

0.031 

0.49 

0.58 







Non-command 

Quartzite 

0.977 

3.60 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.003 

0.05 

0.06 


Amiwara 

0826000403132200 

2.262 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.198 

2.74 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.18 

0.13 

0.17 

0.007 

0.63 

0.88 


Amleta 

0826000403131800 

1.811 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.110 

2.41 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.03 

0.003 

0.41 

0.54 







Non-command 

Quartzite 

0.080 

2.41 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.04 


Amod 

0826000403130500 

14.871 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.927 

3.03 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.79 

0.49 

0.16 

0.030 

0.42 

0.67 


Atwal 

0826000403125100 

0.855 

Fresh 

Non-command 

Non-command 

Quartzite 

0.064 

3.84 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.05 

0.07 


Barbali 

0826000403126100 

2.856 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.106 

3.00 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.000 

0.02 

0.04 


Barimahuli 

0826000403131100 

5.090 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.247 

2.27 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.14 

0.02 

0.010 

0.43 

0.58 







Non-command 

Quartzite 

0.116 

2.27 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Basi 

0826000403136300 

2.053 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.053 

3.15 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.15 

0.05 

0.006 

0.63 

0.75 


Belwa @ Darmiya 

0826000403131900 

1.576 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.565 

2.38 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.04 

0.005 

0.65 

0.90 


Bhesana 

0826000403136700 

3.512 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.019 

1.82 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

0.005 

1.82 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bichhawara 

0826000403134200 

14.878 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.170 

2.93 

0.025 

0.09 

0.01 

0.00 

0.00 

0.00 

0.83 

0.58 

0.31 

0.031 

0.43 

0.60 


Boriya 

0826000403136200 

0.972 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.972 

3.02 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.05 

0.003 

0.62 

0.72 


Damana 

0826000403126700 

13.764 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.541 

3.84 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.01 

0.002 

0.02 

0.04 


Deorawas 

0826000403130700 

1.616 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.616 

2.32 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.04 

0.005 

0.65 

0.94 


Dhala 

0826000403133600 

5.637 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.113 

2.81 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.24 

0.19 

0.07 

0.010 

0.37 

0.47 







Non-command 

Quartzite 

0.485 

2.81 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.06 

0.07 


Dhartidevi 

0826000403136100 

2.236 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.236 

3.34 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.21 

0.18 

0.07 

0.007 

0.62 

0.70 


Ghori Mari 

0826000403132100 

2.188 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.778 

2.53 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.07 

0.005 

0.52 

0.77 


Godawara 

0826000403130200 

6.669 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.450 

3.39 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.13 

0.01 

0.007 

0.23 

0.37 


Jalampura 

0826000403130800 

2.909 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.699 

2.32 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.04 

0.005 

0.39 

0.52 







Non-command 

Quartzite 

0.057 

2.32 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Jetawara 

0826000403124500 

1.499 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.499 

1.59 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.06 

0.005 

0.65 

0.98 


Jhakra 

0826000403130600 

5.805 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.465 

2.40 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.14 

0.04 

0.011 

0.38 

0.59 


Karel 

0826000403139300 

12.378 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.781 

3.52 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.44 

0.41 

0.05 

0.015 

0.24 

0.26 







Non-command 

Quartzite 

0.002 

3.52 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Keerat 

0826000403126300 

8.493 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.051 

3.59 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Khairad 

0826000403132000 

1.200 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.129 

2.36 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.02 

0.003 

0.61 

0.89 


Khardiya 

0826000403130100 

7.368 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.038 

3.53 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Khera 

0826000403125700 

2.393 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.175 

3.65 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.05 

0.07 


Kherad 

0826000403136600 

2.926 

Fresh 

Non-command 

Non-command 

Quartzite 

0.014 

2.01 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kolyari 

0826000403131000 

7.281 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.057 

2.26 

0.025 

0.07 

0.02 

0.00 

0.00 

0.00 

0.28 

0.18 

0.26 

0.012 

0.35 

0.56 


Looniyara 

0826000403126200 

7.875 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.510 

1.93 

0.025 

0.02 

0.01 

0.00 

0.00 

0.00 

0.18 

0.11 

0.09 

0.011 

0.28 

0.46 


Lukra 

0826000403124900 

1.315 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.010 

3.03 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 







Non-command 

Quartzite 

0.334 

3.03 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.17 

0.24 


Mundkosiya 

0826000403132300 

1.431 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.431 

2.54 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.07 

0.004 

0.65 

0.91 


Nagmala 

0826000403136400 

3.874 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.874 

4.13 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.41 

0.36 

0.02 

0.012 

0.63 

0.71 


Nala Bada 

0826000403134300 

11.134 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.315 

3.09 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.42 

0.29 

0.03 

0.016 

0.29 

0.42 


Nalachhota 

0826000403135700 

2.746 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.042 

2.99 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.01 

0.003 

0.23 

0.29 


Naya Khola 

0826000403134100 

3.206 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.140 

2.84 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.13 

0.04 

0.007 

0.42 

0.53 


Nichli Sigari 

0826000403139400 

10.136 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.681 

2.98 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.01 

0.005 

0.10 

0.10 


Patiya 

0826000403135900 

2.233 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.723 

3.09 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.14 

0.06 

0.005 

0.48 

0.53 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Rati Beri 

0827000403362800 

0.07 

0.01 

934.61 

0.01 

- 

0.01 

0.01 

0.23 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.016 

232.86 

Over Exploited 

Sadariya 

0827000403362500 

0.07 

0.18 

388.37 

0.21 

0.04 

0.25 

0.04 

0.74 

- 

0.1700 

- 

- 

0.010 

0.180 

0.180 

0.431 

0.022 

0.409 

0.941 

230.10 

Over Exploited 

Sakarsi 

0827000403360000 

0.07 

0.11 

197.18 

0.14 

0.02 

0.15 

0.04 

0.74 

- 

0.0600 

- 

- 

0.009 

0.069 

0.069 

0.221 

0.011 

0.210 

0.322 

153.60 

Over Exploited 

Sansar Pura 

0827000403354600 

0.04 

0.00 

2,599.08 

0.00 

0.00 

0.00 

0.01 

0.10 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.004 

0.000 

0.004 

0.007 

171.19 

Over Exploited 

Sara 

0827000103308300 

0.05 

0.06 

34.44 

0.07 

0.00 

0.07 

0.05 

0.66 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.070 

0.004 

0.067 

0.050 

74.52 

Semi Critical 

Saram 

0827000103308700 

0.05 

0.04 

94.30 

0.05 

0.01 

0.06 

0.05 

0.67 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.082 

0.004 

0.078 

0.161 

206.02 

Over Exploited 

Saroli 

0827000403360400 

0.07 

0.06 

135.56 

0.07 

0.00 

0.08 

0.04 

0.74 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.077 

0.004 

0.073 

0.029 

39.20 

Safe 

Sarthoona 

0827000403366500 

0.07 

0.15 

438.17 

0.18 

0.01 

0.19 

0.03 

0.45 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.239 

0.012 

0.227 

0.272 

119.50 

Over Exploited 

Seemalwara 

0827000403362900 

0.07 

0.16 

349.08 

0.20 

0.02 

0.21 

0.04 

0.64 

- 

0.0400 

- 

- 

0.010 

0.050 

0.050 

0.263 

0.013 

0.250 

0.345 

138.38 

Over Exploited 

Seethal 

0827000403361600 

0.07 

0.17 

291.09 

0.21 

0.03 

0.24 

0.04 

0.74 

- 

0.0800 

- 

- 

0.013 

0.093 

0.093 

0.331 

0.017 

0.314 

0.437 

139.07 

Over Exploited 

Sekari 

0827000403362200 

0.07 

0.04 

196.56 

0.05 

- 

0.05 

0.04 

0.74 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.062 

0.003 

0.058 

0.041 

69.55 

Safe 

Surata 

0827000403354400 

0.04 

0.00 

13,559.59 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

688.89 

Over Exploited 

Suroka Talab 

0827000403355500 

0.05 

0.05 

66.42 

0.06 

0.00 

0.06 

0.04 

0.73 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.063 

0.003 

0.060 

0.015 

24.57 

Safe 

Tamboliya 

0827000403360100 

0.07 

0.06 

242.04 

0.08 

0.01 

0.09 

0.04 

0.74 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.138 

0.007 

0.131 

0.259 

197.70 

Over Exploited 

Veerawara 

0827000403357800 

0.05 

0.10 

109.63 

0.12 

0.01 

0.13 

0.04 

0.74 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.146 

0.007 

0.138 

0.046 

33.44 

Safe 

Veerpur 

0827000103308200 

0.05 

0.08 

45.79 

0.10 

0.00 

0.10 

0.04 

0.66 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.111 

0.006 

0.105 

0.132 

125.70 

Over Exploited 

Venja 

0827000403355200 

0.05 

0.00 

11,118.21 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Vijaypura 

0827000403357500 

0.04 

0.06 

297.18 

0.07 

0.00 

0.07 

0.04 

0.74 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.072 

0.004 

0.069 

0.020 

29.02 

Safe 

Watra 

0827000103308900 

0.05 

0.01 

182.30 

0.01 

0.00 

0.01 

0.04 

0.66 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.026 

0.001 

0.025 

0.055 

222.72 

Over Exploited 

Wer 

0827000103309500 

0.05 

0.05 

257.24 

0.06 

0.00 

0.07 

0.04 

0.66 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.073 

0.004 

0.069 

0.045 

65.82 

Safe 


Sub Basin: Wakal | 

Adiwas 

0826000403124400 

0.06 

0.06 

81.64 

0.07 

- 

0.07 

0.03 

0.44 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.083 

0.004 

0.079 

0.086 

109.12 

Over Exploited 



0.04 

0.00 

183,809.24 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Amaliya 

0826000403136500 

0.06 

0.28 

########## 

0.34 

- 

0.34 

0.03 

0.52 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.359 

0.018 

0.341 

0.163 

47.72 

Safe 



0.04 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.017 

1,462.46 

Over Exploited 

Amiwara 

0826000403132200 

0.06 

0.08 

64.06 

0.10 

0.01 

0.11 

0.04 

0.67 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.135 

0.007 

0.128 

0.175 

135.99 

Over Exploited 

Amleta 

0826000403131800 

0.06 

0.03 

24.53 

0.03 

- 

0.03 

0.03 

0.44 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.041 

0.002 

0.039 

0.033 

84.84 

Semi Critical 



0.04 

0.00 

33,852.43 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Amod 

0826000403130500 

0.06 

0.21 

########## 

0.25 

0.01 

0.26 

0.03 

0.45 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.292 

0.015 

0.277 

0.192 

69.35 

Safe 

Atwal 

0826000403125100 

0.04 

0.00 

1,256.56 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

5,036.44 

Over Exploited 

Barbali 

0826000403126100 

0.06 

0.00 

3,267.94 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

3,974.33 

Over Exploited 

Barimahuli 

0826000403131100 

0.06 

0.08 

79.72 

0.10 

- 

0.10 

0.03 

0.46 

- 

- 

- 

- 

- 

- 

- 

0.096 

0.005 

0.091 

0.034 

37.34 

Safe 



0.04 

0.00 

56,956.12 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Basi 

0826000403136300 

0.06 

0.07 

105.99 

0.09 

- 

0.09 

0.04 

0.67 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.099 

0.005 

0.094 

0.059 

63.27 

Safe 

Belwa @ Darmiya 

0826000403131900 

0.06 

0.06 

27.50 

0.07 

- 

0.07 

0.04 

0.70 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.080 

0.004 

0.076 

0.041 

53.45 

Safe 

Bhesana 

0826000403136700 

0.06 

0.00 

20,040.01 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

51,478.10 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bichhawara 

0826000403134200 

0.06 

0.22 

########## 

0.26 

0.01 

0.27 

0.03 

0.46 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.334 

0.017 

0.317 

0.343 

108.07 

Over Exploited 

Boriya 

0826000403136200 

0.06 

0.03 

107.39 

0.04 

- 

0.04 

0.04 

0.67 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.052 

0.003 

0.049 

0.056 

114.17 

Over Exploited 

Damana 

0826000403126700 

0.06 

0.00 

3,890.50 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.014 

1,592.82 

Over Exploited 

Deorawas 

0826000403130700 

0.06 

0.06 

19.56 

0.07 

- 

0.07 

0.04 

0.70 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.082 

0.004 

0.078 

0.041 

52.49 

Safe 

Dhala 

0826000403133600 

0.06 

0.07 

187.92 

0.08 

- 

0.08 

0.03 

0.39 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.089 

0.004 

0.084 

0.082 

96.92 

Critical 



0.04 

0.00 

88,272.07 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.015 

1,893.37 

Over Exploited 

Dhartidevi 

0826000403136100 

0.06 

0.08 

132.17 

0.10 

- 

0.10 

0.04 

0.66 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.105 

0.005 

0.100 

0.073 

72.76 

Semi Critical 

Ghori Mari 

0826000403132100 

0.06 

0.05 

182,573.00 

0.06 

- 

0.06 

0.04 

0.55 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.073 

0.004 

0.069 

0.071 

103.49 

Over Exploited 

Godawara 

0826000403130200 

0.06 

0.03 

315.23 

0.04 

- 

0.04 

0.02 

0.24 

- 

- 

- 

- 

- 

- 

- 

0.038 

0.002 

0.036 

0.019 

53.68 

Safe 

Jalampura 

0826000403130800 

0.06 

0.04 

114.34 

0.05 

- 

0.05 

0.03 

0.42 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.056 

0.003 

0.053 

0.041 

77.47 

Semi Critical 



0.04 

0.00 

46,568.12 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jetawara 

0826000403124500 

0.06 

0.06 

(5.77) 

0.05 

- 

0.05 

0.04 

0.69 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.062 

0.003 

0.059 

0.065 

109.11 

Over Exploited 

Jhakra 

0826000403130600 

0.06 

0.06 

510,384.14 

0.08 

- 

0.08 

0.03 

0.40 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.086 

0.004 

0.082 

0.053 

64.18 

Safe 

Karel 

0826000403139300 

0.06 

0.07 

738,322.64 

0.08 

- 

0.08 

0.02 

0.26 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.088 

0.004 

0.084 

0.063 

74.82 

Semi Critical 



0.04 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Keerat 

0826000403126300 

0.06 

0.00 

24,361.50 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khairad 

0826000403132000 

0.06 

0.04 

33.60 

0.05 

- 

0.05 

0.04 

0.65 

- 

- 

- 

- 

- 

- 

- 

0.047 

0.002 

0.045 

0.021 

48.06 

Safe 

Khardiya 

0826000403130100 

0.06 

0.00 

29,034.06 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khera 

0826000403125700 

0.06 

0.00 

2,026.54 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Kherad 

0826000403136600 

0.04 

0.00 

16,870.56 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kolyari 

0826000403131000 

0.06 

0.08 

########## 

0.09 

0.02 

0.11 

0.02 

0.38 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.165 

0.008 

0.156 

0.270 

172.84 

Over Exploited 

Looniyara 

0826000403126200 

0.06 

0.05 

########## 

0.05 

0.01 

0.06 

0.02 

0.30 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.084 

0.004 

0.080 

0.101 

125.66 

Over Exploited 

Lukra 

0826000403124900 

0.06 

0.00 

18,070.32 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

112.08 

0.00 

- 

0.00 

0.01 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.015 

587.35 

Over Exploited 

Mundkosiya 

0826000403132300 

0.06 

0.05 

48.56 

0.06 

- 

0.06 

0.04 

0.69 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.074 

0.004 

0.070 

0.070 

100.24 

Over Exploited 

Nagmala 

0826000403136400 

0.06 

0.14 

159.61 

0.17 

- 

0.17 

0.04 

0.67 

- 

- 

- 

- 

- 

- 

- 

0.167 

0.008 

0.158 

0.029 

18.21 

Safe 

Nala Bada 

0826000403134300 

0.06 

0.09 

########## 

0.10 

- 

0.10 

0.02 

0.31 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.113 

0.006 

0.107 

0.046 

43.08 

Safe 

Nalachhota 

0826000403135700 

0.06 

0.01 

343,434.06 

0.01 

- 

0.01 

0.02 

0.25 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.014 

0.015 

112.40 

Over Exploited 

Naya Khola 

0826000403134100 

0.06 

0.04 

25,234.75 

0.05 

- 

0.05 

0.03 

0.44 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.064 

0.003 

0.061 

0.042 

68.58 

Safe 

Nichli Sigari 

0826000403139400 

0.06 

0.01 

1,151.50 

0.01 

- 

0.01 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.011 

0.013 

116.46 

Over Exploited 

Patiya 

0826000403135900 

0.06 

0.05 

191.09 

0.06 

- 

0.06 

0.03 

0.51 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.066 

0.003 

0.063 

0.063 

100.17 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Phalasiya 

082600040313580C 

5.663 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.023 

2.90 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.33 

0.28 

0.21 

0.012 

0.44 

0.52 


Sahiwara 

0826000403124800 

1.860 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.558 

2.50 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.002 

0.19 

0.30 







Non-command 

Quartzite 

0.002 

2.50 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sara 

0826000403136000 

4.254 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.254 

3.68 

0.025 

0.04 

0.00 

0.00 

0.00 

0.00 

0.43 

0.40 

0.13 

0.013 

0.62 

0.66 


Satka 

0826000403125000 

3.827 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.081 

2.17 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.05 

0.003 

0.19 

0.27 







Non-command 

Quartzite 

0.293 

2.17 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.001 

0.05 

0.07 


Seesvi 

0826000403130900 

1.470 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.470 

2.30 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.04 

0.004 

0.66 

0.93 


Semla 

0826000403130300 

1.873 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.654 

3.14 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.09 

0.02 

0.005 

0.55 

0.86 


Shyampura Kalan 

0826000403133900 

2.990 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.474 

2.97 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.15 

0.04 

0.008 

0.52 

0.68 


Shyampura Khurd 

0826000403134000 

1.063 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.063 

2.85 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.01 

0.003 

0.63 

0.78 


Thariveri 

0826000403130400 

2.079 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.662 

3.13 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.09 

0.02 

0.005 

0.50 

0.79 


Tumdar 

0826000403133800 

3.664 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.199 

3.02 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.27 

0.20 

0.10 

0.010 

0.56 

0.78 


Turgarh 

0826000403133700 

5.100 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.039 

3.11 

0.025 

0.03 

0.01 

0.00 

0.00 

0.00 

0.41 

0.31 

0.10 

0.015 

0.64 

0.84 


Ubapan 

0826000403124600 

0.310 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.223 

1.59 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.001 

0.46 

0.72 


Upli Sigari 

0826000403139700 

8.160 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.122 

3.18 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.17 

0.02 

0.006 

0.16 

0.17 

10004011 

Adkaliya 

0826000403130000 

5.235 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.235 

3.81 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.54 

0.32 

0.17 

0.016 

0.62 

1.05 


Amarpura 

0826000403120200 

8.832 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.122 

1.89 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.32 

0.18 

0.14 

0.019 

0.43 

0.74 


Ambawi 

0826000403120000 

3.156 

Fresh 

Non-command 

Non-command 

Quartzite 

2.352 

3.08 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.09 

0.06 

0.12 

0.007 

0.47 

0.76 


Amod 

0826000403130500 

14.871 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.472 

3.03 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.01 

0.001 

0.02 

0.03 


Atwal 

0826000403125100 

0.855 

Fresh 

Non-command 

Non-command 

Quartzite 

0.472 

3.84 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.001 

0.36 

0.53 


Awarda 

0826000403121900 

1.701 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.701 

3.09 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.09 

0.13 

0.005 

0.62 

1.08 


Badad 

0826000403129700 

2.016 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.141 

2.51 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.06 

0.003 

0.35 

0.61 


Badrana 

0826000403120300 

3.178 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.079 

3.09 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.28 

0.16 

0.18 

0.009 

0.60 

1.05 


Bagpura 

0826000403129600 

6.555 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.323 

2.76 

0.025 

0.09 

0.02 

0.00 

0.00 

0.00 

0.44 

0.26 

0.34 

0.016 

0.50 

0.82 


Bansiwara 

0826000403123900 

7.715 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

2.92 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

0.416 

2.92 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.04 

0.05 


Banswari 

0826000403128100 

2.233 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.618 

3.25 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.08 

0.005 

0.45 

0.78 


Barbali 

0826000403126100 

2.856 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.634 

3.00 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.05 

0.005 

0.36 

0.60 


Bari 

0826000403127600 

2.676 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.670 

0.85 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.002 

0.15 

0.27 


Beera 

0826000403127300 

0.987 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.987 

2.64 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.04 

0.003 

0.62 

1.08 


Bhawariya 

0826000403119000 

6.527 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.025 

2.40 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

0.939 

2.40 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.003 

0.09 

0.15 


Bujha 

0826000403128500 

0.183 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.175 

2.08 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.001 

0.59 

1.00 


Chatarpura 

0826000403128200 

5.534 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.490 

3.02 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.42 

0.24 

0.02 

0.017 

0.61 

1.07 


Chokri 

0826000403129200 

0.567 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.567 

2.30 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.05 

0.002 

0.61 

1.02 


Damana 

0826000403126700 

13.764 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.441 

3.84 

0.025 

0.06 

0.01 

0.00 

0.00 

0.00 

0.86 

0.50 

0.22 

0.026 

0.38 

0.66 


Dhamni 

0826000403129300 

1.493 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.493 

2.14 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.07 

0.005 

0.61 

1.04 


Dheekliya 

0826000403126600 

2.362 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.343 

4.08 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.26 

0.15 

0.06 

0.007 

0.61 

1.07 


Dheemri 

0826000403119600 

1.872 

Fresh 

Non-command 

Non-command 

Quartzite 

0.039 

3.00 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 



0826000403128300 

2.363 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.531 

3.28 

0.025 

0.03 

0.01 

0.00 

0.00 

0.00 

0.15 

0.08 

0.10 

0.005 

0.40 

0.70 


Dhudhkiya 

0826000403121700 

2.630 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.630 

2.66 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.11 

0.05 

0.008 

0.62 

1.08 


Ganeshpura 

0826000403122000 

4.814 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.609 

2.76 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.34 

0.19 

0.05 

0.014 

0.59 

1.04 


Gejvi 

0826000403123200 

8.507 

Fresh 

Non-command 

Non-command 

Quartzite 

0.010 

3.07 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Godana 

0826000403122100 

5.728 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.409 

3.72 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.54 

0.31 

0.18 

0.017 

0.58 

1.02 


Godawara 

0826000403130200 

6.669 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.967 

3.39 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.16 

0.01 

0.009 

0.28 

0.45 


Godawaton Ka Para 

0826000403122600 

1.314 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.810 

3.86 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.02 

0.002 

0.38 

0.66 


Gogla 

0826000403122400 

7.252 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.446 

3.87 

0.025 

0.06 

0.01 

0.00 

0.00 

0.00 

0.58 

0.33 

0.24 

0.017 

0.46 

0.81 


Goran 

0826000403134500 

4.770 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.747 

3.07 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.04 

0.002 

0.10 

0.15 


Jekra 

0826000403129100 

7.048 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.167 

2.42 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.05 

0.004 

0.10 

0.16 


Jhadol 

0826000403121600 

7.612 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.996 

2.11 

0.025 

0.06 

0.01 

0.00 

0.00 

0.00 

0.16 

0.09 

0.27 

0.006 

0.16 

0.28 


Jhanjhar Ki Pal 

0826000403122700 

7.591 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.546 

3.46 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.42 

0.25 

0.16 

0.014 

0.37 

0.64 


Jotana 

0826000403127500 

6.526 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.561 

2.57 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.14 

0.04 

0.011 

0.34 

0.59 


Kada 

0826000403118900 

7.830 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.044 

2.05 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Kakarmala 

0826000403123000 

2.441 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.412 

3.99 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.001 

0.11 

0.17 







Non-command 

Quartzite 

1.540 

3.99 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.07 

0.005 

0.41 

0.63 


Kaliya Ghati 

0826000403123100 

2.181 

Fresh 

Non-command 

Non-command 

Quartzite 

0.360 

3.54 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.11 

0.15 


Kanthariya 

0826000403129900 

9.067 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.191 

3.65 

0.025 

0.04 

0.00 

0.00 

0.00 

0.00 

0.61 

0.36 

0.12 

0.019 

0.42 

0.71 


Keerat 

0826000403126300 

8.493 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.166 

3.59 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.29 

0.17 

0.04 

0.010 

0.23 

0.40 


Khakhar 

0826000403126900 

6.865 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.833 

3.70 

0.025 

0.10 

0.01 

0.00 

0.00 

0.00 

0.63 

0.36 

0.39 

0.018 

0.53 

0.92 


Khakhara Khera 

0826000403120400 

1.088 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.137 

2.58 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.08 

0.14 


Khardiya 

0826000403130100 

7.368 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.106 

3.53 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.29 

0.18 

0.05 

0.009 

0.26 

0.42 


Khera 

0826000403125700 

2.393 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.307 

3.65 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.01 

0.004 

0.35 

0.56 







Non-command 

Quartzite 

0.019 

3.65 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Kitawaton Ka Was 

0826000403122900 

1.992 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.508 

3.63 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.01 

0.002 

0.16 

0.26 







Non-command 

Quartzite 

1.182 

3.63 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.03 

0.004 

0.38 

0.60 


Kochla 

0826000403127100 

5.001 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.764 

2.90 

0.025 

0.06 

0.01 

0.00 

0.00 

0.00 

0.32 

0.18 

0.24 

0.011 

0.47 

0.81 


Kupa Chauki 

0826000403127200 

0.979 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.877 

2.86 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.01 

0.003 

0.55 

0.97 


Kurawali Bari 

0826000403125600 

1.508 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.432 

4.18 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.01 

0.001 

0.18 

0.29 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Phalasiya 

082600040313580C 

0.06 

0.06 

116,632.56 

0.08 

0.01 

0.09 

0.03 

0.47 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.127 

0.006 

0.120 

0.226 

188.01 

Over Exploited 

Sahiwara 

082600040312480C 

0.06 

0.01 

295,480.43 

0.01 

- 

0.01 

0.01 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.014 

199.28 

Over Exploited 



0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sara 

0826000403136000 

0.06 

0.15 

167.10 

0.18 

- 

0.18 

0.04 

0.66 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.201 

0.010 

0.191 

0.139 

72.72 

Semi Critical 

Satka 

0826000403125000 

0.06 

0.01 

65,577.20 

0.01 

- 

0.01 

0.01 

0.20 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.024 

0.001 

0.023 

0.051 

226.66 

Over Exploited 



0.04 

0.00 

257,414.47 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.000 

0.015 

3,113.53 

Over Exploited 

Seesvi 

0826000403130900 

0.06 

0.06 

20.88 

0.07 

- 

0.07 

0.04 

0.70 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.077 

0.004 

0.073 

0.040 

55.63 

Safe 

Semla 

0826000403130300 

0.06 

0.05 

72.84 

0.06 

- 

0.06 

0.04 

0.58 

- 

- 

- 

- 

- 

- 

- 

0.062 

0.003 

0.059 

0.023 

39.05 

Safe 

Shyampura Kalan 

0826000403133900 

0.06 

0.07 

2.46 

0.09 

- 

0.09 

0.04 

0.56 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.099 

0.005 

0.094 

0.044 

46.35 

Safe 

Shyampura Khurd 

0826000403134000 

0.06 

0.04 

59.89 

0.05 

- 

0.05 

0.04 

0.67 

- 

- 

- 

- 

- 

- 

- 

0.046 

0.002 

0.044 

0.015 

34.94 

Safe 

Thariveri 

0826000403130400 

0.06 

0.05 

(13.80) 

0.06 

- 

0.06 

0.03 

0.53 

- 

- 

- 

- 

- 

- 

- 

0.057 

0.003 

0.054 

0.029 

54.03 

Safe 

Tumdar 

0826000403133800 

0.06 

0.10 

91.09 

0.12 

- 

0.12 

0.04 

0.60 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.143 

0.007 

0.135 

0.112 

82.52 

Semi Critical 

Turgarh 

0826000403133700 

0.06 

0.18 

69.79 

0.22 

0.01 

0.23 

0.04 

0.69 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.252 

0.013 

0.239 

0.111 

46.53 

Safe 

Ubapan 

0826000403124600 

0.06 

0.01 

106.65 

0.01 

- 

0.01 

0.03 

0.49 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.031 

189.04 

Over Exploited 

Upli Sigari 

0826000403139700 

0.06 

0.01 

########## 

0.02 

- 

0.02 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.016 

0.001 

0.015 

0.023 

157.36 

Over Exploited 

Adkaliya 

0826000403130000 

0.06 

0.18 

71.46 

0.22 

0.01 

0.23 

0.04 

0.66 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.262 

0.013 

0.249 

0.190 

76.37 

Semi Critical 

Amarpura 

0826000403120200 

0.06 

0.14 

########## 

0.17 

0.01 

0.18 

0.03 

0.46 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.211 

0.011 

0.201 

0.159 

79.05 

Semi Critical 

Ambawi 

0826000403120000 

0.04 

0.04 

8,114.35 

0.05 

0.01 

0.06 

0.03 

0.50 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.082 

0.004 

0.078 

0.129 

165.61 

Over Exploited 

Amod 

0826000403130500 

0.06 

0.00 

315,757.17 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

1,699.59 

Over Exploited 

Atwal 

0826000403125100 

0.04 

0.01 

177.81 

0.01 

- 

0.01 

0.02 

0.39 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.044 

256.93 

Over Exploited 

Awarda 

0826000403121900 

0.06 

0.06 

53.27 

0.07 

- 

0.07 

0.04 

0.66 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.082 

0.004 

0.078 

0.133 

170.59 

Over Exploited 

Badad 

0826000403129700 

0.06 

0.02 

########## 

0.02 

- 

0.02 

0.02 

0.37 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.034 

0.002 

0.032 

0.063 

197.40 

Over Exploited 

Badrana 

0826000403120300 

0.06 

0.11 

50.81 

0.13 

0.01 

0.14 

0.04 

0.64 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.167 

0.008 

0.158 

0.188 

119.04 

Over Exploited 

Bagpura 

0826000403129600 

0.06 

0.15 

74.04 

0.18 

0.02 

0.20 

0.03 

0.53 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.262 

0.013 

0.248 

0.357 

143.78 

Over Exploited 

Bansiwara 

0826000403123900 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

1,514.93 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.008 

1,126.55 

Over Exploited 

Banswari 

0826000403128100 

0.06 

0.04 

9.20 

0.05 

- 

0.05 

0.03 

0.48 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.060 

0.003 

0.057 

0.083 

146.16 

Over Exploited 

Barbali 

0826000403126100 

0.06 

0.03 

49,186.73 

0.04 

- 

0.04 

0.02 

0.38 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.050 

0.002 

0.047 

0.053 

112.09 

Over Exploited 

Bari 

0826000403127600 

0.06 

0.00 

359.80 

0.00 

- 

0.00 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.003 

0.032 

929.20 

Over Exploited 

Beera 

0826000403127300 

0.06 

0.03 

22.98 

0.04 

- 

0.04 

0.04 

0.66 

- 

- 

- 

- 

- 

- 

- 

0.042 

0.002 

0.040 

0.045 

113.19 

Over Exploited 

Bhawariya 

0826000403119000 

0.06 

0.00 

365,999.48 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

302.08 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.010 

255.87 

Over Exploited 

Bujha 

0826000403128500 

0.06 

0.01 

89.86 

0.01 

- 

0.01 

0.04 

0.63 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.025 

364.84 

Over Exploited 

Chatarpura 

0826000403128200 

0.06 

0.19 

26.50 

0.23 

- 

0.23 

0.04 

0.65 

- 

- 

- 

- 

- 

- 

- 

0.231 

0.012 

0.220 

0.041 

18.57 

Safe 

Chokri 

0826000403129200 

0.06 

0.02 

28.62 

0.02 

- 

0.02 

0.04 

0.65 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.034 

0.002 

0.032 

0.050 

154.92 

Over Exploited 

Damana 

0826000403126700 

0.06 

0.18 

########## 

0.21 

0.01 

0.22 

0.03 

0.40 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.264 

0.013 

0.251 

0.248 

98.81 

Critical 

Dhamni 

0826000403129300 

0.06 

0.05 

12.21 

0.06 

- 

0.06 

0.04 

0.66 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.069 

0.003 

0.065 

0.078 

118.66 

Over Exploited 

Dheekliya 

0826000403126600 

0.06 

0.08 

81.18 

0.10 

- 

0.10 

0.04 

0.65 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.109 

0.005 

0.103 

0.067 

65.00 

Safe 

Dheemri 

0826000403119600 

0.04 

0.00 

22,070.96 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 


0826000403128300 

0.06 

0.03 

89,163.80 

0.04 

0.01 

0.05 

0.03 

0.43 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.071 

0.004 

0.068 

0.101 

149.08 

Over Exploited 

Dhudhkiya 

0826000403121700 

0.06 

0.09 

13.76 

0.11 

- 

0.11 

0.04 

0.66 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.116 

0.006 

0.110 

0.056 

50.93 

Safe 

Ganeshpura 

0826000403122000 

0.06 

0.16 

23.73 

0.19 

- 

0.19 

0.04 

0.63 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.197 

0.010 

0.187 

0.067 

35.79 

Safe 

Gejvi 

0826000403123200 

0.04 

0.00 

89,819.72 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Godana 

0826000403122100 

0.06 

0.18 

19,445.54 

0.21 

0.01 

0.22 

0.04 

0.62 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.243 

0.012 

0.231 

0.199 

85.92 

Semi Critical 

Godawara 

0826000403130200 

0.06 

0.05 

240.24 

0.06 

- 

0.06 

0.02 

0.29 

- 

- 

- 

- 

- 

- 

- 

0.056 

0.003 

0.053 

0.021 

39.58 

Safe 

Godawaton Ka Para 

0826000403122600 

0.06 

0.02 

303,761.90 

0.02 

- 

0.02 

0.03 

0.41 

- 

- 

- 

- 

- 

- 

- 

0.020 

0.001 

0.019 

0.026 

137.53 

Over Exploited 

Gogla 

0826000403122400 

0.06 

0.14 

########## 

0.16 

0.01 

0.17 

0.03 

0.50 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.215 

0.011 

0.204 

0.255 

124.80 

Over Exploited 

Goran 

0826000403134500 

0.06 

0.00 

929.47 

0.00 

- 

0.00 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.014 

0.044 

312.91 

Over Exploited 

Jekra 

0826000403129100 

0.06 

0.01 

647.24 

0.01 

- 

0.01 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.054 

313.84 

Over Exploited 

Jhadol 

0826000403121600 

0.06 

0.01 

########## 

0.01 

0.01 

0.02 

0.01 

0.17 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.053 

0.003 

0.050 

0.272 

539.84 

Over Exploited 

Jhanjhar Ki Pal 

0826000403122700 

0.06 

0.09 

661,590.93 

0.11 

0.01 

0.12 

0.02 

0.40 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.153 

0.008 

0.145 

0.170 

117.24 

Over Exploited 

Jotana 

0826000403127500 

0.06 

0.07 

########## 

0.08 

- 

0.08 

0.02 

0.36 

- 

- 

- 

- 

- 

- 

- 

0.079 

0.004 

0.075 

0.053 

70.82 

Semi Critical 

Kada 

0826000403118900 

0.06 

0.00 

59,619.69 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kakarmala 

0826000403123000 

0.06 

0.00 

931.27 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.019 

659.89 

Over Exploited 



0.04 

0.02 

32,182.33 

0.03 

- 

0.03 

0.03 

0.43 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.039 

0.002 

0.037 

0.077 

207.75 

Over Exploited 

Kaliya Ghati 

0826000403123100 

0.04 

0.00 

480.72 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.015 

827.02 

Over Exploited 

Kanthariya 

0826000403129900 

0.06 

0.14 

993,233.01 

0.17 

- 

0.17 

0.03 

0.45 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.185 

0.009 

0.176 

0.139 

78.94 

Semi Critical 

Keerat 

0826000403126300 

0.06 

0.03 

########## 

0.04 

- 

0.04 

0.02 

0.25 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.050 

0.003 

0.048 

0.052 

108.53 

Over Exploited 

Khakhar 

0826000403126900 

0.06 

0.17 

34,657.31 

0.21 

0.01 

0.22 

0.03 

0.56 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.288 

0.014 

0.274 

0.407 

148.56 

Over Exploited 

Khakhara Khera 

0826000403120400 

0.06 

0.00 

722.88 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.012 

1,792.67 

Over Exploited 

Khardiya 

0826000403130100 

0.06 

0.04 

########## 

0.05 

- 

0.05 

0.02 

0.28 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.060 

0.003 

0.057 

0.063 

110.65 

Over Exploited 

Khera 

0826000403125700 

0.06 

0.03 

########## 

0.03 

- 

0.03 

0.02 

0.37 

- 

- 

- 

- 

- 

- 

- 

0.031 

0.002 

0.029 

0.016 

54.60 

Safe 



0.04 

0.00 

10,555.40 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kitawaton Ka Was 

0826000403122900 

0.06 

0.00 

514.06 

0.01 

- 

0.01 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.005 

0.014 

251.70 

Over Exploited 



0.04 

0.02 

15,245.70 

0.02 

- 

0.02 

0.03 

0.40 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.029 

0.001 

0.027 

0.033 

118.92 

Over Exploited 

Kochla 

0826000403127100 

0.06 

0.10 

########## 

0.12 

0.01 

0.13 

0.03 

0.50 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.157 

0.008 

0.149 

0.251 

168.23 

Over Exploited 

Kupa Chauki 

0826000403127200 

0.06 

0.03 

29.36 

0.03 

- 

0.03 

0.04 

0.59 

- 

- 

- 

- 

- 

- 

- 

0.033 

0.002 

0.032 

0.015 

46.39 

Safe 

Kurawali Bari 

0826000403125600 

0.06 

0.00 

537.43 

0.01 

- 

0.01 

0.01 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.007 

140.64 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Quartzite 

0.721 

4.18 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.002 

0.31 

0.48 


Kurawali Khurd 

0826000403125500 

0.763 

Fresh 

Non-command 

Non-command 

Quartzite 

0.344 

3.98 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.30 

0.44 


Lakha Gurha 

0826000403122500 

2.499 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.122 

3.99 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.24 

0.14 

0.11 

0.006 

0.53 

0.92 


Leelawas 

0826000403121800 

1.239 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.087 

2.57 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.07 

0.003 

0.54 

0.95 


Looniyara 

0826000403126200 

7.875 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.223 

1.93 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.03 


Lukra 

0826000403124900 

1.315 

Fresh 

Non-command 

Non-command 

Quartzite 

0.059 

3.03 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.04 


Lunawaton Ka Khera 

0826000403129800 

3.380 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.380 

2.25 

0.025 

0.03 

0.01 

0.00 

0.00 

0.00 

0.21 

0.12 

0.10 

0.010 

0.62 

1.07 


Madri 

0826000403134400 

18.232 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.307 

3.20 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.01 

0.01 


Magwas 

0826000403126800 

3.316 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.353 

3.80 

0.025 

0.06 

0.01 

0.00 

0.00 

0.00 

0.27 

0.16 

0.25 

0.007 

0.44 

0.77 


Mahadevji Ka Kad 

0826000403122200 

1.511 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.894 

1.72 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.04 

0.003 

0.37 

0.62 


Makradeo 

0826000403128400 

5.225 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.122 

2.09 

0.025 

0.06 

0.01 

0.00 

0.00 

0.00 

0.32 

0.18 

0.21 

0.016 

0.60 

1.05 


Malaniya Kalan 

0826000403126000 

2.158 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.251 

3.85 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.03 

0.004 

0.36 

0.61 


Manas 

0826000403129400 

4.983 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.834 

2.25 

0.025 

0.10 

0.02 

0.00 

0.00 

0.00 

0.35 

0.20 

0.39 

0.015 

0.60 

1.03 


Maseengpura 

0826000403129500 

1.306 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.306 

2.48 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.08 

0.004 

0.61 

1.04 


Melaniya Khurd 

0826000403125900 

0.278 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.273 

4.21 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.05 

0.001 

0.62 

1.03 


Mohammad Phalasiya 

0826000403116800 

13.832 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.842 

1.61 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.34 

0.19 

0.04 

0.024 

0.35 

0.61 


Namli 

0826000403120600 

2.238 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.123 

2.55 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.000 

0.03 

0.06 


Nandela 

0826000403120500 

1.266 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.214 

2.33 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.04 

0.004 

0.59 

1.04 


Naya Gaon 

0826000403126400 

3.378 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.268 

3.77 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.24 

0.14 

0.15 

0.007 

0.42 

0.72 


Nayarahat 

0826000403122300 

0.696 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.574 

1.62 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.002 

0.51 

0.89 


Netaji Ka Bara 

0826000403116900 

10.688 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.072 

1.70 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Ora 

0826000403124700 

1.397 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.301 

4.21 

0.025 

0.08 

0.01 

0.00 

0.00 

0.00 

0.21 

0.13 

0.30 

0.004 

0.59 

0.96 


Owra 

0826000403129000 

1.298 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.259 

2.13 

0.025 

0.02 

0.01 

0.00 

0.00 

0.00 

0.08 

0.05 

0.09 

0.004 

0.59 

1.01 


Pai 

0826000503158600 

27.524 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.312 

1.36 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 


Palawara 

0826000403128600 

2.777 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.855 

2.07 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.02 

0.003 

0.19 

0.33 


Paliya Khera 

0826000403127700 

9.238 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.181 

1.19 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.09 

0.03 

0.016 

0.35 

0.60 


Palkhuna 

0826000403125400 

0.758 

Fresh 

Non-command 

Non-command 

Quartzite 

0.661 

3.84 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.002 

0.58 

0.83 


Parda 

0826000403125200 

0.937 

Fresh 

Non-command 

Non-command 

Quartzite 

0.733 

3.42 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.002 

0.53 

0.72 


Reechhawar 

0826000403135100 

7.202 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.611 

2.59 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.02 

0.002 

0.05 

0.08 


Rohimala 

0826000403125300 

1.871 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.002 

3.35 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

1.573 

3.35 

0.010 

0.02 

0.01 

0.00 

0.00 

0.00 

0.06 

0.05 

0.09 

0.005 

0.58 

0.75 


Sahiwara 

0826000403124800 

1.860 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.283 

2.50 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.10 

0.15 


Saldari 

0826000403127900 

6.111 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.517 

1.84 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.13 

0.02 

0.014 

0.46 

0.79 


Salukhera 

0826000403120700 

3.014 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.084 

1.99 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.03 

0.003 

0.22 

0.39 


Sandmari 

0826000403119900 

1.848 

Fresh 

Non-command 

Non-command 

Quartzite 

0.017 

2.92 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Sarwali 

0826000403125800 

1.433 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.053 

4.18 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.02 

0.003 

0.46 

0.77 


Satka 

0826000403125000 

3.827 

Fresh 

Non-command 

Non-command 

Quartzite 

0.010 

2.17 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Selana 

0826000403128000 

4.036 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.714 

2.33 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.26 

0.15 

0.17 

0.011 

0.57 

0.99 


Shivpura 

0826000403127400 

4.021 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.099 

1.95 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.05 

0.006 

0.32 

0.56 


Sultanji Ka Kherwara 

0826000403127000 

4.627 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.638 

3.00 

0.025 

0.08 

0.01 

0.00 

0.00 

0.00 

0.34 

0.20 

0.31 

0.011 

0.49 

0.85 


Teendor 

0826000403128900 

2.349 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.019 

2.23 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Thobawara 

0826000403122800 

1.719 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.669 

4.16 

0.025 

0.06 

0.01 

0.00 

0.00 

0.00 

0.22 

0.14 

0.23 

0.005 

0.61 

1.00 


Upreta 

0826000403120100 

12.978 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.872 

2.71 

0.025 

0.03 

0.01 

0.00 

0.00 

0.00 

0.28 

0.17 

0.09 

0.012 

0.19 

0.31 







Non-command 

Quartzite 

4.499 

2.71 

0.010 

0.04 

0.01 

0.00 

0.00 

0.00 

0.15 

0.09 

0.13 

0.014 

0.22 

0.36 


Vanpura 

0826000403126500 

2.303 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.139 

3.74 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.12 

0.04 

0.007 

0.57 

1.00 


Wangli 

0826000403119500 

0.925 

Fresh 

Non-command 

Non-command 

Quartzite 

0.016 

3.23 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 

10004012 

Adol 

0826000403121300 

3.780 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.868 

2.36 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.07 

0.06 

0.006 

0.31 

0.53 


Akodara 

0826000403115900 

0.562 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.128 

2.63 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.05 

0.000 

0.14 

0.23 


Alsigarh 

0826000503158500 

21.929 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.831 

2.37 

0.030 

0.03 

0.00 

0.00 

0.00 

0.00 

0.80 

0.46 

0.10 

0.021 

0.30 

0.52 


Bachhar 

0826000503156800 

2.935 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.156 

2.70 

0.030 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.10 

0.002 

0.24 

0.41 


Badoondiya 

0826000203082900 

2.064 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.118 

4.43 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.11 

0.005 

0.31 

0.48 


Bagdunda 

0826000203083500 

4.683 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.380 

4.54 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.39 

0.25 

0.32 

0.014 

0.42 

0.64 


Belniya 

0826000403121500 

3.777 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.363 

2.42 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.09 

0.06 

0.007 

0.39 

0.68 


Bharodi 

0826000203083400 

2.285 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.537 

4.32 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.11 

0.11 

0.006 

0.39 

0.59 


Bheoriya 

0826000203082400 

5.816 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.575 

4.11 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.23 

0.15 

0.05 

0.011 

0.26 

0.41 


Borao Ka Khera 

0826000503156700 

2.127 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.142 

2.78 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.02 

0.002 

0.33 

0.55 


Brahmanon Ka Kherwara 

0826000403121000 

3.372 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.372 

2.38 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.22 

0.13 

0.08 

0.010 

0.62 

1.08 


Chandwas 

0826000403116600 

4.078 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.923 

1.97 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.22 

0.13 

0.16 

0.012 

0.59 

1.03 


Changla 

0826000403121200 

3.333 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.320 

2.32 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.08 

0.004 

0.24 

0.43 


Chechlaya 

0826000403120900 

2.656 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.349 

1.79 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.07 

0.07 

0.007 

0.55 

0.95 


Chhali 

0826000203082500 

3.899 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.421 

3.99 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.25 

0.16 

0.27 

0.010 

0.36 

0.56 


Chhatardi 

0826000403121400 

5.348 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.138 

2.41 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.11 

0.04 

0.010 

0.36 

0.63 


Deola 

0826000403116300 

0.524 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.524 

1.98 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.002 

0.62 

1.05 


Dewas 

0826000403116100 

7.503 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.407 

2.27 

0.025 

0.07 

0.02 

0.00 

0.00 

0.00 

0.36 

0.21 

0.25 

0.017 

0.44 

0.76 


Dhadhawali 

0826000403115800 

10.096 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.045 

2.15 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.53 

0.31 

0.17 

0.028 

0.55 

0.92 


Dodawali 

0826000503156400 

8.449 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.804 

3.72 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.33 

0.21 

0.07 

0.005 

0.20 

0.32 


Gadariyawas 

0826000403116500 

11.695 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.963 

2.25 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.47 

0.27 

0.05 

0.024 

0.42 

0.73 


Gata 

0826000203081400 

4.234 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.907 

4.52 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.29 

0.19 

0.11 

0.012 

0.40 

0.61 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.04 

0.01 

118.34 

0.01 

- 

0.01 

0.02 

0.33 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.010 

0.016 

159.94 

Over Exploited 

Kurawali Khurd 

0826000403125500 

0.04 

0.00 

2,836.76 

0.00 

- 

0.00 

0.02 

0.32 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.023 

596.81 

Over Exploited 

Lakha Gurha 

0826000403122500 

0.06 

0.06 

17,228.04 

0.07 

- 

0.07 

0.03 

0.56 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.095 

0.005 

0.090 

0.116 

129.19 

Over Exploited 

Leelawas 

0826000403121800 

0.06 

0.03 

52.43 

0.04 

- 

0.04 

0.04 

0.58 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.050 

0.003 

0.048 

0.077 

161.28 

Over Exploited 

Looniyara 

0826000403126200 

0.06 

0.00 

426,003.38 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

4,655.61 

Over Exploited 

Lukra 

0826000403124900 

0.04 

0.00 

1,605.29 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Lunawaton Ka Khera 

0826000403129800 

0.06 

0.12 

1.43 

0.12 

0.01 

0.13 

0.04 

0.66 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.151 

0.008 

0.144 

0.106 

74.02 

Semi Critical 

Madri 

0826000403134400 

0.06 

0.00 

9,770.16 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

3,374.10 

Over Exploited 

Magwas 

0826000403126800 

0.06 

0.06 

324,421.17 

0.07 

0.01 

0.08 

0.03 

0.47 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.128 

0.006 

0.122 

0.253 

207.70 

Over Exploited 

Mahadevji Ka Kad 

0826000403122200 

0.06 

0.02 

52.02 

0.02 

- 

0.02 

0.02 

0.39 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.032 

0.002 

0.031 

0.045 

144.89 

Over Exploited 

Makradeo 

0826000403128400 

0.06 

0.18 

3.41 

0.18 

0.01 

0.19 

0.04 

0.64 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.233 

0.012 

0.222 

0.226 

101.85 

Over Exploited 

Malaniya Kalan 

0826000403126000 

0.06 

0.02 

516,343.52 

0.03 

- 

0.03 

0.02 

0.38 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.040 

0.002 

0.038 

0.034 

89.99 

Semi Critical 

Manas 

0826000403129400 

0.06 

0.17 

23.74 

0.20 

0.02 

0.22 

0.04 

0.64 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.288 

0.014 

0.274 

0.404 

147.41 

Over Exploited 

Maseengpura 

0826000403129500 

0.06 

0.05 

29.58 

0.06 

- 

0.06 

0.04 

0.66 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.065 

0.003 

0.062 

0.081 

130.95 

Over Exploited 

Melaniya Khurd 

0826000403125900 

0.06 

0.01 

140.38 

0.01 

- 

0.01 

0.04 

0.66 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.022 

0.001 

0.021 

0.055 

267.45 

Over Exploited 

Mohammad Phalasiya 

0826000403116800 

0.06 

0.14 

########## 

0.17 

- 

0.17 

0.02 

0.37 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.179 

0.009 

0.170 

0.066 

38.87 

Safe 

Namli 

0826000403120600 

0.06 

0.00 

1,777.63 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

2,333.69 

Over Exploited 

Nandela 

0826000403120500 

0.06 

0.04 

12.25 

0.05 

- 

0.05 

0.04 

0.63 

- 

- 

- 

- 

- 

- 

- 

0.046 

0.002 

0.044 

0.046 

104.14 

Over Exploited 

Naya Gaon 

0826000403126400 

0.06 

0.05 

60.44 

0.06 

0.01 

0.07 

0.03 

0.44 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.105 

0.005 

0.099 

0.157 

157.78 

Over Exploited 

Nayarahat 

0826000403122300 

0.06 

0.02 

13.97 

0.02 

- 

0.02 

0.03 

0.54 

- 

- 

- 

- 

- 

- 

- 

0.019 

0.001 

0.018 

0.026 

141.93 

Over Exploited 

Netaji Ka Bara 

0826000403116900 

0.06 

0.00 

192,509.27 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ora 

0826000403124700 

0.06 

0.04 

190.39 

0.05 

0.01 

0.06 

0.04 

0.63 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.123 

0.006 

0.116 

0.304 

260.98 

Over Exploited 

Owra 

0826000403129000 

0.06 

0.04 

6.68 

0.05 

0.01 

0.06 

0.04 

0.63 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.076 

0.004 

0.072 

0.093 

129.27 

Over Exploited 

Pai 

0826000503158600 

0.07 

0.00 

403,493.71 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Palawara 

0826000403128600 

0.06 

0.01 

239.78 

0.01 

- 

0.01 

0.01 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.011 

0.027 

252.58 

Over Exploited 

Paliya Khera 

0826000403127700 

0.06 

0.10 

184,324.18 

0.09 

- 

0.09 

0.02 

0.37 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.104 

0.005 

0.098 

0.046 

46.55 

Safe 

Palkhuna 

0826000403125400 

0.04 

0.02 

16.66 

0.02 

- 

0.02 

0.04 

0.62 

- 

- 

- 

- 

- 

- 

- 

0.018 

0.001 

0.017 

0.016 

94.20 

Critical 

Parda 

0826000403125200 

0.04 

0.02 

66.79 

0.02 

- 

0.02 

0.04 

0.57 

- 

- 

- 

- 

- 

- 

- 

0.019 

0.001 

0.018 

0.024 

136.92 

Over Exploited 

Reechhawar 

0826000403135100 

0.06 

0.00 

1,697.86 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.020 

982.06 

Over Exploited 

Rohimala 

0826000403125300 

0.06 

0.00 

270,940.82 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.04 

33.50 

0.04 

0.01 

0.05 

0.04 

0.62 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.074 

0.004 

0.070 

0.091 

129.24 

Over Exploited 

Sahiwara 

0826000403124800 

0.06 

0.00 

124,642.83 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.007 

400.69 

Over Exploited 

Saldari 

0826000403127900 

0.06 

0.12 

449,005.05 

0.13 

- 

0.13 

0.03 

0.49 

- 

- 

- 

- 

- 

- 

- 

0.125 

0.006 

0.119 

0.038 

31.75 

Safe 

Salukhera 

0826000403120700 

0.06 

0.01 

165.50 

0.02 

- 

0.02 

0.01 

0.24 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.027 

0.001 

0.025 

0.033 

132.10 

Over Exploited 

Sandmari 

0826000403119900 

0.04 

0.00 

7,080.90 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sarwali 

0826000403125800 

0.06 

0.03 

9,075.79 

0.03 

- 

0.03 

0.03 

0.49 

- 

- 

- 

- 

- 

- 

- 

0.032 

0.002 

0.030 

0.027 

90.85 

Critical 

Satka 

0826000403125000 

0.04 

0.00 

22,501.87 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Selana 

0826000403128000 

0.06 

0.12 

21.48 

0.14 

0.01 

0.15 

0.04 

0.61 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.185 

0.009 

0.176 

0.179 

102.09 

Over Exploited 

Shivpura 

0826000403127400 

0.06 

0.03 

34,026.74 

0.03 

- 

0.03 

0.02 

0.34 

- 

- 

- 

- 

- 

- 

- 

0.034 

0.002 

0.033 

0.054 

166.54 

Over Exploited 

Sultanji Ka Kherwara 

0826000403127000 

0.06 

0.10 

173,682.19 

0.12 

0.01 

0.13 

0.03 

0.52 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.191 

0.010 

0.182 

0.317 

174.69 

Over Exploited 

Teendor 

0826000403128900 

0.06 

0.00 

12,601.56 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Thobawara 

0826000403122800 

0.06 

0.06 

133.53 

0.07 

0.01 

0.08 

0.04 

0.65 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.120 

0.006 

0.114 

0.233 

204.05 

Over Exploited 

Upreta 

0826000403120100 

0.06 

0.04 

########## 

0.05 

0.01 

0.06 

0.01 

0.20 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.076 

0.004 

0.072 

0.102 

141.67 

Over Exploited 



0.04 

0.04 

88,603.97 

0.05 

0.01 

0.06 

0.01 

0.23 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.076 

0.004 

0.072 

0.144 

199.01 

Over Exploited 

Vanpura 

0826000403126500 

0.06 

0.07 

71.31 

0.08 

- 

0.08 

0.04 

0.61 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.094 

0.005 

0.090 

0.043 

47.46 

Safe 

Wangli 

0826000403119500 

0.04 

0.00 

3,999.94 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Adol 

0826000403121300 

0.06 

0.02 

484,561.21 

0.03 

- 

0.03 

0.02 

0.33 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.037 

0.002 

0.036 

0.066 

185.02 

Over Exploited 

Akodara 

0826000403115900 

0.06 

0.00 

7,112.96 

0.00 

- 

0.00 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.048 

461.78 

Over Exploited 

Alsigarh 

0826000503158500 

0.07 

0.18 

########## 

0.22 

- 

0.22 

0.02 

0.32 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.239 

0.012 

0.227 

0.125 

55.05 

Safe 

Bachhar 

0826000503156800 

0.07 

0.01 

11,615.13 

0.01 

- 

0.01 

0.02 

0.26 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.021 

0.103 

481.89 

Over Exploited 

Badoondiya 

0826000203082900 

0.06 

0.01 

2,328.94 

0.02 

- 

0.02 

0.03 

0.34 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.037 

0.002 

0.035 

0.119 

340.24 

Over Exploited 

Bagdunda 

0826000203083500 

0.06 

0.09 

197.78 

0.10 

0.01 

0.11 

0.04 

0.46 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.173 

0.009 

0.164 

0.338 

206.12 

Over Exploited 

Belniya 

0826000403121500 

0.06 

0.04 

282,541.30 

0.05 

- 

0.05 

0.03 

0.41 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.059 

0.003 

0.056 

0.067 

119.66 

Over Exploited 

Bharodi 

0826000203083400 

0.06 

0.03 

238,482.76 

0.04 

- 

0.04 

0.04 

0.43 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.061 

0.003 

0.058 

0.120 

206.45 

Over Exploited 

Bheoriya 

0826000203082400 

0.06 

0.04 

########## 

0.04 

- 

0.04 

0.02 

0.28 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.054 

0.003 

0.051 

0.065 

127.14 

Over Exploited 

Borao Ka Khera 

0826000503156700 

0.07 

0.01 

651,318.73 

0.01 

- 

0.01 

0.02 

0.35 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.014 

0.020 

149.73 

Over Exploited 

Brahmanon Ka Kherwara 

0826000403121000 

0.06 

0.12 

5.86 

0.13 

- 

0.13 

0.04 

0.66 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.146 

0.007 

0.139 

0.094 

67.89 

Safe 

Chandwas 

0826000403116600 

0.06 

0.13 

(3.58) 

0.13 

0.01 

0.14 

0.04 

0.63 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.169 

0.008 

0.160 

0.168 

104.87 

Over Exploited 

Changla 

0826000403121200 

0.06 

0.01 

########## 

0.01 

- 

0.01 

0.02 

0.26 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.024 

0.001 

0.023 

0.088 

385.16 

Over Exploited 

Chechlaya 

0826000403120900 

0.06 

0.07 

100,153.53 

0.07 

- 

0.07 

0.04 

0.58 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.081 

0.004 

0.077 

0.079 

102.99 

Over Exploited 

Chhali 

0826000203082500 

0.06 

0.05 

76,219.95 

0.06 

0.01 

0.07 

0.03 

0.39 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.123 

0.006 

0.117 

0.280 

239.41 

Over Exploited 

Chhatardi 

0826000403121400 

0.06 

0.06 

########## 

0.07 

- 

0.07 

0.02 

0.39 

- 

- 

- 

- 

- 

- 

- 

0.067 

0.003 

0.064 

0.052 

80.93 

Semi Critical 

Deola 

0826000403116300 

0.06 

0.02 

(18.24) 

0.02 

- 

0.02 

0.04 

0.66 

- 

- 

- 

- 

- 

- 

- 

0.015 

0.001 

0.014 

0.002 

11.15 

Safe 

Dewas 

0826000403116100 

0.06 

0.13 

264,270.02 

0.16 

0.02 

0.18 

0.03 

0.47 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.229 

0.011 

0.218 

0.268 

122.79 

Over Exploited 

Dhadhawali 

0826000403115800 

0.06 

0.28 

342,799.20 

0.31 

0.01 

0.32 

0.04 

0.59 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.353 

0.018 

0.335 

0.196 

58.40 

Safe 

Dodawali 

0826000503156400 

0.07 

0.02 

########## 

0.02 

- 

0.02 

0.02 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.022 

0.001 

0.021 

0.077 

367.35 

Over Exploited 

Gadariyawas 

0826000403116500 

0.06 

0.19 

734,140.76 

0.23 

- 

0.23 

0.03 

0.45 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.237 

0.012 

0.226 

0.072 

32.05 

Safe 

Gata 

0826000203081400 

0.06 

0.06 

########## 

0.08 

- 

0.08 

0.04 

0.44 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.097 

0.005 

0.093 

0.120 

129.79 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Gorana 

082600040312110C 

6.340 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.417 

2.29 

0.025 

0.12 

0.02 

0.00 

0.00 

0.00 

0.30 

0.17 

0.44 

0.010 

0.33 

0.58 


Jeerai 

0826000203083300 

1.043 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.043 

4.49 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.04 

0.004 

0.58 

0.88 


Jhadol 

0826000403121600 

7.612 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.696 

2.11 

0.025 

0.06 

0.01 

0.00 

0.00 

0.00 

0.14 

0.08 

0.24 

0.005 

0.14 

0.24 


Jolawas 

0826000203083200 

9.450 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.924 

4.55 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.57 

0.37 

0.10 

0.025 

0.36 

0.55 


Kachhwa 

0826000203081300 

3.362 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.861 

4.55 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.08 

0.004 

0.15 

0.23 


Karnali 

0826000503156500 

2.083 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.434 

3.28 

0.030 

0.03 

0.00 

0.00 

0.00 

0.00 

0.17 

0.10 

0.10 

0.003 

0.41 

0.68 


Keli 

0826000503157000 

5.201 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.361 

2.51 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.10 

0.01 

0.005 

0.28 

0.48 


Khakhara Khera 

0826000403120400 

1.088 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.952 

2.58 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.10 

0.003 

0.54 

0.95 


Kumariya Khera 

0826000503158700 

8.051 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.419 

1.48 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.03 

0.06 


Kurdau 

0826000203083000 

3.827 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.021 

4.40 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.29 

0.19 

0.05 

0.013 

0.46 

0.70 


Leelawas 

0826000403121800 

1.239 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.152 

2.57 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.08 

0.13 


Mada 

0826000203082800 

8.231 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.508 

4.10 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.48 

0.31 

0.10 

0.023 

0.39 

0.60 


Madri 

0826000503156900 

0.937 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.746 

2.53 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.01 

0.001 

0.49 

0.83 


Majam 

0826000203083600 

6.091 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.112 

4.78 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.05 

0.005 

0.11 

0.16 


Majawad 

0826000203083100 

9.107 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.670 

4.49 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.57 

0.37 

0.25 

0.024 

0.36 

0.55 


Malariya Kalan (Delwara) 

0826000203082700 

0.977 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.849 

4.01 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.07 

0.004 

0.51 

0.78 


Malariya Khurd (Gogunda) 

0826000203082600 

3.345 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.679 

4.29 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.04 

0.007 

0.29 

0.45 


Malpur 

0826000403116700 

4.657 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.589 

1.75 

0.025 

0.03 

0.01 

0.00 

0.00 

0.00 

0.18 

0.10 

0.11 

0.011 

0.48 

0.82 


Mohammad Phalasiya 

0826000403116800 

13.832 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.205 

1.61 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.01 

0.02 


Mokhal 

0826000203082000 

10.249 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.099 

3.30 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.01 


Mokhi 

0826000203081500 

7.236 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.676 

2.71 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.003 

0.05 

0.08 


Morwa 

0826000203081800 

4.787 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.021 

3.33 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mundawali 

0826000403116200 

4.076 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.328 

2.10 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.11 

0.06 

0.010 

0.50 

0.86 


Namli 

0826000403120600 

2.238 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.114 

2.55 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.05 

0.006 

0.58 

1.02 


Nandbel 

0826000403116000 

5.870 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.491 

2.56 

0.025 

0.05 

0.01 

0.00 

0.00 

0.00 

0.26 

0.16 

0.19 

0.011 

0.36 

0.61 


Nandela 

0826000403120500 

1.266 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.037 

2.33 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 


Nayarahat 

0826000403122300 

0.696 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.016 

1.62 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.03 


Pai 

0826000503158600 

27.524 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

11.819 

1.36 

0.030 

0.02 

0.00 

0.00 

0.00 

0.00 

0.50 

0.29 

0.06 

0.023 

0.26 

0.46 


Patiyan 

0826000203081700 

9.208 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.145 

3.09 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 


Peepalwas 

0826000503158400 

5.580 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.624 

2.21 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.03 

0.003 

0.18 

0.31 


Ranan 

0826000203081200 

5.833 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.791 

4.30 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.02 

0.003 

0.08 

0.12 


Rathoran Ka Gurha 

0826000503140600 

6.967 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.055 

5.00 

0.030 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.01 


Salar 

0826000403115700 

12.016 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.104 

1.88 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Salukhera 

0826000403120700 

3.014 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.769 

1.99 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.05 

0.005 

0.36 

0.63 


Sarna 

0826000403120800 

3.090 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.816 

1.83 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.06 

0.009 

0.56 

0.98 


Senwara 

0826000203082200 

22.946 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.308 

2.41 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.02 

0.010 

0.06 

0.10 


Soorajgarh 

0826000203082100 

9.129 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.155 

2.87 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.02 


Surana 

0826000503156600 

0.461 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.461 

2.88 

0.030 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.06 

0.001 

0.61 

1.02 


Talai 

0826000403116400 

5.966 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.520 

1.92 

0.025 

0.04 

0.01 

0.00 

0.00 

0.00 

0.29 

0.17 

0.14 

0.017 

0.57 

0.98 


Undithal 

0826000203082300 

18.526 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

11.835 

3.32 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.86 

0.53 

0.27 

0.049 

0.38 

0.61 

10004013 

Adooji Ka Was 

0826000303094100 

2.159 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.959 

1.83 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.03 

0.004 

0.55 

0.84 


Ajaypura 

0826000203080500 

1.405 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.819 

2.40 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.003 

0.34 

0.51 


Akyawar 

0826000303086400 

4.239 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.023 

3.30 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Erinpura Granite 

0.026 

3.30 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Amba 

0826000303096800 

2.891 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.707 

3.42 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.13 

0.01 

0.006 

0.53 

0.79 


Ambawa 

0826000303092400 

1.824 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.453 

4.35 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.01 

0.003 

0.46 

0.69 


Amri 

0826000303093700 

2.941 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.104 

1.92 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.002 

0.23 

0.37 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.309 

1.92 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.003 

0.27 

0.44 


Atatiya 

0826000403115300 

0.766 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.766 

1.38 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.06 

0.002 

0.63 

0.93 


Balti Ka Khera 

0826000403114800 

4.587 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.590 

1.95 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.00 

0.005 

0.22 

0.29 


Bansriya 

0826000403117600 

2.101 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.487 

1.57 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.005 

0.45 

0.63 


Bayana 

0826000303092900 

3.254 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

3.092 

1.55 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.01 

0.007 

0.56 

0.85 


Behra 

0826000203081000 

5.818 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.100 

2.95 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.01 

0.009 

0.21 

0.32 


Bharodi 

0826000203083400 

2.285 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.206 

4.32 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.001 

0.05 

0.08 


Bhoora 

0826000403115500 

2.082 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.608 

1.48 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.05 

0.14 

0.005 

0.48 

0.74 


Bilriya 

0826000303095500 

0.658 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.658 

1.79 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.60 

0.88 


Chak Jhalar 

0826000203078700 

0.952 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.002 

2.40 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chak Peepalmal 

0826000303091600 

3.351 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.493 

3.40 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.08 

0.12 


Chauhanwas 

0826000403115400 

3.082 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.537 

1.39 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.04 

0.008 

0.51 

0.79 


Chokhalabara 

0826000403115600 

7.079 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.164 

1.60 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.238 

1.60 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.02 

0.03 


Chooli 

0826000303091800 

1.435 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.404 

4.44 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.00 

0.003 

0.56 

0.82 


Chundawaton Ka Khera 

0826000303096000 

1.381 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.381 

1.45 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.003 

0.59 

0.88 


Dadiya 

0826000203080300 

6.155 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.167 

2.96 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.08 

0.009 

0.20 

0.31 


Darmiya 

0826000403118100 

3.471 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.751 

2.51 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.00 

0.005 

0.33 

0.45 


Dedkiya 

0826000303096400 

1.986 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.977 

2.53 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.00 

0.004 

0.57 

0.83 


Deorawas 

0826000403115200 

0.957 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.957 

1.39 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.02 

0.003 

0.63 

0.92 


Deoron Ka Khera 

0826000203081900 

3.526 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.077 

3.26 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.23 

0.15 

0.16 

0.013 

0.51 

0.78 










Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Gorana 

0826000403121100 

0.06 

0.06 

27,005.15 

0.07 

0.02 

0.09 

0.02 

0.35 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.169 

0.008 

0.160 

0.451 

281.29 

Over Exploited 

Jeerai 

0826000203083300 

0.06 

0.04 

86.58 

0.04 

- 

0.04 

0.05 

0.63 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.054 

0.003 

0.051 

0.046 

90.60 

Critical 

Jhadol 

0826000403121600 

0.06 

0.01 

########## 

0.01 

0.01 

0.02 

0.01 

0.15 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.051 

0.003 

0.048 

0.241 

501.77 

Over Exploited 

Jolawas 

0826000203083200 

0.06 

0.13 

########## 

0.15 

- 

0.15 

0.03 

0.40 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.175 

0.009 

0.166 

0.121 

72.73 

Semi Critical 

Kachhwa 

0826000203081300 

0.06 

0.01 

12,188.41 

0.01 

- 

0.01 

0.01 

0.16 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.084 

481.48 

Over Exploited 

Karnali 

0826000503156500 

0.07 

0.04 

63,232.43 

0.05 

- 

0.05 

0.03 

0.44 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.066 

0.003 

0.063 

0.104 

164.93 

Over Exploited 

Keli 

0826000503157000 

0.07 

0.02 

87,821.21 

0.03 

- 

0.03 

0.02 

0.30 

- 

- 

- 

- 

- 

- 

- 

0.025 

0.001 

0.024 

0.011 

44.62 

Safe 

Khakhara Khera 

0826000403120400 

0.06 

0.03 

77.45 

0.04 

- 

0.04 

0.04 

0.58 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.045 

0.002 

0.043 

0.105 

243.76 

Over Exploited 

Kumariya Khera 

0826000503158700 

0.07 

0.00 

1,132.45 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.008 

782.82 

Over Exploited 

Kurdau 

0826000203083000 

0.06 

0.08 

221,024.84 

0.10 

- 

0.10 

0.04 

0.50 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.106 

0.005 

0.101 

0.067 

66.17 

Safe 

Leelawas 

0826000403121800 

0.06 

0.00 

751.26 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.006 

861.87 

Over Exploited 

Mada 

0826000203082800 

0.06 

0.13 

########## 

0.15 

- 

0.15 

0.03 

0.42 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.171 

0.009 

0.163 

0.119 

73.21 

Semi Critical 

Madri 

0826000503156900 

0.07 

0.02 

(60.57) 

0.03 

- 

0.03 

0.03 

0.52 

- 

- 

- 

- 

- 

- 

- 

0.028 

0.001 

0.027 

0.008 

31.26 

Safe 

Majam 

0826000203083600 

0.06 

0.01 

1,066.76 

0.01 

- 

0.01 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.019 

0.001 

0.018 

0.059 

332.69 

Over Exploited 

Majawad 

0826000203083100 

0.06 

0.12 

########## 

0.14 

0.01 

0.15 

0.03 

0.39 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.203 

0.010 

0.193 

0.270 

139.68 

Over Exploited 

Malariya Kalan (Delwara) 

0826000203082700 

0.06 

0.03 

120.00 

0.03 

- 

0.03 

0.04 

0.55 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.041 

0.002 

0.039 

0.076 

193.29 

Over Exploited 

Malariya Khurd (Gogunda) 

0826000203082600 

0.06 

0.03 

137.88 

0.04 

- 

0.04 

0.03 

0.32 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.045 

0.002 

0.043 

0.049 

113.54 

Over Exploited 

Malpur 

0826000403116700 

0.06 

0.10 

218,432.27 

0.10 

0.01 

0.11 

0.03 

0.51 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.132 

0.007 

0.125 

0.119 

95.08 

Critical 

Mohammad Phalasiya 

0826000403116800 

0.06 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Mokhal 

0826000203082000 

0.06 

0.00 

669,676.45 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mokhi 

0826000203081500 

0.06 

0.00 

989.06 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.003 

112.05 

Over Exploited 

Morwa 

0826000203081800 

0.06 

0.00 

199,800.78 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mundawali 

0826000403116200 

0.06 

0.08 

12,778.73 

0.10 

- 

0.10 

0.03 

0.54 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.106 

0.005 

0.101 

0.070 

69.42 

Safe 

Namli 

0826000403120600 

0.06 

0.07 

25.27 

0.08 

- 

0.08 

0.04 

0.62 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.095 

0.005 

0.090 

0.060 

67.15 

Safe 

Nandbel 

0826000403116000 

0.06 

0.07 

254,819.71 

0.08 

0.01 

0.09 

0.03 

0.39 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.119 

0.006 

0.113 

0.201 

178.10 

Over Exploited 

Nandela 

0826000403120500 

0.06 

0.00 

3,228.34 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nayarahat 

0826000403122300 

0.06 

0.00 

2,873.97 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pai 

0826000503158600 

0.07 

0.17 

########## 

0.20 

- 

0.20 

0.02 

0.28 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.214 

0.011 

0.204 

0.087 

42.79 

Safe 

Patiyan 

0826000203081700 

0.06 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Peepalwas 

0826000503158400 

0.07 

0.02 

261.89 

0.02 

- 

0.02 

0.01 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.023 

0.001 

0.022 

0.028 

130.77 

Over Exploited 

Ranan 

0826000203081200 

0.06 

0.00 

1,266.38 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.004 

0.027 

636.73 

Over Exploited 

Rathoran Ka Gurha 

0826000503140600 

0.06 

0.00 

37,530.88 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Salar 

0826000403115700 

0.06 

0.00 

355,101.82 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Salukhera 

0826000403120700 

0.06 

0.04 

53.10 

0.04 

- 

0.04 

0.02 

0.39 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.054 

0.003 

0.051 

0.053 

104.00 

Over Exploited 

Sarna 

0826000403120800 

0.06 

0.09 

(5.87) 

0.09 

- 

0.09 

0.04 

0.60 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.095 

0.005 

0.091 

0.069 

75.69 

Semi Critical 

Senwara 

0826000203082200 

0.06 

0.01 

########## 

0.01 

- 

0.01 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.001 

0.010 

0.028 

290.28 

Over Exploited 

Soorajgarh 

0826000203082100 

0.06 

0.00 

78,542.80 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Surana 

0826000503156600 

0.07 

0.02 

62.73 

0.02 

- 

0.02 

0.04 

0.65 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.032 

0.002 

0.030 

0.059 

194.36 

Over Exploited 

Talai 

0826000403116400 

0.06 

0.18 

126,104.12 

0.17 

0.01 

0.18 

0.04 

0.61 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.211 

0.011 

0.200 

0.161 

80.36 

Semi Critical 

Undithal 

0826000203082300 

0.06 

0.23 

########## 

0.28 

0.01 

0.29 

0.03 

0.41 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.336 

0.017 

0.319 

0.319 

100.05 

Over Exploited 

Adooji Ka Was 

0826000303094100 

0.04 

0.04 

24.32 

0.05 

- 

0.05 

0.04 

0.59 

- 

- 

- 

- 

- 

- 

- 

0.052 

0.003 

0.049 

0.029 

59.67 

Safe 

Ajaypura 

0826000203080500 

0.06 

0.02 

33,265.96 

0.02 

- 

0.02 

0.03 

0.37 

- 

- 

- 

- 

- 

- 

- 

0.019 

0.001 

0.018 

0.009 

51.23 

Safe 

Akyawar 

0826000303086400 

0.04 

0.00 

36,646.77 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Amba 

0826000303096800 

0.04 

0.06 

117.57 

0.07 

- 

0.07 

0.04 

0.58 

- 

- 

- 

- 

- 

- 

- 

0.069 

0.003 

0.066 

0.013 

19.77 

Safe 

Ambawa 

0826000303092400 

0.04 

0.03 

339,085.28 

0.03 

- 

0.03 

0.04 

0.50 

- 

- 

- 

- 

- 

- 

- 

0.032 

0.002 

0.030 

0.010 

34.00 

Safe 

Amri 

0826000303093700 

0.04 

0.01 

53.01 

0.01 

- 

0.01 

0.02 

0.25 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.012 

0.009 

79.60 

Semi Critical 



0.04 

0.01 

120.88 

0.02 

- 

0.02 

0.02 

0.29 

- 

- 

- 

- 

- 

- 

- 

0.017 

0.001 

0.016 

0.007 

42.74 

Safe 

Atatiya 

0826000403115300 

0.04 

0.02 

43.51 

0.02 

- 

0.02 

0.04 

0.67 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.033 

0.002 

0.031 

0.066 

211.64 

Over Exploited 

Balti Ka Khera 

0826000403114800 

0.04 

0.01 

232.33 

0.02 

- 

0.02 

0.02 

0.24 

- 

- 

- 

- 

- 

- 

- 

0.017 

0.001 

0.016 

0.009 

55.63 

Safe 

Bansriya 

0826000403117600 

0.04 

0.03 

24.76 

0.03 

- 

0.03 

0.03 

0.49 

- 

- 

- 

- 

- 

- 

- 

0.032 

0.002 

0.031 

0.009 

27.73 

Safe 

Bayana 

0826000303092900 

0.04 

0.07 

0.96 

0.07 

- 

0.07 

0.04 

0.60 

- 

- 

- 

- 

- 

- 

- 

0.070 

0.003 

0.066 

0.021 

31.50 

Safe 

Behra 

0826000203081000 

0.06 

0.01 

########## 

0.01 

- 

0.01 

0.02 

0.23 

- 

- 

- 

- 

- 

- 

- 

0.015 

0.001 

0.014 

0.021 

147.76 

Over Exploited 

Bharodi 

0826000203083400 

0.06 

0.00 

1,688.57 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.019 

2,529.47 

Over Exploited 

Bhoora 

0826000403115500 

0.04 

0.03 

130,979.58 

0.04 

0.01 

0.05 

0.03 

0.51 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.076 

0.004 

0.073 

0.141 

194.31 

Over Exploited 

Bilriya 

0826000303095500 

0.04 

0.02 

1.14 

0.02 

- 

0.02 

0.05 

0.64 

- 

- 

- 

- 

- 

- 

- 

0.016 

0.001 

0.015 

0.019 

128.91 

Over Exploited 

Chak Jhalar 

0826000203078700 

0.06 

0.00 

81,214.55 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chak Peepalmal 

0826000303091600 

0.04 

0.00 

422,254.93 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.001 

68.66 

Safe 

Chauhanwas 

0826000403115400 

0.04 

0.05 

254,722.22 

0.05 

- 

0.05 

0.04 

0.55 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.062 

0.003 

0.059 

0.044 

74.03 

Semi Critical 

Chokhalabara 

0826000403115600 

0.06 

0.00 

2,891.23 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

123,507.37 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Chooli 

0826000303091800 

0.04 

0.03 

170.10 

0.04 

- 

0.04 

0.05 

0.60 

- 

- 

- 

- 

- 

- 

- 

0.037 

0.002 

0.036 

0.003 

8.83 

Safe 

Chundawaton Ka Khera 

0826000303096000 

0.04 

0.03 

(17.91) 

0.03 

- 

0.03 

0.05 

0.64 

- 

- 

- 

- 

- 

- 

- 

0.027 

0.001 

0.025 

0.010 

39.62 

Safe 

Dadiya 

0826000203080300 

0.06 

0.03 

164.55 

0.03 

- 

0.03 

0.02 

0.22 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.042 

0.002 

0.040 

0.087 

217.71 

Over Exploited 

Darmiya 

0826000403118100 

0.04 

0.02 

178,152.16 

0.03 

- 

0.03 

0.02 

0.35 

- 

- 

- 

- 

- 

- 

- 

0.027 

0.001 

0.025 

0.005 

21.08 

Safe 

Dedkiya 

0826000303096400 

0.04 

0.05 

52.06 

0.05 

- 

0.05 

0.05 

0.62 

- 

- 

- 

- 

- 

- 

- 

0.054 

0.003 

0.051 

0.004 

8.61 

Safe 

Deorawas 

0826000403115200 

0.04 

0.02 

3.72 

0.02 

- 

0.02 

0.04 

0.67 

- 

- 

- 

- 

- 

- 

- 

0.025 

0.001 

0.024 

0.023 

96.91 

Critical 

Deoron Ka Khera 

0826000203081900 

0.06 

0.09 

343,427.14 

0.11 

0.01 

0.12 

0.04 

0.55 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.153 

0.008 

0.145 

0.169 

116.36 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Dhabra 

082600030309390C 

1.322 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.508 

1.71 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.24 

0.37 


Dhoya 

0826000303094000 

1.111 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.102 

1.66 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.03 

0.002 

0.61 

0.93 


Doongariyawas 

0826000403114900 

1.616 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.194 

1.48 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.004 

0.47 

0.66 


Forest Area 

0826000926900003 

42.718 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

5.918 

3.42 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.27 

0.00 

0.013 

0.08 

0.11 







Non-command 

Erinpura Granite 

1.350 

3.42 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.00 

0.003 

0.02 

0.03 


Gadariyawas 

0826000303094700 

1.535 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.535 

1.46 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.003 

0.62 

0.92 


Garda 

0826000303094500 

1.137 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.137 

1.57 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.01 

0.003 

0.61 

0.93 


Gehloton Ka Gurha 

0826000203079100 

2.624 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.087 

2.34 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.03 


Hathni 

0826000303092600 

1.109 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.018 

5.13 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.01 

0.002 

0.53 

0.79 


Indra Ka Khera 

0826000303094300 

0.855 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.855 

1.70 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.002 

0.61 

0.91 


Jambua 

0826000303094900 

1.454 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.211 

1.63 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.003 

0.52 

0.73 


Jelai Kalan 

0826000303094400 

0.900 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.900 

1.59 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.002 

0.61 

0.91 


Jelai Khurd 

0826000303094600 

0.854 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.854 

1.45 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.002 

0.62 

0.93 


Jhalra 

0826000303091700 

4.061 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.778 

3.58 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.002 

0.11 

0.16 


Jhank 

0826000303092700 

3.300 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.880 

4.26 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.11 

0.02 

0.004 

0.33 

0.50 


Junjarpura 

0826000203080600 

2.565 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.716 

2.55 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.02 

0.007 

0.39 

0.59 


Kachhwa 

0826000203081300 

3.362 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.112 

4.55 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.09 

0.005 

0.19 

0.29 


Kalji Ka Gurha 

0826000203081100 

1.977 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.188 

3.81 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.06 

0.08 


Kanthariya 

0826000303095000 

1.095 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.041 

1.79 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.02 

0.002 

0.58 

0.82 


Kelthara 

0826000303093500 

0.162 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.071 

1.91 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.000 

0.26 

0.40 


Khakhri 

0826000203080400 

5.779 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.156 

2.58 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.03 

0.005 

0.12 

0.18 


Khambiya 

0826000303095100 

1.298 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.298 

1.79 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.03 

0.003 

0.61 

0.88 


Khera 

0826000303095400 

4.308 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

4.308 

1.94 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.11 

0.00 

0.010 

0.60 

0.88 


Kitawaton Ka Khera 

0826000403117100 

0.290 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.290 

1.37 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.63 

0.95 


Kolar 

0826000403117700 

2.500 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.011 

2.28 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.04 

0.006 

0.53 

0.69 


Kukara Khera 

0826000303095800 

3.492 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

3.492 

2.11 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.00 

0.008 

0.58 

0.84 


Kumarwas 

0826000403118500 

1.410 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.117 

1.40 

0.020 

0.02 

0.01 

0.00 

0.00 

0.00 

0.04 

0.03 

0.09 

0.003 

0.50 

0.76 


Kundal 

0826000403117900 

2.993 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.265 

2.79 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.10 

0.00 

0.007 

0.50 

0.65 


Kunti Ka Lewa 

0826000303091900 

4.722 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

4.486 

4.65 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.42 

0.28 

0.00 

0.010 

0.54 

0.81 


Kurdau 

0826000203083000 

3.827 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

4.40 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Lambi Semal 

0826000303096700 

1.780 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.712 

4.51 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.00 

0.004 

0.55 

0.81 


Loro Ka Was 

0826000303096500 

2.986 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.881 

2.88 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.11 

0.00 

0.006 

0.56 

0.83 


Lunawaton Ka Was 

0826000303096100 

1.241 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.241 

1.14 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.003 

0.58 

0.88 


Mada 

0826000203082800 

8.231 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.427 

4.10 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.01 

0.002 

0.03 

0.05 


Madra 

0826000303095600 

3.118 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

3.118 

1.79 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.10 

0.10 

0.007 

0.59 

0.87 


Madri 

0826000303093000 

1.525 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.842 

2.04 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.002 

0.32 

0.49 


Mahula 

0826000303096300 

2.880 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.880 

2.30 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.00 

0.006 

0.58 

0.83 


Malawari 

0826000303095700 

2.742 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.626 

2.16 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.00 

0.006 

0.57 

0.80 


Matasula 

0826000303093300 

2.305 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.305 

1.64 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.03 

0.005 

0.59 

0.90 


Mohani 

0826000403118400 

1.956 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.325 

2.16 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.11 

0.16 


Mokhal 

0826000203082000 

10.249 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.985 

3.30 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.57 

0.37 

0.13 

0.033 

0.45 

0.71 


Mokhi 

0826000203081500 

7.236 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.488 

2.71 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.12 

0.00 

0.015 

0.28 

0.42 


Morwa 

0826000203081800 

4.787 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.918 

3.33 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.30 

0.20 

0.13 

0.016 

0.47 

0.72 


Mundawali 

0826000303095900 

3.898 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

3.886 

1.47 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.02 

0.009 

0.58 

0.86 


Nal 

0826000203081600 

20.335 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.038 

2.95 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.43 

0.28 

0.00 

0.029 

0.20 

0.31 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.223 

2.95 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.00 

0.009 

0.06 

0.10 


Nandiya 

0826000403115000 

1.724 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.724 

1.44 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.03 

0.005 

0.63 

0.90 


Napadevi 

0826000403118300 

2.033 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.048 

3.36 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Narsinghpura 

0826000303094200 

1.503 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.303 

1.91 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.10 

0.003 

0.52 

0.80 


Nayawas 

0826000303092500 

5.268 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.285 

4.48 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.14 

0.00 

0.005 

0.25 

0.38 


Ogna 

0826000403117200 

2.025 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.903 

1.37 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.10 

0.07 

0.23 

0.006 

0.59 

0.90 


Padiyawas 

0826000403118200 

3.231 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.740 

3.71 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.10 

0.00 

0.005 

0.36 

0.48 


Padmaori 

0826000303092100 

5.039 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

4.220 

3.47 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.19 

0.00 

0.009 

0.48 

0.72 


Palaya Peepla 

0826000303092200 

7.346 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

3.756 

2.94 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.15 

0.00 

0.008 

0.29 

0.44 


Pandlon Ka Chora 

0826000303092000 

4.781 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

4.589 

4.23 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.26 

0.00 

0.010 

0.55 

0.82 


Parawali Kalan 

0826000303096600 

0.976 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.891 

5.19 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.05 

0.002 

0.52 

0.78 


Parawali Khurd 

0826000303096200 

4.382 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

4.167 

1.26 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.03 

0.009 

0.55 

0.82 


Patiya 

0826000303092300 

0.961 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.961 

3.49 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.002 

0.57 

0.87 


Patiyan 

0826000203081700 

9.208 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.223 

3.09 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.49 

0.32 

0.13 

0.030 

0.45 

0.69 


Peelak 

0826000403118000 

12.630 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.570 

3.40 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.15 

0.01 

0.008 

0.14 

0.17 


Peepal Bara 

0826000403117000 

2.499 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.238 

1.42 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.06 

0.09 


Peepalmal 

0826000303091500 

16.703 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.035 

3.10 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Peepli Khera 

0826000303093400 

1.327 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.327 

1.80 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.02 

0.003 

0.60 

0.90 


Pemadevi Ka Khera 

0826000403117500 

2.705 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.689 

1.47 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.005 

0.40 

0.58 


Ranan 

0826000203081200 

5.833 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.687 

4.30 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.35 

0.23 

0.10 

0.015 

0.37 

0.56 


Ranawaton Ka Gurha 

0826000203078400 

12.677 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.548 

3.04 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.00 

0.006 

0.07 

0.11 







Non-command 

Erinpura Granite 

0.115 

3.04 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

3.387 

3.04 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.14 

0.00 

0.014 

0.15 

0.23 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Dhabra 

0826000303093900 

0.04 

0.00 

55,582.47 

0.01 

- 

0.01 

0.02 

0.25 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.008 

162.00 

Over Exploited 

Dhoya 

0826000303094000 

0.04 

0.03 

12.92 

0.03 

- 

0.03 

0.04 

0.65 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.040 

0.002 

0.038 

0.034 

90.24 

Critical 

Doongariyawas 

0826000403114900 

0.04 

0.02 

(87.75) 

0.03 

- 

0.03 

0.03 

0.50 

- 

- 

- 

- 

- 

- 

- 

0.025 

0.001 

0.024 

0.015 

61.42 

Safe 

Forest Area 

0826000926900003 

0.04 

0.01 

########## 

0.02 

- 

0.02 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.017 

0.001 

0.016 

0.013 

83.70 

Semi Critical 



0.04 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.003 

304.00 

Over Exploited 

Gadariyawas 

0826000303094700 

0.04 

0.04 

(20.29) 

0.03 

- 

0.03 

0.04 

0.66 

- 

- 

- 

- 

- 

- 

- 

0.030 

0.002 

0.029 

0.010 

36.11 

Safe 

Garda 

0826000303094500 

0.04 

0.03 

(15.87) 

0.02 

- 

0.02 

0.04 

0.66 

- 

- 

- 

- 

- 

- 

- 

0.024 

0.001 

0.022 

0.017 

74.10 

Semi Critical 

Gehloton Ka Gurha 

0826000203079100 

0.06 

0.00 

2,558.81 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

5,498.23 

Over Exploited 

Hathni 

0826000303092600 

0.04 

0.02 

224.72 

0.03 

- 

0.03 

0.04 

0.57 

- 

- 

- 

- 

- 

- 

- 

0.026 

0.001 

0.024 

0.016 

66.52 

Safe 

Indra Ka Khera 

0826000303094300 

0.04 

0.02 

(6.16) 

0.02 

- 

0.02 

0.04 

0.66 

- 

- 

- 

- 

- 

- 

- 

0.020 

0.001 

0.019 

0.013 

69.34 

Safe 

Jambua 

0826000303094900 

0.04 

0.02 

13,030.44 

0.03 

- 

0.03 

0.04 

0.55 

- 

- 

- 

- 

- 

- 

- 

0.028 

0.001 

0.026 

0.010 

36.76 

Safe 

Jelai Kalan 

0826000303094400 

0.04 

0.02 

17.49 

0.03 

- 

0.03 

0.04 

0.66 

- 

- 

- 

- 

- 

- 

- 

0.026 

0.001 

0.025 

0.020 

81.03 

Semi Critical 

Jelai Khurd 

0826000303094600 

0.04 

0.02 

8.72 

0.02 

- 

0.02 

0.04 

0.66 

- 

- 

- 

- 

- 

- 

- 

0.023 

0.001 

0.022 

0.020 

91.13 

Critical 

Jhalra 

0826000303091700 

0.04 

0.00 

########## 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.006 

202.83 

Over Exploited 

Jhank 

0826000303092700 

0.04 

0.02 

########## 

0.03 

- 

0.03 

0.03 

0.36 

- 

- 

- 

- 

- 

- 

- 

0.029 

0.001 

0.028 

0.022 

79.39 

Semi Critical 

Junjarpura 

0826000203080600 

0.06 

0.04 

60.70 

0.05 

- 

0.05 

0.04 

0.42 

- 

- 

- 

- 

- 

- 

- 

0.048 

0.002 

0.046 

0.031 

68.45 

Safe 

Kachhwa 

0826000203081300 

0.06 

0.01 

20,324.47 

0.01 

- 

0.01 

0.02 

0.21 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.035 

0.002 

0.033 

0.097 

293.14 

Over Exploited 

Kalji Ka Gurha 

0826000203081100 

0.06 

0.00 

1,397.58 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Kanthariya 

0826000303095000 

0.04 

0.02 

38.34 

0.03 

- 

0.03 

0.04 

0.63 

- 

- 

- 

- 

- 

- 

- 

0.029 

0.001 

0.028 

0.020 

73.41 

Semi Critical 

Kelthara 

0826000303093500 

0.04 

0.00 

1,008.36 

0.00 

- 

0.00 

0.02 

0.28 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.040 

387.87 

Over Exploited 

Khakhri 

0826000203080400 

0.06 

0.01 

464.74 

0.01 

- 

0.01 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.000 

0.009 

0.035 

376.78 

Over Exploited 

Khambiya 

0826000303095100 

0.04 

0.03 

23.81 

0.04 

- 

0.04 

0.04 

0.66 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.048 

0.002 

0.046 

0.035 

76.40 

Semi Critical 

Khera 

0826000303095400 

0.04 

0.10 

(89.59) 

0.11 

- 

0.11 

0.05 

0.65 

- 

- 

- 

- 

- 

- 

- 

0.114 

0.006 

0.109 

0.014 

12.55 

Safe 

Kitawaton Ka Khera 

0826000403117100 

0.04 

0.01 

(27.85) 

0.01 

- 

0.01 

0.04 

0.68 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.001 

15.87 

Safe 

Kolar 

0826000403117700 

0.04 

0.04 

83.94 

0.05 

- 

0.05 

0.04 

0.56 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.061 

0.003 

0.058 

0.042 

73.01 

Semi Critical 

Kukara Khera 

0826000303095800 

0.04 

0.08 

26.13 

0.10 

- 

0.10 

0.05 

0.63 

- 

- 

- 

- 

- 

- 

- 

0.098 

0.005 

0.093 

0.008 

8.41 

Safe 

Kumarwas 

0826000403118500 

0.04 

0.02 

22.00 

0.03 

0.01 

0.04 

0.03 

0.54 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.057 

0.003 

0.054 

0.088 

163.41 

Over Exploited 

Kundal 

0826000403117900 

0.04 

0.05 

115.93 

0.05 

- 

0.05 

0.03 

0.54 

- 

- 

- 

- 

- 

- 

- 

0.055 

0.003 

0.052 

0.007 

13.34 

Safe 

Kunti Ka Lewa 

0826000303091900 

0.04 

0.10 

188.85 

0.12 

- 

0.12 

0.05 

0.59 

- 

- 

- 

- 

- 

- 

- 

0.116 

0.006 

0.111 

0.010 

9.07 

Safe 

Kurdau 

0826000203083000 

0.06 

0.00 

(200.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Lambi Semal 

0826000303096700 

0.04 

0.04 

177.97 

0.05 

- 

0.05 

0.05 

0.59 

- 

- 

- 

- 

- 

- 

- 

0.045 

0.002 

0.043 

0.004 

8.94 

Safe 

Loro Ka Was 

0826000303096500 

0.04 

0.06 

73.01 

0.08 

- 

0.08 

0.05 

0.60 

- 

- 

- 

- 

- 

- 

- 

0.077 

0.004 

0.073 

0.010 

14.28 

Safe 

Lunawaton Ka Was 

0826000303096100 

0.04 

0.03 

(35.15) 

0.02 

- 

0.02 

0.05 

0.63 

- 

- 

- 

- 

- 

- 

- 

0.023 

0.001 

0.022 

0.014 

62.52 

Safe 

Mada 

0826000203082800 

0.06 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.008 

1,064.23 

Over Exploited 

Madra 

0826000303095600 

0.04 

0.07 

31.47 

0.09 

- 

0.09 

0.05 

0.64 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.109 

0.005 

0.103 

0.111 

107.44 

Over Exploited 

Madri 

0826000303093000 

0.04 

0.01 

10,508.79 

0.01 

- 

0.01 

0.03 

0.35 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.012 

0.016 

133.76 

Over Exploited 

Mahula 

0826000303096300 

0.04 

0.07 

38.23 

0.08 

- 

0.08 

0.05 

0.62 

- 

- 

- 

- 

- 

- 

- 

0.080 

0.004 

0.076 

0.006 

8.53 

Safe 

Malawari 

0826000303095700 

0.04 

0.06 

34.56 

0.07 

- 

0.07 

0.04 

0.61 

- 

- 

- 

- 

- 

- 

- 

0.071 

0.004 

0.068 

0.010 

14.57 

Safe 

Matasula 

0826000303093300 

0.04 

0.05 

3.97 

0.06 

- 

0.06 

0.05 

0.64 

- 

- 

- 

- 

- 

- 

- 

0.057 

0.003 

0.054 

0.034 

63.08 

Safe 

Mohani 

0826000403118400 

0.04 

0.00 

44,191.85 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.012 

1,059.85 

Over Exploited 

Mokhal 

0826000203082000 

0.06 

0.22 

########## 

0.26 

- 

0.26 

0.04 

0.49 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.282 

0.014 

0.268 

0.159 

59.53 

Safe 

Mokhi 

0826000203081500 

0.06 

0.06 

########## 

0.07 

- 

0.07 

0.03 

0.30 

- 

- 

- 

- 

- 

- 

- 

0.068 

0.003 

0.065 

0.015 

22.50 

Safe 

Morwa 

0826000203081800 

0.06 

0.11 

########## 

0.13 

- 

0.13 

0.04 

0.52 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.154 

0.008 

0.146 

0.148 

101.40 

Over Exploited 

Mundawali 

0826000303095900 

0.04 

0.09 

(6.72) 

0.08 

- 

0.08 

0.05 

0.63 

- 

- 

- 

- 

- 

- 

- 

0.084 

0.004 

0.080 

0.027 

33.29 

Safe 

Nal 

0826000203081600 

0.06 

0.08 

########## 

0.09 

- 

0.09 

0.02 

0.22 

- 

- 

- 

- 

- 

- 

- 

0.094 

0.005 

0.089 

0.029 

32.92 

Safe 



0.06 

0.01 

########## 

0.01 

- 

0.01 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.009 

0.009 

103.17 

Over Exploited 

Nandiya 

0826000403115000 

0.04 

0.04 

(3.62) 

0.04 

- 

0.04 

0.04 

0.67 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.052 

0.003 

0.049 

0.034 

69.76 

Safe 

Napadevi 

0826000403118300 

0.04 

0.00 

7,389.45 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Narsinghpura 

0826000303094200 

0.04 

0.03 

92.19 

0.03 

- 

0.03 

0.04 

0.56 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.053 

0.003 

0.050 

0.100 

199.50 

Over Exploited 

Nayawas 

0826000303092500 

0.04 

0.02 

########## 

0.02 

- 

0.02 

0.02 

0.27 

- 

- 

- 

- 

- 

- 

- 

0.023 

0.001 

0.022 

0.005 

23.47 

Safe 

Ogna 

0826000403117200 

0.04 

0.04 

(51.57) 

0.05 

0.01 

0.06 

0.04 

0.63 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.104 

0.005 

0.099 

0.236 

239.22 

Over Exploited 

Padiyawas 

0826000403118200 

0.04 

0.02 

288.39 

0.03 

- 

0.03 

0.02 

0.38 

- 

- 

- 

- 

- 

- 

- 

0.030 

0.001 

0.028 

0.009 

32.74 

Safe 

Padmaori 

0826000303092100 

0.04 

0.08 

97,289.54 

0.10 

- 

0.10 

0.04 

0.52 

- 

- 

- 

- 

- 

- 

- 

0.096 

0.005 

0.091 

0.009 

10.35 

Safe 

Palaya Peepla 

0826000303092200 

0.04 

0.04 

########## 

0.05 

- 

0.05 

0.03 

0.32 

- 

- 

- 

- 

- 

- 

- 

0.047 

0.002 

0.044 

0.008 

18.92 

Safe 

Pandlon Ka Chora 

0826000303092000 

0.04 

0.10 

157.68 

0.12 

- 

0.12 

0.05 

0.59 

- 

- 

- 

- 

- 

- 

- 

0.120 

0.006 

0.114 

0.010 

8.97 

Safe 

Parawali Kalan 

0826000303096600 

0.04 

0.02 

266.06 

0.02 

- 

0.02 

0.04 

0.57 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.032 

0.002 

0.031 

0.052 

168.63 

Over Exploited 

Parawali Khurd 

0826000303096200 

0.04 

0.09 

(15.88) 

0.08 

- 

0.08 

0.04 

0.60 

- 

- 

- 

- 

- 

- 

- 

0.077 

0.004 

0.073 

0.034 

46.74 

Safe 

Patiya 

0826000303092300 

0.04 

0.02 

101.92 

0.03 

- 

0.03 

0.05 

0.62 

- 

- 

- 

- 

- 

- 

- 

0.026 

0.001 

0.025 

0.002 

8.57 

Safe 

Patiyan 

0826000203081700 

0.06 

0.20 

########## 

0.24 

- 

0.24 

0.04 

0.50 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.257 

0.013 

0.244 

0.162 

66.46 

Safe 

Peelak 

0826000403118000 

0.04 

0.01 

942.49 

0.02 

- 

0.02 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.017 

0.001 

0.016 

0.019 

114.68 

Over Exploited 

Peepal Bara 

0826000403117000 

0.04 

0.00 

560.63 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Peepalmal 

0826000303091500 

0.04 

0.00 

92,578.43 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Peepli Khera 

0826000303093400 

0.04 

0.03 

21.14 

0.04 

- 

0.04 

0.05 

0.64 

- 

- 

- 

- 

- 

- 

- 

0.038 

0.002 

0.036 

0.021 

57.88 

Safe 

Pemadevi Ka Khera 

0826000403117500 

0.04 

0.02 

252,247.06 

0.03 

- 

0.03 

0.03 

0.43 

- 

- 

- 

- 

- 

- 

- 

0.029 

0.001 

0.028 

0.005 

18.71 

Safe 

Ranan 

0826000203081200 

0.06 

0.08 

179.30 

0.10 

- 

0.10 

0.03 

0.40 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.118 

0.006 

0.112 

0.117 

104.62 

Over Exploited 

Ranawaton Ka Gurha 

0826000203078400 

0.06 

0.01 

########## 

0.01 

- 

0.01 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.006 

91.95 

Critical 



0.05 

0.00 

15,229.76 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.03 

471,805.43 

0.04 

- 

0.04 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.035 

0.002 

0.033 

0.016 

48.32 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Erinpura Granite 

0.167 

3.04 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 


Ranpur 

0826000403119200 

3.663 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.021 

3.87 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Sala Ghati 

0826000303097000 

23.236 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

6.229 

2.44 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.22 

0.00 

0.014 

0.16 

0.22 


Salar 

0826000403115700 

12.016 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.772 

1.88 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.01 

0.002 

0.04 

0.07 


Sameeja 

0826000303094800 

2.341 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.341 

1.52 

0.020 

0.02 

0.01 

0.00 

0.00 

0.00 

0.08 

0.06 

0.08 

0.005 

0.62 

0.90 


Sandar 

0826000303092800 

1.690 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.997 

2.08 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.002 

0.34 

0.52 


Sankhala 

0826000403117300 

1.605 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.605 

1.38 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.03 

0.005 

0.63 

0.92 


Sarka Khera 

0826000403117800 

2.910 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.697 

2.05 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.03 

0.005 

0.38 

0.50 


Seewariya 

0826000203080800 

26.386 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

13.149 

2.49 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.68 

0.45 

0.08 

0.055 

0.29 

0.44 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

4.488 

2.49 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.15 

0.01 

0.019 

0.10 

0.15 


Senwara 

0826000203082200 

22.946 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

11.895 

2.41 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.61 

0.38 

0.11 

0.050 

0.31 

0.50 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.501 

2.41 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.01 

0.006 

0.04 

0.06 


Soorajgarh 

0826000203082100 

9.129 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.475 

2.87 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.47 

0.30 

0.12 

0.031 

0.48 

0.76 


Sooran 

0826000203080700 

6.037 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.675 

2.64 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.27 

0.18 

0.04 

0.020 

0.45 

0.68 


Surajwara 

0826000303093600 

4.456 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.456 

2.01 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.003 

0.20 

0.31 


Tepron Ki Bor 

0826000303093800 

1.031 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.487 

1.79 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.29 

0.46 


Tepur 

0826000303096900 

32.834 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

5.958 

3.05 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.26 

0.00 

0.013 

0.10 

0.14 


Thai 

0826000303089200 

4.563 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

3.055 

2.95 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.12 

0.00 

0.007 

0.38 

0.58 


Thapiya Kalan 

0826000303093100 

3.416 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.032 

2.14 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.002 

0.18 

0.27 


Thapiya Khurd 

0826000303093200 

1.354 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.988 

1.86 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.01 

0.002 

0.44 

0.67 


Torna 

0826000303099700 

112.450 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.036 

3.34 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.800 

3.34 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.10 

0.00 

0.004 

0.01 

0.01 


Uchhati Beri 

0826000403117400 

0.548 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.429 

1.40 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.50 

0.72 


Ukhaliyat 

0826000303086300 

5.979 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.112 

3.39 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.02 


Undithal 

0826000203082300 

18.526 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.029 

3.32 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Undri 

0826000203080900 

7.499 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.597 

2.21 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.01 

0.011 

0.20 

0.30 


Vajawaton Ka Khera 

0826000403115100 

2.705 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.814 

1.70 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.006 

0.42 

0.58 


Veerpura 

0826000303095200 

3.256 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

3.256 

1.87 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.10 

0.08 

0.007 

0.61 

0.88 


Was 

0826000303095300 

1.172 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.172 

1.87 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.03 

0.003 

0.60 

0.90 

10004014 

Adalakar 

0826000403133500 

1.508 

Fresh 

Non-command 

Non-command 

Quartzite 

0.787 

2.29 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.002 

0.36 

0.44 


Adiwas 

0826000403124400 

4.089 

Fresh 

Non-command 

Non-command 

Quartzite 

0.054 

2.08 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Adkaliya 

0826000403131600 

3.264 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.641 

2.29 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.15 

0.06 

0.008 

0.57 

0.67 







Non-command 

Quartzite 

0.011 

2.29 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ajaipura 

0826000403118700 

1.751 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.013 

3.05 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 







Non-command 

Quartzite 

1.010 

3.05 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.003 

0.37 

0.56 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.228 

3.05 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.08 

0.13 







Non-command 

Quartzite 

0.353 

3.05 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.13 

0.20 


Ajroli Daulji 

0826000403132800 

1.332 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.863 

1.51 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.003 

0.46 

0.52 


Ajroli Dhoolji 

0826000403132600 

1.486 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.885 

1.90 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.01 

0.003 

0.43 

0.48 


Ajroli Khas 

0826000403132700 

1.389 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.725 

1.68 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.05 

0.002 

0.37 

0.42 


Amaliya 

0826000403136500 

13.284 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.015 

3.60 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

0.106 

3.60 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Ambadeh 

0826000303111300 

9.175 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.051 

3.28 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.13 

0.03 

0.005 

0.16 

0.17 


Ambawi 

0826000403120000 

3.156 

Fresh 

Non-command 

Non-command 

Quartzite 

0.053 

3.08 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Amleta 

0826000403131800 

1.811 

Fresh 

Non-command 

Non-command 

Quartzite 

0.028 

2.41 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Amra 

0826000403137300 

13.923 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.819 

2.64 

0.025 

0.03 

0.00 

0.00 

0.00 

0.00 

0.55 

0.49 

0.10 

0.024 

0.36 

0.40 







Non-command 

Quartzite 

0.555 

2.64 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.03 

0.03 


Arjunpura 

0826000303109000 

0.811 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.697 

2.38 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.06 

0.002 

0.65 

0.67 


Bansiwara 

0826000403123900 

7.715 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.182 

2.92 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.01 

0.004 

0.11 

0.13 







Non-command 

Quartzite 

1.417 

2.92 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.02 

0.004 

0.13 

0.15 


Barimahuli 

0826000403131100 

5.090 

Fresh 

Non-command 

Non-command 

Quartzite 

0.067 

2.27 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Barli 

0826000303109500 

4.016 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.016 

2.47 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.22 

0.21 

0.12 

0.009 

0.75 

0.78 


Benagiya 

0826000403123600 

1.177 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.475 

3.20 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.04 

0.001 

0.29 

0.35 







Non-command 

Quartzite 

0.219 

3.20 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.001 

0.13 

0.16 


Bhagorawas 

0826000403132500 

1.787 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.436 

1.99 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.02 

0.004 

0.56 

0.66 


Bhakoomba 

0826000403124200 

3.015 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.035 

2.46 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.12 

0.04 

0.006 

0.49 

0.55 







Non-command 

Quartzite 

0.117 

2.46 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.03 


Bhawariya 

0826000403119000 

6.527 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.040 

2.40 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 







Non-command 

Quartzite 

2.866 

2.40 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.02 

0.009 

0.28 

0.46 


Bhesana 

0826000403136700 

3.512 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.657 

1.82 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.04 

0.005 

0.31 

0.37 







Non-command 

Quartzite 

0.448 

1.82 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.08 

0.10 


Bhoora 

0826000403115500 

2.082 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.010 

1.48 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Biroti 

0826000403124000 

10.460 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.610 

2.65 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.17 

0.06 

0.008 

0.18 

0.21 







Non-command 

Quartzite 

2.823 

2.65 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.07 

0.009 

0.19 

0.22 


Bitta 

0826000403131300 

2.268 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.670 

2.32 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.01 

0.005 

0.53 

0.60 


Bobrawara 

0826000403133300 

1.878 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.246 

1.51 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.09 

0.11 







Non-command 

Quartzite 

0.918 

1.51 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.003 

0.33 

0.39 


Boti Kalan 

0826000303109800 

5.494 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.093 

2.64 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.28 

0.27 

0.04 

0.011 

0.70 

0.72 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.05 

0.00 

97,160.44 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Ranpur 

0826000403119200 

0.04 

0.00 

36,390.29 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sala Ghati 

0826000303097000 

0.04 

0.04 

459.40 

0.05 

- 

0.05 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.048 

0.002 

0.045 

0.014 

30.76 

Safe 

Salar 

0826000403115700 

0.06 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.008 

440.82 

Over Exploited 

Sameeja 

0826000303094800 

0.04 

0.06 

(3.15) 

0.06 

0.01 

0.07 

0.04 

0.66 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.086 

0.004 

0.082 

0.088 

107.75 

Over Exploited 

Sandar 

0826000303092800 

0.04 

0.01 

99.86 

0.02 

- 

0.02 

0.03 

0.37 

- 

- 

- 

- 

- 

- 

- 

0.016 

0.001 

0.016 

0.002 

14.31 

Safe 

Sankhala 

0826000403117300 

0.04 

0.04 

(8.72) 

0.04 

- 

0.04 

0.04 

0.68 

- 

- 

- 

- 

- 

- 

- 

0.037 

0.002 

0.035 

0.030 

85.06 

Semi Critical 

Sarka Khera 

0826000403117800 

0.04 

0.03 

36.44 

0.03 

- 

0.03 

0.03 

0.40 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.041 

0.002 

0.039 

0.034 

88.50 

Semi Critical 

Seewariya 

0826000203080800 

0.06 

0.22 

########## 

0.27 

0.01 

0.28 

0.03 

0.31 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.299 

0.015 

0.284 

0.139 

48.86 

Safe 



0.06 

0.02 

########## 

0.03 

- 

0.03 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.028 

0.001 

0.027 

0.031 

113.76 

Over Exploited 

Senwara 

0826000203082200 

0.06 

0.22 

993,538.63 

0.27 

- 

0.27 

0.02 

0.34 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.287 

0.014 

0.272 

0.158 

57.88 

Safe 



0.06 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.011 

412.26 

Over Exploited 

Soorajgarh 

0826000203082100 

0.06 

0.21 

663,275.41 

0.26 

- 

0.26 

0.04 

0.52 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.276 

0.014 

0.262 

0.151 

57.66 

Safe 

Sooran 

0826000203080700 

0.06 

0.13 

101,460.49 

0.15 

- 

0.15 

0.04 

0.49 

- 

- 

- 

- 

- 

- 

- 

0.151 

0.008 

0.144 

0.062 

42.79 

Safe 

Surajwara 

0826000303093600 

0.04 

0.01 

630,629.10 

0.01 

- 

0.01 

0.01 

0.21 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.011 

0.003 

29.86 

Safe 

Tepron Ki Bor 

0826000303093800 

0.04 

0.01 

(4.48) 

0.01 

- 

0.01 

0.02 

0.31 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.006 

0.008 

126.14 

Over Exploited 

Tepur 

0826000303096900 

0.04 

0.02 

########## 

0.03 

- 

0.03 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.028 

0.001 

0.026 

0.013 

50.67 

Safe 

Thai 

0826000303089200 

0.04 

0.04 

264,159.82 

0.05 

- 

0.05 

0.03 

0.42 

- 

- 

- 

- 

- 

- 

- 

0.052 

0.003 

0.050 

0.007 

13.72 

Safe 

Thapiya Kalan 

0826000303093100 

0.04 

0.01 

486,005.88 

0.01 

- 

0.01 

0.01 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.009 

122.56 

Over Exploited 

Thapiya Khurd 

0826000303093200 

0.04 

0.02 

40.19 

0.02 

- 

0.02 

0.03 

0.47 

- 

- 

- 

- 

- 

- 

- 

0.021 

0.001 

0.020 

0.009 

46.99 

Safe 

Torna 

0826000303099700 

0.04 

0.00 

645,184.53 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.004 

480.06 

Over Exploited 

Uchhati Beri 

0826000403117400 

0.04 

0.01 

799.67 

0.01 

- 

0.01 

0.03 

0.53 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.007 

0.005 

73.35 

Semi Critical 

Ukhaliyat 

0826000303086300 

0.04 

0.00 

10,491.31 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Undithal 

0826000203082300 

0.06 

0.00 

75,982.67 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Undri 

0826000203080900 

0.06 

0.02 

########## 

0.02 

- 

0.02 

0.02 

0.22 

- 

- 

- 

- 

- 

- 

- 

0.022 

0.001 

0.021 

0.017 

80.51 

Semi Critical 

Vajawaton Ka Khera 

0826000403115100 

0.04 

0.03 

46.81 

0.04 

- 

0.04 

0.03 

0.45 

- 

- 

- 

- 

- 

- 

- 

0.037 

0.002 

0.035 

0.010 

27.48 

Safe 

Veerpura 

0826000303095200 

0.04 

0.08 

23.41 

0.09 

- 

0.09 

0.04 

0.65 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.105 

0.005 

0.100 

0.083 

83.64 

Semi Critical 

Was 

0826000303095300 

0.04 

0.03 

27.37 

0.03 

- 

0.03 

0.05 

0.65 

- 

- 

- 

- 

- 

- 

- 

0.034 

0.002 

0.032 

0.028 

85.96 

Semi Critical 

Adalakar 

0826000403133500 

0.04 

0.01 

73,249.04 

0.01 

- 

0.01 

0.02 

0.38 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.011 

0.002 

22.11 

Safe 

Adiwas 

0826000403124400 

0.04 

0.00 

48,743.88 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Adkaliya 

0826000403131600 

0.06 

0.09 

68.30 

0.10 

- 

0.10 

0.04 

0.61 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.114 

0.006 

0.108 

0.068 

63.07 

Safe 



0.04 

0.00 

28,065.87 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ajaipura 

0826000403118700 

0.06 

0.00 

20,110.86 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.01 

6,974.97 

0.02 

- 

0.02 

0.03 

0.39 

- 

- 

- 

- 

- 

- 

- 

0.017 

0.001 

0.016 

0.017 

104.72 

Over Exploited 



0.04 

0.00 

1,096.73 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

- 

Safe 



0.04 

0.00 

291.52 

0.00 

- 

0.00 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.005 

245.58 

Over Exploited 

Ajroli Daulji 

0826000403132800 

0.06 

0.02 

26.32 

0.03 

- 

0.03 

0.03 

0.49 

- 

- 

- 

- 

- 

- 

- 

0.027 

0.001 

0.026 

0.015 

56.70 

Safe 

Ajroli Dhoolji 

0826000403132600 

0.06 

0.02 

72.59 

0.03 

- 

0.03 

0.03 

0.45 

- 

- 

- 

- 

- 

- 

- 

0.026 

0.001 

0.025 

0.015 

59.84 

Safe 

Ajroli Khas 

0826000403132700 

0.06 

0.02 

131.76 

0.02 

- 

0.02 

0.03 

0.40 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.029 

0.001 

0.027 

0.050 

185.23 

Over Exploited 

Amaliya 

0826000403136500 

0.06 

0.00 

853,524.12 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ambadeh 

0826000303111300 

0.04 

0.01 

########## 

0.02 

- 

0.02 

0.01 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.026 

0.001 

0.024 

0.034 

137.29 

Over Exploited 

Ambawi 

0826000403120000 

0.04 

0.00 

4,345.79 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Amleta 

0826000403131800 

0.04 

0.00 

53,189.41 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Amra 

0826000403137300 

0.06 

0.16 

205.31 

0.19 

- 

0.19 

0.03 

0.39 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.214 

0.011 

0.203 

0.126 

61.91 

Safe 



0.04 

0.00 

914,789.64 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.009 

1,620.89 

Over Exploited 

Arjunpura 

0826000303109000 

0.04 

0.02 

174.78 

0.02 

- 

0.02 

0.04 

0.69 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.032 

0.002 

0.031 

0.060 

194.00 

Over Exploited 

Bansiwara 

0826000403123900 

0.06 

0.01 

894.59 

0.01 

- 

0.01 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.008 

0.016 

184.27 

Over Exploited 



0.04 

0.01 

293,479.99 

0.01 

- 

0.01 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.008 

0.026 

310.66 

Over Exploited 

Barimahuli 

0826000403131100 

0.04 

0.00 

152,835.95 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Barli 

0826000303109500 

0.04 

0.12 

68.44 

0.15 

0.01 

0.16 

0.05 

0.80 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.180 

0.009 

0.171 

0.124 

72.66 

Semi Critical 

Benagiya 

0826000403123600 

0.06 

0.01 

411.46 

0.01 

- 

0.01 

0.02 

0.30 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.019 

0.001 

0.018 

0.037 

204.35 

Over Exploited 



0.04 

0.00 

1,112.63 

0.00 

- 

0.00 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.023 

1,722.40 

Over Exploited 

Bhagorawas 

0826000403132500 

0.06 

0.05 

50.57 

0.06 

- 

0.06 

0.04 

0.60 

- 

- 

- 

- 

- 

- 

- 

0.056 

0.003 

0.053 

0.028 

53.79 

Safe 

Bhakoomba 

0826000403124200 

0.06 

0.06 

112.52 

0.07 

- 

0.07 

0.03 

0.53 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.079 

0.004 

0.075 

0.042 

56.29 

Safe 



0.04 

0.00 

1,856.07 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhawariya 

0826000403119000 

0.06 

0.00 

622,873.05 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.03 

########## 

0.03 

- 

0.03 

0.02 

0.29 

- 

- 

- 

- 

- 

- 

- 

0.034 

0.002 

0.032 

0.031 

94.68 

Critical 

Bhesana 

0826000403136700 

0.06 

0.03 

242,460.04 

0.03 

- 

0.03 

0.02 

0.34 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.043 

0.002 

0.041 

0.041 

100.02 

Over Exploited 



0.04 

0.00 

354.38 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.015 

887.66 

Over Exploited 

Bhoora 

0826000403115500 

0.04 

0.00 

20,029.95 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Biroti 

0826000403124000 

0.06 

0.03 

525.91 

0.03 

- 

0.03 

0.01 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.042 

0.002 

0.040 

0.068 

169.20 

Over Exploited 



0.04 

0.02 

203,051.46 

0.03 

- 

0.03 

0.01 

0.21 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.036 

0.002 

0.034 

0.081 

233.79 

Over Exploited 

Bitta 

0826000403131300 

0.06 

0.05 

68.95 

0.06 

- 

0.06 

0.04 

0.57 

- 

- 

- 

- 

- 

- 

- 

0.061 

0.003 

0.058 

0.011 

19.20 

Safe 

Bobrawara 

0826000403133300 

0.06 

0.00 

529.42 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

0.001 

52.53 

Safe 



0.04 

0.01 

(3.32) 

0.01 

- 

0.01 

0.02 

0.36 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.011 

0.010 

87.45 

Semi Critical 

Boti Kalan 

0826000303109800 

0.04 

0.15 

83.05 

0.18 

- 

0.18 

0.05 

0.74 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.186 

0.009 

0.176 

0.047 

26.86 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Boti Khurd 

082600030311050C 

3.899 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.892 

2.72 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.17 

0.06 

0.006 

0.55 

0.58 


Burawara 

0826000403133000 

1.550 

Fresh 

Non-command 

Non-command 

Quartzite 

0.557 

1.27 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.26 

0.29 


Chak Ghorimal 

0826000303108700 

4.292 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.004 

2.42 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chak Karwa Mahua 

0826000303108800 

7.611 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.012 

2.36 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.04 

0.004 

0.20 

0.21 


Chauhanwas 

0826000403115400 

3.082 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.003 

1.39 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chokhalabara 

0826000403115600 

7.079 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.637 

1.60 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.02 

0.005 

0.14 

0.23 







Non-command 

Quartzite 

0.679 

1.60 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.06 

0.10 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.078 

1.60 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.01 

0.006 

0.18 

0.29 


Choki 

0826000303109200 

16.426 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.071 

1.85 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.02 

0.005 

0.09 

0.10 







Non-command 

Quartzite 

0.071 

1.85 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Choki Magri 

0826000303109600 

0.747 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.747 

2.38 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.06 

0.002 

0.75 

0.78 


Dabla 

0826000403123700 

2.023 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.561 

3.01 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.02 

0.002 

0.20 

0.23 


Darmiya 

0826000403118100 

3.471 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.006 

2.51 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dhadhawali 

0826000403115800 

10.096 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

2.15 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dhala 

0826000403133600 

5.637 

Fresh 

Non-command 

Non-command 

Quartzite 

0.178 

2.81 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.02 

0.03 


Dharawan 

0826000403137500 

13.366 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.993 

2.66 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.42 

0.40 

0.07 

0.018 

0.28 

0.30 


Dheemri 

0826000403119600 

1.872 

Fresh 

Non-command 

Non-command 

Quartzite 

1.167 

3.00 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.01 

0.004 

0.40 

0.61 


Dhooli Bhakhri 

0826000403119100 

2.103 

Fresh 

Non-command 

Non-command 

Quartzite 

1.181 

3.43 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.004 

0.36 

0.56 


Dob 

0826000403124300 

2.339 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.396 

2.33 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.12 

0.14 







Non-command 

Quartzite 

1.434 

2.33 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.04 

0.004 

0.43 

0.52 


Dolriya 

0826000403132400 

2.324 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.136 

2.07 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.04 

0.05 







Non-command 

Quartzite 

1.380 

2.07 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.05 

0.004 

0.41 

0.49 


Dungariya 

0826000303109100 

12.115 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.559 

2.34 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.33 

0.31 

0.09 

0.015 

0.40 

0.43 


Galdhar 

0826000403119800 

7.827 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.651 

2.90 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.02 

0.002 

0.06 

0.08 







Non-command 

Quartzite 

2.634 

2.90 

0.010 

0.03 

0.01 

0.00 

0.00 

0.00 

0.10 

0.07 

0.09 

0.008 

0.23 

0.30 


Gamri 

0826000403131400 

7.975 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.319 

2.33 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.21 

0.20 

0.05 

0.010 

0.31 

0.33 


Gau Peepla 

0826000303109700 

4.301 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.301 

2.33 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.23 

0.22 

0.14 

0.010 

0.75 

0.78 


Gejvi 

0826000403123200 

8.507 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.309 

3.07 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.09 

0.07 

0.004 

0.10 

0.14 







Non-command 

Quartzite 

3.307 

3.07 

0.010 

0.06 

0.01 

0.00 

0.00 

0.00 

0.15 

0.11 

0.21 

0.010 

0.26 

0.36 


Godalwara 

0826000303110400 

2.714 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.105 

2.78 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.13 

0.07 

0.005 

0.58 

0.61 


Gurad 

0826000403133200 

2.507 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.784 

1.10 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.002 

0.22 

0.25 







Non-command 

Quartzite 

1.369 

1.10 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.004 

0.38 

0.43 


Heeroomala 

0826000403123500 

1.952 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.660 

3.21 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.01 

0.002 

0.24 

0.29 







Non-command 

Quartzite 

0.711 

3.21 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.002 

0.25 

0.32 


Jalampura 

0826000403130800 

2.909 

Fresh 

Non-command 

Non-command 

Quartzite 

0.012 

2.32 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jawariya 

0826000403119700 

0.666 

Fresh 

Non-command 

Non-command 

Quartzite 

0.454 

2.94 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.45 

0.66 


Jetiwara 

0826000403123400 

6.222 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.817 

3.04 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.02 

0.002 

0.09 

0.11 







Non-command 

Quartzite 

0.421 

3.04 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.05 

0.06 


Jurli 

0826000403123800 

3.952 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.197 

3.06 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.02 

0.004 

0.22 

0.25 







Non-command 

Quartzite 

0.018 

3.06 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kada 

0826000403118900 

7.830 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.809 

2.05 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.02 

0.002 

0.06 

0.11 







Non-command 

Quartzite 

3.382 

2.05 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.08 

0.010 

0.27 

0.45 


Kakarmala 

0826000403123000 

2.441 

Fresh 

Non-command 

Non-command 

Quartzite 

0.048 

3.99 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Kaliya Ghati 

0826000403123100 

2.181 

Fresh 

Non-command 

Non-command 

Quartzite 

1.754 

3.54 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.07 

0.005 

0.54 

0.74 


Kanjawa 

0826000303110000 

2.181 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.166 

2.61 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.12 

0.04 

0.005 

0.74 

0.78 


Kapayabas 

0826000403118800 

1.224 

Fresh 

Non-command 

Non-command 

Quartzite 

0.652 

1.96 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.34 

0.53 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.015 

1.96 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Quartzite 

0.230 

1.96 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.12 

0.19 


Karel 

0826000403139300 

12.378 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.008 

3.52 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

0.661 

3.52 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.002 

0.03 

0.04 


Khachan 

0826000303110200 

9.604 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.330 

1.57 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.04 

0.005 

0.17 

0.19 


Khajurna 

0826000403137200 

2.112 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.120 

1.15 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.04 

0.04 







Non-command 

Quartzite 

1.159 

1.15 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.004 

0.37 

0.42 


Khankhariya 

0826000303109900 

3.515 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.363 

2.70 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.20 

0.19 

0.06 

0.008 

0.72 

0.75 


Kherad 

0826000403136600 

2.926 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.898 

2.01 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.04 

0.006 

0.43 

0.49 







Non-command 

Quartzite 

0.047 

2.01 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Khuda 

0826000403119400 

0.927 

Fresh 

Non-command 

Non-command 

Quartzite 

0.398 

3.42 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.27 

0.43 


Kitawaton Ka Was 

0826000403122900 

1.992 

Fresh 

Non-command 

Non-command 

Quartzite 

0.028 

3.63 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Kochariya 

0826000403133400 

2.986 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.398 

1.86 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.09 

0.11 







Non-command 

Quartzite 

1.125 

1.86 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.003 

0.26 

0.31 


Kot 

0826000403137000 

4.933 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.627 

1.15 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.02 

0.005 

0.23 

0.26 







Non-command 

Quartzite 

1.690 

1.15 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.005 

0.24 

0.27 


Kumarwas 

0826000403118500 

1.410 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.274 

1.40 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.12 

0.19 


Kunda 

0826000403131500 

2.536 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.860 

2.12 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.01 

0.003 

0.24 

0.27 


Kundal 

0826000303109400 

2.042 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.025 

2.57 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.11 

0.04 

0.005 

0.74 

0.78 


Kurawali Khurd 

0826000403125500 

0.763 

Fresh 

Non-command 

Non-command 

Quartzite 

0.010 

3.98 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Kyariya 

0826000403119300 

6.075 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.183 

3.78 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.02 

0.03 







Non-command 

Quartzite 

1.542 

3.78 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.04 

0.005 

0.17 

0.23 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Boti Khurd 

0826000303110500 

0.04 

0.06 

35,924.40 

0.08 

- 

0.08 

0.04 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.085 

0.004 

0.081 

0.064 

79.54 

Semi Critical 

Burawara 

0826000403133000 

0.04 

0.01 

10.90 

0.01 

- 

0.01 

0.02 

0.27 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.016 

262.31 

Over Exploited 

Chak Ghorimal 

0826000303108700 

0.04 

0.00 

198,864.19 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chak Karwa Mahua 

0826000303108800 

0.04 

0.02 

78,061.70 

0.02 

- 

0.02 

0.01 

0.21 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.029 

0.001 

0.028 

0.040 

144.87 

Over Exploited 

Chauhanwas 

0826000403115400 

0.04 

0.00 

148,155.01 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chokhalabara 

0826000403115600 

0.06 

0.01 

249.16 

0.02 

- 

0.02 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.016 

0.001 

0.015 

0.023 

150.83 

Over Exploited 



0.04 

0.00 

322.63 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.009 

494.65 

Over Exploited 



0.04 

0.01 

911,447.43 

0.02 

- 

0.02 

0.01 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.017 

0.001 

0.016 

0.020 

124.15 

Over Exploited 

Choki 

0826000303109200 

0.04 

0.01 

816.28 

0.01 

- 

0.01 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.009 

0.027 

295.66 

Over Exploited 



0.04 

0.00 

13,330.23 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Choki Magri 

0826000303109600 

0.04 

0.02 

130.09 

0.03 

- 

0.03 

0.05 

0.80 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.038 

0.002 

0.036 

0.060 

165.95 

Over Exploited 

Dabla 

0826000403123700 

0.06 

0.01 

616.58 

0.01 

- 

0.01 

0.01 

0.22 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.007 

0.026 

348.34 

Over Exploited 

Darmiya 

0826000403118100 

0.04 

0.00 

64,665.66 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dhadhawali 

0826000403115800 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dhala 

0826000403133600 

0.04 

0.00 

633,518.03 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Dharawan 

0826000403137500 

0.06 

0.10 

312.64 

0.12 

- 

0.12 

0.02 

0.30 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.126 

0.006 

0.120 

0.084 

70.33 

Semi Critical 

Dheemri 

0826000403119600 

0.04 

0.02 

6,519.84 

0.02 

- 

0.02 

0.03 

0.43 

- 

- 

- 

- 

- 

- 

- 

0.022 

0.001 

0.021 

0.018 

85.34 

Semi Critical 

Dhooli Bhakhri 

0826000403119100 

0.04 

0.02 

607,469.91 

0.02 

- 

0.02 

0.02 

0.38 

- 

- 

- 

- 

- 

- 

- 

0.019 

0.001 

0.018 

0.011 

59.62 

Safe 

Dob 

0826000403124300 

0.06 

0.00 

609.66 

0.00 

- 

0.00 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.013 

428.24 

Over Exploited 



0.04 

0.02 

45.20 

0.03 

- 

0.03 

0.03 

0.46 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.040 

0.002 

0.038 

0.047 

125.20 

Over Exploited 

Dolriya 

0826000403132400 

0.06 

0.00 

1,794.65 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

1,807.05 

Over Exploited 



0.04 

0.02 

93,310.49 

0.03 

- 

0.03 

0.03 

0.43 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.036 

0.002 

0.034 

0.054 

157.64 

Over Exploited 

Dungariya 

0826000303109100 

0.04 

0.11 

184.32 

0.13 

0.01 

0.14 

0.03 

0.43 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.161 

0.008 

0.153 

0.101 

65.64 

Safe 

Galdhar 

0826000403119800 

0.06 

0.00 

1,941.46 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.002 

0.020 

836.35 

Over Exploited 



0.04 

0.02 

200.34 

0.03 

0.01 

0.04 

0.02 

0.24 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.059 

0.003 

0.056 

0.102 

182.78 

Over Exploited 

Gamri 

0826000403131400 

0.06 

0.06 

137.31 

0.07 

- 

0.07 

0.02 

0.33 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.080 

0.004 

0.076 

0.058 

76.82 

Semi Critical 

Gau Peepla 

0826000303109700 

0.04 

0.13 

65.95 

0.16 

0.01 

0.17 

0.05 

0.80 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.200 

0.010 

0.190 

0.147 

76.99 

Semi Critical 

Gejvi 

0826000403123200 

0.06 

0.01 

1,040.42 

0.01 

- 

0.01 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.019 

0.001 

0.018 

0.078 

424.20 

Over Exploited 



0.04 

0.03 

845,259.39 

0.04 

0.01 

0.05 

0.02 

0.28 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.091 

0.005 

0.086 

0.220 

255.62 

Over Exploited 

Godalwara 

0826000303110400 

0.04 

0.05 

97,350.74 

0.06 

- 

0.06 

0.04 

0.62 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.067 

0.003 

0.064 

0.070 

109.06 

Over Exploited 

Gurad 

0826000403133200 

0.06 

0.01 

184.49 

0.01 

- 

0.01 

0.01 

0.23 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.011 

0.020 

184.40 

Over Exploited 



0.04 

0.02 

2,004.27 

0.02 

- 

0.02 

0.03 

0.40 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.032 

0.002 

0.030 

0.040 

134.17 

Over Exploited 

Heeroomala 

0826000403123500 

0.06 

0.01 

376.55 

0.01 

- 

0.01 

0.02 

0.25 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.010 

0.014 

137.54 

Over Exploited 



0.04 

0.01 

152.76 

0.01 

- 

0.01 

0.02 

0.27 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.008 

0.016 

195.92 

Over Exploited 

Jalampura 

0826000403130800 

0.04 

0.00 

124,601.88 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jawariya 

0826000403119700 

0.04 

0.01 

5,043.33 

0.01 

- 

0.01 

0.03 

0.48 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.009 

0.023 

264.50 

Over Exploited 

Jetiwara 

0826000403123400 

0.06 

0.00 

1,292.39 

0.01 

- 

0.01 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.026 

533.09 

Over Exploited 



0.04 

0.00 

1,230.77 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.015 

1,652.27 

Over Exploited 

Jurli 

0826000403123800 

0.06 

0.01 

492.76 

0.02 

- 

0.02 

0.01 

0.23 

- 

- 

- 

- 

- 

- 

- 

0.018 

0.001 

0.017 

0.022 

126.81 

Over Exploited 



0.04 

0.00 

17,356.48 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kada 

0826000403118900 

0.06 

0.00 

320,936.37 

0.00 

- 

0.00 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.020 

762.73 

Over Exploited 



0.04 

0.03 

585,061.84 

0.04 

- 

0.04 

0.02 

0.29 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.047 

0.002 

0.045 

0.089 

198.24 

Over Exploited 

Kakarmala 

0826000403123000 

0.04 

0.00 

60,798.83 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kaliya Ghati 

0826000403123100 

0.04 

0.04 

57.43 

0.05 

- 

0.05 

0.04 

0.58 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.056 

0.003 

0.053 

0.077 

146.29 

Over Exploited 

Kanjawa 

0826000303110000 

0.04 

0.07 

76.54 

0.08 

- 

0.08 

0.05 

0.79 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.090 

0.004 

0.085 

0.041 

47.98 

Safe 

Kapayabas 

0826000403118800 

0.04 

0.01 

12,439.58 

0.01 

- 

0.01 

0.02 

0.36 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.009 

119.71 

Over Exploited 



0.04 

0.00 

9,049.02 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

164.97 

0.00 

- 

0.00 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.005 

376.96 

Over Exploited 

Karel 

0826000403139300 

0.06 

0.00 

410,334.47 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

2,351.26 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.009 

893.70 

Over Exploited 

Khachan 

0826000303110200 

0.04 

0.01 

601,188.02 

0.02 

- 

0.02 

0.01 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.028 

0.001 

0.026 

0.048 

184.04 

Over Exploited 

Khajurna 

0826000403137200 

0.06 

0.00 

1,057.59 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.02 

(31.12) 

0.01 

- 

0.01 

0.03 

0.39 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.013 

0.004 

27.40 

Safe 

Khankhariya 

0826000303109900 

0.04 

0.10 

93.88 

0.12 

- 

0.12 

0.05 

0.76 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.129 

0.006 

0.123 

0.066 

53.30 

Safe 

Kherad 

0826000403136600 

0.06 

0.05 

97.51 

0.06 

- 

0.06 

0.03 

0.45 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.065 

0.003 

0.062 

0.048 

76.92 

Semi Critical 



0.04 

0.00 

4,006.86 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khuda 

0826000403119400 

0.04 

0.00 

(197.34) 

0.01 

- 

0.01 

0.02 

0.29 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.015 

307.38 

Over Exploited 

Kitawaton Ka Was 

0826000403122900 

0.04 

0.00 

5,675.82 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kochariya 

0826000403133400 

0.06 

0.00 

108,202.64 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.001 

52.39 

Safe 



0.04 

0.01 

75,511.32 

0.01 

- 

0.01 

0.02 

0.27 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.013 

0.010 

82.70 

Semi Critical 

Kot 

0826000403137000 

0.06 

0.02 

73,668.56 

0.02 

- 

0.02 

0.02 

0.25 

- 

- 

- 

- 

- 

- 

- 

0.024 

0.001 

0.023 

0.023 

101.73 

Over Exploited 



0.04 

0.02 

16,763.00 

0.02 

- 

0.02 

0.02 

0.26 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.029 

0.001 

0.028 

0.034 

123.07 

Over Exploited 

Kumarwas 

0826000403118500 

0.04 

0.00 

277.21 

0.00 

- 

0.00 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.019 

1,222.12 

Over Exploited 

Kunda 

0826000403131500 

0.06 

0.01 

237.23 

0.01 

- 

0.01 

0.02 

0.26 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.014 

0.009 

62.85 

Safe 

Kundal 

0826000303109400 

0.04 

0.06 

75.74 

0.07 

- 

0.07 

0.05 

0.79 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.085 

0.004 

0.080 

0.048 

59.16 

Safe 

Kurawali Khurd 

0826000403125500 

0.04 

0.00 

8,376.90 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kyariya 

0826000403119300 

0.06 

0.00 

5,859.67 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

2,743.06 

Over Exploited 



0.04 

0.01 

375.28 

0.01 

- 

0.01 

0.01 

0.18 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.022 

0.001 

0.021 

0.041 

190.47 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Lathooni 

082600040313910C 

5.810 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.012 

2.64 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.14 

0.02 

0.006 

0.22 

0.22 







Non-command 

Quartzite 

0.031 

2.64 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Lohari 

082600030311120C 

17.942 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.125 

2.25 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.21 

0.19 

0.07 

0.009 

0.16 

0.17 


Mahadevji Ka Kad 

0826000403122200 

1.511 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.113 

1.72 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.05 

0.08 


Mahari 

0826000303110600 

19.819 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.217 

2.70 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.05 

0.005 

0.08 

0.09 


Maldar Kalan 

0826000303105000 

32.565 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.002 

2.74 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Manasi 

0826000303113900 

17.191 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.711 

2.73 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.03 

0.002 

0.03 

0.03 


Mandwa 

0826000403137400 

9.024 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.171 

2.45 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.19 

0.01 

0.010 

0.23 

0.24 







Non-command 

Quartzite 

0.244 

2.45 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.02 


Manpur 

0826000403136800 

2.985 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.030 

1.08 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Quartzite 

1.885 

1.08 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.07 

0.006 

0.43 

0.49 


Mohammad Phalasiya 

0826000403116800 

13.832 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.081 

1.61 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Mohani 

0826000403118400 

1.956 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.750 

2.16 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.002 

0.25 

0.36 


Nalannama 

0826000403131700 

2.677 

Fresh 

Non-command 

Non-command 

Quartzite 

1.402 

2.35 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.04 

0.004 

0.36 

0.45 


Napadevi 

0826000403118300 

2.033 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.004 

3.36 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.022 

3.36 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.00 

0.003 

0.33 

0.47 


Nayagaon 

0826000403124100 

4.154 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.695 

2.55 

0.025 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.17 

0.06 

0.008 

0.47 

0.53 







Non-command 

Quartzite 

0.628 

2.55 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.002 

0.11 

0.12 


Netaji Ka Bara 

0826000403116900 

10.688 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.121 

1.70 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.01 

0.006 

0.12 

0.20 







Non-command 

Quartzite 

4.524 

1.70 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.02 

0.014 

0.26 

0.43 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.087 

1.70 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Quartzite 

0.014 

1.70 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Newaj 

0826000403131200 

3.380 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.937 

2.33 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.10 

0.02 

0.006 

0.40 

0.48 







Non-command 

Quartzite 

0.718 

2.33 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.002 

0.15 

0.18 


Ogna 

0826000403117200 

2.025 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.004 

1.37 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Padiyawas 

0826000403118200 

3.231 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.060 

3.71 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Panarwa 

0826000403137100 

22.354 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.557 

1.60 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.14 

0.03 

0.011 

0.11 

0.12 







Non-command 

Quartzite 

2.307 

1.60 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.03 

0.007 

0.07 

0.08 


Parmer 

0826000403136900 

1.005 

Fresh 

Non-command 

Non-command 

Quartzite 

1.005 

1.07 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.003 

0.69 

0.78 


Pathar Pari 

0826000303108900 

7.765 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.012 

2.26 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.16 

0.15 

0.10 

0.007 

0.29 

0.30 


Peelak 

0826000403118000 

12.630 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.912 

3.40 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.01 

0.003 

0.05 

0.06 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.159 

3.40 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Peepal Bara 

0826000403117000 

2.499 

Fresh 

Non-command 

Non-command 

Quartzite 

0.031 

1.42 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.357 

1.42 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.004 

0.34 

0.53 







Non-command 

Quartzite 

0.037 

1.42 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Poptali 

0826000303110300 

7.481 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.362 

2.63 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.31 

0.29 

0.09 

0.012 

0.53 

0.56 


Ranpur 

0826000403119200 

3.663 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.303 

3.87 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.001 

0.05 

0.08 







Non-command 

Quartzite 

1.644 

3.87 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.06 

0.005 

0.29 

0.42 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.060 

3.87 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Rohimala 

0826000403125300 

1.871 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.020 

3.35 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Quartzite 

0.159 

3.35 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.000 

0.06 

0.08 


Salar 

0826000403115700 

12.016 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.071 

1.88 

0.025 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.01 

0.009 

0.16 

0.26 







Non-command 

Quartzite 

0.000 

1.88 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sandmari 

0826000403119900 

1.848 

Fresh 

Non-command 

Non-command 

Quartzite 

1.327 

2.92 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.004 

0.47 

0.70 


Satka 

0826000403125000 

3.827 

Fresh 

Non-command 

Non-command 

Quartzite 

0.006 

2.17 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Senwara 

0826000203082200 

22.946 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.076 

2.41 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Shishviya 

0826000303111000 

4.290 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.696 

2.64 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.14 

0.05 

0.006 

0.46 

0.49 


Som 

0826000403139200 

18.547 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.103 

2.60 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

0.441 

2.60 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.02 


Surimala 

0826000403132900 

2.562 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.662 

1.36 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.002 

0.18 

0.21 







Non-command 

Quartzite 

0.540 

1.36 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.15 

0.17 


Talab 

0826000303110100 

2.558 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.907 

2.54 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.03 

0.004 

0.55 

0.58 


Umariya 

0826000303111100 

10.139 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.114 

2.90 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.44 

0.41 

0.09 

0.016 

0.50 

0.54 


Undra 

0826000403118600 

0.940 

Fresh 

Non-command 

Non-command 

Quartzite 

0.041 

1.83 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.04 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.534 

1.83 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.002 

0.36 

0.55 







Non-command 

Quartzite 

0.365 

1.83 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.25 

0.38 


Upreta 

0826000403120100 

12.978 

Fresh 

Non-command 

Non-command 

Quartzite 

0.029 

2.71 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Vayawara 

0826000403133100 

2.425 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.028 

1.20 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Quartzite 

0.558 

1.20 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.16 

0.18 


Wali 

0826000303109300 

4.928 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.034 

2.28 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.02 

0.005 

0.31 

0.32 


Wangli 

0826000403119500 

0.925 

Fresh 

Non-command 

Non-command 

Quartzite 

0.535 

3.23 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.002 

0.37 

0.57 

10004015 

Adiseri 

0826000303103400 

31.415 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.664 

2.57 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.40 

0.38 

0.01 

0.017 

0.18 

0.19 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.215 

2.57 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.00 

0.003 

0.03 

0.03 


Antaliya 

0826000303105600 

2.644 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.540 

2.44 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.13 

0.01 

0.006 

0.72 

0.75 


Ariwara 

0826000303105400 

18.091 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.313 

2.59 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.34 

0.32 

0.01 

0.014 

0.26 

0.27 


Barchha 

0826000303106700 

1.933 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.653 

3.99 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.02 

0.001 

0.25 

0.26 


Barla 

0826000303106600 

4.735 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.613 

3.68 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.29 

0.27 

0.08 

0.008 

0.57 

0.60 


Beelwan 

0826000303105700 

2.825 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.825 

2.50 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.18 

0.17 

0.17 

0.006 

0.75 

0.78 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Lathooni 

0826000403139100 

0.06 

0.02 

156,591.63 

0.03 

- 

0.03 

0.01 

0.23 

- 

- 

- 

- 

- 

- 

- 

0.030 

0.001 

0.028 

0.024 

85.92 

Semi Critical 



0.04 

0.00 

19,046.20 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Lohari 

0826000303111200 

0.04 

0.02 

########## 

0.02 

- 

0.02 

0.01 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.029 

0.001 

0.028 

0.081 

293.44 

Over Exploited 

Mahadevji Ka Kad 

0826000403122200 

0.06 

0.00 

840.70 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

1,869.60 

Over Exploited 

Mahari 

0826000303110600 

0.04 

0.01 

1,519.92 

0.01 

- 

0.01 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.019 

0.001 

0.018 

0.055 

301.53 

Over Exploited 

Maldar Kalan 

0826000303105000 

0.04 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Manasi 

0826000303113900 

0.04 

0.00 

5,737.55 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.031 

294.34 

Over Exploited 

Mandwa 

0826000403137400 

0.06 

0.04 

363.81 

0.05 

- 

0.05 

0.02 

0.24 

- 

- 

- 

- 

- 

- 

- 

0.049 

0.002 

0.047 

0.022 

46.26 

Safe 



0.04 

0.00 

3,195.60 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Manpur 

0826000403136800 

0.06 

0.00 

6,052.98 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.03 

16,773.97 

0.03 

- 

0.03 

0.03 

0.46 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.045 

0.002 

0.042 

0.078 

183.46 

Over Exploited 

Mohammad Phalasiya 

0826000403116800 

0.06 

0.00 

677,268.16 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mohani 

0826000403118400 

0.04 

0.01 

80,943.95 

0.01 

- 

0.01 

0.02 

0.26 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.024 

364.12 

Over Exploited 

Nalannama 

0826000403131700 

0.04 

0.02 

22,305.77 

0.02 

- 

0.02 

0.02 

0.39 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.032 

0.002 

0.030 

0.047 

157.36 

Over Exploited 

Napadevi 

0826000403118300 

0.06 

0.00 

89,323.68 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.01 

256.84 

0.02 

- 

0.02 

0.02 

0.35 

- 

- 

- 

- 

- 

- 

- 

0.016 

0.001 

0.015 

0.007 

46.83 

Safe 

Nayagaon 

0826000403124100 

0.06 

0.07 

135.02 

0.09 

- 

0.09 

0.03 

0.50 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.097 

0.005 

0.092 

0.068 

73.76 

Semi Critical 



0.04 

0.00 

416.55 

0.00 

- 

0.00 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.016 

504.41 

Over Exploited 

Netaji Ka Bara 

0826000403116900 

0.06 

0.01 

40,575.03 

0.02 

- 

0.02 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.018 

0.001 

0.017 

0.012 

74.39 

Semi Critical 



0.04 

0.05 

868,503.45 

0.05 

- 

0.05 

0.02 

0.28 

- 

- 

- 

- 

- 

- 

- 

0.052 

0.003 

0.049 

0.036 

72.92 

Semi Critical 



0.04 

0.00 

138,061.88 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

28,765.90 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Newaj 

0826000403131200 

0.06 

0.04 

129.85 

0.05 

- 

0.05 

0.03 

0.43 

- 

- 

- 

- 

- 

- 

- 

0.054 

0.003 

0.051 

0.024 

46.77 

Safe 



0.04 

0.00 

224.60 

0.01 

- 

0.01 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.009 

186.97 

Over Exploited 

Ogna 

0826000403117200 

0.04 

0.00 

61,239.53 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Padiyawas 

0826000403118200 

0.04 

0.00 

11,077.44 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Panarwa 

0826000403137100 

0.06 

0.02 

532.43 

0.03 

- 

0.03 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.036 

0.002 

0.034 

0.041 

118.87 

Over Exploited 



0.04 

0.01 

407,536.00 

0.01 

- 

0.01 

0.00 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.036 

214.78 

Over Exploited 

Parmer 

0826000403136900 

0.04 

0.03 

(33.64) 

0.02 

- 

0.02 

0.05 

0.74 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.032 

0.002 

0.031 

0.032 

104.89 

Over Exploited 

Pathar Pari 

0826000303108900 

0.04 

0.03 

307,825.66 

0.04 

0.01 

0.05 

0.02 

0.31 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.067 

0.003 

0.064 

0.108 

169.50 

Over Exploited 

Peelak 

0826000403118000 

0.06 

0.00 

2,331.70 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.009 

296.94 

Over Exploited 



0.04 

0.00 

15,850.69 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Peepal Bara 

0826000403117000 

0.04 

0.00 

43,233.36 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.02 

116,495.29 

0.02 

- 

0.02 

0.02 

0.36 

- 

- 

- 

- 

- 

- 

- 

0.022 

0.001 

0.021 

0.008 

39.38 

Safe 



0.04 

0.00 

2,044.76 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Poptali 

0826000303110300 

0.04 

0.11 

########## 

0.14 

- 

0.14 

0.04 

0.56 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.156 

0.008 

0.149 

0.098 

65.92 

Safe 

Ranpur 

0826000403119200 

0.06 

0.00 

2,075.92 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.007 

647.98 

Over Exploited 



0.04 

0.02 

201.75 

0.02 

- 

0.02 

0.02 

0.31 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.033 

0.002 

0.031 

0.063 

200.14 

Over Exploited 



0.04 

0.00 

12,524.68 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rohimala 

0826000403125300 

0.06 

0.00 

15,171.05 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

991.68 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

1,748.58 

Over Exploited 

Salar 

0826000403115700 

0.06 

0.02 

########## 

0.02 

- 

0.02 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.019 

0.001 

0.018 

0.021 

118.44 

Over Exploited 



0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sandmari 

0826000403119900 

0.04 

0.02 

11,276.16 

0.03 

- 

0.03 

0.03 

0.50 

- 

- 

- 

- 

- 

- 

- 

0.026 

0.001 

0.024 

0.018 

74.51 

Semi Critical 

Satka 

0826000403125000 

0.04 

0.00 

170,085.33 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Senwara 

0826000203082200 

0.06 

0.00 

24,693.73 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Shishviya 

0826000303111000 

0.04 

0.05 

513,987.10 

0.06 

- 

0.06 

0.03 

0.49 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.070 

0.004 

0.067 

0.056 

83.97 

Semi Critical 

Som 

0826000403139200 

0.06 

0.00 

32,405.83 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

907,789.62 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

525.01 

Over Exploited 

Surimala 

0826000403132900 

0.06 

0.01 

187.71 

0.01 

- 

0.01 

0.01 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.014 

176.95 

Over Exploited 



0.04 

0.00 

101.37 

0.00 

- 

0.00 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.016 

425.24 

Over Exploited 

Talab 

0826000303110100 

0.04 

0.04 

132.26 

0.05 

- 

0.05 

0.04 

0.59 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.062 

0.003 

0.059 

0.033 

56.22 

Safe 

Umariya 

0826000303111100 

0.04 

0.14 

########## 

0.17 

- 

0.17 

0.03 

0.54 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.191 

0.010 

0.181 

0.102 

56.24 

Safe 

Undra 

0826000403118600 

0.04 

0.00 

1,011.02 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.01 

65.60 

0.01 

- 

0.01 

0.02 

0.39 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.009 

0.006 

63.91 

Safe 



0.04 

0.00 

22.21 

0.00 

- 

0.00 

0.02 

0.26 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.005 

124.59 

Over Exploited 

Upreta 

0826000403120100 

0.04 

0.00 

129,066.23 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Vayawara 

0826000403133100 

0.06 

0.00 

5,367.74 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

64.19 

0.00 

- 

0.00 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.002 

40.92 

Safe 

Wali 

0826000303109300 

0.04 

0.02 

########## 

0.02 

- 

0.02 

0.02 

0.33 

- 

- 

- 

- 

- 

- 

- 

0.024 

0.001 

0.023 

0.027 

115.46 

Over Exploited 

Wangli 

0826000403119500 

0.04 

0.01 

14,948.41 

0.01 

- 

0.01 

0.03 

0.40 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.008 

0.016 

184.83 

Over Exploited 

Adiseri 

0826000303103400 

0.04 

0.06 

583.94 

0.07 

- 

0.07 

0.01 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.067 

0.003 

0.064 

0.024 

37.87 

Safe 



0.04 

0.00 

124,150.03 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

0.003 

188.50 

Over Exploited 

Antaliya 

0826000303105600 

0.04 

0.08 

69.86 

0.09 

- 

0.09 

0.05 

0.77 

- 

- 

- 

- 

- 

- 

- 

0.091 

0.005 

0.087 

0.020 

22.75 

Safe 

Ariwara 

0826000303105400 

0.04 

0.07 

701,958.19 

0.08 

- 

0.08 

0.02 

0.28 

- 

- 

- 

- 

- 

- 

- 

0.082 

0.004 

0.078 

0.028 

36.21 

Safe 

Barchha 

0826000303106700 

0.04 

0.01 

191,252.52 

0.01 

- 

0.01 

0.02 

0.27 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.023 

334.52 

Over Exploited 

Barla 

0826000303106600 

0.04 

0.09 

495,589.97 

0.10 

- 

0.10 

0.04 

0.61 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.112 

0.006 

0.107 

0.087 

81.57 

Semi Critical 

Beelwan 

0826000303105700 

0.04 

0.09 

98.44 

0.11 

0.01 

0.12 

0.05 

0.80 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.145 

0.007 

0.138 

0.179 

129.76 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Bhiyata 

082600030310350C 

2.846 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.306 

2.44 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.11 

0.01 

0.005 

0.58 

0.62 


Bhoola Ki Amli 

0826000303104700 

2.793 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.598 

2.08 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.02 

0.006 

0.69 

0.72 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.003 

2.08 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chak Antaliya 

0826000303105300 

1.537 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.094 

2.47 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.00 

0.002 

0.53 

0.56 


Chak Bamnimata 

0826000303108600 

7.173 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.366 

2.51 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.00 

0.003 

0.14 

0.15 


Chak Ghorimal 

0826000303108700 

4.292 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.559 

2.42 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.001 

0.10 

0.10 


Chak Karwa Mahua 

0826000303108800 

7.611 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.083 

2.36 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Darmiyma 

0826000303104600 

1.856 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.078 

2.38 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.03 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.365 

2.38 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.03 

0.003 

0.54 

0.57 


Dhadhmata 

0826000303106800 

5.992 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.078 

2.81 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Dhanodar 

0826000303104800 

3.073 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.045 

2.13 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.14 

0.07 

0.007 

0.73 

0.77 


Dhedmariya 

0826000303108400 

4.266 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.185 

2.28 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.23 

0.22 

0.19 

0.009 

0.74 

0.77 


Digawari Kalan 

0826000303106100 

2.760 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.447 

2.11 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.14 

0.14 

0.19 

0.005 

0.66 

0.69 


Digawari Khurd 

0826000303106000 

2.828 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.828 

2.25 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.13 

0.04 

0.006 

0.75 

0.78 


Gandhi Sarna 

0826000303107800 

2.491 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.450 

2.14 

0.020 

0.06 

0.02 

0.00 

0.00 

0.00 

0.14 

0.14 

0.25 

0.005 

0.74 

0.77 


Gor 

0826000303104900 

1.181 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.160 

2.17 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.02 

0.003 

0.73 

0.77 


Gujari 

0826000303105500 

1.315 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.021 

2.38 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.02 

0.002 

0.58 

0.61 


Gura 

0826000303108500 

2.974 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.794 

2.29 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.14 

0.08 

0.006 

0.71 

0.74 


Har 

0826000303100100 

2.311 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.202 

3.87 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.06 

0.07 


Jetiwara 

0826000403123400 

6.222 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

3.04 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jogiwar 

0826000303106400 

11.688 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.845 

2.23 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.53 

0.51 

0.19 

0.024 

0.70 

0.72 


Joona Padar 

0826000303103800 

3.281 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

3.256 

2.46 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.15 

0.02 

0.007 

0.69 

0.76 


Jura 

0826000303103600 

3.349 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.717 

2.47 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.13 

0.03 

0.006 

0.57 

0.62 


Jurli 

0826000403123800 

3.952 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.014 

3.06 

0.025 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kana Padar 

0826000303104400 

1.374 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.374 

2.41 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.03 

0.003 

0.72 

0.77 


Kanthariya 

0826000303104200 

0.445 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.445 

2.43 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.72 

0.78 


Kaucha 

0826000303106200 

3.167 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.851 

2.07 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.14 

0.13 

0.12 

0.006 

0.67 

0.70 


Kotra 

0826000303107700 

3.612 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.598 

2.16 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.20 

0.19 

0.21 

0.008 

0.75 

0.78 


Lamba Haldoo 

0826000303108100 

3.666 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.666 

2.75 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.22 

0.21 

0.05 

0.008 

0.75 

0.78 


Maldar Kalan 

0826000303105000 

32.565 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.434 

2.74 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.53 

0.49 

0.02 

0.021 

0.21 

0.23 


Maldar Khurd 

0826000303105200 

1.361 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.815 

2.34 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.01 

0.002 

0.45 

0.47 


Naldigawari 

0826000303105100 

2.564 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.740 

2.33 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.00 

0.004 

0.51 

0.53 


Naya Was 

0826000303107500 

14.830 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.760 

3.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.01 

0.002 

0.04 

0.04 


Nayar 

0826000303104300 

0.518 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.511 

2.43 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.001 

0.71 

0.77 


Nichli Kundal 

0826000303104000 

0.781 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.557 

2.47 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.001 

0.50 

0.56 


Nichli Subri 

0826000303107900 

5.975 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.755 

2.25 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.30 

0.29 

0.18 

0.013 

0.73 

0.75 


Nichli Thala 

0826000303108200 

2.680 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.552 

2.36 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.14 

0.07 

0.006 

0.72 

0.74 


Padalwara 

0826000303106300 

3.674 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.674 

2.02 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.16 

0.07 

0.008 

0.75 

0.78 


Palesar 

0826000303105900 

3.217 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.217 

2.57 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.20 

0.19 

0.16 

0.007 

0.75 

0.78 


Pathar Pari 

0826000303108900 

7.765 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.387 

2.26 

0.020 

0.03 

0.01 

0.00 

0.00 

0.00 

0.17 

0.17 

0.12 

0.008 

0.33 

0.34 


Punawali 

0826000303103900 

1.829 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.582 

2.55 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.01 

0.004 

0.60 

0.68 


Sandmariya 

0826000303107000 

14.444 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.372 

3.80 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.49 

0.48 

0.04 

0.014 

0.33 

0.34 


Sarli 

0826000303105800 

3.626 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.840 

2.48 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.15 

0.02 

0.006 

0.59 

0.61 


Sondraf 

0826000303107600 

8.613 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.943 

2.97 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.23 

0.04 

0.009 

0.34 

0.36 


Soobri Ki Nal 

0826000303106500 

0.352 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.283 

2.71 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.001 

0.61 

0.63 


Tandla 

0826000303103700 

1.002 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.986 

2.42 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.01 

0.002 

0.69 

0.75 


Torna 

0826000303099700 

112.450 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.168 

3.34 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.00 

0.003 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

19.536 

3.34 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

1.32 

1.10 

0.00 

0.044 

0.11 

0.13 


Umri Padar 

0826000303104500 

4.383 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.779 

2.37 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.002 

0.13 

0.14 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

3.592 

2.37 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.17 

0.03 

0.008 

0.60 

0.64 


Upla Thala 

0826000303108300 

1.822 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.822 

2.24 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.11 

0.14 

0.004 

0.75 

0.78 


Upli Kundal 

0826000303104100 

1.348 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.348 

2.43 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.01 

0.003 

0.71 

0.78 


Upli Subri 

0826000303108000 

6.122 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.628 

3.58 

0.020 

0.07 

0.02 

0.00 

0.00 

0.00 

0.38 

0.37 

0.25 

0.010 

0.57 

0.59 

River Basin: Sabi 

Sub Basin: Sabi 

06001001 

Alanpur 

0806000800866800 

4.722 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.610 

-0.42 

0.120 

0.30 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.16 

0.030 

0.51 

0.81 


Basai Narooka 

0806000800866900 

4.266 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.514 

-0.45 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.017 

0.32 

0.47 


Beejwad Chauhan 

0806000200772300 

9.765 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.072 

-0.25 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.00 

0.01 


Bheenwada 

0806000200778800 

5.434 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.260 

-0.52 

0.120 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.48 

0.036 

0.51 

0.80 


Bhooriyawas 

0806000800867300 

6.859 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.819 

-0.80 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.012 

0.15 

0.20 







Non-command 

Quartzite 

0.235 

-0.80 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.02 

0.03 


Chandpur 

0806000200776700 

3.773 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.056 

-0.43 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Cheeruni 

0806000200779900 

8.376 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.376 

-0.63 

0.120 

0.27 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.00 

0.058 

0.55 

0.79 


Choodla 

0806000200782200 

4.724 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.724 

-0.44 

0.120 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.70 

0.033 

0.53 

0.83 


Dhailawas 

0806000200783300 

3.325 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.964 

-0.51 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.014 

0.33 

0.44 


Gopipura 

0806000200782000 

1.736 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.736 

-0.56 

0.120 

0.40 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.60 

0.012 

0.57 

0.75 


Harsora 

0806000800867700 

5.689 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.586 

-0.35 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.004 

0.06 

0.08 


Hatoondi 

0806000200779700 

4.422 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.974 

-0.22 

0.120 

0.24 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.94 

0.020 

0.35 

0.57 







Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Bhiyata 

0826000303103500 

0.04 

0.05 

5,458.80 

0.06 

- 

0.06 

0.04 

0.62 

- 

- 

- 

- 

- 

- 

- 

0.060 

0.003 

0.057 

0.016 

28.34 

Safe 

Bhoola Ki Amli 

0826000303104700 

0.04 

0.07 

51.99 

0.09 

- 

0.09 

0.05 

0.73 

- 

- 

- 

- 

- 

- 

- 

0.089 

0.004 

0.084 

0.028 

33.04 

Safe 



0.04 

0.00 

106,986.02 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chak Antaliya 

0826000303105300 

0.04 

0.02 

114.56 

0.03 

- 

0.03 

0.04 

0.57 

- 

- 

- 

- 

- 

- 

- 

0.029 

0.001 

0.028 

0.002 

8.89 

Safe 

Chak Bamnimata 

0826000303108600 

0.04 

0.01 

610.40 

0.01 

- 

0.01 

0.01 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.000 

0.009 

0.003 

33.36 

Safe 

Chak Ghorimal 

0826000303108700 

0.04 

0.00 

1,047.15 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.001 

48.76 

Safe 

Chak Karwa Mahua 

0826000303108800 

0.04 

0.00 

13,094.57 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Darmiyma 

0826000303104600 

0.04 

0.00 

3,450.04 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.03 

140.84 

0.04 

- 

0.04 

0.04 

0.57 

- 

- 

- 

- 

- 

- 

- 

0.035 

0.002 

0.033 

0.028 

84.18 

Semi Critical 

Dhadhmata 

0826000303106800 

0.04 

0.00 

59,556.70 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dhanodar 

0826000303104800 

0.04 

0.09 

53.57 

0.11 

- 

0.11 

0.05 

0.78 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.121 

0.006 

0.115 

0.072 

62.69 

Safe 

Dhedmariya 

0826000303108400 

0.04 

0.13 

73.83 

0.15 

0.01 

0.16 

0.05 

0.79 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.203 

0.010 

0.193 

0.203 

105.28 

Over Exploited 

Digawari Kalan 

0826000303106100 

0.04 

0.07 

104.16 

0.08 

0.01 

0.09 

0.04 

0.71 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.131 

0.007 

0.124 

0.192 

155.01 

Over Exploited 

Digawari Khurd 

0826000303106000 

0.04 

0.09 

50.36 

0.11 

- 

0.11 

0.05 

0.80 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.115 

0.006 

0.110 

0.042 

38.60 

Safe 

Gandhi Sarna 

0826000303107800 

0.04 

0.07 

85.82 

0.09 

0.02 

0.11 

0.05 

0.79 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.160 

0.008 

0.152 

0.250 

164.83 

Over Exploited 

Gor 

0826000303104900 

0.04 

0.03 

(36.37) 

0.04 

- 

0.04 

0.05 

0.78 

- 

- 

- 

- 

- 

- 

- 

0.042 

0.002 

0.040 

0.025 

61.93 

Safe 

Gujari 

0826000303105500 

0.04 

0.02 

28.65 

0.03 

- 

0.03 

0.04 

0.62 

- 

- 

- 

- 

- 

- 

- 

0.030 

0.001 

0.028 

0.024 

86.51 

Semi Critical 

Gura 

0826000303108500 

0.04 

0.08 

74.46 

0.10 

- 

0.10 

0.05 

0.75 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.108 

0.005 

0.103 

0.085 

83.13 

Semi Critical 

Har 

0826000303100100 

0.04 

0.00 

2,808.32 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Jetiwara 

0826000403123400 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jogiwar 

0826000303106400 

0.04 

0.31 

103,279.80 

0.37 

0.01 

0.38 

0.05 

0.74 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.423 

0.021 

0.402 

0.218 

54.31 

Safe 

Joona Padar 

0826000303103800 

0.04 

0.09 

70.76 

0.11 

- 

0.11 

0.05 

0.74 

- 

- 

- 

- 

- 

- 

- 

0.108 

0.005 

0.103 

0.025 

24.65 

Safe 

Jura 

0826000303103600 

0.04 

0.06 

15,714.97 

0.07 

- 

0.07 

0.04 

0.61 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.082 

0.004 

0.078 

0.038 

48.66 

Safe 

Jurli 

0826000403123800 

0.06 

0.00 

46,456.07 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kana Padar 

0826000303104400 

0.04 

0.04 

79.31 

0.05 

- 

0.05 

0.05 

0.77 

- 

- 

- 

- 

- 

- 

- 

0.047 

0.002 

0.045 

0.028 

62.54 

Safe 

Kanthariya 

0826000303104200 

0.04 

0.01 

55.60 

0.02 

- 

0.02 

0.05 

0.76 

- 

- 

- 

- 

- 

- 

- 

0.015 

0.001 

0.015 

0.012 

82.69 

Semi Critical 

Kaucha 

0826000303106200 

0.04 

0.08 

66.10 

0.09 

0.01 

0.10 

0.05 

0.72 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.125 

0.006 

0.119 

0.121 

102.27 

Over Exploited 

Kotra 

0826000303107700 

0.04 

0.11 

68.87 

0.13 

0.01 

0.14 

0.05 

0.80 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.184 

0.009 

0.175 

0.217 

124.30 

Over Exploited 

Lamba Haldoo 

0826000303108100 

0.04 

0.11 

87.09 

0.14 

- 

0.14 

0.05 

0.80 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.147 

0.007 

0.140 

0.058 

41.71 

Safe 

Maldar Kalan 

0826000303105000 

0.04 

0.08 

########## 

0.10 

- 

0.10 

0.01 

0.23 

- 

- 

- 

- 

- 

- 

- 

0.097 

0.005 

0.092 

0.043 

46.69 

Safe 

Maldar Khurd 

0826000303105200 

0.04 

0.01 

22,950.74 

0.01 

- 

0.01 

0.03 

0.48 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.013 

0.016 

126.53 

Over Exploited 

Naldigawari 

0826000303105100 

0.04 

0.04 

112.29 

0.04 

- 

0.04 

0.03 

0.54 

- 

- 

- 

- 

- 

- 

- 

0.044 

0.002 

0.042 

0.004 

9.31 

Safe 

Naya Was 

0826000303107500 

0.04 

0.00 

3,826.09 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.016 

1,138.29 

Over Exploited 

Nayar 

0826000303104300 

0.04 

0.01 

121.83 

0.02 

- 

0.02 

0.05 

0.76 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.027 

0.001 

0.026 

0.037 

142.88 

Over Exploited 

Nichli Kundal 

0826000303104000 

0.04 

0.01 

121.59 

0.01 

- 

0.01 

0.03 

0.54 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.013 

0.019 

150.84 

Over Exploited 

Nichli Subri 

0826000303107900 

0.04 

0.17 

62,835.70 

0.21 

0.01 

0.22 

0.05 

0.77 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.246 

0.012 

0.234 

0.193 

82.51 

Semi Critical 

Nichli Thala 

0826000303108200 

0.04 

0.08 

78.59 

0.09 

- 

0.09 

0.05 

0.77 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.101 

0.005 

0.096 

0.078 

81.17 

Semi Critical 

Padalwara 

0826000303106300 

0.04 

0.11 

41.85 

0.14 

- 

0.14 

0.05 

0.80 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.146 

0.007 

0.139 

0.080 

57.69 

Safe 

Palesar 

0826000303105900 

0.04 

0.10 

87.97 

0.12 

0.01 

0.13 

0.05 

0.80 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.160 

0.008 

0.152 

0.165 

108.63 

Over Exploited 

Pathar Pari 

0826000303108900 

0.04 

0.05 

262.52 

0.06 

0.01 

0.07 

0.02 

0.35 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.085 

0.004 

0.081 

0.123 

151.59 

Over Exploited 

Punawali 

0826000303103900 

0.04 

0.04 

88.24 

0.05 

- 

0.05 

0.04 

0.64 

- 

- 

- 

- 

- 

- 

- 

0.046 

0.002 

0.043 

0.011 

24.27 

Safe 

Sandmariya 

0826000303107000 

0.04 

0.08 

24,957.62 

0.10 

- 

0.10 

0.02 

0.35 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.110 

0.006 

0.105 

0.050 

48.03 

Safe 

Sarli 

0826000303105800 

0.04 

0.07 

52,782.46 

0.08 

- 

0.08 

0.04 

0.63 

- 

- 

- 

- 

- 

- 

- 

0.082 

0.004 

0.078 

0.028 

36.25 

Safe 

Sondraf 

0826000303107600 

0.04 

0.06 

318.29 

0.07 

- 

0.07 

0.02 

0.37 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.077 

0.004 

0.074 

0.045 

60.96 

Safe 

Soobri Ki Nal 

0826000303106500 

0.04 

0.01 

244.11 

0.01 

- 

0.01 

0.04 

0.65 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.008 

0.023 

280.00 

Over Exploited 

Tandla 

0826000303103700 

0.04 

0.03 

61.21 

0.03 

- 

0.03 

0.05 

0.74 

- 

- 

- 

- 

- 

- 

- 

0.033 

0.002 

0.031 

0.016 

52.20 

Safe 

Torna 

0826000303099700 

0.04 

0.00 

19,998.66 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

711.98 

Over Exploited 



0.04 

0.09 

########## 

0.10 

- 

0.10 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.104 

0.005 

0.099 

0.048 

48.10 

Safe 

Umri Padar 

0826000303104500 

0.04 

0.00 

727.24 

0.01 

- 

0.01 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.016 

331.12 

Over Exploited 



0.04 

0.09 

96.24 

0.10 

- 

0.10 

0.04 

0.64 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.113 

0.006 

0.107 

0.037 

34.52 

Safe 

Upla Thala 

0826000303108300 

0.04 

0.06 

89.75 

0.07 

0.01 

0.08 

0.05 

0.80 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.108 

0.005 

0.103 

0.141 

137.44 

Over Exploited 

Upli Kundal 

0826000303104100 

0.04 

0.04 

56.19 

0.05 

- 

0.05 

0.05 

0.76 

- 

- 

- 

- 

- 

- 

- 

0.046 

0.002 

0.044 

0.010 

22.94 

Safe 

Upli Subri 

0826000303108000 

0.04 

0.11 

313,086.05 

0.13 

0.02 

0.15 

0.04 

0.61 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.200 

0.010 

0.190 

0.262 

138.35 

Over Exploited 


River Basin: Sabi 


Sub Basin: Sabi 

Alanpur 

0806000800866800 

0.24 

0.57 

- 

0.57 

0.01 

0.58 

0.09 

0.60 

0.10 

0.0400 

- 

- 

0.002 

0.042 

0.143 

0.721 

0.072 

0.649 

1.186 

182.74 

Over Exploited 

Basai Narooka 

0806000800866900 

0.24 

0.19 

- 

0.19 

0.00 

0.19 

0.05 

0.37 

0.03 

0.0100 

- 

- 

0.000 

0.010 

0.043 

0.234 

0.023 

0.211 

0.280 

132.67 

Over Exploited 

Beejwad Chauhan 

0806000200772300 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.023 

30,953.38 

Over Exploited 

Bheenwada 

0806000200778800 

0.24 

0.65 

- 

0.65 

0.01 

0.66 

0.09 

0.60 

0.11 

0.0200 

- 

- 

- 

0.020 

0.133 

0.791 

0.079 

0.712 

0.519 

72.92 

Semi Critical 

Bhooriyawas 

0806000800867300 

0.24 

0.06 

- 

0.06 

- 

0.06 

0.02 

0.17 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.084 

0.008 

0.076 

0.217 

285.64 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.016 

5,556.79 

Over Exploited 

Chandpur 

0806000200776700 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.010 

8,650.30 

Over Exploited 

Cheeruni 

0806000200779900 

0.24 

1.10 

- 

1.10 

0.01 

1.11 

0.09 

0.64 

0.18 

0.0400 

- 

- 

0.002 

0.042 

0.226 

1.339 

0.134 

1.205 

1.061 

88.02 

Semi Critical 

Choodla 

0806000200782200 

0.24 

0.60 

- 

0.60 

0.01 

0.61 

0.09 

0.62 

0.11 

0.0300 

- 

- 

- 

0.030 

0.135 

0.744 

0.074 

0.669 

0.728 

108.72 

Over Exploited 

Dhailawas 

0806000200783300 

0.24 

0.16 

- 

0.16 

- 

0.16 

0.05 

0.38 

0.03 

0.0100 

- 

- 

- 

0.010 

0.035 

0.191 

0.019 

0.172 

0.199 

115.50 

Over Exploited 

Gopipura 

0806000200782000 

0.24 

0.24 

- 

0.24 

0.02 

0.26 

0.09 

0.66 

0.04 

0.0600 

- 

- 

- 

0.060 

0.098 

0.353 

0.035 

0.318 

1.615 

507.66 

Over Exploited 

Harsora 

0806000800867700 

0.24 

0.01 

- 

0.01 

0.01 

0.02 

0.01 

0.06 

0.00 

0.0300 

- 

- 

- 

0.030 

0.031 

0.049 

0.005 

0.044 

0.311 

703.06 

Over Exploited 

Hatoondi 

0806000200779700 

0.24 

0.25 

- 

0.25 

0.01 

0.26 

0.06 

0.41 

0.05 

0.0400 

- 

- 

- 

0.040 

0.085 

0.343 

0.034 

0.309 

0.956 

309.43 

Over Exploited 



Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Jaggoowas 

080600080086670C 

2.099 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.355 

-0.38 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.009 

0.34 

0.53 


Jalpiwas 

0806000200782100 

2.080 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.080 

-0.55 

0.120 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.57 

0.014 

0.55 

0.77 


Jasai 

0806000200773600 

3.818 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.690 

-0.37 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.012 

0.25 

0.32 


Jeevan Singhpura 

0806000200782300 

4.407 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.235 

-0.15 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.009 

0.14 

0.24 


Jhajharpur 

0806000200779800 

4.357 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.181 

-0.07 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.008 

0.14 

0.23 


Kali Pahari 

0806000200781800 

2.809 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.034 

-0.76 

0.120 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.65 

0.014 

0.42 

0.52 


Kalooka 

0806000200778900 

2.987 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.659 

-0.37 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.42 

0.018 

0.46 

0.75 


Kami Kot 

0806000200776100 

4.859 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.856 

-0.47 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.006 

0.09 

0.14 


Ladpur 

0806000800867100 

2.552 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.457 

-0.53 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.003 

0.10 

0.14 


Majra Aheer 

0806000800867000 

3.438 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.208 

-0.36 

0.120 

0.21 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.81 

0.015 

0.34 

0.52 


Majri Bhanda 

0806000200776000 

3.854 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.788 

-0.38 

0.120 

0.29 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.14 

0.026 

0.54 

0.75 


Mau 

0806000200778600 

2.479 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.138 

-0.61 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.008 

0.26 

0.34 


Menpur 

0806000200780200 

11.549 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.458 

-0.64 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.038 

0.28 

0.34 


Mundanwara Khurd 

0806000200773400 

1.957 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.092 

-0.50 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.001 

0.03 

0.04 


Mundiya Khera 

0806000200776600 

2.499 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.464 

-0.48 

0.120 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.62 

0.017 

0.54 

0.76 


Nangal Udiya 

0806000200773700 

6.040 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.940 

-0.36 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.006 

0.09 

0.11 


Padmara Kalan 

0806000200776400 

5.162 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.227 

-0.25 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.002 

0.02 

0.04 


Padmara Khurd 

0806000200779000 

2.567 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.020 

-0.10 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Peepli 

0806000200780000 

4.704 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.514 

-0.66 

0.120 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.73 

0.031 

0.54 

0.72 


Rajwara 

0806000200775900 

3.777 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.852 

-0.37 

0.120 

0.22 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.85 

0.013 

0.28 

0.36 


Rambas 

0806000200778700 

1.224 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.224 

-0.59 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.008 

0.54 

0.79 


Ranoth 

0806000200781700 

4.544 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.036 

-0.89 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.007 

0.13 

0.16 


Shahjadpur 

0806000200773500 

2.457 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.973 

-0.37 

0.120 

0.12 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.47 

0.014 

0.45 

0.59 


Shamda 

0806000200783100 

14.091 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.376 

-0.34 

0.120 

0.27 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

1.02 

0.030 

0.16 

0.26 


Shreekrishan Nagar 

0806000200780300 

4.223 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.516 

-0.67 

0.120 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.52 

0.017 

0.35 

0.43 


Siya Khoh 

0806000200780100 

5.719 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.356 

-0.62 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.016 

0.24 

0.29 


Swaroop Sarai 

0806000200776500 

1.523 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.523 

-0.41 

0.120 

0.28 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.10 

0.010 

0.53 

0.81 


Tatarpur 

0806000200783400 

18.195 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.016 

-0.97 

0.120 

0.56 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.14 

0.083 

0.37 

0.48 







Non-command 

Quartzite 

0.003 

-0.97 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Tehadka 

0806000200781900 

2.559 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.559 

-0.64 

0.120 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.76 

0.018 

0.58 

0.72 


Tehadki 

0806000200783200 

4.616 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.312 

-0.50 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.023 

0.39 

0.56 

06001002 

Alanpur 

0806000800866800 

4.722 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.112 

-0.42 

0.120 

0.01 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.03 

0.001 

0.01 

0.02 


Bahram Ka Bas 

0806000800874300 

3.167 

Fresh 

Non-command 

Non-command 

Quartzite 

2.581 

0.00 

0.020 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.50 

0.017 

0.48 

0.56 


Baiba Ka Bas 

0806000800872200 

4.298 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.895 

-0.25 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.42 

0.019 

0.39 

0.46 







Non-command 

Quartzite 

1.243 

-0.25 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.008 

0.17 

0.20 


Bamanwas 

0806000800867600 

2.195 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.195 

-0.41 

0.120 

0.25 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.00 

0.014 

0.56 

0.73 


Basai Narooka 

0806000800866900 

4.266 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.752 

-0.45 

0.120 

0.05 

0.00 

0.00 

0.00 

0.03 

0.00 

0.00 

0.19 

0.012 

0.22 

0.33 


Bawali Ka Bas 

0806000800867900 

2.104 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.104 

-0.32 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.014 

0.56 

0.73 


Behroj 

0806000200784800 

16.400 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

-0.73 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

0.094 

-0.73 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.00 

0.00 


Bhooriyawas 

0806000800867300 

6.859 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.418 

-0.80 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.022 

0.28 

0.37 







Non-command 

Quartzite 

0.080 

-0.80 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Chheend 

0806000800872000 

21.760 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.027 

-0.18 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chhipari 

0806000800867200 

5.154 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.154 

-0.43 

0.120 

0.24 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.91 

0.034 

0.55 

0.77 


Choola 

0806000800869600 

4.200 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.811 

-0.31 

0.120 

0.22 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.83 

0.025 

0.53 

0.63 


Dhailawas 

0806000200783300 

3.325 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.362 

-0.51 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.009 

0.23 

0.31 


Dhamla Ka Bas 

0806000800872100 

12.385 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.303 

-0.12 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.035 

0.25 

0.31 







Non-command 

Quartzite 

0.002 

-0.12 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dheerpur 

0806000800868000 

5.014 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.461 

-0.21 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.010 

0.16 

0.22 


Ghat 

0806000800872400 

5.205 

Fresh 

Non-command 

Non-command 

Quartzite 

2.155 

-0.18 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.014 

0.24 

0.28 


Gurha Bhankharwala 

0806000800874500 

2.157 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.594 

0.05 

0.120 

0.14 

0.01 

0.00 

0.00 

0.00 

0.14 

0.11 

0.56 

0.010 

0.42 

0.54 







Non-command 

Quartzite 

0.493 

0.05 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.11 

0.003 

0.13 

0.17 


Guwara 

0806000800869200 

6.868 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.169 

-0.27 

0.120 

0.28 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.06 

0.041 

0.51 

0.64 


Hajipur 

0806000800871900 

14.758 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.476 

-0.31 

0.120 

0.72 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.77 

0.076 

0.45 

0.54 







Non-command 

Quartzite 

2.815 

-0.31 

0.020 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.019 

0.11 

0.13 


Hameerpur 

0806000800869400 

17.880 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.410 

-0.46 

0.120 

0.44 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.67 

0.062 

0.30 

0.38 







Non-command 

Quartzite 

2.389 

-0.46 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.016 

0.08 

0.10 


Harsora 

0806000800867700 

5.689 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.684 

-0.35 

0.120 

0.36 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

1.42 

0.018 

0.26 

0.37 


Kali Pahari 

0806000800874400 

4.789 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.510 

-0.04 

0.120 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.52 

0.023 

0.42 

0.52 







Non-command 

Quartzite 

1.168 

-0.04 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.008 

0.14 

0.17 


Kalyan Nagar 

0806000800869000 

2.568 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

-0.31 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kalyanpura 

0806000800874600 

9.378 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.777 

0.26 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.13 

0.10 

0.13 

0.018 

0.17 

0.22 







Non-command 

Quartzite 

3.624 

0.26 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.09 

0.024 

0.22 

0.29 


Kanjipura 

0806000800871800 

2.674 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.147 

-0.32 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.008 

0.25 

0.29 







Non-command 

Quartzite 

0.782 

-0.32 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.005 

0.17 

0.20 


Kanpura ( Loj) 

0806000900879800 

4.663 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.007 

0.33 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Katariya Ka Bas 

0806000800869500 

3.601 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.565 

-0.34 

0.120 

0.24 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.92 

0.023 

0.57 

0.70 


Kharkhari Kalan 

0806000900879700 

12.217 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.186 

0.18 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Jaggoowas 

0806000800866700 

0.24 

0.11 

- 

0.11 

- 

0.11 

0.06 

0.40 

0.02 

0.0100 

- 

- 

- 

0.010 

0.029 

0.140 

0.014 

0.126 

0.107 

85.14 

Semi Critical 

Jalpiwas 

0806000200782100 

0.24 

0.28 

- 

0.28 

0.01 

0.29 

0.09 

0.64 

0.05 

0.0200 

- 

- 

0.001 

0.021 

0.066 

0.353 

0.035 

0.318 

0.584 

183.83 

Over Exploited 

Jasai 

0806000200773600 

0.24 

0.10 

- 

0.10 

0.01 

0.11 

0.04 

0.29 

0.02 

0.0100 

- 

- 

0.000 

0.011 

0.027 

0.140 

0.014 

0.126 

0.333 

263.91 

Over Exploited 

Jeevan Singhpura 

0806000200782300 

0.24 

0.04 

- 

0.04 

0.01 

0.05 

0.03 

0.17 

0.01 

0.0200 

- 

- 

- 

0.020 

0.028 

0.081 

0.008 

0.073 

0.166 

228.24 

Over Exploited 

Jhajharpur 

0806000200779800 

0.24 

0.04 

- 

0.04 

0.01 

0.05 

0.03 

0.17 

0.01 

0.0200 

- 

- 

- 

0.020 

0.027 

0.077 

0.008 

0.069 

0.226 

326.79 

Over Exploited 

Kali Pahari 

0806000200781800 

0.24 

0.21 

- 

0.21 

0.01 

0.22 

0.07 

0.49 

0.03 

0.0200 

- 

- 

0.001 

0.021 

0.053 

0.269 

0.027 

0.242 

0.664 

274.45 

Over Exploited 

Kalooka 

0806000200778900 

0.24 

0.30 

- 

0.30 

0.01 

0.31 

0.08 

0.55 

0.05 

0.0200 

- 

- 

- 

0.020 

0.073 

0.379 

0.038 

0.341 

0.434 

127.44 

Over Exploited 

Kami Kot 

0806000200776100 

0.24 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.11 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.033 

0.003 

0.029 

0.318 

1,085.27 

Over Exploited 

Ladpur 

0806000800867100 

0.24 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.11 

0.00 

- 

- 

- 

- 

- 

0.002 

0.013 

0.001 

0.011 

0.136 

1,208.49 

Over Exploited 

Maj'ra Aheer 

0806000800867000 

0.24 

0.18 

- 

0.18 

0.03 

0.21 

0.06 

0.40 

0.03 

0.0900 

- 

- 

- 

0.090 

0.121 

0.332 

0.033 

0.299 

0.824 

275.76 

Over Exploited 

Majri Bhanda 

0806000200776000 

0.24 

0.49 

- 

0.49 

0.01 

0.50 

0.09 

0.63 

0.08 

0.0400 

- 

- 

- 

0.040 

0.121 

0.621 

0.062 

0.559 

1.165 

208.29 

Over Exploited 

Mau 

0806000200778600 

0.24 

0.07 

- 

0.07 

- 

0.07 

0.04 

0.30 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.093 

0.009 

0.083 

0.265 

317.45 

Over Exploited 

Menpur 

0806000200780200 

0.24 

0.36 

- 

0.36 

- 

0.36 

0.04 

0.32 

0.06 

0.0100 

- 

- 

- 

0.010 

0.066 

0.430 

0.043 

0.387 

0.399 

103.08 

Over Exploited 

Mundanwara Khurd 

0806000200773400 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.033 

5,476.23 

Over Exploited 

Mundiya Khera 

0806000200776600 

0.24 

0.32 

- 

0.32 

0.01 

0.33 

0.09 

0.63 

0.05 

0.0200 

- 

- 

0.001 

0.021 

0.074 

0.406 

0.041 

0.366 

0.640 

175.09 

Over Exploited 

Nangal Udiya 

0806000200773700 

0.24 

0.02 

- 

0.02 

0.00 

0.02 

0.01 

0.10 

0.00 

- 

- 

- 

0.001 

0.001 

0.004 

0.025 

0.003 

0.023 

0.126 

559.29 

Over Exploited 

Padmara Kalan 

0806000200776400 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.021 

1,555.73 

Over Exploited 

Padmara Khurd 

0806000200779000 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Peepli 

0806000200780000 

0.24 

0.59 

- 

0.59 

0.01 

0.60 

0.09 

0.63 

0.09 

0.0300 

- 

- 

0.000 

0.030 

0.125 

0.723 

0.072 

0.651 

0.765 

117.55 

Over Exploited 

Rajwara 

0806000200775900 

0.24 

0.12 

- 

0.12 

0.01 

0.13 

0.04 

0.32 

0.02 

0.0300 

- 

- 

0.001 

0.031 

0.050 

0.185 

0.018 

0.166 

0.860 

516.79 

Over Exploited 

Rambas 

0806000200778700 

0.24 

0.16 

- 

0.16 

- 

0.16 

0.09 

0.63 

0.03 

0.0100 

- 

- 

- 

0.010 

0.037 

0.196 

0.020 

0.177 

0.404 

229.00 

Over Exploited 

Ranoth 

0806000200781700 

0.24 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.15 

0.01 

0.0100 

- 

- 

- 

0.010 

0.015 

0.048 

0.005 

0.043 

0.227 

524.33 

Over Exploited 

Shahjadpur 

0806000200773500 

0.24 

0.21 

- 

0.21 

0.02 

0.23 

0.07 

0.52 

0.03 

0.0200 

- 

- 

- 

0.020 

0.054 

0.287 

0.029 

0.258 

0.484 

187.43 

Over Exploited 

Shamda 

0806000200783100 

0.24 

0.17 

- 

0.17 

0.04 

0.21 

0.03 

0.19 

0.03 

0.1200 

- 

- 

- 

0.120 

0.150 

0.358 

0.036 

0.322 

1.053 

326.81 

Over Exploited 

Shreekrishan Nagar 

0806000200780300 

0.24 

0.21 

- 

0.21 

0.01 

0.22 

0.05 

0.40 

0.03 

0.0200 

- 

- 

0.000 

0.021 

0.053 

0.274 

0.027 

0.246 

0.540 

219.35 

Over Exploited 

Siya Khoh 

0806000200780100 

0.24 

0.14 

- 

0.14 

- 

0.14 

0.04 

0.28 

0.02 

0.0100 

- 

- 

- 

0.010 

0.031 

0.168 

0.017 

0.151 

0.372 

246.08 

Over Exploited 

Swaroop Sarai 

0806000200776500 

0.24 

0.19 

- 

0.19 

0.01 

0.20 

0.09 

0.63 

0.03 

0.0400 

- 

- 

- 

0.040 

0.074 

0.279 

0.028 

0.251 

1.110 

442.99 

Over Exploited 

Tatarpur 

0806000200783400 

0.24 

1.08 

- 

1.08 

0.03 

1.11 

0.06 

0.43 

0.17 

0.0800 

- 

- 

- 

0.080 

0.248 

1.355 

0.136 

1.220 

2.226 

182.47 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Tehadka 

0806000200781900 

0.24 

0.36 

- 

0.36 

0.01 

0.37 

0.09 

0.67 

0.06 

0.0300 

- 

- 

0.001 

0.031 

0.086 

0.452 

0.045 

0.407 

0.780 

191.62 

Over Exploited 

Tehadki 

0806000200783200 

0.24 

0.31 

- 

0.31 

0.01 

0.32 

0.07 

0.46 

0.05 

0.0200 

- 

- 

0.001 

0.021 

0.073 

0.395 

0.040 

0.356 

0.475 

133.54 

Over Exploited 

Alanpur 

0806000800866800 

0.24 

0.00 

- 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

- 

- 

0.012 

0.012 

0.012 

0.021 

0.002 

0.019 

0.027 

141.20 

Over Exploited 

Bahram Ka Bas 

0806000800874300 

0.06 

0.07 

- 

0.07 

0.01 

0.08 

0.07 

0.54 

0.01 

0.0200 

- 

- 

- 

0.020 

0.030 

0.112 

0.011 

0.101 

0.516 

513.13 

Over Exploited 

Baiba Ka Bas 

0806000800872200 

0.24 

0.27 

- 

0.27 

0.01 

0.28 

0.05 

0.45 

0.04 

0.0200 

- 

- 

- 

0.020 

0.057 

0.342 

0.034 

0.307 

0.439 

142.81 

Over Exploited 



0.06 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.19 

0.00 

- 

- 

- 

- 

- 

0.002 

0.014 

0.001 

0.013 

0.122 

944.78 

Over Exploited 

Bamanwas 

0806000800867600 

0.24 

0.30 

- 

0.30 

0.01 

0.31 

0.08 

0.64 

0.04 

0.0400 

- 

- 

- 

0.040 

0.084 

0.390 

0.039 

0.351 

1.011 

288.46 

Over Exploited 

Basai Narooka 

0806000800866900 

0.24 

0.09 

- 

0.09 

0.03 

0.12 

0.04 

0.26 

0.02 

0.0100 

- 

- 

0.038 

0.048 

0.063 

0.181 

0.018 

0.163 

0.198 

120.97 

Over Exploited 

Bawali Ka Bas 

0806000800867900 

0.24 

0.28 

- 

0.28 

0.01 

0.29 

0.08 

0.64 

0.04 

0.0100 

- 

- 

- 

0.010 

0.053 

0.345 

0.034 

0.310 

0.232 

74.71 

Semi Critical 

Behroj 

0806000200784800 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.009 

40,718.49 

Over Exploited 

Bhooriyawas 

0806000800867300 

0.24 

0.23 

- 

0.23 

- 

0.23 

0.04 

0.32 

0.04 

0.0100 

- 

- 

- 

0.010 

0.045 

0.273 

0.027 

0.245 

0.408 

166.40 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Chheend 

0806000800872000 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chhipari 

0806000800867200 

0.24 

0.68 

- 

0.68 

0.01 

0.69 

0.09 

0.64 

0.11 

0.0300 

- 

- 

- 

0.030 

0.139 

0.826 

0.083 

0.743 

0.945 

127.13 

Over Exploited 

Choola 

0806000800869600 

0.24 

0.48 

- 

0.48 

0.01 

0.49 

0.07 

0.60 

0.07 

0.0300 

- 

- 

- 

0.030 

0.097 

0.588 

0.059 

0.529 

0.854 

161.31 

Over Exploited 

Dhailawas 

0806000200783300 

0.24 

0.07 

- 

0.07 

- 

0.07 

0.04 

0.27 

0.01 

- 

- 

- 

- 

- 

0.012 

0.087 

0.009 

0.078 

0.129 

165.23 

Over Exploited 

Dhamla Ka Bas 

0806000800872100 

0.24 

0.26 

- 

0.26 

- 

0.26 

0.03 

0.28 

0.04 

- 

- 

- 

- 

- 

0.035 

0.298 

0.030 

0.268 

0.112 

41.71 

Safe 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dheerpur 

0806000800868000 

0.24 

0.06 

- 

0.06 

- 

0.06 

0.02 

0.19 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.075 

0.008 

0.068 

0.275 

404.42 

Over Exploited 

Ghat 

0806000800872400 

0.06 

0.03 

- 

0.03 

- 

0.03 

0.03 

0.28 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.044 

0.004 

0.040 

0.254 

634.72 

Over Exploited 

Gurha Bhankharwala 

0806000800874500 

0.24 

0.16 

(131.63) 

0.13 

0.01 

0.14 

0.06 

0.48 

0.02 

0.0200 

- 

- 

- 

0.020 

0.042 

0.181 

0.009 

0.172 

0.570 

330.99 

Over Exploited 



0.06 

0.00 

519.74 

0.00 

- 

0.00 

0.02 

0.15 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.110 

2,237.68 

Over Exploited 

Guwara 

0806000800869200 

0.24 

0.76 

- 

0.76 

0.01 

0.77 

0.07 

0.59 

0.11 

0.0400 

- 

- 

- 

0.040 

0.150 

0.918 

0.092 

0.827 

1.104 

133.52 

Over Exploited 

Hajipur 

0806000800871900 

0.24 

1.25 

- 

1.25 

0.03 

1.28 

0.06 

0.52 

0.17 

0.1000 

- 

- 

- 

0.100 

0.272 

1.552 

0.155 

1.397 

2.850 

204.05 

Over Exploited 



0.06 

0.02 

- 

0.02 

0.01 

0.03 

0.02 

0.13 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.051 

0.005 

0.046 

0.433 

935.27 

Over Exploited 

Hameerpur 

0806000800869400 

0.24 

0.66 

- 

0.66 

0.02 

0.68 

0.04 

0.34 

0.09 

0.0600 

- 

- 

- 

0.060 

0.155 

0.837 

0.084 

0.753 

1.735 

230.37 

Over Exploited 



0.06 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.022 

0.002 

0.020 

0.266 

1,359.76 

Over Exploited 

Harsora 

0806000800867700 

0.24 

0.16 

- 

0.16 

0.05 

0.21 

0.04 

0.30 

0.03 

0.1600 

- 

- 

- 

0.160 

0.187 

0.401 

0.040 

0.361 

1.433 

397.33 

Over Exploited 

Kali Pahari 

0806000800874400 

0.24 

0.36 

- 

0.36 

0.01 

0.37 

0.06 

0.48 

0.05 

0.0200 

- 

- 

- 

0.020 

0.068 

0.435 

0.044 

0.392 

0.541 

138.07 

Over Exploited 



0.06 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.16 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.010 

0.114 

1,128.02 

Over Exploited 

Kalyan Nagar 

0806000800869000 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kalyanpura 

0806000800874600 

0.24 

0.11 

(14.64) 

0.10 

- 

0.10 

0.02 

0.19 

0.01 

- 

- 

- 

- 

- 

0.015 

0.110 

0.005 

0.104 

0.144 

138.55 

Over Exploited 



0.06 

0.04 

34,768.22 

0.04 

- 

0.04 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.005 

0.041 

0.002 

0.039 

0.112 

289.76 

Over Exploited 

Kanjipura 

0806000800871800 

0.24 

0.07 

- 

0.07 

- 

0.07 

0.03 

0.29 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.089 

0.009 

0.080 

0.252 

314.54 

Over Exploited 



0.06 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.20 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.001 

0.008 

0.108 

1,309.56 

Over Exploited 

Kanpura ( Loj) 

0806000900879800 

0.24 

0.00 

12,729.78 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Katariya Ka Bas 

0806000800869500 

0.24 

0.49 

- 

0.49 

0.01 

0.50 

0.08 

0.65 

0.07 

0.0300 

- 

- 

- 

0.030 

0.098 

0.596 

0.060 

0.536 

0.943 

175.88 

Over Exploited 

Kharkhari Kalan 

0806000900879700 

0.24 

0.00 

35,952.24 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.013 

5,628.05 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Quartzite 

0.005 

0.18 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kishorpura 

080600080086740C 

5.784 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.822 

-0.62 

0.120 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.53 

0.032 

0.47 

0.61 







Non-command 

Quartzite 

0.252 

-0.62 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.02 

0.03 


Ladpur 

0806000800867100 

2.552 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.095 

-0.53 

0.120 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.57 

0.014 

0.45 

0.63 


Lekri 

0806000800875000 

7.870 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.13 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

1.351 

0.13 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.14 

0.009 

0.10 

0.12 


Majra Aheer 

0806000800867000 

3.438 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.009 

-0.36 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mandha 

0806000800869100 

3.372 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.226 

-0.24 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.008 

0.21 

0.25 


Mangalwa 

0806000800872300 

7.226 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.858 

-0.14 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.025 

0.31 

0.37 







Non-command 

Quartzite 

2.399 

-0.14 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.016 

0.19 

0.23 


Moondli 

0806000800871700 

4.184 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.161 

-0.31 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.001 

0.02 

0.03 







Non-command 

Quartzite 

1.713 

-0.31 

0.020 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.011 

0.24 

0.28 


Mukandpur 

0806000800869700 

1.727 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.820 

-0.32 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.005 

0.28 

0.33 


Narol 

0806000800867800 

4.598 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.376 

-0.36 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.029 

0.53 

0.70 


Nathoosar 

0806000800874900 

12.346 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.236 

0.63 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.00 

0.008 

0.05 

0.08 







Non-command 

Quartzite 

1.371 

0.63 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.009 

0.06 

0.09 


Raghunathpura 

0806000800869300 

4.274 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.274 

-0.38 

0.120 

0.21 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.80 

0.028 

0.57 

0.71 


Rampur 

0806000800874700 

8.038 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.189 

0.06 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.08 

0.001 

0.01 

0.02 







Non-command 

Quartzite 

4.689 

0.06 

0.020 

0.28 

0.01 

0.00 

0.00 

0.00 

0.28 

0.23 

1.08 

0.031 

0.34 

0.41 


Ratanpura 

0806000800871600 

2.724 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.027 

-0.30 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Quartzite 

0.048 

-0.30 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Roondh Rampur 

0806000800874800 

19.729 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.261 

0.52 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.00 

0.008 

0.04 

0.05 







Non-command 

Quartzite 

9.533 

0.52 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.00 

0.063 

0.27 

0.38 


Rundh Binak 

0806000700855300 

66.776 

Fresh 

Non-command 

Non-command 

Quartzite 

4.930 

1.82 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.11 

0.00 

0.026 

0.04 

0.07 


Rundh Shahpur 

0806000700846000 

31.645 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.002 

-0.12 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

0.083 

-0.12 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rundh Sundarwas 

0806000700852000 

18.710 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.204 

0.71 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.01 

0.01 







Non-command 

Quartzite 

0.665 

0.71 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.003 

0.02 

0.03 


Talwas 

0806000800867500 

3.106 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.106 

-0.44 

0.120 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.64 

0.020 

0.55 

0.75 


Tatarpur 

0806000200783400 

18.195 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.468 

-0.97 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.003 

0.01 

0.02 


Tehadki 

0806000200783200 

4.616 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.305 

-0.50 

0.120 

0.05 

0.00 

0.00 

0.00 

0.02 

0.00 

0.00 

0.19 

0.009 

0.15 

0.22 

06001003 

Amlaki 

0806000400797900 

1.361 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.361 

0.17 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.08 

0.08 

0.21 

0.009 

0.54 

0.51 


Bahadari 

0806000400798800 

0.530 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.530 

0.16 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.08 

0.09 

0.31 

0.004 

0.54 

0.51 


Bandapur 

0806000400800800 

1.751 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.378 

0.16 

0.120 

0.11 

0.02 

0.00 

0.00 

0.00 

0.12 

0.12 

0.42 

0.009 

0.43 

0.40 


Beela Heri 

0806000400798100 

1.013 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.013 

0.25 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.12 

0.007 

0.54 

0.51 


Bhiwadi (CT) 

0806000440602000 

10.341 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.317 

0.29 

0.120 

2.00 

0.04 

0.00 

0.00 

0.00 

2.31 

2.43 

0.94 

5.373 

0.54 

0.52 







Non-command 

Quartzite 

0.008 

0.29 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.00 

0.00 


Bhoodli 

0806000400799100 

1.313 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.313 

0.19 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.10 

0.11 

0.32 

0.009 

0.54 

0.50 


Chaupanki 

0806000400800700 

3.375 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.872 

0.18 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.08 

0.006 

0.14 

0.13 


Chooharpur 

0806000400801700 

4.871 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.746 

0.09 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.12 

0.12 

0.29 

0.032 

0.53 

0.53 


Gadpur 

0806000400798600 

1.101 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.101 

0.18 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.09 

0.10 

0.32 

0.007 

0.54 

0.51 


Gandhola 

0806000400802200 

2.505 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.073 

0.21 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.01 


Gandwa 

0806000400801900 

2.344 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.311 

0.11 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.09 

0.016 

0.54 

0.53 


Godhan 

0806000400798400 

3.088 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.068 

0.39 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.13 

0.007 

0.19 

0.17 


Guwalda 

0806000400802300 

10.866 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.008 

0.18 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 


Harchandpur 

0806000400797600 

1.329 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.329 

0.26 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.04 

0.009 

0.54 

0.51 


Husaipur 

0806000400800900 

1.884 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.884 

0.15 

0.120 

0.13 

0.02 

0.00 

0.00 

0.00 

0.14 

0.15 

0.49 

0.013 

0.54 

0.51 


Indor 

0806000400802000 

6.433 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.783 

0.07 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.08 

0.08 

0.14 

0.032 

0.41 

0.41 







Non-command 

Quartzite 

1.218 

0.07 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.008 

0.10 

0.10 


Joriya 

0806000400799200 

2.106 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.489 

0.18 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.04 

0.04 

0.14 

0.003 

0.13 

0.12 


Kahrani 

0806000400798500 

3.571 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.721 

0.25 

0.120 

0.17 

0.02 

0.00 

0.00 

0.00 

0.23 

0.25 

0.64 

0.018 

0.41 

0.38 


Karenda 

0806000400798900 

2.463 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.463 

0.14 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.08 

0.09 

0.19 

0.017 

0.54 

0.51 


Karendi 

0806000400798700 

1.236 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.236 

0.16 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.06 

0.07 

0.20 

0.008 

0.54 

0.51 


Khanpur 

0806000400797300 

2.480 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.577 

0.46 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.07 

0.08 

0.20 

0.004 

0.13 

0.12 


Kharkhari 

0806000400801100 

1.935 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.869 

0.16 

0.120 

0.13 

0.02 

0.00 

0.00 

0.00 

0.14 

0.15 

0.50 

0.013 

0.52 

0.50 


Kheri 

0806000400801000 

2.496 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.496 

0.13 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.08 

0.08 

0.19 

0.017 

0.54 

0.52 


Khijarpur 

0806000400798200 

1.800 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.764 

0.31 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.11 

0.11 

0.17 

0.012 

0.53 

0.50 


Khijooriwas 

0806000400798300 

5.256 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.506 

0.49 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.11 

0.003 

0.05 

0.05 







Non-command 

Quartzite 

0.197 

0.49 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.001 

0.02 

0.02 


Kulawat 

0806000400801600 

1.609 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.606 

0.09 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.10 

0.10 

0.35 

0.011 

0.54 

0.54 


Ladpuri 

0806000400801800 

1.819 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.778 

0.13 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.12 

0.012 

0.53 

0.51 


Mahandika 

0806000400801400 

1.527 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.527 

0.10 

0.120 

0.02 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.09 

0.010 

0.54 

0.53 


Milakpur Goojar 

0806000400797400 

4.669 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.482 

0.40 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.23 

0.24 

0.26 

0.024 

0.40 

0.38 







Non-command 

Quartzite 

1.055 

0.40 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.06 

0.007 

0.12 

0.11 


Milakpur Turk 

0806000400806100 

10.739 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.001 

-0.05 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

0.018 

-0.05 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mundana Meo 

0806000400798000 

2.332 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.332 

0.21 

0.120 

0.17 

0.03 

0.00 

0.00 

0.00 

0.20 

0.21 

0.67 

0.016 

0.54 

0.51 


Phalsa 

0806000400799000 

1.218 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.218 

0.18 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.12 

0.12 

0.39 

0.008 

0.54 

0.51 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.10 

0.00 

(200.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kishorpura 

0806000800867400 

0.24 

0.54 

- 

0.54 

0.01 

0.55 

0.07 

0.54 

0.08 

0.0200 

- 

- 

- 

0.020 

0.101 

0.650 

0.065 

0.585 

0.564 

96.36 

Critical 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.016 

4,536.59 

Over Exploited 

Ladpur 

0806000800867100 

0.24 

0.23 

- 

0.23 

0.01 

0.24 

0.07 

0.52 

0.04 

0.0200 

- 

- 

- 

0.020 

0.057 

0.293 

0.029 

0.264 

0.584 

221.24 

Over Exploited 

Lekri 

0806000800875000 

0.24 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

1,526.51 

0.01 

- 

0.01 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.148 

2,400.76 

Over Exploited 

Maj'ra Aheer 

0806000800867000 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mandha 

0806000800869100 

0.24 

0.06 

- 

0.06 

- 

0.06 

0.03 

0.24 

0.01 

- 

- 

- 

- 

- 

0.009 

0.071 

0.007 

0.064 

0.059 

92.81 

Critical 

Mangalwa 

0806000800872300 

0.24 

0.29 

- 

0.29 

- 

0.29 

0.04 

0.35 

0.04 

0.0100 

- 

- 

- 

0.010 

0.049 

0.339 

0.034 

0.305 

0.354 

116.31 

Over Exploited 



0.06 

0.03 

- 

0.03 

- 

0.03 

0.03 

0.22 

0.00 

- 

- 

- 

- 

- 

0.004 

0.031 

0.003 

0.028 

0.141 

506.13 

Over Exploited 

Moondli 

0806000800871700 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.049 

5,472.81 

Over Exploited 



0.06 

0.02 

- 

0.02 

- 

0.02 

0.03 

0.27 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.037 

0.004 

0.034 

0.339 

1,011.15 

Over Exploited 

Mukandpur 

0806000800869700 

0.24 

0.05 

- 

0.05 

- 

0.05 

0.04 

0.32 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.072 

0.007 

0.065 

0.156 

240.22 

Over Exploited 

Narol 

0806000800867800 

0.24 

0.55 

- 

0.55 

0.01 

0.56 

0.08 

0.61 

0.09 

0.0400 

- 

- 

- 

0.040 

0.125 

0.690 

0.069 

0.621 

0.414 

66.61 

Safe 

Nathoosar 

0806000800874900 

0.24 

0.01 

14,335.05 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.014 

0.001 

0.013 

0.008 

60.52 

Safe 



0.06 

0.00 

10,934.63 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.004 

0.015 

342.28 

Over Exploited 

Raghunathpura 

0806000800869300 

0.24 

0.58 

- 

0.58 

0.01 

0.59 

0.08 

0.65 

0.08 

0.0300 

- 

- 

- 

0.030 

0.114 

0.708 

0.071 

0.637 

0.825 

129.46 

Over Exploited 

Rampur 

0806000800874700 

0.24 

0.00 

2,766.29 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.076 

9,733.05 

Over Exploited 



0.06 

0.08 

3,180.42 

0.09 

0.01 

0.10 

0.05 

0.39 

0.01 

0.0400 

- 

- 

- 

0.040 

0.050 

0.151 

0.008 

0.143 

1.107 

771.56 

Over Exploited 

Ratanpura 

0806000800871600 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.006 

20,756.25 

Over Exploited 

Roondh Rampur 

0806000800874800 

0.24 

0.00 

314,497.98 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.004 

0.008 

186.82 

Over Exploited 



0.06 

0.12 

605,782.68 

0.09 

- 

0.09 

0.03 

0.30 

0.01 

- 

- 

- 

- 

- 

0.015 

0.109 

0.005 

0.103 

0.063 

60.69 

Safe 

Rundh Binak 

0806000700855300 

0.12 

0.02 

263,367.72 

0.03 

- 

0.03 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.027 

0.001 

0.025 

0.026 

102.23 

Over Exploited 

Rundh Shahpur 

0806000700846000 

0.25 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rundh Sundarwas 

0806000700852000 

0.25 

0.00 

3,760.37 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

280.81 

Over Exploited 



0.12 

0.00 

312.05 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.003 

179.04 

Over Exploited 

Talwas 

0806000800867500 

0.24 

0.41 

- 

0.41 

0.01 

0.42 

0.09 

0.64 

0.06 

0.0200 

- 

- 

- 

0.020 

0.084 

0.507 

0.051 

0.456 

0.662 

145.21 

Over Exploited 

Tatarpur 

0806000200783400 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.087 

5,138.94 

Over Exploited 

Tehadki 

0806000200783200 

0.24 

0.05 

- 

0.05 

0.02 

0.07 

0.03 

0.18 

0.01 

0.0100 

- 

- 

0.026 

0.036 

0.044 

0.109 

0.011 

0.098 

0.200 

203.36 

Over Exploited 

Amlaki 

0806000400797900 

0.24 

0.18 

(53.65) 

0.14 

0.01 

0.15 

0.08 

0.62 

0.03 

0.0200 

- 

- 

- 

0.020 

0.045 

0.197 

0.010 

0.187 

0.220 

117.69 

Over Exploited 

Bahadari 

0806000400798800 

0.24 

0.07 

24.01 

0.08 

0.01 

0.09 

0.08 

0.62 

0.01 

0.0300 

- 

- 

- 

0.030 

0.040 

0.133 

0.007 

0.126 

0.311 

246.68 

Over Exploited 

Bandapur 

0806000400800800 

0.24 

0.14 

(11.56) 

0.12 

0.02 

0.14 

0.06 

0.49 

0.02 

0.0500 

- 

- 

0.001 

0.051 

0.071 

0.216 

0.011 

0.205 

0.427 

208.37 

Over Exploited 

Beela Heri 

0806000400798100 

0.24 

0.13 

(50.75) 

0.11 

- 

0.11 

0.08 

0.62 

0.02 

0.0100 

- 

- 

- 

0.010 

0.029 

0.134 

0.007 

0.127 

0.127 

99.52 

Critical 

Bhiwadi (CT) 

0806000440602000 

0.24 

1.34 

81.48 

1.61 

0.04 

1.65 

0.08 

0.62 

0.19 

0.1100 

- 

- 

- 

0.110 

0.302 

1.949 

0.097 

1.852 

6.309 

340.75 

Over Exploited 



0.10 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.004 

######### 

Over Exploited 

Bhoodli 

0806000400799100 

0.24 

0.17 

(37.58) 

0.14 

0.01 

0.15 

0.08 

0.62 

0.02 

0.0400 

- 

- 

0.001 

0.041 

0.065 

0.212 

0.011 

0.201 

0.328 

162.87 

Over Exploited 

Chaupanki 

0806000400800700 

0.24 

0.03 

40.75 

0.04 

- 

0.04 

0.02 

0.16 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.049 

0.002 

0.047 

0.088 

187.58 

Over Exploited 

Chooharpur 

0806000400801700 

0.24 

0.60 

(79.70) 

0.48 

0.01 

0.49 

0.08 

0.61 

0.09 

0.0300 

- 

- 

- 

0.030 

0.116 

0.609 

0.030 

0.579 

0.320 

55.30 

Safe 

Gadpur 

0806000400798600 

0.24 

0.14 

(32.19) 

0.11 

0.01 

0.13 

0.08 

0.62 

0.02 

0.0400 

- 

- 

0.004 

0.044 

0.065 

0.192 

0.010 

0.183 

0.329 

180.33 

Over Exploited 

Gandhola 

0806000400802200 

0.24 

0.00 

588.85 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.014 

4,116.78 

Over Exploited 

Gandwa 

0806000400801900 

0.24 

0.30 

(79.18) 

0.24 

- 

0.24 

0.08 

0.61 

0.04 

0.0100 

- 

- 

- 

0.010 

0.052 

0.290 

0.015 

0.276 

0.102 

36.86 

Safe 

Godhan 

0806000400798400 

0.24 

0.05 

79.90 

0.06 

0.00 

0.06 

0.03 

0.21 

0.01 

0.0100 

- 

- 

0.001 

0.011 

0.018 

0.076 

0.004 

0.072 

0.134 

187.01 

Over Exploited 

Guwalda 

0806000400802300 

0.24 

0.00 

29,114.96 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.014 

######### 

Over Exploited 

Harchandpur 

0806000400797600 

0.24 

0.17 

(68.51) 

0.14 

0.00 

0.14 

0.08 

0.62 

0.02 

- 

- 

- 

0.001 

0.001 

0.026 

0.164 

0.008 

0.156 

0.050 

32.06 

Safe 

Husaipur 

0806000400800900 

0.24 

0.24 

(37.69) 

0.20 

0.02 

0.22 

0.08 

0.62 

0.04 

0.0600 

- 

- 

- 

0.060 

0.095 

0.311 

0.016 

0.296 

0.503 

170.11 

Over Exploited 

Indor 

0806000400802000 

0.24 

0.47 

(82.62) 

0.37 

0.01 

0.38 

0.06 

0.46 

0.07 

0.0200 

- 

- 

- 

0.020 

0.086 

0.469 

0.023 

0.445 

0.176 

39.61 

Safe 



0.10 

0.01 

(7.10) 

0.01 

- 

0.01 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.002 

0.013 

0.001 

0.013 

0.040 

314.25 

Over Exploited 

Joriya 

0806000400799200 

0.24 

0.01 

198.01 

0.02 

0.01 

0.03 

0.02 

0.14 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.050 

0.002 

0.047 

0.142 

300.83 

Over Exploited 

Kahrani 

0806000400798500 

0.24 

0.27 

(7.06) 

0.25 

0.02 

0.27 

0.06 

0.47 

0.04 

0.0700 

- 

- 

- 

0.070 

0.109 

0.379 

0.019 

0.360 

0.661 

183.80 

Over Exploited 

Karenda 

0806000400798900 

0.24 

0.32 

(72.83) 

0.26 

0.01 

0.27 

0.08 

0.62 

0.05 

0.0200 

- 

- 

0.001 

0.021 

0.067 

0.333 

0.017 

0.317 

0.204 

64.33 

Safe 

Karendi 

0806000400798700 

0.24 

0.16 

(58.69) 

0.13 

0.01 

0.14 

0.08 

0.62 

0.02 

0.0200 

- 

- 

0.000 

0.020 

0.043 

0.182 

0.009 

0.173 

0.207 

119.73 

Over Exploited 

Khanpur 

0806000400797300 

0.24 

0.02 

341.82 

0.02 

0.01 

0.03 

0.02 

0.14 

0.00 

0.0200 

- 

- 

0.000 

0.020 

0.023 

0.053 

0.003 

0.051 

0.201 

395.85 

Over Exploited 

Kharkhari 

0806000400801100 

0.24 

0.23 

(34.89) 

0.19 

0.02 

0.21 

0.08 

0.60 

0.03 

0.0600 

- 

- 

- 

0.060 

0.094 

0.301 

0.015 

0.286 

0.517 

180.42 

Over Exploited 

Kheri 

0806000400801000 

0.24 

0.32 

(74.91) 

0.26 

0.01 

0.27 

0.08 

0.62 

0.05 

0.0200 

- 

- 

0.001 

0.021 

0.068 

0.338 

0.017 

0.321 

0.204 

63.46 

Safe 

Khijarpur 

0806000400798200 

0.24 

0.22 

(49.46) 

0.18 

0.01 

0.19 

0.08 

0.61 

0.03 

0.0200 

- 

- 

- 

0.020 

0.052 

0.242 

0.012 

0.230 

0.178 

77.48 

Semi Critical 

Khijooriwas 

0806000400798300 

0.24 

0.01 

914.36 

0.01 

0.00 

0.01 

0.01 

0.06 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.011 

0.019 

0.001 

0.018 

0.116 

640.20 

Over Exploited 



0.10 

0.00 

3,118.28 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.033 

6,514.35 

Over Exploited 

Kulawat 

0806000400801600 

0.24 

0.21 

(53.49) 

0.17 

0.01 

0.18 

0.08 

0.62 

0.03 

0.0400 

- 

- 

0.001 

0.041 

0.071 

0.250 

0.012 

0.237 

0.357 

150.44 

Over Exploited 

Ladpuri 

0806000400801800 

0.24 

0.23 

(73.41) 

0.18 

- 

0.18 

0.08 

0.61 

0.03 

0.0100 

- 

- 

- 

0.010 

0.042 

0.224 

0.011 

0.212 

0.127 

59.83 

Safe 

Mahandika 

0806000400801400 

0.24 

0.20 

(88.21) 

0.16 

0.01 

0.17 

0.08 

0.62 

0.03 

0.0100 

- 

- 

0.022 

0.032 

0.061 

0.235 

0.012 

0.223 

0.096 

43.12 

Safe 

Milakpur Goojar 

0806000400797400 

0.24 

0.34 

(28.58) 

0.27 

0.01 

0.28 

0.06 

0.46 

0.05 

0.0300 

- 

- 

- 

0.030 

0.079 

0.358 

0.018 

0.340 

0.286 

83.88 

Semi Critical 



0.10 

0.01 

134.77 

0.02 

- 

0.02 

0.02 

0.14 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.027 

0.001 

0.026 

0.067 

258.49 

Over Exploited 

Milakpur Turk 

0806000400806100 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mundana Meo 

0806000400798000 

0.24 

0.30 

(30.50) 

0.24 

0.03 

0.27 

0.08 

0.62 

0.04 

0.0800 

- 

- 

0.001 

0.081 

0.124 

0.397 

0.020 

0.377 

0.690 

182.91 

Over Exploited 

Phalsa 

0806000400799000 

0.24 

0.16 

(21.68) 

0.13 

0.01 

0.14 

0.08 

0.62 

0.02 

0.0400 

- 

- 

0.000 

0.040 

0.063 

0.200 

0.010 

0.190 

0.394 

207.70 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Rampura 

080600040079770C 

1.978 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.978 

0.20 

0.120 

0.14 

0.02 

0.00 

0.00 

0.00 

0.17 

0.17 

0.56 

0.013 

0.54 

0.52 


Rundh Indor 

0806000400802100 

18.008 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.600 

0.07 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.01 

0.045 

0.20 

0.20 







Non-command 

Quartzite 

6.178 

0.07 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.042 

0.19 

0.19 


Santhalka 

0806000400797500 

1.622 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.911 

0.34 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.09 

0.09 

0.22 

0.006 

0.30 

0.29 







Non-command 

Quartzite 

0.527 

0.34 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.09 

0.004 

0.18 

0.16 


Sare Kalan 

0806000400801200 

3.937 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.762 

0.13 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.06 

0.025 

0.52 

0.50 


Sare Khurd 

0806000400801300 

3.072 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.072 

0.12 

0.120 

0.02 

0.00 

0.00 

0.00 

0.07 

-0.01 

-0.01 

0.07 

0.021 

0.54 

0.53 


Seethal 

0806000400797100 

3.530 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.001 

0.45 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Shahdod 

0806000400797800 

1.853 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.853 

0.17 

0.120 

0.22 

0.03 

0.00 

0.00 

0.00 

0.23 

0.24 

0.88 

0.013 

0.54 

0.52 


Udhanwas 

0806000400801500 

1.262 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.262 

0.09 

0.120 

0.07 

0.01 

0.00 

0.00 

0.01 

0.07 

0.07 

0.26 

0.009 

0.54 

0.54 

06001004 

Banban 

0806000400799400 

1.439 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.439 

0.36 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.10 

0.11 

0.21 

0.010 

0.54 

0.50 


Banbeerpur 

0806000400800000 

1.985 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.267 

0.30 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.002 

0.07 

0.07 


Bandapur 

0806000400800800 

1.751 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.373 

0.16 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.10 

0.003 

0.12 

0.11 


Banjhra 

0806000400804000 

1.379 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.07 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bibipur 

0806000400800100 

1.364 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.848 

0.49 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.09 

0.10 

0.006 

0.34 

0.31 


Chaupanki 

0806000400800700 

3.375 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.502 

0.18 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.11 

0.12 

0.25 

0.017 

0.40 

0.38 


Chhapar 

0806000400800200 

1.797 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.075 

0.22 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.10 

0.007 

0.32 

0.30 


Fakaruddinka 

0806000400800500 

1.441 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.441 

0.21 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.11 

0.11 

0.32 

0.010 

0.54 

0.50 


Gandhola 

0806000400802200 

2.505 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.432 

0.21 

0.120 

0.18 

0.03 

0.00 

0.00 

0.00 

0.21 

0.22 

0.71 

0.016 

0.53 

0.49 


Godhan 

0806000400798400 

3.088 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.019 

0.39 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.16 

0.17 

0.25 

0.014 

0.35 

0.33 


Guwalda 

0806000400802300 

10.866 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.562 

0.18 

0.120 

2.45 

0.37 

0.00 

0.00 

0.00 

2.22 

2.33 

9.75 

0.044 

0.33 

0.31 


Huseengpur 

0806000400799900 

1.164 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.209 

0.45 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.001 

0.10 

0.09 


Jhiwana 

0806000400799300 

6.194 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.194 

0.31 

0.120 

0.17 

0.02 

0.00 

0.00 

0.03 

0.34 

0.37 

0.64 

0.042 

0.54 

0.50 


Joriya 

0806000400799200 

2.106 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.617 

0.18 

0.120 

0.12 

0.02 

0.00 

0.00 

0.00 

0.14 

0.15 

0.46 

0.011 

0.42 

0.38 


Kahrani 

0806000400798500 

3.571 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.711 

0.25 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.06 

0.16 

0.005 

0.11 

0.10 


Kalaka 

0806000400799700 

2.428 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.428 

0.53 

0.120 

0.26 

0.04 

0.00 

0.00 

0.00 

0.38 

0.41 

1.03 

0.016 

0.54 

0.50 


Khanpur 

0806000400797300 

2.480 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.903 

0.46 

0.120 

0.17 

0.03 

0.00 

0.00 

0.00 

0.24 

0.26 

0.67 

0.013 

0.41 

0.39 


Kharkhari 

0806000400801100 

1.935 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.014 

0.16 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khatiwas 

0806000400800300 

0.962 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.962 

0.04 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.06 

0.07 

0.26 

0.007 

0.54 

0.50 


Khijooriwas 

0806000400798300 

5.256 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.515 

0.49 

0.120 

0.25 

0.04 

0.00 

0.00 

0.00 

0.47 

0.51 

0.96 

0.031 

0.46 

0.43 







Non-command 

Quartzite 

0.037 

0.49 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khohri Kalan 

0806000400802400 

5.022 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.413 

0.25 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.18 

0.20 

0.33 

0.023 

0.37 

0.34 


Khohri Khurd 

0806000400800400 

2.723 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.723 

0.20 

0.120 

0.11 

0.02 

0.00 

0.00 

0.00 

0.15 

0.17 

0.43 

0.018 

0.54 

0.50 


Ladiya 

0806000400802600 

1.810 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.377 

-0.11 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.003 

0.11 

0.10 


Ladpuri 

0806000400801800 

1.819 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.013 

0.13 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mayapur 

0806000400802500 

1.915 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.537 

-0.16 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.004 

0.15 

0.14 


Milakpur Goojar 

0806000400797400 

4.669 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.044 

0.40 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 







Non-command 

Quartzite 

0.007 

0.40 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Pathredi 

0806000400800600 

1.164 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.164 

0.18 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.11 

0.11 

0.35 

0.008 

0.54 

0.50 


Rundh Indor 

0806000400802100 

18.008 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.165 

0.07 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.01 

0.021 

0.10 

0.10 


Salarpur 

0806000400803000 

7.012 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.041 

0.16 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.303 

0.16 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.002 

0.02 

0.02 


Seethal 

0806000400797100 

3.530 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.529 

0.45 

0.120 

0.31 

0.04 

0.00 

0.00 

0.00 

0.46 

0.49 

1.20 

0.024 

0.54 

0.50 


Shahpur 

0806000400799800 

2.660 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.309 

0.41 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.11 

0.002 

0.06 

0.06 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.254 

0.41 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.06 

0.002 

0.05 

0.05 


Tatarpur 

0806000400799500 

1.603 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.603 

0.55 

0.120 

0.14 

0.02 

0.00 

0.00 

0.00 

0.23 

0.25 

0.56 

0.011 

0.54 

0.50 


Thara 

0806000400799600 

1.487 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.487 

0.54 

0.120 

0.11 

0.02 

0.00 

0.00 

0.00 

0.19 

0.20 

0.42 

0.010 

0.54 

0.50 


Udaipur 

0806000400797200 

1.466 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.466 

0.52 

0.120 

0.14 

0.02 

0.00 

0.00 

0.00 

0.21 

0.23 

0.54 

0.010 

0.54 

0.50 

06001005 

Adeepur 

0806000400806200 

5.067 

Fresh 

Non-command 

Non-command 

Quartzite 

0.047 

0.11 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Akoli 

0806000300785500 

8.644 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.078 

-0.08 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.680 

-0.08 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.005 

0.04 

0.05 


Banbeerpur 

0806000400800000 

1.985 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.703 

0.30 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.13 

0.14 

0.31 

0.012 

0.46 

0.42 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.016 

0.30 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Banjhra 

0806000400804000 

1.379 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.379 

0.07 

0.120 

0.13 

0.02 

0.00 

0.00 

0.00 

0.12 

0.12 

0.49 

0.009 

0.54 

0.54 


Basai 

0806000400805000 

1.392 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.392 

-0.14 

0.120 

0.03 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.12 

0.009 

0.54 

0.50 


Bhalesar 

0806000400804100 

2.759 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.759 

-0.01 

0.120 

0.13 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.50 

0.019 

0.55 

0.55 


Bhamraka 

0806000400805800 

1.049 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.040 

-0.61 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.000 

0.02 

0.02 


Bibipur 

0806000400800100 

1.364 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.516 

0.49 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.06 

0.003 

0.20 

0.19 


Bub Ka Hera 

0806000400804500 

3.077 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.077 

-0.44 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.021 

0.54 

0.52 


Burera 

0806000400802900 

2.034 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.034 

-0.09 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.014 

0.54 

0.50 


Burhi Bawal 

0806000300786400 

8.514 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.143 

-0.08 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.37 

0.008 

0.07 

0.07 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.003 

-0.08 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chhapar 

0806000400800200 

1.797 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.723 

0.22 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.06 

0.005 

0.22 

0.20 


Daganheri 

0806000400802700 

1.978 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.978 

-0.32 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.013 

0.54 

0.50 


Dhamawas 

0806000400803300 

0.756 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.680 

-0.08 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.005 

0.49 

0.49 


Dheeriyawas 

0806000400805300 

2.725 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.684 

-0.17 

0.120 

0.16 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.62 

0.018 

0.53 

0.49 


Dholi Pahari 

0806000400804300 

3.534 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.534 

-0.17 

0.120 

0.13 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.49 

0.024 

0.54 

0.53 


Gelpur 

0806000400805700 

1.586 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.290 

-0.65 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.002 

0.10 

0.10 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Rampura 

0806000400797700 

0.24 

0.26 

(32.06) 

0.21 

0.02 

0.23 

0.08 

0.62 

0.04 

0.0600 

- 

- 

- 

0.060 

0.097 

0.323 

0.016 

0.307 

0.572 

186.67 

Over Exploited 

Rundh Indor 

0806000400802100 

0.24 

0.32 

(75.53) 

0.25 

- 

0.25 

0.03 

0.23 

0.04 

- 

- 

- 

- 

- 

0.045 

0.299 

0.015 

0.284 

0.059 

20.68 

Safe 



0.10 

0.12 

(75.16) 

0.09 

- 

0.09 

0.03 

0.21 

0.02 

- 

- 

- 

- 

- 

0.016 

0.109 

0.005 

0.104 

0.053 

51.00 

Safe 

Santhalka 

0806000400797500 

0.24 

0.07 

39.47 

0.08 

0.01 

0.09 

0.04 

0.35 

0.01 

0.0200 

- 

- 

- 

0.020 

0.030 

0.119 

0.006 

0.113 

0.224 

197.76 

Over Exploited 



0.10 

0.01 

171.14 

0.01 

- 

0.01 

0.03 

0.20 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.022 

0.001 

0.021 

0.094 

438.92 

Over Exploited 

Sare Kalan 

0806000400801200 

0.24 

0.47 

(82.11) 

0.37 

- 

0.37 

0.07 

0.59 

0.07 

0.0100 

- 

- 

- 

0.010 

0.077 

0.451 

0.023 

0.429 

0.083 

19.47 

Safe 

Sare Khurd 

0806000400801300 

0.24 

0.40 

(101.70) 

0.32 

0.07 

0.39 

0.08 

0.62 

0.06 

0.0100 

- 

- 

0.105 

0.115 

0.172 

0.563 

0.028 

0.535 

0.093 

17.36 

Safe 

Seethal 

0806000400797100 

0.24 

0.00 

213,478.86 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Shahdod 

0806000400797800 

0.24 

0.24 

(2.07) 

0.24 

0.03 

0.27 

0.08 

0.62 

0.03 

0.1000 

- 

- 

0.001 

0.101 

0.136 

0.402 

0.020 

0.382 

0.896 

234.26 

Over Exploited 

Udhanwas 

0806000400801500 

0.24 

0.16 

(58.98) 

0.13 

0.02 

0.15 

0.08 

0.62 

0.02 

0.0300 

- 

- 

0.010 

0.040 

0.064 

0.212 

0.011 

0.202 

0.268 

132.74 

Over Exploited 

Banban 

0806000400799400 

0.24 

0.19 

(40.29) 

0.15 

0.01 

0.16 

0.08 

0.62 

0.03 

0.0200 

- 

- 

0.000 

0.020 

0.047 

0.206 

0.010 

0.196 

0.216 

110.01 

Over Exploited 

Banbeerpur 

0806000400800000 

0.24 

0.00 

359.05 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.043 

722.57 

Over Exploited 

Bandapur 

0806000400800800 

0.24 

0.01 

286.10 

0.01 

- 

0.01 

0.02 

0.13 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.024 

0.001 

0.023 

0.101 

443.01 

Over Exploited 

Banjhra 

0806000400804000 

0.24 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bibipur 

0806000400800100 

0.24 

0.07 

27.49 

0.08 

- 

0.08 

0.05 

0.38 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.102 

0.005 

0.097 

0.102 

105.19 

Over Exploited 

Chaupanki 

0806000400800700 

0.24 

0.24 

(49.91) 

0.19 

0.01 

0.20 

0.06 

0.46 

0.03 

0.0300 

- 

- 

0.001 

0.031 

0.065 

0.268 

0.013 

0.255 

0.264 

103.59 

Over Exploited 

Chhapar 

0806000400800200 

0.24 

0.08 

(24.36) 

0.07 

0.00 

0.07 

0.05 

0.37 

0.01 

0.0100 

- 

- 

0.002 

0.012 

0.023 

0.091 

0.005 

0.087 

0.108 

125.04 

Over Exploited 

Fakaruddinka 

0806000400800500 

0.24 

0.19 

(38.72) 

0.15 

0.01 

0.16 

0.08 

0.62 

0.03 

0.0400 

- 

- 

- 

0.040 

0.067 

0.227 

0.011 

0.215 

0.329 

152.78 

Over Exploited 

Gandhola 

0806000400802200 

0.24 

0.31 

(27.49) 

0.25 

0.03 

0.28 

0.08 

0.60 

0.04 

0.0800 

- 

- 

0.003 

0.083 

0.127 

0.405 

0.020 

0.385 

0.722 

187.71 

Over Exploited 

Godhan 

0806000400798400 

0.24 

0.17 

(2.15) 

0.17 

0.01 

0.18 

0.05 

0.40 

0.02 

0.0300 

- 

- 

- 

0.030 

0.055 

0.232 

0.012 

0.221 

0.268 

121.38 

Over Exploited 

Guwalda 

0806000400802300 

0.24 

0.52 

351.15 

0.62 

0.37 

0.99 

0.05 

0.37 

0.07 

1.1000 

- 

- 

0.006 

1.106 

1.180 

2.173 

0.109 

2.064 

9.793 

474.48 

Over Exploited 

Huseengpur 

0806000400799900 

0.24 

0.00 

379.28 

0.01 

- 

0.01 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.006 

0.042 

686.25 

Over Exploited 

Jhiwana 

0806000400799300 

0.24 

0.80 

(53.48) 

0.64 

0.05 

0.70 

0.08 

0.62 

0.12 

0.0700 

- 

- 

0.050 

0.120 

0.235 

0.931 

0.047 

0.884 

0.683 

77.26 

Semi Critical 

Joriya 

0806000400799200 

0.24 

0.16 

(9.47) 

0.15 

0.02 

0.17 

0.06 

0.47 

0.02 

0.0500 

- 

- 

- 

0.050 

0.073 

0.239 

0.012 

0.227 

0.472 

207.89 

Over Exploited 

Kahrani 

0806000400798500 

0.24 

0.02 

201.90 

0.02 

0.01 

0.03 

0.02 

0.12 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.055 

0.003 

0.052 

0.168 

322.92 

Over Exploited 

Kalaka 

0806000400799700 

0.24 

0.31 

29.72 

0.38 

0.04 

0.42 

0.08 

0.62 

0.05 

0.1200 

- 

- 

- 

0.120 

0.165 

0.583 

0.029 

0.554 

1.043 

188.39 

Over Exploited 

Khanpur 

0806000400797300 

0.24 

0.19 

38.29 

0.23 

0.03 

0.26 

0.06 

0.47 

0.03 

0.0800 

- 

- 

0.001 

0.081 

0.108 

0.366 

0.018 

0.348 

0.685 

196.96 

Over Exploited 

Kharkhari 

0806000400801100 

0.24 

0.00 

2,329.62 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khatiwas 

0806000400800300 

0.24 

0.12 

(43.47) 

0.10 

0.01 

0.11 

0.08 

0.62 

0.02 

0.0300 

- 

- 

- 

0.030 

0.048 

0.158 

0.008 

0.150 

0.266 

177.20 

Over Exploited 

Khijooriwas 

0806000400798300 

0.24 

0.50 

1.80 

0.51 

0.04 

0.55 

0.07 

0.53 

0.07 

0.1100 

- 

- 

0.000 

0.110 

0.183 

0.735 

0.037 

0.698 

0.989 

141.56 

Over Exploited 



0.10 

0.00 

2,794.44 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khohri Kalan 

0806000400802400 

0.24 

0.30 

(34.44) 

0.24 

0.01 

0.25 

0.05 

0.42 

0.04 

0.0400 

- 

- 

- 

0.040 

0.083 

0.334 

0.017 

0.317 

0.354 

111.59 

Over Exploited 

Khohri Khurd 

0806000400800400 

0.24 

0.35 

(52.59) 

0.28 

0.02 

0.30 

0.08 

0.62 

0.05 

0.0500 

- 

- 

- 

0.050 

0.101 

0.403 

0.020 

0.383 

0.450 

117.58 

Over Exploited 

Ladiya 

0806000400802600 

0.24 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.13 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.022 

0.002 

0.019 

0.058 

295.24 

Over Exploited 

Ladpuri 

0806000400801800 

0.24 

0.00 

1,569.89 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mayapur 

0806000400802500 

0.24 

0.02 

- 

0.02 

0.00 

0.02 

0.02 

0.17 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.013 

0.032 

0.003 

0.029 

0.090 

306.92 

Over Exploited 

Milakpur Goojar 

0806000400797400 

0.24 

0.00 

4,000.94 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.00 

16,820.97 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pathredi 

0806000400800600 

0.24 

0.15 

(24.71) 

0.12 

0.01 

0.13 

0.08 

0.62 

0.02 

0.0400 

- 

- 

- 

0.040 

0.062 

0.193 

0.010 

0.183 

0.354 

193.47 

Over Exploited 

Rundh Indor 

0806000400802100 

0.24 

0.07 

(48.37) 

0.06 

- 

0.06 

0.01 

0.11 

0.01 

- 

- 

- 

- 

- 

0.010 

0.069 

0.003 

0.065 

0.035 

54.29 

Safe 

Salarpur 

0806000400803000 

0.24 

0.00 

2,756.35 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.014 

35,495.86 

Over Exploited 



0.22 

0.00 

997.09 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.056 

487.85 

Over Exploited 

Seethal 

0806000400797100 

0.24 

0.46 

7.69 

0.49 

0.04 

0.53 

0.08 

0.62 

0.07 

0.1300 

- 

- 

- 

0.130 

0.196 

0.729 

0.036 

0.693 

1.219 

175.98 

Over Exploited 

Shahpur 

0806000400799800 

0.24 

0.00 

953.25 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.016 

0.001 

0.015 

0.115 

744.86 

Over Exploited 



0.22 

0.00 

1,123.13 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.066 

498.47 

Over Exploited 

Tatarpur 

0806000400799500 

0.24 

0.21 

17.97 

0.25 

0.02 

0.27 

0.08 

0.62 

0.03 

0.0600 

- 

- 

0.000 

0.060 

0.090 

0.355 

0.018 

0.337 

0.570 

168.90 

Over Exploited 

Thara 

0806000400799600 

0.24 

0.19 

4.53 

0.20 

0.02 

0.22 

0.08 

0.62 

0.03 

0.0500 

- 

- 

- 

0.050 

0.078 

0.299 

0.015 

0.284 

0.430 

151.28 

Over Exploited 

Udaipur 

0806000400797200 

0.24 

0.19 

20.80 

0.23 

0.02 

0.25 

0.08 

0.62 

0.03 

0.0600 

- 

- 

- 

0.060 

0.087 

0.336 

0.017 

0.319 

0.548 

171.89 

Over Exploited 

Adeepur 

0806000400806200 

0.10 

0.00 

307.51 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Akoli 

0806000300785500 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.012 

11,850.68 

Over Exploited 



0.22 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.018 

0.002 

0.016 

0.055 

345.27 

Over Exploited 

Banbeerpur 

0806000400800000 

0.24 

0.19 

(24.78) 

0.15 

0.01 

0.16 

0.07 

0.53 

0.03 

0.0300 

- 

- 

- 

0.030 

0.057 

0.219 

0.011 

0.208 

0.322 

154.84 

Over Exploited 



0.22 

0.00 

4,308.33 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Banjhra 

0806000400804000 

0.24 

0.18 

(31.23) 

0.14 

0.02 

0.16 

0.08 

0.62 

0.03 

0.0600 

- 

- 

- 

0.060 

0.086 

0.250 

0.012 

0.237 

0.499 

210.34 

Over Exploited 

Basai 

0806000400805000 

0.24 

0.18 

- 

0.18 

0.01 

0.19 

0.08 

0.62 

0.03 

0.0100 

- 

- 

0.008 

0.018 

0.044 

0.230 

0.023 

0.207 

0.124 

60.09 

Safe 

Bhalesar 

0806000400804100 

0.24 

0.36 

- 

0.36 

0.02 

0.38 

0.08 

0.62 

0.05 

0.0600 

- 

- 

- 

0.060 

0.111 

0.493 

0.049 

0.444 

0.523 

117.83 

Over Exploited 

Bhamraka 

0806000400805800 

0.24 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.029 

8,782.43 

Over Exploited 

Bibipur 

0806000400800100 

0.24 

0.03 

73.97 

0.03 

- 

0.03 

0.03 

0.23 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.044 

0.002 

0.042 

0.058 

139.97 

Over Exploited 

Bub Ka Hera 

0806000400804500 

0.24 

0.40 

- 

0.40 

0.00 

0.40 

0.08 

0.62 

0.06 

0.0100 

- 

- 

0.002 

0.012 

0.069 

0.472 

0.047 

0.424 

0.136 

32.01 

Safe 

Burera 

0806000400802900 

0.24 

0.26 

- 

0.26 

0.01 

0.27 

0.08 

0.62 

0.04 

0.0300 

- 

- 

0.000 

0.031 

0.068 

0.342 

0.034 

0.308 

0.302 

97.94 

Critical 

Burhi Bawal 

0806000300786400 

0.24 

0.02 

- 

0.02 

0.01 

0.03 

0.01 

0.08 

0.00 

0.0400 

- 

- 

- 

0.040 

0.043 

0.073 

0.007 

0.066 

0.378 

574.80 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chhapar 

0806000400800200 

0.24 

0.04 

13.92 

0.04 

- 

0.04 

0.03 

0.25 

0.01 

0.0100 

- 

- 

- 

0.010 

0.015 

0.058 

0.003 

0.055 

0.063 

113.52 

Over Exploited 

Daganheri 

0806000400802700 

0.24 

0.26 

- 

0.26 

0.01 

0.27 

0.08 

0.62 

0.04 

0.0200 

- 

- 

0.000 

0.020 

0.057 

0.323 

0.032 

0.291 

0.186 

64.04 

Safe 

Dhamawas 

0806000400803300 

0.22 

0.07 

- 

0.07 

0.01 

0.08 

0.07 

0.56 

0.01 

0.0200 

- 

- 

- 

0.020 

0.031 

0.114 

0.011 

0.102 

0.168 

163.76 

Over Exploited 

Dheeriyawas 

0806000400805300 

0.24 

0.34 

- 

0.34 

0.02 

0.37 

0.08 

0.61 

0.05 

0.0700 

- 

- 

0.004 

0.074 

0.123 

0.489 

0.049 

0.440 

0.637 

144.87 

Over Exploited 

Dholi Pahari 

0806000400804300 

0.24 

0.46 

- 

0.46 

0.02 

0.48 

0.08 

0.62 

0.07 

0.0600 

- 

- 

0.003 

0.063 

0.129 

0.613 

0.061 

0.552 

0.514 

93.13 

Critical 

Gelpur 

0806000400805700 

0.24 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.11 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.018 

0.002 

0.016 

0.060 

370.84 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Gotoli 

0806000400806300 

7.605 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.047 

-0.05 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Guwalda 

0806000400802300 

10.866 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.297 

0.18 

0.120 

1.60 

0.24 

0.00 

0.00 

0.00 

1.45 

1.52 

6.38 

0.029 

0.21 

0.20 


Hasanpur 

0806000400805600 

1.277 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.424 

-0.67 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.003 

0.18 

0.18 


Huseengpur 

0806000400799900 

1.164 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.425 

0.45 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.05 

0.10 

0.003 

0.20 

0.18 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.530 

0.45 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.08 

0.004 

0.25 

0.23 


Jakhopur 

0806000400804400 

3.219 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.079 

-0.50 

0.120 

0.11 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.42 

0.021 

0.52 

0.52 


Jhundpuri 

0806000400804900 

0.435 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.435 

-0.23 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.003 

0.54 

0.50 


Kamalpur 

0806000400805200 

3.283 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.707 

-0.07 

0.120 

0.25 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.99 

0.012 

0.28 

0.26 


Karampur 

0806000400802800 

1.016 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.016 

-0.17 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.007 

0.54 

0.50 


Kaririwas 

0806000300785600 

2.380 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.005 

-0.08 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Karmsiwas 

0806000400803400 

1.025 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.015 

-0.08 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.935 

-0.08 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.006 

0.49 

0.47 


Karoli 

0806000400803600 

6.827 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.631 

-0.08 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.031 

0.37 

0.34 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.162 

-0.08 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.015 

0.17 

0.16 


Khidarpur 

0806000400806400 

8.539 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.087 

-0.21 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.001 

0.01 

0.01 


Khohri Kalan 

0806000400802400 

5.022 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.423 

0.25 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.08 

0.14 

0.010 

0.15 

0.14 


Khuskara 

0806000400803500 

2.001 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.001 

-0.02 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.014 

0.54 

0.50 


Ladamka 

0806000400805100 

1.502 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.502 

-0.12 

0.120 

0.20 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.79 

0.010 

0.54 

0.50 


Ladiya 

0806000400802600 

1.810 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.433 

-0.11 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.010 

0.43 

0.39 


Lakhnor 

0806000400803800 

4.755 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.742 

0.02 

0.120 

0.15 

0.02 

0.00 

0.00 

0.00 

0.14 

0.15 

0.58 

0.032 

0.54 

0.50 


Madhoopur 

0806000300786700 

2.187 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.067 

-0.06 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.000 

0.02 

0.02 


Mahesara 

0806000400803200 

3.152 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.152 

-0.05 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.021 

0.54 

0.51 


Maseet 

0806000400805500 

3.098 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.164 

-0.38 

0.120 

0.13 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.52 

0.015 

0.38 

0.35 


Mayapur 

0806000400802500 

1.915 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.378 

-0.16 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.009 

0.39 

0.36 


Meethiyawas 

0806000400804600 

2.465 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.465 

-0.58 

0.120 

0.11 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.017 

0.54 

0.51 


Milakpur Turk 

0806000400806100 

10.739 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.420 

-0.05 

0.120 

0.13 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.057 

0.43 

0.45 







Non-command 

Quartzite 

0.455 

-0.05 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.003 

0.02 

0.02 


Mirchooni 

0806000400804800 

0.809 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.809 

-0.23 

0.120 

0.11 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.005 

0.54 

0.50 


Musari 

0806000400804700 

0.979 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.979 

-0.28 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.007 

0.54 

0.50 


Naugawan 

0806000400805400 

0.475 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.475 

-0.28 

0.120 

0.12 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.003 

0.54 

0.50 


Nibaheri 

0806000400803900 

6.141 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.141 

0.02 

0.120 

0.54 

0.08 

0.00 

0.00 

0.01 

0.46 

0.49 

2.09 

0.042 

0.54 

0.51 


Patan Kalan 

0806000400805900 

3.749 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.669 

-0.39 

0.120 

0.17 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.67 

0.018 

0.39 

0.40 


Patan Khurd 

0806000400806000 

2.132 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.027 

-0.20 

0.120 

0.09 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.36 

0.014 

0.52 

0.54 


Rabadka 

0806000400803100 

2.705 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.166 

-0.05 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.001 

0.03 

0.03 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.509 

-0.05 

0.120 

0.11 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.017 

0.51 

0.50 


Rundh Indor 

0806000400802100 

18.008 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.923 

0.07 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.006 

0.03 

0.03 







Non-command 

Quartzite 

0.130 

0.07 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 


Salarpur 

0806000400803000 

7.012 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.600 

0.16 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.04 

0.04 

0.16 

0.004 

0.05 

0.04 





Saline 

Non-command 

Non-command 

Older Alluvium 

6.067 

0.16 

0.120 

0.27 

0.04 

0.00 

0.00 

0.00 

0.35 

0.37 

1.02 

0.041 

0.47 

0.43 


Shahpur 

0806000400799800 

2.660 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.021 

0.41 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.076 

0.41 

0.120 

0.13 

0.02 

0.00 

0.00 

0.00 

0.21 

0.23 

0.52 

0.014 

0.42 

0.39 


Tapookra 

0806000400803700 

3.553 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.553 

-0.22 

0.120 

0.96 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

1.43 

1.851 

0.54 

0.50 


Ubaraka 

0806000400804200 

1.439 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.439 

-0.01 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.010 

0.54 

0.53 

06001006 

Abhanpur 

0806000400807500 

3.214 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.961 

-0.12 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.020 

0.52 

0.57 


Adeepur 

0806000400806200 

5.067 

Fresh 

Non-command 

Non-command 

Quartzite 

0.196 

0.11 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.02 


Alapur Meo 

0806000400810200 

4.503 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.979 

1.02 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.57 

0.52 

0.33 

0.027 

0.50 

0.55 


Ameer Nagar 

0806000400808000 

2.507 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.395 

0.17 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.08 

0.20 

0.016 

0.54 

0.59 


Asleempur 

0806000400811900 

2.602 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.623 

0.38 

0.120 

0.17 

0.02 

0.00 

0.00 

0.00 

0.22 

0.20 

0.66 

0.011 

0.35 

0.39 


Baliyawas 

0806000400810400 

2.875 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.875 

0.41 

0.120 

0.15 

0.02 

0.00 

0.00 

0.00 

0.27 

0.25 

0.56 

0.019 

0.56 

0.62 


Baman Thedi 

0806000400808900 

2.699 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.699 

0.11 

0.120 

0.24 

0.04 

0.00 

0.00 

0.01 

0.23 

0.21 

0.95 

0.018 

0.56 

0.62 


Berawas Kalan 

0806000300787200 

1.887 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.619 

0.16 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.09 

0.07 

0.37 

0.004 

0.18 

0.23 


Berawas Khurd 

0806000300790900 

1.563 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.563 

-0.12 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.010 

0.58 

0.84 


Bhamraka 

0806000400805800 

1.049 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.035 

-0.61 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.02 


Bhatkol 

0806000400807600 

2.294 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.294 

-0.12 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.016 

0.56 

0.62 


Bhojawas 

0806000400808600 

2.725 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.725 

-0.11 

0.120 

0.11 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.018 

0.57 

0.77 


Bhoodki 

0806000400811700 

0.910 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.110 

0.26 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.07 

0.07 


Bichhala 

0806000400807100 

3.014 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.014 

-0.11 

0.120 

0.33 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

1.31 

0.020 

0.56 

0.65 


Binoliya 

0806000400806900 

2.359 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.359 

-0.11 

0.120 

0.14 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.55 

0.016 

0.57 

0.74 


Chawandi 

0806000300789200 

3.389 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.361 

0.04 

0.120 

0.15 

0.02 

0.00 

0.00 

0.00 

0.15 

0.12 

0.59 

0.022 

0.56 

0.71 


Chawandi Khurd 

0806000400806700 

2.224 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.224 

-0.29 

0.120 

0.12 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.015 

0.56 

0.62 


Chowki 

0806000300788700 

1.702 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.221 

-0.22 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.008 

0.42 

0.67 


Dabhera 

0806000400806800 

1.907 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.907 

-0.09 

0.120 

0.11 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.44 

0.013 

0.56 

0.68 


Daika 

0806000300789400 

3.058 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.766 

-0.26 

0.120 

0.21 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.80 

0.018 

0.53 

0.84 


Dalawas 

0806000300787000 

1.298 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.064 

-0.08 

0.120 

0.12 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.48 

0.007 

0.46 

0.53 


Doomhera 

0806000300790800 

3.723 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.093 

-0.15 

0.120 

0.24 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.93 

0.020 

0.48 

0.74 


Gokulpur 

0806000300789000 

0.807 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.807 

-0.12 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.005 

0.58 

0.88 


Gotoli 

0806000400806300 

7.605 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.835 

-0.05 

0.120 

0.14 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.50 

0.046 

0.50 

0.54 







Non-command 

Quartzite 

0.363 

-0.05 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.002 

0.03 

0.03 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Gotoli 

0806000400806300 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Guwalda 

0806000400802300 

0.24 

0.22 

589.07 

0.27 

0.24 

0.51 

0.03 

0.25 

0.03 

0.7200 

- 

- 

0.000 

0.721 

0.752 

1.258 

0.063 

1.195 

6.408 

536.23 

Over Exploited 

Hasanpur 

0806000400805600 

0.24 

0.02 

- 

0.02 

0.01 

0.03 

0.03 

0.21 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.051 

0.005 

0.046 

0.190 

413.07 

Over Exploited 

Huseengpur 

0806000400799900 

0.24 

0.02 

133.08 

0.02 

- 

0.02 

0.03 

0.23 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.037 

0.002 

0.035 

0.099 

280.98 

Over Exploited 



0.22 

0.03 

84.98 

0.03 

- 

0.03 

0.04 

0.28 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.049 

0.002 

0.046 

0.080 

172.46 

Over Exploited 

Jakhopur 

0806000400804400 

0.24 

0.39 

- 

0.39 

0.02 

0.41 

0.07 

0.60 

0.05 

0.0500 

- 

- 

0.001 

0.051 

0.106 

0.512 

0.051 

0.461 

0.439 

95.20 

Critical 

Jhundpuri 

0806000400804900 

0.24 

0.06 

- 

0.06 

0.01 

0.07 

0.08 

0.62 

0.01 

0.0200 

- 

- 

- 

0.020 

0.028 

0.095 

0.009 

0.085 

0.205 

240.86 

Over Exploited 

Kamalpur 

0806000400805200 

0.24 

0.12 

- 

0.12 

0.04 

0.16 

0.04 

0.32 

0.02 

0.1100 

- 

- 

- 

0.110 

0.127 

0.282 

0.028 

0.254 

1.006 

396.50 

Over Exploited 

Karampur 

0806000400802800 

0.24 

0.13 

- 

0.13 

0.01 

0.14 

0.08 

0.62 

0.02 

0.0200 

- 

- 

- 

0.020 

0.039 

0.181 

0.018 

0.163 

0.194 

119.25 

Over Exploited 

Kaririwas 

0806000300785600 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Karmsiwas 

0806000400803400 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.10 

- 

0.10 

0.01 

0.11 

0.07 

0.57 

0.01 

0.0200 

- 

- 

- 

0.020 

0.035 

0.146 

0.015 

0.132 

0.179 

136.18 

Over Exploited 

Karoli 

0806000400803600 

0.24 

0.41 

- 

0.41 

0.01 

0.42 

0.05 

0.42 

0.06 

0.0200 

- 

- 

- 

0.020 

0.079 

0.496 

0.050 

0.446 

0.175 

39.30 

Safe 



0.22 

0.08 

- 

0.08 

- 

0.08 

0.02 

0.20 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.103 

0.010 

0.093 

0.063 

67.53 

Safe 

Khidarpur 

0806000400806400 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.030 

24,491.34 

Over Exploited 

Khohri Kalan 

0806000400802400 

0.24 

0.05 

50.16 

0.06 

0.01 

0.07 

0.02 

0.18 

0.01 

0.0200 

- 

- 

- 

0.020 

0.028 

0.100 

0.005 

0.095 

0.154 

161.18 

Over Exploited 

Khuskara 

0806000400803500 

0.22 

0.24 

- 

0.24 

0.00 

0.24 

0.08 

0.62 

0.03 

0.0100 

- 

- 

0.000 

0.010 

0.044 

0.282 

0.028 

0.254 

0.100 

39.19 

Safe 

Ladamka 

0806000400805100 

0.24 

0.19 

- 

0.19 

0.03 

0.22 

0.08 

0.62 

0.03 

0.0900 

- 

- 

- 

0.090 

0.118 

0.343 

0.034 

0.308 

0.802 

260.09 

Over Exploited 

Ladiya 

0806000400802600 

0.24 

0.15 

- 

0.15 

0.01 

0.16 

0.06 

0.49 

0.02 

0.0200 

- 

- 

0.000 

0.020 

0.041 

0.198 

0.020 

0.178 

0.202 

113.11 

Over Exploited 

Lakhnor 

0806000400803800 

0.24 

0.61 

(75.47) 

0.49 

0.02 

0.51 

0.08 

0.62 

0.09 

0.0600 

- 

- 

- 

0.060 

0.148 

0.659 

0.033 

0.626 

0.608 

97.16 

Critical 

Madhoopur 

0806000300786700 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.032 

11,752.20 

Over Exploited 

Mahesara 

0806000400803200 

0.22 

0.38 

- 

0.38 

0.01 

0.39 

0.08 

0.62 

0.05 

0.0300 

- 

- 

0.000 

0.030 

0.084 

0.470 

0.047 

0.423 

0.328 

77.65 

Semi Critical 

Maseet 

0806000400805500 

0.24 

0.20 

- 

0.20 

0.02 

0.22 

0.05 

0.43 

0.03 

0.0600 

- 

- 

- 

0.060 

0.088 

0.305 

0.030 

0.274 

0.533 

194.29 

Over Exploited 

Mayapur 

0806000400802500 

0.24 

0.13 

- 

0.13 

0.01 

0.14 

0.06 

0.44 

0.02 

0.0200 

- 

- 

0.000 

0.020 

0.039 

0.177 

0.018 

0.160 

0.211 

132.48 

Over Exploited 

Meethiyawas 

0806000400804600 

0.24 

0.32 

- 

0.32 

0.02 

0.34 

0.08 

0.62 

0.05 

0.0500 

- 

- 

0.000 

0.050 

0.096 

0.437 

0.044 

0.394 

0.420 

106.65 

Over Exploited 

Milakpur Turk 

0806000400806100 

0.24 

0.87 

- 

0.87 

0.02 

0.89 

0.06 

0.49 

0.12 

0.0500 

- 

- 

- 

0.050 

0.172 

1.064 

0.106 

0.958 

0.503 

52.51 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.025 

2,304.26 

Over Exploited 

Mirchooni 

0806000400804800 

0.24 

0.10 

- 

0.10 

0.02 

0.12 

0.08 

0.62 

0.02 

0.0500 

- 

- 

- 

0.050 

0.065 

0.190 

0.019 

0.171 

0.437 

255.93 

Over Exploited 

Musari 

0806000400804700 

0.24 

0.13 

- 

0.13 

0.01 

0.14 

0.08 

0.62 

0.02 

0.0400 

- 

- 

- 

0.040 

0.058 

0.195 

0.020 

0.176 

0.338 

192.05 

Over Exploited 

Naugawan 

0806000400805400 

0.24 

0.06 

- 

0.06 

0.02 

0.08 

0.08 

0.62 

0.01 

0.0500 

- 

- 

- 

0.050 

0.059 

0.140 

0.014 

0.126 

0.464 

367.23 

Over Exploited 

Nibaheri 

0806000400803900 

0.24 

0.80 

(38.82) 

0.64 

0.09 

0.73 

0.08 

0.62 

0.11 

0.2300 

- 

- 

0.020 

0.250 

0.364 

1.096 

0.055 

1.042 

2.130 

204.46 

Over Exploited 

Patan Kalan 

0806000400805900 

0.24 

0.25 

- 

0.25 

0.03 

0.28 

0.05 

0.45 

0.04 

0.0800 

- 

- 

0.000 

0.080 

0.115 

0.396 

0.040 

0.357 

0.690 

193.53 

Over Exploited 

Patan Khurd 

0806000400806000 

0.24 

0.25 

- 

0.25 

0.02 

0.27 

0.07 

0.60 

0.04 

0.0400 

- 

- 

0.012 

0.052 

0.087 

0.360 

0.036 

0.324 

0.374 

115.45 

Over Exploited 

Rabadka 

0806000400803100 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.044 

3,209.89 

Over Exploited 



0.22 

0.28 

- 

0.28 

0.02 

0.30 

0.07 

0.58 

0.04 

0.0500 

- 

- 

- 

0.050 

0.090 

0.389 

0.039 

0.350 

0.420 

119.97 

Over Exploited 

Rundh Indor 

0806000400802100 

0.24 

0.01 

30.46 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.008 

0.006 

79.04 

Semi Critical 



0.10 

0.00 

291.68 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Salarpur 

0806000400803000 

0.24 

0.01 

573.51 

0.01 

0.01 

0.02 

0.01 

0.05 

0.00 

0.0200 

- 

- 

- 

0.020 

0.021 

0.039 

0.002 

0.037 

0.160 

432.48 

Over Exploited 



0.22 

0.62 

(40.10) 

0.50 

0.04 

0.54 

0.07 

0.53 

0.09 

0.1100 

- 

- 

- 

0.110 

0.200 

0.739 

0.037 

0.702 

1.056 

150.39 

Over Exploited 

Shahpur 

0806000400799800 

0.24 

0.00 

4,888.63 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.014 

50,240.54 

Over Exploited 



0.22 

0.19 

19.71 

0.23 

0.02 

0.25 

0.06 

0.48 

0.03 

0.0600 

- 

- 

- 

0.060 

0.088 

0.338 

0.017 

0.321 

0.530 

165.08 

Over Exploited 

Tapookra 

0806000400803700 

0.24 

0.46 

- 

0.46 

0.05 

0.51 

0.08 

0.62 

0.07 

0.1600 

- 

- 

0.001 

0.161 

0.228 

0.739 

0.074 

0.665 

3.277 

492.54 

Over Exploited 

Ubaraka 

0806000400804200 

0.24 

0.19 

- 

0.19 

- 

0.19 

0.08 

0.62 

0.03 

0.0100 

- 

- 

- 

0.010 

0.037 

0.225 

0.022 

0.202 

0.111 

54.71 

Safe 

Abhanpur 

0806000400807500 

0.24 

0.37 

- 

0.37 

0.01 

0.38 

0.07 

0.59 

0.05 

0.0200 

- 

- 

- 

0.020 

0.069 

0.447 

0.045 

0.402 

0.178 

44.24 

Safe 

Adeepur 

0806000400806200 

0.10 

0.00 

(5.60) 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

306.19 

Over Exploited 

Alapur Meo 

0806000400810200 

0.24 

0.48 

8.33 

0.52 

0.01 

0.53 

0.07 

0.56 

0.06 

0.0600 

- 

- 

- 

0.060 

0.123 

0.648 

0.032 

0.616 

0.358 

58.16 

Safe 

Ameer Nagar 

0806000400808000 

0.24 

0.31 

(73.63) 

0.25 

0.01 

0.26 

0.07 

0.61 

0.04 

0.0200 

- 

- 

- 

0.020 

0.061 

0.318 

0.016 

0.302 

0.213 

70.56 

Semi Critical 

Asleempur 

0806000400811900 

0.24 

0.14 

48.61 

0.16 

0.02 

0.18 

0.05 

0.40 

0.02 

0.0700 

- 

- 

- 

0.070 

0.088 

0.272 

0.014 

0.259 

0.673 

260.16 

Over Exploited 

Baliyawas 

0806000400810400 

0.24 

0.39 

(36.68) 

0.31 

0.02 

0.33 

0.07 

0.64 

0.05 

0.0600 

- 

- 

0.001 

0.061 

0.112 

0.445 

0.022 

0.422 

0.578 

136.92 

Over Exploited 

Baman Thedi 

0806000400808900 

0.24 

0.37 

(43.38) 

0.29 

0.05 

0.34 

0.07 

0.64 

0.05 

0.1100 

- 

- 

0.011 

0.121 

0.169 

0.508 

0.025 

0.483 

0.966 

200.07 

Over Exploited 

Berawas Kalan 

0806000300787200 

0.24 

0.03 

162.86 

0.03 

0.01 

0.04 

0.03 

0.21 

0.00 

0.0400 

- 

- 

- 

0.040 

0.044 

0.087 

0.004 

0.083 

0.374 

453.45 

Over Exploited 

Berawas Khurd 

0806000300790900 

0.24 

0.22 

- 

0.22 

0.01 

0.23 

0.08 

0.66 

0.03 

0.0300 

- 

- 

0.002 

0.032 

0.062 

0.290 

0.029 

0.261 

0.247 

94.75 

Critical 

Bhamraka 

0806000400805800 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.014 

8,973.96 

Over Exploited 

Bhatkol 

0806000400807600 

0.24 

0.31 

- 

0.31 

0.01 

0.32 

0.07 

0.64 

0.04 

0.0300 

- 

- 

- 

0.030 

0.071 

0.390 

0.039 

0.351 

0.275 

78.16 

Semi Critical 

Bhojawas 

0806000400808600 

0.24 

0.37 

- 

0.37 

0.02 

0.39 

0.08 

0.65 

0.05 

0.0500 

- 

- 

- 

0.050 

0.102 

0.496 

0.050 

0.446 

0.421 

94.44 

Critical 

Bhoodki 

0806000400811700 

0.24 

0.00 

72.97 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.015 

650.38 

Over Exploited 

Bichhala 

0806000400807100 

0.24 

0.41 

- 

0.41 

0.05 

0.46 

0.08 

0.64 

0.05 

0.1500 

- 

- 

- 

0.150 

0.205 

0.663 

0.066 

0.596 

1.328 

222.71 

Over Exploited 

Binoliya 

0806000400806900 

0.24 

0.32 

- 

0.32 

0.02 

0.34 

0.08 

0.65 

0.05 

0.0600 

- 

- 

0.000 

0.060 

0.105 

0.447 

0.045 

0.403 

0.570 

141.60 

Over Exploited 

Chawandi 

0806000300789200 

0.24 

0.45 

(74.42) 

0.36 

0.02 

0.38 

0.08 

0.64 

0.06 

0.0700 

- 

- 

0.000 

0.070 

0.134 

0.516 

0.026 

0.490 

0.609 

124.37 

Over Exploited 

Chawandi Khurd 

0806000400806700 

0.24 

0.30 

- 

0.30 

0.02 

0.32 

0.08 

0.63 

0.04 

0.0500 

- 

- 

0.001 

0.051 

0.092 

0.409 

0.041 

0.369 

0.478 

129.72 

Over Exploited 

Chowki 

0806000300788700 

0.24 

0.12 

- 

0.12 

0.01 

0.13 

0.06 

0.48 

0.02 

0.0400 

- 

- 

0.000 

0.041 

0.058 

0.191 

0.019 

0.172 

0.329 

190.99 

Over Exploited 

Dabhera 

0806000400806800 

0.24 

0.26 

- 

0.26 

0.02 

0.28 

0.08 

0.64 

0.04 

0.0500 

- 

- 

0.000 

0.051 

0.086 

0.364 

0.036 

0.328 

0.450 

137.18 

Over Exploited 

Daika 

0806000300789400 

0.24 

0.35 

- 

0.35 

0.03 

0.38 

0.08 

0.60 

0.05 

0.0900 

- 

- 

- 

0.090 

0.141 

0.522 

0.052 

0.469 

0.817 

174.11 

Over Exploited 

Dalawas 

0806000300787000 

0.24 

0.12 

- 

0.12 

0.02 

0.14 

0.06 

0.52 

0.02 

0.0500 

- 

- 

0.000 

0.050 

0.067 

0.204 

0.020 

0.183 

0.490 

267.38 

Over Exploited 

Doomhera 

0806000300790800 

0.24 

0.36 

- 

0.36 

0.03 

0.39 

0.07 

0.55 

0.05 

0.1000 

- 

- 

- 

0.100 

0.151 

0.539 

0.054 

0.485 

0.953 

196.57 

Over Exploited 

Gokulpur 

0806000300789000 

0.24 

0.11 

- 

0.11 

0.01 

0.12 

0.08 

0.66 

0.02 

0.0300 

- 

- 

- 

0.030 

0.046 

0.168 

0.017 

0.151 

0.250 

165.37 

Over Exploited 

Gotoli 

0806000400806300 

0.24 

0.82 

- 

0.82 

0.02 

0.84 

0.07 

0.57 

0.11 

0.0600 

- 

- 

- 

0.060 

0.172 

1.013 

0.101 

0.911 

0.550 

60.38 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.024 

2,484.80 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Hameeraka 

080600040080950C 

7.030 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.925 

0.43 

0.120 

0.28 

0.04 

0.00 

0.00 

0.00 

0.59 

0.54 

1.05 

0.047 

0.55 

0.61 


Heengwahera 

0806000400810600 

4.102 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.640 

0.13 

0.120 

0.17 

0.02 

0.00 

0.00 

0.00 

0.19 

0.17 

0.66 

0.018 

0.36 

0.40 


Ibrahimpur @ Virampur 

0806000400812000 

3.056 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.056 

0.39 

0.120 

0.14 

0.02 

0.00 

0.00 

0.00 

0.26 

0.24 

0.53 

0.021 

0.56 

0.62 


Ishroda 

0806000400808500 

10.597 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.597 

-0.07 

0.120 

0.60 

0.09 

0.00 

0.00 

0.04 

0.00 

0.00 

2.31 

0.072 

0.56 

0.64 


Jagmal Heri 

0806000400806500 

0.904 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.631 

-0.48 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.004 

0.39 

0.42 


Jalalpur 

0806000400810800 

3.390 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.047 

-0.08 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.014 

0.35 

0.47 


Jamalpur 

0806000300787500 

2.951 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.121 

-0.19 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.007 

0.22 

0.35 


Jojaka 

0806000400808300 

1.332 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.332 

-0.09 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.009 

0.56 

0.62 


Joriya 

0806000300789300 

6.568 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.568 

-0.14 

0.120 

0.46 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

1.79 

0.044 

0.58 

0.87 


Kharkhara 

0806000400809400 

2.094 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.094 

0.32 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.17 

0.15 

0.38 

0.014 

0.56 

0.62 


Khidarpur 

0806000400806400 

8.539 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.128 

-0.21 

0.120 

0.53 

0.08 

0.00 

0.00 

0.05 

0.00 

0.00 

2.05 

0.048 

0.46 

0.51 


Kotkasim 

0806000300789600 

11.803 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.025 

-0.31 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.007 

0.05 

0.08 


Kutubpur 

0806000300787400 

4.222 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.219 

-0.09 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.008 

0.17 

0.25 


Ladpur 

0806000300790700 

4.076 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.650 

-0.22 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.004 

0.09 

0.15 


Luhadera 

0806000400810500 

3.621 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.621 

0.29 

0.120 

0.72 

0.11 

0.00 

0.00 

0.00 

0.74 

0.67 

2.83 

0.025 

0.56 

0.62 


Majra Peepli 

0806000400808800 

1.445 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.445 

0.06 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.08 

0.07 

0.30 

0.010 

0.56 

0.63 


Majri Goojar 

0806000400811000 

2.326 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.330 

-0.03 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.002 

0.08 

0.09 


Matawas 

0806000400806600 

1.229 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.875 

-0.25 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.006 

0.40 

0.44 


Meerpur 

0806000300787300 

2.458 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.507 

0.05 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.04 

0.03 

0.18 

0.003 

0.12 

0.16 


Menawas 

0806000300788900 

1.114 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.114 

-0.14 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.007 

0.58 

0.91 


Milakpur Turk 

0806000400806100 

10.739 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.582 

-0.05 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.011 

0.08 

0.08 







Non-command 

Quartzite 

0.242 

-0.05 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.01 

0.01 


Milakpuri 

0806000400809200 

2.515 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.515 

0.21 

0.120 

0.15 

0.02 

0.00 

0.00 

0.00 

0.19 

0.18 

0.57 

0.017 

0.56 

0.62 


Mundana 

0806000400810700 

5.002 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.812 

-0.05 

0.120 

0.15 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.55 

0.033 

0.54 

0.65 


Nabi Nagar 

0806000400808200 

3.377 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.377 

-0.11 

0.120 

0.13 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.49 

0.023 

0.56 

0.62 


Nanagheri 

0806000400807200 

1.226 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.226 

-0.16 

0.120 

0.13 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.50 

0.008 

0.56 

0.65 


Narooki 

0806000300789500 

0.544 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.012 

-0.31 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


PaharSamlat @ Roondh Roopbas 

0806000400809600 

4.058 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.310 

0.97 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.002 

0.04 

0.05 







Non-command 

Quartzite 

0.006 

0.97 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Palpur 

0806000400810300 

4.740 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.740 

0.64 

0.120 

0.17 

0.02 

0.00 

0.00 

0.00 

0.51 

0.47 

0.65 

0.032 

0.56 

0.62 


Patan Kalan 

0806000400805900 

3.749 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.006 

-0.39 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Patan Khurd 

0806000400806000 

2.132 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.105 

-0.20 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.03 

0.03 


Pavti 

0806000400807400 

1.901 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.901 

-0.12 

0.120 

0.12 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.013 

0.56 

0.63 


Peeplana 

0806000400808100 

3.811 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.811 

-0.12 

0.120 

0.11 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.42 

0.026 

0.56 

0.62 


Rabhana 

0806000400807300 

2.010 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.010 

-0.16 

0.120 

0.26 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

1.01 

0.014 

0.56 

0.63 


Rajdhoki 

0806000400811800 

0.995 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.031 

0.37 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.02 


Rambas Jhonpri 

0806000400809000 

3.394 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.394 

0.09 

0.120 

0.30 

0.04 

0.00 

0.00 

0.05 

0.25 

0.23 

1.16 

0.023 

0.56 

0.62 


Roneeja 

0806000300791000 

3.218 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.665 

-0.08 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.004 

0.12 

0.18 


Salahera 

0806000400807000 

3.640 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.640 

-0.11 

0.120 

0.16 

0.02 

0.00 

0.00 

0.03 

0.00 

0.00 

0.60 

0.025 

0.57 

0.73 


Salarpur 

0806000400809100 

1.285 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.285 

0.03 

0.120 

0.12 

0.02 

0.00 

0.00 

0.00 

0.10 

0.09 

0.46 

0.009 

0.56 

0.62 


Sarkanpur 

0806000400808700 

1.312 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.312 

-0.06 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.009 

0.57 

0.66 


Shekhpur Aheer 

0806000400808400 

1.627 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.627 

-0.07 

0.120 

0.13 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.50 

0.011 

0.56 

0.62 


Sherpur 

0806000300788800 

2.820 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.808 

-0.16 

0.120 

0.18 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.68 

0.019 

0.58 

0.91 


Silpata 

0806000300787700 

4.568 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

-0.21 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Siroli Kalan 

0806000400807700 

5.920 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.224 

0.03 

0.120 

0.14 

0.02 

0.00 

0.00 

0.00 

0.14 

0.13 

0.50 

0.035 

0.49 

0.54 







Non-command 

Quartzite 

0.019 

0.03 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Siroli Khurd 

0806000400807900 

1.453 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.353 

0.05 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.10 

0.09 

0.38 

0.009 

0.52 

0.58 


Tajalka 

0806000400809300 

1.912 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.912 

-0.03 

0.120 

0.11 

0.02 

0.00 

0.00 

0.02 

0.00 

0.00 

0.43 

0.013 

0.56 

0.62 


Teuwas 

0806000300787100 

2.710 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.116 

0.17 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.09 

0.08 

0.32 

0.007 

0.23 

0.26 


Tijara (M) 

0806000440603000 

22.899 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.116 

0.50 

0.120 

1.52 

0.05 

0.00 

0.00 

0.00 

1.90 

1.73 

1.22 

3.706 

0.18 

0.19 


Turkwas 

0806000300789100 

1.162 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.162 

-0.12 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.008 

0.57 

0.82 

06001007 

Aheer Basna 

0806000300793800 

1.792 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.041 

0.20 

0.120 

0.13 

0.02 

0.00 

0.00 

0.00 

0.14 

0.11 

0.52 

0.007 

0.33 

0.42 


Alipur 

0806000200774600 

3.694 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.334 

0.03 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.08 

0.05 

0.32 

0.009 

0.21 

0.33 


Amoth 

0806000200777100 

2.359 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.352 

-0.37 

0.120 

0.16 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.63 

0.016 

0.59 

0.70 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.007 

-0.37 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Badsara 

0806000300791300 

6.003 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.722 

-0.05 

0.120 

0.14 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.55 

0.025 

0.36 

0.57 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.286 

-0.05 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.009 

0.13 

0.20 


Baghana 

0806000300790000 

8.257 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.021 

-0.16 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Balloowas 

0806000200776900 

2.804 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.804 

-0.45 

0.120 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.73 

0.019 

0.59 

0.71 


Basni 

0806000200774700 

4.768 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.272 

0.24 

0.120 

0.15 

0.02 

0.00 

0.00 

0.00 

0.17 

0.12 

0.58 

0.009 

0.15 

0.22 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.852 

0.24 

0.120 

0.14 

0.02 

0.00 

0.00 

0.00 

0.17 

0.12 

0.53 

0.013 

0.22 

0.32 


Begampur 

0806000300790500 

1.347 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.347 

-0.27 

0.120 

0.11 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.44 

0.009 

0.58 

0.93 


Beraheri 

0806000300794300 

1.741 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.129 

0.93 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.001 

0.04 

0.04 


Bhagolajat 

0806000200774800 

4.333 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.353 

0.10 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.11 

0.002 

0.05 

0.06 


Bhanot 

0806000200775100 

4.938 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.456 

-0.22 

0.120 

0.27 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

1.05 

0.031 

0.53 

0.64 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.051 

-0.22 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Bheekhawas 

0806000200775800 

1.323 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.323 

-0.37 

0.120 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.63 

0.009 

0.58 

0.72 


Bhojrajka 

0806000300792000 

4.613 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.103 

-0.06 

0.120 

0.14 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.53 

0.021 

0.38 

0.52 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Hameeraka 

0806000400809500 

0.24 

0.92 

(41.37) 

0.74 

0.04 

0.78 

0.07 

0.63 

0.12 

0.1200 

- 

- 

- 

0.120 

0.241 

1.019 

0.051 

0.968 

1.093 

112.87 

Over Exploited 

Heengwahera 

0806000400810600 

0.24 

0.23 

(25.55) 

0.18 

0.02 

0.20 

0.05 

0.41 

0.03 

0.0700 

- 

- 

- 

0.070 

0.100 

0.304 

0.015 

0.289 

0.680 

235.32 

Over Exploited 

Ibrahimpur @ Virampur 

0806000400812000 

0.24 

0.41 

(43.01) 

0.33 

0.02 

0.35 

0.07 

0.64 

0.05 

0.0600 

- 

- 

0.006 

0.066 

0.120 

0.475 

0.024 

0.451 

0.554 

122.65 

Over Exploited 

Ishroda 

0806000400808500 

0.24 

1.44 

- 

1.44 

0.13 

1.57 

0.08 

0.64 

0.19 

0.2600 

- 

- 

0.064 

0.324 

0.515 

2.084 

0.208 

1.876 

2.378 

126.77 

Over Exploited 

Jagmal Heri 

0806000400806500 

0.24 

0.06 

- 

0.06 

0.01 

0.07 

0.05 

0.44 

0.01 

0.0400 

- 

- 

- 

0.040 

0.048 

0.117 

0.012 

0.105 

0.381 

363.29 

Over Exploited 

Jalalpur 

0806000400810800 

0.24 

0.17 

- 

0.17 

0.01 

0.18 

0.05 

0.39 

0.02 

0.0400 

- 

- 

- 

0.040 

0.064 

0.243 

0.024 

0.219 

0.345 

157.65 

Over Exploited 

Jamalpur 

0806000300787500 

0.24 

0.06 

- 

0.06 

0.01 

0.07 

0.03 

0.25 

0.01 

0.0300 

- 

- 

- 

0.030 

0.039 

0.108 

0.011 

0.097 

0.237 

243.62 

Over Exploited 

Jojaka 

0806000400808300 

0.24 

0.18 

- 

0.18 

0.01 

0.19 

0.07 

0.64 

0.02 

0.0300 

- 

- 

- 

0.030 

0.054 

0.244 

0.024 

0.219 

0.292 

133.05 

Over Exploited 

Joriya 

0806000300789300 

0.24 

0.91 

- 

0.91 

0.07 

0.98 

0.08 

0.66 

0.13 

0.2000 

- 

- 

0.000 

0.200 

0.331 

1.314 

0.131 

1.183 

1.830 

154.66 

Over Exploited 

Kharkhara 

0806000400809400 

0.24 

0.28 

(45.64) 

0.23 

0.01 

0.24 

0.07 

0.64 

0.04 

0.0400 

- 

- 

0.002 

0.042 

0.079 

0.317 

0.016 

0.301 

0.398 

132.19 

Over Exploited 

Khidarpur 

0806000400806400 

0.24 

0.80 

- 

0.80 

0.13 

0.93 

0.06 

0.53 

0.11 

0.2300 

- 

- 

0.076 

0.306 

0.415 

1.341 

0.134 

1.207 

2.098 

173.84 

Over Exploited 

Kotkasim 

0806000300789600 

0.24 

0.01 

- 

0.01 

0.01 

0.02 

0.01 

0.06 

0.00 

0.0300 

- 

- 

- 

0.030 

0.032 

0.054 

0.005 

0.049 

0.255 

521.50 

Over Exploited 

Kutubpur 

0806000300787400 

0.24 

0.05 

- 

0.05 

0.01 

0.06 

0.02 

0.19 

0.01 

0.0400 

- 

- 

- 

0.040 

0.047 

0.106 

0.011 

0.095 

0.332 

348.56 

Over Exploited 

Ladpur 

0806000300790700 

0.24 

0.01 

- 

0.01 

0.01 

0.02 

0.01 

0.11 

0.00 

0.0300 

- 

- 

- 

0.030 

0.032 

0.057 

0.006 

0.051 

0.299 

587.43 

Over Exploited 

Luhadera 

0806000400810500 

0.24 

0.49 

37.01 

0.59 

0.11 

0.70 

0.07 

0.64 

0.06 

0.3200 

- 

- 

0.000 

0.320 

0.385 

1.083 

0.054 

1.029 

2.859 

277.84 

Over Exploited 

Maj'ra Peepli 

0806000400808800 

0.24 

0.20 

(62.88) 

0.16 

0.01 

0.17 

0.07 

0.64 

0.03 

0.0300 

- 

- 

- 

0.030 

0.056 

0.222 

0.011 

0.211 

0.312 

147.68 

Over Exploited 

Majri Goojar 

0806000400811000 

0.24 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.017 

0.002 

0.015 

0.088 

571.00 

Over Exploited 

Matawas 

0806000400806600 

0.24 

0.08 

- 

0.08 

0.01 

0.09 

0.06 

0.45 

0.01 

0.0300 

- 

- 

- 

0.030 

0.042 

0.135 

0.013 

0.121 

0.256 

211.06 

Over Exploited 

Meerpur 

0806000300787300 

0.24 

0.01 

121.45 

0.02 

0.01 

0.03 

0.02 

0.13 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.049 

0.002 

0.047 

0.179 

383.97 

Over Exploited 

Menawas 

0806000300788900 

0.24 

0.16 

- 

0.16 

0.01 

0.17 

0.08 

0.67 

0.02 

0.0300 

- 

- 

- 

0.030 

0.052 

0.218 

0.022 

0.196 

0.306 

156.05 

Over Exploited 

Milakpur Turk 

0806000400806100 

0.24 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.045 

0.005 

0.041 

0.097 

238.30 

Over Exploited 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.013 

4,106.41 

Over Exploited 

Milakpuri 

0806000400809200 

0.24 

0.34 

(48.58) 

0.27 

0.02 

0.29 

0.07 

0.64 

0.04 

0.0600 

- 

- 

0.001 

0.061 

0.105 

0.398 

0.020 

0.378 

0.583 

154.16 

Over Exploited 

Mundana 

0806000400810700 

0.24 

0.63 

- 

0.63 

0.02 

0.65 

0.07 

0.62 

0.08 

0.0600 

- 

- 

- 

0.060 

0.144 

0.793 

0.079 

0.714 

0.580 

81.20 

Semi Critical 

Nabi Nagar 

0806000400808200 

0.24 

0.46 

- 

0.46 

0.02 

0.48 

0.07 

0.64 

0.06 

0.0500 

- 

- 

0.001 

0.051 

0.111 

0.588 

0.059 

0.529 

0.508 

95.95 

Critical 

Nanagheri 

0806000400807200 

0.24 

0.17 

- 

0.17 

0.02 

0.19 

0.08 

0.64 

0.02 

0.0600 

- 

- 

- 

0.060 

0.083 

0.268 

0.027 

0.241 

0.507 

210.63 

Over Exploited 

Narooki 

0806000300789500 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

PaharSamlat @ Roondh Roopbas 

0806000400809600 

0.24 

0.00 

921.71 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.002 

51.95 

Safe 



0.10 

0.00 

22,043.91 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Palpur 

0806000400810300 

0.24 

0.64 

(26.95) 

0.51 

0.02 

0.53 

0.07 

0.64 

0.08 

0.0700 

- 

- 

- 

0.070 

0.154 

0.687 

0.034 

0.653 

0.678 

103.84 

Over Exploited 

Patan Kalan 

0806000400805900 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Patan Khurd 

0806000400806000 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.015 

2,111.89 

Over Exploited 

Pavti 

0806000400807400 

0.24 

0.26 

- 

0.26 

0.02 

0.28 

0.08 

0.64 

0.03 

0.0500 

- 

- 

- 

0.050 

0.084 

0.361 

0.036 

0.325 

0.467 

143.67 

Over Exploited 

Peeplana 

0806000400808100 

0.24 

0.51 

- 

0.51 

0.02 

0.54 

0.07 

0.64 

0.07 

0.0500 

- 

- 

0.000 

0.050 

0.118 

0.653 

0.065 

0.588 

0.441 

74.96 

Semi Critical 

Rabhana 

0806000400807300 

0.24 

0.27 

- 

0.27 

0.04 

0.31 

0.08 

0.64 

0.04 

0.1100 

- 

- 

- 

0.110 

0.147 

0.457 

0.046 

0.411 

1.020 

247.79 

Over Exploited 

Rajdhoki 

0806000400811800 

0.24 

0.00 

848.08 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.014 

8,874.42 

Over Exploited 

Rambas Jhonpri 

0806000400809000 

0.24 

0.46 

(50.07) 

0.37 

0.09 

0.45 

0.07 

0.64 

0.06 

0.1300 

- 

- 

0.068 

0.198 

0.258 

0.711 

0.036 

0.675 

1.187 

175.75 

Over Exploited 

Roneeja 

0806000300791000 

0.24 

0.02 

- 

0.02 

0.01 

0.03 

0.02 

0.14 

0.00 

0.0300 

- 

- 

0.001 

0.031 

0.034 

0.063 

0.006 

0.057 

0.241 

423.11 

Over Exploited 

Salahera 

0806000400807000 

0.24 

0.50 

- 

0.50 

0.05 

0.54 

0.08 

0.65 

0.07 

0.0700 

- 

- 

0.042 

0.112 

0.180 

0.725 

0.073 

0.653 

0.625 

95.72 

Critical 

Salarpur 

0806000400809100 

0.24 

0.17 

(45.52) 

0.14 

0.02 

0.16 

0.07 

0.64 

0.02 

0.0500 

- 

- 

- 

0.050 

0.073 

0.232 

0.012 

0.220 

0.472 

214.12 

Over Exploited 

Sarkanpur 

0806000400808700 

0.24 

0.18 

- 

0.18 

0.01 

0.19 

0.08 

0.64 

0.02 

0.0300 

- 

- 

- 

0.030 

0.054 

0.242 

0.024 

0.218 

0.297 

136.44 

Over Exploited 

Shekhpur Aheer 

0806000400808400 

0.24 

0.22 

- 

0.22 

0.02 

0.24 

0.07 

0.64 

0.03 

0.0600 

- 

- 

0.001 

0.061 

0.090 

0.331 

0.033 

0.298 

0.513 

172.41 

Over Exploited 

Sherpur 

0806000300788800 

0.24 

0.39 

- 

0.39 

0.03 

0.42 

0.08 

0.66 

0.06 

0.0800 

- 

- 

- 

0.080 

0.136 

0.557 

0.056 

0.502 

0.703 

140.07 

Over Exploited 

Silpata 

0806000300787700 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Siroli Kalan 

0806000400807700 

0.24 

0.62 

(79.74) 

0.50 

0.02 

0.52 

0.07 

0.56 

0.08 

0.0600 

- 

- 

- 

0.060 

0.143 

0.659 

0.033 

0.626 

0.532 

85.02 

Semi Critical 



0.10 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Siroli Khurd 

0806000400807900 

0.24 

0.17 

(47.51) 

0.14 

0.01 

0.15 

0.07 

0.59 

0.02 

0.0400 

- 

- 

- 

0.040 

0.063 

0.209 

0.010 

0.198 

0.388 

195.85 

Over Exploited 

Tajalka 

0806000400809300 

0.24 

0.26 

- 

0.26 

0.04 

0.30 

0.07 

0.64 

0.03 

0.0500 

- 

- 

0.037 

0.087 

0.121 

0.425 

0.042 

0.382 

0.447 

116.86 

Over Exploited 

Teuwas 

0806000300787100 

0.24 

0.06 

31.77 

0.07 

0.01 

0.08 

0.03 

0.26 

0.01 

0.0400 

- 

- 

0.001 

0.041 

0.050 

0.134 

0.007 

0.128 

0.328 

257.11 

Over Exploited 

Tijara (M) 

0806000440603000 

0.24 

0.30 

478.72 

0.36 

0.05 

0.41 

0.02 

0.20 

0.04 

0.1400 

- 

- 

- 

0.140 

0.179 

0.588 

0.029 

0.559 

4.923 

880.88 

Over Exploited 

Turkwas 

0806000300789100 

0.24 

0.16 

- 

0.16 

0.01 

0.17 

0.08 

0.66 

0.02 

0.0400 

- 

- 

- 

0.040 

0.063 

0.233 

0.023 

0.210 

0.358 

170.54 

Over Exploited 

Aheer Basna 

0806000300793800 

0.24 

0.08 

27.54 

0.10 

0.02 

0.12 

0.05 

0.38 

0.01 

0.0600 

- 

- 

- 

0.060 

0.072 

0.193 

0.010 

0.183 

0.522 

285.25 

Over Exploited 

Alipur 

0806000200774600 

0.22 

0.06 

(21.35) 

0.05 

0.01 

0.06 

0.03 

0.24 

0.01 

0.0400 

- 

- 

- 

0.040 

0.049 

0.108 

0.005 

0.103 

0.325 

316.65 

Over Exploited 

Amoth 

0806000200777100 

0.24 

0.33 

- 

0.33 

0.02 

0.35 

0.09 

0.68 

0.05 

0.0700 

- 

- 

- 

0.070 

0.121 

0.472 

0.047 

0.425 

0.645 

151.76 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Badsara 

0806000300791300 

0.24 

0.32 

- 

0.32 

0.02 

0.34 

0.05 

0.41 

0.05 

0.0600 

- 

- 

- 

0.060 

0.107 

0.450 

0.045 

0.405 

0.572 

141.17 

Over Exploited 



0.22 

0.04 

- 

0.04 

0.01 

0.05 

0.02 

0.14 

0.01 

0.0200 

- 

- 

- 

0.020 

0.025 

0.070 

0.007 

0.063 

0.157 

246.80 

Over Exploited 

Baghana 

0806000300790000 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Balloowas 

0806000200776900 

0.24 

0.40 

- 

0.40 

0.01 

0.41 

0.09 

0.68 

0.06 

0.0300 

- 

- 

0.001 

0.031 

0.091 

0.499 

0.050 

0.449 

0.751 

167.26 

Over Exploited 

Basni 

0806000200774700 

0.24 

0.05 

147.44 

0.06 

0.02 

0.08 

0.02 

0.18 

0.01 

0.0700 

- 

- 

- 

0.070 

0.077 

0.153 

0.008 

0.145 

0.588 

404.93 

Over Exploited 



0.22 

0.09 

32.38 

0.11 

0.02 

0.13 

0.03 

0.26 

0.01 

0.0600 

- 

- 

- 

0.060 

0.073 

0.202 

0.010 

0.192 

0.539 

280.56 

Over Exploited 

Begampur 

0806000300790500 

0.24 

0.19 

- 

0.19 

0.02 

0.21 

0.08 

0.67 

0.03 

0.0500 

- 

- 

- 

0.050 

0.077 

0.286 

0.029 

0.258 

0.445 

172.76 

Over Exploited 

Beraheri 

0806000300794300 

0.24 

0.00 

1,655.46 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.033 

2,187.52 

Over Exploited 

Bhagolajat 

0806000200774800 

0.24 

0.00 

566.12 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.015 

0.001 

0.015 

0.109 

750.56 

Over Exploited 

Bhanot 

0806000200775100 

0.24 

0.57 

- 

0.57 

0.04 

0.61 

0.08 

0.61 

0.09 

0.1200 

- 

- 

- 

0.120 

0.206 

0.811 

0.081 

0.730 

1.076 

147.30 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.006 

9,114.54 

Over Exploited 

Bheekhawas 

0806000200775800 

0.24 

0.18 

- 

0.18 

0.01 

0.20 

0.09 

0.67 

0.03 

0.0200 

- 

- 

0.001 

0.021 

0.050 

0.245 

0.025 

0.221 

0.634 

287.46 

Over Exploited 

Bhojrajka 

0806000300792000 

0.24 

0.28 

- 

0.28 

0.02 

0.30 

0.05 

0.43 

0.04 

0.0600 

- 

- 

0.001 

0.061 

0.100 

0.403 

0.040 

0.363 

0.550 

151.56 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Birsangwas 

080600020077680C 

1.407 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.407 

-0.40 

0.120 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.66 

0.010 

0.59 

0.71 


Chachiyawas 

0806000300791600 

0.856 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.851 

0.04 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.08 

0.05 

0.37 

0.006 

0.58 

0.91 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.005 

0.04 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Chandpur 

0806000200776700 

3.773 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.717 

-0.43 

0.120 

0.26 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.02 

0.026 

0.57 

0.71 


Chowki 

0806000300788700 

1.702 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.422 

-0.22 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.003 

0.15 

0.23 


Daika 

0806000300789400 

3.058 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.291 

-0.26 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.002 

0.06 

0.09 



0806000300792100 

1.447 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.447 

-0.04 

0.120 

0.19 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.75 

0.010 

0.56 

0.80 


Darbarpur 

0806000200774900 

3.634 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.836 

0.01 

0.120 

0.20 

0.03 

0.00 

0.00 

0.00 

0.17 

0.14 

0.76 

0.013 

0.29 

0.36 


Deengli 

0806000300791100 

3.516 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.516 

0.01 

0.120 

0.30 

0.04 

0.00 

0.00 

0.00 

0.26 

0.18 

1.17 

0.023 

0.57 

0.82 


Dhaki 

0806000400811200 

1.595 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.044 

0.02 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.02 


Dheerdhoka 

0806000300793300 

4.436 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.436 

0.29 

0.120 

0.43 

0.06 

0.00 

0.00 

0.00 

0.52 

0.37 

1.67 

0.029 

0.56 

0.79 


Doomhera 

0806000300790800 

3.723 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.630 

-0.15 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.004 

0.10 

0.15 


Fatiyabad 

0806000500818000 

3.154 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.616 

0.09 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.05 

0.04 

0.21 

0.007 

0.10 

0.13 


Gandhi Nagar 

0806000200778100 

3.513 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.668 

-0.60 

0.120 

0.23 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.88 

0.018 

0.45 

0.54 


Gangapuri 

0806000300790600 

2.741 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.741 

-0.09 

0.120 

0.20 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.79 

0.018 

0.58 

0.92 


Garhi 

0806000200778000 

1.904 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.759 

-0.59 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.005 

0.24 

0.28 


Gheekaka 

0806000300791200 

4.811 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.811 

-0.02 

0.120 

0.27 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

1.02 

0.032 

0.58 

0.92 


Gola Hera 

0806000200775400 

1.590 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.590 

-0.39 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.48 

0.011 

0.59 

0.71 


Gunsar 

0806000300792600 

5.194 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.192 

-0.06 

0.120 

0.50 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

1.94 

0.034 

0.55 

0.77 


Gurgachka 

0806000300794600 

2.099 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.522 

0.66 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.19 

0.16 

0.32 

0.010 

0.39 

0.47 


Hada Heri 

0806000200777400 

2.107 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.107 

0.32 

0.120 

0.35 

0.05 

0.00 

0.00 

0.00 

0.38 

0.30 

1.39 

0.015 

0.57 

0.73 


Heengwahera 

0806000400810600 

4.102 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.047 

0.13 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Ikrotiya 

0806000300792300 

1.812 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.169 

-0.38 

0.120 

0.16 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.63 

0.008 

0.36 

0.48 


Jagiwara 

0806000200775600 

2.043 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.039 

-0.37 

0.120 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.51 

0.014 

0.59 

0.71 


Jahanpuri 

0806000300793000 

1.442 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.775 

0.08 

0.120 

0.12 

0.02 

0.00 

0.00 

0.00 

0.11 

0.07 

0.46 

0.005 

0.31 

0.48 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.668 

0.08 

0.100 

0.08 

0.01 

0.00 

0.00 

0.00 

0.08 

0.05 

0.33 

0.004 

0.27 

0.41 


Jalaka 

0806000300792800 

2.137 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.137 

0.07 

0.120 

0.15 

0.02 

0.00 

0.00 

0.00 

0.15 

0.10 

0.57 

0.014 

0.58 

0.88 


Jalalpur 

0806000400810800 

3.390 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.344 

-0.08 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.009 

0.23 

0.31 


Jasai 

0806000200773600 

3.818 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.067 

-0.37 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.007 

0.16 

0.20 


Jhamoowas 

0806000500817800 

2.430 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.002 

-0.64 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jharjheela 

0806000500818100 

2.358 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.014 

0.79 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jharka 

0806000300794900 

4.314 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.863 

-0.35 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.006 

0.12 

0.14 


Jogawad 

0806000200777000 

2.275 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.275 

-0.33 

0.120 

0.25 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

1.00 

0.016 

0.59 

0.71 


Jonal 

0806000300793400 

3.739 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.739 

0.35 

0.120 

0.30 

0.04 

0.00 

0.00 

0.00 

0.42 

0.31 

1.17 

0.025 

0.56 

0.76 


Kadaiya 

0806000300794200 

0.981 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.981 

0.45 

0.120 

0.16 

0.02 

0.00 

0.00 

0.00 

0.19 

0.16 

0.61 

0.007 

0.54 

0.67 


Kalgaon 

0806000400810900 

5.613 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.779 

-0.05 

0.120 

0.26 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.98 

0.032 

0.48 

0.61 


Kani 

0806000300793500 

3.361 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.334 

0.32 

0.120 

0.15 

0.02 

0.00 

0.00 

0.00 

0.26 

0.18 

0.55 

0.022 

0.56 

0.80 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.027 

0.32 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Kerwa 

0806000300792700 

1.795 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.795 

0.06 

0.120 

0.17 

0.03 

0.00 

0.00 

0.00 

0.15 

0.10 

0.67 

0.012 

0.57 

0.83 


Khanpur Aheer 

0806000200777700 

3.752 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.634 

-0.21 

0.120 

0.34 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

1.33 

0.025 

0.57 

0.68 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.118 

-0.21 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.001 

0.02 

0.02 


Khanpur Aheeran 

0806000300791500 

1.804 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.037 

0.03 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.767 

0.03 

0.100 

0.27 

0.04 

0.00 

0.00 

0.00 

0.24 

0.15 

1.05 

0.012 

0.57 

0.89 


Khera 

0806000500817600 

2.290 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.005 

-0.63 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kheral 

0806000300793200 

3.202 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.791 

0.19 

0.120 

0.29 

0.04 

0.00 

0.00 

0.00 

0.31 

0.21 

1.13 

0.018 

0.50 

0.74 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.411 

0.19 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.13 

0.003 

0.07 

0.11 


Kheri 

0806000300791400 

2.501 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.011 

0.00 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.702 

0.00 

0.100 

0.23 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.92 

0.011 

0.40 

0.62 


Khohra Thakran 

0806000300793600 

3.154 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.153 

0.31 

0.120 

0.17 

0.02 

0.00 

0.00 

0.00 

0.27 

0.20 

0.66 

0.021 

0.57 

0.77 


Koompur 

0806000300795100 

2.695 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.14 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kotkasim 

0806000300789600 

11.803 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.085 

-0.31 

0.120 

0.39 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

1.52 

0.040 

0.30 

0.48 


Ladpur 

0806000300790700 

4.076 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.425 

-0.22 

0.120 

0.38 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

1.49 

0.023 

0.49 

0.77 


Lahdod 

0806000300794700 

3.095 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.095 

0.35 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.22 

0.18 

0.36 

0.021 

0.56 

0.69 


Magha Ka Majra 

0806000300793700 

3.234 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.263 

0.23 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.05 

0.002 

0.05 

0.06 


Majra 

0806000200775200 

2.567 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.878 

-0.29 

0.120 

0.12 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.006 

0.20 

0.24 


Majri Goojar 

0806000400811000 

2.326 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.889 

-0.03 

0.120 

0.14 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.53 

0.013 

0.46 

0.53 


Mandha 

0806000200777800 

2.874 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.460 

-0.46 

0.120 

0.17 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.65 

0.017 

0.50 

0.60 


Mau 

0806000200778600 

2.479 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.341 

-0.61 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.009 

0.31 

0.40 


Menpur 

0806000200780200 

11.549 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.145 

-0.64 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.008 

0.06 

0.07 


Meoli 

0806000300790400 

1.903 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.064 

-0.22 

0.120 

0.18 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.73 

0.007 

0.33 

0.52 


Mirzapur 

0806000300795000 

2.430 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.227 

-0.24 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.002 

0.05 

0.06 


Moonpur Thakran 

0806000300792900 

3.829 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.600 

0.06 

0.120 

0.26 

0.04 

0.00 

0.00 

0.00 

0.25 

0.16 

1.03 

0.024 

0.54 

0.82 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.229 

0.06 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.05 

0.002 

0.03 

0.05 


Mundana 

0806000400810700 

5.002 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.191 

-0.05 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.001 

0.02 

0.03 


Mundawar 

0806000200778200 

20.378 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.962 

-0.68 

0.120 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.71 

0.062 

0.26 

0.31 


Mundiya Khera 

0806000200776600 

2.499 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.035 

-0.48 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Munpur 

0806000200775500 

1.887 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.887 

-0.39 

0.120 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.54 

0.013 

0.59 

0.71 


Nahar Khera 

0806000200777200 

1.247 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.707 

-0.24 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.005 

0.33 

0.40 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Birsangwas 

080600020077680C 

0.24 

0.20 

- 

0.20 

0.01 

0.21 

0.09 

0.68 

0.03 

0.0200 

- 

- 

0.000 

0.021 

0.051 

0.260 

0.026 

0.234 

0.672 

286.78 

Over Exploited 

Chachiyawas 

080600030079160C 

0.24 

0.12 

(54.89) 

0.09 

0.01 

0.10 

0.08 

0.66 

0.02 

0.0400 

- 

- 

- 

0.040 

0.057 

0.162 

0.008 

0.153 

0.373 

242.88 

Over Exploited 



0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chandpur 

0806000200776700 

0.24 

0.51 

- 

0.51 

0.01 

0.52 

0.09 

0.66 

0.08 

0.0400 

- 

- 

0.001 

0.041 

0.120 

0.640 

0.064 

0.576 

1.049 

181.92 

Over Exploited 

Chowki 

0806000300788700 

0.24 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.17 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.027 

0.003 

0.024 

0.114 

471.10 

Over Exploited 

Daika 

0806000300789400 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.014 

0.001 

0.013 

0.081 

622.29 

Over Exploited 


0806000300792100 

0.24 

0.20 

- 

0.20 

0.03 

0.23 

0.08 

0.64 

0.03 

0.0800 

- 

- 

- 

0.080 

0.108 

0.333 

0.033 

0.300 

0.762 

254.18 

Over Exploited 

Darbarpur 

0806000200774900 

0.24 

0.13 

7.99 

0.14 

0.03 

0.17 

0.04 

0.34 

0.02 

0.0900 

- 

- 

- 

0.090 

0.109 

0.278 

0.014 

0.265 

0.777 

293.61 

Over Exploited 

Deengli 

0806000300791100 

0.24 

0.48 

(62.46) 

0.39 

0.04 

0.43 

0.08 

0.65 

0.07 

0.1300 

- 

- 

0.003 

0.133 

0.201 

0.630 

0.031 

0.598 

1.193 

199.39 

Over Exploited 

Dhaki 

0806000400811200 

0.24 

0.00 

(40.23) 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.014 

9,648.58 

Over Exploited 

Dheerdhoka 

0806000300793300 

0.24 

0.60 

(37.77) 

0.48 

0.06 

0.54 

0.08 

0.64 

0.09 

0.1900 

- 

- 

0.001 

0.191 

0.277 

0.816 

0.041 

0.775 

1.699 

219.31 

Over Exploited 

Doomhera 

0806000300790800 

0.24 

0.01 

- 

0.01 

0.01 

0.02 

0.01 

0.11 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.047 

0.005 

0.042 

0.202 

478.10 

Over Exploited 

Fatiyabad 

0806000500818000 

0.24 

0.02 

147.26 

0.02 

0.01 

0.03 

0.01 

0.12 

0.00 

0.0200 

- 

- 

0.000 

0.020 

0.023 

0.051 

0.003 

0.048 

0.218 

450.76 

Over Exploited 

Gandhi Nagar 

0806000200778100 

0.24 

0.29 

- 

0.29 

0.03 

0.32 

0.07 

0.52 

0.04 

0.1000 

- 

- 

0.000 

0.100 

0.144 

0.462 

0.046 

0.415 

0.899 

216.52 

Over Exploited 

Gangapuri 

0806000300790600 

0.24 

0.38 

- 

0.38 

0.03 

0.41 

0.08 

0.67 

0.06 

0.0900 

- 

- 

0.001 

0.091 

0.146 

0.560 

0.056 

0.504 

0.807 

160.26 

Over Exploited 

Garhi 

0806000200778000 

0.24 

0.04 

- 

0.04 

0.01 

0.05 

0.04 

0.27 

0.01 

0.0400 

- 

- 

- 

0.040 

0.047 

0.099 

0.010 

0.089 

0.348 

389.19 

Over Exploited 

Gheekaka 

0806000300791200 

0.24 

0.67 

- 

0.67 

0.04 

0.71 

0.08 

0.67 

0.10 

0.1100 

- 

- 

- 

0.110 

0.207 

0.919 

0.092 

0.827 

1.054 

127.36 

Over Exploited 

Gola Hera 

0806000200775400 

0.24 

0.22 

- 

0.22 

0.01 

0.23 

0.09 

0.68 

0.03 

0.0200 

- 

- 

- 

0.020 

0.054 

0.289 

0.029 

0.260 

0.489 

187.75 

Over Exploited 

Gunsar 

0806000300792600 

0.24 

0.69 

- 

0.69 

0.07 

0.76 

0.08 

0.63 

0.10 

0.2200 

- 

- 

0.001 

0.221 

0.319 

1.081 

0.108 

0.973 

1.978 

203.26 

Over Exploited 

Gurgachka 

0806000300794600 

0.24 

0.14 

10.71 

0.16 

0.01 

0.17 

0.06 

0.45 

0.02 

0.0400 

- 

- 

- 

0.040 

0.061 

0.228 

0.011 

0.217 

0.334 

154.06 

Over Exploited 

Hada Heri 

0806000200777400 

0.24 

0.29 

3.29 

0.30 

0.05 

0.35 

0.08 

0.66 

0.04 

0.1600 

- 

- 

0.002 

0.162 

0.205 

0.554 

0.028 

0.527 

1.401 

265.95 

Over Exploited 

Heengwahera 

0806000400810600 

0.24 

0.00 

716.71 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.014 

15,406.84 

Over Exploited 

Ikrotiya 

0806000300792300 

0.24 

0.10 

- 

0.10 

0.02 

0.12 

0.05 

0.41 

0.01 

0.0700 

- 

- 

0.003 

0.073 

0.087 

0.209 

0.021 

0.188 

0.635 

337.87 

Over Exploited 

Jagiwara 

0806000200775600 

0.24 

0.29 

- 

0.29 

0.01 

0.30 

0.09 

0.67 

0.04 

0.0200 

- 

- 

0.001 

0.021 

0.065 

0.363 

0.036 

0.326 

0.524 

160.54 

Over Exploited 

Jahanpuri 

0806000300793000 

0.24 

0.06 

21.87 

0.07 

0.02 

0.09 

0.04 

0.35 

0.01 

0.0500 

- 

- 

- 

0.050 

0.058 

0.148 

0.007 

0.140 

0.469 

334.77 

Over Exploited 



0.22 

0.04 

25.53 

0.05 

0.01 

0.06 

0.04 

0.31 

0.01 

0.0400 

- 

- 

- 

0.040 

0.046 

0.103 

0.005 

0.098 

0.329 

337.41 

Over Exploited 

Jalaka 

0806000300792800 

0.24 

0.30 

(67.03) 

0.24 

0.02 

0.26 

0.08 

0.66 

0.04 

0.0600 

- 

- 

0.001 

0.061 

0.103 

0.360 

0.018 

0.342 

0.583 

170.64 

Over Exploited 

Jalalpur 

0806000400810800 

0.24 

0.07 

- 

0.07 

0.01 

0.08 

0.03 

0.26 

0.01 

0.0200 

- 

- 

- 

0.020 

0.030 

0.113 

0.011 

0.102 

0.225 

220.93 

Over Exploited 

Jasai 

0806000200773600 

0.24 

0.04 

- 

0.04 

0.01 

0.05 

0.02 

0.19 

0.01 

0.0100 

- 

- 

0.002 

0.012 

0.018 

0.070 

0.007 

0.063 

0.211 

333.16 

Over Exploited 

Jhamoowas 

0806000500817800 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jharjheela 

0806000500818100 

0.24 

0.00 

10,646.78 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jharka 

0806000300794900 

0.24 

0.02 

- 

0.02 

0.01 

0.03 

0.02 

0.13 

0.00 

0.0200 

- 

- 

- 

0.020 

0.024 

0.058 

0.006 

0.052 

0.179 

343.30 

Over Exploited 

Jogawad 

0806000200777000 

0.24 

0.32 

- 

0.32 

0.04 

0.36 

0.09 

0.68 

0.05 

0.1100 

- 

- 

0.002 

0.112 

0.161 

0.523 

0.052 

0.471 

1.013 

215.13 

Over Exploited 

Jonal 

0806000300793400 

0.24 

0.51 

(39.24) 

0.40 

0.04 

0.44 

0.08 

0.64 

0.07 

0.1300 

- 

- 

- 

0.130 

0.203 

0.647 

0.032 

0.615 

1.199 

194.92 

Over Exploited 

Kadaiya 

0806000300794200 

0.24 

0.13 

22.84 

0.15 

0.02 

0.17 

0.08 

0.62 

0.02 

0.0700 

- 

- 

0.000 

0.070 

0.089 

0.261 

0.013 

0.248 

0.619 

249.22 

Over Exploited 

Kalgaon 

0806000400810900 

0.24 

0.55 

- 

0.55 

0.04 

0.59 

0.07 

0.55 

0.08 

0.1100 

- 

- 

0.001 

0.111 

0.187 

0.779 

0.078 

0.701 

1.011 

144.27 

Over Exploited 

Kani 

0806000300793500 

0.24 

0.45 

(59.87) 

0.36 

0.02 

0.38 

0.08 

0.65 

0.07 

0.0600 

- 

- 

- 

0.060 

0.125 

0.507 

0.025 

0.481 

0.573 

119.07 

Over Exploited 



0.22 

0.00 

2,098.25 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kerwa 

0806000300792700 

0.24 

0.24 

(57.30) 

0.20 

0.03 

0.23 

0.08 

0.65 

0.03 

0.0800 

- 

- 

- 

0.080 

0.115 

0.341 

0.017 

0.324 

0.685 

211.63 

Over Exploited 

Khanpur Aheer 

0806000200777700 

0.24 

0.49 

- 

0.49 

0.05 

0.54 

0.09 

0.65 

0.08 

0.1500 

- 

- 

- 

0.150 

0.225 

0.770 

0.077 

0.693 

1.351 

194.97 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.030 

5,987.18 

Over Exploited 

Khanpur Aheeran 

0806000300791500 

0.24 

0.00 

5,960.44 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.022 

16,499.96 

Over Exploited 



0.22 

0.22 

(32.21) 

0.18 

0.04 

0.22 

0.08 

0.65 

0.03 

0.1200 

- 

- 

- 

0.120 

0.152 

0.369 

0.018 

0.351 

1.062 

302.89 

Over Exploited 

Khera 

0806000500817600 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kheral 

0806000300793200 

0.24 

0.33 

(36.65) 

0.27 

0.04 

0.31 

0.07 

0.57 

0.05 

0.1300 

- 

- 

- 

0.130 

0.178 

0.485 

0.024 

0.461 

1.149 

249.29 

Over Exploited 



0.22 

0.01 

283.47 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.019 

0.001 

0.018 

0.134 

743.37 

Over Exploited 

Kheri 

0806000300791400 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.011 

######### 

Over Exploited 



0.22 

0.15 

- 

0.15 

0.03 

0.18 

0.06 

0.45 

0.02 

0.1000 

- 

- 

- 

0.100 

0.121 

0.300 

0.030 

0.270 

0.934 

346.37 

Over Exploited 

Khohra Thakran 

0806000300793600 

0.24 

0.43 

(53.89) 

0.34 

0.02 

0.37 

0.08 

0.65 

0.06 

0.0700 

- 

- 

0.002 

0.072 

0.135 

0.501 

0.025 

0.476 

0.683 

143.53 

Over Exploited 

Koompur 

0806000300795100 

0.24 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kotkasim 

0806000300789600 

0.24 

0.44 

- 

0.44 

0.06 

0.50 

0.04 

0.34 

0.06 

0.1700 

- 

- 

- 

0.170 

0.233 

0.734 

0.073 

0.660 

1.556 

235.70 

Over Exploited 

Ladpur 

0806000300790700 

0.24 

0.40 

- 

0.40 

0.06 

0.46 

0.07 

0.56 

0.06 

0.1700 

- 

- 

- 

0.170 

0.228 

0.691 

0.069 

0.622 

1.513 

243.28 

Over Exploited 

Lahdod 

0806000300794700 

0.24 

0.42 

(57.52) 

0.33 

0.01 

0.35 

0.08 

0.64 

0.06 

0.0400 

- 

- 

0.002 

0.042 

0.104 

0.449 

0.022 

0.427 

0.378 

88.50 

Semi Critical 

Magha Ka Majra 

0806000300793700 

0.24 

0.00 

344.02 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.048 

360.32 

Over Exploited 

Majra 

0806000200775200 

0.24 

0.04 

- 

0.04 

0.02 

0.06 

0.03 

0.23 

0.01 

0.0500 

- 

- 

0.001 

0.051 

0.057 

0.120 

0.012 

0.108 

0.460 

427.04 

Over Exploited 

Majri Goojar 

0806000400811000 

0.24 

0.21 

- 

0.21 

0.02 

0.23 

0.06 

0.52 

0.03 

0.0600 

- 

- 

- 

0.060 

0.088 

0.315 

0.032 

0.284 

0.546 

192.43 

Over Exploited 

Mandha 

0806000200777800 

0.24 

0.30 

- 

0.30 

0.02 

0.32 

0.08 

0.58 

0.05 

0.0700 

- 

- 

0.001 

0.071 

0.117 

0.436 

0.044 

0.392 

0.662 

168.85 

Over Exploited 

Mau 

0806000200778600 

0.24 

0.10 

- 

0.10 

- 

0.10 

0.05 

0.36 

0.02 

0.0100 

- 

- 

- 

0.010 

0.026 

0.125 

0.012 

0.112 

0.321 

286.05 

Over Exploited 

Menpur 

0806000200780200 

0.24 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.002 

0.016 

0.002 

0.014 

0.069 

482.09 

Over Exploited 

Meoli 

0806000300790400 

0.24 

0.08 

- 

0.08 

0.03 

0.11 

0.05 

0.37 

0.01 

0.0800 

- 

- 

- 

0.080 

0.092 

0.206 

0.021 

0.185 

0.734 

396.87 

Over Exploited 

Mirzapur 

0806000300795000 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.059 

486.20 

Over Exploited 

Moonpur Thakran 

0806000300792900 

0.24 

0.47 

(65.35) 

0.37 

0.04 

0.41 

0.08 

0.62 

0.07 

0.1200 

- 

- 

- 

0.120 

0.187 

0.601 

0.030 

0.571 

1.050 

183.77 

Over Exploited 



0.22 

0.00 

331.51 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.012 

0.055 

465.25 

Over Exploited 

Mundana 

0806000400810700 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.030 

3,004.19 

Over Exploited 

Mundawar 

0806000200778200 

0.24 

0.56 

- 

0.56 

0.01 

0.57 

0.04 

0.30 

0.09 

0.0300 

- 

- 

- 

0.030 

0.115 

0.684 

0.068 

0.615 

0.776 

126.05 

Over Exploited 

Mundiya Khera 

0806000200776600 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.010 

15,169.59 

Over Exploited 

Munpur 

0806000200775500 

0.24 

0.27 

- 

0.27 

0.01 

0.28 

0.09 

0.68 

0.04 

0.0200 

- 

- 

0.002 

0.022 

0.063 

0.341 

0.034 

0.307 

0.553 

180.17 

Over Exploited 

Nahar Khera 

0806000200777200 

0.24 

0.06 

- 

0.06 

0.01 

0.07 

0.05 

0.38 

0.01 

0.0400 

- 

- 

- 

0.040 

0.049 

0.115 

0.012 

0.104 

0.395 

381.13 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.540 

-0.24 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.004 

0.25 

0.31 


Nangal Raniya 

0806000200778300 

1.694 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.694 

-0.48 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.47 

0.012 

0.59 

0.71 


Nangal Saliya 

0806000300794000 

6.255 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.255 

0.36 

0.120 

0.33 

0.05 

0.00 

0.00 

0.00 

0.55 

0.43 

1.26 

0.041 

0.56 

0.71 


Nangal Udiya 

0806000200773700 

6.040 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.077 

-0.36 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 


Narooki 

0806000300789500 

0.544 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.532 

-0.31 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.004 

0.57 

0.91 


Neemlaka 

0806000300791900 

1.478 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.478 

0.04 

0.120 

0.27 

0.04 

0.00 

0.00 

0.00 

0.24 

0.16 

1.08 

0.010 

0.57 

0.85 


Paharwas 

0806000300792400 

2.154 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.551 

-0.63 

0.120 

0.14 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.56 

0.010 

0.38 

0.49 


Palpur 

0806000300792500 

4.797 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.738 

-0.37 

0.120 

0.32 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

1.25 

0.025 

0.42 

0.55 


Patan Aheer 

0806000300794100 

3.899 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.677 

0.42 

0.120 

0.34 

0.05 

0.00 

0.00 

0.00 

0.47 

0.37 

1.32 

0.024 

0.51 

0.65 


Peepli 

0806000200780000 

4.704 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.190 

-0.66 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.001 

0.02 

0.03 


Pur 

0806000300791800 

6.859 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.859 

0.05 

0.120 

0.49 

0.07 

0.00 

0.00 

0.00 

0.46 

0.30 

1.90 

0.045 

0.57 

0.86 


Radwa 

0806000200777600 

2.118 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.118 

0.14 

0.120 

0.31 

0.05 

0.00 

0.00 

0.00 

0.30 

0.24 

1.21 

0.015 

0.58 

0.70 


Raipur Jatan 

0806000300794800 

3.483 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.736 

0.23 

0.120 

0.13 

0.02 

0.00 

0.00 

0.00 

0.18 

0.15 

0.48 

0.018 

0.45 

0.54 


Rajwara 

0806000200775900 

3.777 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.925 

-0.37 

0.120 

0.23 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.89 

0.013 

0.29 

0.38 


Raniyawas 

0806000300790300 

1.564 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.459 

-0.33 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.003 

0.17 

0.27 


Roneeja 

0806000300791000 

3.218 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.552 

-0.08 

0.120 

0.22 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.87 

0.017 

0.46 

0.68 


Salkhar 

0806000300794500 

2.765 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.003 

0.80 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sanchod 

0806000200774500 

7.949 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.061 

0.08 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.01 


Sanoda 

0806000300791700 

1.284 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.284 

0.02 

0.120 

0.31 

0.05 

0.00 

0.00 

0.00 

0.26 

0.17 

1.22 

0.009 

0.58 

0.91 


Sarai Kalan 

0806000200773800 

3.819 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.513 

-0.36 

0.120 

0.33 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.32 

0.017 

0.38 

0.47 


Shekhawas 

0806000200775700 

1.724 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.724 

-0.37 

0.120 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.56 

0.012 

0.58 

0.71 


Sihali Kalan 

0806000200777500 

5.644 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.404 

0.23 

0.120 

0.44 

0.06 

0.00 

0.00 

0.00 

0.53 

0.43 

1.69 

0.037 

0.55 

0.68 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.240 

0.23 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.05 

0.002 

0.02 

0.03 


Sihali Khurd 

0806000200777300 

4.082 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.136 

0.08 

0.120 

0.27 

0.04 

0.00 

0.00 

0.00 

0.26 

0.21 

1.07 

0.022 

0.45 

0.55 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.946 

0.08 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.05 

0.04 

0.20 

0.007 

0.13 

0.16 


Sirod Khurd 

0806000200773900 

2.254 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.059 

-0.33 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.000 

0.02 

0.02 


Siya Khoh 

0806000200780100 

5.719 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.011 

-0.62 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.021 

0.31 

0.37 


Sundarwari 

0806000200775000 

2.318 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.160 

-0.07 

0.120 

0.22 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.86 

0.015 

0.54 

0.66 


Surajpura 

0806000200778500 

1.788 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.788 

-0.58 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.012 

0.58 

0.72 


Thathka 

0806000300793100 

1.400 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.016 

0.10 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.385 

0.10 

0.100 

0.12 

0.02 

0.00 

0.00 

0.00 

0.11 

0.07 

0.48 

0.009 

0.57 

0.88 


Thethar Basna 

0806000300793900 

1.299 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.299 

0.28 

0.120 

0.14 

0.02 

0.00 

0.00 

0.00 

0.16 

0.13 

0.54 

0.009 

0.57 

0.73 


Todarpur 

0806000200775300 

2.338 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.338 

-0.35 

0.120 

0.20 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.76 

0.016 

0.59 

0.71 


Udaipur 

0806000400811100 

1.935 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

-0.11 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ulaheri 

0806000200778400 

3.955 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.955 

-0.48 

0.120 

0.34 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.32 

0.027 

0.59 

0.71 

06001008 

Aheer Basna 

0806000300793800 

1.792 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.751 

0.20 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.10 

0.08 

0.37 

0.005 

0.24 

0.31 


Ajarka 

0806000200774200 

3.799 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.799 

-0.16 

0.120 

0.39 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

1.54 

0.026 

0.58 

0.72 


Ajmeripura 

0806000100767300 

3.139 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.655 

0.15 

0.120 

0.44 

0.02 

0.00 

0.00 

0.00 

0.47 

0.28 

1.73 

0.020 

0.43 

0.73 


Bani Jonaycha 

0806000100757800 

1.795 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.095 

0.48 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.001 

0.03 

0.03 


Bantkhani 

0806000100764700 

2.703 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.321 

1.69 

0.120 

0.16 

0.01 

0.00 

0.00 

0.00 

0.62 

0.48 

0.61 

0.017 

0.46 

0.59 







Non-command 

Slate 

0.383 

1.69 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.003 

0.08 

0.10 


Baori 

0806000100761200 

3.725 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.725 

-0.02 

0.120 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.75 

0.028 

0.57 

0.66 


Bapdoli 

0806000200779100 

1.651 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.651 

0.02 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.21 

0.011 

0.52 

0.85 


Bardod 

0806000100767000 

19.340 

Fresh 

Non-command 

Non-command 

Older Alluvium 

19.102 

0.41 

0.120 

1.53 

0.07 

0.00 

0.00 

0.00 

2.40 

1.72 

5.94 

0.143 

0.51 

0.72 


Beejwad Chauhan 

0806000200772300 

9.765 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.677 

-0.25 

0.120 

0.72 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.77 

0.067 

0.56 

0.70 


Beerod 

0806000200771800 

3.047 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.417 

0.19 

0.120 

0.26 

0.01 

0.00 

0.00 

0.00 

0.30 

0.25 

1.00 

0.017 

0.45 

0.54 


Behror (M) 

0806000140601000 

13.532 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.665 

-0.50 

0.120 

0.58 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.13 

0.918 

0.10 

0.08 


Behror Jat 

0806000200773000 

5.286 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.286 

-0.79 

0.120 

0.45 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.77 

0.036 

0.56 

0.68 


Belni 

0806000100758200 

3.676 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.379 

0.44 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.15 

0.010 

0.21 

0.24 







Non-command 

Slate 

1.727 

0.44 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.09 

0.013 

0.27 

0.31 


Bhagola Aheer 

0806000200774300 

2.807 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.807 

-0.04 

0.120 

0.31 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

1.23 

0.019 

0.57 

0.73 


Bhagolajat 

0806000200774800 

4.333 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.854 

0.10 

0.120 

0.32 

0.05 

0.00 

0.00 

0.00 

0.32 

0.24 

1.24 

0.027 

0.51 

0.66 


Bhanot 

0806000200775100 

4.938 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.430 

-0.22 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.003 

0.05 

0.06 


Bheenwada 

0806000200778800 

5.434 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.174 

-0.52 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.03 


Bhojpuri 

0806000200772600 

3.276 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.276 

-0.26 

0.120 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.023 

0.56 

0.70 


Bhoongara Aheer 

0806000200776200 

3.205 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.943 

-0.68 

0.120 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.50 

0.020 

0.50 

0.68 







Non-command 

Slate 

0.259 

-0.68 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.002 

0.04 

0.06 


Bhoongara Thethar 

0806000200773200 

5.457 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.386 

-0.80 

0.120 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.57 

0.037 

0.54 

0.71 







Non-command 

Slate 

0.070 

-0.80 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Chaubara 

0806000100757900 

7.739 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.549 

0.40 

0.120 

0.20 

0.01 

0.00 

0.00 

0.00 

0.45 

0.39 

0.74 

0.041 

0.41 

0.48 


Chhapur 

0806000200779300 

2.535 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.535 

0.05 

0.120 

0.19 

0.03 

0.00 

0.00 

0.00 

0.17 

0.10 

0.73 

0.017 

0.51 

0.86 


Choodla 

0806000200782200 

4.724 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

-0.44 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dadhiya 

0806000200772100 

2.777 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

-0.03 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dahmi 

0806000100766800 

3.795 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.284 

1.40 

0.120 

0.34 

0.02 

0.00 

0.00 

0.00 

0.87 

1.07 

1.33 

0.025 

0.45 

0.37 







Non-command 

Slate 

0.108 

1.40 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.001 

0.01 

0.01 


Darbarpur 

0806000200774900 

3.634 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.798 

0.01 

0.120 

0.19 

0.03 

0.00 

0.00 

0.00 

0.16 

0.13 

0.75 

0.012 

0.29 

0.36 


Dhis 

0806000100767400 

5.115 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.449 

0.16 

0.120 

0.44 

0.02 

0.00 

0.00 

0.00 

0.49 

0.32 

1.72 

0.026 

0.35 

0.53 


Dhodhakari 

0806000100758100 

2.828 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.163 

0.35 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.03 

0.04 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.22 

0.03 

- 

0.03 

0.01 

0.04 

0.04 

0.29 

0.00 

0.0200 

- 

- 

- 

0.020 

0.025 

0.065 

0.006 

0.058 

0.186 

318.26 

Over Exploited 

Nangal Raniya 

0806000200778300 

0.24 

0.24 

- 

0.24 

0.01 

0.25 

0.09 

0.68 

0.04 

0.0200 

- 

- 

0.001 

0.021 

0.058 

0.309 

0.031 

0.278 

0.480 

172.49 

Over Exploited 

Nangal Saliya 

0806000300794000 

0.24 

0.83 

(48.26) 

0.67 

0.05 

0.72 

0.08 

0.64 

0.12 

0.1400 

- 

- 

0.003 

0.143 

0.264 

0.982 

0.049 

0.933 

1.304 

139.77 

Over Exploited 

Nangal Udiya 

0806000200773700 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.011 

7,518.08 

Over Exploited 

Narooki 

0806000300789500 

0.24 

0.07 

- 

0.07 

0.01 

0.08 

0.08 

0.65 

0.01 

0.0300 

- 

- 

- 

0.030 

0.041 

0.123 

0.012 

0.111 

0.303 

272.21 

Over Exploited 

Neemlaka 

0806000300791900 

0.24 

0.20 

(21.67) 

0.16 

0.04 

0.20 

0.08 

0.66 

0.03 

0.1200 

- 

- 

0.002 

0.122 

0.151 

0.355 

0.018 

0.337 

1.087 

322.05 

Over Exploited 

Paharwas 

0806000300792400 

0.24 

0.14 

- 

0.14 

0.02 

0.16 

0.05 

0.44 

0.02 

0.0600 

- 

- 

- 

0.060 

0.080 

0.242 

0.024 

0.218 

0.568 

260.39 

Over Exploited 

Palpur 

0806000300792500 

0.24 

0.38 

- 

0.38 

0.05 

0.43 

0.06 

0.48 

0.05 

0.1400 

- 

- 

- 

0.140 

0.193 

0.619 

0.062 

0.557 

1.270 

227.96 

Over Exploited 

Patan Aheer 

0806000300794100 

0.24 

0.45 

(17.58) 

0.37 

0.05 

0.42 

0.07 

0.58 

0.06 

0.1500 

- 

- 

0.002 

0.152 

0.215 

0.636 

0.032 

0.604 

1.342 

222.15 

Over Exploited 

Peepli 

0806000200780000 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.033 

3,059.38 

Over Exploited 

Pur 

0806000300791800 

0.24 

0.95 

(67.87) 

0.76 

0.07 

0.83 

0.08 

0.66 

0.13 

0.2100 

- 

- 

0.006 

0.216 

0.351 

1.182 

0.059 

1.123 

1.942 

172.98 

Over Exploited 

Radwa 

0806000200777600 

0.24 

0.29 

(16.79) 

0.24 

0.05 

0.29 

0.09 

0.66 

0.04 

0.1400 

- 

- 

0.000 

0.140 

0.184 

0.478 

0.024 

0.454 

1.221 

268.61 

Over Exploited 

Raipur Jatan 

0806000300794800 

0.24 

0.29 

(47.68) 

0.23 

0.02 

0.25 

0.07 

0.51 

0.04 

0.0500 

- 

- 

0.000 

0.050 

0.094 

0.348 

0.017 

0.330 

0.497 

150.46 

Over Exploited 

Rajwara 

0806000200775900 

0.24 

0.13 

- 

0.13 

0.01 

0.14 

0.05 

0.34 

0.02 

0.0300 

- 

- 

- 

0.030 

0.051 

0.195 

0.020 

0.176 

0.898 

511.36 

Over Exploited 

Raniyawas 

0806000300790300 

0.24 

0.02 

- 

0.02 

0.01 

0.03 

0.02 

0.20 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.052 

0.005 

0.046 

0.183 

393.66 

Over Exploited 

Roneeja 

0806000300791000 

0.24 

0.28 

- 

0.28 

0.03 

0.31 

0.06 

0.52 

0.04 

0.1000 

- 

- 

0.001 

0.101 

0.140 

0.451 

0.045 

0.406 

0.885 

217.78 

Over Exploited 

Salkhar 

0806000300794500 

0.24 

0.00 

58,792.38 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sanchod 

0806000200774500 

0.22 

0.00 

565.77 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.006 

8,368.66 

Over Exploited 

Sanoda 

0806000300791700 

0.24 

0.18 

(5.84) 

0.17 

0.05 

0.22 

0.08 

0.66 

0.03 

0.1400 

- 

- 

- 

0.140 

0.166 

0.384 

0.019 

0.365 

1.233 

337.59 

Over Exploited 

Sarai Kalan 

0806000200773800 

0.24 

0.23 

- 

0.23 

0.02 

0.25 

0.06 

0.44 

0.04 

0.0500 

- 

- 

0.001 

0.051 

0.087 

0.339 

0.034 

0.305 

1.333 

436.83 

Over Exploited 

Shekhawas 

0806000200775700 

0.24 

0.24 

- 

0.24 

0.01 

0.25 

0.09 

0.67 

0.04 

0.0200 

- 

- 

0.002 

0.022 

0.059 

0.312 

0.031 

0.281 

0.571 

203.07 

Over Exploited 

Sihali Kalan 

0806000200777500 

0.24 

0.71 

(39.71) 

0.57 

0.06 

0.63 

0.08 

0.63 

0.11 

0.1900 

- 

- 

- 

0.190 

0.297 

0.929 

0.046 

0.883 

1.730 

196.03 

Over Exploited 



0.22 

0.00 

942.69 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.051 

453.85 

Over Exploited 

Sihali Khurd 

0806000200777300 

0.24 

0.34 

(36.98) 

0.27 

0.04 

0.31 

0.07 

0.51 

0.05 

0.1200 

- 

- 

- 

0.120 

0.171 

0.480 

0.024 

0.456 

1.091 

239.35 

Over Exploited 



0.22 

0.03 

42.06 

0.03 

0.01 

0.04 

0.02 

0.16 

0.00 

0.0200 

- 

- 

- 

0.020 

0.024 

0.068 

0.003 

0.064 

0.204 

315.68 

Over Exploited 

Sirod Khurd 

0806000200773900 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.032 

14,456.58 

Over Exploited 

Siya Khoh 

0806000200780100 

0.24 

0.21 

- 

0.21 

0.01 

0.22 

0.05 

0.36 

0.03 

0.0200 

- 

- 

- 

0.020 

0.053 

0.278 

0.028 

0.250 

0.480 

192.00 

Over Exploited 

Sundarwari 

0806000200775000 

0.24 

0.28 

- 

0.28 

0.03 

0.31 

0.08 

0.63 

0.04 

0.1000 

- 

- 

0.003 

0.103 

0.145 

0.458 

0.046 

0.412 

0.873 

211.65 

Over Exploited 

Surajpura 

0806000200778500 

0.24 

0.25 

- 

0.25 

0.01 

0.26 

0.09 

0.67 

0.04 

0.0200 

- 

- 

- 

0.020 

0.059 

0.319 

0.032 

0.287 

0.476 

165.71 

Over Exploited 

Thathka 

0806000300793100 

0.24 

0.00 

313.57 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.011 

35,967.19 

Over Exploited 



0.22 

0.17 

(57.46) 

0.14 

0.02 

0.16 

0.08 

0.65 

0.03 

0.0500 

- 

- 

- 

0.050 

0.075 

0.234 

0.012 

0.223 

0.486 

218.29 

Over Exploited 

Thethar Basna 

0806000300793900 

0.24 

0.18 

(28.76) 

0.14 

0.02 

0.16 

0.09 

0.66 

0.03 

0.0600 

- 

- 

0.001 

0.061 

0.088 

0.252 

0.013 

0.239 

0.552 

230.80 

Over Exploited 

Todarpur 

0806000200775300 

0.24 

0.33 

- 

0.33 

0.03 

0.36 

0.09 

0.68 

0.05 

0.0900 

- 

- 

0.001 

0.092 

0.142 

0.502 

0.050 

0.452 

0.775 

171.53 

Over Exploited 

Udaipur 

0806000400811100 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ulaheri 

0806000200778400 

0.24 

0.56 

- 

0.56 

0.02 

0.58 

0.09 

0.68 

0.09 

0.0500 

- 

- 

0.001 

0.051 

0.136 

0.716 

0.072 

0.645 

1.342 

208.24 

Over Exploited 

Aheer Basna 

0806000300793800 

0.24 

0.04 

77.80 

0.05 

0.01 

0.06 

0.04 

0.28 

0.01 

0.0400 

- 

- 

0.000 

0.040 

0.046 

0.109 

0.005 

0.103 

0.372 

360.52 

Over Exploited 

Ajarka 

0806000200774200 

0.24 

0.53 

- 

0.53 

0.06 

0.59 

0.09 

0.67 

0.08 

0.1700 

- 

- 

0.004 

0.174 

0.254 

0.844 

0.084 

0.760 

1.565 

206.00 

Over Exploited 

Ajmeripura 

0806000100767300 

0.24 

0.28 

0.91 

0.28 

0.02 

0.30 

0.08 

0.51 

0.05 

0.0600 

- 

- 

- 

0.060 

0.111 

0.410 

0.021 

0.390 

1.752 

449.66 

Over Exploited 

Bani Jonaycha 

0806000100757800 

0.24 

0.00 

575.48 

0.00 

0.00 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.013 

1,217.39 

Over Exploited 

Bantkhani 

0806000100764700 

0.24 

0.25 

88.80 

0.31 

0.01 

0.32 

0.07 

0.53 

0.04 

0.0200 

- 

- 

0.000 

0.020 

0.061 

0.378 

0.019 

0.359 

0.629 

175.47 

Over Exploited 



0.06 

0.00 

926.26 

0.00 

- 

0.00 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.050 

2,223.42 

Over Exploited 

Baori 

0806000100761200 

0.24 

0.51 

- 

0.51 

0.01 

0.52 

0.08 

0.65 

0.07 

0.0300 

- 

- 

0.001 

0.031 

0.102 

0.618 

0.062 

0.556 

0.778 

139.85 

Over Exploited 

Bapdoli 

0806000200779100 

0.24 

0.20 

(80.74) 

0.16 

- 

0.16 

0.09 

0.61 

0.04 

0.0100 

- 

- 

- 

0.010 

0.047 

0.211 

0.011 

0.200 

0.219 

109.60 

Over Exploited 

Bardod 

0806000100767000 

0.24 

2.35 

(27.00) 

1.88 

0.07 

1.95 

0.09 

0.60 

0.40 

0.2200 

- 

- 

- 

0.220 

0.624 

2.576 

0.129 

2.447 

6.087 

248.72 

Over Exploited 

Beejwad Chauhan 

0806000200772300 

0.24 

1.31 

- 

1.31 

0.03 

1.34 

0.09 

0.65 

0.20 

0.1000 

- 

- 

0.003 

0.103 

0.302 

1.644 

0.164 

1.479 

2.840 

191.95 

Over Exploited 

Beerod 

0806000200771800 

0.24 

0.26 

(3.50) 

0.25 

0.01 

0.26 

0.07 

0.51 

0.04 

0.0400 

- 

- 

- 

0.040 

0.078 

0.339 

0.017 

0.322 

1.018 

316.32 

Over Exploited 

Behror (M) 

0806000140601000 

0.24 

0.07 

- 

0.07 

0.01 

0.08 

0.02 

0.12 

0.01 

0.0400 

- 

- 

- 

0.040 

0.050 

0.126 

0.013 

0.113 

2.048 

1,809.75 

Over Exploited 

Behror Jat 

0806000200773000 

0.24 

0.71 

- 

0.71 

0.02 

0.73 

0.08 

0.64 

0.10 

0.0700 

- 

- 

0.003 

0.073 

0.177 

0.908 

0.091 

0.818 

1.802 

220.44 

Over Exploited 

Belni 

0806000100758200 

0.24 

0.07 

23,726.59 

0.08 

- 

0.08 

0.03 

0.24 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.104 

0.005 

0.098 

0.160 

162.76 

Over Exploited 



0.06 

0.03 

(157.88) 

0.03 

- 

0.03 

0.04 

0.30 

0.00 

- 

- 

- 

- 

- 

0.004 

0.037 

0.002 

0.035 

0.104 

296.32 

Over Exploited 

Bhagola Aheer 

0806000200774300 

0.24 

0.39 

- 

0.39 

0.05 

0.44 

0.09 

0.66 

0.06 

0.1400 

- 

- 

- 

0.140 

0.198 

0.635 

0.063 

0.571 

1.247 

218.31 

Over Exploited 

Bhagolajat 

0806000200774800 

0.24 

0.47 

(48.51) 

0.38 

0.05 

0.43 

0.08 

0.59 

0.07 

0.1400 

- 

- 

0.002 

0.142 

0.212 

0.641 

0.032 

0.609 

1.267 

207.92 

Over Exploited 

Bhanot 

0806000200775100 

0.24 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.016 

0.002 

0.014 

0.110 

760.03 

Over Exploited 

Bheenwada 

0806000200778800 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.011 

1,495.66 

Over Exploited 

Bhojpuri 

0806000200772600 

0.24 

0.44 

- 

0.44 

0.00 

0.44 

0.08 

0.64 

0.07 

0.0100 

- 

- 

0.000 

0.010 

0.076 

0.517 

0.052 

0.465 

0.421 

90.37 

Critical 

Bhoongara Aheer 

0806000200776200 

0.24 

0.35 

- 

0.35 

0.01 

0.36 

0.08 

0.58 

0.06 

0.0200 

- 

- 

- 

0.020 

0.076 

0.437 

0.044 

0.394 

0.520 

132.16 

Over Exploited 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.041 

8,618.09 

Over Exploited 

Bhoongara Thethar 

0806000200773200 

0.24 

0.70 

- 

0.70 

0.01 

0.71 

0.08 

0.63 

0.11 

0.0200 

- 

- 

0.001 

0.021 

0.129 

0.842 

0.084 

0.757 

0.611 

80.68 

Semi Critical 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.007 

36,082.12 

Over Exploited 

Chaubara 

0806000100757900 

0.24 

0.54 

(28.47) 

0.43 

0.01 

0.44 

0.06 

0.46 

0.08 

0.0300 

- 

- 

0.003 

0.033 

0.110 

0.554 

0.028 

0.526 

0.785 

149.30 

Over Exploited 

Chhapur 

0806000200779300 

0.24 

0.31 

(66.85) 

0.25 

0.03 

0.28 

0.09 

0.61 

0.06 

0.0800 

- 

- 

0.001 

0.082 

0.139 

0.420 

0.021 

0.399 

0.749 

187.77 

Over Exploited 

Choodla 

0806000200782200 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dadhiya 

0806000200772100 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dahmi 

0806000100766800 

0.24 

0.36 

198.61 

0.43 

0.02 

0.45 

0.07 

0.52 

0.05 

0.0500 

- 

- 

0.001 

0.051 

0.105 

0.554 

0.028 

0.527 

1.357 

257.58 

Over Exploited 



0.06 

0.00 

16,518.57 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.023 

18,441.45 

Over Exploited 

Darbarpur 

0806000200774900 

0.24 

0.12 

5.21 

0.13 

0.03 

0.16 

0.04 

0.33 

0.02 

0.0800 

- 

- 

0.002 

0.082 

0.101 

0.262 

0.013 

0.249 

0.762 

306.47 

Over Exploited 

Dhis 

0806000100767400 

0.24 

0.29 

10.12 

0.32 

0.02 

0.34 

0.06 

0.41 

0.05 

0.0600 

- 

- 

0.001 

0.061 

0.112 

0.449 

0.022 

0.427 

1.743 

408.17 

Over Exploited 

Dhodhakari 

0806000100758100 

0.24 

0.00 

358.16 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.013 

807.54 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Slate 

1.711 

0.35 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.10 

0.013 

0.34 

0.39 


Dhokal Nagar 

080600020077940C 

1.177 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.177 

0.11 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.10 

0.06 

0.38 

0.008 

0.51 

0.86 


Dhoondhariya 

080600010076410C 

4.184 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.028 

1.14 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 







Non-command 

Slate 

0.040 

1.14 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Dooghera 

080600010076480C 

4.198 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.218 

1.99 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.08 

0.002 

0.03 

0.03 







Non-command 

Slate 

2.135 

1.99 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.15 

0.14 

0.28 

0.016 

0.28 

0.30 


Fauladpur 

080600010076110C 

3.504 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.504 

-0.04 

0.120 

0.29 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.13 

0.026 

0.57 

0.66 


Gadli 

0806000200772000 

1.691 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.082 

0.01 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.001 

0.03 

0.03 


Gadoowas 

0806000200772200 

7.308 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.436 

-0.23 

0.120 

0.60 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.36 

0.044 

0.50 

0.63 


Gheelot 

0806000100756800 

16.237 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.002 

-1.04 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Slate 

0.075 

-1.04 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 


Hamjapur 

0806000100764900 

6.472 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.330 

1.66 

0.120 

0.13 

0.01 

0.00 

0.00 

0.00 

0.58 

0.64 

0.49 

0.017 

0.19 

0.17 







Non-command 

Slate 

1.910 

1.66 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.11 

0.12 

0.18 

0.014 

0.16 

0.14 


Hatoondi 

0806000200779700 

4.422 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.448 

-0.22 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.010 

0.17 

0.28 


Hulmana Kalan 

0806000200772400 

2.918 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.918 

-0.20 

0.120 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.71 

0.020 

0.56 

0.70 


Hulmana Khurd 

0806000200772500 

1.837 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.837 

-0.19 

0.120 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.50 

0.013 

0.56 

0.70 


Isrisinghpura 

0806000100761300 

2.645 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.573 

-0.14 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.019 

0.55 

0.64 


Jagiwara 

0806000200775600 

2.043 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.004 

-0.37 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jaguwas 

0806000100768000 

3.274 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.606 

-1.54 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.005 

0.10 

0.07 


Jalalpur 

0806000100767500 

2.616 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.030 

-1.02 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Jalwas 

0806000200772800 

2.046 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.046 

-0.49 

0.120 

0.22 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.87 

0.014 

0.56 

0.69 


Janaksinghpura 

0806000100761000 

2.688 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.365 

0.52 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

0.25 

0.22 

0.42 

0.018 

0.50 

0.57 


Jasai 

0806000200773600 

3.818 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.061 

-0.37 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.007 

0.16 

0.20 


Jeevan Singhpura 

0806000200782300 

4.407 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.561 

-0.15 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.011 

0.18 

0.30 


Jhajharpur 

0806000200779800 

4.357 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.955 

-0.07 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.013 

0.23 

0.38 


Jonaycha Kalan 

0806000100757500 

5.538 

Fresh 

Non-command 

Non-command 

Slate 

0.486 

0.19 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.004 

0.05 

0.06 


Kalipahari 

0806000100761400 

1.467 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.467 

0.65 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.01 

0.011 

0.57 

0.65 


Kalooka 

0806000200778900 

2.987 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.328 

-0.37 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.002 

0.06 

0.09 


Kalyanpura 

0806000100768100 

2.438 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.384 

-1.24 

0.120 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.77 

0.018 

0.51 

0.39 


Kankar Dopa 

0806000100768200 

2.819 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.819 

0.14 

0.120 

0.28 

0.01 

0.00 

0.00 

0.00 

0.32 

0.41 

1.11 

0.021 

0.52 

0.40 


Kami Kot 

0806000200776100 

4.859 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.004 

-0.47 

0.120 

0.37 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.46 

0.028 

0.44 

0.66 


Karoda 

0806000100767200 

7.683 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.996 

-0.13 

0.120 

0.53 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

2.06 

0.045 

0.40 

0.67 


Keeratsinghpura 

0806000100764600 

2.549 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.941 

0.39 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.30 

0.007 

0.19 

0.29 







Non-command 

Slate 

1.458 

0.39 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.21 

0.011 

0.30 

0.45 


Khohri 

0806000200776300 

6.999 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.126 

-0.28 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.042 

0.46 

0.70 







Non-command 

Slate 

0.752 

-0.28 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.005 

0.06 

0.09 


Kokawas 

0806000200779600 

1.517 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.517 

0.25 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.11 

0.06 

0.28 

0.010 

0.51 

0.86 


Kolila Joga 

0806000100764400 

4.955 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.543 

0.32 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.23 

0.19 

0.38 

0.026 

0.40 

0.49 







Non-command 

Slate 

1.113 

0.32 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.05 

0.008 

0.12 

0.15 


Kolila Rawad 

0806000100764500 

4.512 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.731 

0.99 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.41 

0.32 

0.34 

0.020 

0.33 

0.43 







Non-command 

Slate 

1.483 

0.99 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.09 

0.011 

0.18 

0.23 


Kolila Sanga 

0806000100764300 

3.416 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.675 

1.40 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.15 

0.13 

0.14 

0.005 

0.11 

0.13 







Non-command 

Slate 

1.747 

1.40 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.20 

0.013 

0.28 

0.33 


Madhosinghpura 

0806000100760900 

3.313 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.257 

1.05 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.03 

0.002 

0.04 

0.05 


Magha Ka Majra 

0806000300793700 

3.234 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.904 

0.23 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.13 

0.10 

0.33 

0.013 

0.34 

0.45 


Majra 

0806000200775200 

2.567 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.689 

-0.29 

0.120 

0.22 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.88 

0.012 

0.38 

0.47 


Majrakath 

0806000100761500 

6.790 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.476 

0.42 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.23 

0.19 

0.16 

0.026 

0.29 

0.34 







Non-command 

Slate 

0.608 

0.42 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.005 

0.05 

0.06 


Majri Bhanda 

0806000200776000 

3.854 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.066 

-0.38 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.01 

0.01 


Majri Khola 

0806000200779200 

2.457 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.457 

-0.02 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.017 

0.52 

0.85 


Manethi 

0806000200772700 

2.981 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.981 

-0.32 

0.120 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.021 

0.56 

0.70 


Mirzapur 

0806000200771700 

3.900 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.121 

0.29 

0.120 

0.15 

0.01 

0.00 

0.00 

0.00 

0.25 

0.21 

0.57 

0.021 

0.45 

0.54 


Molawas 

0806000200772900 

2.241 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.241 

-0.70 

0.120 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.64 

0.015 

0.56 

0.69 


Mundanwara Kalan 

0806000200773300 

3.081 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.081 

-0.55 

0.120 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.65 

0.021 

0.55 

0.73 


Mundanwara Khurd 

0806000200773400 

1.957 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.865 

-0.50 

0.120 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.70 

0.013 

0.52 

0.72 


Naghori 

0806000100758600 

3.719 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.047 

-0.22 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Slate 

0.131 

-0.22 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.02 


Nalpur 

0806000100767100 

5.240 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.824 

0.22 

0.120 

0.23 

0.01 

0.00 

0.00 

0.00 

0.35 

0.21 

0.85 

0.036 

0.47 

0.78 







Non-command 

Slate 

0.332 

0.22 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.002 

0.03 

0.05 


Nangal Siya 

0806000200774100 

0.855 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.855 

-0.22 

0.120 

0.23 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.91 

0.006 

0.58 

0.72 


Nangal Udiya 

0806000200773700 

6.040 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.023 

-0.36 

0.120 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.64 

0.035 

0.47 

0.60 


Nangla Rudh 

0806000100766900 

6.531 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.477 

1.12 

0.120 

0.20 

0.01 

0.00 

0.00 

0.00 

1.06 

1.08 

0.75 

0.048 

0.52 

0.51 







Non-command 

Slate 

0.054 

1.12 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Neemrana 

0806000100758300 

7.809 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.649 

0.75 

0.120 

0.11 

0.00 

0.00 

0.00 

0.00 

0.17 

0.15 

0.01 

0.353 

0.05 

0.05 







Non-command 

Slate 

0.804 

0.75 

0.020 

0.14 

0.00 

0.00 

0.00 

0.00 

0.15 

0.13 

0.01 

0.438 

0.06 

0.07 


Padmara Kalan 

0806000200776400 

5.162 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.935 

-0.25 

0.120 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.61 

0.034 

0.50 

0.80 


Padmara Khurd 

0806000200779000 

2.567 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.547 

-0.10 

0.120 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.68 

0.018 

0.51 

0.84 


Palawa 

0806000200771900 

5.740 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.593 

0.11 

0.120 

0.24 

0.01 

0.00 

0.00 

0.00 

0.26 

0.21 

0.95 

0.018 

0.26 

0.31 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.06 

0.04 

3.34 

0.04 

- 

0.04 

0.05 

0.39 

0.00 

- 

- 

- 

- 

- 

0.005 

0.041 

0.002 

0.039 

0.108 

274.17 

Over Exploited 

Dhokal Nagar 

080600020077940C 

0.24 

0.15 

(56.83) 

0.12 

0.01 

0.13 

0.09 

0.61 

0.03 

0.0400 

- 

- 

- 

0.040 

0.067 

0.193 

0.010 

0.183 

0.384 

209.76 

Over Exploited 

Dhoondhariya 

0806000100764100 

0.24 

0.00 

14,158.99 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.014 

45,309.80 

Over Exploited 



0.06 

0.00 

6,223.73 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.006 

38,972.88 

Over Exploited 

Dooghera 

0806000100764800 

0.24 

0.00 

4,400.28 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.078 

4,112.89 

Over Exploited 



0.06 

0.04 

303.76 

0.04 

- 

0.04 

0.04 

0.32 

0.01 

0.0100 

- 

- 

- 

0.010 

0.015 

0.058 

0.003 

0.055 

0.292 

533.22 

Over Exploited 

Fauladpur 

0806000100761100 

0.24 

0.48 

- 

0.48 

0.01 

0.49 

0.08 

0.65 

0.07 

0.0400 

- 

- 

0.002 

0.042 

0.108 

0.597 

0.060 

0.537 

1.160 

216.07 

Over Exploited 

Gadli 

0806000200772000 

0.24 

0.00 

1,403.55 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.033 

4,719.09 

Over Exploited 

Gadoowas 

0806000200772200 

0.24 

0.78 

- 

0.78 

0.03 

0.81 

0.08 

0.58 

0.12 

0.0900 

- 

- 

0.001 

0.091 

0.209 

1.020 

0.102 

0.918 

2.401 

261.68 

Over Exploited 

Gheelot 

0806000100756800 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Hamjapur 

0806000100764900 

0.24 

0.11 

503.13 

0.13 

0.01 

0.14 

0.03 

0.22 

0.02 

0.0200 

- 

- 

- 

0.020 

0.036 

0.174 

0.009 

0.165 

0.507 

306.80 

Over Exploited 



0.06 

0.02 

595.51 

0.02 

0.00 

0.02 

0.02 

0.18 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.013 

0.035 

0.002 

0.033 

0.196 

586.72 

Over Exploited 

Hatoondi 

0806000200779700 

0.24 

0.06 

- 

0.06 

0.01 

0.07 

0.03 

0.20 

0.01 

0.0200 

- 

- 

- 

0.020 

0.031 

0.100 

0.010 

0.090 

0.463 

516.68 

Over Exploited 

Hulmana Kalan 

0806000200772400 

0.24 

0.40 

- 

0.40 

0.01 

0.41 

0.08 

0.65 

0.06 

0.0300 

- 

- 

0.002 

0.032 

0.092 

0.498 

0.050 

0.449 

0.731 

162.98 

Over Exploited 

Hulmana Khurd 

0806000200772500 

0.24 

0.25 

- 

0.25 

0.01 

0.26 

0.08 

0.65 

0.04 

0.0200 

- 

- 

0.002 

0.023 

0.060 

0.319 

0.032 

0.287 

0.511 

177.72 

Over Exploited 

Isrisinghpura 

0806000100761300 

0.24 

0.34 

- 

0.34 

- 

0.34 

0.08 

0.63 

0.05 

0.0100 

- 

- 

- 

0.010 

0.057 

0.398 

0.040 

0.358 

0.337 

94.13 

Critical 

Jagiwara 

0806000200775600 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jaguwas 

0806000100768000 

0.24 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.11 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.026 

0.003 

0.024 

0.307 

1,301.03 

Over Exploited 

Jalalpur 

0806000100767500 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jalwas 

0806000200772800 

0.24 

0.27 

- 

0.27 

0.01 

0.29 

0.08 

0.64 

0.04 

0.0300 

- 

- 

0.002 

0.032 

0.072 

0.358 

0.036 

0.322 

0.887 

275.31 

Over Exploited 

Janaksinghpura 

0806000100761000 

0.24 

0.28 

75,060.53 

0.22 

0.01 

0.23 

0.07 

0.57 

0.04 

0.0200 

- 

- 

- 

0.020 

0.059 

0.292 

0.015 

0.277 

0.438 

157.86 

Over Exploited 

Jasai 

0806000200773600 

0.24 

0.04 

- 

0.04 

0.01 

0.05 

0.02 

0.18 

0.01 

0.0100 

- 

- 

0.000 

0.010 

0.016 

0.067 

0.007 

0.060 

0.211 

349.75 

Over Exploited 

Jeevan Singhpura 

0806000200782300 

0.24 

0.07 

- 

0.07 

0.01 

0.08 

0.03 

0.22 

0.01 

0.0200 

- 

- 

- 

0.020 

0.032 

0.111 

0.011 

0.100 

0.206 

206.17 

Over Exploited 

Jhajharpur 

0806000200779800 

0.24 

0.11 

- 

0.11 

0.01 

0.12 

0.04 

0.27 

0.02 

0.0400 

- 

- 

0.001 

0.041 

0.061 

0.180 

0.018 

0.162 

0.370 

228.53 

Over Exploited 

Jonaycha Kalan 

0806000100757500 

0.06 

0.00 

614.02 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.036 

1,924.12 

Over Exploited 

Kalipahari 

0806000100761400 

0.24 

0.20 

(46.01) 

0.16 

- 

0.16 

0.08 

0.65 

0.03 

- 

- 

- 

- 

- 

0.028 

0.188 

0.009 

0.178 

0.023 

12.87 

Safe 

Kalooka 

0806000200778900 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.001 

0.005 

0.057 

1,200.73 

Over Exploited 

Kalyanpura 

0806000100768100 

0.24 

0.29 

- 

0.29 

0.01 

0.30 

0.08 

0.59 

0.04 

0.0300 

- 

- 

- 

0.030 

0.074 

0.377 

0.038 

0.339 

0.788 

232.46 

Over Exploited 

Kankar Dopa 

0806000100768200 

0.24 

0.35 

16.52 

0.41 

0.01 

0.42 

0.08 

0.60 

0.05 

0.0400 

- 

- 

- 

0.040 

0.094 

0.516 

0.026 

0.490 

1.130 

230.63 

Over Exploited 

Kami Kot 

0806000200776100 

0.24 

0.42 

- 

0.42 

0.02 

0.44 

0.07 

0.51 

0.07 

0.0500 

- 

- 

0.000 

0.050 

0.122 

0.564 

0.056 

0.508 

1.490 

293.26 

Over Exploited 

Karoda 

0806000100767200 

0.24 

0.58 

- 

0.58 

0.08 

0.66 

0.07 

0.47 

0.11 

0.2300 

- 

- 

- 

0.230 

0.336 

0.993 

0.099 

0.893 

2.104 

235.47 

Over Exploited 

Keeratsinghpura 

0806000100764600 

0.24 

0.04 

87.46 

0.05 

- 

0.05 

0.03 

0.23 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.070 

0.004 

0.067 

0.306 

459.66 

Over Exploited 



0.06 

0.03 

80.09 

0.03 

- 

0.03 

0.05 

0.35 

0.00 

0.0100 

- 

- 

- 

0.010 

0.015 

0.046 

0.002 

0.044 

0.221 

505.14 

Over Exploited 

Khohri 

0806000200776300 

0.24 

0.68 

- 

0.68 

- 

0.68 

0.08 

0.54 

0.12 

0.0100 

- 

- 

- 

0.010 

0.127 

0.804 

0.080 

0.724 

0.335 

46.31 

Safe 



0.04 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.037 

2,070.37 

Over Exploited 

Kokawas 

0806000200779600 

0.24 

0.19 

(66.27) 

0.15 

0.01 

0.16 

0.09 

0.61 

0.03 

0.0300 

- 

- 

- 

0.030 

0.064 

0.224 

0.011 

0.213 

0.292 

137.47 

Over Exploited 

Kolila Joga 

0806000100764400 

0.24 

0.34 

(43.79) 

0.27 

- 

0.27 

0.06 

0.45 

0.05 

0.0100 

- 

- 

- 

0.010 

0.060 

0.329 

0.016 

0.313 

0.410 

131.15 

Over Exploited 



0.06 

0.01 

1,874.89 

0.01 

- 

0.01 

0.02 

0.14 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.010 

0.061 

620.05 

Over Exploited 

Kolila Rawad 

0806000100764500 

0.24 

0.21 

47.16 

0.26 

- 

0.26 

0.05 

0.38 

0.03 

0.0100 

- 

- 

- 

0.010 

0.044 

0.301 

0.015 

0.286 

0.362 

126.73 

Over Exploited 



0.06 

0.01 

1,014.00 

0.01 

- 

0.01 

0.03 

0.21 

0.00 

- 

- 

- 

- 

- 

0.001 

0.012 

0.001 

0.011 

0.102 

933.41 

Over Exploited 

Kolila Sanga 

0806000100764300 

0.24 

0.02 

633.79 

0.02 

- 

0.02 

0.02 

0.13 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.034 

0.002 

0.032 

0.149 

462.82 

Over Exploited 



0.06 

0.03 

179.38 

0.04 

0.00 

0.04 

0.04 

0.33 

0.00 

0.0100 

- 

- 

0.002 

0.012 

0.016 

0.053 

0.003 

0.050 

0.213 

426.53 

Over Exploited 

Madhosinghpura 

0806000100760900 

0.24 

0.00 

1,262.47 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.003 

0.032 

924.50 

Over Exploited 

Magha Ka Majra 

0806000300793700 

0.24 

0.15 

(36.39) 

0.12 

0.01 

0.14 

0.05 

0.39 

0.02 

0.0400 

- 

- 

0.003 

0.044 

0.066 

0.202 

0.010 

0.192 

0.341 

177.63 

Over Exploited 

Maj'ra 

0806000200775200 

0.24 

0.16 

- 

0.16 

0.03 

0.19 

0.06 

0.44 

0.02 

0.1000 

- 

- 

- 

0.100 

0.124 

0.309 

0.031 

0.278 

0.896 

321.75 

Over Exploited 

Maj'rakath 

0806000100761500 

0.24 

0.24 

(119.72) 

0.19 

- 

0.19 

0.04 

0.33 

0.03 

0.0100 

- 

- 

- 

0.010 

0.044 

0.238 

0.012 

0.226 

0.188 

83.24 

Semi Critical 



0.06 

0.00 

138.24 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.019 

788.43 

Over Exploited 

Majri Bhanda 

0806000200776000 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.019 

12,556.94 

Over Exploited 

Maj'ri Khola 

0806000200779200 

0.24 

0.30 

- 

0.30 

0.00 

0.30 

0.09 

0.61 

0.06 

0.0100 

- 

- 

0.001 

0.011 

0.066 

0.371 

0.037 

0.334 

0.335 

100.25 

Over Exploited 

Manethi 

0806000200772700 

0.24 

0.40 

- 

0.40 

0.00 

0.40 

0.08 

0.64 

0.06 

0.0100 

- 

- 

0.002 

0.012 

0.072 

0.474 

0.047 

0.427 

0.418 

97.83 

Critical 

Mirzapur 

0806000200771700 

0.24 

0.34 

(38.90) 

0.27 

0.01 

0.28 

0.07 

0.52 

0.05 

0.0200 

- 

- 

0.002 

0.022 

0.070 

0.352 

0.018 

0.334 

0.592 

177.19 

Over Exploited 

Molawas 

0806000200772900 

0.24 

0.30 

- 

0.30 

0.01 

0.31 

0.08 

0.64 

0.04 

0.0200 

- 

- 

0.001 

0.021 

0.066 

0.377 

0.038 

0.340 

0.653 

192.46 

Over Exploited 

Mundanwara Kalan 

0806000200773300 

0.24 

0.41 

- 

0.41 

0.01 

0.42 

0.09 

0.64 

0.06 

0.0200 

- 

- 

0.001 

0.021 

0.085 

0.505 

0.051 

0.455 

0.666 

146.56 

Over Exploited 

Mundanwara Khurd 

0806000200773400 

0.24 

0.23 

- 

0.23 

0.01 

0.24 

0.08 

0.60 

0.04 

0.0300 

- 

- 

- 

0.030 

0.068 

0.311 

0.031 

0.280 

0.709 

253.47 

Over Exploited 

Naghori 

0806000100758600 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.007 

4,303.68 

Over Exploited 

Nalpur 

0806000100767100 

0.24 

0.55 

(61.41) 

0.44 

0.01 

0.45 

0.09 

0.56 

0.10 

0.0300 

- 

- 

- 

0.030 

0.129 

0.579 

0.029 

0.550 

0.889 

161.60 

Over Exploited 



0.06 

0.00 

976.88 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.030 

3,574.00 

Over Exploited 

Nangal Siya 

0806000200774100 

0.24 

0.12 

- 

0.12 

0.03 

0.15 

0.09 

0.66 

0.02 

0.1000 

- 

- 

0.001 

0.101 

0.119 

0.269 

0.027 

0.242 

0.918 

379.68 

Over Exploited 

Nangal Udiya 

0806000200773700 

0.24 

0.57 

- 

0.57 

0.01 

0.58 

0.07 

0.55 

0.09 

0.0200 

- 

- 

0.000 

0.020 

0.108 

0.690 

0.069 

0.621 

0.671 

108.00 

Over Exploited 

Nangla Rudh 

0806000100766900 

0.24 

0.81 

33.23 

0.97 

0.01 

0.98 

0.08 

0.60 

0.13 

0.0300 

- 

- 

0.002 

0.032 

0.158 

1.139 

0.057 

1.082 

0.797 

73.69 

Semi Critical 



0.06 

0.00 

8,496.84 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Neemrana 

0806000100758300 

0.24 

0.01 

287,240.78 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.008 

0.365 

4,319.03 

Over Exploited 



0.06 

0.00 

196,424.87 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.444 

13,667.43 

Over Exploited 

Padmara Kalan 

0806000200776400 

0.24 

0.59 

- 

0.59 

0.01 

0.60 

0.09 

0.59 

0.10 

0.0200 

- 

- 

- 

0.020 

0.125 

0.725 

0.073 

0.653 

0.644 

98.64 

Critical 

Padmara Khurd 

0806000200779000 

0.24 

0.31 

- 

0.31 

0.01 

0.32 

0.09 

0.61 

0.06 

0.0300 

- 

- 

0.001 

0.031 

0.088 

0.412 

0.041 

0.371 

0.702 

189.27 

Over Exploited 

Palawa 

0806000200771900 

0.24 

0.16 

34.17 

0.19 

0.01 

0.20 

0.04 

0.29 

0.02 

0.0400 

- 

- 

0.000 

0.040 

0.064 

0.265 

0.013 

0.252 

0.970 

385.44 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Riwali 

080600010076500C 

4.898 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.082 

0.80 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.001 

0.01 

0.01 


Sanchod 

0806000200774500 

7.949 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.078 

0.08 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 


Sanoli 

0806000200773100 

3.218 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.218 

-0.81 

0.120 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.52 

0.022 

0.56 

0.67 


Sansedi 

0806000100757600 

2.336 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.099 

0.35 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.001 

0.02 

0.03 


Sarai Kalan 

0806000200773800 

3.819 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.306 

-0.36 

0.120 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.69 

0.009 

0.20 

0.24 


Seel Gaon 

0806000200774400 

12.186 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.250 

0.11 

0.120 

0.39 

0.06 

0.00 

0.00 

0.00 

0.44 

0.31 

1.47 

0.057 

0.39 

0.55 


Shahjadpur 

0806000200773500 

2.457 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.484 

-0.37 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.003 

0.11 

0.15 


Shahjahanpur 

0806000100758000 

6.785 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.116 

0.20 

0.120 

1.65 

0.03 

0.00 

0.00 

0.00 

1.77 

1.53 

2.21 

3.332 

0.51 

0.59 


Sirod Kalan 

0806000200774000 

1.716 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.716 

-0.27 

0.120 

0.37 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

1.48 

0.012 

0.58 

0.71 


Sirod Khurd 

0806000200773900 

2.254 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.195 

-0.33 

0.120 

0.31 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.23 

0.015 

0.56 

0.69 


Sodawas 

0806000200779500 

5.321 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.305 

0.05 

0.120 

0.18 

0.03 

0.00 

0.00 

0.00 

0.17 

0.10 

0.67 

0.023 

0.32 

0.54 


Sundarwari 

0806000200775000 

2.318 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.157 

-0.07 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.001 

0.04 

0.05 


Talwar 

0806000100767900 

3.116 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

-1.44 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 

06001009 

Adeepur 

0806000400806200 

5.067 

Fresh 

Non-command 

Non-command 

Quartzite 

4.796 

0.11 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.032 

0.53 

0.57 


Alapur Meo 

0806000400810200 

4.503 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.308 

1.02 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.002 

0.04 

0.04 


Ameer Nagar 

0806000400808000 

2.507 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.17 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Arandka 

0806000400812200 

1.540 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.052 

1.06 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.16 

0.15 

0.14 

0.007 

0.38 

0.42 







Non-command 

Quartzite 

0.488 

1.06 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.003 

0.18 

0.20 


Asleempur 

0806000400811900 

2.602 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.979 

0.38 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.13 

0.12 

0.39 

0.007 

0.21 

0.23 


Baghor 

0806000400816000 

6.383 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.249 

-0.10 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.029 

0.37 

0.41 







Non-command 

Quartzite 

1.966 

-0.10 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.013 

0.17 

0.19 


Baloj 

0806000400812500 

3.397 

Fresh 

Non-command 

Non-command 

Quartzite 

2.301 

0.35 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.06 

0.05 

0.19 

0.016 

0.38 

0.42 


Bandra 

0806000400811300 

2.165 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.745 

-0.05 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.37 

0.012 

0.45 

0.51 


Bhojrajka 

0806000300792000 

4.613 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.181 

-0.06 

0.120 

0.06 

0.01 

0.00 

0.00 

0.02 

0.00 

0.00 

0.21 

0.008 

0.14 

0.20 


Bhoodki 

0806000400811700 

0.910 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.800 

0.26 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.10 

0.005 

0.50 

0.55 


Daika 

0806000400812800 

1.068 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.068 

0.70 

0.120 

0.16 

0.02 

0.00 

0.00 

0.00 

0.23 

0.21 

0.65 

0.007 

0.56 

0.62 


Damdama 

0806000400809700 

4.720 

Fresh 

Non-command 

Non-command 

Quartzite 

4.298 

0.98 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.12 

0.11 

0.16 

0.029 

0.51 

0.56 


Dhaki 

0806000400811200 

1.595 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.550 

0.02 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.06 

0.06 

0.27 

0.011 

0.55 

0.62 


Dhakpuri 

0806000400809800 

1.980 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.016 

1.05 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

1.943 

1.05 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.06 

0.16 

0.013 

0.55 

0.61 


Elaka 

0806000400813100 

1.284 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.258 

0.44 

0.120 

0.18 

0.03 

0.00 

0.00 

0.00 

0.22 

0.20 

0.70 

0.009 

0.55 

0.61 


Gotoli 

0806000400806300 

7.605 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

-0.05 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

0.291 

-0.05 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.002 

0.02 

0.02 


Hameeraka 

0806000400809500 

7.030 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.43 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Hasanpur Mafi 

0806000400813200 

4.520 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.887 

0.30 

0.120 

0.28 

0.04 

0.00 

0.00 

0.00 

0.34 

0.31 

1.11 

0.020 

0.36 

0.40 


Heengwahera 

0806000400810600 

4.102 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.415 

0.13 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.10 

0.09 

0.36 

0.010 

0.19 

0.22 


Husaipur 

0806000400813000 

2.438 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.438 

0.43 

0.120 

0.20 

0.03 

0.00 

0.00 

0.00 

0.30 

0.27 

0.77 

0.017 

0.56 

0.62 


Ibrahimpur Mafi 

0806000400813600 

0.622 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.305 

0.41 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.13 

0.002 

0.28 

0.30 


Ikrotiya 

0806000300792300 

1.812 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.002 

-0.38 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kalgaon 

0806000400810900 

5.613 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.834 

-0.05 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.006 

0.08 

0.11 


Karwar 

0806000300792200 

6.246 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.909 

-0.36 

0.120 

0.11 

0.02 

0.00 

0.00 

0.02 

0.00 

0.00 

0.43 

0.013 

0.17 

0.21 







Non-command 

Quartzite 

0.041 

-0.36 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 


Kultajpur 

0806000400809900 

1.226 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.301 

1.08 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.04 

0.002 

0.14 

0.15 







Non-command 

Quartzite 

0.878 

1.08 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.10 

0.006 

0.40 

0.44 


Ladhawara 

0806000400812900 

1.448 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.281 

0.54 

0.120 

0.19 

0.03 

0.00 

0.00 

0.00 

0.24 

0.22 

0.76 

0.009 

0.50 

0.55 


Lapala 

0806000400812600 

4.628 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.635 

0.17 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.004 

0.08 

0.09 







Non-command 

Quartzite 

3.494 

0.17 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.06 

0.06 

0.21 

0.024 

0.42 

0.47 


Mainaki 

0806000400811500 

3.914 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.681 

0.37 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.21 

0.19 

0.39 

0.018 

0.39 

0.42 


Majri Goojar 

0806000400811000 

2.326 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.108 

-0.03 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.001 

0.03 

0.03 


Maliyar Gurjar 

0806000400815900 

2.255 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.738 

-0.12 

0.120 

0.12 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.012 

0.43 

0.48 







Non-command 

Quartzite 

0.435 

-0.12 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.003 

0.11 

0.12 


Maliyar Jatt 

0806000400813300 

7.052 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.344 

0.23 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.07 

0.002 

0.03 

0.03 


Milakpur Turk 

0806000400806100 

10.739 

Fresh 

Non-command 

Non-command 

Quartzite 

0.001 

-0.05 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Muradwas 

0806000400812100 

2.164 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.164 

0.91 

0.120 

0.13 

0.02 

0.00 

0.00 

0.00 

0.35 

0.31 

0.50 

0.015 

0.56 

0.62 


Nangal 

0806000400810000 

0.379 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.347 

1.08 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.10 

0.002 

0.52 

0.57 







Non-command 

Quartzite 

0.032 

1.08 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.05 

0.05 


Neemli 

0806000400816100 

11.611 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.048 

-0.25 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

0.426 

-0.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.003 

0.02 

0.02 


PaharSamlat @ Roondh Roopbas 

0806000400809600 

4.058 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.007 

0.97 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.25 

0.23 

0.05 

0.014 

0.28 

0.31 







Non-command 

Quartzite 

1.666 

0.97 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.03 

0.011 

0.23 

0.25 


Palasali 

0806000400812700 

3.110 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.942 

0.22 

0.120 

0.16 

0.02 

0.00 

0.00 

0.00 

0.22 

0.20 

0.61 

0.020 

0.53 

0.59 







Non-command 

Quartzite 

0.168 

0.22 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.03 

0.03 


Phullabas 

0806000400816400 

3.752 

Fresh 

Non-command 

Non-command 

Quartzite 

0.023 

-0.10 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rai Khera 

0806000400814200 

2.357 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.060 

-0.12 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.02 


Raipur 

0806000400815700 

1.537 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.041 

0.00 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.02 







Non-command 

Quartzite 

0.032 

0.00 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Rajdhoki 

0806000400811800 

0.995 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.965 

0.37 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.13 

0.12 

0.37 

0.007 

0.55 

0.60 


Roopbas 

0806000400810100 

2.961 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.428 

1.07 

0.120 

0.12 

0.02 

0.00 

0.00 

0.00 

0.41 

0.38 

0.44 

0.016 

0.46 

0.51 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Riwali 

0806000100765000 

0.24 

0.00 

12,448.93 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.048 

21,458.54 

Over Exploited 

Sanchod 

0806000200774500 

0.24 

0.00 

369.71 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.011 

7,750.63 

Over Exploited 

Sanoli 

0806000200773100 

0.24 

0.43 

- 

0.43 

0.01 

0.44 

0.08 

0.64 

0.06 

0.0200 

- 

- 

- 

0.020 

0.082 

0.526 

0.053 

0.474 

0.546 

115.30 

Over Exploited 

Sansedi 

0806000100757600 

0.24 

0.00 

2,048.52 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.031 

4,222.40 

Over Exploited 

Sarai Kalan 

0806000200773800 

0.24 

0.06 

- 

0.06 

0.01 

0.07 

0.03 

0.23 

0.01 

0.0300 

- 

- 

- 

0.030 

0.040 

0.112 

0.011 

0.101 

0.694 

687.39 

Over Exploited 

Seel Gaon 

0806000200774400 

0.24 

0.77 

(60.04) 

0.62 

0.06 

0.68 

0.06 

0.45 

0.11 

0.1700 

- 

- 

0.003 

0.173 

0.286 

0.964 

0.048 

0.916 

1.525 

166.55 

Over Exploited 

Shahjadpur 

0806000200773500 

0.24 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.13 

0.00 

- 

- 

- 

- 

- 

0.002 

0.015 

0.001 

0.013 

0.110 

825.31 

Over Exploited 

Shahjahanpur 

0806000100758000 

0.24 

0.75 

103.85 

0.90 

0.03 

0.93 

0.07 

0.58 

0.10 

0.0800 

- 

- 

0.003 

0.083 

0.187 

1.121 

0.056 

1.065 

5.546 

520.87 

Over Exploited 

Sirod Kalan 

0806000200774000 

0.24 

0.24 

- 

0.24 

0.06 

0.30 

0.09 

0.67 

0.04 

0.0600 

- 

- 

0.001 

0.061 

0.098 

0.397 

0.040 

0.357 

1.491 

417.22 

Over Exploited 

Sirod Khurd 

0806000200773900 

0.24 

0.30 

- 

0.30 

0.02 

0.32 

0.09 

0.65 

0.05 

0.0500 

- 

- 

0.001 

0.051 

0.097 

0.415 

0.042 

0.374 

1.249 

334.31 

Over Exploited 

Sodawas 

0806000200779500 

0.24 

0.25 

(60.01) 

0.20 

0.03 

0.23 

0.06 

0.38 

0.05 

0.0800 

- 

- 

0.001 

0.081 

0.128 

0.361 

0.018 

0.343 

0.697 

203.32 

Over Exploited 

Sundarwari 

0806000200775000 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.065 

616.98 

Over Exploited 

Talwar 

0806000100767900 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Adeepur 

0806000400806200 

0.10 

0.25 

(92.59) 

0.20 

- 

0.20 

0.07 

0.60 

0.03 

- 

- 

- 

- 

- 

0.034 

0.236 

0.012 

0.225 

0.043 

19.37 

Safe 

Alapur Meo 

0806000400810200 

0.24 

0.00 

1,099.88 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.016 

445.00 

Over Exploited 

Ameer Nagar 

0806000400808000 

0.24 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Arandka 

0806000400812200 

0.24 

0.10 

54.00 

0.12 

0.01 

0.13 

0.05 

0.43 

0.01 

0.0300 

- 

- 

- 

0.030 

0.043 

0.169 

0.008 

0.161 

0.151 

94.03 

Critical 



0.10 

0.01 

112.31 

0.01 

- 

0.01 

0.02 

0.20 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.022 

0.001 

0.021 

0.046 

225.64 

Over Exploited 

Asleempur 

0806000400811900 

0.24 

0.05 

137.74 

0.06 

0.01 

0.07 

0.03 

0.24 

0.01 

0.0400 

- 

- 

0.006 

0.046 

0.053 

0.127 

0.006 

0.120 

0.396 

328.91 

Over Exploited 

Baghor 

0806000400816000 

0.24 

0.38 

- 

0.38 

0.01 

0.39 

0.05 

0.42 

0.05 

0.0400 

- 

- 

- 

0.040 

0.090 

0.478 

0.048 

0.430 

0.425 

98.80 

Critical 



0.10 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.19 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.045 

0.004 

0.040 

0.144 

357.78 

Over Exploited 

Baloj 

0806000400812500 

0.10 

0.09 

(42.51) 

0.07 

0.01 

0.08 

0.05 

0.43 

0.01 

0.0200 

- 

- 

- 

0.020 

0.031 

0.111 

0.006 

0.106 

0.209 

197.68 

Over Exploited 

Bandra 

0806000400811300 

0.24 

0.19 

- 

0.19 

0.01 

0.20 

0.06 

0.51 

0.03 

0.0400 

- 

- 

- 

0.040 

0.065 

0.264 

0.026 

0.237 

0.386 

162.68 

Over Exploited 

Bhojrajka 

0806000300792000 

0.24 

0.04 

- 

0.04 

0.03 

0.07 

0.02 

0.16 

0.01 

0.0200 

- 

- 

0.035 

0.055 

0.061 

0.135 

0.013 

0.121 

0.220 

181.04 

Over Exploited 

Bhoodki 

0806000400811700 

0.24 

0.10 

(47.91) 

0.08 

0.00 

0.08 

0.07 

0.56 

0.01 

0.0100 

- 

- 

0.000 

0.011 

0.023 

0.100 

0.005 

0.095 

0.106 

112.57 

Over Exploited 

Daika 

0806000400812800 

0.24 

0.14 

44.71 

0.17 

0.02 

0.19 

0.07 

0.64 

0.02 

0.0700 

- 

- 

- 

0.070 

0.089 

0.282 

0.014 

0.268 

0.655 

244.48 

Over Exploited 

Damdama 

0806000400809700 

0.10 

0.22 

(48.76) 

0.18 

0.01 

0.19 

0.07 

0.58 

0.03 

0.0300 

- 

- 

- 

0.030 

0.059 

0.245 

0.012 

0.233 

0.186 

79.97 

Semi Critical 

Dhaki 

0806000400811200 

0.24 

0.20 

(72.51) 

0.16 

0.01 

0.17 

0.07 

0.62 

0.03 

0.0300 

- 

- 

0.001 

0.031 

0.058 

0.231 

0.012 

0.219 

0.285 

129.76 

Over Exploited 

Dhakpuri 

0806000400809800 

0.24 

0.00 

10,516.93 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.11 

(40.17) 

0.09 

0.01 

0.10 

0.07 

0.62 

0.01 

0.0300 

- 

- 

- 

0.030 

0.044 

0.140 

0.007 

0.133 

0.175 

131.72 

Over Exploited 

Elaka 

0806000400813100 

0.24 

0.17 

18.21 

0.20 

0.03 

0.23 

0.07 

0.62 

0.02 

0.0800 

- 

- 

- 

0.080 

0.102 

0.329 

0.016 

0.313 

0.705 

225.33 

Over Exploited 

Gotoli 

0806000400806300 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.024 

3,774.42 

Over Exploited 

Hameeraka 

0806000400809500 

0.24 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Hasanpur Mafi 

0806000400813200 

0.24 

0.25 

25.09 

0.30 

0.04 

0.34 

0.05 

0.41 

0.03 

0.1200 

- 

- 

- 

0.120 

0.153 

0.491 

0.025 

0.466 

1.129 

241.97 

Over Exploited 

Heengwahera 

0806000400810600 

0.24 

0.07 

38.36 

0.08 

0.01 

0.09 

0.03 

0.22 

0.01 

0.0400 

- 

- 

- 

0.040 

0.049 

0.138 

0.007 

0.131 

0.370 

282.17 

Over Exploited 

Husaipur 

0806000400813000 

0.24 

0.33 

(17.95) 

0.27 

0.03 

0.30 

0.07 

0.64 

0.04 

0.0900 

- 

- 

- 

0.090 

0.133 

0.433 

0.022 

0.412 

0.785 

190.60 

Over Exploited 

Ibrahimpur Mafi 

0806000400813600 

0.24 

0.02 

102.70 

0.02 

- 

0.02 

0.04 

0.31 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.037 

0.002 

0.035 

0.132 

377.11 

Over Exploited 

Ikrotiya 

0806000300792300 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kalgaon 

0806000400810900 

0.24 

0.02 

- 

0.02 

0.01 

0.03 

0.01 

0.10 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.049 

0.005 

0.044 

0.179 

404.34 

Over Exploited 

Karwar 

0806000300792200 

0.24 

0.08 

- 

0.08 

0.04 

0.11 

0.02 

0.19 

0.01 

0.0500 

- 

- 

0.025 

0.075 

0.086 

0.200 

0.020 

0.180 

0.445 

247.33 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.011 

######### 

Over Exploited 

Kultajpur 

0806000400809900 

0.24 

0.01 

345.97 

0.01 

- 

0.01 

0.02 

0.16 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.023 

0.001 

0.022 

0.045 

203.83 

Over Exploited 



0.10 

0.04 

25.42 

0.04 

- 

0.04 

0.05 

0.46 

0.00 

0.0200 

- 

- 

- 

0.020 

0.025 

0.067 

0.003 

0.064 

0.103 

161.40 

Over Exploited 

Ladhawara 

0806000400812900 

0.24 

0.15 

2,672.25 

0.18 

0.03 

0.21 

0.07 

0.56 

0.02 

0.0800 

- 

- 

- 

0.080 

0.099 

0.307 

0.015 

0.291 

0.765 

262.46 

Over Exploited 

Lapala 

0806000400812600 

0.24 

0.01 

74.71 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.002 

0.016 

0.001 

0.015 

0.045 

306.61 

Over Exploited 



0.10 

0.15 

(62.36) 

0.12 

0.01 

0.13 

0.06 

0.48 

0.02 

0.0200 

- 

- 

- 

0.020 

0.039 

0.167 

0.008 

0.159 

0.234 

146.92 

Over Exploited 

Mainaki 

0806000400811500 

0.24 

0.25 

(23.37) 

0.20 

0.01 

0.21 

0.05 

0.44 

0.03 

0.0400 

- 

- 

- 

0.040 

0.073 

0.281 

0.014 

0.267 

0.407 

152.43 

Over Exploited 

Majri Goojar 

0806000400811000 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.030 

4,304.10 

Over Exploited 

Maliyar Gurjar 

0806000400815900 

0.24 

0.18 

- 

0.18 

0.02 

0.20 

0.06 

0.48 

0.02 

0.0500 

- 

- 

- 

0.050 

0.074 

0.272 

0.027 

0.245 

0.466 

190.13 

Over Exploited 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.12 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.015 

0.002 

0.014 

0.085 

618.20 

Over Exploited 

Maliyar Jatt 

0806000400813300 

0.24 

0.00 

1,092.49 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.074 

602.19 

Over Exploited 

Milakpur Turk 

0806000400806100 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Muradwas 

0806000400812100 

0.24 

0.29 

7.44 

0.31 

0.02 

0.33 

0.07 

0.64 

0.04 

0.0600 

- 

- 

- 

0.060 

0.098 

0.433 

0.022 

0.411 

0.512 

124.49 

Over Exploited 

Nangal 

0806000400810000 

0.24 

0.04 

58.53 

0.05 

- 

0.05 

0.07 

0.58 

0.01 

0.0200 

- 

- 

- 

0.020 

0.026 

0.077 

0.004 

0.073 

0.103 

140.92 

Over Exploited 



0.10 

0.00 

300.36 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.011 

5,915.74 

Over Exploited 

Neemli 

0806000400816100 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.014 

1,614.99 

Over Exploited 

PaharSamlat @ Roondh Roopbas 

0806000400809600 

0.24 

0.13 

71.19 

0.16 

- 

0.16 

0.04 

0.32 

0.02 

0.0100 

- 

- 

- 

0.010 

0.028 

0.189 

0.009 

0.179 

0.064 

35.51 

Safe 



0.10 

0.04 

(0.56) 

0.04 

- 

0.04 

0.03 

0.26 

0.01 

0.0100 

- 

- 

- 

0.010 

0.015 

0.053 

0.003 

0.051 

0.039 

77.48 

Semi Critical 

Palasali 

0806000400812700 

0.24 

0.37 

(47.42) 

0.30 

0.02 

0.32 

0.07 

0.60 

0.05 

0.0700 

- 

- 

- 

0.070 

0.119 

0.439 

0.022 

0.417 

0.632 

151.55 

Over Exploited 



0.10 

0.00 

1,817.73 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.023 

3,615.32 

Over Exploited 

Phullabas 

0806000400816400 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rai Khera 

0806000400814200 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.014 

6,941.07 

Over Exploited 

Raipur 

0806000400815700 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.014 

9,871.02 

Over Exploited 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.011 

30,771.35 

Over Exploited 

Rajdhoki 

0806000400811800 

0.24 

0.13 

(4.67) 

0.12 

0.01 

0.13 

0.07 

0.62 

0.02 

0.0400 

- 

- 

- 

0.040 

0.057 

0.187 

0.009 

0.178 

0.381 

213.96 

Over Exploited 

Roopbas 

0806000400810100 

0.24 

0.27 

39.52 

0.32 

0.02 

0.34 

0.06 

0.52 

0.04 

0.0800 

- 

- 

- 

0.080 

0.115 

0.458 

0.023 

0.435 

0.460 

105.77 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Quartzite 

0.533 

1.07 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.06 

0.004 

0.10 

0.11 


Rundh Gol 

0806000400815800 

6.876 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.186 

-0.20 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.008 

0.09 

0.11 







Non-command 

Quartzite 

0.969 

-0.20 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.007 

0.08 

0.09 


Rundh Indor 

0806000400802100 

18.008 

Fresh 

Non-command 

Non-command 

Quartzite 

0.739 

0.07 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.02 

0.02 


Sarhheta 

0806000400812300 

5.819 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.191 

0.83 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.29 

0.26 

0.31 

0.015 

0.21 

0.23 







Non-command 

Quartzite 

3.439 

0.83 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.15 

0.13 

0.37 

0.023 

0.33 

0.37 


Shadipur 

0806000400807800 

3.543 

Fresh 

Non-command 

Non-command 

Quartzite 

3.366 

0.40 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.03 

0.023 

0.53 

0.59 


Shahbad 

0806000400811400 

6.234 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.644 

0.23 

0.120 

0.23 

0.03 

0.00 

0.00 

0.00 

0.27 

0.25 

0.88 

0.018 

0.24 

0.26 


Shahmat Nagar 

0806000400814100 

1.829 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.140 

0.12 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.001 

0.04 

0.05 


Siroli Kalan 

0806000400807700 

5.920 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.217 

0.03 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.001 

0.02 

0.02 







Non-command 

Quartzite 

0.364 

0.03 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.002 

0.03 

0.04 


Siroli Khurd 

0806000400807900 

1.453 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.072 

0.05 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.000 

0.03 

0.03 







Non-command 

Quartzite 

0.021 

0.05 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Tijara (M) 

0806000440603000 

22.899 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.372 

0.50 

0.120 

2.64 

0.08 

0.00 

0.00 

0.00 

3.31 

3.01 

2.10 

6.444 

0.30 

0.33 


Tohra 

0806000400811600 

0.573 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.573 

0.29 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.05 

0.17 

0.004 

0.56 

0.62 


Udaipur 

0806000400811100 

1.935 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.850 

-0.11 

0.120 

0.18 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.69 

0.013 

0.53 

0.63 

06001010 

Alamdeeka 

0806000500818700 

3.816 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.816 

0.56 

0.120 

0.16 

0.02 

0.00 

0.00 

0.00 

0.40 

0.38 

0.57 

0.042 

0.45 

0.47 


Alawalpur 

0806000400814700 

0.995 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.981 

-0.61 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.007 

0.49 

0.56 







Non-command 

Quartzite 

0.013 

-0.61 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Bagheri Kalan 

0806000500818600 

3.767 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.760 

0.88 

0.120 

0.37 

0.05 

0.00 

0.00 

0.06 

0.66 

0.61 

1.43 

0.042 

0.47 

0.50 


Bagheri Khurd 

0806000300794400 

5.229 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.907 

0.93 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.26 

0.23 

0.23 

0.013 

0.18 

0.20 







Non-command 

Quartzite 

0.076 

0.93 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 


Baghor 

0806000500826600 

3.537 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.448 

0.11 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.07 

0.005 

0.06 

0.06 







Non-command 

Quartzite 

3.089 

0.11 

0.020 

0.12 

0.01 

0.00 

0.00 

0.00 

0.12 

0.11 

0.44 

0.034 

0.39 

0.39 


Bagthala 

0806000500819100 

2.346 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.346 

0.18 

0.120 

0.13 

0.01 

0.00 

0.00 

0.00 

0.17 

0.17 

0.48 

0.026 

0.45 

0.47 


Bajhot 

0806000500827900 

4.768 

Fresh 

Non-command 

Non-command 

Quartzite 

0.124 

-0.14 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.001 

0.01 

0.01 


Bambora 

0806000500823400 

7.565 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.787 

0.04 

0.120 

0.24 

0.01 

0.00 

0.00 

0.00 

0.26 

0.26 

0.85 

0.075 

0.40 

0.40 







Non-command 

Quartzite 

0.426 

0.04 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.005 

0.02 

0.03 


Bandra 

0806000400811300 

2.165 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.420 

-0.05 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.003 

0.11 

0.12 


Bas Kripalnagar 

0806000500822500 

5.673 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.478 

0.01 

0.120 

0.22 

0.01 

0.00 

0.00 

0.00 

0.22 

0.21 

0.83 

0.050 

0.35 

0.35 







Non-command 

Quartzite 

1.195 

0.01 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.22 

0.013 

0.09 

0.09 


Basai Beerthal 

0806000500818300 

3.194 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.194 

-0.33 

0.120 

0.19 

0.03 

0.00 

0.00 

0.03 

0.00 

0.00 

0.73 

0.035 

0.47 

0.52 


Basai Kalan 

0806000500820700 

1.862 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.784 

0.44 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.14 

0.14 

0.18 

0.020 

0.43 

0.44 







Non-command 

Quartzite 

0.078 

0.44 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.02 


Beraheri 

0806000300794300 

1.741 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.469 

0.93 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.24 

0.21 

0.37 

0.010 

0.43 

0.51 


Bhadook 

0806000500826400 

0.879 

Fresh 

Non-command 

Non-command 

Quartzite 

0.843 

0.12 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.07 

0.009 

0.43 

0.44 


Bhatkol 

0806000500821300 

2.672 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.004 

0.16 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhindoosi 

0806000400815100 

3.760 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.025 

0.23 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhojrajka 

0806000300792000 

4.613 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.329 

-0.06 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.002 

0.04 

0.06 


Bolni 

0806000500819300 

4.571 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.100 

0.26 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.01 

0.01 


Chamroda 

0806000500819200 

5.378 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.644 

0.24 

0.120 

0.13 

0.02 

0.00 

0.00 

0.00 

0.19 

0.17 

0.47 

0.029 

0.23 

0.25 


Cheet Ghana 

0806000500823500 

2.087 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.043 

0.03 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Chhatarpur 

0806000500823000 

1.309 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.305 

0.19 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.09 

0.014 

0.44 

0.45 


Dadarhera 

0806000500827000 

1.358 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.836 

0.83 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.13 

0.13 

0.18 

0.009 

0.27 

0.28 


Dayalpur 

0806000500822300 

1.816 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.769 

0.23 

0.120 

0.13 

0.01 

0.00 

0.00 

0.00 

0.17 

0.17 

0.48 

0.020 

0.43 

0.44 


Deota 

0806000500822200 

4.648 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.020 

0.15 

0.120 

0.20 

0.01 

0.00 

0.00 

0.00 

0.26 

0.26 

0.73 

0.045 

0.38 

0.39 


Fatiyabad 

0806000500818000 

3.154 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.538 

0.09 

0.120 

0.23 

0.03 

0.00 

0.00 

0.00 

0.23 

0.18 

0.87 

0.028 

0.42 

0.52 


Gahankhar 

0806000400814500 

4.339 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.167 

-0.23 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.015 

0.24 

0.27 







Non-command 

Quartzite 

1.922 

-0.23 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.013 

0.22 

0.24 


Ganj 

0806000500823300 

1.491 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.490 

-0.06 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.017 

0.44 

0.45 


Girwas 

0806000300796300 

2.922 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.344 

-0.33 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.06 

0.07 







Non-command 

Quartzite 

0.001 

-0.33 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Googal Heri 

0806000500818200 

2.648 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.648 

0.28 

0.120 

0.16 

0.02 

0.00 

0.00 

0.00 

0.23 

0.20 

0.59 

0.029 

0.49 

0.56 


Gothari 

0806000500819000 

1.644 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.438 

0.12 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.12 

0.12 

0.37 

0.016 

0.39 

0.41 


Gothra 

0806000400814900 

4.647 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.921 

0.02 

0.120 

0.13 

0.02 

0.00 

0.00 

0.00 

0.12 

0.11 

0.49 

0.027 

0.39 

0.41 







Non-command 

Quartzite 

0.656 

0.02 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.07 

0.004 

0.06 

0.07 


Gurgachka 

0806000300794600 

2.099 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.105 

0.66 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.001 

0.03 

0.03 


Ikrotiya 

0806000300792300 

1.812 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.640 

-0.38 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.004 

0.20 

0.26 


Isepur 

0806000500820800 

0.900 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.604 

0.22 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.15 

0.007 

0.30 

0.30 







Non-command 

Quartzite 

0.296 

0.22 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.07 

0.003 

0.15 

0.15 


Ismalpur 

0806000500826700 

9.823 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.930 

0.33 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.14 

0.010 

0.04 

0.04 







Non-command 

Quartzite 

3.746 

0.33 

0.020 

0.15 

0.01 

0.00 

0.00 

0.00 

0.16 

0.16 

0.53 

0.042 

0.17 

0.18 


Jaistika 

0806000500822100 

2.565 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.029 

0.12 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Jatiyana 

0806000300795900 

3.375 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.724 

0.07 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.07 

0.011 

0.24 

0.26 


Jatka 

0806000500821100 

2.980 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.807 

0.15 

0.120 

0.19 

0.01 

0.00 

0.00 

0.00 

0.23 

0.23 

0.74 

0.031 

0.42 

0.42 


Jhamoowas 

0806000500817800 

2.430 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.429 

-0.64 

0.120 

0.14 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.54 

0.027 

0.51 

0.61 


Jharjheela 

0806000500818100 

2.358 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.344 

0.79 

0.120 

0.14 

0.02 

0.00 

0.00 

0.00 

0.34 

0.29 

0.54 

0.026 

0.51 

0.60 


Jhirandiya 

0806000500823100 

2.785 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.690 

0.14 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

0.15 

0.14 

0.41 

0.030 

0.43 

0.43 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.10 

0.01 

428.63 

0.01 

- 

0.01 

0.01 

0.11 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.017 

0.001 

0.016 

0.066 

401.46 

Over Exploited 

Rundh Gol 

080600040081580C 

0.24 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.004 

0.030 

0.003 

0.027 

0.022 

80.35 

Semi Critical 



0.10 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.001 

0.008 

0.018 

230.34 

Over Exploited 

Rundh Indor 

0806000400802100 

0.10 

0.00 

(33.60) 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.005 

337.84 

Over Exploited 

Sarhheta 

0806000400812300 

0.24 

0.11 

134.94 

0.13 

0.01 

0.14 

0.03 

0.24 

0.01 

0.0300 

- 

- 

- 

0.030 

0.045 

0.188 

0.009 

0.179 

0.322 

180.04 

Over Exploited 



0.10 

0.11 

16.79 

0.13 

0.01 

0.14 

0.04 

0.38 

0.02 

0.0400 

- 

- 

- 

0.040 

0.055 

0.198 

0.010 

0.188 

0.395 

209.80 

Over Exploited 

Shadipur 

0806000400807800 

0.10 

0.18 

(76.41) 

0.14 

- 

0.14 

0.07 

0.60 

0.02 

- 

- 

- 

- 

- 

0.024 

0.167 

0.008 

0.159 

0.055 

34.48 

Safe 

Shahbad 

0806000400811400 

0.24 

0.15 

63.30 

0.18 

0.03 

0.21 

0.03 

0.27 

0.02 

0.1000 

- 

- 

0.002 

0.102 

0.122 

0.335 

0.017 

0.318 

0.896 

281.43 

Over Exploited 

Shahmat Nagar 

0806000400814100 

0.24 

0.00 

650.32 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.044 

2,412.78 

Over Exploited 

Siroli Kalan 

0806000400807700 

0.24 

0.00 

817.75 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.027 

2,030.79 

Over Exploited 



0.10 

0.00 

640.30 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.032 

2,040.34 

Over Exploited 

Siroli Khurd 

0806000400807900 

0.24 

0.00 

1,874.30 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.026 

4,394.54 

Over Exploited 



0.10 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Tijara (M) 

0806000440603000 

0.24 

0.90 

233.27 

1.09 

0.08 

1.17 

0.04 

0.34 

0.12 

0.2400 

- 

- 

- 

0.240 

0.359 

1.524 

0.076 

1.448 

8.542 

589.97 

Over Exploited 

Tohra 

0806000400811600 

0.24 

0.08 

(41.16) 

0.06 

0.01 

0.07 

0.07 

0.64 

0.01 

0.0200 

- 

- 

- 

0.020 

0.030 

0.102 

0.005 

0.097 

0.177 

182.22 

Over Exploited 

Udaipur 

0806000400811100 

0.24 

0.24 

- 

0.24 

0.03 

0.27 

0.07 

0.61 

0.03 

0.0800 

- 

- 

- 

0.080 

0.112 

0.379 

0.038 

0.341 

0.704 

206.15 

Over Exploited 

Alamdeeka 

0806000500818700 

0.24 

0.41 

(6.70) 

0.38 

0.02 

0.40 

0.06 

0.51 

0.05 

0.0600 

- 

- 

- 

0.060 

0.114 

0.519 

0.026 

0.493 

0.616 

125.08 

Over Exploited 

Alawalpur 

0806000400814700 

0.24 

0.11 

- 

0.11 

0.01 

0.12 

0.07 

0.55 

0.02 

0.0400 

- 

- 

- 

0.040 

0.055 

0.180 

0.018 

0.162 

0.324 

199.59 

Over Exploited 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bagheri Kalan 

0806000500818600 

0.24 

0.42 

45.76 

0.50 

0.11 

0.62 

0.06 

0.53 

0.06 

0.1600 

- 

- 

0.094 

0.254 

0.310 

0.927 

0.046 

0.881 

1.468 

166.65 

Over Exploited 

Bagheri Khurd 

0806000300794400 

0.24 

0.08 

181.44 

0.10 

0.01 

0.11 

0.03 

0.21 

0.01 

0.0300 

- 

- 

0.001 

0.031 

0.042 

0.152 

0.008 

0.145 

0.240 

165.71 

Over Exploited 



0.06 

0.00 

(5,317.66) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

0.005 

0.005 

0.005 

0.008 

0.000 

0.008 

0.012 

147.58 

Over Exploited 

Baghor 

0806000500826600 

0.24 

0.01 

318.25 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.008 

0.072 

945.51 

Over Exploited 



0.06 

0.07 

58.49 

0.09 

0.01 

0.10 

0.05 

0.44 

0.01 

0.0200 

- 

- 

0.002 

0.022 

0.031 

0.128 

0.006 

0.122 

0.471 

387.08 

Over Exploited 

Bagthala 

0806000500819100 

0.24 

0.26 

(35.18) 

0.20 

0.01 

0.21 

0.06 

0.51 

0.03 

0.0200 

- 

- 

- 

0.020 

0.053 

0.267 

0.013 

0.254 

0.506 

199.14 

Over Exploited 

Bajhot 

0806000500827900 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.030 

32,564.88 

Over Exploited 

Bambora 

0806000500823400 

0.24 

0.65 

(60.33) 

0.52 

0.01 

0.53 

0.05 

0.45 

0.08 

0.0300 

- 

- 

- 

0.030 

0.114 

0.640 

0.032 

0.608 

0.922 

151.63 

Over Exploited 



0.06 

0.00 

1,486.85 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.047 

5,811.53 

Over Exploited 

Bandra 

0806000400811300 

0.24 

0.01 

- 

0.01 

0.00 

0.01 

0.01 

0.12 

0.00 

0.0100 

- 

- 

0.003 

0.013 

0.014 

0.027 

0.003 

0.024 

0.089 

367.16 

Over Exploited 

Bas Kripalnagar 

0806000500822500 

0.24 

0.37 

(43.20) 

0.30 

0.01 

0.31 

0.05 

0.39 

0.05 

0.0300 

- 

- 

0.001 

0.031 

0.080 

0.390 

0.019 

0.370 

0.883 

238.45 

Over Exploited 



0.06 

0.01 

792.27 

0.01 

- 

0.01 

0.01 

0.11 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.019 

0.001 

0.018 

0.229 

1,279.07 

Over Exploited 

Basai Beerthal 

0806000500818300 

0.24 

0.36 

- 

0.36 

0.06 

0.42 

0.06 

0.54 

0.05 

0.0800 

- 

- 

0.038 

0.118 

0.166 

0.584 

0.058 

0.526 

0.767 

145.96 

Over Exploited 

Basai Kalan 

0806000500820700 

0.24 

0.18 

(23.31) 

0.15 

0.00 

0.15 

0.06 

0.48 

0.02 

0.0100 

- 

- 

0.000 

0.010 

0.034 

0.180 

0.009 

0.171 

0.200 

116.73 

Over Exploited 



0.06 

0.00 

698.15 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

0.000 

- 

0.000 

0.000 

0.000 

0.000 

0.013 

9,630.54 

Over Exploited 

Beraheri 

0806000300794300 

0.24 

0.15 

35.10 

0.18 

0.01 

0.19 

0.06 

0.49 

0.02 

0.0400 

- 

- 

0.000 

0.040 

0.062 

0.256 

0.013 

0.243 

0.377 

155.11 

Over Exploited 

Bhadook 

0806000500826400 

0.06 

0.02 

(1.42) 

0.02 

- 

0.02 

0.06 

0.48 

0.00 

- 

- 

- 

- 

- 

0.003 

0.024 

0.001 

0.023 

0.076 

333.29 

Over Exploited 

Bhatkol 

0806000500821300 

0.24 

0.00 

12,810.83 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhindoosi 

0806000400815100 

0.24 

0.00 

2,734.41 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhojrajka 

0806000300792000 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.012 

0.048 

393.41 

Over Exploited 

Bolni 

0806000500819300 

0.24 

0.00 

4,594.17 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.020 

6,116.81 

Over Exploited 

Chamroda 

0806000500819200 

0.24 

0.15 

17.36 

0.17 

0.02 

0.19 

0.03 

0.26 

0.02 

0.0500 

- 

- 

- 

0.050 

0.069 

0.263 

0.013 

0.250 

0.499 

199.67 

Over Exploited 

Cheet Ghana 

0806000500823500 

0.24 

0.00 

3.76 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.010 

9,805.99 

Over Exploited 

Chhatarpur 

0806000500823000 

0.24 

0.14 

(57.88) 

0.11 

0.00 

0.11 

0.06 

0.50 

0.02 

- 

- 

- 

0.000 

0.000 

0.018 

0.129 

0.006 

0.122 

0.100 

82.25 

Semi Critical 

Dadarhera 

0806000500827000 

0.24 

0.06 

135.60 

0.07 

0.00 

0.07 

0.04 

0.31 

0.01 

0.0100 

- 

- 

0.000 

0.010 

0.018 

0.084 

0.004 

0.080 

0.191 

239.59 

Over Exploited 

Dayalpur 

0806000500822300 

0.24 

0.18 

(8.43) 

0.17 

0.01 

0.18 

0.06 

0.49 

0.02 

0.0200 

- 

- 

- 

0.020 

0.044 

0.221 

0.011 

0.210 

0.498 

237.12 

Over Exploited 

Deota 

0806000500822200 

0.24 

0.37 

3,740.02 

0.29 

0.01 

0.30 

0.05 

0.43 

0.05 

0.0300 

- 

- 

- 

0.030 

0.077 

0.380 

0.019 

0.361 

0.775 

214.66 

Over Exploited 

Fatiyabad 

0806000500818000 

0.24 

0.26 

(28.61) 

0.20 

0.03 

0.24 

0.06 

0.48 

0.04 

0.1000 

- 

- 

0.000 

0.100 

0.136 

0.371 

0.019 

0.353 

0.894 

253.66 

Over Exploited 

Gahankhar 

0806000400814500 

0.24 

0.13 

- 

0.13 

0.01 

0.14 

0.03 

0.28 

0.02 

0.0400 

- 

- 

0.000 

0.040 

0.057 

0.194 

0.019 

0.175 

0.361 

206.69 

Over Exploited 



0.10 

0.04 

- 

0.04 

0.01 

0.05 

0.03 

0.24 

0.01 

0.0300 

- 

- 

0.002 

0.032 

0.038 

0.090 

0.009 

0.081 

0.240 

295.23 

Over Exploited 

Ganj 

0806000500823300 

0.24 

0.16 

- 

0.16 

0.01 

0.17 

0.06 

0.50 

0.02 

0.0200 

- 

- 

0.000 

0.020 

0.041 

0.209 

0.021 

0.188 

0.425 

225.99 

Over Exploited 

Girwas 

0806000300796300 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.005 

0.013 

259.04 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Googal Heri 

0806000500818200 

0.24 

0.31 

(35.53) 

0.25 

0.02 

0.27 

0.07 

0.56 

0.04 

0.0700 

- 

- 

0.000 

0.070 

0.112 

0.381 

0.019 

0.362 

0.615 

169.85 

Over Exploited 

Gothari 

0806000500819000 

0.24 

0.13 

11,240.65 

0.12 

- 

0.12 

0.05 

0.44 

0.02 

0.0100 

- 

- 

- 

0.010 

0.028 

0.145 

0.007 

0.138 

0.381 

276.93 

Over Exploited 

Gothra 

0806000400814900 

0.24 

0.36 

(68.83) 

0.29 

0.02 

0.31 

0.05 

0.44 

0.05 

0.0600 

- 

- 

- 

0.060 

0.108 

0.419 

0.021 

0.398 

0.517 

129.85 

Over Exploited 



0.10 

0.00 

354.35 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.016 

0.001 

0.015 

0.069 

466.97 

Over Exploited 

Gurgachka 

0806000300794600 

0.24 

0.00 

2,135.41 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.026 

2,958.89 

Over Exploited 

Ikrotiya 

0806000300792300 

0.24 

0.03 

- 

0.03 

0.01 

0.04 

0.03 

0.22 

0.00 

0.0400 

- 

- 

- 

0.040 

0.044 

0.084 

0.008 

0.076 

0.338 

446.45 

Over Exploited 

Isepur 

0806000500820800 

0.24 

0.04 

27.88 

0.05 

- 

0.05 

0.04 

0.34 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.067 

0.003 

0.064 

0.153 

238.83 

Over Exploited 



0.06 

0.00 

708.32 

0.00 

- 

0.00 

0.02 

0.16 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.073 

2,243.19 

Over Exploited 

Ismalpur 

0806000500826700 

0.24 

0.01 

679.25 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.023 

0.001 

0.021 

0.147 

686.65 

Over Exploited 



0.06 

0.04 

313.04 

0.05 

0.01 

0.06 

0.02 

0.19 

0.01 

0.0200 

- 

- 

- 

0.020 

0.025 

0.081 

0.004 

0.077 

0.568 

737.33 

Over Exploited 

Jaistika 

0806000500822100 

0.24 

0.00 

1,050.38 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jatiyana 

0806000300795900 

0.24 

0.10 

(67.09) 

0.08 

- 

0.08 

0.03 

0.27 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.104 

0.005 

0.098 

0.083 

84.80 

Semi Critical 

Jatka 

0806000500821100 

0.24 

0.28 

(19.56) 

0.23 

0.01 

0.24 

0.05 

0.47 

0.04 

0.0300 

- 

- 

- 

0.030 

0.066 

0.302 

0.015 

0.287 

0.768 

267.71 

Over Exploited 

Jhamoowas 

0806000500817800 

0.24 

0.30 

- 

0.30 

0.02 

0.32 

0.07 

0.58 

0.04 

0.0600 

- 

- 

- 

0.060 

0.101 

0.417 

0.042 

0.376 

0.565 

150.42 

Over Exploited 

Jharjheela 

0806000500818100 

0.24 

0.29 

0.50 

0.29 

0.02 

0.31 

0.07 

0.58 

0.04 

0.0600 

- 

- 

- 

0.060 

0.100 

0.407 

0.020 

0.387 

0.564 

145.82 

Over Exploited 

Jhirandiya 

0806000500823100 

0.24 

0.28 

(48.06) 

0.22 

0.01 

0.23 

0.06 

0.48 

0.04 

0.0200 

- 

- 

0.000 

0.020 

0.056 

0.287 

0.014 

0.272 

0.436 

160.13 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Quartzite 

0.094 

0.14 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.01 

0.02 


Jhiryana 

0806000300795700 

1.531 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.419 

0.51 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.003 

0.13 

0.15 


Kakrali 

0806000400814800 

2.684 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.744 

-0.09 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.012 

0.30 

0.31 







Non-command 

Quartzite 

0.940 

-0.09 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.006 

0.16 

0.17 


Kankra (Islam Nagar) 

0806000500821000 

5.051 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.051 

0.10 

0.120 

0.26 

0.01 

0.00 

0.00 

0.00 

0.31 

0.30 

0.96 

0.056 

0.44 

0.45 


Karwar 

0806000300792200 

6.246 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.729 

-0.36 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.011 

0.15 

0.19 







Non-command 

Quartzite 

2.567 

-0.36 

0.020 

0.15 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.57 

0.017 

0.23 

0.28 


Kaushalpur 

0806000500818500 

2.805 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.802 

0.88 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.36 

0.33 

0.28 

0.031 

0.48 

0.53 


Khairthal (M) 

0806000540605000 

22.076 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.684 

0.66 

0.120 

0.25 

0.00 

0.00 

0.00 

0.00 

0.54 

0.50 

0.30 

0.536 

0.08 

0.09 







Non-command 

Quartzite 

0.067 

0.66 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.010 

0.00 

0.00 


Khera 

0806000500817600 

2.290 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.964 

-0.63 

0.120 

0.16 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.62 

0.022 

0.45 

0.54 







Non-command 

Quartzite 

0.320 

-0.63 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.004 

0.07 

0.09 


Kherla 

0806000500826900 

1.125 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.017 

0.55 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.08 

0.011 

0.40 

0.41 


Khoha 

0806000500826100 

10.917 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.227 

0.05 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.003 

0.01 

0.01 







Non-command 

Quartzite 

0.487 

0.05 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.005 

0.02 

0.02 


Kirwari 

0806000300796100 

1.762 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.762 

0.17 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.19 

0.012 

0.47 

0.49 


Kishangarh (CT) 

0806000540604000 

2.991 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.921 

0.09 

0.120 

0.34 

0.01 

0.00 

0.00 

0.00 

0.36 

0.36 

0.80 

0.425 

0.43 

0.44 


Kultajpur 

0806000500822900 

0.996 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.467 

0.15 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.08 

0.005 

0.21 

0.21 







Non-command 

Quartzite 

0.529 

0.15 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.07 

0.006 

0.23 

0.24 


Langarwas 

0806000500821400 

4.521 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.070 

0.22 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 


Lisana 

0806000500820600 

0.922 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.922 

0.44 

0.120 

0.17 

0.01 

0.00 

0.00 

0.00 

0.21 

0.20 

0.67 

0.010 

0.45 

0.47 


Lisani 

0806000300796200 

0.933 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.933 

0.69 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.08 

0.006 

0.45 

0.46 


Machh Roli 

0806000500818400 

4.025 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.025 

0.30 

0.120 

0.33 

0.05 

0.00 

0.00 

0.03 

0.39 

0.37 

1.28 

0.045 

0.46 

0.49 


Mahond 

0806000500819900 

1.430 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.186 

0.12 

0.120 

0.13 

0.01 

0.00 

0.00 

0.00 

0.14 

0.13 

0.51 

0.013 

0.37 

0.38 


Majra Mahaniya 

0806000400814000 

1.360 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.189 

0.22 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.07 

0.001 

0.08 

0.08 


Mancha 

0806000500819800 

6.811 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.539 

0.16 

0.120 

0.46 

0.02 

0.00 

0.00 

0.00 

0.57 

0.55 

1.75 

0.073 

0.43 

0.44 


Mandha 

0806000400814400 

4.297 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.378 

-0.38 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.009 

0.17 

0.20 







Non-command 

Quartzite 

2.919 

-0.38 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.020 

0.36 

0.42 


Meerka 

0806000500820500 

2.358 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.358 

0.29 

0.120 

0.16 

0.01 

0.00 

0.00 

0.00 

0.23 

0.23 

0.59 

0.026 

0.45 

0.46 


Mosampur 

0806000400814600 

2.857 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.455 

-0.46 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.003 

0.08 

0.08 







Non-command 

Quartzite 

2.402 

-0.46 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.016 

0.40 

0.44 


Mothooka 

0806000500822000 

5.527 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.107 

0.08 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.01 

0.01 


Nagliya 

0806000500818800 

2.767 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.712 

0.19 

0.120 

0.13 

0.02 

0.00 

0.00 

0.00 

0.17 

0.17 

0.47 

0.030 

0.44 

0.45 


Nangal Maujiya 

0806000500822700 

1.906 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.724 

0.78 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.27 

0.26 

0.46 

0.019 

0.40 

0.42 







Non-command 

Quartzite 

0.182 

0.78 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.05 

0.002 

0.04 

0.04 


Nangla Doongar 

0806000500827100 

3.494 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.323 

0.78 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.07 

0.004 

0.04 

0.04 


Nangli Mewan 

0806000500820400 

1.251 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.018 

0.31 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.10 

0.011 

0.37 

0.39 


Nangli Pathan 

0806000500819700 

3.211 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.062 

0.26 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 


Naurangabad 

0806000400813900 

1.836 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.239 

0.23 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.06 

0.002 

0.07 

0.08 


Naya Gaon 

0806000500817700 

1.905 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.226 

-0.59 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.003 

0.06 

0.07 







Non-command 

Quartzite 

1.678 

-0.59 

0.020 

0.17 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.64 

0.019 

0.45 

0.52 


Noor Nagar 

0806000500822600 

3.747 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.085 

0.42 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.11 

0.11 

0.24 

0.012 

0.13 

0.13 







Non-command 

Quartzite 

2.662 

0.42 

0.020 

0.14 

0.01 

0.00 

0.00 

0.00 

0.15 

0.15 

0.53 

0.030 

0.31 

0.32 


Odra 

0806000500821200 

3.458 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.401 

0.17 

0.120 

0.20 

0.01 

0.00 

0.00 

0.00 

0.26 

0.25 

0.74 

0.038 

0.44 

0.44 


Pahar Samlat 

0806000500826300 

3.682 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.257 

0.03 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.014 

0.15 

0.16 







Non-command 

Quartzite 

1.666 

0.03 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.019 

0.20 

0.21 


Paharwas 

0806000300792400 

2.154 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.603 

-0.63 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.004 

0.15 

0.19 


Palpur 

0806000300792500 

4.797 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.859 

-0.37 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.006 

0.10 

0.13 


Patan Aheer 

0806000300794100 

3.899 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.223 

0.42 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.08 

0.001 

0.03 

0.04 


Poondraka 

0806000500818900 

1.595 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.595 

0.10 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

0.12 

0.12 

0.41 

0.018 

0.45 

0.46 


Rai Khera 

0806000400814200 

2.357 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.185 

-0.12 

0.120 

0.14 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.53 

0.015 

0.51 

0.59 







Non-command 

Quartzite 

0.111 

-0.12 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.03 

0.03 


Raipur Mewan 

0806000500822800 

1.992 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.473 

0.57 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.08 

0.005 

0.11 

0.11 







Non-command 

Quartzite 

1.514 

0.57 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.26 

0.017 

0.34 

0.34 


Ram Nagar 

0806000400815000 

4.111 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.845 

-0.02 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.012 

0.23 

0.26 







Non-command 

Quartzite 

0.206 

-0.02 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.03 

0.03 


Ramnagar 

0806000300796000 

1.244 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.665 

-0.22 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.004 

0.26 

0.29 







Non-command 

Quartzite 

0.017 

-0.22 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Ranoli 

0806000500826500 

0.988 

Fresh 

Non-command 

Non-command 

Quartzite 

0.923 

0.15 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.19 

0.010 

0.41 

0.42 


Rundh Ismailpur 

0806000500826200 

19.296 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.674 

-0.04 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.007 

0.02 

0.02 







Non-command 

Quartzite 

4.941 

-0.04 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.055 

0.12 

0.13 


Rundh Jhamoowas 

0806000500817900 

2.202 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.202 

-0.54 

0.120 

0.19 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.73 

0.024 

0.50 

0.59 


Sadhooka 

0806000300795600 

1.517 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.517 

0.59 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.13 

0.09 

0.010 

0.45 

0.47 


Sahoowas 

0806000500820000 

0.904 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.904 

0.14 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.19 

0.010 

0.44 

0.45 


Santhalka 

0806000500820200 

1.478 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.478 

0.23 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.13 

0.13 

0.32 

0.016 

0.44 

0.45 


Seokhera 

0806000500820100 

0.999 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.999 

0.27 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.10 

0.10 

0.29 

0.011 

0.44 

0.45 


Shahbad 

0806000400811400 

6.234 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.289 

0.23 

0.120 

0.11 

0.02 

0.00 

0.00 

0.00 

0.13 

0.11 

0.43 

0.009 

0.12 

0.13 


Shahjadpur 

0806000300795500 

0.829 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.829 

0.73 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.09 

0.005 

0.47 

0.50 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.06 

0.00 

11,862.09 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.021 

19,729.12 

Over Exploited 

Jhiryana 

0806000300795700 

0.24 

0.01 

76.50 

0.02 

- 

0.02 

0.02 

0.15 

0.00 

- 

- 

- 

- 

- 

0.002 

0.018 

0.001 

0.017 

0.014 

81.09 

Semi Critical 

Kakrali 

0806000400814800 

0.24 

0.12 

- 

0.12 

0.01 

0.13 

0.04 

0.33 

0.02 

0.0300 

- 

- 

0.000 

0.030 

0.047 

0.181 

0.018 

0.163 

0.286 

175.76 

Over Exploited 



0.10 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.18 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.027 

0.003 

0.024 

0.125 

516.92 

Over Exploited 

Kankra (Islam Nagar) 

0806000500821000 

0.24 

0.54 

(43.35) 

0.43 

0.01 

0.44 

0.06 

0.50 

0.07 

0.0400 

- 

- 

0.001 

0.041 

0.111 

0.550 

0.028 

0.523 

1.011 

193.49 

Over Exploited 

Karwar 

0806000300792200 

0.24 

0.06 

- 

0.06 

0.01 

0.07 

0.02 

0.17 

0.01 

0.0400 

- 

- 

- 

0.040 

0.049 

0.122 

0.012 

0.110 

0.410 

374.59 

Over Exploited 



0.06 

0.03 

- 

0.03 

0.02 

0.06 

0.03 

0.26 

0.00 

0.0600 

- 

- 

0.000 

0.060 

0.065 

0.120 

0.012 

0.108 

0.588 

543.54 

Over Exploited 

Kaushalpur 

0806000500818500 

0.24 

0.32 

1.70 

0.33 

0.01 

0.34 

0.06 

0.54 

0.04 

0.0300 

- 

- 

0.007 

0.037 

0.081 

0.422 

0.021 

0.401 

0.309 

77.17 

Semi Critical 

Khairthal (M) 

0806000540605000 

0.24 

0.07 

602.47 

0.09 

- 

0.09 

0.01 

0.09 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.105 

0.005 

0.100 

0.836 

839.11 

Over Exploited 



0.06 

0.00 

13,611.23 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.010 

######### 

Over Exploited 

Khera 

0806000500817600 

0.24 

0.21 

- 

0.21 

0.02 

0.24 

0.06 

0.51 

0.03 

0.0700 

- 

- 

0.007 

0.078 

0.106 

0.343 

0.034 

0.309 

0.641 

207.67 

Over Exploited 



0.06 

0.00 

- 

0.00 

0.00 

0.00 

0.01 

0.08 

0.00 

0.0100 

- 

- 

0.000 

0.011 

0.011 

0.012 

0.001 

0.011 

0.095 

846.57 

Over Exploited 

Kherla 

0806000500826900 

0.24 

0.10 

(12.42) 

0.09 

0.00 

0.09 

0.05 

0.45 

0.01 

- 

- 

- 

0.000 

0.000 

0.013 

0.099 

0.005 

0.094 

0.095 

101.83 

Over Exploited 

Khoha 

0806000500826100 

0.24 

0.00 

107.37 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.013 

1,865.53 

Over Exploited 



0.06 

0.00 

1,344.51 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.042 

5,500.85 

Over Exploited 

Kirwari 

0806000300796100 

0.24 

0.20 

(58.88) 

0.16 

0.00 

0.16 

0.06 

0.53 

0.03 

0.0100 

- 

- 

0.001 

0.011 

0.037 

0.196 

0.010 

0.186 

0.199 

106.90 

Over Exploited 

Kishangarh (CT) 

0806000540604000 

0.24 

0.30 

17.60 

0.36 

0.01 

0.37 

0.06 

0.49 

0.04 

0.0300 

- 

- 

- 

0.030 

0.069 

0.435 

0.022 

0.413 

1.222 

296.09 

Over Exploited 

Kultajpur 

0806000500822900 

0.24 

0.02 

21.91 

0.03 

- 

0.03 

0.03 

0.23 

0.00 

- 

- 

- 

- 

- 

0.003 

0.031 

0.002 

0.029 

0.082 

280.22 

Over Exploited 



0.06 

0.01 

186.49 

0.01 

- 

0.01 

0.03 

0.26 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.000 

0.009 

0.079 

839.64 

Over Exploited 

Langarwas 

0806000500821400 

0.24 

0.00 

1,404.92 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.011 

7,128.63 

Over Exploited 

Lisana 

0806000500820600 

0.24 

0.10 

100.88 

0.12 

0.01 

0.13 

0.06 

0.51 

0.01 

0.0300 

- 

- 

- 

0.030 

0.043 

0.173 

0.009 

0.165 

0.677 

411.44 

Over Exploited 

Lisani 

0806000300796200 

0.24 

0.10 

(5.40) 

0.09 

- 

0.09 

0.06 

0.51 

0.01 

- 

- 

- 

- 

- 

0.013 

0.108 

0.005 

0.103 

0.089 

86.97 

Semi Critical 

Machh Roli 

0806000500818400 

0.24 

0.44 

(15.99) 

0.37 

0.08 

0.45 

0.06 

0.52 

0.06 

0.1400 

- 

- 

0.048 

0.188 

0.247 

0.701 

0.035 

0.666 

1.322 

198.34 

Over Exploited 

Mahond 

0806000500819900 

0.24 

0.10 

3,365.90 

0.12 

0.01 

0.13 

0.05 

0.42 

0.01 

0.0200 

- 

- 

- 

0.020 

0.033 

0.167 

0.008 

0.159 

0.527 

331.43 

Over Exploited 

Maj'ra Mahaniya 

0806000400814000 

0.24 

0.00 

552.31 

0.00 

- 

0.00 

0.01 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.014 

0.073 

529.24 

Over Exploited 

Mancha 

0806000500819800 

0.24 

0.67 

(17.63) 

0.55 

0.02 

0.57 

0.06 

0.48 

0.09 

0.0700 

- 

- 

- 

0.070 

0.157 

0.731 

0.037 

0.694 

1.825 

262.83 

Over Exploited 

Mandha 

0806000400814400 

0.24 

0.06 

- 

0.06 

0.01 

0.07 

0.02 

0.19 

0.01 

0.0200 

- 

- 

0.001 

0.021 

0.028 

0.095 

0.009 

0.085 

0.153 

179.45 

Over Exploited 



0.10 

0.11 

- 

0.11 

0.01 

0.12 

0.05 

0.41 

0.01 

0.0200 

- 

- 

0.001 

0.021 

0.035 

0.151 

0.015 

0.136 

0.236 

173.30 

Over Exploited 

Meerka 

0806000500820500 

0.24 

0.25 

(10.87) 

0.23 

0.01 

0.24 

0.06 

0.51 

0.03 

0.0700 

- 

- 

0.000 

0.071 

0.104 

0.340 

0.017 

0.323 

0.612 

189.63 

Over Exploited 

Mosampur 

0806000400814600 

0.24 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.019 

0.002 

0.017 

0.075 

429.29 

Over Exploited 



0.10 

0.10 

- 

0.10 

0.01 

0.11 

0.05 

0.46 

0.01 

0.0300 

- 

- 

- 

0.030 

0.043 

0.150 

0.015 

0.135 

0.318 

236.20 

Over Exploited 

Mothooka 

0806000500822000 

0.24 

0.00 

4,773.24 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.020 

7,274.62 

Over Exploited 

Nagliya 

0806000500818800 

0.24 

0.28 

12,622.09 

0.23 

0.02 

0.25 

0.06 

0.49 

0.04 

0.0500 

- 

- 

- 

0.050 

0.087 

0.334 

0.017 

0.317 

0.496 

156.46 

Over Exploited 

Nangal Maujiya 

0806000500822700 

0.24 

0.17 

58.11 

0.20 

0.01 

0.21 

0.05 

0.46 

0.02 

0.0200 

- 

- 

- 

0.020 

0.042 

0.253 

0.013 

0.240 

0.477 

198.73 

Over Exploited 



0.06 

0.00 

2,588.77 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.051 

8,679.31 

Over Exploited 

Nangla Doongar 

0806000500827100 

0.24 

0.00 

1,418.05 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.069 

1,690.65 

Over Exploited 

Nangli Mewan 

0806000500820400 

0.24 

0.09 

(29.79) 

0.07 

0.00 

0.07 

0.05 

0.42 

0.01 

0.0100 

- 

- 

0.000 

0.010 

0.022 

0.096 

0.005 

0.091 

0.109 

120.10 

Over Exploited 

Nangli Pathan 

0806000500819700 

0.24 

0.00 

1,216.88 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.011 

6,186.98 

Over Exploited 

Naurangabad 

0806000400813900 

0.24 

0.00 

479.80 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.015 

0.001 

0.015 

0.060 

405.11 

Over Exploited 

Naya Gaon 

0806000500817700 

0.24 

0.00 

- 

0.00 

0.00 

0.00 

0.01 

0.07 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.011 

0.014 

0.001 

0.013 

0.094 

737.42 

Over Exploited 



0.06 

0.05 

- 

0.05 

0.02 

0.07 

0.06 

0.51 

0.01 

0.0700 

- 

- 

- 

0.070 

0.076 

0.141 

0.014 

0.127 

0.656 

515.23 

Over Exploited 

Noor Nagar 

0806000500822600 

0.24 

0.03 

237.44 

0.04 

0.00 

0.04 

0.02 

0.14 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.015 

0.055 

0.003 

0.052 

0.247 

472.64 

Over Exploited 



0.06 

0.05 

198.08 

0.06 

0.01 

0.07 

0.04 

0.36 

0.01 

0.0200 

- 

- 

0.000 

0.020 

0.027 

0.097 

0.005 

0.092 

0.559 

605.16 

Over Exploited 

Odra 

0806000500821200 

0.24 

0.36 

(28.79) 

0.28 

0.01 

0.29 

0.06 

0.49 

0.05 

0.0300 

- 

- 

0.001 

0.031 

0.077 

0.372 

0.019 

0.353 

0.782 

221.36 

Over Exploited 

Pahar Samlat 

0806000500826300 

0.24 

0.05 

(89.94) 

0.04 

- 

0.04 

0.02 

0.17 

0.01 

- 

- 

- 

- 

- 

0.006 

0.043 

0.002 

0.040 

0.014 

34.55 

Safe 



0.06 

0.02 

(146.33) 

0.02 

- 

0.02 

0.03 

0.23 

0.00 

- 

- 

- 

- 

- 

0.003 

0.019 

0.001 

0.018 

0.019 

105.01 

Over Exploited 

Paharwas 

0806000300792400 

0.24 

0.02 

- 

0.02 

0.01 

0.03 

0.02 

0.17 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.055 

0.005 

0.049 

0.220 

447.66 

Over Exploited 

Palpur 

0806000300792500 

0.24 

0.02 

- 

0.02 

0.01 

0.03 

0.01 

0.11 

0.00 

0.0300 

- 

- 

- 

0.030 

0.033 

0.063 

0.006 

0.056 

0.297 

526.14 

Over Exploited 

Patan Aheer 

0806000300794100 

0.24 

0.00 

1,375.17 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.012 

0.080 

693.72 

Over Exploited 

Poondraka 

0806000500818900 

0.24 

0.17 

(32.12) 

0.14 

0.01 

0.15 

0.06 

0.50 

0.02 

0.0200 

- 

- 

- 

0.020 

0.042 

0.189 

0.009 

0.180 

0.431 

239.89 

Over Exploited 

Rai Khera 

0806000400814200 

0.24 

0.27 

- 

0.27 

0.02 

0.29 

0.07 

0.58 

0.04 

0.0600 

- 

- 

- 

0.060 

0.096 

0.384 

0.038 

0.346 

0.548 

158.39 

Over Exploited 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.023 

7,667.21 

Over Exploited 

Raipur Mewan 

0806000500822800 

0.24 

0.01 

333.16 

0.01 

0.00 

0.01 

0.01 

0.12 

0.00 

- 

- 

- 

0.000 

0.000 

0.002 

0.016 

0.001 

0.015 

0.087 

565.56 

Over Exploited 



0.06 

0.03 

181.42 

0.04 

0.00 

0.04 

0.04 

0.38 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.014 

0.051 

0.003 

0.048 

0.281 

580.23 

Over Exploited 

Ram Nagar 

0806000400815000 

0.24 

0.10 

- 

0.10 

0.01 

0.11 

0.03 

0.26 

0.01 

0.0200 

- 

- 

- 

0.020 

0.034 

0.145 

0.015 

0.131 

0.199 

152.47 

Over Exploited 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.023 

4,322.67 

Over Exploited 

Ramnagar 

0806000300796000 

0.24 

0.04 

- 

0.04 

0.00 

0.04 

0.04 

0.30 

0.01 

- 

- 

- 

0.001 

0.001 

0.006 

0.049 

0.005 

0.044 

0.040 

92.33 

Critical 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ranoli 

0806000500826500 

0.06 

0.02 

125.15 

0.03 

- 

0.03 

0.05 

0.47 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.040 

0.002 

0.038 

0.203 

528.46 

Over Exploited 

Rundh Ismailpur 

0806000500826200 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.007 

287.06 

Over Exploited 



0.06 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.13 

0.00 

- 

- 

- 

- 

- 

0.004 

0.039 

0.004 

0.035 

0.055 

157.39 

Over Exploited 

Rundh Jhamoowas 

0806000500817900 

0.24 

0.26 

- 

0.26 

0.03 

0.29 

0.07 

0.57 

0.04 

0.0800 

- 

- 

0.000 

0.080 

0.116 

0.411 

0.041 

0.370 

0.749 

202.54 

Over Exploited 

Sadhooka 

0806000300795600 

0.24 

0.17 

(20.15) 

0.13 

- 

0.13 

0.06 

0.51 

0.02 

0.0100 

- 

- 

- 

0.010 

0.032 

0.164 

0.008 

0.156 

0.100 

64.19 

Safe 

Sahoowas 

0806000500820000 

0.24 

0.10 

(34.01) 

0.08 

- 

0.08 

0.06 

0.50 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.099 

0.005 

0.094 

0.204 

216.16 

Over Exploited 

Santhalka 

0806000500820200 

0.24 

0.16 

(19.21) 

0.13 

0.00 

0.13 

0.06 

0.50 

0.02 

0.0100 

- 

- 

0.001 

0.011 

0.031 

0.159 

0.008 

0.151 

0.338 

224.13 

Over Exploited 

Seokhera 

0806000500820100 

0.24 

0.11 

(6.26) 

0.10 

0.01 

0.11 

0.06 

0.50 

0.01 

0.0300 

- 

- 

- 

0.030 

0.044 

0.154 

0.008 

0.146 

0.304 

208.14 

Over Exploited 

Shahbad 

0806000400811400 

0.24 

0.04 

217.51 

0.04 

0.02 

0.06 

0.02 

0.13 

0.00 

0.0500 

- 

- 

0.000 

0.050 

0.055 

0.118 

0.006 

0.112 

0.441 

393.19 

Over Exploited 

Shahjadpur 

0806000300795500 

0.24 

0.09 

3.60 

0.10 

- 

0.10 

0.06 

0.53 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.119 

0.006 

0.113 

0.099 

88.34 

Semi Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Shahmat Nagar 

080600040081410C 

1.829 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.689 

0.12 

0.120 

0.12 

0.02 

0.00 

0.00 

0.00 

0.12 

0.11 

0.45 

0.011 

0.52 

0.58 


Shahpur 

0806000300795800 

0.417 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.417 

0.50 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.07 

0.003 

0.46 

0.49 


Tahnoli 

0806000500823200 

2.054 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.054 

-0.01 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.023 

0.44 

0.45 


Tanka Heri 

0806000500822400 

0.935 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.935 

-0.04 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.010 

0.44 

0.45 


Tarwala 

0806000500820900 

2.976 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.275 

0.10 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.14 

0.13 

0.43 

0.025 

0.34 

0.34 







Non-command 

Quartzite 

0.701 

0.10 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.13 

0.008 

0.10 

0.11 


Teehli 

0806000400814300 

2.408 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.318 

0.03 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.07 

0.06 

0.27 

0.016 

0.53 

0.59 


Tehatra 

0806000500826800 

2.130 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.716 

0.70 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.18 

0.18 

0.12 

0.019 

0.36 

0.36 







Non-command 

Quartzite 

0.414 

0.70 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.005 

0.09 

0.09 


Tohri 

0806000500820300 

1.985 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.985 

0.35 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.15 

0.15 

0.31 

0.022 

0.45 

0.46 


Udaipur 

0806000400811100 

1.935 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.085 

-0.11 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.001 

0.02 

0.03 

06001011 

Agwani 

0806000200784000 

3.195 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.962 

0.74 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.35 

0.31 

0.33 

0.020 

0.46 

0.51 







Non-command 

Quartzite 

0.059 

0.74 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Azizpur 

0806000200784700 

3.032 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.027 

-0.90 

0.120 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.53 

0.021 

0.56 

0.71 


Badli 

0806000200783500 

4.209 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.098 

-0.99 

0.120 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.57 

0.028 

0.56 

0.69 


Bagheri Kalan 

0806000500818600 

3.767 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.007 

0.88 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bagheri Khurd 

0806000300794400 

5.229 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.087 

0.93 

0.120 

0.07 

0.01 

0.00 

0.00 

0.02 

0.27 

0.24 

0.25 

0.014 

0.20 

0.22 







Non-command 

Quartzite 

1.160 

0.93 

0.020 

0.04 

0.01 

0.00 

0.00 

0.02 

0.03 

0.03 

0.14 

0.008 

0.11 

0.12 


Bajhot 

0806000500827900 

4.768 

Fresh 

Non-command 

Non-command 

Quartzite 

2.806 

-0.14 

0.020 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.56 

0.031 

0.28 

0.33 


Ballabhgram 

0806000500827300 

4.085 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.084 

0.79 

0.120 

0.17 

0.01 

0.00 

0.00 

0.00 

0.55 

0.52 

0.62 

0.045 

0.46 

0.49 


Bari 

0806000200784200 

3.805 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.197 

-0.43 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.008 

0.17 

0.21 







Non-command 

Quartzite 

2.072 

-0.43 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.014 

0.29 

0.36 


Basai Balan 

0806000500828200 

2.659 

Fresh 

Non-command 

Non-command 

Quartzite 

0.176 

-0.71 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.002 

0.03 

0.04 


Behroj 

0806000200784800 

16.400 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.628 

-0.73 

0.120 

0.46 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.76 

0.080 

0.40 

0.51 







Non-command 

Quartzite 

0.690 

-0.73 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.005 

0.02 

0.03 


Beraheri 

0806000300794300 

1.741 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.143 

0.93 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.001 

0.04 

0.05 


Bhojpur 

0806000300796500 

0.453 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.293 

-0.71 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.002 

0.36 

0.42 







Non-command 

Quartzite 

0.160 

-0.71 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.20 

0.23 


Bhooriyawas 

0806000800867300 

6.859 

Fresh 

Non-command 

Non-command 

Quartzite 

0.559 

-0.80 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.004 

0.05 

0.06 


Birtoli 

0806000200784100 

2.606 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.257 

-0.22 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.002 

0.05 

0.06 







Non-command 

Quartzite 

1.939 

-0.22 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.013 

0.39 

0.47 


Chakoliya 

0806000200785400 

3.399 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.077 

-0.71 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.007 

0.17 

0.21 







Non-command 

Quartzite 

0.428 

-0.71 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.003 

0.07 

0.08 


Chheend 

0806000800872000 

21.760 

Fresh 

Non-command 

Non-command 

Quartzite 

0.042 

-0.18 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dadarhera 

0806000500827000 

1.358 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.522 

0.83 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.11 

0.006 

0.17 

0.18 


Dantla 

0806000200781100 

1.913 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.708 

0.79 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.25 

0.23 

0.35 

0.012 

0.44 

0.49 


Daulat Nagar Majra 

0806000300795200 

1.611 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.611 

-0.23 

0.120 

0.14 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.53 

0.011 

0.55 

0.65 


Gandhi Nagar 

0806000200778100 

3.513 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.845 

-0.60 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.006 

0.14 

0.17 


Garhi 

0806000200778000 

1.904 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.145 

-0.59 

0.120 

0.13 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.52 

0.008 

0.36 

0.42 


Girwas 

0806000300796300 

2.922 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.747 

-0.33 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.005 

0.13 

0.15 







Non-command 

Quartzite 

1.437 

-0.33 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.010 

0.25 

0.29 


Gurgachka 

0806000300794600 

2.099 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.472 

0.66 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.11 

0.003 

0.12 

0.15 


Hameerpur 

0806000800869400 

17.880 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

-0.46 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

0.118 

-0.46 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.00 

0.00 


Hanspur Kalan 

0806000300796800 

1.062 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.943 

-0.73 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.006 

0.49 

0.58 







Non-command 

Quartzite 

0.119 

-0.73 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.06 

0.07 


Hanspur Khurd 

0806000300796900 

1.604 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.604 

-0.92 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.011 

0.58 

0.69 


Harsoli 

0806000300796400 

13.707 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.958 

-0.43 

0.120 

0.72 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

2.79 

0.079 

0.48 

0.57 







Non-command 

Quartzite 

1.749 

-0.43 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.012 

0.07 

0.08 


Ikrotiya 

0806000200783600 

0.696 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.696 

-0.87 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.005 

0.57 

0.70 


Ismalpur 

0806000500826700 

9.823 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.492 

0.33 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.22 

0.017 

0.07 

0.07 







Non-command 

Quartzite 

3.024 

0.33 

0.020 

0.12 

0.01 

0.00 

0.00 

0.00 

0.13 

0.13 

0.42 

0.034 

0.14 

0.14 


Jatiyana 

0806000300795900 

3.375 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.652 

0.07 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.06 

0.011 

0.23 

0.25 







Non-command 

Quartzite 

0.000 

0.07 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jeelota 

0806000500827800 

6.522 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.742 

-0.10 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.030 

0.20 

0.23 







Non-command 

Quartzite 

2.607 

-0.10 

0.020 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.029 

0.19 

0.22 


Jeendoli 

0806000200784300 

8.338 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.462 

-0.65 

0.120 

0.30 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.12 

0.051 

0.49 

0.62 







Non-command 

Quartzite 

0.836 

-0.65 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.006 

0.06 

0.07 


Jharka 

0806000300794900 

4.314 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.451 

-0.35 

0.120 

0.19 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.73 

0.023 

0.47 

0.56 


Jhiryana 

0806000300795700 

1.531 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.104 

0.51 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.03 

0.007 

0.35 

0.38 







Non-command 

Quartzite 

0.007 

0.51 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kadar Nagar 

0806000200784400 

1.842 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.842 

-0.78 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.013 

0.56 

0.70 


Kali Pahari 

0806000200781800 

2.809 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.776 

-0.76 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.005 

0.16 

0.20 


Kaushalpur 

0806000500818500 

2.805 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.003 

0.88 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khairthal (M) 

0806000540605000 

22.076 

Fresh 

Non-command 

Non-command 

Older Alluvium 

18.092 

0.66 

0.120 

1.23 

0.02 

0.00 

0.00 

0.00 

2.64 

2.43 

1.46 

2.634 

0.39 

0.43 


Khanpur Aheer 

0806000200777700 

3.752 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

-0.21 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khanpur Mewan 

0806000200785000 

1.184 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.264 

-0.20 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.002 

0.12 

0.17 







Non-command 

Quartzite 

0.920 

-0.20 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.006 

0.43 

0.58 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Shahmat Nagar 

0806000400814100 

0.24 

0.21 

(46.91) 

0.17 

0.02 

0.19 

0.07 

0.58 

0.03 

0.0500 

- 

- 

- 

0.050 

0.078 

0.265 

0.013 

0.252 

0.457 

181.78 

Over Exploited 

Shahpur 

0806000300795800 

0.24 

0.05 

(8.85) 

0.04 

- 

0.04 

0.06 

0.53 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.059 

0.003 

0.056 

0.075 

134.22 

Over Exploited 

Tahnoli 

0806000500823200 

0.24 

0.22 

- 

0.22 

0.00 

0.22 

0.06 

0.50 

0.03 

0.0100 

- 

- 

0.001 

0.011 

0.040 

0.258 

0.026 

0.232 

0.328 

141.18 

Over Exploited 

Tanka Heri 

0806000500822400 

0.24 

0.10 

- 

0.10 

0.00 

0.10 

0.06 

0.50 

0.01 

0.0100 

- 

- 

0.001 

0.011 

0.023 

0.123 

0.012 

0.111 

0.183 

165.76 

Over Exploited 

Tarwala 

0806000500820900 

0.24 

0.18 

(26.88) 

0.15 

0.01 

0.16 

0.04 

0.38 

0.02 

0.0200 

- 

- 

0.001 

0.021 

0.045 

0.204 

0.010 

0.194 

0.452 

233.49 

Over Exploited 



0.06 

0.00 

832.65 

0.01 

- 

0.01 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.139 

2,510.91 

Over Exploited 

Teehli 

0806000400814300 

0.24 

0.29 

(79.27) 

0.23 

0.01 

0.25 

0.07 

0.60 

0.04 

0.0300 

- 

- 

0.002 

0.032 

0.071 

0.316 

0.016 

0.300 

0.290 

96.63 

Critical 

Tehatra 

0806000500826800 

0.24 

0.15 

22.92 

0.18 

0.00 

0.18 

0.05 

0.40 

0.02 

- 

- 

- 

0.001 

0.001 

0.021 

0.198 

0.010 

0.188 

0.139 

73.97 

Semi Critical 



0.06 

0.00 

623.09 

0.00 

- 

0.00 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.034 

1,240.44 

Over Exploited 

Tohri 

0806000500820300 

0.24 

0.21 

(30.22) 

0.17 

0.01 

0.18 

0.06 

0.50 

0.03 

0.0300 

- 

- 

0.001 

0.031 

0.059 

0.239 

0.012 

0.227 

0.329 

144.74 

Over Exploited 

Udaipur 

0806000400811100 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.030 

5,781.72 

Over Exploited 

Agwani 

0806000200784000 

0.24 

0.32 

(2.70) 

0.31 

- 

0.31 

0.06 

0.52 

0.04 

0.0100 

- 

- 

- 

0.010 

0.055 

0.370 

0.018 

0.351 

0.347 

98.90 

Critical 



0.08 

0.00 

1,789.28 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Azizpur 

0806000200784700 

0.24 

0.41 

- 

0.41 

0.01 

0.42 

0.08 

0.64 

0.06 

0.0200 

- 

- 

- 

0.020 

0.081 

0.498 

0.050 

0.448 

0.555 

123.72 

Over Exploited 

Badli 

0806000200783500 

0.24 

0.55 

- 

0.55 

0.01 

0.56 

0.08 

0.64 

0.08 

0.0200 

- 

- 

- 

0.020 

0.104 

0.660 

0.066 

0.594 

0.598 

100.67 

Over Exploited 

Bagheri Kalan 

0806000500818600 

0.24 

0.00 

44,830.85 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bagheri Khurd 

0806000300794400 

0.24 

0.10 

142.43 

0.12 

0.03 

0.15 

0.03 

0.23 

0.01 

0.0300 

- 

- 

0.034 

0.064 

0.077 

0.229 

0.011 

0.217 

0.262 

120.48 

Over Exploited 



0.06 

0.01 

253.69 

0.01 

0.03 

0.04 

0.02 

0.13 

0.00 

0.0200 

- 

- 

0.032 

0.052 

0.053 

0.093 

0.005 

0.088 

0.148 

166.95 

Over Exploited 

Bajhot 

0806000500827900 

0.06 

0.05 

- 

0.05 

0.01 

0.06 

0.04 

0.32 

0.01 

0.0200 

- 

- 

- 

0.020 

0.026 

0.083 

0.008 

0.074 

0.595 

800.40 

Over Exploited 

Ballabhgram 

0806000500827300 

0.24 

0.45 

14.76 

0.52 

0.01 

0.53 

0.06 

0.52 

0.06 

0.0200 

- 

- 

0.000 

0.020 

0.080 

0.607 

0.030 

0.577 

0.664 

115.22 

Over Exploited 

Bari 

0806000200784200 

0.24 

0.05 

- 

0.05 

- 

0.05 

0.02 

0.19 

0.01 

- 

- 

- 

- 

- 

0.007 

0.056 

0.006 

0.050 

0.128 

255.89 

Over Exploited 



0.08 

0.05 

- 

0.05 

- 

0.05 

0.04 

0.34 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.064 

0.006 

0.058 

0.182 

315.27 

Over Exploited 

Basai Balan 

0806000500828200 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.027 

7,465.20 

Over Exploited 

Behroj 

0806000200784800 

0.24 

1.07 

- 

1.07 

0.02 

1.09 

0.06 

0.45 

0.16 

0.0700 

- 

- 

- 

0.070 

0.228 

1.316 

0.132 

1.184 

1.843 

155.62 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.086 

7,672.74 

Over Exploited 

Beraheri 

0806000300794300 

0.24 

0.00 

1,286.24 

0.00 

0.00 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

0.003 

0.003 

0.004 

0.008 

0.000 

0.007 

0.033 

455.11 

Over Exploited 

Bhojpur 

0806000300796500 

0.24 

0.03 

- 

0.03 

- 

0.03 

0.05 

0.41 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.039 

0.004 

0.035 

0.048 

137.42 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.03 

0.22 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.012 

622.30 

Over Exploited 

Bhooriyawas 

0806000800867300 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.041 

2,963.01 

Over Exploited 

Birtoli 

0806000200784100 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.003 

0.034 

1,031.40 

Over Exploited 



0.08 

0.06 

- 

0.06 

- 

0.06 

0.06 

0.45 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.079 

0.008 

0.071 

0.179 

251.93 

Over Exploited 

Chakoliya 

0806000200785400 

0.24 

0.04 

- 

0.04 

- 

0.04 

0.02 

0.19 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.059 

0.006 

0.053 

0.262 

491.66 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.092 

3,935.55 

Over Exploited 

Chheend 

0806000800872000 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dadarhera 

0806000500827000 

0.24 

0.02 

271.92 

0.03 

0.00 

0.03 

0.02 

0.19 

0.00 

- 

- 

- 

0.000 

0.000 

0.003 

0.029 

0.001 

0.027 

0.119 

434.15 

Over Exploited 

Dantla 

0806000200781100 

0.24 

0.18 

23,284.15 

0.21 

- 

0.21 

0.06 

0.50 

0.02 

0.0100 

- 

- 

- 

0.010 

0.034 

0.245 

0.012 

0.233 

0.360 

154.51 

Over Exploited 

Daulat Nagar Maj'ra 

0806000300795200 

0.24 

0.21 

- 

0.21 

0.02 

0.23 

0.08 

0.63 

0.03 

0.0600 

- 

- 

0.000 

0.060 

0.092 

0.326 

0.033 

0.293 

0.537 

182.98 

Over Exploited 

Gandhi Nagar 

0806000200778100 

0.24 

0.03 

- 

0.03 

0.01 

0.04 

0.02 

0.16 

0.00 

0.0300 

- 

- 

0.001 

0.031 

0.035 

0.074 

0.007 

0.067 

0.287 

428.36 

Over Exploited 

Garhi 

0806000200778000 

0.24 

0.10 

- 

0.10 

0.02 

0.12 

0.05 

0.41 

0.01 

0.0600 

- 

- 

0.001 

0.061 

0.076 

0.194 

0.019 

0.175 

0.532 

304.16 

Over Exploited 

Girwas 

0806000300796300 

0.24 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.15 

0.00 

- 

- 

- 

- 

- 

0.003 

0.027 

0.003 

0.024 

0.041 

168.41 

Over Exploited 



0.06 

0.02 

- 

0.02 

- 

0.02 

0.04 

0.29 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.035 

0.003 

0.031 

0.066 

209.91 

Over Exploited 

Gurgachka 

0806000300794600 

0.24 

0.01 

289.18 

0.02 

0.00 

0.02 

0.02 

0.14 

0.00 

0.0100 

- 

- 

0.005 

0.015 

0.016 

0.036 

0.002 

0.034 

0.111 

325.86 

Over Exploited 

Hameerpur 

0806000800869400 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.015 

######### 

Over Exploited 

Hanspur Kalan 

0806000300796800 

0.24 

0.11 

- 

0.11 

0.01 

0.12 

0.07 

0.57 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.148 

0.015 

0.133 

0.251 

188.26 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.023 

4,955.09 

Over Exploited 

Hanspur Khurd 

0806000300796900 

0.24 

0.22 

- 

0.22 

0.01 

0.23 

0.09 

0.67 

0.03 

0.0100 

- 

- 

0.002 

0.012 

0.046 

0.280 

0.028 

0.252 

0.285 

113.08 

Over Exploited 

Harsoli 

0806000300796400 

0.24 

1.39 

- 

1.39 

0.10 

1.49 

0.07 

0.56 

0.21 

0.3100 

- 

- 

0.005 

0.315 

0.520 

2.011 

0.201 

1.810 

2.873 

158.75 

Over Exploited 



0.06 

0.00 

- 

0.00 

0.01 

0.02 

0.01 

0.08 

0.00 

0.0500 

- 

- 

0.003 

0.053 

0.054 

0.071 

0.007 

0.064 

0.422 

662.82 

Over Exploited 

Ikrotiya 

0806000200783600 

0.24 

0.10 

- 

0.10 

- 

0.10 

0.09 

0.66 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.120 

0.012 

0.108 

0.141 

130.87 

Over Exploited 

Ismalpur 

0806000500826700 

0.24 

0.02 

369.97 

0.03 

- 

0.03 

0.01 

0.08 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.042 

0.002 

0.040 

0.238 

590.29 

Over Exploited 



0.06 

0.02 

400.16 

0.03 

0.01 

0.04 

0.02 

0.16 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.063 

0.003 

0.060 

0.453 

753.12 

Over Exploited 

Jatiyana 

0806000300795900 

0.24 

0.09 

(66.24) 

0.07 

0.00 

0.07 

0.03 

0.26 

0.01 

0.0100 

- 

- 

0.002 

0.012 

0.024 

0.099 

0.005 

0.094 

0.068 

72.05 

Semi Critical 



0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jeelota 

0806000500827800 

0.24 

0.13 

- 

0.13 

0.01 

0.14 

0.03 

0.23 

0.02 

0.0200 

- 

- 

- 

0.020 

0.037 

0.179 

0.018 

0.161 

0.440 

273.98 

Over Exploited 



0.06 

0.03 

- 

0.03 

- 

0.03 

0.03 

0.21 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.044 

0.004 

0.039 

0.390 

994.23 

Over Exploited 

Jeendoli 

0806000200784300 

0.24 

0.88 

- 

0.88 

0.01 

0.89 

0.07 

0.57 

0.13 

0.0400 

- 

- 

- 

0.040 

0.170 

1.065 

0.106 

0.958 

1.175 

122.68 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.116 

3,030.78 

Over Exploited 

Jharka 

0806000300794900 

0.24 

0.39 

- 

0.39 

0.03 

0.42 

0.07 

0.54 

0.06 

0.0800 

- 

- 

0.002 

0.082 

0.140 

0.558 

0.056 

0.502 

0.754 

150.19 

Over Exploited 

Jhiryana 

0806000300795700 

0.24 

0.09 

(23.25) 

0.07 

- 

0.07 

0.05 

0.40 

0.01 

- 

- 

- 

- 

- 

0.013 

0.087 

0.004 

0.083 

0.032 

39.11 

Safe 



0.06 

0.00 

10,623.98 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kadar Nagar 

0806000200784400 

0.24 

0.25 

- 

0.25 

- 

0.25 

0.08 

0.65 

0.04 

0.0100 

- 

- 

- 

0.010 

0.047 

0.295 

0.030 

0.266 

0.401 

150.83 

Over Exploited 

Kali Pahari 

0806000200781800 

0.24 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.19 

0.00 

0.0100 

- 

- 

- 

0.010 

0.015 

0.045 

0.004 

0.040 

0.260 

649.08 

Over Exploited 

Kaushalpur 

0806000500818500 

0.24 

0.00 

90,163.23 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khairthal (M) 

0806000540605000 

0.24 

1.71 

44,628.91 

2.05 

0.02 

2.07 

0.05 

0.45 

0.23 

0.0500 

- 

- 

- 

0.050 

0.284 

2.351 

0.118 

2.234 

4.091 

183.17 

Over Exploited 

Khanpur Aheer 

0806000200777700 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khanpur Mewan 

0806000200785000 

0.24 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.14 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.001 

0.008 

0.044 

542.70 

Over Exploited 



0.08 

0.03 

- 

0.03 

0.00 

0.03 

0.06 

0.49 

0.00 

- 

- 

- 

0.001 

0.001 

0.005 

0.038 

0.004 

0.034 

0.125 

368.48 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Khareta 

080600020078510C 

6.710 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.859 

-0.39 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.027 

0.32 

0.42 







Non-command 

Quartzite 

2.075 

-0.39 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.014 

0.17 

0.23 


Kharola 

080600030079700C 

1.393 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.393 

-0.31 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.009 

0.55 

0.65 


Kherla 

080600050082690C 

1.125 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.106 

0.55 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.04 

0.04 


Khushalwas 

080600020078450C 

1.037 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.037 

-0.88 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.007 

0.57 

0.70 


Kishorpura 

080600080086740C 

5.784 

Fresh 

Non-command 

Non-command 

Quartzite 

0.062 

-0.62 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Koompur 

080600030079510C 

2.695 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.694 

0.14 

0.120 

0.12 

0.02 

0.00 

0.00 

0.00 

0.14 

0.12 

0.45 

0.018 

0.56 

0.66 


Mandha 

0806000200777800 

2.874 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.414 

-0.46 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.003 

0.08 

0.10 


Mator 

0806000200783900 

9.456 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.836 

0.23 

0.120 

0.27 

0.01 

0.00 

0.00 

0.00 

0.39 

0.33 

1.05 

0.033 

0.27 

0.31 







Non-command 

Quartzite 

3.899 

0.23 

0.020 

0.19 

0.01 

0.00 

0.00 

0.00 

0.20 

0.17 

0.72 

0.027 

0.22 

0.25 


Menpur 

0806000200780200 

11.549 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.314 

-0.64 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.023 

0.17 

0.20 


Mirzapur 

0806000300795000 

2.430 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.203 

-0.24 

0.120 

0.15 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.58 

0.015 

0.52 

0.62 


Mohammadpur 

0806000200780800 

3.314 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.314 

-0.98 

0.120 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.48 

0.023 

0.59 

0.70 


Moonpur Mewan 

0806000300795300 

0.860 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.860 

0.43 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.08 

0.07 

0.21 

0.006 

0.54 

0.63 


Mundawar 

0806000200778200 

20.378 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.301 

-0.68 

0.120 

0.23 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.83 

0.071 

0.30 

0.36 


Nangal Baola 

0806000200781500 

1.607 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.607 

-0.89 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.011 

0.57 

0.70 


Nangal Maujiya 

0806000500822700 

1.906 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.78 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nangal Santokara 

0806000200780900 

1.307 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.307 

-0.48 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.009 

0.55 

0.64 


Nangal Singal 

0806000200784900 

2.098 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.499 

-0.27 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.010 

0.40 

0.54 







Non-command 

Quartzite 

0.155 

-0.27 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.04 

0.06 


Nangali Ojha 

0806000200781300 

3.292 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.292 

-0.07 

0.120 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.63 

0.023 

0.55 

0.66 


Nangla Doongar 

0806000500827100 

3.494 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.171 

0.78 

0.120 

0.17 

0.01 

0.00 

0.00 

0.00 

0.46 

0.44 

0.63 

0.035 

0.41 

0.42 


Nangli Janardar 

0806000500827700 

1.748 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.112 

-0.15 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.03 

0.03 







Non-command 

Quartzite 

0.000 

-0.15 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nangli Jatan 

0806000300796700 

0.888 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.888 

-1.00 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.006 

0.59 

0.70 


Nangli Khaleel 

0806000500828000 

5.041 

Fresh 

Non-command 

Non-command 

Quartzite 

0.024 

-0.20 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nangli Mewan 

0806000500820400 

1.251 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.234 

0.31 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.003 

0.09 

0.09 


Naredi 

0806000200783700 

2.069 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.069 

-0.63 

0.120 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.51 

0.014 

0.56 

0.69 


Nimbhera 

0806000500827400 

2.613 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.108 

0.68 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.27 

0.25 

0.38 

0.023 

0.38 

0.42 







Non-command 

Quartzite 

0.377 

0.68 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.07 

0.004 

0.07 

0.07 


Pataliya 

0806000300796600 

4.429 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.429 

-0.95 

0.120 

0.24 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.92 

0.029 

0.59 

0.70 


Patan Mewan 

0806000500827200 

1.756 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.054 

0.63 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

0.18 

0.17 

0.44 

0.012 

0.28 

0.29 







Non-command 

Quartzite 

0.341 

0.63 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.14 

0.004 

0.09 

0.10 


Pehal 

0806000200780700 

15.018 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.725 

-0.78 

0.120 

0.66 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.53 

0.095 

0.53 

0.64 


Raipur 

0806000200781600 

1.952 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.937 

-0.96 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.013 

0.58 

0.70 


Raipur Jatan 

0806000300794800 

3.483 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.747 

0.23 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.04 

0.14 

0.005 

0.12 

0.15 


Ramnagar 

0806000300796000 

1.244 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.351 

-0.22 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.14 

0.15 







Non-command 

Quartzite 

0.211 

-0.22 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.08 

0.09 


Ranoth 

0806000200781700 

4.544 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.410 

-0.89 

0.120 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.73 

0.023 

0.44 

0.53 


Rasgan 

0806000200781000 

11.342 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.342 

-0.47 

0.120 

0.68 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.61 

0.078 

0.57 

0.68 


Rata Khurd 

0806000500828100 

5.364 

Fresh 

Non-command 

Non-command 

Quartzite 

0.145 

-0.28 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.002 

0.01 

0.02 


Renagiri 

0806000200780600 

4.636 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.253 

-0.90 

0.120 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.59 

0.029 

0.54 

0.65 


Rundh 

0806000200784600 

1.883 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.799 

-0.96 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.012 

0.54 

0.68 


Rundh Shahpur 

0806000700846000 

31.645 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.335 

-0.12 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.007 

0.02 

0.03 







Non-command 

Quartzite 

3.779 

-0.12 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.020 

0.07 

0.09 


Sabalgarh 

0806000200780400 

6.464 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.636 

-0.75 

0.120 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.71 

0.039 

0.51 

0.62 


Salkhar 

0806000300794500 

2.765 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.565 

0.80 

0.120 

0.12 

0.02 

0.00 

0.00 

0.03 

0.31 

0.27 

0.47 

0.017 

0.49 

0.57 







Non-command 

Quartzite 

0.197 

0.80 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.001 

0.04 

0.04 


Shahpur 

0806000200781200 

1.199 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.101 

0.55 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.12 

0.008 

0.48 

0.55 


Shorwa 

0806000300795400 

1.756 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.018 

0.22 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.05 

0.15 

0.007 

0.30 

0.35 







Non-command 

Quartzite 

0.738 

0.22 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.10 

0.005 

0.22 

0.25 


Shreekrishan Nagar 

0806000200780300 

4.223 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.707 

-0.67 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.012 

0.24 

0.29 


Shyamaka 

0806000500827600 

2.585 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.019 

0.47 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.17 

0.16 

0.23 

0.022 

0.36 

0.38 


Shyopur 

0806000200780500 

2.342 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.339 

-0.90 

0.120 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.68 

0.016 

0.59 

0.71 


Siwana 

0806000500827500 

7.802 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.100 

0.24 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.04 

0.012 

0.07 

0.08 







Non-command 

Quartzite 

0.356 

0.24 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.02 

0.02 


Sorkha Kalan 

0806000200785300 

7.497 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.856 

-0.68 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.013 

0.13 

0.17 







Non-command 

Quartzite 

3.932 

-0.68 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.027 

0.28 

0.36 


Sorkha Khurd 

0806000200783800 

1.996 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.996 

-0.31 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.014 

0.55 

0.66 


Suheta 

0806000200785200 

5.405 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.286 

-0.51 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.009 

0.13 

0.17 







Non-command 

Quartzite 

1.298 

-0.51 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.009 

0.13 

0.17 


Sukhman Heri 

0806000200781400 

3.165 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.165 

-0.59 

0.120 

0.21 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.82 

0.022 

0.57 

0.69 


Tatarpur 

0806000200783400 

18.195 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.831 

-0.97 

0.120 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.69 

0.026 

0.12 

0.15 







Non-command 

Quartzite 

1.281 

-0.97 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.009 

0.04 

0.05 


Tinkiruri 

0806000200777900 

4.038 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.038 

-0.55 

0.120 

0.17 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.63 

0.028 

0.59 

0.70 

06001012 

Ajmeripura 

0806000100767300 

3.139 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.484 

0.15 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.31 

0.004 

0.08 

0.13 


Anat Pura 

0806000800874200 

1.636 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.636 

0.21 

0.120 

0.16 

0.01 

0.00 

0.00 

0.00 

0.19 

0.17 

0.63 

0.011 

0.59 

0.68 


Auspur 

0806000800870100 

2.118 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.118 

-0.32 

0.120 

0.12 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.014 

0.59 

0.68 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Khareta 

0806000200785100 

0.24 

0.30 

- 

0.30 

- 

0.30 

0.05 

0.36 

0.04 

0.0100 

- 

- 

- 

0.010 

0.052 

0.347 

0.035 

0.313 

0.273 

87.20 

Semi Critical 



0.08 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.20 

0.00 

- 

- 

- 

- 

- 

0.004 

0.032 

0.003 

0.029 

0.133 

461.64 

Over Exploited 

Kharola 

0806000300797000 

0.24 

0.18 

- 

0.18 

- 

0.18 

0.08 

0.63 

0.03 

0.0100 

- 

- 

- 

0.010 

0.037 

0.222 

0.022 

0.200 

0.276 

138.34 

Over Exploited 

Kherla 

0806000500826900 

0.24 

0.00 

552.95 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

87.89 

Semi Critical 

Khushalwas 

0806000200784500 

0.24 

0.14 

- 

0.14 

- 

0.14 

0.09 

0.65 

0.02 

0.0100 

- 

- 

- 

0.010 

0.031 

0.172 

0.017 

0.155 

0.351 

226.91 

Over Exploited 

Kishorpura 

0806000800867400 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Koompur 

0806000300795100 

0.24 

0.36 

(66.19) 

0.29 

0.02 

0.31 

0.08 

0.64 

0.05 

0.0500 

- 

- 

0.001 

0.051 

0.104 

0.412 

0.021 

0.391 

0.468 

119.51 

Over Exploited 

Mandha 

0806000200777800 

0.24 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.020 

0.002 

0.018 

0.110 

618.66 

Over Exploited 

Mator 

0806000200783900 

0.24 

0.31 

7.77 

0.33 

0.01 

0.34 

0.04 

0.31 

0.04 

0.0400 

- 

- 

- 

0.040 

0.085 

0.429 

0.021 

0.407 

1.081 

265.36 

Over Exploited 



0.08 

0.07 

150.44 

0.08 

0.01 

0.09 

0.03 

0.25 

0.01 

0.0300 

- 

- 

- 

0.030 

0.040 

0.130 

0.007 

0.124 

0.750 

605.57 

Over Exploited 

Menpur 

0806000200780200 

0.24 

0.13 

- 

0.13 

- 

0.13 

0.03 

0.19 

0.02 

0.0100 

- 

- 

- 

0.010 

0.030 

0.162 

0.016 

0.146 

0.239 

163.91 

Over Exploited 

Mirzapur 

0806000300795000 

0.24 

0.28 

- 

0.28 

0.02 

0.30 

0.08 

0.60 

0.04 

0.0600 

- 

- 

0.001 

0.061 

0.103 

0.399 

0.040 

0.359 

0.591 

164.47 

Over Exploited 

Mohammadpur 

0806000200780800 

0.24 

0.47 

- 

0.47 

0.01 

0.48 

0.09 

0.68 

0.07 

0.0200 

- 

- 

0.001 

0.021 

0.093 

0.571 

0.057 

0.514 

0.502 

97.62 

Critical 

Moonpur Mewan 

0806000300795300 

0.24 

0.11 

(35.02) 

0.09 

0.01 

0.10 

0.08 

0.61 

0.02 

0.0200 

- 

- 

- 

0.020 

0.036 

0.135 

0.007 

0.128 

0.211 

164.60 

Over Exploited 

Mundawar 

0806000200778200 

0.24 

0.74 

- 

0.74 

0.01 

0.75 

0.05 

0.34 

0.11 

0.0300 

- 

- 

- 

0.030 

0.143 

0.892 

0.089 

0.802 

0.901 

112.28 

Over Exploited 

Nangal Baola 

0806000200781500 

0.24 

0.22 

- 

0.22 

0.01 

0.23 

0.09 

0.66 

0.03 

0.0200 

- 

- 

0.001 

0.021 

0.054 

0.287 

0.029 

0.258 

0.460 

178.33 

Over Exploited 

Nangal Maujiya 

0806000500822700 

0.24 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nangal Santokara 

0806000200780900 

0.24 

0.17 

- 

0.17 

- 

0.17 

0.08 

0.63 

0.03 

0.0100 

- 

- 

- 

0.010 

0.035 

0.206 

0.021 

0.186 

0.358 

192.71 

Over Exploited 

Nangal Singal 

0806000200784900 

0.24 

0.14 

- 

0.14 

- 

0.14 

0.06 

0.45 

0.02 

- 

- 

- 

- 

- 

0.020 

0.163 

0.016 

0.147 

0.108 

73.65 

Semi Critical 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.009 

1,726.40 

Over Exploited 

Nangali Ojha 

0806000200781300 

0.24 

0.44 

- 

0.44 

0.01 

0.45 

0.08 

0.64 

0.06 

0.0200 

- 

- 

0.002 

0.022 

0.087 

0.535 

0.054 

0.482 

0.648 

134.43 

Over Exploited 

Nangla Doongar 

0806000500827100 

0.24 

0.31 

42.87 

0.37 

0.01 

0.38 

0.05 

0.46 

0.04 

0.0200 

- 

- 

0.000 

0.020 

0.061 

0.443 

0.022 

0.421 

0.666 

158.32 

Over Exploited 

Nangli Janardar 

0806000500827700 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

148.33 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nangli Jatan 

0806000300796700 

0.24 

0.13 

- 

0.13 

0.00 

0.13 

0.09 

0.68 

0.02 

0.0100 

- 

- 

0.000 

0.010 

0.030 

0.155 

0.016 

0.140 

0.262 

187.58 

Over Exploited 

Nangli Khaleel 

0806000500828000 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nangli Mewan 

0806000500820400 

0.24 

0.00 

269.26 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.025 

402.74 

Over Exploited 

Naredi 

0806000200783700 

0.24 

0.28 

- 

0.28 

0.01 

0.29 

0.08 

0.65 

0.04 

0.0200 

- 

- 

- 

0.020 

0.062 

0.352 

0.035 

0.317 

0.528 

166.74 

Over Exploited 

Nimbhera 

0806000500827400 

0.24 

0.19 

28.84 

0.23 

- 

0.23 

0.05 

0.43 

0.03 

0.0100 

- 

- 

- 

0.010 

0.036 

0.267 

0.013 

0.254 

0.405 

159.85 

Over Exploited 



0.06 

0.00 

1,391.10 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.070 

3,603.29 

Over Exploited 

Pataliya 

0806000300796600 

0.24 

0.62 

- 

0.62 

0.01 

0.64 

0.09 

0.68 

0.09 

0.0300 

- 

- 

0.004 

0.034 

0.128 

0.763 

0.076 

0.687 

0.944 

137.43 

Over Exploited 

Patan Mewan 

0806000500827200 

0.24 

0.07 

140.62 

0.08 

0.01 

0.09 

0.04 

0.31 

0.01 

0.0200 

- 

- 

- 

0.020 

0.029 

0.123 

0.006 

0.117 

0.456 

390.55 

Over Exploited 



0.06 

0.00 

2,128.47 

0.00 

- 

0.00 

0.01 

0.10 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.012 

0.147 

1,249.09 

Over Exploited 

Pehal 

0806000200780700 

0.24 

1.76 

- 

1.76 

0.03 

1.79 

0.08 

0.62 

0.27 

0.0900 

- 

- 

- 

0.090 

0.358 

2.148 

0.215 

1.933 

2.620 

135.49 

Over Exploited 

Raipur 

0806000200781600 

0.24 

0.27 

- 

0.27 

- 

0.27 

0.09 

0.66 

0.04 

0.0100 

- 

- 

- 

0.010 

0.051 

0.318 

0.032 

0.287 

0.403 

140.76 

Over Exploited 

Raipur Jatan 

0806000300794800 

0.24 

0.02 

90.64 

0.03 

0.01 

0.04 

0.02 

0.14 

0.00 

0.0200 

- 

- 

0.000 

0.020 

0.024 

0.060 

0.003 

0.057 

0.145 

254.20 

Over Exploited 

Ramnagar 

0806000300796000 

0.24 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.16 

0.00 

- 

- 

- 

- 

- 

0.002 

0.013 

0.001 

0.012 

0.013 

111.69 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.012 

1,143.27 

Over Exploited 

Ranoth 

0806000200781700 

0.24 

0.36 

- 

0.36 

0.01 

0.37 

0.07 

0.50 

0.05 

0.0300 

- 

- 

- 

0.030 

0.085 

0.451 

0.045 

0.406 

0.756 

186.27 

Over Exploited 

Rasgan 

0806000200781000 

0.24 

1.55 

- 

1.55 

0.03 

1.59 

0.09 

0.66 

0.23 

0.1000 

- 

- 

0.005 

0.105 

0.339 

1.924 

0.192 

1.731 

2.687 

155.20 

Over Exploited 

Rata Khurd 

0806000500828100 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.019 

14,723.73 

Over Exploited 

Renagiri 

0806000200780600 

0.24 

0.55 

- 

0.55 

0.01 

0.56 

0.08 

0.62 

0.08 

0.0200 

- 

- 

- 

0.020 

0.104 

0.668 

0.067 

0.601 

0.615 

102.40 

Over Exploited 

Rundh 

0806000200784600 

0.24 

0.23 

- 

0.23 

0.01 

0.24 

0.08 

0.62 

0.04 

0.0200 

- 

- 

- 

0.020 

0.055 

0.298 

0.030 

0.268 

0.468 

174.50 

Over Exploited 

Rundh Shahpur 

0806000700846000 

0.25 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.001 

0.006 

0.007 

109.46 

Over Exploited 



0.12 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.004 

0.033 

0.003 

0.029 

0.032 

108.57 

Over Exploited 

Sabalgarh 

0806000200780400 

0.24 

0.69 

- 

0.69 

0.01 

0.70 

0.08 

0.59 

0.11 

0.0300 

- 

- 

- 

0.030 

0.135 

0.833 

0.083 

0.750 

0.746 

99.46 

Critical 

Salkhar 

0806000300794500 

0.24 

0.30 

(11.16) 

0.27 

0.05 

0.32 

0.07 

0.56 

0.04 

0.0500 

- 

- 

0.050 

0.100 

0.144 

0.465 

0.023 

0.442 

0.485 

109.81 

Over Exploited 



0.06 

0.00 

2,199.66 

0.00 

0.00 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

0.002 

0.002 

0.002 

0.004 

0.000 

0.004 

0.033 

926.81 

Over Exploited 

Shahpur 

0806000200781200 

0.24 

0.13 

34,164.07 

0.10 

- 

0.10 

0.07 

0.55 

0.02 

- 

- 

- 

- 

- 

0.018 

0.119 

0.006 

0.113 

0.125 

110.31 

Over Exploited 

Shorwa 

0806000300795400 

0.24 

0.07 

(34.16) 

0.06 

0.01 

0.07 

0.04 

0.35 

0.01 

0.0200 

- 

- 

0.001 

0.021 

0.032 

0.102 

0.005 

0.097 

0.161 

166.21 

Over Exploited 



0.06 

0.01 

196.66 

0.01 

- 

0.01 

0.03 

0.25 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.023 

0.001 

0.022 

0.102 

464.52 

Over Exploited 

Shreekrishan Nagar 

0806000200780300 

0.24 

0.10 

- 

0.10 

- 

0.10 

0.04 

0.27 

0.01 

0.0100 

- 

- 

- 

0.010 

0.025 

0.122 

0.012 

0.110 

0.358 

326.29 

Over Exploited 

Shyamaka 

0806000500827600 

0.24 

0.17 

(5.83) 

0.16 

- 

0.16 

0.05 

0.40 

0.02 

0.0100 

- 

- 

- 

0.010 

0.033 

0.195 

0.010 

0.186 

0.250 

134.98 

Over Exploited 

Shyopur 

0806000200780500 

0.24 

0.33 

- 

0.33 

0.01 

0.34 

0.09 

0.68 

0.05 

0.0300 

- 

- 

- 

0.030 

0.081 

0.422 

0.042 

0.380 

0.698 

183.87 

Over Exploited 

Siwana 

0806000500827500 

0.24 

0.02 

105.84 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.002 

0.024 

0.001 

0.023 

0.055 

241.97 

Over Exploited 



0.06 

0.00 

5,498.12 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.004 

1,096.18 

Over Exploited 

Sorkha Kalan 

0806000200785300 

0.24 

0.06 

- 

0.06 

- 

0.06 

0.02 

0.15 

0.01 

- 

- 

- 

- 

- 

0.009 

0.068 

0.007 

0.062 

0.116 

188.22 

Over Exploited 



0.08 

0.09 

- 

0.09 

- 

0.09 

0.04 

0.33 

0.01 

0.0100 

- 

- 

- 

0.010 

0.023 

0.112 

0.011 

0.100 

0.213 

212.29 

Over Exploited 

Sorkha Khurd 

0806000200783800 

0.24 

0.26 

- 

0.26 

- 

0.26 

0.08 

0.63 

0.04 

0.0100 

- 

- 

- 

0.010 

0.049 

0.312 

0.031 

0.281 

0.325 

115.61 

Over Exploited 

Suheta 

0806000200785200 

0.24 

0.04 

- 

0.04 

- 

0.04 

0.02 

0.15 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.056 

0.006 

0.050 

0.209 

415.20 

Over Exploited 



0.08 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.15 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.024 

0.002 

0.022 

0.172 

783.24 

Over Exploited 

Sukhman Heri 

0806000200781400 

0.24 

0.43 

- 

0.43 

0.01 

0.44 

0.09 

0.66 

0.07 

0.0300 

- 

- 

0.001 

0.031 

0.096 

0.540 

0.054 

0.486 

0.846 

174.03 

Over Exploited 

Tatarpur 

0806000200783400 

0.24 

0.11 

- 

0.11 

0.01 

0.12 

0.02 

0.14 

0.02 

0.0300 

- 

- 

- 

0.030 

0.047 

0.166 

0.017 

0.150 

0.714 

477.39 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.014 

0.001 

0.013 

0.206 

1,577.40 

Over Exploited 

Tinkiruri 

0806000200777900 

0.24 

0.57 

- 

0.57 

0.02 

0.59 

0.09 

0.68 

0.09 

0.0700 

- 

- 

0.003 

0.073 

0.160 

0.753 

0.075 

0.677 

0.654 

96.52 

Critical 

Ajmeripura 

0806000100767300 

0.24 

0.01 

474.96 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.023 

0.001 

0.022 

0.314 

1,451.14 

Over Exploited 

Anat Pura 

0806000800874200 

0.24 

0.23 

(28.52) 

0.19 

0.01 

0.20 

0.08 

0.67 

0.03 

0.0700 

- 

- 

- 

0.070 

0.102 

0.297 

0.015 

0.282 

0.642 

227.57 

Over Exploited 

Auspur 

0806000800870100 

0.24 

0.30 

- 

0.30 

0.02 

0.32 

0.08 

0.67 

0.04 

0.0500 

- 

- 

- 

0.050 

0.091 

0.410 

0.041 

0.369 

0.460 

124.57 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Babariya 

080600080086610C 

13.487 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.487 

-0.42 

0.120 

0.59 

0.03 

0.00 

0.00 

0.15 

0.00 

0.00 

2.25 

0.089 

0.54 

0.74 


Babera 

0806000800870700 

5.642 

Fresh 

Non-command 

Non-command 

Quartzite 

0.212 

-0.54 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.001 

0.02 

0.03 


Baberi 

0806000800866000 

9.273 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.149 

-0.44 

0.120 

0.46 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.74 

0.060 

0.52 

0.68 







Non-command 

Quartzite 

0.124 

-0.44 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 


Badheen 

0806000200782600 

2.066 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.066 

0.00 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.38 

0.014 

0.51 

0.86 


Balawas 

0806000800871500 

3.541 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.541 

-0.34 

0.120 

0.33 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.30 

0.023 

0.59 

0.68 


Barh Bhaosingh 

0806000800872800 

2.287 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.287 

-0.40 

0.120 

0.25 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.98 

0.015 

0.59 

0.68 


Barh Dhoondhala 

0806000800872900 

2.021 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.021 

-0.46 

0.120 

0.15 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.58 

0.013 

0.59 

0.68 


Barh Purohit 

0806000800872700 

0.274 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.274 

-0.40 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.002 

0.59 

0.68 


Barh Thegoowas 

0806000800873900 

4.649 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.649 

-0.30 

0.120 

0.39 

0.06 

0.00 

0.00 

0.02 

0.00 

0.00 

1.51 

0.031 

0.59 

0.68 


Basai Chauhan 

0806000800865800 

3.330 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.330 

-0.30 

0.120 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.76 

0.022 

0.52 

0.80 


Bhaggoo Ka Bas 

0806000800866400 

1.698 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.698 

-0.37 

0.120 

0.28 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

1.10 

0.011 

0.54 

0.79 


Bhajanawas 

0806000200782500 

1.236 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.236 

-0.36 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.009 

0.51 

0.86 


Bheriwas 

0806000800865600 

3.416 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.415 

-0.40 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.47 

0.022 

0.52 

0.72 


Bhoopsera 

0806000800869800 

6.315 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.315 

-0.32 

0.120 

0.43 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.66 

0.042 

0.59 

0.68 


Bhoori Doongri 

0806000800870900 

1.238 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.436 

-0.48 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.003 

0.19 

0.25 







Non-command 

Quartzite 

0.155 

-0.48 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.07 

0.09 


Bisalwa 

0806000800875100 

4.705 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.656 

0.16 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.14 

0.12 

0.48 

0.011 

0.21 

0.24 







Non-command 

Quartzite 

0.015 

0.16 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Boochiyawas 

0806000800871400 

0.665 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.665 

-0.37 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.004 

0.59 

0.68 


Buteri 

0806000800873200 

7.202 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.412 

-0.75 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.003 

0.03 

0.04 


Chhabriwas 

0806000200782900 

3.004 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.004 

-0.21 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.021 

0.52 

0.84 



0806000800866200 

3.007 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.007 

-0.68 

0.120 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.64 

0.020 

0.53 

0.80 


Dangiwas 

0806000800865700 

1.973 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.973 

-0.37 

0.120 

0.33 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.31 

0.013 

0.52 

0.76 


Deosan 

0806000800866300 

2.086 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.086 

-0.54 

0.120 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.79 

0.014 

0.53 

0.79 


Dheerpur 

0806000800868000 

5.014 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.107 

-0.21 

0.120 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.56 

0.020 

0.34 

0.46 


Dhis 

0806000100767400 

5.115 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.371 

0.16 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.19 

0.003 

0.04 

0.06 


Doonwas 

0806000200782800 

4.370 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.741 

-0.04 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.026 

0.44 

0.69 


Fatehpur 

0806000800869900 

5.723 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.723 

-0.30 

0.120 

0.29 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.11 

0.038 

0.59 

0.68 


Ghat 

0806000800872400 

5.205 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.170 

-0.18 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.014 

0.25 

0.28 







Non-command 

Quartzite 

0.313 

-0.18 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.002 

0.04 

0.04 


Giroodi 

0806000800874000 

6.690 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.026 

0.10 

0.120 

0.42 

0.06 

0.00 

0.00 

0.00 

0.42 

0.37 

1.65 

0.033 

0.44 

0.51 


Goonta 

0806000800868700 

8.598 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.598 

-0.15 

0.120 

0.67 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

2.60 

0.057 

0.58 

0.69 


Gujarwas 

0806000100770700 

2.338 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.003 

-1.30 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Guwara 

0806000800869200 

6.868 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.371 

-0.27 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.002 

0.03 

0.04 


Hajipur 

0806000800871900 

14.758 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.385 

-0.31 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.003 

0.02 

0.02 


Harsora 

0806000800867700 

5.689 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.555 

-0.35 

0.120 

0.21 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.83 

0.010 

0.15 

0.21 


Holawas 

0806000800875200 

3.394 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.788 

0.14 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.31 

0.005 

0.14 

0.16 


Islampur 

0806000100770800 

2.440 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.852 

-0.82 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.014 

0.40 

0.46 


Isra Ka Bas 

0806000800868300 

3.452 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.358 

-0.35 

0.120 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.61 

0.016 

0.37 

0.47 







Non-command 

Quartzite 

1.088 

-0.35 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.007 

0.17 

0.22 


Jaggoowas 

0806000800866700 

2.099 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.744 

-0.38 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.005 

0.19 

0.29 


Jainpurwas 

0806000100771100 

9.507 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.220 

-0.59 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.44 

0.009 

0.07 

0.06 


Jalalpur 

0806000100767500 

2.616 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.029 

-1.02 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Jeevan Singhpura 

0806000200782300 

4.407 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.611 

-0.15 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.011 

0.19 

0.31 


Jhajharpur 

0806000200779800 

4.357 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.221 

-0.07 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.008 

0.14 

0.24 


Jhajharpura 

0806000800873500 

16.532 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.775 

-0.55 

0.120 

0.12 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.031 

0.17 

0.20 


Kalyan Nagar 

0806000800869000 

2.568 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.567 

-0.31 

0.120 

0.24 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.94 

0.017 

0.59 

0.68 


Kanjipura 

0806000800871800 

2.674 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.745 

-0.32 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.005 

0.16 

0.19 


Kankariya 

0806000800873300 

4.955 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.074 

-0.68 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.01 

0.01 


Karoda 

0806000100767200 

7.683 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.687 

-0.13 

0.120 

0.15 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.57 

0.013 

0.11 

0.19 


Kasba Bansur 

0806000800872600 

12.711 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.711 

-0.39 

0.120 

0.95 

0.14 

0.00 

0.00 

0.00 

0.00 

0.00 

3.71 

0.084 

0.59 

0.68 


Kauthal 

0806000800873100 

3.600 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.697 

-0.46 

0.120 

0.25 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.98 

0.018 

0.43 

0.53 


Keharpura 

0806000800870800 

5.251 

Fresh 

Non-command 

Non-command 

Quartzite 

0.002 

-0.71 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kharkhari Kalan 

0806000900879700 

12.217 

Fresh 

Non-command 

Non-command 

Quartzite 

0.039 

0.18 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khatauti 

0806000800868100 

6.455 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.455 

-0.06 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.44 

0.042 

0.55 

0.74 


Khera 

0806000800873600 

0.470 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.308 

-0.57 

0.120 

0.23 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.92 

0.002 

0.38 

0.45 


Kothiya 

0806000800870500 

1.164 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.117 

-0.40 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.001 

0.05 

0.07 


Lakheempur 

0806000200782700 

2.213 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.639 

0.17 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.13 

0.011 

0.38 

0.62 


Lekri 

0806000800875000 

7.870 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.569 

0.13 

0.120 

0.17 

0.01 

0.00 

0.00 

0.00 

0.21 

0.18 

0.66 

0.023 

0.27 

0.31 







Non-command 

Quartzite 

0.488 

0.13 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.05 

0.003 

0.04 

0.04 


Loyati 

0806000800871100 

3.739 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.489 

-0.39 

0.120 

0.20 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.76 

0.023 

0.54 

0.64 







Non-command 

Quartzite 

0.250 

-0.39 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.002 

0.04 

0.05 


Mahanpur 

0806000800870200 

7.737 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.337 

-0.33 

0.120 

0.50 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

1.95 

0.042 

0.47 

0.56 







Non-command 

Quartzite 

1.399 

-0.33 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.009 

0.10 

0.12 


Majra Aheer 

0806000800867000 

3.438 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.165 

-0.36 

0.120 

0.11 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.008 

0.18 

0.27 


Majra Dhakoda 

0806000800865900 

12.644 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.644 

-0.46 

0.120 

0.36 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.34 

0.083 

0.52 

0.83 


Majra Rawat 

0806000800871300 

3.127 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.127 

-0.39 

0.120 

0.18 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.70 

0.021 

0.59 

0.68 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Babariya 

0806000800866100 

0.24 

1.75 

- 

1.75 

0.18 

1.94 

0.09 

0.63 

0.28 

0.0800 

- 

- 

0.230 

0.311 

0.591 

2.528 

0.253 

2.275 

2.339 

102.79 

Over Exploited 

Babera 

0806000800870700 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.036 

13,737.74 

Over Exploited 

Baberi 

0806000800866000 

0.24 

1.15 

- 

1.15 

0.02 

1.17 

0.08 

0.61 

0.19 

0.0700 

- 

- 

0.001 

0.072 

0.258 

1.428 

0.143 

1.285 

1.803 

140.29 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.015 

27,029.17 

Over Exploited 

Badheen 

0806000200782600 

0.24 

0.25 

(76.49) 

0.20 

- 

0.20 

0.09 

0.61 

0.05 

0.0100 

- 

- 

- 

0.010 

0.057 

0.260 

0.013 

0.247 

0.390 

157.72 

Over Exploited 

Balawas 

0806000800871500 

0.24 

0.50 

- 

0.50 

0.02 

0.52 

0.08 

0.67 

0.07 

0.0500 

- 

- 

- 

0.050 

0.119 

0.640 

0.064 

0.576 

1.321 

229.35 

Over Exploited 

Barh Bhaosingh 

0806000800872800 

0.24 

0.32 

- 

0.32 

0.04 

0.36 

0.08 

0.67 

0.04 

0.1100 

- 

- 

0.001 

0.111 

0.156 

0.521 

0.052 

0.469 

0.997 

212.80 

Over Exploited 

Barh Dhoondhala 

0806000800872900 

0.24 

0.29 

- 

0.29 

0.02 

0.31 

0.08 

0.67 

0.04 

0.0700 

- 

- 

0.001 

0.071 

0.110 

0.416 

0.042 

0.375 

0.597 

159.40 

Over Exploited 

Barh Purohit 

0806000800872700 

0.24 

0.04 

- 

0.04 

0.01 

0.05 

0.08 

0.67 

0.01 

0.0200 

- 

- 

- 

0.020 

0.025 

0.074 

0.007 

0.067 

0.213 

319.17 

Over Exploited 

Barh Thegoowas 

0806000800873900 

0.24 

0.66 

- 

0.66 

0.08 

0.73 

0.08 

0.67 

0.09 

0.1700 

- 

- 

0.023 

0.193 

0.283 

1.018 

0.102 

0.916 

1.543 

168.43 

Over Exploited 

Basai Chauhan 

0806000800865800 

0.24 

0.41 

- 

0.41 

0.01 

0.43 

0.09 

0.61 

0.07 

0.0300 

- 

- 

0.002 

0.032 

0.106 

0.531 

0.053 

0.478 

0.779 

162.98 

Over Exploited 

Bhaggoo Ka Bas 

0806000800866400 

0.24 

0.22 

- 

0.22 

0.04 

0.26 

0.09 

0.62 

0.04 

0.0400 

- 

- 

- 

0.040 

0.076 

0.335 

0.033 

0.301 

1.108 

367.90 

Over Exploited 

Bhajanawas 

0806000200782500 

0.24 

0.15 

- 

0.15 

0.01 

0.16 

0.09 

0.61 

0.03 

0.0300 

- 

- 

- 

0.030 

0.058 

0.220 

0.022 

0.198 

0.241 

121.31 

Over Exploited 

Bheriwas 

0806000800865600 

0.24 

0.43 

- 

0.43 

0.01 

0.44 

0.09 

0.61 

0.07 

0.0200 

- 

- 

- 

0.020 

0.093 

0.528 

0.053 

0.476 

0.487 

102.49 

Over Exploited 

Bhoopsera 

0806000800869800 

0.24 

0.89 

- 

0.89 

0.02 

0.92 

0.08 

0.67 

0.12 

0.0600 

- 

- 

0.004 

0.064 

0.186 

1.101 

0.110 

0.991 

1.698 

171.26 

Over Exploited 

Bhoori Doongri 

0806000800870900 

0.24 

0.02 

- 

0.02 

- 

0.02 

0.03 

0.22 

0.00 

- 

- 

- 

- 

- 

0.003 

0.023 

0.002 

0.021 

0.038 

181.78 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.007 

1,068.98 

Over Exploited 

Bisalwa 

0806000800875100 

0.24 

0.08 

22,842.93 

0.10 

0.01 

0.11 

0.03 

0.23 

0.01 

0.0200 

- 

- 

- 

0.020 

0.031 

0.136 

0.007 

0.130 

0.493 

380.51 

Over Exploited 



0.06 

0.00 

(300.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Boochiyawas 

0806000800871400 

0.24 

0.09 

- 

0.09 

0.01 

0.10 

0.08 

0.67 

0.01 

0.0400 

- 

- 

- 

0.040 

0.053 

0.157 

0.016 

0.141 

0.388 

274.72 

Over Exploited 

Buteri 

0806000800873200 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.094 

3,087.06 

Over Exploited 

Chhabriwas 

0806000200782900 

0.24 

0.37 

- 

0.37 

0.00 

0.37 

0.09 

0.61 

0.07 

0.0100 

- 

- 

0.001 

0.011 

0.078 

0.450 

0.045 

0.405 

0.181 

44.61 

Safe 


0806000800866200 

0.24 

0.38 

- 

0.38 

0.01 

0.39 

0.09 

0.62 

0.07 

0.0200 

- 

- 

- 

0.020 

0.085 

0.476 

0.048 

0.428 

0.662 

154.63 

Over Exploited 

Dangiwas 

0806000800865700 

0.24 

0.25 

- 

0.25 

0.02 

0.27 

0.09 

0.61 

0.04 

0.0500 

- 

- 

- 

0.050 

0.093 

0.359 

0.036 

0.323 

1.327 

411.04 

Over Exploited 

Deosan 

0806000800866300 

0.24 

0.27 

- 

0.27 

0.01 

0.28 

0.09 

0.62 

0.04 

0.0300 

- 

- 

0.001 

0.031 

0.076 

0.353 

0.035 

0.318 

0.805 

253.20 

Over Exploited 

Dheerpur 

0806000800868000 

0.24 

0.26 

- 

0.26 

0.01 

0.27 

0.05 

0.40 

0.04 

0.0200 

- 

- 

- 

0.020 

0.060 

0.326 

0.033 

0.293 

0.577 

196.78 

Over Exploited 

Dhis 

0806000100767400 

0.24 

0.00 

1,021.30 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.015 

0.001 

0.014 

0.197 

1,420.25 

Over Exploited 

Doonwas 

0806000200782800 

0.24 

0.40 

- 

0.40 

0.00 

0.40 

0.08 

0.52 

0.07 

0.0100 

- 

- 

0.001 

0.011 

0.082 

0.479 

0.048 

0.431 

0.325 

75.39 

Semi Critical 

Fatehpur 

0806000800869900 

0.24 

0.81 

- 

0.81 

0.01 

0.82 

0.08 

0.67 

0.11 

0.0400 

- 

- 

- 

0.040 

0.151 

0.970 

0.097 

0.873 

1.147 

131.39 

Over Exploited 

Ghat 

0806000800872400 

0.24 

0.13 

- 

0.13 

0.01 

0.14 

0.03 

0.28 

0.02 

0.0200 

- 

- 

- 

0.020 

0.037 

0.175 

0.018 

0.158 

0.417 

264.20 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.031 

6,515.11 

Over Exploited 

Giroodi 

0806000800874000 

0.24 

0.53 

(31.65) 

0.43 

0.06 

0.49 

0.06 

0.50 

0.07 

0.1900 

- 

- 

0.000 

0.190 

0.263 

0.751 

0.038 

0.714 

1.687 

236.34 

Over Exploited 

Goonta 

0806000800868700 

0.24 

1.20 

- 

1.20 

0.10 

1.30 

0.08 

0.66 

0.17 

0.1000 

- 

- 

0.002 

0.102 

0.269 

1.569 

0.157 

1.412 

2.658 

188.24 

Over Exploited 

Gujarwas 

0806000100770700 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Guwara 

0806000800869200 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.066 

2,351.65 

Over Exploited 

Hajipur 

0806000800871900 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.101 

6,989.40 

Over Exploited 

Harsora 

0806000800867700 

0.24 

0.06 

- 

0.06 

0.03 

0.09 

0.02 

0.17 

0.01 

0.0900 

- 

- 

- 

0.090 

0.099 

0.184 

0.018 

0.166 

0.840 

506.75 

Over Exploited 

Holawas 

0806000800875200 

0.24 

0.03 

212.32 

0.03 

- 

0.03 

0.02 

0.16 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.045 

0.002 

0.042 

0.311 

734.80 

Over Exploited 

Islampur 

0806000100770800 

0.24 

0.18 

- 

0.18 

0.01 

0.19 

0.06 

0.46 

0.03 

0.0200 

- 

- 

0.001 

0.021 

0.049 

0.235 

0.024 

0.212 

0.468 

220.92 

Over Exploited 

Isra Ka Bas 

0806000800868300 

0.24 

0.21 

- 

0.21 

0.01 

0.22 

0.06 

0.43 

0.03 

0.0200 

- 

- 

- 

0.020 

0.052 

0.274 

0.027 

0.246 

0.628 

254.92 

Over Exploited 



0.06 

0.01 

- 

0.01 

0.00 

0.01 

0.03 

0.20 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.013 

0.024 

0.002 

0.022 

0.173 

791.10 

Over Exploited 

Jaggoowas 

0806000800866700 

0.24 

0.03 

- 

0.03 

- 

0.03 

0.03 

0.22 

0.01 

- 

- 

- 

- 

- 

0.006 

0.039 

0.004 

0.035 

0.042 

119.32 

Over Exploited 

Jainpurwas 

0806000100771100 

0.24 

0.02 

- 

0.02 

0.01 

0.03 

0.01 

0.08 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.053 

0.005 

0.047 

0.452 

952.52 

Over Exploited 

Jalalpur 

0806000100767500 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jeevan Singhpura 

0806000200782300 

0.24 

0.07 

- 

0.07 

0.01 

0.08 

0.03 

0.22 

0.01 

0.0200 

- 

- 

- 

0.020 

0.033 

0.116 

0.012 

0.105 

0.216 

206.74 

Over Exploited 

Jhajharpur 

0806000200779800 

0.24 

0.04 

- 

0.04 

0.01 

0.05 

0.03 

0.17 

0.01 

0.0200 

- 

- 

0.002 

0.022 

0.030 

0.083 

0.008 

0.075 

0.226 

302.83 

Over Exploited 

Jhajharpura 

0806000800873500 

0.24 

0.19 

- 

0.19 

0.02 

0.21 

0.02 

0.19 

0.03 

0.0500 

- 

- 

- 

0.050 

0.076 

0.288 

0.029 

0.259 

0.484 

186.73 

Over Exploited 

Kalyan Nagar 

0806000800869000 

0.24 

0.36 

- 

0.36 

0.01 

0.37 

0.08 

0.67 

0.05 

0.0400 

- 

- 

- 

0.040 

0.090 

0.461 

0.046 

0.415 

0.952 

229.30 

Over Exploited 

Kanjipura 

0806000800871800 

0.24 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.19 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.043 

0.004 

0.039 

0.165 

423.64 

Over Exploited 

Kankariya 

0806000800873300 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.024 

16,408.33 

Over Exploited 

Karoda 

0806000100767200 

0.24 

0.05 

- 

0.05 

0.02 

0.07 

0.02 

0.13 

0.01 

0.0600 

- 

- 

- 

0.060 

0.068 

0.134 

0.013 

0.121 

0.578 

478.89 

Over Exploited 

Kasba Bansur 

0806000800872600 

0.24 

1.80 

- 

1.80 

0.14 

1.95 

0.08 

0.67 

0.25 

0.4200 

- 

- 

0.007 

0.427 

0.673 

2.619 

0.262 

2.357 

3.793 

160.91 

Over Exploited 

Kauthal 

0806000800873100 

0.24 

0.28 

- 

0.28 

0.04 

0.32 

0.06 

0.49 

0.04 

0.1100 

- 

- 

- 

0.110 

0.148 

0.465 

0.046 

0.418 

1.000 

239.12 

Over Exploited 

Keharpura 

0806000800870800 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kharkhari Kalan 

0806000900879700 

0.10 

0.00 

1,303.80 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khatauti 

0806000800868100 

0.24 

0.86 

- 

0.86 

0.01 

0.87 

0.09 

0.64 

0.13 

0.0200 

- 

- 

0.001 

0.021 

0.153 

1.022 

0.102 

0.920 

0.486 

52.88 

Safe 

Khera 

0806000800873600 

0.24 

0.03 

- 

0.03 

0.03 

0.06 

0.05 

0.44 

0.00 

0.1000 

- 

- 

0.000 

0.100 

0.104 

0.163 

0.016 

0.147 

0.918 

626.50 

Over Exploited 

Kothiya 

0806000800870500 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.052 

3,306.55 

Over Exploited 

Lakheempur 

0806000200782700 

0.24 

0.15 

(69.66) 

0.12 

- 

0.12 

0.07 

0.45 

0.03 

- 

- 

- 

- 

- 

0.027 

0.147 

0.007 

0.140 

0.139 

99.67 

Critical 

Lekri 

0806000800875000 

0.24 

0.23 

(119.05) 

0.18 

0.01 

0.19 

0.04 

0.30 

0.03 

0.0200 

- 

- 

- 

0.020 

0.051 

0.246 

0.012 

0.234 

0.680 

291.24 

Over Exploited 



0.06 

0.00 

1,320.74 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.050 

5,861.22 

Over Exploited 

Loyati 

0806000800871100 

0.24 

0.45 

- 

0.45 

0.03 

0.48 

0.07 

0.61 

0.06 

0.0900 

- 

- 

- 

0.090 

0.152 

0.634 

0.063 

0.570 

0.782 

137.09 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.037 

6,149.57 

Over Exploited 

Mahanpur 

0806000800870200 

0.24 

0.72 

- 

0.72 

0.07 

0.79 

0.07 

0.54 

0.10 

0.2200 

- 

- 

0.001 

0.221 

0.320 

1.111 

0.111 

1.000 

1.996 

199.58 

Over Exploited 



0.06 

0.01 

- 

0.01 

0.01 

0.02 

0.01 

0.12 

0.00 

0.0300 

- 

- 

0.001 

0.031 

0.032 

0.052 

0.005 

0.047 

0.275 

590.45 

Over Exploited 

Maj'ra Aheer 

0806000800867000 

0.24 

0.05 

- 

0.05 

0.02 

0.07 

0.03 

0.21 

0.01 

0.0500 

- 

- 

- 

0.050 

0.059 

0.129 

0.013 

0.116 

0.436 

375.31 

Over Exploited 

Maj'ra Dhakoda 

0806000800865900 

0.24 

1.57 

- 

1.57 

0.02 

1.59 

0.09 

0.61 

0.28 

0.0500 

- 

- 

0.002 

0.052 

0.333 

1.926 

0.193 

1.733 

1.420 

81.95 

Semi Critical 

Majra Rawat 

0806000800871300 

0.24 

0.44 

- 

0.44 

0.03 

0.47 

0.08 

0.67 

0.06 

0.0800 

- 

- 

0.001 

0.081 

0.142 

0.616 

0.062 

0.554 

0.721 

130.06 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Malloobas 

080600080086660C 

1.672 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.672 

-0.39 

0.120 

0.12 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.011 

0.53 

0.81 


Manchi 

0806000800868500 

3.583 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.950 

-0.23 

0.120 

0.29 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.13 

0.019 

0.47 

0.57 







Non-command 

Quartzite 

0.618 

-0.23 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.004 

0.10 

0.12 


Mandeeja Basai 

0806000800873800 

4.798 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.762 

-0.40 

0.120 

0.10 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.012 

0.22 

0.25 


Mandha 

0806000800869100 

3.372 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.054 

-0.24 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.014 

0.35 

0.42 


Meerapur 

0806000800868600 

4.305 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.352 

-0.28 

0.120 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.59 

0.015 

0.31 

0.38 







Non-command 

Quartzite 

1.736 

-0.28 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.011 

0.23 

0.28 


Mohammadpur Goojar 

0806000100770900 

6.100 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.153 

-0.72 

0.120 

0.50 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.94 

0.039 

0.44 

0.49 


Moondli 

0806000800871700 

4.184 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.745 

-0.31 

0.120 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.56 

0.011 

0.25 

0.28 







Non-command 

Quartzite 

0.311 

-0.31 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.002 

0.04 

0.05 


Mordha 

0812000101447600 

5.556 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.064 

-0.35 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.008 

0.10 

0.10 


Morodi 

0806000800868400 

12.043 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.804 

-0.43 

0.120 

0.27 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.98 

0.071 

0.49 

0.58 







Non-command 

Quartzite 

0.692 

-0.43 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.005 

0.03 

0.04 


Mosampur @ Kankara 

0806000100771000 

2.709 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

-1.02 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mothooka 

0806000800868900 

6.170 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.170 

-0.09 

0.120 

0.61 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.41 

0.041 

0.58 

0.69 


Mugalpur 

0806000800868200 

5.494 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.494 

0.05 

0.120 

0.26 

0.04 

0.00 

0.00 

0.00 

0.25 

0.20 

0.98 

0.036 

0.57 

0.70 


Mukandpur 

0806000800869700 

1.727 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.794 

-0.32 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.005 

0.27 

0.31 


Nangal Bhaosingh 

0806000800871000 

1.615 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.615 

-0.43 

0.120 

0.18 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.70 

0.011 

0.57 

0.70 


Nangal Lakha 

0806000800870400 

10.888 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.152 

-0.39 

0.120 

0.27 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.00 

0.047 

0.35 

0.43 


Pahari 

0806000100771200 

7.678 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.198 

-0.65 

0.120 

0.42 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.63 

0.031 

0.29 

0.29 


Parsa Ka Bas 

0806000800870300 

5.180 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.850 

-0.35 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.012 

0.20 

0.25 







Non-command 

Quartzite 

2.034 

-0.35 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.013 

0.22 

0.27 


Qyara 

0806000200783000 

2.675 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.675 

-0.22 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.018 

0.51 

0.86 


Ram Nagar 

0806000800870000 

2.192 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.192 

-0.33 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.014 

0.59 

0.68 


Ratanpura 

0806000800871600 

2.724 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.614 

-0.30 

0.120 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.71 

0.017 

0.57 

0.65 







Non-command 

Quartzite 

0.035 

-0.30 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Rayli 

0806000800866500 

1.991 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.991 

-0.51 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.013 

0.52 

0.82 


Roondh Rampur 

0806000800874800 

19.729 

Fresh 

Non-command 

Non-command 

Quartzite 

0.006 

0.52 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Santhalpur 

0806000800873000 

3.559 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.559 

-0.45 

0.120 

0.32 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

1.25 

0.023 

0.59 

0.68 


Shahpur 

0806000800868800 

4.416 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.416 

-0.06 

0.120 

0.70 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.76 

0.029 

0.58 

0.69 


Shamda 

0806000200783100 

14.091 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.600 

-0.34 

0.120 

0.59 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

2.26 

0.066 

0.35 

0.58 


Sodawas 

0806000200779500 

5.321 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.016 

0.05 

0.120 

0.11 

0.02 

0.00 

0.00 

0.00 

0.10 

0.06 

0.41 

0.014 

0.19 

0.33 


Tejpura 

0806000200782400 

2.784 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.784 

-0.30 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.019 

0.51 

0.86 


Todiya Ka Bas 

0806000800874100 

4.380 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.380 

-0.02 

0.120 

0.21 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.82 

0.029 

0.59 

0.68 


Udho Ka Bas 

0806000800872500 

2.026 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.026 

-0.29 

0.120 

0.21 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.80 

0.013 

0.59 

0.68 


Ukhalhera 

0806000800870600 

6.920 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.026 

-0.43 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

0.168 

-0.43 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.01 

0.02 


Unchhpur 

0806000800871200 

4.433 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.433 

-0.37 

0.120 

0.33 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

1.28 

0.029 

0.59 

0.68 

06001013 

Alampur 

0806000800873400 

6.827 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.322 

-0.58 

0.120 

0.28 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

1.06 

0.042 

0.50 

0.68 







Non-command 

Younger Alluvium 

0.505 

-0.58 

0.120 

0.03 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.003 

0.04 

0.05 


Amai 

0812000101455100 

2.842 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.497 

1.07 

0.120 

0.22 

0.01 

0.00 

0.00 

0.00 

0.53 

0.38 

0.86 

0.020 

0.47 

0.66 


Babera 

0806000800870700 

5.642 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.910 

-0.54 

0.120 

0.27 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.03 

0.026 

0.37 

0.51 







Non-command 

Younger Alluvium 

1.088 

-0.54 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.44 

0.007 

0.10 

0.14 







Non-command 

Quartzite 

0.358 

-0.54 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.002 

0.03 

0.05 


Balawas (rural) 

0812000101453800 

1.001 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.001 

-1.61 

0.120 

0.22 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.86 

0.008 

0.53 

0.76 


Bamanwas 

0812000101454000 

4.320 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.856 

-1.11 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.007 

0.11 

0.15 







Non-command 

Younger Alluvium 

3.462 

-1.11 

0.120 

0.26 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.00 

0.027 

0.43 

0.60 


Banka 

0812000101447000 

5.281 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.831 

-0.07 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.007 

0.08 

0.12 


Barabas (rural) 

0812000101453500 

2.767 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.402 

-1.62 

0.100 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.003 

0.08 

0.11 







Non-command 

Younger Alluvium 

2.362 

-1.62 

0.120 

0.58 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.28 

0.019 

0.45 

0.65 


Bas Dayal 

0806000800875900 

2.902 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.927 

-0.36 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.006 

0.18 

0.22 


Bas Karnawat 

0806000800876000 

4.829 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.449 

-0.38 

0.120 

0.03 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.010 

0.17 

0.21 


Basai 

0812000101454800 

1.978 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.978 

0.15 

0.120 

0.21 

0.01 

0.00 

0.00 

0.00 

0.23 

0.18 

0.83 

0.016 

0.54 

0.72 


Basna 

0806000800876200 

4.401 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.324 

0.07 

0.120 

0.33 

0.02 

0.00 

0.00 

0.00 

0.34 

0.30 

1.29 

0.028 

0.58 

0.67 


Basri (rural) 

0812000101453600 

2.487 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.457 

-1.50 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.004 

0.10 

0.14 







Non-command 

Younger Alluvium 

1.948 

-1.50 

0.120 

0.22 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.85 

0.015 

0.42 

0.59 


Beelath 

0806000800876300 

10.385 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.817 

0.04 

0.120 

0.14 

0.01 

0.00 

0.00 

0.00 

0.16 

0.13 

0.53 

0.045 

0.38 

0.46 







Non-command 

Quartzite 

0.032 

0.04 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Beenjahera 

0812000101447900 

7.894 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.427 

-0.28 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.011 

0.10 

0.13 







Non-command 

Younger Alluvium 

6.397 

-0.28 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.051 

0.43 

0.59 


Bhaloji 

0812000101454900 

10.324 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.058 

0.37 

0.120 

0.16 

0.01 

0.00 

0.00 

0.00 

0.38 

0.30 

0.58 

0.040 

0.27 

0.33 


Bhoori Doongri 

0806000800870900 

1.238 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.609 

-0.48 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.004 

0.27 

0.36 







Non-command 

Quartzite 

0.038 

-0.48 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Bisalwa 

0806000800875100 

4.705 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.938 

0.16 

0.120 

0.15 

0.01 

0.00 

0.00 

0.00 

0.18 

0.15 

0.57 

0.013 

0.24 

0.28 


Buchahera (rural) 

0812000101453900 

5.601 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.601 

-0.62 

0.120 

0.83 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

3.26 

0.044 

0.53 

0.76 


Buteri 

0806000800873200 

7.202 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.501 

-0.75 

0.120 

0.40 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.56 

0.043 

0.49 

0.67 


Chatarpura 

0806000800876400 

8.058 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.155 

-0.09 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.001 

0.01 

0.01 


Chaturbhuj 

0812000101453700 

2.486 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.642 

-1.33 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.005 

0.14 

0.20 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Malloobas 

0806000800866600 

0.24 

0.21 

- 

0.21 

0.02 

0.23 

0.09 

0.62 

0.04 

0.0500 

- 

- 

- 

0.050 

0.087 

0.318 

0.032 

0.286 

0.466 

162.79 

Over Exploited 

Manchi 

0806000800868500 

0.24 

0.33 

- 

0.33 

0.01 

0.34 

0.07 

0.53 

0.05 

0.0400 

- 

- 

- 

0.040 

0.087 

0.427 

0.043 

0.384 

1.144 

297.93 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.11 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.014 

0.001 

0.013 

0.146 

1,148.30 

Over Exploited 

Mandeeja Basai 

0806000800873800 

0.24 

0.09 

- 

0.09 

0.02 

0.11 

0.03 

0.25 

0.01 

0.0500 

- 

- 

- 

0.050 

0.062 

0.174 

0.017 

0.157 

0.412 

262.93 

Over Exploited 

Mandha 

0806000800869100 

0.24 

0.17 

- 

0.17 

- 

0.17 

0.05 

0.40 

0.02 

- 

- 

- 

- 

- 

0.024 

0.199 

0.020 

0.179 

0.099 

55.13 

Safe 

Meerapur 

0806000800868600 

0.24 

0.18 

- 

0.18 

0.01 

0.19 

0.04 

0.36 

0.02 

0.0200 

- 

- 

- 

0.020 

0.045 

0.231 

0.023 

0.208 

0.600 

289.04 

Over Exploited 



0.06 

0.02 

- 

0.02 

- 

0.02 

0.03 

0.26 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.037 

0.004 

0.034 

0.280 

834.15 

Over Exploited 

Mohammadpur Goojar 

0806000100770900 

0.24 

0.55 

- 

0.55 

0.02 

0.57 

0.07 

0.51 

0.09 

0.0700 

- 

- 

0.001 

0.071 

0.159 

0.727 

0.073 

0.654 

1.979 

302.46 

Over Exploited 

Moondli 

0806000800871700 

0.24 

0.10 

- 

0.10 

0.01 

0.11 

0.03 

0.28 

0.01 

0.0200 

- 

- 

- 

0.020 

0.034 

0.147 

0.015 

0.132 

0.566 

428.60 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.060 

7,182.74 

Over Exploited 

Mordha 

0812000101447600 

0.15 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.12 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.029 

0.003 

0.026 

0.224 

873.10 

Over Exploited 

Morodi 

0806000800868400 

0.24 

1.26 

- 

1.26 

0.01 

1.27 

0.07 

0.56 

0.19 

0.0400 

- 

- 

- 

0.040 

0.227 

1.501 

0.150 

1.351 

1.047 

77.52 

Semi Critical 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.039 

2,889.82 

Over Exploited 

Mosampur @ Kankara 

0806000100771000 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mothooka 

0806000800868900 

0.24 

0.86 

- 

0.86 

0.03 

0.89 

0.08 

0.66 

0.12 

0.0900 

- 

- 

0.001 

0.091 

0.212 

1.104 

0.110 

0.993 

2.447 

246.31 

Over Exploited 

Mugalpur 

0806000800868200 

0.24 

0.75 

(73.14) 

0.60 

0.04 

0.64 

0.08 

0.65 

0.11 

0.1100 

- 

- 

0.001 

0.111 

0.220 

0.861 

0.043 

0.818 

1.017 

124.40 

Over Exploited 

Mukandpur 

0806000800869700 

0.24 

0.05 

- 

0.05 

- 

0.05 

0.04 

0.31 

0.01 

- 

- 

- 

- 

- 

0.007 

0.058 

0.006 

0.053 

0.133 

253.28 

Over Exploited 

Nangal Bhaosingh 

0806000800871000 

0.24 

0.22 

- 

0.22 

0.03 

0.25 

0.08 

0.65 

0.03 

0.0800 

- 

- 

- 

0.080 

0.110 

0.360 

0.036 

0.324 

0.709 

218.61 

Over Exploited 

Nangal Lakha 

0806000800870400 

0.24 

0.61 

- 

0.61 

0.01 

0.62 

0.05 

0.40 

0.09 

0.0400 

- 

- 

0.001 

0.041 

0.128 

0.746 

0.075 

0.671 

1.047 

156.00 

Over Exploited 

Pahari 

0806000100771200 

0.24 

0.29 

- 

0.29 

0.02 

0.31 

0.04 

0.33 

0.04 

0.0600 

- 

- 

- 

0.060 

0.105 

0.415 

0.041 

0.373 

1.665 

446.06 

Over Exploited 

Parsa Ka Bas 

0806000800870300 

0.24 

0.09 

- 

0.09 

- 

0.09 

0.03 

0.23 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.110 

0.011 

0.099 

0.400 

402.63 

Over Exploited 



0.06 

0.02 

- 

0.02 

- 

0.02 

0.03 

0.25 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.038 

0.004 

0.034 

0.274 

805.34 

Over Exploited 

Qyara 

0806000200783000 

0.24 

0.33 

- 

0.33 

0.01 

0.34 

0.09 

0.61 

0.06 

0.0400 

- 

- 

- 

0.040 

0.100 

0.440 

0.044 

0.396 

0.342 

86.42 

Semi Critical 

Ram Nagar 

0806000800870000 

0.24 

0.31 

- 

0.31 

- 

0.31 

0.08 

0.67 

0.04 

0.0100 

- 

- 

- 

0.010 

0.052 

0.362 

0.036 

0.326 

0.398 

122.13 

Over Exploited 

Ratanpura 

0806000800871600 

0.24 

0.36 

- 

0.36 

0.01 

0.37 

0.08 

0.64 

0.05 

0.0300 

- 

- 

- 

0.030 

0.079 

0.444 

0.044 

0.399 

0.729 

182.59 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rayli 

0806000800866500 

0.24 

0.25 

- 

0.25 

0.01 

0.26 

0.09 

0.62 

0.04 

0.0200 

- 

- 

- 

0.020 

0.064 

0.324 

0.032 

0.292 

0.425 

145.68 

Over Exploited 

Roondh Rampur 

0806000800874800 

0.06 

0.00 

193,358.87 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Santhalpur 

0806000800873000 

0.24 

0.50 

- 

0.50 

0.05 

0.55 

0.08 

0.67 

0.07 

0.1400 

- 

- 

- 

0.140 

0.208 

0.759 

0.076 

0.683 

1.274 

186.51 

Over Exploited 

Shahpur 

0806000800868800 

0.24 

0.62 

- 

0.62 

0.03 

0.65 

0.08 

0.66 

0.09 

0.1000 

- 

- 

0.000 

0.100 

0.186 

0.834 

0.083 

0.751 

2.788 

371.23 

Over Exploited 

Shamda 

0806000200783100 

0.24 

0.81 

- 

0.81 

0.08 

0.89 

0.06 

0.42 

0.15 

0.2500 

- 

- 

- 

0.250 

0.397 

1.288 

0.129 

1.159 

2.326 

200.65 

Over Exploited 

Sodawas 

0806000200779500 

0.24 

0.09 

(35.13) 

0.08 

0.02 

0.10 

0.04 

0.23 

0.02 

0.0500 

- 

- 

- 

0.050 

0.067 

0.163 

0.008 

0.154 

0.419 

271.13 

Over Exploited 

Tejpura 

0806000200782400 

0.24 

0.34 

- 

0.34 

0.01 

0.35 

0.09 

0.61 

0.06 

0.0300 

- 

- 

- 

0.030 

0.093 

0.446 

0.045 

0.402 

0.299 

74.50 

Semi Critical 

Todiya Ka Bas 

0806000800874100 

0.24 

0.62 

- 

0.62 

0.01 

0.63 

0.08 

0.67 

0.08 

0.0300 

- 

- 

0.001 

0.031 

0.115 

0.746 

0.075 

0.672 

0.844 

125.64 

Over Exploited 

Udho Ka Bas 

0806000800872500 

0.24 

0.29 

- 

0.29 

0.01 

0.30 

0.08 

0.67 

0.04 

0.0300 

- 

- 

- 

0.030 

0.069 

0.366 

0.037 

0.330 

0.817 

248.01 

Over Exploited 

Ukhalhera 

0806000800870600 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.018 

20,928.54 

Over Exploited 

Unchhpur 

0806000800871200 

0.24 

0.63 

- 

0.63 

0.05 

0.68 

0.08 

0.67 

0.09 

0.1400 

- 

- 

0.001 

0.141 

0.226 

0.903 

0.090 

0.812 

1.307 

160.90 

Over Exploited 

Alampur 

0806000800873400 

0.24 

0.77 

- 

0.77 

0.04 

0.81 

0.07 

0.57 

0.10 

0.1200 

- 

- 

0.001 

0.121 

0.225 

1.031 

0.103 

0.928 

1.102 

118.70 

Over Exploited 



0.22 

0.00 

- 

0.00 

0.01 

0.01 

0.01 

0.05 

0.00 

0.0200 

- 

- 

- 

0.020 

0.021 

0.035 

0.004 

0.032 

0.137 

434.98 

Over Exploited 

Amai 

0812000101455100 

0.20 

0.23 

60.53 

0.28 

0.01 

0.29 

0.06 

0.53 

0.03 

0.0300 

- 

- 

- 

0.030 

0.062 

0.352 

0.018 

0.335 

0.884 

263.95 

Over Exploited 

Babera 

0806000800870700 

0.24 

0.35 

- 

0.35 

0.01 

0.36 

0.05 

0.43 

0.05 

0.0400 

- 

- 

- 

0.040 

0.088 

0.449 

0.045 

0.404 

1.059 

261.88 

Over Exploited 



0.22 

0.02 

- 

0.02 

0.01 

0.03 

0.01 

0.12 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.058 

0.006 

0.052 

0.445 

848.09 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.060 

8,009.58 

Over Exploited 

Balawas (rural) 

0812000101453800 

0.20 

0.11 

- 

0.11 

0.01 

0.12 

0.07 

0.60 

0.01 

0.0300 

- 

- 

- 

0.030 

0.044 

0.161 

0.016 

0.145 

0.872 

601.38 

Over Exploited 

Bamanwas 

0812000101454000 

0.15 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.12 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.025 

0.003 

0.023 

0.247 

1,079.23 

Over Exploited 



0.20 

0.30 

- 

0.30 

0.01 

0.31 

0.06 

0.49 

0.04 

0.0400 

- 

- 

0.003 

0.043 

0.083 

0.390 

0.039 

0.351 

1.023 

291.30 

Over Exploited 

Banka 

0812000101447000 

0.20 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.002 

0.016 

0.002 

0.014 

0.067 

467.49 

Over Exploited 

Barabas (rural) 

0812000101453500 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.015 

0.002 

0.014 

0.387 

2,812.97 

Over Exploited 



0.20 

0.21 

- 

0.21 

0.03 

0.24 

0.06 

0.52 

0.03 

0.0900 

- 

- 

- 

0.090 

0.119 

0.364 

0.036 

0.328 

2.299 

701.87 

Over Exploited 

Bas Dayal 

0806000800875900 

0.24 

0.04 

- 

0.04 

0.01 

0.05 

0.02 

0.20 

0.01 

0.0200 

- 

- 

- 

0.020 

0.025 

0.075 

0.008 

0.068 

0.210 

309.56 

Over Exploited 

Bas Karnawat 

0806000800876000 

0.24 

0.06 

- 

0.06 

0.01 

0.07 

0.02 

0.20 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.088 

0.009 

0.079 

0.121 

152.48 

Over Exploited 

Basai 

0812000101454800 

0.20 

0.21 

(17.38) 

0.18 

0.01 

0.19 

0.07 

0.61 

0.03 

0.0300 

- 

- 

- 

0.030 

0.059 

0.246 

0.012 

0.234 

0.850 

363.89 

Over Exploited 

Basna 

0806000800876200 

0.24 

0.60 

(50.67) 

0.48 

0.02 

0.50 

0.08 

0.66 

0.08 

0.0500 

- 

- 

- 

0.050 

0.132 

0.630 

0.032 

0.599 

1.314 

219.56 

Over Exploited 

Basri (rural) 

0812000101453600 

0.15 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.11 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.018 

0.002 

0.016 

0.208 

1,309.83 

Over Exploited 



0.20 

0.16 

- 

0.16 

0.01 

0.17 

0.06 

0.47 

0.02 

0.0300 

- 

- 

- 

0.030 

0.052 

0.225 

0.022 

0.202 

0.867 

429.21 

Over Exploited 

Beelath 

0806000800876300 

0.24 

0.44 

839.40 

0.35 

0.01 

0.36 

0.05 

0.43 

0.06 

0.0200 

- 

- 

- 

0.020 

0.079 

0.443 

0.022 

0.421 

0.571 

135.50 

Over Exploited 



0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Beenjahera 

0812000101447900 

0.15 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.003 

0.024 

0.002 

0.021 

0.047 

223.37 

Over Exploited 



0.20 

0.55 

- 

0.55 

- 

0.55 

0.06 

0.49 

0.08 

0.0100 

- 

- 

- 

0.010 

0.086 

0.641 

0.064 

0.577 

0.207 

35.87 

Safe 

Bhaloji 

0812000101454900 

0.20 

0.27 

11.78 

0.30 

0.01 

0.31 

0.04 

0.30 

0.04 

0.0200 

- 

- 

- 

0.020 

0.058 

0.369 

0.018 

0.350 

0.620 

176.94 

Over Exploited 

Bhoori Doongri 

0806000800870900 

0.24 

0.04 

- 

0.04 

- 

0.04 

0.04 

0.31 

0.01 

- 

- 

- 

- 

- 

0.005 

0.045 

0.005 

0.041 

0.039 

95.98 

Critical 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bisalwa 

0806000800875100 

0.24 

0.10 

23,319.72 

0.12 

0.01 

0.13 

0.03 

0.28 

0.01 

0.0200 

- 

- 

- 

0.020 

0.034 

0.167 

0.008 

0.158 

0.581 

366.48 

Over Exploited 

Buchahera (rural) 

0812000101453900 

0.20 

0.60 

- 

0.60 

0.04 

0.64 

0.07 

0.61 

0.08 

0.1200 

- 

- 

- 

0.120 

0.201 

0.838 

0.084 

0.754 

3.308 

438.64 

Over Exploited 

Buteri 

0806000800873200 

0.24 

0.76 

- 

0.76 

0.02 

0.78 

0.07 

0.55 

0.10 

0.0600 

- 

- 

- 

0.060 

0.163 

0.943 

0.094 

0.849 

1.606 

189.15 

Over Exploited 

Chatarpura 

0806000800876400 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.063 

14,785.37 

Over Exploited 

Chaturbhuj 

0812000101453700 

0.15 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.16 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.025 

0.003 

0.023 

0.305 

1,352.33 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Younger Alluvium 

1.788 

-1.33 

0.120 

0.21 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.84 

0.014 

0.38 

0.54 


Daduka 

0812000101456700 

7.243 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.155 

-0.25 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.017 

0.17 

0.16 


Garhi 

0806000900878800 

17.326 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.499 

0.01 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.34 

0.012 

0.08 

0.10 


Giroodi 

0806000800874000 

6.690 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.663 

0.10 

0.120 

0.14 

0.02 

0.00 

0.00 

0.00 

0.14 

0.12 

0.56 

0.011 

0.15 

0.17 


Gopipura 

0812000101454100 

6.182 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.690 

-0.56 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.005 

0.06 

0.08 







Non-command 

Younger Alluvium 

5.353 

-0.56 

0.120 

0.22 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.83 

0.043 

0.46 

0.65 


Hansiyawas 

0812000101454300 

2.847 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.899 

-0.34 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.007 

0.17 

0.23 







Non-command 

Younger Alluvium 

1.947 

-0.34 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.015 

0.37 

0.50 


Holawas 

0806000800875200 

3.394 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.606 

0.14 

0.120 

0.26 

0.01 

0.00 

0.00 

0.00 

0.29 

0.25 

1.01 

0.017 

0.45 

0.52 


Indrada 

0806000800875300 

6.292 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.091 

-0.18 

0.120 

0.50 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

1.93 

0.040 

0.57 

0.66 


Jahidpura 

0812000101454600 

5.724 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.625 

-0.22 

0.120 

0.13 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.48 

0.037 

0.44 

0.58 


Jhajharpura 

0806000800873500 

16.532 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.757 

-0.55 

0.120 

0.31 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

1.12 

0.077 

0.41 

0.49 


Kaloohera 

0812000101447100 

8.016 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.290 

-0.15 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.02 

0.02 


Kankariya 

0806000800873300 

4.955 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.880 

-0.68 

0.120 

0.27 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

1.05 

0.032 

0.54 

0.73 


Kauthal 

0806000800873100 

3.600 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.688 

-0.46 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.005 

0.11 

0.13 


Keharpura 

0806000800870800 

5.251 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.793 

-0.71 

0.120 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.57 

0.032 

0.49 

0.68 







Non-command 

Younger Alluvium 

0.413 

-0.71 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.003 

0.04 

0.06 







Non-command 

Quartzite 

0.043 

-0.71 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Kharkhara 

0806000800875500 

5.340 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.894 

-0.47 

0.120 

0.24 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.91 

0.032 

0.50 

0.67 







Non-command 

Younger Alluvium 

0.447 

-0.47 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.003 

0.05 

0.06 


Kharkhari Kalan 

0806000900879700 

12.217 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.080 

0.18 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

0.752 

0.18 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.004 

0.04 

0.05 


Kheewaheri 

0806000800875800 

4.265 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.265 

-0.36 

0.120 

0.24 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.92 

0.028 

0.56 

0.70 


Khera 

0806000800873600 

0.470 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.162 

-0.57 

0.120 

0.12 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.48 

0.001 

0.20 

0.24 


Kherki Mukkar 

0812000101447800 

3.181 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.999 

-0.16 

0.120 

0.28 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.08 

0.024 

0.50 

0.67 


Kherki Veerbhan 

0812000101448300 

6.360 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.314 

-0.69 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.018 

0.19 

0.28 


Khohri 

0806000800876100 

13.434 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.580 

-0.15 

0.120 

0.51 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

1.98 

0.063 

0.42 

0.49 


Khurdi 

0812000101455000 

2.750 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.788 

0.90 

0.120 

0.15 

0.01 

0.00 

0.00 

0.00 

0.33 

0.24 

0.59 

0.014 

0.35 

0.48 


Kothiya 

0806000800870500 

1.164 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.048 

-0.40 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.007 

0.49 

0.64 


Kotputli (m) 

0812000141201000 

12.185 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.357 

-0.17 

0.120 

0.62 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

1.894 

0.28 

0.39 


Lekri 

0806000800875000 

7.870 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.024 

0.13 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

0.169 

0.13 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.01 

0.01 


Mandeeja Basai 

0806000800873800 

4.798 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.036 

-0.40 

0.120 

0.18 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.69 

0.020 

0.37 

0.43 


Milakpur 

0806000800875700 

0.668 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.668 

-0.36 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.004 

0.58 

0.69 


Molahera 

0812000101448200 

1.308 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.302 

-1.08 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.010 

0.53 

0.75 


Mordha 

0812000101447600 

5.556 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.229 

-0.35 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.002 

0.02 

0.02 







Non-command 

Younger Alluvium 

0.236 

-0.35 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.002 

0.02 

0.02 


Nagriwas 

0812000101454500 

2.757 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.341 

-0.32 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.003 

0.07 

0.09 







Non-command 

Younger Alluvium 

0.266 

-0.32 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.002 

0.05 

0.07 


Nangal Lakha 

0806000800870400 

10.888 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.735 

-0.39 

0.120 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.53 

0.025 

0.18 

0.23 


Nangal Panditpura 

0812000101454200 

7.029 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

7.029 

-0.10 

0.120 

0.29 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.09 

0.056 

0.54 

0.75 


Nawalpura 

0806000800875400 

2.679 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.679 

-0.52 

0.120 

0.13 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.50 

0.018 

0.58 

0.69 


Paniyala 

0812000101447700 

9.744 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.555 

-0.22 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.012 

0.08 

0.10 







Non-command 

Younger Alluvium 

4.617 

-0.22 

0.120 

0.22 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.83 

0.037 

0.25 

0.29 


Parsa Ka Bas 

0806000800870300 

5.180 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.269 

-0.35 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.002 

0.03 

0.04 







Non-command 

Quartzite 

0.038 

-0.35 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.01 


Pejooka 

0812000101454700 

5.149 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.198 

-0.13 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.025 

0.34 

0.42 


Pootli 

0812000101455200 

4.990 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.914 

1.60 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.13 

0.00 

0.007 

0.10 

0.14 


Rasnali 

0806000800875600 

6.182 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.182 

-0.42 

0.120 

0.26 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

1.00 

0.041 

0.56 

0.71 


Roondh Rampur 

0806000800874800 

19.729 

Fresh 

Non-command 

Non-command 

Quartzite 

0.008 

0.52 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sangtera 

0812000101448000 

5.867 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.289 

-0.32 

0.120 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.64 

0.034 

0.39 

0.55 


Shekhupur 

0812000101448100 

3.683 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.569 

-0.64 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.44 

0.028 

0.52 

0.73 


Shyampura 

0806000800873700 

0.043 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.043 

-0.58 

0.120 

0.47 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

1.89 

0.000 

0.59 

0.68 


Tamoriwas 

0812000101454400 

2.377 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.757 

-0.32 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.006 

0.17 

0.23 







Non-command 

Younger Alluvium 

1.619 

-0.32 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.013 

0.37 

0.49 


Tapri 

0812000101453400 

3.440 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.818 

-1.26 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.006 

0.13 

0.18 







Non-command 

Younger Alluvium 

2.549 

-1.26 

0.120 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.74 

0.020 

0.39 

0.56 


Ukhalhera 

0806000800870600 

6.920 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.290 

-0.43 

0.120 

0.33 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.26 

0.035 

0.42 

0.55 







Non-command 

Younger Alluvium 

0.038 

-0.43 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

0.793 

-0.43 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.005 

0.06 

0.08 

06001014 

Antela 

0812000201459700 

7.873 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.783 

0.83 

0.150 

0.17 

0.01 

0.00 

0.00 

0.00 

0.50 

0.82 

0.60 

0.017 

0.21 

0.13 







Non-command 

Quartzite 

0.215 

0.83 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.03 

0.001 

0.02 

0.01 


Bagawas Ahiran 

0812000201460800 

5.065 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.065 

0.33 

0.150 

0.17 

0.01 

0.00 

0.00 

0.00 

0.41 

0.72 

0.66 

0.031 

0.59 

0.33 


Bahadurpura 

0812000201461300 

2.392 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.556 

0.04 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.04 

0.08 

0.003 

0.14 

0.09 






Chhittoli 

Command 

Younger Alluvium 

1.836 

0.04 

0.150 

0.07 

0.01 

0.00 

0.00 

0.00 

0.07 

0.11 

0.26 

0.011 

0.45 

0.29 


Bahdoda 

0812000201459800 

2.090 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.960 

0.72 

0.150 

0.08 

0.00 

0.00 

0.00 

0.00 

0.29 

0.48 

0.29 

0.012 

0.55 

0.33 


Bahrampur 

0812000201461600 

3.324 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.564 

0.05 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.003 

0.10 

0.08 


Bajrangpura 

0812000201459300 

6.234 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.234 

0.53 

0.150 

0.16 

0.01 

0.00 

0.00 

0.00 

0.65 

1.13 

0.59 

0.038 

0.59 

0.33 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.20 

0.14 

- 

0.14 

0.01 

0.15 

0.05 

0.44 

0.02 

0.0300 

- 

- 

- 

0.030 

0.049 

0.196 

0.020 

0.176 

0.854 

485.09 

Over Exploited 

Daduka 

0812000101456700 

0.20 

0.07 

- 

0.07 

0.01 

0.08 

0.02 

0.19 

0.01 

0.0200 

- 

- 

- 

0.020 

0.031 

0.113 

0.011 

0.101 

0.467 

460.61 

Over Exploited 

Garhi 

0806000900878800 

0.24 

0.05 

203.92 

0.06 

- 

0.06 

0.01 

0.10 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.074 

0.004 

0.070 

0.355 

507.87 

Over Exploited 

Giroodi 

0806000800874000 

0.24 

0.06 

108.07 

0.07 

0.02 

0.09 

0.02 

0.17 

0.01 

0.0600 

- 

- 

- 

0.060 

0.068 

0.158 

0.008 

0.150 

0.567 

377.13 

Over Exploited 

Gopipura 

0812000101454100 

0.15 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.001 

0.006 

0.113 

1,790.89 

Over Exploited 



0.20 

0.50 

- 

0.50 

0.01 

0.51 

0.06 

0.53 

0.07 

0.0300 

- 

- 

- 

0.030 

0.098 

0.605 

0.060 

0.544 

0.871 

159.90 

Over Exploited 

Hansiyawas 

0812000101454300 

0.15 

0.02 

- 

0.02 

0.01 

0.03 

0.02 

0.20 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.056 

0.006 

0.051 

0.163 

321.72 

Over Exploited 



0.20 

0.14 

- 

0.14 

0.01 

0.15 

0.05 

0.42 

0.02 

0.0400 

- 

- 

- 

0.040 

0.060 

0.215 

0.021 

0.193 

0.363 

188.16 

Over Exploited 

Holawas 

0806000800875200 

0.24 

0.28 

(10.28) 

0.25 

0.01 

0.26 

0.06 

0.51 

0.04 

0.0400 

- 

- 

0.002 

0.042 

0.080 

0.345 

0.017 

0.328 

1.031 

314.70 

Over Exploited 

Indrada 

0806000800875300 

0.24 

0.83 

- 

0.83 

0.07 

0.90 

0.08 

0.64 

0.11 

0.2200 

- 

- 

- 

0.220 

0.333 

1.232 

0.123 

1.109 

1.974 

178.08 

Over Exploited 

Jahidpura 

0812000101454600 

0.20 

0.41 

- 

0.41 

0.02 

0.43 

0.06 

0.50 

0.06 

0.0500 

- 

- 

0.001 

0.051 

0.107 

0.534 

0.053 

0.481 

0.517 

107.43 

Over Exploited 

Jhajharpura 

0806000800873500 

0.24 

1.16 

- 

1.16 

0.04 

1.20 

0.06 

0.47 

0.16 

0.1300 

- 

- 

0.001 

0.131 

0.290 

1.494 

0.149 

1.345 

1.196 

88.96 

Semi Critical 

Kaloohera 

0812000101447100 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.014 

1,245.32 

Over Exploited 

Kankariya 

0806000800873300 

0.24 

0.63 

- 

0.63 

0.04 

0.67 

0.07 

0.61 

0.09 

0.1200 

- 

- 

- 

0.120 

0.205 

0.873 

0.087 

0.786 

1.077 

137.10 

Over Exploited 

Kauthal 

0806000800873100 

0.24 

0.02 

- 

0.02 

0.01 

0.03 

0.01 

0.12 

0.00 

0.0300 

- 

- 

- 

0.030 

0.032 

0.060 

0.006 

0.054 

0.263 

482.46 

Over Exploited 

Keharpura 

0806000800870800 

0.24 

0.56 

- 

0.56 

0.01 

0.57 

0.07 

0.56 

0.08 

0.0200 

- 

- 

- 

0.020 

0.097 

0.671 

0.067 

0.604 

0.602 

99.64 

Critical 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.078 

1,982.68 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kharkhara 

0806000800875500 

0.24 

0.59 

- 

0.59 

0.03 

0.62 

0.07 

0.57 

0.08 

0.1000 

- 

- 

- 

0.100 

0.180 

0.799 

0.080 

0.719 

0.944 

131.25 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.015 

0.002 

0.014 

0.123 

904.03 

Over Exploited 

Kharkhari Kalan 

0806000900879700 

0.24 

0.00 

1,708.99 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.012 

13,626.71 

Over Exploited 



0.10 

0.00 

265.55 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.003 

0.042 

1,240.44 

Over Exploited 

Kheewaheri 

0806000800875800 

0.24 

0.58 

- 

0.58 

0.03 

0.61 

0.08 

0.64 

0.08 

0.1000 

- 

- 

0.001 

0.101 

0.180 

0.788 

0.079 

0.709 

0.952 

134.19 

Over Exploited 

Khera 

0806000800873600 

0.24 

0.01 

- 

0.01 

0.02 

0.03 

0.03 

0.23 

0.00 

0.0500 

- 

- 

- 

0.050 

0.051 

0.079 

0.008 

0.071 

0.478 

672.51 

Over Exploited 

Kherki Mukkar 

0812000101447800 

0.20 

0.30 

- 

0.30 

0.01 

0.31 

0.07 

0.57 

0.04 

0.0400 

- 

- 

- 

0.040 

0.082 

0.393 

0.039 

0.354 

1.104 

311.74 

Over Exploited 

Kherki Veerbhan 

0812000101448300 

0.20 

0.09 

- 

0.09 

- 

0.09 

0.03 

0.22 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.112 

0.011 

0.101 

0.234 

232.93 

Over Exploited 

Khohri 

0806000800876100 

0.24 

0.95 

- 

0.95 

0.07 

1.02 

0.06 

0.47 

0.13 

0.2200 

- 

- 

- 

0.220 

0.350 

1.374 

0.137 

1.237 

2.038 

164.78 

Over Exploited 

Khurdi 

0812000101455000 

0.20 

0.12 

91.58 

0.15 

0.01 

0.16 

0.05 

0.39 

0.02 

0.0200 

- 

- 

0.000 

0.020 

0.037 

0.197 

0.010 

0.187 

0.602 

322.14 

Over Exploited 

Kothiya 

0806000800870500 

0.24 

0.12 

- 

0.12 

0.01 

0.13 

0.07 

0.56 

0.02 

0.0200 

- 

- 

- 

0.020 

0.037 

0.170 

0.017 

0.153 

0.470 

307.15 

Over Exploited 

Kotputli (m) 

0812000141201000 

0.20 

0.35 

- 

0.35 

- 

0.35 

0.04 

0.32 

0.05 

- 

- 

- 

- 

- 

0.048 

0.401 

0.040 

0.361 

1.894 

524.55 

Over Exploited 

Lekri 

0806000800875000 

0.24 

0.00 

2,868.28 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

6,892.88 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.021 

12,921.70 

Over Exploited 

Mandeeja Basai 

0806000800873800 

0.24 

0.27 

- 

0.27 

0.03 

0.30 

0.05 

0.42 

0.04 

0.0800 

- 

- 

0.001 

0.081 

0.118 

0.420 

0.042 

0.378 

0.706 

186.59 

Over Exploited 

Milakpur 

0806000800875700 

0.24 

0.09 

- 

0.09 

0.01 

0.10 

0.08 

0.66 

0.01 

0.0300 

- 

- 

- 

0.030 

0.043 

0.145 

0.015 

0.131 

0.266 

203.52 

Over Exploited 

Molahera 

0812000101448200 

0.20 

0.14 

- 

0.14 

- 

0.14 

0.07 

0.60 

0.02 

- 

- 

- 

- 

- 

0.019 

0.157 

0.016 

0.141 

0.106 

75.30 

Semi Critical 

Mordha 

0812000101447600 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.050 

6,449.80 

Over Exploited 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.050 

4,555.45 

Over Exploited 

Nagriwas 

0812000101454500 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.087 

688.91 

Over Exploited 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.062 

521.87 

Over Exploited 

Nangal Lakha 

0806000800870400 

0.24 

0.17 

- 

0.17 

0.01 

0.18 

0.03 

0.21 

0.02 

0.0200 

- 

- 

- 

0.020 

0.044 

0.219 

0.022 

0.197 

0.556 

281.57 

Over Exploited 

Nangal Panditpura 

0812000101454200 

0.20 

0.75 

- 

0.75 

0.01 

0.76 

0.07 

0.61 

0.10 

0.0400 

- 

- 

- 

0.040 

0.143 

0.905 

0.090 

0.814 

1.148 

140.95 

Over Exploited 

Nawalpura 

0806000800875400 

0.24 

0.37 

- 

0.37 

0.02 

0.39 

0.08 

0.66 

0.05 

0.0600 

- 

- 

0.001 

0.061 

0.112 

0.506 

0.051 

0.456 

0.521 

114.22 

Over Exploited 

Paniyala 

0812000101447700 

0.15 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.10 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.033 

0.003 

0.029 

0.288 

981.09 

Over Exploited 



0.20 

0.23 

- 

0.23 

0.01 

0.24 

0.04 

0.29 

0.03 

0.0300 

- 

- 

- 

0.030 

0.063 

0.306 

0.031 

0.276 

0.865 

313.67 

Over Exploited 

Parsa Ka Bas 

0806000800870300 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.055 

2,869.05 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.008 

95,223.62 

Over Exploited 

Pejooka 

0812000101454700 

0.20 

0.22 

- 

0.22 

- 

0.22 

0.05 

0.39 

0.03 

0.0100 

- 

- 

- 

0.010 

0.040 

0.258 

0.026 

0.232 

0.321 

138.46 

Over Exploited 

Pootli 

0812000101455200 

0.20 

0.02 

600.35 

0.02 

- 

0.02 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.002 

0.024 

0.001 

0.023 

0.007 

31.97 

Safe 

Rasnali 

0806000800875600 

0.24 

0.84 

- 

0.84 

0.04 

0.88 

0.08 

0.64 

0.11 

0.1100 

- 

- 

0.002 

0.112 

0.226 

1.102 

0.110 

0.992 

1.038 

104.61 

Over Exploited 

Roondh Rampur 

0806000800874800 

0.06 

0.00 

103,544.56 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sangtera 

0812000101448000 

0.20 

0.33 

- 

0.33 

0.01 

0.35 

0.05 

0.44 

0.05 

0.0200 

- 

- 

0.003 

0.023 

0.069 

0.415 

0.042 

0.374 

0.670 

179.27 

Over Exploited 

Shekhupur 

0812000101448100 

0.20 

0.37 

- 

0.37 

0.01 

0.38 

0.07 

0.59 

0.05 

0.0200 

- 

- 

- 

0.020 

0.070 

0.449 

0.045 

0.404 

0.472 

116.93 

Over Exploited 

Shyampura 

0806000800873700 

0.24 

0.01 

- 

0.01 

0.07 

0.08 

0.08 

0.67 

0.00 

0.2100 

- 

- 

- 

0.210 

0.211 

0.287 

0.029 

0.258 

1.894 

733.50 

Over Exploited 

Tamoriwas 

0812000101454400 

0.15 

0.02 

- 

0.02 

0.01 

0.03 

0.02 

0.20 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.053 

0.005 

0.047 

0.186 

393.16 

Over Exploited 



0.20 

0.12 

- 

0.12 

0.01 

0.13 

0.05 

0.43 

0.02 

0.0400 

- 

- 

- 

0.040 

0.057 

0.188 

0.019 

0.169 

0.409 

242.10 

Over Exploited 

Tapri 

0812000101453400 

0.15 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.14 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.028 

0.003 

0.025 

0.246 

990.71 

Over Exploited 



0.20 

0.20 

- 

0.20 

0.01 

0.21 

0.05 

0.45 

0.03 

0.0300 

- 

- 

- 

0.030 

0.057 

0.269 

0.027 

0.242 

0.764 

316.24 

Over Exploited 

Ukhalhera 

0806000800870600 

0.24 

0.53 

- 

0.53 

0.02 

0.55 

0.06 

0.48 

0.07 

0.0500 

- 

- 

- 

0.050 

0.123 

0.673 

0.067 

0.606 

1.297 

214.06 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.023 

90,297.09 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.118 

4,368.64 

Over Exploited 

Antela 

0812000201459700 

0.20 

0.09 

179,320.04 

0.11 

0.01 

0.12 

0.03 

0.24 

0.01 

0.0600 

- 

- 

- 

0.060 

0.074 

0.192 

0.010 

0.182 

0.612 

336.30 

Over Exploited 



0.05 

0.00 

12,809.33 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.030 

13,763.55 

Over Exploited 

Bagawas Ahiran 

0812000201460800 

0.20 

0.59 

20.69 

0.71 

0.01 

0.72 

0.09 

0.68 

0.09 

0.0200 

- 

- 

0.001 

0.021 

0.113 

0.836 

0.042 

0.794 

0.690 

86.89 

Semi Critical 

Bahadurpura 

0812000201461300 

0.20 

0.02 

138.94 

0.02 

0.00 

0.02 

0.02 

0.16 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.013 

0.032 

0.002 

0.030 

0.079 

264.78 

Over Exploited 



0.20 

0.17 

(32.38) 

0.13 

0.01 

0.14 

0.07 

0.52 

0.03 

0.0300 

- 

- 

0.001 

0.031 

0.056 

0.199 

0.010 

0.189 

0.270 

143.23 

Over Exploited 

Bahdoda 

0812000201459800 

0.20 

0.22 

122.64 

0.26 

0.00 

0.26 

0.08 

0.63 

0.03 

0.0100 

- 

- 

0.000 

0.010 

0.044 

0.302 

0.015 

0.287 

0.304 

106.02 

Over Exploited 

Bahrampur 

0812000201461600 

0.20 

0.01 

2.94 

0.01 

0.00 

0.02 

0.01 

0.12 

0.00 

- 

- 

- 

0.007 

0.007 

0.009 

0.025 

0.001 

0.024 

0.025 

107.71 

Over Exploited 

Baj'rangpura 

0812000201459300 

0.20 

0.73 

55.35 

0.88 

0.01 

0.89 

0.09 

0.68 

0.11 

0.0200 

- 

- 

- 

0.020 

0.134 

1.020 

0.051 

0.969 

0.632 

65.27 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Banipark 

081200020146070C 

0.768 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.768 

0.48 

0.150 

0.12 

0.01 

0.00 

0.00 

0.00 

0.17 

0.28 

0.46 

0.005 

0.59 

0.34 


Barnagar 

0812000101458300 

13.028 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.882 

0.08 

0.150 

0.13 

0.01 

0.00 

0.00 

0.00 

0.16 

0.29 

0.48 

0.024 

0.17 

0.10 






Chhittoli 

Command 

Younger Alluvium 

9.146 

0.08 

0.150 

0.30 

0.01 

0.00 

0.00 

0.00 

0.39 

0.70 

1.11 

0.056 

0.41 

0.23 


Bas Dayal 

0806000800875900 

2.902 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.331 

-0.36 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.002 

0.06 

0.08 


Bas Shekhawat 

0806000800876700 

1.064 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.932 

-0.36 

0.120 

0.12 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.47 

0.006 

0.49 

0.59 


Bas Udaisingh 

0812000201464800 

3.543 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.595 

0.18 

0.150 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.05 

0.14 

0.004 

0.10 

0.10 







Non-command 

Quartzite 

0.434 

0.18 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.07 

0.003 

0.07 

0.07 


Basri Ganeshpura 

0812000301468700 

17.925 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.649 

0.70 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.29 

0.05 

0.010 

0.05 

0.03 







Non-command 

Quartzite 

5.193 

0.70 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.11 

0.18 

0.11 

0.032 

0.17 

0.11 


Beelwari 

0812000201464700 

14.567 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.919 

0.16 

0.150 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.13 

0.14 

0.024 

0.16 

0.15 







Non-command 

Quartzite 

1.748 

0.16 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.011 

0.07 

0.07 


Bhagatpura 

0812000201461000 

4.977 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.415 

0.32 

0.150 

0.06 

0.00 

0.00 

0.00 

0.00 

0.17 

0.30 

0.22 

0.015 

0.28 

0.17 






Chhittoli 

Command 

Younger Alluvium 

2.562 

0.32 

0.150 

0.06 

0.00 

0.00 

0.00 

0.00 

0.18 

0.31 

0.24 

0.016 

0.30 

0.18 


Bhairunpura 

0812000201465200 

2.088 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.014 

0.09 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

0.277 

0.09 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.002 

0.08 

0.09 


Bhamod 

0812000201466800 

3.414 

Fresh 

Non-command 

Non-command 

Quartzite 

0.181 

0.40 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.03 

0.04 


Bhankhari 

0812000101458600 

10.640 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

10.640 

-0.43 

0.150 

0.43 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.64 

0.065 

0.59 

0.34 


Bhojpura @ Lakhawala 

0812000201461800 

5.878 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.344 

-0.22 

0.150 

0.01 

0.00 

0.00 

0.00 

0.11 

0.00 

0.00 

0.03 

0.002 

0.03 

0.03 


Bhonawas 

0812000101451700 

10.125 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.412 

0.41 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.05 

0.003 

0.02 

0.01 







Non-command 

Quartzite 

0.004 

0.41 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Buchara 

Command 

Younger Alluvium 

0.981 

0.41 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.09 

0.15 

0.16 

0.008 

0.06 

0.03 


Biyawas 

0812000201463700 

13.866 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

9.116 

0.19 

0.150 

0.17 

0.02 

0.00 

0.00 

0.00 

0.40 

0.44 

0.63 

0.056 

0.39 

0.36 


Buchara 

0812000101451400 

38.731 

Fresh 

Non-command 

Non-command 

Quartzite 

0.616 

1.28 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.005 

0.01 

0.01 


Chainpura 

0806000800877100 

3.448 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.099 

-0.27 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.02 







Non-command 

Younger Alluvium 

3.316 

-0.27 

0.120 

0.29 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

1.15 

0.022 

0.55 

0.52 


Chheetoli 

0812000201461400 

5.428 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.234 

-0.18 

0.150 

0.06 

0.00 

0.00 

0.00 

0.07 

0.00 

0.00 

0.19 

0.020 

0.35 

0.24 






Chhittoli 

Command 

Younger Alluvium 

0.426 

-0.18 

0.150 

0.01 

0.00 

0.00 

0.00 

0.07 

0.00 

0.00 

0.02 

0.003 

0.05 

0.03 


Daduka 

0812000101456700 

7.243 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.578 

-0.25 

0.120 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.73 

0.028 

0.28 

0.27 


Devipura @ Baniya Ka B 

0812000201461500 

3.405 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.330 

0.07 

0.150 

0.06 

0.01 

0.00 

0.00 

0.00 

0.08 

0.12 

0.22 

0.020 

0.58 

0.41 






Chhittoli 

Command 

Younger Alluvium 

0.011 

0.07 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

-0.01 

0.00 

0.000 

0.00 

0.00 


Dhani Gaiskan 

0812000201460000 

3.884 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.001 

0.47 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dhoolkot 

0812000201460500 

1.429 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.334 

0.29 

0.150 

0.09 

0.01 

0.00 

0.00 

0.00 

0.14 

0.22 

0.35 

0.008 

0.55 

0.35 






Chhittoli 

Command 

Younger Alluvium 

0.094 

0.29 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.001 

0.04 

0.02 


Fatehpura Khurd 

0812000101451600 

4.658 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.578 

0.31 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.10 

0.18 

0.16 

0.013 

0.20 

0.11 






Buchara 

Command 

Younger Alluvium 

2.668 

0.31 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.18 

0.32 

0.30 

0.021 

0.34 

0.19 


Hanuman Nagar 

0812000201459600 

1.694 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.694 

0.60 

0.150 

0.12 

0.01 

0.00 

0.00 

0.00 

0.26 

0.44 

0.46 

0.010 

0.59 

0.35 


Jahidpura 

0812000101454600 

5.724 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.098 

-0.22 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.009 

0.10 

0.14 


Jaisinghpura 

0812000201461100 

7.119 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.390 

-0.01 

0.150 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.61 

0.027 

0.36 

0.22 






Chhittoli 

Command 

Younger Alluvium 

2.518 

-0.01 

0.150 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.015 

0.21 

0.12 


Jhagdet Kalan 

0806000800876600 

3.835 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.228 

-0.38 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.03 

0.04 


Jodhpura 

0812000101458500 

2.983 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.850 

-0.78 

0.150 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.017 

0.56 

0.32 






Buchara 

Command 

Younger Alluvium 

0.133 

-0.78 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.03 

0.01 


Kairli 

0812000201459500 

4.779 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.779 

0.65 

0.150 

0.16 

0.01 

0.00 

0.00 

0.00 

0.62 

1.06 

0.59 

0.029 

0.59 

0.34 


Kalyanpura 

0812000101458400 

3.517 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.519 

-0.73 

0.150 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.015 

0.42 

0.24 






Buchara 

Command 

Younger Alluvium 

0.998 

-0.73 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.006 

0.17 

0.09 


Karoli 

0812000101458900 

6.669 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.035 

-0.24 

0.120 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.60 

0.032 

0.35 

0.30 


Khelna 

0812000101457800 

13.815 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

13.211 

0.19 

0.150 

0.40 

0.02 

0.00 

0.00 

0.00 

0.75 

1.33 

1.49 

0.081 

0.56 

0.32 






Buchara 

Command 

Younger Alluvium 

0.605 

0.19 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.07 

0.004 

0.03 

0.01 


Kira rod 

0812000101457100 

7.465 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.480 

-0.71 

0.150 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.009 

0.12 

0.07 






Buchara 

Command 

Younger Alluvium 

3.928 

-0.71 

0.150 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.024 

0.31 

0.18 


Kishanpura 

0812000201460600 

4.779 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.427 

0.40 

0.150 

0.09 

0.00 

0.00 

0.00 

0.00 

0.36 

0.58 

0.31 

0.027 

0.54 

0.33 






Chhittoli 

Command 

Younger Alluvium 

0.321 

0.40 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.02 

0.002 

0.04 

0.02 


Kooner 

0812000101457700 

3.119 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.033 

0.12 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.00 






Buchara 

Command 

Younger Alluvium 

1.949 

0.12 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.09 

0.08 

0.012 

0.37 

0.21 


Kukdela 

0812000201464900 

2.943 

Fresh 

Non-command 

Non-command 

Quartzite 

1.106 

0.15 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.07 

0.007 

0.23 

0.25 


Ladakawas 

0812000101457900 

2.673 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.673 

0.28 

0.150 

0.26 

0.01 

0.00 

0.00 

0.00 

0.36 

0.64 

1.03 

0.016 

0.59 

0.33 


Lalpura 

0806000800877000 

3.394 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.735 

-0.30 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.011 

0.29 

0.32 







Non-command 

Younger Alluvium 

1.592 

-0.30 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.010 

0.27 

0.29 


Luhakana Kalan 

0812000201460300 

3.028 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.028 

0.18 

0.150 

0.15 

0.02 

0.00 

0.00 

0.00 

0.21 

0.28 

0.58 

0.019 

0.59 

0.45 


Luhakana Khurd 

0812000201460400 

7.907 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.550 

0.24 

0.150 

0.09 

0.01 

0.00 

0.00 

0.00 

0.28 

0.39 

0.32 

0.034 

0.41 

0.29 






Chhittoli 

Command 

Younger Alluvium 

0.001 

0.24 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

-0.01 

0.00 

0.000 

0.00 

0.00 


Mandha 

0812000101458700 

12.132 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

12.132 

-0.51 

0.150 

0.48 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.82 

0.074 

0.58 

0.36 


Mandli 

0806000800876800 

3.332 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.549 

-0.34 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.017 

0.43 

0.51 







Non-command 

Younger Alluvium 

0.619 

-0.34 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.004 

0.10 

0.12 


Nagriwas 

0812000101454500 

2.757 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.313 

-0.32 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.002 

0.06 

0.08 







Non-command 

Younger Alluvium 

1.824 

-0.32 

0.120 

0.11 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.014 

0.37 

0.46 


Naya Bas 

0806000800877200 

5.769 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.511 

-0.28 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.010 

0.15 

0.16 







Non-command 

Younger Alluvium 

0.505 

-0.28 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.003 

0.05 

0.05 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Banipark 

0812000201460700 

0.20 

0.09 

216.73 

0.11 

0.01 

0.12 

0.09 

0.68 

0.01 

0.0200 

- 

- 

- 

0.020 

0.034 

0.152 

0.008 

0.144 

0.469 

324.79 

Over Exploited 

Barnagar 

0812000101458300 

0.20 

0.14 

113.08 

0.16 

0.01 

0.17 

0.03 

0.20 

0.02 

0.0200 

- 

- 

0.002 

0.022 

0.043 

0.216 

0.011 

0.206 

0.499 

242.61 

Over Exploited 



0.20 

0.75 

(7.53) 

0.70 

0.01 

0.71 

0.06 

0.48 

0.12 

0.0400 

- 

- 

0.002 

0.042 

0.159 

0.866 

0.043 

0.822 

1.165 

141.70 

Over Exploited 

Bas Dayal 

0806000800875900 

0.24 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.016 

0.002 

0.014 

0.079 

557.01 

Over Exploited 

Bas Shekhawat 

0806000800876700 

0.24 

0.11 

- 

0.11 

0.02 

0.13 

0.07 

0.56 

0.02 

0.0500 

- 

- 

- 

0.050 

0.065 

0.195 

0.020 

0.176 

0.476 

270.64 

Over Exploited 

Bas Udaisingh 

0812000201464800 

0.20 

0.01 

20,621.16 

0.01 

0.01 

0.02 

0.01 

0.11 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.045 

0.002 

0.043 

0.144 

337.56 

Over Exploited 



0.05 

0.00 

1,255.24 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.012 

0.075 

647.58 

Over Exploited 

Basri Ganeshpura 

0812000301468700 

0.20 

0.02 

1,556.74 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.034 

0.002 

0.032 

0.055 

170.87 

Over Exploited 



0.05 

0.04 

202,334.27 

0.05 

- 

0.05 

0.03 

0.20 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.064 

0.003 

0.061 

0.142 

233.66 

Over Exploited 

Beelwari 

0812000201464700 

0.20 

0.13 

86,864.38 

0.13 

0.01 

0.14 

0.02 

0.18 

0.02 

0.0200 

- 

- 

- 

0.020 

0.038 

0.178 

0.009 

0.169 

0.164 

97.19 

Critical 



0.05 

0.01 

62.53 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.008 

0.054 

678.62 

Over Exploited 

Bhagatpura 

0812000201461000 

0.20 

0.14 

116.92 

0.16 

0.00 

0.16 

0.04 

0.33 

0.02 

0.0100 

- 

- 

0.000 

0.010 

0.031 

0.196 

0.010 

0.186 

0.231 

123.85 

Over Exploited 



0.20 

0.15 

100.36 

0.19 

0.00 

0.19 

0.05 

0.35 

0.02 

0.0100 

- 

- 

0.000 

0.010 

0.034 

0.220 

0.011 

0.209 

0.254 

121.65 

Over Exploited 

Bhairunpura 

0812000201465200 

0.20 

0.00 

1,771.46 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.00 

725.12 

0.00 

- 

0.00 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.031 

2,782.60 

Over Exploited 

Bhamod 

0812000201466800 

0.05 

0.00 

345.80 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.008 

2,192.46 

Over Exploited 

Bhankhari 

0812000101458600 

0.20 

1.25 

- 

1.25 

0.02 

1.27 

0.09 

0.68 

0.19 

0.0600 

- 

- 

0.001 

0.061 

0.254 

1.520 

0.152 

1.368 

1.702 

124.41 

Over Exploited 

Bhojpura @ Lakhawala 

0812000201461800 

0.20 

0.00 

- 

0.00 

0.11 

0.11 

0.01 

0.04 

0.00 

- 

- 

- 

0.168 

0.169 

0.169 

0.284 

0.028 

0.255 

0.034 

13.37 

Safe 

Bhonawas 

0812000101451700 

0.20 

0.00 

887,095.48 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.049 

2,648.88 

Over Exploited 



0.06 

0.00 

(200.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.01 

1,281.61 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

0.0100 

0.0005 

0.0006 

- 

0.011 

0.013 

0.026 

0.001 

0.025 

0.168 

674.38 

Over Exploited 

Biyawas 

0812000201463700 

0.20 

0.71 

594,266.16 

0.57 

0.02 

0.59 

0.06 

0.45 

0.10 

0.0700 

- 

- 

- 

0.070 

0.172 

0.762 

0.038 

0.724 

0.682 

94.26 

Critical 

Buchara 

0812000101451400 

0.06 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.022 

5,037.78 

Over Exploited 

Chainpura 

0806000800877100 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.014 

3,372.33 

Over Exploited 



0.22 

0.40 

- 

0.40 

0.04 

0.45 

0.08 

0.63 

0.06 

0.1300 

- 

- 

0.003 

0.133 

0.192 

0.637 

0.064 

0.573 

1.169 

203.92 

Over Exploited 

Chheetoli 

0812000201461400 

0.20 

0.23 

- 

0.23 

0.07 

0.29 

0.05 

0.40 

0.03 

0.0100 

- 

- 

0.099 

0.109 

0.144 

0.436 

0.044 

0.393 

0.214 

54.44 

Safe 



0.20 

0.00 

- 

0.00 

0.07 

0.07 

0.01 

0.05 

0.00 

- 

- 

- 

0.099 

0.099 

0.100 

0.170 

0.017 

0.153 

0.025 

16.10 

Safe 

Daduka 

0812000101456700 

0.20 

0.20 

- 

0.20 

0.01 

0.21 

0.04 

0.32 

0.03 

0.0300 

- 

- 

- 

0.030 

0.059 

0.268 

0.027 

0.241 

0.762 

316.32 

Over Exploited 

Devipura @ Baniya Ka B 

0812000201461500 

0.20 

0.38 

(69.76) 

0.31 

0.01 

0.32 

0.09 

0.66 

0.06 

0.0200 

- 

- 

0.007 

0.027 

0.085 

0.407 

0.020 

0.386 

0.236 

61.21 

Safe 



0.20 

0.00 

(153,873.65) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

0.007 

0.007 

0.007 

0.012 

0.001 

0.011 

0.000 

0.61 

Safe 

Dhani Gaiskan 

0812000201460000 

0.20 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dhoolkot 

0812000201460500 

0.20 

0.15 

48.51 

0.18 

0.01 

0.19 

0.08 

0.63 

0.02 

0.0400 

- 

- 

- 

0.040 

0.062 

0.248 

0.012 

0.235 

0.354 

150.48 

Over Exploited 



0.20 

0.00 

2,929.04 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.023 

2,396.13 

Over Exploited 

Fatehpura Khurd 

0812000101451600 

0.20 

0.06 

179.76 

0.08 

- 

0.08 

0.03 

0.23 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.095 

0.005 

0.090 

0.173 

191.37 

Over Exploited 



0.20 

0.18 

77.74 

0.21 

- 

0.21 

0.05 

0.39 

0.03 

0.0100 

0.0014 

0.0016 

- 

0.013 

0.041 

0.256 

0.013 

0.243 

0.317 

130.57 

Over Exploited 

Hanuman Nagar 

0812000201459600 

0.20 

0.20 

121.56 

0.24 

0.01 

0.25 

0.09 

0.68 

0.03 

0.0200 

- 

- 

- 

0.020 

0.051 

0.299 

0.015 

0.284 

0.474 

167.18 

Over Exploited 

Jahidpura 

0812000101454600 

0.20 

0.02 

- 

0.02 

0.00 

0.02 

0.01 

0.12 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.014 

0.038 

0.004 

0.034 

0.117 

340.52 

Over Exploited 

Jaisinghpura 

0812000201461100 

0.20 

0.32 

- 

0.32 

0.01 

0.33 

0.06 

0.42 

0.05 

0.0200 

- 

- 

0.001 

0.021 

0.070 

0.397 

0.040 

0.358 

0.632 

176.75 

Over Exploited 



0.20 

0.10 

- 

0.10 

0.00 

0.10 

0.03 

0.24 

0.02 

0.0100 

- 

- 

0.001 

0.011 

0.027 

0.131 

0.013 

0.118 

0.361 

305.81 

Over Exploited 

Jhagdet Kalan 

0806000800876600 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.025 

1,349.05 

Over Exploited 

Jodhpura 

0812000101458500 

0.20 

0.32 

- 

0.32 

0.00 

0.32 

0.09 

0.65 

0.05 

0.0100 

- 

- 

0.000 

0.010 

0.060 

0.379 

0.038 

0.341 

0.321 

94.34 

Critical 



0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.03 

0.00 

- 

0.0001 

0.0001 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.014 

1,471.53 

Over Exploited 

Kairli 

0812000201459500 

0.20 

0.56 

88.72 

0.67 

0.01 

0.68 

0.09 

0.68 

0.09 

0.0200 

- 

- 

0.000 

0.020 

0.107 

0.789 

0.039 

0.750 

0.623 

83.16 

Semi Critical 

Kalyanpura 

0812000101458400 

0.20 

0.21 

- 

0.21 

- 

0.21 

0.07 

0.48 

0.03 

0.0100 

- 

- 

- 

0.010 

0.043 

0.254 

0.025 

0.229 

0.305 

133.45 

Over Exploited 



0.20 

0.03 

- 

0.03 

- 

0.03 

0.03 

0.19 

0.01 

- 

0.0005 

0.0006 

- 

0.001 

0.006 

0.039 

0.004 

0.036 

0.125 

352.22 

Over Exploited 

Karoli 

0812000101458900 

0.20 

0.28 

- 

0.28 

0.01 

0.29 

0.05 

0.40 

0.04 

0.0200 

- 

- 

- 

0.020 

0.062 

0.356 

0.036 

0.321 

0.632 

197.06 

Over Exploited 

Khelna 

0812000101457800 

0.20 

1.48 

(10.00) 

1.33 

0.02 

1.35 

0.09 

0.65 

0.23 

0.0600 

- 

- 

0.001 

0.061 

0.292 

1.645 

0.082 

1.562 

1.573 

100.68 

Over Exploited 



0.20 

0.00 

1,973.89 

0.00 

0.00 

0.00 

0.00 

0.03 

0.00 

- 

0.0003 

0.0004 

0.001 

0.002 

0.002 

0.007 

0.000 

0.006 

0.070 

1,089.34 

Over Exploited 

Kira rod 

0812000101457100 

0.20 

0.03 

- 

0.03 

0.00 

0.03 

0.02 

0.13 

0.01 

0.0100 

- 

- 

0.001 

0.011 

0.016 

0.051 

0.005 

0.046 

0.181 

392.95 

Over Exploited 



0.20 

0.24 

- 

0.24 

0.01 

0.25 

0.05 

0.36 

0.04 

0.0200 

0.0020 

0.0024 

0.001 

0.025 

0.063 

0.315 

0.032 

0.284 

0.473 

166.63 

Over Exploited 

Kishanpura 

0812000201460600 

0.20 

0.48 

20.71 

0.58 

0.00 

0.58 

0.08 

0.63 

0.07 

0.0100 

- 

- 

0.000 

0.010 

0.084 

0.661 

0.033 

0.628 

0.340 

54.16 

Safe 



0.20 

0.00 

1,785.95 

0.00 

0.00 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

0.000 

0.000 

0.000 

0.004 

0.000 

0.003 

0.024 

697.46 

Over Exploited 

Kooner 

0812000101457700 

0.20 

0.00 

(1,770.36) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

0.002 

0.002 

0.002 

0.003 

0.000 

0.002 

0.000 

8.43 

Safe 



0.20 

0.14 

(34.12) 

0.11 

0.00 

0.12 

0.06 

0.42 

0.02 

- 

0.0010 

0.0012 

0.002 

0.004 

0.026 

0.141 

0.007 

0.134 

0.091 

67.86 

Safe 

Kukdela 

0812000201464900 

0.05 

0.01 

(127.17) 

0.01 

- 

0.01 

0.03 

0.26 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.027 

0.001 

0.025 

0.079 

310.49 

Over Exploited 

Ladakawas 

0812000101457900 

0.20 

0.31 

105.23 

0.38 

0.01 

0.39 

0.09 

0.68 

0.05 

0.0400 

- 

- 

- 

0.040 

0.089 

0.475 

0.024 

0.451 

1.046 

232.03 

Over Exploited 

Lalpura 

0806000800877000 

0.24 

0.12 

- 

0.12 

0.01 

0.13 

0.04 

0.33 

0.02 

0.0200 

- 

- 

0.000 

0.020 

0.038 

0.168 

0.017 

0.152 

0.157 

103.90 

Over Exploited 



0.22 

0.09 

- 

0.09 

0.01 

0.10 

0.04 

0.30 

0.01 

0.0200 

- 

- 

0.001 

0.021 

0.035 

0.139 

0.014 

0.125 

0.219 

176.06 

Over Exploited 

Luhakana Kalan 

0812000201460300 

0.20 

0.36 

(22.77) 

0.29 

0.02 

0.31 

0.09 

0.68 

0.05 

0.0700 

- 

- 

- 

0.070 

0.123 

0.430 

0.021 

0.408 

0.602 

147.35 

Over Exploited 

Luhakana Khurd 

0812000201460400 

0.20 

0.46 

(14.93) 

0.39 

0.01 

0.40 

0.06 

0.48 

0.07 

0.0400 

- 

- 

0.006 

0.046 

0.115 

0.519 

0.026 

0.493 

0.358 

72.67 

Semi Critical 



0.20 

0.00 

########## 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

0.006 

0.006 

0.006 

0.009 

0.000 

0.009 

0.000 

0.08 

Safe 

Mandha 

0812000101458700 

0.20 

1.42 

- 

1.42 

0.02 

1.44 

0.09 

0.67 

0.22 

0.0700 

- 

- 

0.000 

0.070 

0.289 

1.725 

0.172 

1.552 

1.896 

122.16 

Over Exploited 

Mandli 

0806000800876800 

0.24 

0.26 

- 

0.26 

0.01 

0.27 

0.06 

0.49 

0.04 

0.0300 

- 

- 

0.001 

0.031 

0.067 

0.341 

0.034 

0.307 

0.324 

105.45 

Over Exploited 



0.22 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.12 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.026 

0.003 

0.024 

0.130 

550.95 

Over Exploited 

Nagriwas 

0812000101454500 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.074 

619.77 

Over Exploited 



0.20 

0.13 

- 

0.13 

0.02 

0.15 

0.05 

0.42 

0.02 

0.0500 

- 

- 

- 

0.050 

0.068 

0.222 

0.022 

0.200 

0.446 

223.56 

Over Exploited 

Naya Bas 

0806000800877200 

0.24 

0.05 

- 

0.05 

0.01 

0.06 

0.02 

0.17 

0.01 

0.0400 

- 

- 

- 

0.040 

0.048 

0.112 

0.011 

0.101 

0.335 

331.55 

Over Exploited 



0.22 

0.01 

- 

0.01 

0.01 

0.02 

0.01 

0.06 

0.00 

0.0200 

- 

- 

0.000 

0.020 

0.021 

0.036 

0.004 

0.033 

0.175 

535.41 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Neelka 

081200020145990C 

3.942 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.066 

0.75 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Neemli 

0812000201459200 

4.478 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.413 

0.69 

0.150 

0.09 

0.00 

0.00 

0.00 

0.00 

0.55 

0.94 

0.31 

0.027 

0.58 

0.34 


Norang Pura 

0812000201465100 

7.207 

Fresh 

Non-command 

Non-command 

Quartzite 

2.084 

-0.17 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.013 

0.18 

0.20 


Pachhodala 

081200010145910C 

29.893 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

7.011 

-0.17 

0.150 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.42 

0.043 

0.14 

0.12 


Panch Pahari 

081200010145900C 

9.238 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.588 

-0.23 

0.150 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.022 

0.23 

0.17 


Paota 

081200010145760C 

7.086 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.537 

-0.25 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.003 

0.04 

0.02 






Buchara 

Command 

Younger Alluvium 

3.454 

-0.25 

0.150 

0.21 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.82 

0.021 

0.29 

0.16 


Papri 

081200020146360C 

13.762 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.752 

0.19 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.09 

0.011 

0.08 

0.08 


Pathreri 

081200010145680C 

11.826 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.895 

-0.55 

0.120 

0.42 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.65 

0.039 

0.24 

0.16 


Pejooka 

081200010145470C 

5.149 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.908 

-0.13 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.015 

0.20 

0.25 


Pragpura 

081200010145720C 

10.392 

Fresh 

Buchara 

Command 

Younger Alluvium 

0.223 

-0.45 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.001 

0.01 

0.01 


Rajnauta 

081200010145880C 

18.937 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

18.813 

-0.41 

0.120 

0.61 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.24 

0.149 

0.57 

0.46 


Rampura Khurd 

0812000201459400 

4.037 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.610 

0.76 

0.150 

0.07 

0.00 

0.00 

0.00 

0.00 

0.48 

0.82 

0.27 

0.022 

0.52 

0.31 


Ratanpura @ Karana 

080600080087860C 

9.848 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.139 

-0.23 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 







Non-command 

Younger Alluvium 

0.621 

-0.23 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.004 

0.04 

0.04 


Rooppura 

081200010145150C 

6.933 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.106 

0.56 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.22 

0.38 

0.32 

0.017 

0.18 

0.10 







Non-command 

Quartzite 

0.025 

0.56 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Buchara 

Command 

Younger Alluvium 

0.660 

0.56 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.13 

0.10 

0.005 

0.06 

0.03 


Sitapur 

081200020146020C 

11.372 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.520 

0.29 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.003 

0.03 

0.02 


Surajpura 

081200020146120C 

1.645 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.026 

0.03 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Chhittoli 

Command 

Younger Alluvium 

1.618 

0.03 

0.150 

0.09 

0.00 

0.00 

0.00 

0.00 

0.10 

0.16 

0.34 

0.010 

0.58 

0.36 


Taliya ra 

081200020146090C 

0.857 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.857 

0.32 

0.150 

0.08 

0.00 

0.00 

0.00 

0.00 

0.12 

0.21 

0.32 

0.005 

0.59 

0.33 


Tamoriwas 

081200010145440C 

2.377 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.001 

-0.32 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Taskola 

081200010145190C 

5.816 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.002 

0.34 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Tatera 

081300060175700C 

5.159 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.025 

0.49 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

0.000 

0.49 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Theekariya 

081200010145800C 

5.049 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.914 

0.23 

0.150 

0.06 

0.00 

0.00 

0.00 

0.00 

0.12 

0.22 

0.24 

0.012 

0.22 

0.13 






Chhittoli 

Command 

Younger Alluvium 

3.134 

0.23 

0.150 

0.10 

0.00 

0.00 

0.00 

0.00 

0.21 

0.36 

0.38 

0.019 

0.36 

0.21 


Toorana 

080600080087690C 

8.195 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

8.195 

-0.29 

0.120 

0.43 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

1.63 

0.054 

0.56 

0.61 


Tordabrahmanan 

081200010145810C 

10.389 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

8.424 

-0.16 

0.150 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.50 

0.052 

0.48 

0.30 






Chhittoli 

Command 

Younger Alluvium 

0.376 

-0.16 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.002 

0.02 

0.01 


Tulsipura 

081200010145820C 

5.820 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.360 

0.31 

0.150 

0.09 

0.00 

0.00 

0.00 

0.00 

0.15 

0.27 

0.35 

0.008 

0.14 

0.08 






Chhittoli 

Command 

Younger Alluvium 

4.460 

0.31 

0.150 

0.30 

0.01 

0.00 

0.00 

0.00 

0.50 

0.88 

1.16 

0.027 

0.45 

0.26 


Viratnagar (m) 

081200024120200C 

34.434 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.003 

0.35 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

0.030 

0.35 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.00 

0.00 

06001015 

Ajeetgarh 

081300050174220C 

13.528 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.122 

0.35 

0.100 

0.78 

0.02 

0.00 

0.00 

0.00 

1.08 

0.81 

1.73 

1.068 

0.35 

0.47 


Ajmeri 

081300060175720C 

10.263 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.165 

2.49 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

1.59 

1.71 

0.18 

0.048 

0.28 

0.26 







Non-command 

Quartzite 

5.094 

2.49 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.28 

0.31 

0.06 

0.047 

0.28 

0.26 


Amarpura 

081200030147060C 

1.719 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.508 

0.31 

0.150 

0.06 

0.01 

0.00 

0.00 

0.00 

0.12 

0.11 

0.24 

0.011 

0.49 

0.54 







Non-command 

Quartzite 

0.206 

0.31 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.002 

0.07 

0.07 


Amarsar 

081200030147120C 

12.801 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.597 

0.42 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.13 

0.004 

0.02 

0.03 







Non-command 

Younger Alluvium 

0.009 

0.42 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Antela 

081200020145970C 

7.873 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.490 

0.83 

0.150 

0.08 

0.00 

0.00 

0.00 

0.00 

0.26 

0.43 

0.31 

0.009 

0.11 

0.07 







Non-command 

Quartzite 

1.017 

0.83 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.06 

0.09 

0.14 

0.006 

0.08 

0.05 


Aspura 

081200020146420C 

10.412 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

10.412 

-0.19 

0.150 

0.07 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.064 

0.58 

0.44 


Badodiya 

081200020146730C 

13.942 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.432 

0.91 

0.150 

0.07 

0.01 

0.00 

0.00 

0.00 

0.39 

0.34 

0.27 

0.015 

0.10 

0.12 







Non-command 

Quartzite 

0.494 

0.91 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.003 

0.02 

0.02 


Bagawas Chaurasi 

081200020146460C 

12.922 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

12.511 

-0.17 

0.150 

0.34 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.25 

0.077 

0.57 

0.53 







Non-command 

Quartzite 

0.229 

-0.17 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 


Bahdoda 

081200020145980C 

2.090 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.130 

0.72 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.04 

0.02 

0.001 

0.04 

0.02 


Barijori 

081200030146970C 

1.256 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.243 

1.03 

0.150 

0.18 

0.03 

0.00 

0.00 

0.00 

0.34 

0.35 

0.73 

0.009 

0.55 

0.55 







Non-command 

Quartzite 

0.003 

1.03 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Baroi Ki Dhani 

081200030147570C 

1.821 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.821 

0.16 

0.150 

0.06 

0.01 

0.00 

0.00 

0.00 

0.09 

0.08 

0.21 

0.014 

0.56 

0.66 


Barwara 

081200020146700C 

2.742 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.006 

0.86 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

0.035 

0.86 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Bas Udaisingh 

081200020146480C 

3.543 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.901 

0.18 

0.150 

0.06 

0.01 

0.00 

0.00 

0.00 

0.07 

0.07 

0.22 

0.006 

0.15 

0.15 







Non-command 

Quartzite 

0.429 

0.18 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.07 

0.003 

0.07 

0.07 


Basri Ganeshpura 

081200030146870C 

17.925 

Fresh 

Non-command 

Non-command 

Quartzite 

2.327 

0.70 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.08 

0.06 

0.014 

0.08 

0.05 


Beelwari 

081200020146470C 

14.567 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.834 

0.16 

0.150 

0.08 

0.01 

0.00 

0.00 

0.00 

0.23 

0.25 

0.25 

0.042 

0.28 

0.27 







Non-command 

Quartzite 

0.622 

0.16 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.004 

0.03 

0.02 


Bhabroo 

081200020146010C 

9.320 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.823 

0.20 

0.150 

0.21 

0.03 

0.00 

0.00 

0.00 

0.35 

0.50 

0.80 

0.036 

0.36 

0.25 







Non-command 

Quartzite 

0.434 

0.20 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.04 

0.003 

0.03 

0.02 


Bhamod 

081200020146680C 

3.414 

Fresh 

Non-command 

Non-command 

Quartzite 

0.022 

0.40 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhanipura 

081200030147080C 

1.769 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.769 

0.44 

0.150 

0.08 

0.01 

0.00 

0.00 

0.00 

0.19 

0.16 

0.32 

0.013 

0.55 

0.63 


Bichpuri 

081200030147100C 

2.164 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.554 

0.51 

0.150 

0.06 

0.01 

0.00 

0.00 

0.00 

0.17 

0.14 

0.22 

0.012 

0.39 

0.47 


Biyawas 

081200020146370C 

13.866 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.591 

0.19 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.08 

0.11 

0.010 

0.07 

0.06 


Buchara 

0812000101451400 

38.731 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.074 

1.28 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.00 

0.001 

0.00 

0.00 







Non-command 

Quartzite 

2.502 

1.28 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.13 

0.06 

0.020 

0.04 

0.02 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 


( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Neelka 

0812000201459900 

0.20 

0.00 

9,001.37 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Neemli 

0812000201459200 

0.20 

0.51 

84.21 

0.61 

- 

0.61 

0.09 

0.67 

0.08 

0.0100 

- 

- 

- 

0.010 

0.089 

0.700 

0.035 

0.665 

0.340 

51.17 

Safe 

Norang Pura 

0812000201465100 

0.05 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.20 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.030 

0.003 

0.027 

0.085 

312.27 

Over Exploited 

Pachhodala 

0812000101459100 

0.20 

0.20 

- 

0.20 

0.01 

0.21 

0.02 

0.16 

0.03 

0.0200 

- 

- 

- 

0.020 

0.049 

0.254 

0.025 

0.229 

0.465 

203.35 

Over Exploited 

Panch Pahari 

0812000101459000 

0.20 

0.16 

- 

0.16 

- 

0.16 

0.03 

0.26 

0.02 

0.0100 

- 

- 

- 

0.010 

0.035 

0.197 

0.020 

0.178 

0.365 

205.41 

Over Exploited 

Paota 

0812000101457600 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

0.000 

0.000 

0.001 

0.006 

0.001 

0.005 

0.135 

2,491.96 

Over Exploited 



0.20 

0.20 

- 

0.20 

0.01 

0.21 

0.04 

0.33 

0.03 

0.0300 

0.0018 

0.0021 

0.000 

0.034 

0.065 

0.273 

0.027 

0.245 

0.839 

342.17 

Over Exploited 

Papri 

0812000201463600 

0.20 

0.03 

95,045.09 

0.03 

- 

0.03 

0.01 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.046 

0.002 

0.044 

0.097 

220.21 

Over Exploited 

Pathreri 

0812000101456800 

0.20 

0.23 

- 

0.23 

0.02 

0.26 

0.04 

0.28 

0.04 

0.0600 

- 

- 

0.001 

0.061 

0.097 

0.352 

0.035 

0.317 

1.687 

532.33 

Over Exploited 

Pejooka 

0812000101454700 

0.20 

0.08 

- 

0.08 

- 

0.08 

0.03 

0.23 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.098 

0.010 

0.088 

0.182 

205.94 

Over Exploited 

Pragpura 

0812000101457200 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

0.0001 

0.0001 

0.001 

0.002 

0.002 

0.003 

0.000 

0.003 

0.027 

1,027.89 

Over Exploited 

Rajnauta 

0812000101458800 

0.20 

2.15 

- 

2.15 

0.03 

2.18 

0.09 

0.66 

0.32 

0.0800 

- 

- 

- 

0.080 

0.401 

2.578 

0.258 

2.321 

2.393 

103.14 

Over Exploited 

Rampura Khurd 

0812000201459400 

0.20 

0.38 

194,493.23 

0.45 

- 

0.45 

0.08 

0.60 

0.06 

0.0100 

- 

- 

- 

0.010 

0.069 

0.521 

0.026 

0.495 

0.292 

59.02 

Safe 

Ratanpura @ Karana 

0806000800878600 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.012 

4,249.27 

Over Exploited 



0.22 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.016 

0.002 

0.014 

0.093 

657.14 

Over Exploited 

Rooppura 

0812000101451500 

0.20 

0.07 

410.39 

0.09 

- 

0.09 

0.03 

0.21 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.111 

0.006 

0.106 

0.335 

316.22 

Over Exploited 



0.06 

0.00 

97,089.51 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.01 

1,644.15 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

0.0003 

0.0004 

- 

0.001 

0.002 

0.011 

0.001 

0.010 

0.107 

1,059.41 

Over Exploited 

Sitapur 

0812000201460200 

0.20 

0.00 

1,041.54 

0.00 

0.00 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

0.000 

0.000 

0.001 

0.004 

0.000 

0.004 

0.014 

365.82 

Over Exploited 

Surajpura 

0812000201461200 

0.20 

0.00 

(504.13) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.19 

(15.70) 

0.16 

0.00 

0.16 

0.09 

0.67 

0.03 

0.0100 

- 

- 

0.000 

0.010 

0.039 

0.197 

0.010 

0.187 

0.345 

184.64 

Over Exploited 

Taliyara 

0812000201460900 

0.20 

0.10 

114.04 

0.12 

- 

0.12 

0.09 

0.68 

0.02 

0.0100 

- 

- 

- 

0.010 

0.026 

0.146 

0.007 

0.139 

0.329 

237.20 

Over Exploited 

Tamoriwas 

0812000101454400 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Taskola 

0812000101451900 

0.20 

0.00 

433,789.35 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Tatera 

0813000601757000 

0.15 

0.00 

138,304.98 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

(200.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Theekariya 

0812000101458000 

0.20 

0.09 

154.68 

0.10 

0.00 

0.10 

0.03 

0.26 

0.01 

0.0100 

- 

- 

0.000 

0.010 

0.023 

0.126 

0.006 

0.119 

0.250 

209.25 

Over Exploited 



0.20 

0.23 

56.96 

0.27 

0.00 

0.27 

0.06 

0.42 

0.04 

0.0100 

- 

- 

0.000 

0.010 

0.046 

0.319 

0.016 

0.303 

0.402 

132.59 

Over Exploited 

Toorana 

0806000800876900 

0.22 

1.01 

- 

1.01 

0.06 

1.07 

0.08 

0.64 

0.14 

0.1800 

- 

- 

0.005 

0.186 

0.329 

1.404 

0.140 

1.263 

1.688 

133.60 

Over Exploited 

Tordabrahmanan 

0812000101458100 

0.20 

0.80 

- 

0.80 

0.01 

0.81 

0.07 

0.55 

0.12 

0.0200 

- 

- 

- 

0.020 

0.143 

0.954 

0.095 

0.859 

0.554 

64.47 

Safe 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.028 

1,706.22 

Over Exploited 

Tulsipura 

0812000101458200 

0.20 

0.04 

623.92 

0.04 

0.00 

0.04 

0.02 

0.16 

0.01 

0.0100 

- 

- 

0.000 

0.010 

0.016 

0.061 

0.003 

0.058 

0.358 

621.86 

Over Exploited 



0.20 

0.40 

118.64 

0.48 

0.01 

0.49 

0.07 

0.52 

0.06 

0.0400 

- 

- 

0.000 

0.040 

0.102 

0.593 

0.030 

0.563 

1.182 

209.92 

Over Exploited 

Viratnagar (m) 

0812000241202000 

0.20 

0.00 

615,323.51 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.00 

24,662.87 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

######### 

Over Exploited 

Ajeetgarh 

0813000501742200 

0.15 

0.48 

67.29 

0.58 

0.02 

0.60 

0.05 

0.40 

0.06 

0.0600 

- 

- 

- 

0.060 

0.124 

0.723 

0.036 

0.686 

2.799 

407.78 

Over Exploited 

Ajmeri 

0813000601757200 

0.15 

0.22 

681.38 

0.26 

0.01 

0.27 

0.04 

0.32 

0.03 

0.0200 

- 

- 

- 

0.020 

0.052 

0.326 

0.016 

0.309 

0.229 

73.90 

Semi Critical 



0.08 

0.11 

168.22 

0.14 

- 

0.14 

0.04 

0.32 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.163 

0.008 

0.155 

0.111 

71.48 

Semi Critical 

Amarpura 

0812000301470600 

0.15 

0.11 

(1.87) 

0.11 

0.01 

0.12 

0.07 

0.56 

0.02 

0.0300 

- 

- 

- 

0.030 

0.045 

0.164 

0.008 

0.156 

0.253 

162.72 

Over Exploited 



0.06 

0.00 

1,146.84 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.033 

3,099.47 

Over Exploited 

Amarsar 

0812000301471200 

0.15 

0.00 

1,994.42 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.134 

4,882.87 

Over Exploited 



0.15 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Antela 

0812000201459700 

0.20 

0.03 

74,385.68 

0.04 

- 

0.04 

0.02 

0.13 

0.00 

0.0400 

- 

- 

- 

0.040 

0.045 

0.084 

0.004 

0.079 

0.322 

405.81 

Over Exploited 



0.05 

0.00 

2,314.81 

0.00 

- 

0.00 

0.01 

0.09 

0.00 

0.0200 

- 

- 

- 

0.020 

0.021 

0.025 

0.001 

0.024 

0.150 

627.47 

Over Exploited 

Aspura 

0812000201464200 

0.20 

1.21 

- 

1.21 

0.01 

1.23 

0.09 

0.67 

0.18 

0.0200 

- 

- 

0.004 

0.024 

0.206 

1.434 

0.143 

1.291 

0.258 

19.98 

Safe 

Badodiya 

0812000201467300 

0.20 

0.05 

77,491.61 

0.06 

0.01 

0.07 

0.01 

0.12 

0.01 

0.0300 

- 

- 

- 

0.030 

0.037 

0.106 

0.005 

0.101 

0.285 

282.96 

Over Exploited 



0.05 

0.00 

3,124.51 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.039 

5,943.73 

Over Exploited 

Bagawas Chaurasi 

0812000201464600 

0.20 

1.43 

- 

1.43 

0.02 

1.45 

0.08 

0.65 

0.21 

0.0500 

- 

- 

- 

0.050 

0.255 

1.703 

0.170 

1.533 

1.323 

86.30 

Semi Critical 



0.05 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.015 

12,490.26 

Over Exploited 

Bahdoda 

0812000201459800 

0.20 

0.00 

4,012.26 

0.00 

0.00 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

0.000 

0.000 

0.000 

0.002 

0.000 

0.002 

0.023 

1,338.51 

Over Exploited 

Barijori 

0812000301469700 

0.15 

0.10 

235.39 

0.12 

0.03 

0.15 

0.08 

0.63 

0.01 

0.0800 

- 

- 

- 

0.080 

0.095 

0.249 

0.012 

0.237 

0.734 

310.48 

Over Exploited 



0.06 

0.00 

34,381.75 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Baroi Ki Dhani 

0812000301475700 

0.15 

0.15 

(47.90) 

0.12 

0.01 

0.13 

0.07 

0.64 

0.02 

0.0400 

- 

- 

- 

0.040 

0.060 

0.194 

0.010 

0.184 

0.222 

120.57 

Over Exploited 

Barwara 

0812000201467000 

0.20 

0.00 

43,799.56 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.00 

48,018.60 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bas Udaisingh 

0812000201464800 

0.20 

0.03 

41,688.74 

0.03 

0.01 

0.04 

0.02 

0.17 

0.00 

0.0200 

- 

- 

- 

0.020 

0.024 

0.067 

0.003 

0.063 

0.222 

350.14 

Over Exploited 



0.05 

0.00 

1,278.75 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.068 

595.26 

Over Exploited 

Basri Ganeshpura 

0812000301468700 

0.05 

0.01 

687,494.43 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.021 

0.001 

0.020 

0.069 

352.82 

Over Exploited 

Beelwari 

0812000201464700 

0.20 

0.38 

(36.04) 

0.31 

0.01 

0.32 

0.04 

0.32 

0.05 

0.0300 

- 

- 

- 

0.030 

0.084 

0.401 

0.020 

0.381 

0.290 

76.13 

Semi Critical 



0.05 

0.00 

164.70 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.018 

1,761.35 

Over Exploited 

Bhabroo 

0812000201460100 

0.20 

0.42 

157,550.77 

0.50 

0.03 

0.53 

0.06 

0.42 

0.06 

0.0900 

- 

- 

- 

0.090 

0.153 

0.682 

0.034 

0.648 

0.835 

128.91 

Over Exploited 



0.05 

0.00 

2,760.07 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.039 

5,303.06 

Over Exploited 

Bhamod 

0812000201466800 

0.05 

0.00 

4,715.26 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhanipura 

0812000301470800 

0.15 

0.15 

11.46 

0.16 

0.01 

0.17 

0.07 

0.63 

0.02 

0.0400 

- 

- 

- 

0.040 

0.060 

0.233 

0.012 

0.221 

0.329 

148.78 

Over Exploited 

Bichpuri 

0812000301471000 

0.15 

0.09 

55.70 

0.11 

0.01 

0.12 

0.05 

0.44 

0.01 

0.0200 

- 

- 

- 

0.020 

0.032 

0.152 

0.008 

0.144 

0.228 

157.89 

Over Exploited 

Biyawas 

0812000201463700 

0.20 

0.02 

273.84 

0.03 

- 

0.03 

0.01 

0.08 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.039 

0.002 

0.037 

0.118 

314.88 

Over Exploited 

Buchara 

0812000101451400 

0.20 

0.00 

102,746.15 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.06 

0.01 

2,037.39 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.018 

0.001 

0.017 

0.079 

471.57 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


By or 

081300060175750C 

4.629 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.170 

0.50 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.02 

0.020 

0.25 

0.30 







Non-command 

Quartzite 

0.080 

0.50 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Chak Sanga Ka Bas 

081200030146990C 

0.596 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.596 

0.51 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.09 

0.004 

0.57 

0.52 


Chatarpura 

081200020146390C 

1.990 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.990 

-0.01 

0.150 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.49 

0.012 

0.59 

0.50 



081200030147520C 

5.027 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.750 

0.40 

0.150 

0.14 

0.02 

0.00 

0.00 

0.00 

0.40 

0.33 

0.52 

0.036 

0.52 

0.63 







Non-command 

Quartzite 

0.083 

0.40 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.01 

0.01 


Chhapra Kalan 

081200030146860C 

3.630 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.630 

0.05 

0.150 

0.18 

0.03 

0.00 

0.00 

0.00 

0.18 

0.23 

0.69 

0.022 

0.58 

0.45 


Chhapra Khurd 

0812000301468500 

3.373 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.373 

0.43 

0.150 

0.37 

0.05 

0.00 

0.00 

0.00 

0.54 

0.66 

1.43 

0.021 

0.57 

0.47 


Chimanpura 

0812000301470400 

4.490 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.193 

0.54 

0.150 

0.14 

0.02 

0.00 

0.00 

0.00 

0.38 

0.36 

0.54 

0.024 

0.40 

0.42 







Non-command 

Quartzite 

0.975 

0.54 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.04 

0.04 

0.16 

0.007 

0.12 

0.13 


Devan 

0812000301476500 

12.196 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

9.395 

-0.03 

0.150 

0.28 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

1.05 

0.070 

0.45 

0.46 


Devipura 

0812000301470900 

2.669 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.007 

0.53 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

1.482 

0.53 

0.150 

0.08 

0.00 

0.00 

0.00 

0.00 

0.20 

0.17 

0.29 

0.011 

0.30 

0.36 


Dhani Gaiskan 

0812000201460000 

3.884 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.993 

0.47 

0.150 

0.17 

0.02 

0.00 

0.00 

0.00 

0.36 

0.56 

0.64 

0.018 

0.45 

0.29 


Dhelawas 

0812000301475100 

2.534 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.501 

0.46 

0.150 

0.07 

0.01 

0.00 

0.00 

0.00 

0.23 

0.19 

0.26 

0.019 

0.54 

0.65 


Dhobiyawali 

0812000201463800 

3.521 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.521 

0.11 

0.150 

0.10 

0.01 

0.00 

0.00 

0.00 

0.15 

0.18 

0.39 

0.022 

0.59 

0.47 


Gautam Nagar 

0812000301470000 

2.404 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.404 

0.11 

0.150 

0.10 

0.01 

0.00 

0.00 

0.00 

0.13 

0.14 

0.39 

0.015 

0.57 

0.54 


Ghasipura 

0812000301475500 

6.881 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.878 

0.27 

0.150 

0.09 

0.01 

0.00 

0.00 

0.00 

0.20 

0.16 

0.34 

0.022 

0.23 

0.28 







Non-command 

Quartzite 

2.582 

0.27 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.09 

0.08 

0.32 

0.019 

0.21 

0.25 


Girdharpura 

0812000301469400 

0.906 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.906 

0.08 

0.150 

0.10 

0.02 

0.00 

0.00 

0.00 

0.09 

0.11 

0.40 

0.006 

0.57 

0.47 


Govindpura Dhabai 

0812000301469000 

4.962 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.099 

0.22 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.11 

0.15 

0.18 

0.013 

0.25 

0.18 







Non-command 

Quartzite 

2.863 

0.22 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.05 

0.07 

0.18 

0.018 

0.33 

0.24 


Hardas Ka Bas 

0813000501738900 

7.670 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.334 

3.51 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.50 

0.46 

0.11 

0.014 

0.10 

0.10 







Non-command 

Younger Alluvium 

0.926 

3.51 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.42 

0.38 

0.12 

0.010 

0.07 

0.07 







Non-command 

Quartzite 

2.506 

3.51 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.18 

0.17 

0.21 

0.026 

0.18 

0.20 


Hathora 

0813000501742100 

3.993 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.230 

0.43 

0.100 

0.10 

0.00 

0.00 

0.00 

0.00 

0.24 

0.20 

0.36 

0.037 

0.44 

0.53 







Non-command 

Quartzite 

0.028 

0.43 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jaje Kalan 

0812000301469200 

7.105 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.607 

-0.36 

0.150 

0.38 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

1.49 

0.041 

0.53 

0.49 







Non-command 

Quartzite 

0.388 

-0.36 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.002 

0.03 

0.03 


Jaje_khurd_vishanpur 

0812000308129046 

3.247 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.245 

-0.40 

0.150 

0.20 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.75 

0.024 

0.58 

0.54 


Jaswant Pura 

0812000301469800 

2.883 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.854 

0.80 

0.150 

0.07 

0.01 

0.00 

0.00 

0.00 

0.40 

0.42 

0.24 

0.021 

0.56 

0.54 


Jawanpura 

0812000201464000 

5.202 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.202 

-0.32 

0.150 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.73 

0.032 

0.59 

0.47 


Jawanpura Dhabai 

0812000301468900 

2.098 

Fresh 

Non-command 

Non-command 

Quartzite 

2.091 

0.38 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.07 

0.09 

0.21 

0.013 

0.58 

0.40 


Jogiyon Ki Dhani 

0812000201464500 

2.757 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.757 

-0.46 

0.150 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.65 

0.017 

0.58 

0.52 


Jugalpura 

0813000601756800 

15.638 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.003 

3.06 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.38 

0.46 

0.03 

0.009 

0.04 

0.03 







Non-command 

Quartzite 

3.414 

3.06 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.23 

0.28 

0.03 

0.031 

0.12 

0.10 


Jugrajpura 

0813000501742300 

6.846 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.211 

0.43 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.002 

0.02 

0.02 


Kalyanpura 

0812000301477000 

3.779 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.937 

0.42 

0.150 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.07 

0.14 

0.007 

0.14 

0.18 


Kant 

0812000301476200 

7.115 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.883 

0.00 

0.150 

0.31 

0.04 

0.00 

0.00 

0.00 

0.27 

0.25 

1.16 

0.052 

0.56 

0.60 


Kami Sagar 

0812000301470100 

6.710 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.536 

0.40 

0.150 

0.15 

0.02 

0.00 

0.00 

0.00 

0.46 

0.46 

0.55 

0.042 

0.46 

0.46 







Non-command 

Quartzite 

0.982 

0.40 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.10 

0.007 

0.08 

0.08 


Khatkar 

0813000601757100 

4.352 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.626 

2.19 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.75 

0.88 

0.24 

0.024 

0.34 

0.29 







Non-command 

Quartzite 

1.726 

2.19 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.11 

0.06 

0.016 

0.23 

0.19 


Khatolai 

0812000201464100 

4.484 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.484 

-0.50 

0.150 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.65 

0.028 

0.58 

0.48 


Khojawala 

0812000301475600 

1.644 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.644 

0.29 

0.150 

0.10 

0.01 

0.00 

0.00 

0.00 

0.16 

0.13 

0.39 

0.012 

0.56 

0.69 


Khori 

0812000301475300 

7.698 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

7.291 

0.23 

0.150 

0.41 

0.06 

0.00 

0.00 

0.00 

0.60 

0.53 

1.55 

0.055 

0.53 

0.59 


Kishanpura 

0812000201460600 

4.779 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.030 

0.40 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kishorpura 

0813000601756900 

10.151 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

10.151 

0.97 

0.120 

0.15 

0.02 

0.00 

0.00 

0.00 

1.31 

1.69 

0.47 

0.093 

0.57 

0.45 







Non-command 

Quartzite 

0.000 

0.97 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kukdela 

0812000201464900 

2.943 

Fresh 

Non-command 

Non-command 

Quartzite 

0.062 

0.15 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Kumbhawas 

0812000301476600 

9.553 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.556 

0.57 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.05 

0.004 

0.03 

0.04 


Lakhni 

0812000301476100 

4.820 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.424 

0.11 

0.150 

0.14 

0.02 

0.00 

0.00 

0.00 

0.20 

0.18 

0.53 

0.033 

0.53 

0.59 


Leelon Ka Bas 

0812000201464300 

0.831 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.831 

-0.47 

0.150 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.005 

0.58 

0.49 


Let Ka Bas 

0812000301476000 

3.503 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.386 

0.13 

0.150 

0.28 

0.04 

0.00 

0.00 

0.00 

0.30 

0.27 

1.09 

0.025 

0.55 

0.63 


Lobrawas 

0812000301476400 

6.084 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.831 

0.25 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.18 

0.18 

0.18 

0.029 

0.37 

0.38 







Non-command 

Quartzite 

0.066 

0.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Lochu Ka Was 

0812000301476800 

2.983 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.983 

0.19 

0.150 

0.14 

0.02 

0.00 

0.00 

0.00 

0.21 

0.17 

0.52 

0.022 

0.57 

0.67 


Luhakana Khurd 

0812000201460400 

7.907 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.355 

0.24 

0.150 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.16 

0.14 

0.014 

0.18 

0.12 


Madho Ka Bas 

0812000301476300 

3.538 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.529 

-0.38 

0.150 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.026 

0.58 

0.55 


Mandoosya 

0813000501741900 

8.982 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.386 

0.32 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.19 

0.14 

0.28 

0.039 

0.20 

0.27 


Mangarh 

0813000501742400 

10.001 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.653 

0.41 

0.100 

0.26 

0.01 

0.00 

0.00 

0.00 

0.65 

0.50 

0.91 

0.110 

0.51 

0.66 


Manoharpur 

0812000301477200 

20.692 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.422 

0.34 

0.150 

0.25 

0.01 

0.00 

0.00 

0.00 

0.46 

0.36 

0.35 

0.479 

0.12 

0.15 







Non-command 

Quartzite 

0.417 

0.34 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.045 

0.01 

0.01 


Modyadi 

0813000501742000 

6.442 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.517 

0.34 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.20 

0.16 

0.28 

0.040 

0.29 

0.37 


Nare 

0813000501739000 

8.105 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.533 

2.11 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

1.23 

1.10 

0.22 

0.058 

0.37 

0.42 







Non-command 

Younger Alluvium 

1.556 

2.11 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.42 

0.38 

0.10 

0.016 

0.10 

0.12 







Non-command 

Quartzite 

0.096 

2.11 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Nathawala 

0812000301470500 

4.141 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.623 

0.49 

0.150 

0.13 

0.02 

0.00 

0.00 

0.00 

0.30 

0.27 

0.51 

0.020 

0.35 

0.39 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

By or 

0813000601757500 

0.10 

0.06 

49.96 

0.07 

- 

0.07 

0.04 

0.29 

0.01 

- 

- 

- 

- 

- 

0.008 

0.074 

0.004 

0.070 

0.039 

55.41 

Safe 



0.08 

0.00 

1,077.93 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Chak Sanga Ka Bas 

0812000301469900 

0.15 

0.05 

39.17 

0.06 

- 

0.06 

0.08 

0.65 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.078 

0.004 

0.074 

0.089 

120.50 

Over Exploited 

Chatarpura 

0812000201463900 

0.20 

0.23 

- 

0.23 

0.01 

0.24 

0.09 

0.68 

0.03 

0.0200 

- 

- 

0.000 

0.020 

0.055 

0.300 

0.030 

0.270 

0.498 

184.79 

Over Exploited 


0812000301475200 

0.15 

0.37 

(10.11) 

0.33 

0.02 

0.35 

0.07 

0.58 

0.05 

0.0600 

- 

- 

- 

0.060 

0.108 

0.458 

0.023 

0.436 

0.560 

128.49 

Over Exploited 



0.06 

0.00 

1,239.41 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.016 

27,578.49 

Over Exploited 

Chhapra Kalan 

0812000301468600 

0.20 

0.42 

(46.05) 

0.33 

0.03 

0.37 

0.09 

0.66 

0.06 

0.0800 

- 

- 

0.003 

0.083 

0.145 

0.512 

0.026 

0.487 

0.716 

147.16 

Over Exploited 

Chhapra Khurd 

0812000301468500 

0.20 

0.39 

69.80 

0.46 

0.05 

0.51 

0.09 

0.66 

0.06 

0.1600 

- 

- 

0.000 

0.160 

0.218 

0.732 

0.037 

0.695 

1.455 

209.18 

Over Exploited 

Chimanpura 

0812000301470400 

0.15 

0.19 

88.12 

0.23 

0.02 

0.25 

0.06 

0.45 

0.03 

0.0600 

- 

- 

- 

0.060 

0.087 

0.335 

0.017 

0.318 

0.559 

175.77 

Over Exploited 



0.06 

0.01 

441.43 

0.01 

0.01 

0.02 

0.02 

0.14 

0.00 

0.0200 

- 

- 

- 

0.020 

0.021 

0.040 

0.002 

0.038 

0.170 

453.76 

Over Exploited 

Devan 

0812000301476500 

0.15 

0.63 

- 

0.63 

0.04 

0.67 

0.06 

0.51 

0.09 

0.1200 

- 

- 

- 

0.120 

0.208 

0.881 

0.088 

0.793 

1.116 

140.87 

Over Exploited 

Devipura 

0812000301470900 

0.15 

0.00 

23,626.59 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.07 

149.81 

0.08 

- 

0.08 

0.04 

0.34 

0.01 

0.0300 

- 

- 

- 

0.030 

0.039 

0.120 

0.006 

0.114 

0.305 

267.83 

Over Exploited 

Dhani Gaiskan 

0812000201460000 

0.20 

0.24 

218,315.93 

0.29 

0.02 

0.31 

0.07 

0.52 

0.04 

0.0700 

- 

- 

- 

0.070 

0.107 

0.418 

0.021 

0.397 

0.655 

165.09 

Over Exploited 

Dhelawas 

0812000301475100 

0.15 

0.20 

(4.27) 

0.19 

0.01 

0.20 

0.07 

0.61 

0.03 

0.0300 

- 

- 

- 

0.030 

0.057 

0.260 

0.013 

0.247 

0.276 

111.48 

Over Exploited 

Dhobiyawali 

0812000201463800 

0.20 

0.41 

(55.64) 

0.33 

0.01 

0.34 

0.09 

0.68 

0.06 

0.0400 

- 

- 

0.000 

0.040 

0.102 

0.444 

0.022 

0.421 

0.411 

97.45 

Critical 

Gautam Nagar 

0812000301470000 

0.20 

0.27 

(50.24) 

0.22 

0.01 

0.23 

0.08 

0.65 

0.04 

0.0400 

- 

- 

0.000 

0.040 

0.080 

0.308 

0.015 

0.293 

0.403 

137.49 

Over Exploited 

Ghasipura 

0812000301475500 

0.15 

0.10 

236,593.96 

0.12 

0.01 

0.13 

0.03 

0.26 

0.01 

0.0400 

- 

- 

- 

0.040 

0.053 

0.183 

0.009 

0.174 

0.359 

206.10 

Over Exploited 



0.06 

0.03 

39.77 

0.04 

0.01 

0.05 

0.03 

0.24 

0.00 

0.0400 

- 

- 

- 

0.040 

0.044 

0.093 

0.005 

0.088 

0.340 

385.76 

Over Exploited 

Girdharpura 

0812000301469400 

0.20 

0.10 

5.81 

0.11 

0.02 

0.13 

0.09 

0.66 

0.02 

0.0500 

- 

- 

0.000 

0.050 

0.066 

0.196 

0.010 

0.186 

0.407 

218.52 

Over Exploited 

Govindpura Dhabai 

0812000301469000 

0.20 

0.10 

44.42 

0.12 

0.01 

0.13 

0.04 

0.28 

0.02 

0.0200 

- 

- 

0.000 

0.020 

0.036 

0.170 

0.008 

0.161 

0.189 

117.23 

Over Exploited 



0.05 

0.05 

50.72 

0.06 

0.01 

0.07 

0.05 

0.39 

0.01 

0.0200 

- 

- 

0.000 

0.020 

0.027 

0.095 

0.005 

0.090 

0.198 

219.10 

Over Exploited 

Hardas Ka Bas 

0813000501738900 

0.12 

0.02 

2,885.48 

0.02 

- 

0.02 

0.01 

0.11 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.031 

0.002 

0.029 

0.120 

413.75 

Over Exploited 



0.15 

0.01 

4,079.86 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.022 

0.001 

0.021 

0.128 

601.26 

Over Exploited 



0.08 

0.04 

363.38 

0.04 

0.01 

0.05 

0.03 

0.21 

0.01 

0.0200 

- 

- 

- 

0.020 

0.025 

0.078 

0.004 

0.074 

0.234 

314.95 

Over Exploited 

Hathora 

0813000501742100 

0.15 

0.21 

219,753.21 

0.20 

- 

0.20 

0.06 

0.50 

0.03 

0.0100 

- 

- 

- 

0.010 

0.039 

0.235 

0.012 

0.223 

0.393 

175.97 

Over Exploited 



0.06 

0.00 

3,142.34 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jaje Kalan 

0812000301469200 

0.20 

0.71 

- 

0.71 

0.06 

0.77 

0.08 

0.61 

0.10 

0.1700 

- 

- 

- 

0.170 

0.272 

1.039 

0.104 

0.935 

1.526 

163.15 

Over Exploited 



0.05 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.060 

627.44 

Over Exploited 

Jaje_khurd_vishanpur 

0812000308129046 

0.15 

0.28 

- 

0.28 

0.03 

0.31 

0.08 

0.66 

0.04 

0.0800 

- 

- 

- 

0.080 

0.120 

0.431 

0.043 

0.388 

0.776 

200.09 

Over Exploited 

Jaswant Pura 

0812000301469800 

0.15 

0.24 

74.12 

0.29 

0.01 

0.30 

0.08 

0.64 

0.03 

0.0300 

- 

- 

- 

0.030 

0.064 

0.360 

0.018 

0.342 

0.259 

75.76 

Semi Critical 

Jawanpura 

0812000201464000 

0.20 

0.61 

- 

0.61 

0.01 

0.62 

0.09 

0.67 

0.09 

0.0300 

- 

- 

0.000 

0.030 

0.121 

0.741 

0.074 

0.667 

0.766 

114.92 

Over Exploited 

Jawanpura Dhabai 

0812000301468900 

0.05 

0.06 

56.71 

0.07 

0.01 

0.08 

0.09 

0.67 

0.01 

0.0200 

- 

- 

- 

0.020 

0.029 

0.112 

0.006 

0.106 

0.220 

206.83 

Over Exploited 

Jogiyon Ki Dhani 

0812000201464500 

0.20 

0.32 

- 

0.32 

0.01 

0.33 

0.08 

0.67 

0.05 

0.0200 

- 

- 

0.000 

0.020 

0.067 

0.399 

0.040 

0.359 

0.669 

186.43 

Over Exploited 

Jugalpura 

0813000601756800 

0.15 

0.01 

8,314.17 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.037 

529.18 

Over Exploited 



0.08 

0.03 

623.69 

0.04 

- 

0.04 

0.02 

0.14 

0.01 

- 

- 

- 

- 

- 

0.005 

0.046 

0.002 

0.043 

0.062 

143.51 

Over Exploited 

Jugrajpura 

0813000501742300 

0.15 

0.00 

2,694.95 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.024 

3,914.97 

Over Exploited 

Kalyanpura 

0812000301477000 

0.15 

0.02 

259.12 

0.02 

0.01 

0.03 

0.02 

0.16 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.056 

0.003 

0.053 

0.144 

269.48 

Over Exploited 

Kant 

0812000301476200 

0.15 

0.58 

(55.87) 

0.46 

0.04 

0.50 

0.08 

0.64 

0.08 

0.1300 

- 

- 

- 

0.130 

0.209 

0.711 

0.036 

0.676 

1.209 

178.83 

Over Exploited 

Kami Sagar 

0812000301470100 

0.15 

0.39 

20.35 

0.46 

0.02 

0.48 

0.07 

0.53 

0.05 

0.0600 

- 

- 

- 

0.060 

0.115 

0.598 

0.030 

0.568 

0.592 

104.20 

Over Exploited 



0.06 

0.00 

683.07 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.017 

0.001 

0.016 

0.102 

652.43 

Over Exploited 

Khatkar 

0813000601757100 

0.15 

0.13 

552.90 

0.16 

0.01 

0.17 

0.05 

0.39 

0.02 

0.0300 

- 

- 

- 

0.030 

0.050 

0.222 

0.011 

0.211 

0.259 

122.81 

Over Exploited 



0.08 

0.03 

161.21 

0.04 

- 

0.04 

0.03 

0.26 

0.00 

0.0100 

- 

- 

- 

0.010 

0.015 

0.052 

0.003 

0.049 

0.071 

143.54 

Over Exploited 

Khatolai 

0812000201464100 

0.20 

0.52 

- 

0.52 

0.01 

0.53 

0.09 

0.67 

0.08 

0.0200 

- 

- 

- 

0.020 

0.097 

0.630 

0.063 

0.567 

0.676 

119.06 

Over Exploited 

Khojawala 

0812000301475600 

0.15 

0.14 

(4.73) 

0.13 

0.01 

0.14 

0.07 

0.63 

0.02 

0.0400 

- 

- 

0.000 

0.040 

0.058 

0.199 

0.010 

0.189 

0.401 

211.97 

Over Exploited 

Khori 

0812000301475300 

0.15 

0.58 

(108.24) 

0.53 

0.06 

0.59 

0.07 

0.60 

0.08 

0.1700 

- 

- 

- 

0.170 

0.249 

0.838 

0.042 

0.797 

1.609 

201.96 

Over Exploited 

Kishanpura 

0812000201460600 

0.20 

0.00 

12,254.50 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kishorpura 

0813000601756900 

0.15 

0.87 

92.89 

1.05 

0.02 

1.07 

0.09 

0.66 

0.13 

0.0500 

- 

- 

- 

0.050 

0.182 

1.251 

0.063 

1.188 

0.560 

47.15 

Safe 



0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kukdela 

0812000201464900 

0.05 

0.00 

478.11 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kumbhawas 

0812000301476600 

0.15 

0.00 

743,598.42 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.057 

443.03 

Over Exploited 

Lakhni 

0812000301476100 

0.15 

0.35 

(49.87) 

0.28 

0.02 

0.30 

0.07 

0.60 

0.05 

0.0600 

- 

- 

- 

0.060 

0.107 

0.408 

0.020 

0.387 

0.563 

145.34 

Over Exploited 

Leelon Ka Bas 

0812000201464300 

0.20 

0.10 

- 

0.10 

- 

0.10 

0.08 

0.66 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.120 

0.012 

0.108 

0.210 

193.97 

Over Exploited 

Let Ka Bas 

0812000301476000 

0.15 

0.28 

(4.26) 

0.27 

0.04 

0.31 

0.07 

0.63 

0.04 

0.1200 

- 

- 

- 

0.120 

0.158 

0.467 

0.023 

0.443 

1.113 

251.05 

Over Exploited 

Lobrawas 

0812000301476400 

0.15 

0.21 

39,134.44 

0.18 

0.01 

0.19 

0.05 

0.42 

0.03 

0.0200 

- 

- 

- 

0.020 

0.050 

0.235 

0.012 

0.224 

0.208 

92.91 

Critical 



0.06 

0.00 

1,081.31 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Lochu Ka Was 

0812000301476800 

0.15 

0.25 

(30.94) 

0.20 

0.02 

0.22 

0.07 

0.64 

0.03 

0.0600 

- 

- 

- 

0.060 

0.093 

0.316 

0.016 

0.300 

0.539 

179.89 

Over Exploited 

Luhakana Khurd 

0812000201460400 

0.20 

0.08 

89.89 

0.10 

0.01 

0.11 

0.03 

0.20 

0.01 

0.0200 

- 

- 

0.006 

0.026 

0.038 

0.151 

0.008 

0.143 

0.154 

107.69 

Over Exploited 

Madho Ka Bas 

0812000301476300 

0.15 

0.31 

- 

0.31 

- 

0.31 

0.08 

0.66 

0.04 

0.0100 

- 

- 

- 

0.010 

0.054 

0.362 

0.036 

0.325 

0.356 

109.55 

Over Exploited 

Mandoosya 

0813000501741900 

0.15 

0.10 

39.53 

0.12 

- 

0.12 

0.03 

0.22 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.144 

0.007 

0.137 

0.316 

230.20 

Over Exploited 

Mangarh 

0813000501742400 

0.15 

0.74 

(31.94) 

0.59 

0.01 

0.60 

0.07 

0.58 

0.10 

0.0300 

- 

- 

- 

0.030 

0.127 

0.726 

0.036 

0.690 

1.024 

148.37 

Over Exploited 

Manoharpur 

0812000301477200 

0.15 

0.08 

358.19 

0.09 

0.01 

0.10 

0.01 

0.13 

0.01 

0.0400 

- 

- 

- 

0.040 

0.050 

0.154 

0.008 

0.146 

0.833 

568.99 

Over Exploited 



0.06 

0.00 

24,750.95 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.075 

23,609.09 

Over Exploited 

Modyadi 

0813000501742000 

0.15 

0.15 

1.33 

0.16 

- 

0.16 

0.04 

0.33 

0.02 

0.0100 

- 

- 

- 

0.010 

0.031 

0.187 

0.009 

0.178 

0.320 

180.29 

Over Exploited 

Nare 

0813000501739000 

0.12 

0.25 

345.60 

0.30 

- 

0.30 

0.05 

0.43 

0.04 

0.0100 

- 

- 

- 

0.010 

0.046 

0.343 

0.017 

0.326 

0.279 

85.67 

Semi Critical 



0.15 

0.02 

1,444.51 

0.03 

- 

0.03 

0.02 

0.12 

0.00 

- 

- 

- 

- 

- 

0.004 

0.033 

0.002 

0.031 

0.112 

359.29 

Over Exploited 



0.08 

0.00 

31,922.56 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

2,331.00 

Over Exploited 

Nathawala 

0812000301470500 

0.15 

0.14 

97.76 

0.17 

0.02 

0.19 

0.05 

0.40 

0.02 

0.0600 

- 

- 

- 

0.060 

0.079 

0.264 

0.013 

0.251 

0.526 

209.37 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Quartzite 

1.356 

0.49 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.07 

0.07 

0.25 

0.010 

0.18 

0.20 


Nayan 

0812000301471300 

11.141 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.002 

0.35 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Neejhar 

0812000301468800 

2.972 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.118 

-0.06 

0.150 

0.06 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.013 

0.41 

0.31 







Non-command 

Quartzite 

0.656 

-0.06 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.004 

0.13 

0.09 


Neelka 

0812000201459900 

3.942 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.137 

0.75 

0.150 

0.04 

0.01 

0.00 

0.00 

0.00 

0.27 

0.42 

0.16 

0.013 

0.32 

0.20 







Non-command 

Quartzite 

0.592 

0.75 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.03 

0.004 

0.09 

0.06 


Nithara 

0812000301476700 

6.513 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.759 

0.24 

0.150 

0.23 

0.03 

0.00 

0.00 

0.00 

0.41 

0.35 

0.84 

0.043 

0.50 

0.59 


Pando 

0812000201466900 

5.595 

Fresh 

Non-command 

Non-command 

Quartzite 

0.738 

0.56 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.10 

0.005 

0.08 

0.08 


Pathano Ka Bas 

0812000301471100 

3.719 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.462 

0.46 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.31 

0.003 

0.07 

0.08 







Non-command 

Younger Alluvium 

0.003 

0.46 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Peeplod Narain 

0812000301475000 

2.121 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.790 

0.50 

0.150 

0.13 

0.02 

0.00 

0.00 

0.00 

0.17 

0.14 

0.53 

0.006 

0.20 

0.25 


Peeplod Nathu 

0812000301474900 

6.214 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.418 

0.44 

0.150 

0.12 

0.02 

0.00 

0.00 

0.00 

0.26 

0.21 

0.45 

0.018 

0.21 

0.26 







Non-command 

Quartzite 

0.028 

0.44 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Peetalpur 

0813000601757600 

5.340 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.729 

0.41 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.15 

0.12 

0.22 

0.025 

0.28 

0.33 







Non-command 

Quartzite 

0.473 

0.41 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.004 

0.05 

0.06 


Raipur Jageer 

0813000601757300 

9.283 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.003 

1.56 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.15 

0.13 

0.009 

0.06 

0.06 







Non-command 

Younger Alluvium 

4.310 

1.56 

0.120 

0.20 

0.01 

0.00 

0.00 

0.00 

1.00 

1.00 

0.74 

0.040 

0.26 

0.26 







Non-command 

Quartzite 

2.519 

1.56 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.12 

0.12 

0.15 

0.023 

0.15 

0.15 


Rajpura 

0812000301475900 

3.016 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.016 

-0.02 

0.150 

0.19 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.71 

0.023 

0.57 

0.62 


Ramchandra Pura 

0812000301469600 

1.335 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.308 

0.97 

0.150 

0.08 

0.01 

0.00 

0.00 

0.00 

0.26 

0.28 

0.31 

0.010 

0.55 

0.51 


Rampura 

0812000301469300 

9.794 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

9.794 

-0.02 

0.150 

0.56 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

2.14 

0.060 

0.57 

0.51 


Rughnath Pura 

0812000301470200 

3.526 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.711 

0.91 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.10 

0.005 

0.11 

0.12 







Non-command 

Younger Alluvium 

0.447 

0.91 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.05 

0.003 

0.07 

0.07 







Non-command 

Quartzite 

1.647 

0.91 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.18 

0.012 

0.26 

0.27 


Saiwar 

0812000301470300 

9.402 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.721 

0.62 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.12 

0.005 

0.04 

0.05 







Non-command 

Younger Alluvium 

0.689 

0.62 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.09 

0.005 

0.04 

0.05 







Non-command 

Quartzite 

3.777 

0.62 

0.020 

0.14 

0.01 

0.00 

0.00 

0.00 

0.18 

0.16 

0.52 

0.028 

0.22 

0.25 


Sanga Ka Bas 

0812000301469500 

1.382 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.234 

0.61 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.16 

0.10 

0.009 

0.51 

0.45 


Sanwalpur (Shekhawatan) 

0813000601757400 

6.865 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.148 

0.80 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.26 

0.22 

0.19 

0.029 

0.25 

0.29 


Satwas 

0812000301469100 

5.677 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.677 

-0.34 

0.150 

0.06 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.035 

0.58 

0.47 


Seepur 

0813000501742500 

5.948 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.794 

0.50 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.10 

0.10 

0.020 

0.16 

0.20 







Non-command 

Younger Alluvium 

2.336 

0.50 

0.150 

0.05 

0.00 

0.00 

0.00 

0.00 

0.22 

0.18 

0.16 

0.027 

0.21 

0.26 


Shahpura (M) 

0812000341203000 

18.115 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

14.489 

-0.11 

0.150 

0.52 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

1.568 

0.45 

0.46 







Non-command 

Quartzite 

2.991 

-0.11 

0.020 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.324 

0.09 

0.10 


Sherpura 

0812000301475400 

6.061 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.532 

0.31 

0.150 

0.19 

0.03 

0.00 

0.00 

0.00 

0.42 

0.35 

0.69 

0.041 

0.50 

0.60 







Non-command 

Quartzite 

0.147 

0.31 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.01 

0.02 


Sitapur 

0812000201460200 

11.372 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

10.852 

0.29 

0.150 

0.08 

0.01 

0.00 

0.00 

0.00 

0.54 

0.77 

0.25 

0.067 

0.56 

0.40 


Surpura 

0812000201464400 

3.114 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.093 

-0.48 

0.150 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.019 

0.58 

0.51 


Swamipura 

0812000301470700 

0.636 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.636 

0.41 

0.150 

0.08 

0.01 

0.00 

0.00 

0.00 

0.11 

0.10 

0.33 

0.005 

0.55 

0.62 


Tatera 

0813000601757000 

5.159 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.836 

0.49 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.38 

0.53 

0.34 

0.045 

0.54 

0.39 







Non-command 

Quartzite 

0.000 

0.49 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Udawala 

0812000301476900 

6.044 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.297 

0.34 

0.150 

0.29 

0.04 

0.00 

0.00 

0.00 

0.47 

0.38 

1.13 

0.032 

0.40 

0.49 


Vidara (rural) 

0812000301475800 

6.496 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.613 

0.10 

0.150 

0.28 

0.07 

0.00 

0.00 

0.00 

0.28 

0.25 

1.08 

0.035 

0.40 

0.45 


Vishan Garh 

0812000301474800 

26.888 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.273 

0.27 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.002 

0.01 

0.01 







Non-command 

Quartzite 

2.351 

0.27 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.22 

0.018 

0.05 

0.06 

06001016 

Agar 

0806000900886600 

12.505 

Fresh 

Non-command 

Non-command 

Quartzite 

1.634 

1.22 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.08 

0.008 

0.08 

0.11 


Ajabpura 

0806000900879400 

2.201 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.201 

0.22 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

0.16 

0.12 

0.43 

0.011 

0.59 

0.78 


Angari 

0806000900885000 

11.120 

Fresh 

Non-command 

Non-command 

Quartzite 

4.579 

1.11 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.14 

0.11 

0.17 

0.022 

0.26 

0.34 


Bakhatpura 

0806000900881800 

1.622 

Fresh 

Non-command 

Non-command 

Quartzite 

1.594 

1.83 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.07 

0.008 

0.63 

0.82 


Bamanwas Kankar 

0806000900880300 

5.388 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.380 

0.47 

0.120 

0.22 

0.03 

0.00 

0.00 

0.00 

0.38 

0.29 

0.86 

0.016 

0.39 

0.51 


Bandrol 

0806000900881700 

9.858 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.194 

1.59 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.26 

0.20 

0.09 

0.006 

0.08 

0.10 







Non-command 

Quartzite 

0.499 

1.59 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.002 

0.03 

0.04 


Bara Gaon 

0806000800878700 

4.881 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.644 

-0.17 

0.120 

0.21 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.83 

0.017 

0.32 

0.33 







Non-command 

Younger Alluvium 

0.628 

-0.17 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.004 

0.08 

0.08 







Non-command 

Quartzite 

0.000 

-0.17 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Barh Doli 

0806000900882300 

1.402 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.402 

1.55 

0.120 

0.14 

0.02 

0.00 

0.00 

0.00 

0.38 

0.29 

0.55 

0.007 

0.64 

0.83 


Barh Goojran 

0806000900882500 

2.504 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.084 

1.21 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.39 

0.30 

0.40 

0.010 

0.53 

0.69 







Non-command 

Quartzite 

0.419 

1.21 

0.020 

0.01 

0.00 

0.00 

0.00 

0.02 

0.00 

0.00 

0.04 

0.002 

0.11 

0.14 


Bas Beesa 

0806000900882200 

1.083 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.512 

1.30 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.13 

0.10 

0.23 

0.002 

0.30 

0.39 







Non-command 

Quartzite 

0.571 

1.30 

0.020 

0.04 

0.01 

0.00 

0.00 

0.01 

0.03 

0.02 

0.15 

0.003 

0.34 

0.44 


Bas Booriya 

0806000900879500 

0.614 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.614 

0.22 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.14 

0.003 

0.58 

0.76 


Bas Dayal 

0806000800875900 

2.902 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.643 

-0.36 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.37 

0.011 

0.32 

0.39 


Bas Gordhan 

0806000800877900 

2.279 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.279 

-0.26 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.015 

0.60 

0.75 


Bas Karnawat 

0806000800876000 

4.829 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.380 

-0.38 

0.120 

0.08 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.022 

0.40 

0.48 


Bas Narbad 

0806000800877800 

3.009 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.009 

-0.27 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.020 

0.59 

0.73 


Bas Shekhawat 

0806000800876700 

1.064 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.132 

-0.36 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.001 

0.07 

0.08 


Basai Abhairam 

0806000900882800 

2.042 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.042 

1.66 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.44 

0.34 

0.11 

0.010 

0.64 

0.83 


Basai Jogiyan 

0806000900880900 

5.251 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.106 

0.90 

0.120 

0.37 

0.02 

0.00 

0.00 

0.00 

0.90 

0.70 

1.45 

0.025 

0.62 

0.81 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.06 

0.01 

5,813.75 

0.02 

0.01 

0.03 

0.02 

0.21 

0.00 

0.0300 

- 

- 

- 

0.030 

0.032 

0.059 

0.003 

0.056 

0.261 

466.32 

Over Exploited 

Nayan 

0812000301471300 

0.15 

0.00 

308,279.54 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Neejhar 

0812000301468800 

0.20 

0.18 

- 

0.18 

0.01 

0.19 

0.06 

0.48 

0.03 

0.0300 

- 

- 

- 

0.030 

0.056 

0.242 

0.024 

0.218 

0.251 

115.29 

Over Exploited 



0.05 

0.00 

- 

0.00 

- 

0.00 

0.02 

0.15 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.014 

0.001 

0.013 

0.055 

428.83 

Over Exploited 

Neelka 

0812000201459900 

0.20 

0.13 

668,814.40 

0.16 

0.01 

0.17 

0.05 

0.37 

0.02 

0.0200 

- 

- 

- 

0.020 

0.040 

0.209 

0.010 

0.198 

0.175 

88.25 

Semi Critical 



0.05 

0.00 

1,039.38 

0.00 

- 

0.00 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.003 

0.033 

976.86 

Over Exploited 

Nithara 

0812000301476700 

0.15 

0.43 

21,673.85 

0.35 

0.03 

0.38 

0.07 

0.57 

0.06 

0.0900 

- 

- 

- 

0.090 

0.148 

0.526 

0.026 

0.500 

0.887 

177.45 

Over Exploited 

Pando 

0812000201466900 

0.05 

0.00 

444,464.85 

0.00 

- 

0.00 

0.01 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.106 

851.40 

Over Exploited 

Pathano Ka Bas 

0812000301471100 

0.15 

0.00 

1,729.29 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.016 

0.001 

0.015 

0.311 

2,037.37 

Over Exploited 



0.15 

0.00 

552,087.50 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Peeplod Narain 

0812000301475000 

0.15 

0.02 

86,516.95 

0.03 

0.02 

0.05 

0.03 

0.23 

0.00 

0.0600 

- 

- 

- 

0.060 

0.063 

0.112 

0.006 

0.106 

0.536 

505.16 

Over Exploited 

Peeplod Nathu 

0812000301474900 

0.15 

0.07 

281,913.79 

0.09 

0.02 

0.11 

0.03 

0.24 

0.01 

0.0500 

- 

- 

- 

0.050 

0.060 

0.170 

0.008 

0.161 

0.470 

291.74 

Over Exploited 



0.06 

0.00 

4,708.83 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Peetalpur 

0813000601757600 

0.10 

0.07 

18,782.94 

0.09 

- 

0.09 

0.04 

0.31 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.110 

0.006 

0.105 

0.243 

232.32 

Over Exploited 



0.08 

0.00 

535.53 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.021 

927.15 

Over Exploited 

Raipur Jageer 

0813000601757300 

0.10 

0.01 

########## 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.134 

1,943.56 

Over Exploited 



0.15 

0.17 

########## 

0.20 

0.01 

0.21 

0.04 

0.30 

0.02 

0.0300 

- 

- 

- 

0.030 

0.054 

0.265 

0.013 

0.252 

0.780 

309.71 

Over Exploited 



0.08 

0.03 

288.56 

0.04 

- 

0.04 

0.02 

0.17 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.051 

0.003 

0.048 

0.168 

347.16 

Over Exploited 

Rajpura 

0812000301475900 

0.15 

0.26 

- 

0.26 

0.04 

0.30 

0.08 

0.65 

0.03 

0.1300 

- 

- 

- 

0.130 

0.165 

0.462 

0.046 

0.416 

0.736 

176.98 

Over Exploited 

Ramchandra Pura 

0812000301469600 

0.15 

0.11 

161.27 

0.13 

0.01 

0.14 

0.08 

0.64 

0.02 

0.0300 

- 

- 

- 

0.030 

0.046 

0.187 

0.009 

0.177 

0.317 

178.69 

Over Exploited 

Rampura 

0812000301469300 

0.20 

1.12 

- 

1.12 

0.08 

1.20 

0.08 

0.66 

0.16 

0.2400 

- 

- 

0.001 

0.241 

0.405 

1.605 

0.161 

1.445 

2.202 

152.43 

Over Exploited 

Rughnath Pura 

0812000301470200 

0.15 

0.01 

761.11 

0.01 

- 

0.01 

0.02 

0.13 

0.00 

- 

- 

- 

- 

- 

0.002 

0.016 

0.001 

0.015 

0.101 

665.31 

Over Exploited 



0.15 

0.00 

1,339.67 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.050 

836.79 

Over Exploited 



0.06 

0.03 

198.01 

0.03 

- 

0.03 

0.04 

0.30 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.044 

0.002 

0.042 

0.190 

451.44 

Over Exploited 

Saiwar 

0812000301470300 

0.15 

0.00 

1,544.43 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.124 

2,146.53 

Over Exploited 



0.15 

0.00 

1,709.92 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.005 

0.097 

1,835.45 

Over Exploited 



0.06 

0.05 

193,525.64 

0.06 

0.01 

0.07 

0.03 

0.25 

0.01 

0.0200 

- 

- 

- 

0.020 

0.027 

0.095 

0.005 

0.091 

0.551 

609.17 

Over Exploited 

Sanga Ka Bas 

0812000301469500 

0.15 

0.09 

70.22 

0.11 

- 

0.11 

0.07 

0.58 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.136 

0.007 

0.130 

0.110 

85.11 

Semi Critical 

Sanwalpur (Shekhawatan) 

0813000601757400 

0.10 

0.08 

235,003.22 

0.09 

- 

0.09 

0.04 

0.28 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.114 

0.006 

0.108 

0.223 

205.55 

Over Exploited 

Satwas 

0812000301469100 

0.20 

0.66 

- 

0.66 

0.01 

0.67 

0.09 

0.66 

0.10 

0.0100 

- 

- 

0.001 

0.011 

0.108 

0.774 

0.077 

0.697 

0.231 

33.14 

Safe 

Seepur 

0813000501742500 

0.15 

0.04 

15,500.99 

0.05 

- 

0.05 

0.02 

0.18 

0.01 

- 

- 

- 

- 

- 

0.006 

0.057 

0.003 

0.054 

0.118 

218.06 

Over Exploited 



0.22 

0.10 

549,315.89 

0.12 

- 

0.12 

0.03 

0.24 

0.01 

0.0100 

- 

- 

- 

0.010 

0.023 

0.138 

0.007 

0.131 

0.190 

144.57 

Over Exploited 

Shahpura (M) 

0812000341203000 

0.15 

0.99 

- 

0.99 

- 

0.99 

0.06 

0.52 

0.14 

- 

- 

- 

- 

- 

0.139 

1.128 

0.113 

1.015 

1.568 

154.52 

Over Exploited 



0.06 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.002 

0.016 

0.002 

0.015 

0.324 

2,195.28 

Over Exploited 

Sherpura 

0812000301475400 

0.15 

0.42 

(16.45) 

0.35 

0.03 

0.38 

0.07 

0.57 

0.06 

0.0800 

- 

- 

- 

0.080 

0.135 

0.514 

0.026 

0.488 

0.730 

149.60 

Over Exploited 



0.06 

0.00 

7,606.90 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.025 

16,804.98 

Over Exploited 

Sitapur 

0812000201460200 

0.20 

1.22 

(36.92) 

0.97 

0.01 

0.98 

0.08 

0.64 

0.18 

0.0300 

- 

- 

0.000 

0.030 

0.214 

1.197 

0.060 

1.137 

0.315 

27.67 

Safe 

Surpura 

0812000201464400 

0.20 

0.36 

- 

0.36 

- 

0.36 

0.08 

0.66 

0.05 

0.0100 

- 

- 

- 

0.010 

0.062 

0.419 

0.042 

0.377 

0.343 

91.01 

Critical 

Swamipura 

0812000301470700 

0.15 

0.05 

83.39 

0.06 

0.01 

0.07 

0.08 

0.63 

0.01 

0.0400 

- 

- 

- 

0.040 

0.047 

0.121 

0.006 

0.115 

0.336 

292.76 

Over Exploited 

Tatera 

0813000601757000 

0.15 

0.39 

117,105.20 

0.47 

0.01 

0.48 

0.08 

0.63 

0.06 

0.0400 

- 

- 

- 

0.040 

0.099 

0.579 

0.029 

0.550 

0.380 

68.99 

Safe 



0.08 

0.00 

(200.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Udawala 

0812000301476900 

0.15 

0.26 

48.09 

0.31 

0.04 

0.35 

0.05 

0.45 

0.03 

0.1300 

- 

- 

- 

0.130 

0.164 

0.514 

0.026 

0.489 

1.161 

237.58 

Over Exploited 

Vidara (rural) 

0812000301475800 

0.15 

0.27 

98,283.59 

0.25 

0.07 

0.32 

0.05 

0.45 

0.04 

0.2000 

- 

- 

- 

0.200 

0.237 

0.554 

0.028 

0.526 

1.115 

211.85 

Over Exploited 

Vishan Garh 

0812000301474800 

0.15 

0.00 

179,342.54 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.024 

9,036.79 

Over Exploited 



0.06 

0.01 

8,516.93 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.018 

0.001 

0.017 

0.240 

1,371.34 

Over Exploited 

Agar 

0806000900886600 

0.10 

0.01 

540,711.22 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.023 

0.001 

0.022 

0.086 

392.75 

Over Exploited 

Ajabpura 

0806000900879400 

0.24 

0.31 

(61.76) 

0.25 

0.01 

0.26 

0.08 

0.67 

0.04 

0.0200 

- 

- 

0.001 

0.021 

0.061 

0.322 

0.016 

0.306 

0.441 

144.20 

Over Exploited 

Angari 

0806000900885000 

0.10 

0.12 

(108.79) 

0.11 

0.01 

0.12 

0.03 

0.30 

0.02 

0.0200 

- 

- 

- 

0.020 

0.035 

0.155 

0.008 

0.147 

0.196 

133.13 

Over Exploited 

Bakhatpura 

0806000900881800 

0.10 

0.10 

(39.82) 

0.08 

- 

0.08 

0.08 

0.71 

0.01 

0.0100 

- 

- 

- 

0.010 

0.023 

0.103 

0.005 

0.098 

0.078 

79.24 

Semi Critical 

Bamanwas Kankar 

0806000900880300 

0.24 

0.32 

(8.28) 

0.29 

0.03 

0.32 

0.05 

0.44 

0.04 

0.1000 

- 

- 

- 

0.100 

0.141 

0.461 

0.023 

0.438 

0.875 

199.79 

Over Exploited 

Bandrol 

0806000900881700 

0.24 

0.02 

########## 

0.02 

- 

0.02 

0.01 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.036 

0.002 

0.034 

0.100 

290.55 

Over Exploited 



0.10 

0.00 

73,325.44 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.025 

1,363.85 

Over Exploited 

Bara Gaon 

0806000800878700 

0.24 

0.20 

- 

0.20 

0.01 

0.21 

0.05 

0.37 

0.03 

0.0300 

- 

- 

- 

0.030 

0.059 

0.273 

0.027 

0.246 

0.849 

345.88 

Over Exploited 



0.22 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.022 

0.002 

0.020 

0.282 

1,422.18 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Barh Doli 

0806000900882300 

0.24 

0.22 

35.88 

0.26 

0.02 

0.28 

0.08 

0.72 

0.03 

0.0600 

- 

- 

- 

0.060 

0.088 

0.366 

0.018 

0.348 

0.561 

161.15 

Over Exploited 

Barh Goojran 

0806000900882500 

0.24 

0.27 

13.13 

0.30 

0.01 

0.31 

0.07 

0.60 

0.03 

0.0400 

- 

- 

0.003 

0.043 

0.077 

0.390 

0.020 

0.371 

0.408 

110.08 

Over Exploited 



0.10 

0.00 

(133.35) 

0.00 

0.02 

0.03 

0.01 

0.12 

0.00 

- 

- 

- 

0.033 

0.033 

0.034 

0.060 

0.003 

0.057 

0.043 

76.09 

Semi Critical 

Bas Beesa 

0806000900882200 

0.24 

0.04 

167.04 

0.04 

0.01 

0.06 

0.04 

0.34 

0.00 

0.0300 

- 

- 

0.001 

0.031 

0.036 

0.092 

0.005 

0.087 

0.230 

264.69 

Over Exploited 



0.10 

0.02 

21.93 

0.02 

0.02 

0.05 

0.04 

0.38 

0.00 

0.0200 

- 

- 

0.022 

0.042 

0.044 

0.092 

0.005 

0.087 

0.152 

174.43 

Over Exploited 

Bas Booriya 

0806000900879500 

0.24 

0.09 

(50.49) 

0.07 

- 

0.07 

0.08 

0.66 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.090 

0.004 

0.085 

0.140 

164.61 

Over Exploited 

Bas Dayal 

0806000800875900 

0.24 

0.13 

- 

0.13 

0.01 

0.14 

0.04 

0.36 

0.02 

0.0400 

- 

- 

- 

0.040 

0.057 

0.193 

0.019 

0.173 

0.382 

220.20 

Over Exploited 

Bas Gordhan 

0806000800877900 

0.24 

0.33 

- 

0.33 

0.01 

0.34 

0.08 

0.68 

0.04 

0.0200 

- 

- 

0.001 

0.021 

0.064 

0.404 

0.040 

0.363 

0.427 

117.53 

Over Exploited 

Bas Karnawat 

0806000800876000 

0.24 

0.32 

- 

0.32 

0.02 

0.34 

0.05 

0.45 

0.04 

0.0300 

- 

- 

- 

0.030 

0.075 

0.419 

0.042 

0.377 

0.306 

81.24 

Semi Critical 

Bas Narbad 

0806000800877800 

0.24 

0.43 

- 

0.43 

- 

0.43 

0.08 

0.67 

0.06 

0.0100 

- 

- 

- 

0.010 

0.067 

0.493 

0.049 

0.444 

0.273 

61.44 

Safe 

Bas Shekhawat 

0806000800876700 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.011 

0.063 

558.67 

Over Exploited 

Basai Abhairam 

0806000900882800 

0.24 

0.31 

6.77 

0.34 

0.00 

0.34 

0.08 

0.72 

0.04 

0.0100 

- 

- 

0.001 

0.011 

0.051 

0.387 

0.019 

0.368 

0.116 

31.51 

Safe 

Basai Jogiyan 

0806000900880900 

0.24 

0.76 

(8.64) 

0.70 

0.02 

0.72 

0.08 

0.70 

0.10 

0.1600 

- 

- 

- 

0.160 

0.258 

0.973 

0.049 

0.924 

1.472 

159.21 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Quartzite 

0.145 

0.90 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.02 

0.02 


Basdi 

0806000800877600 

2.158 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.158 

-0.21 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.014 

0.59 

0.70 


Beelath 

0806000800876300 

10.385 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.086 

0.04 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 


Bhangdoli 

0806000900884400 

4.024 

Fresh 

Non-command 

Non-command 

Quartzite 

1.267 

0.99 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.10 

0.006 

0.20 

0.26 







Non-command 

Slate 

0.165 

0.99 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.03 

0.03 


Bhojera 

0812000201465800 

4.424 

Fresh 

Non-command 

Non-command 

Quartzite 

0.045 

0.08 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Bhojpura @ Lakhawala 

0812000201461800 

5.878 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.722 

-0.22 

0.150 

0.04 

0.00 

0.00 

0.00 

0.11 

0.00 

0.00 

0.15 

0.011 

0.17 

0.13 


Bhoodiyawas 

0806000900882600 

2.403 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.370 

1.92 

0.120 

0.15 

0.02 

0.00 

0.00 

0.00 

0.45 

0.34 

0.61 

0.007 

0.37 

0.47 


Biharisar 

0806000900883100 

2.014 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.624 

1.63 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.11 

0.09 

0.003 

0.20 

0.26 







Non-command 

Quartzite 

1.389 

1.63 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.11 

0.007 

0.44 

0.57 


Bilali 

0806000800878400 

6.023 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.553 

-0.19 

0.120 

0.25 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.94 

0.037 

0.55 

0.61 







Non-command 

Quartzite 

0.000 

-0.19 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Burja 

0806000800877400 

2.692 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.692 

-0.18 

0.120 

0.13 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.51 

0.018 

0.58 

0.68 


Chainpura 

0806000800877100 

3.448 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.033 

-0.27 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Chak Gorawari 

0812000201463000 

0.638 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

1.06 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

0.055 

1.06 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.05 

0.07 


Chandpuri 

0806000900878900 

3.571 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.571 

-0.06 

0.120 

0.21 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.80 

0.017 

0.59 

0.74 


Chatarpura 

0806000800876400 

8.058 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.903 

-0.09 

0.120 

0.81 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

3.16 

0.052 

0.57 

0.68 


Chheetoli 

0812000201461400 

5.428 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.103 

-0.18 

0.150 

0.00 

0.00 

0.00 

0.00 

0.07 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 


Churani 

0806000900885200 

3.879 

Fresh 

Non-command 

Non-command 

Quartzite 

3.869 

0.69 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.12 

0.10 

0.24 

0.019 

0.64 

0.83 


Deoli 

0812000201462000 

7.636 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.933 

-0.16 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.006 

0.07 

0.07 







Non-command 

Quartzite 

0.594 

-0.16 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.004 

0.05 

0.04 


Dhaital 

0806000900884500 

1.769 

Fresh 

Non-command 

Non-command 

Quartzite 

1.586 

0.79 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.09 

0.008 

0.57 

0.75 


Dhigariya 

0806000900883200 

2.587 

Fresh 

Non-command 

Non-command 

Quartzite 

2.587 

1.60 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.14 

0.11 

0.28 

0.012 

0.64 

0.83 


Doonga Ka Bas 

0806000900879200 

0.606 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.606 

0.21 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.25 

0.003 

0.60 

0.78 


Duhar Chaugan 

0806000900882700 

5.861 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.075 

2.04 

0.120 

0.19 

0.03 

0.00 

0.00 

0.01 

1.14 

0.88 

0.75 

0.020 

0.45 

0.58 







Non-command 

Quartzite 

1.786 

2.04 

0.020 

0.05 

0.01 

0.00 

0.00 

0.01 

0.10 

0.08 

0.19 

0.009 

0.20 

0.25 


Duharmala 

0806000900880700 

18.735 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.177 

2.43 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.00 

0.001 

0.01 

0.01 







Non-command 

Quartzite 

0.743 

2.43 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.004 

0.03 

0.03 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

2.43 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

0.767 

2.43 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.004 

0.03 

0.03 


Dwarapur 

0806000900882900 

1.351 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.351 

1.62 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.33 

0.26 

0.31 

0.007 

0.64 

0.83 


Garh Basai 

0806000900884800 

10.921 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

1.89 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

9.842 

1.89 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.45 

0.35 

0.30 

0.048 

0.58 

0.75 


Garhi 

0806000900878800 

17.326 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.985 

0.01 

0.120 

0.50 

0.02 

0.00 

0.00 

0.00 

0.50 

0.41 

1.91 

0.068 

0.47 

0.58 


Gowari 

0806000900884700 

3.063 

Fresh 

Non-command 

Non-command 

Quartzite 

3.062 

1.21 

0.020 

0.11 

0.02 

0.00 

0.00 

0.00 

0.16 

0.13 

0.42 

0.015 

0.64 

0.83 


Gurha 

0806000900885300 

2.857 

Fresh 

Non-command 

Non-command 

Quartzite 

2.797 

0.68 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.07 

0.013 

0.63 

0.81 


Gurha Kishordas 

0806000900885400 

3.310 

Fresh 

Non-command 

Non-command 

Quartzite 

0.634 

0.85 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.003 

0.12 

0.16 


Guwara Bhopala 

0806000900883400 

2.377 

Fresh 

Non-command 

Non-command 

Quartzite 

2.222 

1.24 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.14 

0.11 

0.40 

0.011 

0.60 

0.78 







Non-command 

Slate 

0.154 

1.24 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.001 

0.04 

0.05 


Gyanpura 

0806000800877500 

5.091 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.091 

-0.22 

0.120 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.65 

0.034 

0.59 

0.71 


Harner 

0806000900884300 

0.454 

Fresh 

Non-command 

Non-command 

Slate 

0.454 

1.06 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.14 

0.002 

0.64 

0.83 


Heensla 

0806000900881900 

5.545 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.911 

1.71 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.22 

0.17 

0.11 

0.004 

0.11 

0.14 







Non-command 

Quartzite 

4.481 

1.71 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.22 

0.17 

0.29 

0.022 

0.52 

0.67 


Jaisinghpura 

0812000201461100 

7.119 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.211 

-0.01 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.001 

0.02 

0.01 


Jaitpur 

0806000800878300 

1.739 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.310 

-0.17 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.009 

0.45 

0.53 


Jhagdet Kalan 

0806000800876600 

3.835 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.607 

-0.38 

0.120 

0.10 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.024 

0.53 

0.63 


Jhankri 

0806000900885100 

4.894 

Fresh 

Non-command 

Non-command 

Quartzite 

4.891 

1.19 

0.020 

0.06 

0.01 

0.00 

0.00 

0.02 

0.15 

0.12 

0.22 

0.024 

0.64 

0.83 


Jodhpura 

0806000900880200 

8.509 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.509 

0.12 

0.120 

0.13 

0.01 

0.00 

0.00 

0.00 

0.24 

0.19 

0.48 

0.041 

0.62 

0.80 


Kankrana Chhota 

0812000201462300 

3.651 

Fresh 

Non-command 

Non-command 

Quartzite 

0.051 

0.09 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Kanpura ( Loj) 

0806000900879800 

4.663 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.287 

0.33 

0.120 

0.18 

0.01 

0.00 

0.00 

0.00 

0.30 

0.21 

0.71 

0.016 

0.40 

0.57 


Karoli 

0812000101458900 

6.669 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.397 

-0.24 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.019 

0.21 

0.18 


Kharkhari Kalan 

0806000900879700 

12.217 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.896 

0.18 

0.120 

0.16 

0.01 

0.00 

0.00 

0.00 

0.28 

0.21 

0.60 

0.028 

0.28 

0.36 







Non-command 

Quartzite 

0.638 

0.18 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.003 

0.03 

0.04 


Kharkhari Khurd 

0806000800878000 

1.047 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.876 

-0.16 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.006 

0.51 

0.62 


Kharwa 

0806000800878200 

4.232 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.707 

-0.18 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.024 

0.53 

0.62 


Khohri 

0806000800876100 

13.434 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.140 

-0.15 

0.120 

0.17 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.65 

0.021 

0.14 

0.16 


Kola Ka Bas 

0806000900882400 

3.031 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.600 

1.38 

0.120 

0.12 

0.02 

0.00 

0.00 

0.00 

0.53 

0.40 

0.48 

0.013 

0.55 

0.71 







Non-command 

Quartzite 

0.431 

1.38 

0.020 

0.01 

0.00 

0.00 

0.00 

0.03 

0.00 

0.00 

0.04 

0.002 

0.09 

0.12 


Kolahera 

0806000900880100 

4.660 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.660 

0.19 

0.120 

0.22 

0.01 

0.00 

0.00 

0.00 

0.31 

0.24 

0.86 

0.022 

0.61 

0.79 


Kool 

0806000800878100 

1.010 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.879 

-0.17 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.006 

0.53 

0.64 


Kuhada 

0812000201462700 

7.236 

Fresh 

Non-command 

Non-command 

Quartzite 

1.179 

0.10 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.08 

0.007 

0.10 

0.12 


Kundli 

0806000800877300 

1.637 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.637 

-0.32 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.011 

0.57 

0.66 


Ladoowas 

0806000900879600 

1.831 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.831 

0.24 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.12 

0.09 

0.29 

0.009 

0.57 

0.79 


Laha Ka Bas 

0806000900884200 

2.762 

Fresh 

Non-command 

Non-command 

Quartzite 

0.043 

1.59 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Slate 

1.097 

1.59 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.06 

0.005 

0.25 

0.33 


Lalpura 

0806000800877000 

3.394 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.067 

-0.30 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Lila Marha 

0806000900881000 

2.932 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.932 

0.51 

0.120 

0.14 

0.01 

0.00 

0.00 

0.00 

0.31 

0.24 

0.53 

0.014 

0.64 

0.82 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.10 

0.00 

3,701.98 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.021 

6,427.70 

Over Exploited 

Basdi 

0806000800877600 

0.24 

0.31 

- 

0.31 

0.00 

0.31 

0.08 

0.67 

0.04 

0.0100 

- 

- 

0.000 

0.010 

0.052 

0.359 

0.036 

0.323 

0.181 

56.03 

Safe 

Beelath 

0806000800876300 

0.24 

0.00 

180.16 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Bhangdoli 

0806000900884400 

0.10 

0.03 

65.96 

0.03 

- 

0.03 

0.03 

0.23 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.044 

0.002 

0.042 

0.102 

244.61 

Over Exploited 



0.08 

0.00 

620.13 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.015 

3,377.02 

Over Exploited 

Bhojera 

0812000201465800 

0.05 

0.00 

577.67 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhojpura @ Lakhawala 

0812000201461800 

0.20 

0.06 

- 

0.06 

0.11 

0.17 

0.03 

0.20 

0.01 

0.0100 

- 

- 

0.168 

0.179 

0.187 

0.359 

0.036 

0.323 

0.162 

49.95 

Safe 

Bhoodiyawas 

0806000900882600 

0.24 

0.12 

186.20 

0.14 

0.02 

0.16 

0.05 

0.41 

0.02 

0.0700 

- 

- 

- 

0.070 

0.085 

0.250 

0.012 

0.237 

0.614 

258.88 

Over Exploited 

Biharisar 

0806000900883100 

0.24 

0.03 

261.81 

0.04 

0.00 

0.04 

0.03 

0.22 

0.00 

0.0100 

- 

- 

0.004 

0.014 

0.017 

0.056 

0.003 

0.053 

0.092 

174.47 

Over Exploited 



0.10 

0.06 

(6.39) 

0.06 

0.00 

0.06 

0.06 

0.50 

0.01 

0.0100 

- 

- 

0.001 

0.011 

0.019 

0.077 

0.004 

0.073 

0.117 

160.03 

Over Exploited 

Bilali 

0806000800878400 

0.24 

0.73 

- 

0.73 

0.01 

0.74 

0.08 

0.62 

0.10 

0.0400 

- 

- 

- 

0.040 

0.141 

0.879 

0.088 

0.791 

0.972 

122.76 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Burja 

0806000800877400 

0.24 

0.37 

- 

0.37 

0.02 

0.39 

0.08 

0.66 

0.05 

0.0600 

- 

- 

- 

0.060 

0.112 

0.506 

0.051 

0.455 

0.527 

115.70 

Over Exploited 

Chainpura 

0806000800877100 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chak Gorawari 

0812000201463000 

0.15 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.00 

6,896.96 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chandpuri 

0806000900878900 

0.24 

0.50 

- 

0.50 

0.01 

0.52 

0.08 

0.67 

0.07 

0.0300 

- 

- 

0.001 

0.031 

0.099 

0.614 

0.061 

0.553 

0.816 

147.73 

Over Exploited 

Chatarpura 

0806000800876400 

0.24 

1.08 

- 

1.08 

0.04 

1.13 

0.08 

0.65 

0.15 

0.1200 

- 

- 

0.001 

0.122 

0.269 

1.394 

0.139 

1.255 

3.211 

255.85 

Over Exploited 

Chheetoli 

0812000201461400 

0.20 

0.00 

- 

0.00 

0.07 

0.07 

0.00 

0.01 

0.00 

- 

- 

- 

0.099 

0.099 

0.099 

0.166 

0.017 

0.149 

0.012 

7.81 

Safe 

Churani 

0806000900885200 

0.10 

0.25 

(61.41) 

0.20 

- 

0.20 

0.08 

0.72 

0.03 

0.0100 

- 

- 

- 

0.010 

0.042 

0.239 

0.012 

0.227 

0.259 

113.78 

Over Exploited 

Deoli 

0812000201462000 

0.20 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.002 

0.016 

0.002 

0.014 

0.082 

579.05 

Over Exploited 



0.05 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.033 

2,288.31 

Over Exploited 

Dhaital 

0806000900884500 

0.10 

0.09 

(61.91) 

0.07 

- 

0.07 

0.07 

0.65 

0.01 

- 

- 

- 

- 

- 

0.012 

0.085 

0.004 

0.080 

0.096 

119.02 

Over Exploited 

Dhigariya 

0806000900883200 

0.10 

0.17 

(33.57) 

0.13 

0.01 

0.14 

0.08 

0.72 

0.02 

0.0300 

- 

- 

- 

0.030 

0.051 

0.194 

0.010 

0.184 

0.292 

158.78 

Over Exploited 

Doonga Ka Bas 

0806000900879200 

0.24 

0.09 

(33.77) 

0.07 

0.00 

0.07 

0.08 

0.68 

0.01 

0.0100 

- 

- 

0.001 

0.011 

0.022 

0.092 

0.005 

0.088 

0.253 

288.45 

Over Exploited 

Duhar Chaugan 

0806000900882700 

0.24 

0.44 

102.34 

0.52 

0.04 

0.57 

0.06 

0.50 

0.06 

0.0800 

- 

- 

0.021 

0.101 

0.157 

0.724 

0.036 

0.688 

0.766 

111.28 

Over Exploited 



0.10 

0.03 

129.11 

0.04 

0.02 

0.06 

0.03 

0.22 

0.00 

0.0200 

- 

- 

0.014 

0.034 

0.038 

0.099 

0.005 

0.094 

0.194 

205.23 

Over Exploited 

Duharmala 

0806000900880700 

0.24 

0.00 

241,710.21 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.10 

0.00 

14,057.47 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.010 

509.78 

Over Exploited 



0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.00 

1,332.82 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.016 

623.27 

Over Exploited 

Dwarapur 

0806000900882900 

0.24 

0.21 

23.34 

0.25 

0.01 

0.26 

0.08 

0.72 

0.03 

0.0400 

- 

- 

0.000 

0.040 

0.067 

0.326 

0.016 

0.310 

0.321 

103.42 

Over Exploited 

Garh Basai 

0806000900884800 

0.24 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.56 

130,416.51 

0.45 

0.01 

0.46 

0.07 

0.65 

0.07 

0.0300 

- 

- 

- 

0.030 

0.103 

0.565 

0.028 

0.536 

0.346 

64.41 

Safe 

Garhi 

0806000900878800 

0.24 

1.55 

(59.14) 

1.24 

0.02 

1.26 

0.06 

0.53 

0.21 

0.0700 

- 

- 

- 

0.070 

0.278 

1.535 

0.077 

1.459 

1.978 

135.57 

Over Exploited 

Gowari 

0806000900884700 

0.10 

0.20 

(35.82) 

0.16 

0.02 

0.18 

0.08 

0.72 

0.03 

0.0500 

- 

- 

0.001 

0.051 

0.076 

0.253 

0.013 

0.241 

0.436 

181.05 

Over Exploited 

Gurha 

0806000900885300 

0.10 

0.18 

(75.63) 

0.14 

0.00 

0.14 

0.08 

0.71 

0.02 

- 

- 

- 

0.004 

0.004 

0.026 

0.169 

0.008 

0.160 

0.079 

49.55 

Safe 

Gurha Kishordas 

0806000900885400 

0.10 

0.01 

103.64 

0.01 

0.00 

0.01 

0.02 

0.14 

0.00 

- 

- 

- 

0.000 

0.000 

0.001 

0.011 

0.001 

0.010 

0.027 

259.93 

Over Exploited 

Guwara Bhopala 

0806000900883400 

0.10 

0.13 

(16.19) 

0.11 

0.01 

0.12 

0.08 

0.68 

0.02 

0.0400 

- 

- 

0.000 

0.040 

0.057 

0.179 

0.009 

0.170 

0.407 

239.30 

Over Exploited 



0.08 

0.00 

1,967.31 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.030 

4,596.15 

Over Exploited 

Gyanpura 

0806000800877500 

0.24 

0.72 

- 

0.72 

0.01 

0.73 

0.08 

0.67 

0.10 

0.0200 

- 

- 

0.001 

0.021 

0.119 

0.852 

0.085 

0.767 

0.687 

89.54 

Semi Critical 

Harner 

0806000900884300 

0.08 

0.02 

64.25 

0.03 

- 

0.03 

0.08 

0.72 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.051 

0.003 

0.048 

0.141 

291.99 

Over Exploited 

Heensla 

0806000900881900 

0.24 

0.02 

627.37 

0.03 

- 

0.03 

0.01 

0.12 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.041 

0.002 

0.039 

0.110 

286.64 

Over Exploited 



0.10 

0.23 

(25.85) 

0.19 

0.01 

0.20 

0.07 

0.58 

0.03 

0.0300 

- 

- 

- 

0.030 

0.060 

0.255 

0.013 

0.243 

0.310 

127.61 

Over Exploited 

Jaisinghpura 

0812000201461100 

0.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.033 

2,202.35 

Over Exploited 

Jaitpur 

0806000800878300 

0.24 

0.14 

- 

0.14 

- 

0.14 

0.06 

0.52 

0.02 

- 

- 

- 

- 

- 

0.019 

0.160 

0.016 

0.144 

0.094 

64.94 

Safe 

Jhagdet Kalan 

0806000800876600 

0.24 

0.46 

- 

0.46 

0.02 

0.48 

0.07 

0.61 

0.06 

0.0700 

- 

- 

- 

0.070 

0.134 

0.617 

0.062 

0.555 

0.387 

69.68 

Safe 

Jhankri 

0806000900885100 

0.10 

0.31 

(62.89) 

0.25 

0.03 

0.28 

0.08 

0.72 

0.04 

0.0200 

- 

- 

0.023 

0.043 

0.084 

0.359 

0.018 

0.341 

0.246 

71.96 

Semi Critical 

Jodhpura 

0806000900880200 

0.24 

1.27 

(85.36) 

1.02 

0.01 

1.03 

0.08 

0.70 

0.16 

0.0200 

- 

- 

0.003 

0.024 

0.188 

1.216 

0.061 

1.155 

0.519 

44.95 

Safe 

Kankrana Chhota 

0812000201462300 

0.05 

0.00 

364.51 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kanpura ( Loj) 

0806000900879800 

0.24 

0.31 

(34.04) 

0.25 

0.01 

0.26 

0.05 

0.45 

0.04 

0.0300 

- 

- 

- 

0.030 

0.069 

0.331 

0.017 

0.315 

0.726 

230.73 

Over Exploited 

Karoli 

0812000101458900 

0.20 

0.10 

- 

0.10 

- 

0.10 

0.03 

0.24 

0.01 

0.0100 

- 

- 

- 

0.010 

0.025 

0.125 

0.013 

0.113 

0.367 

325.73 

Over Exploited 

Kharkhari Kalan 

0806000900879700 

0.24 

0.30 

101,095.76 

0.24 

0.01 

0.25 

0.04 

0.31 

0.04 

0.0200 

- 

- 

- 

0.020 

0.059 

0.307 

0.015 

0.292 

0.628 

215.19 

Over Exploited 



0.10 

0.00 

1,110.19 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.035 

2,880.00 

Over Exploited 

Kharkhari Khurd 

0806000800878000 

0.24 

0.11 

- 

0.11 

- 

0.11 

0.07 

0.58 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.132 

0.013 

0.119 

0.148 

124.39 

Over Exploited 

Kharwa 

0806000800878200 

0.24 

0.47 

- 

0.47 

0.01 

0.48 

0.07 

0.60 

0.06 

0.0200 

- 

- 

- 

0.020 

0.083 

0.561 

0.056 

0.505 

0.431 

85.37 

Semi Critical 

Khohri 

0806000800876100 

0.24 

0.10 

- 

0.10 

0.02 

0.12 

0.02 

0.15 

0.01 

0.0700 

- 

- 

- 

0.070 

0.084 

0.207 

0.021 

0.186 

0.668 

358.96 

Over Exploited 

Kola Ka Bas 

0806000900882400 

0.24 

0.34 

18.10 

0.40 

0.02 

0.43 

0.07 

0.62 

0.04 

0.0500 

- 

- 

0.007 

0.057 

0.101 

0.530 

0.026 

0.503 

0.495 

98.22 

Critical 



0.10 

0.00 

(189.19) 

0.00 

0.03 

0.03 

0.01 

0.10 

0.00 

- 

- 

- 

0.040 

0.040 

0.040 

0.070 

0.003 

0.066 

0.045 

68.27 

Safe 

Kolahera 

0806000900880100 

0.24 

0.69 

(64.99) 

0.55 

0.01 

0.56 

0.08 

0.69 

0.09 

0.0300 

- 

- 

0.004 

0.034 

0.123 

0.684 

0.034 

0.650 

0.879 

135.28 

Over Exploited 

Kool 

0806000800878100 

0.24 

0.11 

- 

0.11 

- 

0.11 

0.07 

0.60 

0.01 

0.0100 

- 

- 

- 

0.010 

0.025 

0.137 

0.014 

0.123 

0.229 

186.00 

Over Exploited 

Kuhada 

0812000201462700 

0.05 

0.01 

222.71 

0.01 

- 

0.01 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.008 

0.084 

1,116.84 

Over Exploited 

Kundli 

0806000800877300 

0.24 

0.23 

- 

0.23 

- 

0.23 

0.08 

0.65 

0.03 

0.0100 

- 

- 

- 

0.010 

0.041 

0.267 

0.027 

0.240 

0.131 

54.45 

Safe 

Ladoowas 

0806000900879600 

0.24 

0.25 

(64.40) 

0.20 

0.00 

0.20 

0.07 

0.64 

0.03 

0.0100 

- 

- 

0.000 

0.010 

0.042 

0.244 

0.012 

0.231 

0.297 

128.29 

Over Exploited 

Laha Ka Bas 

0806000900884200 

0.10 

0.00 

2,500.43 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.02 

88.93 

0.03 

- 

0.03 

0.03 

0.29 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.040 

0.002 

0.038 

0.060 

159.97 

Over Exploited 

Lalpura 

0806000800877000 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Lila Marha 

0806000900881000 

0.24 

0.45 

(46.54) 

0.36 

0.01 

0.37 

0.08 

0.72 

0.06 

0.0200 

- 

- 

- 

0.020 

0.078 

0.446 

0.022 

0.423 

0.547 

129.26 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Quartzite 

0.000 

0.51 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Malootana 

0806000900881500 

10.320 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.050 

0.53 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

0.000 

0.53 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mandli 

0806000800876800 

3.332 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.163 

-0.34 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.03 

0.03 


Mankot 

0806000900882000 

2.347 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.445 

1.53 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.07 

0.002 

0.12 

0.16 







Non-command 

Quartzite 

1.902 

1.53 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.09 

0.07 

0.17 

0.009 

0.52 

0.67 


Mundawara 

0806000900880000 

13.542 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.987 

0.49 

0.120 

0.24 

0.03 

0.00 

0.00 

0.00 

0.50 

0.36 

0.93 

0.024 

0.22 

0.30 


Mundiyawas 

0806000900885500 

4.326 

Fresh 

Non-command 

Non-command 

Quartzite 

0.120 

0.73 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.02 


Nagriwas 

0812000101454500 

2.757 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.007 

-0.32 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nangal Bani 

0806000900884900 

9.569 

Fresh 

Non-command 

Non-command 

Quartzite 

7.712 

1.24 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.25 

0.20 

0.24 

0.037 

0.51 

0.66 


Narayanpur 

0806000900881200 

18.941 

Fresh 

Non-command 

Non-command 

Older Alluvium 

17.968 

-0.09 

0.120 

1.01 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

3.93 

0.087 

0.59 

0.74 


Nathoosar 

0806000800874900 

12.346 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.086 

0.63 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.00 

0.01 



0806000900883500 

1.753 

Fresh 

Non-command 

Non-command 

Quartzite 

1.105 

1.32 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.05 

0.14 

0.005 

0.40 

0.52 







Non-command 

Slate 

0.648 

1.32 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.09 

0.003 

0.24 

0.31 


Naya Bas 

0806000800877200 

5.769 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.753 

-0.28 

0.120 

0.22 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.83 

0.025 

0.37 

0.40 


Neemoochana 

0806000800876500 

10.827 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.827 

-0.37 

0.120 

0.35 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

1.32 

0.071 

0.58 

0.68 


Pachhodala 

0812000101459100 

29.893 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

-0.17 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

10.643 

-0.17 

0.150 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.63 

0.065 

0.21 

0.18 







Non-command 

Quartzite 

4.285 

-0.17 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.026 

0.09 

0.07 


Pali 

0806000800878500 

1.403 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.403 

-0.22 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.009 

0.58 

0.67 


Panch Pahari 

0812000101459000 

9.238 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.617 

-0.23 

0.150 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.53 

0.034 

0.36 

0.26 


Prempura 

0806000900879300 

1.613 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.613 

0.22 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.14 

0.11 

0.40 

0.008 

0.60 

0.77 


Prithvipura 

0806000800877700 

1.735 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.735 

-0.26 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.011 

0.59 

0.72 


Rajpura Jageer 

0806000900883000 

1.104 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.759 

1.61 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.13 

0.07 

0.004 

0.44 

0.57 







Non-command 

Quartzite 

0.345 

1.61 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.20 

0.26 


Rajpura Sikh 

0806000900879000 

1.640 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.640 

-0.13 

0.120 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.61 

0.008 

0.60 

0.76 


Ratanpura @ Karana 

0806000800878600 

9.848 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.407 

-0.23 

0.120 

0.17 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.63 

0.049 

0.44 

0.45 







Non-command 

Younger Alluvium 

1.676 

-0.23 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.011 

0.10 

0.10 


Roondh Rampur 

0806000800874800 

19.729 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.064 

0.52 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

0.067 

0.52 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Roopu Ka Bas 

0806000900884600 

1.079 

Fresh 

Non-command 

Non-command 

Quartzite 

1.078 

0.90 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.09 

0.005 

0.64 

0.83 


Rughnathpura @ Talooka 

0812000201461900 

5.419 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.456 

-0.23 

0.150 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.021 

0.38 

0.33 







Non-command 

Quartzite 

0.454 

-0.23 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.003 

0.05 

0.04 


Rundh Agar 

0806000900886500 

1.838 

Fresh 

Non-command 

Non-command 

Quartzite 

0.025 

1.60 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Rundh Narayanpur 

0806000900881400 

14.836 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.806 

0.51 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.14 

0.01 

0.014 

0.12 

0.15 







Non-command 

Quartzite 

2.983 

0.51 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.014 

0.13 

0.16 


Saleta 

0806000900883300 

2.464 

Fresh 

Non-command 

Non-command 

Quartzite 

2.429 

1.82 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.13 

0.10 

0.19 

0.012 

0.63 

0.82 


Shyampura Jageer 

0806000900879100 

1.821 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.821 

0.14 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.28 

0.009 

0.60 

0.77 


Sujapur 

0812000201463300 

5.145 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

1.45 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

1.053 

1.45 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.006 

0.13 

0.17 


Surjanpur 

0806000900882100 

2.892 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.052 

1.37 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.20 

0.16 

0.17 

0.005 

0.23 

0.30 







Non-command 

Quartzite 

1.840 

1.37 

0.020 

0.04 

0.01 

0.00 

0.00 

0.01 

0.07 

0.05 

0.16 

0.009 

0.41 

0.53 


Thanagazi 

0806000900883600 

10.885 

Fresh 

Non-command 

Non-command 

Quartzite 

1.868 

2.60 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.13 

0.10 

0.17 

0.009 

0.11 

0.14 







Non-command 

Slate 

3.233 

2.60 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.24 

0.18 

0.29 

0.016 

0.19 

0.25 





Saline 

Non-command 

Non-command 

Quartzite 

0.019 

2.60 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Tolawas 

0806000900880800 

4.315 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.646 

1.04 

0.120 

0.20 

0.03 

0.00 

0.00 

0.00 

0.50 

0.38 

0.78 

0.013 

0.39 

0.51 


Tordabrahmanan 

0812000101458100 

10.389 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.589 

-0.16 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.010 

0.09 

0.06 


Turkiyawas 

0806000900881100 

1.584 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.584 

0.27 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.14 

0.11 

0.35 

0.008 

0.63 

0.82 


Vijaipura 

0806000900881300 

3.013 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.702 

0.65 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.23 

0.003 

0.15 

0.19 







Non-command 

Quartzite 

2.311 

0.65 

0.020 

0.11 

0.01 

0.00 

0.00 

0.00 

0.13 

0.10 

0.42 

0.011 

0.49 

0.63 


Viratnagar (m) 

0812000241202000 

34.434 

Fresh 

Non-command 

Non-command 

Quartzite 

0.191 

0.35 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.012 

0.00 

0.00 

06001017 

Badshahpur 

0812000201462100 

1.374 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.034 

0.05 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.02 







Non-command 

Quartzite 

1.340 

0.05 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.22 

0.008 

0.59 

0.60 


Bahrampur 

0812000201461600 

3.324 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.760 

0.05 

0.150 

0.04 

0.00 

0.00 

0.00 

0.00 

0.06 

0.07 

0.13 

0.017 

0.49 

0.40 


Bandh Muzaffarpur 

0812000201462800 

6.444 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.25 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

5.250 

0.25 

0.020 

0.08 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.28 

0.032 

0.51 

0.64 


Bandrol 

0806000900881700 

9.858 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.899 

1.59 

0.120 

0.11 

0.02 

0.00 

0.00 

0.00 

1.02 

0.79 

0.40 

0.024 

0.32 

0.41 







Non-command 

Quartzite 

0.003 

1.59 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhairunpura 

0812000201465200 

2.088 

Fresh 

Non-command 

Non-command 

Quartzite 

0.000 

0.09 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhojpura @ Lakhawala 

0812000201461800 

5.878 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.812 

-0.22 

0.150 

0.09 

0.00 

0.00 

0.00 

0.11 

0.00 

0.00 

0.34 

0.023 

0.38 

0.29 


Biyawas 

0812000201463700 

13.866 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.380 

0.19 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.002 

0.02 

0.01 


Chak Chamroli 

0812000201463400 

0.449 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.075 

0.21 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.10 

0.12 







Non-command 

Quartzite 

0.374 

0.21 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.002 

0.52 

0.60 


Chak Gorawari 

0812000201463000 

0.638 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

1.06 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

0.466 

1.06 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.003 

0.47 

0.60 


Chak Kharda 

0812000201462600 

1.774 

Fresh 

Non-command 

Non-command 

Quartzite 

1.659 

0.32 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.13 

0.010 

0.59 

0.74 


Chak Muzaffarpur 

0812000201462900 

1.828 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.44 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

1.575 

0.44 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.07 

0.010 

0.55 

0.69 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.10 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Malootana 

0806000900881500 

0.24 

0.00 

6,732.76 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mandli 

0806000800876800 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.025 

2,270.30 

Over Exploited 

Mankot 

0806000900882000 

0.24 

0.01 

503.67 

0.02 

- 

0.02 

0.02 

0.14 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.027 

0.001 

0.026 

0.069 

267.07 

Over Exploited 



0.10 

0.10 

(31.93) 

0.08 

0.01 

0.09 

0.07 

0.59 

0.01 

0.0200 

- 

- 

0.001 

0.021 

0.034 

0.124 

0.006 

0.118 

0.176 

149.73 

Over Exploited 

Mundawara 

0806000900880000 

0.24 

0.26 

38.09 

0.31 

0.03 

0.34 

0.03 

0.24 

0.03 

0.1000 

- 

- 

- 

0.100 

0.132 

0.472 

0.024 

0.448 

0.953 

212.61 

Over Exploited 

Mundiyawas 

0806000900885500 

0.10 

0.00 

461.79 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.007 

867.15 

Over Exploited 

Nagriwas 

0812000101454500 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nangal Bani 

0806000900884900 

0.10 

0.39 

365,575.35 

0.31 

0.01 

0.32 

0.07 

0.58 

0.05 

0.0300 

- 

- 

- 

0.030 

0.081 

0.404 

0.020 

0.384 

0.277 

72.18 

Semi Critical 

Narayanpur 

0806000900881200 

0.24 

2.53 

- 

2.53 

0.05 

2.58 

0.08 

0.66 

0.33 

0.1500 

- 

- 

- 

0.150 

0.482 

3.063 

0.306 

2.757 

4.021 

145.86 

Over Exploited 

Nathoosar 

0806000800874900 

0.24 

0.00 

5,346.56 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 


0806000900883500 

0.10 

0.04 

1.29 

0.05 

0.01 

0.06 

0.05 

0.46 

0.01 

0.0200 

- 

- 

0.001 

0.021 

0.027 

0.082 

0.004 

0.078 

0.145 

185.88 

Over Exploited 



0.08 

0.01 

130.45 

0.01 

0.00 

0.02 

0.03 

0.27 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.012 

0.027 

0.001 

0.026 

0.092 

356.97 

Over Exploited 

Naya Bas 

0806000800877200 

0.24 

0.34 

- 

0.34 

0.03 

0.37 

0.05 

0.43 

0.05 

0.0900 

- 

- 

- 

0.090 

0.138 

0.504 

0.050 

0.454 

0.856 

188.66 

Over Exploited 

Neemoochana 

0806000800876500 

0.24 

1.50 

- 

1.50 

0.05 

1.55 

0.08 

0.65 

0.21 

0.1500 

- 

- 

0.001 

0.151 

0.356 

1.902 

0.190 

1.712 

1.389 

81.15 

Semi Critical 

Pachhodala 

0812000101459100 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.45 

- 

0.45 

0.01 

0.46 

0.03 

0.24 

0.07 

0.0200 

- 

- 

- 

0.020 

0.086 

0.544 

0.054 

0.490 

0.699 

142.85 

Over Exploited 



0.05 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.10 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.030 

0.003 

0.027 

0.208 

759.38 

Over Exploited 

Pali 

0806000800878500 

0.24 

0.20 

- 

0.20 

- 

0.20 

0.08 

0.66 

0.03 

0.0100 

- 

- 

- 

0.010 

0.037 

0.232 

0.023 

0.209 

0.131 

62.78 

Safe 

Panch Pahari 

0812000101459000 

0.20 

0.40 

- 

0.40 

0.01 

0.41 

0.05 

0.41 

0.06 

0.0200 

- 

- 

- 

0.020 

0.080 

0.489 

0.049 

0.440 

0.562 

127.72 

Over Exploited 

Prempura 

0806000900879300 

0.24 

0.23 

(52.62) 

0.18 

0.00 

0.18 

0.08 

0.67 

0.03 

0.0100 

- 

- 

0.000 

0.010 

0.040 

0.225 

0.011 

0.214 

0.404 

189.02 

Over Exploited 

Prithvipura 

0806000800877700 

0.24 

0.24 

- 

0.24 

0.00 

0.25 

0.08 

0.67 

0.03 

0.0100 

- 

- 

0.000 

0.011 

0.044 

0.289 

0.029 

0.260 

0.253 

97.48 

Critical 

Rajpura Jageer 

0806000900883000 

0.24 

0.08 

60.07 

0.10 

0.00 

0.10 

0.06 

0.50 

0.01 

0.0100 

- 

- 

0.000 

0.010 

0.021 

0.117 

0.006 

0.111 

0.076 

68.05 

Safe 



0.10 

0.01 

23.29 

0.01 

- 

0.01 

0.03 

0.23 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.009 

0.014 

157.02 

Over Exploited 

Rajpura Sikh 

0806000900879000 

0.24 

0.24 

- 

0.24 

0.01 

0.25 

0.08 

0.68 

0.03 

0.0200 

- 

- 

- 

0.020 

0.051 

0.296 

0.030 

0.267 

0.615 

230.53 

Over Exploited 

Ratanpura @ Karana 

0806000800878600 

0.24 

0.78 

- 

0.78 

0.02 

0.80 

0.06 

0.50 

0.11 

0.0700 

- 

- 

- 

0.070 

0.181 

0.980 

0.098 

0.882 

0.677 

76.76 

Semi Critical 



0.22 

0.04 

- 

0.04 

0.01 

0.05 

0.01 

0.11 

0.01 

0.0200 

- 

- 

- 

0.020 

0.025 

0.072 

0.007 

0.065 

0.226 

350.10 

Over Exploited 

Roondh Rampur 

0806000800874800 

0.24 

0.00 

10,118.54 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

29,124.63 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Roopu Ka Bas 

0806000900884600 

0.10 

0.07 

(56.11) 

0.06 

- 

0.06 

0.08 

0.72 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.074 

0.004 

0.070 

0.095 

135.24 

Over Exploited 

Rughnathpura @ Talooka 

0812000201461900 

0.20 

0.26 

- 

0.26 

- 

0.26 

0.06 

0.44 

0.04 

0.0100 

- 

- 

- 

0.010 

0.048 

0.311 

0.031 

0.280 

0.399 

142.54 

Over Exploited 



0.05 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.039 

3,312.28 

Over Exploited 

Rundh Agar 

0806000900886500 

0.10 

0.00 

37,493.88 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rundh Narayanpur 

0806000900881400 

0.24 

0.08 

76.40 

0.10 

- 

0.10 

0.02 

0.14 

0.01 

- 

- 

- 

- 

- 

0.010 

0.107 

0.005 

0.102 

0.026 

25.08 

Safe 



0.10 

0.04 

(116.45) 

0.03 

- 

0.03 

0.02 

0.14 

0.00 

- 

- 

- 

- 

- 

0.005 

0.037 

0.002 

0.035 

0.020 

58.80 

Safe 

Saleta 

0806000900883300 

0.10 

0.15 

(135.49) 

0.12 

0.01 

0.13 

0.08 

0.71 

0.02 

0.0200 

- 

- 

- 

0.020 

0.040 

0.172 

0.009 

0.164 

0.198 

120.66 

Over Exploited 

Shyampura Jageer 

0806000900879100 

0.24 

0.26 

(70.00) 

0.21 

0.00 

0.21 

0.08 

0.68 

0.03 

0.0100 

- 

- 

0.000 

0.010 

0.044 

0.254 

0.013 

0.241 

0.287 

119.08 

Over Exploited 

Sujapur 

0812000201463300 

0.15 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.01 

357.87 

0.01 

- 

0.01 

0.02 

0.15 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.009 

0.023 

270.16 

Over Exploited 

Surjanpur 

0806000900882100 

0.24 

0.06 

166.32 

0.07 

0.01 

0.08 

0.03 

0.26 

0.01 

0.0200 

- 

- 

- 

0.020 

0.028 

0.108 

0.005 

0.103 

0.173 

168.42 

Over Exploited 



0.10 

0.07 

(30.38) 

0.06 

0.02 

0.08 

0.05 

0.46 

0.01 

0.0200 

- 

- 

0.019 

0.039 

0.049 

0.131 

0.007 

0.125 

0.166 

132.84 

Over Exploited 

Thanagazi 

0806000900883600 

0.10 

0.02 

12,474.41 

0.02 

0.01 

0.03 

0.01 

0.12 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.056 

0.003 

0.053 

0.175 

330.97 

Over Exploited 



0.08 

0.05 

273.05 

0.06 

0.01 

0.07 

0.02 

0.21 

0.01 

0.0300 

- 

- 

- 

0.030 

0.036 

0.105 

0.005 

0.100 

0.308 

307.25 

Over Exploited 



0.10 

0.00 

36,800.42 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Tolawas 

0806000900880800 

0.24 

0.25 

55.30 

0.30 

0.03 

0.33 

0.05 

0.44 

0.03 

0.0900 

- 

- 

- 

0.090 

0.122 

0.449 

0.022 

0.426 

0.788 

184.71 

Over Exploited 

Tordabrahmanan 

0812000101458100 

0.20 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.004 

0.033 

0.003 

0.029 

0.102 

345.91 

Over Exploited 

Turkiyawas 

0806000900881100 

0.24 

0.24 

(54.67) 

0.19 

0.00 

0.19 

0.08 

0.71 

0.03 

0.0100 

- 

- 

0.000 

0.010 

0.041 

0.234 

0.012 

0.222 

0.358 

160.93 

Over Exploited 

Vijaipura 

0806000900881300 

0.24 

0.03 

253.55 

0.03 

- 

0.03 

0.02 

0.17 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.043 

0.002 

0.041 

0.236 

574.68 

Over Exploited 



0.10 

0.11 

(11.42) 

0.10 

0.01 

0.11 

0.06 

0.55 

0.01 

0.0200 

- 

- 

0.000 

0.020 

0.035 

0.145 

0.007 

0.138 

0.426 

309.13 

Over Exploited 

Viratnagar (m) 

0812000241202000 

0.05 

0.00 

27,528.16 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.026 

61,989.16 

Over Exploited 

Badshahpur 

0812000201462100 

0.20 

0.00 

93.79 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.011 

8,532.50 

Over Exploited 



0.05 

0.04 

52.20 

0.05 

- 

0.05 

0.08 

0.68 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.063 

0.003 

0.060 

0.231 

384.73 

Over Exploited 

Bahrampur 

0812000201461600 

0.20 

0.27 

(75.06) 

0.22 

0.00 

0.22 

0.07 

0.57 

0.04 

0.0100 

- 

- 

0.007 

0.017 

0.057 

0.280 

0.014 

0.266 

0.147 

55.28 

Safe 

Bandh Muzaffarpur 

0812000201462800 

0.15 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.13 

(336.33) 

0.11 

- 

0.11 

0.07 

0.58 

0.02 

0.0100 

- 

- 

- 

0.010 

0.028 

0.135 

0.007 

0.128 

0.308 

241.02 

Over Exploited 

Bandrol 

0806000900881700 

0.24 

0.37 

########## 

0.44 

0.02 

0.46 

0.04 

0.36 

0.05 

0.0500 

- 

- 

- 

0.050 

0.097 

0.559 

0.028 

0.531 

0.425 

79.99 

Semi Critical 



0.10 

0.00 

129,907.95 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhairunpura 

0812000201465200 

0.05 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhojpura @ Lakhawala 

0812000201461800 

0.20 

0.29 

- 

0.29 

0.11 

0.40 

0.06 

0.44 

0.04 

0.0100 

- 

- 

0.168 

0.179 

0.222 

0.627 

0.063 

0.564 

0.358 

63.53 

Safe 

Biyawas 

0812000201463700 

0.20 

0.00 

1,716.29 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.024 

1,525.22 

Over Exploited 

Chak Chamroli 

0812000201463400 

0.20 

0.00 

36.41 

0.00 

- 

0.00 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.000 

23.48 

Safe 



0.05 

0.01 

4.26 

0.01 

- 

0.01 

0.07 

0.59 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.011 

0.024 

224.35 

Over Exploited 

Chak Gorawari 

0812000201463000 

0.15 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.01 

(58.03) 

0.01 

- 

0.01 

0.06 

0.53 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.024 

0.001 

0.023 

0.054 

232.23 

Over Exploited 

Chak Kharda 

0812000201462600 

0.05 

0.05 

(17.42) 

0.04 

- 

0.04 

0.08 

0.67 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.057 

0.003 

0.054 

0.144 

266.71 

Over Exploited 

Chak Muzaffarpur 

0812000201462900 

0.15 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.04 

(37.97) 

0.03 

- 

0.03 

0.07 

0.62 

0.01 

- 

- 

- 

- 

- 

0.006 

0.040 

0.002 

0.038 

0.077 

201.62 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Chheetoli 

081200020146140C 

5.428 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.665 

-0.18 

0.150 

0.03 

0.00 

0.00 

0.00 

0.07 

0.00 

0.00 

0.11 

0.010 

0.18 

0.12 


Dahra 

0806000900881600 

3.691 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.384 

0.76 

0.120 

0.14 

0.01 

0.00 

0.00 

0.00 

0.44 

0.34 

0.52 

0.016 

0.58 

0.75 







Non-command 

Quartzite 

0.307 

0.76 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.001 

0.05 

0.07 


Daulaj 

0812000201465600 

3.481 

Fresh 

Non-command 

Non-command 

Quartzite 

0.017 

-0.11 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Deoli 

0812000201462000 

7.636 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.133 

-0.16 

0.150 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.032 

0.40 

0.37 







Non-command 

Quartzite 

0.770 

-0.16 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.005 

0.06 

0.06 


Devipura @ Baniya Ka B 

0812000201461500 

3.405 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.064 

0.07 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

-0.01 

0.00 

0.000 

0.01 

0.01 


Gopipur 

0812000201463500 

1.051 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.951 

0.24 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.10 

0.006 

0.56 

0.65 


Gyanpura 

0812000201465500 

3.730 

Fresh 

Non-command 

Non-command 

Quartzite 

0.000 

-0.43 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ismailpur 

0812000201463100 

2.304 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.42 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

2.304 

0.42 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.20 

0.014 

0.64 

0.81 


Jadoo Ka Bas 

0812000201461700 

2.406 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.406 

0.03 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.05 

0.06 

0.19 

0.015 

0.60 

0.53 


Kankrana Bara 

0812000201462400 

5.205 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.133 

0.18 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.02 

0.02 







Non-command 

Quartzite 

3.782 

0.18 

0.020 

0.09 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.35 

0.023 

0.45 

0.53 


Kankrana Chhota 

0812000201462300 

3.651 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.224 

0.09 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.04 

0.04 







Non-command 

Quartzite 

2.971 

0.09 

0.020 

0.08 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.30 

0.018 

0.50 

0.55 


Kuhada 

0812000201462700 

7.236 

Fresh 

Non-command 

Non-command 

Quartzite 

4.145 

0.10 

0.020 

0.08 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.29 

0.025 

0.35 

0.41 


Mahasingh Ka Bas 

0812000201463200 

1.347 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.56 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

1.347 

0.56 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.24 

0.008 

0.64 

0.82 


Malootana 

0806000900881500 

10.320 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.227 

0.53 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.50 

0.39 

0.38 

0.030 

0.38 

0.49 







Non-command 

Quartzite 

1.076 

0.53 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.005 

0.07 

0.08 


Pachhodala 

0812000101459100 

29.893 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

-0.17 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

0.849 

-0.17 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.005 

0.02 

0.01 


Papra 

0812000201462500 

3.956 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.420 

0.27 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.07 

0.003 

0.07 

0.08 







Non-command 

Quartzite 

3.463 

0.27 

0.020 

0.10 

0.00 

0.00 

0.00 

0.00 

0.12 

0.10 

0.37 

0.021 

0.55 

0.68 


Papri 

0812000201463600 

13.762 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.454 

0.19 

0.150 

0.09 

0.01 

0.00 

0.00 

0.00 

0.27 

0.26 

0.30 

0.040 

0.29 

0.29 







Non-command 

Quartzite 

0.085 

0.19 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 


Rughnathpura @ Talooka 

0812000201461900 

5.419 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.000 

-0.23 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rundh Narayanpur 

0806000900881400 

14.836 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.894 

0.51 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.15 

0.01 

0.014 

0.12 

0.16 







Non-command 

Quartzite 

1.654 

0.51 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.008 

0.07 

0.09 


Sothana 

0812000201462200 

4.697 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.806 

0.15 

0.150 

0.05 

0.01 

0.00 

0.00 

0.00 

0.10 

0.10 

0.18 

0.017 

0.36 

0.37 







Non-command 

Quartzite 

1.573 

0.15 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.07 

0.010 

0.20 

0.21 


Sujapur 

0812000201463300 

5.145 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

1.45 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

3.210 

1.45 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.04 

0.020 

0.40 

0.51 


Viratnagar (m) 

0812000241202000 

34.434 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

10.783 

0.35 

0.150 

0.54 

0.02 

0.00 

0.00 

0.00 

1.09 

0.88 

1.27 

0.680 

0.20 

0.24 







Non-command 

Quartzite 

14.084 

0.35 

0.020 

0.56 

0.01 

0.00 

0.00 

0.00 

0.65 

0.53 

1.10 

0.888 

0.26 

0.32 

06001018 

Akoli 

0806000300785500 

8.644 

Saline 

Non-command 

Non-command 

Older Alluvium 

7.886 

-0.08 

0.100 

0.17 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.59 

0.052 

0.51 

0.63 


Alampur 

0806000300789700 

3.563 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.563 

-0.25 

0.120 

0.13 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.50 

0.024 

0.58 

0.94 


Alipur 

0806000200774600 

3.694 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.942 

0.03 

0.120 

0.19 

0.03 

0.00 

0.00 

0.00 

0.17 

0.11 

0.73 

0.013 

0.31 

0.47 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.418 

0.03 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.09 

0.003 

0.07 

0.10 


Anaka 

0806000300788500 

2.050 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.050 

-0.23 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.014 

0.58 

0.93 


Badsara 

0806000300791300 

6.003 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.984 

-0.05 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.007 

0.10 

0.15 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.010 

-0.05 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Baghana 

0806000300790000 

8.257 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.061 

-0.16 

0.120 

0.62 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

2.40 

0.053 

0.57 

0.91 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.176 

-0.16 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.001 

0.01 

0.02 


Basni 

0806000200774700 

4.768 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.429 

0.24 

0.120 

0.17 

0.02 

0.00 

0.00 

0.00 

0.19 

0.13 

0.65 

0.010 

0.17 

0.25 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.214 

0.24 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.06 

0.001 

0.03 

0.04 


Beelaheri 

0806000300788300 

3.354 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.354 

-0.23 

0.120 

0.28 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

1.09 

0.022 

0.58 

0.93 


Beeliyawas 

0806000300788200 

2.128 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.128 

-0.21 

0.120 

0.11 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.014 

0.58 

0.92 


Beeranwas 

0806000300785900 

3.228 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.289 

-0.16 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.002 

0.05 

0.08 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.939 

-0.16 

0.100 

0.15 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.57 

0.019 

0.53 

0.81 


Berawas Kalan 

0806000300787200 

1.887 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.268 

0.16 

0.120 

0.19 

0.03 

0.00 

0.00 

0.00 

0.18 

0.14 

0.76 

0.008 

0.38 

0.48 


Bhagolajat 

0806000200774800 

4.333 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.126 

0.10 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.001 

0.02 

0.02 


Bhamoowas 

0806000300786800 

1.465 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.465 

0.18 

0.120 

0.20 

0.03 

0.00 

0.00 

0.00 

0.20 

0.20 

0.79 

0.010 

0.55 

0.55 


Bhamraka 

0806000400805800 

1.049 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.974 

-0.61 

0.120 

0.17 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.68 

0.007 

0.51 

0.53 


Bhonkar 

0806000300786900 

2.011 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.011 

0.31 

0.120 

0.39 

0.06 

0.00 

0.00 

0.00 

0.40 

0.37 

1.56 

0.013 

0.55 

0.60 


Burhi Bawal 

0806000300786400 

8.514 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.138 

-0.08 

0.120 

0.60 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

2.35 

0.047 

0.46 

0.46 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.231 

-0.08 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.002 

0.01 

0.02 


Chawandi 

0806000300789200 

3.389 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.027 

0.04 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Chowki 

0806000300788700 

1.702 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.058 

-0.22 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.02 

0.03 


Dalawas 

0806000300787000 

1.298 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.234 

-0.08 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.002 

0.10 

0.12 


Deoseeka 

0806000300786200 

1.804 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.804 

-0.12 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.012 

0.58 

0.86 


Dhamawas 

0806000400803300 

0.756 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.076 

-0.08 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.06 

0.05 


Dheeriyawas 

0806000400805300 

2.725 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.041 

-0.17 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Gelpur 

0806000400805700 

1.586 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.296 

-0.65 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.009 

0.45 

0.46 


Goojriwas 

0806000300789900 

2.309 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.309 

-0.20 

0.120 

0.19 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.72 

0.015 

0.58 

0.92 


Hajipur 

0806000300788000 

3.413 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.405 

-0.19 

0.120 

0.25 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.98 

0.023 

0.58 

0.91 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.008 

-0.19 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Chheetoli 

0812000201461400 

0.20 

0.06 

- 

0.06 

0.07 

0.13 

0.03 

0.21 

0.01 

- 

- 

- 

0.099 

0.099 

0.108 

0.235 

0.023 

0.211 

0.118 

56.00 

Safe 

Dahra 

0806000900881600 

0.24 

0.47 

(28.14) 

0.38 

0.01 

0.39 

0.08 

0.66 

0.06 

0.0200 

- 

- 

- 

0.020 

0.081 

0.471 

0.024 

0.448 

0.537 

120.01 

Over Exploited 



0.10 

0.00 

601.96 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.030 

1,486.36 

Over Exploited 

Daulaj 

0812000201465600 

0.05 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Deoli 

0812000201462000 

0.20 

0.41 

- 

0.41 

- 

0.41 

0.06 

0.46 

0.06 

0.0100 

- 

- 

- 

0.010 

0.070 

0.484 

0.048 

0.436 

0.421 

96.50 

Critical 



0.05 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.041 

1,694.91 

Over Exploited 

Devipura @ Baniya Ka B 

0812000201461500 

0.20 

0.00 

(3,979.79) 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

0.007 

0.007 

0.007 

0.012 

0.001 

0.011 

0.000 

3.55 

Safe 

Gopipur 

0812000201463500 

0.20 

0.11 

(47.95) 

0.09 

- 

0.09 

0.08 

0.64 

0.01 

- 

- 

- 

- 

- 

0.014 

0.100 

0.005 

0.095 

0.103 

108.45 

Over Exploited 

Gyanpura 

0812000201465500 

0.05 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ismailpur 

0812000201463100 

0.15 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.07 

(25.47) 

0.06 

- 

0.06 

0.08 

0.72 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.078 

0.004 

0.074 

0.209 

281.88 

Over Exploited 

Jadoo Ka Bas 

0812000201461700 

0.20 

0.29 

(80.48) 

0.23 

0.01 

0.24 

0.09 

0.69 

0.04 

0.0200 

- 

- 

- 

0.020 

0.062 

0.302 

0.015 

0.287 

0.209 

72.66 

Semi Critical 

Kankrana Bara 

0812000201462400 

0.20 

0.00 

2,690.95 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.025 

4,669.87 

Over Exploited 



0.05 

0.08 

4,614.08 

0.09 

- 

0.09 

0.06 

0.51 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.111 

0.006 

0.105 

0.371 

353.48 

Over Exploited 

Kankrana Chhota 

0812000201462300 

0.20 

0.00 

600.07 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.025 

1,185.17 

Over Exploited 



0.05 

0.07 

5.04 

0.08 

- 

0.08 

0.07 

0.57 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.098 

0.005 

0.093 

0.315 

337.99 

Over Exploited 

Kuhada 

0812000201462700 

0.05 

0.07 

3.03 

0.08 

- 

0.08 

0.05 

0.40 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.096 

0.005 

0.091 

0.318 

350.31 

Over Exploited 

Mahasingh Ka Bas 

0812000201463200 

0.15 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.04 

33.52 

0.05 

0.00 

0.05 

0.08 

0.72 

0.01 

0.0100 

- 

- 

0.002 

0.012 

0.018 

0.071 

0.004 

0.067 

0.248 

369.66 

Over Exploited 

Malootana 

0806000900881500 

0.24 

0.57 

716,808.86 

0.45 

- 

0.45 

0.05 

0.43 

0.07 

0.0100 

- 

- 

- 

0.010 

0.084 

0.538 

0.027 

0.511 

0.409 

80.05 

Semi Critical 



0.10 

0.01 

(63.53) 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.009 

0.040 

447.85 

Over Exploited 

Pachhodala 

0812000101459100 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.043 

6,397.85 

Over Exploited 

Papra 

0812000201462500 

0.20 

0.01 

428.63 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.072 

1,007.47 

Over Exploited 



0.05 

0.10 

0.09 

0.10 

- 

0.10 

0.07 

0.62 

0.01 

0.0100 

- 

- 

- 

0.010 

0.023 

0.118 

0.006 

0.112 

0.391 

348.33 

Over Exploited 

Papri 

0812000201463600 

0.20 

0.37 

665,292.68 

0.29 

0.01 

0.30 

0.04 

0.33 

0.05 

0.0300 

- 

- 

- 

0.030 

0.081 

0.385 

0.019 

0.366 

0.342 

93.46 

Critical 



0.05 

0.00 

1,755.12 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Rughnathpura @ Talooka 

0812000201461900 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rundh Narayanpur 

0806000900881400 

0.24 

0.09 

70.67 

0.10 

- 

0.10 

0.02 

0.14 

0.01 

- 

- 

- 

- 

- 

0.011 

0.114 

0.006 

0.108 

0.026 

23.98 

Safe 



0.10 

0.01 

11,925.12 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.015 

0.001 

0.014 

0.014 

100.88 

Over Exploited 

Sothana 

0812000201462200 

0.20 

0.20 

(50.08) 

0.16 

0.01 

0.17 

0.05 

0.41 

0.03 

0.0200 

- 

- 

- 

0.020 

0.049 

0.222 

0.011 

0.211 

0.201 

95.42 

Critical 



0.05 

0.02 

50.71 

0.02 

- 

0.02 

0.03 

0.23 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.032 

0.002 

0.030 

0.082 

272.80 

Over Exploited 

Sujapur 

0812000201463300 

0.15 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.05 

0.06 

37.50 

0.08 

- 

0.08 

0.05 

0.45 

0.01 

- 

- 

- 

- 

- 

0.008 

0.085 

0.004 

0.081 

0.063 

77.69 

Semi Critical 

Viratnagar (m) 

0812000241202000 

0.20 

0.42 

108.08 

0.51 

0.02 

0.53 

0.03 

0.22 

0.06 

0.0500 

- 

- 

- 

0.050 

0.106 

0.636 

0.032 

0.604 

1.954 

323.42 

Over Exploited 



0.05 

0.18 

351,163.97 

0.21 

0.01 

0.22 

0.03 

0.29 

0.02 

0.0400 

- 

- 

- 

0.040 

0.063 

0.287 

0.014 

0.273 

1.990 

728.90 

Over Exploited 

Akoli 

0806000300785500 

0.22 

0.89 

- 

0.89 

0.02 

0.91 

0.07 

0.58 

0.13 

0.0700 

- 

- 

- 

0.070 

0.197 

1.103 

0.110 

0.993 

0.644 

64.90 

Safe 

Alampur 

0806000300789700 

0.24 

0.50 

- 

0.50 

0.02 

0.52 

0.08 

0.67 

0.07 

0.0600 

- 

- 

0.001 

0.061 

0.133 

0.654 

0.065 

0.588 

0.528 

89.68 

Semi Critical 

Alipur 

0806000200774600 

0.24 

0.14 

(24.10) 

0.11 

0.03 

0.14 

0.04 

0.35 

0.02 

0.0800 

- 

- 

- 

0.080 

0.101 

0.244 

0.012 

0.232 

0.738 

318.09 

Over Exploited 



0.22 

0.01 

130.64 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.018 

0.001 

0.017 

0.097 

563.38 

Over Exploited 

Anaka 

0806000300788500 

0.24 

0.29 

- 

0.29 

0.01 

0.30 

0.08 

0.67 

0.04 

0.0400 

- 

- 

0.001 

0.041 

0.082 

0.380 

0.038 

0.342 

0.392 

114.49 

Over Exploited 

Badsara 

0806000300791300 

0.24 

0.02 

- 

0.02 

0.01 

0.03 

0.01 

0.11 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.056 

0.006 

0.050 

0.151 

299.47 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Baghana 

0806000300790000 

0.24 

1.10 

- 

1.10 

0.09 

1.19 

0.08 

0.65 

0.16 

0.2700 

- 

- 

- 

0.270 

0.429 

1.622 

0.162 

1.459 

2.457 

168.38 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.009 

0.046 

486.22 

Over Exploited 

Basni 

0806000200774700 

0.24 

0.06 

124.66 

0.07 

0.02 

0.09 

0.02 

0.20 

0.01 

0.0700 

- 

- 

- 

0.070 

0.079 

0.169 

0.008 

0.161 

0.664 

412.66 

Over Exploited 



0.22 

0.00 

1,393.33 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.062 

565.43 

Over Exploited 

Beelaheri 

0806000300788300 

0.24 

0.47 

- 

0.47 

0.04 

0.51 

0.08 

0.67 

0.07 

0.1200 

- 

- 

- 

0.120 

0.188 

0.698 

0.070 

0.628 

1.113 

177.19 

Over Exploited 

Beeliyawas 

0806000300788200 

0.24 

0.30 

- 

0.30 

0.02 

0.32 

0.08 

0.67 

0.04 

0.0500 

- 

- 

0.000 

0.050 

0.093 

0.411 

0.041 

0.370 

0.439 

118.68 

Over Exploited 

Beeranwas 

0806000300785900 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.014 

0.001 

0.013 

0.070 

550.64 

Over Exploited 



0.22 

0.34 

- 

0.34 

0.02 

0.36 

0.08 

0.60 

0.05 

0.0600 

- 

- 

- 

0.060 

0.109 

0.471 

0.047 

0.424 

0.592 

139.84 

Over Exploited 

Berawas Kalan 

0806000300787200 

0.24 

0.12 

25.34 

0.14 

0.03 

0.17 

0.05 

0.43 

0.02 

0.0900 

- 

- 

0.001 

0.091 

0.107 

0.276 

0.014 

0.262 

0.767 

292.69 

Over Exploited 

Bhagolajat 

0806000200774800 

0.24 

0.00 

1,665.28 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.043 

6,633.59 

Over Exploited 

Bhamoowas 

0806000300786800 

0.24 

0.19 

3.37 

0.20 

0.03 

0.23 

0.08 

0.62 

0.03 

0.0900 

- 

- 

- 

0.090 

0.118 

0.346 

0.017 

0.329 

0.798 

242.65 

Over Exploited 

Bhamraka 

0806000400805800 

0.24 

0.12 

- 

0.12 

0.03 

0.15 

0.07 

0.58 

0.02 

0.0800 

- 

- 

0.000 

0.080 

0.097 

0.246 

0.025 

0.221 

0.689 

311.12 

Over Exploited 

Bhonkar 

0806000300786900 

0.24 

0.27 

38.93 

0.32 

0.06 

0.38 

0.08 

0.63 

0.04 

0.1800 

- 

- 

0.001 

0.181 

0.219 

0.599 

0.030 

0.569 

1.575 

276.94 

Over Exploited 

Burhi Bawal 

0806000300786400 

0.24 

0.78 

- 

0.78 

0.09 

0.87 

0.07 

0.52 

0.11 

0.2600 

- 

- 

- 

0.260 

0.373 

1.247 

0.125 

1.122 

2.398 

213.72 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.061 

619.39 

Over Exploited 

Chawandi 

0806000300789200 

0.24 

0.00 

233.68 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chowki 

0806000300788700 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.011 

3,951.03 

Over Exploited 

Dalawas 

0806000300787000 

0.24 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.11 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.016 

0.002 

0.015 

0.099 

666.58 

Over Exploited 

Deoseeka 

0806000300786200 

0.24 

0.25 

- 

0.25 

0.01 

0.26 

0.08 

0.66 

0.04 

0.0300 

- 

- 

- 

0.030 

0.066 

0.326 

0.033 

0.293 

0.322 

109.80 

Over Exploited 

Dhamawas 

0806000400803300 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.020 

2,048.43 

Over Exploited 

Dheeriyawas 

0806000400805300 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.014 

17,409.55 

Over Exploited 

Gelpur 

0806000400805700 

0.24 

0.14 

- 

0.14 

0.01 

0.15 

0.06 

0.51 

0.02 

0.0300 

- 

- 

- 

0.030 

0.050 

0.199 

0.020 

0.179 

0.297 

165.80 

Over Exploited 

Goojriwas 

0806000300789900 

0.24 

0.32 

- 

0.32 

0.03 

0.35 

0.08 

0.67 

0.05 

0.0800 

- 

- 

- 

0.080 

0.127 

0.480 

0.048 

0.432 

0.738 

170.90 

Over Exploited 

Hajipur 

0806000300788000 

0.24 

0.47 

- 

0.47 

0.04 

0.51 

0.08 

0.66 

0.07 

0.1100 

- 

- 

- 

0.110 

0.178 

0.693 

0.069 

0.624 

1.002 

160.54 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Hajnaka 

080600030078570C 

1.802 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.802 

-0.09 

0.120 

0.11 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.42 

0.012 

0.57 

0.75 


Hasanpur 

0806000400805600 

1.277 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.852 

-0.67 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.006 

0.36 

0.36 


Jagmal Heri 

0806000400806500 

0.904 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.273 

-0.48 

0.120 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.002 

0.17 

0.18 


Jakhopur 

0806000400804400 

3.219 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.140 

-0.50 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.02 


Jakopur 

0806000300789800 

2.402 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.402 

-0.25 

0.120 

0.14 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.52 

0.016 

0.58 

0.93 


Jamalpur 

0806000300787500 

2.951 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.497 

-0.19 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.010 

0.30 

0.47 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.333 

-0.19 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.002 

0.07 

0.10 


Jatoowas 

0806000300787900 

4.035 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.016 

-0.17 

0.120 

0.12 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.47 

0.013 

0.29 

0.45 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.019 

-0.17 

0.100 

0.10 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.37 

0.013 

0.29 

0.45 


Jokhawas 

0806000300786000 

1.754 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.453 

-0.10 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.003 

0.15 

0.20 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.301 

-0.10 

0.100 

0.07 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.009 

0.42 

0.59 


Kamalpur 

0806000400805200 

3.283 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.576 

-0.07 

0.120 

0.23 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.91 

0.011 

0.26 

0.24 


Kanharka 

0806000300788600 

3.634 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.634 

-0.22 

0.120 

0.39 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

1.53 

0.024 

0.58 

0.94 


Kaririwas 

0806000300785600 

2.380 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.143 

-0.08 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.008 

0.26 

0.29 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.233 

-0.08 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.008 

0.29 

0.32 


Karmsiwas 

0806000400803400 

1.025 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.075 

-0.08 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.04 

0.04 


Karoli 

0806000400803600 

6.827 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.034 

-0.08 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kasimpur 

0806000300790200 

2.580 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.580 

-0.28 

0.120 

0.14 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.52 

0.017 

0.58 

0.94 


Kayampura Jokhawas 

0806000300786300 

5.122 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.235 

-0.09 

0.120 

0.25 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.95 

0.028 

0.47 

0.66 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.888 

-0.09 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.006 

0.10 

0.14 


Kheri 

0806000300791400 

2.501 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.647 

0.00 

0.120 

0.12 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.004 

0.15 

0.24 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.141 

0.00 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.001 

0.03 

0.05 


Khidarpur 

0806000400806400 

8.539 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.323 

-0.21 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.009 

0.09 

0.09 


Kotkasim 

0806000300789600 

11.803 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.694 

-0.31 

0.120 

0.30 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

1.18 

0.031 

0.23 

0.37 


Kutubpur 

0806000300787400 

4.222 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.003 

-0.09 

0.120 

0.21 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.80 

0.020 

0.41 

0.62 


Lalpur 

0806000300785800 

3.833 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

-0.11 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.833 

-0.11 

0.100 

0.29 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

1.13 

0.025 

0.57 

0.81 


Madhoopur 

0806000300786700 

2.187 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.120 

-0.06 

0.120 

0.28 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

1.08 

0.014 

0.53 

0.51 


Magha Ka Majra 

0806000300793700 

3.234 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.067 

0.23 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.07 

0.05 

0.19 

0.007 

0.19 

0.25 


Majri 

0806000300786500 

2.263 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.263 

0.03 

0.120 

0.23 

0.03 

0.00 

0.00 

0.00 

0.21 

0.17 

0.89 

0.015 

0.56 

0.69 


Makdawa 

0806000300787800 

2.131 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.131 

-0.19 

0.120 

0.17 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.67 

0.014 

0.58 

0.92 


Maseet 

0806000400805500 

3.098 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.933 

-0.38 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.006 

0.16 

0.15 


Maswasi @ Madhopuri 

0806000300790100 

3.959 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.959 

-0.25 

0.120 

0.16 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.59 

0.026 

0.58 

0.93 


Matalwas 

0806000300787600 

3.176 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.638 

-0.15 

0.120 

0.15 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.57 

0.017 

0.48 

0.73 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.538 

-0.15 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.004 

0.10 

0.15 


Matawas 

0806000400806600 

1.229 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.354 

-0.25 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.002 

0.16 

0.18 


Meerpur 

0806000300787300 

2.458 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.951 

0.05 

0.120 

0.17 

0.02 

0.00 

0.00 

0.00 

0.16 

0.12 

0.65 

0.013 

0.45 

0.61 


Meoli 

0806000300790400 

1.903 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.839 

-0.22 

0.120 

0.15 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.58 

0.006 

0.26 

0.41 


Narwas 

0806000300788400 

2.506 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.506 

-0.22 

0.120 

0.14 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.56 

0.017 

0.58 

0.93 


Nasopur 

0806000300786600 

5.222 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.222 

0.08 

0.120 

0.54 

0.08 

0.00 

0.00 

0.00 

0.51 

0.49 

2.11 

0.035 

0.55 

0.57 


Patan Kalan 

0806000400805900 

3.749 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.074 

-0.39 

0.120 

0.07 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.007 

0.16 

0.16 


Rabadka 

0806000400803100 

2.705 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.029 

-0.05 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Rampur 

0806000300788100 

4.542 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.542 

-0.19 

0.120 

0.19 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.71 

0.030 

0.58 

0.91 


Raniyawas 

0806000300790300 

1.564 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.105 

-0.33 

0.120 

0.11 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.44 

0.007 

0.41 

0.66 


Sanchod 

0806000200774500 

7.949 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.456 

0.08 

0.120 

0.33 

0.05 

0.00 

0.00 

0.00 

0.35 

0.23 

1.26 

0.051 

0.54 

0.83 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.354 

0.08 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.002 

0.03 

0.04 


Seel Gaon 

0806000200774400 

12.186 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.936 

0.11 

0.120 

0.18 

0.03 

0.00 

0.00 

0.00 

0.20 

0.14 

0.70 

0.027 

0.19 

0.26 


Sherpur 

0806000300788800 

2.820 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.013 

-0.16 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Silpata 

0806000300787700 

4.568 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.568 

-0.21 

0.120 

0.15 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.58 

0.030 

0.58 

0.93 


Teuwas 

0806000300787100 

2.710 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.594 

0.17 

0.120 

0.11 

0.02 

0.00 

0.00 

0.00 

0.12 

0.11 

0.44 

0.011 

0.33 

0.37 


Ujoli 

0806000300786100 

4.179 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.498 

-0.13 

0.120 

0.16 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.64 

0.010 

0.21 

0.31 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.681 

-0.13 

0.100 

0.23 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.88 

0.018 

0.37 

0.56 

06001019 

Ajeetpura Kalan 

0812000101456200 

4.105 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.948 

0.62 

0.120 

0.12 

0.02 

0.00 

0.00 

0.00 

0.39 

0.46 

0.46 

0.031 

0.55 

0.47 







Non-command 

Quartzite 

0.142 

0.62 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.02 


Ajeetpura Khurd 

0812000101448600 

2.294 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.294 

0.28 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.12 

0.09 

0.16 

0.018 

0.53 

0.73 


Amai 

0812000101455100 

2.842 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.334 

1.07 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.12 

0.003 

0.06 

0.09 


Amarpura 

0812000101446500 

3.062 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.062 

0.11 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.25 

0.024 

0.53 

0.71 


Aspura 

0812000101457000 

2.393 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.393 

-0.10 

0.120 

0.16 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.61 

0.019 

0.58 

0.37 


Bakhrana 

0812000101446400 

2.421 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.421 

-0.05 

0.120 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.53 

0.019 

0.53 

0.69 


Bakshipura 

0813000601754400 

4.950 

Fresh 

Non-command 

Non-command 

Quartzite 

0.000 

0.75 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Banar 

0812000101445500 

2.907 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.558 

0.80 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.07 

0.004 

0.10 

0.12 







Non-command 

Quartzite 

0.000 

0.80 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Baneti 

0812000101446000 

12.973 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.616 

0.61 

0.120 

0.13 

0.01 

0.00 

0.00 

0.00 

0.60 

0.49 

0.45 

0.053 

0.27 

0.34 







Non-command 

Quartzite 

1.219 

0.61 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.06 

0.010 

0.05 

0.06 


Banka 

0812000101447000 

5.281 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.035 

-0.07 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.032 

0.41 

0.57 


Bardod 

0806000100767000 

19.340 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.124 

0.41 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.001 

0.00 

0.00 


Beethloda 

0812000101452400 

3.678 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.254 

0.61 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.31 

0.43 

0.28 

0.026 

0.51 

0.37 


Behror (M) 

0806000140601000 

13.532 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.342 

-0.50 

0.120 

1.18 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.29 

1.840 

0.21 

0.15 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Hajnaka 

0806000300785700 

0.24 

0.24 

- 

0.24 

0.02 

0.26 

0.08 

0.65 

0.04 

0.0500 

- 

- 

- 

0.050 

0.085 

0.350 

0.035 

0.315 

0.430 

136.59 

Over Exploited 

Hasanpur 

0806000400805600 

0.24 

0.07 

- 

0.07 

0.01 

0.08 

0.05 

0.42 

0.01 

0.0400 

- 

- 

0.000 

0.040 

0.051 

0.136 

0.014 

0.122 

0.395 

323.55 

Over Exploited 

Jagmal Heri 

0806000400806500 

0.24 

0.01 

- 

0.01 

0.01 

0.02 

0.02 

0.19 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.042 

0.004 

0.038 

0.156 

407.67 

Over Exploited 

Jakhopur 

0806000400804400 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.015 

1,815.05 

Over Exploited 

Jakopur 

0806000300789800 

0.24 

0.34 

- 

0.34 

0.02 

0.36 

0.08 

0.67 

0.05 

0.0600 

- 

- 

0.003 

0.063 

0.111 

0.470 

0.047 

0.423 

0.538 

127.13 

Over Exploited 

Jamalpur 

0806000300787500 

0.24 

0.11 

- 

0.11 

0.01 

0.12 

0.04 

0.34 

0.02 

0.0400 

- 

- 

- 

0.040 

0.055 

0.172 

0.017 

0.155 

0.331 

214.07 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.016 

0.002 

0.014 

0.052 

373.67 

Over Exploited 

Jatoowas 

0806000300787900 

0.24 

0.14 

- 

0.14 

0.02 

0.16 

0.04 

0.33 

0.02 

0.0500 

- 

- 

- 

0.050 

0.070 

0.231 

0.023 

0.208 

0.481 

231.60 

Over Exploited 



0.22 

0.13 

- 

0.13 

0.01 

0.14 

0.04 

0.33 

0.02 

0.0400 

- 

- 

- 

0.040 

0.059 

0.198 

0.020 

0.178 

0.383 

215.09 

Over Exploited 

Jokhawas 

0806000300786000 

0.24 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.17 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.028 

0.003 

0.026 

0.118 

462.66 

Over Exploited 



0.22 

0.12 

- 

0.12 

0.01 

0.13 

0.06 

0.48 

0.02 

0.0300 

- 

- 

- 

0.030 

0.047 

0.178 

0.018 

0.161 

0.270 

167.95 

Over Exploited 

Kamalpur 

0806000400805200 

0.24 

0.10 

- 

0.10 

0.03 

0.13 

0.04 

0.30 

0.01 

0.1000 

- 

- 

- 

0.100 

0.114 

0.242 

0.024 

0.218 

0.918 

420.86 

Over Exploited 

Kanharka 

0806000300788600 

0.24 

0.51 

- 

0.51 

0.06 

0.57 

0.08 

0.67 

0.07 

0.1700 

- 

- 

- 

0.170 

0.244 

0.814 

0.081 

0.732 

1.550 

211.70 

Over Exploited 

Kaririwas 

0806000300785600 

0.24 

0.07 

- 

0.07 

0.01 

0.08 

0.04 

0.30 

0.01 

0.0300 

- 

- 

- 

0.030 

0.040 

0.123 

0.012 

0.111 

0.249 

224.32 

Over Exploited 



0.22 

0.08 

- 

0.08 

0.01 

0.09 

0.04 

0.33 

0.01 

0.0200 

- 

- 

- 

0.020 

0.031 

0.119 

0.012 

0.107 

0.204 

191.23 

Over Exploited 

Karmsiwas 

0806000400803400 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.011 

1,557.19 

Over Exploited 

Karoli 

0806000400803600 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kasimpur 

0806000300790200 

0.24 

0.36 

- 

0.36 

0.02 

0.38 

0.08 

0.67 

0.05 

0.0600 

- 

- 

- 

0.060 

0.112 

0.494 

0.049 

0.445 

0.536 

120.50 

Over Exploited 

Kayampura Jokhawas 

0806000300786300 

0.24 

0.48 

- 

0.48 

0.04 

0.52 

0.07 

0.54 

0.07 

0.1100 

- 

- 

- 

0.110 

0.179 

0.699 

0.070 

0.629 

0.978 

155.44 

Over Exploited 



0.22 

0.02 

- 

0.02 

0.01 

0.03 

0.01 

0.11 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.052 

0.005 

0.047 

0.168 

357.90 

Over Exploited 

Kheri 

0806000300791400 

0.24 

0.02 

- 

0.02 

0.02 

0.04 

0.02 

0.17 

0.00 

0.0500 

- 

- 

- 

0.050 

0.053 

0.097 

0.010 

0.087 

0.462 

530.78 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.079 

785.81 

Over Exploited 

Khidarpur 

0806000400806400 

0.24 

0.03 

- 

0.03 

0.01 

0.04 

0.01 

0.10 

0.00 

0.0400 

- 

- 

- 

0.040 

0.044 

0.081 

0.008 

0.073 

0.393 

538.20 

Over Exploited 

Kotkasim 

0806000300789600 

0.24 

0.26 

- 

0.26 

0.04 

0.30 

0.03 

0.27 

0.04 

0.1300 

- 

- 

- 

0.130 

0.168 

0.470 

0.047 

0.423 

1.208 

285.76 

Over Exploited 

Kutubpur 

0806000300787400 

0.24 

0.30 

- 

0.30 

0.03 

0.33 

0.06 

0.47 

0.04 

0.0900 

- 

- 

0.001 

0.091 

0.134 

0.461 

0.046 

0.415 

0.823 

198.39 

Over Exploited 

Lalpur 

0806000300785800 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.48 

- 

0.48 

0.04 

0.52 

0.08 

0.65 

0.07 

0.1300 

- 

- 

0.001 

0.131 

0.201 

0.724 

0.072 

0.652 

1.156 

177.49 

Over Exploited 

Madhoopur 

0806000300786700 

0.24 

0.27 

- 

0.27 

0.04 

0.31 

0.08 

0.60 

0.04 

0.1200 

- 

- 

0.000 

0.120 

0.159 

0.467 

0.047 

0.420 

1.098 

261.29 

Over Exploited 

Magha Ka Majra 

0806000300793700 

0.24 

0.05 

6.35 

0.05 

0.01 

0.06 

0.03 

0.22 

0.01 

0.0200 

- 

- 

0.002 

0.022 

0.029 

0.091 

0.005 

0.087 

0.195 

225.14 

Over Exploited 

Maj'ri 

0806000300786500 

0.24 

0.30 

(45.09) 

0.24 

0.03 

0.27 

0.08 

0.64 

0.04 

0.1000 

- 

- 

0.001 

0.101 

0.145 

0.419 

0.021 

0.398 

0.905 

227.44 

Over Exploited 

Makdawa 

0806000300787800 

0.24 

0.30 

- 

0.30 

0.03 

0.33 

0.08 

0.67 

0.04 

0.0800 

- 

- 

- 

0.080 

0.123 

0.451 

0.045 

0.406 

0.687 

169.19 

Over Exploited 

Maseet 

0806000400805500 

0.24 

0.04 

- 

0.04 

0.01 

0.05 

0.02 

0.19 

0.01 

0.0200 

- 

- 

- 

0.020 

0.025 

0.072 

0.007 

0.065 

0.222 

344.09 

Over Exploited 

Maswasi @ Madhopuri 

0806000300790100 

0.24 

0.56 

- 

0.56 

0.02 

0.58 

0.08 

0.67 

0.08 

0.0700 

- 

- 

- 

0.070 

0.150 

0.725 

0.073 

0.653 

0.613 

93.92 

Critical 

Matalwas 

0806000300787600 

0.24 

0.30 

- 

0.30 

0.02 

0.32 

0.07 

0.55 

0.04 

0.0600 

- 

- 

- 

0.060 

0.104 

0.429 

0.043 

0.386 

0.582 

150.96 

Over Exploited 



0.22 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.11 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.023 

0.002 

0.021 

0.095 

451.19 

Over Exploited 

Matawas 

0806000400806600 

0.24 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.18 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.025 

0.003 

0.023 

0.098 

429.01 

Over Exploited 

Meerpur 

0806000300787300 

0.24 

0.21 

(44.03) 

0.17 

0.02 

0.19 

0.06 

0.52 

0.03 

0.0700 

- 

- 

0.001 

0.071 

0.101 

0.291 

0.015 

0.276 

0.658 

238.05 

Over Exploited 

Meoli 

0806000300790400 

0.24 

0.05 

- 

0.05 

0.02 

0.07 

0.04 

0.29 

0.01 

0.0700 

- 

- 

- 

0.070 

0.077 

0.149 

0.015 

0.134 

0.589 

437.79 

Over Exploited 

Narwas 

0806000300788400 

0.24 

0.35 

- 

0.35 

0.02 

0.37 

0.08 

0.67 

0.05 

0.0600 

- 

- 

- 

0.060 

0.111 

0.482 

0.048 

0.434 

0.575 

132.44 

Over Exploited 

Nasopur 

0806000300786600 

0.24 

0.69 

(28.42) 

0.55 

0.08 

0.63 

0.08 

0.63 

0.10 

0.2400 

- 

- 

0.003 

0.243 

0.341 

0.972 

0.049 

0.923 

2.148 

232.64 

Over Exploited 

Patan Kalan 

0806000400805900 

0.24 

0.04 

- 

0.04 

0.01 

0.05 

0.02 

0.18 

0.01 

0.0300 

- 

- 

- 

0.030 

0.036 

0.086 

0.009 

0.078 

0.273 

351.76 

Over Exploited 

Rabadka 

0806000400803100 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rampur 

0806000300788100 

0.24 

0.63 

- 

0.63 

0.03 

0.67 

0.08 

0.67 

0.09 

0.0800 

- 

- 

0.000 

0.081 

0.172 

0.837 

0.084 

0.753 

0.736 

97.69 

Critical 

Raniyawas 

0806000300790300 

0.24 

0.11 

- 

0.11 

0.02 

0.13 

0.06 

0.47 

0.02 

0.0500 

- 

- 

- 

0.050 

0.066 

0.195 

0.020 

0.176 

0.446 

253.94 

Over Exploited 

Sanchod 

0806000200774500 

0.24 

0.97 

(76.47) 

0.78 

0.05 

0.83 

0.08 

0.62 

0.14 

0.1400 

- 

- 

- 

0.140 

0.280 

1.107 

0.055 

1.052 

1.310 

124.57 

Over Exploited 



0.22 

0.00 

332.79 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.043 

1,691.91 

Over Exploited 

Seel Gaon 

0806000200774400 

0.24 

0.18 

(18.84) 

0.14 

0.03 

0.17 

0.03 

0.21 

0.03 

0.0800 

- 

- 

- 

0.080 

0.106 

0.278 

0.014 

0.264 

0.726 

275.12 

Over Exploited 

Sherpur 

0806000300788800 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Silpata 

0806000300787700 

0.24 

0.64 

- 

0.64 

0.02 

0.66 

0.08 

0.67 

0.09 

0.0600 

- 

- 

0.001 

0.061 

0.153 

0.815 

0.081 

0.733 

0.606 

82.68 

Semi Critical 

Teuwas 

0806000300787100 

0.24 

0.12 

(13.83) 

0.11 

0.02 

0.13 

0.05 

0.37 

0.02 

0.0500 

- 

- 

- 

0.050 

0.068 

0.195 

0.010 

0.186 

0.450 

242.19 

Over Exploited 

Ujoli 

0806000300786100 

0.24 

0.07 

- 

0.07 

0.02 

0.09 

0.03 

0.24 

0.01 

0.0700 

- 

- 

- 

0.070 

0.081 

0.175 

0.018 

0.158 

0.654 

414.64 

Over Exploited 



0.22 

0.22 

- 

0.22 

0.03 

0.25 

0.05 

0.42 

0.03 

0.1000 

- 

- 

- 

0.100 

0.131 

0.380 

0.038 

0.342 

0.900 

262.96 

Over Exploited 

Ajeetpura Kalan 

0812000101456200 

0.20 

0.43 

6.75 

0.46 

0.02 

0.48 

0.08 

0.63 

0.06 

0.0500 

- 

- 

- 

0.050 

0.114 

0.594 

0.030 

0.565 

0.487 

86.32 

Semi Critical 



0.06 

0.00 

1,160.52 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.014 

6,615.34 

Over Exploited 

Ajeetpura Khurd 

0812000101448600 

0.20 

0.25 

(64.87) 

0.20 

0.00 

0.20 

0.07 

0.61 

0.03 

0.0100 

- 

- 

0.001 

0.011 

0.045 

0.241 

0.012 

0.229 

0.174 

75.97 

Semi Critical 

Amai 

0812000101455100 

0.20 

0.00 

1,135.08 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.005 

0.123 

2,313.24 

Over Exploited 

Amarpura 

0812000101446500 

0.20 

0.33 

(74.50) 

0.26 

- 

0.26 

0.07 

0.61 

0.05 

0.0100 

- 

- 

- 

0.010 

0.055 

0.317 

0.016 

0.301 

0.276 

91.68 

Critical 

Aspura 

0812000101457000 

0.20 

0.28 

- 

0.28 

0.02 

0.30 

0.09 

0.67 

0.04 

0.0700 

- 

- 

0.001 

0.072 

0.114 

0.414 

0.041 

0.372 

0.624 

167.61 

Over Exploited 

Bakhrana 

0812000101446400 

0.20 

0.26 

- 

0.26 

0.01 

0.27 

0.07 

0.61 

0.04 

0.0200 

- 

- 

- 

0.020 

0.056 

0.325 

0.032 

0.292 

0.547 

187.22 

Over Exploited 

Bakshipura 

0813000601754400 

0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Banar 

0812000101445500 

0.20 

0.01 

443.63 

0.01 

- 

0.01 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.002 

0.015 

0.001 

0.015 

0.072 

497.13 

Over Exploited 



0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Baneti 

0812000101446000 

0.20 

0.36 

34.97 

0.43 

0.01 

0.44 

0.04 

0.31 

0.05 

0.0200 

- 

- 

- 

0.020 

0.071 

0.516 

0.026 

0.490 

0.503 

102.61 

Over Exploited 



0.06 

0.00 

665.22 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.066 

1,397.98 

Over Exploited 

Banka 

0812000101447000 

0.20 

0.33 

- 

0.33 

- 

0.33 

0.06 

0.46 

0.04 

0.0100 

- 

- 

- 

0.010 

0.055 

0.384 

0.038 

0.345 

0.296 

85.76 

Semi Critical 

Bardod 

0806000100767000 

0.24 

0.00 

11,516.72 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.030 

23,197.95 

Over Exploited 

Beethloda 

0812000101452400 

0.20 

0.33 

28.18 

0.40 

0.01 

0.41 

0.08 

0.59 

0.05 

0.0300 

- 

- 

- 

0.030 

0.080 

0.488 

0.024 

0.464 

0.302 

65.06 

Safe 

Behror (M) 

0806000140601000 

0.24 

0.26 

- 

0.26 

0.03 

0.30 

0.03 

0.24 

0.04 

0.0900 

- 

- 

0.004 

0.094 

0.134 

0.430 

0.043 

0.387 

4.133 

1,066.64 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Beri 

0812000101450300 

16.074 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.139 

0.60 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.12 

0.14 

0.13 

0.009 

0.04 

0.03 







Non-command 

Quartzite 

10.832 

0.60 

0.020 

0.25 

0.03 

0.00 

0.00 

0.00 

0.35 

0.40 

0.88 

0.086 

0.38 

0.33 


Bhainslana 

0812000101456300 

9.440 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.428 

0.41 

0.120 

0.83 

0.12 

0.00 

0.00 

0.00 

0.97 

1.50 

3.28 

0.043 

0.33 

0.22 







Non-command 

Quartzite 

4.012 

0.41 

0.020 

0.36 

0.05 

0.00 

0.00 

0.00 

0.34 

0.52 

1.39 

0.032 

0.25 

0.16 


Bhaloji 

0812000101454900 

10.324 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.246 

0.37 

0.120 

0.16 

0.01 

0.00 

0.00 

0.00 

0.39 

0.31 

0.59 

0.042 

0.28 

0.35 


Bharaj Bhuree 

0812000101452200 

14.202 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

11.203 

0.45 

0.120 

1.90 

0.09 

0.00 

0.00 

0.00 

2.41 

4.04 

7.47 

0.089 

0.46 

0.28 







Non-command 

Quartzite 

2.889 

0.45 

0.020 

0.29 

0.01 

0.00 

0.00 

0.00 

0.31 

0.51 

1.11 

0.023 

0.12 

0.07 


Bheriwas 

0806000800865600 

3.416 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.001 

-0.40 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhojawas 

0812000101452800 

1.429 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.344 

1.25 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.29 

0.21 

0.36 

0.011 

0.50 

0.69 


Bhonawas 

0812000101451700 

10.125 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.634 

0.41 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.09 

0.09 

0.005 

0.04 

0.02 







Non-command 

Quartzite 

0.018 

0.41 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Buchara 

Command 

Younger Alluvium 

2.194 

0.41 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.21 

0.36 

0.37 

0.017 

0.13 

0.07 


Bhopatpura 

0812000101449200 

3.370 

Fresh 

Non-command 

Non-command 

Quartzite 

3.363 

0.71 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.14 

0.027 

0.54 

0.69 


Buchara 

0812000101451400 

38.731 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.814 

1.28 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.20 

0.02 

0.006 

0.01 

0.01 







Non-command 

Quartzite 

0.605 

1.28 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.04 

0.02 

0.005 

0.01 

0.01 


Chak Faganwas 

0813000601755100 

0.848 

Fresh 

Non-command 

Non-command 

Quartzite 

0.006 

0.59 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chanchaki 

0812000101453200 

3.066 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.004 

1.84 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.73 

0.52 

0.25 

0.024 

0.52 

0.74 


Chand Doli 

0812000101451200 

18.723 

Fresh 

Non-command 

Non-command 

Quartzite 

7.817 

0.72 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.18 

0.25 

0.25 

0.062 

0.24 

0.18 


Chhardara 

0812000101445600 

3.990 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.987 

0.34 

0.120 

0.11 

0.00 

0.00 

0.00 

0.00 

0.27 

0.24 

0.40 

0.032 

0.53 

0.60 


Chimanpura 

0812000101448900 

5.202 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.912 

0.55 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.34 

0.25 

0.27 

0.031 

0.40 

0.54 







Non-command 

Quartzite 

1.264 

0.55 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.05 

0.010 

0.13 

0.17 


Churi 

0812000101449300 

3.123 

Fresh 

Non-command 

Non-command 

Quartzite 

1.911 

0.75 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.08 

0.06 

0.23 

0.015 

0.33 

0.42 


Daduka 

0812000101456700 

7.243 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.510 

-0.25 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.012 

0.12 

0.11 


Dantil 

0812000101450800 

3.917 

Fresh 

Non-command 

Non-command 

Quartzite 

2.933 

0.56 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.10 

0.14 

0.29 

0.023 

0.43 

0.32 


Deota 

0812000101445400 

3.684 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.251 

0.67 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.16 

0.14 

0.22 

0.010 

0.18 

0.21 


Dhadha 

0812000101450500 

7.065 

Fresh 

Non-command 

Non-command 

Quartzite 

2.967 

0.53 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.06 

0.06 

0.024 

0.24 

0.22 


Dhawali 

0812000101446100 

4.920 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.920 

-0.02 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.039 

0.53 

0.65 


Dhidhor 

0806000100770200 

5.759 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.866 

-0.32 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.014 

0.17 

0.14 







Non-command 

Quartzite 

3.406 

-0.32 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.025 

0.31 

0.25 


Dhis 

0806000100767400 

5.115 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.296 

0.16 

0.120 

0.16 

0.01 

0.00 

0.00 

0.00 

0.18 

0.11 

0.64 

0.010 

0.13 

0.20 


Doonwas 

0806000200782800 

4.370 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.629 

-0.04 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.004 

0.07 

0.12 


Dudawas 

0812000101451300 

15.928 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.006 

0.84 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.19 

0.07 

0.008 

0.04 

0.02 







Non-command 

Quartzite 

7.227 

0.84 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.19 

0.30 

0.23 

0.057 

0.26 

0.17 


Dwarikapura 

0812000101451000 

2.023 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.135 

0.55 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.04 

0.03 







Non-command 

Quartzite 

1.880 

0.55 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.06 

0.015 

0.54 

0.36 


Fagan Was Doongar 

0813000601755500 

0.615 

Fresh 

Non-command 

Non-command 

Quartzite 

0.005 

0.57 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Fatehpura Kalan 

0812000101452600 

4.537 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.098 

0.83 

0.120 

0.24 

0.03 

0.00 

0.00 

0.00 

0.62 

0.49 

0.91 

0.033 

0.49 

0.61 


Gadhoj 

0806000100770100 

8.760 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.478 

-0.44 

0.120 

0.32 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.24 

0.041 

0.33 

0.25 







Non-command 

Quartzite 

2.630 

-0.44 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.020 

0.16 

0.12 


Gokalpura 

0806000100769800 

2.005 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.005 

-0.78 

0.120 

0.25 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.98 

0.015 

0.52 

0.38 


Gonera 

0812000101447200 

4.769 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.760 

-0.15 

0.120 

0.30 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.14 

0.038 

0.53 

0.63 


Goonti 

0806000100770400 

4.850 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.850 

-0.50 

0.120 

0.38 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.46 

0.036 

0.52 

0.39 







Non-command 

Younger Alluvium 

0.000 

-0.50 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gopalpura 

0812000101446800 

5.397 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.042 

0.31 

0.120 

0.21 

0.01 

0.00 

0.00 

0.00 

0.39 

0.28 

0.78 

0.040 

0.50 

0.70 


Gordhanpura 

0812000101456600 

7.358 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

7.355 

0.27 

0.120 

0.40 

0.02 

0.00 

0.00 

0.00 

0.62 

0.63 

1.53 

0.058 

0.56 

0.55 


Gujarwas 

0806000100770700 

2.338 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.335 

-1.30 

0.120 

0.34 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.32 

0.017 

0.52 

0.49 


GULABGARH 

0812000101450700 

1.463 

Fresh 

Non-command 

Non-command 

Quartzite 

1.013 

0.56 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.13 

0.008 

0.40 

0.28 


Flameedpur 

0806000100768500 

5.244 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.499 

-0.44 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.004 

0.05 

0.04 


Hasanpura 

0812000101446200 

3.250 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.250 

0.08 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.13 

0.026 

0.53 

0.67 


Islampur 

0806000100770800 

2.440 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.588 

-0.82 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.004 

0.13 

0.15 


Jagdishpura 

0812000101452900 

2.320 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.320 

1.63 

0.120 

0.25 

0.01 

0.00 

0.00 

0.00 

0.69 

0.50 

0.98 

0.018 

0.53 

0.75 


Jaguwas 

0806000100768000 

3.274 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.668 

-1.54 

0.120 

0.33 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.31 

0.020 

0.43 

0.33 


Jainpurwas 

0806000100771100 

9.507 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.297 

-0.59 

0.120 

0.67 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.60 

0.055 

0.40 

0.35 







Non-command 

Younger Alluvium 

0.990 

-0.59 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.007 

0.05 

0.05 


Jaisinghpura 

0812000101446700 

1.612 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.571 

-0.03 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.012 

0.52 

0.72 


Jaitpura 

0813000601756000 

9.911 

Fresh 

Non-command 

Non-command 

Quartzite 

5.219 

0.69 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.01 

0.048 

0.29 

0.28 


Jalalpur 

0806000100767500 

2.616 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.557 

-1.02 

0.120 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.56 

0.019 

0.51 

0.58 


Jeengor 

0812000101451100 

7.165 

Fresh 

Non-command 

Non-command 

Quartzite 

6.510 

0.56 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.11 

0.17 

0.11 

0.052 

0.53 

0.35 


Jodhpura Khola 

0812000101456000 

0.708 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.708 

0.79 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.00 

0.006 

0.55 

0.66 


Kakrana 

0812000101457500 

1.709 

Fresh 

Buchara 

Command 

Younger Alluvium 

1.709 

-0.07 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.014 

0.59 

0.33 


Kala Khera @ Pratappura 

0813000601755600 

5.052 

Fresh 

Non-command 

Non-command 

Quartzite 

0.015 

0.59 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kaloohera 

0812000101447100 

8.016 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.973 

-0.15 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.055 

0.46 

0.57 


Kalyanpura 

0806000100768100 

2.438 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.054 

-1.24 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Kalyanpura Kalan 

0812000101449800 

3.687 

Fresh 

Non-command 

Non-command 

Quartzite 

1.044 

0.74 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.04 

0.14 

0.008 

0.15 

0.18 


Kalyanpura Khurd 

0812000101455700 

1.708 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.708 

1.12 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.18 

0.00 

0.014 

0.54 

0.71 


Kankar Chhaja 

0806000100770000 

1.630 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.630 

-0.47 

0.120 

0.21 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.81 

0.012 

0.52 

0.38 


Kansli 

0812000101455500 

2.655 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.655 

1.37 

0.120 

0.18 

0.01 

0.00 

0.00 

0.00 

0.61 

0.45 

0.70 

0.021 

0.54 

0.72 


Kanwarpura 

0812000101455800 

3.907 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.907 

0.75 

0.120 

0.17 

0.01 

0.00 

0.00 

0.00 

0.51 

0.43 

0.62 

0.031 

0.55 

0.65 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Beri 

0812000101450300 

0.20 

0.01 

1,445.26 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.022 

0.001 

0.021 

0.141 

664.84 

Over Exploited 



0.06 

0.24 

556,007.49 

0.29 

0.03 

0.32 

0.06 

0.44 

0.04 

0.1000 

- 

- 

- 

0.100 

0.137 

0.460 

0.023 

0.437 

0.968 

221.58 

Over Exploited 

Bhainslana 

0812000101456300 

0.20 

0.36 

312.77 

0.43 

0.12 

0.55 

0.05 

0.38 

0.06 

0.3700 

- 

- 

- 

0.370 

0.426 

0.980 

0.049 

0.931 

3.323 

356.81 

Over Exploited 



0.06 

0.06 

784.08 

0.07 

0.05 

0.12 

0.04 

0.28 

0.01 

0.1600 

- 

- 

0.001 

0.161 

0.170 

0.292 

0.015 

0.277 

1.424 

513.56 

Over Exploited 

Bhaloji 

0812000101454900 

0.20 

0.29 

6.19 

0.31 

0.01 

0.32 

0.04 

0.32 

0.04 

0.0200 

- 

- 

- 

0.020 

0.060 

0.378 

0.019 

0.360 

0.634 

176.23 

Over Exploited 

Bharaj Bhuree 

0812000101452200 

0.20 

1.03 

291.70 

1.24 

0.09 

1.33 

0.07 

0.53 

0.16 

0.2800 

- 

- 

- 

0.280 

0.440 

1.768 

0.088 

1.679 

7.560 

450.18 

Over Exploited 



0.06 

0.02 

59,967.79 

0.02 

0.01 

0.03 

0.02 

0.14 

0.00 

0.0400 

- 

- 

- 

0.040 

0.043 

0.075 

0.004 

0.071 

1.133 

1,590.29 

Over Exploited 

Bheriwas 

0806000800865600 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhojawas 

0812000101452800 

0.20 

0.14 

56.90 

0.16 

- 

0.16 

0.07 

0.57 

0.02 

0.0100 

- 

- 

- 

0.010 

0.029 

0.191 

0.010 

0.181 

0.371 

204.46 

Over Exploited 

Bhonawas 

0812000101451700 

0.20 

0.00 

########## 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.096 

2,556.36 

Over Exploited 



0.06 

0.00 

175,321.50 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.06 

550.74 

0.07 

- 

0.07 

0.02 

0.15 

0.01 

0.0100 

0.0011 

0.0013 

- 

0.013 

0.021 

0.088 

0.004 

0.084 

0.382 

457.59 

Over Exploited 

Bhopatpura 

0812000101449200 

0.06 

0.11 

(37.09) 

0.09 

- 

0.09 

0.08 

0.61 

0.02 

0.0100 

- 

- 

- 

0.010 

0.025 

0.112 

0.006 

0.106 

0.162 

152.32 

Over Exploited 

Buchara 

0812000101451400 

0.20 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.030 

1,211.00 

Over Exploited 



0.06 

0.00 

230,911.45 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.022 

5,494.07 

Over Exploited 

Chak Faganwas 

0813000601755100 

0.08 

0.00 

(200.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chanchaki 

0812000101453200 

0.20 

0.31 

65.21 

0.38 

- 

0.38 

0.07 

0.59 

0.04 

0.0100 

- 

- 

- 

0.010 

0.053 

0.429 

0.021 

0.408 

0.276 

67.67 

Safe 

Chand Doli 

0812000101451200 

0.06 

0.11 

22.52 

0.13 

0.01 

0.14 

0.04 

0.28 

0.02 

0.0300 

- 

- 

- 

0.030 

0.047 

0.192 

0.010 

0.182 

0.312 

171.31 

Over Exploited 

Chhardara 

0812000101445600 

0.20 

0.42 

(44.24) 

0.34 

0.00 

0.34 

0.08 

0.61 

0.06 

0.0100 

- 

- 

0.005 

0.015 

0.077 

0.420 

0.021 

0.399 

0.428 

107.22 

Over Exploited 

Chimanpura 

0812000101448900 

0.20 

0.32 

(20.31) 

0.25 

- 

0.25 

0.06 

0.46 

0.04 

0.0100 

- 

- 

- 

0.010 

0.054 

0.306 

0.015 

0.290 

0.297 

102.27 

Over Exploited 



0.06 

0.01 

156.09 

0.01 

- 

0.01 

0.02 

0.15 

0.00 

- 

- 

- 

- 

- 

0.001 

0.013 

0.001 

0.013 

0.062 

493.95 

Over Exploited 

Churi 

0812000101449300 

0.06 

0.04 

64.57 

0.05 

0.01 

0.06 

0.05 

0.38 

0.01 

0.0300 

- 

- 

- 

0.030 

0.035 

0.091 

0.005 

0.086 

0.248 

288.09 

Over Exploited 

Daduka 

0812000101456700 

0.20 

0.04 

- 

0.04 

- 

0.04 

0.02 

0.13 

0.01 

0.0100 

- 

- 

- 

0.010 

0.015 

0.051 

0.005 

0.046 

0.320 

702.86 

Over Exploited 

Dantil 

0812000101450800 

0.06 

0.08 

(16.50) 

0.09 

0.01 

0.10 

0.07 

0.49 

0.01 

0.0300 

- 

- 

- 

0.030 

0.042 

0.142 

0.007 

0.135 

0.309 

228.90 

Over Exploited 

Deota 

0812000101445400 

0.20 

0.05 

209.87 

0.05 

- 

0.05 

0.03 

0.21 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.071 

0.004 

0.067 

0.225 

334.24 

Over Exploited 

Dhadha 

0812000101450500 

0.06 

0.04 

132,059.91 

0.05 

- 

0.05 

0.04 

0.27 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.063 

0.003 

0.060 

0.082 

135.74 

Over Exploited 

Dhawali 

0812000101446100 

0.20 

0.53 

- 

0.53 

- 

0.53 

0.08 

0.61 

0.07 

0.0100 

- 

- 

- 

0.010 

0.085 

0.610 

0.061 

0.549 

0.219 

39.93 

Safe 

Dhidhor 

0806000100770200 

0.24 

0.08 

- 

0.08 

- 

0.08 

0.03 

0.20 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.097 

0.010 

0.088 

0.313 

356.66 

Over Exploited 



0.07 

0.07 

- 

0.07 

- 

0.07 

0.05 

0.36 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.095 

0.010 

0.086 

0.253 

296.26 

Over Exploited 

Dhis 

0806000100767400 

0.24 

0.04 

181.11 

0.05 

0.01 

0.06 

0.02 

0.15 

0.01 

0.0200 

- 

- 

- 

0.020 

0.027 

0.086 

0.004 

0.082 

0.651 

796.62 

Over Exploited 

Doonwas 

0806000200782800 

0.24 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.002 

0.013 

0.001 

0.012 

0.042 

355.73 

Over Exploited 

Dudawas 

0812000101451300 

0.20 

0.01 

537,886.39 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.020 

0.001 

0.019 

0.075 

396.58 

Over Exploited 



0.06 

0.11 

202,277.34 

0.14 

0.01 

0.15 

0.04 

0.30 

0.02 

0.0300 

- 

- 

- 

0.030 

0.048 

0.194 

0.010 

0.185 

0.291 

157.73 

Over Exploited 

Dwarikapura 

0812000101451000 

0.20 

0.00 

1,189.00 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.013 

977.70 

Over Exploited 



0.06 

0.06 

(0.16) 

0.06 

0.00 

0.06 

0.08 

0.62 

0.01 

0.0100 

- 

- 

0.000 

0.010 

0.020 

0.080 

0.004 

0.076 

0.074 

96.74 

Critical 

Fagan Was Doongar 

0813000601755500 

0.08 

0.00 

6,305.64 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Fatehpura Kalan 

0812000101452600 

0.20 

0.40 

22.78 

0.48 

0.03 

0.51 

0.07 

0.56 

0.06 

0.1000 

- 

- 

- 

0.100 

0.156 

0.668 

0.033 

0.635 

0.945 

148.77 

Over Exploited 

Gadhoj 

0806000100770100 

0.24 

0.43 

- 

0.43 

0.02 

0.45 

0.05 

0.38 

0.06 

0.0500 

- 

- 

- 

0.050 

0.115 

0.565 

0.056 

0.508 

1.276 

250.98 

Over Exploited 



0.07 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.18 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.043 

0.004 

0.039 

0.267 

684.66 

Over Exploited 

Gokalpura 

0806000100769800 

0.24 

0.25 

- 

0.25 

0.01 

0.26 

0.08 

0.60 

0.04 

0.0400 

- 

- 

0.001 

0.041 

0.079 

0.341 

0.034 

0.307 

0.994 

324.27 

Over Exploited 

Gonera 

0812000101447200 

0.20 

0.51 

- 

0.51 

0.01 

0.52 

0.08 

0.61 

0.07 

0.0400 

- 

- 

- 

0.040 

0.112 

0.627 

0.063 

0.564 

1.180 

209.03 

Over Exploited 

Goonti 

0806000100770400 

0.24 

0.61 

- 

0.61 

0.02 

0.63 

0.08 

0.60 

0.09 

0.0500 

- 

- 

0.001 

0.051 

0.143 

0.772 

0.077 

0.695 

1.498 

215.62 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gopalpura 

0812000101446800 

0.20 

0.50 

(44.78) 

0.40 

0.01 

0.41 

0.07 

0.57 

0.07 

0.0300 

- 

- 

- 

0.030 

0.099 

0.510 

0.026 

0.485 

0.820 

169.11 

Over Exploited 

Gordhanpura 

0812000101456600 

0.20 

0.82 

(23.68) 

0.66 

0.02 

0.68 

0.08 

0.64 

0.12 

0.1700 

- 

- 

0.000 

0.170 

0.291 

0.970 

0.048 

0.921 

1.583 

171.92 

Over Exploited 

Gujarwas 

0806000100770700 

0.24 

0.29 

- 

0.29 

0.02 

0.31 

0.08 

0.60 

0.05 

0.0500 

- 

- 

- 

0.050 

0.096 

0.408 

0.041 

0.367 

1.335 

363.82 

Over Exploited 

GULABGARH 

0812000101450700 

0.06 

0.02 

140.92 

0.03 

- 

0.03 

0.06 

0.46 

0.00 

- 

- 

- 

- 

- 

0.004 

0.033 

0.002 

0.031 

0.134 

430.89 

Over Exploited 

Flameedpur 

0806000100768500 

0.24 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.017 

0.002 

0.015 

0.148 

973.50 

Over Exploited 

Flasanpura 

0812000101446200 

0.20 

0.35 

(83.59) 

0.28 

- 

0.28 

0.08 

0.61 

0.05 

- 

- 

- 

- 

- 

0.049 

0.327 

0.016 

0.310 

0.158 

50.82 

Safe 

Islampur 

0806000100770800 

0.24 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.15 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.031 

0.003 

0.028 

0.155 

563.94 

Over Exploited 

Jagdishpura 

0812000101452900 

0.20 

0.25 

100.56 

0.30 

0.01 

0.31 

0.07 

0.61 

0.03 

0.0400 

- 

- 

0.000 

0.040 

0.074 

0.381 

0.019 

0.362 

1.002 

276.72 

Over Exploited 

Jaguwas 

0806000100768000 

0.24 

0.27 

- 

0.27 

0.02 

0.29 

0.06 

0.49 

0.04 

0.0500 

- 

- 

0.001 

0.051 

0.092 

0.386 

0.039 

0.347 

1.330 

383.11 

Over Exploited 

Jainpurwas 

0806000100771100 

0.24 

0.71 

- 

0.71 

0.03 

0.74 

0.06 

0.46 

0.11 

0.1000 

- 

- 

- 

0.100 

0.207 

0.943 

0.094 

0.849 

2.658 

313.12 

Over Exploited 



0.22 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.024 

0.002 

0.021 

0.281 

1,318.07 

Over Exploited 

Jaisinghpura 

0812000101446700 

0.20 

0.16 

- 

0.16 

- 

0.16 

0.07 

0.59 

0.02 

0.0100 

- 

- 

- 

0.010 

0.032 

0.196 

0.020 

0.176 

0.276 

156.89 

Over Exploited 

Jaitpura 

0813000601756000 

0.08 

0.12 

15,208.45 

0.10 

- 

0.10 

0.04 

0.34 

0.02 

- 

- 

- 

- 

- 

0.018 

0.115 

0.006 

0.109 

0.059 

54.02 

Safe 

Jalalpur 

0806000100767500 

0.24 

0.31 

- 

0.31 

0.01 

0.32 

0.08 

0.59 

0.05 

0.0200 

- 

- 

- 

0.020 

0.071 

0.393 

0.039 

0.354 

0.577 

163.14 

Over Exploited 

Jeengor 

0812000101451100 

0.06 

0.21 

(16.15) 

0.17 

- 

0.17 

0.08 

0.61 

0.03 

- 

- 

- 

- 

- 

0.032 

0.204 

0.010 

0.194 

0.161 

82.89 

Semi Critical 

Jodhpura Khola 

0812000101456000 

0.20 

0.08 

(28.52) 

0.06 

- 

0.06 

0.08 

0.62 

0.01 

- 

- 

- 

- 

- 

0.011 

0.073 

0.004 

0.069 

0.006 

8.15 

Safe 

Kakrana 

0812000101457500 

0.20 

0.20 

- 

0.20 

0.00 

0.20 

0.09 

0.68 

0.03 

0.0100 

0.0009 

0.0010 

0.000 

0.012 

0.043 

0.244 

0.024 

0.219 

0.344 

156.73 

Over Exploited 

Kala Khera @ Pratappura 

0813000601755600 

0.08 

0.00 

22,373.59 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kaloohera 

0812000101447100 

0.20 

0.65 

- 

0.65 

- 

0.65 

0.07 

0.53 

0.09 

0.0100 

- 

- 

- 

0.010 

0.101 

0.747 

0.075 

0.672 

0.355 

52.87 

Safe 

Kalyanpura 

0806000100768100 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.014 

9,241.62 

Over Exploited 

Kalyanpura Kalan 

0812000101449800 

0.06 

0.01 

297.73 

0.01 

0.01 

0.02 

0.02 

0.18 

0.00 

0.0200 

- 

- 

- 

0.020 

0.021 

0.043 

0.002 

0.041 

0.151 

370.38 

Over Exploited 

Kalyanpura Khurd 

0812000101455700 

0.20 

0.18 

(4.94) 

0.18 

- 

0.18 

0.07 

0.61 

0.03 

- 

- 

- 

- 

- 

0.026 

0.201 

0.010 

0.191 

0.014 

7.11 

Safe 

Kankar Chhaja 

0806000100770000 

0.24 

0.20 

- 

0.20 

0.01 

0.21 

0.08 

0.60 

0.03 

0.0300 

- 

- 

0.001 

0.031 

0.061 

0.276 

0.028 

0.249 

0.818 

328.88 

Over Exploited 

Kansli 

0812000101455500 

0.20 

0.29 

58.44 

0.34 

0.01 

0.35 

0.07 

0.61 

0.04 

0.0300 

- 

- 

0.000 

0.030 

0.070 

0.423 

0.021 

0.401 

0.717 

178.61 

Over Exploited 

Kanwarpura 

0812000101455800 

0.20 

0.43 

0.27 

0.43 

0.01 

0.44 

0.08 

0.62 

0.06 

0.0200 

- 

- 

0.001 

0.021 

0.082 

0.521 

0.026 

0.495 

0.655 

132.30 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Karwas 

081200010144690C 

5.229 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.158 

-0.13 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.041 

0.53 

0.71 


Kayampura Was 

0812000101449100 

4.257 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.247 

0.65 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.10 

0.09 

0.010 

0.16 

0.20 







Non-command 

Quartzite 

2.335 

0.65 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.11 

0.019 

0.29 

0.38 


Keshwana Rajput 

0812000101447400 

3.163 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

-0.35 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

2.744 

-0.35 

0.120 

0.22 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.85 

0.022 

0.45 

0.36 


Keshwanagujar 

0812000101447300 

2.806 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.098 

-0.18 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.017 

0.39 

0.37 


Khapariya 

0806000100769200 

2.015 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.510 

-0.51 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.004 

0.13 

0.10 







Non-command 

Quartzite 

1.477 

-0.51 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.011 

0.38 

0.29 


Kharab 

0812000101449900 

6.411 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.539 

0.73 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.13 

0.004 

0.05 

0.05 







Non-command 

Quartzite 

4.986 

0.73 

0.020 

0.16 

0.02 

0.00 

0.00 

0.00 

0.21 

0.18 

0.60 

0.040 

0.42 

0.50 


Kharkhara 

0806000100769600 

1.784 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.784 

-0.45 

0.120 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.69 

0.013 

0.52 

0.38 


Kharkhari 

0812000101448400 

1.963 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.948 

0.31 

0.120 

0.17 

0.01 

0.00 

0.00 

0.00 

0.23 

0.16 

0.65 

0.015 

0.53 

0.75 


Khera Nihalpura 

0812000101453000 

6.950 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.889 

1.04 

0.120 

0.11 

0.00 

0.00 

0.00 

0.00 

0.84 

0.61 

0.37 

0.047 

0.45 

0.62 


Kherki 

0806000100769700 

2.078 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.078 

-0.44 

0.120 

0.25 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.99 

0.016 

0.52 

0.38 


Kherki Mukkar 

0812000101447800 

3.181 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.167 

-0.16 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.001 

0.03 

0.04 


Kherki Veerbhan 

0812000101448300 

6.360 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.018 

-0.69 

0.120 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.032 

0.34 

0.48 


Khohri 

0806000100768800 

4.659 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.050 

-0.55 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.00 







Non-command 

Quartzite 

0.223 

-0.55 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.002 

0.02 

0.02 


Khurdi 

0812000101455000 

2.750 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.962 

0.90 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.18 

0.13 

0.32 

0.008 

0.19 

0.26 


Kira rod 

0812000101457100 

7.465 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.915 

-0.71 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.006 

0.07 

0.04 






Buchara 

Command 

Younger Alluvium 

1.143 

-0.71 

0.150 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.007 

0.09 

0.05 


Kiratpura 

0812000101455400 

3.096 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.096 

1.33 

0.120 

0.11 

0.00 

0.00 

0.00 

0.00 

0.60 

0.45 

0.40 

0.025 

0.54 

0.72 


Koojota 

0812000101456400 

3.921 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.583 

0.42 

0.120 

0.42 

0.06 

0.00 

0.00 

0.00 

0.54 

0.68 

1.64 

0.028 

0.52 

0.42 







Non-command 

Quartzite 

0.284 

0.42 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.08 

0.002 

0.04 

0.03 


Kooner 

0812000101457700 

3.119 

Fresh 

Buchara 

Command 

Younger Alluvium 

1.137 

0.12 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.05 

0.04 

0.007 

0.21 

0.12 


Kotputli (m) 

0812000141201000 

12.185 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.798 

-0.17 

0.120 

0.57 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

1.727 

0.25 

0.36 


Krishan Nagar 

0806000100769400 

4.113 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.375 

-0.46 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.37 

0.025 

0.43 

0.32 







Non-command 

Quartzite 

0.733 

-0.46 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.005 

0.09 

0.07 


Kundala 

0813000601755900 

11.101 

Fresh 

Non-command 

Non-command 

Quartzite 

1.204 

0.98 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.011 

0.06 

0.08 


Ladi Ka Bas 

0813000601755800 

4.887 

Fresh 

Non-command 

Non-command 

Quartzite 

0.018 

0.68 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Lakheempur 

0806000200782700 

2.213 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.574 

0.17 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.05 

0.004 

0.13 

0.22 


Lalana 

0812000101457300 

2.424 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.499 

-0.26 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.003 

0.12 

0.07 






Buchara 

Command 

Younger Alluvium 

1.925 

-0.26 

0.150 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.012 

0.47 

0.26 


Luharwas 

0813000601756300 

12.034 

Fresh 

Non-command 

Non-command 

Quartzite 

5.611 

1.62 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.20 

0.23 

0.01 

0.052 

0.26 

0.23 


Mahmoodpur Nagaliya 

0806000100769100 

1.915 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.905 

-0.51 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.007 

0.25 

0.18 







Non-command 

Quartzite 

0.723 

-0.51 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.005 

0.20 

0.15 


Mahrampur Nawab 

0812000101456500 

2.107 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.107 

0.14 

0.120 

0.19 

0.03 

0.00 

0.00 

0.00 

0.19 

0.25 

0.74 

0.017 

0.57 

0.45 


Mahrampur Rajput 

0812000101456100 

5.122 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.974 

0.68 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.50 

0.46 

0.34 

0.039 

0.54 

0.57 


Malpura 

0812000101447500 

4.118 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

-0.33 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

3.806 

-0.33 

0.120 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.55 

0.030 

0.49 

0.41 


Manjukot 

0812000101457400 

2.624 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.945 

-0.02 

0.120 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.65 

0.008 

0.21 

0.12 






Buchara 

Command 

Younger Alluvium 

1.679 

-0.02 

0.120 

0.29 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.12 

0.013 

0.37 

0.21 


Meerapur 

0812000101450900 

5.106 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.793 

0.57 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.20 

0.05 

0.014 

0.20 

0.14 







Non-command 

Quartzite 

3.024 

0.57 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.08 

0.05 

0.024 

0.34 

0.24 


Mohammadpur Goojar 

0806000100770900 

6.100 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.946 

-0.72 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.007 

0.08 

0.09 


Mohanpura 

0812000101455900 

3.470 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.464 

0.85 

0.120 

0.19 

0.03 

0.00 

0.00 

0.00 

0.51 

0.43 

0.73 

0.028 

0.55 

0.66 


Momanpur 

0806000100767800 

1.832 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.832 

-1.45 

0.120 

0.30 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.18 

0.014 

0.52 

0.41 


Moondiya Khera 

0806000100769500 

2.480 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.709 

-0.44 

0.120 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.52 

0.013 

0.36 

0.26 


Mordha 

0812000101447600 

5.556 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.983 

-0.35 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.008 

0.09 

0.09 







Non-command 

Younger Alluvium 

3.020 

-0.35 

0.120 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.62 

0.024 

0.29 

0.28 


Mosampur @ Kankara 

0806000100771000 

2.709 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.709 

-1.02 

0.120 

0.52 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.06 

0.020 

0.52 

0.45 


Mothooka 

0813000601752700 

10.761 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.000 

0.88 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

0.244 

0.88 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.01 

0.01 


Nalota 

0806000100770300 

3.427 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.350 

-0.28 

0.120 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.54 

0.025 

0.51 

0.42 







Non-command 

Younger Alluvium 

0.000 

-0.28 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nangal Checheeka 

0812000101446600 

2.777 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.777 

-0.10 

0.120 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.52 

0.022 

0.53 

0.71 


Nareda 

0812000101448800 

10.161 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.046 

0.74 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.10 

0.12 

0.008 

0.06 

0.07 







Non-command 

Quartzite 

9.096 

0.74 

0.020 

0.16 

0.02 

0.00 

0.00 

0.00 

0.27 

0.22 

0.56 

0.072 

0.48 

0.62 


Narsinghpura 

0812000101449000 

2.264 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.131 

0.44 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.15 

0.12 

0.14 

0.017 

0.50 

0.66 







Non-command 

Quartzite 

0.133 

0.44 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.03 

0.04 


Navrangpura 

0812000101453100 

1.584 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.584 

1.46 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.39 

0.28 

0.46 

0.013 

0.53 

0.75 


Nawal Kushal Pura 

0812000101449500 

2.066 

Fresh 

Non-command 

Non-command 

Quartzite 

2.054 

0.74 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.05 

0.15 

0.016 

0.54 

0.67 


Pahari 

0806000100771200 

7.678 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.480 

-0.65 

0.120 

0.34 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.34 

0.026 

0.24 

0.24 


Panditpura 

0812000101452000 

2.626 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.142 

0.21 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.13 

0.23 

0.38 

0.009 

0.25 

0.14 






Buchara 

Command 

Younger Alluvium 

1.484 

0.21 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.15 

0.26 

0.47 

0.012 

0.33 

0.19 


Panera 

0812000101445800 

4.993 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.661 

0.61 

0.120 

0.16 

0.01 

0.00 

0.00 

0.00 

0.49 

0.41 

0.60 

0.037 

0.50 

0.59 







Non-command 

Quartzite 

0.000 

0.61 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Paniyala 

0812000101447700 

9.744 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.465 

-0.22 

0.120 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.62 

0.028 

0.19 

0.22 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Karwas 

0812000101446900 

0.20 

0.54 

- 

0.54 

- 

0.54 

0.07 

0.60 

0.07 

0.0100 

- 

- 

- 

0.010 

0.085 

0.628 

0.063 

0.565 

0.209 

36.99 

Safe 

Kayampura Was 

0812000101449100 

0.20 

0.04 

153.80 

0.05 

- 

0.05 

0.02 

0.18 

0.01 

- 

- 

- 

- 

- 

0.006 

0.053 

0.003 

0.050 

0.102 

204.11 

Over Exploited 



0.06 

0.04 

14.41 

0.05 

- 

0.05 

0.04 

0.34 

0.01 

- 

- 

- 

- 

- 

0.006 

0.053 

0.003 

0.050 

0.124 

245.39 

Over Exploited 

Keshwana Rajput 

0812000101447400 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.25 

- 

0.25 

0.01 

0.26 

0.07 

0.52 

0.04 

0.0300 

- 

- 

- 

0.030 

0.067 

0.327 

0.033 

0.294 

0.874 

296.90 

Over Exploited 

Keshwanagujar 

0812000101447300 

0.20 

0.17 

- 

0.17 

- 

0.17 

0.06 

0.45 

0.02 

- 

- 

- 

- 

- 

0.024 

0.190 

0.019 

0.171 

0.077 

44.88 

Safe 

Khapariya 

0806000100769200 

0.24 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.15 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.029 

0.003 

0.026 

0.195 

755.55 

Over Exploited 



0.07 

0.04 

- 

0.04 

- 

0.04 

0.06 

0.44 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.056 

0.006 

0.050 

0.232 

463.58 

Over Exploited 

Kharab 

0812000101449900 

0.20 

0.00 

1,228.72 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.017 

0.001 

0.016 

0.136 

861.73 

Over Exploited 



0.06 

0.13 

25,805.07 

0.15 

0.02 

0.17 

0.06 

0.49 

0.02 

0.0700 

- 

- 

- 

0.070 

0.088 

0.260 

0.013 

0.247 

0.638 

258.32 

Over Exploited 

Kharkhara 

0806000100769600 

0.24 

0.22 

- 

0.22 

0.01 

0.23 

0.08 

0.60 

0.03 

0.0300 

- 

- 

0.002 

0.032 

0.065 

0.300 

0.030 

0.270 

0.701 

259.72 

Over Exploited 

Kharkhari 

0812000101448400 

0.20 

0.21 

(20.75) 

0.16 

0.01 

0.17 

0.07 

0.60 

0.03 

0.0200 

- 

- 

- 

0.020 

0.048 

0.223 

0.011 

0.212 

0.663 

313.57 

Over Exploited 

Khera Nihalpura 

0812000101453000 

0.20 

0.53 

14.72 

0.61 

- 

0.61 

0.06 

0.52 

0.07 

0.0100 

- 

- 

- 

0.010 

0.083 

0.696 

0.035 

0.661 

0.420 

63.52 

Safe 

Kherki 

0806000100769700 

0.24 

0.26 

- 

0.26 

0.01 

0.27 

0.08 

0.60 

0.04 

0.0400 

- 

- 

0.001 

0.041 

0.080 

0.352 

0.035 

0.317 

1.006 

317.67 

Over Exploited 

Kherki Mukkar 

0812000101447800 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.061 

6,385.27 

Over Exploited 

Kherki Veerbhan 

0812000101448300 

0.20 

0.27 

- 

0.27 

- 

0.27 

0.05 

0.38 

0.04 

0.0100 

- 

- 

- 

0.010 

0.047 

0.317 

0.032 

0.285 

0.416 

145.73 

Over Exploited 

Khohri 

0806000100768800 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.014 

20,798.79 

Over Exploited 



0.07 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.020 

4,875.06 

Over Exploited 

Khurdi 

0812000101455000 

0.20 

0.04 

265.26 

0.04 

0.00 

0.04 

0.03 

0.21 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.015 

0.059 

0.003 

0.056 

0.332 

594.07 

Over Exploited 

Kira rod 

0812000101457100 

0.20 

0.01 

- 

0.01 

0.00 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

0.001 

0.001 

0.003 

0.017 

0.002 

0.015 

0.112 

743.14 

Over Exploited 



0.20 

0.02 

- 

0.02 

0.00 

0.02 

0.01 

0.10 

0.00 

- 

0.0006 

0.0007 

0.001 

0.002 

0.005 

0.026 

0.003 

0.024 

0.139 

583.17 

Over Exploited 

Kiratpura 

0812000101455400 

0.20 

0.33 

35.34 

0.40 

- 

0.40 

0.07 

0.61 

0.05 

0.0100 

- 

- 

- 

0.010 

0.056 

0.455 

0.023 

0.433 

0.421 

97.24 

Critical 

Koojota 

0812000101456400 

0.20 

0.37 

80.55 

0.45 

0.06 

0.51 

0.08 

0.60 

0.06 

0.1800 

- 

- 

- 

0.180 

0.236 

0.745 

0.037 

0.708 

1.670 

236.03 

Over Exploited 



0.06 

0.00 

3,888.41 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.081 

781.01 

Over Exploited 

Kooner 

0812000101457700 

0.20 

0.05 

5.05 

0.05 

0.00 

0.05 

0.03 

0.25 

0.01 

- 

0.0006 

0.0007 

0.002 

0.003 

0.010 

0.062 

0.003 

0.059 

0.047 

79.27 

Semi Critical 

Kotputli (m) 

0812000141201000 

0.20 

0.29 

- 

0.29 

- 

0.29 

0.03 

0.29 

0.04 

- 

- 

- 

- 

- 

0.040 

0.334 

0.033 

0.300 

1.727 

575.11 

Over Exploited 

Krishan Nagar 

0806000100769400 

0.24 

0.35 

- 

0.35 

- 

0.35 

0.06 

0.49 

0.05 

0.0100 

- 

- 

- 

0.010 

0.062 

0.410 

0.041 

0.369 

0.399 

108.24 

Over Exploited 



0.07 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.005 

0.037 

756.19 

Over Exploited 

Kundala 

0813000601755900 

0.08 

0.01 

25,385.02 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.015 

220.08 

Over Exploited 

Ladi Ka Bas 

0813000601755800 

0.08 

0.00 

69,936.14 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Lakheempur 

0806000200782700 

0.24 

0.02 

(26.59) 

0.01 

- 

0.01 

0.02 

0.16 

0.00 

- 

- 

- 

- 

- 

0.003 

0.018 

0.001 

0.017 

0.055 

320.64 

Over Exploited 

Lalana 

0812000101457300 

0.20 

0.01 

- 

0.01 

0.00 

0.01 

0.02 

0.14 

0.00 

- 

- 

- 

0.000 

0.000 

0.002 

0.015 

0.001 

0.013 

0.043 

328.96 

Over Exploited 



0.20 

0.18 

- 

0.18 

0.00 

0.18 

0.07 

0.54 

0.03 

0.0100 

0.0010 

0.0012 

0.000 

0.013 

0.040 

0.220 

0.022 

0.198 

0.197 

99.51 

Critical 

Luharwas 

0813000601756300 

0.08 

0.12 

92.00 

0.14 

- 

0.14 

0.04 

0.30 

0.02 

- 

- 

- 

- 

- 

0.018 

0.158 

0.008 

0.151 

0.059 

38.95 

Safe 

Mahmoodpur Nagaliya 

0806000100769100 

0.24 

0.05 

- 

0.05 

- 

0.05 

0.04 

0.28 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.072 

0.007 

0.065 

0.255 

394.29 

Over Exploited 



0.07 

0.01 

- 

0.01 

- 

0.01 

0.03 

0.23 

0.00 

- 

- 

- 

- 

- 

0.002 

0.011 

0.001 

0.010 

0.091 

883.94 

Over Exploited 

Mahrampur Nawab 

0812000101456500 

0.20 

0.24 

2.59 

0.25 

0.03 

0.28 

0.09 

0.66 

0.04 

0.0800 

- 

- 

- 

0.080 

0.116 

0.393 

0.020 

0.374 

0.753 

201.36 

Over Exploited 

Mahrampur Rajput 

0812000101456100 

0.20 

0.54 

(13.19) 

0.46 

0.01 

0.47 

0.08 

0.62 

0.08 

0.0400 

- 

- 

- 

0.040 

0.117 

0.592 

0.030 

0.562 

0.381 

67.85 

Safe 

Malpura 

0812000101447500 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.37 

- 

0.37 

0.01 

0.38 

0.07 

0.56 

0.06 

0.0200 

- 

- 

- 

0.020 

0.075 

0.455 

0.045 

0.409 

0.582 

142.27 

Over Exploited 

Manjukot 

0812000101457400 

0.20 

0.04 

- 

0.04 

0.01 

0.05 

0.03 

0.24 

0.01 

0.0200 

- 

- 

0.000 

0.020 

0.026 

0.076 

0.008 

0.068 

0.655 

955.89 

Over Exploited 



0.20 

0.13 

- 

0.13 

0.01 

0.14 

0.06 

0.43 

0.02 

0.0400 

0.0009 

0.0010 

0.000 

0.042 

0.062 

0.197 

0.020 

0.178 

1.136 

639.44 

Over Exploited 

Meerapur 

0812000101450900 

0.20 

0.07 

179.66 

0.09 

- 

0.09 

0.03 

0.23 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.108 

0.005 

0.103 

0.062 

60.55 

Safe 



0.06 

0.06 

14,659.73 

0.07 

- 

0.07 

0.05 

0.39 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.093 

0.005 

0.088 

0.074 

83.66 

Semi Critical 

Mohammadpur Goojar 

0806000100770900 

0.24 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.031 

0.003 

0.028 

0.353 

1,249.76 

Over Exploited 

Mohanpura 

0812000101455900 

0.20 

0.38 

13.21 

0.43 

0.03 

0.46 

0.08 

0.62 

0.05 

0.0800 

- 

- 

- 

0.080 

0.133 

0.591 

0.030 

0.561 

0.758 

134.99 

Over Exploited 

Momanpur 

0806000100767800 

0.24 

0.23 

- 

0.23 

0.01 

0.24 

0.08 

0.60 

0.03 

0.0400 

- 

- 

- 

0.040 

0.075 

0.315 

0.031 

0.283 

1.195 

421.96 

Over Exploited 

Moondiya Khera 

0806000100769500 

0.24 

0.15 

- 

0.15 

0.01 

0.16 

0.05 

0.41 

0.02 

0.0200 

- 

- 

- 

0.020 

0.042 

0.200 

0.020 

0.180 

0.528 

293.32 

Over Exploited 

Mordha 

0812000101447600 

0.15 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.11 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.026 

0.003 

0.023 

0.212 

910.47 

Over Exploited 



0.20 

0.17 

- 

0.17 

0.01 

0.18 

0.04 

0.33 

0.03 

0.0200 

- 

- 

- 

0.020 

0.046 

0.229 

0.023 

0.206 

0.648 

313.92 

Over Exploited 

Mosampur @ Kankara 

0806000100771000 

0.24 

0.34 

- 

0.34 

0.03 

0.37 

0.08 

0.60 

0.05 

0.0800 

- 

- 

0.001 

0.081 

0.133 

0.504 

0.050 

0.453 

2.079 

458.54 

Over Exploited 

Mothooka 

0813000601752700 

0.15 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

1,374.43 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.008 

2,722.65 

Over Exploited 

Nalota 

0806000100770300 

0.24 

0.41 

- 

0.41 

0.01 

0.42 

0.08 

0.59 

0.06 

0.0200 

- 

- 

- 

0.020 

0.082 

0.504 

0.050 

0.454 

0.565 

124.58 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nangal Checheeka 

0812000101446600 

0.20 

0.30 

- 

0.30 

0.01 

0.31 

0.07 

0.61 

0.04 

0.0200 

- 

- 

- 

0.020 

0.061 

0.368 

0.037 

0.331 

0.538 

162.65 

Over Exploited 

Nareda 

0812000101448800 

0.20 

0.01 

729.30 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.026 

0.001 

0.024 

0.132 

543.89 

Over Exploited 



0.06 

0.26 

(18.27) 

0.22 

0.02 

0.24 

0.07 

0.55 

0.04 

0.0600 

- 

- 

- 

0.060 

0.097 

0.333 

0.017 

0.316 

0.634 

200.66 

Over Exploited 

Narsinghpura 

0812000101449000 

0.20 

0.21 

(45.78) 

0.17 

0.00 

0.17 

0.07 

0.57 

0.03 

0.0100 

- 

- 

0.000 

0.010 

0.040 

0.213 

0.011 

0.202 

0.161 

79.71 

Semi Critical 



0.06 

0.00 

257.46 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.009 

2,827.51 

Over Exploited 

Navrangpura 

0812000101453100 

0.20 

0.17 

62.84 

0.20 

0.01 

0.21 

0.07 

0.61 

0.02 

0.0200 

- 

- 

- 

0.020 

0.043 

0.256 

0.013 

0.243 

0.469 

192.81 

Over Exploited 

Nawal Kushal Pura 

0812000101449500 

0.06 

0.07 

(27.18) 

0.05 

0.01 

0.06 

0.08 

0.61 

0.01 

0.0200 

- 

- 

- 

0.020 

0.029 

0.092 

0.005 

0.088 

0.167 

190.62 

Over Exploited 

Pahari 

0806000100771200 

0.24 

0.20 

- 

0.20 

0.02 

0.22 

0.04 

0.28 

0.03 

0.0500 

- 

- 

0.002 

0.052 

0.083 

0.303 

0.030 

0.273 

1.365 

500.32 

Over Exploited 

Panditpura 

0812000101452000 

0.20 

0.06 

289.74 

0.07 

- 

0.07 

0.04 

0.29 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.089 

0.004 

0.084 

0.385 

456.33 

Over Exploited 



0.20 

0.10 

163.95 

0.12 

0.01 

0.13 

0.05 

0.38 

0.02 

0.0200 

0.0008 

0.0009 

- 

0.022 

0.037 

0.165 

0.008 

0.157 

0.479 

305.66 

Over Exploited 

Panera 

0812000101445800 

0.20 

0.46 

(11.59) 

0.41 

0.01 

0.42 

0.07 

0.57 

0.07 

0.0200 

- 

- 

- 

0.020 

0.087 

0.508 

0.025 

0.482 

0.635 

131.66 

Over Exploited 



0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Paniyala 

0812000101447700 

0.20 

0.13 

- 

0.13 

0.01 

0.14 

0.03 

0.22 

0.02 

0.0200 

- 

- 

- 

0.020 

0.039 

0.180 

0.018 

0.162 

0.652 

402.18 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Paota 

081200010145760C 

7.086 

Fresh 

Buchara 

Command 

Younger Alluvium 

3.094 

-0.25 

0.150 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.74 

0.019 

0.26 

0.14 


Pathreri 

0812000101456800 

11.826 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.932 

-0.55 

0.120 

0.60 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.34 

0.055 

0.34 

0.23 


Pawala Rajput 

0812000101449400 

3.842 

Fresh 

Non-command 

Non-command 

Quartzite 

1.099 

0.75 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.09 

0.009 

0.15 

0.19 


Pawana Aheer 

0812000101452500 

6.392 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.834 

0.69 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.37 

0.36 

0.18 

0.030 

0.33 

0.34 







Non-command 

Quartzite 

2.385 

0.69 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.07 

0.019 

0.21 

0.21 


Pichani 

0812000101450000 

4.161 

Fresh 

Non-command 

Non-command 

Quartzite 

4.057 

0.74 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.11 

0.10 

0.21 

0.032 

0.54 

0.59 


Poorannagar 

0812000101448700 

5.229 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.875 

0.75 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.40 

0.30 

0.16 

0.031 

0.40 

0.53 







Non-command 

Quartzite 

1.344 

0.75 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.011 

0.14 

0.19 


o 

o 

Q _ 

0812000101455200 

4.990 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.071 

1.60 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.79 

0.56 

0.00 

0.032 

0.44 

0.61 


Pragpura 

0812000101457200 

10.392 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.194 

-0.45 

0.150 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.020 

0.18 

0.10 







Non-command 

Quartzite 

0.861 

-0.45 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.005 

0.05 

0.03 






Buchara 

Command 

Younger Alluvium 

6.115 

-0.45 

0.150 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.73 

0.038 

0.34 

0.20 


Purushottampura 

0812000101450200 

9.551 

Fresh 

Non-command 

Non-command 

Quartzite 

4.696 

0.71 

0.020 

0.22 

0.03 

0.00 

0.00 

0.00 

0.26 

0.25 

0.85 

0.037 

0.27 

0.28 


Rahera 

0812000101455600 

2.154 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.154 

1.49 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.39 

0.29 

0.00 

0.017 

0.54 

0.73 


Raikaranpura 

0812000101446300 

3.549 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.549 

0.27 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.16 

0.13 

0.17 

0.028 

0.54 

0.69 


Ramgarh 

0812000101445700 

1.124 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.122 

0.25 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.29 

0.009 

0.53 

0.62 


Ramlyawas 

0813000601756200 

6.051 

Fresh 

Non-command 

Non-command 

Quartzite 

0.817 

1.55 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.008 

0.07 

0.09 


Ramnagar 

0812000101445900 

1.235 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.440 

0.77 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.02 

0.003 

0.19 

0.24 







Non-command 

Quartzite 

0.376 

0.77 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.003 

0.16 

0.20 


Rampura 

0812000101452100 

9.550 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.176 

0.50 

0.120 

0.15 

0.01 

0.00 

0.00 

0.00 

0.45 

0.77 

0.55 

0.041 

0.32 

0.19 







Non-command 

Quartzite 

3.199 

0.50 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.09 

0.16 

0.20 

0.025 

0.20 

0.11 






Buchara 

Command 

Younger Alluvium 

0.915 

0.50 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.14 

0.10 

0.007 

0.06 

0.03 







Command 

Quartzite 

0.004 

0.50 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ramsinghpura 

0812000101448500 

5.724 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.541 

0.90 

0.120 

0.31 

0.02 

0.00 

0.00 

0.00 

0.89 

0.63 

1.20 

0.044 

0.52 

0.73 


Rooppura 

0812000101451500 

6.933 

Fresh 

Non-command 

Non-command 

Quartzite 

0.279 

0.56 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.02 

0.03 

0.002 

0.02 

0.01 


Rughnathpura 

0812000101456900 

1.895 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.895 

-0.34 

0.120 

0.08 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.015 

0.58 

0.39 


Sangtera 

0812000101448000 

5.867 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.577 

-0.32 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.013 

0.14 

0.20 


Sarbilandpura 

0806000100767700 

2.255 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.255 

-1.24 

0.120 

0.24 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.92 

0.017 

0.52 

0.41 


Saroond 

0812000101452700 

7.981 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

7.901 

1.32 

0.120 

0.56 

0.03 

0.00 

0.00 

0.00 

1.78 

1.32 

2.16 

0.063 

0.53 

0.72 







Non-command 

Quartzite 

0.006 

1.32 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Shahzadpur Nangaliya 

0806000100767600 

1.927 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.927 

-1.51 

0.120 

0.22 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.86 

0.014 

0.52 

0.48 


Sherpur 

0806000100769900 

2.561 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.561 

-0.49 

0.120 

0.48 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.90 

0.019 

0.52 

0.38 


Shimla 

0806000100770600 

4.470 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.470 

-0.81 

0.120 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.77 

0.033 

0.52 

0.40 







Non-command 

Younger Alluvium 

0.000 

-0.81 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Shuklawas 

0812000101450100 

1.214 

Fresh 

Non-command 

Non-command 

Quartzite 

0.980 

0.75 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.07 

0.07 

0.25 

0.008 

0.45 

0.46 


Shyamnagar 

0812000101453300 

2.505 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.500 

2.27 

0.120 

0.13 

0.01 

0.00 

0.00 

0.00 

0.80 

0.57 

0.50 

0.020 

0.53 

0.75 


Shyampur 

0806000100770500 

3.453 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.453 

-0.60 

0.120 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.67 

0.026 

0.52 

0.39 







Non-command 

Younger Alluvium 

0.000 

-0.60 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sudarpura 

0812000101450400 

5.845 

Fresh 

Non-command 

Non-command 

Quartzite 

5.030 

0.53 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.03 

0.040 

0.49 

0.41 


Sujatnagar 

0812000101452300 

1.943 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.919 

0.57 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.25 

0.10 

0.015 

0.57 

0.36 


Sundarpura 

0812000101455300 

3.426 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.422 

2.18 

0.120 

0.32 

0.02 

0.00 

0.00 

0.00 

1.19 

0.85 

1.25 

0.027 

0.53 

0.75 


Talwa 

0812000101450600 

6.177 

Fresh 

Non-command 

Non-command 

Quartzite 

3.706 

0.56 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.10 

0.13 

0.19 

0.029 

0.34 

0.28 


Talwar 

0806000100767900 

3.116 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.116 

-1.44 

0.120 

0.28 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.08 

0.023 

0.52 

0.40 


Taseeng 

0806000100769300 

3.930 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.575 

-0.47 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.004 

0.08 

0.06 







Non-command 

Quartzite 

2.698 

-0.47 

0.020 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.48 

0.020 

0.36 

0.27 


Taskola 

0812000101451900 

5.816 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.491 

0.34 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.09 

0.11 

0.004 

0.05 

0.03 






Buchara 

Command 

Younger Alluvium 

4.645 

0.34 

0.120 

0.26 

0.01 

0.00 

0.00 

0.00 

0.44 

0.77 

0.98 

0.037 

0.47 

0.27 


Toda 

0813000601756100 

19.024 

Fresh 

Non-command 

Non-command 

Quartzite 

11.034 

1.01 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.27 

0.22 

0.06 

0.102 

0.31 

0.38 


Torda Goojran 

0812000101451800 

9.612 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.138 

0.54 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.001 

0.01 

0.01 







Non-command 

Quartzite 

5.419 

0.54 

0.020 

0.13 

0.01 

0.00 

0.00 

0.00 

0.18 

0.30 

0.46 

0.043 

0.33 

0.20 






Buchara 

Command 

Younger Alluvium 

1.795 

0.54 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.19 

0.31 

0.24 

0.014 

0.11 

0.07 







Command 

Quartzite 

1.570 

0.54 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.06 

0.10 

0.13 

0.012 

0.10 

0.06 


Untoli 

0806000100769000 

10.478 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.335 

-0.55 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.003 

0.02 

0.01 







Non-command 

Quartzite 

0.003 

-0.55 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 

06001020 

Avinashi 

0813000601756500 

2.828 

Fresh 

Non-command 

Non-command 

Quartzite 

2.828 

3.46 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.22 

0.20 

0.04 

0.026 

0.55 

0.60 


Basri Ganeshpura 

0812000301468700 

17.925 

Fresh 

Non-command 

Non-command 

Quartzite 

1.843 

0.70 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.06 

0.04 

0.011 

0.06 

0.04 


Bhojmer 

0813000601750900 

3.826 

Fresh 

Non-command 

Non-command 

Quartzite 

3.826 

3.01 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.26 

0.20 

0.07 

0.035 

0.53 

0.70 


Bhooranpura 

0813000501738500 

8.337 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.774 

1.81 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

1.49 

0.95 

0.21 

0.082 

0.48 

0.75 


Buchara 

0812000101451400 

38.731 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.585 

1.28 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.26 

0.39 

0.05 

0.013 

0.02 

0.02 







Non-command 

Quartzite 

7.699 

1.28 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.25 

0.37 

0.19 

0.061 

0.12 

0.08 


Burja Ki Dhani 

0813000501738600 

9.418 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.480 

2.66 

0.100 

0.14 

0.02 

0.00 

0.00 

0.00 

2.38 

1.58 

0.44 

0.089 

0.47 

0.70 







Non-command 

Quartzite 

0.455 

2.66 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.005 

0.03 

0.04 


By or 

0813000601757500 

4.629 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.253 

0.50 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.03 

0.021 

0.26 

0.31 


Chand Doli 

0812000101451200 

18.723 

Fresh 

Non-command 

Non-command 

Quartzite 

0.429 

0.72 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.003 

0.01 

0.01 


Cheeplata 

0813000601750600 

27.085 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.439 

0.90 

0.080 

0.07 

0.01 

0.00 

0.00 

0.00 

0.59 

0.29 

0.22 

0.068 

0.13 

0.27 







Non-command 

Quartzite 

2.402 

0.90 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.03 

0.022 

0.04 

0.09 


Chhapar 

0813000601750400 

19.109 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.630 

0.48 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.04 

0.006 

0.02 

0.04 







Non-command 

Quartzite 

0.342 

0.48 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.003 

0.01 

0.02 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irriaation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Paota 

0812000101457600 

0.20 

0.16 

- 

0.16 

0.01 

0.17 

0.04 

0.30 

0.02 

0.0300 

0.0016 

0.0019 

0.000 

0.034 

0.058 

0.227 

0.023 

0.204 

0.758 

370.91 

Over Exploited 

Pathreri 

0812000101456800 

0.20 

0.47 

- 

0.47 

0.03 

0.50 

0.05 

0.39 

0.07 

0.0900 

- 

- 

0.001 

0.091 

0.163 

0.664 

0.066 

0.598 

2.394 

400.65 

Over Exploited 

Pawala Rajput 

0812000101449400 

0.06 

0.01 

266.12 

0.01 

- 

0.01 

0.02 

0.18 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.024 

0.001 

0.022 

0.103 

456.94 

Over Exploited 

Pawana Aheer 

0812000101452500 

0.20 

0.26 

42.02 

0.31 

0.01 

0.32 

0.05 

0.38 

0.04 

0.0200 

- 

- 

- 

0.020 

0.057 

0.375 

0.019 

0.356 

0.214 

60.23 

Safe 



0.06 

0.03 

75.86 

0.04 

- 

0.04 

0.03 

0.24 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.050 

0.003 

0.048 

0.093 

195.59 

Over Exploited 

Pichani 

0812000101450000 

0.06 

0.13 

(22.93) 

0.10 

0.01 

0.11 

0.08 

0.62 

0.02 

0.0200 

- 

- 

- 

0.020 

0.039 

0.154 

0.008 

0.146 

0.244 

167.36 

Over Exploited 

Poorannagar 

0812000101448700 

0.20 

0.31 

(3.36) 

0.30 

- 

0.30 

0.05 

0.45 

0.04 

0.0100 

- 

- 

- 

0.010 

0.052 

0.350 

0.018 

0.333 

0.187 

56.16 

Safe 



0.06 

0.01 

102.57 

0.01 

- 

0.01 

0.02 

0.16 

0.00 

- 

- 

- 

- 

- 

0.002 

0.015 

0.001 

0.014 

0.045 

316.41 

Over Exploited 

Pootli 

0812000101455200 

0.20 

0.35 

59.21 

0.43 

- 

0.43 

0.06 

0.50 

0.05 

- 

- 

- 

- 

- 

0.048 

0.474 

0.024 

0.450 

0.032 

7.18 

Safe 

Pragpura 

0812000101457200 

0.20 

0.11 

- 

0.11 

0.00 

0.12 

0.03 

0.21 

0.02 

0.0100 

- 

- 

0.001 

0.011 

0.029 

0.145 

0.014 

0.130 

0.403 

308.87 

Over Exploited 



0.05 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.082 

3,789.87 

Over Exploited 



0.20 

0.42 

- 

0.42 

0.01 

0.43 

0.05 

0.40 

0.07 

0.0300 

0.0031 

0.0037 

0.001 

0.038 

0.104 

0.536 

0.054 

0.482 

0.764 

158.34 

Over Exploited 

Purushottampura 

0812000101450200 

0.06 

0.08 

167,148.38 

0.09 

0.03 

0.12 

0.04 

0.31 

0.01 

0.0900 

- 

- 

- 

0.090 

0.101 

0.221 

0.011 

0.210 

0.882 

419.69 

Over Exploited 

Rahera 

0812000101455600 

0.20 

0.23 

24.86 

0.28 

0.00 

0.28 

0.07 

0.61 

0.03 

- 

- 

- 

0.001 

0.001 

0.033 

0.310 

0.016 

0.295 

0.017 

5.80 

Safe 

Raikaranpura 

0812000101446300 

0.20 

0.38 

(66.64) 

0.30 

0.00 

0.30 

0.08 

0.61 

0.05 

0.0100 

- 

- 

0.001 

0.011 

0.064 

0.369 

0.018 

0.350 

0.196 

55.99 

Safe 

Ramgarh 

0812000101445700 

0.20 

0.12 

(17.63) 

0.10 

- 

0.10 

0.08 

0.61 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.126 

0.006 

0.119 

0.303 

253.87 

Over Exploited 

Ramlyawas 

0813000601756200 

0.08 

0.00 

431,360.86 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.005 

0.012 

213.49 

Over Exploited 

Ramnagar 

0812000101445900 

0.20 

0.02 

143.82 

0.02 

- 

0.02 

0.03 

0.22 

0.00 

- 

- 

- 

- 

- 

0.002 

0.023 

0.001 

0.021 

0.026 

123.54 

Over Exploited 



0.06 

0.00 

28.03 

0.00 

- 

0.00 

0.02 

0.19 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.016 

341.35 

Over Exploited 

Rampura 

0812000101452100 

0.20 

0.33 

117,258.93 

0.39 

0.01 

0.40 

0.05 

0.37 

0.05 

0.0200 

- 

- 

- 

0.020 

0.071 

0.473 

0.024 

0.449 

0.586 

130.43 

Over Exploited 



0.06 

0.04 

317.48 

0.05 

- 

0.05 

0.03 

0.23 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.061 

0.003 

0.058 

0.220 

380.73 

Over Exploited 



0.20 

0.01 

1,314.73 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

0.0005 

0.0006 

- 

0.001 

0.003 

0.015 

0.001 

0.014 

0.109 

773.35 

Over Exploited 



0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

0.0000 

0.0000 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ramsinghpura 

0812000101448500 

0.20 

0.57 

10.81 

0.63 

0.02 

0.65 

0.07 

0.59 

0.08 

0.0500 

- 

- 

- 

0.050 

0.128 

0.782 

0.039 

0.743 

1.244 

167.51 

Over Exploited 

Rooppura 

0812000101451500 

0.06 

0.00 

133,524.67 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.029 

6,963.35 

Over Exploited 

Rughnathpura 

0812000101456900 

0.20 

0.22 

- 

0.22 

0.01 

0.23 

0.09 

0.67 

0.03 

0.0100 

- 

- 

- 

0.010 

0.044 

0.273 

0.027 

0.246 

0.303 

123.29 

Over Exploited 

Sangtera 

0812000101448000 

0.20 

0.05 

- 

0.05 

0.00 

0.05 

0.02 

0.16 

0.01 

0.0100 

- 

- 

0.003 

0.013 

0.019 

0.067 

0.007 

0.060 

0.241 

399.77 

Over Exploited 

Sarbilandpura 

0806000100767700 

0.24 

0.28 

- 

0.28 

0.01 

0.29 

0.08 

0.60 

0.04 

0.0300 

- 

- 

- 

0.030 

0.073 

0.366 

0.037 

0.329 

0.939 

285.15 

Over Exploited 

Saroond 

0812000101452700 

0.20 

0.84 

56.65 

1.01 

0.03 

1.04 

0.07 

0.60 

0.12 

0.0800 

- 

- 

- 

0.080 

0.195 

1.233 

0.062 

1.171 

2.223 

189.78 

Over Exploited 



0.06 

0.00 

65,447.36 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Shahzadpur Nangaliya 

0806000100767600 

0.24 

0.24 

- 

0.24 

0.01 

0.25 

0.08 

0.60 

0.04 

0.0300 

- 

- 

0.001 

0.031 

0.069 

0.321 

0.032 

0.289 

0.871 

301.88 

Over Exploited 

Sherpur 

0806000100769900 

0.24 

0.32 

- 

0.32 

0.02 

0.34 

0.08 

0.60 

0.05 

0.0700 

- 

- 

0.004 

0.074 

0.122 

0.466 

0.047 

0.419 

1.920 

458.11 

Over Exploited 

Shimla 

0806000100770600 

0.24 

0.56 

- 

0.56 

0.01 

0.57 

0.08 

0.60 

0.08 

0.0300 

- 

- 

- 

0.030 

0.115 

0.686 

0.069 

0.617 

0.807 

130.84 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Shuklawas 

0812000101450100 

0.06 

0.03 

174.14 

0.03 

0.01 

0.04 

0.07 

0.51 

0.00 

0.0300 

- 

- 

- 

0.030 

0.034 

0.075 

0.004 

0.072 

0.262 

365.27 

Over Exploited 

Shyamnagar 

0812000101453300 

0.20 

0.27 

113.01 

0.32 

0.01 

0.33 

0.07 

0.60 

0.04 

0.0200 

- 

- 

- 

0.020 

0.056 

0.385 

0.019 

0.366 

0.524 

143.14 

Over Exploited 

Shyampur 

0806000100770500 

0.24 

0.43 

- 

0.43 

0.01 

0.44 

0.08 

0.60 

0.07 

0.0300 

- 

- 

- 

0.030 

0.095 

0.539 

0.054 

0.485 

0.699 

144.16 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sudarpura 

0812000101450400 

0.06 

0.15 

15,145.21 

0.12 

- 

0.12 

0.07 

0.56 

0.02 

- 

- 

- 

- 

- 

0.022 

0.139 

0.007 

0.132 

0.074 

55.97 

Safe 

Sujatnagar 

0812000101452300 

0.20 

0.22 

15.43 

0.25 

- 

0.25 

0.09 

0.66 

0.03 

0.0100 

- 

- 

- 

0.010 

0.044 

0.298 

0.015 

0.283 

0.111 

39.26 

Safe 

Sundarpura 

0812000101455300 

0.20 

0.36 

132.43 

0.44 

0.02 

0.46 

0.07 

0.61 

0.05 

0.0500 

- 

- 

- 

0.050 

0.100 

0.557 

0.028 

0.529 

1.275 

240.96 

Over Exploited 

Talwa 

0812000101450600 

0.06 

0.07 

10,181.46 

0.09 

- 

0.09 

0.05 

0.39 

0.01 

0.0200 

- 

- 

- 

0.020 

0.031 

0.121 

0.006 

0.115 

0.222 

193.31 

Over Exploited 

Talwar 

0806000100767900 

0.24 

0.39 

- 

0.39 

0.01 

0.40 

0.08 

0.60 

0.06 

0.0400 

- 

- 

0.002 

0.042 

0.102 

0.504 

0.050 

0.453 

1.099 

242.55 

Over Exploited 

Taseeng 

0806000100769300 

0.24 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.022 

0.002 

0.020 

0.238 

1,194.56 

Over Exploited 



0.07 

0.07 

- 

0.07 

0.01 

0.08 

0.05 

0.41 

0.01 

0.0200 

- 

- 

- 

0.020 

0.030 

0.108 

0.011 

0.097 

0.499 

513.18 

Over Exploited 

Taskola 

0812000101451900 

0.20 

0.00 

176,346.38 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.006 

0.118 

1,906.11 

Over Exploited 



0.20 

0.43 

77.49 

0.52 

0.01 

0.53 

0.07 

0.54 

0.07 

0.0400 

0.0024 

0.0028 

- 

0.045 

0.113 

0.644 

0.032 

0.612 

1.017 

166.19 

Over Exploited 

Toda 

0813000601756100 

0.08 

0.27 

707,916.39 

0.22 

- 

0.22 

0.05 

0.36 

0.04 

0.0100 

- 

- 

- 

0.010 

0.050 

0.273 

0.014 

0.260 

0.163 

62.63 

Safe 

Torda Goojran 

0812000101451800 

0.20 

0.00 

13,676.20 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.024 

8,108.13 

Over Exploited 



0.06 

0.11 

180.03 

0.13 

0.01 

0.14 

0.05 

0.38 

0.02 

0.0200 

- 

- 

- 

0.020 

0.037 

0.175 

0.009 

0.166 

0.505 

303.89 

Over Exploited 



0.20 

0.04 

700.93 

0.05 

- 

0.05 

0.02 

0.13 

0.01 

0.0100 

0.0009 

0.0011 

- 

0.012 

0.018 

0.065 

0.003 

0.062 

0.258 

418.27 

Over Exploited 



0.06 

0.01 

964.84 

0.01 

- 

0.01 

0.01 

0.11 

0.00 

- 

0.0008 

0.0010 

- 

0.002 

0.003 

0.014 

0.001 

0.013 

0.142 

1,073.77 

Over Exploited 

Untoli 

0806000100769000 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.046 

3,249.28 

Over Exploited 



0.07 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Avinashi 

0813000601756500 

0.08 

0.12 

58.27 

0.15 

- 

0.15 

0.08 

0.63 

0.02 

- 

- 

- 

- 

- 

0.018 

0.166 

0.008 

0.158 

0.061 

38.61 

Safe 

Basri Ganeshpura 

0812000301468700 

0.05 

0.01 

25,134.69 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.050 

753.02 

Over Exploited 

Bhojmer 

0813000601750900 

0.08 

0.16 

20.89 

0.19 

- 

0.19 

0.08 

0.61 

0.02 

0.0100 

- 

- 

- 

0.010 

0.033 

0.228 

0.011 

0.216 

0.103 

47.68 

Safe 

Bhooranpura 

0813000501738500 

0.12 

0.43 

15,394.95 

0.52 

- 

0.52 

0.07 

0.54 

0.06 

0.0100 

- 

- 

- 

0.010 

0.070 

0.591 

0.030 

0.562 

0.288 

51.20 

Safe 

Buchara 

0812000101451400 

0.20 

0.01 

########## 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.019 

0.001 

0.018 

0.061 

334.71 

Over Exploited 



0.06 

0.03 

790,548.14 

0.04 

0.01 

0.05 

0.02 

0.13 

0.00 

0.0200 

- 

- 

- 

0.020 

0.025 

0.073 

0.004 

0.070 

0.246 

353.07 

Over Exploited 

Burja Ki Dhani 

0813000501738600 

0.12 

0.47 

233.99 

0.57 

0.02 

0.59 

0.07 

0.53 

0.07 

0.0500 

- 

- 

- 

0.050 

0.117 

0.706 

0.035 

0.670 

0.533 

79.50 

Semi Critical 



0.08 

0.00 

1,965.21 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.027 

2,309.73 

Over Exploited 

By or 

0813000601757500 

0.10 

0.06 

43.83 

0.07 

- 

0.07 

0.04 

0.30 

0.01 

- 

- 

- 

- 

- 

0.008 

0.080 

0.004 

0.076 

0.050 

65.60 

Safe 

Chand Doli 

0812000101451200 

0.06 

0.00 

2,410.43 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.013 

3,081.20 

Over Exploited 

Cheeplata 

0813000601750600 

0.10 

0.08 

266,245.51 

0.10 

0.01 

0.11 

0.02 

0.15 

0.01 

0.0200 

- 

- 

- 

0.020 

0.031 

0.138 

0.007 

0.131 

0.287 

219.34 

Over Exploited 



0.08 

0.01 

20,319.04 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.010 

0.050 

491.44 

Over Exploited 

Chhapar 

0813000601750400 

0.10 

0.00 

528,020.02 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.049 

4,880.00 

Over Exploited 



0.08 

0.00 

381.12 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.013 

4,660.10 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Choodla 

081300060175670C 

11.788 

Fresh 

Non-command 

Non-command 

Quartzite 

11.788 

2.96 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.75 

0.89 

0.06 

0.108 

0.57 

0.47 


Deepawas 

0813000601751100 

13.236 

Fresh 

Non-command 

Non-command 

Quartzite 

12.799 

1.49 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.44 

0.26 

0.10 

0.118 

0.49 

0.83 


Devipura 

0813000501738800 

4.509 

Fresh 

Non-command 

Non-command 

Quartzite 

4.509 

3.76 

0.015 

0.12 

0.02 

0.00 

0.00 

0.00 

0.35 

0.36 

0.43 

0.047 

0.56 

0.55 


Dudawas 

0812000101451300 

15.928 

Fresh 

Non-command 

Non-command 

Quartzite 

2.661 

0.84 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.12 

0.09 

0.021 

0.10 

0.06 


Ganeshwar 

0813000601749400 

33.161 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.202 

0.42 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.002 

0.00 

0.01 







Non-command 

Quartzite 

3.975 

0.42 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.07 

0.03 

0.12 

0.037 

0.06 

0.14 


Garh Taknet 

0813000501741800 

32.705 

Fresh 

Non-command 

Non-command 

Older Alluvium 

15.654 

0.38 

0.100 

0.19 

0.01 

0.00 

0.00 

0.00 

0.78 

0.52 

0.51 

0.178 

0.24 

0.37 


Ghata Guwar 

0813000601751000 

17.307 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.031 

1.11 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

15.161 

1.11 

0.020 

0.08 

0.00 

0.00 

0.00 

0.00 

0.42 

0.21 

0.13 

0.140 

0.43 

0.85 


Guwar 

0813000601749300 

20.942 

Fresh 

Non-command 

Non-command 

Quartzite 

8.855 

0.84 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.20 

0.09 

0.08 

0.082 

0.20 

0.46 


Hardas Ka Bas 

0813000501738900 

7.670 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.187 

3.51 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.45 

0.41 

0.10 

0.012 

0.08 

0.09 







Non-command 

Younger Alluvium 

0.161 

3.51 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.02 

0.002 

0.01 

0.01 







Non-command 

Quartzite 

1.556 

3.51 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.13 

0.016 

0.11 

0.12 


Hathideh 

0813000501738700 

8.648 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.212 

3.35 

0.100 

0.21 

0.01 

0.00 

0.00 

0.00 

2.95 

2.31 

0.75 

0.086 

0.51 

0.65 







Non-command 

Younger Alluvium 

0.011 

3.35 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

0.424 

3.35 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.004 

0.03 

0.03 


Jhareenda 

0813000601751300 

10.529 

Fresh 

Non-command 

Non-command 

Quartzite 

7.013 

1.04 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.18 

0.09 

0.02 

0.065 

0.33 

0.64 


Jharli 

0813000501739300 

4.576 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.303 

1.11 

0.100 

0.25 

0.01 

0.00 

0.00 

0.00 

0.50 

0.29 

0.98 

0.024 

0.25 

0.43 


Jugalpura 

0813000601756800 

15.638 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.498 

3.06 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.24 

0.02 

0.005 

0.02 

0.01 







Non-command 

Quartzite 

10.723 

3.06 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.72 

0.87 

0.09 

0.099 

0.39 

0.32 


Khiroti Manrooppura 

0813000501738400 

5.773 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.890 

1.12 

0.100 

0.09 

0.01 

0.00 

0.00 

0.00 

0.63 

0.36 

0.28 

0.051 

0.42 

0.74 


Kishanpura 

0813000601756400 

8.774 

Fresh 

Non-command 

Non-command 

Quartzite 

8.774 

2.71 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.52 

0.49 

0.05 

0.081 

0.55 

0.58 


Ladiya 

0813000601750500 

5.367 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.117 

0.91 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.25 

0.11 

0.05 

0.029 

0.27 

0.61 







Non-command 

Quartzite 

0.778 

0.91 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.007 

0.07 

0.15 


Luharwas 

0813000601756300 

12.034 

Fresh 

Non-command 

Non-command 

Quartzite 

6.423 

1.62 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.23 

0.25 

0.01 

0.059 

0.30 

0.27 


Mandoosya 

0813000501741900 

8.982 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.085 

0.32 

0.100 

0.10 

0.00 

0.00 

0.00 

0.00 

0.23 

0.17 

0.34 

0.046 

0.24 

0.32 


Modyadi 

0813000501742000 

6.442 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.925 

0.34 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.17 

0.13 

0.24 

0.033 

0.24 

0.31 


Mokalwas Jhareenda 

0813000601751200 

5.360 

Fresh 

Non-command 

Non-command 

Quartzite 

5.340 

1.06 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.08 

0.05 

0.049 

0.49 

0.91 


Nare 

0813000501739000 

8.105 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.456 

2.11 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.01 

0.005 

0.03 

0.03 


Peetalpur 

0813000601757600 

5.340 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.907 

0.41 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.15 

0.018 

0.19 

0.23 


Ramlyawas 

0813000601756200 

6.051 

Fresh 

Non-command 

Non-command 

Quartzite 

4.413 

1.55 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.12 

0.02 

0.041 

0.39 

0.50 


Rooppura 

0812000101451500 

6.933 

Fresh 

Non-command 

Non-command 

Quartzite 

0.142 

0.56 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 


Rooppura Udalvas 

0813000501738300 

9.203 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.427 

0.93 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.04 

0.004 

0.02 

0.04 


Saidala Bhagwanpura 

0813000601750700 

9.028 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.613 

1.49 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.01 

0.006 

0.03 

0.06 







Non-command 

Quartzite 

8.413 

1.49 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.29 

0.18 

0.05 

0.077 

0.47 

0.78 


Sakray 

0813000601750800 

9.889 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.021 

3.14 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.27 

0.19 

0.02 

0.009 

0.05 

0.08 







Non-command 

Quartzite 

8.866 

3.14 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.60 

0.43 

0.07 

0.082 

0.47 

0.66 


Sanwalpur (Shekhawatan) 

0813000601757400 

6.865 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.595 

0.80 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.29 

0.25 

0.21 

0.033 

0.28 

0.33 


Sanwalpura (Tanwran) 

0813000601756600 

11.117 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.197 

3.76 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.00 

0.002 

0.01 

0.01 







Non-command 

Quartzite 

10.920 

3.76 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.87 

0.79 

0.07 

0.101 

0.54 

0.59 


Surani 

0813000501739100 

32.257 

Fresh 

Non-command 

Non-command 

Older Alluvium 

24.690 

0.65 

0.100 

0.16 

0.00 

0.00 

0.00 

0.00 

1.77 

1.14 

0.31 

0.259 

0.39 

0.60 


Tilokpura 

0813000501739900 

9.079 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.013 

0.35 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Toda 

0813000601756100 

19.024 

Fresh 

Non-command 

Non-command 

Quartzite 

3.041 

1.01 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.02 

0.028 

0.09 

0.10 

River Basin: Shekhawati 

Sub Basin: Dohan 

01001001 

Badalwas 

0805000400732700 

6.222 

Fresh 

Non-command 

Non-command 

Quartzite 

3.316 

1.17 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.13 

0.07 

0.15 

0.030 

0.26 

0.48 


Bagor 

0805000400729500 

0.624 

Fresh 

Non-command 

Non-command 

Quartzite 

0.019 

0.90 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.03 


Bandha Ki Dhani 

0805000400733700 

2.015 

Fresh 

Non-command 

Non-command 

Quartzite 

0.549 

1.06 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.05 

0.005 

0.13 

0.24 


Bansiyal 

0805000400733600 

3.800 

Fresh 

Non-command 

Non-command 

Quartzite 

3.602 

1.01 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.09 

0.033 

0.46 

0.85 


Basai 

0805000400732300 

7.444 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

7.444 

1.11 

0.150 

0.07 

0.00 

0.00 

0.00 

0.00 

1.31 

0.76 

0.21 

0.067 

0.49 

0.84 


Besarda 

0805000400732400 

4.870 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.771 

1.28 

0.150 

0.13 

0.01 

0.00 

0.00 

0.00 

1.04 

0.59 

0.47 

0.043 

0.48 

0.84 


Chirani 

0805000400730000 

4.064 

Fresh 

Non-command 

Non-command 

Quartzite 

0.078 

0.30 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.02 


Dada Fatehpura 

0805000400733300 

10.660 

Fresh 

Non-command 

Non-command 

Quartzite 

10.591 

0.93 

0.020 

0.09 

0.00 

0.00 

0.00 

0.00 

0.29 

0.16 

0.23 

0.096 

0.48 

0.89 


Dalota 

0805000400731600 

2.798 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.798 

0.80 

0.150 

0.06 

0.00 

0.00 

0.00 

0.00 

0.40 

0.23 

0.19 

0.025 

0.49 

0.82 


Dhani llakhar 

0805000400732000 

2.973 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.973 

0.98 

0.150 

0.16 

0.01 

0.00 

0.00 

0.00 

0.59 

0.34 

0.59 

0.027 

0.49 

0.85 


Dheerajpura 

0805000400733100 

4.245 

Fresh 

Non-command 

Non-command 

Quartzite 

4.245 

1.00 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.03 

0.038 

0.48 

0.88 


Dhosi 

0805000400731300 

5.660 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.658 

0.27 

0.150 

0.14 

0.01 

0.00 

0.00 

0.00 

0.32 

0.21 

0.50 

0.042 

0.41 

0.62 


Doodhwa Nangliya 

0805000400731700 

11.100 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.508 

0.91 

0.150 

0.04 

0.00 

0.00 

0.00 

0.00 

0.25 

0.14 

0.13 

0.014 

0.07 

0.12 







Non-command 

Quartzite 

0.045 

0.91 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gorir 

0805000400731800 

14.724 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.486 

0.98 

0.150 

0.04 

0.00 

0.00 

0.00 

0.00 

0.70 

0.39 

0.12 

0.041 

0.15 

0.26 







Non-command 

Quartzite 

8.633 

0.98 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.23 

0.13 

0.14 

0.078 

0.28 

0.51 


Jamalpur 

0805000400732200 

6.562 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.562 

1.39 

0.150 

0.07 

0.00 

0.00 

0.00 

0.00 

1.44 

0.85 

0.21 

0.059 

0.49 

0.84 


Kishanpura 

0805000400731900 

3.978 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.712 

0.90 

0.150 

0.09 

0.00 

0.00 

0.00 

0.00 

0.59 

0.35 

0.31 

0.034 

0.46 

0.77 


Kurand 

0805000400730100 

4.854 

Fresh 

Non-command 

Non-command 

Quartzite 

0.110 

0.41 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 


Mehara Jatoowas 

0805000400732900 

5.845 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.850 

1.01 

0.150 

0.04 

0.00 

0.00 

0.00 

0.01 

0.31 

0.17 

0.15 

0.017 

0.15 

0.28 







Non-command 

Quartzite 

3.995 

1.01 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.14 

0.08 

0.18 

0.036 

0.33 

0.60 


Modi 

0805000400733000 

2.178 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.711 

0.98 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.08 

0.10 

0.006 

0.16 

0.28 







Non-command 

Quartzite 

1.295 

0.98 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.10 

0.012 

0.29 

0.51 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Choodla 

0813000601756700 

0.08 

0.53 

67.30 

0.64 

- 

0.64 

0.09 

0.65 

0.08 

0.0100 

- 

- 

- 

0.010 

0.091 

0.731 

0.037 

0.695 

0.170 

24.55 

Safe 

Deepawas 

0813000601751100 

0.08 

0.50 

(47.74) 

0.40 

- 

0.40 

0.07 

0.56 

0.07 

0.0100 

- 

- 

- 

0.010 

0.079 

0.480 

0.024 

0.456 

0.218 

47.78 

Safe 

Devipura 

0813000501738800 

0.08 

0.20 

79.59 

0.24 

0.02 

0.26 

0.08 

0.64 

0.03 

0.0500 

- 

- 

- 

0.050 

0.080 

0.340 

0.017 

0.323 

0.479 

148.24 

Over Exploited 

Dudawas 

0812000101451300 

0.06 

0.02 

658.28 

0.02 

- 

0.02 

0.01 

0.11 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.031 

0.002 

0.029 

0.111 

377.50 

Over Exploited 

Ganeshwar 

0813000601749400 

0.10 

0.00 

11,774.93 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.021 

29,328.04 

Over Exploited 



0.08 

0.02 

26,047.35 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.032 

0.002 

0.030 

0.152 

497.62 

Over Exploited 

Garh Taknet 

0813000501741800 

0.15 

0.57 

(9.58) 

0.52 

0.01 

0.53 

0.03 

0.28 

0.08 

0.0200 

- 

- 

- 

0.020 

0.097 

0.622 

0.031 

0.591 

0.685 

115.88 

Over Exploited 

Ghata Guwar 

0813000601751000 

0.10 

0.00 

53,329.68 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.50 

379,911.42 

0.40 

- 

0.40 

0.06 

0.48 

0.07 

0.0100 

- 

- 

- 

0.010 

0.077 

0.480 

0.024 

0.456 

0.273 

59.77 

Safe 

Guwar 

0813000601749300 

0.08 

0.14 

36,986.12 

0.11 

- 

0.11 

0.03 

0.22 

0.02 

0.0100 

- 

- 

- 

0.010 

0.028 

0.139 

0.007 

0.132 

0.161 

121.56 

Over Exploited 

Hardas Ka Bas 

0813000501738900 

0.12 

0.01 

3,279.06 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.026 

0.001 

0.025 

0.111 

446.73 

Over Exploited 



0.15 

0.00 

25,456.37 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.024 

6,644.74 

Over Exploited 



0.08 

0.01 

705.84 

0.02 

- 

0.02 

0.02 

0.13 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.029 

0.001 

0.027 

0.148 

545.65 

Over Exploited 

Hathideh 

0813000501738700 

0.12 

0.50 

361.80 

0.60 

0.01 

0.61 

0.07 

0.58 

0.07 

0.0800 

- 

- 

- 

0.080 

0.151 

0.760 

0.038 

0.722 

0.832 

115.22 

Over Exploited 



0.15 

0.00 

295,969.01 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

2,654.03 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.045 

4,021.16 

Over Exploited 

Jhareenda 

0813000601751300 

0.08 

0.18 

(50.75) 

0.15 

- 

0.15 

0.04 

0.37 

0.02 

- 

- 

- 

- 

- 

0.025 

0.171 

0.009 

0.162 

0.083 

50.81 

Safe 

Jharli 

0813000501739300 

0.12 

0.07 

319.78 

0.08 

0.01 

0.09 

0.03 

0.29 

0.01 

0.0400 

- 

- 

- 

0.040 

0.050 

0.143 

0.007 

0.136 

1.003 

737.32 

Over Exploited 

Jugalpura 

0813000601756800 

0.15 

0.00 

17,288.45 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.021 

1,185.90 

Over Exploited 



0.08 

0.33 

161.27 

0.40 

- 

0.40 

0.06 

0.45 

0.05 

0.0100 

- 

- 

- 

0.010 

0.060 

0.462 

0.023 

0.439 

0.193 

43.94 

Safe 

Khiroti Manrooppura 

0813000501738400 

0.12 

0.25 

########## 

0.30 

0.01 

0.31 

0.06 

0.48 

0.03 

0.0300 

- 

- 

- 

0.030 

0.064 

0.370 

0.018 

0.351 

0.327 

93.19 

Critical 

Kishanpura 

0813000601756400 

0.08 

0.39 

26.05 

0.46 

- 

0.46 

0.08 

0.63 

0.06 

0.0100 

- 

- 

- 

0.010 

0.067 

0.529 

0.026 

0.503 

0.129 

25.62 

Safe 

Ladiya 

0813000601750500 

0.10 

0.08 

71,494.12 

0.10 

- 

0.10 

0.04 

0.31 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.117 

0.006 

0.111 

0.079 

70.96 

Semi Critical 



0.08 

0.00 

(348.11) 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.005 

0.011 

212.78 

Over Exploited 

Luharwas 

0813000601756300 

0.08 

0.15 

65.61 

0.18 

- 

0.18 

0.05 

0.34 

0.02 

- 

- 

- 

- 

- 

0.023 

0.208 

0.010 

0.197 

0.070 

35.54 

Safe 

Mandoosya 

0813000501741900 

0.15 

0.15 

17.37 

0.17 

- 

0.17 

0.03 

0.27 

0.02 

0.0100 

- 

- 

- 

0.010 

0.030 

0.202 

0.010 

0.192 

0.381 

199.14 

Over Exploited 

Modyadi 

0813000501742000 

0.15 

0.11 

24.33 

0.13 

- 

0.13 

0.03 

0.28 

0.01 

0.0100 

- 

- 

- 

0.010 

0.025 

0.152 

0.008 

0.145 

0.270 

186.93 

Over Exploited 

Mokalwas Jhareenda 

0813000601751200 

0.08 

0.21 

(63.33) 

0.17 

- 

0.17 

0.07 

0.56 

0.03 

0.0100 

- 

- 

- 

0.010 

0.039 

0.208 

0.010 

0.197 

0.103 

52.29 

Safe 

Nare 

0813000501739000 

0.12 

0.00 

5,539.86 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.019 

876.07 

Over Exploited 

Peetalpur 

0813000601757600 

0.10 

0.04 

131.69 

0.04 

- 

0.04 

0.03 

0.22 

0.01 

0.0100 

- 

- 

- 

0.010 

0.015 

0.059 

0.003 

0.056 

0.167 

295.80 

Over Exploited 

Ramlyawas 

0813000601756200 

0.08 

0.14 

15,721.34 

0.12 

- 

0.12 

0.06 

0.44 

0.02 

- 

- 

- 

- 

- 

0.020 

0.140 

0.007 

0.133 

0.059 

43.94 

Safe 

Rooppura 

0812000101451500 

0.06 

0.00 

2,661.25 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.014 

10,816.64 

Over Exploited 

Rooppura Udalvas 

0813000501738300 

0.12 

0.00 

2,142.55 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.040 

2,743.05 

Over Exploited 

Saidala Bhagwanpura 

0813000601750700 

0.10 

0.00 

2,009.76 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.016 

581.45 

Over Exploited 



0.08 

0.32 

(44.35) 

0.26 

- 

0.26 

0.07 

0.54 

0.04 

0.0100 

- 

- 

- 

0.010 

0.054 

0.310 

0.015 

0.294 

0.125 

42.65 

Safe 

Sakray 

0813000601750800 

0.10 

0.01 

3,349.02 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.028 

402.11 

Over Exploited 



0.08 

0.33 

28.10 

0.40 

- 

0.40 

0.07 

0.54 

0.05 

0.0100 

- 

- 

- 

0.010 

0.058 

0.458 

0.023 

0.435 

0.152 

34.83 

Safe 

Sanwalpur (Shekhawatan) 

0813000601757400 

0.10 

0.10 

143.41 

0.12 

- 

0.12 

0.04 

0.32 

0.01 

0.0100 

- 

- 

- 

0.010 

0.025 

0.147 

0.007 

0.140 

0.247 

176.57 

Over Exploited 

Sanwalpura (Tanwran) 

0813000601756600 

0.10 

0.00 

28,122.74 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

743.84 

Over Exploited 



0.08 

0.47 

68.73 

0.56 

- 

0.56 

0.08 

0.62 

0.07 

0.0100 

- 

- 

- 

0.010 

0.079 

0.642 

0.032 

0.610 

0.172 

28.14 

Safe 

Surani 

0813000501739100 

0.12 

1.16 

(1.25) 

1.14 

- 

1.14 

0.05 

0.44 

0.16 

0.0100 

- 

- 

- 

0.010 

0.170 

1.313 

0.066 

1.247 

0.571 

45.80 

Safe 

Tilokpura 

0813000501739900 

0.15 

0.00 

14,845.12 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Toda 

0813000601756100 

0.08 

0.02 

708,494.16 

0.02 

- 

0.02 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.003 

0.027 

0.001 

0.026 

0.046 

176.58 

Over Exploited 


River Basin: Shekhawati 


Sub Basin: Dohan 

Badalwas 

0805000400732700 

0.09 

0.08 

(10.42) 

0.07 

- 

0.07 

0.04 

0.30 

0.01 

0.0200 

- 

- 

- 

0.020 

0.033 

0.102 

0.005 

0.097 

0.175 

180.60 

Over Exploited 

Bagor 

0805000400729500 

0.09 

0.00 

714.53 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.008 

25,531.16 

Over Exploited 

Bandha Ki Dhani 

0805000400733700 

0.09 

0.01 

80.49 

0.01 

- 

0.01 

0.02 

0.15 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.019 

0.001 

0.018 

0.052 

288.42 

Over Exploited 

Bansiyal 

0805000400733600 

0.09 

0.15 

(162.64) 

0.12 

- 

0.12 

0.08 

0.54 

0.03 

0.0100 

- 

- 

- 

0.010 

0.036 

0.155 

0.008 

0.147 

0.123 

83.33 

Semi Critical 

Basai 

0805000400732300 

0.22 

0.80 

(5.10) 

0.76 

0.00 

0.76 

0.08 

0.57 

0.13 

0.0100 

- 

- 

0.002 

0.012 

0.144 

0.907 

0.045 

0.861 

0.277 

32.19 

Safe 

Besarda 

0805000400732400 

0.22 

0.50 

16.84 

0.59 

0.01 

0.60 

0.08 

0.56 

0.08 

0.0200 

- 

- 

- 

0.020 

0.103 

0.698 

0.035 

0.664 

0.508 

76.58 

Semi Critical 

Chirani 

0805000400730000 

0.09 

0.00 

135.28 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.009 

11,180.80 

Over Exploited 

Dada Fatehpura 

0805000400733300 

0.09 

0.46 

(165.89) 

0.37 

- 

0.37 

0.08 

0.56 

0.08 

0.0100 

- 

- 

- 

0.010 

0.089 

0.456 

0.023 

0.433 

0.324 

74.81 

Semi Critical 

Dalota 

0805000400731600 

0.22 

0.30 

(21.81) 

0.24 

0.00 

0.24 

0.08 

0.57 

0.05 

0.0100 

- 

- 

0.001 

0.012 

0.061 

0.303 

0.015 

0.287 

0.214 

74.56 

Semi Critical 

Dhani llakhar 

0805000400732000 

0.22 

0.32 

5.40 

0.34 

0.01 

0.35 

0.08 

0.57 

0.05 

0.0200 

- 

- 

0.001 

0.021 

0.074 

0.421 

0.021 

0.400 

0.613 

153.18 

Over Exploited 

Dheerajpura 

0805000400733100 

0.09 

0.19 

(69.74) 

0.15 

0.00 

0.15 

0.08 

0.57 

0.03 

- 

- 

- 

0.004 

0.004 

0.036 

0.186 

0.009 

0.177 

0.066 

37.52 

Safe 

Dhosi 

0805000400731300 

0.22 

0.42 

(49.92) 

0.33 

0.01 

0.34 

0.07 

0.47 

0.07 

0.0200 

- 

- 

- 

0.020 

0.087 

0.432 

0.022 

0.411 

0.539 

131.27 

Over Exploited 

Doodhwa Nangliya 

0805000400731700 

0.22 

0.02 

545.34 

0.03 

- 

0.03 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.004 

0.030 

0.001 

0.028 

0.145 

510.79 

Over Exploited 



0.09 

0.00 

6,117.62 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gorir 

0805000400731800 

0.22 

0.15 

170.29 

0.17 

- 

0.17 

0.02 

0.17 

0.02 

- 

- 

- 

- 

- 

0.025 

0.199 

0.010 

0.189 

0.158 

83.23 

Semi Critical 



0.09 

0.22 

(41.58) 

0.18 

- 

0.18 

0.05 

0.33 

0.04 

0.0100 

- 

- 

- 

0.010 

0.047 

0.224 

0.011 

0.213 

0.218 

102.63 

Over Exploited 

Jamalpur 

0805000400732200 

0.22 

0.71 

19.11 

0.85 

0.00 

0.85 

0.08 

0.57 

0.12 

0.0100 

- 

- 

0.002 

0.012 

0.127 

0.975 

0.049 

0.926 

0.268 

28.99 

Safe 

Kishanpura 

0805000400731900 

0.22 

0.37 

(6.34) 

0.35 

- 

0.35 

0.08 

0.53 

0.06 

0.0100 

- 

- 

- 

0.010 

0.072 

0.422 

0.021 

0.400 

0.348 

86.79 

Semi Critical 

Kurand 

0805000400730100 

0.09 

0.00 

363.39 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Mehara Jatoowas 

0805000400732900 

0.22 

0.06 

173.31 

0.07 

0.01 

0.09 

0.03 

0.18 

0.01 

0.0100 

- 

- 

0.020 

0.030 

0.041 

0.130 

0.006 

0.123 

0.163 

132.26 

Over Exploited 



0.09 

0.12 

(35.24) 

0.10 

0.00 

0.10 

0.06 

0.39 

0.02 

0.0100 

- 

- 

0.003 

0.013 

0.033 

0.130 

0.007 

0.124 

0.211 

170.35 

Over Exploited 

Modi 

0805000400733000 

0.22 

0.02 

205.16 

0.03 

- 

0.03 

0.03 

0.19 

0.00 

- 

- 

- 

- 

- 

0.004 

0.034 

0.002 

0.032 

0.108 

336.75 

Over Exploited 



0.09 

0.03 

(7.43) 

0.03 

- 

0.03 

0.05 

0.34 

0.01 

- 

- 

- 

- 

- 

0.006 

0.037 

0.002 

0.035 

0.107 

305.66 

Over Exploited 



Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Morki 

0805000400734300 

6.445 

Fresh 

Non-command 

Non-command 

Quartzite 

0.070 

1.10 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Mukandpura 

0805000400731500 

3.447 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.447 

0.64 

0.150 

0.07 

0.00 

0.00 

0.00 

0.00 

0.40 

0.25 

0.23 

0.031 

0.49 

0.79 


Nalpur 

0805000400733200 

9.092 

Fresh 

Non-command 

Non-command 

Quartzite 

5.287 

1.01 

0.020 

0.14 

0.01 

0.00 

0.00 

0.00 

0.24 

0.13 

0.49 

0.048 

0.28 

0.52 


Nangaliya Gujarwas 

0805000400732800 

8.718 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.781 

1.10 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.31 

0.17 

0.06 

0.016 

0.10 

0.18 







Non-command 

Quartzite 

6.711 

1.10 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.21 

0.11 

0.18 

0.061 

0.37 

0.68 


Naya Nagar 

0805000400732500 

2.890 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.205 

1.30 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.44 

0.24 

0.03 

0.020 

0.37 

0.67 







Non-command 

Quartzite 

0.600 

1.30 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.005 

0.10 

0.18 


Papurana 

0805000400733800 

18.057 

Fresh 

Non-command 

Non-command 

Quartzite 

3.324 

1.12 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.12 

0.07 

0.20 

0.030 

0.09 

0.17 


Rampura 

0805000400733400 

0.880 

Fresh 

Non-command 

Non-command 

Quartzite 

0.880 

0.98 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.04 

0.008 

0.48 

0.89 


Sihor 

0805000400732600 

5.380 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.129 

1.31 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.01 

0.001 

0.01 

0.02 







Non-command 

Quartzite 

0.004 

1.31 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Thathwari 

0805000400731400 

2.923 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.923 

0.52 

0.150 

0.10 

0.00 

0.00 

0.00 

0.00 

0.33 

0.21 

0.36 

0.026 

0.49 

0.77 


Tiba 

0805000400732100 

1.106 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.106 

1.08 

0.150 

0.08 

0.00 

0.00 

0.00 

0.00 

0.26 

0.15 

0.30 

0.010 

0.49 

0.84 


Tihara 

0805000400729900 

2.341 

Fresh 

Non-command 

Non-command 

Quartzite 

1.230 

0.67 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.10 

0.011 

0.26 

0.47 


Tyonda 

0805000400733500 

12.188 

Fresh 

Non-command 

Non-command 

Quartzite 

11.669 

1.04 

0.020 

0.15 

0.01 

0.00 

0.00 

0.00 

0.38 

0.21 

0.47 

0.106 

0.46 

0.85 

01001002 

Ajeetpura 

0805000400734100 

2.307 

Fresh 

Non-command 

Non-command 

Quartzite 

2.307 

1.21 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.01 

0.021 

0.48 

0.96 


Babai 

0805000400736200 

7.534 

Fresh 

Non-command 

Non-command 

Quartzite 

6.814 

1.91 

0.020 

0.69 

0.00 

0.00 

0.00 

0.00 

0.95 

0.48 

0.13 

1.996 

0.43 

0.86 


Badalwas 

0805000400732700 

6.222 

Fresh 

Non-command 

Non-command 

Quartzite 

2.801 

1.17 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.12 

0.025 

0.22 

0.40 


Bagrawa 

0813000601746900 

4.737 

Fresh 

Non-command 

Non-command 

Quartzite 

3.785 

1.62 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.16 

0.08 

0.14 

0.035 

0.39 

0.76 


Ballabh Das Pura 

0813000601749000 

4.487 

Fresh 

Non-command 

Non-command 

Quartzite 

0.489 

0.18 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.02 

0.004 

0.05 

0.13 


Bandha Ki Dhani 

0805000400733700 

2.015 

Fresh 

Non-command 

Non-command 

Quartzite 

1.228 

1.06 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.11 

0.011 

0.30 

0.55 


Bihar 

0813000601746800 

4.608 

Fresh 

Non-command 

Non-command 

Quartzite 

4.606 

1.66 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.19 

0.10 

0.15 

0.042 

0.49 

0.91 


Bihari Pur 

0813000601746200 

16.408 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.000 

1.39 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

15.846 

1.39 

0.020 

0.11 

0.00 

0.00 

0.00 

0.00 

0.55 

0.29 

0.26 

0.146 

0.47 

0.89 


Charanwas @Puranabas 

0813000601743900 

2.890 

Fresh 

Non-command 

Non-command 

Quartzite 

0.985 

0.00 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.009 

0.16 

0.40 


Chundara 

0805000400735900 

7.018 

Fresh 

Non-command 

Non-command 

Quartzite 

5.451 

2.19 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.27 

0.11 

0.05 

0.049 

0.36 

0.85 


Dabla 

0813000601746300 

6.725 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.000 

1.52 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

6.536 

1.52 

0.020 

0.23 

0.01 

0.00 

0.00 

0.00 

0.42 

0.23 

0.85 

0.060 

0.47 

0.86 


Dayal Ki Nangal 

0813000601746000 

5.355 

Fresh 

Non-command 

Non-command 

Quartzite 

5.355 

1.25 

0.020 

0.10 

0.00 

0.00 

0.00 

0.00 

0.23 

0.11 

0.32 

0.049 

0.48 

0.97 


Dhani Chala 

0813000601748200 

4.452 

Fresh 

Non-command 

Non-command 

Quartzite 

4.452 

0.64 

0.020 

0.16 

0.01 

0.00 

0.00 

0.00 

0.21 

0.08 

0.58 

0.041 

0.46 

1.17 


Dokan 

0813000601747900 

42.356 

Fresh 

Non-command 

Non-command 

Quartzite 

4.937 

1.37 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.07 

0.03 

0.045 

0.06 

0.12 


Doonga Ki Nangal 

0813000601747400 

4.849 

Fresh 

Non-command 

Non-command 

Quartzite 

4.712 

1.76 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.21 

0.12 

0.12 

0.043 

0.49 

0.84 


Gadrata 

0805000400734200 

7.365 

Fresh 

Non-command 

Non-command 

Quartzite 

7.226 

1.11 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.21 

0.11 

0.12 

0.065 

0.47 

0.91 


Gaonli 

0813000601746100 

1.379 

Fresh 

Non-command 

Non-command 

Quartzite 

1.379 

1.22 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.19 

0.013 

0.48 

0.94 


Godawas 

0813000601748300 

7.700 

Fresh 

Non-command 

Non-command 

Quartzite 

5.330 

0.27 

0.020 

0.09 

0.00 

0.00 

0.00 

0.00 

0.12 

0.05 

0.29 

0.049 

0.32 

0.81 


Imloha 

0813000601747000 

8.786 

Fresh 

Non-command 

Non-command 

Quartzite 

4.392 

1.62 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.08 

0.04 

0.040 

0.24 

0.48 


Jat Ki Nangal 

0813000601747500 

1.402 

Fresh 

Non-command 

Non-command 

Quartzite 

1.292 

1.88 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.01 

0.012 

0.46 

0.82 


Jatala 

0813000601745300 

4.837 

Fresh 

Non-command 

Non-command 

Quartzite 

4.837 

0.84 

0.020 

0.08 

0.00 

0.00 

0.00 

0.00 

0.16 

0.07 

0.27 

0.045 

0.46 

1.14 


Jeelo 

0813000601745900 

20.809 

Fresh 

Non-command 

Non-command 

Quartzite 

18.902 

1.29 

0.020 

0.13 

0.00 

0.00 

0.00 

0.00 

0.62 

0.29 

0.31 

0.174 

0.43 

0.91 


Jhalra 

0813000601745600 

7.961 

Fresh 

Non-command 

Non-command 

Quartzite 

7.961 

1.33 

0.020 

0.15 

0.01 

0.00 

0.00 

0.00 

0.35 

0.16 

0.51 

0.073 

0.47 

1.03 


Kala Kota 

0813000601745800 

2.240 

Fresh 

Non-command 

Non-command 

Quartzite 

0.816 

0.99 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.04 

0.008 

0.17 

0.39 


Kanwar Ki Nagal 

0813000601746400 

9.490 

Fresh 

Non-command 

Non-command 

Quartzite 

8.804 

1.66 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.35 

0.21 

0.18 

0.081 

0.46 

0.79 


Karjo 

0813000601752300 

5.116 

Fresh 

Non-command 

Non-command 

Quartzite 

0.033 

1.96 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khadra 

0813000601748500 

11.433 

Fresh 

Non-command 

Non-command 

Quartzite 

1.287 

0.70 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.01 

0.012 

0.05 

0.13 


Khori 

0813000601747600 

1.048 

Fresh 

Non-command 

Non-command 

Quartzite 

1.005 

1.99 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.02 

0.009 

0.48 

0.83 


Kishor Pura 

0813000601747700 

9.444 

Fresh 

Non-command 

Non-command 

Quartzite 

5.263 

1.89 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.24 

0.13 

0.10 

0.048 

0.27 

0.51 


Kunwara @ Ramnagar 

0813000601745700 

10.259 

Fresh 

Non-command 

Non-command 

Quartzite 

10.115 

0.93 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.24 

0.10 

0.09 

0.093 

0.46 

1.07 


Lakhaki Nangal 

0813000601745500 

4.411 

Fresh 

Non-command 

Non-command 

Quartzite 

4.411 

1.83 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.23 

0.10 

0.21 

0.041 

0.47 

1.05 


Mahawa 

0813000601748100 

7.818 

Fresh 

Non-command 

Non-command 

Quartzite 

5.095 

0.75 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.13 

0.05 

0.19 

0.047 

0.30 

0.76 


Makri 

0813000601744700 

6.295 

Fresh 

Non-command 

Non-command 

Quartzite 

4.301 

1.13 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.14 

0.05 

0.09 

0.040 

0.31 

0.80 


Mandana 

0805000400736100 

3.249 

Fresh 

Non-command 

Non-command 

Quartzite 

0.586 

2.06 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.005 

0.09 

0.17 


Mandoli 

0813000601744400 

9.575 

Fresh 

Non-command 

Non-command 

Quartzite 

6.283 

0.33 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.03 

0.04 

0.058 

0.30 

0.77 


Mawanda Kalan 

0813000601748000 

14.596 

Fresh 

Non-command 

Non-command 

Quartzite 

12.160 

0.77 

0.020 

0.11 

0.00 

0.00 

0.00 

0.00 

0.30 

0.12 

0.31 

0.112 

0.38 

0.96 


Mawanda Khurd 

0813000601745000 

13.252 

Fresh 

Non-command 

Non-command 

Quartzite 

10.083 

2.06 

0.020 

0.10 

0.00 

0.00 

0.00 

0.02 

0.49 

0.20 

0.28 

0.093 

0.35 

0.87 


Meena Ki Nangal 

0813000601752500 

6.873 

Fresh 

Non-command 

Non-command 

Quartzite 

1.482 

1.63 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.03 

0.014 

0.11 

0.16 


Morki 

0805000400734300 

6.445 

Fresh 

Non-command 

Non-command 

Quartzite 

0.206 

1.10 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.02 

0.03 


Napawali 

0813000601744900 

3.288 

Fresh 

Non-command 

Non-command 

Quartzite 

2.855 

2.04 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.06 

0.07 

0.026 

0.40 

1.01 


Natha Ki Nangal 

0813000601745400 

5.544 

Fresh 

Non-command 

Non-command 

Quartzite 

5.544 

1.45 

0.020 

0.17 

0.01 

0.00 

0.00 

0.00 

0.32 

0.14 

0.61 

0.051 

0.46 

1.10 


Nawanda Railway Station 

0813000601745100 

4.674 

Fresh 

Non-command 

Non-command 

Quartzite 

4.674 

2.03 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.24 

0.10 

0.16 

0.043 

0.46 

1.15 


Naya Nagar 

0805000400732500 

2.890 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.085 

1.30 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.01 

0.03 


Neem-Ka-Thana (M) 

0813000641309000 

15.492 

Fresh 

Non-command 

Non-command 

Quartzite 

1.891 

0.16 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.08 

0.03 

0.02 

0.190 

0.06 

0.14 


Neemod 

0813000601748600 

8.081 

Fresh 

Non-command 

Non-command 

Quartzite 

0.302 

0.20 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.003 

0.02 

0.04 


Panchoo Kharkhara 

0813000601752400 

6.959 

Fresh 

Non-command 

Non-command 

Quartzite 

6.502 

1.93 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.30 

0.19 

0.11 

0.060 

0.48 

0.75 


Papurana 

0805000400733800 

18.057 

Fresh 

Non-command 

Non-command 

Quartzite 

14.036 

1.12 

0.020 

0.25 

0.03 

0.00 

0.00 

0.00 

0.53 

0.29 

0.83 

0.127 

0.38 

0.70 


Patan 

0813000601747800 

22.270 

Fresh 

Non-command 

Non-command 

Quartzite 

1.034 

1.85 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.01 

0.010 

0.02 

0.04 


Pratappura 

0805000400736400 

12.376 

Fresh 

Non-command 

Non-command 

Quartzite 

12.319 

1.71 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.48 

0.25 

0.09 

0.111 

0.48 

0.94 


Ram Kunwarpura 

0805000400733900 

9.380 

Fresh 

Non-command 

Non-command 

Quartzite 

9.380 

1.17 

0.020 

0.10 

0.00 

0.00 

0.00 

0.01 

0.31 

0.16 

0.31 

0.085 

0.48 

0.91 


Ramsing Ki Dhani 

0813000601747300 

3.897 

Fresh 

Non-command 

Non-command 

Quartzite 

3.184 

1.70 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.15 

0.08 

0.12 

0.029 

0.40 

0.73 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Morki 

0805000400734300 

0.09 

0.00 

2,226.50 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Mukandpura 

0805000400731500 

0.22 

0.37 

(33.96) 

0.30 

0.00 

0.30 

0.08 

0.57 

0.06 

0.0100 

- 

- 

0.002 

0.012 

0.073 

0.372 

0.019 

0.354 

0.264 

74.70 

Semi Critical 

Nalpur 

0805000400733200 

0.09 

0.13 

(3.50) 

0.13 

0.01 

0.14 

0.05 

0.33 

0.02 

0.0200 

- 

- 

- 

0.020 

0.043 

0.182 

0.009 

0.173 

0.539 

311.48 

Over Exploited 

Nangaliya Gujarwas 

0805000400732800 

0.22 

0.04 

344.88 

0.05 

- 

0.05 

0.02 

0.12 

0.01 

- 

- 

- 

- 

- 

0.007 

0.053 

0.003 

0.050 

0.077 

152.72 

Over Exploited 



0.09 

0.23 

107,124.53 

0.18 

- 

0.18 

0.06 

0.44 

0.04 

0.0100 

- 

- 

- 

0.010 

0.048 

0.228 

0.011 

0.217 

0.241 

111.09 

Over Exploited 

Naya Nagar 

0805000400732500 

0.22 

0.18 

35.23 

0.22 

0.00 

0.22 

0.06 

0.43 

0.03 

- 

- 

- 

0.001 

0.001 

0.031 

0.247 

0.012 

0.234 

0.049 

20.88 

Safe 



0.09 

0.01 

58.12 

0.01 

- 

0.01 

0.02 

0.12 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.005 

76.87 

Semi Critical 

Papurana 

0805000400733800 

0.09 

0.03 

51.02 

0.03 

0.01 

0.04 

0.02 

0.10 

0.00 

0.0200 

- 

- 

- 

0.020 

0.025 

0.067 

0.003 

0.063 

0.232 

367.26 

Over Exploited 

Rampura 

0805000400733400 

0.09 

0.04 

(61.18) 

0.03 

- 

0.03 

0.08 

0.57 

0.01 

- 

- 

- 

- 

- 

0.007 

0.037 

0.002 

0.035 

0.048 

135.52 

Over Exploited 

Sihor 

0805000400732600 

0.22 

0.00 

4,099.85 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.015 

3,557.40 

Over Exploited 



0.09 

0.00 

68,651.96 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Thathwari 

0805000400731400 

0.22 

0.32 

(34.06) 

0.25 

0.00 

0.26 

0.08 

0.58 

0.05 

0.0100 

- 

- 

0.001 

0.011 

0.062 

0.317 

0.016 

0.302 

0.388 

128.79 

Over Exploited 

Tiba 

0805000400732100 

0.22 

0.12 

27.66 

0.14 

0.00 

0.14 

0.08 

0.57 

0.02 

0.0100 

- 

- 

0.001 

0.011 

0.030 

0.174 

0.009 

0.166 

0.310 

187.16 

Over Exploited 

Tihara 

0805000400729900 

0.09 

0.03 

11,443.79 

0.03 

- 

0.03 

0.04 

0.30 

0.00 

0.0100 

- 

- 

- 

0.010 

0.015 

0.040 

0.002 

0.038 

0.112 

295.84 

Over Exploited 

Tyonda 

0805000400733500 

0.09 

0.49 

216,007.89 

0.39 

0.01 

0.40 

0.08 

0.54 

0.08 

0.0500 

- 

- 

- 

0.050 

0.133 

0.533 

0.027 

0.506 

0.578 

114.11 

Over Exploited 

Ajeetpura 

0805000400734100 

0.09 

0.10 

(67.50) 

0.08 

0.00 

0.08 

0.08 

0.55 

0.02 

- 

- 

- 

0.002 

0.002 

0.017 

0.098 

0.005 

0.093 

0.032 

34.40 

Safe 

Babai 

0805000400736200 

0.09 

0.27 

(19.13) 

0.32 

- 

0.32 

0.07 

0.50 

0.04 

- 

- 

- 

- 

- 

0.043 

0.361 

0.018 

0.343 

2.127 

620.54 

Over Exploited 

Badalwas 

0805000400732700 

0.09 

0.05 

3.92 

0.06 

- 

0.06 

0.04 

0.25 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.076 

0.004 

0.073 

0.140 

193.43 

Over Exploited 

Bagrawa 

0813000601746900 

0.08 

0.12 

(129.66) 

0.09 

0.01 

0.10 

0.06 

0.44 

0.02 

0.0200 

- 

- 

- 

0.020 

0.037 

0.140 

0.007 

0.133 

0.177 

132.53 

Over Exploited 

Ballabh Das Pura 

0813000601749000 

0.08 

0.00 

131.84 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.022 

920.54 

Over Exploited 

Bandha Ki Dhani 

0805000400733700 

0.09 

0.03 

100,311.69 

0.03 

- 

0.03 

0.05 

0.35 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.046 

0.002 

0.044 

0.121 

278.09 

Over Exploited 

Bihar 

0813000601746800 

0.08 

0.18 

(42.54) 

0.14 

0.01 

0.15 

0.07 

0.56 

0.03 

0.0200 

- 

- 

0.001 

0.021 

0.048 

0.202 

0.010 

0.192 

0.190 

99.24 

Critical 

Bihari Pur 

0813000601746200 

0.15 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.59 

147,983.04 

0.47 

- 

0.47 

0.07 

0.54 

0.09 

0.0300 

- 

- 

- 

0.030 

0.124 

0.595 

0.030 

0.565 

0.410 

72.52 

Semi Critical 

Charanwas @Puranabas 

0813000601743900 

0.08 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.17 

0.00 

- 

- 

- 

- 

- 

0.002 

0.014 

0.001 

0.012 

0.031 

250.72 

Over Exploited 

Chundara 

0805000400735900 

0.09 

0.18 

(35.57) 

0.14 

- 

0.14 

0.05 

0.41 

0.02 

- 

- 

- 

- 

- 

0.024 

0.165 

0.008 

0.157 

0.096 

61.44 

Safe 

Dabla 

0813000601746300 

0.15 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.25 

(7.21) 

0.23 

0.01 

0.24 

0.08 

0.55 

0.04 

0.1000 

- 

- 

- 

0.100 

0.140 

0.379 

0.019 

0.360 

0.914 

254.14 

Over Exploited 

Dayal Ki Nangal 

0813000601746000 

0.08 

0.20 

(44.24) 

0.16 

0.00 

0.16 

0.07 

0.55 

0.03 

0.0100 

- 

- 

0.002 

0.012 

0.044 

0.208 

0.010 

0.198 

0.366 

184.99 

Over Exploited 

Dhani Chala 

0813000601748200 

0.08 

0.16 

(50.63) 

0.13 

0.01 

0.14 

0.06 

0.51 

0.02 

0.0200 

- 

- 

0.002 

0.022 

0.043 

0.184 

0.009 

0.175 

0.622 

355.69 

Over Exploited 

Dokan 

0813000601747900 

0.08 

0.02 

########## 

0.02 

- 

0.02 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.003 

0.026 

0.001 

0.025 

0.077 

308.65 

Over Exploited 

Doonga Ki Nangal 

0813000601747400 

0.08 

0.18 

(34.84) 

0.15 

- 

0.15 

0.07 

0.56 

0.03 

0.0100 

- 

- 

- 

0.010 

0.036 

0.183 

0.009 

0.174 

0.163 

94.07 

Critical 

Gadrata 

0805000400734200 

0.09 

0.31 

(64.24) 

0.25 

- 

0.25 

0.08 

0.55 

0.05 

- 

- 

- 

- 

- 

0.051 

0.297 

0.015 

0.282 

0.189 

67.21 

Safe 

Gaonli 

0813000601746100 

0.08 

0.05 

(19.09) 

0.04 

- 

0.04 

0.08 

0.56 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.061 

0.003 

0.058 

0.200 

343.30 

Over Exploited 

Godawas 

0813000601748300 

0.08 

0.13 

(65.72) 

0.11 

- 

0.11 

0.04 

0.35 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.134 

0.007 

0.128 

0.341 

267.05 

Over Exploited 

Imloha 

0813000601747000 

0.08 

0.08 

########## 

0.08 

- 

0.08 

0.03 

0.28 

0.01 

- 

- 

- 

- 

- 

0.012 

0.092 

0.005 

0.088 

0.081 

92.89 

Critical 

Jat Ki Nangal 

0813000601747500 

0.08 

0.05 

(30.79) 

0.04 

- 

0.04 

0.07 

0.52 

0.01 

- 

- 

- 

- 

- 

0.007 

0.045 

0.002 

0.042 

0.023 

54.08 

Safe 

Jatala 

0813000601745300 

0.08 

0.18 

(63.27) 

0.14 

- 

0.14 

0.06 

0.52 

0.02 

0.0100 

- 

- 

- 

0.010 

0.033 

0.175 

0.009 

0.167 

0.316 

189.49 

Over Exploited 

Jeelo 

0813000601745900 

0.08 

0.65 

176,409.11 

0.52 

- 

0.52 

0.06 

0.49 

0.09 

0.0100 

- 

- 

- 

0.010 

0.104 

0.622 

0.031 

0.591 

0.481 

81.36 

Semi Critical 

Jhalra 

0813000601745600 

0.08 

0.30 

(46.87) 

0.24 

0.01 

0.25 

0.07 

0.54 

0.04 

0.0200 

- 

- 

0.004 

0.025 

0.068 

0.320 

0.016 

0.304 

0.587 

192.98 

Over Exploited 

Kala Kota 

0813000601745800 

0.08 

0.01 

4,591.94 

0.01 

- 

0.01 

0.02 

0.19 

0.00 

- 

- 

- 

- 

- 

0.001 

0.012 

0.001 

0.012 

0.048 

413.13 

Over Exploited 

Kanwar Ki Nagal 

0813000601746400 

0.08 

0.32 

(36.38) 

0.26 

0.01 

0.27 

0.07 

0.53 

0.05 

0.0200 

- 

- 

- 

0.020 

0.070 

0.338 

0.017 

0.322 

0.259 

80.56 

Semi Critical 

Karjo 

0813000601752300 

0.08 

0.00 

472,921.74 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khadra 

0813000601748500 

0.08 

0.01 

109.23 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.026 

386.54 

Over Exploited 

Khori 

0813000601747600 

0.08 

0.04 

(24.73) 

0.03 

- 

0.03 

0.07 

0.55 

0.01 

- 

- 

- 

- 

- 

0.006 

0.036 

0.002 

0.035 

0.031 

90.25 

Critical 

Kishor Pura 

0813000601747700 

0.08 

0.09 

427,917.58 

0.11 

- 

0.11 

0.04 

0.31 

0.01 

0.0100 

- 

- 

- 

0.010 

0.023 

0.130 

0.007 

0.124 

0.151 

122.30 

Over Exploited 

Kunwara @ Ramnagar 

0813000601745700 

0.08 

0.37 

(72.39) 

0.30 

- 

0.30 

0.06 

0.52 

0.05 

- 

- 

- 

- 

- 

0.051 

0.347 

0.017 

0.330 

0.183 

55.47 

Safe 

Lakhaki Nangal 

0813000601745500 

0.08 

0.16 

(37.85) 

0.13 

0.00 

0.13 

0.07 

0.53 

0.02 

0.0100 

- 

- 

0.001 

0.011 

0.035 

0.168 

0.008 

0.159 

0.255 

159.85 

Over Exploited 

Mahawa 

0813000601748100 

0.08 

0.12 

(359.00) 

0.10 

0.01 

0.11 

0.04 

0.34 

0.02 

0.0200 

- 

- 

- 

0.020 

0.035 

0.142 

0.007 

0.135 

0.238 

176.33 

Over Exploited 

Makri 

0813000601744700 

0.08 

0.11 

(50.04) 

0.09 

- 

0.09 

0.04 

0.35 

0.01 

- 

- 

- 

- 

- 

0.014 

0.099 

0.005 

0.094 

0.130 

137.31 

Over Exploited 

Mandana 

0805000400736100 

0.09 

0.00 

273.95 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.030 

519.13 

Over Exploited 

Mandoli 

0813000601744400 

0.08 

0.15 

(81.51) 

0.12 

- 

0.12 

0.04 

0.34 

0.02 

- 

- 

- 

- 

- 

0.019 

0.139 

0.007 

0.132 

0.101 

76.27 

Semi Critical 

Mawanda Kalan 

0813000601748000 

0.08 

0.37 

2,370.12 

0.29 

- 

0.29 

0.05 

0.43 

0.05 

0.0300 

- 

- 

- 

0.030 

0.077 

0.369 

0.018 

0.351 

0.424 

120.83 

Over Exploited 

Mawanda Khurd 

0813000601745000 

0.08 

0.28 

(29.58) 

0.23 

0.02 

0.25 

0.05 

0.39 

0.04 

0.0100 

- 

- 

0.035 

0.045 

0.082 

0.330 

0.017 

0.314 

0.368 

117.23 

Over Exploited 

Meena Ki Nangal 

0813000601752500 

0.08 

0.01 

35,385.37 

0.02 

- 

0.02 

0.02 

0.13 

0.00 

- 

- 

- 

- 

- 

0.002 

0.018 

0.001 

0.017 

0.042 

246.72 

Over Exploited 

Morki 

0805000400734300 

0.09 

0.00 

130,011.36 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.013 

5,115.50 

Over Exploited 

Napawali 

0813000601744900 

0.08 

0.09 

(36.94) 

0.07 

0.00 

0.07 

0.05 

0.45 

0.01 

- 

- 

- 

0.002 

0.002 

0.013 

0.087 

0.004 

0.083 

0.094 

113.72 

Over Exploited 

Natha Ki Nangal 

0813000601745400 

0.08 

0.21 

(34.18) 

0.16 

0.01 

0.17 

0.06 

0.53 

0.03 

0.0200 

- 

- 

0.000 

0.020 

0.048 

0.223 

0.011 

0.212 

0.664 

313.91 

Over Exploited 

Nawanda Railway Station 

0813000601745100 

0.08 

0.17 

(44.31) 

0.14 

0.00 

0.14 

0.06 

0.52 

0.02 

0.0100 

- 

- 

0.001 

0.011 

0.033 

0.171 

0.009 

0.163 

0.199 

122.32 

Over Exploited 

Naya Nagar 

0805000400732500 

0.22 

0.00 

3,307.03 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Neem-Ka-Thana (M) 

0813000641309000 

0.08 

0.01 

251.72 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.011 

0.208 

1,959.20 

Over Exploited 

Neemod 

0813000601748600 

0.08 

0.00 

21.57 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.010 

1,887.22 

Over Exploited 

Panchoo Kharkhara 

0813000601752400 

0.08 

0.25 

(223.23) 

0.20 

- 

0.20 

0.07 

0.55 

0.04 

0.0100 

- 

- 

- 

0.010 

0.046 

0.244 

0.012 

0.232 

0.168 

72.45 

Semi Critical 

Papurana 

0805000400733800 

0.09 

0.47 

823,590.67 

0.38 

0.03 

0.41 

0.06 

0.44 

0.08 

0.0900 

- 

- 

- 

0.090 

0.171 

0.581 

0.029 

0.552 

0.957 

173.45 

Over Exploited 

Patan 

0813000601747800 

0.08 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.023 

2,085.39 

Over Exploited 

Pratappura 

0805000400736400 

0.09 

0.53 

(153.61) 

0.42 

- 

0.42 

0.08 

0.55 

0.09 

- 

- 

- 

- 

- 

0.086 

0.509 

0.025 

0.483 

0.201 

41.70 

Safe 

Ram Kunwarpura 

0805000400733900 

0.09 

0.41 

(59.63) 

0.33 

0.01 

0.34 

0.08 

0.56 

0.07 

0.0300 

- 

- 

0.015 

0.045 

0.113 

0.449 

0.022 

0.426 

0.390 

91.43 

Critical 

Ramsing Ki Dhani 

0813000601747300 

0.08 

0.10 

8,765.88 

0.08 

- 

0.08 

0.06 

0.46 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.105 

0.005 

0.100 

0.150 

150.78 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Ratan Nagar 

081300060174670C 

1.624 

Fresh 

Non-command 

Non-command 

Quartzite 

1.582 

1.64 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.04 

0.015 

0.47 

0.87 


Roopawas 

0813000601745200 

3.959 

Fresh 

Non-command 

Non-command 

Quartzite 

3.959 

2.02 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.21 

0.09 

0.15 

0.036 

0.46 

1.12 


Rupa Ka Bas 

0805000400735800 

2.610 

Fresh 

Non-command 

Non-command 

Quartzite 

0.063 

1.96 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.03 


Salodara 

0813000601746500 

8.003 

Fresh 

Non-command 

Non-command 

Quartzite 

5.487 

1.69 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.24 

0.14 

0.19 

0.051 

0.34 

0.58 


Sanjay Nagar 

0805000400734000 

11.619 

Fresh 

Non-command 

Non-command 

Quartzite 

11.616 

1.12 

0.020 

0.24 

0.01 

0.00 

0.00 

0.01 

0.49 

0.25 

0.80 

0.105 

0.48 

0.93 


Sardarpura 

0805000400736300 

7.764 

Fresh 

Non-command 

Non-command 

Quartzite 

6.522 

2.06 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.29 

0.13 

0.04 

0.059 

0.39 

0.88 


Shimli 

0813000601746600 

4.320 

Fresh 

Non-command 

Non-command 

Quartzite 

4.318 

1.69 

0.020 

0.04 

0.00 

0.00 

0.00 

0.01 

0.17 

0.10 

0.09 

0.040 

0.49 

0.88 


Shyam Pura 

0813000601747200 

2.465 

Fresh 

Non-command 

Non-command 

Quartzite 

2.451 

1.69 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.04 

0.023 

0.49 

0.91 


Shyama Wali 

0813000601744800 

3.888 

Fresh 

Non-command 

Non-command 

Quartzite 

3.888 

1.23 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.05 

0.07 

0.036 

0.46 

1.16 


Sihor 

0805000400732600 

5.380 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.382 

1.31 

0.150 

0.10 

0.00 

0.00 

0.00 

0.00 

0.57 

0.31 

0.37 

0.022 

0.21 

0.39 







Non-command 

Quartzite 

2.865 

1.31 

0.020 

0.08 

0.00 

0.00 

0.00 

0.00 

0.15 

0.08 

0.27 

0.026 

0.26 

0.47 


Tigri 

0813000601747100 

0.969 

Fresh 

Non-command 

Non-command 

Quartzite 

0.852 

1.69 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.01 

0.008 

0.43 

0.79 

01001003 

Adeend 

0806000100754700 

2.793 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.793 

-0.94 

0.120 

0.25 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.98 

0.021 

0.56 

0.66 


Anandpur 

0806000100755900 

4.834 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.735 

-0.91 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.005 

0.09 

0.10 







Non-command 

Slate 

4.099 

-0.91 

0.020 

0.13 

0.01 

0.00 

0.00 

0.02 

0.00 

0.00 

0.49 

0.031 

0.48 

0.55 


Bani Jonaycha 

0806000100757800 

1.795 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.700 

0.48 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.14 

0.12 

0.16 

0.013 

0.54 

0.62 


Basai Bhopalsingh 

0806000100756500 

4.947 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.534 

-1.93 

0.120 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.53 

0.019 

0.29 

0.33 


Batana 

0806000100757000 

2.144 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.041 

-0.73 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.008 

0.28 

0.32 







Non-command 

Slate 

1.102 

-0.73 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.008 

0.29 

0.34 


Bawad 

0806000200771300 

3.683 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.683 

0.31 

0.120 

0.24 

0.01 

0.00 

0.00 

0.00 

0.36 

0.30 

0.93 

0.025 

0.57 

0.68 


Beeghana Jat 

0806000100755200 

4.782 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.781 

-0.49 

0.120 

0.26 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.99 

0.036 

0.56 

0.69 


Beejwad Chauhan 

0806000200772300 

9.765 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.016 

-0.25 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Beenjhpur 

0806000100753800 

3.007 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.007 

-0.27 

0.120 

0.27 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.03 

0.022 

0.56 

0.65 


Beeranwas 

0806000100755800 

4.121 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.121 

-1.54 

0.120 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.77 

0.031 

0.57 

0.65 


Beerod 

0806000200771800 

3.047 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.629 

0.19 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.26 

0.004 

0.12 

0.14 


Chak Ramdas 

0806000100754200 

0.602 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.602 

-0.17 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.004 

0.56 

0.65 


Chaubara 

0806000100757900 

7.739 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.190 

0.40 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.18 

0.16 

0.28 

0.016 

0.16 

0.19 


Chawadi 

0806000100755600 

6.038 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.165 

-1.02 

0.120 

0.32 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.23 

0.039 

0.48 

0.56 







Non-command 

Slate 

0.779 

-1.02 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.006 

0.07 

0.08 


Dabarwas 

0806000100755700 

6.731 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.499 

-1.17 

0.120 

0.35 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.32 

0.049 

0.55 

0.63 







Non-command 

Slate 

0.030 

-1.17 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dadhiya 

0806000200772100 

2.777 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.777 

-0.03 

0.120 

0.29 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.12 

0.019 

0.57 

0.72 


Dheekwar 

0806000100756200 

4.157 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.362 

-1.45 

0.120 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.63 

0.025 

0.46 

0.53 







Non-command 

Slate 

0.795 

-1.45 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.006 

0.11 

0.12 


Dhodhakari 

0806000100758100 

2.828 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.026 

0.35 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Slate 

0.927 

0.35 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.05 

0.007 

0.19 

0.21 


Gadli 

0806000200772000 

1.691 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.609 

0.01 

0.120 

0.18 

0.01 

0.00 

0.00 

0.00 

0.17 

0.14 

0.70 

0.011 

0.54 

0.67 


Gadoowas 

0806000200772200 

7.308 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.872 

-0.23 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.006 

0.07 

0.09 


Gheelot 

0806000100756800 

16.237 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.717 

-1.04 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.043 

0.20 

0.23 







Non-command 

Slate 

4.861 

-1.04 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.036 

0.17 

0.20 


Giglana 

0806000100755400 

10.307 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.332 

-0.93 

0.120 

0.38 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.43 

0.062 

0.46 

0.53 







Non-command 

Slate 

1.962 

-0.93 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.015 

0.11 

0.13 


Googal Kota 

0806000100757300 

11.068 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.068 

0.35 

0.120 

0.36 

0.02 

0.00 

0.00 

0.00 

0.80 

0.68 

1.35 

0.083 

0.57 

0.67 


Hudiya Kalan 

0806000100754100 

3.815 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.815 

-0.20 

0.120 

0.24 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.91 

0.029 

0.56 

0.65 


Hudiya Khurd 

0806000100754300 

3.583 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.583 

-0.18 

0.120 

0.23 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.89 

0.027 

0.56 

0.65 


Jaitpur 

0806000100754000 

2.334 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.334 

-0.21 

0.120 

0.22 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.85 

0.017 

0.56 

0.65 


Jonaycha Kalan 

0806000100757500 

5.538 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.261 

0.19 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.002 

0.03 

0.03 







Non-command 

Slate 

4.432 

0.19 

0.020 

0.08 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.27 

0.033 

0.45 

0.52 


Jonaycha Khurd 

0806000100757700 

4.889 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.889 

0.42 

0.120 

0.36 

0.02 

0.00 

0.00 

0.00 

0.58 

0.51 

1.41 

0.037 

0.57 

0.66 


Kanhawas 

0806000100756300 

4.974 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.896 

-1.97 

0.120 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.55 

0.014 

0.22 

0.25 


Kankar 

0806000100757200 

8.358 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.158 

-0.07 

0.120 

0.33 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.22 

0.061 

0.55 

0.65 


Kathoowas 

0806000100754400 

3.223 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.223 

-0.17 

0.120 

0.24 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.95 

0.024 

0.56 

0.65 


Khoondrot 

0806000100756100 

5.760 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.493 

-1.26 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.011 

0.15 

0.17 







Non-command 

Slate 

4.196 

-1.26 

0.020 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.031 

0.41 

0.47 


Kuteena 

0806000100757100 

10.345 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.803 

-0.35 

0.120 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.55 

0.036 

0.26 

0.31 







Non-command 

Slate 

5.502 

-0.35 

0.020 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.041 

0.30 

0.35 


Lamachpur 

0806000200771600 

3.094 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.094 

0.30 

0.120 

0.17 

0.01 

0.00 

0.00 

0.00 

0.27 

0.22 

0.66 

0.021 

0.56 

0.68 


Mahtawas 

0806000100754800 

6.124 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.124 

-0.85 

0.120 

0.53 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.04 

0.046 

0.56 

0.66 


Mandhan 

0806000100754600 

9.209 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.208 

-0.89 

0.120 

0.32 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.24 

0.039 

0.32 

0.37 







Non-command 

Slate 

4.002 

-0.89 

0.020 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.47 

0.030 

0.25 

0.28 


Mangalpur 

0806000100754500 

3.225 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.851 

-0.42 

0.120 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.49 

0.021 

0.50 

0.58 







Non-command 

Slate 

0.373 

-0.42 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.003 

0.07 

0.08 


Manka 

0806000200771500 

9.611 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.611 

0.11 

0.120 

0.40 

0.02 

0.00 

0.00 

0.00 

0.50 

0.40 

1.52 

0.066 

0.57 

0.71 


Mirzapur 

0806000200771700 

3.900 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.779 

0.29 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.14 

0.005 

0.11 

0.14 


Nagli Balai 

0806000100755000 

8.993 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.897 

-0.75 

0.120 

0.61 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.35 

0.066 

0.56 

0.66 


Nanagwas 

0806000100755500 

2.563 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.563 

-1.02 

0.120 

0.28 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.08 

0.019 

0.57 

0.66 


Palawa 

0806000200771900 

5.740 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.147 

0.11 

0.120 

0.29 

0.01 

0.00 

0.00 

0.00 

0.32 

0.26 

1.14 

0.022 

0.31 

0.38 


Partapur 

0806000100753900 

2.166 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.166 

-0.24 

0.120 

0.22 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.86 

0.016 

0.56 

0.65 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Ratan Nagar 

0813000601746700 

0.08 

0.06 

(44.07) 

0.05 

- 

0.05 

0.07 

0.55 

0.01 

- 

- 

- 

- 

- 

0.009 

0.057 

0.003 

0.054 

0.055 

100.23 

Over Exploited 

Roopawas 

0813000601745200 

0.08 

0.15 

(41.25) 

0.12 

0.00 

0.12 

0.06 

0.52 

0.02 

0.0100 

- 

- 

0.002 

0.012 

0.031 

0.149 

0.007 

0.142 

0.188 

132.98 

Over Exploited 

Rupa Ka Bas 

0805000400735800 

0.09 

0.00 

1,482.94 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Salodara 

0813000601746500 

0.08 

0.15 

(7.56) 

0.14 

0.01 

0.15 

0.05 

0.39 

0.02 

0.0200 

- 

- 

- 

0.020 

0.043 

0.191 

0.010 

0.182 

0.241 

132.45 

Over Exploited 

Sanjay Nagar 

0805000400734000 

0.09 

0.50 

(50.11) 

0.40 

0.02 

0.42 

0.08 

0.56 

0.08 

0.0300 

- 

- 

0.008 

0.038 

0.120 

0.537 

0.027 

0.510 

0.907 

177.94 

Over Exploited 

Sardarpura 

0805000400736300 

0.09 

0.23 

(42.98) 

0.18 

0.01 

0.19 

0.06 

0.45 

0.03 

- 

- 

- 

0.008 

0.008 

0.042 

0.231 

0.012 

0.220 

0.099 

45.02 

Safe 

Shimli 

0813000601746600 

0.08 

0.17 

(42.99) 

0.14 

0.01 

0.15 

0.08 

0.57 

0.03 

0.0100 

- 

- 

0.019 

0.029 

0.055 

0.204 

0.010 

0.194 

0.128 

65.99 

Safe 

Shyam Pura 

0813000601747200 

0.08 

0.10 

(42.26) 

0.08 

- 

0.08 

0.07 

0.56 

0.01 

- 

- 

- 

- 

- 

0.014 

0.090 

0.005 

0.086 

0.060 

69.44 

Safe 

Shyama Wali 

0813000601744800 

0.08 

0.14 

(65.12) 

0.11 

- 

0.11 

0.06 

0.52 

0.02 

- 

- 

- 

- 

- 

0.018 

0.132 

0.007 

0.125 

0.108 

86.07 

Semi Critical 

Sihor 

0805000400732600 

0.22 

0.11 

175.74 

0.13 

0.00 

0.14 

0.04 

0.25 

0.02 

0.0400 

- 

- 

0.001 

0.041 

0.059 

0.195 

0.010 

0.185 

0.390 

210.58 

Over Exploited 



0.09 

0.07 

25.77 

0.08 

0.00 

0.08 

0.04 

0.30 

0.01 

0.0300 

- 

- 

0.002 

0.033 

0.044 

0.125 

0.006 

0.119 

0.299 

251.66 

Over Exploited 

Tigri 

0813000601747100 

0.08 

0.03 

(27.92) 

0.02 

- 

0.02 

0.06 

0.50 

0.00 

- 

- 

- 

- 

- 

0.004 

0.028 

0.001 

0.027 

0.022 

82.37 

Semi Critical 

Adeend 

0806000100754700 

0.24 

0.38 

- 

0.38 

0.01 

0.39 

0.08 

0.64 

0.05 

0.0400 

- 

- 

0.002 

0.042 

0.096 

0.485 

0.049 

0.437 

1.005 

230.06 

Over Exploited 

Anandpur 

0806000100755900 

0.24 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.10 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.027 

0.003 

0.025 

0.197 

804.27 

Over Exploited 



0.06 

0.12 

- 

0.12 

0.03 

0.15 

0.07 

0.55 

0.02 

0.0200 

- 

- 

0.030 

0.050 

0.066 

0.214 

0.021 

0.192 

0.523 

271.71 

Over Exploited 

Bani Jonaycha 

0806000100757800 

0.24 

0.22 

(46.16) 

0.18 

0.00 

0.18 

0.08 

0.61 

0.03 

0.0100 

- 

- 

0.000 

0.010 

0.041 

0.216 

0.011 

0.206 

0.175 

84.96 

Semi Critical 

Basai Bhopalsingh 

0806000100756500 

0.24 

0.18 

- 

0.18 

0.01 

0.19 

0.04 

0.33 

0.02 

0.0200 

- 

- 

- 

0.020 

0.045 

0.231 

0.023 

0.208 

0.553 

265.44 

Over Exploited 

Batana 

0806000100757000 

0.24 

0.07 

- 

0.07 

- 

0.07 

0.04 

0.31 

0.01 

- 

- 

- 

- 

- 

0.010 

0.078 

0.008 

0.070 

0.128 

181.27 

Over Exploited 



0.06 

0.02 

- 

0.02 

- 

0.02 

0.04 

0.33 

0.00 

- 

- 

- 

- 

- 

0.003 

0.022 

0.002 

0.020 

0.081 

410.95 

Over Exploited 

Bawad 

0806000200771300 

0.24 

0.50 

(39.16) 

0.40 

0.01 

0.41 

0.08 

0.65 

0.07 

0.0300 

- 

- 

0.003 

0.033 

0.105 

0.517 

0.026 

0.491 

0.952 

193.97 

Over Exploited 

Beeghana Jat 

0806000100755200 

0.24 

0.65 

- 

0.65 

0.01 

0.66 

0.08 

0.64 

0.09 

0.0400 

- 

- 

0.003 

0.043 

0.135 

0.795 

0.079 

0.715 

1.026 

143.44 

Over Exploited 

Beejwad Chauhan 

0806000200772300 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Beenjhpur 

0806000100753800 

0.24 

0.40 

- 

0.40 

0.01 

0.41 

0.08 

0.64 

0.06 

0.0400 

- 

- 

0.002 

0.042 

0.099 

0.513 

0.051 

0.462 

1.054 

228.33 

Over Exploited 

Beeranwas 

0806000100755800 

0.24 

0.56 

- 

0.56 

0.01 

0.57 

0.08 

0.65 

0.08 

0.0300 

- 

- 

0.005 

0.035 

0.113 

0.687 

0.069 

0.618 

0.805 

130.24 

Over Exploited 

Beerod 

0806000200771800 

0.24 

0.02 

293.84 

0.02 

- 

0.02 

0.02 

0.13 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.034 

0.002 

0.032 

0.261 

816.63 

Over Exploited 

Chak Ramdas 

0806000100754200 

0.24 

0.08 

- 

0.08 

- 

0.08 

0.08 

0.64 

0.01 

- 

- 

- 

- 

- 

0.012 

0.093 

0.009 

0.083 

0.118 

142.10 

Over Exploited 

Chaubara 

0806000100757900 

0.24 

0.08 

85.07 

0.10 

0.00 

0.10 

0.02 

0.18 

0.01 

0.0100 

- 

- 

0.003 

0.013 

0.025 

0.128 

0.006 

0.121 

0.298 

245.59 

Over Exploited 

Chawadi 

0806000100755600 

0.24 

0.60 

- 

0.60 

0.02 

0.62 

0.07 

0.55 

0.08 

0.0500 

- 

- 

- 

0.050 

0.134 

0.754 

0.075 

0.679 

1.269 

186.83 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.100 

2,848.64 

Over Exploited 

Dabarwas 

0806000100755700 

0.24 

0.85 

- 

0.85 

0.02 

0.87 

0.08 

0.62 

0.12 

0.0500 

- 

- 

- 

0.050 

0.169 

1.043 

0.104 

0.939 

1.369 

145.80 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dadhiya 

0806000200772100 

0.24 

0.38 

- 

0.38 

0.01 

0.39 

0.08 

0.65 

0.06 

0.0400 

- 

- 

0.001 

0.041 

0.098 

0.487 

0.049 

0.439 

1.139 

259.66 

Over Exploited 

Dheekwar 

0806000100756200 

0.24 

0.37 

- 

0.37 

0.01 

0.38 

0.06 

0.52 

0.05 

0.0200 

- 

- 

0.000 

0.020 

0.072 

0.451 

0.045 

0.406 

0.655 

161.36 

Over Exploited 



0.06 

0.01 

- 

0.01 

0.00 

0.01 

0.02 

0.12 

0.00 

- 

- 

- 

0.003 

0.003 

0.004 

0.011 

0.001 

0.010 

0.077 

795.97 

Over Exploited 

Dhodhakari 

0806000100758100 

0.24 

0.00 

2,877.80 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.01 

35.93 

0.01 

0.00 

0.01 

0.03 

0.21 

0.00 

- 

- 

- 

0.000 

0.000 

0.002 

0.015 

0.001 

0.014 

0.057 

411.20 

Over Exploited 

Gadli 

0806000200772000 

0.24 

0.21 

(34.29) 

0.17 

0.01 

0.18 

0.08 

0.62 

0.03 

0.0300 

- 

- 

0.001 

0.031 

0.062 

0.239 

0.012 

0.227 

0.706 

311.09 

Over Exploited 

Gadoowas 

0806000200772200 

0.24 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.026 

0.003 

0.024 

0.324 

1,360.18 

Over Exploited 

Gheelot 

0806000100756800 

0.24 

0.27 

- 

0.27 

0.01 

0.28 

0.03 

0.23 

0.04 

0.0200 

- 

- 

- 

0.020 

0.058 

0.340 

0.034 

0.306 

0.469 

153.17 

Over Exploited 



0.06 

0.05 

- 

0.05 

- 

0.05 

0.02 

0.19 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.063 

0.006 

0.057 

0.208 

368.46 

Over Exploited 

Giglana 

0806000100755400 

0.24 

0.91 

- 

0.91 

0.02 

0.93 

0.06 

0.52 

0.13 

0.0500 

- 

- 

- 

0.050 

0.178 

1.112 

0.111 

1.001 

1.496 

149.46 

Over Exploited 



0.06 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.12 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.024 

0.002 

0.022 

0.182 

825.75 

Over Exploited 

Googal Kota 

0806000100757300 

0.24 

1.50 

(55.06) 

1.20 

0.02 

1.23 

0.08 

0.65 

0.21 

0.0500 

- 

- 

0.007 

0.057 

0.269 

1.496 

0.075 

1.422 

1.433 

100.78 

Over Exploited 

Hudiya Kalan 

0806000100754100 

0.24 

0.51 

- 

0.51 

0.01 

0.52 

0.08 

0.64 

0.07 

0.0300 

- 

- 

0.002 

0.032 

0.105 

0.628 

0.063 

0.565 

0.941 

166.33 

Over Exploited 

Hudiya Khurd 

0806000100754300 

0.24 

0.48 

- 

0.48 

0.01 

0.49 

0.08 

0.64 

0.07 

0.0300 

- 

- 

0.001 

0.031 

0.100 

0.593 

0.059 

0.533 

0.921 

172.63 

Over Exploited 

Jaitpur 

0806000100754000 

0.24 

0.31 

- 

0.31 

0.01 

0.33 

0.08 

0.64 

0.04 

0.0300 

- 

- 

0.006 

0.037 

0.081 

0.409 

0.041 

0.368 

0.863 

234.62 

Over Exploited 

Jonaycha Kalan 

0806000100757500 

0.24 

0.00 

734.79 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.044 

2,061.10 

Over Exploited 



0.06 

0.12 

(30.00) 

0.10 

- 

0.10 

0.06 

0.52 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.124 

0.006 

0.117 

0.307 

261.67 

Over Exploited 

Jonaycha Khurd 

0806000100757700 

0.24 

0.67 

(24.01) 

0.53 

0.02 

0.55 

0.08 

0.65 

0.09 

0.0500 

- 

- 

0.002 

0.052 

0.145 

0.699 

0.035 

0.664 

1.447 

217.86 

Over Exploited 

Kanhawas 

0806000100756300 

0.24 

0.10 

- 

0.10 

0.01 

0.11 

0.03 

0.25 

0.01 

0.0200 

- 

- 

- 

0.020 

0.034 

0.142 

0.014 

0.128 

0.566 

442.29 

Over Exploited 

Kankar 

0806000100757200 

0.24 

1.08 

- 

1.08 

0.02 

1.10 

0.08 

0.63 

0.15 

0.0500 

- 

- 

- 

0.050 

0.203 

1.303 

0.130 

1.173 

1.285 

109.53 

Over Exploited 

Kathoowas 

0806000100754400 

0.24 

0.44 

- 

0.44 

0.01 

0.45 

0.08 

0.64 

0.06 

0.0400 

- 

- 

0.002 

0.042 

0.103 

0.549 

0.055 

0.494 

0.972 

196.61 

Over Exploited 

Khoondrot 

0806000100756100 

0.24 

0.05 

- 

0.05 

- 

0.05 

0.02 

0.17 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.070 

0.007 

0.063 

0.299 

475.62 

Over Exploited 



0.06 

0.10 

- 

0.10 

0.01 

0.11 

0.06 

0.47 

0.01 

0.0200 

- 

- 

- 

0.020 

0.035 

0.148 

0.015 

0.133 

0.443 

332.30 

Over Exploited 

Kuteena 

0806000100757100 

0.24 

0.30 

- 

0.30 

0.01 

0.31 

0.04 

0.30 

0.04 

0.0200 

- 

- 

- 

0.020 

0.062 

0.376 

0.038 

0.338 

0.588 

173.88 

Over Exploited 



0.06 

0.10 

- 

0.10 

- 

0.10 

0.04 

0.34 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.123 

0.012 

0.111 

0.345 

310.77 

Over Exploited 

Lamachpur 

0806000200771600 

0.24 

0.42 

(47.17) 

0.34 

0.01 

0.35 

0.08 

0.65 

0.06 

0.0200 

- 

- 

0.004 

0.024 

0.085 

0.433 

0.022 

0.411 

0.680 

165.41 

Over Exploited 

Mahtawas 

0806000100754800 

0.24 

0.83 

- 

0.83 

0.03 

0.86 

0.08 

0.64 

0.12 

0.0800 

- 

- 

0.001 

0.081 

0.199 

1.058 

0.106 

0.952 

2.086 

219.07 

Over Exploited 

Mandhan 

0806000100754600 

0.24 

0.40 

- 

0.40 

0.02 

0.42 

0.04 

0.36 

0.06 

0.0500 

- 

- 

0.002 

0.052 

0.108 

0.528 

0.053 

0.475 

1.281 

269.48 

Over Exploited 



0.06 

0.06 

- 

0.06 

0.01 

0.07 

0.03 

0.28 

0.01 

0.0200 

- 

- 

0.004 

0.024 

0.032 

0.104 

0.010 

0.093 

0.503 

538.65 

Over Exploited 

Mangalpur 

0806000100754500 

0.24 

0.34 

- 

0.34 

0.01 

0.35 

0.07 

0.57 

0.05 

0.0200 

- 

- 

0.000 

0.020 

0.068 

0.419 

0.042 

0.377 

0.513 

136.05 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.035 

2,318.72 

Over Exploited 

Manka 

0806000200771500 

0.24 

1.31 

(69.61) 

1.04 

0.02 

1.07 

0.08 

0.65 

0.19 

0.0600 

- 

- 

0.005 

0.065 

0.256 

1.324 

0.066 

1.258 

1.587 

126.16 

Over Exploited 

Mirzapur 

0806000200771700 

0.24 

0.02 

166.23 

0.03 

- 

0.03 

0.02 

0.13 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.038 

0.002 

0.036 

0.148 

407.47 

Over Exploited 

Nagli Balai 

0806000100755000 

0.24 

1.19 

- 

1.19 

0.03 

1.22 

0.08 

0.64 

0.17 

0.0900 

- 

- 

- 

0.090 

0.259 

1.479 

0.148 

1.331 

2.418 

181.71 

Over Exploited 

Nanagwas 

0806000100755500 

0.24 

0.35 

- 

0.35 

0.01 

0.36 

0.08 

0.64 

0.05 

0.0400 

- 

- 

0.003 

0.044 

0.092 

0.452 

0.045 

0.407 

1.099 

269.98 

Over Exploited 

Palawa 

0806000200771900 

0.24 

0.23 

11.03 

0.26 

0.01 

0.27 

0.05 

0.36 

0.03 

0.0400 

- 

- 

- 

0.040 

0.074 

0.344 

0.017 

0.327 

1.162 

355.10 

Over Exploited 

Partapur 

0806000100753900 

0.24 

0.29 

- 

0.29 

0.01 

0.30 

0.08 

0.64 

0.04 

0.0300 

- 

- 

- 

0.030 

0.072 

0.372 

0.037 

0.335 

0.874 

261.21 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Porula 

080600010075490C 

5.181 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.181 

-0.88 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.039 

0.56 

0.66 


Pratappur Chak No. 1 

0806000100756700 

1.745 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.022 

-1.66 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Pratappur Chak No. 2 

0806000100756600 

1.143 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.174 

-0.76 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.001 

0.09 

0.10 


Pratappur Chak No. 3 

0806000100756900 

0.983 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.594 

-1.17 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.004 

0.34 

0.39 







Non-command 

Slate 

0.360 

-1.17 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.003 

0.21 

0.24 


Raghunathpura 

0806000100753700 

2.134 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.134 

-0.30 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.016 

0.56 

0.65 


Raisarana 

0806000100755300 

6.253 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.253 

-0.76 

0.120 

0.34 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.29 

0.047 

0.56 

0.67 


Ramchandrapura 

0806000100753600 

2.056 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.056 

-0.34 

0.120 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.59 

0.015 

0.56 

0.65 


Ramsinghpura 

0806000200771400 

1.738 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.738 

0.06 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

0.11 

0.09 

0.42 

0.012 

0.57 

0.72 


Sansedi 

0806000100757600 

2.336 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.941 

0.35 

0.120 

0.14 

0.01 

0.00 

0.00 

0.00 

0.21 

0.18 

0.55 

0.015 

0.47 

0.54 







Non-command 

Slate 

0.296 

0.35 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.002 

0.07 

0.08 


Santo 

0806000100755100 

4.372 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.372 

-0.63 

0.120 

0.28 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.06 

0.033 

0.56 

0.68 


Shahjahanpur 

0806000100758000 

6.785 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.668 

0.20 

0.120 

0.18 

0.00 

0.00 

0.00 

0.00 

0.20 

0.17 

0.25 

0.364 

0.06 

0.06 


Shriyani 

0806000100757400 

5.150 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.207 

0.08 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

0.12 

0.10 

0.43 

0.016 

0.24 

0.28 







Non-command 

Slate 

2.928 

0.08 

0.020 

0.08 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.28 

0.022 

0.32 

0.37 


Vijaynagar 

0806000100756000 

4.840 

Fresh 

Non-command 

Non-command 

Slate 

4.661 

-0.73 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.035 

0.54 

0.62 

01001004 

Akleempura 

0806000100759800 

2.071 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.071 

-0.59 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.015 

0.55 

0.59 


Antpura 

0806000100766100 

1.958 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.867 

-0.59 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.006 

0.23 

0.20 







Non-command 

Slate 

1.052 

-0.59 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.008 

0.28 

0.24 


Balpura 

0806000100763400 

1.363 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.363 

-0.58 

0.120 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.65 

0.010 

0.53 

0.50 


Banesinghpura 

0806000100762800 

2.137 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.028 

-0.66 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Slate 

1.566 

-0.66 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.012 

0.40 

0.38 


Banhad 

0806000100768900 

2.936 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.926 

-0.59 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.014 

0.34 

0.27 







Non-command 

Quartzite 

0.685 

-0.59 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.005 

0.12 

0.10 


Banthala 

0806000100759300 

1.628 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.945 

-0.72 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.007 

0.32 

0.34 







Non-command 

Slate 

0.577 

-0.72 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.004 

0.20 

0.21 


Basai 

0806000100762700 

9.528 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.025 

-0.70 

0.120 

0.29 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.10 

0.038 

0.28 

0.26 







Non-command 

Slate 

3.787 

-0.70 

0.020 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.028 

0.21 

0.19 


Basai Bhopalsingh 

0806000100756500 

4.947 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.395 

-1.93 

0.120 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.52 

0.018 

0.28 

0.32 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.018 

-1.93 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Beechpuri 

0806000100761800 

2.551 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.408 

0.47 

0.120 

0.27 

0.01 

0.00 

0.00 

0.00 

0.40 

0.35 

1.06 

0.018 

0.54 

0.61 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.144 

0.47 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.001 

0.03 

0.04 


Beeghana 

0806000100762100 

1.810 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.810 

-0.85 

0.120 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.76 

0.014 

0.55 

0.55 


Behror (M) 

0806000140601000 

13.532 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.525 

-0.50 

0.120 

1.21 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.35 

1.903 

0.21 

0.16 


Belni 

0806000100758200 

3.676 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.012 

0.44 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Slate 

0.133 

0.44 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.02 


Bhagwari Kalan 

0806000100763300 

4.640 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.640 

-0.58 

0.120 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.60 

0.035 

0.53 

0.52 


Bhagwari Khurd 

0806000100763200 

3.708 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.708 

-0.57 

0.120 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.68 

0.028 

0.53 

0.51 


Bheemsinghpura 

0806000100758700 

2.927 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.927 

-1.09 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.022 

0.57 

0.65 


Bheeteda 

0806000100763900 

1.255 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.255 

-0.66 

0.120 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.70 

0.009 

0.53 

0.45 


Bhoopseda 

0806000100762600 

1.729 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.517 

-0.98 

0.120 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.57 

0.011 

0.47 

0.44 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.213 

-0.98 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.002 

0.07 

0.06 


Bijaisinghpura 

0806000100760600 

1.578 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.578 

-0.07 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.012 

0.57 

0.65 


Bijorwas 

0806000100765800 

2.654 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.654 

-0.64 

0.120 

0.24 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.94 

0.020 

0.52 

0.41 


Boorhwal 

0806000100763800 

2.491 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.491 

-0.77 

0.120 

0.29 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.13 

0.019 

0.53 

0.45 


Chak Muradpur 

0806000100762200 

2.583 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.583 

-0.91 

0.120 

0.26 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.00 

0.019 

0.54 

0.49 


ChandiChana 

0806000100764000 

1.673 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.673 

-0.23 

0.120 

0.21 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.81 

0.013 

0.54 

0.50 


Dahmi 

0806000100766800 

3.795 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.404 

1.40 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.11 

0.13 

0.17 

0.003 

0.06 

0.05 


Daulatsinghpura 

0806000100760800 

3.406 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.430 

0.77 

0.120 

0.15 

0.01 

0.00 

0.00 

0.00 

0.36 

0.32 

0.59 

0.018 

0.41 

0.46 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.975 

0.77 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.13 

0.11 

0.15 

0.007 

0.16 

0.19 


Dausod 

0806000100759200 

9.075 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.698 

-0.84 

0.120 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.63 

0.028 

0.23 

0.25 





Saline 

Non-command 

Non-command 

Older Alluvium 

5.376 

-0.84 

0.120 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.64 

0.040 

0.33 

0.37 


Dawani 

0806000100762500 

1.847 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.841 

-0.97 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.006 

0.25 

0.24 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.006 

-0.97 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.008 

0.30 

0.29 


Dhoondhariya 

0806000100764100 

4.184 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.116 

1.14 

0.120 

0.33 

0.02 

0.00 

0.00 

0.00 

0.87 

0.80 

1.26 

0.031 

0.54 

0.60 


Dooghera 

0806000100764800 

4.198 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.694 

1.99 

0.120 

0.13 

0.01 

0.00 

0.00 

0.00 

0.52 

0.48 

0.50 

0.013 

0.22 

0.24 







Non-command 

Slate 

0.002 

1.99 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Doomroli 

0806000100759700 

10.531 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.531 

-0.62 

0.120 

0.38 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.40 

0.079 

0.55 

0.58 


Fatehpura 

0806000100764200 

1.681 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.681 

0.89 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.25 

0.22 

0.25 

0.013 

0.56 

0.64 


Gandala 

0806000100762300 

9.406 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.570 

-1.01 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.012 

0.09 

0.10 





Saline 

Non-command 

Non-command 

Older Alluvium 

7.836 

-1.01 

0.120 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.53 

0.059 

0.46 

0.50 


Gheelot 

0806000100756800 

16.237 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.785 

-1.04 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.028 

0.13 

0.15 







Non-command 

Slate 

0.030 

-1.04 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Golawas 

0806000100765700 

0.927 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.927 

-0.65 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.007 

0.53 

0.41 


Googariya 

0806000100763700 

4.452 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.610 

-0.67 

0.120 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.66 

0.020 

0.31 

0.27 







Non-command 

Slate 

1.521 

-0.67 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.011 

0.18 

0.15 


Guwana 

0806000100763100 

5.542 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.542 

-0.59 

0.120 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.64 

0.041 

0.54 

0.54 


Hameedpur 

0806000100768500 

5.244 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.745 

-0.44 

0.120 

0.36 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.38 

0.035 

0.47 

0.35 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Porula 

0806000100754900 

0.24 

0.70 

- 

0.70 

0.01 

0.71 

0.08 

0.64 

0.10 

0.0200 

- 

- 

0.001 

0.021 

0.120 

0.832 

0.083 

0.749 

0.453 

60.48 

Safe 

Pratappur Chak No. 1 

0806000100756700 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pratappur Chak No. 2 

0806000100756600 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.043 

1,172.07 

Over Exploited 

Pratappur Chak No. 3 

0806000100756900 

0.24 

0.05 

- 

0.05 

- 

0.05 

0.05 

0.39 

0.01 

- 

- 

- 

- 

- 

0.007 

0.056 

0.006 

0.050 

0.106 

212.18 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.03 

0.24 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.001 

0.005 

0.035 

755.65 

Over Exploited 

Raghunathpura 

0806000100753700 

0.24 

0.29 

- 

0.29 

0.01 

0.30 

0.08 

0.64 

0.04 

0.0200 

- 

- 

- 

0.020 

0.061 

0.356 

0.036 

0.320 

0.424 

132.31 

Over Exploited 

Raisarana 

0806000100755300 

0.24 

0.85 

- 

0.85 

0.02 

0.87 

0.08 

0.64 

0.12 

0.0500 

- 

- 

0.001 

0.051 

0.171 

1.039 

0.104 

0.935 

1.337 

142.97 

Over Exploited 

Ramchandrapura 

0806000100753600 

0.24 

0.27 

- 

0.27 

0.01 

0.29 

0.08 

0.64 

0.04 

0.0200 

- 

- 

0.002 

0.022 

0.061 

0.347 

0.035 

0.312 

0.609 

195.28 

Over Exploited 

Ramsinghpura 

0806000200771400 

0.24 

0.24 

(62.93) 

0.19 

0.01 

0.20 

0.08 

0.65 

0.03 

0.0200 

- 

- 

0.002 

0.022 

0.057 

0.257 

0.013 

0.244 

0.431 

176.41 

Over Exploited 

Sansedi 

0806000100757600 

0.24 

0.22 

(16.69) 

0.18 

0.01 

0.19 

0.07 

0.54 

0.03 

0.0200 

- 

- 

0.001 

0.021 

0.051 

0.245 

0.012 

0.233 

0.561 

240.98 

Over Exploited 



0.06 

0.00 

712.01 

0.00 

0.00 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

0.000 

- 

0.000 

0.002 

0.000 

0.002 

0.043 

2,627.67 

Over Exploited 

Santo 

0806000100755100 

0.24 

0.59 

- 

0.59 

0.01 

0.60 

0.08 

0.64 

0.08 

0.0400 

- 

- 

0.004 

0.044 

0.129 

0.733 

0.073 

0.659 

1.095 

166.03 

Over Exploited 

Shahjahanpur 

0806000100758000 

0.24 

0.01 

1,796.48 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.022 

0.001 

0.021 

0.610 

2,917.50 

Over Exploited 

Shriyani 

0806000100757400 

0.24 

0.13 

(19.21) 

0.10 

0.01 

0.11 

0.03 

0.28 

0.02 

0.0200 

- 

- 

- 

0.020 

0.038 

0.152 

0.008 

0.144 

0.448 

310.57 

Over Exploited 



0.06 

0.06 

29.06 

0.07 

- 

0.07 

0.04 

0.37 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.086 

0.004 

0.082 

0.299 

366.06 

Over Exploited 

Vijaynagar 

0806000100756000 

0.06 

0.15 

- 

0.15 

- 

0.15 

0.08 

0.62 

0.02 

0.0100 

- 

- 

- 

0.010 

0.031 

0.183 

0.018 

0.165 

0.289 

175.26 

Over Exploited 

Akleempura 

0806000100759800 

0.24 

0.27 

- 

0.27 

0.01 

0.28 

0.08 

0.63 

0.04 

0.0200 

- 

- 

- 

0.020 

0.060 

0.341 

0.034 

0.307 

0.471 

153.74 

Over Exploited 

Antpura 

0806000100766100 

0.24 

0.05 

- 

0.05 

- 

0.05 

0.04 

0.27 

0.01 

- 

- 

- 

- 

- 

0.007 

0.056 

0.006 

0.050 

0.132 

262.76 

Over Exploited 



0.06 

0.02 

- 

0.02 

- 

0.02 

0.04 

0.33 

0.00 

- 

- 

- 

- 

- 

0.003 

0.021 

0.002 

0.019 

0.076 

409.87 

Over Exploited 

Balpura 

0806000100763400 

0.24 

0.17 

- 

0.17 

0.01 

0.18 

0.08 

0.61 

0.03 

0.0200 

- 

- 

- 

0.020 

0.046 

0.230 

0.023 

0.207 

0.658 

317.83 

Over Exploited 

Banesinghpura 

0806000100762800 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.04 

- 

0.04 

- 

0.04 

0.06 

0.45 

0.01 

- 

- 

- 

- 

- 

0.005 

0.043 

0.004 

0.038 

0.110 

285.49 

Over Exploited 

Banhad 

0806000100768900 

0.24 

0.16 

- 

0.16 

0.01 

0.17 

0.05 

0.40 

0.02 

0.0200 

- 

- 

- 

0.020 

0.044 

0.213 

0.021 

0.192 

0.468 

244.52 

Over Exploited 



0.07 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.14 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.001 

0.006 

0.079 

1,301.13 

Over Exploited 

Banthala 

0806000100759300 

0.24 

0.07 

- 

0.07 

- 

0.07 

0.05 

0.37 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.093 

0.009 

0.084 

0.169 

201.53 

Over Exploited 



0.06 

0.01 

- 

0.01 

- 

0.01 

0.03 

0.22 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.001 

0.007 

0.052 

750.66 

Over Exploited 

Basai 

0806000100762700 

0.24 

0.34 

- 

0.34 

0.01 

0.35 

0.04 

0.32 

0.05 

0.0400 

- 

- 

- 

0.040 

0.091 

0.441 

0.044 

0.396 

1.140 

287.41 

Over Exploited 



0.06 

0.05 

- 

0.05 

- 

0.05 

0.03 

0.24 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.065 

0.006 

0.058 

0.378 

648.12 

Over Exploited 

Basai Bhopalsingh 

0806000100756500 

0.24 

0.16 

- 

0.16 

0.01 

0.17 

0.04 

0.31 

0.02 

0.0200 

- 

- 

- 

0.020 

0.042 

0.210 

0.021 

0.189 

0.540 

285.63 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Beechpuri 

0806000100761800 

0.24 

0.31 

11.95 

0.35 

0.01 

0.36 

0.07 

0.61 

0.04 

0.0400 

- 

- 

- 

0.040 

0.083 

0.439 

0.022 

0.417 

1.080 

258.81 

Over Exploited 



0.22 

0.00 

1,467.63 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.046 

3,593.93 

Over Exploited 

Beeghana 

0806000100762100 

0.24 

0.24 

- 

0.24 

0.01 

0.25 

0.08 

0.62 

0.03 

0.0300 

- 

- 

0.001 

0.031 

0.065 

0.313 

0.031 

0.281 

0.777 

275.86 

Over Exploited 

Behror (M) 

0806000140601000 

0.24 

0.28 

- 

0.28 

0.03 

0.32 

0.03 

0.25 

0.04 

0.0900 

- 

- 

0.004 

0.094 

0.137 

0.453 

0.045 

0.407 

4.254 

1,044.10 

Over Exploited 

Belni 

0806000100758200 

0.24 

0.00 

10,272.62 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

362.90 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.007 

3,643.21 

Over Exploited 

Bhagwari Kalan 

0806000100763300 

0.24 

0.60 

- 

0.60 

0.01 

0.61 

0.08 

0.61 

0.09 

0.0200 

- 

- 

- 

0.020 

0.109 

0.714 

0.071 

0.643 

0.636 

98.94 

Critical 

Bhagwari Khurd 

0806000100763200 

0.24 

0.47 

- 

0.47 

0.01 

0.49 

0.08 

0.61 

0.07 

0.0300 

- 

- 

0.003 

0.033 

0.104 

0.590 

0.059 

0.531 

0.712 

134.11 

Over Exploited 

Bheemsinghpura 

0806000100758700 

0.22 

0.37 

- 

0.37 

0.00 

0.37 

0.08 

0.65 

0.05 

- 

- 

- 

0.001 

0.001 

0.051 

0.418 

0.042 

0.376 

0.072 

19.12 

Safe 

Bheeteda 

0806000100763900 

0.24 

0.16 

- 

0.16 

0.01 

0.17 

0.08 

0.61 

0.02 

0.0300 

- 

- 

- 

0.030 

0.054 

0.223 

0.022 

0.201 

0.707 

351.78 

Over Exploited 

Bhoopseda 

0806000100762600 

0.24 

0.17 

- 

0.17 

0.01 

0.18 

0.07 

0.54 

0.03 

0.0200 

- 

- 

- 

0.020 

0.045 

0.227 

0.023 

0.204 

0.583 

285.40 

Over Exploited 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.050 

1,708.18 

Over Exploited 

Bijaisinghpura 

0806000100760600 

0.22 

0.20 

- 

0.20 

0.00 

0.20 

0.08 

0.65 

0.03 

- 

- 

- 

0.001 

0.001 

0.028 

0.226 

0.023 

0.203 

0.071 

34.88 

Safe 

Bijorwas 

0806000100765800 

0.24 

0.33 

- 

0.33 

0.01 

0.35 

0.08 

0.60 

0.05 

0.0400 

- 

- 

0.002 

0.042 

0.092 

0.438 

0.044 

0.394 

0.956 

242.63 

Over Exploited 

Boorhwal 

0806000100763800 

0.24 

0.32 

- 

0.32 

0.01 

0.33 

0.08 

0.61 

0.05 

0.0400 

- 

- 

0.001 

0.041 

0.088 

0.415 

0.042 

0.374 

1.153 

308.33 

Over Exploited 

Chak Muradpur 

0806000100762200 

0.24 

0.33 

- 

0.33 

0.01 

0.34 

0.08 

0.62 

0.05 

0.0400 

- 

- 

- 

0.040 

0.089 

0.432 

0.043 

0.389 

1.023 

263.25 

Over Exploited 

ChandiChana 

0806000100764000 

0.24 

0.22 

- 

0.22 

0.01 

0.23 

0.08 

0.62 

0.03 

0.0300 

- 

- 

0.001 

0.031 

0.063 

0.289 

0.029 

0.261 

0.823 

315.72 

Over Exploited 

Dahmi 

0806000100766800 

0.24 

0.01 

2,345.95 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.017 

0.001 

0.016 

0.172 

1,046.52 

Over Exploited 

Daulatsinghpura 

0806000100760800 

0.24 

0.24 

34.23 

0.28 

0.01 

0.29 

0.06 

0.46 

0.03 

0.0200 

- 

- 

- 

0.020 

0.053 

0.347 

0.017 

0.329 

0.612 

185.84 

Over Exploited 



0.22 

0.03 

224.54 

0.04 

- 

0.04 

0.02 

0.19 

0.00 

0.0100 

- 

- 

- 

0.010 

0.015 

0.057 

0.003 

0.054 

0.159 

295.40 

Over Exploited 

Dausod 

0806000100759200 

0.24 

0.20 

- 

0.20 

0.01 

0.21 

0.03 

0.26 

0.03 

0.0200 

- 

- 

- 

0.020 

0.049 

0.262 

0.026 

0.235 

0.658 

279.40 

Over Exploited 



0.22 

0.39 

- 

0.39 

0.01 

0.40 

0.05 

0.38 

0.06 

0.0200 

- 

- 

- 

0.020 

0.075 

0.478 

0.048 

0.431 

0.675 

156.80 

Over Exploited 

Dawani 

0806000100762500 

0.24 

0.05 

- 

0.05 

- 

0.05 

0.04 

0.28 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.067 

0.007 

0.060 

0.197 

326.27 

Over Exploited 



0.20 

0.06 

- 

0.06 

- 

0.06 

0.04 

0.34 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.078 

0.008 

0.070 

0.166 

235.35 

Over Exploited 

Dhoondhariya 

0806000100764100 

0.24 

0.54 

48.36 

0.64 

0.02 

0.66 

0.08 

0.62 

0.08 

0.0500 

- 

- 

- 

0.050 

0.128 

0.792 

0.040 

0.753 

1.291 

171.47 

Over Exploited 

Dooghera 

0806000100764800 

0.24 

0.09 

442.38 

0.11 

0.01 

0.12 

0.03 

0.25 

0.01 

0.0200 

- 

- 

- 

0.020 

0.033 

0.150 

0.007 

0.142 

0.517 

362.69 

Over Exploited 



0.06 

0.00 

284,466.02 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Doomroli 

0806000100759700 

0.24 

1.38 

- 

1.38 

0.02 

1.41 

0.08 

0.63 

0.20 

0.0500 

- 

- 

0.005 

0.055 

0.256 

1.664 

0.166 

1.498 

1.483 

98.99 

Critical 

Fatehpura 

0806000100764200 

0.24 

0.23 

(3.21) 

0.22 

- 

0.22 

0.08 

0.64 

0.03 

0.0100 

- 

- 

- 

0.010 

0.042 

0.262 

0.013 

0.249 

0.265 

106.38 

Over Exploited 

Gandala 

0806000100762300 

0.24 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.11 

0.00 

0.0100 

- 

- 

- 

0.010 

0.015 

0.050 

0.005 

0.045 

0.188 

418.26 

Over Exploited 



0.20 

0.72 

- 

0.72 

0.01 

0.73 

0.07 

0.53 

0.10 

0.0200 

- 

- 

- 

0.020 

0.124 

0.858 

0.086 

0.772 

0.592 

76.62 

Semi Critical 

Gheelot 

0806000100756800 

0.24 

0.12 

- 

0.12 

- 

0.12 

0.02 

0.15 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.146 

0.015 

0.131 

0.310 

236.61 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Golawas 

0806000100765700 

0.24 

0.12 

- 

0.12 

0.01 

0.13 

0.08 

0.60 

0.02 

0.0200 

- 

- 

0.000 

0.020 

0.038 

0.165 

0.016 

0.148 

0.461 

310.85 

Over Exploited 

Googariya 

0806000100763700 

0.24 

0.19 

- 

0.19 

0.01 

0.20 

0.05 

0.36 

0.03 

0.0200 

- 

- 

- 

0.020 

0.049 

0.254 

0.025 

0.228 

0.679 

297.10 

Over Exploited 



0.06 

0.02 

- 

0.02 

- 

0.02 

0.03 

0.21 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.029 

0.003 

0.026 

0.174 

674.57 

Over Exploited 

Guwana 

0806000100763100 

0.24 

0.71 

- 

0.71 

0.01 

0.73 

0.08 

0.62 

0.11 

0.0200 

- 

- 

0.001 

0.021 

0.127 

0.852 

0.085 

0.767 

0.685 

89.41 

Semi Critical 

Hameedpur 

0806000100768500 

0.24 

0.54 

- 

0.54 

0.02 

0.56 

0.07 

0.54 

0.08 

0.0500 

- 

- 

0.003 

0.053 

0.134 

0.695 

0.069 

0.625 

1.417 

226.65 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Hamjapur 

080600010076490C 

6.472 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.232 

1.66 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.55 

0.61 

0.46 

0.017 

0.18 

0.17 


Heeragarh 

080600010075890C 

0.855 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.855 

0.54 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.05 

0.006 

0.57 

0.65 


Jaisinghpura 

080600010076830C 

1.659 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.659 

-0.36 

0.120 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.49 

0.012 

0.52 

0.38 


Jakhrana Kalan 

080600010076290C 

6.778 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.200 

-0.61 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.039 

0.41 

0.39 







Non-command 

Slate 

0.342 

-0.61 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.003 

0.03 

0.03 


Jakhrana Khurd 

0806000100763600 

5.458 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.271 

-0.57 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.032 

0.42 

0.37 







Non-command 

Slate 

1.188 

-0.57 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.009 

0.12 

0.10 


Jamalpur 

0806000100762400 

1.408 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.114 

-0.98 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.001 

0.04 

0.05 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.294 

-0.98 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.010 

0.50 

0.52 


Jat Gaonra 

0806000100763000 

4.407 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.407 

-0.60 

0.120 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.62 

0.033 

0.54 

0.52 


Jharoda 

0806000100768400 

1.108 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.108 

-0.42 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.008 

0.52 

0.38 


Kaliya Hoda 

0806000100762000 

1.521 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.521 

-0.27 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.011 

0.55 

0.60 


Kanhawas 

0806000100756300 

4.974 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.679 

-1.97 

0.120 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.79 

0.020 

0.31 

0.35 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.398 

-1.97 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.003 

0.05 

0.05 


Kaysa 

0806000100759600 

14.336 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.381 

-0.68 

0.120 

0.32 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.16 

0.093 

0.48 

0.53 







Non-command 

Slate 

0.382 

-0.68 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.003 

0.01 

0.02 


Khatan Khera 

0806000100765100 

1.476 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.476 

-0.24 

0.120 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.61 

0.011 

0.52 

0.40 


Khatiwas 

0806000100760400 

1.831 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.095 

-0.97 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.03 

0.03 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.735 

-0.97 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.013 

0.53 

0.57 


Khohar 

0806000100760300 

8.014 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.493 

-0.78 

0.120 

0.32 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.21 

0.041 

0.37 

0.38 







Non-command 

Slate 

2.116 

-0.78 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.016 

0.14 

0.15 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.009 

-0.78 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khohri 

0806000100768800 

4.659 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.907 

-0.55 

0.120 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.71 

0.022 

0.33 

0.25 







Non-command 

Quartzite 

1.479 

-0.55 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.011 

0.17 

0.13 


Kohrana 

0806000100766200 

10.336 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.336 

-0.57 

0.120 

0.64 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.47 

0.077 

0.53 

0.44 


Kolila Joga 

0806000100764400 

4.955 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.004 

0.32 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kolila Sanga 

0806000100764300 

3.416 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.979 

1.40 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.22 

0.19 

0.22 

0.007 

0.16 

0.19 







Non-command 

Slate 

0.015 

1.40 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Krishan Nagar 

0806000100769400 

4.113 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.004 

-0.46 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kundansinghpura 

0806000100760700 

3.133 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.909 

0.81 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.24 

0.21 

0.17 

0.014 

0.35 

0.40 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.224 

0.81 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.12 

0.08 

0.009 

0.22 

0.25 


Kureli 

0806000100763500 

0.990 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.990 

-0.57 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.007 

0.53 

0.49 


Laksiwas 

0806000100765900 

2.527 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.463 

-0.64 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.018 

0.51 

0.41 







Non-command 

Slate 

0.063 

-0.64 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Machal 

0806000100766700 

2.405 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.405 

-0.11 

0.120 

0.38 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.50 

0.018 

0.52 

0.39 


Madhosinghpura 

0806000100760900 

3.313 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.056 

1.05 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.45 

0.39 

0.22 

0.023 

0.52 

0.60 


Maharajwas 

0806000100766300 

3.863 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.585 

-0.62 

0.120 

0.25 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.98 

0.027 

0.49 

0.38 







Non-command 

Quartzite 

0.279 

-0.62 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.002 

0.04 

0.03 


Mahmoodpur Nagaliya 

0806000100769100 

1.915 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.176 

-0.51 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.001 

0.05 

0.04 







Non-command 

Quartzite 

0.111 

-0.51 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.03 

0.02 


Majari Khurd 

0806000100759100 

2.910 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

-0.60 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.910 

-0.60 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.022 

0.57 

0.65 


Majra 

0806000100756400 

2.813 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.335 

-1.79 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.003 

0.07 

0.08 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.478 

-1.79 

0.120 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.60 

0.019 

0.50 

0.57 


Majrakath 

0806000100761500 

6.790 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.368 

0.42 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.13 

0.10 

0.018 

0.20 

0.23 


Majri Kalan 

0806000100760500 

4.969 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.969 

-0.81 

0.120 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.62 

0.037 

0.57 

0.64 


Mawri 

0806000100766500 

2.149 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.149 

-0.56 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.016 

0.52 

0.40 


Milakpur 

0806000100765200 

3.148 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.148 

-0.37 

0.120 

0.25 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.99 

0.024 

0.53 

0.42 


Mohalariyan 

0806000100761600 

3.522 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.522 

1.05 

0.120 

0.16 

0.01 

0.00 

0.00 

0.00 

0.59 

0.52 

0.61 

0.026 

0.56 

0.65 


Moondiya Khera 

0806000100769500 

2.480 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.771 

-0.44 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.006 

0.16 

0.12 


Mukandsinghpura 

0806000100758800 

1.936 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

-0.31 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.936 

-0.31 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.014 

0.57 

0.65 


Nagal Khodiya 

0806000100765600 

1.628 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.628 

-0.65 

0.120 

0.35 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.39 

0.012 

0.53 

0.42 


Naghori 

0806000100758600 

3.719 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.678 

-0.22 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.020 

0.41 

0.47 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.665 

-0.22 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.005 

0.10 

0.12 


Nagli Jageer 

0806000100765500 

1.661 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.553 

-0.66 

0.120 

0.21 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.82 

0.012 

0.49 

0.41 







Non-command 

Slate 

0.108 

-0.66 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.001 

0.03 

0.03 


Naglisadh 

0806000100765400 

0.960 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.960 

-0.62 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.007 

0.53 

0.42 


Naisarana 

0806000100760100 

8.282 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.390 

-0.61 

0.120 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.56 

0.055 

0.48 

0.49 


Nareda Kalan 

0806000100768600 

2.820 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.820 

-0.41 

0.120 

0.23 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.91 

0.021 

0.52 

0.38 


Nareda Khurd 

0806000100760000 

2.270 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.270 

-0.59 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.44 

0.017 

0.54 

0.58 


Nasarpur 

0806000100768700 

1.800 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.800 

-0.51 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.013 

0.52 

0.39 


Neemrana 

0806000100758300 

7.809 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.310 

0.75 

0.120 

0.80 

0.00 

0.00 

0.00 

0.00 

1.19 

1.04 

0.11 

2.348 

0.31 

0.36 







Non-command 

Slate 

0.180 

0.75 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.098 

0.01 

0.02 


Nibhor 

0806000100766000 

3.417 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.982 

-0.67 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.007 

0.15 

0.13 







Non-command 

Slate 

2.132 

-0.67 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.016 

0.33 

0.28 


Nihalpura 

0806000100759900 

2.470 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.470 

-0.57 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.018 

0.54 

0.58 


Peepli 

0806000100761900 

4.292 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.793 

-0.47 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.013 

0.24 

0.27 






Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Hamjapur 

0806000100764900 

0.24 

0.10 

523.91 

0.12 

0.01 

0.13 

0.03 

0.21 

0.01 

0.0200 

- 

- 

- 

0.020 

0.035 

0.162 

0.008 

0.154 

0.474 

307.27 

Over Exploited 

Heeragarh 

0806000100758900 

0.22 

0.11 

(47.82) 

0.09 

0.00 

0.09 

0.08 

0.65 

0.01 

- 

- 

- 

0.002 

0.002 

0.017 

0.104 

0.005 

0.099 

0.051 

51.93 

Safe 

Jaisinghpura 

0806000100768300 

0.24 

0.21 

- 

0.21 

0.01 

0.22 

0.08 

0.60 

0.03 

0.0200 

- 

- 

0.002 

0.022 

0.053 

0.273 

0.027 

0.246 

0.502 

204.54 

Over Exploited 

Jakhrana Kalan 

0806000100762900 

0.24 

0.49 

- 

0.49 

- 

0.49 

0.06 

0.47 

0.07 

0.0100 

- 

- 

- 

0.010 

0.082 

0.568 

0.057 

0.512 

0.352 

68.78 

Safe 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.009 

1,494.39 

Over Exploited 

Jakhrana Khurd 

0806000100763600 

0.24 

0.43 

- 

0.43 

0.01 

0.44 

0.06 

0.48 

0.06 

0.0200 

- 

- 

0.001 

0.021 

0.085 

0.521 

0.052 

0.469 

0.464 

99.00 

Critical 



0.06 

0.01 

- 

0.01 

0.00 

0.01 

0.02 

0.13 

0.00 

- 

- 

- 

0.001 

0.001 

0.003 

0.012 

0.001 

0.011 

0.062 

584.44 

Over Exploited 

Jamalpur 

0806000100762400 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.044 

3,511.47 

Over Exploited 



0.20 

0.13 

- 

0.13 

- 

0.13 

0.07 

0.58 

0.02 

0.0100 

- 

- 

- 

0.010 

0.029 

0.160 

0.016 

0.144 

0.324 

225.35 

Over Exploited 

Jat Gaonra 

0806000100763000 

0.24 

0.57 

- 

0.57 

0.01 

0.58 

0.08 

0.62 

0.08 

0.0200 

- 

- 

0.002 

0.022 

0.106 

0.686 

0.069 

0.617 

0.649 

105.14 

Over Exploited 

Jharoda 

0806000100768400 

0.24 

0.14 

- 

0.14 

- 

0.14 

0.08 

0.60 

0.02 

0.0100 

- 

- 

- 

0.010 

0.031 

0.170 

0.017 

0.153 

0.282 

184.56 

Over Exploited 

Kaliya Hoda 

0806000100762000 

0.24 

0.20 

- 

0.20 

0.00 

0.20 

0.08 

0.63 

0.03 

- 

- 

- 

0.001 

0.001 

0.030 

0.234 

0.023 

0.210 

0.108 

51.56 

Safe 

Kanhawas 

0806000100756300 

0.24 

0.20 

- 

0.20 

0.01 

0.21 

0.04 

0.35 

0.03 

0.0300 

- 

- 

- 

0.030 

0.057 

0.264 

0.026 

0.238 

0.812 

341.75 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.004 

0.084 

2,058.85 

Over Exploited 

Kaysa 

0806000100759600 

0.24 

1.37 

- 

1.37 

0.01 

1.38 

0.07 

0.55 

0.20 

0.0400 

- 

- 

- 

0.040 

0.236 

1.613 

0.161 

1.452 

1.251 

86.12 

Semi Critical 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.021 

9,986.87 

Over Exploited 

Khatan Khera 

0806000100765100 

0.24 

0.19 

- 

0.19 

0.01 

0.20 

0.08 

0.60 

0.03 

0.0200 

- 

- 

0.001 

0.021 

0.049 

0.245 

0.025 

0.221 

0.623 

282.36 

Over Exploited 

Khatiwas 

0806000100760400 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.013 

1,873.33 

Over Exploited 



0.22 

0.20 

- 

0.20 

- 

0.20 

0.08 

0.60 

0.03 

0.0100 

- 

- 

- 

0.010 

0.039 

0.240 

0.024 

0.216 

0.274 

127.07 

Over Exploited 

Khohar 

0806000100760300 

0.24 

0.49 

- 

0.49 

0.02 

0.51 

0.05 

0.43 

0.07 

0.0500 

- 

- 

- 

0.050 

0.122 

0.635 

0.063 

0.571 

1.254 

219.59 

Over Exploited 



0.06 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.16 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.031 

0.003 

0.028 

0.218 

782.16 

Over Exploited 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khohri 

0806000100768800 

0.24 

0.23 

- 

0.23 

0.01 

0.24 

0.05 

0.38 

0.03 

0.0300 

- 

- 

- 

0.030 

0.064 

0.302 

0.030 

0.272 

0.728 

267.63 

Over Exploited 



0.07 

0.02 

- 

0.02 

0.00 

0.02 

0.03 

0.19 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.013 

0.031 

0.003 

0.028 

0.166 

589.19 

Over Exploited 

Kohrana 

0806000100766200 

0.24 

1.31 

- 

1.31 

0.03 

1.34 

0.08 

0.61 

0.20 

0.0900 

- 

- 

0.007 

0.097 

0.294 

1.635 

0.164 

1.472 

2.543 

172.78 

Over Exploited 

Kolila Joga 

0806000100764400 

0.24 

0.00 

29,794.07 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kolila Sanga 

0806000100764300 

0.24 

0.04 

409.66 

0.04 

- 

0.04 

0.02 

0.18 

0.01 

0.0100 

- 

- 

- 

0.010 

0.015 

0.060 

0.003 

0.057 

0.229 

399.94 

Over Exploited 



0.06 

0.00 

12,762.33 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Krishan Nagar 

0806000100769400 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kundansinghpura 

0806000100760700 

0.24 

0.16 

29.15 

0.19 

- 

0.19 

0.05 

0.39 

0.02 

0.0100 

- 

- 

- 

0.010 

0.032 

0.223 

0.011 

0.211 

0.182 

86.23 

Semi Critical 



0.22 

0.06 

102.30 

0.07 

- 

0.07 

0.03 

0.25 

0.01 

- 

- 

- 

- 

- 

0.008 

0.080 

0.004 

0.076 

0.090 

118.55 

Over Exploited 

Kureli 

0806000100763500 

0.24 

0.13 

- 

0.13 

0.01 

0.14 

0.08 

0.61 

0.02 

0.0200 

- 

- 

- 

0.020 

0.039 

0.175 

0.018 

0.158 

0.457 

290.37 

Over Exploited 

Laksiwas 

0806000100765900 

0.24 

0.30 

- 

0.30 

0.00 

0.30 

0.08 

0.59 

0.05 

0.0100 

- 

- 

0.002 

0.012 

0.058 

0.362 

0.036 

0.326 

0.263 

80.74 

Semi Critical 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Machal 

0806000100766700 

0.24 

0.30 

- 

0.30 

0.02 

0.32 

0.08 

0.60 

0.05 

0.0600 

- 

- 

0.001 

0.061 

0.107 

0.429 

0.043 

0.386 

1.519 

393.11 

Over Exploited 

Madhosinghpura 

0806000100760900 

0.24 

0.38 

0.97 

0.39 

- 

0.39 

0.07 

0.60 

0.05 

0.0100 

- 

- 

- 

0.010 

0.063 

0.452 

0.023 

0.429 

0.239 

55.66 

Safe 

Maharajwas 

0806000100766300 

0.24 

0.42 

- 

0.42 

0.01 

0.43 

0.07 

0.56 

0.06 

0.0400 

- 

- 

0.002 

0.042 

0.105 

0.535 

0.053 

0.481 

1.003 

208.44 

Over Exploited 



0.07 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.034 

4,459.00 

Over Exploited 

Mahmoodpur Nagaliya 

0806000100769100 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.044 

2,098.92 

Over Exploited 



0.07 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.013 

5,288.88 

Over Exploited 

Majari Khurd 

0806000100759100 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.36 

- 

0.36 

0.00 

0.36 

0.08 

0.65 

0.05 

0.0100 

- 

- 

0.002 

0.012 

0.062 

0.426 

0.043 

0.383 

0.241 

62.78 

Safe 

Maj'ra 

0806000100756400 

0.24 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.006 

0.135 

2,414.11 

Over Exploited 



0.22 

0.27 

- 

0.27 

0.01 

0.28 

0.07 

0.57 

0.04 

0.0200 

- 

- 

- 

0.020 

0.058 

0.341 

0.034 

0.307 

0.619 

201.63 

Over Exploited 

Maj'rakath 

0806000100761500 

0.24 

0.11 

14.72 

0.13 

- 

0.13 

0.03 

0.22 

0.02 

- 

- 

- 

- 

- 

0.016 

0.144 

0.007 

0.137 

0.120 

87.29 

Semi Critical 

Maj'ri Kalan 

0806000100760500 

0.22 

0.62 

- 

0.62 

0.01 

0.63 

0.08 

0.64 

0.09 

0.0200 

- 

- 

0.002 

0.022 

0.109 

0.738 

0.074 

0.664 

0.656 

98.78 

Critical 

Mawri 

0806000100766500 

0.24 

0.27 

- 

0.27 

0.00 

0.27 

0.08 

0.60 

0.04 

0.0100 

- 

- 

0.001 

0.011 

0.052 

0.323 

0.032 

0.291 

0.362 

124.52 

Over Exploited 

Milakpur 

0806000100765200 

0.24 

0.40 

- 

0.40 

0.01 

0.41 

0.08 

0.60 

0.06 

0.0400 

- 

- 

- 

0.040 

0.100 

0.507 

0.051 

0.456 

1.010 

221.24 

Over Exploited 

Mohalariyan 

0806000100761600 

0.24 

0.48 

8.03 

0.52 

0.01 

0.53 

0.08 

0.64 

0.07 

0.0200 

- 

- 

- 

0.020 

0.087 

0.612 

0.031 

0.581 

0.638 

109.77 

Over Exploited 

Moondiya Khera 

0806000100769500 

0.24 

0.03 

- 

0.03 

0.00 

0.03 

0.02 

0.19 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.015 

0.045 

0.005 

0.041 

0.258 

632.42 

Over Exploited 

Mukandsinghpura 

0806000100758800 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.24 

- 

0.24 

0.00 

0.24 

0.08 

0.65 

0.03 

- 

- 

- 

0.003 

0.003 

0.036 

0.280 

0.028 

0.252 

0.098 

39.10 

Safe 

Nagal Khodiya 

0806000100765600 

0.24 

0.21 

- 

0.21 

0.02 

0.23 

0.08 

0.61 

0.03 

0.0500 

- 

- 

0.000 

0.050 

0.081 

0.307 

0.031 

0.276 

1.402 

507.44 

Over Exploited 

Naghori 

0806000100758600 

0.24 

0.26 

- 

0.26 

- 

0.26 

0.06 

0.47 

0.04 

0.0100 

- 

- 

- 

0.010 

0.046 

0.310 

0.031 

0.279 

0.362 

129.89 

Over Exploited 



0.22 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.002 

0.017 

0.002 

0.015 

0.058 

380.17 

Over Exploited 

Nagli Jageer 

0806000100765500 

0.24 

0.18 

- 

0.18 

0.01 

0.19 

0.07 

0.57 

0.03 

0.0300 

- 

- 

0.001 

0.031 

0.058 

0.253 

0.025 

0.228 

0.833 

365.52 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.029 

12,465.26 

Over Exploited 

Naglisadh 

0806000100765400 

0.24 

0.12 

- 

0.12 

0.00 

0.12 

0.08 

0.61 

0.02 

- 

- 

- 

0.000 

0.000 

0.019 

0.140 

0.014 

0.126 

0.083 

65.95 

Safe 

Naisarana 

0806000100760100 

0.24 

0.84 

- 

0.84 

0.01 

0.85 

0.07 

0.56 

0.12 

0.0200 

- 

- 

- 

0.020 

0.143 

0.993 

0.099 

0.893 

0.613 

68.63 

Safe 

Nareda Kalan 

0806000100768600 

0.24 

0.35 

- 

0.35 

0.01 

0.36 

0.08 

0.60 

0.05 

0.0300 

- 

- 

- 

0.030 

0.083 

0.447 

0.045 

0.402 

0.928 

230.66 

Over Exploited 

Nareda Khurd 

0806000100760000 

0.24 

0.30 

- 

0.30 

0.01 

0.31 

0.08 

0.62 

0.04 

0.0200 

- 

- 

0.001 

0.021 

0.065 

0.372 

0.037 

0.335 

0.461 

137.78 

Over Exploited 

Nasarpur 

0806000100768700 

0.24 

0.23 

- 

0.23 

0.01 

0.24 

0.08 

0.60 

0.03 

0.0200 

- 

- 

0.001 

0.021 

0.055 

0.291 

0.029 

0.262 

0.474 

181.05 

Over Exploited 

Neemrana 

0806000100758300 

0.24 

0.32 

109,961.12 

0.39 

- 

0.39 

0.04 

0.36 

0.04 

- 

- 

- 

- 

- 

0.044 

0.430 

0.021 

0.408 

2.462 

603.10 

Over Exploited 



0.06 

0.00 

43,240.69 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.098 

67,804.71 

Over Exploited 

Nibhor 

0806000100766000 

0.24 

0.04 

- 

0.04 

- 

0.04 

0.02 

0.17 

0.01 

- 

- 

- 

- 

- 

0.005 

0.041 

0.004 

0.037 

0.090 

243.97 

Over Exploited 



0.06 

0.04 

- 

0.04 

- 

0.04 

0.05 

0.38 

0.01 

- 

- 

- 

- 

- 

0.006 

0.046 

0.005 

0.041 

0.092 

224.34 

Over Exploited 

Nihalpura 

0806000100759900 

0.24 

0.32 

- 

0.32 

0.01 

0.33 

0.08 

0.62 

0.05 

0.0200 

- 

- 

- 

0.020 

0.067 

0.399 

0.040 

0.359 

0.426 

118.80 

Over Exploited 

Peepli 

0806000100761900 

0.24 

0.10 

- 

0.10 

- 

0.10 

0.03 

0.27 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.126 

0.013 

0.113 

0.289 

255.67 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.499 

-0.47 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.019 

0.33 

0.37 


Pratappur Chak No. 1 

0806000100756700 

1.745 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.722 

-1.66 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.013 

0.56 

0.64 


Pratappur Chak No. 2 

0806000100756600 

1.143 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.970 

-0.76 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.007 

0.48 

0.55 


Pratapsinghpura 

0806000100761700 

3.656 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.656 

0.97 

0.120 

0.15 

0.01 

0.00 

0.00 

0.00 

0.56 

0.49 

0.55 

0.027 

0.57 

0.65 


Raiwana 

0806000100759400 

4.942 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.434 

-0.75 

0.120 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.76 

0.026 

0.39 

0.43 







Non-command 

Slate 

1.206 

-0.75 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.009 

0.14 

0.15 


Ramsinghpura 

0806000100766600 

1.767 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.767 

-0.41 

0.120 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.65 

0.013 

0.52 

0.39 


Riwali 

0806000100765000 

4.898 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.817 

0.80 

0.120 

0.67 

0.03 

0.00 

0.00 

0.00 

1.10 

1.34 

2.64 

0.036 

0.52 

0.43 


Rodwal 

0806000100759000 

2.642 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.642 

-0.05 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.020 

0.57 

0.65 


Sagli 

0806000100766400 

1.103 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.103 

-0.57 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.008 

0.52 

0.40 


Salarpur 

0806000100758500 

2.786 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.723 

0.14 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.07 

0.005 

0.15 

0.17 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.063 

0.14 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.11 

0.015 

0.42 

0.48 


Shyodansinghpura 

0806000100760200 

2.658 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.291 

-0.73 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.010 

0.27 

0.28 







Non-command 

Slate 

1.030 

-0.73 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.008 

0.21 

0.22 


Sorwa 

0806000100765300 

1.062 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.062 

-0.52 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.008 

0.52 

0.41 


Talwana 

0806000100759500 

5.640 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.628 

-0.82 

0.120 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.65 

0.042 

0.56 

0.63 







Non-command 

Slate 

0.012 

-0.82 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Umraogarh 

0806000100758400 

2.144 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.983 

0.76 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.22 

0.19 

0.14 

0.015 

0.53 

0.60 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.128 

0.76 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.03 

0.04 


Untoli 

0806000100769000 

10.478 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.746 

-0.55 

0.120 

0.33 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.22 

0.065 

0.44 

0.36 







Non-command 

Quartzite 

0.009 

-0.55 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 

01001005 

Bagor 

0805000400729500 

0.624 

Fresh 

Non-command 

Non-command 

Quartzite 

0.206 

0.90 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.08 

0.002 

0.16 

0.30 


Bamanwas 

0805000300724000 

2.183 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.183 

0.27 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

0.17 

0.11 

0.42 

0.021 

0.46 

0.73 


Banwas 

0805000300727200 

5.391 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.824 

-0.20 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.028 

0.25 

0.46 







Non-command 

Quartzite 

0.002 

-0.20 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Basant Bihar 

0805000400728400 

5.753 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.130 

0.60 

0.120 

0.09 

0.01 

0.00 

0.00 

0.00 

0.23 

0.13 

0.33 

0.019 

0.18 

0.33 







Non-command 

Quartzite 

3.035 

0.60 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.13 

0.07 

0.37 

0.027 

0.26 

0.47 


Basri 

0805000300719100 

2.208 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.064 

-0.77 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.020 

0.40 

0.64 


Bhaloth 

0805000300724600 

13.440 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.440 

0.34 

0.120 

0.34 

0.01 

0.00 

0.00 

0.00 

0.88 

0.57 

1.20 

0.131 

0.47 

0.72 


Bhirr 

0805000300723400 

7.877 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.877 

0.13 

0.120 

0.18 

0.01 

0.00 

0.00 

0.00 

0.29 

0.18 

0.62 

0.077 

0.45 

0.75 


Bhodan 

0805000300726500 

4.151 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.568 

0.27 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.23 

0.13 

0.45 

0.035 

0.40 

0.73 


Bhopalpura 

0805000300723300 

2.726 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.726 

0.09 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.16 

0.027 

0.45 

0.76 


Brijpura 

0805000300724700 

1.711 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.711 

-0.23 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.017 

0.45 

0.71 


Buhana 

0805000300719500 

31.057 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.307 

-0.08 

0.120 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.062 

0.09 

0.14 


Chirani 

0805000400730000 

4.064 

Fresh 

Non-command 

Non-command 

Quartzite 

3.968 

0.30 

0.020 

0.15 

0.02 

0.00 

0.00 

0.00 

0.15 

0.08 

0.57 

0.036 

0.47 

0.87 


Churina 

0805000300725500 

6.363 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.363 

0.05 

0.120 

0.16 

0.01 

0.00 

0.00 

0.00 

0.19 

0.14 

0.54 

0.062 

0.51 

0.69 


Deolawas 

0805000300723600 

3.638 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.638 

-0.25 

0.120 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.48 

0.036 

0.45 

0.74 


Dhaka Mandi 

0805000300719200 

3.985 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.082 

-0.80 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.37 

0.030 

0.33 

0.52 


Dhana 

0805000300727400 

5.945 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.945 

-0.06 

0.120 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.49 

0.058 

0.48 

0.88 


Dhani Bhajnawali 

0805000400730200 

4.691 

Fresh 

Non-command 

Non-command 

Quartzite 

4.691 

-0.18 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.042 

0.49 

0.89 


Dhani Bhaloth 

0805000300725200 

7.504 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.504 

0.20 

0.120 

0.18 

0.01 

0.00 

0.00 

0.00 

0.35 

0.24 

0.61 

0.073 

0.48 

0.71 


Dochana Ki Dhani 

0805000300727700 

5.811 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.811 

0.31 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.25 

0.14 

0.06 

0.057 

0.48 

0.83 


Doodhwa Nangliya 

0805000400731700 

11.100 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.266 

0.91 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.01 

0.002 

0.01 

0.02 







Non-command 

Quartzite 

9.246 

0.91 

0.020 

0.16 

0.01 

0.00 

0.00 

0.00 

0.32 

0.18 

0.51 

0.084 

0.40 

0.71 


Doomoli Kalan 

0805000300727600 

2.903 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.681 

0.78 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.26 

0.15 

0.02 

0.026 

0.44 

0.79 


Doomoli Khurd 

0805000300726300 

8.308 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.308 

0.40 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.45 

0.25 

0.10 

0.081 

0.47 

0.84 


Ganeshpura 

0805000400730800 

2.421 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.051 

0.78 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.21 

0.12 

0.05 

0.019 

0.41 

0.72 







Non-command 

Quartzite 

0.370 

0.78 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.003 

0.07 

0.13 


Ghasera 

0805000300723900 

5.513 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.513 

-0.03 

0.120 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.48 

0.054 

0.45 

0.71 


Gorir 

0805000400731800 

14.724 

Fresh 

Non-command 

Non-command 

Quartzite 

1.523 

0.98 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.02 

0.014 

0.05 

0.09 


Gothra (CT) 

0805000440509000 

4.320 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.889 

-0.24 

0.120 

0.25 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.553 

0.21 

0.39 







Non-command 

Quartzite 

2.182 

-0.24 

0.020 

0.27 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.639 

0.24 

0.45 


Gujarwas 

0805000300726800 

5.999 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.004 

0.05 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gunti 

0805000300725800 

5.878 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.878 

-0.05 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.057 

0.48 

0.77 


Hasas 

0805000300719300 

1.891 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.437 

-0.24 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.014 

0.32 

0.51 


Indrasar 

0805000300723500 

5.019 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.019 

-0.29 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.049 

0.45 

0.77 


Ishakpura 

0805000300727500 

4.152 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.664 

0.68 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.24 

0.13 

0.05 

0.026 

0.31 

0.56 







Non-command 

Quartzite 

0.912 

0.68 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.01 

0.009 

0.10 

0.19 


Jaitpur 

0805000300718400 

11.643 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.086 

-0.69 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 


Jasrapur 

0805000400728500 

24.993 

Fresh 

Non-command 

Non-command 

Quartzite 

1.332 

0.51 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.07 

0.012 

0.03 

0.05 


Jhanjha 

0805000300719400 

4.385 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.385 

0.41 

0.120 

0.17 

0.01 

0.00 

0.00 

0.00 

0.38 

0.23 

0.64 

0.043 

0.43 

0.71 


Jujharpur 

0805000400730500 

6.330 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.428 

0.76 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.17 

0.09 

0.16 

0.013 

0.11 

0.20 







Non-command 

Quartzite 

4.601 

0.76 

0.020 

0.12 

0.01 

0.00 

0.00 

0.00 

0.18 

0.10 

0.42 

0.042 

0.35 

0.64 


Kakra 

0805000300725300 

4.858 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.858 

0.08 

0.120 

0.13 

0.01 

0.00 

0.00 

0.00 

0.16 

0.12 

0.47 

0.047 

0.49 

0.70 


Kakrai 

0805000400731100 

2.808 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.579 

1.00 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.005 

0.10 

0.18 







Non-command 

Quartzite 

2.229 

1.00 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.00 

0.020 

0.38 

0.69 


Kalothra 

0805000300724900 

3.215 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.215 

0.01 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.37 

0.031 

0.46 

0.71 


Kalwa 

0805000300717500 

2.263 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.268 

-0.80 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.003 

0.05 

0.08 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.22 

0.18 

- 

0.18 

- 

0.18 

0.05 

0.37 

0.03 

0.0100 

- 

- 

- 

0.010 

0.035 

0.216 

0.022 

0.194 

0.286 

146.91 

Over Exploited 

Pratappur Chak No. 1 

0806000100756700 

0.24 

0.23 

- 

0.23 

0.00 

0.23 

0.08 

0.64 

0.03 

0.0100 

- 

- 

0.000 

0.010 

0.042 

0.274 

0.027 

0.247 

0.175 

70.84 

Semi Critical 

Pratappur Chak No. 2 

0806000100756600 

0.24 

0.11 

- 

0.11 

- 

0.11 

0.07 

0.55 

0.02 

0.0100 

- 

- 

- 

0.010 

0.026 

0.138 

0.014 

0.124 

0.199 

160.73 

Over Exploited 

Pratapsinghpura 

0806000100761700 

0.24 

0.50 

(1.50) 

0.49 

0.01 

0.50 

0.08 

0.65 

0.07 

0.0200 

- 

- 

0.002 

0.022 

0.091 

0.594 

0.030 

0.564 

0.573 

101.64 

Over Exploited 

Raiwana 

0806000100759400 

0.24 

0.32 

- 

0.32 

0.01 

0.33 

0.06 

0.44 

0.05 

0.0300 

- 

- 

- 

0.030 

0.075 

0.405 

0.041 

0.365 

0.788 

215.85 

Over Exploited 



0.06 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.16 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.021 

0.002 

0.019 

0.149 

787.27 

Over Exploited 

Ramsinghpura 

0806000100766600 

0.24 

0.22 

- 

0.22 

0.01 

0.23 

0.08 

0.60 

0.03 

0.0200 

- 

- 

- 

0.020 

0.053 

0.285 

0.029 

0.257 

0.665 

258.98 

Over Exploited 

Riwali 

0806000100765000 

0.24 

0.60 

123.01 

0.72 

0.03 

0.75 

0.08 

0.60 

0.09 

0.1000 

- 

- 

0.001 

0.101 

0.191 

0.941 

0.047 

0.894 

2.675 

299.27 

Over Exploited 

Rodwal 

0806000100759000 

0.22 

0.33 

- 

0.33 

- 

0.33 

0.08 

0.65 

0.05 

- 

- 

- 

- 

- 

0.046 

0.376 

0.038 

0.338 

0.104 

30.66 

Safe 

Sagli 

0806000100766400 

0.24 

0.14 

- 

0.14 

- 

0.14 

0.08 

0.60 

0.02 

0.0100 

- 

- 

- 

0.010 

0.031 

0.169 

0.017 

0.153 

0.289 

189.64 

Over Exploited 

Salarpur 

0806000100758500 

0.24 

0.03 

8.43 

0.03 

- 

0.03 

0.02 

0.17 

0.00 

- 

- 

- 

- 

- 

0.004 

0.031 

0.002 

0.030 

0.077 

259.97 

Over Exploited 



0.22 

0.19 

(70.85) 

0.15 

- 

0.15 

0.06 

0.48 

0.03 

- 

- 

- 

- 

- 

0.026 

0.179 

0.009 

0.170 

0.125 

73.63 

Semi Critical 

Shyodansinghpura 

0806000100760200 

0.24 

0.08 

- 

0.08 

- 

0.08 

0.04 

0.31 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.104 

0.010 

0.094 

0.201 

213.74 

Over Exploited 



0.06 

0.01 

- 

0.01 

- 

0.01 

0.03 

0.24 

0.00 

- 

- 

- 

- 

- 

0.002 

0.015 

0.002 

0.014 

0.068 

498.82 

Over Exploited 

Sorwa 

0806000100765300 

0.24 

0.13 

- 

0.13 

0.00 

0.13 

0.08 

0.60 

0.02 

0.0100 

- 

- 

0.000 

0.010 

0.030 

0.164 

0.016 

0.147 

0.264 

178.95 

Over Exploited 

Talwana 

0806000100759500 

0.24 

0.76 

- 

0.76 

0.01 

0.77 

0.08 

0.64 

0.11 

0.0200 

- 

- 

0.002 

0.022 

0.129 

0.895 

0.089 

0.805 

0.696 

86.42 

Semi Critical 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Umraogarh 

0806000100758400 

0.24 

0.25 

(22.87) 

0.20 

- 

0.20 

0.07 

0.60 

0.03 

0.0100 

- 

- 

- 

0.010 

0.045 

0.245 

0.012 

0.233 

0.159 

68.27 

Safe 



0.22 

0.00 

961.57 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.009 

733.46 

Over Exploited 

Untoli 

0806000100769000 

0.24 

0.92 

- 

0.92 

0.02 

0.94 

0.07 

0.50 

0.14 

0.0500 

- 

- 

- 

0.050 

0.188 

1.129 

0.113 

1.016 

1.282 

126.25 

Over Exploited 



0.07 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bagor 

0805000400729500 

0.09 

0.00 

6,479.99 

0.00 

- 

0.00 

0.03 

0.19 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.078 

589.85 

Over Exploited 

Bamanwas 

0805000300724000 

0.10 

0.10 

8.20 

0.11 

0.01 

0.12 

0.08 

0.53 

0.02 

0.0200 

- 

- 

- 

0.020 

0.037 

0.154 

0.008 

0.147 

0.441 

301.05 

Over Exploited 

Banwas 

0805000300727200 

0.10 

0.07 

- 

0.07 

- 

0.07 

0.04 

0.30 

0.01 

- 

- 

- 

- 

- 

0.012 

0.081 

0.008 

0.073 

0.136 

185.06 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Basant Bihar 

0805000400728400 

0.20 

0.08 

64.75 

0.09 

0.01 

0.10 

0.03 

0.21 

0.01 

0.0400 

- 

- 

- 

0.040 

0.053 

0.155 

0.008 

0.147 

0.348 

236.53 

Over Exploited 



0.09 

0.07 

3,541.22 

0.07 

0.01 

0.08 

0.04 

0.30 

0.01 

0.0400 

- 

- 

- 

0.040 

0.052 

0.130 

0.007 

0.124 

0.396 

320.36 

Over Exploited 

Basri 

0805000300719100 

0.10 

0.08 

- 

0.08 

- 

0.08 

0.07 

0.47 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.107 

0.011 

0.096 

0.260 

269.83 

Over Exploited 

Bhaloth 

0805000300724600 

0.10 

0.63 

(9.36) 

0.57 

0.01 

0.58 

0.08 

0.55 

0.10 

0.0400 

- 

- 

0.001 

0.041 

0.145 

0.727 

0.036 

0.691 

1.326 

192.06 

Over Exploited 

Bhirr 

0805000300723400 

0.10 

0.35 

(50.27) 

0.28 

0.01 

0.29 

0.08 

0.52 

0.06 

0.0200 

- 

- 

- 

0.020 

0.081 

0.372 

0.019 

0.354 

0.701 

198.14 

Over Exploited 

Bhodan 

0805000300726500 

0.10 

0.14 

71,419.55 

0.13 

0.01 

0.14 

0.07 

0.47 

0.02 

0.0200 

- 

- 

- 

0.020 

0.045 

0.181 

0.009 

0.172 

0.489 

284.93 

Over Exploited 

Bhopalpura 

0805000300723300 

0.10 

0.12 

(61.39) 

0.10 

- 

0.10 

0.08 

0.52 

0.02 

0.0100 

- 

- 

- 

0.010 

0.031 

0.129 

0.006 

0.122 

0.183 

149.54 

Over Exploited 

Brijpura 

0805000300724700 

0.10 

0.08 

- 

0.08 

- 

0.08 

0.08 

0.53 

0.01 

0.0100 

- 

- 

- 

0.010 

0.023 

0.101 

0.010 

0.091 

0.293 

322.73 

Over Exploited 

Buhana 

0805000300719500 

0.10 

0.05 

- 

0.05 

0.01 

0.06 

0.02 

0.10 

0.01 

0.0200 

- 

- 

- 

0.020 

0.030 

0.093 

0.009 

0.084 

0.518 

615.36 

Over Exploited 

Chirani 

0805000400730000 

0.09 

0.17 

(50.71) 

0.14 

0.02 

0.16 

0.08 

0.56 

0.03 

0.0600 

- 

- 

- 

0.060 

0.089 

0.244 

0.012 

0.232 

0.603 

259.67 

Over Exploited 

Churina 

0805000300725500 

0.10 

0.32 

(56.36) 

0.26 

0.01 

0.27 

0.08 

0.59 

0.05 

0.0200 

- 

- 

- 

0.020 

0.071 

0.339 

0.017 

0.322 

0.602 

186.76 

Over Exploited 

Deolawas 

0805000300723600 

0.10 

0.16 

- 

0.16 

0.01 

0.17 

0.08 

0.53 

0.03 

0.0200 

- 

- 

0.001 

0.021 

0.049 

0.224 

0.022 

0.201 

0.516 

256.06 

Over Exploited 

Dhaka Mandi 

0805000300719200 

0.10 

0.10 

- 

0.10 

- 

0.10 

0.06 

0.38 

0.02 

0.0100 

- 

- 

- 

0.010 

0.028 

0.128 

0.013 

0.116 

0.402 

347.73 

Over Exploited 

Dhana 

0805000300727400 

0.10 

0.29 

- 

0.29 

0.01 

0.30 

0.08 

0.56 

0.05 

0.0200 

- 

- 

- 

0.020 

0.069 

0.365 

0.037 

0.329 

0.552 

168.00 

Over Exploited 

Dhani Bhajnawali 

0805000400730200 

0.09 

0.20 

- 

0.20 

0.01 

0.21 

0.08 

0.57 

0.04 

0.0300 

- 

- 

- 

0.030 

0.065 

0.280 

0.028 

0.252 

0.317 

125.99 

Over Exploited 

Dhani Bhaloth 

0805000300725200 

0.10 

0.36 

(34.28) 

0.29 

0.01 

0.30 

0.08 

0.56 

0.06 

0.0200 

- 

- 

- 

0.020 

0.079 

0.379 

0.019 

0.360 

0.685 

190.47 

Over Exploited 

Dochana Ki Dhani 

0805000300727700 

0.10 

0.28 

(48.44) 

0.22 

- 

0.22 

0.08 

0.56 

0.05 

- 

- 

- 

- 

- 

0.047 

0.268 

0.013 

0.254 

0.117 

45.92 

Safe 

Doodhwa Nangliya 

0805000400731700 

0.22 

0.00 

2,962.59 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.016 

1,867.15 

Over Exploited 



0.09 

0.34 

(45.75) 

0.27 

0.01 

0.28 

0.07 

0.47 

0.06 

0.0200 

- 

- 

- 

0.020 

0.076 

0.355 

0.018 

0.337 

0.597 

177.13 

Over Exploited 

Doomoli Kalan 

0805000300727600 

0.10 

0.12 

12,893.13 

0.14 

- 

0.14 

0.08 

0.52 

0.02 

- 

- 

- 

- 

- 

0.020 

0.159 

0.008 

0.151 

0.050 

33.23 

Safe 

Doomoli Khurd 

0805000300726300 

0.10 

0.39 

(36.31) 

0.31 

- 

0.31 

0.08 

0.55 

0.07 

- 

- 

- 

- 

- 

0.067 

0.382 

0.019 

0.362 

0.177 

48.90 

Safe 

Ganeshpura 

0805000400730800 

0.20 

0.17 

(27.64) 

0.13 

- 

0.13 

0.07 

0.47 

0.03 

- 

- 

- 

- 

- 

0.028 

0.161 

0.008 

0.153 

0.073 

47.37 

Safe 



0.09 

0.00 

35.85 

0.00 

- 

0.00 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.011 

358.89 

Over Exploited 

Ghasera 

0805000300723900 

0.10 

0.25 

- 

0.25 

0.01 

0.26 

0.08 

0.52 

0.04 

0.0200 

- 

- 

- 

0.020 

0.062 

0.319 

0.032 

0.287 

0.536 

186.43 

Over Exploited 

Gorir 

0805000400731800 

0.09 

0.01 

226.22 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.009 

0.031 

344.75 

Over Exploited 

Gothra (CT) 

0805000440509000 

0.20 

0.08 

- 

0.08 

0.01 

0.09 

0.04 

0.25 

0.01 

0.0300 

- 

- 

- 

0.030 

0.044 

0.134 

0.013 

0.120 

0.826 

686.20 

Over Exploited 



0.09 

0.05 

- 

0.05 

0.01 

0.06 

0.04 

0.29 

0.01 

0.0300 

- 

- 

- 

0.030 

0.038 

0.096 

0.010 

0.087 

0.891 

1,027.95 

Over Exploited 

Gujarwas 

0805000300726800 

0.10 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gunti 

0805000300725800 

0.10 

0.28 

- 

0.28 

- 

0.28 

0.08 

0.55 

0.05 

0.0100 

- 

- 

- 

0.010 

0.057 

0.336 

0.034 

0.303 

0.297 

98.31 

Critical 

Hasas 

0805000300719300 

0.10 

0.05 

- 

0.05 

- 

0.05 

0.06 

0.38 

0.01 

- 

- 

- 

- 

- 

0.008 

0.054 

0.005 

0.049 

0.146 

299.08 

Over Exploited 

Indrasar 

0805000300723500 

0.10 

0.23 

- 

0.23 

- 

0.23 

0.08 

0.53 

0.04 

0.0100 

- 

- 

- 

0.010 

0.049 

0.277 

0.028 

0.250 

0.253 

101.35 

Over Exploited 

Ishakpura 

0805000300727500 

0.10 

0.08 

########## 

0.10 

- 

0.10 

0.05 

0.36 

0.01 

- 

- 

- 

- 

- 

0.014 

0.110 

0.006 

0.105 

0.074 

70.57 

Semi Critical 



0.08 

0.01 

392,423.25 

0.01 

- 

0.01 

0.02 

0.12 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.000 

0.009 

0.016 

174.58 

Over Exploited 

Jaitpur 

0805000300718400 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Jasrapur 

0805000400728500 

0.09 

0.00 

344,502.44 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.082 

619.93 

Over Exploited 

Jhanjha 

0805000300719400 

0.10 

0.19 

21.27 

0.23 

0.01 

0.24 

0.08 

0.51 

0.03 

0.0200 

- 

- 

- 

0.020 

0.053 

0.291 

0.015 

0.276 

0.679 

245.64 

Over Exploited 

Jujharpur 

0805000400730500 

0.20 

0.03 

199.43 

0.04 

- 

0.04 

0.02 

0.13 

0.01 

0.0100 

- 

- 

- 

0.010 

0.015 

0.053 

0.003 

0.050 

0.170 

340.05 

Over Exploited 



0.09 

0.15 

(132.24) 

0.12 

0.01 

0.13 

0.06 

0.41 

0.02 

0.0200 

- 

- 

- 

0.020 

0.045 

0.171 

0.009 

0.162 

0.458 

281.79 

Over Exploited 

Kakra 

0805000300725300 

0.10 

0.24 

(51.83) 

0.19 

0.01 

0.20 

0.08 

0.57 

0.04 

0.0200 

- 

- 

- 

0.020 

0.058 

0.259 

0.013 

0.246 

0.515 

209.28 

Over Exploited 

Kakrai 

0805000400731100 

0.20 

0.01 

235.50 

0.01 

- 

0.01 

0.02 

0.12 

0.00 

- 

- 

- 

- 

- 

0.002 

0.016 

0.001 

0.015 

0.005 

35.00 

Safe 



0.09 

0.08 

(60.49) 

0.06 

- 

0.06 

0.06 

0.45 

0.01 

- 

- 

- 

- 

- 

0.013 

0.074 

0.004 

0.071 

0.020 

28.54 

Safe 

Kalothra 

0805000300724900 

0.10 

0.15 

(55.01) 

0.12 

- 

0.12 

0.08 

0.54 

0.02 

0.0100 

- 

- 

- 

0.010 

0.035 

0.154 

0.008 

0.146 

0.398 

272.23 

Over Exploited 

Kalwa 

0805000300717500 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.027 

1,906.65 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Khandwa 

080500030072370C 

6.617 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.617 

0.22 

0.120 

0.24 

0.01 

0.00 

0.00 

0.00 

0.40 

0.25 

0.86 

0.065 

0.44 

0.71 


Kharkhara 

0805000400728300 

3.751 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.088 

0.35 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.02 







Non-command 

Quartzite 

2.667 

0.35 

0.020 

0.13 

0.02 

0.00 

0.00 

0.00 

0.13 

0.07 

0.49 

0.024 

0.34 

0.63 


Khatipura 

0805000400730700 

2.789 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.197 

0.99 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.28 

0.16 

0.07 

0.020 

0.38 

0.68 







Non-command 

Quartzite 

0.592 

0.99 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.005 

0.10 

0.18 


Khetri (M) 

0805000440510000 

3.161 

Fresh 

Non-command 

Non-command 

Quartzite 

2.576 

0.46 

0.020 

0.41 

0.02 

0.00 

0.00 

0.00 

0.41 

0.22 

0.63 

0.755 

0.40 

0.73 


Kuharwas 

0805000300718500 

14.635 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.283 

-0.70 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.022 

0.07 

0.10 


Kurand 

0805000400730100 

4.854 

Fresh 

Non-command 

Non-command 

Quartzite 

4.515 

0.41 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.10 

0.05 

0.20 

0.041 

0.45 

0.83 


Kushalpura 

0805000300725100 

2.152 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.152 

0.21 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.22 

0.021 

0.47 

0.71 


Lalamandi 

0805000300719000 

4.910 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.545 

-0.52 

0.120 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.60 

0.044 

0.40 

0.64 


Lambi Aheer 

0805000300723100 

2.944 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.414 

0.01 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.25 

0.024 

0.37 

0.63 


Mandri 

0805000400731000 

2.028 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.419 

1.02 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.01 

0.004 

0.10 

0.18 







Non-command 

Quartzite 

1.608 

1.02 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.03 

0.015 

0.38 

0.69 


Manjri 

0805000300726200 

3.767 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.767 

0.03 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.17 

0.037 

0.47 

0.82 


Mankdo 

0805000300727100 

6.579 

Fresh 

Non-command 

Non-command 

Quartzite 

0.001 

-0.11 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Manota Kalan 

0805000400730400 

5.195 

Fresh 

Non-command 

Non-command 

Quartzite 

5.180 

0.50 

0.020 

0.14 

0.01 

0.00 

0.00 

0.00 

0.18 

0.10 

0.50 

0.047 

0.48 

0.89 


Manota Khurd 

0805000400730300 

4.128 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.753 

-0.19 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.007 

0.09 

0.16 







Non-command 

Quartzite 

3.351 

-0.19 

0.020 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.030 

0.39 

0.72 


Meghpur 

0805000300724400 

2.584 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.584 

0.55 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.27 

0.17 

0.35 

0.025 

0.47 

0.74 


Muradpur 

0805000300726400 

4.842 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.715 

0.24 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.17 

0.10 

0.08 

0.046 

0.46 

0.81 


Nalpur 

0805000400733200 

9.092 

Fresh 

Non-command 

Non-command 

Quartzite 

3.618 

1.01 

0.020 

0.09 

0.00 

0.00 

0.00 

0.00 

0.16 

0.09 

0.33 

0.033 

0.19 

0.35 


Nanoowali Baori 

0805000400729700 

0.623 

Fresh 

Non-command 

Non-command 

Quartzite 

0.623 

0.03 

0.020 

0.26 

0.04 

0.00 

0.00 

0.00 

0.22 

0.12 

1.02 

0.006 

0.49 

0.89 


Nanwas 

0805000300718700 

8.388 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.804 

-0.70 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.018 

0.09 

0.15 


Nawta 

0805000300726000 

3.726 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.726 

-0.17 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.036 

0.47 

0.80 


Nihaloth 

0805000300725600 

4.186 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.186 

0.37 

0.120 

0.20 

0.01 

0.00 

0.00 

0.00 

0.38 

0.24 

0.76 

0.041 

0.48 

0.74 


Nihalpura 

0805000300724800 

4.806 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.750 

-0.42 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.046 

0.45 

0.69 


Nimbas 

0805000300718800 

6.259 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.695 

-0.62 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.056 

0.40 

0.63 


Pacheri Kalan 

0805000300725900 

14.609 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.609 

-0.27 

0.120 

0.36 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.25 

0.143 

0.46 

0.79 


Pacheri Khurd 

0805000300726100 

6.853 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.853 

-0.05 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.067 

0.47 

0.81 


Panthroli 

0805000300724500 

3.896 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.896 

0.48 

0.120 

0.11 

0.00 

0.00 

0.00 

0.00 

0.33 

0.21 

0.38 

0.038 

0.46 

0.73 


Pathana 

0805000300725700 

3.779 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.779 

0.11 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.22 

0.037 

0.47 

0.76 


Raipur (Aheeran ) 

0805000300724300 

4.344 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.344 

0.25 

0.120 

0.18 

0.01 

0.00 

0.00 

0.00 

0.30 

0.19 

0.66 

0.042 

0.47 

0.75 


Rajota 

0805000400729800 

2.402 

Fresh 

Non-command 

Non-command 

Quartzite 

2.300 

0.13 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.04 

0.02 

0.15 

0.021 

0.46 

0.86 


Rasoolpur (Aheera 

0805000300724200 

4.037 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.037 

-0.48 

0.120 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.039 

0.46 

0.76 


Rawan 

0805000400730900 

4.607 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.325 

0.91 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.44 

0.25 

0.28 

0.030 

0.35 

0.62 







Non-command 

Quartzite 

1.281 

0.91 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.08 

0.012 

0.13 

0.24 


Rojra 

0805000400730600 

3.859 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.525 

1.02 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.08 

0.005 

0.07 

0.12 







Non-command 

Quartzite 

3.331 

1.02 

0.020 

0.10 

0.00 

0.00 

0.00 

0.00 

0.17 

0.09 

0.36 

0.030 

0.42 

0.76 


Sagwa 

0805000300723800 

3.582 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.582 

-0.06 

0.120 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.48 

0.035 

0.44 

0.71 


Sahar 

0805000300723200 

5.768 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.768 

0.00 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.31 

0.056 

0.45 

0.79 


Santor 

0805000300724100 

6.810 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.810 

-0.05 

0.120 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.61 

0.067 

0.45 

0.74 


Shimla 

0805000400731200 

7.588 

Fresh 

Non-command 

Non-command 

Quartzite 

7.588 

0.68 

0.020 

0.06 

0.00 

0.00 

0.00 

0.01 

0.16 

0.09 

0.17 

0.069 

0.48 

0.83 


Shyopura 

0805000300725400 

2.202 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.202 

0.09 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.34 

0.022 

0.50 

0.70 


Sihodiyan Ki Dhani 

0805000300727800 

3.392 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.261 

0.93 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.39 

0.22 

0.06 

0.032 

0.46 

0.83 







Non-command 

Quartzite 

0.132 

0.93 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.03 


Singhana 

0805000300727300 

6.745 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.189 

0.22 

0.120 

0.17 

0.00 

0.00 

0.00 

0.00 

0.28 

0.15 

0.18 

0.392 

0.30 

0.54 







Non-command 

Quartzite 

0.052 

0.22 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.00 

0.01 


Sohli 

0805000300725000 

7.003 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.954 

-0.09 

0.120 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.60 

0.068 

0.47 

0.70 


Tateeja 

0805000400728200 

8.265 

Fresh 

Non-command 

Non-command 

Quartzite 

0.013 

0.61 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Teekoopura 

0805000300726600 

2.265 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.687 

0.12 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.007 

0.14 

0.25 


Teelawali 

0805000400729300 

3.930 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.514 

0.60 

0.120 

0.05 

0.01 

0.00 

0.00 

0.00 

0.15 

0.08 

0.18 

0.014 

0.19 

0.34 







Non-command 

Quartzite 

0.696 

0.60 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.07 

0.006 

0.09 

0.16 


Thali 

0805000300723000 

3.711 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.853 

0.02 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.16 

0.018 

0.23 

0.40 


Tihara 

0805000400729900 

2.341 

Fresh 

Non-command 

Non-command 

Quartzite 

0.892 

0.67 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.07 

0.008 

0.19 

0.34 


Udamandi 

0805000300718900 

4.529 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.437 

-0.49 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.043 

0.44 

0.68 

01001006 

Bakshipura 

0813000601754400 

4.950 

Fresh 

Non-command 

Non-command 

Quartzite 

3.248 

0.75 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.02 

0.030 

0.36 

0.41 


Balloopura 

0813000601753300 

3.729 

Fresh 

Non-command 

Non-command 

Quartzite 

1.112 

1.03 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.06 

0.010 

0.16 

0.21 






Raipur Patan 

Command 

Quartzite 

2.617 

1.03 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.12 

0.024 

0.37 

0.50 


Banar 

0812000101445500 

2.907 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.294 

0.80 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.29 

0.24 

0.25 

0.018 

0.42 

0.50 







Non-command 

Quartzite 

0.000 

0.80 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Baneti 

0812000101446000 

12.973 

Fresh 

Non-command 

Non-command 

Quartzite 

3.537 

0.61 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.15 

0.028 

0.15 

0.18 


Bega Ki Nangal 

0813000601753000 

2.536 

Fresh 

Non-command 

Non-command 

Quartzite 

1.308 

1.22 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.05 

0.012 

0.27 

0.36 






Raipur Patan 

Command 

Quartzite 

0.780 

1.22 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.007 

0.16 

0.22 


Bhandala 

0813000601754900 

1.607 

Fresh 

Non-command 

Non-command 

Quartzite 

1.605 

1.18 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.08 

0.015 

0.52 

0.74 


Bopiya 

0813000601753900 

5.112 

Fresh 

Non-command 

Non-command 

Quartzite 

4.994 

0.75 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.14 

0.12 

0.24 

0.046 

0.53 

0.65 


Chak Faganwas 

0813000601755100 

0.848 

Fresh 

Non-command 

Non-command 

Quartzite 

0.447 

0.59 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.004 

0.29 

0.31 


Chak Karjo 

0813000601753100 

0.531 

Fresh 

Non-command 

Non-command 

Quartzite 

0.096 

1.70 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.09 

0.13 






Raipur Patan 

Command 

Quartzite 

0.435 

1.70 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.004 

0.43 

0.60 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Khandwa 

0805000300723700 

0.10 

0.29 

(13.91) 

0.25 

0.01 

0.26 

0.08 

0.51 

0.05 

0.0300 

- 

- 

- 

0.030 

0.080 

0.338 

0.017 

0.322 

0.929 

288.83 

Over Exploited 

Kharkhara 

0805000400728300 

0.20 

0.00 

3,883.77 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.012 

8,807.40 

Over Exploited 



0.09 

0.08 

(315.48) 

0.07 

0.02 

0.09 

0.06 

0.40 

0.01 

0.0500 

- 

- 

- 

0.050 

0.064 

0.154 

0.008 

0.146 

0.511 

349.40 

Over Exploited 

Khatipura 

0805000400730700 

0.20 

0.17 

(6.13) 

0.16 

- 

0.16 

0.06 

0.44 

0.03 

- 

- 

- 

- 

- 

0.028 

0.184 

0.009 

0.175 

0.085 

48.46 

Safe 



0.09 

0.01 

121.26 

0.01 

- 

0.01 

0.02 

0.12 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.022 

316.53 

Over Exploited 

Khetri (M) 

0805000440510000 

0.09 

0.09 

144.35 

0.11 

0.02 

0.13 

0.07 

0.46 

0.02 

0.0700 

- 

- 

- 

0.070 

0.086 

0.216 

0.011 

0.205 

1.385 

675.30 

Over Exploited 

Kuharwas 

0805000300718500 

0.10 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.028 

0.003 

0.025 

0.197 

785.27 

Over Exploited 

Kurand 

0805000400730100 

0.09 

0.18 

(271.24) 

0.15 

- 

0.15 

0.08 

0.53 

0.03 

0.0200 

- 

- 

- 

0.020 

0.051 

0.198 

0.010 

0.188 

0.236 

125.57 

Over Exploited 

Kushalpura 

0805000300725100 

0.10 

0.10 

(24.94) 

0.08 

- 

0.08 

0.08 

0.55 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.108 

0.005 

0.103 

0.237 

230.51 

Over Exploited 

Lalamandi 

0805000300719000 

0.10 

0.18 

- 

0.18 

0.01 

0.19 

0.07 

0.47 

0.03 

0.0200 

- 

- 

- 

0.020 

0.052 

0.245 

0.025 

0.221 

0.644 

292.25 

Over Exploited 

Lambi Aheer 

0805000300723100 

0.10 

0.09 

(52.84) 

0.07 

- 

0.07 

0.06 

0.43 

0.02 

0.0100 

- 

- 

- 

0.010 

0.026 

0.097 

0.005 

0.092 

0.276 

300.35 

Over Exploited 

Mandri 

0805000400731000 

0.20 

0.01 

238.73 

0.01 

- 

0.01 

0.02 

0.12 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.011 

0.015 

135.98 

Over Exploited 



0.09 

0.06 

(157.28) 

0.04 

- 

0.04 

0.07 

0.45 

0.01 

- 

- 

- 

- 

- 

0.009 

0.054 

0.003 

0.051 

0.049 

95.31 

Critical 

Manjri 

0805000300726200 

0.10 

0.18 

(78.79) 

0.14 

- 

0.14 

0.08 

0.55 

0.03 

0.0100 

- 

- 

- 

0.010 

0.040 

0.181 

0.009 

0.172 

0.205 

119.22 

Over Exploited 

Mankdo 

0805000300727100 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Manota Kalan 

0805000400730400 

0.09 

0.23 

(56.05) 

0.18 

0.01 

0.19 

0.08 

0.57 

0.04 

0.0200 

- 

- 

- 

0.020 

0.059 

0.249 

0.012 

0.236 

0.549 

232.35 

Over Exploited 

Manota Khurd 

0805000400730300 

0.20 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.10 

0.00 

- 

- 

- 

- 

- 

0.002 

0.016 

0.002 

0.014 

0.090 

639.97 

Over Exploited 



0.09 

0.12 

- 

0.12 

- 

0.12 

0.07 

0.46 

0.02 

0.0100 

- 

- 

- 

0.010 

0.030 

0.149 

0.015 

0.134 

0.320 

239.15 

Over Exploited 

Meghpur 

0805000300724400 

0.10 

0.12 

40.86 

0.14 

0.00 

0.14 

0.08 

0.54 

0.02 

0.0100 

- 

- 

0.001 

0.011 

0.031 

0.176 

0.009 

0.167 

0.373 

223.35 

Over Exploited 

Muradpur 

0805000300726400 

0.10 

0.21 

88,863.22 

0.17 

- 

0.17 

0.08 

0.53 

0.04 

- 

- 

- 

- 

- 

0.037 

0.208 

0.010 

0.198 

0.130 

65.80 

Safe 

Nalpur 

0805000400733200 

0.09 

0.06 

41.95 

0.08 

- 

0.08 

0.03 

0.23 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.096 

0.005 

0.091 

0.359 

393.52 

Over Exploited 

Nanoowali Baori 

0805000400729700 

0.09 

0.03 

339.78 

0.03 

0.04 

0.07 

0.08 

0.57 

0.00 

0.1100 

- 

- 

- 

0.110 

0.115 

0.187 

0.009 

0.178 

1.022 

574.14 

Over Exploited 

Nanwas 

0805000300718700 

0.10 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.11 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.030 

0.003 

0.027 

0.155 

576.30 

Over Exploited 

Nawta 

0805000300726000 

0.10 

0.18 

- 

0.18 

- 

0.18 

0.08 

0.55 

0.03 

- 

- 

- 

- 

- 

0.030 

0.206 

0.021 

0.185 

0.062 

33.72 

Safe 

Nihaloth 

0805000300725600 

0.10 

0.20 

21.56 

0.24 

0.01 

0.25 

0.08 

0.55 

0.03 

0.0300 

- 

- 

- 

0.030 

0.063 

0.312 

0.016 

0.297 

0.797 

268.77 

Over Exploited 

Nihalpura 

0805000300724800 

0.10 

0.22 

- 

0.22 

- 

0.22 

0.08 

0.53 

0.04 

0.0100 

- 

- 

- 

0.010 

0.046 

0.262 

0.026 

0.236 

0.236 

100.28 

Over Exploited 

Nimbas 

0805000300718800 

0.10 

0.23 

- 

0.23 

- 

0.23 

0.07 

0.47 

0.04 

0.0100 

- 

- 

- 

0.010 

0.049 

0.279 

0.028 

0.251 

0.284 

112.90 

Over Exploited 

Pacheri Kalan 

0805000300725900 

0.10 

0.68 

- 

0.68 

0.02 

0.70 

0.08 

0.54 

0.12 

0.0500 

- 

- 

- 

0.050 

0.165 

0.863 

0.086 

0.777 

1.391 

178.99 

Over Exploited 

Pacheri Khurd 

0805000300726100 

0.10 

0.32 

- 

0.32 

- 

0.32 

0.08 

0.55 

0.05 

- 

- 

- 

- 

- 

0.055 

0.375 

0.037 

0.337 

0.117 

34.70 

Safe 

Panthroli 

0805000300724500 

0.10 

0.18 

17.25 

0.21 

- 

0.21 

0.08 

0.54 

0.03 

0.0100 

- 

- 

- 

0.010 

0.040 

0.251 

0.013 

0.238 

0.422 

177.04 

Over Exploited 

Pathana 

0805000300725700 

0.10 

0.18 

(59.00) 

0.14 

0.00 

0.14 

0.08 

0.55 

0.03 

0.0100 

- 

- 

0.001 

0.011 

0.040 

0.184 

0.009 

0.175 

0.253 

144.62 

Over Exploited 

Raipur (Aheeran ) 

0805000300724300 

0.10 

0.20 

(7.88) 

0.19 

0.01 

0.20 

0.08 

0.55 

0.03 

0.0200 

- 

- 

- 

0.020 

0.054 

0.251 

0.013 

0.239 

0.702 

294.12 

Over Exploited 

Rajota 

0805000400729800 

0.09 

0.10 

(79.64) 

0.08 

0.01 

0.09 

0.08 

0.54 

0.02 

0.0200 

- 

- 

- 

0.020 

0.037 

0.124 

0.006 

0.117 

0.173 

147.26 

Over Exploited 

Rasoolpur (Aheera 

0805000300724200 

0.10 

0.19 

- 

0.19 

- 

0.19 

0.08 

0.54 

0.03 

0.0100 

- 

- 

- 

0.010 

0.042 

0.229 

0.023 

0.206 

0.435 

211.72 

Over Exploited 

Rawan 

0805000400730900 

0.20 

0.23 

7.92 

0.25 

- 

0.25 

0.06 

0.41 

0.04 

0.0100 

- 

- 

- 

0.010 

0.049 

0.298 

0.015 

0.283 

0.311 

110.01 

Over Exploited 



0.09 

0.02 

57.89 

0.02 

- 

0.02 

0.02 

0.16 

0.00 

- 

- 

- 

- 

- 

0.003 

0.021 

0.001 

0.020 

0.096 

477.36 

Over Exploited 

Rojra 

0805000400730600 

0.20 

0.01 

570.89 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.009 

0.081 

900.28 

Over Exploited 



0.09 

0.12 

(26.12) 

0.10 

- 

0.10 

0.07 

0.49 

0.02 

0.0100 

- 

- 

- 

0.010 

0.031 

0.131 

0.007 

0.125 

0.391 

314.16 

Over Exploited 

Sagwa 

0805000300723800 

0.10 

0.16 

- 

0.16 

0.01 

0.17 

0.08 

0.52 

0.03 

0.0200 

- 

- 

- 

0.020 

0.047 

0.215 

0.022 

0.194 

0.517 

266.88 

Over Exploited 

Sahar 

0805000300723200 

0.10 

0.26 

(77.20) 

0.21 

- 

0.21 

0.08 

0.53 

0.05 

0.0100 

- 

- 

- 

0.010 

0.055 

0.265 

0.013 

0.252 

0.368 

146.18 

Over Exploited 

Santor 

0805000300724100 

0.10 

0.31 

- 

0.31 

0.01 

0.32 

0.08 

0.53 

0.05 

0.0200 

- 

- 

0.001 

0.021 

0.074 

0.393 

0.039 

0.354 

0.681 

192.18 

Over Exploited 

Shimla 

0805000400731200 

0.09 

0.33 

(72.47) 

0.26 

0.01 

0.27 

0.08 

0.56 

0.06 

0.0100 

- 

- 

0.012 

0.022 

0.077 

0.349 

0.017 

0.332 

0.235 

70.73 

Semi Critical 

Shyopura 

0805000300725400 

0.10 

0.11 

(25.11) 

0.09 

- 

0.09 

0.08 

0.58 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.115 

0.006 

0.110 

0.358 

326.04 

Over Exploited 

Sihodiyan Ki Dhani 

0805000300727800 

0.10 

0.15 

45.17 

0.18 

- 

0.18 

0.08 

0.54 

0.03 

- 

- 

- 

- 

- 

0.026 

0.206 

0.010 

0.196 

0.092 

46.97 

Safe 



0.08 

0.00 

4,037.00 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

504.61 

Over Exploited 

Singhana 

0805000300727300 

0.10 

0.12 

65,077.26 

0.15 

- 

0.15 

0.05 

0.35 

0.02 

0.0100 

- 

- 

- 

0.010 

0.031 

0.180 

0.009 

0.171 

0.574 

336.07 

Over Exploited 



0.08 

0.00 

5,058.78 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.005 

24,251.91 

Over Exploited 

Sohli 

0805000300725000 

0.10 

0.33 

- 

0.33 

0.01 

0.34 

0.08 

0.55 

0.05 

0.0200 

- 

- 

- 

0.020 

0.073 

0.411 

0.041 

0.370 

0.670 

181.01 

Over Exploited 

Tateeja 

0805000400728200 

0.09 

0.00 

13,357.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Teekoopura 

0805000300726600 

0.10 

0.01 

13.23 

0.01 

- 

0.01 

0.02 

0.17 

0.00 

- 

- 

- 

- 

- 

0.002 

0.013 

0.001 

0.012 

0.043 

354.65 

Over Exploited 

Teelawali 

0805000400729300 

0.20 

0.06 

43.09 

0.07 

0.01 

0.08 

0.03 

0.22 

0.01 

0.0200 

- 

- 

- 

0.020 

0.030 

0.108 

0.005 

0.102 

0.194 

189.39 

Over Exploited 



0.09 

0.01 

186.38 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.017 

0.001 

0.017 

0.078 

474.28 

Over Exploited 

Thali 

0805000300723000 

0.10 

0.04 

(40.12) 

0.03 

- 

0.03 

0.04 

0.27 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.051 

0.003 

0.049 

0.174 

358.36 

Over Exploited 

Tihara 

0805000400729900 

0.09 

0.01 

(83.56) 

0.02 

- 

0.02 

0.03 

0.22 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.030 

0.001 

0.028 

0.079 

278.83 

Over Exploited 

Udamandi 

0805000300718900 

0.10 

0.20 

- 

0.20 

- 

0.20 

0.07 

0.51 

0.03 

0.0100 

- 

- 

- 

0.010 

0.043 

0.238 

0.024 

0.214 

0.271 

126.65 

Over Exploited 

Bakshipura 

0813000601754400 

0.08 

0.09 

15,744.85 

0.07 

- 

0.07 

0.05 

0.41 

0.01 

- 

- 

- 

- 

- 

0.013 

0.087 

0.004 

0.083 

0.047 

56.60 

Safe 

Balloopura 

0813000601753300 

0.08 

0.01 

128.37 

0.02 

- 

0.02 

0.02 

0.18 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.029 

0.001 

0.027 

0.066 

241.39 

Over Exploited 



0.08 

0.08 

(9.81) 

0.07 

- 

0.07 

0.05 

0.43 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.091 

0.005 

0.087 

0.143 

164.86 

Over Exploited 

Banar 

0812000101445500 

0.20 

0.19 

26.79 

0.23 

- 

0.23 

0.06 

0.48 

0.03 

0.0100 

- 

- 

- 

0.010 

0.038 

0.270 

0.013 

0.256 

0.268 

104.67 

Over Exploited 



0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Baneti 

0812000101446000 

0.06 

0.03 

142.79 

0.04 

- 

0.04 

0.02 

0.17 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.052 

0.003 

0.049 

0.175 

357.02 

Over Exploited 

Bega Ki Nangal 

0813000601753000 

0.08 

0.03 

36.54 

0.03 

- 

0.03 

0.04 

0.31 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.048 

0.002 

0.046 

0.064 

139.57 

Over Exploited 



0.08 

0.01 

114.77 

0.01 

- 

0.01 

0.02 

0.19 

0.00 

- 

- 

- 

- 

- 

0.001 

0.014 

0.001 

0.013 

0.039 

302.30 

Over Exploited 

Bhandala 

0813000601754900 

0.08 

0.07 

(41.10) 

0.05 

0.00 

0.06 

0.07 

0.60 

0.01 

0.0100 

- 

- 

0.003 

0.013 

0.023 

0.078 

0.004 

0.074 

0.095 

127.30 

Over Exploited 

Bopiya 

0813000601753900 

0.08 

0.21 

(44.45) 

0.17 

0.01 

0.18 

0.08 

0.60 

0.03 

0.0300 

- 

- 

- 

0.030 

0.060 

0.238 

0.012 

0.226 

0.286 

126.29 

Over Exploited 

Chak Faganwas 

0813000601755100 

0.08 

0.01 

(451.52) 

0.01 

- 

0.01 

0.04 

0.33 

0.00 

- 

- 

- 

- 

- 

0.002 

0.010 

0.000 

0.009 

0.011 

119.77 

Over Exploited 

Chak Karjo 

0813000601753100 

0.08 

0.00 

230.68 

0.00 

- 

0.00 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

- 

Safe 



0.08 

0.01 

(28.94) 

0.01 

- 

0.01 

0.06 

0.49 

0.00 

- 

- 

- 

- 

- 

0.002 

0.014 

0.001 

0.013 

0.004 

29.91 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Chak Ramsinghpura 

081300060175400C 

0.798 

Fresh 

Non-command 

Non-command 

Quartzite 

0.798 

0.76 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.007 

0.53 

0.69 


Chakkola Ki Nangal 

0813000601754600 

1.350 

Fresh 

Non-command 

Non-command 

Quartzite 

1.350 

0.93 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.012 

0.54 

0.68 


Chhaja Ki Nangal 

0813000601754100 

1.635 

Fresh 

Non-command 

Non-command 

Quartzite 

1.471 

0.79 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.10 

0.014 

0.48 

0.62 






Raipur Patan 

Command 

Quartzite 

0.164 

0.79 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.002 

0.05 

0.07 


Churi 

0812000101449300 

3.123 

Fresh 

Non-command 

Non-command 

Quartzite 

1.038 

0.75 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.13 

0.008 

0.18 

0.23 


Dalpat Pura 

0813000601752600 

6.896 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.000 

1.13 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

3.401 

1.13 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.13 

0.10 

0.21 

0.031 

0.26 

0.33 






Raipur Patan 

Command 

Quartzite 

2.504 

1.13 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.10 

0.08 

0.16 

0.023 

0.19 

0.24 


Deota 

0812000101445400 

3.684 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.300 

0.67 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.29 

0.25 

0.39 

0.018 

0.33 

0.38 


Dhadha 

0812000101450500 

7.065 

Fresh 

Non-command 

Non-command 

Quartzite 

0.007 

0.53 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


DHANDHELA 

0813000601752000 

4.382 

Fresh 

Non-command 

Non-command 

Quartzite 

1.234 

1.76 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.08 

0.011 

0.15 

0.22 






Raipur Patan 

Command 

Quartzite 

3.143 

1.76 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.16 

0.10 

0.20 

0.029 

0.37 

0.57 


Dhani Aheeran 

0813000601753700 

2.105 

Fresh 

Non-command 

Non-command 

Quartzite 

2.105 

0.75 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.12 

0.019 

0.54 

0.67 


Dokan 

0813000601747900 

42.356 

Fresh 

Non-command 

Non-command 

Quartzite 

0.578 

1.37 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.005 

0.01 

0.01 


Fagan Was Doongar 

0813000601755500 

0.615 

Fresh 

Non-command 

Non-command 

Quartzite 

0.363 

0.57 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.003 

0.32 

0.35 


Faganwas 

0813000601755200 

2.585 

Fresh 

Non-command 

Non-command 

Quartzite 

1.849 

0.62 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.017 

0.39 

0.44 


Fatehpura 

0813000601753600 

2.854 

Fresh 

Non-command 

Non-command 

Quartzite 

2.854 

0.77 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.06 

0.05 

0.09 

0.026 

0.54 

0.67 


Gadrata 

0813000601755700 

6.743 

Fresh 

Non-command 

Non-command 

Quartzite 

1.409 

0.88 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.013 

0.11 

0.16 


Ghasi Pura 

0813000601755300 

0.829 

Fresh 

Non-command 

Non-command 

Quartzite 

0.829 

0.76 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.03 

0.008 

0.54 

0.66 


Haripura 

0813000601753800 

1.936 

Fresh 

Non-command 

Non-command 

Quartzite 

1.826 

0.75 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.11 

0.017 

0.51 

0.63 


Hasampur 

0813000601754200 

3.162 

Fresh 

Non-command 

Non-command 

Quartzite 

3.039 

0.84 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.07 

0.15 

0.028 

0.51 

0.66 






Raipur Patan 

Command 

Quartzite 

0.006 

0.84 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jaitpura 

0813000601756000 

9.911 

Fresh 

Non-command 

Non-command 

Quartzite 

0.900 

0.69 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.008 

0.05 

0.05 


Jatwas 

0813000601754300 

4.749 

Fresh 

Non-command 

Non-command 

Quartzite 

3.999 

0.81 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.13 

0.037 

0.45 

0.56 


Jhamawas 

0813000601753200 

2.645 

Fresh 

Non-command 

Non-command 

Quartzite 

1.244 

1.42 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.03 

0.011 

0.25 

0.34 






Raipur Patan 

Command 

Quartzite 

1.401 

1.42 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.03 

0.013 

0.28 

0.38 


Kacharrda 

0813000601754700 

1.448 

Fresh 

Non-command 

Non-command 

Quartzite 

1.448 

1.21 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.09 

0.013 

0.53 

0.71 


Kala Khera @ Pratappura 

0813000601755600 

5.052 

Fresh 

Non-command 

Non-command 

Quartzite 

3.460 

0.59 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.03 

0.032 

0.37 

0.41 


Kalyanpura Kalan 

0812000101449800 

3.687 

Fresh 

Non-command 

Non-command 

Quartzite 

2.237 

0.74 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.10 

0.09 

0.31 

0.018 

0.33 

0.39 


Kanthli 

0813000601752800 

1.546 

Fresh 

Non-command 

Non-command 

Quartzite 

1.210 

0.85 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.12 

0.011 

0.42 

0.53 






Raipur Patan 

Command 

Quartzite 

0.336 

0.85 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.003 

0.12 

0.15 


Karjo 

0813000601752300 

5.116 

Fresh 

Non-command 

Non-command 

Quartzite 

1.986 

1.96 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.05 

0.018 

0.20 

0.29 






Raipur Patan 

Command 

Quartzite 

1.826 

1.96 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.04 

0.017 

0.19 

0.27 


Kayampura Was 

0812000101449100 

4.257 

Fresh 

Non-command 

Non-command 

Quartzite 

0.142 

0.65 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.02 


Kharab 

0812000101449900 

6.411 

Fresh 

Non-command 

Non-command 

Quartzite 

0.033 

0.73 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khurdiya 

0813000601753500 

1.818 

Fresh 

Non-command 

Non-command 

Quartzite 

1.563 

0.79 

0.020 

0.03 

0.00 

0.00 

0.00 

0.02 

0.04 

0.03 

0.11 

0.014 

0.46 

0.58 






Raipur Patan 

Command 

Quartzite 

0.256 

0.79 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.002 

0.08 

0.10 


Kishor Pura 

0813000601747700 

9.444 

Fresh 

Non-command 

Non-command 

Quartzite 

0.299 

1.89 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.003 

0.02 

0.03 


Kola Ki Nangal 

0813000601754800 

2.454 

Fresh 

Non-command 

Non-command 

Quartzite 

2.390 

1.39 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.05 

0.022 

0.51 

0.74 


Kuhara 

0812000101449700 

6.046 

Fresh 

Non-command 

Non-command 

Quartzite 

4.011 

0.74 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.15 

0.13 

0.37 

0.032 

0.36 

0.42 


Kundala 

0813000601755900 

11.101 

Fresh 

Non-command 

Non-command 

Quartzite 

0.381 

0.98 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.004 

0.02 

0.02 


Ladi Ka Bas 

0813000601755800 

4.887 

Fresh 

Non-command 

Non-command 

Quartzite 

1.628 

0.68 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.015 

0.18 

0.21 


Meena Ki Nangal 

0813000601752500 

6.873 

Fresh 

Non-command 

Non-command 

Quartzite 

4.759 

1.63 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.19 

0.13 

0.08 

0.044 

0.36 

0.50 






Raipur Patan 

Command 

Quartzite 

0.025 

1.63 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mohanpura 

0813000601752200 

3.072 

Fresh 

Non-command 

Non-command 

Quartzite 

0.375 

1.97 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.003 

0.06 

0.09 






Raipur Patan 

Command 

Quartzite 

2.690 

1.97 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.15 

0.10 

0.16 

0.025 

0.45 

0.67 


Mothooka 

0813000601752700 

10.761 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.000 

0.88 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

8.952 

0.88 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.25 

0.20 

0.31 

0.082 

0.44 

0.55 






Raipur Patan 

Command 

Quartzite 

1.108 

0.88 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.010 

0.05 

0.07 


Nawal Kushal Pura 

0812000101449500 

2.066 

Fresh 

Non-command 

Non-command 

Quartzite 

0.002 

0.74 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Norana 

0813000601751900 

4.250 

Fresh 

Non-command 

Non-command 

Quartzite 

1.416 

1.75 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.05 

0.03 

0.04 

0.013 

0.17 

0.30 






Raipur Patan 

Command 

Quartzite 

1.414 

1.75 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.04 

0.013 

0.17 

0.30 


Padma Ki Dhani 

0812000101449600 

1.565 

Fresh 

Non-command 

Non-command 

Quartzite 

1.426 

0.75 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.11 

0.011 

0.49 

0.60 


Panchoo Kharkhara 

0813000601752400 

6.959 

Fresh 

Non-command 

Non-command 

Quartzite 

0.063 

1.93 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 


Patan 

0813000601747800 

22.270 

Fresh 

Non-command 

Non-command 

Quartzite 

6.562 

1.85 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.28 

0.15 

0.09 

0.060 

0.14 

0.27 






Raipur Patan 

Command 

Quartzite 

1.850 

1.85 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.02 

0.017 

0.04 

0.08 


Pawala Rajput 

0812000101449400 

3.842 

Fresh 

Non-command 

Non-command 

Quartzite 

2.377 

0.75 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.09 

0.07 

0.20 

0.019 

0.33 

0.42 


Purushottampura 

0812000101450200 

9.551 

Fresh 

Non-command 

Non-command 

Quartzite 

0.995 

0.71 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.05 

0.05 

0.18 

0.008 

0.06 

0.06 


Raipur Patan 

0813000601751800 

18.034 

Fresh 

Non-command 

Non-command 

Quartzite 

4.536 

1.08 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.06 

0.042 

0.13 

0.21 






Raipur Patan 

Command 

Quartzite 

0.001 

1.08 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Raiyan Ka Bas 

0813000601755400 

6.003 

Fresh 

Non-command 

Non-command 

Quartzite 

4.567 

0.81 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.04 

0.042 

0.40 

0.53 


Rajpura 

0813000601752100 

5.928 

Fresh 

Non-command 

Non-command 

Quartzite 

0.785 

1.68 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.06 

0.007 

0.07 

0.10 






Raipur Patan 

Command 

Quartzite 

5.096 

1.68 

0.020 

0.11 

0.01 

0.00 

0.00 

0.00 

0.27 

0.19 

0.37 

0.047 

0.45 

0.65 


Ramnagar 

0812000101445900 

1.235 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.000 

0.77 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

0.075 

0.77 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.03 

0.04 


Rampura 

0813000601752900 

1.854 

Fresh 

Non-command 

Non-command 

Quartzite 

0.195 

0.90 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.002 

0.06 

0.07 






Raipur Patan 

Command 

Quartzite 

1.659 

0.90 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.11 

0.015 

0.48 

0.62 


Ramsinghpura 

0813000601753400 

2.704 

Fresh 

Non-command 

Non-command 

Quartzite 

2.577 

0.77 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.09 

0.07 

0.20 

0.024 

0.51 

0.65 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Chak Ramsinghpura 

0813000601754000 

0.08 

0.03 

(72.68) 

0.03 

0.00 

0.03 

0.08 

0.61 

0.00 

- 

- 

- 

0.000 

0.000 

0.005 

0.032 

0.002 

0.031 

0.011 

36.83 

Safe 

Chakkola Ki Nangal 

0813000601754600 

0.08 

0.06 

(68.34) 

0.05 

0.00 

0.05 

0.08 

0.61 

0.01 

- 

- 

- 

0.003 

0.003 

0.011 

0.059 

0.003 

0.056 

0.012 

22.03 

Safe 

Chhaja Ki Nangal 

0813000601754100 

0.08 

0.06 

(27.37) 

0.05 

0.00 

0.05 

0.07 

0.55 

0.01 

0.0100 

- 

- 

0.000 

0.010 

0.018 

0.063 

0.003 

0.060 

0.116 

191.70 

Over Exploited 



0.08 

0.00 

183.49 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.018 

1,945.04 

Over Exploited 

Churi 

0812000101449300 

0.06 

0.01 

294.47 

0.01 

- 

0.01 

0.03 

0.20 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.025 

0.001 

0.024 

0.140 

591.54 

Over Exploited 

Dalpat Pura 

0813000601752600 

0.15 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.07 

40.58 

0.09 

0.01 

0.10 

0.04 

0.30 

0.01 

0.0200 

- 

- 

- 

0.020 

0.030 

0.126 

0.006 

0.119 

0.240 

201.29 

Over Exploited 



0.08 

0.04 

97.42 

0.05 

0.01 

0.06 

0.03 

0.22 

0.01 

0.0200 

- 

- 

- 

0.020 

0.026 

0.082 

0.004 

0.078 

0.179 

230.29 

Over Exploited 

Deota 

0812000101445400 

0.20 

0.15 

62.54 

0.18 

- 

0.18 

0.05 

0.38 

0.02 

0.0100 

- 

- 

- 

0.010 

0.032 

0.216 

0.011 

0.205 

0.403 

196.70 

Over Exploited 

Dhadha 

0812000101450500 

0.06 

0.00 

61,194.88 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

DHANDHELA 

0813000601752000 

0.08 

0.01 

189.69 

0.02 

- 

0.02 

0.02 

0.17 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.029 

0.001 

0.028 

0.090 

324.98 

Over Exploited 



0.08 

0.09 

10.52 

0.10 

0.01 

0.12 

0.05 

0.42 

0.01 

0.0200 

- 

- 

0.005 

0.025 

0.039 

0.155 

0.008 

0.147 

0.229 

155.29 

Over Exploited 

Dhani Aheeran 

0813000601753700 

0.08 

0.09 

(36.61) 

0.07 

0.00 

0.07 

0.08 

0.62 

0.01 

0.0100 

- 

- 

0.000 

0.010 

0.023 

0.096 

0.005 

0.091 

0.137 

150.42 

Over Exploited 

Dokan 

0813000601747900 

0.08 

0.00 

2,254.66 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.009 

2,475.90 

Over Exploited 

Fagan Was Doongar 

0813000601755500 

0.08 

0.01 

(159.42) 

0.01 

- 

0.01 

0.05 

0.37 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.008 

0.017 

205.80 

Over Exploited 

Faganwas 

0813000601755200 

0.08 

0.05 

569.02 

0.04 

- 

0.04 

0.06 

0.45 

0.01 

- 

- 

- 

- 

- 

0.008 

0.050 

0.003 

0.048 

0.017 

35.63 

Safe 

Fatehpura 

0813000601753600 

0.08 

0.12 

(58.80) 

0.10 

0.01 

0.11 

0.08 

0.61 

0.02 

0.0100 

- 

- 

0.016 

0.026 

0.043 

0.152 

0.008 

0.144 

0.112 

77.88 

Semi Critical 

Gadrata 

0813000601755700 

0.08 

0.01 

37.74 

0.01 

- 

0.01 

0.02 

0.12 

0.00 

- 

- 

- 

- 

- 

0.002 

0.016 

0.001 

0.016 

0.013 

82.93 

Semi Critical 

Ghasi Pura 

0813000601755300 

0.08 

0.04 

(72.82) 

0.03 

0.01 

0.04 

0.08 

0.62 

0.01 

- 

- 

- 

0.016 

0.016 

0.021 

0.061 

0.003 

0.058 

0.042 

72.35 

Semi Critical 

Flaripura 

0813000601753800 

0.08 

0.07 

(37.91) 

0.06 

- 

0.06 

0.07 

0.58 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.080 

0.004 

0.076 

0.127 

167.19 

Over Exploited 

Flasampur 

0813000601754200 

0.08 

0.12 

11,404.51 

0.10 

0.01 

0.11 

0.07 

0.59 

0.02 

0.0200 

- 

- 

- 

0.020 

0.038 

0.147 

0.007 

0.140 

0.180 

128.96 

Over Exploited 



0.08 

0.00 

17,932.94 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jaitpura 

0813000601756000 

0.08 

0.00 

152.36 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.008 

177.92 

Over Exploited 

Jatwas 

0813000601754300 

0.08 

0.15 

(41.11) 

0.12 

- 

0.12 

0.07 

0.52 

0.02 

0.0100 

- 

- 

- 

0.010 

0.031 

0.147 

0.007 

0.140 

0.164 

117.14 

Over Exploited 

Jhamawas 

0813000601753200 

0.08 

0.02 

32.68 

0.03 

0.00 

0.03 

0.04 

0.28 

0.00 

- 

- 

- 

0.001 

0.001 

0.004 

0.034 

0.002 

0.033 

0.039 

121.05 

Over Exploited 



0.08 

0.03 

16.17 

0.04 

- 

0.04 

0.04 

0.32 

0.00 

- 

- 

- 

- 

- 

0.004 

0.041 

0.002 

0.039 

0.044 

113.27 

Over Exploited 

Kacharrda 

0813000601754700 

0.08 

0.06 

(21.45) 

0.05 

- 

0.05 

0.08 

0.61 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.068 

0.003 

0.064 

0.103 

160.22 

Over Exploited 

Kala Khera @ Pratappura 

0813000601755600 

0.08 

0.10 

48,442.21 

0.08 

- 

0.08 

0.06 

0.43 

0.02 

- 

- 

- 

- 

- 

0.015 

0.097 

0.005 

0.092 

0.061 

65.87 

Safe 

Kalyanpura Kalan 

0812000101449800 

0.06 

0.04 

96.69 

0.05 

0.01 

0.06 

0.05 

0.38 

0.01 

0.0400 

- 

- 

- 

0.040 

0.046 

0.110 

0.005 

0.104 

0.330 

316.72 

Over Exploited 

Kanthli 

0813000601752800 

0.08 

0.04 

(0.62) 

0.04 

- 

0.04 

0.06 

0.48 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.056 

0.003 

0.053 

0.127 

238.95 

Over Exploited 



0.08 

0.00 

300.26 

0.00 

- 

0.00 

0.02 

0.13 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.037 

930.61 

Over Exploited 

Karjo 

0813000601752300 

0.08 

0.03 

########## 

0.04 

- 

0.04 

0.03 

0.23 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.051 

0.003 

0.049 

0.064 

132.09 

Over Exploited 



0.08 

0.03 

131.42 

0.03 

- 

0.03 

0.03 

0.21 

0.00 

- 

- 

- 

- 

- 

0.004 

0.036 

0.002 

0.035 

0.059 

170.27 

Over Exploited 

Kayampura Was 

0812000101449100 

0.06 

0.00 

820.34 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.009 

4,711.09 

Over Exploited 

Kharab 

0812000101449900 

0.06 

0.00 

35,077.65 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khurdiya 

0813000601753500 

0.08 

0.06 

(45.15) 

0.05 

0.02 

0.06 

0.07 

0.53 

0.01 

0.0100 

- 

- 

0.023 

0.033 

0.041 

0.102 

0.005 

0.097 

0.126 

130.81 

Over Exploited 



0.08 

0.00 

108.05 

0.00 

- 

0.00 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.018 

935.06 

Over Exploited 

Kishor Pura 

0813000601747700 

0.08 

0.00 

1,417.53 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.007 

1,428.19 

Over Exploited 

Kola Ki Nangal 

0813000601754800 

0.08 

0.10 

(39.20) 

0.08 

- 

0.08 

0.07 

0.58 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.102 

0.005 

0.096 

0.070 

72.54 

Semi Critical 

Kuhara 

0812000101449700 

0.06 

0.09 

117,182.21 

0.10 

0.01 

0.11 

0.05 

0.41 

0.01 

0.0400 

- 

- 

- 

0.040 

0.052 

0.166 

0.008 

0.158 

0.401 

254.20 

Over Exploited 

Kundala 

0813000601755900 

0.08 

0.00 

15,220.86 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.004 

574.77 

Over Exploited 

Ladi Ka Bas 

0813000601755800 

0.08 

0.02 

49,653.69 

0.03 

- 

0.03 

0.03 

0.21 

0.00 

- 

- 

- 

- 

- 

0.003 

0.031 

0.002 

0.030 

0.037 

123.94 

Over Exploited 

Meena Ki Nangal 

0813000601752500 

0.08 

0.14 

(103.13) 

0.13 

- 

0.13 

0.05 

0.41 

0.02 

0.0100 

- 

- 

- 

0.010 

0.030 

0.163 

0.008 

0.155 

0.121 

77.87 

Semi Critical 



0.08 

0.00 

16,182.59 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mohanpura 

0813000601752200 

0.08 

0.00 

740.63 

0.00 

0.00 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

0.002 

0.002 

0.002 

0.005 

0.000 

0.005 

0.025 

528.95 

Over Exploited 



0.08 

0.10 

0.19 

0.10 

0.01 

0.11 

0.06 

0.52 

0.01 

0.0200 

- 

- 

0.001 

0.021 

0.035 

0.144 

0.007 

0.137 

0.183 

133.43 

Over Exploited 

Mothooka 

0813000601752700 

0.15 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.32 

(36.95) 

0.25 

0.01 

0.26 

0.06 

0.51 

0.05 

0.0300 

- 

- 

- 

0.030 

0.076 

0.340 

0.017 

0.323 

0.387 

119.80 

Over Exploited 



0.08 

0.00 

390.45 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.006 

0.047 

758.70 

Over Exploited 

Nawal Kushal Pura 

0812000101449500 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Norana 

0813000601751900 

0.08 

0.02 

52.55 

0.02 

0.01 

0.03 

0.02 

0.19 

0.00 

- 

- 

- 

0.013 

0.013 

0.015 

0.047 

0.002 

0.044 

0.049 

110.78 

Over Exploited 



0.08 

0.02 

74.65 

0.02 

0.00 

0.02 

0.02 

0.19 

0.00 

- 

- 

- 

0.002 

0.002 

0.004 

0.028 

0.001 

0.027 

0.049 

183.77 

Over Exploited 

Padma Ki Dhani 

0812000101449600 

0.06 

0.04 

0.01 

0.04 

- 

0.04 

0.07 

0.56 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.058 

0.003 

0.055 

0.121 

219.37 

Over Exploited 

Panchoo Kharkhara 

0813000601752400 

0.08 

0.00 

134,703.08 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Patan 

0813000601747800 

0.08 

0.07 

########## 

0.09 

- 

0.09 

0.02 

0.17 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.105 

0.005 

0.100 

0.151 

151.28 

Over Exploited 



0.08 

0.01 

585.86 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.008 

0.041 

533.12 

Over Exploited 

Pawala Rajput 

0812000101449400 

0.06 

0.05 

44.00 

0.06 

0.01 

0.07 

0.05 

0.38 

0.01 

0.0200 

- 

- 

- 

0.020 

0.027 

0.094 

0.005 

0.089 

0.219 

245.13 

Over Exploited 

Purushottampura 

0812000101450200 

0.06 

0.00 

110,726.34 

0.00 

0.01 

0.01 

0.01 

0.07 

0.00 

0.0200 

- 

- 

- 

0.020 

0.020 

0.034 

0.002 

0.033 

0.183 

560.89 

Over Exploited 

Raipur Patan 

0813000601751800 

0.08 

0.05 

758,300.48 

0.05 

- 

0.05 

0.02 

0.15 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.070 

0.004 

0.067 

0.098 

146.23 

Over Exploited 



0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Raiyan Ka Bas 

0813000601755400 

0.08 

0.14 

170,408.13 

0.11 

- 

0.11 

0.06 

0.46 

0.02 

- 

- 

- 

- 

- 

0.020 

0.131 

0.007 

0.124 

0.079 

63.74 

Safe 

Raj pura 

0813000601752100 

0.08 

0.00 

640.21 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.016 

0.001 

0.015 

0.065 

433.42 

Over Exploited 



0.08 

0.18 

2.90 

0.19 

0.01 

0.20 

0.06 

0.51 

0.03 

0.0400 

- 

- 

- 

0.040 

0.066 

0.265 

0.013 

0.252 

0.420 

166.94 

Over Exploited 

Ramnagar 

0812000101445900 

0.20 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

584.04 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Rampura 

0813000601752900 

0.08 

0.00 

209.96 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.018 

1,600.12 

Over Exploited 



0.08 

0.06 

(26.69) 

0.05 

- 

0.05 

0.07 

0.54 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.070 

0.003 

0.066 

0.121 

183.39 

Over Exploited 

Ramsinghpura 

0813000601753400 

0.08 

0.10 

(33.51) 

0.08 

0.01 

0.09 

0.07 

0.58 

0.02 

0.0200 

- 

- 

0.001 

0.021 

0.036 

0.130 

0.007 

0.124 

0.221 

178.47 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 






Raipur Patan 

Command 

Quartzite 

0.123 

0.77 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.03 


Rela 

0813000601755000 

5.017 

Fresh 

Non-command 

Non-command 

Quartzite 

4.162 

0.72 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.01 

0.038 

0.45 

0.52 


Sudarpura 

0812000101450400 

5.845 

Fresh 

Non-command 

Non-command 

Quartzite 

0.006 

0.53 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Talwa 

0812000101450600 

6.177 

Fresh 

Non-command 

Non-command 

Quartzite 

0.000 

0.56 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Udaisingh Pura@Bhopatpura 

0813000601754500 

1.925 

Fresh 

Non-command 

Non-command 

Quartzite 

1.925 

0.94 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.02 

0.018 

0.54 

0.68 

01001007 

Ballabh Das Pura 

0813000601749000 

4.487 

Fresh 

Non-command 

Non-command 

Quartzite 

0.895 

0.18 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.008 

0.09 

0.23 


Bhageshwar 

0813000601748700 

12.603 

Fresh 

Non-command 

Non-command 

Quartzite 

11.635 

1.29 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.34 

0.14 

0.02 

0.107 

0.43 

1.03 


Bheetarli Gaonri 

0813000601749200 

6.405 

Fresh 

Non-command 

Non-command 

Quartzite 

2.082 

0.74 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.04 

0.019 

0.15 

0.36 


Dareeba 

0813000601751400 

16.280 

Fresh 

Non-command 

Non-command 

Quartzite 

9.563 

1.10 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.26 

0.13 

0.14 

0.088 

0.28 

0.58 


Dokan 

0813000601747900 

42.356 

Fresh 

Non-command 

Non-command 

Quartzite 

20.912 

1.37 

0.020 

0.09 

0.00 

0.00 

0.00 

0.00 

0.66 

0.29 

0.14 

0.192 

0.23 

0.52 


Gadrata 

0813000601755700 

6.743 

Fresh 

Non-command 

Non-command 

Quartzite 

4.681 

0.88 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.00 

0.043 

0.36 

0.53 


Ganeshwar 

0813000601749400 

33.161 

Fresh 

Non-command 

Non-command 

Quartzite 

0.599 

0.42 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.006 

0.01 

0.02 


Gaonri 

0813000601749100 

17.395 

Fresh 

Non-command 

Non-command 

Quartzite 

0.975 

0.22 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.009 

0.03 

0.07 


Guwar 

0813000601749300 

20.942 

Fresh 

Non-command 

Non-command 

Quartzite 

3.086 

0.84 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.03 

0.028 

0.07 

0.16 


Imloha 

0813000601747000 

8.786 

Fresh 

Non-command 

Non-command 

Quartzite 

0.009 

1.62 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jagat Singh Nagar 

0813000601748900 

3.238 

Fresh 

Non-command 

Non-command 

Quartzite 

1.206 

0.29 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.07 

0.011 

0.17 

0.42 


Jaitpura 

0813000601756000 

9.911 

Fresh 

Non-command 

Non-command 

Quartzite 

3.347 

0.69 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.06 

0.01 

0.031 

0.19 

0.18 


Jhareenda 

0813000601751300 

10.529 

Fresh 

Non-command 

Non-command 

Quartzite 

2.710 

1.04 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.03 

0.01 

0.025 

0.13 

0.25 


Khadag Beejpur 

0813000601748800 

7.670 

Fresh 

Non-command 

Non-command 

Quartzite 

5.566 

0.92 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.06 

0.05 

0.051 

0.34 

0.78 


Khadra 

0813000601748500 

11.433 

Fresh 

Non-command 

Non-command 

Quartzite 

9.597 

0.70 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.18 

0.07 

0.10 

0.088 

0.38 

0.97 


Kishor Pura 

0813000601747700 

9.444 

Fresh 

Non-command 

Non-command 

Quartzite 

0.079 

1.89 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 


Kundala 

0813000601755900 

11.101 

Fresh 

Non-command 

Non-command 

Quartzite 

9.464 

0.98 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.22 

0.16 

0.04 

0.087 

0.45 

0.62 


Ladi Ka Bas 

0813000601755800 

4.887 

Fresh 

Non-command 

Non-command 

Quartzite 

2.753 

0.68 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.04 

0.025 

0.31 

0.35 


Mahawa 

0813000601748100 

7.818 

Fresh 

Non-command 

Non-command 

Quartzite 

1.913 

0.75 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.07 

0.018 

0.11 

0.29 


Maukalwas 

0813000601751500 

3.890 

Fresh 

Non-command 

Non-command 

Quartzite 

2.360 

1.03 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.03 

0.06 

0.022 

0.29 

0.61 


Mawanda Kalan 

0813000601748000 

14.596 

Fresh 

Non-command 

Non-command 

Quartzite 

0.996 

0.77 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.02 

0.009 

0.03 

0.08 


Nanagwas 

0813000601751600 

4.748 

Fresh 

Non-command 

Non-command 

Quartzite 

4.371 

1.03 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.06 

0.07 

0.040 

0.45 

0.88 


Narda 

0813000601751700 

4.104 

Fresh 

Non-command 

Non-command 

Quartzite 

3.953 

1.24 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.06 

0.09 

0.036 

0.47 

0.95 


Neemod 

0813000601748600 

8.081 

Fresh 

Non-command 

Non-command 

Quartzite 

6.379 

0.20 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.09 

0.03 

0.17 

0.059 

0.36 

0.92 


Norana 

0813000601751900 

4.250 

Fresh 

Non-command 

Non-command 

Quartzite 

1.409 

1.75 

0.020 

0.01 

0.00 

0.00 

0.00 

0.07 

-0.01 

-0.01 

0.04 

0.013 

0.17 

0.29 






Raipur Patan 

Command 

Quartzite 

0.011 

1.75 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Patan 

0813000601747800 

22.270 

Fresh 

Non-command 

Non-command 

Quartzite 

2.429 

1.85 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.05 

0.03 

0.022 

0.05 

0.10 


Raipur Patan 

0813000601751800 

18.034 

Fresh 

Non-command 

Non-command 

Quartzite 

10.993 

1.08 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.31 

0.19 

0.13 

0.101 

0.31 

0.51 






Raipur Patan 

Command 

Quartzite 

0.008 

1.08 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Toda 

0813000601756100 

19.024 

Fresh 

Non-command 

Non-command 

Quartzite 

1.631 

1.01 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.01 

0.015 

0.05 

0.06 

Sub Basin: Kantli | 

01002008 

Agawari 

0813000601749700 

12.394 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.394 

-0.04 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.114 

0.46 

1.17 


Bagoli 

0805000600752600 

6.734 

Saline 

Non-command 

Non-command 

Quartzite 

0.278 

0.63 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.003 

0.02 

0.05 


Ballabh Das Pura 

0813000601749000 

4.487 

Fresh 

Non-command 

Non-command 

Quartzite 

3.104 

0.18 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.13 

0.029 

0.32 

0.81 


Barsinghwas 

0813000601749500 

6.486 

Fresh 

Non-command 

Non-command 

Quartzite 

4.707 

0.16 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.07 

0.03 

0.13 

0.043 

0.33 

0.85 


Basri Khurd 

0813000601750000 

7.020 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.291 

-0.19 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.012 

0.08 

0.21 


Bhagega 

0813000601743600 

9.556 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.366 

-0.08 

0.080 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.086 

0.45 

1.15 


Bhagoth 

0813000601743500 

11.023 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.669 

-0.24 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.025 

0.11 

0.28 


Bheetarli Gaonri 

0813000601749200 

6.405 

Fresh 

Non-command 

Non-command 

Quartzite 

0.083 

0.74 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Bhoodoli 

0813000601749800 

20.752 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.912 

-0.11 

0.080 

0.24 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.78 

0.128 

0.31 

0.78 


Charanwas @Puranabas 

0813000601743900 

2.890 

Fresh 

Non-command 

Non-command 

Quartzite 

1.634 

0.00 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.015 

0.26 

0.66 


Chhapar 

0813000601750400 

19.109 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.867 

0.48 

0.080 

0.05 

0.01 

0.00 

0.00 

0.00 

0.15 

0.06 

0.18 

0.026 

0.07 

0.17 







Non-command 

Quartzite 

3.473 

0.48 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.07 

0.03 

0.10 

0.032 

0.08 

0.21 


Ganeshwar 

0813000601749400 

33.161 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.056 

0.42 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 







Non-command 

Quartzite 

15.166 

0.42 

0.020 

0.15 

0.02 

0.00 

0.00 

0.00 

0.26 

0.10 

0.44 

0.140 

0.21 

0.52 


Gaonri 

0813000601749100 

17.395 

Fresh 

Non-command 

Non-command 

Quartzite 

11.477 

0.22 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.12 

0.05 

0.20 

0.106 

0.30 

0.77 


Godawas 

0813000601748300 

7.700 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.108 

0.27 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.02 

0.001 

0.01 

0.02 







Non-command 

Quartzite 

2.262 

0.27 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.12 

0.021 

0.13 

0.34 


Gordhanpura 

0813000601744000 

5.896 

Fresh 

Non-command 

Non-command 

Quartzite 

0.556 

-0.02 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.005 

0.04 

0.11 


Guwar 

0813000601749300 

20.942 

Fresh 

Non-command 

Non-command 

Quartzite 

2.179 

0.84 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.02 

0.020 

0.05 

0.11 


Jagat Singh Nagar 

0813000601748900 

3.238 

Fresh 

Non-command 

Non-command 

Quartzite 

0.122 

0.29 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.04 


Jheerana 

0813000601749900 

18.111 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.985 

0.06 

0.080 

0.20 

0.01 

0.00 

0.00 

0.02 

0.23 

0.09 

0.66 

0.120 

0.33 

0.84 







Non-command 

Quartzite 

5.126 

0.06 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.11 

0.047 

0.13 

0.33 


Jodhpura 

0805000600752700 

4.831 

Saline 

Non-command 

Non-command 

Quartzite 

0.049 

0.59 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Keroth 

0805000600753400 

3.510 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.411 

1.16 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.01 

0.004 

0.05 

0.14 







Non-command 

Quartzite 

2.329 

1.16 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.02 

0.02 

0.022 

0.30 

0.77 


Kerwali 

0813000601744300 

4.773 

Fresh 

Non-command 

Non-command 

Quartzite 

0.127 

-0.15 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.03 


Koor Bara 

0813000601749600 

4.592 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.751 

0.13 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.09 

0.007 

0.07 

0.19 







Non-command 

Quartzite 

3.841 

0.13 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.06 

0.02 

0.16 

0.035 

0.38 

0.98 


Naya Bas 

0813000601744100 

4.887 

Fresh 

Non-command 

Non-command 

Quartzite 

1.472 

0.22 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.014 

0.14 

0.35 


Neem Ka Thana(Rural) 

0813000601748400 

1.879 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.751 

0.05 

0.080 

0.32 

0.02 

0.00 

0.00 

0.00 

0.31 

0.12 

1.25 

0.016 

0.42 

1.10 







Non-command 

Quartzite 

0.128 

0.05 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.03 

0.001 

0.03 

0.08 


Neem-Ka-Thana (M) 

0813000641309000 

15.492 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.013 

0.16 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.08 

0.00 

529.36 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.011 

3,659.28 

Over Exploited 

Rela 

0813000601755000 

0.08 

0.15 

48,932.17 

0.12 

- 

0.12 

0.07 

0.52 

0.02 

- 

- 

- 

- 

- 

0.022 

0.140 

0.007 

0.133 

0.049 

37.06 

Safe 

Sudarpura 

0812000101450400 

0.06 

0.00 

67,274.70 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Talwa 

0812000101450600 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Udaisingh Pura@Bhopatpura 

0813000601754500 

0.08 

0.08 

(55.94) 

0.07 

0.00 

0.07 

0.08 

0.61 

0.01 

- 

- 

- 

0.000 

0.000 

0.012 

0.078 

0.004 

0.074 

0.036 

47.97 

Safe 

Ballabh Das Pura 

0813000601749000 

0.08 

0.01 

(21.67) 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.044 

772.83 

Over Exploited 

Bhageshwar 

0813000601748700 

0.08 

0.40 

82,580.64 

0.32 

- 

0.32 

0.06 

0.48 

0.05 

- 

- 

- 

- 

- 

0.051 

0.369 

0.018 

0.351 

0.129 

36.81 

Safe 

Bheetarli Gaonri 

0813000601749200 

0.08 

0.01 

8,263.11 

0.01 

- 

0.01 

0.02 

0.17 

0.00 

- 

- 

- 

- 

- 

0.001 

0.015 

0.001 

0.014 

0.059 

413.67 

Over Exploited 

Dareeba 

0813000601751400 

0.08 

0.21 

411,794.11 

0.17 

0.01 

0.18 

0.04 

0.32 

0.03 

0.0300 

- 

- 

- 

0.030 

0.058 

0.235 

0.012 

0.223 

0.228 

102.24 

Over Exploited 

Dokan 

0813000601747900 

0.08 

0.35 

########## 

0.28 

- 

0.28 

0.03 

0.26 

0.05 

0.0100 

- 

- 

- 

0.010 

0.056 

0.336 

0.017 

0.320 

0.329 

103.08 

Over Exploited 

Gadrata 

0813000601755700 

0.08 

0.13 

8,221.04 

0.10 

- 

0.10 

0.05 

0.41 

0.02 

- 

- 

- 

- 

- 

0.018 

0.123 

0.006 

0.116 

0.047 

40.41 

Safe 

Ganeshwar 

0813000601749400 

0.08 

0.00 

55,669.14 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.020 

5,451.03 

Over Exploited 

Gaonri 

0813000601749100 

0.08 

0.00 

(282.18) 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.023 

1,033.73 

Over Exploited 

Guwar 

0813000601749300 

0.08 

0.01 

65,257.21 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.012 

0.001 

0.011 

0.058 

513.00 

Over Exploited 

Imloha 

0813000601747000 

0.08 

0.00 

205,818.00 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jagat Singh Nagar 

0813000601748900 

0.08 

0.01 

80.45 

0.01 

- 

0.01 

0.02 

0.19 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.024 

0.001 

0.022 

0.076 

340.06 

Over Exploited 

Jaitpura 

0813000601756000 

0.08 

0.05 

15.50 

0.06 

- 

0.06 

0.03 

0.22 

0.01 

- 

- 

- 

- 

- 

0.007 

0.065 

0.003 

0.062 

0.038 

60.75 

Safe 

Jhareenda 

0813000601751300 

0.08 

0.03 

(175.46) 

0.03 

- 

0.03 

0.02 

0.14 

0.00 

- 

- 

- 

- 

- 

0.004 

0.036 

0.002 

0.035 

0.032 

92.28 

Critical 

Khadag Beejpur 

0813000601748800 

0.08 

0.14 

11,765.91 

0.11 

- 

0.11 

0.04 

0.39 

0.02 

0.0100 

- 

- 

- 

0.010 

0.029 

0.143 

0.007 

0.136 

0.105 

77.44 

Semi Critical 

Khadra 

0813000601748500 

0.08 

0.29 

9,675.04 

0.24 

- 

0.24 

0.05 

0.43 

0.04 

0.0100 

- 

- 

- 

0.010 

0.047 

0.282 

0.014 

0.268 

0.189 

70.55 

Semi Critical 

Kishor Pura 

0813000601747700 

0.08 

0.00 

104,588.80 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Kundala 

0813000601755900 

0.08 

0.34 

(51.92) 

0.27 

- 

0.27 

0.06 

0.51 

0.05 

- 

- 

- 

- 

- 

0.049 

0.321 

0.016 

0.305 

0.123 

40.42 

Safe 

Ladi Ka Bas 

0813000601755800 

0.08 

0.07 

(24.87) 

0.05 

- 

0.05 

0.04 

0.35 

0.01 

- 

- 

- 

- 

- 

0.010 

0.064 

0.003 

0.061 

0.061 

101.05 

Over Exploited 

Mahawa 

0813000601748100 

0.08 

0.02 

(387.52) 

0.02 

- 

0.02 

0.01 

0.13 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.031 

0.002 

0.030 

0.090 

301.95 

Over Exploited 

Maukalwas 

0813000601751500 

0.08 

0.05 

14,409.96 

0.04 

- 

0.04 

0.04 

0.33 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.054 

0.003 

0.052 

0.080 

154.06 

Over Exploited 

Mawanda Kalan 

0813000601748000 

0.08 

0.00 

15,352.48 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.033 

1,203.78 

Over Exploited 

Nanagwas 

0813000601751600 

0.08 

0.16 

9,798.14 

0.13 

- 

0.13 

0.06 

0.51 

0.02 

0.0100 

- 

- 

- 

0.010 

0.031 

0.157 

0.008 

0.149 

0.112 

75.28 

Semi Critical 

Narda 

0813000601751700 

0.08 

0.15 

10,356.34 

0.12 

- 

0.12 

0.06 

0.53 

0.02 

0.0100 

- 

- 

- 

0.010 

0.030 

0.147 

0.007 

0.140 

0.126 

90.54 

Critical 

Neemod 

0813000601748600 

0.08 

0.18 

(481.60) 

0.15 

- 

0.15 

0.05 

0.41 

0.02 

0.0100 

- 

- 

- 

0.010 

0.033 

0.179 

0.009 

0.170 

0.225 

132.09 

Over Exploited 

Norana 

0813000601751900 

0.08 

0.02 

(129.44) 

0.01 

0.07 

0.08 

0.02 

0.19 

0.00 

- 

- 

- 

0.103 

0.103 

0.106 

0.190 

0.009 

0.180 

0.049 

27.14 

Safe 



0.08 

0.00 

8,982.90 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Patan 

0813000601747800 

0.08 

0.01 

########## 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.007 

0.053 

740.81 

Over Exploited 

Raipur Patan 

0813000601751800 

0.08 

0.27 

(31.18) 

0.22 

- 

0.22 

0.04 

0.35 

0.04 

0.0100 

- 

- 

- 

0.010 

0.048 

0.267 

0.013 

0.253 

0.229 

90.45 

Critical 



0.08 

0.00 

76,140.60 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Toda 

0813000601756100 

0.08 

0.01 

480,649.76 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.022 

309.42 

Over Exploited 


Sub Basin: Kantli | 

Agawari 

0813000601749700 

0.10 

0.56 

- 

0.56 

0.00 

0.56 

0.06 

0.51 

0.07 

0.0100 

- 

- 

0.000 

0.011 

0.081 

0.646 

0.065 

0.582 

0.296 

50.91 

Safe 

Bagoli 

0805000600752600 

0.08 

0.00 

1,212.43 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.021 

3,894.45 

Over Exploited 

Ballabh Das Pura 

0813000601749000 

0.08 

0.08 

(74.71) 

0.06 

0.00 

0.06 

0.04 

0.35 

0.01 

- 

- 

- 

0.000 

0.001 

0.010 

0.073 

0.004 

0.070 

0.155 

222.09 

Over Exploited 

Barsinghwas 

0813000601749500 

0.08 

0.12 

(80.24) 

0.10 

- 

0.10 

0.04 

0.37 

0.02 

0.0100 

- 

- 

- 

0.010 

0.025 

0.121 

0.006 

0.115 

0.176 

153.38 

Over Exploited 

Basri Khurd 

0813000601750000 

0.10 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.001 

0.012 

0.001 

0.011 

0.115 

1,042.34 

Over Exploited 

Bhagega 

0813000601743600 

0.10 

0.42 

- 

0.42 

- 

0.42 

0.06 

0.50 

0.05 

0.0100 

- 

- 

- 

0.010 

0.063 

0.481 

0.048 

0.433 

0.415 

95.90 

Critical 

Bhagoth 

0813000601743500 

0.10 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.12 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.043 

0.004 

0.039 

0.320 

821.06 

Over Exploited 

Bheetarli Gaonri 

0813000601749200 

0.08 

0.00 

3,773.27 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Bhoodoli 

0813000601749800 

0.10 

0.42 

- 

0.42 

0.01 

0.43 

0.04 

0.34 

0.05 

0.0300 

- 

- 

- 

0.030 

0.083 

0.514 

0.051 

0.463 

0.910 

196.70 

Over Exploited 

Charanwas @Puranabas 

0813000601743900 

0.08 

0.03 

- 

0.03 

- 

0.03 

0.03 

0.29 

0.00 

- 

- 

- 

- 

- 

0.004 

0.038 

0.004 

0.034 

0.051 

149.67 

Over Exploited 

Chhapar 

0813000601750400 

0.10 

0.02 

210.03 

0.02 

0.01 

0.03 

0.01 

0.08 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.056 

0.003 

0.054 

0.208 

389.37 

Over Exploited 



0.08 

0.02 

28.80 

0.03 

- 

0.03 

0.01 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.041 

0.002 

0.039 

0.132 

339.46 

Over Exploited 

Ganeshwar 

0813000601749400 

0.10 

0.00 

16,193.56 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.08 

0.20 

97,104.04 

0.16 

0.02 

0.18 

0.03 

0.24 

0.03 

0.0500 

- 

- 

- 

0.050 

0.076 

0.260 

0.013 

0.247 

0.584 

236.20 

Over Exploited 

Gaonri 

0813000601749100 

0.08 

0.20 

3,824.32 

0.16 

0.01 

0.17 

0.04 

0.34 

0.03 

0.0200 

- 

- 

- 

0.020 

0.045 

0.216 

0.011 

0.206 

0.304 

147.67 

Over Exploited 

Godawas 

0813000601748300 

0.10 

0.00 

6,818.68 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.020 

22,892.49 

Over Exploited 



0.08 

0.02 

(16.65) 

0.02 

0.00 

0.02 

0.02 

0.15 

0.00 

- 

- 

- 

0.000 

0.000 

0.003 

0.024 

0.001 

0.023 

0.143 

628.75 

Over Exploited 

Gordhanpura 

0813000601744000 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.012 

626.89 

Over Exploited 

Guwar 

0813000601749300 

0.08 

0.01 

55,776.40 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.008 

0.038 

467.65 

Over Exploited 

Jagat Singh Nagar 

0813000601748900 

0.08 

0.00 

76.40 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.008 

3,789.26 

Over Exploited 

Jheerana 

0813000601749900 

0.10 

0.43 

(79.22) 

0.34 

0.03 

0.37 

0.04 

0.37 

0.05 

0.0200 

- 

- 

0.036 

0.056 

0.110 

0.484 

0.024 

0.460 

0.782 

169.97 

Over Exploited 



0.08 

0.05 

(66.03) 

0.04 

- 

0.04 

0.02 

0.15 

0.01 

- 

- 

- 

- 

- 

0.007 

0.049 

0.002 

0.047 

0.161 

345.84 

Over Exploited 

Jodhpura 

0805000600752700 

0.08 

0.00 

1,025.34 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.004 

19,865.75 

Over Exploited 

Keroth 

0805000600753400 

0.18 

0.00 

374.28 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.005 

0.010 

198.61 

Over Exploited 



0.08 

0.06 

(55.81) 

0.05 

0.00 

0.05 

0.04 

0.34 

0.01 

- 

- 

- 

0.001 

0.001 

0.008 

0.053 

0.003 

0.051 

0.040 

79.00 

Semi Critical 

Kerwali 

0813000601744300 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

940.38 

Over Exploited 

Koor Bara 

0813000601749600 

0.10 

0.01 

92.88 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.093 

1,318.02 

Over Exploited 



0.08 

0.12 

(80.10) 

0.09 

- 

0.09 

0.05 

0.43 

0.01 

0.0100 

- 

- 

- 

0.010 

0.025 

0.118 

0.006 

0.112 

0.193 

171.99 

Over Exploited 

Naya Bas 

0813000601744100 

0.08 

0.02 

(60.39) 

0.01 

- 

0.01 

0.02 

0.15 

0.00 

- 

- 

- 

- 

- 

0.002 

0.015 

0.001 

0.014 

0.018 

123.50 

Over Exploited 

Neem Ka Thana(Rural) 

0813000601748400 

0.10 

0.07 

60.17 

0.09 

0.02 

0.11 

0.05 

0.48 

0.01 

0.0500 

- 

- 

- 

0.050 

0.059 

0.169 

0.008 

0.160 

1.264 

789.50 

Over Exploited 



0.08 

0.00 

1,132.04 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.033 

8,324.61 

Over Exploited 

Neem-Ka-Thana (M) 

0813000641309000 

0.10 

0.00 

19,939.12 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

######### 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 







Non-command 

Quartzite 

13.588 

0.16 

0.020 

0.48 

0.00 

0.00 

0.00 

0.00 

0.52 

0.20 

0.13 

1.362 

0.40 

1.03 


Neemod 

0813000601748600 

8.081 

Fresh 

Non-command 

Non-command 

Quartzite 

0.192 

0.20 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.03 


Pachlangi 

0805000600753500 

24.620 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.636 

0.55 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.04 

0.08 

0.015 

0.03 

0.08 


Papra Kalan 

0805000600753100 

4.212 

Saline 

Non-command 

Non-command 

Quartzite 

3.144 

0.49 

0.020 

0.04 

0.00 

0.00 

0.00 

0.01 

0.06 

0.02 

0.13 

0.030 

0.34 

0.87 


Papra Khurd 

0805000600753300 

7.109 

Saline 

Non-command 

Non-command 

Quartzite 

1.606 

0.77 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.03 

0.015 

0.10 

0.26 


Peetham Puri 

0813000601750300 

41.823 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.771 

0.13 

0.080 

0.04 

0.01 

0.00 

0.00 

0.00 

0.04 

0.02 

0.14 

0.007 

0.01 

0.02 


Ranasar 

0813000601743800 

13.414 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.438 

0.17 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.08 

0.013 

0.05 

0.13 







Non-command 

Quartzite 

11.281 

0.17 

0.020 

0.09 

0.00 

0.00 

0.00 

0.02 

0.11 

0.04 

0.23 

0.104 

0.38 

0.99 


Sarai 

0805000600752900 

1.214 

Saline 

Non-command 

Non-command 

Quartzite 

1.153 

0.30 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.01 

0.11 

0.011 

0.43 

1.11 


Sirohi 

0813000601743700 

18.118 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.894 

0.41 

0.080 

0.19 

0.01 

0.00 

0.00 

0.00 

0.63 

0.25 

0.60 

0.128 

0.35 

0.90 







Non-command 

Quartzite 

3.367 

0.41 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.05 

0.02 

0.06 

0.031 

0.08 

0.22 


Surpura 

0805000600753000 

A.Ill 

Saline 

Non-command 

Non-command 

Quartzite 

0.102 

0.26 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.03 

0.07 

01002009 

Bagor 

0805000400729500 

0.624 

Fresh 

Non-command 

Non-command 

Quartzite 

0.224 

0.90 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.08 

0.002 

0.17 

0.32 


Bajawa 

0805000600745700 

9.310 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.009 

-0.16 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bamlas 

0805000600747800 

13.239 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.332 

0.12 

0.100 

0.31 

0.01 

0.00 

0.00 

0.00 

0.39 

0.21 

1.13 

0.069 

0.24 

0.45 







Non-command 

Younger Alluvium 

2.944 

0.12 

0.120 

0.15 

0.01 

0.00 

0.00 

0.00 

0.18 

0.10 

0.56 

0.028 

0.10 

0.18 


Bankoti 

0805000400729200 

3.785 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.408 

0.68 

0.120 

0.22 

0.03 

0.00 

0.00 

0.00 

0.38 

0.21 

0.85 

0.022 

0.31 

0.57 


Bara Gaon 

0805000600746100 

4.574 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.003 

-0.63 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Barau 

0805000400734400 

31.646 

Fresh 

Non-command 

Non-command 

Older Alluvium 

24.171 

0.43 

0.120 

0.36 

0.01 

0.00 

0.00 

0.00 

1.59 

0.86 

1.15 

0.219 

0.37 

0.68 







Non-command 

Younger Alluvium 

2.249 

0.43 

0.150 

0.04 

0.00 

0.00 

0.00 

0.00 

0.18 

0.10 

0.15 

0.020 

0.03 

0.06 


Bas Bisna 

0805000600746900 

5.990 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.990 

0.00 

0.120 

0.32 

0.01 

0.00 

0.00 

0.00 

0.31 

0.17 

1.20 

0.056 

0.45 

0.83 


Basantpura 

0805000600747000 

3.110 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.110 

0.09 

0.120 

0.15 

0.01 

0.00 

0.00 

0.00 

0.17 

0.09 

0.55 

0.029 

0.45 

0.84 


Basmana 

0805000600746700 

3.710 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.710 

-0.25 

0.120 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.65 

0.035 

0.43 

0.81 


Beelwa 

0805000400729400 

3.192 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.605 

0.81 

0.120 

0.06 

0.01 

0.00 

0.00 

0.00 

0.11 

0.06 

0.22 

0.005 

0.09 

0.17 







Non-command 

Quartzite 

1.986 

0.81 

0.020 

0.15 

0.02 

0.00 

0.00 

0.00 

0.16 

0.09 

0.58 

0.018 

0.30 

0.56 


Bhadunda Kalan 

0805000100692600 

16.749 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.525 

-0.79 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.011 

0.03 

0.07 







Non-command 

Younger Alluvium 

10.844 

-0.79 

0.150 

0.58 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.22 

0.076 

0.24 

0.47 


Bhadunda Khurd 

0805000100692400 

11.018 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.951 

-0.70 

0.150 

0.23 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.87 

0.048 

0.23 

0.44 


Bhatiwar 

0805000600746800 

5.523 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.523 

-0.13 

0.120 

0.23 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.87 

0.052 

0.44 

0.82 


Bheetera 

0805000400729000 

6.227 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.861 

0.55 

0.120 

0.15 

0.01 

0.00 

0.00 

0.00 

0.33 

0.18 

0.56 

0.026 

0.22 

0.41 







Non-command 

Quartzite 

3.051 

0.55 

0.020 

0.13 

0.01 

0.00 

0.00 

0.00 

0.15 

0.08 

0.47 

0.028 

0.24 

0.44 


Bhorki 

0805000600748300 

33.217 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.087 

-0.37 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.00 

0.00 


Bhukana 

0805000200712600 

4.618 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.499 

-0.50 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.004 

0.05 

0.08 


Bijarniya Ki Dhani 

0805000600748200 

5.663 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.031 

-0.21 

0.100 

1.82 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

7.21 

0.047 

0.39 

0.71 


Chandana 

0805000200712400 

9.638 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.676 

-0.48 

0.120 

0.23 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.85 

0.049 

0.25 

0.45 







Non-command 

Younger Alluvium 

3.382 

-0.48 

0.150 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.56 

0.029 

0.15 

0.27 


Charawas 

0805000400728800 

13.272 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.752 

-0.14 

0.120 

0.60 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.24 

0.115 

0.45 

0.82 







Non-command 

Younger Alluvium 

0.173 

-0.14 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.002 

0.01 

0.01 


Chhaosari 

0805000600747900 

10.764 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.837 

0.29 

0.100 

0.10 

0.00 

0.00 

0.00 

0.00 

0.18 

0.09 

0.38 

0.027 

0.11 

0.21 







Non-command 

Younger Alluvium 

7.927 

0.29 

0.120 

0.36 

0.02 

0.00 

0.00 

0.00 

0.61 

0.32 

1.33 

0.075 

0.31 

0.59 


Chhau 

0805000600745500 

14.313 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.976 

-0.19 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.009 

0.03 

0.05 


Chinchroli 

0805000100691600 

4.242 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.574 

-0.55 

0.150 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.025 

0.31 

0.57 


Dhani Thakran @ Sh 

0805000200712500 

2.723 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.469 

-0.50 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.004 

0.07 

0.12 







Non-command 

Younger Alluvium 

0.268 

-0.50 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.002 

0.04 

0.07 


Dorasar 

0805000100692700 

8.474 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.402 

-0.83 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.003 

0.02 

0.04 


Gowla 

0805000200712200 

10.369 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

10.163 

-0.50 

0.150 

0.30 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.08 

0.088 

0.39 

0.72 


Gudha Gorji 

0805000600749700 

23.482 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.004 

-0.08 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Hansalsar 

0805000600746200 

16.566 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.254 

-0.57 

0.100 

0.11 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.39 

0.049 

0.12 

0.24 







Non-command 

Younger Alluvium 

9.670 

-0.57 

0.120 

0.26 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.91 

0.091 

0.22 

0.44 


Hemantpura 

0805000600747100 

1.912 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.912 

-0.02 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.47 

0.018 

0.46 

0.85 


Hukampura 

0805000600749300 

4.544 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.053 

-0.07 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.019 

0.20 

0.37 


Islampur 

0805000100691500 

7.809 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.586 

-0.42 

0.150 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.072 

0.03 

0.05 


Jasrapur 

0805000400728500 

24.993 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.052 

0.51 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kayamsar 

0805000200711900 

4.613 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.137 

-0.59 

0.150 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.010 

0.10 

0.16 


Ked with Gopalpura 

0805000600747200 

13.655 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

10.641 

0.09 

0.120 

0.39 

0.02 

0.00 

0.00 

0.00 

0.48 

0.26 

1.42 

0.100 

0.35 

0.66 


Keharpura Khurd 

0805000200711600 

3.263 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.219 

-0.55 

0.150 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.019 

0.26 

0.40 


Kesaripura 

0805000600745900 

4.500 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.443 

-0.31 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.023 

0.21 

0.42 







Non-command 

Younger Alluvium 

1.726 

-0.31 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.016 

0.15 

0.29 


Khatkar 

0805000600747700 

20.998 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

7.723 

0.04 

0.120 

0.32 

0.01 

0.00 

0.00 

0.00 

0.35 

0.18 

1.18 

0.073 

0.16 

0.31 


Khetri (M) 

0805000440510000 

3.161 

Fresh 

Non-command 

Non-command 

Quartzite 

0.225 

0.46 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.06 

0.066 

0.03 

0.06 


Khinwasar 

0805000600748000 

6.398 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.289 

0.21 

0.100 

0.17 

0.01 

0.00 

0.00 

0.00 

0.27 

0.14 

0.60 

0.050 

0.34 

0.65 


Kishorpura 

0805000200711800 

3.624 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.044 

-0.62 

0.150 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.50 

0.018 

0.21 

0.36 


Loyal 

0805000400728700 

8.760 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.415 

-0.36 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.031 

0.18 

0.31 


Mahrampur 

0805000200712000 

4.878 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.474 

-0.59 

0.150 

0.33 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.26 

0.039 

0.36 

0.63 


Makhar 

0805000100691400 

11.750 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.849 

-0.53 

0.150 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.027 

0.12 

0.19 


Marot Ka Bas 

0805000100691800 

4.197 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.201 

-0.42 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.03 


Morki 

0805000400734300 

6.445 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.490 

1.10 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.05 

0.004 

0.04 

0.07 







Non-command 

Quartzite 

0.701 

1.10 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.04 

0.006 

0.05 

0.10 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.08 

0.43 

(53.22) 

0.35 

0.00 

0.35 

0.05 

0.45 

0.05 

- 

- 

- 

0.001 

0.001 

0.056 

0.404 

0.020 

0.384 

1.488 

387.93 

Over Exploited 

Neemod 

081300060174860C 

0.08 

0.00 

23.32 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.006 

3,377.67 

Over Exploited 

Pachlangi 

0805000600753500 

0.18 

0.01 

400.14 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.012 

0.001 

0.011 

0.093 

829.72 

Over Exploited 

Papra Kalan 

0805000600753100 

0.08 

0.09 

(71.61) 

0.07 

0.01 

0.08 

0.04 

0.38 

0.01 

- 

- 

- 

0.013 

0.013 

0.024 

0.101 

0.005 

0.096 

0.163 

168.92 

Over Exploited 

Papra Khurd 

0805000600753300 

0.08 

0.01 

3.50 

0.01 

0.00 

0.01 

0.01 

0.12 

0.00 

- 

- 

- 

0.000 

- 

0.002 

0.015 

0.001 

0.015 

0.040 

274.58 

Over Exploited 

Peetham Puri 

0813000601750300 

0.10 

0.00 

2,341.12 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

0.0200 

- 

- 

- 

0.020 

0.020 

0.031 

0.002 

0.029 

0.144 

491.25 

Over Exploited 

Ranasar 

0813000601743800 

0.10 

0.01 

117.83 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.009 

0.090 

1,020.35 

Over Exploited 



0.08 

0.35 

(87.65) 

0.28 

0.02 

0.29 

0.05 

0.43 

0.04 

0.0100 

- 

- 

0.027 

0.037 

0.080 

0.375 

0.019 

0.356 

0.338 

94.91 

Critical 

Sarai 

0805000600752900 

0.08 

0.04 

(63.91) 

0.03 

- 

0.03 

0.05 

0.49 

0.01 

- 

- 

- 

- 

- 

0.005 

0.037 

0.002 

0.035 

0.118 

335.63 

Over Exploited 

Sirohi 

0813000601743700 

0.10 

0.49 

(49.12) 

0.39 

0.01 

0.40 

0.04 

0.39 

0.06 

0.0200 

- 

- 

0.003 

0.023 

0.084 

0.484 

0.024 

0.460 

0.726 

157.78 

Over Exploited 



0.08 

0.02 

(15.85) 

0.02 

0.01 

0.03 

0.01 

0.10 

0.00 

- 

- 

- 

0.013 

0.013 

0.016 

0.043 

0.002 

0.041 

0.092 

223.16 

Over Exploited 

Surpura 

0805000600753000 

0.08 

0.00 

(5.43) 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.005 

2,300.96 

Over Exploited 

Bagor 

0805000400729500 

0.09 

0.00 

269.11 

0.00 

- 

0.00 

0.03 

0.20 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.015 

0.001 

0.014 

0.078 

553.81 

Over Exploited 

Bajawa 

0805000600745700 

0.18 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bamlas 

0805000600747800 

0.18 

0.32 

(34.92) 

0.25 

0.01 

0.26 

0.04 

0.28 

0.05 

0.0400 

- 

- 

- 

0.040 

0.091 

0.354 

0.018 

0.336 

1.202 

357.89 

Over Exploited 



0.22 

0.06 

55.20 

0.07 

0.01 

0.08 

0.02 

0.11 

0.01 

0.0200 

- 

- 

- 

0.020 

0.030 

0.115 

0.006 

0.109 

0.592 

543.17 

Over Exploited 

Bankoti 

0805000400729200 

0.20 

0.15 

40.42 

0.18 

0.03 

0.21 

0.05 

0.36 

0.03 

0.1000 

- 

- 

0.001 

0.101 

0.127 

0.336 

0.017 

0.319 

0.867 

271.79 

Over Exploited 

Bara Gaon 

0805000600746100 

0.18 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Barau 

0805000400734400 

0.20 

1.77 

(51.58) 

1.41 

0.01 

1.42 

0.06 

0.43 

0.30 

0.0400 

- 

- 

- 

0.040 

0.342 

1.765 

0.088 

1.677 

1.372 

81.79 

Semi Critical 



0.22 

0.02 

489.07 

0.02 

- 

0.02 

0.01 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.033 

0.002 

0.031 

0.166 

529.66 

Over Exploited 

Bas Bisna 

0805000600746900 

0.22 

0.59 

(71.65) 

0.47 

0.01 

0.48 

0.08 

0.52 

0.10 

0.0400 

- 

- 

0.003 

0.043 

0.143 

0.626 

0.031 

0.595 

1.254 

210.99 

Over Exploited 

Basantpura 

0805000600747000 

0.22 

0.31 

(69.91) 

0.24 

0.01 

0.26 

0.08 

0.52 

0.05 

0.0200 

- 

- 

0.003 

0.024 

0.075 

0.332 

0.017 

0.316 

0.574 

181.93 

Over Exploited 

Basmana 

0805000600746700 

0.22 

0.35 

- 

0.35 

0.01 

0.36 

0.07 

0.51 

0.06 

0.0200 

- 

- 

- 

0.020 

0.081 

0.445 

0.045 

0.401 

0.688 

171.73 

Over Exploited 

Beelwa 

0805000400729400 

0.20 

0.01 

431.60 

0.01 

0.01 

0.02 

0.02 

0.11 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.045 

0.002 

0.043 

0.225 

524.50 

Over Exploited 



0.09 

0.05 

63.02 

0.06 

0.02 

0.08 

0.05 

0.35 

0.01 

0.0700 

- 

- 

- 

0.070 

0.079 

0.164 

0.008 

0.156 

0.600 

384.98 

Over Exploited 

Bhadunda Kalan 

0805000100692600 

0.10 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.016 

0.002 

0.014 

0.233 

1,620.40 

Over Exploited 



0.15 

0.38 

- 

0.38 

0.03 

0.42 

0.04 

0.28 

0.07 

0.0800 

- 

- 

0.002 

0.082 

0.150 

0.566 

0.057 

0.509 

2.294 

450.52 

Over Exploited 

Bhadunda Khurd 

0805000100692400 

0.15 

0.24 

- 

0.24 

0.01 

0.25 

0.04 

0.27 

0.04 

0.0300 

- 

- 

0.000 

0.030 

0.073 

0.322 

0.032 

0.290 

0.919 

316.91 

Over Exploited 

Bhatiwar 

0805000600746800 

0.22 

0.54 

- 

0.54 

0.01 

0.55 

0.08 

0.52 

0.09 

0.0300 

- 

- 

0.002 

0.032 

0.124 

0.671 

0.067 

0.604 

0.923 

152.73 

Over Exploited 

Bheetera 

0805000400729000 

0.20 

0.13 

40.36 

0.15 

0.01 

0.16 

0.04 

0.26 

0.02 

0.0200 

- 

- 

- 

0.020 

0.042 

0.204 

0.010 

0.194 

0.589 

303.37 

Over Exploited 



0.09 

0.07 

28.00 

0.08 

0.01 

0.09 

0.04 

0.28 

0.01 

0.0200 

- 

- 

- 

0.020 

0.031 

0.119 

0.006 

0.113 

0.494 

435.68 

Over Exploited 

Bhorki 

0805000600748300 

0.18 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.011 

57,732.77 

Over Exploited 

Bhukana 

0805000200712600 

0.11 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.112 

4,275.55 

Over Exploited 

Bijarniya Ki Dhani 

0805000600748200 

0.18 

0.35 

- 

0.35 

0.09 

0.44 

0.06 

0.45 

0.06 

0.2700 

- 

- 

- 

0.270 

0.326 

0.766 

0.077 

0.689 

7.257 

1,052.83 

Over Exploited 

Chandana 

0805000200712400 

0.11 

0.16 

- 

0.16 

0.01 

0.17 

0.04 

0.30 

0.03 

0.0300 

- 

- 

- 

0.030 

0.058 

0.226 

0.023 

0.203 

0.902 

444.14 

Over Exploited 



0.20 

0.10 

- 

0.10 

0.01 

0.11 

0.03 

0.18 

0.02 

0.0200 

- 

- 

- 

0.020 

0.038 

0.150 

0.015 

0.135 

0.593 

439.80 

Over Exploited 

Charawas 

0805000400728800 

0.20 

1.14 

- 

1.14 

0.03 

1.18 

0.08 

0.53 

0.20 

0.0800 

- 

- 

0.007 

0.087 

0.284 

1.462 

0.146 

1.316 

2.354 

178.91 

Over Exploited 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.031 

12,564.46 

Over Exploited 

Chhaosari 

0805000600747900 

0.18 

0.06 

68.60 

0.07 

- 

0.07 

0.02 

0.13 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.087 

0.004 

0.083 

0.409 

494.84 

Over Exploited 



0.22 

0.54 

(40.40) 

0.43 

0.02 

0.45 

0.05 

0.36 

0.09 

0.0500 

- 

- 

0.001 

0.051 

0.140 

0.591 

0.030 

0.561 

1.409 

251.03 

Over Exploited 

Chhau 

0805000600745500 

0.18 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.005 

0.106 

2,099.95 

Over Exploited 

Chinchroli 

0805000100691600 

0.15 

0.16 

- 

0.16 

- 

0.16 

0.06 

0.36 

0.03 

0.0100 

- 

- 

- 

0.010 

0.039 

0.203 

0.020 

0.183 

0.416 

227.12 

Over Exploited 

Dhani Thakran @ Sh 

0805000200712500 

0.11 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.080 

2,060.34 

Over Exploited 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.050 

2,179.54 

Over Exploited 

Dorasar 

0805000100692700 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.056 

7,790.54 

Over Exploited 

Gowla 

0805000200712200 

0.20 

0.79 

- 

0.79 

0.01 

0.80 

0.07 

0.46 

0.14 

0.0400 

- 

- 

0.002 

0.042 

0.181 

0.983 

0.098 

0.884 

1.168 

132.06 

Over Exploited 

Gudha Gorji 

0805000600749700 

0.18 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Hansalsar 

0805000600746200 

0.18 

0.11 

- 

0.11 

0.01 

0.12 

0.02 

0.14 

0.02 

0.0100 

- 

- 

0.008 

0.018 

0.037 

0.156 

0.016 

0.140 

0.442 

315.68 

Over Exploited 



0.22 

0.47 

- 

0.47 

0.01 

0.48 

0.04 

0.26 

0.08 

0.0300 

- 

- 

0.003 

0.033 

0.115 

0.597 

0.060 

0.537 

1.003 

186.80 

Over Exploited 

Hemantpura 

0805000600747100 

0.22 

0.19 

- 

0.19 

0.01 

0.20 

0.08 

0.53 

0.03 

0.0200 

- 

- 

0.001 

0.021 

0.053 

0.256 

0.026 

0.230 

0.486 

210.97 

Over Exploited 

Hukampura 

0805000600749300 

0.18 

0.07 

- 

0.07 

0.00 

0.07 

0.03 

0.23 

0.01 

0.0100 

- 

- 

0.001 

0.011 

0.023 

0.097 

0.010 

0.087 

0.307 

353.15 

Over Exploited 

Islampur 

0805000100691500 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.218 

1,885.84 

Over Exploited 

Jasrapur 

0805000400728500 

0.20 

0.00 

16,471.26 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kayamsar 

0805000200711900 

0.20 

0.02 

- 

0.02 

0.00 

0.02 

0.02 

0.11 

0.00 

0.0100 

- 

- 

0.002 

0.012 

0.016 

0.040 

0.004 

0.036 

0.214 

600.72 

Over Exploited 

Ked with Gopalpura 

0805000600747200 

0.22 

0.82 

(68.84) 

0.66 

0.02 

0.68 

0.06 

0.41 

0.14 

0.0500 

- 

- 

0.001 

0.051 

0.188 

0.863 

0.043 

0.820 

1.518 

185.08 

Over Exploited 

Keharpura Khurd 

0805000200711600 

0.20 

0.11 

- 

0.11 

0.00 

0.11 

0.05 

0.30 

0.02 

0.0100 

- 

- 

0.001 

0.011 

0.032 

0.146 

0.015 

0.131 

0.415 

316.59 

Over Exploited 

Kesaripura 

0805000600745900 

0.18 

0.09 

- 

0.09 

0.00 

0.09 

0.04 

0.25 

0.02 

0.0100 

- 

- 

0.003 

0.013 

0.029 

0.124 

0.012 

0.112 

0.305 

273.24 

Over Exploited 



0.22 

0.06 

- 

0.06 

- 

0.06 

0.03 

0.17 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.076 

0.008 

0.069 

0.261 

379.61 

Over Exploited 

Khatkar 

0805000600747700 

0.22 

0.28 

(33.57) 

0.22 

0.01 

0.23 

0.03 

0.19 

0.05 

0.0400 

- 

- 

- 

0.040 

0.085 

0.318 

0.016 

0.302 

1.249 

413.31 

Over Exploited 

Khetri (M) 

0805000440510000 

0.09 

0.00 

3,158.03 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.125 

1,199.81 

Over Exploited 

Khinwasar 

0805000600748000 

0.18 

0.32 

(56.17) 

0.26 

0.01 

0.27 

0.06 

0.39 

0.05 

0.0200 

- 

- 

- 

0.020 

0.073 

0.339 

0.017 

0.322 

0.654 

202.90 

Over Exploited 

Kishorpura 

0805000200711800 

0.20 

0.09 

- 

0.09 

0.01 

0.10 

0.04 

0.25 

0.02 

0.0200 

- 

- 

- 

0.020 

0.036 

0.134 

0.013 

0.120 

0.522 

433.22 

Over Exploited 

Loyal 

0805000400728700 

0.20 

0.12 

- 

0.12 

- 

0.12 

0.03 

0.21 

0.02 

0.0100 

- 

- 

- 

0.010 

0.031 

0.151 

0.015 

0.135 

0.324 

239.04 

Over Exploited 

Mahrampur 

0805000200712000 

0.20 

0.32 

- 

0.32 

0.02 

0.34 

0.06 

0.42 

0.06 

0.0500 

- 

- 

0.002 

0.052 

0.109 

0.448 

0.045 

0.403 

1.299 

322.14 

Over Exploited 

Makhar 

0805000100691400 

0.15 

0.07 

- 

0.07 

- 

0.07 

0.02 

0.14 

0.01 

0.0100 

- 

- 

- 

0.010 

0.023 

0.093 

0.009 

0.084 

0.284 

339.27 

Over Exploited 

Marot Ka Bas 

0805000100691800 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.013 

2,463.00 

Over Exploited 

Morki 

0805000400734300 

0.20 

0.00 

1,019.80 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.015 

0.001 

0.014 

0.055 

390.32 

Over Exploited 



0.09 

0.00 

335,385.56 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.046 

1,621.81 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Nagli Deepsingh 

080500060074730C 

7.731 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.207 

-0.03 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.002 

0.01 

0.02 







Non-command 

Younger Alluvium 

2.551 

-0.03 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.024 

0.15 

0.29 


Nangli Goojran 

0805000600746400 

6.435 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.435 

-0.46 

0.120 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.72 

0.061 

0.42 

0.78 


Nangli Saledisingh 

0805000400728900 

13.917 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.194 

-0.01 

0.120 

0.29 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.03 

0.110 

0.41 

0.76 







Non-command 

Younger Alluvium 

1.702 

-0.01 

0.150 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.015 

0.06 

0.11 







Non-command 

Quartzite 

0.020 

-0.01 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Natas 

0805000600746300 

8.254 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

8.254 

-0.44 

0.120 

0.28 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.00 

0.078 

0.41 

0.76 


Nijampura 

0805000200712300 

7.919 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.799 

-0.42 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.042 

0.27 

0.49 







Non-command 

Younger Alluvium 

3.121 

-0.42 

0.150 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.027 

0.18 

0.32 


Ramlalpura 

0805000600746600 

12.467 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

12.467 

0.22 

0.120 

0.23 

0.01 

0.00 

0.00 

0.00 

0.55 

0.29 

0.78 

0.117 

0.42 

0.80 


Rasoolpur 

0805000400734600 

18.526 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.216 

0.45 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.01 

0.01 


Seethal 

0805000600745800 

13.891 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.237 

-0.01 

0.100 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.69 

0.049 

0.15 

0.29 







Non-command 

Younger Alluvium 

4.477 

-0.01 

0.120 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.73 

0.042 

0.13 

0.25 


Shree Krishan Naga 

0805000400734500 

4.040 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.002 

0.80 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Shree Sardarpura 

0805000400728600 

7.350 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.131 

0.00 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.010 

0.07 

0.13 


Shyampura 

0805000400729100 

5.995 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.133 

0.48 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.001 

0.01 

0.02 







Non-command 

Quartzite 

1.666 

0.48 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.05 

0.02 

0.15 

0.015 

0.13 

0.25 


Shyampura Matana 

0805000200711700 

5.966 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.790 

-0.60 

0.150 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.49 

0.033 

0.24 

0.39 


Shyolana 

0805000200712100 

7.245 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.666 

-0.55 

0.150 

0.32 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.19 

0.058 

0.36 

0.65 


Shyonathpura 

0805000600746500 

3.525 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.525 

-0.24 

0.120 

0.27 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.02 

0.033 

0.41 

0.78 


Teelawali 

0805000400729300 

3.930 

Fresh 

Non-command 

Non-command 

Quartzite 

0.006 

0.60 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Teetanwar 

0805000600748100 

11.224 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.648 

-0.13 

0.100 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.51 

0.053 

0.21 

0.40 


Todi 

0805000600749200 

8.848 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.431 

-0.23 

0.100 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.68 

0.023 

0.12 

0.22 


Vrindavan 

0805000100692500 

3.956 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.956 

-0.74 

0.150 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.65 

0.028 

0.37 

0.69 

01002010 

Adwana 

0805000600752300 

2.387 

Fresh 

Non-command 

Non-command 

Quartzite 

0.390 

0.55 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.004 

0.07 

0.17 





Saline 

Non-command 

Non-command 

Quartzite 

1.938 

0.55 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.06 

0.018 

0.37 

0.86 


Agloi 

0813000501725200 

8.528 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.303 

0.35 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.02 

0.014 

0.07 

0.12 







Non-command 

Quartzite 

7.225 

0.35 

0.015 

0.05 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.09 

0.076 

0.37 

0.66 


Athbigha 

0813000501726300 

1.324 

Fresh 

Non-command 

Non-command 

Quartzite 

1.324 

0.62 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.014 

0.44 

0.78 


Bagoli 

0805000600752600 

6.734 

Fresh 

Non-command 

Non-command 

Quartzite 

1.335 

0.63 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.06 

0.02 

0.13 

0.013 

0.09 

0.22 





Saline 

Non-command 

Non-command 

Quartzite 

2.056 

0.63 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.07 

0.03 

0.12 

0.019 

0.14 

0.34 


Bagora 

0805000600750400 

26.054 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.015 

-0.42 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

19.911 

-0.42 

0.020 

0.15 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.37 

0.187 

0.34 

0.57 


Bahooji Ki Dhani 

0813000501725600 

3.819 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.079 

0.19 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 







Non-command 

Quartzite 

3.740 

0.19 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.039 

0.44 

0.79 


Balwar 

0813000501731500 

7.775 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.400 

0.61 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.18 

0.09 

0.08 

0.025 

0.14 

0.28 







Non-command 

Quartzite 

5.005 

0.61 

0.015 

0.06 

0.00 

0.00 

0.00 

0.00 

0.11 

0.05 

0.16 

0.053 

0.29 

0.58 





Saline 

Non-command 

Non-command 

Quartzite 

0.102 

0.61 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Bamanvas @ Sajanpura 

0813000501728600 

5.785 

Fresh 

Non-command 

Non-command 

Quartzite 

1.725 

0.07 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.07 

0.018 

0.13 

0.23 


Bamarda 

0813000501723600 

11.975 

Fresh 

Non-command 

Non-command 

Quartzite 

11.975 

1.08 

0.015 

0.06 

0.00 

0.00 

0.00 

0.03 

0.22 

0.12 

0.08 

0.126 

0.45 

0.80 


Bandawala Bhopalpura 

0813000601743000 

4.362 

Saline 

Non-command 

Non-command 

Older Alluvium 

3.718 

0.95 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.37 

0.18 

0.30 

0.034 

0.38 

0.81 







Non-command 

Quartzite 

0.644 

0.95 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.006 

0.07 

0.14 


Barsinghpura 

0813000501727700 

5.011 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.106 

0.25 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.14 

0.08 

0.25 

0.033 

0.27 

0.49 







Non-command 

Quartzite 

1.886 

0.25 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.15 

0.020 

0.17 

0.30 


Basri 

0813000501727000 

3.066 

Fresh 

Non-command 

Non-command 

Quartzite 

3.066 

0.28 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.13 

0.032 

0.45 

0.83 


Basri Kalan 

0813000601750200 

4.657 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.640 

-0.13 

0.080 

0.13 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.48 

0.043 

0.46 

1.11 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.017 

-0.13 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Basri Khurd 

0813000601750000 

7.020 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.655 

-0.19 

0.080 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.48 

0.052 

0.37 

0.93 


Bhadwari 

0813000501732200 

8.283 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.331 

0.02 

0.100 

0.17 

0.02 

0.00 

0.00 

0.00 

0.16 

0.08 

0.57 

0.077 

0.40 

0.84 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.952 

0.02 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.06 

0.010 

0.05 

0.11 


Bhagega 

0813000601743600 

9.556 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.092 

-0.08 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 


Bhagoth 

0813000601743500 

11.023 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.353 

-0.24 

0.080 

0.26 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.93 

0.077 

0.35 

0.87 


Bhaira With Luharwas 

0813000501723200 

5.615 

Fresh 

Non-command 

Non-command 

Quartzite 

5.158 

-0.45 

0.015 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.054 

0.41 

0.69 


Bhojgarh 

0805000600750800 

11.073 

Fresh 

Non-command 

Non-command 

Quartzite 

0.029 

0.03 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhojpur 

0813000501727600 

5.051 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.648 

-0.22 

0.100 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.038 

0.32 

0.58 







Non-command 

Quartzite 

0.069 

-0.22 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 


Bhoodoli 

0813000601749800 

20.752 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.054 

-0.11 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.028 

0.07 

0.17 


Bhooranpura 

0813000501738500 

8.337 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.053 

1.81 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.00 

0.01 


Biharipur 

0813000501727500 

2.737 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.368 

-0.10 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.014 

0.22 

0.40 







Non-command 

Quartzite 

1.369 

-0.10 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.014 

0.22 

0.40 


Chak Bahooji Ki Dhani 

0813000501725500 

1.420 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.073 

0.27 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.011 

0.34 

0.60 







Non-command 

Quartzite 

0.347 

0.27 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.11 

0.19 


Chak Basri 

0813000501726800 

0.310 

Fresh 

Non-command 

Non-command 

Quartzite 

0.310 

0.94 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.003 

0.45 

0.81 


Chak Chhajna 

0813000501726000 

0.317 

Fresh 

Non-command 

Non-command 

Quartzite 

0.317 

0.47 

0.015 

0.00 

0.00 

0.00 

0.00 

0.02 

-0.02 

-0.01 

0.01 

0.003 

0.44 

0.78 


Chak Dulhepura No. 1 

0813000501725700 

0.323 

Fresh 

Non-command 

Non-command 

Quartzite 

0.323 

0.08 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.003 

0.45 

0.82 


Chak Dulhepura No.2 

0813000501727200 

1.727 

Fresh 

Non-command 

Non-command 

Quartzite 

1.727 

0.62 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.02 

0.01 

0.00 

0.018 

0.45 

0.84 


Chak Hod 

0813000501725800 

2.628 

Fresh 

Non-command 

Non-command 

Quartzite 

2.628 

0.42 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.028 

0.45 

0.80 


Chak Khandela No.l 

0813000501726400 

1.530 

Fresh 

Non-command 

Non-command 

Quartzite 

1.530 

0.64 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.016 

0.45 

0.79 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Nagli Deepsingh 

0805000600747300 

0.18 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.023 

4,675.53 

Over Exploited 



0.22 

0.09 

- 

0.09 

0.00 

0.09 

0.03 

0.18 

0.01 

0.0100 

- 

- 

0.002 

0.012 

0.026 

0.114 

0.011 

0.103 

0.221 

215.11 

Over Exploited 

Nangli Goojran 

0805000600746400 

0.22 

0.60 

- 

0.60 

0.01 

0.61 

0.07 

0.50 

0.10 

0.0300 

- 

- 

- 

0.030 

0.134 

0.742 

0.074 

0.668 

0.783 

117.16 

Over Exploited 

Nangli Saledisingh 

0805000400728900 

0.20 

1.00 

- 

1.00 

0.01 

1.02 

0.07 

0.48 

0.17 

0.0400 

- 

- 

0.006 

0.046 

0.218 

1.236 

0.124 

1.112 

1.143 

102.78 

Over Exploited 



0.22 

0.02 

- 

0.02 

0.00 

0.02 

0.01 

0.07 

0.00 

0.0100 

- 

- 

0.003 

0.013 

0.016 

0.040 

0.004 

0.036 

0.204 

574.15 

Over Exploited 



0.09 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Natas 

0805000600746300 

0.22 

0.74 

- 

0.74 

0.01 

0.75 

0.07 

0.48 

0.13 

0.0400 

- 

- 

0.005 

0.045 

0.173 

0.924 

0.092 

0.831 

1.081 

130.02 

Over Exploited 

Nijampura 

0805000200712300 

0.11 

0.14 

- 

0.14 

0.00 

0.14 

0.05 

0.32 

0.02 

0.0100 

- 

- 

0.002 

0.012 

0.037 

0.181 

0.018 

0.163 

0.334 

205.00 

Over Exploited 



0.20 

0.11 

- 

0.11 

- 

0.11 

0.03 

0.21 

0.02 

0.0100 

- 

- 

- 

0.010 

0.029 

0.138 

0.014 

0.124 

0.243 

195.36 

Over Exploited 

Ramlalpura 

0805000600746600 

0.22 

1.16 

(75.29) 

0.93 

0.01 

0.94 

0.07 

0.50 

0.20 

0.0300 

- 

- 

- 

0.030 

0.227 

1.169 

0.058 

1.111 

0.895 

80.62 

Semi Critical 

Rasoolpur 

0805000400734600 

0.20 

0.00 

2,429.01 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.013 

4,131.63 

Over Exploited 

Seethal 

0805000600745800 

0.18 

0.14 

- 

0.14 

0.01 

0.15 

0.03 

0.17 

0.02 

0.0300 

- 

- 

- 

0.030 

0.054 

0.205 

0.020 

0.184 

0.738 

400.58 

Over Exploited 



0.22 

0.13 

- 

0.13 

0.01 

0.14 

0.02 

0.15 

0.02 

0.0300 

- 

- 

- 

0.030 

0.051 

0.187 

0.019 

0.168 

0.774 

459.43 

Over Exploited 

Shree Krishan Naga 

0805000400734500 

0.20 

0.00 

144,862.17 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Shree Sardarpura 

0805000400728600 

0.20 

0.02 

- 

0.02 

0.00 

0.02 

0.01 

0.08 

0.00 

- 

- 

- 

0.002 

0.002 

0.005 

0.023 

0.002 

0.020 

0.109 

539.31 

Over Exploited 

Shyampura 

0805000400729100 

0.20 

0.00 

1,377.46 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.012 

3,293.92 

Over Exploited 



0.09 

0.02 

2,055.04 

0.02 

0.01 

0.03 

0.02 

0.16 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.057 

0.003 

0.054 

0.163 

302.22 

Over Exploited 

Shyampura Matana 

0805000200711700 

0.20 

0.18 

- 

0.18 

0.01 

0.19 

0.04 

0.28 

0.03 

0.0200 

- 

- 

0.001 

0.021 

0.054 

0.247 

0.025 

0.222 

0.525 

236.10 

Over Exploited 

Shyolana 

0805000200712100 

0.20 

0.48 

- 

0.48 

0.01 

0.49 

0.06 

0.42 

0.08 

0.0400 

- 

- 

0.000 

0.040 

0.125 

0.614 

0.061 

0.553 

1.246 

225.45 

Over Exploited 

Shyonathpura 

0805000600746500 

0.22 

0.32 

- 

0.32 

0.01 

0.33 

0.07 

0.49 

0.06 

0.0400 

- 

- 

- 

0.040 

0.095 

0.427 

0.043 

0.384 

1.053 

274.00 

Over Exploited 

Teelawali 

0805000400729300 

0.09 

0.00 

21,549.97 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Teetanwar 

0805000600748100 

0.18 

0.22 

- 

0.22 

0.01 

0.23 

0.03 

0.25 

0.04 

0.0200 

- 

- 

- 

0.020 

0.055 

0.283 

0.028 

0.255 

0.563 

221.20 

Over Exploited 

Todi 

0805000600749200 

0.18 

0.05 

- 

0.05 

0.01 

0.06 

0.02 

0.14 

0.01 

0.0300 

- 

- 

- 

0.030 

0.038 

0.101 

0.010 

0.091 

0.698 

767.05 

Over Exploited 

Vrindavan 

0805000100692500 

0.15 

0.22 

- 

0.22 

0.01 

0.23 

0.07 

0.44 

0.04 

0.0200 

- 

- 

- 

0.020 

0.060 

0.291 

0.029 

0.262 

0.681 

260.08 

Over Exploited 

Adwana 

0805000600752300 

0.08 

0.00 

163.44 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.028 

942.87 

Over Exploited 



0.08 

0.06 

(69.18) 

0.05 

- 

0.05 

0.05 

0.42 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.063 

0.003 

0.060 

0.079 

131.67 

Over Exploited 

Agloi 

0813000501725200 

0.12 

0.01 

195.67 

0.01 

0.00 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

0.002 

0.002 

0.004 

0.018 

0.001 

0.017 

0.031 

183.11 

Over Exploited 



0.08 

0.22 

(77.76) 

0.17 

0.00 

0.18 

0.06 

0.43 

0.03 

- 

- 

- 

0.006 

0.006 

0.039 

0.216 

0.011 

0.205 

0.169 

82.30 

Semi Critical 

Athbigha 

0813000501726300 

0.08 

0.05 

(75.81) 

0.04 

0.00 

0.04 

0.07 

0.51 

0.01 

- 

- 

- 

0.004 

0.004 

0.011 

0.051 

0.003 

0.049 

0.038 

78.15 

Semi Critical 

Bagoli 

0805000600752600 

0.08 

0.01 

138.32 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.001 

0.013 

0.001 

0.012 

0.145 

1,185.72 

Over Exploited 



0.08 

0.02 

16.65 

0.03 

- 

0.03 

0.02 

0.16 

0.00 

- 

- 

- 

- 

- 

0.003 

0.030 

0.001 

0.028 

0.141 

501.45 

Over Exploited 

Bagora 

0805000600750400 

0.18 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.54 

- 

0.54 

- 

0.54 

0.05 

0.39 

0.09 

0.0100 

- 

- 

- 

0.010 

0.096 

0.636 

0.064 

0.572 

0.553 

96.71 

Critical 

Bahooji Ki Dhani 

0813000501725600 

0.12 

0.00 

815.25 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.08 

0.13 

(87.28) 

0.10 

0.00 

0.11 

0.07 

0.50 

0.02 

- 

- 

- 

0.001 

0.001 

0.021 

0.127 

0.006 

0.120 

0.080 

66.78 

Safe 

Balwar 

0813000501731500 

0.12 

0.04 

121.18 

0.05 

- 

0.05 

0.02 

0.16 

0.01 

- 

- 

- 

- 

- 

0.006 

0.054 

0.003 

0.051 

0.102 

199.27 

Over Exploited 



0.08 

0.12 

(54.39) 

0.09 

- 

0.09 

0.04 

0.33 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.120 

0.006 

0.114 

0.213 

186.50 

Over Exploited 



0.08 

0.00 

939.30 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

1,738.29 

Over Exploited 

Bamanvas @ Sajanpura 

0813000501728600 

0.08 

0.02 

(30.92) 

0.01 

- 

0.01 

0.02 

0.15 

0.00 

- 

- 

- 

- 

- 

0.003 

0.017 

0.001 

0.016 

0.088 

541.91 

Over Exploited 

Bamarda 

0813000501723600 

0.08 

0.43 

(70.93) 

0.34 

0.03 

0.37 

0.07 

0.51 

0.07 

- 

- 

- 

0.049 

0.049 

0.115 

0.489 

0.024 

0.464 

0.207 

44.53 

Safe 

Bandawala Bhopalpura 

0813000601743000 

0.10 

0.14 

23.59 

0.17 

- 

0.17 

0.05 

0.44 

0.02 

0.0300 

- 

- 

- 

0.030 

0.050 

0.222 

0.011 

0.211 

0.335 

159.11 

Over Exploited 



0.08 

0.00 

206.36 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.004 

0.025 

570.10 

Over Exploited 

Barsinghpura 

0813000501727700 

0.12 

0.10 

(21.80) 

0.08 

0.00 

0.09 

0.04 

0.32 

0.02 

0.0100 

- 

- 

0.006 

0.016 

0.032 

0.118 

0.006 

0.112 

0.278 

247.72 

Over Exploited 



0.08 

0.03 

4.81 

0.03 

0.00 

0.03 

0.03 

0.19 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.014 

0.040 

0.002 

0.038 

0.171 

446.68 

Over Exploited 

Basri 

0813000501727000 

0.08 

0.11 

(74.29) 

0.09 

0.00 

0.09 

0.07 

0.51 

0.02 

- 

- 

- 

0.001 

0.001 

0.018 

0.106 

0.005 

0.101 

0.157 

155.70 

Over Exploited 

Basri Kalan 

0813000601750200 

0.10 

0.21 

- 

0.21 

0.02 

0.23 

0.06 

0.52 

0.03 

0.0500 

- 

- 

- 

0.050 

0.077 

0.310 

0.031 

0.279 

0.518 

185.78 

Over Exploited 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Basri Khurd 

0813000601750000 

0.10 

0.21 

- 

0.21 

0.01 

0.22 

0.05 

0.42 

0.03 

0.0200 

- 

- 

- 

0.020 

0.046 

0.265 

0.026 

0.238 

0.527 

221.09 

Over Exploited 

Bhadwari 

0813000501732200 

0.12 

0.36 

(78.02) 

0.28 

0.02 

0.30 

0.06 

0.46 

0.05 

0.0600 

- 

- 

- 

0.060 

0.110 

0.414 

0.021 

0.393 

0.645 

163.99 

Over Exploited 



0.12 

0.01 

73.50 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.018 

0.001 

0.017 

0.070 

408.63 

Over Exploited 

Bhagega 

0813000601743600 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Bhagoth 

0813000601743500 

0.10 

0.29 

- 

0.29 

0.01 

0.30 

0.04 

0.39 

0.04 

0.0300 

- 

- 

0.002 

0.032 

0.069 

0.369 

0.037 

0.332 

1.003 

301.67 

Over Exploited 

Bhaira With Luharwas 

0813000501723200 

0.08 

0.17 

- 

0.17 

- 

0.17 

0.07 

0.47 

0.03 

- 

- 

- 

- 

- 

0.027 

0.195 

0.020 

0.176 

0.174 

99.10 

Critical 

Bhojgarh 

0805000600750800 

0.08 

0.00 

(400.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhojpur 

0813000501727600 

0.12 

0.14 

- 

0.14 

- 

0.14 

0.05 

0.37 

0.02 

0.0100 

- 

- 

- 

0.010 

0.031 

0.172 

0.017 

0.155 

0.374 

241.88 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.006 

16,303.65 

Over Exploited 

Bhoodoli 

0813000601749800 

0.10 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.033 

0.003 

0.030 

0.201 

675.84 

Over Exploited 

Bhooranpura 

0813000501738500 

0.12 

0.00 

29,622.99 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Biharipur 

0813000501727500 

0.12 

0.04 

- 

0.04 

0.00 

0.04 

0.03 

0.26 

0.01 

- 

- 

- 

0.001 

0.001 

0.007 

0.044 

0.004 

0.039 

0.047 

120.27 

Over Exploited 



0.08 

0.02 

- 

0.02 

0.00 

0.03 

0.03 

0.26 

0.00 

- 

- 

- 

0.002 

0.002 

0.005 

0.031 

0.003 

0.028 

0.052 

190.03 

Over Exploited 

Chak Bahooji Ki Dhani 

0813000501725500 

0.12 

0.04 

(62.28) 

0.03 

- 

0.03 

0.05 

0.39 

0.01 

- 

- 

- 

- 

- 

0.007 

0.041 

0.002 

0.039 

0.011 

28.79 

Safe 



0.08 

0.00 

(73.44) 

0.00 

- 

0.00 

0.02 

0.13 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.004 

133.55 

Over Exploited 

Chak Basri 

0813000501726800 

0.08 

0.01 

(78.33) 

0.01 

- 

0.01 

0.07 

0.51 

0.00 

- 

- 

- 

- 

- 

0.002 

0.011 

0.001 

0.010 

0.013 

132.24 

Over Exploited 

Chak Chhajna 

0813000501726000 

0.08 

0.01 

(188.66) 

0.01 

0.02 

0.03 

0.07 

0.51 

0.00 

- 

- 

- 

0.030 

0.030 

0.031 

0.060 

0.003 

0.057 

0.008 

14.62 

Safe 

Chak Dulhepura No. 1 

0813000501725700 

0.08 

0.01 

(103.47) 

0.01 

0.00 

0.01 

0.07 

0.51 

0.00 

- 

- 

- 

0.002 

0.002 

0.004 

0.014 

0.001 

0.013 

0.013 

100.67 

Over Exploited 

Chak Dulhepura No.2 

0813000501727200 

0.08 

0.06 

(84.46) 

0.05 

0.01 

0.06 

0.07 

0.51 

0.01 

- 

- 

- 

0.012 

0.012 

0.021 

0.079 

0.004 

0.075 

0.018 

24.19 

Safe 

Chak Hod 

0813000501725800 

0.08 

0.09 

(85.58) 

0.07 

0.00 

0.08 

0.07 

0.51 

0.01 

- 

- 

- 

0.003 

0.003 

0.018 

0.095 

0.005 

0.090 

0.033 

36.27 

Safe 

Chak Khandela No.l 

0813000501726400 

0.08 

0.05 

(75.03) 

0.04 

0.00 

0.04 

0.07 

0.51 

0.01 

- 

- 

- 

0.001 

0.001 

0.009 

0.053 

0.003 

0.051 

0.016 

31.69 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Chak Khandela No.2 

081300050172690C 

1.117 

Fresh 

Non-command 

Non-command 

Quartzite 

1.117 

0.69 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.012 

0.45 

0.81 


Chak Khatundra 

081300050172800C 

2.299 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.616 

0.20 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.05 

0.006 

0.12 

0.21 


Chak Kishanpura 

081300050173090C 

1.579 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.458 

-0.42 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.015 

0.41 

0.77 


Chakroyal 

0813000501725100 

0.638 

Fresh 

Non-command 

Non-command 

Quartzite 

0.638 

0.38 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.007 

0.44 

0.77 


Chala 

0813000601743100 

15.005 

Saline 

Non-command 

Non-command 

Older Alluvium 

13.102 

0.93 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

1.02 

0.44 

0.00 

0.121 

0.40 

0.91 







Non-command 

Quartzite 

1.903 

0.93 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.00 

0.018 

0.06 

0.13 


Chaukri 

0813000501726700 

22.830 

Fresh 

Non-command 

Non-command 

Quartzite 

4.340 

1.54 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.14 

0.07 

0.10 

0.046 

0.09 

0.17 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.002 

1.54 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

18.122 

1.54 

0.015 

0.12 

0.00 

0.00 

0.00 

0.00 

0.54 

0.27 

0.22 

0.190 

0.36 

0.72 


Cheeplata 

0813000601750600 

27.085 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.384 

0.90 

0.080 

0.14 

0.01 

0.00 

0.00 

0.00 

1.09 

0.53 

0.40 

0.123 

0.24 

0.49 


Chhajna 

0813000501726100 

4.317 

Fresh 

Non-command 

Non-command 

Quartzite 

4.317 

0.51 

0.015 

0.04 

0.00 

0.00 

0.00 

0.02 

0.05 

0.03 

0.12 

0.045 

0.44 

0.78 


Chhapar 

0813000601750400 

19.109 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.506 

0.48 

0.080 

0.18 

0.02 

0.00 

0.00 

0.00 

0.53 

0.21 

0.59 

0.087 

0.23 

0.56 







Non-command 

Quartzite 

0.420 

0.48 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.004 

0.01 

0.02 


Chhapoli 

0805000600750500 

23.314 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.451 

-1.55 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.004 

0.01 

0.01 







Non-command 

Quartzite 

21.304 

-1.55 

0.020 

0.45 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.53 

0.200 

0.41 

0.70 


Dahar Kanwat 

0813000501731800 

9.531 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.831 

-0.06 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.009 

0.04 

0.09 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.452 

-0.06 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.036 

0.17 

0.39 







Non-command 

Quartzite 

5.247 

-0.06 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.055 

0.25 

0.59 


Dayra (Rural) 

0813000501724500 

2.440 

Fresh 

Non-command 

Non-command 

Quartzite 

2.403 

0.65 

0.015 

0.06 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.23 

0.025 

0.44 

0.75 


Dehrajori Wali 

0813000601742600 

3.884 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.423 

0.29 

0.080 

0.06 

0.01 

0.00 

0.00 

0.00 

0.08 

0.04 

0.22 

0.013 

0.17 

0.39 







Non-command 

Quartzite 

2.448 

0.29 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.13 

0.023 

0.29 

0.67 


Dhanawata 

0805000600749900 

12.696 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

-0.31 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

0.657 

-0.31 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.006 

0.02 

0.04 


Dhani Gumansingh 

0813000501723400 

6.455 

Fresh 

Non-command 

Non-command 

Quartzite 

3.665 

-1.36 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.038 

0.25 

0.45 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.100 

-1.36 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 







Non-command 

Quartzite 

2.690 

-1.36 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.028 

0.19 

0.33 


Dharmpura 

0813000501726200 

1.765 

Fresh 

Non-command 

Non-command 

Quartzite 

1.765 

0.55 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.05 

0.019 

0.44 

0.76 


Dhokar 

0813000301702300 

4.541 

Fresh 

Non-command 

Non-command 

Quartzite 

0.126 

0.37 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 


Doodhwalon Ka Bas 

0813000501728700 

6.948 

Fresh 

Non-command 

Non-command 

Quartzite 

0.010 

0.00 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dulhepura 

0813000501727400 

9.490 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.122 

-0.16 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.033 

0.15 

0.27 







Non-command 

Quartzite 

6.368 

-0.16 

0.015 

0.08 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.25 

0.067 

0.30 

0.56 


Garh Bhopji 

0813000501737800 

4.832 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.545 

-0.06 

0.100 

0.19 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.69 

0.048 

0.44 

0.89 


Garhi Khanpur 

0813000501731700 

4.389 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.225 

0.35 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.002 

0.02 

0.05 







Non-command 

Quartzite 

4.163 

0.35 

0.015 

0.10 

0.01 

0.00 

0.00 

0.00 

0.11 

0.05 

0.34 

0.044 

0.43 

0.99 


Ghasseepura 

0813000501732000 

1.149 

Saline 

Non-command 

Non-command 

Older Alluvium 

1.149 

-0.09 

0.100 

0.14 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.55 

0.012 

0.46 

1.01 


Girawari 

0805000600750700 

14.940 

Fresh 

Non-command 

Non-command 

Quartzite 

8.022 

-0.74 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.075 

0.24 

0.41 


Gokul Ka Bas 

0813000501724900 

4.309 

Fresh 

Non-command 

Non-command 

Quartzite 

0.163 

0.44 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.02 

0.03 


Gopalpura 

0813000501737700 

1.380 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.380 

-0.08 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.014 

0.47 

0.94 


Goriyan 

0813000501728400 

4.577 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.076 

0.13 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Govindpura 

0813000601743400 

8.095 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.616 

-0.04 

0.080 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.54 

0.052 

0.32 

0.78 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.478 

-0.04 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.023 

0.14 

0.35 


Guhala 

0813000601742700 

16.630 

Saline 

Non-command 

Non-command 

Older Alluvium 

16.263 

-0.13 

0.080 

0.74 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.82 

1.630 

0.44 

0.97 







Non-command 

Quartzite 

0.367 

-0.13 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.037 

0.01 

0.02 


Gurara 

0813000501724600 

18.690 

Fresh 

Non-command 

Non-command 

Quartzite 

7.257 

1.24 

0.015 

0.07 

0.00 

0.00 

0.00 

0.00 

0.20 

0.12 

0.18 

0.076 

0.17 

0.29 


Guwariya 

0813000501723000 

11.200 

Fresh 

Non-command 

Non-command 

Quartzite 

10.775 

0.81 

0.015 

0.05 

0.00 

0.00 

0.00 

0.00 

0.18 

0.11 

0.06 

0.113 

0.43 

0.72 


Hameerpura Kalan 

0813000501731100 

1.784 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.784 

-0.10 

0.100 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.019 

0.45 

0.89 


Hameerpura Khurd 

0813000501728200 

0.672 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.251 

0.34 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.003 

0.16 

0.29 







Non-command 

Quartzite 

0.421 

0.34 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.05 

0.004 

0.28 

0.48 


Haripura 

0813000501739200 

4.281 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.281 

0.90 

0.100 

0.13 

0.01 

0.00 

0.00 

0.00 

0.50 

0.28 

0.45 

0.045 

0.49 

0.89 


Harjan Pura 

0813000601750100 

8.450 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.202 

-0.21 

0.080 

0.24 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.86 

0.075 

0.44 

1.09 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.248 

-0.21 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.002 

0.01 

0.03 


Hod 

0813000501727300 

0.631 

Fresh 

Non-command 

Non-command 

Quartzite 

0.631 

0.60 

0.015 

0.05 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.18 

0.007 

0.45 

0.82 


Jagdishpura 

0805000600753200 

1.893 

Saline 

Non-command 

Non-command 

Quartzite 

1.893 

0.64 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.09 

0.018 

0.46 

1.12 


Jahaz 

0805000600752200 

5.276 

Fresh 

Non-command 

Non-command 

Quartzite 

0.833 

0.37 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.10 

0.008 

0.07 

0.16 





Saline 

Non-command 

Non-command 

Quartzite 

4.435 

0.37 

0.020 

0.09 

0.00 

0.00 

0.00 

0.00 

0.12 

0.05 

0.32 

0.042 

0.38 

0.87 


Jairampura 

0813000501730700 

9.099 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.177 

-0.37 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.002 

0.01 

0.02 


Jaitpura 

0805000600749800 

16.344 

Fresh 

Non-command 

Non-command 

Quartzite 

0.261 

-0.22 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.01 

0.01 


Jakhera 

0813000501724000 

1.272 

Fresh 

Non-command 

Non-command 

Quartzite 

1.153 

0.01 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.012 

0.40 

0.68 


Jassi Ka Bas 

0813000601743300 

6.918 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.654 

0.05 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.09 

0.015 

0.11 

0.26 





Saline 

Non-command 

Non-command 

Older Alluvium 

4.890 

0.05 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.10 

0.04 

0.25 

0.045 

0.32 

0.78 







Non-command 

Quartzite 

0.374 

0.05 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.003 

0.02 

0.06 


Jharli 

0813000501739300 

4.576 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.274 

1.11 

0.100 

0.25 

0.01 

0.00 

0.00 

0.00 

0.49 

0.29 

0.97 

0.024 

0.25 

0.42 


Jorawar Nagar 

0813000501732400 

5.905 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.355 

-0.16 

0.100 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.050 

0.34 

0.67 


Jugalpura 

0813000501731600 

15.521 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.289 

0.37 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.003 

0.01 

0.02 







Non-command 

Quartzite 

0.181 

0.37 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.670 

0.37 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.17 

0.08 

0.13 

0.039 

0.11 

0.23 







Non-command 

Quartzite 

11.263 

0.37 

0.015 

0.11 

0.01 

0.00 

0.00 

0.00 

0.16 

0.07 

0.28 

0.118 

0.33 

0.72 


Kali Khera 

0813000501726500 

4.430 

Fresh 

Non-command 

Non-command 

Quartzite 

4.430 

1.04 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.03 

0.047 

0.45 

0.81 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Chak Khandela No.2 

0813000501726900 

0.08 

0.04 

(85.45) 

0.03 

0.00 

0.03 

0.07 

0.51 

0.01 

- 

- 

- 

0.001 

0.002 

0.008 

0.040 

0.002 

0.038 

0.012 

30.52 

Safe 

Chak Khatundra 

0813000501728000 

0.12 

0.01 

42.28 

0.01 

0.00 

0.01 

0.02 

0.14 

0.00 

- 

- 

- 

0.001 

0.001 

0.002 

0.013 

0.001 

0.012 

0.054 

443.72 

Over Exploited 

Chak Kishanpura 

0813000501730900 

0.12 

0.07 

- 

0.07 

0.00 

0.07 

0.06 

0.48 

0.01 

0.0100 

- 

- 

0.002 

0.012 

0.023 

0.097 

0.010 

0.088 

0.151 

172.91 

Over Exploited 

Chakroyal 

0813000501725100 

0.08 

0.02 

(92.45) 

0.02 

0.00 

0.02 

0.07 

0.51 

0.00 

- 

- 

- 

0.001 

0.001 

0.004 

0.023 

0.001 

0.022 

0.007 

30.63 

Safe 

Chala 

0813000601743100 

0.10 

0.52 

(15.02) 

0.44 

0.00 

0.44 

0.05 

0.45 

0.07 

- 

- 

- 

0.002 

0.002 

0.072 

0.515 

0.026 

0.489 

0.121 

24.64 

Safe 



0.08 

0.01 

124.74 

0.01 

0.00 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

0.000 

- 

0.001 

0.012 

0.001 

0.011 

0.018 

157.38 

Over Exploited 

Chaukri 

0813000501726700 

0.08 

0.03 

134.86 

0.04 

- 

0.04 

0.01 

0.10 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.050 

0.002 

0.047 

0.144 

302.58 

Over Exploited 



0.12 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.52 

(48.30) 

0.41 

- 

0.41 

0.05 

0.41 

0.08 

0.0200 

- 

- 

- 

0.020 

0.096 

0.509 

0.025 

0.484 

0.408 

84.36 

Semi Critical 

Cheeplata 

0813000601750600 

0.10 

0.30 

4,251.73 

0.36 

0.01 

0.37 

0.03 

0.27 

0.04 

0.0400 

- 

- 

- 

0.040 

0.080 

0.448 

0.022 

0.425 

0.519 

122.11 

Over Exploited 

Chhajna 

0813000501726100 

0.08 

0.15 

(80.65) 

0.12 

0.02 

0.14 

0.07 

0.51 

0.02 

- 

- 

- 

0.031 

0.031 

0.055 

0.199 

0.010 

0.189 

0.163 

86.50 

Semi Critical 

Chhapar 

0813000601750400 

0.10 

0.21 

284,394.93 

0.21 

0.02 

0.23 

0.03 

0.26 

0.03 

0.0700 

- 

- 

- 

0.070 

0.097 

0.330 

0.017 

0.314 

0.677 

215.93 

Over Exploited 



0.08 

0.00 

273.00 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.014 

3,249.82 

Over Exploited 

Chhapoli 

0805000600750500 

0.18 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.052 

7,187.71 

Over Exploited 



0.08 

0.69 

- 

0.69 

0.02 

0.71 

0.06 

0.47 

0.11 

0.0600 

- 

- 

- 

0.060 

0.169 

0.880 

0.088 

0.792 

1.728 

218.30 

Over Exploited 

Dahar Kanwat 

0813000501731800 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.004 

0.021 

509.54 

Over Exploited 



0.12 

0.07 

- 

0.07 

- 

0.07 

0.02 

0.19 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.088 

0.009 

0.079 

0.082 

103.93 

Over Exploited 



0.08 

0.11 

- 

0.11 

- 

0.11 

0.03 

0.29 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.130 

0.013 

0.117 

0.106 

90.66 

Critical 

Dayra (Rural) 

0813000501724500 

0.08 

0.08 

(42.03) 

0.07 

- 

0.07 

0.07 

0.51 

0.01 

0.0100 

- 

- 

- 

0.010 

0.023 

0.090 

0.005 

0.086 

0.250 

291.12 

Over Exploited 

Dehrajori Wali 

0813000601742600 

0.10 

0.02 

50.45 

0.03 

0.01 

0.04 

0.02 

0.19 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.062 

0.003 

0.058 

0.229 

391.68 

Over Exploited 



0.08 

0.06 

(58.57) 

0.04 

- 

0.04 

0.04 

0.32 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.062 

0.003 

0.059 

0.153 

257.67 

Over Exploited 

Dhanawata 

0805000600749900 

0.18 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.024 

2,239.21 

Over Exploited 

Dhani Gumansingh 

0813000501723400 

0.08 

0.07 

- 

0.07 

0.01 

0.08 

0.04 

0.29 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.106 

0.011 

0.095 

0.184 

193.86 

Over Exploited 



0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.005 

5,886.92 

Over Exploited 



0.08 

0.04 

- 

0.04 

- 

0.04 

0.03 

0.21 

0.01 

- 

- 

- 

- 

- 

0.006 

0.046 

0.005 

0.042 

0.083 

200.29 

Over Exploited 

Dharmpura 

0813000501726200 

0.08 

0.06 

(69.06) 

0.05 

0.00 

0.05 

0.07 

0.51 

0.01 

- 

- 

- 

0.002 

0.002 

0.012 

0.063 

0.003 

0.060 

0.067 

111.12 

Over Exploited 

Dhokar 

0813000301702300 

0.08 

0.00 

2,215.26 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

1,127.64 

Over Exploited 

Doodhwalon Ka Bas 

0813000501728700 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dulhepura 

0813000501727400 

0.12 

0.06 

- 

0.06 

0.00 

0.06 

0.02 

0.17 

0.01 

- 

- 

- 

0.003 

0.003 

0.011 

0.068 

0.007 

0.061 

0.148 

242.26 

Over Exploited 



0.08 

0.15 

- 

0.15 

0.01 

0.16 

0.04 

0.35 

0.02 

0.0100 

- 

- 

0.011 

0.021 

0.044 

0.205 

0.020 

0.184 

0.314 

170.51 

Over Exploited 

Garh Bhopji 

0813000501737800 

0.12 

0.24 

- 

0.24 

0.03 

0.27 

0.06 

0.50 

0.03 

0.0800 

- 

- 

0.001 

0.081 

0.113 

0.384 

0.038 

0.346 

0.736 

212.77 

Over Exploited 

Garhi Khanpur 

0813000501731700 

0.12 

0.00 

1,132.45 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.026 

3,286.41 

Over Exploited 



0.08 

0.14 

(66.07) 

0.12 

0.01 

0.13 

0.06 

0.49 

0.02 

0.0400 

- 

- 

- 

0.040 

0.059 

0.185 

0.009 

0.175 

0.387 

220.43 

Over Exploited 

Ghasseepura 

0813000501732000 

0.12 

0.06 

- 

0.06 

0.03 

0.09 

0.06 

0.52 

0.01 

0.1000 

- 

- 

- 

0.100 

0.109 

0.202 

0.020 

0.182 

0.560 

308.17 

Over Exploited 

Girawari 

0805000600750700 

0.08 

0.13 

- 

0.13 

- 

0.13 

0.04 

0.28 

0.02 

0.0100 

- 

- 

- 

0.010 

0.031 

0.165 

0.017 

0.149 

0.285 

192.18 

Over Exploited 

Gokul Ka Bas 

0813000501724900 

0.08 

0.00 

176.79 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.007 

2,404.14 

Over Exploited 

Gopalpura 

0813000501737700 

0.12 

0.08 

- 

0.08 

- 

0.08 

0.06 

0.53 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.098 

0.010 

0.088 

0.129 

146.90 

Over Exploited 

Goriyan 

0813000501728400 

0.12 

0.00 

809.26 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Govindpura 

0813000601743400 

0.10 

0.18 

- 

0.18 

0.01 

0.19 

0.04 

0.36 

0.02 

0.0200 

- 

- 

- 

0.020 

0.043 

0.231 

0.023 

0.208 

0.594 

286.02 

Over Exploited 



0.10 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.16 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.049 

0.005 

0.044 

0.241 

545.27 

Over Exploited 

Guhala 

0813000601742700 

0.10 

0.72 

- 

0.72 

0.01 

0.73 

0.06 

0.50 

0.10 

0.0300 

- 

- 

0.006 

0.036 

0.136 

0.868 

0.087 

0.782 

2.449 

313.40 

Over Exploited 



0.08 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.042 

7,271.40 

Over Exploited 

Gurara 

0813000501724600 

0.08 

0.10 

########## 

0.12 

- 

0.12 

0.03 

0.20 

0.02 

0.0100 

- 

- 

- 

0.010 

0.026 

0.143 

0.007 

0.136 

0.253 

185.78 

Over Exploited 

Guwariya 

0813000501723000 

0.08 

0.37 

96,543.93 

0.29 

- 

0.29 

0.07 

0.50 

0.06 

- 

- 

- 

- 

- 

0.058 

0.352 

0.018 

0.334 

0.175 

52.43 

Safe 

Hameerpura Kalan 

0813000501731100 

0.12 

0.10 

- 

0.10 

0.01 

0.11 

0.07 

0.52 

0.01 

0.0200 

- 

- 

0.001 

0.021 

0.035 

0.142 

0.014 

0.128 

0.470 

367.98 

Over Exploited 

Hameerpura Khurd 

0813000501728200 

0.12 

0.00 

111.61 

0.01 

- 

0.01 

0.03 

0.19 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.006 

0.029 

448.93 

Over Exploited 



0.08 

0.01 

(25.51) 

0.01 

- 

0.01 

0.04 

0.32 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.008 

0.055 

660.59 

Over Exploited 

Haripura 

0813000501739200 

0.12 

0.25 

9.77 

0.28 

0.01 

0.29 

0.07 

0.56 

0.03 

0.0200 

- 

- 

0.001 

0.021 

0.056 

0.344 

0.017 

0.327 

0.497 

151.96 

Over Exploited 

Harjan Pura 

0813000601750100 

0.10 

0.36 

- 

0.36 

0.01 

0.37 

0.06 

0.50 

0.05 

0.0300 

- 

- 

- 

0.030 

0.077 

0.451 

0.045 

0.406 

0.932 

229.66 

Over Exploited 



0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.030 

8,918.59 

Over Exploited 

Hod 

0813000501727300 

0.08 

0.02 

34.07 

0.03 

- 

0.03 

0.07 

0.51 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.040 

0.002 

0.038 

0.182 

472.58 

Over Exploited 

Jagdishpura 

0805000600753200 

0.08 

0.07 

(68.23) 

0.06 

- 

0.06 

0.06 

0.51 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.074 

0.004 

0.070 

0.104 

147.53 

Over Exploited 

Jahaz 

0805000600752200 

0.08 

0.00 

233.84 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.016 

0.001 

0.016 

0.110 

706.40 

Over Exploited 



0.08 

0.14 

(59.87) 

0.11 

- 

0.11 

0.05 

0.43 

0.02 

0.0400 

- 

- 

- 

0.040 

0.058 

0.167 

0.008 

0.158 

0.359 

226.75 

Over Exploited 

Jairampura 

0813000501730700 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.021 

10,849.28 

Over Exploited 

Jaitpura 

0805000600749800 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.016 

17,063.60 

Over Exploited 

Jakhera 

0813000501724000 

0.08 

0.04 

(83.85) 

0.03 

- 

0.03 

0.06 

0.47 

0.01 

- 

- 

- 

- 

- 

0.006 

0.036 

0.002 

0.034 

0.022 

65.33 

Safe 

Jassi Ka Bas 

0813000601743300 

0.10 

0.02 

(16.40) 

0.02 

- 

0.02 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.002 

0.017 

0.001 

0.017 

0.109 

658.48 

Over Exploited 



0.10 

0.16 

(74.08) 

0.13 

- 

0.13 

0.04 

0.36 

0.02 

0.0100 

- 

- 

- 

0.010 

0.031 

0.157 

0.008 

0.149 

0.295 

197.95 

Over Exploited 



0.08 

0.00 

(86.43) 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.013 

2,062.57 

Over Exploited 

Jharli 

0813000501739300 

0.12 

0.07 

327.73 

0.08 

0.01 

0.09 

0.03 

0.28 

0.01 

0.0400 

- 

- 

- 

0.040 

0.049 

0.141 

0.007 

0.134 

0.989 

738.81 

Over Exploited 

Jorawar Nagar 

0813000501732400 

0.15 

0.22 

- 

0.22 

- 

0.22 

0.05 

0.39 

0.03 

0.0100 

- 

- 

- 

0.010 

0.041 

0.263 

0.026 

0.237 

0.374 

157.78 

Over Exploited 

Jugalpura 

0813000501731600 

0.12 

0.00 

3,121.83 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.020 

5,346.11 

Over Exploited 



0.08 

0.00 

550.36 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.007 

7,060.33 

Over Exploited 



0.12 

0.05 

68.85 

0.06 

- 

0.06 

0.01 

0.12 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.073 

0.004 

0.070 

0.167 

238.58 

Over Exploited 



0.08 

0.30 

(75.00) 

0.24 

0.01 

0.25 

0.05 

0.38 

0.04 

0.0300 

- 

- 

- 

0.030 

0.071 

0.319 

0.016 

0.304 

0.399 

131.55 

Over Exploited 

Kali Khera 

0813000501726500 

0.08 

0.16 

(68.80) 

0.13 

- 

0.13 

0.07 

0.51 

0.02 

- 

- 

- 

- 

- 

0.024 

0.151 

0.008 

0.143 

0.081 

56.22 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Kaliyavas 

081300050173210C 

2.303 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.509 

-0.09 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.005 

0.10 

0.22 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.794 

-0.09 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.019 

0.36 

0.77 


Kalyanpura (Thoi) 

081300050173950C 

8.929 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.754 

0.29 

0.100 

0.14 

0.01 

0.00 

0.00 

0.00 

0.30 

0.16 

0.47 

0.060 

0.31 

0.57 


Kancharra @ Kanchanpur 

0813000501732500 

21.499 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.280 

-0.30 

0.100 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.51 

0.117 

0.22 

0.42 


Kanwarpura 

0813000501727800 

2.328 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.546 

0.24 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.07 

0.016 

0.29 

0.52 


Kanwat 

0813000501731900 

6.482 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.482 

-0.10 

0.100 

0.70 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.81 

1.516 

0.46 

1.03 


Karadka 

0813000501738200 

6.764 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.170 

0.49 

0.100 

0.18 

0.02 

0.00 

0.00 

0.00 

0.41 

0.19 

0.63 

0.054 

0.36 

0.77 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.594 

0.49 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.12 

0.06 

0.17 

0.017 

0.11 

0.24 


Karoi 

0813000501723700 

1.113 

Fresh 

Non-command 

Non-command 

Quartzite 

1.113 

0.41 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.02 

0.012 

0.44 

0.77 


Keroth 

0805000600753400 

3.510 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.001 

1.16 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

0.770 

1.16 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.007 

0.10 

0.26 


Kerpura 

0813000501723800 

7.193 

Fresh 

Non-command 

Non-command 

Quartzite 

7.193 

-0.04 

0.015 

0.06 

0.00 

0.00 

0.00 

0.03 

0.00 

0.00 

0.13 

0.076 

0.45 

0.77 


Khandela (M) 

0813000541306000 

20.854 

Fresh 

Non-command 

Non-command 

Quartzite 

14.082 

0.72 

0.015 

0.05 

0.00 

0.00 

0.00 

0.00 

0.20 

0.12 

0.02 

0.148 

0.30 

0.51 


Khandela (Rural) 

0813000501725300 

4.593 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.262 

0.37 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.061 

0.03 

0.04 







Non-command 

Quartzite 

4.331 

0.37 

0.015 

0.36 

0.00 

0.00 

0.00 

0.01 

0.38 

0.21 

0.10 

1.013 

0.42 

0.74 


Khatundra 

0813000501728300 

1.797 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.279 

0.34 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.003 

0.07 

0.12 







Non-command 

Quartzite 

1.461 

0.34 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.015 

0.36 

0.63 


Khemraj Ka Bas@ Charanwas 

0813000501726600 

2.375 

Fresh 

Non-command 

Non-command 

Quartzite 

2.375 

1.26 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.05 

0.025 

0.45 

0.84 


Khiroti Manrooppura 

0813000501738400 

5.773 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.010 

1.12 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khoh 

0805000600751900 

14.492 

Fresh 

Non-command 

Non-command 

Quartzite 

0.047 

0.86 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kishanpura 

0813000501730800 

2.422 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.811 

-0.41 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.019 

0.33 

0.61 


Kot 

0805000600750300 

29.299 

Fresh 

Non-command 

Non-command 

Quartzite 

0.528 

0.51 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.005 

0.01 

0.01 


Kotri Luharwas 

0813000501723300 

19.012 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.383 

-1.50 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.004 

0.01 

0.02 







Non-command 

Quartzite 

14.456 

-1.50 

0.015 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.48 

0.152 

0.34 

0.58 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.921 

-1.50 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.010 

0.02 

0.04 







Non-command 

Quartzite 

0.072 

-1.50 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 


Ladiya 

0813000601750500 

5.367 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.217 

0.91 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.002 

0.02 

0.04 


Lalsar 

0813000501723900 

2.728 

Fresh 

Non-command 

Non-command 

Quartzite 

2.442 

-0.37 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.026 

0.40 

0.68 


Loharwara 

0813000501737900 

12.808 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.192 

-0.09 

0.100 

0.23 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.79 

0.107 

0.37 

0.78 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.616 

-0.09 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.027 

0.09 

0.20 


Madho Ka Bas 

0813000501732300 

3.397 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.397 

-0.07 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.036 

0.46 

0.95 


Mahron Ki Dhani (Rural) 

0813000501725400 

9.508 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.203 

0.46 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.01 

0.02 







Non-command 

Quartzite 

9.306 

0.46 

0.015 

0.06 

0.00 

0.00 

0.00 

0.01 

0.12 

0.07 

0.10 

0.098 

0.43 

0.75 


Manaksas 

0805000600752400 

15.156 

Fresh 

Non-command 

Non-command 

Quartzite 

5.327 

0.53 

0.020 

0.09 

0.00 

0.00 

0.00 

0.00 

0.15 

0.06 

0.29 

0.050 

0.16 

0.37 





Saline 

Non-command 

Non-command 

Quartzite 

5.078 

0.53 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.11 

0.05 

0.17 

0.048 

0.15 

0.35 


Mandawara 

0805000600752000 

18.099 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.636 

-0.80 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.006 

0.02 

0.03 







Non-command 

Quartzite 

11.766 

-0.80 

0.020 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.111 

0.29 

0.56 


Mawta 

0805000600752100 

8.118 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.293 

-0.84 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.012 

0.07 

0.15 







Non-command 

Quartzite 

3.084 

-0.84 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.029 

0.17 

0.35 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.008 

-0.84 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

0.237 

-0.84 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.01 

0.03 


Naharwari 

0805000600750600 

3.872 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.638 

-2.00 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.015 

0.19 

0.34 







Non-command 

Quartzite 

2.234 

-2.00 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.021 

0.26 

0.46 


Nalot 

0813000501737600 

5.464 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.942 

-0.16 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.045 

0.34 

0.66 


Narsingh Puri 

0813000601742900 

4.627 

Saline 

Non-command 

Non-command 

Older Alluvium 

4.228 

-1.78 

0.080 

0.12 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.039 

0.41 

0.76 







Non-command 

Quartzite 

0.398 

-1.78 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.004 

0.04 

0.07 


Neemki 

0813000501727100 

2.331 

Fresh 

Non-command 

Non-command 

Quartzite 

2.331 

0.97 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.07 

0.024 

0.45 

0.84 


Nimera 

0813000501727900 

4.890 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.34 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Pachlangi 

0805000600753500 

24.620 

Saline 

Non-command 

Non-command 

Older Alluvium 

12.149 

0.55 

0.100 

0.18 

0.01 

0.00 

0.00 

0.01 

0.84 

0.34 

0.57 

0.114 

0.22 

0.56 







Non-command 

Quartzite 

10.830 

0.55 

0.020 

0.11 

0.00 

0.00 

0.00 

0.00 

0.23 

0.09 

0.30 

0.102 

0.20 

0.50 


Padampura 

0813000501730300 

3.093 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.846 

0.00 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.12 

0.019 

0.26 

0.47 







Non-command 

Quartzite 

0.000 

0.00 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Paniharwas 

0813000501723100 

10.124 

Fresh 

Non-command 

Non-command 

Quartzite 

10.030 

0.33 

0.015 

0.08 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.17 

0.105 

0.44 

0.74 


Papra Kalan 

0805000600753100 

4.212 

Saline 

Non-command 

Non-command 

Quartzite 

1.068 

0.49 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.05 

0.010 

0.12 

0.29 


Papra Khurd 

0805000600753300 

7.109 

Saline 

Non-command 

Non-command 

Quartzite 

5.502 

0.77 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.12 

0.05 

0.09 

0.052 

0.35 

0.90 


Peetham Puri 

0813000601750300 

41.823 

Fresh 

Non-command 

Non-command 

Older Alluvium 

30.635 

0.13 

0.080 

1.50 

0.21 

0.00 

0.00 

0.00 

1.60 

0.68 

5.64 

0.282 

0.34 

0.80 





Saline 

Non-command 

Non-command 

Older Alluvium 

9.389 

0.13 

0.080 

0.41 

0.06 

0.00 

0.00 

0.00 

0.44 

0.19 

1.52 

0.086 

0.10 

0.24 


Ponkh 

0805000600751000 

23.441 

Fresh 

Non-command 

Non-command 

Quartzite 

0.534 

0.54 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.05 

0.005 

0.01 

0.02 


Pratappura 

0813000501731400 

3.328 

Fresh 

Non-command 

Non-command 

Quartzite 

3.328 

1.00 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.07 

0.04 

0.09 

0.035 

0.45 

0.87 


Rajivpura 

0805000600752500 

2.774 

Fresh 

Non-command 

Non-command 

Quartzite 

1.429 

0.70 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.05 

0.013 

0.23 

0.55 


Ralawata 

0813000501730500 

4.291 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.086 

-0.35 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.02 


Rampura 

0813000501724300 

4.145 

Fresh 

Non-command 

Non-command 

Quartzite 

4.145 

0.56 

0.015 

0.05 

0.00 

0.00 

0.00 

0.01 

0.08 

0.05 

0.13 

0.044 

0.44 

0.77 



0813000501739400 

5.818 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.818 

0.53 

0.100 

0.27 

0.01 

0.00 

0.00 

0.00 

0.57 

0.30 

1.02 

0.061 

0.48 

0.92 


Rooppura Udalvas 

0813000501738300 

9.203 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.776 

0.93 

0.100 

0.22 

0.01 

0.00 

0.00 

0.00 

1.02 

0.54 

0.77 

0.092 

0.47 

0.89 


Royal 

0813000501728500 

4.747 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.004 

0.28 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

3.607 

0.28 

0.015 

0.10 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.34 

0.038 

0.33 

0.58 


Saledipura 

0813000501724200 

6.897 

Fresh 

Non-command 

Non-command 

Quartzite 

6.588 

0.38 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.08 

0.069 

0.42 

0.73 


Salwari 

0813000501723500 

7.890 

Fresh 

Non-command 

Non-command 

Quartzite 

3.045 

1.09 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.05 

0.032 

0.17 

0.32 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Kaliyavas 

0813000501732100 

0.12 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.12 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.017 

0.002 

0.015 

0.056 

366.86 

Over Exploited 



0.12 

0.08 

- 

0.08 

0.01 

0.09 

0.05 

0.41 

0.01 

0.0200 

- 

- 

- 

0.020 

0.031 

0.118 

0.012 

0.106 

0.145 

136.72 

Over Exploited 

Kalyanpura (Thoi) 

0813000501739500 

0.12 

0.21 

(25.41) 

0.17 

0.01 

0.18 

0.04 

0.35 

0.03 

0.0200 

- 

- 

0.005 

0.025 

0.054 

0.239 

0.012 

0.227 

0.533 

235.15 

Over Exploited 

Kancharra @ Kanchanpur 

0813000501732500 

0.15 

0.34 

- 

0.34 

0.01 

0.35 

0.03 

0.25 

0.05 

0.0200 

- 

- 

0.005 

0.025 

0.073 

0.422 

0.042 

0.380 

0.625 

164.57 

Over Exploited 

Kanwarpura 

0813000501727800 

0.12 

0.05 

(41.45) 

0.04 

0.00 

0.04 

0.04 

0.34 

0.01 

- 

- 

- 

0.000 

0.000 

0.009 

0.052 

0.003 

0.050 

0.081 

163.42 

Over Exploited 

Kanwat 

0813000501731900 

0.12 

0.36 

- 

0.36 

0.05 

0.41 

0.06 

0.52 

0.05 

0.1500 

- 

- 

- 

0.150 

0.198 

0.607 

0.061 

0.547 

2.330 

426.16 

Over Exploited 

Karadka 

0813000501738200 

0.12 

0.23 

(14.10) 

0.19 

0.02 

0.21 

0.05 

0.41 

0.03 

0.0700 

- 

- 

- 

0.070 

0.100 

0.314 

0.016 

0.298 

0.687 

230.70 

Over Exploited 



0.12 

0.02 

158.12 

0.03 

0.01 

0.04 

0.01 

0.13 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.059 

0.003 

0.056 

0.183 

328.53 

Over Exploited 

Karoi 

0813000501723700 

0.08 

0.04 

(93.94) 

0.03 

0.01 

0.04 

0.07 

0.51 

0.01 

- 

- 

- 

0.019 

0.019 

0.025 

0.070 

0.003 

0.066 

0.031 

46.22 

Safe 

Keroth 

0805000600753400 

0.18 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.01 

2.37 

0.01 

0.00 

0.01 

0.01 

0.11 

0.00 

- 

- 

- 

0.003 

0.003 

0.003 

0.011 

0.001 

0.011 

0.014 

131.54 

Over Exploited 

Kerpura 

0813000501723800 

0.08 

0.26 

- 

0.26 

0.03 

0.29 

0.07 

0.51 

0.04 

- 

- 

- 

0.049 

0.049 

0.089 

0.378 

0.038 

0.340 

0.201 

58.90 

Safe 

Khandela (M) 

0813000541306000 

0.08 

0.34 

293,470.60 

0.27 

- 

0.27 

0.05 

0.35 

0.05 

- 

- 

- 

- 

- 

0.053 

0.321 

0.016 

0.305 

0.167 

54.64 

Safe 

Khandela (Rural) 

0813000501725300 

0.12 

0.00 

2,018.27 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.066 

6,459.62 

Over Exploited 



0.08 

0.15 

47.21 

0.17 

0.01 

0.18 

0.06 

0.48 

0.02 

- 

- 

- 

0.011 

0.011 

0.034 

0.215 

0.011 

0.204 

1.114 

544.93 

Over Exploited 

Khatundra 

0813000501728300 

0.12 

0.00 

136.76 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.008 

270.23 

Over Exploited 



0.08 

0.04 

(76.06) 

0.03 

- 

0.03 

0.05 

0.41 

0.01 

- 

- 

- 

- 

- 

0.006 

0.040 

0.002 

0.038 

0.036 

96.02 

Critical 

Khemraj Ka Bas@ Charanwas 

0813000501726600 

0.08 

0.08 

(60.44) 

0.07 

0.00 

0.07 

0.07 

0.51 

0.01 

- 

- 

- 

0.003 

0.003 

0.016 

0.086 

0.004 

0.082 

0.078 

95.40 

Critical 

Khiroti Manrooppura 

0813000501738400 

0.12 

0.00 

63,337.77 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khoh 

0805000600751900 

0.08 

0.00 

30,943.75 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kishanpura 

0813000501730800 

0.12 

0.07 

- 

0.07 

0.00 

0.07 

0.05 

0.38 

0.01 

0.0100 

- 

- 

0.001 

0.011 

0.022 

0.095 

0.010 

0.086 

0.180 

210.03 

Over Exploited 

Kot 

0805000600750300 

0.08 

0.00 

59,331.86 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.011 

3,346.51 

Over Exploited 

Kotri Luharwas 

0813000501723300 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.014 

3,274.11 

Over Exploited 



0.08 

0.39 

- 

0.39 

0.01 

0.40 

0.05 

0.39 

0.06 

0.0200 

- 

- 

- 

0.020 

0.081 

0.480 

0.048 

0.432 

0.634 

146.80 

Over Exploited 



0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.034 

1,356.39 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Ladiya 

0813000601750500 

0.10 

0.00 

32,030.30 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

864.89 

Over Exploited 

Lalsar 

0813000501723900 

0.08 

0.08 

- 

0.08 

- 

0.08 

0.06 

0.46 

0.01 

- 

- 

- 

- 

- 

0.012 

0.090 

0.009 

0.081 

0.076 

93.34 

Critical 

Loharwara 

0813000501737900 

0.12 

0.45 

- 

0.45 

0.03 

0.48 

0.05 

0.42 

0.06 

0.0900 

- 

- 

- 

0.090 

0.151 

0.633 

0.063 

0.570 

0.899 

157.68 

Over Exploited 



0.12 

0.03 

- 

0.03 

0.01 

0.04 

0.01 

0.11 

0.00 

0.0200 

- 

- 

- 

0.020 

0.024 

0.064 

0.006 

0.057 

0.187 

326.35 

Over Exploited 

Madho Ka Bas 

0813000501732300 

0.12 

0.19 

- 

0.19 

0.01 

0.20 

0.06 

0.52 

0.03 

0.0200 

- 

- 

- 

0.020 

0.046 

0.244 

0.024 

0.219 

0.226 

102.93 

Over Exploited 

Mahron Ki Dhani (Rural) 

0813000501725400 

0.12 

0.00 

2,252.63 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

719.70 

Over Exploited 



0.08 

0.32 

(78.98) 

0.26 

0.01 

0.27 

0.07 

0.50 

0.05 

- 

- 

- 

0.011 

0.011 

0.061 

0.326 

0.016 

0.310 

0.196 

63.18 

Safe 

Manaksas 

0805000600752400 

0.08 

0.07 

26,351.56 

0.06 

- 

0.06 

0.02 

0.18 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.082 

0.004 

0.078 

0.344 

441.82 

Over Exploited 



0.08 

0.06 

(20.46) 

0.05 

- 

0.05 

0.02 

0.17 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.068 

0.003 

0.064 

0.221 

343.02 

Over Exploited 

Mandawara 

0805000600752000 

0.18 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.044 

2,358.32 

Over Exploited 



0.08 

0.27 

- 

0.27 

0.01 

0.28 

0.04 

0.33 

0.04 

0.0200 

- 

- 

- 

0.020 

0.061 

0.343 

0.034 

0.309 

0.567 

183.62 

Over Exploited 

Mawta 

0805000600752100 

0.18 

0.02 

- 

0.02 

0.01 

0.03 

0.01 

0.08 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.039 

0.004 

0.035 

0.194 

551.96 

Over Exploited 



0.08 

0.04 

- 

0.04 

0.01 

0.05 

0.02 

0.20 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.067 

0.007 

0.060 

0.293 

485.43 

Over Exploited 



0.18 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.013 

5,154.40 

Over Exploited 

Naharwari 

0805000600750600 

0.18 

0.06 

- 

0.06 

0.00 

0.06 

0.03 

0.22 

0.01 

- 

- 

- 

0.003 

0.003 

0.012 

0.069 

0.007 

0.062 

0.073 

117.57 

Over Exploited 



0.08 

0.05 

- 

0.05 

0.00 

0.05 

0.04 

0.30 

0.01 

- 

- 

- 

0.004 

0.004 

0.011 

0.059 

0.006 

0.053 

0.069 

129.31 

Over Exploited 

Nalot 

0813000501737600 

0.15 

0.20 

- 

0.20 

0.00 

0.20 

0.05 

0.38 

0.03 

0.0100 

- 

- 

0.002 

0.012 

0.040 

0.240 

0.024 

0.216 

0.326 

150.92 

Over Exploited 

Narsingh Puri 

0813000601742900 

0.10 

0.17 

- 

0.17 

0.02 

0.19 

0.06 

0.47 

0.03 

0.0200 

- 

- 

- 

0.020 

0.046 

0.239 

0.024 

0.215 

0.448 

208.23 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.016 

1,231.82 

Over Exploited 

Neemki 

0813000501727100 

0.08 

0.08 

(58.98) 

0.07 

- 

0.07 

0.07 

0.51 

0.01 

- 

- 

- 

- 

- 

0.013 

0.079 

0.004 

0.075 

0.096 

128.09 

Over Exploited 

Nimera 

0813000501727900 

0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pachlangi 

0805000600753500 

0.18 

0.49 

(31.41) 

0.39 

0.02 

0.41 

0.03 

0.25 

0.06 

0.0200 

- 

- 

0.009 

0.029 

0.092 

0.501 

0.025 

0.476 

0.684 

143.82 

Over Exploited 



0.08 

0.17 

(47.17) 

0.14 

0.00 

0.14 

0.03 

0.23 

0.02 

0.0100 

- 

- 

0.003 

0.013 

0.036 

0.177 

0.009 

0.168 

0.404 

240.37 

Over Exploited 

Padampura 

0813000501730300 

0.12 

0.06 

(62.85) 

0.05 

0.00 

0.05 

0.04 

0.30 

0.01 

- 

- 

- 

0.002 

0.002 

0.011 

0.059 

0.003 

0.057 

0.134 

237.76 

Over Exploited 



0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Paniharwas 

0813000501723100 

0.08 

0.35 

(78.23) 

0.28 

- 

0.28 

0.07 

0.51 

0.06 

0.0100 

- 

- 

- 

0.010 

0.066 

0.349 

0.017 

0.331 

0.276 

83.38 

Semi Critical 

Papra Kalan 

0805000600753100 

0.08 

0.01 

20.51 

0.01 

- 

0.01 

0.01 

0.13 

0.00 

- 

- 

- 

- 

- 

0.001 

0.013 

0.001 

0.012 

0.057 

458.47 

Over Exploited 

Papra Khurd 

0805000600753300 

0.08 

0.16 

(68.76) 

0.12 

0.00 

0.13 

0.04 

0.40 

0.02 

0.0100 

- 

- 

0.003 

0.013 

0.032 

0.158 

0.008 

0.150 

0.138 

91.74 

Critical 

Peetham Puri 

0813000601750300 

0.10 

1.04 

15,912.56 

0.83 

0.21 

1.04 

0.04 

0.38 

0.13 

0.6300 

- 

- 

- 

0.630 

0.765 

1.804 

0.090 

1.714 

5.924 

345.68 

Over Exploited 



0.10 

0.10 

93.85 

0.12 

0.06 

0.18 

0.01 

0.12 

0.01 

0.1700 

- 

- 

- 

0.170 

0.183 

0.360 

0.018 

0.342 

1.607 

470.09 

Over Exploited 

Ponkh 

0805000600751000 

0.08 

0.00 

202,391.95 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.055 

13,302.92 

Over Exploited 

Pratappura 

0813000501731400 

0.08 

0.12 

(67.70) 

0.10 

0.01 

0.10 

0.07 

0.52 

0.02 

- 

- 

- 

0.008 

0.008 

0.026 

0.127 

0.006 

0.121 

0.128 

105.79 

Over Exploited 

Rajivpura 

0805000600752500 

0.08 

0.03 

1,628.54 

0.02 

- 

0.02 

0.03 

0.27 

0.00 

- 

- 

- 

- 

- 

0.003 

0.024 

0.001 

0.023 

0.067 

292.14 

Over Exploited 

Ralawata 

0813000501730500 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.013 

13,453.93 

Over Exploited 

Rampura 

0813000501724300 

0.08 

0.15 

(68.85) 

0.12 

0.01 

0.12 

0.07 

0.51 

0.02 

- 

- 

- 

0.008 

0.008 

0.031 

0.154 

0.008 

0.147 

0.174 

118.26 

Over Exploited 


0813000501739400 

0.12 

0.34 

(11.42) 

0.30 

0.01 

0.31 

0.07 

0.55 

0.05 

0.0400 

- 

- 

- 

0.040 

0.086 

0.395 

0.020 

0.375 

1.076 

286.71 

Over Exploited 

Rooppura Udalvas 

0813000501738300 

0.12 

0.49 

9.61 

0.54 

0.01 

0.55 

0.06 

0.53 

0.07 

0.0900 

- 

- 

- 

0.090 

0.156 

0.704 

0.035 

0.669 

0.863 

129.02 

Over Exploited 

Royal 

0813000501728500 

0.12 

0.00 

56,656.20 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.10 

(31.61) 

0.08 

- 

0.08 

0.05 

0.38 

0.01 

0.0100 

- 

- 

- 

0.010 

0.025 

0.102 

0.005 

0.097 

0.379 

391.82 

Over Exploited 

Saledipura 

0813000501724200 

0.08 

0.22 

(79.61) 

0.18 

- 

0.18 

0.07 

0.49 

0.04 

- 

- 

- 

- 

- 

0.035 

0.214 

0.011 

0.204 

0.146 

71.79 

Semi Critical 

Salwari 

0813000501723500 

0.08 

0.04 

(10.97) 

0.04 

- 

0.04 

0.03 

0.20 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.054 

0.003 

0.051 

0.080 

156.47 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 





Saline 

Non-command 

Non-command 

Quartzite 

4.845 

1.09 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.04 

0.051 

0.27 

0.51 


Samrathpura 

0813000501731000 

2.552 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.757 

-0.19 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.018 

0.31 

0.59 







Non-command 

Quartzite 

0.795 

-0.19 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.008 

0.14 

0.27 


Sathiya Vas 

0813000501724400 

3.584 

Fresh 

Non-command 

Non-command 

Quartzite 

2.493 

0.60 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.10 

0.026 

0.31 

0.53 


Sawaipura @ Pujari Ka Bas 

0813000501729200 

3.943 

Fresh 

Non-command 

Non-command 

Quartzite 

0.220 

0.08 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.002 

0.02 

0.04 


Seel Ki Bara 

0813000501725900 

4.902 

Fresh 

Non-command 

Non-command 

Quartzite 

4.902 

0.42 

0.015 

0.05 

0.00 

0.00 

0.00 

0.01 

0.07 

0.04 

0.12 

0.051 

0.44 

0.78 


Seelpur 

0813000501738000 

4.982 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.283 

-0.07 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.013 

0.12 

0.26 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.699 

-0.07 

0.100 

0.13 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.47 

0.039 

0.35 

0.75 


Sevli 

0813000501722900 

5.111 

Fresh 

Non-command 

Non-command 

Quartzite 

4.817 

0.93 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.08 

0.051 

0.42 

0.71 


Shimarla (Kotri) 

0813000501737500 

5.834 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.126 

-0.08 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.024 

0.17 

0.33 


Shola 

0813000501728100 

4.628 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.221 

0.12 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.02 

0.04 


Sihori 

0813000501739600 

10.062 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.733 

0.04 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.008 

0.03 

0.06 


Sirohi 

0813000601743700 

18.118 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.857 

0.41 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.01 

0.04 

0.008 

0.02 

0.06 


Suhagpura 

0813000501725000 

2.750 

Fresh 

Non-command 

Non-command 

Quartzite 

2.346 

0.48 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.05 

0.025 

0.38 

0.65 


Sujana 

0813000501731300 

4.904 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.434 

0.04 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.08 

0.026 

0.22 

0.43 







Non-command 

Quartzite 

2.470 

0.04 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.03 

0.01 

0.09 

0.026 

0.23 

0.44 


Sukhsingh Ka Bas 

0813000501731200 

3.088 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.088 

0.10 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.06 

0.032 

0.45 

0.90 


Sulel 

0813000501724100 

9.031 

Fresh 

Non-command 

Non-command 

Quartzite 

6.401 

0.34 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.01 

0.067 

0.31 

0.53 


Surani 

0813000501739100 

32.257 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.638 

0.65 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.26 

0.17 

0.05 

0.038 

0.06 

0.09 


Theekariya 

0813000601743200 

7.824 

Saline 

Non-command 

Non-command 

Older Alluvium 

0.371 

1.10 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.02 

0.003 

0.02 

0.05 







Non-command 

Quartzite 

7.444 

1.10 

0.020 

0.09 

0.00 

0.00 

0.00 

0.00 

0.25 

0.11 

0.25 

0.069 

0.43 

0.96 


Thoi 

0813000501738100 

14.613 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.270 

0.11 

0.100 

0.20 

0.02 

0.00 

0.00 

0.00 

0.30 

0.15 

0.63 

0.118 

0.37 

0.75 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.343 

0.11 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.08 

0.04 

0.16 

0.035 

0.11 

0.22 


Tiwari Ka Bas 

0813000601742800 

2.945 

Saline 

Non-command 

Non-command 

Older Alluvium 

2.945 

-2.02 

0.080 

0.15 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.57 

0.027 

0.45 

0.84 


Udaipurwati (M) 

0805000640513000 

13.010 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.440 

0.12 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.09 

0.072 

0.02 

0.03 







Non-command 

Quartzite 

0.847 

0.12 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.11 

0.139 

0.03 

0.05 

01002011 

Akhtar Pura 

0805000200711200 

1.514 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.449 

-0.51 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.013 

0.36 

0.49 







Non-command 

Younger Alluvium 

0.002 

-0.51 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Alampura 

0805000200700900 

2.236 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.006 

-0.38 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

0.697 

-0.38 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.006 

0.11 

0.16 


Alipur 

0805000200702200 

6.153 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.785 

-0.44 

0.120 

0.11 

0.01 

0.00 

0.00 

0.01 

0.00 

0.00 

0.41 

0.024 

0.17 

0.25 







Non-command 

Younger Alluvium 

3.368 

-0.44 

0.150 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.54 

0.029 

0.20 

0.30 


Badangarh 

0805000200701000 

4.407 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.488 

-0.41 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.004 

0.04 

0.06 


Baggar(M) 

0805000140504000 

16.989 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.807 

-0.27 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.099 

0.02 

0.03 







Non-command 

Younger Alluvium 

1.053 

-0.27 

0.150 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.129 

0.02 

0.04 


Bajawa 

0805000200698600 

14.401 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.614 

-0.42 

0.120 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.049 

0.14 

0.24 







Non-command 

Younger Alluvium 

6.808 

-0.42 

0.150 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.52 

0.059 

0.17 

0.29 


Bakhtawarpura 

0805000200702600 

4.615 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.950 

-0.46 

0.120 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.53 

0.026 

0.24 

0.33 







Non-command 

Younger Alluvium 

1.109 

-0.46 

0.150 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.010 

0.09 

0.13 


Bhairoogarh 

0805000200700000 

3.831 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.024 

-0.41 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.026 

0.28 

0.49 


Bhamarwasi 

0805000200711300 

4.461 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.109 

-0.51 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 







Non-command 

Younger Alluvium 

2.416 

-0.51 

0.150 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.021 

0.20 

0.29 


Bola Ki Dhani 

0805000200700100 

4.408 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.866 

-0.42 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.016 

0.15 

0.28 


Brijlalpura 

0805000200711100 

5.370 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.069 

-0.48 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.00 

0.01 


Budaniya 

0805000200701700 

10.621 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.401 

-0.33 

0.120 

0.29 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.06 

0.073 

0.28 

0.46 







Non-command 

Younger Alluvium 

0.106 

-0.33 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.00 

0.01 


Budhawas 

0804000200602500 

5.083 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.715 

-0.29 

0.060 

0.32 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.26 

0.011 

0.19 

0.33 







Non-command 

Younger Alluvium 

1.778 

-0.29 

0.080 

0.28 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.10 

0.007 

0.12 

0.21 


Chinchroli 

0805000100691600 

4.242 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.030 

-0.55 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dhandhariya 

0805000200698500 

3.981 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.073 

-0.39 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 







Non-command 

Younger Alluvium 

0.414 

-0.39 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.004 

0.04 

0.06 


Dhani Meghsagar 

0805000200701600 

2.567 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.567 

-0.39 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.022 

0.36 

0.56 


Dhatarwala 

0805000200699800 

4.034 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.102 

-0.35 

0.120 

0.26 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.00 

0.027 

0.28 

0.43 







Non-command 

Younger Alluvium 

0.932 

-0.35 

0.150 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.008 

0.08 

0.13 


Gheerawali Dhani 

0805000200702100 

0.811 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.803 

-0.46 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.007 

0.36 

0.57 


Ghumansar Khurd 

0805000200701800 

7.035 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.838 

-0.22 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.007 

0.04 

0.08 


Gothra Lamba 

0805000200703000 

7.795 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.521 

-0.48 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.013 

0.07 

0.10 







Non-command 

Younger Alluvium 

0.480 

-0.48 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.004 

0.02 

0.03 


Gothri 

0805000200702800 

4.373 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.590 

-0.47 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.014 

0.14 

0.19 







Non-command 

Younger Alluvium 

0.378 

-0.47 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.003 

0.03 

0.04 


Haripura 

0805000200701500 

1.421 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.929 

-0.41 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.008 

0.24 

0.35 







Non-command 

Younger Alluvium 

0.492 

-0.41 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.004 

0.13 

0.18 


Islampur 

0805000100691500 

7.809 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.114 

-0.42 

0.150 

0.22 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.52 

0.258 

0.10 

0.18 


Jakhara 

0805000200699700 

2.389 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.168 

-0.38 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.010 

0.17 

0.31 


Jakhora 

0805000200699900 

4.007 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.107 

-0.39 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.018 

0.19 

0.30 







Non-command 

Younger Alluvium 

1.900 

-0.39 

0.150 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.016 

0.17 

0.27 


Juharpura 

0805000200700300 

4.717 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.417 

-0.38 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.004 

0.03 

0.05 







Non-command 

Younger Alluvium 

2.660 

-0.38 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.023 

0.20 

0.31 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.08 

0.11 

(44.91) 

0.09 

- 

0.09 

0.04 

0.32 

0.02 

- 

- 

- 

- 

- 

0.016 

0.101 

0.005 

0.096 

0.090 

93.39 

Critical 

Samrathpura 

081300050173100C 

0.12 

0.07 

- 

0.07 

- 

0.07 

0.05 

0.35 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.085 

0.008 

0.076 

0.171 

224.56 

Over Exploited 



0.08 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.16 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.009 

0.080 

873.34 

Over Exploited 

Sathiya Vas 

0813000501724400 

0.08 

0.06 

46,782.66 

0.05 

- 

0.05 

0.05 

0.36 

0.01 

- 

- 

- 

- 

- 

0.010 

0.058 

0.003 

0.055 

0.122 

220.93 

Over Exploited 

Sawaipura @ Pujari Ka Bas 

0813000501729200 

0.08 

0.00 

1,283.15 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.033 

6,079.52 

Over Exploited 

Seel Ki Bara 

0813000501725900 

0.08 

0.17 

(76.24) 

0.14 

0.01 

0.15 

0.07 

0.51 

0.03 

- 

- 

- 

0.011 

0.012 

0.039 

0.186 

0.009 

0.176 

0.175 

99.51 

Critical 

Seelpur 

0813000501738000 

0.12 

0.02 

- 

0.02 

0.01 

0.03 

0.02 

0.14 

0.00 

0.0400 

- 

- 

- 

0.040 

0.042 

0.071 

0.007 

0.064 

0.219 

343.39 

Over Exploited 



0.12 

0.15 

- 

0.15 

0.03 

0.18 

0.05 

0.39 

0.02 

0.0900 

- 

- 

- 

0.090 

0.111 

0.295 

0.029 

0.265 

0.511 

192.55 

Over Exploited 

Sevli 

0813000501722900 

0.08 

0.16 

(60.69) 

0.13 

- 

0.13 

0.07 

0.49 

0.03 

- 

- 

- 

- 

- 

0.026 

0.155 

0.008 

0.147 

0.128 

86.81 

Semi Critical 

Shimarla (Kotri) 

0813000501737500 

0.15 

0.05 

- 

0.05 

0.00 

0.06 

0.02 

0.20 

0.01 

- 

- 

- 

0.001 

0.001 

0.009 

0.065 

0.006 

0.058 

0.136 

234.27 

Over Exploited 

Shola 

0813000501728100 

0.12 

0.00 

170.50 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.007 

1,028.23 

Over Exploited 

Sihori 

0813000501739600 

0.15 

0.00 

80.36 

0.00 

0.00 

0.01 

0.00 

0.04 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.006 

0.000 

0.006 

0.044 

744.07 

Over Exploited 

Sirohi 

0813000601743700 

0.10 

0.00 

707.40 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.051 

2,189.24 

Over Exploited 

Suhagpura 

0813000501725000 

0.08 

0.07 

(69.98) 

0.06 

- 

0.06 

0.06 

0.43 

0.01 

- 

- 

- 

- 

- 

0.011 

0.067 

0.003 

0.064 

0.071 

110.16 

Over Exploited 

Sujana 

0813000501731300 

0.12 

0.07 

(69.35) 

0.05 

0.00 

0.05 

0.03 

0.26 

0.01 

- 

- 

- 

0.003 

0.003 

0.013 

0.067 

0.003 

0.064 

0.106 

165.94 

Over Exploited 



0.08 

0.04 

(69.41) 

0.04 

0.01 

0.04 

0.03 

0.26 

0.01 

- 

- 

- 

0.008 

0.008 

0.015 

0.056 

0.003 

0.053 

0.113 

213.40 

Over Exploited 

Sukhsingh Ka Bas 

0813000501731200 

0.12 

0.17 

(82.59) 

0.13 

0.00 

0.14 

0.07 

0.52 

0.02 

- 

- 

- 

0.002 

0.002 

0.026 

0.162 

0.008 

0.154 

0.092 

60.00 

Safe 

Sulel 

0813000501724100 

0.08 

0.16 

4,343.25 

0.13 

- 

0.13 

0.05 

0.36 

0.03 

- 

- 

- 

- 

- 

0.025 

0.153 

0.008 

0.145 

0.081 

55.93 

Safe 

Surani 

0813000501739100 

0.12 

0.03 

560.87 

0.03 

- 

0.03 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.003 

0.034 

0.002 

0.032 

0.084 

263.59 

Over Exploited 

Theekariya 

0813000601743200 

0.10 

0.00 

2,303.70 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.025 

2,504.29 

Over Exploited 



0.08 

0.26 

(55.53) 

0.21 

- 

0.21 

0.06 

0.49 

0.04 

0.0300 

- 

- 

- 

0.030 

0.065 

0.271 

0.014 

0.257 

0.323 

125.29 

Over Exploited 

Thoi 

0813000501738100 

0.12 

0.49 

(70.07) 

0.40 

0.02 

0.42 

0.05 

0.41 

0.07 

0.0700 

- 

- 

- 

0.070 

0.136 

0.552 

0.028 

0.524 

0.752 

143.59 

Over Exploited 



0.12 

0.04 

(13.98) 

0.04 

0.01 

0.05 

0.01 

0.12 

0.01 

0.0200 

- 

- 

- 

0.020 

0.026 

0.073 

0.004 

0.070 

0.190 

273.26 

Over Exploited 

Tiwari Ka Bas 

0813000601742800 

0.10 

0.13 

- 

0.13 

0.02 

0.15 

0.07 

0.51 

0.02 

0.0200 

- 

- 

0.000 

0.020 

0.040 

0.192 

0.019 

0.173 

0.598 

345.81 

Over Exploited 

Udaipurwati (M) 

0805000640513000 

0.18 

0.00 

84,430.15 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.158 

11,818.90 

Over Exploited 



0.08 

0.00 

1,981.92 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.247 

9,755.63 

Over Exploited 

Akhtar Pura 

0805000200711200 

0.11 

0.06 

- 

0.06 

0.01 

0.07 

0.07 

0.43 

0.01 

0.0200 

- 

- 

0.006 

0.026 

0.037 

0.108 

0.011 

0.097 

0.467 

482.16 

Over Exploited 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Alampura 

0805000200700900 

0.11 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.13 

0.00 

- 

- 

- 

- 

- 

0.003 

0.018 

0.002 

0.017 

0.054 

325.41 

Over Exploited 

Alipur 

0805000200702200 

0.11 

0.05 

- 

0.05 

0.02 

0.07 

0.03 

0.20 

0.01 

0.0200 

- 

- 

0.009 

0.029 

0.038 

0.105 

0.010 

0.094 

0.434 

459.88 

Over Exploited 



0.20 

0.14 

- 

0.14 

0.01 

0.15 

0.04 

0.24 

0.03 

0.0200 

- 

- 

0.002 

0.022 

0.047 

0.194 

0.019 

0.175 

0.569 

325.82 

Over Exploited 

Badangarh 

0805000200701000 

0.20 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.004 

0.064 

1,556.80 

Over Exploited 

Baggar(M) 

0805000140504000 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.160 

10,990.94 

Over Exploited 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.239 

6,432.17 

Over Exploited 

Bajawa 

0805000200698600 

0.11 

0.09 

- 

0.09 

- 

0.09 

0.02 

0.16 

0.02 

0.0100 

- 

- 

- 

0.010 

0.025 

0.111 

0.011 

0.100 

0.427 

428.53 

Over Exploited 



0.20 

0.23 

- 

0.23 

0.01 

0.24 

0.03 

0.20 

0.04 

0.0200 

- 

- 

0.007 

0.027 

0.068 

0.311 

0.031 

0.280 

0.575 

205.38 

Over Exploited 

Bakhtawarpura 

0805000200702600 

0.11 

0.08 

- 

0.08 

0.01 

0.09 

0.04 

0.28 

0.01 

0.0200 

- 

- 

0.003 

0.023 

0.038 

0.127 

0.013 

0.114 

0.555 

484.56 

Over Exploited 



0.20 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.11 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.034 

0.003 

0.030 

0.226 

747.35 

Over Exploited 

Bhairoogarh 

0805000200700000 

0.11 

0.09 

- 

0.09 

- 

0.09 

0.05 

0.33 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.120 

0.012 

0.108 

0.242 

223.49 

Over Exploited 

Bhamarwasi 

0805000200711300 

0.11 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.012 

10,192.53 

Over Exploited 



0.20 

0.10 

- 

0.10 

0.00 

0.10 

0.04 

0.24 

0.02 

0.0100 

- 

- 

0.002 

0.012 

0.030 

0.130 

0.013 

0.117 

0.213 

182.68 

Over Exploited 

Bola Ki Dhani 

0805000200700100 

0.11 

0.03 

- 

0.03 

0.00 

0.03 

0.03 

0.18 

0.01 

0.0100 

- 

- 

0.000 

0.010 

0.016 

0.047 

0.005 

0.042 

0.167 

398.83 

Over Exploited 

Brijlalpura 

0805000200711100 

0.11 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

0.000 

- 

0.000 

0.000 

0.000 

0.000 

0.012 

19,188.19 

Over Exploited 

Budaniya 

0805000200701700 

0.11 

0.26 

- 

0.26 

0.01 

0.27 

0.05 

0.34 

0.05 

0.0400 

- 

- 

0.002 

0.043 

0.091 

0.365 

0.037 

0.329 

1.134 

344.98 

Over Exploited 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.013 

16,021.32 

Over Exploited 

Budhawas 

0804000200602500 

0.06 

0.03 

- 

0.03 

0.02 

0.05 

0.03 

0.22 

0.01 

0.0500 

- 

- 

- 

0.050 

0.056 

0.106 

0.011 

0.096 

1.271 

1,328.86 

Over Exploited 



0.08 

0.02 

- 

0.02 

0.01 

0.03 

0.02 

0.15 

0.00 

0.0400 

- 

- 

- 

0.040 

0.043 

0.071 

0.007 

0.064 

1.111 

1,745.20 

Over Exploited 

Chinchroli 

0805000100691600 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dhandhariya 

0805000200698500 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.012 

22,924.31 

Over Exploited 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.052 

2,124.35 

Over Exploited 

Dhani Meghsagar 

0805000200701600 

0.11 

0.10 

- 

0.10 

0.00 

0.10 

0.07 

0.43 

0.02 

0.0100 

- 

- 

0.002 

0.012 

0.030 

0.134 

0.013 

0.121 

0.324 

268.81 

Over Exploited 

Dhatarwala 

0805000200699800 

0.11 

0.09 

- 

0.09 

0.01 

0.10 

0.05 

0.33 

0.02 

0.0400 

- 

- 

- 

0.040 

0.057 

0.161 

0.016 

0.145 

1.031 

711.48 

Over Exploited 



0.20 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.10 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.028 

0.003 

0.025 

0.344 

1,354.32 

Over Exploited 

Gheerawali Dhani 

0805000200702100 

0.11 

0.03 

- 

0.03 

0.00 

0.03 

0.07 

0.43 

0.01 

- 

- 

- 

0.001 

0.001 

0.007 

0.040 

0.004 

0.036 

0.104 

291.79 

Over Exploited 

Ghumansar Khurd 

0805000200701800 

0.11 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.004 

0.061 

1,468.83 

Over Exploited 

Gothra Lamba 

0805000200703000 

0.11 

0.01 

- 

0.01 

0.00 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

0.003 

0.003 

0.006 

0.020 

0.002 

0.018 

0.099 

547.99 

Over Exploited 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.040 

1,705.50 

Over Exploited 

Gothri 

0805000200702800 

0.11 

0.02 

- 

0.02 

0.01 

0.04 

0.03 

0.16 

0.00 

0.0200 

- 

- 

0.005 

0.025 

0.029 

0.066 

0.007 

0.060 

0.446 

745.05 

Over Exploited 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.111 

4,286.08 

Over Exploited 

Haripura 

0805000200701500 

0.11 

0.02 

- 

0.02 

- 

0.02 

0.04 

0.28 

0.00 

- 

- 

- 

- 

- 

0.005 

0.029 

0.003 

0.026 

0.139 

534.15 

Over Exploited 



0.20 

0.01 

- 

0.01 

0.00 

0.01 

0.02 

0.15 

0.00 

- 

- 

- 

0.002 

0.002 

0.004 

0.018 

0.002 

0.016 

0.076 

477.18 

Over Exploited 

Islampur 

0805000100691500 

0.15 

0.03 

- 

0.03 

0.01 

0.04 

0.02 

0.12 

0.01 

0.0200 

- 

- 

- 

0.020 

0.026 

0.067 

0.007 

0.060 

0.779 

1,297.87 

Over Exploited 

Jakhara 

0805000200699700 

0.11 

0.02 

- 

0.02 

0.00 

0.02 

0.03 

0.21 

0.00 

0.0100 

- 

- 

0.003 

0.013 

0.017 

0.041 

0.004 

0.037 

0.161 

431.56 

Over Exploited 

Jakhora 

0805000200699900 

0.11 

0.04 

- 

0.04 

0.00 

0.05 

0.03 

0.22 

0.01 

0.0100 

- 

- 

0.007 

0.017 

0.025 

0.073 

0.007 

0.066 

0.376 

570.54 

Over Exploited 



0.20 

0.06 

- 

0.06 

0.00 

0.06 

0.03 

0.20 

0.01 

0.0100 

- 

- 

0.001 

0.011 

0.023 

0.088 

0.009 

0.079 

0.352 

446.23 

Over Exploited 

Juharpura 

0805000200700300 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.026 

1,834.59 

Over Exploited 



0.15 

0.08 

- 

0.08 

- 

0.08 

0.04 

0.24 

0.01 

0.0100 

- 

- 

- 

0.010 

0.025 

0.104 

0.010 

0.094 

0.203 

215.82 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Kanwarpura 

080500020070250C 

3.425 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.022 

-0.51 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.026 

0.33 

0.46 


Keharpura Kalan 

0805000200711400 

7.201 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.278 

-0.54 

0.150 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.53 

0.054 

0.32 

0.49 


Khudana 

0805000200702300 

7.417 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.739 

-0.54 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.006 

0.04 

0.06 







Non-command 

Younger Alluvium 

4.956 

-0.54 

0.150 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.58 

0.043 

0.25 

0.39 


Khuriya 

0805000200701100 

5.797 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.194 

-0.46 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.010 

0.08 

0.10 


Kutubpura 

0805000200700400 

4.355 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.004 

-0.37 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

1.989 

-0.37 

0.150 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.017 

0.16 

0.24 


Mahti Ki Dhani 

0805000200699000 

5.330 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.061 

-0.41 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 


Makhar 

0805000100691400 

11.750 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.161 

-0.53 

0.150 

0.09 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.33 

0.036 

0.16 

0.26 


Mandrela 

0805000200699200 

12.647 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.976 

-0.41 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.017 

0.06 

0.11 


Manpura 

0805000200700200 

3.941 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.083 

-0.42 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.018 

0.19 

0.31 







Non-command 

Younger Alluvium 

1.853 

-0.42 

0.150 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.016 

0.17 

0.28 


Marot Ka Bas 

0805000100691800 

4.197 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.081 

-0.42 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 


Na 

0805000290000001 

5.123 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.606 

-0.41 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.005 

0.04 

0.06 







Non-command 

Younger Alluvium 

4.516 

-0.41 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.039 

0.32 

0.46 


Nandrampura 

0805000200698800 

5.356 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.231 

-0.45 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.045 

0.35 

0.63 


Narnod 

0805000200702000 

4.575 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.150 

-0.41 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.027 

0.25 

0.41 


Naurangpura 

0804000200602400 

10.043 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.468 

-0.16 

0.060 

0.42 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.67 

0.014 

0.12 

0.21 







Non-command 

Younger Alluvium 

0.506 

-0.16 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.002 

0.02 

0.03 


Patel Nagar 

0805000200701400 

1.444 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.073 

-0.46 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.03 







Non-command 

Younger Alluvium 

0.485 

-0.46 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.004 

0.12 

0.17 


Sainipura 

0805000200698700 

3.310 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.310 

-0.45 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.029 

0.35 

0.64 


Sankhan Tal 

0804000200602100 

12.175 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.034 

0.01 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Shri Vijaypura 

0805000200702400 

1.951 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.702 

-0.51 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.015 

0.32 

0.47 







Non-command 

Younger Alluvium 

0.250 

-0.51 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.002 

0.05 

0.07 


Sulkhaniya Bara 

0804000200602200 

6.279 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.033 

0.03 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sulkhaniya Chhota 

0804000200602300 

11.214 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.720 

-0.09 

0.060 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.007 

0.05 

0.09 


Tigiyas 

0805000200698900 

10.921 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.893 

-0.28 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.025 

0.09 

0.17 







Non-command 

Younger Alluvium 

0.953 

-0.28 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.008 

0.03 

0.06 

01002012 

Babai 

0805000400736200 

7.534 

Fresh 

Non-command 

Non-command 

Quartzite 

0.393 

1.91 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.00 

0.115 

0.02 

0.05 


Bagoli 

0805000600752600 

6.734 

Fresh 

Non-command 

Non-command 

Quartzite 

2.213 

0.63 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.09 

0.04 

0.22 

0.021 

0.15 

0.37 





Saline 

Non-command 

Non-command 

Quartzite 

0.620 

0.63 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.006 

0.04 

0.10 


Bamlas 

0805000600747800 

13.239 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.961 

0.12 

0.100 

0.12 

0.01 

0.00 

0.00 

0.00 

0.15 

0.08 

0.46 

0.028 

0.10 

0.18 







Non-command 

Younger Alluvium 

0.002 

0.12 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bar Ki Dhani 

0805000600749600 

8.559 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.558 

0.29 

0.100 

0.14 

0.01 

0.00 

0.00 

0.00 

0.18 

0.09 

0.56 

0.015 

0.08 

0.15 







Non-command 

Quartzite 

4.698 

0.29 

0.020 

0.31 

0.01 

0.00 

0.00 

0.00 

0.33 

0.17 

1.20 

0.044 

0.25 

0.46 


Barau 

0805000400734400 

31.646 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.151 

0.43 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.34 

0.19 

0.25 

0.047 

0.08 

0.14 







Non-command 

Younger Alluvium 

0.026 

0.43 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Basri 

0805000600750900 

8.809 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.834 

0.18 

0.100 

0.15 

0.01 

0.00 

0.00 

0.00 

0.23 

0.13 

0.52 

0.045 

0.24 

0.44 







Non-command 

Quartzite 

2.184 

0.18 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.17 

0.021 

0.11 

0.20 


Bhojgarh 

0805000600750800 

11.073 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.223 

0.03 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.19 

0.021 

0.09 

0.16 







Non-command 

Quartzite 

4.998 

0.03 

0.020 

0.09 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.30 

0.047 

0.20 

0.35 


Bhorki 

0805000600748300 

33.217 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.188 

-0.37 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.002 

0.00 

0.00 


Bijarniya Ki Dhani 

0805000600748200 

5.663 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.119 

-0.21 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.001 

0.01 

0.02 


Boorka 

0805000400734700 

3.888 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.073 

1.35 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.10 

0.02 

0.010 

0.13 

0.25 







Non-command 

Quartzite 

2.742 

1.35 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.03 

0.025 

0.34 

0.63 


Chak Charawas 

0813000601744600 

3.735 

Fresh 

Non-command 

Non-command 

Quartzite 

3.735 

0.20 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.034 

0.46 

1.17 


Chak Mandoli 

0813000601744500 

4.885 

Fresh 

Non-command 

Non-command 

Quartzite 

4.885 

0.12 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.00 

0.045 

0.46 

1.17 


Chanwara 

0805000600751200 

5.122 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.070 

-0.12 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 







Non-command 

Younger Alluvium 

4.859 

-0.12 

0.120 

0.41 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.57 

0.046 

0.43 

0.87 







Non-command 

Quartzite 

0.192 

-0.12 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.002 

0.02 

0.03 


Charanwas @Puranabas 

0813000601743900 

2.890 

Fresh 

Non-command 

Non-command 

Quartzite 

0.271 

0.00 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.04 

0.11 


Chichroli 

0805000400735700 

5.699 

Fresh 

Non-command 

Non-command 

Quartzite 

5.647 

1.86 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.26 

0.11 

0.12 

0.051 

0.46 

1.10 


Chundara 

0805000400735900 

7.018 

Fresh 

Non-command 

Non-command 

Quartzite 

1.511 

2.19 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.03 

0.01 

0.014 

0.10 

0.24 


Dalelpura 

0805000400735000 

6.842 

Fresh 

Non-command 

Non-command 

Quartzite 

6.842 

0.93 

0.020 

0.16 

0.01 

0.00 

0.00 

0.00 

0.27 

0.12 

0.57 

0.062 

0.46 

1.07 


Deeppura 

0805000600751600 

4.357 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.005 

-0.17 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

3.346 

-0.17 

0.120 

0.29 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.12 

0.031 

0.36 

0.75 







Non-command 

Quartzite 

0.621 

-0.17 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.006 

0.07 

0.14 


Dhanawata 

0805000600749900 

12.696 

Fresh 

Non-command 

Non-command 

Quartzite 

0.270 

-0.31 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.003 

0.01 

0.02 


Dhani Dhima 

0805000400736000 

3.354 

Fresh 

Non-command 

Non-command 

Quartzite 

3.354 

2.03 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.07 

0.05 

0.030 

0.47 

1.03 


Dhola khera 

0805000600748800 

17.505 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

-0.08 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Duriya 

0805000600749100 

10.197 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.197 

-0.21 

0.100 

0.83 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

3.19 

0.096 

0.44 

0.78 


Gadla Kalan 

0805000600751400 

17.394 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.872 

-0.15 

0.100 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.61 

0.055 

0.16 

0.31 







Non-command 

Younger Alluvium 

10.348 

-0.15 

0.120 

0.38 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.40 

0.097 

0.28 

0.55 


Gadla Khurd 

0805000600747400 

9.726 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

9.726 

-0.17 

0.120 

0.22 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.74 

0.092 

0.47 

0.89 


Girawari 

0805000600750700 

14.940 

Fresh 

Non-command 

Non-command 

Quartzite 

0.013 

-0.74 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gordhanpura 

0813000601744000 

5.896 

Fresh 

Non-command 

Non-command 

Quartzite 

5.340 

-0.02 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.049 

0.41 

1.06 


Guda 

0805000600751800 

15.706 

Fresh 

Non-command 

Non-command 

Quartzite 

12.231 

1.10 

0.020 

0.10 

0.00 

0.00 

0.00 

0.00 

0.37 

0.17 

0.24 

0.115 

0.35 

0.76 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Kanwarpura 

0805000200702500 

0.11 

0.11 

- 

0.11 

0.01 

0.12 

0.06 

0.39 

0.02 

0.0200 

- 

- 

0.000 

0.020 

0.041 

0.160 

0.016 

0.144 

0.459 

318.35 

Over Exploited 

Keharpura Kalan 

0805000200711400 

0.20 

0.41 

- 

0.41 

0.01 

0.42 

0.06 

0.38 

0.08 

0.0200 

- 

- 

0.005 

0.025 

0.101 

0.520 

0.052 

0.468 

0.582 

124.32 

Over Exploited 

Khudana 

0805000200702300 

0.11 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.003 

0.082 

2,596.78 

Over Exploited 



0.20 

0.24 

- 

0.24 

0.01 

0.25 

0.05 

0.29 

0.05 

0.0200 

- 

- 

- 

0.020 

0.065 

0.318 

0.032 

0.286 

0.620 

216.52 

Over Exploited 

Khuriya 

0805000200701100 

0.20 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.003 

0.021 

0.002 

0.019 

0.118 

618.63 

Over Exploited 

Kutubpura 

0805000200700400 

0.11 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.06 

- 

0.06 

- 

0.06 

0.03 

0.19 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.087 

0.009 

0.078 

0.174 

223.63 

Over Exploited 

Mahti Ki Dhani 

0805000200699000 

0.11 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Makhar 

0805000100691400 

0.15 

0.13 

- 

0.13 

0.01 

0.14 

0.03 

0.19 

0.02 

0.0100 

- 

- 

0.014 

0.024 

0.048 

0.183 

0.018 

0.165 

0.365 

221.47 

Over Exploited 

Mandrela 

0805000200699200 

0.11 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.024 

0.002 

0.022 

0.233 

1,072.24 

Over Exploited 

Manpura 

0805000200700200 

0.11 

0.04 

- 

0.04 

- 

0.04 

0.03 

0.22 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.061 

0.006 

0.055 

0.158 

288.86 

Over Exploited 



0.20 

0.06 

- 

0.06 

- 

0.06 

0.03 

0.20 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.083 

0.008 

0.075 

0.160 

214.10 

Over Exploited 

Marot Ka Bas 

0805000100691800 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.013 

14,062.93 

Over Exploited 

Na 

0805000290000001 

0.11 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.003 

0.000 

0.003 

0.005 

170.67 

Over Exploited 



0.20 

0.29 

- 

0.29 

0.00 

0.29 

0.06 

0.38 

0.05 

- 

- 

- 

0.003 

0.003 

0.057 

0.350 

0.035 

0.315 

0.087 

27.66 

Safe 

Nandrampura 

0805000200698800 

0.11 

0.20 

- 

0.20 

0.00 

0.20 

0.06 

0.41 

0.04 

0.0100 

- 

- 

0.001 

0.011 

0.047 

0.247 

0.025 

0.222 

0.380 

171.11 

Over Exploited 

Narnod 

0805000200702000 

0.11 

0.09 

- 

0.09 

- 

0.09 

0.05 

0.30 

0.02 

0.0100 

- 

- 

- 

0.010 

0.026 

0.112 

0.011 

0.101 

0.277 

274.44 

Over Exploited 

Naurangpura 

0804000200602400 

0.06 

0.03 

- 

0.03 

0.02 

0.05 

0.02 

0.14 

0.00 

0.0600 

- 

- 

- 

0.060 

0.065 

0.110 

0.011 

0.099 

1.688 

1,706.18 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.338 

3,462.66 

Over Exploited 

Patel Nagar 

0805000200701400 

0.11 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.012 

7,297.48 

Over Exploited 



0.20 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.15 

0.00 

- 

- 

- 

- 

- 

0.002 

0.014 

0.001 

0.013 

0.112 

874.84 

Over Exploited 

Sainipura 

0805000200698700 

0.11 

0.13 

- 

0.13 

0.00 

0.13 

0.06 

0.42 

0.02 

0.0100 

- 

- 

0.001 

0.011 

0.034 

0.164 

0.016 

0.148 

0.387 

261.19 

Over Exploited 

Sankhan Tal 

0804000200602100 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Shri Vijaypura 

0805000200702400 

0.11 

0.06 

- 

0.06 

0.00 

0.06 

0.06 

0.38 

0.01 

0.0100 

- 

- 

0.001 

0.011 

0.022 

0.083 

0.008 

0.075 

0.209 

279.24 

Over Exploited 



0.20 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.038 

1,504.45 

Over Exploited 

Sulkhaniya Bara 

0804000200602200 

0.06 

0.00 

2,686.38 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sulkhaniya Chhota 

0804000200602300 

0.06 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.001 

0.006 

0.007 

120.86 

Over Exploited 

Tigiyas 

0805000200698900 

0.11 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.11 

0.01 

0.0100 

- 

- 

- 

0.010 

0.015 

0.045 

0.005 

0.041 

0.198 

486.64 

Over Exploited 



0.20 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.001 

0.006 

0.068 

1,091.67 

Over Exploited 

Babai 

0805000400736200 

0.09 

0.00 

153,533.66 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.115 

10,285.66 

Over Exploited 

Bagoli 

0805000600752600 

0.08 

0.03 

34.25 

0.03 

- 

0.03 

0.02 

0.17 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.045 

0.002 

0.043 

0.237 

550.75 

Over Exploited 



0.08 

0.00 

246.09 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.042 

1,591.69 

Over Exploited 

Bamlas 

0805000600747800 

0.18 

0.05 

49.60 

0.06 

0.01 

0.07 

0.02 

0.11 

0.01 

0.0200 

- 

- 

- 

0.020 

0.028 

0.100 

0.005 

0.095 

0.489 

514.23 

Over Exploited 



0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bar Ki Dhani 

0805000600749600 

0.18 

0.02 

306.59 

0.03 

0.01 

0.04 

0.01 

0.09 

0.00 

0.0200 

- 

- 

- 

0.020 

0.024 

0.061 

0.003 

0.058 

0.573 

989.67 

Over Exploited 



0.08 

0.09 

53,418.90 

0.11 

0.01 

0.12 

0.04 

0.28 

0.01 

0.0400 

- 

- 

- 

0.040 

0.054 

0.171 

0.009 

0.162 

1.239 

763.24 

Over Exploited 

Barau 

0805000400734400 

0.20 

0.08 

130.89 

0.10 

- 

0.10 

0.01 

0.09 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.120 

0.006 

0.114 

0.294 

257.54 

Over Exploited 



0.22 

0.00 

39,456.28 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Basri 

0805000600750900 

0.18 

0.21 

(40.60) 

0.17 

0.01 

0.18 

0.04 

0.28 

0.03 

0.0200 

- 

- 

- 

0.020 

0.053 

0.233 

0.012 

0.222 

0.568 

256.52 

Over Exploited 



0.08 

0.02 

1,693.07 

0.02 

- 

0.02 

0.02 

0.13 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.035 

0.002 

0.033 

0.191 

579.07 

Over Exploited 

Bhojgarh 

0805000600750800 

0.18 

0.04 

(10.73) 

0.03 

- 

0.03 

0.01 

0.10 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.048 

0.002 

0.045 

0.209 

462.78 

Over Exploited 



0.08 

0.08 

(2,031.88) 

0.06 

- 

0.06 

0.03 

0.23 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.084 

0.004 

0.080 

0.349 

436.30 

Over Exploited 

Bhorki 

0805000600748300 

0.18 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.032 

36,572.20 

Over Exploited 

Bijarniya Ki Dhani 

0805000600748200 

0.18 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.010 

0.001 

0.009 

0.156 

1,699.07 

Over Exploited 

Boorka 

0805000400734700 

0.20 

0.03 

245.08 

0.03 

- 

0.03 

0.02 

0.16 

0.00 

- 

- 

- 

- 

- 

0.005 

0.039 

0.002 

0.037 

0.034 

90.41 

Critical 



0.09 

0.08 

(39.91) 

0.07 

- 

0.07 

0.06 

0.40 

0.01 

- 

- 

- 

- 

- 

0.014 

0.082 

0.004 

0.078 

0.055 

70.59 

Semi Critical 

Chak Charawas 

0813000601744600 

0.08 

0.14 

(92.95) 

0.11 

0.00 

0.11 

0.06 

0.51 

0.02 

- 

- 

- 

0.001 

0.001 

0.018 

0.127 

0.006 

0.121 

0.034 

28.43 

Safe 

Chak Mandoli 

0813000601744500 

0.08 

0.18 

(93.49) 

0.14 

0.00 

0.14 

0.06 

0.51 

0.02 

- 

- 

- 

0.003 

0.003 

0.025 

0.170 

0.008 

0.161 

0.049 

30.40 

Safe 

Chanwara 

0805000600751200 

0.18 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.011 

12,874.42 

Over Exploited 



0.22 

0.46 

- 

0.46 

0.02 

0.48 

0.07 

0.50 

0.07 

0.0600 

- 

- 

0.002 

0.062 

0.134 

0.618 

0.062 

0.557 

1.613 

289.72 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.034 

12,321.32 

Over Exploited 

Charanwas @Puranabas 

0813000601743900 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.009 

1,010.38 

Over Exploited 

Chichroli 

0805000400735700 

0.09 

0.23 

(53.61) 

0.19 

- 

0.19 

0.06 

0.52 

0.03 

- 

- 

- 

- 

- 

0.031 

0.216 

0.011 

0.206 

0.167 

81.30 

Semi Critical 

Chundara 

0805000400735900 

0.09 

0.01 

137.81 

0.02 

- 

0.02 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.002 

0.018 

0.001 

0.017 

0.022 

126.04 

Over Exploited 

Dalelpura 

0805000400735000 

0.09 

0.28 

(58.52) 

0.23 

0.01 

0.24 

0.06 

0.53 

0.04 

0.0200 

- 

- 

0.004 

0.024 

0.063 

0.303 

0.015 

0.288 

0.632 

219.70 

Over Exploited 

Deeppura 

0805000600751600 

0.18 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.26 

- 

0.26 

0.01 

0.27 

0.05 

0.41 

0.04 

0.0400 

- 

- 

- 

0.040 

0.079 

0.351 

0.035 

0.316 

1.149 

364.23 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.118 

3,975.97 

Over Exploited 

Dhanawata 

0805000600749900 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.009 

4,583.62 

Over Exploited 

Dhani Dhima 

0805000400736000 

0.09 

0.14 

(50.34) 

0.11 

0.00 

0.11 

0.07 

0.54 

0.02 

- 

- 

- 

0.002 

0.002 

0.023 

0.137 

0.007 

0.130 

0.075 

57.92 

Safe 

Dhola khera 

0805000600748800 

0.18 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Duriya 

0805000600749100 

0.18 

0.81 

- 

0.81 

0.04 

0.85 

0.07 

0.51 

0.13 

0.1200 

- 

- 

0.003 

0.123 

0.252 

1.106 

0.111 

0.995 

3.281 

329.61 

Over Exploited 

Gadla Kalan 

0805000600751400 

0.18 

0.16 

- 

0.16 

0.01 

0.17 

0.03 

0.18 

0.03 

0.0200 

- 

- 

- 

0.020 

0.045 

0.212 

0.021 

0.190 

0.662 

347.82 

Over Exploited 



0.22 

0.64 

- 

0.64 

0.02 

0.66 

0.05 

0.32 

0.10 

0.0500 

- 

- 

- 

0.050 

0.153 

0.810 

0.081 

0.729 

1.494 

205.03 

Over Exploited 

Gadla Khurd 

0805000600747400 

0.22 

1.00 

- 

1.00 

0.01 

1.01 

0.08 

0.54 

0.16 

0.0300 

- 

- 

0.001 

0.031 

0.195 

1.204 

0.120 

1.083 

0.836 

77.13 

Semi Critical 

Girawari 

0805000600750700 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gordhanpura 

0813000601744000 

0.08 

0.18 

- 

0.18 

0.00 

0.18 

0.05 

0.46 

0.02 

- 

- 

- 

0.002 

0.002 

0.024 

0.201 

0.020 

0.181 

0.128 

70.70 

Semi Critical 

Guda 

0805000600751800 

0.08 

0.34 

13,597.55 

0.27 

- 

0.27 

0.05 

0.41 

0.05 

0.0100 

- 

- 

- 

0.010 

0.059 

0.329 

0.016 

0.312 

0.354 

113.40 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Gudha Gorji 

080500060074970C 

23.482 

Fresh 

Non-command 

Non-command 

Older Alluvium 

22.476 

-0.08 

0.100 

0.32 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.01 

0.211 

0.42 

0.78 







Non-command 

Quartzite 

0.704 

-0.08 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.007 

0.01 

0.02 


Hardiya 

080500040073560C 

4.652 

Fresh 

Non-command 

Non-command 

Quartzite 

4.652 

1.71 

0.020 

0.12 

0.01 

0.00 

0.00 

0.01 

0.26 

0.11 

0.41 

0.042 

0.46 

1.06 


Haripura 

0805000600752800 

3.082 

Fresh 

Non-command 

Non-command 

Quartzite 

1.020 

0.28 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.010 

0.15 

0.38 





Saline 

Non-command 

Non-command 

Quartzite 

2.062 

0.28 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.04 

0.019 

0.31 

0.78 


Heerwana 

0805000600751300 

5.196 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.388 

-0.02 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.004 

0.03 

0.07 







Non-command 

Younger Alluvium 

4.808 

-0.02 

0.120 

0.31 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.18 

0.045 

0.42 

0.83 


Hukampura 

0805000600749300 

4.544 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.491 

-0.07 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.023 

0.24 

0.45 


Indrapura 

0805000600750000 

10.487 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.168 

0.02 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.002 

0.01 

0.01 


Jaitpura 

0805000600749800 

16.344 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.419 

-0.22 

0.100 

0.24 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.89 

0.070 

0.20 

0.34 







Non-command 

Quartzite 

4.908 

-0.22 

0.020 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.42 

0.046 

0.13 

0.23 


Jodhpura 

0805000600752700 

4.831 

Fresh 

Non-command 

Non-command 

Quartzite 

3.002 

0.59 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.11 

0.04 

0.24 

0.028 

0.28 

0.71 





Saline 

Non-command 

Non-command 

Quartzite 

1.234 

0.59 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.06 

0.012 

0.12 

0.29 


Kakrana 

0805000600751500 

8.944 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.675 

-0.44 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.006 

0.04 

0.07 







Non-command 

Younger Alluvium 

7.370 

-0.44 

0.120 

0.43 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.63 

0.069 

0.38 

0.78 







Non-command 

Quartzite 

0.011 

-0.44 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kalota 

0805000400734800 

5.815 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.311 

1.79 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.34 

0.18 

0.23 

0.012 

0.11 

0.21 







Non-command 

Quartzite 

3.790 

1.79 

0.020 

0.14 

0.01 

0.00 

0.00 

0.00 

0.27 

0.14 

0.51 

0.034 

0.31 

0.60 


Kankariya 

0805000400735200 

13.318 

Fresh 

Non-command 

Non-command 

Quartzite 

13.318 

0.80 

0.020 

0.20 

0.01 

0.00 

0.00 

0.00 

0.40 

0.17 

0.63 

0.120 

0.46 

1.07 


Ked with Gopalpura 

0805000600747200 

13.655 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.014 

0.09 

0.120 

0.11 

0.00 

0.00 

0.00 

0.00 

0.14 

0.08 

0.40 

0.028 

0.10 

0.19 


Keerpura 

0805000600747600 

1.853 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.853 

-0.06 

0.120 

0.76 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

3.01 

0.017 

0.46 

0.87 


Kerwali 

0813000601744300 

4.773 

Fresh 

Non-command 

Non-command 

Quartzite 

4.647 

-0.15 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.043 

0.44 

1.14 


Kharwason Ki Dhani 

0805000600749500 

5.172 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.104 

0.10 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.001 

0.01 

0.02 







Non-command 

Quartzite 

3.948 

0.10 

0.020 

0.25 

0.01 

0.00 

0.00 

0.00 

0.25 

0.13 

0.97 

0.037 

0.34 

0.67 


Khatkar 

0805000600747700 

20.998 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.903 

0.04 

0.100 

0.13 

0.01 

0.00 

0.00 

0.00 

0.14 

0.07 

0.46 

0.037 

0.08 

0.16 







Non-command 

Younger Alluvium 

9.371 

0.04 

0.120 

0.39 

0.02 

0.00 

0.00 

0.00 

0.42 

0.22 

1.44 

0.088 

0.20 

0.38 


Khedaro Ki Dhani 

0805000600749400 

11.170 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.385 

0.02 

0.100 

0.39 

0.02 

0.00 

0.00 

0.00 

0.39 

0.20 

1.45 

0.098 

0.42 

0.79 







Non-command 

Younger Alluvium 

0.014 

0.02 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

0.770 

0.02 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.08 

0.007 

0.03 

0.06 


Khoh 

0805000600751900 

14.492 

Fresh 

Non-command 

Non-command 

Quartzite 

8.993 

0.86 

0.020 

0.11 

0.00 

0.00 

0.00 

0.00 

0.26 

0.12 

0.35 

0.085 

0.28 

0.61 


Kishorpura 

0805000600751100 

4.432 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.442 

-0.11 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.004 

0.05 

0.09 







Non-command 

Quartzite 

3.990 

-0.11 

0.020 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.038 

0.41 

0.83 


Kotra 

0813000601744200 

4.663 

Fresh 

Non-command 

Non-command 

Quartzite 

4.663 

0.04 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.043 

0.46 

1.17 


Madhogarh 

0805000400734900 

16.842 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.116 

1.22 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.52 

0.25 

0.22 

0.028 

0.09 

0.18 







Non-command 

Quartzite 

13.254 

1.22 

0.020 

0.22 

0.01 

0.00 

0.00 

0.00 

0.53 

0.26 

0.73 

0.120 

0.37 

0.76 


Mainpura 

0805000600747500 

8.018 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.133 

-0.10 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.01 

0.01 







Non-command 

Younger Alluvium 

7.885 

-0.10 

0.120 

0.44 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.68 

0.074 

0.45 

0.87 


Makri 

0813000601744700 

6.295 

Fresh 

Non-command 

Non-command 

Quartzite 

1.993 

1.13 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.04 

0.018 

0.14 

0.37 


Manaksas 

0805000600752400 

15.156 

Fresh 

Non-command 

Non-command 

Quartzite 

2.399 

0.53 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.07 

0.03 

0.13 

0.023 

0.07 

0.17 


Mandana 

0805000400736100 

3.249 

Fresh 

Non-command 

Non-command 

Quartzite 

2.572 

2.06 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.15 

0.07 

0.15 

0.023 

0.38 

0.76 


Mandawara 

0805000600752000 

18.099 

Fresh 

Non-command 

Non-command 

Quartzite 

0.507 

-0.80 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.005 

0.01 

0.02 


Mandoli 

0813000601744400 

9.575 

Fresh 

Non-command 

Non-command 

Quartzite 

3.191 

0.33 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.02 

0.029 

0.15 

0.39 


Mawanda Khurd 

0813000601745000 

13.252 

Fresh 

Non-command 

Non-command 

Quartzite 

3.169 

2.06 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.06 

0.09 

0.029 

0.11 

0.27 


Morki 

0805000400734300 

6.445 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.398 

1.10 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.04 

0.004 

0.03 

0.06 







Non-command 

Quartzite 

2.642 

1.10 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.10 

0.05 

0.19 

0.024 

0.20 

0.37 


Nagli Deepsingh 

0805000600747300 

7.731 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.081 

-0.03 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 







Non-command 

Younger Alluvium 

4.891 

-0.03 

0.120 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.046 

0.29 

0.55 


Napawali 

0813000601744900 

3.288 

Fresh 

Non-command 

Non-command 

Quartzite 

0.434 

2.04 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.004 

0.06 

0.15 


Naya Bas 

0813000601744100 

4.887 

Fresh 

Non-command 

Non-command 

Quartzite 

3.415 

0.22 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.031 

0.32 

0.82 


Neori 

0805000600751700 

7.107 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.858 

0.30 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.07 

0.03 

0.14 

0.008 

0.06 

0.12 







Non-command 

Quartzite 

6.099 

0.30 

0.020 

0.14 

0.01 

0.00 

0.00 

0.00 

0.17 

0.08 

0.47 

0.057 

0.39 

0.83 


Norangpura 

0805000400735300 

9.594 

Fresh 

Non-command 

Non-command 

Quartzite 

9.000 

0.80 

0.020 

0.16 

0.01 

0.00 

0.00 

0.00 

0.29 

0.12 

0.55 

0.081 

0.43 

1.05 


Padewa 

0805000400735100 

7.442 

Fresh 

Non-command 

Non-command 

Quartzite 

7.304 

0.65 

0.020 

0.13 

0.01 

0.00 

0.00 

0.00 

0.22 

0.10 

0.43 

0.066 

0.45 

1.01 


Ponkh 

0805000600751000 

23.441 

Fresh 

Non-command 

Non-command 

Quartzite 

11.930 

0.54 

0.020 

0.29 

0.01 

0.00 

0.00 

0.00 

0.41 

0.21 

1.00 

0.112 

0.23 

0.44 


Posana 

0805000600749000 

8.068 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.743 

-0.22 

0.100 

0.38 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.46 

0.063 

0.37 

0.64 


Raghunathpura 

0805000600748900 

14.148 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.007 

-0.23 

0.100 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.55 

0.057 

0.19 

0.32 


Rajivpura 

0805000600752500 

2.774 

Fresh 

Non-command 

Non-command 

Quartzite 

0.618 

0.70 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.006 

0.10 

0.24 


Ranasar 

0813000601743800 

13.414 

Fresh 

Non-command 

Non-command 

Quartzite 

0.695 

0.17 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.006 

0.02 

0.06 


Rasoolpur 

0805000400734600 

18.526 

Fresh 

Non-command 

Non-command 

Older Alluvium 

16.662 

0.45 

0.120 

0.22 

0.01 

0.00 

0.00 

0.00 

1.10 

0.59 

0.68 

0.151 

0.43 

0.81 







Non-command 

Younger Alluvium 

1.601 

0.45 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.07 

0.09 

0.014 

0.04 

0.08 


Rupa Ka Bas 

0805000400735800 

2.610 

Fresh 

Non-command 

Non-command 

Quartzite 

2.547 

1.96 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.15 

0.06 

0.16 

0.023 

0.45 

1.12 


Sarai 

0805000600752900 

1.214 

Saline 

Non-command 

Non-command 

Quartzite 

0.062 

0.30 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.06 


Sardarpura 

0805000400736300 

7.764 

Fresh 

Non-command 

Non-command 

Quartzite 

1.243 

2.06 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.01 

0.011 

0.07 

0.17 


Sephara Gunwar 

0805000400735500 

8.243 

Fresh 

Non-command 

Non-command 

Quartzite 

8.084 

1.02 

0.020 

0.11 

0.00 

0.00 

0.00 

0.00 

0.27 

0.11 

0.36 

0.073 

0.45 

1.12 


Shree Krishan Naga 

0805000400734500 

4.040 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.002 

0.80 

0.120 

0.29 

0.01 

0.00 

0.00 

0.00 

0.66 

0.36 

1.10 

0.036 

0.48 

0.89 


Sunari 

0805000400735400 

6.814 

Fresh 

Non-command 

Non-command 

Quartzite 

6.814 

0.46 

0.020 

0.15 

0.01 

0.00 

0.00 

0.00 

0.20 

0.08 

0.50 

0.062 

0.46 

1.15 


Surpura 

0805000600753000 

1.777 

Saline 

Non-command 

Non-command 

Quartzite 

1.675 

0.26 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.05 

0.016 

0.43 

1.10 


Todi 

0805000600749200 

8.848 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.822 

-0.23 

0.100 

0.42 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.61 

0.055 

0.29 

0.52 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Gudha Gorji 

0805000600749700 

0.18 

1.72 

- 

1.72 

0.01 

1.73 

0.07 

0.49 

0.27 

0.0400 

- 

- 

- 

0.040 

0.310 

2.036 

0.204 

1.832 

1.222 

66.71 

Safe 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.025 

3,155.07 

Over Exploited 

Hardiya 

0805000400735600 

0.09 

0.19 

(41.73) 

0.16 

0.02 

0.18 

0.07 

0.53 

0.03 

0.0200 

- 

- 

0.017 

0.037 

0.064 

0.241 

0.012 

0.229 

0.454 

198.50 

Over Exploited 

Haripura 

0805000600752800 

0.08 

0.01 

(49.68) 

0.01 

- 

0.01 

0.02 

0.17 

0.00 

- 

- 

- 

- 

- 

0.002 

0.011 

0.001 

0.011 

0.040 

365.14 

Over Exploited 



0.08 

0.05 

(75.35) 

0.04 

- 

0.04 

0.04 

0.34 

0.01 

- 

- 

- 

- 

- 

0.006 

0.047 

0.002 

0.044 

0.057 

129.62 

Over Exploited 

Heerwana 

0805000600751300 

0.18 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.076 

3,048.92 

Over Exploited 



0.22 

0.45 

- 

0.45 

0.01 

0.46 

0.07 

0.49 

0.07 

0.0400 

- 

- 

- 

0.040 

0.111 

0.568 

0.057 

0.511 

1.223 

239.37 

Over Exploited 

Hukampura 

0805000600749300 

0.18 

0.11 

- 

0.11 

0.00 

0.11 

0.04 

0.28 

0.02 

0.0100 

- 

- 

0.003 

0.013 

0.030 

0.139 

0.014 

0.125 

0.369 

294.91 

Over Exploited 

Indrapura 

0805000600750000 

0.18 

0.00 

2,646.85 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.021 

2,186.93 

Over Exploited 

Jaitpura 

0805000600749800 

0.18 

0.27 

- 

0.27 

0.01 

0.28 

0.03 

0.23 

0.04 

0.0300 

- 

- 

- 

0.030 

0.073 

0.352 

0.035 

0.317 

0.956 

301.65 

Over Exploited 



0.08 

0.05 

- 

0.05 

0.01 

0.06 

0.02 

0.15 

0.01 

0.0200 

- 

- 

- 

0.020 

0.028 

0.088 

0.009 

0.079 

0.461 

584.45 

Over Exploited 

Jodhpura 

0805000600752700 

0.08 

0.07 

(237.65) 

0.05 

- 

0.05 

0.04 

0.32 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.073 

0.004 

0.069 

0.264 

382.58 

Over Exploited 



0.08 

0.01 

19.99 

0.01 

- 

0.01 

0.01 

0.13 

0.00 

- 

- 

- 

- 

- 

0.001 

0.015 

0.001 

0.015 

0.076 

520.89 

Over Exploited 

Kakrana 

0805000600751500 

0.18 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.004 

0.115 

2,929.10 

Over Exploited 



0.22 

0.62 

- 

0.62 

0.02 

0.64 

0.06 

0.44 

0.10 

0.0600 

- 

- 

- 

0.060 

0.156 

0.797 

0.080 

0.718 

1.694 

236.12 

Over Exploited 



0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kalota 

0805000400734800 

0.20 

0.03 

521.24 

0.03 

- 

0.03 

0.02 

0.13 

0.00 

0.0100 

- 

- 

- 

0.010 

0.015 

0.049 

0.002 

0.046 

0.237 

512.63 

Over Exploited 



0.09 

0.10 

101,879.66 

0.12 

0.01 

0.13 

0.05 

0.36 

0.02 

0.0200 

- 

- 

- 

0.020 

0.037 

0.167 

0.008 

0.159 

0.542 

341.03 

Over Exploited 

Kankariya 

0805000400735200 

0.09 

0.55 

(68.99) 

0.44 

0.01 

0.45 

0.06 

0.52 

0.07 

0.0200 

- 

- 

0.007 

0.027 

0.102 

0.555 

0.028 

0.528 

0.748 

141.89 

Over Exploited 

Ked with Gopalpura 

0805000600747200 

0.22 

0.07 

14.32 

0.08 

- 

0.08 

0.02 

0.12 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.096 

0.005 

0.091 

0.426 

467.23 

Over Exploited 

Keerpura 

0805000600747600 

0.22 

0.19 

- 

0.19 

0.04 

0.23 

0.07 

0.53 

0.03 

0.1100 

- 

- 

- 

0.110 

0.140 

0.366 

0.037 

0.329 

3.029 

919.88 

Over Exploited 

Kerwali 

0813000601744300 

0.08 

0.16 

- 

0.16 

0.00 

0.17 

0.06 

0.50 

0.02 

- 

- 

- 

0.001 

0.001 

0.022 

0.188 

0.019 

0.169 

0.068 

40.11 

Safe 

Kharwason Ki Dhani 

0805000600749500 

0.18 

0.00 

3,195.82 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.042 

19,198.59 

Over Exploited 



0.08 

0.11 

(480.47) 

0.13 

0.01 

0.14 

0.05 

0.40 

0.02 

0.0400 

- 

- 

- 

0.040 

0.056 

0.194 

0.010 

0.184 

1.004 

545.48 

Over Exploited 

Khatkar 

0805000600747700 

0.18 

0.06 

24.28 

0.07 

0.01 

0.08 

0.01 

0.10 

0.01 

0.0200 

- 

- 

- 

0.020 

0.029 

0.109 

0.005 

0.104 

0.496 

477.45 

Over Exploited 



0.22 

0.41 

(46.64) 

0.33 

0.02 

0.35 

0.03 

0.23 

0.07 

0.0500 

- 

- 

0.007 

0.057 

0.124 

0.476 

0.024 

0.452 

1.528 

337.84 

Over Exploited 

Khedaro Ki Dhani 

0805000600749400 

0.18 

0.78 

(73.70) 

0.62 

0.02 

0.64 

0.07 

0.48 

0.12 

0.0500 

- 

- 

0.003 

0.053 

0.175 

0.818 

0.041 

0.777 

1.549 

199.21 

Over Exploited 



0.22 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

457.99 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.085 

3,478.30 

Over Exploited 

Khoh 

0805000600751900 

0.08 

0.19 

275,960.10 

0.15 

- 

0.15 

0.04 

0.32 

0.03 

0.0100 

- 

- 

- 

0.010 

0.036 

0.185 

0.009 

0.176 

0.439 

249.64 

Over Exploited 

Kishorpura 

0805000600751100 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.001 

0.005 

0.090 

1,970.66 

Over Exploited 



0.08 

0.13 

- 

0.13 

0.00 

0.13 

0.06 

0.47 

0.02 

0.0100 

- 

- 

0.001 

0.011 

0.031 

0.163 

0.016 

0.146 

0.428 

291.97 

Over Exploited 

Kotra 

0813000601744200 

0.08 

0.17 

(95.29) 

0.14 

0.00 

0.14 

0.06 

0.51 

0.02 

- 

- 

- 

0.004 

0.004 

0.025 

0.164 

0.008 

0.156 

0.083 

53.15 

Safe 

Madhogarh 

0805000400734900 

0.20 

0.05 

363.15 

0.07 

- 

0.07 

0.01 

0.10 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.084 

0.004 

0.080 

0.243 

305.16 

Over Exploited 



0.09 

0.44 

76,899.21 

0.35 

0.01 

0.36 

0.06 

0.43 

0.07 

0.0300 

- 

- 

- 

0.030 

0.099 

0.461 

0.023 

0.438 

0.854 

194.89 

Over Exploited 

Mainpura 

0805000600747500 

0.18 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.022 

11,720.29 

Over Exploited 



0.22 

0.78 

- 

0.78 

0.02 

0.80 

0.07 

0.52 

0.13 

0.0600 

- 

- 

- 

0.060 

0.186 

0.987 

0.099 

0.888 

1.756 

197.74 

Over Exploited 

Makri 

0813000601744700 

0.08 

0.02 

9.36 

0.03 

0.00 

0.03 

0.02 

0.16 

0.00 

- 

- 

- 

0.001 

0.001 

0.004 

0.030 

0.001 

0.028 

0.061 

218.14 

Over Exploited 

Manaksas 

0805000600752400 

0.08 

0.01 

5.98 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.002 

0.018 

0.001 

0.017 

0.155 

889.86 

Over Exploited 

Mandana 

0805000400736100 

0.09 

0.09 

(16.99) 

0.07 

- 

0.07 

0.06 

0.44 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.096 

0.005 

0.091 

0.171 

187.22 

Over Exploited 

Mandawara 

0805000600752000 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.023 

4,799.90 

Over Exploited 

Mandoli 

0813000601744400 

0.08 

0.04 

(58.73) 

0.03 

- 

0.03 

0.02 

0.17 

0.00 

- 

- 

- 

- 

- 

0.005 

0.036 

0.002 

0.034 

0.051 

150.69 

Over Exploited 

Mawanda Khurd 

0813000601745000 

0.08 

0.03 

131.68 

0.03 

0.00 

0.03 

0.01 

0.12 

0.00 

- 

- 

- 

0.001 

0.001 

0.004 

0.038 

0.002 

0.036 

0.120 

330.12 

Over Exploited 

Morki 

0805000400734300 

0.20 

0.00 

1,317.94 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.041 

1,303.49 

Over Exploited 



0.09 

0.04 

24,067.72 

0.05 

0.01 

0.06 

0.03 

0.23 

0.01 

0.0200 

- 

- 

- 

0.020 

0.027 

0.089 

0.004 

0.084 

0.209 

248.21 

Over Exploited 

Nagli Deepsingh 

0805000600747300 

0.18 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.22 

0.32 

- 

0.32 

0.00 

0.32 

0.05 

0.34 

0.05 

0.0100 

- 

- 

0.001 

0.011 

0.064 

0.383 

0.038 

0.344 

0.425 

123.45 

Over Exploited 

Napawali 

0813000601744900 

0.08 

0.00 

234.83 

0.00 

0.00 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

0.000 

- 

0.000 

0.003 

0.000 

0.003 

0.015 

568.31 

Over Exploited 

Naya Bas 

0813000601744100 

0.08 

0.09 

(90.12) 

0.07 

0.00 

0.07 

0.04 

0.36 

0.01 

- 

- 

- 

0.004 

0.004 

0.015 

0.088 

0.004 

0.083 

0.042 

50.93 

Safe 

Neori 

0805000600751700 

0.22 

0.01 

219.06 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.024 

0.001 

0.023 

0.145 

634.42 

Over Exploited 



0.08 

0.19 

(59.10) 

0.15 

0.01 

0.16 

0.06 

0.45 

0.03 

0.0200 

- 

- 

- 

0.020 

0.048 

0.212 

0.011 

0.201 

0.527 

262.17 

Over Exploited 

Norangpura 

0805000400735300 

0.09 

0.35 

7,245.29 

0.28 

0.01 

0.29 

0.06 

0.49 

0.05 

0.0200 

- 

- 

- 

0.020 

0.065 

0.353 

0.018 

0.335 

0.629 

187.95 

Over Exploited 

Padewa 

0805000400735100 

0.09 

0.30 

(67.53) 

0.24 

0.01 

0.25 

0.07 

0.52 

0.04 

0.0200 

- 

- 

- 

0.020 

0.063 

0.312 

0.016 

0.296 

0.495 

167.27 

Over Exploited 

Ponkh 

0805000600751000 

0.08 

0.16 

########## 

0.18 

0.01 

0.19 

0.03 

0.26 

0.02 

0.0300 

- 

- 

- 

0.030 

0.054 

0.247 

0.012 

0.234 

1.115 

475.63 

Over Exploited 

Posana 

0805000600749000 

0.18 

0.45 

- 

0.45 

0.02 

0.47 

0.06 

0.43 

0.07 

0.0500 

- 

- 

0.002 

0.052 

0.124 

0.594 

0.059 

0.535 

1.518 

284.07 

Over Exploited 

Raghunathpura 

0805000600748900 

0.18 

0.20 

- 

0.20 

0.01 

0.22 

0.03 

0.22 

0.03 

0.0200 

- 

- 

0.003 

0.023 

0.055 

0.271 

0.027 

0.243 

0.609 

249.91 

Over Exploited 

Rajivpura 

0805000600752500 

0.08 

0.01 

57.71 

0.01 

- 

0.01 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.006 

0.030 

469.61 

Over Exploited 

Ranasar 

0813000601743800 

0.08 

0.00 

265.32 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.020 

1,233.12 

Over Exploited 

Rasoolpur 

0805000400734600 

0.20 

1.43 

(59.15) 

1.15 

0.01 

1.16 

0.07 

0.50 

0.24 

0.0300 

- 

- 

- 

0.030 

0.271 

1.428 

0.071 

1.356 

0.829 

61.11 

Safe 



0.22 

0.01 

400.74 

0.02 

- 

0.02 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.002 

0.020 

0.001 

0.019 

0.102 

541.49 

Over Exploited 

Rupa Ka Bas 

0805000400735800 

0.09 

0.10 

(42.88) 

0.08 

0.00 

0.09 

0.06 

0.50 

0.01 

0.0100 

- 

- 

0.005 

0.015 

0.028 

0.114 

0.006 

0.108 

0.178 

165.11 

Over Exploited 

Sarai 

0805000600752900 

0.08 

0.00 

75.10 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.005 

3,182.80 

Over Exploited 

Sardarpura 

0805000400736300 

0.09 

0.01 

227.25 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.011 

0.022 

207.87 

Over Exploited 

Sephara Gunwar 

0805000400735500 

0.09 

0.33 

(166.18) 

0.26 

- 

0.26 

0.06 

0.51 

0.04 

0.0100 

- 

- 

- 

0.010 

0.052 

0.314 

0.016 

0.298 

0.433 

145.42 

Over Exploited 

Shree Krishan Naga 

0805000400734500 

0.20 

0.38 

(6.31) 

0.36 

0.01 

0.37 

0.08 

0.56 

0.07 

0.0400 

- 

- 

- 

0.040 

0.105 

0.474 

0.024 

0.450 

1.133 

251.61 

Over Exploited 

Sunari 

0805000400735400 

0.09 

0.28 

(71.77) 

0.22 

0.01 

0.24 

0.06 

0.51 

0.04 

0.0200 

- 

- 

0.004 

0.024 

0.060 

0.296 

0.015 

0.281 

0.565 

200.63 

Over Exploited 

Surpura 

0805000600753000 

0.08 

0.06 

(80.56) 

0.05 

- 

0.05 

0.05 

0.48 

0.01 

- 

- 

- 

- 

- 

0.007 

0.053 

0.003 

0.051 

0.068 

133.68 

Over Exploited 

Todi 

0805000600749200 

0.18 

0.30 

- 

0.30 

0.02 

0.32 

0.05 

0.33 

0.05 

0.0600 

- 

- 

- 

0.060 

0.108 

0.429 

0.043 

0.386 

1.666 

431.04 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 

Sub Basin: Mendha | 

01003013 

Amarpura 

0813000401706200 

2.406 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.607 

-1.02 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.005 

0.09 

0.15 


Banoora 

0813000401705500 

22.467 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.510 

-0.48 

0.100 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.37 

0.054 

0.11 

0.19 


Bhilai 

0814001001890800 

4.879 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.879 

-0.60 

0.080 

0.44 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.70 

0.032 

0.36 

0.64 


Charanwas 

0814001001889800 

9.913 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.770 

-0.08 

0.080 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.53 

0.057 

0.32 

0.57 


Daulpura 

0813000401719000 

10.115 

Fresh 

Non-command 

Non-command 

Quartzite 

0.013 

-0.43 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Deonagar 

0814001001890600 

2.981 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.359 

-0.51 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.002 

0.04 

0.08 







Non-command 

Quartzite 

1.425 

-0.51 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.009 

0.17 

0.31 


Gandhi Gram 

0814001001890400 

5.516 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.114 

-0.69 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 







Non-command 

Quartzite 

1.248 

-0.69 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.008 

0.08 

0.14 


Ghatwa 

0814001001890100 

6.645 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.300 

-0.76 

0.080 

0.52 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.01 

0.041 

0.35 

0.59 







Non-command 

Quartzite 

0.024 

-0.76 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Godiawas 

0813000401705700 

8.509 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.509 

-0.60 

0.100 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.071 

0.37 

0.63 


Gothra Tagalan 

0813000301699300 

14.635 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.885 

-0.27 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.031 

0.10 

0.17 







Non-command 

Quartzite 

0.983 

-0.27 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.008 

0.03 

0.04 


Hudeel 

0814001001889600 

13.970 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.301 

-0.14 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.009 

0.03 

0.06 


Jeejot 

0814001001890500 

7.200 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.559 

-0.58 

0.080 

0.41 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.58 

0.043 

0.33 

0.58 







Non-command 

Quartzite 

0.641 

-0.58 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.004 

0.03 

0.06 


Khatiwas 

0813000401705600 

7.221 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.557 

-0.45 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.046 

0.28 

0.48 







Non-command 

Quartzite 

0.877 

-0.45 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.007 

0.04 

0.08 


Khoranda 

0814001001890700 

4.685 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.063 

-0.54 

0.080 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.49 

0.027 

0.31 

0.55 


Khorandi 

0814001001890000 

13.042 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.572 

-0.41 

0.080 

0.41 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.53 

0.082 

0.35 

0.61 


Kotra 

0814001001890900 

7.556 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.941 

-0.61 

0.080 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.48 

0.032 

0.23 

0.43 







Non-command 

Quartzite 

1.311 

-0.61 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.009 

0.06 

0.11 


Lalas 

0814001001889900 

17.960 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.046 

-0.15 

0.080 

0.84 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

3.25 

0.085 

0.26 

0.47 


Lamba 

0814001001891100 

8.200 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.308 

-0.66 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.009 

0.06 

0.10 


Lora Ka Bas 

0814001001891200 

2.749 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.645 

-0.63 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.004 

0.08 

0.15 


Manji Ki Dhani 

0814001001890200 

4.198 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.198 

-0.74 

0.080 

0.34 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.33 

0.027 

0.37 

0.62 


Motipura 

0813000401706600 

4.854 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.558 

-0.65 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.013 

0.12 

0.19 







Non-command 

Quartzite 

0.495 

-0.65 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.004 

0.04 

0.06 


Mudiyawas 

0813000401706100 

5.275 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.275 

-0.92 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.044 

0.37 

0.61 


Nalot 

0814001001891300 

15.377 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.382 

-0.69 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.002 

0.01 

0.02 


Neemawas 

0813000401713300 

11.112 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.193 

-0.29 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.01 

0.01 







Non-command 

Quartzite 

0.149 

-0.29 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Rar Ki Dhani 

0813000401706000 

1.576 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.576 

-0.68 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.013 

0.37 

0.62 


Riksa 

0814001001890300 

5.295 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.375 

-0.96 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.016 

0.17 

0.27 


Roopgarh 

0813000401706500 

11.661 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.006 

-0.03 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

1.712 

-0.03 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.014 

0.05 

0.09 


Sulyawas 

0813000401705900 

13.317 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.811 

-0.78 

0.100 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.56 

0.099 

0.33 

0.55 


Todas 

0814001001889500 

24.068 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.011 

-0.54 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Tuli Ka Charanbas 

0813000401706400 

2.796 

Fresh 

Non-command 

Non-command 

Quartzite 

0.931 

-0.21 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.008 

0.12 

0.20 

01003014 

Adani 

0814000801867100 

6.327 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.455 

0.30 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.03 

0.06 







Non-command 

Quartzite 

0.013 

0.30 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhanwata 

0814001001895700 

16.293 

Fresh 

Non-command 

Non-command 

Older Alluvium 

15.922 

-0.46 

0.080 

1.16 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

4.52 

0.104 

0.37 

0.50 


Bhooni 

0814001001898600 

15.823 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.700 

-0.33 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.011 

0.04 

0.05 







Non-command 

Quartzite 

1.314 

-0.33 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.009 

0.03 

0.04 


Bidiyad 

0814000801865600 

28.620 

Fresh 

Non-command 

Non-command 

Quartzite 

0.219 

-0.09 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 


Budhdeopura 

0814001001903200 

4.636 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.030 

0.47 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

3.616 

0.47 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.08 

0.024 

0.30 

0.50 


Charnawas 

0814000801866500 

6.657 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.714 

0.82 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.004 

0.04 

0.09 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.524 

0.82 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.003 

0.03 

0.06 


Deeppura 

0814001001895100 

4.612 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.035 

-0.31 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Deoli Khurd 

0814000801866300 

8.700 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.291 

0.83 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.14 

0.07 

0.09 

0.047 

0.36 

0.75 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.370 

0.83 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.02 

0.03 


Dhathana 

0814001001899100 

3.138 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.138 

-0.07 

0.080 

0.33 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

1.29 

0.021 

0.39 

0.44 


Dhonkaliya 

0814000801866400 

14.918 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.632 

0.84 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.07 

0.015 

0.07 

0.13 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

5.995 

0.84 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.12 

0.06 

0.11 

0.034 

0.15 

0.29 







Non-command 

Quartzite 

0.600 

0.84 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.003 

0.02 

0.03 


Dirdhani 

0814000801865900 

9.319 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.126 

0.68 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.006 

0.05 

0.09 







Non-command 

Quartzite 

4.432 

0.68 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.03 

0.02 

0.025 

0.18 

0.36 


Gangwa 

0814000801865800 

19.799 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.335 

0.54 

0.015 

0.09 

0.00 

0.00 

0.00 

0.00 

0.17 

0.08 

0.28 

0.053 

0.18 

0.38 







Non-command 

Quartzite 

4.276 

0.54 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.03 

0.06 

0.024 

0.08 

0.17 


Gogor 

0814001001898700 

7.780 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.780 

-0.43 

0.080 

0.22 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.82 

0.051 

0.39 

0.45 


Gugarwar 

0814001001897000 

12.996 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.087 

-0.89 

0.080 

0.26 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.98 

0.033 

0.14 

0.25 


Hanumanpura 

0814001001897200 

12.977 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.973 

0.09 

0.080 

0.24 

0.03 

0.00 

0.00 

0.20 

0.10 

0.08 

0.87 

0.085 

0.39 

0.47 


Haripura 

0814001001898100 

6.724 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.724 

-0.56 

0.080 

0.58 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.25 

0.044 

0.38 

0.52 


Haritpura 

0814001001895000 

2.041 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.805 

-0.30 

0.080 

0.37 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.48 

0.012 

0.34 

0.46 


Hariya Joon 

0814001001903500 

10.618 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.163 

0.67 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.014 

0.08 

0.12 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 


Sub Basin: Mendha | 

Amarpura 

0813000401706200 

0.12 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.11 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.001 

0.007 

0.079 

1,110.04 

Over Exploited 

Banoora 

0813000401705500 

0.12 

0.08 

- 

0.08 

- 

0.08 

0.02 

0.12 

0.01 

0.0100 

- 

- 

- 

0.010 

0.023 

0.107 

0.011 

0.097 

0.421 

435.89 

Over Exploited 

Bhilai 

0814001001890800 

0.15 

0.26 

- 

0.26 

0.02 

0.28 

0.06 

0.42 

0.04 

0.0600 

- 

- 

0.001 

0.061 

0.104 

0.388 

0.039 

0.349 

1.732 

496.10 

Over Exploited 

Charanwas 

0814001001889800 

0.15 

0.43 

- 

0.43 

0.01 

0.44 

0.05 

0.38 

0.07 

0.0200 

- 

- 

- 

0.020 

0.088 

0.525 

0.052 

0.472 

0.591 

125.17 

Over Exploited 

Daulpura 

0813000401719000 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Deonagar 

0814001001890600 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.063 

2,590.60 

Over Exploited 



0.06 

0.01 

- 

0.01 

- 

0.01 

0.03 

0.20 

0.00 

- 

- 

- 

- 

- 

0.002 

0.017 

0.002 

0.015 

0.098 

661.45 

Over Exploited 

Gandhi Gram 

0814001001890400 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.06 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.001 

0.006 

0.027 

429.65 

Over Exploited 

Ghatwa 

0814001001890100 

0.15 

0.33 

- 

0.33 

0.03 

0.36 

0.06 

0.40 

0.05 

0.0800 

- 

- 

0.001 

0.081 

0.134 

0.492 

0.049 

0.442 

2.051 

463.56 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Godiawas 

0813000401705700 

0.12 

0.37 

- 

0.37 

- 

0.37 

0.06 

0.43 

0.06 

0.0100 

- 

- 

- 

0.010 

0.070 

0.445 

0.044 

0.400 

0.365 

91.24 

Critical 

Gothra Tagalan 

0813000301699300 

0.10 

0.04 

- 

0.04 

- 

0.04 

0.02 

0.11 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.054 

0.005 

0.049 

0.281 

574.10 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.055 

3,572.59 

Over Exploited 

Hudeel 

0814001001889600 

0.15 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.001 

0.007 

0.070 

999.50 

Over Exploited 

Jeejot 

0814001001890500 

0.15 

0.32 

- 

0.32 

0.02 

0.34 

0.05 

0.38 

0.05 

0.0600 

- 

- 

0.001 

0.061 

0.113 

0.458 

0.046 

0.413 

1.627 

394.36 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.052 

4,023.43 

Over Exploited 

Khatiwas 

0813000401705600 

0.12 

0.19 

- 

0.19 

- 

0.19 

0.05 

0.33 

0.03 

0.0100 

- 

- 

- 

0.010 

0.040 

0.229 

0.023 

0.206 

0.263 

127.97 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.031 

1,277.45 

Over Exploited 

Khoranda 

0814001001890700 

0.15 

0.19 

- 

0.19 

0.01 

0.20 

0.05 

0.36 

0.03 

0.0200 

- 

- 

- 

0.020 

0.051 

0.251 

0.025 

0.226 

0.517 

228.72 

Over Exploited 

Khorandi 

0814001001890000 

0.15 

0.66 

- 

0.66 

0.02 

0.68 

0.06 

0.41 

0.11 

0.0600 

- 

- 

- 

0.060 

0.166 

0.844 

0.084 

0.760 

1.614 

212.39 

Over Exploited 

Kotra 

0814001001890900 

0.15 

0.17 

- 

0.17 

0.01 

0.18 

0.04 

0.27 

0.03 

0.0200 

- 

- 

- 

0.020 

0.048 

0.231 

0.023 

0.208 

0.516 

248.41 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.005 

0.046 

906.28 

Over Exploited 

Lalas 

0814001001889900 

0.15 

0.52 

- 

0.52 

0.04 

0.56 

0.04 

0.31 

0.08 

0.1200 

- 

- 

- 

0.120 

0.203 

0.761 

0.076 

0.685 

3.336 

487.35 

Over Exploited 

Lamba 

0814001001891100 

0.15 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.002 

0.013 

0.001 

0.012 

0.070 

595.72 

Over Exploited 

Lora Ka Bas 

0814001001891200 

0.15 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.018 

0.002 

0.017 

0.186 

1,119.32 

Over Exploited 

Manji Ki Dhani 

0814001001890200 

0.15 

0.23 

- 

0.23 

0.02 

0.25 

0.06 

0.42 

0.04 

0.0500 

- 

- 

0.003 

0.053 

0.090 

0.343 

0.034 

0.309 

1.358 

440.32 

Over Exploited 

Motipura 

0813000401706600 

0.12 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.14 

0.00 

- 

- 

- 

- 

- 

0.004 

0.026 

0.003 

0.023 

0.072 

310.95 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.020 

1,720.46 

Over Exploited 

Mudiyawas 

0813000401706100 

0.12 

0.23 

- 

0.23 

0.00 

0.23 

0.06 

0.43 

0.04 

0.0100 

- 

- 

0.003 

0.013 

0.050 

0.285 

0.029 

0.257 

0.354 

138.05 

Over Exploited 

Nalot 

0814001001891300 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.043 

8,260.04 

Over Exploited 

Neemawas 

0813000401713300 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

1,027.90 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

2,666.84 

Over Exploited 

Rar Ki Dhani 

0813000401706000 

0.12 

0.07 

- 

0.07 

- 

0.07 

0.06 

0.42 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.090 

0.009 

0.081 

0.224 

275.73 

Over Exploited 

Riksa 

0814001001890300 

0.15 

0.06 

- 

0.06 

0.00 

0.06 

0.03 

0.19 

0.01 

0.0100 

- 

- 

0.003 

0.013 

0.023 

0.084 

0.008 

0.076 

0.269 

354.53 

Over Exploited 

Roopgarh 

0813000401706500 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.006 

0.058 

1,006.74 

Over Exploited 

Sulyawas 

0813000401705900 

0.12 

0.46 

- 

0.46 

0.01 

0.47 

0.05 

0.38 

0.07 

0.0200 

- 

- 

0.002 

0.022 

0.096 

0.569 

0.057 

0.512 

0.655 

127.91 

Over Exploited 

Todas 

0814001001889500 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Tuli Ka Charanbas 

0813000401706400 

0.06 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.14 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.001 

0.007 

0.082 

1,142.48 

Over Exploited 

Adani 

0814000801867100 

0.08 

0.00 

(8.08) 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.003 

265.79 

Over Exploited 



0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhanwata 

0814001001895700 

0.15 

0.90 

- 

0.90 

0.06 

0.96 

0.05 

0.43 

0.13 

0.1700 

- 

- 

0.004 

0.174 

0.302 

1.260 

0.126 

1.134 

4.622 

407.43 

Over Exploited 

Bhooni 

0814001001898600 

0.15 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.022 

0.002 

0.020 

0.223 

1,120.44 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.053 

2,017.46 

Over Exploited 

Bidiyad 

0814000801865600 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

3,710.63 

Over Exploited 

Budhdeopura 

0814001001903200 

0.07 

0.00 

1,858.50 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.06 

121,300.48 

0.05 

- 

0.05 

0.04 

0.34 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.070 

0.003 

0.066 

0.107 

160.90 

Over Exploited 

Charnawas 

0814000801866500 

0.08 

0.00 

78.45 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.016 

554.80 

Over Exploited 



0.08 

0.00 

142.18 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.011 

703.58 

Over Exploited 

Deeppura 

0814001001895100 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Deoli Khurd 

0814000801866300 

0.08 

0.24 

(71.12) 

0.19 

- 

0.19 

0.05 

0.40 

0.03 

0.0100 

- 

- 

- 

0.010 

0.040 

0.231 

0.012 

0.219 

0.132 

60.27 

Safe 



0.08 

0.00 

364.09 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

351.51 

Over Exploited 

Dhathana 

0814001001899100 

0.15 

0.18 

- 

0.18 

0.05 

0.23 

0.05 

0.45 

0.03 

0.1500 

- 

- 

- 

0.150 

0.176 

0.409 

0.041 

0.369 

1.311 

355.62 

Over Exploited 

Dhonkaliya 

0814000801866400 

0.08 

0.01 

96.42 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.029 

0.001 

0.027 

0.088 

322.20 

Over Exploited 



0.08 

0.07 

(17.87) 

0.06 

- 

0.06 

0.02 

0.17 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.079 

0.004 

0.076 

0.144 

190.75 

Over Exploited 



0.06 

0.00 

49,826.27 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.006 

1,156.77 

Over Exploited 

Dirdhani 

0814000801865900 

0.08 

0.00 

397.98 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.006 

227.92 

Over Exploited 



0.06 

0.05 

(27.23) 

0.04 

- 

0.04 

0.02 

0.20 

0.01 

- 

- 

- 

- 

- 

0.006 

0.044 

0.002 

0.042 

0.044 

104.85 

Over Exploited 

Gangwa 

0814000801865800 

0.08 

0.13 

3,829.48 

0.10 

- 

0.10 

0.02 

0.20 

0.02 

0.0100 

- 

- 

- 

0.010 

0.026 

0.131 

0.007 

0.124 

0.333 

268.11 

Over Exploited 



0.06 

0.02 

55,208.47 

0.02 

- 

0.02 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.003 

0.027 

0.001 

0.025 

0.082 

323.36 

Over Exploited 

Gogor 

0814001001898700 

0.15 

0.45 

- 

0.45 

0.01 

0.46 

0.05 

0.44 

0.06 

0.0300 

- 

- 

0.001 

0.031 

0.095 

0.560 

0.056 

0.504 

0.868 

172.27 

Over Exploited 

Gugarwar 

0814001001897000 

0.15 

0.11 

- 

0.11 

0.01 

0.12 

0.02 

0.16 

0.02 

0.0400 

- 

- 

0.001 

0.041 

0.058 

0.178 

0.018 

0.160 

1.015 

633.95 

Over Exploited 

Hanumanpura 

0814001001897200 

0.15 

0.76 

(88.90) 

0.61 

0.23 

0.84 

0.05 

0.44 

0.10 

0.1000 

- 

- 

0.304 

0.404 

0.509 

1.348 

0.067 

1.281 

0.951 

74.22 

Semi Critical 

Haripura 

0814001001898100 

0.15 

0.38 

- 

0.38 

0.03 

0.42 

0.06 

0.44 

0.06 

0.0800 

- 

- 

0.001 

0.082 

0.137 

0.553 

0.055 

0.498 

2.291 

460.42 

Over Exploited 

Haritpura 

0814001001895000 

0.15 

0.09 

- 

0.09 

0.02 

0.11 

0.05 

0.39 

0.01 

0.0600 

- 

- 

- 

0.060 

0.073 

0.185 

0.019 

0.167 

1.489 

892.16 

Over Exploited 

Hariya Joon 

0814001001903500 

0.07 

0.01 

(28.07) 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.002 

0.016 

0.001 

0.015 

0.022 

147.32 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 







Non-command 

Quartzite 

1.670 

0.67 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.011 

0.06 

0.09 


Heerani 

0814001001895400 

7.043 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.653 

-0.31 

0.080 

0.56 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.18 

0.043 

0.36 

0.48 


Indali 

0814001001898000 

23.728 

Fresh 

Non-command 

Non-command 

Older Alluvium 

21.446 

-0.64 

0.080 

0.84 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

3.17 

0.140 

0.34 

0.52 







Non-command 

Quartzite 

1.317 

-0.64 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.009 

0.02 

0.03 


Indokha 

0814001001898300 

8.390 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.063 

-0.34 

0.080 

0.31 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.19 

0.053 

0.37 

0.47 







Non-command 

Quartzite 

0.304 

-0.34 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.01 

0.02 


Jasrana 

0814001001894100 

7.700 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.767 

-0.34 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.005 

0.04 

0.06 


Joosri 

0814000901884400 

35.079 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.051 

-0.01 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

1.543 

-0.01 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.009 

0.02 

0.03 


Kalkala Ki Dhani 

0814000801866200 

6.600 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.856 

0.84 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.12 

0.07 

0.20 

0.033 

0.34 

0.63 


Kankariya 

0814001001898200 

4.578 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.578 

-0.40 

0.080 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.76 

0.030 

0.38 

0.50 


Kasari 

0814001001903300 

11.896 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

11.574 

0.79 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.17 

0.10 

0.02 

0.076 

0.37 

0.63 







Non-command 

Quartzite 

0.123 

0.79 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 


Kerpura 

0814001001898800 

5.398 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.398 

-0.31 

0.080 

0.55 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.15 

0.035 

0.39 

0.47 


Khariya 

0814001001894900 

1.493 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.493 

-0.30 

0.080 

0.23 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.90 

0.010 

0.39 

0.51 


Khokar 

0814000801867000 

6.462 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.047 

0.64 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.04 

0.012 

0.12 

0.26 


Kishorpura 

0814000801865700 

8.702 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

-0.05 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

1.084 

-0.05 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.006 

0.05 

0.10 


Kuchaman City (M) 

0814001041411000 

24.732 

Fresh 

Non-command 

Non-command 

Older Alluvium 

18.812 

-0.28 

0.080 

2.02 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

7.21 

0.671 

0.29 

0.40 


Kukanwali 

0814001001896800 

13.811 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

-1.09 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Lakhji Ka Bas 

0814001001895200 

5.361 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.606 

-0.30 

0.080 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.44 

0.030 

0.33 

0.44 


Lichana 

0814001001898900 

23.635 

Fresh 

Non-command 

Non-command 

Older Alluvium 

20.526 

-0.30 

0.080 

1.08 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

4.16 

0.134 

0.34 

0.38 


Makrana (M) 

0814000941410000 

37.123 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.181 

0.08 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.035 

0.00 

0.00 







Non-command 

Phyllite & Schist 

0.098 

0.08 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.019 

0.00 

0.00 







Non-command 

Quartzite 

0.504 

0.08 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.098 

0.01 

0.01 


Mamlodi 

0814001001899000 

4.363 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.363 

-0.12 

0.080 

0.30 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

1.16 

0.029 

0.39 

0.44 


Mandawara 

0814001001902800 

5.358 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.934 

0.34 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.006 

0.07 

0.09 







Non-command 

Quartzite 

1.362 

0.34 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.009 

0.10 

0.14 


Manglana 

0814000801866000 

11.555 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.744 

0.84 

0.015 

0.09 

0.01 

0.00 

0.00 

0.00 

0.20 

0.10 

0.28 

0.055 

0.32 

0.62 







Non-command 

Quartzite 

1.762 

0.84 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.03 

0.010 

0.06 

0.11 


Manpura 

0814001001895800 

6.580 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.897 

-0.82 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.006 

0.05 

0.08 


Meethri 

0814001001899200 

23.155 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.027 

-0.10 

0.080 

0.14 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.52 

0.013 

0.03 

0.04 


Motipura 

0814001001897300 

7.836 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.412 

-0.36 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.009 

0.06 

0.12 







Non-command 

Quartzite 

0.463 

-0.36 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.003 

0.02 

0.04 


Muwana 

0814001001897900 

13.614 

Fresh 

Non-command 

Non-command 

Quartzite 

0.041 

-0.14 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nakan 

0814000801866100 

7.309 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.008 

0.80 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.07 

0.04 

0.14 

0.017 

0.16 

0.29 







Non-command 

Quartzite 

4.079 

0.80 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.05 

0.09 

0.023 

0.21 

0.40 


Narayanpura 

0814001001903100 

8.761 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.602 

0.37 

0.015 

0.05 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.12 

0.056 

0.38 

0.57 







Non-command 

Quartzite 

0.000 

0.37 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ompura 

0814001001896900 

2.460 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.075 

-1.05 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.007 

0.16 

0.26 


Palara 

0814001001902900 

16.768 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.924 

0.17 

0.080 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.07 

0.14 

0.032 

0.11 

0.16 







Non-command 

Phyllite & Schist 

7.600 

0.17 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.09 

0.050 

0.18 

0.25 







Non-command 

Quartzite 

3.308 

0.17 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.022 

0.08 

0.11 


Palri 

0814001001902700 

8.262 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.139 

0.08 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.01 

0.01 


Panchota 

0814001001899300 

26.933 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.294 

-0.55 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.002 

0.00 

0.00 







Non-command 

Quartzite 

1.165 

-0.55 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.008 

0.02 

0.02 


Panwari 

0814001001894400 

6.302 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.888 

0.02 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.17 

0.032 

0.30 

0.41 







Non-command 

Quartzite 

0.920 

0.02 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.006 

0.06 

0.08 


Ramnagar 

0814001001894800 

5.053 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.053 

-0.30 

0.080 

0.38 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.47 

0.033 

0.39 

0.49 


Rampura 

0814001001891000 

1.850 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.850 

-0.29 

0.080 

0.32 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.26 

0.012 

0.39 

0.48 


Rewasa Dalelpura 

0814001001898400 

17.171 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.700 

-0.18 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.005 

0.02 

0.02 







Non-command 

Quartzite 

1.289 

-0.18 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.008 

0.03 

0.04 


Roonija 

0814000801866600 

15.374 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.007 

0.95 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

3.378 

0.95 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.02 

0.019 

0.08 

0.18 







Non-command 

Quartzite 

0.754 

0.95 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.004 

0.02 

0.04 


Sargoth 

0814001001894700 

11.939 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.939 

-0.14 

0.080 

0.51 

0.02 

0.00 

0.00 

0.11 

0.00 

0.00 

1.94 

0.078 

0.39 

0.47 


Shri Nagar 

0814001001895500 

0.462 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.462 

-0.30 

0.080 

0.25 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.00 

0.003 

0.39 

0.48 


Sidiyas 

0814001001903000 

13.224 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.587 

0.25 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.004 

0.02 

0.02 







Non-command 

Phyllite & Schist 

10.979 

0.25 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.02 

0.072 

0.32 

0.46 







Non-command 

Quartzite 

1.261 

0.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.008 

0.04 

0.05 


Sindhupura 

0814001001895600 

0.817 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.817 

-0.30 

0.080 

0.49 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.94 

0.005 

0.39 

0.50 


Sujanpura 

0814001001896000 

7.427 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.011 

-0.49 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Tirsingiya 

0814001001894500 

3.587 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.587 

0.10 

0.080 

0.03 

0.00 

0.00 

0.00 

0.02 

0.04 

0.03 

0.10 

0.023 

0.39 

0.50 


Torda 

0814001001894300 

20.226 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.318 

-0.25 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.022 

0.06 

0.09 







Non-command 

Quartzite 

1.572 

-0.25 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.010 

0.03 

0.04 

01003015 

Ajeetgarh 

0813000501742200 

13.528 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.109 

0.35 

0.100 

0.35 

0.01 

0.00 

0.00 

0.00 

0.49 

0.36 

0.79 

0.481 

0.16 

0.21 


Amarsar 

0812000301471200 

12.801 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.252 

0.42 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.13 

0.10 

0.28 

0.009 

0.05 

0.07 







Non-command 

Younger Alluvium 

1.144 

0.42 

0.150 

0.05 

0.00 

0.00 

0.00 

0.00 

0.12 

0.09 

0.20 

0.009 

0.05 

0.06 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.06 

0.01 

142.67 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.008 

0.017 

220.06 

Over Exploited 

Heerani 

0814001001895400 

0.15 

0.36 

- 

0.36 

0.03 

0.39 

0.05 

0.42 

0.05 

0.0800 

- 

- 

0.002 

0.082 

0.133 

0.528 

0.053 

0.475 

2.221 

467.71 

Over Exploited 

Indali 

0814001001898000 

0.15 

1.08 

- 

1.08 

0.04 

1.12 

0.05 

0.39 

0.16 

0.1200 

- 

- 

- 

0.120 

0.283 

1.405 

0.141 

1.265 

3.305 

261.30 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.067 

4,029.20 

Over Exploited 

Indokha 

0814001001898300 

0.15 

0.45 

- 

0.45 

0.01 

0.46 

0.05 

0.42 

0.06 

0.0400 

- 

- 

- 

0.040 

0.104 

0.561 

0.056 

0.505 

1.241 

245.84 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.013 

4,974.61 

Over Exploited 

Jasrana 

0814001001894100 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.015 

0.002 

0.014 

0.178 

1,316.85 

Over Exploited 

Joosri 

0814000901884400 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.037 

2,417.66 

Over Exploited 

Kalkala Ki Dhani 

0814000801866200 

0.08 

0.16 

(258.33) 

0.13 

0.01 

0.14 

0.04 

0.38 

0.02 

0.0200 

- 

- 

- 

0.020 

0.040 

0.177 

0.009 

0.168 

0.228 

135.83 

Over Exploited 

Kankariya 

0814001001898200 

0.15 

0.26 

- 

0.26 

0.01 

0.27 

0.06 

0.44 

0.04 

0.0300 

- 

- 

- 

0.030 

0.068 

0.341 

0.034 

0.307 

0.786 

256.11 

Over Exploited 

Kasari 

0814001001903300 

0.07 

0.30 

(67.55) 

0.24 

- 

0.24 

0.05 

0.42 

0.04 

- 

- 

- 

- 

- 

0.040 

0.282 

0.014 

0.267 

0.093 

34.64 

Safe 



0.06 

0.00 

3,647.65 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Kerpura 

0814001001898800 

0.15 

0.31 

- 

0.31 

0.03 

0.34 

0.05 

0.44 

0.04 

0.0800 

- 

- 

0.001 

0.081 

0.125 

0.470 

0.047 

0.423 

2.183 

515.90 

Over Exploited 

Khariya 

0814001001894900 

0.15 

0.09 

- 

0.09 

0.01 

0.10 

0.05 

0.44 

0.01 

0.0300 

- 

- 

- 

0.030 

0.042 

0.139 

0.014 

0.125 

0.909 

727.40 

Over Exploited 

Khokar 

0814000801867000 

0.08 

0.02 

(30.52) 

0.02 

0.00 

0.02 

0.01 

0.13 

0.00 

- 

- 

- 

0.000 

0.000 

0.003 

0.018 

0.001 

0.017 

0.053 

305.84 

Over Exploited 

Kishorpura 

0814000801865700 

0.08 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.006 

201.43 

Over Exploited 

Kuchaman City (M) 

0814001041411000 

0.15 

0.83 

- 

0.83 

0.09 

0.92 

0.04 

0.34 

0.12 

0.2700 

- 

- 

- 

0.270 

0.386 

1.305 

0.131 

1.175 

7.876 

670.40 

Over Exploited 

Kukanwali 

0814001001896800 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Lakhji Ka Bas 

0814001001895200 

0.15 

0.23 

- 

0.23 

0.01 

0.24 

0.05 

0.38 

0.03 

0.0200 

- 

- 

0.001 

0.021 

0.053 

0.292 

0.029 

0.263 

0.473 

179.75 

Over Exploited 

Lichana 

0814001001898900 

0.15 

1.04 

- 

1.04 

0.05 

1.09 

0.05 

0.39 

0.15 

0.1600 

- 

- 

0.002 

0.162 

0.308 

1.402 

0.140 

1.262 

4.292 

340.17 

Over Exploited 

Makrana (M) 

0814000941410000 

0.15 

0.00 

11,386.97 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.035 

55,286.01 

Over Exploited 



0.04 

0.00 

135,300.06 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.019 

######### 

Over Exploited 



0.06 

0.00 

10,548.30 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.104 

56,279.81 

Over Exploited 

Mamlodi 

0814001001899000 

0.15 

0.26 

- 

0.26 

0.04 

0.30 

0.05 

0.44 

0.04 

0.1300 

- 

- 

0.001 

0.131 

0.166 

0.462 

0.046 

0.416 

1.184 

284.52 

Over Exploited 

Mandawara 

0814001001902800 

0.07 

0.00 

139.52 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.023 

411.64 

Over Exploited 



0.06 

0.01 

(225.71) 

0.01 

- 

0.01 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.010 

0.031 

305.48 

Over Exploited 

Manglana 

0814000801866000 

0.08 

0.25 

(58.41) 

0.20 

0.01 

0.21 

0.04 

0.36 

0.03 

0.0300 

- 

- 

- 

0.030 

0.062 

0.271 

0.014 

0.258 

0.335 

130.07 

Over Exploited 



0.06 

0.01 

230.47 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.008 

0.040 

518.75 

Over Exploited 

Manpura 

0814001001895800 

0.15 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.018 

0.002 

0.016 

0.221 

1,366.47 

Over Exploited 

Meethri 

0814001001899200 

0.15 

0.01 

- 

0.01 

0.02 

0.03 

0.00 

0.04 

0.00 

0.0600 

- 

- 

- 

0.060 

0.061 

0.092 

0.009 

0.083 

0.536 

648.72 

Over Exploited 

Motipura 

0814001001897300 

0.15 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.026 

0.003 

0.023 

0.207 

890.90 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.028 

4,564.16 

Over Exploited 

Muwana 

0814001001897900 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nakan 

0814000801866100 

0.08 

0.04 

(5.69) 

0.04 

0.01 

0.05 

0.02 

0.18 

0.00 

0.0200 

- 

- 

- 

0.020 

0.025 

0.070 

0.004 

0.067 

0.152 

227.14 

Over Exploited 



0.06 

0.05 

64,739.38 

0.05 

- 

0.05 

0.03 

0.24 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.068 

0.003 

0.065 

0.117 

181.62 

Over Exploited 

Narayanpura 

0814001001903100 

0.07 

0.23 

(71.18) 

0.18 

- 

0.18 

0.05 

0.43 

0.03 

0.0100 

- 

- 

- 

0.010 

0.041 

0.224 

0.011 

0.212 

0.172 

81.09 

Semi Critical 



0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ompura 

0814001001896900 

0.15 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.19 

0.00 

- 

- 

- 

- 

- 

0.004 

0.030 

0.003 

0.027 

0.109 

402.32 

Over Exploited 

Palara 

0814001001902900 

0.15 

0.08 

(19.53) 

0.07 

0.01 

0.08 

0.02 

0.13 

0.01 

0.0200 

- 

- 

- 

0.020 

0.031 

0.109 

0.005 

0.104 

0.167 

161.26 

Over Exploited 



0.07 

0.09 

(55.31) 

0.07 

- 

0.07 

0.02 

0.20 

0.01 

0.0100 

- 

- 

- 

0.010 

0.023 

0.098 

0.005 

0.093 

0.141 

151.83 

Over Exploited 



0.06 

0.02 

(1.89) 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.002 

0.017 

0.001 

0.016 

0.050 

307.91 

Over Exploited 

Palri 

0814001001902700 

0.15 

0.00 

6,368.55 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.020 

11,518.55 

Over Exploited 

Panchota 

0814001001899300 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.021 

10,858.24 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.036 

3,106.88 

Over Exploited 

Panwari 

0814001001894400 

0.15 

0.22 

(80.24) 

0.18 

- 

0.18 

0.04 

0.34 

0.03 

0.0100 

- 

- 

- 

0.010 

0.040 

0.217 

0.011 

0.206 

0.205 

99.49 

Critical 



0.06 

0.00 

(90.41) 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.017 

610.58 

Over Exploited 

Ramnagar 

0814001001894800 

0.15 

0.29 

- 

0.29 

0.02 

0.31 

0.05 

0.44 

0.04 

0.0600 

- 

- 

- 

0.060 

0.101 

0.415 

0.042 

0.374 

1.504 

402.28 

Over Exploited 

Rampura 

0814001001891000 

0.15 

0.11 

- 

0.11 

0.02 

0.13 

0.05 

0.44 

0.02 

0.0500 

- 

- 

0.003 

0.053 

0.068 

0.198 

0.020 

0.178 

1.272 

714.84 

Over Exploited 

Rewasa Dalelpura 

0814001001898400 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.063 

3,748.59 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.041 

2,029.66 

Over Exploited 

Roonija 

0814000801866600 

0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.02 

19.43 

0.03 

- 

0.03 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.003 

0.029 

0.001 

0.028 

0.042 

151.07 

Over Exploited 



0.06 

0.00 

10,916.66 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.007 

820.16 

Over Exploited 

Sargoth 

0814001001894700 

0.15 

0.70 

- 

0.70 

0.13 

0.83 

0.05 

0.44 

0.10 

0.0700 

- 

- 

0.171 

0.241 

0.338 

1.169 

0.117 

1.052 

2.022 

192.13 

Over Exploited 

Shri Nagar 

0814001001895500 

0.15 

0.03 

- 

0.03 

0.01 

0.04 

0.05 

0.44 

0.00 

0.0400 

- 

- 

- 

0.040 

0.044 

0.081 

0.008 

0.073 

1.007 

1,387.94 

Over Exploited 

Sidiyas 

0814001001903000 

0.15 

0.00 

428.38 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.004 

199.73 

Over Exploited 



0.07 

0.25 

(80.14) 

0.20 

- 

0.20 

0.04 

0.37 

0.03 

- 

- 

- 

- 

- 

0.033 

0.231 

0.012 

0.220 

0.089 

40.40 

Safe 



0.06 

0.00 

53.89 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.008 

232.47 

Over Exploited 

Sindhupura 

0814001001895600 

0.15 

0.05 

- 

0.05 

0.02 

0.07 

0.05 

0.44 

0.01 

0.0700 

- 

- 

- 

0.070 

0.077 

0.144 

0.014 

0.130 

1.944 

1,499.31 

Over Exploited 

Sujanpura 

0814001001896000 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Tirsingiya 

0814001001894500 

0.15 

0.21 

(84.57) 

0.17 

0.02 

0.18 

0.05 

0.44 

0.03 

0.0100 

- 

- 

0.024 

0.034 

0.063 

0.246 

0.012 

0.234 

0.119 

51.05 

Safe 

Torda 

0814001001894300 

0.15 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.046 

0.005 

0.041 

0.272 

658.79 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.043 

1,495.77 

Over Exploited 

Ajeetgarh 

0813000501742200 

0.15 

0.10 

269.62 

0.12 

0.01 

0.13 

0.02 

0.18 

0.01 

0.0300 

- 

- 

- 

0.030 

0.043 

0.170 

0.009 

0.162 

1.266 

782.35 

Over Exploited 

Amarsar 

0812000301471200 

0.15 

0.01 

953.94 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.023 

0.001 

0.022 

0.288 

1,333.93 

Over Exploited 



0.15 

0.01 

1,056.37 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.021 

0.001 

0.020 

0.207 

1,053.00 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Anatpura 

081300050174150C 

6.493 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.493 

0.51 

0.100 

0.24 

0.01 

0.00 

0.00 

0.00 

0.56 

0.38 

0.85 

0.074 

0.49 

0.73 


Arniya 

0813000501740500 

14.676 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.147 

-0.35 

0.100 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.67 

0.047 

0.13 

0.20 







Non-command 

Younger Alluvium 

10.529 

-0.35 

0.150 

0.63 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.36 

0.120 

0.34 

0.51 


Aspura 

0813000501741700 

6.365 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.365 

0.41 

0.100 

0.20 

0.01 

0.00 

0.00 

0.00 

0.45 

0.30 

0.69 

0.072 

0.50 

0.76 


Bagariyavas 

0813000501740400 

7.492 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.122 

-0.29 

0.100 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.59 

0.047 

0.26 

0.42 







Non-command 

Younger Alluvium 

3.370 

-0.29 

0.150 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.71 

0.038 

0.21 

0.35 


Bharni 

0813000501736600 

11.522 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.594 

-0.41 

0.100 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.47 

0.052 

0.18 

0.29 


Bilandarpur 

0812000301472200 

8.879 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.795 

1.03 

0.150 

0.11 

0.01 

0.00 

0.00 

0.00 

0.38 

0.27 

0.43 

0.013 

0.10 

0.14 


Chak Hanutpura 

0812000301472000 

1.665 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.002 

0.53 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

1.664 

0.53 

0.150 

0.05 

0.00 

0.00 

0.00 

0.00 

0.18 

0.13 

0.19 

0.012 

0.50 

0.71 


Chak Mau 

0813000501737100 

0.834 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.747 

-0.35 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.009 

0.42 

0.71 


Dhabanwali 

0813000501739700 

2.795 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.993 

-0.21 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.023 

0.34 

0.59 


Divrala 

0813000501741600 

10.918 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.543 

0.44 

0.100 

0.46 

0.02 

0.00 

0.00 

0.00 

0.90 

0.63 

1.66 

0.120 

0.49 

0.69 







Non-command 

Younger Alluvium 

0.376 

0.44 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.09 

0.004 

0.02 

0.02 


Garh Taknet 

0813000501741800 

32.705 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.995 

0.38 

0.100 

0.18 

0.01 

0.00 

0.00 

0.00 

0.74 

0.49 

0.49 

0.171 

0.23 

0.35 


Geedawala 

0813000501739800 

7.182 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.695 

0.08 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.14 

0.031 

0.18 

0.32 


Ghatamdaswali 

0813000501740300 

7.450 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.450 

0.36 

0.100 

0.15 

0.01 

0.00 

0.00 

0.00 

0.40 

0.26 

0.48 

0.085 

0.49 

0.75 


Gurha 

0813000501736300 

7.700 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.192 

-0.40 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.01 

0.02 







Non-command 

Younger Alluvium 

1.749 

-0.40 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.020 

0.10 

0.16 


Hanspur 

0813000501737000 

12.068 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.850 

-0.37 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.010 

0.03 

0.06 


Hanutpura 

0812000301471900 

4.522 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.420 

0.49 

0.150 

0.18 

0.01 

0.00 

0.00 

0.00 

0.35 

0.25 

0.71 

0.018 

0.27 

0.37 


Holiya Ka Vas 

0813000501737300 

2.767 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.389 

-0.30 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.016 

0.24 

0.42 


Jalalpur 

0813000501740600 

10.979 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

8.009 

-0.37 

0.150 

0.27 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.96 

0.091 

0.35 

0.50 


Jodhpura 

0812000301471800 

3.261 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.041 

0.62 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Jugrajpura 

0813000501742300 

6.846 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.733 

0.43 

0.100 

0.12 

0.01 

0.00 

0.00 

0.00 

0.27 

0.20 

0.41 

0.042 

0.28 

0.38 







Non-command 

Younger Alluvium 

2.895 

0.43 

0.150 

0.10 

0.00 

0.00 

0.00 

0.00 

0.29 

0.21 

0.37 

0.033 

0.21 

0.30 


Kareeri 

0812000301472100 

8.410 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.792 

0.77 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.16 

0.11 

0.34 

0.006 

0.05 

0.07 







Non-command 

Younger Alluvium 

6.244 

0.77 

0.150 

0.54 

0.03 

0.00 

0.00 

0.00 

1.23 

0.86 

2.10 

0.047 

0.37 

0.52 


Khejroli 

0812000401480100 

26.908 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

8.187 

1.24 

0.080 

0.12 

0.00 

0.00 

0.00 

0.00 

0.93 

0.66 

0.37 

0.070 

0.15 

0.21 


Khurampura 

0813000501741300 

3.239 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.239 

0.48 

0.100 

0.25 

0.01 

0.00 

0.00 

0.00 

0.40 

0.26 

0.93 

0.037 

0.49 

0.73 


Kolwa 

0813000501741000 

5.576 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.576 

0.46 

0.150 

0.34 

0.02 

0.00 

0.00 

0.00 

0.70 

0.48 

1.27 

0.063 

0.48 

0.70 


Lisariya 

0813000501741400 

12.307 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.065 

0.87 

0.100 

0.15 

0.01 

0.00 

0.00 

0.00 

0.67 

0.46 

0.51 

0.069 

0.24 

0.35 







Non-command 

Younger Alluvium 

6.242 

0.87 

0.150 

0.20 

0.01 

0.00 

0.00 

0.00 

1.00 

0.69 

0.72 

0.071 

0.25 

0.36 


Mahroli 

0813000501736500 

13.533 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.344 

-0.45 

0.100 

0.23 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.82 

0.084 

0.25 

0.38 







Non-command 

Younger Alluvium 

2.085 

-0.45 

0.150 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.024 

0.07 

0.11 


Mandoosya 

0813000501741900 

8.982 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.511 

0.32 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.12 

0.017 

0.09 

0.12 


Mangarh 

0813000501742400 

10.001 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.007 

0.41 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mau 

0813000501736700 

15.609 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.800 

-0.32 

0.100 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.56 

0.134 

0.36 

0.57 







Non-command 

Younger Alluvium 

2.924 

-0.32 

0.150 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.033 

0.09 

0.14 


Mundru 

0813000501741100 

13.953 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.387 

0.68 

0.100 

0.18 

0.01 

0.00 

0.00 

0.00 

0.53 

0.36 

0.64 

0.061 

0.19 

0.27 







Non-command 

Younger Alluvium 

8.566 

0.68 

0.150 

0.38 

0.02 

0.00 

0.00 

0.00 

1.23 

0.83 

1.39 

0.097 

0.30 

0.44 


Nangal 

0813000501740200 

6.648 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.648 

0.05 

0.100 

0.33 

0.02 

0.00 

0.00 

0.00 

0.34 

0.21 

1.21 

0.076 

0.48 

0.80 


Nangal Bhim 

0813000501736900 

5.320 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.376 

-0.35 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.004 

0.03 

0.05 


Nathoosar 

0813000501740000 

8.496 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.165 

-0.16 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.025 

0.12 

0.19 







Non-command 

Younger Alluvium 

6.331 

-0.16 

0.150 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.64 

0.072 

0.36 

0.56 


Parasrampura 

0813000501740700 

15.700 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.190 

-0.57 

0.150 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.036 

0.10 

0.14 


Phootala 

0813000501741200 

7.124 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.572 

0.12 

0.100 

0.20 

0.01 

0.00 

0.00 

0.00 

0.25 

0.16 

0.74 

0.052 

0.31 

0.47 







Non-command 

Younger Alluvium 

2.552 

0.12 

0.150 

0.16 

0.01 

0.00 

0.00 

0.00 

0.20 

0.13 

0.62 

0.029 

0.17 

0.26 


Prithvipura 

0813000501737200 

6.999 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.449 

-0.36 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.016 

0.10 

0.17 


Ratanpura 

0813000501740100 

10.882 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.996 

-0.03 

0.100 

0.21 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.74 

0.068 

0.27 

0.42 







Non-command 

Younger Alluvium 

4.886 

-0.03 

0.150 

0.23 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.86 

0.056 

0.22 

0.35 


Reengus(M) 

0813000541308000 

25.166 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.001 

-0.33 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

2.933 

-0.33 

0.150 

0.22 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.343 

0.05 

0.08 


Sargoth 

0813000501740800 

9.107 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.135 

-0.71 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.002 

0.01 

0.01 


Shimarla Jageer 

0813000501740900 

8.511 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.276 

0.28 

0.150 

0.10 

0.00 

0.00 

0.00 

0.00 

0.15 

0.11 

0.38 

0.015 

0.07 

0.10 


Sri Madhopur (M) 

0813000541307000 

14.331 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.252 

-0.21 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.029 

0.01 

0.01 


Tilokpura 

0813000501739900 

9.079 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.167 

0.35 

0.100 

0.11 

0.00 

0.00 

0.00 

0.00 

0.33 

0.20 

0.33 

0.070 

0.33 

0.55 

01003016 

Abhawas 

0813000501735100 

20.880 

Fresh 

Non-command 

Non-command 

Older Alluvium 

16.332 

-1.24 

0.100 

0.53 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

1.88 

0.186 

0.31 

0.53 


Akhepura 

0813000401709300 

8.158 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.274 

-0.33 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.01 

0.03 


Aloda 

0813000401715900 

15.361 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.600 

0.10 

0.100 

0.23 

0.03 

0.00 

0.00 

0.00 

0.33 

0.19 

0.77 

0.105 

0.31 

0.55 







Non-command 

Quartzite 

2.761 

0.10 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.13 

0.023 

0.07 

0.12 


Anantpura 

0813000401718800 

3.144 

Fresh 

Non-command 

Non-command 

Quartzite 

0.108 

-0.01 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 


Badhala Ki Dhani 

0813000401710900 

2.901 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.901 

-0.45 

0.100 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.59 

0.024 

0.42 

0.74 


Bahadurpura 

0813000501728800 

11.459 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.571 

-0.08 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.027 

0.10 

0.17 


Bajyawas 

0813000401713700 

7.439 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.752 

-0.02 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.048 

0.28 

0.48 


Baloopura 

0813000401713800 

5.417 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.303 

-0.16 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.044 

0.36 

0.61 


Bamanvas @ Sajanpura 

0813000501728600 

5.785 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.381 

0.07 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.05 

0.014 

0.10 

0.18 







Non-command 

Quartzite 

0.587 

0.07 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.006 

0.04 

0.08 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Anatpura 

0813000501741500 

0.15 

0.48 

(20.85) 

0.39 

0.01 

0.40 

0.06 

0.56 

0.06 

0.0300 

- 

- 

0.001 

0.031 

0.093 

0.489 

0.024 

0.464 

0.924 

198.97 

Over Exploited 

Arniya 

0813000501740500 

0.15 

0.08 

- 

0.08 

0.01 

0.09 

0.02 

0.15 

0.01 

0.0300 

- 

- 

0.002 

0.032 

0.042 

0.137 

0.014 

0.123 

0.717 

583.70 

Over Exploited 



0.22 

0.78 

- 

0.78 

0.03 

0.81 

0.04 

0.38 

0.10 

0.0900 

- 

- 

0.000 

0.090 

0.189 

1.003 

0.100 

0.902 

2.480 

274.84 

Over Exploited 

Aspura 

0813000501741700 

0.15 

0.47 

(37.41) 

0.38 

0.01 

0.39 

0.07 

0.56 

0.06 

0.0300 

- 

- 

- 

0.030 

0.093 

0.482 

0.024 

0.458 

0.760 

165.95 

Over Exploited 

Bagariyavas 

0813000501740400 

0.15 

0.16 

- 

0.16 

0.01 

0.17 

0.03 

0.29 

0.02 

0.0200 

- 

- 

0.001 

0.022 

0.043 

0.214 

0.021 

0.193 

0.634 

328.44 

Over Exploited 



0.22 

0.16 

- 

0.16 

0.01 

0.17 

0.03 

0.24 

0.02 

0.0300 

- 

- 

0.000 

0.030 

0.051 

0.219 

0.022 

0.197 

0.748 

379.70 

Over Exploited 

Bharni 

0813000501736600 

0.15 

0.13 

- 

0.13 

0.01 

0.14 

0.02 

0.21 

0.02 

0.0200 

- 

- 

- 

0.020 

0.037 

0.173 

0.017 

0.156 

0.517 

332.12 

Over Exploited 

Bilandarpur 

0812000301472200 

0.15 

0.03 

901.36 

0.03 

0.01 

0.04 

0.01 

0.11 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.065 

0.003 

0.062 

0.445 

719.08 

Over Exploited 

Chak Hanutpura 

0812000301472000 

0.15 

0.00 

91,548.01 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.12 

2.80 

0.13 

- 

0.13 

0.06 

0.56 

0.02 

0.0100 

- 

- 

- 

0.010 

0.026 

0.154 

0.008 

0.146 

0.204 

139.71 

Over Exploited 

Chak Mau 

0813000501737100 

0.15 

0.05 

- 

0.05 

- 

0.05 

0.06 

0.48 

0.01 

- 

- 

- 

- 

- 

0.006 

0.053 

0.005 

0.048 

0.042 

86.51 

Semi Critical 

Dhabanwali 

0813000501739700 

0.15 

0.10 

- 

0.10 

- 

0.10 

0.05 

0.39 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.125 

0.013 

0.113 

0.218 

193.15 

Over Exploited 

Divrala 

0813000501741600 

0.15 

0.77 

(18.10) 

0.63 

0.02 

0.65 

0.06 

0.55 

0.10 

0.0600 

- 

- 

0.002 

0.062 

0.162 

0.813 

0.041 

0.773 

1.783 

230.80 

Over Exploited 



0.22 

0.00 

2,080.72 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.095 

5,271.59 

Over Exploited 

Garh Taknet 

0813000501741800 

0.15 

0.52 

(6.37) 

0.49 

0.01 

0.50 

0.03 

0.26 

0.07 

0.0200 

- 

- 

0.005 

0.025 

0.096 

0.599 

0.030 

0.569 

0.657 

115.34 

Over Exploited 

Geedawala 

0813000501739800 

0.15 

0.07 

(43.50) 

0.06 

- 

0.06 

0.02 

0.20 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.078 

0.004 

0.074 

0.175 

235.16 

Over Exploited 

Ghatamdaswali 

0813000501740300 

0.15 

0.55 

(51.86) 

0.44 

0.01 

0.45 

0.06 

0.55 

0.07 

0.0200 

- 

- 

0.000 

0.021 

0.092 

0.540 

0.027 

0.513 

0.563 

109.65 

Over Exploited 

Gurha 

0813000501736300 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.009 

2,748.45 

Over Exploited 



0.22 

0.04 

- 

0.04 

- 

0.04 

0.01 

0.12 

0.01 

- 

- 

- 

- 

- 

0.005 

0.045 

0.005 

0.041 

0.104 

255.59 

Over Exploited 

Hanspur 

0813000501737000 

0.15 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

0.04 

0.00 

- 

- 

- 

0.001 

0.001 

0.002 

0.007 

0.001 

0.006 

0.125 

1,958.65 

Over Exploited 

Hanutpura 

0812000301471900 

0.15 

0.10 

156.55 

0.12 

0.01 

0.13 

0.03 

0.30 

0.01 

0.0300 

- 

- 

0.001 

0.031 

0.043 

0.171 

0.009 

0.162 

0.725 

446.39 

Over Exploited 

Holiya Ka Vas 

0813000501737300 

0.15 

0.05 

- 

0.05 

- 

0.05 

0.03 

0.27 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.066 

0.007 

0.060 

0.192 

322.03 

Over Exploited 

Jalalpur 

0813000501740600 

0.22 

0.61 

- 

0.61 

0.01 

0.62 

0.04 

0.39 

0.07 

0.0400 

- 

- 

- 

0.040 

0.114 

0.732 

0.073 

0.659 

1.050 

159.34 

Over Exploited 

Jodhpura 

0812000301471800 

0.15 

0.00 

5,778.91 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.001 

0.006 

429.58 

Over Exploited 

Jugrajpura 

0813000501742300 

0.15 

0.16 

26.16 

0.19 

0.01 

0.20 

0.04 

0.31 

0.02 

0.0200 

- 

- 

0.001 

0.021 

0.041 

0.238 

0.012 

0.226 

0.456 

202.16 

Over Exploited 



0.22 

0.14 

51.49 

0.16 

0.00 

0.17 

0.03 

0.24 

0.02 

0.0100 

- 

- 

0.001 

0.011 

0.029 

0.194 

0.010 

0.184 

0.406 

220.22 

Over Exploited 

Kareeri 

0812000301472100 

0.15 

0.01 

1,964.82 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.017 

0.001 

0.016 

0.342 

2,078.51 

Over Exploited 



0.15 

0.34 

150.83 

0.41 

0.03 

0.44 

0.05 

0.41 

0.04 

0.0800 

- 

- 

- 

0.080 

0.123 

0.565 

0.028 

0.536 

2.145 

399.80 

Over Exploited 

Khejroli 

0812000401480100 

0.15 

0.18 

266.56 

0.22 

- 

0.22 

0.02 

0.16 

0.02 

0.0100 

- 

- 

- 

0.010 

0.031 

0.247 

0.012 

0.235 

0.441 

187.61 

Over Exploited 

Khurampura 

0813000501741300 

0.15 

0.24 

11.75 

0.26 

0.01 

0.27 

0.06 

0.55 

0.03 

0.0300 

- 

- 

- 

0.030 

0.060 

0.334 

0.017 

0.317 

0.969 

305.59 

Over Exploited 

Kolwa 

0813000501741000 

0.22 

0.59 

(17.75) 

0.48 

0.02 

0.50 

0.06 

0.54 

0.07 

0.0500 

- 

- 

0.002 

0.052 

0.124 

0.627 

0.031 

0.596 

1.334 

223.86 

Over Exploited 

Lisariya 

0813000501741400 

0.15 

0.22 

109.70 

0.26 

0.01 

0.27 

0.03 

0.27 

0.03 

0.0200 

- 

- 

- 

0.020 

0.047 

0.320 

0.016 

0.304 

0.576 

189.65 

Over Exploited 



0.22 

0.34 

103.13 

0.41 

0.01 

0.42 

0.03 

0.28 

0.04 

0.0300 

- 

- 

- 

0.030 

0.072 

0.490 

0.025 

0.466 

0.792 

170.12 

Over Exploited 

Mahroli 

0813000501736500 

0.15 

0.28 

- 

0.28 

0.01 

0.29 

0.03 

0.28 

0.04 

0.0300 

- 

- 

0.002 

0.032 

0.068 

0.356 

0.036 

0.320 

0.901 

281.22 

Over Exploited 



0.22 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.08 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.047 

0.005 

0.042 

0.328 

776.79 

Over Exploited 

Mandoosya 

0813000501741900 

0.15 

0.02 

228.08 

0.02 

- 

0.02 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.003 

0.027 

0.001 

0.025 

0.136 

535.71 

Over Exploited 

Mangarh 

0813000501742400 

0.15 

0.00 

58,440.22 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mau 

0813000501736700 

0.15 

0.63 

- 

0.63 

0.01 

0.64 

0.05 

0.40 

0.08 

0.0200 

- 

- 

- 

0.020 

0.102 

0.738 

0.074 

0.664 

0.695 

104.64 

Over Exploited 



0.22 

0.06 

- 

0.06 

- 

0.06 

0.01 

0.10 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.074 

0.007 

0.067 

0.225 

338.19 

Over Exploited 

Mundru 

0813000501741100 

0.15 

0.15 

140.21 

0.18 

0.01 

0.19 

0.02 

0.21 

0.02 

0.0200 

- 

- 

0.001 

0.021 

0.040 

0.231 

0.012 

0.220 

0.698 

318.13 

Over Exploited 



0.22 

0.56 

49.10 

0.67 

0.02 

0.69 

0.04 

0.33 

0.07 

0.0500 

- 

- 

0.001 

0.051 

0.121 

0.810 

0.041 

0.770 

1.490 

193.65 

Over Exploited 

Nangal 

0813000501740200 

0.15 

0.48 

(57.13) 

0.38 

0.02 

0.41 

0.06 

0.55 

0.06 

0.0500 

- 

- 

0.002 

0.052 

0.116 

0.522 

0.026 

0.496 

1.286 

259.39 

Over Exploited 

Nangal Bhim 

0813000501736900 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.037 

1,973.78 

Over Exploited 

Nathoosar 

0813000501740000 

0.15 

0.04 

- 

0.04 

0.00 

0.04 

0.02 

0.14 

0.01 

0.0100 

- 

- 

0.000 

0.010 

0.015 

0.055 

0.005 

0.049 

0.195 

393.63 

Over Exploited 



0.22 

0.49 

- 

0.49 

0.01 

0.51 

0.05 

0.40 

0.06 

0.0200 

- 

- 

0.000 

0.020 

0.085 

0.590 

0.059 

0.531 

0.709 

133.57 

Over Exploited 

Parasrampura 

0813000501740700 

0.22 

0.07 

- 

0.07 

- 

0.07 

0.01 

0.11 

0.01 

- 

- 

- 

- 

- 

0.008 

0.075 

0.008 

0.068 

0.154 

228.01 

Over Exploited 

Phootala 

0813000501741200 

0.15 

0.21 

(23.94) 

0.17 

0.01 

0.18 

0.04 

0.35 

0.03 

0.0300 

- 

- 

- 

0.030 

0.057 

0.236 

0.012 

0.224 

0.794 

354.04 

Over Exploited 



0.22 

0.10 

33.22 

0.12 

0.01 

0.13 

0.02 

0.19 

0.01 

0.0200 

- 

- 

- 

0.020 

0.032 

0.158 

0.008 

0.150 

0.646 

429.75 

Over Exploited 

Prithvipura 

0813000501737200 

0.15 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.11 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.034 

0.003 

0.031 

0.153 

502.61 

Over Exploited 

Ratanpura 

0813000501740100 

0.15 

0.24 

- 

0.24 

0.01 

0.25 

0.03 

0.30 

0.03 

0.0300 

- 

- 

0.001 

0.031 

0.062 

0.311 

0.031 

0.280 

0.810 

289.22 

Over Exploited 



0.22 

0.23 

- 

0.23 

0.01 

0.24 

0.03 

0.24 

0.03 

0.0300 

- 

- 

- 

0.030 

0.060 

0.303 

0.030 

0.273 

0.918 

336.43 

Over Exploited 

Reengus(M) 

0813000541308000 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.22 

0.03 

- 

0.03 

0.01 

0.04 

0.01 

0.06 

0.00 

0.0200 

- 

- 

- 

0.020 

0.024 

0.069 

0.007 

0.062 

0.771 

1,247.70 

Over Exploited 

Sargoth 

0813000501740800 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.027 

12,558.57 

Over Exploited 

Shimarla Jageer 

0813000501740900 

0.22 

0.02 

435.83 

0.02 

0.00 

0.02 

0.01 

0.08 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.013 

0.037 

0.002 

0.035 

0.397 

1,128.22 

Over Exploited 

Sri Madhopur (M) 

0813000541307000 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.036 

11,778.96 

Over Exploited 

Tilokpura 

0813000501739900 

0.15 

0.31 

(35.99) 

0.25 

0.00 

0.25 

0.04 

0.38 

0.04 

0.0100 

- 

- 

0.000 

0.010 

0.052 

0.298 

0.015 

0.283 

0.401 

141.77 

Over Exploited 

Abhawas 

0813000501735100 

0.15 

0.77 

- 

0.77 

0.07 

0.84 

0.05 

0.36 

0.11 

0.2100 

- 

- 

- 

0.210 

0.320 

1.155 

0.116 

1.040 

2.069 

198.95 

Over Exploited 

Akhepura 

0813000401709300 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.009 

1,992.73 

Over Exploited 

Aloda 

0813000401715900 

0.12 

0.47 

(60.65) 

0.38 

0.03 

0.41 

0.05 

0.36 

0.07 

0.0900 

- 

- 

- 

0.090 

0.163 

0.570 

0.029 

0.542 

0.875 

161.56 

Over Exploited 



0.06 

0.01 

120.49 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.025 

0.001 

0.024 

0.155 

644.04 

Over Exploited 

Anantpura 

0813000401718800 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Badhala Ki Dhani 

0813000401710900 

0.12 

0.14 

- 

0.14 

0.01 

0.16 

0.06 

0.48 

0.02 

0.0200 

- 

- 

0.001 

0.021 

0.043 

0.198 

0.020 

0.178 

0.614 

344.79 

Over Exploited 

Bahadurpura 

0813000501728800 

0.12 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.005 

0.034 

0.003 

0.031 

0.075 

241.84 

Over Exploited 

Bajyawas 

0813000401713700 

0.12 

0.20 

- 

0.20 

0.00 

0.20 

0.05 

0.33 

0.03 

0.0100 

- 

- 

0.001 

0.011 

0.043 

0.239 

0.024 

0.215 

0.257 

119.46 

Over Exploited 

Baloopura 

0813000401713800 

0.12 

0.23 

- 

0.23 

- 

0.23 

0.06 

0.42 

0.04 

0.0100 

- 

- 

- 

0.010 

0.047 

0.275 

0.027 

0.247 

0.134 

54.31 

Safe 

Bamanvas @ Sajanpura 

0813000501728600 

0.12 

0.02 

(3.74) 

0.02 

- 

0.02 

0.02 

0.12 

0.00 

- 

- 

- 

- 

- 

0.003 

0.019 

0.001 

0.018 

0.066 

363.68 

Over Exploited 



0.08 

0.00 

193.88 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.027 

1,017.63 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Banathala 

081300040171760C 

12.805 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.320 

-0.22 

0.100 

0.27 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.93 

0.103 

0.35 

0.61 


Baori 

0813000501735800 

11.950 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.942 

-0.96 

0.100 

0.34 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.20 

0.125 

0.44 

0.71 


Barsinghpura 

0813000401711200 

6.891 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.854 

0.63 

0.100 

0.13 

0.01 

0.00 

0.00 

0.00 

0.55 

0.31 

0.46 

0.057 

0.40 

0.71 







Non-command 

Quartzite 

0.037 

0.63 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 



0813000501727700 

5.011 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.018 

0.25 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bassi 

0813000501733200 

12.796 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.796 

0.57 

0.100 

0.48 

0.02 

0.00 

0.00 

0.00 

1.18 

0.68 

1.75 

0.134 

0.45 

0.79 


Bay 

0813000401717200 

11.825 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.825 

-0.27 

0.100 

0.38 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.80 

0.562 

0.36 

0.64 


Bhagwan Pura 

0813000401714600 

10.823 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.571 

0.07 

0.100 

0.12 

0.01 

0.00 

0.00 

0.00 

0.18 

0.10 

0.39 

0.080 

0.33 

0.58 







Non-command 

Quartzite 

1.253 

0.07 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.010 

0.04 

0.08 


Bharni 

0813000501736600 

11.522 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.834 

-0.41 

0.100 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.49 

0.055 

0.19 

0.31 


Bhawanipura 

0813000501734400 

5.619 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.619 

-0.64 

0.100 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.37 

0.064 

0.41 

0.69 


Bhojpur 

0813000501727600 

5.051 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.334 

-0.22 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.014 

0.12 

0.21 


Bhopatpura 

0813000501736100 

4.081 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.396 

-0.52 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.016 

0.15 

0.24 


Buchyasi 

0813000401717400 

5.603 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.353 

-0.34 

0.100 

0.16 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.58 

0.045 

0.34 

0.62 


Chainpura 

0813000401714400 

8.361 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.361 

-0.09 

0.100 

0.15 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.53 

0.070 

0.37 

0.65 


Chak Jairampura 

0813000501730600 

0.871 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.871 

-0.46 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.009 

0.45 

0.81 


Chak Jaswantpura 

0813000501732700 

2.208 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.208 

-0.37 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.025 

0.46 

0.84 


Chak Kailash 

0813000401717000 

3.235 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.235 

-0.29 

0.100 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.027 

0.37 

0.65 


Chak Khatundra 

0813000501728000 

2.299 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.683 

0.20 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.13 

0.018 

0.32 

0.57 


Chak Kishanpura 

0813000501730900 

1.579 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.120 

-0.42 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.03 

0.06 


Chak Ladhana 

0813000401711300 

2.172 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.859 

0.47 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.07 

0.016 

0.34 

0.61 







Non-command 

Quartzite 

0.313 

0.47 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.003 

0.06 

0.10 


Chak Majipura 

0813000401715400 

0.426 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.426 

0.17 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.004 

0.39 

0.70 


Chak Mau 

0813000501737100 

0.834 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.087 

-0.35 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.05 

0.08 


Chak Udaipura 

0813000501729100 

0.722 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.722 

-0.06 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.008 

0.43 

0.76 


Charanwas @ Gangabishan Ka Bas 

0813000501734600 

1.715 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.715 

-0.74 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.018 

0.43 

0.69 


Charanwas @ Gyandhyan Ka Bas 

0813000501734800 

1.713 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.713 

-0.54 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.019 

0.41 

0.68 


Charanwas@ Bhopat Ka Bas 

0813000501733400 

1.771 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.771 

-0.40 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.019 

0.44 

0.75 


Chomu Purohitan 

0813000501735000 

13.530 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.530 

-0.34 

0.100 

0.38 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

1.32 

0.154 

0.40 

0.68 


Dadiyarampura 

0813000501735200 

19.756 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.186 

-1.89 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.002 

0.00 

0.01 


Dantla 

0813000401713000 

12.808 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.677 

-0.22 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.039 

0.13 

0.23 







Non-command 

Quartzite 

7.290 

-0.22 

0.015 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.061 

0.21 

0.36 


Derawalidhani 

0813000501732900 

1.385 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.385 

-0.32 

0.100 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.016 

0.46 

0.81 


Devipura 

0813000501735500 

2.073 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.073 

-0.55 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.024 

0.43 

0.68 


Dhabanwali 

0813000501739700 

2.795 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.802 

-0.21 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.009 

0.14 

0.24 


Dhalyavas 

0813000501729800 

5.434 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.434 

1.16 

0.100 

0.23 

0.01 

0.00 

0.00 

0.00 

0.85 

0.49 

0.84 

0.057 

0.45 

0.78 


Dhani Chetandas 

0813000401711000 

2.286 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.286 

0.29 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.05 

0.10 

0.019 

0.40 

0.72 


Dheengpur 

0813000401714300 

8.257 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.257 

-0.17 

0.100 

0.26 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.94 

0.069 

0.37 

0.65 


Dheerajpura 

0813000501734500 

6.423 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.423 

-0.89 

0.100 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.66 

0.073 

0.42 

0.70 


Doodhwalon Ka Bas 

0813000501728700 

6.948 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.356 

0.00 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.035 

0.21 

0.37 


Dookiya 

0813000401715000 

19.087 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.856 

0.39 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.07 

0.07 

0.024 

0.06 

0.10 







Non-command 

Quartzite 

15.933 

0.39 

0.015 

0.12 

0.00 

0.00 

0.00 

0.00 

0.21 

0.12 

0.31 

0.133 

0.32 

0.57 


Dulthana 

0813000501729500 

4.122 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.122 

-0.29 

0.100 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.44 

0.043 

0.44 

0.76 


Fatehpura 

0813000501730200 

1.854 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.854 

-0.44 

0.100 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.48 

0.019 

0.45 

0.81 


Ganeshpura 

0813000401715300 

1.108 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.304 

0.61 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.10 

0.003 

0.11 

0.19 







Non-command 

Quartzite 

0.804 

0.61 

0.015 

0.05 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.20 

0.007 

0.28 

0.51 


Ganora 

0813000401712900 

13.114 

Fresh 

Non-command 

Non-command 

Quartzite 

8.786 

-0.03 

0.015 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.073 

0.25 

0.44 


Garh Bhopji 

0813000501737800 

4.832 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.287 

-0.06 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.003 

0.03 

0.06 


Garh Taknet 

0813000501741800 

32.705 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.056 

0.38 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.07 

0.023 

0.03 

0.05 


Geedawala 

0813000501739800 

7.182 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.488 

0.08 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.23 

0.051 

0.30 

0.53 


Gila Ki Dhani 

0813000401716600 

4.339 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.339 

-0.37 

0.100 

0.23 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.86 

0.036 

0.37 

0.66 


Gordhanpura 

0813000401715500 

8.245 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.245 

-0.12 

0.100 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.069 

0.40 

0.71 


Goriyan 

0813000501728400 

4.577 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.501 

0.13 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.17 

0.047 

0.43 

0.76 


Govindpura 

0813000501728900 

10.696 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.696 

-0.36 

0.100 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.61 

0.112 

0.42 

0.75 


Gowati 

0813000401715100 

8.394 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.114 

0.40 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.24 

0.018 

0.10 

0.18 







Non-command 

Quartzite 

6.020 

0.40 

0.015 

0.15 

0.01 

0.00 

0.00 

0.00 

0.18 

0.10 

0.52 

0.050 

0.28 

0.51 


Gyanpura 

0813000501733700 

9.125 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.125 

-0.69 

0.100 

0.23 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.81 

0.096 

0.43 

0.74 


Hanspur 

0813000501737000 

12.068 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.219 

-0.37 

0.100 

0.41 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.48 

0.128 

0.43 

0.75 


Hanumanpura 

0813000401716000 

2.620 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.620 

-0.24 

0.100 

0.08 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.022 

0.39 

0.68 


Heerwas 

0813000401713400 

5.228 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.834 

0.07 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.09 

0.024 

0.20 

0.33 







Non-command 

Quartzite 

0.085 

0.07 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Holiya Ka Vas 

0813000501737300 

2.767 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.378 

-0.30 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.016 

0.24 

0.41 


Jairampura 

0813000501730700 

9.099 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.922 

-0.37 

0.100 

0.30 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.08 

0.094 

0.44 

0.80 


Jajod 

0813000501729600 

8.768 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.768 

-0.65 

0.100 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.57 

0.092 

0.44 

0.76 


Jaloond 

0813000401714100 

9.704 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.704 

-0.17 

0.100 

0.21 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.73 

0.081 

0.36 

0.64 


Jankipura 

0813000501730000 

3.028 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.028 

0.33 

0.100 

0.12 

0.01 

0.00 

0.00 

0.00 

0.21 

0.12 

0.44 

0.032 

0.44 

0.78 


Jaswantpura 

0813000501732600 

4.797 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.797 

-0.33 

0.100 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.54 

0.055 

0.46 

0.87 


Jhamawas 

0813000401716200 

12.276 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.276 

-0.05 

0.100 

0.19 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.64 

0.103 

0.38 

0.66 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Banathala 

0813000401717600 

0.12 

0.51 

- 

0.51 

0.01 

0.52 

0.06 

0.40 

0.08 

0.0400 

- 

- 

0.001 

0.041 

0.124 

0.648 

0.065 

0.583 

1.037 

177.90 

Over Exploited 

Baori 

0813000501735800 

0.12 

0.62 

- 

0.62 

0.02 

0.64 

0.06 

0.49 

0.09 

0.0500 

- 

- 

0.002 

0.052 

0.137 

0.782 

0.078 

0.704 

1.325 

188.27 

Over Exploited 

Barsinghpura 

0813000401711200 

0.12 

0.33 

(6.20) 

0.31 

0.01 

0.32 

0.06 

0.45 

0.05 

0.0200 

- 

- 

- 

0.020 

0.068 

0.384 

0.019 

0.365 

0.520 

142.55 

Over Exploited 



0.08 

0.00 

4,679.28 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 


0813000501727700 

0.12 

0.00 

8,288.34 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bassi 

0813000501733200 

0.12 

0.69 

(1.92) 

0.68 

0.02 

0.70 

0.06 

0.51 

0.10 

0.0700 

- 

- 

- 

0.070 

0.168 

0.865 

0.043 

0.822 

1.883 

229.07 

Over Exploited 

Bay 

0813000401717200 

0.12 

0.52 

- 

0.52 

0.03 

0.55 

0.06 

0.42 

0.08 

0.0900 

- 

- 

0.004 

0.094 

0.177 

0.725 

0.073 

0.653 

1.358 

208.10 

Over Exploited 

Bhagwan Pura 

0813000401714600 

0.12 

0.38 

(73.67) 

0.30 

0.01 

0.31 

0.05 

0.38 

0.06 

0.0400 

- 

- 

0.003 

0.043 

0.102 

0.415 

0.021 

0.395 

0.466 

118.07 

Over Exploited 



0.06 

0.00 

91.92 

0.00 

0.00 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.005 

0.000 

0.005 

0.045 

890.75 

Over Exploited 

Bharni 

0813000501736600 

0.15 

0.14 

- 

0.14 

0.01 

0.15 

0.03 

0.22 

0.02 

0.0200 

- 

- 

- 

0.020 

0.038 

0.188 

0.019 

0.170 

0.544 

320.83 

Over Exploited 

Bhawanipura 

0813000501734400 

0.15 

0.35 

- 

0.35 

- 

0.35 

0.06 

0.47 

0.05 

0.0100 

- 

- 

- 

0.010 

0.060 

0.409 

0.041 

0.368 

0.438 

119.08 

Over Exploited 

Bhojpur 

0813000501727600 

0.12 

0.02 

- 

0.02 

0.00 

0.02 

0.02 

0.14 

0.00 

- 

- 

- 

0.001 

0.001 

0.004 

0.023 

0.002 

0.021 

0.134 

639.09 

Over Exploited 

Bhopatpura 

0813000501736100 

0.15 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.17 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.046 

0.005 

0.042 

0.243 

580.70 

Over Exploited 

Buchyasi 

0813000401717400 

0.12 

0.22 

- 

0.22 

0.02 

0.24 

0.06 

0.40 

0.04 

0.0700 

- 

- 

0.001 

0.071 

0.107 

0.349 

0.035 

0.314 

0.627 

199.75 

Over Exploited 

Chainpura 

0813000401714400 

0.12 

0.37 

- 

0.37 

0.02 

0.39 

0.06 

0.43 

0.06 

0.0600 

- 

- 

- 

0.060 

0.119 

0.509 

0.051 

0.458 

0.598 

130.61 

Over Exploited 

Chak Jairampura 

0813000501730600 

0.12 

0.05 

- 

0.05 

- 

0.05 

0.07 

0.52 

0.01 

- 

- 

- 

- 

- 

0.007 

0.054 

0.005 

0.048 

0.048 

99.38 

Critical 

Chak Jaswantpura 

0813000501732700 

0.15 

0.15 

- 

0.15 

- 

0.15 

0.06 

0.53 

0.02 

- 

- 

- 

- 

- 

0.021 

0.175 

0.017 

0.157 

0.058 

37.00 

Safe 

Chak Kailash 

0813000401717000 

0.12 

0.14 

- 

0.14 

0.01 

0.15 

0.06 

0.43 

0.02 

0.0200 

- 

- 

- 

0.020 

0.043 

0.195 

0.020 

0.176 

0.177 

100.75 

Over Exploited 

Chak Khatundra 

0813000501728000 

0.12 

0.07 

(36.58) 

0.05 

0.00 

0.05 

0.05 

0.37 

0.01 

- 

- 

- 

0.001 

0.001 

0.011 

0.064 

0.003 

0.061 

0.150 

245.89 

Over Exploited 

Chak Kishanpura 

0813000501730900 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.008 

1,616.13 

Over Exploited 

Chak Ladhana 

0813000401711300 

0.12 

0.08 

(24.01) 

0.06 

0.00 

0.06 

0.05 

0.39 

0.01 

- 

- 

- 

0.004 

0.004 

0.015 

0.079 

0.004 

0.075 

0.083 

110.13 

Over Exploited 



0.06 

0.00 

11.84 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.014 

1,055.03 

Over Exploited 

Chak Majipura 

0813000401715400 

0.12 

0.02 

(80.18) 

0.02 

- 

0.02 

0.06 

0.45 

0.00 

- 

- 

- 

- 

- 

0.003 

0.019 

0.001 

0.018 

0.010 

52.52 

Safe 

Chak Mau 

0813000501737100 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.008 

1,232.84 

Over Exploited 

Chak Udaipura 

0813000501729100 

0.12 

0.04 

- 

0.04 

- 

0.04 

0.06 

0.50 

0.01 

- 

- 

- 

- 

- 

0.006 

0.043 

0.004 

0.039 

0.027 

68.72 

Safe 

Charanwas @ Gangabishan Ka Bas 

0813000501734600 

0.12 

0.09 

- 

0.09 

- 

0.09 

0.06 

0.49 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.111 

0.011 

0.100 

0.162 

162.60 

Over Exploited 

Charanwas @ Gyandhyan Ka Bas 

0813000501734800 

0.15 

0.11 

- 

0.11 

- 

0.11 

0.06 

0.47 

0.01 

0.0100 

- 

- 

- 

0.010 

0.025 

0.131 

0.013 

0.118 

0.232 

196.81 

Over Exploited 

Charanwas@ Bhopat Ka Bas 

0813000501733400 

0.12 

0.09 

- 

0.09 

- 

0.09 

0.06 

0.51 

0.01 

- 

- 

- 

- 

- 

0.013 

0.108 

0.011 

0.097 

0.069 

70.76 

Semi Critical 

Chomu Purohitan 

0813000501735000 

0.15 

0.81 

- 

0.81 

0.05 

0.86 

0.06 

0.46 

0.12 

0.1500 

- 

- 

- 

0.150 

0.269 

1.130 

0.113 

1.017 

1.471 

144.64 

Over Exploited 

Dadiyarampura 

0813000501735200 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.024 

21,373.07 

Over Exploited 

Dantla 

0813000401713000 

0.12 

0.08 

- 

0.08 

- 

0.08 

0.02 

0.16 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.097 

0.010 

0.088 

0.212 

242.29 

Over Exploited 



0.06 

0.09 

- 

0.09 

- 

0.09 

0.03 

0.24 

0.01 

0.0100 

- 

- 

- 

0.010 

0.025 

0.116 

0.012 

0.104 

0.277 

265.35 

Over Exploited 

Derawalidhani 

0813000501732900 

0.15 

0.09 

- 

0.09 

0.01 

0.10 

0.06 

0.52 

0.01 

0.0200 

- 

- 

- 

0.020 

0.033 

0.138 

0.014 

0.124 

0.474 

381.25 

Over Exploited 

Devipura 

0813000501735500 

0.15 

0.13 

- 

0.13 

- 

0.13 

0.06 

0.49 

0.02 

- 

- 

- 

- 

- 

0.018 

0.152 

0.015 

0.137 

0.128 

93.25 

Critical 

Dhabanwali 

0813000501739700 

0.15 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.16 

0.00 

- 

- 

- 

- 

- 

0.002 

0.019 

0.002 

0.017 

0.085 

507.07 

Over Exploited 

Dhalyavas 

0813000501729800 

0.12 

0.29 

67.26 

0.35 

0.01 

0.36 

0.06 

0.51 

0.04 

0.0300 

- 

- 

0.001 

0.031 

0.073 

0.432 

0.022 

0.410 

0.897 

218.61 

Over Exploited 

Dhani Chetandas 

0813000401711000 

0.12 

0.11 

(50.82) 

0.09 

- 

0.09 

0.06 

0.46 

0.02 

- 

- 

- 

- 

- 

0.016 

0.105 

0.005 

0.100 

0.120 

120.03 

Over Exploited 

Dheengpur 

0813000401714300 

0.12 

0.36 

- 

0.36 

0.04 

0.41 

0.06 

0.43 

0.06 

0.1100 

- 

- 

0.004 

0.114 

0.171 

0.578 

0.058 

0.520 

1.005 

193.20 

Over Exploited 

Dheerajpura 

0813000501734500 

0.15 

0.41 

- 

0.41 

0.01 

0.42 

0.06 

0.48 

0.06 

0.0200 

- 

- 

- 

0.020 

0.077 

0.494 

0.049 

0.444 

0.732 

164.72 

Over Exploited 

Doodhwalon Ka Bas 

0813000501728700 

0.12 

0.08 

- 

0.08 

- 

0.08 

0.03 

0.24 

0.01 

0.0100 

- 

- 

- 

0.010 

0.023 

0.107 

0.011 

0.096 

0.280 

290.90 

Over Exploited 

Dookiya 

0813000401715000 

0.12 

0.02 

277.12 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.003 

0.027 

0.001 

0.025 

0.092 

363.56 

Over Exploited 



0.06 

0.31 

(60.82) 

0.24 

- 

0.24 

0.05 

0.37 

0.05 

0.0100 

- 

- 

- 

0.010 

0.057 

0.302 

0.015 

0.287 

0.446 

155.76 

Over Exploited 

Dulthana 

0813000501729500 

0.12 

0.22 

- 

0.22 

0.01 

0.23 

0.06 

0.50 

0.03 

0.0200 

- 

- 

- 

0.020 

0.052 

0.277 

0.028 

0.249 

0.485 

194.51 

Over Exploited 

Fatehpura 

0813000501730200 

0.12 

0.10 

- 

0.10 

0.01 

0.11 

0.07 

0.51 

0.01 

0.0200 

- 

- 

- 

0.020 

0.035 

0.144 

0.014 

0.130 

0.503 

388.25 

Over Exploited 

Ganeshpura 

0813000401715300 

0.12 

0.00 

448.52 

0.00 

- 

0.00 

0.02 

0.12 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.005 

0.099 

1,960.11 

Over Exploited 



0.06 

0.01 

133.93 

0.02 

- 

0.02 

0.04 

0.33 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.028 

0.001 

0.027 

0.207 

764.34 

Over Exploited 

Ganora 

0813000401712900 

0.06 

0.13 

- 

0.13 

0.01 

0.14 

0.04 

0.29 

0.02 

0.0200 

- 

- 

- 

0.020 

0.041 

0.181 

0.018 

0.163 

0.487 

298.70 

Over Exploited 

Garh Bhopji 

0813000501737800 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.051 

511.09 

Over Exploited 

Garh Taknet 

0813000501741800 

0.15 

0.01 

557.26 

0.01 

0.00 

0.01 

0.00 

0.04 

0.00 

- 

- 

- 

0.001 

0.002 

0.003 

0.016 

0.001 

0.015 

0.092 

623.51 

Over Exploited 

Geedawala 

0813000501739800 

0.15 

0.20 

(67.12) 

0.16 

0.00 

0.16 

0.04 

0.34 

0.03 

0.0100 

- 

- 

0.001 

0.011 

0.038 

0.200 

0.010 

0.190 

0.285 

149.83 

Over Exploited 

Gila Ki Dhani 

0813000401716600 

0.12 

0.19 

- 

0.19 

0.03 

0.22 

0.06 

0.43 

0.03 

0.1000 

- 

- 

0.001 

0.101 

0.131 

0.356 

0.036 

0.320 

0.900 

281.30 

Over Exploited 

Gordhanpura 

0813000401715500 

0.12 

0.40 

- 

0.40 

- 

0.40 

0.06 

0.46 

0.06 

0.0100 

- 

- 

- 

0.010 

0.070 

0.469 

0.047 

0.422 

0.376 

88.99 

Semi Critical 

Goriyan 

0813000501728400 

0.12 

0.23 

(71.13) 

0.19 

- 

0.19 

0.07 

0.49 

0.04 

0.0100 

- 

- 

- 

0.010 

0.045 

0.231 

0.012 

0.219 

0.220 

100.46 

Over Exploited 

Govindpura 

0813000501728900 

0.12 

0.54 

- 

0.54 

0.01 

0.55 

0.06 

0.49 

0.08 

0.0200 

- 

- 

- 

0.020 

0.102 

0.656 

0.066 

0.591 

0.722 

122.28 

Over Exploited 

Gowati 

0813000401715100 

0.12 

0.03 

241.39 

0.03 

- 

0.03 

0.01 

0.11 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.044 

0.002 

0.042 

0.256 

615.25 

Over Exploited 



0.06 

0.10 

(3.89) 

0.10 

0.01 

0.11 

0.04 

0.32 

0.02 

0.0200 

- 

- 

- 

0.020 

0.035 

0.143 

0.007 

0.135 

0.568 

419.51 

Over Exploited 

Gyanpura 

0813000501733700 

0.12 

0.47 

- 

0.47 

0.01 

0.48 

0.06 

0.49 

0.07 

0.0300 

- 

- 

- 

0.030 

0.098 

0.582 

0.058 

0.524 

0.902 

172.25 

Over Exploited 

Hanspur 

0813000501737000 

0.15 

0.72 

- 

0.72 

0.02 

0.74 

0.06 

0.49 

0.10 

0.0600 

- 

- 

0.002 

0.062 

0.161 

0.905 

0.091 

0.815 

1.604 

196.85 

Over Exploited 

Hanumanpura 

0813000401716000 

0.12 

0.12 

- 

0.12 

0.01 

0.13 

0.06 

0.45 

0.02 

0.0300 

- 

- 

- 

0.030 

0.048 

0.181 

0.018 

0.163 

0.333 

204.45 

Over Exploited 

Heerwas 

0813000401713400 

0.12 

0.07 

(57.32) 

0.05 

0.00 

0.06 

0.03 

0.23 

0.01 

- 

- 

- 

0.004 

0.004 

0.015 

0.072 

0.004 

0.068 

0.113 

164.75 

Over Exploited 



0.06 

0.00 

223.26 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Holiya Ka Vas 

0813000501737300 

0.15 

0.05 

- 

0.05 

- 

0.05 

0.03 

0.27 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.065 

0.007 

0.059 

0.185 

314.14 

Over Exploited 

Jairampura 

0813000501730700 

0.12 

0.47 

- 

0.47 

0.01 

0.49 

0.06 

0.51 

0.07 

0.0400 

- 

- 

0.003 

0.043 

0.111 

0.597 

0.060 

0.538 

1.177 

218.89 

Over Exploited 

Jajod 

0813000501729600 

0.12 

0.46 

- 

0.46 

0.01 

0.47 

0.06 

0.50 

0.07 

0.0200 

- 

- 

- 

0.020 

0.088 

0.558 

0.056 

0.502 

0.663 

132.03 

Over Exploited 

Jaloond 

0813000401714100 

0.12 

0.43 

- 

0.43 

0.03 

0.46 

0.06 

0.42 

0.07 

0.0800 

- 

- 

0.005 

0.085 

0.154 

0.612 

0.061 

0.551 

0.808 

146.66 

Over Exploited 

Jankipura 

0813000501730000 

0.12 

0.16 

(26.04) 

0.13 

0.01 

0.14 

0.07 

0.51 

0.02 

0.0200 

- 

- 

0.001 

0.021 

0.044 

0.183 

0.009 

0.174 

0.473 

272.02 

Over Exploited 

Jaswantpura 

0813000501732600 

0.15 

0.33 

- 

0.33 

0.01 

0.34 

0.06 

0.53 

0.05 

0.0200 

- 

- 

0.000 

0.020 

0.067 

0.410 

0.041 

0.369 

0.595 

160.96 

Over Exploited 

Jhamawas 

0813000401716200 

0.12 

0.56 

- 

0.56 

0.02 

0.58 

0.06 

0.44 

0.09 

0.0700 

- 

- 

0.001 

0.071 

0.157 

0.733 

0.073 

0.659 

0.739 

112.04 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Jorawar Nagar 

081300050173240C 

5.905 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.550 

-0.16 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.018 

0.12 

0.24 


Jurathra 

0813000301703000 

8.119 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.004 

-1.02 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kailash 

0813000401714200 

4.518 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.518 

-0.16 

0.100 

0.19 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.73 

0.038 

0.37 

0.64 


Kalyanpura 

0813000501733000 

1.484 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.484 

0.00 

0.100 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.67 

0.017 

0.45 

0.80 


Kalyanpura (Thoi) 

0813000501739500 

8.929 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.176 

0.29 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.17 

0.09 

0.26 

0.033 

0.17 

0.32 


Kancharra @ Kanchanpur 

0813000501732500 

21.499 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.219 

-0.30 

0.100 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.55 

0.128 

0.24 

0.45 


Kantiya 

0813000401713100 

10.891 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.970 

-0.27 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.050 

0.20 

0.34 







Non-command 

Quartzite 

3.292 

-0.27 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.028 

0.11 

0.19 


Kanwarpura 

0813000501727800 

2.328 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.782 

0.24 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.008 

0.15 

0.26 


Kasarda 

0813000501733500 

7.297 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.297 

-0.70 

0.100 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.68 

0.077 

0.44 

0.74 


Kerpura 

0813000401716700 

2.027 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.027 

-0.60 

0.100 

0.40 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

1.60 

0.017 

0.38 

0.66 


Kerpura @ Charanwas 

0813000401712500 

1.893 

Fresh 

Non-command 

Non-command 

Quartzite 

1.189 

0.28 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.06 

0.010 

0.24 

0.43 


Khachariya Was 

0813000401722400 

14.138 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.449 

-0.23 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.012 

0.04 

0.07 


Khaitwas 

0813000401714900 

3.508 

Fresh 

Non-command 

Non-command 

Quartzite 

3.428 

0.36 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.029 

0.37 

0.66 


Khanipura 

0813000501732800 

3.713 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.713 

-0.37 

0.100 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.042 

0.46 

0.83 


Khariyawas 

0813000401714700 

1.300 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.373 

0.01 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.003 

0.11 

0.19 







Non-command 

Quartzite 

0.927 

0.01 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.008 

0.26 

0.46 


Khatoo 

0813000401716100 

24.702 

Fresh 

Non-command 

Non-command 

Older Alluvium 

24.702 

-0.22 

0.100 

0.59 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

2.09 

0.207 

0.39 

0.67 


Khatundra 

0813000501728300 

1.797 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.057 

0.34 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 


Kheri Charnan 

0813000501729700 

3.618 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.618 

-0.59 

0.100 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.54 

0.038 

0.44 

0.77 


Khora 

0813000401714000 

5.501 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.313 

-0.19 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.044 

0.35 

0.61 


Kishanpura 

0813000501730800 

2.422 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.612 

-0.41 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.006 

0.11 

0.21 


Kochhor 

0813000401712400 

13.737 

Fresh 

Non-command 

Non-command 

Quartzite 

0.010 

0.00 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kotri (Shimarla) 

0813000501737400 

11.360 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.360 

-0.30 

0.100 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.63 

0.129 

0.47 

0.87 


Kotri Dhaylan 

0813000501735600 

10.702 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.836 

-0.46 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.032 

0.12 

0.18 


Ladhana 

0813000401711400 

9.445 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.428 

-0.21 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.037 

0.19 

0.35 


Ladpur 

0813000501733900 

4.280 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.280 

-0.38 

0.100 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.66 

0.045 

0.43 

0.74 


Ladpura 

0813000401716500 

7.925 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.925 

-0.15 

0.100 

0.27 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

1.01 

0.066 

0.37 

0.66 


Lakhni 

0813000501735700 

8.943 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.264 

-0.71 

0.100 

0.28 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.00 

0.087 

0.40 

0.64 


Lamiyan 

0813000401716800 

15.737 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.373 

-1.94 

0.100 

0.19 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.65 

0.078 

0.23 

0.39 


Lapuwa 

0813000501734700 

7.043 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.043 

-0.71 

0.100 

0.21 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.75 

0.080 

0.42 

0.69 


Likhma Ka Bas 

0813000401717300 

8.102 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.367 

-0.32 

0.100 

0.28 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

1.03 

0.062 

0.33 

0.59 


Madni 

0813000401715700 

14.465 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.465 

-0.52 

0.100 

0.14 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.121 

0.39 

0.69 


Maganpura 

0813000401713900 

9.075 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.075 

-0.20 

0.100 

0.14 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.47 

0.076 

0.36 

0.63 


Mahroli 

0813000501736500 

13.533 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.264 

-0.45 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.003 

0.01 

0.01 


Majipura 

0813000401711100 

2.416 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.416 

0.66 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.21 

0.12 

0.16 

0.020 

0.39 

0.70 


Malakali 

0813000501736400 

3.011 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.288 

-0.48 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.026 

0.34 

0.55 


Malikpur 

0813000501733800 

12.536 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.536 

-0.60 

0.100 

0.22 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.72 

0.132 

0.43 

0.73 


Mandha 

0813000401715600 

15.984 

Fresh 

Non-command 

Non-command 

Older Alluvium 

15.984 

-0.45 

0.100 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.49 

0.134 

0.40 

0.71 


Mau 

0813000501736700 

15.609 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.728 

-0.32 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.008 

0.02 

0.03 


Motipura 

0813000401706600 

4.854 

Fresh 

Non-command 

Non-command 

Quartzite 

0.001 

-0.65 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nada 

0813000401717100 

4.485 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.485 

-0.19 

0.100 

0.17 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.65 

0.038 

0.36 

0.65 


Nada Charanwas 

0813000401716900 

5.754 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.997 

-0.51 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.033 

0.25 

0.45 


Nalot 

0813000501737600 

5.464 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.523 

-0.16 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.017 

0.13 

0.26 


Nangal Bhim 

0813000501736900 

5.320 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.944 

-0.35 

0.100 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.37 

0.056 

0.43 

0.72 


Nayabas 

0813000401706700 

3.116 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.297 

-0.27 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.011 

0.15 

0.25 







Non-command 

Quartzite 

1.554 

-0.27 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.013 

0.18 

0.30 


Neemawas 

0813000401713300 

11.112 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.509 

-0.29 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.004 

0.02 

0.03 







Non-command 

Quartzite 

0.031 

-0.29 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nimera 

0813000501727900 

4.890 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.890 

0.34 

0.100 

0.30 

0.01 

0.00 

0.00 

0.00 

0.45 

0.26 

1.15 

0.051 

0.44 

0.78 


Norangpura 

0813000501730100 

2.458 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.458 

0.54 

0.100 

0.10 

0.00 

0.00 

0.00 

0.00 

0.23 

0.13 

0.37 

0.026 

0.44 

0.79 


Pachar 

0813000401722800 

34.182 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.135 

-1.63 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.009 

0.01 

0.02 


Padampura 

0813000501730300 

3.093 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.248 

0.00 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.07 

0.013 

0.18 

0.32 


Palsana 

0813000401710800 

42.262 

Fresh 

Non-command 

Non-command 

Older Alluvium 

34.175 

-0.13 

0.100 

0.22 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.52 

0.283 

0.34 

0.60 


Patwari Ka Bas 

0813000501736000 

4.769 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.397 

-0.63 

0.100 

0.29 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.08 

0.050 

0.41 

0.67 


Prithvipura 

0813000501737200 

6.999 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.550 

-0.36 

0.100 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.53 

0.063 

0.37 

0.65 


Pujari Ka Bas 

0813000501733100 

2.035 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.035 

-0.31 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.021 

0.46 

0.80 


Purohit Ka Bas 

0813000501735300 

2.502 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.530 

-0.76 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.017 

0.26 

0.41 


Ralawata 

0813000501730500 

4.291 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.205 

-0.35 

0.100 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.58 

0.044 

0.44 

0.79 


Ramdas Ka Bas 

0813000501734000 

1.998 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.998 

-0.38 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.021 

0.42 

0.73 


Ramjipura 

0813000401722600 

3.918 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

-0.44 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ranipura 

0813000501733600 

4.320 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.320 

-0.79 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.045 

0.44 

0.75 


Reengus(M) 

0813000541308000 

25.166 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.225 

-0.33 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.026 

0.00 

0.01 


Roopgarh 

0813000401706500 

11.661 

Fresh 

Non-command 

Non-command 

Quartzite 

0.000 

-0.03 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rooppura 

0813000401712600 

8.446 

Fresh 

Non-command 

Non-command 

Quartzite 

0.387 

0.07 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.003 

0.02 

0.03 


Royal 

0813000501728500 

4.747 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.770 

0.28 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.07 

0.008 

0.07 

0.12 







Non-command 

Quartzite 

0.355 

0.28 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.004 

0.03 

0.06 


Rulana 

0813000401717700 

10.056 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.067 

-0.03 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.017 

0.07 

0.13 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Jorawar Nagar 

0813000501732400 

0.15 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.14 

0.00 

- 

- 

- 

- 

- 

0.004 

0.032 

0.003 

0.029 

0.134 

463.19 

Over Exploited 

Jurathra 

0813000301703000 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kailash 

0813000401714200 

0.12 

0.20 

- 

0.20 

0.03 

0.23 

0.06 

0.42 

0.03 

0.0800 

- 

- 

- 

0.080 

0.112 

0.340 

0.034 

0.306 

0.763 

248.98 

Over Exploited 

Kalyanpura 

0813000501733000 

0.15 

0.10 

- 

0.10 

0.01 

0.11 

0.06 

0.52 

0.01 

0.0200 

- 

- 

- 

0.020 

0.034 

0.145 

0.015 

0.131 

0.683 

523.19 

Over Exploited 

Kalyanpura (Thoi) 

0813000501739500 

0.12 

0.07 

42.52 

0.08 

0.00 

0.08 

0.02 

0.19 

0.01 

0.0100 

- 

- 

0.002 

0.012 

0.021 

0.100 

0.005 

0.095 

0.295 

309.74 

Over Exploited 

Kancharra @ Kanchanpur 

0813000501732500 

0.15 

0.40 

- 

0.40 

0.01 

0.41 

0.03 

0.27 

0.06 

0.0200 

- 

- 

0.006 

0.026 

0.083 

0.497 

0.050 

0.448 

0.679 

151.65 

Over Exploited 

Kantiya 

0813000401713100 

0.12 

0.14 

- 

0.14 

- 

0.14 

0.03 

0.23 

0.02 

- 

- 

- 

- 

- 

0.023 

0.167 

0.017 

0.151 

0.142 

94.22 

Critical 



0.06 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.13 

0.00 

- 

- 

- 

- 

- 

0.003 

0.024 

0.002 

0.021 

0.068 

316.59 

Over Exploited 

Kanwarpura 

0813000501727800 

0.12 

0.01 

15.59 

0.02 

- 

0.02 

0.02 

0.17 

0.00 

- 

- 

- 

- 

- 

0.002 

0.018 

0.001 

0.017 

0.039 

226.61 

Over Exploited 

Kasarda 

0813000501733500 

0.12 

0.38 

- 

0.38 

0.01 

0.39 

0.06 

0.50 

0.05 

0.0300 

- 

- 

- 

0.030 

0.084 

0.478 

0.048 

0.430 

0.758 

176.08 

Over Exploited 

Kerpura 

0813000401716700 

0.12 

0.09 

- 

0.09 

0.06 

0.15 

0.06 

0.44 

0.01 

0.1800 

- 

- 

- 

0.180 

0.194 

0.346 

0.035 

0.311 

1.612 

517.58 

Over Exploited 

Kerpura @ Charanwas 

0813000401712500 

0.06 

0.02 

(19.14) 

0.01 

0.00 

0.01 

0.04 

0.28 

0.00 

- 

- 

- 

0.000 

- 

0.003 

0.016 

0.001 

0.016 

0.070 

446.26 

Over Exploited 

Khachariya Was 

0813000401722400 

0.12 

0.01 

- 

0.01 

0.00 

0.01 

0.01 

0.04 

0.00 

- 

- 

- 

0.001 

0.001 

0.002 

0.009 

0.001 

0.008 

0.131 

1,583.69 

Over Exploited 

Khaitwas 

0813000401714900 

0.06 

0.08 

(79.10) 

0.06 

- 

0.06 

0.06 

0.43 

0.01 

- 

- 

- 

- 

- 

0.012 

0.073 

0.004 

0.069 

0.043 

61.90 

Safe 

Khanipura 

0813000501732800 

0.15 

0.26 

- 

0.26 

0.01 

0.27 

0.06 

0.52 

0.04 

0.0200 

- 

- 

- 

0.020 

0.056 

0.321 

0.032 

0.289 

0.471 

163.09 

Over Exploited 

Khariyawas 

0813000401714700 

0.12 

0.00 

(95.78) 

0.00 

- 

0.00 

0.02 

0.12 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.004 

0.015 

350.57 

Over Exploited 



0.06 

0.01 

(60.33) 

0.01 

- 

0.01 

0.04 

0.30 

0.00 

- 

- 

- 

- 

- 

0.002 

0.014 

0.001 

0.013 

0.032 

238.44 

Over Exploited 

Khatoo 

0813000401716100 

0.12 

1.14 

- 

1.14 

0.08 

1.22 

0.06 

0.44 

0.17 

0.2300 

- 

- 

0.000 

0.230 

0.403 

1.625 

0.163 

1.463 

2.295 

156.86 

Over Exploited 

Khatundra 

0813000501728300 

0.12 

0.00 

1,050.17 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Kheri Charnan 

0813000501729700 

0.12 

0.19 

- 

0.19 

0.01 

0.20 

0.06 

0.51 

0.03 

0.0200 

- 

- 

- 

0.020 

0.048 

0.250 

0.025 

0.225 

0.576 

256.11 

Over Exploited 

Khora 

0813000401714000 

0.12 

0.23 

- 

0.23 

0.01 

0.24 

0.06 

0.41 

0.04 

0.0200 

- 

- 

- 

0.020 

0.056 

0.291 

0.029 

0.262 

0.226 

86.34 

Semi Critical 

Kishanpura 

0813000501730800 

0.12 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.13 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.009 

0.059 

693.29 

Over Exploited 

Kochhor 

0813000401712400 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kotri (Shimarla) 

0813000501737400 

0.15 

0.80 

- 

0.80 

0.01 

0.81 

0.06 

0.53 

0.11 

0.0200 

- 

- 

0.003 

0.023 

0.132 

0.943 

0.094 

0.849 

0.759 

89.48 

Semi Critical 

Kotri Dhaylan 

0813000501735600 

0.15 

0.05 

- 

0.05 

- 

0.05 

0.02 

0.13 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.066 

0.007 

0.059 

0.277 

467.67 

Over Exploited 

Ladhana 

0813000401711400 

0.12 

0.10 

- 

0.10 

0.00 

0.10 

0.03 

0.22 

0.01 

- 

- 

- 

0.000 

0.000 

0.015 

0.116 

0.012 

0.104 

0.123 

118.28 

Over Exploited 

Ladpur 

0813000501733900 

0.12 

0.22 

- 

0.22 

0.01 

0.23 

0.06 

0.49 

0.03 

0.0200 

- 

- 

- 

0.020 

0.052 

0.280 

0.028 

0.252 

0.708 

280.44 

Over Exploited 

Ladpura 

0813000401716500 

0.12 

0.35 

- 

0.35 

0.04 

0.40 

0.06 

0.43 

0.06 

0.1100 

- 

- 

0.003 

0.113 

0.169 

0.564 

0.056 

0.508 

1.074 

211.64 

Over Exploited 

Lakhni 

0813000501735700 

0.12 

0.40 

- 

0.40 

0.01 

0.41 

0.05 

0.46 

0.05 

0.0400 

- 

- 

0.003 

0.043 

0.096 

0.508 

0.051 

0.457 

1.088 

237.99 

Over Exploited 

Lamiyan 

0813000401716800 

0.12 

0.25 

- 

0.25 

0.02 

0.28 

0.03 

0.26 

0.04 

0.0700 

- 

- 

0.006 

0.076 

0.115 

0.393 

0.039 

0.353 

0.730 

206.65 

Over Exploited 

Lapuwa 

0813000501734700 

0.15 

0.45 

- 

0.45 

0.01 

0.46 

0.06 

0.48 

0.06 

0.0300 

- 

- 

0.000 

0.030 

0.092 

0.549 

0.055 

0.494 

0.828 

167.52 

Over Exploited 

Likhma Ka Bas 

0813000401717300 

0.12 

0.29 

- 

0.29 

0.04 

0.33 

0.05 

0.38 

0.05 

0.1200 

- 

- 

0.004 

0.124 

0.170 

0.504 

0.050 

0.454 

1.095 

241.22 

Over Exploited 

Madni 

0813000401715700 

0.12 

0.69 

- 

0.69 

0.00 

0.69 

0.06 

0.45 

0.10 

0.0100 

- 

- 

0.002 

0.012 

0.114 

0.801 

0.080 

0.720 

0.515 

71.48 

Semi Critical 

Maganpura 

0813000401713900 

0.12 

0.40 

- 

0.40 

0.02 

0.42 

0.06 

0.42 

0.06 

0.0500 

- 

- 

0.004 

0.054 

0.118 

0.537 

0.054 

0.483 

0.542 

112.20 

Over Exploited 

Mahroli 

0813000501736500 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.032 

8,847.57 

Over Exploited 

Majipura 

0813000401711100 

0.12 

0.11 

2.79 

0.12 

- 

0.12 

0.06 

0.45 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.145 

0.007 

0.137 

0.177 

128.89 

Over Exploited 

Malakali 

0813000501736400 

0.15 

0.12 

- 

0.12 

0.00 

0.12 

0.05 

0.39 

0.02 

0.0100 

- 

- 

0.001 

0.011 

0.027 

0.145 

0.015 

0.131 

0.282 

215.62 

Over Exploited 

Malikpur 

0813000501733800 

0.12 

0.64 

- 

0.64 

0.01 

0.65 

0.06 

0.49 

0.09 

0.0300 

- 

- 

- 

0.030 

0.123 

0.777 

0.078 

0.699 

0.852 

121.85 

Over Exploited 

Mandha 

0813000401715600 

0.12 

0.78 

- 

0.78 

0.01 

0.79 

0.06 

0.46 

0.12 

0.0200 

- 

- 

- 

0.020 

0.135 

0.921 

0.092 

0.829 

0.622 

75.01 

Semi Critical 

Mau 

0813000501736700 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.044 

1,817.83 

Over Exploited 

Motipura 

0813000401706600 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nada 

0813000401717100 

0.12 

0.20 

- 

0.20 

0.02 

0.22 

0.06 

0.42 

0.03 

0.0700 

- 

- 

- 

0.070 

0.101 

0.318 

0.032 

0.286 

0.684 

238.97 

Over Exploited 

Nada Charanwas 

0813000401716900 

0.12 

0.12 

- 

0.12 

0.00 

0.12 

0.04 

0.29 

0.02 

- 

- 

- 

0.000 

0.000 

0.019 

0.141 

0.014 

0.127 

0.058 

45.97 

Safe 

Nalot 

0813000501737600 

0.15 

0.03 

- 

0.03 

- 

0.03 

0.02 

0.15 

0.00 

- 

- 

- 

- 

- 

0.004 

0.034 

0.003 

0.030 

0.125 

413.15 

Over Exploited 

Nangal Bhim 

0813000501736900 

0.15 

0.32 

- 

0.32 

0.00 

0.32 

0.06 

0.49 

0.04 

0.0100 

- 

- 

0.002 

0.013 

0.056 

0.377 

0.038 

0.339 

0.427 

126.08 

Over Exploited 

Nayabas 

0813000401706700 

0.12 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.18 

0.00 

- 

- 

- 

- 

- 

0.004 

0.028 

0.003 

0.025 

0.011 

43.48 

Safe 



0.06 

0.01 

- 

0.01 

- 

0.01 

0.03 

0.21 

0.00 

- 

- 

- 

- 

- 

0.002 

0.017 

0.002 

0.015 

0.013 

83.90 

Semi Critical 

Neemawas 

0813000401713300 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.010 

939.82 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nimera 

0813000501727900 

0.12 

0.26 

(1.54) 

0.26 

0.01 

0.27 

0.07 

0.51 

0.04 

0.0400 

- 

- 

0.005 

0.045 

0.083 

0.351 

0.018 

0.334 

1.196 

358.44 

Over Exploited 

Norangpura 

0813000501730100 

0.12 

0.13 

(0.75) 

0.13 

0.00 

0.13 

0.07 

0.51 

0.02 

0.0100 

- 

- 

0.001 

0.011 

0.031 

0.162 

0.008 

0.154 

0.396 

257.83 

Over Exploited 

Pachar 

0813000401722800 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.092 

5,411.43 

Over Exploited 

Padampura 

0813000501730300 

0.12 

0.03 

(57.49) 

0.02 

- 

0.02 

0.03 

0.21 

0.00 

- 

- 

- 

- 

- 

0.004 

0.026 

0.001 

0.024 

0.085 

351.26 

Over Exploited 

Palsana 

0813000401710800 

0.12 

1.38 

- 

1.38 

0.01 

1.39 

0.05 

0.39 

0.20 

0.0200 

- 

- 

0.001 

0.021 

0.225 

1.610 

0.161 

1.449 

0.801 

55.25 

Safe 

Patwari Ka Bas 

0813000501736000 

0.15 

0.27 

- 

0.27 

0.01 

0.28 

0.06 

0.47 

0.04 

0.0400 

- 

- 

- 

0.040 

0.076 

0.359 

0.036 

0.324 

1.134 

350.53 

Over Exploited 

Prithvipura 

0813000501737200 

0.15 

0.31 

- 

0.31 

0.01 

0.32 

0.05 

0.42 

0.04 

0.0200 

- 

- 

- 

0.020 

0.062 

0.381 

0.038 

0.343 

0.596 

173.84 

Over Exploited 

Pujari Ka Bas 

0813000501733100 

0.12 

0.11 

- 

0.11 

- 

0.11 

0.06 

0.52 

0.02 

0.0100 

- 

- 

- 

0.010 

0.026 

0.137 

0.014 

0.123 

0.306 

248.23 

Over Exploited 

Purohit Ka Bas 

0813000501735300 

0.15 

0.06 

- 

0.06 

- 

0.06 

0.03 

0.29 

0.01 

- 

- 

- 

- 

- 

0.008 

0.068 

0.007 

0.061 

0.107 

176.64 

Over Exploited 

Ralawata 

0813000501730500 

0.12 

0.22 

- 

0.22 

0.01 

0.23 

0.06 

0.50 

0.03 

0.0200 

- 

- 

0.001 

0.021 

0.054 

0.286 

0.029 

0.258 

0.625 

242.68 

Over Exploited 

Ramdas Ka Bas 

0813000501734000 

0.12 

0.10 

- 

0.10 

0.00 

0.10 

0.06 

0.48 

0.01 

0.0100 

- 

- 

0.002 

0.012 

0.027 

0.130 

0.013 

0.117 

0.271 

231.30 

Over Exploited 

Ramjipura 

0813000401722600 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ranipura 

0813000501733600 

0.12 

0.23 

- 

0.23 

- 

0.23 

0.06 

0.50 

0.03 

0.0100 

- 

- 

- 

0.010 

0.043 

0.271 

0.027 

0.244 

0.198 

81.35 

Semi Critical 

Reengus(M) 

0813000541308000 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.059 

42,605.76 

Over Exploited 

Roopgarh 

0813000401706500 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rooppura 

0813000401712600 

0.06 

0.00 

1,332.81 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.022 

4,276.54 

Over Exploited 

Royal 

0813000501728500 

0.12 

0.01 

260.40 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.008 

0.080 

946.82 

Over Exploited 



0.08 

0.00 

609.93 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.040 

3,322.00 

Over Exploited 

Rulana 

0813000401717700 

0.12 

0.02 

- 

0.02 

0.00 

0.02 

0.01 

0.09 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.014 

0.034 

0.003 

0.030 

0.210 

691.93 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Samer 

081300040171480C 

8.233 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.077 

0.31 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 







Non-command 

Quartzite 

8.031 

0.31 

0.015 

0.06 

0.00 

0.00 

0.00 

0.00 

0.10 

0.05 

0.17 

0.067 

0.36 

0.64 


Samotaka Bas 

081300050173410C 

6.172 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.172 

-0.44 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.065 

0.42 

0.73 


Santoshpura 

081300050173490C 

5.060 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.060 

-0.50 

0.100 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.55 

0.058 

0.41 

0.68 


Sanwalpura 

081300040171580C 

6.870 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.870 

-0.50 

0.100 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.057 

0.39 

0.68 


Sanwatpura@ Jaita Ki Dhani 

081300050172940C 

2.490 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.490 

-0.36 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.026 

0.43 

0.75 


Sawaipura @ Pujari Ka Bas 

081300050172920C 

3.943 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.373 

0.08 

0.100 

0.12 

0.01 

0.00 

0.00 

0.00 

0.14 

0.08 

0.44 

0.035 

0.37 

0.65 







Non-command 

Quartzite 

0.350 

0.08 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.05 

0.004 

0.04 

0.07 


Shahpura 

081300050173420C 

14.491 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.491 

-0.42 

0.100 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.152 

0.41 

0.71 


Shimarla (Kotri) 

0813000501737500 

5.834 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.708 

-0.08 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.042 

0.30 

0.58 


Shivpura 

0813000501729900 

1.229 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.229 

1.22 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.24 

0.14 

0.33 

0.013 

0.44 

0.78 


Shola 

0813000501728100 

4.628 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.407 

0.12 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.11 

0.046 

0.42 

0.74 


Shyami Ki Dhani 

0813000401716300 

1.324 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.324 

-0.18 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.011 

0.38 

0.66 


Sihori 

0813000501739600 

10.062 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.329 

0.04 

0.100 

0.15 

0.01 

0.00 

0.00 

0.00 

0.18 

0.10 

0.48 

0.106 

0.44 

0.81 


Sitarampura 

0813000401716400 

2.795 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.795 

-0.40 

0.100 

0.16 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.63 

0.023 

0.38 

0.67 


Soorpura 

0813000501729300 

1.362 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.362 

-0.12 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.014 

0.43 

0.76 


Sothaliya 

0813000501735900 

7.561 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.561 

-0.83 

0.100 

0.24 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.84 

0.079 

0.44 

0.73 


Sri Madhopur (M) 

0813000541307000 

14.331 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.079 

-0.21 

0.100 

0.63 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

1.649 

0.45 

0.75 


Sri Rampura 

0813000401717500 

4.450 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.444 

-0.29 

0.100 

0.09 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.037 

0.36 

0.65 


Srimadhopur (Rural) 

0813000501736800 

3.184 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.184 

-0.32 

0.100 

0.32 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.22 

0.036 

0.46 

0.77 


Sundarpura 

0813000401710700 

4.189 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.189 

-0.49 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.035 

0.42 

0.73 


Surani 

0813000501739100 

32.257 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.929 

0.65 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.28 

0.18 

0.05 

0.041 

0.06 

0.10 


Surat Ram Ki Dhani 

0813000401714500 

0.348 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.348 

-0.15 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.003 

0.37 

0.65 


Tapilya 

0813000501735400 

6.666 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.632 

-0.66 

0.100 

0.30 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.11 

0.075 

0.42 

0.67 


Tehat 

0813000401706800 

11.131 

Fresh 

Non-command 

Non-command 

Quartzite 

1.907 

-0.37 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.016 

0.06 

0.11 


Theekariya @ Raisinghpura 

0813000501734300 

11.590 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.590 

-0.52 

0.100 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.51 

0.122 

0.42 

0.71 


Tilokpura 

0813000501739900 

9.079 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.900 

0.35 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.16 

0.033 

0.16 

0.26 


Tiwari Ki Dhani 

0813000501730400 

2.516 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.516 

-0.04 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.026 

0.44 

0.80 


Tuli Ka Charanbas 

0813000401706400 

2.796 

Fresh 

Non-command 

Non-command 

Quartzite 

1.443 

-0.21 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.012 

0.19 

0.32 


Tulsirampura 

0813000401715200 

4.332 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.287 

-0.30 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.03 

0.05 







Non-command 

Quartzite 

0.530 

-0.30 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.004 

0.05 

0.09 


Udaipura 

0813000501729000 

8.573 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.573 

-0.31 

0.100 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.090 

0.43 

0.75 


Vijaipura 

0813000501733300 

10.852 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.852 

-0.02 

0.100 

0.29 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.02 

0.114 

0.45 

0.76 

01003017 

Abhaipura 

0812000501491600 

6.682 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.677 

-1.08 

0.120 

0.33 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.29 

0.028 

0.47 

0.67 


Aleesar 

0812000401482100 

7.221 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.868 

-0.44 

0.080 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.63 

0.059 

0.45 

0.63 


Amarpura 

0812000401485600 

5.564 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.555 

0.01 

0.080 

0.13 

0.01 

0.00 

0.00 

0.00 

0.12 

0.09 

0.48 

0.047 

0.49 

0.67 


Amarsar 

0812000301471200 

12.801 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.434 

0.42 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.08 

0.003 

0.02 

0.02 


Amloda 

0812000301473800 

5.327 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.679 

-0.04 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.005 

0.06 

0.09 







Non-command 

Quartzite 

1.153 

-0.04 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.009 

0.11 

0.15 


Anatpura 

0812000401485200 

7.812 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

7.812 

-0.32 

0.080 

0.32 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.18 

0.067 

0.48 

0.66 


Anoppura 

0812001001566000 

2.714 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.657 

-0.63 

0.150 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.50 

0.016 

0.47 

0.65 


Asti Kalan 

0812000401478900 

14.553 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.762 

-0.62 

0.070 

0.37 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

1.44 

0.041 

0.15 

0.22 







Non-command 

Younger Alluvium 

1.704 

-0.62 

0.080 

0.07 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.015 

0.05 

0.08 


Asti Khurd 

0812000401479000 

8.821 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.474 

-1.24 

0.080 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.030 

0.18 

0.26 


Baga Ka Bas 

0812000401482200 

4.233 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.915 

-0.30 

0.080 

0.22 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.83 

0.033 

0.44 

0.62 


Bagawas 

0812000501490200 

10.738 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

10.088 

-2.15 

0.120 

0.63 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.46 

0.042 

0.40 

0.63 


Bagri 

0812000401478200 

3.933 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.249 

-0.38 

0.070 

0.44 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.70 

0.028 

0.38 

0.56 


Bagron Ka Bas 

0812000401478800 

1.733 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.733 

-0.33 

0.070 

0.29 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.13 

0.015 

0.46 

0.67 


Bai Ka Bas 

0812000401483200 

4.765 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.691 

-0.94 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.040 

0.47 

0.65 


Balekhan 

0812000401485100 

6.423 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.415 

-0.39 

0.080 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.53 

0.055 

0.48 

0.66 


Baori 

0813000501735800 

11.950 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.007 

-0.96 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Baori Gopinath 

0812000401482600 

11.532 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

8.227 

-1.07 

0.080 

0.24 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.86 

0.070 

0.33 

0.47 


Barh Abhayakaranpura 

0812000401482000 

0.728 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.728 

-0.79 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.006 

0.48 

0.66 


Barh Devthala 

0812000401481000 

1.036 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.036 

0.12 

0.080 

0.10 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.39 

0.009 

0.48 

0.67 


Barwara 

0812000401485900 

7.049 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.787 

-0.07 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.032 

0.26 

0.36 







Non-command 

Quartzite 

0.079 

-0.07 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 


Bharni 

0813000501736600 

11.522 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.093 

-0.41 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.024 

0.08 

0.13 


Bheelpura 

0812001001566400 

6.052 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.131 

-0.50 

0.150 

0.24 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.92 

0.032 

0.40 

0.56 


Bhopatpura 

0813000501736100 

4.081 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.685 

-0.52 

0.100 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.031 

0.30 

0.46 


Bhopawas 

0812000401486300 

8.527 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

8.470 

-0.91 

0.080 

0.12 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.37 

0.072 

0.48 

0.66 


Bhutera 

0812000401479100 

10.465 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.547 

-0.09 

0.070 

0.25 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.94 

0.039 

0.20 

0.29 







Non-command 

Younger Alluvium 

5.153 

-0.09 

0.080 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.59 

0.044 

0.23 

0.33 


Bilandarpur 

0812000301472200 

8.879 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

7.084 

1.03 

0.150 

0.44 

0.02 

0.00 

0.00 

0.00 

1.51 

1.07 

1.70 

0.053 

0.39 

0.55 


Bimalpura 

0812000401483600 

3.685 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.685 

-0.94 

0.080 

0.67 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.63 

0.031 

0.48 

0.66 


Bishanpura @ Charanwas 

0812000401485500 

4.840 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.834 

-0.12 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.041 

0.48 

0.67 


Chak Charanwas 

0812000401481200 

2.197 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.948 

-0.30 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.017 

0.42 

0.59 


Chak Dalelpura 

0812000401480300 

0.671 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.671 

1.21 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.04 

0.006 

0.49 

0.68 


Chak Dhanota 

0812000301472300 

7.314 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

7.301 

0.72 

0.150 

0.13 

0.01 

0.00 

0.00 

0.00 

0.91 

0.65 

0.46 

0.055 

0.49 

0.68 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Samer 

0813000401714800 

0.12 

0.00 

3,966.28 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.06 

0.17 

15,451.81 

0.14 

- 

0.14 

0.06 

0.42 

0.03 

0.0100 

- 

- 

- 

0.010 

0.037 

0.177 

0.009 

0.168 

0.236 

140.29 

Over Exploited 

Samotaka Bas 

0813000501734100 

0.12 

0.31 

- 

0.31 

0.00 

0.31 

0.06 

0.48 

0.05 

0.0100 

- 

- 

0.001 

0.011 

0.057 

0.368 

0.037 

0.331 

0.322 

97.19 

Critical 

Santoshpura 

0813000501734900 

0.15 

0.31 

- 

0.31 

0.01 

0.32 

0.06 

0.47 

0.04 

0.0200 

- 

- 

- 

0.020 

0.064 

0.386 

0.039 

0.348 

0.609 

175.11 

Over Exploited 

Sanwalpura 

0813000401715800 

0.12 

0.32 

- 

0.32 

0.01 

0.33 

0.06 

0.45 

0.05 

0.0200 

- 

- 

0.003 

0.023 

0.072 

0.403 

0.040 

0.363 

0.507 

139.97 

Over Exploited 

Sanwatpura@ Jaita Ki Dhani 

0813000501729400 

0.12 

0.13 

- 

0.13 

- 

0.13 

0.06 

0.50 

0.02 

0.0100 

- 

- 

- 

0.010 

0.029 

0.158 

0.016 

0.142 

0.283 

198.70 

Over Exploited 

Sawaipura @ Pujari Ka Bas 

0813000501729200 

0.12 

0.15 

(47.97) 

0.12 

0.01 

0.13 

0.06 

0.43 

0.02 

0.0200 

- 

- 

- 

0.020 

0.043 

0.173 

0.009 

0.165 

0.479 

290.95 

Over Exploited 



0.08 

0.00 

445.77 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.049 

3,505.61 

Over Exploited 

Shahpura 

0813000501734200 

0.12 

0.71 

- 

0.71 

0.01 

0.72 

0.06 

0.47 

0.10 

0.0200 

- 

- 

- 

0.020 

0.124 

0.848 

0.085 

0.763 

0.608 

79.70 

Semi Critical 

Shimarla (Kotri) 

0813000501737500 

0.15 

0.17 

- 

0.17 

0.00 

0.17 

0.04 

0.34 

0.02 

0.0100 

- 

- 

0.004 

0.014 

0.036 

0.205 

0.021 

0.185 

0.240 

129.97 

Over Exploited 

Shivpura 

0813000501729900 

0.12 

0.07 

108.41 

0.08 

- 

0.08 

0.07 

0.51 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.098 

0.005 

0.093 

0.347 

372.05 

Over Exploited 

Shola 

0813000501728100 

0.12 

0.22 

(76.02) 

0.18 

0.00 

0.18 

0.06 

0.48 

0.03 

- 

- 

- 

0.001 

0.001 

0.034 

0.212 

0.011 

0.201 

0.152 

75.59 

Semi Critical 

Shyami Ki Dhani 

0813000401716300 

0.12 

0.06 

- 

0.06 

0.01 

0.07 

0.06 

0.44 

0.01 

0.0200 

- 

- 

- 

0.020 

0.029 

0.100 

0.010 

0.090 

0.161 

179.65 

Over Exploited 

Sihori 

0813000501739600 

0.15 

0.62 

(84.31) 

0.50 

0.01 

0.51 

0.06 

0.50 

0.08 

0.0200 

- 

- 

0.002 

0.022 

0.106 

0.613 

0.031 

0.582 

0.581 

99.80 

Critical 

Sitarampura 

0813000401716400 

0.12 

0.13 

- 

0.13 

0.02 

0.15 

0.06 

0.44 

0.02 

0.0700 

- 

- 

0.003 

0.074 

0.093 

0.244 

0.024 

0.219 

0.648 

295.80 

Over Exploited 

Soorpura 

0813000501729300 

0.12 

0.07 

- 

0.07 

- 

0.07 

0.06 

0.50 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.091 

0.009 

0.082 

0.153 

186.31 

Over Exploited 

Sothaliya 

0813000501735900 

0.12 

0.40 

- 

0.40 

0.01 

0.41 

0.06 

0.50 

0.05 

0.0300 

- 

- 

- 

0.030 

0.085 

0.497 

0.050 

0.447 

0.921 

205.93 

Over Exploited 

Sri Madhopur (M) 

0813000541307000 

0.15 

0.95 

- 

0.95 

0.00 

0.95 

0.06 

0.51 

0.13 

0.0100 

- 

- 

0.002 

0.012 

0.141 

1.090 

0.109 

0.981 

2.002 

204.07 

Over Exploited 

Sri Rampura 

0813000401717500 

0.12 

0.19 

- 

0.19 

0.01 

0.20 

0.06 

0.42 

0.03 

0.0300 

- 

- 

- 

0.030 

0.061 

0.262 

0.026 

0.236 

0.337 

142.74 

Over Exploited 

Srimadhopur (Rural) 

0813000501736800 

0.15 

0.22 

- 

0.22 

0.02 

0.24 

0.06 

0.52 

0.03 

0.0500 

- 

- 

- 

0.050 

0.080 

0.320 

0.032 

0.288 

1.260 

437.62 

Over Exploited 

Sundarpura 

0813000401710700 

0.12 

0.21 

- 

0.21 

0.00 

0.21 

0.06 

0.48 

0.03 

- 

- 

- 

0.003 

0.003 

0.034 

0.245 

0.024 

0.220 

0.140 

63.38 

Safe 

Surani 

0813000501739100 

0.12 

0.03 

525.20 

0.04 

0.00 

0.04 

0.01 

0.07 

0.00 

- 

- 

- 

0.004 

0.004 

0.008 

0.046 

0.002 

0.043 

0.094 

217.92 

Over Exploited 

Surat Ram Ki Dhani 

0813000401714500 

0.12 

0.02 

- 

0.02 

0.01 

0.03 

0.06 

0.43 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.048 

0.005 

0.043 

0.141 

327.54 

Over Exploited 

Tapilya 

0813000501735400 

0.15 

0.41 

- 

0.41 

0.01 

0.42 

0.06 

0.47 

0.06 

0.0400 

- 

- 

- 

0.040 

0.097 

0.522 

0.052 

0.470 

1.184 

252.09 

Over Exploited 

Tehat 

0813000401706800 

0.06 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.001 

0.008 

0.100 

1,327.20 

Over Exploited 

Theekariya @ Raisinghpura 

0813000501734300 

0.12 

0.58 

- 

0.58 

0.01 

0.59 

0.06 

0.48 

0.08 

0.0200 

- 

- 

- 

0.020 

0.104 

0.697 

0.070 

0.627 

0.636 

101.35 

Over Exploited 

Tilokpura 

0813000501739900 

0.15 

0.07 

34.69 

0.08 

- 

0.08 

0.02 

0.18 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.101 

0.005 

0.096 

0.188 

196.44 

Over Exploited 

Tiwari Ki Dhani 

0813000501730400 

0.12 

0.13 

- 

0.13 

0.00 

0.14 

0.07 

0.51 

0.02 

- 

- 

- 

0.004 

0.004 

0.024 

0.161 

0.016 

0.145 

0.098 

67.82 

Safe 

Tuli Ka Charanbas 

0813000401706400 

0.06 

0.02 

- 

0.02 

- 

0.02 

0.03 

0.22 

0.00 

- 

- 

- 

- 

- 

0.003 

0.019 

0.002 

0.017 

0.126 

733.29 

Over Exploited 

Tulsirampura 

0813000401715200 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.008 

908.66 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.014 

911.52 

Over Exploited 

Udaipura 

0813000501729000 

0.12 

0.44 

- 

0.44 

0.01 

0.45 

0.06 

0.49 

0.07 

0.0200 

- 

- 

- 

0.020 

0.086 

0.536 

0.054 

0.483 

0.498 

103.17 

Over Exploited 

Vijaipura 

0813000501733300 

0.12 

0.58 

- 

0.58 

0.01 

0.59 

0.06 

0.51 

0.08 

0.0400 

- 

- 

- 

0.040 

0.122 

0.715 

0.071 

0.643 

1.136 

176.65 

Over Exploited 

Abhaipura 

0812000501491600 

0.15 

0.47 

- 

0.47 

0.02 

0.49 

0.06 

0.52 

0.06 

0.0500 

- 

- 

0.001 

0.051 

0.106 

0.594 

0.059 

0.534 

1.314 

245.85 

Over Exploited 

Aleesar 

0812000401482100 

0.15 

0.47 

- 

0.47 

0.01 

0.48 

0.05 

0.51 

0.05 

0.0200 

- 

- 

- 

0.020 

0.074 

0.550 

0.055 

0.495 

0.686 

138.39 

Over Exploited 

Amarpura 

0812000401485600 

0.15 

0.41 

(78.51) 

0.32 

0.01 

0.34 

0.06 

0.54 

0.05 

0.0200 

- 

- 

0.004 

0.024 

0.071 

0.409 

0.020 

0.388 

0.523 

134.86 

Over Exploited 

Amarsar 

0812000301471200 

0.15 

0.00 

3,026.23 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.001 

0.083 

5,727.89 

Over Exploited 

Amloda 

0812000301473800 

0.15 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.001 

0.007 

0.091 

1,377.79 

Over Exploited 



0.06 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.12 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.018 

0.002 

0.017 

0.160 

960.48 

Over Exploited 

Anatpura 

0812000401485200 

0.15 

0.56 

- 

0.56 

0.01 

0.57 

0.05 

0.53 

0.06 

0.0400 

- 

- 

- 

0.040 

0.104 

0.674 

0.067 

0.607 

1.246 

205.31 

Over Exploited 

Anoppura 

0812001001566000 

0.24 

0.30 

- 

0.30 

0.01 

0.31 

0.05 

0.52 

0.03 

0.0200 

- 

- 

0.000 

0.020 

0.054 

0.362 

0.036 

0.326 

0.520 

159.59 

Over Exploited 

Asti Kalan 

0812000401478900 

0.10 

0.07 

- 

0.07 

0.05 

0.12 

0.02 

0.17 

0.01 

0.0500 

- 

- 

- 

0.050 

0.059 

0.179 

0.018 

0.161 

1.476 

917.41 

Over Exploited 



0.15 

0.01 

- 

0.01 

0.01 

0.02 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.035 

0.004 

0.032 

0.295 

931.83 

Over Exploited 

Asti Khurd 

0812000401479000 

0.15 

0.09 

- 

0.09 

0.01 

0.10 

0.02 

0.20 

0.01 

0.0400 

- 

- 

- 

0.040 

0.051 

0.154 

0.015 

0.139 

0.419 

301.35 

Over Exploited 

Baga Ka Bas 

0812000401482200 

0.15 

0.26 

- 

0.26 

0.01 

0.27 

0.05 

0.49 

0.03 

0.0300 

- 

- 

- 

0.030 

0.060 

0.328 

0.033 

0.295 

0.859 

291.18 

Over Exploited 

Bagawas 

0812000501490200 

0.15 

0.61 

- 

0.61 

0.03 

0.64 

0.05 

0.46 

0.08 

0.0900 

- 

- 

0.001 

0.091 

0.171 

0.813 

0.081 

0.732 

2.497 

341.37 

Over Exploited 

Bagri 

0812000401478200 

0.10 

0.12 

- 

0.12 

0.02 

0.14 

0.05 

0.43 

0.02 

0.0600 

- 

- 

- 

0.060 

0.075 

0.220 

0.022 

0.198 

1.732 

875.30 

Over Exploited 

Bagron Ka Bas 

0812000401478800 

0.10 

0.08 

- 

0.08 

0.01 

0.09 

0.06 

0.52 

0.01 

0.0400 

- 

- 

0.001 

0.041 

0.050 

0.141 

0.014 

0.127 

1.143 

903.05 

Over Exploited 

Bai Ka Bas 

0812000401483200 

0.15 

0.33 

- 

0.33 

- 

0.33 

0.05 

0.52 

0.04 

0.0100 

- 

- 

- 

0.010 

0.048 

0.378 

0.038 

0.340 

0.340 

99.93 

Critical 

Balekhan 

0812000401485100 

0.15 

0.46 

- 

0.46 

0.01 

0.47 

0.05 

0.53 

0.05 

0.0200 

- 

- 

0.000 

0.020 

0.073 

0.542 

0.054 

0.488 

0.583 

119.45 

Over Exploited 

Baori 

0813000501735800 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Baori Gopinath 

0812000401482600 

0.15 

0.41 

- 

0.41 

0.03 

0.44 

0.04 

0.37 

0.05 

0.1000 

- 

- 

- 

0.100 

0.149 

0.590 

0.059 

0.531 

0.934 

175.91 

Over Exploited 

Barh Abhayakaranpura 

0812000401482000 

0.15 

0.05 

- 

0.05 

0.00 

0.05 

0.05 

0.53 

0.01 

0.0100 

- 

- 

0.000 

0.010 

0.016 

0.068 

0.007 

0.061 

0.188 

306.61 

Over Exploited 

Barh Devthala 

0812000401481000 

0.15 

0.07 

6.14 

0.08 

- 

0.08 

0.06 

0.54 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.098 

0.005 

0.093 

0.400 

430.57 

Over Exploited 

Barwara 

0812000401485900 

0.15 

0.15 

- 

0.15 

- 

0.15 

0.03 

0.30 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.178 

0.018 

0.160 

0.274 

171.66 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.009 

32,762.04 

Over Exploited 

Bharni 

0813000501736600 

0.15 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.040 

0.004 

0.036 

0.233 

651.71 

Over Exploited 

Bheelpura 

0812001001566400 

0.24 

0.50 

- 

0.50 

0.01 

0.51 

0.05 

0.45 

0.06 

0.0300 

- 

- 

0.006 

0.036 

0.093 

0.604 

0.060 

0.544 

0.948 

174.22 

Over Exploited 

Bhopatpura 

0813000501736100 

0.15 

0.12 

- 

0.12 

0.01 

0.13 

0.04 

0.33 

0.02 

0.0200 

- 

- 

- 

0.020 

0.036 

0.165 

0.016 

0.148 

0.460 

309.81 

Over Exploited 

Bhopawas 

0812000401486300 

0.15 

0.60 

- 

0.60 

- 

0.60 

0.05 

0.53 

0.07 

0.0100 

- 

- 

- 

0.010 

0.080 

0.684 

0.068 

0.615 

0.438 

71.22 

Semi Critical 

Bhutera 

0812000401479100 

0.10 

0.09 

- 

0.09 

0.01 

0.10 

0.02 

0.23 

0.01 

0.0400 

- 

- 

- 

0.040 

0.051 

0.154 

0.015 

0.139 

0.977 

704.43 

Over Exploited 



0.15 

0.18 

- 

0.18 

0.01 

0.19 

0.03 

0.26 

0.02 

0.0200 

- 

- 

- 

0.020 

0.041 

0.231 

0.023 

0.207 

0.633 

305.08 

Over Exploited 

Bilandarpur 

0812000301472200 

0.15 

0.42 

158.03 

0.50 

0.02 

0.52 

0.05 

0.44 

0.05 

0.0600 

- 

- 

- 

0.060 

0.111 

0.629 

0.031 

0.597 

1.752 

293.36 

Over Exploited 

Bimalpura 

0812000401483600 

0.15 

0.26 

- 

0.26 

0.03 

0.29 

0.05 

0.53 

0.03 

0.1000 

- 

- 

0.000 

0.100 

0.131 

0.424 

0.042 

0.382 

2.657 

695.90 

Over Exploited 

Bishanpura @ Charanwas 

0812000401485500 

0.15 

0.35 

- 

0.35 

- 

0.35 

0.06 

0.54 

0.04 

0.0100 

- 

- 

- 

0.010 

0.050 

0.399 

0.040 

0.359 

0.268 

74.69 

Semi Critical 

Chak Charanwas 

0812000401481200 

0.15 

0.12 

- 

0.12 

- 

0.12 

0.05 

0.47 

0.01 

- 

- 

- 

- 

- 

0.014 

0.138 

0.014 

0.124 

0.118 

94.51 

Critical 

Chak Dalelpura 

0812000401480300 

0.15 

0.05 

9.95 

0.05 

- 

0.05 

0.06 

0.54 

0.01 

- 

- 

- 

- 

- 

0.006 

0.060 

0.003 

0.057 

0.043 

75.59 

Semi Critical 

Chak Dhanota 

0812000301472300 

0.15 

0.54 

21.85 

0.64 

0.01 

0.65 

0.06 

0.55 

0.06 

0.0200 

- 

- 

- 

0.020 

0.084 

0.736 

0.037 

0.699 

0.518 

74.03 

Semi Critical 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Chak Laddu 

081200040148070C 

0.278 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.278 

0.09 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.002 

0.48 

0.67 


Chak Mundiya 

0812001001565500 

2.028 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.028 

-0.96 

0.150 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.013 

0.48 

0.66 


ChakTankarda 

0812000401484500 

0.869 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.869 

-0.50 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.007 

0.48 

0.66 


Charanwas 

0812000401481700 

5.858 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.757 

-0.56 

0.080 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.48 

0.049 

0.47 

0.65 



0812000501490900 

2.951 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.516 

-0.56 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.002 

0.08 

0.12 


Chhota Gudha 

0812000401479400 

5.985 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.745 

-0.67 

0.080 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.76 

0.049 

0.46 

0.64 


Chimanpura 

0812000401485300 

1.018 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.018 

-0.33 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

0.009 

0.48 

0.66 


Chomu (m) 

0812000441204000 

23.522 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

13.710 

-1.29 

0.080 

1.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.15 

2.629 

0.28 

0.39 


Dadiyarampura 

0813000501735200 

19.756 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.677 

-1.89 

0.100 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.042 

0.08 

0.13 


Dahara Tankarda 

0812000401484700 

3.046 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.046 

-0.79 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.026 

0.48 

0.66 


Damba Ka Bas 

0812000401482300 

3.602 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.520 

-0.84 

0.080 

0.16 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.59 

0.030 

0.47 

0.65 


Daulatpura 

0812000401483400 

2.366 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.366 

-0.95 

0.080 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.020 

0.48 

0.66 


Deesa 

0812000501490000 

5.249 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.000 

-3.61 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Deopura 

0812000401484600 

3.609 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.555 

-0.42 

0.080 

0.23 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.88 

0.030 

0.47 

0.65 


Devthala 

0812000401480900 

8.879 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

8.249 

0.13 

0.080 

0.43 

0.02 

0.00 

0.00 

0.00 

0.50 

0.36 

1.63 

0.070 

0.45 

0.62 


Dhana Ka Bas 

0812000401483800 

0.808 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.808 

-1.03 

0.080 

0.10 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.007 

0.48 

0.66 


Dhani Nijharna 

0812000401483000 

1.173 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.895 

-0.90 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.008 

0.36 

0.51 


Dhanota 

0812000301472600 

6.163 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.149 

0.05 

0.150 

0.30 

0.01 

0.00 

0.00 

0.00 

0.33 

0.24 

1.12 

0.046 

0.49 

0.68 


Dhaoli 

0812000301474000 

5.018 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.404 

-0.06 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.003 

0.04 

0.06 


Dhobolai 

0812000401481100 

6.810 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.772 

-0.28 

0.080 

0.53 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.03 

0.058 

0.48 

0.66 


Dhodhsar 

0812000401479700 

11.933 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

11.354 

-0.76 

0.080 

0.41 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.51 

0.097 

0.45 

0.64 


Dholya Ka Bas 

0812000501490100 

11.893 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.852 

-2.89 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.016 

0.13 

0.22 


Disan 

0812001001565600 

3.805 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.805 

-1.15 

0.150 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.023 

0.48 

0.66 


Dola Ka Bas 

0812000401483100 

5.158 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.642 

-0.98 

0.080 

0.22 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.84 

0.040 

0.43 

0.60 



0812001001566100 

1.567 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.344 

-0.57 

0.150 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.008 

0.41 

0.57 


Doongarsi Ka Bas 

0812000501490800 

7.883 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.241 

-0.02 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.001 

0.01 

0.02 







Non-command 

Younger Alluvium 

0.652 

-0.02 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.003 

0.04 

0.06 


Doongri Kalan 

0812000501490500 

10.292 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.176 

-1.07 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.001 

0.01 

0.01 







Non-command 

Younger Alluvium 

9.971 

-1.07 

0.120 

0.47 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.83 

0.042 

0.43 

0.65 


Doongri Khurd 

0812000501490400 

12.288 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

12.288 

-1.15 

0.120 

0.34 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

1.29 

0.052 

0.45 

0.67 


Durga Ka Bas 

0812001001565300 

2.198 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.640 

-0.58 

0.150 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.49 

0.010 

0.36 

0.50 


Gailadera 

0812000301474300 

3.667 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.222 

0.00 

0.150 

0.07 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.25 

0.024 

0.46 

0.62 


Ghinoi 

0812000401482900 

11.299 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

10.120 

-0.83 

0.080 

0.52 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.97 

0.086 

0.43 

0.60 


Gonakasar 

0812000301474400 

5.191 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.088 

0.06 

0.150 

0.10 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.37 

0.023 

0.31 

0.42 


Gonpur @ Dangawali 

0812000301474700 

4.260 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.883 

0.02 

0.150 

0.05 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.17 

0.022 

0.35 

0.48 


Gopalpura 

0812000301471500 

0.641 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.641 

0.21 

0.150 

0.08 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.33 

0.005 

0.50 

0.69 


Gori Ka Bas 

0812000401482700 

4.541 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.916 

-1.06 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.033 

0.40 

0.57 


Govindgarh 

0812000401481400 

8.390 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

7.023 

-0.48 

0.080 

0.62 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.70 

1.347 

0.40 

0.56 


Govindpura Basri 

0812000301472400 

3.023 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.016 

0.58 

0.150 

0.38 

0.02 

0.00 

0.00 

0.00 

0.62 

0.44 

1.51 

0.023 

0.49 

0.69 


Gudha Surjan 

0812001001567000 

5.281 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.121 

-0.56 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.02 


Gulab Bari 

0812000301473700 

4.628 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.023 

0.02 

0.150 

0.11 

0.01 

0.00 

0.00 

0.00 

0.11 

0.08 

0.41 

0.015 

0.22 

0.30 







Non-command 

Quartzite 

2.584 

0.02 

0.020 

0.14 

0.01 

0.00 

0.00 

0.00 

0.13 

0.10 

0.53 

0.019 

0.28 

0.38 


Gurha 

0813000501736300 

7.700 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.746 

-0.40 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.065 

0.34 

0.52 







Non-command 

Younger Alluvium 

0.013 

-0.40 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Guwardi 

0812000401484400 

4.031 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.992 

-0.05 

0.080 

0.31 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.21 

0.034 

0.47 

0.66 


Haboo Ka Bas 

0812000401478700 

1.447 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.447 

-0.34 

0.070 

0.30 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.20 

0.012 

0.46 

0.67 


Hanutiya 

0812000301473000 

2.579 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.017 

0.11 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Hanutpura 

0812000301471900 

4.522 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.102 

0.49 

0.150 

0.16 

0.01 

0.00 

0.00 

0.00 

0.30 

0.22 

0.61 

0.016 

0.23 

0.33 


Harota 

0812000401486200 

7.317 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

7.296 

-0.93 

0.080 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.69 

0.062 

0.48 

0.66 


Harsoli 

0812000501490600 

14.933 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.814 

-0.56 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.012 

0.08 

0.13 


Hasteda 

0812000401482500 

23.001 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.004 

-0.83 

0.070 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

20.178 

-0.83 

0.080 

0.67 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

2.47 

0.172 

0.41 

0.58 


Hathnoda 

0812000401486400 

8.752 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

7.899 

-0.87 

0.080 

0.39 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.47 

0.067 

0.43 

0.60 







Non-command 

Quartzite 

0.439 

-0.87 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.004 

0.02 

0.03 


Itawa Bhopji 

0812000401485400 

17.174 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

17.141 

-0.29 

0.080 

0.89 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

3.36 

0.146 

0.48 

0.66 


Jagatpura 

0812000301473300 

4.370 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.368 

0.03 

0.150 

0.27 

0.01 

0.00 

0.00 

0.00 

0.28 

0.20 

1.04 

0.033 

0.50 

0.68 


Jaisinghpura Nathawata 

0812000401484300 

4.501 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.454 

-0.19 

0.080 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.65 

0.038 

0.47 

0.66 


Jaitusar 

0813000501736200 

2.085 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.085 

-0.41 

0.100 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.024 

0.46 

0.70 


Jalalpur 

0813000501740600 

10.979 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.970 

-0.37 

0.150 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.034 

0.13 

0.19 


Jalim Singh Ka Bas 

0812000401483700 

2.064 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.064 

-0.88 

0.080 

0.35 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.38 

0.018 

0.48 

0.66 


Jhalra 

0812000501491500 

3.240 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.240 

-1.08 

0.120 

0.22 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.86 

0.014 

0.46 

0.67 


Jodhpura 

0812000301471800 

3.261 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.220 

0.62 

0.150 

0.16 

0.01 

0.00 

0.00 

0.00 

0.45 

0.32 

0.61 

0.024 

0.49 

0.69 



0812000401484800 

3.207 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.186 

-1.05 

0.080 

0.22 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.84 

0.027 

0.47 

0.66 


Jugrajpura 

0813000501742300 

6.846 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.007 

0.43 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kaladera 

0812000401483900 

19.047 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

18.763 

-1.13 

0.080 

0.52 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.86 

0.160 

0.47 

0.65 


Kaloo Ka Bas 

0812000401485700 

2.913 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.883 

0.03 

0.080 

0.10 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.37 

0.025 

0.48 

0.67 


Kalwaniyon Ka Bas 

0812000301471400 

7.500 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.138 

0.25 

0.150 

0.20 

0.01 

0.00 

0.00 

0.00 

0.38 

0.28 

0.73 

0.039 

0.35 

0.47 


Kalyanpura 

0812000301472800 

4.695 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.646 

0.11 

0.150 

0.13 

0.01 

0.00 

0.00 

0.00 

0.18 

0.13 

0.48 

0.027 

0.39 

0.54 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Chak Laddu 

0812000401480700 

0.15 

0.02 

(57.36) 

0.02 

- 

0.02 

0.06 

0.54 

0.00 

- 

- 

- 

- 

- 

0.002 

0.018 

0.001 

0.018 

0.028 

161.54 

Over Exploited 

Chak Mundiya 

0812001001565500 

0.24 

0.23 

- 

0.23 

0.01 

0.24 

0.05 

0.53 

0.03 

0.0200 

- 

- 

- 

0.020 

0.047 

0.289 

0.029 

0.260 

0.446 

171.35 

Over Exploited 

ChakTankarda 

0812000401484500 

0.15 

0.06 

- 

0.06 

- 

0.06 

0.05 

0.53 

0.01 

- 

- 

- 

- 

- 

0.007 

0.069 

0.007 

0.062 

0.074 

119.28 

Over Exploited 

Charanwas 

0812000401481700 

0.15 

0.40 

- 

0.40 

0.01 

0.41 

0.05 

0.52 

0.05 

0.0200 

- 

- 

- 

0.020 

0.067 

0.481 

0.048 

0.433 

0.532 

122.89 

Over Exploited 


0812000501490900 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.001 

0.005 

0.002 

44.82 

Safe 

Chhota Gudha 

0812000401479400 

0.15 

0.39 

- 

0.39 

0.01 

0.40 

0.05 

0.51 

0.05 

0.0300 

- 

- 

- 

0.030 

0.076 

0.479 

0.048 

0.431 

0.804 

186.65 

Over Exploited 

Chimanpura 

0812000401485300 

0.15 

0.07 

- 

0.07 

- 

0.07 

0.06 

0.53 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.091 

0.009 

0.082 

0.324 

393.51 

Over Exploited 

Chomu (m) 

0812000441204000 

0.15 

0.57 

- 

0.57 

0.01 

0.58 

0.03 

0.31 

0.07 

0.0400 

- 

- 

- 

0.040 

0.106 

0.688 

0.069 

0.619 

3.774 

609.49 

Over Exploited 

Dadiyarampura 

0813000501735200 

0.15 

0.04 

- 

0.04 

0.01 

0.05 

0.01 

0.09 

0.01 

0.0200 

- 

- 

- 

0.020 

0.026 

0.079 

0.008 

0.071 

0.503 

706.79 

Over Exploited 

Dahara Tankarda 

0812000401484700 

0.15 

0.22 

- 

0.22 

- 

0.22 

0.05 

0.53 

0.03 

0.0100 

- 

- 

- 

0.010 

0.035 

0.253 

0.025 

0.228 

0.295 

129.57 

Over Exploited 

Damba Ka Bas 

0812000401482300 

0.15 

0.25 

- 

0.25 

0.02 

0.27 

0.05 

0.52 

0.03 

0.0700 

- 

- 

- 

0.070 

0.098 

0.364 

0.036 

0.328 

0.620 

189.30 

Over Exploited 

Daulatpura 

0812000401483400 

0.15 

0.17 

- 

0.17 

- 

0.17 

0.06 

0.53 

0.02 

0.0100 

- 

- 

- 

0.010 

0.030 

0.199 

0.020 

0.179 

0.404 

226.12 

Over Exploited 

Deesa 

0812000501490000 

0.15 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

0.002 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

0.07 

Safe 

Deopura 

0812000401484600 

0.15 

0.25 

- 

0.25 

0.01 

0.26 

0.05 

0.52 

0.03 

0.0300 

- 

- 

- 

0.030 

0.059 

0.319 

0.032 

0.287 

0.908 

316.15 

Over Exploited 

Devthala 

0812000401480900 

0.15 

0.55 

(35.18) 

0.44 

0.02 

0.46 

0.05 

0.50 

0.06 

0.0600 

- 

- 

- 

0.060 

0.124 

0.586 

0.029 

0.557 

1.695 

304.37 

Over Exploited 

Dhana Ka Bas 

0812000401483800 

0.15 

0.06 

- 

0.06 

0.01 

0.07 

0.05 

0.53 

0.01 

0.0200 

- 

- 

- 

0.020 

0.027 

0.094 

0.009 

0.085 

0.407 

478.62 

Over Exploited 

Dhani Nijharna 

0812000401483000 

0.15 

0.05 

- 

0.05 

- 

0.05 

0.04 

0.41 

0.01 

- 

- 

- 

- 

- 

0.006 

0.054 

0.005 

0.049 

0.037 

74.83 

Semi Critical 

Dhanota 

0812000301472600 

0.15 

0.46 

(46.66) 

0.36 

0.01 

0.37 

0.06 

0.55 

0.05 

0.0400 

- 

- 

- 

0.040 

0.094 

0.468 

0.023 

0.445 

1.166 

262.02 

Over Exploited 

Dhaoli 

0812000301474000 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.095 

3,794.23 

Over Exploited 

Dhobolai 

0812000401481100 

0.15 

0.48 

- 

0.48 

0.03 

0.51 

0.06 

0.53 

0.06 

0.0800 

- 

- 

- 

0.080 

0.136 

0.649 

0.065 

0.584 

2.087 

357.11 

Over Exploited 

Dhodhsar 

0812000401479700 

0.15 

0.77 

- 

0.77 

0.02 

0.79 

0.05 

0.51 

0.09 

0.0600 

- 

- 

- 

0.060 

0.150 

0.943 

0.094 

0.849 

1.609 

189.62 

Over Exploited 

Dholya Ka Bas 

0812000501490100 

0.15 

0.08 

- 

0.08 

0.00 

0.08 

0.02 

0.15 

0.01 

0.0100 

- 

- 

0.007 

0.017 

0.028 

0.110 

0.011 

0.099 

0.399 

403.54 

Over Exploited 

Disan 

0812001001565600 

0.24 

0.44 

- 

0.44 

- 

0.44 

0.05 

0.53 

0.05 

0.0100 

- 

- 

- 

0.010 

0.060 

0.496 

0.050 

0.446 

0.308 

69.14 

Safe 

Dola Ka Bas 

0812000401483100 

0.15 

0.30 

- 

0.30 

0.03 

0.33 

0.05 

0.48 

0.03 

0.0300 

- 

- 

- 

0.030 

0.065 

0.392 

0.039 

0.353 

0.880 

249.50 

Over Exploited 


0812001001566100 

0.24 

0.13 

- 

0.13 

0.00 

0.13 

0.05 

0.46 

0.02 

0.0100 

- 

- 

0.003 

0.013 

0.028 

0.162 

0.016 

0.146 

0.192 

131.89 

Over Exploited 

Doongarsi Ka Bas 

0812000501490800 

0.12 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

0.004 

0.004 

0.004 

0.007 

0.001 

0.006 

0.037 

581.96 

Over Exploited 



0.15 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.005 

0.001 

0.005 

0.125 

2,717.29 

Over Exploited 

Doongri Kalan 

0812000501490500 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.027 

16,588.84 

Over Exploited 



0.15 

0.64 

- 

0.64 

0.02 

0.66 

0.05 

0.48 

0.08 

0.0700 

- 

- 

- 

0.070 

0.151 

0.811 

0.081 

0.730 

1.869 

256.08 

Over Exploited 

Doongri Khurd 

0812000501490400 

0.15 

0.84 

- 

0.84 

0.05 

0.89 

0.06 

0.51 

0.10 

0.0500 

- 

- 

0.001 

0.051 

0.154 

1.042 

0.104 

0.938 

1.337 

142.55 

Over Exploited 

Durga Ka Bas 

0812001001565300 

0.24 

0.14 

- 

0.14 

0.01 

0.15 

0.04 

0.40 

0.02 

0.0200 

- 

- 

- 

0.020 

0.036 

0.186 

0.019 

0.168 

0.502 

299.57 

Over Exploited 

Gailadera 

0812000301474300 

0.15 

0.22 

(176.54) 

0.18 

- 

0.18 

0.05 

0.51 

0.03 

0.0100 

- 

- 

- 

0.010 

0.036 

0.212 

0.011 

0.202 

0.275 

136.35 

Over Exploited 

Ghinoi 

0812000401482900 

0.15 

0.65 

- 

0.65 

0.02 

0.67 

0.05 

0.48 

0.07 

0.0700 

- 

- 

- 

0.070 

0.145 

0.812 

0.081 

0.731 

2.054 

281.05 

Over Exploited 

Gonakasar 

0812000301474400 

0.15 

0.14 

20,059.06 

0.12 

- 

0.12 

0.04 

0.35 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.142 

0.007 

0.135 

0.390 

288.88 

Over Exploited 

Gonpur @ Dangawali 

0812000301474700 

0.15 

0.15 

(171.97) 

0.12 

- 

0.12 

0.04 

0.39 

0.02 

0.0100 

- 

- 

- 

0.010 

0.028 

0.149 

0.007 

0.142 

0.192 

134.98 

Over Exploited 

Gopalpura 

0812000301471500 

0.15 

0.05 

50.33 

0.06 

0.00 

0.06 

0.06 

0.56 

0.01 

0.0100 

- 

- 

0.001 

0.011 

0.017 

0.076 

0.004 

0.072 

0.336 

463.22 

Over Exploited 

Gori Ka Bas 

0812000401482700 

0.15 

0.24 

- 

0.24 

- 

0.24 

0.05 

0.45 

0.03 

0.0100 

- 

- 

- 

0.010 

0.038 

0.275 

0.028 

0.248 

0.321 

129.83 

Over Exploited 

Govindgarh 

0812000401481400 

0.15 

0.42 

- 

0.42 

0.01 

0.43 

0.05 

0.45 

0.05 

0.0300 

- 

- 

- 

0.030 

0.079 

0.509 

0.051 

0.458 

2.051 

447.32 

Over Exploited 

Govindpura Basri 

0812000301472400 

0.15 

0.22 

99.28 

0.27 

0.02 

0.29 

0.06 

0.55 

0.03 

0.0600 

- 

- 

0.002 

0.062 

0.089 

0.378 

0.019 

0.359 

1.528 

425.67 

Over Exploited 

Gudha Surjan 

0812001001567000 

0.24 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

0.003 

0.003 

0.003 

0.005 

0.001 

0.005 

0.014 

305.30 

Over Exploited 

Gulab Bari 

0812000301473700 

0.15 

0.07 

16.76 

0.08 

0.01 

0.09 

0.03 

0.24 

0.01 

0.0200 

- 

- 

- 

0.020 

0.028 

0.115 

0.006 

0.110 

0.425 

388.22 

Over Exploited 



0.06 

0.04 

120.93 

0.05 

0.01 

0.06 

0.03 

0.31 

0.01 

0.0200 

- 

- 

- 

0.020 

0.025 

0.087 

0.004 

0.083 

0.545 

659.41 

Over Exploited 

Gurha 

0813000501736300 

0.15 

0.29 

- 

0.29 

- 

0.29 

0.04 

0.39 

0.04 

0.0100 

- 

- 

- 

0.010 

0.047 

0.342 

0.034 

0.308 

0.307 

99.79 

Critical 



0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Guwardi 

0812000401484400 

0.15 

0.28 

- 

0.28 

0.02 

0.30 

0.05 

0.53 

0.03 

0.0500 

- 

- 

- 

0.050 

0.083 

0.385 

0.039 

0.347 

1.248 

359.89 

Over Exploited 

Haboo Ka Bas 

0812000401478700 

0.10 

0.07 

- 

0.07 

0.01 

0.08 

0.06 

0.52 

0.01 

0.0400 

- 

- 

0.000 

0.040 

0.048 

0.125 

0.012 

0.112 

1.211 

1,077.09 

Over Exploited 

Hanutiya 

0812000301473000 

0.15 

0.00 

2,199.38 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Hanutpura 

0812000301471900 

0.15 

0.07 

197.48 

0.09 

0.01 

0.10 

0.03 

0.26 

0.01 

0.0200 

- 

- 

0.001 

0.021 

0.030 

0.129 

0.006 

0.123 

0.626 

509.26 

Over Exploited 

Ha rota 

0812000401486200 

0.15 

0.52 

- 

0.52 

0.01 

0.53 

0.05 

0.53 

0.06 

0.0300 

- 

- 

- 

0.030 

0.090 

0.621 

0.062 

0.559 

0.752 

134.61 

Over Exploited 

Harsoli 

0812000501490600 

0.15 

0.03 

- 

0.03 

0.00 

0.03 

0.01 

0.09 

0.00 

0.0100 

- 

- 

0.003 

0.013 

0.017 

0.051 

0.005 

0.046 

0.402 

867.65 

Over Exploited 

Hasteda 

0812000401482500 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

1.24 

- 

1.24 

0.09 

1.33 

0.05 

0.46 

0.15 

0.2800 

- 

- 

- 

0.280 

0.427 

1.762 

0.176 

1.585 

2.639 

166.47 

Over Exploited 

Hathnoda 

0812000401486400 

0.15 

0.51 

- 

0.51 

0.02 

0.53 

0.05 

0.48 

0.06 

0.0500 

- 

- 

- 

0.050 

0.109 

0.644 

0.064 

0.580 

1.533 

264.48 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.159 

1,646.92 

Over Exploited 

Itawa Bhopji 

0812000401485400 

0.15 

1.23 

- 

1.23 

0.04 

1.27 

0.06 

0.53 

0.14 

0.1300 

- 

- 

- 

0.130 

0.272 

1.541 

0.154 

1.387 

3.505 

252.73 

Over Exploited 

Jagatpura 

0812000301473300 

0.15 

0.33 

(37.63) 

0.26 

0.01 

0.27 

0.06 

0.56 

0.04 

0.0400 

- 

- 

- 

0.040 

0.079 

0.351 

0.018 

0.333 

1.072 

321.46 

Over Exploited 

Jaisinghpura Nathawata 

0812000401484300 

0.15 

0.32 

- 

0.32 

0.01 

0.33 

0.05 

0.53 

0.04 

0.0200 

- 

- 

- 

0.020 

0.056 

0.381 

0.038 

0.343 

0.686 

199.81 

Over Exploited 

Jaitusar 

0813000501736200 

0.15 

0.14 

- 

0.14 

0.01 

0.15 

0.06 

0.52 

0.02 

0.0200 

- 

- 

- 

0.020 

0.038 

0.191 

0.019 

0.172 

0.424 

246.18 

Over Exploited 

Jalalpur 

0813000501740600 

0.22 

0.08 

- 

0.08 

- 

0.08 

0.02 

0.14 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.104 

0.010 

0.093 

0.393 

420.37 

Over Exploited 

Jalim Singh Ka Bas 

0812000401483700 

0.15 

0.15 

- 

0.15 

0.02 

0.17 

0.05 

0.53 

0.02 

0.0500 

- 

- 

0.000 

0.050 

0.067 

0.235 

0.024 

0.212 

1.402 

661.79 

Over Exploited 

Jhalra 

0812000501491500 

0.15 

0.22 

- 

0.22 

0.01 

0.23 

0.06 

0.51 

0.03 

0.0300 

- 

- 

- 

0.030 

0.057 

0.289 

0.029 

0.260 

0.873 

335.39 

Over Exploited 

Jodhpura 

0812000301471800 

0.15 

0.24 

34.32 

0.28 

0.01 

0.29 

0.06 

0.55 

0.03 

0.0200 

- 

- 

0.001 

0.021 

0.050 

0.345 

0.017 

0.328 

0.634 

193.48 

Over Exploited 


0812000401484800 

0.15 

0.23 

- 

0.23 

0.01 

0.24 

0.05 

0.53 

0.03 

0.0300 

- 

- 

- 

0.030 

0.056 

0.292 

0.029 

0.263 

0.867 

329.45 

Over Exploited 

Jugrajpura 

0813000501742300 

0.22 

0.00 

45,466.79 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kaladera 

0812000401483900 

0.15 

1.32 

- 

1.32 

0.02 

1.34 

0.05 

0.52 

0.15 

0.0700 

- 

- 

- 

0.070 

0.222 

1.565 

0.156 

1.408 

2.018 

143.33 

Over Exploited 

Kaloo Ka Bas 

0812000401485700 

0.15 

0.21 

(62.91) 

0.17 

- 

0.17 

0.06 

0.54 

0.02 

0.0100 

- 

- 

- 

0.010 

0.034 

0.201 

0.010 

0.191 

0.391 

204.58 

Over Exploited 

Kalwaniyon Ka Bas 

0812000301471400 

0.15 

0.27 

4.38 

0.28 

0.01 

0.29 

0.04 

0.39 

0.03 

0.0300 

- 

- 

- 

0.030 

0.063 

0.355 

0.018 

0.337 

0.772 

228.85 

Over Exploited 

Kalyanpura 

0812000301472800 

0.15 

0.22 

(37.61) 

0.17 

0.01 

0.18 

0.05 

0.44 

0.03 

0.0200 

- 

- 

- 

0.020 

0.046 

0.228 

0.011 

0.217 

0.508 

234.20 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 



081200100156580C 

3.227 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.227 

-0.71 

0.150 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.020 

0.48 

0.66 


Kanarpura 

0812000401483500 

5.931 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.817 

-0.99 

0.080 

0.25 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.92 

0.050 

0.47 

0.65 


Kanwarpura 

0812000401480500 

5.415 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.412 

0.62 

0.080 

0.16 

0.01 

0.00 

0.00 

0.00 

0.42 

0.30 

0.59 

0.046 

0.48 

0.67 


Kareeri 

0812000301472100 

8.410 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.315 

0.77 

0.150 

0.11 

0.01 

0.00 

0.00 

0.00 

0.25 

0.18 

0.44 

0.010 

0.08 

0.11 


Kesa Ka Bas 

0812000501491000 

3.774 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.219 

-0.19 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.001 

0.03 

0.04 


Khanni Pura 

0812000401484000 

4.916 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.913 

-0.89 

0.080 

0.70 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.74 

0.042 

0.48 

0.66 


Khapariya 

0812001001565200 

3.853 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.560 

-0.53 

0.150 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.010 

0.19 

0.27 


Khatiyon Ka Bas 

0812001001566200 

3.610 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.610 

-0.69 

0.150 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.022 

0.48 

0.66 


Khejroli 

0812000401480100 

26.908 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

18.509 

1.24 

0.080 

0.26 

0.01 

0.00 

0.00 

0.00 

2.09 

1.48 

0.84 

0.158 

0.33 

0.47 


Kishanpura 

0812000401478600 

8.175 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.921 

-0.37 

0.070 

0.87 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

3.39 

0.068 

0.44 

0.65 


Kotri Dhaylan 

0813000501735600 

10.702 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.866 

-0.46 

0.100 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.67 

0.090 

0.32 

0.50 


Kumbha Ka Bas 

0812000401481900 

0.948 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.948 

-0.67 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.008 

0.48 

0.67 


Kumbhpuriya 

0812000401480600 

2.980 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.974 

0.05 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.06 

0.025 

0.48 

0.67 


Lakhni 

0813000501735700 

8.943 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.679 

-0.71 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.007 

0.03 

0.05 


Lalasar 

0812000501490300 

12.447 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

10.459 

-1.86 

0.120 

0.52 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

2.02 

0.044 

0.37 

0.56 


Loharwara 

0812000401485000 

5.727 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.722 

-0.52 

0.080 

0.94 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

3.71 

0.049 

0.48 

0.66 


Madho Ka Bas 

0812000401479200 

1.187 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.183 

-0.10 

0.070 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.79 

0.010 

0.47 

0.67 


Mahar Khurd 

0812000301473500 

3.289 

Fresh 

Non-command 

Non-command 

Quartzite 

0.524 

-0.06 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.004 

0.08 

0.11 


Mahroli 

0813000501736500 

13.533 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.841 

-0.45 

0.100 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.044 

0.13 

0.20 


Majeepura 

0812000301473400 

4.551 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.482 

0.02 

0.150 

0.25 

0.01 

0.00 

0.00 

0.00 

0.26 

0.19 

0.96 

0.034 

0.50 

0.68 







Non-command 

Quartzite 

0.049 

0.02 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Malakali 

0813000501736400 

3.011 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.723 

-0.48 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.008 

0.11 

0.17 


Malikpur 

0812000401481500 

7.548 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

7.433 

-0.55 

0.080 

0.38 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.43 

0.063 

0.47 

0.65 


Mamtori Kalan 

0812000301474600 

8.758 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.230 

0.08 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.002 

0.01 

0.02 


Mandha Bhinda 

0812000401483300 

8.468 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

8.322 

-1.02 

0.080 

0.35 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

1.32 

0.071 

0.47 

0.65 


Mohanpura 

0812000501491400 

1.930 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.930 

-1.09 

0.120 

0.28 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.12 

0.008 

0.46 

0.67 



0812001001567100 

1.613 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.269 

-0.49 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.002 

0.08 

0.11 


Morija 

0812000401487300 

24.214 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.713 

-1.24 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.006 

0.01 

0.02 


Mundiya 

0812001001565400 

2.864 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.864 

-0.80 

0.150 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.64 

0.018 

0.48 

0.66 


Murli Pura 

0812000301472700 

1.422 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.422 

0.10 

0.150 

0.32 

0.02 

0.00 

0.00 

0.00 

0.32 

0.23 

1.28 

0.011 

0.50 

0.68 


Nadyan 

0812000401479800 

2.600 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.560 

-0.49 

0.080 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.52 

0.022 

0.47 

0.66 


Nakawala 

0812001001575800 

2.678 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.281 

0.16 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.002 

0.06 

0.08 


Nangal Bharda 

0812000401486000 

16.802 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

13.006 

-0.29 

0.080 

0.45 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.64 

0.111 

0.37 

0.52 







Non-command 

Quartzite 

0.267 

-0.29 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.002 

0.01 

0.01 


Nangal Govind 

0812000401478500 

3.075 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.008 

-0.36 

0.070 

0.58 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.27 

0.026 

0.46 

0.66 


Nangal Kalan 

0812000401479500 

9.893 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

9.346 

-0.66 

0.080 

0.42 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.57 

0.080 

0.45 

0.63 


Nangal Koju 

0812000401480400 

5.987 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.982 

0.38 

0.080 

0.24 

0.01 

0.00 

0.00 

0.00 

0.41 

0.30 

0.89 

0.051 

0.49 

0.68 


Nara 

0812001001566700 

0.726 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.074 

-0.97 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.000 

0.05 

0.07 


Narsinghpura 

0812000401484100 

4.645 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.506 

-0.68 

0.080 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.038 

0.46 

0.64 


Nayabas 

0812000301474200 

1.604 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.340 

0.03 

0.150 

0.25 

0.01 

0.00 

0.00 

0.00 

0.25 

0.18 

0.97 

0.010 

0.43 

0.59 


Nindola 

0812000401480200 

8.068 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

8.046 

1.02 

0.080 

0.17 

0.01 

0.00 

0.00 

0.00 

0.82 

0.59 

0.61 

0.069 

0.48 

0.67 


Niwana 

0812000401480800 

9.455 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

9.189 

0.01 

0.080 

0.53 

0.03 

0.00 

0.00 

0.00 

0.51 

0.37 

2.02 

0.078 

0.47 

0.65 


Nopura 

0812000401482400 

5.330 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.317 

-1.02 

0.080 

0.49 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

1.90 

0.045 

0.47 

0.66 


Parasrampura 

0813000501740700 

15.700 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.453 

-0.57 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.017 

0.04 

0.06 







Non-command 

Younger Alluvium 

11.058 

-0.57 

0.150 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.126 

0.33 

0.48 


Parman Pura 

0812000301473600 

4.282 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.578 

-0.03 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.004 

0.07 

0.09 







Non-command 

Quartzite 

1.931 

-0.03 

0.020 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.42 

0.014 

0.22 

0.31 


Patti Sitarampura 

0812001001565900 

1.262 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.801 

-0.54 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.005 

0.30 

0.42 


Patwari Ka Bas 

0813000501736000 

4.769 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.372 

-0.63 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.004 

0.04 

0.06 


Pragpura 

0812001001566300 

0.946 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.946 

-0.30 

0.150 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.50 

0.006 

0.48 

0.66 


Pratappura Kalan 

0812001001565000 

3.250 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.286 

-0.53 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.002 

0.04 

0.06 


Purohit Ka Bas 

0813000501735300 

2.502 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.594 

-0.76 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.007 

0.10 

0.16 


Radawas 

0812000301473200 

17.851 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.364 

0.07 

0.150 

0.33 

0.02 

0.00 

0.00 

0.00 

0.37 

0.28 

1.27 

0.048 

0.18 

0.25 


Radha Kishanpura @ Pok 

0812001001566500 

4.043 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.794 

-0.61 

0.150 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.45 

0.023 

0.45 

0.62 


Raisingh Ka Bas 

0812000401479600 

3.243 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.243 

-0.61 

0.080 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.37 

0.028 

0.48 

0.67 


Raithal 

0812001001564600 

10.222 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.028 

-0.73 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

1.311 

-0.73 

0.150 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.008 

0.06 

0.09 


Ramgatta @ Harwanshpur 

0812001001566600 

3.275 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.275 

-0.22 

0.150 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.020 

0.48 

0.66 


Rampura 

0812000501491700 

6.115 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.058 

-1.06 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.004 

0.08 

0.12 







Non-command 

Younger Alluvium 

1.609 

-1.06 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.007 

0.12 

0.18 


Ramsinghpura @ Sanga K 

0812000501491300 

4.382 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.699 

-1.05 

0.100 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.42 

0.007 

0.18 

0.26 







Non-command 

Younger Alluvium 

0.825 

-1.05 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.003 

0.09 

0.13 


Ranipura 

0812000301471600 

4.306 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.306 

0.34 

0.150 

0.19 

0.01 

0.00 

0.00 

0.00 

0.40 

0.29 

0.73 

0.032 

0.50 

0.69 


Ranjeetpura 

0812000401478400 

6.063 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.931 

-0.36 

0.070 

0.37 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.41 

0.051 

0.44 

0.66 


Raopura 

0812000301472500 

3.578 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.574 

0.11 

0.150 

0.21 

0.01 

0.00 

0.00 

0.00 

0.26 

0.19 

0.80 

0.027 

0.49 

0.68 


Reengus(M) 

0813000541308000 

25.166 

Fresh 

Non-command 

Non-command 

Older Alluvium 

20.416 

-0.33 

0.100 

1.41 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.48 

2.391 

0.37 

0.56 







Non-command 

Younger Alluvium 

1.592 

-0.33 

0.150 

0.12 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.186 

0.03 

0.04 


Roondal 

0812001001575700 

14.033 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.274 

0.10 

0.150 

0.13 

0.01 

0.00 

0.00 

0.00 

0.15 

0.11 

0.53 

0.014 

0.08 

0.12 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 


081200100156580C 

0.24 

0.37 

- 

0.37 

- 

0.37 

0.05 

0.53 

0.04 

0.0100 

- 

- 

- 

0.010 

0.053 

0.422 

0.042 

0.380 

0.348 

91.58 

Critical 

Kanarpura 

0812000401483500 

0.15 

0.41 

- 

0.41 

0.01 

0.42 

0.05 

0.52 

0.05 

0.0300 

- 

- 

- 

0.030 

0.077 

0.495 

0.050 

0.446 

0.972 

218.10 

Over Exploited 

Kanwarpura 

0812000401480500 

0.15 

0.39 

(23.70) 

0.31 

0.01 

0.32 

0.06 

0.54 

0.05 

0.0200 

- 

- 

- 

0.020 

0.066 

0.390 

0.020 

0.371 

0.636 

171.70 

Over Exploited 

Kareeri 

0812000301472100 

0.15 

0.02 

1,056.52 

0.02 

0.01 

0.03 

0.01 

0.09 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.050 

0.003 

0.048 

0.447 

937.60 

Over Exploited 

Kesa Ka Bas 

0812000501491000 

0.12 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

0.003 

0.003 

0.003 

0.005 

0.001 

0.005 

0.063 

1,373.44 

Over Exploited 

Khanni Pura 

0812000401484000 

0.15 

0.35 

- 

0.35 

0.03 

0.38 

0.05 

0.53 

0.04 

0.1000 

- 

- 

- 

0.100 

0.140 

0.522 

0.052 

0.470 

2.782 

592.43 

Over Exploited 

Khapariya 

0812001001565200 

0.24 

0.07 

- 

0.07 

- 

0.07 

0.02 

0.22 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.091 

0.009 

0.082 

0.339 

414.69 

Over Exploited 

Khatiyon Ka Bas 

0812001001566200 

0.24 

0.41 

- 

0.41 

0.00 

0.42 

0.05 

0.53 

0.05 

0.0100 

- 

- 

0.006 

0.016 

0.063 

0.480 

0.048 

0.432 

0.273 

63.23 

Safe 

Khejroli 

0812000401480100 

0.15 

0.92 

60.49 

1.10 

0.01 

1.11 

0.04 

0.37 

0.11 

0.0300 

- 

- 

- 

0.030 

0.140 

1.253 

0.063 

1.191 

0.999 

83.91 

Semi Critical 

Kishanpura 

0812000401478600 

0.10 

0.35 

- 

0.35 

0.04 

0.39 

0.05 

0.49 

0.04 

0.1300 

- 

- 

- 

0.130 

0.173 

0.560 

0.056 

0.504 

3.453 

685.02 

Over Exploited 

Kotri Dhaylan 

0813000501735600 

0.15 

0.38 

- 

0.38 

0.01 

0.39 

0.04 

0.36 

0.05 

0.0300 

- 

- 

- 

0.030 

0.080 

0.470 

0.047 

0.423 

0.763 

180.33 

Over Exploited 

Kumbha Ka Bas 

0812000401481900 

0.15 

0.07 

- 

0.07 

- 

0.07 

0.06 

0.53 

0.01 

0.0100 

- 

- 

- 

0.010 

0.018 

0.086 

0.009 

0.077 

0.181 

235.08 

Over Exploited 

Kumbhpuriya 

0812000401480600 

0.15 

0.22 

(89.12) 

0.17 

- 

0.17 

0.06 

0.54 

0.03 

- 

- 

- 

- 

- 

0.025 

0.198 

0.010 

0.188 

0.087 

46.45 

Safe 

Lakhni 

0813000501735700 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.086 

3,127.11 

Over Exploited 

Lalasar 

0812000501490300 

0.15 

0.59 

- 

0.59 

0.08 

0.67 

0.05 

0.42 

0.07 

0.2300 

- 

- 

0.006 

0.236 

0.310 

0.981 

0.098 

0.883 

2.067 

234.03 

Over Exploited 

Loharwara 

0812000401485000 

0.15 

0.41 

- 

0.41 

0.05 

0.46 

0.05 

0.53 

0.05 

0.1400 

- 

- 

- 

0.140 

0.187 

0.646 

0.065 

0.582 

3.762 

646.88 

Over Exploited 

Madho Ka Bas 

0812000401479200 

0.10 

0.06 

- 

0.06 

0.01 

0.07 

0.06 

0.52 

0.01 

0.0300 

- 

- 

- 

0.030 

0.037 

0.102 

0.010 

0.092 

0.801 

872.30 

Over Exploited 

Mahar Khurd 

0812000301473500 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.186 

1,614.17 

Over Exploited 

Mahroli 

0813000501736500 

0.15 

0.08 

- 

0.08 

0.01 

0.09 

0.02 

0.15 

0.01 

0.0200 

- 

- 

0.000 

0.020 

0.030 

0.116 

0.012 

0.104 

0.473 

454.27 

Over Exploited 

Majeepura 

0812000301473400 

0.15 

0.33 

(43.97) 

0.27 

0.01 

0.28 

0.06 

0.56 

0.04 

0.0400 

- 

- 

- 

0.040 

0.080 

0.357 

0.018 

0.340 

0.998 

293.76 

Over Exploited 



0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.007 

52,927.68 

Over Exploited 

Ma la ka li 

0813000501736400 

0.15 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.002 

0.013 

0.001 

0.012 

0.087 

727.00 

Over Exploited 

Malikpur 

0812000401481500 

0.15 

0.52 

- 

0.52 

0.02 

0.54 

0.05 

0.52 

0.06 

0.0500 

- 

- 

- 

0.050 

0.110 

0.654 

0.065 

0.589 

1.490 

253.16 

Over Exploited 

Mamtori Kalan 

0812000301474600 

0.15 

0.00 

15,240.73 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.045 

14,319.12 

Over Exploited 

Mandha Bhinda 

0812000401483300 

0.15 

0.58 

- 

0.58 

0.05 

0.63 

0.05 

0.52 

0.07 

0.1500 

- 

- 

- 

0.150 

0.218 

0.850 

0.085 

0.765 

1.391 

181.89 

Over Exploited 

Mohanpura 

0812000501491400 

0.15 

0.13 

- 

0.13 

0.01 

0.14 

0.06 

0.51 

0.02 

0.0400 

- 

- 

0.001 

0.041 

0.057 

0.201 

0.020 

0.181 

1.124 

622.11 

Over Exploited 


0812001001567100 

0.24 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.005 

0.081 

1,567.55 

Over Exploited 

Morija 

0812000401487300 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.145 

1,377.79 

Over Exploited 

Mundiya 

0812001001565400 

0.24 

0.33 

- 

0.33 

0.01 

0.34 

0.05 

0.53 

0.04 

0.0200 

- 

- 

- 

0.020 

0.058 

0.396 

0.040 

0.356 

0.661 

185.53 

Over Exploited 

Murli Pura 

0812000301472700 

0.15 

0.11 

120.26 

0.13 

0.02 

0.15 

0.06 

0.56 

0.01 

0.0500 

- 

- 

- 

0.050 

0.063 

0.210 

0.011 

0.200 

1.288 

644.21 

Over Exploited 

Nadyan 

0812000401479800 

0.15 

0.18 

- 

0.18 

0.01 

0.19 

0.05 

0.53 

0.02 

0.0200 

- 

- 

- 

0.020 

0.041 

0.232 

0.023 

0.209 

0.537 

257.32 

Over Exploited 

Nakawala 

0812001001575800 

0.24 

0.00 

2,113.42 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.013 

298.70 

Over Exploited 

Nangal Bharda 

0812000401486000 

0.15 

0.73 

- 

0.73 

0.02 

0.75 

0.04 

0.42 

0.08 

0.0600 

- 

- 

- 

0.060 

0.145 

0.896 

0.090 

0.806 

1.754 

217.53 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.068 

55,064.27 

Over Exploited 

Nangal Govind 

0812000401478500 

0.10 

0.14 

- 

0.14 

0.03 

0.17 

0.05 

0.51 

0.02 

0.0900 

- 

- 

- 

0.090 

0.107 

0.273 

0.027 

0.246 

2.300 

934.64 

Over Exploited 

Nangal Kalan 

0812000401479500 

0.15 

0.63 

- 

0.63 

0.02 

0.65 

0.05 

0.50 

0.07 

0.0600 

- 

- 

- 

0.060 

0.133 

0.785 

0.078 

0.706 

1.649 

233.41 

Over Exploited 

Nangal Koju 

0812000401480400 

0.15 

0.44 

(32.34) 

0.35 

0.01 

0.36 

0.06 

0.54 

0.05 

0.0300 

- 

- 

- 

0.030 

0.082 

0.441 

0.022 

0.419 

0.938 

223.74 

Over Exploited 

Nara 

0812001001566700 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.026 

3,063.76 

Over Exploited 

Narsinghpura 

0812000401484100 

0.15 

0.31 

- 

0.31 

0.01 

0.32 

0.05 

0.52 

0.04 

0.0200 

- 

- 

- 

0.020 

0.056 

0.379 

0.038 

0.341 

0.466 

136.88 

Over Exploited 

Nayabas 

0812000301474200 

0.15 

0.09 

108.47 

0.10 

0.01 

0.11 

0.05 

0.48 

0.01 

0.0400 

- 

- 

- 

0.040 

0.050 

0.164 

0.008 

0.156 

0.981 

630.58 

Over Exploited 

Nindola 

0812000401480200 

0.15 

0.58 

1.13 

0.59 

0.01 

0.60 

0.06 

0.54 

0.07 

0.0200 

- 

- 

- 

0.020 

0.088 

0.684 

0.034 

0.650 

0.675 

103.84 

Over Exploited 

Niwana 

0812000401480800 

0.15 

0.65 

(43.54) 

0.52 

0.03 

0.55 

0.05 

0.52 

0.08 

0.0800 

- 

- 

- 

0.080 

0.155 

0.702 

0.035 

0.667 

2.098 

314.58 

Over Exploited 

Nopura 

0812000401482400 

0.15 

0.38 

- 

0.38 

0.07 

0.45 

0.06 

0.53 

0.04 

0.2100 

- 

- 

- 

0.210 

0.254 

0.702 

0.070 

0.631 

1.946 

308.26 

Over Exploited 

Parasrampura 

0813000501740700 

0.15 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.010 

0.067 

694.84 

Over Exploited 



0.22 

0.81 

- 

0.81 

0.01 

0.82 

0.04 

0.37 

0.10 

0.0200 

- 

- 

0.001 

0.021 

0.118 

0.936 

0.094 

0.842 

0.552 

65.51 

Safe 

Parman Pura 

0812000301473600 

0.15 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.006 

0.124 

2,131.61 

Over Exploited 



0.06 

0.03 

- 

0.03 

0.01 

0.04 

0.03 

0.25 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.059 

0.006 

0.053 

0.438 

826.08 

Over Exploited 

Patti Sitarampura 

0812001001565900 

0.24 

0.06 

- 

0.06 

- 

0.06 

0.03 

0.34 

0.01 

- 

- 

- 

- 

- 

0.007 

0.065 

0.006 

0.058 

0.136 

232.86 

Over Exploited 

Patwari Ka Bas 

0813000501736000 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.098 

4,926.67 

Over Exploited 

Pragpura 

0812001001566300 

0.24 

0.11 

- 

0.11 

0.01 

0.12 

0.05 

0.53 

0.01 

0.0200 

- 

- 

- 

0.020 

0.032 

0.151 

0.015 

0.136 

0.508 

374.21 

Over Exploited 

Pratappura Kalan 

0812001001565000 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.042 

1,445.46 

Over Exploited 

Purohit Ka Bas 

0813000501735300 

0.15 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.009 

0.047 

509.38 

Over Exploited 

Radawas 

0812000301473200 

0.15 

0.18 

57.62 

0.21 

0.02 

0.23 

0.02 

0.21 

0.02 

0.0500 

- 

- 

- 

0.050 

0.071 

0.301 

0.015 

0.286 

1.318 

460.25 

Over Exploited 

Radha Kishanpura @ Pok 

0812001001566500 

0.24 

0.41 

- 

0.41 

0.01 

0.42 

0.05 

0.50 

0.05 

0.0200 

- 

- 

- 

0.020 

0.067 

0.484 

0.048 

0.436 

0.472 

108.38 

Over Exploited 

Raisingh Ka Bas 

0812000401479600 

0.15 

0.23 

- 

0.23 

0.00 

0.23 

0.06 

0.53 

0.03 

0.0100 

- 

- 

0.000 

0.011 

0.037 

0.270 

0.027 

0.243 

0.393 

161.51 

Over Exploited 

Raithal 

0812001001564600 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.24 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.031 

0.003 

0.028 

0.298 

1,055.45 

Over Exploited 

Ramgatta @ Harwanshpur 

0812001001566600 

0.24 

0.37 

- 

0.37 

- 

0.37 

0.05 

0.53 

0.04 

0.0100 

- 

- 

- 

0.010 

0.053 

0.428 

0.043 

0.385 

0.324 

84.17 

Semi Critical 

Rampura 

0812000501491700 

0.12 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.021 

0.002 

0.019 

0.254 

1,318.57 

Over Exploited 



0.15 

0.03 

- 

0.03 

0.01 

0.04 

0.01 

0.14 

0.00 

0.0200 

- 

- 

- 

0.020 

0.024 

0.063 

0.006 

0.057 

0.421 

740.93 

Over Exploited 

Ramsinghpura @ Sanga K 

0812000501491300 

0.12 

0.04 

- 

0.04 

0.01 

0.05 

0.02 

0.20 

0.00 

0.0200 

- 

- 

- 

0.020 

0.024 

0.070 

0.007 

0.063 

0.429 

678.20 

Over Exploited 



0.15 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.022 

0.002 

0.020 

0.234 

1,189.69 

Over Exploited 

Ranipura 

0812000301471600 

0.15 

0.32 

(10.62) 

0.29 

0.01 

0.30 

0.06 

0.56 

0.04 

0.0300 

- 

- 

0.001 

0.031 

0.071 

0.369 

0.018 

0.351 

0.762 

217.45 

Over Exploited 

Ranjeetpura 

0812000401478400 

0.10 

0.26 

- 

0.26 

0.02 

0.28 

0.06 

0.50 

0.03 

0.0500 

- 

- 

- 

0.050 

0.083 

0.366 

0.037 

0.329 

1.461 

443.56 

Over Exploited 

Raopura 

0812000301472500 

0.15 

0.26 

(28.44) 

0.21 

0.01 

0.22 

0.06 

0.55 

0.03 

0.0300 

- 

- 

- 

0.030 

0.061 

0.283 

0.014 

0.268 

0.831 

309.55 

Over Exploited 

Reengus(M) 

0813000541308000 

0.15 

1.14 

- 

1.14 

0.03 

1.17 

0.05 

0.42 

0.14 

0.0900 

- 

- 

- 

0.090 

0.233 

1.399 

0.140 

1.259 

4.871 

386.98 

Over Exploited 



0.22 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.021 

0.002 

0.019 

0.420 

2,183.12 

Over Exploited 

Roondal 

0812001001575700 

0.24 

0.04 

2,208.84 

0.05 

0.01 

0.06 

0.01 

0.09 

0.01 

0.0200 

- 

- 

- 

0.020 

0.025 

0.088 

0.004 

0.084 

0.544 

649.38 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Sabalpura 

081200040148280C 

4.126 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.881 

-1.01 

0.080 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.68 

0.033 

0.44 

0.63 


Sahab Rampura 

0812001001565700 

2.167 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.167 

-0.93 

0.150 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.013 

0.48 

0.66 


Samod 

0812000401486500 

18.850 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.782 

-0.68 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.007 

0.02 

0.03 







Non-command 

Quartzite 

0.007 

-0.68 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sandarsar 

0812000401481800 

7.043 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

7.018 

-0.72 

0.080 

0.76 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

2.96 

0.060 

0.48 

0.66 


Sargoth 

0813000501740800 

9.107 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

8.972 

-0.71 

0.150 

0.49 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.82 

0.102 

0.47 

0.67 


Sepatpura 

0812000301474100 

2.951 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.106 

-0.01 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.001 

0.02 

0.03 


Shimarla Jageer 

0813000501740900 

8.511 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

7.235 

0.28 

0.150 

0.56 

0.03 

0.00 

0.00 

0.00 

0.84 

0.58 

2.14 

0.082 

0.41 

0.58 


Shyosinghpura 

0812000301473900 

3.273 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.834 

0.00 

0.150 

0.26 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.00 

0.021 

0.44 

0.60 







Non-command 

Quartzite 

0.438 

0.00 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.003 

0.07 

0.09 


Singod Kalan 

0812000401480000 

15.703 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

15.622 

-0.12 

0.080 

0.44 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.58 

0.133 

0.48 

0.67 


Singod Khurd 

0812000401479900 

7.979 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

7.889 

0.12 

0.080 

0.29 

0.01 

0.00 

0.00 

0.00 

0.36 

0.25 

1.08 

0.067 

0.47 

0.66 


Sirsa 

0812000401478300 

8.256 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.207 

-0.36 

0.070 

0.53 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.02 

0.070 

0.45 

0.68 


Sirsali 

0812001001566900 

5.223 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.080 

-0.65 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Sitaram Pura 

0812000401481600 

3.849 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.507 

-0.65 

0.080 

0.21 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.80 

0.030 

0.43 

0.61 


Syaoo 

0812000401481300 

5.481 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.162 

-0.33 

0.080 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.62 

0.044 

0.45 

0.63 


Tadawas 

0812001001564900 

6.523 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.199 

-0.73 

0.150 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.49 

0.026 

0.31 

0.43 


Tankarda 

0812000401484900 

1.613 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.611 

-0.74 

0.080 

0.26 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.01 

0.014 

0.48 

0.66 


Tapilya 

0813000501735400 

6.666 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.034 

-0.66 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 


Tejpura 

0812000301473100 

4.746 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.569 

0.05 

0.150 

0.12 

0.01 

0.00 

0.00 

0.00 

0.15 

0.11 

0.45 

0.034 

0.48 

0.66 


Tigariya 

0812000401485800 

13.143 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

13.134 

0.03 

0.080 

0.47 

0.02 

0.00 

0.00 

0.00 

0.48 

0.35 

1.73 

0.112 

0.49 

0.68 


Trilok Pura 

0812000301471700 

5.566 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.166 

0.36 

0.150 

0.18 

0.01 

0.00 

0.00 

0.00 

0.45 

0.33 

0.65 

0.039 

0.47 

0.64 


Udaipuriya 

0812000401486100 

7.070 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

7.070 

-0.46 

0.080 

0.22 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.82 

0.060 

0.48 

0.66 


Udgwar @ Gudalya 

0812000401479300 

10.026 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.822 

-0.27 

0.070 

0.83 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

3.23 

0.067 

0.36 

0.52 







Non-command 

Younger Alluvium 

1.268 

-0.27 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.011 

0.06 

0.09 


Ugariyawas 

0812000401484200 

1.832 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.789 

-0.51 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.015 

0.47 

0.65 


Vishan Garh 

0812000301474800 

26.888 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.010 

0.27 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 

01003018 

Abas 

0814001001902200 

11.561 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.228 

-0.39 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.01 

0.01 


Abhawas 

0813000501735100 

20.880 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.548 

-1.24 

0.100 

0.15 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.53 

0.052 

0.09 

0.15 


Abhaypura 

0814001001901900 

1.797 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.797 

0.06 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.17 

0.012 

0.39 

0.45 


Aheer Ka Bas 

0813000401718900 

3.815 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.721 

-0.34 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.031 

0.35 

0.61 







Non-command 

Quartzite 

0.094 

-0.34 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.02 


Amanipura 

0813000401720900 

1.602 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.602 

-0.37 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.013 

0.33 

0.75 


Amarpura 

0813000401706200 

2.406 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.800 

-1.02 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.015 

0.28 

0.45 


Anantpura 

0813000401718800 

3.144 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.783 

-0.01 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.007 

0.09 

0.15 







Non-command 

Quartzite 

2.254 

-0.01 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.019 

0.27 

0.43 


Asti Kalan 

0812000401478900 

14.553 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.731 

-0.62 

0.070 

0.60 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

2.33 

0.066 

0.24 

0.36 







Non-command 

Younger Alluvium 

0.286 

-0.62 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.002 

0.01 

0.01 


Asti Khurd 

0812000401479000 

8.821 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.105 

-1.24 

0.070 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.01 

0.01 







Non-command 

Younger Alluvium 

5.184 

-1.24 

0.080 

0.16 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.59 

0.044 

0.27 

0.39 


Badhal 

0812000501489400 

14.331 

Fresh 

Non-command 

Non-command 

Older Alluvium 

14.094 

-4.69 

0.100 

0.90 

0.13 

0.00 

0.00 

0.01 

0.00 

0.00 

3.50 

0.059 

0.39 

0.65 







Non-command 

Younger Alluvium 

0.237 

-4.69 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.001 

0.01 

0.01 


Bagawas 

0812000501490200 

10.738 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.650 

-2.15 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.003 

0.03 

0.04 


Bajiyon Ka Bas 

0812000501488900 

6.086 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

6.086 

-4.31 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.42 

0.026 

0.38 

0.67 


Bajna 

0814001001901600 

5.981 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.404 

0.21 

0.080 

0.09 

0.01 

0.00 

0.00 

0.00 

0.17 

0.13 

0.31 

0.035 

0.36 

0.48 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.577 

0.21 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.004 

0.04 

0.05 


Bajyawas 

0813000401713700 

7.439 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.687 

-0.02 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.014 

0.08 

0.14 


Balyawas 

0813000401721700 

4.592 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.883 

0.29 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.12 

0.06 

0.13 

0.024 

0.22 

0.43 







Non-command 

Younger Alluvium 

1.709 

0.29 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.12 

0.014 

0.13 

0.26 


Banathala 

0813000401717600 

12.805 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.485 

-0.22 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.004 

0.01 

0.02 


Baori 

0814001001906200 

5.790 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.790 

0.02 

0.080 

0.21 

0.01 

0.00 

0.00 

0.00 

0.20 

0.10 

0.81 

0.038 

0.35 

0.69 



0814001001907400 

7.782 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.040 

0.39 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.06 

0.013 

0.10 

0.18 







Non-command 

Younger Alluvium 

0.192 

0.39 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.02 


Bar Ka Charanwas 

0813000401706300 

1.588 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.588 

-0.96 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.013 

0.37 

0.59 


Barjan 

0814001001901500 

2.428 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.428 

0.37 

0.080 

0.10 

0.01 

0.00 

0.00 

0.00 

0.16 

0.11 

0.37 

0.016 

0.39 

0.58 


Basri Khurd 

0812000501488400 

5.935 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.935 

-1.98 

0.120 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.75 

0.025 

0.38 

0.67 


Batliya 

0814001001901300 

6.221 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.083 

0.40 

0.080 

0.12 

0.02 

0.00 

0.00 

0.00 

0.30 

0.18 

0.42 

0.040 

0.37 

0.60 


Beniyon Ka Bas 

0813000401719500 

5.353 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.353 

0.04 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.20 

0.045 

0.34 

0.72 


Bhadwa 

0812000501495800 

9.777 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.641 

0.42 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.13 

0.003 

0.03 

0.04 


Bhagwanpura 

0814001001902100 

9.646 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.034 

-0.20 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.013 

0.08 

0.09 


Bharija 

0813000401719200 

16.317 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.340 

-0.34 

0.100 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.095 

0.24 

0.47 







Non-command 

Quartzite 

4.747 

-0.34 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.040 

0.10 

0.20 


Bhatipura 

0814001001905000 

6.591 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.211 

0.96 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.01 

0.02 


Bheevpura 

0814001001907600 

1.242 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.242 

0.43 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.22 

0.008 

0.37 

0.68 


Bhookhron Ki Dhani 

0812000501495500 

7.105 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.030 

0.49 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhoordon Ka Bas 

0813000401720700 

4.217 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.217 

-0.28 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.035 

0.33 

0.74 


Bijapura 

0814001001899800 

3.886 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.569 

-0.16 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.004 

0.06 

0.06 







Non-command 

Quartzite 

0.054 

-0.16 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Sabalpura 

081200040148280C 

0.15 

0.26 

- 

0.26 

0.01 

0.27 

0.05 

0.50 

0.03 

0.0300 

- 

- 

- 

0.030 

0.060 

0.329 

0.033 

0.296 

0.710 

239.57 

Over Exploited 

Sahab Rampura 

0812001001565700 

0.24 

0.25 

- 

0.25 

0.01 

0.26 

0.05 

0.53 

0.03 

0.0200 

- 

- 

0.003 

0.023 

0.052 

0.312 

0.031 

0.280 

0.427 

152.37 

Over Exploited 

Samod 

0812000401486500 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.068 

2,808.82 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sandarsar 

0812000401481800 

0.15 

0.50 

- 

0.50 

0.04 

0.54 

0.05 

0.53 

0.06 

0.1100 

- 

- 

- 

0.110 

0.168 

0.708 

0.071 

0.637 

3.017 

473.50 

Over Exploited 

Sargoth 

0813000501740800 

0.22 

0.92 

- 

0.92 

0.02 

0.94 

0.06 

0.52 

0.11 

0.0700 

- 

- 

- 

0.070 

0.180 

1.122 

0.112 

1.010 

1.925 

190.68 

Over Exploited 

Sepatpura 

0812000301474100 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.032 

10,757.80 

Over Exploited 

Shimarla Jageer 

0813000501740900 

0.22 

0.65 

(9.36) 

0.58 

0.03 

0.62 

0.05 

0.45 

0.08 

0.0800 

- 

- 

0.001 

0.081 

0.158 

0.773 

0.039 

0.734 

2.219 

302.28 

Over Exploited 

Shyosinghpura 

0812000301473900 

0.15 

0.19 

- 

0.19 

0.01 

0.20 

0.05 

0.50 

0.02 

0.0400 

- 

- 

0.000 

0.040 

0.063 

0.261 

0.026 

0.235 

1.021 

434.44 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.08 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.163 

1,510.65 

Over Exploited 

Singod Kalan 

0812000401480000 

0.15 

1.11 

- 

1.11 

0.02 

1.13 

0.06 

0.53 

0.13 

0.0600 

- 

- 

- 

0.060 

0.191 

1.325 

0.133 

1.193 

1.715 

143.83 

Over Exploited 

Singod Khurd 

0812000401479900 

0.15 

0.56 

(54.60) 

0.45 

0.01 

0.46 

0.06 

0.53 

0.07 

0.0400 

- 

- 

- 

0.040 

0.105 

0.564 

0.028 

0.535 

1.145 

213.89 

Over Exploited 

Sirsa 

0812000401478300 

0.10 

0.37 

- 

0.37 

0.03 

0.40 

0.06 

0.51 

0.05 

0.0800 

- 

- 

- 

0.080 

0.126 

0.526 

0.053 

0.473 

2.092 

442.28 

Over Exploited 

Sirsali 

0812001001566900 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.013 

9,516.30 

Over Exploited 

Sitaram Pura 

0812000401481600 

0.15 

0.23 

- 

0.23 

0.01 

0.24 

0.05 

0.48 

0.03 

0.0300 

- 

- 

- 

0.030 

0.056 

0.295 

0.030 

0.266 

0.833 

313.67 

Over Exploited 

Syaoo 

0812000401481300 

0.15 

0.35 

- 

0.35 

0.01 

0.36 

0.05 

0.50 

0.04 

0.0200 

- 

- 

- 

0.020 

0.060 

0.419 

0.042 

0.377 

0.668 

177.33 

Over Exploited 

Tadawas 

0812001001564900 

0.24 

0.31 

- 

0.31 

0.01 

0.32 

0.04 

0.34 

0.04 

0.0200 

- 

- 

- 

0.020 

0.056 

0.375 

0.038 

0.338 

0.514 

152.25 

Over Exploited 

Tankarda 

0812000401484900 

0.15 

0.12 

- 

0.12 

0.01 

0.13 

0.05 

0.53 

0.01 

0.0400 

- 

- 

- 

0.040 

0.053 

0.178 

0.018 

0.160 

1.022 

636.63 

Over Exploited 

Tapilya 

0813000501735400 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.007 

65,158.09 

Over Exploited 

Tejpura 

0812000301473100 

0.15 

0.33 

(67.97) 

0.27 

0.01 

0.28 

0.06 

0.54 

0.04 

0.0200 

- 

- 

- 

0.020 

0.060 

0.335 

0.017 

0.318 

0.488 

153.39 

Over Exploited 

Tigariya 

0812000401485800 

0.15 

0.97 

(63.92) 

0.78 

0.02 

0.80 

0.06 

0.55 

0.11 

0.0600 

- 

- 

- 

0.060 

0.174 

0.970 

0.049 

0.922 

1.837 

199.30 

Over Exploited 

Trilok Pura 

0812000301471700 

0.15 

0.36 

(9.46) 

0.33 

0.01 

0.34 

0.06 

0.53 

0.05 

0.0200 

- 

- 

0.001 

0.021 

0.066 

0.406 

0.020 

0.386 

0.689 

178.39 

Over Exploited 

Udaipuriya 

0812000401486100 

0.15 

0.51 

- 

0.51 

0.01 

0.52 

0.06 

0.53 

0.06 

0.0300 

- 

- 

0.000 

0.030 

0.089 

0.606 

0.061 

0.545 

0.878 

161.17 

Over Exploited 

Udgwar @ Gudalya 

0812000401479300 

0.10 

0.29 

- 

0.29 

0.04 

0.33 

0.04 

0.41 

0.03 

0.1200 

- 

- 

- 

0.120 

0.154 

0.479 

0.048 

0.431 

3.294 

763.66 

Over Exploited 



0.15 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.023 

0.002 

0.020 

0.287 

1,411.15 

Over Exploited 

Ugariyawas 

0812000401484200 

0.15 

0.13 

- 

0.13 

- 

0.13 

0.05 

0.52 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.149 

0.015 

0.134 

0.278 

206.96 

Over Exploited 

Vishan Garh 

0812000301474800 

0.15 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Abas 

0814001001902200 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.020 

7,562.47 

Over Exploited 

Abhawas 

0813000501735100 

0.15 

0.06 

- 

0.06 

0.02 

0.08 

0.01 

0.10 

0.01 

0.0600 

- 

- 

- 

0.060 

0.069 

0.148 

0.015 

0.133 

0.581 

436.32 

Over Exploited 

Abhaypura 

0814001001901900 

0.15 

0.11 

(52.77) 

0.08 

0.00 

0.09 

0.05 

0.45 

0.01 

0.0100 

- 

- 

0.001 

0.011 

0.026 

0.111 

0.006 

0.105 

0.185 

175.62 

Over Exploited 

Aheer Ka Bas 

0813000401718900 

0.12 

0.16 

- 

0.16 

- 

0.16 

0.06 

0.41 

0.03 

0.0100 

- 

- 

- 

0.010 

0.036 

0.193 

0.019 

0.174 

0.188 

108.18 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.006 

10,932.09 

Over Exploited 

Amanipura 

0813000401720900 

0.12 

0.06 

- 

0.06 

- 

0.06 

0.06 

0.39 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.084 

0.008 

0.076 

0.170 

225.40 

Over Exploited 

Amarpura 

0813000401706200 

0.12 

0.06 

- 

0.06 

- 

0.06 

0.04 

0.32 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.080 

0.008 

0.072 

0.241 

336.40 

Over Exploited 

Anantpura 

0813000401718800 

0.12 

0.01 

- 

0.01 

0.00 

0.01 

0.01 

0.11 

0.00 

- 

- 

- 

0.002 

0.002 

0.003 

0.013 

0.001 

0.011 

0.025 

214.04 

Over Exploited 



0.06 

0.04 

- 

0.04 

0.00 

0.04 

0.04 

0.31 

0.01 

- 

- 

- 

0.001 

0.001 

0.007 

0.044 

0.004 

0.040 

0.063 

158.86 

Over Exploited 

Asti Kalan 

0812000401478900 

0.10 

0.18 

- 

0.18 

0.09 

0.27 

0.03 

0.27 

0.02 

0.0900 

- 

- 

- 

0.090 

0.113 

0.388 

0.039 

0.349 

2.399 

687.87 

Over Exploited 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.048 

12,665.69 

Over Exploited 

Asti Khurd 

0812000401479000 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.024 

41,412.92 

Over Exploited 



0.15 

0.21 

- 

0.21 

0.02 

0.23 

0.03 

0.30 

0.03 

0.0700 

- 

- 

- 

0.070 

0.096 

0.322 

0.032 

0.290 

0.632 

217.91 

Over Exploited 

Badhal 

0812000501489400 

0.12 

0.66 

- 

0.66 

0.14 

0.80 

0.06 

0.45 

0.10 

0.1300 

- 

- 

0.009 

0.139 

0.234 

1.030 

0.103 

0.927 

3.563 

384.42 

Over Exploited 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.067 

27,913.94 

Over Exploited 

Bagawas 

0812000501490200 

0.15 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.03 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.015 

0.001 

0.013 

0.161 

1,215.55 

Over Exploited 

Bajiyon Ka Bas 

0812000501488900 

0.15 

0.35 

- 

0.35 

0.01 

0.36 

0.06 

0.44 

0.05 

0.0200 

- 

- 

- 

0.020 

0.072 

0.428 

0.043 

0.385 

0.448 

116.27 

Over Exploited 

Bajna 

0814001001901600 

0.15 

0.29 

(55.71) 

0.23 

0.01 

0.24 

0.05 

0.41 

0.04 

0.0300 

- 

- 

- 

0.030 

0.070 

0.313 

0.016 

0.297 

0.343 

115.50 

Over Exploited 



0.15 

0.00 

349.42 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.026 

611.37 

Over Exploited 

Bajyawas 

0813000401713700 

0.12 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.003 

0.020 

0.002 

0.018 

0.082 

466.94 

Over Exploited 

Balyawas 

0813000401721700 

0.12 

0.08 

(17.67) 

0.06 

- 

0.06 

0.04 

0.26 

0.01 

- 

- 

- 

- 

- 

0.012 

0.075 

0.004 

0.072 

0.157 

219.67 

Over Exploited 



0.15 

0.03 

35.56 

0.04 

- 

0.04 

0.02 

0.15 

0.01 

- 

- 

- 

- 

- 

0.005 

0.046 

0.002 

0.043 

0.131 

302.30 

Over Exploited 

Banathala 

0813000401717600 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.042 

5,048.33 

Over Exploited 

Baori 

0814001001906200 

0.15 

0.30 

(66.07) 

0.24 

0.01 

0.26 

0.06 

0.41 

0.05 

0.0300 

- 

- 

0.005 

0.036 

0.084 

0.341 

0.017 

0.324 

0.847 

261.42 

Over Exploited 


0814001001907400 

0.15 

0.03 

52.45 

0.04 

0.00 

0.04 

0.01 

0.11 

0.00 

- 

- 

- 

0.000 

0.000 

0.005 

0.041 

0.002 

0.039 

0.071 

182.51 

Over Exploited 



0.20 

0.00 

1,291.68 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

273.27 

Over Exploited 

Bar Ka Charanwas 

0813000401706300 

0.12 

0.07 

- 

0.07 

- 

0.07 

0.06 

0.43 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.092 

0.009 

0.083 

0.314 

377.96 

Over Exploited 

Barjan 

0814001001901500 

0.15 

0.14 

(23.54) 

0.11 

0.01 

0.13 

0.06 

0.45 

0.02 

0.0400 

- 

- 

0.003 

0.043 

0.063 

0.190 

0.009 

0.180 

0.382 

211.91 

Over Exploited 

Basri Khurd 

0812000501488400 

0.15 

0.34 

- 

0.34 

0.01 

0.35 

0.06 

0.44 

0.05 

0.0300 

- 

- 

- 

0.030 

0.081 

0.433 

0.043 

0.390 

0.777 

199.35 

Over Exploited 

Batliya 

0814001001901300 

0.15 

0.34 

(146.37) 

0.27 

0.02 

0.29 

0.05 

0.42 

0.05 

0.0500 

- 

- 

- 

0.050 

0.100 

0.390 

0.019 

0.370 

0.464 

125.19 

Over Exploited 

Beniyon Ka Bas 

0813000401719500 

0.12 

0.22 

(83.10) 

0.17 

0.00 

0.17 

0.06 

0.39 

0.04 

0.0100 

- 

- 

0.001 

0.011 

0.047 

0.222 

0.011 

0.211 

0.244 

115.77 

Over Exploited 

Bhadwa 

0812000501495800 

0.12 

0.00 

1,576.85 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.135 

1,118.05 

Over Exploited 

Bhagwanpura 

0814001001902100 

0.15 

0.03 

- 

0.03 

- 

0.03 

0.01 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.039 

0.004 

0.035 

0.167 

480.75 

Over Exploited 

Bharija 

0813000401719200 

0.12 

0.33 

- 

0.33 

- 

0.33 

0.04 

0.28 

0.05 

0.0100 

- 

- 

- 

0.010 

0.064 

0.395 

0.039 

0.355 

0.355 

99.92 

Critical 



0.06 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.12 

0.00 

- 

- 

- 

- 

- 

0.003 

0.018 

0.002 

0.016 

0.127 

794.03 

Over Exploited 

Bhatipura 

0814001001905000 

0.15 

0.00 

2,257.67 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

241.97 

Over Exploited 

Bheevpura 

0814001001907600 

0.20 

0.09 

(27.23) 

0.07 

0.00 

0.07 

0.06 

0.43 

0.01 

0.0100 

- 

- 

0.001 

0.011 

0.025 

0.099 

0.005 

0.094 

0.223 

236.74 

Over Exploited 

Bhookhron Ki Dhani 

0812000501495500 

0.12 

0.00 

8,120.16 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

8.08 

Safe 

Bhoordon Ka Bas 

0813000401720700 

0.12 

0.17 

- 

0.17 

0.00 

0.17 

0.06 

0.39 

0.03 

0.0100 

- 

- 

0.002 

0.012 

0.040 

0.209 

0.021 

0.188 

0.198 

105.26 

Over Exploited 

Bijapura 

0814001001899800 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.005 

0.062 

1,230.44 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Buchyasi 

081300040171740C 

5.603 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.249 

-0.34 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.002 

0.02 

0.03 


Buwana 

0813000401720300 

11.842 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.589 

-0.33 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.089 

0.30 

0.66 







Non-command 

Quartzite 

1.119 

-0.33 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.009 

0.03 

0.07 


Chainpura 

0813000401722500 

9.903 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.027 

-0.26 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.25 

0.076 

0.32 

0.62 







Non-command 

Younger Alluvium 

0.876 

-0.26 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.007 

0.03 

0.06 


Chak 

0813000401722100 

5.896 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.896 

-0.11 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.049 

0.34 

0.71 


Chak Bharija No.l 

0813000401720100 

1.093 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.093 

-0.74 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.009 

0.33 

0.76 


Chak Bharija No.2 

0813000401720000 

0.866 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.866 

-0.69 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.007 

0.32 

0.77 


Chak Daron Ka Bas 

0814001001900900 

2.280 

Fresh 

Non-command 

Non-command 

Quartzite 

0.071 

0.17 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Chak Gogawas 

0813000401713600 

1.525 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.525 

0.19 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.11 

0.013 

0.37 

0.61 


Chak Mitai 

0813000401720200 

4.557 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.557 

-0.40 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.038 

0.33 

0.75 


Chandeli Ka Bas 

0813000401718400 

7.682 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.682 

-0.06 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.064 

0.39 

0.54 


Charanwas 

0812000501489000 

3.754 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.754 

-4.75 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.016 

0.39 

0.66 



0812000501493700 

1.872 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.872 

0.25 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.21 

0.008 

0.39 

0.67 


Chosla 

0814001001904900 

13.399 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.886 

0.58 

0.080 

0.04 

0.01 

0.00 

0.00 

0.00 

0.12 

0.08 

0.14 

0.012 

0.06 

0.09 





Saline 

Non-command 

Non-command 

Older Alluvium 

4.192 

0.58 

0.080 

0.05 

0.01 

0.00 

0.00 

0.00 

0.23 

0.16 

0.18 

0.027 

0.14 

0.20 


Dabsi 

0814001001904400 

3.819 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.206 

0.17 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.03 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.614 

0.17 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.06 

0.024 

0.38 

0.48 


Dadiyarampura 

0813000501735200 

19.756 

Fresh 

Non-command 

Non-command 

Older Alluvium 

15.893 

-1.89 

0.100 

0.55 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.97 

0.181 

0.34 

0.54 


Dalatpura 

0813000401713200 

3.372 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.372 

0.19 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.12 

0.028 

0.38 

0.58 


Danji Ka Bas 

0813000401720800 

3.845 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.845 

-0.30 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.032 

0.33 

0.74 


Dansroli 

0813000401719900 

10.912 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.912 

-0.15 

0.100 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.091 

0.34 

0.73 


Danta 

0813000401718600 

19.635 

Fresh 

Non-command 

Non-command 

Older Alluvium 

19.615 

-0.45 

0.100 

0.89 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.34 

0.932 

0.38 

0.56 


Daron Ka Bas 

0814001001901000 

2.953 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.953 

0.30 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.31 

0.019 

0.37 

0.63 


Daulpura 

0813000401719000 

10.115 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.943 

-0.43 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.066 

0.28 

0.50 







Non-command 

Quartzite 

1.200 

-0.43 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.010 

0.04 

0.08 


Dediya Ka Bas 

0814001001907000 

0.706 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.706 

0.33 

0.080 

0.22 

0.01 

0.00 

0.00 

0.00 

0.23 

0.12 

0.87 

0.005 

0.36 

0.69 


Deesa 

0812000501490000 

5.249 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.249 

-3.61 

0.120 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.54 

0.022 

0.40 

0.67 


Deola 

0814001001906800 

12.072 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.382 

0.36 

0.080 

0.11 

0.00 

0.00 

0.00 

0.00 

0.44 

0.23 

0.35 

0.074 

0.35 

0.65 


Deoli Kalan 

0814001001906700 

7.613 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.148 

0.29 

0.080 

0.43 

0.02 

0.00 

0.00 

0.00 

0.57 

0.31 

1.66 

0.047 

0.35 

0.64 


Deonagar 

0814001001890600 

2.981 

Fresh 

Non-command 

Non-command 

Quartzite 

0.238 

-0.51 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.03 

0.05 



0814001001897400 

2.469 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.312 

-0.17 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.009 

0.19 

0.35 


Depur 

0814001001897600 

7.712 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.076 

-0.19 

0.080 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.027 

0.18 

0.36 







Non-command 

Quartzite 

2.165 

-0.19 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.014 

0.10 

0.19 


Deva Ka Bas 

0812000501489900 

2.880 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.880 

-4.65 

0.120 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.52 

0.012 

0.40 

0.67 


Devalya 

0812000501490700 

6.433 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.331 

0.32 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.16 

0.006 

0.09 

0.14 







Non-command 

Younger Alluvium 

1.152 

0.32 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.16 

0.005 

0.07 

0.12 


Dholasari 

0813000401718300 

10.179 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.179 

-0.27 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.085 

0.36 

0.64 


Dholya Ka Bas 

0812000501490100 

11.893 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

8.041 

-2.89 

0.120 

0.21 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.78 

0.034 

0.28 

0.45 


Dhooton Ki Dhani 

0814001001901700 

2.219 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.219 

0.17 

0.080 

0.08 

0.01 

0.00 

0.00 

0.00 

0.10 

0.08 

0.29 

0.015 

0.40 

0.50 


Doongarsi Ka Bas 

0812000501490800 

7.883 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.285 

-0.02 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.001 

0.02 

0.02 







Non-command 

Younger Alluvium 

0.674 

-0.02 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.003 

0.04 

0.06 


Dulhepura 

0813000401719800 

4.266 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.266 

-0.11 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.036 

0.34 

0.71 


Gadri 

0812000501489300 

3.511 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.644 

-4.52 

0.100 

0.23 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.90 

0.011 

0.29 

0.50 







Non-command 

Younger Alluvium 

0.867 

-4.52 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.004 

0.09 

0.16 


Gandhi Gram 

0814001001890400 

5.516 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.037 

-0.69 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.020 

0.20 

0.34 







Non-command 

Quartzite 

0.360 

-0.69 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.02 

0.04 


Gauravpura 

0814001001905400 

1.606 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.606 

0.86 

0.080 

0.19 

0.03 

0.00 

0.00 

0.00 

0.27 

0.17 

0.73 

0.010 

0.44 

0.68 


Gharwani 

0814001001906000 

6.278 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.278 

0.28 

0.080 

0.20 

0.03 

0.00 

0.00 

0.00 

0.31 

0.18 

0.75 

0.041 

0.38 

0.66 


Ghatwa 

0814001001890100 

6.645 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.320 

-0.76 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.002 

0.02 

0.03 


Gogawas 

0813000401717800 

10.161 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.161 

-0.06 

0.100 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

0.085 

0.36 

0.63 


Gopinath Pura 

0813000401722000 

3.903 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.903 

-0.17 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.033 

0.34 

0.72 


Goriya 

0813000401719100 

8.225 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.971 

-0.42 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.050 

0.26 

0.48 







Non-command 

Quartzite 

1.880 

-0.42 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.016 

0.08 

0.15 


Govindi 

0814001001904200 

8.756 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.830 

0.17 

0.080 

0.14 

0.02 

0.00 

0.00 

0.00 

0.21 

0.19 

0.52 

0.045 

0.31 

0.34 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.926 

0.17 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.08 

0.013 

0.09 

0.10 


Guwardi 

0813000401720400 

5.252 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.252 

-0.52 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.044 

0.32 

0.78 


Hanumanpura 

0814001001894600 

2.729 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.496 

-0.20 

0.080 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.51 

0.010 

0.19 

0.36 







Non-command 

Quartzite 

0.327 

-0.20 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.002 

0.04 

0.08 


Haripura 

0813000401721500 

1.654 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.654 

0.21 

0.100 

0.12 

0.01 

0.00 

0.00 

0.00 

0.15 

0.07 

0.45 

0.014 

0.35 

0.70 


Harsoli 

0812000501490600 

14.933 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.279 

-0.56 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.001 

0.01 

0.01 







Non-command 

Younger Alluvium 

11.825 

-0.56 

0.120 

0.43 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.64 

0.050 

0.32 

0.53 


Hasteda 

0812000401482500 

23.001 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.016 

-0.83 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Heerwas 

0813000401713400 

5.228 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.831 

0.07 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.06 

0.015 

0.13 

0.21 







Non-command 

Quartzite 

0.477 

0.07 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.004 

0.03 

0.06 


Itawa 

0812000501489600 

7.296 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.873 

-4.38 

0.100 

0.50 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

1.94 

0.029 

0.40 

0.63 







Non-command 

Younger Alluvium 

0.423 

-4.38 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.002 

0.02 

0.04 


Jabdi Nagar 

0814001001904000 

12.807 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.313 

0.19 

0.080 

0.01 

0.00 

0.00 

0.00 

0.10 

0.01 

0.00 

0.00 

0.041 

0.20 

0.24 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Buchyasi 

0813000401717400 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.026 

5,189.93 

Over Exploited 

Buwana 

0813000401720300 

0.12 

0.38 

- 

0.38 

- 

0.38 

0.05 

0.35 

0.06 

- 

- 

- 

- 

- 

0.064 

0.441 

0.044 

0.397 

0.215 

54.03 

Safe 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.019 

872.65 

Over Exploited 

Chainpura 

0813000401722500 

0.12 

0.35 

- 

0.35 

0.00 

0.35 

0.05 

0.37 

0.06 

0.0100 

- 

- 

0.002 

0.012 

0.069 

0.417 

0.042 

0.375 

0.322 

85.76 

Semi Critical 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.005 

0.000 

0.004 

0.047 

1,108.15 

Over Exploited 

Chak 

0813000401722100 

0.12 

0.24 

- 

0.24 

- 

0.24 

0.06 

0.40 

0.04 

0.0100 

- 

- 

- 

0.010 

0.050 

0.292 

0.029 

0.263 

0.285 

108.54 

Over Exploited 

Chak Bharija No.l 

0813000401720100 

0.12 

0.04 

- 

0.04 

0.00 

0.04 

0.06 

0.38 

0.01 

- 

- 

- 

0.001 

0.001 

0.009 

0.052 

0.005 

0.047 

0.039 

82.88 

Semi Critical 

Chak Bharija No.2 

0813000401720000 

0.12 

0.03 

- 

0.03 

0.00 

0.03 

0.06 

0.38 

0.01 

- 

- 

- 

0.001 

0.001 

0.007 

0.041 

0.004 

0.037 

0.031 

84.77 

Semi Critical 

Chak Daron Ka Bas 

0814001001900900 

0.06 

0.00 

7,416.96 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chak Gogawas 

0813000401713600 

0.12 

0.07 

(46.84) 

0.05 

- 

0.05 

0.06 

0.43 

0.01 

- 

- 

- 

- 

- 

0.011 

0.065 

0.003 

0.062 

0.122 

197.45 

Over Exploited 

Chak Mitai 

0813000401720200 

0.12 

0.18 

- 

0.18 

0.00 

0.18 

0.06 

0.38 

0.03 

- 

- 

- 

0.004 

0.004 

0.035 

0.217 

0.022 

0.195 

0.154 

78.89 

Semi Critical 

Chandeli Ka Bas 

0813000401718400 

0.12 

0.36 

- 

0.36 

- 

0.36 

0.06 

0.45 

0.06 

0.0100 

- 

- 

- 

0.010 

0.066 

0.424 

0.042 

0.381 

0.256 

67.20 

Safe 

Charanwas 

0812000501489000 

0.15 

0.22 

- 

0.22 

- 

0.22 

0.06 

0.45 

0.03 

- 

- 

- 

- 

- 

0.032 

0.251 

0.025 

0.226 

0.082 

36.15 

Safe 


0812000501493700 

0.15 

0.11 

(38.99) 

0.09 

- 

0.09 

0.06 

0.45 

0.02 

0.0100 

- 

- 

- 

0.010 

0.026 

0.114 

0.006 

0.108 

0.219 

201.88 

Over Exploited 

Chosla 

0814001001904900 

0.15 

0.02 

356.16 

0.02 

0.01 

0.03 

0.01 

0.07 

0.00 

0.0200 

- 

- 

- 

0.020 

0.022 

0.053 

0.003 

0.051 

0.147 

291.33 

Over Exploited 



0.15 

0.09 

84.29 

0.10 

0.01 

0.11 

0.02 

0.16 

0.01 

0.0200 

- 

- 

- 

0.020 

0.031 

0.145 

0.007 

0.138 

0.203 

147.87 

Over Exploited 

Dabsi 

0814001001904400 

0.15 

0.00 

226.85 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

157.53 

Over Exploited 



0.15 

0.21 

(73.39) 

0.17 

- 

0.17 

0.05 

0.43 

0.03 

0.0100 

- 

- 

- 

0.010 

0.038 

0.204 

0.010 

0.194 

0.079 

40.56 

Safe 

Dadiyarampura 

0813000501735200 

0.15 

0.81 

- 

0.81 

0.02 

0.83 

0.05 

0.38 

0.11 

0.0700 

- 

- 

0.002 

0.072 

0.181 

1.009 

0.101 

0.908 

2.150 

236.77 

Over Exploited 

Dalatpura 

0813000401713200 

0.12 

0.15 

(56.47) 

0.12 

0.00 

0.12 

0.06 

0.44 

0.02 

- 

- 

- 

0.004 

0.004 

0.029 

0.154 

0.008 

0.146 

0.144 

98.85 

Critical 

Danji Ka Bas 

0813000401720800 

0.12 

0.15 

- 

0.15 

- 

0.15 

0.06 

0.39 

0.03 

0.0100 

- 

- 

- 

0.010 

0.036 

0.189 

0.019 

0.170 

0.210 

123.70 

Over Exploited 

Dansroli 

0813000401719900 

0.12 

0.44 

- 

0.44 

0.01 

0.45 

0.06 

0.39 

0.07 

0.0200 

- 

- 

0.006 

0.026 

0.099 

0.554 

0.055 

0.499 

0.503 

100.88 

Over Exploited 

Danta 

0813000401718600 

0.12 

0.90 

- 

0.90 

0.03 

0.93 

0.06 

0.44 

0.14 

0.0900 

- 

- 

- 

0.090 

0.233 

1.158 

0.116 

1.042 

3.274 

314.09 

Over Exploited 

Daron Ka Bas 

0814001001901000 

0.15 

0.16 

(45.36) 

0.13 

- 

0.13 

0.06 

0.42 

0.02 

0.0100 

- 

- 

- 

0.010 

0.035 

0.164 

0.008 

0.156 

0.327 

209.57 

Over Exploited 

Daulpura 

0813000401719000 

0.12 

0.27 

- 

0.27 

- 

0.27 

0.05 

0.33 

0.04 

0.0100 

- 

- 

- 

0.010 

0.054 

0.324 

0.032 

0.292 

0.340 

116.59 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.003 

0.045 

1,414.00 

Over Exploited 

Dediya Ka Bas 

0814001001907000 

0.15 

0.04 

212.47 

0.05 

0.01 

0.06 

0.06 

0.42 

0.01 

0.0300 

- 

- 

- 

0.030 

0.036 

0.092 

0.005 

0.087 

0.871 

1,000.51 

Over Exploited 

Deesa 

0812000501490000 

0.15 

0.32 

- 

0.32 

0.01 

0.33 

0.06 

0.46 

0.04 

0.0200 

- 

- 

0.002 

0.022 

0.066 

0.394 

0.039 

0.354 

0.563 

158.89 

Over Exploited 

Deola 

0814001001906800 

0.15 

0.59 

(60.43) 

0.47 

0.00 

0.48 

0.05 

0.40 

0.09 

0.0100 

- 

- 

0.004 

0.014 

0.104 

0.581 

0.029 

0.552 

0.421 

76.35 

Semi Critical 

Deoli Kalan 

0814001001906700 

0.15 

0.37 

(16.63) 

0.31 

0.02 

0.33 

0.05 

0.40 

0.06 

0.0600 

- 

- 

0.002 

0.062 

0.119 

0.451 

0.023 

0.428 

1.703 

397.75 

Over Exploited 

Deonagar 

0814001001890600 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.016 

4,268.97 

Over Exploited 


0814001001897400 

0.15 

0.04 

- 

0.04 

- 

0.04 

0.03 

0.22 

0.01 

- 

- 

- 

- 

- 

0.006 

0.043 

0.004 

0.039 

0.086 

221.12 

Over Exploited 

Depur 

0814001001897600 

0.15 

0.11 

- 

0.11 

- 

0.11 

0.03 

0.21 

0.02 

0.0100 

- 

- 

- 

0.010 

0.028 

0.141 

0.014 

0.127 

0.374 

295.09 

Over Exploited 



0.06 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.11 

0.00 

- 

- 

- 

- 

- 

0.002 

0.015 

0.001 

0.013 

0.069 

521.02 

Over Exploited 

Deva Ka Bas 

0812000501489900 

0.15 

0.17 

- 

0.17 

0.01 

0.18 

0.06 

0.46 

0.02 

0.0200 

- 

- 

0.002 

0.022 

0.046 

0.231 

0.023 

0.208 

0.527 

253.43 

Over Exploited 

Devalya 

0812000501490700 

0.12 

0.01 

268.91 

0.02 

0.00 

0.02 

0.01 

0.10 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.013 

0.031 

0.002 

0.029 

0.167 

572.83 

Over Exploited 



0.15 

0.01 

306.21 

0.02 

- 

0.02 

0.01 

0.08 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.027 

0.001 

0.026 

0.168 

647.74 

Over Exploited 

Dholasari 

0813000401718300 

0.12 

0.44 

- 

0.44 

0.00 

0.44 

0.06 

0.42 

0.07 

- 

- 

- 

0.002 

0.002 

0.073 

0.512 

0.051 

0.461 

0.194 

42.10 

Safe 

Dholya Ka Bas 

0812000501490100 

0.15 

0.34 

- 

0.34 

0.01 

0.35 

0.04 

0.32 

0.05 

0.0300 

- 

- 

0.007 

0.037 

0.083 

0.435 

0.044 

0.392 

0.813 

207.59 

Over Exploited 

Dhooton Ki Dhani 

0814001001901700 

0.15 

0.13 

(39.75) 

0.11 

0.01 

0.12 

0.05 

0.45 

0.02 

0.0300 

- 

- 

- 

0.030 

0.048 

0.164 

0.008 

0.156 

0.304 

194.88 

Over Exploited 

Doongarsi Ka Bas 

0812000501490800 

0.12 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

0.004 

0.004 

0.004 

0.007 

0.001 

0.007 

0.037 

570.73 

Over Exploited 



0.15 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.005 

0.001 

0.005 

0.125 

2,585.46 

Over Exploited 

Dulhepura 

0813000401719800 

0.12 

0.18 

- 

0.18 

0.00 

0.18 

0.06 

0.40 

0.03 

0.0100 

- 

- 

0.003 

0.013 

0.042 

0.220 

0.022 

0.198 

0.173 

87.24 

Semi Critical 

Gadri 

0812000501489300 

0.12 

0.09 

- 

0.09 

0.01 

0.10 

0.04 

0.33 

0.01 

0.0300 

- 

- 

0.001 

0.032 

0.045 

0.147 

0.015 

0.133 

0.911 

686.49 

Over Exploited 



0.15 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.11 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.024 

0.002 

0.022 

0.334 

1,537.74 

Over Exploited 

Gandhi Gram 

0814001001890400 

0.15 

0.09 

- 

0.09 

- 

0.09 

0.03 

0.24 

0.01 

- 

- 

- 

- 

- 

0.015 

0.107 

0.011 

0.096 

0.119 

123.19 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.008 

1,664.81 

Over Exploited 

Gauravpura 

0814001001905400 

0.15 

0.10 

65.25 

0.13 

0.03 

0.16 

0.05 

0.49 

0.01 

0.0800 

- 

- 

- 

0.080 

0.093 

0.249 

0.012 

0.237 

0.742 

313.90 

Over Exploited 

Gharwani 

0814001001906000 

0.15 

0.36 

(50.77) 

0.28 

0.03 

0.32 

0.06 

0.43 

0.05 

0.0800 

- 

- 

0.001 

0.081 

0.134 

0.449 

0.022 

0.427 

0.792 

185.55 

Over Exploited 

Ghatwa 

0814001001890100 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.101 

11,426.04 

Over Exploited 

Gogawas 

0813000401717800 

0.12 

0.44 

- 

0.44 

0.01 

0.45 

0.06 

0.42 

0.07 

0.0200 

- 

- 

0.003 

0.023 

0.095 

0.548 

0.055 

0.493 

0.519 

105.17 

Over Exploited 

Gopinath Pura 

0813000401722000 

0.12 

0.16 

- 

0.16 

0.00 

0.16 

0.06 

0.39 

0.03 

0.0100 

- 

- 

0.001 

0.011 

0.038 

0.197 

0.020 

0.177 

0.370 

208.49 

Over Exploited 

Goriya 

0813000401719100 

0.12 

0.18 

- 

0.18 

- 

0.18 

0.04 

0.30 

0.03 

- 

- 

- 

- 

- 

0.030 

0.214 

0.021 

0.193 

0.154 

79.92 

Semi Critical 



0.06 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.010 

0.040 

417.53 

Over Exploited 

Govindi 

0814001001904200 

0.15 

0.31 

(39.73) 

0.25 

0.02 

0.27 

0.04 

0.35 

0.04 

0.0600 

- 

- 

- 

0.060 

0.104 

0.376 

0.019 

0.357 

0.565 

158.24 

Over Exploited 



0.15 

0.03 

63.79 

0.03 

- 

0.03 

0.01 

0.10 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.044 

0.002 

0.041 

0.090 

216.74 

Over Exploited 

Guwardi 

0813000401720400 

0.12 

0.20 

- 

0.20 

- 

0.20 

0.06 

0.38 

0.03 

- 

- 

- 

- 

- 

0.035 

0.237 

0.024 

0.213 

0.135 

63.38 

Safe 

Hanumanpura 

0814001001894600 

0.15 

0.04 

- 

0.04 

0.01 

0.05 

0.03 

0.23 

0.01 

0.0200 

- 

- 

- 

0.020 

0.027 

0.081 

0.008 

0.073 

0.519 

714.26 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.038 

4,381.96 

Over Exploited 

Haripura 

0813000401721500 

0.12 

0.07 

4.59 

0.07 

0.01 

0.08 

0.06 

0.41 

0.01 

0.0200 

- 

- 

- 

0.020 

0.031 

0.114 

0.006 

0.108 

0.466 

430.41 

Over Exploited 

Harsoli 

0812000501490600 

0.12 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.037 

1,948.16 

Over Exploited 



0.15 

0.58 

- 

0.58 

0.02 

0.60 

0.04 

0.37 

0.08 

0.0600 

- 

- 

0.003 

0.063 

0.142 

0.740 

0.074 

0.666 

1.687 

253.31 

Over Exploited 

Hasteda 

0812000401482500 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Heerwas 

0813000401713400 

0.12 

0.03 

(30.79) 

0.02 

0.00 

0.02 

0.02 

0.15 

0.00 

- 

- 

- 

0.001 

0.001 

0.006 

0.030 

0.001 

0.028 

0.071 

252.92 

Over Exploited 



0.06 

0.00 

(110.35) 

0.00 

0.00 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.014 

607.48 

Over Exploited 

Itawa 

0812000501489600 

0.12 

0.33 

- 

0.33 

0.07 

0.40 

0.05 

0.45 

0.04 

0.0700 

- 

- 

0.001 

0.071 

0.115 

0.513 

0.051 

0.462 

1.973 

427.31 

Over Exploited 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.134 

8,448.36 

Over Exploited 

Jabdi Nagar 

0814001001904000 

0.15 

0.19 

(97.64) 

0.15 

0.10 

0.25 

0.03 

0.23 

0.03 

- 

- 

- 

0.153 

0.153 

0.178 

0.432 

0.022 

0.411 

0.041 

10.04 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Janiyon Ka Bas 

081200050149570C 

7.077 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.012 

0.46 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jawanpura 

081400100190040C 

5.440 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.403 

0.24 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.17 

0.09 

0.31 

0.029 

0.29 

0.53 







Non-command 

Quartzite 

0.329 

0.24 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.02 

0.04 


Jeenwar 

0814001001900200 

6.681 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.311 

0.30 

0.080 

0.10 

0.00 

0.00 

0.00 

0.00 

0.25 

0.15 

0.35 

0.041 

0.35 

0.57 







Non-command 

Quartzite 

0.172 

0.30 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.02 


Junsya Kalan & Khurd 

0812000501489800 

3.849 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.849 

-3.96 

0.120 

0.32 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

1.26 

0.016 

0.43 

0.66 


Kabron Ka Bas 

0812000501489500 

4.965 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.741 

-4.78 

0.100 

0.10 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.007 

0.14 

0.23 







Non-command 

Younger Alluvium 

3.224 

-4.78 

0.120 

0.22 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.85 

0.014 

0.26 

0.43 


Kaliya Bas 

0814001001906600 

2.157 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.157 

0.05 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.31 

0.014 

0.36 

0.69 


Kanchanpura 

0814001001906400 

3.008 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.008 

0.22 

0.080 

0.18 

0.01 

0.00 

0.00 

0.00 

0.22 

0.12 

0.69 

0.020 

0.37 

0.68 


Kankra 

0813000401719700 

7.913 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.913 

-0.11 

0.100 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.066 

0.34 

0.71 


Kanpura 

0814001001900600 

1.882 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.882 

-0.04 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.012 

0.34 

0.71 


Kantiya 

0814001001901200 

10.483 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.835 

0.37 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.32 

0.19 

0.02 

0.064 

0.35 

0.59 


Kanwarpura 

0812000501489700 

6.491 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.491 

-2.83 

0.100 

0.22 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.84 

0.027 

0.43 

0.67 


Karad 

0813000401721800 

18.217 

Fresh 

Non-command 

Non-command 

Older Alluvium 

18.217 

0.28 

0.100 

0.24 

0.01 

0.00 

0.00 

0.00 

0.73 

0.37 

0.75 

0.152 

0.35 

0.70 


Kami Pura 

0813000401722300 

3.132 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.132 

-0.13 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.026 

0.35 

0.67 


Kawariya Was 

0813000401718500 

0.312 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.312 

-0.33 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.003 

0.31 

0.83 


Kazipura 

0812000501496800 

8.142 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.098 

1.09 

0.100 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 







Non-command 

Quartzite 

0.301 

1.09 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.02 

0.001 

0.02 

0.03 


Keshav Ka Bas 

0813000401721000 

2.787 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.787 

-0.26 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

0.023 

0.33 

0.74 


Khachariya Was 

0813000401722400 

14.138 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.689 

-0.23 

0.100 

0.30 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.05 

0.106 

0.32 

0.60 


Khatwari Kalan 

0812000501496400 

4.655 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.816 

1.02 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.11 

0.003 

0.08 

0.12 







Non-command 

Quartzite 

1.250 

1.02 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.12 

0.005 

0.12 

0.18 


Khatwari Khurd 

0812000501496300 

6.000 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.452 

1.01 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.05 

0.002 

0.03 

0.05 







Non-command 

Quartzite 

1.082 

1.01 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.08 

0.005 

0.08 

0.13 


Kishangarh Renwal (m) 

0812000541205000 

39.464 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.001 

-0.15 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

39.462 

-0.15 

0.120 

2.63 

0.09 

0.00 

0.00 

0.01 

0.00 

0.00 

7.03 

2.667 

0.36 

0.68 


Kishanpura 

0812000401478600 

8.175 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.225 

-0.37 

0.070 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.002 

0.01 

0.02 


Kishanpura @ Nathi Ka 

0812000501488200 

4.453 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.453 

-1.48 

0.120 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.55 

0.019 

0.37 

0.67 


Kooni 

0814001001904700 

25.483 

Saline 

Non-command 

Non-command 

Older Alluvium 

11.254 

0.42 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.44 

0.31 

0.13 

0.074 

0.19 

0.27 


Kotra 

0814001001890900 

7.556 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.015 

-0.61 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

0.400 

-0.61 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.003 

0.02 

0.03 


Kuli 

0813000401722200 

12.916 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.916 

-0.05 

0.100 

0.11 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.108 

0.35 

0.69 


Lakhanpura 

0814001001905100 

5.843 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.165 

0.77 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.30 

0.19 

0.12 

0.027 

0.31 

0.47 







Non-command 

Quartzite 

0.874 

0.77 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.006 

0.07 

0.10 


Lalasar 

0812000501490300 

12.447 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.988 

-1.86 

0.120 

0.10 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

0.008 

0.07 

0.11 


Lamba 

0814001001891100 

8.200 

Fresh 

Non-command 

Non-command 

Quartzite 

0.014 

-0.66 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Lamiyan 

0813000401716800 

15.737 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.363 

-1.94 

0.100 

0.13 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.44 

0.053 

0.15 

0.27 


Laxmi Pura 

0813000401721900 

3.468 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.468 

0.12 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.11 

0.05 

0.25 

0.029 

0.34 

0.71 


Likhma Ka Bas 

0813000401717300 

8.102 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.735 

-0.32 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.006 

0.03 

0.06 


Lohrana 

0814001001904600 

5.582 

Saline 

Non-command 

Non-command 

Older Alluvium 

5.582 

0.21 

0.080 

0.08 

0.01 

0.00 

0.00 

0.00 

0.17 

0.12 

0.29 

0.036 

0.42 

0.57 


Looniyawas 

0812000501489200 

5.645 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.386 

-3.58 

0.100 

0.23 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.91 

0.014 

0.22 

0.40 







Non-command 

Younger Alluvium 

2.259 

-3.58 

0.120 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.66 

0.009 

0.15 

0.26 


Loonwa 

0814001001905300 

12.688 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.903 

0.55 

0.080 

0.18 

0.02 

0.00 

0.00 

0.00 

0.60 

0.38 

0.64 

0.065 

0.33 

0.52 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.077 

0.55 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.08 

0.014 

0.07 

0.11 


Lorpura 

0814001001906500 

3.307 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.307 

0.06 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.11 

0.05 

0.35 

0.022 

0.35 

0.69 


Magra 

0813000401721600 

1.581 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.056 

0.33 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.10 

0.05 

0.28 

0.009 

0.24 

0.46 







Non-command 

Younger Alluvium 

0.525 

0.33 

0.120 

0.06 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.22 

0.004 

0.12 

0.23 


Maharajpura 

0814001001902000 

4.776 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.776 

0.03 

0.080 

0.13 

0.01 

0.00 

0.00 

0.00 

0.13 

0.12 

0.48 

0.031 

0.39 

0.43 


Malikpura 

0812000501488600 

3.580 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.580 

-2.70 

0.120 

0.39 

0.02 

0.00 

0.00 

0.03 

0.00 

0.00 

1.53 

0.015 

0.37 

0.67 


Manda (Surera) 

0813000401719300 

13.647 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.228 

-0.34 

0.100 

0.13 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.111 

0.32 

0.71 







Non-command 

Quartzite 

0.395 

-0.34 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.003 

0.01 

0.02 


Manpura 

0814001001900500 

4.319 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.181 

0.07 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.31 

0.027 

0.34 

0.66 







Non-command 

Quartzite 

0.049 

0.07 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Maroth 

0814001001899900 

27.489 

Fresh 

Non-command 

Non-command 

Older Alluvium 

16.383 

-0.03 

0.080 

0.15 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.107 

0.23 

0.29 







Non-command 

Quartzite 

1.691 

-0.03 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.011 

0.02 

0.03 


Matasukha 

0814001001906300 

3.006 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.006 

-0.05 

0.080 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.73 

0.020 

0.35 

0.70 


Meendi 

0812000501494000 

4.114 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.114 

0.54 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.36 

0.19 

0.33 

0.017 

0.37 

0.68 


Mei 

0813000401720600 

7.743 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.743 

-0.35 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.065 

0.32 

0.77 


Minda 

0814001001907200 

6.452 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.704 

0.34 

0.080 

0.21 

0.01 

0.00 

0.00 

0.00 

0.30 

0.16 

0.83 

0.024 

0.21 

0.39 







Non-command 

Younger Alluvium 

2.725 

0.34 

0.120 

0.14 

0.01 

0.00 

0.00 

0.00 

0.24 

0.13 

0.53 

0.018 

0.15 

0.29 


Moondgasoi 

0814001001905800 

7.703 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.386 

0.35 

0.080 

0.24 

0.03 

0.00 

0.00 

0.00 

0.39 

0.24 

0.91 

0.042 

0.33 

0.54 


Moti Ram Ki Dhani 

0814001001905600 

1.506 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.218 

0.82 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.08 

0.001 

0.06 

0.10 


Motipura 

0814001001897300 

7.836 

Fresh 

Non-command 

Non-command 

Quartzite 

0.509 

-0.36 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.003 

0.02 

0.04 



0813000401706600 

4.854 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.680 

-0.65 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.022 

0.20 

0.33 







Non-command 

Quartzite 

0.073 

-0.65 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Motlawas 

0813000401717900 

6.548 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.548 

-0.04 

0.100 

0.22 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.83 

0.055 

0.37 

0.60 


Mundiya Garh 

0812000501493600 

8.833 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.190 

0.63 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.001 

0.01 

0.01 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Janiyon Ka Bas 

0812000501495700 

0.12 

0.00 

10,759.91 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Jawanpura 

0814001001900400 

0.15 

0.19 

(50.56) 

0.15 

- 

0.15 

0.05 

0.33 

0.03 

0.0100 

- 

- 

- 

0.010 

0.040 

0.192 

0.010 

0.183 

0.337 

184.19 

Over Exploited 



0.06 

0.00 

(91.73) 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.008 

1,642.71 

Over Exploited 

Jeenwar 

0814001001900200 

0.15 

0.33 

(53.91) 

0.26 

- 

0.26 

0.05 

0.40 

0.05 

0.0100 

- 

- 

- 

0.010 

0.060 

0.323 

0.016 

0.307 

0.388 

126.45 

Over Exploited 



0.06 

0.00 

511.32 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.007 

5,652.56 

Over Exploited 

Junsya Kalan & Khurd 

0812000501489800 

0.15 

0.25 

- 

0.25 

0.05 

0.30 

0.06 

0.48 

0.03 

0.0500 

- 

- 

0.003 

0.053 

0.086 

0.386 

0.039 

0.347 

1.273 

366.83 

Over Exploited 

Kabron Ka Bas 

0812000501489500 

0.12 

0.03 

- 

0.03 

0.01 

0.04 

0.02 

0.16 

0.00 

0.0200 

- 

- 

- 

0.020 

0.024 

0.064 

0.006 

0.057 

0.415 

722.40 

Over Exploited 



0.15 

0.13 

- 

0.13 

0.01 

0.14 

0.04 

0.30 

0.02 

0.0300 

- 

- 

- 

0.030 

0.048 

0.185 

0.019 

0.167 

0.859 

515.17 

Over Exploited 

Kaliya Bas 

0814001001906600 

0.15 

0.12 

(59.81) 

0.09 

- 

0.09 

0.06 

0.41 

0.02 

0.0100 

- 

- 

- 

0.010 

0.028 

0.121 

0.006 

0.115 

0.322 

280.31 

Over Exploited 

Kanchanpura 

0814001001906400 

0.15 

0.17 

(27.20) 

0.13 

0.01 

0.14 

0.06 

0.43 

0.03 

0.0300 

- 

- 

- 

0.030 

0.055 

0.199 

0.010 

0.189 

0.713 

376.27 

Over Exploited 

Kankra 

0813000401719700 

0.12 

0.32 

- 

0.32 

0.00 

0.33 

0.06 

0.40 

0.05 

0.0100 

- 

- 

0.004 

0.014 

0.067 

0.394 

0.039 

0.354 

0.424 

119.69 

Over Exploited 

Kanpura 

0814001001900600 

0.15 

0.10 

- 

0.10 

0.00 

0.10 

0.06 

0.40 

0.02 

0.0100 

- 

- 

0.000 

0.011 

0.026 

0.123 

0.012 

0.111 

0.243 

219.74 

Over Exploited 

Kantiya 

0814001001901200 

0.15 

0.50 

4,344.62 

0.40 

- 

0.40 

0.05 

0.40 

0.08 

- 

- 

- 

- 

- 

0.076 

0.479 

0.024 

0.455 

0.083 

18.31 

Safe 

Kanwarpura 

0812000501489700 

0.12 

0.34 

- 

0.34 

0.03 

0.37 

0.06 

0.49 

0.04 

0.0300 

- 

- 

0.004 

0.034 

0.078 

0.447 

0.045 

0.403 

0.867 

215.38 

Over Exploited 

Karad 

0813000401721800 

0.12 

0.76 

(51.92) 

0.61 

0.01 

0.62 

0.06 

0.41 

0.12 

0.0300 

- 

- 

0.002 

0.032 

0.156 

0.779 

0.039 

0.740 

0.906 

122.43 

Over Exploited 

Kami Pura 

0813000401722300 

0.12 

0.13 

- 

0.13 

- 

0.13 

0.06 

0.41 

0.02 

0.0100 

- 

- 

- 

0.010 

0.032 

0.163 

0.016 

0.147 

0.331 

225.42 

Over Exploited 

Kawariya Was 

0813000401718500 

0.12 

0.01 

- 

0.01 

- 

0.01 

0.05 

0.36 

0.00 

- 

- 

- 

- 

- 

0.002 

0.013 

0.001 

0.012 

0.045 

367.94 

Over Exploited 

Kazipura 

0812000501496800 

0.12 

0.00 

(261.17) 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

- 

- 

0.016 

0.016 

0.016 

0.027 

0.001 

0.026 

0.012 

47.70 

Safe 



0.06 

0.00 

1,275.26 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.018 

5,002.50 

Over Exploited 

Keshav Ka Bas 

0813000401721000 

0.12 

0.11 

- 

0.11 

- 

0.11 

0.06 

0.39 

0.02 

0.0100 

- 

- 

- 

0.010 

0.029 

0.140 

0.014 

0.126 

0.198 

157.28 

Over Exploited 

Khachariya Was 

0813000401722400 

0.12 

0.48 

- 

0.48 

0.01 

0.50 

0.05 

0.37 

0.08 

0.0400 

- 

- 

0.004 

0.044 

0.124 

0.619 

0.062 

0.557 

1.154 

207.04 

Over Exploited 

Khatwari Kalan 

0812000501496400 

0.12 

0.01 

853.62 

0.01 

0.00 

0.01 

0.01 

0.09 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.012 

0.021 

0.001 

0.020 

0.111 

546.53 

Over Exploited 



0.06 

0.01 

291.16 

0.01 

0.00 

0.01 

0.01 

0.13 

0.00 

0.0100 

- 

- 

0.002 

0.012 

0.013 

0.025 

0.001 

0.023 

0.123 

524.91 

Over Exploited 

Khatwari Khurd 

0812000501496300 

0.12 

0.00 

1,837.15 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.012 

0.050 

425.30 

Over Exploited 



0.06 

0.01 

404.09 

0.01 

0.00 

0.01 

0.01 

0.09 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.018 

0.001 

0.017 

0.089 

521.25 

Over Exploited 

Kishangarh Renwal (m) 

0812000541205000 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

2.13 

- 

2.13 

0.10 

2.23 

0.06 

0.42 

0.34 

0.2600 

- 

- 

0.015 

0.275 

0.613 

2.844 

0.284 

2.559 

9.697 

378.92 

Over Exploited 

Kishanpura 

0812000401478600 

0.10 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.094 

33,225.32 

Over Exploited 

Kishanpura @ Nathi Ka 

0812000501488200 

0.15 

0.25 

- 

0.25 

0.01 

0.26 

0.06 

0.43 

0.04 

0.0200 

- 

- 

0.001 

0.021 

0.059 

0.316 

0.032 

0.284 

0.573 

201.35 

Over Exploited 

Kooni 

0814001001904700 

0.15 

0.33 

(4.50) 

0.31 

- 

0.31 

0.02 

0.22 

0.04 

0.0100 

- 

- 

- 

0.010 

0.052 

0.362 

0.018 

0.344 

0.206 

59.74 

Safe 

Kotra 

0814001001890900 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.017 

3,740.90 

Over Exploited 

Kuli 

0813000401722200 

0.12 

0.54 

- 

0.54 

0.00 

0.54 

0.06 

0.40 

0.09 

0.0100 

- 

- 

0.004 

0.014 

0.102 

0.642 

0.064 

0.577 

0.395 

68.41 

Safe 

Lakhanpura 

0814001001905100 

0.15 

0.19 

(0.41) 

0.19 

- 

0.19 

0.04 

0.35 

0.02 

0.0100 

- 

- 

- 

0.010 

0.034 

0.229 

0.011 

0.217 

0.143 

65.95 

Safe 



0.06 

0.00 

156.20 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.004 

0.012 

270.78 

Over Exploited 

Lalasar 

0812000501490300 

0.15 

0.02 

- 

0.02 

0.01 

0.04 

0.01 

0.08 

0.00 

0.0400 

- 

- 

0.006 

0.046 

0.048 

0.084 

0.008 

0.075 

0.394 

524.49 

Over Exploited 

Lamba 

0814001001891100 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Lamiyan 

0813000401716800 

0.12 

0.12 

- 

0.12 

0.02 

0.14 

0.02 

0.18 

0.02 

0.0500 

- 

- 

0.003 

0.053 

0.071 

0.210 

0.021 

0.189 

0.497 

263.33 

Over Exploited 

Laxmi Pura 

0813000401721900 

0.12 

0.14 

(62.11) 

0.11 

- 

0.11 

0.06 

0.40 

0.02 

0.0100 

- 

- 

- 

0.010 

0.034 

0.148 

0.007 

0.141 

0.275 

195.55 

Over Exploited 

Likhma Ka Bas 

0813000401717300 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.110 

915.80 

Over Exploited 

Lohrana 

0814001001904600 

0.15 

0.35 

(65.30) 

0.28 

0.01 

0.29 

0.05 

0.47 

0.05 

0.0300 

- 

- 

0.001 

0.031 

0.077 

0.365 

0.018 

0.347 

0.322 

92.90 

Critical 

Looniyawas 

0812000501489200 

0.12 

0.09 

- 

0.09 

0.01 

0.10 

0.03 

0.26 

0.01 

0.0300 

- 

- 

0.002 

0.032 

0.046 

0.147 

0.015 

0.133 

0.926 

698.01 

Over Exploited 



0.15 

0.05 

- 

0.05 

0.01 

0.06 

0.02 

0.17 

0.01 

0.0200 

- 

- 

- 

0.020 

0.028 

0.088 

0.009 

0.079 

0.669 

842.29 

Over Exploited 

Loonwa 

0814001001905300 

0.15 

0.49 

(21.98) 

0.39 

0.02 

0.41 

0.04 

0.37 

0.06 

0.0700 

- 

- 

- 

0.070 

0.133 

0.547 

0.027 

0.519 

0.700 

134.75 

Over Exploited 



0.15 

0.02 

231.97 

0.03 

- 

0.03 

0.01 

0.08 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.039 

0.002 

0.037 

0.091 

246.11 

Over Exploited 

Lorpura 

0814001001906500 

0.15 

0.18 

(69.11) 

0.14 

0.00 

0.14 

0.06 

0.41 

0.03 

0.0100 

- 

- 

0.001 

0.011 

0.039 

0.180 

0.009 

0.171 

0.369 

216.09 

Over Exploited 

Magra 

0813000401721600 

0.12 

0.03 

76.06 

0.04 

0.00 

0.04 

0.04 

0.28 

0.00 

0.0100 

- 

- 

0.004 

0.014 

0.019 

0.057 

0.003 

0.054 

0.285 

523.71 

Over Exploited 



0.15 

0.01 

350.20 

0.01 

- 

0.01 

0.02 

0.14 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.023 

0.001 

0.021 

0.228 

1,062.54 

Over Exploited 

Maharajpura 

0814001001902000 

0.15 

0.28 

(57.87) 

0.22 

0.01 

0.23 

0.05 

0.45 

0.04 

0.0200 

- 

- 

0.001 

0.021 

0.060 

0.295 

0.015 

0.280 

0.512 

183.01 

Over Exploited 

Malikpura 

0812000501488600 

0.15 

0.20 

- 

0.20 

0.05 

0.25 

0.06 

0.43 

0.03 

0.0600 

- 

- 

0.044 

0.104 

0.135 

0.382 

0.038 

0.344 

1.546 

449.37 

Over Exploited 

Manda (Surera) 

0813000401719300 

0.12 

0.51 

- 

0.51 

- 

0.51 

0.05 

0.38 

0.09 

0.0100 

- 

- 

- 

0.010 

0.097 

0.611 

0.061 

0.550 

0.469 

85.16 

Semi Critical 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.013 

5,515.88 

Over Exploited 

Manpura 

0814001001900500 

0.15 

0.21 

(72.93) 

0.17 

- 

0.17 

0.05 

0.39 

0.03 

0.0100 

- 

- 

- 

0.010 

0.044 

0.213 

0.011 

0.203 

0.335 

165.36 

Over Exploited 



0.06 

0.00 

775.17 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Maroth 

0814001001899900 

0.15 

0.57 

- 

0.57 

0.01 

0.58 

0.03 

0.26 

0.08 

0.0200 

- 

- 

- 

0.020 

0.101 

0.677 

0.068 

0.609 

0.569 

93.45 

Critical 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.022 

1,106.87 

Over Exploited 

Matasukha 

0814001001906300 

0.15 

0.16 

- 

0.16 

0.01 

0.17 

0.06 

0.41 

0.03 

0.0300 

- 

- 

0.003 

0.033 

0.058 

0.228 

0.023 

0.205 

0.752 

366.21 

Over Exploited 

Meendi 

0812000501494000 

0.15 

0.23 

(15.56) 

0.19 

- 

0.19 

0.06 

0.43 

0.03 

0.0100 

- 

- 

- 

0.010 

0.045 

0.237 

0.012 

0.226 

0.347 

153.95 

Over Exploited 

Mei 

0813000401720600 

0.12 

0.30 

- 

0.30 

0.00 

0.30 

0.06 

0.38 

0.05 

0.0100 

- 

- 

0.001 

0.011 

0.063 

0.365 

0.036 

0.328 

0.329 

100.08 

Over Exploited 

Minda 

0814001001907200 

0.15 

0.12 

36.95 

0.14 

0.01 

0.15 

0.03 

0.24 

0.02 

0.0300 

- 

- 

- 

0.030 

0.048 

0.198 

0.010 

0.188 

0.852 

452.84 

Over Exploited 



0.20 

0.08 

52.06 

0.10 

0.01 

0.11 

0.02 

0.18 

0.01 

0.0200 

- 

- 

- 

0.020 

0.033 

0.144 

0.007 

0.137 

0.546 

398.80 

Over Exploited 

Moondgasoi 

0814001001905800 

0.15 

0.32 

(24.75) 

0.25 

0.03 

0.29 

0.05 

0.38 

0.04 

0.1000 

- 

- 

0.001 

0.101 

0.145 

0.430 

0.021 

0.408 

0.947 

231.76 

Over Exploited 

Moti Ram Ki Dhani 

0814001001905600 

0.15 

0.00 

942.66 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.078 

649.66 

Over Exploited 

Motipura 

0814001001897300 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.028 

3,818.76 

Over Exploited 


0813000401706600 

0.12 

0.07 

- 

0.07 

- 

0.07 

0.03 

0.24 

0.01 

- 

- 

- 

- 

- 

0.011 

0.076 

0.008 

0.069 

0.134 

196.04 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Motlawas 

0813000401717900 

0.12 

0.29 

- 

0.29 

0.01 

0.30 

0.06 

0.43 

0.05 

0.0300 

- 

- 

0.004 

0.034 

0.081 

0.385 

0.038 

0.346 

0.882 

254.75 

Over Exploited 

Mundiya Garh 

0812000501493600 

0.12 

0.00 

6,517.34 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.025 

10,183.44 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Younger Alluvium 

8.642 

0.63 

0.120 

0.27 

0.01 

0.00 

0.00 

0.00 

0.92 

0.52 

1.03 

0.036 

0.38 

0.66 


Nada Charanwas 

081300040171690C 

5.754 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.757 

-0.51 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.015 

0.11 

0.20 


Nanana 

0814001001904300 

13.296 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.017 

0.16 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

13.278 

0.16 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.21 

0.18 

0.04 

0.087 

0.40 

0.45 


Nandri 

0812000501494100 

5.369 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.866 

0.81 

0.120 

0.13 

0.01 

0.00 

0.00 

0.00 

0.59 

0.33 

0.50 

0.020 

0.34 

0.62 


Narsinghpura 

0814001001901800 

2.014 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.014 

0.15 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.12 

0.013 

0.39 

0.46 


Nausal 

0813000401721300 

2.849 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.849 

-0.05 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.024 

0.34 

0.71 


Nawa (M) 

0814001041412000 

149.681 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.230 

0.37 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.02 

0.044 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

26.909 

0.37 

0.080 

0.35 

0.01 

0.00 

0.00 

0.00 

1.15 

1.02 

0.14 

0.960 

0.07 

0.08 


Naya Bas 

0814001001907300 

3.509 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.606 

0.34 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.25 

0.010 

0.16 

0.31 







Non-command 

Younger Alluvium 

1.904 

0.34 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.15 

0.08 

0.25 

0.012 

0.19 

0.37 



0813000401719600 

9.576 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.576 

-0.19 

0.100 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.47 

0.080 

0.33 

0.73 


Nayabas 

0813000401706700 

3.116 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.031 

-0.27 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 







Non-command 

Quartzite 

0.126 

-0.27 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 


Neemawas 

0813000401713300 

11.112 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.057 

-0.29 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.067 

0.27 

0.43 







Non-command 

Quartzite 

1.264 

-0.29 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.011 

0.04 

0.07 


Nolasiya 

0814001001905900 

8.293 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.293 

0.38 

0.080 

0.27 

0.04 

0.00 

0.00 

0.00 

0.48 

0.29 

1.02 

0.054 

0.39 

0.63 


Pachar 

0813000401722800 

34.182 

Fresh 

Non-command 

Non-command 

Older Alluvium 

17.835 

-1.63 

0.100 

0.36 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.24 

0.149 

0.19 

0.35 







Non-command 

Younger Alluvium 

15.213 

-1.63 

0.120 

0.45 

0.02 

0.00 

0.00 

0.14 

0.00 

0.00 

1.64 

0.127 

0.16 

0.29 


Piprali 

0814001001905200 

13.712 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.277 

0.35 

0.080 

0.07 

0.01 

0.00 

0.00 

0.00 

0.15 

0.10 

0.25 

0.021 

0.10 

0.15 





Saline 

Non-command 

Non-command 

Older Alluvium 

10.435 

0.35 

0.080 

0.14 

0.02 

0.00 

0.00 

0.00 

0.41 

0.28 

0.45 

0.068 

0.31 

0.47 


Pratappura 

0812000501493900 

5.615 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.615 

0.77 

0.120 

0.10 

0.00 

0.00 

0.00 

0.00 

0.62 

0.35 

0.36 

0.024 

0.38 

0.68 


Prempura 

0813000401721100 

3.741 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.741 

-0.16 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.031 

0.34 

0.72 


Punyana 

0813000401718200 

2.705 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.705 

-0.12 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.023 

0.35 

0.66 


Purohit Ka Bas 

0813000501735300 

2.502 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.378 

-0.76 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.004 

0.06 

0.10 


Rajanpura 

0813000401720500 

5.591 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.591 

-0.44 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.047 

0.32 

0.80 


Rajas 

0814001001904100 

8.175 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.216 

0.04 

0.080 

0.12 

0.01 

0.00 

0.00 

0.00 

0.13 

0.13 

0.40 

0.047 

0.35 

0.36 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.700 

0.04 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.005 

0.03 

0.04 


Rajliya 

0814001001897800 

19.743 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.370 

-0.06 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.015 

0.04 

0.08 







Non-command 

Quartzite 

2.423 

-0.06 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.016 

0.04 

0.08 


Rajpura 

0813000401721200 

6.959 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.959 

0.05 

0.100 

0.13 

0.01 

0.00 

0.00 

0.00 

0.16 

0.08 

0.45 

0.058 

0.34 

0.71 


Ralawata 

0812000501488500 

9.735 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

9.735 

-3.14 

0.120 

0.26 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.98 

0.041 

0.39 

0.67 


Ramgarh 

0813000401718700 

10.819 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.644 

-0.35 

0.100 

0.35 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.73 

0.506 

0.37 

0.58 


Ramjipura 

0813000401722600 

3.918 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.918 

-0.44 

0.100 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.033 

0.35 

0.67 


Ramjipura Kalan 

0812000501493400 

6.648 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.334 

1.93 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.06 

0.001 

0.02 

0.03 







Non-command 

Younger Alluvium 

0.036 

1.93 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Ramjipura Khurd 

0812000501493300 

5.042 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.459 

1.93 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.06 

0.002 

0.04 

0.06 







Non-command 

Younger Alluvium 

0.762 

1.93 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.21 

0.12 

0.12 

0.003 

0.06 

0.10 


Rampura 

0812000501488700 

2.645 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.645 

-2.09 

0.120 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.63 

0.011 

0.36 

0.67 



0814001001895300 

2.596 

Fresh 

Non-command 

Non-command 

Quartzite 

0.234 

-0.51 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.002 

0.03 

0.06 


Riksa 

0814001001890300 

5.295 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.919 

-0.96 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.019 

0.20 

0.33 


Rughnathpura 

0814001001897500 

4.585 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.377 

-0.17 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.009 

0.11 

0.20 


Rulana 

0813000401717700 

10.056 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.989 

-0.03 

0.100 

0.21 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.75 

0.067 

0.29 

0.50 


Sajjanpura 

0813000401713500 

2.179 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.179 

0.36 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.27 

0.018 

0.37 

0.59 


Salehadi Pura 

0812000501494200 

4.359 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.309 

1.59 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.48 

0.27 

0.16 

0.010 

0.21 

0.36 


Samdari 

0812000501493800 

2.340 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.340 

-0.58 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.010 

0.38 

0.67 


Samoton Ka Bas 

0814001001900300 

1.362 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.362 

0.29 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.23 

0.009 

0.36 

0.65 


Sanwat Ka Bas 

0812000501488300 

3.759 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.759 

-1.20 

0.120 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.30 

0.016 

0.38 

0.67 


Sanwatgarh 

0814001001900800 

5.514 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.514 

0.19 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.17 

0.09 

0.31 

0.036 

0.35 

0.68 


Shekhawatpura 

0814001001906900 

5.365 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.365 

0.27 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.21 

0.11 

0.33 

0.035 

0.36 

0.69 


Sherpura 

0814001001905700 

1.492 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.473 

0.36 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.003 

0.13 

0.20 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.019 

0.36 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.007 

0.28 

0.44 


Shimbhoopura 

0814001001906100 

9.037 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.037 

0.21 

0.080 

0.25 

0.03 

0.00 

0.00 

0.01 

0.36 

0.19 

0.92 

0.059 

0.36 

0.68 


Shyamgarh 

0814001001900700 

7.736 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.736 

0.06 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.25 

0.051 

0.35 

0.69 


Shyampura 

0813000401722700 

4.267 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.234 

-0.91 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.02 

0.04 







Non-command 

Younger Alluvium 

4.033 

-0.91 

0.120 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.034 

0.34 

0.63 


Shyosinghpura @ Gujaro 

0812000501494300 

3.954 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.880 

1.70 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.40 

0.23 

0.08 

0.008 

0.19 

0.32 


Sirsi 

0814001001905500 

9.827 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.030 

0.57 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Solaya 

0814001001901100 

7.222 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.222 

0.27 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.12 

0.02 

0.047 

0.38 

0.56 


Sri Rampura 

0813000401717500 

4.450 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.006 

-0.29 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sulyawas 

0813000401705900 

13.317 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.506 

-0.78 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.013 

0.04 

0.07 


Sundariya 

0813000401718000 

3.622 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.622 

-0.08 

0.100 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.030 

0.37 

0.61 


Sunderpura 

0812000501493500 

6.996 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.775 

1.40 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.31 

0.19 

0.24 

0.007 

0.10 

0.17 







Non-command 

Younger Alluvium 

0.433 

1.40 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.07 

0.002 

0.03 

0.04 


Surera 

0813000401719400 

10.648 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.634 

-0.07 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.089 

0.34 

0.71 


Surpura 

0812000501488800 

3.433 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.433 

-3.48 

0.120 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.014 

0.37 

0.67 


Takiya 

0814001001907100 

2.522 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.522 

0.39 

0.120 

0.11 

0.01 

0.00 

0.00 

0.00 

0.22 

0.12 

0.43 

0.016 

0.37 

0.68 


Thikariya Kalan 

0814001001904500 

4.857 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.715 

0.22 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.06 

0.005 

0.06 

0.08 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.15 

0.49 

6.99 

0.52 

0.01 

0.53 

0.06 

0.43 

0.07 

0.0400 

- 

- 

- 

0.040 

0.112 

0.646 

0.032 

0.614 

1.066 

173.66 

Over Exploited 

Nada Charanwas 

0813000401716900 

0.12 

0.02 

- 

0.02 

0.00 

0.02 

0.02 

0.13 

0.00 

- 

- 

- 

0.001 

0.001 

0.005 

0.029 

0.003 

0.026 

0.023 

87.06 

Semi Critical 

Nanana 

0814001001904300 

0.15 

0.00 

15,167.58 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.79 

(76.70) 

0.63 

- 

0.63 

0.05 

0.45 

0.11 

- 

- 

- 

- 

- 

0.109 

0.741 

0.037 

0.704 

0.131 

18.57 

Safe 

Nandri 

0812000501494100 

0.15 

0.25 

31.15 

0.30 

0.01 

0.31 

0.05 

0.39 

0.04 

0.0200 

- 

- 

- 

0.020 

0.057 

0.367 

0.018 

0.348 

0.522 

149.99 

Over Exploited 

Narsinghpura 

0814001001901800 

0.15 

0.12 

(61.57) 

0.10 

0.00 

0.10 

0.05 

0.45 

0.02 

0.0100 

- 

- 

0.001 

0.011 

0.027 

0.123 

0.006 

0.117 

0.129 

110.53 

Over Exploited 

Nausal 

0813000401721300 

0.12 

0.12 

- 

0.12 

0.00 

0.12 

0.06 

0.40 

0.02 

0.0100 

- 

- 

0.005 

0.015 

0.034 

0.155 

0.015 

0.139 

0.304 

217.97 

Over Exploited 

Nawa (M) 

0814001041412000 

0.15 

0.00 

8,296.51 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.063 

8,179.51 

Over Exploited 



0.15 

0.29 

253.43 

0.35 

0.01 

0.36 

0.01 

0.08 

0.04 

0.0200 

- 

- 

- 

0.020 

0.060 

0.417 

0.021 

0.396 

1.103 

278.15 

Over Exploited 

Naya Bas 

0814001001907300 

0.15 

0.04 

50.24 

0.05 

- 

0.05 

0.03 

0.19 

0.01 

0.0100 

- 

- 

- 

0.010 

0.016 

0.064 

0.003 

0.061 

0.260 

429.97 

Over Exploited 



0.20 

0.07 

4.05 

0.08 

- 

0.08 

0.03 

0.23 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.099 

0.005 

0.094 

0.260 

HIM 

Over Exploited 


0813000401719600 

0.12 

0.38 

- 

0.38 

0.01 

0.39 

0.06 

0.39 

0.06 

0.0200 

- 

- 

0.001 

0.021 

0.085 

0.480 

0.048 

0.432 

0.553 

128.09 

Over Exploited 

Nayabas 

0813000401706700 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

896.15 

Over Exploited 

Neemawas 

0813000401713300 

0.12 

0.26 

- 

0.26 

- 

0.26 

0.04 

0.31 

0.04 

- 

- 

- 

- 

- 

0.042 

0.304 

0.030 

0.274 

0.177 

64.81 

Safe 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.004 

0.000 

0.003 

0.025 

729.24 

Over Exploited 

Nolasiya 

0814001001905900 

0.15 

0.48 

(39.43) 

0.38 

0.04 

0.43 

0.06 

0.44 

0.07 

0.1100 

- 

- 

0.003 

0.113 

0.182 

0.608 

0.030 

0.578 

1.074 

185.85 

Over Exploited 

Pachar 

0813000401722800 

0.12 

0.40 

- 

0.40 

0.02 

0.43 

0.03 

0.22 

0.06 

0.0500 

- 

- 

0.003 

0.053 

0.118 

0.545 

0.054 

0.490 

1.393 

284.22 

Over Exploited 



0.15 

0.37 

- 

0.37 

0.16 

0.53 

0.03 

0.19 

0.06 

0.0600 

- 

- 

0.212 

0.272 

0.331 

0.860 

0.086 

0.774 

1.767 

228.22 

Over Exploited 

Piprali 

0814001001905200 

0.15 

0.05 

111.02 

0.06 

0.01 

0.07 

0.01 

0.11 

0.01 

0.0300 

- 

- 

- 

0.030 

0.036 

0.105 

0.005 

0.099 

0.271 

273.34 

Over Exploited 



0.15 

0.49 

(43.46) 

0.39 

0.02 

0.41 

0.04 

0.36 

0.07 

0.0500 

- 

- 

- 

0.050 

0.116 

0.528 

0.026 

0.502 

0.519 

103.53 

Over Exploited 

Pratappura 

0812000501493900 

0.15 

0.32 

8.41 

0.35 

0.00 

0.35 

0.06 

0.44 

0.05 

0.0100 

- 

- 

0.003 

0.013 

0.060 

0.408 

0.020 

0.388 

0.380 

97.82 

Critical 

Prempura 

0813000401721100 

0.12 

0.15 

- 

0.15 

0.00 

0.15 

0.06 

0.39 

0.03 

0.0100 

- 

- 

0.000 

0.010 

0.036 

0.187 

0.019 

0.168 

0.331 

196.65 

Over Exploited 

Punyana 

0813000401718200 

0.12 

0.12 

- 

0.12 

0.00 

0.12 

0.06 

0.41 

0.02 

0.0100 

- 

- 

0.000 

0.010 

0.029 

0.145 

0.014 

0.130 

0.165 

126.54 

Over Exploited 

Purohit Ka Bas 

0813000501735300 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.025 

682.13 

Over Exploited 

Rajanpura 

0813000401720500 

0.12 

0.21 

- 

0.21 

0.00 

0.21 

0.05 

0.37 

0.04 

0.0100 

- 

- 

0.001 

0.011 

0.048 

0.260 

0.026 

0.234 

0.243 

103.68 

Over Exploited 

Rajas 

0814001001904100 

0.15 

0.37 

(166.31) 

0.30 

0.01 

0.31 

0.05 

0.39 

0.05 

0.0200 

- 

- 

- 

0.020 

0.072 

0.380 

0.019 

0.361 

0.451 

124.99 

Over Exploited 



0.15 

0.00 

226.52 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.004 

0.027 

593.05 

Over Exploited 

Rajliya 

0814001001897800 

0.15 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.028 

0.003 

0.025 

0.249 

1,004.92 

Over Exploited 



0.06 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.001 

0.007 

0.085 

1,282.19 

Over Exploited 

Rajpura 

0813000401721200 

0.12 

0.29 

(73.30) 

0.23 

0.01 

0.24 

0.06 

0.40 

0.05 

0.0200 

- 

- 

- 

0.020 

0.067 

0.307 

0.015 

0.291 

0.510 

175.04 

Over Exploited 

Ralawata 

0812000501488500 

0.15 

0.57 

- 

0.57 

0.01 

0.58 

0.06 

0.45 

0.08 

0.0400 

- 

- 

0.002 

0.042 

0.125 

0.707 

0.071 

0.636 

1.018 

159.94 

Over Exploited 

Ramgarh 

0813000401718700 

0.12 

0.47 

- 

0.47 

0.01 

0.48 

0.06 

0.43 

0.08 

0.0300 

- 

- 

- 

0.030 

0.105 

0.586 

0.059 

0.527 

1.240 

235.23 

Over Exploited 

Ramjipura 

0813000401722600 

0.12 

0.17 

- 

0.17 

0.00 

0.17 

0.06 

0.41 

0.03 

0.0100 

- 

- 

0.001 

0.011 

0.038 

0.205 

0.021 

0.185 

0.388 

210.13 

Over Exploited 

Ramjipura Kalan 

0812000501493400 

0.12 

0.00 

6,100.16 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.063 

6,049.76 

Over Exploited 



0.15 

0.00 

41,841.45 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ramjipura Khurd 

0812000501493300 

0.12 

0.00 

3,081.90 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.064 

2,508.88 

Over Exploited 



0.15 

0.01 

1,658.92 

0.01 

0.00 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

0.000 

- 

0.001 

0.009 

0.000 

0.009 

0.126 

1,438.94 

Over Exploited 

Rampura 

0812000501488700 

0.15 

0.14 

- 

0.14 

0.01 

0.16 

0.06 

0.42 

0.02 

0.0200 

- 

- 

0.007 

0.027 

0.050 

0.209 

0.021 

0.188 

0.645 

342.42 

Over Exploited 


0814001001895300 

0.06 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.000 

0.027 

5,641.10 

Over Exploited 

Riksa 

0814001001890300 

0.15 

0.09 

- 

0.09 

0.00 

0.09 

0.03 

0.24 

0.01 

0.0100 

- 

- 

0.000 

0.010 

0.025 

0.114 

0.011 

0.103 

0.352 

343.13 

Over Exploited 

Rughnathpura 

0814001001897500 

0.15 

0.02 

- 

0.02 

0.00 

0.02 

0.02 

0.12 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.014 

0.036 

0.004 

0.033 

0.243 

745.86 

Over Exploited 

Rulana 

0813000401717700 

0.12 

0.28 

- 

0.28 

0.01 

0.29 

0.05 

0.33 

0.04 

0.0300 

- 

- 

0.002 

0.032 

0.077 

0.364 

0.036 

0.327 

0.816 

249.28 

Over Exploited 

Sajjanpura 

0813000401713500 

0.12 

0.10 

(5.19) 

0.09 

0.00 

0.09 

0.06 

0.43 

0.02 

0.0100 

- 

- 

0.001 

0.011 

0.027 

0.120 

0.006 

0.114 

0.283 

248.45 

Over Exploited 

Salehadi Pura 

0812000501494200 

0.15 

0.07 

283.87 

0.09 

- 

0.09 

0.03 

0.24 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.106 

0.005 

0.100 

0.168 

166.87 

Over Exploited 

Samdari 

0812000501493800 

0.15 

0.13 

- 

0.13 

- 

0.13 

0.06 

0.44 

0.02 

- 

- 

- 

- 

- 

0.020 

0.153 

0.015 

0.138 

0.089 

64.30 

Safe 

Samoton Ka Bas 

0814001001900300 

0.15 

0.07 

(31.08) 

0.06 

- 

0.06 

0.06 

0.41 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.080 

0.004 

0.076 

0.240 

315.61 

Over Exploited 

Sanwat Ka Bas 

0812000501488300 

0.15 

0.21 

- 

0.21 

- 

0.21 

0.06 

0.43 

0.03 

0.0100 

- 

- 

- 

0.010 

0.042 

0.254 

0.025 

0.228 

0.320 

140.00 

Over Exploited 

Sanwatgarh 

0814001001900800 

0.15 

0.29 

(69.15) 

0.23 

0.00 

0.23 

0.06 

0.41 

0.05 

0.0100 

- 

- 

0.002 

0.012 

0.059 

0.293 

0.015 

0.278 

0.344 

123.53 

Over Exploited 

Shekhawatpura 

0814001001906900 

0.15 

0.29 

(63.26) 

0.23 

0.00 

0.23 

0.06 

0.41 

0.05 

0.0100 

- 

- 

0.001 

0.011 

0.057 

0.287 

0.014 

0.272 

0.362 

132.89 

Over Exploited 

Sherpura 

0814001001905700 

0.15 

0.01 

64.95 

0.01 

- 

0.01 

0.02 

0.15 

0.00 

- 

- 

- 

- 

- 

0.001 

0.012 

0.001 

0.012 

0.022 

188.06 

Over Exploited 



0.15 

0.04 

(55.76) 

0.03 

- 

0.03 

0.04 

0.32 

0.01 

- 

- 

- 

- 

- 

0.006 

0.040 

0.002 

0.038 

0.018 

46.37 

Safe 

Shimbhoopura 

0814001001906100 

0.15 

0.49 

(60.50) 

0.39 

0.04 

0.43 

0.06 

0.42 

0.08 

0.1000 

- 

- 

0.011 

0.111 

0.187 

0.615 

0.031 

0.585 

0.983 

168.15 

Over Exploited 

Shyamgarh 

0814001001900700 

0.15 

0.40 

(85.96) 

0.32 

0.00 

0.32 

0.06 

0.40 

0.07 

0.0100 

- 

- 

0.002 

0.012 

0.078 

0.400 

0.020 

0.380 

0.301 

79.01 

Semi Critical 

Shyampura 

0813000401722700 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.008 

1,388.85 

Over Exploited 



0.15 

0.20 

- 

0.20 

0.00 

0.21 

0.05 

0.39 

0.03 

0.0100 

- 

- 

0.007 

0.017 

0.050 

0.259 

0.026 

0.233 

0.269 

115.41 

Over Exploited 

Shyosinghpura @ Gujaro 

0812000501494300 

0.15 

0.05 

341.09 

0.06 

0.00 

0.06 

0.03 

0.21 

0.01 

- 

- 

- 

0.002 

0.002 

0.009 

0.073 

0.004 

0.069 

0.087 

125.05 

Over Exploited 

Sirsi 

0814001001905500 

0.15 

0.00 

14,989.75 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Solaya 

0814001001901100 

0.15 

0.41 

(71.62) 

0.33 

0.00 

0.33 

0.06 

0.44 

0.06 

- 

- 

- 

0.002 

0.002 

0.062 

0.393 

0.020 

0.374 

0.066 

17.72 

Safe 

Sri Rampura 

0813000401717500 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sulyawas 

0813000401705900 

0.12 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.001 

0.008 

0.081 

1,027.11 

Over Exploited 

Sundariya 

0813000401718000 

0.12 

0.16 

- 

0.16 

0.01 

0.17 

0.06 

0.43 

0.03 

0.0200 

- 

- 

0.001 

0.021 

0.047 

0.216 

0.022 

0.195 

0.491 

252.19 

Over Exploited 

Sunderpura 

0812000501493500 

0.12 

0.02 

745.59 

0.03 

- 

0.03 

0.01 

0.12 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.040 

0.002 

0.038 

0.247 

656.30 

Over Exploited 



0.15 

0.00 

3,315.64 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.068 

3,235.76 

Over Exploited 

Surera 

0813000401719400 

0.12 

0.43 

- 

0.43 

- 

0.43 

0.06 

0.40 

0.07 

0.0100 

- 

- 

- 

0.010 

0.082 

0.516 

0.052 

0.465 

0.229 

49.26 

Safe 

Surpura 

0812000501488800 

0.15 

0.19 

- 

0.19 

0.01 

0.20 

0.06 

0.43 

0.03 

0.0200 

- 

- 

0.000 

0.021 

0.050 

0.253 

0.025 

0.227 

0.476 

209.46 

Over Exploited 

Takiya 

0814001001907100 

0.20 

0.19 

(36.82) 

0.15 

0.01 

0.16 

0.06 

0.42 

0.03 

0.0200 

- 

- 

- 

0.020 

0.049 

0.207 

0.010 

0.196 

0.445 

227.04 

Over Exploited 

Thikariya Kalan 

0814001001904500 

0.15 

0.01 

275.12 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.019 

0.001 

0.018 

0.063 

355.75 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 





Saline 

Non-command 

Non-command 

Older Alluvium 

4.142 

0.22 

0.080 

0.06 

0.01 

0.00 

0.00 

0.00 

0.12 

0.09 

0.20 

0.027 

0.35 

0.47 


Thikariya Khurd 

0814001001907500 

12.287 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.378 

1.00 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.33 

0.18 

0.13 

0.016 

0.07 

0.13 


Turkyawas 

0812000501489100 

4.972 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.041 

-4.28 

0.100 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.52 

0.013 

0.23 

0.41 







Non-command 

Younger Alluvium 

1.931 

-4.28 

0.120 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.008 

0.15 

0.26 


Tyod 

081200050149670C 

9.620 

Fresh 

Non-command 

Non-command 

Quartzite 

0.001 

1.08 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Umara 

081300040171810C 

7.503 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.503 

-0.15 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.063 

0.34 

0.70 


Vijai Nagar 

0814001001901400 

1.100 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.100 

0.34 

0.080 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.04 

0.15 

0.007 

0.39 

0.55 


Vijaipura 

081300040172140C 

1.087 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.087 

0.02 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.18 

0.009 

0.35 

0.70 

01003019 

Abas 

081400100190220C 

11.561 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.333 

-0.39 

0.080 

0.26 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.94 

0.074 

0.38 

0.40 


Ajeetpura 

081400100189970C 

3.581 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.581 

-0.39 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.023 

0.39 

0.42 


Bhagwanpura 

081400100190210C 

9.646 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.612 

-0.20 

0.080 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.62 

0.050 

0.31 

0.33 


Bhooni 

081400100189860C 

15.823 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.214 

-0.33 

0.080 

0.36 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.35 

0.073 

0.27 

0.32 







Non-command 

Quartzite 

1.077 

-0.33 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.007 

0.03 

0.03 


Bijapura 

081400100189980C 

3.886 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.263 

-0.16 

0.080 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.021 

0.33 

0.36 


Chak Daron Ka Bas 

081400100190090C 

2.280 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.157 

0.17 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.23 

0.008 

0.19 

0.29 







Non-command 

Quartzite 

0.363 

0.17 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.002 

0.06 

0.09 


Danpura 

0814001001899400 

3.006 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.006 

-0.58 

0.080 

0.21 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.83 

0.020 

0.39 

0.41 


Deonagar 

0814001001897400 

2.469 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.157 

-0.17 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.008 

0.17 

0.31 


Depur 

0814001001897600 

7.712 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.179 

-0.19 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.008 

0.05 

0.10 







Non-command 

Quartzite 

0.203 

-0.19 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.02 


Gawariya 

0814001001899500 

3.136 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.940 

-0.56 

0.080 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.019 

0.37 

0.40 


Gugarwar 

0814001001897000 

12.996 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.223 

-0.89 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.001 

0.01 

0.01 


Hanumanpura 

0814001001894600 

2.729 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.709 

-0.20 

0.080 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.005 

0.09 

0.17 







Non-command 

Quartzite 

0.198 

-0.20 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.03 

0.05 


Indali 

0814001001898000 

23.728 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.195 

-0.64 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.00 

0.00 







Non-command 

Quartzite 

0.149 

-0.64 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.00 

0.00 


Jawanpura 

0814001001900400 

5.440 

Fresh 

Non-command 

Non-command 

Quartzite 

0.010 

0.24 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Joshipura 

0814001001900000 

8.986 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.986 

-0.16 

0.080 

0.32 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.20 

0.059 

0.39 

0.45 


Keriyawas 

0814001001900100 

2.219 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.219 

-0.03 

0.080 

0.19 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.75 

0.015 

0.38 

0.54 


Khardapura 

0814001001897700 

3.065 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.065 

-0.11 

0.080 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.68 

0.020 

0.37 

0.60 


Khushiya 

0814001001899600 

3.045 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.645 

-0.52 

0.080 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.017 

0.34 

0.37 







Non-command 

Quartzite 

0.117 

-0.52 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.02 


Maharajpura 

0814001001902000 

4.776 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.03 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Maroth 

0814001001899900 

27.489 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.743 

-0.03 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.031 

0.07 

0.09 







Non-command 

Quartzite 

1.488 

-0.03 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.010 

0.02 

0.03 


Motipura 

0814001001897300 

7.836 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.019 

-0.36 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.007 

0.05 

0.08 







Non-command 

Quartzite 

1.499 

-0.36 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.010 

0.07 

0.12 


Muwana 

0814001001897900 

13.614 

Fresh 

Non-command 

Non-command 

Older Alluvium 

12.423 

-0.14 

0.080 

0.63 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

2.43 

0.081 

0.33 

0.56 







Non-command 

Quartzite 

0.783 

-0.14 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.005 

0.02 

0.04 


Nawa (M) 

0814001041412000 

149.681 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.117 

0.37 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.18 

0.16 

0.04 

0.147 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

3.425 

0.37 

0.080 

0.05 

0.00 

0.00 

0.00 

0.00 

0.15 

0.14 

0.02 

0.122 

0.01 

0.01 


Panchota 

0814001001899300 

26.933 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.762 

-0.55 

0.080 

0.27 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.99 

0.077 

0.17 

0.18 







Non-command 

Quartzite 

3.562 

-0.55 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.023 

0.05 

0.05 


Purohiton Ka Bas 

0814001001898500 

1.643 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.643 

-0.08 

0.080 

0.23 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.90 

0.011 

0.38 

0.53 


Rajas 

0814001001904100 

8.175 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.108 

0.04 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Rajliya 

0814001001897800 

19.743 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.138 

-0.06 

0.080 

0.29 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.05 

0.073 

0.20 

0.37 







Non-command 

Quartzite 

2.716 

-0.06 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.018 

0.05 

0.09 


Rewasa Dalelpura 

0814001001898400 

17.171 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.586 

-0.18 

0.080 

0.32 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.16 

0.076 

0.26 

0.36 







Non-command 

Quartzite 

1.668 

-0.18 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.011 

0.04 

0.05 


Rughnathpura 

0814001001897500 

4.585 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.208 

-0.17 

0.080 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.51 

0.021 

0.25 

0.47 

01003020 

Abhaipura 

0812000501491600 

6.682 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.005 

-1.08 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Aidan Ka Bas 

0812000501499500 

3.233 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.233 

1.15 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.44 

0.26 

0.28 

0.014 

0.42 

0.71 


Ameepura 

0812000501497100 

1.883 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.147 

1.02 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.02 

0.001 

0.03 

0.06 


Anantpura 

0812000501494900 

2.639 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.639 

0.72 

0.100 

0.19 

0.01 

0.00 

0.00 

0.00 

0.37 

0.22 

0.73 

0.011 

0.41 

0.70 


Anoppura 

0812001001566000 

2.714 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.056 

-0.63 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Atalbiharipura 

0812001001570800 

1.672 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.542 

-0.58 

0.150 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.003 

0.15 

0.22 


Baberwalan Ki Dhani 

0812000501498400 

5.410 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.129 

1.16 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.001 

0.01 

0.02 


Ballupura 

0812001001564700 

2.286 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.761 

-0.44 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.011 

0.37 

0.51 







Non-command 

Younger Alluvium 

0.525 

-0.44 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.003 

0.11 

0.15 


Banshipura 

0812000501498300 

4.697 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.181 

1.53 

0.100 

0.25 

0.01 

0.00 

0.00 

0.00 

0.88 

0.52 

0.98 

0.018 

0.38 

0.64 


Baori 

0814001001907400 

7.782 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.094 

0.39 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.06 

0.014 

0.10 

0.18 







Non-command 

Younger Alluvium 

3.456 

0.39 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.19 

0.11 

0.10 

0.023 

0.17 

0.30 


Barna 

0812001001567400 

4.109 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.109 

-0.47 

0.150 

0.32 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.23 

0.025 

0.48 

0.66 


Barsinghpura 

0812001001567600 

2.457 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.281 

-0.45 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.05 

0.08 







Non-command 

Younger Alluvium 

2.176 

-0.45 

0.150 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.013 

0.42 

0.59 


Bas Baori 

0812001001569800 

1.505 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.505 

-0.58 

0.150 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.009 

0.48 

0.66 


Basri Kalan 

0812000501491900 

2.444 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.444 

-0.17 

0.100 

0.27 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.08 

0.010 

0.47 

0.67 


Beniya Ka Bas 

0812000501492100 

3.365 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.858 

4.99 

0.100 

0.11 

0.01 

0.00 

0.00 

0.00 

1.03 

0.70 

0.44 

0.008 

0.25 

0.37 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.15 

0.21 

(57.91) 

0.17 

0.01 

0.18 

0.05 

0.39 

0.03 

0.0200 

- 

- 

- 

0.020 

0.049 

0.231 

0.012 

0.219 

0.225 

102.60 

Over Exploited 

Thikariya Khurd 

0814001001907500 

0.20 

0.04 

417.68 

0.04 

0.00 

0.04 

0.01 

0.09 

0.01 

- 

- 

- 

0.000 

0.000 

0.005 

0.048 

0.002 

0.046 

0.148 

323.20 

Over Exploited 

Turkyawas 

0812000501489100 

0.12 

0.08 

- 

0.08 

0.01 

0.09 

0.04 

0.27 

0.01 

0.0200 

- 

- 

0.001 

0.021 

0.034 

0.129 

0.013 

0.116 

0.529 

456.97 

Over Exploited 



0.15 

0.04 

- 

0.04 

0.00 

0.04 

0.02 

0.17 

0.01 

0.0100 

- 

- 

0.003 

0.013 

0.019 

0.063 

0.006 

0.057 

0.364 

640.96 

Over Exploited 

Tyod 

0812000501496700 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Umara 

0813000401718100 

0.12 

0.31 

- 

0.31 

0.00 

0.31 

0.06 

0.40 

0.05 

0.0100 

- 

- 

0.006 

0.016 

0.068 

0.382 

0.038 

0.343 

0.344 

100.09 

Over Exploited 

Vijai Nagar 

0814001001901400 

0.15 

0.06 

(34.20) 

0.05 

0.01 

0.06 

0.06 

0.45 

0.01 

0.0200 

- 

- 

- 

0.020 

0.029 

0.091 

0.005 

0.086 

0.161 

186.69 

Over Exploited 

Vijaipura 

0813000401721400 

0.12 

0.05 

(43.34) 

0.04 

0.00 

0.04 

0.06 

0.41 

0.01 

0.0100 

- 

- 

0.001 

0.011 

0.019 

0.056 

0.003 

0.053 

0.190 

357.55 

Over Exploited 

Abas 

0814001001902200 

0.15 

0.65 

- 

0.65 

0.01 

0.66 

0.05 

0.44 

0.09 

0.0400 

- 

- 

0.002 

0.042 

0.133 

0.795 

0.080 

0.716 

1.017 

142.12 

Over Exploited 

Ajeetpura 

0814001001899700 

0.15 

0.21 

- 

0.21 

0.00 

0.21 

0.05 

0.45 

0.03 

0.0100 

- 

- 

0.002 

0.012 

0.041 

0.253 

0.025 

0.227 

0.312 

137.41 

Over Exploited 

Bhagwanpura 

0814001001902100 

0.15 

0.35 

- 

0.35 

0.01 

0.36 

0.04 

0.35 

0.05 

0.0200 

- 

- 

0.002 

0.022 

0.071 

0.434 

0.043 

0.391 

0.666 

170.35 

Over Exploited 

Bhooni 

0814001001898600 

0.15 

0.46 

- 

0.46 

0.02 

0.48 

0.04 

0.31 

0.07 

0.0500 

- 

- 

- 

0.050 

0.115 

0.597 

0.060 

0.537 

1.421 

264.44 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.046 

2,626.42 

Over Exploited 

Bijapura 

0814001001899800 

0.15 

0.16 

- 

0.16 

- 

0.16 

0.05 

0.37 

0.02 

0.0100 

- 

- 

- 

0.010 

0.032 

0.193 

0.019 

0.174 

0.329 

189.56 

Over Exploited 

Chak Daron Ka Bas 

0814001001900900 

0.15 

0.03 

49.10 

0.04 

- 

0.04 

0.03 

0.22 

0.00 

0.0100 

- 

- 

- 

0.010 

0.015 

0.054 

0.003 

0.051 

0.239 

463.42 

Over Exploited 



0.06 

0.00 

3,316.81 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.019 

1,874.00 

Over Exploited 

Danpura 

0814001001899400 

0.15 

0.18 

- 

0.18 

0.01 

0.19 

0.05 

0.45 

0.02 

0.0300 

- 

- 

0.000 

0.030 

0.055 

0.241 

0.024 

0.217 

0.848 

390.18 

Over Exploited 

Deonagar 

0814001001897400 

0.15 

0.03 

- 

0.03 

- 

0.03 

0.03 

0.19 

0.00 

- 

- 

- 

- 

- 

0.005 

0.033 

0.003 

0.030 

0.066 

218.06 

Over Exploited 

Depur 

0814001001897600 

0.15 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.002 

0.011 

0.001 

0.010 

0.104 

1,053.65 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.007 

6,256.96 

Over Exploited 

Gawariya 

0814001001899500 

0.15 

0.16 

- 

0.16 

- 

0.16 

0.05 

0.42 

0.02 

0.0100 

- 

- 

- 

0.010 

0.033 

0.194 

0.019 

0.175 

0.366 

209.71 

Over Exploited 

Gugarwar 

0814001001897000 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.040 

18,638.16 

Over Exploited 

Hanumanpura 

0814001001894600 

0.15 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.11 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.021 

0.002 

0.019 

0.261 

1,354.43 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.018 

5,739.03 

Over Exploited 

Indali 

0814001001898000 

0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.020 

21,918.83 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.007 

36,467.23 

Over Exploited 

Jawanpura 

0814001001900400 

0.06 

0.00 

(200.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Joshipura 

0814001001900000 

0.15 

0.52 

- 

0.52 

0.01 

0.53 

0.05 

0.44 

0.07 

0.0400 

- 

- 

0.001 

0.041 

0.115 

0.649 

0.065 

0.584 

1.255 

214.97 

Over Exploited 

Keriyawas 

0814001001900100 

0.15 

0.13 

- 

0.13 

0.01 

0.14 

0.06 

0.43 

0.02 

0.0300 

- 

- 

- 

0.030 

0.048 

0.184 

0.018 

0.166 

0.769 

463.92 

Over Exploited 

Khardapura 

0814001001897700 

0.15 

0.17 

- 

0.17 

0.01 

0.18 

0.06 

0.42 

0.03 

0.0300 

- 

- 

- 

0.030 

0.056 

0.234 

0.023 

0.211 

0.697 

330.40 

Over Exploited 

Khushiya 

0814001001899600 

0.15 

0.13 

- 

0.13 

0.01 

0.14 

0.05 

0.39 

0.02 

0.0200 

- 

- 

- 

0.020 

0.039 

0.183 

0.018 

0.165 

0.474 

288.28 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.007 

6,218.35 

Over Exploited 

Maharajpura 

0814001001902000 

0.15 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Maroth 

0814001001899900 

0.15 

0.05 

- 

0.05 

- 

0.05 

0.01 

0.08 

0.01 

0.0100 

- 

- 

- 

0.010 

0.017 

0.064 

0.006 

0.058 

0.166 

287.27 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.021 

1,133.31 

Over Exploited 

Motipura 

0814001001897300 

0.15 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.018 

0.002 

0.016 

0.145 

880.66 

Over Exploited 



0.06 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.001 

0.006 

0.069 

1,070.17 

Over Exploited 

Muwana 

0814001001897900 

0.15 

0.62 

- 

0.62 

0.03 

0.65 

0.05 

0.38 

0.10 

0.0900 

- 

- 

- 

0.090 

0.186 

0.834 

0.083 

0.750 

2.507 

334.11 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.044 

4,367.46 

Over Exploited 

Nawa (M) 

0814001041412000 

0.15 

0.01 

2,313.88 

0.01 

- 

0.01 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.009 

0.186 

2,157.39 

Over Exploited 



0.15 

0.00 

2,805.15 

0.01 

- 

0.01 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.144 

2,418.61 

Over Exploited 

Panchota 

0814001001899300 

0.15 

0.30 

- 

0.30 

0.01 

0.31 

0.02 

0.19 

0.04 

0.0400 

- 

- 

- 

0.040 

0.082 

0.393 

0.039 

0.354 

1.064 

300.66 

Over Exploited 



0.06 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.012 

0.001 

0.011 

0.100 

919.80 

Over Exploited 

Purohiton Ka Bas 

0814001001898500 

0.15 

0.09 

- 

0.09 

0.01 

0.10 

0.06 

0.43 

0.01 

0.0300 

- 

- 

- 

0.030 

0.044 

0.147 

0.015 

0.132 

0.910 

687.43 

Over Exploited 

Rajas 

0814001001904100 

0.15 

0.00 

200.12 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Rajliya 

0814001001897800 

0.15 

0.33 

- 

0.33 

0.01 

0.34 

0.03 

0.23 

0.05 

0.0400 

- 

- 

- 

0.040 

0.093 

0.438 

0.044 

0.394 

1.121 

284.16 

Over Exploited 



0.06 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.001 

0.008 

0.092 

1,103.75 

Over Exploited 

Rewasa Dalelpura 

0814001001898400 

0.15 

0.44 

- 

0.44 

0.01 

0.45 

0.04 

0.29 

0.07 

0.0400 

- 

- 

- 

0.040 

0.105 

0.558 

0.056 

0.503 

1.237 

246.08 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.003 

0.055 

1,592.11 

Over Exploited 

Rughnathpura 

0814001001897500 

0.15 

0.12 

- 

0.12 

0.01 

0.13 

0.04 

0.29 

0.02 

0.0200 

- 

- 

0.004 

0.025 

0.044 

0.175 

0.017 

0.157 

0.527 

334.66 

Over Exploited 

Abhaipura 

0812000501491600 

0.15 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Aidan Ka Bas 

0812000501499500 

0.12 

0.16 

58.86 

0.20 

0.00 

0.20 

0.05 

0.47 

0.02 

0.0100 

- 

- 

0.003 

0.013 

0.033 

0.230 

0.012 

0.219 

0.290 

132.49 

Over Exploited 

Ameepura 

0812000501497100 

0.12 

0.00 

2,375.40 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.025 

3,325.91 

Over Exploited 

Anantpura 

0812000501494900 

0.12 

0.13 

66.11 

0.16 

0.01 

0.17 

0.05 

0.47 

0.02 

0.0300 

- 

- 

- 

0.030 

0.047 

0.214 

0.011 

0.203 

0.743 

365.97 

Over Exploited 

Anoppura 

0812001001566000 

0.24 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Atalbiharipura 

0812001001570800 

0.24 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.17 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.032 

0.003 

0.029 

0.148 

508.08 

Over Exploited 

Baberwalan Ki Dhani 

0812000501498400 

0.12 

0.00 

9,288.77 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.037 

18,570.23 

Over Exploited 

Ballupura 

0812001001564700 

0.22 

0.14 

- 

0.14 

- 

0.14 

0.04 

0.41 

0.02 

- 

- 

- 

- 

- 

0.017 

0.159 

0.016 

0.143 

0.108 

75.33 

Semi Critical 



0.24 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.002 

0.015 

0.002 

0.014 

0.043 

312.03 

Over Exploited 

Banshipura 

0812000501498300 

0.12 

0.19 

173.87 

0.23 

0.01 

0.24 

0.05 

0.42 

0.02 

0.0400 

- 

- 

0.002 

0.043 

0.066 

0.304 

0.015 

0.289 

1.002 

346.91 

Over Exploited 

Baori 

0814001001907400 

0.15 

0.03 

47.77 

0.04 

- 

0.04 

0.02 

0.12 

0.00 

- 

- 

- 

- 

- 

0.005 

0.043 

0.002 

0.041 

0.072 

175.30 

Over Exploited 



0.20 

0.12 

(9.30) 

0.11 

0.00 

0.11 

0.02 

0.19 

0.02 

- 

- 

- 

0.002 

0.003 

0.020 

0.126 

0.006 

0.120 

0.122 

101.19 

Over Exploited 

Barna 

0812001001567400 

0.24 

0.47 

- 

0.47 

0.02 

0.49 

0.06 

0.53 

0.05 

0.0500 

- 

- 

- 

0.050 

0.105 

0.597 

0.060 

0.537 

1.253 

233.25 

Over Exploited 

Barsinghpura 

0812001001567600 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.003 

0.013 

375.60 

Over Exploited 



0.24 

0.22 

- 

0.22 

- 

0.22 

0.05 

0.47 

0.03 

- 

- 

- 

- 

- 

0.026 

0.247 

0.025 

0.222 

0.132 

59.60 

Safe 

Bas Baori 

0812001001569800 

0.24 

0.17 

- 

0.17 

- 

0.17 

0.06 

0.53 

0.02 

0.0100 

- 

- 

- 

0.010 

0.030 

0.203 

0.020 

0.183 

0.233 

127.76 

Over Exploited 

Basri Kalan 

0812000501491900 

0.12 

0.14 

- 

0.14 

0.01 

0.15 

0.06 

0.52 

0.02 

0.0400 

- 

- 

- 

0.040 

0.056 

0.204 

0.020 

0.183 

1.090 

594.77 

Over Exploited 

Beniya Ka Bas 

0812000501492100 

0.12 

0.06 

1,141.27 

0.07 

0.01 

0.08 

0.03 

0.28 

0.01 

0.0200 

- 

- 

0.000 

0.020 

0.027 

0.105 

0.005 

0.100 

0.450 

450.88 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Bhadwa 

081200050149580C 

9.777 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.058 

0.42 

0.100 

0.43 

0.02 

0.00 

0.00 

0.00 

0.75 

0.44 

1.66 

0.034 

0.33 

0.56 





Saline 

Non-command 

Non-command 

Older Alluvium 

1.078 

0.42 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.15 

0.005 

0.04 

0.07 


Bhainsawa 

081200050149200C 

16.972 

Fresh 

Non-command 

Non-command 

Older Alluvium 

15.492 

3.12 

0.100 

1.16 

0.06 

0.00 

0.00 

0.01 

5.93 

4.11 

4.57 

0.065 

0.42 

0.61 


Bhainslana 

0812000501495400 

4.525 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.525 

0.44 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.26 

0.15 

0.20 

0.019 

0.40 

0.69 


Bheelpura 

0812001001566400 

6.052 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.921 

-0.50 

0.150 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.006 

0.07 

0.10 


Bhojpura Kalan 

0812000501499800 

9.422 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.827 

1.92 

0.100 

0.26 

0.01 

0.00 

0.00 

0.00 

0.99 

0.59 

1.02 

0.016 

0.17 

0.28 


Bhojpura Khurd 

0812000501494800 

6.539 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.539 

1.76 

0.100 

0.15 

0.01 

0.00 

0.00 

0.00 

1.29 

0.76 

0.56 

0.027 

0.41 

0.70 


Bhookhron Ki Dhani 

0812000501495500 

7.105 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.677 

0.49 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.37 

0.21 

0.12 

0.028 

0.36 

0.64 







Non-command 

Younger Alluvium 

0.398 

0.49 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.002 

0.02 

0.04 


Bichpari 

0812001001568500 

2.282 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.119 

0.31 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.03 

0.03 







Non-command 

Younger Alluvium 

2.163 

0.31 

0.150 

0.08 

0.00 

0.00 

0.00 

0.00 

0.18 

0.13 

0.30 

0.013 

0.46 

0.63 


Bijarniyon Ka Bas 

0812000501495300 

4.495 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.495 

0.44 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.22 

0.13 

0.11 

0.019 

0.41 

0.70 


Bishanpura 

0812001001567900 

2.927 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.927 

-0.33 

0.150 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.018 

0.48 

0.66 


Bugalya 

0812001001568700 

4.407 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.070 

1.44 

0.120 

0.13 

0.01 

0.00 

0.00 

0.00 

0.65 

0.47 

0.49 

0.019 

0.33 

0.46 







Non-command 

Younger Alluvium 

0.023 

1.44 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chak Jaisinghpura 

0812001001564800 

0.566 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.169 

-0.58 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.14 

0.20 







Non-command 

Younger Alluvium 

0.397 

-0.58 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.002 

0.34 

0.47 


Chandrapura Jatan 

0812001001568600 

1.904 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.718 

0.21 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.12 

0.004 

0.18 

0.25 







Non-command 

Younger Alluvium 

1.186 

0.21 

0.150 

0.06 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.22 

0.007 

0.30 

0.41 


Charanwas 

0812000501490900 

2.951 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.435 

-0.56 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.010 

0.36 

0.55 



0812000501499600 

2.971 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.971 

1.41 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.50 

0.29 

0.30 

0.012 

0.42 

0.71 


Dadar Baori 

0812001001569700 

3.477 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.444 

-0.53 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.003 

0.06 

0.08 


Deeppura 

0812000501494700 

4.424 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.424 

1.47 

0.100 

0.20 

0.01 

0.00 

0.00 

0.00 

0.84 

0.49 

0.77 

0.019 

0.41 

0.70 


Deogudha 

0812001001570600 

4.531 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.135 

-0.60 

0.150 

0.23 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.90 

0.026 

0.44 

0.61 


Deola 

0814001001906800 

12.072 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.690 

0.36 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.005 

0.02 

0.04 


Deoli Kalan 

0814001001906700 

7.613 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.464 

0.29 

0.080 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.12 

0.003 

0.02 

0.04 


Devalya 

0812000501490700 

6.433 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.951 

0.32 

0.100 

0.13 

0.01 

0.00 

0.00 

0.00 

0.25 

0.15 

0.50 

0.017 

0.26 

0.41 


Dhana Ka Bas 

0812000501492300 

3.836 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.836 

3.49 

0.100 

0.19 

0.01 

0.00 

0.00 

0.00 

1.52 

0.98 

0.74 

0.016 

0.44 

0.68 


Dodwadiyon Ka Bas 

0812000501496100 

8.848 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.972 

0.65 

0.100 

0.11 

0.00 

0.00 

0.00 

0.00 

0.63 

0.37 

0.38 

0.033 

0.38 

0.65 







Non-command 

Quartzite 

0.039 

0.65 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dogiwalon Ka Bas 

0812000501495900 

6.224 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.065 

0.48 

0.100 

0.06 

0.01 

0.00 

0.00 

0.00 

0.34 

0.20 

0.22 

0.025 

0.40 

0.67 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.159 

0.48 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.01 

0.02 


Dola Ka Bas 

0812001001566100 

1.567 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.223 

-0.57 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.001 

0.07 

0.09 


Doongarsi Ka Bas 

0812000501490800 

7.883 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.912 

-0.02 

0.100 

0.25 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.98 

0.025 

0.33 

0.50 







Non-command 

Younger Alluvium 

0.119 

-0.02 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Durga Ka Bas 

0812001001565300 

2.198 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.559 

-0.58 

0.150 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.003 

0.12 

0.17 


Dyodhi 

0812000501499300 

6.620 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.554 

0.76 

0.100 

0.17 

0.01 

0.00 

0.00 

0.00 

0.65 

0.38 

0.62 

0.028 

0.42 

0.71 


Geeda Ka Bas 

0812000501499400 

7.114 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.114 

0.42 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.38 

0.22 

0.29 

0.030 

0.41 

0.70 


Gudha Surjan 

0812001001567000 

5.281 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.161 

-0.56 

0.150 

0.21 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.79 

0.032 

0.47 

0.65 


Gumanpura 

0812000501491800 

2.065 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.065 

-0.85 

0.100 

0.24 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.96 

0.009 

0.47 

0.67 


Gurha Mansingh 

0812000501500500 

9.338 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.611 

3.62 

0.100 

0.10 

0.00 

0.00 

0.00 

0.00 

0.68 

0.48 

0.39 

0.007 

0.08 

0.12 


Harnathpura 

0812000501491100 

2.856 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.856 

-0.15 

0.100 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.53 

0.012 

0.46 

0.67 


Harsoli 

0812000501490600 

14.933 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.015 

-0.56 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Hingoniya 

0812000501500300 

14.685 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.067 

4.96 

0.100 

0.14 

0.01 

0.00 

0.00 

0.00 

1.65 

1.10 

0.55 

0.013 

0.09 

0.14 


Jahota 

0812001001571400 

7.616 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.000 

-0.70 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jairampura 

0812001001571800 

10.436 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.490 

-0.07 

0.150 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.003 

0.02 

0.03 


Jaisinghpura Shekhawat 

0812001001567500 

2.465 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.961 

-0.49 

0.120 

0.04 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.006 

0.19 

0.26 







Non-command 

Younger Alluvium 

1.504 

-0.49 

0.150 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.009 

0.29 

0.41 


Jalsoo 

0812001001570500 

3.338 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.338 

-0.54 

0.150 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.021 

0.48 

0.66 


Janiyon Ka Bas 

0812000501495700 

7.077 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.065 

0.46 

0.100 

0.16 

0.02 

0.00 

0.00 

0.00 

0.47 

0.27 

0.60 

0.030 

0.39 

0.68 


Jorpura Jobner 

0812000501498500 

11.295 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.556 

2.02 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.01 

0.002 

0.02 

0.04 


Kanwarasa 

0812000501497000 

4.917 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.248 

1.06 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.06 

0.001 

0.02 

0.04 


Karansar 

0812000501492400 

2.255 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.255 

1.95 

0.100 

0.37 

0.02 

0.00 

0.00 

0.00 

0.79 

0.51 

1.46 

0.009 

0.43 

0.67 


Kazipura 

0812000501496800 

8.142 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.113 

1.09 

0.100 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 







Non-command 

Quartzite 

0.115 

1.09 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Kesa Ka Bas 

0812000501491000 

3.774 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.556 

-0.19 

0.100 

0.23 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.90 

0.015 

0.42 

0.63 


Khandel 

0812000501497200 

7.879 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.013 

0.85 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khannipura 

0812001001570100 

2.659 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.095 

-0.49 

0.150 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.41 

0.013 

0.38 

0.52 


Khapariya 

0812001001565200 

3.853 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.292 

-0.53 

0.150 

0.13 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.50 

0.014 

0.28 

0.40 


Khatwari Khurd 

0812000501496300 

6.000 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.383 

1.01 

0.100 

0.07 

0.01 

0.00 

0.00 

0.00 

0.30 

0.19 

0.26 

0.010 

0.17 

0.28 







Non-command 

Quartzite 

1.492 

1.01 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.12 

0.006 

0.11 

0.17 


Kheerwa 

0812000501492900 

5.956 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.671 

2.18 

0.100 

0.16 

0.01 

0.00 

0.00 

0.00 

1.38 

0.84 

0.62 

0.024 

0.40 

0.65 


Kheri Milak 

0812000501492500 

5.527 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.425 

2.70 

0.100 

0.51 

0.03 

0.00 

0.00 

0.00 

1.94 

1.22 

2.01 

0.023 

0.42 

0.67 


Khijooriya 

0812000501491200 

2.253 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.253 

-0.36 

0.100 

0.21 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.83 

0.009 

0.46 

0.67 


Korhi 

0812000501499100 

4.510 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.468 

0.87 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.39 

0.23 

0.32 

0.015 

0.32 

0.56 


Lalgarh 

0812001001570400 

1.382 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.382 

-0.40 

0.150 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.37 

0.009 

0.48 

0.66 


Lalpura 

0812001001570300 

1.977 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.977 

-0.47 

0.150 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.012 

0.48 

0.66 


Laxmipura 

0812000501492700 

4.507 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.436 

2.33 

0.100 

0.15 

0.01 

0.00 

0.00 

0.00 

0.94 

0.58 

0.60 

0.014 

0.32 

0.52 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Bhadwa 

0812000501495800 

0.12 

0.32 

39.29 

0.38 

0.02 

0.40 

0.05 

0.37 

0.04 

0.1900 

- 

- 

- 

0.190 

0.234 

0.634 

0.032 

0.602 

1.690 

280.48 

Over Exploited 



0.12 

0.01 

786.35 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

0.0200 

- 

- 

- 

0.020 

0.021 

0.028 

0.001 

0.026 

0.156 

593.32 

Over Exploited 

Bhainsawa 

0812000501492000 

0.12 

0.79 

422.39 

0.94 

0.07 

1.02 

0.05 

0.47 

0.10 

0.1700 

- 

- 

0.021 

0.191 

0.286 

1.305 

0.065 

1.240 

4.632 

373.71 

Over Exploited 

Bhainslana 

0812000501495400 

0.12 

0.22 

(31.18) 

0.17 

0.00 

0.17 

0.05 

0.45 

0.03 

0.0200 

- 

- 

0.001 

0.021 

0.051 

0.225 

0.011 

0.214 

0.223 

104.11 

Over Exploited 

Bheelpura 

0812001001566400 

0.24 

0.02 

- 

0.02 

0.00 

0.02 

0.01 

0.08 

0.00 

0.0100 

- 

- 

0.006 

0.016 

0.017 

0.037 

0.004 

0.033 

0.177 

529.38 

Over Exploited 

Bhojpura Kalan 

0812000501499800 

0.12 

0.08 

654.81 

0.09 

0.01 

0.11 

0.02 

0.19 

0.01 

0.0400 

- 

- 

0.002 

0.042 

0.052 

0.158 

0.008 

0.150 

1.036 

691.37 

Over Exploited 

Bhojpura Khurd 

0812000501494800 

0.12 

0.32 

136.09 

0.39 

0.01 

0.40 

0.05 

0.47 

0.04 

0.0200 

- 

- 

0.000 

0.021 

0.063 

0.461 

0.023 

0.438 

0.591 

135.06 

Over Exploited 

Bhookhron Ki Dhani 

0812000501495500 

0.12 

0.29 

(28.59) 

0.23 

0.00 

0.23 

0.05 

0.42 

0.04 

0.0100 

- 

- 

0.001 

0.011 

0.053 

0.287 

0.014 

0.273 

0.148 

54.32 

Safe 



0.15 

0.00 

924.43 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.015 

886.36 

Over Exploited 

Bichpari 

0812001001568500 

0.22 

0.00 

401.58 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.012 

1,425.65 

Over Exploited 



0.24 

0.24 

(44.60) 

0.19 

- 

0.19 

0.05 

0.51 

0.03 

0.0100 

- 

- 

- 

0.010 

0.038 

0.227 

0.011 

0.216 

0.317 

146.85 

Over Exploited 

Bijarniyon Ka Bas 

0812000501495300 

0.12 

0.22 

(40.82) 

0.18 

0.00 

0.18 

0.05 

0.47 

0.03 

0.0100 

- 

- 

0.004 

0.014 

0.043 

0.224 

0.011 

0.213 

0.127 

59.66 

Safe 

Bishanpura 

0812001001567900 

0.24 

0.34 

- 

0.34 

- 

0.34 

0.06 

0.54 

0.04 

0.0100 

- 

- 

- 

0.010 

0.049 

0.386 

0.039 

0.347 

0.256 

73.69 

Semi Critical 

Bugalya 

0812001001568700 

0.22 

0.23 

107.91 

0.27 

0.01 

0.28 

0.04 

0.37 

0.03 

0.0200 

- 

- 

- 

0.020 

0.047 

0.327 

0.016 

0.311 

0.505 

162.32 

Over Exploited 



0.24 

0.00 

25,580.44 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chak Jaisinghpura 

0812001001564800 

0.22 

0.01 

- 

0.01 

- 

0.01 

0.02 

0.16 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.001 

0.005 

0.023 

434.08 

Over Exploited 



0.24 

0.03 

- 

0.03 

- 

0.03 

0.04 

0.37 

0.00 

- 

- 

- 

- 

- 

0.004 

0.036 

0.004 

0.032 

0.081 

253.84 

Over Exploited 

Chandrapura Jatan 

0812001001568600 

0.22 

0.03 

21.33 

0.03 

- 

0.03 

0.02 

0.20 

0.00 

- 

- 

- 

- 

- 

0.003 

0.038 

0.002 

0.036 

0.123 

341.97 

Over Exploited 



0.24 

0.09 

(17.87) 

0.07 

0.00 

0.07 

0.04 

0.34 

0.01 

0.0100 

- 

- 

0.001 

0.011 

0.021 

0.092 

0.005 

0.087 

0.231 

265.50 

Over Exploited 

Charanwas 

0812000501490900 

0.12 

0.11 

- 

0.11 

- 

0.11 

0.05 

0.41 

0.01 

- 

- 

- 

- 

- 

0.014 

0.120 

0.012 

0.108 

0.010 

9.51 

Safe 


0812000501499600 

0.12 

0.15 

96.61 

0.18 

0.00 

0.18 

0.05 

0.47 

0.02 

0.0100 

- 

- 

0.001 

0.011 

0.030 

0.209 

0.010 

0.199 

0.312 

157.03 

Over Exploited 

Dadar Baori 

0812001001569700 

0.24 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.001 

0.007 

0.095 

1,440.24 

Over Exploited 

Deeppura 

0812000501494700 

0.12 

0.22 

124.85 

0.26 

0.01 

0.27 

0.05 

0.47 

0.03 

0.0300 

- 

- 

0.001 

0.031 

0.060 

0.334 

0.017 

0.318 

0.787 

247.55 

Over Exploited 

Deogudha 

0812001001570600 

0.24 

0.43 

- 

0.43 

0.01 

0.44 

0.05 

0.49 

0.05 

0.0300 

- 

- 

- 

0.030 

0.080 

0.523 

0.052 

0.471 

0.924 

196.21 

Over Exploited 

Deola 

0814001001906800 

0.15 

0.00 

639.62 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.024 

840.71 

Over Exploited 

Deoli Kalan 

0814001001906700 

0.15 

0.00 

1,306.27 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.119 

5,900.66 

Over Exploited 

Devalya 

0812000501490700 

0.12 

0.12 

25.84 

0.15 

0.01 

0.16 

0.03 

0.29 

0.02 

0.0200 

- 

- 

0.001 

0.021 

0.038 

0.195 

0.010 

0.185 

0.514 

277.69 

Over Exploited 

Dhana Ka Bas 

0812000501492300 

0.12 

0.20 

388.16 

0.24 

0.01 

0.25 

0.06 

0.49 

0.03 

0.0300 

- 

- 

- 

0.030 

0.056 

0.307 

0.015 

0.291 

0.755 

259.19 

Over Exploited 

Dodwadiyon Ka Bas 

0812000501496100 

0.12 

0.37 

0.63 

0.37 

0.00 

0.37 

0.05 

0.43 

0.05 

0.0100 

- 

- 

0.003 

0.013 

0.058 

0.428 

0.021 

0.407 

0.417 

102.58 

Over Exploited 



0.06 

0.00 

6,601.36 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dogiwalon Ka Bas 

0812000501495900 

0.12 

0.29 

(30.18) 

0.23 

0.01 

0.24 

0.05 

0.45 

0.04 

0.0200 

- 

- 

- 

0.020 

0.058 

0.302 

0.015 

0.287 

0.241 

84.08 

Semi Critical 



0.12 

0.00 

2,176.69 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Dola Ka Bas 

0812001001566100 

0.24 

0.00 

- 

0.00 

0.00 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

0.003 

0.003 

0.003 

0.009 

0.001 

0.008 

0.025 

318.48 

Over Exploited 

Doongarsi Ka Bas 

0812000501490800 

0.12 

0.23 

- 

0.23 

0.01 

0.24 

0.04 

0.37 

0.03 

0.0400 

- 

- 

0.004 

0.044 

0.074 

0.317 

0.032 

0.285 

1.009 

353.53 

Over Exploited 



0.15 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

0.013 

1,182.75 

Over Exploited 

Durga Ka Bas 

0812001001565300 

0.24 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.14 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.028 

0.003 

0.025 

0.170 

672.85 

Over Exploited 

Dyodhi 

0812000501499300 

0.12 

0.33 

17.09 

0.38 

0.01 

0.40 

0.05 

0.47 

0.04 

0.0200 

- 

- 

0.005 

0.025 

0.065 

0.461 

0.023 

0.438 

0.652 

148.71 

Over Exploited 

Geeda Ka Bas 

0812000501499400 

0.12 

0.35 

(36.48) 

0.28 

- 

0.28 

0.05 

0.47 

0.05 

0.0100 

- 

- 

- 

0.010 

0.056 

0.338 

0.017 

0.321 

0.318 

99.14 

Critical 

Gudha Surjan 

0812001001567000 

0.24 

0.58 

- 

0.58 

0.01 

0.59 

0.05 

0.52 

0.07 

0.0300 

- 

- 

0.003 

0.033 

0.099 

0.688 

0.069 

0.620 

0.824 

132.95 

Over Exploited 

Gumanpura 

0812000501491800 

0.12 

0.12 

- 

0.12 

0.01 

0.13 

0.06 

0.52 

0.01 

0.0400 

- 

- 

- 

0.040 

0.054 

0.180 

0.018 

0.162 

0.967 

598.29 

Over Exploited 

Gurha Mansingh 

0812000501500500 

0.12 

0.02 

2,952.33 

0.02 

0.00 

0.02 

0.01 

0.09 

0.00 

0.0100 

- 

- 

0.007 

0.017 

0.019 

0.042 

0.002 

0.040 

0.398 

990.10 

Over Exploited 

Harnathpura 

0812000501491100 

0.12 

0.16 

- 

0.16 

0.01 

0.17 

0.06 

0.51 

0.02 

0.0200 

- 

- 

0.000 

0.020 

0.040 

0.206 

0.021 

0.185 

0.540 

291.40 

Over Exploited 

Harsoli 

0812000501490600 

0.12 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

3.92 

Safe 

Hingoniya 

0812000501500300 

0.12 

0.03 

3,074.88 

0.04 

0.01 

0.05 

0.01 

0.11 

0.00 

0.0200 

- 

- 

0.001 

0.021 

0.025 

0.077 

0.004 

0.073 

0.565 

773.75 

Over Exploited 

Jahota 

0812001001571400 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jairampura 

0812001001571800 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.200 

1,708.68 

Over Exploited 

Jaisinghpura Shekhawat 

0812001001567500 

0.22 

0.04 

- 

0.04 

- 

0.04 

0.02 

0.21 

0.00 

0.0100 

- 

- 

- 

0.010 

0.015 

0.054 

0.005 

0.049 

0.146 

300.32 

Over Exploited 



0.24 

0.11 

- 

0.11 

- 

0.11 

0.03 

0.33 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.127 

0.013 

0.115 

0.273 

238.32 

Over Exploited 

Jalsoo 

0812001001570500 

0.24 

0.38 

- 

0.38 

- 

0.38 

0.05 

0.53 

0.04 

0.0100 

- 

- 

- 

0.010 

0.054 

0.437 

0.044 

0.393 

0.311 

79.01 

Semi Critical 

Janiyon Ka Bas 

0812000501495700 

0.12 

0.33 

(19.28) 

0.27 

0.02 

0.29 

0.05 

0.44 

0.05 

0.0700 

- 

- 

0.001 

0.071 

0.117 

0.404 

0.020 

0.384 

0.630 

163.90 

Over Exploited 

Jorpura Jobner 

0812000501498500 

0.12 

0.00 

4,557.04 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

0.000 

- 

0.000 

0.002 

0.000 

0.002 

0.014 

811.00 

Over Exploited 

Kanwarasa 

0812000501497000 

0.12 

0.00 

4,075.68 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.010 

0.061 

592.01 

Over Exploited 

Karansar 

0812000501492400 

0.12 

0.12 

333.12 

0.14 

0.02 

0.16 

0.06 

0.49 

0.02 

0.0500 

- 

- 

- 

0.050 

0.065 

0.226 

0.011 

0.215 

1.473 

685.51 

Over Exploited 

Kazipura 

0812000501496800 

0.12 

0.00 

883.17 

0.00 

0.01 

0.01 

0.00 

0.01 

0.00 

- 

- 

- 

0.016 

0.016 

0.016 

0.027 

0.001 

0.026 

0.012 

47.84 

Safe 



0.06 

0.00 

3,429.42 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.008 

15,901.36 

Over Exploited 

Kesa Ka Bas 

0812000501491000 

0.12 

0.18 

- 

0.18 

0.01 

0.19 

0.05 

0.47 

0.02 

0.0300 

- 

- 

0.003 

0.033 

0.055 

0.247 

0.025 

0.222 

0.913 

411.13 

Over Exploited 

Khandel 

0812000501497200 

0.12 

0.00 

(9,246.49) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

0.002 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

1.93 

Safe 

Khannipura 

0812001001570100 

0.24 

0.19 

- 

0.19 

0.01 

0.20 

0.04 

0.42 

0.02 

0.0200 

- 

- 

- 

0.020 

0.042 

0.242 

0.024 

0.218 

0.422 

193.36 

Over Exploited 

Khapariya 

0812001001565200 

0.24 

0.16 

- 

0.16 

0.01 

0.17 

0.03 

0.32 

0.02 

0.0200 

- 

- 

- 

0.020 

0.038 

0.204 

0.020 

0.184 

0.518 

281.90 

Over Exploited 

Khatwari Khurd 

0812000501496300 

0.12 

0.05 

276.52 

0.06 

0.01 

0.07 

0.02 

0.19 

0.01 

0.0300 

- 

- 

- 

0.030 

0.036 

0.105 

0.005 

0.100 

0.274 

274.07 

Over Exploited 



0.06 

0.01 

280.68 

0.01 

0.00 

0.01 

0.01 

0.12 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.012 

0.024 

0.001 

0.023 

0.124 

546.09 

Over Exploited 

Kheerwa 

0812000501492900 

0.12 

0.27 

210.91 

0.33 

0.01 

0.34 

0.05 

0.45 

0.04 

0.0200 

- 

- 

0.005 

0.025 

0.061 

0.400 

0.020 

0.380 

0.648 

170.48 

Over Exploited 

Kheri Milak 

0812000501492500 

0.12 

0.27 

347.08 

0.33 

0.03 

0.36 

0.05 

0.47 

0.04 

0.0800 

- 

- 

0.002 

0.082 

0.117 

0.477 

0.024 

0.453 

2.034 

448.88 

Over Exploited 

Khijooriya 

0812000501491200 

0.12 

0.12 

- 

0.12 

0.01 

0.14 

0.06 

0.52 

0.02 

0.0300 

- 

- 

0.002 

0.032 

0.048 

0.184 

0.018 

0.165 

0.837 

506.33 

Over Exploited 

Korhi 

0812000501499100 

0.12 

0.14 

67.87 

0.16 

- 

0.16 

0.04 

0.36 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.189 

0.009 

0.179 

0.339 

188.85 

Over Exploited 

Lalgarh 

0812001001570400 

0.24 

0.16 

- 

0.16 

- 

0.16 

0.06 

0.53 

0.02 

0.0100 

- 

- 

- 

0.010 

0.028 

0.187 

0.019 

0.168 

0.379 

225.11 

Over Exploited 

Lalpura 

0812001001570300 

0.24 

0.23 

- 

0.23 

- 

0.23 

0.06 

0.53 

0.03 

0.0100 

- 

- 

- 

0.010 

0.036 

0.263 

0.026 

0.237 

0.250 

105.54 

Over Exploited 

Laxmipura 

0812000501492700 

0.12 

0.13 

338.22 

0.16 

0.01 

0.17 

0.04 

0.37 

0.02 

0.0200 

- 

- 

- 

0.020 

0.037 

0.207 

0.010 

0.197 

0.614 

312.21 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Loharwara 

081200050149260C 

2.775 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.323 

3.84 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.18 

0.12 

0.22 

0.001 

0.05 

0.08 


Loonwa 

0814001001905300 

12.688 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.708 

0.55 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.04 

0.005 

0.02 

0.04 


Maheshwas Kalan 

0812001001569200 

7.109 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.077 

-0.56 

0.150 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.01 

0.01 


Manda Bhimsingh 

0812000501495000 

8.775 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.604 

0.53 

0.100 

0.23 

0.01 

0.00 

0.00 

0.00 

0.46 

0.26 

0.88 

0.019 

0.21 

0.36 







Non-command 

Younger Alluvium 

4.171 

0.53 

0.120 

0.22 

0.01 

0.00 

0.00 

0.00 

0.47 

0.27 

0.87 

0.018 

0.19 

0.33 


Manoharpura 

0812000501498800 

2.710 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.002 

0.68 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Minda 

0814001001907200 

6.452 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.005 

0.34 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

0.018 

0.34 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mohan Ka Bas 

0812000501492200 

3.894 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.894 

3.19 

0.100 

0.28 

0.01 

0.00 

0.00 

0.00 

1.51 

1.00 

1.08 

0.016 

0.45 

0.67 


Mohanpura 

0812001001567100 

1.613 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.344 

-0.49 

0.150 

0.10 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.37 

0.008 

0.40 

0.55 


Moondgasoi 

0814001001905800 

7.703 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.317 

0.35 

0.080 

0.05 

0.01 

0.00 

0.00 

0.00 

0.08 

0.05 

0.19 

0.009 

0.07 

0.11 


Moondoti 

0812000501494500 

3.469 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.904 

1.90 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.59 

0.35 

0.16 

0.012 

0.34 

0.58 







Non-command 

Younger Alluvium 

0.565 

1.90 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.08 

0.04 

0.002 

0.07 

0.11 


Moondwara 

0812000501499000 

7.744 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.091 

0.55 

0.100 

0.15 

0.01 

0.00 

0.00 

0.00 

0.53 

0.31 

0.55 

0.030 

0.39 

0.66 


Mori 

0812001001570700 

3.611 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.785 

-0.58 

0.150 

0.14 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.55 

0.017 

0.37 

0.51 


Moti Ram Ki Dhani 

0814001001905600 

1.506 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.287 

0.82 

0.080 

0.12 

0.02 

0.00 

0.00 

0.00 

0.18 

0.11 

0.48 

0.008 

0.37 

0.59 


Mukandpura 

0812001001567200 

1.962 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.962 

-0.45 

0.150 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.012 

0.48 

0.66 


Mundiya Garh 

0812000501493600 

8.833 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.001 

0.63 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Mundota 

0812001001568900 

22.872 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

7.571 

-0.70 

0.150 

0.26 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.97 

0.047 

0.16 

0.22 


Nandri 

0812000501494100 

5.369 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.503 

0.81 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.05 

0.002 

0.04 

0.06 


Nangal Ladi 

0812001001568400 

7.814 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

7.399 

-0.34 

0.150 

0.29 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.08 

0.046 

0.46 

0.63 


Pachkodiya 

0812000501493100 

5.918 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.918 

2.16 

0.100 

0.31 

0.02 

0.00 

0.00 

0.00 

1.56 

0.94 

1.20 

0.025 

0.41 

0.68 


Paharpura 

0812000501495100 

4.063 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.063 

0.33 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.10 

0.11 

0.017 

0.41 

0.70 


Patti Sitarampura 

0812001001565900 

1.262 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.462 

-0.54 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.003 

0.17 

0.24 


Pratap Pura 

0812000501494600 

3.453 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.932 

1.13 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.42 

0.25 

0.35 

0.012 

0.34 

0.59 







Non-command 

Younger Alluvium 

0.521 

1.13 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.07 

0.002 

0.06 

0.10 


Pratappura Kalan 

0812001001565000 

3.250 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.295 

-0.53 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.002 

0.04 

0.06 







Non-command 

Younger Alluvium 

2.669 

-0.53 

0.150 

0.09 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.016 

0.39 

0.55 


Pratappura Khurd 

0812001001565100 

2.129 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.129 

-0.48 

0.150 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.013 

0.48 

0.66 


Prempura 

0812000501495200 

1.712 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.712 

0.40 

0.100 

0.20 

0.01 

0.00 

0.00 

0.00 

0.26 

0.15 

0.78 

0.007 

0.42 

0.71 


Punana 

0812001001567800 

9.609 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.436 

0.46 

0.120 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.12 

0.009 

0.07 

0.10 







Non-command 

Younger Alluvium 

8.173 

0.46 

0.150 

0.21 

0.01 

0.00 

0.00 

0.00 

0.76 

0.55 

0.79 

0.050 

0.41 

0.57 


Radha Kishanpura @ Pok 

0812001001566500 

4.043 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.076 

-0.61 

0.150 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Radhakishanpura 

0812001001568100 

4.084 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

4.084 

-0.43 

0.150 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.63 

0.025 

0.48 

0.66 


Radhapura 

0812001001568000 

2.014 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.014 

-0.45 

0.150 

0.16 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.63 

0.012 

0.48 

0.66 


Raghunandan Pura 

0812000501493000 

1.334 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.334 

2.16 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.37 

0.22 

0.32 

0.006 

0.41 

0.69 


Raghunathpura 

0812001001567300 

1.957 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.957 

-0.45 

0.150 

0.11 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.44 

0.012 

0.48 

0.66 


Raithal 

0812001001564600 

10.222 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.863 

-0.73 

0.120 

0.37 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

1.42 

0.048 

0.36 

0.51 







Non-command 

Younger Alluvium 

1.019 

-0.73 

0.150 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

0.006 

0.05 

0.07 


Ramjipura Kalan 

0812000501493400 

6.648 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.278 

1.93 

0.100 

0.29 

0.01 

0.00 

0.00 

0.00 

1.49 

0.91 

1.12 

0.026 

0.39 

0.64 


Ramjipura Khurd 

0812000501493300 

5.042 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.819 

1.93 

0.100 

0.15 

0.01 

0.00 

0.00 

0.00 

0.88 

0.52 

0.59 

0.016 

0.30 

0.51 







Non-command 

Younger Alluvium 

0.003 

1.93 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rampura 

0812000501491700 

6.115 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.297 

-1.06 

0.100 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.77 

0.014 

0.25 

0.36 







Non-command 

Younger Alluvium 

0.150 

-1.06 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.001 

0.01 

0.02 


Ramsinghpura @ Sanga K 

0812000501491300 

4.382 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.858 

-1.05 

0.100 

0.12 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.008 

0.19 

0.28 


Salagrampura 

0812000501493200 

1.290 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.290 

2.09 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.34 

0.20 

0.29 

0.005 

0.41 

0.68 


Salehadi Pura 

0812000501494200 

4.359 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.977 

1.59 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.10 

0.06 

0.004 

0.09 

0.15 







Non-command 

Younger Alluvium 

1.073 

1.59 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.22 

0.13 

0.07 

0.005 

0.10 

0.17 


Shambhoopura 

0812000501499200 

1.825 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.382 

1.30 

0.100 

0.04 

0.00 

0.00 

0.00 

0.00 

0.22 

0.13 

0.17 

0.006 

0.32 

0.55 


Sherawatpura 

0812001001568800 

18.453 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.398 

-0.05 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.009 

0.04 

0.05 







Non-command 

Younger Alluvium 

0.564 

-0.05 

0.150 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.003 

0.01 

0.02 


Shripura 

0812001001570200 

1.569 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

1.569 

-0.46 

0.150 

0.22 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.88 

0.010 

0.48 

0.66 


Shyampura 

0812000501496200 

4.768 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.768 

0.52 

0.100 

0.16 

0.01 

0.00 

0.00 

0.00 

0.40 

0.24 

0.62 

0.020 

0.42 

0.70 


Shyosinghpura @ Gujaro 

0812000501494300 

3.954 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.711 

1.70 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.31 

0.18 

0.07 

0.007 

0.17 

0.29 







Non-command 

Younger Alluvium 

0.363 

1.70 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.01 

0.002 

0.04 

0.06 


Sinodiya 

0812000501496000 

7.348 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.788 

0.85 

0.100 

0.18 

0.01 

0.00 

0.00 

0.00 

0.66 

0.40 

0.70 

0.024 

0.34 

0.56 







Non-command 

Quartzite 

1.548 

0.85 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.13 

0.007 

0.09 

0.15 


Sirsali 

0812001001566900 

5.223 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.752 

-0.65 

0.150 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.66 

0.023 

0.34 

0.48 


Sirsi 

0812001001568200 

3.284 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.082 

-0.48 

0.150 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

0.019 

0.45 

0.62 



0814001001905500 

9.827 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.797 

0.57 

0.080 

0.23 

0.01 

0.00 

0.00 

0.01 

0.65 

0.40 

0.85 

0.064 

0.42 

0.68 


Sudarshanpura 

0812001001569900 

2.531 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.382 

-0.55 

0.150 

0.20 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.77 

0.015 

0.45 

0.62 


Sukhalpura 

0812000501494400 

3.867 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.867 

2.13 

0.100 

0.18 

0.01 

0.00 

0.00 

0.00 

1.00 

0.59 

0.70 

0.016 

0.40 

0.69 


Sunda Ki Dhani 

0812000501498200 

4.759 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.373 

1.24 

0.100 

0.06 

0.00 

0.00 

0.00 

0.00 

0.23 

0.14 

0.25 

0.006 

0.12 

0.20 


Sunderpura 

0812000501493500 

6.996 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.788 

1.40 

0.100 

0.17 

0.01 

0.00 

0.00 

0.00 

0.83 

0.51 

0.64 

0.020 

0.28 

0.46 


Sundon Ka Bas 

0812000501495600 

3.817 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.817 

0.53 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.23 

0.13 

0.08 

0.016 

0.40 

0.69 


Tadawas 

0812001001564900 

6.523 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.024 

-0.73 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

2.300 

-0.73 

0.150 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.014 

0.17 

0.23 


Thikariya Khurd 

0814001001907500 

12.287 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.291 

1.00 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.002 

0.01 

0.02 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Loharwara 

0812000501492600 

0.12 

0.00 

5,889.30 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.224 

1,874.58 

Over Exploited 

Loonwa 

0814001001905300 

0.15 

0.00 

953.91 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.044 

1,374.54 

Over Exploited 

Maheshwas Kalan 

0812001001569200 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.024 

24,745.81 

Over Exploited 

Manda Bhimsingh 

0812000501495000 

0.12 

0.11 

129.53 

0.14 

0.01 

0.15 

0.03 

0.24 

0.02 

0.0300 

- 

- 

0.004 

0.035 

0.050 

0.201 

0.010 

0.191 

0.895 

468.33 

Over Exploited 



0.15 

0.12 

130.59 

0.14 

0.01 

0.15 

0.03 

0.21 

0.02 

0.0300 

- 

- 

- 

0.030 

0.046 

0.198 

0.010 

0.188 

0.889 

473.09 

Over Exploited 

Manoharpura 

0812000501498800 

0.12 

0.00 

132,896.08 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Minda 

0814001001907200 

0.15 

0.00 

50,237.58 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.00 

10,916.30 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mohan Ka Bas 

0812000501492200 

0.12 

0.21 

379.99 

0.25 

0.01 

0.26 

0.06 

0.50 

0.03 

0.0400 

- 

- 

0.005 

0.045 

0.071 

0.335 

0.017 

0.318 

1.096 

344.23 

Over Exploited 

Mohanpura 

0812001001567100 

0.24 

0.13 

- 

0.13 

- 

0.13 

0.05 

0.44 

0.01 

0.0100 

- 

- 

- 

0.010 

0.025 

0.153 

0.015 

0.138 

0.378 

274.62 

Over Exploited 

Moondgasoi 

0814001001905800 

0.15 

0.01 

248.54 

0.02 

0.01 

0.03 

0.01 

0.08 

0.00 

0.0200 

- 

- 

0.001 

0.021 

0.023 

0.049 

0.002 

0.047 

0.202 

429.58 

Over Exploited 

Moondoti 

0812000501494500 

0.12 

0.12 

193.86 

0.14 

- 

0.14 

0.05 

0.38 

0.02 

0.0100 

- 

- 

- 

0.010 

0.026 

0.167 

0.008 

0.159 

0.168 

106.03 

Over Exploited 



0.15 

0.01 

1,357.33 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.042 

600.66 

Over Exploited 

Moondwara 

0812000501499000 

0.12 

0.33 

(6.18) 

0.31 

0.01 

0.32 

0.05 

0.43 

0.04 

0.0200 

- 

- 

0.004 

0.024 

0.064 

0.386 

0.019 

0.366 

0.582 

158.82 

Over Exploited 

Mori 

0812001001570700 

0.24 

0.25 

- 

0.25 

0.01 

0.26 

0.04 

0.41 

0.03 

0.0200 

- 

- 

- 

0.020 

0.048 

0.304 

0.030 

0.274 

0.571 

208.46 

Over Exploited 

Moti Ram Ki Dhani 

0814001001905600 

0.15 

0.07 

61.18 

0.09 

0.02 

0.11 

0.05 

0.41 

0.01 

0.0500 

- 

- 

- 

0.050 

0.059 

0.164 

0.008 

0.156 

0.489 

313.86 

Over Exploited 

Mukandpura 

0812001001567200 

0.24 

0.22 

- 

0.22 

0.00 

0.23 

0.05 

0.53 

0.03 

0.0100 

- 

- 

0.003 

0.013 

0.038 

0.265 

0.027 

0.239 

0.342 

143.37 

Over Exploited 

Mundiya Garh 

0812000501493600 

0.12 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mundota 

0812001001568900 

0.24 

0.30 

- 

0.30 

0.01 

0.31 

0.02 

0.18 

0.03 

0.0400 

- 

- 

- 

0.040 

0.075 

0.384 

0.038 

0.346 

1.021 

295.29 

Over Exploited 

Nandri 

0812000501494100 

0.15 

0.00 

1,116.83 

0.00 

- 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.003 

0.055 

1,609.72 

Over Exploited 

Nangal Ladi 

0812001001568400 

0.24 

0.81 

- 

0.81 

0.01 

0.83 

0.05 

0.51 

0.09 

0.0400 

- 

- 

0.003 

0.044 

0.138 

0.966 

0.097 

0.869 

1.128 

129.76 

Over Exploited 

Pachkodiya 

0812000501493100 

0.12 

0.29 

222.37 

0.35 

0.02 

0.37 

0.06 

0.46 

0.04 

0.0500 

- 

- 

0.002 

0.052 

0.091 

0.461 

0.023 

0.438 

1.227 

280.24 

Over Exploited 

Paharpura 

0812000501495100 

0.12 

0.20 

(52.47) 

0.16 

0.00 

0.16 

0.05 

0.46 

0.03 

- 

- 

- 

0.002 

0.002 

0.029 

0.190 

0.010 

0.181 

0.125 

69.20 

Safe 

Patti Sitarampura 

0812001001565900 

0.24 

0.02 

- 

0.02 

- 

0.02 

0.02 

0.19 

0.00 

- 

- 

- 

- 

- 

0.002 

0.022 

0.002 

0.019 

0.075 

385.97 

Over Exploited 

Pratap Pura 

0812000501494600 

0.12 

0.12 

104.19 

0.14 

0.00 

0.14 

0.05 

0.39 

0.02 

0.0100 

- 

- 

0.001 

0.011 

0.027 

0.172 

0.009 

0.163 

0.360 

220.88 

Over Exploited 



0.15 

0.00 

1,014.25 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.068 

1,133.98 

Over Exploited 

Pratappura Kalan 

0812001001565000 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.034 

1,198.62 

Over Exploited 



0.24 

0.25 

- 

0.25 

- 

0.25 

0.05 

0.44 

0.03 

0.0100 

- 

- 

- 

0.010 

0.039 

0.290 

0.029 

0.261 

0.359 

137.58 

Over Exploited 

Pratappura Khurd 

0812001001565100 

0.24 

0.24 

- 

0.24 

- 

0.24 

0.06 

0.53 

0.03 

0.0100 

- 

- 

- 

0.010 

0.038 

0.282 

0.028 

0.254 

0.185 

72.86 

Semi Critical 

Prempura 

0812000501495200 

0.12 

0.09 

77.94 

0.10 

0.01 

0.11 

0.05 

0.47 

0.01 

0.0300 

- 

- 

0.000 

0.030 

0.041 

0.154 

0.008 

0.146 

0.787 

539.38 

Over Exploited 

Punana 

0812001001567800 

0.22 

0.02 

246.17 

0.03 

- 

0.03 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.003 

0.030 

0.001 

0.028 

0.128 

452.39 

Over Exploited 



0.24 

0.80 

(31.55) 

0.64 

0.01 

0.65 

0.05 

0.45 

0.09 

0.0300 

- 

- 

0.001 

0.031 

0.124 

0.773 

0.039 

0.735 

0.842 

114.69 

Over Exploited 

Radha Kishanpura @ Pok 

0812001001566500 

0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.013 

8,209.47 

Over Exploited 

Radhakishanpura 

0812001001568100 

0.24 

0.47 

- 

0.47 

0.01 

0.48 

0.06 

0.54 

0.05 

0.0200 

- 

- 

- 

0.020 

0.075 

0.557 

0.056 

0.501 

0.659 

131.57 

Over Exploited 

Radhapura 

0812001001568000 

0.24 

0.23 

- 

0.23 

0.01 

0.24 

0.06 

0.53 

0.03 

0.0200 

- 

- 

- 

0.020 

0.047 

0.288 

0.029 

0.260 

0.646 

249.03 

Over Exploited 

Raghunandan Pura 

0812000501493000 

0.12 

0.07 

234.22 

0.08 

- 

0.08 

0.05 

0.47 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.098 

0.005 

0.093 

0.330 

354.33 

Over Exploited 

Raghunathpura 

0812001001567300 

0.24 

0.22 

- 

0.22 

0.01 

0.23 

0.06 

0.53 

0.03 

0.0200 

- 

- 

- 

0.020 

0.046 

0.280 

0.028 

0.252 

0.448 

177.59 

Over Exploited 

Raithal 

0812001001564600 

0.22 

0.63 

- 

0.63 

0.02 

0.65 

0.04 

0.41 

0.07 

0.0500 

- 

- 

- 

0.050 

0.124 

0.775 

0.077 

0.697 

1.463 

209.89 

Over Exploited 



0.24 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.023 

0.002 

0.021 

0.230 

1,116.60 

Over Exploited 

Ramjipura Kalan 

0812000501493400 

0.12 

0.29 

210.04 

0.35 

0.01 

0.36 

0.05 

0.44 

0.04 

0.0400 

- 

- 

- 

0.040 

0.080 

0.440 

0.022 

0.418 

1.142 

273.22 

Over Exploited 

Ramjipura Khurd 

0812000501493300 

0.12 

0.14 

271.65 

0.17 

0.01 

0.18 

0.04 

0.34 

0.02 

0.0200 

- 

- 

- 

0.020 

0.039 

0.216 

0.011 

0.205 

0.606 

295.81 

Over Exploited 



0.15 

0.00 

501,041.66 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

0.000 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rampura 

0812000501491700 

0.12 

0.10 

- 

0.10 

0.01 

0.11 

0.03 

0.28 

0.01 

0.0300 

- 

- 

- 

0.030 

0.042 

0.151 

0.015 

0.136 

0.787 

578.52 

Over Exploited 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.030 

11,380.54 

Over Exploited 

Ramsinghpura @ Sanga K 

0812000501491300 

0.12 

0.04 

- 

0.04 

0.01 

0.05 

0.02 

0.22 

0.01 

0.0200 

- 

- 

- 

0.020 

0.025 

0.078 

0.008 

0.070 

0.471 

668.86 

Over Exploited 

Salagrampura 

0812000501493200 

0.12 

0.06 

222.75 

0.08 

- 

0.08 

0.06 

0.46 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.094 

0.005 

0.090 

0.293 

327.75 

Over Exploited 

Salehadi Pura 

0812000501494200 

0.12 

0.01 

877.70 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.001 

0.014 

0.001 

0.013 

0.064 

491.90 

Over Exploited 



0.15 

0.02 

730.76 

0.02 

- 

0.02 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.002 

0.021 

0.001 

0.020 

0.071 

358.73 

Over Exploited 

Shambhoopura 

0812000501499200 

0.12 

0.05 

141.47 

0.06 

0.00 

0.06 

0.04 

0.36 

0.01 

0.0100 

- 

- 

0.001 

0.011 

0.017 

0.081 

0.004 

0.077 

0.174 

225.89 

Over Exploited 

Sherawatpura 

0812001001568800 

0.22 

0.01 

- 

0.01 

- 

0.01 

0.00 

0.04 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.023 

0.002 

0.020 

0.195 

952.10 

Over Exploited 



0.24 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.088 

4,350.74 

Over Exploited 

Shripura 

0812001001570200 

0.24 

0.18 

- 

0.18 

0.01 

0.19 

0.06 

0.53 

0.02 

0.0300 

- 

- 

- 

0.030 

0.051 

0.241 

0.024 

0.217 

0.894 

411.59 

Over Exploited 

Shyampura 

0812000501496200 

0.12 

0.24 

(0.91) 

0.24 

0.01 

0.25 

0.05 

0.47 

0.03 

0.0200 

- 

- 

0.001 

0.021 

0.051 

0.301 

0.015 

0.286 

0.644 

225.55 

Over Exploited 

Shyosinghpura @ Gujaro 

0812000501494300 

0.12 

0.03 

413.85 

0.04 

- 

0.04 

0.02 

0.19 

0.00 

- 

- 

- 

- 

- 

0.005 

0.047 

0.002 

0.044 

0.079 

178.65 

Over Exploited 



0.15 

0.00 

2,042.17 

0.00 

0.00 

0.00 

0.01 

0.04 

0.00 

- 

- 

- 

0.002 

0.002 

0.002 

0.005 

0.000 

0.005 

0.015 

281.60 

Over Exploited 

Sinodiya 

0812000501496000 

0.12 

0.23 

69.12 

0.28 

0.01 

0.29 

0.04 

0.38 

0.03 

0.0300 

- 

- 

0.002 

0.032 

0.061 

0.353 

0.018 

0.336 

0.720 

214.61 

Over Exploited 



0.06 

0.01 

366.83 

0.01 

0.00 

0.01 

0.01 

0.10 

0.00 

0.0100 

- 

- 

0.002 

0.012 

0.013 

0.024 

0.001 

0.023 

0.141 

609.79 

Over Exploited 

Sirsali 

0812001001566900 

0.24 

0.31 

- 

0.31 

0.01 

0.32 

0.04 

0.38 

0.04 

0.0200 

- 

- 

- 

0.020 

0.055 

0.374 

0.037 

0.337 

0.683 

202.89 

Over Exploited 

Sirsi 

0812001001568200 

0.24 

0.33 

- 

0.33 

- 

0.33 

0.05 

0.50 

0.04 

0.0100 

- 

- 

- 

0.010 

0.049 

0.383 

0.038 

0.345 

0.257 

74.48 

Semi Critical 


0814001001905500 

0.15 

0.62 

(34.68) 

0.49 

0.02 

0.51 

0.05 

0.47 

0.08 

0.1000 

- 

- 

0.015 

0.115 

0.194 

0.708 

0.035 

0.672 

0.911 

135.54 

Over Exploited 

Sudarshanpura 

0812001001569900 

0.24 

0.26 

- 

0.26 

0.01 

0.27 

0.05 

0.50 

0.03 

0.0300 

- 

- 

- 

0.030 

0.060 

0.328 

0.033 

0.295 

0.781 

264.47 

Over Exploited 

Sukhalpura 

0812000501494400 

0.12 

0.19 

212.27 

0.23 

0.01 

0.24 

0.05 

0.46 

0.03 

0.0300 

- 

- 

- 

0.030 

0.055 

0.291 

0.015 

0.276 

0.712 

257.66 

Over Exploited 

Sunda Ki Dhani 

0812000501498200 

0.12 

0.02 

579.97 

0.02 

0.00 

0.02 

0.02 

0.14 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.013 

0.038 

0.002 

0.036 

0.258 

717.63 

Over Exploited 

Sunderpura 

0812000501493500 

0.12 

0.16 

212.70 

0.19 

0.01 

0.20 

0.04 

0.32 

0.02 

0.0200 

- 

- 

- 

0.020 

0.042 

0.246 

0.012 

0.234 

0.656 

280.67 

Over Exploited 

Sundon Ka Bas 

0812000501495600 

0.12 

0.18 

(26.65) 

0.15 

0.00 

0.15 

0.05 

0.45 

0.02 

0.0100 

- 

- 

0.002 

0.012 

0.037 

0.184 

0.009 

0.175 

0.100 

57.11 

Safe 

Tadawas 

0812001001564900 

0.22 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.24 

0.09 

- 

0.09 

- 

0.09 

0.02 

0.19 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.114 

0.011 

0.102 

0.278 

272.18 

Over Exploited 

Thikariya Khurd 

0814001001907500 

0.15 

0.00 

4,634.01 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.021 

4,119.82 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 







Non-command 

Younger Alluvium 

9.619 

1.00 

0.120 

0.15 

0.01 

0.00 

0.00 

0.00 

1.30 

0.73 

0.51 

0.063 

0.30 

0.54 


Turkyabas 

0812000501499700 

2.334 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.334 

1.69 

0.100 

0.12 

0.01 

0.00 

0.00 

0.00 

0.50 

0.30 

0.48 

0.010 

0.42 

0.71 


Vijai Govindpura 

0812000501492800 

2.056 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.587 

2.29 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.10 

0.13 

0.002 

0.12 

0.20 


Vijaipur 

0812001001567700 

4.082 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.273 

0.19 

0.120 

0.05 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.21 

0.008 

0.15 

0.21 







Non-command 

Younger Alluvium 

2.810 

0.19 

0.150 

0.14 

0.01 

0.00 

0.00 

0.00 

0.21 

0.15 

0.54 

0.017 

0.33 

0.46 


Yadav Khera 

0812001001568300 

1.354 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.999 

-0.50 

0.150 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.006 

0.36 

0.49 


Yadavkhera 

0812001001570000 

1.011 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.539 

-0.51 

0.150 

0.08 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.33 

0.003 

0.26 

0.35 

01003021 

Adarwa 

0812000601510900 

18.216 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.276 

2.80 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.09 

0.05 

0.03 

0.012 

0.05 

0.09 


Bakarwaliya 

0821000102484100 

7.593 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.754 

2.12 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.09 

0.05 

0.008 

0.14 

0.22 


Bansra 

0821000102487200 

1.775 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.775 

4.69 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.09 

0.06 

0.005 

0.38 

0.77 


Bhadoon 

0821000102484200 

10.944 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.296 

2.20 

0.020 

0.02 

0.00 

0.00 

0.00 

0.03 

0.22 

0.13 

0.08 

0.015 

0.19 

0.33 


Chak Beer 

0821000102488100 

5.351 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.878 

4.47 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.44 

0.22 

0.00 

0.014 

0.34 

0.67 


Chak Nonandpura 

0821000102487400 

1.492 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.492 

5.17 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.08 

0.00 

0.004 

0.37 

0.71 


Chak Peenglod 

0821000102489900 

3.670 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.109 

5.11 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.13 

0.03 

0.006 

0.21 

0.35 


Cheeta Khera 

0821000102490500 

7.512 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.350 

3.52 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.02 

0.004 

0.06 

0.09 


Ghaswan Ki Dhani 

0821000102487900 

3.600 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.541 

2.99 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.26 

0.15 

0.23 

0.010 

0.37 

0.62 







Non-command 

Gneisses(B.G.C) 

0.059 

2.99 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Govindpura 

0812000501507000 

6.805 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.058 

2.21 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Gudli 

0821000102489600 

3.168 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.088 

4.69 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.31 

0.20 

0.09 

0.009 

0.35 

0.54 


Harmara 

0821000102489000 

33.020 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.529 

2.29 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.08 

0.04 

0.007 

0.03 

0.05 


Jajota 

0821000102485000 

16.676 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.530 

2.63 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.21 

0.10 

0.07 

0.010 

0.08 

0.17 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.215 

2.63 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.00 

0.01 


Jakholai 

0821000102484400 

5.790 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.772 

2.21 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.32 

0.17 

0.30 

0.016 

0.38 

0.73 


Joonda 

0821000102488500 

6.925 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.825 

4.92 

0.020 

0.10 

0.00 

0.00 

0.00 

0.02 

0.75 

0.39 

0.39 

0.019 

0.38 

0.73 


Kali Doongri 

0821000102489300 

4.365 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.468 

2.62 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.07 

0.08 

0.004 

0.12 

0.17 







Non-command 

Gneisses(B.G.C) 

2.897 

2.62 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.19 

0.13 

0.13 

0.008 

0.23 

0.33 


Kalyanpura 

0821000102490300 

3.101 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.944 

4.49 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.05 

0.003 

0.11 

0.16 


Kardala 

0821000102484700 

12.544 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.709 

1.66 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.002 

0.02 

0.05 


Kathoda 

0821000102488400 

8.673 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.225 

4.40 

0.020 

0.05 

0.00 

0.00 

0.00 

0.02 

0.75 

0.38 

0.19 

0.023 

0.36 

0.71 


Khajpura Bhairwai 

0821000102484800 

12.079 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.956 

2.00 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.04 

0.03 

0.005 

0.06 

0.13 


Khakharki 

0814001001903800 

20.775 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.029 

1.83 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khatoli 

0821000102489500 

13.933 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

12.993 

3.48 

0.020 

0.13 

0.02 

0.00 

0.00 

0.00 

1.02 

0.69 

0.45 

0.036 

0.33 

0.49 







Non-command 

Gneisses(B.G.C) 

0.041 

3.48 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kishangarh (M) 

0821000142101000 

79.253 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.896 

2.14 

0.020 

0.17 

0.00 

0.00 

0.00 

0.00 

0.34 

0.25 

0.00 

0.515 

0.02 

0.02 







Non-command 

Gneisses(B.G.C) 

4.260 

2.14 

0.020 

0.19 

0.00 

0.00 

0.00 

0.00 

0.37 

0.28 

0.00 

0.563 

0.02 

0.02 


Kishangarh (Rural) 

0821000102493500 

5.169 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.883 

1.99 

0.020 

0.18 

0.03 

0.00 

0.00 

0.00 

0.23 

0.17 

0.70 

0.005 

0.12 

0.16 


Kishnpura 

0821000102484500 

3.793 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.761 

2.02 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.07 

0.08 

0.008 

0.28 

0.51 


Kotri 

0821000102484600 

14.013 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.736 

1.89 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.03 

0.01 

0.005 

0.05 

0.10 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.495 

1.89 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.01 

0.004 

0.04 

0.08 


Marwa 

0812000601510800 

9.453 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.200 

3.97 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.01 


Mohan Pura 

0821000102490600 

3.828 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.644 

2.78 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.23 

0.17 

0.11 

0.010 

0.33 

0.45 







Non-command 

Gneisses(B.G.C) 

0.049 

2.78 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Mordi 

0821000102488200 

6.329 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.329 

4.81 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.63 

0.32 

0.07 

0.018 

0.38 

0.74 


Motipura 

0821000102486900 

6.216 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.261 

5.13 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.07 

0.02 

0.004 

0.08 

0.14 


Nawa 

0821000102485500 

8.323 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.313 

3.09 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.01 

0.03 


Nonandpura 

0821000102487700 

2.727 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.727 

5.14 

0.020 

0.04 

0.00 

0.00 

0.00 

0.01 

0.31 

0.17 

0.15 

0.008 

0.37 

0.65 


Palri Bhoptan 

0821000102484300 

13.170 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

13.100 

2.59 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.72 

0.36 

0.13 

0.036 

0.38 

0.76 


Peenglod 

0821000102489800 

5.322 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.321 

5.19 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.57 

0.33 

0.12 

0.015 

0.37 

0.63 


Raghunathpura 

0821000102485700 

5.065 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.464 

4.07 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.001 

0.03 

0.07 


Raheempura 

0821000102489400 

2.500 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.500 

2.89 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.15 

0.11 

0.06 

0.007 

0.35 

0.50 


Rajpura 

0821000102485600 

3.853 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.077 

3.60 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.02 


Ralawatan 

0821000102487800 

18.379 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

15.054 

3.45 

0.020 

0.11 

0.01 

0.00 

0.00 

0.00 

1.14 

0.71 

0.39 

0.042 

0.30 

0.48 







Non-command 

Gneisses(B.G.C) 

2.923 

3.45 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.22 

0.14 

0.06 

0.008 

0.06 

0.09 


Ramner Dhani 

0821000202500700 

17.605 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.273 

2.45 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.31 

0.23 

0.21 

0.034 

0.10 

0.14 


Roopangarh 

0821000102488300 

34.679 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

27.776 

4.31 

0.020 

0.12 

0.00 

0.00 

0.00 

0.00 

2.52 

1.20 

0.37 

0.077 

0.30 

0.63 


Salemabad 

0821000102487600 

6.023 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.998 

5.15 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.68 

0.37 

0.23 

0.017 

0.37 

0.68 


Seengla 

0821000102487500 

3.203 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.158 

5.19 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.34 

0.17 

0.01 

0.009 

0.37 

0.73 


Singara 

0821000102487100 

9.584 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.511 

4.89 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.26 

0.13 

0.07 

0.007 

0.10 

0.20 


Sinodiya 

0821000102484000 

34.268 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.874 

2.01 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.22 

0.16 

0.02 

0.002 

0.01 

0.01 







Non-command 

Phyllite & Schist 

17.036 

2.01 

0.020 

0.09 

0.01 

0.00 

0.00 

0.05 

0.72 

0.52 

0.31 

0.047 

0.20 

0.27 


Sursura 

0821000102488000 

27.369 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

21.749 

3.56 

0.020 

0.20 

0.01 

0.00 

0.00 

0.00 

1.74 

0.98 

0.74 

0.060 

0.30 

0.54 







Non-command 

Gneisses(B.G.C) 

4.705 

3.56 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.37 

0.21 

0.14 

0.013 

0.07 

0.12 


Thai 

0821000102487300 

5.689 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.689 

4.94 

0.020 

0.05 

0.00 

0.00 

0.00 

0.01 

0.60 

0.31 

0.20 

0.016 

0.37 

0.73 


Tityari 

0821000102489700 

4.253 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.253 

5.00 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.47 

0.29 

0.19 

0.012 

0.36 

0.60 


Tokra 

0821000102489200 

9.635 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.027 

2.47 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

3.167 

2.47 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.11 

0.04 

0.009 

0.12 

0.17 


Tyod 

0821000102488600 

26.260 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

15.244 

4.41 

0.020 

0.11 

0.00 

0.00 

0.00 

0.03 

1.42 

0.78 

0.39 

0.042 

0.23 

0.41 







Non-command 

Gneisses(B.G.C) 

0.450 

4.41 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.01 

0.001 

0.01 

0.01 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.20 

0.58 

25.85 

0.70 

0.01 

0.71 

0.04 

0.35 

0.08 

0.0200 

- 

- 

0.002 

0.022 

0.106 

0.814 

0.041 

0.773 

0.575 

74.35 

Semi Critical 

Turkyabas 

0812000501499700 

0.12 

0.12 

154.99 

0.14 

0.01 

0.15 

0.05 

0.47 

0.01 

0.0200 

- 

- 

0.001 

0.021 

0.036 

0.188 

0.009 

0.178 

0.490 

274.73 

Over Exploited 

Vijai Govindpura 

0812000501492800 

0.12 

0.01 

1,084.08 

0.01 

- 

0.01 

0.02 

0.14 

0.00 

- 

- 

- 

- 

- 

0.001 

0.011 

0.001 

0.011 

0.134 

1,250.42 

Over Exploited 

Vijaipur 

0812001001567700 

0.22 

0.04 

35.91 

0.05 

- 

0.05 

0.02 

0.17 

0.00 

0.0100 

- 

- 

- 

0.010 

0.015 

0.065 

0.003 

0.061 

0.213 

346.46 

Over Exploited 



0.24 

0.22 

(31.99) 

0.18 

0.01 

0.19 

0.04 

0.37 

0.03 

0.0200 

- 

- 

- 

0.020 

0.046 

0.232 

0.012 

0.221 

0.558 

252.82 

Over Exploited 

Yadav Khera 

0812001001568300 

0.24 

0.09 

- 

0.09 

- 

0.09 

0.04 

0.40 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.106 

0.011 

0.095 

0.204 

214.62 

Over Exploited 

Yadavkhera 

0812001001570000 

0.24 

0.03 

- 

0.03 

- 

0.03 

0.03 

0.29 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.047 

0.005 

0.042 

0.333 

786.37 

Over Exploited 

Adarwa 

0812000601510900 

0.06 

0.01 

705.20 

0.01 

0.01 

0.02 

0.01 

0.06 

0.00 

- 

- 

- 

0.017 

0.017 

0.018 

0.037 

0.002 

0.035 

0.041 

117.38 

Over Exploited 

Bakarwaliya 

0821000102484100 

0.07 

0.03 

241.88 

0.03 

- 

0.03 

0.02 

0.16 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.045 

0.002 

0.043 

0.059 

136.56 

Over Exploited 

Bansra 

0821000102487200 

0.07 

0.04 

103.60 

0.05 

0.00 

0.05 

0.05 

0.42 

0.01 

- 

- 

- 

0.001 

0.001 

0.006 

0.060 

0.003 

0.057 

0.068 

119.03 

Over Exploited 

Bhadoon 

0821000102484200 

0.07 

0.07 

87.97 

0.08 

0.03 

0.11 

0.02 

0.21 

0.01 

0.0100 

- 

- 

0.051 

0.061 

0.070 

0.184 

0.009 

0.175 

0.095 

54.20 

Safe 

Chak Beer 

0821000102488100 

0.07 

0.11 

########## 

0.13 

- 

0.13 

0.04 

0.39 

0.01 

- 

- 

- 

- 

- 

0.013 

0.147 

0.007 

0.140 

0.014 

9.73 

Safe 

Chak Nonandpura 

0821000102487400 

0.07 

0.04 

117.30 

0.04 

- 

0.04 

0.04 

0.42 

0.00 

- 

- 

- 

- 

- 

0.004 

0.049 

0.002 

0.047 

0.004 

8.92 

Safe 

Chak Peenglod 

0821000102489900 

0.07 

0.03 

351.66 

0.04 

0.00 

0.04 

0.02 

0.23 

0.00 

- 

- 

- 

0.002 

0.002 

0.005 

0.042 

0.002 

0.040 

0.038 

95.05 

Critical 

Cheeta Khera 

0821000102490500 

0.07 

0.01 

1,200.47 

0.01 

- 

0.01 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.006 

0.023 

355.12 

Over Exploited 

Ghaswan Ki Dhani 

0821000102487900 

0.07 

0.09 

76.35 

0.10 

0.01 

0.12 

0.04 

0.41 

0.01 

0.0300 

- 

- 

0.003 

0.033 

0.043 

0.159 

0.008 

0.151 

0.243 

160.90 

Over Exploited 



0.07 

0.00 

7,555.01 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Govindpura 

0812000501507000 

0.06 

0.00 

9,812.29 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gudli 

0821000102489600 

0.07 

0.07 

178.38 

0.09 

- 

0.09 

0.04 

0.39 

0.01 

- 

- 

- 

- 

- 

0.008 

0.094 

0.005 

0.089 

0.095 

105.83 

Over Exploited 

Harmara 

0821000102489000 

0.07 

0.01 

1,302.04 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.017 

0.001 

0.016 

0.043 

261.83 

Over Exploited 

Jajota 

0821000102485000 

0.07 

0.02 

387,636.84 

0.02 

- 

0.02 

0.01 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.035 

0.002 

0.033 

0.081 

246.15 

Over Exploited 



0.06 

0.00 

8,199.88 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Jakholai 

0821000102484400 

0.07 

0.15 

15.45 

0.17 

0.01 

0.18 

0.05 

0.43 

0.02 

0.0300 

- 

- 

- 

0.030 

0.049 

0.228 

0.011 

0.217 

0.311 

143.38 

Over Exploited 

Joonda 

0821000102488500 

0.07 

0.17 

124.51 

0.21 

0.02 

0.23 

0.05 

0.43 

0.02 

0.0100 

- 

- 

0.034 

0.044 

0.065 

0.294 

0.015 

0.280 

0.406 

145.22 

Over Exploited 

Kali Doongri 

0821000102489300 

0.07 

0.01 

480.86 

0.01 

0.00 

0.02 

0.01 

0.13 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.028 

0.001 

0.027 

0.082 

304.05 

Over Exploited 



0.07 

0.05 

161.51 

0.06 

0.00 

0.07 

0.03 

0.26 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.081 

0.004 

0.077 

0.138 

179.60 

Over Exploited 

Kalyanpura 

0821000102490300 

0.07 

0.01 

818.04 

0.01 

- 

0.01 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.008 

0.048 

563.00 

Over Exploited 

Kardala 

0821000102484700 

0.06 

0.00 

1,087.50 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

173.94 

Over Exploited 

Kathoda 

0821000102488400 

0.07 

0.20 

91.62 

0.24 

0.02 

0.26 

0.05 

0.41 

0.02 

0.0100 

- 

- 

0.034 

0.044 

0.069 

0.331 

0.017 

0.315 

0.208 

66.07 

Safe 

Khajpura Bhairwai 

0821000102484800 

0.06 

0.01 

459.14 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.009 

0.030 

339.81 

Over Exploited 

Khakharki 

0814001001903800 

0.15 

0.00 

139,476.52 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khatoli 

0821000102489500 

0.07 

0.28 

85,842.85 

0.34 

0.02 

0.36 

0.04 

0.37 

0.03 

0.0500 

- 

- 

- 

0.050 

0.081 

0.439 

0.022 

0.417 

0.489 

117.16 

Over Exploited 



0.07 

0.00 

61,504.47 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kishangarh (M) 

0821000142101000 

0.07 

0.00 

5,689.81 

0.01 

- 

0.01 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.515 

10,258.07 

Over Exploited 



0.07 

0.01 

4,653.51 

0.01 

- 

0.01 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.563 

8,329.84 

Over Exploited 

Kishangarh (Rural) 

0821000102493500 

0.07 

0.02 

1,015.59 

0.02 

0.03 

0.05 

0.01 

0.13 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.128 

0.006 

0.122 

0.704 

578.14 

Over Exploited 

Kishnpura 

0821000102484500 

0.07 

0.05 

40.64 

0.06 

0.00 

0.06 

0.04 

0.32 

0.01 

0.0100 

- 

- 

0.001 

0.011 

0.017 

0.080 

0.004 

0.076 

0.086 

113.25 

Over Exploited 

Kotri 

0821000102484600 

0.07 

0.01 

490.46 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.007 

0.015 

217.18 

Over Exploited 



0.06 

0.00 

659.54 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.005 

0.012 

266.54 

Over Exploited 

Marwa 

0812000601510800 

0.06 

0.00 

5,298.45 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

0.004 

0.004 

0.004 

0.006 

0.000 

0.006 

0.015 

265.33 

Over Exploited 

Mohan Pura 

0821000102490600 

0.07 

0.08 

110.98 

0.10 

- 

0.10 

0.04 

0.36 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.106 

0.005 

0.100 

0.119 

118.81 

Over Exploited 



0.07 

0.00 

11,533.10 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mordi 

0821000102488200 

0.07 

0.16 

100.14 

0.19 

0.00 

0.20 

0.05 

0.43 

0.02 

- 

- 

- 

0.004 

0.004 

0.024 

0.219 

0.011 

0.208 

0.092 

43.94 

Safe 

Motipura 

0821000102486900 

0.07 

0.01 

1,077.65 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.008 

0.023 

285.20 

Over Exploited 

Nawa 

0821000102485500 

0.07 

0.00 

2,893.42 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.011 

2,939.25 

Over Exploited 

Nonandpura 

0821000102487700 

0.07 

0.07 

160.37 

0.08 

0.01 

0.09 

0.04 

0.41 

0.01 

0.0100 

- 

- 

0.019 

0.029 

0.037 

0.131 

0.007 

0.124 

0.162 

130.20 

Over Exploited 

Palri Bhoptan 

0821000102484300 

0.07 

0.33 

7.92 

0.36 

0.00 

0.36 

0.05 

0.43 

0.04 

0.0100 

- 

- 

0.005 

0.015 

0.056 

0.417 

0.021 

0.397 

0.162 

40.96 

Safe 

Peenglod 

0821000102489800 

0.07 

0.13 

157.08 

0.16 

0.01 

0.16 

0.04 

0.41 

0.02 

- 

- 

- 

0.012 

0.012 

0.027 

0.190 

0.009 

0.180 

0.132 

73.13 

Semi Critical 

Raghunathpura 

0821000102485700 

0.07 

0.00 

1,560.81 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

96.80 

Critical 

Raheempura 

0821000102489400 

0.07 

0.06 

84.99 

0.07 

0.01 

0.08 

0.04 

0.39 

- 

0.0100 

- 

- 

0.016 

0.026 

0.026 

0.107 

0.005 

0.101 

0.062 

61.09 

Safe 

Raj pura 

0821000102485600 

0.07 

0.00 

6,622.64 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ralawatan 

0821000102487800 

0.07 

0.30 

135.69 

0.36 

0.01 

0.37 

0.03 

0.34 

0.03 

0.0400 

- 

- 

- 

0.040 

0.074 

0.447 

0.022 

0.424 

0.428 

100.85 

Over Exploited 



0.07 

0.01 

981.25 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.027 

0.001 

0.025 

0.069 

271.16 

Over Exploited 

Ramner Dhani 

0821000202500700 

0.04 

0.02 

########## 

0.03 

0.01 

0.04 

0.01 

0.11 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.055 

0.003 

0.053 

0.247 

470.16 

Over Exploited 

Roopangarh 

0821000102488300 

0.07 

0.56 

114.47 

0.67 

- 

0.67 

0.04 

0.34 

0.07 

0.0100 

- 

- 

- 

0.010 

0.079 

0.750 

0.037 

0.712 

0.450 

63.22 

Safe 

Salemabad 

0821000102487600 

0.07 

0.15 

149.64 

0.18 

- 

0.18 

0.04 

0.41 

0.02 

0.0100 

- 

- 

- 

0.010 

0.027 

0.205 

0.010 

0.194 

0.245 

125.89 

Over Exploited 

Seengla 

0821000102487500 

0.07 

0.08 

120.57 

0.09 

0.00 

0.09 

0.04 

0.41 

0.01 

- 

- 

- 

0.001 

0.001 

0.010 

0.104 

0.005 

0.099 

0.019 

19.04 

Safe 

Singara 

0821000102487100 

0.07 

0.02 

679.63 

0.02 

0.00 

0.02 

0.01 

0.11 

0.00 

- 

- 

- 

0.002 

0.002 

0.004 

0.025 

0.001 

0.024 

0.078 

326.32 

Over Exploited 

Sinodiya 

0821000102484000 

0.20 

0.00 

8,955.76 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.024 

1,097.15 

Over Exploited 



0.07 

0.22 

133.34 

0.27 

0.06 

0.32 

0.03 

0.22 

0.03 

0.0300 

- 

- 

0.068 

0.098 

0.128 

0.450 

0.023 

0.428 

0.353 

82.65 

Semi Critical 

Sursura 

0821000102488000 

0.07 

0.44 

23.89 

0.52 

0.01 

0.53 

0.04 

0.34 

0.05 

0.0800 

- 

- 

- 

0.080 

0.132 

0.665 

0.033 

0.631 

0.797 

126.32 

Over Exploited 



0.07 

0.02 

816.56 

0.03 

- 

0.03 

0.01 

0.07 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.050 

0.003 

0.048 

0.153 

320.48 

Over Exploited 

Thai 

0821000102487300 

0.07 

0.14 

117.16 

0.17 

0.01 

0.18 

0.05 

0.42 

0.02 

0.0100 

- 

- 

0.015 

0.025 

0.042 

0.222 

0.011 

0.211 

0.212 

100.49 

Over Exploited 

Tityari 

0821000102489700 

0.07 

0.10 

179.76 

0.12 

0.00 

0.13 

0.04 

0.41 

0.01 

0.0100 

- 

- 

0.002 

0.012 

0.024 

0.149 

0.007 

0.142 

0.206 

145.01 

Over Exploited 

Tokra 

0821000102489200 

0.07 

0.00 

49,006.55 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.03 

303.93 

0.03 

- 

0.03 

0.01 

0.13 

0.00 

- 

- 

- 

- 

- 

0.003 

0.037 

0.002 

0.035 

0.051 

144.39 

Over Exploited 

Tyod 

0821000102488600 

0.07 

0.23 

241.25 

0.27 

0.03 

0.31 

0.03 

0.25 

0.03 

0.0100 

- 

- 

0.052 

0.062 

0.089 

0.398 

0.020 

0.378 

0.433 

114.65 

Over Exploited 



0.07 

0.00 

9,615.28 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.009 

3,284.84 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Ujoli 

082100010248490C 

7.081 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.200 

2.17 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.01 

0.003 

0.06 

0.14 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

4.519 

2.17 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.10 

0.03 

0.013 

0.24 

0.51 

01003022 

Adani 

081400080186710C 

6.327 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.857 

0.30 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.04 

0.02 

0.02 

0.033 

0.35 

0.77 







Non-command 

Quartzite 

0.003 

0.30 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Arath 

081400080187060C 

9.440 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.207 

0.28 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.06 

0.024 

0.17 

0.37 







Non-command 

Quartzite 

2.803 

0.28 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.02 

0.016 

0.11 

0.25 


Bhilawat 

082100010248350C 

15.956 

Fresh 

Non-command 

Non-command 

Quartzite 

0.003 

1.10 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Charnawas 

0814000801866500 

6.657 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.498 

0.82 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.04 

0.09 

0.026 

0.25 

0.55 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.917 

0.82 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.005 

0.05 

0.11 


Dardoond 

0821000102485400 

4.673 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.673 

2.97 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.29 

0.13 

0.08 

0.013 

0.37 

0.83 


Deoli Khurd 

0814000801866300 

8.700 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.039 

0.83 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dhonkaliya 

0814000801866400 

14.918 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.561 

0.84 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.003 

0.01 

0.03 


Gangwa 

0814000801865800 

19.799 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.019 

0.54 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gingoli 

0814000801866700 

6.508 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.420 

1.26 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.002 

0.02 

0.05 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

3.010 

1.26 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.03 

0.02 

0.017 

0.17 

0.39 







Non-command 

Quartzite 

0.091 

1.26 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Haripura 

0814000801867900 

4.560 

Fresh 

Non-command 

Non-command 

Quartzite 

1.220 

0.08 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.007 

0.10 

0.22 


Jajota 

0821000102485000 

16.676 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.226 

2.63 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.48 

0.22 

0.18 

0.023 

0.19 

0.40 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

4.395 

2.63 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.25 

0.12 

0.08 

0.012 

0.10 

0.21 


Kalyanpura 

0821000102485800 

9.378 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.032 

2.79 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.52 

0.24 

0.03 

0.025 

0.36 

0.78 


Karkeri 

0821000102486100 

28.282 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.809 

0.80 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.002 

0.01 

0.02 


Keriya Ki Dhani 

0821000102486000 

4.673 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.356 

0.89 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.03 

0.06 


Khajpura Bhairwai 

0821000102484800 

12.079 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.526 

2.00 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.03 

0.03 

0.004 

0.05 

0.10 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

7.025 

2.00 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.31 

0.14 

0.10 

0.020 

0.22 

0.48 


Khanpur 

0814000801870700 

17.552 

Fresh 

Non-command 

Non-command 

Quartzite 

0.091 

0.10 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.00 

0.00 


Khedarpura 

0814000801867200 

18.190 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

17.741 

0.08 

0.015 

0.08 

0.00 

0.00 

0.00 

0.01 

0.09 

0.04 

0.20 

0.101 

0.36 

0.81 







Non-command 

Quartzite 

0.449 

0.08 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.003 

0.01 

0.02 


Khokar 

0814000801867000 

6.462 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.415 

0.64 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.03 

0.08 

0.025 

0.26 

0.56 


Kinsariya 

0814000801867300 

10.876 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.875 

-0.11 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.011 

0.06 

0.14 







Non-command 

Quartzite 

3.014 

-0.11 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.017 

0.10 

0.23 


Kishorpura 

0814000801865700 

8.702 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.782 

-0.05 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.010 

0.08 

0.17 







Non-command 

Quartzite 

2.243 

-0.05 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.013 

0.10 

0.21 


Malas Gusaiyan 

0814000801867800 

10.684 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.510 

0.15 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.11 

0.043 

0.26 

0.59 







Non-command 

Quartzite 

2.754 

0.15 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.016 

0.10 

0.22 


Mandan 

0814000801867600 

13.802 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

-0.05 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Phyllite & Schist 

2.464 

-0.05 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.014 

0.07 

0.15 







Non-command 

Quartzite 

5.506 

-0.05 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.031 

0.15 

0.33 


Manpura 

0821000102485200 

4.902 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.902 

1.21 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.16 

0.07 

0.13 

0.014 

0.37 

0.84 


Mehgaon 

0814000801870400 

21.424 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

19.634 

0.72 

0.015 

0.12 

0.00 

0.00 

0.00 

0.00 

0.33 

0.15 

0.34 

0.111 

0.34 

0.76 


Morer 

0814000901885200 

9.866 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.001 

-0.25 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Narwa 

0814000801867700 

6.946 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.456 

0.05 

0.015 

0.07 

0.00 

0.00 

0.00 

0.00 

0.07 

0.03 

0.24 

0.037 

0.35 

0.78 







Non-command 

Quartzite 

0.341 

0.05 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.02 

0.04 


Nawa 

0821000102485500 

8.323 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.010 

3.09 

0.020 

0.06 

0.00 

0.00 

0.00 

0.02 

0.53 

0.24 

0.19 

0.022 

0.36 

0.79 


Nitooti 

0821000102485300 

18.110 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

18.110 

1.71 

0.020 

0.09 

0.00 

0.00 

0.00 

0.02 

0.69 

0.31 

0.30 

0.050 

0.37 

0.83 


Palri Bhoptan 

0821000102484300 

13.170 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.065 

2.59 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Paner 

0821000102485100 

12.782 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.628 

2.26 

0.020 

0.09 

0.00 

0.00 

0.00 

0.00 

0.53 

0.24 

0.31 

0.027 

0.28 

0.63 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

3.154 

2.26 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.07 

0.08 

0.009 

0.09 

0.21 


Parbatsar (M) 

0814000841409000 

32.615 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

20.433 

0.86 

0.015 

0.17 

0.00 

0.00 

0.00 

0.00 

0.43 

0.19 

0.11 

0.439 

0.23 

0.52 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

9.679 

0.86 

0.015 

0.08 

0.00 

0.00 

0.00 

0.00 

0.20 

0.09 

0.03 

0.208 

0.11 

0.25 


Parbatsar (Rural) 

0814000801866800 

10.122 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.192 

0.78 

0.015 

0.38 

0.02 

0.00 

0.00 

0.00 

0.47 

0.21 

1.44 

0.052 

0.34 

0.76 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.930 

0.78 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.09 

0.005 

0.03 

0.08 







Non-command 

Quartzite 

0.000 

0.78 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Peeplad 

0814000801870300 

18.376 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

18.372 

0.29 

0.015 

0.14 

0.01 

0.00 

0.00 

0.00 

0.21 

0.09 

0.43 

0.104 

0.37 

0.84 


Raghunathpura 

0821000102485700 

5.065 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.601 

4.07 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.38 

0.18 

0.04 

0.013 

0.34 

0.73 


Rajpura 

0821000102485600 

3.853 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.776 

3.60 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.30 

0.14 

0.13 

0.011 

0.37 

0.80 


Ramgarh 

0821000102485900 

9.888 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.192 

1.23 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.25 

0.11 

0.06 

0.026 

0.35 

0.76 


Rohindi 

0814000801870200 

16.302 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.073 

0.24 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.04 

0.017 

0.07 

0.16 







Non-command 

Quartzite 

5.351 

0.24 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.04 

0.030 

0.12 

0.27 


Roonija 

0814000801866600 

15.374 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.978 

0.95 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.05 

0.06 

0.034 

0.15 

0.32 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

3.291 

0.95 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.02 

0.019 

0.08 

0.18 







Non-command 

Quartzite 

0.546 

0.95 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.003 

0.01 

0.03 


Roopangarh 

0821000102488300 

34.679 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.572 

4.31 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.60 

0.28 

0.09 

0.018 

0.07 

0.15 


Sagarmala 

0821000102487000 

3.512 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.178 

3.31 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.02 

0.04 


Sanchor 

0814000801870500 

14.236 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.709 

0.70 

0.015 

0.10 

0.00 

0.00 

0.00 

0.00 

0.17 

0.08 

0.35 

0.038 

0.18 

0.39 


Seengla 

0821000102487500 

3.203 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.024 

5.19 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Shyampura 

0814000801866900 

10.902 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.902 

0.51 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.12 

0.05 

0.08 

0.062 

0.37 

0.83 


Singara 

0821000102487100 

9.584 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.931 

4.89 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.41 

0.20 

0.11 

0.011 

0.15 

0.32 


Ujoli 

0821000102484900 

7.081 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.108 

2.17 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 

Ujoli 

0821000102484900 

0.07 

0.00 

376,338.64 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.013 

218.71 

Over Exploited 



0.06 

0.07 

49.24 

0.08 

- 

0.08 

0.03 

0.27 

0.01 

- 

- 

- 

- 

- 

0.008 

0.086 

0.004 

0.082 

0.047 

56.67 

Safe 

Adani 

0814000801867100 

0.08 

0.16 

(88.67) 

0.13 

0.01 

0.14 

0.04 

0.39 

0.02 

- 

- 

- 

0.008 

0.008 

0.028 

0.164 

0.008 

0.155 

0.057 

36.84 

Safe 



0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Arath 

0814000801870600 

0.08 

0.06 

(69.53) 

0.04 

- 

0.04 

0.02 

0.19 

0.01 

- 

- 

- 

- 

- 

0.007 

0.052 

0.003 

0.049 

0.085 

172.22 

Over Exploited 



0.06 

0.02 

(37.38) 

0.01 

- 

0.01 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.002 

0.017 

0.001 

0.016 

0.033 

200.58 

Over Exploited 

Bhilawat 

0821000102483500 

0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Charnawas 

0814000801866500 

0.08 

0.09 

(56.73) 

0.07 

- 

0.07 

0.03 

0.29 

0.01 

- 

- 

- 

- 

- 

0.011 

0.084 

0.004 

0.080 

0.111 

137.72 

Over Exploited 



0.08 

0.00 

37.00 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.005 

0.013 

276.32 

Over Exploited 

Dardoond 

0821000102485400 

0.07 

0.12 

13.61 

0.13 

0.01 

0.14 

0.05 

0.42 

0.01 

- 

- 

- 

0.008 

0.008 

0.022 

0.159 

0.008 

0.151 

0.093 

61.40 

Safe 

Deoli Khurd 

0814000801866300 

0.08 

0.00 

3,661.90 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dhonkaliya 

0814000801866400 

0.08 

0.00 

476.52 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.011 

1,381.47 

Over Exploited 

Gangwa 

0814000801865800 

0.08 

0.00 

18,088.84 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gingoli 

0814000801866700 

0.08 

0.00 

343.95 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

233.56 

Over Exploited 



0.08 

0.04 

(27.76) 

0.03 

- 

0.03 

0.02 

0.19 

0.01 

- 

- 

- 

- 

- 

0.005 

0.039 

0.002 

0.037 

0.032 

87.65 

Semi Critical 



0.06 

0.00 

3,368.20 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Haripura 

0814000801867900 

0.06 

0.01 

(487.36) 

0.01 

- 

0.01 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.006 

0.013 

206.65 

Over Exploited 

Jajota 

0821000102485000 

0.07 

0.10 

(79.83) 

0.12 

- 

0.12 

0.02 

0.21 

0.01 

0.0200 

- 

- 

- 

0.020 

0.033 

0.155 

0.008 

0.147 

0.207 

140.86 

Over Exploited 



0.06 

0.03 

345.52 

0.03 

- 

0.03 

0.01 

0.11 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.045 

0.002 

0.042 

0.090 

212.75 

Over Exploited 

Kalyanpura 

0821000102485800 

0.07 

0.22 

11.67 

0.24 

- 

0.24 

0.04 

0.41 

0.03 

- 

- 

- 

- 

- 

0.027 

0.269 

0.013 

0.255 

0.054 

21.19 

Safe 

Karkeri 

0821000102486100 

0.07 

0.00 

1,751.22 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.031 

4,337.20 

Over Exploited 

Keriya Ki Dhani 

0821000102486000 

0.07 

0.00 

345.09 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Khajpura Bhairwai 

0821000102484800 

0.07 

0.00 

566.10 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.033 

549.83 

Over Exploited 



0.06 

0.09 

52.74 

0.11 

- 

0.11 

0.03 

0.24 

0.01 

- 

- 

- 

- 

- 

0.011 

0.122 

0.006 

0.116 

0.121 

104.35 

Over Exploited 

Khanpur 

0814000801870700 

0.06 

0.00 

851.64 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.007 

49,294.97 

Over Exploited 

Khedarpura 

0814000801867200 

0.08 

0.52 

(92.10) 

0.41 

0.01 

0.42 

0.05 

0.41 

0.06 

0.0100 

- 

- 

0.015 

0.025 

0.089 

0.513 

0.026 

0.488 

0.300 

61.44 

Safe 



0.06 

0.00 

20.85 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.003 

815.02 

Over Exploited 

Khokar 

0814000801867000 

0.08 

0.09 

(65.72) 

0.07 

0.00 

0.08 

0.03 

0.29 

0.01 

- 

- 

- 

0.006 

0.006 

0.018 

0.094 

0.005 

0.089 

0.106 

118.54 

Over Exploited 

Kinsariya 

0814000801867300 

0.08 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.010 

0.001 

0.009 

0.023 

264.76 

Over Exploited 



0.06 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.002 

0.021 

0.002 

0.019 

0.036 

194.30 

Over Exploited 

Kishorpura 

0814000801865700 

0.08 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.001 

0.006 

0.010 

167.56 

Over Exploited 



0.06 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.002 

0.015 

0.001 

0.013 

0.019 

142.91 

Over Exploited 

Malas Gusaiyan 

0814000801867800 

0.08 

0.16 

(83.91) 

0.13 

- 

0.13 

0.03 

0.30 

0.02 

- 

- 

- 

- 

- 

0.020 

0.146 

0.007 

0.139 

0.152 

109.32 

Over Exploited 



0.06 

0.02 

(148.69) 

0.01 

- 

0.01 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.002 

0.015 

0.001 

0.014 

0.033 

235.32 

Over Exploited 

Mandan 

0814000801867600 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.002 

0.015 

0.001 

0.013 

0.055 

412.66 

Over Exploited 



0.06 

0.05 

- 

0.05 

- 

0.05 

0.02 

0.17 

0.01 

- 

- 

- 

- 

- 

0.006 

0.054 

0.005 

0.049 

0.067 

137.75 

Over Exploited 

Manpura 

0821000102485200 

0.07 

0.12 

(42.07) 

0.10 

0.00 

0.10 

0.05 

0.42 

0.02 

- 

- 

- 

0.001 

0.001 

0.017 

0.115 

0.006 

0.109 

0.139 

126.88 

Over Exploited 

Mehgaon 

0814000801870400 

0.08 

0.54 

(272.40) 

0.43 

- 

0.43 

0.04 

0.39 

0.07 

0.0100 

- 

- 

- 

0.010 

0.077 

0.508 

0.025 

0.482 

0.451 

93.63 

Critical 

Morer 

0814000901885200 

0.04 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Narwa 

0814000801867700 

0.08 

0.18 

(81.45) 

0.14 

- 

0.14 

0.04 

0.39 

0.02 

0.0100 

- 

- 

- 

0.010 

0.032 

0.176 

0.009 

0.167 

0.272 

162.49 

Over Exploited 



0.06 

0.00 

(73.32) 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.008 

2,409.78 

Over Exploited 

Nawa 

0821000102485500 

0.07 

0.19 

26.16 

0.23 

0.02 

0.25 

0.04 

0.41 

0.02 

0.0100 

- 

- 

0.033 

0.043 

0.067 

0.319 

0.016 

0.303 

0.216 

71.29 

Semi Critical 

Nitooti 

0821000102485300 

0.07 

0.45 

(31.23) 

0.36 

0.02 

0.38 

0.05 

0.42 

0.06 

0.0100 

- 

- 

0.026 

0.036 

0.092 

0.471 

0.024 

0.447 

0.349 

78.13 

Semi Critical 

Palri Bhoptan 

0821000102484300 

0.07 

0.00 

20,440.99 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Paner 

0821000102485100 

0.07 

0.18 

30.59 

0.22 

- 

0.22 

0.04 

0.32 

0.02 

0.0100 

- 

- 

- 

0.010 

0.033 

0.249 

0.012 

0.237 

0.334 

140.88 

Over Exploited 



0.06 

0.02 

317.88 

0.02 

- 

0.02 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.002 

0.023 

0.001 

0.022 

0.093 

421.99 

Over Exploited 

Parbatsar (M) 

0814000841409000 

0.08 

0.38 

(49.46) 

0.31 

- 

0.31 

0.03 

0.26 

0.05 

- 

- 

- 

- 

- 

0.048 

0.354 

0.018 

0.336 

0.548 

162.78 

Over Exploited 



0.08 

0.09 

6.38 

0.09 

- 

0.09 

0.01 

0.12 

0.01 

- 

- 

- 

- 

- 

0.011 

0.102 

0.005 

0.097 

0.239 

246.09 

Over Exploited 

Parbatsar (Rural) 

0814000801866800 

0.08 

0.25 

(16.06) 

0.21 

0.02 

0.23 

0.04 

0.38 

0.03 

0.0500 

- 

- 

- 

0.050 

0.081 

0.311 

0.016 

0.295 

1.494 

506.13 

Over Exploited 



0.08 

0.00 

443.25 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.097 

3,021.03 

Over Exploited 



0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Peeplad 

0814000801870300 

0.08 

0.55 

(82.89) 

0.44 

0.01 

0.45 

0.05 

0.42 

0.07 

0.0200 

- 

- 

- 

0.020 

0.089 

0.538 

0.027 

0.511 

0.536 

104.92 

Over Exploited 

Raghunathpura 

0821000102485700 

0.07 

0.10 

70.11 

0.13 

0.00 

0.13 

0.04 

0.38 

0.01 

- 

- 

- 

0.006 

0.006 

0.019 

0.148 

0.007 

0.140 

0.051 

36.19 

Safe 

Rajpura 

0821000102485600 

0.07 

0.09 

48.24 

0.11 

0.00 

0.11 

0.05 

0.41 

0.01 

- 

- 

- 

0.005 

0.005 

0.017 

0.131 

0.007 

0.125 

0.137 

109.43 

Over Exploited 

Ramgarh 

0821000102485900 

0.07 

0.21 

(47.06) 

0.17 

- 

0.17 

0.04 

0.39 

0.03 

- 

- 

- 

- 

- 

0.026 

0.197 

0.010 

0.187 

0.084 

44.72 

Safe 

Rohindi 

0814000801870200 

0.08 

0.02 

(45.22) 

0.01 

- 

0.01 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.002 

0.016 

0.001 

0.015 

0.053 

350.89 

Over Exploited 



0.06 

0.04 

(746.72) 

0.03 

- 

0.03 

0.02 

0.14 

0.00 

- 

- 

- 

- 

- 

0.005 

0.036 

0.002 

0.034 

0.066 

194.51 

Over Exploited 

Roonija 

0814000801866600 

0.08 

0.07 

(24.57) 

0.06 

- 

0.06 

0.02 

0.16 

0.01 

- 

- 

- 

- 

- 

0.009 

0.065 

0.003 

0.061 

0.095 

154.89 

Over Exploited 



0.08 

0.02 

23.00 

0.03 

- 

0.03 

0.01 

0.09 

0.00 

- 

- 

- 

- 

- 

0.003 

0.028 

0.001 

0.027 

0.042 

156.63 

Over Exploited 



0.06 

0.00 

978.65 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.003 

564.63 

Over Exploited 

Roopangarh 

0821000102488300 

0.07 

0.03 

809.11 

0.04 

- 

0.04 

0.01 

0.08 

0.00 

- 

- 

- 

- 

- 

0.004 

0.041 

0.002 

0.039 

0.108 

275.24 

Over Exploited 

Sagarmala 

0821000102487000 

0.07 

0.00 

2,439.36 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.010 

3,723.14 

Over Exploited 

Sanchor 

0814000801870500 

0.08 

0.09 

(18.11) 

0.08 

- 

0.08 

0.02 

0.20 

0.01 

0.0100 

- 

- 

- 

0.010 

0.022 

0.099 

0.005 

0.094 

0.389 

412.64 

Over Exploited 

Seengla 

0821000102487500 

0.07 

0.00 

29,088.23 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Shyampura 

0814000801866900 

0.08 

0.33 

(83.30) 

0.26 

0.00 

0.26 

0.05 

0.42 

0.04 

- 

- 

- 

0.004 

0.004 

0.044 

0.308 

0.015 

0.292 

0.140 

47.85 

Safe 

Singara 

0821000102487100 

0.07 

0.04 

391.91 

0.05 

0.01 

0.05 

0.02 

0.17 

0.00 

- 

- 

- 

0.009 

0.009 

0.014 

0.068 

0.003 

0.065 

0.120 

184.86 

Over Exploited 

Ujoli 

0821000102484900 

0.07 

0.00 

5,226.37 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.041 

2.17 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 

01003023 

Ajmer (M Cl) 

0821000242103000 

63.699 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.379 

2.69 

0.020 

0.08 

0.00 

0.00 

0.00 

0.00 

0.26 

0.20 

0.11 

0.168 

0.02 

0.03 




24.849 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.324 

2.69 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.016 

0.01 

0.01 







Non-command 

Gneisses 

2.238 

2.69 

0.010 

0.05 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.06 

0.111 

0.04 

0.05 


Akhri 

0821000202501700 

3.969 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

3.969 

0.97 

0.020 

0.05 

0.00 

0.00 

0.00 

0.03 

0.10 

0.08 

0.17 

0.026 

0.32 

0.42 


Aradka 

0821000202501000 

17.376 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.049 

2.07 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.28 

0.20 

0.07 

0.039 

0.12 

0.17 







Non-command 

Gneisses 

10.288 

2.07 

0.015 

0.05 

0.00 

0.00 

0.00 

0.00 

0.37 

0.26 

0.11 

0.067 

0.20 

0.28 


Babayacha 

0821000202500200 

12.059 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.241 

2.17 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.51 

0.33 

0.19 

0.067 

0.30 

0.48 







Non-command 

Gneisses 

1.312 

2.17 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.02 

0.009 

0.04 

0.06 


Badlya 

0821000202506700 

9.885 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.921 

2.37 

0.020 

0.27 

0.01 

0.00 

0.00 

0.00 

0.63 

0.64 

0.33 

0.555 

0.33 

0.33 







Non-command 

Gneisses(B.G.C) 

1.017 

2.37 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.04 

0.071 

0.04 

0.04 


Baghpura 

0821000202501100 

2.534 

Fresh 

Non-command 

Non-command 

Gneisses 

1.879 

2.17 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.04 

0.012 

0.26 

0.36 


Bansra (Mehran) 

0821000102490100 

5.647 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.647 

2.65 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.30 

0.20 

0.02 

0.016 

0.35 

0.52 


Banwal 

0814000801875200 

24.288 

Fresh 

Non-command 

Non-command 

Gneisses 

0.235 

1.52 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.001 

0.00 

0.01 


Bassi 

0814000801875300 

12.787 

Fresh 

Non-command 

Non-command 

Gneisses 

0.128 

0.79 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 


Bhawani Khera 

0821000202501300 

2.961 

Fresh 

Non-command 

Non-command 

Gneisses 

2.948 

2.78 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.11 

0.09 

0.019 

0.34 

0.45 


Bhoodol 

0821000202502500 

12.218 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

12.218 

1.63 

0.020 

0.04 

0.00 

0.00 

0.00 

0.01 

0.42 

0.33 

0.07 

0.079 

0.32 

0.42 


Brijpura 

0821000102490400 

1.878 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.878 

2.75 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.05 

0.005 

0.34 

0.48 


Bubani 

0821000202502000 

13.433 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.914 

0.76 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.16 

0.019 

0.07 

0.09 







Non-command 

Gneisses(B.G.C) 

1.265 

0.76 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.05 

0.008 

0.03 

0.04 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

7.543 

0.76 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.18 

0.14 

0.20 

0.049 

0.18 

0.24 







Non-command 

Gneisses(B.G.C) 

1.711 

0.76 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.011 

0.04 

0.05 


Chachiyawas 

0821000202503100 

11.654 

Fresh 

Non-command 

Non-command 

Gneisses 

10.103 

2.21 

0.015 

0.05 

0.00 

0.00 

0.00 

0.00 

0.39 

0.28 

0.11 

0.066 

0.32 

0.44 


Chak Motipura 

0821000102486700 

1.617 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.617 

1.96 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.004 

0.37 

0.65 


Chak Peenglod 

0821000102489900 

3.670 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.561 

5.11 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.09 

0.01 

0.004 

0.15 

0.26 


Chandiyawas 

0821000202502800 

10.664 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.664 

2.41 

0.020 

0.13 

0.02 

0.00 

0.00 

0.00 

0.62 

0.46 

0.41 

0.069 

0.32 

0.42 


Charnawas 

0814000801875000 

4.601 

Fresh 

Non-command 

Non-command 

Gneisses 

0.022 

1.56 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Cheeta Khera 

0821000102490500 

7.512 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.754 

3.52 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.44 

0.30 

0.11 

0.016 

0.27 

0.38 


Chhatri 

0821000202502900 

8.678 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.685 

2.76 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.02 

0.011 

0.06 

0.08 







Non-command 

Gneisses 

6.993 

2.76 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.33 

0.25 

0.09 

0.046 

0.26 

0.35 


Dhani Deomand 

0821000102493700 

2.826 

Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.466 

1.98 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.06 

0.07 


Dhani Purohitan 

0821000102493600 

4.379 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.237 

1.40 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.02 

0.006 

0.17 

0.22 







Non-command 

Gneisses(B.G.C) 

1.860 

1.40 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.01 

0.005 

0.14 

0.18 


Dhani Rathoran 

0821000102493400 

8.190 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.421 

1.78 

0.020 

0.17 

0.02 

0.00 

0.00 

0.00 

0.41 

0.31 

0.65 

0.021 

0.29 

0.39 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.769 

1.78 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.06 

0.002 

0.03 

0.04 


Gagwana 

0821000202502700 

16.097 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

15.717 

1.86 

0.020 

0.15 

0.02 

0.00 

0.00 

0.04 

0.68 

0.51 

0.48 

0.102 

0.32 

0.42 







Non-command 

Gneisses 

0.380 

1.86 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.01 

0.01 


Gegal 

0821000202501800 

10.185 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.710 

1.60 

0.020 

0.25 

0.01 

0.00 

0.00 

0.00 

0.55 

0.41 

0.93 

0.063 

0.30 

0.40 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.475 

1.60 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.003 

0.01 

0.02 


Ghooghra 

0821000202506400 

9.960 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.610 

1.64 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.39 

0.32 

0.24 

0.063 

0.40 

0.49 







Non-command 

Gneisses 

0.344 

1.64 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.01 

0.02 


Godiyawas 

0821000202502300 

3.350 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.136 

1.66 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.09 

0.014 

0.22 

0.25 







Non-command 

Gneisses(B.G.C) 

1.026 

1.66 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.03 

0.007 

0.11 

0.12 


Gudha 

0821000202502400 

7.840 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.005 

1.95 

0.020 

0.13 

0.02 

0.00 

0.00 

0.02 

0.36 

0.35 

0.47 

0.046 

0.33 

0.34 







Non-command 

Gneisses(B.G.C) 

0.835 

1.95 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.02 

0.02 

0.04 

0.005 

0.04 

0.04 


Guwardi 

0821000202506500 

1.711 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.711 

1.66 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.07 

0.011 

0.37 

0.46 


Hansiyawas 

0821000202500300 

2.512 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.175 

2.06 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.01 

0.008 

0.17 

0.24 







Non-command 

Gneisses 

1.033 

2.06 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.007 

0.15 

0.21 


Hokaran 

0821000202503300 

10.021 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.127 

1.11 

0.120 

0.35 

0.02 

0.00 

0.00 

0.00 

0.88 

0.53 

1.39 

0.027 

0.18 

0.29 







Non-command 

Gneisses 

2.419 

1.11 

0.010 

0.12 

0.01 

0.00 

0.00 

0.00 

0.14 

0.08 

0.50 

0.016 

0.10 

0.17 


Hoshiyara 

0821000202500500 

2.838 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.838 

2.09 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.11 

0.12 

0.018 

0.33 

0.45 


Jatli 

0821000202501600 

6.514 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.070 

1.70 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.24 

0.18 

0.29 

0.033 

0.25 

0.33 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.444 

1.70 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.04 

0.009 

0.07 

0.09 


Kalyanpura 

0821000102485800 

9.378 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.323 

2.79 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.01 

0.03 



0821000102490300 

3.101 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.157 

4.49 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.21 

0.14 

0.09 

0.006 

0.25 

0.37 


Kanas 

0821000202505800 

12.146 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.150 

1.25 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.05 

0.001 

0.01 

0.01 







Non-command 

Gneisses 

0.781 

1.25 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.12 

0.005 

0.03 

0.05 


Kankarda Bhonabay 

0821000202506100 

4.509 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.048 

1.61 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.14 

0.12 

0.12 

0.020 

0.31 

0.37 


Karkeri 

0821000102486100 

28.282 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.327 

0.80 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.04 

0.12 

0.009 

0.04 

0.09 


Kayampura 

0821000202501400 

3.881 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.629 

2.79 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.08 

0.07 

0.011 

0.14 

0.18 







Non-command 

Gneisses 

2.253 

2.79 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.07 

0.015 

0.19 

0.25 


Kayar 

0821000202503000 

15.315 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.475 

1.96 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.04 

0.010 

0.04 

0.05 







Non-command 

Gneisses 

13.840 

1.96 

0.015 

0.10 

0.01 

0.00 

0.00 

0.05 

0.44 

0.34 

0.29 

0.090 

0.34 

0.44 


Keriya Ki Dhani 

0821000102486000 

4.673 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.647 

0.89 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.01 

0.007 

0.21 

0.44 


Khatoli 

0821000102489500 

13.933 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.270 

3.48 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.01 

0.01 


Khonda 

0821000202502100 

6.276 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.997 

0.72 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.006 

0.05 

0.06 







Non-command 

Gneisses(B.G.C) 

4.160 

0.72 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.10 

0.027 

0.22 

0.27 


Khundiyas 

0814000801874800 

10.761 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.150 

1.44 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.01 

0.01 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.06 

0.00 

14,586.50 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ajmer (M Cl) 

082100024210300C 

0.07 

0.01 

115,286.40 

0.01 

- 

0.01 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.276 

1,703.58 

Over Exploited 



0.07 

0.00 

862,632.93 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.027 

21,236.56 

Over Exploited 



0.06 

0.01 

1,331.56 

0.01 

- 

0.01 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.170 

1,044.37 

Over Exploited 

Akhri 

0821000202501700 

0.04 

0.05 

52.07 

0.06 

0.03 

0.09 

0.04 

0.35 

- 

0.0100 

- 

- 

0.038 

0.048 

0.048 

0.133 

0.007 

0.127 

0.194 

153.16 

Over Exploited 

Aradka 

0821000202501000 

0.04 

0.03 

594.82 

0.03 

- 

0.03 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.035 

0.002 

0.033 

0.111 

337.49 

Over Exploited 



0.06 

0.12 

247,221.56 

0.15 

- 

0.15 

0.02 

0.23 

- 

- 

- 

- 

- 

- 

- 

0.149 

0.007 

0.142 

0.173 

121.88 

Over Exploited 

Babayacha 

0821000202500200 

0.04 

0.12 

161.26 

0.15 

- 

0.15 

0.03 

0.34 

0.01 

0.0100 

- 

- 

- 

0.010 

0.024 

0.174 

0.009 

0.165 

0.261 

157.85 

Over Exploited 



0.06 

0.00 

987.36 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.027 

692.91 

Over Exploited 

Badlya 

0821000202506700 

0.04 

0.10 

516.00 

0.12 

0.01 

0.13 

0.03 

0.36 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.174 

0.009 

0.165 

0.886 

536.39 

Over Exploited 



0.11 

0.00 

1,346.31 

0.01 

- 

0.01 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.107 

2,055.27 

Over Exploited 

Baghpura 

0821000202501100 

0.06 

0.03 

6,911.14 

0.03 

- 

0.03 

0.03 

0.29 

- 

- 

- 

- 

- 

- 

- 

0.034 

0.002 

0.032 

0.054 

170.38 

Over Exploited 

Bansra (Mehran) 

0821000102490100 

0.07 

0.13 

54.30 

0.16 

0.01 

0.16 

0.04 

0.39 

0.01 

- 

- 

- 

0.008 

0.008 

0.023 

0.187 

0.009 

0.178 

0.035 

19.51 

Safe 

Banwal 

0814000801875200 

0.07 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

4,578.88 

Over Exploited 

Bassi 

0814000801875300 

0.07 

0.00 

41,254.83 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Bhawani Khera 

0821000202501300 

0.06 

0.06 

90.10 

0.07 

- 

0.07 

0.04 

0.37 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.082 

0.004 

0.078 

0.110 

142.16 

Over Exploited 

Bhoodol 

0821000202502500 

0.04 

0.16 

107.07 

0.19 

0.01 

0.20 

0.04 

0.36 

- 

0.0100 

- 

- 

0.019 

0.029 

0.029 

0.231 

0.012 

0.220 

0.151 

68.96 

Safe 

Brijpura 

0821000102490400 

0.07 

0.04 

87.33 

0.05 

0.00 

0.05 

0.04 

0.38 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.064 

0.003 

0.061 

0.050 

82.65 

Semi Critical 

Bubani 

0821000202502000 

0.04 

0.01 

693.05 

0.01 

- 

0.01 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.020 

0.001 

0.019 

0.174 

929.55 

Over Exploited 



0.11 

0.00 

538.90 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.062 

1,331.20 

Over Exploited 



0.04 

0.05 

159.60 

0.06 

- 

0.06 

0.02 

0.20 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.075 

0.004 

0.071 

0.245 

344.01 

Over Exploited 



0.10 

0.01 

221.50 

0.01 

- 

0.01 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.008 

0.000 

0.008 

0.040 

505.27 

Over Exploited 

Chachiyawas 

0821000202503100 

0.06 

0.19 

########## 

0.23 

- 

0.23 

0.03 

0.36 

- 

- 

- 

- 

- 

- 

- 

0.231 

0.012 

0.219 

0.180 

81.93 

Semi Critical 

Chak Motipura 

0821000102486700 

0.07 

0.04 

(8.89) 

0.04 

- 

0.04 

0.04 

0.41 

0.00 

- 

- 

- 

- 

- 

0.005 

0.041 

0.002 

0.039 

0.004 

11.67 

Safe 

Chak Peenglod 

0821000102489900 

0.07 

0.02 

486.53 

0.02 

- 

0.02 

0.02 

0.17 

0.00 

- 

- 

- 

- 

- 

0.002 

0.021 

0.001 

0.020 

0.014 

71.47 

Semi Critical 

Chandiyawas 

0821000202502800 

0.04 

0.13 

243.30 

0.16 

0.02 

0.18 

0.03 

0.35 

- 

0.0500 

- 

- 

0.005 

0.055 

0.055 

0.239 

0.012 

0.227 

0.483 

212.59 

Over Exploited 

Charnawas 

0814000801875000 

0.07 

0.00 

70,794.58 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Cheeta Khera 

0821000102490500 

0.07 

0.10 

196.55 

0.12 

- 

0.12 

0.03 

0.30 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.132 

0.007 

0.126 

0.122 

96.93 

Critical 

Chhatri 

0821000202502900 

0.04 

0.00 

1,671.64 

0.01 

0.00 

0.01 

0.01 

0.07 

- 

- 

- 

- 

0.003 

0.003 

0.003 

0.011 

0.001 

0.010 

0.033 

322.74 

Over Exploited 



0.06 

0.11 

123.11 

0.13 

0.00 

0.13 

0.03 

0.29 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.145 

0.007 

0.138 

0.136 

98.25 

Critical 

Dhani Deomand 

0821000102493700 

0.06 

0.00 

15,288.07 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.006 

407.07 

Over Exploited 

Dhani Purohitan 

0821000102493600 

0.06 

0.02 

151.19 

0.03 

- 

0.03 

0.02 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.027 

0.001 

0.026 

0.023 

90.56 

Critical 



0.06 

0.02 

229,223.84 

0.02 

- 

0.02 

0.02 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.018 

0.001 

0.018 

0.015 

86.59 

Semi Critical 

Dhani Rathoran 

0821000102493400 

0.07 

0.15 

115.31 

0.17 

0.02 

0.19 

0.03 

0.33 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.264 

0.013 

0.251 

0.674 

268.54 

Over Exploited 



0.06 

0.00 

2,447.21 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.066 

595.96 

Over Exploited 

Gagwana 

0821000202502700 

0.04 

0.20 

157.77 

0.24 

0.06 

0.29 

0.03 

0.35 

- 

0.0500 

- 

- 

0.054 

0.104 

0.104 

0.398 

0.020 

0.378 

0.581 

153.76 

Over Exploited 



0.06 

0.00 

4,491.07 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

4,266.15 

Over Exploited 

Gegal 

0821000202501800 

0.04 

0.12 

251.15 

0.14 

0.01 

0.15 

0.03 

0.33 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.250 

0.013 

0.238 

0.996 

419.43 

Over Exploited 



0.04 

0.00 

6,636.00 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.029 

9,142.87 

Over Exploited 

Ghooghra 

0821000202506400 

0.04 

0.15 

103.72 

0.19 

0.01 

0.20 

0.04 

0.45 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.226 

0.011 

0.215 

0.300 

139.53 

Over Exploited 



0.06 

0.00 

2,247.97 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

2,424.23 

Over Exploited 

Godiyawas 

0821000202502300 

0.04 

0.02 

377.01 

0.02 

- 

0.02 

0.02 

0.24 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.033 

0.002 

0.031 

0.101 

324.87 

Over Exploited 



0.11 

0.01 

170.58 

0.01 

- 

0.01 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.013 

0.041 

303.61 

Over Exploited 

Gudha 

0821000202502400 

0.04 

0.09 

278.15 

0.11 

0.04 

0.15 

0.03 

0.36 

- 

0.0500 

- 

- 

0.030 

0.080 

0.080 

0.230 

0.012 

0.219 

0.514 

235.01 

Over Exploited 



0.11 

0.00 

446.15 

0.00 

0.01 

0.02 

0.00 

0.04 

- 

- 

- 

- 

0.022 

0.022 

0.022 

0.040 

0.002 

0.038 

0.047 

124.59 

Over Exploited 

Guwardi 

0821000202506500 

0.04 

0.03 

143.08 

0.03 

0.00 

0.03 

0.04 

0.41 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.042 

0.002 

0.040 

0.083 

208.17 

Over Exploited 

Hansiyawas 

0821000202500300 

0.04 

0.01 

412.92 

0.01 

- 

0.01 

0.02 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.009 

0.022 

244.71 

Over Exploited 



0.06 

0.01 

217.04 

0.01 

- 

0.01 

0.02 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.010 

0.019 

182.67 

Over Exploited 

Hokaran 

0821000202503300 

0.20 

0.14 

87,893.18 

0.17 

0.02 

0.19 

0.02 

0.20 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.241 

0.012 

0.229 

1.412 

616.86 

Over Exploited 



0.06 

0.01 

14,341.85 

0.02 

0.01 

0.03 

0.01 

0.11 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.047 

0.002 

0.045 

0.515 

1,149.13 

Over Exploited 

Hoshiyara 

0821000202500500 

0.04 

0.04 

185.40 

0.05 

0.00 

0.05 

0.04 

0.37 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.052 

0.003 

0.049 

0.133 

270.93 

Over Exploited 

Jatli 

0821000202501600 

0.04 

0.05 

261.69 

0.06 

0.01 

0.07 

0.03 

0.27 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.100 

0.005 

0.095 

0.321 

336.93 

Over Exploited 



0.04 

0.00 

986.48 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.050 

1,084.24 

Over Exploited 

Kalyanpura 

0821000102485800 

0.07 

0.00 

2,892.56 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 


0821000102490300 

0.07 

0.04 

292.07 

0.04 

0.00 

0.05 

0.03 

0.27 

0.00 

- 

- 

- 

0.004 

0.004 

0.008 

0.053 

0.003 

0.050 

0.097 

192.14 

Over Exploited 

Kanas 

0821000202505800 

0.20 

0.00 

11,412.49 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.047 

25,104.27 

Over Exploited 



0.06 

0.00 

57,544.85 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.001 

0.129 

9,024.84 

Over Exploited 

Kankarda Bhonabay 

0821000202506100 

0.04 

0.04 

246,625.31 

0.05 

- 

0.05 

0.03 

0.35 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.055 

0.003 

0.052 

0.135 

257.94 

Over Exploited 

Karkeri 

0821000102486100 

0.07 

0.01 

319.43 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.013 

0.001 

0.012 

0.131 

1,074.91 

Over Exploited 

Kayampura 

0821000202501400 

0.04 

0.01 

828.51 

0.01 

0.00 

0.01 

0.01 

0.15 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.022 

0.001 

0.021 

0.076 

365.04 

Over Exploited 



0.06 

0.03 

234.86 

0.03 

0.00 

0.03 

0.02 

0.21 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.041 

0.002 

0.039 

0.087 

224.44 

Over Exploited 

Kayar 

0821000202503000 

0.04 

0.00 

2,364.96 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.000 

0.001 

0.001 

0.003 

0.000 

0.003 

0.050 

1,554.91 

Over Exploited 



0.06 

0.28 

22.48 

0.34 

0.06 

0.40 

0.04 

0.37 

- 

0.0300 

- 

- 

0.082 

0.112 

0.112 

0.512 

0.026 

0.486 

0.379 

77.98 

Semi Critical 

Keriya Ki Dhani 

0821000102486000 

0.07 

0.04 

(39.68) 

0.03 

- 

0.03 

0.03 

0.24 

0.00 

- 

- 

- 

- 

- 

0.005 

0.034 

0.002 

0.033 

0.017 

53.12 

Safe 

Khatoli 

0821000102489500 

0.07 

0.00 

330,905.69 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.011 

7,331.92 

Over Exploited 

Khonda 

0821000202502100 

0.04 

0.00 

837.46 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.002 

0.047 

1,962.35 

Over Exploited 



0.10 

0.09 

33,208.46 

0.07 

- 

0.07 

0.02 

0.25 

- 

- 

- 

- 

- 

- 

- 

0.073 

0.004 

0.069 

0.130 

187.51 

Over Exploited 

Khundiyas 

0814000801874800 

0.12 

0.00 

12,033.05 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 







Non-command 

Phyllite & Schist 

0.085 

1.44 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses 

1.430 

1.44 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.008 

0.05 

0.08 


Kiranipura 

082100024210400C 

4.592 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.285 

2.79 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.12 

0.008 

0.13 

0.15 


Kishangarh (M) 

0821000142101000 

79.253 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.349 

2.14 

0.020 

0.15 

0.00 

0.00 

0.00 

0.00 

0.29 

0.22 

0.00 

0.442 

0.01 

0.02 







Non-command 

Gneisses(B.G.C) 

1.021 

2.14 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.00 

0.135 

0.00 

0.01 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

7.191 

2.14 

0.020 

0.31 

0.00 

0.00 

0.00 

0.00 

0.62 

0.47 

0.00 

0.950 

0.03 

0.04 







Non-command 

Gneisses(B.G.C) 

1.422 

2.14 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.12 

0.09 

0.00 

0.188 

0.01 

0.01 


Kishangarh (Rural) 

0821000102493500 

5.169 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.987 

1.99 

0.020 

0.28 

0.04 

0.00 

0.00 

0.00 

0.36 

0.27 

1.12 

0.008 

0.19 

0.26 


Kucheel 

0821000102490200 

19.664 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

19.664 

2.78 

0.020 

0.13 

0.01 

0.00 

0.00 

0.08 

1.13 

0.79 

0.46 

0.055 

0.34 

0.49 


Ladpura 

0821000202502600 

3.675 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.675 

1.66 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.17 

0.13 

0.21 

0.024 

0.32 

0.43 


Lohagal 

0821000202506000 

6.465 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.829 

1.78 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.005 

0.06 

0.07 







Non-command 

Gneisses 

5.594 

1.78 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.18 

0.15 

0.09 

0.036 

0.40 

0.48 


Madarpura 

0821000202506200 

2.785 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.641 

2.66 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.20 

0.17 

0.21 

0.017 

0.44 

0.52 


Magra 

0821000202500600 

4.062 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.062 

2.22 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.25 

0.18 

0.23 

0.026 

0.33 

0.45 


Magri 

0821000202500400 

3.994 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.994 

2.10 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.18 

0.13 

0.04 

0.026 

0.34 

0.49 


Makarwali 

0821000202505900 

14.545 

Fresh 

Non-command 

Non-command 

Gneisses 

13.198 

1.75 

0.015 

0.21 

0.01 

0.00 

0.00 

0.00 

0.55 

0.40 

0.71 

0.086 

0.39 

0.53 


Mandowari 

0814000801874700 

3.866 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.018 

1.33 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Phyllite & Schist 

1.200 

1.33 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.007 

0.11 

0.19 







Non-command 

Gneisses 

0.167 

1.33 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.02 

0.03 


Manpura 

0821000202500900 

4.787 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.681 

2.26 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.10 

0.07 

0.017 

0.18 

0.25 







Non-command 

Gneisses 

2.106 

2.26 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.04 

0.014 

0.14 

0.20 


Mayapur 

0814000801875100 

9.490 

Fresh 

Non-command 

Non-command 

Gneisses 

0.033 

1.34 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Motipura 

0821000102486900 

6.216 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.955 

5.13 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.52 

0.28 

0.06 

0.014 

0.29 

0.55 


Muhami (Mohami) 

0821000202501900 

9.284 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.513 

1.41 

0.020 

0.13 

0.01 

0.00 

0.00 

0.00 

0.28 

0.21 

0.49 

0.036 

0.19 

0.25 







Non-command 

Gneisses(B.G.C) 

3.430 

1.41 

0.015 

0.07 

0.00 

0.00 

0.00 

0.00 

0.14 

0.11 

0.25 

0.022 

0.12 

0.15 


Nareli 

0821000202506600 

12.818 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

11.757 

2.48 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.64 

0.57 

0.17 

0.076 

0.38 

0.43 


Narwar 

0821000202501200 

16.879 

Fresh 

Non-command 

Non-command 

Gneisses 

13.936 

2.55 

0.015 

0.06 

0.00 

0.00 

0.00 

0.00 

0.59 

0.43 

0.13 

0.091 

0.29 

0.39 


Nolkha 

0821000202502200 

5.515 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

5.157 

1.40 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.18 

0.16 

0.26 

0.034 

0.33 

0.36 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.278 

1.40 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.02 

0.02 


Oontra 

0821000202501500 

16.425 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

16.425 

2.41 

0.020 

0.20 

0.02 

0.00 

0.00 

0.03 

0.94 

0.70 

0.66 

0.107 

0.32 

0.43 


Padampura 

0821000202503200 

5.151 

Fresh 

Non-command 

Non-command 

Gneisses 

3.669 

1.41 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.12 

0.024 

0.29 

0.43 


Pa Ira 

0821000202507000 

10.258 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.215 

2.50 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.17 

0.05 

0.021 

0.13 

0.14 


Palri Pathanan 

0821000102490000 

7.862 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.862 

4.21 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.69 

0.42 

0.10 

0.022 

0.36 

0.59 


Pawaron Ki Dhani 

0821000102486600 

5.032 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.444 

1.24 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.03 

0.004 

0.11 

0.19 


Peenglod 

0821000102489800 

5.322 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.001 

5.19 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ramgarh 

0821000102485900 

9.888 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.043 

1.23 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ramner Dhani 

0821000202500700 

17.605 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

11.606 

2.45 

0.020 

0.14 

0.02 

0.00 

0.00 

0.00 

0.69 

0.51 

0.46 

0.076 

0.22 

0.30 


Rasoolpura 

0821000202506300 

2.357 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.357 

1.66 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.09 

0.16 

0.015 

0.45 

0.53 


Rodawas 

0821000102486800 

8.544 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.544 

3.47 

0.020 

0.13 

0.01 

0.00 

0.00 

0.00 

0.71 

0.38 

0.47 

0.024 

0.37 

0.69 


Sagarmala 

0821000102487000 

3.512 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.324 

3.31 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.27 

0.13 

0.17 

0.009 

0.35 

0.73 


Sarana 

0821000202500800 

9.596 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.596 

2.15 

0.020 

0.12 

0.02 

0.00 

0.00 

0.00 

0.51 

0.38 

0.41 

0.062 

0.33 

0.44 


Seengla 

0821000102487500 

3.203 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.022 

5.19 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Singara 

0821000102487100 

9.584 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.141 

4.89 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.34 

0.16 

0.09 

0.009 

0.12 

0.25 


Srinagar 

0821000602549100 

53.620 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.530 

2.28 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.01 

0.003 

0.00 

0.00 







Non-command 

Gneisses(B.G.C) 

6.996 

2.28 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.30 

0.35 

0.20 

0.046 

0.05 

0.04 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.213 

2.28 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.00 

0.00 


Udaipur Kalan 

0821000102493800 

21.571 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.004 

2.55 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.013 

2.55 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 

01003024 

Adarwa 

0812000601510900 

18.216 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.153 

2.80 

0.015 

0.04 

0.00 

0.00 

0.00 

0.01 

0.37 

0.21 

0.09 

0.044 

0.18 

0.31 







Non-command 

Gneisses(B.G.C) 

7.788 

2.80 

0.010 

0.03 

0.00 

0.00 

0.00 

0.01 

0.24 

0.14 

0.07 

0.042 

0.17 

0.29 


Ameepura 

0812000501497100 

1.883 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.736 

1.02 

0.100 

0.09 

0.00 

0.00 

0.00 

0.00 

0.27 

0.16 

0.36 

0.007 

0.40 

0.68 


Bag Ki Dhani 

0812000501496600 

2.969 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.969 

1.07 

0.100 

0.10 

0.01 

0.00 

0.00 

0.00 

0.41 

0.27 

0.37 

0.012 

0.45 

0.69 


Baghpura 

0812000501505200 

2.722 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.722 

0.77 

0.100 

0.03 

0.00 

0.00 

0.00 

0.03 

0.21 

0.11 

0.11 

0.015 

0.42 

0.80 


Bakarwaliya 

0821000102484100 

7.593 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.839 

2.12 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.22 

0.15 

0.11 

0.013 

0.25 

0.38 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

2.12 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bangarh 

0814001001904800 

4.922 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.922 

0.78 

0.080 

0.23 

0.03 

0.00 

0.00 

0.37 

0.13 

0.09 

0.87 

0.032 

0.46 

0.66 


Banshipura 

0812000501498300 

4.697 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.399 

1.53 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.10 

0.002 

0.04 

0.06 


Bardoti (rural) 

0812000501506000 

7.959 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.959 

0.65 

0.100 

0.04 

0.00 

0.00 

0.00 

0.24 

0.32 

0.21 

0.08 

0.043 

0.45 

0.69 


Bhadoon 

0821000102484200 

10.944 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.648 

2.20 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.27 

0.15 

0.10 

0.016 

0.20 

0.35 


Bhagwatpura 

0812000501503900 

4.967 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.068 

-0.62 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Bhasinghpura 

0812000501504000 

6.517 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.113 

-0.63 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.26 

0.017 

0.20 

0.37 







Non-command 

Quartzite 

2.120 

-0.63 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.011 

0.14 

0.25 


Bhatipura 

0814001001905000 

6.591 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.380 

0.96 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.53 

0.35 

0.12 

0.042 

0.43 

0.65 


Bhirawata 

0812000501506400 

10.500 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.737 

1.48 

0.100 

0.01 

0.00 

0.00 

0.00 

0.10 

0.17 

0.11 

0.01 

0.009 

0.07 

0.11 







Non-command 

Phyllite & Schist 

8.066 

1.48 

0.015 

0.03 

0.00 

0.00 

0.00 

0.03 

0.18 

0.12 

0.06 

0.043 

0.35 

0.51 


Chhapri 

0812000501506900 

10.850 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.395 

2.08 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.01 

0.002 

0.01 

0.02 







Non-command 

Phyllite & Schist 

8.738 

2.08 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.31 

0.21 

0.12 

0.047 

0.33 

0.48 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

2.08 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.08 

0.00 

5,514.09 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.00 

244,915.70 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.006 

0.000 

0.005 

0.008 

151.59 

Over Exploited 

Kiranipura 

082100024210400C 

0.04 

0.01 

305,238.56 

0.01 

- 

0.01 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.018 

0.001 

0.017 

0.130 

778.24 

Over Exploited 

Kishangarh (M) 

0821000142101000 

0.07 

0.00 

6,722.50 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.442 

11,932.36 

Over Exploited 



0.07 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.135 

37,781.71 

Over Exploited 



0.06 

0.01 

3,360.11 

0.02 

- 

0.02 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.016 

0.001 

0.015 

0.950 

6,167.79 

Over Exploited 



0.06 

0.00 

17,207.42 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.188 

31,197.38 

Over Exploited 

Kishangarh (Rural) 

0821000102493500 

0.07 

0.04 

605.79 

0.05 

0.04 

0.09 

0.02 

0.21 

- 

0.1300 

- 

- 

0.002 

0.132 

0.132 

0.218 

0.011 

0.207 

1.130 

544.91 

Over Exploited 

Kucheel 

0821000102490200 

0.07 

0.45 

76.10 

0.54 

0.09 

0.63 

0.04 

0.38 

- 

0.0200 

- 

- 

0.123 

0.143 

0.143 

0.775 

0.039 

0.736 

0.516 

70.05 

Semi Critical 

Ladpura 

0821000202502600 

0.04 

0.05 

172.56 

0.06 

0.01 

0.07 

0.04 

0.36 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.089 

0.004 

0.085 

0.229 

269.57 

Over Exploited 

Lohagal 

0821000202506000 

0.04 

0.00 

1,564.51 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.019 

868.61 

Over Exploited 



0.06 

0.13 

10.65 

0.15 

- 

0.15 

0.04 

0.44 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.158 

0.008 

0.150 

0.126 

84.21 

Semi Critical 

Madarpura 

0821000202506200 

0.04 

0.05 

265.62 

0.06 

- 

0.06 

0.05 

0.49 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.066 

0.003 

0.063 

0.226 

360.96 

Over Exploited 

Magra 

0821000202500600 

0.04 

0.05 

241.55 

0.06 

0.00 

0.07 

0.04 

0.37 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.099 

0.005 

0.094 

0.256 

272.09 

Over Exploited 

Magri 

0821000202500400 

0.04 

0.06 

132.57 

0.07 

0.01 

0.07 

0.04 

0.38 

- 

- 

- 

- 

0.009 

0.009 

0.009 

0.081 

0.004 

0.077 

0.069 

90.09 

Critical 

Makarwali 

0821000202505900 

0.06 

0.31 

837,731.23 

0.37 

0.01 

0.38 

0.04 

0.43 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.409 

0.020 

0.388 

0.800 

206.06 

Over Exploited 

Mandowari 

0814000801874700 

0.12 

0.00 

30,512.00 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.01 

85.05 

0.01 

- 

0.01 

0.01 

0.13 

0.00 

- 

- 

- 

- 

- 

0.001 

0.014 

0.001 

0.014 

0.043 

314.30 

Over Exploited 



0.07 

0.00 

979.86 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Manpura 

0821000202500900 

0.04 

0.02 

421.75 

0.02 

0.00 

0.03 

0.02 

0.20 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.039 

0.002 

0.037 

0.082 

221.22 

Over Exploited 



0.06 

0.02 

230.03 

0.02 

- 

0.02 

0.02 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.022 

0.001 

0.021 

0.054 

257.41 

Over Exploited 

Mayapur 

0814000801875100 

0.07 

0.00 

253,321.92 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Motipura 

0821000102486900 

0.07 

0.10 

186.32 

0.12 

0.01 

0.12 

0.03 

0.33 

0.01 

- 

- 

- 

0.008 

0.008 

0.020 

0.142 

0.007 

0.135 

0.072 

53.32 

Safe 

Muhami (Mohami) 

0821000202501900 

0.04 

0.04 

402.79 

0.05 

0.01 

0.06 

0.02 

0.21 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.110 

0.006 

0.105 

0.522 

498.53 

Over Exploited 



0.11 

0.04 

149.71 

0.05 

- 

0.05 

0.01 

0.13 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.082 

0.004 

0.078 

0.270 

345.81 

Over Exploited 

Nareli 

0821000202506600 

0.04 

0.18 

########## 

0.21 

0.01 

0.22 

0.04 

0.42 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.242 

0.012 

0.230 

0.241 

105.13 

Over Exploited 

Narwar 

0821000202501200 

0.06 

0.24 

########## 

0.28 

- 

0.28 

0.03 

0.32 

- 

- 

- 

- 

- 

- 

- 

0.284 

0.014 

0.270 

0.223 

82.54 

Semi Critical 

Nolkha 

0821000202502200 

0.11 

0.18 

(10.68) 

0.16 

0.01 

0.17 

0.03 

0.36 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.202 

0.010 

0.192 

0.292 

151.93 

Over Exploited 



0.10 

0.00 

984.00 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.007 

1,221.36 

Over Exploited 

Oontra 

0821000202501500 

0.04 

0.21 

235.11 

0.25 

0.05 

0.30 

0.04 

0.36 

- 

0.0700 

- 

- 

0.039 

0.110 

0.110 

0.408 

0.020 

0.388 

0.769 

198.26 

Over Exploited 

Padampura 

0821000202503200 

0.06 

0.06 

65,897.89 

0.07 

- 

0.07 

0.03 

0.32 

- 

- 

- 

- 

- 

- 

- 

0.071 

0.004 

0.068 

0.148 

218.19 

Over Exploited 

Pa Ira 

0821000202507000 

0.04 

0.02 

873.43 

0.02 

- 

0.02 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.030 

0.002 

0.029 

0.071 

244.95 

Over Exploited 

Palri Pathanan 

0821000102490000 

0.07 

0.19 

120.86 

0.23 

0.01 

0.23 

0.04 

0.40 

0.02 

- 

- 

- 

0.009 

0.009 

0.031 

0.263 

0.013 

0.250 

0.125 

49.89 

Safe 

Pawaron Ki Dhani 

0821000102486600 

0.07 

0.01 

150.36 

0.01 

- 

0.01 

0.01 

0.12 

0.00 

- 

- 

- 

- 

- 

0.001 

0.013 

0.001 

0.013 

0.033 

259.19 

Over Exploited 

Peenglod 

0821000102489800 

0.07 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ramgarh 

0821000102485900 

0.07 

0.00 

10,793.09 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ramner Dhani 

0821000202500700 

0.04 

0.10 

########## 

0.12 

0.02 

0.14 

0.02 

0.25 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.193 

0.010 

0.183 

0.537 

292.63 

Over Exploited 

Rasoolpura 

0821000202506300 

0.04 

0.04 

110.97 

0.05 

0.01 

0.06 

0.05 

0.49 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.088 

0.004 

0.084 

0.173 

207.40 

Over Exploited 

Rodawas 

0821000102486800 

0.07 

0.21 

81.16 

0.25 

0.01 

0.27 

0.04 

0.41 

0.02 

0.0200 

- 

- 

0.007 

0.027 

0.051 

0.318 

0.016 

0.302 

0.497 

164.62 

Over Exploited 

Sagarmala 

0821000102487000 

0.07 

0.08 

66.97 

0.09 

- 

0.09 

0.04 

0.40 

0.01 

0.0100 

- 

- 

- 

0.010 

0.020 

0.113 

0.006 

0.108 

0.181 

168.24 

Over Exploited 

Sarana 

0821000202500800 

0.04 

0.13 

203.51 

0.15 

0.02 

0.17 

0.04 

0.36 

- 

0.0500 

- 

- 

0.006 

0.056 

0.056 

0.230 

0.012 

0.219 

0.476 

217.64 

Over Exploited 

Seengla 

0821000102487500 

0.07 

0.00 

32,409.16 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Singara 

0821000102487100 

0.07 

0.03 

534.72 

0.03 

0.00 

0.03 

0.01 

0.14 

0.00 

- 

- 

- 

0.001 

0.001 

0.004 

0.036 

0.002 

0.034 

0.099 

290.67 

Over Exploited 

Srinagar 

0821000602549100 

0.04 

0.00 

34,597.29 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.017 

19,101.25 

Over Exploited 



0.11 

0.04 

########## 

0.04 

0.01 

0.05 

0.00 

0.05 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.073 

0.004 

0.069 

0.248 

357.01 

Over Exploited 



0.10 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.003 

9,735.80 

Over Exploited 

Udaipur Kalan 

0821000102493800 

0.07 

0.00 

930,654.14 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

313,352.51 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Adarwa 

0812000601510900 

0.06 

0.09 

146.81 

0.10 

0.01 

0.12 

0.02 

0.20 

0.01 

0.0100 

- 

- 

0.017 

0.027 

0.038 

0.153 

0.008 

0.146 

0.138 

94.62 

Critical 



0.05 

0.07 

110.36 

0.08 

0.01 

0.09 

0.02 

0.19 

0.01 

0.0100 

- 

- 

0.011 

0.021 

0.029 

0.116 

0.006 

0.110 

0.114 

103.14 

Over Exploited 

Ameepura 

0812000501497100 

0.12 

0.08 

89.54 

0.10 

- 

0.10 

0.05 

0.44 

0.01 

0.0400 

- 

- 

- 

0.040 

0.050 

0.149 

0.007 

0.142 

0.367 

259.36 

Over Exploited 

Bag Ki Dhani 

0812000501496600 

0.12 

0.16 

67.40 

0.19 

0.01 

0.20 

0.06 

0.50 

0.02 

0.0400 

- 

- 

- 

0.040 

0.060 

0.261 

0.013 

0.248 

0.384 

154.86 

Over Exploited 

Baghpura 

0812000501505200 

0.12 

0.14 

(19.74) 

0.11 

0.03 

0.14 

0.05 

0.46 

0.02 

0.0100 

- 

- 

0.046 

0.056 

0.072 

0.212 

0.011 

0.201 

0.123 

60.89 

Safe 

Bakarwaliya 

0821000102484100 

0.07 

0.08 

80.09 

0.10 

0.01 

0.11 

0.03 

0.29 

0.01 

0.0100 

- 

- 

0.019 

0.029 

0.040 

0.150 

0.008 

0.143 

0.120 

84.30 

Semi Critical 



0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bangarh 

0814001001904800 

0.15 

0.34 

(72.82) 

0.27 

0.40 

0.67 

0.06 

0.51 

0.04 

0.1000 

- 

- 

0.560 

0.660 

0.702 

1.375 

0.069 

1.306 

0.898 

68.78 

Safe 

Banshipura 

0812000501498300 

0.12 

0.00 

2,616.94 

0.00 

0.00 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

0.002 

0.003 

0.003 

0.006 

0.000 

0.006 

0.098 

1,603.73 

Over Exploited 

Bardoti (rural) 

0812000501506000 

0.12 

0.43 

(51.99) 

0.34 

0.24 

0.58 

0.06 

0.50 

0.05 

0.0100 

- 

- 

0.358 

0.369 

0.421 

1.004 

0.050 

0.954 

0.127 

13.30 

Safe 

Bhadoon 

0821000102484200 

0.07 

0.08 

100.89 

0.09 

0.01 

0.10 

0.03 

0.23 

0.01 

0.0100 

- 

- 

0.018 

0.029 

0.038 

0.142 

0.007 

0.135 

0.119 

88.08 

Semi Critical 

Bhagwatpura 

0812000501503900 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.012 

26,310.48 

Over Exploited 

Bhasinghpura 

0812000501504000 

0.12 

0.07 

- 

0.07 

- 

0.07 

0.02 

0.22 

0.01 

0.0100 

- 

- 

- 

0.010 

0.019 

0.094 

0.009 

0.084 

0.275 

325.61 

Over Exploited 



0.07 

0.02 

- 

0.02 

0.00 

0.02 

0.02 

0.15 

0.00 

0.0100 

- 

- 

0.000 

0.011 

0.013 

0.033 

0.003 

0.030 

0.185 

615.67 

Over Exploited 

Bhatipura 

0814001001905000 

0.15 

0.41 

(15.99) 

0.35 

0.00 

0.35 

0.05 

0.49 

0.05 

0.0100 

- 

- 

0.004 

0.014 

0.065 

0.415 

0.021 

0.394 

0.158 

40.04 

Safe 

Bhirawata 

0812000501506400 

0.12 

0.02 

617.49 

0.02 

0.10 

0.12 

0.01 

0.08 

0.00 

- 

- 

- 

0.151 

0.151 

0.153 

0.272 

0.014 

0.259 

0.021 

8.25 

Safe 



0.06 

0.17 

(27.07) 

0.13 

0.03 

0.16 

0.04 

0.39 

0.02 

0.0100 

- 

- 

0.041 

0.051 

0.072 

0.232 

0.012 

0.221 

0.101 

45.90 

Safe 

Chhapri 

0812000501506900 

0.12 

0.00 

7,864.12 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.008 

919.56 

Over Exploited 



0.06 

0.17 

23.84 

0.21 

- 

0.21 

0.04 

0.37 

0.02 

0.0100 

- 

- 

- 

0.010 

0.032 

0.238 

0.012 

0.226 

0.162 

71.68 

Semi Critical 



0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 







Non-command 

Phyllite & Schist 

1.717 

2.08 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.01 

0.009 

0.06 

0.09 


Chhirr 

0812000601510400 

10.007 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.015 

1.56 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chosla 

0814001001904900 

13.399 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.353 

0.58 

0.080 

0.13 

0.02 

0.00 

0.00 

0.00 

0.41 

0.28 

0.46 

0.042 

0.21 

0.31 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.968 

0.58 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.04 

0.006 

0.03 

0.05 


Dehra 

0812000501497900 

3.462 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

1.48 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dhani Boraj 

0812000501503800 

13.106 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.258 

0.73 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.07 

0.007 

0.04 

0.07 







Non-command 

Quartzite 

3.120 

0.73 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.10 

0.05 

0.16 

0.017 

0.10 

0.18 


Dobri 

0812000501507700 

9.940 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.183 

1.34 

0.100 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.06 

0.00 

0.006 

0.05 

0.08 







Non-command 

Phyllite & Schist 

7.810 

1.34 

0.015 

0.02 

0.00 

0.00 

0.00 

0.14 

0.03 

0.02 

0.01 

0.042 

0.34 

0.54 







Non-command 

Gneisses(B.G.C) 

0.946 

1.34 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.005 

0.04 

0.06 


Dodwadiyon Ka Bas 

0812000501496100 

8.848 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.837 

0.65 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.04 

0.004 

0.04 

0.07 


Dodwara 

0812000501506700 

5.689 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.583 

1.62 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.01 

0.030 

0.42 

0.62 


Dyodhi 

0812000501499300 

6.620 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.066 

0.76 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.01 


Gopalpura 

0812000501506200 

7.907 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.920 

1.50 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.22 

0.15 

0.25 

0.037 

0.39 

0.59 


Govindpura 

0812000501507000 

6.805 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.903 

2.21 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.09 

0.04 

0.021 

0.23 

0.37 







Non-command 

Gneisses(B.G.C) 

2.844 

2.21 

0.010 

0.01 

0.00 

0.00 

0.00 

0.01 

0.07 

0.04 

0.03 

0.015 

0.17 

0.27 


Gumanpura 

0812000501497700 

5.619 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.569 

0.28 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.04 

0.019 

0.27 

0.48 







Non-command 

Quartzite 

2.050 

0.28 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.011 

0.15 

0.28 


Gurha Salt 

0814001001903900 

7.332 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.478 

0.50 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.003 

0.03 

0.04 





Saline 

Non-command 

Non-command 

Older Alluvium 

6.854 

0.50 

0.080 

0.11 

0.01 

0.00 

0.00 

0.00 

0.38 

0.26 

0.39 

0.045 

0.42 

0.60 


Habaspura 

0812000501506300 

11.339 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.171 

2.16 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.07 

0.012 

0.08 

0.13 


Hachookra 

0812000501507900 

9.014 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.373 

3.12 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.23 

0.14 

0.14 

0.024 

0.21 

0.34 


Haripura 

0812000501505100 

5.212 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.585 

0.75 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.37 

0.20 

0.14 

0.025 

0.36 

0.69 


Harmara 

0821000102489000 

33.020 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.559 

2.29 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.002 

0.01 

0.01 


Hirnoda 

0812000501509900 

17.639 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.038 

0.67 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 


Itawa 

0812000501504800 

8.475 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.475 

0.86 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.74 

0.38 

0.00 

0.036 

0.41 

0.80 


Jabdi Nagar 

0814001001904000 

12.807 

Saline 

Non-command 

Non-command 

Older Alluvium 

6.494 

0.19 

0.080 

0.01 

0.00 

0.00 

0.00 

0.05 

0.06 

0.05 

0.00 

0.042 

0.21 

0.25 


Jagmalpura 

0812000501497600 

2.038 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.960 

-0.51 

0.100 

0.01 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.02 

0.008 

0.41 

0.73 







Non-command 

Quartzite 

0.078 

-0.51 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 


Jaisinghpura 

0812000501497400 

4.508 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.508 

0.28 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.21 

0.12 

0.29 

0.019 

0.42 

0.75 


Jaitpura 

0812000501497500 

7.675 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.669 

0.05 

0.100 

0.26 

0.01 

0.00 

0.00 

0.03 

0.25 

0.14 

1.01 

0.032 

0.42 

0.78 


Jarawata 

0812000601511900 

15.893 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.167 

1.45 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.006 

0.03 

0.05 


Jawli 

0812000501507100 

8.523 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.329 

1.88 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.63 

0.40 

0.03 

0.018 

0.16 

0.25 







Non-command 

Phyllite & Schist 

0.144 

1.88 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 







Non-command 

Gneisses(B.G.C) 

5.049 

1.88 

0.010 

0.02 

0.00 

0.00 

0.00 

0.04 

0.07 

0.05 

0.05 

0.027 

0.24 

0.38 


Jobner (m) 

0812000541206000 

4.931 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

1.26 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Joonda 

0821000102488500 

6.925 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.100 

4.92 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 


Jorpura Jobner 

0812000501498500 

11.295 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.251 

2.02 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

1.94 

1.12 

0.22 

0.039 

0.35 

0.60 


Kalyan 

0812000501507600 

8.793 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.107 

1.55 

0.100 

0.01 

0.00 

0.00 

0.00 

0.04 

0.30 

0.20 

0.01 

0.011 

0.10 

0.16 







Non-command 

Phyllite & Schist 

6.685 

1.55 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.11 

0.03 

0.036 

0.33 

0.51 


Kanchroda 

0812000501504900 

9.448 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.448 

0.80 

0.100 

0.07 

0.00 

0.00 

0.00 

0.01 

0.82 

0.42 

0.20 

0.051 

0.41 

0.81 


Kandeoli 

0812000501509100 

7.854 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.288 

0.14 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.002 

0.02 

0.03 


Kanwarasa 

0812000501497000 

4.917 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.669 

1.06 

0.100 

0.29 

0.04 

0.00 

0.00 

0.00 

0.75 

0.43 

1.13 

0.020 

0.41 

0.70 


Kathoda 

0821000102488400 

8.673 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.448 

4.40 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.01 

0.001 

0.02 

0.04 


Kazipura 

0812000501496800 

8.142 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.400 

1.09 

0.100 

0.15 

0.02 

0.00 

0.00 

0.01 

0.93 

0.56 

0.55 

0.031 

0.40 

0.66 







Non-command 

Quartzite 

0.115 

1.09 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Khajpura 

0812000601512100 

10.049 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.050 

1.46 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.05 

0.011 

0.08 

0.14 


Khakharki 

0814001001903800 

20.775 

Fresh 

Non-command 

Non-command 

Older Alluvium 

16.565 

1.83 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

2.49 

2.04 

0.12 

0.108 

0.32 

0.39 







Non-command 

Phyllite & Schist 

0.072 

1.83 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.740 

1.83 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.00 

0.005 

0.01 

0.02 


Khandel 

0812000501497200 

7.879 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.866 

0.85 

0.100 

0.30 

0.01 

0.00 

0.00 

0.00 

0.95 

0.53 

1.14 

0.033 

0.42 

0.76 


Khatwari Kalan 

0812000501496400 

4.655 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.060 

1.02 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.14 

0.09 

0.14 

0.004 

0.10 

0.16 







Non-command 

Quartzite 

1.529 

1.02 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.04 

0.14 

0.006 

0.14 

0.23 


Khatwari Khurd 

0812000501496300 

6.000 

Fresh 

Non-command 

Non-command 

Quartzite 

0.592 

1.01 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.05 

0.002 

0.04 

0.07 


Kheriram 

0812000501509600 

12.923 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.876 

0.11 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.05 

0.010 

0.06 

0.11 


Kochya Ki Dhani 

0812000501506100 

6.352 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.327 

0.92 

0.100 

0.01 

0.00 

0.00 

0.00 

0.10 

0.12 

0.08 

0.01 

0.013 

0.17 

0.24 







Non-command 

Phyllite & Schist 

4.024 

0.92 

0.015 

0.01 

0.00 

0.00 

0.00 

0.02 

0.05 

0.03 

0.01 

0.022 

0.29 

0.42 


Kooni 

0814001001904700 

25.483 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.844 

0.42 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.24 

0.17 

0.12 

0.038 

0.10 

0.14 





Saline 

Non-command 

Non-command 

Older Alluvium 

8.386 

0.42 

0.080 

0.04 

0.00 

0.00 

0.00 

0.00 

0.32 

0.23 

0.10 

0.055 

0.14 

0.20 


Korhi 

0812000501499100 

4.510 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.043 

0.87 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.07 

0.10 

0.004 

0.10 

0.17 


Korseena 

0812000501506600 

9.196 

Fresh 

Non-command 

Non-command 

Older Alluvium 

7.696 

1.66 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

1.30 

1.01 

0.05 

0.041 

0.34 

0.44 







Non-command 

Phyllite & Schist 

1.122 

1.66 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.006 

0.05 

0.06 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

1.66 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Lakhanpura 

0814001001905100 

5.843 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.478 

0.77 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.003 

0.04 

0.05 







Non-command 

Quartzite 

0.326 

0.77 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.002 

0.02 

0.04 


Machhar Khani 

0812000501497800 

12.361 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.975 

2.25 

0.100 

0.39 

0.02 

0.00 

0.00 

0.00 

2.62 

1.49 

1.50 

0.042 

0.34 

0.60 







Non-command 

Quartzite 

0.219 

2.25 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.001 

0.01 

0.01 


Majipura 

0812000501504100 

4.035 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.336 

-0.76 

0.100 

0.03 

0.00 

0.00 

0.00 

0.02 

0.00 

0.00 

0.08 

0.018 

0.35 

0.64 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

(2) 

(3) 

(22) 

(23) 

(24) 

(25) 

(26) 

(27) 

(28) 

(29) 

(30) 

(31) 

(32) 

(33) 

(34) 

(35) 

(36) 

(37) 

(38) 

(39) 

(40) 

(41) 

(42) 



0.06 

0.01 

551.09 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.008 

0.020 

242.03 

Over Exploited 

Chhirr 

0812000601510400 

0.05 

0.00 

21,262.91 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chosla 

0814001001904900 

0.15 

0.20 

38.50 

0.24 

0.02 

0.26 

0.03 

0.23 

0.03 

0.0500 

- 

- 

- 

0.050 

0.075 

0.334 

0.017 

0.317 

0.504 

158.86 

Over Exploited 



0.15 

0.00 

708.89 

0.01 

- 

0.01 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.001 

0.006 

0.000 

0.006 

0.050 

866.14 

Over Exploited 

Dehra 

0812000501497900 

0.12 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dhani Boraj 

0812000501503800 

0.12 

0.01 

915.68 

0.01 

- 

0.01 

0.00 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.008 

0.073 

951.56 

Over Exploited 



0.07 

0.02 

142.22 

0.03 

- 

0.03 

0.01 

0.11 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.039 

0.002 

0.037 

0.179 

483.70 

Over Exploited 

Dobri 

0812000501507700 

0.12 

0.01 

674.52 

0.01 

0.07 

0.08 

0.01 

0.06 

0.00 

- 

- 

- 

0.104 

0.104 

0.105 

0.184 

0.009 

0.174 

0.006 

3.65 

Safe 



0.06 

0.16 

(86.63) 

0.13 

0.14 

0.27 

0.04 

0.38 

0.02 

- 

- 

- 

0.216 

0.216 

0.235 

0.506 

0.025 

0.480 

0.056 

11.66 

Safe 



0.05 

0.00 

312.22 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.002 

0.005 

208.60 

Over Exploited 

Dodwadiyon Ka Bas 

0812000501496100 

0.12 

0.00 

811.16 

0.00 

0.00 

0.01 

0.00 

0.05 

0.00 

- 

- 

- 

0.003 

0.003 

0.003 

0.010 

0.000 

0.009 

0.040 

421.95 

Over Exploited 

Dodwara 

0812000501506700 

0.06 

0.14 

(29.55) 

0.11 

- 

0.11 

0.05 

0.47 

0.02 

- 

- 

- 

- 

- 

0.018 

0.130 

0.006 

0.123 

0.044 

35.74 

Safe 

Dyodhi 

0812000501499300 

0.12 

0.00 

3,247.91 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

0.005 

0.005 

0.005 

0.008 

0.000 

0.007 

0.012 

167.17 

Over Exploited 

Gopalpura 

0812000501506200 

0.06 

0.16 

(8.90) 

0.15 

0.01 

0.16 

0.05 

0.44 

0.02 

0.0300 

- 

- 

0.002 

0.032 

0.053 

0.213 

0.011 

0.203 

0.289 

142.71 

Over Exploited 

Govindpura 

0812000501507000 

0.06 

0.05 

71.76 

0.06 

- 

0.06 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.007 

0.072 

0.004 

0.068 

0.064 

94.03 

Critical 



0.05 

0.02 

73.02 

0.03 

0.01 

0.03 

0.02 

0.19 

0.00 

- 

- 

- 

0.009 

0.010 

0.013 

0.048 

0.002 

0.045 

0.045 

100.37 

Over Exploited 

Gumanpura 

0812000501497700 

0.12 

0.11 

(42.63) 

0.09 

0.00 

0.09 

0.03 

0.30 

0.01 

- 

- 

- 

0.005 

0.005 

0.018 

0.113 

0.006 

0.108 

0.055 

51.24 

Safe 



0.07 

0.02 

(51.96) 

0.02 

0.00 

0.02 

0.02 

0.17 

0.00 

- 

- 

- 

0.004 

0.004 

0.007 

0.027 

0.001 

0.026 

0.035 

136.88 

Over Exploited 

Gurha Salt 

0814001001903900 

0.15 

0.00 

875.55 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.042 

1,599.18 

Over Exploited 



0.15 

0.43 

(38.96) 

0.34 

0.01 

0.35 

0.05 

0.47 

0.05 

0.0400 

- 

- 

- 

0.040 

0.094 

0.448 

0.022 

0.425 

0.430 

101.10 

Over Exploited 

Habaspura 

0812000501506300 

0.06 

0.01 

425.71 

0.01 

- 

0.01 

0.01 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.025 

0.001 

0.023 

0.077 

329.08 

Over Exploited 

Hachookra 

0812000501507900 

0.06 

0.06 

159.16 

0.07 

0.01 

0.08 

0.03 

0.24 

0.01 

0.0300 

- 

- 

0.003 

0.033 

0.040 

0.119 

0.006 

0.113 

0.168 

148.14 

Over Exploited 

Haripura 

0812000501505100 

0.12 

0.20 

(1.34) 

0.20 

0.01 

0.21 

0.04 

0.41 

0.02 

0.0200 

- 

- 

0.001 

0.021 

0.044 

0.253 

0.013 

0.240 

0.169 

70.26 

Semi Critical 

Harmara 

0821000102489000 

0.07 

0.00 

5,735.62 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.010 

2,823.06 

Over Exploited 

Hirnoda 

0812000501509900 

0.12 

0.00 

33,501.25 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.006 

######### 

Over Exploited 

Itawa 

0812000501504800 

0.12 

0.42 

(9.65) 

0.38 

- 

0.38 

0.05 

0.46 

0.05 

- 

- 

- 

- 

- 

0.049 

0.429 

0.021 

0.407 

0.036 

8.74 

Safe 

Jabdi Nagar 

0814001001904000 

0.15 

0.20 

(73.54) 

0.16 

0.05 

0.21 

0.03 

0.23 

0.03 

- 

- 

- 

0.069 

0.069 

0.096 

0.304 

0.015 

0.288 

0.042 

14.71 

Safe 

Jagmalpura 

0812000501497600 

0.12 

0.10 

- 

0.10 

0.01 

0.10 

0.05 

0.45 

0.01 

- 

- 

- 

0.010 

0.010 

0.021 

0.123 

0.012 

0.110 

0.032 

29.23 

Safe 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jaisinghpura 

0812000501497400 

0.12 

0.23 

(49.33) 

0.18 

0.00 

0.19 

0.05 

0.48 

0.03 

0.0100 

- 

- 

0.002 

0.012 

0.040 

0.225 

0.011 

0.214 

0.307 

143.62 

Over Exploited 

Jaitpura 

0812000501497500 

0.12 

0.39 

(64.79) 

0.31 

0.04 

0.35 

0.05 

0.47 

0.05 

0.0400 

- 

- 

0.050 

0.090 

0.135 

0.488 

0.024 

0.463 

1.040 

224.55 

Over Exploited 

Jarawata 

0812000601511900 

0.05 

0.00 

795.94 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.042 

1,886.35 

Over Exploited 

Jawli 

0812000501507100 

0.12 

0.06 

527.63 

0.08 

0.00 

0.08 

0.02 

0.18 

0.01 

- 

- 

- 

0.006 

0.006 

0.014 

0.095 

0.005 

0.090 

0.048 

53.21 

Safe 



0.06 

0.00 

4,214.33 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.05 

0.06 

(22.77) 

0.05 

0.04 

0.09 

0.03 

0.27 

0.01 

0.0100 

- 

- 

0.061 

0.071 

0.078 

0.168 

0.008 

0.160 

0.075 

47.09 

Safe 

Jobner (m) 

0812000541206000 

0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Joonda 

0821000102488500 

0.07 

0.00 

13,713.50 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.010 

22,140.80 

Over Exploited 

Jorpura Jobner 

0812000501498500 

0.12 

0.38 

190.31 

0.46 

0.00 

0.46 

0.04 

0.39 

0.05 

0.0100 

- 

- 

0.000 

0.010 

0.057 

0.518 

0.026 

0.492 

0.255 

51.77 

Safe 

Kalyan 

0812000501507600 

0.12 

0.03 

644.60 

0.03 

0.04 

0.07 

0.01 

0.12 

0.00 

- 

- 

- 

0.053 

0.053 

0.057 

0.124 

0.006 

0.118 

0.017 

14.73 

Safe 



0.06 

0.13 

(14.58) 

0.11 

0.00 

0.11 

0.04 

0.37 

0.02 

- 

- 

- 

0.003 

0.003 

0.019 

0.134 

0.007 

0.127 

0.065 

51.07 

Safe 

Kanchroda 

0812000501504900 

0.12 

0.47 

(10.63) 

0.42 

0.01 

0.43 

0.05 

0.46 

0.05 

0.0100 

- 

- 

0.011 

0.021 

0.075 

0.500 

0.025 

0.475 

0.255 

53.61 

Safe 

Kandeoli 

0812000501509100 

0.12 

0.00 

318.06 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.008 

1,144.95 

Over Exploited 

Kanwarasa 

0812000501497000 

0.12 

0.23 

89.56 

0.27 

0.04 

0.31 

0.05 

0.46 

0.03 

0.1300 

- 

- 

- 

0.130 

0.158 

0.472 

0.024 

0.449 

1.148 

255.86 

Over Exploited 

Kathoda 

0821000102488400 

0.07 

0.00 

3,299.57 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.011 

1,511.66 

Over Exploited 

Kazipura 

0812000501496800 

0.12 

0.35 

59.06 

0.42 

0.03 

0.45 

0.05 

0.44 

0.04 

0.0600 

- 

- 

0.016 

0.076 

0.119 

0.572 

0.029 

0.543 

0.583 

107.31 

Over Exploited 



0.06 

0.00 

3,420.31 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.008 

15,861.46 

Over Exploited 

Khajpura 

0812000601512100 

0.05 

0.01 

246.17 

0.01 

0.00 

0.01 

0.01 

0.09 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.012 

0.022 

0.001 

0.021 

0.059 

279.03 

Over Exploited 

Khakharki 

0814001001903800 

0.15 

0.79 

156.91 

0.95 

- 

0.95 

0.04 

0.36 

0.11 

0.0100 

- 

- 

- 

0.010 

0.117 

1.069 

0.053 

1.016 

0.224 

22.07 

Safe 



0.07 

0.00 

22,860.69 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.00 

5,514.88 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.005 

240.82 

Over Exploited 

Khandel 

0812000501497200 

0.12 

0.40 

33.22 

0.48 

0.01 

0.49 

0.05 

0.47 

0.05 

0.0400 

- 

- 

0.002 

0.042 

0.089 

0.581 

0.029 

0.552 

1.173 

212.62 

Over Exploited 

Khatwari Kalan 

0812000501496400 

0.12 

0.01 

590.23 

0.02 

0.01 

0.03 

0.01 

0.11 

0.00 

0.0200 

- 

- 

0.001 

0.021 

0.022 

0.048 

0.002 

0.046 

0.148 

323.39 

Over Exploited 



0.06 

0.01 

189.20 

0.02 

0.01 

0.03 

0.02 

0.16 

0.00 

0.0200 

- 

- 

0.002 

0.022 

0.023 

0.051 

0.003 

0.048 

0.149 

311.22 

Over Exploited 

Khatwari Khurd 

0812000501496300 

0.06 

0.00 

774.47 

0.00 

0.00 

0.00 

0.01 

0.05 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.013 

0.001 

0.013 

0.052 

419.43 

Over Exploited 

Kheriram 

0812000501509600 

0.12 

0.01 

57.30 

0.02 

- 

0.02 

0.01 

0.07 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.028 

0.001 

0.026 

0.058 

219.70 

Over Exploited 

Kochya Ki Dhani 

0812000501506100 

0.12 

0.05 

80.74 

0.06 

0.10 

0.16 

0.02 

0.19 

0.01 

- 

- 

- 

0.152 

0.152 

0.158 

0.315 

0.016 

0.299 

0.019 

6.19 

Safe 



0.06 

0.07 

(55.17) 

0.06 

0.02 

0.08 

0.04 

0.33 

0.01 

- 

- 

- 

0.030 

0.030 

0.039 

0.114 

0.006 

0.108 

0.036 

32.85 

Safe 

Kooni 

0814001001904700 

0.15 

0.09 

91.12 

0.11 

- 

0.11 

0.01 

0.11 

0.01 

0.0100 

- 

- 

- 

0.010 

0.021 

0.126 

0.006 

0.120 

0.154 

128.36 

Over Exploited 



0.15 

0.18 

26.31 

0.22 

- 

0.22 

0.02 

0.16 

0.02 

0.0100 

- 

- 

- 

0.010 

0.033 

0.250 

0.012 

0.237 

0.154 

64.81 

Safe 

Korhi 

0812000501499100 

0.12 

0.01 

472.47 

0.01 

- 

0.01 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.001 

0.016 

0.001 

0.015 

0.100 

654.19 

Over Exploited 

Korseena 

0812000501506600 

0.12 

0.32 

217.49 

0.38 

- 

0.38 

0.05 

0.39 

0.04 

0.0100 

- 

- 

- 

0.010 

0.052 

0.434 

0.022 

0.412 

0.089 

21.70 

Safe 



0.06 

0.00 

538.87 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.004 

0.013 

304.66 

Over Exploited 



0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Lakhanpura 

0814001001905100 

0.15 

0.00 

907.18 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.022 

685.69 

Over Exploited 



0.06 

0.00 

589.56 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

353.86 

Over Exploited 

Machhar Khani 

0812000501497800 

0.12 

0.41 

263.71 

0.49 

0.02 

0.51 

0.04 

0.38 

0.05 

0.0600 

- 

- 

- 

0.060 

0.109 

0.620 

0.031 

0.589 

1.542 

261.84 

Over Exploited 



0.06 

0.00 

11,344.50 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.026 

20,935.89 

Over Exploited 

Majipura 

0812000501504100 

0.12 

0.14 

- 

0.14 

0.02 

0.16 

0.04 

0.39 

0.02 

- 

- 

- 

0.026 

0.026 

0.042 

0.198 

0.020 

0.179 

0.102 

57.07 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Malyawas 

0812000501504300 

6.182 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.763 

0.07 

0.100 

0.08 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.28 

0.026 

0.32 

0.61 


Mamana 

0812000601511200 

28.102 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.607 

1.19 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.08 

0.009 

0.02 

0.04 







Non-command 

Gneisses(B.G.C) 

26.200 

1.19 

0.010 

0.34 

0.04 

0.00 

0.00 

0.07 

0.54 

0.33 

1.16 

0.141 

0.39 

0.65 


Mandpi 

0812000501505400 

2.600 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.579 

3.01 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.79 

0.45 

0.06 

0.014 

0.41 

0.73 







Non-command 

Phyllite & Schist 

0.022 

3.01 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 


Manoharpura 

0812000501498800 

2.710 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.708 

0.68 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.11 

0.02 

0.011 

0.42 

0.74 


Marwa 

0812000601510800 

9.453 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.214 

3.97 

0.015 

0.11 

0.00 

0.00 

0.00 

0.00 

0.54 

0.30 

0.40 

0.039 

0.30 

0.54 







Non-command 

Gneisses(B.G.C) 

2.039 

3.97 

0.010 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.06 

0.10 

0.011 

0.09 

0.15 


Matera 

0812000501505300 

6.916 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.867 

1.14 

0.100 

0.08 

0.01 

0.00 

0.00 

0.05 

0.81 

0.44 

0.25 

0.037 

0.42 

0.76 


Midkya 

0812000501505700 

5.042 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.587 

1.63 

0.100 

0.03 

0.00 

0.00 

0.00 

0.06 

0.72 

0.42 

0.08 

0.025 

0.39 

0.67 







Non-command 

Phyllite & Schist 

0.455 

1.63 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.002 

0.04 

0.07 


Moondwara 

0812000501499000 

7.744 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.653 

0.55 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.05 

0.003 

0.04 

0.06 


Morda 

0812000601511000 

16.570 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

16.570 

1.89 

0.010 

0.13 

0.02 

0.00 

0.00 

0.01 

0.42 

0.25 

0.40 

0.089 

0.41 

0.68 


Mordi Kalan 

0812000601511100 

4.123 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

4.123 

1.22 

0.010 

0.03 

0.00 

0.00 

0.00 

0.01 

0.07 

0.04 

0.07 

0.022 

0.42 

0.68 


Mordi Khurd 

0812000501507300 

7.389 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

7.389 

1.19 

0.010 

0.03 

0.00 

0.00 

0.00 

0.01 

0.11 

0.07 

0.05 

0.040 

0.42 

0.68 


Morooda 

0812000501505600 

8.278 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.191 

3.69 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.00 

0.001 

0.01 

0.02 







Non-command 

Phyllite & Schist 

8.072 

3.69 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.49 

0.28 

0.09 

0.043 

0.41 

0.71 


Na 

0812000508129080 

75.565 

Fresh 

Non-command 

Non-command 

Older Alluvium 

35.659 

1.06 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

3.82 

2.70 

0.00 

0.150 

0.21 

0.29 







Non-command 

Phyllite & Schist 

2.275 

1.06 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.010 

0.01 

0.02 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

1.06 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Nangal 

0812000501507500 

11.018 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.900 

1.60 

0.100 

0.02 

0.00 

0.00 

0.00 

0.16 

0.97 

0.64 

0.02 

0.037 

0.26 

0.40 







Non-command 

Phyllite & Schist 

4.115 

1.60 

0.015 

0.01 

0.00 

0.00 

0.00 

0.01 

0.10 

0.07 

0.01 

0.022 

0.16 

0.24 







Non-command 

Gneisses(B.G.C) 

0.003 

1.60 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Narayana 

0812000501508300 

58.599 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.179 

3.74 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

1.20 

0.68 

0.04 

0.017 

0.02 

0.04 


Narena 

0821000102488700 

15.456 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

2.523 

1.53 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.03 

0.007 

0.07 

0.11 


Nawa (M) 

0814001041412000 

149.681 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.201 

0.37 

0.080 

0.12 

0.00 

0.00 

0.00 

0.00 

0.37 

0.33 

0.08 

0.292 

0.02 

0.02 





Saline 

Non-command 

Non-command 

Older Alluvium 

48.525 

0.37 

0.080 

0.63 

0.01 

0.00 

0.00 

0.00 

2.07 

1.85 

0.25 

1.731 

0.13 

0.14 


Neemli 

0812000601511300 

13.176 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.606 

3.14 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.02 

0.003 

0.02 

0.03 







Non-command 

Gneisses(B.G.C) 

1.630 

3.14 

0.010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.04 

0.009 

0.05 

0.09 


Norangpura 

0812000501504500 

3.947 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.947 

0.88 

0.100 

0.37 

0.02 

0.00 

0.00 

0.00 

0.69 

0.38 

1.46 

0.017 

0.42 

0.77 


Panva Kalan 

0812000601510700 

15.542 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.627 

2.58 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.17 

0.10 

0.09 

0.020 

0.09 

0.16 







Non-command 

Gneisses(B.G.C) 

11.868 

2.58 

0.010 

0.08 

0.01 

0.00 

0.00 

0.02 

0.36 

0.21 

0.24 

0.064 

0.30 

0.52 


Panwa 

0812000501505800 

2.479 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.082 

1.95 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.000 

0.01 

0.02 







Non-command 

Phyllite & Schist 

2.396 

1.95 

0.015 

0.00 

0.00 

0.00 

0.00 

0.02 

0.05 

0.03 

0.00 

0.013 

0.42 

0.68 


Peegoon 

0812000601512000 

4.853 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

3.430 

1.30 

0.010 

0.07 

0.01 

0.00 

0.00 

0.00 

0.10 

0.06 

0.24 

0.018 

0.29 

0.48 


Peepli Ka Bas 

0812000501504400 

11.763 

Fresh 

Non-command 

Non-command 

Older Alluvium 

11.763 

0.86 

0.100 

0.70 

0.03 

0.00 

0.00 

0.00 

1.68 

0.88 

2.74 

0.049 

0.42 

0.79 


Phulera (m) 

0812000541208000 

9.962 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.962 

0.85 

0.100 

0.81 

0.01 

0.00 

0.00 

0.05 

1.59 

0.81 

0.83 

1.831 

0.41 

0.81 


Pratap Pura 

0812000501498600 

5.647 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.647 

1.46 

0.100 

0.13 

0.01 

0.00 

0.00 

0.00 

0.94 

0.53 

0.49 

0.024 

0.42 

0.74 


Prithvipura 

0812000501497300 

6.210 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.210 

0.59 

0.100 

0.16 

0.01 

0.00 

0.00 

0.00 

0.51 

0.29 

0.59 

0.026 

0.43 

0.75 


Rasoolpura 

0812000501496900 

2.215 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.215 

0.99 

0.100 

0.09 

0.01 

0.00 

0.00 

0.02 

0.28 

0.16 

0.35 

0.009 

0.43 

0.75 


Ringi 

0812000501506500 

5.483 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.023 

1.61 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Phyllite & Schist 

5.460 

1.61 

0.015 

0.01 

0.00 

0.00 

0.00 

0.14 

0.00 

0.00 

0.00 

0.029 

0.44 

0.65 


Rojri 

0812000501509800 

12.798 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.529 

0.25 

0.100 

0.21 

0.01 

0.00 

0.00 

0.00 

0.43 

0.23 

0.76 

0.051 

0.31 

0.59 


Saipura 

0812000501498700 

3.816 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.816 

0.12 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.01 

0.016 

0.42 

0.75 


Samalpura 

0812000501505000 

3.658 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.930 

0.52 

0.100 

0.07 

0.00 

0.00 

0.00 

0.00 

0.22 

0.11 

0.26 

0.016 

0.33 

0.64 


Sambhar (m) 

0812000541207000 

16.116 

Fresh 

Non-command 

Non-command 

Older Alluvium 

13.930 

0.67 

0.100 

0.68 

0.05 

0.00 

0.00 

0.00 

1.57 

0.94 

1.46 

0.942 

0.38 

0.63 


Samota Ka Bas 

0812000501509700 

3.900 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.900 

0.52 

0.100 

0.13 

0.01 

0.00 

0.00 

0.00 

0.32 

0.16 

0.51 

0.021 

0.41 

0.80 


Sarthala 

0812000501506800 

9.176 

Fresh 

Non-command 

Non-command 

Older Alluvium 

1.063 

1.90 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.14 

0.00 

0.006 

0.05 

0.07 







Non-command 

Phyllite & Schist 

5.173 

1.90 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.11 

0.00 

0.028 

0.23 

0.33 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.025 

1.90 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Phyllite & Schist 

2.172 

1.90 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.00 

0.012 

0.10 

0.14 


Shambhoopura 

0812000501499200 

1.825 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.443 

1.30 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.05 

0.002 

0.10 

0.18 


Shardulpura 

0812000501509200 

4.712 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.289 

0.19 

0.100 

0.05 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.19 

0.012 

0.20 

0.39 


Shekhpura 

0812000501507400 

4.987 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.216 

1.18 

0.100 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.00 

0.001 

0.02 

0.03 







Non-command 

Phyllite & Schist 

1.371 

1.18 

0.015 

0.00 

0.00 

0.00 

0.00 

0.09 

-0.06 

-0.04 

0.00 

0.007 

0.12 

0.18 







Non-command 

Gneisses(B.G.C) 

3.400 

1.18 

0.010 

0.01 

0.00 

0.00 

0.00 

0.10 

-0.05 

-0.03 

0.00 

0.018 

0.29 

0.46 


Shivaniya 

0812000501504600 

2.276 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.276 

0.96 

0.100 

0.13 

0.02 

0.00 

0.00 

0.17 

0.16 

0.10 

0.52 

0.010 

0.44 

0.72 


Sholawata 

0812000501508000 

10.911 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.001 

4.23 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.01 

0.005 

0.04 

0.07 


Shri Rampura 

0812000501505500 

9.469 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.796 

4.83 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.22 

0.01 

0.004 

0.04 

0.06 







Non-command 

Phyllite & Schist 

2.002 

4.83 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.09 

0.04 

0.011 

0.09 

0.15 


Shyami Ki Dhani 

0812000501505900 

14.931 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.496 

0.86 

0.100 

0.04 

0.00 

0.00 

0.00 

0.46 

0.40 

0.25 

0.08 

0.051 

0.28 

0.45 







Non-command 

Phyllite & Schist 

5.434 

0.86 

0.015 

0.02 

0.00 

0.00 

0.00 

0.02 

0.07 

0.04 

0.05 

0.029 

0.16 

0.26 


Shyosinghpura 

0812000501509300 

4.098 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.154 

-0.05 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.02 

0.03 


Singhpuri 

0812000501498900 

3.838 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.838 

0.22 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.06 

0.05 

0.016 

0.42 

0.75 


Singla 

0812000501507800 

7.863 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.513 

1.75 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.24 

0.14 

0.11 

0.040 

0.41 

0.67 







Non-command 

Gneisses(B.G.C) 

0.207 

1.75 

0.010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 


Sinodiya 

0821000102484000 

34.268 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.542 

2.01 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.10 

0.02 

0.002 

0.01 

0.01 







Non-command 

Phyllite & Schist 

0.356 

2.01 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.00 

0.01 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Malyawas 

0812000501504300 

0.12 

0.18 

(67.43) 

0.15 

0.00 

0.15 

0.04 

0.36 

0.02 

0.0100 

- 

- 

0.003 

0.013 

0.034 

0.182 

0.009 

0.173 

0.302 

174.28 

Over Exploited 

Mamana 

0812000601511200 

0.06 

0.00 

1,177.87 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.088 

705.64 

Over Exploited 



0.05 

0.51 

(36.42) 

0.41 

0.11 

0.53 

0.05 

0.44 

0.06 

0.1300 

- 

- 

0.112 

0.242 

0.305 

0.831 

0.042 

0.789 

1.304 

165.19 

Over Exploited 

Mandpi 

0812000501505400 

0.12 

0.13 

249.20 

0.15 

0.00 

0.16 

0.05 

0.46 

0.02 

0.0100 

- 

- 

0.007 

0.017 

0.032 

0.191 

0.010 

0.181 

0.074 

40.77 

Safe 



0.06 

0.00 

13,256.98 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Manoharpura 

0812000501498800 

0.12 

0.14 

(19.90) 

0.11 

- 

0.11 

0.05 

0.47 

0.02 

- 

- 

- 

- 

- 

0.017 

0.127 

0.006 

0.120 

0.035 

29.39 

Safe 

Marwa 

0812000601510800 

0.06 

0.13 

131.37 

0.16 

0.00 

0.16 

0.04 

0.34 

0.02 

0.0400 

- 

- 

0.004 

0.044 

0.060 

0.219 

0.011 

0.208 

0.435 

209.37 

Over Exploited 



0.05 

0.01 

618.24 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.022 

0.001 

0.020 

0.107 

523.66 

Over Exploited 

Matera 

0812000501505300 

0.12 

0.34 

28.36 

0.41 

0.06 

0.47 

0.05 

0.46 

0.04 

0.0300 

- 

- 

0.070 

0.100 

0.141 

0.609 

0.030 

0.578 

0.289 

49.97 

Safe 

Midkya 

0812000501505700 

0.12 

0.21 

94.98 

0.26 

0.06 

0.31 

0.05 

0.44 

0.03 

0.0100 

- 

- 

0.085 

0.095 

0.120 

0.434 

0.022 

0.412 

0.109 

26.35 

Safe 



0.06 

0.00 

401.94 

0.00 

0.00 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

0.003 

0.003 

0.003 

0.006 

0.000 

0.006 

0.009 

163.57 

Over Exploited 

Moondwara 

0812000501499000 

0.12 

0.00 

809.91 

0.00 

0.00 

0.01 

0.00 

0.04 

0.00 

- 

- 

- 

0.004 

0.004 

0.004 

0.010 

0.000 

0.009 

0.051 

543.09 

Over Exploited 

Morda 

0812000601511000 

0.05 

0.34 

(25.20) 

0.27 

0.03 

0.30 

0.05 

0.46 

0.04 

0.0500 

- 

- 

0.008 

0.058 

0.100 

0.396 

0.020 

0.376 

0.491 

130.54 

Over Exploited 

Mordi Kalan 

0812000601511100 

0.05 

0.09 

(53.28) 

0.07 

0.01 

0.08 

0.05 

0.47 

0.01 

0.0100 

- 

- 

0.022 

0.032 

0.043 

0.126 

0.006 

0.120 

0.094 

78.67 

Semi Critical 

Mordi Khurd 

0812000501507300 

0.05 

0.15 

(56.70) 

0.12 

0.01 

0.13 

0.05 

0.47 

0.02 

0.0100 

- 

- 

0.015 

0.025 

0.044 

0.177 

0.009 

0.168 

0.088 

52.30 

Safe 

Morooda 

0812000501505600 

0.12 

0.00 

18,206.26 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

363.31 

Over Exploited 



0.06 

0.20 

41.92 

0.24 

- 

0.24 

0.05 

0.46 

0.02 

0.0200 

- 

- 

- 

0.020 

0.044 

0.285 

0.014 

0.271 

0.137 

50.69 

Safe 

Na 

0812000508129080 

0.12 

0.89 

203.69 

1.07 

- 

1.07 

0.03 

0.23 

0.11 

- 

- 

- 

- 

- 

0.113 

1.182 

0.059 

1.123 

0.150 

13.35 

Safe 



0.04 

0.00 

2,366.71 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.010 

627.60 

Over Exploited 



0.12 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Nangal 

0812000501507500 

0.12 

0.22 

194.53 

0.26 

0.16 

0.42 

0.03 

0.30 

0.03 

- 

- 

- 

0.234 

0.234 

0.261 

0.679 

0.034 

0.645 

0.055 

8.55 

Safe 



0.06 

0.04 

74.73 

0.05 

0.01 

0.05 

0.02 

0.18 

0.00 

- 

- 

- 

0.010 

0.010 

0.015 

0.068 

0.003 

0.065 

0.029 

45.07 

Safe 



0.05 

0.00 

(497,278.22) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.000 

- 

Safe 

Narayana 

0812000501508300 

0.12 

0.01 

7,812.32 

0.01 

0.00 

0.01 

0.00 

0.03 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.011 

0.022 

0.001 

0.021 

0.053 

255.65 

Over Exploited 

Narena 

0821000102488700 

0.07 

0.01 

319.34 

0.01 

- 

0.01 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.001 

0.016 

0.001 

0.016 

0.032 

205.55 

Over Exploited 

Nawa (M) 

0814001041412000 

0.15 

0.03 

1,113.88 

0.03 

- 

0.03 

0.00 

0.02 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.046 

0.002 

0.044 

0.369 

845.96 

Over Exploited 



0.15 

0.94 

96.64 

1.13 

0.01 

1.14 

0.02 

0.15 

0.13 

0.0300 

- 

- 

- 

0.030 

0.159 

1.299 

0.065 

1.234 

1.984 

160.69 

Over Exploited 

Neemli 

0812000601511300 

0.06 

0.00 

3,094.95 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.025 

2,869.29 

Over Exploited 



0.05 

0.00 

742.53 

0.01 

- 

0.01 

0.01 

0.06 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.016 

0.001 

0.015 

0.051 

342.90 

Over Exploited 

Norangpura 

0812000501504500 

0.12 

0.20 

89.73 

0.24 

0.02 

0.26 

0.05 

0.47 

0.02 

0.1600 

- 

- 

0.003 

0.163 

0.186 

0.448 

0.022 

0.426 

1.481 

347.53 

Over Exploited 

Panva Kalan 

0812000601510700 

0.06 

0.02 

388.46 

0.02 

0.00 

0.02 

0.01 

0.10 

0.00 

0.0100 

- 

- 

0.000 

0.010 

0.013 

0.037 

0.002 

0.035 

0.106 

297.74 

Over Exploited 



0.05 

0.18 

15.72 

0.21 

0.03 

0.24 

0.04 

0.34 

0.02 

0.0300 

- 

- 

0.025 

0.055 

0.077 

0.313 

0.016 

0.297 

0.304 

102.28 

Over Exploited 

Panwa 

0812000501505800 

0.12 

0.00 

6,819.58 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.06 

(45.33) 

0.05 

0.02 

0.07 

0.05 

0.48 

0.01 

- 

- 

- 

0.025 

0.025 

0.032 

0.098 

0.005 

0.093 

0.013 

13.91 

Safe 

Peegoon 

0812000601512000 

0.05 

0.05 

24.90 

0.06 

0.01 

0.07 

0.04 

0.33 

0.01 

0.0300 

- 

- 

0.001 

0.031 

0.037 

0.108 

0.005 

0.103 

0.258 

251.27 

Over Exploited 

Peepli Ka Bas 

0812000501504400 

0.12 

0.59 

49.35 

0.70 

0.03 

0.74 

0.05 

0.46 

0.07 

0.1000 

- 

- 

0.003 

0.103 

0.172 

0.909 

0.045 

0.863 

2.785 

322.58 

Over Exploited 

Phulera (m) 

0812000541208000 

0.12 

0.49 

65.04 

0.59 

0.06 

0.65 

0.05 

0.46 

0.06 

0.0300 

- 

- 

0.077 

0.107 

0.164 

0.818 

0.041 

0.777 

2.665 

343.06 

Over Exploited 

Pratap Pura 

0812000501498600 

0.12 

0.29 

86.78 

0.34 

0.01 

0.35 

0.05 

0.47 

0.03 

0.0200 

- 

- 

0.001 

0.021 

0.055 

0.409 

0.020 

0.389 

0.516 

132.57 

Over Exploited 

Prithvipura 

0812000501497300 

0.12 

0.32 

(7.90) 

0.29 

0.01 

0.30 

0.05 

0.48 

0.04 

0.0200 

- 

- 

- 

0.020 

0.058 

0.360 

0.018 

0.342 

0.614 

179.55 

Over Exploited 

Rasoolpura 

0812000501496900 

0.12 

0.11 

40.11 

0.14 

0.03 

0.16 

0.05 

0.48 

0.01 

0.0400 

- 

- 

0.026 

0.066 

0.079 

0.243 

0.012 

0.231 

0.357 

154.63 

Over Exploited 

Ringi 

0812000501506500 

0.12 

0.00 

22,929.43 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

0.003 

0.003 

0.003 

0.005 

0.000 

0.005 

0.000 

2.71 

Safe 



0.06 

0.14 

(101.39) 

0.11 

0.14 

0.26 

0.05 

0.49 

0.02 

- 

- 

- 

0.217 

0.217 

0.235 

0.494 

0.025 

0.470 

0.029 

6.25 

Safe 

Rojri 

0812000501509800 

0.12 

0.35 

(36.18) 

0.28 

0.01 

0.29 

0.04 

0.34 

0.04 

0.0300 

- 

- 

0.003 

0.033 

0.074 

0.369 

0.018 

0.350 

0.813 

232.24 

Over Exploited 

Saipura 

0812000501498700 

0.12 

0.19 

(83.36) 

0.15 

- 

0.15 

0.05 

0.47 

0.02 

- 

- 

- 

- 

- 

0.023 

0.178 

0.009 

0.169 

0.028 

16.58 

Safe 

Samalpura 

0812000501505000 

0.12 

0.12 

(1.74) 

0.11 

0.00 

0.11 

0.04 

0.37 

0.01 

0.0100 

- 

- 

0.000 

0.010 

0.023 

0.138 

0.007 

0.131 

0.274 

209.14 

Over Exploited 

Sambhar (m) 

0812000541207000 

0.12 

0.63 

48.58 

0.76 

0.05 

0.81 

0.05 

0.42 

0.08 

0.1600 

- 

- 

- 

0.160 

0.236 

1.044 

0.052 

0.992 

2.406 

242.60 

Over Exploited 

Samota Ka Bas 

0812000501509700 

0.12 

0.19 

(15.23) 

0.16 

0.01 

0.18 

0.05 

0.46 

0.02 

0.0200 

- 

- 

0.007 

0.027 

0.049 

0.227 

0.011 

0.216 

0.531 

245.79 

Over Exploited 

Sarthala 

0812000501506800 

0.12 

0.01 

322,403.08 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.008 

0.006 

74.88 

Semi Critical 



0.06 

0.07 

49,676.69 

0.09 

- 

0.09 

0.03 

0.26 

0.01 

- 

- 

- 

- 

- 

0.009 

0.096 

0.005 

0.091 

0.028 

30.52 

Safe 



0.12 

0.00 

96,750.69 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.01 

246.04 

0.02 

- 

0.02 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.002 

0.017 

0.001 

0.016 

0.012 

72.25 

Semi Critical 

Shambhoopura 

0812000501499200 

0.12 

0.01 

618.05 

0.01 

0.00 

0.01 

0.01 

0.11 

0.00 

- 

- 

- 

0.001 

0.001 

0.001 

0.008 

0.000 

0.008 

0.050 

639.65 

Over Exploited 

Shardulpura 

0812000501509200 

0.12 

0.06 

(13.29) 

0.05 

0.00 

0.05 

0.02 

0.22 

0.01 

0.0100 

- 

- 

0.000 

0.011 

0.017 

0.065 

0.003 

0.062 

0.198 

321.14 

Over Exploited 

Shekhpura 

0812000501507400 

0.12 

0.00 

867.48 

0.00 

0.02 

0.02 

0.00 

0.02 

0.00 

- 

- 

- 

0.027 

0.027 

0.027 

0.046 

0.002 

0.044 

0.001 

2.66 

Safe 



0.06 

0.01 

(508.85) 

0.01 

0.09 

0.09 

0.01 

0.13 

0.00 

- 

- 

- 

0.129 

0.129 

0.130 

0.224 

0.011 

0.213 

0.007 

3.47 

Safe 



0.05 

0.05 

(163.12) 

0.04 

0.10 

0.14 

0.04 

0.32 

0.01 

- 

- 

- 

0.149 

0.149 

0.155 

0.293 

0.015 

0.278 

0.018 

6.57 

Safe 

Shivaniya 

0812000501504600 

0.12 

0.12 

(19.24) 

0.10 

0.19 

0.29 

0.05 

0.49 

0.01 

0.0600 

- 

- 

0.254 

0.314 

0.328 

0.614 

0.031 

0.584 

0.526 

90.06 

Critical 

Sholawata 

0812000501508000 

0.06 

0.00 

1,500.70 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.012 

423.19 

Over Exploited 

Shri Rampura 

0812000501505500 

0.12 

0.00 

6,443.40 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.016 

386.54 

Over Exploited 



0.06 

0.01 

735.12 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.024 

0.001 

0.023 

0.047 

205.05 

Over Exploited 

Shyami Ki Dhani 

0812000501505900 

0.12 

0.32 

(22.39) 

0.26 

0.46 

0.71 

0.03 

0.32 

0.04 

0.0100 

- 

- 

0.686 

0.696 

0.735 

1.450 

0.072 

1.377 

0.129 

9.37 

Safe 



0.06 

0.05 

(18.57) 

0.04 

0.02 

0.06 

0.02 

0.18 

0.01 

0.0100 

- 

- 

0.033 

0.043 

0.049 

0.114 

0.006 

0.108 

0.079 

73.16 

Semi Critical 

Shyosinghpura 

0812000501509300 

0.12 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.013 

4,447.52 

Over Exploited 

Singhpuri 

0812000501498900 

0.12 

0.20 

(70.11) 

0.16 

0.00 

0.16 

0.05 

0.47 

0.02 

- 

- 

- 

0.002 

0.002 

0.025 

0.183 

0.009 

0.174 

0.064 

36.95 

Safe 

Singla 

0812000501507800 

0.06 

0.18 

(21.67) 

0.15 

0.00 

0.15 

0.05 

0.46 

0.02 

0.0100 

- 

- 

0.001 

0.011 

0.033 

0.181 

0.009 

0.172 

0.148 

86.12 

Semi Critical 



0.05 

0.00 

1,781.42 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

758.57 

Over Exploited 

Sinodiya 

0821000102484000 

0.20 

0.00 

14,902.04 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.024 

2,743.06 

Over Exploited 



0.07 

0.00 

10,517.22 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

2.01 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Phyllite & Schist 

0.000 

2.01 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 



081200050149600C 

7.348 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.012 

0.85 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sitarampura 

0812000501507200 

6.713 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.173 

1.48 

0.100 

0.01 

0.00 

0.00 

0.00 

0.09 

0.39 

0.25 

0.02 

0.017 

0.20 

0.31 







Non-command 

Gneisses(B.G.C) 

3.541 

1.48 

0.010 

0.01 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.02 

0.019 

0.22 

0.34 


Surree 

0812000601510600 

4.107 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

1.444 

1.52 

0.010 

0.02 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.07 

0.008 

0.14 

0.24 


Sursinghpura 

0812000501504200 

7.722 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.917 

-0.72 

0.100 

0.04 

0.00 

0.00 

0.00 

0.03 

0.00 

0.00 

0.11 

0.037 

0.37 

0.70 


Sursura 

0821000102488000 

27.369 

Fresh 

Non-command 

Non-command 

Gneisses(B.G.C) 

0.125 

3.56 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Tejya Ka Bas 

0812000501504700 

5.271 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.271 

0.68 

0.100 

0.24 

0.03 

0.00 

0.00 

0.01 

0.56 

0.29 

0.92 

0.022 

0.41 

0.80 


Tyod 

0821000102488600 

26.260 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.906 

4.41 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.56 

0.31 

0.16 

0.016 

0.09 

0.16 







Non-command 

Gneisses(B.G.C) 

4.547 

4.41 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.43 

0.24 

0.10 

0.013 

0.07 

0.12 



0812000501496700 

9.620 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.124 

1.08 

0.100 

0.24 

0.03 

0.00 

0.00 

0.04 

1.16 

0.74 

0.91 

0.038 

0.42 

0.66 







Non-command 

Quartzite 

0.496 

1.08 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.03 

0.002 

0.02 

0.04 


Tyoda 

0812000501496500 

8.090 

Fresh 

Non-command 

Non-command 

Older Alluvium 

8.090 

0.94 

0.100 

0.53 

0.08 

0.00 

0.00 

0.01 

1.20 

0.81 

2.06 

0.034 

0.45 

0.67 

01003025 

Aau 

0821000102483900 

12.136 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.817 

1.43 

0.120 

0.27 

0.04 

0.00 

0.00 

0.00 

1.05 

0.89 

1.08 

0.013 

0.16 

0.19 







Non-command 

Phyllite & Schist 

7.121 

1.43 

0.020 

0.25 

0.04 

0.00 

0.00 

0.00 

0.41 

0.35 

0.96 

0.020 

0.23 

0.27 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.133 

1.43 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.000 

0.00 

0.01 







Non-command 

Phyllite & Schist 

0.065 

1.43 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 


Bebali Gurha 

0814001001903700 

8.846 

Saline 

Non-command 

Non-command 

Older Alluvium 

8.821 

0.38 

0.080 

0.02 

0.00 

0.00 

0.00 

0.20 

0.09 

0.07 

0.02 

0.058 

0.39 

0.48 







Non-command 

Quartzite 

0.024 

0.38 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhilawat 

0821000102483500 

15.956 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.940 

1.10 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.06 

0.05 

0.014 

0.12 

0.25 







Non-command 

Quartzite 

0.166 

1.10 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

10.291 

1.10 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.26 

0.12 

0.07 

0.029 

0.24 

0.51 


Dhonkaliya 

0814000801866400 

14.918 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.153 

0.84 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.00 

0.01 







Non-command 

Phyllite & Schist 

2.976 

0.84 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.09 

0.017 

0.08 

0.15 







Non-command 

Quartzite 

0.241 

0.84 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.458 

0.84 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.003 

0.01 

0.02 







Non-command 

Phyllite & Schist 

0.157 

0.84 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 







Non-command 

Quartzite 

0.380 

0.84 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.002 

0.01 

0.02 


Gingoli 

0814000801866700 

6.508 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.708 

1.26 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.02 

0.015 

0.16 

0.35 







Non-command 

Quartzite 

0.019 

1.26 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Gurha 

0821000102483600 

9.311 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.95 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Phyllite & Schist 

0.140 

0.95 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Quartzite 

0.127 

0.95 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Older Alluvium 

4.085 

0.95 

0.120 

0.01 

0.00 

0.00 

0.00 

0.00 

0.47 

0.26 

0.02 

0.011 

0.17 

0.30 







Non-command 

Phyllite & Schist 

4.021 

0.95 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.02 

0.011 

0.16 

0.30 







Non-command 

Quartzite 

0.165 

0.95 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Gurha Rajawata 

0814001001903600 

8.352 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.330 

0.73 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.002 

0.02 

0.02 







Non-command 

Phyllite & Schist 

0.108 

0.73 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 







Non-command 

Quartzite 

0.801 

0.73 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.005 

0.04 

0.05 





Saline 

Non-command 

Non-command 

Older Alluvium 

6.545 

0.73 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.40 

0.28 

0.02 

0.043 

0.30 

0.43 







Non-command 

Quartzite 

0.113 

0.73 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 


Hanumanpura 

0814001001897200 

12.977 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.004 

0.09 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Hariya Joon 

0814001001903500 

10.618 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.237 

0.67 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.002 

0.01 

0.01 







Non-command 

Phyllite & Schist 

2.394 

0.67 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.016 

0.09 

0.13 







Non-command 

Quartzite 

1.405 

0.67 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.009 

0.05 

0.08 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.307 

0.67 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.002 

0.01 

0.02 







Non-command 

Quartzite 

0.416 

0.67 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.003 

0.02 

0.02 


Jhag 

0821000102483700 

18.838 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.000 

0.99 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Phyllite & Schist 

0.004 

0.99 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

7.635 

0.99 

0.120 

0.02 

0.00 

0.00 

0.00 

0.00 

0.93 

0.63 

0.04 

0.021 

0.16 

0.23 







Non-command 

Phyllite & Schist 

11.199 

0.99 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.24 

0.16 

0.04 

0.031 

0.23 

0.34 


Kalkala Ki Dhani 

0814000801866200 

6.600 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.221 

0.84 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.02 







Non-command 

Quartzite 

0.025 

0.84 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kansera 

0814001001902300 

10.783 

Fresh 

Non-command 

Non-command 

Older Alluvium 

10.783 

-0.06 

0.080 

0.18 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.62 

0.070 

0.39 

0.41 


Kardala 

0821000102484700 

12.544 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.803 

1.66 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.17 

0.08 

0.01 

0.013 

0.14 

0.32 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

6.548 

1.66 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.10 

0.02 

0.018 

0.20 

0.43 


Khajpura Bhairwai 

0821000102484800 

12.079 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.199 

2.00 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.03 

0.02 

0.003 

0.04 

0.08 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.373 

2.00 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.03 


Khakharki 

0814001001903800 

20.775 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.888 

1.83 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.43 

0.36 

0.02 

0.019 

0.06 

0.07 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.480 

1.83 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.00 

0.003 

0.01 

0.01 


Khardiya 

0814001001902400 

6.686 

Fresh 

Non-command 

Non-command 

Older Alluvium 

6.124 

-0.01 

0.080 

0.08 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.040 

0.36 

0.38 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.562 

-0.01 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.004 

0.03 

0.04 


Kishnpura 

0821000102484500 

3.793 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.032 

2.02 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.02 

0.003 

0.10 

0.19 


Kotri 

0821000102484600 

14.013 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.669 

1.89 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

0.00 

0.002 

0.02 

0.04 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

10.094 

1.89 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.40 

0.20 

0.05 

0.028 

0.27 

0.56 


Lichana 

0814001001898900 

23.635 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.110 

-0.30 

0.080 

0.17 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.64 

0.020 

0.05 

0.06 


Mandawara 

0814001001902800 

5.358 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.091 

0.34 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.20 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 


081200050149600C 

0.12 

0.00 

(100.00) 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

0.002 

0.002 

0.002 

0.003 

0.000 

0.003 

0.000 

2.00 

Safe 

Sitarampura 

0812000501507200 

0.12 

0.07 

234.46 

0.09 

0.09 

0.18 

0.02 

0.22 

0.01 

- 

- 

- 

0.130 

0.130 

0.139 

0.315 

0.016 

0.300 

0.035 

11.71 

Safe 



0.05 

0.04 

(57.06) 

0.03 

0.04 

0.07 

0.03 

0.25 

0.00 

- 

- 

- 

0.054 

0.054 

0.059 

0.127 

0.006 

0.120 

0.043 

35.81 

Safe 

Surree 

0812000601510600 

0.05 

0.01 

143.67 

0.01 

- 

0.01 

0.02 

0.16 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.024 

0.001 

0.023 

0.074 

327.43 

Over Exploited 

Sursinghpura 

0812000501504200 

0.12 

0.31 

- 

0.31 

0.03 

0.35 

0.04 

0.42 

0.04 

- 

- 

- 

0.051 

0.052 

0.088 

0.433 

0.043 

0.390 

0.145 

37.22 

Safe 

Sursura 

0821000102488000 

0.07 

0.00 

30,562.37 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Tejya Ka Bas 

0812000501504700 

0.12 

0.26 

10.01 

0.29 

0.04 

0.33 

0.05 

0.46 

0.03 

0.1000 

- 

- 

0.021 

0.121 

0.152 

0.484 

0.024 

0.460 

0.946 

205.64 

Over Exploited 

Tyod 

0821000102488600 

0.07 

0.03 

797.07 

0.04 

0.00 

0.04 

0.01 

0.10 

0.00 

0.0100 

- 

- 

0.001 

0.011 

0.015 

0.057 

0.003 

0.054 

0.173 

321.33 

Over Exploited 



0.07 

0.02 

931.75 

0.03 

0.00 

0.03 

0.01 

0.08 

0.00 

- 

- 

- 

0.001 

0.001 

0.004 

0.033 

0.002 

0.031 

0.116 

373.31 

Over Exploited 


0812000501496700 

0.12 

0.46 

59.85 

0.55 

0.07 

0.62 

0.05 

0.47 

0.06 

0.1000 

- 

- 

0.062 

0.162 

0.219 

0.843 

0.042 

0.800 

0.950 

118.72 

Over Exploited 



0.06 

0.00 

1,842.57 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.036 

4,225.18 

Over Exploited 

Tyoda 

0812000501496500 

0.12 

0.44 

84.07 

0.53 

0.09 

0.62 

0.06 

0.51 

0.05 

0.2300 

- 

- 

0.011 

0.241 

0.296 

0.912 

0.046 

0.866 

2.098 

242.27 

Over Exploited 

Aau 

0821000102483900 

0.20 

0.15 

491.54 

0.18 

0.04 

0.22 

0.02 

0.18 

0.02 

0.1200 

- 

- 

- 

0.120 

0.141 

0.361 

0.018 

0.343 

1.093 

319.16 

Over Exploited 



0.07 

0.11 

218.55 

0.13 

0.04 

0.17 

0.03 

0.26 

0.01 

0.1100 

- 

- 

- 

0.110 

0.125 

0.296 

0.015 

0.281 

0.984 

349.89 

Over Exploited 



0.20 

0.00 

16,703.36 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.012 

8,567.21 

Over Exploited 



0.06 

0.00 

19,321.61 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.011 

######### 

Over Exploited 

Bebali Gurha 

0814001001903700 

0.15 

0.51 

(85.59) 

0.41 

0.20 

0.61 

0.05 

0.44 

0.07 

- 

- 

- 

0.300 

0.301 

0.371 

0.983 

0.049 

0.934 

0.080 

8.53 

Safe 



0.06 

0.00 

12,757.90 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhilawat 

0821000102483500 

0.07 

0.04 

59.28 

0.05 

- 

0.05 

0.01 

0.13 

0.00 

0.0100 

- 

- 

- 

0.010 

0.015 

0.061 

0.003 

0.058 

0.059 

101.58 

Over Exploited 



0.06 

0.00 

4,510.17 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.15 

(18.87) 

0.12 

- 

0.12 

0.03 

0.27 

0.02 

0.0100 

- 

- 

- 

0.010 

0.029 

0.151 

0.008 

0.143 

0.097 

67.54 

Safe 

Dhonkaliya 

0814000801866400 

0.12 

0.00 

7,284.91 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.08 

0.02 

94.64 

0.02 

- 

0.02 

0.01 

0.09 

0.00 

0.0100 

- 

- 

- 

0.010 

0.012 

0.034 

0.002 

0.032 

0.102 

315.91 

Over Exploited 



0.06 

0.00 

2,273.03 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.007 

6,597.28 

Over Exploited 



0.12 

0.00 

2,401.36 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.013 

1,560.89 

Over Exploited 



0.08 

0.00 

1,887.63 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.06 

0.00 

57,939.36 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.005 

2,724.63 

Over Exploited 

Gingoli 

0814000801866700 

0.08 

0.03 

(18.43) 

0.03 

- 

0.03 

0.02 

0.18 

0.00 

- 

- 

- 

- 

- 

0.004 

0.032 

0.002 

0.030 

0.030 

100.82 

Over Exploited 



0.06 

0.00 

15,900.31 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gurha 

0821000102483600 

0.20 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.00 

2,692.44 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

174,045.70 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.14 

90.16 

0.16 

- 

0.16 

0.02 

0.19 

0.02 

- 

- 

- 

- 

- 

0.018 

0.182 

0.009 

0.173 

0.033 

19.31 

Safe 



0.06 

0.04 

18.96 

0.05 

- 

0.05 

0.02 

0.19 

0.01 

- 

- 

- 

- 

- 

0.005 

0.052 

0.003 

0.050 

0.030 

60.58 

Safe 



0.06 

0.00 

2,429.74 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Gurha Rajawata 

0814001001903600 

0.15 

0.00 

1,680.96 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

224.40 

Over Exploited 



0.07 

0.00 

2,010.65 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.06 

0.00 

358.51 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.002 

0.000 

0.002 

0.005 

231.00 

Over Exploited 



0.15 

0.30 

(5.50) 

0.28 

- 

0.28 

0.04 

0.34 

0.04 

- 

- 

- 

- 

- 

0.040 

0.322 

0.016 

0.306 

0.065 

21.18 

Safe 



0.06 

0.00 

3,016.35 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Hanumanpura 

0814001001897200 

0.15 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Hariya Joon 

0814001001903500 

0.15 

0.00 

2,576.59 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.002 

399.42 

Over Exploited 



0.07 

0.01 

50.28 

0.02 

- 

0.02 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.002 

0.019 

0.001 

0.018 

0.024 

128.13 

Over Exploited 



0.06 

0.00 

11,321.60 

0.00 

- 

0.00 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.009 

312.02 

Over Exploited 



0.15 

0.00 

1,959.31 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

308.14 

Over Exploited 



0.06 

0.00 

3,962.35 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.003 

1,052.47 

Over Exploited 

Jhag 

0821000102483700 

0.20 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.07 

0.00 

489,972.79 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.20 

0.24 

161.17 

0.29 

- 

0.29 

0.02 

0.18 

0.03 

- 

- 

- 

- 

- 

0.032 

0.320 

0.016 

0.304 

0.057 

18.84 

Safe 



0.06 

0.15 

5.51 

0.16 

- 

0.16 

0.03 

0.26 

0.02 

- 

- 

- 

- 

- 

0.021 

0.184 

0.009 

0.175 

0.074 

42.43 

Safe 

Kalkala Ki Dhani 

0814000801866200 

0.08 

0.00 

84,863.39 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

461.75 

Over Exploited 



0.06 

0.00 

9,214.44 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kansera 

0814001001902300 

0.15 

0.63 

- 

0.63 

0.01 

0.64 

0.05 

0.45 

0.09 

0.0200 

- 

- 

- 

0.020 

0.108 

0.751 

0.075 

0.675 

0.692 

102.52 

Over Exploited 

Kardala 

0821000102484700 

0.07 

0.05 

67.43 

0.06 

- 

0.06 

0.02 

0.16 

0.01 

- 

- 

- 

- 

- 

0.006 

0.061 

0.003 

0.058 

0.023 

40.46 

Safe 



0.06 

0.08 

34.22 

0.09 

- 

0.09 

0.02 

0.22 

0.01 

- 

- 

- 

- 

- 

0.010 

0.102 

0.005 

0.097 

0.035 

36.42 

Safe 

Khajpura Bhairwai 

0821000102484800 

0.07 

0.00 

779.64 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.022 

598.11 

Over Exploited 



0.06 

0.00 

2,487.84 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.009 

2,773.71 

Over Exploited 

Khakharki 

0814001001903800 

0.15 

0.02 

1,371.93 

0.03 

- 

0.03 

0.01 

0.06 

0.00 

- 

- 

- 

- 

- 

0.003 

0.032 

0.002 

0.031 

0.038 

123.79 

Over Exploited 



0.15 

0.00 

8,548.52 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.003 

371.30 

Over Exploited 

Khardiya 

0814001001902400 

0.15 

0.33 

- 

0.33 

0.01 

0.34 

0.05 

0.41 

0.05 

0.0300 

- 

- 

- 

0.030 

0.076 

0.415 

0.041 

0.373 

0.312 

83.58 

Semi Critical 



0.15 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.015 

516.70 

Over Exploited 

Kishnpura 

0821000102484500 

0.07 

0.01 

292.99 

0.01 

0.00 

0.01 

0.01 

0.12 

0.00 

- 

- 

- 

0.001 

0.001 

0.002 

0.011 

0.001 

0.010 

0.026 

250.34 

Over Exploited 

Kotri 

0821000102484600 

0.07 

0.00 

1,426.96 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.002 

183.43 

Over Exploited 



0.06 

0.17 

18.43 

0.20 

- 

0.20 

0.03 

0.31 

0.02 

0.0100 

- 

- 

- 

0.010 

0.031 

0.226 

0.011 

0.215 

0.078 

36.31 

Safe 

Lichana 

0814001001898900 

0.15 

0.02 

- 

0.02 

0.01 

0.03 

0.01 

0.06 

0.00 

0.0200 

- 

- 

- 

0.020 

0.023 

0.057 

0.006 

0.052 

0.658 

1,276.93 

Over Exploited 

Mandawara 

0814001001902800 

0.15 

0.00 

1,882.32 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Phyllite & Schist 

0.136 

0.34 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 







Non-command 

Quartzite 

1.276 

0.34 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.008 

0.09 

0.13 


Meethri 

081400100189920C 

23.155 

Fresh 

Non-command 

Non-command 

Older Alluvium 

20.933 

-0.10 

0.080 

1.38 

0.20 

0.00 

0.00 

0.00 

0.00 

0.00 

5.33 

0.137 

0.35 

0.39 







Non-command 

Quartzite 

0.157 

-0.10 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.001 

0.00 

0.00 


Mohanpura 

081400100190250C 

12.143 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.845 

0.13 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.00 

0.025 

0.12 

0.13 





Saline 

Non-command 

Non-command 

Older Alluvium 

8.298 

0.13 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.01 

0.054 

0.27 

0.29 


Nawa (M) 

081400104141200C 

149.681 

Fresh 

Non-command 

Non-command 

Older Alluvium 

9.008 

0.37 

0.080 

0.12 

0.00 

0.00 

0.00 

0.00 

0.39 

0.35 

0.08 

0.321 

0.02 

0.03 





Saline 

Non-command 

Non-command 

Older Alluvium 

48.171 

0.37 

0.080 

0.63 

0.01 

0.00 

0.00 

0.00 

2.06 

1.84 

0.25 

1.718 

0.13 

0.14 


Nosal 

082100010248380C 

21.829 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.932 

0.99 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.07 

0.01 

0.016 

0.10 

0.18 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

15.897 

0.99 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.34 

0.20 

0.02 

0.044 

0.28 

0.48 


Palri 

081400100190270C 

8.262 

Fresh 

Non-command 

Non-command 

Older Alluvium 

5.932 

0.08 

0.080 

0.14 

0.02 

0.00 

0.00 

0.00 

0.16 

0.13 

0.52 

0.039 

0.28 

0.35 







Non-command 

Phyllite & Schist 

0.036 

0.08 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

1.311 

0.08 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.009 

0.06 

0.08 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.009 

0.08 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Panchota 

081400100189930C 

26.933 

Fresh 

Non-command 

Non-command 

Older Alluvium 

2.924 

-0.55 

0.080 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.019 

0.04 

0.04 







Non-command 

Quartzite 

2.840 

-0.55 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.019 

0.04 

0.04 


Parbatsar (M) 

081400084140900C 

32.615 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.323 

0.86 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.02 

0.01 

0.050 

0.03 

0.06 


Roonija 

0814000801866600 

15.374 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.009 

0.95 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

0.790 

0.95 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.004 

0.02 

0.04 


Sawaipura 

0814001001903400 

4.643 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.552 

0.29 

0.080 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.08 

0.004 

0.05 

0.06 







Non-command 

Phyllite & Schist 

0.010 

0.29 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Quartzite 

0.000 

0.29 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Older Alluvium 

2.242 

0.29 

0.080 

0.04 

0.01 

0.00 

0.00 

0.00 

0.08 

0.06 

0.15 

0.015 

0.19 

0.25 







Non-command 

Quartzite 

1.105 

0.29 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.007 

0.09 

0.12 


Sidiyas 

0814001001903000 

13.224 

Fresh 

Non-command 

Non-command 

Older Alluvium 

0.113 

0.25 

0.080 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 







Non-command 

Phyllite & Schist 

0.166 

0.25 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 


Sinodiya 

0821000102484000 

34.268 

Fresh 

Non-command 

Non-command 

Older Alluvium 

3.694 

2.01 

0.120 

0.03 

0.00 

0.00 

0.00 

0.13 

0.79 

0.57 

0.12 

0.010 

0.04 

0.06 







Non-command 

Phyllite & Schist 

11.766 

2.01 

0.020 

0.07 

0.01 

0.00 

0.00 

0.25 

0.29 

0.21 

0.22 

0.033 

0.14 

0.19 





Saline 

Non-command 

Non-command 

Older Alluvium 

0.000 

2.01 

0.120 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Ujoli 

0821000102484900 

7.081 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.301 

2.17 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.02 

0.03 


Ulana 

0814001001902600 

9.584 

Fresh 

Non-command 

Non-command 

Older Alluvium 

4.419 

0.01 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.029 

0.18 

0.21 







Non-command 

Quartzite 

0.612 

0.01 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.004 

0.02 

0.03 





Saline 

Non-command 

Non-command 

Older Alluvium 

4.306 

0.01 

0.080 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.028 

0.18 

0.20 







Non-command 

Quartzite 

0.109 

0.01 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.01 

River Basin: Sukli 

Sub Basin: Sukli 

13001001 

Awaliya 

0819000502388200 

10.270 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.054 

4.92 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhatana 

0819000502387900 

29.386 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.998 

7.33 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.36 

0.30 

0.14 

0.010 

0.06 

0.08 


Dheebri 

0819000502388400 

13.413 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

13.094 

6.05 

0.015 

0.05 

0.00 

0.00 

0.00 

0.00 

1.24 

1.05 

0.13 

0.046 

0.66 

0.77 


Methipura 

0819000502388500 

15.103 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.105 

5.82 

0.015 

0.06 

0.00 

0.00 

0.00 

0.00 

0.85 

0.73 

0.21 

0.032 

0.42 

0.49 


Padar 

0819000502388300 

14.855 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.748 

7.11 

0.015 

0.05 

0.00 

0.00 

0.00 

0.00 

0.56 

0.47 

0.17 

0.017 

0.21 

0.25 

13001002 

Amlari 

0819000202357100 

18.731 

Fresh 

Non-command 

Non-command 

Jalore Granite 

4.762 

4.23 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.48 

0.29 

0.36 

0.010 

0.12 

0.21 







Non-command 

Phyllite & Schist 

0.582 

4.23 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.05 

0.001 

0.02 

0.03 


Bag 

0819000202357200 

5.840 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.754 

3.83 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.04 

0.05 

0.002 

0.07 

0.10 







Non-command 

Phyllite & Schist 

0.753 

3.83 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.05 

0.002 

0.07 

0.10 


Bhamra 

0819000502379700 

5.471 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.341 

3.86 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.10 

0.06 

0.005 

0.14 

0.18 







Non-command 

Phyllite & Schist 

0.457 

3.86 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.002 

0.05 

0.06 


Dantrai 

0819000502376800 

19.870 

Fresh 

Non-command 

Non-command 

Jalore Granite 

17.520 

4.78 

0.020 

0.29 

0.04 

0.00 

0.00 

0.04 

1.88 

1.30 

1.07 

0.061 

0.47 

0.68 







Non-command 

Phyllite & Schist 

1.860 

4.78 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.16 

0.11 

0.11 

0.006 

0.05 

0.07 


Dhan 

0819000502376900 

8.817 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.588 

4.05 

0.015 

0.04 

0.01 

0.00 

0.00 

0.01 

0.24 

0.19 

0.15 

0.013 

0.24 

0.31 


Harni Amarpura(harni) 

0819000502376600 

21.585 

Fresh 

Non-command 

Non-command 

Jalore Granite 

16.551 

4.20 

0.020 

0.25 

0.03 

0.00 

0.00 

0.00 

1.61 

1.01 

0.91 

0.058 

0.38 

0.61 


Idarla 

0819000502377000 

7.832 

Fresh 

Non-command 

Non-command 

Jalore Granite 

2.330 

4.42 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.23 

0.16 

0.12 

0.008 

0.17 

0.24 







Non-command 

Phyllite & Schist 

4.470 

4.42 

0.015 

0.06 

0.01 

0.00 

0.00 

0.01 

0.34 

0.24 

0.21 

0.016 

0.32 

0.45 


Jeerawal 

0819000502379900 

41.319 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.618 

3.61 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.002 

0.01 

0.01 


Nimbaj 

0819000502376400 

14.573 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.997 

3.80 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.06 

0.18 

0.003 

0.03 

0.05 


Panch Dewal 

0819000502376700 

3.229 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.508 

3.33 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.14 

0.10 

0.23 

0.005 

0.26 

0.35 


Roda Khera 

0819000202356800 

9.586 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.017 

4.02 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Sanpur 

0819000202357300 

18.672 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.001 

3.37 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Phyllite & Schist 

0.007 

3.37 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Saran Ka Khera 

0819000502379800 

8.587 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.402 

3.48 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.001 

0.03 

0.03 

13001003 

Bhamra 

0819000502379700 

5.471 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.518 

3.86 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.11 

0.06 

0.005 

0.16 

0.20 







Non-command 

Phyllite & Schist 

2.155 

3.86 

0.015 

0.02 

0.00 

0.00 

0.00 

0.01 

0.13 

0.11 

0.09 

0.008 

0.23 

0.29 


Dadrla 

0819000502379100 

4.165 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.123 

4.71 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.02 

0.02 


Dangrali 

0819000502377100 

9.546 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.007 

4.41 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Derol 

0819000502381800 

2.732 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.970 

2.31 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.17 

0.14 

0.37 

0.007 

0.42 

0.51 







Non-command 

Phyllite & Schist 

0.762 

2.31 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.06 

0.05 

0.14 

0.003 

0.16 

0.20 


Dhan 

0819000502376900 

8.817 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.024 

4.05 

0.015 

0.06 

0.01 

0.00 

0.00 

0.01 

0.34 

0.27 

0.21 

0.018 

0.34 

0.43 


Dhanpura 

0819000502383800 

4.270 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.123 

2.21 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.000 

0.02 

0.02 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.07 

0.00 

431.42 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.06 

0.01 

89.47 

0.01 

- 

0.01 

0.01 

0.10 

0.00 

- 

- 

- 

- 

- 

0.001 

0.009 

0.000 

0.009 

0.025 

282.45 

Over Exploited 

Meethri 

0814001001899200 

0.15 

1.11 

- 

1.11 

0.20 

1.31 

0.05 

0.40 

0.15 

0.6000 

- 

- 

- 

0.600 

0.754 

2.064 

0.206 

1.857 

5.467 

294.34 

Over Exploited 



0.06 

0.00 

- 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.012 

47,151.46 

Over Exploited 

Mohanpura 

0814001001902500 

0.15 

0.07 

(32.79) 

0.06 

- 

0.06 

0.02 

0.14 

0.01 

- 

- 

- 

- 

- 

0.010 

0.067 

0.003 

0.064 

0.025 

39.44 

Safe 



0.15 

0.33 

(69.24) 

0.27 

- 

0.27 

0.04 

0.30 

0.05 

- 

- 

- 

- 

- 

0.046 

0.312 

0.016 

0.297 

0.065 

21.98 

Safe 

Nawa (M) 

0814001041412000 

0.15 

0.03 

972.79 

0.04 

- 

0.04 

0.00 

0.03 

0.00 

0.0100 

- 

- 

- 

0.010 

0.014 

0.053 

0.003 

0.051 

0.398 

785.06 

Over Exploited 



0.15 

0.93 

98.51 

1.11 

0.01 

1.12 

0.02 

0.15 

0.13 

0.0300 

- 

- 

- 

0.030 

0.157 

1.281 

0.064 

1.217 

1.971 

161.95 

Over Exploited 

Nosal 

0821000102483800 

0.07 

0.04 

79.91 

0.05 

- 

0.05 

0.01 

0.12 

0.01 

- 

- 

- 

- 

- 

0.005 

0.055 

0.003 

0.052 

0.026 

50.78 

Safe 



0.06 

0.27 

(26.99) 

0.21 

- 

0.21 

0.04 

0.32 

0.03 

- 

- 

- 

- 

- 

0.035 

0.249 

0.012 

0.236 

0.063 

26.77 

Safe 

Palri 

0814001001902700 

0.15 

0.25 

(48.15) 

0.20 

0.02 

0.22 

0.04 

0.32 

0.03 

0.0600 

- 

- 

- 

0.060 

0.094 

0.314 

0.016 

0.298 

0.559 

187.61 

Over Exploited 



0.07 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

1,284.64 

0.00 

- 

0.00 

0.01 

0.07 

0.00 

- 

- 

- 

- 

- 

0.000 

0.003 

0.000 

0.003 

0.043 

1,373.86 

Over Exploited 



0.15 

0.00 

17,621.70 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Panchota 

0814001001899300 

0.15 

0.02 

- 

0.02 

- 

0.02 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.013 

0.031 

0.003 

0.028 

0.250 

891.51 

Over Exploited 



0.06 

0.01 

- 

0.01 

- 

0.01 

0.01 

0.05 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.001 

0.007 

0.080 

1,183.32 

Over Exploited 

Parbatsar (M) 

0814000841409000 

0.08 

0.00 

350.56 

0.01 

- 

0.01 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.001 

0.007 

0.000 

0.006 

0.058 

928.91 

Over Exploited 

Roonija 

0814000801866600 

0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

90,086.25 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.007 

735.35 

Over Exploited 

Sawaipura 

0814001001903400 

0.15 

0.00 

560.37 

0.00 

- 

0.00 

0.01 

0.05 

0.00 

0.0100 

- 

- 

- 

0.010 

0.011 

0.015 

0.001 

0.014 

0.084 

582.11 

Over Exploited 



0.07 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.06 

0.27 

0.06 

0.01 

0.07 

0.03 

0.21 

0.01 

0.0200 

- 

- 

- 

0.020 

0.029 

0.102 

0.005 

0.097 

0.169 

174.05 

Over Exploited 



0.06 

0.01 

18,886.49 

0.01 

- 

0.01 

0.01 

0.11 

0.00 

- 

- 

- 

- 

- 

0.001 

0.008 

0.000 

0.008 

0.030 

395.14 

Over Exploited 

Sidiyas 

0814001001903000 

0.15 

0.00 

2,568.10 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.07 

0.00 

611.81 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

1,517.63 

Over Exploited 

Sinodiya 

0821000102484000 

0.20 

0.03 

1,717.50 

0.04 

0.13 

0.17 

0.01 

0.05 

0.00 

0.0100 

- 

- 

0.195 

0.205 

0.209 

0.377 

0.019 

0.358 

0.130 

36.39 

Safe 



0.07 

0.11 

95.34 

0.13 

0.26 

0.38 

0.02 

0.15 

0.01 

0.0200 

- 

- 

0.369 

0.389 

0.403 

0.786 

0.039 

0.747 

0.250 

33.44 

Safe 



0.20 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Ujoli 

0821000102484900 

0.06 

0.00 

2,040.06 

0.00 

- 

0.00 

0.00 

0.02 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Ulana 

0814001001902600 

0.15 

0.12 

(89.53) 

0.10 

- 

0.10 

0.02 

0.21 

0.02 

- 

- 

- 

- 

- 

0.016 

0.112 

0.006 

0.106 

0.029 

27.14 

Safe 



0.06 

0.00 

(78.15) 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.001 

0.000 

0.001 

0.004 

490.02 

Over Exploited 



0.15 

0.11 

(89.07) 

0.09 

- 

0.09 

0.02 

0.20 

0.02 

- 

- 

- 

- 

- 

0.016 

0.106 

0.005 

0.101 

0.028 

27.85 

Safe 



0.06 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.001 

- 

Safe 


River Basin: Sukli 


Sub Basin: Sukli 

Awaliya 

0819000502388200 

0.08 

0.00 

22,495.00 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhatana 

0819000502387900 

0.08 

0.02 

1,853.83 

0.02 

0.01 

0.03 

0.00 

0.07 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.051 

0.003 

0.049 

0.154 

318.33 

Over Exploited 

Dheebri 

0819000502388400 

0.08 

0.69 

52.31 

0.82 

0.00 

0.83 

0.05 

0.70 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.849 

0.042 

0.807 

0.180 

22.28 

Safe 

Methipura 

0819000502388500 

0.08 

0.31 

139.45 

0.37 

- 

0.37 

0.03 

0.45 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.387 

0.019 

0.368 

0.243 

65.95 

Safe 

Padar 

0819000502388300 

0.08 

0.08 

492.19 

0.09 

- 

0.09 

0.02 

0.22 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.114 

0.006 

0.109 

0.190 

174.38 

Over Exploited 

Amlari 

0819000202357100 

0.15 

0.09 

226.96 

0.11 

0.01 

0.12 

0.01 

0.14 

0.01 

0.0400 

- 

- 

0.002 

0.042 

0.052 

0.170 

0.008 

0.161 

0.369 

229.07 

Over Exploited 



0.15 

0.00 

1,974.30 

0.00 

0.00 

0.00 

0.00 

0.02 

0.00 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.015 

0.001 

0.014 

0.055 

390.59 

Over Exploited 

Bag 

0819000202357200 

0.15 

0.01 

468.37 

0.01 

0.00 

0.01 

0.01 

0.08 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.020 

0.001 

0.019 

0.049 

253.05 

Over Exploited 



0.15 

0.01 

346.82 

0.01 

0.00 

0.01 

0.01 

0.08 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.020 

0.001 

0.019 

0.056 

285.96 

Over Exploited 

Bhamra 

0819000502379700 

0.08 

0.02 

542.31 

0.02 

0.00 

0.02 

0.01 

0.16 

- 

0.0100 

- 

- 

0.001 

0.012 

0.012 

0.031 

0.002 

0.029 

0.063 

213.46 

Over Exploited 



0.08 

0.00 

1,518.16 

0.00 

0.00 

0.00 

0.00 

0.05 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.004 

0.000 

0.004 

0.021 

570.57 

Over Exploited 

Dantrai 

0819000502376800 

0.08 

0.66 

97.25 

0.79 

0.08 

0.87 

0.05 

0.52 

- 

0.1200 

- 

- 

0.058 

0.178 

0.178 

1.050 

0.052 

0.997 

1.127 

113.02 

Over Exploited 



0.08 

0.01 

1,369.22 

0.01 

0.01 

0.01 

0.00 

0.05 

- 

0.0100 

- 

- 

0.008 

0.018 

0.018 

0.032 

0.002 

0.030 

0.112 

374.55 

Over Exploited 

Dhan 

0819000502376900 

0.08 

0.07 

170.36 

0.08 

0.02 

0.10 

0.02 

0.26 

- 

0.0200 

- 

- 

0.014 

0.035 

0.035 

0.137 

0.007 

0.130 

0.167 

127.93 

Over Exploited 

Harni Amarpura(harni) 

0819000502376600 

0.08 

0.49 

########## 

0.59 

0.03 

0.62 

0.04 

0.42 

- 

0.1000 

- 

- 

- 

0.100 

0.100 

0.722 

0.036 

0.686 

0.963 

140.39 

Over Exploited 

Idarla 

0819000502377000 

0.08 

0.03 

429.93 

0.04 

0.00 

0.04 

0.02 

0.18 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.055 

0.003 

0.052 

0.123 

237.38 

Over Exploited 



0.08 

0.11 

108.74 

0.14 

0.02 

0.16 

0.03 

0.35 

- 

0.0200 

- 

- 

0.013 

0.033 

0.033 

0.189 

0.009 

0.179 

0.227 

126.49 

Over Exploited 

Jeerawal 

0819000502379900 

0.08 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.022 

10,557.46 

Over Exploited 

Nimbaj 

0819000502376400 

0.08 

0.00 

########## 

0.00 

0.01 

0.01 

0.00 

0.04 

0.00 

0.0200 

- 

- 

- 

0.020 

0.020 

0.033 

0.002 

0.031 

0.179 

576.35 

Over Exploited 

Panch Dewal 

0819000502376700 

0.08 

0.02 

95,284.19 

0.02 

0.01 

0.03 

0.02 

0.28 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.059 

0.003 

0.056 

0.235 

419.08 

Over Exploited 

Roda Khera 

0819000202356800 

0.15 

0.00 

37,103.76 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sanpur 

0819000202357300 

0.15 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.00 

125,238.93 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Saran Ka Khera 

0819000502379800 

0.08 

0.00 

27,428.81 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.020 

2,577.63 

Over Exploited 

Bhamra 

0819000502379700 

0.08 

0.02 

453.69 

0.02 

0.00 

0.03 

0.01 

0.18 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.038 

0.002 

0.036 

0.063 

174.14 

Over Exploited 



0.08 

0.04 

173.25 

0.05 

0.01 

0.06 

0.02 

0.25 

- 

0.0100 

- 

- 

0.015 

0.025 

0.025 

0.083 

0.004 

0.079 

0.094 

118.67 

Over Exploited 

Dadrla 

0819000502379100 

0.08 

0.00 

3,741.73 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

4,880.64 

Over Exploited 

Dangrali 

0819000502377100 

0.08 

0.00 

139,905.41 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Derol 

0819000502381800 

0.08 

0.07 

109.98 

0.08 

0.01 

0.09 

0.04 

0.45 

- 

0.0400 

- 

- 

0.003 

0.043 

0.043 

0.133 

0.007 

0.127 

0.377 

297.67 

Over Exploited 



0.08 

0.01 

367.27 

0.01 

0.01 

0.02 

0.01 

0.18 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.042 

0.002 

0.040 

0.147 

369.21 

Over Exploited 

Dhan 

0819000502376900 

0.08 

0.14 

99.07 

0.16 

0.02 

0.18 

0.03 

0.37 

- 

0.0200 

- 

- 

0.017 

0.037 

0.037 

0.221 

0.011 

0.210 

0.229 

109.04 

Over Exploited 

Dhanpura 

0819000502383800 

0.08 

0.00 

2,586.30 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

5,461.44 

Over Exploited 



Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Phyllite & Schist 

0.331 

2.21 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.05 

0.06 


Idarla 

0819000502377000 

7.832 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

4.42 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Jeerawal 

0819000502379900 

41.319 

Fresh 

Non-command 

Non-command 

Jalore Granite 

23.393 

3.61 

0.020 

0.19 

0.03 

0.00 

0.00 

0.00 

1.85 

1.39 

0.67 

0.082 

0.32 

0.42 


Jolpur 

0819000502379300 

6.647 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.092 

3.70 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 







Non-command 

Phyllite & Schist 

6.544 

3.70 

0.015 

0.16 

0.01 

0.00 

0.00 

0.01 

0.50 

0.41 

0.60 

0.023 

0.58 

0.72 


Kareli 

0819000502383600 

2.520 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.059 

2.40 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.02 







Non-command 

Phyllite & Schist 

1.411 

2.40 

0.015 

0.06 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.23 

0.005 

0.33 

0.40 


Kesuwa 

0819000502376200 

5.164 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.030 

3.92 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khan 

0819000502381400 

3.865 

Fresh 

Non-command 

Non-command 

Jalore Granite 

3.865 

2.69 

0.020 

0.15 

0.01 

0.00 

0.00 

0.00 

0.35 

0.28 

0.60 

0.013 

0.58 

0.71 


Kusma 

0819000502381100 

2.897 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.001 

1.84 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

0.001 

1.84 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Magariwara 

0819000502383700 

14.262 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.993 

1.99 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.12 

0.003 

0.04 

0.05 







Non-command 

Phyllite & Schist 

0.092 

1.99 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 


Malawa 

0819000502379600 

3.323 

Fresh 

Non-command 

Non-command 

Jalore Granite 

3.323 

3.18 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.29 

0.23 

0.35 

0.012 

0.58 

0.71 


Malpura 

0819000502381200 

9.984 

Fresh 

Non-command 

Non-command 

Jalore Granite 

8.210 

2.14 

0.020 

0.16 

0.01 

0.00 

0.00 

0.00 

0.50 

0.41 

0.59 

0.029 

0.48 

0.59 


Panch Dewal 

0819000502376700 

3.229 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.175 

3.33 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.03 

0.001 

0.03 

0.04 


Poseetara 

0819000502378900 

17.616 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.177 

4.91 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.06 

0.004 

0.05 

0.06 


Rampura 

0819000502379500 

3.375 

Fresh 

Non-command 

Non-command 

Jalore Granite 

2.454 

3.04 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.18 

0.15 

0.16 

0.009 

0.42 

0.52 







Non-command 

Phyllite & Schist 

0.921 

3.04 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.06 

0.003 

0.16 

0.19 


Ranari 

0819000502381600 

3.520 

Fresh 

Non-command 

Non-command 

Jalore Granite 

3.042 

3.88 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.31 

0.25 

0.32 

0.011 

0.50 

0.61 







Non-command 

Phyllite & Schist 

0.478 

3.88 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.05 

0.002 

0.08 

0.10 


Reodar 

0819000502381900 

10.180 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.018 

4.53 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 







Non-command 

Phyllite & Schist 

2.674 

4.53 

0.015 

0.11 

0.00 

0.00 

0.00 

0.00 

0.29 

0.24 

0.27 

0.121 

0.15 

0.19 






Sukli Selwara 

Command 

Phyllite & Schist 

0.021 

4.53 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.001 

0.00 

0.00 


Rohua 

0819000502380000 

45.189 

Fresh 

Non-command 

Non-command 

Jalore Granite 

10.498 

2.62 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.63 

0.48 

0.31 

0.037 

0.13 

0.17 







Non-command 

Younger Alluvium 

0.004 

2.62 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Saran Ka Khera 

0819000502379800 

8.587 

Fresh 

Non-command 

Non-command 

Jalore Granite 

7.586 

3.48 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.61 

0.49 

0.33 

0.026 

0.51 

0.64 


Selwada 

0819000502379200 

13.669 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.046 

4.31 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.13 

0.07 

0.007 

0.09 

0.11 


Varman 

0819000502381300 

8.450 

Fresh 

Non-command 

Non-command 

Jalore Granite 

6.398 

1.75 

0.020 

0.30 

0.01 

0.00 

0.00 

0.00 

0.51 

0.42 

1.18 

0.022 

0.44 

0.54 







Non-command 

Phyllite & Schist 

1.274 

1.75 

0.015 

0.06 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.24 

0.004 

0.09 

0.11 


Vikanwas 

0819000502381700 

4.831 

Fresh 

Non-command 

Non-command 

Jalore Granite 

4.831 

2.66 

0.020 

0.12 

0.02 

0.00 

0.00 

0.00 

0.35 

0.29 

0.46 

0.017 

0.58 

0.71 


Wadka 

0819000502379400 

6.038 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.052 

3.54 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 







Non-command 

Phyllite & Schist 

3.857 

3.54 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.25 

0.21 

0.24 

0.013 

0.37 

0.46 


Wasan 

0819000502381500 

14.019 

Fresh 

Non-command 

Non-command 

Jalore Granite 

7.291 

4.30 

0.020 

0.19 

0.01 

0.00 

0.00 

0.00 

0.81 

0.66 

0.73 

0.025 

0.30 

0.37 







Non-command 

Phyllite & Schist 

3.442 

4.30 

0.015 

0.09 

0.00 

0.00 

0.00 

0.04 

0.27 

0.22 

0.35 

0.012 

0.14 

0.17 






Sukli Selwara 

Command 

Phyllite & Schist 

0.004 

4.30 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 

13001004 

Amlari 

0819000202357100 

18.731 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.005 

4.23 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Amli 

0819000202357600 

14.177 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

14.177 

3.51 

0.015 

0.12 

0.02 

0.00 

0.00 

0.01 

0.84 

0.77 

0.45 

0.030 

0.72 

0.79 


Anadra 

0819000502382300 

15.416 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.188 

5.07 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.01 

0.02 


Asawa 

0819000502377800 

16.625 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.243 

3.87 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.03 

0.004 

0.08 

0.08 







Non-command 

Erinpura Granite 

13.379 

3.87 

0.020 

0.10 

0.01 

0.00 

0.00 

0.01 

1.12 

1.08 

0.34 

0.047 

0.85 

0.88 


Bag 

0819000202357200 

5.840 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.236 

3.83 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.09 

0.003 

0.11 

0.17 


Baida (v) 

0819000202354800 

30.827 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.668 

4.58 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.34 

0.30 

0.05 

0.010 

0.09 

0.10 


Bari Khera 

0819000502378100 

14.385 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

11.141 

4.02 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.92 

0.90 

0.01 

0.039 

0.77 

0.79 


Burari Khera 

0819000502378200 

10.808 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

2.409 

4.10 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.20 

0.02 

0.008 

0.29 

0.30 


Dadrla 

0819000502379100 

4.165 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.940 

4.71 

0.015 

0.07 

0.00 

0.00 

0.00 

0.00 

0.35 

0.29 

0.27 

0.014 

0.61 

0.74 


Dangrali 

0819000502377100 

9.546 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.538 

4.41 

0.015 

0.11 

0.01 

0.00 

0.00 

0.02 

0.71 

0.55 

0.40 

0.033 

0.63 

0.80 


Dhan 

0819000502376900 

8.817 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.205 

4.05 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.02 


Gulab Ganj 

0819000502378700 

10.259 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.463 

3.73 

0.015 

0.21 

0.03 

0.00 

0.00 

0.00 

0.48 

0.47 

0.80 

0.019 

0.69 

0.72 







Non-command 

Erinpura Granite 

0.227 

3.73 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.001 

0.03 

0.03 


Guwari Khera 

0819000202355900 

4.423 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.660 

4.30 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.14 

0.13 

0.16 

0.004 

0.23 

0.24 


Hadmatiya 

0819000502377300 

4.847 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.713 

4.78 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.29 

0.25 

0.11 

0.013 

0.57 

0.68 







Non-command 

Erinpura Granite 

1.134 

4.78 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.10 

0.03 

0.004 

0.17 

0.21 


Hathal 

0819000502379000 

11.666 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.504 

5.14 

0.015 

0.10 

0.00 

0.00 

0.00 

0.13 

0.54 

0.49 

0.37 

0.026 

0.55 

0.62 


Idarla 

0819000502377000 

7.832 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.032 

4.42 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.05 

0.004 

0.07 

0.10 


Karjal 

0819000202357400 

4.929 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.929 

4.10 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.36 

0.29 

0.25 

0.010 

0.67 

0.85 


Krishnganj 

0819000202357700 

27.701 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.897 

4.13 

0.015 

0.09 

0.01 

0.00 

0.00 

0.00 

0.63 

0.63 

0.35 

0.019 

0.21 

0.21 







Non-command 

Erinpura Granite 

4.857 

4.13 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.43 

0.43 

0.16 

0.010 

0.11 

0.11 


Malgaon 

0819000502378800 

7.778 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.485 

4.87 

0.015 

0.12 

0.02 

0.00 

0.00 

0.00 

0.50 

0.47 

0.44 

0.019 

0.79 

0.84 


Nagani 

0819000502377200 

6.766 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.709 

4.70 

0.015 

0.11 

0.01 

0.00 

0.00 

0.01 

0.42 

0.34 

0.40 

0.016 

0.48 

0.59 







Non-command 

Erinpura Granite 

2.056 

4.70 

0.020 

0.05 

0.00 

0.00 

0.00 

0.00 

0.24 

0.20 

0.17 

0.007 

0.21 

0.26 


Padroo Khera 

0819000202356100 

7.767 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.827 

3.55 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.24 

0.20 

0.18 

0.008 

0.32 

0.39 



0819000502378000 

4.319 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

4.319 

3.97 

0.020 

0.06 

0.01 

0.00 

0.00 

0.02 

0.37 

0.36 

0.21 

0.015 

0.99 

1.01 


Pamera 

0819000502377400 

15.293 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.466 

5.42 

0.015 

0.11 

0.02 

0.00 

0.00 

0.00 

0.69 

0.63 

0.42 

0.026 

0.44 

0.49 







Non-command 

Erinpura Granite 

7.379 

5.42 

0.020 

0.11 

0.02 

0.00 

0.00 

0.01 

0.88 

0.79 

0.41 

0.026 

0.44 

0.49 


Pee Thapura S 

0819000502378500 

2.207 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.003 

2.47 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Poseetara 

0819000502378900 

17.616 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

14.894 

4.91 

0.015 

0.21 

0.01 

0.00 

0.00 

0.02 

1.28 

1.11 

0.76 

0.052 

0.64 

0.75 







Non-command 

Erinpura Granite 

1.545 

4.91 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.15 

0.08 

0.005 

0.07 

0.08 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.08 

0.00 

1,314.16 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.020 

1,462.06 

Over Exploited 

Idarla 

0819000502377000 

0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Jeerawal 

0819000502379900 

0.08 

0.55 

########## 

0.66 

0.03 

0.69 

0.03 

0.34 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.774 

0.039 

0.736 

0.754 

102.46 

Over Exploited 

Jolpur 

0819000502379300 

0.08 

0.00 

9,078.22 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.000 

- 

- 

0.000 

0.000 

0.000 

0.010 

11,346.18 

Over Exploited 



0.08 

0.31 

34.51 

0.37 

0.02 

0.39 

0.05 

0.63 

- 

0.0700 

- 

- 

0.014 

0.084 

0.084 

0.470 

0.023 

0.446 

0.618 

138.52 

Over Exploited 

Kareli 

0819000502383600 

0.08 

0.00 

3,590.48 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

13,768.11 

Over Exploited 



0.08 

0.04 

146.07 

0.04 

- 

0.04 

0.03 

0.35 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.054 

0.003 

0.051 

0.235 

457.63 

Over Exploited 

Kesuwa 

0819000502376200 

0.08 

0.00 

169,158.52 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khan 

0819000502381400 

0.08 

0.18 

57.67 

0.22 

0.01 

0.23 

0.05 

0.63 

- 

0.0700 

- 

- 

0.000 

0.070 

0.070 

0.296 

0.015 

0.281 

0.608 

216.41 

Over Exploited 

Kusma 

0819000502381100 

0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.24 

0.00 

628,062.38 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Magariwara 

0819000502383700 

0.08 

0.00 

1,634.60 

0.00 

- 

0.00 

0.00 

0.04 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.121 

920.16 

Over Exploited 



0.08 

0.00 

8,083.11 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

32,214.83 

Over Exploited 

Malawa 

0819000502379600 

0.08 

0.15 

51.77 

0.19 

0.01 

0.20 

0.05 

0.63 

- 

0.0400 

- 

- 

0.005 

0.045 

0.045 

0.243 

0.012 

0.231 

0.358 

154.78 

Over Exploited 

Malpura 

0819000502381200 

0.08 

0.31 

29.16 

0.38 

0.01 

0.39 

0.04 

0.52 

- 

0.0700 

- 

- 

0.000 

0.071 

0.071 

0.458 

0.023 

0.435 

0.615 

141.31 

Over Exploited 

Panch Dewal 

0819000502376700 

0.08 

0.00 

10,096.09 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.030 

10,211.73 

Over Exploited 

Poseetara 

0819000502378900 

0.08 

0.00 

1,759.66 

0.01 

0.00 

0.01 

0.00 

0.05 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.024 

0.001 

0.023 

0.062 

272.84 

Over Exploited 

Rampura 

0819000502379500 

0.08 

0.08 

75.93 

0.10 

0.01 

0.11 

0.04 

0.46 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.130 

0.007 

0.124 

0.172 

138.45 

Over Exploited 



0.08 

0.01 

332.38 

0.01 

- 

0.01 

0.01 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.024 

0.001 

0.023 

0.061 

268.31 

Over Exploited 

Ranari 

0819000502381600 

0.08 

0.12 

104.29 

0.15 

0.01 

0.16 

0.04 

0.54 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.198 

0.010 

0.188 

0.335 

177.90 

Over Exploited 



0.08 

0.00 

902.64 

0.00 

0.00 

0.00 

0.01 

0.09 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.016 

0.001 

0.015 

0.050 

331.57 

Over Exploited 

Reodar 

0819000502381900 

0.08 

0.00 

90,036.13 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.08 

0.03 

622.44 

0.04 

0.00 

0.04 

0.01 

0.16 

- 

0.0300 

- 

- 

0.005 

0.035 

0.035 

0.077 

0.004 

0.073 

0.387 

527.29 

Over Exploited 



0.08 

0.00 

54,508.58 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Rohua 

0819000502380000 

0.08 

0.11 

333.41 

0.13 

0.01 

0.14 

0.01 

0.14 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.172 

0.009 

0.164 

0.342 

208.61 

Over Exploited 



0.24 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Saran Ka Khera 

0819000502379800 

0.08 

0.29 

734,141.26 

0.35 

0.01 

0.36 

0.04 

0.55 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.404 

0.020 

0.383 

0.353 

92.19 

Critical 

Selwada 

0819000502379200 

0.08 

0.02 

727.42 

0.02 

- 

0.02 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.028 

0.001 

0.027 

0.074 

275.72 

Over Exploited 

Varman 

0819000502381300 

0.08 

0.23 

85.25 

0.27 

0.01 

0.28 

0.04 

0.48 

- 

0.0400 

- 

- 

0.000 

0.040 

0.040 

0.322 

0.016 

0.305 

1.203 

393.98 

Over Exploited 



0.08 

0.01 

749.74 

0.01 

- 

0.01 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.021 

0.001 

0.020 

0.244 

1,240.24 

Over Exploited 

Vikanwas 

0819000502381700 

0.08 

0.22 

28.69 

0.27 

0.02 

0.29 

0.05 

0.63 

- 

0.0500 

- 

- 

0.005 

0.056 

0.056 

0.348 

0.017 

0.330 

0.478 

144.62 

Over Exploited 

Wadka 

0819000502379400 

0.08 

0.00 

14,412.28 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.11 

81.43 

0.14 

0.01 

0.15 

0.03 

0.40 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.178 

0.009 

0.169 

0.253 

150.24 

Over Exploited 

Wasan 

0819000502381500 

0.08 

0.18 

273.20 

0.21 

0.01 

0.22 

0.03 

0.33 

- 

0.0800 

- 

- 

0.002 

0.082 

0.082 

0.304 

0.015 

0.289 

0.759 

262.76 

Over Exploited 



0.08 

0.04 

459.35 

0.05 

0.04 

0.09 

0.01 

0.15 

- 

0.0400 

- 

- 

0.064 

0.104 

0.104 

0.194 

0.010 

0.184 

0.360 

195.14 

Over Exploited 



0.08 

0.00 

463,416.05 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Amlari 

0819000202357100 

0.15 

0.00 

183,263.86 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Amli 

0819000202357600 

0.15 

1.52 

(49.82) 

1.22 

0.03 

1.25 

0.05 

0.77 

- 

0.0500 

- 

- 

0.008 

0.058 

0.058 

1.304 

0.065 

1.238 

0.480 

38.77 

Safe 

Anadra 

0819000502382300 

0.08 

0.00 

5,983.66 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.020 

7,712.39 

Over Exploited 

Asawa 

0819000502377800 

0.08 

0.01 

908.22 

0.01 

0.00 

0.01 

0.00 

0.08 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.011 

0.001 

0.010 

0.033 

328.60 

Over Exploited 



0.10 

1.13 

(4.75) 

1.08 

0.02 

1.10 

0.04 

0.88 

- 

0.0400 

- 

- 

0.013 

0.053 

0.053 

1.148 

0.057 

1.091 

0.383 

35.08 

Safe 

Bag 

0819000202357200 

0.15 

0.02 

185.45 

0.03 

0.00 

0.03 

0.01 

0.12 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.035 

0.002 

0.034 

0.093 

274.93 

Over Exploited 

Baida (v) 

0819000202354800 

0.15 

0.06 

386.76 

0.07 

0.00 

0.08 

0.01 

0.10 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.089 

0.004 

0.084 

0.064 

75.89 

Semi Critical 

Bari Khera 

0819000502378100 

0.10 

0.85 

355,521.30 

0.89 

- 

0.89 

0.04 

0.81 

- 

- 

- 

- 

- 

- 

- 

0.893 

0.045 

0.849 

0.049 

5.76 

Safe 

Burari Khera 

0819000502378200 

0.10 

0.07 

33,861.52 

0.08 

- 

0.08 

0.01 

0.30 

- 

- 

- 

- 

- 

- 

- 

0.084 

0.004 

0.079 

0.027 

34.53 

Safe 

Dadrla 

0819000502379100 

0.08 

0.19 

49.16 

0.23 

0.00 

0.23 

0.05 

0.66 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.267 

0.013 

0.254 

0.283 

111.47 

Over Exploited 

Dangrali 

0819000502377100 

0.08 

0.48 

16.09 

0.55 

0.03 

0.59 

0.05 

0.68 

- 

0.0500 

- 

- 

0.033 

0.083 

0.083 

0.669 

0.033 

0.635 

0.436 

68.66 

Safe 

Dhan 

0819000502376900 

0.08 

0.00 

4,226.12 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

4,149.83 

Over Exploited 

Gulab Ganj 

0819000502378700 

0.08 

0.30 

54.20 

0.36 

0.03 

0.39 

0.02 

0.72 

- 

0.0900 

- 

- 

0.004 

0.094 

0.094 

0.489 

0.024 

0.464 

0.816 

175.78 

Over Exploited 



0.10 

0.00 

3,863.70 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.030 

2,851.36 

Over Exploited 

Guwari Khera 

0819000202355900 

0.15 

0.06 

130.60 

0.07 

0.01 

0.08 

0.02 

0.25 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.100 

0.005 

0.095 

0.166 

174.33 

Over Exploited 

Hadmatiya 

0819000502377300 

0.08 

0.17 

46.23 

0.20 

0.00 

0.20 

0.04 

0.61 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.218 

0.011 

0.207 

0.119 

57.46 

Safe 



0.10 

0.02 

402.91 

0.02 

0.00 

0.02 

0.01 

0.19 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.025 

0.001 

0.024 

0.033 

139.14 

Over Exploited 

Hathal 

0819000502379000 

0.08 

0.33 

46.28 

0.40 

0.13 

0.53 

0.03 

0.59 

- 

0.0400 

- 

- 

0.202 

0.242 

0.242 

0.775 

0.039 

0.737 

0.400 

54.32 

Safe 

Idarla 

0819000502377000 

0.08 

0.01 

804.35 

0.01 

0.00 

0.01 

0.01 

0.08 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.018 

0.001 

0.017 

0.052 

296.32 

Over Exploited 

Karjal 

0819000202357400 

0.15 

0.50 

(42.30) 

0.40 

0.01 

0.41 

0.05 

0.72 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.442 

0.022 

0.420 

0.262 

62.52 

Safe 

Krishnganj 

0819000202357700 

0.15 

0.28 

125.53 

0.33 

0.01 

0.34 

0.02 

0.22 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.384 

0.019 

0.365 

0.365 

99.92 

Critical 



0.15 

0.08 

########## 

0.09 

0.01 

0.10 

0.01 

0.12 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.124 

0.006 

0.118 

0.166 

141.10 

Over Exploited 

Malgaon 

0819000502378800 

0.08 

0.35 

35.55 

0.41 

0.02 

0.44 

0.03 

0.82 

- 

0.0500 

- 

- 

0.003 

0.053 

0.053 

0.490 

0.025 

0.466 

0.456 

97.93 

Critical 

Nagani 

0819000502377200 

0.08 

0.18 

90.61 

0.22 

0.02 

0.24 

0.03 

0.51 

- 

0.0200 

- 

- 

0.014 

0.034 

0.034 

0.269 

0.013 

0.256 

0.419 

163.86 

Over Exploited 



0.10 

0.04 

353.21 

0.05 

0.00 

0.06 

0.02 

0.22 

- 

0.0100 

- 

- 

0.005 

0.016 

0.016 

0.071 

0.004 

0.067 

0.180 

267.86 

Over Exploited 

Padroo Khera 

0819000202356100 

0.15 

0.18 

6.98 

0.20 

0.01 

0.21 

0.02 

0.35 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.232 

0.012 

0.220 

0.188 

85.41 

Semi Critical 


0819000502378000 

0.10 

0.43 

(15.08) 

0.36 

0.03 

0.39 

0.05 

1.03 

- 

0.0200 

- 

- 

0.033 

0.053 

0.053 

0.447 

0.022 

0.424 

0.226 

53.28 

Safe 

Pamera 

0819000502377400 

0.08 

0.27 

135.33 

0.32 

0.02 

0.34 

0.02 

0.47 

- 

0.0500 

- 

- 

0.004 

0.054 

0.054 

0.395 

0.020 

0.376 

0.448 

119.28 

Over Exploited 



0.10 

0.32 

144.50 

0.39 

0.03 

0.42 

0.02 

0.46 

- 

0.0500 

- 

- 

0.013 

0.064 

0.064 

0.482 

0.024 

0.458 

0.439 

95.85 

Critical 

Pee Thapura S 

0819000502378500 

0.10 

0.00 

30,296.83 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Poseetara 

0819000502378900 

0.08 

0.77 

43.83 

0.92 

0.03 

0.95 

0.04 

0.69 

- 

0.0900 

- 

- 

0.025 

0.115 

0.115 

1.063 

0.053 

1.010 

0.810 

80.18 

Semi Critical 



0.10 

0.01 

1,334.64 

0.01 

- 

0.01 

0.00 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.022 

0.001 

0.021 

0.082 

387.22 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Ranela 

081900020235750C 

2.783 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.783 

3.80 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.19 

0.16 

0.16 

0.006 

0.73 

0.86 


Sanpur 

0819000202357300 

18.672 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.195 

3.37 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.01 

0.01 







Non-command 

Phyllite & Schist 

8.316 

3.37 

0.015 

0.18 

0.03 

0.00 

0.00 

0.00 

0.57 

0.40 

0.68 

0.018 

0.26 

0.36 


Sanwara 

0819000502377700 

19.644 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

11.845 

2.97 

0.015 

0.06 

0.01 

0.00 

0.00 

0.01 

0.57 

0.53 

0.20 

0.041 

0.55 

0.59 







Non-command 

Erinpura Granite 

7.660 

2.97 

0.020 

0.04 

0.00 

0.00 

0.00 

0.01 

0.49 

0.46 

0.13 

0.027 

0.36 

0.38 


Selwada 

0819000502379200 

13.669 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.242 

4.31 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.14 

0.08 

0.008 

0.10 

0.12 


Shergaon 

0819000402367900 

44.535 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

1.169 

4.24 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.00 

0.003 

0.02 

0.02 


Singarli Khera 

0819000502378400 

5.201 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.148 

4.25 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.04 

0.04 


Sirodi 

0819000502378600 

7.197 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.921 

5.47 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.29 

0.27 

0.23 

0.010 

0.42 

0.45 







Non-command 

Erinpura Granite 

3.763 

5.47 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.48 

0.45 

0.30 

0.013 

0.54 

0.58 


Siya Kara 

0819000202356200 

7.925 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.123 

3.30 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.02 

0.000 

0.01 

0.01 


Telpi Khera 

0819000202357800 

15.311 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

1.872 

4.05 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.17 

0.05 

0.004 

0.07 

0.07 


Titmiya Khera 

0819000502377600 

0.577 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.113 

4.11 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.18 

0.20 







Non-command 

Erinpura Granite 

0.464 

4.11 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.00 

0.002 

0.74 

0.81 


Udwaria 

0819000502377900 

3.817 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

3.817 

4.05 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.33 

0.32 

0.10 

0.013 

1.00 

1.03 


Unta Khera 

0819000202356000 

2.656 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.555 

4.27 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.07 

0.003 

0.36 

0.39 


Utraj 

0819000402368100 

19.687 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.199 

5.04 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.01 

0.01 


Vahan 

0819000502377500 

1.135 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

1.135 

4.98 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.07 

0.004 

0.94 

1.03 

13001005 

Anadra 

0819000502382300 

15.416 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

13.151 

5.07 

0.015 

0.29 

0.04 

0.00 

0.00 

0.01 

1.24 

1.19 

1.09 

0.046 

1.04 

1.09 







Non-command 

Erinpura Granite 

1.615 

5.07 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.19 

0.18 

0.13 

0.006 

0.13 

0.13 






Sukli Selwara 

Command 

Phyllite & Schist 

0.462 

5.07 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.04 

0.002 

0.04 

0.04 


Block No. 3 

0819000402368500 

50.624 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

4.805 

4.75 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

0.44 

0.00 

0.013 

0.13 

0.13 


Burari Khera 

0819000502378200 

10.808 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.110 

4.10 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Chhapol 

0819000502382100 

6.971 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.405 

4.22 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.001 

0.04 

0.04 






Sukli Selwara 

Command 

Phyllite & Schist 

4.615 

4.22 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.34 

0.28 

0.23 

0.016 

0.41 

0.50 


Dabani 

0819000502382700 

5.126 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.229 

7.23 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.14 

0.12 

0.004 

0.19 

0.21 






Sukli Selwara 

Command 

Phyllite & Schist 

2.069 

7.23 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.26 

0.23 

0.18 

0.007 

0.31 

0.36 


Dadrla 

0819000502379100 

4.165 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.102 

4.71 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.02 

0.02 


Dak 

0819000502382500 

8.700 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.953 

6.05 

0.015 

0.11 

0.02 

0.00 

0.00 

0.00 

0.45 

0.43 

0.41 

0.014 

0.53 

0.56 







Non-command 

Erinpura Granite 

1.850 

6.05 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.26 

0.25 

0.19 

0.006 

0.25 

0.26 


Dhandhpura (dhanpur) 

0819000502382200 

4.679 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.082 

6.65 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 






Sukli Selwara 

Command 

Phyllite & Schist 

4.596 

6.65 

0.015 

0.13 

0.02 

0.00 

0.00 

0.00 

0.56 

0.49 

0.50 

0.016 

0.72 

0.83 


Gulab Ganj 

0819000502378700 

10.259 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.559 

3.73 

0.015 

0.06 

0.01 

0.00 

0.00 

0.00 

0.14 

0.13 

0.22 

0.005 

0.20 

0.20 


Hadmatiya 

0819000502382400 

12.030 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.690 

4.62 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.22 

0.21 

0.13 

0.009 

0.32 

0.33 







Non-command 

Erinpura Granite 

9.283 

4.62 

0.020 

0.12 

0.02 

0.00 

0.00 

0.00 

0.96 

0.93 

0.45 

0.032 

1.09 

1.12 


Hathal 

0819000502379000 

11.666 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.916 

5.14 

0.015 

0.03 

0.00 

0.00 

0.00 

0.01 

0.17 

0.15 

0.10 

0.007 

0.14 

0.16 






Sukli Selwara 

Command 

Phyllite & Schist 

2.246 

5.14 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.20 

0.18 

0.12 

0.008 

0.17 

0.19 


Jolpur 

0819000502379300 

6.647 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.011 

3.70 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Loonol 

0819000502382900 

7.122 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.127 

3.98 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.01 

0.01 






Sukli Selwara 

Command 

Phyllite & Schist 

0.148 

3.98 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.01 

0.02 


Malgaon 

0819000502378800 

7.778 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.194 

4.87 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.03 

0.03 


Mount Abu (M) 

0819000441904000 

18.343 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.969 

4.07 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.15 

0.15 

0.00 

0.221 

0.08 

0.08 


Selwada 

0819000502379200 

13.669 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.755 

4.31 

0.015 

0.07 

0.00 

0.00 

0.00 

0.00 

0.51 

0.42 

0.23 

0.024 

0.31 

0.37 






Sukli Selwara 

Command 

Phyllite & Schist 

2.302 

4.31 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.14 

0.08 

0.008 

0.10 

0.13 


Serwa 

0819000502382000 

4.784 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.034 

3.86 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






Sukli Selwara 

Command 

Phyllite & Schist 

1.691 

3.86 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.10 

0.12 

0.006 

0.21 

0.25 


Singarli Khera 

0819000502378400 

5.201 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.032 

4.25 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.03 

0.004 

0.28 

0.29 







Non-command 

Erinpura Granite 

3.687 

4.25 

0.020 

0.03 

0.00 

0.00 

0.00 

0.02 

0.33 

0.32 

0.10 

0.013 

1.01 

1.03 


Tokra 

0819000502378300 

13.337 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.063 

3.71 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 







Non-command 

Erinpura Granite 

2.815 

3.71 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.23 

0.22 

0.06 

0.010 

0.29 

0.29 


Wadka 

0819000502379400 

6.038 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.179 

3.54 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.02 






Sukli Selwara 

Command 

Phyllite & Schist 

0.042 

3.54 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 

13001006 

Asao 

0819000502383100 

2.490 

Fresh 

Sukli Selwara 

Command 

Phyllite & Schist 

2.490 

5.52 

0.015 

0.06 

0.00 

0.00 

0.00 

0.00 

0.26 

0.22 

0.22 

0.009 

0.58 

0.71 


Awada 

0819000502383500 

4.841 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.883 

3.80 

0.015 

0.05 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.18 

0.003 

0.11 

0.13 


Bahadurpura 

0819000402370500 

2.240 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.122 

4.55 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.05 

0.06 



0819000502386500 

2.203 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

2.170 

5.30 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.27 

0.24 

0.17 

0.008 

0.85 

0.95 


Bijwa Khera 

0819000502385800 

1.066 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.015 

5.56 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






Sukli Selwara 

Command 

Phyllite & Schist 

0.002 

5.56 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Block No. 3 

0819000402368500 

50.624 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

5.307 

4.75 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.50 

0.49 

0.00 

0.014 

0.14 

0.15 


Chhapol 

0819000502382100 

6.971 

Fresh 

Sukli Selwara 

Command 

Phyllite & Schist 

1.951 

4.22 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.13 

0.10 

0.007 

0.17 

0.21 


Chotila 

0819000402370800 

4.322 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.618 

4.48 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.02 

0.002 

0.12 

0.13 


Dabani 

0819000502382700 

5.126 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.970 

7.23 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.09 

0.003 

0.15 

0.17 






Sukli Selwara 

Command 

Phyllite & Schist 

0.858 

7.23 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.08 

0.003 

0.13 

0.15 


Dak 

0819000502382500 

8.700 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.074 

6.05 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.12 

0.004 

0.14 

0.15 







Non-command 

Erinpura Granite 

1.818 

6.05 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.26 

0.25 

0.19 

0.006 

0.24 

0.26 


Datani 

0819000502386900 

7.865 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.289 

4.72 

0.015 

0.10 

0.01 

0.00 

0.00 

0.00 

0.39 

0.34 

0.37 

0.015 

0.38 

0.45 







Non-command 

Erinpura Granite 

1.448 

4.72 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.17 

0.14 

0.13 

0.005 

0.13 

0.15 


Dhanera 

0819000502382600 

6.919 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.230 

5.40 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.08 

0.004 

0.20 

0.22 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Ranela 

0819000202357500 

0.15 

0.30 

(47.59) 

0.24 

0.01 

0.25 

0.05 

0.78 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.277 

0.014 

0.263 

0.168 

63.75 

Safe 

Sanpur 

0819000202357300 

0.15 

0.00 

5,199.10 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.016 

8,203.71 

Over Exploited 



0.15 

0.32 

25.13 

0.38 

0.03 

0.42 

0.02 

0.28 

- 

0.0800 

- 

- 

0.004 

0.084 

0.084 

0.502 

0.025 

0.477 

0.702 

147.05 

Over Exploited 

Sanwara 

0819000502377700 

0.08 

0.52 

0.80 

0.53 

0.02 

0.55 

0.03 

0.58 

- 

0.0200 

- 

- 

0.015 

0.035 

0.035 

0.585 

0.029 

0.555 

0.243 

43.80 

Safe 



0.10 

0.27 

65.99 

0.33 

0.01 

0.34 

0.02 

0.38 

- 

0.0100 

- 

- 

0.010 

0.020 

0.020 

0.356 

0.018 

0.338 

0.152 

44.90 

Safe 

Selwada 

0819000502379200 

0.08 

0.02 

646.67 

0.02 

- 

0.02 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.032 

0.002 

0.030 

0.085 

279.14 

Over Exploited 

Shergaon 

0819000402367900 

0.14 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.003 

262.40 

Over Exploited 

Singarli Khera 

0819000502378400 

0.08 

0.00 

1,819.56 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

- 

Safe 

Sirodi 

0819000502378600 

0.08 

0.10 

173.87 

0.12 

0.01 

0.13 

0.02 

0.44 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.161 

0.008 

0.153 

0.240 

157.06 

Over Exploited 



0.10 

0.20 

118.37 

0.24 

0.01 

0.26 

0.02 

0.57 

- 

0.0300 

- 

- 

0.007 

0.037 

0.037 

0.297 

0.015 

0.282 

0.311 

110.41 

Over Exploited 

Siya Kara 

0819000202356200 

0.15 

0.00 

2,607.83 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.018 

9,429.54 

Over Exploited 

Telpi Khera 

0819000202357800 

0.15 

0.02 

########## 

0.02 

- 

0.02 

0.01 

0.08 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.033 

0.002 

0.031 

0.051 

163.15 

Over Exploited 

Titmiya Khera 

0819000502377600 

0.08 

0.00 

288.32 

0.00 

- 

0.00 

0.01 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.000 

21.06 

Safe 



0.10 

0.03 

1.69 

0.04 

- 

0.04 

0.04 

0.78 

- 

- 

- 

- 

- 

- 

- 

0.035 

0.002 

0.033 

0.002 

4.86 

Safe 

Udwaria 

0819000502377900 

0.10 

0.38 

(15.17) 

0.32 

0.00 

0.33 

0.05 

1.05 

- 

0.0100 

- 

- 

0.007 

0.017 

0.017 

0.346 

0.017 

0.329 

0.109 

33.25 

Safe 

Unta Khera 

0819000202356000 

0.15 

0.09 

31.48 

0.10 

- 

0.10 

0.03 

0.39 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.112 

0.006 

0.106 

0.075 

70.75 

Semi Critical 

Utraj 

0819000402368100 

0.14 

0.00 

31,936.87 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Vahan 

0819000502377500 

0.10 

0.11 

13.54 

0.12 

0.00 

0.12 

0.05 

0.98 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.133 

0.007 

0.126 

0.071 

56.36 

Safe 

Anadra 

0819000502382300 

0.08 

1.10 

8.08 

1.19 

0.05 

1.23 

0.04 

1.08 

- 

0.1200 

- 

- 

0.012 

0.132 

0.132 

1.366 

0.068 

1.298 

1.131 

87.14 

Semi Critical 



0.10 

0.02 

777.86 

0.02 

0.01 

0.04 

0.00 

0.13 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.064 

0.003 

0.061 

0.140 

230.23 

Over Exploited 



0.08 

0.00 

3,026.95 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.004 

0.000 

0.003 

0.040 

1,155.17 

Over Exploited 

Block No. 3 

0819000402368500 

0.14 

0.07 

########## 

0.08 

- 

0.08 

0.00 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.081 

0.004 

0.077 

0.013 

16.93 

Safe 

Burari Khera 

0819000502378200 

0.10 

0.00 

5,910.59 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chhapol 

0819000502382100 

0.08 

0.00 

2,418.60 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.020 

1,523.51 

Over Exploited 



0.08 

0.15 

84.47 

0.18 

0.01 

0.20 

0.03 

0.45 

- 

0.0300 

- 

- 

0.005 

0.035 

0.035 

0.232 

0.012 

0.220 

0.246 

111.62 

Over Exploited 

Dabani 

0819000502382700 

0.08 

0.02 

668.20 

0.02 

0.00 

0.03 

0.01 

0.20 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.040 

0.002 

0.038 

0.119 

317.04 

Over Exploited 



0.08 

0.05 

344.87 

0.06 

0.01 

0.07 

0.02 

0.33 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.096 

0.005 

0.091 

0.189 

207.82 

Over Exploited 

Dadrla 

0819000502379100 

0.08 

0.00 

4,499.18 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

6,963.86 

Over Exploited 

Dak 

0819000502382500 

0.08 

0.17 

154.10 

0.20 

0.02 

0.22 

0.02 

0.55 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.271 

0.014 

0.257 

0.427 

165.86 

Over Exploited 



0.10 

0.05 

445.45 

0.06 

0.01 

0.07 

0.01 

0.26 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.085 

0.004 

0.081 

0.198 

245.76 

Over Exploited 

Dhandhpura (dhanpur) 

0819000502382200 

0.08 

0.00 

8,263.35 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

10,630.03 

Over Exploited 



0.08 

0.26 

85.00 

0.32 

0.02 

0.34 

0.05 

0.76 

- 

0.0600 

- 

- 

0.006 

0.066 

0.066 

0.406 

0.020 

0.386 

0.515 

133.46 

Over Exploited 

Gulab Ganj 

0819000502378700 

0.08 

0.02 

437.88 

0.03 

0.01 

0.04 

0.01 

0.20 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.069 

0.003 

0.066 

0.228 

346.02 

Over Exploited 

Hadmatiya 

0819000502382400 

0.08 

0.07 

209.12 

0.08 

0.01 

0.09 

0.01 

0.33 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.112 

0.006 

0.106 

0.143 

134.96 

Over Exploited 



0.10 

1.02 

(8.14) 

0.93 

0.02 

0.95 

0.04 

1.13 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

1.003 

0.050 

0.953 

0.483 

50.74 

Safe 

Hathal 

0819000502379000 

0.08 

0.02 

597.92 

0.03 

0.01 

0.03 

0.01 

0.15 

- 

0.0100 

- 

- 

0.013 

0.023 

0.023 

0.057 

0.003 

0.054 

0.103 

188.46 

Over Exploited 



0.08 

0.03 

500.87 

0.04 

0.00 

0.04 

0.01 

0.18 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.053 

0.003 

0.050 

0.123 

243.43 

Over Exploited 

Jolpur 

0819000502379300 

0.08 

0.00 

59,284.75 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Loonol 

0819000502382900 

0.08 

0.00 

5,691.12 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.019 

15,929.18 

Over Exploited 



0.08 

0.00 

4,813.04 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.020 

11,681.89 

Over Exploited 

Malgaon 

0819000502378800 

0.08 

0.00 

2,987.13 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.000 

0.020 

4,006.07 

Over Exploited 

Mount Abu (M) 

0819000441904000 

0.14 

0.01 

433,000.10 

0.01 

- 

0.01 

0.00 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.001 

0.010 

0.221 

2,234.25 

Over Exploited 

Selwada 

0819000502379200 

0.08 

0.17 

152.69 

0.20 

- 

0.20 

0.02 

0.33 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.230 

0.011 

0.218 

0.254 

116.28 

Over Exploited 



0.08 

0.02 

625.18 

0.02 

- 

0.02 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.033 

0.002 

0.032 

0.085 

269.86 

Over Exploited 

Serwa 

0819000502382000 

0.08 

0.00 

14,545.23 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.03 

269.74 

0.03 

0.00 

0.04 

0.02 

0.22 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.048 

0.002 

0.046 

0.121 

263.19 

Over Exploited 

Singarli Khera 

0819000502378400 

0.08 

0.02 

216.10 

0.03 

0.00 

0.03 

0.01 

0.29 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.039 

0.002 

0.037 

0.033 

87.93 

Semi Critical 



0.10 

0.37 

(14.11) 

0.32 

0.02 

0.34 

0.03 

1.04 

- 

0.0200 

- 

- 

0.025 

0.045 

0.045 

0.380 

0.019 

0.361 

0.109 

30.14 

Safe 

Tokra 

0819000502378300 

0.08 

0.00 

10,498.62 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.08 

176.75 

0.10 

- 

0.10 

0.01 

0.30 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.106 

0.005 

0.101 

0.068 

67.05 

Safe 

Wadka 

0819000502379400 

0.08 

0.00 

3,062.70 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

3,778.70 

Over Exploited 



0.08 

0.00 

13,404.30 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Asao 

0819000502383100 

0.08 

0.12 

86.57 

0.14 

0.00 

0.14 

0.05 

0.63 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.164 

0.008 

0.156 

0.230 

147.53 

Over Exploited 

Awada 

0819000502383500 

0.08 

0.01 

990.98 

0.01 

0.00 

0.01 

0.01 

0.11 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.029 

0.001 

0.028 

0.185 

664.12 

Over Exploited 

Bahadurpura 

0819000402370500 

0.14 

0.00 

988.11 

0.00 

0.00 

0.00 

0.00 

0.06 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.007 

397.91 

Over Exploited 


0819000502386500 

0.10 

0.19 

30.31 

0.22 

0.01 

0.23 

0.05 

0.90 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.257 

0.013 

0.244 

0.181 

73.95 

Semi Critical 

Bijwa Khera 

0819000502385800 

0.08 

0.00 

10,621.97 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

97,619.62 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Block No. 3 

0819000402368500 

0.14 

0.09 

########## 

0.11 

- 

0.11 

0.00 

0.15 

- 

- 

- 

- 

- 

- 

- 

0.110 

0.005 

0.104 

0.014 

13.88 

Safe 

Chhapol 

0819000502382100 

0.08 

0.03 

360.72 

0.03 

0.00 

0.03 

0.01 

0.19 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.048 

0.002 

0.046 

0.103 

224.15 

Over Exploited 

Chotila 

0819000402370800 

0.14 

0.01 

472.01 

0.01 

- 

0.01 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.012 

0.001 

0.012 

0.024 

202.11 

Over Exploited 

Dabani 

0819000502382700 

0.08 

0.01 

848.48 

0.01 

0.00 

0.02 

0.01 

0.16 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.029 

0.001 

0.027 

0.089 

326.54 

Over Exploited 



0.08 

0.01 

1,011.31 

0.01 

- 

0.01 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.021 

0.001 

0.020 

0.080 

406.77 

Over Exploited 

Dak 

0819000502382500 

0.08 

0.01 

877.65 

0.01 

- 

0.01 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.025 

0.001 

0.024 

0.119 

503.46 

Over Exploited 



0.10 

0.04 

456.51 

0.05 

0.01 

0.06 

0.01 

0.25 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.083 

0.004 

0.079 

0.198 

251.15 

Over Exploited 

Datani 

0819000502386900 

0.08 

0.13 

157.45 

0.16 

0.01 

0.17 

0.03 

0.41 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.207 

0.010 

0.197 

0.387 

196.34 

Over Exploited 



0.10 

0.02 

664.85 

0.02 

- 

0.02 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.032 

0.002 

0.031 

0.132 

428.34 

Over Exploited 

Dhanera 

0819000502382600 

0.08 

0.02 

464.82 

0.02 

- 

0.02 

0.01 

0.21 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.034 

0.002 

0.032 

0.081 

251.61 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 







Non-command 

Erinpura Granite 

5.642 

5.40 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.69 

0.65 

0.34 

0.020 

0.93 

0.99 


Dhawli 

0819000502386400 

10.813 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.599 

3.97 

0.015 

0.12 

0.02 

0.00 

0.00 

0.04 

0.27 

0.24 

0.45 

0.013 

0.27 

0.31 







Non-command 

Erinpura Granite 

6.831 

3.97 

0.020 

0.22 

0.03 

0.00 

0.00 

0.01 

0.72 

0.64 

0.85 

0.024 

0.52 

0.59 






Sukli Selwara 

Command 

Phyllite & Schist 

0.383 

3.97 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.05 

0.001 

0.03 

0.03 


Didmana Khera 

0819000502385700 

4.973 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.276 

4.43 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.001 

0.03 

0.04 


Dolpura 

0819000502386200 

5.224 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.775 

3.04 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.08 

0.003 

0.09 

0.11 






Sukli Selwara 

Command 

Phyllite & Schist 

4.449 

3.04 

0.015 

0.12 

0.01 

0.00 

0.00 

0.00 

0.31 

0.26 

0.44 

0.016 

0.53 

0.63 


Forest Chotila 

0819000402370700 

4.926 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.003 

3.66 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Karjiya 

0819000502386800 

5.358 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

4.96 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Erinpura Granite 

2.727 

4.96 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.30 

0.26 

0.13 

0.010 

0.39 

0.45 


KAROTI 

0819000502386100 

2.397 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.234 

4.91 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.001 

0.06 

0.07 






Sukli Selwara 

Command 

Phyllite & Schist 

2.164 

4.91 

0.015 

0.08 

0.00 

0.00 

0.00 

0.00 

0.24 

0.20 

0.32 

0.008 

0.53 

0.65 


Leelora 

0819000502386300 

5.322 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.037 

3.82 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.12 

0.004 

0.13 

0.16 







Non-command 

Erinpura Granite 

0.291 

3.82 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.001 

0.04 

0.04 






Sukli Selwara 

Command 

Phyllite & Schist 

3.954 

3.82 

0.015 

0.11 

0.01 

0.00 

0.00 

0.00 

0.33 

0.28 

0.43 

0.014 

0.51 

0.60 


Loonol 

0819000502382900 

7.122 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.666 

3.98 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.09 

0.002 

0.06 

0.07 






Sukli Selwara 

Command 

Phyllite & Schist 

6.181 

3.98 

0.015 

0.20 

0.03 

0.00 

0.00 

0.00 

0.54 

0.44 

0.77 

0.022 

0.52 

0.63 


Marol 

0819000502385900 

7.999 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.779 

5.88 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.07 

0.003 

0.06 

0.07 






Sukli Selwara 

Command 

Phyllite & Schist 

4.079 

5.88 

0.015 

0.10 

0.00 

0.00 

0.00 

0.00 

0.46 

0.37 

0.37 

0.014 

0.30 

0.36 


Meetan 

0819000502383300 

3.851 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.319 

5.87 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.16 

0.13 

0.15 

0.005 

0.20 

0.24 






Sukli Selwara 

Command 

Phyllite & Schist 

2.532 

5.87 

0.015 

0.08 

0.00 

0.00 

0.00 

0.01 

0.30 

0.24 

0.31 

0.009 

0.38 

0.47 


Mooliya Khera 

0819000502386700 

9.216 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

5.621 

4.84 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.56 

0.51 

0.04 

0.020 

0.52 

0.58 


Nimbora 

0819000502386000 

7.139 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.463 

5.39 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.04 

0.002 

0.04 

0.05 






Sukli Selwara 

Command 

Phyllite & Schist 

6.676 

5.39 

0.015 

0.13 

0.01 

0.00 

0.00 

0.01 

0.65 

0.53 

0.49 

0.023 

0.55 

0.67 


Palri Khera 

0819000502386600 

3.210 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.164 

5.27 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.10 

0.004 

0.29 

0.32 







Non-command 

Erinpura Granite 

2.046 

5.27 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.25 

0.22 

0.17 

0.007 

0.50 

0.57 


Peepaliya 

0819000502387200 

3.001 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.892 

3.49 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.03 

0.007 

0.41 

0.48 






Sukli Selwara 

Command 

Phyllite & Schist 

0.081 

3.49 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Perwa 

0819000502383000 

2.394 

Fresh 

Sukli Selwara 

Command 

Phyllite & Schist 

2.394 

5.07 

0.015 

0.07 

0.00 

0.00 

0.00 

0.00 

0.25 

0.20 

0.28 

0.008 

0.58 

0.71 


Rajgarh 

0819000502383200 

3.161 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.204 

5.74 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.02 

0.001 

0.04 

0.05 






Sukli Selwara 

Command 

Phyllite & Schist 

2.957 

5.74 

0.015 

0.07 

0.00 

0.00 

0.00 

0.00 

0.32 

0.26 

0.27 

0.010 

0.54 

0.66 


Rampura Khera 

0819000502387300 

2.994 

Fresh 

Sukli Selwara 

Command 

Phyllite & Schist 

0.893 

4.62 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.07 

0.10 

0.003 

0.18 

0.22 


Reodar 

0819000502381900 

10.180 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.126 

4.53 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.11 

0.051 

0.06 

0.08 






Sukli Selwara 

Command 

Phyllite & Schist 

5.737 

4.53 

0.015 

0.23 

0.01 

0.00 

0.00 

0.00 

0.61 

0.50 

0.56 

0.259 

0.33 

0.40 


Serwa 

0819000502382000 

4.784 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.330 

3.86 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.001 

0.04 

0.05 






Sukli Selwara 

Command 

Phyllite & Schist 

2.729 

3.86 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.20 

0.16 

0.18 

0.010 

0.33 

0.41 


Thai 

0819000502382800 

6.721 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.132 

4.75 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.21 

0.19 

0.27 

0.007 

0.28 

0.31 







Non-command 

Erinpura Granite 

3.790 

4.75 

0.020 

0.13 

0.02 

0.00 

0.00 

0.00 

0.47 

0.42 

0.49 

0.013 

0.50 

0.56 






Sukli Selwara 

Command 

Phyllite & Schist 

0.749 

4.75 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.10 

0.003 

0.10 

0.11 


Vanti 

0819000502383400 

1.822 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.430 

5.79 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.15 

0.13 

0.10 

0.005 

0.46 

0.56 






Sukli Selwara 

Command 

Phyllite & Schist 

0.391 

5.79 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.03 

0.001 

0.12 

0.15 


Wadka 

0819000502379400 

6.038 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.753 

3.54 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.10 

0.11 

0.006 

0.17 

0.21 






Sukli Selwara 

Command 

Phyllite & Schist 

0.004 

3.54 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Wasan 

0819000502381500 

14.019 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.668 

4.30 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.07 

0.002 

0.03 

0.03 

13001007 

Awada 

0819000502383500 

4.841 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

3.958 

3.80 

0.015 

0.21 

0.01 

0.00 

0.00 

0.00 

0.42 

0.35 

0.83 

0.014 

0.48 

0.58 


Bhatana 

0819000502387900 

29.386 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

20.234 

7.33 

0.015 

0.27 

0.04 

0.00 

0.00 

0.04 

2.42 

2.01 

0.99 

0.071 

0.43 

0.52 


Bheroogarh 

0819000502387800 

4.805 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.805 

5.88 

0.015 

0.09 

0.00 

0.00 

0.00 

0.00 

0.51 

0.42 

0.35 

0.017 

0.59 

0.72 


Bijwa Khera 

0819000502385800 

1.066 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.995 

5.56 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.00 

0.003 

0.55 

0.67 






Sukli Selwara 

Command 

Phyllite & Schist 

0.054 

5.56 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.03 

0.04 


Bootri 

0819000502387600 

4.201 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.201 

5.97 

0.015 

0.08 

0.00 

0.00 

0.00 

0.02 

0.44 

0.36 

0.29 

0.015 

0.60 

0.73 


Chotila 

0819000402370800 

4.322 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.175 

4.48 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.000 

0.03 

0.04 


Datani 

0819000502386900 

7.865 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.833 

4.72 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.16 

0.14 

0.16 

0.006 

0.16 

0.19 







Non-command 

Erinpura Granite 

0.215 

4.72 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.02 

0.02 


Derli 

0819000502388000 

2.332 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.017 

4.08 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.01 







Non-command 

Phyllite & Schist 

1.867 

4.08 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.14 

0.12 

0.14 

0.007 

0.48 

0.59 


Dhanpura 

0819000502383800 

4.270 

Fresh 

Non-command 

Non-command 

Jalore Granite 

2.806 

2.21 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.15 

0.13 

0.15 

0.010 

0.39 

0.47 







Non-command 

Phyllite & Schist 

0.586 

2.21 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.03 

0.002 

0.08 

0.10 


Didmana Khera 

0819000502385700 

4.973 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.679 

4.43 

0.015 

0.12 

0.01 

0.00 

0.00 

0.00 

0.42 

0.34 

0.45 

0.016 

0.55 

0.67 






Sukli Selwara 

Command 

Phyllite & Schist 

0.018 

4.43 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Goreli 

0819000502387500 

7.830 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

7.830 

7.36 

0.015 

0.11 

0.01 

0.00 

0.00 

0.04 

0.93 

0.78 

0.40 

0.027 

0.63 

0.76 


Jamtha 

0819000502385500 

3.563 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.947 

2.41 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.13 

0.11 

0.19 

0.007 

0.33 

0.40 







Non-command 

Phyllite & Schist 

0.060 

2.41 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 


Jawal 

0819000502385600 

4.316 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.394 

3.06 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.13 

0.10 

0.20 

0.005 

0.19 

0.23 







Non-command 

Phyllite & Schist 

2.922 

3.06 

0.015 

0.10 

0.02 

0.00 

0.00 

0.00 

0.21 

0.17 

0.40 

0.010 

0.40 

0.49 


Juadara 

0819000502385300 

1.436 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.007 

3.83 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kareli 

0819000502383600 

2.520 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.049 

2.40 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.16 

0.004 

0.24 

0.30 


Karjiya 

0819000502386800 

5.358 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

2.230 

4.96 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.25 

0.22 

0.11 

0.008 

0.32 

0.36 


Kotra Khera 

0819000502385400 

1.582 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.001 

2.64 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.10 

0.53 

23.71 

0.63 

0.01 

0.64 

0.04 

0.97 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.682 

0.034 

0.647 

0.356 

54.93 

Safe 

Dhawli 

081900050238640C 

0.08 

0.08 

206.74 

0.09 

0.06 

0.16 

0.02 

0.29 

- 

0.0500 

- 

- 

0.063 

0.113 

0.113 

0.270 

0.013 

0.256 

0.464 

180.91 

Over Exploited 



0.10 

0.36 

79.67 

0.43 

0.04 

0.47 

0.03 

0.55 

- 

0.1000 

- 

- 

0.021 

0.121 

0.121 

0.592 

0.030 

0.562 

0.878 

156.10 

Over Exploited 



0.08 

0.00 

3,157.16 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.011 

0.049 

468.89 

Over Exploited 

Didmana Khera 

0819000502385700 

0.08 

0.00 

3,126.73 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.030 

3,655.69 

Over Exploited 

Dolpura 

0819000502386200 

0.08 

0.01 

708.06 

0.01 

- 

0.01 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.006 

0.080 

1,230.85 

Over Exploited 



0.08 

0.19 

38.02 

0.22 

0.01 

0.24 

0.04 

0.57 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.258 

0.013 

0.245 

0.458 

186.47 

Over Exploited 

Forest Chotila 

0819000402370700 

0.14 

0.00 

96,454.04 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Karjiya 

0819000502386800 

0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.10 

0.11 

147.26 

0.13 

- 

0.13 

0.02 

0.42 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.138 

0.007 

0.131 

0.135 

102.44 

Over Exploited 

KAROTI 

0819000502386100 

0.08 

0.00 

1,983.49 

0.00 

- 

0.00 

0.00 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.039 

3,181.15 

Over Exploited 



0.08 

0.09 

112.73 

0.11 

0.00 

0.11 

0.04 

0.57 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.152 

0.008 

0.145 

0.325 

224.38 

Over Exploited 

Leelora 

0819000502386300 

0.08 

0.01 

584.10 

0.01 

- 

0.01 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.022 

0.119 

533.56 

Over Exploited 



0.10 

0.00 

2,403.85 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.030 

2,397.22 

Over Exploited 



0.08 

0.16 

71.86 

0.19 

0.01 

0.20 

0.04 

0.55 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.255 

0.013 

0.242 

0.446 

184.26 

Over Exploited 

Loonol 

0819000502382900 

0.08 

0.00 

1,556.29 

0.00 

- 

0.00 

0.00 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.013 

0.088 

685.76 

Over Exploited 



0.08 

0.26 

72.78 

0.31 

0.03 

0.34 

0.04 

0.56 

- 

0.0900 

- 

- 

0.003 

0.093 

0.093 

0.431 

0.022 

0.410 

0.790 

192.62 

Over Exploited 

Marol 

0819000502385900 

0.08 

0.00 

1,944.30 

0.00 

- 

0.00 

0.00 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.014 

0.070 

514.79 

Over Exploited 



0.08 

0.10 

282.59 

0.12 

0.00 

0.12 

0.02 

0.32 

- 

0.0400 

- 

- 

0.007 

0.047 

0.047 

0.168 

0.008 

0.159 

0.388 

243.56 

Over Exploited 

Meetan 

0819000502383300 

0.08 

0.02 

508.15 

0.03 

- 

0.03 

0.02 

0.22 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.045 

0.002 

0.043 

0.159 

370.02 

Over Exploited 



0.08 

0.08 

214.69 

0.09 

0.01 

0.10 

0.03 

0.41 

- 

0.0300 

- 

- 

0.008 

0.038 

0.038 

0.136 

0.007 

0.129 

0.316 

244.91 

Over Exploited 

Mooliya Khera 

0819000502386700 

0.10 

0.29 

72.67 

0.35 

- 

0.35 

0.03 

0.55 

- 

- 

- 

- 

- 

- 

- 

0.354 

0.018 

0.336 

0.058 

17.15 

Safe 

Nimbora 

0819000502386000 

0.08 

0.00 

2,662.23 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.040 

2,473.93 

Over Exploited 



0.08 

0.29 

83.20 

0.35 

0.02 

0.37 

0.05 

0.59 

- 

0.0600 

- 

- 

0.009 

0.069 

0.069 

0.435 

0.022 

0.413 

0.513 

124.16 

Over Exploited 

Palri Khera 

0819000502386600 

0.08 

0.03 

296.14 

0.03 

0.00 

0.03 

0.02 

0.30 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.049 

0.002 

0.046 

0.102 

221.30 

Over Exploited 



0.10 

0.10 

110.55 

0.12 

0.01 

0.13 

0.03 

0.53 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.155 

0.008 

0.147 

0.173 

117.68 

Over Exploited 

Peepaliya 

0819000502387200 

0.08 

0.06 

48.66 

0.07 

- 

0.07 

0.03 

0.44 

- 

- 

- 

- 

- 

- 

- 

0.074 

0.004 

0.070 

0.036 

50.79 

Safe 



0.08 

0.00 

2,990.64 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Perwa 

0819000502383000 

0.08 

0.11 

83.37 

0.13 

0.00 

0.14 

0.05 

0.63 

- 

0.0300 

- 

- 

0.003 

0.033 

0.033 

0.169 

0.008 

0.160 

0.286 

178.73 

Over Exploited 

Rajgarh 

0819000502383200 

0.08 

0.00 

2,246.82 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.020 

2,837.58 

Over Exploited 



0.08 

0.13 

105.36 

0.15 

0.00 

0.16 

0.05 

0.59 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.188 

0.009 

0.178 

0.279 

156.51 

Over Exploited 

Rampura Khera 

0819000502387300 

0.08 

0.01 

476.70 

0.02 

0.00 

0.02 

0.01 

0.19 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.031 

0.002 

0.029 

0.099 

341.18 

Over Exploited 

Reodar 

0819000502381900 

0.08 

0.01 

1,500.46 

0.01 

0.00 

0.01 

0.01 

0.07 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.025 

0.001 

0.024 

0.159 

663.00 

Over Exploited 



0.08 

0.15 

231.25 

0.18 

0.01 

0.19 

0.03 

0.35 

- 

0.0600 

- 

- 

0.002 

0.062 

0.062 

0.253 

0.013 

0.240 

0.821 

342.19 

Over Exploited 

Serwa 

0819000502382000 

0.08 

0.00 

1,965.48 

0.00 

0.00 

0.00 

0.00 

0.04 

- 

- 

- 

- 

0.004 

0.004 

0.004 

0.007 

0.000 

0.007 

0.020 

292.82 

Over Exploited 



0.08 

0.07 

121.91 

0.09 

0.01 

0.10 

0.03 

0.36 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.120 

0.006 

0.114 

0.192 

168.11 

Over Exploited 

Thai 

0819000502382800 

0.08 

0.05 

296.61 

0.06 

0.01 

0.07 

0.02 

0.30 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.098 

0.005 

0.093 

0.276 

297.29 

Over Exploited 



0.10 

0.19 

122.80 

0.23 

0.02 

0.25 

0.03 

0.53 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.309 

0.015 

0.293 

0.503 

171.69 

Over Exploited 



0.08 

0.01 

1,011.29 

0.01 

- 

0.01 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.016 

0.099 

605.32 

Over Exploited 

Vanti 

0819000502383400 

0.08 

0.05 

141.34 

0.06 

- 

0.06 

0.04 

0.49 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.073 

0.004 

0.069 

0.101 

146.53 

Over Exploited 



0.08 

0.00 

819.49 

0.00 

- 

0.00 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.004 

0.030 

682.22 

Over Exploited 

Wadka 

0819000502379400 

0.08 

0.02 

324.01 

0.03 

- 

0.03 

0.01 

0.18 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.038 

0.002 

0.036 

0.112 

307.21 

Over Exploited 



0.08 

0.00 

153,393.32 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Wasan 

0819000502381500 

0.08 

0.00 

3,376.10 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.069 

620.00 

Over Exploited 

Awada 

0819000502383500 

0.08 

0.15 

129.24 

0.18 

0.01 

0.19 

0.04 

0.52 

- 

0.0900 

- 

- 

0.004 

0.094 

0.094 

0.287 

0.014 

0.273 

0.840 

307.70 

Over Exploited 

Bhatana 

0819000502387900 

0.08 

0.69 

189.38 

0.83 

0.08 

0.91 

0.03 

0.46 

- 

0.1100 

- 

- 

0.055 

0.165 

0.165 

1.073 

0.054 

1.019 

1.060 

103.94 

Over Exploited 

Bheroogarh 

0819000502387800 

0.08 

0.23 

84.06 

0.27 

0.00 

0.28 

0.05 

0.64 

- 

0.0400 

- 

- 

0.004 

0.044 

0.044 

0.320 

0.016 

0.304 

0.363 

119.31 

Over Exploited 

Bijwa Khera 

0819000502385800 

0.08 

0.04 

52.76 

0.05 

0.00 

0.05 

0.05 

0.59 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.056 

0.003 

0.053 

0.003 

6.51 

Safe 



0.08 

0.00 

2,757.62 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bootri 

0819000502387600 

0.08 

0.20 

77.21 

0.24 

0.02 

0.26 

0.05 

0.65 

- 

0.0300 

- 

- 

0.030 

0.060 

0.060 

0.323 

0.016 

0.307 

0.303 

98.51 

Critical 

Chotila 

0819000402370800 

0.14 

0.00 

1,607.94 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.007 

799.98 

Over Exploited 

Datani 

0819000502386900 

0.08 

0.02 

471.99 

0.03 

0.01 

0.04 

0.01 

0.17 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.059 

0.003 

0.056 

0.162 

290.90 

Over Exploited 



0.10 

0.00 

4,133.97 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.020 

4,215.35 

Over Exploited 

Derli 

0819000502388000 

0.08 

0.00 

18,998.77 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.07 

64.33 

0.09 

0.01 

0.10 

0.04 

0.52 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.117 

0.006 

0.111 

0.151 

135.22 

Over Exploited 

Dhanpura 

0819000502383800 

0.08 

0.09 

44.37 

0.10 

0.01 

0.11 

0.03 

0.42 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.135 

0.007 

0.128 

0.159 

123.66 

Over Exploited 



0.08 

0.00 

536.45 

0.00 

- 

0.00 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.004 

0.031 

719.12 

Over Exploited 

Didmana Khera 

0819000502385700 

0.08 

0.21 

66.76 

0.25 

0.01 

0.26 

0.05 

0.60 

- 

0.0500 

- 

- 

0.000 

0.051 

0.051 

0.308 

0.015 

0.293 

0.467 

159.65 

Over Exploited 



0.08 

0.00 

33,846.18 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Goreli 

0819000502387500 

0.08 

0.40 

95.20 

0.48 

0.05 

0.52 

0.05 

0.68 

- 

0.0500 

- 

- 

0.054 

0.104 

0.104 

0.627 

0.031 

0.596 

0.430 

72.24 

Semi Critical 

Jamtha 

0819000502385500 

0.08 

0.05 

113.90 

0.06 

0.01 

0.07 

0.03 

0.35 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.093 

0.005 

0.089 

0.199 

224.57 

Over Exploited 



0.08 

0.00 

3,691.20 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

18,859.16 

Over Exploited 

Jawal 

0819000502385600 

0.08 

0.02 

380.46 

0.03 

0.01 

0.04 

0.02 

0.21 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.056 

0.003 

0.053 

0.202 

382.51 

Over Exploited 



0.08 

0.09 

85.34 

0.11 

0.02 

0.13 

0.03 

0.43 

- 

0.0500 

- 

- 

0.002 

0.052 

0.052 

0.186 

0.009 

0.177 

0.413 

233.40 

Over Exploited 

Juadara 

0819000502385300 

0.08 

0.00 

16,668.42 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kareli 

0819000502383600 

0.08 

0.02 

212.83 

0.02 

- 

0.02 

0.02 

0.26 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.034 

0.002 

0.033 

0.167 

511.16 

Over Exploited 

Karjiya 

0819000502386800 

0.10 

0.07 

209.14 

0.09 

- 

0.09 

0.02 

0.34 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.096 

0.005 

0.091 

0.114 

125.04 

Over Exploited 

Kotra Khera 

0819000502385400 

0.08 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Magariwara 

081900050238370C 

14.262 

Fresh 

Non-command 

Non-command 

Jalore Granite 

2.847 

1.99 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.18 

0.15 

0.32 

0.010 

0.12 

0.14 







Non-command 

Phyllite & Schist 

0.014 

1.99 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

0.036 

1.99 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Makawal 

081900050238740C 

4.502 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.854 

5.73 

0.015 

0.07 

0.00 

0.00 

0.00 

0.05 

0.26 

0.22 

0.26 

0.010 

0.39 

0.47 






Sukli Selwara 

Command 

Phyllite & Schist 

1.648 

5.73 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.18 

0.15 

0.14 

0.006 

0.23 

0.27 


Marol 

081900050238590C 

7.999 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.588 

5.88 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.06 

0.002 

0.04 

0.05 






Sukli Selwara 

Command 

Phyllite & Schist 

2.554 

5.88 

0.015 

0.06 

0.00 

0.00 

0.00 

0.00 

0.28 

0.23 

0.24 

0.009 

0.19 

0.23 


Mooliya Khera 

0819000502386700 

9.216 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.021 

4.84 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Padar 

0819000502388300 

14.855 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.079 

7.11 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Padroo Khera 

0819000502387700 

3.199 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

1.093 

5.77 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.02 

0.004 

0.20 

0.25 






Sukli Selwara 

Command 

Phyllite & Schist 

2.106 

5.77 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.16 

0.04 

0.007 

0.39 

0.48 


Peepaliya 

0819000502387200 

3.001 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.861 

3.49 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.01 

0.003 

0.18 

0.22 






Sukli Selwara 

Command 

Phyllite & Schist 

0.006 

3.49 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rampura Khera 

0819000502387300 

2.994 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.123 

4.62 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.02 

0.03 






Sukli Selwara 

Command 

Phyllite & Schist 

1.978 

4.62 

0.015 

0.06 

0.00 

0.00 

0.00 

0.00 

0.20 

0.16 

0.21 

0.007 

0.40 

0.48 


Reodar 

0819000502381900 

10.180 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.190 

4.53 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.009 

0.01 

0.01 






Sukli Selwara 

Command 

Phyllite & Schist 

0.414 

4.53 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.04 

0.019 

0.02 

0.03 


Salotra 

0819000502387100 

7.856 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

5.144 

5.13 

0.015 

0.07 

0.01 

0.00 

0.00 

0.00 

0.46 

0.38 

0.24 

0.018 

0.43 

0.51 







Non-command 

Erinpura Granite 

2.535 

5.13 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.29 

0.24 

0.13 

0.009 

0.21 

0.25 


Varman 

0819000502381300 

8.450 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.353 

1.75 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.07 

0.001 

0.02 

0.03 


Vidmiya 

0819000502387000 

3.332 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

3.332 

5.24 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.38 

0.33 

0.10 

0.012 

0.73 

0.84 


Wasan 

0819000502381500 

14.019 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.570 

4.30 

0.015 

0.07 

0.00 

0.00 

0.00 

0.00 

0.23 

0.19 

0.26 

0.009 

0.11 

0.13 






Sukli Selwara 

Command 

Phyllite & Schist 

0.043 

4.30 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 

13001008 

Awaliya 

0819000502388200 

10.270 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.029 

4.92 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Phyllite & Schist 

10.187 

4.92 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.79 

0.66 

0.15 

0.036 

0.63 

0.76 


Badechi 

0819000502388100 

7.166 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.210 

5.86 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.02 

0.02 







Non-command 

Phyllite & Schist 

6.956 

5.86 

0.015 

0.06 

0.01 

0.00 

0.00 

0.02 

0.64 

0.53 

0.22 

0.024 

0.60 

0.72 


Bhatana 

0819000502387900 

29.386 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.153 

7.33 

0.015 

0.08 

0.01 

0.00 

0.00 

0.00 

0.74 

0.62 

0.30 

0.021 

0.13 

0.16 


Bheelra 

0819000502385100 

1.572 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.572 

1.52 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.09 

0.07 

0.21 

0.005 

0.61 

0.75 


Derli 

0819000502388000 

2.332 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.057 

4.08 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 







Non-command 

Phyllite & Schist 

0.391 

4.08 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.001 

0.10 

0.12 


Dheebri 

0819000502388400 

13.413 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.319 

6.05 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.02 

0.02 


Fatepura 

0819000502385000 

3.464 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.752 

1.52 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.03 

0.006 

0.31 

0.38 


Gundwara 

0819000502383900 

6.811 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.909 

1.79 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.11 

0.09 

0.20 

0.007 

0.17 

0.21 


Jamtha 

0819000502385500 

3.563 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.449 

2.41 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.08 

0.14 

0.005 

0.24 

0.30 


Juadara 

0819000502385300 

1.436 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.153 

3.83 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.001 

0.06 

0.08 







Non-command 

Phyllite & Schist 

1.276 

3.83 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.10 

0.08 

0.15 

0.004 

0.54 

0.66 


Kotra Khera 

0819000502385400 

1.582 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.456 

2.64 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.11 

0.09 

0.17 

0.005 

0.56 

0.68 







Non-command 

Phyllite & Schist 

0.125 

2.64 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.05 

0.06 


Mandar 

0819000502384900 

14.376 

Fresh 

Non-command 

Non-command 

Jalore Granite 

2.195 

1.49 

0.020 

0.16 

0.02 

0.00 

0.00 

0.00 

0.21 

0.17 

0.63 

0.008 

0.09 

0.11 


Padar 

0819000502388300 

14.855 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

9.994 

7.11 

0.015 

0.10 

0.00 

0.00 

0.00 

0.00 

1.17 

0.98 

0.37 

0.035 

0.44 

0.52 


Rampura Pilochi 

0819000502385200 

5.706 

Fresh 

Non-command 

Non-command 

Jalore Granite 

5.538 

2.01 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.30 

0.25 

0.32 

0.019 

0.59 

0.72 







Non-command 

Phyllite & Schist 

0.168 

2.01 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.001 

0.02 

0.02 

13001009 

Danpura 

0819000502384800 

9.855 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.818 

1.27 

0.100 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.11 

0.10 

0.003 

0.05 

0.06 


Dhanpura 

0819000502383800 

4.270 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.424 

2.21 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.001 

0.06 

0.07 


Gundwara 

0819000502383900 

6.811 

Fresh 

Non-command 

Non-command 

Jalore Granite 

4.838 

1.79 

0.020 

0.14 

0.02 

0.00 

0.00 

0.00 

0.29 

0.24 

0.53 

0.017 

0.43 

0.52 







Non-command 

Younger Alluvium 

0.064 

1.79 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 


Jamtha 

0819000502385500 

3.563 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.107 

2.41 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.000 

0.02 

0.02 


Jeerawal 

0819000502379900 

41.319 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.369 

3.61 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.001 

0.00 

0.01 


Kesuwa 

0819000502376200 

5.164 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.010 

3.92 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kusma 

0819000502381100 

2.897 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.002 

1.84 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Younger Alluvium 

2.758 

1.84 

0.100 

0.20 

0.03 

0.00 

0.00 

0.00 

0.68 

0.54 

0.78 

0.010 

0.56 

0.69 


Magariwara 

0819000502383700 

14.262 

Fresh 

Non-command 

Non-command 

Jalore Granite 

3.055 

1.99 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.20 

0.16 

0.34 

0.011 

0.13 

0.16 







Non-command 

Younger Alluvium 

7.030 

1.99 

0.100 

0.30 

0.04 

0.00 

0.00 

0.00 

1.66 

1.34 

1.18 

0.025 

0.29 

0.36 


Maleepura 

0819000502381000 

2.701 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.701 

1.68 

0.100 

0.16 

0.02 

0.00 

0.00 

0.00 

0.59 

0.48 

0.63 

0.009 

0.59 

0.73 


Malpura 

0819000502381200 

9.984 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.774 

2.14 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.13 

0.006 

0.10 

0.13 


Mandar 

0819000502384900 

14.376 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.374 

1.49 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.13 

0.11 

0.39 

0.005 

0.06 

0.07 







Non-command 

Younger Alluvium 

0.079 

1.49 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.03 

0.000 

0.00 

0.00 


Peethapura M 

0819000502380800 

11.241 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.094 

1.26 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.27 

0.21 

0.04 

0.007 

0.11 

0.14 


Rohua 

0819000502380000 

45.189 

Fresh 

Non-command 

Non-command 

Jalore Granite 

9.629 

2.62 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.57 

0.44 

0.28 

0.034 

0.12 

0.16 







Non-command 

Younger Alluvium 

18.006 

2.62 

0.100 

0.22 

0.03 

0.00 

0.00 

0.00 

4.91 

3.72 

0.78 

0.063 

0.23 

0.30 


Sonani 

0819000502384100 

4.720 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

3.844 

1.61 

0.100 

0.19 

0.03 

0.00 

0.00 

0.00 

0.77 

0.61 

0.73 

0.013 

0.48 

0.61 


Sonela 

0819000502384000 

7.510 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.197 

1.69 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.02 







Non-command 

Younger Alluvium 

7.114 

1.69 

0.100 

0.17 

0.02 

0.00 

0.00 

0.00 

1.35 

1.09 

0.63 

0.025 

0.56 

0.70 


Suliva 

0819000502380900 

5.573 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

5.431 

1.65 

0.100 

0.24 

0.04 

0.00 

0.00 

0.00 

1.10 

0.87 

0.95 

0.019 

0.57 

0.72 


Varman 

0819000502381300 

8.450 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.425 

1.75 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.08 

0.001 

0.03 

0.04 


Wadwaj 

0819000502376100 

31.697 

Fresh 

Non-command 

Non-command 

Jalore Granite 

0.306 

3.60 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.00 

0.01 







Non-command 

Younger Alluvium 

0.100 

3.60 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.02 

0.00 

0.000 

0.00 

0.00 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Magariwara 

0819000502383700 

0.08 

0.03 

456.32 

0.03 

0.01 

0.04 

0.01 

0.13 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.082 

0.004 

0.078 

0.332 

425.82 

Over Exploited 



0.08 

0.00 

45,352.18 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.24 

0.00 

46,353.46 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Makawal 

0819000502387400 

0.08 

0.09 

144.76 

0.11 

0.05 

0.16 

0.03 

0.42 

- 

0.0300 

- 

- 

0.077 

0.107 

0.107 

0.265 

0.013 

0.252 

0.269 

106.79 

Over Exploited 



0.08 

0.03 

400.33 

0.04 

0.00 

0.04 

0.02 

0.24 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.060 

0.003 

0.057 

0.150 

264.87 

Over Exploited 

Marol 

0819000502385900 

0.08 

0.00 

2,809.02 

0.00 

- 

0.00 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.012 

0.060 

508.88 

Over Exploited 



0.08 

0.04 

502.45 

0.05 

0.00 

0.05 

0.02 

0.20 

- 

0.0300 

- 

- 

0.006 

0.036 

0.036 

0.086 

0.004 

0.082 

0.249 

305.11 

Over Exploited 

Mooliya Khera 

0819000502386700 

0.10 

0.00 

44,652.87 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Padar 

0819000502388300 

0.08 

0.00 

31,939.43 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Padroo Khera 

0819000502387700 

0.08 

0.02 

381.90 

0.02 

0.00 

0.02 

0.02 

0.22 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.022 

0.001 

0.021 

0.023 

107.82 

Over Exploited 



0.08 

0.07 

138.73 

0.08 

0.00 

0.08 

0.03 

0.42 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.081 

0.004 

0.077 

0.045 

59.21 

Safe 

Peepaliya 

0819000502387200 

0.08 

0.01 

195.88 

0.02 

- 

0.02 

0.01 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.015 

0.001 

0.015 

0.013 

89.53 

Semi Critical 



0.08 

0.00 

53,298.16 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rampura Khera 

0819000502387300 

0.08 

0.00 

2,777.94 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

3,761.04 

Over Exploited 



0.08 

0.06 

157.04 

0.08 

0.00 

0.08 

0.03 

0.43 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.097 

0.005 

0.092 

0.218 

236.61 

Over Exploited 

Reodar 

0819000502381900 

0.08 

0.00 

11,096.31 

0.00 

0.00 

0.00 

0.00 

0.01 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.001 

0.000 

0.001 

0.028 

2,764.68 

Over Exploited 



0.08 

0.00 

4,933.04 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.057 

6,385.81 

Over Exploited 

Salotra 

0819000502387100 

0.08 

0.18 

117.97 

0.21 

0.01 

0.22 

0.03 

0.46 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.251 

0.013 

0.239 

0.258 

107.98 

Over Exploited 



0.10 

0.05 

356.92 

0.06 

- 

0.06 

0.02 

0.23 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.074 

0.004 

0.071 

0.134 

189.84 

Over Exploited 

Varman 

0819000502381300 

0.08 

0.00 

3,376.37 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.068 

8,705.78 

Over Exploited 

Vidmiya 

0819000502387000 

0.10 

0.24 

34.57 

0.29 

0.00 

0.29 

0.05 

0.78 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.308 

0.015 

0.292 

0.108 

36.84 

Safe 

Wasan 

0819000502381500 

0.08 

0.02 

775.44 

0.03 

0.00 

0.03 

0.01 

0.12 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.059 

0.003 

0.056 

0.271 

487.25 

Over Exploited 



0.08 

0.00 

36,920.01 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Awaliya 

0819000502388200 

0.08 

0.00 

55,613.86 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.52 

27.64 

0.62 

0.01 

0.63 

0.05 

0.68 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.650 

0.032 

0.617 

0.190 

30.70 

Safe 

Badechi 

0819000502388100 

0.08 

0.00 

6,591.84 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

3,103.48 

Over Exploited 



0.08 

0.33 

58.22 

0.40 

0.03 

0.43 

0.05 

0.65 

- 

0.0400 

- 

- 

0.035 

0.075 

0.075 

0.508 

0.025 

0.482 

0.245 

50.85 

Safe 

Bhatana 

0819000502387900 

0.08 

0.06 

862.10 

0.08 

0.01 

0.09 

0.01 

0.14 

- 

0.0300 

- 

- 

0.005 

0.035 

0.035 

0.125 

0.006 

0.118 

0.319 

269.91 

Over Exploited 

Bheelra 

0819000502385100 

0.08 

0.08 

(7.50) 

0.07 

0.01 

0.08 

0.05 

0.66 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.103 

0.005 

0.098 

0.216 

221.99 

Over Exploited 

Derli 

0819000502388000 

0.08 

0.00 

5,724.20 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

786.26 

0.00 

- 

0.00 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.030 

846.07 

Over Exploited 

Dheebri 

0819000502388400 

0.08 

0.00 

5,906.91 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.000 

- 

- 

0.001 

0.000 

0.000 

0.001 

230.69 

Over Exploited 

Fatepura 

0819000502385000 

0.08 

0.04 

17.75 

0.05 

- 

0.05 

0.02 

0.34 

- 

- 

- 

- 

- 

- 

- 

0.052 

0.003 

0.049 

0.035 

71.63 

Semi Critical 

Gundwara 

0819000502383900 

0.08 

0.03 

242.72 

0.03 

0.01 

0.04 

0.01 

0.18 

- 

0.0200 

- 

- 

0.000 

0.020 

0.020 

0.061 

0.003 

0.058 

0.209 

357.40 

Over Exploited 

Jamtha 

0819000502385500 

0.08 

0.03 

188.52 

0.03 

0.01 

0.04 

0.02 

0.26 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.065 

0.003 

0.062 

0.149 

241.02 

Over Exploited 

Juadara 

0819000502385300 

0.08 

0.00 

1,111.19 

0.00 

- 

0.00 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.020 

2,161.88 

Over Exploited 



0.08 

0.06 

50.34 

0.07 

0.01 

0.08 

0.04 

0.58 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.102 

0.005 

0.097 

0.150 

154.99 

Over Exploited 

Kotra Khera 

0819000502385400 

0.08 

0.06 

33.57 

0.08 

0.01 

0.09 

0.04 

0.60 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.111 

0.006 

0.105 

0.173 

164.65 

Over Exploited 



0.08 

0.00 

741.42 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.010 

1,925.49 

Over Exploited 

Mandar 

0819000502384900 

0.08 

0.02 

922.41 

0.02 

0.02 

0.04 

0.01 

0.10 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.110 

0.005 

0.104 

0.637 

611.66 

Over Exploited 

Padar 

0819000502388300 

0.08 

0.35 

180.07 

0.42 

- 

0.42 

0.03 

0.47 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.458 

0.023 

0.435 

0.400 

91.83 

Critical 

Rampura Pilochi 

0819000502385200 

0.08 

0.26 

(6.01) 

0.25 

0.01 

0.26 

0.05 

0.64 

- 

0.0400 

- 

- 

0.001 

0.041 

0.041 

0.299 

0.015 

0.284 

0.338 

118.99 

Over Exploited 



0.08 

0.00 

1,631.14 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

3,827.74 

Over Exploited 

Danpura 

0819000502384800 

0.24 

0.01 

999.44 

0.01 

- 

0.01 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.022 

0.001 

0.021 

0.107 

517.79 

Over Exploited 

Dhanpura 

0819000502383800 

0.08 

0.00 

1,067.54 

0.00 

0.00 

0.00 

0.00 

0.06 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.003 

0.000 

0.003 

0.020 

665.11 

Over Exploited 

Gundwara 

0819000502383900 

0.08 

0.16 

43.92 

0.20 

0.02 

0.22 

0.03 

0.46 

- 

0.0600 

- 

- 

0.002 

0.062 

0.062 

0.281 

0.014 

0.267 

0.547 

204.63 

Over Exploited 



0.24 

0.00 

10,643.04 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.014 

14,412.47 

Over Exploited 

Jamtha 

0819000502385500 

0.08 

0.00 

2,620.99 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

5,895.63 

Over Exploited 

Jeerawal 

0819000502379900 

0.08 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.011 

11,279.20 

Over Exploited 

Kesuwa 

0819000502376200 

0.08 

0.00 

952,982.22 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kusma 

0819000502381100 

0.08 

0.00 

207,710.02 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.24 

0.37 

57,813.13 

0.44 

0.03 

0.47 

0.05 

0.60 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.561 

0.028 

0.533 

0.788 

147.70 

Over Exploited 

Magariwara 

0819000502383700 

0.08 

0.03 

431.50 

0.04 

0.01 

0.05 

0.01 

0.14 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.087 

0.004 

0.083 

0.352 

426.00 

Over Exploited 



0.24 

0.49 

175.25 

0.59 

0.04 

0.63 

0.02 

0.31 

- 

0.1300 

- 

- 

- 

0.130 

0.130 

0.756 

0.038 

0.718 

1.206 

167.84 

Over Exploited 

Maleepura 

0819000502381000 

0.24 

0.38 

24.50 

0.46 

0.02 

0.48 

0.05 

0.64 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.548 

0.027 

0.521 

0.635 

121.97 

Over Exploited 

Malpura 

0819000502381200 

0.08 

0.01 

484.77 

0.02 

- 

0.02 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.028 

0.001 

0.026 

0.131 

500.21 

Over Exploited 

Mandar 

0819000502384900 

0.08 

0.01 

1,563.89 

0.01 

0.01 

0.02 

0.00 

0.06 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.058 

0.003 

0.055 

0.391 

713.43 

Over Exploited 



0.24 

0.00 

27,914.18 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.029 

40,874.14 

Over Exploited 

Peethapura M 

0819000502380800 

0.24 

0.05 

289.15 

0.06 

- 

0.06 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.065 

0.003 

0.061 

0.050 

81.93 

Semi Critical 

Rohua 

0819000502380000 

0.08 

0.09 

########## 

0.11 

0.01 

0.12 

0.01 

0.13 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.149 

0.007 

0.141 

0.310 

218.93 

Over Exploited 



0.24 

0.96 

########## 

1.16 

0.03 

1.19 

0.02 

0.25 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

1.275 

0.064 

1.211 

0.844 

69.66 

Safe 

Sonani 

0819000502384100 

0.24 

0.44 

38.62 

0.53 

0.03 

0.57 

0.04 

0.52 

- 

0.0800 

- 

- 

0.006 

0.086 

0.086 

0.652 

0.033 

0.619 

0.740 

119.54 

Over Exploited 

Sonela 

0819000502384000 

0.08 

0.00 

2,046.54 

0.00 

0.00 

0.00 

0.00 

0.02 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.011 

2,614.46 

Over Exploited 



0.24 

0.96 

13.46 

1.09 

0.02 

1.11 

0.05 

0.61 

- 

0.0700 

- 

- 

0.002 

0.072 

0.072 

1.184 

0.059 

1.125 

0.655 

58.20 

Safe 

Suliva 

0819000502380900 

0.24 

0.74 

17.10 

0.87 

0.04 

0.91 

0.05 

0.62 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

1.019 

0.051 

0.968 

0.969 

100.13 

Over Exploited 

Varman 

0819000502381300 

0.08 

0.00 

2,741.61 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.002 

0.000 

0.001 

0.078 

5,451.73 

Over Exploited 

Wadwaj 

0819000502376100 

0.08 

0.00 

718,856.10 

0.00 

- 

0.00 

0.00 

0.01 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.011 

25,973.88 

Over Exploited 



0.24 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 

13001010 

Achalgarh 

081900040236840C 

5.459 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.172 

6.08 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.000 

0.05 

0.05 


Asawa 

0819000502377800 

16.625 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.172 

3.87 

0.015 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.00 

0.001 

0.01 

0.01 







Non-command 

Erinpura Granite 

1.832 

3.87 

0.020 

0.01 

0.00 

0.00 

0.00 

0.03 

0.12 

0.12 

0.05 

0.006 

0.12 

0.12 


Bari Khera 

0819000502378100 

14.385 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

1.070 

4.02 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.00 

0.004 

0.07 

0.08 


Block No. 3 

0819000402368500 

50.624 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

1.675 

4.75 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.15 

0.00 

0.005 

0.04 

0.05 


Burari Khera 

0819000502378200 

10.808 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

7.190 

4.10 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.61 

0.59 

0.05 

0.025 

0.88 

0.90 


Gulab Ganj 

0819000502378700 

10.259 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.342 

3.73 

0.015 

0.09 

0.01 

0.00 

0.00 

0.00 

0.21 

0.20 

0.34 

0.008 

0.30 

0.31 







Non-command 

Erinpura Granite 

0.668 

3.73 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.10 

0.002 

0.08 

0.09 


Jawai 

0819000402368200 

8.043 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.107 

6.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.02 

0.02 


Malgaon 

0819000502378800 

7.778 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.100 

4.87 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.18 

0.17 

0.17 

0.007 

0.30 

0.32 


Oriya 

0819000402368300 

6.168 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.872 

6.25 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.12 

0.04 

0.002 

0.20 

0.21 


Pamera 

0819000502377400 

15.293 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.448 

5.42 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.03 

0.002 

0.03 

0.03 


Pee Thapura S 

0819000502378500 

2.207 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.261 

2.47 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.05 

0.05 

0.18 

0.001 

0.15 

0.16 







Non-command 

Erinpura Granite 

1.943 

2.47 

0.020 

0.34 

0.05 

0.00 

0.00 

0.00 

0.39 

0.37 

1.35 

0.007 

1.12 

1.16 


Sanwara 

0819000502377700 

19.644 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.139 

2.97 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Shergaon 

0819000402367900 

44.535 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.195 

4.24 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.00 

0.00 


Singarli Khera 

0819000502378400 

5.201 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.334 

4.25 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.09 

0.09 


Sirodi 

0819000502378600 

7.197 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.446 

5.47 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.04 

0.002 

0.06 

0.07 







Non-command 

Erinpura Granite 

0.067 

5.47 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 


Tokra 

0819000502378300 

13.337 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

4.735 

3.71 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.29 

0.29 

0.10 

0.017 

0.48 

0.49 







Non-command 

Erinpura Granite 

5.373 

3.71 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.43 

0.42 

0.12 

0.019 

0.54 

0.56 


Utraj 

0819000402368100 

19.687 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

1.687 

5.04 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.17 

0.00 

0.005 

0.10 

0.10 

13001011 

Danpura 

0819000502384800 

9.855 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

8.963 

1.27 

0.100 

0.30 

0.04 

0.00 

0.00 

0.00 

1.40 

1.12 

1.15 

0.031 

0.55 

0.68 


Fatepura 

0819000502385000 

3.464 

Fresh 

Non-command 

Non-command 

Jalore Granite 

1.711 

1.52 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.03 

0.006 

0.31 

0.37 


Mandar 

0819000502384900 

14.376 

Fresh 

Non-command 

Non-command 

Jalore Granite 

8.221 

1.49 

0.020 

0.59 

0.09 

0.00 

0.00 

0.00 

0.75 

0.60 

2.33 

0.029 

0.35 

0.43 







Non-command 

Younger Alluvium 

2.505 

1.49 

0.100 

0.27 

0.04 

0.00 

0.00 

0.00 

0.60 

0.49 

1.06 

0.009 

0.11 

0.13 


Morwara 

0819000502380700 

6.633 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.198 

0.83 

0.100 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.04 

0.001 

0.02 

0.02 


Peethapura M 

0819000502380800 

11.241 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

2.620 

1.26 

0.100 

0.02 

0.00 

0.00 

0.00 

0.00 

0.35 

0.27 

0.06 

0.009 

0.13 

0.18 


Rohua 

0819000502380000 

45.189 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.478 

2.62 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

0.10 

0.01 

0.002 

0.01 

0.01 


Sonani 

0819000502384100 

4.720 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.876 

1.61 

0.100 

0.04 

0.01 

0.00 

0.00 

0.00 

0.17 

0.14 

0.16 

0.003 

0.11 

0.14 


Sonela 

0819000502384000 

7.510 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.198 

1.69 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.001 

0.02 

0.02 


Sorda 

0819000502384700 

15.329 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

9.842 

0.89 

0.100 

0.92 

0.05 

0.00 

0.00 

0.00 

1.74 

1.37 

3.62 

0.034 

0.38 

0.48 


Suliva 

0819000502380900 

5.573 

Fresh 

Non-command 

Non-command 

Younger Alluvium 

0.141 

1.65 

0.100 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.000 

0.01 

0.02 

River Basin: West Banas 

Sub Basin: West Banas 

12001001 

Bhamriya 

0819000402375200 

3.188 

Fresh 

Non-command 

Non-command 

Gneisses 

1.134 

3.91 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.10 

0.003 

0.22 

0.23 


Bori Booj 

0819000402372900 

3.743 

Fresh 

Non-command 

Non-command 

Gneisses 

0.043 

3.01 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Bosa 

0819000402375300 

13.651 

Fresh 

Non-command 

Non-command 

Gneisses 

1.959 

4.65 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.18 

0.02 

0.005 

0.09 

0.10 


Buja 

0819000402374900 

3.323 

Fresh 

Non-command 

Non-command 

Gneisses 

3.026 

3.36 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.23 

0.21 

0.09 

0.008 

0.56 

0.61 


Deldar 

0819000402372600 

8.861 

Fresh 

Non-command 

Non-command 

Gneisses 

4.608 

3.71 

0.020 

0.11 

0.02 

0.00 

0.00 

0.00 

0.43 

0.39 

0.43 

0.013 

0.32 

0.36 


Derna 

0819000402372400 

4.832 

Fresh 

Non-command 

Non-command 

Gneisses 

4.614 

4.59 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.45 

0.40 

0.09 

0.013 

0.58 

0.65 







Non-command 

Erinpura Granite 

0.011 

4.59 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dovtra 

0819000402372800 

3.230 

Fresh 

Non-command 

Non-command 

Gneisses 

1.588 

3.64 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.13 

0.07 

0.004 

0.27 

0.27 


Jamboori 

0819000402375400 

9.131 

Fresh 

Non-command 

Non-command 

Gneisses 

2.692 

4.99 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.28 

0.26 

0.05 

0.007 

0.19 

0.20 


Jaydara 

0819000402373200 

3.517 

Fresh 

Non-command 

Non-command 

Gneisses 

2.466 

2.20 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.13 

0.12 

0.007 

0.42 

0.45 


Khadat 

0819000402373600 

2.500 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.528 

5.21 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.09 

0.001 

0.13 

0.14 


Kiwarli 

0819000402369200 

8.116 

Fresh 

Non-command 

Non-command 

Gneisses 

0.038 

3.38 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kyari 

0819000402373300 

4.979 

Fresh 

Non-command 

Non-command 

Gneisses 

1.567 

2.50 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.11 

0.004 

0.19 

0.21 


Meen 

0819000402375800 

16.103 

Fresh 

Non-command 

Non-command 

Gneisses 

3.681 

3.55 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.29 

0.26 

0.09 

0.010 

0.14 

0.16 


Morthala 

0819000402372200 

1.990 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.161 

5.37 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.000 

0.05 

0.06 


Nichla Khejra 

0819000402373100 

6.178 

Fresh 

Non-command 

Non-command 

Gneisses 

4.628 

2.57 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.28 

0.26 

0.17 

0.013 

0.45 

0.49 


Nichlagarh 

0819000402373400 

8.278 

Fresh 

Non-command 

Non-command 

Gneisses 

4.860 

2.62 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.32 

0.28 

0.28 

0.013 

0.36 

0.40 


Nichli Bor 

0819000402374800 

2.534 

Fresh 

Non-command 

Non-command 

Gneisses 

1.858 

2.61 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.05 

0.005 

0.45 

0.50 


Or 

0819000402372300 

5.545 

Fresh 

Non-command 

Non-command 

Gneisses 

2.175 

4.94 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.24 

0.21 

0.13 

0.006 

0.24 

0.27 







Non-command 

Erinpura Granite 

3.245 

4.94 

0.020 

0.05 

0.01 

0.00 

0.00 

0.01 

0.36 

0.32 

0.18 

0.009 

0.35 

0.40 


Paba 

0819000402373000 

8.396 

Fresh 

Non-command 

Non-command 

Gneisses 

7.207 

4.32 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.67 

0.66 

0.22 

0.020 

0.49 

0.50 


Rada 

0819000402375600 

3.969 

Fresh 

Non-command 

Non-command 

Gneisses 

2.380 

2.98 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.14 

0.02 

0.006 

0.37 

0.41 


Ranora 

0819000402375100 

3.633 

Fresh 

Non-command 

Non-command 

Gneisses 

2.279 

4.16 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.21 

0.20 

0.06 

0.006 

0.38 

0.40 


Sangna 

0819000402373500 

7.737 

Fresh 

Non-command 

Non-command 

Gneisses 

0.449 

4.65 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.01 

0.001 

0.04 

0.04 







Non-command 

Erinpura Granite 

0.033 

4.65 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Tankiya 

0819000402372700 

12.091 

Fresh 

Non-command 

Non-command 

Gneisses 

2.307 

3.25 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.17 

0.07 

0.006 

0.11 

0.11 


Tartoli (rural) 

0819000402373800 

2.961 

Fresh 

Non-command 

Non-command 

Gneisses 

0.115 

5.06 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.02 

0.03 







Non-command 

Erinpura Granite 

1.074 

5.06 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.11 

0.09 

0.003 

0.22 

0.25 


Toonka 

0819000402372500 

4.686 

Fresh 

Non-command 

Non-command 

Gneisses 

3.978 

3.87 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.32 

0.29 

0.05 

0.011 

0.52 

0.58 


Upla Khejra 

0819000402375000 

3.064 

Fresh 

Non-command 

Non-command 

Gneisses 

2.357 

3.76 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.21 

0.20 

0.12 

0.006 

0.46 

0.49 


Uplagarh 

0819000402374700 

21.214 

Fresh 

Non-command 

Non-command 

Gneisses 

6.372 

2.83 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.40 

0.36 

0.13 

0.017 

0.18 

0.20 


Upli Bor 

0819000402375500 

4.923 

Fresh 

Non-command 

Non-command 

Gneisses 

4.075 

3.95 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.35 

0.32 

0.11 

0.011 

0.52 

0.57 

12001002 

Adarsh Doongri 

0819000302366100 

1.800 

Fresh 

Non-command 

Non-command 

Gneisses 

1.411 

4.96 

0.020 

0.11 

0.02 

0.00 

0.00 

0.00 

0.23 

0.20 

0.43 

0.005 

0.34 

0.38 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Achalgarh 

0819000402368400 

0.14 

0.00 

1,765.03 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.000 

37.51 

Safe 

Asawa 

0819000502377800 

0.08 

0.00 

(32.88) 

0.00 

0.01 

0.01 

0.00 

0.01 

- 

- 

- 

- 

0.015 

0.015 

0.015 

0.025 

0.001 

0.024 

0.001 

2.54 

Safe 



0.10 

0.02 

457.54 

0.03 

0.03 

0.05 

0.01 

0.12 

- 

0.0100 

- 

- 

0.044 

0.054 

0.054 

0.108 

0.005 

0.103 

0.054 

52.79 

Safe 

Bari Khera 

0819000502378100 

0.10 

0.01 

########## 

0.01 

- 

0.01 

0.00 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.009 

0.004 

41.36 

Safe 

Block No. 3 

0819000402368500 

0.14 

0.00 

########## 

0.01 

- 

0.01 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.005 

82.95 

Semi Critical 

Burari Khera 

0819000502378200 

0.10 

0.63 

63,152.03 

0.59 

- 

0.59 

0.03 

0.91 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.603 

0.030 

0.573 

0.073 

12.75 

Safe 

Gulab Ganj 

0819000502378700 

0.08 

0.06 

264.27 

0.07 

0.01 

0.08 

0.01 

0.31 

- 

0.0400 

- 

- 

0.002 

0.042 

0.042 

0.120 

0.006 

0.114 

0.349 

306.95 

Over Exploited 



0.10 

0.01 

1,032.43 

0.01 

0.00 

0.01 

0.00 

0.09 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.025 

0.001 

0.024 

0.098 

406.44 

Over Exploited 

Jawai 

0819000402368200 

0.14 

0.00 

395,233.35 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Malgaon 

0819000502378800 

0.08 

0.05 

238.07 

0.06 

0.01 

0.07 

0.01 

0.31 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.094 

0.005 

0.089 

0.173 

194.85 

Over Exploited 

Oriya 

0819000402368300 

0.14 

0.01 

2,088.72 

0.02 

- 

0.02 

0.01 

0.21 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.028 

0.001 

0.027 

0.038 

144.31 

Over Exploited 

Pamera 

0819000502377400 

0.08 

0.00 

4,277.43 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.031 

2,807.41 

Over Exploited 

Pee Thapura S 

0819000502378500 

0.08 

0.00 

1,425.72 

0.00 

0.01 

0.01 

0.01 

0.16 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.034 

0.002 

0.032 

0.183 

570.19 

Over Exploited 



0.10 

0.22 

71.73 

0.26 

0.05 

0.31 

0.04 

1.16 

- 

0.1500 

- 

- 

0.000 

0.150 

0.150 

0.461 

0.023 

0.438 

1.361 

311.00 

Over Exploited 

Sanwara 

0819000502377700 

0.10 

0.00 

8,450.87 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Shergaon 

0819000402367900 

0.14 

0.00 

936,792.21 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Singarli Khera 

0819000502378400 

0.08 

0.00 

739.65 

0.00 

0.00 

0.00 

0.00 

0.09 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.004 

0.000 

0.004 

0.011 

301.18 

Over Exploited 

Sirodi 

0819000502378600 

0.08 

0.00 

1,778.44 

0.00 

0.00 

0.00 

0.00 

0.07 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.004 

0.000 

0.004 

0.040 

1,022.09 

Over Exploited 



0.10 

0.00 

10,467.73 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.010 

13,949.87 

Over Exploited 

Tokra 

0819000502378300 

0.08 

0.18 

56.84 

0.22 

- 

0.22 

0.02 

0.50 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.228 

0.011 

0.217 

0.113 

51.88 

Safe 



0.10 

0.29 

42.31 

0.35 

- 

0.35 

0.02 

0.56 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.361 

0.018 

0.343 

0.134 

38.96 

Safe 

Utraj 

0819000402368100 

0.14 

0.01 

########## 

0.01 

- 

0.01 

0.00 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.013 

0.005 

35.43 

Safe 

Danpura 

0819000502384800 

0.24 

1.17 

(4.44) 

1.12 

0.04 

1.16 

0.04 

0.59 

- 

0.1300 

- 

- 

- 

0.130 

0.130 

1.292 

0.065 

1.227 

1.179 

96.12 

Critical 

Fatepura 

0819000502385000 

0.08 

0.04 

17.93 

0.05 

0.00 

0.05 

0.02 

0.33 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.053 

0.003 

0.050 

0.035 

69.25 

Safe 

Mandar 

0819000502384900 

0.08 

0.23 

164.32 

0.27 

0.09 

0.36 

0.03 

0.38 

- 

0.2600 

- 

- 

- 

0.260 

0.260 

0.624 

0.031 

0.593 

2.357 

397.30 

Over Exploited 



0.24 

0.06 

668.86 

0.08 

0.04 

0.12 

0.01 

0.11 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

0.236 

0.012 

0.225 

1.067 

474.93 

Over Exploited 

Morwara 

0819000502380700 

0.24 

0.00 

2,353.47 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.044 

4,654.95 

Over Exploited 

Peethapura M 

0819000502380800 

0.24 

0.08 

214.73 

0.10 

0.00 

0.10 

0.01 

0.15 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.120 

0.006 

0.114 

0.067 

58.91 

Safe 

Rohua 

0819000502380000 

0.24 

0.00 

13,759.51 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.016 

2,004.88 

Over Exploited 

Sonani 

0819000502384100 

0.24 

0.02 

489.12 

0.03 

0.01 

0.04 

0.01 

0.12 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.058 

0.003 

0.055 

0.161 

294.22 

Over Exploited 

Sonela 

0819000502384000 

0.24 

0.00 

3,532.60 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.015 

1,727.42 

Over Exploited 

Sorda 

0819000502384700 

0.24 

0.90 

52.36 

1.08 

0.05 

1.13 

0.03 

0.41 

- 

0.1400 

- 

- 

0.002 

0.142 

0.142 

1.273 

0.064 

1.209 

3.656 

302.38 

Over Exploited 

Suliva 

0819000502380900 

0.24 

0.00 

3,578.41 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.014 

2,541.34 

Over Exploited 


River Basin: West Banas 


Sub Basin: West Banas 

Bhamriya 

0819000402375200 

0.14 

0.03 

219.00 

0.04 

- 

0.04 

0.01 

0.23 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.062 

0.003 

0.059 

0.104 

177.64 

Over Exploited 

Bori Booj 

0819000402372900 

0.14 

0.00 

6,716.92 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bosa 

0819000402375300 

0.14 

0.03 

608.74 

0.03 

- 

0.03 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.030 

0.002 

0.029 

0.027 

95.48 

Critical 

Buja 

0819000402374900 

0.14 

0.24 

(10.25) 

0.21 

- 

0.21 

0.04 

0.60 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.234 

0.012 

0.222 

0.102 

45.97 

Safe 

Deldar 

0819000402372600 

0.14 

0.21 

116,261.73 

0.25 

0.02 

0.27 

0.02 

0.35 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.320 

0.016 

0.304 

0.441 

144.75 

Over Exploited 

Derna 

0819000402372400 

0.14 

0.38 

7.24 

0.40 

0.00 

0.41 

0.04 

0.62 

- 

0.0100 

- 

- 

0.003 

0.014 

0.014 

0.419 

0.021 

0.398 

0.099 

24.79 

Safe 



0.14 

0.00 

43,747.45 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dovtra 

0819000402372800 

0.14 

0.06 

122.19 

0.07 

- 

0.07 

0.02 

0.29 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.082 

0.004 

0.078 

0.076 

97.41 

Critical 

Jamboori 

0819000402375400 

0.14 

0.07 

261.13 

0.08 

- 

0.08 

0.01 

0.20 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.095 

0.005 

0.090 

0.057 

63.60 

Safe 

Jaydara 

0819000402373200 

0.14 

0.14 

(10.27) 

0.13 

- 

0.13 

0.03 

0.45 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.150 

0.007 

0.142 

0.129 

90.57 

Critical 

Khadat 

0819000402373600 

0.14 

0.01 

609.10 

0.01 

- 

0.01 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.021 

0.001 

0.020 

0.087 

432.02 

Over Exploited 

Kiwarli 

0819000402369200 

0.14 

0.00 

14,415.68 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kyari 

0819000402373300 

0.14 

0.04 

367,009.72 

0.05 

- 

0.05 

0.01 

0.21 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.055 

0.003 

0.053 

0.112 

213.49 

Over Exploited 

Meen 

0819000402375800 

0.14 

0.07 

256.02 

0.09 

- 

0.09 

0.01 

0.15 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.109 

0.005 

0.104 

0.104 

100.48 

Over Exploited 

Morthala 

0819000402372200 

0.14 

0.00 

1,294.35 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.007 

590.71 

Over Exploited 

Nichla Khejra 

0819000402373100 

0.14 

0.29 

(12.46) 

0.26 

0.01 

0.27 

0.03 

0.48 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.297 

0.015 

0.282 

0.179 

63.32 

Safe 

Nichlagarh 

0819000402373400 

0.14 

0.22 

########## 

0.26 

0.01 

0.27 

0.03 

0.38 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.300 

0.015 

0.285 

0.293 

102.88 

Over Exploited 

Nichli Bor 

0819000402374800 

0.14 

0.12 

(17.96) 

0.10 

- 

0.10 

0.03 

0.48 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.107 

0.005 

0.101 

0.055 

54.37 

Safe 

Or 

0819000402372300 

0.14 

0.07 

194.60 

0.09 

0.01 

0.09 

0.02 

0.25 

- 

0.0100 

- 

- 

0.009 

0.019 

0.019 

0.112 

0.006 

0.106 

0.132 

124.28 

Over Exploited 



0.14 

0.16 

96.71 

0.19 

0.02 

0.21 

0.03 

0.38 

- 

0.0200 

- 

- 

0.008 

0.028 

0.028 

0.237 

0.012 

0.225 

0.186 

82.54 

Semi Critical 

Paba 

0819000402373000 

0.14 

0.49 

33.57 

0.59 

0.01 

0.60 

0.03 

0.52 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.640 

0.032 

0.608 

0.243 

39.93 

Safe 

Rada 

0819000402375600 

0.14 

0.12 

183,969.86 

0.14 

- 

0.14 

0.03 

0.40 

- 

- 

- 

- 

- 

- 

- 

0.136 

0.007 

0.129 

0.028 

22.08 

Safe 

Ranora 

0819000402375100 

0.14 

0.12 

64.15 

0.15 

- 

0.15 

0.03 

0.40 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.155 

0.008 

0.147 

0.064 

43.56 

Safe 

Sangna 

0819000402373500 

0.14 

0.00 

1,587.25 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.008 

328.02 

Over Exploited 



0.14 

0.00 

23,507.13 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Tankiya 

0819000402372700 

0.14 

0.03 

########## 

0.04 

- 

0.04 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.050 

0.002 

0.047 

0.078 

165.21 

Over Exploited 

Tartoli (rural) 

0819000402373800 

0.14 

0.00 

2,614.22 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

1,674.50 

Over Exploited 



0.14 

0.03 

245.68 

0.04 

- 

0.04 

0.02 

0.24 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.050 

0.002 

0.047 

0.090 

190.01 

Over Exploited 

Toonka 

0819000402372500 

0.14 

0.29 

(0.93) 

0.29 

0.01 

0.29 

0.04 

0.56 

- 

0.0100 

- 

- 

0.009 

0.019 

0.019 

0.313 

0.016 

0.298 

0.061 

20.44 

Safe 

Upla Khejra 

0819000402375000 

0.14 

0.15 

28.88 

0.18 

- 

0.18 

0.03 

0.49 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.202 

0.010 

0.192 

0.128 

66.98 

Safe 

Uplagarh 

0819000402374700 

0.14 

0.16 

########## 

0.19 

- 

0.19 

0.01 

0.20 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.211 

0.011 

0.200 

0.147 

73.58 

Semi Critical 

Upli Bor 

0819000402375500 

0.14 

0.29 

95,291.05 

0.32 

- 

0.32 

0.04 

0.55 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.340 

0.017 

0.323 

0.119 

36.90 

Safe 

Adarsh Doongri 

0819000302366100 

0.14 

0.07 

199.73 

0.08 

0.02 

0.10 

0.03 

0.37 

- 

0.0800 

- 

- 

0.006 

0.086 

0.086 

0.189 

0.009 

0.180 

0.437 

242.91 

Over Exploited 



Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MOM 

MOM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Ajari 

081900030236150C 

15.278 

Fresh 

Non-command 

Non-command 

Gneisses 

11.289 

5.14 

0.020 

0.19 

0.03 

0.00 

0.00 

0.00 

1.32 

0.91 

0.70 

0.040 

0.39 

0.57 





Saline 

Non-command 

Non-command 

Gneisses 

1.361 

5.14 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.08 

0.03 

0.005 

0.05 

0.07 


Amli 

081900030235970C 

10.323 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.072 

4.78 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.00 

0.01 





Saline 

Non-command 

Non-command 

Gneisses 

7.788 

4.78 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.60 

0.41 

0.11 

0.028 

0.38 

0.56 







Non-command 

Erinpura Granite 

2.454 

4.78 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.17 

0.04 

0.009 

0.12 

0.18 


Amliya 

082000090248200C 

7.437 

Saline 

Non-command 

Non-command 

Gneisses 

0.012 

3.59 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Erinpura Granite 

2.120 

3.59 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.11 

0.07 

0.011 

0.13 

0.20 


Banas 

081900030236600C 

3.595 

Fresh 

Non-command 

Non-command 

Gneisses 

0.716 

5.16 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.04 

0.003 

0.08 

0.09 


Basantgarh 

081900030236640C 

34.836 

Fresh 

Non-command 

Non-command 

Gneisses 

25.185 

4.97 

0.020 

0.21 

0.03 

0.00 

0.00 

0.00 

2.68 

1.99 

0.72 

0.089 

0.35 

0.47 





Saline 

Non-command 

Non-command 

Gneisses 

1.398 

4.97 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.01 

0.005 

0.02 

0.03 


Chawarli 

081900030236630C 

5.047 

Fresh 

Non-command 

Non-command 

Gneisses 

1.837 

5.75 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.24 

0.18 

0.16 

0.007 

0.18 

0.24 


Darla Padar 

0819000302358100 

10.176 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

5.917 

4.25 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.51 

0.30 

0.00 

0.021 

0.21 

0.37 


Devon Ka Bera 

0819000102349300 

26.679 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.005 

5.20 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Dhanga 

0819000302361000 

4.103 

Saline 

Non-command 

Non-command 

Gneisses 

4.036 

5.01 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.32 

0.19 

0.07 

0.014 

0.47 

0.80 


Gadiya 

0819000302361200 

2.037 

Saline 

Non-command 

Non-command 

Gneisses 

2.037 

5.04 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.16 

0.10 

0.03 

0.007 

0.48 

0.81 


Gharat 

0819000302360800 

11.013 

Fresh 

Non-command 

Non-command 

Gneisses 

0.002 

4.92 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.221 

4.92 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.01 

0.02 







Non-command 

Gneisses 

10.556 

4.92 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.82 

0.51 

0.13 

0.037 

0.47 

0.77 


Ghodiyawa 

0819000302366200 

1.615 

Fresh 

Non-command 

Non-command 

Gneisses 

0.889 

5.03 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.08 

0.05 

0.003 

0.24 

0.29 


Jhadoli 

0819000302359300 

18.047 

Fresh 

Non-command 

Non-command 

Gneisses 

2.877 

5.31 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.37 

0.26 

0.27 

0.010 

0.08 

0.11 







Non-command 

Erinpura Granite 

3.687 

5.31 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.45 

0.32 

0.27 

0.013 

0.10 

0.15 


Junasanwara 

0819000302358700 

6.048 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.551 

4.85 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.03 

0.002 

0.04 

0.06 


Kalumbari 

0819000302361300 

2.070 

Saline 

Non-command 

Non-command 

Gneisses 

2.064 

5.27 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.10 

0.08 

0.007 

0.46 

0.82 


Kantal 

0819000302361400 

5.898 

Fresh 

Non-command 

Non-command 

Gneisses 

0.317 

5.02 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.02 

0.001 

0.03 

0.04 





Saline 

Non-command 

Non-command 

Gneisses 

5.579 

5.02 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.46 

0.29 

0.13 

0.020 

0.49 

0.76 


Kerlapadar 

0819000302358400 

5.486 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

4.901 

4.52 

0.020 

0.05 

0.01 

0.00 

0.00 

0.02 

0.47 

0.26 

0.19 

0.017 

0.32 

0.57 


Keshavganj 

0819000302359500 

3.874 

Fresh 

Non-command 

Non-command 

Gneisses 

0.000 

4.59 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Erinpura Granite 

2.519 

4.59 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.13 

0.03 

0.009 

0.23 

0.41 


Khari Gegarwa 

0819000302357900 

11.781 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

1.632 

5.27 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.18 

0.15 

0.01 

0.006 

0.07 

0.08 


Kundal 

0819000302360200 

3.417 

Saline 

Non-command 

Non-command 

Gneisses 

3.417 

5.24 

0.015 

0.02 

0.00 

0.00 

0.00 

0.05 

0.23 

0.14 

0.07 

0.012 

0.47 

0.81 


Malap 

0819000302360000 

7.336 

Saline 

Non-command 

Non-command 

Gneisses 

7.269 

5.01 

0.015 

0.03 

0.00 

0.00 

0.00 

0.00 

0.58 

0.41 

0.08 

0.026 

0.56 

0.78 


Malera 

0819000302360700 

2.051 

Saline 

Non-command 

Non-command 

Gneisses 

1.741 

5.02 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.09 

0.05 

0.006 

0.43 

0.66 


Moras 

0819000302366500 

19.240 

Fresh 

Non-command 

Non-command 

Gneisses 

0.722 

3.78 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.02 

0.003 

0.02 

0.03 





Saline 

Non-command 

Non-command 

Gneisses 

1.365 

3.78 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.06 

0.01 

0.005 

0.04 

0.05 


Muri 

0819000302358200 

5.932 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

2.798 

4.35 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.26 

0.15 

0.09 

0.010 

0.17 

0.30 


Nana 

0820000902482200 

46.067 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.031 

3.85 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 





Saline 

Non-command 

Non-command 

Erinpura Granite 

0.566 

3.85 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.003 

0.01 

0.01 


Navawas 

0819000302361100 

1.107 

Saline 

Non-command 

Non-command 

Gneisses 

1.090 

4.96 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

0.01 

0.004 

0.49 

0.79 


Pahar Kalan 

0819000302360400 

78.602 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

6.208 

4.53 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.43 

0.28 

0.01 

0.022 

0.04 

0.06 







Non-command 

Gneisses 

12.451 

4.53 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.87 

0.56 

0.01 

0.044 

0.08 

0.12 


Pindwara (M) 

0819000341903000 

30.576 

Fresh 

Non-command 

Non-command 

Gneisses 

15.550 

5.32 

0.020 

0.70 

0.02 

0.00 

0.00 

0.00 

2.34 

1.83 

0.67 

1.634 

0.30 

0.39 







Non-command 

Erinpura Granite 

0.267 

5.32 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.028 

0.01 

0.01 





Saline 

Non-command 

Non-command 

Gneisses 

9.889 

5.32 

0.015 

0.38 

0.01 

0.00 

0.00 

0.00 

1.16 

0.91 

0.14 

1.039 

0.19 

0.25 


Pindwara (rural) 

0819000302360100 

1.124 

Saline 

Non-command 

Non-command 

Gneisses 

1.124 

5.44 

0.015 

0.12 

0.02 

0.00 

0.00 

0.00 

0.19 

0.16 

0.48 

0.004 

0.65 

0.77 


Rajpura 

0819000302359400 

4.930 

Fresh 

Non-command 

Non-command 

Gneisses 

1.777 

5.07 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.20 

0.13 

0.09 

0.006 

0.15 

0.24 







Non-command 

Erinpura Granite 

3.153 

5.07 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.36 

0.23 

0.13 

0.011 

0.27 

0.43 


Reechhri 

0819000302363500 

2.404 

Fresh 

Non-command 

Non-command 

Gneisses 

0.039 

5.15 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Sabela 

0819000302359900 

7.627 

Saline 

Non-command 

Non-command 

Gneisses 

7.520 

4.86 

0.015 

0.04 

0.00 

0.00 

0.00 

0.00 

0.59 

0.36 

0.13 

0.027 

0.49 

0.80 


Sadalwa 

0819000302359600 

5.692 

Fresh 

Non-command 

Non-command 

Gneisses 

1.403 

4.61 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.10 

0.09 

0.005 

0.11 

0.17 







Non-command 

Erinpura Granite 

1.996 

4.61 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.21 

0.14 

0.10 

0.007 

0.15 

0.24 





Saline 

Non-command 

Non-command 

Gneisses 

1.778 

4.61 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.09 

0.04 

0.006 

0.14 

0.21 







Non-command 

Erinpura Granite 

0.285 

4.61 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.01 

0.001 

0.02 

0.03 


Siwera 

0819000302358300 

9.341 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

7.960 

4.60 

0.020 

0.06 

0.01 

0.00 

0.00 

0.11 

0.67 

0.38 

0.19 

0.028 

0.30 

0.54 


Thandi Beri 

0819000302359800 

8.041 

Saline 

Non-command 

Non-command 

Gneisses 

5.864 

4.46 

0.015 

0.04 

0.01 

0.00 

0.00 

0.00 

0.42 

0.28 

0.14 

0.021 

0.37 

0.56 







Non-command 

Erinpura Granite 

0.100 

4.46 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Undra 

0819000302358500 

12.803 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.224 

4.09 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.001 

0.01 

0.01 


Vagdari 

0819000302360900 

4.685 

Saline 

Non-command 

Non-command 

Gneisses 

4.685 

4.98 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.36 

0.21 

0.02 

0.017 

0.47 

0.81 


Varli 

0819000302360300 

3.873 

Saline 

Non-command 

Non-command 

Gneisses 

3.870 

5.11 

0.015 

0.03 

0.00 

0.00 

0.00 

0.02 

0.31 

0.17 

0.12 

0.014 

0.46 

0.82 


Viroli 

0819000302358000 

15.505 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

4.973 

4.29 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.45 

0.29 

0.07 

0.018 

0.13 

0.20 

12001003 

Ajari 

0819000302361500 

15.278 

Fresh 

Non-command 

Non-command 

Gneisses 

0.741 

5.14 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.06 

0.05 

0.003 

0.03 

0.04 


Arasana 

0819000302359000 

11.391 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

10.454 

5.26 

0.020 

0.12 

0.02 

0.00 

0.00 

0.00 

1.20 

0.93 

0.42 

0.037 

0.45 

0.58 


Baida 

0819000202352300 

10.920 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.986 

5.54 

0.015 

0.18 

0.03 

0.00 

0.00 

0.00 

0.73 

0.66 

0.68 

0.015 

0.35 

0.39 


Darla Padar 

0819000302358100 

10.176 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.110 

4.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.01 


Digar 

0819000302361900 

13.482 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

9.184 

4.09 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.79 

0.79 

0.12 

0.033 

0.31 

0.31 


Janapur 

0819000302361600 

6.431 

Fresh 

Non-command 

Non-command 

Gneisses 

6.008 

4.74 

0.020 

0.21 

0.03 

0.00 

0.00 

0.01 

0.74 

0.55 

0.81 

0.021 

0.50 

0.67 







Non-command 

Erinpura Granite 

0.152 

4.74 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.02 


Jhadoli 

0819000302359300 

18.047 

Fresh 

Non-command 

Non-command 

Gneisses 

2.601 

5.31 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.32 

0.23 

0.23 

0.009 

0.07 

0.10 







Non-command 

Erinpura Granite 

8.882 

5.31 

0.020 

0.17 

0.02 

0.00 

0.00 

0.02 

1.07 

0.77 

0.65 

0.032 

0.25 

0.35 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Ajari 

0819000302361500 

0.14 

0.62 

46.27 

0.74 

0.03 

0.77 

0.03 

0.43 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.855 

0.043 

0.812 

0.742 

91.36 

Critical 



0.09 

0.01 

1,262.54 

0.01 

- 

0.01 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.035 

526.99 

Over Exploited 

Amli 

0819000302359700 

0.15 

0.00 

12,200.07 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.09 

0.27 

52.62 

0.32 

- 

0.32 

0.03 

0.42 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.342 

0.017 

0.325 

0.136 

41.72 

Safe 



0.09 

0.03 

528.00 

0.03 

- 

0.03 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.042 

0.002 

0.040 

0.045 

112.05 

Over Exploited 

Amliya 

0820000902482000 

0.08 

0.00 

78,795.81 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.02 

52,183.91 

0.03 

- 

0.03 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.036 

0.002 

0.035 

0.085 

244.81 

Over Exploited 

Banas 

0819000302366000 

0.14 

0.01 

841.73 

0.01 

- 

0.01 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.000 

0.009 

0.039 

408.74 

Over Exploited 

Basantgarh 

0819000302366400 

0.14 

1.24 

########## 

1.49 

0.03 

1.52 

0.03 

0.38 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

1.596 

0.080 

1.516 

0.809 

53.39 

Safe 



0.09 

0.00 

640,060.92 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.017 

648.66 

Over Exploited 

Chawarli 

0819000302366300 

0.14 

0.05 

291.77 

0.06 

0.01 

0.07 

0.02 

0.20 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.090 

0.005 

0.086 

0.169 

196.72 

Over Exploited 

Darla Padar 

0819000302358100 

0.15 

0.19 

56.35 

0.23 

- 

0.23 

0.02 

0.24 

- 

- 

- 

- 

- 

- 

- 

0.229 

0.011 

0.217 

0.021 

9.66 

Safe 

Devon Ka Bera 

0819000102349300 

0.15 

0.00 

726,522.98 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Dhanga 

0819000302361000 

0.09 

0.17 

11.39 

0.19 

- 

0.19 

0.04 

0.51 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.200 

0.010 

0.190 

0.080 

42.24 

Safe 

Gadiya 

0819000302361200 

0.09 

0.09 

10.17 

0.10 

0.00 

0.10 

0.05 

0.53 

- 

- 

- 

- 

0.000 

- 

- 

0.097 

0.005 

0.092 

0.037 

40.36 

Safe 

Gharat 

0819000302360800 

0.14 

0.00 

285,406.85 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

5,677.65 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.09 

0.45 

611,040.53 

0.50 

- 

0.50 

0.04 

0.52 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.515 

0.026 

0.489 

0.163 

33.43 

Safe 

Ghodiyawa 

0819000302366200 

0.14 

0.03 

178.91 

0.04 

- 

0.04 

0.02 

0.27 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.046 

0.002 

0.044 

0.057 

129.43 

Over Exploited 

Jhadoli 

0819000302359300 

0.14 

0.03 

698.43 

0.04 

0.01 

0.05 

0.01 

0.09 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.079 

0.004 

0.075 

0.280 

372.87 

Over Exploited 



0.15 

0.06 

458.45 

0.07 

0.01 

0.08 

0.01 

0.11 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.113 

0.006 

0.107 

0.287 

268.55 

Over Exploited 

Junasanwara 

0819000302358700 

0.15 

0.00 

1,288.97 

0.00 

- 

0.00 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.014 

0.001 

0.014 

0.031 

225.39 

Over Exploited 

Kalumbari 

0819000302361300 

0.09 

0.09 

20.83 

0.10 

- 

0.10 

0.04 

0.51 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.113 

0.006 

0.107 

0.085 

79.42 

Semi Critical 

Kantal 

0819000302361400 

0.14 

0.00 

1,565.61 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.019 

1,369.81 

Over Exploited 



0.09 

0.24 

20.81 

0.29 

- 

0.29 

0.04 

0.53 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.303 

0.015 

0.287 

0.152 

52.81 

Safe 

Kerlapadar 

0819000302358400 

0.15 

0.24 

11.60 

0.26 

0.03 

0.29 

0.04 

0.36 

0.03 

0.0400 

- 

- 

0.027 

0.067 

0.093 

0.383 

0.019 

0.364 

0.204 

56.15 

Safe 

Keshavganj 

0819000302359500 

0.14 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.09 

53.20 

0.11 

0.00 

0.11 

0.03 

0.26 

0.01 

0.0100 

- 

- 

0.004 

0.014 

0.024 

0.132 

0.007 

0.125 

0.038 

30.32 

Safe 

Khari Gegarwa 

0819000302357900 

0.15 

0.02 

780.49 

0.02 

- 

0.02 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.020 

0.001 

0.019 

0.020 

103.30 

Over Exploited 

Kundal 

0819000302360200 

0.09 

0.15 

(6.47) 

0.14 

0.05 

0.19 

0.05 

0.52 

- 

0.0100 

- 

- 

0.081 

0.091 

0.091 

0.281 

0.014 

0.267 

0.084 

31.47 

Safe 

Malap 

0819000302360000 

0.09 

0.36 

154,327.90 

0.41 

- 

0.41 

0.04 

0.61 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.422 

0.021 

0.401 

0.104 

25.90 

Safe 

Malera 

0819000302360700 

0.09 

0.07 

31.33 

0.08 

0.00 

0.08 

0.04 

0.46 

- 

0.0100 

- 

- 

0.006 

0.016 

0.016 

0.101 

0.005 

0.096 

0.054 

56.63 

Safe 

Moras 

0819000302366500 

0.14 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.021 

941.68 

Over Exploited 



0.09 

0.00 

1,148.48 

0.01 

- 

0.01 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.017 

334.84 

Over Exploited 

Muri 

0819000302358200 

0.15 

0.07 

109.24 

0.08 

0.00 

0.09 

0.02 

0.19 

0.01 

0.0200 

- 

- 

0.002 

0.022 

0.030 

0.116 

0.006 

0.110 

0.096 

87.18 

Semi Critical 

Nana 

0820000902482200 

0.12 

0.00 

141,979.27 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.08 

0.00 

11,359.82 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.015 

5,434.09 

Over Exploited 

Navawas 

0819000302361100 

0.09 

0.05 

215,457.11 

0.05 

- 

0.05 

0.04 

0.53 

- 

- 

- 

- 

- 

- 

- 

0.050 

0.003 

0.048 

0.016 

33.21 

Safe 

Pahar Kalan 

0819000302360400 

0.08 

0.02 

########## 

0.02 

- 

0.02 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.022 

0.001 

0.021 

0.028 

135.11 

Over Exploited 



0.09 

0.09 

########## 

0.10 

- 

0.10 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.105 

0.005 

0.100 

0.056 

56.43 

Safe 

Pindwara (M) 

0819000341903000 

0.14 

0.66 

175.64 

0.80 

0.02 

0.82 

0.02 

0.33 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.885 

0.044 

0.841 

2.300 

273.47 

Over Exploited 



0.15 

0.00 

14,273.45 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.042 

17,659.64 

Over Exploited 



0.09 

0.17 

426.44 

0.21 

0.01 

0.22 

0.01 

0.21 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.237 

0.012 

0.225 

1.183 

526.06 

Over Exploited 

Pindwara (rural) 

0819000302360100 

0.09 

0.07 

146.22 

0.08 

0.02 

0.10 

0.05 

0.69 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.189 

0.009 

0.179 

0.484 

270.25 

Over Exploited 

Rajpura 

0819000302359400 

0.14 

0.04 

234.34 

0.05 

- 

0.05 

0.01 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.055 

0.003 

0.053 

0.096 

182.75 

Over Exploited 



0.15 

0.13 

76.59 

0.15 

0.00 

0.16 

0.03 

0.30 

- 

0.0100 

- 

- 

0.005 

0.015 

0.015 

0.171 

0.009 

0.163 

0.141 

86.89 

Semi Critical 

Reechhri 

0819000302363500 

0.14 

0.00 

9,144.00 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sabela 

0819000302359900 

0.09 

0.33 

9.18 

0.36 

- 

0.36 

0.04 

0.53 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.380 

0.019 

0.361 

0.159 

44.02 

Safe 

Sadalwa 

0819000302359600 

0.14 

0.02 

351.14 

0.03 

- 

0.03 

0.01 

0.12 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.046 

0.002 

0.043 

0.095 

219.44 

Over Exploited 



0.15 

0.05 

197.76 

0.06 

- 

0.06 

0.01 

0.17 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.075 

0.004 

0.072 

0.108 

150.79 

Over Exploited 



0.09 

0.02 

288.35 

0.03 

- 

0.03 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.036 

0.002 

0.035 

0.048 

139.65 

Over Exploited 



0.09 

0.00 

2,883.41 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.007 

1,086.01 

Over Exploited 

Siwera 

0819000302358300 

0.15 

0.36 

5.03 

0.38 

0.12 

0.49 

0.03 

0.33 

0.04 

0.0400 

- 

- 

0.161 

0.202 

0.242 

0.736 

0.037 

0.699 

0.215 

30.78 

Safe 

Thandi Beri 

0819000302359800 

0.09 

0.20 

42.28 

0.24 

0.01 

0.25 

0.03 

0.41 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.277 

0.014 

0.263 

0.159 

60.34 

Safe 



0.09 

0.00 

10,121.92 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Undra 

0819000302358500 

0.15 

0.00 

4,705.30 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Vagdari 

0819000302360900 

0.09 

0.20 

4.65 

0.21 

0.00 

0.21 

0.05 

0.52 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.210 

0.010 

0.199 

0.041 

20.39 

Safe 

Varli 

0819000302360300 

0.09 

0.16 

8.28 

0.17 

0.02 

0.19 

0.04 

0.51 

- 

0.0100 

- 

- 

0.027 

0.037 

0.037 

0.229 

0.011 

0.218 

0.134 

61.47 

Safe 

Viroli 

0819000302358000 

0.15 

0.10 

195.47 

0.12 

- 

0.12 

0.01 

0.14 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.127 

0.006 

0.121 

0.090 

74.22 

Semi Critical 

Ajari 

0819000302361500 

0.14 

0.00 

2,115.43 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.013 

0.057 

451.37 

Over Exploited 

Arasana 

0819000302359000 

0.15 

0.70 

28,652.20 

0.84 

0.02 

0.86 

0.04 

0.49 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.909 

0.045 

0.863 

0.455 

52.73 

Safe 

Baida 

0819000202352300 

0.15 

0.36 

########## 

0.43 

0.03 

0.46 

0.03 

0.38 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.543 

0.027 

0.515 

0.699 

135.57 

Over Exploited 

Darla Padar 

0819000302358100 

0.15 

0.00 

8,227.49 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Digar 

0819000302361900 

0.15 

0.43 

82.79 

0.52 

- 

0.52 

0.03 

0.34 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.526 

0.026 

0.499 

0.148 

29.56 

Safe 

Janapur 

0819000302361600 

0.14 

0.42 

30.88 

0.51 

0.04 

0.55 

0.04 

0.54 

- 

0.0900 

- 

- 

0.016 

0.106 

0.106 

0.654 

0.033 

0.621 

0.835 

134.51 

Over Exploited 



0.15 

0.00 

3,621.62 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.015 

4,395.02 

Over Exploited 

Jhadoli 

0819000302359300 

0.14 

0.03 

767.82 

0.03 

0.01 

0.04 

0.01 

0.08 

- 

0.0300 

- 

- 

0.002 

0.032 

0.032 

0.075 

0.004 

0.071 

0.243 

340.62 

Over Exploited 



0.15 

0.33 

129.97 

0.40 

0.04 

0.44 

0.02 

0.27 

- 

0.0700 

- 

- 

0.027 

0.097 

0.097 

0.534 

0.027 

0.507 

0.680 

134.01 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Jhankar 

081900030236170C 

5.029 

Fresh 

Non-command 

Non-command 

Gneisses 

2.866 

5.41 

0.020 

0.08 

0.01 

0.00 

0.00 

0.01 

0.37 

0.28 

0.31 

0.010 

0.32 

0.42 







Non-command 

Erinpura Granite 

2.163 

5.41 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.27 

0.20 

0.17 

0.008 

0.24 

0.32 


Junasanwara 

081900030235870C 

6.048 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.587 

4.85 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.04 

0.002 

0.05 

0.06 







Non-command 

Erinpura Granite 

4.909 

4.85 

0.020 

0.06 

0.01 

0.00 

0.00 

0.01 

0.51 

0.42 

0.22 

0.017 

0.40 

0.49 


Kerlapadar 

0819000302358400 

5.486 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.584 

4.52 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.03 

0.01 

0.002 

0.04 

0.07 


Khari Gegarwa 

0819000302357900 

11.781 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

2.125 

5.27 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.23 

0.19 

0.02 

0.008 

0.09 

0.11 







Non-command 

Erinpura Granite 

0.570 

5.27 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.00 

0.002 

0.02 

0.03 


Kojra 

0819000302363300 

7.683 

Fresh 

Non-command 

Non-command 

Gneisses 

0.502 

4.10 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.05 

0.002 

0.03 

0.04 


Kotra 

0819000302358600 

4.478 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

4.478 

3.13 

0.020 

0.06 

0.01 

0.00 

0.00 

0.01 

0.32 

0.24 

0.23 

0.016 

0.45 

0.62 


Lotana 

0819000302362000 

16.971 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.204 

3.05 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.001 

0.01 

0.01 


Nandiya 

0819000302361800 

26.479 

Fresh 

Non-command 

Non-command 

Gneisses 

0.926 

5.18 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.11 

0.09 

0.05 

0.003 

0.02 

0.02 







Non-command 

Erinpura Granite 

5.433 

5.18 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.62 

0.53 

0.25 

0.019 

0.10 

0.11 


Naya Sanwara 

0819000302358800 

10.106 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

10.106 

3.52 

0.020 

0.18 

0.03 

0.00 

0.00 

0.04 

0.82 

0.69 

0.68 

0.036 

0.49 

0.59 


Parlai 

0819000302359200 

2.776 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

2.776 

5.16 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.33 

0.22 

0.19 

0.010 

0.48 

0.70 


Pindwara (M) 

0819000341903000 

30.576 

Fresh 

Non-command 

Non-command 

Gneisses 

4.870 

5.32 

0.020 

0.22 

0.01 

0.00 

0.00 

0.00 

0.73 

0.57 

0.22 

0.512 

0.10 

0.12 


Rajpura 

0819000202352400 

21.763 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

6.749 

5.50 

0.015 

0.05 

0.01 

0.00 

0.00 

0.00 

0.60 

0.55 

0.20 

0.014 

0.16 

0.18 







Non-command 

Erinpura Granite 

10.144 

5.50 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

1.18 

1.07 

0.27 

0.022 

0.25 

0.27 


Sarneshwarji 

0819000202352200 

32.802 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.132 

5.45 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Sirohi (M) 

0819000241902000 

43.752 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.065 

4.93 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.007 

0.00 

0.00 







Non-command 

Erinpura Granite 

2.449 

4.93 

0.020 

0.10 

0.00 

0.00 

0.00 

0.00 

0.34 

0.32 

0.06 

0.275 

0.03 

0.03 


Sirohi (rural) 

0819000202352500 

31.793 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

9.105 

4.15 

0.020 

0.11 

0.02 

0.00 

0.00 

0.00 

0.85 

0.97 

0.41 

0.019 

0.13 

0.11 


Telpur 

0819000302358900 

6.801 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

6.151 

4.15 

0.020 

0.11 

0.02 

0.00 

0.00 

0.00 

0.60 

0.55 

0.40 

0.022 

0.44 

0.49 


Undra 

0819000302358500 

12.803 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

12.570 

4.09 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

1.10 

0.67 

0.25 

0.045 

0.39 

0.64 


Veerwara 

0819000302359100 

13.499 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

12.580 

4.07 

0.020 

0.20 

0.03 

0.00 

0.00 

0.00 

1.19 

0.85 

0.75 

0.045 

0.43 

0.61 


Viroli 

0819000302358000 

15.505 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

2.294 

4.29 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.21 

0.13 

0.03 

0.008 

0.06 

0.09 

12001004 

Ambaweri 

0819000402370100 

2.888 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

2.658 

2.54 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.15 

0.15 

0.06 

0.007 

1.11 

1.15 


Andaliya 

0819000402371200 

2.037 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

2.024 

3.17 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.16 

0.15 

0.12 

0.006 

0.91 

0.98 


Arna 

0819000402368700 

2.702 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.030 

4.28 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.02 


Awal 

0819000402371300 

3.888 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

3.173 

2.99 

0.020 

0.26 

0.04 

0.00 

0.00 

0.00 

0.41 

0.38 

1.03 

0.009 

0.63 

0.68 


Bageri 

0819000402370000 

2.790 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

2.790 

3.10 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.21 

0.20 

0.20 

0.008 

1.08 

1.14 


Bahadurpura 

0819000402370500 

2.240 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

2.118 

4.55 

0.020 

0.02 

0.00 

0.00 

0.00 

0.05 

0.17 

0.16 

0.09 

0.006 

0.94 

1.01 



0819000502386500 

2.203 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.033 

5.30 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Block No. 3 

0819000402368500 

50.624 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

6.009 

4.75 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.58 

0.56 

0.00 

0.016 

0.16 

0.17 


Block No.l 

0819000402368800 

57.501 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

12.659 

3.91 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

1.00 

0.96 

0.00 

0.034 

0.26 

0.27 






West Banas 

Command 

Erinpura Granite 

0.013 

3.91 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chanar 

0819000402371100 

11.110 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

11.110 

3.51 

0.020 

0.23 

0.03 

0.00 

0.00 

0.01 

0.97 

0.91 

0.88 

0.030 

0.93 

1.00 


Chandela 

0819000402370200 

8.762 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

8.539 

2.82 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.55 

0.52 

0.28 

0.023 

1.13 

1.18 


Chotila 

0819000402370800 

4.322 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.634 

4.48 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.02 

0.002 

0.12 

0.14 


Duna Kakar 

0819000402371700 

6.724 

Fresh 

West Banas 

Command 

Erinpura Granite 

3.183 

3.69 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.24 

0.22 

0.04 

0.009 

0.30 

0.33 


Fatehpura 

0819000402370400 

1.749 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

1.671 

2.57 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.03 

0.005 

1.17 

1.22 


Forest Chotila 

0819000402370700 

4.926 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

4.199 

3.66 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

0.28 

0.00 

0.011 

0.78 

0.85 


Ganka 

0819000402369700 

3.478 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.592 

4.25 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.03 

0.002 

0.11 

0.12 






West Banas 

Command 

Erinpura Granite 

1.678 

4.25 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.17 

0.16 

0.10 

0.005 

0.31 

0.34 


Girwar 

0819000402371000 

9.337 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

9.240 

3.56 

0.020 

0.25 

0.04 

0.00 

0.00 

0.00 

0.87 

0.82 

0.98 

0.025 

1.04 

1.10 


Kyariya 

0819000402371800 

2.077 

Fresh 

West Banas 

Command 

Erinpura Granite 

2.077 

4.36 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.22 

0.20 

0.20 

0.006 

0.67 

0.74 


Mahi Khera 

0819000402370900 

3.528 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

3.221 

3.74 

0.020 

0.18 

0.03 

0.00 

0.00 

0.00 

0.39 

0.36 

0.70 

0.009 

0.91 

0.98 


Manpur (rural) 

0819000402371900 

3.785 

Fresh 

West Banas 

Command 

Erinpura Granite 

0.022 

5.20 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Maval 

0819000402374100 

7.533 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.045 

3.00 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 


Meergarh 

0819000402371500 

1.998 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

1.877 

3.78 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.17 

0.16 

0.14 

0.005 

0.76 

0.82 






West Banas 

Command 

Erinpura Granite 

0.059 

3.78 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.02 

0.03 


Mooliya Khera 

0819000502386700 

9.216 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

3.432 

4.84 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.34 

0.31 

0.03 

0.012 

0.32 

0.35 


Mount Abu (M) 

0819000441904000 

18.343 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.817 

4.07 

0.020 

0.06 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.00 

0.186 

0.06 

0.07 


Muliya Maha 

0819000402370600 

0.090 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.090 

4.98 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.91 

1.00 


Mungthala 

0819000402369900 

14.410 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

10.357 

3.43 

0.020 

0.21 

0.03 

0.00 

0.00 

0.00 

0.89 

0.83 

0.77 

0.028 

0.64 

0.68 






West Banas 

Command 

Erinpura Granite 

2.160 

3.43 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.18 

0.17 

0.16 

0.006 

0.13 

0.14 


Redwa Kalan 

0819000402371600 

6.873 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.739 

3.78 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.02 

0.002 

0.07 

0.08 






West Banas 

Command 

Erinpura Granite 

1.526 

3.78 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.11 

0.04 

0.004 

0.15 

0.17 


Redwa Khurd 

0819000402371400 

1.794 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

1.007 

3.57 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.10 

0.003 

0.41 

0.45 






West Banas 

Command 

Erinpura Granite 

0.036 

3.57 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.02 


Sakoda 

0819000402370300 

0.874 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.652 

2.79 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.03 

0.002 

0.97 

1.01 


Talwaron Ka Naka 

0819000402369800 

3.343 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.656 

4.29 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.06 

0.002 

0.14 

0.16 






West Banas 

Command 

Erinpura Granite 

2.681 

4.29 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.28 

0.26 

0.23 

0.007 

0.59 

0.64 


Wasda 

0819000402374200 

3.821 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.051 

2.82 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.01 

0.01 

12001005 

Bhata Ka Pani 

0826000303100800 

10.629 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.001 

2.40 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Bhoola 

0819000302367800 

43.278 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.668 

2.67 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.00 

0.002 

0.01 

0.01 







Non-command 

Gneisses 

31.704 

2.67 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

1.73 

1.74 

0.00 

0.113 

0.40 

0.39 


Bor Umri 

0819000302367400 

4.792 

Fresh 

Non-command 

Non-command 

Gneisses 

4.195 

2.42 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.20 

0.00 

0.015 

0.47 

0.47 


Bori Booj 

0819000402372900 

3.743 

Fresh 

Non-command 

Non-command 

Gneisses 

2.859 

3.01 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.20 

0.20 

0.12 

0.008 

0.42 

0.42 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Jhankar 

0819000302361700 

0.14 

0.13 

120.71 

0.15 

0.02 

0.17 

0.03 

0.34 

- 

0.0300 

- 

- 

0.011 

0.041 

0.041 

0.210 

0.010 

0.199 

0.316 

158.50 

Over Exploited 



0.15 

0.08 

163.96 

0.09 

0.01 

0.10 

0.02 

0.26 

- 

0.0200 

- 

- 

0.003 

0.023 

0.023 

0.127 

0.006 

0.121 

0.181 

149.18 

Over Exploited 

Junasanwara 

0819000302358700 

0.12 

0.00 

1,508.66 

0.00 

0.00 

0.00 

0.00 

0.05 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.015 

0.001 

0.014 

0.038 

275.72 

Over Exploited 



0.15 

0.29 

41.42 

0.35 

0.02 

0.38 

0.04 

0.44 

- 

0.0400 

- 

- 

0.021 

0.061 

0.061 

0.438 

0.022 

0.417 

0.233 

56.05 

Safe 

Kerlapadar 

0819000302358400 

0.15 

0.00 

790.95 

0.00 

- 

0.00 

0.00 

0.04 

0.00 

- 

- 

- 

- 

- 

0.000 

0.004 

0.000 

0.004 

0.016 

385.83 

Over Exploited 

Khari Gegarwa 

0819000302357900 

0.12 

0.02 

734.43 

0.03 

- 

0.03 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.027 

0.001 

0.026 

0.026 

98.26 

Critical 



0.15 

0.00 

2,280.87 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.002 

86.60 

Semi Critical 

Kojra 

0819000302363300 

0.14 

0.00 

1,762.69 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.056 

464.72 

Over Exploited 

Kotra 

0819000302358600 

0.15 

0.30 

(22.55) 

0.24 

0.02 

0.26 

0.04 

0.50 

- 

0.0400 

- 

- 

0.010 

0.050 

0.050 

0.310 

0.016 

0.295 

0.246 

83.37 

Semi Critical 

Lotana 

0819000302362000 

0.15 

0.00 

8,011.34 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Nandiya 

0819000302361800 

0.14 

0.00 

4,156.53 

0.00 

- 

0.00 

0.00 

0.02 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.057 

481.00 

Over Exploited 



0.15 

0.08 

478.87 

0.09 

0.01 

0.10 

0.01 

0.10 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.134 

0.007 

0.127 

0.264 

208.30 

Over Exploited 

Naya Sanwara 

0819000302358800 

0.15 

0.74 

(7.78) 

0.69 

0.07 

0.75 

0.05 

0.54 

- 

0.1300 

- 

- 

0.056 

0.186 

0.186 

0.940 

0.047 

0.893 

0.713 

79.85 

Semi Critical 

Parlai 

0819000302359200 

0.15 

0.20 

12.40 

0.22 

0.01 

0.23 

0.04 

0.52 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.254 

0.013 

0.242 

0.197 

81.45 

Semi Critical 

Pindwara (M) 

0819000341903000 

0.14 

0.07 

776.54 

0.08 

0.01 

0.09 

0.01 

0.10 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.108 

0.005 

0.103 

0.728 

709.26 

Over Exploited 

Rajpura 

0819000202352400 

0.15 

0.17 

928,695.52 

0.20 

0.01 

0.21 

0.02 

0.18 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.228 

0.011 

0.217 

0.212 

97.87 

Critical 



0.15 

0.37 

356,029.97 

0.45 

0.01 

0.46 

0.02 

0.27 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.486 

0.024 

0.461 

0.287 

62.12 

Safe 

Sarneshwarji 

0819000202352200 

0.15 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sirohi (M) 

0819000241902000 

0.15 

0.00 

262,501.88 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

######### 

Over Exploited 



0.15 

0.01 

########## 

0.01 

- 

0.01 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.022 

0.001 

0.021 

0.337 

1,591.49 

Over Exploited 

Sirohi (rural) 

0819000202352500 

0.15 

0.17 

########## 

0.20 

0.02 

0.22 

0.01 

0.14 

0.02 

0.0500 

- 

- 

- 

0.050 

0.069 

0.287 

0.014 

0.273 

0.427 

156.74 

Over Exploited 

Telpur 

0819000302358900 

0.15 

0.40 

347,326.61 

0.48 

0.02 

0.50 

0.04 

0.49 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.584 

0.029 

0.554 

0.425 

76.62 

Semi Critical 

Undra 

0819000302358500 

0.15 

0.74 

(8.37) 

0.67 

0.01 

0.68 

0.04 

0.43 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.735 

0.037 

0.698 

0.290 

41.49 

Safe 

Veerwara 

0819000302359100 

0.15 

0.81 

########## 

0.84 

0.03 

0.87 

0.04 

0.47 

- 

0.1400 

- 

- 

- 

0.140 

0.140 

1.014 

0.051 

0.963 

0.794 

82.38 

Semi Critical 

Viroli 

0819000302358000 

0.15 

0.02 

542.90 

0.02 

- 

0.02 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.035 

0.002 

0.033 

0.037 

111.93 

Over Exploited 

Ambaweri 

0819000402370100 

0.14 

0.41 

5,544.69 

0.33 

- 

0.33 

0.04 

1.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.337 

0.017 

0.320 

0.065 

20.40 

Safe 

Andaliya 

0819000402371200 

0.14 

0.26 

(42.69) 

0.21 

- 

0.21 

0.04 

0.96 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.217 

0.011 

0.206 

0.128 

61.93 

Safe 

Arna 

0819000402368700 

0.14 

0.00 

90,466.07 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Awal 

0819000402371300 

0.14 

0.28 

35.10 

0.33 

0.04 

0.37 

0.04 

0.66 

- 

0.1200 

- 

- 

- 

0.120 

0.120 

0.495 

0.025 

0.470 

1.039 

221.05 

Over Exploited 

Bageri 

0819000402370000 

0.14 

0.42 

(52.09) 

0.34 

0.01 

0.35 

0.05 

1.13 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.368 

0.018 

0.350 

0.210 

59.88 

Safe 

Bahadurpura 

0819000402370500 

0.14 

0.28 

(44.03) 

0.22 

0.05 

0.27 

0.04 

0.98 

- 

0.0100 

- 

- 

0.068 

0.078 

0.078 

0.345 

0.017 

0.328 

0.093 

28.28 

Safe 


0819000502386500 

0.10 

0.00 

7,461.96 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Block No. 3 

0819000402368500 

0.14 

0.13 

########## 

0.16 

- 

0.16 

0.01 

0.17 

- 

- 

- 

- 

- 

- 

- 

0.156 

0.008 

0.149 

0.016 

11.02 

Safe 

Block No.l 

0819000402368800 

0.14 

0.24 

########## 

0.29 

- 

0.29 

0.01 

0.27 

- 

- 

- 

- 

- 

- 

- 

0.291 

0.015 

0.276 

0.034 

12.48 

Safe 



0.14 

0.00 

200,767.35 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chanar 

0819000402371100 

0.14 

1.45 

(37.42) 

1.16 

0.04 

1.20 

0.05 

0.98 

- 

0.1000 

- 

- 

0.011 

0.112 

0.112 

1.308 

0.065 

1.242 

0.912 

73.43 

Semi Critical 

Chandela 

0819000402370200 

0.14 

1.32 

3,868.87 

1.06 

0.01 

1.07 

0.04 

1.17 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

1.098 

0.055 

1.043 

0.304 

29.16 

Safe 

Chotila 

0819000402370800 

0.14 

0.01 

455.20 

0.01 

- 

0.01 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.012 

0.024 

192.59 

Over Exploited 

Duna Kakar 

0819000402371700 

0.14 

0.13 

64.36 

0.16 

0.00 

0.16 

0.02 

0.32 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.161 

0.008 

0.153 

0.053 

34.42 

Safe 

Fatehpura 

0819000402370400 

0.14 

0.27 

(166.34) 

0.22 

- 

0.22 

0.04 

1.21 

- 

- 

- 

- 

- 

- 

- 

0.218 

0.011 

0.207 

0.034 

16.17 

Safe 

Forest Chotila 

0819000402370700 

0.14 

0.46 

(38.24) 

0.37 

- 

0.37 

0.04 

0.82 

- 

- 

- 

- 

- 

- 

- 

0.367 

0.018 

0.348 

0.011 

3.28 

Safe 

Ganka 

0819000402369700 

0.14 

0.01 

502.22 

0.01 

- 

0.01 

0.01 

0.12 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.010 

0.031 

298.36 

Over Exploited 



0.14 

0.07 

114.21 

0.09 

- 

0.09 

0.02 

0.33 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.097 

0.005 

0.092 

0.102 

110.36 

Over Exploited 

Girwar 

0819000402371000 

0.14 

1.34 

(38.84) 

1.07 

0.04 

1.11 

0.04 

1.08 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

1.224 

0.061 

1.163 

1.008 

86.70 

Semi Critical 

Kyariya 

0819000402371800 

0.14 

0.20 

1.58 

0.20 

0.01 

0.21 

0.04 

0.72 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.232 

0.012 

0.221 

0.204 

92.28 

Critical 

Mahi Khera 

0819000402370900 

0.14 

0.41 

9,961.81 

0.36 

0.03 

0.39 

0.04 

0.95 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.473 

0.024 

0.449 

0.711 

158.14 

Over Exploited 

Manpur (rural) 

0819000402371900 

0.14 

0.00 

19,431.21 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Maval 

0819000402374100 

0.14 

0.00 

9,495.16 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

23,977.67 

Over Exploited 

Meergarh 

0819000402371500 

0.14 

0.20 

(20.38) 

0.16 

0.01 

0.17 

0.04 

0.80 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.190 

0.009 

0.180 

0.149 

82.63 

Semi Critical 



0.14 

0.00 

2,002.94 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mooliya Khera 

0819000502386700 

0.10 

0.11 

380,404.17 

0.13 

- 

0.13 

0.02 

0.34 

- 

- 

- 

- 

- 

- 

- 

0.132 

0.007 

0.125 

0.041 

32.77 

Safe 

Mount Abu (M) 

0819000441904000 

0.14 

0.01 

1,573.63 

0.01 

- 

0.01 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.008 

0.186 

2,211.14 

Over Exploited 

Muliya Maha 

0819000402370600 

0.14 

0.01 

(29.11) 

0.01 

- 

0.01 

0.05 

0.96 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.009 

0.000 

2.80 

Safe 

Mungthala 

0819000402369900 

0.14 

0.86 

730,584.16 

0.80 

0.03 

0.83 

0.03 

0.67 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.910 

0.046 

0.865 

0.798 

92.29 

Critical 



0.14 

0.04 

315.10 

0.05 

0.01 

0.06 

0.01 

0.14 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.078 

0.004 

0.074 

0.164 

220.63 

Over Exploited 

Redwa Kalan 

0819000402371600 

0.14 

0.01 

242,810.37 

0.01 

- 

0.01 

0.00 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.009 

0.000 

0.008 

0.020 

243.59 

Over Exploited 



0.14 

0.03 

252.36 

0.04 

- 

0.04 

0.01 

0.16 

- 

- 

- 

- 

- 

- 

- 

0.039 

0.002 

0.037 

0.048 

131.15 

Over Exploited 

Redwa Khurd 

0819000402371400 

0.14 

0.06 

42,857.33 

0.07 

- 

0.07 

0.02 

0.43 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.079 

0.004 

0.075 

0.104 

138.32 

Over Exploited 



0.14 

0.00 

3,071.09 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Sakoda 

0819000402370300 

0.14 

0.08 

476.78 

0.06 

- 

0.06 

0.03 

1.01 

- 

- 

- 

- 

- 

- 

- 

0.063 

0.003 

0.060 

0.031 

51.64 

Safe 

Talwaron Ka Naka 

0819000402369800 

0.14 

0.01 

424.05 

0.02 

0.00 

0.02 

0.01 

0.15 

- 

0.0100 

- 

- 

0.000 

0.011 

0.011 

0.027 

0.001 

0.025 

0.063 

246.92 

Over Exploited 



0.14 

0.22 

15.44 

0.26 

0.01 

0.27 

0.04 

0.63 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.297 

0.015 

0.282 

0.241 

85.53 

Semi Critical 

Wasda 

0819000402374200 

0.14 

0.00 

3,701.59 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

9,154.86 

Over Exploited 

Bhata Ka Pani 

0826000303100800 

0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhoola 

0819000302367800 

0.12 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.002 

321.58 

Over Exploited 



0.14 

1.74 

########## 

1.73 

- 

1.73 

0.03 

0.42 

- 

- 

- 

- 

- 

- 

- 

1.735 

0.087 

1.648 

0.113 

6.83 

Safe 

Bor Umri 

0819000302367400 

0.14 

0.28 

(26.52) 

0.22 

- 

0.22 

0.03 

0.50 

- 

- 

- 

- 

- 

- 

- 

0.222 

0.011 

0.211 

0.015 

7.06 

Safe 

Bori Booj 

0819000402372900 

0.14 

0.17 

104,234.63 

0.20 

- 

0.20 

0.03 

0.44 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.220 

0.011 

0.209 

0.123 

58.69 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Dovtra 

081900040237280C 

3.230 

Fresh 

Non-command 

Non-command 

Gneisses 

1.039 

3.64 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.05 

0.003 

0.18 

0.18 


Khanpa 

0826000303101300 

2.292 

Fresh 

Non-command 

Non-command 

Gneisses 

0.042 

2.11 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Mandwara Deo 

0819000302367100 

2.838 

Fresh 

Non-command 

Non-command 

Gneisses 

2.539 

2.39 

0.020 

0.07 

0.02 

0.00 

0.00 

0.00 

0.17 

0.17 

0.29 

0.009 

0.48 

0.48 


Navawas Deo 

0819000302367300 

0.936 

Fresh 

Non-command 

Non-command 

Gneisses 

0.936 

2.56 

0.020 

0.01 

0.00 

0.00 

0.00 

0.03 

0.03 

0.03 

0.02 

0.003 

0.54 

0.54 


Nawawasa Khalsa 

0819000302367600 

4.798 

Fresh 

Non-command 

Non-command 

Gneisses 

4.135 

2.80 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.25 

0.25 

0.07 

0.015 

0.47 

0.46 


Paba 

0819000402373000 

8.396 

Fresh 

Non-command 

Non-command 

Gneisses 

0.090 

4.32 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Parlai 

0826000303101400 

11.028 

Fresh 

Non-command 

Non-command 

Gneisses 

0.110 

2.69 

0.018 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Peetari Padar 

0819000302367000 

3.929 

Fresh 

Non-command 

Non-command 

Gneisses 

2.244 

2.64 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.13 

0.14 

0.11 

0.008 

0.31 

0.31 


Rohira 

0819000302366700 

34.024 

Fresh 

Non-command 

Non-command 

Gneisses 

0.361 

5.07 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.001 

0.01 

0.01 


Sadaphali 

0819000302367700 

3.362 

Fresh 

Non-command 

Non-command 

Gneisses 

3.322 

2.84 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.20 

0.20 

0.04 

0.012 

0.53 

0.53 


Sanwara 

0819000302367200 

8.661 

Fresh 

Non-command 

Non-command 

Gneisses 

5.285 

2.56 

0.020 

0.13 

0.02 

0.00 

0.00 

0.00 

0.38 

0.38 

0.50 

0.019 

0.33 

0.33 


Semli 

0819000302367500 

25.003 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

8.161 

2.57 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.43 

0.43 

0.02 

0.029 

0.18 

0.18 







Non-command 

Gneisses 

9.450 

2.57 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.51 

0.51 

0.02 

0.034 

0.20 

0.20 


Tankiya 

0819000402372700 

12.091 

Fresh 

Non-command 

Non-command 

Gneisses 

0.353 

3.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.02 

0.02 


Waloriya 

0819000302366600 

85.650 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.063 

3.21 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Gneisses 

0.358 

3.21 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.00 

0.00 

12001006 

Amba 

0826000303098200 

7.424 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

3.69 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Basantgarh 

0819000302366400 

34.836 

Fresh 

Non-command 

Non-command 

Gneisses 

3.712 

4.97 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.40 

0.30 

0.11 

0.013 

0.05 

0.07 


Bhadaveri 

0819000302360500 

3.852 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.010 

4.58 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Erinpura Granite 

0.082 

4.58 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.01 

0.02 


Bor Umri 

0819000302367400 

4.792 

Fresh 

Non-command 

Non-command 

Gneisses 

0.560 

2.42 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.002 

0.06 

0.06 


Cheeniya Band 

0819000302360600 

2.367 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.591 

4.27 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.002 

0.13 

0.19 







Non-command 

Erinpura Granite 

0.780 

4.27 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.05 

0.01 

0.003 

0.17 

0.25 


Jari Makri 

0826000303098300 

10.658 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

0.000 

3.19 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kara 

0826000303098100 

1.905 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.025 

3.92 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 


Kedar Padar 

0819000302366900 

0.916 

Fresh 

Non-command 

Non-command 

Gneisses 

0.916 

2.05 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.11 

0.003 

0.53 

0.54 


Kyari 

0826000303090100 

12.252 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.001 

3.75 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Erinpura Granite 

1.402 

3.75 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.00 

0.003 

0.06 

0.09 


Malera 

0819000302360700 

2.051 

Saline 

Non-command 

Non-command 

Gneisses 

0.310 

5.02 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.001 

0.08 

0.12 


Mandwara Deo 

0819000302367100 

2.838 

Fresh 

Non-command 

Non-command 

Gneisses 

0.299 

2.39 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.001 

0.06 

0.06 


Moras 

0819000302366500 

19.240 

Fresh 

Non-command 

Non-command 

Gneisses 

5.928 

3.78 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.49 

0.35 

0.13 

0.021 

0.16 

0.22 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

2.300 

3.78 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.14 

0.10 

0.02 

0.008 

0.06 

0.09 







Non-command 

Gneisses 

7.769 

3.78 

0.015 

0.02 

0.00 

0.00 

0.00 

0.00 

0.46 

0.33 

0.06 

0.028 

0.20 

0.29 


Pahar Kalan 

0819000302360400 

78.602 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

9.902 

4.53 

0.015 

0.01 

0.00 

0.00 

0.00 

0.00 

0.68 

0.44 

0.01 

0.035 

0.06 

0.10 







Non-command 

Gneisses 

2.791 

4.53 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.12 

0.00 

0.010 

0.02 

0.03 







Non-command 

Erinpura Granite 

1.220 

4.53 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.07 

0.00 

0.004 

0.01 

0.01 


Peetari Padar 

0819000302367000 

3.929 

Fresh 

Non-command 

Non-command 

Gneisses 

1.685 

2.64 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.11 

0.07 

0.006 

0.23 

0.23 


Rohira 

0819000302366700 

34.024 

Fresh 

Non-command 

Non-command 

Gneisses 

0.663 

5.07 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.04 

0.002 

0.01 

0.01 


Semli 

0819000302367500 

25.003 

Fresh 

Non-command 

Non-command 

Gneisses 

0.029 

2.57 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Teelarwa 

0826000303097900 

7.740 

Saline 

Non-command 

Non-command 

Phyllite & Schist 

0.351 

3.95 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.02 

0.00 

0.001 

0.02 

0.03 







Non-command 

Erinpura Granite 

0.486 

3.95 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.00 

0.001 

0.03 

0.04 


Waloriya 

0819000302366600 

85.650 

Fresh 

Non-command 

Non-command 

Phyllite & Schist 

10.359 

3.21 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.70 

0.64 

0.13 

0.037 

0.06 

0.07 







Non-command 

Gneisses 

51.253 

3.21 

0.020 

0.23 

0.02 

0.00 

0.00 

0.00 

3.50 

3.18 

0.67 

0.182 

0.31 

0.34 





Saline 

Non-command 

Non-command 

Phyllite & Schist 

1.698 

3.21 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.01 

0.006 

0.01 

0.01 







Non-command 

Gneisses 

0.014 

3.21 

0.015 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Wasa 

0819000302366800 

9.693 

Fresh 

Non-command 

Non-command 

Gneisses 

5.083 

3.98 

0.020 

0.15 

0.02 

0.00 

0.00 

0.00 

0.53 

0.53 

0.59 

0.018 

0.28 

0.28 

12001007 

Basantgarh 

0819000302366400 

34.836 

Fresh 

Non-command 

Non-command 

Gneisses 

0.405 

4.97 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.02 

0.001 

0.01 

0.01 


Bharja 

0819000302365100 

18.319 

Fresh 

Non-command 

Non-command 

Gneisses 

14.080 

3.40 

0.020 

0.25 

0.04 

0.00 

0.00 

0.00 

1.17 

1.11 

0.94 

0.050 

0.49 

0.51 






West Banas 

Command 

Gneisses 

0.105 

3.40 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 


Bhavri 

0819000302365700 

12.332 

Fresh 

Non-command 

Non-command 

Gneisses 

1.762 

5.17 

0.020 

0.11 

0.01 

0.00 

0.00 

0.00 

0.28 

0.27 

0.18 

0.185 

0.07 

0.07 


Bhimana 

0819000302365300 

13.611 

Fresh 

Non-command 

Non-command 

Gneisses 

8.932 

4.54 

0.020 

0.09 

0.01 

0.00 

0.00 

0.01 

0.88 

0.86 

0.31 

0.032 

0.39 

0.40 


Bhoola 

0819000302367800 

43.278 

Fresh 

Non-command 

Non-command 

Gneisses 

1.536 

2.67 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.00 

0.005 

0.02 

0.02 


Kiwarli 

0819000402369200 

8.116 

Fresh 

Non-command 

Non-command 

Gneisses 

2.216 

3.38 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.19 

0.17 

0.21 

0.006 

0.18 

0.20 






West Banas 

Command 

Gneisses 

0.266 

3.38 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.001 

0.02 

0.02 


Rampura 

0819000302365900 

7.368 

Fresh 

Non-command 

Non-command 

Gneisses 

1.411 

4.96 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.16 

0.15 

0.07 

0.005 

0.08 

0.09 


Rohira 

0819000302366700 

34.024 

Fresh 

Non-command 

Non-command 

Gneisses 

27.474 

5.07 

0.020 

0.38 

0.05 

0.00 

0.00 

0.00 

3.12 

3.03 

1.39 

0.098 

0.38 

0.39 


Sanwara 

0819000302367200 

8.661 

Fresh 

Non-command 

Non-command 

Gneisses 

3.323 

2.56 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.24 

0.24 

0.31 

0.012 

0.21 

0.21 


Tankiya 

0819000402372700 

12.091 

Fresh 

Non-command 

Non-command 

Gneisses 

2.428 

3.25 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.17 

0.07 

0.007 

0.11 

0.12 


Taroongi 

0819000302365200 

7.759 

Fresh 

Non-command 

Non-command 

Gneisses 

7.104 

3.85 

0.020 

0.13 

0.02 

0.00 

0.00 

0.00 

0.66 

0.65 

0.49 

0.025 

0.51 

0.51 


Udvariya 

0819000302365500 

7.248 

Fresh 

Non-command 

Non-command 

Gneisses 

0.355 

4.34 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.001 

0.03 

0.03 


Vatera 

0819000302365400 

18.226 

Fresh 

Non-command 

Non-command 

Gneisses 

16.125 

3.62 

0.020 

0.46 

0.07 

0.00 

0.00 

0.00 

1.56 

1.55 

1.75 

0.057 

0.47 

0.48 


Waloriya 

0819000302366600 

85.650 

Fresh 

Non-command 

Non-command 

Gneisses 

7.769 

3.21 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

0.54 

0.49 

0.11 

0.028 

0.05 

0.05 


Wara 

0819000302365000 

7.140 

Fresh 

Non-command 

Non-command 

Gneisses 

1.725 

3.62 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.13 

0.05 

0.006 

0.16 

0.17 






West Banas 

Command 

Gneisses 

0.265 

3.62 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.02 

0.03 


Wasa 

0819000302366800 

9.693 

Fresh 

Non-command 

Non-command 

Gneisses 

4.609 

3.98 

0.020 

0.14 

0.02 

0.00 

0.00 

0.00 

0.48 

0.48 

0.54 

0.016 

0.25 

0.25 

12001008 

Bhavri 

0819000302365700 

12.332 

Fresh 

Non-command 

Non-command 

Gneisses 

5.400 

5.17 

0.020 

0.33 

0.02 

0.00 

0.00 

0.00 

0.87 

0.84 

0.58 

0.568 

0.20 

0.21 






West Banas 

Command 

Gneisses 

1.963 

5.17 

0.020 

0.12 

0.01 

0.00 

0.00 

0.00 

0.31 

0.30 

0.20 

0.206 

0.07 

0.08 


Block No. 2 

0819000302364800 

77.039 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

6.111 

4.27 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.53 

0.51 

0.00 

0.022 

0.08 

0.09 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Dovtra 

081900040237280C 

0.14 

0.03 

227.55 

0.03 

- 

0.03 

0.01 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.041 

0.002 

0.039 

0.053 

135.42 

Over Exploited 

Khanpa 

0826000303101300 

0.04 

0.00 

9,339.22 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Mandwara Deo 

0819000302367100 

0.14 

0.17 

(1.55) 

0.17 

0.02 

0.19 

0.03 

0.51 

- 

0.0500 

- 

- 

0.005 

0.055 

0.055 

0.248 

0.012 

0.235 

0.297 

126.18 

Over Exploited 

Navawas Deo 

0819000302367300 

0.14 

0.07 

(59.36) 

0.06 

0.03 

0.09 

0.04 

0.58 

- 

- 

- 

- 

0.044 

0.044 

0.044 

0.130 

0.007 

0.124 

0.021 

17.27 

Safe 

Nawawasa Khalsa 

0819000302367600 

0.14 

0.27 

22,083.03 

0.25 

- 

0.25 

0.03 

0.50 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.263 

0.013 

0.250 

0.087 

34.73 

Safe 

Paba 

0819000402373000 

0.14 

0.00 

9,810.30 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Parlai 

0826000303101400 

0.04 

0.00 

133,067.55 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Peetari Padar 

0819000302367000 

0.14 

0.10 

39.76 

0.12 

0.01 

0.13 

0.02 

0.33 

- 

0.0100 

- 

- 

0.021 

0.031 

0.031 

0.161 

0.008 

0.153 

0.116 

75.71 

Semi Critical 

Rohira 

0819000302366700 

0.14 

0.00 

13,919.23 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.019 

6,660.54 

Over Exploited 

Sadaphali 

0819000302367700 

0.14 

0.25 

(19.54) 

0.20 

- 

0.20 

0.03 

0.57 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.210 

0.010 

0.199 

0.048 

23.97 

Safe 

Sanwara 

0819000302367200 

0.14 

0.24 

57.08 

0.29 

0.02 

0.31 

0.02 

0.35 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

0.403 

0.020 

0.383 

0.523 

136.66 

Over Exploited 

Semli 

0819000302367500 

0.12 

0.17 

########## 

0.20 

- 

0.20 

0.01 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.201 

0.010 

0.191 

0.047 

24.63 

Safe 



0.14 

0.26 

########## 

0.31 

- 

0.31 

0.01 

0.22 

- 

- 

- 

- 

- 

- 

- 

0.309 

0.015 

0.293 

0.052 

17.59 

Safe 

Tankiya 

0819000402372700 

0.14 

0.00 

2,661.30 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.008 

860.82 

Over Exploited 

Waloriya 

0819000302366600 

0.12 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.14 

0.00 

19,292.75 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

1,039.04 

Over Exploited 

Amba 

0826000303098200 

0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Basantgarh 

0819000302366400 

0.14 

0.03 

########## 

0.03 

- 

0.03 

0.00 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.041 

0.002 

0.039 

0.121 

311.48 

Over Exploited 

Bhadaveri 

0819000302360500 

0.08 

0.00 

43,778.14 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.09 

0.00 

41,687.70 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bor Umri 

0819000302367400 

0.14 

0.00 

229,752.83 

0.01 

- 

0.01 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.002 

35.48 

Safe 

Cheeniya Band 

0819000302360600 

0.08 

0.01 

329.59 

0.01 

- 

0.01 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.002 

30.56 

Safe 



0.09 

0.01 

285.44 

0.01 

- 

0.01 

0.01 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.013 

0.009 

65.18 

Safe 

Jari Makri 

0826000303098300 

0.04 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kara 

0826000303098100 

0.04 

0.00 

21,344.31 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kedar Padar 

0819000302366900 

0.14 

0.07 

(1.73) 

0.07 

- 

0.07 

0.04 

0.57 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.087 

0.004 

0.083 

0.111 

134.14 

Over Exploited 

Kyari 

0826000303090100 

0.04 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.04 

0.00 

2,095.02 

0.00 

- 

0.00 

0.01 

0.06 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.005 

136.78 

Over Exploited 

Malera 

0819000302360700 

0.09 

0.00 

606.24 

0.00 

- 

0.00 

0.01 

0.08 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.002 

0.007 

295.20 

Over Exploited 

Mandwara Deo 

0819000302367100 

0.14 

0.00 

924.43 

0.00 

- 

0.00 

0.00 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.037 

303.41 

Over Exploited 

Moras 

0819000302366500 

0.14 

0.12 

########## 

0.14 

- 

0.14 

0.01 

0.17 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.162 

0.008 

0.154 

0.147 

95.38 

Critical 



0.08 

0.01 

195,225.72 

0.01 

- 

0.01 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.012 

0.026 

214.03 

Over Exploited 



0.09 

0.14 

129.09 

0.17 

- 

0.17 

0.02 

0.22 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.182 

0.009 

0.173 

0.088 

50.76 

Safe 

Pahar Kalan 

0819000302360400 

0.08 

0.04 

########## 

0.05 

- 

0.05 

0.01 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.046 

0.002 

0.044 

0.041 

93.94 

Critical 



0.09 

0.00 

2,632.73 

0.01 

- 

0.01 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.010 

194.30 

Over Exploited 



0.09 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.004 

520.47 

Over Exploited 

Peetari Padar 

0819000302367000 

0.14 

0.05 

98.81 

0.07 

0.00 

0.07 

0.02 

0.25 

- 

0.0100 

- 

- 

0.002 

0.012 

0.012 

0.078 

0.004 

0.074 

0.078 

104.75 

Over Exploited 

Rohira 

0819000302366700 

0.14 

0.00 

8,659.20 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.038 

3,929.15 

Over Exploited 

Semli 

0819000302367500 

0.14 

0.00 

58,212.03 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Teelarwa 

0826000303097900 

0.04 

0.00 

465,828.96 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 



0.04 

0.00 

4,352.58 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.003 

429.03 

Over Exploited 

Waloriya 

0819000302366600 

0.12 

0.07 

########## 

0.09 

- 

0.09 

0.00 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.100 

0.005 

0.095 

0.163 

172.13 

Over Exploited 



0.14 

2.20 

########## 

2.63 

0.02 

2.65 

0.02 

0.33 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

2.724 

0.136 

2.588 

0.848 

32.77 

Safe 



0.08 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.012 

1,246.16 

Over Exploited 



0.09 

0.00 

512,608.73 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Wasa 

0819000302366800 

0.14 

0.20 

169.82 

0.24 

0.02 

0.26 

0.02 

0.29 

- 

0.0700 

- 

- 

0.002 

0.072 

0.072 

0.329 

0.016 

0.312 

0.612 

195.98 

Over Exploited 

Basantgarh 

0819000302366400 

0.14 

0.00 

9,240.78 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.019 

5,326.68 

Over Exploited 

Bharja 

0819000302365100 

0.14 

0.96 

15.92 

1.11 

0.04 

1.15 

0.03 

0.52 

- 

0.1100 

- 

- 

- 

0.110 

0.110 

1.260 

0.063 

1.197 

0.986 

82.35 

Semi Critical 



0.14 

0.00 

12,748.92 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bhavri 

0819000302365700 

0.14 

0.02 

1,596.22 

0.02 

0.01 

0.03 

0.01 

0.07 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.049 

0.002 

0.047 

0.365 

780.62 

Over Exploited 

Bhimana 

0819000302365300 

0.14 

0.48 

76.82 

0.58 

0.02 

0.60 

0.03 

0.41 

- 

0.0300 

- 

- 

0.010 

0.040 

0.040 

0.639 

0.032 

0.607 

0.338 

55.62 

Safe 

Bhoola 

0819000302367800 

0.14 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.005 

118.25 

Over Exploited 

Kiwarli 

0819000402369200 

0.14 

0.06 

208.45 

0.07 

0.01 

0.08 

0.01 

0.19 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.097 

0.005 

0.092 

0.215 

233.09 

Over Exploited 



0.14 

0.00 

3,050.48 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.023 

2,472.53 

Over Exploited 

Rampura 

0819000302365900 

0.14 

0.02 

840.27 

0.02 

- 

0.02 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.029 

0.001 

0.028 

0.077 

279.38 

Over Exploited 

Rohira 

0819000302366700 

0.14 

1.47 

882,759.38 

1.77 

0.05 

1.82 

0.03 

0.41 

- 

0.1600 

- 

- 

- 

0.160 

0.160 

1.976 

0.099 

1.877 

1.484 

79.03 

Semi Critical 

Sanwara 

0819000302367200 

0.14 

0.10 

150.74 

0.12 

0.01 

0.13 

0.01 

0.22 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.186 

0.009 

0.176 

0.318 

180.17 

Over Exploited 

Tankiya 

0819000402372700 

0.14 

0.04 

########## 

0.04 

- 

0.04 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.053 

0.003 

0.051 

0.079 

154.77 

Over Exploited 

Taroongi 

0819000302365200 

0.14 

0.50 

219,467.28 

0.61 

0.02 

0.63 

0.03 

0.54 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.676 

0.034 

0.642 

0.511 

79.64 

Semi Critical 

Udvariya 

0819000302365500 

0.14 

0.00 

2,126.36 

0.00 

0.00 

0.00 

0.00 

0.03 

- 

- 

- 

- 

0.001 

0.002 

0.002 

0.004 

0.000 

0.004 

0.001 

32.92 

Safe 

Vatera 

0819000302365400 

0.14 

1.07 

581,174.29 

1.28 

0.07 

1.35 

0.03 

0.51 

- 

0.2000 

- 

- 

- 

0.200 

0.200 

1.551 

0.078 

1.474 

1.803 

122.35 

Over Exploited 

Waloriya 

0819000302366600 

0.14 

0.05 

########## 

0.06 

- 

0.06 

0.00 

0.05 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.070 

0.003 

0.066 

0.136 

204.48 

Over Exploited 

Wara 

0819000302365000 

0.14 

0.04 

248.71 

0.05 

- 

0.05 

0.01 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.056 

0.003 

0.053 

0.060 

112.52 

Over Exploited 



0.14 

0.00 

1,861.99 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.001 

90.88 

Critical 

Wasa 

0819000302366800 

0.14 

0.16 

196.55 

0.19 

0.02 

0.22 

0.02 

0.27 

- 

0.0600 

- 

- 

0.007 

0.067 

0.067 

0.286 

0.014 

0.272 

0.556 

204.75 

Over Exploited 

Bhavri 

0819000302365700 

0.14 

0.15 

455.76 

0.18 

0.02 

0.20 

0.02 

0.22 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.261 

0.013 

0.248 

1.144 

461.65 

Over Exploited 



0.14 

0.02 

1,416.22 

0.02 

0.01 

0.03 

0.01 

0.08 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.054 

0.003 

0.051 

0.404 

789.85 

Over Exploited 

Block No. 2 

0819000302364800 

0.15 

0.07 

########## 

0.08 

- 

0.08 

0.00 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.085 

0.004 

0.080 

0.022 

26.97 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Churlikhera 

0819000302362300 

9.897 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

1.086 

4.13 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.11 

0.04 

0.004 

0.05 

0.04 


Darbari Khera 

0819000202355400 

11.441 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.811 

3.98 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.09 

0.03 

0.002 

0.03 

0.03 


Dhanari 

0819000302363700 

23.837 

Fresh 

Non-command 

Non-command 

Gneisses 

5.737 

4.09 

0.020 

0.12 

0.02 

0.00 

0.00 

0.02 

0.55 

0.53 

0.45 

0.020 

0.10 

0.10 







Non-command 

Erinpura Granite 

0.076 

4.09 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.00 

0.00 






West Banas 

Command 

Gneisses 

7.098 

4.09 

0.020 

0.15 

0.02 

0.00 

0.00 

0.01 

0.70 

0.67 

0.56 

0.025 

0.12 

0.13 


Kachholi 

0819000302364100 

4.997 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.132 

2.26 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 






West Banas 

Command 

Gneisses 

0.002 

2.26 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Command 

Erinpura Granite 

0.030 

2.26 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kalabor 

0819000302362100 

20.517 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

15.872 

3.88 

0.020 

0.04 

0.00 

0.00 

0.00 

0.00 

1.27 

1.44 

0.09 

0.056 

0.33 

0.29 


Ker 

0819000302362200 

11.036 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

9.248 

4.04 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.83 

0.96 

0.30 

0.033 

0.36 

0.31 


Khakarwara 

0819000302364000 

7.079 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

1.913 

3.30 

0.020 

0.05 

0.01 

0.00 

0.00 

0.02 

0.15 

0.14 

0.19 

0.007 

0.12 

0.13 






West Banas 

Command 

Gneisses 

3.510 

3.30 

0.020 

0.11 

0.02 

0.00 

0.00 

0.00 

0.32 

0.31 

0.43 

0.012 

0.22 

0.23 







Command 

Erinpura Granite 

0.805 

3.30 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.07 

0.003 

0.05 

0.05 


Khokhri Khera 

0819000302362600 

7.158 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

5.572 

4.18 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.50 

0.51 

0.09 

0.020 

0.34 

0.33 


Kodarla 

0819000302365800 

7.989 

Fresh 

Non-command 

Non-command 

Gneisses 

1.463 

4.87 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.15 

0.14 

0.04 

0.005 

0.07 

0.08 


Lotana 

0819000302362000 

16.971 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

3.176 

3.05 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.22 

0.23 

0.09 

0.011 

0.08 

0.08 


Mandwara Khalsa 

0819000302362700 

17.340 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

12.179 

4.12 

0.020 

0.16 

0.02 

0.00 

0.00 

0.00 

1.14 

1.11 

0.58 

0.043 

0.29 

0.30 


Nanarwara 

0819000302363900 

5.782 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

2.127 

3.63 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.19 

0.18 

0.17 

0.008 

0.16 

0.16 






West Banas 

Command 

Gneisses 

3.307 

3.63 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.31 

0.29 

0.32 

0.012 

0.24 

0.25 







Command 

Erinpura Granite 

0.348 

3.63 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.03 

0.001 

0.03 

0.03 


Nitaura 

0819000302363800 

15.662 

Fresh 

Non-command 

Non-command 

Gneisses 

0.837 

4.77 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.10 

0.09 

0.003 

0.02 

0.02 







Non-command 

Erinpura Granite 

11.211 

4.77 

0.020 

0.27 

0.04 

0.00 

0.00 

0.02 

1.28 

1.22 

1.02 

0.040 

0.29 

0.31 






West Banas 

Command 

Gneisses 

2.884 

4.77 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.35 

0.33 

0.32 

0.010 

0.08 

0.08 







Command 

Erinpura Granite 

0.214 

4.77 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.01 

0.01 


Patumburi 

0819000302365600 

3.828 

Fresh 

Non-command 

Non-command 

Gneisses 

0.107 

4.04 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 






West Banas 

Command 

Gneisses 

2.241 

4.04 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.21 

0.20 

0.11 

0.008 

0.26 

0.28 


Rampura 

0819000302365900 

7.368 

Fresh 

Non-command 

Non-command 

Gneisses 

0.013 

4.96 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Rohira 

0819000302366700 

34.024 

Fresh 

Non-command 

Non-command 

Gneisses 

4.516 

5.07 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.51 

0.49 

0.23 

0.016 

0.06 

0.06 


Shergaon 

0819000402367900 

44.535 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

1.905 

4.24 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.16 

0.00 

0.005 

0.03 

0.03 


Sirohi (rural) 

0819000202352500 

31.793 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

5.540 

4.15 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.51 

0.59 

0.25 

0.012 

0.08 

0.07 

12001009 

Adarsh Doongri 

0819000302366100 

1.800 

Fresh 

Non-command 

Non-command 

Gneisses 

0.389 

4.96 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.11 

0.001 

0.09 

0.11 


Ajari 

0819000302361500 

15.278 

Fresh 

Non-command 

Non-command 

Gneisses 

1.888 

5.14 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.22 

0.15 

0.13 

0.007 

0.07 

0.10 


Apri Khera 

0819000302362900 

5.110 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

5.102 

3.83 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.42 

0.40 

0.09 

0.018 

0.41 

0.43 


Arasana 

0819000302359000 

11.391 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.008 

5.26 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Banas 

0819000302366000 

3.595 

Fresh 

Non-command 

Non-command 

Gneisses 

2.879 

5.16 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.32 

0.30 

0.11 

0.010 

0.33 

0.36 


Basantgarh 

0819000302366400 

34.836 

Fresh 

Non-command 

Non-command 

Gneisses 

2.305 

4.97 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.25 

0.18 

0.07 

0.008 

0.03 

0.04 


Chawarli 

0819000302366300 

5.047 

Fresh 

Non-command 

Non-command 

Gneisses 

3.210 

5.75 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.43 

0.32 

0.27 

0.011 

0.31 

0.42 


Dhanari 

0819000302363700 

23.837 

Fresh 

Non-command 

Non-command 

Gneisses 

9.068 

4.09 

0.020 

0.19 

0.03 

0.00 

0.00 

0.53 

0.37 

0.35 

0.72 

0.032 

0.15 

0.16 







Non-command 

Erinpura Granite 

1.741 

4.09 

0.020 

0.03 

0.00 

0.00 

0.00 

0.02 

0.15 

0.14 

0.12 

0.006 

0.03 

0.03 






West Banas 

Command 

Gneisses 

0.117 

4.09 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.00 

0.00 


Dhandhpura 

0819000302363400 

3.118 

Fresh 

Non-command 

Non-command 

Gneisses 

3.118 

5.10 

0.020 

0.12 

0.02 

0.00 

0.00 

0.01 

0.41 

0.37 

0.45 

0.011 

0.43 

0.48 


Digar 

0819000302361900 

13.482 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

3.355 

4.09 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.28 

0.28 

0.04 

0.012 

0.11 

0.11 


Ghodiyawa 

0819000302366200 

1.615 

Fresh 

Non-command 

Non-command 

Gneisses 

0.726 

5.03 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.04 

0.003 

0.20 

0.23 


Janapur 

0819000302361600 

6.431 

Fresh 

Non-command 

Non-command 

Gneisses 

0.271 

4.74 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.04 

0.001 

0.02 

0.03 


Jiapura 

0819000302363200 

1.155 

Fresh 

Non-command 

Non-command 

Gneisses 

0.245 

4.92 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.09 

0.10 







Non-command 

Erinpura Granite 

0.911 

4.92 

0.020 

0.01 

0.00 

0.00 

0.00 

0.01 

0.09 

0.08 

0.04 

0.003 

0.34 

0.38 


Kodarla 

0819000302365800 

7.989 

Fresh 

Non-command 

Non-command 

Gneisses 

6.526 

4.87 

0.020 

0.06 

0.01 

0.00 

0.00 

0.17 

0.51 

0.49 

0.20 

0.023 

0.33 

0.35 


Kojra 

0819000302363300 

7.683 

Fresh 

Non-command 

Non-command 

Gneisses 

7.181 

4.10 

0.020 

0.20 

0.03 

0.00 

0.00 

0.02 

0.74 

0.59 

0.77 

0.026 

0.45 

0.56 


Lotana 

0819000302362000 

16.971 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

11.364 

3.05 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.78 

0.80 

0.33 

0.040 

0.29 

0.28 


Mandwara Khalsa 

0819000302362700 

17.340 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

3.875 

4.12 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.36 

0.35 

0.19 

0.014 

0.09 

0.09 


Nandiya 

0819000302361800 

26.479 

Fresh 

Non-command 

Non-command 

Gneisses 

1.044 

5.18 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.10 

0.05 

0.004 

0.02 

0.02 







Non-command 

Erinpura Granite 

17.144 

5.18 

0.020 

0.21 

0.03 

0.00 

0.00 

0.00 

1.96 

1.66 

0.78 

0.061 

0.30 

0.36 


Nitaura 

0819000302363800 

15.662 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.514 

4.77 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.04 

0.002 

0.01 

0.01 


Peshua 

0819000302363600 

4.258 

Fresh 

Non-command 

Non-command 

Gneisses 

4.258 

6.18 

0.020 

0.17 

0.02 

0.00 

0.00 

0.03 

0.64 

0.60 

0.67 

0.015 

0.41 

0.44 


Phulera 

0819000302363000 

3.686 

Fresh 

Non-command 

Non-command 

Gneisses 

2.201 

5.52 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.29 

0.27 

0.23 

0.008 

0.24 

0.25 







Non-command 

Erinpura Granite 

1.485 

5.52 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.19 

0.18 

0.13 

0.005 

0.16 

0.17 


Rampura 

0819000302365900 

7.368 

Fresh 

Non-command 

Non-command 

Gneisses 

5.835 

4.96 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.65 

0.60 

0.29 

0.021 

0.33 

0.36 


Reechhri 

0819000302363500 

2.404 

Fresh 

Non-command 

Non-command 

Gneisses 

2.365 

5.15 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.29 

0.25 

0.22 

0.008 

0.43 

0.49 


Rohira 

0819000302366700 

34.024 

Fresh 

Non-command 

Non-command 

Gneisses 

0.368 

5.07 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.02 

0.001 

0.01 

0.01 


Shivgarh 

0819000302363100 

8.104 

Fresh 

Non-command 

Non-command 

Gneisses 

4.036 

4.75 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.43 

0.40 

0.22 

0.014 

0.21 

0.22 







Non-command 

Erinpura Granite 

4.068 

4.75 

0.020 

0.05 

0.01 

0.00 

0.00 

0.01 

0.42 

0.39 

0.17 

0.014 

0.21 

0.23 


Sirohi (rural) 

0819000202352500 

31.793 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.019 

4.15 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Varki Khera 

0819000302362800 

3.272 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

3.272 

4.45 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.31 

0.30 

0.09 

0.012 

0.40 

0.42 

12001010 

Achpura 

0819000302364600 

1.815 

Fresh 

West Banas 

Command 

Gneisses 

1.484 

2.64 

0.020 

0.11 

0.02 

0.00 

0.00 

0.00 

0.17 

0.16 

0.41 

0.005 

0.62 

0.65 







Command 

Erinpura Granite 

0.089 

2.64 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.04 

0.04 


Akhi 

0819000402368000 

3.243 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.096 

4.43 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.03 

0.03 


Bharja 

0819000302365100 

18.319 

Fresh 

Non-command 

Non-command 

Gneisses 

0.241 

3.40 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.02 

0.001 

0.01 

0.01 






West Banas 

Command 

Gneisses 

2.718 

3.40 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.22 

0.21 

0.18 

0.010 

0.09 

0.10 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Churlikhera 

0819000302362300 

0.15 

0.01 

1,344.26 

0.01 

- 

0.01 

0.01 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.000 

0.009 

0.047 

518.45 

Over Exploited 

Darbari Khera 

0819000202355400 

0.15 

0.00 

2,185.94 

0.00 

- 

0.00 

0.00 

0.03 

0.00 

- 

- 

- 

- 

- 

0.000 

0.005 

0.000 

0.005 

0.033 

704.28 

Over Exploited 

Dhanari 

0819000302363700 

0.14 

0.08 

570.02 

0.09 

0.04 

0.13 

0.01 

0.11 

- 

0.0500 

- 

- 

0.026 

0.076 

0.076 

0.208 

0.010 

0.197 

0.470 

238.37 

Over Exploited 



0.15 

0.00 

34,193.75 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.002 

0.000 

0.002 

0.000 

12.14 

Safe 



0.14 

0.12 

456.84 

0.14 

0.03 

0.17 

0.01 

0.13 

- 

0.0600 

- 

- 

0.013 

0.073 

0.073 

0.245 

0.012 

0.233 

0.583 

250.10 

Over Exploited 

Kachholi 

0819000302364100 

0.15 

0.00 

2,106.87 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.014 

4,829.44 

Over Exploited 



0.14 

0.00 

120,662.46 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.00 

9,007.60 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kalabor 

0819000302362100 

0.15 

0.68 

########## 

0.82 

- 

0.82 

0.04 

0.37 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.828 

0.041 

0.787 

0.142 

18.10 

Safe 

Ker 

0819000302362200 

0.15 

0.50 

819,278.90 

0.60 

0.01 

0.61 

0.04 

0.40 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.644 

0.032 

0.612 

0.335 

54.70 

Safe 

Khakarwara 

0819000302364000 

0.15 

0.04 

304.93 

0.04 

0.03 

0.07 

0.01 

0.13 

- 

0.0200 

- 

- 

0.027 

0.047 

0.047 

0.116 

0.006 

0.111 

0.194 

175.24 

Over Exploited 



0.14 

0.11 

177.65 

0.13 

0.02 

0.15 

0.02 

0.24 

- 

0.0500 

- 

- 

0.002 

0.052 

0.052 

0.206 

0.010 

0.196 

0.444 

227.01 

Over Exploited 



0.15 

0.01 

1,024.37 

0.01 

- 

0.01 

0.00 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.017 

0.001 

0.017 

0.075 

451.31 

Over Exploited 

Khokhri Khera 

0819000302362600 

0.15 

0.27 

203,166.62 

0.33 

- 

0.33 

0.03 

0.37 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.338 

0.017 

0.322 

0.106 

32.90 

Safe 

Kodarla 

0819000302365800 

0.14 

0.02 

853.82 

0.02 

0.00 

0.02 

0.01 

0.08 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.018 

0.001 

0.017 

0.041 

235.64 

Over Exploited 

Lotana 

0819000302362000 

0.15 

0.04 

501.24 

0.05 

- 

0.05 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.056 

0.003 

0.053 

0.097 

183.96 

Over Exploited 

Mandwara Khalsa 

0819000302362700 

0.15 

0.53 

110.12 

0.63 

0.02 

0.65 

0.03 

0.32 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.715 

0.036 

0.679 

0.619 

91.20 

Critical 

Nanarwara 

0819000302363900 

0.15 

0.05 

268.88 

0.06 

0.01 

0.07 

0.01 

0.17 

- 

0.0200 

- 

- 

0.004 

0.024 

0.024 

0.096 

0.005 

0.091 

0.181 

197.68 

Over Exploited 



0.14 

0.11 

162.96 

0.13 

0.01 

0.15 

0.02 

0.26 

- 

0.0400 

- 

- 

0.002 

0.043 

0.043 

0.189 

0.009 

0.179 

0.336 

187.36 

Over Exploited 



0.15 

0.00 

2,428.87 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.030 

1,990.37 

Over Exploited 

Nitaura 

0819000302363800 

0.14 

0.00 

3,618.71 

0.00 

- 

0.00 

0.00 

0.02 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.012 

0.093 

748.49 

Over Exploited 



0.15 

0.49 

148.18 

0.59 

0.06 

0.65 

0.03 

0.32 

- 

0.1100 

- 

- 

0.028 

0.138 

0.138 

0.787 

0.039 

0.747 

1.062 

142.10 

Over Exploited 



0.14 

0.03 

982.54 

0.04 

0.01 

0.05 

0.01 

0.08 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.086 

0.004 

0.082 

0.334 

406.78 

Over Exploited 



0.15 

0.00 

10,729.23 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.015 

7,191.01 

Over Exploited 

Patumburi 

0819000302365600 

0.14 

0.00 

4,276.60 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.14 

0.08 

141.59 

0.10 

0.00 

0.10 

0.02 

0.29 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.114 

0.006 

0.109 

0.116 

106.72 

Over Exploited 

Rampura 

0819000302365900 

0.14 

0.00 

87,877.64 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Rohira 

0819000302366700 

0.14 

0.04 

1,140.61 

0.05 

0.01 

0.06 

0.00 

0.07 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.088 

0.004 

0.083 

0.250 

300.03 

Over Exploited 

Shergaon 

0819000402367900 

0.14 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.005 

236.89 

Over Exploited 

Sirohi (rural) 

0819000202352500 

0.15 

0.04 

########## 

0.05 

0.01 

0.06 

0.01 

0.09 

0.00 

0.0300 

- 

- 

- 

0.030 

0.035 

0.094 

0.005 

0.090 

0.264 

294.69 

Over Exploited 

Adarsh Doongri 

0819000302366100 

0.14 

0.01 

1,075.01 

0.01 

0.00 

0.01 

0.01 

0.10 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.029 

0.001 

0.027 

0.109 

397.77 

Over Exploited 

Ajari 

0819000302361500 

0.14 

0.02 

787.89 

0.02 

- 

0.02 

0.01 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.031 

0.002 

0.029 

0.133 

453.14 

Over Exploited 

Apri Khera 

0819000302362900 

0.15 

0.31 

29.25 

0.37 

- 

0.37 

0.04 

0.44 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.383 

0.019 

0.364 

0.104 

28.64 

Safe 

Arasana 

0819000302359000 

0.15 

0.00 

163,716.81 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Banas 

0819000302366000 

0.14 

0.13 

122.06 

0.16 

0.01 

0.17 

0.03 

0.36 

- 

0.0100 

- 

- 

0.011 

0.021 

0.021 

0.189 

0.009 

0.180 

0.118 

65.86 

Safe 

Basantgarh 

0819000302366400 

0.14 

0.01 

1,681.39 

0.01 

- 

0.01 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.022 

0.001 

0.021 

0.080 

375.99 

Over Exploited 

Chawarli 

0819000302366300 

0.14 

0.14 

129.61 

0.17 

0.01 

0.18 

0.03 

0.34 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.211 

0.011 

0.201 

0.281 

140.33 

Over Exploited 

Dhanari 

0819000302363700 

0.14 

0.20 

79.43 

0.24 

0.56 

0.80 

0.01 

0.17 

- 

0.0800 

- 

- 

0.798 

0.878 

0.878 

1.675 

0.084 

1.592 

0.752 

47.26 

Safe 



0.15 

0.01 

1,728.96 

0.01 

0.02 

0.03 

0.00 

0.03 

- 

0.0100 

- 

- 

0.036 

0.046 

0.046 

0.079 

0.004 

0.075 

0.121 

162.28 

Over Exploited 



0.14 

0.00 

27,190.71 

0.00 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

0.000 

0.001 

0.018 

2,706.43 

Over Exploited 

Dhandhpura 

0819000302363400 

0.14 

0.19 

95.67 

0.22 

0.03 

0.25 

0.04 

0.47 

- 

0.0500 

- 

- 

0.012 

0.062 

0.062 

0.314 

0.016 

0.298 

0.461 

154.55 

Over Exploited 

Digar 

0819000302361900 

0.15 

0.06 

392.42 

0.07 

- 

0.07 

0.01 

0.13 

- 

- 

- 

- 

- 

- 

- 

0.069 

0.003 

0.065 

0.055 

84.00 

Semi Critical 

Ghodiyawa 

0819000302366200 

0.14 

0.02 

248.95 

0.02 

- 

0.02 

0.02 

0.22 

- 

- 

- 

- 

- 

- 

- 

0.024 

0.001 

0.023 

0.039 

166.79 

Over Exploited 

Janapur 

0819000302361600 

0.14 

0.00 

3,011.71 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.037 

3,764.62 

Over Exploited 

Jiapura 

0819000302363200 

0.14 

0.00 

596.95 

0.00 

- 

0.00 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.004 

0.000 

0.004 

0.019 

531.60 

Over Exploited 



0.15 

0.05 

71.58 

0.06 

0.01 

0.07 

0.03 

0.37 

- 

- 

- 

- 

0.018 

0.018 

0.018 

0.085 

0.004 

0.081 

0.046 

57.41 

Safe 

Kodarla 

0819000302365800 

0.14 

0.30 

61.18 

0.36 

0.18 

0.55 

0.03 

0.36 

- 

0.0200 

- 

- 

0.259 

0.279 

0.279 

0.825 

0.041 

0.784 

0.221 

28.22 

Safe 

Kojra 

0819000302363300 

0.14 

0.45 

31.54 

0.54 

0.05 

0.59 

0.04 

0.49 

- 

0.0900 

- 

- 

0.028 

0.118 

0.118 

0.706 

0.035 

0.671 

0.800 

119.14 

Over Exploited 

Lotana 

0819000302362000 

0.15 

0.49 

64.39 

0.58 

0.01 

0.59 

0.03 

0.31 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.635 

0.032 

0.603 

0.371 

61.60 

Safe 

Mandwara Khalsa 

0819000302362700 

0.15 

0.05 

552.23 

0.06 

0.01 

0.07 

0.01 

0.10 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.094 

0.005 

0.090 

0.201 

224.19 

Over Exploited 

Nandiya 

0819000302361800 

0.14 

0.00 

3,637.10 

0.00 

- 

0.00 

0.00 

0.02 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.013 

0.001 

0.013 

0.058 

459.26 

Over Exploited 



0.15 

0.77 

########## 

0.93 

0.03 

0.96 

0.03 

0.33 

- 

0.0900 

- 

- 

- 

0.090 

0.090 

1.046 

0.052 

0.993 

0.839 

84.45 

Semi Critical 

Nitaura 

0819000302363800 

0.15 

0.00 

4,879.10 

0.00 

0.00 

0.01 

0.00 

0.01 

- 

- 

- 

- 

0.007 

0.007 

0.007 

0.014 

0.001 

0.013 

0.045 

347.31 

Over Exploited 

Peshua 

0819000302363600 

0.14 

0.24 

147.42 

0.29 

0.05 

0.35 

0.04 

0.45 

- 

0.0700 

- 

- 

0.052 

0.122 

0.122 

0.470 

0.024 

0.447 

0.681 

152.53 

Over Exploited 

Phulera 

0819000302363000 

0.14 

0.07 

268.03 

0.09 

0.01 

0.10 

0.02 

0.26 

- 

0.0300 

- 

- 

0.007 

0.037 

0.037 

0.141 

0.007 

0.134 

0.242 

180.85 

Over Exploited 



0.15 

0.04 

401.65 

0.04 

0.00 

0.05 

0.02 

0.18 

- 

0.0100 

- 

- 

0.004 

0.014 

0.014 

0.059 

0.003 

0.056 

0.135 

239.63 

Over Exploited 

Rampura 

0819000302365900 

0.14 

0.27 

123.03 

0.33 

0.01 

0.34 

0.03 

0.36 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.365 

0.018 

0.347 

0.309 

89.02 

Semi Critical 

Reechhri 

0819000302363500 

0.14 

0.14 

79.97 

0.17 

0.01 

0.18 

0.04 

0.47 

- 

0.0200 

- 

- 

0.005 

0.025 

0.025 

0.209 

0.010 

0.198 

0.224 

113.22 

Over Exploited 

Rohira 

0819000302366700 

0.14 

0.00 

13,601.81 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.019 

6,410.35 

Over Exploited 

Shivgarh 

0819000302363100 

0.14 

0.12 

242.90 

0.14 

0.01 

0.15 

0.02 

0.23 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.172 

0.009 

0.164 

0.230 

140.87 

Over Exploited 



0.15 

0.13 

205.62 

0.15 

0.02 

0.17 

0.02 

0.23 

- 

0.0200 

- 

- 

0.010 

0.030 

0.030 

0.199 

0.010 

0.189 

0.187 

98.96 

Critical 

Sirohi (rural) 

0819000202352500 

0.15 

0.00 

229,977.26 

0.00 

- 

0.00 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Varki Khera 

0819000302362800 

0.15 

0.20 

50.23 

0.24 

0.01 

0.25 

0.04 

0.44 

- 

0.0100 

- 

- 

0.013 

0.023 

0.023 

0.269 

0.013 

0.256 

0.098 

38.18 

Safe 

Achpura 

0819000302364600 

0.14 

0.13 

22.40 

0.15 

0.02 

0.18 

0.03 

0.65 

- 

0.0500 

- 

- 

0.004 

0.054 

0.054 

0.231 

0.012 

0.219 

0.419 

191.15 

Over Exploited 



0.15 

0.00 

802.09 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.014 

2,517.65 

Over Exploited 

Akhi 

0819000402368000 

0.14 

0.00 

537,449.61 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Bharja 

0819000302365100 

0.14 

0.00 

5,452.35 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.019 

5,887.17 

Over Exploited 



0.14 

0.04 

498.85 

0.04 

0.01 

0.05 

0.01 

0.10 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.073 

0.004 

0.069 

0.190 

274.07 

Over Exploited 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

(2) 

(3) 

(4) 

(5) 

(6) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19) 

(20) 

(21) 


Bhavri 

0819000302365700 

12.332 

Fresh 

Non-command 

Non-command 

Gneisses 

2.370 

5.17 

0.020 

0.14 

0.01 

0.00 

0.00 

0.00 

0.38 

0.36 

0.25 

0.249 

0.09 

0.09 






West Banas 

Command 

Gneisses 

0.462 

5.17 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.08 

0.08 

0.05 

0.049 

0.02 

0.02 


Bhimana 

0819000302365300 

13.611 

Fresh 

Non-command 

Non-command 

Gneisses 

2.057 

4.54 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.20 

0.20 

0.07 

0.007 

0.09 

0.09 






West Banas 

Command 

Gneisses 

2.622 

4.54 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.27 

0.26 

0.09 

0.009 

0.11 

0.12 


Block No. 2 

0819000302364800 

77.039 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

4.673 

4.27 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.40 

0.39 

0.00 

0.017 

0.06 

0.07 






West Banas 

Command 

Erinpura Granite 

0.404 

4.27 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.001 

0.01 

0.01 


Jawai 

0819000402368200 

8.043 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

2.413 

6.25 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.31 

0.30 

0.04 

0.007 

0.40 

0.41 


Kachholi 

0819000302364100 

4.997 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.396 

2.26 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.001 

0.04 

0.04 






West Banas 

Command 

Gneisses 

3.492 

2.26 

0.020 

0.13 

0.02 

0.00 

0.00 

0.00 

0.27 

0.25 

0.52 

0.012 

0.35 

0.36 







Command 

Erinpura Granite 

0.946 

2.26 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.12 

0.003 

0.09 

0.10 


Kaseenda 

0819000302364900 

2.208 

Fresh 

West Banas 

Command 

Gneisses 

0.863 

2.03 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.09 

0.08 

0.25 

0.003 

0.30 

0.32 







Command 

Erinpura Granite 

0.005 

2.03 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khakarwara 

0819000302364000 

7.079 

Fresh 

West Banas 

Command 

Gneisses 

0.849 

3.30 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.11 

0.003 

0.05 

0.06 







Command 

Erinpura Granite 

0.002 

3.30 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kiwarli 

0819000402369200 

8.116 

Fresh 

West Banas 

Command 

Gneisses 

0.081 

3.38 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 


Kotra 

0819000302364500 

1.746 

Fresh 

West Banas 

Command 

Erinpura Granite 

0.674 

3.78 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.07 

0.002 

0.32 

0.34 


Oriya 

0819000402368300 

6.168 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.624 

6.25 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.09 

0.03 

0.002 

0.14 

0.15 


Panch Dewal 

0819000302364300 

4.311 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.080 

4.58 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 






West Banas 

Command 

Gneisses 

0.938 

4.58 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.07 

0.003 

0.16 

0.17 







Command 

Erinpura Granite 

3.287 

4.58 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.34 

0.33 

0.19 

0.012 

0.56 

0.58 


Patumburi 

0819000302365600 

3.828 

Fresh 

Non-command 

Non-command 

Gneisses 

0.094 

4.04 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 






West Banas 

Command 

Gneisses 

1.387 

4.04 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.13 

0.13 

0.07 

0.005 

0.16 

0.17 


Phoola Bai Ka Khera 

0819000302364200 

7.920 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.001 

3.91 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






West Banas 

Command 

Gneisses 

4.367 

3.91 

0.020 

0.14 

0.02 

0.00 

0.00 

0.00 

0.46 

0.44 

0.52 

0.016 

0.33 

0.34 







Command 

Erinpura Granite 

3.553 

3.91 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.36 

0.34 

0.33 

0.013 

0.27 

0.28 


Sangwara 

0819000302364400 

4.590 

Fresh 

West Banas 

Command 

Gneisses 

3.861 

4.42 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.38 

0.36 

0.18 

0.014 

0.59 

0.62 







Command 

Erinpura Granite 

0.459 

4.42 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.01 

0.002 

0.07 

0.07 


Shergaon 

0819000402367900 

44.535 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

1.975 

4.24 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.17 

0.00 

0.005 

0.03 

0.03 


Udvariya 

0819000302365500 

7.248 

Fresh 

Non-command 

Non-command 

Gneisses 

1.418 

4.34 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.13 

0.02 

0.005 

0.10 

0.11 






West Banas 

Command 

Gneisses 

5.475 

4.34 

0.020 

0.03 

0.00 

0.00 

0.00 

0.01 

0.50 

0.48 

0.09 

0.019 

0.40 

0.42 


Utraj 

0819000402368100 

19.687 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

1.564 

5.04 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

0.15 

0.00 

0.004 

0.09 

0.10 


Vatera 

0819000302365400 

18.226 

Fresh 

Non-command 

Non-command 

Gneisses 

1.483 

3.62 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.14 

0.14 

0.16 

0.005 

0.04 

0.04 






West Banas 

Command 

Gneisses 

0.110 

3.62 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.02 

0.000 

0.00 

0.00 


Wara 

0819000302365000 

7.140 

Fresh 

West Banas 

Command 

Gneisses 

0.904 

3.62 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.04 

0.003 

0.08 

0.09 

12001011 

Abu Road (M) 

0819000441905000 

6.316 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.001 

4.12 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Achalgarh 

0819000402368400 

5.459 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

2.577 

6.08 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.32 

0.32 

0.04 

0.007 

0.68 

0.70 


Achpura 

0819000302364600 

1.815 

Fresh 

West Banas 

Command 

Gneisses 

0.042 

2.64 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.000 

0.02 

0.02 







Command 

Erinpura Granite 

0.200 

2.64 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.04 

0.001 

0.08 

0.09 


Akra Bhatta 

0819000402372000 

1.444 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.805 

5.45 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.03 

0.002 

0.34 

0.38 






West Banas 

Command 

Erinpura Granite 

0.453 

5.45 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.03 

0.001 

0.19 

0.21 


Amthala 

0819000402368900 

3.485 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.925 

2.44 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.12 

0.003 

0.20 

0.22 






West Banas 

Command 

Erinpura Granite 

2.560 

2.44 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.20 

0.18 

0.31 

0.007 

0.56 

0.61 


Arna 

0819000402368700 

2.702 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.438 

4.28 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.04 

0.001 

0.23 

0.24 


Bharja 

0819000302365100 

18.319 

Fresh 

Non-command 

Non-command 

Gneisses 

0.924 

3.40 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.07 

0.05 

0.003 

0.03 

0.03 


Block No. 2 

0819000302364800 

77.039 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

13.280 

4.27 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

1.14 

1.11 

0.01 

0.047 

0.18 

0.19 






West Banas 

Command 

Erinpura Granite 

0.010 

4.27 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Block No. 3 

0819000402368500 

50.624 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.297 

4.75 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.00 

0.001 

0.01 

0.01 


Block No.l 

0819000402368800 

57.501 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

1.391 

3.91 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.11 

0.00 

0.004 

0.03 

0.03 


Danvav 

0819000402369500 

2.376 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.637 

5.14 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.05 

0.002 

0.17 

0.19 






West Banas 

Command 

Erinpura Granite 

1.501 

5.14 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.18 

0.17 

0.10 

0.004 

0.41 

0.46 


Deldar 

0819000402372600 

8.861 

Fresh 

Non-command 

Non-command 

Gneisses 

3.882 

3.71 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.37 

0.33 

0.36 

0.011 

0.27 

0.30 


Derna 

0819000402372400 

4.832 

Fresh 

Non-command 

Non-command 

Gneisses 

0.207 

4.59 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.03 

0.03 


Jawai 

0819000402368200 

8.043 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.019 

6.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Karoli 

0819000402369400 

5.025 

Fresh 

Non-command 

Non-command 

Gneisses 

0.018 

3.47 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Erinpura Granite 

1.314 

3.47 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.05 

0.004 

0.18 

0.20 






West Banas 

Command 

Erinpura Granite 

3.654 

3.47 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.28 

0.26 

0.14 

0.010 

0.50 

0.55 


Kaseenda 

0819000302364900 

2.208 

Fresh 

West Banas 

Command 

Gneisses 

0.164 

2.03 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.05 

0.001 

0.06 

0.06 







Command 

Erinpura Granite 

1.175 

2.03 

0.020 

0.07 

0.01 

0.00 

0.00 

0.00 

0.11 

0.10 

0.27 

0.004 

0.41 

0.44 


Khadat 

0819000402373600 

2.500 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.002 

5.21 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Kiwarli 

0819000402369200 

8.116 

Fresh 

Non-command 

Non-command 

Gneisses 

4.830 

3.38 

0.020 

0.12 

0.02 

0.00 

0.00 

0.00 

0.43 

0.39 

0.46 

0.013 

0.39 

0.43 







Non-command 

Erinpura Granite 

0.189 

3.38 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.02 

0.02 






West Banas 

Command 

Gneisses 

0.362 

3.38 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.04 

0.001 

0.03 

0.03 







Command 

Erinpura Granite 

0.135 

3.38 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.01 

0.01 


Kotra 

0819000302364500 

1.746 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.066 

3.78 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.00 

0.000 

0.03 

0.03 






West Banas 

Command 

Erinpura Granite 

1.006 

3.78 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.10 

0.004 

0.48 

0.50 


Kyara 

0819000402369000 

1.147 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.807 

1.56 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.03 

0.002 

0.67 

0.71 






West Banas 

Command 

Erinpura Granite 

0.336 

1.56 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.28 

0.29 


Morthala 

0819000402372200 

1.990 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

1.482 

5.37 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.18 

0.16 

0.07 

0.004 

0.45 

0.51 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Bhavri 

0819000302365700 

0.14 

0.03 

1,146.36 

0.03 

0.01 

0.04 

0.01 

0.09 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.075 

0.004 

0.071 

0.501 

705.09 

Over Exploited 



0.14 

0.00 

6,700.76 

0.00 

- 

0.00 

0.00 

0.02 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.011 

0.001 

0.011 

0.103 

953.63 

Over Exploited 

Bhimana 

0819000302365300 

0.14 

0.03 

672.10 

0.03 

0.00 

0.03 

0.01 

0.10 

- 

0.0100 

- 

- 

0.003 

0.013 

0.013 

0.046 

0.002 

0.044 

0.079 

181.53 

Over Exploited 



0.14 

0.04 

522.32 

0.05 

- 

0.05 

0.01 

0.12 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.060 

0.003 

0.057 

0.099 

173.89 

Over Exploited 

Block No. 2 

0819000302364800 

0.15 

0.02 

########## 

0.03 

- 

0.03 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.026 

0.001 

0.025 

0.017 

66.86 

Safe 



0.15 

0.00 

9,983.45 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

380.15 

Over Exploited 

Jawai 

0819000402368200 

0.14 

0.05 

892,818.48 

0.06 

- 

0.06 

0.01 

0.41 

- 

- 

- 

- 

- 

- 

- 

0.062 

0.003 

0.059 

0.043 

72.14 

Semi Critical 

Kachholi 

0819000302364100 

0.15 

0.00 

1,036.34 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.044 

1,651.63 

Over Exploited 



0.14 

0.17 

48.83 

0.21 

0.02 

0.23 

0.03 

0.38 

- 

0.0600 

- 

- 

0.004 

0.064 

0.064 

0.292 

0.015 

0.277 

0.534 

192.61 

Over Exploited 



0.15 

0.01 

419.65 

0.02 

- 

0.02 

0.01 

0.10 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.026 

0.001 

0.025 

0.118 

476.59 

Over Exploited 

Kaseenda 

0819000302364900 

0.14 

0.04 

119.37 

0.04 

0.01 

0.05 

0.02 

0.32 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.084 

0.004 

0.079 

0.255 

320.96 

Over Exploited 



0.15 

0.00 

13,232.53 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khakarwara 

0819000302364000 

0.14 

0.01 

1,172.26 

0.01 

0.00 

0.01 

0.00 

0.06 

- 

0.0100 

- 

- 

0.000 

0.010 

0.010 

0.018 

0.001 

0.017 

0.111 

636.08 

Over Exploited 



0.15 

0.00 

375,723.79 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kiwarli 

0819000402369200 

0.14 

0.00 

6,605.81 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

8,494.59 

Over Exploited 

Kotra 

0819000302364500 

0.15 

0.03 

106.19 

0.04 

0.00 

0.04 

0.02 

0.34 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.051 

0.003 

0.048 

0.074 

153.69 

Over Exploited 

Oriya 

0819000402368300 

0.14 

0.01 

582.29 

0.02 

- 

0.02 

0.00 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.025 

0.001 

0.024 

0.031 

128.71 

Over Exploited 

Panch Dewal 

0819000302364300 

0.15 

0.00 

4,189.59 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.14 

0.02 

385.19 

0.03 

- 

0.03 

0.01 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.035 

0.002 

0.033 

0.075 

225.57 

Over Exploited 



0.15 

0.28 

18.32 

0.33 

0.01 

0.34 

0.03 

0.59 

- 

0.0200 

- 

- 

0.002 

0.022 

0.022 

0.359 

0.018 

0.341 

0.199 

58.18 

Safe 

Patumburi 

0819000302365600 

0.14 

0.00 

4,917.04 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.14 

0.03 

295.40 

0.04 

0.00 

0.04 

0.01 

0.18 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.050 

0.003 

0.048 

0.077 

160.54 

Over Exploited 

Phoola Bai Ka Khera 

0819000302364200 

0.15 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.14 

0.20 

121.28 

0.24 

0.02 

0.26 

0.02 

0.35 

- 

0.0600 

- 

- 

0.002 

0.062 

0.062 

0.324 

0.016 

0.307 

0.538 

174.90 

Over Exploited 



0.15 

0.14 

142.62 

0.17 

0.01 

0.18 

0.02 

0.28 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.220 

0.011 

0.209 

0.344 

164.38 

Over Exploited 

Sangwara 

0819000302364400 

0.14 

0.32 

14.01 

0.36 

0.01 

0.37 

0.03 

0.63 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.396 

0.020 

0.376 

0.194 

51.54 

Safe 



0.15 

0.00 

703.62 

0.01 

- 

0.01 

0.00 

0.07 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.016 

283.26 

Over Exploited 

Shergaon 

0819000402367900 

0.14 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.005 

391.46 

Over Exploited 

Udvariya 

0819000302365500 

0.14 

0.02 

521.13 

0.02 

- 

0.02 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.025 

0.001 

0.024 

0.023 

97.30 

Critical 



0.14 

0.31 

55.23 

0.37 

0.01 

0.38 

0.03 

0.43 

- 

0.0100 

- 

- 

0.014 

0.024 

0.024 

0.405 

0.020 

0.384 

0.109 

28.48 

Safe 

Utraj 

0819000402368100 

0.14 

0.01 

########## 

0.01 

- 

0.01 

0.00 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.013 

0.004 

31.90 

Safe 

Vatera 

0819000302365400 

0.14 

0.01 

1,405.99 

0.01 

0.01 

0.02 

0.00 

0.05 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.041 

0.002 

0.039 

0.167 

430.74 

Over Exploited 



0.14 

0.00 

15,719.44 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.018 

32,304.61 

Over Exploited 

Wara 

0819000302365000 

0.14 

0.01 

560.40 

0.01 

- 

0.01 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.013 

0.001 

0.012 

0.039 

324.96 

Over Exploited 

Abu Road (M) 

0819000441905000 

0.14 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Achalgarh 

0819000402368400 

0.14 

0.13 

75,569.29 

0.15 

- 

0.15 

0.02 

0.70 

- 

- 

- 

- 

- 

- 

- 

0.151 

0.008 

0.143 

0.043 

30.05 

Safe 

Achpura 

0819000302364600 

0.14 

0.00 

1,932.54 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.018 

15,409.19 

Over Exploited 



0.15 

0.00 

683.60 

0.00 

- 

0.00 

0.00 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.044 

1,540.73 

Over Exploited 

Akra Bhatta 

0819000402372000 

0.14 

0.04 

129.33 

0.05 

- 

0.05 

0.02 

0.36 

- 

- 

- 

- 

- 

- 

- 

0.046 

0.002 

0.043 

0.035 

81.28 

Semi Critical 



0.14 

0.01 

339.88 

0.01 

- 

0.01 

0.01 

0.20 

- 

- 

- 

- 

- 

- 

- 

0.014 

0.001 

0.014 

0.026 

191.35 

Over Exploited 

Amthala 

0819000402368900 

0.14 

0.03 

162.47 

0.03 

0.00 

0.03 

0.01 

0.21 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.043 

0.002 

0.041 

0.119 

291.15 

Over Exploited 



0.14 

0.20 

(10.47) 

0.18 

0.01 

0.19 

0.03 

0.59 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.220 

0.011 

0.209 

0.313 

149.61 

Over Exploited 

Arna 

0819000402368700 

0.14 

0.00 

200,626.66 

0.00 

- 

0.00 

0.01 

0.24 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.036 

1,551.00 

Over Exploited 

Bharja 

0819000302365100 

0.14 

0.00 

1,579.85 

0.00 

- 

0.00 

0.00 

0.03 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.015 

0.001 

0.014 

0.057 

403.31 

Over Exploited 

Block No. 2 

0819000302364800 

0.15 

0.18 

########## 

0.21 

- 

0.21 

0.01 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.212 

0.011 

0.202 

0.061 

30.30 

Safe 



0.15 

0.00 

433,519.03 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Block No. 3 

0819000402368500 

0.14 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.001 

- 

Safe 

Block No.l 

0819000402368800 

0.14 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.004 

294.10 

Over Exploited 

Danvav 

0819000402369500 

0.14 

0.02 

31,328.84 

0.02 

- 

0.02 

0.01 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.028 

0.001 

0.027 

0.049 

181.25 

Over Exploited 



0.14 

0.09 

91.98 

0.10 

- 

0.10 

0.03 

0.44 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.114 

0.006 

0.108 

0.101 

93.54 

Critical 

Deldar 

0819000402372600 

0.14 

0.15 

124.46 

0.18 

0.01 

0.19 

0.02 

0.29 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.228 

0.011 

0.217 

0.374 

172.33 

Over Exploited 

Derna 

0819000402372400 

0.14 

0.00 

2,146.34 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.008 

881.79 

Over Exploited 

Jawai 

0819000402368200 

0.14 

0.00 

27,821.77 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Karoli 

0819000402369400 

0.14 

0.00 

18,862.53 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.14 

0.03 

180.29 

0.04 

- 

0.04 

0.01 

0.19 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.049 

0.002 

0.047 

0.051 

107.99 

Over Exploited 



0.14 

0.25 

1.47 

0.26 

0.01 

0.27 

0.03 

0.53 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.287 

0.014 

0.273 

0.150 

54.96 

Safe 

Kaseenda 

0819000302364900 

0.14 

0.00 

1,095.91 

0.00 

- 

0.00 

0.00 

0.06 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.012 

0.001 

0.011 

0.055 

496.36 

Over Exploited 



0.15 

0.07 

39.92 

0.09 

0.01 

0.10 

0.02 

0.43 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.127 

0.006 

0.120 

0.278 

231.26 

Over Exploited 

Khadat 

0819000402373600 

0.14 

0.00 

153,491.57 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Kiwarli 

0819000402369200 

0.14 

0.27 

45.65 

0.32 

0.02 

0.34 

0.03 

0.42 

- 

0.0500 

- 

- 

0.001 

0.051 

0.051 

0.391 

0.020 

0.371 

0.477 

128.60 

Over Exploited 



0.14 

0.00 

2,752.80 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.015 

3,131.28 

Over Exploited 



0.14 

0.00 

1,996.99 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.041 

2,408.73 

Over Exploited 



0.14 

0.00 

3,918.09 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

3,128.43 

Over Exploited 

Kotra 

0819000302364500 

0.15 

0.00 

1,431.42 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.07 

39.87 

0.09 

- 

0.09 

0.02 

0.51 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.097 

0.005 

0.092 

0.105 

113.39 

Over Exploited 

Kyara 

0819000402369000 

0.14 

0.08 

(56.10) 

0.06 

- 

0.06 

0.03 

0.70 

- 

- 

- 

- 

- 

- 

- 

0.061 

0.003 

0.058 

0.031 

54.13 

Safe 



0.14 

0.01 

(24.57) 

0.01 

- 

0.01 

0.01 

0.29 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.010 

0.015 

149.52 

Over Exploited 

Morthala 

0819000402372200 

0.14 

0.09 

69.62 

0.11 

0.00 

0.11 

0.03 

0.49 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.124 

0.006 

0.118 

0.073 

62.15 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 






West Banas 

Command 

Erinpura Granite 

0.348 

5.37 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.01 

0.001 

0.11 

0.12 


Mount Abu (M) 

081900044190400C 

18.343 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

11.578 

4.07 

0.020 

0.86 

0.00 

0.00 

0.00 

0.00 

1.80 

1.76 

0.00 

2.636 

0.91 

0.94 


Mudrala 

081900040236910C 

3.613 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.267 

1.70 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.06 

0.06 






West Banas 

Command 

Erinpura Granite 

3.346 

1.70 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.15 

0.14 

0.17 

0.009 

0.73 

0.79 


Nagpura 

081900030236470C 

6.726 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

1.394 

2.04 

0.020 

0.02 

0.00 

0.00 

0.00 

0.01 

0.07 

0.07 

0.09 

0.005 

0.18 

0.19 






West Banas 

Command 

Erinpura Granite 

5.331 

2.04 

0.020 

0.10 

0.01 

0.00 

0.00 

0.00 

0.31 

0.29 

0.36 

0.019 

0.70 

0.74 


Oriya 

081900040236830C 

6.168 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

3.711 

6.25 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.50 

0.49 

0.17 

0.010 

0.86 

0.88 


Panch Dewal 

0819000302364300 

4.311 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.000 

4.58 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 






West Banas 

Command 

Erinpura Granite 

0.006 

4.58 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Pandoori 

0819000402369300 

2.533 

Fresh 

Non-command 

Non-command 

Gneisses 

0.391 

4.80 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.03 

0.001 

0.10 

0.11 







Non-command 

Erinpura Granite 

0.416 

4.80 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.03 

0.001 

0.10 

0.11 






West Banas 

Command 

Erinpura Granite 

1.726 

4.80 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.20 

0.17 

0.14 

0.005 

0.42 

0.47 


Salgaon 

0819000402368600 

2.669 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

2.185 

3.87 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.20 

0.19 

0.11 

0.006 

1.19 

1.21 


Sangwara 

0819000302364400 

4.590 

Fresh 

West Banas 

Command 

Erinpura Granite 

0.270 

4.42 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.04 

0.04 


Tankiya 

0819000402372700 

12.091 

Fresh 

Non-command 

Non-command 

Gneisses 

0.134 

3.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Tartoli (rural) 

0819000402373800 

2.961 

Fresh 

Non-command 

Non-command 

Gneisses 

0.397 

5.06 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.03 

0.001 

0.08 

0.09 







Non-command 

Erinpura Granite 

1.180 

5.06 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.14 

0.12 

0.09 

0.003 

0.24 

0.27 


Toonka 

0819000402372500 

4.686 

Fresh 

Non-command 

Non-command 

Gneisses 

0.708 

3.87 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.05 

0.01 

0.002 

0.09 

0.10 


Umarni 

0819000402369600 

4.319 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.048 

5.18 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.01 

0.01 






West Banas 

Command 

Erinpura Granite 

1.145 

5.18 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.05 

0.003 

0.17 

0.19 


Wara 

0819000302365000 

7.140 

Fresh 

Non-command 

Non-command 

Gneisses 

4.232 

3.62 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.34 

0.31 

0.14 

0.015 

0.39 

0.42 

12001012 

Amba 

0819000402374000 

2.467 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.674 

2.69 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

0.04 

0.04 

0.002 

0.18 

0.20 


Bhaisasingh 

0819000402374400 

8.199 

Fresh 

Non-command 

Non-command 

Gneisses 

5.525 

2.24 

0.020 

0.12 

0.02 

0.00 

0.00 

0.00 

0.35 

0.31 

0.46 

0.015 

0.44 

0.49 







Non-command 

Erinpura Granite 

0.808 

2.24 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.07 

0.002 

0.06 

0.07 


Chandrawati 

0819000402373900 

7.318 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.032 

2.27 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Khara 

0819000402374300 

9.309 

Fresh 

Non-command 

Non-command 

Gneisses 

0.056 

2.75 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Erinpura Granite 

1.712 

2.75 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.08 

0.005 

0.13 

0.14 


Siyawa 

0819000402374500 

15.253 

Fresh 

Non-command 

Non-command 

Gneisses 

0.094 

2.21 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.000 

0.00 

0.00 


Soorpagla 

0819000402374600 

33.385 

Fresh 

Non-command 

Non-command 

Gneisses 

3.231 

1.65 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.10 

0.04 

0.009 

0.06 

0.07 

12001013 

Amba 

0819000402374000 

2.467 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.477 

2.69 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.03 

0.03 

0.001 

0.13 

0.14 


Bhaisasingh 

0819000402374400 

8.199 

Fresh 

Non-command 

Non-command 

Gneisses 

0.041 

2.24 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 







Non-command 

Erinpura Granite 

0.005 

2.24 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Chandrawati 

0819000402373900 

7.318 

Fresh 

Non-command 

Non-command 

Gneisses 

0.441 

2.27 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.02 

0.001 

0.04 

0.04 







Non-command 

Erinpura Granite 

2.252 

2.27 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.13 

0.12 

0.12 

0.006 

0.19 

0.22 


Deri 

0819000402375700 

17.081 

Fresh 

Non-command 

Non-command 

Gneisses 

10.530 

2.36 

0.020 

0.05 

0.01 

0.00 

0.00 

0.00 

0.54 

0.48 

0.17 

0.029 

0.38 

0.43 


Kui 

0819000402373700 

6.021 

Fresh 

Non-command 

Non-command 

Gneisses 

0.071 

3.60 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.00 

0.01 

0.000 

0.01 

0.01 


Meen 

0819000402375800 

16.103 

Fresh 

Non-command 

Non-command 

Gneisses 

1.641 

3.55 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.11 

0.04 

0.004 

0.06 

0.07 


Rada 

0819000402375600 

3.969 

Fresh 

Non-command 

Non-command 

Gneisses 

0.279 

2.98 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.001 

0.04 

0.05 


Siyawa 

0819000402374500 

15.253 

Fresh 

Non-command 

Non-command 

Gneisses 

9.159 

2.21 

0.020 

0.11 

0.02 

0.00 

0.00 

0.00 

0.50 

0.44 

0.40 

0.025 

0.37 

0.41 


Soorpagla 

0819000402374600 

33.385 

Fresh 

Non-command 

Non-command 

Gneisses 

13.898 

1.65 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.51 

0.46 

0.20 

0.038 

0.26 

0.29 


Taleti 

0819000402375900 

8.071 

Fresh 

Non-command 

Non-command 

Gneisses 

0.010 

3.01 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Uplagarh 

0819000402374700 

21.214 

Fresh 

Non-command 

Non-command 

Gneisses 

0.589 

2.83 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.03 

0.01 

0.002 

0.02 

0.02 

12001014 

Abu Road (M) 

0819000441905000 

6.316 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

5.421 

4.12 

0.020 

0.45 

0.01 

0.00 

0.00 

0.00 

0.89 

0.79 

0.16 

1.234 

0.52 

0.58 






West Banas 

Command 

Erinpura Granite 

0.894 

4.12 

0.020 

0.07 

0.00 

0.00 

0.00 

0.00 

0.14 

0.13 

0.03 

0.204 

0.09 

0.10 


Akra Bhatta 

0819000402372000 

1.444 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.066 

5.45 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.03 

0.03 






West Banas 

Command 

Erinpura Granite 

0.121 

5.45 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.05 

0.06 


Amba 

0819000402374000 

2.467 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

1.165 

2.69 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.07 

0.003 

0.31 

0.34 






West Banas 

Command 

Erinpura Granite 

0.107 

2.69 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.03 

0.03 


Awal 

0819000402371300 

3.888 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.711 

2.99 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.09 

0.09 

0.23 

0.002 

0.14 

0.15 


Bhaisasingh 

0819000402374400 

8.199 

Fresh 

Non-command 

Non-command 

Gneisses 

0.000 

2.24 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Block No.l 

0819000402368800 

57.501 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

2.189 

3.91 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.16 

0.00 

0.006 

0.04 

0.05 


Chandrawati 

0819000402373900 

7.318 

Fresh 

Non-command 

Non-command 

Gneisses 

0.298 

2.27 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.03 

0.03 







Non-command 

Erinpura Granite 

3.094 

2.27 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.17 

0.15 

0.17 

0.008 

0.27 

0.30 






West Banas 

Command 

Erinpura Granite 

1.005 

2.27 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

0.05 

0.05 

0.003 

0.09 

0.10 


Danvav 

0819000402369500 

2.376 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.006 

5.14 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Deri 

0819000402375700 

17.081 

Fresh 

Non-command 

Non-command 

Gneisses 

0.058 

2.36 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.000 

0.00 

0.00 


Duna Kakar 

0819000402371700 

6.724 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

1.068 

3.69 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.08 

0.02 

0.003 

0.10 

0.11 






West Banas 

Command 

Erinpura Granite 

2.473 

3.69 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.19 

0.17 

0.03 

0.007 

0.23 

0.26 


Ganka 

0819000402369700 

3.478 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.178 

4.25 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.01 

0.01 

0.000 

0.03 

0.04 






West Banas 

Command 

Erinpura Granite 

0.850 

4.25 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

0.07 

0.05 

0.002 

0.16 

0.17 


Khadat 

0819000402373600 

2.500 

Fresh 

Non-command 

Non-command 

Gneisses 

0.109 

5.21 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.000 

0.03 

0.03 







Non-command 

Erinpura Granite 

1.859 

5.21 

0.020 

0.08 

0.01 

0.00 

0.00 

0.00 

0.26 

0.23 

0.31 

0.005 

0.45 

0.50 


Khara 

0819000402374300 

9.309 

Fresh 

Non-command 

Non-command 

Gneisses 

1.373 

2.75 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.07 

0.004 

0.10 

0.11 







Non-command 

Erinpura Granite 

5.004 

2.75 

0.020 

0.06 

0.01 

0.00 

0.00 

0.00 

0.33 

0.29 

0.24 

0.014 

0.37 

0.41 


Kui 

0819000402373700 

6.021 

Fresh 

Non-command 

Non-command 

Gneisses 

3.619 

3.60 

0.020 

0.09 

0.01 

0.00 

0.00 

0.00 

0.34 

0.30 

0.33 

0.010 

0.36 

0.41 







Non-command 

Erinpura Granite 

1.747 

3.60 

0.020 

0.04 

0.01 

0.00 

0.00 

0.00 

0.16 

0.14 

0.16 

0.005 

0.18 

0.20 


Manpur (rural) 

0819000402371900 

3.785 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.881 

5.20 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.10 

0.09 

0.05 

0.002 

0.14 

0.16 






West Banas 

Command 

Erinpura Granite 

2.883 

5.20 

0.020 

0.04 

0.01 

0.00 

0.00 

0.01 

0.32 

0.29 

0.16 

0.008 

0.46 

0.52 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 



0.14 

0.01 

545.19 

0.01 

- 

0.01 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.006 

0.000 

0.006 

0.015 

253.28 

Over Exploited 

Mount Abu (M) 

081900044190400C 

0.14 

1.43 

465,862.11 

1.71 

- 

1.71 

0.03 

0.94 

- 

- 

- 

- 

- 

- 

- 

1.714 

0.086 

1.628 

2.636 

161.88 

Over Exploited 

Mudrala 

0819000402369100 

0.14 

0.00 

265.54 

0.00 

0.00 

0.00 

0.00 

0.06 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.004 

0.000 

0.004 

0.008 

213.93 

Over Exploited 



0.14 

0.34 

(58.35) 

0.27 

0.01 

0.28 

0.04 

0.77 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.304 

0.015 

0.289 

0.178 

61.57 

Safe 

Nagpura 

0819000302364700 

0.15 

0.04 

70.71 

0.05 

0.01 

0.05 

0.01 

0.19 

- 

0.0100 

- 

- 

0.012 

0.022 

0.022 

0.076 

0.004 

0.072 

0.091 

125.58 

Over Exploited 



0.15 

0.56 

(47.85) 

0.45 

0.01 

0.46 

0.03 

0.74 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.499 

0.025 

0.474 

0.379 

79.98 

Semi Critical 

Oriya 

0819000402368300 

0.14 

0.30 

194,618.90 

0.36 

0.01 

0.37 

0.03 

0.88 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.415 

0.021 

0.394 

0.176 

44.69 

Safe 

Panch Dewal 

0819000302364300 

0.15 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.15 

0.00 

63,445.34 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Pandoori 

0819000402369300 

0.14 

0.01 

707.55 

0.01 

0.00 

0.01 

0.01 

0.10 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.006 

0.000 

0.006 

0.034 

553.89 

Over Exploited 



0.14 

0.01 

651.15 

0.01 

- 

0.01 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.007 

0.034 

502.03 

Over Exploited 



0.14 

0.10 

70.49 

0.12 

0.01 

0.13 

0.03 

0.45 

- 

0.0200 

- 

- 

0.001 

0.021 

0.021 

0.154 

0.008 

0.146 

0.149 

101.50 

Over Exploited 

Salgaon 

0819000402368600 

0.14 

0.36 

12,722.96 

0.29 

- 

0.29 

0.04 

1.22 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.308 

0.015 

0.293 

0.114 

38.94 

Safe 

Sangwara 

0819000302364400 

0.15 

0.00 

1,266.79 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.015 

786.53 

Over Exploited 

Tankiya 

0819000402372700 

0.14 

0.00 

########## 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Tartoli (rural) 

0819000402373800 

0.14 

0.00 

886.44 

0.01 

- 

0.01 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.005 

0.000 

0.005 

0.034 

659.74 

Over Exploited 



0.14 

0.04 

208.25 

0.05 

0.00 

0.05 

0.02 

0.26 

- 

0.0100 

- 

- 

0.001 

0.011 

0.011 

0.060 

0.003 

0.057 

0.097 

170.63 

Over Exploited 

Toonka 

0819000402372500 

0.14 

0.01 

419.90 

0.01 

0.00 

0.01 

0.01 

0.10 

- 

- 

- 

- 

0.002 

0.002 

0.002 

0.014 

0.001 

0.014 

0.009 

65.36 

Safe 

Umarni 

0819000402369600 

0.14 

0.00 

150,767.26 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.14 

0.03 

330.72 

0.03 

- 

0.03 

0.01 

0.18 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.042 

0.002 

0.040 

0.053 

132.74 

Over Exploited 

Wara 

0819000302365000 

0.14 

0.23 

34.53 

0.28 

0.01 

0.29 

0.02 

0.42 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.308 

0.015 

0.293 

0.159 

54.30 

Safe 

Amba 

0819000402374000 

0.14 

0.02 

145.73 

0.02 

- 

0.02 

0.01 

0.19 

- 

- 

- 

- 

- 

- 

- 

0.020 

0.001 

0.019 

0.038 

196.06 

Over Exploited 

Bhaisasingh 

0819000402374400 

0.14 

0.34 

17,449.08 

0.31 

0.02 

0.33 

0.03 

0.47 

- 

0.0500 

- 

- 

- 

0.050 

0.050 

0.382 

0.019 

0.363 

0.476 

131.18 

Over Exploited 



0.14 

0.01 

590.62 

0.01 

- 

0.01 

0.00 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.019 

0.001 

0.018 

0.067 

376.43 

Over Exploited 

Chandrawati 

0819000402373900 

0.14 

0.00 

10,572.26 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Khara 

0819000402374300 

0.14 

0.00 

8,611.12 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.14 

0.03 

242.66 

0.04 

- 

0.04 

0.01 

0.13 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.046 

0.002 

0.044 

0.084 

190.58 

Over Exploited 

Siyawa 

0819000402374500 

0.14 

0.00 

7,366.68 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

12,843.28 

Over Exploited 

Soorpagla 

0819000402374600 

0.14 

0.03 

902,212.77 

0.03 

- 

0.03 

0.00 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.043 

0.002 

0.040 

0.052 

128.01 

Over Exploited 

Amba 

0819000402374000 

0.14 

0.01 

278.58 

0.01 

- 

0.01 

0.01 

0.14 

- 

- 

- 

- 

- 

- 

- 

0.010 

0.001 

0.010 

0.030 

313.46 

Over Exploited 

Bhaisasingh 

0819000402374400 

0.14 

0.00 

8,270.90 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.14 

0.00 

87,727.64 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Chandrawati 

0819000402373900 

0.14 

0.00 

1,046.57 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.003 

0.000 

0.003 

0.023 

864.27 

Over Exploited 



0.14 

0.06 

93.21 

0.07 

- 

0.07 

0.01 

0.21 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.084 

0.004 

0.080 

0.128 

161.10 

Over Exploited 

Deri 

0819000402375700 

0.14 

0.57 

(14.85) 

0.48 

0.01 

0.49 

0.03 

0.41 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.522 

0.026 

0.496 

0.195 

39.24 

Safe 

Kui 

0819000402373700 

0.14 

0.00 

6,336.87 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.007 

9,024.41 

Over Exploited 

Meen 

0819000402375800 

0.14 

0.01 

677.71 

0.02 

- 

0.02 

0.00 

0.07 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.028 

0.001 

0.026 

0.047 

180.41 

Over Exploited 

Rada 

0819000402375600 

0.14 

0.00 

262,999.49 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.001 

46.70 

Safe 

Siyawa 

0819000402374500 

0.14 

0.47 

32,749.64 

0.44 

0.02 

0.46 

0.03 

0.40 

- 

0.0800 

- 

- 

- 

0.080 

0.080 

0.542 

0.027 

0.515 

0.428 

83.16 

Semi Critical 

Soorpagla 

0819000402374600 

0.14 

0.50 

########## 

0.45 

0.01 

0.46 

0.02 

0.28 

- 

0.0400 

- 

- 

- 

0.040 

0.040 

0.504 

0.025 

0.479 

0.240 

50.09 

Safe 

Taleti 

0819000402375900 

0.14 

0.00 

44,358.96 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Uplagarh 

0819000402374700 

0.14 

0.00 

2,042.27 

0.00 

- 

0.00 

0.00 

0.02 

- 

- 

- 

- 

- 

- 

- 

0.002 

0.000 

0.002 

0.016 

980.72 

Over Exploited 

Abu Road (M) 

0819000441905000 

0.14 

0.39 

100.14 

0.47 

0.01 

0.48 

0.04 

0.56 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.514 

0.026 

0.488 

1.392 

285.27 

Over Exploited 



0.14 

0.01 

1,092.24 

0.01 

- 

0.01 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.023 

0.001 

0.022 

0.233 

1,069.61 

Over Exploited 

Akra Bhatta 

0819000402372000 

0.14 

0.00 

2,400.99 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.14 

0.00 

1,284.33 

0.00 

- 

0.00 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.007 

754.17 

Over Exploited 

Amba 

0819000402374000 

0.14 

0.05 

47.18 

0.06 

- 

0.06 

0.02 

0.33 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.071 

0.004 

0.067 

0.068 

101.56 

Over Exploited 



0.14 

0.00 

1,109.70 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.000 

0.007 

1,488.19 

Over Exploited 

Awal 

0819000402371300 

0.14 

0.01 

507.94 

0.02 

0.01 

0.03 

0.01 

0.15 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.057 

0.003 

0.054 

0.229 

424.29 

Over Exploited 

Bhaisasingh 

0819000402374400 

0.14 

0.00 

(100.00) 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Block No.l 

0819000402368800 

0.14 

0.01 

########## 

0.01 

- 

0.01 

0.00 

0.05 

- 

- 

- 

- 

- 

- 

- 

0.007 

0.000 

0.006 

0.006 

93.28 

Critical 

Chandrawati 

0819000402373900 

0.14 

0.00 

1,032.20 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.015 

1,205.85 

Over Exploited 



0.14 

0.12 

32.06 

0.14 

0.01 

0.15 

0.02 

0.29 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.169 

0.008 

0.161 

0.174 

108.57 

Over Exploited 



0.14 

0.01 

308.50 

0.01 

- 

0.01 

0.01 

0.09 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.025 

0.001 

0.023 

0.053 

224.87 

Over Exploited 

Danvav 

0819000402369500 

0.14 

0.00 

41,202.82 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Deri 

0819000402375700 

0.14 

0.00 

14,040.28 

0.00 

- 

0.00 

0.00 

0.00 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Duna Kakar 

0819000402371700 

0.14 

0.02 

430.32 

0.02 

- 

0.02 

0.01 

0.11 

- 

- 

- 

- 

- 

- 

- 

0.018 

0.001 

0.017 

0.021 

122.05 

Over Exploited 



0.14 

0.08 

114.01 

0.10 

0.00 

0.10 

0.02 

0.25 

- 

- 

- 

- 

0.001 

0.001 

0.001 

0.097 

0.005 

0.093 

0.032 

34.27 

Safe 

Ganka 

0819000402369700 

0.14 

0.00 

1,578.18 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.007 

804.32 

Over Exploited 



0.14 

0.02 

297.69 

0.02 

- 

0.02 

0.01 

0.17 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.032 

0.002 

0.031 

0.056 

183.54 

Over Exploited 

Khadat 

0819000402373600 

0.14 

0.00 

2,425.27 

0.00 

- 

0.00 

0.00 

0.03 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.014 

3,135.50 

Over Exploited 



0.14 

0.12 

100.17 

0.14 

0.01 

0.15 

0.03 

0.48 

- 

0.0300 

- 

- 

0.001 

0.031 

0.031 

0.182 

0.009 

0.173 

0.311 

179.52 

Over Exploited 

Khara 

0819000402374300 

0.14 

0.02 

345.80 

0.02 

- 

0.02 

0.01 

0.11 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.033 

0.002 

0.032 

0.069 

217.40 

Over Exploited 



0.14 

0.26 

14.30 

0.29 

0.01 

0.30 

0.02 

0.39 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.335 

0.017 

0.318 

0.252 

79.16 

Semi Critical 

Kui 

0819000402373700 

0.14 

0.18 

270,856.59 

0.22 

0.01 

0.23 

0.03 

0.39 

- 

0.0600 

- 

- 

- 

0.060 

0.060 

0.288 

0.014 

0.274 

0.341 

124.62 

Over Exploited 



0.14 

0.04 

223.47 

0.05 

0.01 

0.06 

0.01 

0.19 

- 

0.0300 

- 

- 

- 

0.030 

0.030 

0.091 

0.005 

0.087 

0.163 

187.34 

Over Exploited 

Manpur (rural) 

0819000402371900 

0.14 

0.02 

417.63 

0.02 

- 

0.02 

0.01 

0.15 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.031 

0.002 

0.029 

0.049 

167.85 

Over Exploited 



0.14 

0.19 

54.42 

0.22 

0.02 

0.24 

0.03 

0.50 

- 

0.0200 

- 

- 

0.008 

0.028 

0.028 

0.268 

0.013 

0.254 

0.170 

66.78 

Safe 




Micro-watershed 

Village 

Zone 
(Fresh / 
Saline) 

Type of Area 

(Command / Non-command) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological 

Formation 

Potential 
Zone Area 

Water Level 
Fluctuation 
(5 Years 
Average 
2006-2010) 

Specific 

Yield 

Gross 

Kharif 

Draft 

(Ag.+ 

Dom.) 

Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Monsson 
Recharge 
from Canal 

Monsson 

Recharge 

from 

Surface 

Water 

Irrigation 

Monsoon 
Recharge 
from Tanks 
and Ponds 

Rainfall 

Recharge 

(2010) 

Normal 

Rainfall 

Recharge 

Gross 

Agriculture 

Draft 

(2010) 

Gross 

Domestic 

and 

Industrial 

Draft 

(2010) 

Normal 

Monsoon 

Rainfall 

Monsoon 

Rainfall 

(2010) 

Name 

Census Code 

Area 

Rgw 

Rc 

Rsw 

Rt 

Ri 

Ri 

r 

ri 

sq.km 

sq.km 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

m 

m 

(V 

( 2 ) 

( 3 ) 

( 4 ) 

( 5 ) 

( 6 ) 

( 6 ) 

( 7 ) 

( 8 ) 

( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 

( 13 ) 

( 14 ) 

( 15 ) 

( 16 ) 

( 17 ) 

( 18 ) 

( 19 ) 

( 20 ) 

( 21 ) 


Maval 

0819000402374100 

7.533 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

7.008 

3.00 

0.020 

0.16 

0.02 

0.00 

0.00 

0.00 

0.56 

0.51 

0.61 

0.019 

0.65 

0.72 


Or 

0819000402372300 

5.545 

Fresh 

Non-command 

Non-command 

Gneisses 

0.060 

4.94 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 







Non-command 

Erinpura Granite 

0.064 

4.94 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.000 

0.01 

0.01 


Redwa Kalan 

0819000402371600 

6.873 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.810 

3.78 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

0.06 

0.03 

0.002 

0.08 

0.09 






West Banas 

Command 

Erinpura Granite 

2.246 

3.78 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.19 

0.17 

0.06 

0.006 

0.22 

0.25 


Sangna 

0819000402373500 

7.737 

Fresh 

Non-command 

Non-command 

Gneisses 

5.689 

4.65 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.56 

0.50 

0.09 

0.016 

0.44 

0.50 







Non-command 

Erinpura Granite 

1.211 

4.65 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.12 

0.11 

0.02 

0.003 

0.09 

0.11 


Santpur (rural) 

0819000402372100 

2.372 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

2.372 

3.86 

0.020 

0.34 

0.02 

0.00 

0.00 

0.00 

0.50 

0.45 

0.66 

0.540 

0.61 

0.69 


Siyawa 

0819000402374500 

15.253 

Fresh 

Non-command 

Non-command 

Gneisses 

1.994 

2.21 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.11 

0.10 

0.09 

0.005 

0.08 

0.09 







Non-command 

Erinpura Granite 

2.577 

2.21 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.14 

0.13 

0.12 

0.007 

0.10 

0.12 


Soorpagla 

0819000402374600 

33.385 

Fresh 

Non-command 

Non-command 

Gneisses 

0.390 

1.65 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.01 

0.001 

0.01 

0.01 


Tartoli (rural) 

0819000402373800 

2.961 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

0.195 

5.06 

0.020 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.02 

0.01 

0.001 

0.04 

0.04 


Umarni 

0819000402369600 

4.319 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

1.124 

5.18 

0.020 

0.01 

0.00 

0.00 

0.00 

0.00 

0.13 

0.11 

0.05 

0.003 

0.16 

0.18 






West Banas 

Command 

Erinpura Granite 

1.489 

5.18 

0.020 

0.02 

0.00 

0.00 

0.00 

0.00 

0.17 

0.16 

0.07 

0.004 

0.22 

0.24 


Uplagarh 

0819000402374700 

21.214 

Fresh 

Non-command 

Non-command 

Gneisses 

4.350 

2.83 

0.020 

0.03 

0.00 

0.00 

0.00 

0.00 

0.28 

0.25 

0.09 

0.012 

0.13 

0.14 


Wasda 

0819000402374200 

3.821 

Fresh 

Non-command 

Non-command 

Erinpura Granite 

3.771 

2.82 

0.020 

0.15 

0.02 

0.00 

0.00 

0.00 

0.34 

0.31 

0.60 

0.010 

0.72 

0.79 




Village 

R.l. 

Factor 

Monsoon 

Rainfall 

Recharge 

(normal, 

rifm) 

Percentage 

Difference 

Accepted 
Value of 
Monsoon 
Rainfall 
Recharge 

Total 
Recharge 
from Other 
Sources 

Total 

Recharge 

during 

Monsoon 

Season 

(normal) 

Normal 

Non- 

Monsoon 

Rainfall 

Normal 

Annual 

Rainfall 

Recharge 
from 
Rainfall 
during Non- 
Monsoon 

Recharge 

from 

Ground 

Water 

Irrigation 

Non- 

Monsoon 

Recharge 

from 

Canals 

Non- 

Mosoon 

Recharge 

from 

Surface 

Water 

Irrioation 

Non-Monsoon 
Recharge from 
Tanks and 
Ponds 

Recharge 
from Other 
Sources 
(Rgw+Rc+R 
sw+Rt) 

Total 

Recharge in 
Non- 
Monsoon 
Season 

Total Annual 
Ground 
Water 
Recharge 

Natural 
Discharge 
during Non- 
Monsoon 
Season 

Net Annual 
Ground 
Water 
Availability 

Existing 
Gross 
Ground 
Water Draft 
for All Uses 

Stage of 
Ground 
Water 
Devel¬ 
opment 

Category 

Name 

Census Code 

Rrf 

R 

Rgw 

Rc 

Rsw 

Rt 

MCM 

% 

MCM 

MCM 

MCM 

m 

m 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

MCM 

( 2 ) 

( 3 ) 

( 22 ) 

( 23 ) 

( 24 ) 

( 25 ) 

( 26 ) 

( 27 ) 

( 28 ) 

( 29 ) 

( 30 ) 

( 31 ) 

( 32 ) 

( 33 ) 

( 34 ) 

( 35 ) 

( 36 ) 

( 37 ) 

( 38 ) 

( 39 ) 

( 40 ) 

( 41 ) 

( 42 ) 

Maval 

0819000402374100 

0.14 

0.64 

(20.23) 

0.51 

0.02 

0.53 

0.04 

0.69 

- 

0.0700 

- 

- 

- 

0.070 

0.070 

0.601 

0.030 

0.571 

0.631 

110.54 

Over Exploited 

Or 

0819000402372300 

0.14 

0.00 

9,509.77 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 



0.14 

0.00 

8,897.58 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.000 

- 

Safe 

Redwa Kalan 

0819000402371600 

0.14 

0.01 

########## 

0.01 

- 

0.01 

0.01 

0.09 

- 

- 

- 

- 

- 

- 

- 

0.011 

0.001 

0.010 

0.027 

266.65 

Over Exploited 



0.14 

0.07 

146.39 

0.08 

- 

0.08 

0.01 

0.24 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.094 

0.005 

0.089 

0.067 

75.39 

Semi Critical 

Sangna 

0819000402373500 

0.14 

0.35 

40.89 

0.42 

- 

0.42 

0.03 

0.48 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.434 

0.022 

0.413 

0.102 

24.60 

Safe 



0.14 

0.02 

581.55 

0.02 

- 

0.02 

0.01 

0.10 

- 

- 

- 

- 

- 

- 

- 

0.019 

0.001 

0.018 

0.025 

138.39 

Over Exploited 

Santpur (rural) 

0819000402372100 

0.14 

0.20 

119.94 

0.24 

0.02 

0.27 

0.04 

0.66 

- 

0.1200 

- 

- 

0.004 

0.124 

0.124 

0.390 

0.019 

0.370 

1.203 

324.99 

Over Exploited 

Siyawa 

0819000402374500 

0.14 

0.02 

331.00 

0.03 

- 

0.03 

0.01 

0.09 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.047 

0.002 

0.045 

0.091 

205.11 

Over Exploited 



0.14 

0.04 

243.15 

0.05 

- 

0.05 

0.01 

0.11 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.065 

0.003 

0.062 

0.122 

197.59 

Over Exploited 

Soorpagla 

0819000402374600 

0.14 

0.00 

2,791.03 

0.00 

- 

0.00 

0.00 

0.01 

- 

- 

- 

- 

- 

- 

- 

0.000 

0.000 

0.000 

0.008 

1,762.66 

Over Exploited 

Tartoli (rural) 

0819000402373800 

0.14 

0.00 

1,505.55 

0.00 

- 

0.00 

0.00 

0.04 

- 

- 

- 

- 

- 

- 

- 

0.001 

0.000 

0.001 

0.015 

1,162.85 

Over Exploited 

Umarni 

0819000402369600 

0.14 

0.02 

383,468.30 

0.02 

- 

0.02 

0.01 

0.18 

- 

- 

- 

- 

- 

- 

- 

0.022 

0.001 

0.021 

0.053 

250.10 

Over Exploited 



0.14 

0.05 

244.71 

0.05 

- 

0.05 

0.02 

0.23 

- 

0.0100 

- 

- 

- 

0.010 

0.010 

0.064 

0.003 

0.061 

0.069 

112.98 

Over Exploited 

Uplagarh 

0819000402374700 

0.14 

0.08 

########## 

0.09 

- 

0.09 

0.01 

0.13 

- 

0.0200 

- 

- 

- 

0.020 

0.020 

0.110 

0.006 

0.105 

0.098 

93.46 

Critical 

Wasda 

0819000402374200 

0.14 

0.38 

(17.95) 

0.31 

0.02 

0.33 

0.04 

0.76 

- 

0.0700 

- 

- 

0.001 

0.071 

0.071 

0.403 

0.020 

0.383 

0.608 

158.72 

Over Exploited 




STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Annex GW-7(a): Procedure for Assessment of Static Ground Water Resource for Basins 


Sub 

Basin 

Micro- 

watersh 

ed 

Village 

Village 

(Census) 

Code 

Village 

Area, 

sq.km 

Zone 
(Fresh / 
Saline) 

Type of 
Area 

(Command 
/ Non¬ 
command) 

Hydrogeological 

Unit 

Potential 

Zone 

Area, 

sq.km 

Depth to 
Water 
Level, m 
bgl(Pre 
Monsoon 
2010) 

Average 
Depth to 
Basement 
Rock, 
m bgl 

Saturated 

Thickness, 

m 

Utilizable 
Percent of 
Saturated 
Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Aquifer 

Static 

Groundwater 

Resources 

Mm 3 

(v 

(2) 

(3) 

(4) 

(5) 

(6) 

(7) 

(8) 

(9) 

(10) 

(ii) 

(12) 

(13) 

(14) 

(15) 

(16) 

Input 

Input 

Input 

Input 

Input 

Input 

Input 

Input 

Input 

Input 

Input 

Calc 

Input 

Calc 

Input 

Calc 


(1) = GIS Input 

(2) = GIS Input 

(3) = GIS Input 

(4) = GIS Input 

(5) = GIS Input 

(6) = GIS Input 

(7) = GIS Input 

(8) = GIS Input 

(9) = GIS Input 

(10) = GIS input (by zonal statistics tool) using Depth to Water Level data of Pre-Monsoon 2010 

(11) = Input 

( 12 ) = ( 11 )-( 10 ) 

(13) = Input 

(14) = (13) x (12) 

(15) = Input 

(16) = (9) x (14) x (15) 


1 




Annex GW-7(b): Village-wise Assessment of Static Groundwater (Fresh/Saline), Basin-wise in State (Year 2010] 


Micro-watershed 


07001001 



Ahmadganj 


Ahmadnagar 


Ahmadpura Chouki 


Akbarnagar 


Akodiya 


Alimpura 


Alipura 


Ambapura 


Ambedkar Colony 


Aminpura 


Amirpura Khera 


Amli 


Anwa 


Anwarpura Khera 


Arniya Neel 


Ataleekpura 


Bagri 


Bahalri 


Balapura 


Baneriya Bujurg 


Baneriya Charnan 


Baori 


Bara Jerekila 


Baroni 


Barthal 


Barwas 


Census Code 


0822000402636600 


0822000402642100 


0822000402642400 


0822000202606700 


0822000602665500 


0822000402638100 


0822000402642800 


0822000602663200 


0824001002905600 


0822000402637500 


0822000402642500 


0822000602666600 


0822000602667600 


0822000202605900 


0822000402642200 


0822000202612900 


0822000202606900 


0822000502653300 


0822000602673300 


0822000602665000 


0822000602665600 


0822000502654500 


0822000502658200 


0822000502651900 


0822000499999901 


0822000402633300 


0822000302624000 


0822000502655100 



Zone (Fresh 
/ Saline) 


3.22 Fresh 


1.53 Fresh 



2.83 Fresh 


3.79 Fresh 


4.49 Fresh 


4.31 Fresh 


4.81 Fresh 


2.08 Fresh 


Saline 


1.74 Fresh 


1.57 Fresh 


2.50 Fresh 


5.20 Fresh 


5.73 Fresh 


26.15 Fresh 


7.30 Fresh 


7.55 Fresh 


Saline 


2.48 Fresh 


20.06 Fresh 


11.24 Fresh 


3.82 Fresh 


2.39 Fresh 


2.79 Fresh 


6.47 Fresh 


8.74 Fresh 


23.19 Fresh 


3.71 Fresh 


15.36 Fresh 


4.67 Fresh 


12.06 Fresh 


Type of Area 

(Command / Non- Hydrogeological Unit 
command) 


River Basin: Banas 


Sub Basin: Banas 






Depth to 
Water Level, 
m bgl (Pre 
Monsoon 
2010 ) 


Average 
Depth to 
Basement 
Rock, m bgl 


Utilizable 
Saturated Percent of 
Thickness, Saturated 
m Thickness, 

% 


Utilizable Average Static 

Saturated Specific Groundwater 
Thickness, Yield of Resources, 

m Acquifer Mm 3 


Command 

Older Alluvium 

3.22 

16.17 

50 

33.83 

20.00 

6.77 

0.0150 

0.3267 

Command 

Older Alluvium 

0.02 

17.02 

50 

32.98 

20.00 

6.60 

0.0150 

0.0020 

Command 

Phyllite & Schist 

1.19 

17.02 

90 

72.98 

5.00 

3.65 

0.0015 

0.0065 

Command 

Older Alluvium 

1.13 

13.07 

50 

36.93 

20.00 

7.39 

0.0150 

0.1251 

Command 

Phyllite & Schist 

0.34 

13.07 

90 

76.93 

5.00 

3.85 

0.0015 

0.0020 

Command 

Older Alluvium 

0.01 

13.07 

50 

36.93 

20.00 

7.39 

0.0150 

0.0009 

Non-command 

Older Alluvium 

0.46 

13.07 

50 

36.93 

20.00 

7.39 

0.0150 

0.0504 

Non-command 

Phyllite & Schist 

0.30 

13.07 

90 

76.93 

5.00 

3.85 

0.0015 

0.0017 

Command 

Older Alluvium 

2.83 

13.15 

50 

36.85 

20.00 

7.37 

0.0150 

0.3127 

Non-command 

Phyllite & Schist 

1.66 

16.82 

90 

73.18 

5.00 

3.66 

0.0015 

0.0091 

Command 

Phyllite & Schist 

2.04 

11.82 

90 

78.18 

5.00 

3.91 

0.0015 

0.0120 

Non-command 

Phyllite & Schist 

2.44 

11.82 

90 

78.18 

5.00 

3.91 

0.0015 

0.0143 

Command 

Phyllite & Schist 

0.85 

19.72 

90 

70.28 

5.00 

3.51 

0.0015 

0.0045 

Command 

Older Alluvium 

1.61 

12.64 

50 

37.36 

20.00 

7.47 

0.0150 

0.1807 

Command 

Phyllite & Schist 

3.20 

12.64 

90 

77.36 

5.00 

3.87 

0.0015 

0.0186 

Command 

Phyllite & Schist 

1.55 

14.61 

90 

75.39 

5.00 

3.77 

0.0015 

0.0088 

Command 

Phyllite & Schist 

0.52 

14.61 

50 

35.39 

5.00 

1.77 

0.0015 

0.0014 

Non-command 

Phyllite & Schist 

1.36 

10.34 

90 

79.66 

5.00 

3.98 

0.0015 

0.0081 

Non-command 

Phyllite & Schist 

0.09 

9.92 

120 

110.08 

4.00 

4.40 

0.0018 

0.0007 

Command 

Older Alluvium 

2.50 

15.22 

50 

34.78 

20.00 

6.96 

0.0150 

0.2605 

Command 

Older Alluvium 

5.20 

13.22 

50 

36.78 

20.00 

7.36 

0.0150 

0.5743 

Command 

Older Alluvium 

5.48 

12.40 

50 

37.60 

20.00 

7.52 

0.0150 

0.6176 

Command 

Phyllite & Schist 

0.25 

12.40 

90 

77.60 

5.00 

3.88 

0.0015 

0.0015 

Non-command 

Phyllite & Schist 

0.06 

13.10 

90 

76.90 

5.00 

3.84 

0.0015 

0.0004 

Non-command 

Phyllite & Schist 

4.97 

17.85 

90 

72.15 

5.00 

3.61 

0.0015 

0.0269 

Command 

Older Alluvium 

5.17 

14.08 

50 

35.92 

20.00 

7.18 

0.0150 

0.5567 

Command 

Phyllite & Schist 

2.27 

14.08 

90 

75.92 

5.00 

3.80 

0.0015 

0.0129 

Command 

Phyllite & Schist 

0.09 

14.08 

50 

35.92 

5.00 

1.80 

0.0015 

0.0003 

Non-command 

Phyllite & Schist 

0.61 

12.28 

90 

77.72 

5.00 

3.89 

0.0015 

0.0036 

Non-command 

Phyllite & Schist 

3.03 

18.79 

90 

71.21 

5.00 

3.56 

0.0015 

0.0162 

Non-command 

Phyllite & Schist 

7.34 

17.11 

90 

72.89 

5.00 

3.64 

0.0015 

0.0401 

Non-command 

Phyllite & Schist 

0.44 

18.42 

90 

71.58 

5.00 

3.58 

0.0015 

0.0024 

Non-command 

Phyllite & Schist 

2.39 

12.55 

90 

77.45 

5.00 

3.87 

0.0015 

0.0139 

Command 

Phyllite & Schist 

0.28 

11.25 

90 

78.75 

5.00 

3.94 

0.0015 

0.0016 

Non-command 

Phyllite & Schist 

2.51 

11.25 

90 

78.75 

5.00 

3.94 

0.0015 

0.0148 

Non-command 

Phyllite & Schist 

6.47 

13.36 

90 

76.64 

5.00 

3.83 

0.0015 

0.0372 

Command 

Older Alluvium 

0.21 

15.38 

60 

44.62 

20.00 

8.92 

0.0150 

0.0284 

Command 

Phyllite & Schist 

8.53 

15.38 

90 

74.62 

5.00 

3.73 

0.0015 

0.0477 

Command 

Older Alluvium 

10.96 

11.30 

50 

38.70 

20.00 

7.74 

0.0150 

1.2729 

Command 

Phyllite & Schist 

3.31 

11.30 

90 

78.70 

5.00 

3.94 

0.0015 

0.0195 

Non-command 

Phyllite & Schist 

23.08 

15.52 

90 

74.48 

5.00 

3.72 

0.0015 

0.1289 

Command 

Older Alluvium 

3.61 

18.47 

50 

31.53 

20.00 

6.31 

0.0150 

0.3412 

Non-command 

Older Alluvium 

0.96 

9.52 

50 

40.48 

20.00 

8.10 

0.0150 

0.1171 

Non-command 

Phyllite & Schist 

10.27 

9.52 

90 

80.48 

5.00 

4.02 

0.0015 

0.0620 

Non-command 

Older Alluvium 

0.91 

25.86 

60 

34.14 

20.00 

6.83 

0.0150 

0.0933 

Command 

Older Alluvium 

0.65 

9.58 

60 

50.42 

20.00 

10.08 

0.0150 

0.0980 

Non-command 

Older Alluvium 

2.28 

9.58 

60 

50.42 

20.00 

10.08 

0.0150 

0.3450 

Non-command 

Phyllite & Schist 

9.13 

9.58 

90 

80.42 

5.00 

4.02 

0.0015 

0.0551 

Command 

Gneisses(B.G.C) 

2.54 

13.84 

90 

76.16 

4.00 

3.05 

0.0015 

0.0116 

Command 

Phyllite & Schist 

0.14 

13.84 

90 

76.16 

5.00 

3.81 

0.0015 

0.0008 

Non-command 

Gneisses(B.G.C) 

1.08 

13.84 

90 

76.16 

4.00 

3.05 

0.0015 

0.0049 


















































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

13.84 

90 

76.16 

5.00 

3.81 

0.0015 

0.0062 

11.10 

90 

78.90 

5.00 

3.94 

0.0015 

0.0064 

19.94 

90 

70.06 

5.00 

3.50 

0.0015 

0.0122 

15.88 

90 

74.12 

5.00 

3.71 

0.0015 

0.0743 

12.29 

90 

77.71 

5.00 

3.89 

0.0015 

0.0046 

12.29 

90 

77.71 

5.00 

3.89 

0.0015 

0.0115 

13.27 

90 

76.73 

5.00 

3.84 

0.0015 

0.0177 

26.84 

90 

63.16 

5.00 

3.16 

0.0015 

0.0211 

14.50 

50 

35.50 

5.00 

1.78 

0.0015 

0.0003 

18.02 

90 

71.98 

5.00 

3.60 

0.0015 

0.0206 

18.02 

50 

31.98 

5.00 

1.60 

0.0015 

0.0001 

12.20 

90 

77.80 

5.00 

3.89 

0.0015 

0.0270 

12.00 

50 

38.01 

20.00 

7.60 

0.0150 

0.2119 

12.00 

90 

78.01 

5.00 

3.90 

0.0015 

0.0250 

11.91 

90 

78.09 

5.00 

3.90 

0.0015 

0.0051 

9.78 

90 

80.22 

5.00 

4.01 

0.0015 

0.0094 

15.03 

90 

74.97 

5.00 

3.75 

0.0015 

0.0094 

13.50 

90 

76.50 

5.00 

3.82 

0.0015 

0.0228 

14.78 

50 

35.22 

20.00 

7.04 

0.0150 

0.2777 

19.05 

60 

40.95 

20.00 

8.19 

0.0150 

0.0040 

19.05 

90 

70.95 

5.00 

3.55 

0.0015 

0.0098 

19.05 

50 

30.95 

5.00 

1.55 

0.0015 

0.0017 

16.46 

60 

43.54 

20.00 

8.71 

0.0150 

0.8250 

16.46 

90 

73.54 

5.00 

3.68 

0.0015 

0.0079 

16.46 

60 

43.54 

20.00 

8.71 

0.0150 

0.0517 

16.46 

90 

73.54 

5.00 

3.68 

0.0015 

0.0000 

14.32 

90 

75.68 

5.00 

3.78 

0.0015 

0.0029 

15.61 

50 

34.39 

20.00 

6.88 

0.0150 

0.3261 

15.61 

90 

74.39 

5.00 

3.72 

0.0015 

0.0005 

12.59 

50 

37.41 

20.00 

7.48 

0.0150 

0.3069 

12.59 

90 

77.41 

5.00 

3.87 

0.0015 

0.0165 

12.59 

50 

37.41 

20.00 

7.48 

0.0150 

0.0008 

12.59 

90 

77.41 

5.00 

3.87 

0.0015 

0.0012 

12.59 

50 

37.41 

20.00 

7.48 

0.0150 

0.0000 

12.59 

90 

77.41 

5.00 

3.87 

0.0015 

0.0142 

11.37 

90 

78.63 

5.00 

3.93 

0.0015 

0.0398 

11.37 

90 

78.63 

5.00 

3.93 

0.0015 

0.0572 

14.50 

50 

35.50 

5.00 

1.78 

0.0015 

0.0021 

29.38 

60 

30.62 

20.00 

6.12 

0.0150 

0.0236 

17.05 

90 

72.95 

5.00 

3.65 

0.0015 

0.1262 

11.74 

90 

78.26 

4.00 

3.13 

0.0015 

0.0000 

11.74 

90 

78.26 

5.00 

3.91 

0.0015 

0.0140 

11.74 

90 

78.26 

4.00 

3.13 

0.0015 

0.0000 

11.74 

90 

78.26 

5.00 

3.91 

0.0015 

0.0093 

17.92 

90 

72.08 

5.00 

3.60 

0.0015 

0.0013 

12.94 

50 

37.06 

20.00 

7.41 

0.0150 

0.9602 

10.72 

60 

49.28 

20.00 

9.86 

0.0150 

0.4899 

10.72 

60 

49.28 

20.00 

9.86 

0.0150 

0.9168 

10.72 

90 

79.28 

5.00 

3.96 

0.0015 

0.0207 

11.00 

60 

49.00 

20.00 

9.80 

0.0150 

0.0122 

11.00 

60 

49.00 

20.00 

9.80 

0.0150 

0.0747 

11.00 

90 

79.00 

5.00 

3.95 

0.0015 

0.0407 

11.00 

90 

79.00 

5.00 

3.95 

0.0015 

0.0098 

11.85 

90 

78.15 

5.00 

3.91 

0.0015 

0.0198 

13.34 

50 

36.66 

20.00 

7.33 

0.0150 

0.7534 





















































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

13.34 

90 

76.66 

5.00 

3.83 

0.0015 

0.0109 

13.34 

50 

36.66 

5.00 

1.83 

0.0015 

0.0003 

18.92 

50 

31.08 

20.00 

6.22 

0.0150 

1.1045 

18.92 

90 

71.08 

5.00 

3.55 

0.0015 

0.0224 

11.13 

50 

38.87 

5.00 

1.94 

0.0015 

0.0028 

14.76 

90 

75.24 

5.00 

3.76 

0.0015 

0.0229 

9.71 

90 

80.29 

5.00 

4.01 

0.0015 

0.0079 

15.08 

90 

74.92 

5.00 

3.75 

0.0015 

0.0074 

15.08 

90 

74.92 

5.00 

3.75 

0.0015 

0.0016 

15.08 

50 

34.92 

5.00 

1.75 

0.0015 

0.0025 

15.75 

60 

44.25 

20.00 

8.85 

0.0150 

0.0627 

15.75 

60 

44.25 

20.00 

8.85 

0.0150 

0.0759 

15.75 

90 

74.25 

5.00 

3.71 

0.0015 

0.0036 

15.75 

60 

44.25 

5.00 

2.21 

0.0150 

0.0089 

15.75 

50 

34.25 

5.00 

1.71 

0.0015 

0.0047 

15.75 

60 

44.25 

5.00 

2.21 

0.0150 

0.0002 

15.75 

50 

34.25 

5.00 

1.71 

0.0015 

0.0048 

12.40 

50 

37.60 

20.00 

7.52 

0.0150 

1.0133 

12.40 

90 

77.60 

5.00 

3.88 

0.0015 

0.0777 

12.94 

90 

77.06 

5.00 

3.85 

0.0015 

0.0209 

13.20 

90 

76.80 

5.00 

3.84 

0.0015 

0.0218 

13.20 

90 

76.80 

5.00 

3.84 

0.0015 

0.0081 

12.77 

90 

77.23 

5.00 

3.86 

0.0015 

0.0093 

15.54 

90 

74.46 

5.00 

3.72 

0.0015 

0.0511 

12.86 

90 

77.14 

5.00 

3.86 

0.0015 

0.0373 

12.11 

50 

37.89 

20.00 

7.58 

0.0150 

0.1846 

12.11 

90 

77.89 

5.00 

3.89 

0.0015 

0.0026 

12.11 

50 

37.89 

20.00 

7.58 

0.0150 

0.5092 

12.11 

90 

77.89 

5.00 

3.89 

0.0015 

0.0309 

10.84 

90 

79.16 

5.00 

3.96 

0.0015 

0.0427 

10.84 

90 

79.16 

5.00 

3.96 

0.0015 

0.0655 

10.89 

50 

39.11 

20.00 

7.82 

0.0150 

0.2345 

10.89 

90 

79.11 

5.00 

3.96 

0.0015 

0.0285 

14.33 

90 

75.67 

5.00 

3.78 

0.0015 

0.0136 

14.33 

50 

35.67 

5.00 

1.78 

0.0015 

0.0012 

12.32 

90 

77.68 

5.00 

3.88 

0.0015 

0.0122 

12.32 

90 

77.68 

5.00 

3.88 

0.0015 

0.0052 

13.55 

120 

106.45 

4.00 

4.26 

0.0018 

0.0000 

8.33 

50 

41.67 

20.00 

8.33 

0.0150 

0.0448 

8.33 

50 

41.67 

20.00 

8.33 

0.0150 

0.3450 

11.68 

90 

78.32 

5.00 

3.92 

0.0015 

0.0175 

18.91 

90 

71.09 

5.00 

3.55 

0.0015 

0.0087 

13.54 

90 

76.46 

5.00 

3.82 

0.0015 

0.0065 

13.52 

90 

76.48 

5.00 

3.82 

0.0015 

0.0280 

13.50 

90 

76.50 

5.00 

3.83 

0.0015 

0.0306 

15.44 

90 

74.56 

5.00 

3.73 

0.0015 

0.0041 

13.16 

90 

76.84 

5.00 

3.84 

0.0015 

0.0188 

11.09 

90 

78.91 

5.00 

3.95 

0.0015 

0.0572 

12.56 

90 

77.44 

5.00 

3.87 

0.0015 

0.0584 

12.25 

50 

37.75 

20.00 

7.55 

0.0150 

0.5036 

12.25 

90 

77.75 

5.00 

3.89 

0.0015 

0.0628 

19.19 

90 

70.81 

5.00 

3.54 

0.0015 

0.0004 

16.99 

90 

73.01 

5.00 

3.65 

0.0015 

0.0120 

16.99 

90 

73.01 

5.00 

3.65 

0.0015 

0.0331 

16.83 

90 

73.17 

5.00 

3.66 

0.0015 

0.0608 

























































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

18.03 

60 

41.97 

20.00 

8.39 

0.0150 

0.0049 

18.03 

90 

71.97 

5.00 

3.60 

0.0015 

0.0007 

15.43 

90 

74.57 

4.00 

2.98 

0.0015 

0.0116 

15.43 

90 

74.57 

5.00 

3.73 

0.0015 

0.0009 

15.43 

90 

74.57 

4.00 

2.98 

0.0015 

0.0017 

15.43 

90 

74.57 

5.00 

3.73 

0.0015 

0.0143 

16.41 

90 

73.59 

5.00 

3.68 

0.0015 

0.0136 

10.97 

90 

79.03 

5.00 

3.95 

0.0015 

0.0072 

20.01 

90 

69.99 

5.00 

3.50 

0.0015 

0.0259 

24.59 

60 

35.41 

20.00 

7.08 

0.0150 

0.1308 

14.43 

50 

35.57 

20.00 

7.11 

0.0150 

0.4597 

14.43 

90 

75.57 

5.00 

3.78 

0.0015 

0.0422 

14.28 

90 

75.72 

5.00 

3.79 

0.0015 

0.0324 

14.70 

90 

75.30 

5.00 

3.76 

0.0015 

0.0014 

14.70 

50 

35.30 

5.00 

1.76 

0.0015 

0.0008 

13.10 

90 

76.90 

5.00 

3.85 

0.0015 

0.0280 

13.10 

90 

76.90 

5.00 

3.85 

0.0015 

0.0017 

18.67 

120 

101.33 

4.00 

4.05 

0.0018 

0.0029 

10.14 

120 

109.86 

4.00 

4.39 

0.0018 

0.0140 

11.51 

90 

78.49 

5.00 

3.92 

0.0015 

0.0038 

11.51 

90 

78.49 

5.00 

3.92 

0.0015 

0.0102 

15.68 

120 

104.32 

4.00 

4.17 

0.0018 

0.0025 

14.87 

90 

75.13 

5.00 

3.76 

0.0015 

0.0079 

15.62 

90 

74.38 

5.00 

3.72 

0.0015 

0.0174 

12.02 

90 

77.98 

5.00 

3.90 

0.0015 

0.0153 

12.02 

90 

77.98 

5.00 

3.90 

0.0015 

0.0087 

14.30 

90 

75.70 

5.00 

3.78 

0.0015 

0.0129 

8.32 

50 

41.68 

20.00 

8.34 

0.0150 

0.0821 

8.32 

50 

41.68 

20.00 

8.34 

0.0150 

0.0062 

9.32 

90 

80.68 

5.00 

4.03 

0.0015 

0.0123 

10.29 

50 

39.71 

20.00 

7.94 

0.0150 

0.1364 

12.21 

50 

37.79 

20.00 

7.56 

0.0150 

0.4096 

12.21 

90 

77.79 

5.00 

3.89 

0.0015 

0.0001 

11.96 

90 

78.04 

5.00 

3.90 

0.0015 

0.0360 

12.52 

90 

77.48 

4.00 

3.10 

0.0015 

0.0072 

12.52 

90 

77.48 

5.00 

3.87 

0.0015 

0.0274 

13.09 

90 

76.91 

5.00 

3.85 

0.0015 

0.0887 

17.26 

90 

72.74 

5.00 

3.64 

0.0015 

0.0187 

14.47 

50 

35.53 

20.00 

7.11 

0.0150 

0.5183 

14.47 

90 

75.53 

5.00 

3.78 

0.0015 

0.0015 

13.04 

90 

76.96 

5.00 

3.85 

0.0015 

0.0485 

13.54 

50 

36.46 

20.00 

7.29 

0.0150 

0.0124 

13.54 

90 

76.46 

5.00 

3.82 

0.0015 

0.0687 

11.61 

50 

38.39 

20.00 

7.68 

0.0150 

1.0143 

11.61 

90 

78.39 

5.00 

3.92 

0.0015 

0.0150 

13.69 

90 

76.31 

5.00 

3.82 

0.0015 

0.0036 

12.29 

90 

77.71 

5.00 

3.89 

0.0015 

0.0215 

12.29 

90 

77.71 

5.00 

3.89 

0.0015 

0.0054 

11.93 

50 

38.07 

20.00 

7.61 

0.0150 

0.2481 

11.93 

90 

78.07 

5.00 

3.90 

0.0015 

0.0050 

9.01 

50 

40.99 

20.00 

8.20 

0.0150 

0.2696 

10.07 

90 

79.93 

5.00 

4.00 

0.0015 

0.0082 

14.78 

90 

75.22 

5.00 

3.76 

0.0015 

0.0007 

13.95 

50 

36.05 

5.00 

1.80 

0.0015 

0.0002 

13.64 

90 

76.36 

5.00 

3.82 

0.0015 

0.0130 














































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

15.66 

90 

74.34 

4.00 

2.97 

0.0015 

0.0042 

15.66 

90 

74.34 

5.00 

3.72 

0.0015 

0.0003 

15.66 

90 

74.34 

4.00 

2.97 

0.0015 

0.0072 

15.66 

90 

74.34 

5.00 

3.72 

0.0015 

0.0202 

12.33 

90 

77.67 

5.00 

3.88 

0.0015 

0.0181 

12.60 

90 

77.40 

5.00 

3.87 

0.0015 

0.0409 

12.18 

50 

37.82 

20.00 

7.56 

0.0150 

0.0056 

12.18 

90 

77.82 

5.00 

3.89 

0.0015 

0.0125 

15.51 

90 

74.49 

5.00 

3.72 

0.0015 

0.0130 

15.51 

90 

74.49 

5.00 

3.72 

0.0015 

0.0146 

16.10 

90 

73.90 

5.00 

3.70 

0.0015 

0.0095 

13.70 

50 

36.30 

20.00 

7.26 

0.0150 

0.0191 

13.70 

90 

76.30 

5.00 

3.82 

0.0015 

0.0014 

13.70 

50 

36.30 

5.00 

1.82 

0.0015 

0.0041 

14.79 

50 

35.21 

20.00 

7.04 

0.0150 

0.0127 

14.79 

90 

75.21 

5.00 

3.76 

0.0015 

0.0022 

20.55 

90 

69.45 

5.00 

3.47 

0.0015 

0.0144 

15.64 

120 

104.36 

4.00 

4.17 

0.0018 

0.0202 

13.20 

90 

76.80 

5.00 

3.84 

0.0015 

0.0148 

13.20 

90 

76.80 

5.00 

3.84 

0.0015 

0.0958 

9.28 

50 

40.72 

20.00 

8.14 

0.0150 

0.0115 

9.28 

50 

40.72 

5.00 

2.04 

0.0150 

0.0024 

17.78 

90 

72.22 

5.00 

3.61 

0.0015 

0.0045 

9.60 

120 

110.40 

4.00 

4.42 

0.0018 

0.0003 

10.83 

90 

79.17 

5.00 

3.96 

0.0015 

0.0248 

8.57 

50 

41.43 

20.00 

8.29 

0.0150 

0.0320 

13.43 

90 

76.57 

5.00 

3.83 

0.0015 

0.0132 

13.43 

90 

76.57 

5.00 

3.83 

0.0015 

0.0030 

17.72 

90 

72.28 

5.00 

3.61 

0.0015 

0.0572 

16.77 

90 

73.23 

5.00 

3.66 

0.0015 

0.0000 

10.72 

120 

109.28 

4.00 

4.37 

0.0018 

0.1016 

12.98 

120 

107.02 

4.00 

4.28 

0.0018 

0.0090 

12.15 

90 

77.85 

5.00 

3.89 

0.0015 

0.0002 

12.15 

90 

77.85 

5.00 

3.89 

0.0015 

0.0088 

14.55 

90 

75.45 

5.00 

3.77 

0.0015 

0.0341 

12.83 

90 

77.17 

5.00 

3.86 

0.0015 

0.0084 

9.59 

90 

80.41 

5.00 

4.02 

0.0015 

0.0299 

17.89 

90 

72.11 

5.00 

3.61 

0.0015 

0.0113 

9.40 

90 

80.60 

5.00 

4.03 

0.0015 

0.0238 

27.09 

90 

62.91 

5.00 

3.15 

0.0015 

0.0000 

13.81 

50 

36.19 

20.00 

7.24 

0.0150 

0.6723 

13.81 

50 

36.19 

20.00 

7.24 

0.0150 

0.1487 

13.78 

90 

76.22 

5.00 

3.81 

0.0015 

0.0386 

15.25 

90 

74.75 

5.00 

3.74 

0.0015 

0.0676 

12.33 

90 

77.67 

5.00 

3.88 

0.0015 

0.0551 

12.33 

90 

77.67 

5.00 

3.88 

0.0015 

0.0002 

14.68 

50 

35.32 

20.00 

7.06 

0.0150 

0.0857 

14.68 

50 

35.32 

5.00 

1.77 

0.0150 

0.0769 

14.68 

50 

35.32 

5.00 

1.77 

0.0015 

0.0073 

14.75 

90 

75.25 

5.00 

3.76 

0.0015 

0.0294 

10.82 

90 

79.18 

5.00 

3.96 

0.0015 

0.0348 

10.97 

90 

79.03 

5.00 

3.95 

0.0015 

0.0225 

12.15 

90 

77.85 

5.00 

3.89 

0.0015 

0.0128 

12.59 

90 

77.41 

5.00 

3.87 

0.0015 

0.0490 

11.76 

50 

38.24 

20.00 

7.65 

0.0150 

0.4403 

















































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.76 

90 

78.24 

5.00 

3.91 

0.0015 

0.0114 

14.67 

50 

35.33 

20.00 

7.07 

0.0150 

0.1355 

8.87 

50 

41.13 

20.00 

8.23 

0.0150 

0.3409 

8.87 

50 

41.13 

20.00 

8.23 

0.0150 

0.1584 

13.62 

90 

76.39 

5.00 

3.82 

0.0015 

0.0035 

13.62 

50 

36.39 

5.00 

1.82 

0.0015 

0.0023 

11.34 

120 

108.66 

4.00 

4.35 

0.0018 

0.0017 

14.16 

50 

35.84 

20.00 

7.17 

0.0150 

0.2787 

14.16 

90 

75.84 

5.00 

3.79 

0.0015 

0.0008 

13.21 

50 

36.79 

20.00 

7.36 

0.0150 

0.0994 

13.21 

90 

76.79 

5.00 

3.84 

0.0015 

0.0114 

13.21 

50 

36.79 

5.00 

1.84 

0.0015 

0.0054 

14.44 

50 

35.56 

20.00 

7.11 

0.0150 

0.2528 

14.44 

50 

35.56 

20.00 

7.11 

0.0150 

0.1360 

18.88 

50 

31.12 

20.00 

6.22 

0.0150 

0.8657 

18.88 

90 

71.12 

5.00 

3.56 

0.0015 

0.0294 

11.78 

60 

48.22 

20.00 

9.64 

0.0150 

0.5610 

11.78 

90 

78.22 

5.00 

3.91 

0.0015 

0.0015 

11.78 

60 

48.22 

20.00 

9.64 

0.0150 

0.0304 

11.78 

90 

78.22 

5.00 

3.91 

0.0015 

0.0589 

12.39 

50 

37.61 

20.00 

7.52 

0.0150 

0.4664 

12.39 

50 

37.61 

20.00 

7.52 

0.0150 

0.0074 

9.67 

50 

40.33 

20.00 

8.07 

0.0150 

0.5493 

9.67 

50 

40.33 

20.00 

8.07 

0.0150 

0.0619 

10.67 

50 

39.33 

20.00 

7.87 

0.0150 

0.3199 

10.67 

50 

39.33 

20.00 

7.87 

0.0150 

0.1423 

12.31 

60 

47.69 

20.00 

9.54 

0.0150 

1.0472 

12.31 

90 

77.69 

5.00 

3.88 

0.0015 

0.0222 

12.31 

90 

77.69 

5.00 

3.88 

0.0015 

0.0134 

12.52 

60 

47.48 

20.00 

9.50 

0.0150 

1.6192 

12.52 

90 

77.48 

5.00 

3.87 

0.0015 

0.0029 

12.52 

90 

77.48 

5.00 

3.87 

0.0015 

0.0065 

12.71 

90 

77.29 

5.00 

3.86 

0.0015 

0.0263 

11.69 

90 

78.31 

5.00 

3.92 

0.0015 

0.0005 

11.96 

90 

78.04 

5.00 

3.90 

0.0015 

0.0066 

13.96 

90 

76.04 

5.00 

3.80 

0.0015 

0.0482 

13.96 

90 

76.04 

5.00 

3.80 

0.0015 

0.0006 

11.64 

90 

78.36 

5.00 

3.92 

0.0015 

0.0114 

16.04 

90 

73.96 

5.00 

3.70 

0.0015 

0.0012 

16.04 

90 

73.96 

5.00 

3.70 

0.0015 

0.0075 

16.04 

50 

33.96 

5.00 

1.70 

0.0015 

0.0009 

16.04 

50 

33.96 

5.00 

1.70 

0.0015 

0.0024 

15.47 

50 

34.53 

20.00 

6.91 

0.0150 

0.4032 

11.96 

90 

78.04 

5.00 

3.90 

0.0015 

0.0005 

11.96 

90 

78.04 

5.00 

3.90 

0.0015 

0.0081 

14.33 

90 

75.67 

5.00 

3.78 

0.0015 

0.0137 

12.07 

90 

77.93 

5.00 

3.90 

0.0015 

0.0142 

14.37 

50 

35.63 

5.00 

1.78 

0.0015 

0.0002 

14.53 

50 

35.47 

20.00 

7.09 

0.0150 

0.0874 

14.53 

90 

75.47 

5.00 

3.77 

0.0015 

0.0374 

14.53 

50 

35.47 

5.00 

1.77 

0.0015 

0.0002 

33.00 

60 

27.00 

20.00 

5.40 

0.0150 

0.1165 

12.84 

90 

77.16 

5.00 

3.86 

0.0015 

0.0307 

12.92 

90 

77.08 

4.00 

3.08 

0.0015 

0.0182 

12.92 

90 

77.08 

5.00 

3.85 

0.0015 

0.0273 














































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

14.73 

60 

45.27 

20.00 

9.05 

0.0150 

0.1030 

14.73 

60 

45.27 

5.00 

2.26 

0.0150 

0.0262 

24.59 

90 

65.41 

5.00 

3.27 

0.0015 

0.0291 

15.40 

60 

44.60 

20.00 

8.92 

0.0150 

0.0619 

12.41 

50 

37.59 

20.00 

7.52 

0.0150 

0.3973 

12.41 

90 

77.59 

5.00 

3.88 

0.0015 

0.0014 

12.41 

50 

37.59 

20.00 

7.52 

0.0150 

0.0281 

12.41 

90 

77.59 

5.00 

3.88 

0.0015 

0.0022 

12.41 

50 

37.59 

20.00 

7.52 

0.0150 

0.0001 

12.41 

90 

77.59 

5.00 

3.88 

0.0015 

0.0003 

20.55 

50 

29.45 

20.00 

5.89 

0.0150 

0.4672 

20.55 

90 

69.45 

5.00 

3.47 

0.0015 

0.0039 

15.55 

90 

74.45 

5.00 

3.72 

0.0015 

0.0125 

12.33 

90 

77.67 

5.00 

3.88 

0.0015 

0.0832 

11.05 

50 

38.95 

20.00 

7.79 

0.0150 

0.0080 

17.79 

90 

72.21 

5.00 

3.61 

0.0015 

0.0071 

16.68 

90 

73.32 

5.00 

3.67 

0.0015 

0.0157 

15.56 

60 

44.44 

20.00 

8.89 

0.0150 

0.1805 

15.56 

90 

74.44 

5.00 

3.72 

0.0015 

0.0022 

13.12 

90 

76.88 

5.00 

3.84 

0.0015 

0.0304 

13.12 

90 

76.88 

5.00 

3.84 

0.0015 

0.0193 

12.53 

60 

47.47 

20.00 

9.49 

0.0150 

0.6341 

12.53 

90 

77.47 

5.00 

3.87 

0.0015 

0.0306 

14.56 

50 

35.44 

5.00 

1.77 

0.0015 

0.0039 

16.83 

90 

73.17 

5.00 

3.66 

0.0015 

0.0166 

16.04 

90 

73.96 

5.00 

3.70 

0.0015 

0.0215 

10.69 

90 

79.31 

5.00 

3.97 

0.0015 

0.0110 

12.19 

90 

77.81 

5.00 

3.89 

0.0015 

0.0373 

12.19 

90 

77.81 

5.00 

3.89 

0.0015 

0.0044 

14.02 

50 

35.98 

20.00 

7.20 

0.0150 

0.0579 

14.02 

90 

75.98 

5.00 

3.80 

0.0015 

0.0011 

14.02 

50 

35.98 

5.00 

1.80 

0.0150 

0.0011 

14.02 

50 

35.98 

5.00 

1.80 

0.0015 

0.0026 

19.18 

60 

40.82 

20.00 

8.16 

0.0150 

0.8071 

19.18 

90 

70.82 

5.00 

3.54 

0.0015 

0.0021 

16.90 

90 

73.10 

4.00 

2.92 

0.0015 

0.0098 

16.90 

90 

73.10 

5.00 

3.65 

0.0015 

0.0052 

16.90 

90 

73.10 

5.00 

3.65 

0.0015 

0.0141 

10.41 

90 

79.59 

5.00 

3.98 

0.0015 

0.0291 

11.19 

90 

78.81 

5.00 

3.94 

0.0015 

0.0539 

12.27 

50 

37.73 

20.00 

7.55 

0.0150 

0.1662 

12.27 

90 

77.73 

5.00 

3.89 

0.0015 

0.0036 

13.49 

90 

76.51 

5.00 

3.83 

0.0015 

0.0120 

18.17 

90 

71.83 

5.00 

3.59 

0.0015 

0.0374 

15.49 

90 

74.51 

5.00 

3.73 

0.0015 

0.0162 

11.64 

90 

78.36 

5.00 

3.92 

0.0015 

0.0123 

11.64 

90 

78.36 

5.00 

3.92 

0.0015 

0.0109 

12.73 

50 

37.27 

20.00 

7.45 

0.0150 

0.0063 

12.73 

90 

77.27 

5.00 

3.86 

0.0015 

0.0092 

12.73 

50 

37.27 

5.00 

1.86 

0.0150 

0.0042 

12.73 

50 

37.27 

5.00 

1.86 

0.0015 

0.0046 

14.20 

50 

35.80 

20.00 

7.16 

0.0150 

0.5547 

12.99 

90 

77.01 

4.00 

3.08 

0.0015 

0.0126 

12.99 

90 

77.01 

5.00 

3.85 

0.0015 

0.0018 

12.99 

90 

77.01 

4.00 

3.08 

0.0015 

0.0090 




















































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.99 

90 

77.01 

5.00 

3.85 

0.0015 

0.0120 

14.06 

90 

75.94 

5.00 

3.80 

0.0015 

0.0160 

14.06 

50 

35.94 

5.00 

1.80 

0.0015 

0.0076 

22.91 

90 

67.09 

5.00 

3.35 

0.0015 

0.0156 

13.37 

90 

76.63 

5.00 

3.83 

0.0015 

0.0232 

13.95 

50 

36.05 

5.00 

1.80 

0.0015 

0.0187 

12.65 

90 

77.35 

5.00 

3.87 

0.0015 

0.0398 

12.65 

90 

77.35 

5.00 

3.87 

0.0015 

0.0008 

18.00 

90 

72.00 

5.00 

3.60 

0.0015 

0.1193 

14.09 

90 

75.91 

5.00 

3.80 

0.0015 

0.0251 

14.58 

90 

75.42 

5.00 

3.77 

0.0015 

0.0050 

14.58 

50 

35.42 

5.00 

1.77 

0.0015 

0.0083 

10.20 

50 

39.80 

20.00 

7.96 

0.0150 

0.8477 

10.20 

90 

79.80 

5.00 

3.99 

0.0015 

0.0202 

10.86 

50 

39.14 

20.00 

7.83 

0.0150 

0.7630 

10.86 

50 

39.14 

20.00 

7.83 

0.0150 

0.2057 

14.68 

50 

35.32 

20.00 

7.06 

0.0150 

0.0495 

14.68 

90 

75.32 

5.00 

3.77 

0.0015 

0.0246 

15.10 

90 

74.90 

5.00 

3.74 

0.0015 

0.0002 

15.10 

50 

34.90 

5.00 

1.74 

0.0015 

0.0069 

14.32 

90 

75.68 

5.00 

3.78 

0.0015 

0.0390 

13.48 

90 

76.52 

4.00 

3.06 

0.0015 

0.0007 

13.48 

90 

76.52 

5.00 

3.83 

0.0015 

0.0193 

13.48 

90 

76.52 

4.00 

3.06 

0.0015 

0.0001 

13.48 

90 

76.52 

5.00 

3.83 

0.0015 

0.0073 

16.18 

50 

33.82 

20.00 

6.76 

0.0150 

0.6665 

12.94 

90 

77.06 

5.00 

3.85 

0.0015 

0.0002 

12.94 

50 

37.06 

5.00 

1.85 

0.0015 

0.0015 

14.46 

50 

35.54 

20.00 

7.11 

0.0150 

0.4441 

14.46 

50 

35.54 

20.00 

7.11 

0.0150 

0.2897 

15.76 

50 

34.24 

20.00 

6.85 

0.0150 

0.3235 

12.46 

90 

77.54 

5.00 

3.88 

0.0015 

0.0000 

12.46 

90 

77.54 

5.00 

3.88 

0.0015 

0.0153 

14.26 

90 

75.74 

5.00 

3.79 

0.0015 

0.0196 

16.03 

90 

73.97 

5.00 

3.70 

0.0015 

0.0102 

16.03 

50 

33.97 

5.00 

1.70 

0.0015 

0.0030 

14.91 

60 

45.09 

20.00 

9.02 

0.0150 

0.2615 

14.91 

60 

45.09 

5.00 

2.25 

0.0150 

0.0310 

14.91 

50 

35.09 

5.00 

1.75 

0.0015 

0.0001 

28.04 

60 

31.96 

20.00 

6.39 

0.0150 

0.0847 

12.78 

90 

77.22 

5.00 

3.86 

0.0015 

0.0160 

12.78 

90 

77.22 

5.00 

3.86 

0.0015 

0.0535 

17.61 

90 

72.39 

5.00 

3.62 

0.0015 

0.0012 

15.40 

50 

34.60 

20.00 

6.92 

0.0150 

0.4584 

15.40 

90 

74.60 

5.00 

3.73 

0.0015 

0.0689 

17.14 

50 

32.86 

20.00 

6.57 

0.0150 

0.0572 

17.14 

90 

72.86 

5.00 

3.64 

0.0015 

0.0017 

11.60 

90 

78.40 

5.00 

3.92 

0.0015 

0.0096 

11.60 

90 

78.40 

5.00 

3.92 

0.0015 

0.0000 

14.70 

50 

35.30 

20.00 

7.06 

0.0150 

0.1555 

14.70 

90 

75.30 

5.00 

3.76 

0.0015 

0.0468 

14.70 

50 

35.30 

5.00 

1.76 

0.0150 

0.0022 

12.74 

50 

37.26 

20.00 

7.45 

0.0150 

0.2748 

21.03 

120 

98.97 

4.00 

3.96 

0.0018 

0.0679 

16.33 

50 

33.67 

20.00 

6.73 

0.0150 

0.1989 






























































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.53 

90 

77.47 

5.00 

3.87 

0.0015 

0.0577 

12.53 

50 

37.47 

5.00 

1.87 

0.0015 

0.0009 

16.24 

90 

73.76 

4.00 

2.95 

0.0015 

0.0114 

16.24 

90 

73.76 

5.00 

3.69 

0.0015 

0.0034 

16.24 

90 

73.76 

5.00 

3.69 

0.0015 

0.0075 

20.50 

90 

69.50 

5.00 

3.47 

0.0015 

0.0010 

23.04 

90 

66.96 

5.00 

3.35 

0.0015 

0.0777 

11.60 

50 

38.40 

20.00 

7.68 

0.0150 

1.9141 

11.60 

50 

38.40 

20.00 

7.68 

0.0150 

0.0646 

14.48 

90 

75.52 

5.00 

3.78 

0.0015 

0.0260 

14.48 

50 

35.52 

5.00 

1.78 

0.0015 

0.0060 

9.77 

120 

110.23 

4.00 

4.41 

0.0018 

0.0060 

21.37 

90 

68.63 

5.00 

3.43 

0.0015 

0.0098 

21.26 

90 

68.74 

5.00 

3.44 

0.0015 

0.0001 

11.86 

50 

38.14 

20.00 

7.63 

0.0150 

0.2676 

11.86 

90 

78.14 

5.00 

3.91 

0.0015 

0.0144 

19.72 

60 

40.28 

20.00 

8.06 

0.0150 

0.0846 

14.81 

50 

35.19 

5.00 

1.76 

0.0150 

0.0014 

14.81 

50 

35.19 

5.00 

1.76 

0.0015 

0.0069 

15.17 

50 

34.83 

5.00 

1.74 

0.0015 

0.0064 

15.17 

50 

34.83 

5.00 

1.74 

0.0015 

0.0008 

13.84 

50 

36.16 

20.00 

7.23 

0.0150 

0.4908 

13.84 

50 

36.16 

20.00 

7.23 

0.0150 

0.0618 

14.53 

90 

75.47 

5.00 

3.77 

0.0015 

0.0022 

13.64 

50 

36.36 

5.00 

1.82 

0.0015 

0.0021 

14.71 

100 

85.29 

5.00 

4.26 

0.0015 

0.0089 

15.16 

50 

34.84 

20.00 

6.97 

0.0150 

0.5084 

15.16 

90 

74.84 

5.00 

3.74 

0.0015 

0.0077 

17.02 

90 

72.98 

5.00 

3.65 

0.0015 

0.0018 

19.72 

90 

70.28 

5.00 

3.51 

0.0015 

0.0182 

11.94 

50 

38.06 

20.00 

7.61 

0.0150 

0.7067 

11.94 

90 

78.06 

5.00 

3.90 

0.0015 

0.0045 

14.08 

90 

75.92 

5.00 

3.80 

0.0015 

0.0001 

13.83 

50 

36.17 

20.00 

7.23 

0.0150 

0.4458 

13.83 

50 

36.17 

20.00 

7.23 

0.0150 

0.0578 

13.34 

50 

36.66 

20.00 

7.33 

0.0150 

0.8444 

13.34 

50 

36.66 

20.00 

7.33 

0.0150 

0.0052 

12.48 

50 

37.52 

20.00 

7.50 

0.0150 

0.1440 

12.48 

90 

77.52 

5.00 

3.88 

0.0015 

0.0658 

12.48 

50 

37.52 

5.00 

1.88 

0.0015 

0.0001 

15.65 

100 

84.35 

5.00 

4.22 

0.0015 

0.0687 

13.68 

50 

36.32 

20.00 

7.26 

0.0150 

0.1643 

10.52 

50 

39.48 

20.00 

7.90 

0.0150 

1.4762 

10.52 

90 

79.48 

5.00 

3.97 

0.0015 

0.0386 

16.67 

120 

103.33 

20.00 

20.67 

0.0150 

0.2567 

16.67 

100 

83.33 

5.00 

4.17 

0.0015 

0.0138 

17.51 

60 

42.49 

20.00 

8.50 

0.0150 

1.5491 

17.51 

90 

72.49 

5.00 

3.62 

0.0015 

0.0696 

17.51 

60 

42.49 

20.00 

8.50 

0.0150 

1.8895 

17.51 

90 

72.49 

5.00 

3.62 

0.0015 

0.0017 

17.51 

60 

42.49 

20.00 

8.50 

0.0150 

1.0809 

17.51 

90 

72.49 

5.00 

3.62 

0.0015 

0.0001 

11.78 

50 

38.22 

20.00 

7.64 

0.0150 

0.0410 

11.78 

90 

78.22 

5.00 

3.91 

0.0015 

0.0154 

18.47 

50 

31.53 

20.00 

6.31 

0.0150 

0.0095 


























































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

9.52 

90 

80.48 

5.00 

4.02 

0.0015 

0.0016 

14.50 

50 

35.50 

5.00 

1.78 

0.0015 

0.0032 

13.45 

50 

36.55 

20.00 

7.31 

0.0150 

0.5832 

13.45 

90 

76.55 

5.00 

3.83 

0.0015 

0.0267 

15.43 

60 

44.57 

20.00 

8.91 

0.0150 

0.0216 

12.25 

50 

37.75 

20.00 

7.55 

0.0150 

0.2440 

11.91 

50 

38.09 

20.00 

7.62 

0.0150 

0.0335 

11.91 

90 

78.09 

5.00 

3.90 

0.0015 

0.0351 

14.75 

50 

35.25 

20.00 

7.05 

0.0150 

0.4625 

15.61 

50 

34.39 

20.00 

6.88 

0.0150 

0.2490 

10.72 

50 

39.28 

20.00 

7.86 

0.0150 

0.3911 

11.88 

90 

78.12 

5.00 

3.91 

0.0015 

0.0017 

11.98 

50 

38.02 

20.00 

7.60 

0.0150 

1.3378 

17.73 

120 

102.27 

20.00 

20.45 

0.0150 

0.7807 

14.20 

50 

35.80 

20.00 

7.16 

0.0150 

0.0186 

14.20 

50 

35.80 

20.00 

7.16 

0.0150 

0.5756 

14.20 

90 

75.80 

5.00 

3.79 

0.0015 

0.0099 

16.43 

50 

33.57 

20.00 

6.71 

0.0150 

0.2146 

16.43 

50 

33.57 

20.00 

6.71 

0.0150 

0.2003 

11.85 

90 

78.15 

5.00 

3.91 

0.0015 

0.0038 

13.48 

90 

76.52 

5.00 

3.83 

0.0015 

0.0120 

16.61 

100 

83.39 

5.00 

4.17 

0.0015 

0.0168 

13.81 

50 

36.19 

20.00 

7.24 

0.0150 

0.0573 

13.81 

50 

36.19 

20.00 

7.24 

0.0150 

0.4849 

13.81 

90 

76.19 

5.00 

3.81 

0.0015 

0.0060 

12.67 

50 

37.33 

20.00 

7.47 

0.0150 

0.5530 

13.89 

50 

36.11 

20.00 

7.22 

0.0150 

0.4258 

17.32 

120 

102.68 

20.00 

20.54 

0.0150 

0.4947 

17.32 

120 

102.68 

20.00 

20.54 

0.0150 

1.1429 

17.32 

100 

82.68 

5.00 

4.13 

0.0015 

0.0116 

17.09 

120 

102.91 

20.00 

20.58 

0.0150 

0.0253 

17.09 

120 

102.91 

20.00 

20.58 

0.0150 

0.6566 

17.09 

100 

82.91 

5.00 

4.15 

0.0015 

0.0060 

14.98 

100 

85.02 

5.00 

4.25 

0.0015 

0.0484 

11.90 

90 

78.10 

5.00 

3.91 

0.0015 

0.0337 

11.90 

50 

38.10 

5.00 

1.91 

0.0015 

0.0009 

15.68 

90 

74.32 

5.00 

3.72 

0.0015 

0.0092 

13.48 

50 

36.52 

20.00 

7.30 

0.0150 

0.5874 

10.98 

90 

79.02 

5.00 

3.95 

0.0015 

0.0826 

11.71 

90 

78.29 

5.00 

3.91 

0.0015 

0.0186 

20.43 

90 

69.57 

5.00 

3.48 

0.0015 

0.0283 

17.25 

60 

42.75 

20.00 

8.55 

0.0150 

0.1731 

17.50 

60 

42.50 

20.00 

8.50 

0.0150 

0.2376 

17.50 

90 

72.50 

5.00 

3.63 

0.0015 

0.0025 

12.31 

80 

67.69 

5.00 

3.38 

0.0015 

0.0078 

12.31 

80 

67.69 

5.00 

3.38 

0.0015 

0.0081 

11.68 

90 

78.32 

5.00 

3.92 

0.0015 

0.0135 

14.70 

90 

75.30 

5.00 

3.76 

0.0015 

0.0010 

14.70 

50 

35.30 

5.00 

1.76 

0.0015 

0.0026 

11.74 

90 

78.26 

5.00 

3.91 

0.0015 

0.0070 

8.70 

50 

41.30 

20.00 

8.26 

0.0150 

0.3856 

8.70 

90 

81.30 

5.00 

4.07 

0.0015 

0.0310 

12.54 

90 

77.46 

5.00 

3.87 

0.0015 

0.0771 

14.21 

50 

35.79 

20.00 

7.16 

0.0150 

0.1630 

11.17 

50 

38.83 

20.00 

7.77 

0.0150 

0.4968 



















































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

18.34 

120 

101.66 

20.00 

20.33 

0.0150 

0.3797 

18.34 

100 

81.66 

5.00 

4.08 

0.0015 

0.0851 

12.71 

50 

37.29 

20.00 

7.46 

0.0150 

0.2397 

12.71 

90 

77.29 

5.00 

3.86 

0.0015 

0.0011 

14.30 

50 

35.70 

20.00 

7.14 

0.0150 

0.1602 

11.10 

90 

78.90 

5.00 

3.94 

0.0015 

0.0135 

12.59 

50 

37.41 

20.00 

7.48 

0.0150 

0.0772 

12.59 

90 

77.41 

5.00 

3.87 

0.0015 

0.0019 

14.83 

100 

85.17 

5.00 

4.26 

0.0015 

0.0003 

14.83 

100 

85.17 

5.00 

4.26 

0.0015 

0.1012 

13.69 

90 

76.31 

5.00 

3.82 

0.0015 

0.0087 

13.69 

50 

36.31 

5.00 

1.82 

0.0015 

0.0046 

12.33 

90 

77.67 

5.00 

3.88 

0.0015 

0.0501 

11.74 

90 

78.26 

5.00 

3.91 

0.0015 

0.0208 

13.95 

50 

36.05 

5.00 

1.80 

0.0015 

0.0065 

18.10 

60 

41.90 

20.00 

8.38 

0.0150 

0.4254 

18.10 

90 

71.90 

5.00 

3.60 

0.0015 

0.0175 

10.40 

100 

89.60 

5.00 

4.48 

0.0015 

0.0089 

12.88 

80 

67.12 

5.00 

3.36 

0.0015 

0.0106 

12.88 

80 

67.12 

5.00 

3.36 

0.0015 

0.0040 

15.16 

50 

34.84 

20.00 

6.97 

0.0150 

0.2113 

15.16 

50 

34.84 

20.00 

6.97 

0.0150 

0.0222 

13.70 

50 

36.30 

5.00 

1.82 

0.0015 

0.0033 

14.79 

50 

35.21 

20.00 

7.04 

0.0150 

0.0928 

14.79 

90 

75.21 

5.00 

3.76 

0.0015 

0.0081 

11.19 

90 

78.81 

5.00 

3.94 

0.0015 

0.0199 

9.66 

90 

80.34 

5.00 

4.02 

0.0015 

0.0215 

12.83 

50 

37.17 

20.00 

7.43 

0.0150 

0.2236 

15.88 

60 

44.12 

20.00 

8.82 

0.0150 

0.1437 

15.88 

90 

74.12 

5.00 

3.71 

0.0015 

0.0001 

11.80 

90 

78.20 

5.00 

3.91 

0.0015 

0.0224 

17.06 

90 

72.94 

5.00 

3.65 

0.0015 

0.0526 

17.06 

50 

32.94 

5.00 

1.65 

0.0015 

0.0014 

11.41 

50 

38.59 

20.00 

7.72 

0.0150 

0.3590 

11.41 

90 

78.59 

5.00 

3.93 

0.0015 

0.0004 

12.13 

90 

77.87 

5.00 

3.89 

0.0015 

0.0330 

12.13 

50 

37.87 

5.00 

1.89 

0.0015 

0.0073 

15.15 

50 

34.85 

20.00 

6.97 

0.0150 

0.1166 

15.15 

50 

34.85 

20.00 

6.97 

0.0150 

1.4282 

15.15 

90 

74.85 

5.00 

3.74 

0.0015 

0.0334 

14.44 

50 

35.56 

20.00 

7.11 

0.0150 

0.5662 

14.44 

50 

35.56 

20.00 

7.11 

0.0150 

0.0585 

18.88 

90 

71.12 

5.00 

3.56 

0.0015 

0.0067 

10.59 

50 

39.42 

20.00 

7.88 

0.0150 

0.2031 

10.59 

90 

79.42 

5.00 

3.97 

0.0015 

0.0045 

8.86 

90 

81.14 

5.00 

4.06 

0.0015 

0.0150 

15.44 

50 

34.56 

20.00 

6.91 

0.0150 

0.1089 

15.44 

90 

74.56 

5.00 

3.73 

0.0015 

0.0142 

11.87 

90 

78.13 

5.00 

3.91 

0.0015 

0.0036 

11.37 

90 

78.63 

5.00 

3.93 

0.0015 

0.0009 

12.42 

90 

77.58 

5.00 

3.88 

0.0015 

0.1014 

11.70 

90 

78.30 

5.00 

3.91 

0.0015 

0.0171 

14.14 

50 

35.86 

20.00 

7.17 

0.0150 

0.4846 

14.37 

90 

75.63 

5.00 

3.78 

0.0015 

0.0033 

14.37 

50 

35.63 

5.00 

1.78 

0.0015 

0.0127 








































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

13.73 

50 

36.27 

20.00 

7.25 

0.0150 

0.4720 

12.75 

90 

77.25 

5.00 

3.86 

0.0015 

0.0091 

16.20 

90 

73.80 

5.00 

3.69 

0.0015 

0.0068 

16.20 

50 

33.80 

5.00 

1.69 

0.0015 

0.0001 

15.56 

60 

44.44 

20.00 

8.89 

0.0150 

0.7686 

15.56 

90 

74.44 

5.00 

3.72 

0.0015 

0.0014 

14.56 

50 

35.44 

5.00 

1.77 

0.0015 

0.0000 

9.89 

50 

40.11 

20.00 

8.02 

0.0150 

0.0401 

9.89 

90 

80.11 

5.00 

4.01 

0.0015 

0.0274 

11.78 

90 

78.22 

5.00 

3.91 

0.0015 

0.0185 

17.89 

120 

102.11 

20.00 

20.42 

0.0150 

1.3326 

12.70 

90 

77.30 

5.00 

3.86 

0.0015 

0.0070 

12.70 

50 

37.30 

5.00 

1.86 

0.0015 

0.0019 

12.75 

90 

77.25 

5.00 

3.86 

0.0015 

0.0135 

15.64 

90 

74.36 

5.00 

3.72 

0.0015 

0.0033 

16.37 

60 

43.63 

20.00 

8.73 

0.0150 

0.1316 

14.16 

90 

75.84 

5.00 

3.79 

0.0015 

0.0042 

15.46 

60 

44.54 

20.00 

8.91 

0.0150 

0.0603 

15.46 

60 

44.54 

20.00 

8.91 

0.0150 

0.1322 

15.46 

90 

74.54 

5.00 

3.73 

0.0015 

0.0013 

15.46 

60 

44.54 

20.00 

8.91 

0.0150 

0.0028 

11.69 

90 

78.31 

5.00 

3.92 

0.0015 

0.0266 

13.63 

80 

66.37 

5.00 

3.32 

0.0015 

0.0042 

13.63 

80 

66.37 

5.00 

3.32 

0.0015 

0.0011 

12.78 

50 

37.22 

20.00 

7.44 

0.0150 

0.3802 

14.94 

90 

75.06 

5.00 

3.75 

0.0015 

0.0006 

14.94 

50 

35.06 

5.00 

1.75 

0.0015 

0.0078 

16.60 

60 

43.40 

20.00 

8.68 

0.0150 

0.1038 

16.60 

90 

73.40 

5.00 

3.67 

0.0015 

0.0119 

16.60 

60 

43.40 

20.00 

8.68 

0.0150 

0.0036 

16.60 

90 

73.40 

5.00 

3.67 

0.0015 

0.0120 

16.60 

60 

43.40 

20.00 

8.68 

0.0150 

0.0005 

16.60 

90 

73.40 

5.00 

3.67 

0.0015 

0.0007 

16.77 

90 

73.23 

5.00 

3.66 

0.0015 

0.0382 

16.62 

60 

43.38 

20.00 

8.68 

0.0150 

0.1610 

13.80 

90 

76.20 

5.00 

3.81 

0.0015 

0.0220 

14.06 

50 

35.94 

5.00 

1.80 

0.0015 

0.0036 

17.36 

60 

42.64 

20.00 

8.53 

0.0150 

0.8278 

17.36 

60 

42.64 

20.00 

8.53 

0.0150 

0.0337 

14.58 

50 

35.42 

5.00 

1.77 

0.0015 

0.0007 

11.72 

90 

78.28 

5.00 

3.91 

0.0015 

0.0074 

14.85 

100 

85.15 

5.00 

4.26 

0.0015 

0.0653 

14.04 

50 

35.96 

20.00 

7.19 

0.0150 

0.3541 

12.04 

80 

67.96 

5.00 

3.40 

0.0015 

0.0007 

12.04 

80 

67.96 

5.00 

3.40 

0.0015 

0.0023 

18.38 

60 

41.62 

20.00 

8.32 

0.0150 

0.1287 

16.18 

50 

33.82 

20.00 

6.76 

0.0150 

0.0000 

14.46 

50 

35.54 

20.00 

7.11 

0.0150 

0.0000 

15.76 

50 

34.24 

20.00 

6.85 

0.0150 

0.2424 

11.81 

100 

88.19 

5.00 

4.41 

0.0015 

0.0224 

15.30 

60 

44.70 

20.00 

8.94 

0.0150 

0.0023 

15.30 

90 

74.70 

5.00 

3.74 

0.0015 

0.0070 

13.22 

90 

76.78 

5.00 

3.84 

0.0015 

0.0234 

14.39 

50 

35.61 

20.00 

7.12 

0.0150 

0.1444 

14.39 

50 

35.61 

20.00 

7.12 

0.0150 

0.0468 













































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Limestone 


Older Alluvium 


Older Alluvium 


Limestone 


Older Alluvium 


Limestone 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Limestone 


Limestone 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Shale 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

14.19 

100 

85.81 

5.00 

4.29 

0.0015 

0.0206 

14.96 

50 

35.04 

20.00 

7.01 

0.0150 

0.0100 

14.96 

90 

75.04 

5.00 

3.75 

0.0015 

0.0477 

15.40 

90 

74.60 

5.00 

3.73 

0.0015 

0.0233 

18.05 

120 

101.95 

20.00 

20.39 

0.0150 

2.1129 

18.05 

100 

81.95 

5.00 

4.10 

0.0015 

0.0146 

17.14 

50 

32.86 

20.00 

6.57 

0.0150 

1.6193 

17.14 

90 

72.86 

5.00 

3.64 

0.0015 

0.0269 

14.29 

50 

35.71 

20.00 

7.14 

0.0150 

0.5064 

11.14 

50 

38.86 

20.00 

7.77 

0.0150 

0.6806 

17.53 

60 

42.47 

20.00 

8.49 

0.0150 

1.2730 

17.53 

60 

42.47 

20.00 

8.49 

0.0150 

0.7621 

13.96 

100 

86.04 

5.00 

4.30 

0.0015 

0.0050 

14.31 

50 

35.69 

20.00 

7.14 

0.0150 

0.5331 

14.31 

50 

35.69 

20.00 

7.14 

0.0150 

0.1763 

17.96 

60 

42.04 

20.00 

8.41 

0.0150 

0.1788 

11.60 

50 

38.40 

20.00 

7.68 

0.0150 

1.5205 

12.84 

100 

87.16 

5.00 

4.36 

0.0015 

0.0024 

12.33 

100 

87.67 

5.00 

4.38 

0.0015 

0.0013 

14.48 

90 

75.52 

5.00 

3.78 

0.0015 

0.0005 

14.48 

50 

35.52 

5.00 

1.78 

0.0015 

0.0057 

10.68 

90 

79.32 

5.00 

3.97 

0.0015 

0.0360 

21.37 

90 

68.63 

5.00 

3.43 

0.0015 

0.0134 

21.26 

90 

68.74 

5.00 

3.44 

0.0015 

0.0109 

15.85 

90 

74.15 

5.00 

3.71 

0.0015 

0.0093 

12.90 

50 

37.10 

20.00 

7.42 

0.0150 

0.0150 

12.90 

90 

77.10 

5.00 

3.86 

0.0015 

0.0201 

12.90 

50 

37.10 

5.00 

1.86 

0.0015 

0.0003 

13.64 

50 

36.36 

5.00 

1.82 

0.0015 

0.0089 

14.23 

50 

35.77 

20.00 

7.15 

0.0150 

0.3454 

15.40 

100 

84.60 

5.00 

4.23 

0.0015 

0.0485 

15.04 

100 

84.96 

5.00 

4.25 

0.0015 

0.0249 

15.41 

100 

84.59 

5.00 

4.23 

0.0015 

0.0005 

10.64 

120 

109.36 

20.00 

21.87 

0.0150 

0.3901 

10.64 

100 

89.36 

5.00 

4.47 

0.0015 

0.0227 

10.64 

100 

89.36 

5.00 

4.47 

0.0015 

0.0051 

18.91 

90 

71.09 

15.00 

10.66 

0.0020 

0.0017 

18.91 

60 

41.09 

20.00 

8.22 

0.0150 

0.3929 

20.07 

60 

39.93 

20.00 

7.99 

0.0150 

0.7388 

19.31 

90 

70.69 

15.00 

10.60 

0.0020 

0.0275 

19.31 

60 

40.69 

20.00 

8.14 

0.0150 

0.6229 

15.85 

100 

84.15 

15.00 

12.62 

0.0020 

0.1170 

15.85 

120 

104.15 

20.00 

20.83 

0.0150 

0.5300 

13.10 

80 

66.90 

5.00 

3.34 

0.0015 

0.0021 

20.86 

60 

39.14 

20.00 

7.83 

0.0150 

0.3559 

21.62 

60 

38.38 

20.00 

7.68 

0.0150 

0.8176 

25.10 

80 

54.90 

15.00 

8.24 

0.0020 

0.0013 

25.10 

80 

54.90 

15.00 

8.24 

0.0020 

0.0003 

12.59 

100 

87.41 

5.00 

4.37 

0.0015 

0.0595 

21.77 

60 

38.23 

20.00 

7.65 

0.0150 

0.4459 

21.42 

60 

38.58 

20.00 

7.72 

0.0150 

0.1938 

15.93 

60 

44.07 

20.00 

8.81 

0.0150 

0.0017 

15.93 

90 

74.07 

5.00 

3.70 

0.0015 

0.0000 

15.93 

90 

74.07 

5.00 

3.70 

0.0015 

0.0427 

12.75 

100 

87.25 

5.00 

4.36 

0.0015 

0.0403 



















































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Older Alluvium 


Quartzite 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Quartzite 


Limestone 


Limestone 


Limestone 


Quartzite 


Limestone 


Limestone 


Quartzite 


Limestone 


Limestone 


Limestone 


Limestone 


Limestone 


Limestone 


Older Alluvium 


Shale 


Limestone 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Limestone 


Quartzite 


Limestone 


Quartzite 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Limestone 


Phyllite & Schist 


Limestone 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Quartzite 


Older Alluvium 


Limestone 


Limestone 


Limestone 


Older Alluvium 


Quartzite 


Older Alluvium 


Limestone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

16.99 

60 

43.02 

20.00 

8.60 

0.0150 

0.0976 

16.99 

90 

73.02 

5.00 

3.65 

0.0015 

0.0025 

12.79 

60 

47.21 

20.00 

9.44 

0.0150 

0.0562 

12.79 

80 

67.21 

5.00 

3.36 

0.0015 

0.0004 

12.79 

60 

47.21 

20.00 

9.44 

0.0150 

0.0005 

12.79 

80 

67.21 

5.00 

3.36 

0.0015 

0.0002 

14.29 

90 

75.71 

5.00 

3.79 

0.0015 

0.0491 

25.14 

80 

54.86 

15.00 

8.23 

0.0020 

0.0109 

25.14 

80 

54.86 

15.00 

8.23 

0.0020 

0.0005 

12.92 

80 

67.08 

15.00 

10.06 

0.0020 

0.0336 

12.92 

90 

77.08 

5.00 

3.85 

0.0015 

0.0164 

14.22 

80 

65.78 

15.00 

9.87 

0.0020 

0.0005 

14.22 

80 

65.78 

15.00 

9.87 

0.0020 

0.0830 

14.22 

90 

75.78 

5.00 

3.79 

0.0015 

0.0282 

19.10 

80 

60.90 

15.00 

9.14 

0.0020 

0.0001 

19.10 

80 

60.90 

15.00 

9.14 

0.0020 

0.0230 

18.95 

80 

61.05 

15.00 

9.16 

0.0020 

0.0369 

21.73 

80 

58.27 

15.00 

8.74 

0.0020 

0.0045 

21.73 

80 

58.27 

15.00 

8.74 

0.0020 

0.0066 

16.36 

90 

73.64 

15.00 

11.05 

0.0020 

0.0963 

16.36 

60 

43.64 

20.00 

8.73 

0.0150 

0.5606 

16.36 

90 

73.64 

5.00 

3.68 

0.0015 

0.0046 

16.49 

90 

73.51 

15.00 

11.03 

0.0020 

0.1429 

11.65 

80 

68.35 

5.00 

3.42 

0.0015 

0.0095 

11.65 

80 

68.35 

5.00 

3.42 

0.0015 

0.0006 

19.95 

60 

40.05 

20.00 

8.01 

0.0150 

0.7253 

13.43 

90 

76.57 

15.00 

11.48 

0.0020 

0.0645 

13.43 

90 

76.57 

5.00 

3.83 

0.0015 

0.0035 

14.39 

90 

75.61 

15.00 

11.34 

0.0020 

0.0008 

14.39 

90 

75.61 

5.00 

3.78 

0.0015 

0.0155 

11.54 

80 

68.46 

5.00 

3.42 

0.0015 

0.0148 

11.54 

80 

68.46 

5.00 

3.42 

0.0015 

0.0019 

23.05 

60 

36.95 

20.00 

7.39 

0.0150 

0.0001 

15.89 

120 

104.11 

20.00 

20.82 

0.0150 

0.0878 

15.89 

120 

104.11 

20.00 

20.82 

0.0150 

0.0522 

14.26 

100 

85.74 

5.00 

4.29 

0.0015 

0.0566 

14.64 

120 

105.36 

20.00 

21.07 

0.0150 

0.0000 

14.64 

120 

105.36 

20.00 

21.07 

0.0150 

1.4710 

14.64 

100 

85.36 

5.00 

4.27 

0.0015 

0.0034 

21.21 

60 

38.79 

20.00 

7.76 

0.0150 

1.2279 

12.38 

80 

67.62 

15.00 

10.14 

0.0020 

0.0012 

12.38 

80 

67.62 

5.00 

3.38 

0.0015 

0.0153 

12.38 

80 

67.62 

15.00 

10.14 

0.0020 

0.0854 

12.38 

60 

47.62 

20.00 

9.52 

0.0150 

0.1049 

12.38 

80 

67.62 

5.00 

3.38 

0.0015 

0.0160 

19.21 

60 

40.79 

20.00 

8.16 

0.0150 

1.2613 

19.21 

90 

70.79 

5.00 

3.54 

0.0015 

0.0136 

19.46 

60 

40.54 

20.00 

8.11 

0.0150 

0.2980 

19.22 

80 

60.78 

15.00 

9.12 

0.0020 

0.0124 

19.22 

80 

60.78 

15.00 

9.12 

0.0020 

0.1017 

13.55 

90 

76.45 

15.00 

11.47 

0.0020 

0.1994 

13.55 

60 

46.45 

20.00 

9.29 

0.0150 

0.8024 

13.55 

90 

76.45 

5.00 

3.82 

0.0015 

0.0766 

13.55 

60 

46.45 

20.00 

9.29 

0.0150 

0.0102 

22.04 

80 

57.96 

15.00 

8.69 

0.0020 

0.0257 



































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Limestone 


Older Alluvium 


Limestone 


Quartzite 


Limestone 


Limestone 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Limestone 


Limestone 


Phyllite & Schist 


Quartzite 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Limestone 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Limestone 


Limestone 


Limestone 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Quartzite 


Shale 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

22.04 

80 

57.96 

15.00 

8.69 

0.0020 

0.0959 

21.48 

60 

38.52 

20.00 

7.70 

0.0150 

0.5888 

12.78 

80 

67.22 

15.00 

10.08 

0.0020 

0.0569 

12.78 

90 

77.22 

5.00 

3.86 

0.0015 

0.0022 

16.82 

80 

63.18 

15.00 

9.48 

0.0020 

0.0340 

16.82 

80 

63.18 

15.00 

9.48 

0.0020 

0.0130 

16.82 

90 

73.18 

5.00 

3.66 

0.0015 

0.0001 

18.79 

60 

41.21 

20.00 

8.24 

0.0150 

0.1228 

15.06 

120 

104.94 

20.00 

20.99 

0.0150 

0.1473 

15.06 

120 

104.94 

20.00 

20.99 

0.0150 

1.2581 

18.09 

60 

41.91 

20.00 

8.38 

0.0150 

1.2938 

18.09 

90 

71.91 

5.00 

3.60 

0.0015 

0.0068 

18.43 

60 

41.57 

20.00 

8.31 

0.0150 

1.4862 

21.52 

60 

38.48 

20.00 

7.70 

0.0150 

0.4334 

21.31 

60 

38.69 

20.00 

7.74 

0.0150 

0.0240 

11.99 

60 

48.01 

20.00 

9.60 

0.0150 

0.2069 

11.99 

80 

68.01 

5.00 

3.40 

0.0015 

0.0187 

11.99 

60 

48.01 

20.00 

9.60 

0.0150 

0.4124 

11.99 

80 

68.01 

5.00 

3.40 

0.0015 

0.0027 

12.79 

60 

47.21 

20.00 

9.44 

0.0150 

0.0082 

12.79 

80 

67.21 

5.00 

3.36 

0.0015 

0.0150 

12.79 

80 

67.21 

5.00 

3.36 

0.0015 

0.0001 

9.32 

120 

110.68 

20.00 

22.14 

0.0150 

0.7979 

11.09 

80 

68.91 

5.00 

3.45 

0.0015 

0.0071 

11.09 

80 

68.91 

5.00 

3.45 

0.0015 

0.0021 

16.18 

80 

63.82 

15.00 

9.57 

0.0020 

0.0001 

16.18 

80 

63.82 

15.00 

9.57 

0.0020 

0.0000 

10.64 

100 

89.36 

5.00 

4.47 

0.0015 

0.0123 

15.97 

90 

74.03 

5.00 

3.70 

0.0015 

0.0306 

8.48 

120 

111.52 

20.00 

22.30 

0.0150 

0.0002 

8.48 

100 

91.52 

5.00 

4.58 

0.0015 

0.0004 

8.48 

120 

111.52 

20.00 

22.30 

0.0150 

4.1566 

8.48 

100 

91.52 

5.00 

4.58 

0.0015 

0.0003 

16.00 

120 

104.01 

20.00 

20.80 

0.0150 

0.5541 

16.31 

120 

103.69 

20.00 

20.74 

0.0150 

1.5243 

15.69 

100 

84.31 

5.00 

4.22 

0.0015 

0.0014 

16.41 

100 

83.59 

15.00 

12.54 

0.0020 

0.0295 

18.45 

90 

71.55 

20.00 

14.31 

0.0150 

0.2953 

18.45 

90 

71.55 

20.00 

14.31 

0.0150 

1.9963 

12.81 

80 

67.19 

5.00 

3.36 

0.0015 

0.0125 

12.81 

80 

67.19 

5.00 

3.36 

0.0015 

0.0004 

16.44 

90 

73.56 

20.00 

14.71 

0.0150 

0.0646 

12.05 

100 

87.95 

5.00 

4.40 

0.0015 

0.0151 

17.19 

100 

82.81 

5.00 

4.14 

0.0015 

0.0154 

15.54 

80 

64.46 

15.00 

9.67 

0.0020 

0.0279 

15.54 

80 

64.46 

15.00 

9.67 

0.0020 

0.1006 

17.95 

90 

72.05 

15.00 

10.81 

0.0020 

0.0132 

17.95 

60 

42.05 

20.00 

8.41 

0.0150 

0.3297 

20.64 

120 

99.36 

20.00 

19.87 

0.0150 

0.2782 

20.64 

100 

79.36 

5.00 

3.97 

0.0015 

0.0056 

16.18 

90 

73.82 

5.00 

3.69 

0.0015 

0.0192 

16.18 

90 

73.82 

5.00 

3.69 

0.0015 

0.0023 

11.80 

80 

68.20 

5.00 

3.41 

0.0015 

0.0050 

11.80 

80 

68.20 

5.00 

3.41 

0.0015 

0.0028 

12.31 

80 

67.69 

5.00 

3.38 

0.0015 

0.0122 























































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Phyllite & Schist 


Older Alluvium 


Quartzite 


Limestone 


Older Alluvium 


Quartzite 


Phyllite & Schist 


Phyllite & Schist 


Limestone 


Quartzite 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Limestone 


Shale 


Quartzite 


Phyllite & Schist 


Limestone 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.31 

80 

67.69 

5.00 

3.38 

0.0015 

0.0003 

16.00 

60 

44.00 

20.00 

8.80 

0.0150 

0.3198 

16.00 

90 

74.00 

5.00 

3.70 

0.0015 

0.0340 

13.94 

90 

76.06 

15.00 

11.41 

0.0020 

0.0098 

13.94 

90 

76.06 

20.00 

15.21 

0.0150 

1.5293 

13.94 

90 

76.06 

10.00 

7.61 

0.0015 

0.0015 

11.43 

80 

68.57 

5.00 

3.43 

0.0015 

0.0129 

11.43 

80 

68.57 

5.00 

3.43 

0.0015 

0.0408 

15.49 

100 

84.51 

15.00 

12.68 

0.0020 

0.0003 

15.77 

90 

74.23 

5.00 

3.71 

0.0015 

0.1003 

10.00 

100 

90.00 

5.00 

4.50 

0.0015 

0.0097 

10.00 

120 

110.00 

20.00 

22.00 

0.0150 

1.9442 

10.00 

100 

90.00 

5.00 

4.50 

0.0015 

0.0095 

10.00 

120 

110.00 

20.00 

22.00 

0.0150 

0.7819 

10.93 

80 

69.07 

5.00 

3.45 

0.0015 

0.0069 

10.93 

80 

69.07 

5.00 

3.45 

0.0015 

0.0091 

9.72 

120 

110.28 

20.00 

22.06 

0.0150 

1.5279 

9.72 

100 

90.28 

5.00 

4.51 

0.0015 

0.0274 

14.42 

100 

85.58 

5.00 

4.28 

0.0015 

0.0585 

11.26 

60 

48.74 

20.00 

9.75 

0.0150 

0.0646 

11.26 

80 

68.74 

5.00 

3.44 

0.0015 

0.0120 

11.26 

60 

48.74 

20.00 

9.75 

0.0150 

1.0050 

11.26 

80 

68.74 

5.00 

3.44 

0.0015 

0.0221 

13.86 

90 

76.14 

5.00 

3.81 

0.0015 

0.0428 

13.47 

60 

46.53 

20.00 

9.31 

0.0150 

0.0036 

13.47 

90 

76.53 

5.00 

3.83 

0.0015 

0.0594 

21.40 

60 

38.60 

20.00 

7.72 

0.0150 

0.2249 

18.01 

120 

101.99 

20.00 

20.40 

0.0150 

0.0317 

18.01 

120 

101.99 

20.00 

20.40 

0.0150 

0.4825 

12.88 

80 

67.12 

5.00 

3.36 

0.0015 

0.0022 

18.70 

60 

41.30 

20.00 

8.26 

0.0150 

0.2164 

21.65 

60 

38.35 

20.00 

7.67 

0.0150 

0.4915 

15.97 

90 

74.03 

15.00 

11.10 

0.0020 

0.0072 

15.97 

90 

74.03 

5.00 

3.70 

0.0015 

0.0302 

16.69 

90 

73.31 

5.00 

3.67 

0.0015 

0.0496 

13.82 

100 

86.18 

5.00 

4.31 

0.0015 

0.0302 

17.23 

100 

82.77 

15.00 

12.42 

0.0020 

0.0102 

12.61 

120 

107.39 

20.00 

21.48 

0.0150 

0.4728 

12.61 

100 

87.39 

5.00 

4.37 

0.0015 

0.0004 

12.61 

120 

107.39 

20.00 

21.48 

0.0150 

0.5296 

11.74 

100 

88.26 

5.00 

4.41 

0.0015 

0.0014 

11.74 

120 

108.26 

20.00 

21.65 

0.0150 

0.4756 

11.74 

100 

88.26 

5.00 

4.41 

0.0015 

0.0038 

11.74 

120 

108.26 

20.00 

21.65 

0.0150 

0.5557 

11.34 

100 

88.66 

5.00 

4.43 

0.0015 

0.0197 

19.17 

60 

40.83 

20.00 

8.17 

0.0150 

1.9745 

19.17 

90 

70.83 

5.00 

3.54 

0.0015 

0.0206 

19.17 

60 

40.83 

20.00 

8.17 

0.0150 

0.4514 

12.39 

60 

47.61 

20.00 

9.52 

0.0150 

0.2968 

12.39 

80 

67.61 

5.00 

3.38 

0.0015 

0.0007 

12.39 

60 

47.61 

20.00 

9.52 

0.0150 

0.2121 

12.39 

80 

67.61 

5.00 

3.38 

0.0015 

0.0009 

22.51 

90 

67.49 

20.00 

13.50 

0.0150 

0.2264 

21.51 

60 

38.49 

20.00 

7.70 

0.0150 

0.0979 

12.34 

120 

107.66 

20.00 

21.53 

0.0150 

0.0678 












































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Limestone 


Phyllite & Schist 


Limestone 


Older Alluvium 


Quartzite 


Shale 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Shale 


Quartzite 


Shale 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Limestone 


Older Alluvium 


Limestone 


Quartzite 


Limestone 


Quartzite 


Limestone 


Limestone 


Limestone 


Older Alluvium 


Older Alluvium 


Limestone 


Older Alluvium 


Quartzite 


Limestone 


Older Alluvium 


Quartzite 


Older Alluvium 


Shale 


Older Alluvium 


Limestone 


Limestone 


Limestone 


Phyllite & Schist 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.34 

100 

87.66 

5.00 

4.38 

0.0015 

0.0006 

12.34 

120 

107.66 

20.00 

21.53 

0.0150 

0.0526 

12.34 

100 

87.66 

5.00 

4.38 

0.0015 

0.0179 

20.04 

60 

39.97 

20.00 

7.99 

0.0150 

0.6561 

13.45 

80 

66.55 

15.00 

9.98 

0.0020 

0.0313 

13.45 

80 

66.55 

5.00 

3.33 

0.0015 

0.0018 

13.45 

80 

66.55 

15.00 

9.98 

0.0020 

0.1443 

13.45 

60 

46.55 

20.00 

9.31 

0.0150 

0.0324 

16.03 

90 

73.97 

5.00 

3.70 

0.0015 

0.0101 

16.03 

90 

73.97 

5.00 

3.70 

0.0015 

0.0006 

18.05 

60 

41.95 

20.00 

8.39 

0.0150 

0.5156 

22.03 

60 

37.97 

20.00 

7.59 

0.0150 

0.2905 

13.09 

60 

46.91 

20.00 

9.38 

0.0150 

0.0899 

13.09 

90 

76.91 

5.00 

3.85 

0.0015 

0.0170 

11.01 

120 

108.99 

20.00 

21.80 

0.0150 

0.2478 

11.01 

100 

88.99 

5.00 

4.45 

0.0015 

0.0366 

11.04 

80 

68.96 

5.00 

3.45 

0.0015 

0.0084 

11.04 

60 

48.96 

20.00 

9.79 

0.0150 

0.0280 

11.04 

80 

68.96 

5.00 

3.45 

0.0015 

0.0410 

18.72 

120 

101.28 

20.00 

20.26 

0.0150 

0.2508 

19.84 

60 

40.16 

20.00 

8.03 

0.0150 

0.1922 

14.08 

100 

85.92 

5.00 

4.30 

0.0015 

0.0460 

17.19 

90 

72.81 

5.00 

3.64 

0.0015 

0.0003 

15.94 

90 

74.06 

5.00 

3.70 

0.0015 

0.0443 

15.94 

90 

74.06 

5.00 

3.70 

0.0015 

0.0388 

20.37 

100 

79.63 

5.00 

3.98 

0.0015 

0.0079 

20.37 

100 

79.63 

5.00 

3.98 

0.0015 

0.0033 

22.45 

60 

37.55 

20.00 

7.51 

0.0150 

0.0002 

21.30 

60 

38.70 

20.00 

7.74 

0.0150 

0.7925 

14.52 

100 

85.48 

5.00 

4.27 

0.0015 

0.0246 

15.01 

100 

84.99 

15.00 

12.75 

0.0020 

0.0002 

15.01 

120 

104.99 

20.00 

21.00 

0.0150 

0.5258 

13.55 

100 

86.45 

15.00 

12.97 

0.0020 

0.0349 

13.55 

90 

76.45 

5.00 

3.82 

0.0015 

0.0412 

15.01 

100 

84.99 

15.00 

12.75 

0.0020 

0.0231 

15.01 

90 

74.99 

5.00 

3.75 

0.0015 

0.0044 

17.11 

90 

72.89 

15.00 

10.93 

0.0020 

0.0687 

18.79 

90 

71.21 

15.00 

10.68 

0.0020 

0.0239 

13.81 

100 

86.19 

15.00 

12.93 

0.0020 

0.0028 

13.81 

120 

106.19 

20.00 

21.24 

0.0150 

1.5709 

13.81 

120 

106.19 

20.00 

21.24 

0.0150 

0.8154 

18.33 

90 

71.67 

15.00 

10.75 

0.0020 

0.0767 

18.33 

60 

41.67 

20.00 

8.33 

0.0150 

0.5345 

15.64 

90 

74.36 

5.00 

3.72 

0.0015 

0.0222 

17.52 

90 

72.48 

15.00 

10.87 

0.0020 

0.0683 

17.52 

60 

42.48 

20.00 

8.50 

0.0150 

0.0022 

14.30 

90 

75.70 

5.00 

3.78 

0.0015 

0.0001 

16.27 

60 

43.73 

20.00 

8.75 

0.0150 

0.5758 

16.27 

90 

73.73 

5.00 

3.69 

0.0015 

0.0020 

21.09 

60 

38.91 

20.00 

7.78 

0.0150 

0.9874 

21.72 

80 

58.28 

15.00 

8.74 

0.0020 

0.0119 

21.72 

80 

58.28 

15.00 

8.74 

0.0020 

0.0129 

18.83 

90 

71.18 

15.00 

10.68 

0.0020 

0.0009 

11.13 

80 

68.87 

5.00 

3.44 

0.0015 

0.0128 

11.13 

80 

68.87 

5.00 

3.44 

0.0015 

0.0119 























































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Limestone 


Limestone 


Older Alluvium 


Quartzite 


Quartzite 


Quartzite 


Shale 


Older Alluvium 


Quartzite 


Limestone 


Limestone 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Limestone 


Limestone 


Older Alluvium 


Quartzite 


Shale 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Limestone 


Older Alluvium 


Older Alluvium 


Limestone 


Limestone 


Older Alluvium 


Limestone 


Phyllite & Schist 


Phyllite & Schist 


Limestone 


Quartzite 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Quartzite 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Quartzite 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

22.98 

80 

57.02 

15.00 

8.55 

0.0020 

0.0149 

22.98 

80 

57.02 

15.00 

8.55 

0.0020 

0.0208 

20.70 

60 

39.30 

20.00 

7.86 

0.0150 

0.2926 

16.26 

90 

73.74 

5.00 

3.69 

0.0015 

0.0460 

13.22 

90 

76.78 

5.00 

3.84 

0.0015 

0.0230 

15.94 

90 

74.06 

5.00 

3.70 

0.0015 

0.0002 

15.94 

90 

74.06 

5.00 

3.70 

0.0015 

0.0118 

12.52 

120 

107.48 

20.00 

21.50 

0.0150 

0.0029 

12.52 

90 

77.48 

5.00 

3.87 

0.0015 

0.0000 

13.36 

80 

66.64 

15.00 

10.00 

0.0020 

0.0002 

14.47 

100 

85.53 

15.00 

12.83 

0.0020 

0.0054 

14.47 

120 

105.53 

20.00 

21.11 

0.0150 

0.6210 

14.47 

120 

105.53 

20.00 

21.11 

0.0150 

0.0405 

13.63 

80 

66.37 

5.00 

3.32 

0.0015 

0.0010 

14.18 

100 

85.82 

5.00 

4.29 

0.0015 

0.0106 

11.68 

80 

68.32 

5.00 

3.42 

0.0015 

0.0040 

11.68 

80 

68.32 

5.00 

3.42 

0.0015 

0.0253 

20.33 

90 

69.67 

20.00 

13.93 

0.0150 

0.2955 

18.46 

80 

61.54 

15.00 

9.23 

0.0020 

0.0142 

18.46 

80 

61.54 

15.00 

9.23 

0.0020 

0.0341 

17.24 

60 

42.76 

20.00 

8.55 

0.0150 

0.6185 

17.24 

90 

72.76 

5.00 

3.64 

0.0015 

0.0059 

17.24 

90 

72.76 

5.00 

3.64 

0.0015 

0.0073 

21.44 

60 

38.56 

20.00 

7.71 

0.0150 

1.1499 

12.04 

80 

67.96 

5.00 

3.40 

0.0015 

0.0042 

12.04 

80 

67.96 

5.00 

3.40 

0.0015 

0.0096 

19.68 

60 

40.32 

20.00 

8.06 

0.0150 

0.2522 

18.22 

90 

71.78 

15.00 

10.77 

0.0020 

0.0020 

18.22 

60 

41.78 

20.00 

8.36 

0.0150 

0.2087 

14.30 

120 

105.70 

20.00 

21.14 

0.0150 

1.3661 

13.40 

80 

66.60 

15.00 

9.99 

0.0020 

0.0241 

13.40 

80 

66.60 

15.00 

9.99 

0.0020 

0.0011 

20.41 

60 

39.59 

20.00 

7.92 

0.0150 

0.0980 

13.18 

80 

66.82 

15.00 

10.02 

0.0020 

0.0000 

16.21 

100 

83.79 

5.00 

4.19 

0.0015 

0.0146 

16.21 

100 

83.79 

5.00 

4.19 

0.0015 

0.0003 

14.93 

100 

85.07 

15.00 

12.76 

0.0020 

0.0896 

14.93 

90 

75.07 

5.00 

3.75 

0.0015 

0.0153 

22.20 

90 

67.80 

20.00 

13.56 

0.0150 

0.2613 

14.65 

100 

85.35 

5.00 

4.27 

0.0015 

0.0462 

19.36 

100 

80.64 

5.00 

4.03 

0.0015 

0.0012 

15.61 

100 

84.39 

5.00 

4.22 

0.0015 

0.0096 

10.09 

120 

109.91 

20.00 

21.98 

0.0150 

0.2360 

10.09 

100 

89.91 

5.00 

4.50 

0.0015 

0.0015 

20.54 

60 

39.46 

20.00 

7.89 

0.0150 

1.2939 

20.54 

90 

69.46 

5.00 

3.47 

0.0015 

0.0033 

20.81 

60 

39.19 

20.00 

7.84 

0.0150 

0.9262 

14.68 

100 

85.32 

5.00 

4.27 

0.0015 

0.0011 

12.84 

100 

87.16 

5.00 

4.36 

0.0015 

0.0003 

12.33 

100 

87.67 

5.00 

4.38 

0.0015 

0.0273 

13.99 

90 

76.01 

5.00 

3.80 

0.0015 

0.0141 

11.11 

120 

108.89 

4.00 

4.36 

0.0018 

0.0185 

15.75 

150 

134.25 

5.00 

6.71 

0.0015 

0.0560 

15.75 

120 

104.25 

4.00 

4.17 

0.0018 

0.0142 

13.07 

120 

106.93 

4.00 

4.28 

0.0018 

0.0011 
















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Gneisses(B.G.C.) 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

15.13 

150 

134.87 

5.00 

6.74 

0.0015 

0.0400 

15.14 

60 

44.86 

20.00 

8.97 

0.0150 

0.2588 

7.60 

120 

112.40 

4.00 

4.50 

0.0018 

0.0367 

10.04 

120 

109.96 

4.00 

4.40 

0.0018 

0.0033 

12.99 

90 

77.01 

5.00 

3.85 

0.0015 

0.0156 

10.56 

120 

109.44 

4.00 

4.38 

0.0018 

0.0551 

9.96 

120 

110.04 

4.00 

4.40 

0.0018 

0.0148 

9.01 

120 

110.99 

4.00 

4.44 

0.0018 

0.0142 

9.24 

120 

110.76 

4.00 

4.43 

0.0018 

0.0848 

10.34 

90 

79.66 

5.00 

3.98 

0.0015 

0.0023 

9.92 

120 

110.08 

4.00 

4.40 

0.0018 

0.0118 

12.64 

120 

107.36 

4.00 

4.29 

0.0018 

0.0002 

12.64 

120 

107.36 

4.00 

4.29 

0.0018 

0.0104 

12.99 

120 

107.01 

4.00 

4.28 

0.0018 

0.0642 

9.58 

120 

110.42 

4.00 

4.42 

0.0018 

0.0265 

13.40 

120 

106.60 

4.00 

4.26 

0.0018 

0.0031 

10.20 

150 

139.80 

5.00 

6.99 

0.0015 

0.0125 

10.20 

120 

109.80 

4.00 

4.39 

0.0018 

0.0227 

8.89 

120 

111.11 

4.00 

4.44 

0.0018 

0.0211 

9.68 

120 

110.32 

4.00 

4.41 

0.0018 

0.0147 

13.22 

150 

136.78 

5.00 

6.84 

0.0015 

0.1488 

13.22 

120 

106.78 

4.00 

4.27 

0.0018 

0.0029 

11.58 

120 

108.42 

4.00 

4.34 

0.0018 

0.0248 

13.39 

120 

106.61 

4.00 

4.26 

0.0018 

0.0061 

13.39 

120 

106.61 

4.00 

4.26 

0.0018 

0.0206 

15.48 

150 

134.52 

5.00 

6.73 

0.0015 

0.0191 

15.24 

120 

104.76 

4.00 

4.19 

0.0018 

0.0011 

15.24 

120 

104.76 

4.00 

4.19 

0.0018 

0.0028 

11.21 

120 

108.79 

4.00 

4.35 

0.0018 

0.0646 

10.18 

150 

139.82 

5.00 

6.99 

0.0015 

0.0630 

10.37 

120 

109.63 

4.00 

4.39 

0.0018 

0.0114 

10.36 

120 

109.64 

4.00 

4.39 

0.0018 

0.0210 

10.06 

120 

109.94 

4.00 

4.40 

0.0018 

0.0223 

8.69 

60 

51.31 

10.00 

5.13 

0.0015 

0.0040 

8.69 

60 

51.31 

10.00 

5.13 

0.0015 

0.0001 

11.46 

120 

108.54 

4.00 

4.34 

0.0018 

0.0000 

14.54 

60 

45.46 

20.00 

9.09 

0.0150 

0.3485 

14.51 

150 

135.49 

5.00 

6.77 

0.0015 

0.0287 

16.33 

90 

73.67 

5.00 

3.68 

0.0015 

0.0538 

13.50 

120 

106.50 

4.00 

4.26 

0.0018 

0.0988 

15.10 

120 

104.90 

4.00 

4.20 

0.0018 

0.0274 

10.16 

120 

109.84 

4.00 

4.39 

0.0018 

0.0127 

9.42 

90 

80.58 

5.00 

4.03 

0.0015 

0.0125 

9.45 

120 

110.55 

4.00 

4.42 

0.0018 

0.0286 

14.15 

120 

105.86 

4.00 

4.23 

0.0018 

0.0343 

10.84 

90 

79.16 

5.00 

3.96 

0.0015 

0.0017 

9.30 

50 

40.70 

20.00 

8.14 

0.0150 

0.0034 

9.30 

90 

80.70 

5.00 

4.03 

0.0015 

0.0075 

10.67 

120 

109.33 

4.00 

4.37 

0.0018 

0.0251 

10.34 

90 

79.66 

5.00 

3.98 

0.0015 

0.0169 

12.79 

120 

107.21 

4.00 

4.29 

0.0018 

0.0063 

14.88 

120 

105.12 

4.00 

4.20 

0.0018 

0.0021 

14.88 

120 

105.12 

4.00 

4.20 

0.0018 

0.0013 

14.88 

120 

105.12 

4.00 

4.20 

0.0018 

0.0508 

13.60 

120 

106.40 

4.00 

4.26 

0.0018 

0.0078 












































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Beermiyas 


Beesalpur 


Bekli 


Belwa 


Berada Ki Jhonpariya 


Beri 


Bhagunagar 


Bhagwan Pura 


Bhagwanpura 



Bhairoon Khera 


Bhanwar Thala 


Bharkiya @ Bithalpura 


Bharni Kalan 


Bharni Khurd 


Bhawani Singh Ka Khera 


Bhawanipura 


Bheelri 


Bheempura 


Bheewarawas 


Bhojgarh 


Bhojpur 


Bhunwar 


Bhuwana Teja Ka Bara 


Bigod 


Bihara 


Bilaspura 


Bindi 


Birdhol 


Bishniya 


Bisundani 


Borda 


Botunda 


Boyara 


Chainpuriya @ Theekariya 


Chalaniya 


Chand Thali 


Chandpura 


Chatarpura 


Chawand Khera 


Chawandiya 


Cheetiwas 


Census Code 


0824000902894700 


0822000602659500 


0824001002922300 


0824000902890100 


0824000902897000 


0824001002910800 


0824001002921600 


0824000902894200 


0824000902885700 


0824000902887800 


0824001002911400 


0824000902896900 


0824001002915200 


0824000902886900 


0822000602659600 


0824000902894900 


0824001002912400 


0824001002915000 


0824001102932900 


0824001002913000 


0824001002910100 


0824001002903400 


0822000602662200 


0824001002922600 


0824000302824300 


0824001002908100 


0824001002912800 


0824001102933600 


0824001002903700 


0824000902885600 


0824001002909000 


0824000902890900 


0824000902886200 


0821000902586300 


0824000902888400 


0822000502657900 


0822000602662700 


0824001102933300 


0824000302823300 


0821000902584000 


0824001102926100 


0824000902891900 


0824000902886500 


0824001102929600 


0821000902587200 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Command 

Phyllite & Schist 



5.45 Fresh 


3.58 Fresh 


3.65 Fresh 


3.38 Fresh 


0.48 Fresh 


3.82 Fresh 


4.46 Fresh 


1.98 Fresh 


1.99 Fresh 


7.22 Fresh 


1.31 Fresh 


7.13 Fresh 


1.85 Fresh 


4.01 Fresh 


4.50 Fresh 


6.18 Fresh 


1.84 Fresh 


4.98 Fresh 


0.85 Fresh 


10.48 Fresh 


7.32 Fresh 


0.52 Fresh 


8.03 Fresh 


8.01 Fresh 


3.11 Fresh 


2.27 Fresh 


6.35 Fresh 


15.86 Fresh 


7.55 Fresh 



6.68 Fresh 


22.16 Fresh 


9.81 Fresh 


3.01 Fresh 


11.26 Fresh 


5.78 Fresh 


1.34 Fresh 


4.11 Fresh 


2.24 Fresh 


1.90 Fresh 


4.93 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Older Alluvium 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

15.43 

150 

134.57 

5.00 

6.73 

0.0015 

0.0239 

11.57 

90 

78.43 

5.00 

3.92 

0.0015 

0.0115 

10.18 

120 

109.82 

4.00 

4.39 

0.0018 

0.0048 

8.67 

150 

141.33 

5.00 

7.07 

0.0015 

0.0298 

14.27 

120 

105.73 

4.00 

4.23 

0.0018 

0.0089 

14.27 

120 

105.73 

4.00 

4.23 

0.0018 

0.0086 

8.56 

120 

111.44 

4.00 

4.46 

0.0018 

0.0437 

9.79 

120 

110.21 

4.00 

4.41 

0.0018 

0.0267 

14.99 

150 

135.02 

5.00 

6.75 

0.0015 

0.0370 

14.28 

120 

105.72 

4.00 

4.23 

0.0018 

0.0178 

12.35 

120 

107.66 

4.00 

4.31 

0.0018 

0.0037 

10.80 

120 

109.20 

4.00 

4.37 

0.0018 

0.0300 

14.81 

120 

105.19 

4.00 

4.21 

0.0018 

0.0121 

14.81 

120 

105.19 

4.00 

4.21 

0.0018 

0.0193 

11.00 

120 

109.00 

4.00 

4.36 

0.0018 

0.0149 

8.83 

120 

111.17 

4.00 

4.45 

0.0018 

0.0159 

12.83 

90 

77.17 

5.00 

3.86 

0.0015 

0.0281 

15.14 

150 

134.86 

5.00 

6.74 

0.0015 

0.0132 

10.88 

120 

109.12 

4.00 

4.36 

0.0018 

0.0559 

10.79 

120 

109.21 

4.00 

4.37 

0.0018 

0.0145 

15.19 

120 

104.81 

4.00 

4.19 

0.0018 

0.0155 

15.19 

120 

104.81 

4.00 

4.19 

0.0018 

0.0058 

10.71 

120 

109.29 

4.00 

4.37 

0.0018 

0.0354 

11.61 

120 

108.39 

4.00 

4.34 

0.0018 

0.0482 

10.63 

60 

49.37 

20.00 

9.87 

0.0150 

0.2323 

9.78 

90 

80.22 

5.00 

4.01 

0.0015 

0.0166 

10.15 

120 

109.85 

4.00 

4.39 

0.0018 

0.0053 

14.62 

150 

135.38 

5.00 

6.77 

0.0015 

0.0544 

14.62 

120 

105.38 

4.00 

4.22 

0.0018 

0.0389 

13.95 

120 

106.05 

4.00 

4.24 

0.0018 

0.0370 

11.45 

120 

108.55 

4.00 

4.34 

0.0018 

0.0041 

14.91 

120 

105.09 

4.00 

4.20 

0.0018 

0.0465 

12.25 

60 

47.75 

20.00 

9.55 

0.0150 

1.0432 

12.25 

120 

107.75 

4.00 

4.31 

0.0018 

0.0056 

10.79 

120 

109.21 

4.00 

4.37 

0.0018 

0.0243 

16.03 

60 

43.97 

20.00 

8.79 

0.0150 

0.2994 

13.18 

150 

136.82 

5.00 

6.84 

0.0015 

0.0296 

13.18 

120 

106.82 

4.00 

4.27 

0.0018 

0.0266 

9.15 

120 

110.85 

4.00 

4.43 

0.0018 

0.1265 

10.12 

60 

49.88 

10.00 

4.99 

0.0015 

0.0028 

10.12 

60 

49.88 

10.00 

4.99 

0.0015 

0.0078 

13.54 

150 

136.46 

5.00 

6.82 

0.0015 

0.0036 

13.54 

120 

106.46 

4.00 

4.26 

0.0018 

0.0343 

11.80 

120 

108.20 

4.00 

4.33 

0.0018 

0.0512 

11.37 

90 

78.63 

5.00 

3.93 

0.0015 

0.0073 

10.39 

50 

39.61 

20.00 

7.92 

0.0150 

0.5966 

10.39 

90 

79.61 

5.00 

3.98 

0.0015 

0.0286 

15.07 

120 

104.93 

4.00 

4.20 

0.0018 

0.0223 

12.12 

120 

107.88 

4.00 

4.32 

0.0018 

0.0087 

9.27 

60 

50.73 

10.00 

5.07 

0.0015 

0.0001 

9.26 

120 

110.74 

4.00 

4.43 

0.0018 

0.0081 

12.29 

150 

137.71 

5.00 

6.89 

0.0015 

0.0424 

8.27 

120 

111.73 

4.00 

4.47 

0.0018 

0.0181 

12.27 

120 

107.73 

4.00 

4.31 

0.0018 

0.0032 

13.36 

60 

46.64 

10.00 

4.66 

0.0015 

0.0345 











































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Chhabariya 


Chhaga Ka Jhoonpara 


Chhaprel 


Chhatiya 


Chhatri 


Chhitarpura 


Chhitarsingh Ji Ka Khera 


Chhjelon Ka Khera 


Chodhariyas @ Gega Ka Khera 


Chohli 


Chosla 


Dabar Khurd 


Dabarkalan 


Dalwasa 


Danji Ka Khera 


Danpura 


Dantra 


Deo Kheri 


Deokheri 


Deoli 


Deoli Urban 


Deopur 


Deopuriya 


Deora 


Deoriya 


Deotalai 


Devi Singh Ka Khera 


Dhagariya 


Dhamniya 


Dhandh Ka Khera 


Dhandhola 


Dhanirada 


Dhanwara 


Dhayalon Ka Khera 


Dhokliya 


Dhunwala 


Census Code 


0824001002912900 


0824001002908300 


0824000902889700 


0824001002916200 


0822000602661100 


0824001002921500 


0824000902887400 


0824001002908500 


0824000902896000 


0824000902895500 


0821000902584100 


0822000602660100 


0822000602660900 


0822000602660000 


0824001102931600 


0824001002919800 


0824000902888100 


0824000902886100 


0821000902583800 


0822000602662800 


0824000902898500 


0822000642206000 


0824001102933200 


0824001002914500 


0824001102929100 


0824001002912200 


0824000902898900 


0824000902889800 


0824001102936500 


0824001002910000 


0824001102927800 


0824000902888800 


0824001002908600 


0824001002921400 


0824000902887100 


0824000902894300 


0824000902893500 


0824001002905000 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Older Alluvium 


1.61 Fresh 


1.86 Fresh 


2.40 Fresh 


2.49 Fresh 


2.69 Fresh 


13.04 Fresh 


3.94 Fresh 


20.38 Fresh 


8.10 Fresh 


4.42 Fresh 


1.43 Fresh 


17.04 Fresh 



2.03 Fresh 


4.50 Fresh 


9.50 Fresh 


11.77 Fresh 


14.86 Fresh 


2.49 Fresh 



2.04 Fresh 


0.78 Fresh 


4.68 Fresh 


3.10 Fresh 


3.22 Fresh 


0.96 Fresh 


5.02 Fresh 


9.35 Fresh 


5.66 Fresh 


11.32 Fresh 


0.91 Fresh 


3.80 Fresh 


2.99 Fresh 


8.77 Fresh 


10.71 Fresh 



Doudawas 


Eklinghpura 


Fateh Garh 


Fatehpur 


0822000602661200 


0824000902888700 


0824000902892900 


0824001002916100 


6.48 Fresh 


1.63 Fresh 


3.25 Fresh 


4.85 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.47 

120 

108.53 

4.00 

4.34 

0.0018 

0.0258 

15.16 

120 

104.84 

4.00 

4.19 

0.0018 

0.0017 

8.93 

150 

141.07 

5.00 

7.05 

0.0015 

0.0424 

10.19 

120 

109.81 

4.00 

4.39 

0.0018 

0.0065 

9.44 

50 

40.56 

20.00 

8.11 

0.0150 

0.1031 

9.44 

90 

80.56 

5.00 

4.03 

0.0015 

0.0456 

9.72 

120 

110.28 

4.00 

4.41 

0.0018 

0.0128 

10.78 

120 

109.22 

4.00 

4.37 

0.0018 

0.0146 

16.04 

120 

103.96 

4.00 

4.16 

0.0018 

0.0178 

15.26 

120 

104.74 

4.00 

4.19 

0.0018 

0.0010 

10.33 

120 

109.67 

4.00 

4.39 

0.0018 

0.0013 

10.33 

120 

109.67 

4.00 

4.39 

0.0018 

0.0194 

9.51 

60 

50.49 

10.00 

5.05 

0.0015 

0.0717 

10.26 

90 

79.74 

5.00 

3.99 

0.0015 

0.0236 

9.50 

50 

40.50 

20.00 

8.10 

0.0150 

1.3955 

9.50 

90 

80.50 

5.00 

4.03 

0.0015 

0.0277 

12.30 

90 

77.70 

5.00 

3.89 

0.0015 

0.0472 

13.09 

120 

106.91 

4.00 

4.28 

0.0018 

0.0241 

10.16 

120 

109.84 

4.00 

4.39 

0.0018 

0.0113 

7.83 

150 

142.17 

5.00 

7.11 

0.0015 

0.0941 

7.83 

120 

112.17 

4.00 

4.49 

0.0018 

0.0664 

12.37 

150 

137.63 

5.00 

6.88 

0.0015 

0.0209 

12.37 

120 

107.63 

4.00 

4.31 

0.0018 

0.0024 

13.40 

120 

106.60 

4.00 

4.26 

0.0018 

0.0152 

10.15 

60 

49.85 

10.00 

4.98 

0.0015 

0.0013 

9.81 

90 

80.19 

5.00 

4.01 

0.0015 

0.0571 

14.34 

150 

135.66 

5.00 

6.78 

0.0015 

0.0057 

9.71 

90 

80.29 

5.00 

4.01 

0.0015 

0.0816 

15.10 

120 

104.90 

4.00 

4.20 

0.0018 

0.0010 

15.10 

120 

104.90 

4.00 

4.20 

0.0018 

0.0126 

9.34 

50 

40.66 

20.00 

8.13 

0.0150 

0.6870 

9.34 

90 

80.66 

5.00 

4.03 

0.0015 

0.0246 

11.20 

120 

108.80 

4.00 

4.35 

0.0018 

0.0151 

12.02 

120 

107.98 

4.00 

4.32 

0.0018 

0.0006 

10.94 

120 

109.06 

4.00 

4.36 

0.0018 

0.0367 

15.45 

150 

134.55 

5.00 

6.73 

0.0015 

0.0313 

9.84 

150 

140.16 

5.00 

7.01 

0.0015 

0.0339 

14.15 

120 

105.85 

4.00 

4.23 

0.0018 

0.0018 

10.54 

120 

109.46 

4.00 

4.38 

0.0018 

0.0395 

13.08 

120 

106.92 

4.00 

4.28 

0.0018 

0.0323 

13.08 

120 

106.92 

4.00 

4.28 

0.0018 

0.0338 

11.88 

120 

108.12 

4.00 

4.32 

0.0018 

0.0440 

15.48 

120 

104.52 

4.00 

4.18 

0.0018 

0.0835 

9.85 

120 

110.15 

4.00 

4.41 

0.0018 

0.0072 

10.66 

120 

109.34 

4.00 

4.37 

0.0018 

0.0299 

15.64 

150 

134.36 

5.00 

6.72 

0.0015 

0.0302 

14.73 

150 

135.27 

5.00 

6.76 

0.0015 

0.0667 

10.83 

60 

49.17 

20.00 

9.83 

0.0150 

0.6175 

10.83 

120 

109.17 

4.00 

4.37 

0.0018 

0.0513 

13.40 

120 

106.60 

4.00 

4.26 

0.0018 

0.0017 

13.40 

120 

106.60 

4.00 

4.26 

0.0018 

0.0239 

10.78 

90 

79.22 

5.00 

3.96 

0.0015 

0.0385 

8.23 

120 

111.77 

4.00 

4.47 

0.0018 

0.0072 

12.65 

150 

137.35 

5.00 

6.87 

0.0015 

0.0335 

10.19 

120 

109.81 

4.00 

4.39 

0.0018 

0.0384 








































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone (Fresh 
/ Saline) 



Fatta Ka Khera 


Gadari Khera 


Gadoli 


Gadri Khera 


Gandher 


Gandheri 


Ganeshpura 


Ganeshpura Ji Ka Khera 


Gangithala 


Gaonri 


Garh Bodiya 


Gehuli 


0824001002920600 


0824000902891500 


0824001002906900 


0824000902889300 


0824001002903500 


0824000902896700 


0824000902886300 


0824001002908800 


0824001002913100 


0824001002904400 


0822000602662000 


0824001002920300 


0824000902897200 


Girdiya 


Girwarpura 


Godam Dag Ka Bara 


Goga Ka Khera 


Gogas 


Gokalpura 


Gokulpura 


Golbari 


Goojar Khera 


Gopalpura 


Gopipura 


Gora Ka Khera 


Goram Garh 


Gordha 


Goth 


Gothra 


Govindpura 


Gudar Khera @ Dookiyon Ka Khera 


Gudliya 


Gula Ka Khera 


Gulabpura 


Gulgoan 


Gurha 


Hadola Chak 


Hajiwas 


Hansera 


Hanumannagar 


Hari Singh Ka Khera @ Nathawaton K 


0824000302823500 


0821000902584700 


0824001002916600 


0824001002914200 


0824000902897800 


0824000802874500 


0824001002909900 


0824000902887500 


0824000902896600 


0824001102932400 


0824001002916800 


0824000902894800 


0824001002907100 


0821000902586200 


0824001102937500 


0824000902899200 


0824001102926900 


0824000902896100 


0824000902891200 


0824000902887900 


0824000902894500 


0824001002910200 


0824001102939600 


0824001002916300 


0824001002911800 


0824000902895200 


0824001002921200 


0824001002905700 


0824001102927400 


2.32 Fresh 


1.88 Fresh 


5.68 Fresh 


2.85 Fresh 


13.18 Fresh 


2.47 Fresh 


5.42 Fresh 


1.31 Fresh 



3.68 Fresh 


10.14 Fresh 


12.07 Fresh 


1.50 Fresh 


3.53 Fresh 




1.30 Fresh 


2.17 Fresh 


5.41 Fresh 


3.97 Fresh 


1.78 Fresh 


1.68 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Older Alluvium 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.43 

150 

137.57 

5.00 

6.88 

0.0015 

0.0004 

12.43 

120 

107.57 

4.00 

4.30 

0.0018 

0.0164 

10.25 

120 

109.75 

4.00 

4.39 

0.0018 

0.0184 

14.78 

150 

135.22 

5.00 

6.76 

0.0015 

0.0190 

13.55 

120 

106.45 

4.00 

4.26 

0.0018 

0.0319 

10.20 

150 

139.80 

5.00 

6.99 

0.0015 

0.0299 

11.44 

60 

48.56 

20.00 

9.71 

0.0150 

1.2108 

11.44 

120 

108.56 

4.00 

4.34 

0.0018 

0.0381 

15.03 

120 

104.97 

4.00 

4.20 

0.0018 

0.0186 

6.34 

120 

113.66 

4.00 

4.55 

0.0018 

0.0443 

16.45 

60 

43.55 

20.00 

8.71 

0.0150 

0.1572 

16.45 

120 

103.55 

4.00 

4.14 

0.0018 

0.0008 

13.63 

120 

106.37 

4.00 

4.25 

0.0018 

0.0449 

13.63 

120 

106.37 

4.00 

4.25 

0.0018 

0.0004 

11.86 

120 

108.14 

4.00 

4.33 

0.0018 

0.0287 

14.30 

60 

45.70 

20.00 

9.14 

0.0150 

0.0882 

14.30 

120 

105.70 

4.00 

4.23 

0.0018 

0.0723 

11.09 

90 

78.91 

5.00 

3.95 

0.0015 

0.0098 

10.22 

120 

109.78 

4.00 

4.39 

0.0018 

0.0118 

11.69 

150 

138.31 

5.00 

6.92 

0.0015 

0.0295 

11.69 

120 

108.31 

4.00 

4.33 

0.0018 

0.0053 

11.02 

60 

48.98 

10.00 

4.90 

0.0015 

0.0852 

11.02 

60 

48.98 

10.00 

4.90 

0.0015 

0.0421 

10.39 

150 

139.61 

5.00 

6.98 

0.0015 

0.0122 

10.39 

120 

109.61 

4.00 

4.38 

0.0018 

0.0604 

11.98 

120 

108.02 

4.00 

4.32 

0.0018 

0.0612 

11.12 

60 

48.88 

10.00 

4.89 

0.0015 

0.0320 

10.81 

120 

109.19 

4.00 

4.37 

0.0018 

0.0051 

11.39 

120 

108.61 

4.00 

4.34 

0.0018 

0.0006 

15.35 

150 

134.65 

5.00 

6.73 

0.0015 

0.0392 

13.75 

150 

136.25 

5.00 

6.81 

0.0015 

0.0016 

10.81 

120 

109.19 

4.00 

4.37 

0.0018 

0.0417 

10.41 

120 

109.59 

4.00 

4.38 

0.0018 

0.0264 

15.29 

120 

104.71 

4.00 

4.19 

0.0018 

0.0018 

13.41 

120 

106.59 

4.00 

4.26 

0.0018 

0.0057 

10.19 

120 

109.81 

4.00 

4.39 

0.0018 

0.0135 

15.42 

150 

134.58 

5.00 

6.73 

0.0015 

0.0268 

14.48 

120 

105.52 

4.00 

4.22 

0.0018 

0.0092 

9.81 

90 

80.19 

5.00 

4.01 

0.0015 

0.0009 

13.40 

120 

106.60 

4.00 

4.26 

0.0018 

0.0077 

13.62 

150 

136.38 

5.00 

6.82 

0.0015 

0.0135 

10.97 

120 

109.03 

4.00 

4.36 

0.0018 

0.0167 

15.26 

120 

104.74 

4.00 

4.19 

0.0018 

0.0034 

15.08 

150 

134.92 

5.00 

6.75 

0.0015 

0.0114 

12.25 

120 

107.75 

4.00 

4.31 

0.0018 

0.0095 

13.83 

150 

136.17 

5.00 

6.81 

0.0015 

0.0241 

13.75 

120 

106.25 

4.00 

4.25 

0.0018 

0.0204 

13.34 

120 

106.66 

4.00 

4.27 

0.0018 

0.0131 

13.34 

120 

106.66 

4.00 

4.27 

0.0018 

0.0121 

10.25 

120 

109.75 

4.00 

4.39 

0.0018 

0.0103 

10.96 

120 

109.04 

4.00 

4.36 

0.0018 

0.0170 

10.02 

150 

139.98 

5.00 

7.00 

0.0015 

0.0568 

9.69 

120 

110.31 

4.00 

4.41 

0.0018 

0.0315 

10.14 

120 

109.86 

4.00 

4.39 

0.0018 

0.0000 

14.84 

120 

105.16 

4.00 

4.21 

0.0018 

0.0127 











































































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Older Alluvium 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

15.68 

120 

104.32 

4.00 

4.17 

0.0018 

0.0000 

11.08 

120 

108.92 

4.00 

4.36 

0.0018 

0.0128 

12.86 

150 

137.14 

5.00 

6.86 

0.0015 

0.0435 

12.00 

120 

108.00 

4.00 

4.32 

0.0018 

0.0156 

9.61 

120 

110.39 

4.00 

4.42 

0.0018 

0.0378 

14.13 

120 

105.87 

4.00 

4.23 

0.0018 

0.0071 

14.13 

120 

105.87 

4.00 

4.23 

0.0018 

0.0013 

13.17 

120 

106.83 

4.00 

4.27 

0.0018 

0.0285 

13.17 

120 

106.83 

4.00 

4.27 

0.0018 

0.0059 

12.42 

150 

137.58 

5.00 

6.88 

0.0015 

0.0334 

14.76 

60 

45.24 

20.00 

9.05 

0.0150 

0.4524 

14.23 

120 

105.77 

4.00 

4.23 

0.0018 

0.0089 

14.23 

120 

105.77 

4.00 

4.23 

0.0018 

0.0050 

10.96 

90 

79.04 

5.00 

3.95 

0.0015 

0.0036 

11.20 

120 

108.80 

4.00 

4.35 

0.0018 

0.0636 

9.02 

50 

40.98 

20.00 

8.20 

0.0150 

0.5276 

9.02 

90 

80.98 

5.00 

4.05 

0.0015 

0.0168 

13.51 

150 

136.49 

5.00 

6.82 

0.0015 

0.0369 

13.51 

120 

106.49 

4.00 

4.26 

0.0018 

0.0146 

10.91 

120 

109.09 

4.00 

4.36 

0.0018 

0.0134 

9.83 

120 

110.17 

4.00 

4.41 

0.0018 

0.0003 

11.80 

60 

48.20 

20.00 

9.64 

0.0150 

0.6606 

11.80 

120 

108.20 

4.00 

4.33 

0.0018 

0.0021 

14.74 

150 

135.26 

5.00 

6.76 

0.0015 

0.0224 

14.74 

120 

105.26 

4.00 

4.21 

0.0018 

0.0111 

12.11 

120 

107.89 

4.00 

4.32 

0.0018 

0.0167 

14.00 

60 

46.00 

20.00 

9.20 

0.0150 

1.7606 

14.00 

120 

106.00 

4.00 

4.24 

0.0018 

0.1354 

11.53 

120 

108.47 

4.00 

4.34 

0.0018 

0.0101 

12.93 

120 

107.07 

4.00 

4.28 

0.0018 

0.0049 

12.93 

120 

107.07 

4.00 

4.28 

0.0018 

0.0371 

14.11 

60 

45.89 

20.00 

9.18 

0.0150 

0.7072 

14.11 

120 

105.89 

4.00 

4.24 

0.0018 

0.0009 

10.79 

120 

109.21 

4.00 

4.37 

0.0018 

0.0025 

15.10 

120 

104.90 

4.00 

4.20 

0.0018 

0.0275 

15.10 

120 

104.90 

4.00 

4.20 

0.0018 

0.0016 

10.91 

120 

109.09 

4.00 

4.36 

0.0018 

0.0695 

13.28 

120 

106.72 

4.00 

4.27 

0.0018 

0.0106 

13.28 

120 

106.72 

4.00 

4.27 

0.0018 

0.0065 

12.32 

120 

107.68 

4.00 

4.31 

0.0018 

0.0008 

11.35 

60 

48.65 

10.00 

4.86 

0.0015 

0.0208 

11.35 

60 

48.65 

10.00 

4.86 

0.0015 

0.0034 

14.96 

150 

135.04 

5.00 

6.75 

0.0015 

0.0196 

10.54 

120 

109.46 

4.00 

4.38 

0.0018 

0.0264 

15.06 

150 

134.94 

5.00 

6.75 

0.0015 

0.0088 

15.06 

120 

104.94 

4.00 

4.20 

0.0018 

0.0227 

9.94 

120 

110.06 

4.00 

4.40 

0.0018 

0.0003 

14.43 

60 

45.57 

20.00 

9.11 

0.0150 

0.4484 

15.06 

60 

44.94 

10.00 

4.49 

0.0015 

0.0415 

15.48 

150 

134.52 

5.00 

6.73 

0.0015 

0.0118 

13.10 

120 

106.90 

4.00 

4.28 

0.0018 

0.0000 

10.81 

120 

109.19 

4.00 

4.37 

0.0018 

0.0297 

15.04 

150 

134.96 

5.00 

6.75 

0.0015 

0.0925 

15.04 

120 

104.96 

4.00 

4.20 

0.0018 

0.0059 

10.19 

120 

109.81 

4.00 

4.39 

0.0018 

0.0312 
















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Joraji Ka Khera 


Kabariya Kalan 


Kabariya Khurd 


Kachhola 


Kacholiya Kalan 


Kagson Ka Khera 


Kakroliya Ghati 


Kala Bhata 


Kalanara 


Kalera Kanwarji 


Kalsans 


Kalyan Pura 


Kalyanpura @ Haron Ka Khera 


Kanawaton Ka Khera 


Kanjar Colony 


Kankariya Khera 


Kanpura 


Kanti 


Kantichandpura 


Kanwaliyas 


Kaseer 


Kasiramji Ka Khera 


Katariyon Ka Khera 


Keriya 


Kesarpura 


Kesharpura 


Kesho Bilas 


Khachrol 


Khajoori 


Khakhiji Ka Khera 


Khakhunda 


Kham Ka Khera 


Khana Ka Khohala 


Khatwara 


Khayra 


Khejri 


Khema Ka Khera 


Kheri 


Kheri Khurd 


Kheroona 


Khjooriya Khera 


Kishangarh 


Census Code 


0824001002922200 


0824001102937900 


0824001102937800 


0824001102928300 


0824001102932000 



Zone (Fresh 
/ Saline) 


0824000302824000 


0824000902895600 


0824001002904700 


0822000602663300 


0821000902584200 


0824000402833000 


0824000902891000 


0824001102937100 


0824001002920500 


0824001002911700 


0824001002922500 


0824000902898700 


0824000902887700 


0822000602660300 


0824000902889400 


0822000602662400 


0824001102937700 


0824001102926400 


0824001102929300 


0824000902886400 


0824000902897100 


0824001002915100 


0824001002904900 


0824001102937300 


0824001002922700 


0824001102938300 


0824001102926600 


0824001102939900 


0824001002907000 


0824001102934200 


0824000802874100 


0821000902584500 


0824000902890700 


0824001002905400 


0824000902886000 


0824000302824500 


0824000902892800 


0824001002903800 


0824000902897900 


2.99 Fresh 


0.60 Fresh 


0.43 Fresh 


19.20 Fresh 


4.76 Fresh 



2.73 Fresh 


10.40 Fresh 


0.61 Fresh 


4.36 Fresh 


7.23 Fresh 


12.05 Fresh 


2.47 Fresh 


4.35 Fresh 


0.74 Fresh 


8.76 Fresh 


1.52 Fresh 


1.32 Fresh 


4.90 Fresh 


1.44 Fresh 


4.19 Fresh 


10.61 Fresh 


2.10 Fresh 


3.84 Fresh 


1.47 Fresh 


2.85 Fresh 


3.34 Fresh 


1.57 Fresh 


2.01 Fresh 


8.22 Fresh 


4.80 Fresh 


1.74 Fresh 


2.28 Fresh 


0.85 Fresh 


3.58 Fresh 


21.78 Fresh 


5.18 Fresh 


5.22 Fresh 


0.93 Fresh 


1.32 Fresh 


3.68 Fresh 


8.34 Fresh 


3.65 Fresh 


2.00 Fresh 


10.29 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Older Alluvium 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Older Alluvium 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Older Alluvium 

Non-command 

Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

10.15 

120 

109.85 

4.00 

4.39 

0.0018 

0.0236 

13.40 

120 

106.60 

4.00 

4.26 

0.0018 

0.0039 

13.40 

120 

106.60 

4.00 

4.26 

0.0018 

0.0033 

10.55 

120 

109.45 

4.00 

4.38 

0.0018 

0.1492 

13.31 

120 

106.69 

4.00 

4.27 

0.0018 

0.0198 

13.31 

120 

106.69 

4.00 

4.27 

0.0018 

0.0168 

13.39 

120 

106.61 

4.00 

4.26 

0.0018 

0.0188 

13.39 

120 

106.61 

4.00 

4.26 

0.0018 

0.0001 

14.15 

120 

105.85 

4.00 

4.23 

0.0018 

0.0208 

11.95 

120 

108.05 

4.00 

4.32 

0.0018 

0.0354 

11.95 

120 

108.05 

4.00 

4.32 

0.0018 

0.0384 

10.74 

120 

109.26 

4.00 

4.37 

0.0018 

0.0048 

10.07 

90 

79.93 

5.00 

4.00 

0.0015 

0.0179 

10.53 

60 

49.47 

10.00 

4.95 

0.0015 

0.0059 

10.53 

60 

49.47 

10.00 

4.95 

0.0015 

0.0477 

17.69 

150 

132.31 

5.00 

6.62 

0.0015 

0.0085 

13.20 

120 

106.80 

4.00 

4.27 

0.0018 

0.0190 

13.44 

120 

106.56 

4.00 

4.26 

0.0018 

0.0333 

10.19 

120 

109.81 

4.00 

4.39 

0.0018 

0.0059 

10.70 

120 

109.30 

4.00 

4.37 

0.0018 

0.0690 

10.18 

120 

109.82 

4.00 

4.39 

0.0018 

0.0000 

15.27 

150 

134.73 

5.00 

6.74 

0.0015 

0.0133 

10.81 

150 

139.19 

5.00 

6.96 

0.0015 

0.0325 

10.81 

120 

109.19 

4.00 

4.37 

0.0018 

0.0140 

11.90 

90 

78.10 

5.00 

3.91 

0.0015 

0.0084 

9.39 

150 

140.61 

5.00 

7.03 

0.0015 

0.0442 

9.10 

50 

40.90 

20.00 

8.18 

0.0150 

0.3046 

9.10 

90 

80.90 

5.00 

4.05 

0.0015 

0.0493 

13.40 

120 

106.60 

4.00 

4.26 

0.0018 

0.0161 

10.00 

120 

110.00 

4.00 

4.40 

0.0018 

0.0296 

11.72 

120 

108.28 

4.00 

4.33 

0.0018 

0.0019 

5.16 

120 

114.84 

4.00 

4.59 

0.0018 

0.0236 

13.18 

150 

136.82 

5.00 

6.84 

0.0015 

0.0002 

13.18 

120 

106.82 

4.00 

4.27 

0.0018 

0.0240 

11.06 

120 

108.94 

4.00 

4.36 

0.0018 

0.0120 

12.76 

60 

47.24 

20.00 

9.45 

0.0150 

0.1489 

12.76 

120 

107.24 

4.00 

4.29 

0.0018 

0.0074 

13.54 

120 

106.46 

4.00 

4.26 

0.0018 

0.0501 

10.16 

120 

109.84 

4.00 

4.39 

0.0018 

0.0380 

13.40 

120 

106.60 

4.00 

4.26 

0.0018 

0.0132 

10.22 

120 

109.78 

4.00 

4.39 

0.0018 

0.0011 

10.22 

120 

109.78 

4.00 

4.39 

0.0018 

0.0168 

12.85 

120 

107.15 

4.00 

4.29 

0.0018 

0.0051 

14.08 

120 

105.92 

4.00 

4.24 

0.0018 

0.0267 

13.77 

120 

106.23 

4.00 

4.25 

0.0018 

0.0010 

14.75 

150 

135.25 

5.00 

6.76 

0.0015 

0.0022 

10.75 

60 

49.25 

10.00 

4.92 

0.0015 

0.0385 

12.75 

150 

137.25 

5.00 

6.86 

0.0015 

0.0096 

9.60 

120 

110.40 

4.00 

4.42 

0.0018 

0.0102 

4.92 

120 

115.08 

4.00 

4.60 

0.0018 

0.0305 

13.40 

150 

136.60 

5.00 

6.83 

0.0015 

0.0024 

13.40 

120 

106.60 

4.00 

4.26 

0.0018 

0.0622 

13.15 

150 

136.85 

5.00 

6.84 

0.0015 

0.0375 

13.31 

60 

46.69 

20.00 

9.34 

0.0150 

0.2803 

15.01 

150 

134.99 

5.00 

6.75 

0.0015 

0.0201 









































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Older Alluvium 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

15.01 

120 

104.99 

4.00 

4.20 

0.0018 

0.0008 

10.17 

120 

109.83 

4.00 

4.39 

0.0018 

0.0040 

13.40 

120 

106.60 

4.00 

4.26 

0.0018 

0.0103 

14.61 

150 

135.39 

5.00 

6.77 

0.0015 

0.0644 

14.01 

150 

135.99 

5.00 

6.80 

0.0015 

0.0029 

11.99 

150 

138.01 

5.00 

6.90 

0.0015 

0.0031 

11.99 

120 

108.01 

4.00 

4.32 

0.0018 

0.0351 

15.58 

150 

134.42 

5.00 

6.72 

0.0015 

0.1558 

10.72 

120 

109.28 

4.00 

4.37 

0.0018 

0.0008 

12.98 

120 

107.02 

4.00 

4.28 

0.0018 

0.0038 

9.43 

90 

80.57 

5.00 

4.03 

0.0015 

0.0364 

15.10 

120 

104.90 

4.00 

4.20 

0.0018 

0.0634 

11.46 

60 

48.54 

10.00 

4.85 

0.0015 

0.0364 

11.46 

60 

48.54 

10.00 

4.85 

0.0015 

0.0286 

9.99 

120 

110.01 

4.00 

4.40 

0.0018 

0.0089 

14.49 

150 

135.51 

5.00 

6.78 

0.0015 

0.0544 

13.67 

120 

106.34 

4.00 

4.25 

0.0018 

0.0252 

10.17 

120 

109.83 

4.00 

4.39 

0.0018 

0.0237 

11.13 

120 

108.87 

4.00 

4.35 

0.0018 

0.0129 

13.26 

150 

136.74 

5.00 

6.84 

0.0015 

0.0260 

11.56 

120 

108.44 

4.00 

4.34 

0.0018 

0.0125 

12.64 

60 

47.36 

10.00 

4.74 

0.0015 

0.0057 

12.64 

60 

47.36 

10.00 

4.74 

0.0015 

0.0146 

16.80 

60 

43.20 

20.00 

8.64 

0.0150 

0.1875 

16.80 

120 

103.20 

4.00 

4.13 

0.0018 

0.0002 

11.51 

120 

108.49 

4.00 

4.34 

0.0018 

0.0136 

16.71 

120 

103.29 

4.00 

4.13 

0.0018 

0.0051 

13.81 

120 

106.19 

4.00 

4.25 

0.0018 

0.0247 

9.98 

120 

110.02 

4.00 

4.40 

0.0018 

0.0091 

10.82 

90 

79.18 

5.00 

3.96 

0.0015 

0.0000 

10.58 

120 

109.42 

4.00 

4.38 

0.0018 

0.0015 

10.69 

60 

49.31 

20.00 

9.86 

0.0150 

0.1352 

10.69 

120 

109.31 

4.00 

4.37 

0.0018 

0.0475 

13.40 

120 

106.60 

4.00 

4.26 

0.0018 

0.0507 

13.40 

120 

106.60 

4.00 

4.26 

0.0018 

0.0052 

17.00 

150 

133.00 

5.00 

6.65 

0.0015 

0.0293 

13.41 

120 

106.59 

4.00 

4.26 

0.0018 

0.0120 

10.01 

50 

39.99 

20.00 

8.00 

0.0150 

0.0176 

10.01 

90 

79.99 

5.00 

4.00 

0.0015 

0.0338 

15.29 

150 

134.71 

5.00 

6.74 

0.0015 

0.0268 

11.15 

150 

138.85 

5.00 

6.94 

0.0015 

0.0183 

10.85 

120 

109.15 

4.00 

4.37 

0.0018 

0.0387 

13.28 

120 

106.72 

4.00 

4.27 

0.0018 

0.0102 

10.57 

120 

109.43 

4.00 

4.38 

0.0018 

0.0086 

9.93 

120 

110.07 

4.00 

4.40 

0.0018 

0.0680 

13.96 

90 

76.04 

5.00 

3.80 

0.0015 

0.0368 

10.37 

120 

109.63 

4.00 

4.39 

0.0018 

0.0123 

13.43 

120 

106.57 

4.00 

4.26 

0.0018 

0.0227 

13.43 

120 

106.57 

4.00 

4.26 

0.0018 

0.0886 

15.12 

150 

134.88 

5.00 

6.74 

0.0015 

0.0879 

13.06 

120 

106.94 

4.00 

4.28 

0.0018 

0.0160 

10.79 

120 

109.21 

4.00 

4.37 

0.0018 

0.0279 

8.94 

120 

111.06 

4.00 

4.44 

0.0018 

0.0313 

11.34 

120 

108.66 

4.00 

4.35 

0.0018 

0.0367 

9.74 

150 

140.26 

5.00 

7.01 

0.0015 

0.0190 







































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Meghpura 


Melwa 


Mewasa 


Mindoliya 


Mochariyon Ka Khera 


Modiya Khera 


Mohanpura 


Mol 


Morlan 


Motalao 


Muhala 


Mukan Garh 


Mukund Puriya 


Mundeta 


Mundeti 


Munshipura 


Na 


Nahargarh 


Nandrai 


Narana 


Narsingh Ka Jhopra 


Narsingh Pura 


Nasarda 


Nasirda 


Nathji Ka Khera 


Nawalpura 


Naya Nagar 


Neel Ki Kheri 


Neem Ka Khera 


Neemera (Sawar) 


Odiya Khera 


Onkarpura 


Pachanpura 


Padaliya (Sawar) 


Padampura 


Paisa 


Pander 


Census Code 


0824000902886800 


0824001102927700 


0824001002922100 


0824001002920000 


0824001002922400 


0824000302823400 


0824001102939500 


0824000902890200 


0824001102939200 


0824001102933100 


0824001002905300 


0821000902586600 


0824000302818800 


0824001102932200 


0824001102936700 


0824000302824200 


0824000302824100 


0824001002905100 


0824000924900002 


0824001102927900 


0824000902896500 


0824001002910600 


0824000902889500 


0824000302823900 


0824000302819100 


0822000602659100 


0824001102929900 


0824001102938000 


0824001002915600 


0824001102936800 


0824001102938500 


0821000902584800 


0824001002912500 


0824000902888300 


0824001002914600 


0821000902584600 


0824001002921100 


0824001102932700 


0824000302823800 


0824001002909700 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Command 

Phyllite & Schist 



2.31 Fresh 


13.83 Fresh 


6.91 Fresh 


2.29 Fresh 


15.15 Fresh 


2.52 Fresh 


3.98 Fresh 


1.40 Fresh 


1.73 Fresh 


22.94 Fresh 





3.76 Fresh 


5.43 Fresh 


2.58 Fresh 


4.82 Fresh 


1.73 Fresh 


20.04 Fresh 



0824000902891100 


9.47 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

8.99 

120 

111.01 

4.00 

4.44 

0.0018 

0.0221 

13.84 

120 

106.16 

4.00 

4.25 

0.0018 

0.0123 

13.84 

120 

106.16 

4.00 

4.25 

0.0018 

0.0007 

10.01 

120 

109.99 

4.00 

4.40 

0.0018 

0.0159 

10.15 

120 

109.85 

4.00 

4.39 

0.0018 

0.0029 

10.09 

120 

109.91 

4.00 

4.40 

0.0018 

0.0007 

8.80 

120 

111.20 

4.00 

4.45 

0.0018 

0.0377 

13.36 

120 

106.64 

4.00 

4.27 

0.0018 

0.0144 

9.35 

150 

140.65 

5.00 

7.03 

0.0015 

0.0429 

13.39 

120 

106.61 

4.00 

4.26 

0.0018 

0.0002 

14.76 

120 

105.25 

4.00 

4.21 

0.0018 

0.0076 

8.54 

120 

111.46 

4.00 

4.46 

0.0018 

0.0219 

12.09 

60 

47.91 

10.00 

4.79 

0.0015 

0.0127 

12.09 

60 

47.91 

10.00 

4.79 

0.0015 

0.0365 

13.10 

60 

46.90 

20.00 

9.38 

0.0150 

0.0610 

13.10 

120 

106.90 

4.00 

4.28 

0.0018 

0.0145 

14.59 

120 

105.41 

4.00 

4.22 

0.0018 

0.0118 

13.34 

120 

106.66 

4.00 

4.27 

0.0018 

0.0415 

13.34 

120 

106.66 

4.00 

4.27 

0.0018 

0.0085 

13.91 

120 

106.09 

4.00 

4.24 

0.0018 

0.0175 

14.52 

150 

135.48 

5.00 

6.77 

0.0015 

0.0474 

14.52 

120 

105.48 

4.00 

4.22 

0.0018 

0.0082 

14.20 

120 

105.80 

4.00 

4.23 

0.0018 

0.0175 

9.70 

120 

110.30 

4.00 

4.41 

0.0018 

0.0316 

8.35 

150 

141.65 

5.00 

7.08 

0.0015 

0.0149 

12.48 

120 

107.52 

4.00 

4.30 

0.0018 

0.0134 

15.28 

120 

104.72 

4.00 

4.19 

0.0018 

0.0100 

15.28 

120 

104.72 

4.00 

4.19 

0.0018 

0.0001 

11.21 

120 

108.79 

4.00 

4.35 

0.0018 

0.0355 

11.05 

150 

138.95 

5.00 

6.95 

0.0015 

0.0176 

13.32 

120 

106.68 

4.00 

4.27 

0.0018 

0.0152 

11.21 

120 

108.79 

4.00 

4.35 

0.0018 

0.0079 

16.53 

90 

73.47 

5.00 

3.67 

0.0015 

0.0930 

12.75 

120 

107.25 

4.00 

4.29 

0.0018 

0.0011 

13.40 

120 

106.60 

4.00 

4.26 

0.0018 

0.0270 

9.88 

120 

110.12 

4.00 

4.40 

0.0018 

0.0159 

14.23 

120 

105.77 

4.00 

4.23 

0.0018 

0.0255 

13.40 

120 

106.60 

4.00 

4.26 

0.0018 

0.0071 

13.68 

60 

46.32 

10.00 

4.63 

0.0015 

0.0656 

10.87 

120 

109.13 

4.00 

4.37 

0.0018 

0.0265 

13.10 

150 

136.90 

5.00 

6.84 

0.0015 

0.0123 

13.10 

120 

106.90 

4.00 

4.28 

0.0018 

0.0008 

10.63 

150 

139.37 

5.00 

6.97 

0.0015 

0.0262 

10.63 

120 

109.37 

4.00 

4.37 

0.0018 

0.0007 

10.85 

120 

109.15 

4.00 

4.37 

0.0018 

0.0295 

11.04 

60 

48.96 

10.00 

4.90 

0.0015 

0.0399 

9.59 

120 

110.41 

4.00 

4.42 

0.0018 

0.0205 

14.28 

120 

105.72 

4.00 

4.23 

0.0018 

0.0013 

14.28 

120 

105.72 

4.00 

4.23 

0.0018 

0.0353 

13.49 

120 

106.51 

4.00 

4.26 

0.0018 

0.0133 

11.17 

60 

48.83 

20.00 

9.77 

0.0150 

0.1040 

11.17 

120 

108.83 

4.00 

4.35 

0.0018 

0.1514 

15.06 

120 

104.94 

4.00 

4.20 

0.0018 

0.0289 

15.06 

120 

104.94 

4.00 

4.20 

0.0018 

0.0144 

13.78 

150 

136.22 

5.00 

6.81 

0.0015 

0.0565 





































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Gneisses(B.G.C) 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

13.78 

120 

106.22 

4.00 

4.25 

0.0018 

0.0302 

14.43 

150 

135.57 

5.00 

6.78 

0.0015 

0.0189 

6.88 

120 

113.12 

4.00 

4.52 

0.0018 

0.1954 

13.40 

120 

106.60 

4.00 

4.26 

0.0018 

0.0106 

12.41 

60 

47.59 

10.00 

4.76 

0.0015 

0.0346 

11.00 

120 

109.00 

4.00 

4.36 

0.0018 

0.1298 

13.84 

120 

106.16 

4.00 

4.25 

0.0018 

0.0038 

10.71 

120 

109.29 

4.00 

4.37 

0.0018 

0.0007 

10.71 

120 

109.29 

4.00 

4.37 

0.0018 

0.0210 

12.44 

150 

137.56 

5.00 

6.88 

0.0015 

0.0712 

12.44 

120 

107.56 

4.00 

4.30 

0.0018 

0.0118 

10.72 

120 

109.28 

4.00 

4.37 

0.0018 

0.0243 

10.87 

120 

109.13 

4.00 

4.37 

0.0018 

0.0011 

13.95 

60 

46.05 

10.00 

4.60 

0.0015 

0.0301 

14.64 

120 

105.36 

4.00 

4.21 

0.0018 

0.0088 

15.36 

150 

134.64 

5.00 

6.73 

0.0015 

0.0341 

15.38 

60 

44.62 

10.00 

4.46 

0.0015 

0.0201 

13.46 

120 

106.54 

4.00 

4.26 

0.0018 

0.0095 

9.90 

120 

110.10 

4.00 

4.40 

0.0018 

0.0279 

12.19 

90 

77.81 

5.00 

3.89 

0.0015 

0.0463 

10.31 

120 

109.69 

4.00 

4.39 

0.0018 

0.0017 

10.43 

120 

109.57 

4.00 

4.38 

0.0018 

0.0382 

14.30 

120 

105.70 

4.00 

4.23 

0.0018 

0.0243 

14.30 

120 

105.70 

4.00 

4.23 

0.0018 

0.0232 

14.38 

60 

45.62 

20.00 

9.12 

0.0150 

0.3058 

14.38 

120 

105.62 

4.00 

4.22 

0.0018 

0.0061 

10.98 

120 

109.02 

4.00 

4.36 

0.0018 

0.0102 

10.25 

120 

109.75 

4.00 

4.39 

0.0018 

0.0108 

10.36 

120 

109.64 

4.00 

4.39 

0.0018 

0.0047 

10.88 

120 

109.13 

4.00 

4.37 

0.0018 

0.0237 

9.94 

120 

110.06 

4.00 

4.40 

0.0018 

0.0003 

13.80 

120 

106.20 

4.00 

4.25 

0.0018 

0.0142 

10.17 

120 

109.83 

4.00 

4.39 

0.0018 

0.0199 

12.76 

120 

107.24 

4.00 

4.29 

0.0018 

0.0987 

15.74 

60 

44.26 

20.00 

8.85 

0.0150 

0.1451 

15.74 

120 

104.26 

4.00 

4.17 

0.0018 

0.0122 

9.73 

120 

110.27 

4.00 

4.41 

0.0018 

0.0218 

11.55 

120 

108.45 

4.00 

4.34 

0.0018 

0.0387 

11.64 

90 

78.36 

5.00 

3.92 

0.0015 

0.0075 

11.64 

90 

78.36 

5.00 

3.92 

0.0015 

0.0313 

13.68 

150 

136.32 

5.00 

6.82 

0.0015 

0.0358 

19.31 

150 

130.69 

5.00 

6.53 

0.0015 

0.0062 

14.94 

150 

135.06 

5.00 

6.75 

0.0015 

0.0548 

10.57 

120 

109.43 

4.00 

4.38 

0.0018 

0.0124 

12.97 

120 

107.03 

4.00 

4.28 

0.0018 

0.0185 

10.42 

120 

109.58 

4.00 

4.38 

0.0018 

0.0253 

13.13 

120 

106.87 

4.00 

4.27 

0.0018 

0.0006 

13.13 

120 

106.87 

4.00 

4.27 

0.0018 

0.0228 

9.61 

120 

110.39 

4.00 

4.42 

0.0018 

0.1450 

10.91 

120 

109.09 

4.00 

4.36 

0.0018 

0.0155 

12.09 

120 

107.91 

4.00 

4.32 

0.0018 

0.0099 

14.92 

150 

135.08 

5.00 

6.75 

0.0015 

0.0201 

10.22 

120 

109.78 

4.00 

4.39 

0.0018 

0.0073 

10.02 

120 

109.98 

4.00 

4.40 

0.0018 

0.0289 

13.44 

150 

136.56 

5.00 

6.83 

0.0015 

0.0682 














































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Sakariya Khera 


Salampura 


Salampura @ Tinduri 


Salari 


Salariya Khurd 


Samthala 


Sandla 


Sangrampura 


Saran Ka Khera 


Sardarji Ka Khera 


Sarsari 


Sarsiya 


Sarsiya Charanan 


Sarthala 


Satola 


Satola Ka Khera 


Sawaipura 


Sawar 


Seedriyas 


Shakarpura 


Sheopura 


Shreemansinghpura 


Shreenagar 


Shri Nagar 


Shrinagar Chanwari 


Sihana 


Singhji Ka Khera 


Sodiyas 


Sola Ka Khera @ Ratanpur 


Soniyana 


Subhas Nagar 


Sundargarh 


Sundarpura 


Surdiya 


Swarooppura 


Takhatpura 


Takhtatpura 


Tarniya Khera 


Taswariya 


Teetora Mafi 


Teetori 


Census Code 


0824000802874200 


0824001102929500 


0824001102938700 


0821000902579000 


0824000302824400 


0824001102928500 


0822000602659900 


0824001102931800 



Zone (Fresh 
/ Saline) 


0824001102939000 


0824001102938200 


0822000602659700 


0824000902891600 


0824001002913200 


0824001002912000 


0824001102928600 


0824000902892700 


0824000902892100 


0824001002920100 


0821000902586800 


0824000802874400 


0824001002909300 


0824001002910700 


0822000602659200 


0824001102931700 


0824000802874600 


0824001002916700 


0824001002911300 


0824000902894600 


0824000902890500 


0824000902890600 


0824001102932600 


0824001002914300 


0824001002919700 


0821000902584300 


0824001102937600 


0824001102939100 


0824001002904300 


0824000902888600 


0824001002914800 


0824001002910300 


0824001002903200 


0824001002903100 


4.02 Fresh 


1.18 Fresh 


1.49 Fresh 


11.68 Fresh 


7.21 Fresh 


1.75 Fresh 


6.91 Fresh 


2.33 Fresh 




9.06 Fresh 


4.01 Fresh 


1.43 Fresh 


1.28 Fresh 


1.73 Fresh 


0.91 Fresh 


1.76 Fresh 


4.68 Fresh 


2.70 Fresh 


2.56 Fresh 


1.38 Fresh 


3.17 Fresh 


0.28 Fresh 


0.91 Fresh 


4.00 Fresh 


1.69 Fresh 


1.19 Fresh 


1.10 Fresh 


2.19 Fresh 


5.98 Fresh 


13.71 Fresh 


10.03 Fresh 


7.50 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Older Alluvium 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

13.77 

150 

136.23 

5.00 

6.81 

0.0015 

0.0410 

11.80 

120 

108.20 

4.00 

4.33 

0.0018 

0.0069 

13.40 

120 

106.60 

4.00 

4.26 

0.0018 

0.0114 

10.55 

90 

79.45 

5.00 

3.97 

0.0015 

0.0065 

13.49 

150 

136.51 

5.00 

6.83 

0.0015 

0.0000 

13.49 

120 

106.51 

4.00 

4.26 

0.0018 

0.0553 

10.28 

120 

109.72 

4.00 

4.39 

0.0018 

0.0138 

13.75 

90 

76.25 

5.00 

3.81 

0.0015 

0.0395 

13.19 

120 

106.81 

4.00 

4.27 

0.0018 

0.0177 

13.19 

120 

106.81 

4.00 

4.27 

0.0018 

0.0002 

15.05 

120 

104.95 

4.00 

4.20 

0.0018 

0.0032 

15.05 

120 

104.95 

4.00 

4.20 

0.0018 

0.0238 

11.43 

150 

138.57 

5.00 

6.93 

0.0015 

0.0770 

11.43 

120 

108.57 

4.00 

4.34 

0.0018 

0.0026 

10.07 

150 

139.93 

5.00 

7.00 

0.0015 

0.0055 

10.07 

120 

109.93 

4.00 

4.40 

0.0018 

0.0044 

13.37 

120 

106.63 

4.00 

4.27 

0.0018 

0.0247 

13.40 

120 

106.60 

4.00 

4.26 

0.0018 

0.0262 

14.34 

90 

75.66 

5.00 

3.78 

0.0015 

0.0340 

13.84 

150 

136.16 

5.00 

6.81 

0.0015 

0.0787 

11.74 

120 

108.26 

4.00 

4.33 

0.0018 

0.0923 

10.69 

120 

109.31 

4.00 

4.37 

0.0018 

0.0907 

10.66 

120 

109.34 

4.00 

4.37 

0.0018 

0.1114 

12.52 

150 

137.48 

5.00 

6.87 

0.0015 

0.0122 

12.44 

150 

137.56 

5.00 

6.88 

0.0015 

0.0127 

10.15 

120 

109.85 

4.00 

4.39 

0.0018 

0.0186 

12.57 

60 

47.43 

10.00 

4.74 

0.0015 

0.1516 

12.57 

60 

47.43 

10.00 

4.74 

0.0015 

0.0283 

14.18 

150 

135.82 

5.00 

6.79 

0.0015 

0.0853 

11.17 

120 

108.83 

4.00 

4.35 

0.0018 

0.0314 

9.65 

120 

110.35 

4.00 

4.41 

0.0018 

0.0114 

15.96 

90 

74.04 

5.00 

3.70 

0.0015 

0.0017 

13.26 

120 

106.74 

4.00 

4.27 

0.0018 

0.0003 

13.26 

120 

106.74 

4.00 

4.27 

0.0018 

0.0131 

12.68 

150 

137.32 

5.00 

6.87 

0.0015 

0.0086 

10.34 

120 

109.66 

4.00 

4.39 

0.0018 

0.0139 

10.85 

120 

109.15 

4.00 

4.37 

0.0018 

0.0368 

14.96 

150 

135.04 

5.00 

6.75 

0.0015 

0.0273 

12.29 

150 

137.71 

5.00 

6.89 

0.0015 

0.0264 

11.81 

150 

138.19 

5.00 

6.91 

0.0015 

0.0143 

13.65 

120 

106.35 

4.00 

4.25 

0.0018 

0.0161 

13.65 

120 

106.35 

4.00 

4.25 

0.0018 

0.0082 

10.49 

120 

109.51 

4.00 

4.38 

0.0018 

0.0011 

10.16 

120 

109.84 

4.00 

4.39 

0.0018 

0.0072 

9.83 

60 

50.17 

10.00 

5.02 

0.0015 

0.0211 

9.83 

60 

50.17 

10.00 

5.02 

0.0015 

0.0069 

13.40 

120 

106.60 

4.00 

4.26 

0.0018 

0.0129 

13.39 

120 

106.61 

4.00 

4.26 

0.0018 

0.0023 

14.98 

60 

45.02 

20.00 

9.00 

0.0150 

0.0759 

14.98 

120 

105.02 

4.00 

4.20 

0.0018 

0.0041 

9.65 

120 

110.35 

4.00 

4.41 

0.0018 

0.0174 

10.67 

120 

109.33 

4.00 

4.37 

0.0018 

0.0424 

14.02 

120 

105.98 

4.00 

4.24 

0.0018 

0.1014 

10.61 

120 

109.39 

4.00 

4.38 

0.0018 

0.0674 

11.54 

120 

108.46 

4.00 

4.34 

0.0018 

0.0585 









































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



07001005 


Thanwala 


Thool Khera 


Udaisagar 


Udliyas 


Ulela 


Ummedpura 


Uncha 


Akodiya 


Anwa 


Bas Kheriya 


Chak Awan 


Chandsinghpura 


Chandwar 


Datoonda 


Dhuan Kalan 


Dhuankhurd 


Gulabpura 


Hanumanpura 


Indoda 


Iqbalganj 


Jyotipura 


Kalandarpura 


Kalyanpura 


Kanwara 


Kanwarpura 


Kedara 


Kharoi 


Kotra 


Laxmipura 


Mahmoodganj 


Muglana 


Muglani 


Nayagaon (Dhigariya) 


Nayagaon Gothra 


Rajendrapura 


Ramnagar 


0824000902895100 


0824001102927100 


0822000602660200 


0824001102933500 


0821000902586700 


0824000902892000 


0824001002919900 


0821000902586400 


0824001102926300 


0824001002905500 


0822000602671600 


0822000602667600 


0822000602667100 


0822000602669700 


0822000602667300 


0822000602672800 


0822000602670200 


0822000602670500 


0822000602671200 


0822000602666900 


0822000602671300 


0822000602669400 


0822000602667400 


0822000602671000 


0822000602670700 


0822000602670100 


0822000602671100 


0822000602671400 


0822000602671800 


0822000602664900 


0822000602670900 


0822000602673000 


0822000602670000 


0822000602673100 


0822000602671500 


0822000402643200 


0822000602670300 


0822000602670400 


0822000602667200 


0822000602667500 


0822000602669500 


0822000602672900 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Command 

Phyllite & Schist 


6.40 Fresh 


3.85 Fresh 


25.43 Fresh 


0.82 Fresh 


1.60 Fresh 




15.72 Fresh 


8.82 Fresh 



15.23 Fresh 


15.59 Fresh 




5.09 Fresh 


8.12 Fresh 


4.14 Fresh 


3.66 Fresh 


8.63 Fresh 


9.33 Fresh 


3.01 Fresh 


3.79 Fresh 


12.58 Fresh 


0.76 Fresh 


1.58 Fresh 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Command 


Non-command 


Command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

13.55 

120 

106.45 

4.00 

4.26 

0.0018 

0.0012 

13.55 

120 

106.45 

4.00 

4.26 

0.0018 

0.1416 

13.44 

150 

136.56 

5.00 

6.83 

0.0015 

0.0655 

12.47 

120 

107.53 

4.00 

4.30 

0.0018 

0.0001 

12.47 

120 

107.53 

4.00 

4.30 

0.0018 

0.0298 

13.90 

90 

76.10 

5.00 

3.81 

0.0015 

0.1451 

14.65 

120 

105.35 

4.00 

4.21 

0.0018 

0.0062 

12.49 

60 

47.51 

10.00 

4.75 

0.0015 

0.0111 

12.49 

60 

47.51 

10.00 

4.75 

0.0015 

0.0004 

13.37 

60 

46.63 

20.00 

9.33 

0.0150 

0.1840 

13.37 

120 

106.63 

4.00 

4.27 

0.0018 

0.0087 

12.12 

150 

137.88 

5.00 

6.89 

0.0015 

0.0892 

10.15 

120 

109.85 

4.00 

4.39 

0.0018 

0.0326 

11.20 

60 

48.80 

10.00 

4.88 

0.0015 

0.0034 

9.85 

120 

110.15 

4.00 

4.41 

0.0018 

0.0447 

9.77 

120 

110.23 

4.00 

4.41 

0.0018 

0.0473 

13.26 

90 

76.74 

5.00 

3.84 

0.0015 

0.0076 

13.10 

90 

76.90 

5.00 

3.84 

0.0015 

0.0126 

11.10 

90 

78.90 

5.00 

3.94 

0.0015 

0.0130 

13.20 

90 

76.80 

5.00 

3.84 

0.0015 

0.0069 

11.62 

90 

78.38 

5.00 

3.92 

0.0015 

0.0575 

14.53 

90 

75.47 

5.00 

3.77 

0.0015 

0.0390 

12.23 

90 

77.77 

5.00 

3.89 

0.0015 

0.0137 

12.23 

90 

77.77 

5.00 

3.89 

0.0015 

0.0243 

12.86 

90 

77.14 

5.00 

3.86 

0.0015 

0.0536 

13.23 

90 

76.77 

5.00 

3.84 

0.0015 

0.0306 

13.23 

90 

76.77 

5.00 

3.84 

0.0015 

0.0202 

10.84 

90 

79.16 

5.00 

3.96 

0.0015 

0.0105 

10.84 

90 

79.16 

5.00 

3.96 

0.0015 

0.0335 

12.25 

90 

77.75 

5.00 

3.89 

0.0015 

0.0001 

13.49 

90 

76.51 

5.00 

3.83 

0.0015 

0.0129 

13.49 

90 

76.51 

5.00 

3.83 

0.0015 

0.0663 

13.17 

90 

76.83 

5.00 

3.84 

0.0015 

0.0000 

11.56 

90 

78.44 

5.00 

3.92 

0.0015 

0.0253 

15.62 

90 

74.38 

5.00 

3.72 

0.0015 

0.0030 

14.30 

90 

75.70 

5.00 

3.78 

0.0015 

0.0000 

12.71 

90 

77.29 

5.00 

3.86 

0.0015 

0.0089 

14.78 

90 

75.22 

5.00 

3.76 

0.0015 

0.0100 

13.61 

90 

76.39 

5.00 

3.82 

0.0015 

0.0157 

13.22 

90 

76.78 

5.00 

3.84 

0.0015 

0.0362 

12.60 

90 

77.40 

5.00 

3.87 

0.0015 

0.0011 

15.51 

90 

74.49 

5.00 

3.72 

0.0015 

0.0017 

15.51 

90 

74.49 

5.00 

3.72 

0.0015 

0.0015 

16.21 

90 

73.79 

5.00 

3.69 

0.0015 

0.0040 

13.16 

90 

76.84 

5.00 

3.84 

0.0015 

0.0468 

16.77 

90 

73.23 

5.00 

3.66 

0.0015 

0.0001 

13.35 

90 

76.65 

5.00 

3.83 

0.0015 

0.0210 

12.59 

90 

77.41 

5.00 

3.87 

0.0015 

0.0011 

11.69 

90 

78.31 

5.00 

3.92 

0.0015 

0.0543 

11.96 

90 

78.04 

5.00 

3.90 

0.0015 

0.0110 

11.26 

90 

78.74 

5.00 

3.94 

0.0015 

0.0155 

11.26 

90 

78.74 

5.00 

3.94 

0.0015 

0.0069 

12.07 

90 

77.93 

5.00 

3.90 

0.0015 

0.0593 

13.12 

90 

76.88 

5.00 

3.84 

0.0015 

0.0018 

16.11 

90 

73.89 

5.00 

3.69 

0.0015 

0.0017 











































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



07001006 


Rampura 


Rangvilas 


Sangramganj 


Satwara 


Theekariya Kalan 


Tokrawas Bundi 
Tokrawas Uniyara 
|Achalpura 
Adsipura 
Agarpura 


Akola 


Ama 


Amartiya 


Amba Kheri 


Amli 


Amli (garh Pachhli) 


Amli Purawatan 


Arni 


Arniya (khalsa) 


Baghpura 


Bakhatawar Pura 


Balwantpura 


Ban Ka Khera 


Bansra 


Barantiya 


Baroo Khera 


Barsoliya 


Bassi 


Batakhon Ka Khera 


Bawlas 


Beekrai 


Bhainsa Kundal 


Bhakliya 


Bhalotan Ki Kheri 


Bharak 


Census Code 


0822000602669300 


0822000602672700 


0822000602669600 


0822000602672600 


0822000602671700 


0822000602669800 


0822000602669900 


0829000103532100 


0824000902900600 


0824000802875100 


0824000902900800 


Zone (Fresh 
/ Saline) 



0824000902902400 


0824000902900300 


0824000802877900 


0824000702866100 


0824000802881600 


0824000802881000 


0829000103529300 


0824000702871600 


0824000702871000 


0829000103529700 


0829000103526000 


0824000902892400 


0824000802877300 


0824000802881900 


0824001102936600 


0824000802884800 


0829000103526600 


0824000802883900 


0829000103528100 


0824000702870100 


0824000802882400 


0824000902900500 


0829000103527900 


0824000702869800 



Type of Area 

(Command / Non- Hydrogeological Unit 
command) 


11.50 Fresh 


4.11 Fresh 


0.23 Fresh 


13.16 Fresh 


8.99 Fresh 


6.86 Fresh 


10.92 Fresh 


9.93 Fresh 



2.58 Fresh 


1.44 Fresh 


2.22 Fresh 


19.37 Fresh 


8.36 Fresh 


3.29 Fresh 



4.67 Fresh 


2.95 Fresh 


2.57 Fresh 


0.98 Fresh 


8.90 Fresh 


5.66 Fresh 


4.46 Fresh 


3.67 Fresh 


12.05 Fresh 


11.30 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

13.20 

90 

76.80 

5.00 

3.84 

0.0015 

0.0102 

14.52 

90 

75.48 

5.00 

3.77 

0.0015 

0.0180 

13.05 

90 

76.95 

5.00 

3.85 

0.0015 

0.0166 

15.67 

90 

74.33 

5.00 

3.72 

0.0015 

0.0014 

13.41 

90 

76.59 

5.00 

3.83 

0.0015 

0.0375 

13.16 

90 

76.84 

5.00 

3.84 

0.0015 

0.0271 

12.68 

90 

77.32 

5.00 

3.87 

0.0015 

0.0388 

22.61 

120 

97.39 

5.00 

4.87 

0.0012 

0.0073 

12.86 

150 

137.14 

5.00 

6.86 

0.0015 

0.0189 

14.88 

150 

135.12 

5.00 

6.76 

0.0015 

0.0148 

13.23 

150 

136.77 

5.00 

6.84 

0.0015 

0.0293 

13.23 

150 

136.77 

5.00 

6.84 

0.0015 

0.0803 

13.23 

120 

106.77 

4.00 

4.27 

0.0018 

0.0081 

13.46 

150 

136.54 

5.00 

6.83 

0.0015 

0.0148 

13.46 

120 

106.54 

4.00 

4.26 

0.0018 

0.0420 

35.95 

150 

114.05 

5.00 

5.70 

0.0015 

0.0221 

17.84 

150 

132.16 

5.00 

6.61 

0.0015 

0.0408 

19.26 

120 

100.74 

4.00 

4.03 

0.0018 

0.0017 

36.69 

120 

83.31 

4.00 

3.33 

0.0018 

0.0011 

18.92 

120 

101.08 

4.00 

4.04 

0.0018 

0.0078 

26.48 

150 

123.52 

5.00 

6.18 

0.0015 

0.0635 

10.72 

120 

109.28 

5.00 

5.46 

0.0012 

0.0657 

15.47 

150 

134.53 

5.00 

6.73 

0.0015 

0.0536 

15.47 

120 

104.53 

4.00 

4.18 

0.0018 

0.0347 

22.21 

150 

127.79 

5.00 

6.39 

0.0015 

0.0414 

22.21 

120 

97.79 

4.00 

3.91 

0.0018 

0.0357 

22.21 

150 

127.79 

5.00 

6.39 

0.0015 

0.0022 

16.81 

150 

133.19 

5.00 

6.66 

0.0015 

0.0569 

16.81 

120 

103.19 

4.00 

4.13 

0.0018 

0.0060 

19.91 

120 

100.09 

4.00 

4.00 

0.0018 

0.0186 

12.16 

120 

107.84 

5.00 

5.39 

0.0012 

0.0090 

17.58 

120 

102.42 

5.00 

5.12 

0.0012 

0.0131 

14.58 

150 

135.42 

5.00 

6.77 

0.0015 

0.0720 

14.58 

150 

135.42 

5.00 

6.77 

0.0015 

0.0105 

17.39 

150 

132.61 

5.00 

6.63 

0.0015 

0.0830 

15.92 

150 

134.08 

5.00 

6.70 

0.0015 

0.0006 

15.92 

120 

104.08 

4.00 

4.16 

0.0018 

0.0243 

26.40 

150 

123.60 

5.00 

6.18 

0.0015 

0.0611 

26.40 

120 

93.60 

4.00 

3.74 

0.0018 

0.0017 

15.49 

150 

134.51 

5.00 

6.73 

0.0015 

0.0326 

15.49 

150 

134.51 

5.00 

6.73 

0.0015 

0.0806 

11.63 

150 

138.37 

5.00 

6.92 

0.0015 

0.0074 

11.63 

120 

108.37 

4.00 

4.33 

0.0018 

0.0000 

14.15 

120 

105.86 

4.00 

4.23 

0.0018 

0.0013 

18.93 

150 

131.07 

5.00 

6.55 

0.0015 

0.0290 

23.99 

120 

96.01 

5.00 

4.80 

0.0012 

0.0142 

15.83 

150 

134.17 

5.00 

6.71 

0.0015 

0.0031 

15.83 

150 

134.17 

5.00 

6.71 

0.0015 

0.0067 

19.88 

120 

100.12 

5.00 

5.01 

0.0012 

0.0481 

14.29 

150 

135.71 

5.00 

6.79 

0.0015 

0.0476 

14.29 

120 

105.71 

4.00 

4.23 

0.0018 

0.0074 

20.88 

150 

129.12 

5.00 

6.46 

0.0015 

0.0432 

13.98 

150 

136.02 

5.00 

6.80 

0.0015 

0.0374 

21.19 

120 

98.81 

5.00 

4.94 

0.0012 

0.0685 

16.52 

150 

133.48 

5.00 

6.67 

0.0015 

0.0993 























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

14.21 

120 

105.79 

4.00 

4.23 

0.0018 

0.0150 

15.69 

150 

134.31 

5.00 

6.72 

0.0015 

0.1084 

15.69 

120 

104.31 

4.00 

4.17 

0.0018 

0.1025 

15.69 

150 

134.31 

5.00 

6.72 

0.0015 

0.1638 

15.69 

120 

104.31 

4.00 

4.17 

0.0018 

0.1618 

24.45 

120 

95.55 

5.00 

4.78 

0.0012 

0.0134 

24.45 

120 

95.55 

5.00 

4.78 

0.0012 

0.0092 

21.44 

120 

98.56 

4.00 

3.94 

0.0018 

0.0009 

14.27 

150 

135.73 

5.00 

6.79 

0.0015 

0.0820 

14.27 

150 

135.73 

5.00 

6.79 

0.0015 

0.0495 

20.79 

120 

99.21 

4.00 

3.97 

0.0018 

0.1015 

19.94 

150 

130.06 

5.00 

6.50 

0.0015 

0.0001 

17.20 

150 

132.80 

5.00 

6.64 

0.0015 

0.1289 

11.35 

120 

108.65 

5.00 

5.43 

0.0012 

0.0130 

24.64 

120 

95.36 

5.00 

4.77 

0.0012 

0.0126 

24.64 

120 

95.36 

5.00 

4.77 

0.0012 

0.0007 

14.91 

120 

105.09 

4.00 

4.20 

0.0018 

0.0127 

14.87 

150 

135.13 

5.00 

6.76 

0.0015 

0.0816 

14.87 

120 

105.13 

4.00 

4.21 

0.0018 

0.0110 

21.18 

120 

98.82 

5.00 

4.94 

0.0012 

0.0248 

20.36 

150 

129.64 

5.00 

6.48 

0.0015 

0.0034 

20.36 

120 

99.64 

4.00 

3.99 

0.0018 

0.0037 

20.36 

150 

129.64 

5.00 

6.48 

0.0015 

0.0579 

18.36 

150 

131.64 

5.00 

6.58 

0.0015 

0.0064 

22.67 

120 

97.33 

4.00 

3.89 

0.0018 

0.0221 

24.27 

120 

95.73 

5.00 

4.79 

0.0012 

0.0008 

24.27 

120 

95.73 

5.00 

4.79 

0.0012 

0.0029 

12.00 

150 

138.00 

5.00 

6.90 

0.0015 

0.0260 

12.00 

120 

108.00 

4.00 

4.32 

0.0018 

0.0270 

14.48 

150 

135.52 

5.00 

6.78 

0.0015 

0.0238 

29.86 

150 

120.14 

5.00 

6.01 

0.0015 

0.0047 

26.77 

150 

123.23 

5.00 

6.16 

0.0015 

0.0377 

26.77 

120 

93.23 

4.00 

3.73 

0.0018 

0.0006 

20.45 

120 

99.55 

4.00 

3.98 

0.0018 

0.0043 

16.91 

120 

103.09 

4.00 

4.12 

0.0018 

0.0196 

18.08 

150 

131.92 

5.00 

6.60 

0.0015 

0.0073 

16.71 

150 

133.29 

5.00 

6.66 

0.0015 

0.0155 

20.22 

150 

129.78 

5.00 

6.49 

0.0015 

0.0244 

20.72 

150 

129.28 

5.00 

6.46 

0.0015 

0.0155 

20.72 

120 

99.28 

4.00 

3.97 

0.0018 

0.0074 

16.95 

150 

133.05 

5.00 

6.65 

0.0015 

0.0168 

13.70 

150 

136.30 

5.00 

6.82 

0.0015 

0.0947 

13.70 

150 

136.30 

5.00 

6.82 

0.0015 

0.0293 

20.60 

120 

99.40 

5.00 

4.97 

0.0012 

0.0385 

16.53 

150 

133.47 

5.00 

6.67 

0.0015 

0.0006 

16.53 

120 

103.47 

4.00 

4.14 

0.0018 

0.0091 

19.28 

120 

100.72 

4.00 

4.03 

0.0018 

0.0023 

15.37 

150 

134.63 

5.00 

6.73 

0.0015 

0.0189 

15.37 

120 

104.63 

4.00 

4.19 

0.0018 

0.0050 

20.18 

150 

129.82 

5.00 

6.49 

0.0015 

0.1345 

22.46 

150 

127.54 

5.00 

6.38 

0.0015 

0.0969 

12.36 

120 

107.64 

5.00 

5.38 

0.0012 

0.0106 

14.15 

120 

105.85 

4.00 

4.23 

0.0018 

0.0042 

15.82 

120 

104.18 

5.00 

5.21 

0.0012 

0.0170 

24.33 

120 

95.67 

5.00 

4.78 

0.0012 

0.0110 

















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Dhangras 


Dhelana 


Dhobi Khera 


Dholiya Khera 


Dhoomras 


Dhosar 


Dindoli 


Downi 


Dudiya 


Ekling Pura 


Galodiya 


Gandraf 


Ganeshpura 


Ganeshpura Jageer(rural) 


Gangapur 


Gangas 


Gaphesara 


Gatheela 


Gatheela Khera 


Gega Ka Khera 


Gegpura 


Gendliya 


Gokalpura 


Gopalpura Kalan 


Gopalpura Khurd 


Govindsingh Ji Ka Khera 


Gudaliya 


Gundli 


Gurha 


Gurla 


Guwardi 


Hameer Garh 


Hamerpura 


Hansiyas 


Haripura 


Harnathpura 


Census Code 


0824000802884300 


0824000902899700 


0829000603617900 


0824000802880100 


0824000802875200 


0824000702866800 


0829000103532800 


0824000902901400 


0824000802880200 


0824000802877800 


0824000702867600 


0829000103531800 


0829000103527700 


0824000702867500 


0824000742404000 


0825000603031200 


0824000902898100 


0824000702870900 


0824000702870800 


0824000802882800 


0824000902901300 


0829000103531500 


0824000902902100 


0829000103530200 


0829000103529000 


0829000103529100 


0824000802884000 


0829000103528800 


0824000802877200 


0824000702868000 


0824000802878500 


0824000802882700 


0824000802881400 


0829000103530300 


0829000203539700 


0824000802884600 


0824000702865400 


0829000103531700 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Gneisses(B.G.C) 


12.00 Fresh 


6.91 Fresh 


3.08 Fresh 


0.99 Fresh 


1.99 Fresh 



6.21 Fresh 


1.33 Fresh 


6.05 Fresh 


1.11 Fresh 



2.89 Fresh 


7.93 Fresh 


0.71 Fresh 


3.42 Fresh 


10.52 Fresh 


5.20 Fresh 



6.49 Fresh 


6.78 Fresh 



17.07 Fresh 


3.36 Fresh 


3.26 Fresh 


3.75 Fresh 


2.57 Fresh 


4.33 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

23.13 

150 

126.87 

5.00 

6.34 

0.0015 

0.0260 

13.82 

150 

136.18 

5.00 

6.81 

0.0015 

0.0031 

16.82 

120 

103.18 

5.00 

5.16 

0.0012 

0.0035 

24.35 

150 

125.65 

5.00 

6.28 

0.0015 

0.0401 

14.74 

150 

135.26 

5.00 

6.76 

0.0015 

0.0034 

17.82 

120 

102.18 

4.00 

4.09 

0.0018 

0.0385 

21.65 

120 

98.35 

5.00 

4.92 

0.0012 

0.0007 

11.69 

120 

108.31 

4.00 

4.33 

0.0018 

0.0400 

23.57 

150 

126.43 

5.00 

6.32 

0.0015 

0.0579 

22.36 

120 

97.64 

4.00 

3.91 

0.0018 

0.0168 

16.40 

120 

103.60 

4.00 

4.14 

0.0018 

0.0531 

24.11 

120 

95.89 

5.00 

4.79 

0.0012 

0.0153 

24.30 

120 

95.70 

5.00 

4.79 

0.0012 

0.0092 

16.75 

120 

103.25 

4.00 

4.13 

0.0018 

0.0127 

17.46 

150 

132.54 

5.00 

6.63 

0.0015 

0.0967 

17.46 

120 

102.54 

4.00 

4.10 

0.0018 

0.0402 

19.01 

100 

80.99 

3.00 

2.43 

0.0015 

0.0018 

14.77 

120 

105.23 

4.00 

4.21 

0.0018 

0.0107 

18.02 

120 

101.98 

4.00 

4.08 

0.0018 

0.0226 

17.48 

120 

102.52 

4.00 

4.10 

0.0018 

0.0073 

21.98 

150 

128.02 

5.00 

6.40 

0.0015 

0.0173 

21.98 

150 

128.02 

5.00 

6.40 

0.0015 

0.0018 

16.72 

150 

133.28 

5.00 

6.66 

0.0015 

0.0001 

16.72 

120 

103.28 

4.00 

4.13 

0.0018 

0.0104 

12.06 

120 

107.94 

4.00 

4.32 

0.0018 

0.0482 

11.29 

120 

108.71 

5.00 

5.44 

0.0012 

0.0083 

18.14 

150 

131.86 

5.00 

6.59 

0.0015 

0.0598 

17.38 

120 

102.62 

5.00 

5.13 

0.0012 

0.0017 

17.38 

120 

102.62 

5.00 

5.13 

0.0012 

0.0049 

21.37 

150 

128.63 

5.00 

6.43 

0.0015 

0.0487 

21.37 

120 

98.63 

4.00 

3.95 

0.0018 

0.0019 

11.47 

120 

108.53 

5.00 

5.43 

0.0012 

0.0180 

11.70 

120 

108.30 

5.00 

5.42 

0.0012 

0.0485 

16.18 

150 

133.82 

5.00 

6.69 

0.0015 

0.0071 

12.54 

120 

107.46 

5.00 

5.37 

0.0012 

0.0211 

17.70 

150 

132.30 

5.00 

6.61 

0.0015 

0.0144 

18.28 

150 

131.72 

5.00 

6.59 

0.0015 

0.0130 

18.28 

120 

101.72 

4.00 

4.07 

0.0018 

0.0262 

18.63 

150 

131.37 

5.00 

6.57 

0.0015 

0.0002 

18.63 

120 

101.37 

4.00 

4.05 

0.0018 

0.0147 

12.54 

120 

107.46 

5.00 

5.37 

0.0012 

0.0021 

12.54 

120 

107.46 

5.00 

5.37 

0.0012 

0.0165 

14.10 

150 

135.90 

5.00 

6.80 

0.0015 

0.0622 

17.01 

150 

132.99 

5.00 

6.65 

0.0015 

0.0041 

17.01 

150 

132.99 

5.00 

6.65 

0.0015 

0.0635 

11.87 

150 

138.13 

5.00 

6.91 

0.0015 

0.0662 

11.87 

120 

108.13 

4.00 

4.33 

0.0018 

0.0004 

20.15 

120 

99.85 

4.00 

3.99 

0.0018 

0.0866 

17.38 

120 

102.62 

5.00 

5.13 

0.0012 

0.0099 

17.38 

120 

102.62 

5.00 

5.13 

0.0012 

0.0099 

20.05 

120 

99.95 

5.00 

5.00 

0.0012 

0.0022 

20.14 

150 

129.86 

5.00 

6.49 

0.0015 

0.0178 

20.14 

150 

129.86 

5.00 

6.49 

0.0015 

0.0187 

19.95 

150 

130.05 

5.00 

6.50 

0.0015 

0.0003 

19.92 

120 

100.08 

5.00 

5.00 

0.0012 

0.0244 

































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

13.52 

150 

136.48 

5.00 

6.82 

0.0015 

0.0166 

13.52 

120 

106.48 

4.00 

4.26 

0.0018 

0.0000 

21.29 

120 

98.71 

5.00 

4.94 

0.0012 

0.0261 

13.06 

150 

136.94 

5.00 

6.85 

0.0015 

0.0228 

13.06 

120 

106.94 

4.00 

4.28 

0.0018 

0.0321 

22.94 

120 

97.06 

5.00 

4.85 

0.0012 

0.0053 

23.50 

120 

96.50 

4.00 

3.86 

0.0018 

0.0390 

21.31 

120 

98.69 

5.00 

4.93 

0.0012 

0.0346 

21.31 

120 

98.69 

5.00 

4.93 

0.0012 

0.0006 

15.42 

150 

134.58 

5.00 

6.73 

0.0015 

0.0382 

19.71 

120 

100.29 

5.00 

5.01 

0.0012 

0.0245 

18.60 

120 

101.40 

5.00 

5.07 

0.0012 

0.0257 

24.61 

120 

95.39 

5.00 

4.77 

0.0012 

0.0017 

24.63 

120 

95.37 

5.00 

4.77 

0.0012 

0.0000 

26.18 

150 

123.82 

5.00 

6.19 

0.0015 

0.1121 

16.17 

100 

83.83 

3.00 

2.52 

0.0015 

0.0118 

13.82 

150 

136.18 

5.00 

6.81 

0.0015 

0.0197 

11.55 

120 

108.45 

4.00 

4.34 

0.0018 

0.0081 

27.91 

150 

122.09 

5.00 

6.10 

0.0015 

0.0571 

27.91 

120 

92.09 

4.00 

3.68 

0.0018 

0.0008 

17.95 

150 

132.05 

5.00 

6.60 

0.0015 

0.0172 

17.58 

150 

132.42 

5.00 

6.62 

0.0015 

0.0225 

17.58 

150 

132.42 

5.00 

6.62 

0.0015 

0.0574 

13.32 

150 

136.68 

5.00 

6.83 

0.0015 

0.0012 

18.40 

120 

101.60 

4.00 

4.06 

0.0018 

0.0089 

17.16 

150 

132.84 

5.00 

6.64 

0.0015 

0.0101 

25.13 

150 

124.87 

5.00 

6.24 

0.0015 

0.0053 

25.13 

120 

94.87 

4.00 

3.79 

0.0018 

0.0377 

19.17 

150 

130.83 

5.00 

6.54 

0.0015 

0.0569 

13.34 

150 

136.66 

5.00 

6.83 

0.0015 

0.0048 

27.51 

150 

122.49 

5.00 

6.12 

0.0015 

0.0636 

18.09 

150 

131.91 

5.00 

6.60 

0.0015 

0.0389 

18.09 

120 

101.91 

4.00 

4.08 

0.0018 

0.0017 

16.20 

150 

133.80 

5.00 

6.69 

0.0015 

0.0428 

17.89 

150 

132.11 

5.00 

6.61 

0.0015 

0.0878 

17.89 

150 

132.11 

5.00 

6.61 

0.0015 

0.0454 

19.68 

150 

130.32 

5.00 

6.52 

0.0015 

0.0117 

21.27 

150 

128.73 

5.00 

6.44 

0.0015 

0.0003 

21.27 

150 

128.73 

5.00 

6.44 

0.0015 

0.0467 

18.73 

150 

131.27 

5.00 

6.56 

0.0015 

0.0355 

20.38 

120 

99.62 

5.00 

4.98 

0.0012 

0.0061 

17.92 

120 

102.08 

4.00 

4.08 

0.0018 

0.0271 

12.24 

120 

107.76 

5.00 

5.39 

0.0012 

0.0291 

15.03 

150 

134.97 

5.00 

6.75 

0.0015 

0.0322 

19.52 

120 

100.48 

5.00 

5.02 

0.0012 

0.0187 

18.07 

150 

131.93 

5.00 

6.60 

0.0015 

0.0199 

18.07 

120 

101.93 

4.00 

4.08 

0.0018 

0.0499 

14.52 

150 

135.48 

5.00 

6.77 

0.0015 

0.0485 

24.90 

120 

95.10 

5.00 

4.75 

0.0012 

0.0478 

24.90 

120 

95.10 

5.00 

4.75 

0.0012 

0.0006 

12.07 

120 

107.93 

5.00 

5.40 

0.0012 

0.0154 

17.93 

120 

102.07 

4.00 

4.08 

0.0018 

0.0262 

13.54 

120 

106.46 

4.00 

4.26 

0.0018 

0.0091 

17.02 

150 

132.98 

5.00 

6.65 

0.0015 

0.0889 

17.02 

120 

102.98 

4.00 

4.12 

0.0018 

0.0108 

































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Census Code 



Kharkhanda 


Kharon Ka Khera 


Khati Khera 


Khatwara 


Kherpura @ Meghpura 


Khet Hazariya 


Kochriya 


Kumariya Khera 


Kumhariya 


Kundiya 


Lachhmipura 


Lakhmaniyas 


Lakhola 


Lalpura 


Lalsinghji Ka Khera 


Lasadiya Kalan 


Lasadiya Khurd 


Lookdi 


Madhopur 


Mahendragarh 


Mahesh Pura 


Makriya 


Mali Khera 


Mandalgarh 


Mandi Gusaiyan 


Mandpiya 


Mandpiya Mataji Ka 


Mangras 


Manyas 


Marmi 


Meda Kheri 


Mirchiya Kheri 


Mohanpura 


Momi 


Mujras 


0829000203539900 


0824000902901600 


0824000702865100 


0824001102934200 


0824001102934000 


0824000802880600 


0824000802876900 


0824000802876200 


0824000802883500 


0825000603031500 


0824000702869300 


0824000702870700 


0824000702870400 


0829000103528400 


0829000203536300 


0829000103526400 


0829000103530900 


0829000103527600 


0824000802875900 


0824000702866300 


0824000802884400 


0824000702866400 


0824001102933700 


0824001142407000 


0824001102936300 


0824000802877100 


0829000103527500 


0824000702866500 


0829000103528600 


0829000103530100 


0829000103527200 


0829000103528200 


0824000802880400 


0824001102933900 


0824000802879100 


0824000802876700 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Command 

Gneisses(B.G.C) 



4.99 Fresh 


1.64 Fresh 


13.00 Fresh 


7.97 Fresh 


1.73 Fresh 


5.23 Fresh 


20.27 Fresh 


5.23 Fresh 


14.55 Fresh 


5.90 Fresh 


58.00 Fresh 


0.61 Fresh 


6.01 Fresh 



2.64 Fresh 


13.05 Fresh 



8.23 Fresh 


7.90 Fresh 


5.56 Fresh 


4.50 Fresh 


1.29 Fresh 


3.41 Fresh 


2.82 Fresh 


7.42 Fresh 



Nahargarh 


Nandrai 


Nandsa (khalsa) 


0824001102934400 


0824000902896500 


0824000702865700 


4.08 Fresh 


22.94 Fresh 


11.76 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

13.77 

150 

136.23 

5.00 

6.81 

0.0015 

0.0384 

13.77 

150 

136.23 

5.00 

6.81 

0.0015 

0.0031 

20.90 

120 

99.10 

5.00 

4.96 

0.0012 

0.0015 

11.51 

120 

108.49 

4.00 

4.34 

0.0018 

0.0000 

19.88 

150 

130.12 

5.00 

6.51 

0.0015 

0.0236 

13.77 

120 

106.23 

4.00 

4.25 

0.0018 

0.0874 

14.34 

120 

105.66 

4.00 

4.23 

0.0018 

0.0255 

25.48 

150 

124.52 

5.00 

6.23 

0.0015 

0.0203 

17.92 

150 

132.08 

5.00 

6.60 

0.0015 

0.0521 

19.39 

150 

130.61 

5.00 

6.53 

0.0015 

0.0317 

16.80 

150 

133.20 

5.00 

6.66 

0.0015 

0.0441 

20.71 

120 

99.29 

4.00 

3.97 

0.0018 

0.0208 

16.09 

120 

103.91 

4.00 

4.16 

0.0018 

0.0151 

16.79 

120 

103.21 

4.00 

4.13 

0.0018 

0.0581 

15.76 

150 

134.24 

5.00 

6.71 

0.0015 

0.0361 

15.76 

120 

104.24 

4.00 

4.17 

0.0018 

0.0248 

17.56 

120 

102.44 

5.00 

5.12 

0.0012 

0.0294 

17.83 

120 

102.17 

5.00 

5.11 

0.0012 

0.0001 

17.83 

120 

102.17 

5.00 

5.11 

0.0012 

0.0001 

24.05 

120 

95.95 

5.00 

4.80 

0.0012 

0.0717 

19.76 

120 

100.24 

5.00 

5.01 

0.0012 

0.0382 

25.47 

120 

94.53 

5.00 

4.73 

0.0012 

0.0094 

19.10 

150 

130.90 

5.00 

6.55 

0.0015 

0.0514 

25.02 

120 

94.98 

4.00 

3.80 

0.0018 

0.1361 

26.27 

150 

123.73 

5.00 

6.19 

0.0015 

0.0485 

19.45 

150 

130.55 

5.00 

6.53 

0.0015 

0.0039 

19.45 

120 

100.55 

4.00 

4.02 

0.0018 

0.1025 

14.72 

120 

105.28 

4.00 

4.21 

0.0018 

0.0447 

13.28 

120 

106.72 

4.00 

4.27 

0.0018 

0.0079 

13.92 

120 

106.08 

4.00 

4.24 

0.0018 

0.0019 

19.14 

150 

130.86 

5.00 

6.54 

0.0015 

0.0055 

19.14 

120 

100.86 

4.00 

4.03 

0.0018 

0.0120 

19.68 

150 

130.32 

5.00 

6.52 

0.0015 

0.0230 

19.68 

150 

130.32 

5.00 

6.52 

0.0015 

0.0099 

25.86 

120 

94.14 

5.00 

4.71 

0.0012 

0.0143 

21.18 

150 

128.82 

5.00 

6.44 

0.0015 

0.0030 

21.18 

120 

98.82 

4.00 

3.95 

0.0018 

0.0906 

17.78 

150 

132.22 

5.00 

6.61 

0.0015 

0.1258 

17.78 

120 

102.22 

4.00 

4.09 

0.0018 

0.0481 

17.32 

120 

102.68 

5.00 

5.13 

0.0012 

0.0486 

19.14 

120 

100.86 

5.00 

5.04 

0.0012 

0.0241 

19.14 

120 

100.86 

5.00 

5.04 

0.0012 

0.0217 

24.87 

120 

95.13 

5.00 

4.76 

0.0012 

0.0304 

19.75 

120 

100.25 

5.00 

5.01 

0.0012 

0.0259 

23.74 

150 

126.26 

5.00 

6.31 

0.0015 

0.0015 

23.74 

120 

96.26 

4.00 

3.85 

0.0018 

0.0079 

15.10 

120 

104.90 

4.00 

4.20 

0.0018 

0.0247 

14.14 

150 

135.86 

5.00 

6.79 

0.0015 

0.0288 

15.30 

150 

134.70 

5.00 

6.73 

0.0015 

0.0536 

15.30 

120 

104.70 

4.00 

4.19 

0.0018 

0.0157 

19.57 

120 

100.43 

5.00 

5.02 

0.0012 

0.0137 

19.57 

120 

100.43 

5.00 

5.02 

0.0012 

0.0304 

12.20 

120 

107.80 

4.00 

4.31 

0.0018 

0.0259 

15.28 

120 

104.72 

4.00 

4.19 

0.0018 

0.0003 

12.80 

150 

137.20 

5.00 

6.86 

0.0015 

0.1210 
































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Nathadiyas 


Nathji Ka Khera 


Nawalpura 


Naya Khera 


Nayagaon 


Newariya 


Nogawan 


Nohara 


Ojhagar 


Ojyara 


Pahooni 


Palran 


Panna Khera 


Parmeshwar Pura 


Paroli Genta 


Parwati Pura 


Patliyas 


Patniya 


Peepli 


Peethaji Ka Khera 


Peethas 


Phagnon Ka Khera 


Phalodi 


Pichariya Khera 


Potlan 


Punawta 


Puthwadia 


Raipuriya 


Rajola 


Rajpura 


Rama Ka Khera 


Ramdeonagar 


Rampuriya 


Ranawaton Ka Khera 


Ranikhera 


Rashmi 


Census Code 


0824000802882500 


0824000702867700 


0829000103532200 


0824000702870300 


0824001102933800 


0829000103527300 


0824000802876600 


0824000902899500 


0824000802878000 


0824000802881200 


0829000103528900 


0824000702862000 


0829000103531100 


0829000103532300 


0824000902901100 


0824000802878900 


0824000802883600 


0824000802884700 


0824000802885300 


0824001102936400 


0824000902900100 


0824000802883200 


0829000203537300 


0824000702870200 


0824000702868200 


0829000103530500 


0829000103531200 


0829000103534200 


0824000802876300 


0824000802878400 


0824000702871400 


0824000702866700 


0824000702870500 


0824000802878200 


0829000103526700 


0829000203539800 


0824001102934300 


0829000103531300 



Zone (Fresh 
/ Saline) 


4.99 Fresh 


3.90 Fresh 


2.76 Fresh 


1.92 Fresh 


0.79 Fresh 


11.65 Fresh 


3.98 Fresh 


3.60 Fresh 


3.76 Fresh 


15.49 Fresh 



3.99 Fresh 


6.26 Fresh 


3.27 Fresh 



1.49 Fresh 


7.52 Fresh 


1.39 Fresh 


6.08 Fresh 


2.65 Fresh 


7.30 Fresh 


1.56 Fresh 


3.76 Fresh 


1.69 Fresh 


7.26 Fresh 


2.29 Fresh 


21.35 Fresh 


2.64 Fresh 


2.82 Fresh 


3.22 Fresh 


3.59 Fresh 


2.68 Fresh 


5.35 Fresh 


3.80 Fresh 


2.52 Fresh 


4.95 Fresh 


2.73 Fresh 


3.75 Fresh 


4.06 Fresh 


9.11 Fresh 



Ratna Ka Khera 


0829000103530600 


3.81 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C.) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

19.37 

150 

130.63 

5.00 

6.53 

0.0015 

0.0489 

17.08 

120 

102.92 

4.00 

4.12 

0.0018 

0.0289 

18.14 

120 

101.86 

5.00 

5.09 

0.0012 

0.0134 

15.78 

150 

134.22 

5.00 

6.71 

0.0015 

0.0193 

14.76 

120 

105.24 

4.00 

4.21 

0.0018 

0.0060 

25.75 

120 

94.25 

5.00 

4.71 

0.0012 

0.0631 

15.70 

150 

134.30 

5.00 

6.72 

0.0015 

0.0175 

15.70 

120 

104.30 

4.00 

4.17 

0.0018 

0.0169 

13.40 

150 

136.60 

5.00 

6.83 

0.0015 

0.0000 

18.63 

150 

131.37 

5.00 

6.57 

0.0015 

0.0371 

25.74 

150 

124.26 

5.00 

6.21 

0.0015 

0.0614 

25.74 

120 

94.26 

4.00 

3.77 

0.0018 

0.0599 

17.35 

120 

102.65 

5.00 

5.13 

0.0012 

0.0096 

17.35 

120 

102.65 

5.00 

5.13 

0.0012 

0.0826 

11.75 

120 

108.25 

5.00 

5.41 

0.0012 

0.0248 

20.60 

150 

129.40 

5.00 

6.47 

0.0015 

0.0016 

22.20 

120 

97.80 

5.00 

4.89 

0.0012 

0.0122 

22.20 

120 

97.80 

5.00 

4.89 

0.0012 

0.0062 

18.67 

150 

131.33 

5.00 

6.57 

0.0015 

0.0001 

18.67 

120 

101.33 

4.00 

4.05 

0.0018 

0.0017 

20.15 

120 

99.85 

5.00 

4.99 

0.0012 

0.0013 

13.52 

150 

136.48 

5.00 

6.82 

0.0015 

0.0068 

13.52 

120 

106.48 

4.00 

4.26 

0.0018 

0.0445 

15.44 

150 

134.56 

5.00 

6.73 

0.0015 

0.0140 

17.96 

150 

132.04 

5.00 

6.60 

0.0015 

0.0602 

19.74 

150 

130.26 

5.00 

6.51 

0.0015 

0.0258 

22.95 

150 

127.05 

5.00 

6.35 

0.0015 

0.0696 

13.84 

120 

106.16 

4.00 

4.25 

0.0018 

0.0076 

18.94 

150 

131.06 

5.00 

6.55 

0.0015 

0.0369 

16.59 

150 

133.41 

5.00 

6.67 

0.0015 

0.0147 

16.59 

120 

103.41 

4.00 

4.14 

0.0018 

0.0017 

39.64 

120 

80.36 

5.00 

4.02 

0.0012 

0.0009 

15.69 

150 

134.31 

5.00 

6.72 

0.0015 

0.0231 

17.45 

150 

132.55 

5.00 

6.63 

0.0015 

0.0005 

19.70 

120 

100.30 

5.00 

5.02 

0.0012 

0.0152 

23.77 

120 

96.23 

5.00 

4.81 

0.0012 

0.0150 

23.77 

120 

96.23 

5.00 

4.81 

0.0012 

0.0006 

22.34 

120 

97.66 

5.00 

4.88 

0.0012 

0.0096 

20.10 

150 

129.90 

5.00 

6.49 

0.0015 

0.0350 

15.95 

150 

134.05 

5.00 

6.70 

0.0015 

0.0269 

21.06 

120 

98.94 

4.00 

3.96 

0.0018 

0.0381 

19.74 

120 

100.26 

4.00 

4.01 

0.0018 

0.0274 

15.76 

150 

134.24 

5.00 

6.71 

0.0015 

0.0118 

15.76 

120 

104.24 

4.00 

4.17 

0.0018 

0.0102 

16.42 

150 

133.58 

5.00 

6.68 

0.0015 

0.0496 

24.12 

120 

95.88 

5.00 

4.79 

0.0012 

0.0150 

20.13 

120 

99.87 

5.00 

4.99 

0.0012 

0.0004 

12.60 

120 

107.40 

4.00 

4.30 

0.0018 

0.0169 

17.31 

120 

102.69 

5.00 

5.13 

0.0012 

0.0168 

17.31 

120 

102.69 

5.00 

5.13 

0.0012 

0.0354 

18.66 

120 

101.34 

5.00 

5.07 

0.0012 

0.0077 

18.66 

120 

101.34 

5.00 

5.07 

0.0012 

0.0097 

17.76 

150 

132.24 

5.00 

6.61 

0.0015 

0.0244 

17.76 

120 

102.24 

4.00 

4.09 

0.0018 

0.0064 

19.84 

120 

100.16 

5.00 

5.01 

0.0012 

0.0219 

































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

14.40 

150 

135.60 

5.00 

6.78 

0.0015 

0.0334 

22.10 

150 

127.90 

5.00 

6.39 

0.0015 

0.0488 

26.08 

150 

123.92 

5.00 

6.20 

0.0015 

0.0092 

17.72 

120 

102.28 

5.00 

5.11 

0.0012 

0.0566 

19.88 

120 

100.12 

5.00 

5.01 

0.0012 

0.0132 

15.00 

150 

135.00 

5.00 

6.75 

0.0015 

0.1126 

18.91 

150 

131.09 

5.00 

6.55 

0.0015 

0.0083 

18.76 

120 

101.24 

5.00 

5.06 

0.0012 

0.0144 

20.02 

150 

129.98 

5.00 

6.50 

0.0015 

0.0084 

18.43 

150 

131.57 

5.00 

6.58 

0.0015 

0.0290 

12.16 

150 

137.85 

5.00 

6.89 

0.0015 

0.0216 

25.49 

150 

124.51 

5.00 

6.23 

0.0015 

0.0222 

25.49 

120 

94.51 

4.00 

3.78 

0.0018 

0.0120 

19.35 

150 

130.65 

5.00 

6.53 

0.0015 

0.0284 

19.35 

120 

100.65 

4.00 

4.03 

0.0018 

0.0840 

22.46 

120 

97.54 

4.00 

3.90 

0.0018 

0.0243 

12.72 

120 

107.28 

4.00 

4.29 

0.0018 

0.0201 

12.72 

120 

107.28 

4.00 

4.29 

0.0018 

0.0025 

17.78 

150 

132.22 

5.00 

6.61 

0.0015 

0.0041 

17.78 

150 

132.22 

5.00 

6.61 

0.0015 

0.0169 

16.07 

150 

133.93 

5.00 

6.70 

0.0015 

0.0331 

16.07 

120 

103.93 

4.00 

4.16 

0.0018 

0.0301 

19.15 

120 

100.85 

4.00 

4.03 

0.0018 

0.0013 

18.57 

150 

131.43 

5.00 

6.57 

0.0015 

0.1079 

18.57 

120 

101.43 

4.00 

4.06 

0.0018 

0.0070 

17.60 

120 

102.40 

5.00 

5.12 

0.0012 

0.0256 

16.96 

120 

103.04 

4.00 

4.12 

0.0018 

0.0026 

24.58 

120 

95.42 

5.00 

4.77 

0.0012 

0.0052 

24.58 

120 

95.42 

5.00 

4.77 

0.0012 

0.0030 

14.88 

150 

135.13 

5.00 

6.76 

0.0015 

0.0004 

14.88 

120 

105.13 

4.00 

4.21 

0.0018 

0.0980 

16.28 

150 

133.72 

5.00 

6.69 

0.0015 

0.0039 

16.28 

120 

103.72 

4.00 

4.15 

0.0018 

0.0231 

13.50 

150 

136.50 

5.00 

6.82 

0.0015 

0.0135 

13.50 

150 

136.50 

5.00 

6.82 

0.0015 

0.0041 

26.13 

150 

123.87 

5.00 

6.19 

0.0015 

0.0084 

19.62 

150 

130.38 

5.00 

6.52 

0.0015 

0.0226 

19.62 

120 

100.38 

4.00 

4.02 

0.0018 

0.0376 

24.21 

150 

125.79 

5.00 

6.29 

0.0015 

0.1139 

24.21 

120 

95.79 

4.00 

3.83 

0.0018 

0.0140 

14.01 

120 

105.99 

4.00 

4.24 

0.0018 

0.0144 

14.06 

150 

135.94 

5.00 

6.80 

0.0015 

0.0173 

14.06 

150 

135.94 

5.00 

6.80 

0.0015 

0.0437 

13.38 

120 

106.62 

4.00 

4.26 

0.0018 

0.0568 

15.98 

120 

104.02 

4.00 

4.16 

0.0018 

0.0232 

24.15 

120 

95.85 

5.00 

4.79 

0.0012 

0.0898 

18.64 

150 

131.36 

5.00 

6.57 

0.0015 

0.0605 

21.61 

150 

128.39 

5.00 

6.42 

0.0015 

0.0310 

26.15 

120 

93.85 

5.00 

4.69 

0.0012 

0.0111 

19.18 

120 

100.82 

5.00 

5.04 

0.0012 

0.0005 

14.07 

120 

105.94 

5.00 

5.30 

0.0012 

0.0618 

17.56 

150 

132.44 

5.00 

6.62 

0.0015 

0.0037 

17.56 

120 

102.44 

4.00 

4.10 

0.0018 

0.0768 

15.36 

150 

134.64 

5.00 

6.73 

0.0015 

0.0370 

15.31 

150 

134.69 

5.00 

6.73 

0.0015 

0.0404 

























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

16.60 

120 

103.40 

4.00 

4.14 

0.0018 

0.0235 

22.86 

120 

97.14 

5.00 

4.86 

0.0012 

0.0008 

16.24 

150 

133.76 

5.00 

6.69 

0.0015 

0.0535 

14.41 

150 

135.59 

5.00 

6.78 

0.0015 

0.0066 

14.61 

150 

135.39 

5.00 

6.77 

0.0015 

0.0282 

14.61 

120 

105.39 

4.00 

4.22 

0.0018 

0.0047 

21.97 

150 

128.03 

5.00 

6.40 

0.0015 

0.0193 

18.79 

120 

101.21 

4.00 

4.05 

0.0018 

0.0084 

29.36 

150 

120.64 

5.00 

6.03 

0.0015 

0.0094 

29.36 

120 

90.64 

4.00 

3.63 

0.0018 

0.0272 

15.92 

150 

134.08 

5.00 

6.70 

0.0015 

0.0266 

18.71 

150 

131.29 

5.00 

6.56 

0.0015 

0.0186 

18.74 

150 

131.26 

5.00 

6.56 

0.0015 

0.0141 

18.94 

150 

131.06 

5.00 

6.55 

0.0015 

0.0007 

18.94 

120 

101.06 

4.00 

4.04 

0.0018 

0.0385 

15.19 

150 

134.81 

5.00 

6.74 

0.0015 

0.0073 

15.19 

120 

104.81 

4.00 

4.19 

0.0018 

0.0204 

17.32 

150 

132.68 

5.00 

6.63 

0.0015 

0.0074 

17.32 

120 

102.68 

4.00 

4.11 

0.0018 

0.0010 

18.62 

150 

131.38 

5.00 

6.57 

0.0015 

0.0006 

17.14 

120 

102.86 

4.00 

4.11 

0.0018 

0.0037 

18.71 

120 

101.29 

5.00 

5.06 

0.0012 

0.0391 

18.71 

120 

101.29 

5.00 

5.06 

0.0012 

0.0008 

24.23 

120 

95.77 

4.00 

3.83 

0.0018 

0.0111 

31.04 

120 

88.96 

5.00 

4.45 

0.0012 

0.0040 

31.04 

120 

88.96 

5.00 

4.45 

0.0012 

0.0009 

17.80 

120 

102.20 

5.00 

5.11 

0.0012 

0.0001 

17.80 

120 

102.20 

5.00 

5.11 

0.0012 

0.0415 

11.92 

120 

108.08 

5.00 

5.40 

0.0012 

0.0107 

12.29 

120 

107.71 

4.00 

4.31 

0.0018 

0.0239 

12.29 

100 

87.71 

3.00 

2.63 

0.0015 

0.0013 

11.94 

120 

108.06 

4.00 

4.32 

0.0018 

0.0088 

11.20 

120 

108.80 

4.00 

4.35 

0.0018 

0.0147 

14.43 

120 

105.57 

4.00 

4.22 

0.0018 

0.0501 

20.87 

120 

99.13 

4.00 

3.97 

0.0018 

0.0406 

14.00 

120 

106.00 

4.00 

4.24 

0.0018 

0.0151 

14.93 

120 

105.07 

4.00 

4.20 

0.0018 

0.0571 

14.93 

100 

85.07 

3.00 

2.55 

0.0015 

0.0001 

13.02 

100 

86.98 

3.00 

2.61 

0.0015 

0.0062 

15.56 

120 

104.44 

4.00 

4.18 

0.0018 

0.0019 

13.64 

120 

106.36 

4.00 

4.25 

0.0018 

0.0009 

13.64 

100 

86.36 

3.00 

2.59 

0.0015 

0.0097 

12.78 

100 

87.22 

3.00 

2.62 

0.0015 

0.0194 

14.29 

120 

105.71 

4.00 

4.23 

0.0018 

0.0025 

14.29 

100 

85.71 

3.00 

2.57 

0.0015 

0.0059 

12.88 

100 

87.12 

3.00 

2.61 

0.0015 

0.0045 

17.18 

120 

102.82 

4.00 

4.11 

0.0018 

0.0122 

17.18 

100 

82.82 

3.00 

2.48 

0.0015 

0.0069 

12.68 

120 

107.32 

4.00 

4.29 

0.0018 

0.0324 

13.79 

120 

106.21 

4.00 

4.25 

0.0018 

0.0056 

13.79 

100 

86.21 

3.00 

2.59 

0.0015 

0.0007 

17.93 

120 

102.07 

4.00 

4.08 

0.0018 

0.0187 

16.50 

120 

103.50 

4.00 

4.14 

0.0018 

0.0022 

12.87 

120 

107.13 

4.00 

4.29 

0.0018 

0.0014 

12.87 

100 

87.13 

3.00 

2.61 

0.0015 

0.0032 























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

18.52 

120 

101.48 

4.00 

4.06 

0.0018 

0.0113 

12.13 

120 

107.87 

4.00 

4.31 

0.0018 

0.0006 

12.13 

100 

87.87 

3.00 

2.64 

0.0015 

0.0085 

11.50 

100 

88.50 

3.00 

2.66 

0.0015 

0.0087 

13.83 

100 

86.17 

3.00 

2.58 

0.0015 

0.0151 

12.84 

120 

107.16 

4.00 

4.29 

0.0018 

0.0001 

12.84 

100 

87.16 

3.00 

2.61 

0.0015 

0.0179 

11.34 

100 

88.66 

3.00 

2.66 

0.0015 

0.0030 

12.46 

100 

87.54 

3.00 

2.63 

0.0015 

0.0092 

15.87 

100 

84.13 

3.00 

2.52 

0.0015 

0.0139 

13.59 

100 

86.41 

3.00 

2.59 

0.0015 

0.0009 

13.59 

120 

106.41 

4.00 

4.26 

0.0018 

0.0128 

13.59 

100 

86.41 

3.00 

2.59 

0.0015 

0.0072 

13.29 

100 

86.71 

3.00 

2.60 

0.0015 

0.0051 

12.86 

120 

107.14 

4.00 

4.29 

0.0018 

0.0175 

14.97 

120 

105.03 

4.00 

4.20 

0.0018 

0.0043 

13.58 

100 

86.42 

3.00 

2.59 

0.0015 

0.0007 

13.58 

100 

86.42 

3.00 

2.59 

0.0015 

0.0018 

15.08 

120 

104.92 

4.00 

4.20 

0.0018 

0.0292 

10.38 

100 

89.62 

3.00 

2.69 

0.0015 

0.0054 

17.56 

120 

102.44 

4.00 

4.10 

0.0018 

0.0000 

17.56 

100 

82.44 

3.00 

2.47 

0.0015 

0.0116 

12.55 

120 

107.45 

4.00 

4.30 

0.0018 

0.0209 

12.92 

100 

87.08 

3.00 

2.61 

0.0015 

0.0110 

11.37 

120 

108.63 

4.00 

4.35 

0.0018 

0.0349 

10.59 

100 

89.41 

3.00 

2.68 

0.0015 

0.0007 

25.55 

120 

94.45 

4.00 

3.78 

0.0018 

0.0000 

16.93 

120 

103.07 

4.00 

4.12 

0.0018 

0.0040 

16.93 

100 

83.07 

3.00 

2.49 

0.0015 

0.0153 

13.26 

100 

86.74 

3.00 

2.60 

0.0015 

0.0096 

13.26 

100 

86.74 

3.00 

2.60 

0.0015 

0.0067 

12.57 

120 

107.43 

4.00 

4.30 

0.0018 

0.0017 

12.57 

100 

87.43 

3.00 

2.62 

0.0015 

0.0028 

19.44 

120 

100.56 

4.00 

4.02 

0.0018 

0.0169 

12.91 

120 

107.09 

4.00 

4.28 

0.0018 

0.0105 

12.91 

100 

87.09 

3.00 

2.61 

0.0015 

0.0050 

15.78 

100 

84.22 

3.00 

2.53 

0.0015 

0.0007 

11.89 

120 

108.11 

4.00 

4.32 

0.0018 

0.0100 

11.89 

100 

88.11 

3.00 

2.64 

0.0015 

0.0330 

20.89 

120 

99.11 

4.00 

3.96 

0.0018 

0.0346 

13.62 

120 

106.38 

4.00 

4.26 

0.0018 

0.0000 

12.99 

120 

107.01 

4.00 

4.28 

0.0018 

0.0028 

12.99 

100 

87.01 

3.00 

2.61 

0.0015 

0.0183 

13.04 

100 

86.96 

3.00 

2.61 

0.0015 

0.0007 

13.90 

100 

86.10 

3.00 

2.58 

0.0015 

0.0117 

12.36 

120 

107.64 

4.00 

4.31 

0.0018 

0.0028 

11.99 

120 

108.01 

4.00 

4.32 

0.0018 

0.0511 

11.99 

100 

88.01 

3.00 

2.64 

0.0015 

0.0032 

15.02 

120 

104.98 

4.00 

4.20 

0.0018 

0.0143 

12.20 

120 

107.80 

4.00 

4.31 

0.0018 

0.0415 

21.68 

120 

98.32 

4.00 

3.93 

0.0018 

0.0181 

13.24 

100 

86.76 

3.00 

2.60 

0.0015 

0.0109 

16.42 

120 

103.58 

4.00 

4.14 

0.0018 

0.0007 

16.42 

100 

83.58 

3.00 

2.51 

0.0015 

0.0214 

12.02 

120 

107.98 

4.00 

4.32 

0.0018 

0.0430 






























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

16.88 

120 

103.12 

4.00 

4.12 

0.0018 

0.0049 

13.46 

100 

86.54 

3.00 

2.60 

0.0015 

0.0123 

13.30 

100 

86.70 

3.00 

2.60 

0.0015 

0.0066 

13.30 

100 

86.70 

3.00 

2.60 

0.0015 

0.0007 

12.90 

120 

107.10 

4.00 

4.28 

0.0018 

0.0373 

12.70 

120 

107.30 

4.00 

4.29 

0.0018 

0.0545 

15.26 

120 

104.74 

4.00 

4.19 

0.0018 

0.0837 

27.02 

120 

92.98 

4.00 

3.72 

0.0018 

0.0323 

27.02 

100 

72.98 

3.00 

2.19 

0.0015 

0.0008 

13.02 

100 

86.98 

3.00 

2.61 

0.0015 

0.0053 

10.34 

120 

109.66 

4.00 

4.39 

0.0018 

0.0001 

10.34 

100 

89.66 

3.00 

2.69 

0.0015 

0.0337 

14.13 

120 

105.87 

4.00 

4.23 

0.0018 

0.0297 

12.43 

120 

107.57 

4.00 

4.30 

0.0018 

0.0063 

13.14 

100 

86.86 

3.00 

2.61 

0.0015 

0.0085 

12.70 

120 

107.30 

4.00 

4.29 

0.0018 

0.0547 

21.42 

120 

98.58 

4.00 

3.94 

0.0018 

0.0039 

21.42 

100 

78.58 

3.00 

2.36 

0.0015 

0.0016 

13.99 

100 

86.01 

3.00 

2.58 

0.0015 

0.0011 

13.99 

100 

86.01 

3.00 

2.58 

0.0015 

0.0163 

14.10 

100 

85.90 

3.00 

2.58 

0.0015 

0.0107 

14.10 

100 

85.90 

3.00 

2.58 

0.0015 

0.0030 

11.44 

120 

108.56 

4.00 

4.34 

0.0018 

0.0044 

11.44 

100 

88.56 

3.00 

2.66 

0.0015 

0.0083 

13.56 

100 

86.44 

3.00 

2.59 

0.0015 

0.0024 

13.56 

100 

86.44 

3.00 

2.59 

0.0015 

0.0000 

14.15 

100 

85.85 

3.00 

2.58 

0.0015 

0.0001 

14.15 

120 

105.85 

4.00 

4.23 

0.0018 

0.0421 

14.15 

100 

85.85 

3.00 

2.58 

0.0015 

0.0249 

14.69 

120 

105.31 

4.00 

4.21 

0.0018 

0.0353 

14.69 

100 

85.31 

3.00 

2.56 

0.0015 

0.0032 

13.29 

120 

106.71 

4.00 

4.27 

0.0018 

0.0236 

16.41 

120 

103.59 

4.00 

4.14 

0.0018 

0.0053 

11.19 

120 

108.81 

4.00 

4.35 

0.0018 

0.0272 

13.39 

100 

86.61 

3.00 

2.60 

0.0015 

0.0149 

13.39 

100 

86.61 

3.00 

2.60 

0.0015 

0.0006 

10.98 

120 

109.02 

4.00 

4.36 

0.0018 

0.0208 

13.51 

100 

86.49 

3.00 

2.59 

0.0015 

0.0078 

15.02 

100 

84.98 

3.00 

2.55 

0.0015 

0.0125 

12.95 

120 

107.05 

4.00 

4.28 

0.0018 

0.0142 

20.28 

120 

99.72 

4.00 

3.99 

0.0018 

0.0171 

11.16 

120 

108.84 

4.00 

4.35 

0.0018 

0.0240 

12.66 

120 

107.34 

4.00 

4.29 

0.0018 

0.0145 

12.66 

100 

87.34 

3.00 

2.62 

0.0015 

0.0000 

13.73 

120 

106.27 

4.00 

4.25 

0.0018 

0.0011 

30.02 

120 

89.98 

4.00 

3.60 

0.0018 

0.0123 

13.24 

120 

106.76 

4.00 

4.27 

0.0018 

0.0154 

13.24 

100 

86.76 

3.00 

2.60 

0.0015 

0.0035 

11.75 

120 

108.25 

4.00 

4.33 

0.0018 

0.0100 

11.52 

120 

108.48 

4.00 

4.34 

0.0018 

0.0221 

11.52 

100 

88.48 

3.00 

2.65 

0.0015 

0.0026 

11.98 

120 

108.02 

4.00 

4.32 

0.0018 

0.0294 

11.36 

120 

108.64 

4.00 

4.35 

0.0018 

0.0279 

11.02 

120 

108.98 

4.00 

4.36 

0.0018 

0.0003 

11.02 

100 

88.98 

3.00 

2.67 

0.0015 

0.0018 
























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Moothiya 


Morana 


Morchana 


Morwar 


Mundol 


Nathaji Ka Gurha 


Neechla Ghatra 


Neemri 


Nijharna 


Oladar 


Omthi 


Ovri Ka Valra 


Parasli 


Parwat Kheri 


Pawana 


Peepalantri Kalan 


Piplantri Khurd 


Podawali 


Poothol 


Puthiya 


Raghunathpura 


Rajsamand (M) 


Rati Talai 


Reechher 


Rod Ka Gurha 


Roon Rajsamand (A) 


Roon Rajsamand (B) 


Sapol 


Saras Ka Gurha 


Census Code 


0825000102968900 


0825000403003400 


0825000503019300 


0825000503018900 


0825000503021800 


0825000403003800 


0825000403000200 


0825000402999300 


0825000503018100 


0825000403005800 


0825000503018200 


0825000403003100 


0825000503013300 


0825000503017400 


0825000403006000 


0825000503018700 


0825000503022100 


0825000503014100 


0825000503022000 


0825000402998800 


0825000503013700 


0825000542503000 


0825000403002700 


0825000403005900 


0825000403003200 


0825000503019400 


0825000503019500 


0825000503018600 


0825000402998200 



Zone (Fresh 
/ Saline) 


0.16 Saline 


4.90 Fresh 


0.03 Fresh 


1.37 Fresh 


3.16 Fresh 


3.32 Fresh 



0.71 Fresh 


2.45 Fresh 


1.72 Fresh 


8.30 Fresh 


0.47 Fresh 


3.75 Fresh 


7.25 Fresh 


1.55 Fresh 



4.72 Fresh 


4.06 Fresh 


2.02 Fresh 


4.46 Fresh 


6.89 Fresh 


38.20 Fresh 


1.57 Fresh 


29.87 Fresh 



3.45 Fresh 


15.19 Fresh 


2.12 Fresh 


0.39 Fresh 


0.40 Fresh 


13.45 Fresh 


2.52 Fresh 


Saline 


5.27 Fresh 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Gneisses 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses 

Non-command 

Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

13.77 

120 

106.23 

4.00 

4.25 

0.0018 

0.0004 

12.52 

120 

107.48 

4.00 

4.30 

0.0018 

0.0369 

13.83 

120 

106.17 

4.00 

4.25 

0.0018 

0.0002 

12.88 

100 

87.12 

3.00 

2.61 

0.0015 

0.0054 

13.39 

100 

86.61 

3.00 

2.60 

0.0015 

0.0009 

16.82 

120 

103.18 

4.00 

4.13 

0.0018 

0.0186 

16.82 

100 

83.18 

3.00 

2.50 

0.0015 

0.0028 

18.75 

120 

101.25 

4.00 

4.05 

0.0018 

0.0201 

18.75 

100 

81.25 

3.00 

2.44 

0.0015 

0.0025 

13.03 

100 

86.97 

3.00 

2.61 

0.0015 

0.0028 

12.93 

120 

107.07 

4.00 

4.28 

0.0018 

0.0109 

12.93 

100 

87.07 

3.00 

2.61 

0.0015 

0.0039 

11.43 

100 

88.57 

3.00 

2.66 

0.0015 

0.0069 

13.88 

100 

86.12 

3.00 

2.58 

0.0015 

0.0005 

11.67 

100 

88.33 

3.00 

2.65 

0.0015 

0.0019 

13.24 

120 

106.76 

4.00 

4.27 

0.0018 

0.0280 

11.76 

120 

108.24 

4.00 

4.33 

0.0018 

0.0550 

16.56 

120 

103.44 

4.00 

4.14 

0.0018 

0.0111 

16.56 

100 

83.44 

3.00 

2.50 

0.0015 

0.0001 

13.74 

120 

106.26 

4.00 

4.25 

0.0018 

0.0222 

13.74 

100 

86.26 

3.00 

2.59 

0.0015 

0.0004 

18.12 

100 

81.88 

3.00 

2.46 

0.0015 

0.0043 

13.79 

100 

86.21 

3.00 

2.59 

0.0015 

0.0157 

13.52 

100 

86.48 

3.00 

2.59 

0.0015 

0.0074 

12.58 

120 

107.42 

4.00 

4.30 

0.0018 

0.0157 

12.58 

100 

87.42 

3.00 

2.62 

0.0015 

0.0092 

13.54 

100 

86.46 

3.00 

2.59 

0.0015 

0.0159 

15.30 

120 

104.70 

4.00 

4.19 

0.0018 

0.0134 

15.30 

100 

84.70 

3.00 

2.54 

0.0015 

0.0252 

12.98 

100 

87.02 

3.00 

2.61 

0.0015 

0.0062 

16.04 

120 

103.96 

4.00 

4.16 

0.0018 

0.0093 

16.04 

100 

83.96 

3.00 

2.52 

0.0015 

0.0038 

16.04 

100 

83.96 

3.00 

2.52 

0.0015 

0.0001 

16.07 

120 

103.93 

4.00 

4.16 

0.0018 

0.0673 

16.07 

100 

83.93 

3.00 

2.52 

0.0015 

0.0003 

15.03 

120 

104.97 

4.00 

4.20 

0.0018 

0.0226 

18.85 

120 

101.15 

4.00 

4.05 

0.0018 

0.0500 

18.85 

100 

81.15 

3.00 

2.43 

0.0015 

0.0078 

14.20 

120 

105.80 

4.00 

4.23 

0.0018 

0.0157 

14.03 

120 

105.97 

4.00 

4.24 

0.0018 

0.0029 

14.20 

120 

105.80 

4.00 

4.23 

0.0018 

0.0030 

14.61 

120 

105.39 

4.00 

4.22 

0.0018 

0.0716 

14.61 

100 

85.39 

3.00 

2.56 

0.0015 

0.0088 

13.71 

100 

86.29 

3.00 

2.59 

0.0015 

0.0040 

13.71 

100 

86.29 

3.00 

2.59 

0.0015 

0.0058 

10.28 

120 

109.72 

4.00 

4.39 

0.0018 

0.0013 

10.28 

100 

89.72 

3.00 

2.69 

0.0015 

0.0205 

13.46 

120 

106.54 

4.00 

4.26 

0.0018 

0.0012 

13.46 

100 

86.54 

3.00 

2.60 

0.0015 

0.0012 

13.28 

120 

106.72 

4.00 

4.27 

0.0018 

0.0000 

13.28 

100 

86.72 

3.00 

2.60 

0.0015 

0.0197 

13.99 

120 

106.01 

4.00 

4.24 

0.0018 

0.0028 

13.99 

100 

86.01 

3.00 

2.58 

0.0015 

0.0027 

13.99 

120 

106.01 

4.00 

4.24 

0.0018 

0.0199 

13.99 

100 

86.01 

3.00 

2.58 

0.0015 

0.0055 









































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

19.67 

120 

100.33 

4.00 

4.01 

0.0018 

0.0083 

19.67 

100 

80.33 

3.00 

2.41 

0.0015 

0.0070 

27.84 

120 

92.16 

4.00 

3.69 

0.0018 

0.0274 

27.84 

100 

72.16 

3.00 

2.16 

0.0015 

0.0011 

12.85 

100 

87.15 

3.00 

2.61 

0.0015 

0.0113 

16.52 

120 

103.48 

4.00 

4.14 

0.0018 

0.0394 

22.45 

120 

97.55 

4.00 

3.90 

0.0018 

0.0071 

22.45 

100 

77.55 

3.00 

2.33 

0.0015 

0.0046 

12.41 

120 

107.59 

4.00 

4.30 

0.0018 

0.0740 

13.57 

120 

106.43 

4.00 

4.26 

0.0018 

0.0222 

13.57 

100 

86.43 

3.00 

2.59 

0.0015 

0.0064 

10.44 

100 

89.56 

3.00 

2.69 

0.0015 

0.0081 

13.55 

100 

86.45 

3.00 

2.59 

0.0015 

0.0002 

20.23 

120 

99.77 

4.00 

3.99 

0.0018 

0.0145 

20.23 

100 

79.77 

3.00 

2.39 

0.0015 

0.0000 

15.42 

120 

104.58 

4.00 

4.18 

0.0018 

0.0399 

15.42 

100 

84.58 

3.00 

2.54 

0.0015 

0.0001 

13.34 

100 

86.66 

3.00 

2.60 

0.0015 

0.0091 

13.34 

100 

86.66 

3.00 

2.60 

0.0015 

0.0043 

17.86 

120 

102.14 

4.00 

4.09 

0.0018 

0.0311 

17.86 

100 

82.14 

3.00 

2.46 

0.0015 

0.0126 

14.24 

120 

105.76 

4.00 

4.23 

0.0018 

0.0307 

14.24 

100 

85.76 

3.00 

2.57 

0.0015 

0.0024 

12.33 

100 

87.67 

3.00 

2.63 

0.0015 

0.0045 

13.51 

100 

86.49 

3.00 

2.59 

0.0015 

0.0059 

21.82 

120 

98.18 

4.00 

3.93 

0.0018 

0.0142 

14.83 

120 

105.17 

4.00 

4.21 

0.0018 

0.0280 

14.83 

120 

105.17 

4.00 

4.21 

0.0018 

0.0098 

17.51 

100 

82.49 

3.00 

2.47 

0.0015 

0.0141 

10.97 

100 

89.03 

3.00 

2.67 

0.0015 

0.0030 

19.65 

120 

100.35 

5.00 

5.02 

0.0012 

0.0306 

4.61 

100 

95.39 

3.00 

2.86 

0.0015 

0.0009 

4.61 

100 

95.39 

3.00 

2.86 

0.0015 

0.0179 

22.23 

150 

127.77 

5.00 

6.39 

0.0015 

0.0192 

22.23 

150 

127.77 

5.00 

6.39 

0.0015 

0.0000 

10.72 

120 

109.28 

5.00 

5.46 

0.0012 

0.0021 

15.56 

120 

104.44 

4.00 

4.18 

0.0018 

0.0311 

15.56 

120 

104.44 

4.00 

4.18 

0.0018 

0.0001 

15.38 

120 

104.62 

4.00 

4.18 

0.0018 

0.0067 

15.38 

120 

104.62 

4.00 

4.18 

0.0018 

0.0009 

16.46 

120 

103.54 

4.00 

4.14 

0.0018 

0.0048 

16.46 

120 

103.54 

4.00 

4.14 

0.0018 

0.0013 

28.10 

120 

91.90 

4.00 

3.68 

0.0018 

0.0279 

17.37 

100 

82.63 

3.00 

2.48 

0.0015 

0.0102 

15.58 

100 

84.42 

3.00 

2.53 

0.0015 

0.0378 

38.97 

120 

81.03 

4.00 

3.24 

0.0018 

0.0151 

38.97 

120 

81.03 

4.00 

3.24 

0.0018 

0.0080 

11.98 

100 

88.02 

3.00 

2.64 

0.0015 

0.0069 

11.98 

100 

88.02 

3.00 

2.64 

0.0015 

0.0013 

17.24 

120 

102.76 

4.00 

4.11 

0.0018 

0.0036 

17.24 

120 

102.76 

4.00 

4.11 

0.0018 

0.0009 

7.46 

100 

92.54 

3.00 

2.78 

0.0015 

0.0017 

7.46 

100 

92.54 

3.00 

2.78 

0.0015 

0.0097 

21.27 

120 

98.73 

4.00 

3.95 

0.0018 

0.0441 

16.85 

100 

83.15 

3.00 

2.49 

0.0015 

0.0259 









































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

8.72 

100 

91.28 

3.00 

2.74 

0.0015 

0.0107 

18.52 

120 

101.48 

4.00 

4.06 

0.0018 

0.0077 

15.91 

100 

84.09 

3.00 

2.52 

0.0015 

0.0245 

13.48 

100 

86.52 

3.00 

2.60 

0.0015 

0.0004 

13.48 

100 

86.52 

3.00 

2.60 

0.0015 

0.0007 

11.79 

100 

88.21 

3.00 

2.65 

0.0015 

0.0141 

13.76 

120 

106.24 

4.00 

4.25 

0.0018 

0.0099 

13.76 

120 

106.24 

4.00 

4.25 

0.0018 

0.0387 

8.39 

100 

91.61 

3.00 

2.75 

0.0015 

0.0163 

8.39 

100 

91.61 

3.00 

2.75 

0.0015 

0.0022 

13.74 

100 

86.26 

3.00 

2.59 

0.0015 

0.0000 

13.74 

120 

106.26 

4.00 

4.25 

0.0018 

0.0039 

13.74 

100 

86.26 

3.00 

2.59 

0.0015 

0.0156 

21.30 

120 

98.70 

4.00 

3.95 

0.0018 

0.1069 

14.15 

120 

105.85 

4.00 

4.23 

0.0018 

0.0065 

17.22 

100 

82.78 

3.00 

2.48 

0.0015 

0.0092 

19.32 

120 

100.68 

5.00 

5.03 

0.0012 

0.0085 

14.02 

100 

85.98 

3.00 

2.58 

0.0015 

0.0031 

18.43 

100 

81.57 

3.00 

2.45 

0.0015 

0.0059 

18.06 

100 

81.94 

3.00 

2.46 

0.0015 

0.0252 

18.06 

100 

81.94 

3.00 

2.46 

0.0015 

0.0039 

19.88 

100 

80.12 

3.00 

2.40 

0.0015 

0.0105 

9.78 

100 

90.22 

3.00 

2.71 

0.0015 

0.0060 

37.16 

120 

82.84 

4.00 

3.31 

0.0018 

0.0058 

37.16 

120 

82.84 

4.00 

3.31 

0.0018 

0.0055 

17.56 

120 

102.44 

4.00 

4.10 

0.0018 

0.0047 

17.56 

100 

82.44 

3.00 

2.47 

0.0015 

0.0010 

19.72 

120 

100.28 

5.00 

5.01 

0.0012 

0.0079 

25.55 

120 

94.45 

4.00 

3.78 

0.0018 

0.0104 

16.93 

120 

103.07 

4.00 

4.12 

0.0018 

0.0081 

16.93 

100 

83.07 

3.00 

2.49 

0.0015 

0.0003 

16.82 

120 

103.18 

5.00 

5.16 

0.0012 

0.0000 

17.44 

100 

82.56 

3.00 

2.48 

0.0015 

0.0027 

35.17 

120 

84.83 

4.00 

3.39 

0.0018 

0.0113 

35.17 

120 

84.83 

4.00 

3.39 

0.0018 

0.0129 

39.62 

120 

80.38 

4.00 

3.22 

0.0018 

0.0148 

39.62 

120 

80.38 

4.00 

3.22 

0.0018 

0.0106 

16.21 

100 

83.79 

3.00 

2.51 

0.0015 

0.0036 

11.03 

100 

88.97 

3.00 

2.67 

0.0015 

0.0085 

11.03 

100 

88.97 

3.00 

2.67 

0.0015 

0.0008 

10.61 

100 

89.39 

3.00 

2.68 

0.0015 

0.0048 

10.61 

100 

89.39 

3.00 

2.68 

0.0015 

0.0047 

10.84 

100 

89.16 

3.00 

2.67 

0.0015 

0.0039 

10.84 

100 

89.16 

3.00 

2.67 

0.0015 

0.0001 

12.96 

120 

107.04 

4.00 

4.28 

0.0018 

0.0086 

12.96 

120 

107.04 

4.00 

4.28 

0.0018 

0.0073 

16.30 

100 

83.70 

3.00 

2.51 

0.0015 

0.0035 

19.37 

100 

80.63 

3.00 

2.42 

0.0015 

0.0016 

19.01 

100 

80.99 

3.00 

2.43 

0.0015 

0.0403 

23.27 

120 

96.73 

4.00 

3.87 

0.0018 

0.0381 

23.27 

100 

76.73 

3.00 

2.30 

0.0015 

0.0168 

21.68 

120 

98.32 

4.00 

3.93 

0.0018 

0.0343 

21.68 

100 

78.32 

3.00 

2.35 

0.0015 

0.0691 

14.50 

120 

105.50 

4.00 

4.22 

0.0018 

0.0087 

14.50 

120 

105.50 

4.00 

4.22 

0.0018 

0.0063 










































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

25.87 

100 

74.13 

3.00 

2.22 

0.0015 

0.0015 

25.87 

100 

74.13 

3.00 

2.22 

0.0015 

0.0129 

11.70 

120 

108.30 

5.00 

5.42 

0.0012 

0.0009 

12.54 

120 

107.46 

5.00 

5.37 

0.0012 

0.0000 

12.54 

120 

107.46 

5.00 

5.37 

0.0012 

0.0134 

18.82 

100 

81.18 

3.00 

2.44 

0.0015 

0.0118 

19.61 

120 

100.39 

5.00 

5.02 

0.0012 

0.0005 

19.43 

120 

100.57 

4.00 

4.02 

0.0018 

0.0000 

16.17 

100 

83.83 

3.00 

2.52 

0.0015 

0.0085 

14.94 

100 

85.06 

3.00 

2.55 

0.0015 

0.0332 

12.32 

100 

87.68 

3.00 

2.63 

0.0015 

0.0102 

19.25 

120 

100.75 

4.00 

4.03 

0.0018 

0.0683 

15.14 

120 

104.86 

4.00 

4.19 

0.0018 

0.0326 

10.37 

100 

89.63 

3.00 

2.69 

0.0015 

0.0060 

16.10 

100 

83.90 

3.00 

2.52 

0.0015 

0.0259 

13.49 

100 

86.51 

3.00 

2.60 

0.0015 

0.0000 

15.50 

120 

104.50 

4.00 

4.18 

0.0018 

0.0050 

20.38 

120 

99.62 

5.00 

4.98 

0.0012 

0.0001 

31.42 

120 

88.58 

4.00 

3.54 

0.0018 

0.0069 

31.42 

120 

88.58 

4.00 

3.54 

0.0018 

0.0003 

17.53 

100 

82.47 

3.00 

2.47 

0.0015 

0.0099 

11.25 

100 

88.75 

3.00 

2.66 

0.0015 

0.0051 

11.25 

100 

88.75 

3.00 

2.66 

0.0015 

0.0009 

14.78 

100 

85.22 

3.00 

2.56 

0.0015 

0.0029 

20.61 

120 

99.39 

4.00 

3.98 

0.0018 

0.0002 

20.61 

120 

99.39 

4.00 

3.98 

0.0018 

0.0053 

20.61 

100 

79.39 

3.00 

2.38 

0.0015 

0.0148 

27.48 

120 

92.52 

4.00 

3.70 

0.0018 

0.0048 

27.48 

120 

92.52 

4.00 

3.70 

0.0018 

0.0528 

27.48 

100 

72.52 

3.00 

2.18 

0.0015 

0.0050 

27.48 

120 

92.52 

4.00 

3.70 

0.0018 

0.0063 

27.48 

100 

72.52 

3.00 

2.18 

0.0015 

0.0108 

18.16 

100 

81.84 

3.00 

2.46 

0.0015 

0.0325 

21.42 

120 

98.58 

4.00 

3.94 

0.0018 

0.0159 

21.42 

100 

78.58 

3.00 

2.36 

0.0015 

0.0001 

12.97 

120 

107.03 

4.00 

4.28 

0.0018 

0.0023 

12.97 

120 

107.03 

4.00 

4.28 

0.0018 

0.0088 

24.88 

120 

95.12 

4.00 

3.80 

0.0018 

0.0245 

24.88 

120 

95.12 

4.00 

3.80 

0.0018 

0.0077 

13.85 

120 

106.15 

4.00 

4.25 

0.0018 

0.0215 

13.85 

100 

86.15 

3.00 

2.58 

0.0015 

0.0022 

14.59 

100 

85.41 

3.00 

2.56 

0.0015 

0.0060 

14.32 

120 

105.68 

4.00 

4.23 

0.0018 

0.0013 

14.32 

100 

85.68 

3.00 

2.57 

0.0015 

0.0059 

21.64 

120 

98.36 

4.00 

3.93 

0.0018 

0.0180 

21.64 

100 

78.36 

3.00 

2.35 

0.0015 

0.0046 

14.33 

100 

85.67 

3.00 

2.57 

0.0015 

0.0106 

20.71 

120 

99.29 

4.00 

3.97 

0.0018 

0.0476 

20.71 

100 

79.29 

3.00 

2.38 

0.0015 

0.0001 

14.99 

120 

105.01 

4.00 

4.20 

0.0018 

0.0026 

14.99 

120 

105.01 

4.00 

4.20 

0.0018 

0.0327 

14.99 

100 

85.01 

3.00 

2.55 

0.0015 

0.0307 

20.07 

100 

79.93 

3.00 

2.40 

0.0015 

0.0714 

20.07 

100 

79.93 

3.00 

2.40 

0.0015 

0.0575 

13.15 

120 

106.85 

4.00 

4.27 

0.0018 

0.0116 


































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Lachhmipura 


Ladpacha 


Lakhmipura 


Lalpur 


Lapasiya Khera 


Lathiya Kheri 


Laxmipura 


Madara 


Madra 


Mahasatiyon Ki Madri 


Mahenduriya 


Majhawas 


Makhanpuriya 


Mali Khera 


Mandawar 


Manohar Kheri 


Mau 


Mega Khera 


Mengatiya Kalan 


Mengatiya Khurd 


Meniya 


Mokhampura 


Morra 


Nakli 


Nathoowas 


Negarion Ka Khera 


Nenpuriya 


Nogawan 


Ora 


Pachhmata 


Padampura 


Census Code 


0824000702869300 


0825000603034300 


0825000603031800 


0825000503016100 


0825000603027300 


0825000603030500 


0825000603033300 


0825000603028700 


0825000503019800 


0825000503020000 


0825000603034400 


0824000702868900 


0825000603032800 


0825000603026800 


0825000603033000 


0825000503019700 


0829000603617300 


0825000603028800 


0825000603026500 


0825000503025500 


0825000503025600 


Zone (Fresh 
/ Saline) 


0825000603029000 


0825000603028600 


0825000503025400 


0825000503015600 


0824000702863500 


0825000703043000 


0825000503024100 


0825000603029300 


0825000603030800 


0825000503015800 



10.10 Fresh 


8.08 Fresh 


1.16 Fresh 


1.91 Fresh 


2.25 Fresh 


2.78 Fresh 


2.90 Fresh 


1.79 Fresh 


2.12 Fresh 


4.66 Fresh 


2.27 Fresh 



1.88 Fresh 


2.24 Fresh 


0.77 Fresh 



0.94 Fresh 


6.28 Fresh 


4.14 Fresh 


5.99 Fresh 


6.20 Fresh 


7.74 Fresh 


2.47 Fresh 



Panotiya 


Peepali Aheeran 


Peepali Dodiyan 


Peepli Acharyan 


0825000603030900 


0825000603026400 


0825000603029700 


0825000503024700 


2.58 Fresh 


6.04 Fresh 


6.40 Fresh 


8.34 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

16.09 

120 

103.91 

4.00 

4.16 

0.0018 

0.0174 

16.37 

100 

83.63 

3.00 

2.51 

0.0015 

0.0008 

20.77 

100 

79.23 

3.00 

2.38 

0.0015 

0.0074 

20.51 

100 

79.49 

3.00 

2.38 

0.0015 

0.0098 

17.70 

100 

82.30 

3.00 

2.47 

0.0015 

0.0002 

13.28 

100 

86.72 

3.00 

2.60 

0.0015 

0.0078 

19.43 

100 

80.57 

3.00 

2.42 

0.0015 

0.0065 

14.98 

100 

85.02 

3.00 

2.55 

0.0015 

0.0277 

25.43 

120 

94.57 

4.00 

3.78 

0.0018 

0.0245 

41.89 

120 

78.11 

4.00 

3.12 

0.0018 

0.0003 

41.89 

120 

78.11 

4.00 

3.12 

0.0018 

0.0282 

19.43 

100 

80.57 

3.00 

2.42 

0.0015 

0.0050 

16.72 

120 

103.28 

4.00 

4.13 

0.0018 

0.0052 

19.28 

100 

80.72 

3.00 

2.42 

0.0015 

0.0002 

24.78 

100 

75.22 

3.00 

2.26 

0.0015 

0.0065 

21.15 

100 

78.85 

3.00 

2.37 

0.0015 

0.0071 

20.28 

120 

99.72 

4.00 

3.99 

0.0018 

0.0023 

18.54 

120 

101.46 

5.00 

5.07 

0.0012 

0.0151 

21.81 

100 

78.19 

3.00 

2.35 

0.0015 

0.0063 

24.34 

100 

75.66 

3.00 

2.27 

0.0015 

0.0072 

11.34 

100 

88.66 

3.00 

2.66 

0.0015 

0.0018 

11.34 

100 

88.66 

3.00 

2.66 

0.0015 

0.0147 

12.37 

120 

107.63 

4.00 

4.31 

0.0018 

0.0037 

12.37 

100 

87.63 

3.00 

2.63 

0.0015 

0.0045 

13.44 

100 

86.56 

3.00 

2.60 

0.0015 

0.0083 

13.44 

100 

86.56 

3.00 

2.60 

0.0015 

0.0259 

13.84 

100 

86.16 

3.00 

2.58 

0.0015 

0.0083 

13.84 

100 

86.16 

3.00 

2.58 

0.0015 

0.0041 

13.84 

120 

106.16 

4.00 

4.25 

0.0018 

0.0016 

13.84 

100 

86.16 

3.00 

2.58 

0.0015 

0.0344 

17.96 

100 

82.04 

3.00 

2.46 

0.0015 

0.0070 

13.00 

100 

87.00 

3.00 

2.61 

0.0015 

0.0088 

10.88 

100 

89.12 

3.00 

2.67 

0.0015 

0.0004 

10.88 

100 

89.12 

3.00 

2.67 

0.0015 

0.0027 

15.00 

100 

85.00 

3.00 

2.55 

0.0015 

0.0029 

15.00 

100 

85.00 

3.00 

2.55 

0.0015 

0.0008 

12.63 

100 

87.37 

3.00 

2.62 

0.0015 

0.0029 

12.63 

100 

87.37 

3.00 

2.62 

0.0015 

0.0142 

12.63 

100 

87.37 

3.00 

2.62 

0.0015 

0.0053 

12.82 

120 

107.18 

4.00 

4.29 

0.0018 

0.0070 

21.14 

150 

128.86 

5.00 

6.44 

0.0015 

0.0059 

14.08 

100 

85.92 

3.00 

2.58 

0.0015 

0.0124 

14.08 

100 

85.92 

3.00 

2.58 

0.0015 

0.0036 

14.77 

100 

85.23 

3.00 

2.56 

0.0015 

0.0020 

5.56 

100 

94.44 

3.00 

2.83 

0.0015 

0.0176 

5.56 

100 

94.44 

3.00 

2.83 

0.0015 

0.0088 

17.30 

100 

82.70 

3.00 

2.48 

0.0015 

0.0288 

15.31 

120 

104.69 

4.00 

4.19 

0.0018 

0.0002 

15.31 

120 

104.69 

4.00 

4.19 

0.0018 

0.0180 

14.23 

120 

105.77 

4.00 

4.23 

0.0018 

0.0068 

14.23 

100 

85.77 

3.00 

2.57 

0.0015 

0.0042 

17.32 

100 

82.68 

3.00 

2.48 

0.0015 

0.0093 

19.11 

100 

80.89 

3.00 

2.43 

0.0015 

0.0220 

10.21 

100 

89.79 

3.00 

2.69 

0.0015 

0.0020 

12.87 

100 

87.13 

3.00 

2.61 

0.0015 

0.0054 






















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.87 

120 

107.13 

4.00 

4.29 

0.0018 

0.0000 

12.87 

100 

87.13 

3.00 

2.61 

0.0015 

0.0273 

10.73 

100 

89.27 

3.00 

2.68 

0.0015 

0.0020 

10.73 

100 

89.27 

3.00 

2.68 

0.0015 

0.0041 

25.09 

100 

74.91 

3.00 

2.25 

0.0015 

0.0045 

18.97 

120 

101.03 

4.00 

4.04 

0.0018 

0.0013 

18.97 

100 

81.03 

3.00 

2.43 

0.0015 

0.0003 

18.97 

120 

101.03 

4.00 

4.04 

0.0018 

0.0221 

18.97 

100 

81.03 

3.00 

2.43 

0.0015 

0.0036 

19.75 

150 

130.25 

5.00 

6.51 

0.0015 

0.0007 

9.78 

100 

90.22 

3.00 

2.71 

0.0015 

0.0010 

9.78 

100 

90.22 

3.00 

2.71 

0.0015 

0.0065 

12.93 

100 

87.07 

3.00 

2.61 

0.0015 

0.0037 

12.93 

100 

87.07 

3.00 

2.61 

0.0015 

0.0094 

13.17 

120 

106.83 

4.00 

4.27 

0.0018 

0.0002 

13.17 

120 

106.83 

4.00 

4.27 

0.0018 

0.0203 

13.17 

100 

86.83 

3.00 

2.60 

0.0015 

0.0000 

13.36 

100 

86.64 

3.00 

2.60 

0.0015 

0.0055 

14.06 

100 

85.94 

3.00 

2.58 

0.0015 

0.0686 

20.22 

100 

79.78 

3.00 

2.39 

0.0015 

0.0004 

16.04 

100 

83.96 

3.00 

2.52 

0.0015 

0.0000 

16.04 

120 

103.96 

4.00 

4.16 

0.0018 

0.0119 

16.04 

100 

83.96 

3.00 

2.52 

0.0015 

0.0199 

16.07 

120 

103.93 

4.00 

4.16 

0.0018 

0.0061 

16.07 

100 

83.93 

3.00 

2.52 

0.0015 

0.0000 

16.07 

120 

103.93 

4.00 

4.16 

0.0018 

0.0012 

16.07 

100 

83.93 

3.00 

2.52 

0.0015 

0.0000 

10.07 

100 

89.93 

3.00 

2.70 

0.0015 

0.0308 

34.51 

120 

85.49 

4.00 

3.42 

0.0018 

0.0027 

34.51 

120 

85.49 

4.00 

3.42 

0.0018 

0.0149 

34.51 

100 

65.49 

3.00 

1.96 

0.0015 

0.0000 

39.33 

120 

80.67 

4.00 

3.23 

0.0018 

0.0097 

39.33 

120 

80.67 

4.00 

3.23 

0.0018 

0.0099 

27.12 

150 

122.88 

5.00 

6.14 

0.0015 

0.0052 

30.57 

120 

89.43 

4.00 

3.58 

0.0018 

0.0264 

14.15 

100 

85.85 

3.00 

2.58 

0.0015 

0.0485 

21.07 

100 

78.93 

3.00 

2.37 

0.0015 

0.0305 

22.60 

120 

97.40 

4.00 

3.90 

0.0018 

0.0454 

14.81 

100 

85.19 

3.00 

2.56 

0.0015 

0.0045 

11.48 

100 

88.52 

3.00 

2.66 

0.0015 

0.0044 

18.44 

100 

81.56 

3.00 

2.45 

0.0015 

0.0016 

16.96 

120 

103.04 

4.00 

4.12 

0.0018 

0.0104 

16.96 

100 

83.04 

3.00 

2.49 

0.0015 

0.0048 

14.88 

120 

105.13 

4.00 

4.21 

0.0018 

0.0011 

20.07 

100 

79.93 

3.00 

2.40 

0.0015 

0.0098 

10.73 

100 

89.27 

3.00 

2.68 

0.0015 

0.0005 

19.71 

120 

100.29 

5.00 

5.01 

0.0012 

0.0004 

19.71 

120 

100.29 

5.00 

5.01 

0.0012 

0.0258 

17.81 

100 

82.19 

3.00 

2.47 

0.0015 

0.0080 

20.71 

100 

79.29 

3.00 

2.38 

0.0015 

0.0019 

18.74 

120 

101.26 

4.00 

4.05 

0.0018 

0.0027 

15.94 

100 

84.06 

3.00 

2.52 

0.0015 

0.0353 

18.15 

100 

81.85 

3.00 

2.46 

0.0015 

0.0248 

19.67 

120 

100.33 

4.00 

4.01 

0.0018 

0.0074 

27.84 

120 

92.16 

4.00 

3.69 

0.0018 

0.0013 

































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



07001009 


Sumadiya 


Sunariya Khera 


Surajpura 


Surawas 


Tara Khera 


Tasol 


Tejpura 


Ummedpura (khalsa) 


Untharda 


Amraji Ka Gurha 


Aret Ki Bhagal 


Atatiya 


Atatiya Magra Kandoi 


Atdoomba 


Badlawala 


Balicha 


Ballon Ka Gurha 


Balwas 


Baman Hera 


Bandinal 


Banshawaliyon Ka Gurha 


Bansra 


Bararda 


Barawa 


Bardaya 


Bareend 


Bargaon 


Bargula 


Beer Ki Bhagal 


Bhagwanda Khurd 


Bhainsa Kamed 


Bhat Khera 


Census Code 


0825000503020200 


0825000603032100 


0825000302992400 


0825000603034600 


0829000603617800 


0824000702869200 


0825000603027200 


0825000503017300 


0825000503026200 


0824000702869500 


0825000703043800 


0826000503143200 


0825000403004500 


0825000703039600 


0825000703039400 


0825000403011000 


0825000703041000 


0825000703048000 


0825000403008700 


0825000403005700 


0825000703042400 


0825000703041400 


0825000503022500 


0825000703041500 


0825000503023600 


0825000703050800 


0825000403006500 


0825000403007500 


0825000403007700 


0825000403008400 


0825000403005300 


0825000503021700 


0825000703037000 


0825000503024200 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Gneisses(B.G.C) 



10.64 Fresh 


2.65 Fresh 



2.32 Fresh 


2.02 Fresh 


3.11 Fresh 


2.99 Fresh 


5.29 Fresh 


4.07 Fresh 


1.75 Fresh 


2.26 Fresh 


3.86 Fresh 


4.12 Fresh 



4.62 Fresh 


1.57 Fresh 


2.18 Fresh 


1.00 Fresh 


0.62 Fresh 


2.62 Fresh 


0.73 Fresh 


2.11 Fresh 


2.57 Fresh 


0.81 Fresh 


3.74 Fresh 


6.23 Fresh 


2.17 Fresh 


4.13 Fresh 


1.12 Fresh 


4.23 Fresh 


1.39 Fresh 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

20.98 

120 

99.02 

4.00 

3.96 

0.0018 

0.0400 

17.40 

100 

82.60 

3.00 

2.48 

0.0015 

0.0112 

22.45 

120 

97.55 

4.00 

3.90 

0.0018 

0.0044 

19.42 

100 

80.58 

3.00 

2.42 

0.0015 

0.0003 

22.86 

120 

97.14 

5.00 

4.86 

0.0012 

0.0062 

22.86 

120 

97.14 

5.00 

4.86 

0.0012 

0.0000 

17.11 

120 

102.89 

4.00 

4.12 

0.0018 

0.0198 

25.57 

120 

94.43 

4.00 

3.78 

0.0018 

0.0004 

25.57 

120 

94.43 

4.00 

3.78 

0.0018 

0.0005 

14.17 

120 

105.83 

4.00 

4.23 

0.0018 

0.0030 

14.17 

120 

105.83 

4.00 

4.23 

0.0018 

0.0091 

14.17 

100 

85.83 

3.00 

2.57 

0.0015 

0.0002 

20.23 

120 

99.77 

4.00 

3.99 

0.0018 

0.0015 

8.27 

100 

91.73 

3.00 

2.75 

0.0015 

0.0043 

8.27 

100 

91.73 

3.00 

2.75 

0.0015 

0.0037 

17.14 

120 

102.86 

4.00 

4.11 

0.0018 

0.0029 

14.15 

120 

105.85 

4.00 

4.23 

0.0018 

0.0065 

14.15 

100 

85.85 

3.00 

2.58 

0.0015 

0.0002 

11.84 

100 

88.16 

3.00 

2.64 

0.0020 

0.0250 

10.75 

100 

89.25 

3.00 

2.68 

0.0015 

0.0000 

10.07 

120 

109.93 

4.00 

4.40 

0.0018 

0.0135 

9.13 

120 

110.87 

4.00 

4.43 

0.0018 

0.0175 

10.21 

100 

89.79 

3.00 

2.69 

0.0015 

0.0090 

14.53 

120 

105.47 

4.00 

4.22 

0.0018 

0.0010 

14.53 

100 

85.47 

3.00 

2.56 

0.0015 

0.0003 

14.53 

120 

105.47 

4.00 

4.22 

0.0018 

0.0224 

14.53 

100 

85.47 

3.00 

2.56 

0.0015 

0.0034 

14.64 

120 

105.36 

4.00 

4.21 

0.0018 

0.0021 

14.64 

100 

85.36 

3.00 

2.56 

0.0015 

0.0001 

14.64 

120 

105.36 

4.00 

4.21 

0.0018 

0.0501 

14.64 

100 

85.36 

3.00 

2.56 

0.0015 

0.0010 

13.64 

120 

106.36 

4.00 

4.25 

0.0018 

0.0027 

13.64 

100 

86.36 

3.00 

2.59 

0.0015 

0.0173 

8.47 

100 

91.53 

3.00 

2.75 

0.0015 

0.0042 

10.00 

120 

110.00 

4.00 

4.40 

0.0018 

0.0116 

9.80 

100 

90.20 

3.00 

2.71 

0.0015 

0.0058 

15.11 

120 

104.89 

4.00 

4.20 

0.0018 

0.0039 

15.11 

100 

84.89 

3.00 

2.55 

0.0015 

0.0018 

14.66 

120 

105.34 

4.00 

4.21 

0.0018 

0.0046 

13.58 

120 

106.42 

4.00 

4.26 

0.0018 

0.0177 

13.58 

100 

86.42 

3.00 

2.59 

0.0015 

0.0010 

14.92 

120 

105.08 

4.00 

4.20 

0.0018 

0.0054 

14.99 

120 

105.01 

4.00 

4.20 

0.0018 

0.0155 

15.00 

100 

85.00 

3.00 

2.55 

0.0015 

0.0095 

14.47 

120 

105.53 

4.00 

4.22 

0.0018 

0.0060 

13.21 

120 

106.79 

4.00 

4.27 

0.0018 

0.0013 

13.21 

100 

86.79 

3.00 

2.60 

0.0015 

0.0067 

9.93 

100 

90.07 

3.00 

2.70 

0.0015 

0.0170 

10.14 

120 

109.86 

4.00 

4.39 

0.0018 

0.0132 

9.78 

100 

90.22 

3.00 

2.71 

0.0015 

0.0062 

12.87 

100 

87.13 

3.00 

2.61 

0.0015 

0.0002 

8.98 

120 

111.02 

4.00 

4.44 

0.0018 

0.0176 

13.48 

100 

86.52 

3.00 

2.60 

0.0015 

0.0004 

13.48 

100 

86.52 

3.00 

2.60 

0.0015 

0.0038 

13.48 

100 

86.52 

3.00 

2.60 

0.0015 

0.0000 










































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Bhatoli 


Bhawani Ki Bhagal 


Bhootala 


Chainpuriya 


Chamboa Sarjela 


Chaptelon Ki Bhagal 


Chatraji Ka Gurha 


Chauhanon Ka Gurha 


Cheekalwas 


Chheepala 


Chintaman Ka Madra 


Dab Kuriya 


Dabiyon Ka Gurha 


Dabun 


Dadwal 


Dang Ka Was 


Deothari 


Devi Ka Was 


Dewana 


Dhana 


Dhani Rebariyan 


Dhanwal 


Dhanyla 


Dhooni Ki Bhagal 


Dhoran 


Dipty 


Dipty Khera 


Doolawaton Ka Gurha 


Dowar 


Dowas 


Dudhpura 


Gadriya Ka Gurha 


Gajpur 


Gamri 


Gamri Ki Nal 


Ganga Gurha 


Gaon Gurha 


Gawar 


Ghighagarh 


Ghodach 


Gowal 


Gudla 


Gunjol 


Halai Ki Bhagal 


Census Code 


0825000503025200 


0825000403006400 


0826000503143000 


0825000703041300 


0825000403009200 


0825000403011300 


0825000403007300 


0825000403007800 


0825000703036300 


0826000203077400 


0825000503023300 


0825000403007200 


0825000703048900 


0825000703047600 


0825000703036800 


0825000403010400 


0825000503021300 


0825000403010500 


0825000503023700 


0825000703050400 


0825000703045800 


0825000503022900 


0825000703040000 


0825000403008300 


0825000403008800 


0825000503021600 


0825000503021900 


0826000503142500 


0825000503023100 


0825000403010000 


0825000703042600 



Zone (Fresh 
/ Saline) 


0826000503143300 


0825000403006300 


0825000403009000 


0825000403010300 


0825000403007000 


0825000703035900 


0825000403004300 


0825000703036700 


0825000703050900 


0825000403006700 


0825000703039900 


0825000703040700 


0825000403010800 


3.60 Fresh 


1.26 Fresh 


1.01 Fresh 


0.26 Fresh 


3.96 Fresh 


2.86 Fresh 


0.70 Fresh 


1.49 Fresh 



7.14 Fresh 


10.40 Fresh 


1.39 Fresh 


8.54 Fresh 


1.11 Fresh 


3.32 Fresh 


4.45 Fresh 


4.80 Fresh 


5.86 Fresh 


0.93 Fresh 



4.89 Fresh 


8.69 Fresh 


3.63 Fresh 


3.58 Fresh 


2.07 Fresh 


8.03 Fresh 


31.92 Fresh 


2.63 Fresh 


11.60 Fresh 


3.29 Fresh 


4.86 Fresh 


1.11 Fresh 


3.45 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.79 

100 

88.21 

3.00 

2.65 

0.0015 

0.0002 

15.04 

120 

104.96 

4.00 

4.20 

0.0018 

0.0093 

13.78 

100 

86.22 

3.00 

2.59 

0.0020 

0.0052 

14.51 

120 

105.49 

4.00 

4.22 

0.0018 

0.0019 

9.69 

100 

90.31 

3.00 

2.71 

0.0015 

0.0118 

11.01 

100 

88.99 

3.00 

2.67 

0.0015 

0.0035 

12.67 

120 

107.33 

4.00 

4.29 

0.0018 

0.0045 

10.34 

120 

109.66 

4.00 

4.39 

0.0018 

0.0002 

10.34 

100 

89.66 

3.00 

2.69 

0.0015 

0.0003 

12.11 

120 

107.89 

4.00 

4.32 

0.0018 

0.1255 

13.46 

100 

86.54 

3.00 

2.60 

0.0020 

0.0159 

15.26 

120 

104.74 

4.00 

4.19 

0.0018 

0.0063 

11.75 

120 

108.25 

4.00 

4.33 

0.0018 

0.0186 

13.57 

100 

86.43 

3.00 

2.59 

0.0015 

0.0008 

11.00 

100 

89.00 

3.00 

2.67 

0.0015 

0.0000 

9.67 

120 

110.33 

4.00 

4.41 

0.0018 

0.0242 

9.97 

100 

90.03 

3.00 

2.70 

0.0015 

0.0012 

13.82 

120 

106.18 

4.00 

4.25 

0.0018 

0.0228 

9.98 

100 

90.02 

3.00 

2.70 

0.0015 

0.0030 

14.77 

120 

105.23 

4.00 

4.21 

0.0018 

0.0153 

15.12 

100 

84.88 

3.00 

2.55 

0.0015 

0.0034 

14.03 

100 

85.97 

3.00 

2.58 

0.0015 

0.0000 

14.03 

100 

85.97 

3.00 

2.58 

0.0015 

0.0059 

15.44 

120 

104.56 

4.00 

4.18 

0.0018 

0.0522 

13.40 

120 

106.60 

4.00 

4.26 

0.0018 

0.0776 

10.29 

120 

109.71 

4.00 

4.39 

0.0018 

0.0107 

9.98 

120 

110.02 

4.00 

4.40 

0.0018 

0.0010 

9.98 

100 

90.02 

3.00 

2.70 

0.0015 

0.0194 

13.08 

120 

106.92 

4.00 

4.28 

0.0018 

0.0020 

13.08 

100 

86.92 

3.00 

2.61 

0.0015 

0.0026 

13.52 

120 

106.48 

4.00 

4.26 

0.0018 

0.0157 

13.52 

100 

86.48 

3.00 

2.59 

0.0015 

0.0044 

12.07 

100 

87.93 

3.00 

2.64 

0.0020 

0.0007 

14.60 

120 

105.40 

4.00 

4.22 

0.0018 

0.0354 

9.54 

100 

90.46 

3.00 

2.71 

0.0015 

0.0002 

15.01 

120 

104.99 

4.00 

4.20 

0.0018 

0.0025 

15.01 

100 

84.99 

3.00 

2.55 

0.0015 

0.0022 

16.21 

100 

83.79 

3.00 

2.51 

0.0015 

0.0038 

16.21 

100 

83.79 

3.00 

2.51 

0.0015 

0.0049 

10.66 

100 

89.34 

3.00 

2.68 

0.0020 

0.0002 

15.78 

120 

104.22 

4.00 

4.17 

0.0018 

0.0190 

15.78 

100 

84.22 

3.00 

2.53 

0.0015 

0.0052 

9.62 

100 

90.38 

3.00 

2.71 

0.0015 

0.0077 

9.94 

100 

90.06 

3.00 

2.70 

0.0015 

0.0072 

12.26 

120 

107.74 

4.00 

4.31 

0.0018 

0.0156 

9.98 

120 

110.02 

4.00 

4.40 

0.0018 

0.0378 

9.98 

100 

90.02 

3.00 

2.70 

0.0015 

0.0027 

14.66 

100 

85.34 

3.00 

2.56 

0.0015 

0.0004 

9.37 

120 

110.63 

4.00 

4.43 

0.0018 

0.0204 

17.76 

100 

82.24 

3.00 

2.47 

0.0015 

0.0023 

13.62 

120 

106.38 

4.00 

4.26 

0.0018 

0.0245 

10.22 

120 

109.78 

4.00 

4.39 

0.0018 

0.0373 

19.04 

120 

100.96 

4.00 

4.04 

0.0018 

0.0013 

19.04 

120 

100.96 

4.00 

4.04 

0.0018 

0.0066 

9.97 

100 

90.03 

3.00 

2.70 

0.0015 

0.0097 










































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Hameerpal 


Heerawaton Ki Bhagal 


Jagela 


Jeewa Khera 


Jhalon Ki Madar 


Jhitriya 


Joshiyon Ki Madri 


Kagam Darda 


Kakarwa 


Kala Kheri Badlawali 


Kala Kheri Veeran 


Kalan Kheri Khara 


Kalan Kheri Patiya 


Kaleenjar 


Kaloda 


Kamora 


Kandeo Ka Gurha 


Kanooja 


Karanji Ka Gurha 


Kariya 


Karjiya 


Karoli 


Karoli Ki Dhani 


Keetawaton Ki Bhagal 


Kelwara 


Kesarpura 


Kesooli 


Khamnor 


Khedana 


Khema Khera 


Kheraliya 


Kheran 


Kheri Veeran 


Kherliya 


Khetpal Ka Gurha 


Khokha Dhani 


Khuman Pura 


Kiyawas 


Kochli 


Koda Kara 


Kodar 


Kooncholi 


Koshiwara 


Kotela 


Kothariya Chak - A 


Census Code 


0825000403009100 


0826000503142600 


0825000703045700 


0825000703043700 


0825000703036000 


0825000403007100 


0825000703047200 


0825000703050600 


0825000403010200 


0825000703041100 


0825000703040900 


0825000703040600 


0825000703040500 


0825000403008100 


0826000503144400 


0825000403005000 


0825000503023000 


0825000403011500 


0826000503144600 


0825000403005200 


0825000703041200 


0825000703048800 


0825000703048700 


0825000403008500 


0825000403005400 


0825000703042100 


0825000703050100 


0825000703047500 


0825000703042200 


0825000703042000 


0825000703039200 


0825000403005600 


0825000703041900 


0825000403007600 


0825000703051800 


0825000703046200 


0825000703041700 


0825000703043500 


0825000703043600 


0825000403011100 


0825000403010100 


0825000703040400 


0825000703037100 


0825000703040100 


0825000703045900 



Zone (Fresh 
/ Saline) 


3.56 Fresh 


1.32 Fresh 


3.07 Fresh 


1.05 Fresh 


16.51 Fresh 


0.94 Fresh 


4.30 Fresh 


3.92 Fresh 


9.87 Fresh 


0.67 Fresh 


0.63 Fresh 


0.66 Fresh 


1.66 Fresh 



3.27 Fresh 


4.08 Fresh 


1.22 Fresh 


1.34 Fresh 


3.00 Fresh 


1.77 Fresh 


0.76 Fresh 


6.87 Fresh 


2.32 Fresh 


1.24 Fresh 


0.15 Fresh 


2.33 Fresh 


2.57 Fresh 


2.03 Fresh 


2.18 Fresh 


3.45 Fresh 


12.78 Fresh 


3.06 Fresh 


2.80 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

9.59 

100 

90.41 

3.00 

2.71 

0.0015 

0.0132 

13.59 

100 

86.41 

3.00 

2.59 

0.0020 

0.0035 

14.05 

120 

105.95 

4.00 

4.24 

0.0018 

0.0095 

14.05 

100 

85.95 

3.00 

2.58 

0.0015 

0.0047 

14.00 

100 

86.00 

3.00 

2.58 

0.0015 

0.0041 

9.74 

120 

110.26 

4.00 

4.41 

0.0018 

0.1256 

13.23 

120 

106.77 

4.00 

4.27 

0.0018 

0.0070 

13.49 

100 

86.51 

3.00 

2.60 

0.0015 

0.0032 

13.49 

120 

106.51 

4.00 

4.26 

0.0018 

0.0003 

13.49 

100 

86.51 

3.00 

2.60 

0.0015 

0.0080 

14.12 

100 

85.88 

3.00 

2.58 

0.0015 

0.0137 

9.68 

100 

90.32 

3.00 

2.71 

0.0015 

0.0252 

17.01 

120 

102.99 

4.00 

4.12 

0.0018 

0.0048 

18.13 

120 

101.87 

4.00 

4.07 

0.0018 

0.0045 

18.80 

120 

101.20 

4.00 

4.05 

0.0018 

0.0047 

19.15 

120 

100.85 

4.00 

4.03 

0.0018 

0.0076 

19.15 

120 

100.85 

4.00 

4.03 

0.0018 

0.0040 

11.37 

120 

108.63 

4.00 

4.35 

0.0018 

0.0325 

13.67 

100 

86.33 

3.00 

2.59 

0.0020 

0.0263 

10.22 

100 

89.78 

3.00 

2.69 

0.0015 

0.0069 

16.06 

120 

103.94 

4.00 

4.16 

0.0018 

0.0081 

9.99 

100 

90.01 

3.00 

2.70 

0.0015 

0.0024 

12.83 

100 

87.17 

3.00 

2.62 

0.0020 

0.0072 

9.72 

100 

90.28 

3.00 

2.71 

0.0015 

0.0095 

15.61 

120 

104.39 

4.00 

4.18 

0.0018 

0.0089 

14.52 

100 

85.48 

3.00 

2.56 

0.0015 

0.0253 

13.86 

100 

86.14 

3.00 

2.58 

0.0015 

0.0173 

10.07 

120 

109.93 

4.00 

4.40 

0.0018 

0.0154 

9.59 

100 

90.41 

3.00 

2.71 

0.0015 

0.0256 

15.12 

120 

104.88 

4.00 

4.20 

0.0018 

0.0198 

15.12 

100 

84.88 

3.00 

2.55 

0.0015 

0.0059 

15.06 

100 

84.94 

3.00 

2.55 

0.0015 

0.0106 

12.85 

100 

87.15 

3.00 

2.61 

0.0015 

0.0001 

15.10 

120 

104.90 

4.00 

4.20 

0.0018 

0.0004 

15.10 

100 

84.90 

3.00 

2.55 

0.0015 

0.0045 

15.13 

120 

104.87 

4.00 

4.19 

0.0018 

0.0098 

10.64 

120 

109.36 

4.00 

4.37 

0.0018 

0.0006 

9.62 

100 

90.38 

3.00 

2.71 

0.0015 

0.0030 

15.08 

120 

104.92 

4.00 

4.20 

0.0018 

0.0056 

10.86 

120 

109.14 

4.00 

4.37 

0.0018 

0.0003 

10.86 

100 

89.14 

3.00 

2.67 

0.0015 

0.0162 

14.65 

100 

85.35 

3.00 

2.56 

0.0015 

0.0005 

19.06 

120 

100.94 

4.00 

4.04 

0.0018 

0.0046 

19.06 

120 

100.94 

4.00 

4.04 

0.0018 

0.0042 

15.07 

120 

104.93 

4.00 

4.20 

0.0018 

0.0011 

14.59 

100 

85.41 

3.00 

2.56 

0.0015 

0.0002 

14.59 

100 

85.41 

3.00 

2.56 

0.0015 

0.0028 

14.32 

100 

85.68 

3.00 

2.57 

0.0015 

0.0034 

10.16 

100 

89.84 

3.00 

2.70 

0.0015 

0.0060 

9.59 

100 

90.41 

3.00 

2.71 

0.0015 

0.0004 

17.86 

120 

102.14 

4.00 

4.09 

0.0018 

0.0046 

17.86 

120 

102.14 

4.00 

4.09 

0.0018 

0.0201 

9.25 

120 

110.75 

4.00 

4.43 

0.0018 

0.0116 

11.62 

120 

108.38 

4.00 

4.34 

0.0018 

0.0230 

14.14 

120 

105.86 

4.00 

4.23 

0.0018 

0.0000 











































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

14.14 

100 

85.86 

3.00 

2.58 

0.0015 

0.0007 

14.14 

120 

105.86 

4.00 

4.23 

0.0018 

0.0034 

14.14 

100 

85.86 

3.00 

2.58 

0.0015 

0.0058 

14.67 

120 

105.33 

4.00 

4.21 

0.0018 

0.0028 

13.13 

120 

106.87 

4.00 

4.27 

0.0018 

0.0085 

14.33 

100 

85.67 

3.00 

2.57 

0.0015 

0.0040 

14.33 

100 

85.67 

3.00 

2.57 

0.0015 

0.0021 

9.72 

120 

110.28 

4.00 

4.41 

0.0018 

0.1107 

13.36 

100 

86.64 

3.00 

2.60 

0.0015 

0.0100 

11.82 

100 

88.18 

3.00 

2.65 

0.0020 

0.0213 

9.05 

120 

110.95 

4.00 

4.44 

0.0018 

0.0298 

10.57 

120 

109.43 

4.00 

4.38 

0.0018 

0.0538 

13.51 

100 

86.49 

3.00 

2.59 

0.0015 

0.0005 

10.00 

120 

110.00 

4.00 

4.40 

0.0018 

0.0014 

10.00 

100 

90.00 

3.00 

2.70 

0.0015 

0.0058 

14.58 

120 

105.42 

4.00 

4.22 

0.0018 

0.0649 

14.89 

100 

85.11 

3.00 

2.55 

0.0015 

0.0162 

9.99 

120 

110.01 

4.00 

4.40 

0.0018 

0.0028 

11.34 

100 

88.66 

3.00 

2.66 

0.0015 

0.0032 

14.50 

100 

85.50 

3.00 

2.56 

0.0015 

0.0079 

10.61 

120 

109.39 

4.00 

4.38 

0.0018 

0.0485 

9.58 

100 

90.42 

3.00 

2.71 

0.0015 

0.0035 

17.53 

120 

102.47 

4.00 

4.10 

0.0018 

0.0001 

17.53 

120 

102.47 

4.00 

4.10 

0.0018 

0.0103 

9.57 

120 

110.43 

4.00 

4.42 

0.0018 

0.0033 

9.95 

120 

110.05 

4.00 

4.40 

0.0018 

0.0026 

9.95 

100 

90.05 

3.00 

2.70 

0.0015 

0.0221 

13.15 

100 

86.85 

3.00 

2.61 

0.0020 

0.0028 

13.84 

120 

106.16 

4.00 

4.25 

0.0018 

0.0154 

13.39 

100 

86.61 

3.00 

2.60 

0.0015 

0.0114 

15.00 

100 

85.00 

3.00 

2.55 

0.0015 

0.0043 

15.00 

100 

85.00 

3.00 

2.55 

0.0015 

0.0061 

12.63 

100 

87.37 

3.00 

2.62 

0.0015 

0.0003 

12.63 

100 

87.37 

3.00 

2.62 

0.0015 

0.0003 

16.17 

120 

103.84 

4.00 

4.15 

0.0018 

0.0327 

15.66 

120 

104.34 

4.00 

4.17 

0.0018 

0.0112 

15.66 

120 

104.34 

4.00 

4.17 

0.0018 

0.0578 

14.65 

100 

85.35 

3.00 

2.56 

0.0015 

0.0138 

12.81 

100 

87.19 

3.00 

2.62 

0.0015 

0.0000 

12.77 

100 

87.23 

3.00 

2.62 

0.0020 

0.0096 

11.57 

120 

108.43 

4.00 

4.34 

0.0018 

0.0000 

11.57 

100 

88.43 

3.00 

2.65 

0.0015 

0.0105 

14.77 

100 

85.23 

3.00 

2.56 

0.0015 

0.0017 

14.77 

100 

85.23 

3.00 

2.56 

0.0015 

0.0193 

13.88 

100 

86.12 

3.00 

2.58 

0.0015 

0.0084 

13.35 

100 

86.65 

3.00 

2.60 

0.0020 

0.0064 

18.21 

120 

101.79 

4.00 

4.07 

0.0018 

0.0042 

18.21 

120 

101.79 

4.00 

4.07 

0.0018 

0.0061 

14.97 

100 

85.03 

3.00 

2.55 

0.0015 

0.0055 

12.72 

100 

87.28 

3.00 

2.62 

0.0015 

0.0162 

18.12 

100 

81.88 

3.00 

2.46 

0.0015 

0.0001 

10.66 

120 

109.34 

4.00 

4.37 

0.0018 

0.0214 

14.69 

100 

85.31 

3.00 

2.56 

0.0015 

0.0029 

13.55 

100 

86.45 

3.00 

2.59 

0.0020 

0.0166 

14.95 

120 

105.05 

4.00 

4.20 

0.0018 

0.0940 






























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Pharara 


Pilana Ki Bhagal 


Poothol 


Punawali 


Qila Kumbhalgarh 


Rabcha 


Rakamgarh 


Ramawaton Ki Bhagal 


Ratanawaton Ki Bhagal 


Rawon Ki Gudli 


Roopji Ka Gurha 


Sahgath Kalan 


Sandookon Ka Gurha 


Sanga Ka Khera 


Sangath 


Sapol 


Satlewa 


Saya Ka Khera 


Semal 


Shankarpura 


Shishoda Kalan 


Shishoda Khurd 


Shishodiyon Ka Gurha 


Shivsingh Ka Gurha 


Shyampura 


Sinya 


Sirohi Ki Bhagal 


Sogri Ki Bhagal 


Sundarcha 


Suratpura 


Taladari 


Tarot 


Tatol 


Tejpuriya 


Ter Ka Bhilwara 


Thoriya 


Census Code 


0825000503023200 


0826000503142100 


0825000503022000 


0825000503022600 


0825000403004400 


0825000703048500 


0825000703042300 


0825000403010900 


0825000703037300 


0825000703039700 


0825000703048300 


0825000503022400 


0825000403009400 


0825000703043400 


0826000503144700 


0825000503018600 


0825000703036600 


0825000703036200 


0825000703050700 


0825000503024000 


0825000703036500 


0825000703039500 


0825000403006600 


0825000703051600 


0825000703041600 


0825000403005100 


0825000703035800 


0825000703035700 


0825000503021500 


0825000703041800 


0825000403008900 


0825000503022700 


0825000703047300 


0825000503023800 


0826000503143100 


0825000403006200 



Zone (Fresh 
/ Saline) 


16.09 Fresh 


2.47 Fresh 


6.89 Fresh 


5.13 Fresh 


28.39 Fresh 


6.27 Fresh 



1.55 Fresh 


2.86 Fresh 


7.57 Fresh 


0.90 Fresh 


3.20 Fresh 


7.16 Fresh 



6.31 Fresh 


2.29 Fresh 



4.33 Fresh 


13.45 Fresh 


0.53 Fresh 


12.22 Fresh 


9.17 Fresh 


1.40 Fresh 



0.51 Fresh 


1.38 Fresh 


1.40 Fresh 


2.33 Fresh 


0.48 Fresh 


6.70 Fresh 


4.05 Fresh 


5.10 Fresh 


6.24 Fresh 


0.42 Fresh 


7.74 Fresh 


3.55 Fresh 


7.76 Fresh 


0.54 Fresh 


2.92 Fresh 


13.98 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

14.91 

120 

105.09 

4.00 

4.20 

0.0018 

0.1184 

11.26 

100 

88.74 

3.00 

2.66 

0.0020 

0.0048 

13.54 

120 

106.46 

4.00 

4.26 

0.0018 

0.0019 

13.54 

100 

86.46 

3.00 

2.59 

0.0015 

0.0098 

13.74 

120 

106.26 

4.00 

4.25 

0.0018 

0.0382 

12.40 

100 

87.60 

3.00 

2.63 

0.0015 

0.0019 

12.33 

120 

107.67 

4.00 

4.31 

0.0018 

0.0000 

12.33 

100 

87.67 

3.00 

2.63 

0.0015 

0.0126 

16.04 

120 

103.96 

4.00 

4.16 

0.0018 

0.0335 

16.04 

100 

83.96 

3.00 

2.52 

0.0015 

0.0518 

16.04 

100 

83.96 

3.00 

2.52 

0.0015 

0.0074 

15.10 

120 

104.90 

4.00 

4.20 

0.0018 

0.0114 

9.96 

100 

90.04 

3.00 

2.70 

0.0015 

0.0067 

10.22 

120 

109.78 

4.00 

4.39 

0.0018 

0.0003 

8.96 

120 

111.04 

4.00 

4.44 

0.0018 

0.0070 

12.85 

100 

87.15 

3.00 

2.61 

0.0015 

0.0084 

13.55 

120 

106.45 

4.00 

4.26 

0.0018 

0.0211 

13.55 

100 

86.45 

3.00 

2.59 

0.0015 

0.0168 

13.73 

120 

106.27 

4.00 

4.25 

0.0018 

0.0876 

13.73 

100 

86.27 

3.00 

2.59 

0.0015 

0.0011 

10.01 

120 

109.99 

4.00 

4.40 

0.0018 

0.0000 

10.01 

100 

89.99 

3.00 

2.70 

0.0015 

0.0081 

9.58 

100 

90.42 

3.00 

2.71 

0.0015 

0.0015 

14.81 

100 

85.19 

3.00 

2.56 

0.0015 

0.0006 

14.81 

100 

85.19 

3.00 

2.56 

0.0015 

0.0036 

13.29 

120 

106.71 

4.00 

4.27 

0.0018 

0.0339 

13.29 

100 

86.71 

3.00 

2.60 

0.0015 

0.0053 

11.30 

100 

88.70 

3.00 

2.66 

0.0020 

0.0174 

14.61 

120 

105.39 

4.00 

4.22 

0.0018 

0.0073 

9.32 

120 

110.68 

4.00 

4.43 

0.0018 

0.0041 

12.18 

120 

107.82 

4.00 

4.31 

0.0018 

0.0902 

11.21 

100 

88.79 

3.00 

2.66 

0.0015 

0.0364 

15.76 

120 

104.24 

4.00 

4.17 

0.0018 

0.0102 

15.76 

100 

84.24 

3.00 

2.53 

0.0015 

0.0000 

15.09 

120 

104.91 

4.00 

4.20 

0.0018 

0.0045 

15.09 

100 

84.91 

3.00 

2.55 

0.0015 

0.0000 

9.01 

120 

110.99 

4.00 

4.44 

0.0018 

0.0039 

9.51 

120 

110.49 

4.00 

4.42 

0.0018 

0.0106 

13.96 

120 

106.04 

4.00 

4.24 

0.0018 

0.0104 

16.23 

100 

83.77 

3.00 

2.51 

0.0015 

0.0019 

14.98 

120 

105.02 

4.00 

4.20 

0.0018 

0.0035 

9.90 

100 

90.10 

3.00 

2.70 

0.0015 

0.0085 

9.98 

120 

110.02 

4.00 

4.40 

0.0018 

0.0273 

9.98 

100 

90.02 

3.00 

2.70 

0.0015 

0.0000 

10.00 

120 

110.00 

4.00 

4.40 

0.0018 

0.0343 

13.69 

120 

106.31 

4.00 

4.25 

0.0018 

0.0450 

13.69 

100 

86.31 

3.00 

2.59 

0.0015 

0.0007 

15.06 

120 

104.94 

4.00 

4.20 

0.0018 

0.0031 

9.89 

100 

90.11 

3.00 

2.70 

0.0015 

0.0054 

13.55 

120 

106.45 

4.00 

4.26 

0.0018 

0.0191 

13.55 

100 

86.45 

3.00 

2.59 

0.0015 

0.0036 

12.82 

100 

87.18 

3.00 

2.62 

0.0015 

0.0053 

15.02 

120 

104.98 

4.00 

4.20 

0.0018 

0.0039 

12.10 

100 

87.90 

3.00 

2.64 

0.0020 

0.0096 

15.42 

120 

104.58 

4.00 

4.18 

0.0018 

0.0377 


























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone (Fresh 
/ Saline) 



Type of Area 

(Command / Non- Hydrogeological Unit 
command) 



07001010 


Unwas 


Upli Odan 


Usar 


Usarwas 


Uthron Ki Bhagal 


Warni Ki Bhagal 


Was 


Ajaypura 


Amraji Ka Gurha 


Angor Ki Bhagal 


Antri 


Atdoomba 


Awani 


Bagar 


Bagda 


Bagol 


Baguni 


Balicha 


Banokra 


Bara Bhanuja 


Baran 


Bardara 


Bargaon 


Barwara 


Basliya 


Basna 


Bateri 


Baton Ka Gurha 


Bawada 


Behra 


Berki Bhagal 


Bhainsa Kamed 


Bhanpura 


Bhat Madra 


Bhaton Ka Sayra 


Bishma 


Bokhara 


Borawali Madri 


Brahmanon Ka Kalwana 


Chak Jhalar 


Chalwa 


0825000703048200 


0825000703047000 


0825000403011200 


0825000703039300 


0825000403009300 


0825000703048100 


0826000503142700 


0826000203080500 


0826000503143200 


0825000703047900 


0825000403009900 


0825000403011000 


0826000203077300 


0826000203069800 


0826000203077200 


0825000703040200 


0826000203075700 


0826000303085900 


0825000703048000 


0825000403012600 


0825000703037600 


0825000403009800 


0825000403004800 


0826000203073800 


0826000203073000 


0826000203076900 


0826000203072700 


0826000203070800 


0826000203074100 


0825000403012400 


0826000203081000 


0826000203078900 


0825000703037000 


0826000203069900 


0826000203078200 


0826000203070500 


0826000203074400 


0826000203070300 


0826000203072300 


0826000203070700 


0826000203078700 


0826000203079000 


5.71 Fresh 


12.01 Fresh 



2.45 Fresh 


3.76 Fresh 


4.62 Fresh 


4.22 Fresh 


9.16 Fresh 



Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Command 


Command 


Command 


Command 


Non-command 


Command 


Command 


Non-command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

15.42 

100 

84.58 

3.00 

2.54 

0.0015 

0.0001 

12.45 

120 

107.55 

4.00 

4.30 

0.0018 

0.0055 

12.45 

100 

87.55 

3.00 

2.63 

0.0015 

0.0016 

14.32 

100 

85.68 

3.00 

2.57 

0.0015 

0.0035 

14.32 

120 

105.68 

4.00 

4.23 

0.0018 

0.0006 

14.32 

100 

85.68 

3.00 

2.57 

0.0015 

0.0074 

17.40 

120 

102.60 

4.00 

4.10 

0.0018 

0.0012 

17.40 

120 

102.60 

4.00 

4.10 

0.0018 

0.0131 

14.15 

120 

105.85 

4.00 

4.23 

0.0018 

0.0037 

14.15 

100 

85.85 

3.00 

2.58 

0.0015 

0.0007 

11.88 

100 

88.12 

3.00 

2.64 

0.0015 

0.0222 

10.06 

120 

109.94 

4.00 

4.40 

0.0018 

0.0187 

10.06 

100 

89.94 

3.00 

2.70 

0.0015 

0.0292 

10.38 

100 

89.62 

3.00 

2.69 

0.0015 

0.0080 

9.39 

120 

110.61 

4.00 

4.42 

0.0018 

0.0298 

9.70 

100 

90.30 

3.00 

2.71 

0.0015 

0.0062 

11.90 

100 

88.10 

3.00 

2.64 

0.0015 

0.0072 

13.78 

100 

86.22 

3.00 

2.59 

0.0020 

0.0049 

14.48 

100 

85.52 

3.00 

2.57 

0.0020 

0.0005 

11.84 

100 

88.16 

3.00 

2.64 

0.0020 

0.0027 

10.44 

100 

89.56 

3.00 

2.69 

0.0015 

0.0068 

9.57 

100 

90.43 

3.00 

2.71 

0.0015 

0.0264 

10.21 

100 

89.79 

3.00 

2.69 

0.0015 

0.0000 

10.42 

100 

89.58 

3.00 

2.69 

0.0020 

0.0213 

13.46 

100 

86.54 

3.00 

2.60 

0.0020 

0.0131 

9.31 

100 

90.69 

3.00 

2.72 

0.0020 

0.0123 

14.64 

120 

105.36 

4.00 

4.21 

0.0018 

0.0157 

14.64 

100 

85.36 

3.00 

2.56 

0.0015 

0.0019 

15.52 

100 

84.48 

3.00 

2.53 

0.0020 

0.0001 

15.28 

100 

84.72 

3.00 

2.54 

0.0015 

0.0000 

8.47 

100 

91.53 

3.00 

2.75 

0.0015 

0.0148 

11.14 

100 

88.86 

3.00 

2.67 

0.0015 

0.0101 

12.19 

120 

107.81 

4.00 

4.31 

0.0018 

0.0574 

12.19 

100 

87.81 

3.00 

2.63 

0.0015 

0.0045 

9.71 

100 

90.29 

3.00 

2.71 

0.0015 

0.0210 

10.54 

100 

89.46 

3.00 

2.68 

0.0015 

0.0342 

12.94 

100 

87.06 

3.00 

2.61 

0.0020 

0.0194 

10.18 

100 

89.82 

3.00 

2.69 

0.0020 

0.0146 

10.62 

100 

89.38 

3.00 

2.68 

0.0020 

0.0331 

10.57 

100 

89.43 

3.00 

2.68 

0.0020 

0.0099 

9.70 

100 

90.30 

3.00 

2.71 

0.0020 

0.0113 

11.96 

100 

88.04 

3.00 

2.64 

0.0020 

0.0047 

10.62 

100 

89.38 

3.00 

2.68 

0.0015 

0.0076 

9.17 

100 

90.83 

3.00 

2.72 

0.0020 

0.0027 

14.58 

100 

85.42 

3.00 

2.56 

0.0020 

0.0157 

8.98 

120 

111.02 

4.00 

4.44 

0.0018 

0.0151 

10.08 

100 

89.92 

3.00 

2.70 

0.0020 

0.0371 

15.14 

100 

84.86 

3.00 

2.55 

0.0020 

0.0113 

10.13 

100 

89.87 

3.00 

2.70 

0.0020 

0.0307 

10.59 

100 

89.41 

3.00 

2.68 

0.0020 

0.0115 

9.85 

100 

90.15 

3.00 

2.70 

0.0020 

0.0082 

11.71 

100 

88.29 

3.00 

2.65 

0.0020 

0.0417 

9.85 

100 

90.15 

3.00 

2.70 

0.0020 

0.0340 

14.60 

100 

85.40 

3.00 

2.56 

0.0020 

0.0049 

14.44 

100 

85.56 

3.00 

2.57 

0.0020 

0.0130 














































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Chaptelon Ki Bhagal 


Charnon Ki Madar 


Chatiya Kheri 


Chheepala 


Chhota Bhanuja 


Chundawaton Ka Gurha 


Dabun 


Dadiya 


Delwariya 


Deoron Ki Bhagal 


Dhanwara 


Dheerji Ka Gurha 


Dhikora 


Dhol 


Dhoondhi 


Dingari 


Diyan 


Dowas 


Dulawaton Ka Gurha 


Fatehpur 


Gadliya 


Gadriya Ka Gurha 


Gaon Gurha 


Gayphal 


Gehloton Ka Gurha 


Ghanawal 


Godon Ka Gurha 


Gogunda 


Guman 


Gundali 


Hathniyawar 


Jarpha 


Jaswant Garh 


Jelani 


Jemli 


Jetaran 


Jhadoli 


Jhalon Ka Kalwana 


Jodha Ka Talab 


Jorma 


Joshiyon Ki Madri 


Junjarpura 


Kachhwa 


Kadmal 


Kagti 


Kakan Ka Gurha 


Kakarwa 


Kalji Ka Gurha 


Kaloda 


Kalthana 


Census Code 


0825000403011300 


0825000703038000 




0826000203079900 


0826000203077400 


0825000703037500 


0826000203077700 


0825000703047600 


0826000203080300 


0825000403009700 


0825000403011800 


0825000703038600 


0826000203080100 


0826000203070000 


0826000203073900 


0826000203073100 


0826000203077000 


0826000203070900 


0825000403010000 


0826000203078600 


0825000703038100 


0826000303086000 


0826000503143300 


0825000703035900 


0826000203071400 


0826000203079100 


0826000203071200 


0826000203073400 


0826000203080000 


0826000203073700 


0826000203072500 


0826000203073200 


0825000403012100 


0826000203078800 


0826000203078300 


0826000203071500 


0825000403009500 


0826000203078500 


0826000203070600 


0826000503144100 


0826000203070100 


0825000703047200 


0826000203080600 


0826000203081300 


0826000503144500 


0826000203076300 


0826000203079700 


0825000403010200 


0826000203081100 


0826000503144400 


0825000403004700 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Gneisses(B.G.C) 



9.13 Fresh 


4.89 Fresh 


8.03 Fresh 



8.48 Fresh 


7.25 Fresh 


2.56 Fresh 


6.00 Fresh 


1.11 Fresh 


3.94 Fresh 


4.30 Fresh 


2.57 Fresh 


3.36 Fresh 


6.39 Fresh 


1.34 Fresh 


2.89 Fresh 


9.87 Fresh 


1.98 Fresh 


12.76 Fresh 


8.90 Fresh 


Non-command 


Command 


Command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Command 


Command 


Command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Non-command 


Command 


Command 


Command 


Command 


Non-command 


Command 


Command 


Command 


Command 


Command 


Non-command 


Command 


Command 


Command 


Command 


Command 


Non-command 


Command 


Command 


Non-command 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.01 

100 

88.99 

3.00 

2.67 

0.0015 

0.0001 

8.65 

120 

111.35 

4.00 

4.45 

0.0018 

0.0010 

8.65 

100 

91.35 

3.00 

2.74 

0.0015 

0.0093 

10.80 

100 

89.20 

3.00 

2.68 

0.0020 

0.0043 

13.46 

100 

86.54 

3.00 

2.60 

0.0020 

0.0221 

10.05 

120 

109.95 

4.00 

4.40 

0.0018 

0.0215 

10.63 

100 

89.37 

3.00 

2.68 

0.0020 

0.0139 

11.00 

100 

89.00 

3.00 

2.67 

0.0015 

0.0192 

12.03 

100 

87.97 

3.00 

2.64 

0.0020 

0.0165 

9.76 

100 

90.24 

3.00 

2.71 

0.0015 

0.0274 

10.61 

100 

89.39 

3.00 

2.68 

0.0015 

0.0066 

11.89 

120 

108.11 

4.00 

4.32 

0.0018 

0.0258 

11.14 

100 

88.86 

3.00 

2.67 

0.0020 

0.0067 

9.70 

100 

90.30 

3.00 

2.71 

0.0020 

0.0422 

12.94 

100 

87.06 

3.00 

2.61 

0.0020 

0.0589 

10.84 

100 

89.16 

3.00 

2.67 

0.0020 

0.0139 

9.88 

100 

90.12 

3.00 

2.70 

0.0020 

0.0088 

9.68 

100 

90.32 

3.00 

2.71 

0.0020 

0.0264 

9.54 

100 

90.46 

3.00 

2.71 

0.0015 

0.0142 

14.68 

100 

85.32 

3.00 

2.56 

0.0020 

0.0038 

10.47 

120 

109.53 

4.00 

4.38 

0.0018 

0.0009 

10.47 

100 

89.53 

3.00 

2.69 

0.0015 

0.0317 

14.28 

100 

85.72 

3.00 

2.57 

0.0015 

0.0002 

10.66 

100 

89.34 

3.00 

2.68 

0.0020 

0.0260 

9.98 

120 

110.02 

4.00 

4.40 

0.0018 

0.0097 

9.98 

100 

90.02 

3.00 

2.70 

0.0015 

0.0002 

10.50 

100 

89.50 

3.00 

2.68 

0.0020 

0.0379 

14.56 

100 

85.44 

3.00 

2.56 

0.0020 

0.0106 

10.10 

100 

89.90 

3.00 

2.70 

0.0020 

0.0384 

9.57 

100 

90.43 

3.00 

2.71 

0.0020 

0.0080 

11.62 

100 

88.38 

3.00 

2.65 

0.0020 

0.0267 

11.33 

100 

88.67 

3.00 

2.66 

0.0020 

0.0392 

10.61 

100 

89.40 

3.00 

2.68 

0.0020 

0.0257 

9.43 

100 

90.57 

3.00 

2.72 

0.0020 

0.0222 

11.85 

100 

88.15 

3.00 

2.64 

0.0015 

0.0076 

14.57 

100 

85.43 

3.00 

2.56 

0.0020 

0.0209 

15.30 

120 

104.70 

4.00 

4.19 

0.0015 

0.0003 

15.30 

100 

84.70 

3.00 

2.54 

0.0020 

0.0043 

10.65 

100 

89.35 

3.00 

2.68 

0.0020 

0.0455 

9.91 

100 

90.09 

3.00 

2.70 

0.0015 

0.0282 

14.88 

100 

85.12 

3.00 

2.55 

0.0020 

0.0125 

10.28 

100 

89.72 

3.00 

2.69 

0.0020 

0.0323 

8.83 

100 

91.17 

3.00 

2.74 

0.0020 

0.0061 

9.69 

100 

90.31 

3.00 

2.71 

0.0020 

0.0171 

13.49 

100 

86.51 

3.00 

2.60 

0.0015 

0.0001 

13.49 

100 

86.51 

3.00 

2.60 

0.0015 

0.0053 

14.49 

100 

85.51 

3.00 

2.57 

0.0020 

0.0040 

10.34 

100 

89.66 

3.00 

2.69 

0.0020 

0.0014 

10.98 

100 

89.02 

3.00 

2.67 

0.0020 

0.0341 

15.41 

100 

84.59 

3.00 

2.54 

0.0020 

0.0068 

12.67 

100 

87.33 

3.00 

2.62 

0.0020 

0.0006 

9.68 

100 

90.32 

3.00 

2.71 

0.0015 

0.0003 

10.66 

100 

89.34 

3.00 

2.68 

0.0020 

0.0081 

13.67 

100 

86.33 

3.00 

2.59 

0.0020 

0.0381 

13.20 

100 

86.80 

3.00 

2.60 

0.0015 

0.0132 






























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Gneisses(B.G.C) 



Kamba 


Kamol 


Kamora 


Kandon Ka Gurha 


Kanji Ka Gurha 


Kanooja 


Karai 


Karanji Ka Gurha 


Karda 


Kathar 


Keshar 


Khakhri 


Khakhron Ka Gurha 


Khamnor 


Khera Ki Bhagal 


Kheraliya 


Kheri 


Kodar 


Koshiwara 


Kotela 


Kotra 


Kucholi 


Kumharwas 


Kundal 


Kundwon Ka Gurha 


Kunthwa 


Lakhmawaton Ka Gurha 


Lyau 


Machind 


Madar 


Madawa 


Madrecho Ka Gurha 


Madri Devasthan 


Maga 


Majawari 


Malida 


Manchra 


Maroowas 


Mokhara 


Molela 


Mori 


Nahron Ka Guda 


Nandeshma 


Nangaji Ka Gurha 


Nayon Ka Gurha 


Neekor 


Netawaton Ki Bhagal 


0826000203069700 


0826000203072200 


0825000403005000 


0825000703037400 


0826000203071600 


0825000403011500 


0825000703037800 


0826000503144600 


0826000203072800 


0826000503143900 


0825000403011700 


0826000203080400 


0826000203073300 


0825000703047500 


0825000703038400 


0825000703039200 


0825000703038900 


0825000403010100 


0825000703037100 


0825000703040100 


0825000403004600 


0825000403012300 


0826000203076200 


0826000503143700 


0826000203071000 


0825000703039800 


0825000403012500 


0826000203076600 


0825000703037900 


0826000203071700 


0826000203076000 


0825000703036900 


0826000203074300 


0826000203069600 


0826000203080200 


0825000703038800 


0825000403011400 


0826000503143600 


0825000703037200 


0825000703039000 


0826000203079600 


0826000203076800 


0826000203076700 


0826000203076500 


0826000203083900 


0826000203071100 


0826000503142900 


4.37 Fresh 


7.91 Fresh 


3.55 Fresh 


4.73 Fresh 


4.33 Fresh 


13.67 Fresh 


6.73 Fresh 



5.62 Fresh 


1.96 Fresh 


4.02 Fresh 


1.23 Fresh 


33.96 Fresh 


4.35 Fresh 


3.84 Fresh 


6.06 Fresh 


3.57 Fresh 


5.05 Fresh 


10.74 Fresh 


10.34 Fresh 


5.52 Fresh 


11.31 Fresh 


1.55 Fresh 


0.81 Fresh 


4.13 Fresh 


3.93 Fresh 


Non-command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

13.11 

120 

106.89 

4.00 

4.28 

0.0018 

0.0096 

13.11 

100 

86.89 

3.00 

2.61 

0.0015 

0.0099 

10.10 

100 

89.90 

3.00 

2.70 

0.0020 

0.0212 

10.57 

100 

89.43 

3.00 

2.68 

0.0020 

0.0422 

10.22 

100 

89.78 

3.00 

2.69 

0.0015 

0.0000 

9.74 

120 

110.26 

4.00 

4.41 

0.0018 

0.0349 

9.74 

100 

90.26 

3.00 

2.71 

0.0015 

0.0000 

10.40 

100 

89.60 

3.00 

2.69 

0.0020 

0.0233 

9.99 

100 

90.01 

3.00 

2.70 

0.0015 

0.0170 

15.00 

120 

105.00 

4.00 

4.20 

0.0018 

0.0324 

15.00 

100 

85.00 

3.00 

2.55 

0.0015 

0.0027 

12.83 

100 

87.17 

3.00 

2.62 

0.0020 

0.0002 

10.14 

100 

89.86 

3.00 

2.70 

0.0020 

0.0694 

6.67 

100 

93.33 

3.00 

2.80 

0.0020 

0.0252 

10.52 

100 

89.48 

3.00 

2.68 

0.0015 

0.0293 

13.87 

100 

86.13 

3.00 

2.58 

0.0020 

0.0181 

9.98 

100 

90.02 

3.00 

2.70 

0.0020 

0.0159 

12.85 

100 

87.15 

3.00 

2.61 

0.0015 

0.0157 

10.87 

100 

89.13 

3.00 

2.67 

0.0015 

0.0052 

10.64 

120 

109.36 

4.00 

4.37 

0.0018 

0.0224 

12.58 

120 

107.42 

4.00 

4.30 

0.0018 

0.0147 

12.58 

100 

87.42 

3.00 

2.62 

0.0015 

0.0120 

9.59 

100 

90.41 

3.00 

2.71 

0.0015 

0.0016 

9.25 

120 

110.75 

4.00 

4.43 

0.0018 

0.0874 

11.62 

120 

108.38 

4.00 

4.34 

0.0018 

0.0001 

14.77 

100 

85.23 

3.00 

2.56 

0.0015 

0.0007 

10.62 

100 

89.38 

3.00 

2.68 

0.0015 

0.0186 

15.42 

100 

84.58 

3.00 

2.54 

0.0020 

0.0037 

8.21 

100 

91.79 

3.00 

2.75 

0.0020 

0.0073 

9.73 

100 

90.27 

3.00 

2.71 

0.0020 

0.0065 

9.72 

120 

110.28 

4.00 

4.41 

0.0018 

0.0114 

10.63 

100 

89.37 

3.00 

2.68 

0.0015 

0.0080 

15.37 

100 

84.63 

3.00 

2.54 

0.0020 

0.0078 

15.20 

120 

104.80 

4.00 

4.19 

0.0018 

0.0744 

15.20 

100 

84.80 

3.00 

2.54 

0.0015 

0.0099 

10.34 

100 

89.66 

3.00 

2.69 

0.0020 

0.0167 

14.29 

100 

85.71 

3.00 

2.57 

0.0020 

0.0101 

9.05 

120 

110.95 

4.00 

4.44 

0.0018 

0.0012 

10.73 

100 

89.27 

3.00 

2.68 

0.0020 

0.0066 

12.86 

100 

87.14 

3.00 

2.61 

0.0020 

0.0015 

12.69 

100 

87.31 

3.00 

2.62 

0.0020 

0.0220 

12.04 

120 

107.96 

4.00 

4.32 

0.0018 

0.0088 

12.04 

100 

87.96 

3.00 

2.64 

0.0015 

0.0106 

11.34 

100 

88.66 

3.00 

2.66 

0.0015 

0.0100 

7.69 

100 

92.31 

3.00 

2.77 

0.0020 

0.0190 

9.06 

120 

110.94 

4.00 

4.44 

0.0018 

0.0387 

12.02 

120 

107.98 

4.00 

4.32 

0.0018 

0.0539 

12.02 

100 

87.98 

3.00 

2.64 

0.0015 

0.0143 

13.15 

100 

86.85 

3.00 

2.61 

0.0020 

0.0122 

14.84 

100 

85.16 

3.00 

2.55 

0.0020 

0.0282 

12.99 

100 

87.01 

3.00 

2.61 

0.0020 

0.0579 

15.42 

100 

84.58 

3.00 

2.54 

0.0020 

0.0079 

10.72 

100 

89.28 

3.00 

2.68 

0.0020 

0.0008 

9.72 

100 

90.28 

3.00 

2.71 

0.0020 

0.0221 

12.77 

100 

87.23 

3.00 

2.62 

0.0020 

0.0048 






















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Nichli Odan 


Obra Kalan 


Obra Khurd 


Odonka Guda 


Ora 


Padrara 


Palasama 


Palchh 


Palidana 


Panchawaton Ki Bhagal 


Paner 


Paneriyon Ki Bhagal 


Pansun 


Parawal 


Parmaron Ka Bhagal 


Pawadiya 


Peepana 


Peepla 


Peli Bhagal 


Punawali 


Rachhoti 


Ranan 


Ranawaton Ka Gurha 


Rawaliya Kalan 


Rawliya Khurd 


Roopji Ka Gurha 


Royda 


Sadra 


Sagdi Ka Gurha 


Sagroon 


Saloda 


Samal 


Sanchli 


Sandookon Ka Gurha 


Sangath 


Sar Ki Bhagal 


Sarsuniya 


Sayra 


Sema 


Semar 


Semtal 


Shobhawas 


Shri Maliyon Ki Madri 


Singhara 


Sinya 


Sirohi Ki Bhagal 


Suthar Madra 


Suwawaton Ka Gurha 


Census Code 


0825000703047100 


0826000203079300 


0826000203079200 


0826000203077100 


0825000403011600 


0826000203074500 


0826000203071300 


0826000203072600 


0826000203075800 


0826000503142800 


0826000203073500 


0826000203076100 


0825000403012200 


0825000703039100 


0825000403012700 


0826000503143800 


0825000403009600 


0825000403012000 


0826000503143500 


0826000203075600 


0825000703037700 


0826000203081200 


0826000203078400 



0826000203077600 


0826000203077800 


0825000703048300 


0826000203072400 


0826000203072900 


0826000203077500 


0825000703047800 


0825000703038500 


0826000203074200 


0826000203072100 


0825000403009400 


0826000503144700 


0825000703038300 


0825000703047400 


0826000203070400 


0825000703038700 


0826000203071900 


0826000203079400 


0826000203077900 


0826000203078100 


0826000203070200 


0825000403005100 


0825000703047700 


0826000203078000 


0826000203075900 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Command 

Phyllite & Schist 

Fresh 

Command 

Phyllite & Schist 

Fresh 

Command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Command 

Phyllite & Schist 

Fresh 

Command 

Phyllite & Schist 

Fresh 

Command 

Phyllite & Schist 

Fresh 

Command 

Phyllite & Schist 

Fresh 

Command 

Phyllite & Schist 

Fresh 

Command 

Phyllite & Schist 

Fresh 

Command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Gneisses(B.G.C) 



5.32 Fresh 


2.42 Fresh 


6.56 Fresh 


5.62 Fresh 


1.04 Fresh 


7.08 Fresh 


4.73 Fresh 


5.83 Fresh 


12.68 Fresh 



15.86 Fresh 


7.77 Fresh 


3.20 Fresh 


26.96 Fresh 


5.61 Fresh 


4.67 Fresh 


5.08 Fresh 


10.16 Fresh 


6.28 Fresh 


5.24 Fresh 


6.31 Fresh 


4.33 Fresh 


1.71 Fresh 


3.41 Fresh 


6.94 Fresh 


7.80 Fresh 


13.99 Fresh 


7.28 Fresh 


2.99 Fresh 


2.65 Fresh 


4.75 Fresh 


6.70 Fresh 


1.72 Fresh 


1.66 Fresh 


2.33 Fresh 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Command 


Command 


Command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Command 


Command 


Command 


Command 


Non-command 


Non-command 


Command 


Command 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.57 

100 

88.43 

3.00 

2.65 

0.0015 

0.0000 

13.40 

100 

86.60 

3.00 

2.60 

0.0020 

0.0191 

14.17 

100 

85.83 

3.00 

2.57 

0.0020 

0.0151 

9.62 

100 

90.38 

3.00 

2.71 

0.0020 

0.0123 

9.78 

100 

90.22 

3.00 

2.71 

0.0015 

0.0288 

11.35 

100 

88.65 

3.00 

2.66 

0.0020 

0.0248 

10.04 

100 

89.96 

3.00 

2.70 

0.0020 

0.0556 

10.55 

100 

89.45 

3.00 

2.68 

0.0020 

0.0202 

15.78 

100 

84.22 

3.00 

2.53 

0.0020 

0.0176 

13.35 

100 

86.65 

3.00 

2.60 

0.0020 

0.0040 

9.56 

100 

90.44 

3.00 

2.71 

0.0020 

0.0242 

15.28 

100 

84.72 

3.00 

2.54 

0.0020 

0.0052 

11.51 

100 

88.49 

3.00 

2.65 

0.0015 

0.0183 

12.50 

120 

107.50 

4.00 

4.30 

0.0018 

0.0100 

12.50 

100 

87.50 

3.00 

2.62 

0.0015 

0.0114 

10.69 

100 

89.31 

3.00 

2.68 

0.0015 

0.0146 

7.29 

100 

92.71 

3.00 

2.78 

0.0020 

0.0076 

9.83 

100 

90.17 

3.00 

2.71 

0.0015 

0.0256 

11.56 

100 

88.44 

3.00 

2.65 

0.0015 

0.0125 

9.93 

100 

90.07 

3.00 

2.70 

0.0020 

0.0054 

15.99 

100 

84.01 

3.00 

2.52 

0.0020 

0.0299 

14.28 

120 

105.73 

4.00 

4.23 

0.0018 

0.0258 

14.28 

100 

85.73 

3.00 

2.57 

0.0015 

0.0033 

10.41 

100 

89.59 

3.00 

2.69 

0.0020 

0.0060 

12.94 

120 

107.06 

4.00 

4.28 

0.0015 

0.0004 

12.94 

100 

87.06 

3.00 

2.61 

0.0020 

0.0037 

10.22 

120 

109.78 

4.00 

4.39 

0.0018 

0.0454 

10.22 

100 

89.78 

3.00 

2.69 

0.0015 

0.0035 

12.56 

100 

87.44 

3.00 

2.62 

0.0020 

0.0689 

11.90 

100 

88.10 

3.00 

2.64 

0.0020 

0.0312 

12.85 

100 

87.15 

3.00 

2.61 

0.0015 

0.0041 

10.61 

100 

89.39 

3.00 

2.68 

0.0020 

0.0834 

10.75 

100 

89.25 

3.00 

2.68 

0.0020 

0.0300 

12.49 

100 

87.51 

3.00 

2.63 

0.0020 

0.0187 

10.85 

100 

89.15 

3.00 

2.67 

0.0015 

0.0191 

11.27 

120 

108.73 

4.00 

4.35 

0.0018 

0.0166 

11.27 

100 

88.73 

3.00 

2.66 

0.0015 

0.0317 

12.95 

100 

87.05 

3.00 

2.61 

0.0020 

0.0094 

10.43 

100 

89.57 

3.00 

2.69 

0.0020 

0.0282 

9.58 

100 

90.42 

3.00 

2.71 

0.0015 

0.0139 

11.30 

100 

88.70 

3.00 

2.66 

0.0020 

0.0049 

11.52 

100 

88.48 

3.00 

2.65 

0.0015 

0.0058 

12.84 

100 

87.16 

3.00 

2.61 

0.0015 

0.0134 

9.99 

100 

90.01 

3.00 

2.70 

0.0020 

0.0280 

11.13 

120 

108.87 

4.00 

4.35 

0.0018 

0.0417 

11.13 

100 

88.87 

3.00 

2.67 

0.0015 

0.0093 

10.49 

100 

89.51 

3.00 

2.69 

0.0020 

0.0155 

13.55 

100 

86.45 

3.00 

2.59 

0.0020 

0.0371 

14.50 

100 

85.50 

3.00 

2.57 

0.0020 

0.0154 

14.80 

100 

85.20 

3.00 

2.56 

0.0020 

0.0128 

9.69 

100 

90.31 

3.00 

2.71 

0.0020 

0.0257 

9.90 

100 

90.10 

3.00 

2.70 

0.0015 

0.0173 

11.00 

100 

89.00 

3.00 

2.67 

0.0015 

0.0069 

14.82 

100 

85.18 

3.00 

2.56 

0.0020 

0.0085 

15.04 

100 

84.96 

3.00 

2.55 

0.0020 

0.0119 


























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



07001011 


Tankra Ki Bhagal 


Tarpal 


Tatol 


Teerol 


Thamla Beri 


Toola 


Udawar 


Ukhaliyat 


Umarna 


Umrod 


Uplawas 


Usarwas 


Wagela Ka Gurha 


Wani 


Warni Ki Bhagal 


Wati 


Agalgaon 


Agariya 


Aidana 


Akya 


Amartiya 


Amet (M) 


Arjunpura 


Arniya 


Asan 


Asan Bansa 


Bakhantpura 


Bala Chanch Ka Gurha 


Banda 


Bansa 


Beekawas 


Bethumbi 


Bhadla 


Bhagwanpura 


BhairoodasJi Ka Khera 


Bhakroda 


Bharak 


Bheel Magra 


Bholi Khera 


Bhootela 


Bhopa Ki Bhagal 


Bhopal Pura 


Bhopji Ka Khera 


Bijepur 


Binol 


Budhpura 


Bukarda 


ChakJoonda 


Census Code 


0826000503144200 


0826000203076400 


0825000703047300 


0826000203073600 


0826000303086200 


0826000503144000 


0825000403004900 


0826000303086300 


0826000203072000 


0826000203074000 


0825000403011900 


0825000703039300 


0826000503143400 


0826000203079500 


0825000703048100 


0826000503144300 


0825000302992700 


0825000302990100 


0825000302989600 


0825000302985500 


0825000302995500 


0825000342502000 


0824000702863400 


0825000302993800 


0825000302985100 


0825000402996600 




0825000603027100 


0825000302988800 


0825000302989900 


0825000402996700 


0825000302989100 


0825000603028200 


0825000302991100 


0825000302990400 


0825000302983000 


0825000302992200 


0824000702869800 


0825000302990800 


0825000302990600 


0824000702862400 


0825000302993500 


0825000302988300 


0825000302988000 


0824000702863100 


0825000503015100 


0825000302994700 


0825000302993300 


0825000603027800 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Command 

Phyllite & Schist 

Fresh 

Command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Command 

Phyllite & Schist 

Fresh 

Command 

Erinpura Granite 


Command 

Phyllite & Schist 

Fresh 

Command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Command 

Erinpura Granite 

Fresh 

Command 

Phyllite & Schist 

Fresh 

Command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Command 

Phyllite & Schist 

Fresh 

Command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Command 

Phyllite & Schist 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Saline 

Non-command 

Gneisses 

Saline 

Non-command 

Gneisses 

Saline 

Non-command 

Gneisses 


Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Gneisses(B.G.C) 


Command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Saline 

Non-command 

Gneisses 


Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

10.12 

100 

89.88 

3.00 

2.70 

0.0020 

0.0069 

15.45 

100 

84.55 

3.00 

2.54 

0.0020 

0.0208 

12.82 

100 

87.18 

3.00 

2.62 

0.0015 

0.0251 

9.76 

100 

90.24 

3.00 

2.71 

0.0020 

0.0246 

15.25 

120 

104.75 

4.00 

4.19 

0.0018 

0.0009 

15.25 

100 

84.75 

3.00 

2.54 

0.0015 

0.0004 

6.90 

100 

93.10 

3.00 

2.79 

0.0020 

0.0288 

11.78 

100 

88.22 

3.00 

2.65 

0.0015 

0.0060 

14.48 

120 

105.52 

4.00 

4.22 

0.0018 

0.0015 

10.64 

100 

89.36 

3.00 

2.68 

0.0020 

0.0164 

13.65 

100 

86.35 

3.00 

2.59 

0.0020 

0.0157 

10.63 

100 

89.37 

3.00 

2.68 

0.0015 

0.0080 

9.39 

120 

110.61 

4.00 

4.42 

0.0018 

0.0524 

9.80 

100 

90.20 

3.00 

2.71 

0.0020 

0.0262 

12.62 

100 

87.38 

3.00 

2.62 

0.0020 

0.0165 

11.90 

100 

88.10 

3.00 

2.64 

0.0015 

0.0057 

11.19 

100 

88.81 

3.00 

2.66 

0.0020 

0.0385 

21.82 

120 

98.18 

4.00 

3.93 

0.0018 

0.0274 

24.92 

120 

95.08 

4.00 

3.80 

0.0018 

0.0346 

27.14 

120 

92.86 

4.00 

3.71 

0.0018 

0.0370 

12.50 

120 

107.50 

4.00 

4.30 

0.0018 

0.0167 

17.16 

120 

102.84 

4.00 

4.11 

0.0018 

0.0111 

15.50 

120 

104.50 

4.00 

4.18 

0.0018 

0.1100 

22.23 

150 

127.77 

5.00 

6.39 

0.0015 

0.0072 

15.67 

120 

104.33 

4.00 

4.17 

0.0018 

0.0089 

15.21 

120 

104.79 

4.00 

4.19 

0.0018 

0.0134 

14.00 

120 

106.00 

4.00 

4.24 

0.0018 

0.0027 

14.00 

120 

106.00 

4.00 

4.24 

0.0018 

0.0043 

14.00 

120 

106.00 

4.00 

4.24 

0.0018 

0.0102 

14.00 

100 

86.00 

3.00 

2.58 

0.0015 

0.0000 

16.46 

120 

103.54 

4.00 

4.14 

0.0018 

0.0311 

16.46 

120 

103.54 

4.00 

4.14 

0.0018 

0.0000 

28.10 

120 

91.90 

4.00 

3.68 

0.0018 

0.0002 

24.95 

120 

95.05 

4.00 

3.80 

0.0018 

0.0059 

26.84 

120 

93.16 

4.00 

3.73 

0.0018 

0.0179 

13.79 

120 

106.21 

4.00 

4.25 

0.0018 

0.0088 

13.79 

100 

86.21 

3.00 

2.59 

0.0015 

0.0131 

16.77 

120 

103.23 

4.00 

4.13 

0.0018 

0.0536 

16.85 

100 

83.15 

3.00 

2.49 

0.0015 

0.0000 

16.62 

120 

103.38 

4.00 

4.14 

0.0018 

0.0261 

22.19 

120 

97.81 

4.00 

3.91 

0.0018 

0.0163 

14.35 

120 

105.65 

4.00 

4.23 

0.0018 

0.0141 

26.93 

120 

93.07 

4.00 

3.72 

0.0018 

0.0229 

16.52 

150 

133.48 

5.00 

6.67 

0.0015 

0.0058 

17.35 

120 

102.65 

4.00 

4.11 

0.0018 

0.0264 

15.72 

120 

104.28 

4.00 

4.17 

0.0018 

0.0204 

19.94 

150 

130.06 

5.00 

6.50 

0.0015 

0.0000 

18.19 

120 

101.81 

4.00 

4.07 

0.0018 

0.0060 

17.36 

120 

102.64 

4.00 

4.11 

0.0018 

0.0066 

14.21 

120 

105.79 

4.00 

4.23 

0.0018 

0.0134 

15.84 

150 

134.16 

5.00 

6.71 

0.0015 

0.0493 

21.30 

120 

98.70 

4.00 

3.95 

0.0018 

0.0134 

13.97 

120 

106.03 

4.00 

4.24 

0.0018 

0.0314 

19.15 

120 

100.85 

4.00 

4.03 

0.0018 

0.0203 

12.87 

100 

87.13 

3.00 

2.61 

0.0015 

0.0207 































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Champa Ka Gurha 


Chatarpura 


Chatraji Ka Gurha 


Chaukri 


Chhapri 


Dabla 


Dala Ka Khera 


Dangra 


Dangri 


Darada 


Degana 


Delana (rural) 


Deoli 


Deoron Ka Gurha 


Dewaji Ka Gurha 


Dewariya 


Dhanakpura 


Dhangras 


Dhanoli 


Dhelana 


Dherdon Ka Gurha 


Dingrol 


Diyas 


Dolatpura 


Doonga Ka Khera 


Dowada 


Dudaliya 


Fatehpuriya 


Gadariyawas 


Gadri Khera 


Gadrola 


Gajsingh Ji Ki Bhagal 


Galwa 


Ganeshpur (khalsa) 


Ganeshpura 


Ganga Guda 


Gangas 


Geeriya 


Ghosundi 


Gitoriya 


Golera Kuwa 


Googli 


Gopalpura 


Gowal 


Gowliya 


Gujariya Khera 


Census Code 


0825000302985000 


0825000302991800 


0825000302988900 


0825000302983400 


0824000702863800 



0825000503012800 


0825000202982300 


0824000602859500 


0824000602859400 


0825000202980700 


0825000302983300 


0824000702865500 


0825000302996200 


0825000302982700 


0825000302984600 


0825000302995300 


0825000302994200 


0824000702869100 


0825000302993100 


0825000302984400 


0825000302984900 


0825000302991900 


0824000702864600 


0825000603027500 


0825000302995100 


0825000302992800 


0825000202982500 


0825000302991000 


0825000302993600 


0824000702864500 


0825000302989000 


0825000302989200 


0825000302994800 


0824000702868400 


0825000603028100 


0825000302988200 


0825000603031200 


0824000702863200 


0825000302990500 


0825000403001700 


0825000302991200 


0825000302989500 


0825000302993700 


0825000302983100 


0824000702863700 


0824000702864100 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Command 

Gneisses(B.G.C) 




0.96 Saline 


3.35 Fresh 


2.05 Fresh 


2.52 Fresh 


4.66 Fresh 


1.70 Saline 


5.87 Fresh 


14.03 Fresh 


7.15 Fresh 


7.89 Fresh 



1.88 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Gneisses(B.G.C) 


Gneisses 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

15.68 

120 

104.32 

4.00 

4.17 

0.0018 

0.0241 

21.03 

120 

98.97 

4.00 

3.96 

0.0018 

0.0166 

23.91 

120 

96.09 

4.00 

3.84 

0.0018 

0.0135 

11.65 

120 

108.36 

4.00 

4.33 

0.0018 

0.0006 

18.47 

150 

131.53 

5.00 

6.58 

0.0015 

0.0020 

18.47 

150 

131.53 

5.00 

6.58 

0.0015 

0.0232 

13.58 

120 

106.42 

4.00 

4.26 

0.0018 

0.0000 

13.58 

100 

86.42 

3.00 

2.59 

0.0015 

0.0012 

24.23 

120 

95.77 

4.00 

3.83 

0.0018 

0.0225 

11.34 

120 

108.66 

4.00 

4.35 

0.0015 

0.0105 

13.94 

150 

136.06 

5.00 

6.80 

0.0015 

0.0021 

14.24 

150 

135.76 

5.00 

6.79 

0.0015 

0.0073 

14.09 

120 

105.91 

4.00 

4.24 

0.0018 

0.0066 

14.09 

100 

85.91 

3.00 

2.58 

0.0015 

0.0014 

13.64 

120 

106.36 

4.00 

4.25 

0.0018 

0.0332 

20.18 

150 

129.82 

5.00 

6.49 

0.0015 

0.0001 

16.79 

120 

103.21 

4.00 

4.13 

0.0018 

0.0517 

13.33 

120 

106.67 

4.00 

4.27 

0.0018 

0.0253 

13.33 

100 

86.67 

3.00 

2.60 

0.0015 

0.0097 

13.33 

120 

106.67 

4.00 

4.27 

0.0018 

0.0000 

13.33 

100 

86.67 

3.00 

2.60 

0.0015 

0.0055 

14.54 

120 

105.46 

4.00 

4.22 

0.0018 

0.0079 

15.59 

120 

104.41 

4.00 

4.18 

0.0018 

0.0282 

13.93 

120 

106.07 

4.00 

4.24 

0.0018 

0.0122 

16.98 

120 

103.02 

4.00 

4.12 

0.0018 

0.0334 

19.23 

120 

100.77 

4.00 

4.03 

0.0018 

0.0239 

14.59 

120 

105.41 

4.00 

4.22 

0.0018 

0.0491 

16.18 

120 

103.82 

4.00 

4.15 

0.0018 

0.0233 

20.87 

120 

99.13 

4.00 

3.97 

0.0018 

0.0321 

16.93 

120 

103.07 

4.00 

4.12 

0.0018 

0.0377 

17.44 

100 

82.56 

3.00 

2.48 

0.0015 

0.0052 

14.90 

120 

105.10 

4.00 

4.20 

0.0018 

0.0129 

21.93 

120 

98.07 

4.00 

3.92 

0.0018 

0.0359 

13.79 

120 

106.21 

4.00 

4.25 

0.0015 

0.0209 

15.74 

120 

104.26 

4.00 

4.17 

0.0018 

0.0031 

17.16 

120 

102.84 

4.00 

4.11 

0.0018 

0.0137 

19.40 

150 

130.60 

5.00 

6.53 

0.0015 

0.0088 

19.40 

120 

100.60 

4.00 

4.02 

0.0018 

0.0153 

18.26 

120 

101.74 

4.00 

4.07 

0.0018 

0.0325 

15.98 

120 

104.02 

4.00 

4.16 

0.0018 

0.0154 

15.71 

120 

104.29 

4.00 

4.17 

0.0018 

0.0290 

11.19 

120 

108.81 

4.00 

4.35 

0.0018 

0.0122 

16.30 

100 

83.70 

3.00 

2.51 

0.0015 

0.0049 

16.03 

120 

103.97 

4.00 

4.16 

0.0018 

0.0087 

19.01 

100 

80.99 

3.00 

2.43 

0.0015 

0.0016 

17.44 

150 

132.56 

5.00 

6.63 

0.0015 

0.0971 

19.61 

120 

100.39 

4.00 

4.02 

0.0018 

0.0443 

20.89 

120 

99.11 

4.00 

3.96 

0.0018 

0.0031 

15.38 

120 

104.62 

4.00 

4.18 

0.0018 

0.0091 

30.09 

120 

89.91 

4.00 

3.60 

0.0018 

0.0277 

16.17 

120 

103.83 

4.00 

4.15 

0.0018 

0.0070 

12.55 

120 

107.45 

4.00 

4.30 

0.0018 

0.0356 

21.32 

150 

128.68 

5.00 

6.43 

0.0015 

0.0359 

21.32 

150 

128.68 

5.00 

6.43 

0.0015 

0.0043 

11.46 

120 

108.54 

4.00 

4.34 

0.0018 

0.0147 



















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone (Fresh 
/ Saline) 



Gurha Chat 


Gurha Khera 


Hadiya Kheri 


Hakyawas 


Halela 


Haripura 


Hawala 


Jaisinghpura 


Jarsa 


Jaswantpura 


Jatiya Khera 


Jawaliya 


Jawanji Ka Khera 


Jawariya 


Jetpura 


Jharol 


Jhor 


Jodhpura 


Joonda 


Joonda Ki Kheri 


Kabri 


Kaji Gurha Kalan 


Kaji Gurha Khurd 


Kala Guman 


Kala Ka Khera 


Kalamaton Ka Khera 


Kalesariya 


Kameri 


Kangani 


Kanji Ka Khera 


Karatwas 


Karera 


Karma Kheri 


Karnji Ki Kheri 


Kemri 


Khajooriya 


0825000202981000 


0824000702868000 



0825000102969000 


0824000702868100 


0824000702862800 


0825000302984800 


0825000202980800 


0824000702865400 


0825000302991600 


0824000702863000 


0825000202981100 


0825000302990900 


0825000302995700 


0825000302982900 


0825000402997400 


0825000302990000 


0825000403001800 


0825000302992600 


0824000602859600 


0825000302994600 


0825000503015200 


0825000603027900 


0825000603027700 


0825000302996100 


0825000302985300 


0825000302985400 


0825000102969100 


0824000702864000 


0825000302996000 


0825000302991400 


0825000202982200 


0824000702865300 


0825000302988500 


0825000302994900 


0825000503013000 


0825000603031000 


0824000702864900 


0825000302984700 


0824000702863900 


5.97 Fresh 


5.20 Fresh 


2.52 Fresh 


4.77 Fresh 



4.54 Fresh 


0.77 Fresh 


7.38 Fresh 


9.49 Fresh 


0.49 Fresh 


1.99 Fresh 


5.84 Fresh 


3.03 Fresh 


6.04 Fresh 


2.30 Fresh 


1.78 Fresh 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C.) 

Command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

15.99 

150 

134.01 

5.00 

6.70 

0.0015 

0.0048 

15.99 

120 

104.01 

4.00 

4.16 

0.0018 

0.0069 

13.09 

120 

106.91 

4.00 

4.28 

0.0015 

0.0003 

18.28 

150 

131.72 

5.00 

6.59 

0.0015 

0.0031 

18.28 

120 

101.72 

4.00 

4.07 

0.0018 

0.0000 

15.58 

120 

104.42 

4.00 

4.18 

0.0018 

0.0184 

18.63 

150 

131.37 

5.00 

6.57 

0.0015 

0.0015 

18.63 

120 

101.37 

4.00 

4.05 

0.0018 

0.0189 

19.18 

150 

130.82 

5.00 

6.54 

0.0015 

0.0185 

15.51 

120 

104.49 

4.00 

4.18 

0.0018 

0.0245 

13.71 

100 

86.29 

3.00 

2.59 

0.0015 

0.0048 

19.95 

150 

130.05 

5.00 

6.50 

0.0015 

0.0248 

22.94 

120 

97.06 

4.00 

3.88 

0.0018 

0.0055 

16.57 

150 

133.43 

5.00 

6.67 

0.0015 

0.0486 

14.05 

120 

105.95 

4.00 

4.24 

0.0015 

0.0009 

15.47 

120 

104.53 

4.00 

4.18 

0.0018 

0.0118 

19.43 

120 

100.57 

4.00 

4.02 

0.0018 

0.0098 

13.20 

120 

106.80 

4.00 

4.27 

0.0018 

0.0118 

14.51 

120 

105.49 

4.00 

4.22 

0.0018 

0.0907 

27.73 

120 

92.27 

4.00 

3.69 

0.0018 

0.0037 

21.68 

120 

98.32 

4.00 

3.93 

0.0018 

0.0001 

19.25 

120 

100.75 

4.00 

4.03 

0.0018 

0.0195 

14.50 

150 

135.50 

5.00 

6.77 

0.0015 

0.0538 

17.00 

120 

103.00 

4.00 

4.12 

0.0018 

0.0551 

15.14 

120 

104.86 

4.00 

4.19 

0.0018 

0.0168 

16.10 

100 

83.90 

3.00 

2.52 

0.0015 

0.0149 

13.49 

100 

86.51 

3.00 

2.60 

0.0015 

0.0037 

15.50 

120 

104.50 

4.00 

4.18 

0.0018 

0.0244 

12.20 

120 

107.80 

4.00 

4.31 

0.0018 

0.0097 

11.74 

120 

108.26 

4.00 

4.33 

0.0018 

0.0040 

12.90 

120 

107.10 

4.00 

4.28 

0.0018 

0.0312 

17.36 

150 

132.64 

5.00 

6.63 

0.0015 

0.0231 

17.36 

120 

102.64 

4.00 

4.11 

0.0018 

0.0136 

15.52 

120 

104.48 

4.00 

4.18 

0.0018 

0.0332 

20.00 

120 

100.00 

4.00 

4.00 

0.0018 

0.0054 

11.16 

120 

108.84 

4.00 

4.35 

0.0015 

0.0133 

19.68 

150 

130.32 

5.00 

6.52 

0.0015 

0.0804 

19.68 

120 

100.32 

4.00 

4.01 

0.0018 

0.0005 

19.51 

120 

100.49 

4.00 

4.02 

0.0018 

0.0035 

15.20 

120 

104.80 

4.00 

4.19 

0.0018 

0.0146 

27.02 

120 

92.98 

4.00 

3.72 

0.0018 

0.0042 

17.53 

100 

82.47 

3.00 

2.47 

0.0015 

0.0014 

18.01 

150 

131.99 

5.00 

6.60 

0.0015 

0.0086 

18.01 

120 

101.99 

4.00 

4.08 

0.0018 

0.0380 

14.78 

120 

105.22 

4.00 

4.21 

0.0018 

0.0157 

16.94 

150 

133.06 

5.00 

6.65 

0.0015 

0.0002 

16.94 

150 

133.06 

5.00 

6.65 

0.0015 

0.0164 

16.94 

120 

103.06 

4.00 

4.12 

0.0018 

0.0008 

12.60 

150 

137.40 

5.00 

6.87 

0.0015 

0.0089 

12.60 

120 

107.40 

4.00 

4.30 

0.0018 

0.0806 

12.60 

150 

137.40 

5.00 

6.87 

0.0015 

0.0012 

12.60 

120 

107.40 

4.00 

4.30 

0.0018 

0.0254 

27.48 

120 

92.52 

4.00 

3.70 

0.0018 

0.0005 

27.48 

120 

92.52 

4.00 

3.70 

0.0018 

0.0008 

27.48 

100 

72.52 

3.00 

2.18 

0.0015 

0.0005 





























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Kharnota 


Khati Khera 


Kheton Ki Bhagal 


Kishan Puriya 


Kishanpura 


Kishanpuriya 


Kotri 


Kuraj 


Lalji Ka Khera 


Lambori 


Lapasiya Khera 


Liki 


Lodhiyana 


Lot Ka Gurha 


Mad 


Mada Ki Bassi 


Majhawas 


Mali Khera 


Mandpiya 


Mediya 


Mehandi 


Merda Khalsa 


Minkiyawas 


Modardon Ka Khera 


Moorda 


Moothiya 


Mundkosiya 


Nardas Ka Gurha 


Narooji Ka Gurha 


Nataji Ka Khera 


Nawalsingh Ka Khera 


Naya Khera 


Negarion Ka Khera 


Olano Ka Khera 


Panotiya 


Parbati 


Phalasiya 


Phoonkiya 


Census Code 


0825000302984200 


0825000402996500 


0825000403001600 


0824000702865100 


0825000503012900 


0825000302990300 


0825000302995400 


0825000603027600 


0825000302988700 


0825000603026900 


0825000302985600 


0825000402997500 


0825000603027300 


0825000302988100 


0825000302995900 


0825000302989700 


0825000202982400 


0825000202980600 


0824000702868900 


0825000302993000 


0824000702869600 


0825000102965500 


0824000702868700 


0825000302989400 


0825000102969200 


0825000302991700 


0825000302994300 


0825000102968900 


0825000302985700 


0825000202980500 


0825000302984500 


0825000603028000 


0825000302982800 


0824000602859700 


0824000702863500 


0825000302994100 


0825000302993200 


0825000603030900 


0825000302992100 


0825000302985200 


0824000702863300 



Zone (Fresh 
/ Saline) 



1.77 Fresh 


0.51 Saline 


13.47 Fresh 


2.86 Fresh 


1.41 Fresh 


3.61 Fresh 


2.63 Fresh 


9.45 Fresh 


3.14 Fresh 


Saline 


2.10 Fresh 


36.10 Fresh 


1.10 Fresh 


5.26 Fresh 


4.56 Fresh 



4.50 Fresh 


5.99 Fresh 


1.21 Fresh 


9.61 Fresh 


12.60 Saline 


8.08 Fresh 


2.07 Fresh 


3.47 Fresh 




2.92 Fresh 


2.90 Fresh 


2.13 Fresh 


4.17 Fresh 


6.28 Fresh 


4.21 Fresh 


3.57 Fresh 


2.58 Fresh 


4.50 Fresh 


1.30 Fresh 


5.35 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.23 

120 

108.77 

4.00 

4.35 

0.0018 

0.0134 

13.85 

120 

106.15 

4.00 

4.25 

0.0018 

0.0001 

13.85 

100 

86.15 

3.00 

2.58 

0.0015 

0.0019 

12.70 

120 

107.30 

4.00 

4.29 

0.0018 

0.0465 

19.88 

150 

130.12 

5.00 

6.51 

0.0015 

0.0043 

29.05 

120 

90.95 

4.00 

3.64 

0.0018 

0.0090 

18.68 

120 

101.32 

4.00 

4.05 

0.0018 

0.0256 

16.57 

120 

103.43 

4.00 

4.14 

0.0018 

0.0190 

11.20 

100 

88.80 

3.00 

2.66 

0.0015 

0.0041 

11.20 

100 

88.80 

3.00 

2.66 

0.0015 

0.0336 

13.56 

100 

86.44 

3.00 

2.59 

0.0015 

0.0075 

13.56 

100 

86.44 

3.00 

2.59 

0.0015 

0.0023 

24.35 

120 

95.65 

4.00 

3.83 

0.0018 

0.0141 

20.07 

100 

79.93 

3.00 

2.40 

0.0015 

0.0009 

12.83 

120 

107.17 

4.00 

4.29 

0.0018 

0.0083 

13.29 

120 

106.71 

4.00 

4.27 

0.0018 

0.0157 

17.70 

120 

102.30 

4.00 

4.09 

0.0018 

0.0025 

17.70 

100 

82.30 

3.00 

2.47 

0.0015 

0.0079 

17.70 

120 

102.30 

4.00 

4.09 

0.0018 

0.0008 

17.70 

100 

82.30 

3.00 

2.47 

0.0015 

0.0070 

13.92 

120 

106.08 

4.00 

4.24 

0.0018 

0.0312 

16.03 

120 

103.97 

4.00 

4.16 

0.0018 

0.0436 

26.78 

120 

93.22 

4.00 

3.73 

0.0018 

0.0078 

12.08 

120 

107.92 

4.00 

4.32 

0.0015 

0.0333 

14.53 

120 

105.47 

4.00 

4.22 

0.0018 

0.0211 

14.53 

100 

85.47 

3.00 

2.56 

0.0015 

0.0010 

16.72 

120 

103.28 

4.00 

4.13 

0.0018 

0.0548 

19.02 

120 

100.98 

4.00 

4.04 

0.0018 

0.0146 

17.67 

150 

132.33 

5.00 

6.62 

0.0015 

0.0234 

17.67 

120 

102.33 

4.00 

4.09 

0.0018 

0.0082 

13.73 

120 

106.27 

4.00 

4.25 

0.0018 

0.0001 

13.68 

120 

106.32 

4.00 

4.25 

0.0018 

0.0143 

30.02 

120 

89.98 

4.00 

3.60 

0.0018 

0.0290 

11.75 

120 

108.25 

4.00 

4.33 

0.0018 

0.0043 

23.36 

120 

96.64 

4.00 

3.87 

0.0018 

0.0123 

13.80 

120 

106.20 

4.00 

4.25 

0.0018 

0.0595 

13.77 

120 

106.23 

4.00 

4.25 

0.0018 

0.0008 

12.67 

120 

107.33 

4.00 

4.29 

0.0018 

0.0128 

13.31 

120 

106.69 

4.00 

4.27 

0.0015 

0.0001 

13.31 

100 

86.69 

2.61 

2.26 

0.0015 

0.0000 

13.31 

120 

106.69 

4.00 

4.27 

0.0015 

0.0001 

13.31 

100 

86.69 

3.00 

2.60 

0.0015 

0.0008 

14.51 

120 

105.49 

4.00 

4.22 

0.0018 

0.0056 

15.26 

100 

84.74 

3.00 

2.54 

0.0015 

0.0111 

13.58 

120 

106.42 

4.00 

4.26 

0.0018 

0.0150 

13.58 

100 

86.42 

3.00 

2.59 

0.0015 

0.0004 

16.09 

150 

133.91 

5.00 

6.70 

0.0015 

0.0000 

21.14 

150 

128.86 

5.00 

6.44 

0.0015 

0.0238 

21.14 

150 

128.86 

5.00 

6.44 

0.0015 

0.0310 

14.65 

120 

105.35 

4.00 

4.21 

0.0018 

0.0213 

18.53 

120 

101.47 

4.00 

4.06 

0.0018 

0.0254 

17.32 

100 

82.68 

3.00 

2.48 

0.0015 

0.0003 

26.09 

120 

93.91 

4.00 

3.76 

0.0018 

0.0296 

16.30 

120 

103.70 

4.00 

4.15 

0.0018 

0.0095 

19.75 

150 

130.25 

5.00 

6.51 

0.0015 

0.0091 
































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

19.75 

150 

130.25 

5.00 

6.51 

0.0015 

0.0424 

17.45 

150 

132.55 

5.00 

6.63 

0.0015 

0.0056 

17.45 

120 

102.55 

4.00 

4.10 

0.0018 

0.0000 

17.45 

150 

132.55 

5.00 

6.63 

0.0015 

0.1508 

17.45 

120 

102.55 

4.00 

4.10 

0.0018 

0.0411 

21.27 

120 

98.73 

4.00 

3.95 

0.0018 

0.0112 

17.86 

120 

102.14 

4.00 

4.09 

0.0018 

0.0293 

14.79 

100 

85.21 

3.00 

2.56 

0.0015 

0.0019 

11.71 

120 

108.29 

4.00 

4.33 

0.0018 

0.0142 

15.69 

120 

104.31 

4.00 

4.17 

0.0018 

0.0168 

16.24 

120 

103.76 

4.00 

4.15 

0.0018 

0.0099 

18.77 

150 

131.23 

5.00 

6.56 

0.0015 

0.0257 

27.12 

150 

122.88 

5.00 

6.14 

0.0015 

0.0090 

27.12 

150 

122.88 

5.00 

6.14 

0.0015 

0.0091 

20.02 

150 

129.98 

5.00 

6.50 

0.0015 

0.0112 

20.02 

120 

99.98 

4.00 

4.00 

0.0018 

0.0002 

19.35 

150 

130.65 

5.00 

6.53 

0.0015 

0.0029 

19.35 

120 

100.65 

4.00 

4.03 

0.0018 

0.0300 

22.60 

120 

97.40 

4.00 

3.90 

0.0018 

0.0166 

19.01 

120 

100.99 

4.00 

4.04 

0.0018 

0.0098 

17.48 

150 

132.52 

5.00 

6.63 

0.0015 

0.1361 

17.48 

120 

102.52 

4.00 

4.10 

0.0018 

0.0009 

11.88 

120 

108.12 

4.00 

4.32 

0.0018 

0.0068 

11.88 

120 

108.12 

4.00 

4.32 

0.0018 

0.0124 

27.88 

120 

92.12 

4.00 

3.68 

0.0018 

0.0277 

18.38 

120 

101.62 

4.00 

4.06 

0.0018 

0.0603 

22.05 

120 

97.95 

4.00 

3.92 

0.0018 

0.0076 

14.88 

150 

135.13 

5.00 

6.76 

0.0015 

0.0006 

14.88 

120 

105.13 

4.00 

4.21 

0.0018 

0.0029 

15.58 

120 

104.42 

4.00 

4.18 

0.0018 

0.0061 

14.48 

150 

135.52 

5.00 

6.78 

0.0015 

0.0135 

14.48 

120 

105.52 

4.00 

4.22 

0.0018 

0.0226 

14.48 

150 

135.52 

5.00 

6.78 

0.0015 

0.0072 

14.48 

120 

105.52 

4.00 

4.22 

0.0018 

0.0065 

19.53 

120 

100.48 

4.00 

4.02 

0.0018 

0.0406 

13.23 

120 

106.77 

4.00 

4.27 

0.0018 

0.0757 

15.23 

120 

104.77 

4.00 

4.19 

0.0018 

0.0110 

11.78 

120 

108.22 

4.00 

4.33 

0.0018 

0.0074 

18.74 

120 

101.26 

4.00 

4.05 

0.0018 

0.0406 

17.57 

150 

132.44 

5.00 

6.62 

0.0015 

0.0120 

17.57 

120 

102.44 

4.00 

4.10 

0.0018 

0.0245 

27.84 

120 

92.16 

4.00 

3.69 

0.0018 

0.0207 

14.57 

120 

105.43 

4.00 

4.22 

0.0018 

0.0147 

17.11 

120 

102.89 

4.00 

4.12 

0.0018 

0.0591 

13.57 

120 

106.43 

4.00 

4.26 

0.0018 

0.0189 

13.57 

100 

86.43 

3.00 

2.59 

0.0015 

0.0010 

21.93 

120 

98.07 

4.00 

3.92 

0.0018 

0.0172 

11.78 

120 

108.22 

4.00 

4.33 

0.0015 

0.0010 

10.55 

120 

109.45 

4.00 

4.38 

0.0018 

0.0176 

10.55 

120 

109.45 

4.00 

4.38 

0.0018 

0.0008 

25.57 

120 

94.43 

4.00 

3.78 

0.0018 

0.0156 

25.57 

100 

74.43 

3.00 

2.23 

0.0015 

0.0002 

25.57 

120 

94.43 

4.00 

3.78 

0.0018 

0.0005 

13.00 

120 

107.00 

4.00 

4.28 

0.0018 

0.0149 

17.85 

120 

102.15 

4.00 

4.09 

0.0018 

0.0077 










































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



07001012 


Todi 


Tokra 


Udawaton Ka Khera 


Udliyas 


Ullai 


Ulpura 


Umarwas 


Varniya 


Veerwas 


Adalwara Kalan 


Aligarh 


Alinagar 


Allapura 


Amenpura 


Andholi 


Arniya Ghati 


Bageena 


Bajoliya 


Balagarh 


Balithal 


Banjari 


Bansla 


Bansra 


Barana 


Barodiya 


Barudhan 


Bhagwatgarh 


Bhanpura 


Bhedola 


Census Code 


0824000702869700 


0824000602859900 


0825000302992000 


0824000702864700 


0824000702862600 


0825000302994400 


0825000402996400 


0825000302990700 


0825000302995200 


0810000501309000 


0822000702681300 


0822000702688900 


0822000702688600 


0822000702689300 


0810000501309300 


0822000402646300 


0810000501307300 


0822000702682300 


0822000702678200 


0822000702682100 


0810000501311400 


0810000501307600 


0810000501311300 


0822000702689600 


0822000702676900 


0822000702676800 


0810000501308500 


0822000702682900 


0810000501309400 



Zone (Fresh 
/ Saline) 


1.13 Fresh 


7.56 Fresh 


1.39 Fresh 


2.66 Fresh 


14.74 Fresh 


7.32 Fresh 


22.74 Saline 



1.12 Fresh 


3.15 Fresh 


8.19 Fresh 


3.30 Fresh 


2.25 Fresh 


5.86 Fresh 


3.06 Fresh 


2.47 Fresh 


2.66 Fresh 



13.29 Fresh 


6.82 Fresh 


1.10 Fresh 


4.78 Fresh 



6.81 Fresh 


5.07 Fresh 



4.69 Fresh 


4.81 Fresh 


3.77 Fresh 


2.80 Fresh 



39.09 Fresh 


3.64 Fresh 


4.69 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Gneisses(B.G.C) 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Command 

Gneisses(B.G.C) 

Command 

Older Alluvium 

Non-command 

Gneisses(B.G.C) 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Older Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Phyllite & Schist 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Command 

Older Alluvium 

Command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Older Alluvium 

Non-command 

Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

17.32 

150 

132.68 

5.00 

6.63 

0.0015 

0.0025 

17.27 

150 

132.73 

5.00 

6.64 

0.0015 

0.0052 

23.08 

120 

96.92 

4.00 

3.88 

0.0018 

0.0094 

14.06 

120 

105.94 

4.00 

4.24 

0.0018 

0.0050 

14.06 

120 

105.94 

4.00 

4.24 

0.0018 

0.0153 

18.62 

150 

131.38 

5.00 

6.57 

0.0015 

0.0807 

14.51 

120 

105.49 

4.00 

4.22 

0.0018 

0.0540 

14.24 

120 

105.76 

4.00 

4.23 

0.0018 

0.0063 

14.24 

100 

85.76 

3.00 

2.57 

0.0015 

0.0006 

17.14 

150 

132.86 

5.00 

6.64 

0.0015 

0.0005 

17.14 

120 

102.86 

4.00 

4.11 

0.0018 

0.0159 

16.55 

120 

103.45 

4.00 

4.14 

0.0018 

0.0081 

15.74 

120 

104.26 

4.00 

4.17 

0.0018 

0.0230 

15.40 

100 

84.60 

5.00 

4.23 

0.0015 

0.0015 

19.34 

90 

70.66 

4.00 

2.83 

0.0015 

0.0094 

19.34 

60 

40.66 

20.00 

8.13 

0.0150 

0.1314 

22.00 

60 

38.00 

20.00 

7.60 

0.0150 

0.0997 

16.33 

90 

73.67 

4.00 

2.95 

0.0015 

0.0167 

20.82 

60 

39.18 

20.00 

7.84 

0.0150 

0.0101 

18.41 

100 

81.59 

5.00 

4.08 

0.0015 

0.0105 

13.36 

90 

76.64 

4.00 

3.07 

0.0015 

0.0052 

13.36 

50 

36.64 

20.00 

7.33 

0.0150 

0.1682 

23.78 

90 

66.22 

4.00 

2.65 

0.0015 

0.0005 

23.78 

60 

36.22 

20.00 

7.24 

0.0150 

0.4468 

23.78 

90 

66.22 

5.00 

3.31 

0.0015 

0.0007 

15.65 

100 

84.35 

5.00 

4.22 

0.0015 

0.0003 

15.61 

60 

44.39 

20.00 

8.88 

0.0150 

0.5578 

15.61 

60 

44.39 

20.00 

8.88 

0.0150 

0.3342 

15.61 

60 

44.39 

20.00 

8.88 

0.0150 

0.0157 

13.79 

90 

76.21 

5.00 

3.81 

0.0015 

0.0063 

16.45 

60 

43.55 

20.00 

8.71 

0.0150 

0.6143 

16.45 

60 

43.55 

20.00 

8.71 

0.0150 

0.0110 

23.92 

120 

96.08 

20.00 

19.22 

0.0150 

0.5377 

23.92 

100 

76.08 

5.00 

3.80 

0.0015 

0.0642 

20.29 

60 

39.71 

20.00 

7.94 

0.0150 

0.0000 

20.29 

60 

39.71 

20.00 

7.94 

0.0150 

0.4765 

16.67 

120 

103.33 

20.00 

20.67 

0.0150 

0.1109 

16.67 

100 

83.33 

5.00 

4.17 

0.0015 

0.0121 

17.51 

90 

72.49 

5.00 

3.62 

0.0015 

0.0085 

17.51 

60 

42.49 

20.00 

8.50 

0.0150 

0.1857 

18.98 

100 

81.02 

5.00 

4.05 

0.0015 

0.0256 

17.84 

120 

102.16 

20.00 

20.43 

0.0150 

0.2548 

17.84 

100 

82.16 

5.00 

4.11 

0.0015 

0.0013 

17.84 

120 

102.16 

20.00 

20.43 

0.0150 

0.5436 

17.84 

100 

82.16 

5.00 

4.11 

0.0015 

0.0117 

20.18 

100 

79.82 

5.00 

3.99 

0.0015 

0.0064 

18.08 

60 

41.92 

20.00 

8.38 

0.0150 

0.0376 

18.61 

60 

41.39 

20.00 

8.28 

0.0150 

0.4679 

20.97 

60 

39.03 

20.00 

7.81 

0.0150 

0.2500 

20.97 

60 

39.03 

20.00 

7.81 

0.0150 

0.0779 

14.54 

60 

45.46 

20.00 

9.09 

0.0150 

0.2232 

14.54 

90 

75.46 

5.00 

3.77 

0.0015 

0.0019 

14.26 

100 

85.74 

5.00 

4.29 

0.0015 

0.0244 

15.48 

60 

44.52 

20.00 

8.90 

0.0150 

0.4860 

19.13 

100 

80.87 

5.00 

4.04 

0.0015 

0.0277 







































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Phyllite & Schist 


Gneisses(B.G.C) 


Older Alluvium 


Gneisses(B.G.C) 


Older Alluvium 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Older Alluvium 


Gneisses(B.G.C) 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Gneisses(B.G.C.) 


Older Alluvium 


Gneisses(B.G.C) 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Gneisses(B.G.C.) 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

21.00 

100 

79.00 

5.00 

3.95 

0.0015 

0.0154 

16.51 

90 

73.49 

4.00 

2.94 

0.0015 

0.0098 

16.51 

60 

43.49 

20.00 

8.70 

0.0150 

0.1172 

16.51 

90 

73.49 

4.00 

2.94 

0.0015 

0.0041 

16.51 

60 

43.49 

20.00 

8.70 

0.0150 

0.0921 

16.51 

90 

73.49 

4.00 

2.94 

0.0015 

0.0005 

16.51 

90 

73.49 

4.00 

2.94 

0.0015 

0.0043 

15.43 

90 

74.57 

4.00 

2.98 

0.0015 

0.0260 

15.43 

60 

44.57 

20.00 

8.91 

0.0150 

0.7033 

19.05 

60 

40.95 

20.00 

8.19 

0.0150 

0.1219 

19.05 

90 

70.95 

5.00 

3.55 

0.0015 

0.0196 

19.05 

50 

30.95 

5.00 

1.55 

0.0015 

0.0000 

16.48 

90 

73.52 

4.00 

2.94 

0.0015 

0.0417 

16.48 

60 

43.52 

20.00 

8.70 

0.0150 

0.2025 

16.46 

90 

73.54 

4.00 

2.94 

0.0015 

0.0010 

16.46 

60 

43.54 

20.00 

8.71 

0.0150 

0.4539 

16.46 

60 

43.54 

20.00 

8.71 

0.0150 

0.1624 

16.46 

90 

73.54 

5.00 

3.68 

0.0015 

0.0038 

16.57 

60 

43.43 

20.00 

8.69 

0.0150 

0.0276 

16.57 

60 

43.43 

20.00 

8.69 

0.0150 

0.0428 

16.15 

90 

73.85 

4.00 

2.95 

0.0015 

0.0048 

16.15 

60 

43.85 

20.00 

8.77 

0.0150 

0.0323 

16.15 

90 

73.85 

4.00 

2.95 

0.0015 

0.0010 

11.88 

60 

48.12 

20.00 

9.62 

0.0150 

0.0039 

11.88 

90 

78.12 

5.00 

3.91 

0.0015 

0.0085 

15.23 

60 

44.77 

20.00 

8.95 

0.0150 

0.0938 

15.23 

60 

44.77 

20.00 

8.95 

0.0150 

0.4682 

15.23 

60 

44.77 

20.00 

8.95 

0.0150 

0.0063 

22.85 

120 

97.15 

20.00 

19.43 

0.0150 

0.0103 

22.85 

100 

77.15 

5.00 

3.86 

0.0015 

0.0177 

15.85 

60 

44.15 

20.00 

8.83 

0.0150 

0.3181 

15.85 

60 

44.15 

20.00 

8.83 

0.0150 

0.0510 

15.85 

60 

44.15 

20.00 

8.83 

0.0150 

0.0072 

18.84 

60 

41.16 

20.00 

8.23 

0.0150 

0.1452 

18.84 

60 

41.16 

20.00 

8.23 

0.0150 

0.0200 

18.20 

60 

41.80 

20.00 

8.36 

0.0150 

0.3560 

16.55 

60 

43.45 

20.00 

8.69 

0.0150 

0.1862 

15.27 

90 

74.73 

5.00 

3.74 

0.0015 

0.0101 

16.58 

90 

73.42 

4.00 

2.94 

0.0015 

0.0000 

16.58 

90 

73.42 

4.00 

2.94 

0.0015 

0.0054 

22.53 

120 

97.47 

20.00 

19.49 

0.0150 

0.3379 

22.53 

100 

77.47 

5.00 

3.87 

0.0015 

0.1111 

16.53 

90 

73.47 

5.00 

3.67 

0.0015 

0.0017 

16.41 

60 

43.59 

20.00 

8.72 

0.0150 

0.9542 

20.42 

60 

39.58 

20.00 

7.92 

0.0150 

0.0341 

20.42 

90 

69.58 

5.00 

3.48 

0.0015 

0.0008 

16.47 

60 

43.53 

20.00 

8.71 

0.0150 

0.4169 

16.47 

60 

43.53 

20.00 

8.71 

0.0150 

0.0712 

16.41 

90 

73.59 

4.00 

2.94 

0.0015 

0.0045 

17.45 

60 

42.55 

20.00 

8.51 

0.0150 

0.0615 

17.45 

60 

42.55 

20.00 

8.51 

0.0150 

0.1736 

17.57 

60 

42.43 

20.00 

8.49 

0.0150 

0.1951 

16.44 

60 

43.56 

20.00 

8.71 

0.0150 

0.4995 

16.44 

60 

43.56 

20.00 

8.71 

0.0150 

0.0237 

15.33 

60 

44.67 

20.00 

8.93 

0.0150 

0.8914 




































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Gneisses(B.G.C.) 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Gneisses(B.G.C) 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

17.32 

120 

102.68 

20.00 

20.54 

0.0150 

0.6015 

14.88 

60 

45.12 

20.00 

9.02 

0.0150 

0.1656 

17.09 

120 

102.91 

20.00 

20.58 

0.0150 

0.8065 

17.09 

120 

102.91 

20.00 

20.58 

0.0150 

0.0979 

16.34 

90 

73.66 

4.00 

2.95 

0.0015 

0.0043 

16.34 

60 

43.66 

20.00 

8.73 

0.0150 

0.2639 

15.69 

100 

84.31 

5.00 

4.22 

0.0015 

0.0031 

15.68 

90 

74.32 

5.00 

3.72 

0.0015 

0.0052 

16.31 

90 

73.69 

4.00 

2.95 

0.0015 

0.0263 

23.97 

100 

76.03 

5.00 

3.80 

0.0015 

0.0192 

16.48 

90 

73.52 

5.00 

3.68 

0.0015 

0.0019 

24.02 

120 

95.98 

20.00 

19.20 

0.0150 

0.3579 

24.02 

100 

75.98 

5.00 

3.80 

0.0015 

0.0191 

12.05 

100 

87.95 

5.00 

4.40 

0.0015 

0.0006 

17.19 

100 

82.81 

5.00 

4.14 

0.0015 

0.0187 

23.89 

100 

76.11 

5.00 

3.81 

0.0015 

0.0117 

15.94 

60 

44.06 

20.00 

8.81 

0.0150 

1.7832 

15.75 

60 

44.25 

20.00 

8.85 

0.0150 

0.0844 

15.75 

60 

44.25 

20.00 

8.85 

0.0150 

0.5227 

15.75 

60 

44.25 

20.00 

8.85 

0.0150 

0.0068 

14.81 

90 

75.19 

5.00 

3.76 

0.0015 

0.0083 

13.59 

60 

46.41 

20.00 

9.28 

0.0150 

0.1145 

13.59 

90 

76.41 

5.00 

3.82 

0.0015 

0.0097 

19.15 

120 

100.85 

20.00 

20.17 

0.0150 

0.7614 

19.15 

100 

80.85 

5.00 

4.04 

0.0015 

0.0107 

19.15 

100 

80.85 

5.00 

4.04 

0.0015 

0.0001 

16.81 

60 

43.19 

20.00 

8.64 

0.0150 

0.4217 

16.81 

60 

43.19 

20.00 

8.64 

0.0150 

0.0102 

11.74 

90 

78.26 

5.00 

3.91 

0.0015 

0.0006 

15.20 

60 

44.80 

20.00 

8.96 

0.0150 

0.0814 

15.20 

90 

74.80 

5.00 

3.74 

0.0015 

0.0006 

15.20 

60 

44.80 

20.00 

8.96 

0.0150 

0.1083 

15.20 

90 

74.80 

5.00 

3.74 

0.0015 

0.0000 

15.20 

60 

44.80 

20.00 

8.96 

0.0150 

0.0065 

15.20 

90 

74.80 

5.00 

3.74 

0.0015 

0.0000 

15.10 

60 

44.90 

20.00 

8.98 

0.0150 

0.1975 

15.10 

90 

74.90 

5.00 

3.74 

0.0015 

0.0063 

15.74 

60 

44.26 

20.00 

8.85 

0.0150 

0.1789 

16.43 

90 

73.57 

4.00 

2.94 

0.0015 

0.0047 

16.43 

90 

73.57 

4.00 

2.94 

0.0015 

0.0006 

12.71 

50 

37.29 

20.00 

7.46 

0.0150 

0.0376 

17.27 

100 

82.73 

5.00 

4.14 

0.0015 

0.0409 

17.79 

60 

42.21 

20.00 

8.44 

0.0150 

0.2370 

22.30 

120 

97.70 

20.00 

19.54 

0.0150 

0.0026 

22.30 

120 

97.70 

20.00 

19.54 

0.0150 

1.3000 

12.59 

90 

77.41 

4.00 

3.10 

0.0015 

0.0086 

12.59 

50 

37.41 

20.00 

7.48 

0.0150 

0.5649 

12.59 

90 

77.41 

5.00 

3.87 

0.0015 

0.0019 

14.83 

100 

85.17 

5.00 

4.26 

0.0015 

0.0118 

17.77 

60 

42.23 

20.00 

8.45 

0.0150 

0.6161 

12.33 

90 

77.67 

5.00 

3.88 

0.0015 

0.0210 

19.42 

60 

40.58 

20.00 

8.12 

0.0150 

0.1161 

19.42 

60 

40.58 

20.00 

8.12 

0.0150 

0.1092 

24.01 

120 

95.99 

20.00 

19.20 

0.0150 

0.0211 

24.01 

100 

75.99 

5.00 

3.80 

0.0015 

0.0054 





























































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Older Alluvium 


Older Alluvium 


Gneisses(B.G.C) 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Gneisses(B.G.C) 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Gneisses(B.G.C) 


Older Alluvium 


Gneisses(B.G.C) 


Phyllite & Schist 


Older Alluvium 


Gneisses(B.G.C.) 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Gneisses(B.G.C.) 


Older Alluvium 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

17.41 

60 

42.59 

20.00 

8.52 

0.0150 

0.3949 

17.41 

60 

42.59 

20.00 

8.52 

0.0150 

0.0000 

16.39 

90 

73.61 

4.00 

2.94 

0.0015 

0.0233 

16.39 

60 

43.61 

20.00 

8.72 

0.0150 

0.4490 

16.39 

90 

73.61 

5.00 

3.68 

0.0015 

0.0024 

16.18 

60 

43.82 

20.00 

8.76 

0.0150 

0.0505 

16.18 

60 

43.82 

20.00 

8.76 

0.0150 

0.6701 

16.18 

60 

43.82 

20.00 

8.76 

0.0150 

0.1495 

13.59 

60 

46.41 

20.00 

9.28 

0.0150 

0.1872 

14.17 

50 

35.83 

20.00 

7.17 

0.0150 

0.1372 

16.32 

90 

73.68 

4.00 

2.95 

0.0015 

0.0073 

16.32 

60 

43.68 

20.00 

8.74 

0.0150 

0.1251 

18.21 

60 

41.79 

20.00 

8.36 

0.0150 

0.3440 

18.21 

60 

41.79 

20.00 

8.36 

0.0150 

0.0802 

15.88 

60 

44.12 

20.00 

8.82 

0.0150 

0.0956 

23.25 

120 

96.75 

20.00 

19.35 

0.0150 

0.0049 

23.25 

120 

96.75 

20.00 

19.35 

0.0150 

1.5885 

23.25 

100 

76.75 

5.00 

3.84 

0.0015 

0.0082 

21.23 

60 

38.77 

20.00 

7.75 

0.0150 

0.7907 

21.23 

60 

38.77 

20.00 

7.75 

0.0150 

0.1165 

16.49 

60 

43.51 

20.00 

8.70 

0.0150 

0.4396 

16.49 

60 

43.51 

20.00 

8.70 

0.0150 

0.0638 

15.36 

60 

44.64 

20.00 

8.93 

0.0150 

0.2837 

16.35 

90 

73.65 

4.00 

2.95 

0.0015 

0.0064 

16.35 

60 

43.65 

20.00 

8.73 

0.0150 

0.0410 

16.35 

90 

73.65 

4.00 

2.95 

0.0015 

0.0001 

14.64 

90 

75.36 

5.00 

3.77 

0.0015 

0.0055 

15.26 

60 

44.74 

20.00 

8.95 

0.0150 

0.4909 

16.36 

90 

73.64 

4.00 

2.95 

0.0015 

0.0025 

16.36 

60 

43.64 

20.00 

8.73 

0.0150 

1.3055 

21.46 

60 

38.54 

20.00 

7.71 

0.0150 

0.0026 

11.87 

90 

78.13 

5.00 

3.91 

0.0015 

0.0012 

16.56 

90 

73.44 

4.00 

2.94 

0.0015 

0.0043 

16.56 

60 

43.44 

20.00 

8.69 

0.0150 

0.0091 

16.56 

90 

73.44 

4.00 

2.94 

0.0015 

0.0007 

17.19 

100 

82.81 

5.00 

4.14 

0.0015 

0.0220 

16.47 

100 

83.53 

5.00 

4.18 

0.0015 

0.0312 

23.41 

90 

66.59 

4.00 

2.66 

0.0015 

0.0038 

23.41 

60 

36.59 

20.00 

7.32 

0.0150 

0.4100 

23.41 

90 

66.59 

5.00 

3.33 

0.0015 

0.0023 

18.67 

60 

41.33 

20.00 

8.27 

0.0150 

0.1696 

19.82 

100 

80.18 

5.00 

4.01 

0.0015 

0.0015 

19.82 

100 

80.18 

5.00 

4.01 

0.0015 

0.0303 

16.49 

60 

43.51 

20.00 

8.70 

0.0150 

0.2498 

16.49 

90 

73.51 

5.00 

3.68 

0.0015 

0.0004 

16.42 

60 

43.58 

20.00 

8.72 

0.0150 

0.6826 

16.46 

90 

73.54 

4.00 

2.94 

0.0015 

0.0050 

16.46 

90 

73.54 

4.00 

2.94 

0.0015 

0.0007 

16.46 

90 

73.54 

4.00 

2.94 

0.0015 

0.0002 

16.46 

90 

73.54 

4.00 

2.94 

0.0015 

0.0041 

19.53 

120 

100.47 

20.00 

20.09 

0.0150 

2.4774 

19.53 

100 

80.47 

5.00 

4.02 

0.0015 

0.0020 

19.53 

120 

100.47 

20.00 

20.09 

0.0150 

0.3208 

19.53 

100 

80.47 

5.00 

4.02 

0.0015 

0.0036 

15.53 

60 

44.47 

20.00 

8.89 

0.0150 

0.0132 











































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Older Alluvium 


Older Alluvium 


Gneisses(B.G.C) 


Older Alluvium 


Gneisses(B.G.C.) 


Older Alluvium 


Gneisses(B.G.C) 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

15.53 

60 

44.47 

20.00 

8.89 

0.0150 

0.8808 

15.53 

60 

44.47 

20.00 

8.89 

0.0150 

0.0027 

17.30 

90 

72.70 

4.00 

2.91 

0.0015 

0.0035 

17.30 

60 

42.70 

20.00 

8.54 

0.0150 

0.4650 

15.56 

90 

74.44 

4.00 

2.98 

0.0015 

0.0142 

15.56 

60 

44.44 

20.00 

8.89 

0.0150 

0.2665 

16.63 

90 

73.37 

4.00 

2.93 

0.0015 

0.0041 

16.63 

60 

43.37 

20.00 

8.67 

0.0150 

0.1476 

16.71 

60 

43.29 

20.00 

8.66 

0.0150 

0.1525 

23.59 

60 

36.41 

20.00 

7.28 

0.0150 

0.0458 

23.22 

120 

96.78 

20.00 

19.36 

0.0150 

0.1832 

23.22 

100 

76.78 

5.00 

3.84 

0.0015 

0.0207 

15.64 

90 

74.36 

5.00 

3.72 

0.0015 

0.0131 

16.37 

60 

43.63 

20.00 

8.73 

0.0150 

0.0598 

15.21 

90 

74.79 

5.00 

3.74 

0.0015 

0.0081 

15.21 

60 

44.79 

20.00 

8.96 

0.0150 

0.1501 

15.21 

90 

74.79 

5.00 

3.74 

0.0015 

0.0004 

15.21 

60 

44.79 

20.00 

8.96 

0.0150 

0.0003 

15.21 

90 

74.79 

5.00 

3.74 

0.0015 

0.0002 

14.16 

90 

75.84 

5.00 

3.79 

0.0015 

0.0072 

24.05 

120 

95.95 

20.00 

19.19 

0.0150 

0.3091 

24.05 

100 

75.95 

5.00 

3.80 

0.0015 

0.0144 

15.46 

60 

44.54 

20.00 

8.91 

0.0150 

0.0692 

15.46 

60 

44.54 

20.00 

8.91 

0.0150 

0.0622 

15.46 

60 

44.54 

20.00 

8.91 

0.0150 

0.0028 

18.43 

60 

41.57 

20.00 

8.31 

0.0150 

0.2328 

23.32 

120 

96.68 

20.00 

19.34 

0.0150 

0.0056 

23.32 

120 

96.68 

20.00 

19.34 

0.0150 

1.0028 

23.32 

100 

76.68 

5.00 

3.83 

0.0015 

0.0034 

18.77 

60 

41.23 

20.00 

8.25 

0.0150 

0.0108 

18.77 

60 

41.23 

20.00 

8.25 

0.0150 

0.0638 

24.07 

120 

95.93 

20.00 

19.19 

0.0150 

0.4077 

24.07 

100 

75.93 

5.00 

3.80 

0.0015 

0.0064 

16.60 

60 

43.40 

20.00 

8.68 

0.0150 

0.0508 

16.62 

60 

43.38 

20.00 

8.68 

0.0150 

0.0737 

17.06 

60 

42.94 

20.00 

8.59 

0.0150 

0.0027 

17.06 

60 

42.94 

20.00 

8.59 

0.0150 

1.0257 

14.42 

60 

45.58 

20.00 

9.12 

0.0150 

0.0000 

14.42 

90 

75.58 

5.00 

3.78 

0.0015 

0.0149 

11.72 

90 

78.28 

5.00 

3.91 

0.0015 

0.0008 

18.12 

60 

41.88 

20.00 

8.38 

0.0150 

0.2823 

18.98 

60 

41.02 

20.00 

8.20 

0.0150 

0.1352 

18.38 

60 

41.62 

20.00 

8.32 

0.0150 

0.3760 

18.96 

100 

81.04 

5.00 

4.05 

0.0015 

0.0149 

15.30 

60 

44.70 

20.00 

8.94 

0.0150 

0.0164 

15.30 

90 

74.70 

5.00 

3.74 

0.0015 

0.0043 

14.51 

60 

45.49 

20.00 

9.10 

0.0150 

0.3448 

12.72 

60 

47.28 

20.00 

9.46 

0.0150 

0.1479 

12.72 

90 

77.28 

5.00 

3.86 

0.0015 

0.0077 

14.19 

100 

85.81 

5.00 

4.29 

0.0015 

0.0125 

15.18 

90 

74.82 

5.00 

3.74 

0.0015 

0.0147 

15.27 

60 

44.73 

20.00 

8.95 

0.0150 

0.4992 

15.27 

90 

74.73 

5.00 

3.74 

0.0015 

0.0257 

15.27 

60 

44.73 

20.00 

8.95 

0.0150 

0.1250 

15.27 

90 

74.73 

5.00 

3.74 

0.0015 

0.0039 
















































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Gneisses(B.G.C) 


Older Alluvium 


Gneisses(B.G.C) 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Gneisses(B.G.C.) 


Older Alluvium 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Older Alluvium 


Gneisses(B.G.C) 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Gneisses(B.G.C) 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

15.27 

60 

44.73 

20.00 

8.95 

0.0150 

0.0066 

15.27 

90 

74.73 

5.00 

3.74 

0.0015 

0.0004 

17.53 

60 

42.47 

20.00 

8.49 

0.0150 

0.0005 

17.96 

60 

42.04 

20.00 

8.41 

0.0150 

0.1220 

20.82 

100 

79.18 

5.00 

3.96 

0.0015 

0.0002 

12.84 

100 

87.16 

5.00 

4.36 

0.0015 

0.0003 

12.33 

100 

87.67 

5.00 

4.38 

0.0015 

0.0044 

16.49 

90 

73.51 

4.00 

2.94 

0.0015 

0.0017 

16.49 

60 

43.51 

20.00 

8.70 

0.0150 

0.0926 

19.80 

50 

30.20 

20.00 

6.04 

0.0150 

0.0003 

15.47 

60 

44.53 

20.00 

8.91 

0.0150 

0.1274 

15.47 

60 

44.53 

20.00 

8.91 

0.0150 

0.3050 

15.47 

60 

44.53 

20.00 

8.91 

0.0150 

0.0081 

20.74 

90 

69.26 

4.00 

2.77 

0.0015 

0.0129 

20.74 

60 

39.26 

20.00 

7.85 

0.0150 

0.6619 

16.60 

90 

73.40 

4.00 

2.94 

0.0015 

0.0042 

16.60 

60 

43.40 

20.00 

8.68 

0.0150 

0.1434 

16.46 

60 

43.54 

20.00 

8.71 

0.0150 

0.1747 

16.46 

60 

43.54 

20.00 

8.71 

0.0150 

0.0683 

16.41 

60 

43.59 

20.00 

8.72 

0.0150 

1.0223 

16.41 

90 

73.59 

4.00 

2.94 

0.0015 

0.0294 

16.41 

60 

43.59 

20.00 

8.72 

0.0150 

2.3003 

16.41 

90 

73.59 

4.00 

2.94 

0.0015 

0.0023 

16.50 

90 

73.50 

4.00 

2.94 

0.0015 

0.0045 

16.50 

60 

43.50 

20.00 

8.70 

0.0150 

0.2464 

16.50 

90 

73.50 

4.00 

2.94 

0.0015 

0.0000 

19.69 

60 

40.31 

20.00 

8.06 

0.0150 

0.0144 

16.04 

60 

43.96 

20.00 

8.79 

0.0150 

0.2192 

16.04 

60 

43.96 

20.00 

8.79 

0.0150 

0.2043 

16.04 

60 

43.96 

20.00 

8.79 

0.0150 

0.0055 

19.23 

90 

70.77 

4.00 

2.83 

0.0015 

0.0002 

19.23 

60 

40.77 

20.00 

8.15 

0.0150 

0.4574 

19.23 

60 

40.77 

20.00 

8.15 

0.0150 

0.0584 

19.23 

90 

70.77 

5.00 

3.54 

0.0015 

0.0000 

21.71 

100 

78.29 

5.00 

3.91 

0.0015 

0.0151 

15.85 

90 

74.15 

5.00 

3.71 

0.0015 

0.0080 

17.02 

60 

42.98 

20.00 

8.60 

0.0150 

0.3044 

17.02 

60 

42.98 

20.00 

8.60 

0.0150 

0.0013 

16.01 

90 

73.99 

5.00 

3.70 

0.0015 

0.0235 

18.20 

90 

71.80 

5.00 

3.59 

0.0015 

0.0243 

19.86 

90 

70.14 

5.00 

3.51 

0.0015 

0.0062 

18.42 

90 

71.58 

5.00 

3.58 

0.0015 

0.0180 

16.53 

90 

73.47 

5.00 

3.67 

0.0015 

0.0136 

17.79 

90 

72.21 

5.00 

3.61 

0.0015 

0.0401 

17.84 

90 

72.16 

4.00 

2.89 

0.0015 

0.0005 

17.84 

60 

42.16 

20.00 

8.43 

0.0150 

1.1288 

17.84 

90 

72.16 

5.00 

3.61 

0.0015 

0.0008 

16.28 

90 

73.72 

5.00 

3.69 

0.0015 

0.0141 

17.11 

90 

72.89 

5.00 

3.64 

0.0015 

0.0663 

15.55 

90 

74.45 

5.00 

3.72 

0.0015 

0.0277 

15.53 

90 

74.47 

5.00 

3.72 

0.0015 

0.0491 

15.53 

90 

74.47 

5.00 

3.72 

0.0015 

0.0000 

18.42 

90 

71.58 

5.00 

3.58 

0.0015 

0.0191 

18.42 

90 

71.58 

5.00 

3.58 

0.0015 

0.0088 

15.91 

90 

74.09 

4.00 

2.96 

0.0015 

0.0102 



























































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Gneisses(B.G.C) 


Older Alluvium 


Phyllite & Schist 


Gneisses(B.G.C) 


Older Alluvium 


Gneisses(B.G.C) 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Older Alluvium 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

15.91 

90 

74.09 

5.00 

3.70 

0.0015 

0.0012 

15.91 

50 

34.09 

5.00 

1.70 

0.0015 

0.0003 

17.19 

90 

72.81 

5.00 

3.64 

0.0015 

0.0016 

18.02 

90 

71.98 

5.00 

3.60 

0.0015 

0.0039 

17.12 

90 

72.88 

5.00 

3.64 

0.0015 

0.0288 

17.12 

90 

72.88 

5.00 

3.64 

0.0015 

0.0000 

19.05 

60 

40.95 

20.00 

8.19 

0.0150 

0.0023 

19.05 

90 

70.95 

5.00 

3.55 

0.0015 

0.0201 

19.05 

50 

30.95 

5.00 

1.55 

0.0015 

0.0000 

16.57 

60 

43.43 

20.00 

8.69 

0.0150 

0.0000 

16.57 

90 

73.43 

4.00 

2.94 

0.0015 

0.0048 

16.57 

60 

43.43 

20.00 

8.69 

0.0150 

0.1209 

16.16 

90 

73.84 

5.00 

3.69 

0.0015 

0.0260 

16.15 

90 

73.85 

4.00 

2.95 

0.0015 

0.0003 

16.15 

60 

43.85 

20.00 

8.77 

0.0150 

0.0006 

16.15 

90 

73.85 

4.00 

2.95 

0.0015 

0.0317 

16.15 

60 

43.85 

20.00 

8.77 

0.0150 

0.0004 

18.45 

90 

71.55 

5.00 

3.58 

0.0015 

0.0116 

18.84 

60 

41.16 

20.00 

8.23 

0.0150 

0.0000 

14.53 

90 

75.47 

5.00 

3.77 

0.0015 

0.0120 

17.92 

90 

72.08 

5.00 

3.60 

0.0015 

0.0294 

16.58 

90 

73.42 

4.00 

2.94 

0.0015 

0.0003 

16.58 

90 

73.42 

4.00 

2.94 

0.0015 

0.0124 

16.53 

90 

73.47 

20.00 

14.69 

0.0100 

0.0005 

16.53 

90 

73.47 

5.00 

3.67 

0.0015 

0.0264 

18.16 

90 

71.84 

5.00 

3.59 

0.0015 

0.0115 

17.45 

90 

72.55 

4.00 

2.90 

0.0015 

0.0008 

17.45 

60 

42.55 

20.00 

8.51 

0.0150 

0.4358 

15.78 

90 

74.22 

4.00 

2.97 

0.0015 

0.0108 

15.78 

90 

74.22 

5.00 

3.71 

0.0015 

0.0019 

15.78 

50 

34.22 

5.00 

1.71 

0.0015 

0.0003 

16.37 

90 

73.63 

4.00 

2.95 

0.0015 

0.0000 

16.37 

90 

73.63 

20.00 

14.73 

0.0100 

0.2362 

16.37 

90 

73.63 

5.00 

3.68 

0.0015 

0.0384 

16.37 

90 

73.63 

5.00 

3.68 

0.0015 

0.0000 

18.03 

90 

71.97 

5.00 

3.60 

0.0015 

0.0142 

16.45 

90 

73.55 

4.00 

2.94 

0.0015 

0.0029 

16.45 

90 

73.55 

20.00 

14.71 

0.0100 

0.3816 

16.45 

90 

73.55 

5.00 

3.68 

0.0015 

0.0585 

16.19 

90 

73.81 

5.00 

3.69 

0.0015 

0.0401 

16.19 

90 

73.81 

5.00 

3.69 

0.0015 

0.0000 

19.19 

90 

70.81 

5.00 

3.54 

0.0015 

0.0139 

16.99 

90 

73.01 

5.00 

3.65 

0.0015 

0.0010 

18.87 

90 

71.13 

5.00 

3.56 

0.0015 

0.0120 

18.36 

90 

71.64 

5.00 

3.58 

0.0015 

0.0891 

19.79 

90 

70.21 

5.00 

3.51 

0.0015 

0.0207 

16.24 

90 

73.76 

5.00 

3.69 

0.0015 

0.0124 

19.33 

90 

70.67 

5.00 

3.53 

0.0015 

0.0281 

16.43 

90 

73.57 

4.00 

2.94 

0.0015 

0.0101 

15.62 

90 

74.38 

5.00 

3.72 

0.0015 

0.0000 

19.63 

90 

70.37 

5.00 

3.52 

0.0015 

0.0177 

16.55 

90 

73.45 

5.00 

3.67 

0.0015 

0.0331 

18.24 

90 

71.76 

5.00 

3.59 

0.0015 

0.0294 

18.21 

90 

71.79 

5.00 

3.59 

0.0015 

0.0120 

15.98 

90 

74.02 

5.00 

3.70 

0.0015 

0.0000 





































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Older Alluvium 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Older Alluvium 


Gneisses(B.G.C.) 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Older Alluvium 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

15.98 

50 

34.02 

5.00 

1.70 

0.0015 

0.0177 

19.42 

60 

40.58 

20.00 

8.12 

0.0150 

0.1785 

15.86 

90 

74.14 

5.00 

3.71 

0.0015 

0.0066 

16.21 

90 

73.79 

5.00 

3.69 

0.0015 

0.0223 

16.17 

90 

73.83 

4.00 

2.95 

0.0015 

0.0117 

16.17 

90 

73.83 

20.00 

14.77 

0.0100 

0.0062 

16.17 

90 

73.83 

5.00 

3.69 

0.0015 

0.0283 

16.17 

90 

73.83 

5.00 

3.69 

0.0015 

0.0000 

16.17 

90 

73.83 

5.00 

3.69 

0.0015 

0.0000 

16.04 

90 

73.96 

4.00 

2.96 

0.0015 

0.0162 

16.04 

60 

43.96 

20.00 

8.79 

0.0150 

0.0082 

18.05 

90 

71.95 

5.00 

3.60 

0.0015 

0.0170 

18.29 

90 

71.71 

5.00 

3.59 

0.0015 

0.0008 

16.77 

90 

73.23 

5.00 

3.66 

0.0015 

0.0198 

19.21 

60 

40.79 

20.00 

8.16 

0.0150 

0.1613 

16.35 

90 

73.65 

4.00 

2.95 

0.0015 

0.0000 

16.35 

90 

73.65 

4.00 

2.95 

0.0015 

0.0096 

19.23 

90 

70.77 

5.00 

3.54 

0.0015 

0.0242 

16.58 

90 

73.42 

4.00 

2.94 

0.0015 

0.0021 

16.58 

90 

73.42 

4.00 

2.94 

0.0015 

0.0046 

16.49 

90 

73.51 

5.00 

3.68 

0.0015 

0.0170 

18.54 

50 

31.46 

20.00 

6.29 

0.0150 

0.0107 

18.54 

90 

71.46 

5.00 

3.57 

0.0015 

0.0147 

19.83 

50 

30.17 

20.00 

6.03 

0.0150 

0.0316 

19.83 

90 

70.17 

5.00 

3.51 

0.0015 

0.0572 

15.94 

90 

74.06 

5.00 

3.70 

0.0015 

0.0016 

16.56 

90 

73.44 

4.00 

2.94 

0.0015 

0.0037 

16.56 

60 

43.44 

20.00 

8.69 

0.0150 

0.2384 

16.56 

90 

73.44 

4.00 

2.94 

0.0015 

0.0006 

16.57 

90 

73.43 

20.00 

14.69 

0.0100 

0.3061 

16.57 

90 

73.43 

5.00 

3.67 

0.0015 

0.0103 

15.54 

90 

74.46 

5.00 

3.72 

0.0015 

0.0605 

16.49 

60 

43.51 

20.00 

8.70 

0.0150 

0.5055 

16.49 

90 

73.51 

5.00 

3.68 

0.0015 

0.0025 

16.42 

60 

43.58 

20.00 

8.72 

0.0150 

0.0967 

16.46 

90 

73.54 

4.00 

2.94 

0.0015 

0.0001 

16.46 

90 

73.54 

4.00 

2.94 

0.0015 

0.0423 

16.46 

60 

43.54 

20.00 

8.71 

0.0150 

0.0009 

16.46 

90 

73.54 

4.00 

2.94 

0.0015 

0.0043 

17.76 

90 

72.24 

5.00 

3.61 

0.0015 

0.0273 

18.08 

90 

71.92 

5.00 

3.60 

0.0015 

0.0037 

20.13 

90 

69.87 

5.00 

3.49 

0.0015 

0.0150 

15.72 

90 

74.28 

4.00 

2.97 

0.0015 

0.0154 

15.72 

60 

44.28 

20.00 

8.86 

0.0150 

0.2094 

15.72 

90 

74.28 

5.00 

3.71 

0.0015 

0.0124 

15.72 

50 

34.28 

5.00 

1.71 

0.0015 

0.0000 

14.91 

90 

75.09 

5.00 

3.75 

0.0015 

0.0181 

14.91 

90 

75.09 

5.00 

3.75 

0.0015 

0.0000 

15.95 

90 

74.05 

4.00 

2.96 

0.0015 

0.0007 

15.95 

90 

74.05 

5.00 

3.70 

0.0015 

0.0003 

15.95 

90 

74.05 

4.00 

2.96 

0.0015 

0.0002 

15.95 

50 

34.05 

5.00 

1.70 

0.0015 

0.0029 

14.06 

90 

75.94 

5.00 

3.80 

0.0015 

0.0001 

16.11 

90 

73.89 

5.00 

3.69 

0.0015 

0.0070 

15.76 

90 

74.24 

4.00 

2.97 

0.0015 

0.0075 


























































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Older Alluvium 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Quartzite 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

15.76 

60 

44.24 

20.00 

8.85 

0.0150 

0.0001 

16.58 

90 

73.42 

5.00 

3.67 

0.0015 

0.0075 

19.89 

90 

70.11 

5.00 

3.51 

0.0015 

0.0162 

14.52 

90 

75.48 

5.00 

3.77 

0.0015 

0.0030 

18.77 

60 

41.23 

20.00 

8.25 

0.0150 

0.2453 

16.40 

90 

73.60 

5.00 

3.68 

0.0015 

0.0309 

19.97 

90 

70.03 

5.00 

3.50 

0.0015 

0.0259 

16.47 

90 

73.53 

5.00 

3.68 

0.0015 

0.0353 

16.05 

90 

73.95 

5.00 

3.70 

0.0015 

0.0008 

16.05 

50 

33.95 

5.00 

1.70 

0.0015 

0.0201 

16.27 

90 

73.74 

5.00 

3.69 

0.0015 

0.0309 

15.19 

90 

74.81 

5.00 

3.74 

0.0015 

0.0300 

18.41 

90 

71.59 

5.00 

3.58 

0.0015 

0.0149 

18.23 

90 

71.77 

5.00 

3.59 

0.0015 

0.0103 

15.67 

90 

74.33 

5.00 

3.72 

0.0015 

0.0312 

16.60 

90 

73.40 

4.00 

2.94 

0.0015 

0.0040 

16.60 

60 

43.40 

20.00 

8.68 

0.0150 

0.0349 

16.60 

90 

73.40 

4.00 

2.94 

0.0015 

0.0020 

18.10 

90 

71.90 

5.00 

3.59 

0.0015 

0.0223 

18.32 

90 

71.68 

5.00 

3.58 

0.0015 

0.0183 

17.72 

90 

72.28 

5.00 

3.61 

0.0015 

0.0235 

18.80 

90 

71.20 

5.00 

3.56 

0.0015 

0.0157 

13.61 

90 

76.39 

5.00 

3.82 

0.0015 

0.0025 

13.41 

90 

76.59 

5.00 

3.83 

0.0015 

0.0068 

19.80 

50 

30.20 

20.00 

6.04 

0.0150 

0.1090 

19.80 

90 

70.20 

5.00 

3.51 

0.0015 

0.0083 

18.17 

90 

71.84 

5.00 

3.59 

0.0015 

0.0105 

16.50 

60 

43.50 

20.00 

8.70 

0.0150 

0.0157 

19.69 

60 

40.31 

20.00 

8.06 

0.0150 

0.2527 

15.40 

100 

84.60 

5.00 

4.23 

0.0015 

0.0019 

15.41 

100 

84.59 

5.00 

4.23 

0.0015 

0.0147 

11.82 

120 

108.18 

20.00 

21.64 

0.0150 

0.1738 

16.14 

60 

43.86 

20.00 

8.77 

0.0150 

0.2912 

22.00 

60 

38.00 

20.00 

7.60 

0.0150 

0.1566 

20.82 

60 

39.18 

20.00 

7.84 

0.0150 

0.3494 

23.78 

60 

36.22 

20.00 

7.24 

0.0150 

0.0003 

13.87 

60 

46.13 

20.00 

9.23 

0.0150 

0.5886 

16.05 

100 

83.96 

5.00 

4.20 

0.0015 

0.0374 

15.17 

120 

104.83 

20.00 

20.97 

0.0150 

0.1696 

15.17 

100 

84.83 

5.00 

4.24 

0.0015 

0.0107 

23.92 

120 

96.08 

20.00 

19.22 

0.0150 

0.0426 

13.18 

120 

106.82 

20.00 

21.36 

0.0150 

0.0784 

18.98 

100 

81.02 

5.00 

4.05 

0.0015 

0.0027 

20.18 

100 

79.82 

5.00 

3.99 

0.0015 

0.0133 

18.08 

60 

41.92 

20.00 

8.38 

0.0150 

0.5532 

18.08 

90 

71.92 

5.00 

3.60 

0.0015 

0.0006 

13.30 

120 

106.70 

20.00 

21.34 

0.0150 

1.1084 

12.69 

120 

107.31 

20.00 

21.46 

0.0150 

1.2295 

12.69 

100 

87.31 

5.00 

4.37 

0.0015 

0.0117 

10.30 

60 

49.70 

20.00 

9.94 

0.0150 

0.2559 

16.24 

120 

103.76 

20.00 

20.75 

0.0150 

0.6913 

16.24 

100 

83.76 

5.00 

4.19 

0.0015 

0.0147 

10.67 

120 

109.33 

20.00 

21.87 

0.0150 

1.2303 

10.67 

90 

79.33 

5.00 

3.97 

0.0015 

0.0001 

22.53 

120 

97.47 

20.00 

19.49 

0.0150 

0.0186 













































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Quartzite 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

22.53 

100 

77.47 

5.00 

3.87 

0.0015 

0.0126 

20.42 

60 

39.58 

20.00 

7.92 

0.0150 

1.9336 

10.55 

120 

109.45 

20.00 

21.89 

0.0150 

2.9011 

15.36 

120 

104.64 

20.00 

20.93 

0.0150 

0.0439 

15.36 

100 

84.64 

5.00 

4.23 

0.0015 

0.0194 

11.49 

120 

108.51 

20.00 

21.70 

0.0150 

0.1779 

10.90 

120 

109.10 

20.00 

21.82 

0.0150 

1.7921 

10.72 

120 

109.28 

20.00 

21.86 

0.0150 

1.3846 

15.69 

100 

84.31 

5.00 

4.22 

0.0015 

0.0306 

15.85 

60 

44.15 

20.00 

8.83 

0.0150 

0.0128 

10.40 

60 

49.60 

20.00 

9.92 

0.0150 

0.1765 

10.40 

90 

79.60 

5.00 

3.98 

0.0015 

0.0014 

10.21 

120 

109.79 

20.00 

21.96 

0.0150 

3.2050 

24.02 

120 

95.98 

20.00 

19.20 

0.0150 

0.1790 

12.84 

120 

107.16 

20.00 

21.43 

0.0150 

1.1013 

17.80 

100 

82.20 

5.00 

4.11 

0.0015 

0.0210 

17.80 

100 

82.20 

5.00 

4.11 

0.0015 

0.0011 

12.30 

60 

47.70 

20.00 

9.54 

0.0150 

0.6394 

12.42 

120 

107.58 

20.00 

21.52 

0.0150 

1.5329 

12.42 

100 

87.58 

5.00 

4.38 

0.0015 

0.0012 

10.10 

120 

109.90 

20.00 

21.98 

0.0150 

0.8606 

11.13 

120 

108.87 

20.00 

21.77 

0.0150 

1.8795 

11.13 

90 

78.87 

5.00 

3.94 

0.0015 

0.0010 

14.42 

100 

85.58 

5.00 

4.28 

0.0015 

0.0000 

10.49 

100 

89.51 

5.00 

4.48 

0.0015 

0.0040 

12.16 

120 

107.84 

20.00 

21.57 

0.0150 

1.1867 

13.82 

120 

106.18 

20.00 

21.24 

0.0150 

0.2093 

13.82 

100 

86.18 

5.00 

4.31 

0.0015 

0.0130 

13.98 

120 

106.02 

20.00 

21.20 

0.0150 

0.0811 

11.39 

120 

108.61 

20.00 

21.72 

0.0150 

1.2978 

14.40 

120 

105.61 

20.00 

21.12 

0.0150 

0.6958 

14.40 

100 

85.61 

5.00 

4.28 

0.0015 

0.0040 

10.10 

120 

109.90 

20.00 

21.98 

0.0150 

7.3745 

10.10 

100 

89.90 

5.00 

4.49 

0.0015 

0.0106 

15.67 

60 

44.33 

20.00 

8.87 

0.0150 

0.6766 

10.14 

60 

49.86 

20.00 

9.97 

0.0150 

0.3381 

17.12 

100 

82.88 

5.00 

4.14 

0.0015 

0.0205 

16.83 

100 

83.17 

5.00 

4.16 

0.0015 

0.0089 

21.46 

60 

38.54 

20.00 

7.71 

0.0150 

0.5445 

10.17 

120 

109.83 

20.00 

21.97 

0.0150 

1.2824 

10.17 

100 

89.83 

5.00 

4.49 

0.0015 

0.0171 

10.68 

120 

109.32 

20.00 

21.86 

0.0150 

0.0672 

10.68 

100 

89.32 

5.00 

4.47 

0.0015 

0.0004 

10.71 

120 

109.29 

20.00 

21.86 

0.0150 

1.2006 

11.12 

60 

48.88 

20.00 

9.78 

0.0150 

1.5381 

11.33 

60 

48.67 

20.00 

9.73 

0.0150 

0.6825 

15.07 

120 

104.93 

20.00 

20.99 

0.0150 

0.2010 

15.07 

100 

84.93 

5.00 

4.25 

0.0015 

0.0029 

11.27 

60 

48.73 

20.00 

9.75 

0.0150 

1.0842 

11.27 

90 

78.73 

5.00 

3.94 

0.0015 

0.0003 

17.30 

60 

42.70 

20.00 

8.54 

0.0150 

0.1013 

12.52 

120 

107.48 

20.00 

21.50 

0.0150 

0.2823 

12.52 

90 

77.48 

5.00 

3.87 

0.0015 

0.0077 

23.59 

60 

36.41 

20.00 

7.28 

0.0150 

0.2907 

13.98 

120 

106.02 

20.00 

21.20 

0.0150 

0.4036 


























































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Limestone 


Limestone 


Limestone 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Limestone 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Quartzite 


Limestone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Limestone 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Quartzite 


Limestone 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

13.98 

100 

86.02 

5.00 

4.30 

0.0015 

0.0192 

24.05 

120 

95.95 

20.00 

19.19 

0.0150 

0.0213 

11.27 

60 

48.73 

20.00 

9.75 

0.0150 

0.0039 

12.94 

120 

107.06 

20.00 

21.41 

0.0150 

1.8524 

18.78 

60 

41.22 

20.00 

8.24 

0.0150 

0.0284 

19.36 

100 

80.64 

5.00 

4.03 

0.0015 

0.0001 

19.36 

100 

80.64 

5.00 

4.03 

0.0015 

0.0018 

15.61 

100 

84.39 

5.00 

4.22 

0.0015 

0.0304 

14.68 

100 

85.32 

5.00 

4.27 

0.0015 

0.0313 

20.82 

120 

99.18 

20.00 

19.84 

0.0150 

0.0561 

20.82 

100 

79.18 

5.00 

3.96 

0.0015 

0.0212 

20.74 

60 

39.26 

20.00 

7.85 

0.0150 

0.0024 

10.34 

120 

109.66 

20.00 

21.93 

0.0150 

0.4891 

10.34 

100 

89.66 

5.00 

4.48 

0.0015 

0.0000 

11.82 

120 

108.18 

20.00 

21.64 

0.0150 

0.2133 

15.85 

100 

84.15 

15.00 

12.62 

0.0020 

0.0012 

14.22 

80 

65.78 

15.00 

9.87 

0.0020 

0.0110 

15.89 

100 

84.11 

15.00 

12.62 

0.0020 

0.0241 

15.89 

120 

104.11 

20.00 

20.82 

0.0150 

1.0065 

15.89 

90 

74.11 

5.00 

3.71 

0.0015 

0.0076 

15.89 

120 

104.11 

20.00 

20.82 

0.0150 

0.0447 

14.33 

120 

105.67 

20.00 

21.13 

0.0150 

0.8418 

14.33 

90 

75.67 

5.00 

3.78 

0.0015 

0.0117 

15.06 

100 

84.94 

15.00 

12.74 

0.0020 

0.0539 

15.06 

120 

104.94 

20.00 

20.99 

0.0150 

0.9556 

15.06 

90 

74.94 

5.00 

3.75 

0.0015 

0.0012 

15.06 

120 

104.94 

20.00 

20.99 

0.0150 

0.3030 

18.63 

120 

101.37 

20.00 

20.27 

0.0150 

0.7252 

18.63 

90 

71.37 

5.00 

3.57 

0.0015 

0.0008 

21.04 

120 

98.96 

20.00 

19.79 

0.0150 

0.5824 

21.04 

100 

78.96 

5.00 

3.95 

0.0015 

0.0034 

21.04 

120 

98.96 

20.00 

19.79 

0.0150 

0.5764 

21.04 

100 

78.96 

5.00 

3.95 

0.0015 

0.0060 

17.36 

120 

102.64 

20.00 

20.53 

0.0150 

0.1975 

17.36 

90 

72.64 

5.00 

3.63 

0.0015 

0.0124 

16.00 

100 

84.01 

15.00 

12.60 

0.0020 

0.0000 

16.00 

120 

104.01 

20.00 

20.80 

0.0150 

0.4277 

16.00 

120 

104.01 

20.00 

20.80 

0.0150 

0.1838 

16.31 

120 

103.69 

20.00 

20.74 

0.0150 

0.0714 

16.41 

100 

83.59 

15.00 

12.54 

0.0020 

0.0182 

20.64 

120 

99.36 

20.00 

19.87 

0.0150 

0.5897 

20.64 

100 

79.36 

5.00 

3.97 

0.0015 

0.0040 

17.80 

100 

82.20 

5.00 

4.11 

0.0015 

0.0055 

17.80 

100 

82.20 

5.00 

4.11 

0.0015 

0.0003 

13.55 

90 

76.45 

5.00 

3.82 

0.0015 

0.0055 

15.49 

100 

84.51 

15.00 

12.68 

0.0020 

0.0862 

15.49 

120 

104.51 

20.00 

20.90 

0.0150 

0.0034 

15.49 

90 

74.51 

5.00 

3.73 

0.0015 

0.0072 

16.46 

120 

103.54 

20.00 

20.71 

0.0150 

0.0743 

16.46 

90 

73.54 

5.00 

3.68 

0.0015 

0.0115 

11.13 

120 

108.87 

20.00 

21.77 

0.0150 

0.1974 

11.13 

90 

78.87 

5.00 

3.94 

0.0015 

0.0000 

13.86 

90 

76.14 

5.00 

3.81 

0.0015 

0.0027 

18.01 

120 

101.99 

20.00 

20.40 

0.0150 

0.4017 

18.01 

120 

101.99 

20.00 

20.40 

0.0150 

0.3119 















































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Limestone 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Phyllite & Schist 


Quartzite 


Quartzite 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Limestone 


Older Alluvium 


Quartzite 


Limestone 


Quartzite 


Older Alluvium 


Phyllite & Schist 


Quartzite 


Limestone 


Quartzite 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Limestone 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Phyllite & Schist 


Limestone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

17.94 

120 

102.06 

20.00 

20.41 

0.0150 

0.4231 

17.94 

100 

82.06 

5.00 

4.10 

0.0015 

0.0034 

13.08 

120 

106.92 

20.00 

21.38 

0.0150 

0.0207 

13.08 

90 

76.92 

5.00 

3.85 

0.0015 

0.0100 

13.88 

90 

76.12 

5.00 

3.81 

0.0015 

0.0144 

14.16 

90 

75.84 

5.00 

3.79 

0.0015 

0.0334 

15.35 

90 

74.65 

5.00 

3.73 

0.0015 

0.0511 

15.01 

100 

84.99 

15.00 

12.75 

0.0020 

0.0480 

15.01 

120 

104.99 

20.00 

21.00 

0.0150 

0.0396 

15.01 

90 

74.99 

5.00 

3.75 

0.0015 

0.0189 

14.67 

120 

105.33 

20.00 

21.07 

0.0150 

0.3726 

13.94 

90 

76.06 

5.00 

3.80 

0.0015 

0.0052 

13.09 

90 

76.91 

5.00 

3.85 

0.0015 

0.0006 

15.91 

120 

104.09 

20.00 

20.82 

0.0150 

0.6717 

15.91 

100 

84.09 

5.00 

4.20 

0.0015 

0.0010 

15.91 

90 

74.09 

5.00 

3.70 

0.0015 

0.0083 

13.19 

90 

76.81 

5.00 

3.84 

0.0015 

0.0061 

17.12 

100 

82.88 

5.00 

4.14 

0.0015 

0.0126 

17.12 

100 

82.88 

5.00 

4.14 

0.0015 

0.0001 

18.72 

120 

101.28 

20.00 

20.26 

0.0150 

0.4614 

16.83 

120 

103.17 

20.00 

20.63 

0.0150 

0.1628 

16.83 

100 

83.17 

5.00 

4.16 

0.0015 

0.0167 

20.37 

100 

79.63 

5.00 

3.98 

0.0015 

0.0072 

20.37 

100 

79.63 

5.00 

3.98 

0.0015 

0.0120 

14.52 

100 

85.48 

5.00 

4.27 

0.0015 

0.0010 

15.01 

100 

84.99 

15.00 

12.75 

0.0020 

0.0020 

15.01 

120 

104.99 

20.00 

21.00 

0.0150 

0.3600 

13.55 

90 

76.45 

5.00 

3.82 

0.0015 

0.0051 

15.01 

100 

84.99 

15.00 

12.75 

0.0020 

0.1050 

15.01 

90 

74.99 

5.00 

3.75 

0.0015 

0.0061 

15.07 

120 

104.93 

20.00 

20.99 

0.0150 

0.4820 

15.07 

100 

84.93 

5.00 

4.25 

0.0015 

0.0016 

15.64 

90 

74.36 

5.00 

3.72 

0.0015 

0.0001 

14.30 

100 

85.70 

15.00 

12.85 

0.0020 

0.0012 

14.30 

90 

75.70 

5.00 

3.78 

0.0015 

0.0454 

16.26 

90 

73.74 

5.00 

3.69 

0.0015 

0.0001 

19.40 

120 

100.60 

20.00 

20.12 

0.0150 

1.3379 

19.40 

90 

70.60 

5.00 

3.53 

0.0015 

0.0065 

12.52 

120 

107.48 

20.00 

21.50 

0.0150 

0.4699 

12.52 

90 

77.48 

5.00 

3.87 

0.0015 

0.0263 

15.25 

100 

84.75 

15.00 

12.71 

0.0020 

0.0590 

15.25 

120 

104.75 

20.00 

20.95 

0.0150 

0.0727 

15.25 

90 

74.75 

5.00 

3.74 

0.0015 

0.0170 

13.69 

90 

76.31 

5.00 

3.82 

0.0015 

0.0096 

16.74 

120 

103.26 

20.00 

20.65 

0.0150 

1.1765 

16.74 

90 

73.26 

5.00 

3.66 

0.0015 

0.0241 

16.74 

120 

103.26 

20.00 

20.65 

0.0150 

0.0055 

12.94 

120 

107.06 

20.00 

21.41 

0.0150 

2.5650 

12.94 

90 

77.06 

5.00 

3.85 

0.0015 

0.0396 

12.51 

120 

107.49 

20.00 

21.50 

0.0150 

0.0296 

12.51 

90 

77.49 

5.00 

3.87 

0.0015 

0.0019 

13.39 

120 

106.61 

20.00 

21.32 

0.0150 

0.2163 

13.39 

90 

76.61 

5.00 

3.83 

0.0015 

0.0070 

16.21 

100 

83.79 

5.00 

4.19 

0.0015 

0.0039 

14.93 

100 

85.07 

15.00 

12.76 

0.0020 

0.0627 


























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 


Census Code 



Sunari 


Uliyana 


Anando Ka Khera 


Anwasa 


Berisal 


Bhopalgarh 


0810000601315800 


0810000601317800 


0810000601315900 


0810000601318300 


0824001102939300 


0824001102938400 


0824001202948500 


0824001102941200 



Bijoliyan Khurd 


Bilona Bari 


Brindawan 


Chhatri Khera 


Daulji Ka Khera 


0824001202946300 


0824001202947700 


0824001202947000 


0824001202946900 


0824001102941500 


Dhorela 


Fatehpura 


Gariyan 


0824001102941100 


0824001102941300 


0824001102941400 


Golam Garh 


Gopalniwas 


Hameeriya 


Jalam Ki Jhonpariyan 


0824001202947500 


0824001202948300 


0824001102940800 


0824001102940000 


Jetpura 


Jujarpur 


Kaner 


Karlao 


Kasya Sani 


Kharipur 


Khokhra 


Lalpura 


Mandalgarh 


0824001202947600 


0824001102939400 


0824001102941000 


0824001202947100 


0824001202947200 


0824001202946600 


0824001202947400 


0824001102941600 


0824001202946800 


0824001142407000 


Mangarh 


Mochariyon Ka Khera 


Mohanpura 



Neem Ka Khera 


Patiyal 


Phoolan 


Salawatiya 


Saran Ka Khera 


Shyampura 


0824001202946400 


0824001102939500 


0824001102939200 


0824001202946700 


0824001102938500 


0824001202946500 


0824001202946200 


0824001202948400 


0824001102939000 


0824001102940900 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 


Command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Sukhpura 

Swarooppura 

Teekhi 


0824001202947300 

0824001102939100 

0824001202946100 


3.26 Fresh 
1.19 Fresh 
2.28 Fresh 


Hydrogeological Unit 


Quartzite 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Quartzite 


Phyllite & Schist 


Phyllite & Schist 


Bhander Sandstone 


Bhander Sandstone 


Phyllite & Schist 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Phyllite & Schist 


Phyllite & Schist 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Phyllite & Schist 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Phyllite & Schist 


Phyllite & Schist 


Bhander Sandstone 


Phyllite & Schist 


Phyllite & Schist 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Phyllite & Schist 


Bhander Sandstone 


Phyllite & Schist 


Limestone 


Phyllite & Schist 


Bhander Sandstone 


Limestone 


Phyllite & Schist 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Phyllite & Schist 


Bhander Sandstone 


Phyllite & Schist 


Bhander Sandstone 


Phyllite & Schist 


Bhander Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

14.93 

90 

75.07 

5.00 

3.75 

0.0015 

0.0703 

14.65 

100 

85.35 

5.00 

4.27 

0.0015 

0.0007 

19.36 

120 

100.64 

20.00 

20.13 

0.0150 

0.3795 

19.36 

100 

80.64 

5.00 

4.03 

0.0015 

0.0477 

19.36 

100 

80.64 

5.00 

4.03 

0.0015 

0.0370 

15.61 

100 

84.39 

5.00 

4.22 

0.0015 

0.0173 

13.95 

90 

76.05 

5.00 

3.80 

0.0015 

0.0284 

13.10 

120 

106.90 

4.00 

4.28 

0.0018 

0.0097 

13.40 

120 

106.60 

4.00 

4.26 

0.0018 

0.0055 

11.17 

160 

148.83 

6.00 

8.93 

0.0010 

0.0059 

12.27 

160 

147.74 

6.00 

8.86 

0.0010 

0.0087 

12.27 

120 

107.74 

4.00 

4.31 

0.0018 

0.0102 

11.11 

160 

148.89 

6.00 

8.93 

0.0010 

0.0466 

10.60 

160 

149.40 

6.00 

8.96 

0.0010 

0.0011 

14.73 

160 

145.27 

6.00 

8.72 

0.0010 

0.0090 

14.73 

160 

145.27 

6.00 

8.72 

0.0010 

0.0039 

13.78 

200 

186.22 

8.00 

14.90 

0.0025 

0.0472 

13.78 

120 

106.22 

4.00 

4.25 

0.0018 

0.0027 

12.37 

120 

107.63 

4.00 

4.31 

0.0018 

0.0148 

12.81 

160 

147.19 

6.00 

8.83 

0.0010 

0.0060 

13.31 

160 

146.69 

6.00 

8.80 

0.0010 

0.0084 

13.31 

200 

186.69 

8.00 

14.93 

0.0025 

0.0165 

13.31 

120 

106.69 

4.00 

4.27 

0.0018 

0.0321 

15.42 

160 

144.58 

6.00 

8.68 

0.0010 

0.0436 

11.88 

160 

148.12 

6.00 

8.89 

0.0010 

0.0000 

11.73 

160 

148.27 

6.00 

8.90 

0.0010 

0.0048 

12.93 

120 

107.07 

4.00 

4.28 

0.0018 

0.0000 

12.93 

120 

107.07 

4.00 

4.28 

0.0018 

0.0029 

12.68 

160 

147.32 

6.00 

8.84 

0.0010 

0.0155 

13.10 

120 

106.90 

4.00 

4.28 

0.0018 

0.0153 

12.62 

120 

107.38 

4.00 

4.30 

0.0018 

0.0108 

15.65 

160 

144.35 

6.00 

8.66 

0.0010 

0.0076 

14.93 

160 

145.07 

6.00 

8.70 

0.0010 

0.0036 

14.64 

160 

145.36 

6.00 

8.72 

0.0010 

0.0108 

13.24 

160 

146.76 

6.00 

8.81 

0.0010 

0.0379 

14.55 

160 

145.45 

6.00 

8.73 

0.0010 

0.0001 

15.74 

160 

144.26 

6.00 

8.66 

0.0010 

0.0039 

13.28 

200 

186.72 

8.00 

14.94 

0.0025 

0.0166 

13.28 

120 

106.72 

4.00 

4.27 

0.0018 

0.0316 

11.88 

160 

148.12 

6.00 

8.89 

0.0010 

0.0240 

13.36 

120 

106.64 

4.00 

4.27 

0.0018 

0.0007 

13.39 

200 

186.61 

8.00 

14.93 

0.0025 

0.0844 

13.39 

120 

106.61 

4.00 

4.26 

0.0018 

0.0389 

13.06 

160 

146.94 

6.00 

8.82 

0.0010 

0.0249 

13.06 

200 

186.94 

8.00 

14.96 

0.0025 

0.0016 

13.40 

120 

106.60 

4.00 

4.26 

0.0018 

0.0277 

13.65 

160 

146.35 

6.00 

8.78 

0.0010 

0.0108 

11.37 

160 

148.63 

6.00 

8.92 

0.0010 

0.0193 

11.52 

160 

148.48 

6.00 

8.91 

0.0010 

0.0052 

13.37 

120 

106.63 

4.00 

4.27 

0.0018 

0.0050 

12.43 

160 

147.57 

6.00 

8.85 

0.0010 

0.0048 

12.43 

120 

107.57 

4.00 

4.30 

0.0018 

0.0003 

13.63 

160 

146.37 

6.00 

8.78 

0.0010 

0.0286 

13.39 

120 

106.61 

4.00 

4.26 

0.0018 

0.0069 

10.48 

160 

149.52 

6.00 

8.97 

0.0010 

0.0127 



































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



07002017 


Tharoda 


Aar 


Alsigarh 


Amberi 


Ambuja 


Ayad (Rural) 


Bachhar 


Bada 


Badanga 


Bagdunda 


Baleecha 


Banadiya 


Bansra 


Barda 


Bargaon (Rural) 


Bari 


Barodiya 


Basliya 


Bedla 


Bedla Khurd 


Bedwas (Rural) 


Beeyal 


Bhadwi Gurha 


Bhalon Ka Gurha 


Bheelon Ka Bedla 


Bhesra Kalan 


Bhesra Khurd 


Bhilwara 


Bhoeyon Ki Pancholi 


Bhuwana 


Bichhri 


Borao Ka Khera 


Brahmanon Ka Gurha 


Brahmanon Ki Hunder 


Bujra 


Chaukariya 


Cheerwa 


Chheepala 


Chikalwas 


Chor Baori 


Dagiyon Ka Gurha 


Dagiyon Ki Pancholi 


Dakan Kotra 


Census Code 


0824001202946000 


0826000503157100 


0826000503158500 


0826000503146600 


0826000503152100 


0826000503149000 


0826000503156800 


0826000503149600 


0826000503156300 


0826000203083500 


0826000503153500 


0826000503155800 


0826000203083800 


0826000503155600 


0826000503154900 


0826000503154500 


0826000503141200 


0826000503141800 


0826000503148500 


0826000503148600 


0826000503149300 


0826000503156000 


0826000203084300 


0826000503150800 


0826000503146800 


0826000503149900 


0826000503150000 


0826000503147000 


0826000503151800 


0826000503148400 


0826000503150400 


0826000503156700 


0826000503146700 


0826000503141100 


0826000503154300 


0826000503154200 


0826000503146300 


0826000203077400 


0826000503147800 


0826000203084000 


0826000503147100 


0826000503151700 


0826000503160900 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Bhander Sandstone 



3.81 Fresh 


7.53 Fresh 


4.95 Fresh 


7.47 Fresh 


8.25 Fresh 


0.41 Fresh 


5.33 Fresh 


9.70 Fresh 


4.10 Fresh 


2.13 Fresh 


0.54 Fresh 


1.20 Fresh 


6.64 Fresh 


2.24 Fresh 


2.86 Fresh 


8.95 Fresh 


3.46 Fresh 


2.33 Fresh 


0.66 Fresh 


2.42 Fresh 


10.81 Fresh 



Sub Basin: Berach 





Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

9.88 

160 

150.12 

6.00 

9.01 

0.0010 

0.0077 


Non-command 

Phyllite & Schist 

3.38 

8.67 

100 

91.33 

3.00 

2.74 

0.0020 

0.0185 

Non-command 

Phyllite & Schist 

5.65 

8.54 

100 

91.46 

3.00 

2.74 

0.0020 

0.0310 

Non-command 

Phyllite & Schist 

4.19 

6.36 

100 

93.64 

3.00 

2.81 

0.0020 

0.0235 

Non-command 

Phyllite & Schist 

0.04 

24.94 

100 

75.06 

3.00 

2.25 

0.0020 

0.0002 

Non-command 

Phyllite & Schist 

2.64 

7.57 

100 

92.43 

3.00 

2.77 

0.0020 

0.0146 

Non-command 

Phyllite & Schist 

0.23 

9.62 

100 

90.38 

3.00 

2.71 

0.0020 

0.0012 

Non-command 

Phyllite & Schist 

1.28 

4.55 

100 

95.45 

3.00 

2.86 

0.0020 

0.0073 

Non-command 

Phyllite & Schist 

1.46 

17.34 

100 

82.66 

3.00 

2.48 

0.0020 

0.0072 

Non-command 

Phyllite & Schist 

1.10 

11.04 

100 

88.96 

3.00 

2.67 

0.0020 

0.0059 

Non-command 

Phyllite & Schist 

1.77 

11.13 

100 

88.87 

3.00 

2.67 

0.0020 

0.0094 

Non-command 

Gneisses(B.G.C) 

0.13 

17.25 

120 

102.75 

4.00 

4.11 

0.0018 

0.0009 

Non-command 

Phyllite & Schist 

4.41 

17.25 

100 

82.75 

3.00 

2.48 

0.0020 

0.0219 

Non-command 

Gneisses(B.G.C) 

0.04 

10.74 

120 

109.26 

4.00 

4.37 

0.0018 

0.0003 

Non-command 

Phyllite & Schist 

2.01 

10.74 

100 

89.26 

3.00 

2.68 

0.0020 

0.0108 

Non-command 

Phyllite & Schist 

3.61 

10.64 

100 

89.36 

3.00 

2.68 

0.0020 

0.0194 

Non-command 

Gneisses(B.G.C) 

3.72 

17.74 

120 

102.26 

4.00 

4.09 

0.0018 

0.0274 

Non-command 

Phyllite & Schist 

2.42 

17.74 

100 

82.26 

3.00 

2.47 

0.0020 

0.0120 

Non-command 

Phyllite & Schist 

1.54 

9.63 

100 

90.37 

3.00 

2.71 

0.0020 

0.0083 

Non-command 

Phyllite & Schist 

5.67 

13.28 

100 

86.72 

3.00 

2.60 

0.0020 

0.0295 

Non-command 

Phyllite & Schist 

2.07 

16.81 

100 

83.19 

3.00 

2.50 

0.0020 

0.0103 

Non-command 

Phyllite & Schist 

3.06 

18.30 

100 

81.70 

3.00 

2.45 

0.0020 

0.0150 

Non-command 

Phyllite & Schist 

1.44 

8.79 

100 

91.21 

3.00 

2.74 

0.0020 

0.0079 

Non-command 

Phyllite & Schist 

0.96 

9.40 

100 

90.60 

3.00 

2.72 

0.0020 

0.0052 

Non-command 

Phyllite & Schist 

5.37 

7.40 

100 

92.60 

3.00 

2.78 

0.0020 

0.0299 

Non-command 

Phyllite & Schist 

4.59 

17.94 

100 

82.06 

3.00 

2.46 

0.0020 

0.0226 

Non-command 

Phyllite & Schist 

3.23 

9.07 

100 

90.93 

3.00 

2.73 

0.0020 

0.0176 

Non-command 

Gneisses(B.G.C) 

0.01 

14.51 

120 

105.49 

4.00 

4.22 

0.0018 

0.0001 

Command 

Gneisses(B.G.C) 

0.01 

14.51 

120 

105.49 

4.00 

4.22 

0.0018 

0.0001 

Non-command 

Phyllite & Schist 

3.11 

8.17 

100 

91.83 

3.00 

2.75 

0.0020 

0.0171 

Non-command 

Gneisses(B.G.C) 

0.03 

7.38 

120 

112.62 

4.00 

4.50 

0.0018 

0.0003 

Non-command 

Phyllite & Schist 

0.07 

7.38 

100 

92.62 

3.00 

2.78 

0.0020 

0.0004 

Non-command 

Gneisses(B.G.C) 

0.16 

6.74 

120 

113.26 

4.00 

4.53 

0.0018 

0.0013 

Non-command 

Phyllite & Schist 

0.06 

9.34 

100 

90.66 

3.00 

2.72 

0.0020 

0.0003 

Non-command 

Gneisses(B.G.C) 

0.11 

11.33 

120 

108.67 

4.00 

4.35 

0.0018 

0.0008 

Non-command 

Phyllite & Schist 

4.89 

11.33 

100 

88.67 

3.00 

2.66 

0.0020 

0.0260 

Non-command 

Phyllite & Schist 

8.37 

6.95 

100 

93.05 

3.00 

2.79 

0.0020 

0.0468 

Non-command 

Gneisses(B.G.C) 

0.10 

3.07 

120 

116.93 

4.00 

4.68 

0.0018 

0.0009 

Command 

Gneisses(B.G.C) 

0.04 

3.07 

120 

116.93 

4.00 

4.68 

0.0018 

0.0003 

Non-command 

Limestone 

1.58 

14.18 

120 

105.82 

10.00 

10.58 

0.0020 

0.0335 

Non-command 

Phyllite & Schist 

0.24 

14.18 

100 

85.82 

3.00 

2.57 

0.0020 

0.0012 

Non-command 

Phyllite & Schist 

0.21 

9.97 

100 

90.03 

3.00 

2.70 

0.0020 

0.0011 

Non-command 

Phyllite & Schist 

0.47 

5.31 

100 

94.69 

3.00 

2.84 

0.0020 

0.0027 

Non-command 

Gneisses(B.G.C) 

0.74 

15.14 

120 

104.86 

4.00 

4.19 

0.0018 

0.0056 

Non-command 

Phyllite & Schist 

0.46 

15.14 

100 

84.86 

3.00 

2.55 

0.0020 

0.0024 

Non-command 

Phyllite & Schist 

5.49 

12.69 

100 

87.31 

3.00 

2.62 

0.0020 

0.0287 

Non-command 

Phyllite & Schist 

1.90 

8.99 

100 

91.01 

3.00 

2.73 

0.0020 

0.0104 

Non-command 

Phyllite & Schist 

0.02 

8.53 

100 

91.47 

3.00 

2.74 

0.0020 

0.0001 

Non-command 

Phyllite & Schist 

0.33 

13.46 

100 

86.54 

3.00 

2.60 

0.0020 

0.0017 

Non-command 

Phyllite & Schist 

3.46 

10.89 

100 

89.11 

3.00 

2.67 

0.0020 

0.0185 

Non-command 

Phyllite & Schist 

2.32 

11.23 

100 

88.77 

3.00 

2.66 

0.0020 

0.0124 

Non-command 

Phyllite & Schist 

0.20 

9.14 

100 

90.86 

3.00 

2.73 

0.0020 

0.0011 

Non-command 

Phyllite & Schist 

2.36 

7.29 

100 

92.71 

3.00 

2.78 

0.0020 

0.0132 

Non-command 

Limestone 

1.86 

14.91 

120 

105.09 

10.00 

10.51 

0.0020 

0.0390 



































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Limestone 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Limestone 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Limestone 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Limestone 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

14.91 

100 

85.09 

3.00 

2.55 

0.0020 

0.0189 

15.47 

120 

104.53 

4.00 

4.18 

0.0018 

0.0124 

6.68 

120 

113.32 

4.00 

4.53 

0.0018 

0.0080 

6.68 

100 

93.32 

3.00 

2.80 

0.0020 

0.0269 

10.86 

100 

89.14 

3.00 

2.67 

0.0020 

0.0012 

15.83 

100 

84.17 

3.00 

2.53 

0.0020 

0.0160 

4.89 

120 

115.11 

4.00 

4.60 

0.0018 

0.0156 

4.89 

100 

95.11 

3.00 

2.85 

0.0020 

0.0205 

8.37 

120 

111.63 

10.00 

11.16 

0.0020 

0.0276 

8.37 

100 

91.63 

3.00 

2.75 

0.0020 

0.0011 

12.70 

100 

87.30 

3.00 

2.62 

0.0020 

0.0086 

12.07 

100 

87.93 

3.00 

2.64 

0.0020 

0.0220 

14.33 

120 

105.67 

10.00 

10.57 

0.0020 

0.0212 

14.33 

100 

85.67 

3.00 

2.57 

0.0020 

0.0215 

17.33 

100 

82.67 

3.00 

2.48 

0.0020 

0.0059 

10.37 

100 

89.63 

3.00 

2.69 

0.0020 

0.0006 

22.14 

100 

77.86 

3.00 

2.34 

0.0020 

0.0038 

14.08 

120 

105.92 

4.00 

4.24 

0.0018 

0.0033 

14.08 

100 

85.92 

3.00 

2.58 

0.0020 

0.0326 

17.41 

120 

102.59 

4.00 

4.10 

0.0018 

0.0077 

17.41 

100 

82.59 

3.00 

2.48 

0.0020 

0.0005 

11.62 

100 

88.38 

3.00 

2.65 

0.0020 

0.0084 

9.14 

100 

90.86 

3.00 

2.73 

0.0020 

0.0092 

13.43 

100 

86.57 

3.00 

2.60 

0.0020 

0.0216 

6.09 

120 

113.91 

4.00 

4.56 

0.0018 

0.0000 

11.02 

100 

88.98 

3.00 

2.67 

0.0020 

0.0242 

11.23 

100 

88.77 

3.00 

2.66 

0.0020 

0.0008 

13.59 

100 

86.41 

3.00 

2.59 

0.0020 

0.0033 

20.75 

100 

79.25 

3.00 

2.38 

0.0020 

0.0504 

13.73 

100 

86.27 

3.00 

2.59 

0.0020 

0.0006 

6.76 

100 

93.24 

3.00 

2.80 

0.0020 

0.0097 

19.48 

100 

80.52 

3.00 

2.42 

0.0020 

0.0106 

10.25 

100 

89.75 

3.00 

2.69 

0.0020 

0.0121 

12.27 

100 

87.73 

3.00 

2.63 

0.0020 

0.0074 

10.34 

100 

89.66 

3.00 

2.69 

0.0020 

0.0020 

12.67 

100 

87.33 

3.00 

2.62 

0.0020 

0.0145 

23.84 

120 

96.16 

10.00 

9.62 

0.0020 

0.0654 

23.84 

100 

76.16 

3.00 

2.28 

0.0020 

0.0091 

12.09 

100 

87.91 

3.00 

2.64 

0.0020 

0.0553 

5.34 

120 

114.66 

4.00 

4.59 

0.0018 

0.0087 

5.34 

100 

94.66 

3.00 

2.84 

0.0020 

0.0015 

9.13 

120 

110.87 

4.00 

4.43 

0.0018 

0.0002 

9.13 

100 

90.87 

3.00 

2.73 

0.0020 

0.0023 

26.80 

120 

93.20 

10.00 

9.32 

0.0020 

0.0173 

26.80 

100 

73.20 

3.00 

2.20 

0.0020 

0.0245 

22.86 

100 

77.15 

3.00 

2.31 

0.0020 

0.0127 

14.77 

120 

105.23 

4.00 

4.21 

0.0018 

0.0023 

14.77 

100 

85.23 

3.00 

2.56 

0.0020 

0.0082 

16.48 

120 

103.52 

4.00 

4.14 

0.0018 

0.0000 

16.48 

100 

83.52 

3.00 

2.51 

0.0020 

0.0215 

9.56 

100 

90.44 

3.00 

2.71 

0.0020 

0.0227 

9.24 

100 

90.76 

3.00 

2.72 

0.0020 

0.0023 

12.87 

100 

87.13 

3.00 

2.61 

0.0020 

0.0056 

20.42 

100 

79.58 

3.00 

2.39 

0.0020 

0.0039 

16.04 

100 

83.96 

3.00 

2.52 

0.0020 

0.0362 






























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Kumawaton Ka Gurha 


Kunda 


Kundal Ubeshwarji 


Lai Ka Gurha 


Lakarwas 


Lakhawali 


Lauseeng 


Liyo Ka Gurha 


Loyra 


Madar 


Madarda 


Majam 


Majawad 


Manwa Khera (Rural) 


Mataji Ka Khera 


Matoon 


Mori 


Moriyon Ki Kariyan 


Morwaniya 


Moti Khera 


Nai 


Nala Phala 


Naya Gurha 


Naya Khera 


Nayon Ka Gurha 


Nela 


Nohra 


Oton Ka Gurha 


Palri 


Panwari 


Peepalwas 


Peepliya 


Phanda 


Pherniyon Ka Gurha 


Phutiya 


Pilana Ki Bhagal 


Popalti 


Pratappura 


Raghunathpura 


Ratharon Ka Gurha 


Rathoran Ka Gurha 


Rayta 


Rebariyon Ka Gurha 


Roopnagar 


Sabalpura 


Sapetiya 


Sare 


Census Code 


0826000503142300 


0825000703051000 


0826000503156100 


0826000503155000 


0826000503151100 


0826000503146900 


0826000503144900 


0826000503155300 


0826000503147700 


0826000503140900 


0826000203084200 


0826000203083600 


0826000203083100 


0826000503152900 


0826000503142400 


0826000503151300 


0826000203079600 


0826000503142200 


0826000503155500 


0826000103063000 


0826000503154000 


0826000503150200 



Zone (Fresh 
/ Saline) 


0826000503157400 


0826000503153700 


0826000203083900 


0826000503153100 


0826000503154100 


0826000503148000 


0826000503155100 


0826000503151200 


0826000503158400 


0826000503157500 


0826000503152600 


0826000503147600 


0826000203079800 


0826000503142100 


0826000503157600 


0826000503148100 


0826000503148200 


0826000503147200 


0826000503140600 


0826000503157300 


0826000503149200 


0826000503148900 


0826000503147900 


0826000503148700 


0826000503146100 


1.74 Fresh 


3.63 Fresh 


0.80 Fresh 


0.95 Fresh 


11.22 Fresh 


10.47 Fresh 


6.62 Fresh 


3.54 Fresh 


1.14 Fresh 


9.18 Fresh 




7.23 Fresh 


0.97 Fresh 


0.81 Fresh 


1.33 Fresh 


6.31 Fresh 


1.85 Fresh 


3.41 Fresh 


10.05 Fresh 


5.58 Fresh 


3.41 Fresh 


2.70 Fresh 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Limestone 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.47 

100 

87.53 

3.00 

2.63 

0.0020 

0.0071 

18.02 

100 

81.98 

3.00 

2.46 

0.0015 

0.0089 

13.92 

100 

86.08 

3.00 

2.58 

0.0020 

0.0036 

10.92 

100 

89.08 

3.00 

2.67 

0.0020 

0.0046 

17.19 

100 

82.81 

3.00 

2.48 

0.0020 

0.0062 

12.61 

100 

87.39 

3.00 

2.62 

0.0020 

0.0425 

11.82 

100 

88.18 

3.00 

2.65 

0.0020 

0.0030 

14.43 

120 

105.57 

4.00 

4.22 

0.0018 

0.0009 

14.43 

100 

85.57 

3.00 

2.57 

0.0020 

0.0175 

12.45 

100 

87.55 

3.00 

2.63 

0.0020 

0.0060 

13.94 

120 

106.06 

4.00 

4.24 

0.0018 

0.0295 

13.94 

100 

86.06 

3.00 

2.58 

0.0020 

0.0186 

14.19 

100 

85.81 

3.00 

2.57 

0.0020 

0.0934 

10.18 

100 

89.82 

3.00 

2.69 

0.0020 

0.0245 

12.48 

100 

87.52 

3.00 

2.63 

0.0020 

0.0016 

9.68 

100 

90.32 

3.00 

2.71 

0.0020 

0.0111 

10.40 

100 

89.60 

3.00 

2.69 

0.0020 

0.0024 

22.95 

100 

77.05 

3.00 

2.31 

0.0020 

0.0081 

13.15 

100 

86.85 

3.00 

2.61 

0.0020 

0.0349 

10.01 

100 

89.99 

3.00 

2.70 

0.0020 

0.0111 

17.96 

100 

82.04 

3.00 

2.46 

0.0020 

0.0066 

6.49 

120 

113.51 

4.00 

4.54 

0.0018 

0.0000 

11.12 

100 

88.88 

3.00 

2.67 

0.0020 

0.0465 

5.95 

120 

114.05 

4.00 

4.56 

0.0018 

0.0064 

5.95 

100 

94.05 

3.00 

2.82 

0.0020 

0.0048 

17.19 

120 

102.81 

4.00 

4.11 

0.0018 

0.0012 

17.19 

100 

82.81 

3.00 

2.48 

0.0020 

0.0124 

12.41 

100 

87.59 

3.00 

2.63 

0.0020 

0.0288 

11.55 

100 

88.45 

3.00 

2.65 

0.0020 

0.0046 

10.72 

100 

89.28 

3.00 

2.68 

0.0020 

0.0035 

10.26 

100 

89.74 

3.00 

2.69 

0.0020 

0.0005 

11.27 

100 

88.73 

3.00 

2.66 

0.0020 

0.0275 

9.72 

100 

90.28 

3.00 

2.71 

0.0020 

0.0100 

11.40 

100 

88.60 

3.00 

2.66 

0.0020 

0.0152 

9.70 

120 

110.30 

4.00 

4.41 

0.0018 

0.0377 

9.70 

100 

90.30 

3.00 

2.71 

0.0020 

0.0097 

9.70 

120 

110.30 

4.00 

4.41 

0.0018 

0.0008 

8.20 

100 

91.80 

3.00 

2.75 

0.0020 

0.0047 

10.32 

100 

89.68 

3.00 

2.69 

0.0020 

0.0155 

9.39 

120 

110.61 

10.00 

11.06 

0.0020 

0.0383 

9.39 

100 

90.61 

3.00 

2.72 

0.0020 

0.0040 

13.61 

100 

86.39 

3.00 

2.59 

0.0020 

0.0064 

11.75 

100 

88.25 

3.00 

2.65 

0.0020 

0.0133 

11.26 

100 

88.74 

3.00 

2.66 

0.0020 

0.0044 

8.67 

100 

91.33 

3.00 

2.74 

0.0020 

0.0334 

7.77 

100 

92.23 

3.00 

2.77 

0.0020 

0.0160 

7.62 

100 

92.38 

3.00 

2.77 

0.0020 

0.0036 

12.68 

100 

87.32 

3.00 

2.62 

0.0020 

0.0101 

10.76 

100 

89.24 

3.00 

2.68 

0.0020 

0.0302 

12.74 

100 

87.26 

3.00 

2.62 

0.0020 

0.0091 

8.93 

100 

91.07 

3.00 

2.73 

0.0020 

0.0012 

5.78 

100 

94.22 

3.00 

2.83 

0.0020 

0.0039 

8.51 

100 

91.49 

3.00 

2.74 

0.0020 

0.0166 

7.13 

100 

92.87 

3.00 

2.79 

0.0020 

0.0239 

8.61 

100 

91.39 

3.00 

2.74 

0.0020 

0.0007 






















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



07002018 


Saweena Khera (Rural) 


Seesaram (Rural) 


Seloo 


Sethji Ki Kundal 


Shivpuri 


Shobhagpura 


Shri Maliyon Ki Kariyan 


Sukher 


Suwawaton Ka Gurha 


Teela Khera 


Ter Ka Bhilwara 


Thoor 


Udaipur (M CL) 


Undari Kalan 


Undari Khurd 


Wani 


Abhay Pura 


Achalpura 


Achhora 


Ajolion Ka Khera 


Akodiya 


Akoriya 


Ama 


Amalda 


Amarpura 


Ambaberi 


Amli (garh Pachhli) 


Amoliya 


Amragadri Khera 


Anandpura 


Andariyon Ki Jhonpariyan 


Anoppura 


Anwal Hera 


Arjunpura 


Aroli 


Badliya 


Census Code 


0826000503153300 


0826000503153800 


0826000503141900 


0826000503153600 


0826000503146400 


0826000503148300 


0826000503142000 


0826000503148800 


0826000203084100 


0826000503151600 


Zone (Fresh 
/ Saline) 




0826000503143100 


0826000503147500 


0826000542602000 


0826000503158300 


0826000503157700 


0826000203079500 


0829000503605700 


0829000503614400 


0829000503598100 


0829000203547400 


0829000203542500 


0829000303549100 


0824000902902400 


0829000303560300 


0829000203537000 


0829000203540700 


0829000303552700 


0824001102943300 


0829000303556000 


0829000503605500 


0824000802881600 


0829000503595000 


0829000203544800 


0829000303556900 


0829000303557500 


0829000303560500 


0829000503599300 


0829000503603500 


0824001202948000 


0829000203538100 



2.92 Fresh 


6.09 Fresh 


17.92 Fresh 


45.88 Fresh 


10.71 Fresh 


9.06 Fresh 


3.95 Fresh 


1.44 Fresh 


0.81 Fresh 


1.78 Fresh 


2.46 Fresh 


2.25 Fresh 


3.16 Fresh 


11.50 Fresh 


5.34 Fresh 


3.97 Fresh 


1.74 Fresh 


2.17 Fresh 


3.01 Fresh 


3.27 Fresh 


1.89 Fresh 


8.99 Fresh 


0.91 Fresh 


0.42 Fresh 


1.17 Fresh 


1.02 Fresh 


5.86 Fresh 


6.99 Fresh 


1.92 Fresh 


8.96 Fresh 


3.01 Fresh 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Limestone 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Shale 

Non-command 

Shale 

Command 

Shale 

Non-command 

Shale 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Bhander Sandstone 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Shale 

Non-command 

Limestone 

Non-command 

Phyllite & Schist 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Shale 

Non-command 

Limestone 

Non-command 

Phyllite & Schist 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

9.73 

100 

90.27 

3.00 

2.71 

0.0020 

0.0102 

11.92 

100 

88.08 

3.00 

2.64 

0.0020 

0.0086 

15.67 

100 

84.33 

3.00 

2.53 

0.0020 

0.0121 

11.10 

100 

88.90 

3.00 

2.67 

0.0020 

0.0015 

8.55 

100 

91.45 

3.00 

2.74 

0.0020 

0.0000 

8.88 

100 

91.12 

3.00 

2.73 

0.0020 

0.0167 

9.77 

100 

90.23 

3.00 

2.71 

0.0020 

0.0154 

5.09 

100 

94.91 

3.00 

2.85 

0.0020 

0.0168 

10.16 

100 

89.84 

3.00 

2.70 

0.0020 

0.0143 

7.32 

120 

112.68 

4.00 

4.51 

0.0018 

0.0037 

7.32 

100 

92.68 

3.00 

2.78 

0.0020 

0.0018 

8.21 

120 

111.79 

10.00 

11.18 

0.0020 

0.0107 

8.21 

100 

91.79 

3.00 

2.75 

0.0020 

0.0373 

12.10 

100 

87.90 

3.00 

2.64 

0.0020 

0.0027 

14.99 

120 

105.01 

4.00 

4.20 

0.0018 

0.0114 

14.99 

100 

85.01 

3.00 

2.55 

0.0020 

0.0234 

10.18 

100 

89.82 

3.00 

2.69 

0.0020 

0.0932 

10.18 

100 

89.82 

3.00 

2.69 

0.0020 

0.2364 

8.57 

100 

91.43 

3.00 

2.74 

0.0020 

0.0224 

8.41 

100 

91.59 

3.00 

2.75 

0.0020 

0.0327 

12.62 

100 

87.38 

3.00 

2.62 

0.0020 

0.0015 

13.44 

300 

286.56 

8.00 

22.92 

0.0015 

0.0496 

13.15 

300 

286.85 

8.00 

22.95 

0.0015 

0.0067 

12.89 

300 

287.11 

8.00 

22.97 

0.0015 

0.0469 

12.89 

300 

287.11 

8.00 

22.97 

0.0015 

0.0146 

16.36 

120 

103.64 

5.00 

5.18 

0.0012 

0.0147 

18.30 

120 

101.70 

5.00 

5.09 

0.0012 

0.0131 

10.35 

120 

109.65 

5.00 

5.48 

0.0012 

0.0037 

10.35 

120 

109.65 

5.00 

5.48 

0.0012 

0.0162 

35.95 

150 

114.05 

5.00 

5.70 

0.0015 

0.0763 

12.84 

300 

287.16 

7.00 

20.10 

0.0014 

0.1333 

41.81 

120 

78.19 

5.00 

3.91 

0.0012 

0.0176 

41.81 

120 

78.19 

5.00 

3.91 

0.0012 

0.0003 

15.27 

120 

104.73 

5.00 

5.24 

0.0012 

0.0105 

11.09 

300 

288.91 

7.00 

20.22 

0.0015 

0.0580 

10.73 

200 

189.27 

8.00 

15.14 

0.0025 

0.1075 

15.44 

120 

104.57 

5.00 

5.23 

0.0012 

0.0019 

15.44 

300 

284.57 

7.00 

19.92 

0.0015 

0.0538 

13.25 

300 

286.75 

8.00 

22.94 

0.0015 

0.0576 

18.92 

120 

101.08 

4.00 

4.04 

0.0018 

0.0576 

17.17 

120 

102.83 

5.00 

5.14 

0.0012 

0.0054 

12.70 

120 

107.30 

5.00 

5.36 

0.0012 

0.0025 

16.20 

300 

283.80 

7.00 

19.87 

0.0015 

0.0348 

13.16 

300 

286.84 

8.00 

22.95 

0.0020 

0.0187 

13.16 

120 

106.84 

5.00 

5.34 

0.0012 

0.0014 

13.16 

300 

286.84 

7.00 

20.08 

0.0015 

0.0113 

12.75 

300 

287.25 

7.00 

20.11 

0.0014 

0.0439 

15.53 

300 

284.47 

8.00 

22.76 

0.0015 

0.0465 

15.53 

300 

284.47 

8.00 

22.76 

0.0015 

0.1771 

12.79 

300 

287.21 

8.00 

22.98 

0.0015 

0.0001 

6.96 

160 

153.04 

6.00 

9.18 

0.0010 

0.0079 

19.48 

120 

100.52 

5.00 

5.03 

0.0012 

0.0061 

19.48 

120 

100.52 

5.00 

5.03 

0.0012 

0.0113 

12.74 

120 

107.26 

4.00 

4.29 

0.0018 

0.0002 

12.74 

120 

107.26 

4.00 

4.29 

0.0018 

0.0273 































































































































































































































































































































































































































































































































































































































































































































































Basotha 

0829000303554000 

3.54 

Bassi 

0829000503600100 

14.11 


Bassi Fatehpur 

0829000303558700 

1.08 

Bawlas 

0829000103528100 

8.90 

Beelora 

0829000503610000 

2.91 


Beeramiyas 

0824000902902600 

3.42 

Beethalpura 

0824001102935700 

2.89 

Bhadi Khera 

0829000503605900 

1.97 

Bhairoosingh Ka Khera 

0829000503598600 

1.36 

Bhand Ka Khera 

0824001102936200 

1.27 


Bhanpi_|0829000203537900 | 6.32 


Bhanwariya Kalan_|0829000303558800 | 2.41 


Bhanwariya Khurd 

0829000303559000 

3.33 

Bharenda 

0824001102941900 

3.65 


Command 

Fresh Non-command 

Fresh Command 

Non-command 
Fresh Non-command 

Fresh Non-command 

Fresh Non-command 

Non-command 
Fresh Non-command 

Fresh Command 

Fresh Non-command 

Fresh Command 

Fresh Non-command 

Command 

Fresh Non-command 

Non-command 
Fresh Non-command 

Non-command 
Fresh Non-command 


Fresh Non-command 


Hydrogeological Unit 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Shale 


Gneisses(B.G.C.) 


Shale 


Shale 


Limestone 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Limestone 


Shale 


Shale 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Bhander Sandstone 


Limestone 


Shale 


Shale 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Shale 


Gneisses(B.G.C) 


Shale 


Gneisses(B.G.C.) 


Phyllite & Schist 


Shale 


Phyllite & Schist 


Shale 


Shale 


Shale 


Limestone 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Shale 


Gneisses(B.G.C) 


Phyllite & Schist 


Shale 


Shale 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Limestone 


Shale 


Shale 


Limestone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

16.27 

120 

103.73 

5.00 

5.19 

0.0012 

0.0059 

16.27 

120 

103.73 

5.00 

5.19 

0.0012 

0.0016 

15.29 

120 

104.71 

5.00 

5.24 

0.0012 

0.0003 

15.29 

300 

284.71 

8.00 

22.78 

0.0015 

0.2238 

15.29 

120 

104.71 

5.00 

5.24 

0.0012 

0.0000 

15.29 

300 

284.71 

8.00 

22.78 

0.0015 

0.1403 

16.16 

300 

283.84 

7.00 

19.87 

0.0015 

0.1143 

9.12 

300 

290.88 

8.00 

23.27 

0.0020 

0.0934 

41.72 

120 

78.28 

5.00 

3.91 

0.0012 

0.0176 

41.72 

120 

78.28 

5.00 

3.91 

0.0012 

0.0014 

21.93 

120 

98.07 

5.00 

4.90 

0.0012 

0.0008 

21.93 

120 

98.07 

5.00 

4.90 

0.0012 

0.0031 

15.71 

300 

284.29 

8.00 

22.74 

0.0020 

0.0015 

15.71 

300 

284.29 

7.00 

19.90 

0.0015 

0.1420 

12.61 

300 

287.39 

8.00 

22.99 

0.0015 

0.0012 

11.62 

120 

108.38 

5.00 

5.42 

0.0012 

0.0004 

11.62 

120 

108.38 

5.00 

5.42 

0.0012 

0.0086 

11.62 

120 

108.38 

5.00 

5.42 

0.0012 

0.0053 

11.62 

120 

108.38 

5.00 

5.42 

0.0012 

0.0119 

15.74 

120 

104.26 

5.00 

5.21 

0.0012 

0.0083 

5.60 

300 

294.40 

7.00 

20.61 

0.0014 

0.0848 

5.60 

300 

294.40 

8.00 

23.55 

0.0020 

0.0748 

13.44 

300 

286.56 

8.00 

22.93 

0.0015 

0.0482 

12.89 

300 

287.11 

8.00 

22.97 

0.0015 

0.0024 

10.73 

120 

109.27 

4.00 

4.37 

0.0018 

0.0133 

11.63 

150 

138.37 

5.00 

6.92 

0.0015 

0.0747 

11.63 

120 

108.37 

4.00 

4.33 

0.0018 

0.0886 

11.63 

120 

108.37 

4.00 

4.33 

0.0018 

0.0007 

7.32 

120 

112.68 

5.00 

5.63 

0.0012 

0.0005 

7.32 

300 

292.68 

7.00 

20.49 

0.0015 

0.0189 

7.32 

120 

112.68 

5.00 

5.63 

0.0012 

0.0092 

7.32 

300 

292.68 

7.00 

20.49 

0.0015 

0.0020 

19.22 

120 

100.78 

5.00 

5.04 

0.0012 

0.0131 

11.97 

120 

108.03 

4.00 

4.32 

0.0018 

0.0532 

11.97 

300 

288.03 

7.00 

20.16 

0.0015 

0.0130 

11.97 

120 

108.03 

4.00 

4.32 

0.0018 

0.0477 

12.54 

300 

287.46 

7.00 

20.12 

0.0015 

0.0870 

12.51 

300 

287.49 

8.00 

23.00 

0.0015 

0.2125 

12.51 

300 

287.49 

8.00 

23.00 

0.0015 

0.2061 

13.76 

300 

286.24 

8.00 

22.90 

0.0020 

0.0497 

19.88 

120 

100.12 

5.00 

5.01 

0.0012 

0.0031 

19.54 

120 

100.46 

5.00 

5.02 

0.0012 

0.0000 

19.54 

300 

280.46 

8.00 

22.44 

0.0015 

0.0092 

40.93 

150 

109.07 

5.00 

5.45 

0.0015 

0.0280 

13.25 

120 

106.75 

4.00 

4.27 

0.0018 

0.0222 

13.37 

300 

286.63 

8.00 

22.93 

0.0015 

0.0679 

12.85 

300 

287.15 

8.00 

22.97 

0.0015 

0.0468 

13.82 

120 

106.18 

4.00 

4.25 

0.0018 

0.0093 

13.82 

120 

106.18 

4.00 

4.25 

0.0018 

0.0004 

21.85 

120 

98.15 

5.00 

4.91 

0.0012 

0.0329 

21.85 

120 

98.15 

5.00 

4.91 

0.0012 

0.0027 

15.57 

300 

284.43 

8.00 

22.75 

0.0020 

0.0002 

15.57 

300 

284.43 

7.00 

19.91 

0.0015 

0.0720 

16.23 

300 

283.77 

7.00 

19.86 

0.0015 

0.0612 

11.95 

200 

188.05 

8.00 

15.04 

0.0025 

0.1123 






















































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Limestone 


Shale 


Bhander Sandstone 


Shale 


Shale 


Shale 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Shale 


Gneisses(B.G.C.) 


Shale 


Phyllite & Schist 


Shale 


Phyllite & Schist 


Shale 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Shale 


Bhander Sandstone 


Phyllite & Schist 


Shale 


Shale 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Shale 


Gneisses(B.G.C) 


Phyllite & Schist 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Limestone 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Shale 


Limestone 


Phyllite & Schist 


Shale 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Shale 


Gneisses(B.G.C) 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.95 

120 

108.05 

4.00 

4.32 

0.0018 

0.0049 

22.83 

120 

97.17 

5.00 

4.86 

0.0012 

0.0172 

14.42 

120 

105.59 

5.00 

5.28 

0.0012 

0.0092 

24.11 

120 

95.89 

5.00 

4.79 

0.0012 

0.0222 

21.64 

120 

98.36 

5.00 

4.92 

0.0012 

0.0199 

17.08 

120 

102.92 

5.00 

5.15 

0.0012 

0.0129 

15.21 

300 

284.79 

8.00 

22.78 

0.0020 

0.0085 

15.21 

300 

284.79 

7.00 

19.94 

0.0015 

0.0369 

12.56 

300 

287.44 

7.00 

20.12 

0.0014 

0.0280 

15.02 

300 

284.98 

8.00 

22.80 

0.0015 

0.0037 

15.02 

300 

284.98 

8.00 

22.80 

0.0015 

0.1909 

13.18 

300 

286.82 

8.00 

22.95 

0.0015 

0.0183 

12.77 

120 

107.23 

5.00 

5.36 

0.0012 

0.0001 

12.77 

120 

107.23 

5.00 

5.36 

0.0012 

0.0096 

9.33 

120 

110.67 

5.00 

5.53 

0.0012 

0.0066 

9.33 

300 

290.67 

8.00 

23.25 

0.0015 

0.0470 

9.33 

120 

110.67 

5.00 

5.53 

0.0012 

0.0007 

12.90 

300 

287.10 

8.00 

22.97 

0.0015 

0.0022 

31.55 

120 

88.45 

5.00 

4.42 

0.0012 

0.0074 

13.04 

300 

286.96 

7.00 

20.09 

0.0015 

0.2962 

19.83 

120 

100.17 

4.00 

4.01 

0.0018 

0.0115 

11.17 

300 

288.83 

8.00 

23.11 

0.0015 

0.0307 

15.96 

120 

104.04 

5.00 

5.20 

0.0012 

0.0406 

11.64 

120 

108.36 

4.00 

4.33 

0.0018 

0.0081 

11.64 

120 

108.36 

4.00 

4.33 

0.0018 

0.0381 

17.89 

300 

282.11 

8.00 

22.57 

0.0015 

0.0103 

10.60 

160 

149.40 

6.00 

8.96 

0.0010 

0.0004 

29.46 

120 

90.54 

5.00 

4.53 

0.0012 

0.0103 

13.23 

300 

286.77 

8.00 

22.94 

0.0015 

0.0336 

13.17 

300 

286.83 

8.00 

22.95 

0.0015 

0.0008 

14.19 

120 

105.81 

5.00 

5.29 

0.0012 

0.0177 

15.85 

120 

104.15 

5.00 

5.21 

0.0012 

0.0004 

15.85 

120 

104.15 

5.00 

5.21 

0.0012 

0.0216 

18.34 

120 

101.66 

5.00 

5.08 

0.0012 

0.0281 

21.18 

120 

98.82 

5.00 

4.94 

0.0012 

0.0528 

21.18 

120 

98.82 

5.00 

4.94 

0.0012 

0.0034 

12.23 

300 

287.77 

7.00 

20.14 

0.0015 

0.0345 

24.07 

120 

95.93 

5.00 

4.80 

0.0012 

0.0604 

13.36 

120 

106.64 

4.00 

4.27 

0.0018 

0.0184 

14.09 

300 

285.91 

7.00 

20.01 

0.0014 

0.0874 

14.09 

300 

285.91 

7.00 

20.01 

0.0015 

0.0401 

11.09 

300 

288.91 

7.00 

20.22 

0.0014 

0.0515 

11.09 

300 

288.91 

8.00 

23.11 

0.0020 

0.1861 

26.65 

120 

93.35 

5.00 

4.67 

0.0012 

0.0064 

12.00 

150 

138.00 

5.00 

6.90 

0.0015 

0.0000 

12.00 

120 

108.00 

4.00 

4.32 

0.0018 

0.0022 

12.67 

300 

287.33 

7.00 

20.11 

0.0015 

0.0491 

11.14 

200 

188.86 

8.00 

15.11 

0.0025 

0.0475 

11.14 

120 

108.86 

4.00 

4.35 

0.0018 

0.0018 

13.76 

300 

286.24 

8.00 

22.90 

0.0015 

0.0441 

18.77 

120 

101.23 

5.00 

5.06 

0.0012 

0.0084 

22.78 

120 

97.22 

5.00 

4.86 

0.0012 

0.0268 

15.60 

300 

284.40 

7.00 

19.91 

0.0015 

0.0344 

26.77 

150 

123.23 

5.00 

6.16 

0.0015 

0.0031 

26.77 

120 

93.23 

4.00 

3.73 

0.0018 

0.0008 






















































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Gneisses(B.G.C.) 


Shale 


Phyllite & Schist 


Phyllite & Schist 


Limestone 


Gneisses(B.G.C) 


Limestone 


Shale 


Gneisses(B.G.C.) 


Limestone 


Shale 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Shale 


Phyllite & Schist 


Gneisses(B.G.C) 


Limestone 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Shale 


Gneisses(B.G.C.) 


Bhander Sandstone 


Limestone 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Bhander Sandstone 


Limestone 


Phyllite & Schist 


Shale 


Shale 


Phyllite & Schist 


Phyllite & Schist 


Shale 


Shale 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Shale 


Phyllite & Schist 


Shale 


Shale 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Limestone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.91 

120 

107.09 

5.00 

5.35 

0.0012 

0.0001 

12.91 

300 

287.09 

8.00 

22.97 

0.0015 

0.0698 

11.65 

120 

108.35 

5.00 

5.42 

0.0012 

0.0017 

11.65 

120 

108.35 

5.00 

5.42 

0.0012 

0.0046 

10.11 

200 

189.89 

8.00 

15.19 

0.0025 

0.0245 

14.40 

120 

105.60 

5.00 

5.28 

0.0012 

0.0048 

14.40 

300 

285.60 

8.00 

22.85 

0.0020 

0.0001 

14.40 

300 

285.60 

8.00 

22.85 

0.0015 

0.0035 

14.40 

120 

105.60 

5.00 

5.28 

0.0012 

0.0443 

14.40 

300 

285.60 

8.00 

22.85 

0.0020 

0.0390 

14.40 

300 

285.60 

8.00 

22.85 

0.0015 

0.0128 

12.69 

150 

137.31 

5.00 

6.87 

0.0015 

0.0629 

18.60 

120 

101.40 

5.00 

5.07 

0.0012 

0.0377 

16.91 

120 

103.09 

5.00 

5.15 

0.0012 

0.0168 

6.74 

120 

113.26 

5.00 

5.66 

0.0012 

0.0045 

6.74 

120 

113.26 

5.00 

5.66 

0.0012 

0.0234 

8.69 

120 

111.31 

5.00 

5.57 

0.0012 

0.0141 

17.82 

120 

102.18 

5.00 

5.11 

0.0012 

0.0038 

17.82 

120 

102.18 

5.00 

5.11 

0.0012 

0.0028 

17.82 

300 

282.18 

8.00 

22.57 

0.0015 

0.0414 

15.51 

120 

104.49 

5.00 

5.22 

0.0012 

0.0182 

14.67 

120 

105.33 

5.00 

5.27 

0.0012 

0.0100 

14.67 

300 

285.33 

8.00 

22.83 

0.0020 

0.0063 

20.22 

150 

129.78 

5.00 

6.49 

0.0015 

0.0172 

12.73 

120 

107.27 

5.00 

5.36 

0.0012 

0.0008 

12.73 

300 

287.27 

8.00 

22.98 

0.0015 

0.0157 

12.73 

120 

107.27 

5.00 

5.36 

0.0012 

0.0004 

10.34 

160 

149.66 

6.00 

8.98 

0.0010 

0.0209 

10.34 

200 

189.66 

8.00 

15.17 

0.0025 

0.2313 

33.07 

120 

86.93 

5.00 

4.35 

0.0012 

0.0026 

33.07 

120 

86.93 

5.00 

4.35 

0.0012 

0.0043 

6.52 

120 

113.48 

5.00 

5.67 

0.0012 

0.0047 

19.49 

120 

100.51 

5.00 

5.03 

0.0012 

0.0197 

13.78 

160 

146.22 

6.00 

8.77 

0.0010 

0.0001 

13.78 

200 

186.22 

8.00 

14.90 

0.0025 

0.2198 

13.78 

120 

106.22 

4.00 

4.25 

0.0018 

0.0005 

12.73 

300 

287.27 

7.00 

20.11 

0.0015 

0.0814 

12.48 

300 

287.52 

8.00 

23.00 

0.0015 

0.0003 

26.45 

120 

93.55 

5.00 

4.68 

0.0012 

0.0470 

10.40 

120 

109.60 

5.00 

5.48 

0.0012 

0.0007 

10.40 

300 

289.60 

7.00 

20.27 

0.0015 

0.1554 

14.27 

300 

285.73 

7.00 

20.00 

0.0015 

0.0393 

18.83 

120 

101.17 

5.00 

5.06 

0.0012 

0.0133 

14.15 

120 

105.85 

4.00 

4.23 

0.0018 

0.0013 

14.15 

120 

105.85 

4.00 

4.23 

0.0018 

0.0000 

11.88 

120 

108.12 

4.00 

4.32 

0.0018 

0.0161 

12.64 

120 

107.36 

4.00 

4.29 

0.0018 

0.0127 

12.64 

300 

287.36 

7.00 

20.12 

0.0015 

0.0000 

12.64 

120 

107.36 

4.00 

4.29 

0.0018 

0.0017 

13.30 

300 

286.70 

8.00 

22.94 

0.0015 

0.0534 

13.30 

300 

286.70 

8.00 

22.94 

0.0015 

0.1379 

12.69 

120 

107.31 

4.00 

4.29 

0.0018 

0.0499 

11.49 

120 

108.51 

4.00 

4.34 

0.0018 

0.0199 

15.32 

120 

104.68 

5.00 

5.23 

0.0012 

0.0353 

15.32 

300 

284.68 

8.00 

22.77 

0.0020 

0.0408 





















































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Bhander Sandstone 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Shale 


Gneisses(B.G.C.) 


Shale 


Gneisses(B.G.C) 


Shale 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Shale 


Shale 


Shale 


Shale 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Bhander Sandstone 


Limestone 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Bhander Sandstone 


Shale 


Shale 


Shale 


Shale 


Bhander Sandstone 


Shale 


Shale 


Gneisses(B.G.C.) 


Limestone 


Shale 


Shale 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Shale 


Limestone 


Shale 


Gneisses(B.G.C) 


Phyllite & Schist 


Shale 


Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

17.90 

120 

102.10 

5.00 

5.11 

0.0012 

0.0114 

20.69 

120 

99.31 

5.00 

4.97 

0.0012 

0.0245 

6.39 

300 

293.61 

7.00 

20.55 

0.0014 

0.1048 

17.42 

120 

102.58 

5.00 

5.13 

0.0012 

0.0001 

17.42 

120 

102.58 

5.00 

5.13 

0.0012 

0.0247 

12.94 

120 

107.06 

5.00 

5.35 

0.0012 

0.0041 

19.30 

120 

100.70 

5.00 

5.04 

0.0012 

0.0306 

17.61 

120 

102.39 

5.00 

5.12 

0.0012 

0.0153 

17.61 

120 

102.39 

5.00 

5.12 

0.0012 

0.0063 

11.69 

120 

108.31 

4.00 

4.33 

0.0018 

0.0511 

6.70 

120 

113.30 

5.00 

5.66 

0.0012 

0.0524 

6.70 

300 

293.30 

7.00 

20.53 

0.0015 

0.0577 

15.14 

120 

104.86 

5.00 

5.24 

0.0012 

0.0019 

15.14 

300 

284.86 

8.00 

22.79 

0.0015 

0.0011 

15.14 

120 

104.86 

5.00 

5.24 

0.0012 

0.0000 

14.41 

300 

285.59 

8.00 

22.85 

0.0015 

0.0937 

20.38 

120 

99.62 

5.00 

4.98 

0.0012 

0.0057 

15.22 

120 

104.78 

5.00 

5.24 

0.0012 

0.0419 

11.56 

300 

288.44 

7.00 

20.19 

0.0015 

0.0555 

13.43 

300 

286.57 

8.00 

22.93 

0.0015 

0.0007 

13.43 

300 

286.57 

8.00 

22.93 

0.0015 

0.3257 

13.51 

300 

286.49 

8.00 

22.92 

0.0015 

0.0402 

15.16 

120 

104.84 

5.00 

5.24 

0.0012 

0.0077 

20.58 

120 

99.42 

5.00 

4.97 

0.0012 

0.0106 

13.71 

120 

106.29 

5.00 

5.31 

0.0012 

0.0563 

13.71 

120 

106.29 

5.00 

5.31 

0.0012 

0.0572 

13.31 

160 

146.69 

6.00 

8.80 

0.0010 

0.0004 

13.31 

200 

186.69 

8.00 

14.93 

0.0025 

0.0005 

19.78 

120 

100.22 

5.00 

5.01 

0.0012 

0.0033 

19.78 

120 

100.22 

5.00 

5.01 

0.0012 

0.0079 

29.97 

120 

90.03 

5.00 

4.50 

0.0012 

0.0168 

16.69 

120 

103.31 

5.00 

5.17 

0.0012 

0.0272 

13.01 

300 

286.99 

7.00 

20.09 

0.0014 

0.0251 

15.76 

300 

284.24 

8.00 

22.74 

0.0015 

0.0132 

13.38 

300 

286.62 

8.00 

22.93 

0.0015 

0.0981 

13.38 

300 

286.62 

8.00 

22.93 

0.0015 

0.1698 

12.66 

300 

287.34 

8.00 

22.99 

0.0015 

0.0005 

15.42 

160 

144.58 

6.00 

8.68 

0.0010 

0.0025 

12.80 

300 

287.20 

7.00 

20.10 

0.0015 

0.0026 

14.69 

300 

285.31 

7.00 

19.97 

0.0015 

0.0492 

27.13 

120 

92.88 

5.00 

4.64 

0.0012 

0.0003 

12.78 

300 

287.22 

8.00 

22.98 

0.0020 

0.0648 

12.78 

300 

287.22 

7.00 

20.11 

0.0015 

0.0024 

12.47 

300 

287.53 

8.00 

23.00 

0.0015 

0.0005 

13.11 

120 

106.89 

4.00 

4.28 

0.0018 

0.0281 

16.34 

120 

103.66 

5.00 

5.18 

0.0012 

0.0043 

16.34 

120 

103.66 

5.00 

5.18 

0.0012 

0.0049 

32.68 

120 

87.32 

5.00 

4.37 

0.0012 

0.0029 

15.76 

300 

284.24 

7.00 

19.90 

0.0015 

0.0463 

15.26 

300 

284.74 

8.00 

22.78 

0.0020 

0.0591 

15.26 

300 

284.74 

7.00 

19.93 

0.0015 

0.0020 

17.37 

120 

102.63 

5.00 

5.13 

0.0012 

0.0234 

20.15 

120 

99.85 

4.00 

3.99 

0.0018 

0.0361 

6.97 

300 

293.03 

7.00 

20.51 

0.0015 

0.0446 

6.97 

120 

113.03 

5.00 

5.65 

0.0012 

0.0067 
























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone (Fresh 
/ Saline) 



Type of Area 

(Command / Non- Hydrogeological Unit 
command) 


Hamerpura 


Hardeopura 


Haripura 


Haron Ka Khera 


Harpura 


Heengwaniya 


Indora 


Itawa 


Jainagar 


Jaisinghpura 


Jalampura 


Jaleri 


Jalki Ka Khera 


Jawalion Ka Khera 


Jawasiya 


Jeetya 


Jeewakhera 


Jeewanayak Ka Khera 


Jharol 


Jityas 


Jodhsingh Ka Khera 


Jojron Ka Khera 


Jojwa 


Kabra 


Kachnariya 


Kaliyas 


Kanakpura 


Kanwarji Ka Khera 


Kanwarpura 


Kara Kara 


Karediya 


Kartiyas 


Kasara Kheri 


Kasedi 


0829000203539700 


0829000303555800 


0829000303556800 


0829000303550100 


0829000303550300 


0824001102934600 


0829000203540000 


0829000303550700 


0829000203539300 


0829000503601100 


0829000303560400 


0824001202947600 


0829000203540800 


0829000203537400 


0829000203538300 


0824000902902000 


0824000902901500 


0829000203541200 


0829000303556200 


0829000203542300 


0829000203543900 


0829000203538800 


0824001102935900 


0824000802881700 


0829000203545900 


0824000902902500 


0829000303555700 


0829000503603400 


0829000303548600 


0829000303547700 


0829000203545600 


0829000203536900 


0829000503595200 


0829000203534900 


3.26 Fresh 


5.84 Fresh 


0.67 Fresh 


1.54 Fresh 



0.75 Fresh 


2.75 Fresh 


9.43 Fresh 


2.45 Fresh 



2.58 Fresh 


2.02 Fresh 


2.50 Fresh 


4.72 Fresh 


0.61 Fresh 


2.44 Fresh 


11.63 Fresh 


5.48 Fresh 


2.02 Fresh 


0.88 Fresh 


0.99 Fresh 


3.34 Fresh 


3.19 Fresh 


6.84 Fresh 


9.16 Fresh 


1.26 Fresh 


5.10 Fresh 



1.50 Fresh 


2.19 Fresh 


2.20 Fresh 


1.07 Fresh 


2.20 Fresh 


4.92 Fresh 


4.56 Fresh 


1.97 Fresh 


12.06 Fresh 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Command 


Command 


Command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Shale 


Gneisses(B.G.C) 


Phyllite & Schist 


Shale 


Shale 


Gneisses(B.G.C) 


Phyllite & Schist 


Shale 


Gneisses(B.G.C.) 


Shale 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Shale 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Shale 


Gneisses(B.G.C.) 


Bhander Sandstone 


Shale 


Gneisses(B.G.C) 


Phyllite & Schist 


Shale 


Bhander Sandstone 


Bhander Sandstone 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Shale 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Shale 


Phyllite & Schist 


Shale 


Shale 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

6.97 

300 

293.03 

7.00 

20.51 

0.0015 

0.0200 

20.05 

120 

99.95 

5.00 

5.00 

0.0012 

0.0165 

15.07 

120 

104.93 

5.00 

5.25 

0.0012 

0.0056 

15.07 

300 

284.93 

7.00 

19.95 

0.0015 

0.1112 

16.15 

300 

283.85 

7.00 

19.87 

0.0015 

0.0199 

8.79 

120 

111.21 

5.00 

5.56 

0.0012 

0.0027 

8.79 

120 

111.21 

5.00 

5.56 

0.0012 

0.0020 

8.79 

300 

291.21 

7.00 

20.38 

0.0015 

0.0065 

8.79 

120 

111.21 

5.00 

5.56 

0.0012 

0.0022 

7.58 

300 

292.42 

7.00 

20.47 

0.0015 

0.0229 

12.19 

120 

107.81 

4.00 

4.31 

0.0018 

0.0213 

20.58 

120 

99.42 

5.00 

4.97 

0.0012 

0.0539 

9.75 

120 

110.25 

5.00 

5.51 

0.0012 

0.0131 

9.75 

300 

290.25 

7.00 

20.32 

0.0015 

0.0119 

16.89 

120 

103.11 

5.00 

5.16 

0.0012 

0.0062 

16.89 

120 

103.11 

5.00 

5.16 

0.0012 

0.0030 

13.28 

120 

106.72 

5.00 

5.34 

0.0012 

0.0033 

13.28 

300 

286.72 

8.00 

22.94 

0.0015 

0.0289 

13.28 

120 

106.72 

5.00 

5.34 

0.0012 

0.0034 

15.41 

300 

284.59 

7.00 

19.92 

0.0014 

0.0003 

15.41 

300 

284.59 

7.00 

19.92 

0.0015 

0.0708 

21.53 

120 

98.47 

5.00 

4.92 

0.0012 

0.0046 

21.53 

120 

98.47 

5.00 

4.92 

0.0012 

0.0100 

12.94 

300 

287.06 

8.00 

22.96 

0.0015 

0.0003 

12.67 

300 

287.33 

7.00 

20.11 

0.0014 

0.0677 

12.68 

160 

147.32 

6.00 

8.84 

0.0010 

0.0257 

14.07 

120 

105.93 

5.00 

5.30 

0.0012 

0.0037 

43.51 

120 

76.49 

5.00 

3.82 

0.0012 

0.0107 

21.17 

120 

98.83 

5.00 

4.94 

0.0012 

0.0027 

21.17 

120 

98.83 

5.00 

4.94 

0.0012 

0.0634 

13.82 

150 

136.18 

5.00 

6.81 

0.0015 

0.0363 

11.55 

120 

108.45 

4.00 

4.34 

0.0018 

0.0077 

18.24 

120 

101.76 

5.00 

5.09 

0.0012 

0.0051 

16.01 

300 

283.99 

7.00 

19.88 

0.0015 

0.0296 

17.58 

120 

102.42 

5.00 

5.12 

0.0012 

0.0131 

17.58 

120 

102.42 

5.00 

5.12 

0.0012 

0.0066 

19.20 

120 

100.80 

5.00 

5.04 

0.0012 

0.0185 

17.26 

120 

102.74 

5.00 

5.14 

0.0012 

0.0375 

13.30 

120 

106.70 

4.00 

4.27 

0.0018 

0.0704 

18.40 

120 

101.60 

4.00 

4.06 

0.0018 

0.0003 

21.70 

120 

98.30 

5.00 

4.91 

0.0012 

0.0252 

21.70 

120 

98.30 

5.00 

4.91 

0.0012 

0.0029 

14.17 

120 

105.83 

4.00 

4.23 

0.0018 

0.0109 

14.17 

300 

285.83 

7.00 

20.01 

0.0015 

0.1460 

28.00 

120 

92.00 

4.00 

3.68 

0.0018 

0.0099 

15.26 

300 

284.74 

7.00 

19.93 

0.0015 

0.0490 

13.11 

300 

286.89 

8.00 

22.95 

0.0015 

0.0047 

6.64 

120 

113.36 

5.00 

5.67 

0.0012 

0.0070 

14.05 

120 

105.95 

5.00 

5.30 

0.0012 

0.0134 

19.15 

120 

100.85 

5.00 

5.04 

0.0012 

0.0285 

30.18 

120 

89.82 

5.00 

4.49 

0.0012 

0.0003 

30.18 

120 

89.82 

5.00 

4.49 

0.0012 

0.0232 

19.61 

120 

100.39 

5.00 

5.02 

0.0012 

0.0113 

24.90 

120 

95.10 

5.00 

4.75 

0.0012 

0.0118 

24.90 

120 

95.10 

5.00 

4.75 

0.0012 

0.0058 













































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Kashmor 


Kathodia 


Kati 


Katunda 


Kekariya 


Keljarka Khera 


Keljer 


Kerpura 


Khachrol 


Khangarji Ka Khera 


Kharkhanda 


Khera Bansati 


Kheri 


Kherli 


Khermaliya 


Kishanpuriya 


Kitiyas 


Kojoonda 


Kundaliya 


Kunwaliya 


Kuratiya 


Ladpura 


Ladupura 


Lakha Ka Khera 


Lakhan Ka Khera 


Lala Ka Khera 


Lalas 


Lalji Ka Khera 


Lalooduda Ka Khera @ Suit 


Lalsinghji Ka Khera 


Lambiya 


Laxmansingh Ji Ka Khera 


Laxmipura 


Census Code 


0829000503597100 


0829000503594500 


0829000203546400 


0829000303557000 


0824001102942800 


0829000503613900 


0829000503602900 


0829000303553000 


0824001102937300 


0824001102942000 


0829000203539900 


Zone (Fresh 
/ Saline) 



0829000503610700 


0829000303555500 


0829000203542400 


0829000303559500 



0829000303556100 


0829000303548400 


0829000203536400 


0829000303551800 


0829000203542000 


0829000203540200 


0829000303556600 


0829000503600400 


0824001102941800 


0829000203546900 


0829000503614500 


0829000203542100 


0829000203542200 


0829000203541600 


0829000503607700 


0829000203543300 


0829000203536300 


0829000203545200 


0829000203544600 


0829000203544900 


0829000303553100 



Type of Area 

(Command / Non- Hydrogeological Unit 
command) 



2.26 Fresh 


2.47 Fresh 


1.33 Fresh 


4.15 Fresh 



1.24 Fresh 


2.54 Fresh 


6.74 Fresh 


0.41 Fresh 


13.09 Fresh 


1.84 Fresh 


1.52 Fresh 


2.15 Fresh 


5.30 Fresh 


2.65 Fresh 


0.51 Fresh 


1.21 Fresh 


0.71 Fresh 


8.41 Fresh 


2.55 Fresh 


1.51 Fresh 


1.64 Fresh 


0.94 Fresh 


3.18 Fresh 


0.69 Fresh 


2.69 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Shale 


Phyllite & Schist 


Shale 


Shale 


Shale 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Shale 


Limestone 


Shale 


Gneisses(B.G.C) 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Limestone 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Shale 


Gneisses(B.G.C.) 


Phyllite & Schist 


Shale 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Shale 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Limestone 


Gneisses(B.G.C.) 


Shale 


Limestone 


Gneisses(B.G.C) 


Shale 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Shale 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

24.41 

120 

95.59 

5.00 

4.78 

0.0012 

0.0286 

26.96 

120 

93.04 

5.00 

4.65 

0.0012 

0.0143 

21.78 

120 

98.22 

5.00 

4.91 

0.0012 

0.0475 

16.22 

300 

283.78 

7.00 

19.86 

0.0015 

0.3499 

13.38 

120 

106.62 

4.00 

4.26 

0.0018 

0.0166 

14.44 

300 

285.56 

8.00 

22.85 

0.0015 

0.0998 

12.97 

300 

287.03 

8.00 

22.96 

0.0015 

0.0600 

10.54 

300 

289.46 

7.00 

20.26 

0.0015 

0.1124 

13.54 

120 

106.46 

4.00 

4.26 

0.0018 

0.0028 

12.38 

120 

107.62 

4.00 

4.30 

0.0018 

0.0256 

20.90 

120 

99.10 

5.00 

4.96 

0.0012 

0.0552 

20.90 

120 

99.10 

5.00 

4.96 

0.0012 

0.0187 

11.51 

120 

108.49 

4.00 

4.34 

0.0018 

0.0469 

11.51 

120 

108.49 

4.00 

4.34 

0.0018 

0.0008 

13.77 

120 

106.23 

4.00 

4.25 

0.0018 

0.0684 

13.77 

120 

106.23 

4.00 

4.25 

0.0018 

0.0098 

19.63 

300 

280.37 

8.00 

22.43 

0.0015 

0.0003 

14.77 

300 

285.23 

8.00 

22.82 

0.0020 

0.0583 

14.77 

300 

285.23 

7.00 

19.97 

0.0015 

0.0358 

18.02 

120 

101.98 

5.00 

5.10 

0.0012 

0.0078 

15.95 

300 

284.05 

7.00 

19.88 

0.0014 

0.0000 

15.95 

300 

284.05 

7.00 

19.88 

0.0015 

0.0810 

14.55 

160 

145.45 

6.00 

8.73 

0.0010 

0.0022 

14.55 

200 

185.45 

8.00 

14.84 

0.0025 

0.1266 

12.94 

120 

107.06 

5.00 

5.35 

0.0012 

0.0028 

12.94 

120 

107.06 

5.00 

5.35 

0.0012 

0.0592 

11.08 

120 

108.92 

5.00 

5.45 

0.0012 

0.0026 

11.08 

300 

288.92 

7.00 

20.22 

0.0015 

0.0794 

16.98 

120 

103.02 

5.00 

5.15 

0.0012 

0.0029 

16.98 

120 

103.02 

5.00 

5.15 

0.0012 

0.0020 

15.94 

300 

284.06 

7.00 

19.88 

0.0015 

0.0344 

7.17 

120 

112.83 

5.00 

5.64 

0.0012 

0.0165 

19.61 

120 

100.39 

5.00 

5.02 

0.0012 

0.0006 

19.61 

120 

100.39 

5.00 

5.02 

0.0012 

0.0383 

12.80 

300 

287.20 

7.00 

20.10 

0.0015 

0.0028 

13.86 

120 

106.14 

5.00 

5.31 

0.0012 

0.0799 

19.99 

120 

100.01 

5.00 

5.00 

0.0012 

0.0106 

15.73 

300 

284.27 

8.00 

22.74 

0.0020 

0.0689 

10.47 

120 

109.53 

5.00 

5.48 

0.0012 

0.0013 

10.47 

300 

289.53 

8.00 

23.16 

0.0015 

0.0673 

10.86 

200 

189.14 

8.00 

15.13 

0.0025 

0.2003 

17.20 

120 

102.80 

5.00 

5.14 

0.0012 

0.0157 

12.87 

300 

287.13 

8.00 

22.97 

0.0015 

0.0045 

15.09 

120 

104.91 

5.00 

5.25 

0.0012 

0.0073 

15.55 

120 

104.45 

5.00 

5.22 

0.0012 

0.0043 

15.16 

120 

104.84 

5.00 

5.24 

0.0012 

0.0486 

15.16 

120 

104.84 

5.00 

5.24 

0.0012 

0.0021 

15.20 

120 

104.80 

5.00 

5.24 

0.0012 

0.0153 

17.00 

120 

103.00 

5.00 

5.15 

0.0012 

0.0089 

17.83 

120 

102.17 

5.00 

5.11 

0.0012 

0.0022 

17.83 

120 

102.17 

5.00 

5.11 

0.0012 

0.0073 

13.44 

120 

106.56 

5.00 

5.33 

0.0012 

0.0054 

15.22 

120 

104.78 

5.00 

5.24 

0.0012 

0.0154 

13.14 

120 

106.86 

5.00 

5.34 

0.0012 

0.0043 

11.50 

300 

288.50 

7.00 

20.20 

0.0015 

0.0808 




























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Leerdi 


Leerdi Khera 


Lodhiyana 


Lohariya 


Madhopur 


Mahesara 


Mahtaji Ka Khera 


Makhangunj 


Makhanpura 


Mandaldeh 


Mandalgarh 


Mandawari 


Mandi Nathan 


Mandpiya 


Mango Dara 


Mankari 


Manpuriya 


Mansingh Ji Ka Khera 


Marna 


Mayra 


Meenonka Kanthariya 


Meghniwas 


Mehtab Singhji Ka Khera 


Menal 


Meri Khera 


Mewasa 


Modsingh Ki Chawki 


Mokhampura 


Mokhamsingh Ji Ka Khera 


Census Code 


0829000303548900 


0829000203537600 


0824001102936000 


0829000303549200 


0829000303555000 


0829000303552500 


0829000303549700 



0829000503595600 


0824001142407000 


0829000303552900 


0829000303560200 


0824001102936300 


0824001102935800 


0829000203538000 


0829000503598700 


0824000902903000 


0829000503602800 


0829000203541700 


0829000203544400 


0829000303558900 


0829000503603200 


0829000503610900 


0829000303557200 


0829000203536200 


0829000303563700 


0829000203547300 


0829000203538700 


0829000203544700 


0829000203541300 


0829000203540600 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Command 

Phyllite & Schist 

Fresh 

Non-command 

Gneisses(B.G.C) 


2.96 Fresh 


22.86 Fresh 



1.50 Fresh 



3.62 Fresh 


58.00 Fresh 


1.11 Fresh 


8.88 Fresh 


0.61 Fresh 


1.09 Fresh 


5.57 Fresh 



1.64 Fresh 


12.62 Fresh 



1.09 Fresh 


0.63 Fresh 




Moon Ka Khera 


0829000203536700 


2.55 Fresh 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Gneisses(B.G.C.) 


Shale 


Bhander Sandstone 


Shale 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Shale 


Shale 


Gneisses(B.G.C) 


Shale 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Limestone 


Phyllite & Schist 


Phyllite & Schist 


Shale 


Bhander Sandstone 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Shale 


Shale 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Shale 


Shale 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Shale 


Shale 


Shale 


Shale 


Phyllite & Schist 


Bhander Sandstone 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

10.13 

120 

109.87 

5.00 

5.49 

0.0012 

0.0163 

40.36 

120 

79.64 

5.00 

3.98 

0.0012 

0.0120 

13.37 

120 

106.63 

4.00 

4.27 

0.0018 

0.0091 

13.19 

120 

106.81 

5.00 

5.34 

0.0012 

0.0007 

13.19 

120 

106.81 

5.00 

5.34 

0.0012 

0.0202 

14.10 

300 

285.90 

7.00 

20.01 

0.0015 

0.0888 

12.81 

300 

287.19 

7.00 

20.10 

0.0014 

0.0037 

12.81 

300 

287.19 

7.00 

20.10 

0.0015 

0.3320 

12.20 

120 

107.80 

4.00 

4.31 

0.0018 

0.0377 

12.20 

120 

107.80 

4.00 

4.31 

0.0018 

0.0036 

12.26 

120 

107.74 

5.00 

5.39 

0.0012 

0.0025 

12.26 

300 

287.74 

7.00 

20.14 

0.0015 

0.0357 

6.62 

300 

293.38 

7.00 

20.54 

0.0015 

0.0005 

6.62 

120 

113.38 

5.00 

5.67 

0.0012 

0.0035 

6.62 

300 

293.38 

7.00 

20.54 

0.0015 

0.0289 

10.23 

120 

109.77 

5.00 

5.49 

0.0012 

0.0019 

10.23 

120 

109.77 

5.00 

5.49 

0.0012 

0.0053 

10.23 

120 

109.77 

5.00 

5.49 

0.0012 

0.0003 

26.76 

120 

93.24 

5.00 

4.66 

0.0012 

0.0194 

13.28 

200 

186.72 

8.00 

14.94 

0.0025 

0.1574 

13.28 

120 

106.72 

4.00 

4.27 

0.0018 

0.3387 

13.28 

120 

106.72 

4.00 

4.27 

0.0018 

0.0008 

10.51 

300 

289.49 

7.00 

20.26 

0.0015 

0.0336 

12.77 

300 

287.23 

7.00 

20.11 

0.0014 

0.0210 

13.92 

120 

106.08 

4.00 

4.24 

0.0018 

0.0025 

13.92 

120 

106.08 

4.00 

4.24 

0.0018 

0.0002 

13.22 

120 

106.78 

4.00 

4.27 

0.0018 

0.0084 

20.95 

120 

99.05 

5.00 

4.95 

0.0012 

0.0094 

20.95 

120 

99.05 

5.00 

4.95 

0.0012 

0.0223 

13.06 

120 

106.94 

4.00 

4.28 

0.0018 

0.0324 

13.06 

300 

286.94 

7.00 

20.09 

0.0015 

0.0011 

13.45 

300 

286.56 

8.00 

22.92 

0.0015 

0.0564 

20.92 

150 

129.08 

5.00 

6.45 

0.0015 

0.1222 

20.92 

150 

129.08 

5.00 

6.45 

0.0015 

0.0000 

12.68 

120 

107.32 

5.00 

5.37 

0.0012 

0.0008 

12.68 

300 

287.32 

8.00 

22.99 

0.0015 

0.0774 

13.47 

300 

286.53 

8.00 

22.92 

0.0015 

0.0309 

15.88 

120 

104.12 

5.00 

5.21 

0.0012 

0.0035 

15.88 

120 

104.12 

5.00 

5.21 

0.0012 

0.0003 

20.67 

120 

99.33 

5.00 

4.97 

0.0012 

0.0104 

15.99 

300 

284.01 

7.00 

19.88 

0.0015 

0.2326 

13.99 

300 

286.01 

8.00 

22.88 

0.0015 

0.0467 

18.79 

300 

281.21 

8.00 

22.50 

0.0015 

0.0877 

16.04 

300 

283.97 

7.00 

19.88 

0.0015 

0.0753 

21.04 

120 

98.96 

5.00 

4.95 

0.0012 

0.0086 

4.06 

300 

295.94 

7.00 

20.72 

0.0014 

0.1136 

16.52 

120 

103.48 

5.00 

5.17 

0.0012 

0.0153 

16.29 

120 

103.71 

5.00 

5.19 

0.0012 

0.0017 

17.00 

120 

103.00 

5.00 

5.15 

0.0012 

0.0061 

17.20 

120 

102.80 

5.00 

5.14 

0.0012 

0.0073 

15.01 

120 

104.99 

5.00 

5.25 

0.0012 

0.0032 

15.01 

120 

104.99 

5.00 

5.25 

0.0012 

0.0003 

13.49 

120 

106.51 

5.00 

5.33 

0.0012 

0.0000 

13.49 

120 

106.51 

5.00 

5.33 

0.0012 

0.0332 

26.02 

120 

93.98 

5.00 

4.70 

0.0012 

0.0138 









































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Shale 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Shale 


Gneisses(B.G.C) 


Shale 


Phyllite & Schist 


Shale 


Phyllite & Schist 


Phyllite & Schist 


Limestone 


Shale 


Bhander Sandstone 


Shale 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Shale 


Shale 


Gneisses(B.G.C) 


Phyllite & Schist 


Shale 


Limestone 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Bhander Sandstone 


Gneisses(B.G.C) 


Shale 


Gneisses(B.G.C.) 


Shale 


Gneisses(B.G.C) 


Shale 


Gneisses(B.G.C.) 


Shale 


Bhander Sandstone 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

17.62 

120 

102.38 

5.00 

5.12 

0.0012 

0.0104 

13.37 

120 

106.64 

4.00 

4.27 

0.0018 

0.0316 

13.37 

120 

106.64 

4.00 

4.27 

0.0018 

0.0116 

32.12 

120 

87.88 

5.00 

4.39 

0.0012 

0.0101 

10.68 

120 

109.32 

5.00 

5.47 

0.0012 

0.0000 

10.68 

120 

109.32 

5.00 

5.47 

0.0012 

0.0035 

10.68 

120 

109.32 

5.00 

5.47 

0.0012 

0.0224 

10.68 

120 

109.32 

5.00 

5.47 

0.0012 

0.0025 

23.05 

120 

96.95 

5.00 

4.85 

0.0012 

0.0255 

7.15 

120 

112.85 

5.00 

5.64 

0.0012 

0.0110 

7.15 

120 

112.85 

5.00 

5.64 

0.0012 

0.0137 

39.37 

150 

110.63 

5.00 

5.53 

0.0015 

0.0386 

13.27 

300 

286.73 

7.00 

20.07 

0.0015 

0.0715 

33.01 

120 

86.99 

5.00 

4.35 

0.0012 

0.0058 

33.01 

120 

86.99 

5.00 

4.35 

0.0012 

0.0064 

15.54 

120 

104.46 

5.00 

5.22 

0.0012 

0.0056 

15.54 

300 

284.46 

8.00 

22.76 

0.0015 

0.0821 

15.54 

120 

104.46 

5.00 

5.22 

0.0012 

0.0056 

15.54 

300 

284.46 

8.00 

22.76 

0.0015 

0.1333 

12.20 

120 

107.80 

4.00 

4.31 

0.0018 

0.0058 

11.73 

300 

288.27 

7.00 

20.18 

0.0015 

0.1067 

13.66 

120 

106.34 

4.00 

4.25 

0.0018 

0.0203 

32.18 

120 

87.82 

5.00 

4.39 

0.0012 

0.0078 

13.42 

300 

286.58 

8.00 

22.93 

0.0020 

0.1898 

13.42 

300 

286.58 

7.00 

20.06 

0.0015 

0.2077 

13.35 

300 

286.65 

7.00 

20.07 

0.0014 

0.2288 

13.35 

300 

286.65 

7.00 

20.07 

0.0015 

0.0506 

26.63 

120 

93.37 

5.00 

4.67 

0.0012 

0.0088 

20.68 

120 

99.32 

5.00 

4.97 

0.0012 

0.0007 

20.68 

120 

99.32 

5.00 

4.97 

0.0012 

0.0003 

15.71 

120 

104.29 

5.00 

5.21 

0.0012 

0.0221 

13.96 

120 

106.04 

4.00 

4.24 

0.0018 

0.0145 

14.74 

300 

285.26 

7.00 

19.97 

0.0015 

0.0721 

10.47 

300 

289.53 

7.00 

20.27 

0.0015 

0.1525 

23.40 

120 

96.60 

5.00 

4.83 

0.0012 

0.0205 

14.96 

120 

105.04 

5.00 

5.25 

0.0012 

0.0038 

14.96 

300 

285.04 

7.00 

19.95 

0.0015 

0.0704 

10.97 

300 

289.03 

8.00 

23.12 

0.0020 

0.0393 

23.61 

120 

96.39 

5.00 

4.82 

0.0012 

0.0398 

16.47 

120 

103.53 

5.00 

5.18 

0.0012 

0.0010 

16.47 

120 

103.53 

5.00 

5.18 

0.0012 

0.0066 

13.06 

160 

146.94 

6.00 

8.82 

0.0010 

0.0407 

12.94 

120 

107.06 

5.00 

5.35 

0.0012 

0.0030 

16.11 

300 

283.89 

7.00 

19.87 

0.0015 

0.0416 

10.94 

120 

109.06 

5.00 

5.45 

0.0012 

0.0039 

10.94 

300 

289.06 

8.00 

23.13 

0.0015 

0.0370 

10.45 

120 

109.55 

5.00 

5.48 

0.0012 

0.0010 

10.45 

300 

289.55 

8.00 

23.16 

0.0015 

0.0987 

10.45 

120 

109.55 

5.00 

5.48 

0.0012 

0.0003 

14.18 

300 

285.82 

8.00 

22.87 

0.0015 

0.1670 

12.98 

300 

287.02 

7.00 

20.09 

0.0014 

0.0112 

25.18 

120 

94.82 

5.00 

4.74 

0.0012 

0.0146 

14.11 

120 

105.89 

5.00 

5.29 

0.0012 

0.0012 

14.11 

120 

105.89 

5.00 

5.29 

0.0012 

0.0083 

25.27 

120 

94.73 

5.00 

4.74 

0.0012 

0.0003 









































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Ojyara 


Pachundal 


Padampura 


Pal 


Pal Ka Khera 


Palana Ka Ramnagar 


Palka 


Pandoli 


Paroli 


Parsoli 


Pat Kalan 


Patniya 


Peepali 


Peepaliya Khurd 


Peepalya Kalan 


Peepli Khera 


Peethaji Ka Khera 


Phaganiya 


Phalatol 


Phalodi 


Phoolji Ki Kheri 


Pohpura 


Pootholi 


Purohiton Ka Sanwata 


Raipuria 


Rajgarh 


Rajyas 


Rama Khera 


Ramnagar @ Rojtalai 


Ramthali 


Ranawaton Ka Khera 


Ranikhera 


Rasadpura 


Ratan Pura 


Rawarda 


Reethola 


Renwas 


Rojra 


Rolahera 


Rood 


Roopaliya 


Census Code 


0824000802881200 


0829000503606000 


0824001102943100 


0829000503603000 


0829000503603100 


0829000303559700 


0829000303563500 


0829000503595500 


0829000503594800 


0829000303550200 


0829000303551900 


0829000503611000 


0829000503607900 


0829000503600600 


0829000203541900 


0829000303559400 


0824001102936400 


0829000203542600 


0829000303561800 


0829000203537300 


0824001102943500 


0829000303553300 


0829000203547500 


0829000503595700 


0829000203539100 


0829000303550500 


0829000203537500 


0829000503596000 


0829000303556700 


0824001102942100 


0829000203539800 


0824001102934300 


0824001202947900 


0824000802885100 


0829000303563800 


0829000503609600 


0824000902902300 


0829000503596100 


0829000503595300 


0829000103530800 


0824000802885500 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Shale 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Shale 

Fresh 

Non-command 

Shale 

Fresh 

Non-command 

Shale 

Fresh 

Non-command 

Bhander Sandstone 



12.72 Fresh 


11.93 Fresh 


3.68 Fresh 


5.05 Fresh 


6.15 Fresh 


4.88 Fresh 


5.76 Fresh 


1.07 Fresh 


3.69 Fresh 


2.95 Fresh 


1.56 Fresh 


2.76 Fresh 


1.13 Fresh 


7.26 Fresh 


1.08 Fresh 


2.29 Fresh 


12.08 Fresh 


4.78 Fresh 


1.22 Fresh 


6.81 Fresh 


5.45 Fresh 


3.02 Fresh 


1.17 Fresh 




8.33 Fresh 


3.75 Fresh 


4.06 Fresh 


3.85 Fresh 


3.53 Fresh 



6.41 Fresh 


1.83 Fresh 


8.27 Fresh 


4.16 Fresh 


3.99 Fresh 


8.65 Fresh 


5.67 Fresh 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Limestone 


Shale 


Shale 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Shale 


Shale 


Shale 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Shale 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Shale 


Phyllite & Schist 


Gneisses(B.G.C) 


Bhander Sandstone 


Gneisses(B.G.C) 


Limestone 


Phyllite & Schist 


Shale 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Shale 


Shale 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Limestone 


Shale 


Limestone 


Shale 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Bhander Sandstone 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Shale 


Bhander Sandstone 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

25.74 

150 

124.26 

5.00 

6.21 

0.0015 

0.0006 

13.54 

300 

286.46 

8.00 

22.92 

0.0015 

0.0847 

11.73 

120 

108.27 

4.00 

4.33 

0.0018 

0.0053 

13.01 

300 

286.99 

8.00 

22.96 

0.0015 

0.0000 

13.79 

300 

286.21 

8.00 

22.90 

0.0015 

0.0476 

16.04 

300 

283.96 

7.00 

19.88 

0.0015 

0.0115 

11.57 

300 

288.43 

7.00 

20.19 

0.0014 

0.0265 

11.57 

300 

288.43 

8.00 

23.07 

0.0020 

0.0108 

12.86 

300 

287.14 

8.00 

22.97 

0.0015 

0.0749 

12.86 

300 

287.14 

8.00 

22.97 

0.0015 

0.0356 

21.97 

120 

98.03 

5.00 

4.90 

0.0012 

0.0672 

23.40 

120 

96.60 

5.00 

4.83 

0.0012 

0.0204 

8.68 

120 

111.32 

5.00 

5.57 

0.0012 

0.0019 

8.68 

300 

291.32 

7.00 

20.39 

0.0015 

0.1450 

12.80 

300 

287.20 

7.00 

20.10 

0.0015 

0.0257 

18.65 

300 

281.35 

8.00 

22.51 

0.0015 

0.0009 

17.94 

120 

102.06 

5.00 

5.10 

0.0012 

0.0017 

12.51 

120 

107.49 

5.00 

5.37 

0.0012 

0.0052 

12.51 

300 

287.49 

8.00 

23.00 

0.0015 

0.0071 

12.51 

120 

107.49 

5.00 

5.37 

0.0012 

0.0001 

11.00 

120 

109.00 

5.00 

5.45 

0.0012 

0.0231 

16.21 

300 

283.79 

7.00 

19.87 

0.0015 

0.0008 

13.84 

120 

106.16 

4.00 

4.25 

0.0018 

0.0005 

18.83 

120 

101.17 

5.00 

5.06 

0.0012 

0.0160 

12.54 

300 

287.46 

7.00 

20.12 

0.0014 

0.0022 

39.64 

120 

80.36 

5.00 

4.02 

0.0012 

0.0327 

11.86 

200 

188.14 

8.00 

15.05 

0.0025 

0.0010 

11.86 

120 

108.14 

4.00 

4.33 

0.0018 

0.0080 

11.81 

300 

288.19 

7.00 

20.17 

0.0015 

0.0692 

14.36 

120 

105.64 

5.00 

5.28 

0.0012 

0.0734 

27.26 

120 

92.74 

5.00 

4.64 

0.0012 

0.0145 

20.52 

120 

99.48 

5.00 

4.97 

0.0012 

0.0070 

9.39 

300 

290.61 

7.00 

20.34 

0.0015 

0.1039 

9.39 

300 

290.61 

7.00 

20.34 

0.0015 

0.0968 

43.08 

120 

76.92 

5.00 

3.85 

0.0012 

0.0241 

27.16 

120 

92.84 

5.00 

4.64 

0.0012 

0.0061 

16.02 

300 

283.98 

8.00 

22.72 

0.0020 

0.0249 

16.02 

300 

283.98 

7.00 

19.88 

0.0015 

0.0187 

15.19 

300 

284.81 

8.00 

22.78 

0.0020 

0.1962 

15.19 

300 

284.81 

7.00 

19.94 

0.0015 

0.0072 

12.64 

120 

107.36 

4.00 

4.29 

0.0018 

0.0635 

20.13 

120 

99.87 

5.00 

4.99 

0.0012 

0.0212 

12.60 

120 

107.40 

4.00 

4.30 

0.0018 

0.0145 

7.10 

160 

152.90 

6.00 

9.17 

0.0010 

0.0228 

17.76 

150 

132.24 

5.00 

6.61 

0.0015 

0.0008 

17.76 

120 

102.24 

4.00 

4.09 

0.0018 

0.0009 

10.45 

120 

109.55 

5.00 

5.48 

0.0012 

0.0007 

10.45 

300 

289.55 

7.00 

20.27 

0.0015 

0.0666 

5.22 

300 

294.78 

7.00 

20.63 

0.0014 

0.1430 

17.45 

120 

102.55 

5.00 

5.13 

0.0012 

0.0010 

26.08 

150 

123.92 

5.00 

6.20 

0.0015 

0.0677 

26.88 

120 

93.12 

5.00 

4.66 

0.0012 

0.0006 

16.83 

120 

103.17 

5.00 

5.16 

0.0012 

0.0237 

19.88 

120 

100.12 

5.00 

5.01 

0.0012 

0.0044 

29.94 

150 

120.06 

5.00 

6.00 

0.0015 

0.0437 





































































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Shale 


Limestone 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Shale 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Shale 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Shale 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Shale 


Limestone 


Bhander Sandstone 


Limestone 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Shale 


Gneisses(B.G.C) 


Shale 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Shale 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Shale 


Shale 


Shale 


Gneisses(B.G.C) 


Phyllite & Schist 


Shale 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

29.94 

120 

90.06 

4.00 

3.60 

0.0018 

0.0053 

8.07 

120 

111.93 

5.00 

5.60 

0.0012 

0.0147 

26.93 

120 

93.07 

5.00 

4.65 

0.0012 

0.0162 

43.54 

120 

76.46 

5.00 

3.82 

0.0012 

0.0050 

7.14 

120 

112.86 

5.00 

5.64 

0.0012 

0.0041 

12.84 

300 

287.16 

8.00 

22.97 

0.0015 

0.0044 

11.42 

300 

288.58 

8.00 

23.09 

0.0020 

0.1027 

13.73 

120 

106.27 

5.00 

5.31 

0.0012 

0.0092 

32.95 

120 

87.05 

5.00 

4.35 

0.0012 

0.0548 

32.95 

120 

87.05 

5.00 

4.35 

0.0012 

0.0011 

12.84 

300 

287.16 

8.00 

22.97 

0.0015 

0.0125 

6.67 

120 

113.33 

5.00 

5.67 

0.0012 

0.0027 

12.16 

120 

107.84 

5.00 

5.39 

0.0012 

0.0016 

12.16 

300 

287.84 

7.00 

20.15 

0.0015 

0.0141 

19.08 

120 

100.92 

5.00 

5.05 

0.0012 

0.0006 

19.08 

120 

100.92 

5.00 

5.05 

0.0012 

0.0027 

19.08 

300 

280.92 

8.00 

22.47 

0.0015 

0.0001 

9.33 

120 

110.67 

5.00 

5.53 

0.0012 

0.0034 

9.33 

120 

110.67 

5.00 

5.53 

0.0012 

0.0404 

17.27 

120 

102.73 

5.00 

5.14 

0.0012 

0.0356 

16.01 

300 

283.99 

7.00 

19.88 

0.0015 

0.0223 

9.52 

300 

290.48 

8.00 

23.24 

0.0020 

0.1755 

9.99 

300 

290.01 

7.00 

20.30 

0.0014 

0.0273 

9.99 

300 

290.01 

8.00 

23.20 

0.0020 

0.2260 

13.86 

120 

106.14 

4.00 

4.25 

0.0018 

0.0005 

13.86 

120 

106.14 

4.00 

4.25 

0.0018 

0.0083 

17.19 

120 

102.81 

5.00 

5.14 

0.0012 

0.0007 

17.19 

120 

102.81 

5.00 

5.14 

0.0012 

0.0211 

7.88 

120 

112.12 

5.00 

5.61 

0.0012 

0.0017 

7.88 

120 

112.12 

5.00 

5.61 

0.0012 

0.0001 

7.88 

300 

292.12 

7.00 

20.45 

0.0015 

0.0006 

7.88 

120 

112.12 

5.00 

5.61 

0.0012 

0.0057 

14.41 

300 

285.59 

8.00 

22.85 

0.0015 

0.1064 

20.85 

120 

99.15 

5.00 

4.96 

0.0012 

0.0400 

8.77 

120 

111.23 

5.00 

5.56 

0.0012 

0.0003 

8.77 

120 

111.23 

5.00 

5.56 

0.0012 

0.0381 

10.20 

120 

109.80 

5.00 

5.49 

0.0012 

0.0049 

10.20 

120 

109.80 

5.00 

5.49 

0.0012 

0.0360 

13.36 

120 

106.64 

4.00 

4.27 

0.0018 

0.0303 

13.36 

120 

106.64 

4.00 

4.27 

0.0018 

0.0286 

12.84 

120 

107.16 

4.00 

4.29 

0.0018 

0.0290 

12.84 

120 

107.16 

4.00 

4.29 

0.0018 

0.0181 

12.70 

300 

287.30 

8.00 

22.98 

0.0015 

0.0334 

26.88 

120 

93.12 

5.00 

4.66 

0.0012 

0.0138 

15.47 

120 

104.53 

5.00 

5.23 

0.0012 

0.0006 

15.47 

120 

104.53 

5.00 

5.23 

0.0012 

0.0137 

16.56 

120 

103.44 

5.00 

5.17 

0.0012 

0.0077 

16.56 

120 

103.44 

5.00 

5.17 

0.0012 

0.0097 

16.56 

300 

283.44 

8.00 

22.68 

0.0015 

0.0213 

12.80 

300 

287.20 

8.00 

22.98 

0.0015 

0.1473 

12.80 

300 

287.20 

8.00 

22.98 

0.0015 

0.0223 

16.15 

120 

103.85 

5.00 

5.19 

0.0012 

0.0270 

22.32 

120 

97.68 

5.00 

4.88 

0.0012 

0.0306 

12.62 

300 

287.38 

7.00 

20.12 

0.0015 

0.0395 

21.95 

120 

98.05 

5.00 

4.90 

0.0012 

0.0110 





























































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Bhander Sandstone 


Shale 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Limestone 


Shale 


Limestone 


Phyllite & Schist 


Shale 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Bhander Sandstone 


Shale 


Shale 


Gneisses(B.G.C.) 


Shale 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Shale 


Shale 


Gneisses(B.G.C.) 


Limestone 


Shale 


Limestone 


Shale 


Phyllite & Schist 


Phyllite & Schist 


Limestone 


Phyllite & Schist 


Shale 


Shale 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Shale 


Shale 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Shale 


Gneisses(B.G.C.) 


Bhander Sandstone 


Limestone 


Limestone 


Shale 


Limestone 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

13.14 

300 

286.86 

7.00 

20.08 

0.0014 

0.0013 

13.14 

300 

286.86 

7.00 

20.08 

0.0015 

0.2073 

18.48 

120 

101.52 

5.00 

5.08 

0.0012 

0.0227 

26.30 

120 

93.70 

5.00 

4.68 

0.0012 

0.0026 

16.15 

300 

283.85 

8.00 

22.71 

0.0020 

0.0089 

16.15 

300 

283.85 

7.00 

19.87 

0.0015 

0.0665 

11.94 

200 

188.06 

8.00 

15.05 

0.0025 

0.0432 

11.94 

120 

108.06 

4.00 

4.32 

0.0018 

0.0097 

11.94 

300 

288.06 

7.00 

20.16 

0.0015 

0.0000 

21.49 

120 

98.51 

5.00 

4.93 

0.0012 

0.0266 

12.14 

150 

137.86 

5.00 

6.89 

0.0015 

0.0395 

12.14 

120 

107.86 

4.00 

4.31 

0.0018 

0.0052 

12.14 

120 

107.86 

4.00 

4.31 

0.0018 

0.0000 

18.64 

150 

131.36 

5.00 

6.57 

0.0015 

0.0001 

19.23 

120 

100.77 

5.00 

5.04 

0.0012 

0.0096 

14.15 

120 

105.85 

5.00 

5.29 

0.0012 

0.0003 

16.88 

120 

103.12 

5.00 

5.16 

0.0012 

0.0074 

14.90 

300 

285.10 

7.00 

19.96 

0.0014 

0.0162 

14.90 

300 

285.10 

7.00 

19.96 

0.0015 

0.0104 

11.70 

300 

288.30 

8.00 

23.06 

0.0015 

0.1120 

13.62 

120 

106.38 

5.00 

5.32 

0.0012 

0.0031 

13.62 

300 

286.38 

8.00 

22.91 

0.0015 

0.0765 

13.62 

120 

106.38 

5.00 

5.32 

0.0012 

0.0002 

30.11 

120 

89.89 

5.00 

4.49 

0.0012 

0.0875 

18.37 

120 

101.63 

5.00 

5.08 

0.0012 

0.0364 

18.37 

120 

101.63 

5.00 

5.08 

0.0012 

0.0082 

12.05 

300 

287.95 

7.00 

20.16 

0.0015 

0.0252 

12.05 

300 

287.95 

7.00 

20.16 

0.0015 

0.0414 

34.97 

120 

85.03 

5.00 

4.25 

0.0012 

0.0255 

13.41 

300 

286.59 

8.00 

22.93 

0.0020 

0.0022 

13.41 

300 

286.59 

8.00 

22.93 

0.0015 

0.1185 

13.41 

300 

286.59 

8.00 

22.93 

0.0020 

0.0002 

13.41 

300 

286.59 

8.00 

22.93 

0.0015 

0.0189 

11.67 

120 

108.33 

4.00 

4.33 

0.0018 

0.0610 

11.67 

120 

108.33 

4.00 

4.33 

0.0018 

0.0438 

10.75 

300 

289.25 

8.00 

23.14 

0.0020 

0.0530 

18.99 

120 

101.01 

5.00 

5.05 

0.0012 

0.0089 

13.32 

300 

286.68 

8.00 

22.93 

0.0015 

0.0540 

13.32 

300 

286.68 

8.00 

22.93 

0.0015 

0.0624 

22.88 

150 

127.12 

5.00 

6.36 

0.0015 

0.0849 

16.18 

120 

103.82 

5.00 

5.19 

0.0012 

0.0003 

16.18 

120 

103.82 

5.00 

5.19 

0.0012 

0.0872 

16.18 

300 

283.82 

8.00 

22.71 

0.0015 

0.0993 

15.77 

300 

284.23 

7.00 

19.90 

0.0015 

0.0610 

13.52 

120 

106.48 

4.00 

4.26 

0.0018 

0.0180 

29.36 

150 

120.64 

5.00 

6.03 

0.0015 

0.0163 

29.36 

120 

90.64 

4.00 

3.63 

0.0018 

0.0123 

12.49 

300 

287.51 

7.00 

20.13 

0.0015 

0.0006 

19.90 

120 

100.10 

5.00 

5.01 

0.0012 

0.0201 

7.66 

300 

292.34 

7.00 

20.46 

0.0014 

0.0129 

7.66 

300 

292.34 

8.00 

23.39 

0.0020 

0.0482 

15.64 

300 

284.36 

8.00 

22.75 

0.0020 

0.0493 

15.64 

300 

284.36 

7.00 

19.91 

0.0015 

0.0425 

15.81 

300 

284.19 

8.00 

22.74 

0.0020 

0.0937 

25.31 

120 

94.69 

5.00 

4.73 

0.0012 

0.0289 




























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 


Census Code 



Ulloopura 


Umar Ka Khal 


Umar Thoona 


Achalpura 


Chamanpura 


Devpuriya 


Dhamana 


Dhobi Khera 


Dowani 


Harnathpura 


Kanpura 




0829000303556300 


0829000203543200 


0824000902902900 


0829000303554100 


0829000303554500 


0829000303554200 


0829000203535000 


0829000103532100 


0829000103532900 


0829000103532600 


0829000603618000 


0829000603617900 


0829000103532800 


0829000603619800 


0829000103531700 


0829000103532500 



Kundiya 


Nangpura 


Nawalpura 


Parmeshwar Pura 



Charana 


Chhdanga Kheri 


Dheeli 



Jodhpuriya 


Karoliya 


0825000603031500 


0829000103532700 


0829000103532200 


0829000103532300 


0829000103532400 


0825000603029900 


0825000603034200 


0825000603033500 


0825000603033700 


0825000503025900 


0825000603030000 


0825000503026000 


0825000603030100 


Khatookra 


Kheri 


Lachhipura 


Ladpacha 


Mengatiya Kalan 


Mengatiya Khurd 



Peepali Dodiyan 


0825000603033800 


0825000703044000 


0825000703044100 


0825000603034300 


0825000503025500 


0825000503025600 


0825000703044300 


0825000603029700 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Fresh 

Non-command 

Fresh 

Command 


Non-command 

Fresh 

Non-command 


Command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Command 


Non-command 


Non-command 
Fresh Non-command 

Fresh Non-command 

Fresh Non-command 

Non-command 
Fresh Non-command 

Fresh Non-command 

Fresh Non-command 

Fresh Non-command 

Non-command 
Fresh Non-command 

Non-command 
Fresh Command 

Non-command 


Non-command 
Fresh Non-command 

Fresh Non-command 

Fresh Non-command 

Non-command 
Fresh Command 

Non-command 
Fresh Command 

Non-command 
Fresh Command 

Fresh Command 

Non-command 
Fresh Non-command 

Fresh Non-command 

Fresh Non-command 

Fresh Non-command 

Fresh Non-command 

Fresh Non-command 

Non-command 
Fresh Non-command 

Non-command 
Fresh Command 


Hydrogeological Unit 


Shale 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Shale 


Bhander Sandstone 


Bhander Sandstone 


Shale 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

16.10 

300 

283.90 

7.00 

19.87 

0.0015 

0.0572 

18.12 

120 

101.88 

5.00 

5.09 

0.0012 

0.0000 

18.12 

120 

101.88 

5.00 

5.09 

0.0012 

0.0374 

20.86 

150 

129.14 

5.00 

6.46 

0.0015 

0.0727 

20.86 

150 

129.14 

5.00 

6.46 

0.0015 

0.0001 

12.70 

300 

287.30 

7.00 

20.11 

0.0015 

0.0598 

13.07 

300 

286.93 

7.00 

20.09 

0.0014 

0.0166 

12.85 

300 

287.15 

7.00 

20.10 

0.0014 

0.0040 

12.85 

300 

287.15 

7.00 

20.10 

0.0015 

0.0901 

31.04 

120 

88.96 

5.00 

4.45 

0.0012 

0.0076 

31.04 

120 

88.96 

5.00 

4.45 

0.0012 

0.0315 

22.61 

120 

97.39 

5.00 

4.87 

0.0012 

0.0038 

19.19 

120 

100.81 

5.00 

5.04 

0.0012 

0.0023 

16.35 

120 

103.65 

5.00 

5.18 

0.0012 

0.0222 

11.27 

120 

108.74 

5.00 

5.44 

0.0012 

0.0021 

16.82 

120 

103.18 

5.00 

5.16 

0.0012 

0.0014 

16.82 

120 

103.18 

5.00 

5.16 

0.0012 

0.0053 

21.65 

120 

98.35 

5.00 

4.92 

0.0012 

0.0004 

21.65 

120 

98.35 

5.00 

4.92 

0.0012 

0.0131 

21.65 

120 

98.35 

5.00 

4.92 

0.0012 

0.0346 

15.83 

120 

104.17 

5.00 

5.21 

0.0012 

0.0005 

19.92 

120 

100.08 

5.00 

5.00 

0.0012 

0.0005 

20.38 

120 

99.62 

5.00 

4.98 

0.0012 

0.0032 

20.38 

120 

99.62 

5.00 

4.98 

0.0012 

0.0030 

20.71 

120 

99.29 

4.00 

3.97 

0.0018 

0.0017 

17.48 

120 

102.52 

5.00 

5.13 

0.0012 

0.0141 

18.14 

120 

101.86 

5.00 

5.09 

0.0012 

0.0027 

20.15 

120 

99.85 

5.00 

4.99 

0.0012 

0.0073 

20.15 

120 

99.85 

5.00 

4.99 

0.0012 

0.0000 

19.18 

120 

100.82 

5.00 

5.04 

0.0012 

0.0115 

19.18 

120 

100.82 

5.00 

5.04 

0.0012 

0.0146 

10.35 

100 

89.65 

3.00 

2.69 

0.0015 

0.0124 

10.35 

120 

109.65 

4.00 

4.39 

0.0018 

0.0024 

10.35 

100 

89.65 

3.00 

2.69 

0.0015 

0.0225 

17.40 

100 

82.60 

3.00 

2.48 

0.0015 

0.0013 

14.02 

100 

85.98 

3.00 

2.58 

0.0015 

0.0095 

11.68 

120 

108.32 

4.00 

4.33 

0.0018 

0.0051 

11.68 

100 

88.32 

3.00 

2.65 

0.0015 

0.0003 

10.61 

100 

89.39 

3.00 

2.68 

0.0015 

0.0011 

10.61 

100 

89.39 

3.00 

2.68 

0.0015 

0.0018 

10.31 

100 

89.69 

3.00 

2.69 

0.0015 

0.0000 

10.31 

100 

89.69 

3.00 

2.69 

0.0015 

0.0082 

10.37 

100 

89.63 

3.00 

2.69 

0.0015 

0.0003 

11.25 

100 

88.75 

3.00 

2.66 

0.0015 

0.0124 

11.25 

100 

88.75 

3.00 

2.66 

0.0015 

0.0026 

14.70 

100 

85.30 

3.00 

2.56 

0.0015 

0.0018 

13.85 

120 

106.15 

4.00 

4.25 

0.0018 

0.0030 

13.15 

120 

106.85 

4.00 

4.27 

0.0018 

0.0174 

16.37 

100 

83.63 

3.00 

2.51 

0.0015 

0.0052 

11.34 

100 

88.66 

3.00 

2.66 

0.0015 

0.0021 

12.37 

120 

107.63 

4.00 

4.31 

0.0018 

0.0023 

12.37 

100 

87.63 

3.00 

2.63 

0.0015 

0.0014 

12.00 

120 

108.00 

4.00 

4.32 

0.0018 

0.0646 

12.00 

100 

88.00 

3.00 

2.64 

0.0015 

0.0018 

10.21 

100 

89.79 

3.00 

2.69 

0.0015 

0.0236 












































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone (Fresh 
/ Saline) 



Type of Area 

(Command / Non- Hydrogeological Unit 
command) 


07002021 


Peethawas 


Phoonkiya 


Sansera 


Sathana 


Tagdiyon Ka Gurha 


Tejpura 


Turkya Kheri 


Adana 


Alsigarh 


Antri 


Babariya Khera 


Badar Ka Khera 


Balarada 


Banakiya Kalan 


Banakiyakhurd 


Banina 


Bannath Pura 


Bansati 


Barada 


Baroo 


Beelora 


Bejnathiya 


Benipuriya 


Bhanwarkiya 


Bharliya Khera 


Bhat Kheri 


Bhatton Ka Bamniya 


Bhatwara Kalan 


Bhatwara Khurd 


Bheel Gatti 


Bheemgarh 


Bojunda 


Chak Adana No. A 


Chamanpura 


Chatarbhujpura 


0825000503025800 


0825000603029600 


0825000603033600 


0825000503025700 


0825000703044200 


0825000503026200 


0825000603029800 


0829000103533300 


0829000903666400 


0829000803654500 


0829000603620300 


0829000503608800 


0829000603623400 


0829000603621400 


0829000603621800 


0829000203546000 


0829000803648000 


0829000503610600 


0829000503607800 


0829000103534500 


0829000503610000 


0829000503596600 


0829000603622500 


0829000603621500 


0829000503608300 


0829000103534700 


0829000603620200 


0829000203546200 


0829000203546100 


0829000803654900 


0829000103534100 


0829000503607600 


0829000103533400 


0829000103532900 


0829000603620500 


1.53 Fresh 


4.03 Fresh 


14.20 Fresh 


8.56 Fresh 



5.34 Fresh 


2.02 Fresh 



2.78 Fresh 


1.76 Fresh 


2.93 Fresh 


4.07 Fresh 


1.62 Fresh 


0.96 Fresh 


4.79 Fresh 


8.86 Fresh 


5.06 Fresh 


5.40 Fresh 


4.91 Fresh 


1.01 Fresh 


2.84 Fresh 


14.73 Fresh 


2.91 Fresh 


4.60 Fresh 


2.04 Fresh 


2.90 Fresh 


1.37 Fresh 


4.16 Fresh 


7.85 Fresh 


12.39 Fresh 


5.36 Fresh 


1.29 Fresh 


15.63 Fresh 


5.12 Fresh 


0.40 Fresh 



2.52 Fresh 


2.10 Fresh 



Non-command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Command 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Shale 


Shale 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Shale 


Gneisses(B.G.C) 


Phyllite & Schist 


Shale 


Shale 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Shale 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

10.21 

100 

89.79 

3.00 

2.69 

0.0015 

0.0002 

10.73 

100 

89.27 

3.00 

2.68 

0.0015 

0.0000 

9.78 

100 

90.22 

3.00 

2.71 

0.0015 

0.0089 

9.78 

100 

90.22 

3.00 

2.71 

0.0015 

0.0000 

11.48 

100 

88.52 

3.00 

2.66 

0.0015 

0.0518 

10.73 

120 

109.27 

4.00 

4.37 

0.0018 

0.0005 

10.73 

100 

89.27 

3.00 

2.68 

0.0015 

0.0109 

10.73 

120 

109.27 

4.00 

4.37 

0.0018 

0.0050 

10.73 

100 

89.27 

3.00 

2.68 

0.0015 

0.0201 

12.02 

120 

107.98 

4.00 

4.32 

0.0018 

0.0063 

8.27 

100 

91.73 

3.00 

2.75 

0.0015 

0.0003 

8.27 

100 

91.73 

3.00 

2.75 

0.0015 

0.0001 

10.42 

100 

89.58 

3.00 

2.69 

0.0015 

0.0112 

24.26 

120 

95.74 

5.00 

4.79 

0.0012 

0.0084 

24.26 

120 

95.74 

5.00 

4.79 

0.0012 

0.0013 

19.88 

300 

280.12 

8.00 

22.41 

0.0015 

0.0624 

15.44 

300 

284.56 

8.00 

22.76 

0.0015 

0.0000 

20.68 

120 

99.32 

5.00 

4.97 

0.0012 

0.0093 

22.78 

120 

97.22 

5.00 

4.86 

0.0012 

0.0033 

24.63 

120 

95.37 

5.00 

4.77 

0.0012 

0.0081 

26.04 

120 

93.96 

5.00 

4.70 

0.0012 

0.0026 

26.04 

120 

93.96 

5.00 

4.70 

0.0012 

0.0453 

26.45 

120 

93.55 

5.00 

4.68 

0.0012 

0.0272 

21.93 

120 

98.07 

5.00 

4.90 

0.0012 

0.0085 

21.93 

120 

98.07 

5.00 

4.90 

0.0012 

0.0181 

27.56 

120 

92.44 

5.00 

4.62 

0.0012 

0.0261 

19.56 

300 

280.44 

8.00 

22.44 

0.0015 

0.0213 

15.74 

120 

104.26 

5.00 

5.21 

0.0012 

0.0087 

24.39 

120 

95.61 

5.00 

4.78 

0.0012 

0.0810 

19.54 

300 

280.46 

8.00 

22.44 

0.0015 

0.0001 

19.54 

300 

280.46 

8.00 

22.44 

0.0015 

0.0884 

26.54 

120 

93.46 

5.00 

4.67 

0.0012 

0.0247 

24.48 

120 

95.52 

5.00 

4.78 

0.0012 

0.0112 

26.03 

120 

93.97 

5.00 

4.70 

0.0012 

0.0133 

26.03 

120 

93.97 

5.00 

4.70 

0.0012 

0.0024 

25.42 

120 

94.58 

5.00 

4.73 

0.0012 

0.0074 

23.11 

120 

96.89 

5.00 

4.84 

0.0012 

0.0002 

23.11 

120 

96.89 

5.00 

4.84 

0.0012 

0.0230 

19.87 

120 

100.13 

5.00 

5.01 

0.0012 

0.0452 

24.11 

120 

95.89 

5.00 

4.79 

0.0012 

0.0421 

24.11 

120 

95.89 

5.00 

4.79 

0.0012 

0.0037 

21.64 

120 

98.36 

5.00 

4.92 

0.0012 

0.0104 

17.88 

300 

282.12 

8.00 

22.57 

0.0015 

0.0431 

24.45 

120 

95.55 

5.00 

4.78 

0.0012 

0.0022 

24.45 

120 

95.55 

5.00 

4.78 

0.0012 

0.0610 

15.85 

120 

104.15 

5.00 

5.21 

0.0012 

0.0086 

23.44 

120 

96.56 

5.00 

4.83 

0.0012 

0.0019 

23.44 

120 

96.56 

5.00 

4.83 

0.0012 

0.0003 

24.27 

120 

95.73 

5.00 

4.79 

0.0012 

0.0008 

24.27 

120 

95.73 

5.00 

4.79 

0.0012 

0.0101 

19.19 

120 

100.81 

5.00 

5.04 

0.0012 

0.0119 

22.23 

120 

97.77 

5.00 

4.89 

0.0012 

0.0043 

22.23 

120 

97.77 

5.00 

4.89 

0.0012 

0.0075 

25.35 

120 

94.65 

5.00 

4.73 

0.0012 

0.0008 

25.35 

120 

94.65 

5.00 

4.73 

0.0012 

0.0137 












































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Shale 


Phyllite & Schist 


Phyllite & Schist 


Shale 


Gneisses(B.G.C.) 


Shale 


Gneisses(B.G.C) 


Shale 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Shale 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Shale 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Shale 


Phyllite & Schist 


Phyllite & Schist 


Shale 


Shale 


Shale 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Shale 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

25.35 

120 

94.65 

5.00 

4.73 

0.0012 

0.0230 

19.52 

120 

100.48 

5.00 

5.02 

0.0012 

0.0057 

25.02 

120 

94.98 

5.00 

4.75 

0.0012 

0.0447 

25.02 

120 

94.98 

5.00 

4.75 

0.0012 

0.0007 

19.95 

300 

280.05 

8.00 

22.40 

0.0015 

0.1498 

23.86 

120 

96.14 

5.00 

4.81 

0.0012 

0.0197 

23.86 

120 

96.14 

5.00 

4.81 

0.0012 

0.0074 

17.82 

300 

282.18 

8.00 

22.57 

0.0015 

0.0000 

27.23 

120 

92.77 

5.00 

4.64 

0.0012 

0.0121 

21.32 

300 

278.68 

8.00 

22.29 

0.0015 

0.0001 

21.32 

120 

98.68 

5.00 

4.93 

0.0012 

0.0167 

21.32 

300 

278.68 

8.00 

22.29 

0.0015 

0.0178 

15.32 

120 

104.68 

5.00 

5.23 

0.0012 

0.0000 

17.90 

120 

102.10 

5.00 

5.11 

0.0012 

0.0030 

23.38 

120 

96.62 

5.00 

4.83 

0.0012 

0.0181 

21.65 

120 

98.35 

5.00 

4.92 

0.0012 

0.0063 

21.65 

120 

98.35 

5.00 

4.92 

0.0012 

0.0000 

21.65 

120 

98.35 

5.00 

4.92 

0.0012 

0.0053 

24.98 

120 

95.02 

5.00 

4.75 

0.0012 

0.0082 

22.92 

120 

97.08 

5.00 

4.85 

0.0012 

0.0042 

22.92 

120 

97.08 

5.00 

4.85 

0.0012 

0.0018 

15.83 

120 

104.17 

5.00 

5.21 

0.0012 

0.0062 

21.96 

120 

98.04 

5.00 

4.90 

0.0012 

0.0050 

21.96 

300 

278.04 

8.00 

22.24 

0.0015 

0.0518 

24.72 

120 

95.28 

5.00 

4.76 

0.0012 

0.0167 

24.19 

120 

95.81 

5.00 

4.79 

0.0012 

0.0306 

25.96 

120 

94.04 

5.00 

4.70 

0.0012 

0.0364 

21.43 

120 

98.57 

5.00 

4.93 

0.0012 

0.0011 

21.43 

120 

98.57 

5.00 

4.93 

0.0012 

0.0101 

23.58 

120 

96.42 

5.00 

4.82 

0.0012 

0.0081 

19.64 

300 

280.36 

8.00 

22.43 

0.0015 

0.0527 

20.29 

120 

99.71 

5.00 

4.99 

0.0012 

0.0229 

22.94 

120 

97.06 

5.00 

4.85 

0.0012 

0.0491 

27.13 

120 

92.88 

5.00 

4.64 

0.0012 

0.0102 

22.08 

120 

97.92 

5.00 

4.90 

0.0012 

0.0115 

22.57 

120 

97.44 

5.00 

4.87 

0.0012 

0.0108 

22.57 

300 

277.44 

8.00 

22.19 

0.0015 

0.0040 

24.67 

120 

95.33 

5.00 

4.77 

0.0012 

0.0152 

24.67 

120 

95.33 

5.00 

4.77 

0.0012 

0.0021 

20.31 

300 

279.69 

8.00 

22.38 

0.0015 

0.0511 

15.95 

300 

284.05 

8.00 

22.72 

0.0015 

0.0344 

21.26 

300 

278.74 

8.00 

22.30 

0.0015 

0.0017 

27.54 

120 

92.46 

5.00 

4.62 

0.0012 

0.0018 

27.54 

120 

92.46 

5.00 

4.62 

0.0012 

0.0112 

27.54 

120 

92.46 

5.00 

4.62 

0.0012 

0.0086 

27.54 

120 

92.46 

5.00 

4.62 

0.0012 

0.0176 

22.70 

120 

97.30 

5.00 

4.86 

0.0012 

0.0106 

21.31 

120 

98.69 

5.00 

4.93 

0.0012 

0.0012 

27.16 

120 

92.84 

5.00 

4.64 

0.0012 

0.0192 

27.16 

120 

92.84 

5.00 

4.64 

0.0012 

0.0042 

28.59 

120 

91.41 

5.00 

4.57 

0.0012 

0.0090 

24.61 

120 

95.39 

5.00 

4.77 

0.0012 

0.0077 

24.63 

120 

95.37 

5.00 

4.77 

0.0012 

0.0003 

24.63 

120 

95.37 

5.00 

4.77 

0.0012 

0.0077 

21.08 

300 

278.92 

8.00 

22.31 

0.0015 

0.0041 















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Shale 


Gneisses(B.G.C) 


Shale 


Shale 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Shale 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Shale 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Shale 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Shale 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Shale 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Shale 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

21.08 

300 

278.92 

8.00 

22.31 

0.0015 

0.1396 

26.78 

120 

93.22 

5.00 

4.66 

0.0012 

0.0231 

19.16 

300 

280.84 

8.00 

22.47 

0.0015 

0.0561 

19.41 

300 

280.59 

8.00 

22.45 

0.0015 

0.0238 

21.70 

120 

98.30 

5.00 

4.91 

0.0012 

0.0007 

21.70 

120 

98.30 

5.00 

4.91 

0.0012 

0.0000 

19.26 

120 

100.74 

5.00 

5.04 

0.0012 

0.0258 

22.32 

120 

97.68 

5.00 

4.88 

0.0012 

0.0126 

23.03 

120 

96.97 

5.00 

4.85 

0.0012 

0.0002 

23.03 

120 

96.97 

5.00 

4.85 

0.0012 

0.0253 

17.36 

120 

102.64 

5.00 

5.13 

0.0012 

0.0013 

17.36 

300 

282.64 

8.00 

22.61 

0.0015 

0.3942 

18.39 

120 

101.61 

5.00 

5.08 

0.0012 

0.0001 

25.13 

120 

94.87 

5.00 

4.74 

0.0012 

0.0066 

25.07 

120 

94.93 

5.00 

4.75 

0.0012 

0.0430 

24.41 

120 

95.59 

5.00 

4.78 

0.0012 

0.0134 

26.96 

120 

93.04 

5.00 

4.65 

0.0012 

0.0002 

18.67 

120 

101.33 

5.00 

5.07 

0.0012 

0.0001 

18.67 

300 

281.33 

8.00 

22.51 

0.0015 

0.0025 

19.83 

120 

100.17 

5.00 

5.01 

0.0012 

0.0219 

20.90 

120 

99.10 

5.00 

4.96 

0.0012 

0.0001 

20.90 

120 

99.10 

5.00 

4.96 

0.0012 

0.0089 

26.70 

120 

93.30 

5.00 

4.67 

0.0012 

0.0130 

19.63 

300 

280.37 

8.00 

22.43 

0.0015 

0.0625 

26.12 

120 

93.88 

5.00 

4.69 

0.0012 

0.0068 

26.12 

120 

93.88 

5.00 

4.69 

0.0012 

0.0114 

26.24 

120 

93.76 

5.00 

4.69 

0.0012 

0.0304 

26.24 

120 

93.76 

5.00 

4.69 

0.0012 

0.0033 

26.04 

120 

93.96 

5.00 

4.70 

0.0012 

0.0131 

24.62 

120 

95.38 

5.00 

4.77 

0.0012 

0.0087 

24.62 

120 

95.38 

5.00 

4.77 

0.0012 

0.0007 

27.40 

120 

92.60 

5.00 

4.63 

0.0012 

0.0134 

27.40 

120 

92.60 

5.00 

4.63 

0.0012 

0.0001 

27.40 

120 

92.60 

5.00 

4.63 

0.0012 

0.0202 

27.40 

120 

92.60 

5.00 

4.63 

0.0012 

0.0042 

19.76 

120 

100.24 

5.00 

5.01 

0.0012 

0.0078 

31.38 

120 

88.62 

5.00 

4.43 

0.0012 

0.0104 

21.44 

120 

98.56 

5.00 

4.93 

0.0012 

0.0000 

21.44 

120 

98.56 

5.00 

4.93 

0.0012 

0.0198 

18.79 

300 

281.21 

8.00 

22.50 

0.0015 

0.0672 

24.82 

120 

95.18 

5.00 

4.76 

0.0012 

0.0153 

26.89 

120 

93.11 

5.00 

4.66 

0.0012 

0.0064 

26.89 

120 

93.11 

5.00 

4.66 

0.0012 

0.0000 

16.49 

300 

283.51 

8.00 

22.68 

0.0015 

0.0055 

17.48 

120 

102.52 

5.00 

5.13 

0.0012 

0.0002 

20.68 

120 

99.32 

5.00 

4.97 

0.0012 

0.0281 

20.68 

120 

99.32 

5.00 

4.97 

0.0012 

0.0209 

26.86 

120 

93.14 

5.00 

4.66 

0.0012 

0.0328 

21.99 

120 

98.01 

5.00 

4.90 

0.0012 

0.0097 

21.99 

120 

98.01 

5.00 

4.90 

0.0012 

0.0004 

17.82 

300 

282.18 

8.00 

22.57 

0.0015 

0.0227 

24.30 

120 

95.70 

5.00 

4.79 

0.0012 

0.0010 

26.26 

120 

93.74 

5.00 

4.69 

0.0012 

0.0617 

20.17 

120 

99.83 

5.00 

4.99 

0.0012 

0.0008 

20.17 

120 

99.83 

5.00 

4.99 

0.0012 

0.0729 













































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Palri 


Panch Deola 


Panchli 


Pandoli 


Paotiya 


Parliya 


Parsa Khera 


Pavli 


Peepali 


Purohiton Ka Sanwata 


Raipuriya 


Rajpura 


Rama Khera 


Rampuriya 


Ranchhor Pura 


Reethola 


Ren Ka Khera 


Rewaliya Kalan 


Rewaliya Khurd 


Rojra 


Rood 


Roop Pura 


Rughnath Pura 


Rughnathpura 


Sahnawa 


Sajjanpura 


Samrathpura 


Satpura 


Sawa 


Shergarh 


Shivsingh Ka Khera 


Singhpur 


Sisodiyon Ka Sanwata 


Sukhwara 


Surajpura 


Tasbariya 


Thukrawa 


Tumbariya 


Census Code 


0829000503597000 


0829000503610100 


0829000903666500 


0829000803649900 


0829000503596500 


0829000603622900 


0829000503608000 


0829000503609100 


0829000603622700 


0829000103534300 


0829000503607900 


0829000503595700 


0829000103534200 


0829000603622800 


0829000503596000 


0829000503596800 


0829000603623000 


0829000503609600 


0829000603623500 


0829000803647900 


0829000803647700 


0829000503596100 


0829000103530800 


0829000503608900 


0829000503610800 


0829000103533500 


0829000503609700 


0829000503596300 


0829000603621900 


0829000503608500 


0829000503611100 


0829000903666100 


0829000503608600 


0829000603621700 


0829000503595900 


0829000803650300 


0829000603629100 


0829000603619900 


0829000503609500 


0829000503596200 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Command 

Shale 



4.67 Fresh 


2.92 Fresh 


4.79 Fresh 


10.83 Fresh 


2.65 Fresh 


3.20 Fresh 


1.44 Fresh 


6.75 Fresh 


5.76 Fresh 


4.78 Fresh 


3.22 Fresh 


1.42 Fresh 


3.02 Fresh 


1.32 Fresh 


2.92 Fresh 


1.83 Fresh 


3.57 Fresh 


5.38 Fresh 


8.55 Fresh 


4.16 Fresh 


8.65 Fresh 


2.19 Fresh 


1.23 Fresh 


0.19 Fresh 


5.71 Fresh 



2.90 Fresh 


5.29 Fresh 



3.41 Fresh 


13.71 Fresh 


4.09 Fresh 


2.47 Fresh 


15.43 Fresh 


4.57 Fresh 


4.08 Fresh 


1.41 Fresh 


7.91 Fresh 


2.54 Fresh 


3.34 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Shale 


Shale 


Shale 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Shale 


Phyllite & Schist 


Gneisses(B.G.C.) 


Shale 


Gneisses(B.G.C.) 


Shale 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Limestone 


Shale 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Shale 


Limestone 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Shale 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

25.27 

120 

94.73 

5.00 

4.74 

0.0012 

0.0437 

20.68 

300 

279.32 

8.00 

22.35 

0.0015 

0.0098 

20.68 

300 

279.32 

8.00 

22.35 

0.0015 

0.0399 

19.97 

300 

280.03 

8.00 

22.40 

0.0015 

0.0144 

20.85 

300 

279.15 

8.00 

22.33 

0.0015 

0.0001 

27.95 

120 

92.05 

5.00 

4.60 

0.0012 

0.0253 

21.07 

120 

98.93 

5.00 

4.95 

0.0012 

0.0098 

21.07 

120 

98.93 

5.00 

4.95 

0.0012 

0.0518 

21.00 

120 

99.00 

5.00 

4.95 

0.0012 

0.0151 

22.60 

120 

97.40 

5.00 

4.87 

0.0012 

0.0179 

18.76 

120 

101.24 

5.00 

5.06 

0.0012 

0.0084 

22.08 

120 

97.92 

5.00 

4.90 

0.0012 

0.0119 

22.08 

120 

97.92 

5.00 

4.90 

0.0012 

0.0261 

17.94 

120 

102.06 

5.00 

5.10 

0.0012 

0.0321 

27.26 

120 

92.74 

5.00 

4.64 

0.0012 

0.0110 

22.34 

120 

97.66 

5.00 

4.88 

0.0012 

0.0082 

22.34 

120 

97.66 

5.00 

4.88 

0.0012 

0.0002 

18.94 

120 

101.06 

5.00 

5.05 

0.0012 

0.0083 

27.16 

120 

92.84 

5.00 

4.64 

0.0012 

0.0101 

25.62 

120 

94.38 

5.00 

4.72 

0.0012 

0.0072 

21.89 

120 

98.11 

5.00 

4.91 

0.0012 

0.0009 

21.89 

120 

98.11 

5.00 

4.91 

0.0012 

0.0156 

17.45 

120 

102.55 

5.00 

5.13 

0.0012 

0.0097 

24.54 

120 

95.46 

5.00 

4.77 

0.0012 

0.0008 

24.54 

120 

95.46 

5.00 

4.77 

0.0012 

0.0013 

31.19 

120 

88.81 

5.00 

4.44 

0.0012 

0.0194 

26.05 

120 

93.95 

5.00 

4.70 

0.0012 

0.0001 

26.88 

120 

93.12 

5.00 

4.66 

0.0012 

0.0216 

19.88 

120 

100.12 

5.00 

5.01 

0.0012 

0.0322 

23.13 

120 

96.87 

5.00 

4.84 

0.0012 

0.0081 

19.99 

300 

280.01 

8.00 

22.40 

0.0015 

0.0414 

23.27 

120 

96.73 

5.00 

4.84 

0.0012 

0.0010 

19.08 

120 

100.92 

5.00 

5.05 

0.0012 

0.0068 

19.08 

300 

280.92 

8.00 

22.47 

0.0015 

0.0400 

19.08 

120 

100.92 

5.00 

5.05 

0.0012 

0.0139 

19.08 

300 

280.92 

8.00 

22.47 

0.0015 

0.0127 

26.24 

120 

93.76 

5.00 

4.69 

0.0012 

0.0156 

25.38 

120 

94.62 

5.00 

4.73 

0.0012 

0.0266 

25.38 

120 

94.62 

5.00 

4.73 

0.0012 

0.0022 

18.92 

300 

281.08 

8.00 

22.49 

0.0020 

0.0042 

18.92 

300 

281.08 

8.00 

22.49 

0.0015 

0.2348 

27.09 

120 

92.91 

5.00 

4.65 

0.0012 

0.0227 

27.09 

120 

92.91 

5.00 

4.65 

0.0012 

0.0061 

24.44 

120 

95.56 

5.00 

4.78 

0.0012 

0.0187 

18.97 

300 

281.03 

8.00 

22.48 

0.0015 

0.1661 

19.24 

300 

280.76 

8.00 

22.46 

0.0020 

0.0001 

25.88 

120 

94.12 

5.00 

4.71 

0.0012 

0.0133 

26.09 

120 

93.91 

5.00 

4.70 

0.0012 

0.0833 

27.09 

120 

92.91 

5.00 

4.65 

0.0012 

0.0244 

19.88 

300 

280.13 

8.00 

22.41 

0.0015 

0.0131 

23.05 

120 

96.95 

5.00 

4.85 

0.0012 

0.0061 

23.05 

120 

96.95 

5.00 

4.85 

0.0012 

0.0018 

18.30 

120 

101.70 

5.00 

5.09 

0.0012 

0.0040 

18.06 

120 

101.94 

5.00 

5.10 

0.0012 

0.0144 

26.45 

120 

93.55 

5.00 

4.68 

0.0012 

0.0179 






























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone (Fresh 
/ Saline) 



07002022 


Wazeer Ganj 


Ajan Khera 


Anjana 


Bari 



Bhumlawas 


Chak Bhoopal Sagar 


Chak Papariya 


Charana 


Chauthpura 


Chawandiya 


Chhapri 


Chhdanga Ka Khera 


Dariba (CT) 


Deoron Ka Khera 


Dhaneriya 


Dhani 


Fatehnagar (M) 


Gadriyawas 


Ganeshpura 


Gawaradi 


Girdharipura 


Goojariya Khera 


Jagatsingh Ji Ka Khera 


Jajron Ka Khera 


Jashma 


Kabra 


Kana Khera 


Kankarwa 


Katiya Khera 


Khartana 


Kheri 


Kotrii 


0829000803650000 


0829000603625900 


0825000603035300 


0829000603625200 



0826000103058300 


0829000603626700 


0829000603617200 


0825000603034200 


0829000603617400 


0825000603035600 


0825000642504000 


0829000603619000 


0825000603034000 


0826000103057800 


0829000603617500 


0826000142601000 


0829000603618700 


0825000603032300 


0825000603035400 


0826000103058400 


0829000603618800 


0825000603033900 


0829000603625300 


0829000603618600 


0825000603034700 


0829000603619200 


0829000603625700 


0825000603035100 


0826000103058000 


0829000603625500 


0825000603034800 


1.58 Fresh 


3.53 Fresh 


6.51 Fresh 


7.95 Fresh 


13.77 Fresh 


3.95 Fresh 


1.32 Fresh 


1.36 Fresh 


11.69 Fresh 


5.55 Fresh 


4.71 Fresh 



7.70 Fresh 


3.61 Fresh 


16.04 Fresh 


11.48 Fresh 


3.26 Fresh 


24.95 Fresh 


3.27 Fresh 


0.76 Fresh 


8.76 Fresh 


2.48 Fresh 


2.94 Fresh 


0.89 Fresh 


1.87 Fresh 


28.24 Fresh 


8.38 Fresh 


6.75 Fresh 


19.00 Fresh 


1.59 Fresh 


8.13 Fresh 


2.18 Fresh 


9.73 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Shale 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

26.78 

120 

93.22 

5.00 

4.66 

0.0012 

0.0064 

26.78 

120 

93.22 

5.00 

4.66 

0.0012 

0.0223 

26.26 

120 

93.74 

5.00 

4.69 

0.0012 

0.0217 

26.26 

120 

93.74 

5.00 

4.69 

0.0012 

0.0000 

20.96 

300 

279.04 

8.00 

22.32 

0.0015 

0.0059 

21.32 

120 

98.68 

5.00 

4.93 

0.0012 

0.0002 

18.28 

100 

81.72 

3.00 

2.45 

0.0015 

0.0240 

36.16 

120 

83.84 

5.00 

4.19 

0.0012 

0.0194 

36.16 

120 

83.84 

5.00 

4.19 

0.0012 

0.0189 

14.60 

120 

105.40 

5.00 

5.27 

0.0012 

0.0038 

14.60 

120 

105.40 

5.00 

5.27 

0.0012 

0.0427 

22.56 

120 

97.44 

4.00 

3.90 

0.0018 

0.0277 

27.65 

120 

92.35 

5.00 

4.62 

0.0012 

0.0070 

19.98 

120 

100.02 

5.00 

5.00 

0.0012 

0.0078 

17.40 

120 

102.60 

4.00 

4.10 

0.0018 

0.0026 

17.40 

100 

82.60 

3.00 

2.48 

0.0015 

0.0341 

19.32 

120 

100.68 

5.00 

5.03 

0.0012 

0.0237 

23.81 

120 

96.19 

4.00 

3.85 

0.0018 

0.0086 

23.81 

100 

76.19 

3.00 

2.29 

0.0015 

0.0043 

23.81 

120 

96.19 

4.00 

3.85 

0.0018 

0.0021 

23.81 

100 

76.19 

3.00 

2.29 

0.0015 

0.0064 

18.87 

100 

81.13 

3.00 

2.43 

0.0015 

0.0019 

18.87 

100 

81.13 

3.00 

2.43 

0.0015 

0.0118 

17.87 

120 

102.13 

4.00 

4.09 

0.0018 

0.0131 

17.87 

100 

82.13 

3.00 

2.46 

0.0015 

0.0024 

19.37 

100 

80.63 

3.00 

2.42 

0.0015 

0.0063 

19.37 

100 

80.63 

3.00 

2.42 

0.0015 

0.0216 

36.25 

120 

83.75 

5.00 

4.19 

0.0012 

0.0145 

21.51 

120 

98.49 

4.00 

3.94 

0.0018 

0.0930 

21.51 

100 

78.49 

3.00 

2.35 

0.0015 

0.0074 

17.05 

120 

102.95 

4.00 

4.12 

0.0018 

0.0130 

19.72 

120 

100.28 

5.00 

5.01 

0.0012 

0.0015 

22.41 

120 

97.59 

4.00 

3.90 

0.0018 

0.0612 

22.41 

100 

77.59 

3.00 

2.33 

0.0020 

0.0095 

22.01 

120 

97.99 

5.00 

4.90 

0.0012 

0.0079 

19.37 

100 

80.63 

3.00 

2.42 

0.0015 

0.0012 

18.32 

100 

81.68 

3.00 

2.45 

0.0015 

0.0048 

18.32 

100 

81.68 

3.00 

2.45 

0.0015 

0.0274 

22.32 

120 

97.68 

4.00 

3.91 

0.0018 

0.0167 

22.32 

100 

77.68 

3.00 

2.33 

0.0020 

0.0005 

21.54 

120 

98.46 

5.00 

4.92 

0.0012 

0.0029 

21.54 

120 

98.46 

5.00 

4.92 

0.0012 

0.0138 

17.16 

120 

102.84 

4.00 

4.11 

0.0018 

0.0064 

29.40 

120 

90.60 

5.00 

4.53 

0.0012 

0.0044 

29.40 

120 

90.60 

5.00 

4.53 

0.0012 

0.0054 

19.61 

120 

100.39 

5.00 

5.02 

0.0012 

0.0088 

20.00 

100 

80.00 

3.00 

2.40 

0.0015 

0.0015 

20.00 

100 

80.00 

3.00 

2.40 

0.0015 

0.0287 

35.08 

120 

84.92 

5.00 

4.25 

0.0012 

0.0001 

21.18 

120 

98.82 

5.00 

4.94 

0.0012 

0.0418 

21.18 

120 

98.82 

5.00 

4.94 

0.0012 

0.0564 

19.69 

100 

80.31 

3.00 

2.41 

0.0015 

0.0057 

20.87 

120 

99.13 

4.00 

3.97 

0.0018 

0.0007 

24.16 

120 

95.84 

5.00 

4.79 

0.0012 

0.0120 

20.94 

100 

79.06 

3.00 

2.37 

0.0015 

0.0217 







































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

20.94 

100 

79.06 

3.00 

2.37 

0.0015 

0.0129 

16.37 

100 

83.63 

3.00 

2.51 

0.0015 

0.0280 

19.43 

100 

80.57 

3.00 

2.42 

0.0015 

0.0001 

34.98 

120 

85.02 

5.00 

4.25 

0.0012 

0.0243 

34.98 

120 

85.02 

5.00 

4.25 

0.0012 

0.0115 

19.43 

100 

80.57 

3.00 

2.42 

0.0015 

0.0317 

19.28 

100 

80.72 

3.00 

2.42 

0.0015 

0.0040 

21.15 

100 

78.85 

3.00 

2.37 

0.0015 

0.0009 

22.45 

120 

97.55 

4.00 

3.90 

0.0018 

0.0018 

18.54 

120 

101.46 

5.00 

5.07 

0.0012 

0.0018 

18.57 

100 

81.43 

3.00 

2.44 

0.0015 

0.0043 

18.57 

100 

81.43 

3.00 

2.44 

0.0015 

0.0090 

15.44 

120 

104.56 

5.00 

5.23 

0.0012 

0.0009 

15.44 

120 

104.56 

5.00 

5.23 

0.0012 

0.0091 

24.37 

120 

95.63 

4.00 

3.83 

0.0018 

0.0028 

24.37 

120 

95.63 

4.00 

3.83 

0.0018 

0.0669 

18.01 

120 

101.99 

5.00 

5.10 

0.0012 

0.0002 

23.00 

120 

97.00 

4.00 

3.88 

0.0018 

0.0002 

23.00 

100 

77.00 

3.00 

2.31 

0.0015 

0.0230 

25.07 

120 

94.93 

5.00 

4.75 

0.0012 

0.0165 

25.07 

120 

94.93 

5.00 

4.75 

0.0012 

0.0226 

25.07 

120 

94.93 

5.00 

4.75 

0.0012 

0.0083 

25.07 

120 

94.93 

5.00 

4.75 

0.0012 

0.0126 

20.22 

100 

79.78 

3.00 

2.39 

0.0015 

0.0143 

22.09 

120 

97.91 

5.00 

4.90 

0.0012 

0.0163 

12.13 

120 

107.87 

5.00 

5.39 

0.0012 

0.0002 

12.13 

120 

107.87 

5.00 

5.39 

0.0012 

0.0016 

42.72 

120 

77.28 

5.00 

3.86 

0.0012 

0.0085 

23.83 

120 

96.17 

5.00 

4.81 

0.0012 

0.0166 

22.62 

120 

97.38 

5.00 

4.87 

0.0012 

0.0038 

17.81 

100 

82.19 

3.00 

2.47 

0.0015 

0.0001 

20.71 

100 

79.29 

3.00 

2.38 

0.0015 

0.0014 

18.15 

100 

81.85 

3.00 

2.46 

0.0015 

0.0025 

19.42 

100 

80.58 

3.00 

2.42 

0.0015 

0.0104 

24.80 

100 

75.20 

3.00 

2.26 

0.0015 

0.0160 

24.80 

100 

75.20 

3.00 

2.26 

0.0015 

0.0001 

41.80 

120 

78.20 

5.00 

3.91 

0.0012 

0.0286 

21.32 

120 

98.68 

5.00 

4.93 

0.0012 

0.0198 

13.48 

120 

106.52 

4.00 

4.26 

0.0018 

0.0428 

17.25 

120 

102.75 

4.00 

4.11 

0.0018 

0.0063 

17.37 

120 

102.63 

5.00 

5.13 

0.0012 

0.0282 

17.37 

120 

102.63 

5.00 

5.13 

0.0012 

0.0032 

17.37 

120 

102.63 

5.00 

5.13 

0.0012 

0.0747 

22.18 

120 

97.82 

5.00 

4.89 

0.0012 

0.0028 

20.00 

120 

100.00 

5.00 

5.00 

0.0012 

0.0136 

16.47 

120 

103.53 

4.00 

4.14 

0.0018 

0.0416 

19.65 

120 

100.35 

5.00 

5.02 

0.0012 

0.0164 

21.85 

120 

98.15 

5.00 

4.91 

0.0012 

0.0119 

16.80 

120 

103.20 

5.00 

5.16 

0.0012 

0.0119 

25.54 

120 

94.46 

5.00 

4.72 

0.0012 

0.0044 

25.54 

120 

94.46 

5.00 

4.72 

0.0012 

0.0492 

22.78 

120 

97.22 

5.00 

4.86 

0.0012 

0.0021 

16.36 

120 

103.64 

5.00 

5.18 

0.0012 

0.0072 

16.36 

120 

103.64 

5.00 

5.18 

0.0012 

0.0136 

16.36 

120 

103.64 

5.00 

5.18 

0.0012 

0.0027 



















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

19.47 

120 

100.53 

5.00 

5.03 

0.0012 

0.0103 

19.47 

120 

100.53 

5.00 

5.03 

0.0012 

0.0071 

24.63 

120 

95.37 

5.00 

4.77 

0.0012 

0.0181 

11.18 

120 

108.82 

5.00 

5.44 

0.0012 

0.0003 

11.18 

120 

108.82 

5.00 

5.44 

0.0012 

0.0202 

10.35 

100 

89.65 

3.00 

2.69 

0.0015 

0.0020 

15.04 

120 

104.96 

4.00 

4.20 

0.0018 

0.0216 

15.04 

120 

104.96 

4.00 

4.20 

0.0018 

0.0466 

15.04 

100 

84.96 

3.00 

2.55 

0.0020 

0.0035 

16.11 

120 

103.89 

4.00 

4.16 

0.0018 

0.0024 

22.35 

120 

97.65 

4.00 

3.91 

0.0018 

0.0008 

22.35 

120 

97.65 

4.00 

3.91 

0.0018 

0.0275 

17.93 

120 

102.07 

4.00 

4.08 

0.0018 

0.0126 

17.44 

120 

102.56 

4.00 

4.10 

0.0018 

0.0363 

19.77 

120 

100.23 

4.00 

4.01 

0.0018 

0.0151 

19.77 

120 

100.23 

4.00 

4.01 

0.0018 

0.0083 

17.84 

120 

102.16 

4.00 

4.09 

0.0018 

0.0106 

22.82 

120 

97.18 

5.00 

4.86 

0.0012 

0.0112 

19.18 

120 

100.82 

4.00 

4.03 

0.0018 

0.0031 

19.18 

120 

100.82 

4.00 

4.03 

0.0018 

0.0326 

21.61 

120 

98.39 

4.00 

3.94 

0.0018 

0.0004 

21.61 

100 

78.39 

3.00 

2.35 

0.0020 

0.0000 

8.30 

120 

111.70 

5.00 

5.58 

0.0012 

0.0484 

8.30 

120 

111.70 

5.00 

5.58 

0.0012 

0.0051 

14.60 

120 

105.40 

5.00 

5.27 

0.0012 

0.0211 

14.60 

120 

105.40 

5.00 

5.27 

0.0012 

0.0159 

19.71 

120 

100.29 

5.00 

5.01 

0.0012 

0.0231 

12.41 

120 

107.59 

5.00 

5.38 

0.0012 

0.0133 

12.41 

120 

107.59 

5.00 

5.38 

0.0012 

0.0093 

22.29 

120 

97.71 

5.00 

4.89 

0.0012 

0.0138 

22.29 

120 

97.71 

5.00 

4.89 

0.0012 

0.0011 

22.29 

120 

97.71 

5.00 

4.89 

0.0012 

0.0128 

19.19 

120 

100.81 

5.00 

5.04 

0.0012 

0.0004 

18.81 

120 

101.19 

4.00 

4.05 

0.0018 

0.0383 

18.81 

120 

101.19 

4.00 

4.05 

0.0018 

0.0999 

18.81 

100 

81.19 

3.00 

2.44 

0.0020 

0.0128 

17.40 

120 

102.60 

4.00 

4.10 

0.0018 

0.0041 

17.40 

100 

82.60 

3.00 

2.48 

0.0015 

0.0045 

19.52 

120 

100.48 

5.00 

5.02 

0.0012 

0.0039 

18.98 

120 

101.02 

5.00 

5.05 

0.0012 

0.0159 

12.45 

120 

107.55 

4.00 

4.30 

0.0018 

0.0077 

12.45 

100 

87.55 

3.00 

2.63 

0.0020 

0.0180 

17.67 

120 

102.33 

5.00 

5.12 

0.0012 

0.0476 

21.67 

120 

98.33 

5.00 

4.92 

0.0012 

0.0229 

21.67 

120 

98.33 

5.00 

4.92 

0.0012 

0.0011 

26.95 

120 

93.05 

5.00 

4.65 

0.0012 

0.0003 

26.95 

120 

93.05 

5.00 

4.65 

0.0012 

0.0425 

19.02 

120 

100.98 

5.00 

5.05 

0.0012 

0.0114 

19.02 

120 

100.98 

5.00 

5.05 

0.0012 

0.0005 

27.23 

120 

92.77 

5.00 

4.64 

0.0012 

0.0126 

24.71 

120 

95.29 

5.00 

4.76 

0.0012 

0.0098 

26.97 

120 

93.03 

5.00 

4.65 

0.0012 

0.0236 

19.68 

120 

100.32 

5.00 

5.02 

0.0012 

0.0082 

16.45 

120 

103.55 

4.00 

4.14 

0.0018 

0.0262 

17.81 

120 

102.19 

5.00 

5.11 

0.0012 

0.0242 










































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Shale 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Shale 


Gneisses(B.G.C) 


Phyllite & Schist 


Shale 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Shale 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Shale 


Shale 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

36.25 

120 

83.75 

5.00 

4.19 

0.0012 

0.0029 

16.35 

120 

103.65 

5.00 

5.18 

0.0012 

0.0004 

11.27 

120 

108.74 

5.00 

5.44 

0.0012 

0.0604 

21.51 

120 

98.49 

4.00 

3.94 

0.0018 

0.0031 

17.05 

120 

102.95 

4.00 

4.12 

0.0018 

0.0722 

19.72 

120 

100.28 

5.00 

5.01 

0.0012 

0.0093 

25.19 

120 

94.81 

5.00 

4.74 

0.0012 

0.0099 

18.14 

120 

101.86 

4.00 

4.07 

0.0018 

0.0005 

11.68 

120 

108.32 

4.00 

4.33 

0.0018 

0.0353 

11.68 

100 

88.32 

3.00 

2.65 

0.0015 

0.0044 

16.82 

120 

103.18 

5.00 

5.16 

0.0012 

0.0090 

16.82 

120 

103.18 

5.00 

5.16 

0.0012 

0.0329 

15.83 

120 

104.17 

5.00 

5.21 

0.0012 

0.0649 

13.04 

120 

106.96 

4.00 

4.28 

0.0018 

0.0140 

13.04 

100 

86.96 

3.00 

2.61 

0.0020 

0.0013 

21.96 

300 

278.04 

8.00 

22.24 

0.0015 

0.0071 

22.41 

120 

97.59 

4.00 

3.90 

0.0018 

0.0893 

22.41 

100 

77.59 

3.00 

2.33 

0.0020 

0.0069 

24.72 

120 

95.28 

5.00 

4.76 

0.0012 

0.0007 

22.01 

120 

97.99 

5.00 

4.90 

0.0012 

0.0105 

20.64 

120 

99.36 

4.00 

3.97 

0.0018 

0.0064 

20.64 

120 

99.36 

4.00 

3.97 

0.0018 

0.0006 

23.58 

120 

96.42 

5.00 

4.82 

0.0012 

0.0017 

18.13 

120 

101.87 

4.00 

4.07 

0.0018 

0.0049 

21.68 

120 

98.32 

4.00 

3.93 

0.0018 

0.0001 

19.28 

120 

100.72 

5.00 

5.04 

0.0012 

0.0189 

19.67 

120 

100.33 

4.00 

4.01 

0.0018 

0.0000 

15.33 

120 

104.67 

5.00 

5.23 

0.0012 

0.0105 

23.72 

120 

96.28 

5.00 

4.81 

0.0012 

0.0064 

17.74 

120 

102.26 

5.00 

5.11 

0.0012 

0.0006 

17.74 

120 

102.26 

5.00 

5.11 

0.0012 

0.0145 

17.74 

120 

102.26 

5.00 

5.11 

0.0012 

0.0106 

16.22 

120 

103.78 

5.00 

5.19 

0.0012 

0.0000 

16.22 

120 

103.78 

5.00 

5.19 

0.0012 

0.0058 

16.22 

120 

103.78 

5.00 

5.19 

0.0012 

0.0109 

13.35 

120 

106.66 

5.00 

5.33 

0.0012 

0.0266 

12.42 

120 

107.58 

4.00 

4.30 

0.0018 

0.0261 

23.53 

120 

96.47 

5.00 

4.82 

0.0012 

0.0200 

23.53 

120 

96.47 

5.00 

4.82 

0.0012 

0.0033 

22.57 

120 

97.44 

5.00 

4.87 

0.0012 

0.0025 

22.57 

300 

277.44 

8.00 

22.19 

0.0015 

0.0022 

21.72 

120 

98.28 

5.00 

4.91 

0.0012 

0.0272 

11.88 

120 

108.12 

5.00 

5.41 

0.0012 

0.0123 

20.31 

300 

279.69 

8.00 

22.38 

0.0015 

0.0000 

19.21 

120 

100.79 

5.00 

5.04 

0.0012 

0.0590 

21.26 

120 

98.74 

5.00 

4.94 

0.0012 

0.0041 

21.26 

300 

278.74 

8.00 

22.30 

0.0015 

0.0622 

22.16 

120 

97.84 

5.00 

4.89 

0.0012 

0.0001 

22.16 

120 

97.84 

5.00 

4.89 

0.0012 

0.0073 

22.16 

120 

97.84 

5.00 

4.89 

0.0012 

0.0162 

19.41 

300 

280.59 

8.00 

22.45 

0.0015 

0.0003 

20.30 

300 

279.70 

8.00 

22.38 

0.0015 

0.0604 

22.70 

120 

97.30 

5.00 

4.86 

0.0012 

0.0029 

17.40 

120 

102.60 

4.00 

4.10 

0.0018 

0.0216 

17.40 

120 

102.60 

4.00 

4.10 

0.0018 

0.0037 





















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Jaipura 


Jaitpura 


Jaitpura Kalan 


Jakar Khera 


Jalampura 


Jashma 


Jawa 


Jawan Pura 


Jawanpura 


Jeetawal 


Jeewa Khera 


Jelwalon Ka Khera 


Jewana 


Joonakeer Khera 


Joyra 


Kabeerji Ki Bhagal 


Kabra 


Kachhiya Kheri 


Kalyanpura 


Kana Khera 


Kanar Khera 


Kankarwa 


Kanrookara 


Kanthariya 


Kanwarpura 


Karjali 


Karookariya 


Keshar Kheri 


Khanji Ka Khera 


Khartana 


Khatookra 


Khatya Kheri 


Khempur 


Kheri Phalichara 


Kherli 


Kiron Ka Khera 


Kishaniyakheri 


Kolpura 


Kuncholi 


Census Code 


0829000603630100 


0829000603627700 


0829000803649500 


0829000603627900 


0829000603629300 


0829000603618600 


0829000603626000 


0829000803649200 


0829000603631000 


0829000503610200 


0829000603635900 


0829000603628800 


0826000103057900 


0829000603628300 


0829000603632300 


Zone (Fresh 
/ Saline) 


0829000603634300 


0825000603034700 


0829000603623700 


0829000603624700 


0829000603629000 


0829000603619200 


0829000603634500 


0829000603625700 


0829000603631300 


0829000803648500 


0829000603632600 


0829000603635100 


0829000603618100 


0829000603620100 


0829000603630000 


0826000103058000 


0825000603033800 


0829000603623600 


0826000103067600 


0826000103057400 


0829000603627100 


0829000603635700 


0829000603624200 


0829000603628100 


0826000103057200 



2.21 Fresh 


13.71 Fresh 


1.26 Fresh 


7.50 Fresh 



2.75 Fresh 


8.38 Fresh 


1.54 Fresh 


2.34 Fresh 


2.78 Fresh 


6.75 Fresh 


3.16 Fresh 


19.00 Fresh 


4.06 Fresh 


3.76 Fresh 


1.14 Fresh 



12.45 Fresh 


4.38 Fresh 


3.92 Fresh 


2.20 Fresh 


8.13 Fresh 


15.58 Fresh 


1.21 Fresh 


12.23 Fresh 



3.54 Fresh 


1.39 Fresh 


2.14 Fresh 


1.13 Fresh 


5.38 Fresh 


3.43 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Shale 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

20.08 

120 

99.92 

5.00 

5.00 

0.0012 

0.0018 

25.69 

120 

94.31 

5.00 

4.72 

0.0012 

0.0121 

19.83 

120 

100.17 

5.00 

5.01 

0.0012 

0.0034 

25.64 

120 

94.36 

5.00 

4.72 

0.0012 

0.0060 

28.59 

120 

91.41 

5.00 

4.57 

0.0012 

0.0002 

19.61 

120 

100.39 

5.00 

5.02 

0.0012 

0.1538 

18.55 

120 

101.45 

5.00 

5.07 

0.0012 

0.0217 

20.13 

120 

99.87 

5.00 

4.99 

0.0012 

0.0081 

24.88 

120 

95.12 

5.00 

4.76 

0.0012 

0.0058 

21.08 

300 

278.92 

8.00 

22.31 

0.0015 

0.0030 

24.01 

120 

95.99 

5.00 

4.80 

0.0012 

0.0182 

24.01 

120 

95.99 

5.00 

4.80 

0.0012 

0.0000 

22.45 

120 

97.55 

5.00 

4.88 

0.0012 

0.0124 

19.31 

120 

100.70 

4.00 

4.03 

0.0018 

0.0994 

22.09 

120 

97.91 

5.00 

4.90 

0.0012 

0.0071 

13.91 

120 

106.09 

5.00 

5.30 

0.0012 

0.0064 

13.91 

120 

106.09 

5.00 

5.30 

0.0012 

0.0002 

13.91 

120 

106.09 

5.00 

5.30 

0.0012 

0.0121 

13.91 

120 

106.09 

5.00 

5.30 

0.0012 

0.0271 

25.79 

120 

94.21 

5.00 

4.71 

0.0012 

0.0004 

20.00 

100 

80.00 

3.00 

2.40 

0.0015 

0.0000 

23.88 

120 

96.12 

5.00 

4.81 

0.0012 

0.0049 

23.88 

120 

96.12 

5.00 

4.81 

0.0012 

0.0036 

22.69 

120 

97.31 

5.00 

4.87 

0.0012 

0.0131 

22.32 

120 

97.68 

5.00 

4.88 

0.0012 

0.0030 

35.08 

120 

84.92 

5.00 

4.25 

0.0012 

0.0329 

23.53 

120 

96.47 

5.00 

4.82 

0.0012 

0.0169 

21.18 

120 

98.82 

5.00 

4.94 

0.0012 

0.0097 

21.89 

120 

98.11 

5.00 

4.91 

0.0012 

0.0048 

21.89 

120 

98.11 

5.00 

4.91 

0.0012 

0.0001 

21.89 

120 

98.11 

5.00 

4.91 

0.0012 

0.0180 

18.75 

120 

101.25 

5.00 

5.06 

0.0012 

0.0219 

17.65 

120 

102.35 

5.00 

5.12 

0.0012 

0.0040 

17.65 

120 

102.35 

5.00 

5.12 

0.0012 

0.0027 

18.88 

120 

101.12 

5.00 

5.06 

0.0012 

0.0055 

18.88 

120 

101.12 

5.00 

5.06 

0.0012 

0.1462 

19.67 

120 

100.33 

5.00 

5.02 

0.0012 

0.0001 

12.73 

120 

107.27 

5.00 

5.36 

0.0012 

0.0270 

19.83 

120 

100.17 

5.00 

5.01 

0.0012 

0.0007 

22.12 

120 

97.88 

5.00 

4.89 

0.0012 

0.0124 

20.87 

120 

99.13 

4.00 

3.97 

0.0018 

0.0574 

14.70 

120 

105.30 

4.00 

4.21 

0.0018 

0.0495 

14.70 

100 

85.30 

3.00 

2.56 

0.0015 

0.0322 

23.80 

120 

96.20 

5.00 

4.81 

0.0012 

0.0067 

18.76 

120 

101.24 

4.00 

4.05 

0.0018 

0.0272 

18.76 

120 

101.24 

4.00 

4.05 

0.0018 

0.0151 

22.97 

120 

97.03 

5.00 

4.85 

0.0012 

0.0059 

22.97 

120 

97.03 

5.00 

4.85 

0.0012 

0.0002 

17.26 

120 

102.74 

4.00 

4.11 

0.0018 

0.0262 

15.18 

120 

104.82 

5.00 

5.24 

0.0012 

0.0084 

24.07 

120 

95.93 

5.00 

4.80 

0.0012 

0.0096 

23.52 

120 

96.48 

5.00 

4.82 

0.0012 

0.0063 

24.53 

120 

95.47 

5.00 

4.77 

0.0012 

0.0044 

24.53 

120 

95.47 

5.00 

4.77 

0.0012 

0.0251 

17.33 

120 

102.67 

4.00 

4.11 

0.0018 

0.0253 






























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Shale 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

21.70 

120 

98.30 

4.00 

3.93 

0.0018 

0.0169 

21.70 

120 

98.30 

4.00 

3.93 

0.0018 

0.0259 

22.72 

120 

97.28 

4.00 

3.89 

0.0018 

0.0381 

22.72 

120 

97.28 

4.00 

3.89 

0.0018 

0.0001 

19.21 

120 

100.79 

5.00 

5.04 

0.0012 

0.0125 

19.21 

120 

100.79 

5.00 

5.04 

0.0012 

0.0011 

18.75 

120 

101.25 

4.00 

4.05 

0.0018 

0.0103 

18.75 

120 

101.25 

4.00 

4.05 

0.0018 

0.0113 

23.73 

120 

96.27 

5.00 

4.81 

0.0012 

0.0213 

22.45 

120 

97.55 

4.00 

3.90 

0.0018 

0.0323 

31.38 

120 

88.62 

5.00 

4.43 

0.0012 

0.0088 

17.61 

120 

102.39 

4.00 

4.10 

0.0018 

0.0016 

23.81 

120 

96.19 

5.00 

4.81 

0.0012 

0.0250 

22.55 

120 

97.45 

5.00 

4.87 

0.0012 

0.0133 

10.92 

120 

109.08 

4.00 

4.36 

0.0018 

0.0021 

20.89 

120 

99.11 

5.00 

4.96 

0.0012 

0.0038 

24.37 

120 

95.63 

4.00 

3.83 

0.0018 

0.0007 

14.97 

120 

105.03 

4.00 

4.20 

0.0018 

0.0033 

14.97 

120 

105.03 

4.00 

4.20 

0.0018 

0.0024 

22.01 

120 

97.99 

5.00 

4.90 

0.0012 

0.0034 

22.01 

120 

97.99 

5.00 

4.90 

0.0012 

0.0932 

18.48 

120 

101.52 

5.00 

5.08 

0.0012 

0.0081 

19.14 

120 

100.86 

5.00 

5.04 

0.0012 

0.0067 

19.14 

120 

100.86 

5.00 

5.04 

0.0012 

0.0070 

19.90 

120 

100.10 

5.00 

5.01 

0.0012 

0.0152 

17.48 

120 

102.52 

5.00 

5.13 

0.0012 

0.0014 

21.99 

120 

98.01 

5.00 

4.90 

0.0012 

0.0107 

17.46 

120 

102.54 

4.00 

4.10 

0.0018 

0.0034 

26.41 

120 

93.59 

5.00 

4.68 

0.0012 

0.0000 

26.41 

120 

93.59 

5.00 

4.68 

0.0012 

0.0001 

24.30 

120 

95.70 

5.00 

4.79 

0.0012 

0.0225 

14.15 

120 

105.85 

5.00 

5.29 

0.0012 

0.0718 

21.02 

120 

98.98 

5.00 

4.95 

0.0012 

0.0096 

12.00 

120 

108.00 

4.00 

4.32 

0.0018 

0.0267 

20.85 

300 

279.15 

8.00 

22.33 

0.0015 

0.0978 

13.37 

120 

106.63 

5.00 

5.33 

0.0012 

0.0082 

13.37 

120 

106.63 

5.00 

5.33 

0.0012 

0.0481 

18.01 

120 

101.99 

5.00 

5.10 

0.0012 

0.0676 

21.74 

120 

98.26 

5.00 

4.91 

0.0012 

0.0126 

26.37 

120 

93.63 

5.00 

4.68 

0.0012 

0.0037 

26.37 

120 

93.63 

5.00 

4.68 

0.0012 

0.0025 

20.17 

120 

99.83 

4.00 

3.99 

0.0018 

0.0186 

18.19 

120 

101.81 

5.00 

5.09 

0.0012 

0.0021 

23.93 

120 

96.07 

5.00 

4.80 

0.0012 

0.0096 

21.53 

120 

98.47 

5.00 

4.92 

0.0012 

0.0137 

20.60 

120 

99.40 

5.00 

4.97 

0.0012 

0.0145 

20.60 

120 

99.40 

5.00 

4.97 

0.0012 

0.0019 

14.76 

120 

105.24 

4.00 

4.21 

0.0018 

0.0778 

24.12 

120 

95.88 

5.00 

4.79 

0.0012 

0.0043 

23.42 

120 

96.58 

5.00 

4.83 

0.0012 

0.0002 

23.42 

120 

96.58 

5.00 

4.83 

0.0012 

0.0523 

15.77 

120 

104.23 

4.00 

4.17 

0.0018 

0.0162 

17.45 

120 

102.55 

5.00 

5.13 

0.0012 

0.0070 

18.47 

120 

101.53 

5.00 

5.08 

0.0012 

0.0138 

22.09 

120 

97.91 

5.00 

4.90 

0.0012 

0.0053 


































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Randiyardi 


Rani Khera 


Ranwon Ka Khera 


Rawtiya 


Rayapuriya Khurd 


Ren Ka Khera 


Rewaliya Kalan 


Rewaliya Khurd 


Roliya 


Roodri 


Roop Pura 


Roopa Kheri 


Roopa Wali 


Rooppura @ Dhanna Khera 


Rughnathpura 


Salera Khurd 


Salor 


Sandiyarda 


Sankroda 


Sansera 


Sanwaliya Khera 


Sardarpura 


Sarlai 


Sawaniya 


Sejgariya 


Shambhoo Pura 


Shambhoopura 


Shivdan Pura 


Shivsinghji Ka Khera 


Shivwata 


Singhariya 


Sonarda 


Soniyana 


Sukhwara 


Supariya Khera 


Surajpura 


Suratpura 


Surpur 


Surpuri 


Swarooppura 


Tagdiyon Ka Gurha 


Talab Panchmoja 


Census Code 


0829000603624000 


0826000103058900 


0829000603635600 


0829000603626500 



Zone (Fresh 
/ Saline) 


0829000603624900 


0829000603623500 


0829000803647900 


0829000803647700 


0829000603628000 


0829000603630600 


0829000503608900 


0829000603628400 


0829000803648400 


0825000703044600 


0829000603619100 


0829000603631100 


0826000103056900 


0825000703044800 


0829000603624300 


0826000103057100 


0825000603033600 


0829000603618200 


0829000603624600 


0829000803649800 


0826000103059000 


0829000603617700 


0829000603625000 


0829000603630700 


0829000803649000 


0826000103058600 


0829000603627400 


0829000603619300 


0829000803648800 


0829000803648700 


0829000803650300 


0826000103057700 


0829000603617800 


0829000603634900 


0829000603629800 


0829000603629900 


0826000103059800 


0825000703044200 


0829000603628200 


2.36 Fresh 


2.67 Fresh 


2.33 Fresh 


8.48 Fresh 



3.97 Fresh 


3.57 Fresh 


5.38 Fresh 


8.55 Fresh 


4.25 Fresh 


5.75 Fresh 


2.19 Fresh 


6.43 Fresh 


0.59 Fresh 


2.27 Fresh 


3.00 Fresh 


2.42 Fresh 



4.49 Fresh 


8.31 Fresh 


3.84 Fresh 


11.59 Fresh 


14.20 Fresh 


1.99 Fresh 


1.50 Fresh 


2.22 Fresh 


4.65 Fresh 


5.95 Fresh 


1.16 Fresh 


1.92 Fresh 


1.24 Fresh 


4.70 Fresh 


8.23 Fresh 


0.96 Fresh 


1.49 Fresh 


4.56 Fresh 


4.08 Fresh 


1.52 Fresh 


2.41 Fresh 


2.27 Fresh 


2.99 Fresh 


2.44 Fresh 


1.39 Fresh 


5.34 Fresh 


0.78 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Shale 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Shale 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Shale 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Shale 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

20.50 

120 

99.50 

5.00 

4.98 

0.0012 

0.0135 

18.03 

120 

101.97 

4.00 

4.08 

0.0018 

0.0196 

22.97 

120 

97.03 

5.00 

4.85 

0.0012 

0.0080 

12.13 

120 

107.87 

5.00 

5.39 

0.0012 

0.0374 

12.13 

120 

107.87 

5.00 

5.39 

0.0012 

0.0133 

20.62 

120 

99.38 

5.00 

4.97 

0.0012 

0.0464 

20.62 

120 

99.38 

5.00 

4.97 

0.0012 

0.0024 

25.29 

120 

94.71 

5.00 

4.74 

0.0012 

0.0216 

24.54 

120 

95.46 

5.00 

4.77 

0.0012 

0.0048 

24.54 

120 

95.46 

5.00 

4.77 

0.0012 

0.0127 

31.19 

120 

88.81 

5.00 

4.44 

0.0012 

0.0081 

26.05 

120 

93.95 

5.00 

4.70 

0.0012 

0.0461 

24.81 

120 

95.19 

5.00 

4.76 

0.0012 

0.0122 

24.81 

120 

95.19 

5.00 

4.76 

0.0012 

0.0111 

19.24 

120 

100.76 

5.00 

5.04 

0.0012 

0.0333 

23.13 

120 

96.87 

5.00 

4.84 

0.0012 

0.0040 

21.65 

120 

98.35 

5.00 

4.92 

0.0012 

0.0364 

19.66 

120 

100.35 

5.00 

5.02 

0.0012 

0.0022 

19.66 

300 

280.35 

8.00 

22.43 

0.0015 

0.0068 

11.50 

120 

108.50 

4.00 

4.34 

0.0018 

0.0172 

42.72 

120 

77.28 

5.00 

3.86 

0.0012 

0.0048 

25.85 

120 

94.15 

5.00 

4.71 

0.0012 

0.0064 

25.85 

120 

94.15 

5.00 

4.71 

0.0012 

0.0000 

18.62 

120 

101.39 

5.00 

5.07 

0.0012 

0.0156 

18.62 

300 

281.39 

8.00 

22.51 

0.0015 

0.0704 

16.88 

120 

103.12 

4.00 

4.12 

0.0018 

0.0010 

10.00 

120 

110.00 

4.00 

4.40 

0.0018 

0.0085 

22.13 

120 

97.87 

5.00 

4.89 

0.0012 

0.0216 

17.12 

120 

102.88 

4.00 

4.12 

0.0018 

0.0812 

11.48 

100 

88.52 

3.00 

2.66 

0.0015 

0.0004 

13.24 

120 

106.76 

5.00 

5.34 

0.0012 

0.0122 

19.41 

120 

100.59 

5.00 

5.03 

0.0012 

0.0007 

19.41 

120 

100.59 

5.00 

5.03 

0.0012 

0.0079 

19.32 

300 

280.68 

8.00 

22.45 

0.0015 

0.0651 

17.65 

120 

102.35 

4.00 

4.09 

0.0018 

0.0342 

19.71 

120 

100.29 

5.00 

5.01 

0.0012 

0.0082 

22.62 

120 

97.38 

5.00 

4.87 

0.0012 

0.0027 

21.20 

120 

98.80 

5.00 

4.94 

0.0012 

0.0109 

22.26 

120 

97.74 

5.00 

4.89 

0.0012 

0.0070 

22.13 

120 

97.87 

4.00 

3.91 

0.0018 

0.0331 

19.27 

120 

100.73 

5.00 

5.04 

0.0012 

0.0472 

19.27 

120 

100.73 

5.00 

5.04 

0.0012 

0.0004 

27.93 

120 

92.07 

5.00 

4.60 

0.0012 

0.0051 

26.13 

120 

93.87 

5.00 

4.69 

0.0012 

0.0080 

35.41 

120 

84.59 

5.00 

4.23 

0.0012 

0.0222 

19.88 

300 

280.13 

8.00 

22.41 

0.0015 

0.0337 

18.24 

120 

101.76 

4.00 

4.07 

0.0018 

0.0112 

22.86 

120 

97.14 

5.00 

4.86 

0.0012 

0.0061 

22.86 

120 

97.14 

5.00 

4.86 

0.0012 

0.0003 

22.97 

120 

97.03 

5.00 

4.85 

0.0012 

0.0010 

21.19 

120 

98.81 

5.00 

4.94 

0.0012 

0.0170 

22.07 

120 

97.93 

5.00 

4.90 

0.0012 

0.0117 

17.55 

120 

102.45 

4.00 

4.10 

0.0018 

0.0024 

12.02 

120 

107.98 

4.00 

4.32 

0.0018 

0.0036 

23.08 

120 

96.92 

5.00 

4.85 

0.0012 

0.0011 










































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Shale 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Limestone 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Limestone 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

23.08 

120 

96.92 

5.00 

4.85 

0.0012 

0.0033 

26.59 

120 

93.41 

5.00 

4.67 

0.0012 

0.0066 

15.27 

120 

104.73 

5.00 

5.24 

0.0012 

0.0047 

15.27 

120 

104.73 

5.00 

5.24 

0.0012 

0.0001 

22.07 

120 

97.93 

5.00 

4.90 

0.0012 

0.0010 

22.07 

120 

97.93 

5.00 

4.90 

0.0012 

0.0186 

14.01 

120 

105.99 

4.00 

4.24 

0.0018 

0.0014 

14.01 

120 

105.99 

4.00 

4.24 

0.0018 

0.0241 

18.84 

120 

101.16 

5.00 

5.06 

0.0012 

0.0182 

18.30 

120 

101.70 

5.00 

5.09 

0.0012 

0.0422 

21.31 

120 

98.69 

5.00 

4.93 

0.0012 

0.0307 

19.28 

120 

100.72 

4.00 

4.03 

0.0018 

0.0070 

19.28 

100 

80.72 

3.00 

2.42 

0.0020 

0.0000 

26.60 

120 

93.40 

5.00 

4.67 

0.0012 

0.0095 

26.60 

120 

93.40 

5.00 

4.67 

0.0012 

0.0078 

24.70 

120 

95.30 

5.00 

4.76 

0.0012 

0.0007 

24.70 

120 

95.30 

5.00 

4.76 

0.0012 

0.0106 

20.86 

120 

99.14 

5.00 

4.96 

0.0012 

0.0054 

41.80 

120 

78.20 

5.00 

3.91 

0.0012 

0.0061 

20.36 

120 

99.64 

4.00 

3.99 

0.0018 

0.0004 

21.41 

120 

98.59 

4.00 

3.94 

0.0018 

0.0038 

21.41 

120 

98.59 

4.00 

3.94 

0.0018 

0.0427 

20.96 

300 

279.04 

8.00 

22.32 

0.0015 

0.0471 

9.75 

120 

110.25 

4.00 

4.41 

0.0018 

0.0001 

9.75 

120 

110.25 

4.00 

4.41 

0.0018 

0.0070 

17.25 

120 

102.75 

4.00 

4.11 

0.0018 

0.0281 

17.25 

120 

102.75 

4.00 

4.11 

0.0018 

0.0006 

18.49 

120 

101.51 

4.00 

4.06 

0.0018 

0.0069 

11.27 

120 

108.73 

4.00 

4.35 

0.0018 

0.0220 

15.99 

120 

104.01 

4.00 

4.16 

0.0018 

0.0416 

12.58 

120 

107.42 

4.00 

4.30 

0.0018 

0.0086 

11.21 

120 

108.79 

4.00 

4.35 

0.0018 

0.0000 

15.84 

120 

104.16 

4.00 

4.17 

0.0018 

0.0438 

15.84 

120 

104.16 

4.00 

4.17 

0.0018 

0.0039 

16.36 

120 

103.64 

4.00 

4.15 

0.0018 

0.0141 

16.36 

120 

103.64 

4.00 

4.15 

0.0018 

0.0018 

16.11 

120 

103.89 

4.00 

4.16 

0.0018 

0.0007 

16.11 

120 

103.89 

4.00 

4.16 

0.0018 

0.0385 

14.61 

120 

105.39 

4.00 

4.22 

0.0018 

0.0292 

11.29 

120 

108.71 

4.00 

4.35 

0.0018 

0.0174 

11.87 

120 

108.13 

4.00 

4.33 

0.0018 

0.0028 

19.77 

120 

100.23 

4.00 

4.01 

0.0018 

0.0003 

19.77 

120 

100.23 

4.00 

4.01 

0.0018 

0.0077 

16.06 

120 

103.94 

4.00 

4.16 

0.0018 

0.0027 

16.06 

120 

103.94 

10.00 

10.39 

0.0020 

0.0096 

11.52 

120 

108.48 

4.00 

4.34 

0.0018 

0.0695 

11.52 

120 

108.48 

4.00 

4.34 

0.0018 

0.0199 

13.40 

100 

86.60 

3.00 

2.60 

0.0020 

0.0378 

12.42 

120 

107.58 

4.00 

4.30 

0.0018 

0.0032 

15.88 

120 

104.12 

4.00 

4.16 

0.0018 

0.0054 

15.88 

120 

104.12 

10.00 

10.41 

0.0020 

0.0140 

14.49 

120 

105.51 

4.00 

4.22 

0.0018 

0.0069 

11.54 

100 

88.46 

3.00 

2.65 

0.0020 

0.0074 

19.31 

120 

100.69 

4.00 

4.03 

0.0018 

0.0029 

19.31 

120 

100.69 

4.00 

4.03 

0.0018 

0.0227 












































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

17.69 

120 

102.31 

4.00 

4.09 

0.0018 

0.0011 

17.69 

120 

102.31 

4.00 

4.09 

0.0018 

0.0044 

11.36 

120 

108.64 

4.00 

4.35 

0.0018 

0.0168 

17.25 

120 

102.75 

4.00 

4.11 

0.0018 

0.0002 

17.25 

120 

102.75 

4.00 

4.11 

0.0018 

0.0151 

18.14 

120 

101.86 

4.00 

4.07 

0.0018 

0.0403 

13.56 

120 

106.44 

4.00 

4.26 

0.0018 

0.0322 

16.44 

120 

103.56 

4.00 

4.14 

0.0018 

0.0097 

16.44 

120 

103.56 

4.00 

4.14 

0.0018 

0.0121 

17.65 

120 

102.35 

4.00 

4.09 

0.0018 

0.0125 

17.65 

120 

102.35 

4.00 

4.09 

0.0018 

0.0231 

20.64 

120 

99.36 

4.00 

3.97 

0.0018 

0.0113 

20.64 

120 

99.36 

4.00 

3.97 

0.0018 

0.0010 

18.13 

120 

101.87 

4.00 

4.07 

0.0018 

0.0077 

14.95 

120 

105.05 

4.00 

4.20 

0.0018 

0.0029 

14.95 

100 

85.05 

3.00 

2.55 

0.0020 

0.0097 

12.04 

100 

87.96 

3.00 

2.64 

0.0020 

0.0040 

18.81 

120 

101.19 

4.00 

4.05 

0.0018 

0.0061 

18.81 

120 

101.19 

4.00 

4.05 

0.0018 

0.0264 

19.67 

120 

100.33 

4.00 

4.01 

0.0018 

0.0192 

19.67 

120 

100.33 

4.00 

4.01 

0.0018 

0.0003 

11.97 

120 

108.03 

4.00 

4.32 

0.0018 

0.0736 

11.97 

100 

88.03 

3.00 

2.64 

0.0020 

0.0010 

10.57 

120 

109.43 

4.00 

4.38 

0.0018 

0.0145 

16.46 

120 

103.54 

4.00 

4.14 

0.0018 

0.0009 

16.46 

120 

103.54 

4.00 

4.14 

0.0018 

0.0166 

17.25 

120 

102.75 

4.00 

4.11 

0.0018 

0.0026 

17.25 

120 

102.75 

4.00 

4.11 

0.0018 

0.0129 

11.45 

120 

108.55 

4.00 

4.34 

0.0018 

0.0029 

11.45 

120 

108.55 

4.00 

4.34 

0.0018 

0.0087 

11.62 

120 

108.38 

4.00 

4.34 

0.0018 

0.0087 

13.62 

120 

106.38 

4.00 

4.26 

0.0018 

0.0058 

13.62 

120 

106.38 

4.00 

4.26 

0.0018 

0.0001 

14.85 

120 

105.15 

4.00 

4.21 

0.0018 

0.0018 

14.85 

120 

105.15 

4.00 

4.21 

0.0018 

0.0213 

11.90 

120 

108.10 

4.00 

4.32 

0.0018 

0.0237 

11.90 

120 

108.10 

4.00 

4.32 

0.0018 

0.0001 

12.83 

120 

107.17 

4.00 

4.29 

0.0018 

0.0187 

18.76 

120 

101.24 

4.00 

4.05 

0.0018 

0.0239 

18.76 

120 

101.24 

4.00 

4.05 

0.0018 

0.0229 

11.30 

120 

108.70 

4.00 

4.35 

0.0018 

0.0171 

11.30 

120 

108.70 

4.00 

4.35 

0.0018 

0.0014 

22.72 

120 

97.28 

4.00 

3.89 

0.0018 

0.0018 

15.06 

120 

104.94 

4.00 

4.20 

0.0018 

0.0109 

12.19 

120 

107.81 

4.00 

4.31 

0.0018 

0.0001 

12.19 

100 

87.81 

3.00 

2.63 

0.0020 

0.0249 

15.56 

120 

104.44 

4.00 

4.18 

0.0018 

0.0020 

16.30 

120 

103.70 

4.00 

4.15 

0.0018 

0.0044 

15.51 

120 

104.49 

4.00 

4.18 

0.0018 

0.0076 

15.51 

120 

104.49 

4.00 

4.18 

0.0018 

0.0039 

17.61 

120 

102.39 

4.00 

4.10 

0.0018 

0.0810 

17.61 

120 

102.39 

4.00 

4.10 

0.0018 

0.0077 

10.66 

120 

109.34 

4.00 

4.37 

0.0018 

0.0000 

13.96 

120 

106.04 

4.00 

4.24 

0.0018 

0.0198 

10.92 

120 

109.08 

4.00 

4.36 

0.0018 

0.0023 



































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

16.36 

120 

103.64 

4.00 

4.15 

0.0018 

0.0080 

13.08 

120 

106.92 

4.00 

4.28 

0.0018 

0.0296 

13.57 

120 

106.43 

4.00 

4.26 

0.0018 

0.0052 

13.57 

120 

106.43 

4.00 

4.26 

0.0018 

0.0140 

16.24 

120 

103.76 

4.00 

4.15 

0.0018 

0.0038 

16.24 

120 

103.76 

4.00 

4.15 

0.0018 

0.0039 

17.46 

120 

102.54 

4.00 

4.10 

0.0018 

0.0293 

14.28 

120 

105.72 

4.00 

4.23 

0.0018 

0.0560 

14.28 

120 

105.72 

4.00 

4.23 

0.0018 

0.0413 

14.30 

120 

105.70 

4.00 

4.23 

0.0018 

0.0059 

12.67 

100 

87.33 

3.00 

2.62 

0.0020 

0.0423 

15.34 

120 

104.66 

4.00 

4.19 

0.0018 

0.0252 

15.34 

100 

84.66 

3.00 

2.54 

0.0020 

0.0081 

11.44 

100 

88.56 

3.00 

2.66 

0.0020 

0.0013 

11.67 

100 

88.33 

3.00 

2.65 

0.0020 

0.0034 

11.95 

100 

88.05 

3.00 

2.64 

0.0020 

0.0056 

14.26 

120 

105.74 

4.00 

4.23 

0.0018 

0.0016 

14.26 

100 

85.74 

3.00 

2.57 

0.0020 

0.0302 

11.96 

120 

108.04 

4.00 

4.32 

0.0018 

0.0259 

18.81 

120 

101.19 

4.00 

4.05 

0.0018 

0.0255 

14.61 

120 

105.39 

4.00 

4.22 

0.0018 

0.0019 

12.46 

120 

107.54 

4.00 

4.30 

0.0018 

0.0295 

10.12 

120 

109.88 

4.00 

4.40 

0.0018 

0.0117 

11.36 

120 

108.64 

4.00 

4.35 

0.0018 

0.0076 

15.29 

120 

104.71 

4.00 

4.19 

0.0018 

0.0457 

15.13 

120 

104.87 

4.00 

4.19 

0.0018 

0.0059 

15.13 

100 

84.87 

3.00 

2.55 

0.0020 

0.0093 

12.92 

120 

107.08 

4.00 

4.28 

0.0018 

0.0227 

9.67 

120 

110.33 

4.00 

4.41 

0.0018 

0.0139 

21.35 

120 

98.65 

4.00 

3.95 

0.0018 

0.0004 

12.18 

120 

107.82 

4.00 

4.31 

0.0018 

0.0012 

11.65 

120 

108.35 

4.00 

4.33 

0.0018 

0.0021 

11.65 

100 

88.35 

3.00 

2.65 

0.0020 

0.0002 

16.88 

120 

103.12 

4.00 

4.12 

0.0018 

0.0065 

16.88 

120 

103.12 

4.00 

4.12 

0.0018 

0.0258 

17.12 

120 

102.88 

4.00 

4.12 

0.0018 

0.0046 

15.89 

120 

104.11 

4.00 

4.16 

0.0018 

0.0149 

10.51 

120 

109.49 

4.00 

4.38 

0.0018 

0.0006 

10.51 

120 

109.49 

4.00 

4.38 

0.0018 

0.0074 

13.01 

120 

106.99 

4.00 

4.28 

0.0018 

0.0047 

13.01 

120 

106.99 

4.00 

4.28 

0.0018 

0.0444 

11.75 

120 

108.25 

4.00 

4.33 

0.0018 

0.0341 

11.88 

120 

108.12 

4.00 

4.32 

0.0018 

0.0001 

11.88 

100 

88.12 

3.00 

2.64 

0.0020 

0.0061 

17.55 

120 

102.45 

4.00 

4.10 

0.0018 

0.0007 

17.55 

120 

102.45 

4.00 

4.10 

0.0018 

0.0071 

14.01 

120 

105.99 

4.00 

4.24 

0.0018 

0.0211 

14.01 

120 

105.99 

4.00 

4.24 

0.0018 

0.0557 

16.75 

120 

103.25 

4.00 

4.13 

0.0018 

0.0099 

16.75 

100 

83.25 

3.00 

2.50 

0.0020 

0.0003 

9.79 

120 

110.21 

4.00 

4.41 

0.0018 

0.0013 

9.79 

120 

110.21 

4.00 

4.41 

0.0018 

0.0069 

14.13 

120 

105.87 

4.00 

4.23 

0.0018 

0.0615 

14.13 

100 

85.87 

3.00 

2.58 

0.0020 

0.0024 

9.83 

120 

110.17 

4.00 

4.41 

0.0018 

0.0316 


















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


07002025 


Veer Dholiya 


Vijaipura 


Vishanpura 


Wajmiya 


Wangroda 


Wangrodi 


Amberi 


Asana 


Asawara 


Bansliya 


Bapra 


Barawa 


Barwa 


Barwaliya 


Beejana 


Beran 


Bhalon Ka Gurha 


Bhatewar 


Bheelon Ka Bedla 


Bheemal Charnan 


Bhesra Khurd 


Bhilwara 


Bhimal 


Bhoomaliyon Ka Gurha 


Bhopat Kheri 


Bichhawera 


Bichhri 


Bilawas 


Bilota 


Bitholi 


Bor Ka Kua 


Boyna 


Chandesara 


0826000103061900 


0826000603169800 


0826000103059400 


0826000103066400 


0826000103066300 


0826000503146600 


0826000103064100 


0826000603176600 


0826000603172000 


0825000703054300 


0825000703050800 


0825000703054100 


0825000703052200 


0826000603174100 


0825000703054500 


0826000503150800 


0826000603173900 


0826000503146800 


0826000103064900 


0826000503150000 


0826000503147000 


0826000103066000 


0825000703051400 


0826000103064300 


0826000603175500 


0826000503150400 


0825000703054600 


0825000703053000 


0826000103061700 


0825000703052000 


0826000103065500 


0826000103062700 


Zone (Fresh 
/ Saline) 



5.32 Fresh 


1.24 Fresh 


2.65 Fresh 


6.21 Fresh 


3.18 Fresh 



11.46 Fresh 


4.95 Fresh 


2.21 Fresh 


8.25 Fresh 


0.41 Fresh 


7.36 Fresh 


1.07 Fresh 


1.20 Fresh 


8.23 Fresh 


4.10 Fresh 


1.26 Fresh 


2.83 Fresh 


4.07 Fresh 


0.65 Fresh 


6.12 Fresh 


12.62 Fresh 


Type of Area 

(Command / Non- Hydrogeological Unit 
command) 








Chauhanon Ka Gurha 


0826000603176100 


2.69 Fresh 


Command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Limestone 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Limestone 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

9.83 

120 

110.17 

4.00 

4.41 

0.0018 

0.0884 

10.72 

100 

89.28 

3.00 

2.68 

0.0020 

0.0047 

10.02 

120 

109.98 

4.00 

4.40 

0.0018 

0.0066 

10.02 

120 

109.98 

4.00 

4.40 

0.0018 

0.0032 

20.36 

120 

99.64 

4.00 

3.99 

0.0018 

0.0186 

15.52 

120 

104.48 

4.00 

4.18 

0.0018 

0.0433 

15.52 

100 

84.48 

3.00 

2.53 

0.0020 

0.0023 

15.23 

120 

104.77 

4.00 

4.19 

0.0018 

0.0029 

15.23 

100 

84.77 

3.00 

2.54 

0.0020 

0.0142 

16.33 

120 

103.67 

4.00 

4.15 

0.0018 

0.0032 

16.33 

100 

83.67 

3.00 

2.51 

0.0020 

0.0043 

9.75 

120 

110.25 

4.00 

4.41 

0.0018 

0.0022 

9.75 

120 

110.25 

4.00 

4.41 

0.0018 

0.0002 

6.36 

100 

93.64 

3.00 

2.81 

0.0020 

0.0003 

11.77 

100 

88.23 

3.00 

2.65 

0.0020 

0.0250 

18.75 

120 

101.25 

4.00 

4.05 

0.0018 

0.0106 

11.21 

120 

108.79 

4.00 

4.35 

0.0018 

0.0145 

9.05 

100 

90.95 

3.00 

2.73 

0.0015 

0.0034 

15.00 

100 

85.00 

3.00 

2.55 

0.0015 

0.0003 

9.77 

100 

90.23 

3.00 

2.71 

0.0015 

0.0040 

14.28 

100 

85.72 

3.00 

2.57 

0.0015 

0.0043 

11.87 

120 

108.13 

4.00 

4.33 

0.0018 

0.0202 

8.57 

100 

91.43 

3.00 

2.74 

0.0015 

0.0228 

14.51 

120 

105.49 

4.00 

4.22 

0.0018 

0.0232 

14.51 

120 

105.49 

4.00 

4.22 

0.0018 

0.0022 

16.06 

120 

103.94 

4.00 

4.16 

0.0018 

0.0025 

16.06 

120 

103.94 

10.00 

10.39 

0.0020 

0.0594 

11.52 

120 

108.48 

4.00 

4.34 

0.0018 

0.0001 

8.17 

100 

91.83 

3.00 

2.75 

0.0020 

0.0002 

12.93 

120 

107.07 

4.00 

4.28 

0.0018 

0.0164 

12.93 

100 

87.07 

3.00 

2.61 

0.0020 

0.0004 

7.38 

120 

112.62 

4.00 

4.50 

0.0018 

0.0543 

7.38 

100 

92.62 

3.00 

2.78 

0.0020 

0.0009 

6.74 

120 

113.26 

4.00 

4.53 

0.0018 

0.0511 

9.34 

100 

90.66 

3.00 

2.72 

0.0020 

0.0006 

13.40 

100 

86.60 

3.00 

2.60 

0.0020 

0.0004 

16.95 

100 

83.05 

3.00 

2.49 

0.0015 

0.0040 

11.19 

100 

88.81 

3.00 

2.66 

0.0020 

0.0064 

15.88 

120 

104.12 

10.00 

10.41 

0.0020 

0.0128 

3.07 

120 

116.93 

4.00 

4.68 

0.0018 

0.0102 

3.07 

120 

116.93 

4.00 

4.68 

0.0018 

0.0213 

9.84 

120 

110.16 

4.00 

4.41 

0.0018 

0.0273 

9.84 

100 

90.16 

3.00 

2.70 

0.0020 

0.0146 

9.05 

120 

110.95 

4.00 

4.44 

0.0018 

0.0491 

9.05 

100 

90.95 

3.00 

2.73 

0.0020 

0.0138 

10.40 

100 

89.60 

3.00 

2.69 

0.0015 

0.0051 

11.82 

100 

88.18 

3.00 

2.65 

0.0015 

0.0108 

9.80 

100 

90.20 

3.00 

2.71 

0.0020 

0.0220 

15.52 

100 

84.48 

3.00 

2.53 

0.0015 

0.0025 

11.54 

100 

88.46 

3.00 

2.65 

0.0020 

0.0251 

10.26 

120 

109.74 

4.00 

4.39 

0.0018 

0.0910 

10.26 

100 

89.74 

3.00 

2.69 

0.0020 

0.0035 

12.75 

120 

107.25 

4.00 

4.29 

0.0018 

0.0032 

12.75 

120 

107.25 

4.00 

4.29 

0.0018 

0.0015 

17.96 

120 

102.04 

4.00 

4.08 

0.0018 

0.0178 
























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Limestone 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Limestone 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Limestone 


Gneisses(B.G.C.) 


Limestone 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

17.96 

120 

102.04 

10.00 

10.20 

0.0020 

0.0054 

8.53 

100 

91.47 

3.00 

2.74 

0.0020 

0.0124 

18.46 

120 

101.54 

4.00 

4.06 

0.0018 

0.0050 

17.14 

120 

102.86 

4.00 

4.11 

0.0018 

0.0064 

17.14 

120 

102.86 

4.00 

4.11 

0.0018 

0.0430 

14.48 

100 

85.52 

3.00 

2.57 

0.0015 

0.0113 

10.24 

100 

89.76 

3.00 

2.69 

0.0015 

0.0002 

16.49 

120 

103.51 

4.00 

4.14 

0.0018 

0.0127 

16.49 

120 

103.51 

10.00 

10.35 

0.0020 

0.0579 

6.68 

120 

113.32 

4.00 

4.53 

0.0018 

0.0003 

6.93 

120 

113.07 

4.00 

4.52 

0.0018 

0.0059 

12.81 

100 

87.19 

3.00 

2.62 

0.0015 

0.0111 

10.94 

100 

89.06 

3.00 

2.67 

0.0020 

0.0297 

18.82 

120 

101.18 

4.00 

4.05 

0.0018 

0.0008 

18.82 

100 

81.18 

3.00 

2.44 

0.0020 

0.0026 

14.85 

120 

105.15 

4.00 

4.21 

0.0018 

0.0206 

13.56 

120 

106.44 

4.00 

4.26 

0.0018 

0.0140 

16.41 

120 

103.59 

4.00 

4.14 

0.0018 

0.0021 

16.41 

100 

83.59 

3.00 

2.51 

0.0020 

0.0088 

16.23 

120 

103.77 

4.00 

4.15 

0.0018 

0.0021 

16.23 

120 

103.77 

4.00 

4.15 

0.0018 

0.0094 

10.01 

120 

109.99 

4.00 

4.40 

0.0018 

0.0148 

12.24 

100 

87.76 

3.00 

2.63 

0.0015 

0.0009 

9.78 

100 

90.22 

3.00 

2.71 

0.0020 

0.0433 

14.97 

100 

85.03 

3.00 

2.55 

0.0020 

0.0098 

17.45 

120 

102.55 

4.00 

4.10 

0.0018 

0.0079 

17.45 

120 

102.55 

4.00 

4.10 

0.0018 

0.0420 

12.04 

100 

87.96 

3.00 

2.64 

0.0020 

0.0619 

17.74 

100 

82.26 

3.00 

2.47 

0.0015 

0.0081 

17.76 

100 

82.24 

3.00 

2.47 

0.0015 

0.0361 

18.20 

120 

101.80 

4.00 

4.07 

0.0018 

0.0061 

18.20 

120 

101.80 

10.00 

10.18 

0.0020 

0.0133 

11.48 

120 

108.52 

4.00 

4.34 

0.0018 

0.0040 

11.48 

120 

108.52 

10.00 

10.85 

0.0020 

0.0156 

11.48 

120 

108.52 

4.00 

4.34 

0.0018 

0.0007 

13.60 

100 

86.40 

3.00 

2.59 

0.0015 

0.0099 

11.97 

120 

108.03 

4.00 

4.32 

0.0018 

0.0128 

6.09 

120 

113.91 

4.00 

4.56 

0.0018 

0.0339 

6.09 

120 

113.91 

4.00 

4.56 

0.0018 

0.0493 

13.15 

100 

86.85 

3.00 

2.61 

0.0015 

0.0050 

11.54 

120 

108.46 

4.00 

4.34 

0.0018 

0.0633 

11.54 

120 

108.46 

4.00 

4.34 

0.0018 

0.0287 

17.86 

120 

102.14 

4.00 

4.09 

0.0018 

0.0003 

10.72 

120 

109.28 

4.00 

4.37 

0.0018 

0.0016 

10.72 

100 

89.28 

3.00 

2.68 

0.0020 

0.0150 

19.65 

120 

100.35 

4.00 

4.01 

0.0018 

0.0039 

13.45 

100 

86.55 

3.00 

2.60 

0.0015 

0.0048 

13.73 

100 

86.27 

3.00 

2.59 

0.0020 

0.0136 

8.21 

100 

91.79 

3.00 

2.75 

0.0020 

0.0215 

19.48 

100 

80.52 

3.00 

2.42 

0.0020 

0.0055 

16.54 

100 

83.46 

3.00 

2.50 

0.0015 

0.0075 

16.91 

100 

83.09 

3.00 

2.49 

0.0020 

0.0135 

14.12 

100 

85.88 

3.00 

2.58 

0.0015 

0.0009 

7.76 

100 

92.24 

3.00 

2.77 

0.0020 

0.0042 

8.35 

100 

91.65 

3.00 

2.75 

0.0015 

0.0115 





























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Kamli Ka Gurha 


Kamlod 


Karanpur 


Karawari 


Karelon Ka Gurha 


Karmathon Ka Dhana 


Katkakua 


Khalator 


Kham Ki Madri 


Kharwadon Ka Gurha 


Khemli 


Khetpal Ka Gurha 


Khuyanpura 


Kolar 


Kotri Ka Dhana 


Kunda 


Kundal Ka Gurha 


Ladiya Khera 


Lakhawali 


Lauseeng 


Leelera 


Lolera Ka Gurha 


Madri Asholyan 


Maharaj Ki Kheri 


Majera 


Malki Toos 


Manderiya 


Mandesar 


Mandesar Ka Gurha 


Mangthala 


Mankyawas 


Maruwas 


Mathatha 


Merta 


Mohanpura 


Moti Khera 


Munjela 


Munwas 


Nagda 


Nagon Ka Khera 


Nahar Magra 


Census Code 


0825000703053500 


0826000503150300 


0826000603171900 


0826000503145400 


0826000503146500 


0825000703052800 


0826000603174500 


0826000603174000 


0826000103061600 


0826000103061400 


0826000103063900 


Zone (Fresh 
/ Saline) 


0825000703051800 


0826000503141500 


0825000703052100 


0825000703054400 


0825000703051000 


0826000503145100 


0826000503149700 


0826000503146900 


0826000503144900 


0825000703054000 


0825000703049700 


0826000103065900 


0826000603174600 


0825000703053100 


0826000603176500 


0826000603175600 


0826000603175800 


0826000603175700 


0826000103061300 


0826000103061500 


0826000103062400 


0826000503145300 


0826000103063600 


0826000503146200 


0826000103063000 


0825000703052500 


0826000503145900 


0826000503145500 


0826000103065600 


0826000103064500 



1.71 Fresh 


1.18 Fresh 



2.32 Fresh 


1.02 Fresh 


2.62 Fresh 


5.43 Fresh 


3.63 Fresh 


1.12 Fresh 


4.97 Fresh 


10.47 Fresh 


6.62 Fresh 


2.83 Fresh 


1.92 Fresh 


4.77 Fresh 


2.98 Fresh 


0.80 Fresh 


5.71 Fresh 


5.45 Fresh 


7.41 Fresh 


0.85 Fresh 


12.73 Fresh 


8.58 Fresh 


9.33 Fresh 


3.93 Fresh 


6.61 Fresh 


1.88 Fresh 


3.81 Fresh 


0.46 Fresh 


1.93 Fresh 


0.89 Fresh 


2.12 Fresh 


13.20 Fresh 



Nala Phala 


0826000503150200 


2.05 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Limestone 

Non-command 

Gneisses(B.G.C) 

Non-command 

Limestone 

Command 

Gneisses(B.G.C) 

Non-command 

Limestone 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

10.66 

100 

89.34 

3.00 

2.68 

0.0015 

0.0013 

5.34 

120 

114.66 

4.00 

4.59 

0.0018 

0.0000 

13.62 

120 

106.38 

4.00 

4.26 

0.0018 

0.0564 

7.84 

100 

92.16 

3.00 

2.76 

0.0020 

0.0047 

8.55 

100 

91.45 

3.00 

2.74 

0.0020 

0.0050 

13.22 

100 

86.78 

3.00 

2.60 

0.0015 

0.0034 

16.01 

120 

103.99 

4.00 

4.16 

0.0018 

0.0024 

11.90 

120 

108.10 

4.00 

4.32 

0.0018 

0.0000 

9.96 

120 

110.04 

4.00 

4.40 

0.0018 

0.0068 

9.96 

100 

90.04 

3.00 

2.70 

0.0020 

0.0484 

13.74 

100 

86.26 

3.00 

2.59 

0.0020 

0.0088 

13.34 

120 

106.66 

4.00 

4.27 

0.0018 

0.0000 

13.34 

100 

86.66 

3.00 

2.60 

0.0020 

0.0061 

15.46 

120 

104.54 

4.00 

4.18 

0.0018 

0.0088 

15.46 

100 

84.54 

3.00 

2.54 

0.0020 

0.0076 

14.65 

100 

85.35 

3.00 

2.56 

0.0015 

0.0077 

20.42 

100 

79.58 

3.00 

2.39 

0.0020 

0.0009 

14.71 

100 

85.29 

3.00 

2.56 

0.0015 

0.0090 

8.90 

100 

91.10 

3.00 

2.73 

0.0015 

0.0198 

18.02 

100 

81.98 

3.00 

2.46 

0.0015 

0.0017 

17.89 

100 

82.11 

3.00 

2.46 

0.0020 

0.0054 

6.56 

120 

113.44 

4.00 

4.54 

0.0018 

0.0087 

6.56 

100 

93.44 

3.00 

2.80 

0.0020 

0.0181 

12.61 

100 

87.39 

3.00 

2.62 

0.0020 

0.0032 

11.82 

100 

88.18 

3.00 

2.65 

0.0020 

0.0071 

9.01 

100 

90.99 

3.00 

2.73 

0.0015 

0.0089 

13.85 

100 

86.15 

3.00 

2.58 

0.0015 

0.0069 

12.19 

100 

87.81 

3.00 

2.63 

0.0020 

0.0001 

15.77 

120 

104.23 

4.00 

4.17 

0.0018 

0.0162 

15.77 

120 

104.23 

4.00 

4.17 

0.0018 

0.0061 

12.84 

100 

87.16 

3.00 

2.61 

0.0015 

0.0031 

18.80 

120 

101.20 

4.00 

4.05 

0.0018 

0.0151 

11.04 

120 

108.97 

10.00 

10.90 

0.0020 

0.1188 

12.42 

120 

107.58 

4.00 

4.30 

0.0018 

0.0197 

12.42 

120 

107.58 

10.00 

10.76 

0.0020 

0.0953 

12.42 

120 

107.58 

4.00 

4.30 

0.0018 

0.0034 

8.10 

120 

111.90 

10.00 

11.19 

0.0020 

0.0189 

14.35 

100 

85.65 

3.00 

2.57 

0.0020 

0.0654 

11.22 

100 

88.78 

3.00 

2.66 

0.0020 

0.0457 

8.47 

100 

91.53 

3.00 

2.75 

0.0020 

0.0411 

8.42 

100 

91.58 

3.00 

2.75 

0.0020 

0.0159 

18.57 

120 

101.43 

4.00 

4.06 

0.0018 

0.0175 

18.57 

100 

81.43 

3.00 

2.44 

0.0020 

0.0113 

18.57 

120 

101.43 

4.00 

4.06 

0.0018 

0.0139 

8.55 

100 

91.45 

3.00 

2.74 

0.0020 

0.0070 

6.49 

120 

113.51 

4.00 

4.54 

0.0018 

0.0243 

13.32 

100 

86.68 

3.00 

2.60 

0.0015 

0.0018 

7.78 

100 

92.22 

3.00 

2.77 

0.0020 

0.0090 

7.77 

100 

92.23 

3.00 

2.77 

0.0020 

0.0043 

11.21 

100 

88.79 

3.00 

2.66 

0.0020 

0.0113 

17.91 

120 

102.09 

4.00 

4.08 

0.0018 

0.0096 

17.91 

100 

82.09 

3.00 

2.46 

0.0020 

0.0235 

17.91 

120 

102.09 

4.00 

4.08 

0.0018 

0.0258 

17.91 

100 

82.09 

3.00 

2.46 

0.0020 

0.0171 

5.95 

120 

114.05 

4.00 

4.56 

0.0018 

0.0006 



































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

15.11 

120 

104.89 

4.00 

4.20 

0.0018 

0.0081 

15.11 

120 

104.89 

4.00 

4.20 

0.0018 

0.0062 

11.53 

100 

88.47 

3.00 

2.65 

0.0020 

0.0347 

16.00 

120 

104.00 

4.00 

4.16 

0.0018 

0.0413 

16.00 

120 

104.00 

4.00 

4.16 

0.0018 

0.0330 

9.10 

120 

110.90 

4.00 

4.44 

0.0018 

0.0414 

9.10 

100 

90.90 

3.00 

2.73 

0.0020 

0.0057 

14.65 

100 

85.35 

3.00 

2.56 

0.0015 

0.0022 

12.81 

100 

87.19 

3.00 

2.62 

0.0015 

0.0035 

12.07 

100 

87.93 

3.00 

2.64 

0.0015 

0.0019 

12.67 

100 

87.33 

3.00 

2.62 

0.0020 

0.0023 

15.18 

120 

104.82 

4.00 

4.19 

0.0018 

0.0305 

15.18 

100 

84.82 

3.00 

2.54 

0.0020 

0.0126 

15.18 

120 

104.82 

4.00 

4.19 

0.0018 

0.0003 

14.53 

120 

105.47 

4.00 

4.22 

0.0018 

0.0013 

14.53 

120 

105.47 

4.00 

4.22 

0.0018 

0.0240 

15.59 

120 

104.41 

4.00 

4.18 

0.0018 

0.0094 

11.44 

100 

88.56 

3.00 

2.66 

0.0020 

0.0141 

11.67 

100 

88.33 

3.00 

2.65 

0.0020 

0.0102 

9.70 

120 

110.30 

4.00 

4.41 

0.0018 

0.0054 

9.70 

120 

110.30 

4.00 

4.41 

0.0018 

0.0001 

7.97 

100 

92.03 

3.00 

2.76 

0.0020 

0.0035 

14.69 

100 

85.31 

3.00 

2.56 

0.0015 

0.0008 

13.55 

100 

86.45 

3.00 

2.59 

0.0020 

0.0005 

16.31 

120 

103.69 

4.00 

4.15 

0.0018 

0.0118 

8.20 

120 

111.80 

4.00 

4.47 

0.0018 

0.0215 

8.20 

100 

91.80 

3.00 

2.75 

0.0020 

0.0093 

10.74 

100 

89.26 

3.00 

2.68 

0.0015 

0.0038 

9.89 

100 

90.11 

3.00 

2.70 

0.0020 

0.0242 

10.98 

100 

89.02 

3.00 

2.67 

0.0020 

0.0397 

17.13 

120 

102.87 

4.00 

4.11 

0.0018 

0.0004 

17.13 

100 

82.87 

3.00 

2.49 

0.0015 

0.0023 

12.46 

120 

107.54 

4.00 

4.30 

0.0018 

0.0219 

13.41 

100 

86.59 

3.00 

2.60 

0.0015 

0.0151 

15.53 

100 

84.47 

3.00 

2.53 

0.0015 

0.0109 

12.19 

100 

87.81 

3.00 

2.63 

0.0020 

0.0274 

11.65 

120 

108.35 

4.00 

4.33 

0.0018 

0.0026 

11.65 

100 

88.35 

3.00 

2.65 

0.0020 

0.0068 

18.95 

120 

101.05 

4.00 

4.04 

0.0018 

0.0707 

11.87 

120 

108.13 

4.00 

4.33 

0.0018 

0.0012 

11.87 

100 

88.13 

3.00 

2.64 

0.0020 

0.0362 

9.81 

100 

90.19 

3.00 

2.71 

0.0020 

0.0277 

15.89 

120 

104.11 

4.00 

4.16 

0.0018 

0.0100 

8.61 

100 

91.39 

3.00 

2.74 

0.0020 

0.0213 

10.51 

120 

109.49 

4.00 

4.38 

0.0018 

0.0036 

10.51 

120 

109.49 

4.00 

4.38 

0.0018 

0.0001 

15.67 

100 

84.33 

3.00 

2.53 

0.0020 

0.0076 

10.84 

100 

89.16 

3.00 

2.67 

0.0015 

0.0093 

8.55 

100 

91.45 

3.00 

2.74 

0.0020 

0.0043 

16.23 

100 

83.77 

3.00 

2.51 

0.0015 

0.0067 

11.73 

120 

108.27 

4.00 

4.33 

0.0018 

0.0036 

11.73 

100 

88.27 

3.00 

2.65 

0.0020 

0.0016 

9.77 

100 

90.23 

3.00 

2.71 

0.0020 

0.0011 

13.63 

100 

86.37 

3.00 

2.59 

0.0015 

0.0012 

13.34 

100 

86.66 

3.00 

2.60 

0.0015 

0.0000 




























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone (Fresh 
/ Saline) 



07002026 


Siyol 


Sodawas 


Songariya 


Sukhwara 


Suwawaton Ka Gurha 


Tank 


Tulsidas Ji Ki Sarai 


Uda Khera 


Ushan 


Veer Dholiya 


Adgela 


Bajunda 


Bariyar 


Baroliyon Ka Khera 


Bhansol 


Bharodi 


Bor Ka Kuwan 


Chhoti Kheri 


Dabiyon Ka Gurha 


Dadmi 


Deoron Ka Gurha 


Depur 


Dholi Magri 


Dingarkiya 


Dingela 


Ghasa 


Gopa Kuda 


Gorela 


Jagela 


Jawada 


Jawar 


Jetela 


Jhar Sadri 


Kagam Darda 


Kajyawas 


Karoli 


Kesooli 


Khema Khera 


Khera Bhansol 


Kheri 


Kherighasa 


0825000703053900 


0825000703049500 


0825000703053200 


0826000103065300 


0826000103064600 


0826000603176700 


0826000103063100 


0826000603171500 


0825000703051100 


0826000103061900 


0825000703045500 


0825000703049200 


0826000103057000 


0825000703044700 


0826000103054700 


0826000103056100 


0826000103060500 


0826000103054900 


0825000703048900 


0825000703051900 


0825000703049000 


0825000703045100 


0826000103061200 


0826000103055500 


0825000703046900 


0826000103060900 


0825000703046800 


0825000703052300 


0825000703045700 


0826000103056600 


0826000103054800 


0825000703046600 


0825000703049100 


0825000703050600 


0825000703045400 


0825000703048800 


0825000703050100 


0826000103056400 


0826000103055200 


0825000703044000 


0826000103061100 


5.42 Fresh 


2.03 Fresh 


1.40 Fresh 


1.70 Fresh 


2.60 Fresh 



7.88 Fresh 


4.32 Fresh 



1.03 Fresh 


7.50 Fresh 


5.32 Fresh 


0.71 Fresh 


3.60 Fresh 



3.92 Fresh 


1.70 Fresh 


6.93 Fresh 


3.27 Fresh 


1.24 Fresh 


13.11 Fresh 


6.17 Fresh 


3.55 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

17.43 

120 

102.57 

4.00 

4.10 

0.0018 

0.0034 

17.43 

100 

82.57 

3.00 

2.48 

0.0020 

0.0000 

6.15 

120 

113.85 

4.00 

4.55 

0.0018 

0.0138 

6.15 

120 

113.85 

4.00 

4.55 

0.0018 

0.0151 

7.88 

100 

92.12 

3.00 

2.76 

0.0015 

0.0161 

16.73 

100 

83.27 

3.00 

2.50 

0.0015 

0.0063 

11.90 

100 

88.10 

3.00 

2.64 

0.0015 

0.0050 

11.88 

100 

88.12 

3.00 

2.64 

0.0020 

0.0028 

15.06 

120 

104.94 

4.00 

4.20 

0.0018 

0.0015 

15.06 

100 

84.94 

3.00 

2.55 

0.0020 

0.0067 

15.06 

120 

104.94 

4.00 

4.20 

0.0018 

0.0033 

15.06 

100 

84.94 

3.00 

2.55 

0.0020 

0.0033 

18.10 

120 

101.90 

4.00 

4.08 

0.0018 

0.0112 

8.58 

120 

111.42 

4.00 

4.46 

0.0018 

0.0017 

8.58 

120 

111.42 

4.00 

4.46 

0.0018 

0.0324 

14.33 

120 

105.67 

4.00 

4.23 

0.0018 

0.0045 

14.33 

120 

105.67 

4.00 

4.23 

0.0018 

0.0632 

9.79 

120 

110.21 

4.00 

4.41 

0.0018 

0.0000 

16.65 

100 

83.35 

3.00 

2.50 

0.0015 

0.0249 

10.72 

100 

89.28 

3.00 

2.68 

0.0020 

0.0238 

14.20 

120 

105.80 

4.00 

4.23 

0.0018 

0.0052 

19.18 

120 

100.82 

4.00 

4.03 

0.0018 

0.0246 

19.18 

100 

80.82 

3.00 

2.42 

0.0015 

0.0004 

16.11 

120 

103.89 

4.00 

4.16 

0.0018 

0.0524 

10.70 

120 

109.30 

4.00 

4.37 

0.0018 

0.0103 

13.44 

120 

106.56 

4.00 

4.26 

0.0018 

0.0584 

15.70 

120 

104.30 

4.00 

4.17 

0.0018 

0.0224 

14.49 

120 

105.51 

4.00 

4.22 

0.0018 

0.0000 

15.64 

120 

104.36 

4.00 

4.17 

0.0018 

0.0096 

13.57 

100 

86.43 

3.00 

2.59 

0.0015 

0.0085 

14.48 

100 

85.52 

3.00 

2.57 

0.0015 

0.0014 

13.20 

100 

86.80 

3.00 

2.60 

0.0015 

0.0035 

11.41 

120 

108.59 

4.00 

4.34 

0.0018 

0.0353 

16.41 

120 

103.59 

4.00 

4.14 

0.0018 

0.0022 

16.41 

100 

83.59 

3.00 

2.51 

0.0020 

0.0013 

15.96 

120 

104.04 

4.00 

4.16 

0.0018 

0.0167 

12.44 

120 

107.56 

4.00 

4.30 

0.0018 

0.0124 

12.04 

100 

87.96 

3.00 

2.64 

0.0020 

0.0007 

14.08 

120 

105.92 

4.00 

4.24 

0.0018 

0.0030 

13.60 

100 

86.40 

3.00 

2.59 

0.0015 

0.0027 

14.05 

120 

105.95 

4.00 

4.24 

0.0018 

0.0018 

16.57 

120 

103.43 

4.00 

4.14 

0.0018 

0.0174 

13.02 

120 

106.98 

4.00 

4.28 

0.0018 

0.1988 

13.01 

120 

106.99 

4.00 

4.28 

0.0018 

0.0161 

13.60 

120 

106.40 

4.00 

4.26 

0.0018 

0.0278 

13.60 

100 

86.40 

3.00 

2.59 

0.0015 

0.0063 

14.12 

100 

85.88 

3.00 

2.58 

0.0015 

0.0004 

14.11 

120 

105.89 

4.00 

4.24 

0.0018 

0.0126 

14.52 

100 

85.48 

3.00 

2.56 

0.0015 

0.0013 

15.06 

100 

84.94 

3.00 

2.55 

0.0015 

0.0017 

15.95 

120 

104.05 

4.00 

4.16 

0.0018 

0.0093 

16.53 

120 

103.47 

4.00 

4.14 

0.0018 

0.0972 

13.85 

120 

106.15 

4.00 

4.25 

0.0018 

0.0172 

15.46 

120 

104.54 

4.00 

4.18 

0.0018 

0.0062 

15.46 

100 

84.54 

3.00 

2.54 

0.0020 

0.0003 







































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Khetpal Ka Gurha 


Kothariya Chak - B 


Lai Madri 


Lolera Ka Gurha 


Mahura 


Mallakheri 


Mandap 


Mandiyana 


Manduthal 


Martari 


Math Chorangiyan 


Modwa 


Mogana 


Mordi 


Moti Kheri 


Nathdwara (M) 


Negdiya 


Pakhand 


Palana Kalan 


Palana Khurd 


Patalpura 


Peepalwas 


Phali Chara 


Prakashpura 


Rabcha 


Rampuriya 


Rathana 


Rodi 


Salor 


Sankroda 


Sardar Pura 


Sarooppura 


Shishvi 


Siliyon Ka Gurha 


Sindhu 


Tagdiyon Ka Gurha 


Thamla 


Ulpuramagra Pachhla 


Untharda 


Upli Odan 


Uthnol 


Warni 


Census Code 


0825000703051800 


0825000703046000 


0825000703048600 


0825000703049700 


0826000103055400 


0825000703045000 


0826000103055800 


0825000703045200 


0826000103055100 


0826000103056800 


0826000103056500 


0825000703046100 


0825000703044900 


0826000103056700 


0826000103055000 


0825000742505000 


0825000703050000 


0825000703044300 


0826000103055600 


0826000103055700 


0825000703045300 


0825000703050200 


0826000103057300 


0826000103055900 


0825000703048500 


0825000703046700 


0825000703049400 


0826000103060600 


0826000103056000 


0825000703044800 


0826000103057100 


0825000703045600 


0825000703046400 


0825000703049900 


0825000703049800 


0826000103055300 


0825000703044200 


0826000103056300 


0825000703046300 


0825000703043800 


0825000703047000 


0825000703046500 


0826000103056200 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 



1.92 Fresh 


4.08 Fresh 


3.35 Fresh 


4.70 Fresh 


8.78 Fresh 


3.12 Fresh 


2.47 Fresh 



1.43 Fresh 


5.00 Fresh 


10.32 Fresh 


1.59 Fresh 


6.27 Fresh 


0.54 Fresh 


0.99 Fresh 


6.81 Fresh 


1.68 Fresh 


8.31 Fresh 


11.59 Fresh 


1.54 Fresh 


1.49 Fresh 


4.83 Fresh 



2.37 Fresh 


11.27 Fresh 



5.34 Fresh 


19.65 Fresh 


2.20 Fresh 


2.99 Fresh 


12.01 Fresh 


3.76 Fresh 


2.75 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

14.65 

100 

85.35 

3.00 

2.56 

0.0015 

0.0001 

14.67 

120 

105.33 

4.00 

4.21 

0.0018 

0.0148 

13.36 

120 

106.64 

4.00 

4.27 

0.0018 

0.0000 

13.36 

100 

86.64 

3.00 

2.60 

0.0015 

0.0042 

13.85 

100 

86.15 

3.00 

2.58 

0.0015 

0.0005 

15.65 

120 

104.35 

4.00 

4.17 

0.0018 

0.0307 

10.14 

120 

109.86 

4.00 

4.39 

0.0018 

0.0257 

16.30 

120 

103.70 

4.00 

4.15 

0.0018 

0.0307 

12.43 

120 

107.57 

4.00 

4.30 

0.0018 

0.0661 

17.70 

120 

102.30 

4.00 

4.09 

0.0018 

0.0230 

15.51 

120 

104.49 

4.00 

4.18 

0.0018 

0.0004 

15.51 

120 

104.49 

4.00 

4.18 

0.0018 

0.0066 

16.44 

120 

103.56 

4.00 

4.14 

0.0018 

0.0048 

17.53 

120 

102.47 

4.00 

4.10 

0.0018 

0.0042 

10.92 

120 

109.08 

4.00 

4.36 

0.0018 

0.0738 

16.36 

120 

103.64 

4.00 

4.15 

0.0018 

0.0165 

15.61 

120 

104.39 

4.00 

4.18 

0.0018 

0.0358 

15.66 

120 

104.34 

4.00 

4.17 

0.0018 

0.0182 

12.81 

100 

87.19 

3.00 

2.62 

0.0015 

0.0274 

12.00 

120 

108.00 

4.00 

4.32 

0.0018 

0.0001 

15.64 

120 

104.36 

4.00 

4.17 

0.0018 

0.0708 

15.34 

120 

104.66 

4.00 

4.19 

0.0018 

0.0429 

15.34 

100 

84.66 

3.00 

2.54 

0.0020 

0.0037 

13.84 

120 

106.16 

4.00 

4.25 

0.0018 

0.0106 

14.69 

100 

85.31 

3.00 

2.56 

0.0015 

0.0149 

14.76 

120 

105.24 

4.00 

4.21 

0.0018 

0.0004 

15.75 

120 

104.25 

4.00 

4.17 

0.0018 

0.0119 

12.33 

120 

107.67 

4.00 

4.31 

0.0018 

0.0119 

12.33 

100 

87.67 

3.00 

2.63 

0.0015 

0.0059 

13.55 

120 

106.45 

4.00 

4.26 

0.0018 

0.0040 

17.13 

120 

102.87 

4.00 

4.11 

0.0018 

0.0011 

17.13 

100 

82.87 

3.00 

2.49 

0.0015 

0.0006 

15.29 

120 

104.71 

4.00 

4.19 

0.0018 

0.0056 

16.14 

120 

103.86 

4.00 

4.15 

0.0018 

0.0126 

10.00 

120 

110.00 

4.00 

4.40 

0.0018 

0.0555 

17.12 

120 

102.88 

4.00 

4.12 

0.0018 

0.0000 

14.44 

120 

105.56 

4.00 

4.22 

0.0018 

0.0114 

14.30 

120 

105.70 

4.00 

4.23 

0.0018 

0.0106 

13.44 

120 

106.56 

4.00 

4.26 

0.0018 

0.0091 

13.44 

100 

86.56 

3.00 

2.60 

0.0015 

0.0135 

19.18 

120 

100.82 

4.00 

4.03 

0.0018 

0.0291 

19.18 

100 

80.82 

3.00 

2.42 

0.0015 

0.0017 

13.34 

100 

86.66 

3.00 

2.60 

0.0015 

0.0092 

17.43 

120 

102.57 

4.00 

4.10 

0.0018 

0.0795 

17.43 

100 

82.57 

3.00 

2.48 

0.0020 

0.0002 

16.73 

120 

103.27 

4.00 

4.13 

0.0018 

0.0005 

16.73 

100 

83.27 

3.00 

2.50 

0.0015 

0.0010 

12.02 

120 

107.98 

4.00 

4.32 

0.0018 

0.0304 

12.28 

120 

107.72 

4.00 

4.31 

0.0018 

0.1524 

15.31 

120 

104.69 

4.00 

4.19 

0.0018 

0.0160 

14.15 

120 

105.85 

4.00 

4.23 

0.0018 

0.0101 

10.06 

120 

109.94 

4.00 

4.40 

0.0018 

0.0175 

10.06 

100 

89.94 

3.00 

2.70 

0.0015 

0.0000 

13.49 

120 

106.51 

4.00 

4.26 

0.0018 

0.0270 

15.53 

120 

104.47 

4.00 

4.18 

0.0018 

0.0207 










































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Limestone 


Shale 


Shale 


Limestone 


Shale 


Limestone 


Gneisses(B.G.C) 


Limestone 


Shale 


Shale 


Limestone 


Limestone 


Limestone 


Limestone 


Limestone 


Limestone 


Shale 


Limestone 


Shale 


Shale 


Limestone 


Shale 


Limestone 


Shale 


Limestone 


Limestone 


Limestone 


Shale 


Limestone 


Shale 


Limestone 


Shale 


Gneisses(B.G.C.) 


Shale 


Limestone 


Limestone 


Gneisses(B.G.C.) 


Limestone 


Shale 


Gneisses(B.G.C) 


Limestone 


Shale 


Limestone 


Limestone 


Limestone 


Limestone 


Shale 


Limestone 


Shale 


Limestone 


Shale 


Limestone 


Shale 


Shale 


Shale 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

18.67 

300 

281.33 

8.00 

22.51 

0.0020 

0.0879 

18.16 

300 

281.84 

8.00 

22.55 

0.0015 

0.0000 

18.20 

300 

281.80 

8.00 

22.54 

0.0015 

0.1081 

18.20 

300 

281.80 

8.00 

22.54 

0.0020 

0.0075 

18.20 

300 

281.80 

8.00 

22.54 

0.0015 

0.0453 

17.43 

300 

282.57 

8.00 

22.61 

0.0020 

0.3159 

17.43 

120 

102.57 

5.00 

5.13 

0.0012 

0.0002 

17.43 

300 

282.57 

8.00 

22.61 

0.0020 

0.0120 

17.43 

300 

282.57 

8.00 

22.61 

0.0015 

0.0006 

18.06 

300 

281.94 

8.00 

22.56 

0.0015 

0.0042 

18.20 

300 

281.80 

8.00 

22.54 

0.0020 

0.0052 

18.20 

300 

281.80 

8.00 

22.54 

0.0020 

0.0297 

18.40 

300 

281.60 

8.00 

22.53 

0.0020 

0.0195 

18.40 

300 

281.60 

8.00 

22.53 

0.0020 

0.1100 

18.00 

300 

282.00 

8.00 

22.56 

0.0020 

0.1341 

18.00 

300 

282.00 

8.00 

22.56 

0.0020 

0.0003 

19.56 

300 

280.44 

8.00 

22.44 

0.0015 

0.0125 

14.42 

300 

285.58 

8.00 

22.85 

0.0020 

0.0222 

14.42 

300 

285.58 

8.00 

22.85 

0.0015 

0.0102 

14.42 

300 

285.58 

8.00 

22.85 

0.0015 

0.0001 

18.09 

300 

281.91 

8.00 

22.55 

0.0020 

0.0304 

18.09 

300 

281.91 

8.00 

22.55 

0.0015 

0.0045 

18.09 

300 

281.91 

8.00 

22.55 

0.0020 

0.0018 

18.09 

300 

281.91 

8.00 

22.55 

0.0015 

0.0401 

18.20 

300 

281.80 

8.00 

22.54 

0.0020 

0.0846 

18.20 

300 

281.80 

8.00 

22.54 

0.0020 

0.1367 

18.20 

300 

281.80 

8.00 

22.54 

0.0020 

0.0494 

18.20 

300 

281.80 

8.00 

22.54 

0.0015 

0.0127 

18.20 

300 

281.80 

8.00 

22.54 

0.0020 

0.1191 

18.20 

300 

281.80 

8.00 

22.54 

0.0015 

0.0000 

18.23 

300 

281.77 

8.00 

22.54 

0.0020 

0.0038 

17.89 

300 

282.11 

8.00 

22.57 

0.0015 

0.0000 

17.89 

120 

102.11 

5.00 

5.11 

0.0012 

0.0000 

17.89 

300 

282.11 

8.00 

22.57 

0.0015 

0.0727 

18.36 

300 

281.64 

8.00 

22.53 

0.0020 

0.0336 

18.36 

300 

281.64 

8.00 

22.53 

0.0020 

0.0041 

14.40 

120 

105.60 

5.00 

5.28 

0.0012 

0.0054 

14.40 

300 

285.60 

8.00 

22.85 

0.0020 

0.0083 

14.40 

300 

285.60 

8.00 

22.85 

0.0015 

0.0011 

14.40 

120 

105.60 

5.00 

5.28 

0.0012 

0.0241 

14.40 

300 

285.60 

8.00 

22.85 

0.0020 

0.6891 

14.40 

300 

285.60 

8.00 

22.85 

0.0015 

0.0121 

14.91 

300 

285.09 

8.00 

22.81 

0.0020 

0.0525 

14.91 

300 

285.09 

8.00 

22.81 

0.0020 

0.0497 

15.32 

300 

284.68 

8.00 

22.77 

0.0020 

0.0112 

18.96 

300 

281.04 

8.00 

22.48 

0.0020 

0.0627 

18.96 

300 

281.04 

8.00 

22.48 

0.0015 

0.0455 

19.25 

300 

280.75 

8.00 

22.46 

0.0020 

0.0316 

19.25 

300 

280.75 

8.00 

22.46 

0.0015 

0.0021 

14.63 

300 

285.37 

8.00 

22.83 

0.0020 

0.1094 

14.63 

300 

285.37 

8.00 

22.83 

0.0015 

0.0461 

14.63 

300 

285.37 

8.00 

22.83 

0.0020 

0.0088 

14.63 

300 

285.37 

8.00 

22.83 

0.0015 

0.0029 

13.43 

300 

286.57 

8.00 

22.93 

0.0015 

0.0002 

15.06 

300 

284.94 

8.00 

22.80 

0.0015 

0.0009 























































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 

Potential 

Zone 

Area, 

sq.km 

Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

Shale 

0.01 

17.66 

300 

282.34 

8.00 

22.59 

0.0015 

0.0005 

Limestone 

6.62 

15.76 

300 

284.24 

8.00 

22.74 

0.0020 

0.3011 

Shale 

0.20 

15.76 

300 

284.24 

8.00 

22.74 

0.0015 

0.0070 

Limestone 

0.76 

15.76 

300 

284.24 

8.00 

22.74 

0.0020 

0.0344 

Shale 

9.34 

15.76 

300 

284.24 

8.00 

22.74 

0.0015 

0.3186 

Limestone 

2.79 

17.41 

300 

282.59 

8.00 

22.61 

0.0020 

0.1263 

Shale 

0.23 

17.41 

300 

282.59 

8.00 

22.61 

0.0015 

0.0077 

Limestone 

0.58 

17.41 

300 

282.59 

8.00 

22.61 

0.0020 

0.0263 

Shale 

12.19 

17.41 

300 

282.59 

8.00 

22.61 

0.0015 

0.4133 

Limestone 

1.53 

18.12 

300 

281.88 

8.00 

22.55 

0.0020 

0.0691 

Limestone 

0.00 

18.12 

300 

281.88 

8.00 

22.55 

0.0020 

0.0001 

Gneisses(B.G.C) 

0.90 

16.37 

120 

103.63 

5.00 

5.18 

0.0012 

0.0053 

Limestone 

3.60 

16.37 

300 

283.63 

8.00 

22.69 

0.0020 

0.1632 

Shale 

0.02 

16.37 

300 

283.63 

8.00 

22.69 

0.0015 

0.0006 

Gneisses(B.G.C.) 

1.41 

16.37 

120 

103.63 

5.00 

5.18 

0.0012 

0.0084 

Limestone 

0.79 

16.37 

300 

283.63 

8.00 

22.69 

0.0020 

0.0361 

Shale 

0.08 

16.37 

300 

283.63 

8.00 

22.69 

0.0015 

0.0027 

Limestone 

1.00 

18.93 

300 

281.07 

8.00 

22.49 

0.0020 

0.0448 

Limestone 

0.08 

18.73 

300 

281.27 

8.00 

22.50 

0.0020 

0.0037 

Limestone 

2.61 

18.73 

300 

281.27 

8.00 

22.50 

0.0020 

0.1175 

Shale 

0.53 

14.44 

300 

285.56 

8.00 

22.85 

0.0015 

0.0182 

Limestone 

1.88 

18.60 

300 

281.40 

8.00 

22.51 

0.0020 

0.0847 

Shale 

0.44 

18.60 

300 

281.40 

8.00 

22.51 

0.0015 

0.0147 

Limestone 

0.86 

14.93 

300 

285.07 

8.00 

22.81 

0.0020 

0.0391 

Limestone 

0.27 

14.93 

300 

285.07 

8.00 

22.81 

0.0020 

0.0123 

Shale 

0.39 

19.63 

300 

280.37 

8.00 

22.43 

0.0015 

0.0131 

Limestone 

2.20 

18.11 

300 

281.89 

8.00 

22.55 

0.0020 

0.0993 

Limestone 

0.03 

18.11 

300 

281.89 

8.00 

22.55 

0.0020 

0.0011 

Limestone 

2.54 

15.27 

300 

284.73 

8.00 

22.78 

0.0020 

0.1159 

Limestone 

4.43 

15.93 

300 

284.07 

8.00 

22.73 

0.0020 

0.2014 

Shale 

0.23 

18.19 

300 

281.81 

8.00 

22.54 

0.0015 

0.0077 

Shale 

0.45 

18.19 

300 

281.81 

8.00 

22.54 

0.0015 

0.0151 

Limestone 

0.65 

18.19 

300 

281.81 

8.00 

22.55 

0.0020 

0.0292 

Limestone 

1.11 

18.19 

300 

281.81 

8.00 

22.55 

0.0020 

0.0501 

Limestone 

1.96 

18.19 

300 

281.81 

8.00 

22.55 

0.0020 

0.0882 

Limestone 

3.45 

18.19 

300 

281.81 

8.00 

22.54 

0.0020 

0.1554 

Gneisses(B.G.C.) 

0.03 

12.68 

120 

107.32 

5.00 

5.37 

0.0012 

0.0002 

Shale 

0.20 

12.68 

300 

287.32 

8.00 

22.99 

0.0015 

0.0068 

Shale 

0.01 

12.68 

300 

287.32 

8.00 

22.99 

0.0015 

0.0002 

Limestone 

2.50 

17.27 

300 

282.73 

8.00 

22.62 

0.0020 

0.1130 

Limestone 

0.35 

17.27 

300 

282.73 

8.00 

22.62 

0.0020 

0.0157 

Shale 

0.24 

17.27 

300 

282.73 

8.00 

22.62 

0.0015 

0.0081 

Limestone 

3.03 

17.93 

300 

282.07 

8.00 

22.57 

0.0020 

0.1368 

Limestone 

0.01 

17.93 

300 

282.07 

8.00 

22.57 

0.0020 

0.0004 

Limestone 

1.14 

18.77 

300 

281.23 

8.00 

22.50 

0.0020 

0.0511 

Shale 

0.26 

18.79 

300 

281.21 

8.00 

22.50 

0.0015 

0.0089 

Shale 

0.67 

18.17 

300 

281.83 

8.00 

22.55 

0.0015 

0.0228 

Shale 

1.89 

18.17 

300 

281.83 

8.00 

22.55 

0.0015 

0.0641 

Shale 

0.31 

18.19 

300 

281.81 

8.00 

22.55 

0.0015 

0.0104 

Limestone 

0.00 

18.23 

300 

281.77 

8.00 

22.54 

0.0020 

0.0000 

Limestone 

0.07 

18.09 

300 

281.91 

8.00 

22.55 

0.0020 

0.0032 

Shale 

0.49 

18.09 

300 

281.91 

8.00 

22.55 

0.0015 

0.0165 

Shale 

2.04 

18.09 

300 

281.91 

8.00 

22.55 

0.0015 

0.0690 

Limestone 

0.27 

18.45 

300 

281.55 

8.00 

22.52 

0.0020 

0.0121 

Limestone 

1.01 

18.45 

300 

281.55 

8.00 

22.52 

0.0020 

0.0455 


































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Limestone 


Limestone 


Shale 


Shale 


Limestone 


Limestone 


Gneisses(B.G.C) 


Limestone 


Limestone 


Limestone 


Shale 


Limestone 


Shale 


Limestone 


Limestone 


Limestone 


Limestone 


Shale 


Shale 


Shale 


Limestone 


Shale 


Limestone 


Shale 


Limestone 


Limestone 


Limestone 


Limestone 


Limestone 


Limestone 


Limestone 


Limestone 


Shale 


Limestone 


Shale 


Shale 


Limestone 


Limestone 


Limestone 


Limestone 


Shale 


Limestone 


Limestone 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Shale 


Limestone 


Limestone 


Limestone 


Limestone 


Shale 


Limestone 


Shale 


Shale 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

18.11 

300 

281.89 

8.00 

22.55 

0.0020 

0.0499 

18.83 

300 

281.17 

8.00 

22.49 

0.0020 

0.0832 

14.18 

300 

285.82 

8.00 

22.87 

0.0015 

0.0033 

14.18 

300 

285.82 

8.00 

22.87 

0.0015 

0.0730 

15.09 

300 

284.91 

8.00 

22.79 

0.0020 

0.0060 

15.09 

300 

284.91 

8.00 

22.79 

0.0020 

0.2136 

15.29 

120 

104.71 

5.00 

5.24 

0.0012 

0.0000 

15.29 

300 

284.71 

8.00 

22.78 

0.0020 

0.1528 

15.29 

300 

284.71 

8.00 

22.78 

0.0020 

0.0004 

18.65 

300 

281.35 

8.00 

22.51 

0.0020 

0.0009 

18.65 

300 

281.35 

8.00 

22.51 

0.0015 

0.1633 

19.04 

300 

280.96 

8.00 

22.48 

0.0020 

0.0750 

18.16 

300 

281.84 

8.00 

22.55 

0.0015 

0.0601 

18.13 

300 

281.87 

8.00 

22.55 

0.0020 

0.1600 

18.13 

300 

281.87 

8.00 

22.55 

0.0020 

0.0280 

18.14 

300 

281.86 

8.00 

22.55 

0.0020 

0.0024 

18.14 

300 

281.86 

8.00 

22.55 

0.0020 

0.0633 

18.14 

300 

281.86 

8.00 

22.55 

0.0015 

0.0159 

18.16 

300 

281.84 

8.00 

22.55 

0.0015 

0.0089 

14.59 

300 

285.41 

8.00 

22.83 

0.0015 

0.0050 

14.59 

300 

285.41 

8.00 

22.83 

0.0020 

0.0023 

14.59 

300 

285.41 

8.00 

22.83 

0.0015 

0.0528 

18.20 

300 

281.80 

8.00 

22.54 

0.0020 

0.0017 

18.20 

300 

281.80 

8.00 

22.54 

0.0015 

0.0062 

18.20 

300 

281.80 

8.00 

22.54 

0.0020 

0.0156 

18.20 

300 

281.80 

8.00 

22.54 

0.0020 

0.0388 

18.28 

300 

281.72 

8.00 

22.54 

0.0020 

0.2226 

18.28 

300 

281.72 

8.00 

22.54 

0.0020 

0.0019 

18.55 

300 

281.45 

8.00 

22.52 

0.0020 

0.0657 

18.28 

300 

281.72 

8.00 

22.54 

0.0020 

0.0272 

18.28 

300 

281.72 

8.00 

22.54 

0.0020 

0.1446 

18.92 

300 

281.08 

8.00 

22.49 

0.0020 

0.0160 

18.92 

300 

281.08 

8.00 

22.49 

0.0015 

0.0097 

18.18 

300 

281.83 

8.00 

22.55 

0.0020 

0.0967 

18.18 

300 

281.83 

8.00 

22.55 

0.0015 

0.0044 

18.18 

300 

281.83 

8.00 

22.55 

0.0015 

0.0002 

18.17 

300 

281.83 

8.00 

22.55 

0.0020 

0.1615 

18.17 

300 

281.83 

8.00 

22.55 

0.0020 

0.0920 

18.17 

300 

281.83 

8.00 

22.55 

0.0020 

0.0754 

18.97 

300 

281.03 

8.00 

22.48 

0.0020 

0.0451 

18.97 

300 

281.03 

8.00 

22.48 

0.0015 

0.2618 

18.50 

300 

281.50 

8.00 

22.52 

0.0020 

0.1017 

18.50 

300 

281.50 

8.00 

22.52 

0.0020 

0.0546 

15.47 

120 

104.53 

5.00 

5.23 

0.0012 

0.0008 

16.56 

120 

103.44 

5.00 

5.17 

0.0012 

0.0024 

16.56 

120 

103.44 

5.00 

5.17 

0.0012 

0.0064 

16.56 

300 

283.44 

8.00 

22.68 

0.0015 

0.0009 

18.20 

300 

281.80 

8.00 

22.54 

0.0020 

0.0248 

18.11 

300 

281.89 

8.00 

22.55 

0.0020 

0.0685 

18.11 

300 

281.89 

8.00 

22.55 

0.0020 

0.0648 

19.24 

300 

280.76 

8.00 

22.46 

0.0020 

0.1835 

19.24 

300 

280.76 

8.00 

22.46 

0.0015 

0.0001 

13.41 

300 

286.59 

8.00 

22.93 

0.0020 

0.0219 

13.41 

300 

286.59 

8.00 

22.93 

0.0015 

0.0152 

13.41 

300 

286.59 

8.00 

22.93 

0.0015 

0.0153 






































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone (Fresh 
/ Saline) 



07002028 


Theekariya 


Ukhaliya 


Aheerpura 


Alsigarh 


Badoli Madhosingh 


Balnath Khera 


Bansa 


Baori Khera 


Bhat Kotri 


Bhawaliya 


Bhopali 


Changeri 


Charliya Gadia 


Dheenwa 


Dhoriya 


Durjanji Ka Khera 


Jawada 


Jharsadri 


Kachariya Kheri 


Kanthariya 


Karoonda 


Kering Khera 


Lasrawan 


Laxmipura 


Maliya Kheri 


Mandawali 


Mandla Charan 


Mangrol 


Nanana 


Nimbahera (M) 


Palri 


Peepli Ka Gurha 


Peepliya Gadiya 


Peer Khera 


Phachar Aheeran 


Phalwa 


0829000503612600 


0829000903664700 


0829000903669800 


0829000903666400 


0829000903671500 


0829000803663500 


0829000903666900 


0829000903671100 


0829000903670400 


0829000903667200 


0829000903671000 


0829000903665900 


0829000903671800 


0829000903671200 


0829000803663600 


0829000903671400 


0829000903670800 


0829000903671300 


0829000903670700 


0829000903666000 


0829000803663400 


0829000903670600 


0829000903669900 


0829000903666700 


0829000903670900 


0829000903675000 


0829000903667300 


0829000803663300 


0829000942905000 


0829000903666500 


0829000803658500 


0829000903666800 


0829000903670100 


0829000903670000 


0829000903670500 


4.42 Fresh 


7.42 Fresh 


3.46 Fresh 


2.93 Fresh 


7.88 Fresh 


2.20 Fresh 


3.93 Fresh 


0.82 Fresh 


6.30 Fresh 


5.49 Fresh 



1.56 Fresh 


2.61 Fresh 





6.88 Fresh 


24.42 Fresh 


4.67 Fresh 


2.89 Fresh 


1.14 Fresh 


1.32 Fresh 


3.21 Fresh 


5.03 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Command 

Limestone 

Command 

Shale 

Non-command 

Shale 

Non-command 

Limestone 

Non-command 

Shale 

Command 

Limestone 

Command 

Limestone 

Non-command 

Limestone 

Non-command 

Limestone 

Non-command 

Shale 

Non-command 

Limestone 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Limestone 

Non-command 

Shale 

Non-command 

Limestone 

Non-command 

Shale 

Command 

Limestone 

Non-command 

Limestone 

Command 

Limestone 

Non-command 

Limestone 

Non-command 

Limestone 

Non-command 

Shale 

Non-command 

Shale 

Command 

Limestone 

Non-command 

Limestone 

Non-command 

Limestone 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Limestone 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Limestone 

Non-command 

Limestone 

Non-command 

Shale 

Non-command 

Shale 

Command 

Limestone 

Non-command 

Limestone 

Command 

Limestone 

Non-command 

Limestone 

Non-command 

Shale 

Non-command 

Limestone 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Limestone 

Non-command 

Limestone 

Non-command 

Limestone 

Non-command 

Limestone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

18.16 

300 

281.84 

8.00 

22.55 

0.0020 

0.0445 

18.16 

300 

281.84 

8.00 

22.55 

0.0015 

0.0782 

18.16 

300 

281.84 

8.00 

22.55 

0.0015 

0.0591 

18.20 

300 

281.80 

8.00 

22.54 

0.0020 

0.1810 

18.20 

300 

281.80 

8.00 

22.54 

0.0015 

0.0151 

17.38 

300 

282.62 

8.00 

22.61 

0.0020 

0.2000 

18.19 

300 

281.81 

8.00 

22.54 

0.0020 

0.1234 

18.19 

300 

281.81 

8.00 

22.54 

0.0020 

0.2111 

17.96 

300 

282.04 

8.00 

22.56 

0.0020 

0.0604 

19.88 

300 

280.12 

8.00 

22.41 

0.0015 

0.0009 

17.43 

300 

282.57 

8.00 

22.61 

0.0020 

0.0174 

17.43 

300 

282.57 

8.00 

22.61 

0.0015 

0.2027 

18.54 

300 

281.46 

8.00 

22.52 

0.0015 

0.0703 

18.39 

300 

281.61 

8.00 

22.53 

0.0020 

0.1773 

18.17 

300 

281.83 

8.00 

22.55 

0.0015 

0.0279 

18.40 

300 

281.60 

8.00 

22.53 

0.0020 

0.0536 

18.40 

300 

281.60 

8.00 

22.53 

0.0015 

0.1728 

18.20 

300 

281.80 

8.00 

22.54 

0.0020 

0.0102 

18.20 

300 

281.80 

8.00 

22.54 

0.0020 

0.0162 

18.23 

300 

281.77 

8.00 

22.54 

0.0020 

0.0183 

18.23 

300 

281.77 

8.00 

22.54 

0.0020 

0.0167 

17.90 

300 

282.10 

8.00 

22.57 

0.0020 

0.1407 

17.90 

300 

282.10 

8.00 

22.57 

0.0015 

0.0750 

18.23 

300 

281.77 

8.00 

22.54 

0.0015 

0.0526 

18.36 

300 

281.64 

8.00 

22.53 

0.0020 

0.0100 

18.36 

300 

281.64 

8.00 

22.53 

0.0020 

0.0700 

19.25 

300 

280.75 

8.00 

22.46 

0.0020 

0.1923 

19.25 

300 

280.75 

8.00 

22.46 

0.0015 

0.0417 

16.90 

300 

283.10 

8.00 

22.65 

0.0015 

0.0293 

18.17 

300 

281.83 

8.00 

22.55 

0.0015 

0.0743 

18.21 

300 

281.79 

8.00 

22.54 

0.0015 

0.0283 

17.85 

300 

282.15 

8.00 

22.57 

0.0015 

0.2981 

19.53 

300 

280.47 

8.00 

22.44 

0.0015 

0.0557 

18.00 

300 

282.00 

8.00 

22.56 

0.0015 

0.1500 

18.83 

300 

281.17 

8.00 

22.49 

0.0015 

0.0429 

18.73 

300 

281.27 

8.00 

22.50 

0.0020 

0.1390 

18.62 

300 

281.38 

8.00 

22.51 

0.0015 

0.0096 

19.22 

300 

280.78 

8.00 

22.46 

0.0015 

0.4387 

18.14 

300 

281.86 

8.00 

22.55 

0.0020 

0.1019 

18.80 

300 

281.20 

8.00 

22.50 

0.0020 

0.1005 

18.28 

300 

281.72 

8.00 

22.54 

0.0015 

0.2202 

16.70 

300 

283.30 

8.00 

22.66 

0.0015 

0.0211 

18.19 

300 

281.81 

8.00 

22.54 

0.0020 

0.0077 

18.19 

300 

281.81 

8.00 

22.54 

0.0020 

0.5115 

18.23 

300 

281.77 

8.00 

22.54 

0.0020 

0.0162 

18.23 

300 

281.77 

8.00 

22.54 

0.0020 

0.1351 

18.24 

300 

281.76 

8.00 

22.54 

0.0015 

0.0256 

16.63 

300 

283.37 

8.00 

22.67 

0.0020 

0.0044 

16.63 

300 

283.37 

8.00 

22.67 

0.0015 

0.0006 

19.97 

300 

280.03 

8.00 

22.40 

0.0015 

0.1232 

20.44 

300 

279.56 

8.00 

22.36 

0.0015 

0.0015 

18.51 

300 

281.49 

8.00 

22.52 

0.0020 

0.0512 

18.34 

300 

281.66 

8.00 

22.53 

0.0020 

0.0595 

18.21 

300 

281.79 

8.00 

22.54 

0.0020 

0.1446 

18.92 

300 

281.08 

8.00 

22.49 

0.0020 

0.0906 



























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 


Census Code 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 


Hydrogeological Unit 


Shale 


Shale 


Limestone 


Limestone 


Shale 


Limestone 


Shale 


Limestone 


Shale 


Limestone 


Shale 


Limestone 


Shale 


Limestone 


Shale 


Limestone 


Shale 


Shale 


Shale 


Shale 


Shale 


Limestone 


Shale 


Limestone 


Shale 


Shale 


Shale 


Deccan Traps 


Limestone 


Shale 


Limestone 


Limestone 


Deccan Traps 


Shale 


Shale 


Limestone 


Shale 


Shale 


Deccan Traps 


Shale 


Deccan Traps 


Shale 


Shale 


Shale 


Deccan Traps 


Shale 


Shale 


Shale 


Limestone 


Limestone 


Shale 


Shale 


Deccan Traps 


Shale 


Shale 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

18.92 

300 

281.08 

8.00 

22.49 

0.0015 

0.1016 

17.72 

300 

282.28 

8.00 

22.58 

0.0015 

0.0333 

18.21 

300 

281.79 

8.00 

22.54 

0.0020 

0.1681 

18.28 

300 

281.72 

8.00 

22.54 

0.0020 

0.0009 

18.92 

300 

281.08 

8.00 

22.49 

0.0015 

0.0010 

18.19 

300 

281.81 

8.00 

22.54 

0.0020 

0.0248 

18.19 

300 

281.81 

8.00 

22.54 

0.0015 

0.0479 

18.18 

300 

281.82 

8.00 

22.55 

0.0020 

0.0022 

20.75 

300 

279.25 

8.00 

22.34 

0.0015 

0.0011 

19.24 

300 

280.76 

8.00 

22.46 

0.0020 

0.0000 

17.07 

300 

282.93 

8.00 

22.63 

0.0015 

0.0217 

17.96 

300 

282.04 

8.00 

22.56 

0.0020 

0.0957 

14.12 

300 

285.88 

8.00 

22.87 

0.0015 

0.0809 

18.15 

300 

281.85 

8.00 

22.55 

0.0020 

0.0205 

18.15 

300 

281.85 

8.00 

22.55 

0.0015 

0.0373 

15.45 

300 

284.55 

8.00 

22.76 

0.0020 

0.1042 

15.45 

300 

284.55 

8.00 

22.76 

0.0015 

0.0147 

18.16 

300 

281.84 

8.00 

22.55 

0.0015 

0.0547 

13.89 

300 

286.11 

8.00 

22.89 

0.0015 

0.0557 

18.20 

300 

281.80 

8.00 

22.54 

0.0015 

0.0003 

18.20 

300 

281.80 

8.00 

22.54 

0.0015 

0.0017 

17.70 

300 

282.30 

8.00 

22.58 

0.0020 

0.1640 

18.06 

300 

281.94 

8.00 

22.56 

0.0015 

0.2391 

17.43 

300 

282.57 

8.00 

22.61 

0.0020 

0.0007 

17.43 

300 

282.57 

8.00 

22.61 

0.0015 

0.0508 

16.77 

300 

283.23 

8.00 

22.66 

0.0015 

0.0243 

14.76 

300 

285.24 

8.00 

22.82 

0.0015 

0.0699 

16.39 

120 

103.61 

5.00 

5.18 

0.0010 

0.0228 

15.32 

300 

284.68 

8.00 

22.77 

0.0020 

0.0028 

15.32 

300 

284.68 

7.00 

19.93 

0.0015 

0.3123 

16.56 

300 

283.44 

8.00 

22.68 

0.0020 

0.4294 

17.37 

300 

282.63 

8.00 

22.61 

0.0020 

0.1689 

20.70 

120 

99.30 

5.00 

4.97 

0.0010 

0.0026 

13.61 

300 

286.39 

8.00 

22.91 

0.0015 

0.2345 

14.93 

300 

285.07 

8.00 

22.81 

0.0015 

0.0358 

18.08 

300 

281.92 

8.00 

22.55 

0.0020 

0.4362 

17.51 

300 

282.49 

8.00 

22.60 

0.0015 

0.0592 

14.26 

300 

285.74 

8.00 

22.86 

0.0015 

0.1326 

20.31 

120 

99.69 

5.00 

4.98 

0.0010 

0.0034 

14.81 

300 

285.19 

7.00 

19.96 

0.0015 

0.3457 

19.56 

120 

100.44 

5.00 

5.02 

0.0010 

0.0008 

16.94 

300 

283.06 

8.00 

22.64 

0.0015 

0.0784 

14.94 

300 

285.06 

8.00 

22.80 

0.0015 

0.0027 

14.24 

300 

285.76 

8.00 

22.86 

0.0015 

0.0000 

15.51 

120 

104.49 

5.00 

5.22 

0.0010 

0.0115 

15.51 

300 

284.49 

7.00 

19.91 

0.0015 

0.0030 

16.19 

300 

283.81 

8.00 

22.70 

0.0015 

0.0778 

15.49 

300 

284.51 

8.00 

22.76 

0.0015 

0.0030 

17.78 

300 

282.22 

8.00 

22.58 

0.0020 

0.3189 

17.90 

300 

282.10 

8.00 

22.57 

0.0020 

0.0000 

14.96 

300 

285.04 

7.00 

19.95 

0.0015 

0.0502 

16.07 

300 

283.93 

8.00 

22.71 

0.0015 

0.0378 

20.04 

120 

99.96 

5.00 

5.00 

0.0010 

0.0005 

20.04 

300 

279.96 

7.00 

19.60 

0.0015 

0.0088 

15.04 

300 

284.96 

8.00 

22.80 

0.0015 

0.0059 















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Chand Khera 


Chandoli 


Chandpura 


Chaprol 


Charliya 


Charliya Brahman 


Chhoti Sadri (M) 


Choukri 


Dala @ Kishanpura 


Daluka Khera @ Vijaypur 


Dhamaniya Road 


Dheenwa 


Forest Block 


Gadola 


Gadwara 


Gagrol 


Gajpura 


Ganeshpura 


Gharana 


Ghatera 


Gilund 


Gothra 


Guda Khera 


Hamerpura @ Dudhitalai 


Hansla 


Harmatiya Jageer 


Harmatiya Kundal 


Jal Bhindi 


Jaliya 


Jaloda Jageer 


Jamal Khera 


Jamlaoda 


Jawada 


Kadmali 


Kalandar Garh 


Kalyanpura 


Kamlahera 


Kanpura 


Karthana 


Karunda 


Census Code 


0829000903673200 


0829001003684200 


0829000903677900 


0829001003683000 


0829000903668200 


0829001003683400 


0829000903674100 


0829001042906000 


0829001003691800 


0829000903677700 


0829000903675900 


0829001003691900 


0829000903671800 


0829000508299001 


0829000903673900 


0829000503613800 


0829001003683600 


0829001003682400 


0829000903668300 


0829000503613400 


0829000903676900 


0829000503613100 


0829000903669200 


0829001003683700 


0829000903676200 


0829001003684900 


0829000503614300 


0829001003681800 


0829001003682700 


0829001003683500 


0829000903674000 


0829001003685000 


0829000903674800 


0829001003692300 


0829000903671400 


0829000903677000 


0829000903672600 


0829000903673500 


0829000903677800 


0829000503616700 


0829000903669000 


0829000903669700 


0829001003682800 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Shale 

Fresh 

Non-command 

Shale 

Fresh 

Non-command 

Limestone 




3.54 Fresh 


3.63 Fresh 


3.64 Fresh 


4.30 Fresh 



2.12 Fresh 


8.86 Fresh 


5.88 Fresh 


0.97 Fresh 


3.56 Fresh 


3.01 Fresh 


1.56 Fresh 


3.96 Fresh 


10.52 Fresh 



4.92 Fresh 


15.51 Fresh 



Keljarka Khera 


Kesharpura 


Kesunda 


0829000503613900 


0829000503614800 


0829001003683300 


4.76 Fresh 


1.11 Fresh 


14.45 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Shale 


Deccan Traps 


Shale 


Shale 


Deccan Traps 


Limestone 


Shale 


Deccan Traps 


Deccan Traps 


Shale 


Shale 


Deccan Traps 


Shale 


Shale 


Limestone 


Shale 


Deccan Traps 


Shale 


Shale 


Shale 


Shale 


Shale 


Limestone 


Shale 


Deccan Traps 


Shale 


Shale 


Shale 


Shale 


Shale 


Deccan Traps 


Limestone 


Limestone 


Shale 


Shale 


Deccan Traps 


Shale 


Shale 


Shale 


Limestone 


Shale 


Shale 


Limestone 


Shale 


Limestone 


Deccan Traps 


Shale 


Limestone 


Shale 


Shale 


Shale 


Deccan Traps 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

14.68 

300 

285.32 

8.00 

22.83 

0.0015 

0.1148 

19.78 

300 

280.22 

7.00 

19.62 

0.0015 

0.0015 

15.80 

300 

284.20 

8.00 

22.74 

0.0020 

0.0238 

15.80 

300 

284.20 

8.00 

22.74 

0.0015 

0.0077 

14.63 

120 

105.37 

5.00 

5.27 

0.0010 

0.0003 

14.63 

300 

285.37 

7.00 

19.98 

0.0015 

0.1041 

17.91 

300 

282.09 

8.00 

22.57 

0.0015 

0.1092 

15.17 

120 

104.83 

5.00 

5.24 

0.0010 

0.0191 

15.55 

300 

284.45 

8.00 

22.76 

0.0020 

0.1228 

15.55 

300 

284.45 

8.00 

22.76 

0.0015 

0.0547 

19.23 

120 

100.77 

5.00 

5.04 

0.0010 

0.0009 

17.07 

120 

102.93 

5.00 

5.15 

0.0010 

0.0072 

14.61 

300 

285.39 

8.00 

22.83 

0.0015 

0.0869 

15.01 

300 

284.99 

8.00 

22.80 

0.0015 

0.0098 

17.19 

120 

102.81 

5.00 

5.14 

0.0010 

0.0101 

16.90 

300 

283.10 

8.00 

22.65 

0.0015 

0.0810 

13.43 

300 

286.57 

8.00 

22.93 

0.0015 

0.2007 

16.90 

300 

283.10 

8.00 

22.65 

0.0020 

0.3797 

15.06 

300 

284.94 

8.00 

22.80 

0.0015 

0.0414 

15.83 

120 

104.17 

5.00 

5.21 

0.0010 

0.0289 

15.12 

300 

284.88 

7.00 

19.94 

0.0015 

0.0946 

17.92 

300 

282.08 

8.00 

22.57 

0.0015 

0.0563 

17.66 

300 

282.34 

8.00 

22.59 

0.0015 

0.0550 

13.64 

300 

286.36 

8.00 

22.91 

0.0015 

0.0406 

17.41 

300 

282.59 

8.00 

22.61 

0.0015 

0.0414 

18.08 

300 

281.92 

8.00 

22.55 

0.0020 

0.0614 

18.08 

300 

281.92 

8.00 

22.55 

0.0015 

0.0372 

16.97 

120 

103.03 

5.00 

5.15 

0.0010 

0.0109 

14.29 

300 

285.71 

8.00 

22.86 

0.0015 

0.2894 

17.69 

300 

282.31 

7.00 

19.76 

0.0015 

0.0429 

13.35 

300 

286.65 

8.00 

22.93 

0.0015 

0.0047 

16.79 

300 

283.21 

7.00 

19.82 

0.0015 

0.1059 

17.21 

300 

282.79 

7.00 

19.80 

0.0015 

0.0893 

14.59 

120 

105.41 

5.00 

5.27 

0.0010 

0.0082 

16.06 

300 

283.94 

8.00 

22.72 

0.0020 

0.1799 

15.85 

300 

284.15 

8.00 

22.73 

0.0020 

0.1733 

15.85 

300 

284.15 

7.00 

19.89 

0.0015 

0.1000 

13.71 

300 

286.29 

8.00 

22.90 

0.0015 

0.0679 

17.27 

120 

102.73 

5.00 

5.14 

0.0010 

0.0105 

17.85 

300 

282.15 

8.00 

22.57 

0.0015 

0.0000 

13.76 

300 

286.24 

8.00 

22.90 

0.0015 

0.2212 

15.23 

300 

284.77 

8.00 

22.78 

0.0015 

0.0227 

16.83 

300 

283.17 

8.00 

22.65 

0.0020 

0.0991 

15.12 

300 

284.88 

8.00 

22.79 

0.0015 

0.0551 

16.63 

300 

283.37 

8.00 

22.67 

0.0015 

0.0003 

18.18 

300 

281.82 

8.00 

22.55 

0.0020 

0.0524 

18.18 

300 

281.82 

8.00 

22.55 

0.0015 

0.0264 

17.78 

300 

282.22 

8.00 

22.58 

0.0020 

0.2223 

14.58 

120 

105.42 

5.00 

5.27 

0.0010 

0.0280 

14.58 

300 

285.42 

7.00 

19.98 

0.0015 

0.3055 

17.40 

300 

282.60 

8.00 

22.61 

0.0020 

0.8797 

17.40 

300 

282.60 

8.00 

22.61 

0.0015 

0.0000 

14.44 

300 

285.56 

8.00 

22.85 

0.0015 

0.0001 

14.05 

300 

285.95 

8.00 

22.88 

0.0015 

0.0261 

17.13 

120 

102.87 

5.00 

5.14 

0.0010 

0.0578 















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Khara 


Khera Jadeed 


Khera Kesunda 


Kherabad 


Kheri Aryanagar 


Kheri Kundal 


Kishanpura 


Kotri Kalan 


Kotri Khurd 


Kuri Khera 


Laxmipura 


Madhya Kheri 


Makan Pura 


Malakpura 


Malawada 


Manda Gulfaroshan 


Mandla Charan 


Mangrol 


Marjeevi 


Mewasa 


Modji Ka Khera 


Motha 


Motipura 


Nalda 


Narani 


Nardiya 


Narsa Kheri 


Narsingh Garh 


Nawabpura 


Nimbahera (M) 


Peepaliya Kalan 


Pemandiya Khera 


Phootwal 


Pratappura 


Rajpura 


Ramgarh 


Ranchhor Pura 


Rani Khera 


Rathajana 


Sagwariya 


Sajanpur 


Sakai Ka Khera 


Sankariya 


Sankera 


Sankhlon Ka Khera 


Sanpaliya 


Sanpaliya Kheri 


Census Code 


0829000903668700 


0829000903674500 


0829001003683200 


0829000903674400 


0829001003682600 


0829001003682100 


0829000903676300 


0829000903677400 


0829000903677300 


0829000903668900 


0829000903669900 


0829000903669400 


0829000903676400 


0829000903676800 


0829001003691600 


0829000903673100 


0829000903675000 


0829000903667300 


0829000903677100 


0829000903668100 


0829000503613500 


0829000903667700 


0829001003682000 


0829000503616300 


0829001003692400 


0829000903672400 


0829000903676700 


0829000903676500 


0829000903664900 


0829000942905000 


0829000903673400 


0829000903668000 


0829000903668500 


0829001003682300 


0829001003682200 


0829000903667600 


0829000903672100 


0829000903672800 


0829000903669300 



Zone (Fresh 
/ Saline) 


0829000903674700 


0829000903676000 


0829000503614700 


0829000903671700 


0829000503617000 


0829000903667400 


0829000903672900 


0829000903673000 


0.69 Fresh 


4.90 Fresh 


2.70 Fresh 


1.35 Fresh 


2.75 Fresh 


2.02 Fresh 


2.53 Fresh 


4.76 Fresh 


3.62 Fresh 


0.79 Fresh 


2.40 Fresh 


2.52 Fresh 



0.85 Fresh 


3.80 Fresh 


1.40 Fresh 


0.80 Fresh 


5.62 Fresh 


2.68 Fresh 


24.42 Fresh 


2.89 Fresh 


1.85 Fresh 


0.56 Fresh 


5.13 Fresh 


3.79 Fresh 


0.79 Fresh 


1.93 Fresh 


5.59 Fresh 


10.32 Fresh 



3.64 Fresh 


1.94 Fresh 


0.39 Fresh 


3.90 Fresh 


1.37 Fresh 


2.91 Fresh 


1.69 Fresh 


1.73 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Deccan Traps 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Limestone 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Limestone 

Non-command 

Limestone 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Deccan Traps 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Limestone 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Limestone 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Deccan Traps 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Limestone 

Non-command 

Shale 

Non-command 

Limestone 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Limestone 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Limestone 

Non-command 

Shale 

Non-command 

Limestone 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Limestone 

Non-command 

Shale 

Non-command 

Shale 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

18.17 

300 

281.83 

8.00 

22.55 

0.0015 

0.0233 

13.88 

300 

286.12 

8.00 

22.89 

0.0015 

0.1681 

17.20 

120 

102.80 

5.00 

5.14 

0.0010 

0.0138 

14.17 

300 

285.83 

8.00 

22.87 

0.0015 

0.0464 

16.44 

300 

283.56 

7.00 

19.85 

0.0015 

0.0819 

17.43 

300 

282.57 

8.00 

22.61 

0.0020 

0.0056 

17.43 

300 

282.57 

7.00 

19.78 

0.0015 

0.0121 

13.65 

300 

286.35 

8.00 

22.91 

0.0015 

0.0868 

15.36 

300 

284.64 

8.00 

22.77 

0.0015 

0.1627 

15.76 

300 

284.24 

8.00 

22.74 

0.0015 

0.1236 

18.13 

300 

281.87 

8.00 

22.55 

0.0015 

0.0266 

18.14 

300 

281.86 

8.00 

22.55 

0.0020 

0.0065 

17.60 

300 

282.40 

8.00 

22.59 

0.0020 

0.1139 

17.60 

300 

282.40 

8.00 

22.59 

0.0015 

0.0001 

13.74 

300 

286.26 

8.00 

22.90 

0.0015 

0.1038 

13.90 

300 

286.10 

8.00 

22.89 

0.0015 

0.1193 

19.71 

120 

100.29 

5.00 

5.01 

0.0010 

0.0087 

14.56 

300 

285.44 

8.00 

22.84 

0.0015 

0.1479 

16.70 

300 

283.30 

8.00 

22.66 

0.0015 

0.2323 

18.19 

300 

281.81 

8.00 

22.54 

0.0020 

0.0204 

14.38 

300 

285.62 

8.00 

22.85 

0.0015 

0.5241 

17.99 

300 

282.01 

8.00 

22.56 

0.0015 

0.1645 

16.86 

300 

283.14 

8.00 

22.65 

0.0015 

0.0603 

18.19 

300 

281.81 

8.00 

22.55 

0.0015 

0.1887 

16.84 

300 

283.16 

8.00 

22.65 

0.0020 

0.0023 

16.84 

300 

283.16 

7.00 

19.82 

0.0015 

0.0521 

14.96 

300 

285.04 

8.00 

22.80 

0.0015 

0.0257 

17.68 

120 

102.32 

5.00 

5.12 

0.0010 

0.0158 

15.75 

300 

284.25 

8.00 

22.74 

0.0015 

0.0478 

13.72 

300 

286.28 

8.00 

22.90 

0.0015 

0.0275 

13.63 

300 

286.37 

8.00 

22.91 

0.0015 

0.1930 

18.09 

300 

281.91 

8.00 

22.55 

0.0015 

0.0001 

16.63 

300 

283.37 

8.00 

22.67 

0.0020 

0.8842 

16.63 

300 

283.37 

8.00 

22.67 

0.0015 

0.1633 

16.35 

300 

283.65 

8.00 

22.69 

0.0020 

0.1312 

18.16 

300 

281.84 

8.00 

22.55 

0.0015 

0.0002 

18.16 

300 

281.84 

8.00 

22.55 

0.0015 

0.0098 

17.16 

300 

282.84 

7.00 

19.80 

0.0015 

0.1509 

18.59 

300 

281.41 

7.00 

19.70 

0.0015 

0.0150 

18.20 

300 

281.80 

8.00 

22.54 

0.0020 

0.0022 

18.20 

300 

281.80 

8.00 

22.54 

0.0015 

0.0173 

17.72 

300 

282.28 

8.00 

22.58 

0.0015 

0.0320 

15.11 

300 

284.89 

8.00 

22.79 

0.0015 

0.1910 

17.87 

300 

282.13 

8.00 

22.57 

0.0020 

0.1568 

17.87 

300 

282.13 

8.00 

22.57 

0.0015 

0.2317 

15.50 

300 

284.50 

8.00 

22.76 

0.0020 

0.0155 

15.50 

300 

284.50 

7.00 

19.92 

0.0015 

0.0404 

13.86 

300 

286.14 

8.00 

22.89 

0.0015 

0.1249 

13.99 

300 

286.01 

8.00 

22.88 

0.0015 

0.0662 

13.46 

300 

286.54 

8.00 

22.92 

0.0015 

0.0091 

16.18 

300 

283.82 

8.00 

22.71 

0.0015 

0.1329 

17.08 

300 

282.92 

8.00 

22.63 

0.0015 

0.0000 

18.18 

300 

281.82 

8.00 

22.55 

0.0020 

0.1289 

14.42 

300 

285.58 

8.00 

22.85 

0.0015 

0.0580 

14.13 

300 

285.87 

8.00 

22.87 

0.0015 

0.0595 






















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



07002030 


Shobhawali 


Sigri 


Siyalkund 


Solatpur 


Soobi 


Tai 


Tumba 


Udpura 


Uncha 


Bobla Kalan 


Chanpuriya 


Chhapiya Kheri 


Dahee Khera 


Haripura 


Jaisinghpura 


Jodhpuriya 


Kundaliya 


Lohariya 


Meghpura 


Mewasa 


Palka 


Pat Kalan 


Raipuriya 


Rajgarh 


Ratanpura 


Census Code 


0829000903677200 


0829000903673600 


0829000903674300 


0829001003683800 


0829001003684000 


0829000903677500 


0829000903673300 


0829000503613700 


0829000903672700 


0829001003692200 


0829000903665100 


0829000903668800 


0829000503616900 


0829000903672000 


0829000503601700 


0829000303551500 


0829000503600500 


0829000503600900 


0829000303551000 


0829000503601100 


0829000303551200 


0829000303551800 


0829000303549200 


0829000503601600 


0829000503601400 


0829000303551900 


0829000303551100 


0829000303550500 


0829000303550600 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Shale 

Fresh 

Non-command 

Limestone 

Fresh 

Non-command 

Limestone 


3.90 Fresh 


11.40 Fresh 




2.58 Fresh 


2.37 Fresh 



1.30 Fresh 


2.02 Fresh 


2.74 Fresh 


0.41 Fresh 


3.59 Fresh 



3.56 Fresh 


12.72 Fresh 


6.15 Fresh 


1.10 Fresh 


6.81 Fresh 


3.70 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Command 


Non-command 


Command 


Command 


Command 


Non-command 


Non-command 


Command 


Command 


Command 


Command 


Non-command 


Command 


Non-command 


Command 


Command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Command 


Shale 


Deccan Traps 


Deccan Traps 


Shale 


Limestone 


Shale 


Shale 


Limestone 


Shale 


Shale 


Deccan Traps 


Shale 


Shale 


Shale 


Shale 


Shale 


Shale 


Shale 


Shale 


Gneisses(B.G.C.) 


Shale 


Gneisses(B.G.C.) 


Shale 


Shale 


Shale 


Shale 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Shale 


Gneisses(B.G.C.) 


Shale 


Shale 


Shale 


Shale 


Shale 


Shale 


Shale 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Shale 


Shale 


Shale 


Shale 


Shale 


Shale 


Shale 


Shale 


Shale 


Shale 


Shale 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

15.39 

300 

284.61 

8.00 

22.77 

0.0015 

0.1370 

17.23 

300 

282.77 

8.00 

22.62 

0.0020 

0.0812 

14.80 

300 

285.20 

8.00 

22.82 

0.0020 

0.0113 

14.80 

300 

285.20 

8.00 

22.82 

0.0015 

0.0933 

18.59 

120 

101.41 

5.00 

5.07 

0.0010 

0.0173 

17.90 

120 

102.10 

5.00 

5.10 

0.0010 

0.0127 

17.90 

300 

282.10 

7.00 

19.75 

0.0015 

0.2621 

18.20 

300 

281.80 

8.00 

22.54 

0.0020 

0.0528 

18.20 

300 

281.80 

8.00 

22.54 

0.0015 

0.0002 

14.52 

300 

285.48 

8.00 

22.84 

0.0015 

0.0835 

15.80 

300 

284.20 

8.00 

22.74 

0.0020 

0.0907 

16.02 

300 

283.98 

8.00 

22.72 

0.0015 

0.0491 

15.66 

300 

284.34 

8.00 

22.75 

0.0015 

0.0715 

17.26 

120 

102.74 

5.00 

5.14 

0.0010 

0.0001 

18.16 

300 

281.84 

8.00 

22.55 

0.0015 

0.0031 

18.14 

300 

281.86 

8.00 

22.55 

0.0015 

0.0273 

17.70 

300 

282.30 

8.00 

22.58 

0.0015 

0.0788 

17.07 

300 

282.93 

8.00 

22.63 

0.0015 

0.0816 

13.23 

300 

286.77 

8.00 

22.94 

0.0015 

0.0142 

12.67 

300 

287.33 

7.00 

20.11 

0.0015 

0.0179 

12.67 

300 

287.33 

7.00 

20.11 

0.0015 

0.0033 

12.91 

300 

287.09 

8.00 

22.97 

0.0015 

0.0183 

13.79 

120 

106.21 

5.00 

5.31 

0.0012 

0.0003 

13.79 

300 

286.21 

8.00 

22.90 

0.0015 

0.0569 

13.79 

120 

106.21 

5.00 

5.31 

0.0012 

0.0000 

13.79 

300 

286.21 

8.00 

22.90 

0.0015 

0.0024 

13.79 

300 

286.21 

8.00 

22.90 

0.0015 

0.0203 

12.73 

300 

287.27 

7.00 

20.11 

0.0015 

0.0070 

12.73 

300 

287.27 

7.00 

20.11 

0.0015 

0.0006 

17.42 

120 

102.58 

5.00 

5.13 

0.0012 

0.0001 

17.42 

120 

102.58 

5.00 

5.13 

0.0012 

0.0002 

17.42 

120 

102.58 

5.00 

5.13 

0.0012 

0.0004 

15.14 

120 

104.86 

5.00 

5.24 

0.0012 

0.0142 

15.14 

300 

284.86 

8.00 

22.79 

0.0015 

0.0204 

15.14 

120 

104.86 

5.00 

5.24 

0.0012 

0.0000 

12.80 

300 

287.20 

7.00 

20.10 

0.0015 

0.0127 

12.80 

300 

287.20 

7.00 

20.10 

0.0015 

0.0253 

12.80 

300 

287.20 

7.00 

20.10 

0.0015 

0.0392 

12.94 

300 

287.06 

8.00 

22.96 

0.0015 

0.0693 

12.65 

300 

287.35 

7.00 

20.11 

0.0015 

0.0826 

12.80 

300 

287.20 

7.00 

20.10 

0.0015 

0.0059 

12.80 

300 

287.20 

7.00 

20.10 

0.0015 

0.0036 

13.19 

120 

106.81 

5.00 

5.34 

0.0012 

0.0001 

13.19 

120 

106.81 

5.00 

5.34 

0.0012 

0.0011 

12.80 

300 

287.21 

8.00 

22.98 

0.0015 

0.0228 

12.80 

300 

287.21 

8.00 

22.98 

0.0015 

0.0573 

12.80 

300 

287.21 

8.00 

22.98 

0.0015 

0.0234 

12.95 

300 

287.05 

8.00 

22.96 

0.0015 

0.0002 

12.86 

300 

287.14 

8.00 

22.97 

0.0015 

0.0972 

12.86 

300 

287.14 

8.00 

22.97 

0.0015 

0.1315 

12.80 

300 

287.20 

7.00 

20.10 

0.0015 

0.0133 

12.79 

300 

287.21 

7.00 

20.10 

0.0015 

0.0033 

12.79 

300 

287.21 

7.00 

20.10 

0.0015 

0.0298 

9.39 

300 

290.61 

7.00 

20.34 

0.0015 

0.0033 

10.45 

300 

289.55 

7.00 

20.27 

0.0015 

0.0425 



































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone (Fresh 
/ Saline) 



07002031 


Takhatpura 


Torniya 


Abhaypur 


Achalpura 


Amar Pura 


Amlee Ka Khera 


Arjunpura 


Bageriya 


Banda @ Ganeshpura 


Bangera Ghata 


Baori Khera 


Barawali 


Barkhera 


Bhadanon Ka Khera 


Bharkiya 


Bhoongariya 


Bhupat Pura 


Bihari Pura 


Bijaipur 


Bobla Kalan 


Bobla Khurd 


Chainpuriya 


Chamanpura 


Delwalgarh 


Deo Doongi 


Dhangliya Khera 


Dolatpura 


Forest Block 


Garhwara 


Garol 


0829000303551300 


0829000303550900 


0829000303552100 


0829000503614400 


0829000503615800 


0829000503602000 


0829000503603500 


0829000503615100 


0829000503602500 


0829000903679300 


0829000503602400 


0829000903678500 


0829000503605400 


0829000503603600 


0829000503615300 


0829000503602600 


0829000503604200 


0829000503617100 


0829000503604400 


0829000503601700 


0829000503602700 


0829000503616400 


0829000503616200 


0829000303561300 


0829000503604000 


0829000503604500 


0829000503604800 


0829000508299001 


0829000903678700 


0829000503602200 


0.43 Fresh 


1.68 Fresh 


0.21 Fresh 


0.81 Fresh 


1.78 Fresh 



5.99 Fresh 


1.34 Fresh 


1.56 Fresh 


0.47 Fresh 


5.31 Fresh 


1.79 Fresh 


1.23 Fresh 


1.03 Fresh 


54.32 Fresh 


1.72 Fresh 


1.59 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Shale 

Command 

Gneisses(B.G.C) 

Command 

Shale 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 

Command 

Shale 

Non-command 

Shale 

Command 

Shale 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Shale 

Command 

Gneisses(B.G.C) 

Command 

Shale 

Non-command 

Shale 

Command 

Shale 

Command 

Shale 

Non-command 

Shale 

Command 

Shale 

Command 

Shale 

Command 

Shale 

Non-command 

Shale 

Command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Shale 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.16 

300 

287.84 

7.00 

20.15 

0.0015 

0.0003 

12.16 

120 

107.84 

5.00 

5.39 

0.0012 

0.0048 

12.16 

300 

287.84 

7.00 

20.15 

0.0015 

0.0303 

17.19 

120 

102.81 

5.00 

5.14 

0.0012 

0.0021 

17.19 

120 

102.81 

5.00 

5.14 

0.0012 

0.0000 

17.19 

120 

102.81 

5.00 

5.14 

0.0012 

0.0000 

12.79 

300 

287.21 

8.00 

22.98 

0.0015 

0.0623 

12.79 

300 

287.21 

8.00 

22.98 

0.0015 

0.0042 

12.79 

300 

287.21 

8.00 

22.98 

0.0015 

0.0366 

14.15 

120 

105.85 

5.00 

5.29 

0.0012 

0.0004 

14.15 

120 

105.85 

5.00 

5.29 

0.0012 

0.0006 

14.15 

300 

285.85 

8.00 

22.87 

0.0015 

0.0000 

14.15 

120 

105.85 

5.00 

5.29 

0.0012 

0.0077 

14.15 

300 

285.85 

8.00 

22.87 

0.0015 

0.0292 

12.05 

300 

287.95 

7.00 

20.16 

0.0015 

0.0034 

12.05 

300 

287.95 

7.00 

20.16 

0.0015 

0.0194 

12.91 

300 

287.09 

8.00 

22.97 

0.0015 

0.1190 

12.91 

300 

287.09 

8.00 

22.97 

0.0015 

0.0047 

12.91 

300 

287.09 

8.00 

22.97 

0.0015 

0.0220 

12.49 

300 

287.51 

7.00 

20.13 

0.0015 

0.0123 

12.73 

300 

287.27 

7.00 

20.11 

0.0015 

0.0008 

12.73 

300 

287.27 

7.00 

20.11 

0.0015 

0.0040 

12.73 

300 

287.27 

7.00 

20.11 

0.0015 

0.0458 

12.90 

300 

287.10 

7.00 

20.10 

0.0015 

0.0017 

13.15 

300 

286.85 

8.00 

22.95 

0.0015 

0.0210 

13.04 

300 

286.96 

7.00 

20.09 

0.0014 

0.0209 

13.04 

300 

286.96 

8.00 

22.96 

0.0015 

0.0314 

12.62 

300 

287.38 

8.00 

22.99 

0.0015 

0.0529 

12.79 

300 

287.21 

8.00 

22.98 

0.0015 

0.0646 

12.67 

300 

287.33 

8.00 

22.99 

0.0015 

0.0187 

12.72 

300 

287.28 

8.00 

22.98 

0.0015 

0.0509 

15.21 

200 

184.80 

8.00 

14.78 

0.0014 

0.0003 

12.61 

300 

287.39 

8.00 

22.99 

0.0015 

0.0339 

16.05 

200 

183.95 

8.00 

14.72 

0.0014 

0.0825 

12.89 

300 

287.11 

8.00 

22.97 

0.0015 

0.0191 

12.63 

300 

287.37 

8.00 

22.99 

0.0015 

0.0265 

12.49 

300 

287.51 

7.00 

20.13 

0.0014 

0.0236 

12.90 

300 

287.10 

8.00 

22.97 

0.0015 

0.0590 

12.40 

300 

287.60 

8.00 

23.01 

0.0015 

0.0255 

16.72 

300 

283.28 

8.00 

22.66 

0.0015 

0.0708 

12.40 

300 

287.60 

7.00 

20.13 

0.0014 

0.0696 

12.40 

300 

287.60 

8.00 

23.01 

0.0015 

0.0191 

13.23 

300 

286.77 

8.00 

22.94 

0.0015 

0.1170 

13.17 

300 

286.83 

8.00 

22.95 

0.0015 

0.0449 

16.07 

300 

283.93 

8.00 

22.71 

0.0015 

0.0019 

15.04 

300 

284.96 

8.00 

22.80 

0.0015 

0.0023 

12.82 

300 

287.18 

7.00 

20.10 

0.0015 

0.0025 

12.48 

300 

287.52 

8.00 

23.00 

0.0015 

0.0597 

12.40 

300 

287.60 

7.00 

20.13 

0.0014 

0.0336 

12.42 

300 

287.58 

7.00 

20.13 

0.0014 

0.0254 

13.43 

300 

286.57 

7.00 

20.06 

0.0014 

0.2603 

13.43 

300 

286.57 

8.00 

22.93 

0.0015 

0.5133 

14.54 

200 

185.46 

8.00 

14.84 

0.0014 

0.0154 

12.46 

300 

287.54 

7.00 

20.13 

0.0014 

0.0032 

12.46 

300 

287.54 

8.00 

23.00 

0.0015 

0.0508 







































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



07002032 


Ghosondi 


Godi 


Gopalpura 


Gorsiya 


Hansla 


Hathi Ka Gurha 


Jawasiya 


Jetpura 


Kalyanpura 


Kanpura 


Kanwarji Ka Khera 


Keljer 


Kewariya 


Kherach 


Kochwa 


Kotri 


Kushalpura 


Lakha Ka Khera 


Madhupuriya 


Mahupuriya 


Manak Pura 


Manpuriya 


Meghpura 


Mewasa 


Mokhampura 


Pal 


Pal Ka Khera 


Palchha 


Paler 


Palka 


Pangarh 


Pat Kalan 


Patkhurd 


Pema Ka Khera 


Phusariya 


Rajpuriya 


Rawat Ka Talab 


Rughnathpura 


Sadi 


Sangrampura 


Sankera 


Semaliya 


Suratpura 


Suratsingh Ka Khera 


Undri 


Abhaypur 


Amba 


Amjhariya 


Census Code 


0829000503599600 


0829000503603700 


0829000503605200 


0829000503603900 


0829000503614300 


0829000503616500 


0829000503604100 


0829000503602100 


0829000503615200 


0829000503616700 


0829000503603400 


0829000503602900 


0829000503601500 


0829000503604300 


0829000903678400 


0829000503604900 


0829000503605000 


0829000503614500 


0829000503603800 


0829000503615600 


0829000503614900 


0829000503602800 


0829000503601300 


0829000503601600 


0829000503616000 


0829000503603000 


0829000503603100 


0829000503615900 


0829000503614600 


0829000503601400 


0829000903678600 


0829000303551900 


0829000303552000 


0829000503616600 


0829000503601900 


0829000503602300 


0829000503615700 


0829000503614200 


0829000503605300 


0829000503599500 


0829000503617000 


0829000503615000 


0829000503616100 


0829000503601800 


0829000503605100 


0829000303552100 


0829000303561100 


0829000303552400 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Shale 

Fresh 

Non-command 

Shale 

Fresh 

Non-command 

Shale 

Fresh 

Non-command 

Shale 

Fresh 

Non-command 

Shale 

Fresh 

Non-command 

Shale 

Fresh 

Non-command 

Shale 

Fresh 

Non-command 

Shale 

Fresh 

Non-command 

Bhander Sandstone 



0.67 Fresh 


2.20 Fresh 


3.14 Fresh 


3.27 Fresh 


2.33 Fresh 


2.46 Fresh 


0.60 Fresh 


0.44 Fresh 


0.51 Fresh 


1.20 Fresh 


0.98 Fresh 


1.18 Fresh 


1.09 Fresh 


4.66 Fresh 


3.56 Fresh 


0.50 Fresh 


1.74 Fresh 


10.51 Fresh 


1.94 Fresh 



0.21 Fresh 


1.23 Fresh 


4.32 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Shale 


Shale 


Shale 


Shale 


Shale 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Shale 


Shale 


Shale 


Bhander Sandstone 


Shale 


Shale 


Shale 


Shale 


Bhander Sandstone 


Shale 


Shale 


Shale 


Bhander Sandstone 


Shale 


Shale 


Shale 


Bhander Sandstone 


Shale 


Shale 


Shale 


Shale 


Shale 


Bhander Sandstone 


Shale 


Shale 


Shale 


Shale 


Shale 


Shale 


Shale 


Bhander Sandstone 


Shale 


Shale 


Bhander Sandstone 


Shale 


Shale 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

13.38 

300 

286.62 

8.00 

22.93 

0.0015 

0.0017 

12.66 

300 

287.34 

8.00 

22.99 

0.0015 

0.0672 

12.55 

300 

287.45 

8.00 

23.00 

0.0015 

0.0934 

12.47 

300 

287.53 

8.00 

23.00 

0.0015 

0.0375 

13.35 

300 

286.65 

8.00 

22.93 

0.0015 

0.0283 

15.54 

300 

284.46 

8.00 

22.76 

0.0015 

0.0339 

12.41 

300 

287.59 

8.00 

23.01 

0.0015 

0.0521 

12.55 

300 

287.45 

8.00 

23.00 

0.0015 

0.0625 

12.65 

300 

287.36 

7.00 

20.11 

0.0014 

0.0128 

12.65 

300 

287.36 

8.00 

22.99 

0.0015 

0.0220 

16.63 

300 

283.37 

8.00 

22.67 

0.0015 

0.0225 

13.11 

300 

286.89 

8.00 

22.95 

0.0015 

0.0494 

12.97 

300 

287.03 

8.00 

22.96 

0.0015 

0.0056 

12.87 

300 

287.13 

8.00 

22.97 

0.0015 

0.1096 

12.40 

300 

287.60 

7.00 

20.13 

0.0014 

0.0149 

12.40 

300 

287.60 

8.00 

23.01 

0.0015 

0.0608 

16.24 

200 

183.76 

8.00 

14.70 

0.0014 

0.0006 

12.43 

300 

287.57 

7.00 

20.13 

0.0014 

0.0164 

12.41 

300 

287.59 

7.00 

20.13 

0.0014 

0.0119 

12.41 

300 

287.59 

8.00 

23.01 

0.0015 

0.0003 

12.87 

300 

287.13 

8.00 

22.97 

0.0015 

0.0125 

12.41 

300 

287.59 

8.00 

23.01 

0.0015 

0.0414 

12.79 

300 

287.22 

7.00 

20.11 

0.0014 

0.0265 

13.13 

300 

286.87 

8.00 

22.95 

0.0015 

0.0408 

13.47 

300 

286.53 

8.00 

22.92 

0.0015 

0.0018 

12.80 

300 

287.21 

8.00 

22.98 

0.0015 

0.0573 

12.95 

300 

287.05 

8.00 

22.96 

0.0015 

0.1205 

14.62 

300 

285.38 

7.00 

19.98 

0.0014 

0.0034 

14.62 

300 

285.38 

8.00 

22.83 

0.0015 

0.0047 

13.01 

300 

286.99 

8.00 

22.96 

0.0015 

0.0597 

13.79 

300 

286.21 

8.00 

22.90 

0.0015 

0.2320 

13.74 

300 

286.26 

7.00 

20.04 

0.0014 

0.0271 

13.74 

300 

286.26 

8.00 

22.90 

0.0015 

0.0239 

12.68 

300 

287.32 

8.00 

22.99 

0.0015 

0.0663 

12.86 

300 

287.14 

8.00 

22.97 

0.0015 

0.0913 

15.05 

200 

184.95 

8.00 

14.80 

0.0014 

0.0973 

12.80 

300 

287.20 

7.00 

20.10 

0.0015 

0.0241 

12.83 

300 

287.17 

7.00 

20.10 

0.0015 

0.0030 

16.07 

300 

283.93 

8.00 

22.71 

0.0015 

0.0331 

12.76 

300 

287.24 

8.00 

22.98 

0.0015 

0.0390 

12.44 

300 

287.56 

8.00 

23.00 

0.0015 

0.0569 

13.38 

300 

286.62 

7.00 

20.06 

0.0014 

0.0656 

12.84 

300 

287.16 

8.00 

22.97 

0.0015 

0.0217 

12.84 

300 

287.16 

8.00 

22.97 

0.0015 

0.0856 

14.41 

300 

285.59 

8.00 

22.85 

0.0015 

0.0000 

17.08 

300 

282.92 

8.00 

22.63 

0.0015 

0.0465 

13.10 

300 

286.90 

8.00 

22.95 

0.0015 

0.0367 

14.30 

300 

285.70 

8.00 

22.86 

0.0015 

0.0200 

12.90 

300 

287.10 

8.00 

22.97 

0.0015 

0.0951 

12.47 

300 

287.53 

7.00 

20.13 

0.0014 

0.0053 

12.47 

300 

287.53 

8.00 

23.00 

0.0015 

0.0539 

12.90 

300 

287.10 

7.00 

20.10 

0.0015 

0.0047 

12.92 

300 

287.08 

7.00 

20.10 

0.0014 

0.0085 

12.92 

300 

287.08 

7.00 

20.10 

0.0015 

0.0179 

12.91 

300 

287.09 

7.00 

20.10 

0.0015 

0.1054 























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



07002033 


Anoppura 


Bagatpura @ Karma Ka Kher 


Bangera Ghata 


Barawali 


Bharkiya 


Bordi 


Deeppura 


Delwalgarh 


Eklingpura 


Forest Block 


Garhwara 


Ghatatop 


Gujar Kheri 


Guner 


Jawadiya Joona 


Jawadiyanaya 


Jetpura 


Kanera 


Kewariya 


Kheta Khera 


Kochwa 


Mahesara 


Manohar Kheri 


Pat Kalan 


Patkhurd 


Phusariya 


Pratappura 


Rampuriya 


Rasya Magri 


Salariya 


Semlader 


Taleti 


Achalpura 


Agoriya 


Akola Kalan 


Akola Khurd 


Akya 


Alsigarh 


Amarpura 


Arnoda 


Azampura 


Badli Ki Dhani 


Bagund 


Baliyon Ki Dhani 


Bansen 


Census Code 


0829000903678300 


0829000503615400 


0829000903679300 


0829000903678500 


0829000503615300 


0829000903678800 


0829000903678900 


0829000303561300 


0829000903678200 


0829000508299001 


0829000903678700 


0829000903679000 


0829000903679200 


0829000503615500 


0829000303561500 


0829000303560700 


0829000503602100 


0829000903679700 


0829000503601500 


0829000503604600 


0829000903678400 


0829000303552500 


0829000903679100 


0829000303551900 


0829000303552000 


0829000503601900 


0829000903679800 


0829000303552300 


0829000503604700 


0829000303552200 


0829000303561400 


0829000303561200 


0829000803654400 


0829000803657500 


0829000803659800 


0829000803660000 


0829000803656200 



0829000903666400 


0829000803653400 


0829000803657300 


0829000803654500 


0829000803655500 


0829000703638800 


0829000803657800 


0829000803653800 


0829000803657700 


0829000803654200 



Zone (Fresh 
/ Saline) 


0.72 Fresh 


0.56 Fresh 


4.60 Fresh 


7.80 Fresh 


3.88 Fresh 



2.93 Fresh 


3.27 Fresh 


1.29 Fresh 


4.07 Fresh 


1.22 Fresh 


1.91 Fresh 


0.31 Fresh 


5.24 Fresh 


0.17 Fresh 


8.81 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Non-command 

Shale 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Shale 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

16.41 

200 

183.59 

8.00 

14.69 

0.0014 

0.0199 

12.51 

300 

287.49 

7.00 

20.12 

0.0014 

0.0216 

15.21 

200 

184.80 

8.00 

14.78 

0.0014 

0.1398 

16.05 

200 

183.95 

8.00 

14.72 

0.0014 

0.0502 

12.49 

300 

287.51 

7.00 

20.13 

0.0014 

0.0004 

14.11 

200 

185.89 

8.00 

14.87 

0.0014 

0.0207 

13.78 

200 

186.22 

8.00 

14.90 

0.0014 

0.0202 

12.82 

300 

287.18 

7.00 

20.10 

0.0015 

0.0809 

16.62 

200 

183.38 

8.00 

14.67 

0.0014 

0.0182 

13.43 

300 

286.57 

7.00 

20.06 

0.0014 

0.1899 

14.54 

200 

185.46 

8.00 

14.84 

0.0014 

0.0190 

14.05 

200 

185.95 

8.00 

14.88 

0.0014 

0.0220 

14.58 

200 

185.42 

8.00 

14.83 

0.0014 

0.0302 

12.69 

300 

287.31 

7.00 

20.11 

0.0014 

0.0283 

12.69 

300 

287.31 

7.00 

20.11 

0.0015 

0.0008 

12.79 

300 

287.21 

7.00 

20.10 

0.0015 

0.0017 

12.55 

300 

287.45 

8.00 

23.00 

0.0015 

0.0028 

15.13 

200 

184.87 

8.00 

14.79 

0.0014 

0.0114 

12.87 

300 

287.13 

8.00 

22.97 

0.0015 

0.0027 

12.42 

300 

287.58 

7.00 

20.13 

0.0014 

0.0190 

16.24 

200 

183.76 

8.00 

14.70 

0.0014 

0.0471 

12.81 

300 

287.19 

7.00 

20.10 

0.0014 

0.0074 

12.81 

300 

287.19 

7.00 

20.10 

0.0015 

0.2492 

13.91 

200 

186.09 

8.00 

14.89 

0.0014 

0.0481 

12.80 

300 

287.20 

7.00 

20.10 

0.0015 

0.1185 

12.83 

300 

287.17 

7.00 

20.10 

0.0015 

0.0834 

12.76 

300 

287.24 

8.00 

22.98 

0.0015 

0.0052 

14.62 

200 

185.38 

8.00 

14.83 

0.0014 

0.0000 

12.87 

300 

287.13 

7.00 

20.10 

0.0015 

0.0182 

12.44 

300 

287.57 

7.00 

20.13 

0.0014 

0.0484 

12.89 

300 

287.11 

7.00 

20.10 

0.0015 

0.0176 

12.59 

300 

287.41 

7.00 

20.12 

0.0015 

0.0966 

12.88 

300 

287.12 

7.00 

20.10 

0.0014 

0.0001 

12.88 

300 

287.12 

7.00 

20.10 

0.0015 

0.0396 

15.20 

120 

104.80 

5.00 

5.24 

0.0012 

0.0043 

21.14 

120 

98.86 

5.00 

4.94 

0.0012 

0.0032 

16.23 

120 

103.77 

5.00 

5.19 

0.0012 

0.0000 

16.23 

120 

103.77 

5.00 

5.19 

0.0012 

0.0239 

16.92 

120 

103.08 

5.00 

5.15 

0.0012 

0.0026 

18.66 

120 

101.34 

5.00 

5.07 

0.0012 

0.0008 

18.66 

120 

101.34 

5.00 

5.07 

0.0012 

0.0098 

18.66 

120 

101.34 

5.00 

5.07 

0.0012 

0.0041 

18.66 

120 

101.34 

5.00 

5.07 

0.0012 

0.0065 

19.88 

300 

280.12 

8.00 

22.41 

0.0015 

0.0237 

14.76 

120 

105.24 

5.00 

5.26 

0.0012 

0.0198 

19.82 

120 

100.18 

5.00 

5.01 

0.0012 

0.0074 

15.44 

120 

104.56 

5.00 

5.23 

0.0012 

0.0105 

15.44 

300 

284.56 

8.00 

22.76 

0.0015 

0.0746 

17.51 

120 

102.49 

5.00 

5.12 

0.0012 

0.0065 

19.91 

120 

100.09 

5.00 

5.00 

0.0012 

0.0110 

21.17 

120 

98.83 

5.00 

4.94 

0.0012 

0.0018 

18.80 

120 

101.20 

5.00 

5.06 

0.0012 

0.0305 

21.19 

120 

98.81 

5.00 

4.94 

0.0012 

0.0009 

19.89 

120 

100.11 

5.00 

5.01 

0.0012 

0.0502 

19.89 

120 

100.11 

5.00 

5.01 

0.0012 

0.0005 



















































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Shale 


Shale 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Shale 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Shale 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Shale 


Shale 


Shale 


Shale 


Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

15.78 

120 

104.22 

5.00 

5.21 

0.0012 

0.0169 

15.78 

120 

104.22 

5.00 

5.21 

0.0012 

0.0013 

21.14 

120 

98.86 

5.00 

4.94 

0.0012 

0.0227 

22.56 

120 

97.44 

5.00 

4.87 

0.0012 

0.0260 

22.56 

120 

97.44 

5.00 

4.87 

0.0012 

0.0218 

19.27 

120 

100.73 

5.00 

5.04 

0.0012 

0.0013 

19.27 

120 

100.73 

5.00 

5.04 

0.0012 

0.0035 

20.82 

120 

99.18 

5.00 

4.96 

0.0012 

0.0047 

20.82 

300 

279.18 

8.00 

22.33 

0.0015 

0.0033 

20.47 

300 

279.53 

8.00 

22.36 

0.0015 

0.0311 

15.56 

120 

104.44 

5.00 

5.22 

0.0012 

0.0043 

15.56 

120 

104.44 

5.00 

5.22 

0.0012 

0.0173 

19.33 

120 

100.67 

5.00 

5.03 

0.0012 

0.0016 

15.13 

120 

104.87 

5.00 

5.24 

0.0012 

0.0460 

16.10 

120 

103.90 

5.00 

5.20 

0.0012 

0.0077 

16.10 

120 

103.90 

5.00 

5.20 

0.0012 

0.0141 

17.23 

120 

102.77 

5.00 

5.14 

0.0012 

0.0184 

17.23 

120 

102.77 

5.00 

5.14 

0.0012 

0.0002 

17.08 

120 

102.92 

5.00 

5.15 

0.0012 

0.0227 

24.85 

120 

95.15 

5.00 

4.76 

0.0012 

0.0046 

22.95 

120 

97.05 

5.00 

4.85 

0.0012 

0.0004 

19.39 

120 

100.61 

5.00 

5.03 

0.0012 

0.0097 

19.39 

120 

100.61 

5.00 

5.03 

0.0012 

0.0021 

17.23 

120 

102.77 

5.00 

5.14 

0.0012 

0.0049 

17.94 

120 

102.06 

5.00 

5.10 

0.0012 

0.0084 

17.94 

120 

102.06 

5.00 

5.10 

0.0012 

0.0052 

19.68 

120 

100.32 

5.00 

5.02 

0.0012 

0.0117 

16.95 

120 

103.05 

5.00 

5.15 

0.0012 

0.0134 

19.75 

120 

100.25 

5.00 

5.01 

0.0012 

0.0104 

19.31 

120 

100.69 

5.00 

5.03 

0.0012 

0.0098 

19.31 

120 

100.69 

5.00 

5.03 

0.0012 

0.0086 

18.81 

300 

281.19 

8.00 

22.50 

0.0015 

0.0831 

15.86 

120 

104.14 

5.00 

5.21 

0.0012 

0.0069 

21.11 

120 

98.89 

5.00 

4.94 

0.0012 

0.0014 

20.21 

120 

99.79 

5.00 

4.99 

0.0012 

0.0162 

21.15 

120 

98.85 

5.00 

4.94 

0.0012 

0.0081 

21.01 

120 

98.99 

5.00 

4.95 

0.0012 

0.0069 

18.27 

120 

101.73 

5.00 

5.09 

0.0012 

0.0000 

18.27 

120 

101.73 

5.00 

5.09 

0.0012 

0.0114 

13.92 

120 

106.08 

5.00 

5.30 

0.0012 

0.0218 

21.06 

120 

98.94 

5.00 

4.95 

0.0012 

0.0006 

15.73 

120 

104.27 

5.00 

5.21 

0.0012 

0.0366 

18.43 

120 

101.57 

5.00 

5.08 

0.0012 

0.0248 

23.19 

120 

96.81 

5.00 

4.84 

0.0012 

0.0135 

20.88 

120 

99.12 

5.00 

4.96 

0.0012 

0.0007 

20.88 

300 

279.12 

8.00 

22.33 

0.0015 

0.0004 

21.15 

120 

98.85 

5.00 

4.94 

0.0012 

0.0046 

21.13 

120 

98.87 

5.00 

4.94 

0.0012 

0.0050 

20.26 

120 

99.74 

5.00 

4.99 

0.0012 

0.0092 

17.97 

120 

102.03 

5.00 

5.10 

0.0012 

0.0173 

17.97 

300 

282.03 

8.00 

22.56 

0.0015 

0.0090 

15.95 

300 

284.05 

8.00 

22.72 

0.0015 

0.0001 

19.41 

300 

280.59 

8.00 

22.45 

0.0015 

0.0389 

20.30 

300 

279.70 

8.00 

22.38 

0.0015 

0.0117 

20.08 

120 

99.92 

5.00 

5.00 

0.0012 

0.0077 





























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Jaitpura Khurd 


Jawan Pura 


Jeeta Was 


Jharsadri 


Kaharon Ki Dhani 


Kannoj 


Kannojiya 


Karoli 


Kasya Khurd 


Kesar Pura 


Keshar Kheri 


Khokhariya Kheri 


Kuretha 


Lachami Pura 


Lader 


Lakhmipura 


Lasrawan 


Leswa 


Madanpura 


Mandphiya 


Mangalwar 


Maora 


Mircha Kheri 


Mokham Pura 


Mokhampura 


Morwan 


Murliya 


Nada-Khera 


Nahargarh 


Nangpura 


Narbadiya 


Nardhari 


Nawa Khera 


Neemgaon 


Oda 


Padampura 


Pal-Kheri 


Palod 


Palri 


Parliya 


Peepalwas 


Peepli Ka Gurha 


Census Code 


0829000803649400 


0829000803649200 


0829000803657100 


0829000903670800 


0829000803657600 


0829000803654700 


0829000803655100 


0829000803659900 


0829000803651400 


0829000803655000 


0829000803653300 


0829000803652500 


0829000803656400 


0829000803655800 


0829000803655300 


0829000703641000 


0829000903670600 


0829000803651200 


0829000803654000 


0829000803656500 


0829000703639400 


0829000803656300 


0829000703640700 


0829000803651500 


0829000803653000 


0829000703639100 


0829000803648900 


0829000703638300 


0829000803650600 


0829000703638900 


0829000803653700 


0829000803654100 


0829000703638100 


0829000703641100 


0829000803661000 


0829000703640800 


0829000703639000 


0829000703642700 


0829000903666500 


0829000803651000 


0829000803650900 


0829000803658500 



Zone (Fresh 
/ Saline) 


2.17 Fresh 


1.93 Fresh 


2.29 Fresh 


2.47 Fresh 


0.49 Fresh 


13.98 Fresh 


1.63 Fresh 


4.57 Fresh 


3.29 Fresh 


1.71 Fresh 


4.09 Fresh 


5.79 Fresh 



5.41 Fresh 


4.20 Fresh 



2.43 Fresh 


5.32 Fresh 


2.67 Fresh 


1.31 Fresh 


6.04 Fresh 


0.87 Fresh 


2.23 Fresh 


1.88 Fresh 


16.30 Fresh 


4.67 Fresh 


7.97 Fresh 


9.27 Fresh 


2.89 Fresh 



Rama Khera 


0829000703638200 


2.41 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Shale 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Shale 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Shale 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Shale 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Shale 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Shale 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Shale 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Shale 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Shale 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

19.36 

300 

280.64 

8.00 

22.45 

0.0015 

0.0730 

20.13 

120 

99.87 

5.00 

4.99 

0.0012 

0.0030 

20.78 

120 

99.22 

5.00 

4.96 

0.0012 

0.0034 

19.53 

300 

280.47 

8.00 

22.44 

0.0015 

0.0275 

20.98 

120 

99.02 

5.00 

4.95 

0.0012 

0.0028 

17.36 

120 

102.64 

5.00 

5.13 

0.0012 

0.0015 

17.36 

300 

282.64 

8.00 

22.61 

0.0015 

0.0619 

18.39 

120 

101.61 

5.00 

5.08 

0.0012 

0.0093 

16.28 

120 

103.72 

5.00 

5.19 

0.0012 

0.0016 

16.28 

120 

103.72 

5.00 

5.19 

0.0012 

0.0242 

20.93 

120 

99.07 

5.00 

4.95 

0.0012 

0.0015 

18.67 

120 

101.33 

5.00 

5.07 

0.0012 

0.0066 

18.67 

300 

281.33 

8.00 

22.51 

0.0015 

0.0094 

19.45 

120 

100.55 

5.00 

5.03 

0.0012 

0.0237 

27.07 

120 

92.93 

5.00 

4.65 

0.0012 

0.0000 

27.07 

120 

92.93 

5.00 

4.65 

0.0012 

0.0000 

18.31 

120 

101.69 

5.00 

5.08 

0.0012 

0.0000 

18.31 

120 

101.69 

5.00 

5.08 

0.0012 

0.0102 

14.63 

120 

105.37 

5.00 

5.27 

0.0012 

0.0328 

16.33 

120 

103.67 

5.00 

5.18 

0.0012 

0.0009 

16.33 

120 

103.67 

5.00 

5.18 

0.0012 

0.0231 

15.29 

120 

104.71 

5.00 

5.24 

0.0012 

0.0070 

16.93 

120 

103.07 

5.00 

5.15 

0.0012 

0.0147 

19.22 

300 

280.78 

8.00 

22.46 

0.0015 

0.0043 

20.32 

120 

99.68 

5.00 

4.98 

0.0012 

0.0152 

19.25 

120 

100.75 

5.00 

5.04 

0.0012 

0.0182 

13.54 

120 

106.46 

5.00 

5.32 

0.0012 

0.0292 

19.12 

120 

100.88 

5.00 

5.04 

0.0012 

0.0106 

15.78 

120 

104.22 

5.00 

5.21 

0.0012 

0.0178 

17.80 

120 

102.20 

5.00 

5.11 

0.0012 

0.0042 

20.53 

120 

99.47 

5.00 

4.97 

0.0012 

0.0087 

25.22 

120 

94.78 

5.00 

4.74 

0.0012 

0.0019 

19.51 

120 

100.49 

5.00 

5.02 

0.0012 

0.0420 

19.90 

120 

100.10 

5.00 

5.01 

0.0012 

0.0140 

18.19 

120 

101.81 

5.00 

5.09 

0.0012 

0.0332 

16.49 

120 

103.51 

5.00 

5.18 

0.0012 

0.0089 

16.49 

300 

283.51 

8.00 

22.68 

0.0015 

0.1549 

21.84 

120 

98.16 

5.00 

4.91 

0.0012 

0.0137 

17.40 

120 

102.60 

5.00 

5.13 

0.0012 

0.0314 

18.66 

120 

101.34 

5.00 

5.07 

0.0012 

0.0155 

23.32 

120 

96.68 

5.00 

4.83 

0.0012 

0.0063 

16.19 

120 

103.81 

5.00 

5.19 

0.0012 

0.0017 

20.68 

120 

99.32 

5.00 

4.97 

0.0012 

0.0002 

20.68 

300 

279.32 

8.00 

22.35 

0.0015 

0.0279 

17.28 

120 

102.72 

5.00 

5.14 

0.0012 

0.0040 

20.74 

120 

99.26 

5.00 

4.96 

0.0012 

0.0009 

16.14 

120 

103.86 

5.00 

5.19 

0.0012 

0.0001 

19.97 

300 

280.03 

8.00 

22.40 

0.0015 

0.0136 

19.26 

120 

100.74 

5.00 

5.04 

0.0012 

0.0462 

18.19 

120 

101.81 

5.00 

5.09 

0.0012 

0.0522 

20.44 

120 

99.56 

5.00 

4.98 

0.0012 

0.0010 

20.44 

300 

279.56 

8.00 

22.36 

0.0015 

0.0585 

16.98 

120 

103.02 

5.00 

5.15 

0.0012 

0.0104 

16.98 

120 

103.02 

5.00 

5.15 

0.0012 

0.0001 

22.59 

120 

97.41 

5.00 

4.87 

0.0012 

0.0132 










































































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Gneisses(B.G.C.) 


Shale 


Shale 


Gneisses(B.G.C) 


Shale 


Shale 


Phyllite & Schist 


Phyllite & Schist 


Shale 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Shale 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Shale 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Shale 


Gneisses(B.G.C) 


Phyllite & Schist 


Shale 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Shale 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Shale 


Shale 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Shale 


Limestone 


Shale 


Shale 


Limestone 


Shale 


Gneisses(B.G.C) 


Shale 


Gneisses(B.G.C) 


Shale 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

18.62 

120 

101.39 

5.00 

5.07 

0.0012 

0.0004 

18.62 

300 

281.39 

8.00 

22.51 

0.0015 

0.0150 

18.92 

300 

281.08 

8.00 

22.49 

0.0015 

0.0115 

20.75 

120 

99.25 

5.00 

4.96 

0.0012 

0.0190 

20.75 

300 

279.25 

8.00 

22.34 

0.0015 

0.0335 

19.32 

300 

280.68 

8.00 

22.45 

0.0015 

0.0085 

15.68 

120 

104.32 

5.00 

5.22 

0.0012 

0.0250 

15.68 

120 

104.32 

5.00 

5.22 

0.0012 

0.0000 

20.66 

300 

279.34 

8.00 

22.35 

0.0015 

0.0020 

18.65 

120 

101.35 

5.00 

5.07 

0.0012 

0.0025 

18.65 

120 

101.35 

5.00 

5.07 

0.0012 

0.0251 

15.65 

120 

104.35 

5.00 

5.22 

0.0012 

0.0011 

15.65 

120 

104.35 

5.00 

5.22 

0.0012 

0.0128 

19.88 

300 

280.13 

8.00 

22.41 

0.0015 

0.0905 

24.71 

120 

95.29 

5.00 

4.76 

0.0012 

0.0059 

17.10 

120 

102.90 

5.00 

5.14 

0.0012 

0.0335 

17.10 

120 

102.90 

5.00 

5.14 

0.0012 

0.0182 

17.10 

120 

102.90 

5.00 

5.14 

0.0012 

0.0042 

20.95 

120 

99.05 

5.00 

4.95 

0.0012 

0.0001 

20.95 

300 

279.05 

8.00 

22.32 

0.0015 

0.0004 

16.24 

120 

103.76 

4.58 

4.75 

0.0012 

0.0071 

16.23 

120 

103.77 

5.00 

5.19 

0.0012 

0.0028 

16.23 

120 

103.77 

5.00 

5.19 

0.0012 

0.0007 

16.92 

120 

103.08 

5.00 

5.15 

0.0012 

0.0071 

16.92 

120 

103.08 

5.00 

5.15 

0.0012 

0.0102 

16.92 

300 

283.08 

8.00 

22.65 

0.0015 

0.0003 

16.92 

120 

103.08 

5.00 

5.15 

0.0012 

0.0196 

16.92 

120 

103.08 

5.00 

5.15 

0.0012 

0.0041 

16.92 

300 

283.08 

8.00 

22.65 

0.0015 

0.0156 

18.66 

120 

101.34 

5.00 

5.07 

0.0012 

0.0007 

18.66 

120 

101.34 

5.00 

5.07 

0.0012 

0.0007 

14.42 

120 

105.58 

5.00 

5.28 

0.0012 

0.0113 

16.62 

120 

103.38 

5.00 

5.17 

0.0012 

0.0048 

16.62 

120 

103.38 

5.00 

5.17 

0.0012 

0.0101 

18.12 

120 

101.88 

5.00 

5.09 

0.0012 

0.0005 

18.12 

120 

101.88 

5.00 

5.09 

0.0012 

0.0349 

19.48 

300 

280.52 

8.00 

22.44 

0.0015 

0.0243 

19.76 

120 

100.24 

5.00 

5.01 

0.0012 

0.0103 

19.76 

120 

100.24 

5.00 

5.01 

0.0012 

0.0019 

20.05 

120 

99.95 

5.00 

5.00 

0.0012 

0.0013 

19.48 

300 

280.52 

8.00 

22.44 

0.0015 

0.2064 

19.48 

300 

280.52 

8.00 

22.44 

0.0015 

0.0112 

15.50 

120 

104.50 

5.00 

5.22 

0.0012 

0.0051 

15.50 

120 

104.50 

5.00 

5.22 

0.0012 

0.0070 

19.93 

120 

100.07 

5.00 

5.00 

0.0012 

0.0078 

18.54 

300 

281.46 

8.00 

22.52 

0.0015 

0.0041 

17.94 

300 

282.06 

8.00 

22.56 

0.0020 

0.0945 

17.94 

300 

282.06 

8.00 

22.56 

0.0015 

0.0213 

17.78 

300 

282.22 

7.00 

19.76 

0.0015 

0.0068 

15.32 

300 

284.68 

8.00 

22.77 

0.0020 

0.2694 

15.32 

300 

284.68 

7.00 

19.93 

0.0015 

0.0749 

14.59 

120 

105.41 

5.00 

5.27 

0.0012 

0.0118 

19.70 

300 

280.30 

8.00 

22.42 

0.0015 

0.0022 

19.70 

120 

100.30 

5.00 

5.01 

0.0012 

0.0014 

19.70 

300 

280.30 

8.00 

22.42 

0.0015 

0.1354 


















































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Barwara 


Beelri 


Begamaniya 


Benipuri Kalan 


Benipuri Khurd 


Bhadesar 


Bhagal 



Bhalot 


Bhanooja 


Bheemlod 


Biloda 


Charliya 


Charpotiya 


Chitoriya 


Choona Khera 


Dalpura 


Daluka Khera @ Vijaypur 


Census Code 


0829000903676100 


0829000803662800 


0829000803658900 


0829000903675800 


0829000903675700 


0829000803657400 


0829000803659500 


0829000903675300 


0829001103698000 


0829000903675500 


0829000803663800 


0829001103697200 


0829000803662100 


0829000703640500 


0829000803659600 


0829000803659300 


0829001103700200 


0829000803662600 


0829001103701100 


0829000903675900 



Zone (Fresh 
/ Saline) 


4.11 Fresh 


3.17 Fresh 


0.68 Fresh 


2.46 Fresh 


4.63 Fresh 


4.35 Fresh 


1.13 Fresh 


1.69 Fresh 


2.13 Fresh 


6.10 Fresh 



2.07 Fresh 


8.82 Fresh 



4.95 Fresh 


13.05 Fresh 



1.58 Fresh 


1.55 Fresh 



3.06 Fresh 


0.82 Fresh 


1.19 Fresh 


0.81 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Shale 

Command 

Shale 

Non-command 

Gneisses(B.G.C) 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Limestone 

Non-command 

Shale 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Shale 

Non-command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Limestone 

Non-command 

Shale 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Shale 

Non-command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Command 

Shale 

Non-command 

Gneisses(B.G.C) 

Non-command 

Shale 

Command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Command 

Shale 

Non-command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Shale 

Command 

Shale 

Non-command 

Phyllite & Schist 

Non-command 

Shale 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

14.26 

300 

285.74 

8.00 

22.86 

0.0015 

0.0085 

18.29 

300 

281.71 

8.00 

22.54 

0.0015 

0.1072 

20.83 

120 

99.17 

5.00 

4.96 

0.0012 

0.0039 

15.26 

300 

284.74 

8.00 

22.78 

0.0015 

0.0840 

14.94 

300 

285.06 

8.00 

22.80 

0.0015 

0.1557 

21.14 

120 

98.86 

5.00 

4.94 

0.0012 

0.0000 

19.27 

120 

100.73 

5.00 

5.04 

0.0012 

0.0001 

19.27 

120 

100.73 

5.00 

5.04 

0.0012 

0.0017 

14.59 

120 

105.41 

5.00 

5.27 

0.0012 

0.0102 

14.61 

120 

105.39 

5.00 

5.27 

0.0012 

0.0129 

14.78 

120 

105.22 

5.00 

5.26 

0.0012 

0.0088 

14.78 

300 

285.22 

8.00 

22.82 

0.0020 

0.2122 

14.78 

300 

285.22 

8.00 

22.82 

0.0015 

0.0000 

16.16 

120 

103.84 

5.00 

5.19 

0.0012 

0.0002 

16.16 

120 

103.84 

4.58 

4.76 

0.0012 

0.0089 

18.19 

300 

281.81 

8.00 

22.54 

0.0015 

0.0701 

13.79 

120 

106.21 

5.00 

5.31 

0.0012 

0.0522 

13.79 

120 

106.21 

5.00 

5.31 

0.0012 

0.0017 

14.49 

120 

105.51 

5.00 

5.28 

0.0012 

0.0344 

14.49 

120 

105.51 

4.58 

4.83 

0.0012 

0.0188 

14.49 

120 

105.51 

4.58 

4.83 

0.0012 

0.0055 

16.44 

120 

103.56 

5.00 

5.18 

0.0012 

0.0160 

16.44 

120 

103.56 

5.00 

5.18 

0.0012 

0.0116 

16.44 

120 

103.56 

5.00 

5.18 

0.0012 

0.0042 

15.56 

120 

104.44 

5.00 

5.22 

0.0012 

0.0172 

15.56 

120 

104.44 

5.00 

5.22 

0.0012 

0.0007 

17.83 

120 

102.17 

5.00 

5.11 

0.0012 

0.0291 

16.51 

120 

103.49 

5.00 

5.17 

0.0012 

0.0392 

16.51 

120 

103.49 

5.00 

5.17 

0.0012 

0.0147 

15.49 

120 

104.51 

5.00 

5.23 

0.0012 

0.0275 

15.49 

300 

284.51 

8.00 

22.76 

0.0020 

0.1807 

15.49 

300 

284.51 

8.00 

22.76 

0.0015 

0.0690 

22.66 

120 

97.34 

5.00 

4.87 

0.0012 

0.0002 

22.66 

120 

97.34 

4.58 

4.46 

0.0012 

0.0000 

15.52 

120 

104.48 

5.00 

5.22 

0.0012 

0.0180 

15.52 

300 

284.48 

8.00 

22.76 

0.0015 

0.1092 

19.39 

120 

100.61 

5.00 

5.03 

0.0012 

0.0003 

19.39 

120 

100.61 

5.00 

5.03 

0.0012 

0.0002 

15.73 

120 

104.27 

4.58 

4.78 

0.0012 

0.0082 

15.73 

120 

104.27 

4.58 

4.78 

0.0012 

0.0004 

20.10 

120 

99.90 

5.00 

4.99 

0.0012 

0.0091 

20.80 

120 

99.20 

5.00 

4.96 

0.0012 

0.0085 

20.80 

300 

279.20 

8.00 

22.34 

0.0015 

0.0017 

20.79 

120 

99.21 

5.00 

4.96 

0.0012 

0.0033 

20.79 

300 

279.21 

8.00 

22.34 

0.0015 

0.0163 

20.79 

120 

99.21 

5.00 

4.96 

0.0012 

0.0001 

20.79 

120 

99.21 

5.00 

4.96 

0.0012 

0.0002 

20.79 

300 

279.21 

8.00 

22.34 

0.0015 

0.0035 

14.53 

120 

105.47 

5.00 

5.27 

0.0012 

0.0123 

14.53 

120 

105.47 

5.00 

5.27 

0.0012 

0.0453 

18.86 

120 

101.14 

5.00 

5.06 

0.0012 

0.0178 

19.89 

300 

280.11 

8.00 

22.41 

0.0015 

0.0194 

19.89 

300 

280.11 

8.00 

22.41 

0.0015 

0.0082 

17.91 

120 

102.09 

4.58 

4.68 

0.0012 

0.0009 

15.01 

300 

284.99 

8.00 

22.80 

0.0015 

0.0178 















































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Phyllite & Schist 


Shale 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Shale 


Phyllite & Schist 


Shale 


Gneisses(B.G.C) 


Shale 


Shale 


Phyllite & Schist 


Shale 


Gneisses(B.G.C) 


Shale 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Shale 


Shale 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Shale 


Gneisses(B.G.C.) 


Shale 


Gneisses(B.G.C) 


Shale 


Limestone 


Shale 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Shale 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Shale 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Limestone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

19.23 

120 

100.77 

5.00 

5.04 

0.0012 

0.0041 

19.23 

300 

280.77 

8.00 

22.46 

0.0015 

0.0188 

17.23 

120 

102.77 

5.00 

5.14 

0.0012 

0.0049 

19.29 

120 

100.71 

5.00 

5.04 

0.0012 

0.0000 

19.29 

120 

100.71 

5.00 

5.04 

0.0012 

0.0216 

17.35 

120 

102.65 

5.00 

5.13 

0.0012 

0.0038 

17.35 

120 

102.65 

5.00 

5.13 

0.0012 

0.0294 

16.95 

120 

103.05 

5.00 

5.15 

0.0012 

0.0004 

15.29 

120 

104.71 

5.00 

5.24 

0.0012 

0.0172 

17.50 

120 

102.50 

5.00 

5.12 

0.0012 

0.0100 

17.50 

120 

102.50 

5.00 

5.12 

0.0012 

0.0002 

18.20 

300 

281.80 

8.00 

22.54 

0.0015 

0.0810 

19.31 

120 

100.69 

5.00 

5.03 

0.0012 

0.0083 

18.17 

300 

281.83 

8.00 

22.55 

0.0015 

0.0861 

12.59 

120 

107.41 

5.00 

5.37 

0.0012 

0.0067 

18.21 

300 

281.79 

8.00 

22.54 

0.0015 

0.0164 

18.64 

300 

281.36 

8.00 

22.51 

0.0015 

0.0022 

18.64 

120 

101.36 

5.00 

5.07 

0.0012 

0.0047 

18.64 

300 

281.36 

8.00 

22.51 

0.0015 

0.0544 

21.15 

120 

98.85 

5.00 

4.94 

0.0012 

0.0004 

21.15 

300 

278.85 

8.00 

22.31 

0.0015 

0.0012 

18.27 

120 

101.73 

5.00 

5.09 

0.0012 

0.0153 

13.28 

120 

106.72 

5.00 

5.34 

0.0012 

0.0038 

18.75 

300 

281.25 

8.00 

22.50 

0.0015 

0.1869 

18.75 

300 

281.25 

8.00 

22.50 

0.0015 

0.0147 

21.06 

120 

98.94 

5.00 

4.95 

0.0012 

0.0025 

20.88 

120 

99.12 

5.00 

4.96 

0.0012 

0.0032 

20.88 

300 

279.12 

8.00 

22.33 

0.0015 

0.0288 

20.07 

120 

99.93 

5.00 

5.00 

0.0012 

0.0010 

20.07 

300 

279.93 

8.00 

22.39 

0.0015 

0.0408 

19.20 

120 

100.80 

5.00 

5.04 

0.0012 

0.0054 

19.20 

300 

280.80 

8.00 

22.46 

0.0015 

0.0347 

15.85 

300 

284.15 

8.00 

22.73 

0.0020 

0.0811 

15.85 

300 

284.15 

7.00 

19.89 

0.0015 

0.0324 

12.38 

120 

107.62 

5.00 

5.38 

0.0012 

0.0078 

15.37 

120 

104.63 

5.00 

5.23 

0.0012 

0.0026 

15.37 

120 

104.63 

4.58 

4.79 

0.0012 

0.0020 

15.37 

120 

104.63 

5.00 

5.23 

0.0012 

0.0063 

15.37 

120 

104.63 

4.58 

4.79 

0.0012 

0.0053 

20.78 

120 

99.22 

5.00 

4.96 

0.0012 

0.0071 

20.78 

120 

99.22 

5.00 

4.96 

0.0012 

0.0026 

15.49 

120 

104.51 

5.00 

5.23 

0.0012 

0.0238 

15.49 

120 

104.51 

5.00 

5.23 

0.0012 

0.0016 

15.49 

120 

104.51 

5.00 

5.23 

0.0012 

0.0014 

20.69 

120 

99.31 

5.00 

4.97 

0.0012 

0.0008 

20.69 

300 

279.31 

8.00 

22.35 

0.0015 

0.0577 

20.69 

120 

99.31 

5.00 

4.97 

0.0012 

0.0012 

14.77 

120 

105.23 

5.00 

5.26 

0.0012 

0.0242 

14.77 

120 

105.23 

5.00 

5.26 

0.0012 

0.0010 

17.07 

120 

102.93 

5.00 

5.15 

0.0012 

0.0214 

18.00 

300 

282.00 

8.00 

22.56 

0.0015 

0.0011 

15.22 

120 

104.78 

5.00 

5.24 

0.0012 

0.0050 

15.22 

120 

104.78 

4.58 

4.80 

0.0012 

0.0081 

12.42 

120 

107.58 

5.00 

5.38 

0.0012 

0.0121 

15.00 

300 

285.00 

8.00 

22.80 

0.0020 

0.0699 

























































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Shale 


Shale 


Phyllite & Schist 


Shale 


Phyllite & Schist 


Shale 


Gneisses(B.G.C) 


Phyllite & Schist 


Shale 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Limestone 


Shale 


Gneisses(B.G.C) 


Shale 


Gneisses(B.G.C.) 


Phyllite & Schist 


Shale 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Limestone 


Shale 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Shale 


Phyllite & Schist 


Shale 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Limestone 


Shale 


Gneisses(B.G.C) 


Shale 


Shale 


Phyllite & Schist 


Shale 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Shale 


Limestone 


Shale 


Phyllite & Schist 


Shale 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

15.00 

300 

285.00 

8.00 

22.80 

0.0015 

0.0544 

18.83 

300 

281.17 

8.00 

22.49 

0.0015 

0.0001 

20.06 

120 

99.94 

5.00 

5.00 

0.0012 

0.0000 

20.06 

300 

279.94 

8.00 

22.39 

0.0015 

0.0005 

20.06 

120 

99.94 

5.00 

5.00 

0.0012 

0.0112 

20.06 

300 

279.94 

8.00 

22.39 

0.0015 

0.0161 

22.12 

120 

97.88 

5.00 

4.89 

0.0012 

0.0408 

22.12 

120 

97.88 

5.00 

4.89 

0.0012 

0.0007 

22.12 

300 

277.88 

7.00 

19.45 

0.0015 

0.0441 

16.28 

120 

103.72 

5.00 

5.19 

0.0012 

0.0014 

16.28 

120 

103.72 

5.00 

5.19 

0.0012 

0.0000 

16.77 

120 

103.23 

5.00 

5.16 

0.0012 

0.0077 

16.77 

300 

283.23 

8.00 

22.66 

0.0015 

0.0013 

16.77 

300 

283.23 

8.00 

22.66 

0.0015 

0.0984 

15.27 

120 

104.73 

5.00 

5.24 

0.0012 

0.0068 

15.27 

300 

284.73 

8.00 

22.78 

0.0015 

0.0122 

17.90 

120 

102.10 

5.00 

5.11 

0.0012 

0.0041 

17.90 

120 

102.10 

4.58 

4.68 

0.0012 

0.0002 

18.62 

300 

281.38 

8.00 

22.51 

0.0015 

0.0230 

14.60 

120 

105.40 

5.00 

5.27 

0.0012 

0.0334 

16.53 

120 

103.47 

4.58 

4.74 

0.0012 

0.0001 

12.44 

120 

107.56 

5.00 

5.38 

0.0012 

0.0073 

14.48 

120 

105.52 

5.00 

5.28 

0.0012 

0.0598 

14.48 

120 

105.52 

4.58 

4.83 

0.0012 

0.0028 

19.76 

120 

100.24 

5.00 

5.01 

0.0012 

0.0000 

19.76 

120 

100.24 

5.00 

5.01 

0.0012 

0.0083 

18.03 

300 

281.97 

8.00 

22.56 

0.0020 

0.2912 

18.03 

300 

281.97 

8.00 

22.56 

0.0015 

0.1306 

18.31 

120 

101.69 

5.00 

5.08 

0.0012 

0.0075 

16.33 

120 

103.67 

5.00 

5.18 

0.0012 

0.0010 

20.77 

120 

99.23 

5.00 

4.96 

0.0012 

0.0009 

20.77 

300 

279.23 

8.00 

22.34 

0.0015 

0.0142 

20.77 

120 

99.23 

5.00 

4.96 

0.0012 

0.0018 

20.77 

300 

279.23 

8.00 

22.34 

0.0015 

0.0001 

16.93 

120 

103.07 

5.00 

5.15 

0.0012 

0.0023 

22.15 

120 

97.85 

5.00 

4.89 

0.0012 

0.0043 

14.87 

120 

105.13 

5.00 

5.26 

0.0012 

0.0023 

14.87 

300 

285.13 

8.00 

22.81 

0.0015 

0.1381 

14.87 

300 

285.13 

8.00 

22.81 

0.0015 

0.0043 

15.31 

120 

104.69 

5.00 

5.23 

0.0012 

0.0040 

15.31 

300 

284.69 

8.00 

22.78 

0.0015 

0.0016 

18.93 

300 

281.07 

8.00 

22.49 

0.0015 

0.0533 

18.93 

120 

101.07 

5.00 

5.05 

0.0012 

0.0054 

18.93 

300 

281.07 

8.00 

22.49 

0.0015 

0.0413 

18.03 

120 

101.97 

5.00 

5.10 

0.0012 

0.0002 

18.03 

120 

101.97 

5.00 

5.10 

0.0012 

0.0032 

18.03 

120 

101.97 

5.00 

5.10 

0.0012 

0.0126 

16.89 

300 

283.11 

8.00 

22.65 

0.0015 

0.0311 

16.70 

300 

283.30 

8.00 

22.66 

0.0020 

0.0123 

16.70 

300 

283.30 

8.00 

22.66 

0.0015 

0.2068 

19.12 

120 

100.88 

5.00 

5.04 

0.0012 

0.0076 

19.49 

300 

280.51 

8.00 

22.44 

0.0015 

0.1258 

19.37 

120 

100.63 

5.00 

5.03 

0.0012 

0.0076 

15.75 

120 

104.25 

5.00 

5.21 

0.0012 

0.0091 

15.75 

120 

104.25 

5.00 

5.21 

0.0012 

0.0051 









































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Shale 


Shale 


Shale 


Shale 


Limestone 


Shale 


Phyllite & Schist 


Limestone 


Shale 


Shale 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Shale 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Limestone 


Shale 


Gneisses(B.G.C) 


Limestone 


Shale 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Shale 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Limestone 


Shale 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Shale 


Shale 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Shale 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

20.03 

300 

279.97 

8.00 

22.40 

0.0015 

0.0023 

20.03 

300 

279.97 

8.00 

22.40 

0.0015 

0.0505 

17.05 

300 

282.95 

8.00 

22.64 

0.0015 

0.1723 

17.05 

300 

282.95 

8.00 

22.64 

0.0015 

0.1045 

16.67 

300 

283.33 

8.00 

22.67 

0.0020 

0.1646 

16.67 

300 

283.33 

8.00 

22.67 

0.0015 

0.0117 

17.80 

120 

102.20 

5.00 

5.11 

0.0012 

0.0074 

15.18 

300 

284.82 

8.00 

22.79 

0.0015 

0.1219 

15.18 

300 

284.82 

8.00 

22.79 

0.0015 

0.0559 

18.24 

300 

281.76 

8.00 

22.54 

0.0015 

0.2070 

14.63 

120 

105.37 

5.00 

5.27 

0.0012 

0.0072 

14.63 

120 

105.37 

4.58 

4.83 

0.0012 

0.0060 

18.11 

120 

101.89 

5.00 

5.09 

0.0012 

0.0041 

18.11 

120 

101.89 

5.00 

5.09 

0.0012 

0.0132 

20.15 

120 

99.85 

5.00 

4.99 

0.0012 

0.0017 

20.15 

300 

279.85 

8.00 

22.39 

0.0015 

0.0517 

16.19 

120 

103.81 

5.00 

5.19 

0.0012 

0.0046 

16.19 

120 

103.81 

5.00 

5.19 

0.0012 

0.0297 

16.10 

120 

103.90 

5.00 

5.19 

0.0012 

0.0092 

16.10 

300 

283.90 

8.00 

22.71 

0.0015 

0.0475 

16.10 

300 

283.90 

8.00 

22.71 

0.0015 

0.1333 

16.10 

120 

103.90 

5.00 

5.19 

0.0012 

0.0021 

16.10 

300 

283.90 

8.00 

22.71 

0.0015 

0.0039 

16.10 

300 

283.90 

8.00 

22.71 

0.0015 

0.0830 

17.26 

120 

102.74 

5.00 

5.14 

0.0012 

0.0003 

17.26 

120 

102.74 

5.00 

5.14 

0.0012 

0.0001 

17.26 

120 

102.74 

5.00 

5.14 

0.0012 

0.0431 

17.26 

120 

102.74 

5.00 

5.14 

0.0012 

0.0006 

13.04 

120 

106.96 

5.00 

5.35 

0.0012 

0.0098 

13.04 

120 

106.96 

5.00 

5.35 

0.0012 

0.0001 

17.23 

120 

102.77 

5.00 

5.14 

0.0012 

0.0058 

17.28 

120 

102.72 

5.00 

5.14 

0.0012 

0.0092 

18.08 

300 

281.92 

8.00 

22.55 

0.0015 

0.0719 

13.40 

120 

106.60 

5.00 

5.33 

0.0012 

0.0147 

13.40 

120 

106.60 

5.00 

5.33 

0.0012 

0.0081 

16.14 

120 

103.86 

5.00 

5.19 

0.0012 

0.0067 

16.14 

120 

103.86 

5.00 

5.19 

0.0012 

0.0906 

14.58 

120 

105.42 

5.00 

5.27 

0.0012 

0.0422 

14.58 

300 

285.42 

8.00 

22.83 

0.0015 

0.0075 

14.58 

300 

285.42 

8.00 

22.83 

0.0015 

0.0012 

17.09 

120 

102.91 

5.00 

5.15 

0.0012 

0.0055 

17.09 

120 

102.91 

5.00 

5.15 

0.0012 

0.0089 

12.43 

120 

107.57 

5.00 

5.38 

0.0012 

0.0491 

20.44 

300 

279.56 

8.00 

22.36 

0.0015 

0.0275 

18.23 

300 

281.77 

8.00 

22.54 

0.0015 

0.0944 

20.70 

120 

99.30 

5.00 

4.96 

0.0012 

0.0138 

15.79 

120 

104.21 

5.00 

5.21 

0.0012 

0.0028 

13.18 

120 

106.82 

5.00 

5.34 

0.0012 

0.0190 

16.40 

120 

103.60 

5.00 

5.18 

0.0012 

0.0198 

20.02 

120 

99.98 

5.00 

5.00 

0.0012 

0.0505 

20.02 

120 

99.98 

5.00 

5.00 

0.0012 

0.0030 

20.73 

120 

99.27 

5.00 

4.96 

0.0012 

0.0013 

20.73 

120 

99.27 

5.00 

4.96 

0.0012 

0.0114 

20.73 

120 

99.27 

5.00 

4.96 

0.0012 

0.0056 

20.73 

300 

279.27 

8.00 

22.34 

0.0015 

0.0023 











































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Limestone 


Shale 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Shale 


Shale 


Limestone 


Gneisses(B.G.C) 


Shale 


Shale 


Gneisses(B.G.C) 


Limestone 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Limestone 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Shale 


Shale 


Gneisses(B.G.C) 


Shale 


Shale 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Limestone 


Gneisses(B.G.C.) 


Phyllite & Schist 


Shale 


Gneisses(B.G.C) 


Shale 


Gneisses(B.G.C) 


Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

20.41 

120 

99.59 

5.00 

4.98 

0.0012 

0.0066 

16.59 

120 

103.41 

5.00 

5.17 

0.0012 

0.0177 

16.59 

300 

283.41 

8.00 

22.67 

0.0015 

0.0022 

16.59 

300 

283.41 

8.00 

22.67 

0.0015 

0.0006 

16.98 

120 

103.02 

5.00 

5.15 

0.0012 

0.0034 

16.98 

120 

103.02 

5.00 

5.15 

0.0012 

0.0061 

15.55 

120 

104.45 

5.00 

5.22 

0.0012 

0.0081 

15.97 

120 

104.03 

4.58 

4.76 

0.0012 

0.0003 

13.69 

120 

106.31 

5.00 

5.32 

0.0012 

0.0364 

20.07 

120 

99.93 

5.00 

5.00 

0.0012 

0.0016 

20.07 

120 

99.93 

5.00 

5.00 

0.0012 

0.0001 

20.07 

300 

279.93 

7.00 

19.59 

0.0015 

0.0173 

20.44 

300 

279.56 

8.00 

22.36 

0.0015 

0.0371 

15.50 

300 

284.50 

8.00 

22.76 

0.0020 

0.0203 

19.93 

120 

100.07 

5.00 

5.00 

0.0012 

0.0094 

19.93 

300 

280.07 

8.00 

22.41 

0.0015 

0.0045 

13.99 

300 

286.01 

8.00 

22.88 

0.0015 

0.0003 

14.72 

120 

105.28 

5.00 

5.26 

0.0012 

0.0084 

14.72 

300 

285.28 

8.00 

22.82 

0.0015 

0.0029 

15.60 

120 

104.40 

4.58 

4.78 

0.0012 

0.0054 

15.52 

120 

104.48 

5.00 

5.22 

0.0012 

0.0239 

15.17 

120 

104.83 

5.00 

5.24 

0.0012 

0.0066 

15.17 

120 

104.83 

4.58 

4.80 

0.0012 

0.0115 

14.69 

120 

105.31 

5.00 

5.27 

0.0012 

0.0064 

14.69 

300 

285.31 

8.00 

22.82 

0.0015 

0.0362 

15.68 

120 

104.32 

5.00 

5.22 

0.0012 

0.0001 

15.68 

120 

104.32 

5.00 

5.22 

0.0012 

0.0010 

18.14 

120 

101.86 

5.00 

5.09 

0.0012 

0.0008 

18.14 

120 

101.86 

5.00 

5.09 

0.0012 

0.0169 

18.14 

120 

101.86 

5.00 

5.09 

0.0012 

0.0015 

16.78 

120 

103.22 

5.00 

5.16 

0.0012 

0.0089 

20.66 

300 

279.34 

8.00 

22.35 

0.0015 

0.0366 

19.01 

300 

280.99 

8.00 

22.48 

0.0015 

0.0288 

15.81 

120 

104.19 

5.00 

5.21 

0.0012 

0.0058 

20.45 

300 

279.55 

8.00 

22.36 

0.0015 

0.0361 

20.45 

300 

279.55 

8.00 

22.36 

0.0015 

0.0016 

18.26 

120 

101.74 

5.00 

5.09 

0.0012 

0.0231 

15.65 

120 

104.35 

5.00 

5.22 

0.0012 

0.0039 

15.65 

120 

104.35 

5.00 

5.22 

0.0012 

0.0014 

22.65 

120 

97.35 

5.00 

4.87 

0.0012 

0.0013 

18.85 

120 

101.15 

5.00 

5.06 

0.0012 

0.0073 

15.54 

120 

104.46 

4.58 

4.78 

0.0012 

0.0055 

17.70 

120 

102.30 

5.00 

5.11 

0.0012 

0.0017 

17.70 

120 

102.30 

5.00 

5.11 

0.0012 

0.0125 

13.85 

120 

106.15 

5.00 

5.31 

0.0012 

0.0077 

17.44 

120 

102.56 

5.00 

5.13 

0.0012 

0.0002 

17.44 

120 

102.56 

5.00 

5.13 

0.0012 

0.0042 

16.94 

300 

283.06 

8.00 

22.64 

0.0020 

0.1897 

19.42 

120 

100.58 

5.00 

5.03 

0.0012 

0.0024 

19.42 

120 

100.58 

5.00 

5.03 

0.0012 

0.0129 

18.38 

300 

281.62 

8.00 

22.53 

0.0015 

0.0860 

20.95 

120 

99.05 

5.00 

4.95 

0.0012 

0.0005 

20.95 

300 

279.05 

8.00 

22.32 

0.0015 

0.0264 

12.94 

120 

107.06 

5.00 

5.35 

0.0012 

0.0100 

15.09 

120 

104.91 

5.00 

5.25 

0.0012 

0.0250 








































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone (Fresh 
/ Saline) 



Type of Area 

(Command / Non- Hydrogeological Unit 
command) 



07002035 


Wani 


Wazeerabad 


Wazeerpura 


Achalpura 


Ambawali 


Andon Ka Khera 


Arned 


Arniya 


Arthala 


Badwai 


Bagelon Ka Khera 


Bagpura 


Balika Khera @ Bhabaka Kh 


Bansi 


Barbal 


Bari Sadri (M) 


Bhagwanpura 


Bhana-Kheri 


Bhawanipura 


Bhiyana 


Bhopatpura 


Bhopji Ka Khera 


Bhurkiya Khurd 


Biloda 


Bilot 


Binayka 


Bohera 


Borkhera 


Borundi 


Chainpuriya 


Chakmal 


Chamlawadi 


Chandra Kheri 


Charan Kheri 


Chhajvi 


Dalpura 


0829000803664100 


0829000703642600 


0829000703641900 


0829001103701300 


0829001103701000 


0829001103706500 


0829000703640300 


0826000603188900 


0829000703645200 


0829000703643600 


0829001103700800 


0829000703643400 


0829001103700100 


0829001103708400 


0829001103709000 


0829001142907000 


0829001103701200 


0829000703643100 


0829001103705900 


0829001103706700 


0829001103701700 


0829000703644500 


0829000703646300 


0829000703640500 


0829000703646400 


0829001103702300 


0829001103706400 


0829001103703400 


0829001103704300 


0826000603189400 


0829001103708600 


0826000603188100 


0829001103702100 


0829001103702500 


0829000703647100 


0829001103701100 


0.68 Fresh 


0.91 Fresh 


2.61 Fresh 


1.57 Fresh 


2.92 Fresh 



3.38 Fresh 


10.61 Fresh 


4.27 Fresh 


5.08 Fresh 


9.28 Fresh 


1.17 Fresh 


1.16 Fresh 


1.93 Fresh 


13.01 Fresh 


6.90 Fresh 


14.29 Fresh 


2.14 Fresh 


2.29 Fresh 


1.66 Fresh 


2.85 Fresh 


1.41 Fresh 


2.09 Fresh 


2.93 Fresh 



13.05 Fresh 


4.19 Fresh 


8.92 Fresh 


18.01 Fresh 


1.63 Fresh 


18.26 Fresh 


0.98 Fresh 


2.03 Fresh 


0.43 Fresh 


3.79 Fresh 


1.42 Fresh 


1.59 Fresh 


1.19 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Limestone 


Gneisses(B.G.C) 


Limestone 


Shale 


Limestone 


Shale 


Shale 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

15.09 

300 

284.91 

8.00 

22.79 

0.0015 

0.0269 

15.93 

120 

104.07 

5.00 

5.20 

0.0012 

0.0060 

15.93 

300 

284.07 

8.00 

22.73 

0.0015 

0.2038 

15.93 

300 

284.07 

8.00 

22.73 

0.0015 

0.0205 

17.47 

300 

282.53 

8.00 

22.60 

0.0020 

0.0041 

17.47 

300 

282.53 

8.00 

22.60 

0.0015 

0.1280 

18.19 

300 

281.81 

8.00 

22.54 

0.0015 

0.0231 

17.82 

120 

102.18 

5.00 

5.11 

0.0012 

0.0053 

19.00 

120 

101.00 

5.00 

5.05 

0.0012 

0.0048 

19.00 

120 

101.00 

5.00 

5.05 

0.0012 

0.0096 

19.00 

120 

101.00 

5.00 

5.05 

0.0012 

0.0007 

16.24 

120 

103.76 

4.58 

4.75 

0.0012 

0.0015 

19.44 

120 

100.56 

5.00 

5.03 

0.0012 

0.0020 

19.44 

120 

100.56 

4.58 

4.61 

0.0012 

0.0137 

17.60 

120 

102.40 

5.00 

5.12 

0.0012 

0.0118 

17.60 

120 

102.40 

4.58 

4.69 

0.0012 

0.0256 

16.42 

120 

103.58 

5.00 

5.18 

0.0012 

0.0201 

20.05 

120 

99.95 

5.00 

5.00 

0.0012 

0.0007 

13.67 

120 

106.33 

4.00 

4.25 

0.0018 

0.0327 

14.08 

120 

105.92 

5.00 

5.30 

0.0012 

0.0309 

17.63 

120 

102.37 

5.00 

5.12 

0.0012 

0.0530 

20.79 

120 

99.21 

5.00 

4.96 

0.0012 

0.0066 

20.79 

120 

99.21 

4.58 

4.54 

0.0012 

0.0001 

17.95 

120 

102.05 

5.00 

5.10 

0.0012 

0.0068 

19.93 

120 

100.07 

5.00 

5.00 

0.0012 

0.0033 

15.67 

120 

104.33 

5.00 

5.22 

0.0012 

0.0009 

16.16 

120 

103.84 

5.00 

5.19 

0.0012 

0.0303 

16.16 

120 

103.84 

4.58 

4.76 

0.0012 

0.0020 

19.95 

120 

100.05 

4.58 

4.58 

0.0012 

0.0734 

16.16 

120 

103.84 

4.58 

4.76 

0.0012 

0.0026 

14.34 

120 

105.66 

5.00 

5.28 

0.0012 

0.0139 

18.54 

120 

101.46 

5.00 

5.07 

0.0012 

0.0092 

18.54 

120 

101.46 

4.58 

4.65 

0.0012 

0.0004 

16.36 

120 

103.64 

5.00 

5.18 

0.0012 

0.0095 

17.51 

120 

102.49 

4.58 

4.69 

0.0012 

0.0076 

17.69 

120 

102.31 

5.00 

5.12 

0.0012 

0.0123 

15.68 

120 

104.32 

5.00 

5.22 

0.0012 

0.0168 

15.68 

120 

104.32 

5.00 

5.22 

0.0012 

0.0008 

15.76 

120 

104.24 

5.00 

5.21 

0.0012 

0.0169 

15.76 

120 

104.24 

4.58 

4.77 

0.0012 

0.0216 

16.51 

120 

103.49 

5.00 

5.17 

0.0012 

0.0158 

16.35 

120 

103.65 

5.00 

5.18 

0.0012 

0.0250 

16.24 

120 

103.76 

5.00 

5.19 

0.0012 

0.0532 

16.58 

120 

103.42 

5.00 

5.17 

0.0012 

0.1013 

22.66 

120 

97.34 

5.00 

4.87 

0.0012 

0.0008 

22.66 

120 

97.34 

4.58 

4.46 

0.0012 

0.0075 

19.54 

120 

100.46 

4.58 

4.60 

0.0012 

0.0631 

18.59 

120 

101.41 

4.00 

4.06 

0.0018 

0.0003 

15.61 

120 

104.39 

5.00 

5.22 

0.0012 

0.0044 

18.81 

120 

101.19 

4.00 

4.05 

0.0018 

0.0009 

15.61 

120 

104.39 

5.00 

5.22 

0.0012 

0.0021 

15.61 

120 

104.39 

4.58 

4.78 

0.0012 

0.0189 

17.31 

120 

102.69 

4.58 

4.70 

0.0012 

0.0077 

17.35 

120 

102.65 

5.00 

5.13 

0.0012 

0.0094 

17.91 

120 

102.09 

4.58 

4.68 

0.0012 

0.0055 























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Deeponka Talab 


Delwas 


Deodan 


Devipura 


Dhakaron Ka Khera 


Doongla 


Dori Malna Was 


Durga Khera 


Fateh Chikarda 


Gadriyawas 


Gajan Devi 


Garawala 


Garh Borundi 


Garhpura 


Gumanpura 


Gurha 


Gurjaniya 


Hamer Singh Ji Ka Khera 


Jaisinghpura 


Jalampura 


Jarkhana 


Jaswantpura 


Jaton Ka Khera 


Jawatra 


Jhanjhalwas 


Jiya Kheri 


Jodhsingh Ki Bhagal 


Kachoomra 


Karjoo 


Karmadiya Khera 


Karsana 


Karso Ka Khera 


Katera 


Keeratpura 


Keet Khera 


Kewalpura 


Khakhariya Ji Ka Khera 


Khardeola 


Khera Aheeran 


Kheri Kalan 


Kheri Khurd 


Kheta Khera 


Khumji Ka Khera 


Kishan Kareri 


Lachhmipura 


Lambi Choti 


Laxmi Pura 


Census Code 


0829001103711600 


0829000703646600 


0829001103702400 


0829000703643200 


0826000603189200 


0829000703645000 


0826000603197600 


0829000703646700 


0829000703644900 


0829001103707700 


0829001103703000 


0829000703643000 


0829001103704400 


0826000603197200 


0829000703646200 


0829000703643700 


0829000703647400 


0829000703644000 


0829001103704600 


0829000703647300 


0829001103701800 


0826000603189500 


0829001103702700 


0826000603187900 


0829000703647000 


0829001103706600 


0826000603197000 


0829001103699200 


0829001003685200 


0829001103705200 


0829000703645100 


0826000603188400 


0829000703646800 


0829001103700900 


0829001103703700 


0829001103710200 


0829001103701600 


0829001103699500 


0829000703645500 



Zone (Fresh 
/ Saline) 


0829001103704800 


0829001103704900 


0826000603188200 


0829001103708900 


0829000703644600 


0829001103705300 


0829000703643800 


0829000703640400 


3.88 Fresh 


4.09 Fresh 


4.39 Fresh 


1.15 Fresh 


0.81 Fresh 


13.97 Fresh 


0.66 Fresh 


1.04 Fresh 


1.93 Fresh 


2.74 Fresh 


1.93 Fresh 



1.49 Fresh 


1.92 Fresh 


1.74 Fresh 


4.85 Fresh 


2.61 Fresh 


11.22 Fresh 


1.07 Fresh 


8.60 Fresh 


1.33 Fresh 


3.95 Fresh 


2.32 Fresh 


0.86 Fresh 


0.95 Fresh 


1.99 Fresh 


10.47 Fresh 


1.51 Fresh 



0.81 Fresh 


0.43 Fresh 


2.16 Fresh 


0.29 Fresh 


7.00 Fresh 


2.41 Fresh 


5.57 Fresh 


1.26 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

16.69 

120 

103.31 

4.58 

4.73 

0.0012 

0.0050 

17.03 

120 

102.97 

5.00 

5.15 

0.0012 

0.0242 

16.60 

120 

103.40 

5.00 

5.17 

0.0012 

0.0226 

16.60 

120 

103.40 

4.58 

4.74 

0.0012 

0.0031 

17.67 

120 

102.33 

5.00 

5.12 

0.0012 

0.0065 

15.52 

120 

104.48 

4.00 

4.18 

0.0018 

0.0061 

12.59 

120 

107.41 

5.00 

5.37 

0.0012 

0.0796 

17.45 

120 

102.55 

4.00 

4.10 

0.0018 

0.0001 

16.06 

120 

103.94 

5.00 

5.20 

0.0012 

0.0062 

12.63 

120 

107.37 

5.00 

5.37 

0.0012 

0.0119 

15.81 

120 

104.19 

5.00 

5.21 

0.0012 

0.0081 

19.64 

120 

100.36 

5.00 

5.02 

0.0012 

0.0040 

19.64 

120 

100.36 

4.58 

4.60 

0.0012 

0.0065 

13.28 

120 

106.72 

5.00 

5.34 

0.0012 

0.0198 

22.54 

120 

97.46 

4.58 

4.46 

0.0012 

0.0265 

17.70 

120 

102.30 

4.00 

4.09 

0.0018 

0.0056 

15.69 

120 

104.31 

5.00 

5.22 

0.0012 

0.0105 

18.25 

120 

101.75 

5.00 

5.09 

0.0012 

0.0002 

17.79 

120 

102.21 

5.00 

5.11 

0.0012 

0.0394 

19.33 

120 

100.67 

5.00 

5.03 

0.0012 

0.0003 

16.83 

120 

103.17 

4.58 

4.73 

0.0012 

0.0123 

15.44 

120 

104.56 

5.00 

5.23 

0.0012 

0.0063 

16.97 

120 

103.03 

4.58 

4.72 

0.0012 

0.0106 

15.84 

120 

104.16 

4.00 

4.17 

0.0018 

0.0070 

18.55 

120 

101.45 

5.00 

5.07 

0.0012 

0.0060 

18.55 

120 

101.45 

4.58 

4.65 

0.0012 

0.0109 

20.24 

120 

99.76 

4.00 

3.99 

0.0018 

0.0016 

16.14 

120 

103.86 

5.00 

5.19 

0.0012 

0.0115 

16.46 

120 

103.54 

5.00 

5.18 

0.0012 

0.0104 

18.05 

120 

101.95 

4.00 

4.08 

0.0018 

0.0207 

15.22 

120 

104.78 

4.58 

4.80 

0.0012 

0.0018 

22.12 

120 

97.88 

5.00 

4.89 

0.0012 

0.0000 

22.12 

120 

97.88 

5.00 

4.89 

0.0012 

0.0026 

22.73 

120 

97.27 

4.58 

4.45 

0.0012 

0.0055 

15.13 

120 

104.87 

5.00 

5.24 

0.0012 

0.0519 

11.44 

120 

108.56 

4.00 

4.34 

0.0018 

0.0031 

15.90 

120 

104.10 

5.00 

5.21 

0.0012 

0.0236 

17.90 

120 

102.10 

5.00 

5.11 

0.0012 

0.0089 

17.90 

120 

102.10 

4.58 

4.68 

0.0012 

0.0004 

21.61 

120 

98.39 

4.58 

4.51 

0.0012 

0.0045 

17.03 

120 

102.97 

4.58 

4.72 

0.0012 

0.0001 

16.53 

120 

103.47 

4.58 

4.74 

0.0012 

0.0108 

14.48 

120 

105.52 

4.58 

4.83 

0.0012 

0.0000 

19.76 

120 

100.24 

5.00 

5.01 

0.0012 

0.0003 

19.76 

120 

100.24 

5.00 

5.01 

0.0012 

0.0001 

20.77 

120 

99.23 

5.00 

4.96 

0.0012 

0.0014 

20.77 

120 

99.23 

4.58 

4.54 

0.0012 

0.0048 

21.84 

120 

98.16 

4.58 

4.50 

0.0012 

0.0042 

19.40 

120 

100.60 

4.58 

4.61 

0.0012 

0.0023 

18.58 

120 

101.42 

4.00 

4.06 

0.0018 

0.0136 

15.85 

120 

104.15 

5.00 

5.21 

0.0012 

0.0017 

15.00 

120 

105.00 

5.00 

5.25 

0.0012 

0.0423 

22.27 

120 

97.73 

4.58 

4.48 

0.0012 

0.0124 

18.06 

120 

101.94 

5.00 

5.10 

0.0012 

0.0013 

18.48 

120 

101.52 

5.00 

5.08 

0.0012 

0.0033 






















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone (Fresh 
/ Saline) 



Loonanda 


Luhariya Khera 


Makanpura 


Malkhejri 


Manpura 


Maraodiya 


Masab Ka Khera 


Mata Khera 


Nanga Kheri 


Naya Khera 


Neemri (Kanor) 


Nimodara 


Norangabad Kalan 


Pandera 


Parana 


Parbati 


Parsoli 


Peethal Pura 


Peethal Pura @ Haweli 


Phachar 


Phalasiya 


Phalodra 


Poolamagra 


Prithvisingh Ji Ka Khera 


Rajpura 


Ranawaton Ka Khera 


Rathoron Ka Khera 


Rati Talai 


Rawatpura 


Rughnath Pura 


Salera 


Sangariya 


Sangrampura 


Sarangpura (Kanor) 


Sardarpura 


Sarthala 


Sarwaniya 


Semal Khera 


Semaliya 


Semaliya Mai 


Semaliya Peela Khera 


Sethwana 


0826000603196700 


0829001103706300 


0829001103705500 


0826000603188800 


0829001103705700 


0829001103710400 


0829001103702800 


0829000703645400 


0829001103702600 


0829001103709200 


0826000603189600 


0829000703644700 


0829000703642900 


0829001103706100 


0829000703647200 


0829001103705800 


0829001103705000 


0826000603188600 


0826000603189000 


0829001103706200 


0829000703646900 


0829000703646100 


0829001103703100 


0826000603189100 


0826000603188300 


0826000603189300 


0829001103701500 


0829001103704700 


0829001103703800 


0829000703644400 


0829001103708700 


0829001103703600 


0826000603180300 


0829001103699100 


0826000603196900 


0829001103704500 


0826000603189700 


0829001103705400 


0829001103701400 


0826000603188700 


0829001103703500 


0829001103706000 


0829000703643300 


0829000703645300 


0829000703647500 


1.81 Fresh 


3.74 Fresh 


1.23 Fresh 


0.53 Fresh 


1.70 Fresh 


1.33 Fresh 


2.63 Fresh 


2.81 Fresh 


1.88 Fresh 


3.50 Fresh 


1.91 Fresh 


3.78 Fresh 


1.62 Fresh 


5.73 Fresh 


4.33 Fresh 


1.84 Fresh 


2.87 Fresh 


1.91 Fresh 


0.85 Fresh 


4.65 Fresh 


1.62 Fresh 


9.44 Fresh 



3.95 Fresh 


4.49 Fresh 


1.22 Fresh 


1.55 Fresh 


0.69 Fresh 


11.56 Fresh 


1.95 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

22.15 

120 

97.85 

5.00 

4.89 

0.0012 

0.0040 

22.15 

120 

97.85 

4.58 

4.48 

0.0012 

0.0072 

18.67 

120 

101.33 

4.00 

4.05 

0.0018 

0.0000 

16.56 

120 

103.44 

5.00 

5.17 

0.0012 

0.0222 

20.76 

120 

99.24 

5.00 

4.96 

0.0012 

0.0000 

20.76 

120 

99.24 

4.58 

4.55 

0.0012 

0.0064 

14.35 

120 

105.65 

4.00 

4.23 

0.0018 

0.0040 

18.49 

120 

101.51 

5.00 

5.08 

0.0012 

0.0072 

18.49 

120 

101.51 

4.58 

4.65 

0.0012 

0.0025 

17.05 

120 

102.95 

4.58 

4.72 

0.0012 

0.0001 

20.75 

120 

99.25 

4.58 

4.55 

0.0012 

0.0138 

15.75 

120 

104.25 

5.00 

5.21 

0.0012 

0.0026 

17.67 

120 

102.33 

5.00 

5.12 

0.0012 

0.0019 

17.67 

120 

102.33 

4.58 

4.69 

0.0012 

0.0084 

16.07 

120 

103.93 

4.58 

4.76 

0.0012 

0.0001 

13.46 

120 

106.54 

4.00 

4.26 

0.0018 

0.0014 

14.88 

120 

105.12 

5.00 

5.26 

0.0012 

0.0228 

13.04 

120 

106.96 

5.00 

5.35 

0.0012 

0.0000 

17.20 

120 

102.80 

5.00 

5.14 

0.0012 

0.0339 

16.95 

120 

103.05 

5.00 

5.15 

0.0012 

0.0256 

18.91 

120 

101.09 

5.00 

5.05 

0.0012 

0.0093 

18.91 

120 

101.09 

4.58 

4.63 

0.0012 

0.0012 

22.91 

120 

97.09 

4.58 

4.45 

0.0012 

0.0147 

13.07 

120 

106.93 

4.00 

4.28 

0.0018 

0.0102 

14.10 

120 

105.90 

4.00 

4.24 

0.0018 

0.0065 

16.86 

120 

103.14 

5.00 

5.16 

0.0012 

0.0276 

15.65 

120 

104.35 

5.00 

5.22 

0.0012 

0.0097 

15.79 

120 

104.21 

5.00 

5.21 

0.0012 

0.0086 

15.79 

120 

104.21 

5.00 

5.21 

0.0012 

0.0452 

21.53 

120 

98.47 

4.58 

4.51 

0.0012 

0.0109 

14.73 

120 

105.27 

4.00 

4.21 

0.0018 

0.0070 

14.98 

120 

105.02 

4.00 

4.20 

0.0018 

0.0104 

17.41 

120 

102.59 

4.00 

4.10 

0.0018 

0.0042 

15.97 

120 

104.03 

4.58 

4.76 

0.0012 

0.0056 

18.22 

120 

101.78 

4.58 

4.66 

0.0012 

0.0072 

21.41 

120 

98.59 

4.58 

4.52 

0.0012 

0.0029 

18.09 

120 

101.91 

5.00 

5.10 

0.0012 

0.0072 

15.63 

120 

104.37 

5.00 

5.22 

0.0012 

0.0023 

22.00 

120 

98.00 

4.58 

4.49 

0.0012 

0.0054 

20.58 

120 

99.42 

4.00 

3.98 

0.0018 

0.0192 

15.60 

120 

104.40 

4.58 

4.78 

0.0012 

0.0186 

18.06 

120 

101.94 

4.00 

4.08 

0.0018 

0.0001 

21.13 

120 

98.87 

4.58 

4.53 

0.0012 

0.0037 

11.40 

120 

108.60 

4.00 

4.34 

0.0018 

0.0054 

21.39 

120 

98.61 

5.00 

4.93 

0.0012 

0.0000 

21.39 

120 

98.61 

4.58 

4.52 

0.0012 

0.0051 

15.17 

120 

104.83 

4.58 

4.80 

0.0012 

0.0043 

14.53 

120 

105.47 

4.00 

4.22 

0.0018 

0.0338 

22.29 

120 

97.71 

4.58 

4.48 

0.0012 

0.0063 

16.73 

120 

103.27 

5.00 

5.16 

0.0012 

0.0092 

16.05 

120 

103.95 

5.00 

5.20 

0.0012 

0.0041 

18.14 

120 

101.86 

5.00 

5.09 

0.0012 

0.0223 

18.14 

120 

101.86 

5.00 

5.09 

0.0012 

0.0259 

18.14 

120 

101.86 

5.00 

5.09 

0.0012 

0.0003 

18.67 

120 

101.33 

5.00 

5.07 

0.0012 

0.0090 











































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



07002036 


Shavpura 


Shikarpura 


Shivpura 


Sompur (A) 


Sompur (B) 


Sukhpura 


Sultanpura 


Talawada 


Ummedpura 


Agoriya 


Amarpura 



Arniya 


Aylon Ki Bhagal 


Balia Ki Bhagal 


Bamaniya 


Bansra 


Bargaon 


Baroriya 


Bhadsora 


Bheemkhand 


Bhim Ka Khera 


Bhinder (M) 


Bhopa Khera 


Biloda 


Bortalai 


Buddhpura 


Chak'B' Tana 


Chaktiya 


Chakuri 


Chargadiya 


Chaylon Ka Khera 


Chena Khera 


Chhapri 


Dabiyon Ka Khera 


Census Code 


0826000603196800 


0829001103700700 


0829001103708800 


0829001103702000 


0829001103701900 


0829001103705100 


0829001103703300 


0829000703644800 


0829000703646000 


0829000703646500 


0829000703643500 


0826000603173100 


0826000603178900 


0829000603632700 


0829000703640300 


0829000703637200 


0826000603180900 


0829000603633600 


0826000603179000 


0826000603179100 


0826000603179600 


0826000603173300 


0829000803651600 



0829000703639200 


0829000603636200 


0826000603180800 


0826000642603000 


0826000603182600 


0829000703640500 


0826000603187200 


0829000803652900 


0829000603633800 


0829000703638000 


0829000603634800 


0826000603182100 


0826000103069300 


0829000803652700 


0829000703640000 


0826000603179500 


0826000603187700 


0829000603636100 



Zone (Fresh 
/ Saline) 


0.11 Fresh 


1.75 Fresh 


0.49 Fresh 


1.15 Fresh 


1.99 Fresh 


0.91 Fresh 


2.03 Fresh 


4.87 Fresh 


4.14 Fresh 


4.98 Fresh 


1.84 Fresh 


2.96 Fresh 


3.10 Fresh 


2.38 Fresh 


10.61 Fresh 


4.18 Fresh 


0.78 Fresh 


2.57 Fresh 


4.02 Fresh 


8.13 Fresh 


12.99 Fresh 


3.64 Fresh 


11.33 Fresh 



1.24 Fresh 


4.61 Fresh 


1.57 Fresh 


12.41 Fresh 


2.36 Fresh 


13.05 Fresh 


2.50 Fresh 


2.32 Fresh 


0.88 Fresh 


2.23 Fresh 


2.39 Fresh 


8.13 Fresh 


2.46 Fresh 


2.41 Fresh 


1.67 Fresh 


1.45 Fresh 


1.52 Fresh 


2.90 Fresh 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

18.19 

120 

101.81 

4.00 

4.07 

0.0018 

0.0008 

16.78 

120 

103.22 

5.00 

5.16 

0.0012 

0.0010 

15.65 

120 

104.35 

5.00 

5.22 

0.0012 

0.0028 

15.73 

120 

104.27 

4.58 

4.78 

0.0012 

0.0063 

15.65 

120 

104.35 

4.58 

4.78 

0.0012 

0.0110 

23.04 

120 

96.96 

4.58 

4.44 

0.0012 

0.0046 

22.65 

120 

97.35 

5.00 

4.87 

0.0012 

0.0041 

22.65 

120 

97.35 

4.58 

4.46 

0.0012 

0.0055 

13.40 

120 

106.60 

5.00 

5.33 

0.0012 

0.0299 

17.70 

120 

102.30 

5.00 

5.11 

0.0012 

0.0093 

17.70 

120 

102.30 

5.00 

5.11 

0.0012 

0.0009 

17.76 

120 

102.24 

5.00 

5.11 

0.0012 

0.0293 

16.24 

120 

103.76 

5.00 

5.19 

0.0012 

0.0110 

23.68 

120 

96.32 

4.00 

3.85 

0.0018 

0.0205 

25.02 

120 

94.98 

4.00 

3.80 

0.0018 

0.0212 

20.00 

120 

100.00 

5.00 

5.00 

0.0012 

0.0001 

20.05 

120 

99.95 

5.00 

5.00 

0.0012 

0.0498 

20.05 

120 

99.95 

5.00 

5.00 

0.0012 

0.0092 

26.86 

120 

93.14 

5.00 

4.66 

0.0012 

0.0224 

21.57 

120 

98.43 

4.00 

3.94 

0.0018 

0.0056 

23.36 

120 

96.64 

5.00 

4.83 

0.0012 

0.0137 

23.36 

120 

96.64 

5.00 

4.83 

0.0012 

0.0006 

20.39 

120 

99.61 

4.00 

3.98 

0.0018 

0.0289 

18.78 

120 

101.22 

4.00 

4.05 

0.0018 

0.0593 

24.93 

120 

95.07 

4.00 

3.80 

0.0018 

0.0889 

22.41 

120 

97.59 

4.00 

3.90 

0.0018 

0.0256 

22.56 

120 

97.44 

5.00 

4.87 

0.0012 

0.0152 

22.56 

120 

97.44 

5.00 

4.87 

0.0012 

0.0005 

21.61 

120 

98.39 

4.00 

3.94 

0.0018 

0.0095 

21.61 

120 

98.39 

4.00 

3.94 

0.0018 

0.0240 

19.33 

120 

100.67 

5.00 

5.03 

0.0012 

0.0056 

25.85 

120 

94.15 

5.00 

4.71 

0.0012 

0.0155 

25.85 

120 

94.15 

5.00 

4.71 

0.0012 

0.0094 

22.06 

120 

97.94 

4.00 

3.92 

0.0018 

0.0111 

19.74 

120 

100.26 

4.00 

4.01 

0.0018 

0.0133 

16.71 

120 

103.29 

4.00 

4.13 

0.0018 

0.0021 

16.51 

120 

103.49 

5.00 

5.17 

0.0012 

0.0026 

16.51 

120 

103.49 

5.00 

5.17 

0.0012 

0.0054 

19.50 

120 

100.50 

4.00 

4.02 

0.0018 

0.0001 

24.85 

120 

95.15 

5.00 

4.76 

0.0012 

0.0081 

25.82 

120 

94.18 

5.00 

4.71 

0.0012 

0.0048 

22.95 

120 

97.05 

5.00 

4.85 

0.0012 

0.0107 

22.95 

120 

97.05 

5.00 

4.85 

0.0012 

0.0014 

22.29 

120 

97.71 

5.00 

4.89 

0.0012 

0.0006 

19.69 

120 

100.31 

4.00 

4.01 

0.0018 

0.0070 

21.43 

120 

98.57 

4.00 

3.94 

0.0018 

0.0175 

24.91 

120 

95.09 

5.00 

4.75 

0.0012 

0.0129 

24.91 

120 

95.09 

5.00 

4.75 

0.0012 

0.0003 

22.84 

120 

97.16 

5.00 

4.86 

0.0012 

0.0093 

25.40 

120 

94.61 

4.00 

3.78 

0.0018 

0.0099 

20.97 

120 

99.03 

4.00 

3.96 

0.0018 

0.0099 

26.28 

120 

93.72 

5.00 

4.69 

0.0012 

0.0002 

26.28 

120 

93.72 

5.00 

4.69 

0.0012 

0.0029 

26.28 

120 

93.72 

5.00 

4.69 

0.0012 

0.0070 

26.28 

120 

93.72 

5.00 

4.69 

0.0012 

0.0055 





























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

21.31 

120 

98.69 

4.00 

3.95 

0.0018 

0.0254 

24.71 

120 

95.29 

5.00 

4.76 

0.0012 

0.0015 

17.67 

120 

102.33 

5.00 

5.12 

0.0012 

0.0003 

25.19 

120 

94.81 

5.00 

4.74 

0.0012 

0.0027 

23.44 

120 

96.56 

4.00 

3.86 

0.0018 

0.0051 

23.26 

120 

96.74 

4.00 

3.87 

0.0018 

0.0286 

25.26 

120 

94.74 

4.00 

3.79 

0.0018 

0.0169 

20.83 

120 

99.17 

4.00 

3.97 

0.0018 

0.0093 

20.21 

120 

99.79 

5.00 

4.99 

0.0012 

0.0198 

25.04 

120 

94.96 

4.00 

3.80 

0.0018 

0.0090 

14.58 

120 

105.42 

4.00 

4.22 

0.0018 

0.0218 

15.27 

120 

104.73 

4.00 

4.19 

0.0018 

0.0285 

22.32 

120 

97.68 

4.00 

3.91 

0.0018 

0.0054 

26.35 

120 

93.65 

5.00 

4.68 

0.0012 

0.0083 

26.35 

120 

93.65 

5.00 

4.68 

0.0012 

0.0027 

26.27 

120 

93.73 

5.00 

4.69 

0.0012 

0.0125 

18.43 

120 

101.57 

5.00 

5.08 

0.0012 

0.0001 

24.76 

120 

95.24 

4.00 

3.81 

0.0018 

0.0181 

26.11 

120 

93.89 

5.00 

4.69 

0.0012 

0.0083 

26.11 

120 

93.89 

5.00 

4.69 

0.0012 

0.0091 

22.05 

120 

97.95 

4.00 

3.92 

0.0018 

0.0426 

23.19 

120 

96.81 

5.00 

4.84 

0.0012 

0.0028 

22.65 

120 

97.35 

5.00 

4.87 

0.0012 

0.0021 

22.65 

120 

97.35 

5.00 

4.87 

0.0012 

0.0095 

23.72 

120 

96.28 

5.00 

4.81 

0.0012 

0.0044 

14.34 

120 

105.66 

4.00 

4.23 

0.0018 

0.0061 

21.76 

120 

98.24 

5.00 

4.91 

0.0012 

0.0381 

19.21 

120 

100.79 

5.00 

5.04 

0.0012 

0.0157 

23.98 

120 

96.02 

4.00 

3.84 

0.0018 

0.0148 

24.21 

120 

95.79 

5.00 

4.79 

0.0012 

0.0221 

24.21 

120 

95.79 

5.00 

4.79 

0.0012 

0.0011 

19.80 

120 

100.20 

5.00 

5.01 

0.0012 

0.0187 

19.80 

120 

100.20 

5.00 

5.01 

0.0012 

0.0458 

17.40 

120 

102.60 

4.00 

4.10 

0.0018 

0.0266 

17.40 

120 

102.60 

4.00 

4.10 

0.0018 

0.1022 

17.40 

120 

102.60 

4.00 

4.10 

0.0018 

0.0207 

25.61 

120 

94.39 

4.00 

3.78 

0.0018 

0.0002 

20.08 

120 

99.92 

5.00 

5.00 

0.0012 

0.0192 

18.18 

120 

101.82 

5.00 

5.09 

0.0012 

0.0460 

24.88 

120 

95.12 

5.00 

4.76 

0.0012 

0.0040 

20.24 

120 

99.76 

4.00 

3.99 

0.0018 

0.0051 

24.01 

120 

95.99 

5.00 

4.80 

0.0012 

0.0041 

23.32 

120 

96.68 

4.00 

3.87 

0.0018 

0.0119 

18.57 

120 

101.43 

4.00 

4.06 

0.0018 

0.0065 

19.52 

120 

100.48 

5.00 

5.02 

0.0012 

0.0095 

25.79 

120 

94.21 

5.00 

4.71 

0.0012 

0.0145 

25.79 

120 

94.21 

5.00 

4.71 

0.0012 

0.0000 

21.07 

120 

98.93 

4.00 

3.96 

0.0018 

0.0359 

26.15 

120 

93.85 

5.00 

4.69 

0.0012 

0.0033 

26.15 

120 

93.85 

5.00 

4.69 

0.0012 

0.0271 

23.53 

120 

96.47 

5.00 

4.82 

0.0012 

0.0006 

14.14 

120 

105.86 

5.00 

5.29 

0.0012 

0.0095 

19.67 

120 

100.33 

5.00 

5.02 

0.0012 

0.0199 

19.67 

120 

100.33 

5.00 

5.02 

0.0012 

0.0055 

19.67 

120 

100.33 

5.00 

5.02 

0.0012 

0.0464 


































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Kasya Kalan 


Kasya Khurd 


Kedariya 


Keekawas 


Kharsan 


Kherli 


Kheroda 


Kheta-Khera 


Khimawaton Ka Khera 


Khokhariya Kheri 


Khumanpura 


Kiron Ka Khera 


Kishorji Ka Khera 


Kiya Khera 


Koonthana 


Kumhar Khera 


Lalpura 


Laxmi Pura 


Leswa 


Lohana 


Lohariya 


Lothiyana 


Mangalwar 


Menar 


Menpuriya 


Mogji Ka Khera 


Mohammad Ganj 


Mokham Pura 


Mokhampura 


Moonch Ki Bhagal 


Morjai 


Morwan 


Murliya 


Nandoli 


Nandoli Khurd 


Nangawali 


Census Code 


0829000803651300 


0829000803651400 


0826000603179200 


0826000603172700 


0826000603173800 


0826000603173500 


0826000603173700 


0829000703640200 


0826000603180700 


0829000803652500 


0826000603178400 


0829000603635700 


0829000703639900 


0826000603179800 


0829000803652100 


0829000703637100 


0826000603181700 


0829000703640400 


0829000803651200 


0829000803652200 


0829000803652000 


0829000703637400 


0829000703639400 


0826000603173600 


0826000603173200 


0826000603179300 


0829000703636900 


0829000803651500 


0829000803653000 


0829000603633400 


0826000603170500 


0829000703639100 


0829000803648900 


0829000603633900 


0826000103069400 


0829000703637900 



Zone (Fresh 
/ Saline) 


3.37 Fresh 


3.29 Fresh 


2.78 Fresh 


5.61 Fresh 



5.49 Fresh 


3.51 Fresh 


16.20 Fresh 


1.17 Fresh 


1.66 Fresh 


5.79 Fresh 



2.86 Fresh 


7.69 Fresh 


16.72 Fresh 


22.46 Fresh 


13.21 Fresh 


1.83 Fresh 


0.97 Fresh 


1.94 Fresh 


1.83 Fresh 


0.87 Fresh 


3.34 Fresh 


9.92 Fresh 


5.09 Fresh 


4.37 Fresh 


1.45 Fresh 


16.05 Fresh 



Narayan Pura 


Narji Ki Bhagal 


0826000603179700 


0829000603633300 


12.86 Fresh 


1.64 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

20.15 

120 

99.85 

5.00 

4.99 

0.0012 

0.0193 

20.93 

120 

99.07 

5.00 

4.95 

0.0012 

0.0173 

22.97 

120 

97.03 

4.00 

3.88 

0.0018 

0.0194 

14.85 

120 

105.15 

4.00 

4.21 

0.0018 

0.0017 

14.85 

120 

105.15 

4.00 

4.21 

0.0018 

0.0177 

28.88 

120 

91.12 

5.00 

4.56 

0.0012 

0.0045 

28.88 

120 

91.12 

5.00 

4.56 

0.0012 

0.0028 

22.02 

120 

97.98 

4.00 

3.92 

0.0018 

0.0645 

22.02 

120 

97.98 

4.00 

3.92 

0.0018 

0.0001 

12.83 

120 

107.17 

4.00 

4.29 

0.0018 

0.0148 

22.24 

120 

97.76 

4.00 

3.91 

0.0018 

0.0247 

24.83 

120 

95.17 

4.00 

3.81 

0.0018 

0.0984 

19.98 

120 

100.02 

5.00 

5.00 

0.0012 

0.0067 

21.77 

120 

98.23 

4.00 

3.93 

0.0018 

0.0117 

27.07 

120 

92.93 

5.00 

4.65 

0.0012 

0.0185 

27.07 

120 

92.93 

5.00 

4.65 

0.0012 

0.0123 

24.89 

120 

95.11 

4.00 

3.80 

0.0018 

0.0000 

24.07 

120 

95.93 

5.00 

4.80 

0.0012 

0.0022 

22.49 

120 

97.51 

5.00 

4.88 

0.0012 

0.0214 

23.93 

120 

96.07 

4.00 

3.84 

0.0018 

0.0147 

25.48 

120 

94.52 

5.00 

4.73 

0.0012 

0.0304 

16.47 

120 

103.53 

5.00 

5.18 

0.0012 

0.0312 

25.14 

120 

94.86 

4.00 

3.79 

0.0018 

0.0136 

18.48 

120 

101.52 

5.00 

5.08 

0.0012 

0.0041 

20.32 

120 

99.68 

5.00 

4.98 

0.0012 

0.0048 

23.46 

120 

96.54 

5.00 

4.83 

0.0012 

0.0057 

23.46 

120 

96.54 

5.00 

4.83 

0.0012 

0.0200 

24.37 

120 

95.63 

5.00 

4.78 

0.0012 

0.0157 

16.17 

120 

103.83 

5.00 

5.19 

0.0012 

0.0431 

16.17 

120 

103.83 

5.00 

5.19 

0.0012 

0.0028 

19.12 

120 

100.88 

5.00 

5.04 

0.0012 

0.0787 

23.49 

120 

96.51 

4.00 

3.86 

0.0018 

0.1561 

23.52 

120 

96.48 

4.00 

3.86 

0.0018 

0.0917 

24.38 

120 

95.62 

4.00 

3.82 

0.0018 

0.0126 

15.07 

120 

104.93 

5.00 

5.25 

0.0012 

0.0035 

15.07 

120 

104.93 

5.00 

5.25 

0.0012 

0.0023 

20.53 

120 

99.47 

5.00 

4.97 

0.0012 

0.0024 

25.22 

120 

94.78 

5.00 

4.74 

0.0012 

0.0001 

25.22 

120 

94.78 

5.00 

4.74 

0.0012 

0.0080 

26.60 

120 

93.40 

5.00 

4.67 

0.0012 

0.0014 

26.60 

120 

93.40 

5.00 

4.67 

0.0012 

0.0032 

14.97 

120 

105.03 

4.00 

4.20 

0.0018 

0.0177 

14.97 

120 

105.03 

4.00 

4.20 

0.0018 

0.0019 

19.51 

120 

100.49 

5.00 

5.02 

0.0012 

0.0153 

19.90 

120 

100.10 

5.00 

5.01 

0.0012 

0.0001 

23.33 

120 

96.67 

5.00 

4.83 

0.0012 

0.0243 

24.53 

120 

95.47 

4.00 

3.82 

0.0018 

0.0100 

18.57 

120 

101.43 

5.00 

5.07 

0.0012 

0.0686 

18.57 

120 

101.43 

5.00 

5.07 

0.0012 

0.0250 

25.68 

120 

94.32 

5.00 

4.72 

0.0012 

0.0112 

25.68 

120 

94.32 

5.00 

4.72 

0.0012 

0.0074 

20.74 

120 

99.26 

4.00 

3.97 

0.0018 

0.0919 

26.41 

120 

93.59 

5.00 

4.68 

0.0012 

0.0000 

26.41 

120 

93.59 

5.00 

4.68 

0.0012 

0.0033 

26.41 

120 

93.59 

5.00 

4.68 

0.0012 

0.0017 



























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

26.41 

120 

93.59 

5.00 

4.68 

0.0012 

0.0036 

21.75 

120 

98.25 

5.00 

4.91 

0.0012 

0.0240 

23.32 

120 

96.68 

5.00 

4.83 

0.0012 

0.0010 

25.74 

120 

94.26 

5.00 

4.71 

0.0012 

0.0001 

25.74 

120 

94.26 

5.00 

4.71 

0.0012 

0.0017 

25.74 

120 

94.26 

5.00 

4.71 

0.0012 

0.0069 

14.28 

120 

105.72 

4.00 

4.23 

0.0018 

0.0567 

22.97 

120 

97.03 

5.00 

4.85 

0.0012 

0.0262 

14.30 

120 

105.70 

4.00 

4.23 

0.0018 

0.0198 

20.74 

120 

99.26 

5.00 

4.96 

0.0012 

0.0020 

20.74 

120 

99.26 

5.00 

4.96 

0.0012 

0.0079 

23.40 

120 

96.60 

4.00 

3.86 

0.0018 

0.0175 

26.37 

120 

93.63 

5.00 

4.68 

0.0012 

0.0041 

26.37 

120 

93.63 

5.00 

4.68 

0.0012 

0.0019 

21.53 

120 

98.47 

5.00 

4.92 

0.0012 

0.0001 

24.12 

120 

95.88 

5.00 

4.79 

0.0012 

0.0028 

24.19 

120 

95.81 

4.00 

3.83 

0.0018 

0.0394 

21.91 

120 

98.09 

4.00 

3.92 

0.0018 

0.0071 

14.61 

120 

105.39 

4.00 

4.22 

0.0018 

0.0000 

14.61 

120 

105.39 

4.00 

4.22 

0.0018 

0.0262 

24.77 

120 

95.23 

5.00 

4.76 

0.0012 

0.0082 

24.77 

120 

95.23 

5.00 

4.76 

0.0012 

0.0013 

22.59 

120 

97.41 

5.00 

4.87 

0.0012 

0.0004 

21.94 

120 

98.06 

4.00 

3.92 

0.0018 

0.0165 

18.47 

120 

101.53 

5.00 

5.08 

0.0012 

0.0199 

22.97 

120 

97.03 

5.00 

4.85 

0.0012 

0.0050 

18.66 

120 

101.34 

5.00 

5.07 

0.0012 

0.0003 

18.66 

120 

101.34 

5.00 

5.07 

0.0012 

0.0102 

20.62 

120 

99.38 

5.00 

4.97 

0.0012 

0.0002 

18.44 

120 

101.56 

5.00 

5.08 

0.0012 

0.0168 

18.44 

120 

101.56 

5.00 

5.08 

0.0012 

0.0009 

24.29 

120 

95.71 

4.00 

3.83 

0.0018 

0.0074 

25.85 

120 

94.15 

5.00 

4.71 

0.0012 

0.0066 

21.35 

120 

98.65 

4.00 

3.95 

0.0018 

0.0783 

21.35 

120 

98.65 

4.00 

3.95 

0.0018 

0.1085 

20.58 

120 

99.42 

4.00 

3.98 

0.0018 

0.0607 

15.29 

120 

104.71 

5.00 

5.24 

0.0012 

0.0180 

15.29 

120 

104.71 

5.00 

5.24 

0.0012 

0.0028 

18.08 

120 

101.92 

5.00 

5.10 

0.0012 

0.0203 

16.21 

120 

103.79 

5.00 

5.19 

0.0012 

0.0104 

16.21 

120 

103.79 

5.00 

5.19 

0.0012 

0.0298 

19.70 

120 

100.30 

4.00 

4.01 

0.0018 

0.0006 

22.46 

120 

97.54 

5.00 

4.88 

0.0012 

0.0132 

22.46 

120 

97.54 

5.00 

4.88 

0.0012 

0.0005 

25.29 

120 

94.71 

4.00 

3.79 

0.0018 

0.0066 

21.29 

120 

98.71 

4.00 

3.95 

0.0018 

0.0263 

21.29 

120 

98.71 

4.00 

3.95 

0.0018 

0.0116 

21.44 

120 

98.56 

4.00 

3.94 

0.0018 

0.0256 

22.66 

120 

97.34 

4.00 

3.89 

0.0018 

0.0209 

24.71 

120 

95.29 

5.00 

4.76 

0.0012 

0.0013 

25.56 

120 

94.44 

4.00 

3.78 

0.0018 

0.0089 

22.97 

120 

97.03 

5.00 

4.85 

0.0012 

0.0116 

19.52 

120 

100.48 

5.00 

5.02 

0.0012 

0.0241 

22.07 

120 

97.93 

5.00 

4.90 

0.0012 

0.0020 

26.59 

120 

93.41 

5.00 

4.67 

0.0012 

0.0360 

























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone (Fresh 
/ Saline) 




07003037 


Titarda 


Uchnar Kalan 


Uchnar Khurd 


Udakhera 


Ummedpura 


Undayala 


Vana 


Viroli 


Waja Ka Khera 


Warni 


Ahera 


Ankauriya 


Arwar 


Ashapura 


Badla 


Badlya 


Bahera 


Balapura 


Banewari 


Baori 


Barol 


Beer 


Bewanja 


Bhagwantpura 


Bhunwada 


Borada 


Chandolai 


Chandsen 


Dabrela 


Dadiya 


Danta 


Daulatpura 


Deoliya 


Derathoo 


0829000703639700 


0829000603636700 


0829000603630800 


0826000103068800 


0826000603187500 


0829000803652400 


0829000603630200 


0826000603173400 


0829000603635300 


0826000603180500 


0826000603179900 


0821000802567300 


0821000102499200 


0821000802569800 


0821000602551900 


0821000802569700 


0821000202506700 


0821000802567200 


0821000802571600 


0821000602549500 


0821000802569600 


0821000802567600 


0821000202506900 


0821000602552400 


0821000802567100 


0821000102494200 


0821000802569300 


0821000802571700 


0821000602549900 


0821000802569400 


0821000102496500 


0821000202507200 


0821000802573200 


0821000602550700 


0821000602552800 


4.73 Fresh 


2.18 Fresh 


7.88 Fresh 


2.52 Fresh 


1.62 Fresh 


3.18 Fresh 


1.45 Fresh 


7.40 Fresh 


2.79 Fresh 


5.81 Fresh 


3.61 Fresh 


14.41 Fresh 


24.87 Fresh 


11.33 Fresh 


3.35 Fresh 


6.20 Fresh 


9.89 Fresh 


15.30 Fresh 


2.35 Fresh 


11.59 Fresh 


10.02 Fresh 


15.21 Fresh 


20.75 Fresh 


Type of Area 

(Command / Non- Hydrogeological Unit 
command) 




Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Sub Basin: 




Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

26.59 

120 

93.41 

5.00 

4.67 

0.0012 

0.0074 

26.59 

120 

93.41 

5.00 

4.67 

0.0012 

0.0245 

14.01 

120 

105.99 

4.00 

4.24 

0.0018 

0.0025 

14.01 

120 

105.99 

4.00 

4.24 

0.0018 

0.0054 

23.84 

120 

96.16 

5.00 

4.81 

0.0012 

0.0163 

21.14 

120 

98.86 

4.00 

3.95 

0.0018 

0.0498 

21.14 

100 

78.86 

3.00 

2.37 

0.0020 

0.0000 

27.46 

120 

92.54 

5.00 

4.63 

0.0012 

0.0072 

27.46 

120 

92.54 

5.00 

4.63 

0.0012 

0.0000 

18.42 

120 

101.58 

5.00 

5.08 

0.0012 

0.0276 

21.89 

120 

98.11 

5.00 

4.91 

0.0012 

0.0123 

21.31 

120 

98.69 

5.00 

4.93 

0.0012 

0.0140 

19.28 

120 

100.72 

4.00 

4.03 

0.0018 

0.0094 

19.28 

100 

80.72 

3.00 

2.42 

0.0020 

0.0000 

19.28 

120 

100.72 

4.00 

4.03 

0.0018 

0.0019 

26.60 

120 

93.40 

5.00 

4.67 

0.0012 

0.0110 

26.60 

120 

93.40 

5.00 

4.67 

0.0012 

0.0051 

20.24 

120 

99.76 

4.00 

3.99 

0.0018 

0.0047 

30.69 

120 

89.31 

5.00 

4.47 

0.0012 

0.0163 

30.69 

120 

89.31 

5.00 

4.47 

0.0012 

0.0000 

20.86 

120 

99.14 

5.00 

4.96 

0.0012 

0.0029 

23.60 

120 

96.40 

4.00 

3.86 

0.0018 

0.0514 

26.01 

120 

93.99 

5.00 

4.70 

0.0012 

0.0007 

26.01 

120 

93.99 

5.00 

4.70 

0.0012 

0.0063 

26.01 

120 

93.99 

5.00 

4.70 

0.0012 

0.0027 

26.01 

120 

93.99 

5.00 

4.70 

0.0012 

0.0054 

23.56 

120 

96.44 

4.00 

3.86 

0.0018 

0.0403 

21.26 

120 

98.74 

4.00 

3.95 

0.0018 

0.0257 


Non-command 

Gneisses(B.G.C) 

14.41 

15.17 

80 

64.83 

4.00 

2.59 

0.0015 

0.0560 

Non-command 

Gneisses(B.G.C.) 

1.40 

18.35 

80 

61.65 

4.00 

2.47 

0.0015 

0.0052 

Non-command 

Gneisses(B.G.C) 

4.57 

15.27 

80 

64.73 

4.00 

2.59 

0.0015 

0.0177 

Non-command 

Gneisses(B.G.C) 

3.35 

16.59 

80 

63.41 

4.00 

2.54 

0.0015 

0.0127 

Non-command 

Gneisses(B.G.C) 

4.90 

15.40 

80 

64.60 

4.00 

2.58 

0.0015 

0.0190 

Non-command 

Gneisses(B.G.C) 

0.54 

15.74 

80 

64.26 

4.00 

2.57 

0.0015 

0.0021 

Non-command 

Phyllite & Schist 

0.14 

15.74 

90 

74.26 

5.00 

3.71 

0.0015 

0.0008 

Non-command 

Gneisses(B.G.C) 

15.30 

12.23 

80 

67.77 

4.00 

2.71 

0.0015 

0.0622 

Non-command 

Gneisses(B.G.C) 

2.32 

10.33 

80 

69.67 

4.00 

2.79 

0.0015 

0.0097 

Non-command 

Gneisses(B.G.C) 

11.59 

13.78 

80 

66.22 

4.00 

2.65 

0.0015 

0.0460 

Non-command 

Gneisses(B.G.C) 

10.02 

16.11 

80 

63.89 

4.00 

2.56 

0.0015 

0.0384 

Non-command 

Gneisses(B.G.C) 

15.21 

13.47 

80 

66.53 

4.00 

2.66 

0.0015 

0.0607 

Non-command 

Gneisses(B.G.C) 

15.57 

25.19 

80 

54.81 

4.00 

2.19 

0.0015 

0.0512 

Non-command 

Phyllite & Schist 

0.63 

25.19 

90 

64.81 

5.00 

3.24 

0.0015 

0.0031 

Non-command 

Gneisses(B.G.C) 

12.19 

16.03 

80 

63.97 

4.00 

2.56 

0.0015 

0.0468 

Non-command 

Gneisses(B.G.C) 

11.68 

14.89 

80 

65.11 

4.00 

2.60 

0.0015 

0.0456 

Non-command 

Gneisses(B.G.C) 

11.10 

20.05 

80 

59.95 

4.00 

2.40 

0.0015 

0.0399 

Non-command 

Gneisses(B.G.C) 

21.62 

13.56 

80 

66.44 

4.00 

2.66 

0.0015 

0.0862 

Non-command 

Gneisses(B.G.C) 

0.51 

11.37 

80 

68.63 

4.00 

2.75 

0.0015 

0.0021 

Non-command 

Gneisses(B.G.C) 

8.95 

13.14 

80 

66.86 

4.00 

2.67 

0.0015 

0.0359 

Non-command 

Gneisses(B.G.C) 

13.96 

14.75 

80 

65.25 

4.00 

2.61 

0.0015 

0.0547 

Non-command 

Gneisses(B.G.C) 

0.45 

21.26 

80 

58.74 

4.00 

2.35 

0.0015 

0.0016 

Non-command 

Gneisses(B.G.C) 

1.31 

20.53 

80 

59.47 

4.00 

2.38 

0.0015 

0.0047 

Non-command 

Gneisses(B.G.C) 

6.85 

8.65 

80 

71.35 

4.00 

2.85 

0.0015 

0.0293 

Non-command 

Gneisses(B.G.C) 

7.34 

13.56 

80 

66.44 

4.00 

2.66 

0.0015 

0.0293 

Non-command 

Gneisses(B.G.C) 

2.10 

12.76 

80 

67.24 

4.00 

2.69 

0.0015 

0.0085 













































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Dhal 


Dhanma 


Dhigariya 


Dilwara 


Dilwari 


Fatehgarh 


Gaderi 


Ganeshpura 


Godiyana 


Gopalpura 


Gordhanpura 


Gothiyana 


Goyla 


Gudli 


Hathi Batta 


Heengtara 


Indrapura 


Jatipura 


Jatiya 


Jhadol 


Jhaloosi 


Jilawara 


Kadampura 


Kadha 


Kalawat 


Kalyanipura 


Kana Kheri 


Kanpura 


Kasheer 


Keriya 


Keriya Kalan 


Keriya Khurd 


Kesharpura 


Kheeriya 


Khera 


Khonda 


Kotri 


Kurari 


Lachhmipura 


Lamba 


Lavera 


Loharwara 


Mandawariya 


Mandiyani 


Manpura 



Marogala 


Modi 


Mohammadgarh 


Mohanpura 


Moondolao 


Morajhari 


Census Code 


0821000602552500 


0821000802571500 


0821000802567800 


0821000602552100 


0821000602552000 


0821000802573000 


0821000602551800 


0821000802571200 


0821000102494300 


0821000102496600 


0821000802572700 


0821000102499300 


0821000802570900 


0821000202506800 


0821000602549400 


0821000802573700 


0821000802573100 


0821000802572800 


0821000202507300 


0821000102496700 


0821000802568100 


0821000602549000 


0821000602549800 


0821000102494400 


0821000802571100 


0821000602551000 


0821000602548700 


0821000602549600 


0821000802567900 


0821000102496900 


0821000802567400 


0821000602550100 


0821000602551100 


0821000802571000 


0821000102494000 


0821000202502100 


0821000802567000 


0821000602551300 


0821000602550900 


0821000102497000 


0821000602551700 


0821000602552900 


0821000102496800 


0821000602551500 


0821000602548800 


0821000802573800 


0821000602550800 


0821000802571400 


0821000602551600 


0821000802567700 


0821000602549200 


0821000102494500 


0821000602550300 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C.) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Saline 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Saline 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Saline 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

16.56 

80 

63.44 

4.00 

2.54 

0.0015 

0.0588 

11.43 

80 

68.57 

4.00 

2.74 

0.0015 

0.0533 

13.97 

80 

66.03 

4.00 

2.64 

0.0015 

0.0521 

16.27 

80 

63.73 

4.00 

2.55 

0.0015 

0.0005 

16.59 

80 

63.41 

4.00 

2.54 

0.0015 

0.0177 

9.98 

80 

70.02 

4.00 

2.80 

0.0015 

0.0714 

18.24 

80 

61.76 

4.00 

2.47 

0.0015 

0.0356 

14.41 

80 

65.59 

4.00 

2.62 

0.0015 

0.0263 

22.43 

80 

57.57 

4.00 

2.30 

0.0015 

0.0109 

19.86 

80 

60.14 

4.00 

2.41 

0.0015 

0.0346 

10.33 

80 

69.67 

4.00 

2.79 

0.0015 

0.0075 

15.14 

80 

64.86 

4.00 

2.59 

0.0015 

0.1015 

18.50 

80 

61.50 

4.00 

2.46 

0.0015 

0.0029 

23.20 

80 

56.80 

4.00 

2.27 

0.0015 

0.0027 

13.71 

80 

66.29 

4.00 

2.65 

0.0015 

0.0199 

10.57 

80 

69.43 

4.00 

2.78 

0.0015 

0.0011 

9.93 

80 

70.07 

4.00 

2.80 

0.0015 

0.0263 

9.96 

80 

70.04 

4.00 

2.80 

0.0015 

0.0051 

16.79 

80 

63.21 

4.00 

2.53 

0.0015 

0.0000 

18.09 

80 

61.91 

4.00 

2.48 

0.0015 

0.0656 

13.22 

80 

66.78 

4.00 

2.67 

0.0015 

0.0200 

12.51 

80 

67.49 

4.00 

2.70 

0.0015 

0.0045 

13.90 

80 

66.10 

4.00 

2.64 

0.0015 

0.0152 

19.34 

80 

60.66 

4.00 

2.43 

0.0015 

0.0001 

12.90 

80 

67.10 

4.00 

2.68 

0.0015 

0.0075 

11.42 

80 

68.58 

4.00 

2.74 

0.0015 

0.0190 

19.39 

80 

60.61 

4.00 

2.42 

0.0015 

0.0216 

10.54 

80 

69.46 

4.00 

2.78 

0.0015 

0.1026 

14.42 

80 

65.58 

4.00 

2.62 

0.0015 

0.0212 

23.25 

80 

56.75 

4.00 

2.27 

0.0015 

0.0128 

15.50 

80 

64.50 

4.00 

2.58 

0.0015 

0.0285 

15.01 

80 

64.99 

4.00 

2.60 

0.0015 

0.0212 

11.85 

80 

68.15 

4.00 

2.73 

0.0015 

0.0173 

13.24 

80 

66.76 

4.00 

2.67 

0.0015 

0.0006 

19.83 

80 

60.17 

4.00 

2.41 

0.0015 

0.0086 

28.38 

80 

51.62 

4.00 

2.06 

0.0015 

0.0000 

15.81 

80 

64.19 

4.00 

2.57 

0.0015 

0.0100 

13.60 

80 

66.40 

4.00 

2.66 

0.0015 

0.0190 

10.36 

80 

69.64 

4.00 

2.79 

0.0015 

0.0109 

10.36 

80 

69.64 

4.00 

2.79 

0.0015 

0.0051 

17.67 

80 

62.33 

4.00 

2.49 

0.0015 

0.0008 

22.21 

80 

57.79 

4.00 

2.31 

0.0015 

0.0474 

15.13 

80 

64.87 

4.00 

2.59 

0.0015 

0.0014 

24.44 

80 

55.56 

4.00 

2.22 

0.0015 

0.0187 

12.32 

80 

67.68 

4.00 

2.71 

0.0015 

0.0526 

17.03 

80 

62.97 

4.00 

2.52 

0.0015 

0.0164 

11.16 

80 

68.84 

4.00 

2.75 

0.0015 

0.0001 

10.61 

80 

69.39 

4.00 

2.78 

0.0015 

0.0169 

10.61 

80 

69.39 

4.00 

2.78 

0.0015 

0.0205 

11.64 

80 

68.36 

4.00 

2.73 

0.0015 

0.0254 

16.96 

80 

63.04 

4.00 

2.52 

0.0015 

0.0240 

15.05 

80 

64.95 

4.00 

2.60 

0.0015 

0.0379 

15.20 

80 

64.80 

4.00 

2.59 

0.0015 

0.0118 

17.53 

80 

62.47 

4.00 

2.50 

0.0015 

0.0367 

17.13 

80 

62.87 

4.00 

2.51 

0.0015 

0.0287 












































































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

17.13 

80 

62.87 

4.00 

2.51 

0.0015 

0.0025 

14.61 

80 

65.39 

4.00 

2.62 

0.0015 

0.0606 

16.07 

80 

63.93 

4.00 

2.56 

0.0015 

0.0231 

24.10 

80 

55.90 

4.00 

2.24 

0.0015 

0.0001 

18.81 

80 

61.19 

4.00 

2.45 

0.0015 

0.0026 

18.81 

90 

71.19 

5.00 

3.56 

0.0015 

0.0181 

15.93 

80 

64.07 

4.00 

2.56 

0.0015 

0.0284 

19.39 

80 

60.61 

4.00 

2.42 

0.0015 

0.0066 

13.22 

80 

66.78 

4.00 

2.67 

0.0015 

0.0086 

12.15 

80 

67.85 

4.00 

2.71 

0.0015 

0.0172 

11.42 

80 

68.58 

4.00 

2.74 

0.0015 

0.0341 

12.27 

80 

67.73 

4.00 

2.71 

0.0015 

0.1625 

12.27 

80 

67.73 

4.00 

2.71 

0.0015 

0.0220 

12.25 

80 

67.75 

4.00 

2.71 

0.0015 

0.0003 

13.24 

80 

66.76 

4.00 

2.67 

0.0015 

0.0187 

9.17 

80 

70.83 

4.00 

2.83 

0.0015 

0.0158 

19.20 

80 

60.80 

4.00 

2.43 

0.0015 

0.0526 

17.46 

80 

62.54 

4.00 

2.50 

0.0015 

0.0862 

14.26 

80 

65.74 

4.00 

2.63 

0.0015 

0.0074 

9.95 

80 

70.05 

4.00 

2.80 

0.0015 

0.0368 

8.94 

80 

71.06 

4.00 

2.84 

0.0015 

0.0002 

18.96 

90 

71.04 

5.00 

3.55 

0.0015 

0.0013 

15.88 

80 

64.12 

4.00 

2.56 

0.0015 

0.0758 

11.77 

80 

68.23 

4.00 

2.73 

0.0015 

0.0340 

14.95 

80 

65.05 

4.00 

2.60 

0.0015 

0.0401 

10.88 

80 

69.12 

4.00 

2.76 

0.0015 

0.0007 

7.38 

80 

72.62 

4.00 

2.90 

0.0015 

0.0044 

18.89 

80 

61.11 

4.00 

2.44 

0.0015 

0.0246 

18.89 

80 

61.11 

4.00 

2.44 

0.0015 

0.0004 

13.61 

80 

66.39 

4.00 

2.66 

0.0015 

0.0202 

16.68 

80 

63.32 

4.00 

2.53 

0.0015 

0.1403 

16.68 

80 

63.32 

4.00 

2.53 

0.0015 

0.0000 

13.44 

80 

66.56 

4.00 

2.66 

0.0015 

0.0014 

9.95 

80 

70.05 

4.00 

2.80 

0.0015 

0.0107 

15.99 

80 

64.01 

4.00 

2.56 

0.0015 

0.0896 

21.54 

80 

58.46 

4.00 

2.34 

0.0015 

0.0483 

14.65 

80 

65.35 

4.00 

2.61 

0.0015 

0.0741 

23.53 

80 

56.47 

4.00 

2.26 

0.0015 

0.0144 

23.53 

80 

56.47 

4.00 

2.26 

0.0015 

0.0218 

17.44 

80 

62.56 

4.00 

2.50 

0.0015 

0.0000 

17.44 

80 

62.56 

4.00 

2.50 

0.0015 

0.0039 

18.49 

80 

61.51 

4.00 

2.46 

0.0015 

0.0025 

18.49 

90 

71.51 

5.00 

3.58 

0.0015 

0.0074 

8.90 

80 

71.10 

4.00 

2.84 

0.0015 

0.0000 

8.90 

80 

71.10 

4.00 

2.84 

0.0015 

0.0486 

8.99 

80 

71.01 

4.00 

2.84 

0.0015 

0.0417 

8.99 

80 

71.01 

4.00 

2.84 

0.0015 

0.0046 

16.57 

80 

63.43 

4.00 

2.54 

0.0015 

0.0309 

15.70 

80 

64.30 

4.00 

2.57 

0.0015 

0.0067 

18.90 

80 

61.10 

4.00 

2.44 

0.0015 

0.0134 

15.27 

80 

64.73 

4.00 

2.59 

0.0015 

0.0263 

15.40 

80 

64.60 

4.00 

2.58 

0.0015 

0.0050 

18.52 

80 

61.48 

4.00 

2.46 

0.0015 

0.0763 

18.52 

90 

71.48 

5.00 

3.57 

0.0015 

0.0020 

14.93 

80 

65.07 

4.00 

2.60 

0.0015 

0.0181 















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Bakhtawarpura 


Balapura 


Balwanta 


Bandanwara 


Banewara 


Banti 


Bara Patthar 


Bargaon (Surkhand) 


Barla @ Kala Talab 


Beeliya 



Bewanja 


Bhagnanpura 


Bhagwanpura 


Bhairoo Khera 


Bhatiyani 


Bhatolao 


Bhawani Khera 


Bheempura 


Bhinay 


Bidkachiyawas 


Bilawatya Khera 


Birla 


Bithoor 


Boobkiya 


Bubaniya 


Budhpura 


Chainpura 


Chak Beeliya 


Chakwa 


Chakwi 


Chandali 


Chandma 


Chapaneri 


Chat 


Chat Sardarpura 


Chawadiya 


Chawandiya 


Chhachhundra 


Chhapri 


Census Code 


0821000602556200 


0821000702562700 


0821000202507400 


0821000702557400 


0821000602554800 


0821000802570800 


0821000602552300 


0821000702562800 


0821000702562400 


0821000702563700 


0821000802576400 


0821000202506900 


0821000602552400 


0821000602556400 


0821000802575400 


0821000602556600 


0821000702564300 


0821000602553300 


0821000802573500 


0821000602554100 


0821000602554400 


0821000702560100 


0821000302513700 


0821000802574100 


0821000802571800 


0821000602555200 


0821000702560900 


0821000602555500 


0821000602554900 


0821000602555300 


0821000802576200 


0821000802575600 


0821000802575500 


0821000802576000 


0821000802570100 


0821000702563900 


0821000602553400 


0821000602554200 


0821000502544400 


0821000702561500 


0821000702558000 


0821000802575100 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 



25.26 Fresh 


13.92 Fresh 


2.24 Fresh 


0.36 Fresh 


18.94 Fresh 


13.62 Fresh 


3.74 Fresh 


7.71 Fresh 


20.75 Fresh 




Daulatpura 


0821000702558100 


2.32 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

17.41 

80 

62.59 

4.00 

2.50 

0.0015 

0.0022 

14.54 

80 

65.46 

4.00 

2.62 

0.0015 

0.0157 

13.25 

80 

66.75 

4.00 

2.67 

0.0015 

0.0049 

13.25 

90 

76.75 

5.00 

3.84 

0.0015 

0.0498 

14.96 

80 

65.04 

4.00 

2.60 

0.0015 

0.0986 

18.89 

80 

61.11 

4.00 

2.44 

0.0015 

0.0114 

18.89 

90 

71.11 

5.00 

3.56 

0.0015 

0.0576 

17.86 

80 

62.14 

4.00 

2.49 

0.0015 

0.0084 

13.42 

80 

66.58 

4.00 

2.66 

0.0015 

0.0014 

15.85 

80 

64.15 

4.00 

2.57 

0.0015 

0.0729 

9.46 

80 

70.54 

4.00 

2.82 

0.0015 

0.0577 

12.44 

80 

67.56 

4.00 

2.70 

0.0015 

0.0149 

10.26 

80 

69.74 

4.00 

2.79 

0.0015 

0.0113 

25.19 

80 

54.81 

4.00 

2.19 

0.0015 

0.0100 

25.19 

90 

64.81 

5.00 

3.24 

0.0015 

0.0011 

15.62 

80 

64.38 

4.00 

2.58 

0.0015 

0.0085 

15.62 

80 

64.38 

4.00 

2.58 

0.0015 

0.0061 

16.03 

80 

63.97 

4.00 

2.56 

0.0015 

0.0118 

16.01 

80 

63.99 

4.00 

2.56 

0.0015 

0.0041 

11.18 

80 

68.82 

4.00 

2.75 

0.0015 

0.0398 

11.18 

80 

68.82 

4.00 

2.75 

0.0015 

0.0171 

18.40 

80 

61.60 

4.00 

2.46 

0.0015 

0.0070 

12.86 

80 

67.14 

4.00 

2.69 

0.0015 

0.0017 

17.14 

80 

62.86 

4.00 

2.51 

0.0015 

0.0892 

8.93 

80 

71.07 

4.00 

2.84 

0.0015 

0.0192 

15.27 

90 

74.73 

5.00 

3.74 

0.0015 

0.0386 

24.91 

90 

65.09 

5.00 

3.25 

0.0015 

0.0032 

15.14 

80 

64.86 

4.00 

2.59 

0.0015 

0.1082 

24.87 

90 

65.13 

5.00 

3.26 

0.0015 

0.0066 

9.32 

80 

70.68 

4.00 

2.83 

0.0015 

0.0150 

9.77 

80 

70.23 

4.00 

2.81 

0.0015 

0.0058 

18.79 

90 

71.21 

5.00 

3.56 

0.0015 

0.0326 

11.59 

80 

68.41 

4.00 

2.74 

0.0015 

0.0349 

16.32 

80 

63.68 

4.00 

2.55 

0.0015 

0.0302 

16.32 

90 

73.68 

5.00 

3.68 

0.0015 

0.0333 

18.58 

80 

61.42 

4.00 

2.46 

0.0015 

0.0256 

17.75 

90 

72.25 

5.00 

3.61 

0.0015 

0.0428 

9.30 

80 

70.70 

4.00 

2.83 

0.0015 

0.0002 

12.50 

80 

67.50 

4.00 

2.70 

0.0015 

0.0379 

14.04 

80 

65.96 

4.00 

2.64 

0.0015 

0.0133 

9.65 

80 

70.35 

4.00 

2.81 

0.0015 

0.0461 

9.65 

80 

70.35 

4.00 

2.81 

0.0015 

0.0007 

13.81 

80 

66.19 

4.00 

2.65 

0.0015 

0.0357 

15.22 

80 

64.78 

4.00 

2.59 

0.0015 

0.0104 

16.77 

80 

63.23 

4.00 

2.53 

0.0015 

0.0403 

16.90 

90 

73.10 

5.00 

3.65 

0.0015 

0.0453 

17.35 

80 

62.65 

4.00 

2.51 

0.0015 

0.0281 

17.35 

80 

62.65 

4.00 

2.51 

0.0015 

0.0276 

14.76 

80 

65.24 

4.00 

2.61 

0.0015 

0.0326 

14.20 

80 

65.80 

4.00 

2.63 

0.0015 

0.0189 

9.88 

80 

70.12 

4.00 

2.80 

0.0015 

0.0000 

9.88 

80 

70.12 

4.00 

2.80 

0.0015 

0.0155 

20.53 

80 

59.47 

4.00 

2.38 

0.0015 

0.0372 

20.53 

90 

69.47 

5.00 

3.47 

0.0015 

0.0084 

14.80 

80 

65.20 

4.00 

2.61 

0.0015 

0.0091 














































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

8.65 

80 

71.35 

4.00 

2.85 

0.0015 

0.0041 

17.31 

80 

62.69 

4.00 

2.51 

0.0015 

0.0096 

17.31 

80 

62.69 

4.00 

2.51 

0.0015 

0.0006 

19.40 

80 

60.60 

4.00 

2.42 

0.0015 

0.0144 

12.76 

80 

67.24 

4.00 

2.69 

0.0015 

0.0785 

14.35 

80 

65.65 

4.00 

2.63 

0.0015 

0.0008 

14.21 

80 

65.79 

4.00 

2.63 

0.0015 

0.0394 

12.54 

80 

67.46 

4.00 

2.70 

0.0015 

0.0342 

18.63 

80 

61.37 

4.00 

2.45 

0.0015 

0.0242 

11.47 

80 

68.53 

4.00 

2.74 

0.0015 

0.0135 

11.47 

90 

78.53 

5.00 

3.93 

0.0015 

0.0092 

15.72 

80 

64.28 

4.00 

2.57 

0.0015 

0.0138 

10.72 

60 

49.28 

10.00 

4.93 

0.0015 

0.0000 

10.72 

60 

49.28 

10.00 

4.93 

0.0015 

0.0186 

16.27 

80 

63.73 

4.00 

2.55 

0.0015 

0.0157 

16.27 

90 

73.73 

5.00 

3.69 

0.0015 

0.0000 

16.59 

80 

63.41 

4.00 

2.54 

0.0015 

0.0064 

9.69 

80 

70.31 

4.00 

2.81 

0.0015 

0.0196 

9.69 

80 

70.31 

4.00 

2.81 

0.0015 

0.0079 

14.79 

80 

65.21 

4.00 

2.61 

0.0015 

0.0027 

15.86 

80 

64.14 

4.00 

2.57 

0.0015 

0.0075 

15.40 

80 

64.60 

4.00 

2.58 

0.0015 

0.0189 

15.40 

80 

64.60 

4.00 

2.58 

0.0015 

0.0177 

14.41 

80 

65.59 

4.00 

2.62 

0.0015 

0.0025 

12.38 

80 

67.62 

4.00 

2.70 

0.0015 

0.0281 

15.20 

80 

64.80 

4.00 

2.59 

0.0015 

0.0148 

14.95 

80 

65.05 

4.00 

2.60 

0.0015 

0.0043 

15.76 

80 

64.24 

4.00 

2.57 

0.0015 

0.0259 

18.50 

80 

61.50 

4.00 

2.46 

0.0015 

0.0611 

12.16 

80 

67.84 

4.00 

2.71 

0.0015 

0.0361 

15.09 

80 

64.91 

4.00 

2.60 

0.0015 

0.0069 

10.18 

80 

69.82 

4.00 

2.79 

0.0015 

0.0247 

10.18 

80 

69.82 

4.00 

2.79 

0.0015 

0.0047 

12.18 

80 

67.82 

4.00 

2.71 

0.0015 

0.0398 

9.50 

90 

80.50 

5.00 

4.02 

0.0015 

0.0001 

10.57 

80 

69.43 

4.00 

2.78 

0.0015 

0.0015 

10.57 

80 

69.43 

4.00 

2.78 

0.0015 

0.0438 

14.76 

80 

65.24 

4.00 

2.61 

0.0015 

0.0072 

10.18 

80 

69.82 

4.00 

2.79 

0.0015 

0.0650 

10.18 

80 

69.82 

4.00 

2.79 

0.0015 

0.0081 

10.26 

80 

69.74 

4.00 

2.79 

0.0015 

0.0509 

10.26 

80 

69.74 

4.00 

2.79 

0.0015 

0.0012 

12.98 

80 

67.02 

4.00 

2.68 

0.0015 

0.0544 

11.93 

80 

68.07 

4.00 

2.72 

0.0015 

0.0077 

8.49 

80 

71.51 

4.00 

2.86 

0.0015 

0.0328 

9.92 

60 

50.08 

10.00 

5.01 

0.0015 

0.0006 

9.92 

60 

50.08 

10.00 

5.01 

0.0015 

0.0093 

10.74 

80 

69.26 

4.00 

2.77 

0.0015 

0.0100 

18.15 

80 

61.85 

4.00 

2.47 

0.0015 

0.0022 

18.15 

80 

61.85 

4.00 

2.47 

0.0015 

0.0039 

16.18 

80 

63.82 

4.00 

2.55 

0.0015 

0.0042 

16.18 

80 

63.82 

4.00 

2.55 

0.0015 

0.0489 

12.95 

80 

67.05 

4.00 

2.68 

0.0015 

0.0192 

16.79 

80 

63.21 

4.00 

2.53 

0.0015 

0.0165 

16.79 

90 

73.21 

5.00 

3.66 

0.0015 

0.0054 
































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Census Code 



Jhabarkiya 


Jhanbarkiya 


Jharwasa 


Jheepiya 


Jorawarpura 


Jotayan 


Kabrichat 


Kachariya 


Kaklana 


Kalaheri 


Kalawat 


Kalyanpura 


Kanai Kalan 


Kanai Khurd 


Kanpura 


Karati 


Kebaniya 


Keetap 


Kekri (M) 


Keriya 


Keriya Khurd 


Kesharpura 


Khandra 


Khapri 


Khayra 


Kheeriya 


Kheri 


Kirap 


Kumhariya 


Kushalpura 


Lachchipura 


Lallai 


Lamba 


Laxmipura 


Leeri 


Loharwara 


Madanpura 


Manpura 


0821000502544200 


0821000702565700 


0821000602556100 


0821000702561800 


0821000602555700 


0821000702558900 


0821000702559900 


0821000802570200 


0821000602556300 


0821000702563300 


0821000202508600 


0821000502543700 


0821000802571100 


0821000802566100 


0821000702563000 


0821000702563100 


0821000502545300 


0821000702558300 


0821000802566000 


0821000702557800 


0821000942109000 


0821000502544300 


0821000702562600 


0821000802566600 


0821000802570400 


0821000602554000 


0821000702562000 


0821000802571000 


0821000702558500 


0821000502536500 


0821000702557700 


0821000502543400 


0821000202508700 


0821000802574600 


0821000502545600 


0821000702563400 


0821000302514300 


0821000602552900 


0821000802574500 


0821000802573800 



Zone (Fresh 
/ Saline) 



Mayla 


Miyan 


Mohanpura 


0821000502543900 



0821000502544100 


10.22 Fresh 


7.63 Fresh 


Saline 


4.56 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

15.46 

80 

64.54 

4.00 

2.58 

0.0015 

0.0117 

15.46 

80 

64.54 

4.00 

2.58 

0.0015 

0.0117 

17.48 

80 

62.52 

4.00 

2.50 

0.0015 

0.0023 

12.56 

80 

67.44 

4.00 

2.70 

0.0015 

0.0002 

18.00 

80 

62.00 

4.00 

2.48 

0.0015 

0.0026 

13.43 

80 

66.57 

4.00 

2.66 

0.0015 

0.0044 

20.75 

80 

59.25 

4.00 

2.37 

0.0015 

0.0681 

17.00 

80 

63.00 

4.00 

2.52 

0.0015 

0.0386 

14.79 

80 

65.21 

4.00 

2.61 

0.0015 

0.0042 

13.82 

80 

66.18 

4.00 

2.65 

0.0015 

0.0586 

13.82 

80 

66.18 

4.00 

2.65 

0.0015 

0.0136 

17.11 

80 

62.89 

4.00 

2.52 

0.0015 

0.0188 

11.30 

80 

68.70 

4.00 

2.75 

0.0015 

0.0007 

14.20 

90 

75.80 

5.00 

3.79 

0.0015 

0.0162 

12.19 

80 

67.81 

4.00 

2.71 

0.0015 

0.0204 

12.90 

80 

67.10 

4.00 

2.68 

0.0015 

0.0099 

12.29 

80 

67.71 

4.00 

2.71 

0.0015 

0.0466 

11.19 

80 

68.81 

4.00 

2.75 

0.0015 

0.0586 

10.97 

80 

69.03 

4.00 

2.76 

0.0015 

0.0353 

15.96 

80 

64.04 

4.00 

2.56 

0.0015 

0.0030 

15.96 

80 

64.04 

4.00 

2.56 

0.0015 

0.0005 

15.23 

80 

64.77 

4.00 

2.59 

0.0015 

0.0397 

11.16 

80 

68.84 

4.00 

2.75 

0.0015 

0.0418 

9.27 

80 

70.73 

4.00 

2.83 

0.0015 

0.0687 

10.39 

60 

49.61 

10.00 

4.96 

0.0015 

0.0743 

18.97 

80 

61.03 

4.00 

2.44 

0.0015 

0.0299 

18.97 

80 

61.03 

4.00 

2.44 

0.0015 

0.0002 

13.72 

80 

66.28 

4.00 

2.65 

0.0015 

0.0499 

10.90 

80 

69.10 

4.00 

2.76 

0.0015 

0.0012 

10.90 

80 

69.10 

4.00 

2.76 

0.0015 

0.0138 

13.67 

80 

66.33 

4.00 

2.65 

0.0015 

0.0272 

14.09 

90 

75.91 

5.00 

3.80 

0.0015 

0.0130 

10.57 

80 

69.43 

4.00 

2.78 

0.0015 

0.0295 

13.24 

80 

66.76 

4.00 

2.67 

0.0015 

0.0524 

16.30 

80 

63.70 

4.00 

2.55 

0.0015 

0.0160 

19.09 

80 

60.91 

4.00 

2.44 

0.0015 

0.0252 

19.09 

90 

70.91 

5.00 

3.55 

0.0015 

0.0169 

12.20 

80 

67.80 

4.00 

2.71 

0.0015 

0.0914 

15.80 

80 

64.20 

4.00 

2.57 

0.0015 

0.0001 

13.50 

90 

76.50 

5.00 

3.83 

0.0015 

0.0169 

10.17 

80 

69.83 

4.00 

2.79 

0.0015 

0.0286 

14.20 

80 

65.80 

4.00 

2.63 

0.0015 

0.0000 

9.68 

80 

70.32 

4.00 

2.81 

0.0015 

0.0068 

18.57 

90 

71.43 

5.00 

3.57 

0.0015 

0.0308 

15.13 

80 

64.87 

4.00 

2.59 

0.0015 

0.0818 

10.08 

80 

69.92 

4.00 

2.80 

0.0015 

0.0041 

11.16 

80 

68.84 

4.00 

2.75 

0.0015 

0.0162 

11.16 

80 

68.84 

4.00 

2.75 

0.0015 

0.0008 

16.00 

80 

64.00 

4.00 

2.56 

0.0015 

0.0042 

16.00 

90 

74.00 

5.00 

3.70 

0.0015 

0.0000 

12.40 

80 

67.60 

4.00 

2.70 

0.0015 

0.0214 

12.40 

90 

77.60 

5.00 

3.88 

0.0015 

0.0288 

10.39 

80 

69.61 

4.00 

2.78 

0.0015 

0.0277 

10.39 

80 

69.61 

4.00 

2.78 

0.0015 

0.0042 

17.70 

80 

62.30 

4.00 

2.49 

0.0015 

0.0171 

















































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

10.05 

80 

69.95 

4.00 

2.80 

0.0015 

0.0072 

15.78 

80 

64.22 

4.00 

2.57 

0.0015 

0.0206 

15.07 

80 

64.93 

4.00 

2.60 

0.0015 

0.0169 

13.76 

80 

66.24 

4.00 

2.65 

0.0015 

0.0142 

13.76 

80 

66.24 

4.00 

2.65 

0.0015 

0.0009 

12.74 

80 

67.27 

4.00 

2.69 

0.0015 

0.0798 

18.88 

80 

61.12 

4.00 

2.44 

0.0015 

0.0073 

15.31 

60 

44.69 

10.00 

4.47 

0.0015 

0.0155 

13.57 

80 

66.43 

4.00 

2.66 

0.0015 

0.0020 

13.57 

90 

76.43 

5.00 

3.82 

0.0015 

0.0719 

12.67 

80 

67.33 

4.00 

2.69 

0.0015 

0.0153 

12.67 

90 

77.33 

5.00 

3.87 

0.0015 

0.0993 

17.47 

80 

62.53 

4.00 

2.50 

0.0015 

0.0394 

17.47 

90 

72.53 

5.00 

3.63 

0.0015 

0.0336 

21.47 

90 

68.53 

5.00 

3.43 

0.0015 

0.0199 

12.46 

80 

67.54 

4.00 

2.70 

0.0015 

0.0000 

10.52 

80 

69.48 

4.00 

2.78 

0.0015 

0.0436 

20.43 

80 

59.57 

4.00 

2.38 

0.0015 

0.0220 

17.85 

80 

62.15 

4.00 

2.49 

0.0015 

0.0353 

20.62 

90 

69.38 

5.00 

3.47 

0.0015 

0.0167 

12.91 

80 

67.09 

4.00 

2.68 

0.0015 

0.0043 

17.98 

80 

62.02 

4.00 

2.48 

0.0015 

0.0243 

14.05 

80 

65.95 

4.00 

2.64 

0.0015 

0.0182 

10.01 

80 

69.99 

4.00 

2.80 

0.0015 

0.0399 

11.77 

80 

68.23 

4.00 

2.73 

0.0015 

0.0566 

11.77 

80 

68.23 

4.00 

2.73 

0.0015 

0.0004 

9.02 

80 

70.98 

4.00 

2.84 

0.0015 

0.0024 

15.13 

80 

64.87 

4.00 

2.59 

0.0015 

0.0073 

14.61 

80 

65.39 

4.00 

2.62 

0.0015 

0.0078 

9.14 

80 

70.86 

4.00 

2.83 

0.0015 

0.0010 

9.14 

80 

70.86 

4.00 

2.83 

0.0015 

0.0076 

12.41 

80 

67.59 

4.00 

2.70 

0.0015 

0.0494 

15.97 

80 

64.03 

4.00 

2.56 

0.0015 

0.0248 

10.95 

80 

69.05 

4.00 

2.76 

0.0015 

0.0085 

22.62 

90 

67.38 

5.00 

3.37 

0.0015 

0.0375 

12.19 

90 

77.81 

5.00 

3.89 

0.0015 

0.0869 

9.71 

80 

70.29 

4.00 

2.81 

0.0015 

0.0138 

19.24 

80 

60.76 

4.00 

2.43 

0.0015 

0.0062 

13.12 

80 

66.88 

4.00 

2.68 

0.0015 

0.0285 

18.14 

80 

61.86 

4.00 

2.47 

0.0015 

0.0085 

12.27 

80 

67.73 

4.00 

2.71 

0.0015 

0.0025 

21.03 

80 

58.97 

4.00 

2.36 

0.0015 

0.0196 

12.25 

80 

67.75 

4.00 

2.71 

0.0015 

0.0094 

12.78 

80 

67.22 

4.00 

2.69 

0.0015 

0.0055 

14.87 

80 

65.13 

4.00 

2.61 

0.0015 

0.0045 

14.96 

80 

65.04 

4.00 

2.60 

0.0015 

0.0202 

14.96 

80 

65.04 

4.00 

2.60 

0.0015 

0.0302 

14.90 

80 

65.10 

4.00 

2.60 

0.0015 

0.0241 

17.98 

80 

62.02 

4.00 

2.48 

0.0015 

0.0157 

14.86 

80 

65.14 

4.00 

2.61 

0.0015 

0.0043 

17.03 

80 

62.97 

4.00 

2.52 

0.0015 

0.0059 

9.17 

80 

70.83 

4.00 

2.83 

0.0015 

0.0058 

9.17 

80 

70.83 

4.00 

2.83 

0.0015 

0.0142 

17.46 

80 

62.54 

4.00 

2.50 

0.0015 

0.0089 

14.30 

80 

65.70 

4.00 

2.63 

0.0015 

0.0271 
















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



07003039 



Sargaon 


Sarsari 


Sarsoonda 


Sarwar (M) 


Sarwar (Rura 


Satawariya 


Satolao 


Sawaipura 


Sedariya 


Shergarh 


Shokaliya 


Shokli 


Shyampura 


Singawal 


Sobri 


Sohanpura 


Sol Kalan 


Solkhurd 


Sompura 


Soonpa 


Soorajpura 


Syar 


Tajpura 


Telara 


Udaigarh Khera 


Udaipur Khera 


Alexanderpura 


Ambapura 


Baghera 


Bagri 


Balapura 


Bas Bhageerath 


Bas Chatra 


Beejwar 


Beesalpur 


Bhanwar Thala 


Bhanwata 


Census Code 


0821000502545000 


0821000802574200 


0821000702559700 


0821000902580000 


0821000802572900 


0821000842108000 


0821000802575300 


0821000802570300 


0821000702558700 


0821000702557900 


0821000802569500 


0821000802566900 


0821000802566800 


0821000502543500 


0821000702559500 


0821000702561100 


0821000802573600 


0821000702562200 


0821000702562100 


0821000802573300 


0821000802576600 


0821000702557500 


0821000802574900 


0821000802572600 


0821000802575000 


0821000702561200 


0821000702560200 


0821000702564200 


0822000602658400 


0821000902577300 


0821000902578800 


0822000502653300 


0821000802571600 


0822000502652600 


0822000502652700 


0822000602660400 


0822000602659500 


0822000602659600 


0822000502649300 





Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Saline 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Saline 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Saline 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Saline 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Saline 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Saline 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 


Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Saline 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Saline 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C.) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Saline 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Saline 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Saline 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Command 

Gneisses(B.G.C) 


Non-command 

Gneisses(B.G.C) 


Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Gneisses(B.G.C) 


Non-command 

Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

15.42 

80 

64.58 

4.00 

2.58 

0.0015 

0.0090 

11.70 

80 

68.30 

4.00 

2.73 

0.0015 

0.0700 

11.70 

80 

68.30 

4.00 

2.73 

0.0015 

0.0028 

14.26 

80 

65.74 

4.00 

2.63 

0.0015 

0.0483 

14.26 

80 

65.74 

4.00 

2.63 

0.0015 

0.0313 

15.10 

80 

64.90 

4.00 

2.60 

0.0015 

0.0249 

8.78 

60 

51.22 

10.00 

5.12 

0.0015 

0.0132 

9.95 

80 

70.05 

4.00 

2.80 

0.0015 

0.0083 

8.94 

80 

71.06 

4.00 

2.84 

0.0015 

0.0524 

8.94 

80 

71.06 

4.00 

2.84 

0.0015 

0.0357 

10.05 

80 

69.95 

4.00 

2.80 

0.0015 

0.0103 

10.05 

80 

69.95 

4.00 

2.80 

0.0015 

0.0089 

16.03 

80 

63.97 

4.00 

2.56 

0.0015 

0.0419 

16.03 

80 

63.97 

4.00 

2.56 

0.0015 

0.0190 

12.57 

80 

67.43 

4.00 

2.70 

0.0015 

0.0525 

15.09 

80 

64.91 

4.00 

2.60 

0.0015 

0.0157 

12.45 

80 

67.56 

4.00 

2.70 

0.0015 

0.0260 

15.88 

80 

64.12 

4.00 

2.56 

0.0015 

0.0031 

11.77 

80 

68.23 

4.00 

2.73 

0.0015 

0.0684 

13.78 

80 

66.22 

4.00 

2.65 

0.0015 

0.0200 

19.45 

80 

60.55 

4.00 

2.42 

0.0015 

0.0098 

19.45 

90 

70.55 

5.00 

3.53 

0.0015 

0.0013 

16.06 

80 

63.94 

4.00 

2.56 

0.0015 

0.0001 

12.52 

80 

67.48 

4.00 

2.70 

0.0015 

0.0439 

10.88 

80 

69.12 

4.00 

2.76 

0.0015 

0.0011 

10.88 

80 

69.12 

4.00 

2.76 

0.0015 

0.0117 

8.87 

80 

71.13 

4.00 

2.85 

0.0015 

0.0174 

9.30 

80 

70.70 

4.00 

2.83 

0.0015 

0.0296 

7.38 

80 

72.62 

4.00 

2.90 

0.0015 

0.0074 

7.38 

80 

72.62 

4.00 

2.90 

0.0015 

0.0024 

11.11 

80 

68.89 

4.00 

2.76 

0.0015 

0.0003 

13.29 

80 

66.71 

4.00 

2.67 

0.0015 

0.0384 

9.03 

80 

70.97 

4.00 

2.84 

0.0015 

0.0061 

9.95 

80 

70.05 

4.00 

2.80 

0.0015 

0.0651 

9.65 

80 

70.35 

4.00 

2.81 

0.0015 

0.0066 

9.65 

80 

70.35 

4.00 

2.81 

0.0015 

0.0219 

16.14 

80 

63.86 

4.00 

2.55 

0.0015 

0.0265 

16.14 

80 

63.86 

4.00 

2.55 

0.0015 

0.0653 

13.89 

80 

66.11 

4.00 

2.64 

0.0015 

0.0213 

15.13 

80 

64.87 

4.00 

2.59 

0.0015 

0.0147 

14.14 

80 

65.86 

4.00 

2.63 

0.0015 

0.0008 

12.99 

90 

77.01 

5.00 

3.85 

0.0015 

0.0063 

10.28 

60 

49.72 

10.00 

4.97 

0.0015 

0.0439 

10.47 

60 

49.54 

10.00 

4.95 

0.0015 

0.0507 

10.47 

60 

49.54 

10.00 

4.95 

0.0015 

0.1942 

10.47 

90 

79.54 

5.00 

3.98 

0.0015 

0.0362 

17.11 

90 

72.89 

5.00 

3.64 

0.0015 

0.0054 

10.33 

80 

69.67 

4.00 

2.79 

0.0015 

0.0001 

10.31 

90 

79.69 

5.00 

3.98 

0.0015 

0.0185 

10.84 

90 

79.16 

5.00 

3.96 

0.0015 

0.0217 

10.34 

90 

79.66 

4.00 

3.19 

0.0015 

0.0000 

11.57 

90 

78.43 

5.00 

3.92 

0.0015 

0.0171 

12.83 

90 

77.17 

5.00 

3.86 

0.0015 

0.0137 

17.18 

90 

72.82 

4.00 

2.91 

0.0015 

0.0255 

17.18 

90 

72.82 

5.00 

3.64 

0.0015 

0.0221 








































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

17.18 

90 

72.82 

4.00 

2.91 

0.0015 

0.0048 

12.10 

90 

77.90 

5.00 

3.89 

0.0015 

0.1674 

10.17 

90 

79.83 

5.00 

3.99 

0.0015 

0.0565 

9.32 

80 

70.68 

4.00 

2.83 

0.0015 

0.0046 

9.77 

80 

70.23 

4.00 

2.81 

0.0015 

0.0492 

13.56 

80 

66.44 

4.00 

2.66 

0.0015 

0.0305 

11.37 

90 

78.63 

5.00 

3.93 

0.0015 

0.0024 

13.13 

60 

46.87 

10.00 

4.69 

0.0015 

0.0152 

13.13 

60 

46.87 

10.00 

4.69 

0.0015 

0.0051 

11.37 

80 

68.63 

4.00 

2.75 

0.0015 

0.0358 

13.72 

60 

46.28 

10.00 

4.63 

0.0015 

0.0003 

13.72 

60 

46.28 

10.00 

4.63 

0.0015 

0.0376 

13.43 

90 

76.57 

4.00 

3.06 

0.0015 

0.0075 

13.43 

90 

76.57 

5.00 

3.83 

0.0015 

0.0551 

11.49 

80 

68.51 

4.00 

2.74 

0.0015 

0.0034 

17.04 

90 

72.96 

4.00 

2.92 

0.0015 

0.0707 

17.04 

90 

72.96 

4.00 

2.92 

0.0015 

0.0001 

15.60 

60 

44.40 

10.00 

4.44 

0.0015 

0.0000 

15.60 

60 

44.40 

10.00 

4.44 

0.0015 

0.0152 

15.96 

90 

74.04 

4.00 

2.96 

0.0015 

0.0107 

15.96 

90 

74.04 

4.00 

2.96 

0.0015 

0.0039 

13.69 

60 

46.31 

10.00 

4.63 

0.0015 

0.0001 

13.69 

60 

46.31 

10.00 

4.63 

0.0015 

0.1961 

13.00 

60 

47.00 

10.00 

4.70 

0.0015 

0.0441 

13.00 

60 

47.00 

10.00 

4.70 

0.0015 

0.0243 

13.68 

80 

66.32 

4.00 

2.65 

0.0015 

0.0083 

11.43 

80 

68.57 

4.00 

2.74 

0.0015 

0.0018 

14.70 

60 

45.30 

10.00 

4.53 

0.0015 

0.0001 

14.70 

60 

45.30 

10.00 

4.53 

0.0015 

0.0315 

12.47 

80 

67.53 

4.00 

2.70 

0.0015 

0.0185 

10.72 

60 

49.28 

10.00 

4.93 

0.0015 

0.0000 

10.72 

60 

49.28 

10.00 

4.93 

0.0015 

0.0407 

14.12 

60 

45.88 

10.00 

4.59 

0.0015 

0.0415 

15.01 

90 

74.99 

5.00 

3.75 

0.0015 

0.0059 

11.60 

80 

68.40 

4.00 

2.74 

0.0015 

0.0274 

11.24 

80 

68.76 

4.00 

2.75 

0.0015 

0.0477 

10.18 

80 

69.82 

4.00 

2.79 

0.0015 

0.0047 

10.96 

90 

79.04 

4.00 

3.16 

0.0015 

0.0190 

10.96 

90 

79.04 

5.00 

3.95 

0.0015 

0.0651 

9.92 

60 

50.08 

10.00 

5.01 

0.0015 

0.0323 

9.92 

60 

50.08 

10.00 

5.01 

0.0015 

0.0129 

11.03 

90 

78.97 

4.00 

3.16 

0.0015 

0.0053 

11.31 

60 

48.69 

10.00 

4.87 

0.0015 

0.0314 

11.31 

60 

48.69 

10.00 

4.87 

0.0015 

0.1734 

11.31 

60 

48.69 

10.00 

4.87 

0.0015 

0.0223 

12.70 

60 

47.30 

10.00 

4.73 

0.0015 

0.0318 

12.70 

60 

47.30 

10.00 

4.73 

0.0015 

0.0262 

8.00 

80 

72.00 

4.00 

2.88 

0.0015 

0.0153 

12.74 

60 

47.26 

10.00 

4.73 

0.0015 

0.0030 

12.74 

60 

47.26 

10.00 

4.73 

0.0015 

0.0185 

12.74 

60 

47.26 

10.00 

4.73 

0.0015 

0.1127 

9.28 

80 

70.72 

4.00 

2.83 

0.0015 

0.0341 

10.39 

60 

49.61 

10.00 

4.96 

0.0015 

0.0590 

14.19 

90 

75.81 

5.00 

3.79 

0.0015 

0.0269 

17.78 

90 

72.22 

5.00 

3.61 

0.0015 

0.0171 


















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Khedoolya Khurd 


Khejron Ka Bas 


Kumhariya 


Lachchhipura 


Lachhmipura 


Ladpura 


Lamba Khurd 


Lasadiya 


Mandha 


Mankhand 


Manoharpura 


Manpura 


Meoda Kalan 


Moondiya Kalan 


Naiki 


Nareda 


Nasirda 


Naya Gaon 


Nayabas 


Nayawas 


Neemera 


Peeproli 


Raghunathpura 


Ramgarh 


Rampura 


Ramsinghpura 


Ratanpura 


Sadapur 


Salari 


Sankarwara 


Sanodiya 


Sarsoonda 


Sawariya 


Shambhoopura 


Census Code 


0822000502649700 


0822000502647100 



0822000502646700 


0822000502646900 


0821000802572500 


0821000802571900 


0822000502649800 


0822000502653200 


0822000502646800 


0821000902578000 


0821000902579700 


0821000902579100 


0821000802568700 


0822000602658300 


0821000902579300 


0822000502648300 


0821000902577700 


0822000502648400 


0822000602659100 


0821000902578900 


0822000502652300 


0822000602658900 


0822000502648200 


0821000802574000 


0822000602658600 


0821000802568900 


0822000502657800 


0822000502648700 


0822000602659000 


0821000802569000 


0821000902579000 


0822000602659300 


0822000102597500 


0821000802572900 


0822000502646500 


0821000902578500 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Gneisses(B.G.C) 

Saline 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 


9.83 Fresh 


23.21 Fresh 


Saline 


3.41 Fresh 


1.38 Fresh 


4.91 Fresh 


1.53 Fresh 


3.99 Fresh 


6.76 Fresh 




4.83 Fresh 


2.32 Fresh 


2.63 Fresh 


10.18 Fresh 


5.97 Fresh 


3.64 Fresh 


10.13 Fresh 


11.68 Fresh 



8.12 Fresh 


5.68 Fresh 


10.83 Fresh 


27.92 Fresh 


3.12 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

16.99 

90 

73.01 

5.00 

3.65 

0.0015 

0.0350 

16.42 

90 

73.59 

4.00 

2.94 

0.0015 

0.0008 

16.42 

90 

73.59 

4.00 

2.94 

0.0015 

0.0000 

11.56 

90 

78.44 

4.00 

3.14 

0.0015 

0.0000 

12.75 

90 

77.25 

4.00 

3.09 

0.0015 

0.0285 

12.75 

90 

77.25 

5.00 

3.86 

0.0015 

0.0014 

12.78 

90 

77.22 

4.00 

3.09 

0.0015 

0.0455 

13.45 

90 

76.55 

4.00 

3.06 

0.0015 

0.1065 

13.45 

90 

76.55 

4.00 

3.06 

0.0015 

0.0001 

8.69 

80 

71.31 

4.00 

2.85 

0.0015 

0.0146 

11.43 

80 

68.57 

4.00 

2.74 

0.0015 

0.0057 

17.89 

90 

72.11 

5.00 

3.61 

0.0015 

0.0152 

27.09 

90 

62.91 

5.00 

3.15 

0.0015 

0.0045 

15.72 

90 

74.28 

4.00 

2.97 

0.0015 

0.0178 

13.82 

60 

46.18 

10.00 

4.62 

0.0015 

0.0160 

13.82 

60 

46.18 

10.00 

4.62 

0.0015 

0.0308 

11.40 

60 

48.60 

10.00 

4.86 

0.0015 

0.0022 

11.58 

60 

48.42 

10.00 

4.84 

0.0015 

0.1063 

12.02 

80 

67.98 

4.00 

2.72 

0.0015 

0.0066 

13.96 

90 

76.04 

5.00 

3.80 

0.0015 

0.0000 

14.95 

60 

45.05 

10.00 

4.51 

0.0015 

0.1484 

14.49 

90 

75.51 

4.00 

3.02 

0.0015 

0.0555 

14.49 

90 

75.51 

4.00 

3.02 

0.0015 

0.0052 

15.31 

60 

44.69 

10.00 

4.47 

0.0015 

0.0657 

12.85 

90 

77.15 

4.00 

3.09 

0.0015 

0.0615 

12.85 

90 

77.15 

4.00 

3.09 

0.0015 

0.0000 

16.53 

90 

73.47 

5.00 

3.67 

0.0015 

0.0754 

8.80 

60 

51.20 

10.00 

5.12 

0.0015 

0.0693 

15.02 

90 

74.98 

5.00 

3.75 

0.0015 

0.0073 

13.50 

90 

76.50 

5.00 

3.82 

0.0015 

0.0126 

15.74 

90 

74.26 

4.00 

2.97 

0.0015 

0.0254 

15.74 

90 

74.26 

4.00 

2.97 

0.0015 

0.0128 

15.74 

90 

74.26 

5.00 

3.71 

0.0015 

0.0024 

17.67 

90 

72.33 

4.00 

2.89 

0.0015 

0.0013 

17.67 

90 

72.33 

5.00 

3.62 

0.0015 

0.0008 

17.67 

90 

72.33 

4.00 

2.89 

0.0015 

0.0082 

17.67 

90 

72.33 

5.00 

3.62 

0.0015 

0.0132 

17.79 

90 

72.21 

4.00 

2.89 

0.0015 

0.0000 

17.79 

90 

72.21 

5.00 

3.61 

0.0015 

0.0016 

9.02 

80 

70.98 

4.00 

2.84 

0.0015 

0.0181 

14.25 

90 

75.75 

5.00 

3.79 

0.0015 

0.0132 

12.41 

80 

67.59 

4.00 

2.70 

0.0015 

0.0107 

11.19 

90 

78.81 

5.00 

3.94 

0.0015 

0.0002 

13.20 

90 

76.80 

5.00 

3.84 

0.0015 

0.0344 

14.20 

90 

75.80 

5.00 

3.79 

0.0015 

0.0207 

12.90 

80 

67.10 

4.00 

2.68 

0.0015 

0.0340 

10.55 

60 

49.45 

10.00 

4.95 

0.0015 

0.0544 

10.55 

90 

79.45 

5.00 

3.97 

0.0015 

0.0138 

15.74 

90 

74.26 

4.00 

2.97 

0.0015 

0.0121 

15.74 

90 

74.26 

5.00 

3.71 

0.0015 

0.0177 

13.61 

90 

76.39 

5.00 

3.82 

0.0015 

0.0465 

12.54 

90 

77.46 

4.00 

3.10 

0.0015 

0.0218 

9.95 

80 

70.05 

4.00 

2.80 

0.0015 

0.0004 

16.64 

90 

73.36 

4.00 

2.93 

0.0015 

0.0307 

15.21 

60 

44.79 

10.00 

4.48 

0.0015 

0.0000 































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Census Code 




07004040 


Shreemansinghpura 


Shubhdand 


Sitarampura 


Sujanpura 


Sunariya 


Surajpura 


Syar 


Taswariya 


Thali 


Tharola 


Tharoli 


Titariya 


Titriyan 


Todaraisingh (Rural) 


Todaraisingh Urban 


Topa 


Uniyara Khurd 


Abhaipura 


Agarpura 


Ajeetpura 


Anatpura 


Arniya 


Bahadurpura 


Bahakwa 


Bahar 


Bandh Gopalpura 


Bandhawal 


Bapui 


Baradi 


Bareda 


Barh Bishanpura 


Barh Damodarpura 


Barh Jhanpari 


Barh Kheri Mohanpura 


Barodiya @ BhanwarSagar 


Baroni 


Barthal 


Basra Banesingh 


Bassi 


Bhagatrampura 


Bhagwanpura 


Bhairupura 


Bhanwarpura 


0822000602659200 


0822000502649000 


0822000502649400 


0822000602659400 


0821000802572200 


0822000502653000 


0821000802572600 


0821000902579400 


0822000602658700 


0822000502652800 


0822000502652900 


0821000902579600 


0822000602658800 


0822000502653100 


0822000542205000 


0822000502648900 


0822000502646600 


0822000302624600 


0822000302620800 


0822000302629800 


0822000302630000 


0822000302617900 


0822000302632800 


0810000501305900 


0810000401302600 


0810000401298800 


0822000302619800 


0822000302631800 


0822000302624300 


0822000302618000 


0822000302618500 


0822000302618100 


0822000302632300 


0822000402633300 


0822000302624000 


0810000401302100 


0822000302632700 


0822000302618700 


0822000302625300 


0822000302631100 


0822000302632400 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Saline 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Gneisses(B.G.C) 



3.86 Fresh 


Saline 


6.21 Fresh 


5.55 Fresh 


8.29 Fresh 


1.42 Fresh 


3.81 Fresh 


19.91 Fresh 


5.40 Fresh 


8.27 Fresh 


15.45 Fresh 


2.18 Fresh 


6.64 Fresh 


0.77 Fresh 


4.54 Fresh 


1.27 Fresh 


2.33 Fresh 


3.11 Fresh 


15.36 Fresh 


4.67 Fresh 


2.02 Fresh 


13.05 Fresh 


2.85 Fresh 


3.72 Fresh 


5.68 Fresh 


2.42 Fresh 


Sub Basin: ( 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

15.21 

60 

44.79 

10.00 

4.48 

0.0015 

0.0175 

15.96 

90 

74.04 

5.00 

3.70 

0.0015 

0.0054 

16.26 

90 

73.74 

5.00 

3.69 

0.0015 

0.0107 

17.61 

90 

72.39 

5.00 

3.62 

0.0015 

0.0263 

11.52 

90 

78.48 

5.00 

3.92 

0.0015 

0.0144 

7.65 

80 

72.35 

4.00 

2.89 

0.0015 

0.0382 

13.02 

90 

76.98 

5.00 

3.85 

0.0015 

0.0237 

9.95 

80 

70.05 

4.00 

2.80 

0.0015 

0.0077 

12.60 

60 

47.40 

10.00 

4.74 

0.0015 

0.0278 

13.26 

90 

76.74 

5.00 

3.84 

0.0015 

0.0423 

9.74 

90 

80.26 

5.00 

4.01 

0.0015 

0.0092 

9.20 

90 

80.80 

5.00 

4.04 

0.0015 

0.0488 

12.69 

60 

47.31 

10.00 

4.73 

0.0015 

0.0113 

14.97 

90 

75.03 

5.00 

3.75 

0.0015 

0.0420 

20.50 

90 

69.50 

5.00 

3.47 

0.0015 

0.0220 

23.04 

90 

66.96 

5.00 

3.35 

0.0015 

0.0791 

14.02 

90 

75.98 

5.00 

3.80 

0.0015 

0.0157 

15.55 

90 

74.45 

4.00 

2.98 

0.0015 

0.1211 


Non-command 

Phyllite & Schist 

2.85 

12.28 

90 

77.72 

5.00 

3.89 

0.0015 

0.0166 

Non-command 

Phyllite & Schist 

1.01 

12.28 

50 

37.72 

5.00 

1.89 

0.0015 

0.0029 

Non-command 

Older Alluvium 

6.14 

25.86 

60 

34.14 

20.00 

6.83 

0.0150 

0.6285 

Non-command 

Phyllite & Schist 

0.07 

25.86 

90 

64.14 

5.00 

3.21 

0.0015 

0.0003 

Non-command 

Phyllite & Schist 

2.50 

11.29 

90 

78.71 

5.00 

3.94 

0.0015 

0.0147 

Non-command 

Phyllite & Schist 

0.10 

11.29 

50 

38.71 

5.00 

1.94 

0.0015 

0.0003 

Non-command 

Quartzite 

0.07 

11.29 

140 

128.71 

5.00 

6.44 

0.0015 

0.0006 

Non-command 

Older Alluvium 

2.40 

17.30 

60 

42.70 

20.00 

8.54 

0.0150 

0.3079 

Non-command 

Phyllite & Schist 

0.07 

17.30 

90 

72.70 

5.00 

3.64 

0.0015 

0.0004 

Non-command 

Phyllite & Schist 

5.55 

13.60 

90 

76.40 

5.00 

3.82 

0.0015 

0.0318 

Non-command 

Older Alluvium 

4.14 

14.90 

60 

45.10 

20.00 

9.02 

0.0150 

0.5599 

Non-command 

Older Alluvium 

1.42 

17.26 

60 

42.74 

20.00 

8.55 

0.0150 

0.1826 

Non-command 

Older Alluvium 

0.27 

14.47 

60 

45.53 

20.00 

9.11 

0.0150 

0.0363 

Non-command 

Phyllite & Schist 

0.34 

14.47 

90 

75.53 

5.00 

3.78 

0.0015 

0.0019 

Non-command 

Phyllite & Schist 

19.88 

20.15 

90 

69.85 

5.00 

3.49 

0.0015 

0.1041 

Non-command 

Phyllite & Schist 

5.40 

13.19 

100 

86.81 

5.00 

4.34 

0.0015 

0.0352 

Non-command 

Phyllite & Schist 

1.40 

16.57 

80 

63.43 

5.00 

3.17 

0.0015 

0.0067 

Non-command 

Older Alluvium 

12.82 

15.37 

60 

44.63 

20.00 

8.93 

0.0150 

1.7170 

Non-command 

Phyllite & Schist 

1.78 

15.37 

80 

64.63 

5.00 

3.23 

0.0015 

0.0086 

Non-command 

Quartzite 

0.84 

15.37 

90 

74.63 

5.00 

3.73 

0.0015 

0.0047 

Non-command 

Phyllite & Schist 

2.18 

18.11 

90 

71.89 

5.00 

3.59 

0.0015 

0.0118 

Non-command 

Phyllite & Schist 

6.64 

20.04 

90 

69.96 

5.00 

3.50 

0.0015 

0.0348 

Non-command 

Older Alluvium 

0.77 

28.90 

60 

31.10 

20.00 

6.22 

0.0150 

0.0720 

Non-command 

Phyllite & Schist 

0.58 

12.09 

90 

77.91 

5.00 

3.90 

0.0015 

0.0034 

Non-command 

Phyllite & Schist 

1.27 

12.53 

90 

77.47 

5.00 

3.87 

0.0015 

0.0074 

Non-command 

Phyllite & Schist 

2.33 

11.63 

90 

78.37 

5.00 

3.92 

0.0015 

0.0137 

Non-command 

Phyllite & Schist 

3.11 

20.97 

90 

69.03 

5.00 

3.45 

0.0015 

0.0161 

Non-command 

Older Alluvium 

0.38 

9.52 

50 

40.48 

20.00 

8.10 

0.0150 

0.0460 

Non-command 

Phyllite & Schist 

3.49 

9.52 

90 

80.48 

5.00 

4.02 

0.0015 

0.0211 

Non-command 

Older Alluvium 

3.76 

25.86 

60 

34.14 

20.00 

6.83 

0.0150 

0.3851 

Non-command 

Phyllite & Schist 

2.02 

20.66 

80 

59.34 

5.00 

2.97 

0.0015 

0.0090 

Non-command 

Phyllite & Schist 

12.91 

18.52 

90 

71.48 

5.00 

3.57 

0.0015 

0.0692 

Non-command 

Phyllite & Schist 

2.85 

12.68 

90 

77.32 

5.00 

3.87 

0.0015 

0.0165 

Non-command 

Phyllite & Schist 

3.72 

23.50 

90 

66.50 

5.00 

3.33 

0.0015 

0.0185 

Non-command 

Phyllite & Schist 

5.68 

18.47 

90 

71.53 

5.00 

3.58 

0.0015 

0.0305 

Non-command 

Phyllite & Schist 

2.42 

19.66 

90 

70.34 

5.00 

3.52 

0.0015 

0.0128 

































































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Quartzite 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Quartzite 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Quartzite 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Quartzite 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Quartzite 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Quartzite 


Phyllite & Schist 


Quartzite 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Quartzite 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.82 

90 

77.18 

5.00 

3.86 

0.0015 

0.0510 

12.44 

90 

77.56 

5.00 

3.88 

0.0015 

0.0393 

20.10 

60 

39.90 

20.00 

7.98 

0.0150 

0.4783 

20.10 

90 

69.90 

5.00 

3.49 

0.0015 

0.0402 

21.18 

80 

58.82 

5.00 

2.94 

0.0015 

0.0395 

16.36 

90 

73.64 

5.00 

3.68 

0.0015 

0.0099 

16.36 

50 

33.64 

5.00 

1.68 

0.0015 

0.0007 

16.36 

140 

123.64 

5.00 

6.18 

0.0015 

0.0419 

17.34 

90 

72.66 

5.00 

3.63 

0.0015 

0.0156 

28.83 

60 

31.17 

20.00 

6.23 

0.0150 

0.0858 

16.38 

60 

43.62 

20.00 

8.72 

0.0150 

0.0591 

18.13 

90 

71.87 

5.00 

3.59 

0.0015 

0.0111 

18.13 

50 

31.87 

5.00 

1.59 

0.0015 

0.0035 

18.13 

140 

121.87 

5.00 

6.09 

0.0015 

0.0174 

17.81 

60 

42.19 

20.00 

8.44 

0.0150 

0.4100 

17.81 

90 

72.19 

5.00 

3.61 

0.0015 

0.0037 

29.38 

60 

30.62 

20.00 

6.12 

0.0150 

0.0760 

16.26 

90 

73.74 

5.00 

3.69 

0.0015 

0.0078 

16.26 

50 

33.74 

5.00 

1.69 

0.0015 

0.0011 

16.26 

140 

123.74 

5.00 

6.19 

0.0015 

0.0099 

20.03 

90 

69.97 

5.00 

3.50 

0.0015 

0.0024 

29.84 

60 

30.16 

20.00 

6.03 

0.0150 

0.0490 

20.22 

60 

39.78 

20.00 

7.96 

0.0150 

0.9161 

20.22 

90 

69.78 

5.00 

3.49 

0.0015 

0.0106 

20.22 

60 

39.78 

5.00 

1.99 

0.0150 

0.0000 

20.14 

90 

69.86 

5.00 

3.49 

0.0015 

0.0089 

18.20 

65 

46.80 

5.00 

2.34 

0.0015 

0.0016 

17.37 

90 

72.63 

5.00 

3.63 

0.0015 

0.0094 

18.24 

60 

41.76 

20.00 

8.35 

0.0150 

0.0015 

18.24 

80 

61.76 

5.00 

3.09 

0.0015 

0.0288 

20.20 

60 

39.80 

20.00 

7.96 

0.0150 

0.0523 

22.14 

60 

37.86 

20.00 

7.57 

0.0150 

0.1173 

22.14 

90 

67.86 

5.00 

3.39 

0.0015 

0.0026 

10.60 

60 

49.40 

20.00 

9.88 

0.0150 

0.1609 

10.60 

80 

69.40 

5.00 

3.47 

0.0015 

0.0025 

10.60 

90 

79.40 

5.00 

3.97 

0.0015 

0.0022 

18.64 

80 

61.36 

5.00 

3.07 

0.0015 

0.0094 

13.35 

60 

46.65 

20.00 

9.33 

0.0150 

1.2607 

17.46 

90 

72.54 

5.00 

3.63 

0.0015 

0.0033 

17.46 

140 

122.54 

5.00 

6.13 

0.0015 

0.0012 

17.46 

50 

32.54 

5.00 

1.63 

0.0015 

0.0005 

17.46 

140 

122.54 

5.00 

6.13 

0.0015 

0.0108 

12.92 

90 

77.08 

5.00 

3.85 

0.0015 

0.0101 

24.33 

60 

35.67 

20.00 

7.13 

0.0150 

0.2634 

24.33 

90 

65.67 

5.00 

3.28 

0.0015 

0.0126 

29.12 

90 

60.88 

5.00 

3.04 

0.0015 

0.0070 

20.20 

60 

39.80 

20.00 

7.96 

0.0150 

0.0033 

20.20 

90 

69.80 

5.00 

3.49 

0.0015 

0.0092 

18.29 

90 

71.71 

5.00 

3.59 

0.0015 

0.0291 

10.77 

60 

49.23 

20.00 

9.85 

0.0150 

0.3964 

10.77 

80 

69.23 

5.00 

3.46 

0.0015 

0.0002 

10.77 

90 

79.23 

5.00 

3.96 

0.0015 

0.0013 

24.59 

60 

35.41 

20.00 

7.08 

0.0150 

0.0102 

11.43 

90 

78.57 

5.00 

3.93 

0.0015 

0.0423 

11.43 

50 

38.57 

5.00 

1.93 

0.0015 

0.0012 





























































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Quartzite 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Quartzite 


Quartzite 


Phyllite & Schist 


Quartzite 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Quartzite 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Quartzite 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Quartzite 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Quartzite 


Quartzite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.43 

140 

128.57 

5.00 

6.43 

0.0015 

0.0014 

30.31 

60 

29.69 

20.00 

5.94 

0.0150 

0.1443 

30.31 

90 

59.69 

5.00 

2.98 

0.0015 

0.0041 

15.68 

90 

74.32 

5.00 

3.72 

0.0015 

0.0362 

18.07 

90 

71.93 

5.00 

3.60 

0.0015 

0.0001 

18.07 

140 

121.93 

5.00 

6.10 

0.0015 

0.0000 

18.07 

140 

121.93 

5.00 

6.10 

0.0015 

0.0005 

18.34 

100 

81.66 

5.00 

4.08 

0.0015 

0.0003 

18.39 

65 

46.61 

5.00 

2.33 

0.0015 

0.0072 

15.82 

80 

64.18 

5.00 

3.21 

0.0015 

0.0320 

15.37 

60 

44.63 

20.00 

8.93 

0.0150 

0.0503 

15.37 

90 

74.63 

5.00 

3.73 

0.0015 

0.0150 

11.10 

90 

78.90 

5.00 

3.94 

0.0015 

0.0070 

21.43 

90 

68.57 

5.00 

3.43 

0.0015 

0.0620 

14.24 

60 

45.76 

20.00 

9.15 

0.0150 

0.8243 

14.24 

90 

75.76 

5.00 

3.79 

0.0015 

0.0096 

19.93 

90 

70.07 

5.00 

3.50 

0.0015 

0.0313 

12.49 

90 

77.51 

5.00 

3.88 

0.0015 

0.0254 

20.26 

60 

39.74 

20.00 

7.95 

0.0150 

0.1962 

20.26 

90 

69.74 

5.00 

3.49 

0.0015 

0.1847 

28.72 

60 

31.28 

20.00 

6.26 

0.0150 

0.0416 

28.72 

90 

61.28 

5.00 

3.06 

0.0015 

0.0084 

17.92 

60 

42.08 

20.00 

8.42 

0.0150 

0.0515 

17.92 

90 

72.08 

5.00 

3.60 

0.0015 

0.0191 

10.40 

100 

89.60 

5.00 

4.48 

0.0015 

0.0357 

19.08 

60 

40.92 

20.00 

8.18 

0.0150 

0.3136 

19.08 

90 

70.92 

5.00 

3.55 

0.0015 

0.0482 

18.09 

90 

71.91 

5.00 

3.60 

0.0015 

0.0480 

16.37 

90 

73.63 

5.00 

3.68 

0.0015 

0.0412 

15.17 

60 

44.83 

20.00 

8.97 

0.0150 

0.9885 

13.35 

90 

76.65 

5.00 

3.83 

0.0015 

0.0090 

18.28 

60 

41.72 

20.00 

8.34 

0.0150 

0.1006 

18.28 

90 

71.72 

5.00 

3.59 

0.0015 

0.0297 

18.28 

50 

31.72 

5.00 

1.59 

0.0015 

0.0069 

12.69 

60 

47.31 

20.00 

9.46 

0.0150 

0.0255 

12.69 

80 

67.31 

5.00 

3.37 

0.0015 

0.0363 

15.89 

90 

74.11 

5.00 

3.71 

0.0015 

0.0202 

18.52 

65 

46.48 

5.00 

2.32 

0.0015 

0.0045 

14.39 

90 

75.61 

5.00 

3.78 

0.0015 

0.0234 

12.53 

60 

47.47 

20.00 

9.49 

0.0150 

0.0013 

12.53 

90 

77.47 

5.00 

3.87 

0.0015 

0.0070 

18.35 

90 

71.65 

5.00 

3.58 

0.0015 

0.0408 

11.28 

60 

48.72 

20.00 

9.74 

0.0150 

0.1741 

11.28 

80 

68.72 

5.00 

3.44 

0.0015 

0.0007 

11.28 

90 

78.72 

5.00 

3.94 

0.0015 

0.0018 

20.06 

60 

39.94 

20.00 

7.99 

0.0150 

0.1821 

20.06 

90 

69.94 

5.00 

3.50 

0.0015 

0.0066 

20.06 

60 

39.94 

5.00 

2.00 

0.0150 

0.0189 

20.06 

50 

29.94 

5.00 

1.50 

0.0015 

0.0007 

18.14 

90 

71.86 

5.00 

3.59 

0.0015 

0.0483 

13.97 

80 

66.03 

5.00 

3.30 

0.0015 

0.0075 

22.09 

130 

107.91 

5.00 

5.40 

0.0015 

0.0000 

22.09 

65 

42.91 

5.00 

2.15 

0.0015 

0.0007 

22.09 

65 

42.91 

5.00 

2.15 

0.0015 

0.0169 

19.38 

65 

45.62 

5.00 

2.28 

0.0015 

0.0037 

































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Mahapura 


Maharajpura 


Majheola 


Manmohanpura 


Maraliya 


Medharkalan 


Moondiya 


Murli Manoharpura 


Nagal Narhar 


Nainwa 


Nala 


Natwara 


Naya Mauja Jaisinghpura 


Niwai (Rural) 


Niwai Urban 


Palei 


Parana 


Parwala 


Peeplya 


Rachakpura 


Radha Govindpura 


Raghuwanti 


Rahar 


Ramawata 


Ramchandrapura 


Ramnagar Dhaturi 


Ramsinghpura 


Rawasa 


Roopbas 


Saidariya Khurd 


Sajiya 


Sakatpura 


Sangarampura 


0822000302619000 


0822000302626600 


0810000501305700 


0822000302621300 


0810000401295900 


0822000302618800 


0822000302632600 


0822000302630500 


0822000302618300 


0810000501305800 


0822000302626800 


0812001301647400 


0822000302632500 


0822000302633200 


0822000302621000 


0822000302624200 


0822000342203000 


0822000302631600 


0822000302624400 


0822000302621500 


0822000402634100 


0810000401302500 


0810000501305600 


0822000302620300 


0822000302620000 


0810000401302200 


0822000302631500 


0822000302619300 


0822000302629900 


0822000302631400 


0822000302624900 


0810000401301600 


0822000302621200 


0822000302620400 


0822000302614400 


0822000302625100 


0822000302618400 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Older Alluvium 



16.25 Fresh 




10.55 Fresh 


7.77 Fresh 


9.49 Fresh 


2.15 Fresh 


15.38 Fresh 


1.89 Fresh 


4.44 Fresh 


5.39 Fresh 


4.63 Fresh 


5.74 Fresh 


3.90 Fresh 


2.94 Fresh 


Saline 


4.25 Saline 


5.40 Fresh 


20.09 Fresh 


0.97 Fresh 


1.74 Fresh 


37.79 Fresh 


7.61 Fresh 


8.29 Fresh 



Saline 


8.81 Fresh 


21.96 Fresh 


6.59 Fresh 


11.29 Fresh 


2.04 Fresh 


Saline 


3.15 Fresh 


4.81 Fresh 


3.45 Fresh 


3.39 Fresh 


Saline 


1.77 Fresh 


4.54 Fresh 


1.44 Fresh 


7.65 Fresh 


1.19 Fresh 


2.00 Fresh 


9.39 Fresh 


3.41 Fresh 


3.79 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Quartzite 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Quartzite 


Quartzite 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

10.90 

60 

49.10 

20.00 

9.82 

0.0150 

0.1995 

10.90 

80 

69.10 

5.00 

3.45 

0.0015 

0.0163 

21.89 

60 

38.11 

20.00 

7.62 

0.0150 

1.3159 

21.89 

90 

68.11 

5.00 

3.41 

0.0015 

0.0037 

21.89 

60 

38.11 

5.00 

1.91 

0.0150 

0.1021 

21.89 

50 

28.11 

5.00 

1.41 

0.0015 

0.0010 

12.29 

90 

77.71 

5.00 

3.89 

0.0015 

0.0615 

20.03 

60 

39.97 

20.00 

7.99 

0.0150 

0.0307 

20.03 

90 

69.97 

5.00 

3.50 

0.0015 

0.0004 

12.57 

100 

87.43 

5.00 

4.37 

0.0015 

0.0622 

19.21 

60 

40.79 

20.00 

8.16 

0.0150 

0.2635 

16.77 

60 

43.23 

20.00 

8.65 

0.0150 

0.0011 

11.42 

90 

78.58 

5.00 

3.93 

0.0015 

0.0111 

17.89 

90 

72.11 

5.00 

3.61 

0.0015 

0.0240 

11.27 

60 

48.73 

20.00 

9.75 

0.0150 

0.6974 

12.20 

90 

77.80 

5.00 

3.89 

0.0015 

0.0270 

9.86 

100 

90.14 

5.00 

4.51 

0.0015 

0.0387 

19.10 

60 

40.90 

20.00 

8.18 

0.0150 

0.0009 

19.10 

90 

70.90 

5.00 

3.55 

0.0015 

0.0003 

11.37 

90 

78.63 

5.00 

3.93 

0.0015 

0.0164 

11.37 

50 

38.63 

5.00 

1.93 

0.0015 

0.0000 

22.00 

65 

43.00 

5.00 

2.15 

0.0015 

0.0031 

19.98 

90 

70.02 

5.00 

3.50 

0.0015 

0.0284 

12.42 

90 

77.58 

5.00 

3.88 

0.0015 

0.0155 

21.74 

90 

68.26 

5.00 

3.41 

0.0015 

0.0050 

32.87 

60 

27.13 

20.00 

5.43 

0.0150 

0.1414 

33.00 

60 

27.00 

20.00 

5.40 

0.0150 

2.2492 

33.00 

90 

57.00 

5.00 

2.85 

0.0015 

0.0074 

19.68 

90 

70.32 

5.00 

3.52 

0.0015 

0.0401 

15.40 

60 

44.60 

20.00 

8.92 

0.0150 

0.8879 

15.40 

90 

74.60 

5.00 

3.73 

0.0015 

0.0037 

15.40 

50 

34.60 

5.00 

1.73 

0.0015 

0.0014 

22.29 

60 

37.71 

20.00 

7.54 

0.0150 

0.5031 

12.75 

90 

77.25 

5.00 

3.86 

0.0015 

0.1156 

16.46 

80 

63.54 

5.00 

3.18 

0.0015 

0.0003 

10.21 

100 

89.79 

5.00 

4.49 

0.0015 

0.0745 

17.44 

90 

72.56 

5.00 

3.63 

0.0015 

0.0111 

17.44 

50 

32.56 

5.00 

1.63 

0.0015 

0.0000 

15.80 

90 

74.20 

5.00 

3.71 

0.0015 

0.0175 

21.23 

80 

58.77 

5.00 

2.94 

0.0015 

0.0212 

20.68 

90 

69.32 

5.00 

3.47 

0.0015 

0.0179 

16.79 

90 

73.21 

5.00 

3.66 

0.0015 

0.0154 

16.79 

140 

123.21 

5.00 

6.16 

0.0015 

0.0008 

16.79 

140 

123.21 

5.00 

6.16 

0.0015 

0.0047 

15.48 

60 

44.52 

20.00 

8.90 

0.0150 

0.2360 

15.93 

60 

44.07 

20.00 

8.81 

0.0150 

0.4053 

15.93 

90 

74.07 

5.00 

3.70 

0.0015 

0.0082 

29.20 

90 

60.80 

5.00 

3.04 

0.0015 

0.0066 

10.41 

80 

69.59 

5.00 

3.48 

0.0015 

0.0009 

26.12 

60 

33.88 

20.00 

6.78 

0.0150 

0.1211 

15.91 

90 

74.09 

5.00 

3.70 

0.0015 

0.0111 

12.35 

90 

77.65 

5.00 

3.88 

0.0015 

0.0000 

27.21 

90 

62.79 

5.00 

3.14 

0.0015 

0.0160 

13.10 

60 

46.90 

20.00 

9.38 

0.0150 

0.0842 

13.10 

90 

76.90 

5.00 

3.85 

0.0015 

0.0184 




























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Phyllite & Schist 


Quartzite 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Quartzite 


Phyllite & Schist 


Quartzite 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Quartzite 


Quartzite 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

20.15 

60 

39.85 

20.00 

7.97 

0.0150 

0.2513 

20.15 

90 

69.85 

5.00 

3.49 

0.0015 

0.0111 

16.71 

65 

48.29 

5.00 

2.41 

0.0015 

0.0032 

14.85 

100 

85.15 

5.00 

4.26 

0.0015 

0.0339 

18.98 

90 

71.02 

5.00 

3.55 

0.0015 

0.0295 

18.65 

60 

41.35 

20.00 

8.27 

0.0150 

0.0145 

15.75 

90 

74.25 

5.00 

3.71 

0.0015 

0.0101 

15.75 

140 

124.25 

5.00 

6.21 

0.0015 

0.0002 

15.75 

50 

34.25 

5.00 

1.71 

0.0015 

0.0001 

15.75 

140 

124.25 

5.00 

6.21 

0.0015 

0.0072 

16.74 

80 

63.26 

5.00 

3.16 

0.0015 

0.0214 

11.81 

100 

88.19 

5.00 

4.41 

0.0015 

0.1575 

11.38 

90 

78.62 

5.00 

3.93 

0.0015 

0.0035 

22.58 

60 

37.42 

20.00 

7.48 

0.0150 

0.5649 

13.57 

90 

76.43 

5.00 

3.82 

0.0015 

0.0060 

16.85 

90 

73.15 

5.00 

3.66 

0.0015 

0.0143 

16.85 

50 

33.15 

5.00 

1.66 

0.0015 

0.0004 

19.87 

90 

70.13 

5.00 

3.51 

0.0015 

0.0085 

26.67 

90 

63.33 

5.00 

3.17 

0.0015 

0.0031 

13.18 

90 

76.82 

5.00 

3.84 

0.0015 

0.1229 

26.01 

60 

33.99 

20.00 

6.80 

0.0150 

0.9244 

14.96 

90 

75.04 

5.00 

3.75 

0.0015 

0.0001 

17.60 

60 

42.40 

20.00 

8.48 

0.0150 

0.0103 

17.60 

90 

72.40 

5.00 

3.62 

0.0015 

0.0120 

17.60 

140 

122.40 

5.00 

6.12 

0.0015 

0.0009 

17.60 

140 

122.40 

5.00 

6.12 

0.0015 

0.0028 

13.96 

100 

86.04 

5.00 

4.30 

0.0015 

0.0000 

13.96 

100 

86.04 

5.00 

4.30 

0.0015 

0.0337 

14.51 

60 

45.49 

20.00 

9.10 

0.0150 

0.3505 

19.13 

80 

60.87 

5.00 

3.04 

0.0015 

0.0310 

13.09 

60 

46.91 

20.00 

9.38 

0.0150 

0.5153 

14.86 

90 

75.14 

5.00 

3.76 

0.0015 

0.0099 

19.72 

60 

40.28 

20.00 

8.06 

0.0150 

0.0533 

16.19 

90 

73.81 

5.00 

3.69 

0.0015 

0.0134 

16.19 

50 

33.81 

5.00 

1.69 

0.0015 

0.0021 

13.16 

90 

76.84 

5.00 

3.84 

0.0015 

0.0169 

14.71 

100 

85.29 

5.00 

4.26 

0.0015 

0.0184 

15.65 

100 

84.35 

5.00 

4.22 

0.0015 

0.0000 

13.10 

80 

66.90 

5.00 

3.34 

0.0015 

0.0098 

13.10 

80 

66.90 

5.00 

3.34 

0.0015 

0.0360 

10.65 

80 

69.35 

5.00 

3.47 

0.0015 

0.0255 

16.57 

80 

63.43 

5.00 

3.17 

0.0015 

0.0325 

10.43 

80 

69.57 

5.00 

3.48 

0.0015 

0.0324 

11.65 

80 

68.35 

5.00 

3.42 

0.0015 

0.0030 

11.65 

80 

68.35 

5.00 

3.42 

0.0015 

0.0058 

10.47 

80 

69.53 

5.00 

3.48 

0.0015 

0.0367 

11.09 

80 

68.91 

5.00 

3.45 

0.0015 

0.0005 

11.09 

80 

68.91 

5.00 

3.45 

0.0015 

0.0330 

14.98 

100 

85.02 

5.00 

4.25 

0.0015 

0.0000 

10.87 

80 

69.13 

5.00 

3.46 

0.0015 

0.0197 

18.64 

80 

61.36 

5.00 

3.07 

0.0015 

0.0027 

11.80 

80 

68.20 

5.00 

3.41 

0.0015 

0.0008 

11.80 

80 

68.20 

5.00 

3.41 

0.0015 

0.0130 

11.00 

80 

69.00 

5.00 

3.45 

0.0015 

0.0058 

10.56 

80 

69.44 

5.00 

3.47 

0.0015 

0.0439 
































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 




07005042 


Karadi 


Kasba Bonli 


Khera 


Khirni 


Kolara 


Lakhanpur 


Mangrol 


Neemod 



Peepalwara 


Qila Bonli 


Rasoolpura 


Rathod 


Rawasa 


Sarsop 


Sarwari 


Sheesholao 


Tapur 


Thadoli 


Ada Doongar 


Alwat Ki Guwari 


Amargarh 


Amarwar 


Amre Ki Guwari 


Arab Ka Pura 


Baharda 


Bajna 


Census Code 


0810000401302000 


0810000401304100 



0810000401304800 


0810000401301400 


0810000401299000 


0810000301290500 


0810000401302800 


0810000401299100 


0810000401304400 


0810000401304600 


0810000401304200 


0810000401301500 


0810000401303100 


0810000401304700 


0810000401301600 


0810000501306500 


0810000401303200 


0810000401301900 


0810000501306000 


0810000401302400 


0809000601253200 


0809000601258500 


0809000601253800 


0809000601253300 


0809000601259200 


0809000401236600 


0809000601255300 


0809000601253500 


0809000601252700 


0809000401234300 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Command 

Phyllite & Schist 



15.18 Fresh 


25.41 Fresh 


15.11 Fresh 


3.35 Fresh 


19.36 Fresh 


8.24 Fresh 


27.32 Fresh 


8.96 Fresh 


5.58 Fresh 


3.41 Fresh 


3.91 Fresh 




8.29 Fresh 


4.07 Fresh 


2.57 Fresh 


5.62 Fresh 


7.65 Fresh 


24.21 Fresh 


7.21 Fresh 


6.30 Fresh 


14.93 Fresh 


7.65 Fresh 


12.76 Fresh 


15.72 Fresh 


28.29 Saline 


9.27 Fresh 


Saline 


14.29 Fresh 


2.00 Fresh 


6.89 Saline 


4.95 Fresh 


Saline 


1.82 Fresh 


2.99 Fresh 


Non-command 


Command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

15.82 

80 

64.18 

5.00 

3.21 

0.0015 

0.0042 

10.93 

80 

69.07 

5.00 

3.45 

0.0015 

0.0000 

10.93 

80 

69.07 

5.00 

3.45 

0.0015 

0.0098 

15.19 

100 

84.81 

5.00 

4.24 

0.0015 

0.0164 

15.19 

100 

84.81 

5.00 

4.24 

0.0015 

0.0760 

14.83 

100 

85.17 

5.00 

4.26 

0.0015 

0.0001 

14.83 

100 

85.17 

5.00 

4.26 

0.0015 

0.0141 

11.26 

80 

68.74 

5.00 

3.44 

0.0015 

0.0015 

11.26 

80 

68.74 

5.00 

3.44 

0.0015 

0.0046 

12.88 

80 

67.12 

5.00 

3.36 

0.0015 

0.0001 

10.36 

80 

69.64 

5.00 

3.48 

0.0015 

0.0092 

12.69 

80 

67.31 

5.00 

3.37 

0.0015 

0.0022 

12.39 

80 

67.61 

5.00 

3.38 

0.0015 

0.0000 

12.39 

60 

47.61 

20.00 

9.52 

0.0150 

0.2268 

12.39 

80 

67.61 

5.00 

3.38 

0.0015 

0.0268 

13.97 

80 

66.03 

5.00 

3.30 

0.0015 

0.0367 

10.90 

80 

69.10 

5.00 

3.45 

0.0015 

0.0016 

11.39 

80 

68.61 

5.00 

3.43 

0.0015 

0.0176 

14.48 

80 

65.52 

5.00 

3.28 

0.0015 

0.0188 

14.48 

80 

65.52 

5.00 

3.28 

0.0015 

0.0004 

16.46 

80 

63.54 

5.00 

3.18 

0.0015 

0.0026 

16.46 

80 

63.54 

5.00 

3.18 

0.0015 

0.0278 

11.13 

80 

68.87 

5.00 

3.44 

0.0015 

0.0182 

10.28 

80 

69.72 

5.00 

3.49 

0.0015 

0.0054 

10.41 

80 

69.59 

5.00 

3.48 

0.0015 

0.0134 

13.63 

80 

66.37 

5.00 

3.32 

0.0015 

0.0171 

13.63 

80 

66.37 

5.00 

3.32 

0.0015 

0.0046 

10.41 

80 

69.59 

5.00 

3.48 

0.0015 

0.0362 

14.85 

100 

85.15 

5.00 

4.26 

0.0015 

0.0333 

10.42 

80 

69.58 

5.00 

3.48 

0.0015 

0.0309 

16.74 

80 

63.26 

5.00 

3.16 

0.0015 

0.0071 

13.96 

100 

86.04 

5.00 

4.30 

0.0015 

0.0013 

13.96 

100 

86.04 

5.00 

4.30 

0.0015 

0.0547 

19.13 

80 

60.87 

5.00 

3.04 

0.0015 

0.0029 


Sub Basin: I 




Non-command 

Bhander Sandstone 

6.81 

20.05 

100 

79.95 

10.00 

8.00 

0.0020 

0.1088 

Non-command 

Older Alluvium 

1.98 

20.05 

90 

69.95 

20.00 

13.99 

0.0150 

0.4147 

Non-command 

Bhander Sandstone 

9.23 

8.82 

100 

91.18 

10.00 

9.12 

0.0020 

0.1683 

Non-command 

Bhander Sandstone 

11.09 

27.09 

100 

72.91 

10.00 

7.29 

0.0020 

0.1618 

Non-command 

Bhander Sandstone 

2.66 

21.05 

100 

78.95 

10.00 

7.89 

0.0020 

0.0420 

Non-command 

Older Alluvium 

0.21 

21.05 

90 

68.95 

20.00 

13.79 

0.0150 

0.0440 

Non-command 

Bhander Sandstone 

6.26 

21.05 

100 

78.95 

10.00 

7.89 

0.0020 

0.0988 

Non-command 

Bhander Sandstone 

0.01 

11.16 

100 

88.84 

10.00 

8.88 

0.0020 

0.0001 

Non-command 

Bhander Sandstone 

0.43 

12.37 

100 

87.63 

10.00 

8.76 

0.0020 

0.0075 

Non-command 

Older Alluvium 

1.57 

12.37 

100 

87.63 

20.00 

17.53 

0.0150 

0.4120 

Non-command 

Bhander Sandstone 

6.77 

10.74 

100 

89.26 

10.00 

8.93 

0.0020 

0.1208 

Non-command 

Older Alluvium 

0.74 

10.74 

100 

89.26 

20.00 

17.85 

0.0150 

0.1982 

Non-command 

Bhander Sandstone 

0.00 

19.92 

100 

80.08 

10.00 

8.01 

0.0020 

0.0001 

Non-command 

Bhander Sandstone 

2.49 

27.84 

100 

72.16 

10.00 

7.22 

0.0020 

0.0360 

Non-command 

Bhander Sandstone 

1.60 

27.84 

100 

72.16 

10.00 

7.22 

0.0020 

0.0231 

Non-command 

Bhander Sandstone 

0.04 

28.55 

100 

71.45 

10.00 

7.15 

0.0020 

0.0005 

Non-command 

Bhander Sandstone 

0.12 

15.51 

100 

84.49 

10.00 

8.45 

0.0020 

0.0020 

Non-command 

Older Alluvium 

0.12 

15.51 

100 

84.49 

20.00 

16.90 

0.0150 

0.0299 

Non-command 

Bhander Sandstone 

4.59 

10.96 

100 

89.04 

10.00 

8.90 

0.0020 

0.0817 

Non-command 

Older Alluvium 

0.65 

10.96 

100 

89.04 

20.00 

17.81 

0.0150 

0.1748 


































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

13.38 

100 

86.62 

10.00 

8.66 

0.0020 

0.0077 

13.38 

100 

86.62 

20.00 

17.32 

0.0150 

0.8348 

28.34 

100 

71.66 

10.00 

7.17 

0.0020 

0.0006 

28.34 

100 

71.66 

10.00 

7.17 

0.0020 

0.0221 

9.49 

100 

90.51 

10.00 

9.05 

0.0020 

0.0729 

21.83 

100 

78.17 

10.00 

7.82 

0.0020 

0.0025 

11.64 

100 

88.36 

10.00 

8.84 

0.0020 

0.1136 

14.82 

100 

85.18 

10.00 

8.52 

0.0020 

0.0056 

14.82 

100 

85.18 

20.00 

17.04 

0.0150 

0.0133 

16.17 

100 

83.83 

10.00 

8.38 

0.0020 

0.0044 

16.17 

100 

83.83 

20.00 

16.77 

0.0150 

0.0013 

7.54 

100 

92.46 

10.00 

9.25 

0.0020 

0.7764 

14.72 

100 

85.28 

10.00 

8.53 

0.0020 

0.0101 

14.72 

100 

85.28 

20.00 

17.06 

0.0150 

0.9069 

9.72 

100 

90.28 

10.00 

9.03 

0.0020 

0.4757 

16.26 

100 

83.74 

10.00 

8.37 

0.0020 

0.0443 

16.26 

100 

83.74 

20.00 

16.75 

0.0150 

0.1548 

12.10 

100 

87.90 

10.00 

8.79 

0.0020 

0.3018 

12.10 

100 

87.90 

20.00 

17.58 

0.0150 

1.7339 

28.62 

100 

71.38 

10.00 

7.14 

0.0020 

0.0247 

13.41 

100 

86.59 

10.00 

8.66 

0.0020 

0.2143 

13.41 

100 

86.59 

20.00 

17.32 

0.0150 

0.4911 

16.71 

100 

83.29 

10.00 

8.33 

0.0020 

0.0035 

16.71 

100 

83.29 

20.00 

16.66 

0.0150 

0.0723 

28.52 

100 

71.48 

10.00 

7.15 

0.0020 

0.0077 

8.77 

100 

91.23 

10.00 

9.12 

0.0020 

0.2605 

8.77 

100 

91.23 

10.00 

9.12 

0.0020 

0.3358 

27.89 

100 

72.11 

10.00 

7.21 

0.0020 

0.0049 

16.55 

100 

83.45 

10.00 

8.34 

0.0020 

0.1701 

23.02 

100 

76.98 

10.00 

7.70 

0.0020 

0.1746 

15.75 

100 

84.25 

10.00 

8.43 

0.0020 

0.0769 

15.75 

90 

74.25 

20.00 

14.85 

0.0150 

0.4118 

15.75 

100 

84.25 

10.00 

8.43 

0.0020 

0.2457 

14.38 

100 

85.62 

10.00 

8.56 

0.0020 

0.2192 

19.85 

100 

80.16 

10.00 

8.02 

0.0020 

0.1481 

10.54 

100 

89.46 

10.00 

8.95 

0.0020 

0.1675 

9.08 

100 

90.92 

10.00 

9.09 

0.0020 

0.0174 

12.10 

100 

87.90 

10.00 

8.79 

0.0020 

0.0685 

12.10 

100 

87.90 

20.00 

17.58 

0.0150 

0.3606 

27.33 

100 

72.67 

10.00 

7.27 

0.0020 

0.0251 

27.33 

100 

72.67 

10.00 

7.27 

0.0020 

0.0000 

27.33 

100 

72.67 

10.00 

7.27 

0.0020 

0.1313 

17.52 

100 

82.48 

10.00 

8.25 

0.0020 

0.2229 

12.76 

100 

87.24 

10.00 

8.72 

0.0020 

0.1231 

20.41 

100 

79.59 

10.00 

7.96 

0.0020 

0.0661 

28.65 

100 

71.35 

10.00 

7.13 

0.0020 

0.0208 

28.61 

100 

71.39 

10.00 

7.14 

0.0020 

0.0018 

22.89 

90 

67.11 

20.00 

13.42 

0.0150 

0.0881 

22.89 

90 

67.11 

20.00 

13.42 

0.0150 

0.5827 

27.09 

100 

72.91 

10.00 

7.29 

0.0020 

0.0226 

27.09 

100 

72.91 

10.00 

7.29 

0.0020 

0.2020 

27.09 

90 

62.91 

20.00 

12.58 

0.0150 

0.2628 

23.63 

90 

66.37 

20.00 

13.27 

0.0150 

1.0913 

23.63 

90 

66.37 

20.00 

13.27 

0.0150 

0.4725 

23.63 

90 

66.37 

10.00 

6.64 

0.0015 

0.0247 








































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

28.55 

100 

71.45 

10.00 

7.15 

0.0020 

0.0000 

21.97 

60 

38.03 

20.00 

7.61 

0.0150 

1.1509 

21.97 

60 

38.03 

20.00 

7.61 

0.0150 

1.2818 

28.47 

100 

71.53 

10.00 

7.15 

0.0020 

0.0020 

28.47 

90 

61.53 

20.00 

12.31 

0.0150 

0.0197 

28.47 

90 

61.53 

20.00 

12.31 

0.0150 

0.0223 

28.47 

100 

71.53 

10.00 

7.15 

0.0020 

0.0147 

28.47 

90 

61.53 

20.00 

12.31 

0.0150 

0.0318 

28.47 

100 

71.53 

10.00 

7.15 

0.0020 

0.0067 

28.47 

90 

61.53 

20.00 

12.31 

0.0150 

0.1397 

21.21 

60 

38.79 

20.00 

7.76 

0.0150 

0.0417 

28.45 

100 

71.55 

10.00 

7.16 

0.0020 

0.0005 

28.45 

90 

61.55 

20.00 

12.31 

0.0150 

0.0401 

28.45 

100 

71.55 

10.00 

7.16 

0.0020 

0.0000 

28.45 

90 

61.55 

20.00 

12.31 

0.0150 

0.1231 

21.83 

100 

78.17 

10.00 

7.82 

0.0020 

0.0652 

21.83 

90 

68.17 

20.00 

13.63 

0.0150 

1.5997 

21.76 

100 

78.24 

10.00 

7.82 

0.0020 

0.0035 

21.76 

90 

68.24 

20.00 

13.65 

0.0150 

0.2376 

28.61 

100 

71.39 

10.00 

7.14 

0.0020 

0.0078 

28.61 

90 

61.39 

20.00 

12.28 

0.0150 

0.0557 

28.61 

100 

71.39 

10.00 

7.14 

0.0020 

0.0009 

28.61 

90 

61.39 

20.00 

12.28 

0.0150 

0.0247 

21.52 

60 

38.48 

20.00 

7.70 

0.0150 

1.6035 

21.52 

60 

38.48 

20.00 

7.70 

0.0150 

0.1391 

21.31 

60 

38.69 

20.00 

7.74 

0.0150 

0.8265 

21.31 

60 

38.69 

20.00 

7.74 

0.0150 

0.5929 

22.85 

100 

77.15 

10.00 

7.71 

0.0020 

0.1624 

22.85 

90 

67.15 

20.00 

13.43 

0.0150 

2.0672 

22.46 

90 

67.54 

20.00 

13.51 

0.0150 

0.1478 

28.60 

100 

71.40 

10.00 

7.14 

0.0020 

0.0100 

28.60 

100 

71.40 

10.00 

7.14 

0.0020 

0.0114 

28.60 

90 

61.40 

20.00 

12.28 

0.0150 

0.0510 

23.53 

90 

66.47 

20.00 

13.29 

0.0150 

1.3932 

25.49 

90 

64.51 

20.00 

12.90 

0.0150 

0.1533 

25.49 

90 

64.51 

20.00 

12.90 

0.0150 

0.0602 

19.56 

90 

70.44 

20.00 

14.09 

0.0150 

0.4203 

19.56 

90 

70.44 

20.00 

14.09 

0.0150 

0.7473 

18.45 

90 

71.55 

20.00 

14.31 

0.0150 

0.0243 

18.45 

90 

71.55 

20.00 

14.31 

0.0150 

0.1429 

28.55 

100 

71.45 

10.00 

7.15 

0.0020 

0.0005 

28.55 

100 

71.45 

10.00 

7.15 

0.0020 

0.0007 

20.18 

90 

69.82 

20.00 

13.96 

0.0150 

0.3147 

16.44 

90 

73.56 

20.00 

14.71 

0.0150 

2.0097 

27.15 

90 

62.85 

20.00 

12.57 

0.0150 

0.7658 

27.15 

90 

62.85 

20.00 

12.57 

0.0150 

0.6532 

27.15 

90 

62.85 

10.00 

6.29 

0.0015 

0.0008 

20.21 

90 

69.79 

20.00 

13.96 

0.0150 

0.0251 

13.94 

90 

76.06 

20.00 

15.21 

0.0150 

0.1785 

22.90 

60 

37.10 

20.00 

7.42 

0.0150 

0.0452 

22.07 

90 

67.93 

20.00 

13.59 

0.0150 

0.3837 

21.43 

90 

68.57 

20.00 

13.71 

0.0150 

0.1379 

25.97 

90 

64.03 

20.00 

12.81 

0.0150 

0.0303 

25.97 

90 

64.03 

20.00 

12.81 

0.0150 

0.4146 

26.58 

90 

63.42 

20.00 

12.68 

0.0150 

2.2213 












































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 


07006044 


Kanarda 


Khawda 


Khidarpur Jadoo 


Khoh 


Kiradi 


Kishorpura 


Lokeshnagar 


Madhorajpura 


Mangrol 


Matoriya Ki Guwari 


Nainiya Ki Guwari 


Neemoda 


Pardampura 


Ramthara 


Rawatpura 


Rooppura 


Saimarda 


Sankra 


Sapotra 


Tursangpura 


Unchi Guwari 


Bhairoon Khera (Hanootiya) 


Bheemlat 


Deopura (Dewas) 


Deopura (Hanootiya) 


Dhani Khera 


Ganeshpura (Hanootiya) 


Garwar 


Hanootiya 


Jaliya li 


Kashipura 


Pratappura-1 


Ramgarh 


Census Code 


0809000601255800 


0809000601251500 


0810000701327200 


0809000601250400 


0809000601250000 


0809000601248700 


0809000601253000 


0809000601249200 


0809000601252800 


0809000601254000 


0809000601254200 


0809000601243500 


0809000601250900 


0809000601249500 


0809000601253700 


0809000601255200 


0809000601249400 


0809000601249900 


0810000301294900 


0809000601252900 


0809000601250300 


0809000601251800 


0809000601250500 


0821000502546200 


0824000202802100 


0821000502541400 


0821000502542000 


0821000502542100 


0821000502546400 


0824000202802200 


0821000502542200 


0821000502546300 


0821000502542300 


0821000502541100 


0821000502541300 


Zone (Fresh 
/ Saline) 


22.12 Saline 


2.27 Fresh 


30.21 Fresh 


Saline 


25.49 Saline 


5.21 Fresh 


2.85 Fresh 


2.22 Fresh 


1.91 Fresh 


1.90 Fresh 


44.11 Saline 


15.55 Saline 


22.54 Fresh 


2.36 Fresh 


2.25 Fresh 


10.49 Fresh 


4.11 Fresh 


2.29 Fresh 


3.73 Fresh 


2.16 Fresh 


1.70 Fresh 


19.84 Fresh 


38.19 Fresh 


0.43 Fresh 


1.82 Fresh 


17.46 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Bhander Sandstone 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Bhander Sandstone 

Non-command 

Older Alluvium 

Non-command 

Bhander Sandstone 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Bhander Sandstone 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Command 

Bhander Sandstone 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Older Alluvium 


Sub Basin: 


Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

26.58 

90 

63.42 

10.00 

6.34 

0.0015 

0.0101 

22.29 

90 

67.71 

20.00 

13.54 

0.0150 

0.1003 

28.64 

100 

71.36 

10.00 

7.14 

0.0020 

0.0079 

28.64 

100 

71.36 

10.00 

7.14 

0.0020 

0.0112 

19.17 

60 

40.83 

20.00 

8.17 

0.0150 

0.1612 

19.17 

60 

40.83 

20.00 

8.17 

0.0150 

0.1760 

22.51 

90 

67.49 

20.00 

13.50 

0.0150 

4.0366 

20.11 

90 

69.89 

20.00 

13.98 

0.0150 

1.0932 

27.99 

90 

62.01 

20.00 

12.40 

0.0150 

0.0111 

27.99 

90 

62.01 

20.00 

12.40 

0.0150 

0.2001 

28.62 

100 

71.38 

10.00 

7.14 

0.0020 

0.0012 

21.70 

90 

68.30 

20.00 

13.66 

0.0150 

0.0405 

21.70 

90 

68.30 

20.00 

13.66 

0.0150 

0.3516 

28.52 

100 

71.48 

10.00 

7.15 

0.0020 

0.0001 

22.40 

90 

67.60 

20.00 

13.52 

0.0150 

4.9498 

23.02 

100 

76.98 

10.00 

7.70 

0.0020 

0.0649 

18.84 

90 

71.16 

20.00 

14.23 

0.0150 

0.0639 

18.84 

90 

71.16 

20.00 

14.23 

0.0150 

0.2784 

28.51 

100 

71.49 

10.00 

7.15 

0.0020 

0.0110 

28.51 

90 

61.49 

20.00 

12.30 

0.0150 

0.2099 

28.51 

90 

61.49 

20.00 

12.30 

0.0150 

0.0846 

15.88 

90 

74.12 

20.00 

14.82 

0.0150 

0.8068 

15.88 

90 

74.12 

10.00 

7.41 

0.0015 

0.0001 

27.33 

100 

72.67 

10.00 

7.27 

0.0020 

0.0001 

27.33 

100 

72.67 

10.00 

7.27 

0.0020 

0.0016 

27.33 

100 

72.67 

10.00 

7.27 

0.0020 

0.0127 

27.33 

100 

72.67 

10.00 

7.27 

0.0020 

0.0093 

20.41 

100 

79.59 

10.00 

7.96 

0.0020 

0.0052 

16.76 

90 

73.24 

20.00 

14.65 

0.0150 

0.1184 

20.33 

90 

69.67 

20.00 

13.93 

0.0150 

0.1125 

20.33 

90 

69.67 

20.00 

13.93 

0.0150 

0.7285 

15.70 

60 

44.30 

20.00 

8.86 

0.0150 

0.0019 

28.65 

100 

71.35 

10.00 

7.13 

0.0020 

0.0145 

28.65 

100 

71.35 

10.00 

7.13 

0.0020 

0.0106 

28.65 

100 

71.35 

10.00 

7.13 

0.0020 

0.0032 

22.20 

90 

67.80 

20.00 

13.56 

0.0150 

1.0543 

22.20 

90 

67.80 

10.00 

6.78 

0.0015 

0.0005 

28.61 

100 

71.39 

10.00 

7.14 

0.0020 

0.0002 

28.61 

100 

71.39 

10.00 

7.14 

0.0020 

0.0214 

25.52 

100 

74.48 

10.00 

7.45 

0.0020 

0.0035 

25.52 

90 

64.48 

20.00 

12.90 

0.0150 

1.8067 


0.99 

20.93 

80 

59.07 

4.00 

2.36 

0.0015 

0.0035 

0.00 

16.91 

150 

133.09 

5.00 

6.65 

0.0015 

0.0000 

0.12 

27.73 

80 

52.27 

4.00 

2.09 

0.0015 

0.0004 

0.90 

23.92 

80 

56.08 

4.00 

2.24 

0.0015 

0.0030 

3.73 

20.75 

80 

59.26 

4.00 

2.37 

0.0015 

0.0133 

2.16 

18.82 

80 

61.18 

4.00 

2.45 

0.0015 

0.0079 

0.01 

16.56 

150 

133.44 

5.00 

6.67 

0.0015 

0.0001 

14.93 

21.16 

80 

58.84 

4.00 

2.35 

0.0015 

0.0527 

0.28 

17.56 

80 

62.44 

4.00 

2.50 

0.0015 

0.0010 

10.84 

17.56 

80 

62.44 

4.00 

2.50 

0.0015 

0.0406 

0.43 

19.91 

80 

60.09 

4.00 

2.40 

0.0015 

0.0016 

0.66 

25.33 

80 

54.67 

4.00 

2.19 

0.0015 

0.0022 

12.88 

28.29 

80 

51.71 

4.00 

2.07 

0.0015 

0.0400 






























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 


Census Code 



Salarmala li 


Shivpuri 


Topas 


Ajgari 


Alamboo 


Amali (Jooniyan) 


Amli Kaloosingh 


Arniya 


Baneriya 


Barla 


Barla (Taswariyaka) 


Barla (arwar Ka) 


Beejwar 


Beerwara 


Beh Ka Khera 


Bhandawas 






0821000502546500 


0821000502542400 


0821000502541200 


0821000802576100 


0821000902582500 


0821000902583300 


0821000902585800 


0821000902579500 


0824000302813500 


0822000602660500 


0821000902583900 


0821000902582900 


0821000902585500 


0822000602660600 


0824000302814400 


0824000302810500 


0822000602660400 


0821000702563700 


0821000802576400 


0821000902580500 


0824000302813200 


0821000902583600 



Bharai 


Bheemrawas 



Chak Beeliya 


Chand Thali 


Chandali 


Chandma 


0821000902580400 


0821000902582400 


0821000902581100 


0821000802576200 


0821000902584000 


0821000802576000 


0824000302811700 


Chapaneri 


Chawandiya 


Chosla 


Dabarkalan 


Deokhera 


0821000702563900 


0821000702563500 


0821000902584100 


0822000602660900 


0821000902582100 


Deokheri 


Deopura 


0821000902583800 


0821000902581700 


0821000902582700 


Deoriya 


0824000302812600 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Command 


Command 


Non-command 


Non-command 

Fresh 

Command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 


Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Command 


Hydrogeological Unit 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Older Alluvium 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Older Alluvium 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Older Alluvium 


Gneisses(B.G.C) 


Older Alluvium 


Gneisses(B.G.C) 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Older Alluvium 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Older Alluvium 


Phyllite & Schist 


Gneisses(B.G.C) 


Older Alluvium 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Older Alluvium 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Older Alluvium 


Older Alluvium 


Gneisses(B.G.C.) 


Older Alluvium 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Older Alluvium 


Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

17.77 

80 

62.23 

4.00 

2.49 

0.0015 

0.0059 

20.88 

80 

59.12 

4.00 

2.36 

0.0015 

0.0124 

30.02 

80 

49.98 

4.00 

2.00 

0.0015 

0.0008 

8.99 

80 

71.01 

4.00 

2.84 

0.0015 

0.0006 

9.22 

60 

50.78 

10.00 

5.08 

0.0015 

0.0380 

9.22 

60 

50.78 

10.00 

5.08 

0.0015 

0.0337 

9.22 

60 

50.78 

10.00 

5.08 

0.0015 

0.0000 

14.92 

60 

45.08 

10.00 

4.51 

0.0015 

0.0427 

8.97 

60 

51.03 

10.00 

5.10 

0.0015 

0.0227 

10.47 

60 

49.53 

10.00 

4.95 

0.0015 

0.0463 

11.25 

120 

108.75 

4.00 

4.35 

0.0018 

0.0008 

8.80 

90 

81.20 

4.00 

3.25 

0.0015 

0.0117 

8.80 

90 

81.20 

5.00 

4.06 

0.0015 

0.0377 

8.69 

60 

51.31 

10.00 

5.13 

0.0015 

0.0180 

8.69 

60 

51.31 

10.00 

5.13 

0.0015 

0.0673 

10.74 

60 

49.26 

10.00 

4.93 

0.0015 

0.0038 

10.74 

60 

49.26 

10.00 

4.93 

0.0015 

0.0303 

12.06 

60 

47.94 

10.00 

4.79 

0.0015 

0.0101 

9.42 

90 

80.58 

5.00 

4.03 

0.0015 

0.0570 

8.39 

60 

51.61 

20.00 

10.32 

0.0100 

0.1383 

8.39 

120 

111.61 

4.00 

4.46 

0.0018 

0.0059 

8.39 

60 

51.61 

20.00 

10.32 

0.0100 

0.2642 

8.39 

120 

111.61 

4.00 

4.46 

0.0018 

0.0021 

14.56 

150 

135.44 

5.00 

6.77 

0.0015 

0.0060 

10.34 

90 

79.66 

4.00 

3.19 

0.0015 

0.0312 

10.34 

90 

79.66 

5.00 

3.98 

0.0015 

0.0483 

12.44 

80 

67.56 

4.00 

2.70 

0.0015 

0.0003 

10.26 

80 

69.74 

4.00 

2.79 

0.0015 

0.0210 

8.84 

60 

51.16 

10.00 

5.12 

0.0015 

0.0361 

10.07 

120 

109.93 

4.00 

4.40 

0.0018 

0.0137 

10.03 

60 

49.97 

10.00 

5.00 

0.0015 

0.0294 

10.03 

60 

49.97 

10.00 

5.00 

0.0015 

0.0012 

11.77 

60 

48.23 

10.00 

4.82 

0.0015 

0.0617 

9.79 

60 

50.21 

10.00 

5.02 

0.0015 

0.1028 

9.79 

60 

50.21 

10.00 

5.02 

0.0015 

0.0431 

9.60 

60 

50.40 

10.00 

5.04 

0.0015 

0.0199 

9.60 

60 

50.40 

10.00 

5.04 

0.0015 

0.0031 

9.60 

90 

80.40 

5.00 

4.02 

0.0015 

0.0485 

9.30 

80 

70.70 

4.00 

2.83 

0.0015 

0.0087 

9.27 

60 

50.73 

10.00 

5.07 

0.0015 

0.0439 

9.65 

80 

70.35 

4.00 

2.81 

0.0015 

0.0048 

9.43 

150 

140.57 

5.00 

7.03 

0.0015 

0.0665 

9.43 

60 

50.57 

20.00 

10.11 

0.0100 

0.2909 

9.43 

150 

140.57 

5.00 

7.03 

0.0015 

0.0231 

15.22 

80 

64.78 

4.00 

2.59 

0.0015 

0.0022 

11.13 

80 

68.87 

4.00 

2.75 

0.0015 

0.0187 

9.51 

60 

50.49 

10.00 

5.05 

0.0015 

0.0271 

9.50 

50 

40.50 

20.00 

8.10 

0.0150 

0.5239 

12.94 

60 

47.06 

10.00 

4.71 

0.0015 

0.0203 

12.94 

60 

47.06 

10.00 

4.71 

0.0015 

0.0010 

10.15 

60 

49.85 

10.00 

4.98 

0.0015 

0.0323 

13.60 

60 

46.40 

10.00 

4.64 

0.0015 

0.0300 

9.99 

60 

50.01 

10.00 

5.00 

0.0015 

0.0237 

9.99 

60 

50.01 

10.00 

5.00 

0.0015 

0.0513 

13.42 

150 

136.58 

5.00 

6.83 

0.0015 

0.0629 















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Gegwa 


Ghatiyali 


Gopalpura 


Gurha Kalan 


Hanspura 


Hukampura 


Jaliya 


Jaswantpura 


Jetpura 


Kachariya 


Kalera Krishna Gopal 


Kali Talai Ka Khera 


Kalyanpura 


Kanai Kalan 


Kanai Khurd 


Kanechhan Kalan 


Kanechhan Khurd 


Kekri (M) 


Kekri (Rural) 


Kerot 


Khawas 


Khera Hetam 


Kheri 


Kohra 


Kurthal 


Laxmipura 


Census Code 


0824000302811100 


0821000902581200 


0824000302811400 


0824000302812500 


0821000902584400 


0821000802577100 


0821000702565300 


0824000302812300 


0824000302812200 


0821000802576500 


0821000902585100 


0821000702565700 


0821000702563300 


0821000902582300 


0821000902582600 


0821000902581000 


0821000902581800 


0821000802577000 


0821000702563000 


0821000702563100 


0824000302813900 


0824000302813700 


0821000942109000 


0821000902579900 


0821000702565800 


0821000902582000 


0824000302811300 


0821000802576800 


0821000902580800 


0821000702565600 


0821000702563400 



Zone (Fresh 
/ Saline) 


28.16 Saline 


13.18 Fresh 




5.42 Fresh 


Saline 


1.72 Fresh 


25.90 Fresh 


4.46 Fresh 


Saline 


3.18 Fresh 




10.26 Fresh 


16.43 Fresh 


4.17 Fresh 


6.73 Fresh 


10.25 Fresh 


4.16 Fresh 


10.07 Fresh 


Saline 


7.73 Fresh 


7.89 Fresh 


27.25 Fresh 


6.92 Fresh 


Saline 


8.80 Fresh 


9.34 Fresh 


5.39 Fresh 




17.91 Fresh 


3.60 Fresh 


Saline 


5.24 Fresh 


11.66 Fresh 


16.19 Fresh 


Saline 


2.30 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Older Alluvium 

Non-command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Older Alluvium 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Older Alluvium 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

14.44 

150 

135.56 

5.00 

6.78 

0.0015 

0.0213 

10.42 

60 

49.58 

10.00 

4.96 

0.0015 

0.0052 

10.42 

60 

49.58 

10.00 

4.96 

0.0015 

0.0875 

10.42 

90 

79.58 

5.00 

3.98 

0.0015 

0.0042 

12.45 

150 

137.55 

5.00 

6.88 

0.0015 

0.0321 

12.45 

120 

107.55 

4.00 

4.30 

0.0018 

0.0023 

12.45 

150 

137.55 

5.00 

6.88 

0.0015 

0.0085 

12.45 

120 

107.55 

4.00 

4.30 

0.0018 

0.0199 

10.04 

150 

139.96 

5.00 

7.00 

0.0015 

0.0000 

10.04 

150 

139.96 

5.00 

7.00 

0.0015 

0.0401 

14.72 

150 

135.28 

5.00 

6.76 

0.0015 

0.0173 

11.02 

60 

48.98 

10.00 

4.90 

0.0015 

0.0515 

9.87 

80 

70.13 

4.00 

2.81 

0.0015 

0.0122 

9.87 

80 

70.13 

4.00 

2.81 

0.0015 

0.0066 

9.64 

60 

50.36 

10.00 

5.04 

0.0015 

0.0193 

9.64 

90 

80.36 

5.00 

4.02 

0.0015 

0.0015 

10.01 

60 

49.99 

10.00 

5.00 

0.0015 

0.0414 

10.01 

60 

49.99 

10.00 

5.00 

0.0015 

0.0355 

11.24 

80 

68.76 

4.00 

2.75 

0.0015 

0.0013 

11.06 

150 

138.94 

5.00 

6.95 

0.0015 

0.0434 

9.36 

150 

140.64 

5.00 

7.03 

0.0015 

0.0682 

10.74 

80 

69.26 

4.00 

2.77 

0.0015 

0.0326 

11.35 

60 

48.65 

10.00 

4.86 

0.0015 

0.0018 

12.56 

80 

67.44 

4.00 

2.70 

0.0015 

0.0380 

12.56 

80 

67.44 

4.00 

2.70 

0.0015 

0.0026 

11.30 

80 

68.70 

4.00 

2.75 

0.0015 

0.0312 

8.67 

60 

51.33 

10.00 

5.13 

0.0015 

0.0607 

8.91 

60 

51.09 

10.00 

5.11 

0.0015 

0.1321 

8.91 

60 

51.09 

10.00 

5.11 

0.0015 

0.0767 

10.51 

80 

69.49 

4.00 

2.78 

0.0015 

0.0002 

10.51 

80 

69.49 

4.00 

2.78 

0.0015 

0.0286 

8.55 

60 

51.45 

20.00 

10.29 

0.0100 

0.2278 

8.55 

120 

111.45 

4.00 

4.46 

0.0018 

0.0070 

9.59 

60 

50.41 

10.00 

5.04 

0.0015 

0.0706 

9.98 

60 

50.02 

10.00 

5.00 

0.0015 

0.0384 

9.98 

60 

50.02 

10.00 

5.00 

0.0015 

0.0020 

10.68 

80 

69.32 

4.00 

2.77 

0.0015 

0.0111 

11.19 

80 

68.81 

4.00 

2.75 

0.0015 

0.0011 

10.97 

80 

69.03 

4.00 

2.76 

0.0015 

0.0003 

8.89 

150 

141.11 

5.00 

7.06 

0.0015 

0.0061 

9.23 

150 

140.77 

5.00 

7.04 

0.0015 

0.0001 

10.39 

60 

49.61 

10.00 

4.96 

0.0015 

0.0840 

8.25 

60 

51.75 

10.00 

5.18 

0.0015 

0.1386 

11.12 

80 

68.88 

4.00 

2.76 

0.0015 

0.0035 

11.12 

80 

68.88 

4.00 

2.76 

0.0015 

0.0657 

10.87 

150 

139.13 

5.00 

6.96 

0.0015 

0.0003 

10.87 

120 

109.13 

4.00 

4.37 

0.0018 

0.0214 

8.21 

60 

51.79 

10.00 

5.18 

0.0015 

0.1391 

10.56 

150 

139.44 

5.00 

6.97 

0.0015 

0.0006 

10.56 

150 

139.44 

5.00 

6.97 

0.0015 

0.0262 

11.01 

80 

68.99 

4.00 

2.76 

0.0015 

0.0217 

9.02 

60 

50.98 

10.00 

5.10 

0.0015 

0.0892 

11.60 

80 

68.40 

4.00 

2.74 

0.0015 

0.0043 

11.60 

80 

68.40 

4.00 

2.74 

0.0015 

0.0375 

9.68 

80 

70.32 

4.00 

2.81 

0.0015 

0.0030 

















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Gneisses(B.G.C.) 


Older Alluvium 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Older Alluvium 


Gneisses(B.G.C) 


Older Alluvium 


Gneisses(B.G.C) 


Older Alluvium 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Older Alluvium 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Older Alluvium 


Gneisses(B.G.C.) 


Older Alluvium 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

10.09 

60 

49.91 

10.00 

4.99 

0.0015 

0.0037 

10.01 

50 

39.99 

20.00 

8.00 

0.0150 

0.1869 

10.01 

90 

79.99 

5.00 

4.00 

0.0015 

0.0338 

13.60 

150 

136.40 

5.00 

6.82 

0.0015 

0.0004 

11.40 

60 

48.60 

10.00 

4.86 

0.0015 

0.0507 

16.53 

150 

133.47 

5.00 

6.67 

0.0015 

0.0022 

9.67 

60 

50.33 

10.00 

5.03 

0.0015 

0.0199 

10.50 

60 

49.50 

10.00 

4.95 

0.0015 

0.0866 

10.50 

60 

49.50 

10.00 

4.95 

0.0015 

0.0554 

9.27 

60 

50.73 

10.00 

5.07 

0.0015 

0.0035 

9.27 

60 

50.73 

10.00 

5.07 

0.0015 

0.0064 

14.95 

60 

45.05 

10.00 

4.51 

0.0015 

0.0003 

10.44 

60 

49.56 

10.00 

4.96 

0.0015 

0.0761 

10.19 

60 

49.81 

10.00 

4.98 

0.0015 

0.0260 

9.90 

60 

50.10 

10.00 

5.01 

0.0015 

0.0437 

12.74 

80 

67.27 

4.00 

2.69 

0.0015 

0.0041 

9.20 

60 

50.80 

10.00 

5.08 

0.0015 

0.0481 

9.98 

150 

140.02 

5.00 

7.00 

0.0015 

0.0435 

9.98 

150 

140.02 

5.00 

7.00 

0.0015 

0.0254 

12.28 

80 

67.72 

4.00 

2.71 

0.0015 

0.0456 

12.28 

80 

67.72 

4.00 

2.71 

0.0015 

0.0014 

11.14 

120 

108.86 

4.00 

4.35 

0.0018 

0.0006 

11.14 

120 

108.86 

4.00 

4.35 

0.0018 

0.0227 

11.22 

60 

48.78 

10.00 

4.88 

0.0015 

0.0214 

8.80 

60 

51.20 

10.00 

5.12 

0.0015 

0.0447 

10.52 

80 

69.48 

4.00 

2.78 

0.0015 

0.0022 

12.91 

80 

67.09 

4.00 

2.68 

0.0015 

0.0534 

11.72 

80 

68.28 

4.00 

2.73 

0.0015 

0.0010 

11.72 

80 

68.28 

4.00 

2.73 

0.0015 

0.0001 

12.88 

150 

137.12 

5.00 

6.86 

0.0015 

0.0531 

12.88 

120 

107.12 

4.00 

4.28 

0.0018 

0.0009 

12.88 

150 

137.12 

5.00 

6.86 

0.0015 

0.0084 

12.88 

120 

107.12 

4.00 

4.28 

0.0018 

0.0060 

9.46 

60 

50.54 

10.00 

5.05 

0.0015 

0.1867 

9.46 

60 

50.54 

10.00 

5.05 

0.0015 

0.0161 

9.46 

90 

80.54 

5.00 

4.03 

0.0015 

0.0030 

9.44 

60 

50.56 

10.00 

5.06 

0.0015 

0.0278 

9.44 

90 

80.56 

5.00 

4.03 

0.0015 

0.0000 

9.18 

60 

50.82 

10.00 

5.08 

0.0015 

0.0853 

9.96 

150 

140.04 

5.00 

7.00 

0.0015 

0.0747 

9.96 

60 

50.04 

20.00 

10.01 

0.0100 

0.2555 

9.96 

120 

110.04 

4.00 

4.40 

0.0018 

0.0049 

10.63 

60 

49.37 

10.00 

4.94 

0.0015 

0.3008 

12.23 

150 

137.77 

5.00 

6.89 

0.0015 

0.0036 

12.23 

120 

107.77 

4.00 

4.31 

0.0018 

0.0019 

14.03 

150 

135.97 

5.00 

6.80 

0.0015 

0.0046 

10.59 

60 

49.41 

10.00 

4.94 

0.0015 

0.0280 

10.29 

150 

139.71 

5.00 

6.99 

0.0015 

0.0410 

12.35 

150 

137.65 

5.00 

6.88 

0.0015 

0.0259 

9.71 

80 

70.29 

4.00 

2.81 

0.0015 

0.0250 

9.30 

150 

140.70 

5.00 

7.03 

0.0015 

0.0244 

9.30 

60 

50.70 

20.00 

10.14 

0.0100 

0.0743 

9.30 

150 

140.70 

5.00 

7.03 

0.0015 

0.0345 

7.80 

50 

42.20 

20.00 

8.44 

0.0150 

0.7877 

7.80 

90 

82.20 

5.00 

4.11 

0.0015 

0.0551 









































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Older Alluvium 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Older Alluvium 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Older Alluvium 


Gneisses(B.G.C) 


Older Alluvium 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Older Alluvium 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

9.24 

60 

50.76 

20.00 

10.15 

0.0100 

0.4558 

9.24 

60 

50.76 

20.00 

10.15 

0.0100 

0.1330 

12.18 

60 

47.82 

10.00 

4.78 

0.0015 

0.0849 

11.94 

60 

48.06 

10.00 

4.81 

0.0015 

0.0358 

13.00 

60 

47.00 

10.00 

4.70 

0.0015 

0.0996 

10.55 

60 

49.45 

10.00 

4.95 

0.0015 

0.0065 

10.55 

90 

79.45 

5.00 

3.97 

0.0015 

0.0004 

9.50 

150 

140.50 

5.00 

7.02 

0.0015 

0.0050 

9.50 

60 

50.50 

20.00 

10.10 

0.0100 

0.0078 

9.50 

150 

140.50 

5.00 

7.02 

0.0015 

0.0135 

17.54 

150 

132.46 

5.00 

6.62 

0.0015 

0.0109 

10.65 

150 

139.35 

5.00 

6.97 

0.0015 

0.0032 

11.21 

80 

68.79 

4.00 

2.75 

0.0015 

0.1061 

11.21 

80 

68.79 

4.00 

2.75 

0.0015 

0.0120 

11.23 

80 

68.77 

4.00 

2.75 

0.0015 

0.0049 

8.78 

60 

51.22 

10.00 

5.12 

0.0015 

0.0889 

12.57 

60 

47.43 

10.00 

4.74 

0.0015 

0.0414 

10.17 

60 

49.83 

10.00 

4.98 

0.0015 

0.0306 

9.20 

80 

70.80 

4.00 

2.83 

0.0015 

0.0338 

11.11 

80 

68.89 

4.00 

2.76 

0.0015 

0.0624 

9.83 

60 

50.17 

10.00 

5.02 

0.0015 

0.0011 

9.83 

60 

50.17 

10.00 

5.02 

0.0015 

0.0007 

10.15 

60 

49.85 

10.00 

4.98 

0.0015 

0.0537 

10.15 

60 

49.85 

10.00 

4.98 

0.0015 

0.0004 

12.60 

60 

47.40 

10.00 

4.74 

0.0015 

0.0368 

9.79 

150 

140.21 

5.00 

7.01 

0.0015 

0.0212 

9.79 

60 

50.21 

20.00 

10.04 

0.0100 

0.0695 

9.79 

120 

110.21 

4.00 

4.41 

0.0018 

0.0081 

9.79 

60 

50.21 

20.00 

10.04 

0.0100 

0.0030 

9.79 

120 

110.21 

4.00 

4.41 

0.0018 

0.0020 

12.69 

60 

47.31 

10.00 

4.73 

0.0015 

0.0460 

8.79 

60 

51.21 

10.00 

5.12 

0.0015 

0.0619 

9.03 

60 

50.97 

10.00 

5.10 

0.0015 

0.0665 

11.56 

150 

138.44 

5.00 

6.92 

0.0015 

0.0107 

11.20 

60 

48.80 

10.00 

4.88 

0.0015 

0.0027 

9.20 

150 

140.80 

5.00 

7.04 

0.0015 

0.0111 

10.07 

60 

49.93 

10.00 

4.99 

0.0015 

0.0008 

10.07 

60 

49.93 

10.00 

4.99 

0.0015 

0.0301 

11.56 

60 

48.44 

10.00 

4.84 

0.0015 

0.0358 

16.75 

150 

133.25 

5.00 

6.66 

0.0015 

0.0132 

14.86 

120 

105.14 

4.00 

4.21 

0.0018 

0.0203 

28.95 

120 

91.05 

4.00 

3.64 

0.0015 

0.0004 

28.95 

120 

91.05 

4.00 

3.64 

0.0015 

0.0040 

19.87 

120 

100.13 

4.00 

4.01 

0.0015 

0.0186 

19.87 

120 

100.13 

5.00 

5.01 

0.0018 

0.1532 

16.98 

120 

103.02 

4.00 

4.12 

0.0015 

0.0016 

16.98 

120 

103.02 

5.00 

5.15 

0.0018 

0.0426 

16.83 

120 

103.17 

4.00 

4.13 

0.0018 

0.0005 

16.83 

100 

83.17 

3.00 

2.50 

0.0015 

0.0023 

23.72 

80 

56.28 

4.00 

2.25 

0.0015 

0.0177 

15.67 

120 

104.33 

4.00 

4.17 

0.0018 

0.0163 

18.58 

80 

61.42 

4.00 

2.46 

0.0015 

0.0116 

11.35 

80 

68.65 

4.00 

2.75 

0.0015 

0.0016 

11.35 

90 

78.65 

5.00 

3.93 

0.0015 

0.0093 

18.63 

120 

101.37 

4.00 

4.05 

0.0015 

0.0002 
















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

18.63 

120 

101.37 

4.00 

4.05 

0.0015 

0.0000 

19.43 

150 

130.57 

5.00 

6.53 

0.0015 

0.0008 

15.41 

120 

104.59 

4.00 

4.18 

0.0018 

0.0554 

15.41 

100 

84.59 

3.00 

2.54 

0.0015 

0.0013 

17.71 

90 

72.29 

5.00 

3.61 

0.0015 

0.0027 

15.52 

150 

134.48 

5.00 

6.72 

0.0015 

0.0421 

18.04 

120 

101.96 

4.00 

4.08 

0.0015 

0.0158 

18.04 

120 

101.96 

5.00 

5.10 

0.0018 

0.0229 

19.08 

90 

70.92 

5.00 

3.55 

0.0015 

0.0010 

13.44 

150 

136.56 

5.00 

6.83 

0.0015 

0.0653 

18.65 

120 

101.35 

4.00 

4.05 

0.0015 

0.0001 

18.65 

120 

101.35 

4.00 

4.05 

0.0015 

0.0074 

12.94 

120 

107.06 

4.00 

4.28 

0.0015 

0.0217 

24.75 

120 

95.25 

4.00 

3.81 

0.0015 

0.1005 

24.75 

120 

95.25 

4.00 

3.81 

0.0015 

0.0166 

17.08 

90 

72.92 

5.00 

3.65 

0.0015 

0.0108 

13.95 

150 

136.05 

5.00 

6.80 

0.0015 

0.0896 

15.26 

120 

104.74 

4.00 

4.19 

0.0015 

0.1695 

17.33 

120 

102.67 

4.00 

4.11 

0.0018 

0.0176 

17.33 

100 

82.67 

3.00 

2.48 

0.0015 

0.0041 

12.52 

120 

107.48 

4.00 

4.30 

0.0015 

0.0336 

16.04 

120 

103.96 

4.00 

4.16 

0.0015 

0.0209 

12.36 

80 

67.64 

4.00 

2.71 

0.0015 

0.0634 

12.36 

80 

67.64 

4.00 

2.71 

0.0015 

0.0004 

14.98 

150 

135.02 

5.00 

6.75 

0.0015 

0.0400 

14.98 

150 

135.02 

5.00 

6.75 

0.0015 

0.0070 

17.57 

80 

62.43 

4.00 

2.50 

0.0015 

0.0064 

20.50 

120 

99.50 

4.00 

3.98 

0.0015 

0.0335 

14.39 

80 

65.61 

4.00 

2.62 

0.0015 

0.0007 

14.39 

90 

75.61 

5.00 

3.78 

0.0015 

0.0098 

15.97 

120 

104.03 

4.00 

4.16 

0.0015 

0.0104 

15.20 

80 

64.80 

4.00 

2.59 

0.0015 

0.0131 

19.35 

120 

100.65 

4.00 

4.03 

0.0015 

0.0008 

19.35 

120 

100.65 

5.00 

5.03 

0.0018 

0.0106 

15.63 

120 

104.37 

4.00 

4.17 

0.0018 

0.0135 

15.63 

100 

84.37 

3.00 

2.53 

0.0015 

0.0047 

16.30 

120 

103.70 

4.00 

4.15 

0.0015 

0.0262 

12.43 

120 

107.57 

4.00 

4.30 

0.0018 

0.0143 

12.43 

100 

87.57 

3.00 

2.63 

0.0015 

0.0076 

16.42 

150 

133.58 

5.00 

6.68 

0.0015 

0.0191 

13.96 

120 

106.04 

4.00 

4.24 

0.0015 

0.0260 

13.96 

120 

106.04 

4.00 

4.24 

0.0015 

0.0068 

15.52 

80 

64.48 

4.00 

2.58 

0.0015 

0.0121 

13.38 

90 

76.62 

5.00 

3.83 

0.0015 

0.0085 

11.18 

120 

108.82 

4.00 

4.35 

0.0015 

0.0109 

16.56 

150 

133.44 

5.00 

6.67 

0.0015 

0.0027 

16.56 

150 

133.44 

5.00 

6.67 

0.0015 

0.0312 

16.56 

150 

133.44 

5.00 

6.67 

0.0015 

0.0366 

15.29 

120 

104.71 

4.00 

4.19 

0.0018 

0.0277 

14.08 

80 

65.92 

4.00 

2.64 

0.0015 

0.0167 

19.16 

120 

100.84 

4.00 

4.03 

0.0015 

0.0032 

17.74 

80 

62.26 

4.00 

2.49 

0.0015 

0.0090 

17.74 

80 

62.26 

4.00 

2.49 

0.0015 

0.0367 

17.74 

80 

62.26 

4.00 

2.49 

0.0015 

0.0020 

16.55 

120 

103.45 

4.00 

4.14 

0.0015 

0.0184 


















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Bari 


Bariya Heera 


Bariya Meda 


Barla (arwar Ka) 


Barla Khera 


Barli 


Barni 


Bassi (Masooda) 


Bathera 


Been 


Begaliyawas 


Bhadsi 


Bhagawanpura 


Bhagwanpura (Masooda) 


Bhairoo Khera 


Bhairoo Pura 


Bhairoon Khera 


Bhairoon Khera (Hanootiya) 


Bhalesariya 


Bhanas 


Bhartawa 


Bhawani Khera(Masooda) 


Bhawanipura 


Bheel Khera 


Bheemlat 


Bhim 


Bhojpura 


Bhopal Garh 


Bichchhu Dara 


Biliyawas 


Borela 


Borwa 


Chainpura 


Chak Masooda 


Chandma 


Chapaneri 


Chatarpura 


Chawandiya 


Chhapiya Khera 


Census Code 


0824000102782700 


0821000502548500 


0824000102795400 


0824000102794300 


0821000502546900 


0825000102957700 


0821000502539200 


0824000302810500 


0821000702564100 


0821000702564600 


0824000102789300 


0821000502537500 


0824000102790600 


0821000402532500 


0821000502545200 


0824000102781800 


0821000502547900 


0821000502543100 


0821000702564300 


0824000102789200 


0824000102792300 


0824000102783100 


0821000502536600 


0821000502546200 


0821000502540500 


0824000102797300 


0825000102959200 


0821000502537600 


0824000102786700 


0825000102961600 


0824000202802100 


0825000102962300 


0824000102782300 


0825000102957000 


0824000102782800 


0825000102959600 


0824000102793000 


0825000102956100 


0824000102786600 


0821000502537400 


0824000302811700 


0821000702563900 


0824000102783300 


0821000702561500 


0824000202802700 



Zone (Fresh 
/ Saline) 


6.54 Fresh 


1.57 Fresh 


16.65 Fresh 


4.35 Fresh 


6.93 Fresh 


5.09 Fresh 


0.89 Fresh 


2.92 Fresh 


7.89 Fresh 


17.39 Fresh 


7.36 Fresh 





1.21 Fresh 


1.33 Fresh 


1.32 Fresh 


2.25 Fresh 


2.45 Fresh 


2.51 Fresh 


4.47 Fresh 


2.12 Fresh 


3.16 Fresh 


2.35 Fresh 


10.49 Fresh 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

15.09 

120 

104.91 

4.00 

4.20 

0.0015 

0.0361 

11.05 

80 

68.95 

4.00 

2.76 

0.0015 

0.0035 

11.05 

80 

68.95 

4.00 

2.76 

0.0015 

0.0030 

13.65 

120 

106.35 

4.00 

4.25 

0.0015 

0.0181 

12.53 

120 

107.47 

4.00 

4.30 

0.0015 

0.0110 

12.53 

120 

107.47 

4.00 

4.30 

0.0015 

0.0171 

18.05 

80 

61.95 

4.00 

2.48 

0.0015 

0.0257 

15.70 

120 

104.30 

4.00 

4.17 

0.0018 

0.0369 

9.80 

80 

70.20 

4.00 

2.81 

0.0015 

0.0038 

14.56 

150 

135.44 

5.00 

6.77 

0.0015 

0.0236 

13.99 

80 

66.01 

4.00 

2.64 

0.0015 

0.0313 

14.33 

80 

65.67 

4.00 

2.63 

0.0015 

0.0685 

21.18 

120 

98.82 

4.00 

3.95 

0.0015 

0.0297 

21.18 

120 

98.82 

4.00 

3.95 

0.0015 

0.0121 

21.18 

120 

98.82 

5.00 

4.94 

0.0018 

0.0026 

18.88 

120 

101.12 

4.00 

4.04 

0.0015 

0.0164 

18.88 

120 

101.12 

4.00 

4.04 

0.0015 

0.0016 

17.44 

90 

72.56 

5.00 

3.63 

0.0015 

0.0141 

28.05 

120 

91.95 

4.00 

3.68 

0.0015 

0.0087 

14.19 

90 

75.81 

5.00 

3.79 

0.0015 

0.0097 

15.62 

80 

64.38 

4.00 

2.58 

0.0015 

0.0183 

15.62 

80 

64.38 

4.00 

2.58 

0.0015 

0.0003 

11.47 

120 

108.53 

4.00 

4.34 

0.0015 

0.0306 

13.92 

80 

66.08 

4.00 

2.64 

0.0015 

0.0267 

15.48 

80 

64.52 

4.00 

2.58 

0.0015 

0.0214 

12.86 

80 

67.14 

4.00 

2.69 

0.0015 

0.0064 

20.75 

120 

99.25 

4.00 

3.97 

0.0015 

0.0108 

20.75 

120 

99.25 

4.00 

3.97 

0.0015 

0.0018 

21.59 

120 

98.41 

4.00 

3.94 

0.0015 

0.0072 

15.66 

120 

104.34 

4.00 

4.17 

0.0015 

0.0083 

18.67 

90 

71.33 

5.00 

3.57 

0.0015 

0.0070 

20.93 

80 

59.07 

4.00 

2.36 

0.0015 

0.0045 

15.66 

80 

64.34 

4.00 

2.57 

0.0015 

0.0095 

11.77 

120 

108.23 

4.00 

4.33 

0.0015 

0.0163 

17.76 

120 

102.24 

4.00 

4.09 

0.0018 

0.0163 

17.76 

100 

82.24 

3.00 

2.47 

0.0015 

0.0009 

17.17 

90 

72.83 

5.00 

3.64 

0.0015 

0.0116 

17.82 

120 

102.18 

4.00 

4.09 

0.0015 

0.0190 

15.89 

120 

104.11 

4.00 

4.16 

0.0018 

0.0171 

16.91 

150 

133.09 

5.00 

6.65 

0.0015 

0.0826 

16.91 

120 

103.09 

4.00 

4.12 

0.0018 

0.0160 

15.02 

100 

84.98 

3.00 

2.55 

0.0015 

0.0352 

14.78 

120 

105.22 

4.00 

4.21 

0.0015 

0.0415 

16.66 

120 

103.34 

4.00 

4.13 

0.0018 

0.0007 

15.53 

120 

104.47 

4.00 

4.18 

0.0015 

0.0273 

10.76 

120 

109.24 

4.00 

4.37 

0.0018 

0.0028 

14.04 

120 

105.96 

4.00 

4.24 

0.0015 

0.0424 

15.96 

120 

104.04 

4.00 

4.16 

0.0018 

0.0150 

16.85 

120 

103.15 

4.00 

4.13 

0.0015 

0.0640 

16.49 

90 

73.51 

5.00 

3.68 

0.0015 

0.0051 

9.43 

60 

50.57 

20.00 

10.11 

0.0100 

0.0142 

15.22 

80 

64.78 

4.00 

2.59 

0.0015 

0.0811 

16.26 

120 

103.74 

4.00 

4.15 

0.0015 

0.0271 

14.76 

80 

65.24 

4.00 

2.61 

0.0015 

0.0004 

16.10 

150 

133.90 

5.00 

6.70 

0.0015 

0.0167 














































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

25.08 

120 

94.92 

4.00 

3.80 

0.0015 

0.0034 

25.08 

120 

94.92 

4.00 

3.80 

0.0015 

0.0039 

17.09 

80 

62.91 

4.00 

2.52 

0.0015 

0.0002 

17.09 

90 

72.91 

5.00 

3.65 

0.0015 

0.0175 

16.73 

80 

63.27 

4.00 

2.53 

0.0015 

0.0033 

16.73 

80 

63.27 

4.00 

2.53 

0.0015 

0.0145 

29.45 

120 

90.55 

4.00 

3.62 

0.0015 

0.0350 

18.07 

120 

101.93 

4.00 

4.08 

0.0018 

0.0154 

12.82 

100 

87.18 

3.00 

2.62 

0.0015 

0.0208 

12.50 

120 

107.50 

4.00 

4.30 

0.0015 

0.0013 

12.50 

120 

107.50 

4.00 

4.30 

0.0015 

0.0161 

22.37 

150 

127.63 

5.00 

6.38 

0.0015 

0.1111 

22.37 

150 

127.63 

5.00 

6.38 

0.0015 

0.1011 

30.17 

120 

89.83 

4.00 

3.59 

0.0015 

0.0164 

30.17 

120 

89.83 

4.00 

3.59 

0.0015 

0.0032 

11.11 

120 

108.89 

4.00 

4.36 

0.0015 

0.0041 

13.91 

150 

136.09 

5.00 

6.80 

0.0015 

0.0226 

15.27 

80 

64.73 

4.00 

2.59 

0.0015 

0.0249 

15.78 

80 

64.22 

4.00 

2.57 

0.0015 

0.0183 

17.60 

120 

102.40 

4.00 

4.10 

0.0018 

0.0118 

15.48 

80 

64.52 

4.00 

2.58 

0.0015 

0.0060 

15.60 

80 

64.40 

4.00 

2.58 

0.0015 

0.0049 

15.60 

80 

64.40 

4.00 

2.58 

0.0015 

0.0005 

17.04 

80 

62.96 

4.00 

2.52 

0.0015 

0.0001 

17.04 

90 

72.96 

5.00 

3.65 

0.0015 

0.0069 

11.05 

80 

68.95 

4.00 

2.76 

0.0015 

0.1300 

15.88 

80 

64.12 

4.00 

2.56 

0.0015 

0.0158 

27.73 

80 

52.27 

4.00 

2.09 

0.0015 

0.0125 

23.92 

80 

56.08 

4.00 

2.24 

0.0015 

0.0047 

16.43 

80 

63.57 

4.00 

2.54 

0.0015 

0.0002 

16.43 

80 

63.57 

4.00 

2.54 

0.0015 

0.0141 

14.57 

80 

65.43 

4.00 

2.62 

0.0015 

0.0186 

12.51 

120 

107.49 

4.00 

4.30 

0.0015 

0.0059 

12.51 

120 

107.49 

4.00 

4.30 

0.0015 

0.0104 

14.80 

80 

65.20 

4.00 

2.61 

0.0015 

0.0099 

14.80 

90 

75.20 

5.00 

3.76 

0.0015 

0.0009 

22.14 

80 

57.86 

4.00 

2.31 

0.0015 

0.0152 

14.35 

80 

65.65 

4.00 

2.63 

0.0015 

0.0106 

14.44 

150 

135.56 

5.00 

6.78 

0.0015 

0.1388 

14.44 

150 

135.56 

5.00 

6.78 

0.0015 

0.0214 

14.44 

150 

135.56 

5.00 

6.78 

0.0015 

0.0037 

14.44 

150 

135.56 

5.00 

6.78 

0.0015 

0.1012 

15.24 

150 

134.76 

5.00 

6.74 

0.0015 

0.0047 

14.56 

120 

105.44 

4.00 

4.22 

0.0015 

0.0159 

17.60 

80 

62.40 

4.00 

2.50 

0.0015 

0.0006 

17.60 

90 

72.40 

5.00 

3.62 

0.0015 

0.0079 

11.96 

150 

138.04 

5.00 

6.90 

0.0015 

0.0004 

16.20 

120 

103.80 

4.00 

4.15 

0.0018 

0.0091 

12.45 

150 

137.55 

5.00 

6.88 

0.0015 

0.0027 

12.45 

150 

137.55 

5.00 

6.88 

0.0015 

0.0034 

22.14 

120 

97.86 

4.00 

3.91 

0.0015 

0.0063 

22.14 

120 

97.86 

4.00 

3.91 

0.0015 

0.0030 

13.34 

120 

106.66 

4.00 

4.27 

0.0015 

0.0162 

14.57 

100 

85.43 

3.00 

2.56 

0.0015 

0.0119 

15.59 

120 

104.41 

4.00 

4.18 

0.0018 

0.0347 















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

21.09 

120 

98.91 

4.00 

3.96 

0.0015 

0.0075 

14.79 

80 

65.21 

4.00 

2.61 

0.0015 

0.0574 

14.52 

80 

65.48 

4.00 

2.62 

0.0015 

0.0213 

16.86 

120 

103.14 

4.00 

4.13 

0.0015 

0.0089 

17.09 

150 

132.91 

5.00 

6.65 

0.0015 

0.1177 

20.92 

120 

99.08 

5.00 

4.95 

0.0018 

0.0074 

17.11 

150 

132.89 

5.00 

6.64 

0.0015 

0.1259 

11.85 

80 

68.15 

4.00 

2.73 

0.0015 

0.0315 

11.45 

80 

68.55 

4.00 

2.74 

0.0015 

0.0118 

22.60 

120 

97.40 

4.00 

3.90 

0.0015 

0.0006 

21.19 

120 

98.81 

4.00 

3.95 

0.0015 

0.0050 

10.04 

150 

139.96 

5.00 

7.00 

0.0015 

0.0092 

10.04 

150 

139.96 

5.00 

7.00 

0.0015 

0.0076 

17.00 

120 

103.00 

4.00 

4.12 

0.0015 

0.0238 

15.00 

120 

105.00 

4.00 

4.20 

0.0015 

0.0280 

16.56 

150 

133.44 

5.00 

6.67 

0.0015 

0.0169 

17.33 

120 

102.67 

4.00 

4.11 

0.0015 

0.0235 

19.34 

120 

100.66 

4.00 

4.03 

0.0015 

0.0364 

14.72 

150 

135.28 

5.00 

6.76 

0.0015 

0.0001 

18.98 

120 

101.02 

5.00 

5.05 

0.0018 

0.0348 

12.38 

80 

67.62 

4.00 

2.70 

0.0015 

0.0109 

14.57 

120 

105.43 

4.00 

4.22 

0.0018 

0.0557 

15.03 

120 

104.97 

4.00 

4.20 

0.0015 

0.0248 

16.60 

120 

103.40 

4.00 

4.14 

0.0015 

0.0164 

12.45 

100 

87.55 

3.00 

2.63 

0.0015 

0.0019 

16.65 

150 

133.35 

5.00 

6.67 

0.0015 

0.0221 

10.32 

90 

79.68 

5.00 

3.98 

0.0015 

0.0000 

15.20 

80 

64.80 

4.00 

2.59 

0.0015 

0.0058 

17.03 

120 

102.97 

4.00 

4.12 

0.0015 

0.0021 

17.03 

120 

102.97 

5.00 

5.15 

0.0018 

0.0058 

29.44 

120 

90.56 

4.00 

3.62 

0.0015 

0.0056 

26.86 

120 

93.14 

4.00 

3.73 

0.0015 

0.0189 

15.76 

80 

64.24 

4.00 

2.57 

0.0015 

0.0041 

14.32 

120 

105.68 

4.00 

4.23 

0.0015 

0.0172 

18.46 

120 

101.54 

4.00 

4.06 

0.0015 

0.0146 

16.80 

150 

133.20 

5.00 

6.66 

0.0015 

0.0073 

14.90 

150 

135.10 

5.00 

6.76 

0.0015 

0.1807 

17.49 

90 

72.51 

5.00 

3.63 

0.0015 

0.0163 

11.24 

80 

68.76 

4.00 

2.75 

0.0015 

0.0218 

11.24 

80 

68.76 

4.00 

2.75 

0.0015 

0.0448 

12.59 

80 

67.41 

4.00 

2.70 

0.0015 

0.0170 

12.59 

80 

67.41 

4.00 

2.70 

0.0015 

0.0164 

18.96 

90 

71.04 

5.00 

3.55 

0.0015 

0.0035 

21.16 

80 

58.84 

4.00 

2.35 

0.0015 

0.0170 

16.12 

120 

103.88 

4.00 

4.16 

0.0015 

0.0173 

18.51 

90 

71.49 

5.00 

3.57 

0.0015 

0.0569 

23.63 

120 

96.37 

4.00 

3.85 

0.0015 

0.0061 

23.63 

120 

96.37 

4.00 

3.85 

0.0015 

0.0108 

16.63 

120 

103.37 

4.00 

4.13 

0.0018 

0.0033 

16.69 

120 

103.31 

4.00 

4.13 

0.0018 

0.0020 

18.45 

90 

71.55 

5.00 

3.58 

0.0015 

0.0113 

15.88 

80 

64.12 

4.00 

2.56 

0.0015 

0.0323 

16.78 

150 

133.22 

5.00 

6.66 

0.0015 

0.2098 

17.10 

150 

132.90 

5.00 

6.64 

0.0015 

0.1209 

17.94 

80 

62.06 

4.00 

2.48 

0.0015 

0.0063 






























































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

17.94 

80 

62.06 

4.00 

2.48 

0.0015 

0.0084 

15.52 

80 

64.48 

4.00 

2.58 

0.0015 

0.0083 

21.36 

120 

98.64 

4.00 

3.95 

0.0015 

0.0051 

21.64 

120 

98.36 

4.00 

3.93 

0.0015 

0.0071 

14.12 

150 

135.88 

5.00 

6.79 

0.0015 

0.0028 

14.12 

150 

135.88 

5.00 

6.79 

0.0015 

0.0982 

21.35 

120 

98.65 

4.00 

3.95 

0.0015 

0.0196 

21.12 

120 

98.88 

4.00 

3.96 

0.0015 

0.0156 

21.12 

120 

98.88 

5.00 

4.94 

0.0018 

0.0029 

15.10 

120 

104.90 

4.00 

4.20 

0.0018 

0.0126 

23.94 

80 

56.06 

4.00 

2.24 

0.0015 

0.0178 

21.34 

120 

98.66 

4.00 

3.95 

0.0015 

0.0162 

16.28 

120 

103.72 

4.00 

4.15 

0.0018 

0.0149 

16.28 

100 

83.72 

3.00 

2.51 

0.0015 

0.0000 

16.24 

120 

103.76 

4.00 

4.15 

0.0018 

0.0205 

20.41 

150 

129.59 

5.00 

6.48 

0.0015 

0.0806 

10.98 

120 

109.02 

4.00 

4.36 

0.0015 

0.0274 

17.56 

80 

62.44 

4.00 

2.50 

0.0015 

0.0483 

17.56 

80 

62.44 

4.00 

2.50 

0.0015 

0.0531 

13.29 

120 

106.71 

4.00 

4.27 

0.0018 

0.0344 

13.29 

100 

86.71 

3.00 

2.60 

0.0015 

0.0000 

16.18 

80 

63.82 

4.00 

2.55 

0.0015 

0.0020 

16.61 

120 

103.39 

4.00 

4.14 

0.0018 

0.0080 

16.61 

100 

83.39 

3.00 

2.50 

0.0015 

0.0013 

16.05 

80 

63.95 

4.00 

2.56 

0.0015 

0.0098 

18.78 

120 

101.22 

5.00 

5.06 

0.0018 

0.0350 

13.17 

80 

66.83 

4.00 

2.67 

0.0015 

0.0184 

21.44 

120 

98.57 

4.00 

3.94 

0.0015 

0.0040 

21.44 

120 

98.57 

4.00 

3.94 

0.0015 

0.0124 

25.19 

120 

94.81 

4.00 

3.79 

0.0015 

0.0306 

12.38 

120 

107.62 

4.00 

4.30 

0.0015 

0.0213 

13.43 

80 

66.57 

4.00 

2.66 

0.0015 

0.0150 

11.65 

80 

68.35 

4.00 

2.73 

0.0015 

0.0415 

11.65 

90 

78.35 

5.00 

3.92 

0.0015 

0.0230 

17.00 

80 

63.00 

4.00 

2.52 

0.0015 

0.0020 

20.42 

120 

99.58 

4.00 

3.98 

0.0015 

0.0064 

20.42 

120 

99.58 

5.00 

4.98 

0.0018 

0.0043 

11.60 

150 

138.40 

5.00 

6.92 

0.0015 

0.0076 

16.45 

150 

133.55 

5.00 

6.68 

0.0015 

0.0029 

16.95 

90 

73.05 

5.00 

3.65 

0.0015 

0.0005 

16.50 

120 

103.50 

4.00 

4.14 

0.0018 

0.0283 

15.35 

120 

104.65 

4.00 

4.19 

0.0018 

0.0056 

15.35 

100 

84.65 

3.00 

2.54 

0.0015 

0.0141 

14.16 

120 

105.84 

4.00 

4.23 

0.0018 

0.0441 

14.16 

100 

85.84 

3.00 

2.58 

0.0015 

0.0025 

28.03 

80 

51.97 

4.00 

2.08 

0.0015 

0.0064 

14.21 

150 

135.79 

5.00 

6.79 

0.0015 

0.0003 

22.37 

120 

97.63 

4.00 

3.91 

0.0015 

0.0001 

22.37 

120 

97.63 

4.00 

3.91 

0.0015 

0.0004 

18.53 

90 

71.47 

5.00 

3.57 

0.0015 

0.0024 

13.41 

80 

66.59 

4.00 

2.66 

0.0015 

0.0491 

15.62 

120 

104.38 

4.00 

4.18 

0.0018 

0.0152 

15.35 

80 

64.65 

4.00 

2.59 

0.0015 

0.0035 

15.96 

80 

64.04 

4.00 

2.56 

0.0015 

0.0228 

15.96 

80 

64.04 

4.00 

2.56 

0.0015 

0.0079 

























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

25.09 

120 

94.91 

4.00 

3.80 

0.0015 

0.0054 

25.09 

120 

94.91 

4.00 

3.80 

0.0015 

0.0063 

16.32 

80 

63.68 

4.00 

2.55 

0.0015 

0.0169 

11.72 

120 

108.28 

4.00 

4.33 

0.0015 

0.0162 

20.41 

120 

99.59 

4.00 

3.98 

0.0015 

0.0000 

20.41 

120 

99.59 

4.00 

3.98 

0.0015 

0.0143 

15.23 

80 

64.77 

4.00 

2.59 

0.0015 

0.0033 

25.22 

80 

54.78 

4.00 

2.19 

0.0015 

0.0051 

17.29 

120 

102.71 

4.00 

4.11 

0.0015 

0.0227 

18.93 

90 

71.07 

5.00 

3.55 

0.0015 

0.0059 

15.70 

150 

134.30 

5.00 

6.72 

0.0015 

0.0072 

15.70 

150 

134.30 

5.00 

6.72 

0.0015 

0.0163 

23.74 

80 

56.26 

4.00 

2.25 

0.0015 

0.0259 

13.28 

120 

106.72 

4.00 

4.27 

0.0015 

0.0160 

29.72 

120 

90.28 

4.00 

3.61 

0.0015 

0.0093 

11.12 

80 

68.88 

4.00 

2.76 

0.0015 

0.0004 

26.11 

120 

93.89 

4.00 

3.76 

0.0015 

0.0014 

26.11 

120 

93.89 

4.00 

3.76 

0.0015 

0.0037 

16.76 

120 

103.24 

4.00 

4.13 

0.0018 

0.0013 

18.60 

90 

71.40 

5.00 

3.57 

0.0015 

0.0005 

16.89 

80 

63.11 

4.00 

2.52 

0.0015 

0.0112 

16.89 

80 

63.11 

4.00 

2.52 

0.0015 

0.0032 

15.08 

80 

64.92 

4.00 

2.60 

0.0015 

0.0053 

12.95 

120 

107.05 

4.00 

4.28 

0.0015 

0.0007 

16.17 

120 

103.83 

4.00 

4.15 

0.0015 

0.0262 

16.17 

120 

103.83 

4.00 

4.15 

0.0015 

0.0004 

11.14 

120 

108.86 

4.00 

4.35 

0.0015 

0.0210 

18.45 

90 

71.55 

5.00 

3.58 

0.0015 

0.0365 

16.16 

150 

133.84 

5.00 

6.69 

0.0015 

0.1424 

16.16 

120 

103.84 

4.00 

4.15 

0.0018 

0.0001 

10.56 

150 

139.44 

5.00 

6.97 

0.0015 

0.0002 

10.56 

150 

139.44 

5.00 

6.97 

0.0015 

0.0089 

10.56 

150 

139.44 

5.00 

6.97 

0.0015 

0.0017 

16.15 

150 

133.85 

5.00 

6.69 

0.0015 

0.0629 

18.62 

150 

131.38 

5.00 

6.57 

0.0015 

0.0234 

12.87 

80 

67.13 

4.00 

2.69 

0.0015 

0.0267 

17.57 

120 

102.43 

4.00 

4.10 

0.0018 

0.0401 

19.04 

90 

70.96 

5.00 

3.55 

0.0015 

0.0032 

17.61 

100 

82.39 

3.00 

2.47 

0.0015 

0.0044 

12.30 

120 

107.70 

4.00 

4.31 

0.0015 

0.0009 

17.69 

80 

62.31 

4.00 

2.49 

0.0015 

0.0080 

17.69 

80 

62.31 

4.00 

2.49 

0.0015 

0.0090 

12.61 

150 

137.39 

5.00 

6.87 

0.0015 

0.0021 

19.09 

80 

60.91 

4.00 

2.44 

0.0015 

0.0007 

19.09 

90 

70.91 

5.00 

3.55 

0.0015 

0.0593 

23.12 

120 

96.88 

4.00 

3.88 

0.0015 

0.0141 

19.29 

120 

100.71 

4.00 

4.03 

0.0015 

0.0079 

19.29 

120 

100.71 

4.00 

4.03 

0.0015 

0.0000 

16.66 

120 

103.34 

4.00 

4.13 

0.0015 

0.0055 

14.90 

120 

105.10 

4.00 

4.20 

0.0018 

0.0324 

14.90 

100 

85.10 

3.00 

2.55 

0.0015 

0.0058 

12.73 

120 

107.27 

4.00 

4.29 

0.0018 

0.0048 

18.24 

90 

71.76 

5.00 

3.59 

0.0015 

0.0134 

14.03 

150 

135.97 

5.00 

6.80 

0.0015 

0.1533 

14.58 

150 

135.42 

5.00 

6.77 

0.0015 

0.1155 



























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Kundal Ki Gawar 


Kurthal 


Kushalpura 


Lachhman Garh 


Lachhmikhera 


Lachhmipura 


Ladpura 


Laget Khera 


Lalawas 


Lamba 


Lamgara 


Landi 


Lasariya 


Laxmi Pura 


Laxmipura @ Kotra 


Leeri 


Lodiyana 


Looneta 


Lordi 


Malaseri 


Mali Khera @ Maganpura 


Mana Nangla 


Manpura 


Marewara 


Masinghji Ka Khera 


Masinghpura 


Masooda 


Mataji Ka Khera 


Mathaniya 


Mayla Khet 


Mechhon Ka Bariya 


Mediya 


Mefaliyas 


Mewasa 


Miyala Khet 


Mogar 


Mohro Ka Khera 


Mokhampura 


Moondiya Khera 


Mothi 


Motras 


Moyana 


Murayla 


Nagar 


Nagola 


Nahargarh 


Census Code 


0825000102962400 


0821000702565600 


0821000502543400 


0824000102785000 


0821000502547700 


0824000202803700 


0821000502541600 


0825000102957300 


0821000502543000 


0821000502545600 


0824000202803200 


0821000702564900 


0821000502537200 


0825000102959700 


0821000502546000 


0824000102783000 


0821000302514300 


0821000502547200 



Zone (Fresh 
/ Saline) 


0821000402534300 


0821000502545700 


0824000102790200 


0824000302810900 


0825000102956300 


0821000502536700 


0824000102797600 


0824000102794700 


0824000102783500 


0821000502543200 


0821000702564700 


0824000302810800 


0821000702559100 


0825000102963500 


0824000102793300 


0821000402533700 


0824000102794100 


0824000502838600 


0825000102960400 


0824000102785400 


0824000102795000 


0821000502548100 


0821000702564000 


0824000102785200 


0824000102784500 


0821000502537100 


0824000202802300 


0821000502548600 


0821000702563800 


0824000202802000 


4.20 Fresh 


16.19 Saline 


4.38 Fresh 


0.78 Fresh 


3.37 Fresh 


3.01 Fresh 


1.85 Fresh 


1.61 Fresh 




7.61 Fresh 


11.83 Fresh 


3.95 Fresh 


2.34 Fresh 


2.19 Fresh 


5.33 Fresh 


5.14 Fresh 


1.55 Fresh 


1.29 Fresh 


41.76 Fresh 


11.57 Fresh 


2.50 Fresh 


3.88 Fresh 


1.11 Fresh 


9.37 Fresh 


78.62 Fresh 


5.49 Fresh 


4.32 Fresh 


5.56 Fresh 


3.40 Fresh 


7.77 Fresh 


4.56 Fresh 


3.86 Fresh 


5.42 Fresh 


7.91 Fresh 


6.20 Fresh 


1.68 Fresh 


12.70 Fresh 


21.03 Fresh 


3.40 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C.) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

15.39 

100 

84.61 

3.00 

2.54 

0.0015 

0.0159 

11.60 

80 

68.40 

4.00 

2.74 

0.0015 

0.0246 

15.80 

80 

64.20 

4.00 

2.57 

0.0015 

0.0168 

16.00 

120 

104.00 

4.00 

4.16 

0.0015 

0.0049 

11.92 

80 

68.08 

4.00 

2.72 

0.0015 

0.0138 

16.59 

150 

133.41 

5.00 

6.67 

0.0015 

0.0301 

25.82 

80 

54.18 

4.00 

2.17 

0.0015 

0.0060 

16.64 

120 

103.36 

4.00 

4.13 

0.0018 

0.0094 

16.64 

100 

83.36 

3.00 

2.50 

0.0015 

0.0006 

14.54 

80 

65.46 

4.00 

2.62 

0.0015 

0.0206 

14.20 

80 

65.80 

4.00 

2.63 

0.0015 

0.0612 

17.37 

150 

132.63 

5.00 

6.63 

0.0015 

0.1458 

11.80 

80 

68.20 

4.00 

2.73 

0.0015 

0.0339 

17.98 

90 

72.02 

5.00 

3.60 

0.0015 

0.0116 

12.57 

120 

107.43 

4.00 

4.30 

0.0018 

0.0169 

27.79 

80 

52.21 

4.00 

2.09 

0.0015 

0.0045 

15.63 

120 

104.37 

4.00 

4.17 

0.0015 

0.0334 

18.57 

90 

71.43 

5.00 

3.57 

0.0015 

0.0006 

17.01 

80 

62.99 

4.00 

2.52 

0.0015 

0.0075 

17.01 

80 

62.99 

4.00 

2.52 

0.0015 

0.0285 

14.50 

80 

65.50 

4.00 

2.62 

0.0015 

0.0015 

14.50 

90 

75.50 

5.00 

3.78 

0.0015 

0.0866 

17.17 

90 

72.83 

5.00 

3.64 

0.0015 

0.0000 

16.38 

80 

63.62 

4.00 

2.54 

0.0015 

0.0451 

21.32 

120 

98.68 

4.00 

3.95 

0.0015 

0.0000 

13.60 

150 

136.40 

5.00 

6.82 

0.0015 

0.0235 

15.31 

120 

104.69 

4.00 

4.19 

0.0018 

0.0161 

18.57 

90 

71.43 

5.00 

3.57 

0.0015 

0.0286 

15.64 

120 

104.36 

4.00 

4.17 

0.0015 

0.0312 

12.89 

120 

107.11 

4.00 

4.28 

0.0015 

0.0099 

17.45 

120 

102.55 

4.00 

4.10 

0.0015 

0.0079 

16.00 

80 

64.00 

4.00 

2.56 

0.0015 

0.1143 

16.00 

90 

74.00 

5.00 

3.70 

0.0015 

0.0593 

13.57 

80 

66.43 

4.00 

2.66 

0.0015 

0.0461 

16.53 

150 

133.47 

5.00 

6.67 

0.0015 

0.0228 

13.59 

80 

66.41 

4.00 

2.66 

0.0015 

0.0155 

14.41 

120 

105.59 

4.00 

4.22 

0.0018 

0.0081 

12.42 

120 

107.58 

4.00 

4.30 

0.0015 

0.0010 

12.42 

120 

107.58 

4.00 

4.30 

0.0015 

0.0009 

13.00 

90 

77.00 

5.00 

3.85 

0.0015 

0.0034 

12.25 

120 

107.75 

4.00 

4.31 

0.0015 

0.0234 

17.39 

150 

132.61 

5.00 

6.63 

0.0015 

0.0117 

13.47 

120 

106.53 

4.00 

4.26 

0.0018 

0.0406 

15.57 

120 

104.43 

4.00 

4.18 

0.0015 

0.0213 

11.67 

120 

108.33 

4.00 

4.33 

0.0015 

0.0012 

11.67 

120 

108.33 

4.00 

4.33 

0.0015 

0.0493 

15.31 

80 

64.69 

4.00 

2.59 

0.0015 

0.0177 

14.27 

80 

65.73 

4.00 

2.63 

0.0015 

0.0152 

17.39 

120 

102.61 

4.00 

4.10 

0.0015 

0.0334 

18.18 

120 

101.82 

5.00 

5.09 

0.0018 

0.0705 

18.60 

90 

71.40 

5.00 

3.57 

0.0015 

0.0302 

15.27 

150 

134.73 

5.00 

6.74 

0.0015 

0.0170 

13.90 

80 

66.10 

4.00 

2.64 

0.0015 

0.0504 

12.74 

80 

67.27 

4.00 

2.69 

0.0015 

0.0009 

16.75 

150 

133.25 

5.00 

6.66 

0.0015 

0.0152 

























































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Older Alluvium 


Gneisses(B.G.C) 


Older Alluvium 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

16.75 

120 

103.25 

4.00 

4.13 

0.0018 

0.0136 

14.09 

150 

135.91 

5.00 

6.80 

0.0015 

0.0284 

14.09 

150 

135.91 

5.00 

6.80 

0.0015 

0.0048 

14.37 

120 

105.63 

4.00 

4.23 

0.0018 

0.0663 

14.49 

120 

105.51 

4.00 

4.22 

0.0018 

0.0000 

14.49 

100 

85.51 

3.00 

2.57 

0.0015 

0.0160 

12.28 

80 

67.72 

4.00 

2.71 

0.0015 

0.0007 

12.28 

80 

67.72 

4.00 

2.71 

0.0015 

0.0000 

17.07 

80 

62.93 

4.00 

2.52 

0.0015 

0.0384 

17.17 

120 

102.83 

4.00 

4.11 

0.0018 

0.0140 

16.01 

120 

103.99 

4.00 

4.16 

0.0018 

0.0158 

16.01 

100 

83.99 

3.00 

2.52 

0.0015 

0.0021 

12.46 

80 

67.54 

4.00 

2.70 

0.0015 

0.0497 

19.14 

90 

70.86 

5.00 

3.54 

0.0015 

0.0002 

10.29 

90 

79.71 

5.00 

3.99 

0.0015 

0.0001 

12.27 

120 

107.73 

4.00 

4.31 

0.0015 

0.0279 

11.38 

120 

108.62 

4.00 

4.34 

0.0015 

0.0204 

15.72 

120 

104.28 

4.00 

4.17 

0.0015 

0.0353 

12.91 

80 

67.09 

4.00 

2.68 

0.0015 

0.0018 

15.99 

120 

104.01 

4.00 

4.16 

0.0018 

0.0349 

13.19 

90 

76.81 

5.00 

3.84 

0.0015 

0.0036 

11.72 

80 

68.28 

4.00 

2.73 

0.0015 

0.0041 

11.72 

80 

68.28 

4.00 

2.73 

0.0015 

0.0059 

11.12 

120 

108.88 

4.00 

4.36 

0.0015 

0.0603 

11.17 

120 

108.83 

4.00 

4.35 

0.0015 

0.0041 

24.09 

120 

95.91 

4.00 

3.84 

0.0015 

0.0367 

26.96 

120 

93.04 

4.00 

3.72 

0.0015 

0.0040 

26.96 

120 

93.04 

4.00 

3.72 

0.0015 

0.0434 

20.63 

120 

99.37 

4.00 

3.97 

0.0018 

0.0240 

20.63 

120 

99.37 

4.00 

3.97 

0.0018 

0.0291 

20.63 

120 

99.37 

4.00 

3.97 

0.0018 

0.0308 

20.63 

100 

79.37 

3.00 

2.38 

0.0015 

0.0040 

13.78 

120 

106.22 

4.00 

4.25 

0.0015 

0.0063 

15.95 

120 

104.05 

4.00 

4.16 

0.0015 

0.0614 

15.95 

120 

104.05 

5.00 

5.20 

0.0018 

0.0057 

16.14 

150 

133.86 

5.00 

6.69 

0.0015 

0.0058 

16.14 

150 

133.86 

5.00 

6.69 

0.0015 

0.0174 

16.85 

100 

83.15 

3.00 

2.49 

0.0015 

0.0023 

13.73 

80 

66.27 

4.00 

2.65 

0.0015 

0.0021 

13.73 

90 

76.27 

5.00 

3.81 

0.0015 

0.0136 

16.67 

120 

103.33 

4.00 

4.13 

0.0018 

0.0040 

16.67 

100 

83.33 

3.00 

2.50 

0.0015 

0.0009 

19.45 

80 

60.55 

4.00 

2.42 

0.0015 

0.0231 

15.91 

120 

104.09 

4.00 

4.16 

0.0018 

0.0155 

24.87 

150 

125.13 

5.00 

6.26 

0.0015 

0.0101 

9.96 

150 

140.04 

5.00 

7.00 

0.0015 

0.0738 

9.96 

60 

50.04 

20.00 

10.01 

0.0100 

0.2903 

9.96 

150 

140.04 

5.00 

7.00 

0.0015 

0.0079 

9.96 

60 

50.04 

20.00 

10.01 

0.0100 

0.0658 

30.07 

120 

89.93 

4.00 

3.60 

0.0015 

0.0069 

18.70 

150 

131.31 

5.00 

6.57 

0.0015 

0.0003 

18.70 

120 

101.31 

4.00 

4.05 

0.0018 

0.0147 

25.33 

80 

54.67 

4.00 

2.19 

0.0015 

0.0038 

17.51 

120 

102.49 

4.00 

4.10 

0.0015 

0.0316 

15.16 

80 

64.84 

4.00 

2.59 

0.0015 

0.0076 














































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone (Fresh 
/ Saline) 



Praton Ka Chaura 


Purana Sarsoonda 


Purani Rajyas 


Ragpura 


Rajor 


Rajpura 


Rajwa 


Ralayta 


Ramgarh 


Rampura 


Rampura Gaina 


Rampuriya 


Ranata Bhagwanpura 


Ranawaton Ka Khera 


Ranjeetpura 


Ratakot 


Ratangarh 


Ratanpura 


Ratanpura Ghata 


Rayra 


Reechhmal 


Renpura 


Roopaheli Kalan 


Roopaheli Khurd 


Rooppura 


Rudrapura 


Rughnath Garh 


Sabalpura 


Sabdara 


Sadaran 


0824000102781500 


0824000302813100 


0824000302810100 


0821000502537800 


0825000102956200 


0824000302812100 


0825000102959500 


0824000302812400 


0821000502541300 


0821000502536900 


0824000102784000 



0824000302811600 


0821000502538300 


0824000102791000 


0821000402532600 


0824000102787400 


0824000302809500 


0821000702559000 


0821000502536400 


0821000502543300 


0824000102782000 


0824000302811800 


0821000502539300 


0824000102791500 


0821000502539600 


0821000502540000 


0821000502539400 


0821000502539500 


0824000102783900 


0824000102788900 


0824000102789700 


0824000202802900 


0824000102788800 


0824000102797500 


0821000502537000 


0824000102794900 


0825000102962900 


0.76 Fresh 


6.98 Fresh 


8.26 Fresh 


5.97 Fresh 


6.97 Fresh 


4.10 Fresh 


5.37 Fresh 


3.18 Fresh 


17.46 Fresh 


2.30 Fresh 


11.76 Fresh 


6.77 Fresh 


1.63 Fresh 


3.75 Fresh 


5.89 Fresh 


1.63 Fresh 


1.12 Fresh 


25.79 Fresh 


3.35 Fresh 


2.83 Fresh 


3.74 Fresh 


5.82 Fresh 


0.91 Fresh 


6.07 Fresh 


3.14 Fresh 


2.80 Fresh 


4.60 Fresh 


2.06 Fresh 


2.18 Fresh 


4.47 Fresh 


1.18 Fresh 


5.35 Fresh 


3.43 Fresh 


2.95 Fresh 


2.69 Fresh 


3.63 Fresh 


3.51 Fresh 


Type of Area 

(Command / Non- Hydrogeological Unit 
command) 






Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Older Alluvium 


Older Alluvium 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

15.16 

90 

74.84 

5.00 

3.74 

0.0015 

0.0000 

13.33 

120 

106.67 

4.00 

4.27 

0.0015 

0.0048 

12.23 

150 

137.77 

5.00 

6.89 

0.0015 

0.0000 

12.23 

150 

137.77 

5.00 

6.89 

0.0015 

0.0034 

14.03 

150 

135.97 

5.00 

6.80 

0.0015 

0.0691 

14.03 

150 

135.97 

5.00 

6.80 

0.0015 

0.0029 

14.35 

150 

135.65 

5.00 

6.78 

0.0015 

0.0013 

16.47 

80 

63.53 

4.00 

2.54 

0.0015 

0.0215 

16.47 

90 

73.53 

5.00 

3.68 

0.0015 

0.0012 

12.08 

120 

107.92 

4.00 

4.32 

0.0018 

0.0427 

10.29 

150 

139.71 

5.00 

6.99 

0.0015 

0.0019 

10.28 

120 

109.72 

4.00 

4.39 

0.0018 

0.0403 

12.35 

150 

137.65 

5.00 

6.88 

0.0015 

0.0069 

28.29 

80 

51.71 

4.00 

2.07 

0.0015 

0.0124 

16.22 

90 

73.78 

5.00 

3.69 

0.0015 

0.0127 

18.97 

120 

101.03 

4.00 

4.04 

0.0015 

0.0667 

18.97 

120 

101.03 

5.00 

5.05 

0.0018 

0.0067 

9.30 

60 

50.70 

20.00 

10.14 

0.0100 

0.0459 

17.61 

90 

72.39 

5.00 

3.62 

0.0015 

0.0013 

25.62 

120 

94.38 

4.00 

3.78 

0.0015 

0.0165 

25.62 

120 

94.38 

4.00 

3.78 

0.0015 

0.0001 

10.78 

90 

79.22 

5.00 

3.96 

0.0015 

0.0006 

24.79 

120 

95.21 

4.00 

3.81 

0.0015 

0.0093 

14.11 

150 

135.89 

5.00 

6.79 

0.0015 

0.0114 

12.78 

80 

67.22 

4.00 

2.69 

0.0015 

0.0985 

19.00 

90 

71.00 

5.00 

3.55 

0.0015 

0.0112 

15.47 

80 

64.53 

4.00 

2.58 

0.0015 

0.0110 

13.27 

120 

106.73 

4.00 

4.27 

0.0015 

0.0146 

9.24 

60 

50.76 

20.00 

10.15 

0.0100 

0.0000 

9.24 

60 

50.76 

20.00 

10.15 

0.0100 

0.0016 

9.82 

80 

70.18 

4.00 

2.81 

0.0015 

0.0038 

27.37 

120 

92.63 

4.00 

3.71 

0.0015 

0.0306 

27.37 

120 

92.63 

4.00 

3.71 

0.0015 

0.0022 

16.34 

80 

63.66 

4.00 

2.55 

0.0015 

0.0120 

14.51 

80 

65.49 

4.00 

2.62 

0.0015 

0.0110 

13.00 

80 

67.00 

4.00 

2.68 

0.0015 

0.0185 

14.62 

80 

65.38 

4.00 

2.62 

0.0015 

0.0081 

17.52 

120 

102.48 

4.00 

4.10 

0.0015 

0.0134 

19.01 

120 

100.99 

4.00 

4.04 

0.0015 

0.0005 

19.01 

120 

100.99 

4.00 

4.04 

0.0015 

0.0187 

19.01 

120 

100.99 

5.00 

5.05 

0.0018 

0.0115 

21.78 

120 

98.22 

4.00 

3.93 

0.0015 

0.0070 

17.87 

150 

132.13 

5.00 

6.61 

0.0015 

0.0178 

19.73 

120 

100.27 

4.00 

4.01 

0.0015 

0.0030 

19.73 

120 

100.27 

4.00 

4.01 

0.0015 

0.0159 

19.73 

120 

100.27 

5.00 

5.01 

0.0018 

0.0025 

21.06 

120 

98.94 

4.00 

3.96 

0.0015 

0.0235 

21.06 

120 

98.94 

5.00 

4.95 

0.0018 

0.0000 

29.78 

120 

90.22 

4.00 

3.61 

0.0015 

0.0108 

29.78 

120 

90.22 

4.00 

3.61 

0.0015 

0.0052 

11.86 

120 

108.14 

4.00 

4.33 

0.0015 

0.0192 

17.13 

90 

72.87 

5.00 

3.64 

0.0015 

0.0147 

12.50 

120 

107.50 

4.00 

4.30 

0.0015 

0.0141 

12.50 

120 

107.50 

4.00 

4.30 

0.0015 

0.0093 

15.07 

100 

84.93 

3.00 

2.55 

0.0015 

0.0123 














































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Sagani 


Sahnuda 


Salarmala li 


Salva 


Samapa 


Samel 


Sameliya 


Sangani 


Sangari 


Sangarwas 


Sangram Garh 


Santosh Pura 


Sapola 


Sarhiyan 


Saroth 


Sathana 


Sawaigarh 


Sawaipura 


Semla Ka Bariya 


Shambhoo Garh 


Shekhawas 


Shergarh 


Shiv Nagar 


Shivpur 


Shivpura Ghata 


Shivpuri 


Shyam Garh 


Shyampura 


Shyopura 


Shyopura Ass 


Sikhrani 


Singawal 


Singhpura 


Sohanpura 


Sooliya 


Soona Chodsiya 


Sopura 


Sulwara 


Census Code 


0824000102789600 


0824000502836900 


0821000502546500 


0824000502833800 


0821000402531500 


0824000102782200 


0825000102960900 


0824000102793200 


0824000302811500 


Zone (Fresh 
/ Saline) 


0821000402526300 


0824000102788700 


0824000302812000 


0824000102784200 



0821000502536200 


0825000102959400 


0821000502548000 


0824000102784400 


0821000702558700 


0824000102783200 


0824000102786800 


0824000102789500 


0825000102957500 


0821000502545400 


0821000502541800 


0824000202803000 


0821000402526200 


0824000502833400 


0821000502539100 


0821000502542400 


0821000502535700 


0821000502543500 


0821000502542600 


0825000102958900 


0821000502548300 


0821000702559500 


0824000102782900 


0824000102781900 


0824000502837300 


0821000502538200 


0824000102791700 


0824000102795200 




Saline 


3.25 Fresh 


9.85 Fresh 


1.70 Fresh 


12.49 Fresh 



6.10 Fresh 


9.35 Fresh 


17.83 Fresh 


1.77 Fresh 


5.87 Fresh 


2.28 Fresh 


4.73 Fresh 


11.28 Fresh 


5.88 Fresh 


19.98 Fresh 


3.06 Fresh 


10.17 Fresh 


4.58 Fresh 


13.55 Fresh 


1.47 Fresh 


16.05 Fresh 


10.84 Fresh 


4.30 Fresh 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Older Alluvium 

Non-command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C.) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

20.54 

120 

99.46 

4.00 

3.98 

0.0015 

0.0058 

10.69 

150 

139.31 

5.00 

6.97 

0.0015 

0.0211 

17.77 

80 

62.23 

4.00 

2.49 

0.0015 

0.0050 

12.52 

150 

137.48 

5.00 

6.87 

0.0015 

0.0257 

13.40 

90 

76.60 

5.00 

3.83 

0.0015 

0.0054 

11.96 

120 

108.04 

4.00 

4.32 

0.0015 

0.0163 

17.50 

120 

102.50 

4.00 

4.10 

0.0018 

0.0107 

12.75 

120 

107.25 

4.00 

4.29 

0.0015 

0.0001 

9.50 

150 

140.50 

5.00 

7.02 

0.0015 

0.0036 

9.50 

60 

50.50 

20.00 

10.10 

0.0100 

0.0156 

9.50 

150 

140.50 

5.00 

7.02 

0.0015 

0.0068 

17.54 

150 

132.46 

5.00 

6.62 

0.0015 

0.1279 

17.54 

150 

132.46 

5.00 

6.62 

0.0015 

0.0177 

17.54 

150 

132.46 

5.00 

6.62 

0.0015 

0.0085 

17.28 

90 

72.72 

5.00 

3.64 

0.0015 

0.0007 

19.67 

120 

100.33 

4.00 

4.01 

0.0015 

0.0010 

19.67 

120 

100.33 

5.00 

5.02 

0.0018 

0.0850 

10.65 

150 

139.35 

5.00 

6.97 

0.0015 

0.0145 

20.49 

120 

99.51 

4.00 

3.98 

0.0015 

0.0528 

20.49 

120 

99.51 

5.00 

4.98 

0.0018 

0.0317 

14.39 

150 

135.61 

5.00 

6.78 

0.0015 

0.0029 

14.39 

150 

135.61 

5.00 

6.78 

0.0015 

0.0153 

19.23 

90 

70.77 

5.00 

3.54 

0.0015 

0.0009 

16.93 

120 

103.07 

4.00 

4.12 

0.0018 

0.0326 

15.95 

80 

64.05 

4.00 

2.56 

0.0015 

0.0048 

15.95 

80 

64.05 

4.00 

2.56 

0.0015 

0.0637 

19.20 

120 

100.80 

5.00 

5.04 

0.0018 

0.0156 

15.09 

80 

64.91 

4.00 

2.60 

0.0015 

0.0071 

15.92 

120 

104.08 

4.00 

4.16 

0.0015 

0.0142 

18.78 

120 

101.22 

4.00 

4.05 

0.0015 

0.0129 

21.03 

120 

98.97 

4.00 

3.96 

0.0015 

0.0269 

21.03 

120 

98.97 

4.00 

3.96 

0.0015 

0.0393 

16.84 

120 

103.16 

4.00 

4.13 

0.0018 

0.0424 

13.90 

80 

66.10 

4.00 

2.64 

0.0015 

0.0792 

27.13 

80 

52.87 

4.00 

2.11 

0.0015 

0.0097 

14.47 

150 

135.53 

5.00 

6.78 

0.0015 

0.1033 

16.50 

80 

63.50 

4.00 

2.54 

0.0015 

0.0091 

16.50 

90 

73.50 

5.00 

3.67 

0.0015 

0.0099 

16.78 

150 

133.22 

5.00 

6.66 

0.0015 

0.1316 

10.16 

80 

69.84 

4.00 

2.79 

0.0015 

0.0058 

20.88 

80 

59.12 

4.00 

2.36 

0.0015 

0.0445 

18.99 

90 

71.01 

5.00 

3.55 

0.0015 

0.0511 

19.45 

80 

60.55 

4.00 

2.42 

0.0015 

0.0006 

19.45 

90 

70.55 

5.00 

3.53 

0.0015 

0.0063 

15.68 

80 

64.32 

4.00 

2.57 

0.0015 

0.0117 

15.07 

120 

104.93 

4.00 

4.20 

0.0018 

0.0117 

15.29 

80 

64.71 

4.00 

2.59 

0.0015 

0.0814 

16.06 

80 

63.94 

4.00 

2.56 

0.0015 

0.0550 

15.80 

120 

104.20 

4.00 

4.17 

0.0015 

0.0122 

13.80 

120 

106.20 

4.00 

4.25 

0.0015 

0.0210 

12.57 

150 

137.43 

5.00 

6.87 

0.0015 

0.0167 

17.24 

90 

72.76 

5.00 

3.64 

0.0015 

0.0017 

29.56 

120 

90.44 

4.00 

3.62 

0.0015 

0.0165 

12.89 

120 

107.11 

4.00 

4.28 

0.0015 

0.0043 

12.89 

120 

107.11 

4.00 

4.28 

0.0015 

0.0340 


































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



07006047 


Sunar Kuri 


Suradiya 


Suraj 


Surajmal Ji Ka Khera 


Surajpura (Kesharpura) 


Swajna Chainpura 


Tatgarh 


Teebana 


Teetri 


Telara 


Thana 


Thaneta 


Thoomiya 


Tiloli 


Togi 


Udaipur Khera 


Uma Ka Khera 


Umar Baori 


Undawasan 


Uttami 


Anjna 


Arjungarh 


Atholiya 


Baddoo 


Bagata Kakhera 


Baggar 


Bagjana 


Bamni 


Beer Deogarh 


Bhabhana 


Bhawanipura 


Bhera Gurha 


Bichhudra 


Chaita 


Chak Kalagun 


Chansen 


Charda 


Chattarpura 


Cheta Asan (Rura 


Chhapli 


Census Code 


0825000102962800 


0821000402525900 


0824000102786900 


0824000102787000 


0821000502540900 


0825000102956700 


0821000402534100 


0825000102961200 


0825000102960700 


0821000702561200 


0824000502833200 


0825000102960300 


0824000102786200 


0824000102797800 


0825000102961300 


0821000702564200 


0824000302811200 


0825000102956800 


0825000202970200 


0821000502540100 


0825000202975500 


0825000202970300 


0825000102963800 


0824000502837400 


0824000102797400 


0825000102965900 


0824000502835400 


0824000102792500 


0825000202977500 


0824000502836700 


0824000102786700 


0825000102967400 


0825000102963300 


0825000102966900 


0825000202969900 


0824000502834300 


0825000202977100 


0825000102964900 


0825000202974300 


0825000102968400 



Zone (Fresh 
/ Saline) 



4.09 Fresh 


6.20 Fresh 


1.54 Fresh 


2.19 Fresh 


4.53 Fresh 


3.45 Fresh 


11.61 Fresh 


3.27 Fresh 


9.94 Fresh 


5.39 Fresh 


10.95 Fresh 


5.67 Fresh 


1.99 Fresh 


24.95 Fresh 


3.28 Fresh 


2.97 Fresh 


1.39 Saline 


0.44 Fresh 


4.08 Fresh 


6.17 Fresh 


5.23 Saline 


5.85 Fresh 


2.03 Fresh 


8.79 Fresh 


5.58 Fresh 


11.38 Fresh 


Saline 


5.87 Saline 


3.78 Fresh 


5.19 Fresh 



7.97 Saline 


6.77 Fresh 


3.16 Fresh 


1.80 Saline 




Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

15.52 

100 

84.48 

3.00 

2.53 

0.0015 

0.0076 

16.77 

90 

73.23 

5.00 

3.66 

0.0015 

0.0004 

19.32 

120 

100.68 

4.00 

4.03 

0.0015 

0.0054 

14.49 

120 

105.51 

4.00 

4.22 

0.0015 

0.0138 

15.60 

80 

64.40 

4.00 

2.58 

0.0015 

0.0175 

17.56 

120 

102.44 

4.00 

4.10 

0.0018 

0.0247 

15.83 

90 

74.17 

5.00 

3.71 

0.0015 

0.0016 

14.98 

120 

105.02 

4.00 

4.20 

0.0018 

0.0228 

14.98 

100 

85.02 

3.00 

2.55 

0.0015 

0.0001 

17.28 

120 

102.72 

4.00 

4.11 

0.0018 

0.0715 

13.89 

80 

66.11 

4.00 

2.64 

0.0015 

0.0001 

15.94 

150 

134.06 

5.00 

6.70 

0.0015 

0.1097 

13.82 

120 

106.18 

4.00 

4.25 

0.0018 

0.0393 

15.48 

120 

104.52 

4.00 

4.18 

0.0015 

0.0125 

9.85 

120 

110.15 

4.00 

4.41 

0.0015 

0.0037 

14.30 

120 

105.70 

4.00 

4.23 

0.0018 

0.0210 

14.30 

100 

85.70 

3.00 

2.57 

0.0015 

0.0017 

14.14 

80 

65.86 

4.00 

2.63 

0.0015 

0.0110 

11.56 

150 

138.44 

5.00 

6.92 

0.0015 

0.0037 

17.21 

120 

102.79 

4.00 

4.11 

0.0018 

0.0032 

13.52 

120 

106.48 

4.00 

4.26 

0.0015 

0.0119 

14.20 

80 

65.80 

4.00 

2.63 

0.0015 

0.0236 

14.20 

90 

75.80 

5.00 

3.79 

0.0015 

0.0012 

15.32 

120 

104.68 

4.00 

4.19 

0.0015 

0.0298 

12.94 

120 

107.06 

4.00 

4.28 

0.0015 

0.0158 

15.57 

120 

104.43 

4.00 

4.18 

0.0018 

0.0115 

15.57 

100 

84.43 

3.00 

2.53 

0.0015 

0.0018 

13.95 

150 

136.05 

5.00 

6.80 

0.0015 

0.0001 

12.52 

120 

107.48 

4.00 

4.30 

0.0015 

0.0024 

13.17 

100 

86.83 

3.00 

2.60 

0.0015 

0.0277 

13.17 

100 

86.83 

3.00 

2.60 

0.0015 

0.0158 

16.81 

120 

103.19 

4.00 

4.13 

0.0018 

0.0000 

16.81 

100 

83.19 

3.00 

2.50 

0.0015 

0.0102 

12.06 

150 

137.94 

5.00 

6.90 

0.0015 

0.0391 

13.96 

120 

106.04 

4.00 

4.24 

0.0015 

0.0002 

13.96 

120 

106.04 

4.00 

4.24 

0.0015 

0.0001 

15.86 

120 

104.14 

4.00 

4.17 

0.0018 

0.0028 

15.86 

100 

84.14 

3.00 

2.52 

0.0015 

0.0322 

13.70 

120 

106.30 

4.00 

4.25 

0.0018 

0.0001 

13.70 

100 

86.30 

3.00 

2.59 

0.0015 

0.0187 

15.27 

120 

104.73 

4.00 

4.19 

0.0015 

0.0095 

8.34 

150 

141.66 

5.00 

7.08 

0.0015 

0.0081 

17.82 

120 

102.18 

4.00 

4.09 

0.0015 

0.0003 

15.44 

120 

104.56 

4.00 

4.18 

0.0018 

0.0002 

15.44 

100 

84.56 

3.00 

2.54 

0.0015 

0.0041 

15.01 

120 

104.99 

4.00 

4.20 

0.0015 

0.0143 

15.01 

100 

84.99 

3.00 

2.55 

0.0015 

0.0000 

15.94 

100 

84.06 

3.00 

2.52 

0.0015 

0.0052 

15.76 

100 

84.24 

3.00 

2.53 

0.0015 

0.0071 

14.06 

120 

105.94 

4.00 

4.24 

0.0015 

0.0165 

12.58 

150 

137.42 

5.00 

6.87 

0.0015 

0.0475 

14.72 

120 

105.28 

4.00 

4.21 

0.0015 

0.0087 

22.58 

100 

77.42 

3.00 

2.32 

0.0015 

0.0075 

15.81 

100 

84.19 

3.00 

2.53 

0.0015 

0.0068 

12.16 

120 

107.84 

4.00 

4.31 

0.0018 

0.0034 









































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.16 

100 

87.84 

3.00 

2.64 

0.0015 

0.0028 

12.12 

150 

137.88 

5.00 

6.89 

0.0015 

0.1094 

15.68 

120 

104.32 

4.00 

4.17 

0.0018 

0.0141 

15.68 

100 

84.32 

3.00 

2.53 

0.0015 

0.0136 

16.65 

100 

83.35 

3.00 

2.50 

0.0015 

0.0047 

12.82 

100 

87.18 

3.00 

2.62 

0.0015 

0.0006 

12.90 

150 

137.10 

5.00 

6.85 

0.0015 

0.0067 

12.50 

120 

107.50 

4.00 

4.30 

0.0015 

0.0000 

12.50 

120 

107.50 

4.00 

4.30 

0.0015 

0.0105 

15.97 

100 

84.03 

3.00 

2.52 

0.0015 

0.0051 

15.04 

120 

104.96 

4.00 

4.20 

0.0015 

0.0411 

15.26 

120 

104.74 

4.00 

4.19 

0.0015 

0.0468 

15.26 

100 

84.74 

3.00 

2.54 

0.0015 

0.0381 

15.50 

100 

84.51 

3.00 

2.54 

0.0015 

0.0067 

17.54 

120 

102.47 

4.00 

4.10 

0.0015 

0.0214 

22.73 

100 

77.27 

3.00 

2.32 

0.0015 

0.0136 

12.37 

120 

107.63 

4.00 

4.31 

0.0015 

0.0180 

15.24 

150 

134.76 

5.00 

6.74 

0.0015 

0.0383 

14.37 

100 

85.63 

3.00 

2.57 

0.0015 

0.0038 

14.49 

100 

85.51 

3.00 

2.57 

0.0015 

0.0054 

11.96 

150 

138.04 

5.00 

6.90 

0.0015 

0.0382 

14.30 

120 

105.70 

4.00 

4.23 

0.0018 

0.0200 

14.30 

100 

85.70 

3.00 

2.57 

0.0015 

0.0085 

13.17 

150 

136.83 

5.00 

6.84 

0.0015 

0.0803 

13.34 

120 

106.66 

4.00 

4.27 

0.0015 

0.0054 

12.30 

150 

137.70 

5.00 

6.89 

0.0015 

0.0819 

17.11 

150 

132.89 

5.00 

6.64 

0.0015 

0.0428 

11.06 

150 

138.94 

5.00 

6.95 

0.0015 

0.0359 

14.37 

120 

105.63 

4.00 

4.23 

0.0015 

0.0159 

14.37 

120 

105.63 

4.00 

4.23 

0.0015 

0.0113 

13.77 

150 

136.23 

5.00 

6.81 

0.0015 

0.0606 

11.64 

150 

138.36 

5.00 

6.92 

0.0015 

0.0278 

16.56 

150 

133.44 

5.00 

6.67 

0.0015 

0.0226 

8.89 

150 

141.11 

5.00 

7.06 

0.0015 

0.0016 

15.34 

150 

134.66 

5.00 

6.73 

0.0015 

0.1087 

16.02 

100 

83.98 

3.00 

2.52 

0.0015 

0.0214 

15.59 

100 

84.41 

3.00 

2.53 

0.0015 

0.0086 

15.23 

100 

84.77 

3.00 

2.54 

0.0015 

0.0076 

15.04 

120 

104.96 

4.00 

4.20 

0.0015 

0.0600 

12.20 

120 

107.80 

4.00 

4.31 

0.0015 

0.0193 

15.80 

120 

104.20 

4.00 

4.17 

0.0015 

0.0082 

12.38 

120 

107.62 

4.00 

4.30 

0.0015 

0.0391 

19.46 

120 

100.54 

4.00 

4.02 

0.0015 

0.0000 

14.03 

100 

85.97 

3.00 

2.58 

0.0015 

0.0061 

15.13 

120 

104.87 

4.00 

4.19 

0.0015 

0.0080 

18.59 

100 

81.41 

3.00 

2.44 

0.0015 

0.0226 

16.45 

150 

133.55 

5.00 

6.68 

0.0015 

0.0098 

13.81 

100 

86.19 

3.00 

2.59 

0.0015 

0.0272 

13.26 

120 

106.74 

4.00 

4.27 

0.0015 

0.0455 

13.66 

120 

106.34 

4.00 

4.25 

0.0015 

0.0415 

13.62 

120 

106.38 

4.00 

4.26 

0.0015 

0.0137 

13.62 

120 

106.38 

4.00 

4.26 

0.0015 

0.0131 

14.16 

120 

105.84 

4.00 

4.23 

0.0018 

0.0139 

14.16 

100 

85.84 

3.00 

2.58 

0.0015 

0.0022 

15.50 

100 

84.50 

2.61 

2.21 

0.0015 

0.0010 





















































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite & Schist 


Gneisses 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

15.50 

100 

84.50 

3.00 

2.53 

0.0015 

0.0257 

14.53 

120 

105.47 

4.00 

4.22 

0.0018 

0.0035 

14.53 

100 

85.47 

3.00 

2.56 

0.0015 

0.0107 

9.72 

150 

140.28 

5.00 

7.01 

0.0015 

0.0218 

15.32 

100 

84.68 

3.00 

2.54 

0.0015 

0.0055 

17.69 

150 

132.31 

5.00 

6.62 

0.0015 

0.0634 

12.16 

120 

107.84 

4.00 

4.31 

0.0015 

0.0392 

14.61 

100 

85.39 

3.00 

2.56 

0.0015 

0.0055 

15.64 

150 

134.36 

5.00 

6.72 

0.0015 

0.0286 

12.95 

120 

107.05 

4.00 

4.28 

0.0015 

0.0184 

12.42 

150 

137.58 

5.00 

6.88 

0.0015 

0.0166 

12.39 

100 

87.61 

3.00 

2.63 

0.0015 

0.0063 

12.30 

120 

107.70 

4.00 

4.31 

0.0015 

0.0068 

13.71 

120 

106.29 

4.00 

4.25 

0.0015 

0.0378 

12.61 

150 

137.39 

5.00 

6.87 

0.0015 

0.0997 

14.59 

100 

85.41 

3.00 

2.56 

0.0015 

0.0162 

15.11 

100 

84.89 

2.61 

2.22 

0.0015 

0.0010 

15.11 

100 

84.89 

3.00 

2.55 

0.0015 

0.0074 

13.34 

100 

86.66 

3.00 

2.60 

0.0015 

0.0000 

13.20 

100 

86.80 

2.61 

2.27 

0.0015 

0.0101 

13.20 

100 

86.80 

3.00 

2.60 

0.0015 

0.0144 

13.07 

150 

136.93 

5.00 

6.85 

0.0015 

0.0590 

19.12 

120 

100.88 

4.00 

4.04 

0.0015 

0.0009 

15.37 

120 

104.63 

4.00 

4.19 

0.0015 

0.0040 

15.37 

120 

104.63 

4.00 

4.19 

0.0015 

0.0000 

15.72 

120 

104.28 

4.00 

4.17 

0.0018 

0.0051 

15.72 

100 

84.28 

3.00 

2.53 

0.0015 

0.0016 

21.83 

100 

78.17 

3.00 

2.35 

0.0015 

0.0248 

13.60 

120 

106.40 

4.00 

4.26 

0.0015 

0.1110 

13.51 

120 

106.49 

4.00 

4.26 

0.0015 

0.0074 

17.17 

90 

72.83 

5.00 

3.64 

0.0015 

0.0415 

16.58 

120 

103.42 

4.00 

4.14 

0.0015 

0.0080 

16.58 

120 

103.42 

4.00 

4.14 

0.0015 

0.0004 

13.49 

120 

106.51 

4.00 

4.26 

0.0015 

0.0131 

15.59 

90 

74.41 

5.00 

3.72 

0.0015 

0.0191 

19.42 

120 

100.58 

4.00 

4.02 

0.0015 

0.0006 

14.32 

120 

105.68 

4.00 

4.23 

0.0015 

0.0157 

22.04 

100 

77.96 

3.00 

2.34 

0.0015 

0.0196 

15.06 

120 

104.94 

4.00 

4.20 

0.0015 

0.0217 

19.89 

90 

70.11 

5.00 

3.51 

0.0015 

0.0302 

12.42 

120 

107.58 

4.00 

4.30 

0.0015 

0.0000 

12.42 

120 

107.58 

4.00 

4.30 

0.0015 

0.0585 

13.00 

90 

77.00 

5.00 

3.85 

0.0015 

0.0040 

12.25 

120 

107.75 

4.00 

4.31 

0.0015 

0.0121 

13.23 

150 

136.77 

5.00 

6.84 

0.0015 

0.0314 

15.37 

100 

84.63 

2.61 

2.21 

0.0015 

0.0371 

14.12 

100 

85.88 

3.00 

2.58 

0.0015 

0.0089 

14.01 

150 

135.99 

5.00 

6.80 

0.0015 

0.0276 

17.52 

100 

82.48 

3.00 

2.47 

0.0015 

0.0160 

15.16 

150 

134.84 

5.00 

6.74 

0.0015 

0.0592 

12.69 

120 

107.31 

4.00 

4.29 

0.0015 

0.0063 

14.70 

150 

135.30 

5.00 

6.76 

0.0015 

0.0378 

16.00 

100 

84.00 

3.00 

2.52 

0.0015 

0.0023 

18.01 

100 

81.99 

3.00 

2.46 

0.0015 

0.0220 

13.32 

120 

106.68 

4.00 

4.27 

0.0015 

0.0028 
























































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

13.32 

100 

86.68 

2.61 

2.26 

0.0015 

0.0103 

13.32 

120 

106.68 

4.00 

4.27 

0.0015 

0.0018 

13.32 

100 

86.68 

3.00 

2.60 

0.0015 

0.0034 

13.78 

120 

106.22 

4.00 

4.25 

0.0015 

0.0186 

13.78 

120 

106.22 

4.00 

4.25 

0.0015 

0.0140 

16.35 

100 

83.65 

3.00 

2.51 

0.0015 

0.0087 

14.95 

100 

85.05 

3.00 

2.55 

0.0015 

0.0263 

14.95 

100 

85.05 

3.00 

2.55 

0.0015 

0.0009 

15.35 

120 

104.65 

4.00 

4.19 

0.0015 

0.0043 

12.22 

120 

107.78 

4.00 

4.31 

0.0015 

0.0039 

14.49 

100 

85.51 

3.00 

2.57 

0.0015 

0.0142 

15.13 

120 

104.87 

4.00 

4.19 

0.0015 

0.0195 

19.32 

120 

100.68 

4.00 

4.03 

0.0015 

0.0008 

13.69 

120 

106.31 

4.00 

4.25 

0.0015 

0.0178 

13.38 

150 

136.62 

5.00 

6.83 

0.0015 

0.0132 

12.83 

120 

107.17 

4.00 

4.29 

0.0015 

0.0227 

12.83 

100 

87.17 

2.61 

2.28 

0.0015 

0.0038 

12.83 

120 

107.17 

4.00 

4.29 

0.0015 

0.0004 

22.77 

100 

77.23 

3.00 

2.32 

0.0015 

0.0039 

12.82 

150 

137.18 

5.00 

6.86 

0.0015 

0.0508 

12.44 

150 

137.56 

5.00 

6.88 

0.0015 

0.0444 

13.46 

120 

106.54 

4.00 

4.26 

0.0015 

0.0119 

14.06 

120 

105.94 

4.00 

4.24 

0.0015 

0.0113 

10.69 

150 

139.31 

5.00 

6.97 

0.0015 

0.0307 

12.18 

120 

107.82 

4.00 

4.31 

0.0015 

0.0200 

12.52 

150 

137.48 

5.00 

6.87 

0.0015 

0.0013 

12.75 

120 

107.25 

4.00 

4.29 

0.0015 

0.0131 

13.41 

100 

86.59 

2.61 

2.26 

0.0015 

0.0099 

20.73 

100 

79.27 

2.61 

2.07 

0.0015 

0.0044 

14.58 

120 

105.42 

4.00 

4.22 

0.0015 

0.0104 

14.58 

100 

85.42 

3.00 

2.56 

0.0015 

0.0099 

13.40 

120 

106.60 

4.00 

4.26 

0.0015 

0.0000 

11.34 

150 

138.66 

5.00 

6.93 

0.0015 

0.0064 

18.78 

120 

101.22 

4.00 

4.05 

0.0015 

0.0158 

14.78 

120 

105.22 

4.00 

4.21 

0.0015 

0.0075 

13.25 

120 

106.75 

4.00 

4.27 

0.0015 

0.0311 

13.25 

100 

86.75 

2.61 

2.26 

0.0015 

0.0007 

16.78 

150 

133.22 

5.00 

6.66 

0.0015 

0.0029 

13.97 

120 

106.03 

4.00 

4.24 

0.0015 

0.0128 

13.97 

100 

86.03 

3.00 

2.58 

0.0015 

0.0012 

12.60 

150 

137.40 

5.00 

6.87 

0.0015 

0.0121 

13.00 

120 

107.00 

4.00 

4.28 

0.0015 

0.0685 

13.46 

120 

106.54 

4.00 

4.26 

0.0015 

0.0014 

12.57 

150 

137.43 

5.00 

6.87 

0.0015 

0.0708 

15.52 

100 

84.48 

3.00 

2.53 

0.0015 

0.0068 

19.32 

120 

100.68 

4.00 

4.03 

0.0015 

0.0039 

13.27 

120 

106.73 

4.00 

4.27 

0.0015 

0.0116 

14.24 

120 

105.76 

4.00 

4.23 

0.0015 

0.0247 

14.24 

100 

85.76 

3.00 

2.57 

0.0015 

0.0003 

14.69 

120 

105.32 

4.00 

4.21 

0.0015 

0.0117 

14.69 

100 

85.32 

3.00 

2.56 

0.0015 

0.0037 

13.22 

150 

136.78 

5.00 

6.84 

0.0015 

0.0402 

13.16 

120 

106.84 

4.00 

4.27 

0.0015 

0.1005 

21.36 

100 

78.64 

3.00 

2.36 

0.0015 

0.0023 

15.83 

90 

74.17 

5.00 

3.71 

0.0015 

0.0628 































































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

14.87 

120 

105.13 

4.00 

4.21 

0.0015 

0.0063 

13.69 

120 

106.31 

4.00 

4.25 

0.0015 

0.0105 

13.69 

100 

86.31 

3.00 

2.59 

0.0015 

0.0000 

13.75 

100 

86.25 

3.00 

2.59 

0.0015 

0.0076 

15.94 

150 

134.06 

5.00 

6.70 

0.0015 

0.0004 

12.52 

120 

107.48 

4.00 

4.30 

0.0018 

0.0122 

12.52 

100 

87.48 

3.00 

2.62 

0.0015 

0.0083 

12.52 

120 

107.48 

4.00 

4.30 

0.0018 

0.0081 

12.52 

100 

87.48 

3.00 

2.62 

0.0015 

0.0038 

14.51 

100 

85.49 

3.00 

2.56 

0.0015 

0.0089 

13.61 

150 

136.39 

5.00 

6.82 

0.0015 

0.0366 

15.95 

150 

134.05 

5.00 

6.70 

0.0015 

0.0308 

15.19 

100 

84.81 

3.00 

2.54 

0.0015 

0.0032 

13.52 

120 

106.48 

4.00 

4.26 

0.0015 

0.0141 

15.30 

120 

104.70 

4.00 

4.19 

0.0015 

0.0079 

16.17 

120 

103.83 

4.00 

4.15 

0.0015 

0.0163 

15.08 

120 

104.92 

4.00 

4.20 

0.0015 

0.0123 

15.81 

100 

84.19 

3.00 

2.53 

0.0015 

0.0075 

15.75 

120 

104.25 

4.00 

4.17 

0.0018 

0.0014 

8.97 

60 

51.03 

10.00 

5.10 

0.0015 

0.0173 

7.51 

120 

112.49 

4.00 

4.50 

0.0018 

0.0345 

7.51 

120 

112.49 

4.00 

4.50 

0.0018 

0.0008 

8.72 

120 

111.28 

4.00 

4.45 

0.0018 

0.0573 

8.72 

120 

111.28 

4.00 

4.45 

0.0018 

0.0069 

12.99 

120 

107.01 

4.00 

4.28 

0.0018 

0.1200 

11.65 

120 

108.35 

4.00 

4.33 

0.0018 

0.0337 

11.65 

120 

108.35 

4.00 

4.33 

0.0018 

0.0026 

8.37 

120 

111.63 

4.00 

4.47 

0.0018 

0.0396 

8.37 

120 

111.63 

4.00 

4.47 

0.0018 

0.0202 

10.20 

120 

109.80 

4.00 

4.39 

0.0018 

0.1100 

9.74 

120 

110.26 

4.00 

4.41 

0.0018 

0.0536 

9.74 

120 

110.26 

4.00 

4.41 

0.0018 

0.0510 

9.74 

120 

110.26 

4.00 

4.41 

0.0018 

0.0007 

9.51 

120 

110.49 

4.00 

4.42 

0.0018 

0.0153 

9.51 

120 

110.49 

4.00 

4.42 

0.0018 

0.0211 

13.70 

120 

106.30 

4.00 

4.25 

0.0018 

0.0058 

13.70 

120 

106.30 

4.00 

4.25 

0.0018 

0.0710 

13.70 

120 

106.30 

4.00 

4.25 

0.0018 

0.0005 

9.91 

120 

110.09 

4.00 

4.40 

0.0018 

0.0120 

9.91 

120 

110.09 

4.00 

4.40 

0.0018 

0.0032 

12.06 

60 

47.94 

10.00 

4.79 

0.0015 

0.0007 

8.69 

120 

111.31 

4.00 

4.45 

0.0018 

0.0248 

8.69 

120 

111.31 

4.00 

4.45 

0.0018 

0.0320 

8.39 

120 

111.61 

4.00 

4.46 

0.0018 

0.0018 

8.39 

120 

111.61 

4.00 

4.46 

0.0018 

0.0087 

8.39 

60 

51.61 

20.00 

10.32 

0.0100 

0.0027 

8.39 

120 

111.61 

4.00 

4.46 

0.0018 

0.0453 

9.61 

120 

110.39 

4.00 

4.42 

0.0018 

0.0137 

9.61 

120 

110.39 

4.00 

4.42 

0.0018 

0.0039 

14.28 

120 

105.72 

4.00 

4.23 

0.0018 

0.0079 

10.34 

120 

109.66 

4.00 

4.39 

0.0018 

0.0025 

10.34 

120 

109.66 

4.00 

4.39 

0.0018 

0.0108 

10.63 

60 

49.37 

20.00 

9.87 

0.0150 

0.0398 

10.79 

120 

109.21 

4.00 

4.37 

0.0018 

0.0002 

10.12 

60 

49.88 

10.00 

4.99 

0.0015 

0.0188 






































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 


Borda 

Cheeklya 

Dabla Chanda 

Dabla Kachra 

Daulatpura 
Deo Khera 

Deo Kheri 
Deopuri 

Dhani Bhavsagar 

Dohariya 

Eklinghpura 

Fatehpura 

Gordha 

Gothra 

Guruji Ka Khera 

Juwara Ka Khera 
KadiSahna 

Kajoriya 

Kalinjari 

Kalyanpura 

Kashi Puriya 

Kheri Jeevrajpura 

Kotri Meena 

Kushayata 

Lasariya 

Laxmipura 

Madhopura 

Maganpura 

Mai Khera 



0821000902585900 4.46 Fresh Non-command 

Non-command 

0824000302818500 ~ 4.89 7Tesh Command 

Non-command 

0824000302820300 9.39 Fresh Non-command 

Command 

0824000302821600 5.30 Fresh Non-command 

0824000302819800 _ 4.99 Fresh _ Non-command 

Command 

0824000902886100 2.03 Fresh Non-command 


0824000302814800 _ 9.54 Fresh Command 

Non-command 

0824000302820100 1.83 Fresh Non-command 

Command 

0824000302815400 ~ 11.58 7Tesh Command 

Non-command 

0824000902888700 1.63 Fresh Non-command 

0824000902888500 2.34 Fresh Non-command 


0821000902586200 _ 6.53 Fresh Non-command 

Non-command 

0821000902582800 ~ 3.18 7Tesh Non-command 

Non-command 

0824000302818300 ~ 2.19 7Tesh Command 

Non-command 

0824000302821200 0.68 Fresh Non-command 

0824000302819200 ~ 14.96 7Tesh Non-command 

Command 

0824000302814500 8.80 Fresh Non-command 

Non-command 

0824000302820000 ~ 1.34 7Tesh Non-command 

Command 

0824000302819600 ~ 6.52 7Tesh Non-command 

Command 

0824000302815300 ~ 1.70 7Tesh Command 

Non-command 

0824000302820200 ~ 1.58 7Tesh Non-command 

Command 

0824000302818600 ~ 6.40 7Tesh Command 

Non-command 

0821000902586500 9.02 Fresh Non-command 


0824000302818700 _ 18.19 Fresh Non-command 

0824000302819400 _ 1.28 Fresh Non-command 

Command 

0821000902585600 1.63 Fresh Non-command 


0824001002903300 _ 7.11 Fresh Non-command 

Non-command 

0824000302818200 ~ 6.47 7Tesh Command 

Non-command 


Command 

Mataji Ka Khera 0824000302819500 7.15 Fresh Non-command 

Command 

Mathuranath Pura 0824000302821000 1.65 Fresh Non-command 

Mehroo Khurd 0821000902585700 2.89 Fresh Non-command 


Hydrogeological Unit 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

10.12 

60 

49.88 

10.00 

4.99 

0.0015 

0.0271 

11.80 

120 

108.20 

4.00 

4.33 

0.0018 

0.0009 

9.53 

60 

50.47 

10.00 

5.05 

0.0015 

0.0229 

9.53 

90 

80.47 

5.00 

4.02 

0.0015 

0.0086 

13.91 

120 

106.09 

4.00 

4.24 

0.0018 

0.0041 

13.91 

120 

106.09 

4.00 

4.24 

0.0018 

0.0333 

9.80 

120 

110.20 

4.00 

4.41 

0.0018 

0.0714 

9.80 

120 

110.20 

4.00 

4.41 

0.0018 

0.0031 

10.73 

120 

109.27 

4.00 

4.37 

0.0018 

0.0092 

8.42 

120 

111.58 

4.00 

4.46 

0.0018 

0.0336 

8.42 

120 

111.58 

4.00 

4.46 

0.0018 

0.0065 

13.40 

120 

106.60 

4.00 

4.26 

0.0018 

0.0004 

9.64 

120 

110.36 

4.00 

4.41 

0.0018 

0.0400 

9.64 

120 

110.36 

4.00 

4.41 

0.0018 

0.0358 

5.57 

120 

114.43 

4.00 

4.58 

0.0018 

0.0005 

5.57 

120 

114.43 

4.00 

4.58 

0.0018 

0.0145 

10.37 

120 

109.63 

4.00 

4.39 

0.0018 

0.0664 

10.37 

120 

109.63 

4.00 

4.39 

0.0018 

0.0249 

8.23 

120 

111.77 

4.00 

4.47 

0.0018 

0.0053 

12.43 

120 

107.57 

4.00 

4.30 

0.0018 

0.0015 

9.81 

60 

50.19 

10.00 

5.02 

0.0015 

0.0123 

9.81 

90 

80.19 

5.00 

4.01 

0.0015 

0.0285 

9.64 

60 

50.36 

10.00 

5.04 

0.0015 

0.0020 

9.64 

90 

80.36 

5.00 

4.02 

0.0015 

0.0007 

12.66 

120 

107.34 

4.00 

4.29 

0.0018 

0.0159 

12.66 

120 

107.34 

4.00 

4.29 

0.0018 

0.0010 

10.60 

120 

109.40 

4.00 

4.38 

0.0018 

0.0014 

9.16 

120 

110.84 

4.00 

4.43 

0.0018 

0.0189 

9.16 

120 

110.84 

4.00 

4.43 

0.0018 

0.1004 

8.55 

60 

51.45 

20.00 

10.29 

0.0100 

0.0397 

8.55 

120 

111.45 

4.00 

4.46 

0.0018 

0.0428 

7.49 

120 

112.51 

4.00 

4.50 

0.0018 

0.0093 

7.49 

120 

112.51 

4.00 

4.50 

0.0018 

0.0016 

5.46 

120 

114.54 

4.00 

4.58 

0.0018 

0.0010 

5.46 

120 

114.54 

4.00 

4.58 

0.0018 

0.0528 

10.21 

120 

109.79 

4.00 

4.39 

0.0018 

0.0128 

10.21 

120 

109.79 

4.00 

4.39 

0.0018 

0.0006 

6.60 

120 

113.40 

4.00 

4.54 

0.0018 

0.0023 

6.60 

120 

113.40 

4.00 

4.54 

0.0018 

0.0106 

11.55 

120 

108.45 

4.00 

4.34 

0.0018 

0.0320 

11.55 

120 

108.45 

4.00 

4.34 

0.0018 

0.0179 

11.46 

60 

48.54 

10.00 

4.85 

0.0015 

0.0006 

11.13 

120 

108.87 

4.00 

4.35 

0.0018 

0.1297 

8.55 

120 

111.45 

4.00 

4.46 

0.0018 

0.0061 

8.55 

120 

111.45 

4.00 

4.46 

0.0018 

0.0042 

10.09 

60 

49.91 

10.00 

4.99 

0.0015 

0.0085 

10.69 

60 

49.31 

20.00 

9.86 

0.0150 

0.0175 

10.69 

120 

109.31 

4.00 

4.37 

0.0018 

0.0003 

11.54 

120 

108.46 

4.00 

4.34 

0.0018 

0.0252 

11.54 

120 

108.46 

4.00 

4.34 

0.0018 

0.0002 

11.54 

120 

108.46 

4.00 

4.34 

0.0018 

0.0251 

8.77 

120 

111.23 

4.00 

4.45 

0.0018 

0.0409 

8.77 

120 

111.23 

4.00 

4.45 

0.0018 

0.0039 

10.74 

120 

109.26 

4.00 

4.37 

0.0018 

0.0130 

9.27 

60 

50.73 

10.00 

5.07 

0.0015 

0.0068 























































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

9.27 

60 

50.73 

10.00 

5.07 

0.0015 

0.0053 

8.80 

120 

111.20 

4.00 

4.45 

0.0018 

0.0014 

10.00 

120 

110.00 

4.00 

4.40 

0.0018 

0.0227 

14.59 

120 

105.41 

4.00 

4.22 

0.0018 

0.0931 

11.21 

120 

108.79 

4.00 

4.35 

0.0018 

0.0736 

10.51 

120 

109.49 

4.00 

4.38 

0.0018 

0.0003 

9.44 

60 

50.56 

10.00 

5.06 

0.0015 

0.0151 

9.44 

90 

80.56 

5.00 

4.03 

0.0015 

0.1003 

9.65 

120 

110.35 

4.00 

4.41 

0.0018 

0.0024 

9.65 

120 

110.35 

4.00 

4.41 

0.0018 

0.0002 

8.81 

120 

111.19 

4.00 

4.45 

0.0018 

0.0071 

8.81 

120 

111.19 

4.00 

4.45 

0.0018 

0.0093 

10.87 

120 

109.13 

4.00 

4.37 

0.0018 

0.0394 

11.26 

120 

108.74 

4.00 

4.35 

0.0018 

0.0134 

8.83 

120 

111.17 

4.00 

4.45 

0.0018 

0.0204 

11.51 

120 

108.49 

4.00 

4.34 

0.0018 

0.0001 

10.22 

120 

109.78 

4.00 

4.39 

0.0018 

0.1003 

10.22 

120 

109.78 

4.00 

4.39 

0.0018 

0.0202 

11.19 

120 

108.81 

4.00 

4.35 

0.0018 

0.0061 

10.24 

120 

109.76 

4.00 

4.39 

0.0018 

0.0072 

10.24 

150 

139.76 

5.00 

6.99 

0.0015 

0.0010 

10.24 

120 

109.76 

4.00 

4.39 

0.0018 

0.0149 

10.24 

120 

109.76 

4.00 

4.39 

0.0018 

0.0027 

10.24 

120 

109.76 

4.00 

4.39 

0.0018 

0.0010 

9.83 

120 

110.17 

4.00 

4.41 

0.0018 

0.0232 

9.83 

120 

110.17 

4.00 

4.41 

0.0018 

0.0309 

7.32 

120 

112.68 

4.00 

4.51 

0.0018 

0.2264 

7.32 

120 

112.68 

4.00 

4.51 

0.0018 

0.0864 

11.60 

120 

108.40 

4.00 

4.34 

0.0018 

0.0115 

10.83 

120 

109.17 

4.00 

4.37 

0.0018 

0.0355 

9.53 

90 

80.47 

5.00 

4.02 

0.0015 

0.0559 

10.44 

120 

109.56 

4.00 

4.38 

0.0018 

0.0163 

6.28 

120 

113.72 

4.00 

4.55 

0.0018 

0.0092 

14.02 

120 

105.98 

4.00 

4.24 

0.0018 

0.0032 

9.79 

150 

140.21 

5.00 

7.01 

0.0015 

0.0721 

9.79 

120 

110.21 

4.00 

4.41 

0.0018 

0.0542 

9.79 

120 

110.21 

4.00 

4.41 

0.0018 

0.0653 

9.79 

120 

110.21 

4.00 

4.41 

0.0018 

0.0329 

10.61 

120 

109.39 

4.00 

4.38 

0.0018 

0.0116 

10.14 

120 

109.86 

4.00 

4.39 

0.0018 

0.0179 

11.20 

60 

48.80 

10.00 

4.88 

0.0015 

0.0115 

9.20 

150 

140.80 

5.00 

7.04 

0.0015 

0.0235 

9.20 

120 

110.80 

4.00 

4.43 

0.0018 

0.0019 

9.20 

120 

110.80 

4.00 

4.43 

0.0018 

0.0002 

10.78 

120 

109.22 

4.00 

4.37 

0.0018 

0.0170 

11.25 

120 

108.75 

4.00 

4.35 

0.0018 

0.0000 

11.25 

120 

108.75 

4.00 

4.35 

0.0018 

0.0767 

12.80 

120 

107.20 

4.00 

4.29 

0.0018 

0.0635 

11.63 

120 

108.37 

4.00 

4.33 

0.0018 

0.1127 

14.95 

150 

135.05 

5.00 

6.75 

0.0015 

0.0052 

14.95 

120 

105.05 

4.00 

4.20 

0.0018 

0.0050 

11.02 

120 

108.98 

4.00 

4.36 

0.0018 

0.0040 

15.82 

150 

134.18 

5.00 

6.71 

0.0015 

0.1005 

15.82 

120 

104.18 

4.00 

4.17 

0.0018 

0.0288 

12.48 

120 

107.52 

4.00 

4.30 

0.0018 

0.0729 











































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.55 

120 

107.45 

4.00 

4.30 

0.0018 

0.0874 

14.22 

150 

135.78 

5.00 

6.79 

0.0015 

0.0009 

14.22 

120 

105.78 

4.00 

4.23 

0.0018 

0.0016 

10.34 

120 

109.66 

4.00 

4.39 

0.0018 

0.0002 

10.34 

120 

109.66 

4.00 

4.39 

0.0018 

0.0416 

14.92 

120 

105.08 

4.00 

4.20 

0.0018 

0.0791 

11.61 

120 

108.39 

4.00 

4.34 

0.0018 

0.1257 

17.15 

150 

132.85 

5.00 

6.64 

0.0015 

0.0335 

17.15 

120 

102.85 

4.00 

4.11 

0.0018 

0.0607 

17.15 

120 

102.85 

4.00 

4.11 

0.0018 

0.0001 

11.56 

120 

108.44 

4.00 

4.34 

0.0018 

0.0241 

11.34 

120 

108.66 

4.00 

4.35 

0.0018 

0.0429 

11.76 

120 

108.24 

4.00 

4.33 

0.0018 

0.0365 

16.67 

120 

103.33 

4.00 

4.13 

0.0018 

0.0438 

16.67 

120 

103.33 

4.00 

4.13 

0.0018 

0.0030 

10.76 

120 

109.24 

4.00 

4.37 

0.0018 

0.0428 

16.90 

150 

133.10 

5.00 

6.65 

0.0015 

0.0044 

13.42 

150 

136.58 

5.00 

6.83 

0.0015 

0.0199 

10.37 

120 

109.63 

4.00 

4.39 

0.0018 

0.0001 

14.07 

120 

105.93 

4.00 

4.24 

0.0018 

0.0153 

11.40 

120 

108.60 

4.00 

4.34 

0.0018 

0.0195 

12.54 

120 

107.46 

4.00 

4.30 

0.0018 

0.0173 

17.20 

120 

102.80 

4.00 

4.11 

0.0015 

0.0031 

19.35 

150 

130.65 

5.00 

6.53 

0.0015 

0.0139 

19.35 

120 

100.65 

4.00 

4.03 

0.0018 

0.0634 

16.02 

150 

133.98 

5.00 

6.70 

0.0015 

0.0015 

16.02 

120 

103.98 

4.00 

4.16 

0.0018 

0.0388 

9.36 

150 

140.64 

5.00 

7.03 

0.0015 

0.0027 

17.46 

120 

102.54 

4.00 

4.10 

0.0015 

0.0013 

13.98 

120 

106.02 

4.00 

4.24 

0.0018 

0.0288 

16.91 

120 

103.09 

4.00 

4.12 

0.0018 

0.0011 

16.91 

120 

103.09 

4.00 

4.12 

0.0018 

0.0044 

17.43 

120 

102.57 

4.00 

4.10 

0.0018 

0.0264 

10.94 

120 

109.06 

4.00 

4.36 

0.0018 

0.0611 

10.60 

120 

109.40 

4.00 

4.38 

0.0018 

0.0040 

8.89 

150 

141.11 

5.00 

7.06 

0.0015 

0.1107 

8.89 

120 

111.11 

4.00 

4.44 

0.0018 

0.0272 

8.89 

150 

141.11 

5.00 

7.06 

0.0015 

0.0016 

8.89 

120 

111.11 

4.00 

4.44 

0.0018 

0.1067 

9.23 

150 

140.77 

5.00 

7.04 

0.0015 

0.0018 

9.23 

120 

110.77 

4.00 

4.43 

0.0018 

0.0190 

9.23 

150 

140.77 

5.00 

7.04 

0.0015 

0.0064 

9.23 

120 

110.77 

4.00 

4.43 

0.0018 

0.0320 

17.57 

120 

102.43 

4.00 

4.10 

0.0018 

0.0001 

10.87 

150 

139.13 

5.00 

6.96 

0.0015 

0.1144 

10.87 

120 

109.13 

4.00 

4.37 

0.0018 

0.1022 

12.46 

120 

107.54 

4.00 

4.30 

0.0018 

0.0525 

15.85 

120 

104.15 

4.00 

4.17 

0.0018 

0.0014 

17.52 

120 

102.48 

4.00 

4.10 

0.0015 

0.0000 

12.74 

120 

107.26 

4.00 

4.29 

0.0018 

0.0175 

15.74 

150 

134.26 

5.00 

6.71 

0.0015 

0.0001 

15.74 

120 

104.26 

4.00 

4.17 

0.0018 

0.1299 

15.74 

120 

104.26 

4.00 

4.17 

0.0018 

0.0449 

15.71 

120 

104.29 

4.00 

4.17 

0.0018 

0.0283 

15.71 

120 

104.29 

4.00 

4.17 

0.0018 

0.0659 










































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Lambia Khurd 


Lotiyas 


Mandi 


Mataji Ka Khera 


Mengras 


Meoda 


Moriya Khera 


Musha 


Mushi 


Nai Rajyas 


Nanakpura 


Narayan Pura 


Nathriyas 


Naya Khera 


Naya Sarsoonda 


Naya Talab 


Nimbahera Kalan 


Nimbahera Khurd 


Nimbera 


Nola Ka Khera 


Panotiya 


Patiyon Ka Khera 


Peta Nahar Sagar 


Phooliya Khurd 


Pratappura 


Rahar 


Raipura 


Rakshi 


Rampura 


Rampuriya 


Rayla 


Roopaheli Khurd 


Rooppura 


Sadas 


Salriya Kalan 


Sameliya 


Samelpura 


Sankhliya 


Sanodiya 


Santokpura 


Saransh 


Sardar Pura 


Census Code 


0824000402829100 


0824000402827900 


0824000402827800 


0824000402826400 


0824000402825300 


0824000302819500 


0824000402827700 


0824000302817200 


0824000402827400 


0824000402826900 


0824000402827000 


0824000302812700 


0824000502844700 


0824000302817300 


0824000302812900 


0824000302821300 


0824000302813800 


0824000302816100 


0824000402826600 


0824000402826700 


0824000302817100 


0824000402827300 


0824000302812800 


0824000102800900 


0824000302814000 


0824000302822400 


0824000302821400 


0824000402827100 


0824000302818000 


0824000302821500 


0824000402829000 


0824000302813300 


0824000102800700 


0824000402826100 


0824000402828000 


0824000302816000 


0824000402828700 


0824000402826500 


0824000402828900 


0824000302816500 


0824000402828400 


0824000302815700 


0824000202808000 


0824000302817800 


0824000302816300 


0824000302814200 



Zone (Fresh 
/ Saline) 


7.16 Fresh 


21.57 Fresh 



1.59 Fresh 


6.63 Fresh 


13.14 Fresh 


5.29 Fresh 


1.17 Fresh 


15.54 Fresh 


3.45 Fresh 


7.86 Fresh 


4.84 Fresh 


7.04 Fresh 


25.45 Fresh 


12.71 Fresh 


6.82 Fresh 


1.56 Fresh 


4.18 Fresh 


9.58 Fresh 


11.62 Fresh 


1.22 Fresh 


1.51 Fresh 


12.45 Fresh 


1.83 Fresh 


9.36 Fresh 


2.48 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.63 

120 

107.37 

4.00 

4.29 

0.0018 

0.0054 

17.95 

150 

132.05 

5.00 

6.60 

0.0015 

0.0432 

17.95 

120 

102.05 

4.00 

4.08 

0.0018 

0.1238 

16.54 

120 

103.46 

4.00 

4.14 

0.0018 

0.0884 

16.07 

120 

103.93 

4.00 

4.16 

0.0018 

0.0689 

11.40 

120 

108.60 

4.00 

4.34 

0.0018 

0.0235 

8.77 

120 

111.23 

4.00 

4.45 

0.0018 

0.0125 

13.48 

120 

106.52 

4.00 

4.26 

0.0018 

0.1030 

11.76 

120 

108.24 

4.00 

4.33 

0.0018 

0.0191 

11.11 

120 

108.89 

4.00 

4.36 

0.0018 

0.0248 

11.11 

120 

108.89 

4.00 

4.36 

0.0018 

0.0611 

11.37 

120 

108.63 

4.00 

4.35 

0.0018 

0.1383 

9.98 

150 

140.02 

5.00 

7.00 

0.0015 

0.0029 

9.98 

150 

140.02 

5.00 

7.00 

0.0015 

0.0053 

9.98 

120 

110.02 

4.00 

4.40 

0.0018 

0.0001 

11.51 

150 

138.49 

5.00 

6.92 

0.0015 

0.0003 

12.45 

120 

107.55 

4.00 

4.30 

0.0018 

0.0211 

11.14 

120 

108.86 

4.00 

4.35 

0.0018 

0.0116 

10.51 

120 

109.49 

4.00 

4.38 

0.0018 

0.0126 

9.66 

120 

110.34 

4.00 

4.41 

0.0018 

0.0361 

10.80 

120 

109.20 

4.00 

4.37 

0.0018 

0.0353 

13.49 

120 

106.51 

4.00 

4.26 

0.0018 

0.0431 

11.98 

120 

108.02 

4.00 

4.32 

0.0018 

0.0333 

10.00 

120 

110.00 

4.00 

4.40 

0.0018 

0.0487 

11.13 

120 

108.87 

4.00 

4.35 

0.0018 

0.0125 

12.88 

150 

137.12 

5.00 

6.86 

0.0015 

0.0001 

12.88 

120 

107.12 

4.00 

4.28 

0.0018 

0.0013 

17.47 

120 

102.53 

4.00 

4.10 

0.0015 

0.0001 

9.65 

120 

110.35 

4.00 

4.41 

0.0018 

0.0063 

9.65 

120 

110.35 

4.00 

4.41 

0.0018 

0.0016 

9.65 

120 

110.35 

4.00 

4.41 

0.0018 

0.0422 

14.03 

120 

105.97 

4.00 

4.24 

0.0018 

0.0227 

11.26 

120 

108.74 

4.00 

4.35 

0.0018 

0.0279 

11.30 

120 

108.70 

4.00 

4.35 

0.0018 

0.0091 

10.22 

120 

109.78 

4.00 

4.39 

0.0018 

0.0024 

11.19 

120 

108.81 

4.00 

4.35 

0.0018 

0.0013 

12.64 

120 

107.36 

4.00 

4.29 

0.0018 

0.0362 

9.70 

150 

140.30 

5.00 

7.01 

0.0015 

0.0004 

17.51 

120 

102.49 

4.00 

4.10 

0.0015 

0.0016 

17.50 

150 

132.50 

5.00 

6.63 

0.0015 

0.1154 

17.50 

120 

102.50 

4.00 

4.10 

0.0018 

0.0933 

15.84 

150 

134.16 

5.00 

6.71 

0.0015 

0.0019 

11.27 

120 

108.73 

4.00 

4.35 

0.0018 

0.0534 

15.87 

120 

104.13 

4.00 

4.17 

0.0018 

0.0117 

14.49 

120 

105.51 

4.00 

4.22 

0.0018 

0.0317 

12.36 

120 

107.64 

4.00 

4.31 

0.0018 

0.0337 

10.99 

120 

109.01 

4.00 

4.36 

0.0018 

0.0912 

16.29 

120 

103.71 

4.00 

4.15 

0.0018 

0.0043 

11.89 

120 

108.11 

4.00 

4.32 

0.0018 

0.0118 

13.11 

150 

136.89 

5.00 

6.84 

0.0015 

0.0015 

13.11 

120 

106.89 

4.00 

4.28 

0.0018 

0.0071 

10.24 

120 

109.76 

4.00 

4.39 

0.0018 

0.0073 

14.55 

120 

105.45 

4.00 

4.22 

0.0018 

0.0711 

10.24 

120 

109.76 

4.00 

4.39 

0.0018 

0.0001 

10.24 

120 

109.76 

4.00 

4.39 

0.0018 

0.0002 












































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



07006050 


Sardarpura 


Sardarpura (arniyaka) 


Shahpura (M) 


Shahpura (rural) 


Shambhoopura 


Shree Nagar 


Sola Ka Khera 


Somsyas 


Surajpura 


Surajpura (biliyaka) 


Tahnal 


Taswariya Khurd 


Theekariya 


Topa @ Nayagaon 


Ummedpura 


Upreda 


Vijaypur 


Amarpura Madanpura 


Amli 


Babrana 


Balesariya 


Bamniya 


Banera 


Baresara 


Beran 


Beskalai 


Bheemnagar 


Bhempura 


Chalaniya 


Chhapri 


Danta Nilawari 


Daulatpura 


Dheekola 


Dhola Danta 


Dudla 


Eklinghpura 


Gadri Khera 


Ganeshpura 


Girdiya 


Gopalpura 


Gordhanpura 


Hataipura 


Census Code 


0824000402828800 


0824000302817600 


0824000342403000 


0824000302817500 


0824000302816700 


0824000302815600 


0824000302821100 


0824000402826300 


0824000402828600 


0824000302816600 


0824000302816800 


0824000302822600 


0824000402826000 


0824000302817900 


0824000302814100 


0824000402827200 


0824000402824600 


0824000302820700 


0824000402832300 


0824000402832200 


0824000402830300 


0824000402829200 


0824000402831500 


0824000302822300 


0824000402828300 


0824000402827600 


0824000302822000 


0824000402829500 


0824000302823300 


0824000802873500 


0824000402830500 


0824000302821600 


0824000402832900 


0824000302822200 


0824000402829800 


0824000402829900 


0824000902888700 


0824000802873800 


0824000402832800 


0824000302823500 


0824000402832500 


0824000802873900 


0824000402830100 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Command 

Gneisses(B.G.C) 


10.24 Fresh 


9.21 Fresh 


5.25 Fresh 


2.55 Fresh 


7.80 Fresh 


8.25 Fresh 


16.30 Fresh 


26.16 Fresh 





27.61 Fresh 


1.31 Fresh 


8.36 Fresh 


1.63 Fresh 


2.68 Fresh 


6.08 Fresh 


7.89 Fresh 


7.41 Fresh 


8.65 Fresh 


3.29 Fresh 


Command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.72 

120 

107.28 

4.00 

4.29 

0.0018 

0.0150 

11.91 

120 

108.09 

4.00 

4.32 

0.0018 

0.0237 

7.32 

120 

112.68 

4.00 

4.51 

0.0018 

0.0802 

12.67 

120 

107.33 

4.00 

4.29 

0.0018 

0.0029 

9.65 

120 

110.35 

4.00 

4.41 

0.0018 

0.0183 

10.34 

120 

109.66 

4.00 

4.39 

0.0018 

0.0140 

10.44 

120 

109.56 

4.00 

4.38 

0.0018 

0.0045 

14.53 

120 

105.47 

4.00 

4.22 

0.0018 

0.0225 

17.07 

120 

102.93 

4.00 

4.12 

0.0018 

0.0224 

9.97 

120 

110.03 

4.00 

4.40 

0.0018 

0.0265 

9.81 

120 

110.19 

4.00 

4.41 

0.0018 

0.1049 

16.75 

120 

103.25 

4.00 

4.13 

0.0018 

0.0003 

17.09 

120 

102.91 

4.00 

4.12 

0.0018 

0.0105 

10.14 

120 

109.86 

4.00 

4.39 

0.0018 

0.0001 

9.20 

150 

140.80 

5.00 

7.04 

0.0015 

0.0270 

9.20 

120 

110.80 

4.00 

4.43 

0.0018 

0.0144 

9.20 

120 

110.80 

4.00 

4.43 

0.0018 

0.0024 

11.43 

120 

108.57 

4.00 

4.34 

0.0018 

0.0790 

16.85 

120 

103.15 

4.00 

4.13 

0.0018 

0.0186 

16.85 

120 

103.15 

4.00 

4.13 

0.0018 

0.0169 

7.51 

120 

112.49 

4.00 

4.50 

0.0018 

0.0072 

17.53 

120 

102.47 

4.00 

4.10 

0.0018 

0.0187 

15.89 

120 

104.11 

4.00 

4.16 

0.0018 

0.0585 

14.95 

150 

135.05 

5.00 

6.75 

0.0015 

0.0098 

14.95 

120 

105.05 

4.00 

4.20 

0.0018 

0.0453 

11.02 

120 

108.98 

4.00 

4.36 

0.0018 

0.1239 

22.51 

150 

127.49 

5.00 

6.37 

0.0015 

0.0844 

22.51 

120 

97.49 

4.00 

3.90 

0.0018 

0.1047 

18.61 

150 

131.39 

5.00 

6.57 

0.0015 

0.0131 

18.61 

120 

101.39 

4.00 

4.06 

0.0018 

0.0452 

12.64 

120 

107.36 

4.00 

4.29 

0.0018 

0.0411 

15.82 

150 

134.18 

5.00 

6.71 

0.0015 

0.0003 

12.48 

120 

107.52 

4.00 

4.30 

0.0018 

0.0007 

13.64 

120 

106.36 

4.00 

4.25 

0.0018 

0.0143 

14.62 

120 

105.38 

4.00 

4.22 

0.0018 

0.0159 

12.12 

120 

107.88 

4.00 

4.32 

0.0018 

0.0762 

19.92 

150 

130.08 

5.00 

6.50 

0.0015 

0.0076 

11.78 

150 

138.22 

5.00 

6.91 

0.0015 

0.0001 

10.73 

120 

109.27 

4.00 

4.37 

0.0018 

0.0325 

23.16 

150 

126.84 

5.00 

6.34 

0.0015 

0.0115 

23.16 

120 

96.84 

4.00 

3.87 

0.0018 

0.0097 

23.16 

120 

96.84 

4.00 

3.87 

0.0018 

0.0013 

14.83 

120 

105.17 

4.00 

4.21 

0.0018 

0.2091 

12.56 

120 

107.44 

4.00 

4.30 

0.0018 

0.0102 

14.07 

120 

105.93 

4.00 

4.24 

0.0018 

0.0485 

8.23 

120 

111.77 

4.00 

4.47 

0.0018 

0.0006 

18.80 

120 

101.20 

4.00 

4.05 

0.0018 

0.0195 

20.74 

150 

129.26 

5.00 

6.46 

0.0015 

0.0008 

20.74 

120 

99.26 

4.00 

3.97 

0.0018 

0.0028 

11.98 

120 

108.02 

4.00 

4.32 

0.0018 

0.0001 

19.79 

120 

100.21 

4.00 

4.01 

0.0018 

0.0015 

19.79 

120 

100.21 

4.00 

4.01 

0.0018 

0.0520 

16.56 

120 

103.44 

4.00 

4.14 

0.0018 

0.0060 

16.56 

120 

103.44 

4.00 

4.14 

0.0018 

0.0584 

15.83 

120 

104.17 

4.00 

4.17 

0.0018 

0.0247 







































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

20.27 

150 

129.73 

5.00 

6.49 

0.0015 

0.0120 

20.27 

120 

99.73 

4.00 

3.99 

0.0018 

0.0031 

20.27 

120 

99.73 

4.00 

3.99 

0.0018 

0.0011 

15.46 

120 

104.54 

4.00 

4.18 

0.0018 

0.0811 

17.43 

120 

102.57 

4.00 

4.10 

0.0018 

0.0003 

12.08 

120 

107.92 

4.00 

4.32 

0.0018 

0.0304 

17.69 

150 

132.31 

5.00 

6.62 

0.0015 

0.0000 

17.69 

150 

132.31 

5.00 

6.62 

0.0015 

0.0002 

16.57 

120 

103.43 

4.00 

4.14 

0.0018 

0.0424 

19.06 

120 

100.94 

4.00 

4.04 

0.0018 

0.0076 

14.17 

120 

105.83 

4.00 

4.23 

0.0018 

0.1116 

13.01 

120 

106.99 

4.00 

4.28 

0.0018 

0.0378 

14.75 

150 

135.25 

5.00 

6.76 

0.0015 

0.0053 

14.75 

120 

105.25 

4.00 

4.21 

0.0018 

0.0337 

15.85 

120 

104.15 

4.00 

4.17 

0.0018 

0.0402 

23.36 

150 

126.64 

5.00 

6.33 

0.0015 

0.0011 

23.36 

120 

96.64 

4.00 

3.87 

0.0018 

0.0067 

23.36 

120 

96.64 

4.00 

3.87 

0.0018 

0.0210 

21.47 

120 

98.53 

4.00 

3.94 

0.0018 

0.0071 

14.84 

120 

105.16 

4.00 

4.21 

0.0018 

0.0238 

14.50 

120 

105.50 

4.00 

4.22 

0.0018 

0.0461 

23.25 

150 

126.75 

5.00 

6.34 

0.0015 

0.0009 

23.25 

120 

96.75 

4.00 

3.87 

0.0018 

0.0151 

23.25 

120 

96.75 

4.00 

3.87 

0.0018 

0.0002 

12.63 

120 

107.37 

4.00 

4.29 

0.0018 

0.0500 

20.96 

120 

99.04 

4.00 

3.96 

0.0018 

0.0021 

20.96 

120 

99.04 

4.00 

3.96 

0.0018 

0.0389 

11.85 

120 

108.15 

4.00 

4.33 

0.0018 

0.0763 

13.81 

120 

106.19 

4.00 

4.25 

0.0018 

0.0670 

19.80 

120 

100.20 

4.00 

4.01 

0.0018 

0.0098 

17.00 

150 

133.00 

5.00 

6.65 

0.0015 

0.0001 

17.00 

120 

103.00 

4.00 

4.12 

0.0018 

0.0061 

17.00 

150 

133.00 

5.00 

6.65 

0.0015 

0.0593 

17.00 

120 

103.00 

4.00 

4.12 

0.0018 

0.0404 

20.56 

120 

99.44 

4.00 

3.98 

0.0018 

0.0159 

20.56 

120 

99.44 

4.00 

3.98 

0.0018 

0.0096 

8.80 

120 

111.20 

4.00 

4.45 

0.0018 

0.0529 

14.52 

150 

135.48 

5.00 

6.77 

0.0015 

0.0130 

14.52 

120 

105.48 

4.00 

4.22 

0.0018 

0.0617 

14.20 

120 

105.80 

4.00 

4.23 

0.0018 

0.0017 

11.37 

120 

108.63 

4.00 

4.35 

0.0018 

0.0114 

13.90 

120 

106.10 

4.00 

4.24 

0.0018 

0.0368 

11.51 

150 

138.49 

5.00 

6.92 

0.0015 

0.0037 

21.15 

150 

128.85 

5.00 

6.44 

0.0015 

0.0017 

14.11 

120 

105.89 

4.00 

4.24 

0.0018 

0.0448 

12.98 

120 

107.02 

4.00 

4.28 

0.0018 

0.0748 

8.81 

120 

111.19 

4.00 

4.45 

0.0018 

0.0560 

8.81 

120 

111.19 

4.00 

4.45 

0.0018 

0.0003 

14.03 

120 

105.97 

4.00 

4.24 

0.0018 

0.0775 

11.26 

120 

108.74 

4.00 

4.35 

0.0018 

0.0001 

11.30 

120 

108.70 

4.00 

4.35 

0.0018 

0.0000 

14.03 

120 

105.97 

4.00 

4.24 

0.0018 

0.0039 

10.93 

120 

109.07 

4.00 

4.36 

0.0018 

0.0351 

11.51 

120 

108.49 

4.00 

4.34 

0.0018 

0.0909 

11.19 

120 

108.81 

4.00 

4.35 

0.0018 

0.0197 





















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



07006051 


Rakshi 


Rampura Naya 


Rampuriya @ Payra 


Salriya Kalan 


Samelpura 


Sangrampura 


Sardarnagar 


Seedriyas 


Sewni @ Surajpura@gopalpura 


Shivpura 


Sultan Garh 


Surajpura 


Taswariya Khurd 


Ummaidnagar 


Upreda 


Agoocha 


Aheeron Ka Khera 


Amartiya 


Amerpura 


Apaliyas 


Araniya Chauhan 


Atalpura 


Bakhtawarpura 


Balapura 


Barana 


Barantiya 


Census Code 


0824000402829000 


0824000302823700 


0824000402830400 



0824000402828900 


0824000402828400 


0824000402831800 


0824000402829400 


0824000802874400 


0824000302820800 


0824000302820900 


0824000402829700 


0824000402828600 


0824000302822600 


0824000302823000 


0824000402827200 


0824000202803900 


0824000102795500 


0824000202804200 


0824000202807400 


0824000202805700 


0824000302809300 


0824000202806100 


0824000202807100 


0824000202804500 


0824000102795400 


0824000202804300 


0824000102796200 


0824000202805100 


0824000102789900 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Gneisses(B.G.C) 


12.64 Fresh 



9.58 Fresh 


1.22 Fresh 


7.16 Fresh 


17.16 Fresh 


9.06 Fresh 


7.51 Fresh 


4.53 Fresh 


5.32 Fresh 


4.13 Fresh 


7.71 Fresh 


3.06 Fresh 


10.24 Fresh 


19.14 Fresh 


3.19 Fresh 


5.42 Fresh 



3.33 Fresh 


7.93 Fresh 


6.47 Fresh 


3.41 Fresh 


3.93 Fresh 


4.62 Fresh 



16.65 Fresh 


7.17 Fresh 


10.68 Fresh 


10.05 Fresh 


19.01 Fresh 



Bharliyas 


Bhati Khera 


0824000202806900 


0824000102795600 


8.87 Fresh 


3.92 Fresh 


Non-command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.64 

120 

107.36 

4.00 

4.29 

0.0018 

0.0246 

13.80 

120 

106.20 

4.00 

4.25 

0.0018 

0.0034 

14.03 

150 

135.97 

5.00 

6.80 

0.0015 

0.0029 

14.03 

120 

105.97 

4.00 

4.24 

0.0018 

0.0005 

19.31 

150 

130.69 

5.00 

6.53 

0.0015 

0.0493 

19.31 

120 

100.69 

4.00 

4.03 

0.0018 

0.0254 

19.31 

150 

130.69 

5.00 

6.53 

0.0015 

0.0183 

19.31 

120 

100.69 

4.00 

4.03 

0.0018 

0.0089 

12.36 

120 

107.64 

4.00 

4.31 

0.0018 

0.0406 

16.29 

120 

103.71 

4.00 

4.15 

0.0018 

0.0048 

16.28 

120 

103.72 

4.00 

4.15 

0.0018 

0.0533 

14.32 

120 

105.68 

4.00 

4.23 

0.0018 

0.1306 

14.18 

150 

135.82 

5.00 

6.79 

0.0015 

0.0062 

9.83 

120 

110.17 

4.00 

4.41 

0.0018 

0.0055 

10.83 

120 

109.17 

4.00 

4.37 

0.0018 

0.0001 

18.21 

150 

131.79 

5.00 

6.59 

0.0015 

0.0000 

18.21 

120 

101.79 

4.00 

4.07 

0.0018 

0.0389 

17.07 

120 

102.93 

4.00 

4.12 

0.0018 

0.0082 

16.75 

120 

103.25 

4.00 

4.13 

0.0018 

0.0570 

14.63 

120 

105.37 

4.00 

4.21 

0.0018 

0.0232 

11.43 

120 

108.57 

4.00 

4.34 

0.0018 

0.0011 

16.75 

150 

133.25 

5.00 

6.66 

0.0015 

0.1728 

16.75 

150 

133.25 

5.00 

6.66 

0.0015 

0.0033 

13.56 

120 

106.44 

4.00 

4.26 

0.0015 

0.0106 

12.92 

150 

137.08 

5.00 

6.85 

0.0015 

0.0459 

12.92 

150 

137.08 

5.00 

6.85 

0.0015 

0.0098 

18.63 

120 

101.37 

4.00 

4.05 

0.0015 

0.0081 

18.63 

120 

101.37 

4.00 

4.05 

0.0015 

0.1028 

17.10 

150 

132.90 

5.00 

6.65 

0.0015 

0.0332 

13.63 

150 

136.37 

5.00 

6.82 

0.0015 

0.0214 

13.63 

150 

136.37 

5.00 

6.82 

0.0015 

0.0598 

13.44 

150 

136.56 

5.00 

6.83 

0.0015 

0.0010 

20.35 

150 

129.65 

5.00 

6.48 

0.0015 

0.0331 

22.28 

150 

127.72 

5.00 

6.39 

0.0015 

0.0376 

16.34 

150 

133.66 

5.00 

6.68 

0.0015 

0.0037 

16.34 

150 

133.66 

5.00 

6.68 

0.0015 

0.0426 

16.57 

150 

133.43 

5.00 

6.67 

0.0015 

0.0031 

16.57 

150 

133.43 

5.00 

6.67 

0.0015 

0.0358 

13.65 

120 

106.35 

4.00 

4.25 

0.0015 

0.0796 

14.85 

150 

135.15 

5.00 

6.76 

0.0015 

0.0099 

14.85 

150 

135.15 

5.00 

6.76 

0.0015 

0.0628 

18.73 

120 

101.28 

4.00 

4.05 

0.0015 

0.0649 

18.94 

150 

131.06 

5.00 

6.55 

0.0015 

0.0988 

18.88 

120 

101.12 

4.00 

4.04 

0.0015 

0.0072 

18.88 

120 

101.12 

4.00 

4.04 

0.0015 

0.0902 

10.07 

150 

139.93 

5.00 

7.00 

0.0015 

0.0241 

10.07 

120 

109.93 

4.00 

4.40 

0.0018 

0.0019 

16.68 

150 

133.32 

5.00 

6.67 

0.0015 

0.0016 

16.68 

150 

133.32 

5.00 

6.67 

0.0015 

0.0334 

15.76 

150 

134.24 

5.00 

6.71 

0.0015 

0.0694 

15.76 

150 

134.24 

5.00 

6.71 

0.0015 

0.0070 

12.06 

150 

137.94 

5.00 

6.90 

0.0015 

0.0498 

12.06 

150 

137.94 

5.00 

6.90 

0.0015 

0.0082 

20.96 

150 

129.04 

5.00 

6.45 

0.0015 

0.0859 

15.33 

120 

104.67 

4.00 

4.19 

0.0015 

0.0237 














































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

14.22 

150 

135.78 

5.00 

6.79 

0.0015 

0.0194 

14.22 

120 

105.78 

4.00 

4.23 

0.0018 

0.0007 

16.76 

150 

133.24 

5.00 

6.66 

0.0015 

0.0014 

16.76 

150 

133.24 

5.00 

6.66 

0.0015 

0.1015 

16.76 

120 

103.24 

4.00 

4.13 

0.0018 

0.0001 

13.49 

150 

136.51 

5.00 

6.83 

0.0015 

0.0210 

13.49 

150 

136.51 

5.00 

6.83 

0.0015 

0.0851 

17.13 

150 

132.87 

5.00 

6.64 

0.0015 

0.0319 

17.15 

150 

132.85 

5.00 

6.64 

0.0015 

0.0308 

25.08 

120 

94.92 

4.00 

3.80 

0.0015 

0.0009 

17.15 

150 

132.85 

5.00 

6.64 

0.0015 

0.0258 

17.15 

120 

102.85 

4.00 

4.11 

0.0018 

0.0027 

17.15 

150 

132.85 

5.00 

6.64 

0.0015 

0.0037 

17.15 

120 

102.85 

4.00 

4.11 

0.0018 

0.0011 

22.37 

150 

127.63 

5.00 

6.38 

0.0015 

0.0033 

22.37 

150 

127.63 

5.00 

6.38 

0.0015 

0.0241 

11.11 

120 

108.89 

4.00 

4.36 

0.0015 

0.0095 

20.08 

120 

99.92 

4.00 

4.00 

0.0015 

0.0267 

18.31 

120 

101.69 

4.00 

4.07 

0.0015 

0.0148 

16.68 

150 

133.32 

5.00 

6.67 

0.0015 

0.0148 

16.68 

150 

133.32 

5.00 

6.67 

0.0015 

0.0001 

20.43 

150 

129.57 

5.00 

6.48 

0.0015 

0.0645 

15.44 

150 

134.56 

5.00 

6.73 

0.0015 

0.0442 

18.27 

120 

101.73 

4.00 

4.07 

0.0015 

0.0081 

16.90 

150 

133.10 

5.00 

6.65 

0.0015 

0.0002 

16.90 

150 

133.10 

5.00 

6.65 

0.0015 

0.0000 

22.14 

120 

97.86 

4.00 

3.91 

0.0015 

0.0007 

17.09 

150 

132.91 

5.00 

6.65 

0.0015 

0.0916 

16.72 

150 

133.28 

5.00 

6.66 

0.0015 

0.0170 

16.72 

150 

133.28 

5.00 

6.66 

0.0015 

0.0142 

22.60 

120 

97.40 

4.00 

3.90 

0.0015 

0.0157 

22.60 

120 

97.40 

4.00 

3.90 

0.0015 

0.0005 

21.19 

120 

98.81 

4.00 

3.95 

0.0015 

0.0043 

15.77 

150 

134.23 

5.00 

6.71 

0.0015 

0.0001 

15.77 

150 

134.23 

5.00 

6.71 

0.0015 

0.0226 

12.43 

150 

137.57 

5.00 

6.88 

0.0015 

0.0018 

12.43 

150 

137.57 

5.00 

6.88 

0.0015 

0.0229 

16.80 

150 

133.20 

5.00 

6.66 

0.0015 

0.0463 

14.90 

150 

135.10 

5.00 

6.76 

0.0015 

0.0071 

25.34 

150 

124.66 

5.00 

6.23 

0.0015 

0.0161 

25.34 

150 

124.66 

5.00 

6.23 

0.0015 

0.0712 

20.63 

150 

129.37 

5.00 

6.47 

0.0015 

0.0315 

23.63 

120 

96.37 

4.00 

3.85 

0.0015 

0.0004 

11.50 

120 

108.50 

4.00 

4.34 

0.0015 

0.0171 

16.78 

150 

133.22 

5.00 

6.66 

0.0015 

0.0499 

19.63 

150 

130.37 

5.00 

6.52 

0.0015 

0.0425 

14.12 

150 

135.88 

5.00 

6.79 

0.0015 

0.0020 

18.54 

120 

101.46 

4.00 

4.06 

0.0015 

0.0298 

16.65 

150 

133.35 

5.00 

6.67 

0.0015 

0.0122 

16.65 

150 

133.35 

5.00 

6.67 

0.0015 

0.1931 

12.76 

150 

137.24 

5.00 

6.86 

0.0015 

0.0158 

20.41 

150 

129.59 

5.00 

6.48 

0.0015 

0.0406 

16.83 

150 

133.17 

5.00 

6.66 

0.0015 

0.0076 

16.83 

150 

133.17 

5.00 

6.66 

0.0015 

0.0278 

16.91 

150 

133.09 

5.00 

6.65 

0.0015 

0.0002 














































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

16.91 

150 

133.09 

5.00 

6.65 

0.0015 

0.1050 

16.91 

120 

103.09 

4.00 

4.12 

0.0018 

0.0388 

18.18 

120 

101.82 

4.00 

4.07 

0.0015 

0.0459 

20.25 

150 

129.75 

5.00 

6.49 

0.0015 

0.0241 

18.21 

120 

101.79 

4.00 

4.07 

0.0015 

0.0318 

14.21 

150 

135.79 

5.00 

6.79 

0.0015 

0.0306 

22.37 

120 

97.63 

4.00 

3.91 

0.0015 

0.0000 

22.37 

120 

97.63 

4.00 

3.91 

0.0015 

0.0077 

25.09 

120 

94.91 

4.00 

3.80 

0.0015 

0.0005 

24.16 

150 

125.84 

5.00 

6.29 

0.0015 

0.0727 

12.49 

150 

137.51 

5.00 

6.88 

0.0015 

0.0583 

12.49 

150 

137.51 

5.00 

6.88 

0.0015 

0.0890 

20.41 

120 

99.59 

4.00 

3.98 

0.0015 

0.0367 

17.57 

150 

132.43 

5.00 

6.62 

0.0015 

0.0248 

17.57 

120 

102.43 

4.00 

4.10 

0.0018 

0.0127 

17.57 

150 

132.43 

5.00 

6.62 

0.0015 

0.0065 

17.57 

120 

102.43 

4.00 

4.10 

0.0018 

0.0775 

26.11 

120 

93.89 

4.00 

3.76 

0.0015 

0.0005 

10.87 

150 

139.13 

5.00 

6.96 

0.0015 

0.0297 

10.87 

120 

109.13 

4.00 

4.37 

0.0018 

0.0001 

16.15 

150 

133.85 

5.00 

6.69 

0.0015 

0.0028 

19.29 

120 

100.71 

4.00 

4.03 

0.0015 

0.0213 

19.29 

120 

100.71 

4.00 

4.03 

0.0015 

0.0066 

14.03 

150 

135.97 

5.00 

6.80 

0.0015 

0.0623 

15.74 

150 

134.26 

5.00 

6.71 

0.0015 

0.0005 

15.74 

120 

104.26 

4.00 

4.17 

0.0018 

0.0001 

15.71 

120 

104.29 

4.00 

4.17 

0.0018 

0.0036 

21.08 

150 

128.92 

5.00 

6.45 

0.0015 

0.0199 

15.94 

150 

134.06 

5.00 

6.70 

0.0015 

0.0104 

16.10 

150 

133.90 

5.00 

6.70 

0.0015 

0.0065 

16.10 

150 

133.90 

5.00 

6.70 

0.0015 

0.0361 

17.37 

150 

132.63 

5.00 

6.63 

0.0015 

0.0862 

20.47 

150 

129.53 

5.00 

6.48 

0.0015 

0.0148 

20.49 

150 

129.51 

5.00 

6.48 

0.0015 

0.1004 

21.32 

120 

98.68 

4.00 

3.95 

0.0015 

0.0234 

17.96 

120 

102.04 

4.00 

4.08 

0.0015 

0.0427 

19.92 

120 

100.08 

4.00 

4.00 

0.0015 

0.0174 

18.52 

120 

101.48 

4.00 

4.06 

0.0015 

0.0385 

20.09 

150 

129.91 

5.00 

6.50 

0.0015 

0.0227 

20.09 

150 

129.91 

5.00 

6.50 

0.0015 

0.0004 

12.98 

150 

137.02 

5.00 

6.85 

0.0015 

0.0169 

11.38 

120 

108.62 

4.00 

4.34 

0.0015 

0.0045 

16.67 

120 

103.33 

4.00 

4.13 

0.0015 

0.0036 

18.20 

150 

131.80 

5.00 

6.59 

0.0015 

0.0321 

18.20 

150 

131.80 

5.00 

6.59 

0.0015 

0.0301 

24.87 

150 

125.13 

5.00 

6.26 

0.0015 

0.0937 

12.23 

150 

137.77 

5.00 

6.89 

0.0015 

0.0618 

12.23 

120 

107.77 

4.00 

4.31 

0.0018 

0.0006 

14.03 

150 

135.97 

5.00 

6.80 

0.0015 

0.0002 

14.03 

150 

135.97 

5.00 

6.80 

0.0015 

0.0031 

14.35 

150 

135.65 

5.00 

6.78 

0.0015 

0.0827 

9.70 

150 

140.30 

5.00 

7.01 

0.0015 

0.0506 

25.62 

120 

94.38 

4.00 

3.78 

0.0015 

0.0046 

25.62 

120 

94.38 

4.00 

3.78 

0.0015 

0.0000 

27.37 

120 

92.63 

4.00 

3.71 

0.0015 

0.0009 

















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone (Fresh 
/ Saline) 



07006052 


Rooppura 


Rudrapura 


Sagani 


Sanodiya 


Shambhoo Garh 


Sodar 


Sultanpura 


Sulwara 


Suras 


Taswariya 


Tonkarwad 


Ukhaliya 


Vijaypur 


Aheeron Ka Khera 


Ajeetpura 


Almas 


Amdala 


Bagmali 


Bahadurpura 


Barana 


Bemali 


Beran 


Bhati Khera 


Bhawanipura 


Bheemdiyas 


Bhenroo Khera 


Brahmpuri 


Charon Ka Khera 


Chawandiya 


Chena Ka Khera 


Chhajwon Ka Khera 


Dahimatha 


Daulat Garh 


Debipura 


Deothari 


Dhaniya Somaniya 


Dhankpura 


Dholi 


Dhunwala (mandal) 


Dhuwaliya 


Dodwaniyon Ka Khera 


0824000102796900 


0824000202802900 


0824000102789600 


0824000202808000 


0824000102789500 


0824000202808400 


0824000202805000 


0824000102795200 


0824000202808300 


0824000202806000 


0824000202807300 


0824000202806600 


0824000402824600 



0824000102795500 


0824000502837700 


0824000502843400 


0824000502837600 


0824000102798900 


0824000102796600 


0824000102795400 


0824000502841600 


0824000102796800 


0824000402828300 


0824000502843600 


0824000102795600 


0824000202807900 


0824000502843800 


0824000502843100 


0824000102801400 


0824000102799000 


0824000502841300 


0824000102799900 


0824000502843000 


0824000502838000 


0824000102797000 


0824000502841800 


0824000502837900 


0824000502841500 


0824000502841700 


0824000102796400 


0824000502844500 


0824000202809000 


0824000402828200 


3.92 Fresh 


5.35 Fresh 


1.04 Fresh 


12.45 Fresh 



11.28 Fresh 


11.01 Fresh 


6.41 Fresh 


6.21 Fresh 


3.38 Fresh 


13.02 Fresh 


17.16 Fresh 


8.49 Fresh 


9.21 Fresh 




3.92 Fresh 


4.39 Fresh 


4.69 Fresh 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C.) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

17.80 

150 

132.20 

5.00 

6.61 

0.0015 

0.2010 

17.80 

150 

132.20 

5.00 

6.61 

0.0015 

0.0028 

12.44 

120 

107.56 

4.00 

4.30 

0.0015 

0.0000 

17.87 

150 

132.13 

5.00 

6.61 

0.0015 

0.0351 

20.54 

120 

99.46 

4.00 

3.98 

0.0015 

0.0004 

13.11 

150 

136.89 

5.00 

6.84 

0.0015 

0.0960 

13.11 

120 

106.89 

4.00 

4.28 

0.0018 

0.0085 

13.11 

150 

136.89 

5.00 

6.84 

0.0015 

0.0089 

14.76 

150 

135.24 

5.00 

6.76 

0.0015 

0.0267 

14.76 

150 

135.24 

5.00 

6.76 

0.0015 

0.0448 

21.03 

120 

98.97 

4.00 

3.96 

0.0015 

0.0008 

20.08 

150 

129.92 

5.00 

6.50 

0.0015 

0.1073 

17.02 

150 

132.98 

5.00 

6.65 

0.0015 

0.0637 

17.02 

150 

132.98 

5.00 

6.65 

0.0015 

0.0002 

12.89 

120 

107.11 

4.00 

4.28 

0.0015 

0.0016 

15.97 

150 

134.03 

5.00 

6.70 

0.0015 

0.0220 

15.97 

150 

134.03 

5.00 

6.70 

0.0015 

0.0119 

20.89 

150 

129.11 

5.00 

6.46 

0.0015 

0.1261 

16.53 

150 

133.47 

5.00 

6.67 

0.0015 

0.1718 

23.04 

150 

126.96 

5.00 

6.35 

0.0015 

0.0809 

16.85 

150 

133.15 

5.00 

6.66 

0.0015 

0.0000 

16.85 

120 

103.15 

4.00 

4.13 

0.0018 

0.0252 

16.85 

120 

103.15 

4.00 

4.13 

0.0018 

0.0076 

13.56 

120 

106.44 

4.00 

4.26 

0.0015 

0.0097 

20.72 

150 

129.28 

5.00 

6.46 

0.0015 

0.0336 

19.48 

150 

130.52 

5.00 

6.53 

0.0015 

0.0309 

19.43 

150 

130.57 

5.00 

6.53 

0.0015 

0.1266 

9.57 

120 

110.43 

4.00 

4.42 

0.0015 

0.0329 

14.87 

120 

105.13 

4.00 

4.21 

0.0015 

0.0308 

13.65 

120 

106.35 

4.00 

4.25 

0.0015 

0.0085 

17.95 

150 

132.05 

5.00 

6.60 

0.0015 

0.1254 

13.26 

120 

106.74 

4.00 

4.27 

0.0015 

0.0176 

15.82 

150 

134.18 

5.00 

6.71 

0.0015 

0.0028 

19.63 

150 

130.37 

5.00 

6.52 

0.0015 

0.0452 

19.63 

120 

100.37 

4.00 

4.01 

0.0018 

0.0607 

15.33 

120 

104.67 

4.00 

4.19 

0.0015 

0.0009 

14.22 

150 

135.78 

5.00 

6.79 

0.0015 

0.0212 

18.81 

150 

131.19 

5.00 

6.56 

0.0015 

0.0123 

18.81 

120 

101.19 

4.00 

4.05 

0.0018 

0.0148 

14.47 

150 

135.53 

5.00 

6.78 

0.0015 

0.0772 

16.39 

120 

103.61 

4.00 

4.14 

0.0015 

0.0085 

10.82 

120 

109.18 

4.00 

4.37 

0.0015 

0.0127 

16.64 

150 

133.36 

5.00 

6.67 

0.0015 

0.0000 

16.94 

120 

103.06 

4.00 

4.12 

0.0015 

0.0048 

13.83 

150 

136.17 

5.00 

6.81 

0.0015 

0.1171 

18.87 

150 

131.14 

5.00 

6.56 

0.0015 

0.0415 

11.11 

120 

108.89 

4.00 

4.36 

0.0015 

0.0703 

15.30 

150 

134.71 

5.00 

6.74 

0.0015 

0.0097 

17.67 

150 

132.33 

5.00 

6.62 

0.0015 

0.0400 

20.54 

150 

129.46 

5.00 

6.47 

0.0015 

0.0104 

16.48 

150 

133.52 

5.00 

6.68 

0.0015 

0.0001 

18.27 

120 

101.73 

4.00 

4.07 

0.0015 

0.0686 

10.16 

150 

139.84 

5.00 

6.99 

0.0015 

0.0023 

16.90 

150 

133.10 

5.00 

6.65 

0.0015 

0.1540 

13.42 

150 

136.58 

5.00 

6.83 

0.0015 

0.0792 











































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

16.80 

120 

103.20 

4.00 

4.13 

0.0015 

0.0091 

16.76 

120 

103.24 

4.00 

4.13 

0.0015 

0.0429 

11.02 

120 

108.98 

4.00 

4.36 

0.0015 

0.0254 

15.86 

150 

134.14 

5.00 

6.71 

0.0015 

0.0233 

15.78 

150 

134.22 

5.00 

6.71 

0.0015 

0.0295 

17.20 

120 

102.80 

4.00 

4.11 

0.0015 

0.0711 

12.24 

150 

137.76 

5.00 

6.89 

0.0015 

0.0369 

14.79 

120 

105.21 

4.00 

4.21 

0.0015 

0.0060 

17.18 

150 

132.82 

5.00 

6.64 

0.0015 

0.0342 

13.13 

150 

136.87 

5.00 

6.84 

0.0015 

0.0418 

11.50 

120 

108.50 

4.00 

4.34 

0.0015 

0.0000 

18.03 

150 

131.97 

5.00 

6.60 

0.0015 

0.1135 

19.63 

150 

130.37 

5.00 

6.52 

0.0015 

0.0000 

17.46 

120 

102.54 

4.00 

4.10 

0.0015 

0.0661 

18.54 

120 

101.46 

4.00 

4.06 

0.0015 

0.0071 

16.91 

150 

133.09 

5.00 

6.65 

0.0015 

0.0233 

10.98 

120 

109.02 

4.00 

4.36 

0.0015 

0.0029 

14.52 

120 

105.48 

4.00 

4.22 

0.0015 

0.0175 

14.52 

120 

105.48 

5.00 

5.27 

0.0018 

0.0005 

12.40 

120 

107.60 

4.00 

4.30 

0.0015 

0.0122 

16.83 

150 

133.17 

5.00 

6.66 

0.0015 

0.0230 

16.83 

150 

133.17 

5.00 

6.66 

0.0015 

0.0002 

15.08 

120 

104.92 

4.00 

4.20 

0.0015 

0.0017 

15.08 

120 

104.92 

5.00 

5.25 

0.0018 

0.0039 

13.17 

120 

106.83 

4.00 

4.27 

0.0015 

0.0233 

18.18 

120 

101.82 

4.00 

4.07 

0.0015 

0.0030 

17.57 

120 

102.43 

4.00 

4.10 

0.0015 

0.0481 

16.59 

120 

103.41 

5.00 

5.17 

0.0018 

0.0009 

17.28 

150 

132.72 

5.00 

6.64 

0.0015 

0.1237 

17.28 

120 

102.72 

4.00 

4.11 

0.0018 

0.0812 

18.21 

120 

101.79 

4.00 

4.07 

0.0015 

0.1466 

20.67 

150 

129.33 

5.00 

6.47 

0.0015 

0.0492 

11.88 

150 

138.12 

5.00 

6.91 

0.0015 

0.1036 

16.55 

120 

103.45 

4.00 

4.14 

0.0015 

0.0494 

19.69 

150 

130.31 

5.00 

6.52 

0.0015 

0.1304 

17.28 

120 

102.72 

4.00 

4.11 

0.0015 

0.0238 

16.95 

120 

103.05 

4.00 

4.12 

0.0015 

0.0422 

18.08 

150 

131.92 

5.00 

6.60 

0.0015 

0.0647 

14.35 

150 

135.65 

5.00 

6.78 

0.0015 

0.0185 

17.53 

120 

102.47 

4.00 

4.10 

0.0015 

0.0332 

17.40 

120 

102.60 

4.00 

4.10 

0.0015 

0.0153 

17.43 

120 

102.57 

4.00 

4.10 

0.0015 

0.0050 

17.52 

120 

102.48 

4.00 

4.10 

0.0015 

0.0090 

19.12 

150 

130.88 

5.00 

6.54 

0.0015 

0.0033 

19.12 

120 

100.88 

4.00 

4.04 

0.0018 

0.0153 

19.00 

150 

131.00 

5.00 

6.55 

0.0015 

0.0194 

17.50 

120 

102.50 

4.00 

4.10 

0.0015 

0.0436 

15.74 

150 

134.26 

5.00 

6.71 

0.0015 

0.0000 

11.73 

120 

108.27 

4.00 

4.33 

0.0015 

0.0271 

19.55 

150 

130.45 

5.00 

6.52 

0.0015 

0.0198 

19.55 

120 

100.45 

4.00 

4.02 

0.0018 

0.0088 

10.83 

120 

109.17 

4.00 

4.37 

0.0015 

0.1288 

14.97 

150 

135.03 

5.00 

6.75 

0.0015 

0.0228 

17.95 

150 

132.05 

5.00 

6.60 

0.0015 

0.0035 

16.74 

120 

103.26 

4.00 

4.13 

0.0018 

0.0043 

























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



07007053 



Malas 


Malka Khera 


Malnas 


Marewara 


Marwon Ka Khera 


Melyas 


Mewasa 


Mor Ka Nimbahera 


Moti Bor Ka Khera 


Motipura 


Nagpura 


Narainpura 


Palri 


Pandroo 


Papariya 


Pardodas 


Patiyon Ka Khera 


Rajpura 


Rampuriya 


Ratanpura 


Rayla 


Reh 


Roopaheli Khurd 


Rooppura 


Sajjanpura 


Salarmala 


Sareri 


Seeriyas 


Shankarpura @ Khro 


Sodanpura 


Sodas 


Sojika Khera 


Surajpura 


Tiloli 


Udaliyas 


Akhepura 


Baniyans 


Bavri 


Bhalri Kheri 


Bheemdiyas 


Danta Kalan 


Dhunwala (mandal) 


Dodwaniyon Ka Khera 


Dulhepura @ Bari Ka Khera 


Gambheer Pura @ Ha 


Ganeshpura 


Gokalpura 


Kanwaliya 


Census Code 


0824000502842200 


0824000102801600 


0824000102798400 


0824000102797600 


0824000102799200 


0824000502844400 


0824000502838600 


0824000102801300 


0824000102800100 


0824000102796100 


0824000102798000 


0824000102799600 


0824000102796500 


0824000102797700 


0824000102797100 


0824000202808600 


0824000102800900 


0824000102796700 


0824000102800700 


0824000502841400 


0824000102798700 


0824000402826100 


0824000502838300 


0824000402828000 


0824000102796900 


0824000502844000 


0824000102801500 


0824000102799400 


0824000202808900 


0824000502844200 


0824000502842000 


0824000502843500 


0824000502842400 


0824000102798500 


0824000502843700 


0824000102797800 


0824000102800000 


0824000502846000 


0824000502844600 


0824000502846100 


0824000502846600 


0824000502843800 


0824000502845700 


0824000502844500 


0824000402828200 


0824000102801800 


0824000502845600 


0824000502844300 


0824000502846200 


0824000402828100 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C.) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 



1.45 Fresh 


1.98 Fresh 


5.77 Fresh 


4.79 Fresh 


4.69 Fresh 


5.74 Fresh 


17.15 Fresh 


10.58 Fresh 


4.14 Fresh 


3.97 Fresh 


3.70 Fresh 


2.71 Fresh 


10.33 Fresh 


Sub Basin: Kothari 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.82 

150 

137.18 

5.00 

6.86 

0.0015 

0.1193 

14.90 

120 

105.10 

4.00 

4.20 

0.0015 

0.0094 

12.24 

120 

107.76 

4.00 

4.31 

0.0015 

0.0221 

15.64 

120 

104.36 

4.00 

4.17 

0.0015 

0.0010 

13.62 

120 

106.38 

4.00 

4.26 

0.0015 

0.0328 

11.91 

150 

138.09 

5.00 

6.90 

0.0015 

0.0120 

17.39 

150 

132.61 

5.00 

6.63 

0.0015 

0.0222 

17.68 

120 

102.32 

4.00 

4.09 

0.0015 

0.1062 

17.39 

120 

102.61 

4.00 

4.10 

0.0015 

0.0098 

18.52 

120 

101.48 

4.00 

4.06 

0.0015 

0.0006 

12.01 

120 

107.99 

4.00 

4.32 

0.0015 

0.0784 

17.08 

120 

102.92 

4.00 

4.12 

0.0015 

0.0274 

16.67 

120 

103.33 

4.00 

4.13 

0.0015 

0.0703 

11.12 

120 

108.88 

4.00 

4.36 

0.0015 

0.0008 

11.17 

120 

108.83 

4.00 

4.35 

0.0015 

0.0056 

18.20 

150 

131.80 

5.00 

6.59 

0.0015 

0.0045 

17.47 

120 

102.53 

4.00 

4.10 

0.0015 

0.0097 

13.79 

120 

106.21 

4.00 

4.25 

0.0015 

0.0186 

17.51 

120 

102.49 

4.00 

4.10 

0.0015 

0.0417 

18.57 

150 

131.43 

5.00 

6.57 

0.0015 

0.0038 

11.78 

120 

108.22 

4.00 

4.33 

0.0015 

0.0268 

17.50 

150 

132.50 

5.00 

6.63 

0.0015 

0.0120 

21.39 

150 

128.61 

5.00 

6.43 

0.0015 

0.0575 

15.84 

150 

134.16 

5.00 

6.71 

0.0015 

0.1260 

12.44 

120 

107.56 

4.00 

4.30 

0.0015 

0.0253 

19.32 

150 

130.68 

5.00 

6.53 

0.0015 

0.0360 

15.66 

120 

104.34 

4.00 

4.17 

0.0015 

0.0100 

16.59 

120 

103.41 

4.00 

4.14 

0.0015 

0.1226 

14.76 

150 

135.24 

5.00 

6.76 

0.0015 

0.0169 

17.58 

150 

132.42 

5.00 

6.62 

0.0015 

0.0273 

14.61 

150 

135.39 

5.00 

6.77 

0.0015 

0.0591 

19.35 

150 

130.65 

5.00 

6.53 

0.0015 

0.0329 

12.36 

150 

137.64 

5.00 

6.88 

0.0015 

0.0404 

12.55 

120 

107.45 

4.00 

4.30 

0.0015 

0.0179 

19.63 

120 

100.37 

4.00 

4.01 

0.0018 

0.0152 

9.85 

120 

110.15 

4.00 

4.41 

0.0015 

0.1612 

17.24 

120 

102.76 

4.00 

4.11 

0.0015 

0.0196 


Non-command 

Gneisses(B.G.C) 

1.45 

11.95 

150 

138.05 

5.00 

6.90 

0.0015 

0.0150 

Non-command 

Gneisses(B.G.C) 

0.01 

10.38 

150 

139.62 

5.00 

6.98 

0.0015 

0.0001 

Non-command 

Gneisses(B.G.C) 

5.15 

15.59 

150 

134.41 

5.00 

6.72 

0.0015 

0.0519 

Non-command 

Phyllite & Schist 

0.62 

15.59 

120 

104.41 

4.00 

4.18 

0.0018 

0.0046 

Non-command 

Gneisses(B.G.C) 

1.89 

17.00 

150 

133.00 

5.00 

6.65 

0.0015 

0.0189 

Non-command 

Phyllite & Schist 

1.26 

17.00 

120 

103.00 

4.00 

4.12 

0.0018 

0.0093 

Non-command 

Phyllite & Schist 

0.10 

17.00 

120 

103.00 

4.00 

4.12 

0.0018 

0.0008 

Non-command 

Gneisses(B.G.C) 

0.19 

18.81 

150 

131.19 

5.00 

6.56 

0.0015 

0.0019 

Non-command 

Phyllite & Schist 

1.21 

18.81 

120 

101.19 

4.00 

4.05 

0.0018 

0.0088 

Non-command 

Gneisses(B.G.C) 

5.74 

9.11 

150 

140.89 

5.00 

7.04 

0.0015 

0.0607 

Non-command 

Gneisses(B.G.C) 

15.88 

10.16 

150 

139.84 

5.00 

6.99 

0.0015 

0.1665 

Non-command 

Gneisses(B.G.C) 

0.11 

13.42 

150 

136.58 

5.00 

6.83 

0.0015 

0.0011 

Non-command 

Gneisses(B.G.C) 

0.25 

11.02 

120 

108.98 

4.00 

4.36 

0.0015 

0.0017 

Non-command 

Gneisses(B.G.C) 

3.97 

10.08 

150 

139.92 

5.00 

7.00 

0.0015 

0.0417 

Non-command 

Gneisses(B.G.C) 

0.77 

15.78 

150 

134.22 

5.00 

6.71 

0.0015 

0.0077 

Non-command 

Gneisses(B.G.C) 

2.71 

12.78 

150 

137.22 

5.00 

6.86 

0.0015 

0.0279 

Non-command 

Gneisses(B.G.C) 

0.33 

11.88 

150 

138.12 

5.00 

6.91 

0.0015 

0.0034 
























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



07007054 


Keerkhera 


Kochriya 


Leerdiya 


Luhariya 


Mandal 


Melyas 


Neem Ka Khera 


Rajpura@bhagatsing 


Thob Ka Khera 


Ummedpura 


Alagwas 


Amargarh 


Amba Ka Khera 


Amba Khera 


Amli 


Anjna 


Anoppura 


Arjungarh 


Arniya (jageer) 


Arnota 


Arsipura 


Asaholi 


Asan Koteshwari 


Aspur 


Asuna 


Atawara 


Bagar 


Bagatpura (A) 


Bagatpura(B) 


Bagha Ka Khera 


Bagoliya 


Bagor 


Bagpura 


Bakan 


Bakli 


Ballon Ka Khera 


Baniya Khera 


Banjariya 


Bansawari 


Bansra 


Baolas 


Census Code 


0824000502845400 


0824000502851400 


0824000502845800 


0824000502846800 


0824000502845500 


0824000502844400 


0824000502844900 


0824000502846300 


0824000502846400 


0824000502845900 


0824000502836600 


0824000502851000 


0824000602857500 


0825000202978200 


0824000702866100 


0825000202975500 


0825000202976700 


0824000602853200 


0824000702861900 


0824000702861400 


0824000702866000 


0824000602856900 


0825000302983900 


0824000602856100 


0824000602858700 


0824000702861600 


0824000602854800 


0825000202979100 


0825000202979200 


0825000202976500 


0824000602853100 


0824000502849600 


0824000502849800 


0824000602861200 


0824000502847300 


0825000302985800 


0825000302987400 


0825000202978400 


0825000102968200 


0824000802877300 


0824000502848200 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Gneisses(B.G.C) 


4.30 Fresh 


3.32 Fresh 


3.93 Fresh 



3.00 Fresh 


2.19 Fresh 


6.03 Fresh 


7.53 Fresh 



3.69 Fresh 


3.66 Fresh 


13.16 Fresh 


5.23 Saline 


2.88 Fresh 


Saline 


3.47 Fresh 


3.77 Fresh 


2.83 Fresh 


12.16 Fresh 



0.87 Fresh 


7.00 Fresh 


6.92 Fresh 


1.34 Fresh 


1.35 Fresh 


2.56 Fresh 


0.47 Saline 


8.36 Fresh 


8.09 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

8.41 

120 

111.59 

4.00 

4.46 

0.0018 

0.0015 

15.67 

120 

104.33 

4.00 

4.17 

0.0018 

0.0006 

9.14 

150 

140.86 

5.00 

7.04 

0.0015 

0.0426 

16.74 

120 

103.26 

4.00 

4.13 

0.0018 

0.0126 

5.92 

150 

144.08 

5.00 

7.20 

0.0015 

0.1652 

5.92 

120 

114.08 

4.00 

4.56 

0.0018 

0.0919 

11.91 

150 

138.09 

5.00 

6.90 

0.0015 

0.0326 

10.09 

150 

139.91 

5.00 

7.00 

0.0015 

0.0016 

15.26 

150 

134.74 

5.00 

6.74 

0.0015 

0.0297 

15.26 

120 

104.74 

4.00 

4.19 

0.0018 

0.0075 

15.90 

150 

134.10 

5.00 

6.70 

0.0015 

0.0149 

15.90 

120 

104.10 

4.00 

4.16 

0.0018 

0.0282 

16.79 

120 

103.21 

4.00 

4.13 

0.0018 

0.0150 

15.85 

150 

134.15 

5.00 

6.71 

0.0015 

0.0220 

8.51 

150 

141.49 

5.00 

7.07 

0.0015 

0.0640 

16.57 

150 

133.43 

5.00 

6.67 

0.0015 

0.0021 

16.57 

120 

103.43 

4.00 

4.14 

0.0018 

0.0545 

17.67 

120 

102.33 

4.00 

4.09 

0.0018 

0.0002 

17.67 

120 

102.33 

4.00 

4.09 

0.0018 

0.0041 

15.89 

150 

134.11 

5.00 

6.71 

0.0015 

0.0371 

12.17 

120 

107.83 

4.00 

4.31 

0.0015 

0.0237 

36.69 

150 

113.31 

5.00 

5.67 

0.0015 

0.0023 

36.69 

120 

83.31 

4.00 

3.33 

0.0018 

0.0761 

15.32 

120 

104.68 

4.00 

4.19 

0.0015 

0.0030 

18.27 

120 

101.73 

4.00 

4.07 

0.0015 

0.0032 

18.27 

120 

101.73 

4.00 

4.07 

0.0015 

0.0143 

18.57 

150 

131.43 

5.00 

6.57 

0.0015 

0.0342 

18.76 

150 

131.24 

5.00 

6.56 

0.0015 

0.0371 

18.87 

150 

131.13 

5.00 

6.56 

0.0015 

0.0278 

16.42 

150 

133.58 

5.00 

6.68 

0.0015 

0.0684 

16.42 

120 

103.58 

4.00 

4.14 

0.0018 

0.0398 

19.77 

150 

130.23 

5.00 

6.51 

0.0015 

0.1085 

13.33 

120 

106.67 

4.00 

4.27 

0.0018 

0.0134 

16.20 

150 

133.80 

5.00 

6.69 

0.0015 

0.0252 

18.72 

150 

131.28 

5.00 

6.56 

0.0015 

0.0392 

15.42 

150 

134.58 

5.00 

6.73 

0.0015 

0.0459 

14.76 

150 

135.24 

5.00 

6.76 

0.0015 

0.0524 

13.26 

120 

106.74 

4.00 

4.27 

0.0015 

0.0052 

13.25 

120 

106.75 

4.00 

4.27 

0.0015 

0.0057 

18.62 

120 

101.38 

4.00 

4.06 

0.0015 

0.0192 

18.62 

120 

101.38 

4.00 

4.06 

0.0015 

0.0005 

16.82 

150 

133.18 

5.00 

6.66 

0.0015 

0.0814 

14.85 

150 

135.15 

5.00 

6.76 

0.0015 

0.0094 

14.85 

120 

105.15 

4.00 

4.21 

0.0018 

0.2275 

19.46 

120 

100.54 

4.00 

4.02 

0.0018 

0.0063 

18.72 

150 

131.28 

5.00 

6.56 

0.0015 

0.0690 

15.31 

150 

134.69 

5.00 

6.73 

0.0015 

0.0202 

15.31 

120 

104.69 

4.00 

4.19 

0.0018 

0.0371 

12.79 

120 

107.21 

4.00 

4.29 

0.0018 

0.0101 

17.15 

120 

102.85 

4.00 

4.11 

0.0018 

0.0097 

14.34 

120 

105.66 

4.00 

4.23 

0.0015 

0.0163 

13.12 

120 

106.88 

4.00 

4.28 

0.0018 

0.0002 

13.12 

100 

86.88 

3.00 

2.61 

0.0015 

0.0013 

17.39 

150 

132.61 

5.00 

6.63 

0.0015 

0.0001 

17.56 

150 

132.44 

5.00 

6.62 

0.0015 

0.0804 





































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Barawalon Ka Khera 


Bari 


Bariya Kalan 


Bariya Khurd 


Barjal 


Barwalon Ka Khera 


Bavri 


Beer Deogarh 


Beeyana 


Beliyon Ka Khera 


Bemali 


Beran 


Bhabhana 


Bhachardiya 


Bhadla 


Bhadoo 


Bhagatpuriya 


Bhagwanpura 


Bhainroo Khera 


Bhairoon Khera 


Bhakliya 


Bhalri Kheri 


Bhaolas 


Bharatsingh Ka Gurha 


Bhatewar 


Bheel Kheri 


Bheelri 


Bheeta 


Bhenroo Khera 


Bheru Khera 


Bhojpura 


Bhootela 


Bhopan Ki Kameri 


Bhopji Ka Khera 


Bhurwara 


Bilakhi 


Borana 


Boriyapura 


Chandelo Ki Gawar 


Charot 


Chatarbhuj Pura 


Chauhanon Ki Kamer 


Chaukri 


Chawalarel Ka Khera 


Chawand Khera 


Census Code 


0824000502839000 


0824000602853000 


0824000602861000 


0824000602860900 


0825000102967500 


0825000302987900 


0825000202976100 


0824000502846100 


0825000202977500 


0825000202981200 


0824000502838400 


0824000502841600 


0824000502848800 


0824000502836700 


0825000202976300 


0825000302991100 


0824000502851300 


0824000502850000 


0824000502843600 


0824000502836200 


0824000502848700 


0824000502850500 


0824000502846600 


0824000502849500 


0825000202977600 


0824000602852600 


0824000602853700 


0824000502850600 


0824000602852300 


0824000502838700 


0825000202975800 


0824000502850100 


0824000702862400 


0824000502840800 


0825000302988000 


0825000202978700 


0825000202975900 


0824000602854000 


0824000602856700 


0825000102967900 



0824000602860400 


0824000502850900 


0824000502839700 


0825000302983400 


0825000202972100 


0825000302986700 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Saline 

Non-command 

Gneisses(B.G.C) 




11.31 Fresh 


13.16 Fresh 


5.04 Fresh 


3.05 Fresh 


8.86 Fresh 


1.95 Fresh 


1.90 Fresh 


2.17 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

15.22 

150 

134.78 

5.00 

6.74 

0.0015 

0.0251 

16.68 

150 

133.32 

5.00 

6.67 

0.0015 

0.0375 

15.65 

150 

134.35 

5.00 

6.72 

0.0015 

0.0326 

15.72 

150 

134.28 

5.00 

6.71 

0.0015 

0.0524 

13.70 

120 

106.30 

4.00 

4.25 

0.0018 

0.0004 

13.70 

100 

86.30 

3.00 

2.59 

0.0015 

0.0001 

12.85 

120 

107.15 

4.00 

4.29 

0.0018 

0.0214 

16.91 

120 

103.09 

4.00 

4.12 

0.0015 

0.0138 

15.59 

120 

104.41 

4.00 

4.18 

0.0018 

0.0000 

15.27 

120 

104.73 

4.00 

4.19 

0.0015 

0.0406 

14.59 

120 

105.41 

4.00 

4.22 

0.0015 

0.0128 

20.29 

150 

129.71 

5.00 

6.49 

0.0015 

0.0702 

17.95 

150 

132.05 

5.00 

6.60 

0.0015 

0.0193 

14.54 

120 

105.46 

4.00 

4.22 

0.0018 

0.0186 

8.34 

150 

141.66 

5.00 

7.08 

0.0015 

0.0638 

15.26 

120 

104.74 

4.00 

4.19 

0.0015 

0.0333 

16.62 

120 

103.38 

4.00 

4.14 

0.0018 

0.0266 

17.00 

120 

103.00 

4.00 

4.12 

0.0018 

0.1460 

20.89 

120 

99.11 

4.00 

3.96 

0.0018 

0.0095 

19.63 

120 

100.37 

4.00 

4.01 

0.0018 

0.0009 

16.14 

150 

133.86 

5.00 

6.69 

0.0015 

0.0138 

12.31 

120 

107.69 

4.00 

4.31 

0.0018 

0.0308 

16.10 

120 

103.90 

4.00 

4.16 

0.0018 

0.0234 

17.00 

120 

103.00 

4.00 

4.12 

0.0018 

0.0347 

11.10 

120 

108.90 

4.00 

4.36 

0.0018 

0.0286 

17.49 

120 

102.51 

4.00 

4.10 

0.0015 

0.0057 

17.49 

120 

102.51 

4.00 

4.10 

0.0015 

0.0151 

17.45 

150 

132.55 

5.00 

6.63 

0.0015 

0.0573 

14.45 

150 

135.55 

5.00 

6.78 

0.0015 

0.0104 

14.54 

120 

105.46 

4.00 

4.22 

0.0018 

0.0121 

19.90 

150 

130.10 

5.00 

6.51 

0.0015 

0.0518 

14.26 

150 

135.74 

5.00 

6.79 

0.0015 

0.0865 

16.47 

120 

103.53 

4.00 

4.14 

0.0015 

0.0009 

16.47 

120 

103.53 

4.00 

4.14 

0.0015 

0.0112 

21.44 

120 

98.56 

4.00 

3.94 

0.0018 

0.0308 

19.94 

150 

130.06 

5.00 

6.50 

0.0015 

0.0374 

15.92 

150 

134.08 

5.00 

6.70 

0.0015 

0.0512 

14.21 

120 

105.79 

4.00 

4.23 

0.0018 

0.0002 

13.51 

120 

106.49 

4.00 

4.26 

0.0015 

0.0107 

16.98 

120 

103.02 

4.00 

4.12 

0.0015 

0.0127 

16.69 

150 

133.31 

5.00 

6.67 

0.0015 

0.1199 

18.05 

150 

131.95 

5.00 

6.60 

0.0015 

0.0309 

13.19 

120 

106.81 

4.00 

4.27 

0.0018 

0.0002 

13.19 

100 

86.81 

3.00 

2.60 

0.0015 

0.0020 

16.50 

150 

133.50 

5.00 

6.68 

0.0015 

0.1126 

16.50 

120 

103.50 

4.00 

4.14 

0.0018 

0.0005 

14.92 

150 

135.08 

5.00 

6.75 

0.0015 

0.0115 

14.92 

120 

105.08 

4.00 

4.20 

0.0018 

0.0910 

20.76 

150 

129.24 

5.00 

6.46 

0.0015 

0.0489 

17.30 

150 

132.70 

5.00 

6.63 

0.0015 

0.0093 

17.30 

120 

102.70 

4.00 

4.11 

0.0018 

0.0157 

17.99 

150 

132.01 

5.00 

6.60 

0.0015 

0.0822 

11.65 

120 

108.36 

4.00 

4.33 

0.0018 

0.0141 

19.53 

120 

100.47 

4.00 

4.02 

0.0015 

0.0115 

15.58 

120 

104.42 

4.00 

4.18 

0.0018 

0.0158 
























































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

16.64 

150 

133.36 

5.00 

6.67 

0.0015 

0.1166 

19.18 

150 

130.82 

5.00 

6.54 

0.0015 

0.0446 

29.86 

150 

120.14 

5.00 

6.01 

0.0015 

0.0634 

29.86 

120 

90.14 

4.00 

3.61 

0.0018 

0.0126 

16.24 

150 

133.76 

5.00 

6.69 

0.0015 

0.0300 

16.24 

120 

103.76 

4.00 

4.15 

0.0018 

0.0035 

20.45 

120 

99.55 

4.00 

3.98 

0.0018 

0.0025 

20.84 

150 

129.16 

5.00 

6.46 

0.0015 

0.0576 

18.75 

150 

131.25 

5.00 

6.56 

0.0015 

0.0550 

13.18 

120 

106.82 

4.00 

4.27 

0.0015 

0.0225 

18.08 

150 

131.92 

5.00 

6.60 

0.0015 

0.0097 

18.08 

120 

101.92 

4.00 

4.08 

0.0018 

0.0186 

11.34 

120 

108.66 

4.00 

4.35 

0.0015 

0.0029 

14.70 

120 

105.30 

4.00 

4.21 

0.0018 

0.0032 

14.70 

100 

85.30 

3.00 

2.56 

0.0015 

0.0042 

12.91 

120 

107.09 

4.00 

4.28 

0.0015 

0.0282 

13.94 

150 

136.06 

5.00 

6.80 

0.0015 

0.0236 

14.24 

150 

135.76 

5.00 

6.79 

0.0015 

0.0402 

16.61 

120 

103.39 

4.00 

4.14 

0.0018 

0.0319 

12.90 

150 

137.10 

5.00 

6.85 

0.0015 

0.0368 

17.54 

120 

102.46 

4.00 

4.10 

0.0015 

0.0183 

14.09 

120 

105.91 

4.00 

4.24 

0.0018 

0.0018 

14.09 

100 

85.91 

3.00 

2.58 

0.0015 

0.0008 

19.28 

150 

130.72 

5.00 

6.54 

0.0015 

0.0006 

19.28 

120 

100.72 

4.00 

4.03 

0.0018 

0.0001 

11.47 

120 

108.53 

4.00 

4.34 

0.0018 

0.0230 

15.04 

120 

104.96 

4.00 

4.20 

0.0015 

0.0092 

13.71 

120 

106.29 

4.00 

4.25 

0.0018 

0.0034 

13.71 

100 

86.29 

3.00 

2.59 

0.0015 

0.0023 

15.30 

150 

134.71 

5.00 

6.74 

0.0015 

0.0243 

13.64 

120 

106.36 

4.00 

4.25 

0.0018 

0.0043 

15.32 

120 

104.68 

4.00 

4.19 

0.0018 

0.0598 

20.18 

150 

129.82 

5.00 

6.49 

0.0015 

0.0020 

16.74 

150 

133.26 

5.00 

6.66 

0.0015 

0.0323 

17.54 

120 

102.47 

4.00 

4.10 

0.0015 

0.0009 

18.85 

150 

131.15 

5.00 

6.56 

0.0015 

0.0839 

12.08 

120 

107.93 

4.00 

4.32 

0.0015 

0.0221 

13.23 

120 

106.77 

4.00 

4.27 

0.0018 

0.0002 

13.23 

100 

86.77 

3.00 

2.60 

0.0015 

0.0009 

13.93 

120 

106.07 

4.00 

4.24 

0.0018 

0.0001 

20.54 

150 

129.46 

5.00 

6.47 

0.0015 

0.0278 

16.48 

150 

133.52 

5.00 

6.68 

0.0015 

0.0395 

17.27 

150 

132.73 

5.00 

6.64 

0.0015 

0.0471 

16.40 

150 

133.60 

5.00 

6.68 

0.0015 

0.0184 

11.91 

120 

108.09 

4.00 

4.32 

0.0018 

0.0130 

13.06 

120 

106.94 

4.00 

4.28 

0.0018 

0.0307 

16.40 

150 

133.60 

5.00 

6.68 

0.0015 

0.0188 

19.79 

150 

130.21 

5.00 

6.51 

0.0015 

0.0424 

12.24 

120 

107.76 

4.00 

4.31 

0.0015 

0.0016 

12.24 

100 

87.76 

3.00 

2.63 

0.0015 

0.0010 

14.33 

120 

105.67 

4.00 

4.23 

0.0015 

0.0155 

12.48 

120 

107.52 

4.00 

4.30 

0.0018 

0.0284 

17.09 

150 

132.91 

5.00 

6.65 

0.0015 

0.0232 

13.79 

120 

106.21 

4.00 

4.25 

0.0015 

0.0237 

22.36 

120 

97.64 

4.00 

3.91 

0.0018 

0.0052 













































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

16.20 

150 

133.80 

5.00 

6.69 

0.0015 

0.0108 

15.74 

120 

104.26 

4.00 

4.17 

0.0018 

0.0167 

14.17 

150 

135.83 

5.00 

6.79 

0.0015 

0.0174 

20.43 

150 

129.57 

5.00 

6.48 

0.0015 

0.0771 

15.32 

150 

134.68 

5.00 

6.73 

0.0015 

0.1189 

15.26 

150 

134.74 

5.00 

6.74 

0.0015 

0.0174 

16.16 

120 

103.84 

4.00 

4.15 

0.0018 

0.0423 

15.40 

120 

104.60 

4.00 

4.18 

0.0018 

0.0793 

15.38 

120 

104.62 

4.00 

4.18 

0.0018 

0.0251 

15.71 

150 

134.29 

5.00 

6.71 

0.0015 

0.0507 

16.56 

150 

133.44 

5.00 

6.67 

0.0015 

0.1461 

16.37 

150 

133.63 

5.00 

6.68 

0.0015 

0.0387 

20.18 

150 

129.82 

5.00 

6.49 

0.0015 

0.0200 

12.55 

120 

107.45 

4.00 

4.30 

0.0018 

0.0023 

13.19 

120 

106.81 

4.00 

4.27 

0.0018 

0.0189 

8.89 

150 

141.11 

5.00 

7.06 

0.0015 

0.0186 

17.70 

150 

132.30 

5.00 

6.61 

0.0015 

0.0729 

17.70 

120 

102.30 

4.00 

4.09 

0.0018 

0.0049 

13.09 

120 

106.91 

4.00 

4.28 

0.0015 

0.0338 

17.58 

120 

102.42 

4.00 

4.10 

0.0018 

0.0004 

17.58 

120 

102.42 

4.00 

4.10 

0.0018 

0.0027 

17.71 

120 

102.29 

4.00 

4.09 

0.0015 

0.0151 

13.71 

100 

86.29 

3.00 

2.59 

0.0015 

0.0104 

13.13 

150 

136.87 

5.00 

6.84 

0.0015 

0.0007 

8.97 

150 

141.03 

5.00 

7.05 

0.0015 

0.0278 

16.52 

120 

103.48 

4.00 

4.14 

0.0015 

0.0022 

16.52 

120 

103.48 

4.00 

4.14 

0.0015 

0.0151 

17.66 

120 

102.34 

4.00 

4.09 

0.0018 

0.0000 

17.66 

120 

102.34 

4.00 

4.09 

0.0018 

0.0170 

15.04 

120 

104.96 

4.00 

4.20 

0.0015 

0.0003 

18.16 

150 

131.84 

5.00 

6.59 

0.0015 

0.0559 

13.96 

150 

136.04 

5.00 

6.80 

0.0015 

0.0498 

16.92 

150 

133.08 

5.00 

6.65 

0.0015 

0.0559 

14.52 

120 

105.48 

4.00 

4.22 

0.0015 

0.0075 

14.52 

120 

105.48 

5.00 

5.27 

0.0018 

0.0189 

21.41 

150 

128.59 

5.00 

6.43 

0.0015 

0.0140 

14.05 

120 

105.95 

4.00 

4.24 

0.0015 

0.0170 

13.70 

150 

136.30 

5.00 

6.81 

0.0015 

0.0167 

15.47 

120 

104.53 

4.00 

4.18 

0.0018 

0.0013 

12.38 

120 

107.62 

4.00 

4.30 

0.0015 

0.0086 

14.69 

120 

105.31 

4.00 

4.21 

0.0018 

0.0524 

15.08 

120 

104.92 

4.00 

4.20 

0.0015 

0.0001 

15.08 

120 

104.92 

5.00 

5.25 

0.0018 

0.0325 

13.30 

120 

106.70 

4.00 

4.27 

0.0015 

0.0132 

15.80 

120 

104.20 

4.00 

4.17 

0.0015 

0.0063 

19.46 

120 

100.54 

4.00 

4.02 

0.0015 

0.0221 

14.50 

150 

135.50 

5.00 

6.77 

0.0015 

0.1054 

27.91 

150 

122.09 

5.00 

6.10 

0.0015 

0.0026 

27.91 

120 

92.09 

4.00 

3.68 

0.0018 

0.0089 

16.35 

150 

133.65 

5.00 

6.68 

0.0015 

0.1877 

16.59 

120 

103.41 

5.00 

5.17 

0.0018 

0.0063 

11.51 

120 

108.49 

4.00 

4.34 

0.0018 

0.0705 

17.16 

150 

132.84 

5.00 

6.64 

0.0015 

0.0193 

17.28 

120 

102.72 

4.00 

4.11 

0.0018 

0.0043 

25.13 

120 

94.87 

4.00 

3.79 

0.0018 

0.0000 



















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Kalal Kheri 


Kalesariya 


Kali Magri Ka Khera 


Kaloo Khera 


Kameri 


Kanji Ka Khera 


Kanwera 


Kapadiya Khera 


Karanwas 


Karera 


Karol 


Kartha 


Kawas Ka Gurha 


Keeratpura 


Kemooniya 


Kerpura 


Khakhar Mala 


Khakharda 


Khanniya 


Khara 


Kheema Khera 


Khemana 


Khera Deopura 


Khera Jassa 


Kherimata 


Khootiya 


Khootiya Khera 


Khumanpura 


Kishenpura 


Kishorpura 


Kochriya 


Kola Ka Khera 


Koshithal 


Kot 


Kotra 


Kotri 


Kuanthal 


Kulanchi 


Kundwa 


Kunwariya 


Lachhman Pura 


Lachhmipura 


Ladki 


Ladoowas 


Lakhaholi 


Lalji Ka Khera 


Lalri 


Census Code 


0824000602852900 


0825000202972200 


0824000702865600 


0824000502851500 


0825000202982200 


0824000502840500 


0825000202976400 


0824000502848100 


0824000502849300 


0824000502838500 


0824000602854900 


0824000502836100 


0825000202977700 


0824000802871900 


0824000602857800 


0825000202981500 


0824000602858500 


0825000302983600 


0825000202972300 


0824000602858200 


0825000302984200 


0825000102967800 


0824000602860600 


0824000502850200 


0825000102968600 


0824000502841200 


0824000602857600 


0824000602855800 


0824000502839300 


0825000302986300 


0824000602858800 


0824000502851400 


0825000302987000 


0824000702861500 


0824000602855000 


0825000202977900 


0824000802872000 


0825000202981400 


0825000302987300 


0825000202978100 


0825000202971700 


0824000502850400 


0824000502849900 


0824000602854100 


0824000502842100 


0824000602857000 


0825000202976600 


0824000502847400 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 


Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Saline 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Saline 

Non-command 

Gneisses(B.G.C) 


Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Phyllite & Schist 

Saline 

Non-command 

Gneisses 


Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C.) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Gneisses(B.G.C) 

Saline 

Non-command 

Gneisses(B.G.C) 


Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Saline 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

17.67 

150 

132.33 

5.00 

6.62 

0.0015 

0.0542 

18.17 

120 

101.83 

4.00 

4.07 

0.0015 

0.0480 

19.17 

150 

130.83 

5.00 

6.54 

0.0015 

0.0018 

17.46 

120 

102.54 

4.00 

4.10 

0.0018 

0.0324 

11.16 

120 

108.84 

4.00 

4.35 

0.0015 

0.0345 

17.06 

150 

132.94 

5.00 

6.65 

0.0015 

0.0420 

16.00 

120 

104.00 

4.00 

4.16 

0.0015 

0.0295 

16.05 

150 

133.95 

5.00 

6.70 

0.0015 

0.0429 

16.05 

120 

103.95 

4.00 

4.16 

0.0018 

0.0145 

12.31 

120 

107.69 

4.00 

4.31 

0.0018 

0.0266 

19.69 

150 

130.31 

5.00 

6.52 

0.0015 

0.1902 

17.56 

150 

132.44 

5.00 

6.62 

0.0015 

0.0408 

17.69 

150 

132.31 

5.00 

6.62 

0.0015 

0.0001 

14.60 

120 

105.40 

4.00 

4.22 

0.0015 

0.0235 

14.60 

120 

105.40 

4.00 

4.22 

0.0015 

0.0027 

18.29 

120 

101.71 

4.00 

4.07 

0.0018 

0.0010 

15.14 

150 

134.86 

5.00 

6.74 

0.0015 

0.0898 

13.25 

120 

106.75 

4.00 

4.27 

0.0015 

0.0096 

17.05 

150 

132.95 

5.00 

6.65 

0.0015 

0.0208 

14.04 

120 

105.96 

4.00 

4.24 

0.0018 

0.0119 

18.40 

120 

101.60 

4.00 

4.06 

0.0015 

0.0502 

18.23 

150 

131.77 

5.00 

6.59 

0.0015 

0.0299 

11.23 

120 

108.77 

4.00 

4.35 

0.0018 

0.0001 

12.39 

120 

107.61 

4.00 

4.30 

0.0018 

0.0010 

12.39 

100 

87.61 

3.00 

2.63 

0.0015 

0.0007 

20.96 

150 

129.04 

5.00 

6.45 

0.0015 

0.1231 

18.60 

120 

101.40 

4.00 

4.06 

0.0018 

0.0182 

14.41 

120 

105.59 

4.00 

4.22 

0.0018 

0.0055 

14.41 

100 

85.59 

3.00 

2.57 

0.0015 

0.0030 

16.72 

150 

133.28 

5.00 

6.66 

0.0015 

0.0271 

15.49 

150 

134.51 

5.00 

6.73 

0.0015 

0.0477 

15.65 

150 

134.35 

5.00 

6.72 

0.0015 

0.0125 

16.01 

150 

133.99 

5.00 

6.70 

0.0015 

0.0210 

12.50 

120 

107.50 

4.00 

4.30 

0.0018 

0.0137 

17.60 

150 

132.40 

5.00 

6.62 

0.0015 

0.0181 

15.67 

120 

104.33 

4.00 

4.17 

0.0018 

0.0051 

16.86 

120 

103.14 

4.00 

4.13 

0.0018 

0.0172 

16.96 

150 

133.04 

5.00 

6.65 

0.0015 

0.2394 

18.87 

150 

131.13 

5.00 

6.56 

0.0015 

0.0909 

13.11 

120 

106.89 

4.00 

4.28 

0.0015 

0.0108 

19.08 

120 

100.92 

4.00 

4.04 

0.0018 

0.0043 

13.34 

120 

106.66 

4.00 

4.27 

0.0015 

0.0327 

13.34 

120 

106.66 

4.00 

4.27 

0.0015 

0.0649 

13.34 

100 

86.66 

3.00 

2.60 

0.0015 

0.0005 

15.86 

120 

104.14 

4.00 

4.17 

0.0018 

0.0112 

11.92 

120 

108.08 

4.00 

4.32 

0.0015 

0.0165 

11.92 

120 

108.08 

4.00 

4.32 

0.0015 

0.0330 

19.12 

120 

100.88 

4.00 

4.04 

0.0015 

0.0142 

17.99 

120 

102.01 

4.00 

4.08 

0.0018 

0.0249 

23.16 

120 

96.84 

4.00 

3.87 

0.0018 

0.0260 

20.76 

150 

129.24 

5.00 

6.46 

0.0015 

0.0730 

14.97 

150 

135.03 

5.00 

6.75 

0.0015 

0.1668 

15.83 

150 

134.17 

5.00 

6.71 

0.0015 

0.0241 

18.33 

120 

101.67 

4.00 

4.07 

0.0015 

0.0080 

15.68 

150 

134.32 

5.00 

6.72 

0.0015 

0.0355 

























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Lasadiya 


Lasani 


Lathiya Khera 


Leswa 


Liki 


Luhariya 


Mad 


Mada Ki Bassi 


Madanpura 


Madariya 


Mahasingh Ji Ka Khera 


Mahendragarh 


Makarda 


Malaji Ka Gurha 


Maliyon Ka Was 


Malji Ka Khera 


Malpura 


Manakdeh 


Mandawara 


Mandi 


Mandka Khera 


Mandol 


Mandpiya 


Mangalpura 


Mankyas 


Manoharpura 


Masinghpura 


Mata Ka Gaon 


Matooniya 


Merniya Khera 


Mewasa 


Miya Falas 


Miyala 


Modiya Khera 


Mokhampura 


Mokhanda 


Moorda 


Moyna 


Mundkosiya 


Nabariya 


Naganto Ki Gawar 


Nahargarh 


Nahri 


Nanana 


Nandsa Jageer 


Nandura 


Nandwa 


Narana 


Narayan Khera 


Nardas Ka Gurha 


Census Code 


0824000502850800 


0825000202971500 


0824000602860100 


0824000502848300 


0825000302988100 


0824000502846800 


0825000202982400 


0825000202980600 


0824000502849700 


0825000202972700 


0825000202978800 


0824000702866300 


0825000302985900 


0825000202982000 


0825000202972600 


0825000202971900 


0824000502849100 


0825000302986400 


0825000202976900 


0824000602854500 


0824000602859100 


0824000602855200 


0824000802877100 


0824000502847800 


0824000502849400 


0824000502838800 


0824000602859300 


0825000202981800 


0824000702862500 


0824000602858100 


0824000502838600 


0824000502836000 


0824000602854600 


0825000202979000 


0824000602855700 


0824000602859000 


0825000302994300 


0825000202979400 


0825000302985700 


0825000302987200 


0825000102967600 


0824000502848400 


0824000602857200 


0825000302983500 


0824000602860800 


0824000602858400 


0825000202977800 


0825000202978900 


0824000602857100 


0825000202980500 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Gneisses(B.G.C) 

Saline 

Non-command 

Gneisses 


Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Gneisses(B.G.C) 

Saline 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Gneisses(B.G.C) 

Saline 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C.) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Saline 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Saline 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Saline 

Non-command 

Gneisses(B.G.C) 


Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

15.19 

120 

104.81 

4.00 

4.19 

0.0018 

0.0240 

13.60 

120 

106.40 

4.00 

4.26 

0.0015 

0.0000 

19.01 

150 

130.99 

5.00 

6.55 

0.0015 

0.0220 

12.32 

120 

107.68 

4.00 

4.31 

0.0018 

0.0858 

13.92 

120 

106.08 

4.00 

4.24 

0.0018 

0.0023 

16.74 

120 

103.26 

4.00 

4.13 

0.0018 

0.1397 

12.08 

120 

107.92 

4.00 

4.32 

0.0015 

0.0289 

14.53 

120 

105.47 

4.00 

4.22 

0.0018 

0.0158 

14.53 

100 

85.47 

3.00 

2.56 

0.0015 

0.0089 

19.13 

120 

100.87 

4.00 

4.03 

0.0018 

0.0021 

16.58 

120 

103.42 

4.00 

4.14 

0.0015 

0.0342 

16.58 

120 

103.42 

4.00 

4.14 

0.0015 

0.0022 

13.41 

120 

106.59 

4.00 

4.26 

0.0015 

0.0285 

25.02 

120 

94.98 

4.00 

3.80 

0.0018 

0.0025 

12.52 

120 

107.48 

4.00 

4.30 

0.0018 

0.0376 

11.76 

120 

108.24 

4.00 

4.33 

0.0015 

0.0142 

17.23 

120 

102.77 

4.00 

4.11 

0.0015 

0.0156 

19.42 

120 

100.58 

4.00 

4.02 

0.0015 

0.0117 

14.90 

120 

105.10 

4.00 

4.20 

0.0018 

0.0186 

12.93 

120 

107.07 

4.00 

4.28 

0.0018 

0.0359 

15.06 

120 

104.94 

4.00 

4.20 

0.0015 

0.0042 

13.09 

150 

136.91 

5.00 

6.85 

0.0015 

0.0328 

15.88 

150 

134.12 

5.00 

6.71 

0.0015 

0.0386 

16.82 

150 

133.18 

5.00 

6.66 

0.0015 

0.0538 

19.14 

150 

130.86 

5.00 

6.54 

0.0015 

0.0053 

16.54 

150 

133.46 

5.00 

6.67 

0.0015 

0.0327 

11.68 

120 

108.32 

4.00 

4.33 

0.0018 

0.0262 

11.23 

150 

138.77 

5.00 

6.94 

0.0015 

0.0388 

14.99 

150 

135.01 

5.00 

6.75 

0.0015 

0.0479 

12.12 

120 

107.88 

4.00 

4.32 

0.0015 

0.0057 

19.19 

150 

130.81 

5.00 

6.54 

0.0015 

0.0783 

15.43 

150 

134.57 

5.00 

6.73 

0.0015 

0.0366 

17.39 

150 

132.61 

5.00 

6.63 

0.0015 

0.0092 

13.23 

150 

136.77 

5.00 

6.84 

0.0015 

0.0004 

12.92 

150 

137.08 

5.00 

6.85 

0.0015 

0.0489 

13.25 

120 

106.75 

4.00 

4.27 

0.0015 

0.0049 

14.96 

150 

135.04 

5.00 

6.75 

0.0015 

0.0466 

18.03 

150 

131.97 

5.00 

6.60 

0.0015 

0.0884 

13.80 

120 

106.20 

4.00 

4.25 

0.0018 

0.0004 

13.26 

120 

106.74 

4.00 

4.27 

0.0015 

0.0049 

13.26 

120 

106.74 

4.00 

4.27 

0.0015 

0.0039 

12.67 

120 

107.33 

4.00 

4.29 

0.0018 

0.0074 

19.32 

120 

100.68 

4.00 

4.03 

0.0018 

0.0225 

13.48 

100 

86.52 

3.00 

2.60 

0.0015 

0.0125 

12.68 

120 

107.32 

4.00 

4.29 

0.0018 

0.0621 

16.08 

150 

133.92 

5.00 

6.70 

0.0015 

0.0780 

11.81 

120 

108.19 

4.00 

4.33 

0.0018 

0.0294 

11.81 

120 

108.19 

4.00 

4.33 

0.0018 

0.0265 

11.81 

100 

88.19 

3.00 

2.65 

0.0015 

0.0024 

15.56 

150 

134.44 

5.00 

6.72 

0.0015 

0.0934 

16.28 

150 

133.72 

5.00 

6.69 

0.0015 

0.0178 

13.65 

120 

106.35 

4.00 

4.25 

0.0015 

0.0091 

13.24 

120 

106.76 

4.00 

4.27 

0.0015 

0.0319 

15.65 

150 

134.35 

5.00 

6.72 

0.0015 

0.0313 

13.31 

120 

106.69 

4.00 

4.27 

0.0015 

0.0000 


































































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

13.31 

120 

106.69 

4.00 

4.27 

0.0015 

0.0050 

13.31 

100 

86.69 

3.00 

2.60 

0.0015 

0.0226 

16.08 

150 

133.92 

5.00 

6.70 

0.0015 

0.0802 

10.92 

120 

109.08 

4.00 

4.36 

0.0018 

0.0114 

14.00 

120 

106.00 

4.00 

4.24 

0.0018 

0.0382 

16.09 

150 

133.91 

5.00 

6.70 

0.0015 

0.0419 

18.30 

120 

101.70 

4.00 

4.07 

0.0015 

0.0399 

18.28 

150 

131.72 

5.00 

6.59 

0.0015 

0.0522 

15.03 

150 

134.97 

5.00 

6.75 

0.0015 

0.1044 

14.65 

120 

105.35 

4.00 

4.21 

0.0018 

0.0097 

25.84 

120 

94.16 

4.00 

3.77 

0.0018 

0.0146 

12.04 

120 

107.96 

4.00 

4.32 

0.0018 

0.0145 

15.46 

150 

134.54 

5.00 

6.73 

0.0015 

0.0506 

16.77 

150 

133.23 

5.00 

6.66 

0.0015 

0.1025 

20.60 

150 

129.40 

5.00 

6.47 

0.0015 

0.0592 

12.97 

120 

107.03 

4.00 

4.28 

0.0015 

0.0103 

16.30 

150 

133.70 

5.00 

6.69 

0.0015 

0.1468 

12.67 

120 

107.33 

4.00 

4.29 

0.0015 

0.0302 

14.97 

150 

135.03 

5.00 

6.75 

0.0015 

0.0320 

12.72 

120 

107.28 

4.00 

4.29 

0.0015 

0.0453 

13.78 

120 

106.22 

4.00 

4.25 

0.0015 

0.0009 

13.83 

120 

106.17 

4.00 

4.25 

0.0018 

0.0075 

15.48 

150 

134.52 

5.00 

6.73 

0.0015 

0.0213 

15.13 

150 

134.87 

5.00 

6.74 

0.0015 

0.0261 

17.29 

150 

132.71 

5.00 

6.64 

0.0015 

0.0488 

14.10 

120 

105.90 

4.00 

4.24 

0.0015 

0.0196 

18.39 

150 

131.61 

5.00 

6.58 

0.0015 

0.0174 

18.39 

120 

101.61 

4.00 

4.06 

0.0018 

0.1113 

14.36 

120 

105.65 

4.00 

4.23 

0.0018 

0.0084 

14.36 

100 

85.65 

3.00 

2.57 

0.0015 

0.0000 

19.32 

120 

100.68 

4.00 

4.03 

0.0015 

0.0137 

12.49 

120 

107.51 

4.00 

4.30 

0.0018 

0.0178 

12.46 

120 

107.54 

4.00 

4.30 

0.0018 

0.0276 

12.49 

120 

107.51 

4.00 

4.30 

0.0018 

0.0223 

14.44 

150 

135.56 

5.00 

6.78 

0.0015 

0.1029 

16.07 

150 

133.93 

5.00 

6.70 

0.0015 

0.0055 

16.79 

150 

133.21 

5.00 

6.66 

0.0015 

0.0166 

20.45 

150 

129.55 

5.00 

6.48 

0.0015 

0.0395 

18.57 

150 

131.43 

5.00 

6.57 

0.0015 

0.0469 

13.02 

120 

106.98 

4.00 

4.28 

0.0015 

0.0216 

30.37 

150 

119.63 

5.00 

5.98 

0.0015 

0.0685 

12.39 

120 

107.61 

4.00 

4.30 

0.0015 

0.0250 

12.39 

100 

87.61 

3.00 

2.63 

0.0015 

0.0004 

19.48 

150 

130.52 

5.00 

6.53 

0.0015 

0.0385 

18.11 

150 

131.89 

5.00 

6.59 

0.0015 

0.0387 

19.45 

150 

130.55 

5.00 

6.53 

0.0015 

0.0371 

13.65 

120 

106.35 

4.00 

4.25 

0.0018 

0.0197 

14.06 

120 

105.94 

4.00 

4.24 

0.0015 

0.0006 

19.60 

150 

130.40 

5.00 

6.52 

0.0015 

0.0472 

14.14 

150 

135.86 

5.00 

6.79 

0.0015 

0.1781 

10.69 

150 

139.31 

5.00 

6.97 

0.0015 

0.0317 

12.87 

120 

107.13 

4.00 

4.29 

0.0018 

0.0474 

14.83 

120 

105.17 

4.00 

4.21 

0.0015 

0.0177 

14.51 

120 

105.49 

4.00 

4.22 

0.0015 

0.0050 

14.51 

120 

105.49 

4.00 

4.22 

0.0015 

0.0069 

























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Sameliya 


Samrath Pura 


Sangwa 


Sanwalaji Ka Khera 


Sarai 


Sardarsingh Ji Ka 


Saredi 


Saredi Khera 


Sarewari 


Sargoo 


Sarnon Ka Khera 


Seftiya 


Semlat 


Shankarpura @ Khro 


Shivnathpura 


Shivrati (rural) 


Shobhag Pura 


Singhpura 


Sirodi 


Soji Ka Khera 


Solankiyon Ka Gurha 


Sora Ka Khera 


Suliya 


Suras 


Surat Singh Ka Khera 


Surgati 


Surji Ka Khera 


Tahuka 


Tanka 


Teekad 


Teekhi 


Tegi 


Tejya Kheri 


Teli Khera 


Thabola 


Thala 


Theekariyan 


Thekla 


Thob Ka Khera 


Thoriya Khera 


Census Code 


0824000502851200 


0824000502850700 


0824000802877500 


0824000502840400 


0824000502848000 


0824000502840300 


0824000502836400 


0824000502838900 


0824000602852500 


0825000302986900 


0824000602857300 


0824000502849200 


0825000302987100 


0824000602852200 


0824000502842000 


0824000602856400 


0824000702867200 


0825000302983200 


0824000602860200 


0824000602854700 


0824000502847600 


0825000202979600 


0824000502840000 


0825000202979900 


0824000602853800 


0824000702862100 


0824000502839600 


0825000202980300 


0824000502850300 


0825000302983700 



0825000302983800 


0825000202975200 


0825000202979800 


0824000602857400 


0825000202976200 


0824000502846500 


0824000602853400 


0824000602859200 


0824000702862200 


0824000502846400 


0824000602852800 


0824000602858300 


0824000802877600 


0824000602859900 


0825000202980100 



Zone (Fresh 
/ Saline) 


10.59 Fresh 


2.35 Fresh 


12.05 Fresh 



4.52 Fresh 


Saline 


2.34 Fresh 


1.39 Fresh 




5.70 Fresh 


3.67 Fresh 


Saline 


3.01 Fresh 


Saline 


7.39 Fresh 


1.78 Saline 


2.82 Saline 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C.) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

16.89 

120 

103.11 

4.00 

4.12 

0.0018 

0.0777 

13.38 

120 

106.62 

4.00 

4.26 

0.0018 

0.0180 

18.57 

150 

131.43 

5.00 

6.57 

0.0015 

0.0011 

18.57 

120 

101.43 

4.00 

4.06 

0.0018 

0.0003 

13.40 

120 

106.60 

4.00 

4.26 

0.0015 

0.0119 

13.40 

120 

106.60 

4.00 

4.26 

0.0015 

0.0170 

15.93 

150 

134.07 

5.00 

6.70 

0.0015 

0.0235 

15.34 

150 

134.66 

5.00 

6.73 

0.0015 

0.0037 

15.34 

120 

104.66 

4.00 

4.19 

0.0018 

0.0077 

17.94 

150 

132.06 

5.00 

6.60 

0.0015 

0.0740 

11.34 

150 

138.66 

5.00 

6.93 

0.0015 

0.0388 

10.74 

150 

139.26 

5.00 

6.96 

0.0015 

0.0280 

18.24 

150 

131.76 

5.00 

6.59 

0.0015 

0.0701 

13.96 

120 

106.04 

4.00 

4.24 

0.0018 

0.0225 

15.68 

150 

134.32 

5.00 

6.72 

0.0015 

0.0169 

13.38 

120 

106.62 

4.00 

4.26 

0.0018 

0.0141 

17.15 

120 

102.85 

4.00 

4.11 

0.0018 

0.0149 

19.96 

150 

130.04 

5.00 

6.50 

0.0015 

0.0112 

14.61 

150 

135.39 

5.00 

6.77 

0.0015 

0.0043 

16.38 

150 

133.62 

5.00 

6.68 

0.0015 

0.0378 

24.21 

120 

95.79 

4.00 

3.83 

0.0018 

0.0063 

11.78 

120 

108.22 

4.00 

4.33 

0.0018 

0.0076 

18.56 

150 

131.44 

5.00 

6.57 

0.0015 

0.0305 

14.17 

150 

135.83 

5.00 

6.79 

0.0015 

0.0531 

16.60 

150 

133.40 

5.00 

6.67 

0.0015 

0.0076 

13.46 

120 

106.54 

4.00 

4.26 

0.0015 

0.0164 

17.75 

150 

132.25 

5.00 

6.61 

0.0015 

0.0410 

13.37 

120 

106.63 

4.00 

4.27 

0.0015 

0.0110 

15.54 

150 

134.46 

5.00 

6.72 

0.0015 

0.0293 

16.24 

150 

133.76 

5.00 

6.69 

0.0015 

0.0043 

18.02 

150 

131.98 

5.00 

6.60 

0.0015 

0.0242 

11.93 

120 

108.07 

4.00 

4.32 

0.0015 

0.0026 

11.93 

100 

88.07 

3.00 

2.64 

0.0015 

0.0005 

18.79 

120 

101.21 

4.00 

4.05 

0.0018 

0.0332 

14.08 

120 

105.92 

4.00 

4.24 

0.0018 

0.0256 

14.08 

120 

105.92 

4.00 

4.24 

0.0018 

0.0015 

11.78 

120 

108.22 

4.00 

4.33 

0.0015 

0.0085 

11.78 

120 

108.22 

4.00 

4.33 

0.0015 

0.0101 

13.00 

120 

107.00 

4.00 

4.28 

0.0018 

0.0260 

14.87 

120 

105.13 

4.00 

4.21 

0.0015 

0.0049 

13.69 

120 

106.31 

4.00 

4.25 

0.0015 

0.0074 

13.69 

100 

86.31 

3.00 

2.59 

0.0015 

0.0000 

15.66 

150 

134.34 

5.00 

6.72 

0.0015 

0.0199 

14.39 

120 

105.61 

4.00 

4.22 

0.0015 

0.0284 

15.90 

120 

104.10 

4.00 

4.16 

0.0018 

0.0102 

14.57 

150 

135.43 

5.00 

6.77 

0.0015 

0.0533 

14.83 

150 

135.17 

5.00 

6.76 

0.0015 

0.0427 

18.74 

150 

131.26 

5.00 

6.56 

0.0015 

0.0301 

16.79 

120 

103.21 

4.00 

4.13 

0.0018 

0.0073 

18.22 

150 

131.78 

5.00 

6.59 

0.0015 

0.0333 

19.29 

150 

130.71 

5.00 

6.54 

0.0015 

0.0238 

18.94 

120 

101.06 

4.00 

4.04 

0.0018 

0.0116 

17.27 

150 

132.73 

5.00 

6.64 

0.0015 

0.0701 

12.37 

120 

107.63 

4.00 

4.31 

0.0015 

0.0004 

12.37 

120 

107.63 

4.00 

4.31 

0.0015 

0.0172 



















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



07007055 


Tolas 


Toongach 


Udairamji Ka Gurha 


Ullai 


Ummedpura 


Umri 


Vaniya Hatri 


Vena Ka Khera 


Verawas 


Agarpura 


Amarpura 


Arjiya 


Balesariya 


Baliya Khera 


Ban Ka Khera 


Baniyans 


Bara Khera 


Baran 


Barla 


Beeliya 


Beran 


Bhadali Khera 


Bhadoo 


Bhand Ki Baori 


Bhawani Singh Ka Khera 


Bheelwara (m) 


Bigod 


Bor Khera 


Chainpuriya @ Theekariya 


Chamanpura 


Census Code 


0824000602856600 


0824000602858900 


0824000502839500 


0824000702862600 


0824000702861700 


0824000502839900 


0825000202971200 


0825000202972400 


0825000202977000 


0824000802875100 


0824000802874800 


0824000902900800 


0824000502851700 


0824000402830300 


0824000902899100 


0824000902892400 


0824000502844600 


0824000902896800 


0824000402830200 


0824000902900000 


0824001102927500 


0824000402828300 


0824000802873200 


0824000502851300 


0824000502844800 


0824001102932900 


0824000842405000 


0824001102933600 


0824000902898300 


0824001102933300 


0824000402830900 


Zone (Fresh 
/ Saline) 



3.08 Fresh 


11.85 Fresh 


2.08 Fresh 



8.25 Fresh 


2.96 Fresh 


19.37 Fresh 



1.98 Fresh 


3.73 Fresh 


10.06 Fresh 


11.22 Fresh 


7.45 Fresh 


14.19 Fresh 


1.22 Fresh 


23.22 Fresh 


2.79 Fresh 


4.01 Fresh 


114.98 Fresh 



8.03 Fresh 


2.69 Fresh 



3.01 Fresh 


2.31 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

18.01 

150 

131.99 

5.00 

6.60 

0.0015 

0.0208 

16.87 

150 

133.13 

5.00 

6.66 

0.0015 

0.0646 

18.04 

150 

131.96 

5.00 

6.60 

0.0015 

0.0469 

18.62 

150 

131.38 

5.00 

6.57 

0.0015 

0.0639 

16.06 

150 

133.94 

5.00 

6.70 

0.0015 

0.0892 

14.80 

150 

135.20 

5.00 

6.76 

0.0015 

0.1223 

16.17 

120 

103.83 

4.00 

4.15 

0.0015 

0.0001 

16.96 

120 

103.04 

4.00 

4.12 

0.0015 

0.0182 

15.08 

120 

104.92 

4.00 

4.20 

0.0015 

0.0002 

14.88 

150 

135.12 

5.00 

6.76 

0.0015 

0.0484 

14.88 

150 

135.12 

5.00 

6.76 

0.0015 

0.0157 

17.62 

150 

132.38 

5.00 

6.62 

0.0015 

0.0305 

13.23 

150 

136.77 

5.00 

6.84 

0.0015 

0.0012 

17.67 

120 

102.33 

4.00 

4.09 

0.0018 

0.0003 

17.67 

120 

102.33 

4.00 

4.09 

0.0018 

0.0106 

18.41 

150 

131.59 

5.00 

6.58 

0.0015 

0.0555 

18.41 

120 

101.59 

4.00 

4.06 

0.0018 

0.0234 

18.41 

120 

101.59 

4.00 

4.06 

0.0018 

0.0005 

18.41 

120 

101.59 

4.00 

4.06 

0.0018 

0.0039 

15.24 

120 

104.76 

4.00 

4.19 

0.0018 

0.0190 

15.24 

120 

104.76 

4.00 

4.19 

0.0018 

0.0037 

14.95 

150 

135.05 

5.00 

6.75 

0.0015 

0.0010 

14.51 

150 

135.49 

5.00 

6.77 

0.0015 

0.0014 

14.58 

150 

135.42 

5.00 

6.77 

0.0015 

0.0971 

14.58 

150 

135.42 

5.00 

6.77 

0.0015 

0.0172 

22.51 

150 

127.49 

5.00 

6.37 

0.0015 

0.0099 

22.51 

120 

97.49 

4.00 

3.90 

0.0018 

0.0043 

10.38 

150 

139.62 

5.00 

6.98 

0.0015 

0.0206 

15.10 

120 

104.90 

4.00 

4.20 

0.0018 

0.0008 

18.61 

150 

131.39 

5.00 

6.57 

0.0015 

0.0219 

18.61 

120 

101.39 

4.00 

4.06 

0.0018 

0.0006 

15.49 

150 

134.51 

5.00 

6.73 

0.0015 

0.0000 

14.88 

120 

105.12 

4.00 

4.20 

0.0018 

0.0018 

14.88 

120 

105.12 

4.00 

4.20 

0.0018 

0.0003 

15.82 

150 

134.18 

5.00 

6.71 

0.0015 

0.0007 

17.98 

120 

102.02 

4.00 

4.08 

0.0018 

0.0089 

17.00 

150 

133.00 

5.00 

6.65 

0.0015 

0.0007 

17.00 

120 

103.00 

4.00 

4.12 

0.0018 

0.0023 

10.77 

150 

139.23 

5.00 

6.96 

0.0015 

0.0292 

15.19 

120 

104.81 

4.00 

4.19 

0.0018 

0.0089 

15.69 

150 

134.31 

5.00 

6.72 

0.0015 

0.0823 

15.69 

120 

104.31 

4.00 

4.17 

0.0018 

0.0193 

15.69 

150 

134.31 

5.00 

6.72 

0.0015 

0.0807 

15.69 

120 

104.31 

4.00 

4.17 

0.0018 

0.2034 

15.69 

150 

134.31 

5.00 

6.72 

0.0015 

0.0588 

15.69 

120 

104.31 

4.00 

4.17 

0.0018 

0.0083 

14.91 

120 

105.09 

4.00 

4.20 

0.0018 

0.0016 

13.92 

150 

136.08 

5.00 

6.80 

0.0015 

0.0060 

13.92 

120 

106.08 

4.00 

4.24 

0.0018 

0.0160 

13.61 

150 

136.39 

5.00 

6.82 

0.0015 

0.0262 

13.61 

120 

106.39 

4.00 

4.26 

0.0018 

0.0000 

15.07 

120 

104.93 

4.00 

4.20 

0.0018 

0.0005 

17.23 

150 

132.77 

5.00 

6.64 

0.0015 

0.0044 

17.23 

120 

102.77 

4.00 

4.11 

0.0018 

0.0127 

17.23 

150 

132.77 

5.00 

6.64 

0.0015 

0.0001 


































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

17.23 

120 

102.77 

4.00 

4.11 

0.0018 

0.0010 

14.48 

150 

135.52 

5.00 

6.78 

0.0015 

0.1020 

14.48 

150 

135.52 

5.00 

6.78 

0.0015 

0.0053 

19.92 

150 

130.08 

5.00 

6.50 

0.0015 

0.0873 

19.92 

150 

130.08 

5.00 

6.50 

0.0015 

0.0045 

14.22 

150 

135.78 

5.00 

6.79 

0.0015 

0.0130 

14.22 

120 

105.78 

4.00 

4.23 

0.0018 

0.0011 

14.22 

150 

135.78 

5.00 

6.79 

0.0015 

0.0127 

15.26 

120 

104.74 

4.00 

4.19 

0.0018 

0.0143 

15.26 

120 

104.74 

4.00 

4.19 

0.0018 

0.0035 

11.78 

150 

138.22 

5.00 

6.91 

0.0015 

0.0318 

14.96 

120 

105.04 

4.00 

4.20 

0.0018 

0.0001 

14.96 

120 

105.04 

4.00 

4.20 

0.0018 

0.0368 

19.28 

150 

130.72 

5.00 

6.54 

0.0015 

0.0045 

19.28 

120 

100.72 

4.00 

4.03 

0.0018 

0.0517 

23.16 

150 

126.84 

5.00 

6.34 

0.0015 

0.0043 

14.34 

150 

135.66 

5.00 

6.78 

0.0015 

0.0526 

14.34 

120 

105.66 

4.00 

4.23 

0.0018 

0.0460 

15.10 

120 

104.90 

4.00 

4.20 

0.0018 

0.0026 

15.10 

120 

104.90 

4.00 

4.20 

0.0018 

0.0026 

18.74 

120 

101.26 

4.00 

4.05 

0.0018 

0.0054 

18.74 

120 

101.26 

4.00 

4.05 

0.0018 

0.0212 

13.82 

150 

136.18 

5.00 

6.81 

0.0015 

0.0280 

13.82 

150 

136.18 

5.00 

6.81 

0.0015 

0.0098 

14.73 

150 

135.27 

5.00 

6.76 

0.0015 

0.0222 

15.89 

120 

104.11 

4.00 

4.16 

0.0018 

0.0319 

15.89 

120 

104.11 

4.00 

4.16 

0.0018 

0.0096 

14.74 

150 

135.26 

5.00 

6.76 

0.0015 

0.0541 

14.74 

150 

135.26 

5.00 

6.76 

0.0015 

0.0132 

10.16 

150 

139.84 

5.00 

6.99 

0.0015 

0.0110 

13.42 

150 

136.58 

5.00 

6.83 

0.0015 

0.0082 

13.33 

150 

136.67 

5.00 

6.83 

0.0015 

0.0168 

13.33 

120 

106.67 

4.00 

4.27 

0.0018 

0.0221 

13.33 

150 

136.67 

5.00 

6.83 

0.0015 

0.0007 

16.51 

120 

103.49 

4.00 

4.14 

0.0018 

0.0028 

16.51 

120 

103.49 

4.00 

4.14 

0.0018 

0.0107 

15.03 

120 

104.97 

4.00 

4.20 

0.0018 

0.0000 

20.74 

150 

129.26 

5.00 

6.46 

0.0015 

0.0484 

20.74 

120 

99.26 

4.00 

3.97 

0.0018 

0.0043 

14.77 

120 

105.23 

4.00 

4.21 

0.0018 

0.0417 

13.75 

150 

136.25 

5.00 

6.81 

0.0015 

0.0111 

15.29 

120 

104.71 

4.00 

4.19 

0.0018 

0.0163 

13.62 

150 

136.38 

5.00 

6.82 

0.0015 

0.0472 

17.61 

120 

102.39 

4.00 

4.10 

0.0018 

0.0110 

15.26 

120 

104.74 

4.00 

4.19 

0.0018 

0.0149 

15.26 

120 

104.74 

4.00 

4.19 

0.0018 

0.0087 

17.70 

150 

132.30 

5.00 

6.61 

0.0015 

0.0106 

17.58 

120 

102.42 

4.00 

4.10 

0.0018 

0.0038 

17.58 

120 

102.42 

4.00 

4.10 

0.0018 

0.0000 

11.87 

150 

138.13 

5.00 

6.91 

0.0015 

0.0079 

11.87 

120 

108.13 

4.00 

4.33 

0.0018 

0.0218 

13.52 

150 

136.48 

5.00 

6.82 

0.0015 

0.0013 

20.27 

150 

129.73 

5.00 

6.49 

0.0015 

0.0016 

17.66 

120 

102.34 

4.00 

4.09 

0.0018 

0.0003 

17.66 

120 

102.34 

4.00 

4.09 

0.0018 

0.0001 

























































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

15.10 

120 

104.90 

4.00 

4.20 

0.0018 

0.0051 

15.06 

120 

104.94 

4.00 

4.20 

0.0018 

0.0160 

15.71 

150 

134.29 

5.00 

6.71 

0.0015 

0.0001 

15.71 

120 

104.29 

4.00 

4.17 

0.0018 

0.0018 

15.71 

120 

104.29 

4.00 

4.17 

0.0018 

0.0657 

15.71 

120 

104.29 

4.00 

4.17 

0.0018 

0.0104 

13.32 

150 

136.68 

5.00 

6.83 

0.0015 

0.0425 

17.55 

120 

102.45 

4.00 

4.10 

0.0018 

0.0077 

17.55 

120 

102.45 

4.00 

4.10 

0.0018 

0.0240 

17.55 

120 

102.45 

4.00 

4.10 

0.0018 

0.0039 

15.24 

120 

104.76 

4.00 

4.19 

0.0018 

0.0123 

15.24 

120 

104.76 

4.00 

4.19 

0.0018 

0.0009 

18.12 

150 

131.88 

5.00 

6.59 

0.0015 

0.0407 

13.81 

150 

136.19 

5.00 

6.81 

0.0015 

0.0621 

13.34 

150 

136.66 

5.00 

6.83 

0.0015 

0.0312 

17.46 

120 

102.54 

4.00 

4.10 

0.0018 

0.0202 

17.69 

150 

132.31 

5.00 

6.62 

0.0015 

0.0259 

17.69 

150 

132.31 

5.00 

6.62 

0.0015 

0.0850 

20.60 

150 

129.40 

5.00 

6.47 

0.0015 

0.0003 

20.60 

120 

99.40 

4.00 

3.98 

0.0018 

0.0006 

20.60 

150 

129.40 

5.00 

6.47 

0.0015 

0.0278 

20.60 

120 

99.40 

4.00 

3.98 

0.0018 

0.0051 

13.40 

150 

136.60 

5.00 

6.83 

0.0015 

0.0127 

13.40 

150 

136.60 

5.00 

6.83 

0.0015 

0.0087 

18.29 

120 

101.71 

4.00 

4.07 

0.0018 

0.0080 

18.29 

120 

101.71 

4.00 

4.07 

0.0018 

0.0188 

8.41 

120 

111.59 

4.00 

4.46 

0.0018 

0.0346 

23.36 

150 

126.64 

5.00 

6.33 

0.0015 

0.0023 

16.26 

150 

133.74 

5.00 

6.69 

0.0015 

0.0224 

15.01 

120 

104.99 

4.00 

4.20 

0.0018 

0.0012 

15.01 

150 

134.99 

5.00 

6.75 

0.0015 

0.0125 

15.01 

120 

104.99 

4.00 

4.20 

0.0018 

0.0515 

15.67 

150 

134.33 

5.00 

6.72 

0.0015 

0.0003 

15.67 

120 

104.33 

4.00 

4.17 

0.0018 

0.0368 

17.92 

150 

132.08 

5.00 

6.60 

0.0015 

0.0157 

14.01 

150 

135.99 

5.00 

6.80 

0.0015 

0.1124 

19.08 

120 

100.92 

4.00 

4.04 

0.0018 

0.0313 

14.49 

150 

135.51 

5.00 

6.78 

0.0015 

0.0323 

23.25 

150 

126.75 

5.00 

6.34 

0.0015 

0.0068 

23.25 

120 

96.75 

4.00 

3.87 

0.0018 

0.0006 

20.96 

120 

99.04 

4.00 

3.96 

0.0018 

0.0031 

13.26 

150 

136.74 

5.00 

6.84 

0.0015 

0.0407 

20.56 

150 

129.44 

5.00 

6.47 

0.0015 

0.0179 

20.56 

120 

99.44 

4.00 

3.98 

0.0018 

0.0169 

20.56 

120 

99.44 

4.00 

3.98 

0.0018 

0.0345 

9.51 

150 

140.49 

5.00 

7.02 

0.0015 

0.0142 

9.51 

120 

110.49 

4.00 

4.42 

0.0018 

0.0022 

9.51 

150 

140.49 

5.00 

7.02 

0.0015 

0.0470 

13.67 

120 

106.33 

4.00 

4.25 

0.0018 

0.0002 

13.67 

120 

106.33 

4.00 

4.25 

0.0018 

0.0220 

19.24 

120 

100.76 

4.00 

4.03 

0.0018 

0.0341 

19.24 

120 

100.76 

4.00 

4.03 

0.0018 

0.0196 

5.92 

150 

144.08 

5.00 

7.20 

0.0015 

0.0018 

5.92 

120 

114.08 

4.00 

4.56 

0.0018 

0.0009 

5.92 

150 

144.08 

5.00 

7.20 

0.0015 

0.0745 

















































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone (Fresh 
/ Saline) 



Type of Area 

(Command / Non- Hydrogeological Unit 
command) 


Marda Ki Jhunpariya 


Mejan 


Mohanpura 


Nanakpura 


Nandrai 


Nanodiya 


Neem Ka Khera 


Nohara 


Palri 


Pansal 


Rampuriya @ Payra 


Ramsinghpura @ Raisinghpur 


Raneegpura 


Redwas 


Reechhra 


Roopaheli 


Rooppura 


Rugnathpura @ Gawardi 


Sabal Pura 


Sablaji Ka Khera 


Salampura 


Salriya 


Sameliya 


Samori 


Santokpura 


Satola 


Satola Ka Khera 


Sawaipur 


Seedriyas 


Shopura (gega Ka Khera) 


Shri Nagar 


Somsyas 


Station Nagar 


0824000902896300 


0824000502851900 


0824001102933900 


0824000502844700 


0824000902896500 


0824000402831400 


0824000502844900 


0824000902899500 


0824000802872900 


0824000802872400 


0824000402830400 


0824000402830600 


0824000402831100 


0824000902894100 


0824000802873700 


0824000802875400 


0824000802877000 


0824000902893900 


0824000902898600 


0824000902894000 


0824000802872300 


0824000902893800 


0824000502851200 


0824000802872200 


0824000502845200 


0824000902892700 


0824000902892100 


0824000902899600 


0824000802874400 


0824000902898200 


0824000802874600 


0824000902892200 


0824000502845100 


2.13 Fresh 


8.23 Fresh 



3.41 Fresh 


3.90 Fresh 


22.94 Fresh 


4.93 Fresh 


3.32 Fresh 


3.60 Fresh 


3.88 Fresh 


14.76 Fresh 



1.83 Fresh 


5.31 Fresh 


4.85 Fresh 



9.38 Fresh 


12.64 Fresh 


11.93 Fresh 


0.86 Fresh 


3.79 Fresh 


1.99 Fresh 


1.71 Fresh 


3.82 Fresh 


5.33 Fresh 


10.59 Fresh 


5.84 Fresh 


4.01 Fresh 


5.89 Fresh 


6.27 Fresh 


9.88 Fresh 


9.06 Fresh 


3.39 Fresh 


0.91 Fresh 


1.79 Fresh 


3.96 Fresh 


Non-command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

5.92 

120 

114.08 

4.00 

4.56 

0.0018 

0.0734 

19.14 

150 

130.86 

5.00 

6.54 

0.0015 

0.0299 

19.14 

120 

100.86 

4.00 

4.03 

0.0018 

0.0015 

15.29 

120 

104.71 

4.00 

4.19 

0.0018 

0.0161 

16.95 

120 

103.05 

4.00 

4.12 

0.0018 

0.0019 

16.95 

120 

103.05 

4.00 

4.12 

0.0018 

0.0591 

15.10 

120 

104.90 

4.00 

4.20 

0.0018 

0.0011 

11.51 

150 

138.49 

5.00 

6.92 

0.0015 

0.0365 

15.28 

120 

104.72 

4.00 

4.19 

0.0018 

0.1224 

15.28 

120 

104.72 

4.00 

4.19 

0.0018 

0.0402 

21.15 

150 

128.85 

5.00 

6.44 

0.0015 

0.0453 

10.09 

150 

139.91 

5.00 

7.00 

0.0015 

0.0332 

13.40 

150 

136.60 

5.00 

6.83 

0.0015 

0.0369 

17.34 

120 

102.66 

4.00 

4.11 

0.0018 

0.0287 

18.67 

150 

131.33 

5.00 

6.57 

0.0015 

0.0071 

18.67 

120 

101.33 

4.00 

4.05 

0.0018 

0.0588 

18.67 

120 

101.33 

4.00 

4.05 

0.0018 

0.0418 

13.52 

150 

136.48 

5.00 

6.82 

0.0015 

0.0093 

13.52 

120 

106.48 

4.00 

4.26 

0.0018 

0.0011 

18.39 

150 

131.61 

5.00 

6.58 

0.0015 

0.0003 

18.39 

120 

101.61 

4.00 

4.06 

0.0018 

0.0025 

14.23 

150 

135.77 

5.00 

6.79 

0.0015 

0.0520 

14.23 

150 

135.77 

5.00 

6.79 

0.0015 

0.0235 

14.03 

150 

135.97 

5.00 

6.80 

0.0015 

0.0150 

13.19 

150 

136.81 

5.00 

6.84 

0.0015 

0.0545 

17.01 

150 

132.99 

5.00 

6.65 

0.0015 

0.0142 

17.01 

120 

102.99 

4.00 

4.12 

0.0018 

0.0200 

17.01 

120 

102.99 

4.00 

4.12 

0.0018 

0.0002 

17.01 

120 

102.99 

4.00 

4.12 

0.0018 

0.0034 

13.68 

150 

136.32 

5.00 

6.82 

0.0015 

0.0601 

19.31 

150 

130.69 

5.00 

6.53 

0.0015 

0.0033 

19.31 

150 

130.69 

5.00 

6.53 

0.0015 

0.0003 

15.00 

150 

135.00 

5.00 

6.75 

0.0015 

0.0083 

18.91 

150 

131.09 

5.00 

6.55 

0.0015 

0.0001 

13.57 

150 

136.43 

5.00 

6.82 

0.0015 

0.0388 

14.92 

150 

135.08 

5.00 

6.75 

0.0015 

0.0000 

13.32 

150 

136.68 

5.00 

6.83 

0.0015 

0.0176 

12.72 

120 

107.28 

4.00 

4.29 

0.0018 

0.0021 

12.72 

120 

107.28 

4.00 

4.29 

0.0018 

0.0048 

13.53 

150 

136.47 

5.00 

6.82 

0.0015 

0.0545 

16.89 

120 

103.11 

4.00 

4.12 

0.0018 

0.0009 

19.15 

120 

100.85 

4.00 

4.03 

0.0018 

0.0411 

11.62 

120 

108.38 

4.00 

4.34 

0.0018 

0.0077 

11.62 

120 

108.38 

4.00 

4.34 

0.0018 

0.0017 

11.62 

120 

108.38 

4.00 

4.34 

0.0018 

0.0218 

12.52 

150 

137.48 

5.00 

6.87 

0.0015 

0.0485 

12.44 

150 

137.56 

5.00 

6.88 

0.0015 

0.0520 

13.50 

150 

136.50 

5.00 

6.82 

0.0015 

0.0273 

13.50 

150 

136.50 

5.00 

6.82 

0.0015 

0.0561 

14.18 

150 

135.82 

5.00 

6.79 

0.0015 

0.0008 

14.01 

120 

105.99 

4.00 

4.24 

0.0018 

0.0115 

12.68 

150 

137.32 

5.00 

6.87 

0.0015 

0.0008 

13.03 

150 

136.97 

5.00 

6.85 

0.0015 

0.0183 

8.75 

120 

111.25 

4.00 

4.45 

0.0018 

0.0079 

8.75 

120 

111.25 

4.00 

4.45 

0.0018 

0.0238 










































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 


Census Code 



Achhojai 

0812001001572200 

4.29 

Aidan Ka Bas 

0812000501503000 

2.17 

Akeda Chaud 

0812001001573500 

4.42 

Amloda 

0812000301473800 

5.33 


Anatpura 

0812000401487500 

8.79 

Atalbiharipura 

0812001001570800 

1.67 

Badanpura 

0812001001581100 

2.74 


Bagwada_|0812001001579500 | 10.85 


Baori 

0812000901559000 

4.02 

Barh Jahota 

0812001001571000 

0.62 

Barwara 

0812000401485900 

7.05 


Basri 

0812000901558800 

1.06 

Bassi Jhajhra 

0812000501502700 

3.47 

Bassinaga 

0812000501500900 

15.55 


Beelpur_|0812001001576000 | 3.77 


Beer Hathod 

0812000901559700 

1.61 

Benarwith Daulatpura 

0812001001573200 

10.02 

Bhambori 

0812000901560400 

11.07 


Bhatton Ki Gali 

0812001001571700 

7.63 

Bheempura 

0812001001579400 

2.90 

Bhikhawas 

0812000501501300 

7.30 


Bhoodarpura 

0812000901558500 

3.16 

Bhoorawali 

0812001001571500 

2.10 

Biharipura 

0812001001566800 

5.69 

Bilochi 

0812001001574500 

6.38 


Bindayaka_|0812000908129075 | 11.63 


Boodthal 

0812001001573900 

5.16 

Boytawala 

0812000901559200 

5.01 

Bugalya 

0812001001568700 

4.41 

Chak Baori 

0812000901558900 

0.50 

Chak Barh 

0812000901558100 

0.75 

Chak Basri 

0812000901558600 

0.85 

Chak Boytawala 

0812000901558300 

1.43 

Chak Degrawas 

0812001001574100 

6.83 

Chak Jaitpura 

0812001001569500 

0.79 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Command 

Phyllite & Schist 


Non-command 

Phyllite & Schist 

Fresh 

Command 

Gneisses(B.G.C) 


Command 

Gneisses(B.G.C) 


Command 

Phyllite & Schist 


Non-command 

Gneisses(B.G.C) 

Fresh 

Command 

Gneisses(B.G.C) 

Fresh 

Command 

Gneisses(B.G.C) 


Command 

Phyllite & Schist 


Sub Basin: Mashi 


Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Quartzite 


Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Quartzite 


Non-command 

Younger Alluvium 

Fresh 

Non-command 

Quartzite 


Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Quartzite 


Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Older Alluvium 


Non-command 

Younger Alluvium 

Fresh 

Non-command 

Quartzite 


Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Older Alluvium 


Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Older Alluvium 


Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Quartzite 


Non-command 

Younger Alluvium 

Fresh 

Non-command 

Older Alluvium 


Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

17.60 

120 

102.40 

4.00 

4.10 

0.0018 

0.0113 

17.60 

120 

102.40 

4.00 

4.10 

0.0018 

0.0176 

14.41 

150 

135.59 

5.00 

6.78 

0.0015 

0.0000 

14.41 

150 

135.59 

5.00 

6.78 

0.0015 

0.1858 

14.41 

120 

105.59 

4.00 

4.22 

0.0018 

0.0167 

14.41 

150 

135.59 

5.00 

6.78 

0.0015 

0.0347 

18.41 

150 

131.59 

5.00 

6.58 

0.0015 

0.0706 

18.22 

150 

131.78 

5.00 

6.59 

0.0015 

0.0088 

18.22 

120 

101.78 

4.00 

4.07 

0.0018 

0.0060 


4.29 

40.47 

75 

34.53 

20.00 

6.91 

0.0300 

0.8894 

2.17 

51.47 

100 

48.54 

20.00 

9.71 

0.0300 

0.6323 

4.42 

46.12 

75 

28.88 

20.00 

5.78 

0.0300 

0.7664 

0.57 

43.10 

140 

96.90 

5.00 

4.85 

0.0015 

0.0041 

2.43 

43.10 

80 

36.90 

20.00 

7.38 

0.0300 

0.5387 

8.66 

45.88 

100 

54.12 

20.00 

10.82 

0.0250 

2.3425 

1.13 

41.57 

75 

33.43 

20.00 

6.69 

0.0300 

0.2267 

0.03 

40.24 

140 

99.76 

5.00 

4.99 

0.0015 

0.0003 

2.71 

40.24 

75 

34.76 

20.00 

6.95 

0.0300 

0.5644 

1.70 

40.30 

140 

99.70 

5.00 

4.98 

0.0015 

0.0127 

2.17 

40.30 

75 

34.70 

20.00 

6.94 

0.0300 

0.4520 

4.02 

50.10 

100 

49.90 

20.00 

9.98 

0.0300 

1.2032 

0.62 

41.87 

75 

33.14 

20.00 

6.63 

0.0300 

0.1241 

1.44 

43.11 

140 

96.89 

5.00 

4.84 

0.0015 

0.0105 

0.55 

43.11 

100 

56.89 

20.00 

11.38 

0.0250 

0.1569 

1.06 

50.15 

100 

49.85 

20.00 

9.97 

0.0300 

0.3170 

0.25 

51.67 

100 

48.33 

20.00 

9.67 

0.0300 

0.0717 

9.65 

51.18 

70 

18.82 

20.00 

3.76 

0.0200 

0.7264 

5.85 

51.18 

80 

28.82 

20.00 

5.76 

0.0250 

0.8435 

0.05 

37.59 

140 

102.41 

5.00 

5.12 

0.0015 

0.0004 

0.14 

37.59 

75 

37.41 

20.00 

7.48 

0.0300 

0.0310 

0.68 

51.85 

100 

48.15 

20.00 

9.63 

0.0300 

0.1963 

9.64 

45.13 

75 

29.87 

20.00 

5.97 

0.0300 

1.7276 

0.70 

47.20 

80 

32.80 

20.00 

6.56 

0.0250 

0.1145 

9.10 

47.20 

100 

52.80 

20.00 

10.56 

0.0300 

2.8816 

7.63 

45.98 

75 

29.02 

20.00 

5.80 

0.0300 

1.3289 

0.84 

41.76 

75 

33.24 

20.00 

6.65 

0.0300 

0.1672 

0.50 

50.61 

70 

19.39 

20.00 

3.88 

0.0200 

0.0390 

1.49 

50.61 

80 

29.39 

20.00 

5.88 

0.0250 

0.2193 

3.16 

49.43 

100 

50.57 

20.00 

10.11 

0.0300 

0.9602 

2.10 

43.41 

75 

31.59 

20.00 

6.32 

0.0300 

0.3979 

5.69 

67.83 

75 

7.17 

20.00 

1.43 

0.0300 

0.2448 

0.64 

43.90 

140 

96.10 

5.00 

4.81 

0.0015 

0.0046 

2.81 

43.90 

75 

31.10 

20.00 

6.22 

0.0300 

0.5247 

0.39 

57.91 

80 

22.09 

20.00 

4.42 

0.0250 

0.0435 

0.04 

57.91 

100 

42.09 

20.00 

8.42 

0.0300 

0.0104 

5.16 

42.95 

75 

32.05 

20.00 

6.41 

0.0300 

0.9925 

4.73 

50.15 

100 

49.85 

20.00 

9.97 

0.0300 

1.4147 

0.69 

49.11 

80 

30.89 

20.00 

6.18 

0.0250 

0.1064 

0.50 

50.44 

100 

49.56 

20.00 

9.91 

0.0300 

0.1493 

0.75 

42.98 

100 

57.02 

20.00 

11.40 

0.0300 

0.2550 

0.85 

49.67 

100 

50.33 

20.00 

10.07 

0.0300 

0.2573 

1.43 

46.91 

100 

53.09 

20.00 

10.62 

0.0300 

0.4559 

6.83 

44.27 

75 

30.73 

20.00 

6.15 

0.0300 

1.2597 

0.79 

38.52 

75 

36.48 

20.00 

7.30 

0.0300 

0.1728 










































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 

Census Code 

Chak Nangal 

0812001001581800 

Chak Pokharawala 

0812001001579300 

Chak Rojda 

0812001001569400 

Chak Sarna Doongar 

0812000901558700 

Champapura 

0812000901560000 

Charan_nadi 

0812000908129078 

Charanwas 

0812000901557400 


Zone (Fresh 
/ Saline) 


Chatarpura 


Cheethwari 


Chetawala 


Chhanwar Ka Bas 


Chimanpura 


Chirara 


Chomu (m) 


Chonp 


Dabri 


Dadar Baori 


Dahra 


Dalpura 


Datawata 


Daulatpura 


Degrawas 


Deogudha 


Dhankya 


Dhaoli 


Dharampura 


Durjaniyawas 


Dwarkapura 


Dweeppura 


Fatehpura 


Gajadharpura 


Ghatwada 


Gokulpura 


Govindpura 


Gurha Kumawatan 


Gurha Mansingh 


Hanumanpura With Chak 


Harchandpura 


Hardattpura 


Hathnoda 


Hathod 


Israwala 


Jagnnathpura 


Jahota 


Jairampura 


Jaitpura 


0812001001572100 


0812000401487600 


0812001001581200 


0812001001581300 


0812001001571600 


0812001001580900 


0812000441204000 


0812001001574300 


0812001001573800 


0812001001569700 


0812000401486700 


0812001001572700 


0812001001572000 


0812001001580600 


0812001001574000 


0812001001570600 


0812000901563000 


0812000301474000 


0812000901557900 


0812000901560600 


0812001001571300 


0812001001582000 


0812000401487700 


0812000901558000 


0812001001574700 


0812000501502800 


0812000908129019 


0812001001571900 


0812000501503100 


0812000501500500 


0812001001582400 


0812001001572300 


0812001001572900 


0812000401486400 


0812000901559800 


0812001001574400 


0812001001582100 


0812001001571400 


0812001001571800 


0812000401487400 


0.12 Fresh 


0.74 Fresh 


2.89 Fresh 


0.81 Fresh 


1.38 Fresh 


3.08 Fresh 


4.14 Fresh 


4.77 Fresh 


10.40 Fresh 


3.34 Fresh 


0.51 Fresh 


3.63 Fresh 


1.83 Fresh 


23.52 Fresh 


9.73 Fresh 


6.24 Fresh 


3.48 Fresh 


5.19 Fresh 


2.86 Fresh 


1.92 Fresh 


10.10 Fresh 


3.38 Fresh 


4.01 Fresh 


3.50 Fresh 


4.84 Fresh 


9.34 Fresh 


0.67 Fresh 


0.48 Fresh 


2.85 Fresh 


8.75 Fresh 


8.16 Fresh 


5.00 Fresh 


2.82 Fresh 


7.62 Fresh 


10.44 Fresh 


9.18 Fresh 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hydrogeological Unit 

Quartzite 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Older Alluv 

urn 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Quartzite 

Younger Al 

uvium 

Younger Al 

uvium 

Quartzite 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Quartzite 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Quartzite 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Quartzite 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Older Alluv 

urn 

Quartzite 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Quartzite 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

39.80 

140 

100.20 

5.00 

5.01 

0.0015 

0.0009 

42.66 

75 

32.34 

20.00 

6.47 

0.0300 

0.1427 

39.02 

75 

35.98 

20.00 

7.20 

0.0300 

0.6245 

49.54 

100 

50.46 

20.00 

10.09 

0.0300 

0.2453 

41.89 

100 

58.11 

20.00 

11.62 

0.0300 

0.4802 

52.22 

100 

47.78 

20.00 

9.56 

0.0300 

0.0290 

41.03 

80 

38.97 

20.00 

7.79 

0.0250 

0.0370 

41.03 

100 

58.97 

20.00 

11.79 

0.0300 

1.3940 

42.25 

75 

32.75 

20.00 

6.55 

0.0300 

0.9380 

46.08 

100 

53.92 

20.00 

10.78 

0.0250 

2.7897 

39.88 

75 

35.12 

20.00 

7.02 

0.0300 

0.7046 

39.80 

75 

35.20 

20.00 

7.04 

0.0300 

0.1071 

58.49 

75 

16.51 

20.00 

3.30 

0.0300 

0.3598 

39.83 

140 

100.17 

5.00 

5.01 

0.0015 

0.0113 

39.83 

75 

35.17 

20.00 

7.03 

0.0300 

0.0677 

79.09 

100 

20.91 

20.00 

4.18 

0.0250 

1.0172 

43.01 

140 

96.99 

5.00 

4.85 

0.0015 

0.0004 

43.01 

75 

31.99 

20.00 

6.40 

0.0300 

1.8584 

43.56 

75 

31.44 

20.00 

6.29 

0.0300 

1.1764 

38.56 

75 

36.44 

20.00 

7.29 

0.0300 

0.6572 

47.09 

140 

92.91 

5.00 

4.65 

0.0015 

0.0021 

47.09 

100 

52.91 

20.00 

10.58 

0.0250 

1.2821 

45.81 

75 

29.19 

20.00 

5.84 

0.0300 

0.5017 

43.87 

75 

31.13 

20.00 

6.23 

0.0300 

0.3583 

38.54 

140 

101.46 

5.00 

5.07 

0.0015 

0.0114 

38.54 

75 

36.46 

20.00 

7.29 

0.0300 

1.0250 

42.00 

75 

33.00 

20.00 

6.60 

0.0300 

0.6455 

38.51 

75 

36.49 

20.00 

7.30 

0.0300 

0.0867 

62.12 

100 

37.88 

20.00 

7.58 

0.0300 

0.0008 

44.42 

80 

35.58 

20.00 

7.12 

0.0300 

0.8920 

40.05 

100 

59.95 

20.00 

11.99 

0.0300 

0.3770 

49.20 

100 

50.80 

20.00 

10.16 

0.0300 

0.7384 

41.29 

75 

33.71 

20.00 

6.74 

0.0300 

0.1246 

39.94 

75 

35.06 

20.00 

7.01 

0.0300 

0.2612 

48.41 

100 

51.59 

20.00 

10.32 

0.0250 

1.5575 

40.41 

100 

59.59 

20.00 

11.92 

0.0300 

1.6009 

43.69 

140 

96.31 

5.00 

4.82 

0.0015 

0.0007 

43.69 

75 

31.31 

20.00 

6.26 

0.0300 

0.9290 

49.35 

80 

30.65 

20.00 

6.13 

0.0250 

0.1817 

56.49 

100 

43.51 

20.00 

8.70 

0.0300 

0.0083 

43.05 

75 

31.95 

20.00 

6.39 

0.0300 

0.6710 

54.38 

100 

45.62 

20.00 

9.12 

0.0300 

0.3159 

54.03 

70 

15.97 

20.00 

3.19 

0.0200 

0.0565 

39.83 

140 

100.17 

5.00 

5.01 

0.0015 

0.0010 

39.83 

75 

35.17 

20.00 

7.03 

0.0300 

0.1142 

40.42 

75 

34.58 

20.00 

6.92 

0.0300 

0.1006 

47.52 

75 

27.48 

20.00 

5.50 

0.0300 

0.4698 

60.89 

100 

39.11 

20.00 

7.82 

0.0250 

0.0034 

54.29 

100 

45.71 

20.00 

9.14 

0.0300 

1.4137 

45.14 

75 

29.86 

20.00 

5.97 

0.0300 

0.8962 

39.81 

140 

100.19 

5.00 

5.01 

0.0015 

0.0030 

39.81 

75 

35.19 

20.00 

7.04 

0.0300 

0.4734 

54.46 

75 

20.54 

20.00 

4.11 

0.0300 

0.9385 

41.35 

75 

33.65 

20.00 

6.73 

0.0300 

1.9785 

58.07 

100 

41.93 

20.00 

8.39 

0.0250 

1.9240 



















































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

39.40 

75 

35.60 

20.00 

7.12 

0.0300 

0.2899 

46.47 

100 

53.53 

20.00 

10.71 

0.0250 

0.7286 

48.83 

100 

51.17 

20.00 

10.23 

0.0250 

0.5343 

41.68 

75 

33.32 

20.00 

6.66 

0.0300 

0.6078 

55.21 

70 

14.79 

20.00 

2.96 

0.0200 

0.0471 

52.07 

70 

17.93 

20.00 

3.59 

0.0200 

0.1082 

52.07 

80 

27.93 

20.00 

5.59 

0.0250 

0.0037 

44.13 

80 

35.87 

20.00 

7.17 

0.0250 

1.1630 

39.47 

100 

60.53 

20.00 

12.11 

0.0300 

6.3328 

46.33 

140 

93.67 

5.00 

4.68 

0.0015 

0.0006 

46.33 

100 

53.67 

20.00 

10.73 

0.0250 

0.7916 

38.74 

140 

101.26 

5.00 

5.06 

0.0015 

0.0001 

51.63 

100 

48.37 

20.00 

9.67 

0.0300 

1.1426 

41.14 

75 

33.86 

20.00 

6.77 

0.0300 

0.1265 

52.80 

100 

47.20 

20.00 

9.44 

0.0300 

0.8897 

38.35 

75 

36.65 

20.00 

7.33 

0.0300 

0.1241 

52.43 

70 

17.57 

20.00 

3.51 

0.0200 

0.0985 

52.43 

80 

27.57 

20.00 

5.51 

0.0250 

0.0674 

51.23 

100 

48.77 

20.00 

9.75 

0.0300 

0.6437 

38.37 

75 

36.63 

20.00 

7.33 

0.0300 

0.3019 

40.51 

140 

99.49 

5.00 

4.97 

0.0015 

0.0118 

40.51 

75 

34.49 

20.00 

6.90 

0.0300 

0.9872 

47.00 

75 

28.00 

20.00 

5.60 

0.0300 

1.2301 

47.68 

75 

27.32 

20.00 

5.46 

0.0300 

0.5551 

56.38 

100 

43.62 

20.00 

8.72 

0.0300 

0.1177 

36.64 

140 

103.36 

5.00 

5.17 

0.0015 

0.0011 

36.64 

75 

38.36 

20.00 

7.67 

0.0300 

0.2500 

51.44 

70 

18.56 

20.00 

3.71 

0.0200 

0.1219 

51.44 

80 

28.56 

20.00 

5.71 

0.0250 

0.1695 

53.43 

70 

16.57 

20.00 

3.31 

0.0200 

0.1970 

51.29 

100 

48.71 

20.00 

9.74 

0.0250 

0.3068 

42.06 

75 

32.94 

20.00 

6.59 

0.0300 

0.0094 

50.61 

100 

49.39 

20.00 

9.88 

0.0300 

0.8887 

48.41 

80 

31.59 

20.00 

6.32 

0.0250 

0.2758 

48.41 

100 

51.59 

20.00 

10.32 

0.0300 

1.5620 

39.80 

140 

100.20 

5.00 

5.01 

0.0015 

0.0047 

39.80 

75 

35.20 

20.00 

7.04 

0.0300 

0.5271 

48.52 

75 

26.48 

20.00 

5.30 

0.0300 

0.0617 

47.46 

100 

52.54 

20.00 

10.51 

0.0250 

1.6444 

43.15 

140 

96.85 

5.00 

4.84 

0.0015 

0.0112 

43.15 

80 

36.85 

20.00 

7.37 

0.0300 

0.1170 

41.93 

75 

33.07 

20.00 

6.61 

0.0300 

0.5636 

40.46 

75 

34.54 

20.00 

6.91 

0.0300 

1.4574 

41.04 

75 

33.96 

20.00 

6.79 

0.0300 

0.7905 

45.10 

100 

54.90 

20.00 

10.98 

0.0250 

0.4925 

50.33 

80 

29.67 

20.00 

5.93 

0.0250 

0.0972 

50.33 

100 

49.67 

20.00 

9.93 

0.0300 

1.5537 

49.10 

80 

30.90 

20.00 

6.18 

0.0250 

0.5786 

49.10 

100 

50.90 

20.00 

10.18 

0.0300 

0.0007 

41.97 

140 

98.03 

5.00 

4.90 

0.0015 

0.0172 

41.97 

75 

33.03 

20.00 

6.61 

0.0300 

1.3352 

50.13 

100 

49.87 

20.00 

9.97 

0.0300 

0.7664 

40.32 

75 

34.68 

20.00 

6.94 

0.0300 

0.5179 

38.86 

75 

36.14 

20.00 

7.23 

0.0300 

0.1792 

58.42 

100 

41.58 

20.00 

8.32 

0.0250 

4.2343 

































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Mothoo Ka Bas 


Mukandpura 


Mundota 


Nangal Bharda 


Nangal Ladi 


Nangal Purohit 


NangalJaisa_bohra 


Nara 


Naradpura 


Nari Ka Bas 


Nayabas 


Neendar 


Niwaroo 


Pachar 


Parman Pura 


Peethawas 


Pindolai 


Pokharawala @ Anandpur 


Radha Kishanpura @ Pok 


Raja Rampura 


Rajawas 


Ramla Ka Bas 


Ramlyawala 


Rampura 


Risani 


Rojda 


Roondal 


Sabrampura 


Samarpura 


Samod 


Sanchoti 


Sar 


Sarang Ka Bas 


Sardarpura 


Sarna Chaur 


Sarna Doongar 


Sepatpura 


Sewapura 


Shambhupura 


Sherawatpura 


Shri Govindpura 


Sindolai 


Census Code 


0812001001581500 


0812001001571100 


0812001001568900 


0812000401486000 


0812001001568400 


0812001001581700 


0812000908129064 


0812001001566700 


0812001001569600 


0812000901559900 


0812000301474200 


0812001008129003 


0812000901559300 


0812000901557600 


0812000301473600 


0812000901559600 


0812000901560200 


0812001001579200 


0812001001566500 


0812001001581400 


0812001001581600 


0812000901557700 


0812001001581900 


0812001001573600 


0812001001580800 


0812001001574200 


0812001001572400 


0812001001575700 


0812000901560300 


0812000401488000 


0812000401486500 


0812000901558200 


0812001001574800 


0812000901560700 


0812001001572600 


0812000901558400 


0812000901559100 


0812000301474100 


0812001001582500 


0812000401486800 


0812001001568800 


0812001001574600 


0812001001572500 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Quartzite 



7.81 Fresh 


3.70 Fresh 



5.59 Fresh 


0.73 Fresh 


2.70 Fresh 


3.61 Fresh 


1.60 Fresh 


16.22 Fresh 


7.59 Fresh 


19.86 Fresh 


4.28 Fresh 


2.61 Fresh 


1.94 Fresh 


1.98 Fresh 


4.04 Fresh 


1.95 Fresh 


4.63 Fresh 


2.06 Fresh 


1.13 Fresh 


2.40 Fresh 


1.86 Fresh 


2.43 Fresh 


7.06 Fresh 


14.03 Fresh 


1.27 Fresh 


4.73 Fresh 


18.85 Fresh 


4.99 Fresh 


2.06 Fresh 


4.98 Fresh 


3.68 Fresh 


4.21 Fresh 


3.73 Fresh 


2.95 Fresh 


3.92 Fresh 


2.11 Fresh 


18.45 Fresh 


3.54 Fresh 


3.01 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Younger All 


Younger All 


Quartzite 


Younger All 


Quartzite 


Younger All 


Younger All 


Younger All 


Younger All 


Younger All 


Younger All 


Quartzite 


Younger All 


Younger All 


Younger All 


Quartzite 


Younger All 


Younger All 


Older Alluv 


Younger All 


Younger All 


Younger All 


Quartzite 


Younger All 


Younger All 


Quartzite 


Younger All 


Younger All 


Quartzite 


Younger All 


Younger All 


Younger All 


Younger All 


Older Alluv 


Younger All 


Younger All 


Quartzite 


Younger All 


Younger All 


Younger All 


Younger All 


Younger All 


Younger All 


Younger All 


Younger All 


Younger All 


Younger All 


Older Alluv 


Younger All 


Younger All 


Younger All 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

39.84 

75 

35.16 

20.00 

7.03 

0.0300 

0.1494 

39.73 

75 

35.27 

20.00 

7.05 

0.0300 

0.2465 

40.90 

75 

34.10 

20.00 

6.82 

0.0300 

3.1115 

45.65 

140 

94.35 

5.00 

4.72 

0.0015 

0.0055 

45.65 

100 

54.35 

20.00 

10.87 

0.0250 

0.1264 

41.03 

75 

33.97 

20.00 

6.79 

0.0300 

0.0846 

39.80 

140 

100.20 

5.00 

5.01 

0.0015 

0.0169 

39.80 

75 

35.20 

20.00 

7.04 

0.0300 

0.3057 

40.92 

140 

99.08 

5.00 

4.95 

0.0015 

0.0021 

40.92 

75 

34.08 

20.00 

6.82 

0.0300 

0.8470 

53.83 

100 

46.17 

20.00 

9.23 

0.0300 

0.3588 

63.24 

75 

11.76 

20.00 

2.35 

0.0300 

0.0460 

38.84 

75 

36.16 

20.00 

7.23 

0.0300 

0.5829 

47.92 

100 

52.08 

20.00 

10.42 

0.0300 

1.1293 

42.81 

80 

37.19 

20.00 

7.44 

0.0300 

0.0589 

41.98 

140 

98.02 

5.00 

4.90 

0.0015 

0.0118 

41.98 

75 

33.02 

20.00 

6.60 

0.0300 

1.9978 

50.56 

100 

49.45 

20.00 

9.89 

0.0300 

1.8864 

53.80 

100 

46.20 

20.00 

9.24 

0.0300 

4.0331 

42.60 

140 

97.40 

5.00 

4.87 

0.0015 

0.0096 

42.60 

80 

37.40 

20.00 

7.48 

0.0300 

0.0094 

51.63 

100 

48.37 

20.00 

9.67 

0.0300 

0.7570 

52.77 

80 

27.23 

20.00 

5.45 

0.0250 

0.0509 

42.83 

75 

32.17 

20.00 

6.43 

0.0300 

0.2643 

46.81 

75 

28.20 

20.00 

5.64 

0.0300 

0.0293 

40.20 

75 

34.80 

20.00 

6.96 

0.0300 

0.4078 

39.90 

140 

100.10 

5.00 

5.01 

0.0015 

0.0131 

39.90 

75 

35.10 

20.00 

7.02 

0.0300 

0.6059 

41.13 

100 

58.87 

20.00 

11.77 

0.0300 

0.7261 

39.82 

140 

100.18 

5.00 

5.01 

0.0015 

0.0058 

39.82 

75 

35.18 

20.00 

7.04 

0.0300 

0.0747 

45.75 

75 

29.25 

20.00 

5.85 

0.0300 

0.4219 

39.89 

140 

100.11 

5.00 

5.01 

0.0015 

0.0028 

39.89 

75 

35.11 

20.00 

7.02 

0.0300 

0.3121 

45.01 

75 

29.99 

20.00 

6.00 

0.0300 

0.4376 

42.49 

75 

32.51 

20.00 

6.50 

0.0300 

1.3778 

42.72 

75 

32.28 

20.00 

6.46 

0.0300 

2.0073 

46.02 

80 

33.98 

20.00 

6.80 

0.0250 

0.1084 

46.02 

100 

53.98 

20.00 

10.80 

0.0300 

0.2019 

47.01 

100 

52.99 

20.00 

10.60 

0.0250 

1.2485 

53.82 

140 

86.18 

5.00 

4.31 

0.0015 

0.0004 

53.82 

100 

46.18 

20.00 

9.24 

0.0250 

2.4612 

42.45 

100 

57.55 

20.00 

11.51 

0.0300 

1.7224 

42.36 

75 

32.64 

20.00 

6.53 

0.0300 

0.0072 

51.83 

100 

48.17 

20.00 

9.63 

0.0300 

1.3804 

44.05 

75 

30.95 

20.00 

6.19 

0.0300 

0.6842 

46.47 

100 

53.53 

20.00 

10.71 

0.0300 

1.3531 

49.99 

100 

50.01 

20.00 

10.00 

0.0300 

1.0970 

43.34 

80 

36.66 

20.00 

7.33 

0.0300 

0.5439 

39.51 

75 

35.49 

20.00 

7.10 

0.0300 

0.6301 

45.20 

100 

54.80 

20.00 

10.96 

0.0250 

0.5551 

44.68 

80 

35.32 

20.00 

7.06 

0.0250 

2.0140 

44.68 

75 

30.32 

20.00 

6.06 

0.0300 

0.8008 

45.84 

75 

29.17 

20.00 

5.83 

0.0300 

0.6194 

46.23 

75 

28.77 

20.00 

5.75 

0.0300 

0.5189 







































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone (Fresh 
/ Saline) 



07008057 


Subhrampura 


Sudarshanpura 


Sultanpura 


Sundariyawas 



Tibariya 


Udaipuriya 


Vijaysinghpura 


Yadav Khera 


Yadavkhera 


Achanchukya 


Agarpura 


Asarpura 


Awaniya 


Baberwalan Ki Dhani 


Badhmathuradas 


Bagru (m) 


Bagru Khurd 


Bagru Rawan 


Balmukundpura @ Nada 


Bamniyawas 


Banshipura 


Barh Awaniya 


Barh Fatehpura 


Baseri 


Bassi Jhajhra 


Bassinaga 


Beer Hathod 


Begas 


Beniya Ka Bas 


Bhagwatpura 


Bhainsawa 


Bhairana 


Bhambhoriya 


Bhambori 


Bhankrota_kalan 


Bhaosinghpura 


Bhasinghpura 


0812001001566900 


0812001001568200 


0812001001573000 


0812001001569900 


0812000401487800 


0812000501500600 


0812000901560500 


0812001001573700 


0812000501500800 


0812001001582200 


0812000401487100 


0812001001568300 


0812001001570000 


0812000901561600 


0812000501498000 


0812000808129034 


0812000801543500 


0812000501498400 


0812000501503700 


0812000841209000 


0812000801546300 


0812000801543700 


0812000801546700 


0812000501502300 


0812000501498300 


0812000801543400 


0812000901561900 


0812000901561200 


0812000501502700 


0812000501500900 


0812000901559700 


0812000901561300 


0812000501492100 


0812000501503900 


0812000501492000 


0812000601518300 


0812000801546200 


0812000901560400 


0812000808129092 


0812000801543300 


0812000501504000 


5.22 Fresh 


3.28 Fresh 


3.88 Fresh 


2.53 Fresh 


4.74 Fresh 


3.69 Fresh 


4.89 Fresh 


4.17 Fresh 


3.86 Fresh 


3.03 Fresh 


3.06 Fresh 


1.35 Fresh 


1.01 Fresh 


3.35 Fresh 


9.41 Fresh 



1.81 Fresh 


3.61 Fresh 


5.41 Fresh 


1.12 Fresh 



33.93 Fresh 


2.90 Fresh 


2.26 Fresh 


0.91 Fresh 


5.61 Fresh 


4.70 Fresh 


0.87 Fresh 


1.75 Fresh 


8.70 Fresh 



3.47 Fresh 


15.55 Fresh 


1.61 Fresh 


14.46 Fresh 


3.36 Fresh 


4.97 Fresh 


16.97 Fresh 


1.19 Fresh 


6.54 Fresh 


11.07 Fresh 


6.63 Fresh 


0.22 Fresh 


6.52 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Quartzite 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Quartzite 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Gneisses(B.G.C) 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

39.18 

140 

100.82 

5.00 

5.04 

0.0015 

0.0006 

39.18 

75 

35.82 

20.00 

7.16 

0.0300 

0.1374 

44.73 

75 

30.27 

20.00 

6.05 

0.0300 

0.2525 

38.74 

75 

36.26 

20.00 

7.25 

0.0300 

0.0439 

47.59 

75 

27.41 

20.00 

5.48 

0.0300 

0.6376 

38.33 

75 

36.67 

20.00 

7.33 

0.0300 

0.0326 

51.91 

100 

48.09 

20.00 

9.62 

0.0250 

1.0972 

51.65 

70 

18.35 

20.00 

3.67 

0.0200 

0.2678 

47.19 

100 

52.81 

20.00 

10.56 

0.0300 

1.4059 

41.40 

140 

98.60 

5.00 

4.93 

0.0015 

0.0013 

41.40 

75 

33.60 

20.00 

6.72 

0.0300 

0.8051 

51.64 

70 

18.36 

20.00 

3.67 

0.0200 

0.2838 

40.25 

75 

34.75 

20.00 

6.95 

0.0300 

0.3392 

49.59 

100 

50.41 

20.00 

10.08 

0.0250 

0.7562 

39.13 

75 

35.87 

20.00 

7.17 

0.0300 

0.0764 

38.34 

75 

36.66 

20.00 

7.33 

0.0300 

0.1037 

56.43 

80 

23.57 

20.00 

4.71 

0.0250 

0.3954 

31.82 

70 

38.18 

20.00 

7.64 

0.0200 

1.4302 

31.82 

80 

48.18 

20.00 

9.64 

0.0250 

0.0101 

33.92 

60 

26.08 

20.00 

5.22 

0.0250 

2.8317 

33.92 

140 

106.08 

5.00 

5.30 

0.0015 

0.0086 

47.32 

80 

32.68 

20.00 

6.54 

0.0250 

0.0930 

44.20 

80 

35.80 

20.00 

7.16 

0.0250 

0.6465 

31.31 

70 

38.69 

20.00 

7.74 

0.0200 

0.8174 

34.51 

60 

25.49 

20.00 

5.10 

0.0250 

0.0901 

34.51 

140 

105.49 

5.00 

5.27 

0.0015 

0.0033 

35.23 

70 

34.77 

20.00 

6.95 

0.0200 

0.1660 

35.23 

80 

44.77 

20.00 

8.95 

0.0250 

0.4478 

32.07 

80 

47.93 

20.00 

9.59 

0.0250 

6.9088 

27.84 

80 

52.17 

20.00 

10.43 

0.0250 

0.7574 

23.59 

80 

56.41 

20.00 

11.28 

0.0250 

0.6378 

47.25 

80 

32.75 

20.00 

6.55 

0.0250 

0.1496 

39.78 

60 

20.22 

20.00 

4.04 

0.0250 

0.3493 

39.78 

100 

60.22 

20.00 

12.04 

0.0300 

0.7772 

31.87 

70 

38.13 

20.00 

7.63 

0.0200 

0.0178 

50.61 

80 

29.39 

20.00 

5.88 

0.0250 

0.1272 

62.78 

100 

37.22 

20.00 

7.44 

0.0300 

0.3913 

61.37 

80 

18.63 

20.00 

3.73 

0.0250 

0.0028 

61.37 

100 

38.63 

20.00 

7.73 

0.0300 

2.0100 

25.08 

80 

54.92 

5.00 

2.75 

0.0015 

0.0018 

25.08 

80 

54.92 

5.00 

2.75 

0.0015 

0.0002 

51.67 

100 

48.33 

20.00 

9.67 

0.0300 

0.9352 

51.18 

70 

18.82 

20.00 

3.76 

0.0200 

0.0032 

51.85 

100 

48.15 

20.00 

9.63 

0.0300 

0.2682 

60.87 

80 

19.13 

20.00 

3.83 

0.0250 

0.4196 

60.87 

100 

39.13 

20.00 

7.83 

0.0300 

2.3651 

56.32 

70 

13.68 

20.00 

2.74 

0.0200 

0.0825 

47.14 

60 

12.86 

20.00 

2.57 

0.0250 

0.3149 

54.70 

70 

15.30 

20.00 

3.06 

0.0200 

0.0906 

25.06 

80 

54.94 

5.00 

2.75 

0.0015 

0.0012 

17.70 

80 

62.30 

20.00 

12.46 

0.0250 

2.0384 

47.20 

100 

52.80 

20.00 

10.56 

0.0300 

0.4033 

47.56 

80 

32.44 

20.00 

6.49 

0.0250 

1.0745 

54.65 

80 

25.35 

20.00 

5.07 

0.0250 

0.0273 

47.61 

60 

12.39 

20.00 

2.48 

0.0250 

0.0778 










































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Quartzite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

47.61 

140 

92.39 

5.00 

4.62 

0.0015 

0.0002 

50.61 

70 

19.39 

20.00 

3.88 

0.0200 

0.3816 

50.61 

80 

29.39 

20.00 

5.88 

0.0250 

0.0558 

36.00 

70 

34.00 

20.00 

6.80 

0.0200 

0.7609 

57.89 

80 

22.11 

20.00 

4.42 

0.0250 

0.2450 

57.35 

80 

22.65 

20.00 

4.53 

0.0250 

0.5538 

57.35 

100 

42.65 

20.00 

8.53 

0.0300 

0.7818 

57.91 

80 

22.09 

20.00 

4.42 

0.0250 

1.0055 

57.91 

100 

42.09 

20.00 

8.42 

0.0300 

0.5270 

60.02 

100 

39.98 

20.00 

8.00 

0.0300 

0.3117 

44.32 

60 

15.68 

20.00 

3.14 

0.0250 

0.4895 

44.32 

100 

55.68 

20.00 

11.14 

0.0300 

0.2238 

14.29 

65 

50.71 

20.00 

10.14 

0.0200 

0.0951 

33.27 

60 

26.73 

20.00 

5.35 

0.0250 

3.1748 

50.15 

100 

49.85 

20.00 

9.97 

0.0300 

0.0608 

44.04 

60 

15.96 

20.00 

3.19 

0.0250 

0.0297 

44.04 

100 

55.96 

20.00 

11.19 

0.0300 

0.1442 

49.11 

80 

30.89 

20.00 

6.18 

0.0250 

0.0965 

61.81 

100 

38.19 

20.00 

7.64 

0.0300 

0.4182 

48.63 

100 

51.37 

20.00 

10.27 

0.0300 

0.4447 

46.41 

80 

33.59 

20.00 

6.72 

0.0250 

0.0285 

36.95 

70 

33.05 

20.00 

6.61 

0.0200 

0.1807 

13.86 

60 

46.14 

20.00 

9.23 

0.0250 

0.4616 

62.40 

100 

37.60 

20.00 

7.52 

0.0300 

0.7243 

58.39 

100 

41.61 

20.00 

8.32 

0.0300 

0.5487 

13.56 

80 

66.44 

20.00 

13.29 

0.0250 

0.2811 

17.27 

60 

42.73 

20.00 

8.55 

0.0250 

1.1011 

50.73 

60 

9.27 

20.00 

1.85 

0.0250 

0.0075 

50.73 

100 

49.27 

20.00 

9.85 

0.0300 

0.3894 

52.22 

100 

47.78 

20.00 

9.56 

0.0300 

0.7840 

16.44 

80 

63.56 

20.00 

12.71 

0.0250 

0.6575 

28.01 

80 

51.99 

20.00 

10.40 

0.0250 

0.9023 

49.50 

80 

30.50 

20.00 

6.10 

0.0250 

0.2110 

40.63 

80 

39.37 

20.00 

7.87 

0.0250 

0.3276 

36.13 

70 

33.87 

20.00 

6.77 

0.0200 

0.4190 

32.38 

80 

47.62 

20.00 

9.52 

0.0250 

0.5502 

51.62 

80 

28.38 

20.00 

5.68 

0.0250 

0.9221 

50.27 

80 

29.73 

20.00 

5.95 

0.0250 

0.7432 

32.94 

60 

27.06 

20.00 

5.41 

0.0250 

0.2806 

31.17 

70 

38.83 

20.00 

7.77 

0.0200 

0.4903 

35.23 

60 

24.77 

20.00 

4.95 

0.0250 

0.7089 

38.64 

60 

21.36 

20.00 

4.27 

0.0250 

0.5830 

38.64 

140 

101.36 

5.00 

5.07 

0.0015 

0.0249 

47.05 

100 

52.95 

20.00 

10.59 

0.0300 

0.6024 

32.39 

70 

37.61 

20.00 

7.52 

0.0200 

0.8882 

62.12 

100 

37.88 

20.00 

7.58 

0.0300 

1.6746 

52.87 

80 

27.13 

20.00 

5.43 

0.0250 

0.3549 

52.87 

100 

47.13 

20.00 

9.43 

0.0300 

0.0000 

37.38 

60 

22.62 

20.00 

4.52 

0.0250 

0.7419 

37.38 

140 

102.62 

5.00 

5.13 

0.0015 

0.0241 

52.48 

70 

17.52 

20.00 

3.50 

0.0200 

0.4596 

49.20 

100 

50.80 

20.00 

10.16 

0.0300 

0.0333 

61.97 

80 

18.03 

20.00 

3.61 

0.0250 

0.0368 

61.97 

100 

38.03 

20.00 

7.61 

0.0300 

1.0533 

47.24 

80 

32.76 

20.00 

6.55 

0.0250 

0.0930 


































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Gokulpura 


Gopalpura 


Govindpura 


Govindpura @ Jaichandp 


Gurha Barsal 


Gurha Kumawatan 


Gurha Mansingh 


Gurliya 


Harbanshpura 


Harchandpura @ Deoliya 


Hardhyanpura 


Haripura 


Harnathpura 


Hasampura 


Hasampura Bas Neota 


Hasampura_bas_bhankrot 


Hathod 


Himmatpura 


Hingoniya 


Jaibhawanipura 


Jaijaspura 


Jaipur (m Corp.) (part) 3 


Jaipuriyon_ka_bas 


Jaisinghpura 


Jaisinghpura Kankroda 


Jhanyee 


Jharna 


Jobner(m) 


Jorpura 


0812000801543100 


0812000601519600 


0812000908129091 


0812000501502800 


0812000908129031 


0812000601518500 


0812000908129019 


0812000901563700 


0812000601518800 


0812000501503100 


0812000501500500 


0812000901561000 


0812000801548100 


0812000801546500 


0812000801542800 


0812000501502000 


0812000908129084 


0812000801545700 


0812000801548800 


0812000808129054 


0812000901559800 


0812000901562000 


0812000501500300 


0812000701525600 


0812000901563600 


0812000801545600 


0812001041210000 


0812000908129004 


0812000801548200 


0812000901562200 


0812000801547600 


0812000601519800 


0812000541206000 


0812000501500700 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Gneisses(B.G.C) 



3.00 Fresh 


1.65 Fresh 


3.46 Fresh 


3.69 Fresh 


3.38 Fresh 


3.00 Fresh 


5.90 Fresh 



4.01 Fresh 


2.11 Fresh 


13.21 Fresh 


4.84 Fresh 


9.34 Fresh 


1.16 Fresh 


0.92 Fresh 


4.02 Fresh 


1.68 Fresh 


1.60 Fresh 


2.59 Fresh 


2.31 Fresh 


2.36 Fresh 


2.58 Fresh 


8.16 Fresh 


5.49 Fresh 


14.68 Fresh 


2.86 Fresh 




1.31 Fresh 


1.55 Fresh 


6.21 Fresh 


8.82 Fresh 


8.84 Fresh 


9.18 Fresh 


28.85 Fresh 


1.90 Fresh 


3.26 Fresh 


3.06 Fresh 



2.43 Fresh 


6.39 Fresh 


4.93 Fresh 


4.13 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Older Alluvium 


Gneisses(B.G.C.) 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Gneisses(B.G.C.) 


Older Alluvium 


Gneisses(B.G.C.) 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

15.93 

80 

64.07 

5.00 

3.20 

0.0015 

0.0116 

15.93 

60 

44.07 

20.00 

8.81 

0.0250 

0.1236 

14.90 

80 

65.10 

5.00 

3.25 

0.0015 

0.0062 

14.90 

60 

45.10 

20.00 

9.02 

0.0250 

0.3894 

49.85 

80 

30.15 

20.00 

6.03 

0.0250 

0.2483 

14.03 

60 

45.97 

20.00 

9.19 

0.0250 

0.7953 

53.05 

80 

26.95 

20.00 

5.39 

0.0250 

0.3118 

53.05 

100 

46.95 

20.00 

9.39 

0.0300 

0.0231 

49.35 

80 

30.65 

20.00 

6.13 

0.0250 

0.3363 

58.96 

100 

41.04 

20.00 

8.21 

0.0300 

0.7396 

22.23 

80 

57.77 

5.00 

2.89 

0.0015 

0.0014 

22.23 

60 

37.77 

20.00 

7.55 

0.0250 

0.2662 

22.23 

80 

57.77 

5.00 

2.89 

0.0015 

0.0066 

22.23 

60 

37.77 

20.00 

7.55 

0.0250 

0.5003 

56.49 

100 

43.51 

20.00 

8.70 

0.0300 

1.0386 

53.07 

80 

26.93 

20.00 

5.39 

0.0250 

0.2846 

32.38 

60 

27.62 

20.00 

5.52 

0.0250 

1.7280 

32.38 

140 

107.62 

5.00 

5.38 

0.0015 

0.0056 

54.38 

100 

45.62 

20.00 

9.12 

0.0300 

1.0092 

54.03 

70 

15.97 

20.00 

3.19 

0.0200 

0.4372 

62.29 

100 

37.71 

20.00 

7.54 

0.0300 

0.2630 

42.62 

80 

37.38 

20.00 

7.48 

0.0250 

0.1544 

42.71 

80 

37.29 

20.00 

7.46 

0.0250 

0.7492 

47.43 

80 

32.57 

20.00 

6.51 

0.0250 

0.2742 

35.56 

70 

34.44 

20.00 

6.89 

0.0200 

0.1853 

35.56 

80 

44.44 

20.00 

8.89 

0.0250 

0.0559 

54.98 

100 

45.02 

20.00 

9.00 

0.0300 

0.6990 

25.80 

80 

54.20 

20.00 

10.84 

0.0250 

0.0689 

18.75 

80 

61.25 

20.00 

12.25 

0.0250 

0.0021 

46.18 

80 

33.82 

20.00 

6.76 

0.0250 

0.4371 

54.29 

100 

45.71 

20.00 

9.14 

0.0300 

0.8232 

61.52 

80 

18.48 

20.00 

3.70 

0.0250 

0.2281 

61.52 

100 

38.48 

20.00 

7.70 

0.0300 

0.6965 

56.11 

70 

13.89 

20.00 

2.78 

0.0200 

0.6456 

14.07 

65 

50.93 

20.00 

10.19 

0.0200 

0.0102 

14.07 

65 

50.93 

20.00 

10.19 

0.0200 

0.4026 

35.45 

60 

24.55 

20.00 

4.91 

0.0250 

2.0813 

35.45 

140 

104.55 

5.00 

5.23 

0.0015 

0.0000 

56.35 

80 

23.65 

20.00 

4.73 

0.0250 

0.1544 

21.66 

80 

58.34 

20.00 

11.67 

0.0250 

0.0649 

40.31 

100 

59.69 

20.00 

11.94 

0.0300 

1.3043 

40.31 

100 

59.69 

20.00 

11.94 

0.0300 

0.4368 

40.31 

100 

59.69 

20.00 

11.94 

0.0300 

0.3643 

40.31 

100 

59.69 

20.00 

11.94 

0.0300 

0.0828 

40.31 

100 

59.69 

20.00 

11.94 

0.0300 

0.1131 

58.46 

100 

41.54 

20.00 

8.31 

0.0300 

0.4745 

41.12 

80 

38.88 

20.00 

7.78 

0.0250 

0.5506 

61.02 

80 

18.98 

20.00 

3.80 

0.0250 

0.2552 

61.02 

100 

38.98 

20.00 

7.80 

0.0300 

0.0860 

24.43 

80 

55.57 

5.00 

2.78 

0.0015 

0.0129 

24.43 

80 

55.57 

5.00 

2.78 

0.0015 

0.0042 

12.27 

80 

67.73 

20.00 

13.55 

0.0250 

0.8245 

18.96 

60 

41.04 

20.00 

8.21 

0.0250 

1.3108 

31.16 

70 

38.84 

20.00 

7.77 

0.0200 

0.7390 

55.21 

70 

14.79 

20.00 

2.96 

0.0200 

0.1971 



















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Jorpura Jobner 


Joshiwas 


Kalakh 


Kalwara 


Kalyansar 


Kanakpura 


Kanarpura @ Khanga Ki 


Kanwar Ka Bas 


Kanwarpura 


Kapariyawas 


Kapriyawas Kalan 


Keriya 


Keshopura 


Keshyawala 


Kesrisingh Pura 


Khatwara 


Kheerwa 


Khejrawas 


Kheri Milak 


Kishorpura 


Kishorpura @ Kankroda 


Kodar 


Kot Jewar 


Kuchyawas 


Kudiyon Ka Bas 


Lalarpura 


Laxmipura 


Laxmipura @ Chak Mauja 


Loharwara 


Machera 


Machhar Khani 


Mahapura 


Maharajpura 


Maheshwas 


Mahlan 


Majipura 


Malyawas 


Manchwa 


Mandau 


Mansinghpura 


Meenawala 


Mokhampura 


Census Code 


0812000501498500 


0812000501501100 


0812000501501800 


0812000801546100 


0812000601519500 


0812000908129036 


0812000901562700 


0812000901560800 


0812000501503500 


0812000901560900 


0812000601520100 


0812000601517800 


0812000808129097 


0812000901562800 


0812000601519200 


0812000801547700 


0812000501492900 


0812000501501200 


0812000501492500 


0812000908129013 


0812000901562300 


0812000801543600 


0812000601519900 


0812000501501000 


0812000501500400 


0812000908129035 


0812000501492700 


0812000901562400 


0812000501492600 


0812001008129082 


0812000501497800 


0812000801547400 


0812000908129060 


0812000501510100 


0812000601519400 


0812000501504100 


0812000501504300 


0812000901560100 


0812000801548000 


0812000901561700 


0812000908129040 


0812000601517700 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 



13.23 Fresh 


4.55 Fresh 


4.17 Fresh 


2.07 Fresh 


5.13 Fresh 


4.27 Fresh 


3.97 Fresh 


7.22 Fresh 




7.65 Fresh 


5.51 Fresh 


3.40 Fresh 


5.24 Fresh 


1.20 Fresh 


4.51 Fresh 


1.06 Fresh 


2.77 Fresh 


11.13 Fresh 


12.36 Fresh 


7.60 Fresh 


1.22 Fresh 


13.61 Fresh 


6.26 Fresh 


4.03 Fresh 


6.18 Fresh 


7.41 Fresh 


3.53 Fresh 


2.01 Fresh 


1.74 Fresh 


12.27 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Gneisses(B.G.C.) 


Older Alluvium 


Gneisses(B.G.C.) 


Older Alluvium 


Gneisses(B.G.C.) 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Gneisses(B.G.C.) 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

31.53 

70 

38.47 

20.00 

7.69 

0.0200 

0.2289 

52.07 

70 

17.93 

20.00 

3.59 

0.0200 

0.0832 

44.13 

70 

25.87 

20.00 

5.17 

0.0200 

0.1340 

44.13 

80 

35.87 

20.00 

7.17 

0.0250 

1.3226 

12.89 

80 

67.11 

20.00 

13.42 

0.0250 

2.7554 

16.31 

60 

43.69 

20.00 

8.74 

0.0250 

0.8782 

58.69 

80 

21.31 

20.00 

4.26 

0.0250 

0.0083 

58.69 

100 

41.31 

20.00 

8.26 

0.0300 

1.0138 

63.08 

100 

36.92 

20.00 

7.38 

0.0300 

0.4593 

51.63 

100 

48.37 

20.00 

9.67 

0.0300 

0.3449 

40.78 

60 

19.22 

20.00 

3.84 

0.0250 

0.4107 

52.80 

100 

47.20 

20.00 

9.44 

0.0300 

0.2357 

14.53 

80 

65.47 

5.00 

3.27 

0.0015 

0.0014 

14.53 

60 

45.47 

20.00 

9.09 

0.0250 

1.5758 

18.13 

80 

61.87 

5.00 

3.09 

0.0015 

0.0028 

18.13 

60 

41.87 

20.00 

8.37 

0.0250 

0.7316 

24.00 

80 

56.00 

5.00 

2.80 

0.0015 

0.0005 

48.39 

80 

31.61 

20.00 

6.32 

0.0250 

0.5933 

63.15 

100 

36.85 

20.00 

7.37 

0.0300 

0.1473 

29.36 

60 

30.64 

20.00 

6.13 

0.0250 

0.8027 

14.86 

80 

65.14 

20.00 

13.03 

0.0250 

1.1964 

37.19 

70 

32.81 

20.00 

6.56 

0.0200 

0.0374 

52.43 

70 

17.57 

20.00 

3.51 

0.0200 

0.1040 

42.40 

70 

27.60 

20.00 

5.52 

0.0200 

0.0112 

56.38 

100 

43.62 

20.00 

8.72 

0.0300 

0.6497 

61.49 

80 

18.51 

20.00 

3.70 

0.0250 

0.1409 

61.49 

100 

38.51 

20.00 

7.70 

0.0300 

0.0706 

36.37 

80 

43.63 

20.00 

8.73 

0.0250 

1.6685 

16.80 

60 

43.20 

20.00 

8.64 

0.0250 

1.1910 

51.44 

70 

18.56 

20.00 

3.71 

0.0200 

0.0427 

53.43 

70 

16.57 

20.00 

3.31 

0.0200 

0.1502 

57.10 

80 

22.90 

20.00 

4.58 

0.0250 

0.0064 

57.10 

100 

42.90 

20.00 

8.58 

0.0300 

0.2915 

38.62 

70 

31.38 

20.00 

6.28 

0.0200 

0.1343 

61.56 

80 

18.44 

20.00 

3.69 

0.0250 

0.0689 

61.56 

100 

38.44 

20.00 

7.69 

0.0300 

0.0732 

49.24 

70 

20.76 

20.00 

4.15 

0.0200 

0.2036 

48.52 

75 

26.48 

20.00 

5.30 

0.0300 

1.1616 

32.00 

70 

38.00 

20.00 

7.60 

0.0200 

0.2897 

32.00 

140 

108.00 

5.00 

5.40 

0.0015 

0.0018 

29.44 

80 

50.56 

20.00 

10.11 

0.0250 

1.9225 

55.00 

80 

25.00 

20.00 

5.00 

0.0250 

0.1530 

26.25 

80 

53.75 

5.00 

2.69 

0.0015 

0.0099 

26.25 

60 

33.75 

20.00 

6.75 

0.0250 

1.1555 

26.25 

140 

113.75 

5.00 

5.69 

0.0015 

0.0101 

15.57 

60 

44.43 

20.00 

8.89 

0.0250 

1.3911 

48.49 

60 

11.51 

20.00 

2.30 

0.0250 

0.0402 

39.86 

60 

20.14 

20.00 

4.03 

0.0250 

0.1428 

50.33 

80 

29.67 

20.00 

5.93 

0.0250 

0.1046 

50.33 

100 

49.67 

20.00 

9.93 

0.0300 

0.2480 

46.00 

80 

34.00 

20.00 

6.80 

0.0250 

0.1228 

58.63 

80 

21.37 

20.00 

4.27 

0.0250 

0.2145 

58.81 

100 

41.19 

20.00 

8.24 

0.0300 

0.4297 

20.77 

80 

59.23 

5.00 

2.96 

0.0015 

0.0014 

20.77 

80 

59.23 

5.00 

2.96 

0.0015 

0.0001 


































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Muhana 


Mukandpura 


Mundiya Purohitan 


Murlipura 


Nandgaon Barsana 


Nandlalpura 


Nangal Bar Goojran@pha 


NangalJaisa_bohra 


Nanoosar 


Narottampura 


Narsinghpura 


Narsinghpura @ Dadiya 


Nasnota 


Natlalpura 


Naya Bas 


Neemera 


Neendar 


Neota 


Niwaroo 


Pachar 


Palri Parsa 


Panchyawala 


Peepla Bharatsingh 


Pindolai 


Prithvisinghpura @ Nai 


Ramchandpura 


Rampura 


Rampura Unti 


Rampurawas Deoliya 


Ramsingh Pura 


Ramsinghpura 


Rojri 


Roopsingh Ka Bas 


Sabrampura 


Sanjariya 


Sankhla Ka Bas 


Sarang Ka Bas 


Sarangpura 


Sardarpura @ Dhakawala 


Sherawatpura 


Shrirampura @ Tewariwa 


Shyosinghpura @ Shyopu 


Shyosingpura Basri 


Census Code 


0812000801548700 


0812000908129071 


0812000901562500 


0812000501500000 


0812000901563100 


0812000701525700 


0812000801546900 


0812000908129064 


0812000908129081 


0812000801548300 


0812000801547300 


0812000801546000 


0812000601519700 


0812000901563400 


0812000601518400 


0812000901563300 


0812001008129003 


0812000801548900 


0812000901559300 


0812000901557600 


0812000801545900 


0812000908129012 


0812000801547800 


0812000901560200 


0812000801546800 


0812000801547200 


0812000501503200 


0812000801544000 


0812000801546600 


0812000901561500 


0812000501501600 


0812000501509800 


0812000501501400 


0812000901560300 


0812000801542700 


0812000501501500 


0812000901560700 


0812000801547100 


0812000501503300 


0812001001568800 


0812000901562900 


0812000901561100 


0812000601520200 



Zone (Fresh 
/ Saline) 


12.66 Fresh 


3.57 Fresh 


2.33 Fresh 





6.26 Fresh 


16.22 Fresh 


13.09 Fresh 


7.59 Fresh 


19.86 Fresh 


4.44 Fresh 


1.20 Fresh 


4.69 Fresh 


1.94 Fresh 


3.95 Fresh 


1.61 Fresh 


5.75 Fresh 



10.40 Fresh 


1.05 Fresh 


10.83 Fresh 


1.76 Fresh 


12.80 Fresh 


1.53 Fresh 


1.27 Fresh 


5.55 Fresh 


2.69 Fresh 


4.98 Fresh 


3.06 Fresh 


5.16 Fresh 


18.45 Fresh 


2.49 Fresh 


4.60 Fresh 


1.46 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Gneisses(B.G.C) 

Command 

Older Alluvium 

Non-command 

Gneisses(B.G.C) 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

43.70 

80 

36.30 

20.00 

7.26 

0.0250 

0.0098 

50.06 

80 

29.94 

20.00 

5.99 

0.0250 

0.5352 

61.60 

80 

18.40 

20.00 

3.68 

0.0250 

0.1414 

61.60 

100 

38.40 

20.00 

7.68 

0.0300 

0.1822 

61.12 

80 

18.88 

20.00 

3.78 

0.0250 

0.2821 

61.12 

100 

38.88 

20.00 

7.78 

0.0300 

0.1677 

41.39 

70 

28.61 

20.00 

5.72 

0.0200 

0.8351 

61.86 

100 

38.14 

20.00 

7.63 

0.0300 

0.5834 

14.61 

65 

50.39 

20.00 

10.08 

0.0200 

0.0733 

47.33 

80 

32.67 

20.00 

6.53 

0.0250 

0.4558 

53.83 

100 

46.17 

20.00 

9.23 

0.0300 

1.0055 

57.88 

100 

42.12 

20.00 

8.42 

0.0300 

0.4903 

48.54 

80 

31.46 

20.00 

6.29 

0.0250 

0.0155 

41.74 

80 

38.26 

20.00 

7.65 

0.0250 

0.5059 

18.94 

80 

61.06 

20.00 

12.21 

0.0250 

0.6750 

13.89 

60 

46.11 

20.00 

9.22 

0.0250 

1.9320 

59.51 

80 

20.49 

20.00 

4.10 

0.0250 

0.1449 

24.23 

80 

55.77 

5.00 

2.79 

0.0015 

0.0061 

24.23 

60 

35.77 

20.00 

7.15 

0.0250 

0.0308 

24.23 

80 

55.77 

5.00 

2.79 

0.0015 

0.0069 

24.23 

60 

35.77 

20.00 

7.15 

0.0250 

0.0092 

58.31 

80 

21.69 

20.00 

4.34 

0.0250 

0.6783 

41.98 

75 

33.02 

20.00 

6.60 

0.0300 

0.3358 

13.37 

80 

66.63 

20.00 

13.33 

0.0250 

3.6600 

50.56 

100 

49.45 

20.00 

9.89 

0.0300 

0.3645 

53.80 

100 

46.20 

20.00 

9.24 

0.0300 

1.4724 

25.20 

80 

54.80 

20.00 

10.96 

0.0250 

1.2127 

58.18 

100 

41.82 

20.00 

8.36 

0.0300 

0.3014 

30.87 

80 

49.13 

20.00 

9.83 

0.0250 

1.1083 

52.77 

80 

27.23 

20.00 

5.45 

0.0250 

0.2126 

52.77 

100 

47.23 

20.00 

9.45 

0.0300 

0.0005 

54.96 

80 

25.04 

20.00 

5.01 

0.0250 

0.4951 

33.56 

80 

46.44 

20.00 

9.29 

0.0250 

0.3728 

56.22 

60 

3.78 

20.00 

0.76 

0.0250 

0.0031 

56.22 

100 

43.78 

20.00 

8.76 

0.0300 

1.4678 

35.22 

60 

24.78 

20.00 

4.96 

0.0250 

0.3812 

35.22 

140 

104.78 

5.00 

5.24 

0.0015 

0.0021 

20.02 

80 

59.98 

20.00 

12.00 

0.0250 

0.0931 

46.84 

80 

33.16 

20.00 

6.63 

0.0250 

0.1737 

56.92 

80 

23.08 

20.00 

4.62 

0.0250 

0.9696 

56.92 

100 

43.08 

20.00 

8.62 

0.0300 

0.6278 

41.83 

70 

28.17 

20.00 

5.63 

0.0200 

0.1979 

34.75 

60 

25.25 

20.00 

5.05 

0.0250 

0.4052 

44.19 

70 

25.81 

20.00 

5.16 

0.0200 

0.1575 

46.02 

80 

33.98 

20.00 

6.80 

0.0250 

0.0021 

57.07 

80 

22.93 

20.00 

4.59 

0.0250 

0.6367 

51.07 

70 

18.93 

20.00 

3.79 

0.0200 

0.2034 

51.83 

100 

48.17 

20.00 

9.63 

0.0300 

0.0589 

29.50 

80 

50.50 

20.00 

10.10 

0.0250 

0.7719 

54.32 

60 

5.68 

20.00 

1.14 

0.0250 

0.1129 

54.32 

100 

45.68 

20.00 

9.14 

0.0300 

0.3246 

44.68 

80 

35.32 

20.00 

7.06 

0.0250 

0.0159 

62.25 

100 

37.75 

20.00 

7.55 

0.0300 

0.5649 

62.86 

100 

37.14 

20.00 

7.43 

0.0300 

1.0243 

13.88 

60 

46.12 

20.00 

9.22 

0.0250 

0.2183 











































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Gneisses(B.G.C) 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Gneisses(B.G.C.) 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Gneisses(B.G.C) 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

48.34 

80 

31.66 

20.00 

6.33 

0.0250 

0.0000 

57.89 

80 

22.11 

20.00 

4.42 

0.0250 

0.2857 

57.89 

100 

42.11 

20.00 

8.42 

0.0300 

2.1562 

61.28 

80 

18.72 

20.00 

3.74 

0.0250 

0.0811 

61.28 

100 

38.72 

20.00 

7.74 

0.0300 

0.0002 

59.70 

80 

20.31 

20.00 

4.06 

0.0250 

0.0500 

22.14 

80 

57.86 

5.00 

2.89 

0.0015 

0.0054 

22.14 

80 

57.86 

5.00 

2.89 

0.0015 

0.0117 

22.14 

60 

37.86 

20.00 

7.57 

0.0250 

0.0007 

49.34 

60 

10.66 

20.00 

2.13 

0.0250 

0.6301 

25.16 

60 

34.84 

20.00 

6.97 

0.0250 

0.0406 

50.15 

80 

29.85 

20.00 

5.97 

0.0250 

0.3931 

53.58 

80 

26.42 

20.00 

5.28 

0.0250 

0.3706 

46.56 

80 

33.44 

20.00 

6.69 

0.0250 

0.2580 

32.33 

70 

37.67 

20.00 

7.53 

0.0200 

0.5102 

51.65 

70 

18.35 

20.00 

3.67 

0.0200 

0.0033 

47.19 

100 

52.81 

20.00 

10.56 

0.0300 

0.1443 

48.03 

60 

11.97 

20.00 

2.39 

0.0250 

0.0481 

34.35 

80 

45.65 

20.00 

9.13 

0.0250 

0.7791 

52.38 

70 

17.62 

20.00 

3.52 

0.0200 

0.4033 

37.88 

80 

42.12 

20.00 

8.42 

0.0250 

0.6886 

51.64 

70 

18.36 

20.00 

3.67 

0.0200 

0.0000 

24.65 

60 

35.35 

20.00 

7.07 

0.0250 

0.0610 

24.65 

80 

55.35 

5.00 

2.77 

0.0015 

0.0008 

24.65 

60 

35.35 

20.00 

7.07 

0.0250 

2.8624 

24.65 

140 

115.35 

5.00 

5.77 

0.0015 

0.0233 

38.17 

70 

31.83 

20.00 

6.37 

0.0200 

0.1871 

56.52 

80 

23.48 

20.00 

4.70 

0.0250 

0.0837 

56.52 

100 

43.48 

20.00 

8.70 

0.0300 

0.3641 

47.78 

80 

32.22 

20.00 

6.44 

0.0250 

0.4910 

50.47 

80 

29.53 

20.00 

5.91 

0.0250 

0.2290 

19.25 

80 

60.75 

20.00 

12.15 

0.0250 

1.0229 

17.65 

60 

42.35 

20.00 

8.47 

0.0150 

0.5069 

16.37 

65 

48.63 

20.00 

9.73 

0.0200 

0.5951 

16.37 

65 

48.63 

15.00 

7.29 

0.0200 

0.2035 

18.34 

70 

51.66 

20.00 

10.33 

0.0200 

0.8373 

17.15 

80 

62.85 

5.00 

3.14 

0.0015 

0.0002 

18.56 

70 

51.44 

20.00 

10.29 

0.0200 

0.8315 

18.43 

80 

61.57 

20.00 

12.31 

0.0250 

0.2755 

18.43 

65 

46.57 

15.00 

6.99 

0.0200 

0.1792 

47.32 

80 

32.68 

20.00 

6.54 

0.0250 

0.2021 

43.04 

80 

36.96 

20.00 

7.39 

0.0250 

0.0599 

16.28 

90 

73.72 

5.00 

3.69 

0.0015 

0.0552 

16.28 

65 

48.72 

20.00 

9.74 

0.0200 

0.0031 

50.00 

80 

30.00 

20.00 

6.00 

0.0250 

0.2932 

45.76 

80 

34.24 

20.00 

6.85 

0.0250 

0.4667 

32.07 

80 

47.93 

20.00 

9.59 

0.0250 

1.2232 

24.19 

70 

45.81 

20.00 

9.16 

0.0200 

0.4130 

44.36 

80 

35.64 

20.00 

7.13 

0.0250 

0.2132 

16.37 

65 

48.63 

20.00 

9.73 

0.0200 

0.6731 

16.37 

140 

123.63 

5.00 

6.18 

0.0015 

0.0003 

50.25 

80 

29.75 

20.00 

5.95 

0.0250 

0.4719 

48.98 

80 

31.02 

20.00 

6.20 

0.0250 

0.1137 

20.22 

80 

59.78 

20.00 

11.96 

0.0250 

0.1712 

15.86 

70 

54.14 

20.00 

10.83 

0.0200 

0.5832 



































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Barh Hariharpura 


Barh Pathraj Kalan 


Barhali 


Barh-bishanpura @ Kagy 


Barhmohanpura 


Basri Jogiyan 


Beechi 


Beer Ramchandrapura 


Bhadipura @ Narayanpur 


Bhagwatsinghpura 


Bhankrota 


Bhankrota Khurd 


Bhankrota_kalan 


Bhapura 


Bhater 


Bheempura 


Bhojyara 


Biharipura 


Bokrawas 


Bookni 


Brijnathpura 


Chak Amjhar 


Chak Basri 


Chak Gulabpura 


Chak Harbanspura 


ChakJhag 


Chak Murarpura 


Chak Nasnota 


Chak No.1,2,3,4,5,8,14 


Chak No.12 


Chak No.7 


Chak Sherwali 


Chakno.6 


Chaksu (m) 


Chakwara 


Chakwatika 


Chakwatka 


Chanani 


Chandawas 


Census Code 


0812000801545400 


0822000302615100 


0812000701540000 


0812000701531700 


0812000801548500 


0812000701539300 


0812000701538000 


0812000701530500 


0812001301644100 


0812000601525400 


0812000701538200 


0812000801544500 


0812000808129092 


0812000801549700 


0812000801552100 


0812000701526900 


Zone (Fresh 
/ Saline) 


0812001301642400 


0812000601524300 


0812000701540100 


0812000701525500 


0812001301641300 


0812000801554200 


0812000801549200 


0812000701529900 


0812000801547900 


0812000601524700 


0812001301643200 


0812000601520300 


0812000801550000 


0812000801551300 


0812000801549800 


0812000801549900 


0812000801549100 


0812001341211000 


0812000701529100 


0812000801554000 


0812001301641700 


0822000302614000 


0812000701538900 




12.54 Fresh 


3.93 Fresh 


Saline 


6.63 Fresh 


8.52 Fresh 


5.57 Fresh 


4.27 Fresh 


Saline 


8.62 Fresh 


8.27 Fresh 


10.31 Fresh 


4.62 Fresh 


7.96 Fresh 



2.20 Fresh 


0.41 Fresh 


1.07 Fresh 


1.47 Saline 


0.68 Fresh 


2.98 Fresh 


0.32 Fresh 


2.43 Fresh 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Gneisses(B.G.C) 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Gneisses(B.G.C) 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Older Alluvium 

Command 

Gneisses(B.G.C) 

Command 

Older Alluvium 

Non-command 

Gneisses(B.G.C) 

Non-command 

Older Alluvium 

Command 

Gneisses(B.G.C) 

Command 

Older Alluvium 

Non-command 

Gneisses(B.G.C) 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Older Alluvium 

Non-command 

Gneisses(B.G.C) 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Gneisses(B.G.C) 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

20.99 

80 

59.01 

20.00 

11.80 

0.0250 

0.0569 

17.79 

60 

42.21 

20.00 

8.44 

0.0150 

0.0148 

16.07 

65 

48.93 

20.00 

9.79 

0.0200 

1.2459 

16.08 

90 

73.92 

5.00 

3.70 

0.0015 

0.0148 

50.54 

80 

29.46 

20.00 

5.89 

0.0250 

0.1142 

45.90 

65 

19.10 

20.00 

3.82 

0.0200 

0.5355 

15.50 

65 

49.50 

20.00 

9.90 

0.0200 

0.2545 

25.21 

65 

39.79 

20.00 

7.96 

0.0200 

0.2394 

25.21 

65 

39.79 

15.00 

5.97 

0.0200 

0.1525 

13.65 

70 

56.36 

20.00 

11.27 

0.0200 

0.5722 

17.58 

80 

62.42 

5.00 

3.12 

0.0015 

0.0002 

17.58 

80 

62.42 

5.00 

3.12 

0.0015 

0.0279 

12.84 

65 

52.16 

20.00 

10.43 

0.0200 

2.2861 

23.89 

80 

56.11 

20.00 

11.22 

0.0250 

1.0581 

23.89 

65 

41.11 

15.00 

6.17 

0.0200 

0.0200 

47.56 

80 

32.44 

20.00 

6.49 

0.0250 

0.0000 

18.68 

80 

61.32 

20.00 

12.26 

0.0250 

2.6122 

48.41 

80 

31.59 

20.00 

6.32 

0.0250 

0.8798 

18.51 

65 

46.49 

20.00 

9.30 

0.0200 

0.0003 

18.51 

65 

46.49 

15.00 

6.97 

0.0200 

0.5953 

16.17 

90 

73.83 

5.00 

3.69 

0.0015 

0.0450 

16.17 

65 

48.83 

20.00 

9.77 

0.0200 

0.0969 

22.74 

70 

47.26 

20.00 

9.45 

0.0200 

1.5635 

18.55 

80 

61.45 

5.00 

3.07 

0.0015 

0.0023 

18.55 

80 

61.45 

5.00 

3.07 

0.0015 

0.0011 

23.07 

65 

41.93 

20.00 

8.39 

0.0200 

0.7746 

14.29 

90 

75.71 

5.00 

3.79 

0.0015 

0.0031 

14.29 

65 

50.71 

20.00 

10.14 

0.0200 

0.0441 

14.29 

90 

75.71 

5.00 

3.79 

0.0015 

0.0151 

14.29 

65 

50.71 

20.00 

10.14 

0.0200 

0.3866 

14.29 

65 

50.71 

5.00 

2.54 

0.0015 

0.0031 

14.29 

65 

50.71 

15.00 

7.61 

0.0200 

0.1258 

14.29 

65 

50.71 

5.00 

2.54 

0.0015 

0.0004 

14.29 

65 

50.71 

15.00 

7.61 

0.0200 

0.0615 

19.26 

70 

50.74 

20.00 

10.15 

0.0200 

0.0818 

42.62 

80 

37.38 

20.00 

7.48 

0.0250 

0.0419 

18.26 

80 

61.74 

20.00 

12.35 

0.0250 

0.3307 

16.88 

65 

48.12 

15.00 

7.22 

0.0200 

0.2125 

46.41 

80 

33.59 

20.00 

6.72 

0.0250 

0.0859 

18.83 

80 

61.17 

5.00 

3.06 

0.0015 

0.0009 

18.83 

80 

61.17 

5.00 

3.06 

0.0015 

0.0128 

15.86 

70 

54.14 

20.00 

10.83 

0.0200 

0.0604 

13.86 

80 

66.14 

5.00 

3.31 

0.0015 

0.0008 

13.86 

60 

46.14 

20.00 

9.23 

0.0250 

0.0629 

12.77 

80 

67.23 

20.00 

13.45 

0.0250 

0.2291 

14.61 

80 

65.39 

20.00 

13.08 

0.0250 

0.1015 

12.10 

80 

67.90 

20.00 

13.58 

0.0250 

0.1717 

15.59 

80 

64.41 

20.00 

12.88 

0.0250 

0.1154 

13.56 

80 

66.44 

20.00 

13.29 

0.0250 

0.7589 

20.86 

70 

49.14 

20.00 

9.83 

0.0200 

0.1050 

17.81 

90 

72.19 

5.00 

3.61 

0.0015 

0.0038 

42.31 

80 

37.69 

20.00 

7.54 

0.0250 

0.0505 

27.84 

70 

42.16 

20.00 

8.43 

0.0200 

0.0588 

16.26 

90 

73.74 

5.00 

3.69 

0.0015 

0.0074 

30.75 

65 

34.25 

20.00 

6.85 

0.0200 

0.4158 


























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Gneisses(B.G.C) 


Older Alluvium 


Older Alluvium 


Gneisses(B.G.C) 


Older Alluvium 


Gneisses(B.G.C.) 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Gneisses(B.G.C) 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Gneisses(B.G.C) 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Gneisses(B.G.C.) 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Gneisses(B.G.C.) 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

30.75 

65 

34.25 

15.00 

5.14 

0.0200 

0.0536 

16.81 

60 

43.19 

20.00 

8.64 

0.0150 

0.1306 

16.81 

60 

43.19 

5.00 

2.16 

0.0150 

0.2248 

14.29 

80 

65.71 

20.00 

13.14 

0.0250 

1.1769 

18.59 

70 

51.41 

20.00 

10.28 

0.0200 

0.0735 

18.59 

65 

46.41 

15.00 

6.96 

0.0150 

0.0930 

18.59 

65 

46.41 

5.00 

2.32 

0.0015 

0.0001 

15.14 

65 

49.86 

5.00 

2.49 

0.0015 

0.0045 

15.14 

65 

49.86 

15.00 

7.48 

0.0200 

0.1763 

32.38 

80 

47.62 

20.00 

9.52 

0.0250 

0.0050 

16.72 

90 

73.28 

5.00 

3.66 

0.0015 

0.0744 

16.72 

65 

48.28 

20.00 

9.66 

0.0200 

0.8517 

16.72 

65 

48.28 

5.00 

2.41 

0.0015 

0.0073 

16.72 

65 

48.28 

15.00 

7.24 

0.0200 

0.9270 

11.51 

65 

53.49 

20.00 

10.70 

0.0200 

1.2819 

11.52 

65 

53.48 

20.00 

10.70 

0.0200 

0.5749 

12.12 

65 

52.88 

20.00 

10.58 

0.0200 

0.4361 

12.12 

65 

52.88 

15.00 

7.93 

0.0200 

0.0548 

47.47 

65 

17.53 

20.00 

3.51 

0.0200 

0.3159 

46.94 

65 

18.06 

20.00 

3.61 

0.0200 

0.2627 

21.59 

65 

43.41 

15.00 

6.51 

0.0200 

0.3609 

18.44 

70 

51.56 

20.00 

10.31 

0.0200 

0.4851 

15.32 

90 

74.68 

5.00 

3.73 

0.0015 

0.0723 

12.40 

80 

67.60 

20.00 

13.52 

0.0250 

0.9752 

42.90 

80 

37.10 

20.00 

7.42 

0.0250 

0.1624 

19.48 

70 

50.52 

20.00 

10.10 

0.0200 

0.8240 

18.38 

70 

51.62 

20.00 

10.32 

0.0200 

0.4966 

12.12 

65 

52.88 

20.00 

10.58 

0.0200 

0.6644 

12.12 

65 

52.88 

15.00 

7.93 

0.0200 

0.0397 

16.41 

90 

73.59 

5.00 

3.68 

0.0015 

0.0270 

16.41 

140 

123.59 

5.00 

6.18 

0.0015 

0.0001 

19.50 

80 

60.50 

20.00 

12.10 

0.0250 

1.2596 

52.87 

80 

27.13 

20.00 

5.43 

0.0250 

0.0097 

17.95 

70 

52.05 

20.00 

10.41 

0.0200 

0.7122 

17.17 

90 

72.83 

5.00 

3.64 

0.0015 

0.0001 

17.17 

65 

47.83 

5.00 

2.39 

0.0015 

0.0121 

17.17 

65 

47.83 

15.00 

7.17 

0.0200 

0.7862 

13.83 

65 

51.17 

20.00 

10.23 

0.0200 

0.6928 

13.83 

65 

51.17 

15.00 

7.68 

0.0200 

0.3052 

16.91 

65 

48.09 

20.00 

9.62 

0.0200 

0.0343 

16.91 

65 

48.09 

5.00 

2.40 

0.0015 

0.0022 

16.91 

65 

48.09 

15.00 

7.21 

0.0200 

0.3771 

17.87 

70 

52.13 

20.00 

10.43 

0.0200 

0.0087 

12.37 

65 

52.64 

20.00 

10.53 

0.0200 

0.8593 

28.28 

70 

41.72 

20.00 

8.34 

0.0200 

0.4733 

47.24 

80 

32.76 

20.00 

6.55 

0.0250 

0.1377 

39.98 

65 

25.02 

20.00 

5.00 

0.0200 

0.3955 

15.98 

50 

34.02 

5.00 

1.70 

0.0150 

0.0230 

16.81 

80 

63.19 

5.00 

3.16 

0.0015 

0.0001 

49.72 

80 

30.28 

20.00 

6.06 

0.0250 

0.3092 

47.62 

80 

32.38 

20.00 

6.48 

0.0250 

0.1206 

46.64 

80 

33.36 

20.00 

6.67 

0.0250 

0.1326 

49.73 

80 

30.27 

20.00 

6.05 

0.0250 

0.4366 

44.73 

80 

35.27 

20.00 

7.05 

0.0250 

0.2619 

15.93 

80 

64.07 

5.00 

3.20 

0.0015 

0.0084 




























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Gneisses(B.G.C) 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Quartzite 


Phyllite & Schist 


Quartzite 


Older Alluvium 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Older Alluvium 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Quartzite 


Quartzite 


|Older Alluvium 



Older Al 


Older Al 


Older Al 


Phyllite 


Older Al 


Older Al 


Older Al 


Older Al 


Older Al 


Older Al 


Older Al 


Older Al 


Older Al 


Older Al 


Older Al 


Older Al 


Older Al 


Older Al 


Older Al 


Older Al 


Older Al 


lluvium 


lluvium 


lluvium 


& Schist 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


Quartzite 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

15.93 

60 

44.07 

20.00 

8.81 

0.0250 

0.0599 

53.05 

80 

26.95 

20.00 

5.39 

0.0250 

0.1735 

53.05 

100 

46.95 

20.00 

9.39 

0.0300 

0.0014 

16.47 

65 

48.53 

20.00 

9.71 

0.0200 

1.1447 

16.47 

65 

48.53 

15.00 

7.28 

0.0200 

0.2001 

48.41 

80 

31.59 

20.00 

6.32 

0.0250 

0.4647 

16.40 

90 

73.60 

5.00 

3.68 

0.0015 

0.0017 

16.40 

65 

48.60 

20.00 

9.72 

0.0200 

1.9365 

16.40 

65 

48.60 

15.00 

7.29 

0.0200 

0.0676 

12.32 

65 

52.68 

20.00 

10.54 

0.0200 

2.1638 

12.32 

65 

52.68 

15.00 

7.90 

0.0200 

0.1238 

17.46 

90 

72.54 

5.00 

3.63 

0.0015 

0.0103 

17.46 

140 

122.54 

5.00 

6.13 

0.0015 

0.0002 

17.46 

50 

32.54 

5.00 

1.63 

0.0015 

0.0003 

17.46 

140 

122.54 

5.00 

6.13 

0.0015 

0.0010 

45.81 

80 

34.19 

20.00 

6.84 

0.0250 

0.0004 

15.56 

90 

74.44 

5.00 

3.72 

0.0015 

0.0061 

15.56 

90 

74.44 

5.00 

3.72 

0.0015 

0.0041 

15.56 

65 

49.44 

5.00 

2.47 

0.0015 

0.0186 

15.56 

65 

49.44 

15.00 

7.42 

0.0200 

0.0059 

15.56 

65 

49.44 

5.00 

2.47 

0.0015 

0.0010 

16.12 

65 

48.88 

5.00 

2.44 

0.0015 

0.0012 

16.12 

65 

48.88 

15.00 

7.33 

0.0200 

0.8061 

20.47 

65 

44.53 

20.00 

8.91 

0.0200 

0.2013 

20.47 

65 

44.53 

15.00 

6.68 

0.0200 

0.1902 

51.00 

80 

29.00 

20.00 

5.80 

0.0250 

0.4354 

16.66 

65 

48.34 

15.00 

7.25 

0.0200 

0.0001 

16.43 

65 

48.57 

15.00 

7.29 

0.0200 

0.1483 

18.07 

60 

41.93 

20.00 

8.39 

0.0150 

0.7554 

18.07 

90 

71.93 

5.00 

3.60 

0.0015 

0.0123 

18.07 

140 

121.93 

5.00 

6.10 

0.0015 

0.0150 

18.07 

140 

121.93 

5.00 

6.10 

0.0015 

0.0055 

15.81 

70 

54.19 

20.00 

10.84 

0.0200 

0.1735 

16.37 

65 

48.63 

15.00 

7.29 

0.0200 

0.3431 

42.62 

80 

37.38 

20.00 

7.48 

0.0250 

0.0177 

17.64 

60 

42.36 

20.00 

8.47 

0.0150 

0.3437 

17.64 

90 

72.36 

5.00 

3.62 

0.0015 

0.0000 

45.94 

80 

34.06 

20.00 

6.81 

0.0250 

0.4629 

22.41 

65 

42.59 

20.00 

8.52 

0.0200 

0.2595 

22.41 

65 

42.59 

15.00 

6.39 

0.0200 

0.1206 

21.66 

80 

58.34 

20.00 

11.67 

0.0250 

0.3224 

14.56 

70 

55.44 

20.00 

11.09 

0.0200 

0.7303 

18.19 

65 

46.81 

20.00 

9.36 

0.0200 

0.0222 

18.19 

65 

46.81 

15.00 

7.02 

0.0200 

1.3121 

25.80 

80 

54.20 

20.00 

10.84 

0.0250 

0.5563 

18.75 

80 

61.25 

20.00 

12.25 

0.0250 

0.7220 

19.28 

65 

45.72 

20.00 

9.14 

0.0200 

0.1804 

19.28 

65 

45.72 

15.00 

6.86 

0.0200 

0.6622 

47.64 

80 

32.36 

20.00 

6.47 

0.0250 

0.2856 

14.07 

65 

50.93 

20.00 

10.19 

0.0200 

0.1333 

14.07 

65 

50.93 

20.00 

10.19 

0.0200 

0.0351 

14.07 

65 

50.93 

15.00 

7.64 

0.0200 

0.0010 

18.30 

70 

51.70 

20.00 

10.34 

0.0200 

0.6830 

18.30 

65 

46.70 

15.00 

7.01 

0.0150 

0.0395 

18.30 

65 

46.70 

5.00 

2.34 

0.0015 

0.0001 




















































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Jabar 


Jagannathpura 


Jagat Sharvanpura 


Jagat Shiromanipura @ 


Jagat Shiromanipura @Toomli Ka Bas 


Jaichand Ka Bas 


Jaichandpura 


Jaijaspura 


Jaipur (m Corp.) (part) 3 


Jaipura 


Jaisinghpura 


Jaisinghpura @ Buhariy 


Jaisinghpura @ Roopwas 


Jaisinghpura @ Tejawal 


Jaisinghpura Bas Neota 


Jankinathpura 


Jatawala 


Jhadla 


Jhag 


Jharana 


Jharana Khurd 


Jhodinda Bhojpura 


Jhonpariya 


Jhund 


Jodhpura 


Jotrawala 


Kachariya 


Kadera 


Kalwara 


Kalyanpura 


Kalyansar 


Kanesar 


Kansel 


Census Code 


0812000701527300 


0812000801544900 


0812000801551500 


0812000801548600 


0812000701526400 


0812001301646400 


Kantoli 


Kapoorawala 


Kareda Khurd 


Karwa 


Karwo Ka Bas 


0812000701531400 


0812001301641500 


0812000801545600 


0812001041210000 


0812001301645300 


0812000801548200 


0812000801554500 


0812000801550400 


0812000801551100 


0812000801549300 


0812000701530000 


0812000801552000 


0812000701536200 


0812000601525300 


0812000701536800 


0812000701536600 


0812000701528700 


0812000701536700 


0812000801544100 


0822000302615900 


0812000808129010 


0822000302613700 


0812001301643600 


0812000801546100 


0812000808129045 


0812000601519500 


0822000302614600 


0812000701526300 


0812000701536300 


0812000801550200 


0812001301640400 


0812000701530300 


0812000601520700 




Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Saline 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Saline 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Saline 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 




2.87 Saline 


1.55 Fresh 


1.55 Fresh 


8.84 Fresh 


28.85 Fresh 


5.45 Fresh 


3.26 Fresh 


1.11 Fresh 


5.92 Fresh 


1.58 Fresh 


2.92 Fresh 


5.07 Fresh 


Saline 


1.22 Fresh 


6.50 Fresh 


16.45 Fresh 


Saline 


11.94 Fresh 


1.65 Fresh 


6.88 Fresh 


2.24 Fresh 


4.16 Fresh 


Saline 


9.31 Saline 


1.58 Fresh 


2.97 Fresh 


12.84 Fresh 


13.23 Fresh 


3.55 Fresh 


4.55 Fresh 


2.29 Fresh 


7.60 Saline 



3.56 Fresh 


4.15 Fresh 


3.72 Fresh 


0.98 Fresh 


Saline 


6.90 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Older Alluvium 


Gneisses(B.G.C.) 


Older Alluvium 


Gneisses(B.G.C.) 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Gneisses(B.G.C) 


Older Alluvium 


Gneisses(B.G.C) 


Older Alluvium 


Gneisses(B.G.C) 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Gneisses(B.G.C.) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

18.84 

65 

46.16 

15.00 

6.92 

0.0200 

0.6972 

20.13 

80 

59.87 

20.00 

11.97 

0.0250 

0.7601 

20.13 

65 

44.87 

15.00 

6.73 

0.0200 

0.0075 

49.50 

80 

30.50 

20.00 

6.10 

0.0250 

0.2622 

49.49 

80 

30.51 

20.00 

6.10 

0.0250 

0.1735 

16.30 

65 

48.70 

15.00 

7.30 

0.0200 

0.2047 

18.39 

70 

51.61 

20.00 

10.32 

0.0200 

0.0356 

18.39 

140 

121.61 

5.00 

6.08 

0.0015 

0.0000 

18.39 

65 

46.61 

15.00 

6.99 

0.0150 

0.0099 

18.39 

65 

46.61 

5.00 

2.33 

0.0015 

0.0040 

18.90 

65 

46.10 

15.00 

6.91 

0.0200 

0.3962 

22.96 

70 

47.04 

20.00 

9.41 

0.0200 

0.1588 

21.66 

80 

58.34 

20.00 

11.67 

0.0250 

0.3859 

40.31 

100 

59.69 

20.00 

11.94 

0.0300 

0.0042 

40.31 

80 

39.69 

20.00 

7.94 

0.0250 

0.3495 

40.31 

100 

59.69 

20.00 

11.94 

0.0300 

0.3484 

19.31 

70 

50.69 

20.00 

10.14 

0.0200 

1.1051 

41.12 

80 

38.88 

20.00 

7.78 

0.0250 

0.0833 

43.06 

80 

36.94 

20.00 

7.39 

0.0250 

0.0625 

31.49 

80 

48.51 

20.00 

9.70 

0.0250 

1.4355 

49.30 

80 

30.70 

20.00 

6.14 

0.0250 

0.2425 

10.82 

80 

69.18 

20.00 

13.84 

0.0250 

1.0112 

16.90 

65 

48.10 

20.00 

9.62 

0.0200 

0.0486 

16.90 

65 

48.10 

15.00 

7.22 

0.0200 

0.6959 

50.58 

80 

29.42 

20.00 

5.88 

0.0250 

0.1800 

15.35 

90 

74.65 

5.00 

3.73 

0.0015 

0.0364 

16.21 

80 

63.79 

5.00 

3.19 

0.0015 

0.0570 

16.21 

65 

48.79 

5.00 

2.44 

0.0015 

0.0059 

16.21 

65 

48.79 

5.00 

2.44 

0.0015 

0.0107 

14.74 

65 

50.26 

20.00 

10.05 

0.0200 

0.8836 

13.89 

90 

76.11 

5.00 

3.81 

0.0015 

0.0001 

13.89 

65 

51.11 

20.00 

10.22 

0.0200 

0.3336 

16.20 

90 

73.80 

5.00 

3.69 

0.0015 

0.0381 

13.44 

65 

51.56 

20.00 

10.31 

0.0200 

0.4115 

17.12 

80 

62.88 

20.00 

12.58 

0.0250 

0.1520 

17.12 

65 

47.88 

15.00 

7.18 

0.0200 

0.5278 

17.32 

60 

42.68 

5.00 

2.13 

0.0150 

0.0053 

50.57 

80 

29.43 

20.00 

5.89 

0.0250 

0.1132 

17.19 

60 

42.81 

20.00 

8.56 

0.0150 

0.0578 

17.19 

90 

72.81 

5.00 

3.64 

0.0015 

0.0113 

25.26 

70 

44.74 

20.00 

8.95 

0.0200 

2.2982 

12.89 

80 

67.11 

20.00 

13.42 

0.0250 

1.6843 

52.32 

80 

27.68 

20.00 

5.54 

0.0250 

0.4343 

16.31 

60 

43.69 

20.00 

8.74 

0.0250 

0.1157 

15.45 

90 

74.55 

5.00 

3.73 

0.0015 

0.0034 

15.58 

65 

49.42 

5.00 

2.47 

0.0015 

0.0176 

15.58 

65 

49.42 

15.00 

7.41 

0.0200 

0.0150 

15.58 

65 

49.42 

5.00 

2.47 

0.0015 

0.0034 

15.58 

65 

49.42 

15.00 

7.41 

0.0200 

0.2719 

14.50 

90 

75.50 

5.00 

3.77 

0.0015 

0.0202 

36.54 

80 

43.46 

20.00 

8.69 

0.0250 

0.9014 

16.47 

70 

53.53 

20.00 

10.71 

0.0200 

0.1981 

21.10 

65 

43.90 

20.00 

8.78 

0.0200 

0.0737 

21.10 

65 

43.90 

15.00 

6.59 

0.0200 

0.0740 

17.15 

80 

62.85 

5.00 

3.14 

0.0015 

0.0073 

























































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Gneisses(B.G.C.) 


Older Alluvium 


Older Alluvium 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Gneisses(B.G.C) 


Older Alluvium 


Older Alluvium 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Gneisses(B.G.C) 


Older Alluvium 


Older Alluvium 


Gneisses(B.G.C.) 


Older Alluvium 


Gneisses(B.G.C) 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Gneisses(B.G.C) 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Gneisses(B.G.C.) 


Older Alluvium 


Older Alluvium 


Gneisses(B.G.C) 


Older Alluvium 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

17.15 

80 

62.85 

5.00 

3.14 

0.0015 

0.0250 

16.15 

65 

48.85 

20.00 

9.77 

0.0200 

0.4113 

16.15 

65 

48.85 

15.00 

7.33 

0.0200 

0.3658 

16.39 

80 

63.61 

5.00 

3.18 

0.0015 

0.0005 

16.39 

80 

63.61 

5.00 

3.18 

0.0015 

0.0070 

16.39 

80 

63.61 

5.00 

3.18 

0.0015 

0.0555 

16.79 

65 

48.21 

20.00 

9.64 

0.0200 

0.0211 

16.79 

65 

48.21 

15.00 

7.23 

0.0200 

0.1205 

19.13 

70 

50.87 

20.00 

10.17 

0.0200 

1.4479 

18.52 

65 

46.48 

5.00 

2.32 

0.0015 

0.0057 

43.93 

80 

36.07 

20.00 

7.21 

0.0250 

0.2973 

13.30 

90 

76.70 

5.00 

3.84 

0.0015 

0.0010 

13.30 

65 

51.70 

20.00 

10.34 

0.0200 

1.4045 

18.46 

70 

51.54 

20.00 

10.31 

0.0200 

0.6062 

18.13 

80 

61.87 

5.00 

3.09 

0.0015 

0.0011 

18.13 

80 

61.87 

5.00 

3.09 

0.0015 

0.0000 

19.20 

65 

45.80 

15.00 

6.87 

0.0200 

0.3443 

19.30 

80 

60.70 

20.00 

12.14 

0.0250 

0.4607 

42.77 

80 

37.23 

20.00 

7.45 

0.0250 

0.3635 

53.40 

80 

26.60 

20.00 

5.32 

0.0250 

0.3179 

17.95 

65 

47.05 

20.00 

9.41 

0.0200 

0.0107 

17.95 

65 

47.05 

15.00 

7.06 

0.0200 

0.3301 

11.92 

70 

58.08 

20.00 

11.62 

0.0200 

0.8156 

25.14 

70 

44.86 

20.00 

8.97 

0.0200 

0.4010 

32.56 

65 

32.44 

20.00 

6.49 

0.0200 

0.3755 

15.55 

90 

74.45 

5.00 

3.72 

0.0015 

0.0006 

15.55 

65 

49.45 

20.00 

9.89 

0.0200 

0.0399 

15.55 

65 

49.45 

15.00 

7.42 

0.0200 

0.3034 

15.55 

65 

49.45 

5.00 

2.47 

0.0015 

0.0003 

15.55 

65 

49.45 

15.00 

7.42 

0.0200 

0.1762 

16.39 

90 

73.61 

5.00 

3.68 

0.0015 

0.0325 

16.39 

65 

48.61 

20.00 

9.72 

0.0200 

2.8487 

16.39 

140 

123.61 

5.00 

6.18 

0.0015 

0.0324 

19.38 

65 

45.62 

15.00 

6.84 

0.0150 

0.0190 

19.38 

65 

45.62 

5.00 

2.28 

0.0015 

0.0039 

51.38 

80 

28.62 

20.00 

5.72 

0.0250 

0.2214 

23.35 

80 

56.65 

20.00 

11.33 

0.0250 

0.5881 

22.44 

80 

57.56 

20.00 

11.51 

0.0250 

0.8860 

22.44 

65 

42.56 

15.00 

6.38 

0.0200 

0.0023 

57.10 

80 

22.90 

20.00 

4.58 

0.0250 

0.0000 

57.10 

100 

42.90 

20.00 

8.58 

0.0300 

0.0018 

18.06 

70 

51.94 

20.00 

10.39 

0.0200 

0.4986 

20.21 

65 

44.79 

15.00 

6.72 

0.0200 

0.0633 

14.65 

90 

75.35 

5.00 

3.77 

0.0015 

0.0403 

14.65 

65 

50.35 

20.00 

10.07 

0.0200 

0.2294 

50.98 

80 

29.02 

20.00 

5.80 

0.0250 

0.5797 

50.34 

80 

29.66 

20.00 

5.93 

0.0250 

0.3265 

14.34 

90 

75.66 

5.00 

3.78 

0.0015 

0.0012 

13.99 

90 

76.01 

5.00 

3.80 

0.0015 

0.0117 

13.99 

65 

51.01 

20.00 

10.20 

0.0200 

0.1319 

46.00 

80 

34.00 

20.00 

6.80 

0.0250 

0.4776 

15.51 

90 

74.49 

5.00 

3.72 

0.0015 

0.0195 

15.51 

65 

49.49 

20.00 

9.90 

0.0200 

1.2415 

15.51 

65 

49.49 

15.00 

7.42 

0.0200 

0.0697 

15.51 

65 

49.49 

15.00 

7.42 

0.0200 

0.1810 































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Mangyawas 


Manohariya Wala 


Manpur Gate 


Manpur Teelawala 


Manpura 


Manpura @ Bhatawala 


Mansar 


Meerapura 


Mohabbat Pura 


Mohanpura 



Muhana 


Mukand Pura 


Mumararkya 


Murarpura 


Mustafabad @ Masta 


Nagar 


Nandkishorpura_manya 


Nandlalpura 


Narayan Pura 


Narottampura 


Narsinghpura @ Dadiya 


Narwariya 


Nawal Kishorpura 


Neota 


Nihalpura @ Miyan Ka B 


Nondpura 


Norangpura 


Pachala 


Pahariya 


Palri Parsa 


Pathraj Mustarka 


Pawaliya 


Peepla 


Peepla Bharatsingh 


Phagi 


Pinach 


Prahladpura @ Damakpur 


Pratappura 


Prempura 


Census Code 


0812000808129088 


0812000801551700 


0812000701538800 


0812000801550500 


0812001301646100 


0812000801552400 


0812001301643500 


0812001301645000 


0812000701539400 


0812000701531300 


0812000801548400 


0812000801554100 


0812000601517700 


0812000801548700 


0812000701542100 


0812001301643400 


0812001301643100 


0812000701540200 


0822000302613200 


0812000808129030 


0812000701525700 


0812000701539700 


0812000801548300 


0812000801546000 


0812000801544400 


0812000701529700 


0812000801548900 


0812000701530200 


0812000701542400 


0822000202602200 


0812000701528600 


0812000701539600 


0812000801545900 


0822000302615200 


0812000801550300 


0812000701538300 


0812000801547800 


0812000701531800 


0812000701528200 


0812001301641400 


0812000701538600 


0822000302615500 


0812000701541300 




Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Saline 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Saline 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Command 

Gneisses(B.G.C) 


Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Older Alluvium 

Saline 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Saline 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 


Non-command 

Older Alluvium 

Saline 

Command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Saline 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Saline 

Non-command 

Older Alluvium 

Saline 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Saline 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Saline 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Gneisses(B.G.C) 


Non-command 

Older Alluvium 

Saline 

Non-command 

Gneisses(B.G.C) 


Non-command 

Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

47.45 

80 

32.55 

20.00 

6.51 

0.0250 

0.2746 

54.78 

80 

25.22 

20.00 

5.04 

0.0250 

0.1839 

24.16 

65 

40.84 

20.00 

8.17 

0.0200 

0.2816 

24.16 

65 

40.84 

15.00 

6.13 

0.0200 

0.5424 

41.81 

80 

38.19 

20.00 

7.64 

0.0250 

0.7338 

18.49 

70 

51.51 

20.00 

10.30 

0.0200 

0.4412 

42.93 

80 

37.07 

20.00 

7.41 

0.0250 

0.2946 

20.99 

70 

49.01 

20.00 

9.80 

0.0200 

0.6031 

16.50 

70 

53.50 

20.00 

10.70 

0.0200 

0.0045 

34.31 

65 

30.69 

20.00 

6.14 

0.0200 

0.6593 

22.87 

65 

42.13 

15.00 

6.32 

0.0200 

0.6546 

50.31 

80 

29.69 

20.00 

5.94 

0.0250 

0.4394 

36.28 

80 

43.72 

20.00 

8.74 

0.0250 

0.2814 

20.77 

80 

59.23 

5.00 

2.96 

0.0015 

0.0074 

20.77 

80 

59.23 

5.00 

2.96 

0.0015 

0.0020 

43.70 

80 

36.30 

20.00 

7.26 

0.0250 

2.2885 

16.75 

65 

48.25 

15.00 

7.24 

0.0200 

0.6486 

18.00 

70 

52.00 

20.00 

10.40 

0.0200 

0.4304 

16.81 

70 

53.19 

20.00 

10.64 

0.0200 

0.3107 

15.65 

65 

49.35 

20.00 

9.87 

0.0200 

0.9182 

13.11 

60 

46.89 

20.00 

9.38 

0.0150 

1.5110 

13.11 

60 

46.89 

5.00 

2.34 

0.0150 

0.0678 

46.05 

80 

33.95 

20.00 

6.79 

0.0250 

0.3151 

14.61 

65 

50.39 

20.00 

10.08 

0.0200 

0.3118 

14.61 

65 

50.39 

20.00 

10.08 

0.0200 

0.1294 

14.61 

65 

50.39 

15.00 

7.56 

0.0200 

0.0742 

22.24 

65 

42.76 

20.00 

8.55 

0.0200 

0.2865 

48.54 

80 

31.46 

20.00 

6.29 

0.0250 

0.3245 

18.94 

80 

61.06 

20.00 

12.21 

0.0250 

0.0844 

25.92 

80 

54.08 

20.00 

10.82 

0.0250 

0.8973 

16.40 

65 

48.60 

20.00 

9.72 

0.0200 

0.6589 

16.40 

65 

48.60 

15.00 

7.29 

0.0200 

0.0020 

13.37 

80 

66.63 

20.00 

13.33 

0.0250 

0.6996 

20.71 

65 

44.29 

20.00 

8.86 

0.0200 

0.0299 

11.77 

65 

53.23 

20.00 

10.65 

0.0200 

0.4761 

11.77 

65 

53.23 

15.00 

7.98 

0.0200 

0.5648 

15.98 

50 

34.02 

5.00 

1.70 

0.0150 

0.0094 

16.91 

90 

73.09 

5.00 

3.65 

0.0015 

0.0298 

25.42 

65 

39.58 

20.00 

7.92 

0.0200 

3.2003 

25.20 

80 

54.80 

20.00 

10.96 

0.0250 

0.0033 

17.69 

60 

42.31 

20.00 

8.46 

0.0150 

0.4690 

29.45 

80 

50.55 

20.00 

10.11 

0.0250 

2.5069 

13.00 

65 

52.00 

20.00 

10.40 

0.0200 

1.1233 

13.00 

65 

52.00 

15.00 

7.80 

0.0200 

0.8800 

30.87 

80 

49.13 

20.00 

9.83 

0.0250 

0.0439 

16.96 

90 

73.04 

5.00 

3.65 

0.0015 

0.0368 

15.65 

90 

74.35 

5.00 

3.72 

0.0015 

0.0367 

20.75 

70 

49.25 

20.00 

9.85 

0.0200 

0.0801 

16.43 

65 

48.57 

20.00 

9.71 

0.0200 

0.1100 

16.43 

65 

48.57 

15.00 

7.29 

0.0200 

0.2603 

17.52 

60 

42.48 

20.00 

8.50 

0.0150 

0.4776 

17.12 

90 

72.88 

5.00 

3.64 

0.0015 

0.0023 

17.12 

65 

47.88 

20.00 

9.58 

0.0200 

0.2449 

17.12 

65 

47.88 

5.00 

2.39 

0.0015 

0.0010 

17.12 

65 

47.88 

15.00 

7.18 

0.0200 

0.0058 






































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Puroshottampura @aleew 


Purshottampura @ Dadiy 


Raholi 


Raithal 


Ramdattpura 


Ramjipura Bas Neota 


Rampura 


Rampura @ Chokhawala 


Rampura Bhoortiya 


Rampura Unti 


Ramsinghpura 


Ramsinghpura_dhaulai 


Ramsinghpura_rampura 


Ramsinghpura_bas_sanga 


Rasoolpura 


Rata Khera 


Ratalya 


Ratanpura @ Rohera 


Rewantpura 


Roopbas 


Rotwara 


Sadarampura 


Saipura 


Salarsoo 


Sanganer 


Sanwal 


Census Code 


0812000801549400 


0812001301641000 


0812000801552800 


0822000302613400 


0812000701527400 


0812000801544600 


0812000801549000 


0812000701529500 


0822000302613300 


0812000701527200 


0812000601524600 


0812000801544000 


0812000701540900 


0812000801552200 


0812000808129039 


0812000808129095 


0812000808129011 


0812001301645100 


0812000701526200 


0812000801551600 


0822000302615700 


0812000701528300 


0812001301645200 


0812000701526700 


0812001301643000 


0812000808129016 


0812000701528100 


0812001041210000 


0812000701526500 



Zone (Fresh 
/ Saline) 



1.32 Fresh 


3.44 Fresh 


1.59 Fresh 


19.54 Fresh 


Saline 


3.43 Fresh 


Saline 


6.91 Saline 


3.44 Fresh 


Saline 


2.30 Fresh 


0.74 Fresh 





2.56 Fresh 


8.41 Fresh 


Saline 


20.57 Fresh 


Saline 


2.63 Fresh 


4.70 Fresh 


2.73 Saline 


1.58 Fresh 


4.18 Fresh 


6.76 Fresh 


67.41 Fresh 


2.72 Fresh 


Saline 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Gneisses(B.G.C) 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Gneisses(B.G.C) 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Gneisses(B.G.C) 

Command 

Older Alluvium 

Non-command 

Gneisses(B.G.C) 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Gneisses(B.G.C) 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Gneisses(B.G.C) 

Non-command 

Older Alluvium 

Non-command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 

Command 

Older Alluvium 

Non-command 

Gneisses(B.G.C) 

Non-command 

Older Alluvium 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Gneisses(B.G.C) 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.26 

80 

68.74 

20.00 

13.75 

0.0250 

0.4551 

18.96 

70 

51.04 

20.00 

10.21 

0.0200 

0.0345 

47.41 

80 

32.59 

20.00 

6.52 

0.0250 

0.2589 

15.98 

60 

44.02 

20.00 

8.80 

0.0150 

1.8146 

15.98 

60 

44.02 

5.00 

2.20 

0.0150 

0.1914 

17.47 

65 

47.53 

20.00 

9.51 

0.0200 

0.0011 

17.47 

65 

47.53 

15.00 

7.13 

0.0200 

0.4882 

18.10 

65 

46.90 

15.00 

7.04 

0.0200 

0.9724 

21.64 

80 

58.36 

20.00 

11.67 

0.0250 

0.3328 

21.64 

65 

43.36 

15.00 

6.50 

0.0200 

0.2992 

12.13 

80 

67.87 

20.00 

13.57 

0.0250 

0.7819 

16.28 

90 

73.72 

5.00 

3.69 

0.0015 

0.0001 

16.28 

65 

48.72 

20.00 

9.74 

0.0200 

0.1407 

16.94 

60 

43.06 

20.00 

8.61 

0.0150 

0.1893 

20.08 

65 

44.92 

20.00 

8.98 

0.0200 

0.0549 

20.08 

65 

44.92 

15.00 

6.74 

0.0200 

0.1036 

21.25 

80 

58.75 

5.00 

2.94 

0.0015 

0.0012 

20.02 

80 

59.98 

20.00 

12.00 

0.0250 

2.8393 

20.02 

65 

44.98 

15.00 

6.75 

0.0200 

0.0837 

10.99 

65 

54.01 

20.00 

10.80 

0.0200 

0.2815 

35.06 

80 

44.94 

20.00 

8.99 

0.0250 

3.1438 

50.57 

80 

29.43 

20.00 

5.89 

0.0250 

0.2618 

49.92 

80 

30.08 

20.00 

6.02 

0.0250 

0.2784 

49.14 

80 

30.86 

20.00 

6.17 

0.0250 

0.0042 

17.02 

70 

52.98 

20.00 

10.60 

0.0200 

0.6478 

15.73 

65 

49.27 

5.00 

2.46 

0.0015 

0.0124 

15.73 

65 

49.27 

15.00 

7.39 

0.0200 

0.0035 

15.73 

65 

49.27 

5.00 

2.46 

0.0015 

0.0010 

15.73 

65 

49.27 

15.00 

7.39 

0.0200 

0.0211 

50.53 

80 

29.47 

20.00 

5.89 

0.0250 

0.3777 

16.82 

60 

43.18 

20.00 

8.64 

0.0150 

0.5865 

16.82 

60 

43.18 

5.00 

2.16 

0.0150 

0.1256 

28.71 

65 

36.29 

20.00 

7.26 

0.0200 

0.9336 

28.71 

65 

36.29 

15.00 

5.44 

0.0200 

1.5394 

15.37 

90 

74.63 

5.00 

3.73 

0.0015 

0.0147 

20.54 

70 

49.46 

20.00 

9.89 

0.0200 

0.9303 

15.96 

65 

49.04 

15.00 

7.36 

0.0200 

0.0694 

15.96 

65 

49.04 

15.00 

7.36 

0.0200 

0.3322 

17.81 

70 

52.19 

20.00 

10.44 

0.0200 

0.1417 

52.13 

80 

27.87 

20.00 

5.57 

0.0250 

0.5810 

15.61 

90 

74.39 

5.00 

3.72 

0.0015 

0.0377 

40.31 

80 

39.69 

20.00 

7.94 

0.0250 

0.5779 

15.48 

90 

74.52 

5.00 

3.73 

0.0015 

0.0000 

15.48 

65 

49.52 

5.00 

2.48 

0.0015 

0.0015 

15.48 

65 

49.52 

15.00 

7.43 

0.0200 

0.1830 

15.48 

65 

49.52 

5.00 

2.48 

0.0015 

0.0019 

15.48 

65 

49.52 

15.00 

7.43 

0.0200 

0.0843 

18.77 

80 

61.23 

5.00 

3.06 

0.0015 

0.0016 

18.77 

80 

61.23 

5.00 

3.06 

0.0015 

0.0480 

12.80 

65 

52.20 

20.00 

10.44 

0.0200 

0.0000 

12.80 

65 

52.20 

15.00 

7.83 

0.0200 

0.3450 

15.99 

90 

74.01 

5.00 

3.70 

0.0015 

0.0060 

15.99 

65 

49.01 

20.00 

9.80 

0.0200 

1.0830 

15.85 

65 

49.15 

20.00 

9.83 

0.0200 

0.0106 

15.85 

65 

49.15 

20.00 

9.83 

0.0200 

0.0205 







































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Gneisses(B.G.C.) 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Gneisses(B.G.C) 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Gneisses(B.G.C) 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Gneisses(B.G.C) 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Gneisses(B.G.C) 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

15.85 

65 

49.15 

5.00 

2.46 

0.0015 

0.0044 

15.85 

65 

49.15 

15.00 

7.37 

0.0200 

0.2064 

15.85 

65 

49.15 

15.00 

7.37 

0.0200 

0.4478 

18.32 

70 

51.68 

20.00 

10.34 

0.0200 

1.1912 

18.32 

65 

46.68 

15.00 

7.00 

0.0150 

0.0952 

18.32 

65 

46.68 

5.00 

2.33 

0.0015 

0.0003 

26.91 

70 

43.09 

20.00 

8.62 

0.0200 

0.3339 

19.06 

70 

50.95 

20.00 

10.19 

0.0200 

0.6331 

17.26 

90 

72.74 

5.00 

3.64 

0.0015 

0.0006 

17.26 

90 

72.74 

5.00 

3.64 

0.0015 

0.0101 

15.34 

65 

49.66 

20.00 

9.93 

0.0200 

0.3694 

15.34 

65 

49.66 

20.00 

9.93 

0.0200 

0.2879 

50.29 

80 

29.71 

20.00 

5.94 

0.0250 

0.3180 

23.75 

70 

46.25 

20.00 

9.25 

0.0200 

0.0992 

17.86 

70 

52.14 

20.00 

10.43 

0.0200 

0.2919 

17.59 

60 

42.41 

20.00 

8.48 

0.0150 

0.0702 

24.50 

70 

45.50 

20.00 

9.10 

0.0200 

0.4069 

20.78 

65 

44.22 

20.00 

8.84 

0.0200 

0.7575 

21.51 

70 

48.49 

20.00 

9.70 

0.0200 

0.2389 

16.44 

90 

73.56 

5.00 

3.68 

0.0015 

0.0013 

19.18 

70 

50.82 

20.00 

10.16 

0.0200 

0.0079 

19.18 

65 

45.82 

15.00 

6.87 

0.0150 

0.0114 

18.48 

70 

51.52 

20.00 

10.30 

0.0200 

0.2505 

11.22 

65 

53.78 

20.00 

10.76 

0.0200 

0.7564 

50.93 

80 

29.07 

20.00 

5.81 

0.0250 

0.7478 

18.30 

70 

51.70 

20.00 

10.34 

0.0200 

0.1739 

24.27 

70 

45.73 

20.00 

9.15 

0.0200 

0.5590 

17.72 

60 

42.28 

20.00 

8.46 

0.0150 

0.1487 

17.05 

70 

52.95 

20.00 

10.59 

0.0200 

0.2882 

16.99 

80 

63.01 

5.00 

3.15 

0.0015 

0.0222 

20.80 

65 

44.20 

20.00 

8.84 

0.0200 

0.3124 

20.80 

65 

44.20 

15.00 

6.63 

0.0200 

0.2013 

16.93 

80 

63.07 

20.00 

12.61 

0.0250 

1.3959 

16.93 

65 

48.07 

15.00 

7.21 

0.0200 

0.0309 

42.80 

80 

37.20 

20.00 

7.44 

0.0250 

0.1898 

13.88 

80 

66.12 

5.00 

3.31 

0.0015 

0.0003 

13.88 

60 

46.12 

20.00 

9.22 

0.0250 

0.1053 

48.34 

80 

31.66 

20.00 

6.33 

0.0250 

0.2321 

15.26 

80 

64.74 

20.00 

12.95 

0.0250 

1.7260 

22.14 

80 

57.86 

5.00 

2.89 

0.0015 

0.0002 

22.61 

65 

42.39 

20.00 

8.48 

0.0200 

0.2812 

52.42 

80 

27.58 

20.00 

5.52 

0.0250 

0.3470 

24.23 

70 

45.77 

20.00 

9.15 

0.0200 

0.4205 

46.56 

80 

33.44 

20.00 

6.69 

0.0250 

0.0187 

50.37 

80 

29.63 

20.00 

5.93 

0.0250 

0.3719 

16.50 

90 

73.51 

5.00 

3.68 

0.0015 

0.0425 

16.50 

65 

48.51 

20.00 

9.70 

0.0200 

0.0094 

17.80 

60 

42.20 

20.00 

8.44 

0.0150 

0.0053 

17.78 

60 

42.22 

20.00 

8.44 

0.0150 

0.2244 

43.07 

80 

36.93 

20.00 

7.39 

0.0250 

0.3677 

23.77 

70 

46.23 

20.00 

9.25 

0.0200 

2.6620 

17.65 

80 

62.35 

20.00 

12.47 

0.0250 

1.0915 

17.52 

60 

42.48 

20.00 

8.50 

0.0150 

0.5380 

17.58 

70 

52.42 

20.00 

10.48 

0.0200 

1.4116 

17.55 

80 

62.45 

5.00 

3.12 

0.0015 

0.0005 





































































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Older Alluvium 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Older Alluvium 


Gneisses(B.G.C) 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Older Alluvium 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Older Alluvium 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Older Alluvium 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

17.55 

80 

62.45 

5.00 

3.12 

0.0015 

0.0110 

15.32 

90 

74.68 

5.00 

3.73 

0.0015 

0.0691 

15.32 

65 

49.68 

20.00 

9.94 

0.0200 

0.0037 

15.32 

65 

49.68 

5.00 

2.48 

0.0015 

0.0000 

15.32 

65 

49.68 

5.00 

2.48 

0.0015 

0.0032 

15.33 

90 

74.67 

5.00 

3.73 

0.0015 

0.0254 

23.22 

70 

46.78 

20.00 

9.36 

0.0200 

2.6982 

16.28 

90 

73.72 

5.00 

3.69 

0.0015 

0.0085 

16.28 

65 

48.72 

20.00 

9.74 

0.0200 

0.7157 

16.28 

65 

48.72 

15.00 

7.31 

0.0200 

0.3038 

15.79 

70 

54.21 

20.00 

10.84 

0.0200 

0.9268 

15.65 

70 

54.35 

20.00 

10.87 

0.0200 

0.2739 

12.97 

65 

52.03 

20.00 

10.41 

0.0200 

1.0311 

12.97 

65 

52.03 

15.00 

7.81 

0.0200 

0.0000 

21.88 

70 

48.12 

20.00 

9.62 

0.0200 

0.8061 

39.74 

80 

40.26 

20.00 

8.05 

0.0250 

4.0820 

16.55 

60 

43.45 

20.00 

8.69 

0.0150 

0.1137 

15.02 

65 

49.98 

20.00 

10.00 

0.0200 

0.1348 

15.02 

90 

74.98 

5.00 

3.75 

0.0015 

0.0270 

13.31 

90 

76.69 

4.00 

3.07 

0.0015 

0.0264 

13.31 

90 

76.69 

4.00 

3.07 

0.0015 

0.0207 

14.79 

80 

65.21 

5.00 

3.26 

0.0015 

0.0687 

23.57 

60 

36.43 

20.00 

7.29 

0.0250 

0.1333 

23.57 

80 

56.43 

5.00 

2.82 

0.0015 

0.0189 

17.65 

60 

42.35 

20.00 

8.47 

0.0150 

0.1395 

15.50 

50 

34.50 

5.00 

1.72 

0.0150 

0.1102 

17.30 

60 

42.70 

20.00 

8.54 

0.0150 

0.6756 

9.63 

80 

70.37 

4.00 

2.81 

0.0015 

0.0117 

17.15 

80 

62.85 

5.00 

3.14 

0.0015 

0.0120 

18.35 

80 

61.65 

4.00 

2.47 

0.0015 

0.0191 

14.33 

90 

75.67 

4.00 

3.03 

0.0015 

0.0108 

15.46 

50 

34.54 

5.00 

1.73 

0.0015 

0.0006 

11.96 

80 

68.04 

4.00 

2.72 

0.0015 

0.0693 

11.96 

80 

68.04 

4.00 

2.72 

0.0015 

0.0752 

13.44 

90 

76.56 

4.00 

3.06 

0.0015 

0.0007 

13.44 

90 

76.56 

5.00 

3.83 

0.0015 

0.0332 

11.46 

90 

78.54 

5.00 

3.93 

0.0015 

0.0085 

11.46 

50 

38.54 

5.00 

1.93 

0.0015 

0.0025 

16.28 

90 

73.72 

5.00 

3.69 

0.0015 

0.0000 

11.02 

90 

78.98 

4.00 

3.16 

0.0015 

0.1016 

11.99 

90 

78.01 

4.00 

3.12 

0.0015 

0.0434 

11.99 

90 

78.01 

5.00 

3.90 

0.0015 

0.0023 

11.99 

90 

78.01 

4.00 

3.12 

0.0015 

0.0076 

15.42 

50 

34.58 

5.00 

1.73 

0.0150 

0.0975 

15.42 

50 

34.58 

5.00 

1.73 

0.0015 

0.0010 

16.11 

80 

63.89 

5.00 

3.19 

0.0015 

0.0010 

16.11 

80 

63.89 

5.00 

3.19 

0.0015 

0.0148 

14.47 

60 

45.53 

20.00 

9.11 

0.0150 

0.4375 

9.12 

80 

70.88 

5.00 

3.54 

0.0015 

0.0028 

9.12 

80 

70.88 

5.00 

3.54 

0.0015 

0.0200 

15.32 

80 

64.69 

4.00 

2.59 

0.0015 

0.0191 

18.62 

60 

41.38 

20.00 

8.28 

0.0150 

0.7901 

13.75 

80 

66.25 

4.00 

2.65 

0.0015 

0.1418 

11.66 

90 

78.34 

5.00 

3.92 

0.0015 

0.0000 

11.66 

90 

78.34 

4.00 

3.13 

0.0015 

0.0040 















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Older Alluvium 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Gneisses(B.G.C) 


Older Alluvium 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Older Alluvium 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.66 

90 

78.34 

5.00 

3.92 

0.0015 

0.0135 

11.69 

90 

78.31 

4.00 

3.13 

0.0015 

0.0302 

13.05 

80 

66.95 

4.00 

2.68 

0.0015 

0.0380 

14.41 

90 

75.59 

5.00 

3.78 

0.0015 

0.0000 

14.41 

90 

75.59 

5.00 

3.78 

0.0015 

0.0028 

12.09 

60 

47.91 

20.00 

9.58 

0.0150 

0.1180 

12.09 

90 

77.91 

5.00 

3.90 

0.0015 

0.0184 

11.73 

80 

68.27 

5.00 

3.41 

0.0015 

0.0072 

11.73 

80 

68.27 

5.00 

3.41 

0.0015 

0.0087 

17.82 

60 

42.18 

20.00 

8.44 

0.0150 

0.0573 

13.49 

90 

76.51 

5.00 

3.83 

0.0015 

0.0095 

17.79 

60 

42.21 

20.00 

8.44 

0.0150 

0.1696 

17.80 

60 

42.20 

20.00 

8.44 

0.0150 

0.1047 

13.79 

90 

76.22 

5.00 

3.81 

0.0015 

0.0042 

17.81 

60 

42.19 

20.00 

8.44 

0.0150 

0.2059 

18.12 

80 

61.88 

4.00 

2.48 

0.0015 

0.0476 

11.55 

90 

78.45 

4.00 

3.14 

0.0015 

0.0775 

25.08 

80 

54.92 

5.00 

2.75 

0.0015 

0.0011 

25.08 

80 

54.92 

5.00 

2.75 

0.0015 

0.0037 

15.50 

65 

49.50 

20.00 

9.90 

0.0200 

2.7785 

16.35 

60 

43.65 

20.00 

8.73 

0.0150 

0.8946 

15.14 

50 

34.86 

20.00 

6.97 

0.0150 

0.0000 

15.14 

90 

74.86 

5.00 

3.74 

0.0015 

0.0003 

15.14 

50 

34.86 

5.00 

1.74 

0.0150 

0.0001 

15.14 

50 

34.86 

5.00 

1.74 

0.0015 

0.0140 

14.95 

80 

65.05 

4.00 

2.60 

0.0015 

0.0094 

10.41 

80 

69.59 

4.00 

2.78 

0.0015 

0.0296 

12.03 

90 

77.97 

5.00 

3.90 

0.0015 

0.0111 

12.03 

50 

37.97 

5.00 

1.90 

0.0015 

0.0069 

13.58 

80 

66.42 

5.00 

3.32 

0.0015 

0.0421 

17.76 

60 

42.24 

20.00 

8.45 

0.0150 

0.2902 

17.58 

80 

62.42 

5.00 

3.12 

0.0015 

0.0006 

25.06 

80 

54.94 

5.00 

2.75 

0.0015 

0.0037 

13.11 

80 

66.89 

4.00 

2.68 

0.0015 

0.0681 

13.11 

80 

66.89 

4.00 

2.68 

0.0015 

0.0413 

12.84 

65 

52.16 

20.00 

10.43 

0.0200 

0.3306 

16.15 

65 

48.85 

20.00 

9.77 

0.0200 

0.9690 

16.15 

90 

73.85 

5.00 

3.69 

0.0015 

0.0090 

16.15 

65 

48.85 

15.00 

7.33 

0.0200 

0.0228 

14.69 

80 

65.31 

4.00 

2.61 

0.0015 

0.0197 

18.69 

60 

41.31 

20.00 

8.26 

0.0150 

0.0834 

23.14 

80 

56.86 

5.00 

2.84 

0.0015 

0.0013 

11.99 

80 

68.01 

4.00 

2.72 

0.0015 

0.0072 

14.91 

80 

65.09 

4.00 

2.60 

0.0015 

0.0563 

20.05 

80 

59.95 

4.00 

2.40 

0.0015 

0.0035 

24.49 

80 

55.51 

5.00 

2.78 

0.0015 

0.0094 

24.49 

80 

55.51 

5.00 

2.78 

0.0015 

0.0571 

24.49 

60 

35.51 

20.00 

7.10 

0.0250 

0.0360 

18.55 

80 

61.45 

5.00 

3.07 

0.0015 

0.0383 

18.55 

80 

61.45 

5.00 

3.07 

0.0015 

0.0057 

13.87 

65 

51.13 

5.00 

2.56 

0.0015 

0.0002 

13.87 

65 

51.13 

5.00 

2.56 

0.0015 

0.0063 

15.71 

65 

49.29 

20.00 

9.86 

0.0200 

0.0642 

15.71 

90 

74.29 

5.00 

3.71 

0.0015 

0.0001 

15.71 

65 

49.29 

15.00 

7.39 

0.0200 

0.6300 
















































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Older Alluvium 


Gneisses(B.G.C) 


Older Alluvium 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

15.71 

65 

49.29 

5.00 

2.46 

0.0015 

0.0000 

18.13 

90 

71.87 

5.00 

3.59 

0.0015 

0.0001 

21.08 

80 

58.92 

5.00 

2.95 

0.0015 

0.0215 

12.75 

90 

77.25 

5.00 

3.86 

0.0015 

0.0328 

12.75 

90 

77.25 

5.00 

3.86 

0.0015 

0.0109 

15.97 

90 

74.03 

5.00 

3.70 

0.0015 

0.0080 

15.97 

90 

74.03 

5.00 

3.70 

0.0015 

0.0130 

17.92 

80 

62.08 

5.00 

3.10 

0.0015 

0.0127 

18.83 

80 

61.17 

5.00 

3.06 

0.0015 

0.0000 

13.38 

80 

66.62 

5.00 

3.33 

0.0015 

0.0036 

13.38 

80 

66.62 

5.00 

3.33 

0.0015 

0.0001 

22.94 

80 

57.06 

5.00 

2.85 

0.0015 

0.0242 

11.33 

90 

78.67 

4.00 

3.15 

0.0015 

0.0052 

17.81 

90 

72.19 

5.00 

3.61 

0.0015 

0.1223 

17.81 

90 

72.19 

5.00 

3.61 

0.0015 

0.0009 

17.81 

65 

47.19 

5.00 

2.36 

0.0015 

0.0013 

17.81 

65 

47.19 

5.00 

2.36 

0.0015 

0.0037 

16.26 

90 

73.74 

5.00 

3.69 

0.0015 

0.0078 

16.27 

65 

48.73 

20.00 

9.75 

0.0200 

1.3778 

16.27 

90 

73.73 

5.00 

3.69 

0.0015 

0.0314 

16.27 

65 

48.73 

5.00 

2.44 

0.0015 

0.0000 

15.10 

90 

74.90 

5.00 

3.75 

0.0015 

0.0105 

15.10 

65 

49.90 

5.00 

2.50 

0.0015 

0.0000 

14.39 

80 

65.61 

5.00 

3.28 

0.0015 

0.0221 

14.39 

80 

65.61 

5.00 

3.28 

0.0015 

0.0016 

15.63 

90 

74.37 

5.00 

3.72 

0.0015 

0.0043 

15.63 

65 

49.37 

5.00 

2.47 

0.0015 

0.0000 

21.94 

80 

58.06 

5.00 

2.90 

0.0015 

0.0031 

16.81 

60 

43.19 

20.00 

8.64 

0.0150 

0.2483 

16.81 

60 

43.19 

5.00 

2.16 

0.0150 

0.0473 

15.82 

90 

74.18 

5.00 

3.71 

0.0015 

0.1079 

15.82 

65 

49.18 

5.00 

2.46 

0.0015 

0.0239 

15.82 

65 

49.18 

5.00 

2.46 

0.0015 

0.0750 

15.82 

65 

49.18 

5.00 

2.46 

0.0015 

0.0081 

12.79 

90 

77.21 

5.00 

3.86 

0.0015 

0.0644 

12.79 

90 

77.21 

5.00 

3.86 

0.0015 

0.0221 

9.94 

80 

70.06 

5.00 

3.50 

0.0015 

0.0001 

9.94 

80 

70.06 

5.00 

3.50 

0.0015 

0.0038 

14.40 

90 

75.60 

5.00 

3.78 

0.0015 

0.0331 

14.40 

90 

75.60 

5.00 

3.78 

0.0015 

0.0003 

14.40 

65 

50.60 

5.00 

2.53 

0.0015 

0.0106 

14.40 

65 

50.60 

5.00 

2.53 

0.0015 

0.0000 

18.04 

60 

41.96 

20.00 

8.39 

0.0150 

0.5754 

14.27 

80 

65.73 

4.00 

2.63 

0.0015 

0.0342 

29.84 

60 

30.16 

20.00 

6.03 

0.0150 

0.1135 

10.93 

80 

69.07 

4.00 

2.76 

0.0015 

0.0343 

13.03 

90 

76.97 

5.00 

3.85 

0.0015 

0.0329 

13.03 

90 

76.97 

5.00 

3.85 

0.0015 

0.0020 

16.47 

60 

43.53 

20.00 

8.71 

0.0150 

0.2716 

16.47 

60 

43.53 

5.00 

2.18 

0.0150 

0.0870 

13.80 

80 

66.20 

4.00 

2.65 

0.0015 

0.0274 

21.26 

80 

58.74 

4.00 

2.35 

0.0015 

0.1127 

14.90 

90 

75.10 

5.00 

3.75 

0.0015 

0.0000 

14.90 

65 

50.10 

5.00 

2.50 

0.0015 

0.0059 

14.90 

65 

50.10 

5.00 

2.50 

0.0015 

0.0170 

























































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Gneisses(B.G.C) 


Older Alluvium 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Older Alluvium 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Older Alluvium 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

21.17 

60 

38.83 

20.00 

7.77 

0.0150 

0.1275 

14.54 

80 

65.46 

4.00 

2.62 

0.0015 

0.0426 

18.24 

60 

41.76 

20.00 

8.35 

0.0150 

0.6043 

14.66 

80 

65.34 

4.00 

2.61 

0.0015 

0.0053 

14.66 

80 

65.34 

4.00 

2.61 

0.0015 

0.0027 

15.32 

90 

74.68 

5.00 

3.73 

0.0015 

0.0040 

8.92 

80 

71.08 

5.00 

3.55 

0.0015 

0.0051 

8.92 

80 

71.08 

5.00 

3.55 

0.0015 

0.0032 

13.10 

90 

76.90 

5.00 

3.85 

0.0015 

0.0292 

22.56 

80 

57.44 

5.00 

2.87 

0.0015 

0.0207 

11.57 

80 

68.43 

4.00 

2.74 

0.0015 

0.0735 

17.07 

80 

62.93 

4.00 

2.52 

0.0015 

0.0536 

11.88 

90 

78.12 

4.00 

3.12 

0.0015 

0.0109 

11.88 

90 

78.12 

5.00 

3.91 

0.0015 

0.0122 

11.66 

90 

78.34 

4.00 

3.13 

0.0015 

0.0579 

23.29 

80 

56.71 

5.00 

2.84 

0.0015 

0.0235 

23.29 

80 

56.71 

5.00 

2.84 

0.0015 

0.0092 

12.02 

80 

67.98 

5.00 

3.40 

0.0015 

0.0972 

24.35 

80 

55.65 

4.00 

2.23 

0.0015 

0.0037 

8.09 

80 

71.91 

5.00 

3.60 

0.0015 

0.0052 

8.09 

80 

71.91 

5.00 

3.60 

0.0015 

0.0045 

13.74 

80 

66.26 

4.00 

2.65 

0.0015 

0.0063 

11.17 

80 

68.83 

4.00 

2.75 

0.0015 

0.0447 

14.04 

90 

75.96 

5.00 

3.80 

0.0015 

0.0317 

13.12 

90 

76.88 

5.00 

3.84 

0.0015 

0.0127 

13.12 

65 

51.88 

5.00 

2.59 

0.0015 

0.0057 

17.17 

90 

72.83 

5.00 

3.64 

0.0015 

0.0122 

17.17 

65 

47.83 

5.00 

2.39 

0.0015 

0.0214 

17.17 

65 

47.83 

15.00 

7.17 

0.0200 

0.1020 

9.94 

90 

80.06 

5.00 

4.00 

0.0015 

0.0423 

13.33 

80 

66.67 

5.00 

3.33 

0.0015 

0.0273 

13.33 

80 

66.67 

5.00 

3.33 

0.0015 

0.0005 

18.68 

80 

61.32 

5.00 

3.07 

0.0015 

0.0146 

18.68 

80 

61.32 

5.00 

3.07 

0.0015 

0.0004 

11.66 

90 

78.34 

4.00 

3.13 

0.0015 

0.0042 

11.66 

90 

78.34 

4.00 

3.13 

0.0015 

0.0223 

13.83 

65 

51.17 

20.00 

10.23 

0.0200 

0.0109 

13.60 

65 

51.40 

5.00 

2.57 

0.0015 

0.0107 

13.60 

65 

51.40 

5.00 

2.57 

0.0015 

0.0153 

12.16 

90 

77.84 

5.00 

3.89 

0.0015 

0.0196 

12.16 

90 

77.84 

5.00 

3.89 

0.0015 

0.0038 

12.68 

80 

67.32 

5.00 

3.37 

0.0015 

0.0294 

12.26 

80 

67.74 

5.00 

3.39 

0.0015 

0.0784 

12.39 

80 

67.61 

4.00 

2.70 

0.0015 

0.0328 

13.64 

80 

66.36 

4.00 

2.65 

0.0015 

0.0259 

14.97 

80 

65.03 

5.00 

3.25 

0.0015 

0.0193 

10.60 

80 

69.40 

5.00 

3.47 

0.0015 

0.0066 

10.60 

80 

69.40 

5.00 

3.47 

0.0015 

0.0119 

12.97 

80 

67.03 

4.00 

2.68 

0.0015 

0.0094 

11.87 

90 

78.13 

5.00 

3.91 

0.0015 

0.0054 

11.87 

90 

78.13 

5.00 

3.91 

0.0015 

0.0001 

11.87 

90 

78.13 

5.00 

3.91 

0.0015 

0.0068 

11.87 

65 

53.13 

5.00 

2.66 

0.0015 

0.0003 

11.87 

65 

53.13 

5.00 

2.66 

0.0015 

0.0026 

15.98 

50 

34.02 

5.00 

1.70 

0.0150 

0.0773 















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Older Alluvium 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Gneisses(B.G.C.) 


Older Alluvium 


Older Alluvium 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

16.81 

80 

63.19 

5.00 

3.16 

0.0015 

0.0392 

16.81 

80 

63.19 

5.00 

3.16 

0.0015 

0.0002 

17.80 

80 

62.20 

5.00 

3.11 

0.0015 

0.0285 

13.82 

90 

76.18 

5.00 

3.81 

0.0015 

0.0001 

13.82 

90 

76.18 

5.00 

3.81 

0.0015 

0.0234 

11.85 

90 

78.15 

5.00 

3.91 

0.0015 

0.0216 

11.85 

65 

53.15 

5.00 

2.66 

0.0015 

0.0031 

11.85 

65 

53.15 

5.00 

2.66 

0.0015 

0.0096 

18.76 

80 

61.24 

5.00 

3.06 

0.0015 

0.0037 

18.76 

80 

61.24 

5.00 

3.06 

0.0015 

0.0545 

22.43 

80 

57.57 

4.00 

2.30 

0.0015 

0.0152 

13.66 

90 

76.34 

5.00 

3.82 

0.0015 

0.0122 

13.66 

65 

51.34 

5.00 

2.57 

0.0015 

0.0007 

11.96 

80 

68.04 

4.00 

2.72 

0.0015 

0.0268 

16.38 

80 

63.62 

4.00 

2.54 

0.0015 

0.0003 

16.38 

80 

63.62 

4.00 

2.54 

0.0015 

0.0006 

19.86 

80 

60.14 

4.00 

2.41 

0.0015 

0.0091 

20.96 

80 

59.04 

4.00 

2.36 

0.0015 

0.0089 

11.65 

80 

68.35 

5.00 

3.42 

0.0015 

0.0022 

11.65 

65 

53.35 

5.00 

2.67 

0.0015 

0.0010 

32.30 

60 

27.70 

20.00 

5.54 

0.0150 

0.0001 

11.89 

90 

78.11 

4.00 

3.12 

0.0015 

0.0088 

9.49 

90 

80.51 

4.00 

3.22 

0.0015 

0.0214 

9.49 

90 

80.51 

4.00 

3.22 

0.0015 

0.0271 

11.87 

90 

78.13 

5.00 

3.91 

0.0015 

0.0133 

11.87 

90 

78.13 

5.00 

3.91 

0.0015 

0.0000 

11.87 

65 

53.13 

5.00 

2.66 

0.0015 

0.0008 

11.87 

65 

53.13 

5.00 

2.66 

0.0015 

0.0000 

11.43 

90 

78.57 

5.00 

3.93 

0.0015 

0.0048 

15.63 

80 

64.37 

5.00 

3.22 

0.0015 

0.0144 

15.63 

80 

64.37 

5.00 

3.22 

0.0015 

0.0181 

12.44 

90 

77.56 

5.00 

3.88 

0.0015 

0.0221 

12.44 

90 

77.56 

5.00 

3.88 

0.0015 

0.0136 

12.44 

90 

77.56 

5.00 

3.88 

0.0015 

0.0009 

12.44 

65 

52.56 

5.00 

2.63 

0.0015 

0.0017 

12.44 

65 

52.56 

5.00 

2.63 

0.0015 

0.0007 

15.87 

50 

34.13 

5.00 

1.71 

0.0015 

0.0026 

16.66 

65 

48.34 

15.00 

7.25 

0.0200 

0.5382 

16.43 

65 

48.57 

15.00 

7.29 

0.0200 

0.1185 

11.84 

90 

78.16 

5.00 

3.91 

0.0015 

0.0284 

12.83 

80 

67.17 

5.00 

3.36 

0.0015 

0.0381 

14.74 

65 

50.26 

20.00 

10.05 

0.0200 

2.0950 

18.80 

60 

41.20 

20.00 

8.24 

0.0150 

0.0222 

11.02 

90 

78.98 

4.00 

3.16 

0.0015 

0.0155 

11.02 

90 

78.98 

4.00 

3.16 

0.0015 

0.0205 

15.57 

50 

34.43 

5.00 

1.72 

0.0150 

0.0155 

15.57 

50 

34.43 

5.00 

1.72 

0.0015 

0.0046 

15.64 

50 

34.36 

5.00 

1.72 

0.0015 

0.0014 

9.72 

80 

70.28 

4.00 

2.81 

0.0015 

0.0162 

11.75 

80 

68.25 

5.00 

3.41 

0.0015 

0.0348 

11.75 

65 

53.25 

5.00 

2.66 

0.0015 

0.0025 

14.39 

65 

50.61 

5.00 

2.53 

0.0015 

0.0010 

14.39 

65 

50.61 

5.00 

2.53 

0.0015 

0.0060 

18.06 

60 

41.94 

20.00 

8.39 

0.0150 

0.6893 

17.52 

60 

42.48 

20.00 

8.50 

0.0150 

0.4079 









































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Gneisses(B.G.C) 


Older Alluvium 


Gneisses(B.G.C) 


Older Alluvium 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Older Alluvium 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Older Alluvium 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

14.27 

65 

50.73 

5.00 

2.54 

0.0015 

0.0148 

14.27 

65 

50.73 

5.00 

2.54 

0.0015 

0.0095 

24.43 

80 

55.57 

5.00 

2.78 

0.0015 

0.0096 

14.74 

65 

50.26 

20.00 

10.05 

0.0200 

1.5169 

13.44 

65 

51.56 

20.00 

10.31 

0.0200 

0.0504 

25.72 

60 

34.28 

20.00 

6.86 

0.0150 

0.1858 

17.32 

60 

42.68 

20.00 

8.54 

0.0150 

0.8345 

17.32 

60 

42.68 

5.00 

2.13 

0.0150 

0.0840 

14.63 

65 

50.37 

20.00 

10.07 

0.0200 

0.3486 

12.07 

80 

67.93 

4.00 

2.72 

0.0015 

0.0129 

18.71 

60 

41.29 

20.00 

8.26 

0.0150 

0.2833 

22.79 

80 

57.21 

4.00 

2.29 

0.0015 

0.0088 

17.19 

60 

42.81 

20.00 

8.56 

0.0150 

0.0499 

17.19 

90 

72.81 

5.00 

3.64 

0.0015 

0.0003 

21.69 

80 

58.31 

5.00 

2.92 

0.0015 

0.0047 

21.69 

80 

58.31 

5.00 

2.92 

0.0015 

0.0110 

11.56 

80 

68.44 

5.00 

3.42 

0.0015 

0.0546 

14.00 

90 

76.00 

4.00 

3.04 

0.0015 

0.0012 

19.34 

80 

60.66 

4.00 

2.43 

0.0015 

0.0417 

15.23 

80 

64.77 

5.00 

3.24 

0.0015 

0.0332 

11.38 

80 

68.62 

5.00 

3.43 

0.0015 

0.0167 

13.50 

80 

66.50 

5.00 

3.32 

0.0015 

0.0245 

13.50 

80 

66.50 

5.00 

3.32 

0.0015 

0.0003 

13.47 

80 

66.53 

4.00 

2.66 

0.0015 

0.0353 

11.61 

80 

68.39 

5.00 

3.42 

0.0015 

0.0196 

12.09 

80 

67.91 

4.00 

2.72 

0.0015 

0.0053 

12.09 

80 

67.91 

4.00 

2.72 

0.0015 

0.0015 

15.45 

60 

44.55 

20.00 

8.91 

0.0150 

0.0464 

15.45 

90 

74.55 

5.00 

3.73 

0.0015 

0.0074 

14.43 

90 

75.57 

5.00 

3.78 

0.0015 

0.0011 

14.43 

90 

75.57 

5.00 

3.78 

0.0015 

0.0004 

14.43 

65 

50.57 

5.00 

2.53 

0.0015 

0.0072 

14.43 

65 

50.57 

5.00 

2.53 

0.0015 

0.0000 

13.86 

65 

51.14 

5.00 

2.56 

0.0015 

0.0120 

18.60 

60 

41.40 

20.00 

8.28 

0.0150 

0.2193 

17.15 

80 

62.85 

5.00 

3.14 

0.0015 

0.0002 

11.02 

90 

78.98 

5.00 

3.95 

0.0015 

0.0184 

11.02 

50 

38.98 

5.00 

1.95 

0.0015 

0.0032 

14.58 

80 

65.42 

4.00 

2.62 

0.0015 

0.0714 

15.57 

80 

64.43 

4.00 

2.58 

0.0015 

0.0101 

15.57 

80 

64.43 

4.00 

2.58 

0.0015 

0.0013 

24.00 

80 

56.00 

5.00 

2.80 

0.0015 

0.0042 

24.00 

80 

56.00 

5.00 

2.80 

0.0015 

0.0119 

23.25 

80 

56.75 

4.00 

2.27 

0.0015 

0.0005 

12.85 

80 

67.15 

4.00 

2.69 

0.0015 

0.0546 

21.57 

60 

38.43 

20.00 

7.69 

0.0150 

0.0014 

13.74 

90 

76.26 

5.00 

3.81 

0.0015 

0.0003 

13.74 

65 

51.26 

5.00 

2.56 

0.0015 

0.0101 

16.39 

80 

63.61 

5.00 

3.18 

0.0015 

0.0047 

16.39 

80 

63.61 

5.00 

3.18 

0.0015 

0.0013 

14.49 

65 

50.51 

20.00 

10.10 

0.0200 

0.7099 

14.38 

80 

65.62 

4.00 

2.62 

0.0015 

0.0234 

12.51 

90 

77.49 

4.00 

3.10 

0.0015 

0.0008 

9.60 

80 

70.40 

5.00 

3.52 

0.0015 

0.0201 

9.60 

80 

70.40 

5.00 

3.52 

0.0015 

0.0012 






















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Older Alluvium 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Older Alluvium 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Older Alluvium 


Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.53 

60 

47.47 

20.00 

9.49 

0.0150 

0.0147 

12.53 

90 

77.47 

5.00 

3.87 

0.0015 

0.0029 

15.85 

80 

64.15 

5.00 

3.21 

0.0015 

0.0319 

15.85 

80 

64.15 

5.00 

3.21 

0.0015 

0.0005 

28.38 

80 

51.62 

4.00 

2.06 

0.0015 

0.0003 

11.19 

80 

68.81 

5.00 

3.44 

0.0015 

0.0032 

11.19 

80 

68.81 

5.00 

3.44 

0.0015 

0.0081 

12.31 

90 

77.69 

5.00 

3.88 

0.0015 

0.0001 

12.31 

90 

77.69 

5.00 

3.88 

0.0015 

0.0424 

12.31 

90 

77.69 

5.00 

3.88 

0.0015 

0.0000 

12.31 

90 

77.69 

5.00 

3.88 

0.0015 

0.0105 

22.97 

80 

57.03 

4.00 

2.28 

0.0015 

0.1545 

22.97 

90 

67.03 

5.00 

3.35 

0.0015 

0.0187 

22.97 

80 

57.03 

4.00 

2.28 

0.0015 

0.0146 

24.13 

90 

65.87 

5.00 

3.29 

0.0015 

0.0015 

18.13 

80 

61.87 

5.00 

3.09 

0.0015 

0.0180 

18.13 

80 

61.87 

5.00 

3.09 

0.0015 

0.0001 

13.65 

90 

76.35 

5.00 

3.82 

0.0015 

0.0266 

12.27 

90 

77.73 

5.00 

3.89 

0.0015 

0.0055 

12.27 

90 

77.73 

5.00 

3.89 

0.0015 

0.0386 

12.27 

90 

77.73 

5.00 

3.89 

0.0015 

0.0015 

12.27 

90 

77.73 

5.00 

3.89 

0.0015 

0.0225 

12.27 

65 

52.73 

5.00 

2.64 

0.0015 

0.0007 

12.27 

65 

52.73 

5.00 

2.64 

0.0015 

0.0002 

12.27 

65 

52.73 

5.00 

2.64 

0.0015 

0.0009 

10.33 

90 

79.67 

4.00 

3.19 

0.0015 

0.0278 

10.97 

90 

79.03 

4.00 

3.16 

0.0015 

0.0500 

10.97 

90 

79.03 

4.00 

3.16 

0.0015 

0.0200 

11.84 

90 

78.16 

5.00 

3.91 

0.0015 

0.0489 

13.41 

90 

76.59 

5.00 

3.83 

0.0015 

0.0303 

13.41 

65 

51.59 

5.00 

2.58 

0.0015 

0.0001 

17.67 

80 

62.33 

4.00 

2.49 

0.0015 

0.1107 

17.67 

80 

62.33 

4.00 

2.49 

0.0015 

0.0027 

11.17 

80 

68.83 

5.00 

3.44 

0.0015 

0.0625 

12.31 

90 

77.69 

4.00 

3.11 

0.0015 

0.0178 

20.25 

65 

44.75 

5.00 

2.24 

0.0015 

0.0087 

20.25 

65 

44.75 

5.00 

2.24 

0.0015 

0.0475 

18.37 

60 

41.63 

20.00 

8.33 

0.0150 

0.6478 

18.07 

80 

61.93 

5.00 

3.10 

0.0015 

0.0527 

18.07 

80 

61.93 

5.00 

3.10 

0.0015 

0.0195 

14.48 

65 

50.52 

5.00 

2.53 

0.0015 

0.0191 

11.65 

90 

78.35 

4.00 

3.13 

0.0015 

0.0425 

10.81 

90 

79.19 

4.00 

3.17 

0.0015 

0.0145 

10.81 

90 

79.19 

4.00 

3.17 

0.0015 

0.0001 

16.73 

80 

63.27 

5.00 

3.16 

0.0015 

0.0045 

14.65 

90 

75.35 

5.00 

3.77 

0.0015 

0.0099 

14.65 

65 

50.35 

20.00 

10.07 

0.0200 

1.7334 

15.40 

65 

49.60 

5.00 

2.48 

0.0015 

0.0116 

15.40 

65 

49.60 

5.00 

2.48 

0.0015 

0.0019 

14.34 

90 

75.66 

5.00 

3.78 

0.0015 

0.0158 

14.55 

80 

65.45 

5.00 

3.27 

0.0015 

0.0331 

15.17 

80 

64.83 

5.00 

3.24 

0.0015 

0.0120 

26.25 

80 

53.75 

5.00 

2.69 

0.0015 

0.0014 

26.25 

60 

33.75 

20.00 

6.75 

0.0250 

0.1062 

13.69 

80 

66.31 

4.00 

2.65 

0.0015 

0.0542 

























































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Older Alluvium 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Older Alluvium 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Older Alluvium 


Gneisses(B.G.C.) 


Older Alluvium 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.88 

90 

78.12 

4.00 

3.12 

0.0015 

0.0369 

11.88 

90 

78.12 

4.00 

3.12 

0.0015 

0.0183 

13.07 

90 

76.93 

5.00 

3.85 

0.0015 

0.0252 

13.07 

65 

51.93 

5.00 

2.60 

0.0015 

0.0000 

12.80 

90 

77.20 

5.00 

3.86 

0.0015 

0.0437 

12.80 

90 

77.20 

5.00 

3.86 

0.0015 

0.0142 

12.80 

65 

52.20 

5.00 

2.61 

0.0015 

0.0031 

13.27 

90 

76.73 

5.00 

3.84 

0.0015 

0.0304 

13.27 

90 

76.73 

5.00 

3.84 

0.0015 

0.0278 

13.27 

90 

76.73 

5.00 

3.84 

0.0015 

0.0143 

13.27 

90 

76.73 

5.00 

3.84 

0.0015 

0.0038 

17.69 

80 

62.31 

4.00 

2.49 

0.0015 

0.0136 

24.44 

80 

55.56 

4.00 

2.22 

0.0015 

0.0020 

14.19 

65 

50.81 

20.00 

10.16 

0.0200 

1.3901 

14.19 

65 

50.81 

15.00 

7.62 

0.0200 

0.2064 

14.19 

65 

50.81 

5.00 

2.54 

0.0015 

0.0019 

10.07 

80 

69.93 

5.00 

3.50 

0.0015 

0.0251 

10.07 

80 

69.93 

5.00 

3.50 

0.0015 

0.0388 

17.57 

60 

42.43 

20.00 

8.49 

0.0150 

0.2699 

16.34 

80 

63.66 

5.00 

3.18 

0.0015 

0.0186 

16.48 

80 

63.52 

5.00 

3.18 

0.0015 

0.0149 

16.48 

80 

63.52 

5.00 

3.18 

0.0015 

0.1885 

16.48 

80 

63.52 

5.00 

3.18 

0.0015 

0.0497 

19.19 

80 

60.81 

5.00 

3.04 

0.0015 

0.0168 

19.19 

80 

60.81 

5.00 

3.04 

0.0015 

0.0075 

14.83 

90 

75.17 

5.00 

3.76 

0.0015 

0.0001 

14.83 

65 

50.17 

5.00 

2.51 

0.0015 

0.0501 

14.83 

65 

50.17 

5.00 

2.51 

0.0015 

0.0068 

15.93 

50 

34.07 

5.00 

1.70 

0.0150 

0.1397 

13.94 

90 

76.06 

5.00 

3.80 

0.0015 

0.0259 

13.94 

65 

51.06 

5.00 

2.55 

0.0015 

0.0000 

14.69 

65 

50.31 

20.00 

10.06 

0.0200 

1.4839 

20.77 

80 

59.23 

5.00 

2.96 

0.0015 

0.0264 

20.77 

80 

59.23 

5.00 

2.96 

0.0015 

0.0171 

17.53 

80 

62.47 

4.00 

2.50 

0.0015 

0.0300 

17.62 

80 

62.38 

4.00 

2.50 

0.0015 

0.0015 

13.64 

80 

66.36 

5.00 

3.32 

0.0015 

0.0091 

13.54 

90 

76.46 

5.00 

3.82 

0.0015 

0.0103 

21.84 

80 

58.16 

5.00 

2.91 

0.0015 

0.0222 

13.75 

80 

66.25 

4.00 

2.65 

0.0015 

0.0170 

16.75 

65 

48.25 

15.00 

7.24 

0.0200 

0.0719 

17.64 

80 

62.36 

4.00 

2.49 

0.0015 

0.0006 

16.81 

90 

73.19 

5.00 

3.66 

0.0015 

0.0151 

16.81 

65 

48.19 

20.00 

9.64 

0.0200 

0.4048 

16.81 

65 

48.19 

5.00 

2.41 

0.0015 

0.0006 

16.81 

65 

48.19 

15.00 

7.23 

0.0200 

0.0506 

9.01 

80 

70.99 

5.00 

3.55 

0.0015 

0.0109 

9.01 

80 

70.99 

5.00 

3.55 

0.0015 

0.0109 

10.56 

90 

79.44 

4.00 

3.18 

0.0015 

0.0558 

10.56 

90 

79.44 

4.00 

3.18 

0.0015 

0.0714 

11.50 

80 

68.50 

5.00 

3.43 

0.0015 

0.0112 

11.50 

65 

53.50 

5.00 

2.68 

0.0015 

0.0073 

15.71 

80 

64.29 

4.00 

2.57 

0.0015 

0.0294 

14.82 

90 

75.18 

5.00 

3.76 

0.0015 

0.0000 

14.82 

65 

50.18 

5.00 

2.51 

0.0015 

0.0404 




























































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Older Alluvium 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Older Alluvium 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Older Alluvium 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Older Alluvium 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Older Alluvium 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Older Alluvium 


Gneisses(B.G.C) 


Older Alluvium 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

17.53 

65 

47.47 

5.00 

2.37 

0.0015 

0.0072 

17.53 

65 

47.47 

5.00 

2.37 

0.0015 

0.0073 

13.61 

65 

51.39 

20.00 

10.28 

0.0200 

1.0069 

13.61 

90 

76.39 

5.00 

3.82 

0.0015 

0.0019 

24.23 

80 

55.77 

5.00 

2.79 

0.0015 

0.0002 

18.40 

80 

61.60 

4.00 

2.46 

0.0015 

0.0298 

13.15 

65 

51.85 

5.00 

2.59 

0.0015 

0.0397 

13.15 

65 

51.85 

5.00 

2.59 

0.0015 

0.0051 

33.00 

60 

27.00 

20.00 

5.40 

0.0150 

0.0990 

13.59 

80 

66.41 

4.00 

2.66 

0.0015 

0.0281 

13.80 

80 

66.20 

4.00 

2.65 

0.0015 

0.0239 

8.19 

80 

71.81 

5.00 

3.59 

0.0015 

0.0108 

15.98 

50 

34.02 

5.00 

1.70 

0.0150 

0.0919 

16.91 

90 

73.09 

5.00 

3.65 

0.0015 

0.0117 

14.86 

80 

65.14 

4.00 

2.61 

0.0015 

0.0125 

10.02 

90 

79.98 

4.00 

3.20 

0.0015 

0.0429 

10.02 

90 

79.98 

4.00 

3.20 

0.0015 

0.0857 

10.02 

90 

79.98 

5.00 

4.00 

0.0015 

0.0082 

22.97 

80 

57.03 

5.00 

2.85 

0.0015 

0.0403 

22.97 

60 

37.03 

20.00 

7.41 

0.0250 

0.6610 

22.97 

80 

57.03 

5.00 

2.85 

0.0015 

0.0047 

22.29 

60 

37.71 

20.00 

7.54 

0.0150 

0.4931 

15.86 

80 

64.14 

5.00 

3.21 

0.0015 

0.0125 

15.86 

80 

64.14 

5.00 

3.21 

0.0015 

0.0554 

13.03 

80 

66.97 

5.00 

3.35 

0.0015 

0.0171 

13.03 

80 

66.97 

5.00 

3.35 

0.0015 

0.0080 

19.69 

65 

45.31 

5.00 

2.27 

0.0015 

0.0001 

19.69 

65 

45.31 

5.00 

2.27 

0.0015 

0.0182 

13.41 

65 

51.59 

20.00 

10.32 

0.0200 

0.0453 

13.41 

90 

76.59 

5.00 

3.83 

0.0015 

0.0180 

18.35 

80 

61.65 

5.00 

3.08 

0.0015 

0.0032 

14.59 

90 

75.41 

4.00 

3.02 

0.0015 

0.0251 

14.59 

90 

75.41 

4.00 

3.02 

0.0015 

0.0199 

13.36 

65 

51.64 

20.00 

10.33 

0.0200 

0.0044 

13.36 

90 

76.64 

5.00 

3.83 

0.0015 

0.0143 

13.36 

65 

51.64 

5.00 

2.58 

0.0015 

0.0002 

13.55 

80 

66.45 

4.00 

2.66 

0.0015 

0.0480 

17.69 

60 

42.31 

20.00 

8.46 

0.0150 

0.0116 

12.67 

80 

67.33 

4.00 

2.69 

0.0015 

0.0170 

12.00 

90 

78.00 

5.00 

3.90 

0.0015 

0.0467 

19.32 

80 

60.68 

5.00 

3.03 

0.0015 

0.0002 

16.96 

90 

73.04 

5.00 

3.65 

0.0015 

0.1761 

16.96 

65 

48.04 

20.00 

9.61 

0.0200 

0.6365 

16.96 

65 

48.04 

5.00 

2.40 

0.0015 

0.0117 

16.96 

65 

48.04 

15.00 

7.21 

0.0200 

0.3737 

16.96 

65 

48.04 

5.00 

2.40 

0.0015 

0.0503 

13.61 

80 

66.39 

4.00 

2.66 

0.0015 

0.0097 

17.12 

90 

72.88 

5.00 

3.64 

0.0015 

0.0018 

17.12 

65 

47.88 

20.00 

9.58 

0.0200 

0.1072 

15.55 

50 

34.45 

5.00 

1.72 

0.0150 

0.0437 

15.55 

50 

34.45 

5.00 

1.72 

0.0015 

0.0051 

18.49 

60 

41.51 

20.00 

8.30 

0.0150 

0.3793 

13.24 

80 

66.76 

4.00 

2.67 

0.0015 

0.0240 

13.11 

80 

66.89 

5.00 

3.34 

0.0015 

0.1235 

11.97 

90 

78.03 

4.00 

3.12 

0.0015 

0.0026 




































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Older Alluvium 


Gneisses(B.G.C) 


Older Alluvium 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Older Alluvium 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.97 

90 

78.03 

5.00 

3.90 

0.0015 

0.0261 

11.97 

90 

78.03 

4.00 

3.12 

0.0015 

0.0040 

11.97 

90 

78.03 

5.00 

3.90 

0.0015 

0.0133 

11.70 

90 

78.30 

5.00 

3.92 

0.0015 

0.0017 

11.70 

90 

78.30 

5.00 

3.92 

0.0015 

0.0005 

11.70 

90 

78.30 

5.00 

3.92 

0.0015 

0.0157 

11.70 

90 

78.30 

4.00 

3.13 

0.0015 

0.0100 

11.70 

90 

78.30 

5.00 

3.92 

0.0015 

0.0223 

13.96 

90 

76.04 

5.00 

3.80 

0.0015 

0.0058 

13.96 

65 

51.04 

5.00 

2.55 

0.0015 

0.0073 

18.61 

60 

41.39 

20.00 

8.28 

0.0150 

0.1727 

15.42 

50 

34.58 

5.00 

1.73 

0.0150 

0.0013 

22.95 

80 

57.05 

5.00 

2.85 

0.0015 

0.0058 

21.25 

80 

58.75 

5.00 

2.94 

0.0015 

0.0279 

15.78 

90 

74.22 

5.00 

3.71 

0.0015 

0.0075 

15.78 

65 

49.22 

20.00 

9.84 

0.0200 

0.5229 

15.55 

90 

74.45 

5.00 

3.72 

0.0015 

0.0002 

15.55 

50 

34.45 

5.00 

1.72 

0.0150 

0.0000 

15.55 

50 

34.45 

5.00 

1.72 

0.0015 

0.0351 

11.11 

80 

68.89 

4.00 

2.76 

0.0015 

0.0214 

13.86 

80 

66.14 

5.00 

3.31 

0.0015 

0.0386 

13.86 

80 

66.14 

5.00 

3.31 

0.0015 

0.0003 

13.59 

65 

51.41 

20.00 

10.28 

0.0200 

0.1468 

13.59 

90 

76.41 

5.00 

3.82 

0.0015 

0.0023 

13.59 

65 

51.41 

15.00 

7.71 

0.0200 

0.0490 

13.59 

65 

51.41 

5.00 

2.57 

0.0015 

0.0159 

12.90 

80 

67.10 

5.00 

3.36 

0.0015 

0.0247 

11.53 

80 

68.47 

5.00 

3.42 

0.0015 

0.0138 

13.77 

80 

66.23 

5.00 

3.31 

0.0015 

0.0123 

13.77 

80 

66.23 

5.00 

3.31 

0.0015 

0.0003 

12.79 

90 

77.21 

5.00 

3.86 

0.0015 

0.0000 

12.79 

90 

77.21 

5.00 

3.86 

0.0015 

0.0083 

12.35 

60 

47.65 

20.00 

9.53 

0.0150 

0.2116 

12.35 

90 

77.65 

5.00 

3.88 

0.0015 

0.0461 

12.58 

90 

77.42 

5.00 

3.87 

0.0015 

0.0608 

12.58 

65 

52.42 

5.00 

2.62 

0.0015 

0.0000 

11.67 

80 

68.33 

5.00 

3.42 

0.0015 

0.0463 

20.75 

80 

59.25 

4.00 

2.37 

0.0015 

0.0363 

16.59 

65 

48.41 

20.00 

9.68 

0.0200 

0.0084 

16.59 

65 

48.41 

5.00 

2.42 

0.0015 

0.0003 

16.59 

65 

48.41 

15.00 

7.26 

0.0200 

0.5100 

11.26 

90 

78.74 

4.00 

3.15 

0.0015 

0.0531 

18.77 

80 

61.23 

5.00 

3.06 

0.0015 

0.0123 

18.77 

80 

61.23 

5.00 

3.06 

0.0015 

0.0107 

15.01 

80 

64.99 

4.00 

2.60 

0.0015 

0.0666 

18.49 

60 

41.51 

20.00 

8.30 

0.0150 

0.4159 

17.67 

80 

62.33 

5.00 

3.12 

0.0015 

0.0310 

14.63 

80 

65.37 

5.00 

3.27 

0.0015 

0.0053 

14.63 

80 

65.37 

5.00 

3.27 

0.0015 

0.0113 

11.80 

90 

78.20 

4.00 

3.13 

0.0015 

0.0099 

21.02 

80 

58.98 

5.00 

2.95 

0.0015 

0.0005 

21.02 

80 

58.98 

5.00 

2.95 

0.0015 

0.0672 

21.02 

80 

58.98 

5.00 

2.95 

0.0015 

0.0302 

16.32 

80 

63.68 

4.00 

2.55 

0.0015 

0.0250 

16.81 

90 

73.19 

5.00 

3.66 

0.0015 

0.0110 






















































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone (Fresh 
/ Saline) 



Shobhagpura 


Shri Daulatpura 


Shri Dayalpura 


Shri Govindpura 


Shri Jagpura 


Shri Kripalpura 


Shri Rampura Bas Harnoda 


Shri Vijaipura 


Shrirampura 


Shyosinghpura @ Basra 


Silora 


Sinroj 


Sirsya 


Sitapura 


Soda 


Soda Baori 


Sooraj Ka Khera 


Soorajpura 


Sooratpura 


Soorsagar Ambapura 


Sotwara 


Sultaniya 


Sunadiya 


Sunara 


Sunari 


Syah 


0822000302617200 


0822000302617500 


0822000302614200 


0822000302617400 


0822000302615000 


0822000302614700 


0822000102590700 


0822000302614800 


0812000601523300 


0812000601521600 


0821000102493300 


0821000102497400 


0812000701533500 


0822000102587400 


0822000102594500 


0822000102594900 


0822000302614900 


0822000302623100 


0821000102492400 


0822000102588200 


0822000102592100 


0812000701529200 


0812000601516800 


0822000302617000 


0822000302615400 


0822000102589500 


7.26 Fresh 


Saline 


21.72 Fresh 


9.71 Fresh 


1.41 Fresh 


2.29 Fresh 


1.26 Fresh 


2.34 Fresh 


1.95 Fresh 


1.08 Fresh 


3.05 Fresh 


1.71 Fresh 


4.60 Fresh 





12.59 Fresh 


8.17 Fresh 


12.93 Fresh 


4.71 Fresh 


3.28 Fresh 


13.50 Fresh 


Saline 


2.98 Fresh 


Tilokpura 


0821000102495400 


0821000602549700 


0822000302622000 


8.67 Fresh 


Saline 


11.98 Fresh 


23.95 Fresh 


2.12 Fresh 


Type of Area 

(Command / Non- Hydrogeological Unit 
command) 




Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Older Alluvium 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Older Alluvium 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Older Alluvium 


Older Alluvium 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

16.81 

65 

48.19 

20.00 

9.64 

0.0200 

0.8629 

9.55 

90 

80.45 

4.00 

3.22 

0.0015 

0.0050 

9.55 

90 

80.45 

4.00 

3.22 

0.0015 

0.0301 

8.74 

80 

71.26 

5.00 

3.56 

0.0015 

0.0867 

8.74 

80 

71.26 

5.00 

3.56 

0.0015 

0.0237 

17.26 

90 

72.74 

5.00 

3.64 

0.0015 

0.0002 

17.26 

90 

72.74 

5.00 

3.64 

0.0015 

0.0420 

17.83 

60 

42.17 

20.00 

8.43 

0.0150 

0.1783 

18.40 

60 

41.60 

20.00 

8.32 

0.0150 

0.2856 

11.38 

90 

78.62 

5.00 

3.93 

0.0015 

0.0039 

17.93 

60 

42.07 

20.00 

8.41 

0.0150 

0.2959 

17.59 

60 

42.41 

20.00 

8.48 

0.0150 

0.1782 

16.44 

60 

43.56 

20.00 

8.71 

0.0150 

0.0420 

16.44 

90 

73.56 

5.00 

3.68 

0.0015 

0.0029 

13.52 

65 

51.48 

5.00 

2.57 

0.0015 

0.0332 

13.52 

65 

51.48 

5.00 

2.57 

0.0015 

0.0196 

12.49 

90 

77.51 

5.00 

3.88 

0.0015 

0.0178 

15.75 

60 

44.25 

20.00 

8.85 

0.0150 

0.2268 

12.36 

80 

67.64 

5.00 

3.38 

0.0015 

0.0218 

12.36 

80 

67.64 

5.00 

3.38 

0.0015 

0.0015 

15.57 

80 

64.43 

5.00 

3.22 

0.0015 

0.0129 

23.39 

80 

56.61 

4.00 

2.26 

0.0015 

0.0003 

23.39 

80 

56.61 

4.00 

2.26 

0.0015 

0.0142 

13.12 

80 

66.88 

4.00 

2.68 

0.0015 

0.0549 

17.33 

65 

47.67 

5.00 

2.38 

0.0015 

0.0269 

11.51 

90 

78.49 

4.00 

3.14 

0.0015 

0.0313 

11.51 

90 

78.49 

4.00 

3.14 

0.0015 

0.0072 

16.01 

90 

73.99 

5.00 

3.70 

0.0015 

0.0130 

16.01 

90 

73.99 

5.00 

3.70 

0.0015 

0.0064 

11.27 

90 

78.73 

5.00 

3.94 

0.0015 

0.0001 

15.42 

90 

74.58 

5.00 

3.73 

0.0015 

0.0593 

15.42 

90 

74.58 

5.00 

3.73 

0.0015 

0.0443 

17.43 

60 

42.57 

20.00 

8.51 

0.0150 

0.5567 

18.55 

60 

41.45 

20.00 

8.29 

0.0150 

0.2045 

11.40 

80 

68.60 

4.00 

2.74 

0.0015 

0.0115 

11.46 

90 

78.54 

4.00 

3.14 

0.0015 

0.0495 

11.46 

90 

78.54 

5.00 

3.93 

0.0015 

0.0003 

11.46 

90 

78.54 

4.00 

3.14 

0.0015 

0.0124 

11.46 

90 

78.54 

5.00 

3.93 

0.0015 

0.0002 

25.16 

80 

54.84 

5.00 

2.74 

0.0015 

0.0127 

25.16 

60 

34.84 

20.00 

6.97 

0.0250 

0.2534 

12.50 

90 

77.50 

4.00 

3.10 

0.0015 

0.0193 

16.50 

90 

73.51 

5.00 

3.68 

0.0015 

0.0023 

9.78 

80 

70.22 

5.00 

3.51 

0.0015 

0.0634 

17.80 

60 

42.20 

20.00 

8.44 

0.0150 

0.5906 

17.78 

60 

42.22 

20.00 

8.44 

0.0150 

0.1915 

10.58 

90 

79.42 

4.00 

3.18 

0.0015 

0.0595 

10.58 

90 

79.42 

4.00 

3.18 

0.0015 

0.0049 

17.55 

80 

62.45 

5.00 

3.12 

0.0015 

0.0021 

17.55 

80 

62.45 

5.00 

3.12 

0.0015 

0.0003 

11.86 

90 

78.14 

4.00 

3.13 

0.0015 

0.0067 

11.86 

90 

78.14 

4.00 

3.13 

0.0015 

0.0158 

13.90 

80 

66.10 

4.00 

2.64 

0.0015 

0.0475 

15.99 

80 

64.01 

4.00 

2.56 

0.0015 

0.0024 

19.05 

60 

40.95 

20.00 

8.19 

0.0150 

0.2097 


















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Older Alluvium 


Gneisses(B.G.C.) 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.06 

80 

67.94 

4.00 

2.72 

0.0015 

0.0186 

16.44 

80 

63.56 

4.00 

2.54 

0.0015 

0.0347 

11.19 

90 

78.81 

4.00 

3.15 

0.0015 

0.0305 

23.53 

80 

56.47 

4.00 

2.26 

0.0015 

0.0140 

23.53 

80 

56.47 

4.00 

2.26 

0.0015 

0.0174 

22.82 

80 

57.18 

4.00 

2.29 

0.0015 

0.0162 

22.82 

80 

57.18 

4.00 

2.29 

0.0015 

0.0057 

16.50 

65 

48.50 

20.00 

9.70 

0.0200 

1.0206 

10.79 

80 

69.21 

5.00 

3.46 

0.0015 

0.0724 

14.67 

50 

35.33 

5.00 

1.77 

0.0150 

0.0264 

15.79 

50 

34.22 

20.00 

6.84 

0.0150 

0.0035 

15.79 

50 

34.22 

20.00 

6.84 

0.0150 

0.0068 

15.79 

50 

34.22 

5.00 

1.71 

0.0150 

0.0044 

15.79 

50 

34.22 

5.00 

1.71 

0.0150 

0.0209 

15.65 

50 

34.35 

20.00 

6.87 

0.0150 

0.0031 

15.65 

50 

34.35 

5.00 

1.72 

0.0150 

0.0237 

15.65 

50 

34.35 

5.00 

1.72 

0.0150 

0.0002 

15.06 

50 

34.94 

20.00 

6.99 

0.0150 

0.0002 

15.06 

50 

34.94 

5.00 

1.75 

0.0150 

0.0232 

15.06 

50 

34.94 

5.00 

1.75 

0.0150 

0.0266 

15.06 

50 

34.94 

5.00 

1.75 

0.0015 

0.0000 

16.00 

50 

34.00 

20.00 

6.80 

0.0150 

0.0444 

16.00 

50 

34.00 

5.00 

1.70 

0.0150 

0.0317 

17.09 

50 

32.91 

20.00 

6.58 

0.0150 

0.2470 

17.09 

90 

72.91 

5.00 

3.65 

0.0015 

0.0087 

17.09 

50 

32.91 

5.00 

1.65 

0.0150 

0.0189 

13.04 

90 

76.96 

5.00 

3.85 

0.0015 

0.0004 

13.04 

90 

76.96 

5.00 

3.85 

0.0015 

0.0286 

16.82 

90 

73.18 

5.00 

3.66 

0.0015 

0.0117 

9.21 

50 

40.79 

20.00 

8.16 

0.0150 

0.2836 

9.21 

50 

40.79 

20.00 

8.16 

0.0150 

0.0172 

12.48 

90 

77.52 

5.00 

3.88 

0.0015 

0.0002 

12.48 

90 

77.52 

5.00 

3.88 

0.0015 

0.0130 

12.48 

50 

37.52 

5.00 

1.88 

0.0015 

0.0063 

12.48 

50 

37.52 

5.00 

1.88 

0.0015 

0.0017 

14.21 

50 

35.79 

5.00 

1.79 

0.0150 

0.1286 

15.46 

50 

34.54 

5.00 

1.73 

0.0015 

0.0015 

17.85 

50 

32.15 

20.00 

6.43 

0.0150 

0.0220 

17.85 

90 

72.15 

5.00 

3.61 

0.0015 

0.0113 

11.46 

90 

78.54 

5.00 

3.93 

0.0015 

0.0231 

11.46 

50 

38.54 

5.00 

1.93 

0.0015 

0.0033 

14.94 

50 

35.06 

20.00 

7.01 

0.0150 

0.0650 

14.94 

50 

35.06 

20.00 

7.01 

0.0150 

0.2061 

14.94 

50 

35.06 

5.00 

1.75 

0.0150 

0.0174 

14.94 

50 

35.06 

5.00 

1.75 

0.0150 

0.0020 

15.42 

50 

34.58 

5.00 

1.73 

0.0150 

0.0429 

15.42 

50 

34.58 

5.00 

1.73 

0.0015 

0.0027 

18.79 

90 

71.21 

5.00 

3.56 

0.0015 

0.0910 

13.56 

90 

76.44 

5.00 

3.82 

0.0015 

0.0059 

13.56 

50 

36.44 

5.00 

1.82 

0.0015 

0.0054 

13.56 

50 

36.44 

5.00 

1.82 

0.0150 

0.0078 

13.56 

50 

36.44 

5.00 

1.82 

0.0015 

0.0055 

15.26 

90 

74.74 

5.00 

3.74 

0.0015 

0.0218 

15.26 

90 

74.74 

5.00 

3.74 

0.0015 

0.0147 

18.62 

60 

41.38 

20.00 

8.28 

0.0150 

0.0120 
















































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

14.24 

50 

35.76 

5.00 

1.79 

0.0150 

0.0827 

14.24 

50 

35.76 

5.00 

1.79 

0.0015 

0.0205 

14.41 

90 

75.59 

5.00 

3.78 

0.0015 

0.0014 

14.41 

90 

75.59 

5.00 

3.78 

0.0015 

0.0087 

18.95 

60 

41.05 

20.00 

8.21 

0.0150 

0.1292 

12.03 

50 

37.97 

5.00 

1.90 

0.0015 

0.0002 

18.69 

60 

41.31 

20.00 

8.26 

0.0150 

0.1704 

9.97 

90 

80.03 

5.00 

4.00 

0.0015 

0.0032 

18.74 

50 

31.26 

20.00 

6.25 

0.0150 

0.2524 

18.74 

90 

71.26 

5.00 

3.56 

0.0015 

0.0635 

18.74 

50 

31.26 

5.00 

1.56 

0.0150 

0.0008 

14.90 

90 

75.10 

5.00 

3.75 

0.0015 

0.0001 

14.90 

90 

75.10 

5.00 

3.75 

0.0015 

0.0164 

16.57 

90 

73.43 

5.00 

3.67 

0.0015 

0.0086 

18.67 

60 

41.33 

20.00 

8.27 

0.0150 

0.3318 

13.58 

50 

36.42 

5.00 

1.82 

0.0015 

0.0212 

13.03 

90 

76.97 

5.00 

3.85 

0.0015 

0.0163 

16.47 

60 

43.53 

20.00 

8.71 

0.0150 

0.1310 

16.47 

60 

43.53 

5.00 

2.18 

0.0150 

0.0036 

21.17 

60 

38.83 

20.00 

7.77 

0.0150 

0.1011 

18.24 

60 

41.76 

20.00 

8.35 

0.0150 

2.1873 

11.13 

50 

38.87 

20.00 

7.77 

0.0150 

0.0104 

11.13 

50 

38.87 

5.00 

1.94 

0.0150 

0.0431 

11.13 

50 

38.87 

5.00 

1.94 

0.0015 

0.0157 

8.82 

50 

41.18 

20.00 

8.24 

0.0150 

0.3567 

8.82 

50 

41.18 

20.00 

8.24 

0.0150 

0.1339 

18.75 

60 

41.25 

20.00 

8.25 

0.0150 

0.2476 

17.81 

90 

72.19 

5.00 

3.61 

0.0015 

0.0114 

12.24 

90 

77.76 

5.00 

3.89 

0.0015 

0.0179 

10.62 

90 

79.38 

5.00 

3.97 

0.0015 

0.1036 

10.51 

50 

39.49 

20.00 

7.90 

0.0150 

0.1207 

10.51 

90 

79.49 

5.00 

3.97 

0.0015 

0.0016 

10.51 

50 

39.49 

20.00 

7.90 

0.0150 

0.0431 

10.51 

90 

79.49 

5.00 

3.97 

0.0015 

0.0001 

10.51 

50 

39.49 

5.00 

1.97 

0.0150 

0.0052 

10.51 

50 

39.49 

5.00 

1.97 

0.0015 

0.0009 

10.51 

50 

39.49 

5.00 

1.97 

0.0150 

0.0056 

10.51 

50 

39.49 

5.00 

1.97 

0.0015 

0.0014 

9.94 

90 

80.06 

5.00 

4.00 

0.0015 

0.0640 

19.08 

50 

30.92 

20.00 

6.18 

0.0150 

0.2876 

19.08 

90 

70.92 

5.00 

3.55 

0.0015 

0.0468 

17.39 

50 

32.61 

20.00 

6.52 

0.0150 

0.8852 

17.39 

90 

72.61 

5.00 

3.63 

0.0015 

0.0769 

8.33 

50 

41.67 

20.00 

8.33 

0.0150 

0.4525 

8.33 

50 

41.67 

20.00 

8.33 

0.0150 

0.1626 

18.03 

60 

41.97 

20.00 

8.39 

0.0150 

0.0867 

18.03 

90 

71.97 

5.00 

3.60 

0.0015 

0.0003 

12.53 

50 

37.47 

20.00 

7.49 

0.0150 

0.0078 

12.53 

90 

77.47 

5.00 

3.87 

0.0015 

0.0247 

32.30 

60 

27.70 

20.00 

5.54 

0.0150 

0.0898 

16.15 

50 

33.85 

20.00 

6.77 

0.0150 

0.0752 

16.15 

50 

33.85 

5.00 

1.69 

0.0150 

0.0098 

18.49 

90 

71.51 

5.00 

3.58 

0.0015 

0.0114 

14.03 

50 

35.97 

20.00 

7.19 

0.0150 

0.0314 

14.03 

50 

35.97 

5.00 

1.80 

0.0150 

0.2127 




























































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

14.03 

50 

35.97 

5.00 

1.80 

0.0015 

0.0073 

11.84 

90 

78.16 

5.00 

3.91 

0.0015 

0.0001 

18.80 

60 

41.20 

20.00 

8.24 

0.0150 

0.7818 

13.71 

50 

36.29 

5.00 

1.81 

0.0150 

0.0172 

13.71 

50 

36.29 

5.00 

1.81 

0.0015 

0.0093 

18.71 

90 

71.29 

5.00 

3.56 

0.0015 

0.0105 

15.64 

50 

34.36 

5.00 

1.72 

0.0015 

0.0024 

8.32 

50 

41.68 

20.00 

8.34 

0.0150 

0.0550 

10.29 

50 

39.71 

20.00 

7.94 

0.0150 

0.0241 

10.29 

50 

39.71 

20.00 

7.94 

0.0150 

0.3111 

18.65 

50 

31.36 

20.00 

6.27 

0.0150 

0.3734 

18.65 

90 

71.36 

5.00 

3.57 

0.0015 

0.0037 

14.94 

50 

35.06 

5.00 

1.75 

0.0150 

0.0249 

14.94 

50 

35.06 

5.00 

1.75 

0.0150 

0.1121 

14.94 

50 

35.06 

5.00 

1.75 

0.0015 

0.0017 

8.82 

90 

81.18 

5.00 

4.06 

0.0015 

0.0203 

11.78 

90 

78.22 

5.00 

3.91 

0.0015 

0.0172 

11.78 

50 

38.22 

5.00 

1.91 

0.0015 

0.0044 

14.96 

90 

75.04 

5.00 

3.75 

0.0015 

0.1087 

14.96 

90 

75.04 

5.00 

3.75 

0.0015 

0.0000 

25.72 

60 

34.28 

20.00 

6.86 

0.0150 

0.0210 

9.01 

50 

40.99 

20.00 

8.20 

0.0150 

0.0628 

17.31 

50 

32.69 

20.00 

6.54 

0.0150 

0.2142 

17.31 

50 

32.69 

5.00 

1.63 

0.0150 

0.0145 

11.44 

90 

78.56 

5.00 

3.93 

0.0015 

0.0024 

11.44 

90 

78.56 

5.00 

3.93 

0.0015 

0.0324 

11.44 

50 

38.56 

5.00 

1.93 

0.0015 

0.0007 

17.21 

50 

32.79 

20.00 

6.56 

0.0150 

0.1552 

17.21 

90 

72.79 

5.00 

3.64 

0.0015 

0.0075 

17.21 

50 

32.79 

5.00 

1.64 

0.0150 

0.0071 

11.02 

90 

78.98 

5.00 

3.95 

0.0015 

0.0246 

11.02 

50 

38.98 

5.00 

1.95 

0.0015 

0.0142 

21.57 

60 

38.43 

20.00 

7.69 

0.0150 

1.2817 

9.28 

50 

40.72 

20.00 

8.14 

0.0150 

0.2498 

9.28 

50 

40.72 

5.00 

2.04 

0.0150 

0.0181 

8.57 

50 

41.43 

20.00 

8.29 

0.0150 

0.3286 

9.30 

50 

40.70 

20.00 

8.14 

0.0150 

0.4784 

10.25 

50 

39.75 

20.00 

7.95 

0.0150 

0.1655 

10.25 

50 

39.75 

20.00 

7.95 

0.0150 

0.0375 

15.64 

90 

74.36 

5.00 

3.72 

0.0015 

0.0000 

15.64 

90 

74.36 

5.00 

3.72 

0.0015 

0.0001 

12.61 

60 

47.39 

10.00 

4.74 

0.0150 

0.0070 

12.61 

90 

77.39 

5.00 

3.87 

0.0015 

0.2038 

12.61 

90 

77.39 

5.00 

3.87 

0.0015 

0.0469 

15.62 

50 

34.38 

20.00 

6.88 

0.0150 

0.2743 

15.62 

50 

34.38 

20.00 

6.88 

0.0150 

0.5567 

15.62 

50 

34.38 

5.00 

1.72 

0.0150 

0.0536 

15.62 

50 

34.38 

5.00 

1.72 

0.0150 

0.0514 

16.48 

90 

73.52 

5.00 

3.68 

0.0015 

0.0051 

17.57 

60 

42.43 

20.00 

8.49 

0.0150 

0.4110 

8.87 

50 

41.13 

20.00 

8.23 

0.0150 

0.0796 

8.87 

50 

41.13 

20.00 

8.23 

0.0150 

0.0042 

10.56 

50 

39.44 

5.00 

1.97 

0.0015 

0.0050 

16.89 

90 

73.11 

5.00 

3.66 

0.0015 

0.0079 

13.62 

90 

76.39 

5.00 

3.82 

0.0015 

0.0018 






























































































































































































































































































































































































































































































































































































































































































































Sawai Jaisinghpura 

0822000302623400 

1.06 

Seesola 

0822000202606800 

7.50 


Shyosinghpura @ Keriya 

0822000302622300 

4.27 

Sidra 

0822000302622400 

7.01 

Sitaram Pura 

0822000202602800 

3.58 

Sitarampura 

0822000102594800 

11.88 

Soda 

0822000102594500 

30.74 



Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Hydrogeological Unit 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

13.62 

50 

36.39 

5.00 

1.82 

0.0015 

0.0092 

16.07 

90 

73.93 

5.00 

3.70 

0.0015 

0.0045 

10.49 

50 

39.51 

20.00 

7.90 

0.0150 

0.0143 

10.49 

50 

39.51 

20.00 

7.90 

0.0150 

0.0648 

10.49 

90 

79.51 

5.00 

3.98 

0.0015 

0.0064 

10.49 

50 

39.51 

5.00 

1.98 

0.0150 

0.0511 

10.49 

50 

39.51 

5.00 

1.98 

0.0015 

0.0031 

10.49 

50 

39.51 

5.00 

1.98 

0.0150 

0.0052 

10.49 

50 

39.51 

5.00 

1.98 

0.0015 

0.0022 

15.48 

50 

34.52 

5.00 

1.73 

0.0150 

0.0148 

12.74 

90 

77.26 

5.00 

3.86 

0.0015 

0.0291 

12.74 

50 

37.26 

5.00 

1.86 

0.0015 

0.0024 

10.67 

50 

39.33 

20.00 

7.87 

0.0150 

0.0022 

10.67 

50 

39.33 

20.00 

7.87 

0.0150 

0.0139 

15.04 

50 

34.96 

5.00 

1.75 

0.0150 

0.0549 

15.04 

50 

34.96 

5.00 

1.75 

0.0015 

0.0019 

10.45 

50 

39.55 

20.00 

7.91 

0.0150 

0.0199 

10.45 

90 

79.55 

5.00 

3.98 

0.0015 

0.0008 

10.45 

50 

39.55 

5.00 

1.98 

0.0150 

0.0142 

10.45 

50 

39.55 

5.00 

1.98 

0.0015 

0.0061 

10.45 

50 

39.55 

5.00 

1.98 

0.0015 

0.0056 

17.73 

90 

72.27 

5.00 

3.61 

0.0015 

0.0463 

33.00 

60 

27.00 

20.00 

5.40 

0.0150 

0.2160 

11.05 

50 

38.95 

20.00 

7.79 

0.0150 

0.0023 

11.71 

90 

78.29 

5.00 

3.91 

0.0015 

0.0001 

11.71 

50 

38.29 

20.00 

7.66 

0.0150 

0.1858 

11.71 

90 

78.29 

5.00 

3.91 

0.0015 

0.0105 

11.71 

50 

38.29 

5.00 

1.91 

0.0150 

0.2713 

11.71 

50 

38.29 

5.00 

1.91 

0.0015 

0.0231 

11.71 

50 

38.29 

5.00 

1.91 

0.0150 

0.1200 

11.71 

50 

38.29 

5.00 

1.91 

0.0015 

0.0036 

13.51 

90 

76.49 

5.00 

3.82 

0.0015 

0.0003 

13.51 

90 

76.49 

5.00 

3.82 

0.0015 

0.0423 

18.05 

90 

71.95 

5.00 

3.60 

0.0015 

0.0193 

19.18 

60 

40.82 

20.00 

8.16 

0.0150 

0.3366 

17.10 

60 

42.90 

20.00 

8.58 

0.0150 

0.6793 

15.42 

50 

34.58 

5.00 

1.73 

0.0150 

0.0471 

15.55 

50 

34.45 

5.00 

1.72 

0.0015 

0.0110 

13.50 

50 

36.50 

5.00 

1.83 

0.0015 

0.0037 

12.79 

90 

77.21 

5.00 

3.86 

0.0015 

0.0086 

12.73 

50 

37.27 

5.00 

1.86 

0.0150 

0.0021 

12.73 

50 

37.27 

5.00 

1.86 

0.0015 

0.0009 

16.89 

90 

73.11 

5.00 

3.66 

0.0015 

0.0149 

14.56 

50 

35.44 

20.00 

7.09 

0.0150 

0.0267 

14.56 

90 

75.44 

5.00 

3.77 

0.0015 

0.0095 

14.56 

50 

35.44 

5.00 

1.77 

0.0150 

0.3385 

14.56 

50 

35.44 

5.00 

1.77 

0.0015 

0.0044 

18.72 

60 

41.28 

20.00 

8.26 

0.0150 

0.1309 

13.02 

90 

76.98 

5.00 

3.85 

0.0015 

0.0352 

13.02 

50 

36.98 

5.00 

1.85 

0.0015 

0.0039 

28.04 

60 

31.96 

20.00 

6.39 

0.0150 

0.3247 

20.49 

60 

39.51 

20.00 

7.90 

0.0150 

0.8305 

14.41 

50 

35.59 

5.00 

1.78 

0.0015 

0.0096 

16.01 

90 

73.99 

5.00 

3.70 

0.0015 

0.0465 

11.27 

90 

78.73 

5.00 

3.94 

0.0015 

0.1494 


















































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone (Fresh 
/ Saline) 


07008061 


Soorajpura 


Tilokpura 


Vilayati Pura 


Baget 


Bandar Seendri 


Beegolao 


Beejolao 


Bhirawata 


Bhojiyawas 


Bhojpur 


Bichoon 


Bokarawas 


Buharoo 


Chainpura 


Charanwas 


Charasada 


Chhaparwara 


Chhapya 


Chhirr 


Dantra 


Dantri 


Deopura 


Dudu 


Gagardoo 


Gahlota 


Gaiga 


Gainji 


Gidani 


Gopalpura 


Gopipura 


Gurha Saipura 


Habaspura 


Hachookra 


0822000302623100 


0822000302622000 


0822000202610200 


0812000601517200 


0821000102491700 


0812000601511700 


0812000601514600 


0812000501506400 


0821000102489100 


0812000601514900 


0812000601517900 


0812000601511800 


0821000102488900 


0812000501508600 


0812000501508800 


0812000601515200 


0812000601517000 


0812000601515300 


0812000601510400 


0812000601511400 


0812000601513000 


0812000601512200 


0812000601514700 


0812000601515500 


0812000601510300 


0812000601513700 


0812000601513900 


0812000601517300 


0812000501506200 


0812000601515100 


0812000601521500 


0812000501506300 


0812000501507900 


Saline 


19.23 Fresh 


Saline 


7.79 Fresh 



2.89 Fresh 


2.12 Fresh 


1.84 Fresh 



6.95 Fresh 


36.48 Fresh 


5.23 Fresh 


11.37 Fresh 




8.12 Fresh 


10.01 Fresh 


3.77 Fresh 


6.93 Fresh 


21.96 Fresh 


41.38 Fresh 


15.45 Fresh 


11.72 Fresh 


4.66 Fresh 


15.55 Fresh 


17.03 Fresh 


7.91 Fresh 


3.84 Fresh 


6.79 Fresh 


11.34 Fresh 


9.01 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Older Alluvium 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.27 

90 

78.73 

5.00 

3.94 

0.0015 

0.0321 

15.42 

90 

74.58 

5.00 

3.73 

0.0015 

0.0031 

15.42 

90 

74.58 

5.00 

3.73 

0.0015 

0.0009 

15.19 

50 

34.81 

20.00 

6.96 

0.0150 

0.0185 

15.19 

90 

74.81 

5.00 

3.74 

0.0015 

0.0055 

15.19 

50 

34.81 

5.00 

1.74 

0.0150 

0.1243 

15.19 

50 

34.81 

5.00 

1.74 

0.0015 

0.0049 

18.55 

60 

41.45 

20.00 

8.29 

0.0150 

0.1548 

19.05 

60 

40.95 

20.00 

8.19 

0.0150 

0.0509 

10.21 

50 

39.79 

20.00 

7.96 

0.0150 

0.1021 

10.21 

50 

39.79 

20.00 

7.96 

0.0150 

0.0121 

10.21 

50 

39.79 

5.00 

1.99 

0.0150 

0.0039 

10.21 

50 

39.79 

5.00 

1.99 

0.0150 

0.0031 

14.53 

90 

75.47 

5.00 

3.77 

0.0015 

0.0068 

14.53 

50 

35.47 

5.00 

1.77 

0.0015 

0.0010 

13.46 

50 

36.54 

20.00 

7.31 

0.0150 

0.0006 

13.46 

90 

76.54 

5.00 

3.83 

0.0015 

0.0251 

23.57 

60 

36.43 

20.00 

7.29 

0.0250 

0.7376 

23.57 

80 

56.43 

5.00 

2.82 

0.0015 

0.0134 

16.11 

80 

63.89 

5.00 

3.19 

0.0015 

0.0175 

13.75 

80 

66.25 

4.00 

2.65 

0.0015 

0.0032 

14.46 

80 

65.54 

5.00 

3.28 

0.0015 

0.0257 

18.12 

80 

61.88 

5.00 

3.09 

0.0015 

0.0102 

18.12 

80 

61.88 

5.00 

3.09 

0.0015 

0.0425 

23.14 

60 

36.86 

20.00 

7.37 

0.0250 

0.2678 

23.14 

80 

56.86 

5.00 

2.84 

0.0015 

0.0384 

17.63 

80 

62.37 

5.00 

3.12 

0.0015 

0.0033 

11.06 

80 

68.94 

4.00 

2.76 

0.0015 

0.0312 

13.69 

80 

66.31 

5.00 

3.32 

0.0015 

0.0253 

24.49 

60 

35.51 

20.00 

7.10 

0.0250 

0.0000 

14.29 

80 

65.71 

5.00 

3.29 

0.0015 

0.0335 

11.27 

80 

68.73 

4.00 

2.75 

0.0015 

0.0477 

21.08 

80 

58.92 

5.00 

2.95 

0.0015 

0.0231 

21.94 

80 

58.06 

5.00 

2.90 

0.0015 

0.0053 

12.75 

80 

67.25 

5.00 

3.36 

0.0015 

0.0276 

9.94 

80 

70.06 

5.00 

3.50 

0.0015 

0.0135 

9.94 

80 

70.06 

5.00 

3.50 

0.0015 

0.0592 

10.71 

80 

69.29 

5.00 

3.46 

0.0015 

0.0422 

17.90 

80 

62.10 

5.00 

3.11 

0.0015 

0.0465 

9.69 

80 

70.31 

5.00 

3.52 

0.0015 

0.0136 

9.69 

80 

70.31 

5.00 

3.52 

0.0015 

0.0063 

18.41 

80 

61.59 

5.00 

3.08 

0.0015 

0.0320 

18.77 

80 

61.23 

5.00 

3.06 

0.0015 

0.1008 

15.49 

80 

64.51 

5.00 

3.23 

0.0015 

0.2002 

12.26 

80 

67.74 

5.00 

3.39 

0.0015 

0.0001 

16.48 

80 

63.52 

5.00 

3.18 

0.0015 

0.0558 

14.97 

80 

65.03 

5.00 

3.25 

0.0015 

0.0034 

18.77 

80 

61.23 

5.00 

3.06 

0.0015 

0.0714 

18.76 

80 

61.24 

5.00 

3.06 

0.0015 

0.0191 

18.76 

80 

61.24 

5.00 

3.06 

0.0015 

0.0008 

16.77 

80 

63.23 

5.00 

3.16 

0.0015 

0.0047 

16.97 

80 

63.03 

5.00 

3.15 

0.0015 

0.0182 

15.63 

80 

64.37 

5.00 

3.22 

0.0015 

0.0004 

15.95 

80 

64.05 

5.00 

3.20 

0.0015 

0.0440 

13.45 

80 

66.55 

5.00 

3.33 

0.0015 

0.0232 
























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Haripura 


Harmara 


Harsauli 


Hatoopura 


Hirnoda 


Jarawata 


Jaspura 


Jekampura 


Jhakolar 


Kakniyawas 


Kandeoli 


Khajpura 


Khera Karmsotan 


Kheriram 


Khuriyal 


Kila 


Kishangarh (M) 


Kothera 


Ladera 


Madhopura 


Mahatgaon 


Maheshwas 


Malera 


Mamana 


Mandawariya 


Mangalwara 


Matera 


Morooda 


Mundoti 


Naloo 


Nanan 


Naradpura 


Narayana 


Narena 


Nayagaon 


Neemli 


Nolya 


Palbas 


Panva Kalan 


Panwaliya 


Parasoli 


Patoori 


Peegoon 


Peethyawas 


Phaloda 


Census Code 


0812000501505100 


0821000102489000 


0812000601515400 


0812000601512300 


0812000501509900 


0812000601511900 


0812000601512600 


0812000601514200 


0812000601511500 


0821000102491200 


0812000501509100 


0812000601512100 


0821000102491500 


0812000501509600 


0812000601517100 


0812000601513100 


0821000142101000 


0812000501508200 


0812000601512800 


0812000601513200 


0812000601513300 


0812000501510100 


0812000601514300 


0812000601511200 


0821000102490900 


0812000601522100 


0812000501505300 


0812000501505600 


0821000102491400 


0821000102491300 


0812000601514100 


0812000501508400 


0812000501508300 


0821000102488700 


0812000601512700 


0812000601511300 


0812000601514800 


0812000501509500 


0812000601510700 


0812000601511600 


0812000601513800 


0812000601512900 


0812000601512000 


0812000501508500 


0821000102491000 


Zone (Fresh 
/ Saline) 



13.11 Fresh 


7.85 Fresh 


10.05 Fresh 


6.05 Fresh 


12.92 Fresh 


16.76 Fresh 



6.33 Fresh 


14.37 Fresh 


6.92 Fresh 


8.28 Fresh 


12.83 Fresh 


16.15 Fresh 


8.29 Fresh 


4.41 Fresh 


58.60 Fresh 


15.46 Fresh 


11.60 Fresh 


13.18 Fresh 


3.43 Fresh 


15.10 Fresh 


15.54 Fresh 


4.87 Fresh 


20.89 Fresh 


3.66 Fresh 


4.85 Fresh 


7.91 Fresh 


8.92 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Older Alluvium 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Older Alluvium 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Older Alluvium 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Older Alluvium 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

25.18 

60 

34.82 

20.00 

6.96 

0.0250 

0.1093 

10.25 

80 

69.75 

4.00 

2.79 

0.0015 

0.1253 

12.83 

80 

67.17 

5.00 

3.36 

0.0015 

0.1153 

17.17 

80 

62.83 

5.00 

3.14 

0.0015 

0.0714 

35.45 

60 

24.55 

20.00 

4.91 

0.0250 

0.0789 

17.99 

80 

62.01 

5.00 

3.10 

0.0015 

0.0685 

19.28 

80 

60.72 

5.00 

3.04 

0.0015 

0.0330 

14.53 

80 

65.47 

5.00 

3.27 

0.0015 

0.0219 

10.15 

80 

69.85 

5.00 

3.49 

0.0015 

0.0195 

10.15 

80 

69.85 

5.00 

3.49 

0.0015 

0.0205 

16.90 

80 

63.10 

4.00 

2.52 

0.0015 

0.0496 

24.09 

60 

35.91 

20.00 

7.18 

0.0250 

1.3405 

24.09 

80 

55.91 

5.00 

2.80 

0.0015 

0.0004 

18.59 

80 

61.41 

5.00 

3.07 

0.0015 

0.0368 

14.38 

80 

65.62 

4.00 

2.62 

0.0015 

0.0004 

24.47 

60 

35.53 

20.00 

7.11 

0.0250 

1.9624 

11.19 

80 

68.81 

5.00 

3.44 

0.0015 

0.0127 

11.19 

80 

68.81 

5.00 

3.44 

0.0015 

0.0625 

18.36 

80 

61.64 

5.00 

3.08 

0.0015 

0.0151 

22.97 

80 

57.03 

4.00 

2.28 

0.0015 

0.0065 

8.41 

80 

71.59 

5.00 

3.58 

0.0015 

0.0179 

18.84 

80 

61.16 

5.00 

3.06 

0.0015 

0.0597 

16.73 

80 

63.27 

5.00 

3.16 

0.0015 

0.0366 

14.55 

80 

65.45 

5.00 

3.27 

0.0015 

0.0022 

26.25 

60 

33.75 

20.00 

6.75 

0.0250 

0.3021 

18.19 

80 

61.81 

5.00 

3.09 

0.0015 

0.0260 

18.17 

80 

61.83 

5.00 

3.09 

0.0015 

0.0012 

18.17 

80 

61.83 

5.00 

3.09 

0.0015 

0.0001 

17.69 

80 

62.31 

4.00 

2.49 

0.0015 

0.0065 

10.07 

80 

69.93 

5.00 

3.50 

0.0015 

0.0110 

10.07 

80 

69.93 

5.00 

3.50 

0.0015 

0.0004 

20.57 

60 

39.43 

20.00 

7.89 

0.0250 

0.0096 

12.23 

80 

67.77 

5.00 

3.39 

0.0015 

0.0001 

17.64 

80 

62.36 

4.00 

2.49 

0.0015 

0.0474 

15.71 

80 

64.29 

4.00 

2.57 

0.0015 

0.0329 

16.72 

80 

63.28 

5.00 

3.16 

0.0015 

0.0373 

16.72 

80 

63.28 

5.00 

3.16 

0.0015 

0.0021 

13.56 

80 

66.44 

5.00 

3.32 

0.0015 

0.0220 

12.80 

80 

67.20 

5.00 

3.36 

0.0015 

0.0000 

12.80 

60 

47.20 

20.00 

9.44 

0.0250 

2.3333 

12.80 

80 

67.20 

5.00 

3.36 

0.0015 

0.2295 

18.17 

80 

61.83 

4.00 

2.47 

0.0015 

0.0480 

19.26 

80 

60.74 

5.00 

3.04 

0.0015 

0.0528 

13.33 

80 

66.67 

5.00 

3.33 

0.0015 

0.0320 

13.33 

80 

66.67 

5.00 

3.33 

0.0015 

0.0227 

17.07 

80 

62.93 

5.00 

3.15 

0.0015 

0.0162 

22.97 

60 

37.03 

20.00 

7.41 

0.0250 

0.1787 

23.81 

80 

56.19 

5.00 

2.81 

0.0015 

0.0002 

14.53 

80 

65.47 

5.00 

3.27 

0.0015 

0.0204 

14.53 

80 

65.47 

5.00 

3.27 

0.0015 

0.0035 

18.35 

80 

61.65 

5.00 

3.08 

0.0015 

0.0934 

19.09 

80 

60.92 

5.00 

3.05 

0.0015 

0.0167 

18.48 

80 

61.52 

5.00 

3.08 

0.0015 

0.0066 

19.32 

80 

60.68 

5.00 

3.03 

0.0015 

0.0358 

13.61 

80 

66.39 

4.00 

2.66 

0.0015 

0.0258 










































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



07009062 


Ralawatan 


Ramnagar 


Rampura 


Rojri 


Sakhoon 


Sali 


Samalpura 


Sawarda 


Shardulpura 


Sholawata 


Shri Ramnagar 


Shri Rampura 


Shyopura 


Shyosinghpura 


Singla 


Sirohi Kalan 


Sirohi Khurd 


Sorthan Ka Bas 


Sunadiya 


Surree 


Sursura 


Tan Chhaparwara 


Tiloniya 


Tokra 


Tyod 


Udaipuriya 


Ani 


Badiyawala 


Bagwada 


Balkrishna Pura 


Balloopura 


Baragaon Jarkhya 


Barh Radho Das Pura 


Basna 


Beer Talera 


Census Code 


0821000102487800 


0812000501508900 


0821000102488800 


0812000501509800 


0812000601512400 


0812000601510500 


0812000501505000 


0812000601514500 


0812000501509200 


0812000501508000 


0812000601515000 


0812000501505500 


0812000601512500 


0812000501509300 


0812000501507800 


0812000601510200 


0812000501508100 


0812000601518200 


0812000601516800 


0812000601510600 


0821000102488000 


0812000601516900 


0821000102491100 


0821000102489200 


0821000102488600 


0812000601514000 


0812001001578600 


0812001101595200 


0812001001579500 


0812001101601500 


0812000901563800 


0812001001583300 


0812001101602100 


0812001101590300 


0812001001583500 



Zone (Fresh 
/ Saline) 


18.38 Fresh 


1.51 Fresh 


5.18 Fresh 


12.80 Fresh 


17.50 Fresh 


28.29 Fresh 


3.66 Fresh 


25.60 Fresh 



4.71 Fresh 


10.91 Fresh 


1.82 Fresh 


9.47 Fresh 




3.65 Fresh 


1.24 Fresh 


10.85 Fresh 


2.30 Fresh 


1.63 Fresh 


4.50 Fresh 


1.48 Fresh 


4.00 Fresh 


2.39 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Older Alluvium 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Older Alluvium 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 


Sub Basin: I 


Non-command 

Quartzite 

Non-command 

Younger Alluvium 

Non-command 

Quartzite 

Non-command 

Younger Alluvium 

Non-command 

Quartzite 

Non-command 

Younger Alluvium 

Non-command 

Quartzite 

Non-command 

Younger Alluvium 

Non-command 

Quartzite 

Non-command 

Younger Alluvium 

Non-command 

Quartzite 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Quartzite 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Quartzite 

Non-command 

Younger Alluvium 

Non-command 

Quartzite 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Quartzite 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

21.22 

80 

58.78 

4.00 

2.35 

0.0015 

0.0011 

22.95 

80 

57.05 

5.00 

2.85 

0.0015 

0.0007 

13.40 

80 

66.60 

4.00 

2.66 

0.0015 

0.0207 

34.75 

60 

25.25 

20.00 

5.05 

0.0250 

0.0075 

19.17 

80 

60.83 

5.00 

3.04 

0.0015 

0.0796 

19.08 

80 

60.92 

5.00 

3.05 

0.0015 

0.1292 

27.22 

60 

32.78 

20.00 

6.56 

0.0250 

0.1193 

21.02 

80 

58.98 

5.00 

2.95 

0.0015 

0.0013 

21.02 

80 

58.98 

5.00 

2.95 

0.0015 

0.0140 

8.74 

80 

71.26 

5.00 

3.56 

0.0015 

0.0056 

8.74 

80 

71.26 

5.00 

3.56 

0.0015 

0.0000 

25.57 

60 

34.43 

20.00 

6.89 

0.0250 

0.4171 

10.57 

80 

69.43 

5.00 

3.47 

0.0015 

0.0516 

15.62 

80 

64.38 

5.00 

3.22 

0.0015 

0.0088 

9.10 

60 

50.90 

20.00 

10.18 

0.0250 

0.0181 

9.10 

80 

70.90 

5.00 

3.54 

0.0015 

0.0351 

18.95 

80 

61.05 

5.00 

3.05 

0.0015 

0.0318 

23.92 

60 

36.08 

20.00 

7.22 

0.0250 

0.7114 

16.88 

80 

63.12 

5.00 

3.16 

0.0015 

0.0007 

18.95 

80 

61.05 

5.00 

3.05 

0.0015 

0.0417 

8.30 

80 

71.70 

5.00 

3.58 

0.0015 

0.0449 

25.16 

60 

34.84 

20.00 

6.97 

0.0250 

0.0358 

9.78 

80 

70.22 

5.00 

3.51 

0.0015 

0.0047 

18.23 

80 

61.77 

5.00 

3.09 

0.0015 

0.0123 

22.72 

80 

57.28 

4.00 

2.29 

0.0015 

0.0013 

9.94 

80 

70.06 

5.00 

3.50 

0.0015 

0.0093 

12.06 

80 

67.94 

4.00 

2.72 

0.0015 

0.0268 

15.20 

80 

64.80 

4.00 

2.59 

0.0015 

0.0190 

32.95 

80 

47.05 

4.00 

1.88 

0.0015 

0.0003 

17.38 

80 

62.62 

5.00 

3.13 

0.0015 

0.0447 

17.38 

80 

62.62 

5.00 

3.13 

0.0015 

0.0016 


0.55 

38.81 

140 

101.19 

5.00 

5.06 

0.0015 

0.0042 

8.23 

38.81 

75 

36.19 

20.00 

7.24 

0.0300 

1.7874 

0.97 

33.15 

140 

106.85 

5.00 

5.34 

0.0015 

0.0078 

4.16 

33.15 

75 

41.85 

20.00 

8.37 

0.0300 

1.0453 

0.46 

36.47 

140 

103.53 

5.00 

5.18 

0.0015 

0.0036 

1.39 

36.47 

75 

38.53 

20.00 

7.71 

0.0300 

0.3215 

16.60 

40.31 

140 

99.69 

5.00 

4.98 

0.0015 

0.1241 

15.26 

40.31 

75 

34.69 

20.00 

6.94 

0.0300 

3.1771 

0.14 

20.93 

140 

119.07 

5.00 

5.95 

0.0015 

0.0013 

0.61 

20.93 

75 

54.07 

20.00 

10.81 

0.0300 

0.1987 

0.09 

18.71 

140 

121.29 

5.00 

6.06 

0.0015 

0.0008 

0.13 

18.71 

75 

56.29 

20.00 

11.26 

0.0300 

0.0427 

3.15 

42.19 

75 

32.81 

20.00 

6.56 

0.0300 

0.6212 

1.24 

43.02 

60 

16.98 

20.00 

3.40 

0.0250 

0.1051 

0.07 

40.30 

140 

99.70 

5.00 

4.98 

0.0015 

0.0005 

0.00 

40.30 

75 

34.70 

20.00 

6.94 

0.0300 

0.0007 

2.30 

38.87 

60 

21.13 

20.00 

4.23 

0.0250 

0.2435 

0.63 

16.64 

140 

123.37 

5.00 

6.17 

0.0015 

0.0058 

0.46 

16.64 

100 

83.37 

20.00 

16.67 

0.0300 

0.2305 

3.93 

27.84 

140 

112.16 

5.00 

5.61 

0.0015 

0.0331 

1.48 

28.04 

60 

31.96 

20.00 

6.39 

0.0250 

0.2369 

1.89 

42.03 

60 

17.97 

20.00 

3.59 

0.0250 

0.1702 

1.39 

30.87 

140 

109.13 

5.00 

5.46 

0.0015 

0.0114 
























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Quartzite 

Younger Al 

uvium 

Quartzite 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Quartzite 

Younger Al 

uvium 

Quartzite 

Younger Al 

uvium 

Quartzite 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Quartzite 

Younger Al 

uvium 

Quartzite 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Quartzite 

Younger Al 

uvium 

Younger Al 

uvium 

Quartzite 

Younger Al 

uvium 

Younger Al 

uvium 

Quartzite 

Younger Al 

uvium 

Younger Al 

uvium 

Quartzite 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

30.87 

75 

44.13 

20.00 

8.83 

0.0300 

0.0199 

28.08 

100 

71.92 

20.00 

14.38 

0.0300 

1.7451 

44.19 

60 

15.81 

20.00 

3.16 

0.0250 

0.3442 

39.49 

60 

20.51 

20.00 

4.10 

0.0250 

0.1661 

34.43 

140 

105.57 

5.00 

5.28 

0.0015 

0.0156 

34.43 

75 

40.57 

20.00 

8.11 

0.0300 

0.1630 

42.23 

120 

77.77 

5.00 

3.89 

0.0015 

0.0010 

42.23 

60 

17.77 

20.00 

3.55 

0.0250 

0.2718 

43.84 

60 

16.16 

20.00 

3.23 

0.0250 

0.0762 

43.33 

60 

16.67 

20.00 

3.33 

0.0250 

0.1686 

44.25 

60 

15.75 

20.00 

3.15 

0.0250 

0.0325 

42.49 

60 

17.51 

20.00 

3.50 

0.0250 

0.1563 

43.20 

75 

31.80 

20.00 

6.36 

0.0300 

0.0998 

44.23 

60 

15.77 

20.00 

3.15 

0.0250 

0.0350 

40.55 

60 

19.45 

20.00 

3.89 

0.0250 

0.1299 

27.50 

60 

32.50 

20.00 

6.50 

0.0250 

0.0121 

31.61 

60 

28.39 

20.00 

5.68 

0.0250 

0.1248 

36.09 

60 

23.91 

20.00 

4.78 

0.0250 

0.1681 

42.31 

60 

17.69 

20.00 

3.54 

0.0250 

0.0945 

42.24 

140 

97.76 

5.00 

4.89 

0.0015 

0.0073 

42.24 

75 

32.76 

20.00 

6.55 

0.0300 

0.1588 

22.64 

140 

117.36 

5.00 

5.87 

0.0015 

0.0082 

22.64 

75 

52.36 

20.00 

10.47 

0.0300 

0.0610 

40.72 

140 

99.28 

5.00 

4.96 

0.0015 

0.0207 

40.72 

75 

34.28 

20.00 

6.86 

0.0300 

0.4417 

37.78 

60 

22.22 

20.00 

4.44 

0.0250 

0.2883 

29.63 

60 

30.37 

20.00 

6.07 

0.0250 

0.0899 

39.19 

60 

20.81 

20.00 

4.16 

0.0250 

0.4907 

38.54 

140 

101.46 

5.00 

5.07 

0.0015 

0.0293 

38.54 

75 

36.46 

20.00 

7.29 

0.0300 

0.0064 

44.86 

140 

95.14 

5.00 

4.76 

0.0015 

0.0125 

44.86 

75 

30.14 

20.00 

6.03 

0.0300 

0.4889 

42.91 

60 

17.09 

20.00 

3.42 

0.0250 

0.2051 

42.66 

75 

32.34 

20.00 

6.47 

0.0300 

0.3786 

35.34 

78 

42.66 

20.00 

8.53 

0.0300 

0.6316 

42.00 

120 

78.00 

5.00 

3.90 

0.0015 

0.0045 

42.00 

60 

18.00 

20.00 

3.60 

0.0250 

0.1959 

42.72 

60 

17.28 

20.00 

3.46 

0.0250 

0.3231 

43.47 

140 

96.53 

5.00 

4.83 

0.0015 

0.0158 

43.47 

75 

31.53 

20.00 

6.31 

0.0300 

0.5365 

26.32 

60 

33.68 

20.00 

6.74 

0.0250 

0.2911 

35.41 

120 

84.59 

5.00 

4.23 

0.0015 

0.0000 

35.41 

60 

24.59 

20.00 

4.92 

0.0250 

0.3244 

38.88 

60 

21.12 

20.00 

4.22 

0.0250 

0.0437 

43.56 

140 

96.44 

5.00 

4.82 

0.0015 

0.0138 

43.56 

75 

31.44 

20.00 

6.29 

0.0300 

0.8017 

44.42 

60 

15.58 

20.00 

3.12 

0.0250 

0.1321 

44.40 

60 

15.60 

20.00 

3.12 

0.0250 

0.2250 

39.81 

75 

35.19 

20.00 

7.04 

0.0300 

0.0306 

40.31 

100 

59.69 

20.00 

11.94 

0.0300 

0.0121 

40.31 

100 

59.69 

20.00 

11.94 

0.0300 

0.0120 

40.31 

100 

59.69 

20.00 

11.94 

0.0300 

0.0271 

40.31 

100 

59.69 

20.00 

11.94 

0.0300 

0.0058 

40.31 

100 

59.69 

20.00 

11.94 

0.0300 

0.0011 

40.31 

100 

59.69 

20.00 

11.94 

0.0300 

0.0693 



























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 

Younger Al 

luvium 

Younger Al 

luvium 

Younger Al 

luvium 

Younger Al 

luvium 

Younger Al 

luvium 

Younger Al 

luvium 

Quartzite 

Younger Al 

luvium 

Younger Al 

luvium 

Quartzite 

Younger Al 

luvium 

Quartzite 

Younger Al 

luvium 

Quartzite 

Younger Al 

luvium 

Younger Al 

luvium 

Younger Al 

luvium 

Quartzite 

Younger Al 

luvium 

Younger Al 

luvium 

Quartzite 

Quartzite 

Younger Al 

luvium 

Quartzite 

Younger Al 

luvium 

Younger Al 

luvium 

Quartzite 

Younger Al 

luvium 

Quartzite 

Younger Al 

luvium 

Younger Al 

luvium 

Quartzite 

Younger Al 

luvium 

Younger Al 

luvium 

Younger Al 

luvium 

Younger Al 

luvium 

Younger Al 

luvium 

Younger Al 

luvium 

Quartzite 

Younger Al 

luvium 

Younger Al 

luvium 

Younger Al 

luvium 

Younger Al 

luvium 

Quartzite 

Younger Al 

luvium 

Younger Al 

luvium 

Younger Al 

luvium 

Quartzite 

Younger Al 

luvium 

Quartzite 

Younger Al 

luvium 

Quartzite 

Younger Al 

luvium 

Younger Al 

luvium 

Younger Al 

luvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

40.31 

100 

59.69 

20.00 

11.94 

0.0300 

0.1418 

40.31 

100 

59.69 

20.00 

11.94 

0.0300 

0.2152 

40.31 

100 

59.69 

20.00 

11.94 

0.0300 

0.0009 

40.31 

100 

59.69 

20.00 

11.94 

0.0300 

0.2812 

40.31 

100 

59.69 

20.00 

11.94 

0.0300 

0.1038 

40.31 

100 

59.69 

20.00 

11.94 

0.0300 

1.7543 

40.31 

140 

99.69 

5.00 

4.98 

0.0015 

0.0070 

40.31 

100 

59.69 

20.00 

11.94 

0.0300 

2.2419 

40.31 

100 

59.69 

20.00 

11.94 

0.0300 

0.0480 

40.31 

140 

99.69 

5.00 

4.98 

0.0015 

0.0031 

40.31 

100 

59.69 

20.00 

11.94 

0.0300 

0.9219 

25.10 

140 

114.90 

5.00 

5.75 

0.0015 

0.0010 

25.10 

75 

49.90 

20.00 

9.98 

0.0300 

0.0341 

17.72 

140 

122.28 

5.00 

6.11 

0.0015 

0.0751 

17.72 

100 

82.28 

20.00 

16.46 

0.0300 

2.4311 

24.60 

60 

35.40 

20.00 

7.08 

0.0250 

0.6539 

43.59 

75 

31.41 

20.00 

6.28 

0.0300 

0.8114 

38.37 

140 

101.63 

5.00 

5.08 

0.0015 

0.0114 

38.37 

75 

36.63 

20.00 

7.33 

0.0300 

0.1537 

43.07 

75 

31.93 

20.00 

6.39 

0.0300 

0.5713 

23.41 

140 

116.59 

5.00 

5.83 

0.0015 

0.0379 

21.34 

140 

118.66 

5.00 

5.93 

0.0015 

0.0051 

21.34 

100 

78.66 

20.00 

15.73 

0.0300 

0.4513 

14.68 

140 

125.32 

5.00 

6.27 

0.0015 

0.0124 

14.68 

75 

60.32 

20.00 

12.06 

0.0300 

0.0426 

38.43 

60 

21.57 

20.00 

4.31 

0.0250 

0.5465 

36.15 

140 

103.85 

5.00 

5.19 

0.0015 

0.0991 

36.15 

75 

38.85 

20.00 

7.77 

0.0300 

0.5754 

36.64 

140 

103.36 

5.00 

5.17 

0.0015 

0.0253 

36.64 

75 

38.36 

20.00 

7.67 

0.0300 

0.0118 

44.06 

60 

15.94 

20.00 

3.19 

0.0250 

0.1162 

42.84 

140 

97.16 

5.00 

4.86 

0.0015 

0.0109 

42.84 

75 

32.16 

20.00 

6.43 

0.0300 

1.3569 

42.51 

60 

17.49 

20.00 

3.50 

0.0250 

0.3016 

35.11 

60 

24.89 

20.00 

4.98 

0.0250 

0.5720 

39.63 

75 

35.37 

20.00 

7.07 

0.0300 

1.2159 

39.80 

75 

35.20 

20.00 

7.04 

0.0300 

0.0119 

48.52 

75 

26.48 

20.00 

5.30 

0.0300 

0.2133 

19.54 

140 

120.46 

5.00 

6.02 

0.0015 

0.0069 

19.54 

75 

55.46 

20.00 

11.09 

0.0300 

0.2619 

44.56 

60 

15.44 

20.00 

3.09 

0.0250 

0.1139 

20.48 

100 

79.52 

20.00 

15.90 

0.0300 

1.0949 

24.57 

100 

75.43 

20.00 

15.09 

0.0300 

0.1779 

14.73 

140 

125.27 

5.00 

6.26 

0.0015 

0.0034 

14.73 

100 

85.27 

20.00 

17.05 

0.0300 

0.7413 

27.78 

60 

32.22 

20.00 

6.44 

0.0250 

0.5705 

42.78 

60 

17.22 

20.00 

3.44 

0.0250 

0.3052 

21.87 

140 

118.13 

5.00 

5.91 

0.0015 

0.0011 

21.87 

75 

53.13 

20.00 

10.63 

0.0300 

0.6905 

41.85 

120 

78.15 

5.00 

3.91 

0.0015 

0.0049 

41.85 

60 

18.15 

20.00 

3.63 

0.0250 

0.1482 

46.00 

140 

94.00 

5.00 

4.70 

0.0015 

0.0007 

46.00 

75 

29.00 

20.00 

5.80 

0.0300 

0.2146 

33.15 

60 

26.85 

20.00 

5.37 

0.0250 

0.5698 

35.01 

60 

24.99 

20.00 

5.00 

0.0250 

0.4355 







































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Younger Alluvium 


Phyllite & Schist 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

34.75 

120 

85.25 

5.00 

4.26 

0.0015 

0.0001 

34.75 

60 

25.25 

20.00 

5.05 

0.0250 

0.6811 

41.59 

60 

18.41 

20.00 

3.68 

0.0250 

0.2457 

38.47 

60 

21.53 

20.00 

4.31 

0.0250 

0.2878 

41.98 

75 

33.02 

20.00 

6.60 

0.0300 

0.5147 

20.19 

140 

119.81 

5.00 

5.99 

0.0015 

0.0247 

39.33 

60 

20.67 

20.00 

4.13 

0.0250 

0.2061 

40.97 

120 

79.03 

5.00 

3.95 

0.0015 

0.0011 

40.97 

60 

19.03 

20.00 

3.81 

0.0250 

0.1252 

42.39 

60 

17.61 

20.00 

3.52 

0.0250 

0.6553 

40.68 

60 

19.32 

20.00 

3.86 

0.0250 

0.3051 

36.19 

120 

83.81 

5.00 

4.19 

0.0015 

0.0002 

36.19 

60 

23.81 

20.00 

4.76 

0.0250 

0.5970 

29.39 

60 

30.61 

20.00 

6.12 

0.0250 

0.0863 

41.23 

60 

18.77 

20.00 

3.75 

0.0250 

0.1154 

45.03 

140 

94.97 

5.00 

4.75 

0.0015 

0.0022 

45.03 

75 

29.97 

20.00 

5.99 

0.0300 

0.2846 

43.38 

60 

16.62 

20.00 

3.32 

0.0250 

0.3292 

37.43 

60 

22.57 

20.00 

4.51 

0.0250 

0.6342 

37.37 

78 

40.63 

20.00 

8.13 

0.0300 

0.0582 

39.40 

60 

20.60 

20.00 

4.12 

0.0250 

0.2308 

19.56 

100 

80.44 

20.00 

16.09 

0.0300 

1.7629 

42.28 

60 

17.72 

20.00 

3.54 

0.0250 

0.1960 

39.05 

60 

20.95 

20.00 

4.19 

0.0250 

0.3279 

43.15 

60 

16.85 

20.00 

3.37 

0.0250 

0.1972 

29.79 

60 

30.21 

20.00 

6.04 

0.0250 

0.2130 

41.64 

140 

98.36 

5.00 

4.92 

0.0015 

0.0130 

41.64 

75 

33.36 

20.00 

6.67 

0.0300 

0.6826 

39.51 

75 

35.49 

20.00 

7.10 

0.0300 

0.2036 

17.28 

140 

122.72 

5.00 

6.14 

0.0015 

0.0761 

17.28 

75 

57.72 

20.00 

11.54 

0.0300 

0.0068 

17.68 

100 

82.32 

20.00 

16.46 

0.0300 

0.7145 

44.22 

120 

75.78 

5.00 

3.79 

0.0015 

0.0017 

44.22 

60 

15.78 

20.00 

3.16 

0.0250 

0.4026 

35.64 

60 

24.36 

20.00 

4.87 

0.0250 

0.0000 

40.25 

75 

34.75 

20.00 

6.95 

0.0300 

0.2413 

35.78 

100 

64.22 

20.00 

12.84 

0.0300 

0.0313 

30.43 

78 

47.57 

20.00 

9.51 

0.0200 

0.5358 

33.80 

78 

44.20 

20.00 

8.84 

0.0200 

0.4213 

33.80 

78 

44.20 

20.00 

8.84 

0.0300 

0.0024 

24.25 

70 

45.75 

20.00 

9.15 

0.0200 

0.7276 

24.25 

78 

53.75 

20.00 

10.75 

0.0300 

0.1138 

31.39 

80 

48.61 

20.00 

9.72 

0.0250 

0.0294 

31.39 

65 

33.61 

15.00 

5.04 

0.0200 

0.0292 

31.39 

65 

33.61 

5.00 

1.68 

0.0015 

0.0057 

29.75 

70 

40.25 

20.00 

8.05 

0.0200 

0.4261 

24.10 

78 

53.90 

20.00 

10.78 

0.0300 

0.0075 

24.10 

65 

40.90 

5.00 

2.04 

0.0015 

0.0086 

24.10 

65 

40.90 

15.00 

6.13 

0.0200 

0.0806 

33.15 

75 

41.85 

20.00 

8.37 

0.0300 

0.3848 

33.46 

78 

44.54 

20.00 

8.91 

0.0200 

0.5034 

23.80 

70 

46.20 

20.00 

9.24 

0.0200 

0.3167 

23.80 

140 

116.20 

5.00 

5.81 

0.0015 

0.0494 

23.80 

78 

54.20 

20.00 

10.84 

0.0300 

0.5730 

40.31 

75 

34.69 

20.00 

6.94 

0.0300 

0.1642 
























































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Older Alluvium 


Phyllite & Schist 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

20.94 

65 

44.06 

15.00 

6.61 

0.0150 

0.0952 

20.94 

65 

44.06 

5.00 

2.20 

0.0015 

0.0045 

20.94 

65 

44.06 

15.00 

6.61 

0.0200 

0.0067 

36.30 

75 

38.70 

25.00 

9.68 

0.0150 

0.0595 

36.30 

60 

23.70 

20.00 

4.74 

0.0250 

0.1084 

43.04 

80 

36.96 

20.00 

7.39 

0.0250 

0.1636 

17.91 

70 

52.09 

20.00 

10.42 

0.0200 

0.0079 

17.91 

78 

60.09 

20.00 

12.02 

0.0300 

0.8697 

17.91 

65 

47.09 

15.00 

7.06 

0.0150 

0.1203 

17.91 

65 

47.09 

5.00 

2.35 

0.0015 

0.0006 

17.91 

65 

47.09 

15.00 

7.06 

0.0200 

0.0270 

18.67 

70 

51.33 

20.00 

10.27 

0.0200 

0.4567 

45.76 

80 

34.24 

20.00 

6.85 

0.0250 

0.0226 

25.97 

78 

52.03 

20.00 

10.41 

0.0300 

0.2835 

23.87 

70 

46.13 

20.00 

9.23 

0.0200 

0.0760 

23.87 

78 

54.13 

20.00 

10.83 

0.0300 

1.5715 

44.73 

80 

35.27 

20.00 

7.05 

0.0250 

0.2142 

44.73 

100 

55.27 

20.00 

11.05 

0.0300 

2.1639 

35.17 

78 

42.83 

20.00 

8.57 

0.0200 

0.4980 

35.17 

78 

42.83 

20.00 

8.57 

0.0300 

0.6219 

44.36 

80 

35.64 

20.00 

7.13 

0.0250 

0.0922 

41.47 

78 

36.53 

20.00 

7.31 

0.0300 

0.3379 

16.64 

140 

123.37 

5.00 

6.17 

0.0015 

0.0011 

16.64 

100 

83.37 

20.00 

16.67 

0.0300 

0.2119 

24.19 

140 

115.81 

5.00 

5.79 

0.0015 

0.0244 

24.19 

78 

53.81 

20.00 

10.76 

0.0300 

0.1470 

24.19 

65 

40.81 

5.00 

2.04 

0.0015 

0.0020 

29.53 

70 

40.47 

20.00 

8.09 

0.0200 

0.2399 

48.98 

80 

31.02 

20.00 

6.20 

0.0250 

0.0512 

52.08 

80 

27.92 

20.00 

5.58 

0.0250 

0.4778 

25.42 

140 

114.58 

5.00 

5.73 

0.0015 

0.0105 

25.42 

78 

52.58 

20.00 

10.52 

0.0300 

2.0713 

29.16 

70 

40.84 

20.00 

8.17 

0.0200 

0.1055 

15.86 

70 

54.14 

20.00 

10.83 

0.0200 

0.0000 

24.64 

70 

45.36 

20.00 

9.07 

0.0200 

0.3500 

33.71 

78 

44.29 

20.00 

8.86 

0.0200 

0.1008 

25.52 

70 

44.48 

20.00 

8.90 

0.0200 

0.0001 

26.85 

70 

43.15 

20.00 

8.63 

0.0200 

0.1460 

26.85 

78 

51.15 

20.00 

10.23 

0.0300 

0.1387 

26.85 

65 

38.15 

15.00 

5.72 

0.0150 

0.0030 

26.85 

65 

38.15 

15.00 

5.72 

0.0200 

0.0081 

29.40 

70 

40.61 

20.00 

8.12 

0.0200 

0.1988 

25.73 

60 

34.27 

20.00 

6.85 

0.0150 

0.1571 

25.73 

90 

64.27 

5.00 

3.21 

0.0015 

0.0006 

25.73 

60 

34.27 

5.00 

1.71 

0.0150 

0.0000 

29.71 

70 

40.29 

20.00 

8.06 

0.0200 

0.1722 

23.55 

60 

36.45 

20.00 

7.29 

0.0150 

0.0189 

23.55 

90 

66.45 

5.00 

3.32 

0.0015 

0.0024 

24.09 

70 

45.91 

20.00 

9.18 

0.0200 

0.2860 

24.09 

78 

53.91 

20.00 

10.78 

0.0300 

0.1403 

24.54 

70 

45.46 

20.00 

9.09 

0.0200 

0.0710 

26.64 

70 

43.36 

20.00 

8.67 

0.0200 

1.0045 

26.64 

78 

51.36 

20.00 

10.27 

0.0300 

0.1525 

27.86 

70 

42.14 

20.00 

8.43 

0.0200 

0.1553 

26.36 

70 

43.64 

20.00 

8.73 

0.0200 

0.0617 






























































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Quartzite 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Quartzite 


Younger Alluvium 


Phyllite & Schist 


Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

26.36 

78 

51.64 

20.00 

10.33 

0.0300 

0.8722 

32.57 

78 

45.43 

20.00 

9.09 

0.0200 

0.1249 

32.57 

78 

45.43 

20.00 

9.09 

0.0300 

0.1116 

21.89 

90 

68.11 

5.00 

3.41 

0.0015 

0.0043 

21.89 

50 

28.11 

5.00 

1.41 

0.0015 

0.0014 

35.77 

65 

29.23 

5.00 

1.46 

0.0015 

0.0034 

28.17 

70 

41.83 

20.00 

8.37 

0.0200 

0.1045 

45.51 

80 

34.49 

20.00 

6.90 

0.0250 

0.1317 

41.38 

78 

36.62 

20.00 

7.32 

0.0300 

0.0805 

26.58 

70 

43.42 

20.00 

8.68 

0.0200 

0.0036 

26.58 

78 

51.42 

20.00 

10.28 

0.0300 

0.2458 

48.75 

80 

31.25 

20.00 

6.25 

0.0250 

0.0234 

48.75 

78 

29.25 

20.00 

5.85 

0.0300 

0.0463 

51.98 

80 

28.02 

20.00 

5.60 

0.0250 

0.1490 

51.65 

80 

28.35 

20.00 

5.67 

0.0250 

0.0982 

42.91 

80 

37.09 

20.00 

7.42 

0.0250 

0.2530 

19.33 

70 

50.67 

20.00 

10.13 

0.0200 

0.7748 

19.33 

140 

120.67 

5.00 

6.03 

0.0015 

0.0000 

19.33 

65 

45.67 

15.00 

6.85 

0.0150 

0.0050 

19.33 

65 

45.67 

5.00 

2.28 

0.0015 

0.0047 

20.73 

65 

44.27 

15.00 

6.64 

0.0150 

0.1050 

20.73 

65 

44.27 

5.00 

2.21 

0.0015 

0.0126 

25.40 

70 

44.60 

20.00 

8.92 

0.0200 

0.3456 

25.40 

78 

52.60 

20.00 

10.52 

0.0300 

0.6891 

31.92 

78 

46.08 

20.00 

9.22 

0.0300 

0.1876 

34.15 

78 

43.85 

20.00 

8.77 

0.0200 

2.6252 

34.15 

78 

43.85 

20.00 

8.77 

0.0300 

1.1199 

28.82 

70 

41.18 

20.00 

8.24 

0.0200 

0.3585 

42.09 

80 

37.91 

20.00 

7.58 

0.0250 

0.4176 

42.09 

65 

22.91 

15.00 

3.44 

0.0200 

0.1132 

42.09 

65 

22.91 

5.00 

1.15 

0.0015 

0.0029 

34.69 

78 

43.31 

20.00 

8.66 

0.0200 

0.0436 

34.69 

78 

43.31 

20.00 

8.66 

0.0300 

0.2955 

24.39 

70 

45.61 

20.00 

9.12 

0.0200 

0.2069 

24.39 

78 

53.61 

20.00 

10.72 

0.0300 

0.3590 

19.85 

70 

50.15 

20.00 

10.03 

0.0200 

0.2245 

28.08 

100 

71.92 

20.00 

14.38 

0.0300 

0.6684 

23.82 

140 

116.18 

5.00 

5.81 

0.0015 

0.0266 

23.82 

78 

54.18 

20.00 

10.84 

0.0300 

0.4490 

23.59 

70 

46.41 

20.00 

9.28 

0.0200 

0.6079 

24.37 

70 

45.63 

20.00 

9.13 

0.0200 

0.3827 

24.18 

70 

45.82 

20.00 

9.16 

0.0200 

0.3563 

52.47 

80 

27.53 

20.00 

5.51 

0.0250 

0.1554 

33.44 

78 

44.56 

20.00 

8.91 

0.0200 

0.1202 

33.87 

78 

44.13 

20.00 

8.83 

0.0200 

0.2918 

58.34 

80 

21.66 

20.00 

4.33 

0.0250 

0.2325 

34.92 

75 

40.08 

25.00 

10.02 

0.0150 

0.8282 

34.77 

78 

43.23 

20.00 

8.65 

0.0200 

0.0110 

34.77 

78 

43.23 

20.00 

8.65 

0.0300 

0.4311 

44.22 

78 

33.78 

20.00 

6.76 

0.0300 

0.3911 

23.58 

140 

116.42 

5.00 

5.82 

0.0015 

0.0003 

23.58 

65 

41.42 

5.00 

2.07 

0.0015 

0.0052 

25.29 

78 

52.71 

20.00 

10.54 

0.0300 

0.2512 

25.29 

65 

39.71 

5.00 

1.99 

0.0015 

0.0000 

25.29 

65 

39.71 

15.00 

5.96 

0.0200 

0.1140 


































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Bhojya Dand 


Bhonyawala 


Bhoortiya Kalan 


Bhurtiya 


Biharipura(rural) 


Bilaspura 


Birajpura 


Birdhapura @ Swami Ka 


Bodya Ka Barh 


Boorthal 


Brahmpuri 


Brijnathpura 


Brijrajpura 


Chainpura 


Chak Amjhar 


Chak Balram Pura No.2 


Chak Barh Babanpura 


Chak Bawanpura 


Chak Bhajoopura 


Chak Chandlai No.l 


Chak Chandlai No.2 


Chak Chandpura 


Chak Chaurasi 


Chak Cheemapura 


Chak Dhedpura 


Chak Ghati 


Chak Laxmipura No. 1 


Chak Murarpura 


Chak Saligrampura 


Chak Shivdaspura No. 2 


Chak Shri Kishanpura 


Chak Tajkhan Ka Bas 


Chak Thooni 


Chak_getor 


Chak_karol 


Chak_mata_shoola 


Chakshivdaspura Nol 


0812001301641200 


0812001201614800 


0812001301648200 


0822000302619100 


0812001301639800 


0812001301636600 


0812001201616200 


0812001301647200 


0812001301633500 


0812001201610100 


0812001201618100 


0812001301641300 


0812001301633400 


0812000808129050 


0812000801554200 


0812001301635500 


0812001301657600 


0812001301656200 


0812001201616700 


0812001301630400 


0812001301630600 


0812001301633900 


0812001301653700 


0812001301653300 


0812001201617200 


0812001201609200 


0812001301629800 


0812001301643200 


0812000801556200 


0812001301631900 


0812001301641100 


0812001301635600 


0812001301633100 


0812000808129072 


0812000808129076 


0812000808129022 


0812001301631400 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Younger Alluvium 

Saline 

Non-command 

Phyllite & Schist 



1.64 Fresh 


2.29 Fresh 


4.82 Saline 



0.41 Fresh 


0.40 Fresh 


1.28 Fresh 


0.96 Fresh 


0.47 Fresh 


0.12 Fresh 


Saline 


0.32 Fresh 


1.04 Fresh 


0.72 Fresh 


0.52 Fresh 


0.31 Fresh 


0.26 Fresh 


0.13 Fresh 




0.11 Fresh 


Saline 


0.32 Fresh 


2.18 Fresh 


Saline 


0.58 Fresh 


0.41 Saline 


0.93 Fresh 


0.30 Fresh 


0.51 Fresh 


3.33 Fresh 


0.31 Fresh 


2.43 Fresh 


0.38 Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Quartzite 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

25.73 

78 

52.27 

20.00 

10.45 

0.0300 

0.0364 

25.73 

65 

39.27 

5.00 

1.96 

0.0015 

0.0017 

25.73 

65 

39.27 

15.00 

5.89 

0.0200 

0.0359 

17.93 

70 

52.07 

20.00 

10.41 

0.0200 

0.3411 

34.71 

78 

43.29 

20.00 

8.66 

0.0200 

0.2161 

19.12 

65 

45.88 

15.00 

6.88 

0.0150 

0.2205 

19.12 

65 

45.88 

5.00 

2.29 

0.0015 

0.0092 

16.36 

140 

123.64 

5.00 

6.18 

0.0015 

0.0011 

20.77 

70 

49.23 

20.00 

9.85 

0.0200 

0.4316 

24.06 

78 

53.94 

20.00 

10.79 

0.0300 

1.0219 

34.34 

78 

43.66 

20.00 

8.73 

0.0200 

0.4615 

19.72 

70 

50.28 

20.00 

10.06 

0.0200 

0.2994 

19.72 

65 

45.28 

15.00 

6.79 

0.0150 

0.0645 

24.76 

70 

45.24 

20.00 

9.05 

0.0200 

0.0697 

46.90 

78 

31.10 

20.00 

6.22 

0.0300 

0.3966 

28.66 

78 

49.34 

20.00 

9.87 

0.0200 

0.0144 

19.26 

70 

50.74 

20.00 

10.15 

0.0200 

0.3656 

24.66 

70 

45.34 

20.00 

9.07 

0.0200 

0.0457 

50.09 

80 

29.91 

20.00 

5.98 

0.0250 

0.0476 

50.09 

140 

89.91 

5.00 

4.50 

0.0015 

0.0001 

50.09 

78 

27.91 

20.00 

5.58 

0.0300 

0.1195 

42.62 

80 

37.38 

20.00 

7.48 

0.0250 

0.0347 

27.85 

70 

42.15 

20.00 

8.43 

0.0200 

0.0344 

28.61 

70 

41.39 

20.00 

8.28 

0.0200 

0.2118 

29.26 

70 

40.74 

20.00 

8.15 

0.0200 

0.1572 

33.55 

78 

44.45 

20.00 

8.89 

0.0200 

0.0829 

19.75 

70 

50.25 

20.00 

10.05 

0.0200 

0.0004 

19.75 

140 

120.25 

5.00 

6.01 

0.0015 

0.0005 

19.75 

65 

45.25 

5.00 

2.26 

0.0015 

0.0002 

17.52 

70 

52.48 

20.00 

10.50 

0.0200 

0.0666 

25.12 

70 

44.88 

20.00 

8.98 

0.0200 

0.0087 

29.16 

70 

40.84 

20.00 

8.17 

0.0200 

0.0146 

30.04 

70 

39.96 

20.00 

7.99 

0.0200 

0.0096 

34.17 

78 

43.83 

20.00 

8.77 

0.0200 

0.0548 

37.61 

78 

40.39 

20.00 

8.08 

0.0300 

0.0631 

23.24 

70 

46.76 

20.00 

9.35 

0.0200 

0.0191 

23.24 

140 

116.76 

5.00 

5.84 

0.0015 

0.0001 

23.24 

65 

41.76 

15.00 

6.26 

0.0150 

0.0000 

23.24 

65 

41.76 

5.00 

2.09 

0.0015 

0.0001 

21.05 

140 

118.95 

5.00 

5.95 

0.0015 

0.0000 

21.05 

65 

43.95 

5.00 

2.20 

0.0015 

0.0004 

15.86 

70 

54.14 

20.00 

10.83 

0.0200 

0.0088 

37.95 

80 

42.05 

20.00 

8.41 

0.0250 

0.2887 

37.95 

65 

27.05 

15.00 

4.06 

0.0200 

0.0657 

27.20 

70 

42.80 

20.00 

8.56 

0.0200 

0.0793 

27.20 

78 

50.80 

20.00 

10.16 

0.0300 

0.0343 

27.81 

65 

37.19 

5.00 

1.86 

0.0015 

0.0011 

19.36 

70 

50.64 

20.00 

10.13 

0.0200 

0.1885 

26.73 

70 

43.27 

20.00 

8.65 

0.0200 

0.0525 

24.28 

70 

45.72 

20.00 

9.14 

0.0200 

0.0926 

53.93 

80 

26.07 

20.00 

5.21 

0.0250 

0.4337 

53.08 

80 

26.92 

20.00 

5.38 

0.0250 

0.0411 

50.82 

80 

29.18 

20.00 

5.84 

0.0250 

0.0802 

50.82 

78 

27.18 

20.00 

5.44 

0.0300 

0.3066 

24.06 

65 

40.94 

5.00 

2.05 

0.0015 

0.0012 



























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Phyllite & Schist 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

20.86 

70 

49.14 

20.00 

9.83 

0.0200 

9.0976 

20.86 

78 

57.14 

20.00 

11.43 

0.0300 

0.8424 

42.31 

80 

37.69 

20.00 

7.54 

0.0250 

0.0030 

17.63 

70 

52.37 

20.00 

10.47 

0.0200 

3.6025 

17.63 

140 

122.37 

5.00 

6.12 

0.0015 

0.0025 

52.22 

100 

47.78 

20.00 

9.56 

0.0300 

0.0693 

42.12 

78 

35.88 

20.00 

7.18 

0.0200 

0.0318 

42.12 

140 

97.88 

5.00 

4.89 

0.0015 

0.0053 

43.27 

80 

36.73 

20.00 

7.35 

0.0250 

0.4078 

28.57 

70 

41.43 

20.00 

8.29 

0.0200 

0.0176 

28.57 

65 

36.43 

15.00 

5.46 

0.0150 

0.0036 

28.57 

65 

36.43 

5.00 

1.82 

0.0015 

0.0021 

53.36 

80 

26.64 

20.00 

5.33 

0.0250 

0.1705 

53.36 

78 

24.64 

20.00 

4.93 

0.0300 

0.0882 

31.81 

78 

46.19 

20.00 

9.24 

0.0200 

0.1119 

29.81 

70 

40.19 

20.00 

8.04 

0.0200 

0.2435 

25.04 

78 

52.96 

20.00 

10.59 

0.0300 

1.4394 

24.97 

78 

53.03 

20.00 

10.61 

0.0300 

0.8714 

20.03 

90 

69.97 

5.00 

3.50 

0.0015 

0.0010 

39.24 

78 

38.76 

20.00 

7.75 

0.0200 

0.0805 

39.24 

140 

100.76 

5.00 

5.04 

0.0015 

0.0004 

18.89 

70 

51.11 

20.00 

10.22 

0.0200 

0.7398 

22.08 

70 

47.92 

20.00 

9.58 

0.0200 

0.2119 

23.22 

70 

46.78 

20.00 

9.36 

0.0200 

0.1941 

23.22 

140 

116.78 

5.00 

5.84 

0.0015 

0.0100 

23.22 

65 

41.78 

5.00 

2.09 

0.0015 

0.0022 

34.23 

78 

43.77 

20.00 

8.75 

0.0200 

0.5010 

39.19 

60 

20.81 

20.00 

4.16 

0.0250 

0.0592 

49.52 

140 

90.48 

5.00 

4.52 

0.0015 

0.0087 

49.52 

78 

28.48 

20.00 

5.70 

0.0300 

0.6218 

42.90 

80 

37.10 

20.00 

7.42 

0.0250 

0.0918 

23.71 

70 

46.29 

20.00 

9.26 

0.0200 

0.3186 

40.75 

78 

37.25 

20.00 

7.45 

0.0300 

0.6845 

18.20 

65 

46.80 

5.00 

2.34 

0.0015 

0.0029 

47.24 

80 

32.76 

20.00 

6.55 

0.0250 

0.5455 

19.48 

70 

50.52 

20.00 

10.10 

0.0200 

0.1790 

26.07 

140 

113.93 

5.00 

5.70 

0.0015 

0.0000 

26.07 

65 

38.93 

5.00 

1.95 

0.0015 

0.0031 

17.63 

65 

47.37 

15.00 

7.10 

0.0150 

0.2029 

17.63 

65 

47.37 

15.00 

7.10 

0.0200 

0.0285 

34.24 

78 

43.76 

20.00 

8.75 

0.0200 

0.4514 

25.97 

65 

39.03 

15.00 

5.86 

0.0150 

0.0011 

25.97 

65 

39.03 

5.00 

1.95 

0.0015 

0.0022 

25.97 

65 

39.03 

15.00 

5.86 

0.0200 

0.0038 

24.77 

140 

115.23 

5.00 

5.76 

0.0015 

0.0057 

24.77 

78 

53.23 

20.00 

10.65 

0.0300 

0.0506 

24.77 

65 

40.23 

5.00 

2.01 

0.0015 

0.0030 

34.80 

78 

43.20 

20.00 

8.64 

0.0200 

0.2667 

35.89 

78 

42.11 

20.00 

8.42 

0.0200 

0.6265 

28.87 

70 

41.13 

20.00 

8.23 

0.0200 

0.0024 

28.87 

78 

49.13 

20.00 

9.83 

0.0300 

0.4976 

36.98 

78 

41.02 

20.00 

8.20 

0.0200 

0.4899 

36.98 

140 

103.02 

5.00 

5.15 

0.0015 

0.0094 

17.87 

70 

52.13 

20.00 

10.43 

0.0200 

0.2517 

41.81 

78 

36.19 

20.00 

7.24 

0.0300 

0.4396 











































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Dwarkpura 


Dyoda Doongar 


Dyorha Chor 


Firojpura @ Bibi Ka Ba 


Ganeshpura 


Garhi Lashkari 


Garhi Ramnagar 


Garoodwasi 


Geela Ki Nangal 


Ghata 


Girdharilalpura 


Girdharipura 


God Ka Bas 


Gokulpura Lasariya 


Golyawas 


Goner 


Goojar Hera 


Gopirampura 


Gordhanpura 


Gorha Phalyawas 


Govindpura 


Hansrajpura 


Hanumanpura 


Harchandpura @ Balyawa 


Hardhyanpura 


Hardi 


Hari Rampura 


Harkishanpura 


Himmatpura 


Hingoniya 


Hingoniyan 


Census Code 


0812001301658000 



0812001201608300 


0812001301636900 


0812001301637600 


0812001301652900 


0812001301647100 


0812001301651700 


0812001201608900 


0812001201609500 


0812001301648100 


0812001201611300 


0812001301634100 


0812001201611200 


0812000808129102 


0812000801556000 


0812001301658300 


0812001301638700 


0812001301631200 


0822000302626700 


0812001201613500 


0812000808129062 


0812001301649200 


0812001301644900 


0812001201612300 


0812001201608500 


0812001201608700 


0812001201609600 


0812001201614300 


0812001101602800 


0812001201611100 


0812001201609900 


0822000302628300 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Older Alluvium 

Saline 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 


4.59 Fresh 


1.64 Fresh 


1.65 Fresh 



1.26 Fresh 


3.76 Fresh 


6.38 Fresh 


0.85 Fresh 


5.54 Fresh 


2.76 Fresh 


Saline 


2.99 Fresh 


2.77 Fresh 


4.11 Fresh 


3.08 Fresh 


15.18 Fresh 



1.37 Fresh 


1.98 Fresh 


2.69 Saline 


1.97 Fresh 


2.89 Fresh 


1.50 Fresh 


2.40 Fresh 


Saline 



1.11 Fresh 


2.11 Fresh 


4.32 Fresh 


3.03 Fresh 


3.59 Fresh 


1.57 Fresh 


1.47 Fresh 


1.32 Fresh 


2.95 Fresh 


6.02 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Phyllite & Schist 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Phyllite & Schist 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

27.31 

70 

42.69 

20.00 

8.54 

0.0200 

0.2594 

27.31 

65 

37.69 

15.00 

5.65 

0.0150 

0.0213 

35.53 

75 

39.47 

25.00 

9.87 

0.0150 

0.2185 

35.53 

60 

24.47 

20.00 

4.89 

0.0250 

0.0387 

35.34 

78 

42.66 

20.00 

8.53 

0.0300 

0.5427 

25.16 

78 

52.84 

20.00 

10.57 

0.0300 

0.5215 

24.54 

70 

45.46 

20.00 

9.09 

0.0200 

0.0172 

24.54 

78 

53.46 

20.00 

10.69 

0.0300 

0.4990 

32.33 

78 

45.67 

20.00 

9.13 

0.0200 

0.0001 

32.33 

78 

45.67 

20.00 

9.13 

0.0300 

0.4834 

26.56 

70 

43.44 

20.00 

8.69 

0.0200 

0.2198 

19.18 

70 

50.82 

20.00 

10.16 

0.0200 

0.7646 

26.72 

70 

43.28 

20.00 

8.66 

0.0200 

0.7650 

26.72 

78 

51.28 

20.00 

10.26 

0.0300 

0.6040 

40.60 

78 

37.40 

20.00 

7.48 

0.0300 

0.1917 

37.65 

78 

40.35 

20.00 

8.07 

0.0300 

1.3387 

19.17 

70 

50.83 

20.00 

10.17 

0.0200 

0.2111 

19.17 

78 

58.83 

20.00 

11.77 

0.0300 

0.2455 

19.17 

65 

45.83 

15.00 

6.87 

0.0150 

0.1055 

39.37 

78 

38.63 

20.00 

7.73 

0.0300 

0.6929 

27.34 

70 

42.66 

20.00 

8.53 

0.0200 

0.0028 

35.27 

78 

42.73 

20.00 

8.55 

0.0200 

0.4148 

35.27 

78 

42.73 

20.00 

8.55 

0.0300 

0.4310 

48.41 

80 

31.59 

20.00 

6.32 

0.0250 

0.0221 

38.91 

80 

41.09 

20.00 

8.22 

0.0250 

1.8055 

38.91 

78 

39.09 

20.00 

7.82 

0.0300 

1.3717 

38.91 

65 

26.09 

15.00 

3.91 

0.0200 

0.0140 

38.91 

65 

26.09 

5.00 

1.30 

0.0015 

0.0007 

28.19 

70 

41.81 

20.00 

8.36 

0.0200 

0.0583 

20.78 

70 

49.22 

20.00 

9.84 

0.0200 

0.3908 

29.62 

65 

35.38 

15.00 

5.31 

0.0150 

0.0038 

29.62 

65 

35.38 

5.00 

1.77 

0.0015 

0.0070 

20.20 

90 

69.80 

5.00 

3.49 

0.0015 

0.0006 

37.71 

78 

40.29 

20.00 

8.06 

0.0200 

0.0055 

37.71 

78 

40.29 

20.00 

8.06 

0.0300 

0.6902 

45.81 

80 

34.19 

20.00 

6.84 

0.0250 

0.2565 

24.75 

78 

53.25 

20.00 

10.65 

0.0300 

0.0588 

24.75 

65 

40.25 

5.00 

2.01 

0.0015 

0.0037 

24.75 

65 

40.25 

15.00 

6.04 

0.0200 

0.1191 

55.14 

80 

24.86 

20.00 

4.97 

0.0250 

0.4929 

55.14 

78 

22.86 

20.00 

4.57 

0.0300 

0.2935 

15.81 

70 

54.19 

20.00 

10.84 

0.0200 

0.0678 

27.27 

78 

50.73 

20.00 

10.15 

0.0200 

0.0052 

27.27 

78 

50.73 

20.00 

10.15 

0.0300 

0.6360 

41.13 

78 

36.87 

20.00 

7.37 

0.0300 

0.9561 

41.73 

78 

36.27 

20.00 

7.25 

0.0300 

0.6452 

40.38 

78 

37.62 

20.00 

7.52 

0.0300 

0.8094 

33.42 

78 

44.58 

20.00 

8.92 

0.0200 

0.2807 

38.88 

60 

21.12 

20.00 

4.22 

0.0250 

0.1118 

34.09 

78 

43.91 

20.00 

8.78 

0.0200 

0.2238 

34.09 

78 

43.91 

20.00 

8.78 

0.0300 

0.0129 

42.77 

78 

35.23 

20.00 

7.05 

0.0300 

0.6239 

24.01 

60 

35.99 

20.00 

7.20 

0.0150 

0.0059 

24.01 

90 

65.99 

5.00 

3.30 

0.0015 

0.0134 

24.01 

60 

35.99 

5.00 

1.80 

0.0150 

0.0000 





































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Quartzite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

24.01 

50 

25.99 

5.00 

1.30 

0.0015 

0.0052 

58.78 

80 

21.22 

20.00 

4.24 

0.0250 

0.2055 

30.02 

70 

39.98 

20.00 

8.00 

0.0200 

0.0033 

23.71 

70 

46.29 

20.00 

9.26 

0.0200 

0.6039 

23.71 

140 

116.29 

5.00 

5.81 

0.0015 

0.0026 

43.80 

80 

36.20 

20.00 

7.24 

0.0250 

0.2089 

25.85 

70 

44.15 

20.00 

8.83 

0.0200 

0.4765 

25.10 

70 

44.90 

20.00 

8.98 

0.0200 

0.7509 

53.05 

80 

26.95 

20.00 

5.39 

0.0250 

0.1520 

24.51 

60 

35.49 

20.00 

7.10 

0.0150 

0.1676 

24.51 

90 

65.49 

5.00 

3.27 

0.0015 

0.0101 

22.30 

65 

42.70 

15.00 

6.40 

0.0150 

0.0157 

22.30 

65 

42.70 

5.00 

2.13 

0.0015 

0.0018 

22.30 

65 

42.70 

15.00 

6.40 

0.0200 

0.1328 

23.92 

70 

46.08 

20.00 

9.22 

0.0200 

0.1583 

41.09 

80 

38.91 

20.00 

7.78 

0.0250 

0.2246 

22.96 

70 

47.04 

20.00 

9.41 

0.0200 

0.1333 

23.88 

78 

54.12 

20.00 

10.82 

0.0300 

0.7509 

40.31 

100 

59.69 

20.00 

11.94 

0.0300 

0.0076 

40.31 

100 

59.69 

20.00 

11.94 

0.0300 

0.0358 

40.31 

100 

59.69 

20.00 

11.94 

0.0300 

0.0030 

40.31 

100 

59.69 

20.00 

11.94 

0.0300 

0.0526 

40.31 

100 

59.69 

20.00 

11.94 

0.0300 

0.0332 

40.31 

100 

59.69 

20.00 

11.94 

0.0300 

0.1076 

40.31 

100 

59.69 

20.00 

11.94 

0.0300 

0.1211 

40.31 

100 

59.69 

20.00 

11.94 

0.0300 

0.1274 

40.31 

100 

59.69 

20.00 

11.94 

0.0300 

0.0593 

40.31 

100 

59.69 

20.00 

11.94 

0.0300 

0.1310 

40.31 

100 

59.69 

20.00 

11.94 

0.0300 

0.1345 

40.31 

80 

39.69 

20.00 

7.94 

0.0250 

0.0767 

40.31 

80 

39.69 

20.00 

7.94 

0.0250 

0.0038 

40.31 

100 

59.69 

20.00 

11.94 

0.0300 

0.1500 

40.31 

100 

59.69 

20.00 

11.94 

0.0300 

0.0273 

40.31 

100 

59.69 

20.00 

11.94 

0.0300 

0.2455 

40.31 

100 

59.69 

20.00 

11.94 

0.0300 

0.2865 

40.31 

100 

59.69 

20.00 

11.94 

0.0300 

0.2191 

40.31 

80 

39.69 

20.00 

7.94 

0.0250 

0.0285 

40.31 

100 

59.69 

20.00 

11.94 

0.0300 

0.4008 

40.31 

100 

59.69 

20.00 

11.94 

0.0300 

0.2849 

40.31 

80 

39.69 

20.00 

7.94 

0.0250 

0.2560 

40.31 

100 

59.69 

20.00 

11.94 

0.0300 

0.0528 

40.31 

100 

59.69 

20.00 

11.94 

0.0300 

0.4084 

40.31 

100 

59.69 

20.00 

11.94 

0.0300 

0.8320 

40.31 

80 

39.69 

20.00 

7.94 

0.0250 

0.1073 

40.31 

100 

59.69 

20.00 

11.94 

0.0300 

0.8121 

40.31 

100 

59.69 

20.00 

11.94 

0.0300 

0.5447 

40.31 

80 

39.69 

20.00 

7.94 

0.0250 

0.0002 

40.31 

100 

59.69 

20.00 

11.94 

0.0300 

1.2830 

40.31 

100 

59.69 

20.00 

11.94 

0.0300 

1.2902 

40.31 

100 

59.69 

20.00 

11.94 

0.0300 

0.9830 

40.31 

80 

39.69 

20.00 

7.94 

0.0250 

0.7612 

40.31 

100 

59.69 

20.00 

11.94 

0.0300 

0.4023 

40.31 

100 

59.69 

20.00 

11.94 

0.0300 

0.9208 

40.31 

100 

59.69 

20.00 

11.94 

0.0300 

0.0891 

40.31 

140 

99.69 

5.00 

4.98 

0.0015 

0.0000 








































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

40.31 

100 

59.69 

20.00 

11.94 

0.0300 

2.7205 

40.31 

100 

59.69 

20.00 

11.94 

0.0300 

2.7982 

40.31 

100 

59.69 

20.00 

11.94 

0.0300 

3.0454 

40.31 

80 

39.69 

20.00 

7.94 

0.0250 

4.1328 

40.31 

100 

59.69 

20.00 

11.94 

0.0300 

1.7820 

40.31 

80 

39.69 

20.00 

7.94 

0.0250 

1.5374 

40.31 

140 

99.69 

5.00 

4.98 

0.0015 

0.0233 

40.31 

100 

59.69 

20.00 

11.94 

0.0300 

5.8517 

53.83 

80 

26.17 

20.00 

5.23 

0.0250 

0.1752 

25.10 

140 

114.90 

5.00 

5.75 

0.0015 

0.0001 

25.10 

75 

49.90 

20.00 

9.98 

0.0300 

0.7130 

19.76 

70 

50.24 

20.00 

10.05 

0.0200 

0.6456 

19.76 

65 

45.24 

15.00 

6.79 

0.0150 

0.1733 

42.91 

80 

37.09 

20.00 

7.42 

0.0250 

0.1916 

42.91 

65 

22.09 

15.00 

3.31 

0.0200 

0.0001 

43.06 

80 

36.94 

20.00 

7.39 

0.0250 

0.1426 

45.41 

80 

34.59 

20.00 

6.92 

0.0250 

0.0133 

45.41 

78 

32.59 

20.00 

6.52 

0.0300 

0.2419 

17.72 

140 

122.28 

5.00 

6.11 

0.0015 

0.0000 

26.61 

70 

43.39 

20.00 

8.68 

0.0200 

0.1783 

19.80 

70 

50.20 

20.00 

10.04 

0.0200 

0.2643 

45.32 

80 

34.68 

20.00 

6.94 

0.0250 

0.2002 

45.32 

78 

32.68 

20.00 

6.54 

0.0300 

0.0469 

41.28 

78 

36.72 

20.00 

7.34 

0.0300 

0.6739 

30.19 

70 

39.81 

20.00 

7.96 

0.0200 

0.0569 

43.76 

78 

34.24 

20.00 

6.85 

0.0200 

0.2930 

43.76 

140 

96.24 

5.00 

4.81 

0.0015 

0.0079 

35.43 

75 

39.57 

25.00 

9.89 

0.0150 

0.0867 

35.43 

120 

84.57 

5.00 

4.23 

0.0015 

0.0158 

35.43 

60 

24.57 

20.00 

4.91 

0.0250 

0.0727 

20.94 

70 

49.06 

20.00 

9.81 

0.0200 

0.1502 

51.75 

80 

28.25 

20.00 

5.65 

0.0250 

0.1068 

51.75 

140 

88.25 

5.00 

4.41 

0.0015 

0.0002 

51.75 

78 

26.25 

20.00 

5.25 

0.0300 

0.1214 

50.57 

80 

29.43 

20.00 

5.89 

0.0250 

0.1199 

52.32 

80 

27.68 

20.00 

5.54 

0.0250 

0.0572 

34.00 

78 

44.00 

20.00 

8.80 

0.0200 

0.1941 

17.47 

70 

52.53 

20.00 

10.51 

0.0200 

0.8647 

55.68 

80 

24.32 

20.00 

4.86 

0.0250 

0.3841 

37.17 

120 

82.83 

5.00 

4.14 

0.0015 

0.0045 

37.17 

60 

22.83 

20.00 

4.57 

0.0250 

0.2007 

44.16 

140 

95.84 

5.00 

4.79 

0.0015 

0.0002 

44.16 

78 

33.84 

20.00 

6.77 

0.0300 

1.1962 

26.20 

70 

43.80 

20.00 

8.76 

0.0200 

0.0248 

26.20 

78 

51.80 

20.00 

10.36 

0.0300 

0.4863 

26.20 

65 

38.80 

15.00 

5.82 

0.0200 

0.0047 

41.86 

78 

36.14 

20.00 

7.23 

0.0300 

2.4558 

25.98 

70 

44.02 

20.00 

8.80 

0.0200 

0.7001 

19.08 

60 

40.92 

20.00 

8.18 

0.0150 

0.1577 

19.08 

90 

70.92 

5.00 

3.55 

0.0015 

0.0002 

19.08 

60 

40.92 

5.00 

2.05 

0.0150 

0.1072 

19.08 

140 

120.92 

5.00 

6.05 

0.0015 

0.0062 

16.47 

70 

53.53 

20.00 

10.71 

0.0200 

0.5984 

24.97 

78 

53.03 

20.00 

10.61 

0.0200 

0.2051 

29.62 

78 

48.38 

20.00 

9.68 

0.0200 

0.1211 


























































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Younger Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Quartzite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

29.62 

78 

48.38 

20.00 

9.68 

0.0300 

0.3362 

29.68 

70 

40.32 

20.00 

8.06 

0.0200 

0.1214 

23.77 

140 

116.23 

5.00 

5.81 

0.0015 

0.0307 

23.77 

65 

41.23 

5.00 

2.06 

0.0015 

0.0004 

26.45 

70 

43.55 

20.00 

8.71 

0.0200 

0.1044 

26.45 

65 

38.55 

15.00 

5.78 

0.0150 

0.0987 

26.45 

65 

38.55 

5.00 

1.93 

0.0015 

0.0005 

34.18 

65 

30.82 

15.00 

4.62 

0.0150 

0.0208 

34.18 

65 

30.82 

5.00 

1.54 

0.0015 

0.0038 

26.41 

70 

43.59 

20.00 

8.72 

0.0200 

0.2396 

26.41 

78 

51.59 

20.00 

10.32 

0.0300 

0.0081 

26.44 

78 

51.56 

20.00 

10.31 

0.0200 

0.0522 

28.66 

70 

41.34 

20.00 

8.27 

0.0200 

0.0031 

42.68 

80 

37.32 

20.00 

7.46 

0.0250 

0.2170 

35.95 

78 

42.05 

20.00 

8.41 

0.0300 

1.0470 

31.01 

78 

46.99 

20.00 

9.40 

0.0300 

0.7413 

33.89 

78 

44.11 

20.00 

8.82 

0.0200 

0.0005 

33.89 

78 

44.11 

20.00 

8.82 

0.0300 

0.5811 

36.88 

78 

41.12 

20.00 

8.22 

0.0200 

0.0001 

36.88 

78 

41.12 

20.00 

8.22 

0.0300 

0.2749 

52.50 

80 

27.50 

20.00 

5.50 

0.0250 

0.3696 

52.50 

78 

25.50 

20.00 

5.10 

0.0300 

0.0013 

44.71 

80 

35.29 

20.00 

7.06 

0.0250 

0.1789 

50.63 

80 

29.37 

20.00 

5.87 

0.0250 

0.1740 

50.63 

78 

27.37 

20.00 

5.47 

0.0300 

0.3108 

19.19 

65 

45.81 

5.00 

2.29 

0.0015 

0.0053 

34.46 

78 

43.54 

20.00 

8.71 

0.0200 

0.4786 

18.60 

65 

46.40 

5.00 

2.32 

0.0015 

0.0119 

25.20 

70 

44.80 

20.00 

8.96 

0.0200 

0.3586 

24.20 

70 

45.80 

20.00 

9.16 

0.0200 

3.3852 

22.09 

65 

42.91 

5.00 

2.15 

0.0015 

0.0204 

26.61 

70 

43.39 

20.00 

8.68 

0.0200 

0.0640 

28.66 

70 

41.34 

20.00 

8.27 

0.0200 

0.0779 

39.90 

78 

38.10 

20.00 

7.62 

0.0300 

0.5251 

39.70 

78 

38.30 

20.00 

7.66 

0.0300 

0.4686 

19.38 

65 

45.62 

15.00 

6.84 

0.0150 

0.0045 

19.38 

65 

45.62 

5.00 

2.28 

0.0015 

0.0022 

23.35 

70 

46.65 

20.00 

9.33 

0.0200 

0.4342 

42.61 

78 

35.39 

20.00 

7.08 

0.0300 

0.3383 

18.06 

70 

51.94 

20.00 

10.39 

0.0200 

0.0375 

35.59 

78 

42.42 

20.00 

8.48 

0.0200 

0.0404 

35.59 

78 

42.42 

20.00 

8.48 

0.0300 

0.3420 

23.12 

90 

66.88 

5.00 

3.34 

0.0015 

0.0024 

23.12 

50 

26.88 

5.00 

1.34 

0.0015 

0.0026 

39.63 

75 

35.37 

20.00 

7.07 

0.0300 

0.0387 

42.09 

80 

37.91 

20.00 

7.58 

0.0250 

0.0055 

42.09 

65 

22.91 

15.00 

3.44 

0.0200 

0.0295 

42.09 

65 

22.91 

5.00 

1.15 

0.0015 

0.0002 

25.67 

70 

44.33 

20.00 

8.87 

0.0200 

0.4479 

19.70 

70 

50.30 

20.00 

10.06 

0.0200 

0.3462 

43.08 

80 

36.92 

20.00 

7.38 

0.0250 

0.0938 

23.76 

70 

46.24 

20.00 

9.25 

0.0200 

0.1186 

58.65 

80 

21.35 

20.00 

4.27 

0.0250 

0.1941 

48.52 

75 

26.48 

20.00 

5.30 

0.0300 

0.3089 

29.83 

70 

40.17 

20.00 

8.03 

0.0200 

0.0140 





















































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Phyllite & Schist 


Older Alluvium 


Quartzite 


Quartzite 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

21.73 

65 

43.27 

5.00 

2.16 

0.0015 

0.0086 

16.73 

65 

48.27 

15.00 

7.24 

0.0150 

0.1163 

16.73 

65 

48.27 

5.00 

2.41 

0.0015 

0.0078 

49.84 

80 

30.16 

20.00 

6.03 

0.0250 

0.4374 

20.30 

90 

69.70 

5.00 

3.48 

0.0015 

0.0099 

20.30 

50 

29.70 

5.00 

1.48 

0.0015 

0.0012 

35.07 

78 

42.93 

20.00 

8.59 

0.0200 

0.1076 

35.07 

78 

42.93 

20.00 

8.59 

0.0300 

0.3540 

26.67 

70 

43.33 

20.00 

8.67 

0.0200 

0.1789 

25.15 

70 

44.85 

20.00 

8.97 

0.0200 

0.1757 

25.15 

78 

52.85 

20.00 

10.57 

0.0300 

0.1648 

25.19 

70 

44.81 

20.00 

8.96 

0.0200 

0.4196 

19.54 

140 

120.46 

5.00 

6.02 

0.0015 

0.0004 

19.54 

75 

55.46 

20.00 

11.09 

0.0300 

0.7796 

24.05 

65 

40.95 

5.00 

2.05 

0.0015 

0.0062 

20.48 

100 

79.52 

20.00 

15.90 

0.0300 

0.0826 

23.84 

65 

41.16 

5.00 

2.06 

0.0015 

0.0086 

17.86 

70 

52.14 

20.00 

10.43 

0.0200 

0.0421 

17.86 

140 

122.14 

5.00 

6.11 

0.0015 

0.0033 

17.86 

65 

47.14 

5.00 

2.36 

0.0015 

0.0009 

22.97 

78 

55.03 

20.00 

11.01 

0.0300 

0.1426 

22.97 

65 

42.03 

15.00 

6.30 

0.0150 

0.0038 

22.97 

65 

42.03 

15.00 

6.30 

0.0200 

0.2065 

34.78 

78 

43.22 

20.00 

8.64 

0.0200 

0.0355 

34.78 

78 

43.22 

20.00 

8.64 

0.0300 

1.9305 

55.36 

80 

24.64 

20.00 

4.93 

0.0250 

0.2380 

34.07 

78 

43.93 

20.00 

8.79 

0.0200 

0.4664 

34.74 

75 

40.26 

25.00 

10.06 

0.0150 

0.2618 

34.74 

120 

85.26 

5.00 

4.26 

0.0015 

0.0008 

20.36 

70 

49.64 

20.00 

9.93 

0.0200 

0.6215 

38.88 

65 

26.12 

5.00 

1.31 

0.0015 

0.0024 

37.26 

78 

40.74 

20.00 

8.15 

0.0300 

1.3328 

38.71 

80 

41.29 

20.00 

8.26 

0.0250 

0.0734 

38.71 

65 

26.29 

15.00 

3.94 

0.0200 

0.0446 

38.71 

65 

26.29 

5.00 

1.31 

0.0015 

0.0028 

37.82 

120 

82.18 

5.00 

4.11 

0.0015 

0.0013 

37.82 

60 

22.18 

20.00 

4.44 

0.0250 

0.1818 

16.50 

70 

53.50 

20.00 

10.70 

0.0200 

0.5092 

17.04 

65 

47.96 

15.00 

7.19 

0.0150 

0.0787 

17.04 

65 

47.96 

5.00 

2.40 

0.0015 

0.0050 

36.28 

80 

43.72 

20.00 

8.74 

0.0250 

1.0649 

34.60 

78 

43.40 

20.00 

8.68 

0.0200 

0.4421 

24.21 

70 

45.79 

20.00 

9.16 

0.0200 

0.1857 

24.21 

78 

53.79 

20.00 

10.76 

0.0300 

0.2807 

19.05 

70 

50.95 

20.00 

10.19 

0.0200 

0.6478 

25.12 

78 

52.88 

20.00 

10.58 

0.0200 

0.8248 

25.12 

78 

52.88 

20.00 

10.58 

0.0300 

0.0177 

47.97 

140 

92.03 

5.00 

4.60 

0.0015 

0.0050 

47.97 

78 

30.03 

20.00 

6.01 

0.0300 

0.0717 

43.27 

80 

36.73 

20.00 

7.35 

0.0250 

0.0627 

19.10 

60 

40.90 

20.00 

8.18 

0.0150 

0.0991 

19.10 

90 

70.90 

5.00 

3.55 

0.0015 

0.0111 

19.10 

60 

40.90 

5.00 

2.05 

0.0150 

0.0282 

19.10 

50 

30.90 

5.00 

1.55 

0.0015 

0.0000 

50.96 

80 

29.04 

20.00 

5.81 

0.0250 

0.5287 

































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Quartzite 


Younger Alluvium 


Phyllite & Schist 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

46.01 

78 

31.99 

20.00 

6.40 

0.0200 

0.0020 

46.01 

140 

93.99 

5.00 

4.70 

0.0015 

0.0019 

22.00 

65 

43.00 

5.00 

2.15 

0.0015 

0.0106 

18.44 

70 

51.56 

20.00 

10.31 

0.0200 

0.0258 

18.44 

78 

59.56 

20.00 

11.91 

0.0300 

0.1400 

18.44 

65 

46.56 

15.00 

6.98 

0.0150 

0.0192 

22.07 

65 

42.93 

5.00 

2.15 

0.0015 

0.0077 

22.02 

78 

55.98 

20.00 

11.20 

0.0300 

0.7905 

25.63 

65 

39.37 

5.00 

1.97 

0.0015 

0.0030 

25.63 

65 

39.37 

15.00 

5.91 

0.0200 

0.0086 

46.05 

80 

33.95 

20.00 

6.79 

0.0250 

0.0000 

25.19 

70 

44.81 

20.00 

8.96 

0.0200 

0.3307 

25.19 

78 

52.81 

20.00 

10.56 

0.0300 

0.0602 

25.77 

78 

52.23 

20.00 

10.45 

0.0200 

0.0123 

26.13 

70 

43.87 

20.00 

8.77 

0.0200 

0.0090 

26.13 

78 

51.87 

20.00 

10.37 

0.0300 

0.3088 

22.45 

70 

47.55 

20.00 

9.51 

0.0200 

0.0723 

22.45 

140 

117.55 

5.00 

5.88 

0.0015 

0.0001 

22.45 

65 

42.55 

15.00 

6.38 

0.0150 

0.0025 

22.45 

65 

42.55 

5.00 

2.13 

0.0015 

0.0109 

53.83 

100 

46.17 

20.00 

9.23 

0.0300 

0.1844 

21.50 

70 

48.50 

20.00 

9.70 

0.0200 

0.1450 

18.67 

70 

51.33 

20.00 

10.27 

0.0200 

0.5680 

29.96 

70 

40.04 

20.00 

8.01 

0.0200 

0.6004 

23.87 

70 

46.13 

20.00 

9.23 

0.0200 

0.0320 

23.87 

78 

54.13 

20.00 

10.83 

0.0300 

0.6499 

27.40 

70 

42.60 

20.00 

8.52 

0.0200 

0.5307 

48.37 

140 

91.63 

5.00 

4.58 

0.0015 

0.0033 

48.37 

78 

29.63 

20.00 

5.93 

0.0300 

0.2086 

18.57 

70 

51.43 

20.00 

10.29 

0.0200 

0.2025 

34.34 

78 

43.66 

20.00 

8.73 

0.0200 

0.3087 

38.81 

60 

21.19 

20.00 

4.24 

0.0250 

0.8162 

26.52 

70 

43.48 

20.00 

8.70 

0.0200 

0.6704 

23.96 

70 

46.04 

20.00 

9.21 

0.0200 

0.7038 

23.96 

78 

54.04 

20.00 

10.81 

0.0300 

2.1222 

21.64 

65 

43.36 

5.00 

2.17 

0.0015 

0.0049 

33.70 

78 

44.30 

20.00 

8.86 

0.0200 

0.2237 

36.19 

120 

83.81 

5.00 

4.19 

0.0015 

0.0076 

36.19 

60 

23.81 

20.00 

4.76 

0.0250 

0.0838 

27.09 

70 

42.91 

20.00 

8.58 

0.0200 

0.2314 

27.09 

65 

37.91 

15.00 

5.69 

0.0150 

0.0000 

35.59 

78 

42.41 

20.00 

8.48 

0.0200 

0.1029 

29.72 

78 

48.28 

20.00 

9.66 

0.0300 

1.0286 

29.27 

78 

48.73 

20.00 

9.75 

0.0300 

0.1380 

38.04 

78 

39.96 

20.00 

7.99 

0.0200 

0.0041 

38.04 

78 

39.96 

20.00 

7.99 

0.0300 

1.4570 

34.73 

78 

43.27 

20.00 

8.65 

0.0200 

0.3971 

34.73 

78 

43.27 

20.00 

8.65 

0.0300 

0.2020 

28.51 

65 

36.49 

5.00 

1.82 

0.0015 

0.0080 

20.75 

70 

49.25 

20.00 

9.85 

0.0200 

0.1069 

26.47 

70 

43.53 

20.00 

8.71 

0.0200 

0.1889 

26.47 

78 

51.53 

20.00 

10.31 

0.0300 

0.0098 

18.96 

70 

51.04 

20.00 

10.21 

0.0200 

0.6677 

24.81 

70 

45.19 

20.00 

9.04 

0.0200 

0.4963 

24.94 

78 

53.06 

20.00 

10.61 

0.0300 

1.4616 
















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Phyllite & Schist 


Quartzite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Quartzite 


Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

18.62 

65 

46.38 

15.00 

6.96 

0.0150 

0.2405 

18.62 

65 

46.38 

5.00 

2.32 

0.0015 

0.0003 

22.58 

65 

42.42 

5.00 

2.12 

0.0015 

0.0066 

35.00 

78 

43.00 

20.00 

8.60 

0.0200 

0.3862 

35.00 

78 

43.00 

20.00 

8.60 

0.0300 

0.0226 

36.15 

78 

41.85 

20.00 

8.37 

0.0200 

0.0001 

36.15 

78 

41.85 

20.00 

8.37 

0.0300 

0.4899 

26.38 

70 

43.62 

20.00 

8.72 

0.0200 

0.0432 

26.38 

78 

51.62 

20.00 

10.32 

0.0300 

0.3827 

24.16 

70 

45.84 

20.00 

9.17 

0.0200 

0.2255 

24.16 

78 

53.84 

20.00 

10.77 

0.0300 

0.0626 

43.47 

80 

36.53 

20.00 

7.31 

0.0250 

0.4988 

29.70 

70 

40.30 

20.00 

8.06 

0.0200 

0.0243 

39.11 

60 

20.89 

20.00 

4.18 

0.0250 

0.2247 

24.36 

70 

45.64 

20.00 

9.13 

0.0200 

0.1683 

24.36 

78 

53.64 

20.00 

10.73 

0.0300 

0.4055 

51.28 

80 

28.72 

20.00 

5.74 

0.0250 

0.1939 

51.28 

78 

26.72 

20.00 

5.34 

0.0300 

0.0121 

25.06 

78 

52.94 

20.00 

10.59 

0.0300 

1.6685 

42.44 

80 

37.56 

20.00 

7.51 

0.0250 

0.3016 

27.08 

65 

37.92 

15.00 

5.69 

0.0150 

0.0001 

27.08 

65 

37.92 

5.00 

1.90 

0.0015 

0.0053 

18.40 

70 

51.60 

20.00 

10.32 

0.0200 

0.5264 

20.37 

65 

44.63 

15.00 

6.69 

0.0150 

0.1058 

20.37 

65 

44.63 

5.00 

2.23 

0.0015 

0.0024 

35.88 

78 

42.12 

20.00 

8.42 

0.0200 

0.2862 

25.95 

78 

52.05 

20.00 

10.41 

0.0200 

0.0144 

37.37 

78 

40.63 

20.00 

8.13 

0.0300 

0.9692 

39.24 

78 

38.76 

20.00 

7.75 

0.0300 

0.8320 

42.28 

78 

35.72 

20.00 

7.14 

0.0300 

0.8762 

49.14 

80 

30.86 

20.00 

6.17 

0.0250 

0.5503 

24.21 

70 

45.79 

20.00 

9.16 

0.0200 

0.8124 

20.44 

70 

49.56 

20.00 

9.91 

0.0200 

0.0539 

20.44 

140 

119.56 

5.00 

5.98 

0.0015 

0.0000 

39.40 

60 

20.60 

20.00 

4.12 

0.0250 

0.1951 

17.02 

70 

52.98 

20.00 

10.60 

0.0200 

0.2461 

35.95 

78 

42.05 

20.00 

8.41 

0.0200 

0.2881 

35.95 

78 

42.05 

20.00 

8.41 

0.0300 

0.4465 

34.64 

78 

43.36 

20.00 

8.67 

0.0200 

0.2970 

25.87 

70 

44.13 

20.00 

8.83 

0.0200 

0.0026 

24.82 

70 

45.18 

20.00 

9.04 

0.0200 

0.8302 

24.82 

78 

53.18 

20.00 

10.64 

0.0300 

1.4791 

23.61 

70 

46.39 

20.00 

9.28 

0.0200 

0.1920 

23.61 

140 

116.39 

5.00 

5.82 

0.0015 

0.0013 

35.27 

78 

42.73 

20.00 

8.55 

0.0300 

0.7365 

17.81 

70 

52.19 

20.00 

10.44 

0.0200 

0.1881 

18.42 

70 

51.58 

20.00 

10.32 

0.0200 

0.7420 

52.13 

80 

27.87 

20.00 

5.57 

0.0250 

0.0015 

22.59 

70 

47.41 

20.00 

9.48 

0.0200 

0.3906 

39.23 

80 

40.77 

20.00 

8.15 

0.0250 

0.2917 

25.00 

78 

53.00 

20.00 

10.60 

0.0200 

0.5822 

25.00 

78 

53.00 

20.00 

10.60 

0.0300 

1.7964 

40.31 

80 

39.69 

20.00 

7.94 

0.0250 

10.1666 

40.31 

140 

99.69 

5.00 

4.98 

0.0015 

0.0005 

40.31 

78 

37.69 

20.00 

7.54 

0.0300 

1.7352 
















































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Younger Alluvium 


Phyllite & Schist 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

39.34 

78 

38.66 

20.00 

7.73 

0.0300 

1.0863 

20.19 

78 

57.81 

20.00 

11.56 

0.0300 

0.4575 

20.19 

65 

44.81 

15.00 

6.72 

0.0150 

0.0519 

20.19 

65 

44.81 

15.00 

6.72 

0.0200 

0.2261 

30.65 

70 

39.35 

20.00 

7.87 

0.0200 

0.0491 

30.65 

140 

109.35 

5.00 

5.47 

0.0015 

0.0005 

30.65 

78 

47.35 

20.00 

9.47 

0.0300 

0.2606 

30.65 

65 

34.35 

15.00 

5.15 

0.0150 

0.0013 

30.65 

65 

34.35 

5.00 

1.72 

0.0015 

0.0008 

16.71 

65 

48.29 

15.00 

7.24 

0.0150 

0.0926 

16.71 

65 

48.29 

5.00 

2.41 

0.0015 

0.0249 

40.36 

80 

39.64 

20.00 

7.93 

0.0250 

0.1115 

40.36 

65 

24.64 

15.00 

3.70 

0.0200 

0.0292 

40.36 

65 

24.64 

5.00 

1.23 

0.0015 

0.0002 

24.67 

70 

45.33 

20.00 

9.07 

0.0200 

0.6001 

26.91 

70 

43.09 

20.00 

8.62 

0.0200 

0.0261 

50.54 

80 

29.46 

20.00 

5.89 

0.0250 

0.0003 

50.54 

140 

89.46 

5.00 

4.47 

0.0015 

0.0002 

50.54 

78 

27.46 

20.00 

5.49 

0.0300 

0.1742 

37.86 

78 

40.14 

20.00 

8.03 

0.0300 

0.1280 

21.66 

78 

56.34 

20.00 

11.27 

0.0300 

1.7924 

21.66 

65 

43.34 

15.00 

6.50 

0.0150 

0.0251 

21.66 

65 

43.34 

15.00 

6.50 

0.0200 

0.0812 

25.14 

78 

52.86 

20.00 

10.57 

0.0200 

0.0610 

50.29 

80 

29.71 

20.00 

5.94 

0.0250 

0.0785 

20.72 

70 

49.28 

20.00 

9.86 

0.0200 

0.0383 

20.72 

140 

119.28 

5.00 

5.96 

0.0015 

0.0034 

20.72 

65 

44.28 

15.00 

6.64 

0.0150 

0.0000 

20.72 

65 

44.28 

5.00 

2.21 

0.0015 

0.0257 

21.60 

65 

43.40 

5.00 

2.17 

0.0015 

0.0039 

20.23 

130 

109.77 

5.00 

5.49 

0.0015 

0.0000 

20.23 

65 

44.77 

15.00 

6.72 

0.0150 

0.0019 

20.23 

65 

44.77 

5.00 

2.24 

0.0015 

0.0053 

27.00 

78 

51.00 

20.00 

10.20 

0.0200 

0.5751 

46.11 

80 

33.89 

20.00 

6.78 

0.0250 

0.5743 

46.11 

78 

31.89 

20.00 

6.38 

0.0300 

0.1443 

27.20 

70 

42.80 

20.00 

8.56 

0.0200 

0.0134 

21.51 

70 

48.49 

20.00 

9.70 

0.0200 

0.0056 

19.18 

70 

50.82 

20.00 

10.16 

0.0200 

0.1681 

19.18 

65 

45.82 

15.00 

6.87 

0.0150 

0.1275 

18.48 

70 

51.52 

20.00 

10.30 

0.0200 

0.2062 

28.43 

70 

41.57 

20.00 

8.31 

0.0200 

0.1252 

19.89 

90 

70.11 

5.00 

3.51 

0.0015 

0.0028 

42.87 

80 

37.13 

20.00 

7.43 

0.0250 

0.3309 

41.43 

78 

36.57 

20.00 

7.31 

0.0300 

0.7824 

21.69 

90 

68.31 

5.00 

3.42 

0.0015 

0.0001 

27.01 

70 

42.99 

20.00 

8.60 

0.0200 

0.1827 

27.01 

78 

50.99 

20.00 

10.20 

0.0300 

0.2567 

27.01 

65 

37.99 

15.00 

5.70 

0.0200 

0.0007 

51.88 

80 

28.12 

20.00 

5.62 

0.0250 

0.1972 

27.91 

70 

42.09 

20.00 

8.42 

0.0200 

0.0938 

35.77 

78 

42.23 

20.00 

8.45 

0.0200 

0.0397 

28.24 

70 

41.76 

20.00 

8.35 

0.0200 

0.3132 

42.95 

80 

37.05 

20.00 

7.41 

0.0250 

0.3066 

42.95 

65 

22.05 

15.00 

3.31 

0.0200 

0.0059 




























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Shyampura Kacholiya 


Shyopur 


Shyosinghpura @ Kallaw 


Sindoli 


Siroli 


Siroojyan 


Sitapura 


Sitarampura 


Sujanpura 


Sukh Chainpura 


Sukhdeopura @ Nataniwa 


Sukhdeopura @ Nohara 


Sukhpura 


Sumel 


Sundarpura Ka Barh 


Surajpura 


Swaimadhosinghpura 


Tajkhan Ka Bas 


Tajpura 


Teelawala 


Thali 


Theekariya Goojran 


Theekariya Meenan 


Thooni Jailalpura 


Tigariya 


Todabhata 


Trilokinathpura 


Trilokpura 


Udaipur_gilhariya 


Udaipura 


Ugariyawas 


Vidhani 


Vijai Mukundpura @ Hir 


Vijaypura 


Census Code 


0812001201613700 


0812000808129048 


0812000801553700 


0812001201611500 


0812000801555900 


0812001301639200 


0812000808129018 


0812001301632900 


0812001201615500 


0822000302627300 


0812000801553400 


0812000801553600 


0812000808129066 


0812000901563900 


0822000302627500 


0812000801552500 


0812001301632100 


0812001301634700 


0812001301649900 


0812000808129067 


0812001301643300 


0812001301656400 


0812001301657500 


0812001301638300 


0812001301648000 


0812001201616100 


0812001301657700 


0812001201614200 


0812000808129058 


0812001301640900 


0812001301636500 


0812000801556400 


0812001201608600 


0812000901564400 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Older Alluvium 


1.71 Fresh 


1.92 Fresh 


0.68 Fresh 





Saline 


3.29 Fresh 


1.86 Fresh 


2.04 Fresh 


4.50 Fresh 


4.69 Fresh 


2.42 Fresh 


1.34 Saline 


4.80 Fresh 


4.34 Fresh 


3.89 Fresh 


1.13 Fresh 


1.70 Fresh 


3.61 Fresh 


1.37 Fresh 


2.72 Fresh 


3.50 Fresh 


3.96 Fresh 



Vishanpura 


Vishansinghpura 


0812001301655400 


0812001301656600 


0812001201611900 


2.55 Fresh 


1.41 Fresh 


2.27 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Quartzite 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Phyllite & Schist 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

34.67 

78 

43.33 

20.00 

8.67 

0.0200 

0.5814 

49.40 

80 

30.60 

20.00 

6.12 

0.0250 

0.4107 

42.80 

80 

37.20 

20.00 

7.44 

0.0250 

0.2652 

41.92 

78 

36.08 

20.00 

7.22 

0.0300 

1.2243 

45.20 

80 

34.80 

20.00 

6.96 

0.0250 

0.0063 

45.20 

140 

94.80 

5.00 

4.74 

0.0015 

0.0082 

45.20 

78 

32.80 

20.00 

6.56 

0.0300 

1.2665 

23.77 

70 

46.23 

20.00 

9.25 

0.0200 

0.3156 

43.77 

80 

36.23 

20.00 

7.25 

0.0250 

0.3471 

23.90 

70 

46.10 

20.00 

9.22 

0.0200 

0.0002 

23.90 

78 

54.10 

20.00 

10.82 

0.0300 

0.2201 

17.60 

60 

42.40 

20.00 

8.48 

0.0150 

0.0298 

17.60 

90 

72.40 

5.00 

3.62 

0.0015 

0.0000 

17.60 

140 

122.40 

5.00 

6.12 

0.0015 

0.0001 

17.60 

60 

42.40 

5.00 

2.12 

0.0150 

0.0015 

17.60 

140 

122.40 

5.00 

6.12 

0.0015 

0.0057 

35.13 

78 

42.87 

20.00 

8.57 

0.0200 

0.3424 

21.54 

90 

68.46 

5.00 

3.42 

0.0015 

0.0028 

21.54 

50 

28.46 

5.00 

1.42 

0.0015 

0.0043 

43.02 

80 

36.98 

20.00 

7.40 

0.0250 

0.0952 

45.25 

80 

34.75 

20.00 

6.95 

0.0250 

0.1477 

42.86 

80 

37.14 

20.00 

7.43 

0.0250 

0.0879 

17.68 

100 

82.32 

20.00 

16.46 

0.0300 

1.4893 

20.39 

90 

69.61 

5.00 

3.48 

0.0015 

0.0001 

43.07 

80 

36.93 

20.00 

7.39 

0.0250 

0.0079 

27.23 

70 

42.77 

20.00 

8.55 

0.0200 

0.0046 

27.23 

140 

112.77 

5.00 

5.64 

0.0015 

0.0027 

27.23 

78 

50.77 

20.00 

10.15 

0.0300 

0.0084 

27.23 

65 

37.77 

5.00 

1.89 

0.0015 

0.0005 

27.64 

70 

42.36 

20.00 

8.47 

0.0200 

0.0438 

26.14 

78 

51.86 

20.00 

10.37 

0.0300 

0.5784 

51.72 

80 

28.28 

20.00 

5.66 

0.0250 

0.2878 

15.79 

70 

54.21 

20.00 

10.84 

0.0200 

0.0487 

27.31 

70 

42.69 

20.00 

8.54 

0.0200 

0.8017 

28.43 

70 

41.57 

20.00 

8.31 

0.0200 

0.4029 

21.15 

65 

43.85 

5.00 

2.19 

0.0015 

0.0044 

21.08 

70 

48.92 

20.00 

9.78 

0.0200 

0.5234 

21.08 

78 

56.92 

20.00 

11.38 

0.0300 

0.7251 

37.17 

78 

40.84 

20.00 

8.17 

0.0200 

0.0932 

29.62 

70 

40.38 

20.00 

8.08 

0.0200 

0.0736 

33.79 

78 

44.21 

20.00 

8.84 

0.0200 

0.2005 

54.44 

80 

25.56 

20.00 

5.11 

0.0250 

0.2178 

18.45 

70 

51.55 

20.00 

10.31 

0.0200 

0.7437 

23.85 

70 

46.15 

20.00 

9.23 

0.0200 

0.0053 

23.85 

78 

54.15 

20.00 

10.83 

0.0300 

0.4364 

42.94 

80 

37.06 

20.00 

7.41 

0.0250 

0.5035 

41.45 

78 

36.55 

20.00 

7.31 

0.0300 

0.7669 

35.78 

80 

44.22 

20.00 

8.84 

0.0250 

0.2603 

35.78 

100 

64.22 

20.00 

12.84 

0.0300 

1.0403 

42.35 

80 

37.65 

20.00 

7.53 

0.0250 

0.5286 

42.35 

78 

35.65 

20.00 

7.13 

0.0300 

0.0344 

29.91 

70 

40.09 

20.00 

8.02 

0.0200 

0.1362 

26.89 

70 

43.11 

20.00 

8.62 

0.0200 

0.2434 

26.89 

78 

51.11 

20.00 

10.22 

0.0300 

0.0002 

34.53 

78 

43.47 

20.00 

8.69 

0.0300 

0.5925 





















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Quartzite 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Quartzite 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

25.98 

70 

44.02 

20.00 

8.80 

0.0200 

0.0439 

25.98 

78 

52.02 

20.00 

10.40 

0.0300 

1.0253 

26.65 

70 

43.35 

20.00 

8.67 

0.0200 

0.0432 

26.65 

78 

51.35 

20.00 

10.27 

0.0300 

0.3594 

20.05 

100 

79.95 

10.00 

8.00 

0.0020 

0.0475 

22.89 

90 

67.11 

20.00 

13.42 

0.0150 

0.0174 

13.63 

100 

86.37 

20.00 

17.27 

0.0150 

0.2589 

24.48 

90 

65.52 

20.00 

13.10 

0.0150 

0.7589 

23.43 

100 

76.57 

10.00 

7.66 

0.0020 

0.0042 

23.43 

90 

66.57 

20.00 

13.31 

0.0150 

1.1604 

27.84 

100 

72.16 

10.00 

7.22 

0.0020 

0.0085 

12.23 

90 

77.77 

20.00 

15.55 

0.0150 

1.3460 

12.23 

90 

77.77 

10.00 

7.78 

0.0015 

0.0045 

28.65 

100 

71.35 

10.00 

7.14 

0.0020 

0.0198 

28.65 

90 

61.35 

20.00 

12.27 

0.0150 

0.0405 

28.55 

100 

71.45 

10.00 

7.15 

0.0020 

0.0205 

14.17 

100 

85.83 

10.00 

8.58 

0.0020 

0.0004 

14.17 

90 

75.83 

20.00 

15.17 

0.0150 

0.1693 

14.78 

100 

85.22 

10.00 

8.52 

0.0020 

0.0264 

14.78 

90 

75.22 

20.00 

15.04 

0.0150 

0.1187 

14.64 

100 

85.36 

10.00 

8.54 

0.0020 

0.0064 

14.64 

90 

75.36 

20.00 

15.07 

0.0150 

0.1032 

19.19 

70 

50.81 

20.00 

10.16 

0.0150 

0.3373 

14.61 

100 

85.39 

10.00 

8.54 

0.0020 

0.0095 

14.61 

90 

75.39 

20.00 

15.08 

0.0150 

0.1580 

19.11 

70 

50.89 

20.00 

10.18 

0.0150 

0.2693 

19.11 

90 

70.89 

5.00 

3.54 

0.0015 

0.0051 

13.73 

100 

86.27 

10.00 

8.63 

0.0020 

0.0061 

13.73 

90 

76.27 

20.00 

15.25 

0.0150 

0.0277 

19.72 

70 

50.28 

20.00 

10.06 

0.0150 

1.5958 

19.77 

90 

70.23 

20.00 

14.05 

0.0150 

0.0507 

19.77 

90 

70.23 

20.00 

14.05 

0.0150 

0.0759 

14.89 

100 

85.11 

10.00 

8.51 

0.0020 

0.0065 

14.89 

100 

85.11 

20.00 

17.02 

0.0150 

0.3036 

14.38 

100 

85.62 

10.00 

8.56 

0.0020 

0.0019 

14.38 

90 

75.62 

20.00 

15.12 

0.0150 

0.1229 

20.54 

100 

79.46 

10.00 

7.95 

0.0020 

0.0271 

20.54 

90 

69.46 

20.00 

13.89 

0.0150 

3.2823 

20.54 

90 

69.46 

10.00 

6.95 

0.0015 

0.0049 

28.45 

90 

61.55 

20.00 

12.31 

0.0150 

0.1022 

28.45 

90 

61.55 

20.00 

12.31 

0.0150 

0.1958 

15.28 

100 

84.72 

10.00 

8.47 

0.0020 

0.0277 

15.28 

100 

84.72 

20.00 

16.94 

0.0150 

0.2555 

8.60 

90 

81.40 

5.00 

4.07 

0.0015 

0.0017 

9.26 

70 

60.74 

20.00 

12.15 

0.0150 

0.0890 

9.26 

90 

80.74 

5.00 

4.04 

0.0015 

0.0038 

27.47 

90 

62.53 

20.00 

12.51 

0.0150 

0.4519 

27.47 

90 

62.53 

20.00 

12.51 

0.0150 

0.3468 

23.82 

100 

76.18 

10.00 

7.62 

0.0020 

0.0777 

23.82 

90 

66.18 

20.00 

13.24 

0.0150 

0.8238 

12.78 

100 

87.22 

10.00 

8.72 

0.0020 

0.0059 

12.78 

100 

87.22 

20.00 

17.44 

0.0150 

0.2322 

21.94 

90 

68.06 

20.00 

13.61 

0.0150 

0.3410 

21.94 

90 

68.06 

20.00 

13.61 

0.0150 

0.4688 

14.07 

70 

55.93 

20.00 

11.19 

0.0150 

0.0000 























































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 



Older All 


Bhander 


Older All 


Bhander 


Older All 


Bhander 


Older All 


Older All 


Older All 


Older All 


Bhander 


Older All 


Bhander 


Older All 


Bhander 


Older All 


Bhander 


Bhander 


Older All 


Bhander 


Bhander 


Older All 


Bhander 


Older All 


Bhander 


Older All 


Bhander 


Older All 


Older All 


Older All 


Bhander 


Bhander 


Older All 


Bhander 


Older All 


Bhander 


Older All 


Bhander 


Older All 


Older All 


Bhander 


Older All 


Older All 


Bhander 


Older All 


Bhander 


Older All 


Older All 


Older All 


Bhander 


Older All 


Older All 


Older All 


Bhander 


Older All 


uvium 


Sandstone 


uvium 


Sandstone 


uvium 


Sandstone 


uvium 


uvium 


uvium 


uvium 


Sandstone 


uvium 


Sandstone 


uvium 


Sandstone 


uvium 


Sandstone 


Sandstone 


uvium 


Sandstone 


Sandstone 


uvium 


Sandstone 


uvium 


Sandstone 


uvium 


Sandstone 


uvium 


uvium 


uvium 


Sandstone 


Sandstone 


uvium 


Sandstone 


uvium 


Sandstone 


uvium 


Sandstone 


uvium 


uvium 


Sandstone 


uvium 


uvium 


Sandstone 


uvium 


Sandstone 


uvium 


uvium 


uvium 


Sandstone 


uvium 


uvium 


uvium 


Sandstone 


uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

28.60 

90 

61.40 

20.00 

12.28 

0.0150 

0.0816 

28.60 

100 

71.40 

10.00 

7.14 

0.0020 

0.0000 

28.60 

90 

61.40 

20.00 

12.28 

0.0150 

0.1094 

18.28 

100 

81.72 

10.00 

8.17 

0.0020 

0.0275 

18.28 

90 

71.72 

20.00 

14.34 

0.0150 

0.2112 

15.03 

100 

84.97 

10.00 

8.50 

0.0020 

0.0422 

15.03 

90 

74.97 

20.00 

14.99 

0.0150 

0.1889 

25.49 

90 

64.51 

20.00 

12.90 

0.0150 

0.2798 

25.49 

90 

64.51 

20.00 

12.90 

0.0150 

0.0040 

19.77 

90 

70.23 

20.00 

14.05 

0.0150 

1.0114 

28.55 

100 

71.45 

10.00 

7.15 

0.0020 

0.0006 

28.55 

90 

61.45 

20.00 

12.29 

0.0150 

0.2248 

28.55 

100 

71.45 

10.00 

7.15 

0.0020 

0.0057 

28.55 

90 

61.45 

20.00 

12.29 

0.0150 

0.0040 

13.27 

100 

86.73 

10.00 

8.67 

0.0020 

0.0982 

13.27 

100 

86.73 

20.00 

17.35 

0.0150 

0.2919 

19.29 

100 

80.71 

10.00 

8.07 

0.0020 

0.1481 

13.41 

100 

86.59 

10.00 

8.66 

0.0020 

0.0212 

13.41 

100 

86.59 

20.00 

17.32 

0.0150 

0.0398 

11.64 

100 

88.36 

10.00 

8.84 

0.0020 

0.0276 

15.67 

100 

84.33 

10.00 

8.43 

0.0020 

0.0003 

15.67 

90 

74.33 

20.00 

14.87 

0.0150 

0.0777 

14.82 

100 

85.18 

10.00 

8.52 

0.0020 

0.0004 

14.82 

100 

85.18 

20.00 

17.04 

0.0150 

0.3992 

28.62 

100 

71.38 

10.00 

7.14 

0.0020 

0.0001 

28.62 

90 

61.38 

20.00 

12.28 

0.0150 

0.0002 

28.62 

100 

71.38 

10.00 

7.14 

0.0020 

0.0010 

28.62 

90 

61.38 

20.00 

12.28 

0.0150 

0.0495 

20.21 

90 

69.79 

20.00 

13.96 

0.0150 

0.7665 

20.21 

90 

69.79 

20.00 

13.96 

0.0150 

0.1510 

27.47 

100 

72.53 

10.00 

7.25 

0.0020 

0.1205 

13.32 

100 

86.68 

10.00 

8.67 

0.0020 

0.0114 

13.32 

90 

76.68 

20.00 

15.34 

0.0150 

0.0788 

12.77 

100 

87.23 

10.00 

8.72 

0.0020 

0.0034 

12.77 

100 

87.23 

20.00 

17.45 

0.0150 

0.4850 

25.93 

100 

74.07 

10.00 

7.41 

0.0020 

0.0144 

25.93 

90 

64.07 

20.00 

12.81 

0.0150 

0.3771 

28.46 

100 

71.54 

10.00 

7.15 

0.0020 

0.0553 

28.46 

90 

61.54 

20.00 

12.31 

0.0150 

0.0070 

19.85 

70 

50.15 

20.00 

10.03 

0.0150 

0.7676 

28.45 

100 

71.55 

10.00 

7.16 

0.0020 

0.0168 

28.45 

90 

61.55 

20.00 

12.31 

0.0150 

1.1601 

27.77 

90 

62.23 

20.00 

12.45 

0.0150 

0.0771 

27.77 

100 

72.23 

10.00 

7.22 

0.0020 

0.0032 

27.77 

90 

62.23 

20.00 

12.45 

0.0150 

1.3153 

13.31 

100 

86.69 

10.00 

8.67 

0.0020 

0.0107 

13.31 

90 

76.69 

20.00 

15.34 

0.0150 

0.9494 

21.43 

90 

68.57 

20.00 

13.71 

0.0150 

1.3945 

21.43 

90 

68.57 

20.00 

13.71 

0.0150 

0.4277 

28.49 

100 

71.51 

10.00 

7.15 

0.0020 

0.0000 

28.49 

90 

61.51 

20.00 

12.30 

0.0150 

0.1339 

28.49 

90 

61.51 

20.00 

12.30 

0.0150 

0.0031 

25.97 

90 

64.03 

20.00 

12.81 

0.0150 

0.0049 

19.94 

100 

80.06 

10.00 

8.01 

0.0020 

0.0663 

19.94 

90 

70.06 

20.00 

14.01 

0.0150 

0.0906 



































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Quartzite 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

28.65 

100 

71.35 

10.00 

7.14 

0.0020 

0.0079 

28.65 

90 

61.35 

20.00 

12.27 

0.0150 

0.0376 

13.23 

100 

86.77 

10.00 

8.68 

0.0020 

0.0218 

13.23 

100 

86.77 

20.00 

17.35 

0.0150 

0.0783 

28.59 

100 

71.41 

10.00 

7.14 

0.0020 

0.0147 

26.98 

90 

63.02 

20.00 

12.60 

0.0150 

0.5446 

26.98 

90 

63.02 

20.00 

12.60 

0.0150 

0.0031 

28.64 

100 

71.36 

10.00 

7.14 

0.0020 

0.0022 

28.64 

90 

61.36 

20.00 

12.27 

0.0150 

0.0205 

28.64 

100 

71.36 

10.00 

7.14 

0.0020 

0.0033 

28.64 

90 

61.36 

20.00 

12.27 

0.0150 

0.0234 

15.18 

100 

84.82 

10.00 

8.48 

0.0020 

0.0013 

15.18 

90 

74.82 

20.00 

14.96 

0.0150 

0.6150 

19.31 

90 

70.69 

20.00 

14.14 

0.0150 

1.0431 

19.31 

90 

70.69 

10.00 

7.07 

0.0015 

0.0211 

14.48 

100 

85.52 

10.00 

8.55 

0.0020 

0.0293 

14.48 

100 

85.52 

20.00 

17.10 

0.0150 

0.0079 

14.99 

90 

75.01 

20.00 

15.00 

0.0150 

2.1894 

27.51 

100 

72.49 

10.00 

7.25 

0.0020 

0.0314 

27.51 

90 

62.49 

20.00 

12.50 

0.0150 

0.6029 

19.26 

70 

50.74 

20.00 

10.15 

0.0150 

0.0671 

27.99 

90 

62.01 

20.00 

12.40 

0.0150 

0.0218 

27.99 

90 

62.01 

20.00 

12.40 

0.0150 

0.2975 

17.15 

100 

82.85 

10.00 

8.28 

0.0020 

0.0876 

17.15 

90 

72.85 

20.00 

14.57 

0.0150 

0.1853 

16.75 

90 

73.25 

20.00 

14.65 

0.0150 

0.2921 

12.77 

70 

57.23 

20.00 

11.45 

0.0150 

0.0131 

12.10 

100 

87.90 

10.00 

8.79 

0.0020 

0.0997 

12.10 

100 

87.90 

20.00 

17.58 

0.0150 

0.0138 

15.00 

100 

85.00 

10.00 

8.50 

0.0020 

0.0855 

15.00 

90 

75.00 

20.00 

15.00 

0.0150 

0.2022 

28.62 

100 

71.38 

10.00 

7.14 

0.0020 

0.0019 

28.35 

100 

71.65 

10.00 

7.16 

0.0020 

0.0187 

28.35 

90 

61.65 

20.00 

12.33 

0.0150 

0.3033 

16.14 

100 

83.86 

10.00 

8.39 

0.0020 

0.0320 

16.14 

90 

73.86 

20.00 

14.77 

0.0150 

0.2540 

13.41 

100 

86.59 

10.00 

8.66 

0.0020 

0.0042 

13.41 

100 

86.59 

20.00 

17.32 

0.0150 

0.0989 

19.91 

90 

70.09 

20.00 

14.02 

0.0150 

1.0283 

14.85 

100 

85.15 

10.00 

8.51 

0.0020 

0.0496 

14.85 

90 

75.15 

20.00 

15.03 

0.0150 

0.6466 

28.52 

100 

71.48 

10.00 

7.15 

0.0020 

0.0186 

12.15 

100 

87.85 

10.00 

8.78 

0.0020 

0.0395 

12.15 

100 

87.85 

20.00 

17.57 

0.0150 

0.5655 

21.00 

90 

69.00 

20.00 

13.80 

0.0150 

1.4950 

19.99 

90 

70.01 

20.00 

14.00 

0.0150 

0.2014 

19.99 

90 

70.01 

20.00 

14.00 

0.0150 

0.4722 

27.89 

100 

72.11 

10.00 

7.21 

0.0020 

0.0468 

19.20 

70 

50.80 

20.00 

10.16 

0.0150 

0.0144 

19.20 

90 

70.80 

5.00 

3.54 

0.0015 

0.0000 

19.91 

90 

70.09 

20.00 

14.02 

0.0150 

1.8303 

19.62 

70 

50.38 

20.00 

10.08 

0.0150 

0.2395 

18.84 

90 

71.16 

20.00 

14.23 

0.0150 

0.7196 

26.28 

90 

63.72 

20.00 

12.74 

0.0150 

0.6376 

26.28 

90 

63.72 

20.00 

12.74 

0.0150 

0.1100 

























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



07009065 


Pator Shastri 


Peelodapura 


Ramsar 


Sadpura 


Salempur 


Semarda 


Shekhpura 


Singoopura 


Suratpura 


Tajpur 


Tatwara 


Thooma 


Totolai 


Tursangpura 


Umri 


Wajidpur 


Abadi Ki Dhani 


Abhaipura 


Ahmadpur (Rural] 


Akodiya 


Aliganj 


Alipura 


Amargarh 


Amawara 


Arniya 


Astroli 


Bagor 


Bairada 


Baloti 


Baman Baroda 


Bamanwas Patti Kalan 


Census Code 


0809000401234700 


0809000601248100 


0810000101271300 


0809000601247700 


0809000601245200 


0810000101269000 


0809000401235700 


0809000601247500 


0809000601247800 


0809000601252600 


0810000101265500 


0810000101271200 


0809000601246800 


0810000101270900 


0809000601251800 


0810000101269200 


0809000401234900 


0810000201283200 


0810000201275700 


0810000101266800 


0810000201282000 


0810000101266700 


0811000501443800 


0810000101269800 


0810000201272600 


0810000101268700 


0810000101266400 


0809000201203500 


0810000201282700 


0809000601245000 


0810000101268400 


0810000201277200 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 



2.88 Fresh 


0.73 Fresh 



1.75 Fresh 


7.87 Fresh 


2.73 Fresh 


8.07 Fresh 


6.62 Fresh 


2.89 Fresh 


4.07 Fresh 


6.02 Fresh 


1.39 Fresh 


4.67 Fresh 


2.01 Fresh 


3.47 Fresh 


1.71 Fresh 


5.12 Fresh 



8.60 Fresh 


0.99 Fresh 


0.23 Fresh 


1.20 Fresh 


2.73 Fresh 


3.81 Fresh 


2.12 Fresh 


6.62 Fresh 


5.99 Fresh 


25.91 Fresh 



4.21 Fresh 


1.56 Fresh 


13.07 Fresh 


7.92 Saline 


7.49 Fresh 


6.69 Fresh 


38.85 Fresh 



0809000201203700 


7.52 Fresh 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Quartzite 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Quartzite 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Quartzite 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Quartzite 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

13.31 

100 

86.69 

20.00 

17.34 

0.0150 

0.5026 

28.65 

90 

61.35 

20.00 

12.27 

0.0150 

0.3372 

18.63 

70 

51.37 

20.00 

10.27 

0.0150 

0.1219 

18.63 

90 

71.37 

5.00 

3.57 

0.0015 

0.0046 

21.67 

90 

68.33 

20.00 

13.67 

0.0150 

0.0310 

21.67 

90 

68.33 

20.00 

13.67 

0.0150 

0.5596 

28.63 

100 

71.37 

10.00 

7.14 

0.0020 

0.0098 

28.63 

90 

61.37 

20.00 

12.27 

0.0150 

0.0086 

13.85 

100 

86.15 

10.00 

8.61 

0.0020 

0.0164 

13.85 

100 

86.15 

20.00 

17.23 

0.0150 

0.2068 

14.72 

100 

85.28 

10.00 

8.53 

0.0020 

0.0232 

14.72 

90 

75.28 

20.00 

15.06 

0.0150 

0.7857 

25.99 

100 

74.01 

10.00 

7.40 

0.0020 

0.0384 

11.17 

90 

78.83 

20.00 

15.77 

0.0150 

0.6959 

11.17 

90 

78.83 

10.00 

7.88 

0.0015 

0.0007 

12.68 

70 

57.32 

20.00 

11.46 

0.0150 

0.0232 

13.97 

100 

86.03 

10.00 

8.60 

0.0020 

0.0492 

22.56 

100 

77.44 

10.00 

7.74 

0.0020 

0.0547 

27.75 

100 

72.25 

10.00 

7.23 

0.0020 

0.0848 

28.59 

100 

71.41 

10.00 

7.14 

0.0020 

0.0199 

8.14 

70 

61.86 

20.00 

12.37 

0.0150 

0.2119 

8.14 

90 

81.86 

5.00 

4.09 

0.0015 

0.0042 

19.37 

70 

50.63 

20.00 

10.13 

0.0150 

0.3050 

12.82 

100 

87.18 

10.00 

8.72 

0.0020 

0.0243 

12.82 

90 

77.18 

20.00 

15.44 

0.0150 

0.4798 

17.23 

90 

72.77 

5.00 

3.64 

0.0015 

0.0009 

28.61 

100 

71.39 

10.00 

7.14 

0.0020 

0.0035 

28.61 

90 

61.39 

20.00 

12.28 

0.0150 

0.0472 

28.61 

100 

71.39 

10.00 

7.14 

0.0020 

0.0295 

28.61 

90 

61.39 

20.00 

12.28 

0.0150 

0.1544 

12.87 

70 

57.13 

20.00 

11.43 

0.0150 

0.0027 

14.20 

100 

85.80 

20.00 

17.16 

0.0150 

0.2540 

10.22 

60 

49.78 

20.00 

9.96 

0.0150 

0.0041 

9.04 

60 

50.96 

20.00 

10.19 

0.0150 

0.1832 

8.96 

70 

61.04 

20.00 

12.21 

0.0150 

0.5006 

13.06 

60 

46.94 

20.00 

9.39 

0.0150 

0.5361 

9.33 

70 

60.67 

20.00 

12.13 

0.0150 

0.3855 

11.15 

65 

53.85 

20.00 

10.77 

0.0200 

0.0742 

16.40 

70 

53.60 

20.00 

10.72 

0.0150 

0.9637 

17.18 

60 

42.82 

20.00 

8.56 

0.0150 

0.0640 

17.18 

90 

72.82 

5.00 

3.64 

0.0015 

0.0001 

17.18 

60 

42.82 

20.00 

8.56 

0.0150 

0.0795 

17.18 

90 

72.82 

5.00 

3.64 

0.0015 

0.0020 

10.03 

70 

59.97 

20.00 

11.99 

0.0150 

0.7577 

8.76 

70 

61.24 

20.00 

12.25 

0.0150 

0.2875 

13.63 

80 

66.37 

20.00 

13.27 

0.0100 

1.5216 

15.69 

60 

44.31 

20.00 

8.86 

0.0150 

1.0533 

12.23 

90 

77.77 

20.00 

15.55 

0.0150 

0.1435 

12.23 

90 

77.77 

10.00 

7.78 

0.0015 

0.0025 

11.70 

70 

58.30 

20.00 

11.66 

0.0150 

1.1705 

12.06 

60 

47.94 

20.00 

9.59 

0.0150 

0.1535 

12.06 

60 

47.94 

20.00 

9.59 

0.0150 

5.4329 

10.17 

60 

49.83 

20.00 

9.97 

0.0150 

2.9808 

10.17 

60 

49.83 

20.00 

9.97 

0.0150 

0.6349 

11.37 

80 

68.63 

20.00 

13.73 

0.0100 

0.9209 














































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Barh Bhawta 


Barh Bichla 


Barh Chhan 


Barh Chhawa No.l 


Barh Chhawa No.2 


Barh Danta Sooti 


Barh Dehri 


Barh Dujai 


Barh Gahnoli Chak No.l 


Barh Gahnoli Chak No.2 


Barh Goth 


Barh Govindpura 


Barh Guwari 


Barh Jahra 


Barh Jharoda 


Barh Jharoli 


Barh Kalan 


Barh Khoontla 


Barh Khurd 


Barh Kotri 


Barh Koyla 


Barh Mahanandpur 


Barh Milakpur 


Barh Mohanpur 


Barh Nananwas 


Barh Palasod 


Barh Paniyala 


Barh Phulwara 


Barh Piplai 


Barh Raghopura 


Barh Raghunathpura 


Barh Salempur 


Barh Saloda (Rural) 


Barh Sancholi 


Barh Sitor 


Barh Sohan 


Census Code 


0810000201278700 


0810000201274700 


0809000201204600 


0809000201201400 


0810000201277600 


0809000201203600 


0810000201277500 


0810000101269900 


0810000101267500 


0810000101264400 


0810000101265100 


0810000101265300 


0810000201277800 


0810000201282600 


0810000201272900 


0810000201279800 


0810000201279400 


0810000201286300 


0810000201285300 


0810000101272200 


0810000201275500 


0810000201287000 


0810000201278200 


0810000101267800 


0810000101267300 


0810000101267600 


0810000101271800 


0810000201279300 


0810000101266100 


0810000101271400 


0810000201284600 


0810000201287200 


0810000201285000 


0810000201287300 


0810000201285100 


0810000201281500 


0810000201274200 


0810000201273900 



Zone (Fresh 
/ Saline) 


2.99 Fresh 


2.29 Fresh 


7.35 Fresh 


Saline 


22.22 Fresh 


4.49 Fresh 


0.58 Fresh 


1.86 Fresh 


2.49 Fresh 


2.04 Fresh 


1.08 Saline 


1.06 Fresh 



0810000101265900 


0810000201283100 


0810000201279900 


0810000201285600 


6.67 Fresh 


3.39 Fresh 


0.81 Fresh 


2.53 Fresh 


1.69 Fresh 


1.71 Fresh 


Saline 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

10.11 

60 

49.89 

20.00 

9.98 

0.0150 

0.4471 

12.58 

60 

47.42 

20.00 

9.48 

0.0150 

0.2467 

12.58 

60 

47.42 

20.00 

9.48 

0.0150 

0.0780 

12.58 

90 

77.42 

5.00 

3.87 

0.0015 

0.0001 

11.85 

80 

68.15 

20.00 

13.63 

0.0100 

0.5976 

11.85 

80 

68.15 

20.00 

13.63 

0.0100 

0.3461 

10.77 

80 

69.23 

20.00 

13.85 

0.0100 

0.0145 

9.96 

60 

50.04 

20.00 

10.01 

0.0150 

0.0024 

9.96 

60 

50.04 

20.00 

10.01 

0.0150 

0.6718 

11.57 

80 

68.43 

20.00 

13.69 

0.0100 

0.0794 

9.59 

60 

50.41 

20.00 

10.08 

0.0150 

0.0213 

9.59 

60 

50.41 

20.00 

10.08 

0.0150 

0.2594 

18.49 

70 

51.51 

20.00 

10.30 

0.0150 

0.3844 

9.32 

70 

60.68 

20.00 

12.14 

0.0150 

0.3708 

10.11 

70 

59.89 

20.00 

11.98 

0.0150 

0.1938 

9.45 

70 

60.55 

20.00 

12.11 

0.0150 

0.0322 

9.45 

90 

80.55 

5.00 

4.03 

0.0015 

0.0054 

8.73 

90 

81.27 

5.00 

4.06 

0.0015 

0.0039 

16.28 

60 

43.72 

20.00 

8.74 

0.0150 

0.4693 

14.59 

60 

45.41 

20.00 

9.08 

0.0150 

0.0642 

14.59 

60 

45.41 

20.00 

9.08 

0.0150 

0.1084 

12.94 

90 

77.06 

5.00 

3.85 

0.0015 

0.0015 

11.75 

60 

48.25 

20.00 

9.65 

0.0150 

0.1211 

8.66 

60 

51.34 

20.00 

10.27 

0.0150 

0.0533 

7.96 

60 

52.04 

20.00 

10.41 

0.0150 

0.0020 

14.83 

60 

45.17 

20.00 

9.03 

0.0150 

0.1340 

18.78 

70 

51.22 

20.00 

10.24 

0.0150 

0.7128 

8.83 

60 

51.17 

20.00 

10.23 

0.0150 

0.0810 

9.56 

60 

50.44 

20.00 

10.09 

0.0150 

0.2031 

9.56 

90 

80.44 

5.00 

4.02 

0.0015 

0.0026 

10.78 

60 

49.22 

20.00 

9.84 

0.0150 

0.2688 

9.00 

70 

61.00 

20.00 

12.20 

0.0150 

0.2003 

8.67 

70 

61.33 

20.00 

12.27 

0.0150 

0.3414 

9.27 

70 

60.73 

20.00 

12.15 

0.0150 

0.2325 

19.23 

70 

50.77 

20.00 

10.15 

0.0150 

0.3052 

8.43 

60 

51.57 

20.00 

10.31 

0.0150 

0.4897 

4.60 

70 

65.40 

20.00 

13.08 

0.0150 

0.1439 

19.19 

70 

50.81 

20.00 

10.16 

0.0150 

0.1428 

15.79 

60 

44.21 

20.00 

8.84 

0.0150 

0.0895 

18.03 

60 

41.97 

20.00 

8.39 

0.0150 

0.1609 

16.19 

60 

43.81 

20.00 

8.76 

0.0150 

0.2332 

21.00 

60 

39.00 

20.00 

7.80 

0.0150 

0.0427 

15.61 

60 

44.39 

20.00 

8.88 

0.0150 

0.3492 

12.24 

60 

47.76 

20.00 

9.55 

0.0150 

0.0662 

9.69 

60 

50.31 

20.00 

10.06 

0.0150 

0.5739 

9.69 

60 

50.31 

20.00 

10.06 

0.0150 

0.1999 

15.46 

60 

44.54 

20.00 

8.91 

0.0150 

0.3870 

15.46 

90 

74.54 

5.00 

3.73 

0.0015 

0.0055 

13.93 

90 

76.07 

20.00 

15.21 

0.0150 

0.6350 

13.93 

90 

76.07 

10.00 

7.61 

0.0015 

0.0069 

11.08 

70 

58.92 

20.00 

11.78 

0.0150 

0.1429 

10.27 

60 

49.73 

20.00 

9.95 

0.0150 

0.2201 

14.91 

60 

45.09 

20.00 

9.02 

0.0150 

0.2280 

13.12 

60 

46.88 

20.00 

9.38 

0.0150 

0.1415 

13.12 

60 

46.88 

20.00 

9.38 

0.0150 

0.0994 





































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Barh Tatwara 


Bari Jhonpari 


Bas Laxmipura 


Batoda 


Benipur 


Bhanwarki 


Bhanwra 


Bhartoon 


Bhautai 


Bhawar 


Bhawta 


Bheetoli 


Bheroowas Chak No 1 


Bheroowas Chak No 3 


Bheroowas Chak No 5 


Bhinora 


Bichhauchh 


Census Code 


0810000101272300 


0810000201280000 


0811000501443200 


0810000201286700 


0810000101264800 


0810000201283000 


0810000201273100 


0809000601244800 


0810000201279100 


0810000201285700 


0810000101270000 


0810000201274000 


0811000501441500 


0811000501439800 


0811000501440100 


0810000201286800 


0810000201282800 


Bidarkha 


Binjari 


Binori 


Brahmabad(Rural) 


Bucholai 


Chak Chhawa 


Chak Govindpura 


Chak Indawa 


Chak Mukandpura Wake Nagariyawas 


Chak Rajoli 


Chak Salemabad 


Chandanholi 


Chandlai 


Chhan 


Chhawa 


Chooli (Rural) 


0810000101268200 


0810000201284500 


0811000501442200 


0810000101266300 


0810000101269400 


0810000101265200 


0810000201284400 


0811000501440800 


0811000501440300 


0811000501441000 


0811000501441200 


0810000201281200 


0810000201273200 


0810000101264300 


0810000101265400 


0811000501442800 


0810000101265600 


0810000201280700 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 


2.83 Fresh 


7.30 Fresh 


Saline 


12.49 Fresh 


19.67 Fresh 


2.28 Fresh 


8.33 Fresh 


Saline 


0.90 Fresh 


3.19 Fresh 



0.23 Fresh 


0.20 Fresh 




0.03 Fresh 


5.36 Fresh 


12.85 Fresh 


Saline 


8.71 Fresh 


5.97 Fresh 


3.04 Fresh 


Saline 


8.58 Fresh 


2.42 Fresh 


10.53 Fresh 



3.71 Fresh 


13.64 Fresh 


4.28 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

19.72 

70 

50.28 

20.00 

10.06 

0.0150 

0.6865 

13.03 

60 

46.97 

20.00 

9.39 

0.0150 

0.1648 

11.50 

65 

53.50 

20.00 

10.70 

0.0200 

0.4125 

6.95 

60 

53.05 

20.00 

10.61 

0.0150 

0.0280 

6.95 

60 

53.05 

20.00 

10.61 

0.0150 

1.0238 

6.95 

90 

83.05 

5.00 

4.15 

0.0015 

0.0036 

13.12 

70 

56.88 

20.00 

11.38 

0.0150 

0.4821 

11.56 

60 

48.44 

20.00 

9.69 

0.0150 

1.0090 

11.56 

60 

48.44 

20.00 

9.69 

0.0150 

0.0091 

17.77 

90 

72.23 

5.00 

3.61 

0.0015 

0.0000 

20.54 

90 

69.46 

20.00 

13.89 

0.0150 

0.1247 

20.54 

90 

69.46 

10.00 

6.95 

0.0015 

0.0004 

9.15 

60 

50.85 

20.00 

10.17 

0.0150 

0.3480 

8.39 

60 

51.61 

20.00 

10.32 

0.0150 

0.9279 

8.39 

60 

51.61 

20.00 

10.32 

0.0150 

0.0642 

18.97 

70 

51.03 

20.00 

10.21 

0.0150 

0.1371 

12.16 

60 

47.84 

20.00 

9.57 

0.0150 

0.0020 

12.16 

60 

47.84 

20.00 

9.57 

0.0150 

0.2356 

12.16 

90 

77.84 

5.00 

3.89 

0.0015 

0.0059 

38.85 

65 

26.15 

20.00 

5.23 

0.0200 

0.0732 

38.85 

80 

41.15 

5.00 

2.06 

0.0015 

0.0018 

38.85 

80 

41.15 

5.00 

2.06 

0.0015 

0.0007 

38.87 

65 

26.13 

20.00 

5.23 

0.0200 

0.0206 

38.87 

80 

41.13 

5.00 

2.06 

0.0015 

0.0000 

38.85 

65 

26.15 

20.00 

5.23 

0.0200 

0.0152 

38.85 

80 

41.15 

5.00 

2.06 

0.0015 

0.0024 

38.85 

65 

26.15 

20.00 

5.23 

0.0200 

0.0036 

13.27 

60 

46.73 

20.00 

9.35 

0.0150 

0.7316 

13.27 

90 

76.73 

5.00 

3.84 

0.0015 

0.0008 

15.56 

60 

44.44 

20.00 

8.89 

0.0150 

0.2713 

15.56 

60 

44.44 

20.00 

8.89 

0.0150 

1.4235 

34.06 

60 

25.94 

20.00 

5.19 

0.0150 

0.0144 

34.06 

90 

55.94 

5.00 

2.80 

0.0015 

0.0304 

9.01 

70 

60.99 

20.00 

12.20 

0.0150 

1.0916 

15.74 

60 

44.26 

20.00 

8.85 

0.0150 

0.2520 

15.74 

60 

44.26 

20.00 

8.85 

0.0150 

0.1522 

35.82 

65 

29.18 

20.00 

5.84 

0.0200 

0.6710 

7.48 

70 

62.52 

20.00 

12.50 

0.0150 

0.4548 

15.10 

70 

54.90 

20.00 

10.98 

0.0150 

1.1984 

15.10 

90 

74.90 

5.00 

3.75 

0.0015 

0.0183 

7.48 

90 

82.52 

5.00 

4.13 

0.0015 

0.0066 

15.72 

60 

44.28 

20.00 

8.86 

0.0150 

0.0886 

43.12 

65 

21.88 

20.00 

4.38 

0.0200 

0.0996 

39.52 

65 

25.48 

20.00 

5.10 

0.0200 

0.0279 

43.52 

65 

21.48 

20.00 

4.30 

0.0200 

0.0853 

41.94 

65 

23.06 

20.00 

4.61 

0.0200 

0.0928 

16.15 

60 

43.85 

20.00 

8.77 

0.0150 

0.4970 

18.42 

90 

71.58 

5.00 

3.58 

0.0015 

0.0002 

10.14 

70 

59.86 

20.00 

11.97 

0.0150 

0.4009 

8.60 

70 

61.40 

20.00 

12.28 

0.0150 

0.0730 

8.60 

90 

81.40 

5.00 

4.07 

0.0015 

0.0342 

20.14 

65 

44.86 

20.00 

8.97 

0.0200 

0.6664 

9.26 

70 

60.74 

20.00 

12.15 

0.0150 

0.5413 

9.26 

90 

80.74 

5.00 

4.04 

0.0015 

0.0539 

17.62 

60 

42.38 

20.00 

8.48 

0.0150 

0.5435 


















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

18.47 

100 

81.53 

20.00 

16.31 

0.0150 

0.0108 

18.47 

90 

71.53 

10.00 

7.15 

0.0015 

0.0000 

18.10 

60 

41.90 

20.00 

8.38 

0.0150 

0.1529 

15.19 

60 

44.81 

20.00 

8.96 

0.0150 

0.6130 

7.30 

70 

62.70 

20.00 

12.54 

0.0150 

0.5667 

33.56 

65 

31.44 

20.00 

6.29 

0.0200 

0.0003 

13.29 

60 

46.71 

20.00 

9.34 

0.0150 

0.2410 

13.29 

60 

46.71 

20.00 

9.34 

0.0150 

0.1033 

25.03 

65 

39.97 

20.00 

7.99 

0.0200 

0.1129 

25.03 

80 

54.97 

5.00 

2.75 

0.0015 

0.0014 

14.07 

70 

55.93 

20.00 

11.19 

0.0150 

0.5508 

14.07 

90 

75.93 

5.00 

3.80 

0.0015 

0.0004 

8.74 

70 

61.26 

20.00 

12.25 

0.0150 

0.6713 

9.32 

70 

60.68 

20.00 

12.14 

0.0150 

0.6244 

9.32 

70 

60.68 

20.00 

12.14 

0.0150 

0.5996 

33.29 

65 

31.71 

20.00 

6.34 

0.0200 

0.1098 

30.67 

65 

34.33 

20.00 

6.87 

0.0200 

1.1262 

30.67 

80 

49.33 

5.00 

2.47 

0.0015 

0.0496 

18.01 

65 

46.99 

20.00 

9.40 

0.0200 

0.5099 

22.07 

65 

42.93 

20.00 

8.59 

0.0200 

0.3489 

15.33 

70 

54.67 

20.00 

10.93 

0.0150 

0.3954 

21.29 

60 

38.71 

20.00 

7.74 

0.0150 

0.5297 

21.29 

90 

68.71 

5.00 

3.44 

0.0015 

0.0059 

21.29 

60 

38.71 

20.00 

7.74 

0.0150 

0.0760 

21.29 

90 

68.71 

5.00 

3.44 

0.0015 

0.0036 

16.04 

90 

73.96 

5.00 

3.70 

0.0015 

0.0000 

19.77 

90 

70.23 

20.00 

14.05 

0.0150 

0.9097 

8.88 

60 

51.12 

20.00 

10.22 

0.0150 

0.4291 

9.30 

60 

50.70 

20.00 

10.14 

0.0150 

2.1658 

7.18 

70 

62.82 

20.00 

12.56 

0.0150 

0.5598 

7.18 

90 

82.82 

5.00 

4.14 

0.0015 

0.0159 

9.30 

70 

60.70 

20.00 

12.14 

0.0150 

0.4282 

8.65 

70 

61.35 

20.00 

12.27 

0.0150 

0.5468 

15.02 

60 

44.98 

20.00 

9.00 

0.0150 

0.6808 

16.37 

60 

43.63 

20.00 

8.73 

0.0150 

0.0657 

11.59 

80 

68.41 

20.00 

13.68 

0.0100 

0.8061 

25.57 

80 

54.43 

20.00 

10.89 

0.0100 

0.0007 

18.45 

65 

46.55 

20.00 

9.31 

0.0200 

0.9183 

18.45 

80 

61.55 

5.00 

3.08 

0.0015 

0.0038 

15.49 

65 

49.51 

20.00 

9.90 

0.0200 

1.1316 

15.49 

80 

64.51 

5.00 

3.23 

0.0015 

0.0019 

12.27 

60 

47.73 

20.00 

9.55 

0.0150 

0.1959 

11.00 

60 

49.00 

20.00 

9.80 

0.0150 

0.9920 

10.13 

60 

49.87 

20.00 

9.97 

0.0150 

0.8486 

10.13 

60 

49.87 

20.00 

9.97 

0.0150 

0.0500 

15.74 

60 

44.26 

20.00 

8.85 

0.0150 

0.1671 

15.74 

60 

44.26 

20.00 

8.85 

0.0150 

0.2325 

19.57 

60 

40.43 

20.00 

8.09 

0.0150 

0.0159 

19.57 

90 

70.43 

5.00 

3.52 

0.0015 

0.0030 

19.57 

90 

70.43 

5.00 

3.52 

0.0015 

0.0009 

11.96 

60 

48.04 

20.00 

9.61 

0.0150 

0.4260 

9.60 

90 

80.40 

20.00 

16.08 

0.0150 

0.1637 

9.60 

90 

80.40 

10.00 

8.04 

0.0015 

0.0028 

15.52 

60 

44.48 

20.00 

8.90 

0.0150 

0.3122 

19.28 

60 

40.72 

20.00 

8.14 

0.0150 

0.2872 

















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.29 

80 

68.71 

20.00 

13.74 

0.0100 

0.4360 

12.92 

70 

57.08 

20.00 

11.42 

0.0150 

0.9041 

25.40 

65 

39.60 

20.00 

7.92 

0.0200 

0.3135 

25.40 

80 

54.60 

5.00 

2.73 

0.0015 

0.0000 

8.53 

70 

61.47 

20.00 

12.29 

0.0150 

0.8148 

38.91 

65 

26.09 

20.00 

5.22 

0.0200 

0.5197 

38.91 

80 

41.09 

5.00 

2.05 

0.0015 

0.0004 

9.85 

60 

50.15 

20.00 

10.03 

0.0150 

0.3432 

9.85 

60 

50.15 

20.00 

10.03 

0.0150 

0.0166 

9.09 

60 

50.91 

20.00 

10.18 

0.0150 

1.2180 

9.09 

60 

50.91 

20.00 

10.18 

0.0150 

0.0099 

19.00 

70 

51.00 

20.00 

10.20 

0.0150 

0.5463 

19.00 

90 

71.00 

5.00 

3.55 

0.0015 

0.0072 

18.60 

70 

51.40 

20.00 

10.28 

0.0150 

0.3607 

18.60 

90 

71.40 

5.00 

3.57 

0.0015 

0.0034 

14.87 

60 

45.13 

20.00 

9.03 

0.0150 

0.6021 

14.87 

90 

75.13 

5.00 

3.76 

0.0015 

0.0005 

15.90 

60 

44.10 

20.00 

8.82 

0.0150 

0.5777 

9.25 

70 

60.75 

20.00 

12.15 

0.0150 

0.2380 

10.85 

70 

59.15 

20.00 

11.83 

0.0150 

0.6100 

12.07 

60 

47.93 

20.00 

9.59 

0.0150 

2.0094 

12.07 

90 

77.93 

5.00 

3.90 

0.0015 

0.0110 

15.60 

70 

54.40 

20.00 

10.88 

0.0150 

1.0744 

15.60 

90 

74.40 

5.00 

3.72 

0.0015 

0.0055 

15.60 

70 

54.40 

20.00 

10.88 

0.0150 

0.0983 

12.07 

60 

47.93 

20.00 

9.59 

0.0150 

0.4137 

10.80 

60 

49.20 

20.00 

9.84 

0.0150 

0.8021 

7.35 

70 

62.65 

20.00 

12.53 

0.0150 

0.4346 

33.56 

65 

31.44 

20.00 

6.29 

0.0200 

0.0813 

12.20 

60 

47.80 

20.00 

9.56 

0.0150 

0.5776 

10.90 

60 

49.10 

20.00 

9.82 

0.0150 

0.3844 

11.03 

60 

48.97 

20.00 

9.79 

0.0150 

0.8025 

11.03 

60 

48.97 

20.00 

9.79 

0.0150 

0.4987 

7.85 

70 

62.15 

20.00 

12.43 

0.0150 

0.7551 

7.85 

70 

62.15 

20.00 

12.43 

0.0150 

0.0021 

17.90 

70 

52.10 

20.00 

10.42 

0.0150 

0.6148 

19.17 

70 

50.83 

20.00 

10.17 

0.0150 

0.3252 

19.17 

90 

70.83 

5.00 

3.54 

0.0015 

0.0010 

19.15 

70 

50.85 

20.00 

10.17 

0.0150 

0.2979 

19.15 

90 

70.85 

5.00 

3.54 

0.0015 

0.0011 

9.13 

70 

60.87 

20.00 

12.17 

0.0150 

0.4007 

8.41 

60 

51.59 

20.00 

10.32 

0.0150 

0.0105 

8.41 

60 

51.59 

20.00 

10.32 

0.0150 

0.3186 

8.41 

90 

81.59 

5.00 

4.08 

0.0015 

0.0028 

14.00 

65 

51.00 

20.00 

10.20 

0.0200 

0.3269 

10.65 

70 

59.35 

20.00 

11.87 

0.0150 

0.7551 

10.65 

90 

79.35 

5.00 

3.97 

0.0015 

0.0074 

24.53 

65 

40.47 

20.00 

8.09 

0.0200 

0.6263 

24.53 

80 

55.47 

5.00 

2.77 

0.0015 

0.0033 

16.73 

60 

43.27 

20.00 

8.65 

0.0150 

0.6162 

16.17 

65 

48.83 

20.00 

9.77 

0.0200 

0.3953 

16.17 

80 

63.83 

5.00 

3.19 

0.0015 

0.0170 

38.69 

65 

26.31 

20.00 

5.26 

0.0200 

0.0458 

38.69 

80 

41.31 

5.00 

2.07 

0.0015 

0.0000 

17.76 

70 

52.24 

20.00 

10.45 

0.0150 

1.1009 




































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Kherla 


Kherla Khurd 


Kherli 


Khirkhira 


Kholai 


Khoontla Salauna 


Khudsya 


Khura Chainpura 


Khurra 


Kiratpura 


Kishanpur 


Kishorpura 


Kohli Prempura 


Koochawar Chak No.l 


Koochawar Chak No.2 


Koyla 


Kuagaon 


Kundli 


Kunkata Kalan 


Kunkata Khurd 


Kutkya 


Ladpura 


Lalpur 


Lalsot (M) 


Liwali 


Machchhipura 


Madalgaon 


Mahanandpur Dyodha 


Mahanandpur(Rural) 


Maharajpura 


Mahu Kalan (CT) 


Mandawari 


Meena Koleta 


Census Code 


0809000601243400 


0811000501443000 


0810000201280300 


0810000101263500 


0809000601244900 


0810000101271700 


0810000101267200 


0810000101268500 


0809000201204200 


0811000501443400 


0810000201277400 


0810000201278500 


0811000501443500 


0810000201276800 


0810000201280600 


0810000201280400 


0810000201279600 


0810000201273500 


0810000201278600 


0810000101270100 


0810000101269700 


0811000501421200 


0810000201282500 


0811000541105000 


0810000201276100 


0810000101269600 


0810000201281300 


0810000101263400 


0810000101266200 


0811000501442100 


0810000141002000 


0811000501443300 


0810000201274400 



Zone (Fresh 
/ Saline) 



12.08 Fresh 


2.72 Fresh 


6.97 Fresh 


Saline 


7.84 Fresh 





1.18 Fresh 


18.00 Fresh 


1.53 Fresh 


3.56 Fresh 


0.82 Fresh 


10.60 Fresh 


2.87 Fresh 


Saline 


3.53 Fresh 


12.02 Fresh 


19.70 Fresh 


5.24 Fresh 


2.12 Saline 


6.57 Fresh 


Saline 


1.09 Fresh 


5.00 Fresh 


1.29 Fresh 



12.10 Fresh 


3.60 Fresh 



Meena Theekri 


0810000201284100 


3.95 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

19.36 

90 

70.64 

20.00 

14.13 

0.0150 

0.0616 

15.83 

65 

49.17 

20.00 

9.83 

0.0200 

0.5359 

18.48 

60 

41.52 

20.00 

8.30 

0.0150 

0.7395 

18.48 

60 

41.52 

20.00 

8.30 

0.0150 

0.1287 

19.31 

90 

70.69 

20.00 

14.14 

0.0150 

0.0248 

19.31 

90 

70.69 

10.00 

7.07 

0.0015 

0.0009 

11.20 

70 

58.80 

20.00 

11.76 

0.0150 

0.8328 

14.99 

90 

75.01 

20.00 

15.00 

0.0150 

0.0181 

19.26 

70 

50.74 

20.00 

10.15 

0.0150 

0.5287 

9.20 

70 

60.80 

20.00 

12.16 

0.0150 

0.8717 

14.08 

70 

55.92 

20.00 

11.18 

0.0150 

0.4436 

11.42 

80 

68.58 

20.00 

13.72 

0.0100 

1.0811 

10.07 

65 

54.93 

20.00 

10.99 

0.0200 

0.9928 

8.86 

60 

51.14 

20.00 

10.23 

0.0150 

0.2690 

9.39 

60 

50.61 

20.00 

10.12 

0.0150 

0.3385 

10.97 

65 

54.03 

20.00 

10.81 

0.0200 

0.6317 

13.67 

60 

46.33 

20.00 

9.27 

0.0150 

0.7085 

18.32 

60 

41.68 

20.00 

8.34 

0.0150 

0.0637 

19.07 

60 

40.93 

20.00 

8.19 

0.0150 

0.1493 

19.07 

60 

40.93 

20.00 

8.19 

0.0150 

0.0833 

12.83 

60 

47.17 

20.00 

9.43 

0.0150 

0.2122 

12.83 

60 

47.17 

20.00 

9.43 

0.0150 

0.1240 

19.06 

70 

50.94 

20.00 

10.19 

0.0150 

0.4525 

19.06 

90 

70.94 

5.00 

3.55 

0.0015 

0.0007 

9.16 

60 

50.84 

20.00 

10.17 

0.0150 

0.1803 

22.72 

90 

67.28 

5.00 

3.36 

0.0015 

0.0684 

9.64 

60 

50.36 

20.00 

10.07 

0.0150 

0.2318 

19.05 

70 

50.95 

20.00 

10.19 

0.0150 

0.5438 

18.31 

70 

51.69 

20.00 

10.34 

0.0150 

0.1167 

18.31 

90 

71.69 

5.00 

3.58 

0.0015 

0.0003 

19.43 

65 

45.57 

20.00 

9.11 

0.0200 

0.4265 

19.43 

80 

60.57 

5.00 

3.03 

0.0015 

0.0175 

15.17 

60 

44.83 

20.00 

8.97 

0.0150 

0.3148 

15.17 

60 

44.83 

20.00 

8.97 

0.0150 

0.0714 

12.77 

70 

57.23 

20.00 

11.45 

0.0150 

0.3004 

12.77 

90 

77.23 

5.00 

3.86 

0.0015 

0.0092 

38.33 

65 

26.67 

20.00 

5.33 

0.0200 

0.2341 

13.34 

60 

46.66 

20.00 

9.33 

0.0150 

2.5729 

19.05 

70 

50.95 

20.00 

10.19 

0.0150 

0.7127 

19.05 

90 

70.95 

5.00 

3.55 

0.0015 

0.0031 

15.04 

60 

44.96 

20.00 

8.99 

0.0150 

0.2860 

10.21 

70 

59.79 

20.00 

11.96 

0.0150 

0.0000 

10.21 

70 

59.79 

20.00 

11.96 

0.0150 

0.4487 

5.86 

70 

64.14 

20.00 

12.83 

0.0150 

0.2096 

27.13 

65 

37.87 

20.00 

7.57 

0.0200 

0.7320 

4.18 

70 

65.82 

20.00 

13.16 

0.0150 

0.1327 

4.18 

90 

85.82 

5.00 

4.29 

0.0015 

0.0040 

4.30 

70 

65.70 

20.00 

13.14 

0.0150 

0.3353 

4.30 

90 

85.70 

5.00 

4.28 

0.0015 

0.0033 

13.84 

65 

51.16 

20.00 

10.23 

0.0200 

2.3557 

10.23 

60 

49.77 

20.00 

9.95 

0.0150 

0.4265 

10.23 

90 

79.77 

5.00 

3.99 

0.0015 

0.0002 

10.23 

60 

49.77 

20.00 

9.95 

0.0150 

0.0213 

10.23 

90 

79.77 

5.00 

3.99 

0.0015 

0.0029 

10.17 

60 

49.83 

20.00 

9.97 

0.0150 

0.0411 























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

10.17 

60 

49.83 

20.00 

9.97 

0.0150 

0.0381 

19.26 

70 

50.74 

20.00 

10.15 

0.0150 

0.4290 

19.26 

90 

70.74 

5.00 

3.54 

0.0015 

0.0020 

19.20 

70 

50.80 

20.00 

10.16 

0.0150 

0.2908 

19.20 

90 

70.80 

5.00 

3.54 

0.0015 

0.0006 

5.65 

70 

64.35 

20.00 

12.87 

0.0150 

0.9327 

5.65 

90 

84.35 

5.00 

4.22 

0.0015 

0.0029 

15.02 

60 

44.98 

20.00 

9.00 

0.0150 

0.0001 

15.02 

60 

44.98 

20.00 

9.00 

0.0150 

0.3129 

11.51 

80 

68.49 

20.00 

13.70 

0.0100 

0.2268 

10.81 

80 

69.19 

20.00 

13.84 

0.0100 

0.0043 

10.00 

70 

60.01 

20.00 

12.00 

0.0150 

0.6090 

39.14 

65 

25.86 

20.00 

5.17 

0.0200 

0.0704 

19.28 

60 

40.72 

20.00 

8.14 

0.0150 

0.1926 

40.57 

65 

24.43 

20.00 

4.89 

0.0200 

0.0668 

9.36 

60 

50.64 

20.00 

10.13 

0.0150 

1.1827 

11.55 

60 

48.45 

20.00 

9.69 

0.0150 

0.0742 

11.55 

60 

48.45 

20.00 

9.69 

0.0150 

0.1654 

17.56 

60 

42.44 

20.00 

8.49 

0.0150 

1.0186 

17.79 

70 

52.21 

20.00 

10.44 

0.0150 

0.3624 

9.99 

60 

50.01 

20.00 

10.00 

0.0150 

0.2044 

9.99 

60 

50.01 

20.00 

10.00 

0.0150 

0.0491 

10.03 

60 

49.97 

20.00 

9.99 

0.0150 

1.0064 

12.00 

70 

58.00 

20.00 

11.60 

0.0150 

1.6632 

14.82 

60 

45.18 

20.00 

9.04 

0.0150 

0.5481 

13.04 

60 

46.96 

20.00 

9.39 

0.0150 

0.3211 

15.66 

60 

44.34 

20.00 

8.87 

0.0150 

0.5594 

22.36 

65 

42.64 

20.00 

8.53 

0.0200 

0.2193 

9.98 

70 

60.02 

20.00 

12.00 

0.0150 

0.4387 

15.16 

60 

44.84 

20.00 

8.97 

0.0150 

0.4972 

15.16 

60 

44.84 

20.00 

8.97 

0.0150 

0.3349 

8.78 

70 

61.22 

20.00 

12.24 

0.0150 

0.0643 

11.88 

60 

48.12 

20.00 

9.62 

0.0150 

1.0970 

10.55 

60 

49.45 

20.00 

9.89 

0.0150 

0.7318 

9.44 

60 

50.56 

20.00 

10.11 

0.0150 

0.3279 

20.24 

60 

39.76 

20.00 

7.95 

0.0150 

0.2315 

20.24 

90 

69.76 

5.00 

3.49 

0.0015 

0.0081 

25.62 

80 

54.38 

20.00 

10.88 

0.0100 

0.2895 

25.62 

90 

64.38 

10.00 

6.44 

0.0015 

0.0138 

42.71 

65 

22.29 

20.00 

4.46 

0.0200 

0.0971 

17.56 

70 

52.44 

20.00 

10.49 

0.0150 

1.2265 

17.56 

90 

72.44 

5.00 

3.62 

0.0015 

0.0056 

18.54 

60 

41.46 

20.00 

8.29 

0.0150 

0.2060 

16.76 

90 

73.24 

20.00 

14.65 

0.0150 

0.4819 

17.74 

60 

42.26 

20.00 

8.45 

0.0150 

0.0778 

18.63 

70 

51.37 

20.00 

10.27 

0.0150 

0.0268 

18.63 

90 

71.37 

5.00 

3.57 

0.0015 

0.0037 

16.50 

65 

48.50 

20.00 

9.70 

0.0200 

0.2578 

10.17 

70 

59.83 

20.00 

11.97 

0.0150 

2.0354 

9.01 

60 

50.99 

20.00 

10.20 

0.0150 

0.3082 

13.28 

60 

46.72 

20.00 

9.34 

0.0150 

0.2950 

25.39 

65 

39.61 

20.00 

7.92 

0.0200 

0.0021 

16.45 

60 

43.55 

20.00 

8.71 

0.0150 

0.0194 

16.45 

60 

43.55 

20.00 

8.71 

0.0150 

0.4189 

12.60 

60 

47.40 

20.00 

9.48 

0.0150 

1.9278 






























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

15.32 

65 

49.68 

20.00 

9.94 

0.0200 

0.3244 

15.32 

80 

64.68 

5.00 

3.23 

0.0015 

0.0143 

24.85 

90 

65.15 

10.00 

6.51 

0.0015 

0.0001 

14.03 

60 

45.97 

20.00 

9.19 

0.0150 

0.0107 

14.03 

90 

75.97 

5.00 

3.80 

0.0015 

0.0045 

14.72 

90 

75.28 

20.00 

15.06 

0.0150 

0.3580 

9.13 

70 

60.87 

20.00 

12.17 

0.0150 

0.7654 

12.40 

70 

57.60 

20.00 

11.52 

0.0150 

0.2838 

19.03 

80 

60.97 

20.00 

12.19 

0.0100 

0.2869 

11.17 

90 

78.83 

20.00 

15.77 

0.0150 

0.6869 

11.17 

90 

78.83 

10.00 

7.88 

0.0015 

0.0255 

12.68 

70 

57.32 

20.00 

11.46 

0.0150 

0.4955 

12.68 

90 

77.32 

5.00 

3.87 

0.0015 

0.0195 

12.34 

70 

57.66 

20.00 

11.53 

0.0150 

0.2041 

11.14 

80 

68.86 

20.00 

13.77 

0.0100 

0.4604 

11.14 

80 

68.86 

20.00 

13.77 

0.0100 

0.3373 

10.75 

60 

49.25 

20.00 

9.85 

0.0150 

1.0346 

9.56 

60 

50.44 

20.00 

10.09 

0.0150 

0.3800 

13.88 

60 

46.12 

20.00 

9.22 

0.0150 

0.5439 

13.88 

60 

46.12 

20.00 

9.22 

0.0150 

0.0372 

19.85 

70 

50.15 

20.00 

10.03 

0.0150 

0.3716 

19.85 

90 

70.15 

5.00 

3.51 

0.0015 

0.0072 

19.85 

70 

50.15 

20.00 

10.03 

0.0150 

0.8065 

10.74 

60 

49.26 

20.00 

9.85 

0.0150 

1.2109 

12.25 

80 

67.75 

20.00 

13.55 

0.0100 

2.8763 

38.71 

65 

26.29 

20.00 

5.26 

0.0200 

0.0461 

38.71 

80 

41.29 

5.00 

2.06 

0.0015 

0.0003 

15.25 

60 

44.75 

20.00 

8.95 

0.0150 

0.0019 

15.25 

60 

44.75 

20.00 

8.95 

0.0150 

0.1622 

21.75 

60 

38.25 

20.00 

7.65 

0.0150 

0.5008 

8.86 

60 

51.14 

20.00 

10.23 

0.0150 

0.4619 

42.77 

65 

22.23 

20.00 

4.45 

0.0200 

0.1207 

12.60 

60 

47.40 

20.00 

9.48 

0.0150 

0.4542 

24.12 

90 

65.88 

5.00 

3.29 

0.0015 

0.0009 

24.12 

90 

65.88 

5.00 

3.29 

0.0015 

0.0056 

30.85 

60 

29.15 

20.00 

5.83 

0.0150 

0.1144 

30.85 

90 

59.15 

5.00 

2.96 

0.0015 

0.0085 

14.44 

60 

45.56 

20.00 

9.11 

0.0150 

0.3581 

12.50 

60 

47.50 

20.00 

9.50 

0.0150 

0.1683 

12.50 

60 

47.50 

20.00 

9.50 

0.0150 

0.0613 

14.07 

60 

45.93 

20.00 

9.19 

0.0150 

0.9377 

14.11 

60 

45.89 

20.00 

9.18 

0.0150 

0.3462 

10.67 

80 

69.33 

20.00 

13.87 

0.0100 

0.0356 

10.67 

80 

69.33 

20.00 

13.87 

0.0100 

0.0000 

16.39 

60 

43.61 

20.00 

8.72 

0.0150 

1.0342 

10.15 

60 

49.85 

20.00 

9.97 

0.0150 

0.0347 

27.04 

65 

37.96 

20.00 

7.59 

0.0200 

0.1659 

16.44 

70 

53.56 

20.00 

10.71 

0.0150 

0.2408 

8.14 

70 

61.86 

20.00 

12.37 

0.0150 

0.0488 

8.14 

90 

81.86 

5.00 

4.09 

0.0015 

0.0142 

16.49 

60 

43.51 

20.00 

8.70 

0.0150 

0.4882 

19.28 

70 

50.72 

20.00 

10.14 

0.0150 

0.3588 

19.28 

90 

70.72 

5.00 

3.54 

0.0015 

0.0107 

8.90 

70 

61.10 

20.00 

12.22 

0.0150 

0.6619 

30.22 

65 

34.78 

20.00 

6.96 

0.0200 

0.0718 
























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.40 

60 

48.60 

20.00 

9.72 

0.0150 

0.0367 

11.40 

60 

48.60 

20.00 

9.72 

0.0150 

0.3071 

28.91 

60 

31.09 

20.00 

6.22 

0.0200 

0.0684 

38.96 

65 

26.04 

20.00 

5.21 

0.0200 

0.0054 

38.92 

65 

26.08 

20.00 

5.22 

0.0200 

0.0669 

38.94 

65 

26.06 

20.00 

5.21 

0.0200 

0.0451 

38.94 

65 

26.06 

20.00 

5.21 

0.0200 

0.0265 

40.07 

65 

24.93 

20.00 

4.99 

0.0200 

0.4433 

40.07 

80 

39.93 

5.00 

2.00 

0.0015 

0.0045 

38.85 

65 

26.15 

20.00 

5.23 

0.0200 

0.0039 

38.85 

80 

41.15 

5.00 

2.06 

0.0015 

0.0012 

38.85 

65 

26.15 

20.00 

5.23 

0.0200 

0.0118 

38.85 

80 

41.15 

5.00 

2.06 

0.0015 

0.0008 

38.40 

65 

26.60 

20.00 

5.32 

0.0200 

0.4580 

38.40 

80 

41.60 

5.00 

2.08 

0.0015 

0.0035 

11.19 

70 

58.81 

20.00 

11.76 

0.0150 

1.3139 

11.19 

90 

78.81 

5.00 

3.94 

0.0015 

0.0006 

11.32 

60 

48.68 

20.00 

9.74 

0.0150 

0.4400 

33.52 

65 

31.48 

20.00 

6.30 

0.0200 

0.2996 

33.52 

80 

46.48 

5.00 

2.32 

0.0015 

0.0046 

17.23 

70 

52.77 

20.00 

10.55 

0.0150 

0.1201 

17.23 

90 

72.77 

5.00 

3.64 

0.0015 

0.0031 

22.07 

60 

37.93 

20.00 

7.59 

0.0150 

0.8816 

22.07 

60 

37.93 

20.00 

7.59 

0.0150 

0.5897 

5.92 

70 

64.08 

20.00 

12.82 

0.0150 

5.9823 

5.92 

70 

64.08 

20.00 

12.82 

0.0150 

0.8785 

11.26 

70 

58.74 

20.00 

11.75 

0.0150 

3.5882 

12.87 

70 

57.13 

20.00 

11.43 

0.0150 

1.3202 

12.87 

90 

77.13 

5.00 

3.86 

0.0015 

0.0047 

11.26 

70 

58.74 

20.00 

11.75 

0.0150 

0.2244 

11.26 

70 

58.74 

20.00 

11.75 

0.0150 

0.4504 

17.18 

60 

42.82 

20.00 

8.56 

0.0150 

0.0082 

17.18 

90 

72.82 

5.00 

3.64 

0.0015 

0.1063 

12.94 

90 

77.06 

5.00 

3.85 

0.0015 

0.0070 

15.46 

60 

44.54 

20.00 

8.91 

0.0150 

0.0005 

15.46 

90 

74.54 

5.00 

3.73 

0.0015 

0.0005 

17.77 

90 

72.23 

5.00 

3.61 

0.0015 

0.0599 

12.16 

60 

47.84 

20.00 

9.57 

0.0150 

0.0000 

25.63 

90 

64.37 

10.00 

6.44 

0.0015 

0.0128 

18.42 

90 

71.58 

5.00 

3.58 

0.0015 

0.0285 

28.89 

90 

61.11 

10.00 

6.11 

0.0015 

0.1379 

25.03 

80 

54.97 

5.00 

2.75 

0.0015 

0.0007 

28.46 

90 

61.54 

10.00 

6.15 

0.0015 

0.0003 

30.67 

80 

49.33 

5.00 

2.47 

0.0015 

0.0004 

23.44 

90 

66.56 

5.00 

3.33 

0.0015 

0.0281 

21.29 

90 

68.71 

5.00 

3.44 

0.0015 

0.0000 

21.29 

90 

68.71 

5.00 

3.44 

0.0015 

0.0001 

16.04 

60 

43.96 

20.00 

8.79 

0.0150 

0.0002 

16.04 

90 

73.96 

5.00 

3.70 

0.0015 

0.0061 

16.30 

90 

73.70 

5.00 

3.68 

0.0015 

0.0192 

24.79 

90 

65.21 

10.00 

6.52 

0.0015 

0.0124 

26.33 

90 

63.67 

10.00 

6.37 

0.0015 

0.1372 

19.57 

90 

70.43 

5.00 

3.52 

0.0015 

0.0001 

19.57 

90 

70.43 

5.00 

3.52 

0.0015 

0.0227 

16.17 

80 

63.83 

5.00 

3.19 

0.0015 

0.0008 

















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



07009067 


Kuagaon 


Kutkya 


Pal 


Raisana 


Rewasa 


Riwali 


Sikroli 


Sukar 


Abadi Ki Dhani 


Achalpura 


Alipura 


Alooda 


Aniyala 


Arpura 


Bada 


Badekhan 


Bagri 


Bahter 


Barh Bada 


Barh Bariyara 


Barh Bariyara Chak No.l 


Barh Bariyara Chak No.2 


Barh Bhookha 


Barh Donaycha 


Barh Goth 


Barh Guwari 


Barh Kalyanpura 


Barh Lakhanpur 


Barh Paniyala 


Barh Peepalwara Chak No.3 


Barh Sancholi 


Barh Sankra 


Census Code 


0810000201273500 


0811000501421200 


0809000201202200 


0809000201203000 


0809000201202900 


0810000201273000 


0810000201272400 


0810000201273300 


0810000201283200 


0811000501444900 


0811000501443800 


0810000401301300 


0810000301289300 


0810000201283800 


0811000501445300 


0811000501437800 


0811000501444100 


0810000301288500 


0811000501445200 


0810000301287500 


0810000301287600 


0810000301287800 


0810000301292600 


0810000301293500 


0810000201286300 


0810000101272200 


0811000501444500 


0810000201286000 


0810000201287300 


0810000301292800 


0810000201283100 


0810000301294500 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Quartzite 

Fresh 

Non-command 

Quartzite 

Fresh 

Non-command 

Quartzite 

Fresh 

Non-command 

Quartzite 

Fresh 

Non-command 

Quartzite 

Fresh 

Non-command 

Older Alluvium 


19.20 Fresh 


4.13 Fresh 


0.23 Fresh 


3.30 Fresh 


6.62 Fresh 


5.85 Fresh 


4.18 Fresh 


1.45 Fresh 


5.90 Fresh 


6.21 Fresh 


13.77 Fresh 


12.39 Fresh 



1.52 Fresh 


2.03 Fresh 


0.49 Fresh 


0.31 Fresh 


2.00 Fresh 



0.57 Fresh 


3.98 Fresh 


5.16 Fresh 


2.38 Fresh 



0.68 Fresh 


3.10 Fresh 


0.65 Fresh 


2.53 Fresh 


2.13 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Command 


Command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Command 


Command 


Command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Quartzite 


Quartzite 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Limestone 


Older Alluvium 


Older Alluvium 


Limestone 


Limestone 


Limestone 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Limestone 


Limestone 


Limestone 


Limestone 


Limestone 


Quartzite 


Limestone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Limestone 


Older Alluvium 


Limestone 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

22.72 

90 

67.28 

5.00 

3.36 

0.0015 

0.0061 

19.43 

80 

60.57 

5.00 

3.03 

0.0015 

0.0061 

23.86 

90 

66.14 

10.00 

6.61 

0.0015 

0.0370 

25.62 

90 

64.38 

10.00 

6.44 

0.0015 

0.0129 

24.85 

90 

65.15 

10.00 

6.51 

0.0015 

0.0401 

14.03 

60 

45.97 

20.00 

9.19 

0.0150 

0.0002 

14.03 

90 

75.97 

5.00 

3.80 

0.0015 

0.0144 

24.12 

90 

65.88 

5.00 

3.29 

0.0015 

0.0705 

18.56 

90 

71.44 

5.00 

3.57 

0.0015 

0.0125 

10.22 

60 

49.78 

20.00 

9.96 

0.0150 

0.0296 

12.22 

65 

52.78 

20.00 

10.56 

0.0200 

0.2173 

12.22 

65 

52.78 

20.00 

10.56 

0.0200 

0.4797 

11.15 

65 

53.85 

20.00 

10.77 

0.0200 

1.3524 

10.67 

80 

69.33 

5.00 

3.47 

0.0015 

0.0304 

14.18 

60 

45.82 

20.00 

9.16 

0.0150 

0.5752 

10.46 

60 

49.54 

20.00 

9.91 

0.0150 

0.2150 

10.66 

65 

54.34 

20.00 

10.87 

0.0200 

1.2833 

34.34 

65 

30.67 

20.00 

6.13 

0.0200 

0.0276 

18.91 

65 

46.09 

20.00 

9.22 

0.0200 

2.5216 

18.64 

80 

61.36 

15.00 

9.20 

0.0020 

0.0006 

18.64 

60 

41.36 

20.00 

8.27 

0.0150 

1.4291 

18.64 

60 

41.36 

20.00 

8.27 

0.0150 

0.0884 

25.10 

80 

54.90 

15.00 

8.24 

0.0020 

0.0015 

25.10 

80 

54.90 

15.00 

8.24 

0.0020 

0.0302 

25.10 

80 

54.90 

15.00 

8.24 

0.0020 

0.0102 

12.79 

60 

47.21 

20.00 

9.44 

0.0150 

0.0253 

12.79 

80 

67.21 

5.00 

3.36 

0.0015 

0.0003 

12.79 

60 

47.21 

20.00 

9.44 

0.0150 

0.2035 

12.79 

80 

67.21 

5.00 

3.36 

0.0015 

0.0233 

11.60 

65 

53.40 

20.00 

10.68 

0.0200 

0.2936 

11.60 

65 

53.40 

20.00 

10.68 

0.0200 

0.0006 

10.81 

65 

54.19 

20.00 

10.84 

0.0200 

0.3291 

10.73 

60 

49.27 

20.00 

9.85 

0.0150 

0.2995 

10.54 

60 

49.46 

20.00 

9.89 

0.0150 

0.0722 

11.01 

60 

48.99 

20.00 

9.80 

0.0150 

0.0458 

23.02 

80 

56.98 

15.00 

8.55 

0.0020 

0.0218 

23.02 

80 

56.98 

15.00 

8.55 

0.0020 

0.0124 

25.14 

80 

54.86 

15.00 

8.23 

0.0020 

0.0036 

25.14 

80 

54.86 

15.00 

8.23 

0.0020 

0.0123 

12.92 

80 

67.08 

15.00 

10.06 

0.0020 

0.0530 

12.92 

90 

77.08 

5.00 

3.85 

0.0015 

0.0014 

25.77 

80 

54.23 

15.00 

8.14 

0.0020 

0.0093 

7.96 

60 

52.04 

20.00 

10.41 

0.0150 

0.6108 

7.96 

60 

52.04 

20.00 

10.41 

0.0150 

0.0094 

18.78 

70 

51.22 

20.00 

10.24 

0.0150 

0.0018 

17.08 

65 

47.92 

20.00 

9.58 

0.0200 

0.0397 

17.08 

65 

47.92 

20.00 

9.58 

0.0200 

0.4171 

13.32 

65 

51.68 

20.00 

10.34 

0.0200 

0.0327 

13.32 

65 

51.68 

20.00 

10.34 

0.0200 

0.1253 

7.90 

60 

52.10 

20.00 

10.42 

0.0150 

0.1063 

21.00 

60 

39.00 

20.00 

7.80 

0.0150 

0.3203 

21.73 

80 

58.27 

15.00 

8.74 

0.0020 

0.0002 

10.27 

60 

49.73 

20.00 

9.95 

0.0150 

0.1574 

16.10 

80 

63.90 

15.00 

9.59 

0.0020 

0.0403 

16.10 

60 

43.90 

20.00 

8.78 

0.0150 

0.0033 















































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Limestone 


Limestone 


Quartzite 


Limestone 


Limestone 


Limestone 


Older Alluvium 


Limestone 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Limestone 


Limestone 


Limestone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Limestone 


Limestone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

10.90 

60 

49.10 

20.00 

9.82 

0.0150 

0.1206 

13.38 

60 

46.62 

20.00 

9.32 

0.0150 

0.3554 

10.57 

60 

49.43 

20.00 

9.89 

0.0150 

0.3544 

6.56 

60 

53.44 

20.00 

10.69 

0.0150 

1.8598 

6.56 

60 

53.44 

20.00 

10.69 

0.0150 

0.6570 

6.56 

60 

53.44 

20.00 

10.69 

0.0150 

0.0288 

19.77 

90 

70.23 

20.00 

14.05 

0.0150 

0.1164 

19.77 

90 

70.23 

20.00 

14.05 

0.0150 

0.2139 

6.95 

60 

53.05 

20.00 

10.61 

0.0150 

0.1455 

6.95 

60 

53.05 

20.00 

10.61 

0.0150 

0.0225 

7.07 

60 

52.93 

20.00 

10.59 

0.0150 

1.4597 

12.47 

60 

47.53 

20.00 

9.51 

0.0150 

0.1106 

12.47 

80 

67.53 

5.00 

3.38 

0.0015 

0.0108 

11.56 

60 

48.44 

20.00 

9.69 

0.0150 

0.0422 

12.84 

80 

67.16 

5.00 

3.36 

0.0015 

0.0123 

12.80 

80 

67.20 

5.00 

3.36 

0.0015 

0.0088 

8.39 

60 

51.61 

20.00 

10.32 

0.0150 

0.2612 

8.39 

60 

51.61 

20.00 

10.32 

0.0150 

0.0357 

14.29 

60 

45.71 

20.00 

9.14 

0.0150 

0.8883 

14.29 

80 

65.71 

5.00 

3.29 

0.0015 

0.0126 

38.12 

65 

26.88 

20.00 

5.38 

0.0200 

0.0218 

19.22 

80 

60.78 

15.00 

9.12 

0.0020 

0.0048 

19.22 

80 

60.78 

15.00 

9.12 

0.0020 

0.0177 

13.55 

90 

76.45 

5.00 

3.82 

0.0015 

0.0006 

22.04 

80 

57.96 

15.00 

8.69 

0.0020 

0.0038 

22.04 

80 

57.96 

15.00 

8.69 

0.0020 

0.0084 

22.04 

80 

57.96 

15.00 

8.69 

0.0020 

0.0260 

15.56 

60 

44.44 

20.00 

8.89 

0.0150 

0.0188 

12.78 

80 

67.22 

15.00 

10.08 

0.0020 

0.0063 

12.78 

90 

77.22 

5.00 

3.86 

0.0015 

0.0035 

32.29 

65 

32.71 

20.00 

6.54 

0.0200 

0.6944 

11.29 

65 

53.71 

20.00 

10.74 

0.0200 

0.6115 

11.29 

65 

53.71 

20.00 

10.74 

0.0200 

0.3960 

35.82 

65 

29.18 

20.00 

5.84 

0.0200 

0.2688 

12.54 

60 

47.46 

20.00 

9.49 

0.0150 

0.2550 

12.54 

80 

67.46 

5.00 

3.37 

0.0015 

0.0001 

12.54 

60 

47.46 

20.00 

9.49 

0.0150 

0.1486 

12.54 

80 

67.46 

5.00 

3.37 

0.0015 

0.0047 

12.96 

80 

67.04 

5.00 

3.35 

0.0015 

0.0130 

16.82 

80 

63.18 

15.00 

9.48 

0.0020 

0.0206 

16.82 

80 

63.18 

15.00 

9.48 

0.0020 

0.0043 

24.36 

80 

55.64 

15.00 

8.35 

0.0020 

0.0042 

24.36 

60 

35.64 

20.00 

7.13 

0.0150 

0.0352 

24.36 

60 

35.64 

20.00 

7.13 

0.0150 

0.0189 

12.80 

60 

47.20 

20.00 

9.44 

0.0150 

0.0711 

12.80 

80 

67.20 

5.00 

3.36 

0.0015 

0.0009 

11.93 

60 

48.07 

20.00 

9.61 

0.0150 

0.1843 

10.70 

60 

49.30 

20.00 

9.86 

0.0150 

0.0916 

18.51 

60 

41.49 

20.00 

8.30 

0.0150 

0.0462 

10.65 

60 

49.35 

20.00 

9.87 

0.0150 

0.0349 

10.65 

60 

49.35 

20.00 

9.87 

0.0150 

0.3707 

12.63 

60 

47.37 

20.00 

9.47 

0.0150 

0.5934 

12.63 

80 

67.37 

5.00 

3.37 

0.0015 

0.0005 

24.67 

80 

55.33 

15.00 

8.30 

0.0020 

0.0461 

24.67 

80 

55.33 

15.00 

8.30 

0.0020 

0.0047 




























































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Limestone 


Limestone 


Limestone 


Limestone 


Limestone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Limestone 


Limestone 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Limestone 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Limestone 


Older Alluvium 


Quartzite 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

15.31 

60 

44.69 

20.00 

8.94 

0.0150 

0.5155 

15.49 

65 

49.51 

20.00 

9.90 

0.0200 

0.2465 

12.79 

80 

67.21 

5.00 

3.36 

0.0015 

0.0018 

12.79 

80 

67.21 

5.00 

3.36 

0.0015 

0.0014 

12.19 

60 

47.81 

20.00 

9.56 

0.0150 

0.6077 

12.19 

80 

67.81 

5.00 

3.39 

0.0015 

0.0000 

15.42 

65 

49.58 

20.00 

9.92 

0.0200 

0.6315 

15.42 

65 

49.58 

20.00 

9.92 

0.0200 

0.2010 

11.81 

80 

68.19 

5.00 

3.41 

0.0015 

0.0160 

13.84 

60 

46.16 

20.00 

9.23 

0.0150 

0.3733 

13.84 

60 

46.16 

20.00 

9.23 

0.0150 

0.5586 

13.84 

80 

66.16 

5.00 

3.31 

0.0015 

0.0001 

13.90 

60 

46.10 

20.00 

9.22 

0.0150 

0.6352 

16.18 

80 

63.82 

15.00 

9.57 

0.0020 

0.0017 

16.18 

80 

63.82 

15.00 

9.57 

0.0020 

0.0270 

16.18 

80 

63.82 

15.00 

9.57 

0.0020 

0.0774 

25.27 

80 

54.73 

15.00 

8.21 

0.0020 

0.0076 

25.27 

80 

54.73 

15.00 

8.21 

0.0020 

0.0434 

21.09 

60 

38.91 

20.00 

7.78 

0.0150 

0.8476 

19.77 

90 

70.23 

20.00 

14.05 

0.0150 

0.2273 

19.56 

90 

70.44 

20.00 

14.09 

0.0150 

0.7053 

19.56 

90 

70.44 

20.00 

14.09 

0.0150 

0.0224 

12.31 

60 

47.69 

20.00 

9.54 

0.0150 

0.4314 

12.49 

80 

67.51 

5.00 

3.38 

0.0015 

0.0000 

12.49 

60 

47.51 

20.00 

9.50 

0.0150 

0.5498 

12.49 

80 

67.51 

5.00 

3.38 

0.0015 

0.0039 

12.46 

80 

67.54 

5.00 

3.38 

0.0015 

0.0000 

12.46 

60 

47.54 

20.00 

9.51 

0.0150 

0.0262 

12.46 

80 

67.54 

5.00 

3.38 

0.0015 

0.0193 

12.81 

80 

67.19 

5.00 

3.36 

0.0015 

0.0074 

12.81 

80 

67.19 

5.00 

3.36 

0.0015 

0.0040 

16.44 

90 

73.56 

20.00 

14.71 

0.0150 

0.0175 

21.01 

60 

38.99 

20.00 

7.80 

0.0150 

0.1828 

15.54 

80 

64.46 

15.00 

9.67 

0.0020 

0.0004 

15.54 

80 

64.46 

15.00 

9.67 

0.0020 

0.0114 

10.60 

80 

69.40 

5.00 

3.47 

0.0015 

0.0027 

20.21 

90 

69.79 

20.00 

13.96 

0.0150 

0.3284 

20.21 

90 

69.79 

20.00 

13.96 

0.0150 

0.0227 

24.25 

80 

55.75 

15.00 

8.36 

0.0020 

0.1661 

24.25 

60 

35.75 

20.00 

7.15 

0.0150 

1.9204 

10.77 

60 

49.23 

20.00 

9.85 

0.0150 

0.0127 

10.77 

80 

69.23 

5.00 

3.46 

0.0015 

0.0016 

21.44 

60 

38.56 

20.00 

7.71 

0.0150 

0.5128 

14.36 

60 

45.64 

20.00 

9.13 

0.0150 

0.3813 

14.36 

80 

65.64 

5.00 

3.28 

0.0015 

0.0031 

12.78 

60 

47.22 

20.00 

9.44 

0.0150 

0.0098 

12.78 

80 

67.22 

5.00 

3.36 

0.0015 

0.0036 

13.94 

90 

76.06 

15.00 

11.41 

0.0020 

0.0693 

13.94 

90 

76.06 

20.00 

15.21 

0.0150 

0.6808 

13.94 

90 

76.06 

10.00 

7.61 

0.0015 

0.0297 

11.00 

80 

69.00 

5.00 

3.45 

0.0015 

0.0279 

11.35 

60 

48.65 

20.00 

9.73 

0.0150 

0.0798 

11.35 

80 

68.65 

5.00 

3.43 

0.0015 

0.0190 

11.97 

60 

48.03 

20.00 

9.61 

0.0150 

0.3429 

10.79 

60 

49.21 

20.00 

9.84 

0.0150 

1.0869 






















































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Limestone 


Older Alluvium 


Limestone 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Limestone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Limestone 


Limestone 


Quartzite 


Limestone 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Limestone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Limestone 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

10.79 

80 

69.21 

5.00 

3.46 

0.0015 

0.0278 

10.79 

80 

69.21 

5.00 

3.46 

0.0015 

0.0133 

12.18 

60 

47.82 

20.00 

9.56 

0.0150 

0.2878 

12.18 

80 

67.82 

5.00 

3.39 

0.0015 

0.0225 

13.50 

65 

51.50 

20.00 

10.30 

0.0200 

0.4428 

13.50 

65 

51.50 

20.00 

10.30 

0.0200 

0.2945 

22.43 

65 

42.57 

20.00 

8.51 

0.0200 

0.0448 

22.43 

65 

42.57 

20.00 

8.51 

0.0200 

0.3475 

11.34 

65 

53.66 

20.00 

10.73 

0.0200 

0.5637 

10.78 

60 

49.22 

20.00 

9.84 

0.0150 

0.9475 

10.36 

80 

69.64 

5.00 

3.48 

0.0015 

0.0920 

8.41 

60 

51.59 

20.00 

10.32 

0.0150 

0.0996 

8.41 

90 

81.59 

5.00 

4.08 

0.0015 

0.0000 

8.41 

60 

51.59 

20.00 

10.32 

0.0150 

0.0045 

8.41 

90 

81.59 

5.00 

4.08 

0.0015 

0.0001 

12.25 

60 

47.75 

20.00 

9.55 

0.0150 

0.2970 

21.65 

80 

58.35 

15.00 

8.75 

0.0020 

0.0271 

38.69 

65 

26.31 

20.00 

5.26 

0.0200 

0.1196 

19.36 

90 

70.64 

15.00 

10.60 

0.0020 

0.0000 

19.36 

90 

70.64 

20.00 

14.13 

0.0150 

2.4991 

10.44 

60 

49.56 

20.00 

9.91 

0.0150 

0.1578 

10.44 

80 

69.56 

5.00 

3.48 

0.0015 

0.0300 

12.39 

60 

47.61 

20.00 

9.52 

0.0150 

0.0167 

12.39 

60 

47.61 

20.00 

9.52 

0.0150 

1.5735 

12.39 

80 

67.61 

5.00 

3.38 

0.0015 

0.0275 

19.51 

80 

60.49 

15.00 

9.07 

0.0020 

0.0046 

19.51 

60 

40.49 

20.00 

8.10 

0.0150 

0.2034 

10.07 

65 

54.93 

20.00 

10.99 

0.0200 

0.0087 

36.76 

65 

28.24 

20.00 

5.65 

0.0200 

0.2349 

10.97 

65 

54.03 

20.00 

10.81 

0.0200 

1.1313 

11.78 

80 

68.22 

5.00 

3.41 

0.0015 

0.0812 

17.17 

80 

62.84 

15.00 

9.43 

0.0020 

0.0474 

17.17 

80 

62.84 

15.00 

9.43 

0.0020 

0.0537 

17.17 

90 

72.84 

5.00 

3.64 

0.0015 

0.0007 

13.45 

80 

66.55 

15.00 

9.98 

0.0020 

0.0005 

13.45 

80 

66.55 

5.00 

3.33 

0.0015 

0.0001 

17.47 

60 

42.53 

20.00 

8.51 

0.0150 

0.0168 

13.12 

60 

46.88 

20.00 

9.38 

0.0150 

0.0517 

8.27 

60 

51.73 

20.00 

10.35 

0.0150 

0.0022 

8.27 

60 

51.73 

20.00 

10.35 

0.0150 

0.1189 

10.90 

80 

69.10 

5.00 

3.45 

0.0015 

0.0007 

11.89 

60 

48.11 

20.00 

9.62 

0.0150 

0.0922 

11.89 

60 

48.11 

20.00 

9.62 

0.0150 

0.8969 

9.93 

60 

50.07 

20.00 

10.01 

0.0150 

0.0262 

9.93 

60 

50.07 

20.00 

10.01 

0.0150 

0.2461 

13.27 

65 

51.73 

20.00 

10.35 

0.0200 

1.5352 

10.54 

60 

49.46 

20.00 

9.89 

0.0150 

0.3072 

12.56 

60 

47.44 

20.00 

9.49 

0.0150 

1.0788 

21.73 

80 

58.27 

15.00 

8.74 

0.0020 

0.0809 

21.73 

60 

38.27 

20.00 

7.65 

0.0150 

0.0568 

13.71 

60 

46.29 

20.00 

9.26 

0.0150 

2.1863 

13.71 

60 

46.29 

20.00 

9.26 

0.0150 

0.4719 

13.71 

80 

66.29 

5.00 

3.31 

0.0015 

0.0064 

23.73 

80 

56.27 

15.00 

8.44 

0.0020 

0.2119 

23.73 

60 

36.27 

20.00 

7.25 

0.0150 

0.0014 





















































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Phyllite & Schist 


Limestone 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Limestone 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Limestone 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Limestone 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Limestone 


Limestone 


Limestone 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Limestone 


Limestone 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

23.73 

80 

56.27 

5.00 

2.81 

0.0015 

0.0010 

23.73 

80 

56.27 

15.00 

8.44 

0.0020 

0.1317 

23.73 

60 

36.27 

20.00 

7.25 

0.0150 

0.0055 

23.73 

80 

56.27 

5.00 

2.81 

0.0015 

0.0002 

11.80 

60 

48.20 

20.00 

9.64 

0.0150 

0.4928 

11.80 

80 

68.20 

5.00 

3.41 

0.0015 

0.0229 

13.84 

65 

51.16 

20.00 

10.23 

0.0200 

0.1199 

16.90 

80 

63.10 

15.00 

9.46 

0.0020 

0.0298 

16.90 

60 

43.10 

20.00 

8.62 

0.0150 

0.1663 

16.90 

80 

63.10 

5.00 

3.15 

0.0015 

0.0165 

17.37 

60 

42.63 

20.00 

8.53 

0.0150 

0.2956 

17.37 

60 

42.63 

20.00 

8.53 

0.0150 

0.0001 

10.17 

60 

49.83 

20.00 

9.97 

0.0150 

0.2205 

10.17 

60 

49.83 

20.00 

9.97 

0.0150 

0.2862 

10.17 

60 

49.83 

20.00 

9.97 

0.0150 

0.0050 

11.58 

80 

68.42 

5.00 

3.42 

0.0015 

0.0229 

15.08 

60 

44.92 

20.00 

8.98 

0.0150 

0.2871 

15.02 

60 

44.98 

20.00 

9.00 

0.0150 

0.2367 

15.02 

90 

74.98 

5.00 

3.75 

0.0015 

0.0000 

15.02 

60 

44.98 

20.00 

9.00 

0.0150 

0.8605 

15.02 

90 

74.98 

5.00 

3.75 

0.0015 

0.0000 

17.56 

60 

42.44 

20.00 

8.49 

0.0150 

0.2249 

10.64 

60 

49.36 

20.00 

9.87 

0.0150 

0.8236 

18.84 

90 

71.16 

20.00 

14.23 

0.0150 

0.4218 

18.84 

90 

71.16 

20.00 

14.23 

0.0150 

3.3287 

23.65 

60 

36.35 

20.00 

7.27 

0.0150 

0.3377 

15.88 

90 

74.12 

15.00 

11.12 

0.0020 

0.0024 

15.88 

90 

74.12 

20.00 

14.82 

0.0150 

0.2010 

15.88 

90 

74.12 

10.00 

7.41 

0.0015 

0.0004 

35.05 

65 

29.95 

20.00 

5.99 

0.0200 

0.0639 

13.03 

60 

46.97 

20.00 

9.39 

0.0150 

0.1618 

17.16 

60 

42.84 

20.00 

8.57 

0.0150 

0.0215 

17.16 

60 

42.84 

20.00 

8.57 

0.0150 

0.5813 

23.90 

60 

36.10 

20.00 

7.22 

0.0150 

0.1061 

23.90 

60 

36.10 

20.00 

7.22 

0.0150 

0.1792 

21.72 

80 

58.28 

15.00 

8.74 

0.0020 

0.0120 

11.44 

60 

48.56 

20.00 

9.71 

0.0150 

0.3592 

11.44 

80 

68.56 

5.00 

3.43 

0.0015 

0.0233 

11.44 

60 

48.56 

20.00 

9.71 

0.0150 

0.0810 

11.44 

80 

68.56 

5.00 

3.43 

0.0015 

0.0682 

22.98 

80 

57.02 

15.00 

8.55 

0.0020 

0.0045 

22.98 

80 

57.02 

15.00 

8.55 

0.0020 

0.0026 

22.98 

80 

57.02 

15.00 

8.55 

0.0020 

0.0174 

11.84 

60 

48.16 

20.00 

9.63 

0.0150 

0.8148 

10.97 

60 

49.03 

20.00 

9.81 

0.0150 

0.2066 

10.97 

80 

69.03 

5.00 

3.45 

0.0015 

0.0194 

11.87 

80 

68.13 

5.00 

3.41 

0.0015 

0.0121 

11.97 

80 

68.03 

5.00 

3.40 

0.0015 

0.0188 

10.28 

80 

69.72 

5.00 

3.49 

0.0015 

0.0159 

13.36 

80 

66.64 

15.00 

10.00 

0.0020 

0.0009 

13.36 

80 

66.64 

15.00 

10.00 

0.0020 

0.0883 

13.36 

90 

76.64 

5.00 

3.83 

0.0015 

0.0102 

11.12 

65 

53.88 

20.00 

10.78 

0.0200 

0.6043 

14.31 

60 

45.69 

20.00 

9.14 

0.0150 

0.1774 

13.28 

60 

46.72 

20.00 

9.34 

0.0150 

0.0624 











































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Limestone 


Limestone 


Limestone 


Limestone 


Older Alluvium 


Phyllite & Schist 


Limestone 


Phyllite & Schist 


Limestone 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Limestone 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Limestone 


Quartzite 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

13.28 

60 

46.72 

20.00 

9.34 

0.0150 

0.0851 

12.81 

80 

67.19 

5.00 

3.36 

0.0015 

0.0093 

12.83 

80 

67.17 

5.00 

3.36 

0.0015 

0.0016 

12.80 

80 

67.20 

5.00 

3.36 

0.0015 

0.0027 

12.54 

80 

67.46 

5.00 

3.37 

0.0015 

0.0043 

10.41 

80 

69.59 

5.00 

3.48 

0.0015 

0.0010 

12.52 

60 

47.48 

20.00 

9.50 

0.0150 

0.2187 

10.52 

60 

49.48 

20.00 

9.90 

0.0150 

0.9182 

18.46 

80 

61.54 

15.00 

9.23 

0.0020 

0.0025 

18.46 

80 

61.54 

15.00 

9.23 

0.0020 

0.0056 

18.46 

80 

61.54 

15.00 

9.23 

0.0020 

0.0254 

15.70 

80 

64.30 

15.00 

9.65 

0.0020 

0.0590 

15.70 

60 

44.30 

20.00 

8.86 

0.0150 

1.1445 

10.42 

80 

69.58 

5.00 

3.48 

0.0015 

0.0068 

13.40 

80 

66.60 

15.00 

9.99 

0.0020 

0.0369 

13.40 

80 

66.60 

5.00 

3.33 

0.0015 

0.0004 

13.40 

80 

66.60 

15.00 

9.99 

0.0020 

0.0828 

13.40 

80 

66.60 

5.00 

3.33 

0.0015 

0.0101 

11.59 

60 

48.41 

20.00 

9.68 

0.0150 

0.3675 

11.59 

60 

48.41 

20.00 

9.68 

0.0150 

0.0066 

38.71 

65 

26.29 

20.00 

5.26 

0.0200 

0.1042 

13.94 

80 

66.06 

5.00 

3.30 

0.0015 

0.0027 

13.94 

80 

66.06 

15.00 

9.91 

0.0020 

0.0015 

13.94 

80 

66.06 

5.00 

3.30 

0.0015 

0.0074 

12.98 

80 

67.02 

5.00 

3.35 

0.0015 

0.0084 

13.22 

80 

66.78 

5.00 

3.34 

0.0015 

0.0025 

14.26 

60 

45.74 

20.00 

9.15 

0.0150 

0.3725 

14.26 

80 

65.74 

5.00 

3.29 

0.0015 

0.0072 

14.26 

60 

45.74 

20.00 

9.15 

0.0150 

0.0495 

14.26 

80 

65.74 

5.00 

3.29 

0.0015 

0.0019 

13.18 

80 

66.82 

15.00 

10.02 

0.0020 

0.1020 

13.18 

90 

76.82 

5.00 

3.84 

0.0015 

0.0031 

23.70 

65 

41.30 

20.00 

8.26 

0.0200 

0.5510 

17.90 

60 

42.10 

20.00 

8.42 

0.0150 

0.0465 

10.52 

80 

69.48 

5.00 

3.47 

0.0015 

0.0080 

9.47 

60 

50.53 

20.00 

10.11 

0.0150 

0.5892 

9.47 

60 

50.53 

20.00 

10.11 

0.0150 

0.0908 

29.08 

65 

35.92 

20.00 

7.18 

0.0200 

0.0310 

12.61 

60 

47.39 

20.00 

9.48 

0.0150 

0.1810 

12.61 

80 

67.39 

5.00 

3.37 

0.0015 

0.0048 

12.61 

60 

47.39 

20.00 

9.48 

0.0150 

0.0518 

12.61 

80 

67.39 

5.00 

3.37 

0.0015 

0.0069 

10.15 

60 

49.85 

20.00 

9.97 

0.0150 

0.2662 

10.15 

60 

49.85 

20.00 

9.97 

0.0150 

0.4868 

27.04 

65 

37.96 

20.00 

7.59 

0.0200 

0.7166 

13.50 

80 

66.50 

5.00 

3.33 

0.0015 

0.0043 

13.50 

80 

66.50 

5.00 

3.33 

0.0015 

0.0137 

10.94 

60 

49.06 

20.00 

9.81 

0.0150 

0.2312 

10.94 

80 

69.06 

5.00 

3.45 

0.0015 

0.0409 

8.53 

60 

51.47 

20.00 

10.29 

0.0150 

1.0833 

8.53 

60 

51.47 

20.00 

10.29 

0.0150 

0.0687 

38.96 

65 

26.04 

20.00 

5.21 

0.0200 

0.0042 

37.92 

65 

27.08 

20.00 

5.42 

0.0200 

0.0118 

38.40 

65 

26.60 

20.00 

5.32 

0.0200 

0.2062 

10.58 

60 

49.42 

20.00 

9.88 

0.0150 

0.5972 


























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 


Census Code 



Abhay Pura 


Achalpura 


Ajabpura 


Alooda 


Amarabad 


Anatpura 


Anooppura 




0811000401411400 


0811000501414100 


0822000302629200 


0811000501425400 


0812001201612900 


0812001301632800 


0811000501432000 


0812001201628700 


0812001201629200 


0811000501420900 


0811000401404300 


0811000501426100 


0811000401405200 


0812001201629000 


0811000501429700 



Apreta 


Aranya Kalan 



Arniya 


Badekhan 


Bagri 


Baijwari 


Balawas 


Ballupura 


Balrampura 


Balrampura Chak No.l 


Bamanheri 


Baniyana 


Bans Parsa 


Banshipura 


Baori Ka Bas 


Bar Ka Para 


Baragaon 


Bardakho 


Baredi 


0812001201623000 


0811000501424200 


0811000501424300 


0822000302629800 


0811000501437800 


0811000501444100 


0811000401411500 


0811000401412900 


0812001201628500 


0811000501438300 


0812001301635100 


0812001301635200 


0811000501424800 


0811000401400000 


0810000401295300 


0822000302627600 


0812001201626800 


0811000501432100 


0811000401404600 


0811000401413100 


0811000501433300 


Barh Babanpura 


Barh Babupura 


Barh Baldeopura 


Barh Barwa 


Barh Bhowatpura 


Barh Bidarkha 


Barh Booj 


Barh Chandpura 


Barh Dabar Kalan 


0812001301655700 


0812001201624100 


0812001301633300 


0811000501415400 


0811000501427100 


0811000401408400 


0812001101607000 


0812001301633800 


0811000501425100 


Barh Dehlal 


0811000501426000 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 


Hydrogeological Unit 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

30.84 

60 

29.16 

20.00 

5.83 

0.0200 

0.3037 

28.87 

65 

36.13 

20.00 

7.23 

0.0200 

0.1976 

20.85 

90 

69.15 

5.00 

3.46 

0.0015 

0.0037 

32.08 

60 

27.92 

25.00 

6.98 

0.0250 

0.3591 

30.43 

78 

47.57 

20.00 

9.51 

0.0200 

0.0141 

24.25 

70 

45.75 

20.00 

9.15 

0.0200 

0.0008 

35.85 

65 

29.15 

20.00 

5.83 

0.0200 

0.3334 

35.85 

60 

24.15 

25.00 

6.04 

0.0250 

0.0005 

44.40 

78 

33.60 

20.00 

6.72 

0.0200 

0.1569 

46.59 

78 

31.41 

20.00 

6.28 

0.0200 

0.2748 

24.05 

65 

40.95 

20.00 

8.19 

0.0200 

0.4645 

24.05 

80 

55.95 

5.00 

2.80 

0.0015 

0.0035 

26.41 

60 

33.59 

20.00 

6.72 

0.0200 

3.0328 

34.53 

65 

30.47 

20.00 

6.09 

0.0200 

0.1848 

34.53 

60 

25.47 

25.00 

6.37 

0.0250 

0.2275 

33.01 

60 

26.99 

20.00 

5.40 

0.0200 

0.0000 

33.01 

60 

26.99 

15.00 

4.05 

0.0150 

0.0887 

45.84 

78 

32.16 

20.00 

6.43 

0.0200 

0.5738 

35.11 

65 

29.89 

20.00 

5.98 

0.0200 

0.3622 

35.11 

60 

24.89 

25.00 

6.22 

0.0250 

0.0147 

28.82 

78 

49.18 

20.00 

9.84 

0.0200 

0.1786 

31.41 

65 

33.59 

20.00 

6.72 

0.0200 

0.1695 

31.41 

60 

28.59 

25.00 

7.15 

0.0250 

0.2207 

29.86 

65 

35.14 

20.00 

7.03 

0.0200 

0.0279 

29.86 

60 

30.14 

25.00 

7.54 

0.0250 

0.3388 

14.90 

60 

45.10 

20.00 

9.02 

0.0150 

0.5349 

34.34 

65 

30.67 

20.00 

6.13 

0.0200 

0.7343 

18.91 

65 

46.09 

20.00 

9.22 

0.0200 

0.0167 

31.20 

60 

28.80 

20.00 

5.76 

0.0200 

0.3472 

30.53 

60 

29.47 

20.00 

5.89 

0.0200 

0.0792 

39.77 

78 

38.23 

20.00 

7.65 

0.0200 

0.1917 

37.20 

65 

27.80 

20.00 

5.56 

0.0200 

0.1239 

28.15 

70 

41.85 

20.00 

8.37 

0.0200 

0.0944 

28.18 

70 

41.82 

20.00 

8.36 

0.0200 

0.0504 

32.05 

60 

27.95 

25.00 

6.99 

0.0250 

0.7348 

12.03 

60 

47.97 

20.00 

9.59 

0.0200 

1.1277 

24.73 

80 

55.27 

5.00 

2.76 

0.0015 

0.0144 

19.92 

90 

70.08 

5.00 

3.50 

0.0015 

0.0097 

48.34 

140 

91.66 

5.00 

4.58 

0.0015 

0.0085 

35.42 

65 

29.58 

20.00 

5.92 

0.0200 

0.1658 

17.21 

60 

42.79 

20.00 

8.56 

0.0200 

1.4434 

30.15 

60 

29.85 

20.00 

5.97 

0.0200 

0.1644 

27.11 

65 

37.89 

20.00 

7.58 

0.0200 

0.9933 

27.11 

80 

52.89 

5.00 

2.64 

0.0015 

0.0001 

29.16 

70 

40.84 

20.00 

8.17 

0.0200 

0.0017 

22.28 

78 

55.72 

20.00 

11.14 

0.0200 

0.0949 

24.64 

70 

45.36 

20.00 

9.07 

0.0200 

0.0005 

50.06 

65 

14.94 

20.00 

2.99 

0.0200 

0.0601 

33.74 

60 

26.26 

25.00 

6.57 

0.0250 

0.1069 

20.43 

60 

39.57 

20.00 

7.91 

0.0200 

0.0809 

31.82 

75 

43.18 

25.00 

10.80 

0.0150 

0.0822 

25.52 

70 

44.48 

20.00 

8.90 

0.0200 

0.2428 

32.34 

65 

32.66 

20.00 

6.53 

0.0200 

0.0465 

32.34 

60 

27.66 

25.00 

6.91 

0.0250 

0.0240 

35.44 

65 

29.56 

20.00 

5.91 

0.0200 

0.0856 













































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Census Code 



Zone (Fresh 
/ Saline) 


Barh Doobalya 


Barh Fatehpura 


Barh Gor Khurd 


Barh Gumanpura 


Barh Handa 


Barh Jagner 


Barh Jeeta 


Barh Kalyawas 


Barh Keshopura 


Barh Kukasya 


Barh Mahadeopura 


Barh Maharajpura 


Barh Moondiya 


Barh Prempura 


Barh Rampura 


Barh Ramrakhpura 


Barh Rasoolpura 


Barh Ratanpura 


Barh Rooppura 


Barh Sawaipura 


Barh Shivsinghpura 


Barh Shreema 


Barh Shriganeshpura 


Barh Tatarsingh Chak No 1 


Barh Tatarsingh Chak No 2 


Barh Tatarsingh Chak No 3 


Barh Tusadri 


Barh Udaipura 


Barh Ugarpura 


Barhcharanwas 


Barhgor Kalan 


Baroli 


Barwa 


Basna 


Basra @ Bidarkha 


Bassi 


Beechha 


Beedoli 


Beeghawas 


Beejalwas 


Beelka 


Beer Lawan 


0811000501413900 


0811000501416200 


0822000302629300 


0811000501430500 


0822000302629400 


0811000501417900 


0811000501425800 


0811000501427800 


0812001301656000 


0822000302628600 


0812001201617900 


0812001301654000 


0811000501433400 


0811000501429200 


0822000302627400 


0812001201618800 


0812001101605400 


0811000501426300 


0811000501430900 


0811000401411200 


0811000501431300 


0811000501433200 


0811000501425700 


0811000501435800 


0811000501436000 


0811000501435900 


0811000501422200 


0811000501428800 


0811000501426400 


0812001201615200 


0822000302629000 


0811000501418900 


0812001201623600 


0811000401404000 


0811000501427700 


0812001201614400 


0811000501416500 


0811000501425300 


0811000401400500 


0811000501427300 


0811000501416700 


0811000401405600 



1.77 Fresh 


2.03 Fresh 


1.40 Fresh 




0.24 Fresh 


0.62 Fresh 


0.15 Fresh 


0.97 Fresh 


0.75 Fresh 


0.31 Fresh 


0.66 Fresh 


1.01 Fresh 


1.07 Fresh 


12.93 Fresh 



6.72 Fresh 


0.55 Saline 


19.25 Fresh 


2.24 Fresh 


5.98 Fresh 


4.00 Fresh 


1.96 Fresh 


Saline 


3.44 Fresh 


0.40 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

29.98 

75 

45.02 

25.00 

11.26 

0.0150 

0.1104 

29.98 

120 

90.02 

5.00 

4.50 

0.0015 

0.0087 

37.18 

65 

27.82 

20.00 

5.56 

0.0200 

0.0784 

31.18 

60 

28.83 

25.00 

7.21 

0.0250 

0.0496 

20.03 

90 

69.97 

5.00 

3.50 

0.0015 

0.0032 

30.82 

65 

34.18 

20.00 

6.84 

0.0200 

0.0702 

19.21 

90 

70.79 

5.00 

3.54 

0.0015 

0.0034 

29.30 

60 

30.70 

25.00 

7.67 

0.0250 

0.0559 

33.86 

60 

26.14 

25.00 

6.54 

0.0250 

0.0697 

29.06 

65 

35.94 

15.00 

5.39 

0.0150 

0.0424 

29.71 

70 

40.29 

20.00 

8.06 

0.0200 

0.0047 

23.55 

60 

36.45 

20.00 

7.29 

0.0150 

0.0979 

23.55 

90 

66.45 

5.00 

3.32 

0.0015 

0.0062 

32.76 

78 

45.24 

20.00 

9.05 

0.0200 

0.3199 

29.65 

70 

40.35 

20.00 

8.07 

0.0200 

0.3279 

25.88 

65 

39.12 

20.00 

7.82 

0.0200 

0.1807 

25.88 

80 

54.12 

5.00 

2.71 

0.0015 

0.0010 

36.62 

65 

28.38 

20.00 

5.68 

0.0200 

0.1652 

36.62 

60 

23.38 

25.00 

5.84 

0.0250 

0.4294 

36.52 

60 

23.48 

25.00 

5.87 

0.0250 

0.0688 

21.89 

90 

68.11 

5.00 

3.41 

0.0015 

0.0011 

27.74 

78 

50.26 

20.00 

10.05 

0.0200 

0.2555 

26.29 

75 

48.71 

25.00 

12.18 

0.0150 

0.0568 

36.18 

60 

23.82 

25.00 

5.95 

0.0250 

0.0928 

25.65 

65 

39.35 

20.00 

7.87 

0.0200 

0.1557 

29.90 

60 

30.10 

20.00 

6.02 

0.0200 

0.0681 

32.47 

65 

32.53 

20.00 

6.51 

0.0200 

0.1379 

29.24 

65 

35.76 

20.00 

7.15 

0.0200 

0.0977 

32.43 

65 

32.57 

20.00 

6.51 

0.0200 

0.0295 

32.43 

60 

27.57 

25.00 

6.89 

0.0250 

0.1045 

34.46 

65 

30.54 

20.00 

6.11 

0.0200 

0.0292 

34.97 

65 

30.03 

20.00 

6.01 

0.0200 

0.0744 

34.62 

65 

30.38 

20.00 

6.08 

0.0200 

0.0186 

26.85 

60 

33.15 

25.00 

8.29 

0.0250 

0.2003 

35.85 

60 

24.15 

25.00 

6.04 

0.0250 

0.1132 

35.80 

60 

24.20 

25.00 

6.05 

0.0250 

0.0465 

41.58 

78 

36.42 

20.00 

7.28 

0.0200 

0.0958 

21.96 

90 

68.04 

5.00 

3.40 

0.0015 

0.0051 

27.14 

60 

32.86 

25.00 

8.21 

0.0250 

0.2197 

27.26 

78 

50.74 

20.00 

10.15 

0.0200 

1.4162 

27.26 

140 

112.74 

5.00 

5.64 

0.0015 

0.0005 

46.92 

78 

31.08 

20.00 

6.22 

0.0200 

1.2707 

46.92 

140 

93.08 

5.00 

4.65 

0.0015 

0.0105 

31.10 

60 

28.90 

20.00 

5.78 

0.0200 

0.0411 

28.56 

65 

36.44 

15.00 

5.47 

0.0150 

0.0450 

34.15 

78 

43.85 

20.00 

8.77 

0.0200 

0.0045 

31.84 

60 

28.16 

25.00 

7.04 

0.0250 

0.3947 

32.61 

65 

32.39 

20.00 

6.48 

0.0200 

0.5189 

32.61 

60 

27.39 

25.00 

6.85 

0.0250 

0.3377 

15.22 

60 

44.78 

20.00 

8.96 

0.0200 

0.7157 

34.64 

60 

25.36 

25.00 

6.34 

0.0250 

0.0204 

34.64 

65 

30.36 

15.00 

4.55 

0.0150 

0.0648 

34.64 

60 

25.36 

20.00 

5.07 

0.0200 

0.0896 

29.40 

60 

30.60 

25.00 

7.65 

0.0250 

0.6574 

40.59 

60 

19.41 

20.00 

3.88 

0.0200 

0.0312 












































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

35.94 

65 

29.06 

20.00 

5.81 

0.0200 

0.1216 

24.37 

70 

45.63 

20.00 

9.13 

0.0200 

0.0291 

16.15 

60 

43.85 

20.00 

8.77 

0.0150 

0.7042 

16.15 

90 

73.85 

5.00 

3.69 

0.0015 

0.0060 

37.23 

65 

27.77 

20.00 

5.55 

0.0200 

0.2128 

21.93 

60 

38.07 

20.00 

7.61 

0.0200 

0.0008 

28.33 

65 

36.67 

20.00 

7.33 

0.0200 

0.4275 

34.92 

75 

40.08 

25.00 

10.02 

0.0150 

0.1422 

35.78 

60 

24.22 

25.00 

6.06 

0.0250 

0.0370 

35.78 

65 

29.22 

15.00 

4.38 

0.0150 

0.0052 

35.78 

60 

24.22 

20.00 

4.84 

0.0200 

0.1052 

27.09 

78 

50.91 

20.00 

10.18 

0.0200 

1.6270 

27.09 

78 

50.91 

15.00 

7.64 

0.0200 

0.0000 

32.57 

65 

32.43 

20.00 

6.49 

0.0200 

0.2527 

14.29 

60 

45.71 

20.00 

9.14 

0.0150 

0.0043 

38.12 

65 

26.88 

20.00 

5.38 

0.0200 

0.0040 

27.14 

65 

37.86 

20.00 

7.57 

0.0200 

0.5517 

34.71 

78 

43.29 

20.00 

8.66 

0.0200 

0.1473 

34.91 

60 

25.09 

20.00 

5.02 

0.0200 

0.1701 

34.91 

50 

15.09 

25.00 

3.77 

0.0250 

0.2639 

34.91 

60 

25.09 

15.00 

3.76 

0.0150 

0.0127 

43.34 

78 

34.66 

20.00 

6.93 

0.0200 

0.5578 

43.34 

140 

96.66 

5.00 

4.83 

0.0015 

0.0007 

43.34 

78 

34.66 

15.00 

5.20 

0.0200 

0.0000 

34.86 

60 

25.14 

25.00 

6.29 

0.0250 

0.2344 

41.15 

78 

36.85 

20.00 

7.37 

0.0200 

0.2364 

27.34 

60 

32.66 

20.00 

6.53 

0.0200 

0.2007 

24.06 

65 

40.94 

20.00 

8.19 

0.0200 

0.4360 

24.06 

60 

35.94 

25.00 

8.99 

0.0250 

0.0006 

24.06 

65 

40.94 

15.00 

6.14 

0.0150 

0.3641 

39.70 

65 

25.30 

20.00 

5.06 

0.0200 

0.1480 

43.65 

78 

34.35 

20.00 

6.87 

0.0200 

0.3878 

43.65 

140 

96.35 

5.00 

4.82 

0.0015 

0.0029 

32.29 

65 

32.71 

20.00 

6.54 

0.0200 

0.0917 

30.75 

78 

47.25 

20.00 

9.45 

0.0200 

0.7596 

34.34 

78 

43.66 

20.00 

8.73 

0.0200 

0.0011 

24.76 

70 

45.24 

20.00 

9.05 

0.0200 

0.0222 

32.40 

75 

42.60 

25.00 

10.65 

0.0150 

0.0604 

32.40 

120 

87.60 

5.00 

4.38 

0.0015 

0.0111 

13.09 

60 

46.91 

20.00 

9.38 

0.0200 

0.5136 

24.69 

78 

53.31 

20.00 

10.66 

0.0200 

0.0308 

25.79 

80 

54.21 

5.00 

2.71 

0.0015 

0.0164 

16.38 

60 

43.62 

20.00 

8.72 

0.0150 

0.7471 

16.38 

90 

73.62 

5.00 

3.68 

0.0015 

0.0090 

28.66 

78 

49.34 

20.00 

9.87 

0.0200 

0.3516 

15.75 

65 

49.25 

20.00 

9.85 

0.0200 

0.2005 

15.75 

80 

64.25 

5.00 

3.21 

0.0015 

0.0058 

22.29 

65 

42.71 

20.00 

8.54 

0.0200 

0.4131 

22.29 

60 

37.71 

25.00 

9.43 

0.0250 

0.0011 

37.85 

78 

40.15 

20.00 

8.03 

0.0200 

0.2879 

27.82 

78 

50.18 

20.00 

10.04 

0.0200 

0.8513 

31.13 

60 

28.87 

25.00 

7.22 

0.0250 

0.2076 

36.51 

60 

23.49 

25.00 

5.87 

0.0250 

0.1001 

22.16 

65 

42.84 

20.00 

8.57 

0.0200 

0.1311 

26.67 

65 

38.33 

20.00 

7.67 

0.0200 

0.1148 






















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Chak Balram Pura No.2 


Chak Chandpur 


Census Code 


0812001301635500 


0811000501419100 


Chak Chandpura 


Chak Chandsen 


Chak Chaurasi 


Chak Cheemapura 


Chak Chhareda 


Chak Dayalpura 


Chak Dehlas 


Chak Deori 


Chak Dhakra 


Chak Dharanwas 


Chak Durjanwas 


Chak Harpatti 


Chak Hurela 


Chak Indawa 


ChakJagner 


Chak Jagrampura 


Chak Kalikhar 


Chak Khanpura 


Chak Kharji 


Chak Koopawas 


Chak Lawan 


Chak Madhogarh 


Chak Maharajpura 


Chak Malyawas 


0812001301633900 


0811000501436300 


0812001301653700 


0812001301653300 


0811000401412100 


0812001201624000 


0811000401408100 


0812001201629600 


0810000401295600 


0811000401399800 


0811000501423100 


0811000401407400 


0812001101607800 


0811000501440800 


0811000501415600 


0811000401407800 


0811000401412000 


0811000401405700 


0811000501420800 


0811000501413700 


0812001201629400 


0812001201627300 


0812001301654100 


0811000501416000 


Chak Mukandpura 


Chak Mukandpura Wake Nagariyawas 


Chak Naradpura 


Chak Patalwas 


Chak Prithvisinghpura 


Chak Ramsar 


Chak Roda 


Chak Rojwari 


Chak Sahaspur 


ChakSawai Madhopura 


Chak Shahpura 


Chak Shri Kishanpura N 


Chak Shyampura 


Chak Somawas 


Chak Toonga 


Chak Vijaipura 


Chak Vinodilalpura No. 


Chakpotli 


Chandawas 


Chandpur 


0811000501439100 


0811000501440300 


0812001201620400 


0811000501422400 


0811000501431500 


0811000501422000 


0811000501436700 


0812001201626500 


0811000401412400 


0811000501428000 


0811000501440700 


0812001301634900 


0812001301635300 


0812001201615100 


0810000401297900 


0812001201628200 


0811000501432500 


0812001301654200 


0812001301654300 


0812001201622600 


0811000501414000 


0811000501419400 



Zone (Fresh 
/ Saline) 


0.40 Fresh 


0.43 Fresh 



1.04 Fresh 


0.19 Fresh 


0.72 Fresh 


0.52 Fresh 


4.02 Fresh 




0.27 Fresh 


0.33 Fresh 


0.40 Fresh 


1.34 Fresh 


0.64 Fresh 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

27.85 

70 

42.15 

20.00 

8.43 

0.0200 

0.0329 

26.94 

65 

38.06 

20.00 

7.61 

0.0200 

0.0633 

26.94 

60 

33.06 

25.00 

8.27 

0.0250 

0.0027 

25.12 

70 

44.88 

20.00 

8.98 

0.0200 

0.1780 

35.28 

65 

29.72 

20.00 

5.94 

0.0200 

0.0231 

29.16 

70 

40.84 

20.00 

8.17 

0.0200 

0.1038 

30.04 

70 

39.96 

20.00 

7.99 

0.0200 

0.0742 

29.17 

60 

30.83 

20.00 

6.17 

0.0200 

0.4112 

29.17 

80 

50.83 

5.00 

2.54 

0.0015 

0.0020 

22.64 

78 

55.36 

20.00 

11.07 

0.0200 

0.0421 

26.20 

60 

33.80 

20.00 

6.76 

0.0200 

0.0323 

48.56 

78 

29.44 

20.00 

5.89 

0.0200 

0.0191 

25.41 

60 

34.59 

20.00 

6.92 

0.0150 

0.1459 

19.25 

60 

40.75 

20.00 

8.15 

0.0200 

0.1699 

28.92 

65 

36.08 

20.00 

7.22 

0.0200 

0.0376 

29.12 

60 

30.88 

20.00 

6.18 

0.0200 

0.0998 

39.10 

120 

80.90 

5.00 

4.05 

0.0015 

0.0030 

43.12 

65 

21.88 

20.00 

4.38 

0.0200 

0.0178 

32.23 

65 

32.77 

20.00 

6.55 

0.0200 

0.0063 

32.23 

60 

27.77 

25.00 

6.94 

0.0250 

0.1442 

14.05 

60 

45.95 

20.00 

9.19 

0.0200 

0.1213 

30.38 

60 

29.62 

20.00 

5.92 

0.0200 

0.4170 

47.51 

60 

12.49 

20.00 

2.50 

0.0200 

0.0331 

25.82 

65 

39.18 

20.00 

7.84 

0.0200 

0.0673 

46.21 

65 

18.79 

20.00 

3.76 

0.0200 

0.0514 

51.14 

78 

26.86 

20.00 

5.37 

0.0200 

0.1985 

46.93 

140 

93.07 

5.00 

4.65 

0.0015 

0.0027 

29.61 

70 

40.39 

20.00 

8.08 

0.0200 

0.0659 

27.41 

65 

37.59 

20.00 

7.52 

0.0200 

0.0024 

27.41 

60 

32.59 

25.00 

8.15 

0.0250 

0.0561 

27.41 

65 

37.59 

15.00 

5.64 

0.0150 

0.0119 

27.41 

60 

32.59 

20.00 

6.52 

0.0200 

0.0071 

39.28 

65 

25.72 

20.00 

5.14 

0.0200 

0.0273 

39.52 

65 

25.48 

20.00 

5.10 

0.0200 

0.0061 

37.34 

78 

40.66 

20.00 

8.13 

0.0200 

0.0650 

27.19 

60 

32.81 

25.00 

8.20 

0.0250 

0.2753 

35.38 

65 

29.62 

20.00 

5.92 

0.0200 

0.0168 

35.38 

60 

24.62 

25.00 

6.15 

0.0250 

0.0767 

23.22 

65 

41.78 

20.00 

8.36 

0.0200 

0.2995 

35.42 

65 

29.58 

20.00 

5.92 

0.0200 

0.0353 

47.42 

78 

30.58 

20.00 

6.12 

0.0200 

0.0580 

31.26 

60 

28.74 

20.00 

5.75 

0.0200 

0.0350 

30.71 

65 

34.29 

15.00 

5.14 

0.0150 

0.0374 

41.84 

65 

23.16 

20.00 

4.63 

0.0200 

0.0160 

28.63 

70 

41.37 

20.00 

8.27 

0.0200 

0.1073 

27.92 

70 

42.08 

20.00 

8.42 

0.0200 

0.0512 

39.52 

78 

38.48 

20.00 

7.70 

0.0200 

0.0505 

18.51 

60 

41.49 

20.00 

8.30 

0.0150 

0.1158 

44.61 

140 

95.39 

5.00 

4.77 

0.0015 

0.0068 

32.34 

65 

32.66 

20.00 

6.53 

0.0200 

0.2520 

29.68 

70 

40.32 

20.00 

8.06 

0.0200 

0.1203 

29.66 

70 

40.34 

20.00 

8.07 

0.0200 

0.0748 

24.40 

78 

53.60 

20.00 

10.72 

0.0200 

0.0930 

32.32 

65 

32.68 

20.00 

6.54 

0.0200 

0.3183 

27.79 

65 

37.21 

20.00 

7.44 

0.0200 

0.3242 





















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Chandpura 


Chandsen 


Chapriya 


Charangarh 


Charanwas 


Chatarpura 


Chawand 


Chawandiya 


Cheemapura 


Chharera 


Chimanpura 


Chitori 


Chodiyawas 


Chonriyawas 


Chorwara 


Churiyawas 


Dabar Kalan 


Dabar Khurd 


Dadiya Patti 


Dahlod 


Damodar Ka Bas 


Danau Kalan 


Danau Khurd 


Dangri Jagner 


Darab Nagar 


Datwas 


Dausa (M) 


Dayal Pura 


Dayalpura 


Deeppura 


Dehlal 


Dehlari 


Delas 


Deogaon 


Deoli 


Deori 


Dhadhdha Ka Bas 


Dhamsya 


Census Code 


0812001201621000 


0811000501435500 


0812001201621100 


0812001201625800 


0811000501427400 


0812001201617700 


0812001201618700 


0811000401400600 


0812001101606800 


0812001301653400 


0811000401411300 


0811000501432300 


0822000302626900 


0812001201621900 


0811000501419500 


0811000501435000 


0812001201616000 


0811000401410600 


0811000501424900 


0811000501425200 


0812001101608000 


0822000302626300 


0812001301634800 


0812001201619500 


0812001201619400 


0811000501418000 


0822000302629100 


0822000302628700 


0811000441104000 


0812001201624200 


0811000501426500 


0812001101606700 


0811000501425900 


0811000401404500 


0811000401408200 


0812001201619700 


0811000501433700 


0811000401405800 


0811000401410100 


0812001101607700 



Zone (Fresh 
/ Saline) 



1.02 Fresh 


4.49 Fresh 


5.14 Fresh 


2.82 Fresh 


0.86 Fresh 


Saline 


1.43 Fresh 


3.61 Fresh 


2.70 Fresh 


2.69 Fresh 


6.07 Fresh 


1.74 Fresh 


8.51 Fresh 


3.40 Fresh 


2.28 Fresh 


1.61 Fresh 


2.79 Fresh 


5.56 Fresh 


2.19 Fresh 



2.39 Fresh 


2.96 Fresh 


1.62 Fresh 


1.38 Fresh 


9.84 Fresh 


5.04 Fresh 


3.75 Fresh 


1.58 Fresh 


0.84 Fresh 


0.42 Fresh 


15.37 Fresh 



25.30 Fresh 


4.00 Fresh 


1.68 Fresh 


3.91 Fresh 


9.51 Fresh 


2.24 Fresh 


2.03 Fresh 


5.01 Fresh 


10.24 Fresh 


2.49 Fresh 


1.62 Fresh 


1.57 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

41.59 

140 

98.41 

5.00 

4.92 

0.0015 

0.0076 

34.88 

65 

30.12 

20.00 

6.02 

0.0200 

0.5410 

41.40 

78 

36.60 

20.00 

7.32 

0.0200 

0.0253 

41.40 

140 

98.60 

5.00 

4.93 

0.0015 

0.0213 

48.11 

140 

91.89 

5.00 

4.59 

0.0015 

0.0166 

32.89 

60 

27.11 

25.00 

6.78 

0.0250 

0.1132 

32.89 

60 

27.11 

20.00 

5.42 

0.0200 

0.0209 

42.12 

78 

35.88 

20.00 

7.18 

0.0200 

0.0252 

42.12 

140 

97.88 

5.00 

4.89 

0.0015 

0.0022 

31.81 

78 

46.19 

20.00 

9.24 

0.0200 

0.5558 

25.76 

78 

52.24 

20.00 

10.45 

0.0200 

0.5646 

15.40 

60 

44.60 

20.00 

8.92 

0.0200 

0.4487 

34.52 

75 

40.48 

25.00 

10.12 

0.0150 

0.7486 

34.52 

120 

85.48 

5.00 

4.27 

0.0015 

0.0069 

29.81 

70 

40.19 

20.00 

8.04 

0.0200 

0.0364 

31.81 

60 

28.19 

20.00 

5.64 

0.0200 

0.9594 

34.46 

65 

30.54 

20.00 

6.11 

0.0200 

0.4154 

20.03 

90 

69.97 

5.00 

3.50 

0.0015 

0.0085 

47.52 

140 

92.48 

5.00 

4.62 

0.0015 

0.0069 

27.03 

65 

37.97 

20.00 

7.59 

0.0200 

0.4237 

36.00 

65 

29.00 

20.00 

5.80 

0.0200 

0.6444 

39.24 

78 

38.76 

20.00 

7.75 

0.0200 

0.1682 

39.24 

140 

100.76 

5.00 

5.04 

0.0015 

0.0041 

16.31 

60 

43.69 

20.00 

8.74 

0.0150 

0.7597 

16.31 

90 

73.69 

5.00 

3.68 

0.0015 

0.0020 

31.06 

60 

28.94 

20.00 

5.79 

0.0200 

0.2768 

32.12 

60 

27.88 

25.00 

6.97 

0.0250 

0.5158 

32.42 

65 

32.58 

20.00 

6.52 

0.0200 

0.1625 

32.42 

60 

27.58 

25.00 

6.89 

0.0250 

0.0649 

45.74 

120 

74.26 

5.00 

3.71 

0.0015 

0.0065 

20.22 

60 

39.78 

20.00 

7.96 

0.0150 

0.0159 

30.50 

70 

39.50 

20.00 

7.90 

0.0200 

0.7964 

33.54 

78 

44.46 

20.00 

8.89 

0.0200 

0.6669 

32.92 

78 

45.08 

20.00 

9.02 

0.0200 

0.2853 

28.08 

60 

31.92 

25.00 

7.98 

0.0250 

0.1670 

21.55 

90 

68.45 

5.00 

3.42 

0.0015 

0.0021 

21.37 

60 

38.63 

20.00 

7.73 

0.0150 

0.1136 

21.37 

90 

68.63 

5.00 

3.43 

0.0015 

0.0741 

34.95 

65 

30.05 

20.00 

6.01 

0.0200 

0.5955 

34.95 

60 

25.05 

25.00 

6.26 

0.0250 

0.1765 

40.55 

75 

34.45 

25.00 

8.61 

0.0150 

0.3717 

40.55 

120 

79.45 

5.00 

3.97 

0.0015 

0.0122 

13.57 

60 

46.43 

20.00 

9.29 

0.0200 

0.1820 

24.08 

78 

53.92 

20.00 

10.78 

0.0200 

0.2880 

35.09 

60 

24.91 

25.00 

6.23 

0.0250 

0.2610 

35.05 

75 

39.95 

25.00 

9.99 

0.0150 

0.5855 

33.56 

65 

31.44 

20.00 

6.29 

0.0200 

0.8409 

33.56 

80 

46.44 

5.00 

2.32 

0.0015 

0.0042 

19.23 

60 

40.77 

20.00 

8.15 

0.0200 

0.3655 

27.73 

60 

32.27 

20.00 

6.45 

0.0200 

0.2621 

31.22 

78 

46.78 

20.00 

9.36 

0.0200 

0.9378 

34.04 

65 

30.96 

20.00 

6.19 

0.0200 

1.2681 

45.13 

60 

14.87 

20.00 

2.97 

0.0200 

0.1481 

28.81 

60 

31.19 

20.00 

6.24 

0.0200 

0.2020 

30.94 

75 

44.06 

25.00 

11.02 

0.0150 

0.0125 




































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

30.94 

120 

89.06 

5.00 

4.45 

0.0015 

0.0099 

30.91 

60 

29.09 

20.00 

5.82 

0.0200 

0.2088 

47.63 

60 

12.37 

20.00 

2.47 

0.0200 

0.0258 

35.58 

75 

39.42 

25.00 

9.85 

0.0150 

0.2078 

35.58 

120 

84.42 

5.00 

4.22 

0.0015 

0.0020 

34.80 

78 

43.20 

20.00 

8.64 

0.0200 

0.0123 

48.14 

78 

29.86 

20.00 

5.97 

0.0200 

0.2454 

48.14 

140 

91.86 

5.00 

4.59 

0.0015 

0.0055 

21.47 

60 

38.53 

20.00 

7.71 

0.0200 

0.6686 

35.89 

78 

42.11 

20.00 

8.42 

0.0200 

0.2732 

26.85 

65 

38.15 

20.00 

7.63 

0.0200 

0.0036 

26.85 

60 

33.15 

25.00 

8.29 

0.0250 

0.4452 

28.88 

65 

36.12 

20.00 

7.22 

0.0200 

0.7459 

28.88 

80 

51.12 

5.00 

2.56 

0.0015 

0.0013 

46.93 

140 

93.07 

5.00 

4.65 

0.0015 

0.0131 

28.86 

75 

46.14 

25.00 

11.53 

0.0150 

1.5146 

33.29 

65 

31.71 

20.00 

6.34 

0.0200 

2.0046 

33.29 

80 

46.71 

5.00 

2.34 

0.0015 

0.0009 

19.86 

65 

45.14 

20.00 

9.03 

0.0200 

1.2457 

19.86 

80 

60.14 

5.00 

3.01 

0.0015 

0.0136 

19.32 

65 

45.68 

20.00 

9.14 

0.0200 

0.2410 

30.31 

70 

39.69 

20.00 

7.94 

0.0200 

0.7989 

32.25 

65 

32.75 

20.00 

6.55 

0.0200 

0.1347 

32.25 

65 

32.75 

15.00 

4.91 

0.0150 

0.1633 

46.21 

140 

93.79 

5.00 

4.69 

0.0015 

0.0166 

36.98 

78 

41.02 

20.00 

8.20 

0.0200 

0.0006 

27.51 

65 

37.49 

20.00 

7.50 

0.0200 

0.0647 

27.51 

60 

32.49 

25.00 

8.12 

0.0250 

0.4982 

27.95 

78 

50.05 

20.00 

10.01 

0.0200 

0.1847 

27.95 

140 

112.05 

5.00 

5.60 

0.0015 

0.0029 

17.51 

60 

42.49 

20.00 

8.50 

0.0200 

0.2102 

26.08 

60 

33.92 

20.00 

6.78 

0.0200 

0.5562 

27.77 

65 

37.23 

20.00 

7.45 

0.0200 

0.0833 

27.31 

70 

42.69 

20.00 

8.54 

0.0200 

0.0097 

28.11 

65 

36.89 

20.00 

7.38 

0.0200 

0.1452 

28.11 

65 

36.89 

15.00 

5.53 

0.0150 

0.1875 

20.20 

60 

39.80 

20.00 

7.96 

0.0150 

0.2575 

33.38 

60 

26.62 

25.00 

6.65 

0.0250 

0.0449 

33.38 

65 

31.62 

15.00 

4.74 

0.0150 

0.0670 

33.38 

60 

26.62 

20.00 

5.32 

0.0200 

0.0512 

15.98 

60 

44.02 

20.00 

8.80 

0.0200 

0.4121 

38.66 

60 

21.34 

20.00 

4.27 

0.0200 

0.0708 

38.66 

60 

21.34 

15.00 

3.20 

0.0150 

0.1024 

44.97 

140 

95.03 

5.00 

4.75 

0.0015 

0.0230 

30.39 

70 

39.61 

20.00 

7.92 

0.0200 

0.6404 

30.69 

78 

47.31 

20.00 

9.46 

0.0200 

0.6322 

30.86 

78 

47.14 

20.00 

9.43 

0.0200 

0.4867 

18.45 

65 

46.55 

20.00 

9.31 

0.0200 

0.1852 

18.45 

80 

61.55 

5.00 

3.08 

0.0015 

0.0054 

21.01 

60 

38.99 

20.00 

7.80 

0.0150 

0.8613 

15.87 

60 

44.13 

20.00 

8.83 

0.0200 

0.2682 

27.34 

70 

42.66 

20.00 

8.53 

0.0200 

0.4707 

22.60 

65 

42.40 

20.00 

8.48 

0.0200 

0.7088 

22.60 

80 

57.40 

5.00 

2.87 

0.0015 

0.0093 

34.25 

65 

30.75 

20.00 

6.15 

0.0200 

0.2374 






















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

34.25 

65 

30.75 

15.00 

4.61 

0.0150 

0.0330 

15.49 

65 

49.51 

20.00 

9.90 

0.0200 

0.0451 

15.49 

80 

64.51 

5.00 

3.23 

0.0015 

0.0026 

29.39 

65 

35.61 

20.00 

7.12 

0.0200 

0.0755 

13.35 

60 

46.65 

20.00 

9.33 

0.0150 

0.1559 

14.53 

60 

45.47 

20.00 

9.09 

0.0200 

0.8948 

30.64 

65 

34.36 

20.00 

6.87 

0.0200 

0.1063 

28.19 

70 

41.81 

20.00 

8.36 

0.0200 

0.1704 

30.66 

60 

29.34 

25.00 

7.33 

0.0250 

0.5273 

20.20 

90 

69.80 

5.00 

3.49 

0.0015 

0.0004 

10.77 

60 

49.23 

20.00 

9.85 

0.0150 

0.1989 

26.09 

78 

51.91 

20.00 

10.38 

0.0200 

1.0056 

26.09 

140 

113.91 

5.00 

5.70 

0.0015 

0.0004 

21.44 

60 

38.56 

20.00 

7.71 

0.0150 

0.7177 

31.79 

65 

33.21 

20.00 

6.64 

0.0200 

0.0965 

45.16 

78 

32.84 

20.00 

6.57 

0.0200 

0.0047 

45.16 

140 

94.84 

5.00 

4.74 

0.0015 

0.0133 

39.81 

60 

20.19 

20.00 

4.04 

0.0200 

0.3160 

43.47 

78 

34.53 

20.00 

6.91 

0.0200 

0.0233 

43.47 

140 

96.53 

5.00 

4.83 

0.0015 

0.0272 

30.83 

60 

29.17 

25.00 

7.29 

0.0250 

0.4638 

44.86 

78 

33.14 

20.00 

6.63 

0.0200 

0.0001 

44.86 

140 

95.14 

5.00 

4.76 

0.0015 

0.0153 

27.12 

65 

37.88 

20.00 

7.58 

0.0200 

0.1870 

30.66 

60 

29.34 

25.00 

7.34 

0.0250 

0.2028 

23.58 

78 

54.42 

20.00 

10.88 

0.0200 

0.6669 

30.53 

60 

29.47 

20.00 

5.89 

0.0200 

0.1866 

31.69 

70 

38.31 

20.00 

7.66 

0.0200 

0.7279 

24.57 

65 

40.43 

20.00 

8.09 

0.0200 

0.3450 

24.57 

60 

35.43 

25.00 

8.86 

0.0250 

0.0054 

38.07 

60 

21.93 

20.00 

4.39 

0.0200 

0.0010 

38.07 

60 

21.93 

15.00 

3.29 

0.0150 

0.1519 

21.91 

60 

38.09 

20.00 

7.62 

0.0200 

0.1388 

46.22 

140 

93.78 

5.00 

4.69 

0.0015 

0.0218 

30.47 

75 

44.53 

25.00 

11.13 

0.0150 

0.3453 

30.47 

120 

89.53 

5.00 

4.48 

0.0015 

0.0008 

46.83 

65 

18.17 

20.00 

3.63 

0.0200 

0.1046 

45.02 

78 

32.98 

20.00 

6.60 

0.0200 

0.2536 

24.01 

90 

65.99 

5.00 

3.30 

0.0015 

0.0029 

38.30 

70 

31.70 

20.00 

6.34 

0.0200 

0.2693 

13.57 

60 

46.43 

20.00 

9.29 

0.0200 

0.6437 

30.02 

70 

39.98 

20.00 

8.00 

0.0200 

0.0934 

48.94 

65 

16.06 

20.00 

3.21 

0.0200 

0.0229 

47.59 

65 

17.41 

20.00 

3.48 

0.0200 

0.0414 

33.31 

65 

31.69 

20.00 

6.34 

0.0200 

0.4465 

44.30 

75 

30.70 

25.00 

7.68 

0.0150 

0.0269 

44.30 

120 

75.70 

5.00 

3.79 

0.0015 

0.0086 

38.91 

65 

26.09 

20.00 

5.22 

0.0200 

0.0402 

25.85 

70 

44.15 

20.00 

8.83 

0.0200 

0.1096 

27.22 

60 

32.78 

20.00 

6.56 

0.0200 

0.2165 

29.36 

70 

40.64 

20.00 

8.13 

0.0200 

0.4796 

30.36 

75 

44.64 

25.00 

11.16 

0.0150 

0.4635 

29.72 

60 

30.28 

25.00 

7.57 

0.0250 

0.2928 

22.84 

65 

42.16 

20.00 

8.43 

0.0200 

0.4600 

22.84 

60 

37.16 

25.00 

9.29 

0.0250 

0.2187 






































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Jairam Ka Bas 


Jairampura 


Jaisinghpura 


Jaitpura 


Jasodanandan Pura 


Jatlao 


Jaun 


Jeetpur 


Jhajhwar 


Jhanpda 


Jhapda Kalan 


Jhar 


Jheejha 


Jhoopariya 


Jhoopriya Rajawatan 


Kaila Ka Bas 


Kaleri 


Kalikhar 


Kallawas Jageer 


Kallawas Khalsa 


Kaloowas 


Kalyanpura 


Kalyawas 


Kaneta 


Kaneti 


Kankariya 


Kanpura 


Kanpuriya 


Kanwarpura 


Census Code 


0811000401407900 


0811000401406900 



0812001201629500 


0811000401400100 


0811000501430000 


0810000401295800 


0811000401410800 


0822000302627000 


0810000401298700 



0811000401412300 


0811000501418400 


0812001201622800 


0811000501429600 


0812001301655600 


0812001201615300 


0812001201618200 


0811000401406800 


0811000501419600 


0811000501415100 


0811000401413000 


0811000401411800 


0811000501418200 


0811000501417700 


0811000501417000 


0811000501418300 


0811000501427900 


0812001201622900 


0812001201624800 


0811000501444300 


0811000401409800 


0812001201625000 


0811000401404900 


0811000501414300 


0811000501424700 


0812001201620800 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Saline 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 



2.75 Fresh 


Saline 


0.65 Fresh 


3.16 Fresh 


3.16 Fresh 


6.84 Fresh 


0.32 Fresh 


2.01 Fresh 


8.16 Fresh 



6.40 Fresh 


2.56 Fresh 


3.65 Fresh 


4.01 Fresh 


7.96 Fresh 


11.43 Fresh 



2.83 Fresh 


1.61 Fresh 


Saline 


2.67 Fresh 


2.33 Fresh 


1.64 Fresh 


0.93 Fresh 



Karanpura 


Karanpura Chak No 1 


Karanpura Chak No 2 


Karanpura Chak No 3 


0811000401405000 


0811000501434100 


0811000501434000 


0811000501433900 


2.09 Fresh 


1.04 Fresh 


0.83 Fresh 


0.94 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Phyllite & Schist 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

16.80 

60 

43.20 

20.00 

8.64 

0.0200 

0.2596 

38.71 

60 

21.29 

20.00 

4.26 

0.0200 

0.0152 

38.71 

60 

21.29 

15.00 

3.19 

0.0150 

0.0732 

24.51 

60 

35.49 

20.00 

7.10 

0.0150 

0.0244 

24.51 

90 

65.49 

5.00 

3.27 

0.0015 

0.0004 

33.78 

60 

26.22 

20.00 

5.24 

0.0200 

0.0662 

33.78 

50 

16.22 

25.00 

4.05 

0.0250 

0.1676 

33.78 

60 

26.22 

15.00 

3.93 

0.0150 

0.0273 

48.78 

78 

29.22 

20.00 

5.84 

0.0200 

0.0755 

13.31 

60 

46.69 

20.00 

9.34 

0.0200 

0.5907 

32.30 

65 

32.70 

20.00 

6.54 

0.0200 

0.4130 

24.64 

60 

35.36 

20.00 

7.07 

0.0150 

0.3273 

24.64 

80 

55.36 

5.00 

2.77 

0.0015 

0.0156 

31.10 

60 

28.90 

20.00 

5.78 

0.0200 

0.0371 

19.97 

90 

70.03 

5.00 

3.50 

0.0015 

0.0105 

14.24 

60 

45.76 

20.00 

9.15 

0.0150 

0.0116 

14.24 

90 

75.76 

5.00 

3.79 

0.0015 

0.0022 

22.65 

78 

55.35 

20.00 

11.07 

0.0200 

2.1601 

22.65 

140 

117.35 

5.00 

5.87 

0.0015 

0.0043 

29.95 

60 

30.05 

20.00 

6.01 

0.0200 

0.5890 

27.95 

60 

32.05 

25.00 

8.01 

0.0250 

0.5126 

28.16 

78 

49.84 

20.00 

9.97 

0.0200 

0.7282 

33.50 

65 

31.50 

20.00 

6.30 

0.0200 

0.5059 

30.19 

70 

39.81 

20.00 

7.96 

0.0200 

1.2106 

43.76 

78 

34.24 

20.00 

6.85 

0.0200 

0.8518 

43.76 

140 

96.24 

5.00 

4.81 

0.0015 

0.0024 

27.69 

78 

50.31 

20.00 

10.06 

0.0200 

0.1572 

37.89 

60 

22.11 

15.00 

3.32 

0.0150 

0.0453 

26.90 

65 

38.10 

20.00 

7.62 

0.0200 

0.1394 

27.97 

65 

37.03 

20.00 

7.41 

0.0200 

0.0731 

30.36 

60 

29.64 

20.00 

5.93 

0.0200 

0.1977 

31.56 

60 

28.44 

20.00 

5.69 

0.0200 

0.2097 

28.71 

60 

31.29 

25.00 

7.82 

0.0250 

0.1963 

29.73 

60 

30.27 

25.00 

7.57 

0.0250 

0.2421 

31.50 

60 

28.50 

25.00 

7.12 

0.0250 

0.7839 

27.81 

60 

32.19 

25.00 

8.05 

0.0250 

0.4462 

30.36 

65 

34.64 

15.00 

5.20 

0.0150 

0.0691 

28.80 

78 

49.20 

20.00 

9.84 

0.0200 

0.5114 

27.59 

78 

50.41 

20.00 

10.08 

0.0200 

1.3454 

22.43 

65 

42.57 

20.00 

8.51 

0.0200 

0.0007 

22.43 

65 

42.57 

20.00 

8.51 

0.0200 

0.3666 

22.59 

60 

37.41 

20.00 

7.48 

0.0200 

0.4229 

27.03 

78 

50.97 

20.00 

10.19 

0.0200 

0.3274 

27.03 

78 

50.97 

15.00 

7.65 

0.0200 

0.0000 

12.16 

60 

47.84 

20.00 

9.57 

0.0200 

0.5114 

28.74 

65 

36.26 

20.00 

7.25 

0.0200 

0.3376 

31.73 

60 

28.27 

25.00 

7.07 

0.0250 

0.2893 

41.66 

78 

36.34 

20.00 

7.27 

0.0200 

0.0989 

41.66 

140 

98.34 

5.00 

4.92 

0.0015 

0.0019 

40.87 

78 

37.13 

20.00 

7.43 

0.0200 

0.2268 

40.87 

140 

99.13 

5.00 

4.96 

0.0015 

0.0116 

14.28 

60 

45.72 

20.00 

9.14 

0.0200 

0.3830 

31.88 

65 

33.12 

20.00 

6.62 

0.0200 

0.1380 

31.43 

65 

33.58 

20.00 

6.72 

0.0200 

0.1114 

31.23 

65 

33.77 

20.00 

6.75 

0.0200 

0.1269 

































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Karanpura Chak No 4 


Kashipura 


Kayamnagar @ Basri 


Kelyawala 


Keshopura 


Khairwal 


Khandewal 


Kharjee Vijaipura 


Khatehpura 


Khatepura 


Khatwa 


Khemawas 


Khempuri 


Khempuri Meeno Ki Dhani 


Khera Malookpura 


Khera Patalwas 


Kheraraniwas 


Kherawas 


Kherla Khurd 


Kherlawas 


Kherli 


Khijooriya Tiwariyan 


Khirkhari 


Kho Rajyawala 


Kirari 


Kishanpura 


Kishanpura Bara 


Kishanpura Tapriya 


Kishorpura 


Kokriya 


Koliwara 


Kolyawas 


Koonpa Ka Bas 


Koopawas 


Kootalwas 


Kota Patti 


Census Code 


0811000501433800 


0812001201618600 


0822000302627700 


0812001201628100 


0812001301655900 


0811000401398500 


0811000401407200 


0811000501432800 


0812001101606900 


0812001201619800 


0811000501437700 


0811000501439400 


0811000501419800 


0811000501419700 


0812001201618300 


0811000501418100 


0812001301653600 


0811000401409000 


0811000401412500 


0811000401400400 


0812001201624300 


0811000501437500 


0812001201617800 


0810000401299500 


0812001201626000 


0811000501437600 


0812001201621500 


0812001201623100 


0811000401408300 


0811000401408800 


0811000401409600 


0811000501429900 


0811000501422600 


0811000401409400 


0812001301634600 


0811000501413300 


0811000501418800 


0811000401405100 



Zone (Fresh 
/ Saline) 



0.25 Fresh 


2.19 Fresh 


1.03 Fresh 


1.12 Fresh 


1.69 Fresh 


11.11 Fresh 


3.46 Fresh 


Saline 


3.39 Fresh 


Saline 


2.96 Fresh 


Saline 


7.98 Fresh 


0.82 Fresh 


3.86 Fresh 


3.61 Fresh 


13.57 Fresh 


3.57 Fresh 


0.84 Fresh 


0.78 Fresh 


1.22 Fresh 


0.72 Fresh 


1.15 Fresh 


3.26 Fresh 


2.56 Fresh 


4.10 Fresh 


3.03 Fresh 


7.80 Fresh 


2.48 Fresh 


7.55 Fresh 


0.45 Fresh 



5.11 Fresh 


3.45 Fresh 


2.89 Fresh 





Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

31.95 

65 

33.05 

20.00 

6.61 

0.0200 

0.0324 

24.97 

78 

53.03 

20.00 

10.61 

0.0200 

0.2595 

19.76 

90 

70.24 

5.00 

3.51 

0.0015 

0.0054 

43.41 

140 

96.59 

5.00 

4.83 

0.0015 

0.0076 

29.68 

70 

40.32 

20.00 

8.06 

0.0200 

0.1505 

22.24 

60 

37.76 

20.00 

7.55 

0.0200 

0.0014 

32.89 

60 

27.11 

20.00 

5.42 

0.0200 

0.2719 

32.89 

50 

17.11 

25.00 

4.28 

0.0250 

0.0614 

32.89 

60 

27.11 

15.00 

4.07 

0.0150 

0.0232 

39.73 

60 

20.27 

20.00 

4.05 

0.0200 

0.2592 

39.73 

60 

20.27 

15.00 

3.04 

0.0150 

0.0088 

33.71 

60 

26.29 

20.00 

5.26 

0.0200 

0.2555 

33.71 

60 

26.29 

15.00 

3.94 

0.0150 

0.0313 

24.53 

65 

40.47 

20.00 

8.09 

0.0200 

0.0027 

24.53 

80 

55.47 

5.00 

2.77 

0.0015 

0.0056 

28.20 

65 

36.80 

20.00 

7.36 

0.0200 

0.1204 

33.30 

75 

41.70 

25.00 

10.42 

0.0150 

0.3218 

33.30 

120 

86.70 

5.00 

4.33 

0.0015 

0.0117 

35.42 

78 

42.58 

20.00 

8.52 

0.0200 

0.6144 

34.33 

65 

30.67 

20.00 

6.13 

0.0200 

1.6647 

38.69 

65 

26.31 

20.00 

5.26 

0.0200 

0.2098 

27.00 

65 

38.00 

20.00 

7.60 

0.0200 

0.1281 

28.07 

65 

36.93 

20.00 

7.39 

0.0200 

0.1147 

26.44 

78 

51.56 

20.00 

10.31 

0.0200 

0.2001 

27.69 

60 

32.31 

25.00 

8.08 

0.0250 

0.1459 

28.66 

70 

41.34 

20.00 

8.27 

0.0200 

0.1868 

28.00 

60 

32.00 

20.00 

6.40 

0.0200 

0.2656 

28.00 

50 

22.00 

25.00 

5.50 

0.0250 

0.1629 

31.24 

60 

28.76 

20.00 

5.75 

0.0200 

0.2940 

14.63 

60 

45.37 

20.00 

9.07 

0.0200 

0.5675 

24.93 

78 

53.07 

20.00 

10.61 

0.0200 

0.4960 

34.21 

65 

30.79 

20.00 

6.16 

0.0200 

0.9608 

34.67 

78 

43.33 

20.00 

8.67 

0.0200 

0.4293 

10.44 

60 

49.56 

20.00 

9.91 

0.0150 

0.0310 

47.77 

78 

30.23 

20.00 

6.05 

0.0200 

0.0542 

47.77 

140 

92.23 

5.00 

4.61 

0.0015 

0.0000 

47.35 

78 

30.65 

20.00 

6.13 

0.0200 

0.0767 

47.35 

140 

92.65 

5.00 

4.63 

0.0015 

0.0095 

30.58 

65 

34.42 

20.00 

6.88 

0.0200 

0.7041 

47.23 

140 

92.77 

5.00 

4.64 

0.0015 

0.0203 

28.73 

78 

49.27 

20.00 

9.85 

0.0200 

0.4404 

28.73 

140 

111.27 

5.00 

5.56 

0.0015 

0.0055 

20.63 

60 

39.37 

20.00 

7.87 

0.0200 

0.2768 

28.55 

60 

31.45 

20.00 

6.29 

0.0200 

0.1174 

28.21 

60 

31.79 

20.00 

6.36 

0.0200 

0.2655 

31.94 

65 

33.06 

20.00 

6.61 

0.0200 

0.1726 

21.39 

65 

43.61 

20.00 

8.72 

0.0200 

0.1226 

23.72 

60 

36.28 

20.00 

7.26 

0.0200 

0.3922 

34.36 

70 

35.64 

20.00 

7.13 

0.0200 

0.4327 

41.80 

65 

23.20 

20.00 

4.64 

0.0200 

0.1651 

27.47 

60 

32.53 

25.00 

8.13 

0.0250 

0.2485 

23.07 

60 

36.93 

20.00 

7.39 

0.0200 

0.4218 

23.07 

60 

36.93 

15.00 

5.54 

0.0150 

0.1036 

22.82 

60 

37.18 

20.00 

7.44 

0.0150 

0.0001 

22.82 

80 

57.18 

5.00 

2.86 

0.0015 

0.0518 





































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

38.20 

78 

39.80 

20.00 

7.96 

0.0200 

0.1243 

18.22 

60 

41.78 

20.00 

8.36 

0.0150 

0.1152 

18.22 

90 

71.78 

5.00 

3.59 

0.0015 

0.0142 

17.47 

60 

42.53 

20.00 

8.51 

0.0150 

0.4473 

17.47 

90 

72.53 

5.00 

3.63 

0.0015 

0.0028 

32.57 

60 

27.43 

25.00 

6.86 

0.0250 

0.5458 

28.66 

70 

41.34 

20.00 

8.27 

0.0200 

0.0002 

25.20 

60 

34.80 

20.00 

6.96 

0.0150 

0.6085 

25.20 

90 

64.80 

5.00 

3.24 

0.0015 

0.0004 

13.12 

60 

46.88 

20.00 

9.38 

0.0150 

0.2715 

13.12 

90 

76.88 

5.00 

3.84 

0.0015 

0.0034 

35.98 

65 

29.02 

20.00 

5.80 

0.0200 

0.3889 

30.49 

60 

29.51 

20.00 

5.90 

0.0200 

0.6886 

20.96 

65 

44.04 

20.00 

8.81 

0.0200 

0.2442 

20.96 

80 

59.04 

5.00 

2.95 

0.0015 

0.0051 

30.30 

60 

29.70 

20.00 

5.94 

0.0200 

0.0790 

35.31 

65 

29.69 

20.00 

5.94 

0.0200 

0.3096 

48.37 

78 

29.63 

20.00 

5.93 

0.0200 

0.0654 

48.37 

140 

91.63 

5.00 

4.58 

0.0015 

0.0000 

42.17 

78 

35.83 

20.00 

7.17 

0.0200 

0.0004 

42.17 

140 

97.83 

5.00 

4.89 

0.0015 

0.0455 

38.81 

65 

26.19 

20.00 

5.24 

0.0200 

0.2398 

42.53 

78 

35.47 

20.00 

7.09 

0.0200 

0.4380 

42.53 

78 

35.47 

15.00 

5.32 

0.0200 

0.0000 

41.95 

78 

36.05 

20.00 

7.21 

0.0200 

0.3753 

38.33 

65 

26.67 

20.00 

5.33 

0.0200 

0.8780 

38.33 

80 

41.67 

5.00 

2.08 

0.0015 

0.0019 

27.48 

75 

47.52 

25.00 

11.88 

0.0150 

0.1016 

38.18 

60 

21.82 

20.00 

4.36 

0.0200 

0.2855 

38.18 

60 

21.82 

15.00 

3.27 

0.0150 

0.5417 

21.89 

78 

56.11 

20.00 

11.22 

0.0200 

0.4134 

27.08 

65 

37.92 

20.00 

7.58 

0.0200 

0.1401 

20.03 

60 

39.97 

20.00 

7.99 

0.0150 

0.2412 

20.03 

90 

69.97 

5.00 

3.50 

0.0015 

0.0285 

29.83 

70 

40.17 

20.00 

8.03 

0.0200 

0.1045 

31.82 

78 

46.18 

20.00 

9.24 

0.0200 

0.5691 

48.57 

78 

29.43 

20.00 

5.89 

0.0200 

0.1308 

41.62 

78 

36.38 

20.00 

7.28 

0.0200 

0.2070 

41.62 

140 

98.38 

5.00 

4.92 

0.0015 

0.0043 

35.60 

65 

29.40 

20.00 

5.88 

0.0200 

0.1467 

33.20 

70 

36.80 

20.00 

7.36 

0.0200 

0.3828 

35.75 

70 

34.25 

20.00 

6.85 

0.0200 

0.5013 

20.30 

90 

69.70 

5.00 

3.48 

0.0015 

0.0026 

23.51 

60 

36.49 

20.00 

7.30 

0.0150 

0.0903 

23.51 

90 

66.49 

5.00 

3.32 

0.0015 

0.0037 

30.03 

65 

34.97 

20.00 

6.99 

0.0200 

0.7842 

29.97 

70 

40.03 

20.00 

8.01 

0.0200 

0.2903 

16.77 

60 

43.23 

20.00 

8.65 

0.0150 

1.9467 

24.83 

60 

35.17 

20.00 

7.03 

0.0200 

0.8958 

46.32 

78 

31.68 

20.00 

6.34 

0.0200 

0.1394 

46.32 

140 

93.68 

5.00 

4.68 

0.0015 

0.0028 

27.99 

60 

32.01 

20.00 

6.40 

0.0200 

0.4076 

27.99 

50 

22.01 

25.00 

5.50 

0.0250 

0.2835 

39.64 

65 

25.36 

20.00 

5.07 

0.0200 

0.1192 

28.25 

60 

31.75 

25.00 

7.94 

0.0250 

0.0618 

















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Phyllite & Schist 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

28.25 

65 

36.75 

15.00 

5.51 

0.0150 

0.0616 

28.25 

60 

31.75 

20.00 

6.35 

0.0200 

0.0169 

29.49 

70 

40.51 

20.00 

8.10 

0.0200 

0.2794 

33.61 

60 

26.39 

20.00 

5.28 

0.0200 

0.5775 

33.61 

60 

26.39 

15.00 

3.96 

0.0150 

0.0263 

47.48 

140 

92.52 

5.00 

4.63 

0.0015 

0.0033 

34.74 

75 

40.26 

25.00 

10.06 

0.0150 

0.1167 

34.74 

120 

85.26 

5.00 

4.26 

0.0015 

0.0043 

24.70 

60 

35.30 

20.00 

7.06 

0.0150 

0.5700 

24.70 

90 

65.30 

5.00 

3.26 

0.0015 

0.0027 

28.30 

60 

31.70 

20.00 

6.34 

0.0200 

0.1981 

23.61 

65 

41.39 

20.00 

8.28 

0.0200 

0.4346 

39.76 

65 

25.24 

20.00 

5.05 

0.0200 

0.1090 

26.04 

65 

38.96 

20.00 

7.79 

0.0200 

0.1040 

26.01 

65 

38.99 

20.00 

7.80 

0.0200 

0.0475 

24.20 

65 

40.80 

20.00 

8.16 

0.0200 

0.0652 

26.42 

65 

38.58 

20.00 

7.72 

0.0200 

0.5063 

12.11 

60 

47.89 

20.00 

9.58 

0.0200 

0.5988 

11.77 

60 

48.23 

20.00 

9.65 

0.0150 

0.3343 

11.27 

60 

48.73 

20.00 

9.75 

0.0150 

0.0439 

21.44 

78 

56.56 

20.00 

11.31 

0.0200 

0.3652 

37.09 

65 

27.91 

20.00 

5.58 

0.0200 

0.4558 

25.86 

60 

34.14 

20.00 

6.83 

0.0150 

0.4422 

25.86 

80 

54.14 

5.00 

2.71 

0.0015 

0.0074 

34.41 

65 

30.59 

20.00 

6.12 

0.0200 

0.1197 

30.25 

60 

29.75 

25.00 

7.44 

0.0250 

0.7327 

31.57 

60 

28.43 

20.00 

5.69 

0.0200 

0.1760 

27.35 

60 

32.65 

25.00 

8.16 

0.0250 

0.1330 

34.60 

78 

43.40 

20.00 

8.68 

0.0200 

0.0191 

27.02 

65 

37.98 

20.00 

7.60 

0.0200 

0.1525 

27.84 

65 

37.17 

20.00 

7.43 

0.0200 

1.1749 

27.84 

80 

52.17 

5.00 

2.61 

0.0015 

0.0023 

25.12 

78 

52.88 

20.00 

10.58 

0.0200 

0.5175 

39.22 

60 

20.78 

20.00 

4.16 

0.0200 

0.0123 

39.22 

60 

20.78 

15.00 

3.12 

0.0150 

0.0390 

22.04 

60 

37.96 

20.00 

7.59 

0.0150 

1.1241 

22.04 

90 

67.96 

5.00 

3.40 

0.0015 

0.0036 

39.97 

78 

38.03 

20.00 

7.61 

0.0200 

0.0092 

39.97 

140 

100.03 

5.00 

5.00 

0.0015 

0.0085 

19.50 

90 

70.50 

5.00 

3.52 

0.0015 

0.0094 

20.42 

60 

39.58 

20.00 

7.92 

0.0150 

0.3248 

20.42 

90 

69.58 

5.00 

3.48 

0.0015 

0.0038 

39.14 

65 

25.86 

20.00 

5.17 

0.0200 

0.0631 

24.26 

60 

35.74 

20.00 

7.15 

0.0150 

0.1623 

24.26 

90 

65.74 

5.00 

3.29 

0.0015 

0.0000 

19.10 

90 

70.90 

5.00 

3.55 

0.0015 

0.0000 

40.57 

65 

24.43 

20.00 

4.89 

0.0200 

0.0665 

41.93 

78 

36.07 

20.00 

7.21 

0.0200 

0.2414 

41.93 

140 

98.07 

5.00 

4.90 

0.0015 

0.0054 

46.01 

140 

93.99 

5.00 

4.70 

0.0015 

0.0134 

33.12 

65 

31.88 

20.00 

6.38 

0.0200 

0.2775 

33.12 

65 

31.88 

15.00 

4.78 

0.0150 

0.0133 

38.59 

65 

26.41 

20.00 

5.28 

0.0200 

0.2271 

26.37 

75 

48.63 

25.00 

12.16 

0.0150 

0.0499 

18.13 

60 

41.87 

20.00 

8.37 

0.0200 

0.4849 


























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Nangal Kama 


Nangal Rajawatan 


Nantori 


Napa Ka Bas 


Napa Ka Bas Chak No.l 


Napa Ka Bas Chak No.2 


Napa Ka Bas Chak No.3 


Naradpura 


Narayanpura 


Narottampura 


Naurangpura 


Nayagaon 


Nehri Jaswantpura 


Newar 


Nichooniya 


Nimora 


Nirjharna 


Nizampura 


Orangpura 


Palawala Jatan 


Palri 


Palunda 


Paparda 


Parasoli 


Parmanandpura 


Parmanandpura @ Mandal 


Patalwas 


Patan 


Patti Chimanpura 


Peelarama 


Peeliya 


Peelookhera Kalan 


Peelookhera Khurd 


Peepalya Chainpura 


Pitambar Bharti 


Pooranwas 


Prahladpura 


Prempura 


Census Code 


0812001201618900 


0811000401410000 


0810000401295500 


0811000501427000 


0811000501426800 


0811000501426700 


0811000501426900 


0812001201620500 


0811000501434500 


0812001301653200 


0811000501427600 


Zone (Fresh 
/ Saline) 



0811000401408700 


0811000501424400 


0812001101606200 


0811000501417400 


0812001201622100 


0811000501435200 


0812001301654400 


0812001201617600 


0811000501424500 


0811000501420000 


0811000401404100 


0812001201623200 


0812001301658100 


0812001301658400 


0811000501422300 


0812001201625300 


0811000501432700 


0812001201624700 


0812001201617500 


0810000401296900 


0810000401296800 


0811000401405900 


0811000501436800 


0811000401407600 


0811000401406000 


0811000501437400 


0811000501429300 


0812001201625100 



Type of Area 

(Command / Non- Hydrogeological Unit 
command) 


1.58 Fresh 


2.54 Fresh 


4.99 Fresh 


3.59 Fresh 


2.25 Fresh 


8.45 Fresh 



0.94 Fresh 


Saline 


2.27 Fresh 


2.05 Fresh 


4.11 Fresh 


11.67 Fresh 


7.77 Fresh 




1.33 Fresh 


0.97 Fresh 


2.17 Fresh 


Saline 


2.73 Fresh 


1.22 Fresh 


1.67 Fresh 


0.97 Fresh 


0.93 Fresh 


Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

25.77 

78 

52.23 

20.00 

10.45 

0.0200 

0.2052 

28.31 

60 

31.69 

20.00 

6.34 

0.0200 

0.5469 

25.59 

60 

34.41 

20.00 

6.88 

0.0150 

0.4471 

33.82 

60 

26.18 

25.00 

6.55 

0.0250 

0.2045 

33.70 

60 

26.30 

25.00 

6.57 

0.0250 

0.0433 

35.13 

60 

24.87 

25.00 

6.22 

0.0250 

0.0738 

33.07 

60 

26.93 

25.00 

6.73 

0.0250 

0.0264 

36.96 

78 

41.04 

20.00 

8.21 

0.0200 

0.3026 

35.49 

65 

29.51 

20.00 

5.90 

0.0200 

0.2337 

29.96 

70 

40.04 

20.00 

8.01 

0.0200 

0.0833 

31.16 

60 

28.84 

25.00 

7.21 

0.0250 

0.1494 

31.16 

65 

33.84 

15.00 

5.08 

0.0150 

0.0060 

31.16 

60 

28.84 

20.00 

5.77 

0.0200 

0.0227 

27.35 

65 

37.65 

20.00 

7.53 

0.0200 

0.2191 

27.35 

60 

32.65 

25.00 

8.16 

0.0250 

0.3348 

25.26 

60 

34.74 

20.00 

6.95 

0.0200 

0.2195 

31.27 

60 

28.73 

25.00 

7.18 

0.0250 

0.4568 

29.56 

75 

45.44 

25.00 

11.36 

0.0150 

0.0887 

28.22 

60 

31.78 

25.00 

7.95 

0.0250 

0.7140 

47.59 

78 

30.41 

20.00 

6.08 

0.0200 

0.1302 

47.59 

140 

92.41 

5.00 

4.62 

0.0015 

0.0063 

35.81 

65 

29.19 

20.00 

5.84 

0.0200 

0.9702 

35.81 

60 

24.19 

25.00 

6.05 

0.0250 

0.0046 

32.08 

65 

32.92 

20.00 

6.58 

0.0200 

0.1352 

32.08 

60 

27.92 

25.00 

6.98 

0.0250 

0.2086 

30.04 

70 

39.96 

20.00 

7.99 

0.0200 

0.1495 

30.04 

65 

34.96 

15.00 

5.24 

0.0150 

0.0000 

33.70 

78 

44.30 

20.00 

8.86 

0.0200 

0.1783 

31.63 

60 

28.37 

25.00 

7.09 

0.0250 

0.3635 

27.05 

65 

37.95 

20.00 

7.59 

0.0200 

0.6236 

29.90 

60 

30.10 

20.00 

6.02 

0.0200 

1.0563 

27.38 

78 

50.62 

20.00 

10.12 

0.0200 

0.5904 

27.38 

140 

112.62 

5.00 

5.63 

0.0015 

0.0137 

29.10 

70 

40.90 

20.00 

8.18 

0.0200 

0.2137 

27.09 

70 

42.91 

20.00 

8.58 

0.0200 

0.0766 

27.01 

60 

32.99 

25.00 

8.25 

0.0250 

0.3014 

38.74 

78 

39.26 

20.00 

7.85 

0.0200 

1.0129 

38.74 

78 

39.26 

15.00 

5.89 

0.0200 

0.0000 

32.37 

65 

32.63 

20.00 

6.53 

0.0200 

0.0671 

34.01 

78 

43.99 

20.00 

8.80 

0.0200 

0.2757 

35.59 

78 

42.41 

20.00 

8.48 

0.0200 

1.1377 

17.16 

60 

42.84 

20.00 

8.57 

0.0150 

0.0000 

23.90 

60 

36.10 

20.00 

7.22 

0.0150 

0.0015 

23.90 

60 

36.10 

20.00 

7.22 

0.0150 

0.6742 

45.84 

60 

14.16 

20.00 

2.83 

0.0200 

0.0752 

35.85 

65 

29.15 

20.00 

5.83 

0.0200 

0.1134 

30.34 

60 

29.66 

20.00 

5.93 

0.0200 

0.2008 

30.34 

60 

29.66 

15.00 

4.45 

0.0150 

0.0318 

39.33 

75 

35.67 

25.00 

8.92 

0.0150 

0.0014 

39.33 

120 

80.67 

5.00 

4.03 

0.0015 

0.0162 

50.91 

60 

9.09 

20.00 

1.82 

0.0200 

0.0445 

36.58 

65 

28.42 

20.00 

5.68 

0.0200 

0.1893 

36.64 

60 

23.36 

25.00 

5.84 

0.0250 

0.1418 

32.43 

78 

45.57 

20.00 

9.11 

0.0200 

0.1697 

32.43 

78 

45.57 

15.00 

6.84 

0.0200 

0.0000 

































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Prithvipura 


Prithvisinghpura 


Purbiyawas 


Pyariwas 


Raghunathpura Chak No 1 


Raghunathpura Chak No 2 


Raghunathpura Chak No 3 


Rahuwas 


Raidamodarpura 


Raimalpura 


Rajoli 


Rajpura 


Rajpura Patalwas 


Rajwas 


Ralawas 


Ralawata 


Ramchandrapura 


Ramgarh Pachwara 


Ramjipura 


Ramnagar 


Ramnagar Rewari 


Rampura @ Chandaliya 


Rampura Bas Chawandia 


Rampura Kalan 


Rampura Kalan Dhani Meenan 


Rampura Khurd 


Rampurawas Deogaon 


Ramrakhpura 


Ramsar 


Ramsinghpura 


Census Code 


0812001201627100 


0811000501431400 


0811000401405300 


0811000401409900 


0811000501434400 


0811000501437100 


0811000501434600 


0811000501418600 


0822000302628000 


0811000501429100 


0811000501440900 


0811000401409300 


0811000501431100 


0812001201625900 


0811000401400900 


0811000401406300 


0811000501424100 


0811000401401100 


0812001301653800 


0811000501425600 


0811000401400200 


0812001201625200 


0812001301654900 


0811000501415900 


0812001101607400 


0811000501414200 


0811000501420200 


0811000501420100 


0811000401399500 


0811000501438100 


0812001201619000 


0812001201619100 


0811000501421700 


0811000401402200 


0811000401409200 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Quartzite 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Saline 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 



3.14 Fresh 


1.44 Fresh 


Saline 


1.47 Fresh 


2.04 Fresh 


3.22 Fresh 


3.70 Fresh 


2.87 Fresh 


2.62 Fresh 


Saline 


2.87 Fresh 


5.51 Fresh 


2.76 Fresh 


2.01 Fresh 


6.47 Fresh 


0.59 Fresh 


2.79 Fresh 


2.23 Fresh 


5.16 Fresh 


9.61 Fresh 


1.57 Fresh 


1.46 Fresh 


1.33 Fresh 


1.00 Fresh 


0.71 Fresh 


1.73 Fresh 


1.80 Fresh 


1.52 Fresh 


2.30 Fresh 


3.14 Fresh 





0811000401411900 


0811000501420700 


0.89 Fresh 


5.66 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Younger Alluvium 


Phyllite & Schist 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

47.97 

140 

92.03 

5.00 

4.60 

0.0015 

0.0139 

34.18 

65 

30.82 

20.00 

6.16 

0.0200 

0.0973 

36.59 

60 

23.41 

20.00 

4.68 

0.0200 

0.2025 

36.59 

60 

23.41 

15.00 

3.51 

0.0150 

0.5370 

28.28 

60 

31.72 

20.00 

6.34 

0.0200 

0.3941 

34.57 

65 

30.43 

20.00 

6.09 

0.0200 

0.1170 

35.62 

65 

29.38 

20.00 

5.88 

0.0200 

0.0659 

35.56 

65 

29.44 

20.00 

5.89 

0.0200 

0.0362 

26.93 

65 

38.07 

20.00 

7.61 

0.0200 

0.0175 

26.93 

60 

33.07 

25.00 

8.27 

0.0250 

0.6041 

20.08 

90 

69.93 

5.00 

3.50 

0.0015 

0.0165 

36.32 

60 

23.68 

25.00 

5.92 

0.0250 

0.2087 

36.32 

60 

23.68 

20.00 

4.74 

0.0200 

0.0024 

42.71 

65 

22.29 

20.00 

4.46 

0.0200 

0.0343 

27.86 

60 

32.14 

20.00 

6.43 

0.0200 

0.2623 

25.44 

65 

39.56 

20.00 

7.91 

0.0200 

0.5096 

48.48 

78 

29.52 

20.00 

5.90 

0.0200 

0.0975 

48.48 

140 

91.52 

5.00 

4.58 

0.0015 

0.0197 

17.08 

60 

42.92 

20.00 

8.58 

0.0200 

0.3012 

42.21 

60 

17.79 

20.00 

3.56 

0.0200 

0.1809 

42.21 

60 

17.79 

15.00 

2.67 

0.0150 

0.0033 

43.49 

78 

34.51 

20.00 

6.90 

0.0200 

0.1612 

43.49 

140 

96.51 

5.00 

4.83 

0.0015 

0.0124 

32.20 

65 

32.80 

20.00 

6.56 

0.0200 

0.7232 

15.28 

60 

44.72 

20.00 

8.94 

0.0200 

0.0056 

29.70 

70 

40.30 

20.00 

8.06 

0.0200 

0.3004 

32.29 

60 

27.71 

25.00 

6.93 

0.0250 

1.1209 

14.50 

60 

45.50 

20.00 

9.10 

0.0200 

0.0305 

43.92 

78 

34.08 

20.00 

6.82 

0.0200 

0.3810 

29.94 

70 

40.06 

20.00 

8.01 

0.0200 

0.3571 

21.65 

65 

43.35 

20.00 

8.67 

0.0200 

0.8200 

21.65 

60 

38.35 

25.00 

9.59 

0.0250 

0.0637 

21.65 

65 

43.35 

15.00 

6.50 

0.0150 

0.0156 

47.40 

78 

30.60 

20.00 

6.12 

0.0200 

0.2464 

47.40 

140 

92.60 

5.00 

4.63 

0.0015 

0.0011 

34.31 

75 

40.69 

25.00 

10.17 

0.0150 

1.2800 

34.31 

120 

85.69 

5.00 

4.28 

0.0015 

0.0068 

29.59 

65 

35.41 

20.00 

7.08 

0.0200 

0.2218 

26.77 

65 

38.23 

20.00 

7.65 

0.0200 

0.1946 

26.77 

60 

33.23 

25.00 

8.31 

0.0250 

0.0392 

26.90 

65 

38.10 

20.00 

7.62 

0.0200 

0.1891 

26.90 

60 

33.10 

25.00 

8.28 

0.0250 

0.0187 

21.49 

60 

38.51 

20.00 

7.70 

0.0200 

0.1171 

37.46 

65 

27.54 

20.00 

5.51 

0.0200 

0.0785 

27.21 

78 

50.79 

20.00 

10.16 

0.0200 

0.3516 

25.95 

78 

52.05 

20.00 

10.41 

0.0200 

0.3603 

15.50 

65 

49.50 

20.00 

9.90 

0.0200 

0.1145 

15.50 

80 

64.50 

5.00 

3.22 

0.0015 

0.0045 

47.85 

78 

30.15 

20.00 

6.03 

0.0200 

0.0001 

47.85 

140 

92.15 

5.00 

4.61 

0.0015 

0.0064 

20.06 

60 

39.94 

20.00 

7.99 

0.0200 

0.0026 

28.05 

60 

31.95 

20.00 

6.39 

0.0200 

0.3719 

28.05 

50 

21.95 

25.00 

5.49 

0.0250 

0.0316 

31.20 

60 

28.80 

20.00 

5.76 

0.0200 

0.1028 

25.39 

65 

39.61 

20.00 

7.92 

0.0200 

0.5406 
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Sahaspur 

0811000401411700 

1.12 

Sahaspura 

0811000501417300 

1.43 

Salagrampura Chak No 1 

0811000501435400 

0.34 

Salagrampura Chak No 2 

0811000501436100 

0.05 

Salagrampura Chak No 3 

0811000501436200 

0.23 

Salagrampura Chak No 4 

0811000501435600 

0.14 

Salagrampura Chak No 5 

0811000501435700 

0.23 

Salagrampura Chak No 6 

0811000501436400 

0.42 

Salagrampura Chak No 7 

0811000501436900 

0.19 

Salemabad 

0811000501438800 

1.03 

Salempura 

0811000501423300 

4.27 

Samel 

0811000501430300 

3.16 

Sankya 

0811000501436500 

0.47 

Sanwasa 

0811000501431900 

2.06 


Sar 

0811000401413200 

12.52 

Sawai Jaisinghpura 

0812001201618000 

2.03 

Sawai Madhopura 

0811000501427500 

0.59 



Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 


Non-command 

Sawaipura 0811000401411000 0.29 Fresh Non-command 

Sawalyawala 0812001201629300 1.98 Fresh Non-command 

Seengpura 0811000401411600 1.03 Fresh Non-command 

0811000501417200 2.88~ Fresh Non-command 

Seepura 0822000302626500 6.29 Fresh Non-command 

Non-command 

Shahjahanpura 0811000501422100 2.46 Fresh Non-command 


Hydrogeological Unit 


Quartzite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

25.39 

80 

54.61 

5.00 

2.73 

0.0015 

0.0079 

35.40 

65 

29.60 

20.00 

5.92 

0.0200 

0.0034 

35.40 

60 

24.60 

25.00 

6.15 

0.0250 

0.0441 

35.40 

65 

29.60 

15.00 

4.44 

0.0150 

0.1362 

35.40 

60 

24.60 

20.00 

4.92 

0.0200 

0.0384 

37.88 

78 

40.12 

20.00 

8.02 

0.0200 

0.5505 

37.88 

140 

102.12 

5.00 

5.11 

0.0015 

0.0055 

23.73 

60 

36.27 

20.00 

7.25 

0.0200 

0.4683 

24.21 

70 

45.79 

20.00 

9.16 

0.0200 

0.1035 

16.25 

60 

43.75 

20.00 

8.75 

0.0200 

0.2149 

28.36 

60 

31.64 

20.00 

6.33 

0.0200 

0.4424 

27.72 

65 

37.28 

20.00 

7.46 

0.0200 

0.0036 

27.72 

60 

32.28 

25.00 

8.07 

0.0250 

0.7497 

36.72 

65 

28.28 

20.00 

5.66 

0.0200 

0.0807 

36.72 

60 

23.28 

25.00 

5.82 

0.0250 

0.2008 

43.44 

78 

34.56 

20.00 

6.91 

0.0200 

0.2332 

43.44 

140 

96.56 

5.00 

4.83 

0.0015 

0.0008 

48.37 

78 

29.63 

20.00 

5.93 

0.0200 

0.0534 

48.37 

140 

91.63 

5.00 

4.58 

0.0015 

0.0041 

25.49 

60 

34.51 

20.00 

6.90 

0.0150 

0.8182 

25.49 

80 

54.51 

5.00 

2.73 

0.0015 

0.0117 

25.87 

70 

44.13 

20.00 

8.83 

0.0200 

1.0042 

30.02 

70 

39.98 

20.00 

8.00 

0.0200 

0.1428 

29.93 

65 

35.07 

20.00 

7.01 

0.0200 

0.2831 

37.36 

78 

40.64 

20.00 

8.13 

0.0200 

0.4858 

37.36 

140 

102.64 

5.00 

5.13 

0.0015 

0.0082 

31.32 

70 

38.68 

20.00 

7.74 

0.0200 

0.5834 

31.32 

65 

33.68 

15.00 

5.05 

0.0150 

0.0000 

31.72 

60 

28.28 

20.00 

5.66 

0.0200 

0.1272 

28.33 

60 

31.67 

25.00 

7.92 

0.0250 

0.2828 

34.65 

65 

30.35 

20.00 

6.07 

0.0200 

0.0413 

34.26 

65 

30.74 

20.00 

6.15 

0.0200 

0.0057 

35.00 

65 

30.00 

20.00 

6.00 

0.0200 

0.0281 

34.04 

65 

30.96 

20.00 

6.19 

0.0200 

0.0175 

34.83 

65 

30.17 

20.00 

6.03 

0.0200 

0.0272 

35.27 

65 

29.73 

20.00 

5.95 

0.0200 

0.0494 

36.08 

65 

28.92 

20.00 

5.78 

0.0200 

0.0221 

40.72 

65 

24.28 

20.00 

4.86 

0.0200 

0.1001 

29.54 

65 

35.46 

20.00 

7.09 

0.0200 

0.6052 

29.12 

65 

35.88 

20.00 

7.18 

0.0200 

0.4538 

35.33 

65 

29.67 

20.00 

5.93 

0.0200 

0.0560 

36.44 

65 

28.56 

20.00 

5.71 

0.0200 

0.0949 

36.44 

60 

23.56 

25.00 

5.89 

0.0250 

0.1626 

28.86 

60 

31.14 

20.00 

6.23 

0.0200 

0.0180 

30.62 

78 

47.38 

20.00 

9.48 

0.0200 

0.3851 

31.67 

60 

28.33 

25.00 

7.08 

0.0250 

0.0400 

31.67 

65 

33.33 

15.00 

5.00 

0.0150 

0.0085 

31.67 

60 

28.33 

20.00 

5.67 

0.0200 

0.0282 

31.88 

60 

28.12 

20.00 

5.62 

0.0200 

0.0327 

50.02 

78 

27.98 

20.00 

5.60 

0.0200 

0.2218 

31.69 

60 

28.31 

20.00 

5.66 

0.0200 

0.1164 

29.86 

60 

30.14 

25.00 

7.54 

0.0250 

0.5428 

18.65 

60 

41.35 

20.00 

8.27 

0.0150 

0.7450 

18.65 

90 

71.35 

5.00 

3.57 

0.0015 

0.0009 

26.20 

65 

38.80 

20.00 

7.76 

0.0200 

0.3228 
















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

26.20 

60 

33.80 

25.00 

8.45 

0.0250 

0.0796 

25.14 

78 

52.86 

20.00 

10.57 

0.0200 

0.3846 

23.88 

60 

36.12 

20.00 

7.22 

0.0200 

0.3270 

27.49 

65 

37.51 

20.00 

7.50 

0.0200 

0.3160 

27.49 

60 

32.51 

25.00 

8.13 

0.0250 

0.4542 

34.79 

65 

30.21 

20.00 

6.04 

0.0200 

0.5413 

34.79 

60 

25.21 

25.00 

6.30 

0.0250 

0.1703 

27.11 

65 

37.89 

20.00 

7.58 

0.0200 

0.9756 

33.66 

65 

31.34 

20.00 

6.27 

0.0200 

0.1920 

27.00 

78 

51.00 

20.00 

10.20 

0.0200 

0.0055 

27.20 

70 

42.80 

20.00 

8.56 

0.0200 

0.1643 

28.43 

70 

41.57 

20.00 

8.31 

0.0200 

0.0555 

19.20 

90 

70.80 

5.00 

3.54 

0.0015 

0.0056 

19.89 

90 

70.11 

5.00 

3.51 

0.0015 

0.0090 

26.93 

65 

38.07 

20.00 

7.61 

0.0200 

0.1311 

26.93 

60 

33.07 

25.00 

8.27 

0.0250 

0.1690 

38.56 

78 

39.44 

20.00 

7.89 

0.0200 

0.0785 

31.52 

65 

33.48 

20.00 

6.70 

0.0200 

0.4760 

21.69 

90 

68.31 

5.00 

3.42 

0.0015 

0.0049 

38.39 

65 

26.61 

20.00 

5.32 

0.0200 

0.2393 

32.10 

60 

27.90 

25.00 

6.98 

0.0250 

0.1344 

47.47 

78 

30.53 

20.00 

6.11 

0.0200 

0.2502 

47.47 

140 

92.53 

5.00 

4.63 

0.0015 

0.0009 

27.91 

70 

42.09 

20.00 

8.42 

0.0200 

0.0255 

35.72 

65 

29.28 

20.00 

5.86 

0.0200 

0.0950 

35.72 

60 

24.28 

25.00 

6.07 

0.0250 

0.3628 

29.01 

60 

30.99 

20.00 

6.20 

0.0200 

0.1627 

35.77 

78 

42.23 

20.00 

8.45 

0.0200 

0.5121 

27.01 

65 

37.99 

20.00 

7.60 

0.0200 

0.1630 

27.01 

60 

32.99 

25.00 

8.25 

0.0250 

0.0217 

34.67 

78 

43.33 

20.00 

8.67 

0.0200 

0.0325 

35.95 

65 

29.05 

20.00 

5.81 

0.0200 

0.2591 

35.95 

60 

24.05 

25.00 

6.01 

0.0250 

0.2305 

35.95 

65 

29.05 

15.00 

4.36 

0.0150 

0.0020 

35.95 

60 

24.05 

20.00 

4.81 

0.0200 

0.0038 

42.77 

65 

22.23 

20.00 

4.45 

0.0200 

0.0077 

41.79 

65 

23.21 

20.00 

4.64 

0.0200 

0.2666 

23.65 

60 

36.35 

20.00 

7.27 

0.0200 

0.5498 

25.59 

65 

39.41 

20.00 

7.88 

0.0200 

0.1753 

35.65 

65 

29.35 

20.00 

5.87 

0.0200 

0.1082 

35.66 

65 

29.34 

20.00 

5.87 

0.0200 

0.0762 

35.63 

65 

29.37 

20.00 

5.87 

0.0200 

0.0459 

43.28 

78 

34.72 

20.00 

6.94 

0.0200 

0.1135 

17.90 

60 

42.10 

20.00 

8.42 

0.0150 

0.1558 

29.79 

65 

35.21 

20.00 

7.04 

0.0200 

0.4053 

25.81 

80 

54.19 

5.00 

2.71 

0.0015 

0.0034 

35.13 

78 

42.87 

20.00 

8.57 

0.0200 

0.0052 

31.55 

60 

28.45 

25.00 

7.11 

0.0250 

0.2854 

29.08 

65 

35.92 

20.00 

7.18 

0.0200 

1.2008 

28.65 

75 

46.35 

25.00 

11.59 

0.0150 

0.0003 

20.39 

90 

69.61 

5.00 

3.48 

0.0015 

0.0136 

31.65 

65 

33.35 

15.00 

5.00 

0.0150 

0.0909 

31.65 

60 

28.35 

20.00 

5.67 

0.0200 

0.0148 

42.72 

65 

22.28 

20.00 

4.46 

0.0200 

0.1013 

24.54 

78 

53.46 

20.00 

10.69 

0.0200 

2.0882 







































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



07010069 


Tajkhan Ka Bas 


Talab Gaon 


Tallukpur Doongri 


Teentoli 


Teetoli @ Bara Gaon 


Tekchandpura 


Thaloj 


Thanera 


Thikariya 


Thoomri 


Tiddiwala 


Tilpatti 


Toda Dhama @ Gopalpura 


Toda Dhama Chak NO 2 


Toda Dhama Chak No 1 


Toda Meena 


Todabhata 


Toongi 


Tootiyawas 


Torda 


Trilokinathpura 


Udaipura 



Ugariyawas 


Ugarpura 


Ugawas 


Vijaipura 


Vimalpura 


Vinodilalpura 


Bapdunda 


Barh Govindpura @ Keriya 


Barol 


Beed Ganwar 


Brijlal Nagar 


Census Code 


0812001301634700 


0811000501432400 


0812001301655100 


0811000401410200 


0822000302630400 


0812001201625700 


0811000501435300 


0810000401296100 


0811000401404400 


0811000401412200 


0812001201629700 


0812001201626300 


0811000501439200 


0811000501438000 


0811000501439300 


0811000501419300 


0812001201616100 



0812001201620600 


0811000501417600 


0811000501424000 


0812001301657700 


0811000401411100 


0811000501428900 


0810000401296300 


0811000501436600 


0811000501426600 


0812001201625400 


0811000501433000 


0812001301655400 


0812001301654800 


0822000102591900 


0822000102591400 


0822000102589600 


0822000102591700 


0822000102596200 



Zone (Fresh 
/ Saline) 


3.29 Fresh 


2.00 Fresh 


0.52 Fresh 


2.34 Fresh 


4.77 Fresh 


1.82 Fresh 


3.21 Fresh 


4.59 Fresh 


7.05 Fresh 


10.93 Fresh 



1.58 Fresh 


1.57 Fresh 


Saline 


1.82 Fresh 


1.46 Fresh 


0.20 Fresh 


1.83 Fresh 


4.34 Fresh 



1.07 Fresh 


1.82 Fresh 


8.61 Fresh 


3.89 Fresh 


4.92 Fresh 


1.84 Fresh 


7.79 Fresh 


1.49 Fresh 


0.73 Fresh 


2.14 Fresh 


3.59 Fresh 


2.55 Fresh 


0.63 Fresh 


7.31 Fresh 


2.25 Fresh 


17.75 Fresh 


4.77 Fresh 


9.14 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 


Sub Basin: 




Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

27.64 

70 

42.36 

20.00 

8.47 

0.0200 

0.5139 

30.78 

65 

34.22 

20.00 

6.84 

0.0200 

0.2733 

30.05 

70 

39.95 

20.00 

7.99 

0.0200 

0.0829 

28.06 

60 

31.94 

20.00 

6.39 

0.0200 

0.2993 

14.51 

60 

45.49 

20.00 

9.10 

0.0150 

0.2632 

48.26 

78 

29.74 

20.00 

5.95 

0.0200 

0.0043 

48.26 

140 

91.74 

5.00 

4.59 

0.0015 

0.0117 

34.46 

65 

30.54 

20.00 

6.11 

0.0200 

0.3608 

25.74 

60 

34.26 

20.00 

6.85 

0.0150 

0.4717 

25.74 

80 

54.26 

5.00 

2.71 

0.0015 

0.0000 

22.86 

60 

37.14 

20.00 

7.43 

0.0200 

1.0472 

28.91 

60 

31.09 

20.00 

6.22 

0.0200 

0.8301 

28.91 

80 

51.09 

5.00 

2.55 

0.0015 

0.0040 

36.25 

65 

28.75 

20.00 

5.75 

0.0200 

0.1010 

36.25 

60 

23.75 

25.00 

5.94 

0.0250 

1.0548 

49.78 

78 

28.22 

20.00 

5.64 

0.0200 

0.1784 

45.86 

78 

32.14 

20.00 

6.43 

0.0200 

0.1880 

45.86 

140 

94.14 

5.00 

4.71 

0.0015 

0.0008 

45.86 

78 

32.14 

15.00 

4.82 

0.0200 

0.0000 

38.96 

65 

26.04 

20.00 

5.21 

0.0200 

0.1796 

37.92 

65 

27.08 

20.00 

5.42 

0.0200 

0.1466 

38.97 

65 

26.03 

20.00 

5.21 

0.0200 

0.0203 

27.86 

65 

37.14 

20.00 

7.43 

0.0200 

0.2721 

37.17 

78 

40.84 

20.00 

8.17 

0.0200 

0.5584 

37.17 

140 

102.84 

5.00 

5.14 

0.0015 

0.0026 

29.01 

60 

30.99 

20.00 

6.20 

0.0200 

0.0759 

29.01 

50 

20.99 

25.00 

5.25 

0.0250 

0.1520 

43.37 

78 

34.63 

20.00 

6.93 

0.0200 

0.4139 

43.37 

140 

96.63 

5.00 

4.83 

0.0015 

0.0050 

38.47 

78 

39.53 

20.00 

7.91 

0.0200 

0.1691 

29.95 

60 

30.05 

25.00 

7.51 

0.0250 

0.3419 

33.52 

65 

31.48 

20.00 

6.30 

0.0200 

0.4488 

33.52 

80 

46.48 

5.00 

2.32 

0.0015 

0.0009 

29.62 

70 

40.38 

20.00 

8.08 

0.0200 

0.5552 

28.77 

60 

31.23 

20.00 

6.25 

0.0200 

0.6143 

36.33 

60 

23.67 

25.00 

5.92 

0.0250 

0.2728 

23.40 

60 

36.60 

20.00 

7.32 

0.0150 

0.6473 

23.40 

90 

66.60 

5.00 

3.33 

0.0015 

0.0095 

35.54 

65 

29.46 

20.00 

5.89 

0.0200 

0.1761 

34.94 

60 

25.06 

25.00 

6.26 

0.0250 

0.1139 

46.59 

78 

31.41 

20.00 

6.28 

0.0200 

0.2694 

26.11 

65 

38.89 

20.00 

7.78 

0.0200 

0.5592 

29.91 

70 

40.09 

20.00 

8.02 

0.0200 

0.2723 

29.74 

70 

40.26 

20.00 

8.05 

0.0200 

0.1013 


Dadawat 


Deshma 


0822000102593600 


0822000102591100 


4.96 Fresh 


13.08 Fresh 


Non-command 

Gneisses(B.G.C) 

0.88 

11.69 

90 

78.31 

4.00 

3.13 

0.0015 

0.0041 

Non-command 

Gneisses(B.G.C) 

2.25 

11.86 

90 

78.15 

4.00 

3.13 

0.0015 

0.0106 

Non-command 

Gneisses(B.G.C) 

1.28 

11.55 

90 

78.45 

4.00 

3.14 

0.0015 

0.0060 

Non-command 

Gneisses(B.G.C) 

4.77 

13.36 

90 

76.64 

4.00 

3.07 

0.0015 

0.0219 

Non-command 

Gneisses(B.G.C) 

1.86 

5.47 

90 

84.53 

4.00 

3.38 

0.0015 

0.0094 

Non-command 

Phyllite & Schist 

6.60 

5.47 

90 

84.53 

5.00 

4.23 

0.0015 

0.0419 

Command 

Phyllite & Schist 

0.00 

12.39 

90 

77.61 

5.00 

3.88 

0.0015 

0.0000 

Non-command 

Phyllite & Schist 

18.98 

12.39 

90 

77.61 

5.00 

3.88 

0.0015 

0.1105 

Non-command 

Gneisses(B.G.C) 

1.36 

14.09 

90 

75.91 

4.00 

3.04 

0.0015 

0.0062 

Non-command 

Gneisses(B.G.C) 

6.07 

11.88 

90 

78.12 

4.00 

3.12 

0.0015 

0.0285 


















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 


Census Code 



Diggi 


Ganwar 


Ghati 


Govindpura @ Keriya 


Hathgi 


Kacholiya 


Khera Kumbholao 


Kurthal 


Malpura Urban 


Peenani 


0822000102594100 


0822000102594300 


0822000102591300 


0822000102599100 


0822000102591200 


0822000102596400 


0822000102591800 


0822000102591600 


0822000102591000 


0822000142201000 


0822000102594200 



Rajpura 


Rampura Bas Ganwar 


Roopaheli 


Sadarpura 


0822000102593800 


0822000102593900 


0822000102596800 


0822000102596300 


Sawai Ramsingh @ Bibli Khe 


Shyopur 


Sindoliya 


Aliyari 



Ataleekpura 


Azizpura (Sainpura) 



Bas Jagroop 


Bas Udda 


Beejwar 


Bhagwan Pura 


0822000102592000 


0822000102591500 


0822000102594000 


0822000102593700 


0822000502650200 


0822000102598900 


0822000102600600 


0822000102595900 


0822000202612900 


0822000202610700 


0822000502650400 


0822000502647600 


0822000502651900 


0822000502647900 


0822000502650800 


0822000202610600 


0822000102596000 


Bhanwata 


Bhawalpur 


Bheepur 



Chand Sen 


0822000502649300 


0822000102599500 


0822000102595700 


0822000102600300 


0822000202611100 


0822000102596100 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 


Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Command 

Fresh 

Non-command 


Command 

Fresh 

Non-command 


Command 

Fresh 

Command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Command 

Fresh 

Non-command 


Command 

Fresh 

Non-command 


Command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Command 

Fresh 

Command 


Non-command 

Fresh 

Non-command 

Fresh 

Command 


Fresh Command 

Non-command 
Fresh Command 

Non-command 


Command 

Fresh Non-command 

Command 
Fresh Command 


Hydrogeological Unit 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.88 

90 

78.12 

5.00 

3.91 

0.0015 

0.0152 

11.30 

90 

78.70 

4.00 

3.15 

0.0015 

0.0234 

11.30 

90 

78.70 

5.00 

3.94 

0.0015 

0.0204 

9.94 

90 

80.06 

5.00 

4.00 

0.0015 

0.1829 

12.28 

90 

77.72 

4.00 

3.11 

0.0015 

0.0877 

24.51 

90 

65.49 

5.00 

3.27 

0.0015 

0.0121 

11.89 

90 

78.11 

4.00 

3.12 

0.0015 

0.0195 

10.44 

90 

79.56 

4.00 

3.18 

0.0015 

0.0638 

14.00 

90 

76.00 

4.00 

3.04 

0.0015 

0.0372 

12.51 

90 

77.49 

4.00 

3.10 

0.0015 

0.0320 

11.84 

90 

78.16 

5.00 

3.91 

0.0015 

0.0017 

11.79 

90 

78.21 

5.00 

3.91 

0.0015 

0.0574 

9.42 

90 

80.58 

4.00 

3.22 

0.0015 

0.0049 

9.42 

90 

80.58 

5.00 

4.03 

0.0015 

0.0517 

14.16 

90 

75.84 

4.00 

3.03 

0.0015 

0.0588 

11.06 

90 

78.94 

4.00 

3.16 

0.0015 

0.0254 

15.12 

90 

74.88 

4.00 

3.00 

0.0015 

0.0082 

7.56 

90 

82.44 

4.00 

3.30 

0.0015 

0.0444 

7.56 

90 

82.44 

5.00 

4.12 

0.0015 

0.0108 

11.26 

90 

78.74 

4.00 

3.15 

0.0015 

0.0019 

11.80 

90 

78.20 

4.00 

3.13 

0.0015 

0.0010 

10.35 

90 

79.65 

4.00 

3.19 

0.0015 

0.0339 

14.95 

90 

75.05 

4.00 

3.00 

0.0015 

0.0096 

13.58 

90 

76.42 

5.00 

3.82 

0.0015 

0.0128 

13.58 

90 

76.42 

5.00 

3.82 

0.0015 

0.0328 

33.91 

90 

56.09 

5.00 

2.80 

0.0015 

0.0099 

33.91 

90 

56.09 

5.00 

2.80 

0.0015 

0.0002 

14.42 

90 

75.58 

5.00 

3.78 

0.0015 

0.0086 

14.42 

90 

75.58 

5.00 

3.78 

0.0015 

0.0183 

12.83 

90 

77.17 

5.00 

3.86 

0.0015 

0.0140 

12.83 

90 

77.17 

5.00 

3.86 

0.0015 

0.0083 

12.28 

90 

77.72 

5.00 

3.89 

0.0015 

0.0109 

12.63 

90 

77.37 

5.00 

3.87 

0.0015 

0.0002 

12.63 

90 

77.37 

5.00 

3.87 

0.0015 

0.0048 

12.24 

90 

77.76 

5.00 

3.89 

0.0015 

0.0061 

12.24 

90 

77.76 

5.00 

3.89 

0.0015 

0.0174 

22.09 

90 

67.91 

5.00 

3.40 

0.0015 

0.0461 

22.09 

90 

67.91 

5.00 

3.40 

0.0015 

0.0013 

15.52 

90 

74.48 

5.00 

3.72 

0.0015 

0.0006 

17.84 

90 

72.16 

5.00 

3.61 

0.0015 

0.0113 

11.99 

90 

78.01 

5.00 

3.90 

0.0015 

0.0134 

13.42 

90 

76.58 

5.00 

3.83 

0.0015 

0.0308 

13.74 

90 

76.26 

5.00 

3.81 

0.0015 

0.0122 

13.74 

90 

76.26 

5.00 

3.81 

0.0015 

0.0152 

17.18 

90 

72.82 

5.00 

3.64 

0.0015 

0.0000 

21.06 

90 

68.94 

5.00 

3.45 

0.0015 

0.0244 

9.97 

90 

80.03 

5.00 

4.00 

0.0015 

0.0038 

9.97 

90 

80.03 

5.00 

4.00 

0.0015 

0.0282 

14.90 

90 

75.10 

5.00 

3.75 

0.0015 

0.0619 

14.90 

90 

75.10 

5.00 

3.75 

0.0015 

0.0351 

14.90 

90 

75.10 

5.00 

3.75 

0.0015 

0.0021 

12.47 

90 

77.53 

5.00 

3.88 

0.0015 

0.0215 

12.47 

90 

77.53 

5.00 

3.88 

0.0015 

0.0002 

12.39 

90 

77.61 

5.00 

3.88 

0.0015 

0.0415 

12.39 

90 

77.61 

5.00 

3.88 

0.0015 

0.0641 
















































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.39 

90 

77.61 

5.00 

3.88 

0.0015 

0.0003 

8.82 

50 

41.18 

20.00 

8.24 

0.0150 

0.0000 

20.62 

90 

69.38 

5.00 

3.47 

0.0015 

0.0198 

19.20 

90 

70.80 

5.00 

3.54 

0.0015 

0.0011 

19.20 

90 

70.80 

5.00 

3.54 

0.0015 

0.0077 

12.24 

90 

77.76 

5.00 

3.89 

0.0015 

0.0035 

12.24 

90 

77.76 

5.00 

3.89 

0.0015 

0.0292 

10.62 

90 

79.38 

5.00 

3.97 

0.0015 

0.0027 

10.51 

50 

39.49 

20.00 

7.90 

0.0150 

0.5819 

10.51 

50 

39.49 

20.00 

7.90 

0.0150 

0.1938 

10.51 

90 

79.49 

5.00 

3.97 

0.0015 

0.0002 

10.51 

50 

39.49 

5.00 

1.97 

0.0150 

0.0022 

10.51 

50 

39.49 

5.00 

1.97 

0.0150 

0.0000 

9.94 

90 

80.06 

5.00 

4.00 

0.0015 

0.0005 

9.94 

90 

80.06 

5.00 

4.00 

0.0015 

0.0174 

12.11 

50 

37.89 

20.00 

7.58 

0.0150 

0.1591 

12.11 

90 

77.89 

5.00 

3.89 

0.0015 

0.0024 

19.40 

90 

70.60 

5.00 

3.53 

0.0015 

0.0000 

19.40 

90 

70.60 

5.00 

3.53 

0.0015 

0.0000 

19.40 

60 

40.60 

10.00 

4.06 

0.0150 

0.5653 

19.40 

90 

70.60 

5.00 

3.53 

0.0015 

0.0324 

23.06 

60 

36.94 

10.00 

3.69 

0.0150 

0.0851 

23.06 

90 

66.94 

5.00 

3.35 

0.0015 

0.0200 

16.83 

90 

73.17 

5.00 

3.66 

0.0015 

0.0041 

15.15 

90 

74.85 

5.00 

3.74 

0.0015 

0.0026 

15.15 

90 

74.85 

5.00 

3.74 

0.0015 

0.0067 

15.15 

90 

74.85 

5.00 

3.74 

0.0015 

0.0044 

24.51 

90 

65.49 

5.00 

3.27 

0.0015 

0.0188 

24.51 

90 

65.49 

5.00 

3.27 

0.0015 

0.0421 

14.82 

90 

75.18 

5.00 

3.76 

0.0015 

0.0022 

14.82 

90 

75.18 

5.00 

3.76 

0.0015 

0.0002 

14.82 

90 

75.18 

5.00 

3.76 

0.0015 

0.0305 

13.10 

90 

76.90 

5.00 

3.85 

0.0015 

0.0306 

13.10 

90 

76.90 

5.00 

3.85 

0.0015 

0.0942 

12.06 

90 

77.94 

5.00 

3.90 

0.0015 

0.0567 

11.98 

90 

78.02 

5.00 

3.90 

0.0015 

0.0306 

11.98 

90 

78.02 

5.00 

3.90 

0.0015 

0.0067 

12.08 

50 

37.92 

20.00 

7.58 

0.0150 

0.0083 

12.08 

50 

37.92 

20.00 

7.58 

0.0150 

0.0126 

12.08 

90 

77.92 

5.00 

3.90 

0.0015 

0.0289 

12.02 

90 

77.98 

5.00 

3.90 

0.0015 

0.0047 

11.77 

50 

38.23 

20.00 

7.65 

0.0150 

0.0539 

11.77 

50 

38.23 

20.00 

7.65 

0.0150 

0.0107 

11.77 

90 

78.23 

5.00 

3.91 

0.0015 

0.0162 

10.29 

50 

39.71 

20.00 

7.94 

0.0150 

0.0288 

15.34 

60 

44.66 

10.00 

4.47 

0.0150 

0.0337 

15.34 

90 

74.66 

5.00 

3.73 

0.0015 

0.0279 

12.11 

50 

37.89 

20.00 

7.58 

0.0150 

0.2670 

12.11 

90 

77.89 

5.00 

3.89 

0.0015 

0.0302 

14.96 

90 

75.04 

5.00 

3.75 

0.0015 

0.0484 

14.96 

90 

75.04 

5.00 

3.75 

0.0015 

0.0184 

16.11 

90 

73.89 

5.00 

3.69 

0.0015 

0.0743 

16.11 

90 

73.89 

5.00 

3.69 

0.0015 

0.0065 

16.11 

90 

73.89 

5.00 

3.69 

0.0015 

0.0192 

13.54 

90 

76.46 

5.00 

3.82 

0.0015 

0.0035 































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

13.54 

90 

76.46 

5.00 

3.82 

0.0015 

0.0003 

13.54 

90 

76.46 

5.00 

3.82 

0.0015 

0.0735 

11.98 

90 

78.02 

5.00 

3.90 

0.0015 

0.0103 

11.44 

90 

78.56 

5.00 

3.93 

0.0015 

0.0050 

14.86 

60 

45.14 

10.00 

4.51 

0.0150 

0.0054 

14.86 

90 

75.14 

5.00 

3.76 

0.0015 

0.0351 

27.67 

90 

62.33 

5.00 

3.12 

0.0015 

0.0411 

27.67 

90 

62.33 

5.00 

3.12 

0.0015 

0.0280 

27.67 

90 

62.33 

5.00 

3.12 

0.0015 

0.0005 

27.67 

90 

62.33 

5.00 

3.12 

0.0015 

0.0255 

17.72 

90 

72.28 

5.00 

3.61 

0.0015 

0.0261 

12.15 

90 

77.85 

5.00 

3.89 

0.0015 

0.0137 

12.15 

90 

77.85 

5.00 

3.89 

0.0015 

0.0269 

9.30 

50 

40.70 

20.00 

8.14 

0.0150 

0.1756 

10.25 

50 

39.75 

20.00 

7.95 

0.0150 

0.4768 

10.25 

50 

39.75 

20.00 

7.95 

0.0150 

0.0357 

15.64 

90 

74.36 

5.00 

3.72 

0.0015 

0.0276 

15.64 

90 

74.36 

5.00 

3.72 

0.0015 

0.0040 

15.64 

90 

74.36 

5.00 

3.72 

0.0015 

0.0038 

15.25 

90 

74.75 

5.00 

3.74 

0.0015 

0.0000 

12.33 

90 

77.67 

5.00 

3.88 

0.0015 

0.0060 

16.48 

90 

73.52 

5.00 

3.68 

0.0015 

0.0154 

12.30 

90 

77.70 

5.00 

3.89 

0.0015 

0.0064 

12.30 

90 

77.70 

5.00 

3.89 

0.0015 

0.0173 

11.66 

50 

38.34 

20.00 

7.67 

0.0150 

0.1409 

11.66 

50 

38.34 

20.00 

7.67 

0.0150 

0.3093 

11.66 

90 

78.34 

5.00 

3.92 

0.0015 

0.0029 

12.80 

90 

77.20 

5.00 

3.86 

0.0015 

0.0119 

12.71 

90 

77.29 

5.00 

3.86 

0.0015 

0.0278 

16.89 

90 

73.11 

5.00 

3.66 

0.0015 

0.0074 

10.49 

90 

79.51 

5.00 

3.98 

0.0015 

0.0006 

18.06 

90 

71.94 

5.00 

3.60 

0.0015 

0.1152 

12.07 

90 

77.93 

5.00 

3.90 

0.0015 

0.0047 

12.07 

90 

77.93 

5.00 

3.90 

0.0015 

0.0137 

10.99 

50 

39.01 

20.00 

7.80 

0.0150 

0.4352 

10.99 

50 

39.01 

20.00 

7.80 

0.0150 

0.1172 

10.99 

90 

79.01 

5.00 

3.95 

0.0015 

0.0392 

26.83 

90 

63.17 

5.00 

3.16 

0.0015 

0.0163 

12.14 

90 

77.86 

5.00 

3.89 

0.0015 

0.0443 

12.14 

90 

77.86 

5.00 

3.89 

0.0015 

0.0140 

17.73 

90 

72.27 

5.00 

3.61 

0.0015 

0.0036 

11.96 

90 

78.04 

5.00 

3.90 

0.0015 

0.0034 

11.96 

90 

78.04 

5.00 

3.90 

0.0015 

0.0017 

12.58 

90 

77.42 

5.00 

3.87 

0.0015 

0.0430 

12.58 

90 

77.42 

5.00 

3.87 

0.0015 

0.0017 

15.55 

90 

74.45 

5.00 

3.72 

0.0015 

0.0547 

18.68 

90 

71.32 

5.00 

3.57 

0.0015 

0.0130 

11.05 

50 

38.95 

20.00 

7.79 

0.0150 

0.2915 

11.05 

50 

38.95 

20.00 

7.79 

0.0150 

0.3736 

17.67 

90 

72.33 

4.00 

2.89 

0.0015 

0.0000 

17.67 

90 

72.33 

5.00 

3.62 

0.0015 

0.0113 

17.67 

90 

72.33 

5.00 

3.62 

0.0015 

0.0094 

17.79 

90 

72.21 

5.00 

3.61 

0.0015 

0.0301 

11.71 

90 

78.29 

5.00 

3.91 

0.0015 

0.0014 

12.11 

90 

77.89 

5.00 

3.89 

0.0015 

0.0273 




























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone (Fresh 
/ Saline) 



07010071 


Ramchandrapura 


Rameshwarpura 


Rindalya Rampura 


Shri Gopalpura 


Sitarampura 


Teelanju 


Amba Pura 


Amli Charnan 


Ankauriya 


Antoli 


Asan Jogiyan 


Badgaon @ Jarkhiya 


Balapura 


Banthali 


Barh Dorai 


Bheeleda 


Borada 


Brijlal Nagar 


Dadawat 


Dang 


Dangra 


Dantri 


Datob 


Deogaon 


Deoriya 


Dhanota 


Dhasook 


Dheebru 


0822000502648000 


0822000502647300 


0822000502647700 


0822000102600900 


0822000502649400 


0822000102599800 


0822000102592600 


0821000102499200 


0822000102589100 


0822000102592800 


0822000102593100 


0821000102499000 


0821000802568300 


0822000102596700 


0822000102592900 


0821000802569300 


0822000102596200 


Dothli 


Ganeshpura 


0822000102593600 


0821000102498200 


0821000102498100 


0821000802569200 


0822000502647000 


0821000902578600 


0821000802569100 


0822000102598500 


0821000102499600 


0822000102597800 


0821000802568800 


0822000102596500 


0821000102499900 


0822000102593200 


1.93 Fresh 


4.54 Fresh 


6.24 Fresh 


2.79 Fresh 


5.08 Fresh 


14.51 Fresh 


8.84 Fresh 


Saline 


12.28 Fresh 




Type of Area 

(Command / Non- Hydrogeological Unit 
command) 



9.62 Fresh 


3.56 Fresh 


Command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.11 

90 

77.89 

5.00 

3.89 

0.0015 

0.0254 

17.97 

90 

72.03 

5.00 

3.60 

0.0015 

0.0103 

25.31 

90 

64.69 

5.00 

3.23 

0.0015 

0.0000 

16.99 

90 

73.01 

5.00 

3.65 

0.0015 

0.0340 

16.99 

90 

73.01 

5.00 

3.65 

0.0015 

0.0002 

12.67 

90 

77.33 

5.00 

3.87 

0.0015 

0.0162 

17.61 

90 

72.39 

5.00 

3.62 

0.0015 

0.0000 

15.60 

90 

74.40 

5.00 

3.72 

0.0015 

0.0362 

15.60 

90 

74.40 

5.00 

3.72 

0.0015 

0.0447 

32.11 

90 

57.89 

5.00 

2.89 

0.0015 

0.0157 

32.11 

90 

57.89 

5.00 

2.89 

0.0015 

0.0303 

32.11 

90 

57.89 

5.00 

2.89 

0.0015 

0.0007 

32.11 

90 

57.89 

5.00 

2.89 

0.0015 

0.0059 

10.21 

50 

39.79 

20.00 

7.96 

0.0150 

0.0721 

10.21 

50 

39.79 

5.00 

1.99 

0.0150 

0.0012 

10.21 

50 

39.79 

5.00 

1.99 

0.0150 

0.0002 

14.02 

90 

75.98 

4.00 

3.04 

0.0015 

0.0380 

14.02 

90 

75.98 

4.00 

3.04 

0.0015 

0.0023 

33.91 

90 

56.09 

5.00 

2.80 

0.0015 

0.0416 

33.91 

90 

56.09 

5.00 

2.80 

0.0015 

0.0000 

13.84 

90 

76.17 

4.00 

3.05 

0.0015 

0.0450 

18.35 

80 

61.65 

4.00 

2.47 

0.0015 

0.0677 

14.33 

90 

75.67 

4.00 

3.03 

0.0015 

0.0985 

11.81 

90 

78.19 

4.00 

3.13 

0.0015 

0.0209 

13.39 

90 

76.61 

4.00 

3.06 

0.0015 

0.0024 

13.39 

90 

76.61 

4.00 

3.06 

0.0015 

0.0179 

13.08 

90 

76.92 

4.00 

3.08 

0.0015 

0.0116 

13.08 

90 

76.92 

4.00 

3.08 

0.0015 

0.0535 

16.68 

80 

63.32 

4.00 

2.53 

0.0015 

0.0181 

14.18 

80 

65.82 

4.00 

2.63 

0.0015 

0.0314 

14.34 

90 

75.66 

4.00 

3.03 

0.0015 

0.0074 

12.28 

90 

77.72 

4.00 

3.11 

0.0015 

0.0254 

13.56 

80 

66.44 

4.00 

2.66 

0.0015 

0.0112 

5.47 

90 

84.53 

4.00 

3.38 

0.0015 

0.0002 

5.47 

90 

84.53 

5.00 

4.23 

0.0015 

0.0041 

9.09 

90 

80.91 

4.00 

3.24 

0.0015 

0.2027 

9.09 

90 

80.91 

4.00 

3.24 

0.0015 

0.0052 

14.09 

90 

75.91 

4.00 

3.04 

0.0015 

0.0164 

14.54 

80 

65.46 

4.00 

2.62 

0.0015 

0.0024 

14.66 

80 

65.34 

4.00 

2.61 

0.0015 

0.0002 

14.66 

80 

65.34 

4.00 

2.61 

0.0015 

0.0002 

11.49 

80 

68.51 

4.00 

2.74 

0.0015 

0.0180 

17.04 

90 

72.96 

4.00 

2.92 

0.0015 

0.0416 

13.69 

60 

46.31 

10.00 

4.63 

0.0015 

0.0000 

13.69 

60 

46.31 

10.00 

4.63 

0.0015 

0.0201 

13.68 

80 

66.32 

4.00 

2.65 

0.0015 

0.0273 

28.34 

90 

61.66 

5.00 

3.08 

0.0015 

0.0185 

14.84 

80 

65.16 

4.00 

2.61 

0.0015 

0.0489 

11.12 

90 

78.88 

4.00 

3.16 

0.0015 

0.0093 

11.12 

90 

78.88 

4.00 

3.16 

0.0015 

0.0291 

12.47 

80 

67.53 

4.00 

2.70 

0.0015 

0.0070 

9.61 

90 

80.39 

4.00 

3.22 

0.0015 

0.0535 

9.61 

90 

80.39 

5.00 

4.02 

0.0015 

0.0032 

15.03 

80 

64.97 

4.00 

2.60 

0.0015 

0.0375 

13.26 

90 

76.74 

4.00 

3.07 

0.0015 

0.0001 





















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

13.26 

90 

76.74 

4.00 

3.07 

0.0015 

0.0163 

24.51 

90 

65.49 

5.00 

3.27 

0.0015 

0.0190 

33.30 

90 

56.70 

5.00 

2.84 

0.0015 

0.0399 

14.24 

80 

65.76 

4.00 

2.63 

0.0015 

0.0224 

11.60 

80 

68.40 

4.00 

2.74 

0.0015 

0.0032 

16.38 

80 

63.62 

4.00 

2.54 

0.0015 

0.0255 

16.38 

80 

63.62 

4.00 

2.54 

0.0015 

0.0029 

15.14 

80 

64.86 

4.00 

2.59 

0.0015 

0.0241 

13.10 

90 

76.90 

4.00 

3.08 

0.0015 

0.0746 

10.44 

90 

79.56 

4.00 

3.18 

0.0015 

0.0113 

13.63 

90 

76.37 

4.00 

3.05 

0.0015 

0.0531 

13.63 

90 

76.37 

4.00 

3.05 

0.0015 

0.0041 

12.76 

90 

77.24 

4.00 

3.09 

0.0015 

0.0554 

13.22 

80 

66.78 

4.00 

2.67 

0.0015 

0.0011 

11.03 

90 

78.97 

4.00 

3.16 

0.0015 

0.0684 

15.04 

80 

64.96 

4.00 

2.60 

0.0015 

0.0722 

14.72 

80 

65.28 

4.00 

2.61 

0.0015 

0.0276 

14.00 

90 

76.00 

4.00 

3.04 

0.0015 

0.0223 

17.34 

80 

62.66 

4.00 

2.51 

0.0015 

0.0293 

26.84 

90 

63.16 

5.00 

3.16 

0.0015 

0.0389 

13.92 

90 

76.08 

4.00 

3.04 

0.0015 

0.1332 

13.92 

90 

76.08 

4.00 

3.04 

0.0015 

0.0172 

14.42 

80 

65.58 

4.00 

2.62 

0.0015 

0.0718 

23.25 

80 

56.75 

4.00 

2.27 

0.0015 

0.0048 

13.63 

80 

66.37 

4.00 

2.65 

0.0015 

0.0585 

16.42 

90 

73.59 

4.00 

2.94 

0.0015 

0.0211 

16.42 

90 

73.59 

4.00 

2.94 

0.0015 

0.0000 

27.67 

90 

62.33 

5.00 

3.12 

0.0015 

0.0263 

14.74 

80 

65.26 

4.00 

2.61 

0.0015 

0.0055 

11.56 

90 

78.44 

4.00 

3.14 

0.0015 

0.0157 

14.58 

90 

75.42 

4.00 

3.02 

0.0015 

0.0263 

14.58 

90 

75.42 

4.00 

3.02 

0.0015 

0.0181 

13.28 

90 

76.72 

4.00 

3.07 

0.0015 

0.0669 

13.28 

90 

76.72 

4.00 

3.07 

0.0015 

0.0044 

9.87 

90 

80.13 

4.00 

3.21 

0.0015 

0.0551 

9.87 

90 

80.13 

4.00 

3.21 

0.0015 

0.0031 

12.31 

90 

77.69 

4.00 

3.11 

0.0015 

0.0105 

12.45 

80 

67.55 

4.00 

2.70 

0.0015 

0.0210 

13.24 

90 

76.76 

4.00 

3.07 

0.0015 

0.0074 

13.24 

90 

76.76 

4.00 

3.07 

0.0015 

0.0124 

13.44 

90 

76.56 

4.00 

3.06 

0.0015 

0.0335 

32.62 

90 

57.38 

5.00 

2.87 

0.0015 

0.0123 

11.79 

90 

78.21 

4.00 

3.13 

0.0015 

0.0008 

11.79 

90 

78.21 

5.00 

3.91 

0.0015 

0.1549 

15.37 

80 

64.63 

4.00 

2.59 

0.0015 

0.0164 

15.29 

80 

64.71 

4.00 

2.59 

0.0015 

0.0093 

15.29 

80 

64.71 

4.00 

2.59 

0.0015 

0.0068 

16.29 

90 

73.71 

4.00 

2.95 

0.0015 

0.0522 

16.29 

90 

73.71 

5.00 

3.69 

0.0015 

0.0317 

12.02 

80 

67.98 

4.00 

2.72 

0.0015 

0.0348 

22.36 

90 

67.64 

4.00 

2.71 

0.0015 

0.0017 

22.36 

90 

67.64 

5.00 

3.38 

0.0015 

0.0310 

22.36 

90 

67.64 

5.00 

3.38 

0.0015 

0.0903 

17.62 

80 

62.38 

4.00 

2.50 

0.0015 

0.0372 

14.39 

80 

65.61 

4.00 

2.62 

0.0015 

0.0094 


































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 


Neemera 


Pandarwara 


Panwaliya 


Pathraj Kalan 


Phool Maliya 


Rajpura 


Ramchandrapura 


Rameshwarpura 


Ramgarh 


Rampura Bas Bagri 


Reedlya Bujurg 


Roopaheli 


Sadapur 


Sali Lakhapura 


Sandoliya 


Sanodiya 


Sarwar 


Sawai Ram Singhpura @ Arni 


Sawariya 


Seel 


Shambhoopura 


Shankarpura 


Sindoliya 


Sotwara 


Srirampura 


Suwadiyari 


Tantiya 


Thari 


03001001 


Census Code 


0822000502647800 


0822000102592200 


0821000102498700 


0822000502648200 


0821000102499800 


0822000502647500 


0822000502648100 


0822000102597200 


0822000102593800 


0822000502648000 


0822000502647300 


0821000802568900 


0822000102593500 


0822000102598300 


0822000102596800 


0821000802569000 


0822000102598200 


0821000102498400 


0822000102597500 


0821000102500100 


0822000102597300 


0822000502646500 


0821000102498300 


0821000902578500 


0822000102593300 


0822000102593700 


0822000102592100 


0821000802568200 


0822000102592300 


0822000102598100 


0822000102589300 


0822000102599000 


0806000900886600 


0806000900886800 


0806000900885000 


0812001101592700 


Zone (Fresh 
/ Saline) 


21.60 Fresh 


Saline 


27.15 Fresh 


Saline 


3.73 Fresh 


Saline 


11.38 Fresh 


Saline 


17.66 Fresh 


30.00 Fresh 


11.98 Fresh 


Saline 


6.42 Fresh 


12.93 Fresh 


1.93 Fresh 


4.54 Fresh 


Saline 


2.63 Fresh 


8.39 Fresh 


Saline 


11.95 Fresh 


12.45 Fresh 


10.13 Fresh 


3.95 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 


River Basin: Banganga 


Sub Basin: Banganga 


12.50 Fresh 


5.55 Fresh 


11.12 Fresh 


5.35 Fresh 


Non-command 

Quartzite 

Non-command 

Slate 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

18.06 

90 

71.94 

5.00 

3.60 

0.0015 

18.06 

90 

71.94 

5.00 

3.60 

0.0015 

13.39 

90 

76.61 

4.00 

3.06 

0.0015 

13.39 

90 

76.61 

4.00 

3.06 

0.0015 

16.47 

80 

63.53 

4.00 

2.54 

0.0015 

16.47 

80 

63.53 

4.00 

2.54 

0.0015 

15.74 

90 

74.26 

4.00 

2.97 

0.0015 

15.74 

90 

74.26 

4.00 

2.97 

0.0015 

15.74 

90 

74.26 

5.00 

3.71 

0.0015 

15.25 

80 

64.75 

4.00 

2.59 

0.0015 

18.68 

90 

71.32 

4.00 

2.85 

0.0015 

18.68 

90 

71.32 

5.00 

3.57 

0.0015 

18.68 

90 

71.32 

4.00 

2.85 

0.0015 

18.68 

90 

71.32 

5.00 

3.57 

0.0015 

17.67 

90 

72.33 

5.00 

3.62 

0.0015 

17.67 

90 

72.33 

5.00 

3.62 

0.0015 

8.78 

90 

81.22 

4.00 

3.25 

0.0015 

14.16 

90 

75.84 

4.00 

3.03 

0.0015 

17.97 

90 

72.03 

5.00 

3.60 

0.0015 

25.31 

90 

64.69 

5.00 

3.23 

0.0015 

25.31 

90 

64.69 

5.00 

3.23 

0.0015 

12.41 

80 

67.59 

4.00 

2.70 

0.0015 

13.89 

90 

76.11 

4.00 

3.04 

0.0015 

13.89 

90 

76.11 

4.00 

3.04 

0.0015 

14.38 

90 

75.62 

4.00 

3.02 

0.0015 

14.38 

90 

75.62 

5.00 

3.78 

0.0015 

15.12 

90 

74.88 

4.00 

3.00 

0.0015 

12.90 

80 

67.10 

4.00 

2.68 

0.0015 

15.29 

90 

74.71 

4.00 

2.99 

0.0015 

15.29 

90 

74.71 

5.00 

3.74 

0.0015 

20.75 

80 

59.25 

4.00 

2.37 

0.0015 

12.54 

90 

77.46 

4.00 

3.10 

0.0015 

13.07 

80 

66.93 

4.00 

2.68 

0.0015 

10.97 

90 

79.03 

4.00 

3.16 

0.0015 

16.64 

90 

73.36 

4.00 

2.93 

0.0015 

16.32 

80 

63.68 

4.00 

2.55 

0.0015 

15.21 

60 

44.79 

10.00 

4.48 

0.0015 

15.21 

60 

44.79 

10.00 

4.48 

0.0015 

12.70 

90 

77.30 

4.00 

3.09 

0.0015 

14.95 

90 

75.05 

4.00 

3.00 

0.0015 

12.50 

90 

77.50 

4.00 

3.10 

0.0015 

12.50 

90 

77.50 

4.00 

3.10 

0.0015 

13.44 

80 

66.56 

4.00 

2.66 

0.0015 

13.87 

90 

76.13 

4.00 

3.05 

0.0015 

13.89 

90 

76.12 

4.00 

3.04 

0.0015 

11.86 

90 

78.14 

4.00 

3.13 

0.0015 

11.86 

90 

78.14 

4.00 

3.13 

0.0015 

32.11 

90 

57.89 

5.00 

2.89 

0.0015 


6.34 

22.38 

100 

77.62 

5.00 

3.88 

0.0015 

1.92 

22.38 

100 

77.62 

5.00 

3.88 

0.0015 

2.46 

20.54 

100 

79.46 

5.00 

3.97 

0.0015 

0.00 

23.47 

100 

76.53 

5.00 

3.83 

0.0015 

4.21 

16.96 

120 

103.04 

5.00 

5.15 

0.0015 


Static 

Groundwater 

Resources, 

Mm 3 

o.ooiT 

0.0002 

0.0279 

0.0968 

0.0110 

0.0032 

0.0058 

0.0030 

0.0022 

0.0686 

0.0309 

0.0145 

0.0069 

0.0858 

0.0001 

0.0183 

0.0313 

0.0000 

0.0001 

0.0045 

0.0175 

0.0000 

0.0337 

0.0046 

0.0415 

0.0159 

0.0478 

0.0068 

0.0094 

0.0104 

0.0069 

0.0045 

0.0376 

0.0439 

0.0922 

0.0016 

0.0000 

0.0034 

0.0032 

0.0478 

0.0388 

0.0004 

0.0413 

0.0067 

0.0598 

0.0017 

0.0164 

0.0132 


0.0369 

0.0112 

0.0147 

0.0000 

0.0325 

































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite &! 


Quartzite 


Quartzite 


Slate 


Quartzite 


Slate 


Quartzite 


Quartzite 


Slate 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Slate 


Phyllite &! 


Quartzite 


Quartzite 


Slate 


Phyllite &! 


Phyllite &! 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Phyllite &! 


Quartzite 


Quartzite 


Quartzite 


Slate 


Phyllite &! 


Quartzite 


Quartzite 


Slate 


Quartzite 


Quartzite 


Slate 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Phyllite &! 


Quartzite 


Phyllite &! 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Phyllite &! 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Phyllite &! 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

18.03 

80 

61.97 

5.00 

3.10 

0.0015 

0.0195 

18.03 

120 

101.97 

5.00 

5.10 

0.0015 

0.0199 

22.08 

100 

77.92 

5.00 

3.90 

0.0015 

0.0227 

22.08 

100 

77.92 

5.00 

3.90 

0.0015 

0.0004 

20.60 

100 

79.40 

5.00 

3.97 

0.0015 

0.0026 

20.60 

100 

79.40 

5.00 

3.97 

0.0015 

0.0035 

28.81 

72 

43.19 

5.00 

2.16 

0.0015 

0.0010 

23.80 

100 

76.20 

5.00 

3.81 

0.0015 

0.0081 

23.80 

100 

76.20 

5.00 

3.81 

0.0015 

0.0168 

22.75 

100 

77.25 

5.00 

3.86 

0.0015 

0.0108 

24.19 

120 

95.81 

5.00 

4.79 

0.0015 

0.0003 

15.38 

120 

104.62 

5.00 

5.23 

0.0015 

0.0007 

24.57 

100 

75.43 

5.00 

3.77 

0.0015 

0.0034 

24.57 

100 

75.43 

5.00 

3.77 

0.0015 

0.0044 

23.29 

80 

56.71 

5.00 

2.84 

0.0015 

0.0012 

25.01 

120 

94.99 

5.00 

4.75 

0.0015 

0.0001 

23.55 

100 

76.45 

5.00 

3.82 

0.0015 

0.0049 

23.55 

100 

76.45 

5.00 

3.82 

0.0015 

0.0032 

23.07 

80 

56.93 

5.00 

2.85 

0.0015 

0.0003 

17.02 

80 

62.98 

5.00 

3.15 

0.0015 

0.0561 

17.02 

120 

102.98 

5.00 

5.15 

0.0015 

0.0644 

22.94 

120 

97.06 

5.00 

4.85 

0.0015 

0.0043 

19.45 

72 

52.55 

5.00 

2.63 

0.0015 

0.0084 

23.41 

100 

76.59 

5.00 

3.83 

0.0015 

0.0031 

23.25 

80 

56.75 

5.00 

2.84 

0.0015 

0.0038 

23.25 

120 

96.75 

5.00 

4.84 

0.0015 

0.0024 

14.16 

100 

85.84 

5.00 

4.29 

0.0015 

0.0028 

21.95 

100 

78.05 

5.00 

3.90 

0.0015 

0.0318 

21.95 

100 

78.05 

5.00 

3.90 

0.0015 

0.0386 

22.95 

80 

57.05 

5.00 

2.85 

0.0015 

0.0101 

22.95 

120 

97.05 

5.00 

4.85 

0.0015 

0.0001 

23.16 

100 

76.84 

5.00 

3.84 

0.0015 

0.0213 

23.16 

100 

76.84 

5.00 

3.84 

0.0015 

0.0071 

18.41 

100 

81.59 

5.00 

4.08 

0.0015 

0.0307 

24.61 

100 

75.39 

5.00 

3.77 

0.0015 

0.0501 

24.61 

100 

75.39 

5.00 

3.77 

0.0015 

0.0045 

24.98 

72 

47.02 

5.00 

2.35 

0.0015 

0.0012 

23.02 

72 

48.98 

5.00 

2.45 

0.0015 

0.0033 

18.28 

100 

81.72 

5.00 

4.09 

0.0015 

0.0797 

17.78 

120 

102.22 

5.00 

5.11 

0.0015 

0.0121 

18.44 

80 

61.56 

5.00 

3.08 

0.0015 

0.0053 

24.11 

120 

95.90 

5.00 

4.79 

0.0015 

0.0002 

20.00 

80 

60.00 

5.00 

3.00 

0.0015 

0.0114 

20.00 

120 

100.00 

5.00 

5.00 

0.0015 

0.0011 

20.37 

120 

99.63 

5.00 

4.98 

0.0015 

0.0011 

23.26 

100 

76.74 

5.00 

3.84 

0.0015 

0.0173 

21.39 

100 

78.61 

5.00 

3.93 

0.0015 

0.0060 

22.40 

100 

77.60 

5.00 

3.88 

0.0015 

0.0332 

18.33 

120 

101.67 

5.00 

5.08 

0.0015 

0.0004 

22.14 

80 

57.86 

5.00 

2.89 

0.0015 

0.0039 

22.14 

120 

97.86 

5.00 

4.89 

0.0015 

0.0000 

23.81 

100 

76.19 

5.00 

3.81 

0.0015 

0.0077 

23.53 

100 

76.47 

5.00 

3.82 

0.0015 

0.0001 

21.58 

100 

78.42 

5.00 

3.92 

0.0015 

0.0374 

22.17 

80 

57.83 

5.00 

2.89 

0.0015 

0.0095 



























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite &! 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Slate 


Phyllite &! 


Quartzite 


Phyllite &! 


Phyllite &! 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Slate 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Slate 


Quartzite 


Quartzite 


Phyllite &! 


Phyllite &! 


Phyllite &! 


Quartzite 


Phyllite &! 


Quartzite 


Phyllite &! 


Quartzite 


Slate 


Quartzite 


Phyllite &! 


Quartzite 


Phyllite &! 


Phyllite &! 


Quartzite 


Phyllite &! 


Quartzite 


Phyllite &! 


Quartzite 


Phyllite &! 


Phyllite &! 


Phyllite &! 


Phyllite &! 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Phyllite &! 


Phyllite &! 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

18.06 

90 

71.94 

5.00 

3.60 

0.0015 

0.0098 

18.06 

100 

81.94 

5.00 

4.10 

0.0015 

0.0451 

22.61 

100 

77.39 

5.00 

3.87 

0.0015 

0.0093 

22.75 

100 

77.25 

5.00 

3.86 

0.0015 

0.0174 

20.86 

100 

79.14 

5.00 

3.96 

0.0015 

0.0008 

23.80 

100 

76.20 

5.00 

3.81 

0.0015 

0.0216 

23.80 

100 

76.20 

5.00 

3.81 

0.0015 

0.0009 

21.43 

80 

58.57 

5.00 

2.93 

0.0015 

0.0274 

21.43 

120 

98.57 

5.00 

4.93 

0.0015 

0.0005 

18.13 

80 

61.87 

5.00 

3.09 

0.0015 

0.0108 

19.51 

80 

60.49 

5.00 

3.02 

0.0015 

0.0144 

19.51 

120 

100.49 

5.00 

5.02 

0.0015 

0.0035 

18.96 

100 

81.04 

5.00 

4.05 

0.0015 

0.0012 

14.72 

100 

85.28 

5.00 

4.26 

0.0015 

0.0006 

22.10 

100 

77.90 

5.00 

3.89 

0.0015 

0.0119 

22.10 

100 

77.90 

5.00 

3.89 

0.0015 

0.0030 

20.15 

100 

79.85 

5.00 

3.99 

0.0015 

0.0080 

22.56 

100 

77.44 

5.00 

3.87 

0.0015 

0.0060 

21.08 

100 

78.92 

5.00 

3.95 

0.0015 

0.0024 

22.76 

100 

77.24 

5.00 

3.86 

0.0015 

0.0028 

23.64 

100 

76.36 

5.00 

3.82 

0.0015 

0.0032 

23.64 

100 

76.36 

5.00 

3.82 

0.0015 

0.0004 

18.97 

100 

81.03 

5.00 

4.05 

0.0015 

0.0784 

29.12 

72 

42.88 

5.00 

2.14 

0.0015 

0.0009 

22.83 

80 

57.17 

5.00 

2.86 

0.0015 

0.0100 

20.36 

80 

59.64 

5.00 

2.98 

0.0015 

0.0195 

21.16 

80 

58.84 

5.00 

2.94 

0.0015 

0.0032 

21.16 

120 

98.84 

5.00 

4.94 

0.0015 

0.0110 

23.23 

80 

56.77 

5.00 

2.84 

0.0015 

0.0124 

17.21 

72 

54.79 

5.00 

2.74 

0.0015 

0.0005 

23.18 

80 

56.82 

5.00 

2.84 

0.0015 

0.0017 

24.35 

100 

75.65 

5.00 

3.78 

0.0015 

0.0057 

24.35 

100 

75.65 

5.00 

3.78 

0.0015 

0.0109 

22.92 

120 

97.08 

5.00 

4.85 

0.0015 

0.0004 

18.77 

80 

61.23 

5.00 

3.06 

0.0015 

0.0033 

18.77 

120 

101.23 

5.00 

5.06 

0.0015 

0.0057 

25.70 

80 

54.30 

5.00 

2.72 

0.0015 

0.0184 

25.70 

80 

54.30 

5.00 

2.72 

0.0015 

0.0023 

25.87 

120 

94.13 

5.00 

4.71 

0.0015 

0.0592 

23.82 

80 

56.18 

5.00 

2.81 

0.0015 

0.0235 

23.82 

120 

96.18 

5.00 

4.81 

0.0015 

0.0001 

28.77 

80 

51.23 

5.00 

2.56 

0.0015 

0.0013 

25.94 

120 

94.06 

5.00 

4.70 

0.0015 

0.0137 

21.65 

80 

58.35 

5.00 

2.92 

0.0015 

0.0095 

21.65 

80 

58.35 

5.00 

2.92 

0.0015 

0.0041 

23.38 

80 

56.62 

5.00 

2.83 

0.0015 

0.0032 

28.97 

80 

51.03 

5.00 

2.55 

0.0015 

0.0007 

28.97 

120 

91.03 

5.00 

4.55 

0.0015 

0.0020 

21.81 

80 

58.19 

5.00 

2.91 

0.0015 

0.0007 

21.81 

80 

58.19 

5.00 

2.91 

0.0015 

0.0000 

22.75 

100 

77.25 

5.00 

3.86 

0.0015 

0.0002 

24.19 

120 

95.81 

5.00 

4.79 

0.0015 

0.0158 

26.45 

120 

93.55 

5.00 

4.68 

0.0015 

0.0014 

22.33 

80 

57.67 

5.00 

2.88 

0.0015 

0.0053 

22.33 

80 

57.67 

5.00 

2.88 

0.0015 

0.0000 
























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite &! 


Quartzite 


Phyllite &! 


Phyllite &! 


Quartzite 


Phyllite &! 


Phyllite &! 


Quartzite 


Phyllite &! 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Phyllite &! 


Quartzite 


Phyllite &! 


Quartzite 


Phyllite &! 


Quartzite 


Phyllite &! 


Quartzite 


Phyllite &! 


Quartzite 


Phyllite &! 


Phyllite &! 


Quartzite 


Quartzite 


Phyllite &! 


Quartzite 


Phyllite &! 


Phyllite &! 


Quartzite 


Phyllite &! 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Phyllite &! 


Quartzite 


Phyllite &! 


Quartzite 


Quartzite 


Quartzite 


Phyllite &! 


Quartzite 


Phyllite &! 


Quartzite 


Quartzite 


Phyllite &! 


Phyllite &! 


Phyllite &! 


Phyllite &! 


Phyllite &! 


Phyllite &! 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

23.29 

80 

56.71 

5.00 

2.84 

0.0015 

0.0074 

25.01 

120 

94.99 

5.00 

4.75 

0.0015 

0.0245 

23.07 

80 

56.93 

5.00 

2.85 

0.0015 

0.0121 

23.07 

80 

56.93 

5.00 

2.85 

0.0015 

0.0465 

23.07 

120 

96.93 

5.00 

4.85 

0.0015 

0.0004 

26.15 

80 

53.85 

5.00 

2.69 

0.0015 

0.0000 

26.15 

80 

53.85 

5.00 

2.69 

0.0015 

0.0005 

26.15 

120 

93.85 

5.00 

4.69 

0.0015 

0.0020 

19.05 

80 

60.95 

5.00 

3.05 

0.0015 

0.0131 

19.05 

120 

100.95 

5.00 

5.05 

0.0015 

0.0009 

22.94 

120 

97.06 

5.00 

4.85 

0.0015 

0.0134 

24.88 

120 

95.12 

5.00 

4.76 

0.0015 

0.0129 

25.59 

120 

94.41 

5.00 

4.72 

0.0015 

0.0009 

26.25 

80 

53.75 

5.00 

2.69 

0.0015 

0.0011 

26.25 

120 

93.75 

5.00 

4.69 

0.0015 

0.0021 

28.71 

80 

51.29 

5.00 

2.56 

0.0015 

0.0086 

24.71 

120 

95.29 

5.00 

4.76 

0.0015 

0.0073 

19.08 

80 

60.92 

5.00 

3.05 

0.0015 

0.0035 

19.08 

120 

100.92 

5.00 

5.05 

0.0015 

0.0062 

19.66 

80 

60.34 

5.00 

3.02 

0.0015 

0.0116 

19.66 

120 

100.34 

5.00 

5.02 

0.0015 

0.0000 

23.25 

80 

56.75 

5.00 

2.84 

0.0015 

0.0026 

23.25 

120 

96.75 

5.00 

4.84 

0.0015 

0.0000 

23.28 

80 

56.72 

5.00 

2.84 

0.0015 

0.0003 

23.28 

80 

56.72 

5.00 

2.84 

0.0015 

0.0051 

25.06 

120 

94.94 

5.00 

4.75 

0.0015 

0.0107 

25.00 

120 

95.00 

5.00 

4.75 

0.0015 

0.0131 

18.44 

80 

61.56 

5.00 

3.08 

0.0015 

0.0377 

24.11 

120 

95.90 

5.00 

4.79 

0.0015 

0.0245 

21.82 

80 

58.18 

5.00 

2.91 

0.0015 

0.0038 

21.82 

80 

58.18 

5.00 

2.91 

0.0015 

0.0019 

20.37 

120 

99.63 

5.00 

4.98 

0.0015 

0.0636 

20.72 

80 

59.28 

5.00 

2.96 

0.0015 

0.0051 

20.72 

120 

99.28 

5.00 

4.96 

0.0015 

0.0123 

21.39 

100 

78.61 

5.00 

3.93 

0.0015 

0.0274 

25.62 

120 

94.38 

5.00 

4.72 

0.0015 

0.0204 

22.40 

100 

77.60 

5.00 

3.88 

0.0015 

0.0072 

26.11 

120 

93.89 

5.00 

4.69 

0.0015 

0.0001 

18.33 

80 

61.67 

5.00 

3.08 

0.0015 

0.0000 

18.33 

120 

101.67 

5.00 

5.08 

0.0015 

0.0161 

22.17 

80 

57.83 

5.00 

2.89 

0.0015 

0.0057 

22.17 

120 

97.83 

5.00 

4.89 

0.0015 

0.0006 

26.00 

120 

94.00 

5.00 

4.70 

0.0015 

0.0638 

23.81 

100 

76.19 

5.00 

3.81 

0.0015 

0.0030 

21.86 

80 

58.14 

5.00 

2.91 

0.0015 

0.0062 

21.86 

120 

98.14 

5.00 

4.91 

0.0015 

0.0053 

18.06 

90 

71.94 

5.00 

3.60 

0.0015 

0.0050 

18.06 

100 

81.94 

5.00 

4.10 

0.0015 

0.0010 

22.61 

100 

77.39 

5.00 

3.87 

0.0015 

0.0000 

20.65 

80 

59.35 

5.00 

2.97 

0.0015 

0.0102 

20.65 

80 

59.35 

5.00 

2.97 

0.0015 

0.0071 

19.84 

80 

60.16 

5.00 

3.01 

0.0015 

0.0001 

19.84 

80 

60.16 

5.00 

3.01 

0.0015 

0.0068 

24.01 

80 

55.99 

5.00 

2.80 

0.0015 

0.0121 

24.01 

80 

55.99 

5.00 

2.80 

0.0015 

0.0003 











































































































































































































































































































































































































































































































































































































































































































































Shri Ramjipura_|0812001101594300 | 6.82 


Srinagar 

0812001101598700 

2.92 

Thali 

0812001101598500 

11.33 


Todalari 

0812001101585200 

7.30 

Akbarpur Faujdar 

0807000300992300 

0.91 


Ankholi 0807000401007500 2.07 


Araji Ishnaka 

0807000300991900 

1.03 

Arroowa 

0806001200946800 

8.09 


Arsi 0807000300992200 1.98 


Badesara 

0807000401006300 

4.02 

Badika 

0806001200943800 

2.32 


Badka 0806001200942600 3.41 


Bajahera 

0807000300982400 

3.87 

Bajheri 

0806001100922900 

1.04 

Baldeopura 

0806001200939600 

2.19 

Balraka 

0807000300990100 

0.99 

Bamanpura 

0806001200939500 

3.07 

Bandheri 

0806001100923100 

0.72 

Bandka 

0806001100926200 

2.95 

Baorika 

0806001100924900 

1.74 


Barada 

0806001200941500 

3.08 

Barkhera Faujdar 

0807000300982200 

2.01 

Barkhera Sad 

0807000300989700 

1.89 

Baroda Meo 

0806001100924500 

11.16 



Command 

Fresh 

Command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Saline 

Non-command 


Command 

Fresh 

Non-command 

Saline 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Saline 

Non-command 


Command 

Fresh 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Saline 

Non-command 

Saline 

Non-command 

Saline 

Non-command 

Saline 

Command 

Saline 

Non-command 

Saline 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Saline 

Non-command 

Saline 

Non-command 

Saline 

Command 

Fresh 

Non-command 


Hydrogeological Unit 


Phyllite & Schist 


Quartzite 


Phyllite & Schist 


Phyllite & Schist 


Quartzite 


Quartzite 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Quartzite 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Quartzite 


Phyllite & Schist 


Phyllite & Schist 


Quartzite 


Phyllite & Schist 


Quartzite 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Quartzite 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

23.34 

80 

56.66 

5.00 

2.83 

0.0015 

0.0003 

23.34 

120 

96.66 

5.00 

4.83 

0.0015 

0.0519 

22.93 

80 

57.07 

5.00 

2.85 

0.0015 

0.0008 

22.17 

60 

37.83 

5.00 

1.89 

0.0015 

0.0024 

22.17 

80 

57.83 

5.00 

2.89 

0.0015 

0.0018 

24.99 

120 

95.01 

5.00 

4.75 

0.0015 

0.0017 

23.25 

80 

56.75 

5.00 

2.84 

0.0015 

0.0015 

23.25 

80 

56.75 

5.00 

2.84 

0.0015 

0.0071 

18.13 

80 

61.87 

5.00 

3.09 

0.0015 

0.0017 

19.51 

80 

60.49 

5.00 

3.02 

0.0015 

0.0076 

19.51 

120 

100.49 

5.00 

5.02 

0.0015 

0.0240 

26.98 

80 

53.02 

5.00 

2.65 

0.0015 

0.0086 

26.98 

80 

53.02 

5.00 

2.65 

0.0015 

0.0046 

23.50 

80 

56.50 

5.00 

2.82 

0.0015 

0.0038 

26.83 

80 

53.17 

5.00 

2.66 

0.0015 

0.0020 

26.83 

120 

93.17 

5.00 

4.66 

0.0015 

0.0042 

21.62 

80 

58.38 

5.00 

2.92 

0.0015 

0.0028 

21.62 

80 

58.38 

5.00 

2.92 

0.0015 

0.0383 

21.62 

120 

98.38 

5.00 

4.92 

0.0015 

0.0007 

22.83 

80 

57.17 

5.00 

2.86 

0.0015 

0.0059 

22.83 

120 

97.17 

5.00 

4.86 

0.0015 

0.0010 

22.83 

80 

57.17 

5.00 

2.86 

0.0015 

0.0000 

26.26 

80 

53.74 

5.00 

2.69 

0.0015 

0.0029 

26.26 

80 

53.74 

5.00 

2.69 

0.0015 

0.0211 

23.23 

80 

56.77 

5.00 

2.84 

0.0015 

0.0000 

23.18 

80 

56.82 

5.00 

2.84 

0.0015 

0.0465 

23.18 

120 

96.82 

5.00 

4.84 

0.0015 

0.0001 

22.92 

120 

97.08 

5.00 

4.85 

0.0015 

0.0085 

7.52 

100 

92.48 

20.00 

18.50 

0.0150 

0.0549 

7.52 

100 

92.48 

20.00 

18.50 

0.0150 

0.0824 

13.73 

100 

86.27 

20.00 

17.25 

0.0100 

0.1261 

13.73 

100 

86.27 

20.00 

17.25 

0.0100 

0.0139 

8.68 

100 

91.32 

20.00 

18.26 

0.0150 

0.2821 

23.57 

60 

36.43 

20.00 

7.29 

0.0200 

0.4642 

23.57 

60 

36.43 

20.00 

7.29 

0.0200 

0.2696 

7.76 

100 

92.24 

20.00 

18.45 

0.0150 

0.4286 

7.76 

100 

92.24 

20.00 

18.45 

0.0150 

0.1192 

12.56 

100 

87.44 

20.00 

17.49 

0.0100 

0.7038 

18.23 

60 

41.77 

20.00 

8.35 

0.0200 

0.0152 

18.23 

60 

41.77 

20.00 

8.35 

0.0200 

0.2502 

19.68 

60 

40.32 

20.00 

8.06 

0.0200 

0.5377 

19.68 

60 

40.32 

20.00 

8.06 

0.0200 

0.0000 

11.29 

100 

88.71 

20.00 

17.74 

0.0150 

1.0302 

15.53 

90 

74.47 

20.00 

14.89 

0.0150 

0.1473 

17.11 

60 

42.89 

20.00 

8.58 

0.0200 

0.0001 

7.48 

100 

92.52 

20.00 

18.50 

0.0150 

0.0683 

15.80 

60 

44.20 

20.00 

8.84 

0.0200 

0.3047 

17.80 

90 

72.20 

20.00 

14.44 

0.0150 

0.1569 

26.85 

90 

63.15 

20.00 

12.63 

0.0150 

0.3468 

26.64 

90 

63.36 

20.00 

12.67 

0.0150 

0.0018 

26.64 

90 

63.36 

20.00 

12.67 

0.0150 

0.2292 

16.75 

60 

43.25 

20.00 

8.65 

0.0200 

0.5327 

15.22 

100 

84.78 

20.00 

16.96 

0.0150 

0.5113 

7.46 

100 

92.54 

20.00 

18.51 

0.0150 

0.0066 

26.09 

90 

63.91 

20.00 

12.78 

0.0150 

0.0473 















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

26.09 

90 

63.91 

20.00 

12.78 

0.0150 

0.1610 

9.88 

100 

90.12 

20.00 

18.02 

0.0150 

0.1773 

10.95 

90 

79.05 

20.00 

15.81 

0.0150 

0.2664 

9.22 

100 

90.78 

20.00 

18.16 

0.0100 

0.5362 

19.71 

90 

70.29 

20.00 

14.06 

0.0150 

0.1110 

19.71 

90 

70.29 

20.00 

14.06 

0.0150 

0.0000 

17.89 

60 

42.11 

20.00 

8.42 

0.0200 

0.0607 

18.58 

60 

41.42 

20.00 

8.28 

0.0200 

0.5565 

16.45 

90 

73.55 

20.00 

14.71 

0.0150 

0.6640 

10.34 

100 

89.66 

20.00 

17.93 

0.0150 

0.2554 

9.08 

100 

90.92 

20.00 

18.18 

0.0150 

0.3984 

9.08 

100 

90.92 

20.00 

18.18 

0.0150 

0.0211 

9.39 

100 

90.61 

20.00 

18.12 

0.0150 

0.4182 

9.39 

100 

90.61 

20.00 

18.12 

0.0150 

0.0068 

22.98 

100 

77.02 

20.00 

15.40 

0.0150 

0.5108 

12.83 

100 

87.17 

20.00 

17.43 

0.0150 

0.5355 

12.83 

100 

87.17 

20.00 

17.43 

0.0150 

0.0654 

16.09 

100 

83.91 

20.00 

16.78 

0.0150 

0.3869 

15.03 

90 

74.97 

20.00 

14.99 

0.0150 

0.2716 

27.47 

60 

32.53 

20.00 

6.51 

0.0200 

0.0679 

12.62 

100 

87.38 

20.00 

17.48 

0.0150 

0.1984 

12.62 

100 

87.38 

20.00 

17.48 

0.0150 

0.0998 

26.04 

100 

73.96 

20.00 

14.79 

0.0150 

0.1606 

10.83 

100 

89.17 

20.00 

17.83 

0.0150 

1.5299 

10.83 

100 

89.17 

20.00 

17.83 

0.0150 

0.2013 

19.66 

60 

40.34 

20.00 

8.07 

0.0200 

0.0232 

19.66 

60 

40.34 

20.00 

8.07 

0.0200 

0.1682 

19.69 

100 

80.31 

20.00 

16.06 

0.0100 

0.0884 

19.69 

100 

80.31 

20.00 

16.06 

0.0100 

0.0032 

26.78 

90 

63.22 

20.00 

12.64 

0.0150 

0.0530 

14.32 

100 

85.68 

20.00 

17.14 

0.0150 

0.2860 

9.16 

100 

90.84 

20.00 

18.17 

0.0150 

0.0758 

9.16 

100 

90.84 

20.00 

18.17 

0.0150 

0.7109 

7.61 

100 

92.39 

20.00 

18.48 

0.0150 

0.0158 

10.90 

100 

89.10 

20.00 

17.82 

0.0100 

0.3746 

10.90 

100 

89.10 

20.00 

17.82 

0.0100 

0.1309 

11.78 

100 

88.22 

20.00 

17.64 

0.0100 

0.8308 

18.56 

60 

41.44 

20.00 

8.29 

0.0200 

0.1191 

18.56 

60 

41.44 

20.00 

8.29 

0.0200 

0.0007 

13.07 

60 

46.93 

20.00 

9.39 

0.0200 

0.0835 

14.50 

100 

85.50 

20.00 

17.10 

0.0150 

0.2391 

14.96 

100 

85.04 

20.00 

17.01 

0.0150 

0.3707 

21.14 

60 

38.86 

20.00 

7.77 

0.0200 

0.3806 

12.52 

100 

87.48 

20.00 

17.50 

0.0150 

0.3221 

12.18 

90 

77.82 

20.00 

15.56 

0.0150 

0.3559 

23.75 

60 

36.25 

20.00 

7.25 

0.0200 

0.3516 

8.47 

100 

91.53 

20.00 

18.31 

0.0150 

0.9424 

28.33 

90 

61.67 

20.00 

12.33 

0.0150 

0.0001 

14.92 

100 

85.08 

20.00 

17.02 

0.0100 

0.0067 

14.92 

100 

85.08 

20.00 

17.02 

0.0100 

0.2321 

12.69 

100 

87.31 

20.00 

17.46 

0.0150 

0.0036 

12.69 

100 

87.31 

20.00 

17.46 

0.0150 

0.5669 

21.03 

100 

78.97 

20.00 

15.79 

0.0150 

0.0000 

21.03 

100 

78.97 

20.00 

15.79 

0.0150 

0.4968 

21.19 

100 

78.81 

20.00 

15.76 

0.0150 

0.1135 




































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 

Census Code 

Gangawak 

0807000300995900 

Garoli 

0807000401007400 

Haneepur 

0806001200942200 

Hanumanta 

0806001200940300 

Hulyana 

0806001200941300 


Zone (Fresh 
/ Saline) 


Imlali 


Indrawali 


Ishnaka 


Ishroti 


Itera 


Jagarka 


Jalooki 


Janoothar 


Jatoli Thoon 


Jhareda 


Jheetredi 


Jhoolka 


Kailoori 


Kainchki 


Kakra 


Kaldaheri 


Kasoda 


Kathoomar 


Khakhawali 


Kharsanki 


Kherli 


Kherli Tarf Rela 


Kumharedi 


Kurbara 


Kutakpur 


Lodhaheri 


Maithna 


Mankhera 


Manota Kalan 


Manota Khurd 


Manpur 


Masari 


Mathura Hera 


Mawai 


Moliya 


Moondoti 


Moraka 


Moroli 


Mudhera 


0806001100924700 


0806001200940700 


0807000300992000 


0806001200944900 


0806001100926400 


0807000300983200 


0807000300981000 


0807000401007300 


0807000401006500 


0806001100922700 


0807000300981700 


0807000401006200 


0807000501009900 


0807000300980800 


0807000401002400 


0807000300981900 


0807000300980900 


0806001200943300 


0807000300982000 


0806001100923600 


0807000300982100 


0806001200943500 


0807000300990300 


0807000601021500 


0807000300990200 


0807000300980100 


0806001200942000 


0806001200944000 


0807000300981100 


0807000300981200 


0806001200941000 


0806001200943100 


0806001200940600 


0807000401006400 


0806001100926300 


0807000300982500 


0807000300981500 


0807000401006900 


0807000300996500 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

10.79 

100 

89.21 

20.00 

17.84 

0.0150 

1.6832 

14.05 

100 

85.95 

20.00 

17.19 

0.0100 

0.0831 

23.70 

60 

36.30 

20.00 

7.26 

0.0200 

0.3332 

15.68 

60 

44.32 

20.00 

8.86 

0.0200 

0.0654 

16.63 

60 

43.37 

20.00 

8.67 

0.0200 

0.8385 

16.63 

60 

43.37 

20.00 

8.67 

0.0200 

0.2089 

25.39 

90 

64.61 

20.00 

12.92 

0.0150 

0.4493 

11.35 

60 

48.65 

20.00 

9.73 

0.0200 

0.1430 

11.13 

100 

88.88 

20.00 

17.78 

0.0150 

0.3498 

16.97 

60 

43.03 

20.00 

8.61 

0.0200 

0.0188 

26.21 

90 

63.79 

20.00 

12.76 

0.0150 

0.0756 

14.24 

100 

85.76 

20.00 

17.15 

0.0150 

0.5648 

21.84 

100 

78.16 

20.00 

15.63 

0.0150 

1.0824 

14.61 

100 

85.39 

20.00 

17.08 

0.0100 

1.3264 

10.88 

100 

89.12 

20.00 

17.82 

0.0100 

1.2419 

14.08 

90 

75.92 

20.00 

15.18 

0.0150 

0.2112 

13.98 

100 

86.02 

20.00 

17.20 

0.0150 

0.5567 

10.77 

100 

89.23 

20.00 

17.85 

0.0100 

0.1997 

10.77 

100 

89.23 

20.00 

17.85 

0.0100 

0.0000 

17.83 

100 

82.17 

20.00 

16.43 

0.0100 

0.0125 

25.14 

100 

74.86 

20.00 

14.97 

0.0150 

0.3641 

8.20 

100 

91.80 

20.00 

18.36 

0.0100 

0.0367 

13.38 

100 

86.62 

20.00 

17.32 

0.0150 

0.2324 

24.20 

100 

75.80 

20.00 

15.16 

0.0150 

0.0000 

24.20 

100 

75.80 

20.00 

15.16 

0.0150 

0.8378 

22.05 

60 

37.95 

20.00 

7.59 

0.0200 

0.7278 

22.05 

60 

37.95 

20.00 

7.59 

0.0200 

0.6632 

13.53 

100 

86.47 

20.00 

17.29 

0.0150 

1.7803 

16.44 

90 

73.56 

20.00 

14.71 

0.0150 

0.0000 

15.40 

100 

84.60 

20.00 

16.92 

0.0150 

0.6792 

20.62 

60 

39.38 

20.00 

7.88 

0.0200 

0.1809 

10.72 

100 

89.28 

20.00 

17.86 

0.0150 

0.0346 

10.72 

100 

89.28 

20.00 

17.86 

0.0150 

0.5733 

13.17 

100 

86.83 

20.00 

17.37 

0.0100 

0.0003 

7.53 

100 

92.47 

20.00 

18.49 

0.0150 

0.4571 

22.97 

100 

77.03 

20.00 

15.41 

0.0150 

0.4013 

19.36 

60 

40.64 

20.00 

8.13 

0.0200 

0.4122 

19.36 

60 

40.64 

20.00 

8.13 

0.0200 

0.2258 

16.00 

60 

44.00 

20.00 

8.80 

0.0200 

0.3931 

16.00 

60 

44.00 

20.00 

8.80 

0.0200 

0.0659 

20.58 

100 

79.42 

20.00 

15.88 

0.0150 

1.2887 

23.21 

100 

76.79 

20.00 

15.36 

0.0150 

0.0000 

23.21 

100 

76.79 

20.00 

15.36 

0.0150 

0.9548 

17.02 

60 

42.98 

20.00 

8.60 

0.0200 

0.2009 

17.02 

60 

42.98 

20.00 

8.60 

0.0200 

0.0320 

27.21 

60 

32.79 

20.00 

6.56 

0.0200 

0.2530 

12.60 

60 

47.40 

20.00 

9.48 

0.0200 

0.1455 

11.59 

100 

88.41 

20.00 

17.68 

0.0100 

0.8773 

27.03 

90 

62.97 

20.00 

12.59 

0.0150 

0.2442 

11.06 

100 

88.94 

20.00 

17.79 

0.0150 

0.0066 

11.06 

100 

88.94 

20.00 

17.79 

0.0150 

1.2189 

16.96 

100 

83.04 

20.00 

16.61 

0.0150 

1.0887 

14.24 

100 

85.76 

20.00 

17.15 

0.0100 

0.5854 

10.94 

100 

89.06 

20.00 

17.81 

0.0150 

2.3618 

10.94 

100 

89.06 

20.00 

17.81 

0.0150 

0.2093 



















































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 
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Older Al 

uvium 
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Older Al 
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Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

15.70 

90 

74.30 

20.00 

14.86 

0.0150 

0.0756 

7.67 

100 

92.33 

20.00 

18.47 

0.0150 

0.9046 

14.13 

100 

85.87 

20.00 

17.17 

0.0150 

0.0029 

14.13 

100 

85.87 

20.00 

17.17 

0.0150 

2.7137 

14.13 

100 

85.87 

20.00 

17.17 

0.0150 

0.2304 

7.29 

100 

92.71 

20.00 

18.54 

0.0150 

0.0169 

11.07 

100 

88.93 

20.00 

17.79 

0.0100 

0.1996 

13.76 

100 

86.24 

20.00 

17.25 

0.0100 

0.2562 

11.51 

100 

88.49 

20.00 

17.70 

0.0100 

0.0826 

11.15 

60 

48.85 

20.00 

9.77 

0.0200 

0.2560 

11.15 

60 

48.85 

20.00 

9.77 

0.0200 

0.0804 

13.12 

100 

86.88 

20.00 

17.38 

0.0150 

0.4257 

13.69 

100 

86.31 

20.00 

17.26 

0.0150 

0.2229 

13.69 

100 

86.31 

20.00 

17.26 

0.0150 

0.0134 

14.71 

100 

85.29 

20.00 

17.06 

0.0100 

0.0223 

15.73 

100 

84.27 

20.00 

16.85 

0.0100 

0.0064 

20.54 

60 

39.46 

20.00 

7.89 

0.0200 

0.1347 

20.54 

60 

39.46 

20.00 

7.89 

0.0200 

0.0151 

17.75 

60 

42.25 

20.00 

8.45 

0.0200 

0.0601 

18.20 

60 

41.80 

20.00 

8.36 

0.0200 

0.0005 

18.20 

60 

41.80 

20.00 

8.36 

0.0200 

0.0145 

9.75 

100 

90.25 

20.00 

18.05 

0.0150 

0.2345 

14.36 

100 

85.64 

20.00 

17.13 

0.0150 

0.1762 

27.14 

90 

62.86 

20.00 

12.57 

0.0150 

0.1737 

7.22 

100 

92.78 

20.00 

18.56 

0.0150 

0.0036 

13.07 

100 

86.93 

20.00 

17.39 

0.0150 

0.7353 

10.87 

100 

89.13 

20.00 

17.83 

0.0100 

0.2426 

10.87 

100 

89.13 

20.00 

17.83 

0.0100 

0.5633 

16.22 

90 

73.78 

20.00 

14.76 

0.0150 

0.4050 

11.85 

100 

88.15 

20.00 

17.63 

0.0150 

0.7174 

11.85 

100 

88.15 

20.00 

17.63 

0.0150 

0.0257 

11.92 

100 

88.08 

20.00 

17.62 

0.0150 

0.2331 

22.57 

90 

67.43 

20.00 

13.49 

0.0150 

0.2946 

19.58 

100 

80.42 

20.00 

16.08 

0.0150 

0.0000 

19.58 

100 

80.42 

20.00 

16.08 

0.0150 

0.5602 

13.54 

100 

86.46 

20.00 

17.29 

0.0150 

0.5186 

10.18 

100 

89.82 

20.00 

17.96 

0.0150 

0.3776 

10.18 

100 

89.82 

20.00 

17.96 

0.0150 

0.3252 

14.57 

100 

85.43 

20.00 

17.09 

0.0150 

0.2116 

19.74 

60 

40.26 

20.00 

8.05 

0.0200 

0.5105 

8.14 

100 

91.86 

20.00 

18.37 

0.0150 

0.5639 

11.62 

100 

88.38 

20.00 

17.68 

0.0150 

0.3710 

21.20 

100 

78.80 

20.00 

15.76 

0.0150 

0.0933 

18.19 

60 

41.81 

20.00 

8.36 

0.0200 

0.9468 

15.48 

90 

74.52 

20.00 

14.90 

0.0150 

0.0078 

19.60 

60 

40.40 

20.00 

8.08 

0.0200 

0.2408 

18.07 

100 

81.93 

20.00 

16.39 

0.0150 

0.5870 

8.85 

100 

91.15 

20.00 

18.23 

0.0150 

0.3855 

8.85 

100 

91.15 

20.00 

18.23 

0.0150 

1.0108 

12.77 

100 

87.23 

20.00 

17.45 

0.0150 

0.0432 

12.77 

100 

87.23 

20.00 

17.45 

0.0150 

0.3428 

11.00 

90 

79.00 

20.00 

15.80 

0.0150 

0.5324 

8.77 

100 

91.23 

20.00 

18.25 

0.0150 

0.2145 

8.77 

100 

91.23 

20.00 

18.25 

0.0150 

0.7730 

22.31 

60 

37.69 

20.00 

7.54 

0.0200 

0.4506 
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uvium 
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uvium 
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uvium 
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uvium 
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uvium 
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uvium 
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uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Quartzite 

Older Al 

uvium 

Older Al 

uvium 

Quartzite 

Older Al 

uvium 

Quartzite 

Older Al 

uvium 

Older Al 

uvium 

Quartzite 

Quartzite 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

26.03 

60 

33.97 

20.00 

6.79 

0.0200 

0.3185 

22.73 

60 

37.27 

20.00 

7.45 

0.0200 

0.2465 

12.79 

100 

87.21 

20.00 

17.44 

0.0150 

0.3430 

19.87 

100 

80.13 

20.00 

16.03 

0.0100 

0.0206 

19.87 

100 

80.13 

20.00 

16.03 

0.0100 

0.3803 

19.73 

60 

40.27 

20.00 

8.05 

0.0200 

0.2529 

19.73 

60 

40.27 

20.00 

8.05 

0.0200 

0.1297 

12.69 

90 

77.31 

20.00 

15.46 

0.0150 

0.3142 

19.12 

60 

40.88 

20.00 

8.18 

0.0200 

0.5406 

19.12 

60 

40.88 

20.00 

8.18 

0.0200 

0.0028 

12.95 

100 

87.05 

20.00 

17.41 

0.0150 

0.0172 

12.95 

100 

87.05 

20.00 

17.41 

0.0150 

0.6623 

12.25 

100 

87.75 

20.00 

17.55 

0.0150 

0.6670 

14.40 

90 

75.60 

20.00 

15.12 

0.0150 

0.8931 

22.87 

100 

77.13 

20.00 

15.43 

0.0150 

0.3679 

24.64 

100 

75.36 

20.00 

15.07 

0.0150 

0.7950 

18.39 

90 

71.61 

20.00 

14.32 

0.0150 

0.2742 

12.23 

100 

87.77 

20.00 

17.55 

0.0150 

0.4938 

7.60 

100 

92.40 

20.00 

18.48 

0.0150 

0.4882 

7.79 

100 

92.21 

20.00 

18.44 

0.0150 

0.3239 

15.62 

100 

84.38 

20.00 

16.88 

0.0100 

1.1129 

15.62 

100 

84.38 

20.00 

16.88 

0.0100 

0.0655 

15.22 

60 

44.78 

20.00 

8.96 

0.0200 

0.2179 

13.73 

100 

86.27 

20.00 

17.25 

0.0150 

0.3038 

14.36 

60 

45.64 

20.00 

9.13 

0.0200 

0.5274 

14.36 

60 

45.64 

20.00 

9.13 

0.0200 

1.3730 

17.51 

100 

82.49 

20.00 

16.50 

0.0100 

0.0069 

9.82 

100 

90.18 

20.00 

18.04 

0.0150 

0.7861 

9.82 

100 

90.18 

20.00 

18.04 

0.0150 

1.6712 

24.59 

100 

75.41 

20.00 

15.08 

0.0150 

0.2179 

17.14 

90 

72.86 

20.00 

14.57 

0.0150 

0.0936 

17.14 

90 

72.86 

20.00 

14.57 

0.0150 

0.1529 

11.02 

100 

88.98 

20.00 

17.80 

0.0150 

1.7761 

12.53 

60 

47.47 

20.00 

9.49 

0.0200 

3.3677 

12.53 

60 

47.47 

20.00 

9.49 

0.0200 

0.0344 

16.97 

60 

43.03 

20.00 

8.61 

0.0200 

0.0175 

16.97 

60 

43.03 

20.00 

8.61 

0.0200 

0.7602 

12.48 

100 

87.52 

20.00 

17.50 

0.0150 

1.5990 

12.48 

100 

87.52 

20.00 

17.50 

0.0150 

0.0338 

22.40 

60 

37.60 

20.00 

7.52 

0.0200 

0.0321 

22.40 

60 

37.60 

20.00 

7.52 

0.0200 

0.3909 

15.22 

60 

44.78 

20.00 

8.96 

0.0200 

1.1963 

11.53 

100 

88.47 

20.00 

17.69 

0.0150 

0.3621 

18.95 

90 

71.05 

20.00 

14.21 

0.0150 

0.1297 

22.14 

90 

67.86 

20.00 

13.57 

0.0150 

0.2301 

22.14 

100 

77.86 

5.00 

3.89 

0.0015 

0.0358 

16.91 

90 

73.09 

20.00 

14.62 

0.0150 

0.2246 

25.06 

90 

64.94 

20.00 

12.99 

0.0150 

0.2630 

25.06 

100 

74.94 

5.00 

3.75 

0.0015 

0.0063 

26.68 

90 

63.32 

20.00 

12.66 

0.0150 

0.9799 

26.68 

100 

73.32 

5.00 

3.67 

0.0015 

0.0001 

17.86 

90 

72.14 

20.00 

14.43 

0.0150 

0.0534 

18.58 

90 

71.42 

20.00 

14.28 

0.0150 

0.6284 

18.58 

100 

81.42 

5.00 

4.07 

0.0015 

0.0232 

24.11 

100 

75.89 

5.00 

3.79 

0.0015 

0.0009 

































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

22.09 

90 

67.91 

20.00 

13.58 

0.0150 

0.3509 

22.09 

100 

77.91 

5.00 

3.90 

0.0015 

0.0177 

17.88 

90 

72.12 

20.00 

14.42 

0.0150 

0.5522 

17.88 

100 

82.12 

5.00 

4.11 

0.0015 

0.0003 

18.91 

90 

71.09 

20.00 

14.22 

0.0150 

0.1223 

18.91 

100 

81.09 

5.00 

4.05 

0.0015 

0.0023 

17.86 

90 

72.14 

20.00 

14.43 

0.0150 

0.4197 

17.86 

100 

82.14 

5.00 

4.11 

0.0015 

0.0023 

8.77 

90 

81.23 

20.00 

16.25 

0.0150 

0.2592 

29.26 

90 

60.74 

20.00 

12.15 

0.0150 

0.8783 

24.21 

90 

65.79 

20.00 

13.16 

0.0150 

0.0346 

24.21 

100 

75.79 

5.00 

3.79 

0.0015 

0.0120 

25.52 

90 

64.48 

20.00 

12.90 

0.0150 

0.5548 

25.52 

90 

64.48 

20.00 

12.90 

0.0150 

0.2382 

26.17 

90 

63.83 

20.00 

12.77 

0.0150 

1.0532 

26.17 

100 

73.83 

5.00 

3.69 

0.0015 

0.0004 

17.45 

90 

72.55 

20.00 

14.51 

0.0150 

0.2269 

17.45 

100 

82.55 

5.00 

4.13 

0.0015 

0.0048 

10.67 

90 

79.33 

20.00 

15.87 

0.0150 

0.0128 

10.67 

90 

79.33 

20.00 

15.87 

0.0150 

0.4546 

20.01 

90 

69.99 

20.00 

14.00 

0.0150 

0.3088 

20.01 

100 

79.99 

5.00 

4.00 

0.0015 

0.0014 

21.82 

90 

68.18 

20.00 

13.64 

0.0150 

0.2342 

21.82 

100 

78.18 

5.00 

3.91 

0.0015 

0.0015 

30.16 

90 

59.84 

20.00 

11.97 

0.0150 

0.2959 

14.18 

90 

75.82 

20.00 

15.16 

0.0150 

0.4573 

17.44 

90 

72.56 

20.00 

14.51 

0.0150 

0.6280 

7.51 

90 

82.49 

20.00 

16.50 

0.0150 

0.4609 

7.78 

90 

82.22 

20.00 

16.44 

0.0150 

0.2030 

24.12 

100 

75.88 

5.00 

3.79 

0.0015 

0.0002 

10.10 

90 

79.90 

20.00 

15.98 

0.0150 

0.0090 

14.55 

90 

75.45 

20.00 

15.09 

0.0150 

0.3015 

30.24 

90 

59.76 

20.00 

11.95 

0.0150 

0.0091 

24.58 

80 

55.42 

20.00 

11.08 

0.0200 

0.0847 

24.58 

100 

75.42 

5.00 

3.77 

0.0015 

0.0010 

24.59 

80 

55.41 

20.00 

11.08 

0.0200 

0.0764 

24.59 

100 

75.41 

5.00 

3.77 

0.0015 

0.0058 

7.21 

90 

82.79 

20.00 

16.56 

0.0150 

0.5234 

20.31 

100 

79.69 

5.00 

3.98 

0.0015 

0.0222 

15.36 

90 

74.64 

20.00 

14.93 

0.0150 

1.3579 

15.36 

90 

74.64 

20.00 

14.93 

0.0150 

0.0267 

23.74 

80 

56.26 

20.00 

11.25 

0.0200 

0.8218 

23.74 

100 

76.26 

5.00 

3.81 

0.0015 

0.0037 

28.36 

100 

71.64 

5.00 

3.58 

0.0015 

0.0022 

27.84 

90 

62.16 

20.00 

12.43 

0.0150 

0.3632 

27.84 

100 

72.16 

5.00 

3.61 

0.0015 

0.0008 

24.55 

80 

55.45 

20.00 

11.09 

0.0200 

0.6048 

24.55 

100 

75.45 

5.00 

3.77 

0.0015 

0.0000 

24.39 

100 

75.61 

5.00 

3.78 

0.0015 

0.0005 

17.71 

90 

72.29 

20.00 

14.46 

0.0150 

0.1124 

17.71 

90 

72.29 

20.00 

14.46 

0.0150 

0.1399 

17.66 

90 

72.34 

20.00 

14.47 

0.0150 

0.2163 

17.66 

100 

82.34 

5.00 

4.12 

0.0015 

0.0023 

11.23 

90 

78.77 

20.00 

15.75 

0.0150 

0.1113 

11.23 

90 

78.77 

20.00 

15.75 

0.0150 

0.2874 







































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



03001005 


Ronpur 


Rundh Maujpur 


Adoli 


Adooka 


Andwari 


Antapara 


Barh Bileta 


Barh Doroli 


Barh Makroda 


Bas Dhekda 


Baseri 


Berawanda 


Bhagwatpura 


Bharkol 


Bhoor Pahari 


Bichgaon 


Bidarka 


Bileta 


Boore Kalan 


Boore Khurd 


Buchpuri 


Chandpura 


Chhila Chhoh 


Chhilodi 


Census Code 


0806001100925600 


0806001100932500 


0806001100936300 


0806001000900700 


0806001000912200 


0806001100937800 


0806001000901100 


0806001000912500 


0806001000914200 


0806001100932900 


0806001100937100 


0806001000913300 


0806001100937500 


0806000700864800 


0806001100937300 


0806001100936100 


0806001100938300 


0806001000901000 


0806001000899400 


0806001000899500 


0806001000914400 


0806001000918600 


0806001100932600 


0806001000899600 




Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 



3.11 Fresh 


1.23 Saline 


3.45 Fresh 


Saline 


3.75 Fresh 


3.94 Fresh 


1.63 Fresh 


2.64 Fresh 


2.56 Fresh 



2.29 Fresh 


Saline 


5.07 Fresh 


1.32 Fresh 


0.30 Fresh 


1.37 Fresh 


4.00 Fresh 


3.10 Fresh 


0.99 Fresh 


1.44 Fresh 


5.94 Fresh 



1.57 Fresh 


6.92 Fresh 


4.61 Fresh 


6.09 Fresh 



1.31 Fresh 


1.57 Fresh 


5.81 Fresh 


3.34 Fresh 


3.15 Fresh 


5.78 Fresh 



Chimrawali Sikh 


0806001100932700 


3.14 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Slate 


Older Alluvium 


Slate 


Older Alluvium 


Slate 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Slate 


Slate 


Slate 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Slate 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Slate 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Quartzite 


Slate 


Older Alluvium 


Slate 


Quartzite 


Quartzite 


Older Alluvium 


Slate 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

28.58 

90 

61.42 

20.00 

12.28 

0.0150 

0.1110 

17.59 

90 

72.41 

20.00 

14.48 

0.0150 

0.6314 

17.59 

100 

82.41 

5.00 

4.12 

0.0015 

0.0054 

21.50 

90 

68.50 

20.00 

13.70 

0.0150 

0.5225 

21.50 

100 

78.50 

5.00 

3.93 

0.0015 

0.0029 

7.48 

90 

82.52 

20.00 

16.50 

0.0150 

0.3033 

10.89 

90 

79.11 

20.00 

15.82 

0.0150 

0.1892 

10.89 

90 

79.11 

20.00 

15.82 

0.0150 

0.6286 

22.99 

90 

67.01 

20.00 

13.40 

0.0150 

0.0794 

22.99 

100 

77.01 

5.00 

3.85 

0.0015 

0.0193 

18.04 

60 

41.96 

20.00 

8.39 

0.0200 

0.0158 

31.21 

80 

48.79 

20.00 

9.76 

0.0150 

0.2380 

32.62 

80 

47.38 

20.00 

9.48 

0.0150 

0.3746 

32.96 

90 

57.04 

20.00 

11.41 

0.0150 

0.0352 

32.96 

90 

57.04 

5.00 

2.85 

0.0015 

0.0014 

32.96 

100 

67.04 

5.00 

3.35 

0.0015 

0.0088 

30.03 

80 

49.97 

20.00 

9.99 

0.0150 

0.0896 

30.03 

100 

69.97 

5.00 

3.50 

0.0015 

0.0011 

31.59 

80 

48.41 

20.00 

9.68 

0.0150 

0.0283 

31.59 

100 

68.41 

5.00 

3.42 

0.0015 

0.0007 

8.49 

90 

81.51 

20.00 

16.30 

0.0150 

0.0537 

8.49 

90 

81.51 

20.00 

16.30 

0.0150 

0.3863 

31.55 

80 

48.45 

20.00 

9.69 

0.0150 

0.6722 

31.55 

100 

68.45 

5.00 

3.42 

0.0015 

0.0008 

33.22 

100 

66.78 

5.00 

3.34 

0.0015 

0.0003 

32.49 

100 

67.51 

5.00 

3.38 

0.0015 

0.0015 

26.08 

80 

53.92 

20.00 

10.78 

0.0150 

0.1932 

17.86 

90 

72.14 

20.00 

14.43 

0.0150 

0.8113 

16.94 

90 

73.06 

20.00 

14.61 

0.0150 

0.6551 

33.08 

80 

46.92 

20.00 

9.38 

0.0150 

0.1146 

33.08 

100 

66.92 

5.00 

3.35 

0.0015 

0.0009 

27.38 

90 

62.62 

20.00 

12.52 

0.0150 

0.2697 

24.11 

90 

65.89 

20.00 

13.18 

0.0150 

0.1224 

24.11 

100 

75.89 

5.00 

3.79 

0.0015 

0.0218 

32.67 

80 

47.33 

20.00 

9.47 

0.0150 

0.0898 

32.67 

100 

67.33 

5.00 

3.37 

0.0015 

0.0080 

21.68 

90 

68.32 

20.00 

13.66 

0.0150 

0.3222 

15.94 

90 

74.06 

20.00 

14.81 

0.0150 

1.4694 

15.94 

90 

74.06 

5.00 

3.70 

0.0015 

0.0017 

31.79 

90 

58.21 

20.00 

11.64 

0.0150 

0.3981 

30.13 

80 

49.87 

20.00 

9.97 

0.0150 

0.5014 

30.13 

100 

69.87 

5.00 

3.49 

0.0015 

0.0018 

30.13 

100 

69.87 

5.00 

3.49 

0.0015 

0.0001 

29.72 

80 

50.28 

20.00 

10.06 

0.0150 

0.4502 

29.72 

100 

70.28 

5.00 

3.51 

0.0015 

0.0125 

26.81 

100 

73.19 

5.00 

3.66 

0.0015 

0.0061 

26.56 

100 

73.44 

5.00 

3.67 

0.0015 

0.0032 

33.01 

80 

46.99 

20.00 

9.40 

0.0150 

0.0133 

28.77 

100 

71.23 

5.00 

3.56 

0.0015 

0.0003 

17.88 

90 

72.12 

20.00 

14.42 

0.0150 

0.0080 

22.77 

80 

57.23 

20.00 

11.45 

0.0150 

0.4617 

22.77 

100 

77.23 

5.00 

3.86 

0.0015 

0.0153 

18.91 

90 

71.09 

20.00 

14.22 

0.0150 

0.5636 

18.91 

100 

81.09 

5.00 

4.05 

0.0015 

0.0130 

17.86 

90 

72.14 

20.00 

14.43 

0.0150 

0.0630 









































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 


Dabla Meena 
Dabla Meo 
Dalalpura 
Deewli 

Deorajpura 

Doroli 

Fatehpur Tarf Malawali 
Gaonri 


Village 

Area, 

sq.km 


Zone (Fresh 
/ Saline) 


Type of Area 
(Command / Non¬ 
command) 


0806001000901900 1.73 Fresh Non-command 

0806001000901800 _ 0.90 Fresh _ Non-command 

0806001000912000 2.91 Fresh Non-command 

0806001100934800 5.68 Fresh Non-command 

Non-command 

0806001100936000 1.00 Fresh Non-command 

Non-command 

0806001000912400 ~ 5.52 7Tesh Non-command 

Non-command 

0806001100935300 ~ 1.69 Fresh Non-command 

Saline Non-command 

0806001000900600 _ 1.93 Fresh _ Non-command 

Non-command 


Garh 0806001000899700 1.09 


Garhi Sawairam 0806001000918500 8.27 


Ghatwari 

0806001000912700 

1.17 

Googrod 

0806001000901200 

1.83 


Gor Pahari 

0806001100931500 

3.84 

Gothra 

0806001100938200 

5.28 

Guriya 

0806001000913400 

2.09 

Harsana 

0806001100934500 

13.86 


Hasanpur 

0806001100933400 

8.24 

Hirnoti 

0806001000913700 

2.35 


Ishwana 0806001000911800 7.65 


Jhalatala 0806001100938000 8.23 


Non-command 
Fresh Non-command 

Non-command 
Fresh Non-command 

Non-command 
Fresh Non-command 

Fresh Non-command 

Non-command 
Saline Non-command 

Fresh Non-command 

Fresh Non-command 

Fresh Non-command 

Saline Non-command 

Fresh Non-command 

Fresh Non-command 

Non-command 
Fresh Non-command 

Non-command 
Fresh Non-command 

Non-command 


Non-command 

Jhankra 0806001000912900 4.85 Fresh Non-command 

Non-command 

Jodhpura 0806001100935500 1.87 Fresh Non-command 

Non-command 

Jona Khera Bhai 0806001100934700 2.27 Fresh Non-command 

Saline Non-command 

Jona Khera Pahar 0806001100934600 3.97 Fresh Non-command 

Non-command 

Kachawa 0806001100935400 3.83 Fresh Non-command 

Non-command 

Kajota 0806001100935100 4.73 Fresh Non-command 

Non-command 

Kali Pahari 0806000700864900 4.02 Fresh Non-command 

Non-command 


0806001100937600 2.90 Fresh Non-command 

Kaneti 0806001000913100 2.05 Fresh Non-command 

Non-command 

Kanwara 0806001100930200 4.89 Saline Non-command 

Kharkhara 0806001000901700 2.49 Fresh Non-command 

Kharkhari Chawandsingh 0806001000899200 2.95 Fresh Non-command 

Khera Mangal Singh 0806001100938400 8.84 Fresh Non-command 


Hydrogeological Unit 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Slate 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Slate 


Older Alluvium 


Quartzite 


Older Alluvium 


Slate 


Older Alluvium 


Older Alluvium 


Slate 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Slate 


Older Alluvium 


Quartzite 


Older Alluvium 


Phyllite & Schist 


Slate 


Older Alluvium 


Slate 


Older Alluvium 


Slate 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Slate 


Older Alluvium 


Slate 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Slate 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

29.14 

70 

40.86 

20.00 

8.17 

0.0150 

0.0044 

32.25 

70 

37.75 

20.00 

7.55 

0.0150 

0.0280 

32.49 

80 

47.51 

20.00 

9.50 

0.0150 

0.4143 

16.48 

90 

73.52 

20.00 

14.70 

0.0150 

1.1427 

16.48 

90 

73.52 

5.00 

3.68 

0.0015 

0.0005 

16.05 

90 

73.95 

20.00 

14.79 

0.0150 

0.1957 

16.05 

90 

73.95 

5.00 

3.70 

0.0015 

0.0006 

32.38 

80 

47.62 

20.00 

9.52 

0.0150 

0.3343 

32.38 

100 

67.62 

5.00 

3.38 

0.0015 

0.0161 

27.30 

90 

62.70 

20.00 

12.54 

0.0150 

0.2347 

27.30 

90 

62.70 

20.00 

12.54 

0.0150 

0.0767 

30.18 

80 

49.82 

20.00 

9.96 

0.0150 

0.1821 

30.18 

100 

69.82 

5.00 

3.49 

0.0015 

0.0019 

30.18 

100 

69.82 

5.00 

3.49 

0.0015 

0.0018 

25.93 

80 

54.07 

20.00 

10.81 

0.0150 

0.1538 

25.93 

100 

74.07 

5.00 

3.70 

0.0015 

0.0008 

32.49 

80 

47.51 

20.00 

9.50 

0.0150 

0.7455 

32.49 

100 

67.51 

5.00 

3.38 

0.0015 

0.0089 

33.35 

80 

46.65 

20.00 

9.33 

0.0150 

0.1614 

31.47 

80 

48.53 

20.00 

9.71 

0.0150 

0.0380 

31.47 

100 

68.53 

5.00 

3.43 

0.0015 

0.0029 

10.67 

90 

79.33 

20.00 

15.87 

0.0150 

0.4454 

31.88 

90 

58.12 

20.00 

11.62 

0.0150 

0.4926 

32.91 

80 

47.09 

20.00 

9.42 

0.0150 

0.2955 

14.41 

90 

75.59 

20.00 

15.12 

0.0150 

2.9221 

14.41 

90 

75.59 

20.00 

15.12 

0.0150 

0.1331 

12.66 

90 

77.34 

20.00 

15.47 

0.0150 

0.7177 

32.88 

80 

47.12 

20.00 

9.42 

0.0150 

0.3209 

32.88 

100 

67.12 

5.00 

3.36 

0.0015 

0.0004 

35.44 

80 

44.56 

20.00 

8.91 

0.0150 

0.4634 

35.44 

100 

64.56 

5.00 

3.23 

0.0015 

0.0044 

32.90 

90 

57.10 

20.00 

11.42 

0.0150 

0.9278 

32.90 

90 

57.10 

5.00 

2.86 

0.0015 

0.0115 

32.90 

100 

67.10 

5.00 

3.36 

0.0015 

0.0003 

32.42 

80 

47.58 

20.00 

9.52 

0.0150 

0.3930 

32.42 

100 

67.58 

5.00 

3.38 

0.0015 

0.0099 

32.07 

90 

57.93 

20.00 

11.59 

0.0150 

0.2684 

32.07 

100 

67.93 

5.00 

3.40 

0.0015 

0.0007 

14.12 

90 

75.88 

20.00 

15.18 

0.0150 

0.3983 

14.12 

90 

75.88 

20.00 

15.18 

0.0150 

0.1179 

15.14 

90 

74.86 

20.00 

14.97 

0.0150 

0.4805 

15.14 

90 

74.86 

5.00 

3.74 

0.0015 

0.0101 

29.31 

90 

60.69 

20.00 

12.14 

0.0150 

0.5613 

29.31 

100 

70.69 

5.00 

3.53 

0.0015 

0.0010 

22.16 

90 

67.84 

20.00 

13.57 

0.0150 

0.5512 

22.16 

100 

77.84 

5.00 

3.89 

0.0015 

0.0067 

27.72 

90 

62.28 

20.00 

12.46 

0.0150 

0.0850 

27.72 

100 

72.28 

5.00 

3.61 

0.0015 

0.0028 

31.40 

90 

58.60 

20.00 

11.72 

0.0150 

0.5091 

31.38 

80 

48.62 

20.00 

9.72 

0.0150 

0.0103 

31.38 

100 

68.62 

5.00 

3.43 

0.0015 

0.0099 

7.78 

90 

82.22 

20.00 

16.44 

0.0150 

0.1141 

30.64 

80 

49.36 

20.00 

9.87 

0.0150 

0.1701 

35.72 

80 

44.28 

20.00 

8.86 

0.0150 

0.0277 

30.09 

90 

59.91 

20.00 

11.98 

0.0150 

0.1528 





























































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Slate 


Older Alluvium 


Older Alluvium 


Slate 


Older Alluvium 


Older Alluvium 


Slate 


Older Alluvium 


Older Alluvium 


Slate 


Older Alluvium 


Older Alluvium 


Slate 


Older Alluvium 


Slate 


Older Alluvium 


Older Alluvium 


Quartzite 


Slate 


Quartzite 


Older Alluvium 


Slate 


Older Alluvium 


Older Alluvium 


Slate 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Slate 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Slate 


Older Alluvium 


Quartzite 


Older Alluvium 


Slate 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Slate 


Older Alluvium 


Slate 


Slate 


Slate 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

30.09 

100 

69.91 

5.00 

3.50 

0.0015 

0.0001 

9.87 

90 

80.13 

20.00 

16.03 

0.0150 

0.4423 

32.13 

80 

47.87 

20.00 

9.57 

0.0150 

0.0493 

32.13 

100 

67.87 

5.00 

3.39 

0.0015 

0.0044 

14.98 

60 

45.03 

20.00 

9.01 

0.0200 

0.0006 

20.60 

90 

69.40 

20.00 

13.88 

0.0150 

1.9263 

20.60 

100 

79.40 

5.00 

3.97 

0.0015 

0.0043 

20.60 

90 

69.40 

20.00 

13.88 

0.0150 

0.3663 

27.93 

80 

52.07 

20.00 

10.41 

0.0150 

0.3859 

27.93 

100 

72.07 

5.00 

3.60 

0.0015 

0.0033 

7.21 

90 

82.79 

20.00 

16.56 

0.0150 

1.6635 

32.15 

80 

47.85 

20.00 

9.57 

0.0150 

0.1185 

32.15 

100 

67.85 

5.00 

3.39 

0.0015 

0.0025 

32.61 

80 

47.39 

20.00 

9.48 

0.0150 

0.2066 

32.61 

100 

67.39 

5.00 

3.37 

0.0015 

0.0069 

7.39 

90 

82.61 

20.00 

16.52 

0.0150 

0.0707 

34.86 

80 

45.14 

20.00 

9.03 

0.0150 

2.2336 

34.86 

100 

65.14 

5.00 

3.26 

0.0015 

0.0011 

29.00 

100 

71.00 

5.00 

3.55 

0.0015 

0.0004 

20.31 

100 

79.69 

5.00 

3.98 

0.0015 

0.0150 

23.62 

80 

56.38 

20.00 

11.28 

0.0150 

0.0095 

23.62 

100 

76.38 

5.00 

3.82 

0.0015 

0.0047 

17.90 

90 

72.10 

20.00 

14.42 

0.0150 

0.9658 

31.56 

80 

48.44 

20.00 

9.69 

0.0150 

0.1287 

31.56 

100 

68.44 

5.00 

3.42 

0.0015 

0.0015 

26.74 

60 

33.26 

20.00 

6.65 

0.0200 

0.0041 

11.30 

90 

78.70 

20.00 

15.74 

0.0150 

0.3169 

11.30 

90 

78.70 

20.00 

15.74 

0.0150 

0.0118 

30.55 

80 

49.45 

20.00 

9.89 

0.0150 

0.1312 

30.55 

100 

69.45 

5.00 

3.47 

0.0015 

0.0016 

15.36 

90 

74.64 

20.00 

14.93 

0.0150 

1.8071 

15.36 

90 

74.64 

20.00 

14.93 

0.0150 

1.8350 

16.62 

90 

73.38 

20.00 

14.68 

0.0150 

0.3611 

31.30 

90 

58.70 

20.00 

11.74 

0.0150 

0.0706 

31.30 

90 

58.70 

5.00 

2.93 

0.0015 

0.0055 

14.58 

90 

75.42 

20.00 

15.08 

0.0150 

0.2763 

27.83 

80 

52.17 

20.00 

10.43 

0.0150 

0.1389 

27.83 

100 

72.17 

5.00 

3.61 

0.0015 

0.0040 

33.16 

80 

46.84 

20.00 

9.37 

0.0150 

0.1650 

33.16 

100 

66.84 

5.00 

3.34 

0.0015 

0.0019 

29.02 

80 

50.98 

20.00 

10.20 

0.0150 

0.0427 

29.02 

100 

70.98 

5.00 

3.55 

0.0015 

0.0017 

31.49 

80 

48.51 

20.00 

9.70 

0.0150 

0.3124 

31.49 

100 

68.51 

5.00 

3.43 

0.0015 

0.0033 

28.36 

100 

71.64 

5.00 

3.58 

0.0015 

0.0045 

23.94 

90 

66.06 

20.00 

13.21 

0.0150 

0.5958 

30.88 

90 

59.12 

20.00 

11.82 

0.0150 

0.2148 

33.37 

80 

46.63 

20.00 

9.33 

0.0150 

0.1817 

30.79 

80 

49.21 

20.00 

9.84 

0.0150 

0.4281 

30.79 

100 

69.21 

5.00 

3.46 

0.0015 

0.0002 

32.77 

80 

47.23 

20.00 

9.45 

0.0150 

0.2833 

32.77 

100 

67.23 

5.00 

3.36 

0.0015 

0.0102 

21.37 

100 

78.63 

5.00 

3.93 

0.0015 

0.0005 

27.33 

100 

72.67 

5.00 

3.63 

0.0015 

0.0080 

30.50 

80 

49.50 

20.00 

9.90 

0.0150 

0.4217 






































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Quartzite 


Older Alluvium 


Slate 


Older Alluvium 


Slate 


Older Alluvium 


Slate 


Older Alluvium 


Phyllite & Schist 


Slate 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Slate 


Older Alluvium 


Slate 


Older Alluvium 


Older Alluvium 


Slate 


Older Alluvium 


Slate 


Older Alluvium 


Older Alluvium 


Slate 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

30.50 

100 

69.50 

5.00 

3.47 

0.0015 

0.0017 

33.44 

80 

46.56 

20.00 

9.31 

0.0150 

2.0595 

33.44 

100 

66.56 

5.00 

3.33 

0.0015 

0.0000 

31.31 

80 

48.69 

20.00 

9.74 

0.0150 

0.0294 

31.31 

100 

68.69 

5.00 

3.43 

0.0015 

0.0032 

29.11 

80 

50.89 

20.00 

10.18 

0.0150 

0.2037 

29.11 

100 

70.89 

5.00 

3.54 

0.0015 

0.0144 

19.21 

90 

70.79 

20.00 

14.16 

0.0150 

0.2681 

19.21 

90 

70.79 

5.00 

3.54 

0.0015 

0.0034 

20.24 

100 

79.76 

5.00 

3.99 

0.0015 

0.0011 

33.21 

80 

46.79 

20.00 

9.36 

0.0150 

0.1122 

8.01 

90 

81.99 

20.00 

16.40 

0.0150 

0.2713 

16.48 

90 

73.52 

20.00 

14.70 

0.0150 

0.2328 

16.48 

90 

73.52 

5.00 

3.68 

0.0015 

0.0014 

25.52 

90 

64.48 

20.00 

12.90 

0.0150 

0.4423 

25.52 

90 

64.48 

5.00 

3.22 

0.0015 

0.0053 

11.52 

90 

78.48 

20.00 

15.70 

0.0150 

0.0123 

11.52 

90 

78.48 

20.00 

15.70 

0.0150 

0.1473 

21.16 

90 

68.84 

20.00 

13.77 

0.0150 

0.6582 

21.16 

90 

68.84 

5.00 

3.44 

0.0015 

0.0013 

32.15 

90 

57.85 

20.00 

11.57 

0.0150 

0.5927 

32.15 

90 

57.85 

5.00 

2.89 

0.0015 

0.0023 

32.15 

100 

67.85 

5.00 

3.39 

0.0015 

0.0036 

22.32 

80 

57.68 

20.00 

11.54 

0.0150 

0.0259 

22.32 

100 

77.68 

5.00 

3.88 

0.0015 

0.0000 

16.38 

90 

73.62 

20.00 

14.72 

0.0150 

0.4736 

32.80 

80 

47.20 

20.00 

9.44 

0.0150 

0.1445 

32.80 

100 

67.20 

5.00 

3.36 

0.0015 

0.0060 

33.29 

90 

56.71 

20.00 

11.34 

0.0150 

0.8518 

33.29 

100 

66.71 

5.00 

3.34 

0.0015 

0.0014 

22.43 

90 

67.57 

20.00 

13.51 

0.0150 

0.5500 

30.71 

80 

49.29 

20.00 

9.86 

0.0150 

0.5376 

30.71 

100 

69.29 

5.00 

3.46 

0.0015 

0.0039 

13.33 

60 

46.67 

20.00 

9.33 

0.0200 

0.2580 

27.53 

90 

62.47 

20.00 

12.49 

0.0150 

0.2231 

8.49 

90 

81.51 

20.00 

16.30 

0.0150 

0.0092 

8.49 

90 

81.51 

20.00 

16.30 

0.0150 

0.1119 

17.11 

60 

42.89 

20.00 

8.58 

0.0200 

0.1396 

17.11 

60 

42.89 

20.00 

8.58 

0.0200 

0.2352 

15.80 

60 

44.20 

20.00 

8.84 

0.0200 

0.2376 

26.85 

90 

63.15 

20.00 

12.63 

0.0150 

0.2118 

26.64 

90 

63.36 

20.00 

12.67 

0.0150 

0.0153 

26.64 

90 

63.36 

20.00 

12.67 

0.0150 

0.0839 

15.22 

100 

84.78 

20.00 

16.96 

0.0150 

0.0000 

26.09 

90 

63.91 

20.00 

12.78 

0.0150 

0.0322 

18.39 

60 

41.61 

20.00 

8.32 

0.0200 

0.7393 

13.02 

90 

76.98 

20.00 

15.40 

0.0150 

0.7114 

13.02 

90 

76.98 

20.00 

15.40 

0.0150 

0.0134 

23.45 

60 

36.55 

20.00 

7.31 

0.0200 

0.2901 

15.84 

60 

44.16 

20.00 

8.83 

0.0200 

0.1786 

14.87 

60 

45.13 

20.00 

9.03 

0.0200 

0.4141 

14.87 

60 

45.13 

20.00 

9.03 

0.0200 

0.0684 

28.72 

90 

61.28 

20.00 

12.26 

0.0150 

0.2542 

26.04 

100 

73.96 

20.00 

14.79 

0.0150 

0.0209 

29.47 

90 

60.53 

20.00 

12.11 

0.0150 

0.2160 










































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

26.78 

90 

63.22 

20.00 

12.64 

0.0150 

0.1050 

29.26 

90 

60.74 

20.00 

12.15 

0.0150 

0.1756 

30.42 

90 

59.58 

20.00 

11.92 

0.0150 

0.6716 

28.33 

90 

61.67 

20.00 

12.33 

0.0150 

0.3710 

28.33 

90 

61.67 

20.00 

12.33 

0.0150 

0.3184 

20.63 

90 

69.37 

20.00 

13.87 

0.0150 

0.2757 

25.52 

90 

64.48 

20.00 

12.90 

0.0150 

0.1743 

25.52 

90 

64.48 

20.00 

12.90 

0.0150 

0.2917 

21.39 

90 

68.61 

20.00 

13.72 

0.0150 

0.2412 

8.93 

90 

81.07 

20.00 

16.21 

0.0150 

0.4309 

30.16 

90 

59.84 

20.00 

11.97 

0.0150 

0.0451 

21.08 

90 

68.92 

20.00 

13.78 

0.0150 

0.4897 

15.68 

60 

44.32 

20.00 

8.86 

0.0200 

0.3635 

12.66 

90 

77.34 

20.00 

15.47 

0.0150 

0.5974 

14.18 

90 

75.82 

20.00 

15.16 

0.0150 

0.1446 

11.35 

60 

48.65 

20.00 

9.73 

0.0200 

0.1845 

11.35 

60 

48.65 

20.00 

9.73 

0.0200 

0.2633 

24.23 

90 

65.77 

20.00 

13.15 

0.0150 

0.9585 

24.23 

90 

65.77 

20.00 

13.15 

0.0150 

0.0000 

26.21 

90 

63.79 

20.00 

12.76 

0.0150 

1.2324 

26.21 

90 

63.79 

20.00 

12.76 

0.0150 

0.3165 

16.70 

60 

43.30 

20.00 

8.66 

0.0200 

0.1040 

20.24 

90 

69.76 

20.00 

13.95 

0.0150 

2.3048 

20.24 

90 

69.76 

20.00 

13.95 

0.0150 

0.0269 

17.68 

60 

42.32 

20.00 

8.46 

0.0200 

0.4195 

17.68 

60 

42.32 

20.00 

8.46 

0.0200 

0.0124 

7.51 

90 

82.49 

20.00 

16.50 

0.0150 

0.0618 

14.05 

60 

45.95 

20.00 

9.19 

0.0200 

0.1379 

7.78 

90 

82.22 

20.00 

16.44 

0.0150 

0.0244 

7.78 

90 

82.22 

20.00 

16.44 

0.0150 

0.8650 

27.69 

90 

62.31 

20.00 

12.46 

0.0150 

0.2127 

27.69 

90 

62.31 

20.00 

12.46 

0.0150 

0.2503 

24.20 

100 

75.80 

20.00 

15.16 

0.0150 

0.0000 

24.20 

100 

75.80 

20.00 

15.16 

0.0150 

0.0645 

10.10 

90 

79.90 

20.00 

15.98 

0.0150 

0.2176 

27.09 

90 

62.91 

20.00 

12.58 

0.0150 

0.2076 

27.14 

90 

62.86 

20.00 

12.57 

0.0150 

0.0182 

27.14 

90 

62.86 

20.00 

12.57 

0.0150 

0.7488 

30.24 

90 

59.76 

20.00 

11.95 

0.0150 

0.1735 

19.45 

90 

70.55 

20.00 

14.11 

0.0150 

0.9360 

7.21 

90 

82.79 

20.00 

16.56 

0.0150 

0.1388 

7.39 

90 

82.61 

20.00 

16.52 

0.0150 

0.3457 

7.39 

90 

82.61 

20.00 

16.52 

0.0150 

0.3260 

27.57 

90 

62.43 

20.00 

12.49 

0.0150 

0.3214 

27.57 

90 

62.43 

20.00 

12.49 

0.0150 

0.0321 

15.65 

90 

74.35 

20.00 

14.87 

0.0150 

0.1917 

11.30 

90 

78.70 

20.00 

15.74 

0.0150 

0.1340 

23.21 

100 

76.79 

20.00 

15.36 

0.0150 

0.0000 

12.60 

60 

47.40 

20.00 

9.48 

0.0200 

0.0105 

12.60 

60 

47.40 

20.00 

9.48 

0.0200 

0.4116 

28.60 

90 

61.40 

20.00 

12.28 

0.0150 

0.3744 

28.60 

90 

61.40 

20.00 

12.28 

0.0150 

0.2938 

29.28 

90 

60.72 

20.00 

12.14 

0.0150 

0.1674 

29.28 

90 

60.72 

20.00 

12.14 

0.0150 

0.0724 

27.03 

90 

62.97 

20.00 

12.59 

0.0150 

0.0598 




































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 


Census Code 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Saline 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Saline 

Command 

Fresh 

Command 

Saline 

Command 

Fresh 

Command 

Saline 

Command 

Fresh 

Command 

Saline 

Command 

Saline 

Command 

Fresh 

Command 

Saline 

Command 

Saline 

Command 

Saline 

Command 

Saline 

Non-command 

Fresh 

Command 

Fresh 

Command 


Non-command 

Saline 

Command 

Fresh 

Command 


Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Fresh 

Command 

Saline 

Command 

Saline 

Command 

Saline 

Command 


Non-command 

Fresh 

Command 


Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

27.03 

90 

62.97 

20.00 

12.59 

0.0150 

0.6107 

11.15 

60 

48.85 

20.00 

9.77 

0.0200 

0.0030 

20.94 

90 

69.06 

20.00 

13.81 

0.0150 

0.0554 

20.94 

90 

69.06 

20.00 

13.81 

0.0150 

0.9507 

22.87 

90 

67.13 

20.00 

13.43 

0.0150 

0.3077 

27.14 

90 

62.86 

20.00 

12.57 

0.0150 

0.6912 

12.23 

60 

47.77 

20.00 

9.55 

0.0200 

0.3023 

9.07 

90 

80.93 

20.00 

16.19 

0.0150 

0.4085 

16.57 

60 

43.43 

20.00 

8.69 

0.0200 

0.2499 

16.25 

60 

43.75 

20.00 

8.75 

0.0200 

0.1353 

27.64 

90 

62.36 

20.00 

12.47 

0.0150 

0.2065 

30.29 

90 

59.71 

20.00 

11.94 

0.0150 

0.1862 

28.58 

90 

61.42 

20.00 

12.28 

0.0150 

0.1386 

16.16 

60 

43.84 

20.00 

8.77 

0.0200 

0.0762 

16.16 

60 

43.84 

20.00 

8.77 

0.0200 

0.0409 

15.22 

60 

44.78 

20.00 

8.96 

0.0200 

0.4042 

15.22 

60 

44.78 

20.00 

8.96 

0.0200 

0.4530 

12.53 

60 

47.47 

20.00 

9.49 

0.0200 

0.3519 

12.53 

60 

47.47 

20.00 

9.49 

0.0200 

0.0870 

22.40 

60 

37.60 

20.00 

7.52 

0.0200 

0.2099 

22.40 

60 

37.60 

20.00 

7.52 

0.0200 

0.0897 

15.14 

60 

44.86 

20.00 

8.97 

0.0200 

0.5327 

10.76 

60 

49.24 

20.00 

9.85 

0.0200 

0.4277 

10.81 

90 

79.19 

20.00 

15.84 

0.0150 

0.2650 

13.73 

100 

86.27 

20.00 

17.25 

0.0100 

0.0507 

13.73 

100 

86.27 

20.00 

17.25 

0.0100 

0.0120 

9.64 

100 

90.36 

20.00 

18.07 

0.0100 

0.9127 

10.37 

100 

89.63 

20.00 

17.93 

0.0100 

0.1084 

10.37 

100 

89.63 

20.00 

17.93 

0.0100 

0.4034 

9.87 

100 

90.13 

20.00 

18.03 

0.0100 

0.0689 

8.70 

100 

91.30 

20.00 

18.26 

0.0100 

0.2715 

9.62 

100 

90.38 

20.00 

18.08 

0.0100 

0.0630 

9.62 

100 

90.38 

20.00 

18.08 

0.0100 

0.2126 

8.60 

100 

91.40 

20.00 

18.28 

0.0100 

0.2473 

8.25 

100 

91.75 

20.00 

18.35 

0.0100 

0.0810 

8.25 

100 

91.75 

20.00 

18.35 

0.0100 

0.0423 

6.29 

100 

93.71 

20.00 

18.74 

0.0100 

0.1290 

9.50 

100 

90.50 

20.00 

18.10 

0.0100 

0.3240 

7.00 

100 

93.00 

20.00 

18.60 

0.0100 

0.3659 

9.11 

100 

90.89 

20.00 

18.18 

0.0100 

0.0576 

13.36 

100 

86.64 

20.00 

17.33 

0.0100 

0.0507 

13.36 

100 

86.64 

20.00 

17.33 

0.0100 

0.1251 

8.49 

100 

91.51 

20.00 

18.30 

0.0100 

0.3160 

12.36 

100 

87.64 

20.00 

17.53 

0.0100 

0.6705 

12.36 

100 

87.64 

20.00 

17.53 

0.0100 

0.2203 

13.25 

100 

86.75 

20.00 

17.35 

0.0100 

0.2042 

13.25 

100 

86.75 

20.00 

17.35 

0.0100 

0.0024 

14.61 

100 

85.39 

20.00 

17.08 

0.0100 

0.4283 

3.38 

100 

96.62 

20.00 

19.32 

0.0100 

0.0002 

3.38 

100 

96.62 

20.00 

19.32 

0.0100 

0.5315 

7.08 

100 

92.92 

20.00 

18.58 

0.0100 

0.7201 

6.55 

100 

93.45 

20.00 

18.69 

0.0100 

0.2250 

6.55 

100 

93.45 

20.00 

18.69 

0.0100 

0.4839 

4.83 

100 

95.17 

20.00 

19.03 

0.0100 

0.0481 

4.83 

100 

95.17 

20.00 

19.03 

0.0100 

0.5617 



































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

2.95 

100 

97.05 

20.00 

19.41 

0.0100 

0.9686 

2.95 

100 

97.05 

20.00 

19.41 

0.0100 

0.1484 

10.10 

100 

89.90 

20.00 

17.98 

0.0100 

0.4203 

11.11 

100 

88.89 

20.00 

17.78 

0.0100 

0.1243 

8.47 

100 

91.53 

20.00 

18.31 

0.0100 

0.1323 

6.18 

100 

93.82 

20.00 

18.76 

0.0100 

0.0000 

6.18 

100 

93.82 

20.00 

18.76 

0.0100 

2.5788 

9.49 

100 

90.51 

20.00 

18.10 

0.0100 

0.1116 

9.16 

100 

90.84 

20.00 

18.17 

0.0100 

0.5244 

8.59 

100 

91.41 

20.00 

18.28 

0.0100 

0.1950 

14.16 

100 

85.84 

20.00 

17.17 

0.0100 

0.2979 

14.24 

100 

85.76 

20.00 

17.15 

0.0100 

0.0049 

7.92 

100 

92.08 

20.00 

18.42 

0.0100 

0.0097 

7.92 

100 

92.08 

20.00 

18.42 

0.0100 

0.0336 

9.46 

100 

90.54 

20.00 

18.11 

0.0100 

0.2918 

10.64 

100 

89.36 

20.00 

17.87 

0.0100 

0.2832 

10.29 

100 

89.71 

20.00 

17.94 

0.0100 

0.0451 

6.66 

100 

93.34 

20.00 

18.67 

0.0100 

0.0838 

6.66 

100 

93.34 

20.00 

18.67 

0.0100 

0.0817 

11.51 

100 

88.49 

20.00 

17.70 

0.0100 

0.0456 

8.86 

100 

91.14 

20.00 

18.23 

0.0100 

0.0374 

8.86 

100 

91.14 

20.00 

18.23 

0.0100 

0.0250 

14.71 

100 

85.29 

20.00 

17.06 

0.0100 

0.5537 

15.73 

100 

84.27 

20.00 

16.85 

0.0100 

0.1887 

10.72 

100 

89.28 

20.00 

17.86 

0.0100 

0.1375 

10.72 

100 

89.28 

20.00 

17.86 

0.0100 

0.0020 

14.41 

100 

85.59 

20.00 

17.12 

0.0100 

0.0119 

14.41 

100 

85.59 

20.00 

17.12 

0.0100 

0.7520 

10.46 

100 

89.54 

20.00 

17.91 

0.0100 

0.0047 

7.21 

100 

92.79 

20.00 

18.56 

0.0100 

0.0645 

10.87 

100 

89.13 

20.00 

17.83 

0.0100 

0.0240 

10.87 

100 

89.13 

20.00 

17.83 

0.0100 

0.1469 

10.87 

100 

89.13 

20.00 

17.83 

0.0100 

0.0090 

10.87 

100 

89.13 

20.00 

17.83 

0.0100 

0.0445 

6.89 

100 

93.11 

20.00 

18.62 

0.0100 

0.1741 

9.24 

100 

90.76 

20.00 

18.15 

0.0100 

0.6148 

9.54 

100 

90.46 

20.00 

18.09 

0.0100 

0.4041 

12.43 

100 

87.57 

20.00 

17.51 

0.0100 

0.2257 

12.43 

100 

87.57 

20.00 

17.51 

0.0100 

0.1996 

12.43 

100 

87.57 

20.00 

17.51 

0.0100 

0.0833 

12.43 

100 

87.57 

20.00 

17.51 

0.0100 

0.0663 

3.32 

100 

96.68 

20.00 

19.34 

0.0100 

0.7031 

8.39 

100 

91.61 

20.00 

18.32 

0.0100 

0.3412 

8.39 

100 

91.61 

20.00 

18.32 

0.0100 

0.0213 

6.78 

100 

93.22 

20.00 

18.64 

0.0100 

0.3096 

6.78 

100 

93.22 

20.00 

18.64 

0.0100 

0.3115 

12.66 

100 

87.34 

20.00 

17.47 

0.0100 

0.4206 

12.66 

100 

87.34 

20.00 

17.47 

0.0100 

0.2138 

10.07 

100 

89.93 

20.00 

17.99 

0.0100 

1.0070 

10.07 

100 

89.93 

20.00 

17.99 

0.0100 

0.9868 

15.62 

100 

84.38 

20.00 

16.88 

0.0100 

0.5961 

7.30 

100 

92.70 

20.00 

18.54 

0.0100 

0.3598 

7.30 

100 

92.70 

20.00 

18.54 

0.0100 

0.1562 

10.20 

100 

89.80 

20.00 

17.96 

0.0100 

0.9966 

10.20 

100 

89.80 

20.00 

17.96 

0.0100 

0.1890 
















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 


Census Code 




Bhatpura 


Bilawati 


Birharu 


Chahori Ka Nangla 


Chak Bani 


Cheetaheri Kashi 


Chhatarpur 


Chidarua 


Chimni 



Darapur 


Daroda 


Dhanipura 


Dhansoti 


Dhanwara 



Doodheri 


Doroli 


Enchera 


Gangar Soli 


0807000601023200 


0807000601021700 


0807000401004700 


0807000501011500 


0807000501013100 


0807000401007500 


0806001200946800 


0807000601026700 


0807000601026600 


0806001200942600 


0807000501010300 


0807000601030800 


0807000501013500 


0807000601021900 


0807000501011600 


0807000501013200 


0806001200941800 


0807000501010100 


0806001200942900 


0807000601031500 


0807000601025700 


0807000601025200 


0807000601026300 


0806001200943000 


0807000601031200 


0807000501012500 


0807000501012800 


0807000501014100 


0807000601031100 


0807000601026000 


0807000601025900 


0806001200947100 


0807000501013600 


0807000601022200 


0807000601027100 


0806001200941700 


0806001200942700 


0806001200952200 


0807000501009800 


0807000601023100 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Saline 

Command 


Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Command 

Saline 

Command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Saline 

Non-command 


Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

7.37 

100 

92.63 

20.00 

18.53 

0.0100 

0.5212 

7.37 

100 

92.63 

20.00 

18.53 

0.0100 

0.4538 

12.16 

100 

87.84 

20.00 

17.57 

0.0100 

0.0236 

12.16 

100 

87.84 

20.00 

17.57 

0.0100 

0.3735 

6.29 

100 

93.71 

20.00 

18.74 

0.0100 

0.2658 

6.29 

100 

93.71 

20.00 

18.74 

0.0100 

0.0414 

15.88 

100 

84.12 

20.00 

16.82 

0.0100 

0.5332 

15.88 

100 

84.12 

20.00 

16.82 

0.0100 

0.0009 

17.25 

100 

82.75 

20.00 

16.55 

0.0100 

0.1305 

13.73 

100 

86.27 

20.00 

17.25 

0.0100 

0.0371 

13.73 

100 

86.27 

20.00 

17.25 

0.0100 

0.1181 

23.57 

60 

36.43 

20.00 

7.29 

0.0200 

0.1974 

8.25 

100 

91.75 

20.00 

18.35 

0.0100 

0.9494 

8.24 

100 

91.76 

20.00 

18.35 

0.0100 

0.5769 

8.24 

100 

91.76 

20.00 

18.35 

0.0100 

0.1234 

19.68 

60 

40.32 

20.00 

8.06 

0.0200 

0.0119 

14.88 

100 

85.12 

20.00 

17.02 

0.0100 

0.0541 

14.88 

100 

85.12 

20.00 

17.02 

0.0100 

0.8048 

10.61 

100 

89.39 

20.00 

17.88 

0.0100 

0.0170 

10.61 

100 

89.39 

20.00 

17.88 

0.0100 

0.4756 

24.29 

100 

75.71 

20.00 

15.14 

0.0100 

1.5115 

10.66 

100 

89.34 

20.00 

17.87 

0.0100 

1.1013 

15.21 

100 

84.79 

20.00 

16.96 

0.0100 

0.1798 

18.89 

100 

81.11 

20.00 

16.22 

0.0100 

0.7445 

18.58 

60 

41.42 

20.00 

8.28 

0.0200 

0.0784 

17.11 

100 

82.89 

20.00 

16.58 

0.0100 

0.9740 

17.11 

100 

82.89 

20.00 

16.58 

0.0100 

1.1049 

26.82 

60 

33.18 

20.00 

6.64 

0.0200 

0.5326 

12.88 

100 

87.12 

20.00 

17.42 

0.0100 

0.3003 

12.88 

100 

87.12 

20.00 

17.42 

0.0100 

0.5134 

11.16 

100 

88.84 

20.00 

17.77 

0.0100 

0.2244 

5.10 

100 

94.90 

20.00 

18.98 

0.0100 

0.3419 

10.71 

100 

89.29 

20.00 

17.86 

0.0100 

0.6218 

27.47 

60 

32.53 

20.00 

6.51 

0.0200 

0.1949 

13.70 

100 

86.30 

20.00 

17.26 

0.0100 

0.0002 

19.69 

100 

80.31 

20.00 

16.06 

0.0100 

0.1007 

20.16 

100 

79.84 

20.00 

15.97 

0.0100 

0.6499 

20.13 

100 

79.87 

20.00 

15.97 

0.0100 

0.0093 

12.06 

100 

87.94 

20.00 

17.59 

0.0100 

0.0091 

12.06 

100 

87.94 

20.00 

17.59 

0.0100 

0.0327 

9.76 

100 

90.24 

20.00 

18.05 

0.0100 

0.0616 

9.76 

100 

90.24 

20.00 

18.05 

0.0100 

0.3613 

9.15 

100 

90.85 

20.00 

18.17 

0.0100 

0.1924 

18.56 

60 

41.44 

20.00 

8.29 

0.0200 

0.2897 

24.12 

100 

75.88 

20.00 

15.18 

0.0100 

0.0838 

8.16 

100 

91.84 

20.00 

18.37 

0.0100 

0.3658 

8.01 

100 

91.99 

20.00 

18.40 

0.0100 

0.0052 

8.01 

100 

91.99 

20.00 

18.40 

0.0100 

0.1399 

12.99 

60 

47.01 

20.00 

9.40 

0.0200 

0.1682 

12.99 

60 

47.01 

20.00 

9.40 

0.0200 

0.5357 

23.75 

60 

36.25 

20.00 

7.25 

0.0200 

0.4389 

19.79 

60 

40.21 

20.00 

8.04 

0.0200 

0.0689 

14.92 

100 

85.08 

20.00 

17.02 

0.0100 

0.0163 

14.92 

100 

85.08 

20.00 

17.02 

0.0100 

0.9420 

7.00 

100 

93.00 

20.00 

18.60 

0.0100 

0.2473 







































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.60 

100 

88.40 

20.00 

17.68 

0.0100 

0.0020 

11.60 

100 

88.40 

20.00 

17.68 

0.0100 

0.6690 

14.05 

100 

85.95 

20.00 

17.19 

0.0100 

0.1399 

14.05 

100 

85.95 

20.00 

17.19 

0.0100 

0.0272 

19.90 

60 

40.10 

20.00 

8.02 

0.0200 

1.0530 

20.75 

100 

79.25 

20.00 

15.85 

0.0100 

0.1532 

8.71 

100 

91.29 

20.00 

18.26 

0.0100 

0.2381 

8.71 

100 

91.29 

20.00 

18.26 

0.0100 

0.2735 

8.66 

100 

91.34 

20.00 

18.27 

0.0100 

0.4362 

8.66 

100 

91.34 

20.00 

18.27 

0.0100 

0.1012 

16.26 

100 

83.74 

20.00 

16.75 

0.0100 

0.2135 

11.68 

100 

88.32 

20.00 

17.66 

0.0100 

0.5127 

11.68 

100 

88.32 

20.00 

17.66 

0.0100 

0.0472 

9.35 

100 

90.65 

20.00 

18.13 

0.0100 

0.3071 

17.35 

100 

82.65 

20.00 

16.53 

0.0100 

0.3385 

8.37 

100 

91.63 

20.00 

18.33 

0.0100 

0.7200 

14.61 

100 

85.39 

20.00 

17.08 

0.0100 

0.0344 

8.64 

100 

91.36 

20.00 

18.27 

0.0100 

0.4412 

17.06 

100 

82.94 

20.00 

16.59 

0.0100 

0.1108 

9.52 

100 

90.48 

20.00 

18.10 

0.0100 

0.2044 

17.83 

100 

82.17 

20.00 

16.43 

0.0100 

0.7479 

16.07 

100 

83.93 

20.00 

16.79 

0.0100 

1.4133 

19.55 

100 

80.45 

20.00 

16.09 

0.0100 

1.2729 

23.04 

100 

76.96 

20.00 

15.39 

0.0100 

0.1247 

8.32 

100 

91.68 

20.00 

18.34 

0.0100 

0.3236 

8.32 

100 

91.68 

20.00 

18.34 

0.0100 

0.1262 

11.69 

100 

88.31 

20.00 

17.66 

0.0100 

0.0043 

11.69 

100 

88.31 

20.00 

17.66 

0.0100 

0.3730 

15.16 

100 

84.84 

20.00 

16.97 

0.0100 

0.1019 

8.47 

100 

91.53 

20.00 

18.31 

0.0100 

0.0154 

4.38 

100 

95.62 

20.00 

19.12 

0.0100 

0.4246 

13.17 

100 

86.83 

20.00 

17.37 

0.0100 

0.0005 

13.17 

100 

86.83 

20.00 

17.37 

0.0100 

0.5663 

17.99 

100 

82.01 

20.00 

16.40 

0.0100 

0.4358 

11.87 

100 

88.13 

20.00 

17.63 

0.0100 

0.3297 

14.33 

100 

85.67 

20.00 

17.13 

0.0100 

0.5105 

14.33 

100 

85.67 

20.00 

17.13 

0.0100 

0.0096 

9.94 

100 

90.06 

20.00 

18.01 

0.0100 

0.7028 

9.94 

100 

90.06 

20.00 

18.01 

0.0100 

0.5063 

13.83 

100 

86.17 

20.00 

17.23 

0.0100 

0.1917 

13.83 

100 

86.17 

20.00 

17.23 

0.0100 

0.6910 

23.42 

100 

76.58 

20.00 

15.32 

0.0100 

0.1613 

27.21 

60 

32.79 

20.00 

6.56 

0.0200 

0.8581 

11.09 

100 

88.91 

20.00 

17.78 

0.0100 

0.3810 

11.09 

100 

88.91 

20.00 

17.78 

0.0100 

0.0044 

25.94 

60 

34.06 

20.00 

6.81 

0.0200 

0.4543 

7.92 

100 

92.08 

20.00 

18.42 

0.0100 

0.0079 

7.92 

100 

92.08 

20.00 

18.42 

0.0100 

0.0235 

14.57 

100 

85.43 

20.00 

17.09 

0.0100 

0.4673 

14.57 

100 

85.43 

20.00 

17.09 

0.0100 

0.0155 

15.70 

100 

84.30 

20.00 

16.86 

0.0100 

0.0295 

15.70 

100 

84.30 

20.00 

16.86 

0.0100 

0.0010 

12.73 

100 

87.27 

20.00 

17.45 

0.0100 

0.1888 

15.74 

100 

84.26 

20.00 

16.85 

0.0100 

0.1098 

15.35 

100 

84.65 

20.00 

16.93 

0.0100 

0.0546 







































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

8.27 

100 

91.73 

20.00 

18.35 

0.0100 

0.0011 

8.27 

100 

91.73 

20.00 

18.35 

0.0100 

0.3960 

16.25 

100 

83.75 

20.00 

16.75 

0.0100 

0.1809 

8.68 

100 

91.32 

20.00 

18.26 

0.0100 

0.0213 

8.68 

100 

91.32 

20.00 

18.26 

0.0100 

0.0000 

10.14 

100 

89.86 

20.00 

17.97 

0.0100 

0.0000 

20.54 

60 

39.46 

20.00 

7.89 

0.0200 

0.0850 

17.75 

60 

42.25 

20.00 

8.45 

0.0200 

0.0224 

22.34 

60 

37.66 

20.00 

7.53 

0.0200 

0.4649 

24.30 

100 

75.70 

20.00 

15.14 

0.0100 

0.7345 

14.51 

100 

85.49 

20.00 

17.10 

0.0100 

0.0263 

14.51 

100 

85.49 

20.00 

17.10 

0.0100 

0.2836 

10.45 

100 

89.55 

20.00 

17.91 

0.0100 

0.4536 

7.21 

100 

92.79 

20.00 

18.56 

0.0100 

0.4743 

8.20 

100 

91.80 

20.00 

18.36 

0.0100 

0.6561 

8.36 

100 

91.64 

20.00 

18.33 

0.0100 

0.9100 

9.82 

100 

90.18 

20.00 

18.04 

0.0100 

0.2652 

9.82 

100 

90.18 

20.00 

18.04 

0.0100 

0.1502 

12.42 

100 

87.58 

20.00 

17.52 

0.0100 

0.0012 

8.15 

100 

91.85 

20.00 

18.37 

0.0100 

0.2468 

6.89 

100 

93.11 

20.00 

18.62 

0.0100 

0.3477 

7.90 

100 

92.10 

20.00 

18.42 

0.0100 

0.3719 

19.87 

100 

80.13 

20.00 

16.03 

0.0100 

0.2142 

19.87 

100 

80.13 

20.00 

16.03 

0.0100 

0.2327 

12.38 

100 

87.62 

20.00 

17.52 

0.0100 

0.0057 

12.38 

100 

87.62 

20.00 

17.52 

0.0100 

0.1372 

11.44 

100 

88.56 

20.00 

17.71 

0.0100 

0.5568 

11.44 

100 

88.56 

20.00 

17.71 

0.0100 

1.3608 

22.76 

100 

77.24 

20.00 

15.45 

0.0100 

0.0841 

11.61 

100 

88.39 

20.00 

17.68 

0.0100 

0.0434 

4.50 

100 

95.50 

20.00 

19.10 

0.0100 

0.0243 

8.39 

100 

91.61 

20.00 

18.32 

0.0100 

0.0083 

7.82 

100 

92.18 

20.00 

18.44 

0.0100 

0.8181 

6.48 

100 

93.52 

20.00 

18.70 

0.0100 

1.4980 

10.07 

100 

89.93 

20.00 

17.99 

0.0100 

0.2068 

10.07 

100 

89.93 

20.00 

17.99 

0.0100 

1.8686 

12.12 

100 

87.88 

20.00 

17.58 

0.0100 

0.2928 

7.30 

100 

92.70 

20.00 

18.54 

0.0100 

0.0003 

14.36 

60 

45.64 

20.00 

9.13 

0.0200 

0.4190 

17.51 

100 

82.49 

20.00 

16.50 

0.0100 

0.3017 

6.75 

100 

93.25 

20.00 

18.65 

0.0100 

0.6849 

12.16 

100 

87.84 

20.00 

17.57 

0.0100 

0.8689 

16.06 

100 

83.94 

20.00 

16.79 

0.0100 

1.2773 

14.78 

100 

85.22 

20.00 

17.04 

0.0100 

0.6627 

11.86 

100 

88.14 

20.00 

17.63 

0.0100 

0.9491 

8.70 

100 

91.30 

20.00 

18.26 

0.0100 

0.1198 

10.94 

100 

89.06 

20.00 

17.81 

0.0100 

0.1289 

10.94 

100 

89.06 

20.00 

17.81 

0.0100 

0.1541 

18.04 

60 

41.96 

20.00 

8.39 

0.0200 

0.4582 

15.75 

60 

44.25 

20.00 

8.85 

0.0200 

0.9550 

23.57 

60 

36.43 

20.00 

7.29 

0.0200 

0.0004 

23.57 

60 

36.43 

20.00 

7.29 

0.0200 

0.2466 

18.23 

60 

41.77 

20.00 

8.35 

0.0200 

0.0232 

18.23 

60 

41.77 

20.00 

8.35 

0.0200 

0.0988 

15.70 

60 

44.30 

20.00 

8.86 

0.0200 

0.4365 



















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 

Census Code 

Badsu 

0806001200948700 

Bahtoo Kalan 

0806001200946300 

Bahtoo Khurd 

0806001200946200 

Ballupura Ramgarh 

0806001200945300 


Zone (Fresh 
/ Saline) 


Banawar 


Barodakan 


Baseth 


Berka 


Bhanokhar 


Bhattwas 


Bhojpura 


Bidarka 


Chandpur 


Chokuti 


Daroda 


Daulat Pura 


Dayalpura 


Dayothana 


Ganjpur 


Ghosrana 


Gopalpura 


Gothra 


Gundabas 


Hadoli 


Haripura 


Harsana 


Hasanpur 


Imarti Ka Was 


Isarpura 


Ishrota 


Itola 


Jadla 


Jagru 


Jahadoo 


Jatwara 


Kalwari 


Kankroli 


Kantwari 


Kemla 


Khera Laganpur 


Khera Mangal Singh 


Khera Meda 


Khera Sarangpuri 


Khera Tarf Bahtoo 


Kherli Tarf Nooniya 


Kherli Tarf Rela 


Khoh 


0811000201360900 


0806001200939800 


0806001200947800 


0806001200943600 


0806001200948300 


0806001200948100 


0806001200945000 


0806001100938300 


0806001200946000 


0806001200945900 


0806001200947100 


0811000201361300 


0806001200944100 


0806001200947900 


0806001200945100 


0806001200949100 


0806001100930400 


0806001100938200 


0806001200948000 


0811000201361000 


0806001100930500 


0806001100934500 


0806001100933400 


0806001200945600 


0811000201361100 


0806001200943900 


0806001200944900 


0806001200939900 


0806001200945400 


0806001100934300 


0806001200948400 


0806001100936600 


0806001200949200 


0806001200944200 


0806001200948200 


0806001100933500 


0806001100936500 


0806001100938400 


0806001200946600 


0806001100934200 


0806001200946400 


0806001200947700 


0806001200943500 


0806001100934000 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

22.44 

60 

37.56 

20.00 

7.51 

0.0200 

0.3548 

15.16 

60 

44.84 

20.00 

8.97 

0.0200 

0.7995 

15.14 

60 

44.86 

20.00 

8.97 

0.0200 

0.3717 

15.58 

60 

44.42 

20.00 

8.88 

0.0200 

0.3120 

15.58 

60 

44.42 

20.00 

8.88 

0.0200 

0.0480 

28.76 

75 

46.24 

20.00 

9.25 

0.0200 

0.2039 

18.39 

60 

41.61 

20.00 

8.32 

0.0200 

0.5718 

15.21 

60 

44.79 

20.00 

8.96 

0.0200 

1.4323 

15.21 

60 

44.79 

20.00 

8.96 

0.0200 

0.1186 

17.89 

60 

42.11 

20.00 

8.42 

0.0200 

0.3866 

16.29 

60 

43.71 

20.00 

8.74 

0.0200 

1.9690 

15.47 

60 

44.53 

20.00 

8.91 

0.0200 

0.1674 

15.90 

60 

44.10 

20.00 

8.82 

0.0200 

0.6659 

31.79 

90 

58.21 

20.00 

11.64 

0.0150 

0.3350 

14.35 

60 

45.65 

20.00 

9.13 

0.0200 

0.5179 

14.46 

60 

45.54 

20.00 

9.11 

0.0200 

0.2850 

18.56 

60 

41.44 

20.00 

8.29 

0.0200 

0.0087 

18.56 

60 

41.44 

20.00 

8.29 

0.0200 

0.0181 

20.73 

75 

54.27 

20.00 

10.85 

0.0200 

0.3590 

13.07 

60 

46.93 

20.00 

9.39 

0.0200 

0.2132 

15.25 

60 

44.75 

20.00 

8.95 

0.0200 

1.1489 

15.72 

60 

44.28 

20.00 

8.86 

0.0200 

0.1329 

15.72 

60 

44.28 

20.00 

8.86 

0.0200 

0.2322 

20.39 

60 

39.61 

20.00 

7.92 

0.0200 

0.0882 

8.93 

90 

81.07 

20.00 

16.21 

0.0150 

0.0198 

31.88 

90 

58.12 

20.00 

11.62 

0.0150 

0.2652 

15.23 

60 

44.77 

20.00 

8.95 

0.0200 

0.4321 

28.37 

75 

46.63 

20.00 

9.33 

0.0200 

0.5094 

13.82 

60 

46.19 

20.00 

9.24 

0.0200 

0.0783 

14.41 

90 

75.59 

20.00 

15.12 

0.0150 

0.0257 

12.66 

90 

77.34 

20.00 

15.47 

0.0150 

0.2210 

16.07 

60 

43.93 

20.00 

8.79 

0.0200 

0.1216 

28.15 

75 

46.85 

20.00 

9.37 

0.0200 

0.3328 

16.27 

60 

43.73 

20.00 

8.75 

0.0200 

0.1675 

16.27 

60 

43.73 

20.00 

8.75 

0.0200 

0.3238 

16.97 

60 

43.03 

20.00 

8.61 

0.0200 

0.0995 

16.97 

60 

43.03 

20.00 

8.61 

0.0200 

0.2232 

16.70 

60 

43.30 

20.00 

8.66 

0.0200 

0.1489 

16.32 

60 

43.68 

20.00 

8.74 

0.0200 

0.9262 

16.09 

60 

43.91 

20.00 

8.78 

0.0200 

0.4101 

18.42 

60 

41.58 

20.00 

8.32 

0.0200 

0.6939 

20.39 

60 

39.61 

20.00 

7.92 

0.0200 

0.2296 

17.29 

60 

42.71 

20.00 

8.54 

0.0200 

1.1610 

14.05 

60 

45.95 

20.00 

9.19 

0.0200 

0.6350 

16.46 

60 

43.54 

20.00 

8.71 

0.0200 

0.4672 

12.77 

60 

47.23 

20.00 

9.45 

0.0200 

0.2810 

19.03 

60 

40.97 

20.00 

8.19 

0.0200 

0.4213 

30.09 

90 

59.91 

20.00 

11.98 

0.0150 

0.1534 

15.93 

60 

44.07 

20.00 

8.81 

0.0200 

0.8153 

15.51 

60 

44.49 

20.00 

8.90 

0.0200 

0.5433 

15.26 

60 

44.74 

20.00 

8.95 

0.0200 

0.3232 

15.26 

60 

44.74 

20.00 

8.95 

0.0200 

0.0073 

15.26 

60 

44.74 

20.00 

8.95 

0.0200 

0.5546 

20.62 

60 

39.38 

20.00 

7.88 

0.0200 

0.1040 

14.98 

60 

45.03 

20.00 

9.01 

0.0200 

0.4526 































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 

Census Code 

Khudiyana 

0806001100926900 

Kot 

0811000201361500 

Lathki 

0806001200947500 


Zone (Fresh 
/ Saline) 


Lidpuri 


Makkhan Ka Nagla 


Makreta 


Manakpur 


Mangolaki 


Mankhera 


Manya Ka Bas 


Mundjori 


Nahar Khohra 


Nangal Meo 


Nangal Roopa 


Nangla Bas Guman 


Nangla Jadoo 


Nangla Keshariya 


Nangla Khooba 


Nangla Sitaram 


Nangli Bhawana 


Nangli Tarf Toda 


Napapara 


Narnol Kalan 


Narnol Khurd 


Natoj 


Nithari 


Nooniya 


Noorpur 


Patakpur 


Raipur 


Ranoli 


Reenjhwas 


Roneeja Than 


Roopbas Thekri 


Sahari 


Sajanpara 


Salempur 


Salwari 


Santokpur 


Shekhpura 


Sonkhari 


Sundana 


0806001200948800 


0806001200949600 


0806001100930900 


0806001100936900 


0806001200947300 


0806001200944000 


0806001200949000 


0806001100934400 


0806001100933700 


0811000201361200 


0806001100933800 


0806001100934100 


0806001200949500 


0806001200947000 


0806001200947200 


0806001200947400 


0806001200945500 


0806001200945800 


0806001100933900 


0806001100938100 


0806001100937000 


0806001200949400 


0806001100936700 


0806001200947600 


0806001200945200 


0806001200944300 


0806001200944800 


0806001100930800 


0806001100931000 


0806001200944600 


0806001200948600 


0806001200948900 


0806001100930700 


0806001200946100 


0806001200948500 


0806001200944700 


0806001200950400 


0806001100936800 


0806001200946700 


0806001200949700 


0806001200946500 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

19.45 

90 

70.55 

20.00 

14.11 

0.0150 

0.3012 

25.47 

75 

49.53 

20.00 

9.91 

0.0200 

0.3451 

16.21 

60 

43.79 

20.00 

8.76 

0.0200 

0.0845 

16.21 

60 

43.79 

20.00 

8.76 

0.0200 

0.6983 

23.52 

60 

36.48 

20.00 

7.30 

0.0200 

0.2694 

17.69 

60 

42.31 

20.00 

8.46 

0.0200 

0.2839 

17.69 

60 

42.31 

20.00 

8.46 

0.0200 

0.0638 

12.05 

60 

47.96 

20.00 

9.59 

0.0200 

0.3885 

26.74 

60 

33.26 

20.00 

6.65 

0.0200 

0.4482 

17.01 

60 

42.99 

20.00 

8.60 

0.0200 

0.3013 

17.01 

60 

42.99 

20.00 

8.60 

0.0200 

0.1221 

16.00 

60 

44.00 

20.00 

8.80 

0.0200 

0.0833 

21.51 

60 

38.49 

20.00 

7.70 

0.0200 

0.0955 

14.58 

90 

75.42 

20.00 

15.08 

0.0150 

0.0231 

14.16 

60 

45.84 

20.00 

9.17 

0.0200 

0.5230 

26.42 

75 

48.58 

20.00 

9.72 

0.0200 

0.4842 

15.16 

60 

44.84 

20.00 

8.97 

0.0200 

0.6756 

15.70 

60 

44.30 

20.00 

8.86 

0.0200 

0.2168 

16.39 

60 

43.61 

20.00 

8.72 

0.0200 

0.2003 

20.54 

60 

39.46 

20.00 

7.89 

0.0200 

0.0016 

17.75 

60 

42.25 

20.00 

8.45 

0.0200 

0.2273 

18.20 

60 

41.80 

20.00 

8.36 

0.0200 

0.0012 

18.20 

60 

41.80 

20.00 

8.36 

0.0200 

0.2531 

15.25 

60 

44.75 

20.00 

8.95 

0.0200 

0.1991 

13.86 

60 

46.14 

20.00 

9.23 

0.0200 

0.1378 

14.66 

60 

45.34 

20.00 

9.07 

0.0200 

0.1599 

23.94 

90 

66.06 

20.00 

13.21 

0.0150 

0.0008 

30.88 

90 

59.12 

20.00 

11.82 

0.0150 

0.0025 

16.01 

60 

43.99 

20.00 

8.80 

0.0200 

0.6081 

16.01 

60 

43.99 

20.00 

8.80 

0.0200 

0.0031 

21.59 

60 

38.41 

20.00 

7.68 

0.0200 

0.4437 

15.26 

60 

44.74 

20.00 

8.95 

0.0200 

0.6707 

15.26 

60 

44.74 

20.00 

8.95 

0.0200 

0.0099 

15.99 

60 

44.01 

20.00 

8.80 

0.0200 

0.5074 

15.99 

60 

44.01 

20.00 

8.80 

0.0200 

0.0796 

12.23 

60 

47.77 

20.00 

9.55 

0.0200 

0.0205 

15.70 

60 

44.30 

20.00 

8.86 

0.0200 

0.0890 

15.70 

60 

44.30 

20.00 

8.86 

0.0200 

0.4402 

12.30 

60 

47.70 

20.00 

9.54 

0.0200 

0.2294 

9.07 

90 

80.93 

20.00 

16.19 

0.0150 

0.0402 

16.25 

60 

43.75 

20.00 

8.75 

0.0200 

0.2629 

26.21 

60 

33.79 

20.00 

6.76 

0.0200 

0.6584 

23.09 

60 

36.91 

20.00 

7.38 

0.0200 

0.0099 

12.37 

60 

47.63 

20.00 

9.53 

0.0200 

0.2882 

15.18 

60 

44.82 

20.00 

8.96 

0.0200 

0.5103 

20.57 

60 

39.43 

20.00 

7.89 

0.0200 

0.4456 

15.84 

60 

44.16 

20.00 

8.83 

0.0200 

0.0244 

15.84 

60 

44.16 

20.00 

8.83 

0.0200 

0.3807 

18.99 

60 

41.01 

20.00 

8.20 

0.0200 

0.1442 

23.57 

60 

36.43 

20.00 

7.29 

0.0200 

0.2306 

18.18 

60 

41.82 

20.00 

8.36 

0.0200 

0.3369 

17.20 

60 

42.80 

20.00 

8.56 

0.0200 

0.4683 

17.20 

60 

42.80 

20.00 

8.56 

0.0200 

0.0006 

15.30 

60 

44.70 

20.00 

8.94 

0.0200 

0.0135 

15.30 

60 

44.70 

20.00 

8.94 

0.0200 

1.1177 



















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 


Census Code 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Saline 

Non-command 

Fresh 

Non-command 


Non-command 


Non-command 

Saline 

Non-command 

Fresh 

Non-command 


Non-command 


Non-command 

Saline 

Non-command 

Fresh 

Non-command 


Non-command 

Saline 

Non-command 


Chamaron Ka Bas 


0811000101360000 2.64 Saline Non-command 


Hydrogeological Unit 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Slate 


Older Alluvium 


Older Alluvium 


Slate 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Slate 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Slate 


Older Alluvium 


Slate 


Older Alluvium 


Slate 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Slate 


Older Alluvium 


Older Alluvium 


Slate 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Slate 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.53 

60 

47.47 

20.00 

9.49 

0.0200 

0.0667 

13.22 

60 

46.78 

20.00 

9.36 

0.0200 

0.2601 

16.38 

90 

73.62 

20.00 

14.72 

0.0150 

0.0006 

15.14 

60 

44.86 

20.00 

8.97 

0.0200 

0.3175 

15.14 

60 

44.86 

20.00 

8.97 

0.0200 

0.0287 

10.76 

60 

49.24 

20.00 

9.85 

0.0200 

0.8086 

17.66 

60 

42.34 

20.00 

8.47 

0.0200 

0.7068 

22.59 

80 

57.41 

20.00 

11.48 

0.0150 

0.2130 

22.59 

100 

77.41 

5.00 

3.87 

0.0015 

0.0006 

17.25 

100 

82.75 

20.00 

16.55 

0.0100 

0.3389 

24.45 

80 

55.55 

20.00 

11.11 

0.0150 

0.0540 

24.45 

100 

75.55 

5.00 

3.78 

0.0015 

0.0024 

24.45 

80 

55.55 

20.00 

11.11 

0.0150 

0.5195 

27.05 

90 

62.95 

20.00 

12.59 

0.0150 

0.5976 

21.56 

80 

58.44 

20.00 

11.69 

0.0150 

0.1047 

21.56 

80 

58.44 

20.00 

11.69 

0.0150 

0.0060 

32.96 

100 

67.04 

5.00 

3.35 

0.0015 

0.0000 

23.63 

100 

76.37 

20.00 

15.27 

0.0100 

0.0004 

16.84 

60 

43.16 

20.00 

8.63 

0.0200 

0.5685 

16.84 

60 

43.16 

20.00 

8.63 

0.0200 

0.0006 

30.03 

80 

49.97 

20.00 

9.99 

0.0150 

0.8228 

30.03 

100 

69.97 

5.00 

3.50 

0.0015 

0.0001 

31.59 

80 

48.41 

20.00 

9.68 

0.0150 

0.2901 

31.59 

100 

68.41 

5.00 

3.42 

0.0015 

0.0000 

23.41 

80 

56.59 

20.00 

11.32 

0.0150 

0.5334 

23.41 

100 

76.59 

5.00 

3.83 

0.0015 

0.0031 

25.09 

75 

49.91 

20.00 

9.98 

0.0200 

0.0920 

20.60 

80 

59.40 

20.00 

11.88 

0.0150 

0.4614 

28.76 

75 

46.24 

20.00 

9.25 

0.0200 

0.6978 

27.69 

75 

47.31 

20.00 

9.46 

0.0200 

0.1570 

24.40 

81 

56.60 

15.00 

8.49 

0.0020 

0.0564 

24.40 

50 

25.60 

20.00 

5.12 

0.0200 

0.0842 

26.08 

80 

53.92 

20.00 

10.78 

0.0150 

0.0290 

42.31 

110 

67.69 

5.00 

3.38 

0.0015 

0.0002 

18.89 

100 

81.11 

20.00 

16.22 

0.0100 

0.0237 

30.74 

75 

44.26 

20.00 

8.85 

0.0200 

0.1751 

23.57 

80 

56.43 

20.00 

11.29 

0.0150 

0.0218 

23.57 

80 

56.43 

20.00 

11.29 

0.0150 

0.2971 

26.35 

75 

48.65 

20.00 

9.73 

0.0200 

0.1200 

32.67 

80 

47.33 

20.00 

9.47 

0.0150 

0.0010 

25.71 

90 

64.29 

20.00 

12.86 

0.0150 

0.2609 

25.71 

100 

74.29 

5.00 

3.71 

0.0015 

0.0148 

24.08 

80 

55.92 

20.00 

11.18 

0.0150 

0.2009 

26.13 

80 

53.87 

20.00 

10.77 

0.0150 

0.6320 

26.13 

100 

73.87 

5.00 

3.69 

0.0015 

0.0043 

26.13 

75 

48.87 

30.00 

14.66 

0.0300 

0.0137 

26.13 

80 

53.87 

20.00 

10.77 

0.0150 

0.1992 

31.20 

80 

48.80 

20.00 

9.76 

0.0150 

0.2658 

31.20 

100 

68.80 

5.00 

3.44 

0.0015 

0.0014 

31.20 

100 

68.80 

5.00 

3.44 

0.0015 

0.0059 

30.27 

81 

50.73 

15.00 

7.61 

0.0020 

0.0160 

33.01 

80 

46.99 

20.00 

9.40 

0.0150 

0.6637 

33.01 

100 

66.99 

5.00 

3.35 

0.0015 

0.0016 

28.80 

81 

52.20 

15.00 

7.83 

0.0020 

0.0345 

25.53 

50 

24.47 

20.00 

4.89 

0.0200 

0.0627 


















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Slate 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Slate 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Slate 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Slate 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Slate 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Slate 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Slate 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Slate 


Older Alluvium 


Older Alluvium 


Quartzite 


Slate 


Older Alluvium 


Older Alluvium 


Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

28.77 

80 

51.23 

20.00 

10.25 

0.0150 

0.3722 

28.77 

100 

71.23 

5.00 

3.56 

0.0015 

0.0024 

24.49 

81 

56.51 

15.00 

8.48 

0.0020 

0.0056 

22.69 

80 

57.31 

20.00 

11.46 

0.0150 

0.0742 

22.69 

80 

57.31 

20.00 

11.46 

0.0150 

0.2268 

28.54 

80 

51.46 

20.00 

10.29 

0.0150 

0.6802 

28.54 

100 

71.46 

5.00 

3.57 

0.0015 

0.0069 

28.54 

80 

51.46 

20.00 

10.29 

0.0150 

0.6073 

21.05 

60 

38.95 

20.00 

7.79 

0.0200 

0.1206 

23.70 

75 

51.30 

20.00 

10.26 

0.0200 

0.2900 

22.34 

80 

57.66 

20.00 

11.53 

0.0150 

0.7302 

22.34 

100 

77.66 

5.00 

3.88 

0.0015 

0.0027 

20.44 

60 

39.56 

20.00 

7.91 

0.0200 

0.3348 

18.56 

60 

41.44 

20.00 

8.29 

0.0200 

0.0892 

20.73 

75 

54.27 

20.00 

10.85 

0.0200 

0.0001 

41.22 

110 

68.78 

5.00 

3.44 

0.0015 

0.0001 

20.70 

80 

59.30 

20.00 

11.86 

0.0150 

0.7835 

20.70 

100 

79.30 

5.00 

3.97 

0.0015 

0.0062 

30.73 

75 

44.27 

20.00 

8.85 

0.0200 

0.1851 

30.73 

65 

34.27 

25.00 

8.57 

0.0250 

0.0751 

20.83 

80 

59.17 

20.00 

11.83 

0.0150 

0.2054 

20.83 

100 

79.17 

5.00 

3.96 

0.0015 

0.0093 

25.27 

81 

55.73 

15.00 

8.36 

0.0020 

0.0215 

22.20 

60 

37.80 

20.00 

7.56 

0.0200 

0.3633 

26.90 

75 

48.10 

20.00 

9.62 

0.0200 

0.3918 

24.13 

81 

56.87 

15.00 

8.53 

0.0020 

0.0196 

18.54 

60 

41.46 

20.00 

8.29 

0.0200 

0.0497 

18.54 

60 

41.46 

20.00 

8.29 

0.0200 

0.4193 

25.66 

75 

49.34 

20.00 

9.87 

0.0200 

0.4994 

32.49 

80 

47.51 

20.00 

9.50 

0.0150 

0.0723 

32.49 

100 

67.51 

5.00 

3.38 

0.0015 

0.0027 

19.90 

60 

40.10 

20.00 

8.02 

0.0200 

0.7853 

20.39 

60 

39.61 

20.00 

7.92 

0.0200 

0.5990 

24.03 

75 

50.97 

20.00 

10.19 

0.0200 

0.5661 

28.37 

75 

46.63 

20.00 

9.33 

0.0200 

0.0008 

25.27 

75 

49.73 

20.00 

9.95 

0.0200 

0.9352 

20.58 

75 

54.42 

20.00 

10.88 

0.0200 

0.6582 

21.38 

80 

58.62 

20.00 

11.72 

0.0150 

0.5055 

21.38 

100 

78.62 

5.00 

3.93 

0.0015 

0.0012 

24.38 

81 

56.62 

15.00 

8.49 

0.0020 

0.0012 

24.38 

50 

25.62 

20.00 

5.12 

0.0200 

0.1904 

28.15 

75 

46.85 

20.00 

9.37 

0.0200 

0.0009 

35.44 

80 

44.56 

20.00 

8.91 

0.0150 

0.1916 

35.44 

100 

64.56 

5.00 

3.23 

0.0015 

0.0013 

23.56 

80 

56.44 

20.00 

11.29 

0.0150 

0.3920 

23.56 

80 

56.44 

20.00 

11.29 

0.0150 

0.3115 

23.41 

80 

56.59 

20.00 

11.32 

0.0150 

0.0826 

23.41 

100 

76.59 

5.00 

3.83 

0.0015 

0.0023 

24.09 

80 

55.91 

20.00 

11.18 

0.0150 

0.3138 

37.21 

80 

42.79 

20.00 

8.56 

0.0150 

0.7393 

37.21 

100 

62.79 

5.00 

3.14 

0.0015 

0.0086 

37.21 

100 

62.79 

5.00 

3.14 

0.0015 

0.0286 

21.68 

100 

78.32 

20.00 

15.66 

0.0100 

0.2481 

27.17 

75 

47.83 

20.00 

9.57 

0.0200 

0.7774 

27.17 

65 

37.83 

25.00 

9.46 

0.0250 

0.0204 














































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Jhajhi Rampura 


Jhankra 


Kalwari 


Kalyanpura 


Katahada 


Keelpur 


Kesra 


Kharagpur 


Khari Ki Jhonpari 


Kharkhari Rana 


Khera Mangal Singh 


Khera Mirzapur 


Khera Tarf Kalyanpura 


Kherli (M) 


Kherli Kalan 


Kherli Khurd 


Kherli Narayan Singh 


Khonkhar 


Khurd 


Kishorpura 


Kodiya 


Kot 


Ladanpur 


Ladiya 


Lidpuri 


Magarakha 


Makkhan Ka Nagla 


Maliwas 


Mandawar (CT) 


Mangolaki 


Manya Ka Bas 


Manyapura 


Census Code 


0811000101342700 


0806001000912900 


0806001200949200 


0806001000917200 


0806001200951100 


0806001000913100 


0806001200950900 


0806001000916100 


0811000201366400 


0806001000916400 


0811000101360200 


0806001000914600 


0806001000916000 


0806001200951000 


0806001240609000 


0811000201363200 


0811000201363100 


0811000201366500 


0806001200951200 


0806001000914700 


0811000201363400 


0806001000919100 


0811000201361500 


0811000201366800 


0806001000915600 


0806001200948800 


0811000201366900 


0806001200949600 


0811000101357700 


0811000241102000 


0806001200947300 


0806001200949000 


0811000201364400 



Zone (Fresh 
/ Saline) 



5.05 Fresh 


4.85 Fresh 


6.85 Fresh 


2.67 Saline 


3.14 Fresh 


2.05 Fresh 


2.83 Fresh 


Saline 


1.94 Saline 


1.24 Fresh 


Saline 


2.39 Fresh 


1.68 Fresh 


2.92 Fresh 


2.01 Fresh 


3.10 Saline 


1.51 Fresh 



5.46 Fresh 





Saline 


1.88 Fresh 


0.95 Fresh 


3.03 Fresh 


Saline 


1.50 Fresh 


1.34 Saline 


5.79 Fresh 


2.53 Fresh 


2.15 Fresh 


1.75 Fresh 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Slate 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Slate 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Slate 

Non-command 

Older Alluvium 

Non-command 

Slate 

Non-command 

Older Alluvium 

Non-command 

Slate 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Slate 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Slate 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Slate 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

42.06 

110 

67.94 

5.00 

3.40 

0.0015 

0.0002 

32.42 

80 

47.58 

20.00 

9.52 

0.0150 

0.0000 

17.29 

60 

42.71 

20.00 

8.54 

0.0200 

0.0093 

23.98 

80 

56.02 

20.00 

11.20 

0.0150 

0.4493 

23.03 

60 

36.97 

20.00 

7.39 

0.0200 

0.4647 

31.38 

80 

48.62 

20.00 

9.72 

0.0150 

0.0020 

31.38 

100 

68.62 

5.00 

3.43 

0.0015 

0.0000 

17.52 

60 

42.48 

20.00 

8.50 

0.0200 

0.2293 

17.52 

60 

42.48 

20.00 

8.50 

0.0200 

0.2506 

24.52 

81 

56.48 

15.00 

8.47 

0.0020 

0.0043 

24.52 

50 

25.48 

20.00 

5.10 

0.0200 

0.0600 

24.09 

80 

55.91 

20.00 

11.18 

0.0150 

0.0013 

24.09 

80 

55.91 

20.00 

11.18 

0.0150 

0.2073 

24.45 

60 

35.55 

20.00 

7.11 

0.0200 

0.3403 

23.65 

80 

56.35 

20.00 

11.27 

0.0150 

0.2384 

23.65 

100 

76.35 

5.00 

3.82 

0.0015 

0.0013 

20.41 

75 

54.59 

20.00 

10.92 

0.0200 

0.1930 

20.82 

80 

59.18 

20.00 

11.84 

0.0150 

0.3574 

28.48 

50 

21.52 

20.00 

4.30 

0.0200 

0.0007 

31.23 

80 

48.77 

20.00 

9.75 

0.0150 

0.1898 

31.23 

100 

68.77 

5.00 

3.44 

0.0015 

0.0005 

31.23 

100 

68.77 

5.00 

3.44 

0.0015 

0.0002 

30.09 

90 

59.91 

20.00 

11.98 

0.0150 

0.9491 

30.09 

100 

69.91 

5.00 

3.50 

0.0015 

0.0072 

23.89 

80 

56.11 

20.00 

11.22 

0.0150 

0.7231 

23.89 

100 

76.11 

5.00 

3.81 

0.0015 

0.0019 

23.89 

80 

56.11 

20.00 

11.22 

0.0150 

0.1265 

23.42 

60 

36.58 

20.00 

7.32 

0.0200 

0.3559 

18.54 

60 

41.46 

20.00 

8.29 

0.0200 

0.1191 

22.21 

75 

52.79 

20.00 

10.56 

0.0200 

0.3837 

23.36 

75 

51.64 

20.00 

10.33 

0.0200 

0.1908 

21.28 

75 

53.72 

20.00 

10.74 

0.0200 

0.2065 

21.92 

60 

38.08 

20.00 

7.62 

0.0200 

0.8953 

22.89 

100 

77.11 

5.00 

3.86 

0.0015 

0.0082 

20.24 

75 

54.76 

20.00 

10.95 

0.0200 

0.3303 

22.30 

80 

57.70 

20.00 

11.54 

0.0150 

0.4305 

25.47 

75 

49.53 

20.00 

9.91 

0.0200 

1.5050 

22.23 

75 

52.77 

20.00 

10.55 

0.0200 

0.4563 

38.28 

80 

41.72 

20.00 

8.34 

0.0150 

0.1312 

38.28 

100 

61.72 

5.00 

3.09 

0.0015 

0.0078 

38.28 

80 

41.72 

20.00 

8.34 

0.0150 

0.0283 

23.52 

60 

36.48 

20.00 

7.30 

0.0200 

0.0046 

22.47 

75 

52.53 

20.00 

10.51 

0.0200 

0.1705 

17.69 

60 

42.31 

20.00 

8.46 

0.0200 

0.0640 

17.69 

60 

42.31 

20.00 

8.46 

0.0200 

0.1010 

23.62 

80 

56.38 

20.00 

11.28 

0.0150 

0.0049 

23.62 

100 

76.38 

5.00 

3.82 

0.0015 

0.0021 

24.77 

81 

56.23 

15.00 

8.44 

0.0020 

0.0031 

26.55 

75 

48.45 

20.00 

9.69 

0.0200 

1.0530 

17.01 

60 

42.99 

20.00 

8.60 

0.0200 

0.0109 

21.51 

60 

38.49 

20.00 

7.70 

0.0200 

0.2360 

28.99 

75 

46.01 

20.00 

9.20 

0.0200 

0.2250 

28.99 

65 

36.01 

25.00 

9.00 

0.0250 

0.1189 

24.34 

81 

56.66 

15.00 

8.50 

0.0020 

0.0128 

24.34 

50 

25.66 

20.00 

5.13 

0.0200 

0.0013 




















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Medpura 


Moondiya 


Mukundpura 


Nangal Charan 


Nangal Kolra 


Nangal Meena 


Nangal Sumer Singh 


Nangla Khooba 


Nangla Madhopur 


Nangla Rampura 


Natoj 


Nibola 


Norangpura 


Padli 


Pakhar 


Pali 


Paloda 


Pande Roopbas 


Patar Khera 


Peelwa 


Peepal Hera 


Peepal Khera 


Preetampura 


Rahcholi 


Raipur 


Rajgarh 


Rajpur 


Rampura 


Rampura Patan 


Ramsinghpura 


Reendli 


Reengas Pura 


Reni 


Roneeja Than 


Rundh Sonkhari 


Census Code 


0806001200951800 


0806001000916700 


0806001000914900 


0811000201361900 


0811000201361700 


0811000201362600 


0811000201362400 


0806001200947200 


0806001200950000 


0806001200946900 


0806001200949400 


0806001000916500 


0811000201364600 


0806001000917900 


0811000201363500 


0806001000918200 


0811000201363900 


0806001000918100 


0811000101360100 


0811000201364100 


0806001000916600 


0806001200951700 


0806001200951900 


0806001000915000 


0811000201362300 


0811000201363800 


0811000201366700 


0806001000917600 


0806001200950700 


0806001000918700 


0811000201362000 


0811000201361400 


0806001000917800 


0806001200948900 


0806001200950100 



Zone (Fresh 
/ Saline) 


1.31 Saline 


0.87 Saline 


1.79 Fresh 




7.24 Fresh 


6.27 Fresh 


1.99 Fresh 


2.68 Fresh 




3.52 Saline 


2.93 Fresh 


2.90 Saline 


3.34 Fresh 


Saline 


2.03 Fresh 


Saline 


0.87 Saline 


1.27 Fresh 


4.58 Fresh 


3.11 Fresh 


3.45 Fresh 


3.75 Saline 


3.68 Fresh 


2.63 Fresh 


2.35 Fresh 


3.19 Fresh 


28.91 Fresh 


Saline 


5.50 Fresh 


0.39 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Slate 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Slate 

Non-command 

Older Alluvium 

Non-command 

Slate 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Slate 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Slate 

Non-command 

Older Alluvium 

Non-command 

Slate 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Slate 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Slate 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Slate 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

19.45 

60 

40.55 

20.00 

8.11 

0.0200 

0.1983 

23.23 

80 

56.77 

20.00 

11.35 

0.0150 

0.1482 

20.38 

80 

59.62 

20.00 

11.92 

0.0150 

0.1659 

20.38 

100 

79.62 

5.00 

3.98 

0.0015 

0.0051 

26.23 

75 

48.77 

20.00 

9.75 

0.0200 

0.2091 

26.86 

75 

48.14 

20.00 

9.63 

0.0200 

0.4815 

26.90 

75 

48.10 

20.00 

9.62 

0.0200 

0.4502 

26.55 

75 

48.45 

20.00 

9.69 

0.0200 

1.0232 

17.75 

60 

42.25 

20.00 

8.45 

0.0200 

0.0315 

17.06 

60 

42.94 

20.00 

8.59 

0.0200 

0.4764 

17.06 

60 

42.94 

20.00 

8.59 

0.0200 

0.0100 

22.34 

60 

37.66 

20.00 

7.53 

0.0200 

0.1498 

16.01 

60 

43.99 

20.00 

8.80 

0.0200 

0.0658 

22.09 

80 

57.91 

20.00 

11.58 

0.0150 

0.0997 

22.09 

80 

57.91 

20.00 

11.58 

0.0150 

0.0499 

27.36 

75 

47.64 

20.00 

9.53 

0.0200 

0.2545 

21.37 

80 

58.63 

20.00 

11.73 

0.0150 

0.3381 

21.37 

100 

78.63 

5.00 

3.93 

0.0015 

0.0040 

26.72 

90 

63.28 

20.00 

12.66 

0.0150 

0.4274 

26.72 

100 

73.28 

5.00 

3.66 

0.0015 

0.0050 

21.04 

75 

53.96 

20.00 

10.79 

0.0200 

1.1952 

24.80 

80 

55.20 

20.00 

11.04 

0.0150 

0.9057 

24.80 

100 

75.20 

5.00 

3.76 

0.0015 

0.0045 

31.31 

75 

43.69 

20.00 

8.74 

0.0200 

0.2095 

27.33 

80 

52.67 

20.00 

10.53 

0.0150 

0.0040 

27.33 

100 

72.67 

5.00 

3.63 

0.0015 

0.0044 

23.26 

80 

56.74 

20.00 

11.35 

0.0150 

1.2924 

23.26 

100 

76.74 

5.00 

3.84 

0.0015 

0.0039 

28.69 

75 

46.31 

20.00 

9.26 

0.0200 

0.0464 

28.69 

65 

36.31 

25.00 

9.08 

0.0250 

0.3106 

25.56 

50 

24.44 

20.00 

4.89 

0.0200 

0.0198 

26.11 

75 

48.89 

20.00 

9.78 

0.0200 

0.5740 

23.49 

80 

56.51 

20.00 

11.30 

0.0150 

0.4914 

19.35 

60 

40.65 

20.00 

8.13 

0.0200 

0.2408 

19.35 

60 

40.65 

20.00 

8.13 

0.0200 

0.3031 

34.31 

80 

45.69 

20.00 

9.14 

0.0150 

0.0348 

34.31 

80 

45.69 

20.00 

9.14 

0.0150 

0.2083 

19.33 

60 

40.67 

20.00 

8.13 

0.0200 

0.0716 

30.80 

80 

49.20 

20.00 

9.84 

0.0150 

0.1567 

30.80 

100 

69.20 

5.00 

3.46 

0.0015 

0.0003 

30.80 

100 

69.20 

5.00 

3.46 

0.0015 

0.0004 

26.60 

75 

48.40 

20.00 

9.68 

0.0200 

0.8872 

31.65 

75 

43.35 

20.00 

8.67 

0.0200 

0.0995 

21.65 

75 

53.35 

20.00 

10.67 

0.0200 

0.7361 

24.10 

80 

55.90 

20.00 

11.18 

0.0150 

0.6286 

22.86 

60 

37.14 

20.00 

7.43 

0.0200 

0.4608 

26.52 

80 

53.48 

20.00 

10.70 

0.0150 

0.2864 

26.52 

100 

73.48 

5.00 

3.67 

0.0015 

0.0037 

25.75 

75 

49.25 

20.00 

9.85 

0.0200 

0.4634 

21.94 

75 

53.06 

20.00 

10.61 

0.0200 

0.6155 

20.24 

80 

59.76 

20.00 

11.95 

0.0150 

4.5583 

20.24 

100 

79.76 

5.00 

3.99 

0.0015 

0.0102 

20.24 

80 

59.76 

20.00 

11.95 

0.0150 

0.2195 

23.09 

60 

36.91 

20.00 

7.38 

0.0200 

0.8028 

17.09 

60 

42.91 

20.00 

8.58 

0.0200 

0.0678 
























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Gneisses(B.G.C.) 


Quartzite 


Slate 


Older Alluvium 


Older Alluvium 


Slate 


Older Alluvium 


Older Alluvium 


Quartzite 


Slate 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Slate 


Older Alluvium 


Older Alluvium 


Quartzite 


Slate 


Older Alluvium 


Slate 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Younger Alluvium 


Quartzite 


Quartzite 


Younger Alluvium 


Quartzite 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Quartzite 


Phyllite & Schist 


Quartzite 


Younger Alluvium 


Quartzite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

41.16 

100 

58.84 

5.00 

2.94 

0.0015 

0.0002 

41.16 

110 

68.84 

5.00 

3.44 

0.0015 

0.0026 

41.16 

100 

58.84 

5.00 

2.94 

0.0015 

0.0006 

17.63 

60 

42.37 

20.00 

8.47 

0.0200 

0.2179 

35.63 

80 

44.37 

20.00 

8.87 

0.0150 

0.2647 

35.63 

100 

64.37 

5.00 

3.22 

0.0015 

0.0097 

35.63 

80 

44.37 

20.00 

8.87 

0.0150 

0.0879 

29.70 

80 

50.30 

20.00 

10.06 

0.0150 

0.5484 

29.70 

100 

70.30 

5.00 

3.51 

0.0015 

0.0005 

29.70 

100 

70.30 

5.00 

3.51 

0.0015 

0.0007 

18.99 

60 

41.01 

20.00 

8.20 

0.0200 

0.8879 

20.36 

60 

39.64 

20.00 

7.93 

0.0200 

0.0388 

20.36 

60 

39.64 

20.00 

7.93 

0.0200 

0.1168 

21.81 

75 

53.19 

20.00 

10.64 

0.0200 

0.2427 

26.75 

75 

48.25 

20.00 

9.65 

0.0200 

0.6198 

25.02 

81 

55.98 

15.00 

8.40 

0.0020 

0.0042 

18.00 

60 

42.00 

20.00 

8.40 

0.0200 

0.9873 

18.00 

60 

42.00 

20.00 

8.40 

0.0200 

0.1781 

17.20 

60 

42.80 

20.00 

8.56 

0.0200 

1.0284 

17.20 

60 

42.80 

20.00 

8.56 

0.0200 

0.1920 

26.84 

75 

48.16 

20.00 

9.63 

0.0200 

0.7170 

22.32 

80 

57.68 

20.00 

11.54 

0.0150 

0.2598 

22.32 

100 

77.68 

5.00 

3.88 

0.0015 

0.0211 

24.68 

75 

50.32 

20.00 

10.06 

0.0200 

0.3505 

28.55 

80 

51.45 

20.00 

10.29 

0.0150 

0.1852 

28.55 

100 

71.45 

5.00 

3.57 

0.0015 

0.0004 

28.55 

100 

71.45 

5.00 

3.57 

0.0015 

0.0060 

24.23 

80 

55.77 

20.00 

11.15 

0.0150 

0.4391 

24.23 

100 

75.77 

5.00 

3.79 

0.0015 

0.0039 

24.23 

80 

55.77 

20.00 

11.15 

0.0150 

0.0313 

24.16 

81 

56.84 

15.00 

8.53 

0.0020 

0.0196 

24.16 

50 

25.84 

20.00 

5.17 

0.0200 

0.1792 

23.71 

60 

36.29 

20.00 

7.26 

0.0200 

0.1912 

29.64 

80 

50.36 

20.00 

10.07 

0.0150 

0.0067 

29.64 

75 

45.36 

30.00 

13.61 

0.0300 

0.7228 

29.64 

80 

50.36 

20.00 

10.07 

0.0150 

0.0101 

29.64 

75 

45.36 

30.00 

13.61 

0.0300 

0.9853 

26.88 

75 

48.12 

20.00 

9.62 

0.0200 

0.8600 

41.81 

110 

68.19 

5.00 

3.41 

0.0015 

0.0003 

30.71 

80 

49.29 

20.00 

9.86 

0.0150 

0.0091 

30.31 

65 

34.69 

25.00 

8.67 

0.0250 

0.0817 

22.38 

100 

77.62 

5.00 

3.88 

0.0015 

0.0001 

23.56 

120 

96.44 

5.00 

4.82 

0.0015 

0.0059 

23.56 

60 

36.44 

20.00 

7.29 

0.0250 

0.3592 

20.54 

100 

79.46 

5.00 

3.97 

0.0015 

0.0000 

14.02 

72 

57.98 

5.00 

2.90 

0.0015 

0.0044 

14.02 

75 

60.98 

20.00 

12.20 

0.0300 

3.0475 

14.12 

72 

57.88 

5.00 

2.89 

0.0015 

0.0125 

14.12 

75 

60.88 

20.00 

12.18 

0.0300 

1.9803 

16.92 

72 

55.08 

5.00 

2.75 

0.0015 

0.0076 

19.75 

120 

100.25 

5.00 

5.01 

0.0015 

0.0227 

23.50 

80 

56.50 

5.00 

2.82 

0.0015 

0.0005 

23.50 

120 

96.50 

5.00 

4.82 

0.0015 

0.0008 

23.50 

60 

36.50 

20.00 

7.30 

0.0250 

0.4486 

14.55 

72 

57.45 

5.00 

2.87 

0.0015 

0.0088 






























































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Quartzite 


Younger Alluvium 


Quartzite 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Phyllite & Schist 


Quartzite 


Younger Alluvium 


Phyllite & Schist 


Quartzite 


Phyllite & Schist 


Quartzite 


Phyllite & Schist 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Quartzite 


Quartzite 


Younger Alluvium 


Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

14.55 

75 

60.45 

20.00 

12.09 

0.0300 

0.0121 

15.78 

72 

56.22 

5.00 

2.81 

0.0015 

0.0107 

15.78 

75 

59.22 

20.00 

11.84 

0.0300 

0.8950 

20.82 

72 

51.18 

5.00 

2.56 

0.0015 

0.0021 

20.10 

72 

51.90 

5.00 

2.60 

0.0015 

0.0114 

23.64 

80 

56.36 

20.00 

11.27 

0.0300 

0.0535 

12.95 

72 

59.05 

5.00 

2.95 

0.0015 

0.0124 

12.95 

75 

62.05 

20.00 

12.41 

0.0300 

0.0548 

28.81 

72 

43.19 

5.00 

2.16 

0.0015 

0.0087 

23.35 

60 

36.65 

20.00 

7.33 

0.0250 

0.6419 

24.48 

75 

50.52 

20.00 

10.10 

0.0300 

0.0102 

13.83 

72 

58.17 

5.00 

2.91 

0.0015 

0.0353 

13.83 

75 

61.17 

20.00 

12.23 

0.0300 

0.0619 

22.53 

120 

97.47 

5.00 

4.87 

0.0015 

0.0157 

22.53 

60 

37.47 

20.00 

7.49 

0.0250 

0.5152 

22.90 

120 

97.10 

5.00 

4.85 

0.0015 

0.0212 

22.90 

60 

37.10 

20.00 

7.42 

0.0250 

0.0258 

28.54 

72 

43.46 

5.00 

2.17 

0.0015 

0.0015 

20.35 

72 

51.65 

5.00 

2.58 

0.0015 

0.0042 

21.17 

80 

58.83 

20.00 

11.77 

0.0300 

1.9651 

25.01 

120 

94.99 

5.00 

4.75 

0.0015 

0.0006 

30.22 

72 

41.78 

5.00 

2.09 

0.0015 

0.0093 

25.92 

80 

54.08 

20.00 

10.82 

0.0300 

0.2247 

23.23 

60 

36.77 

20.00 

7.35 

0.0250 

0.0121 

24.60 

80 

55.40 

5.00 

2.77 

0.0015 

0.0103 

24.60 

120 

95.40 

5.00 

4.77 

0.0015 

0.0041 

24.60 

60 

35.40 

20.00 

7.08 

0.0250 

0.1523 

25.59 

80 

54.41 

5.00 

2.72 

0.0015 

0.0068 

25.59 

120 

94.41 

5.00 

4.72 

0.0015 

0.0109 

26.25 

80 

53.75 

5.00 

2.69 

0.0015 

0.0001 

26.25 

120 

93.75 

5.00 

4.69 

0.0015 

0.0000 

24.71 

80 

55.29 

5.00 

2.76 

0.0015 

0.0023 

24.71 

120 

95.29 

5.00 

4.76 

0.0015 

0.0108 

24.71 

60 

35.29 

20.00 

7.06 

0.0250 

0.0382 

19.45 

72 

52.55 

5.00 

2.63 

0.0015 

0.0029 

22.91 

60 

37.09 

20.00 

7.42 

0.0250 

0.4547 

23.38 

60 

36.62 

20.00 

7.32 

0.0250 

0.1673 

11.91 

72 

60.09 

5.00 

3.00 

0.0015 

0.0109 

11.91 

75 

63.09 

20.00 

12.62 

0.0300 

0.4729 

20.67 

120 

99.33 

5.00 

4.97 

0.0015 

0.0192 

21.35 

120 

98.65 

5.00 

4.93 

0.0015 

0.0229 

21.35 

60 

38.65 

20.00 

7.73 

0.0250 

0.1345 

19.68 

72 

52.32 

5.00 

2.62 

0.0015 

0.0073 

19.68 

75 

55.32 

20.00 

11.06 

0.0300 

0.6199 

31.68 

72 

40.32 

5.00 

2.02 

0.0015 

0.0087 

18.84 

140 

121.16 

5.00 

6.06 

0.0015 

0.0050 

18.84 

80 

61.16 

20.00 

12.23 

0.0300 

2.0622 

11.71 

72 

60.29 

5.00 

3.01 

0.0015 

0.0010 

11.71 

75 

63.29 

20.00 

12.66 

0.0300 

0.7821 

22.91 

60 

37.09 

20.00 

7.42 

0.0250 

0.6754 

24.98 

72 

47.02 

5.00 

2.35 

0.0015 

0.0029 

23.02 

72 

48.98 

5.00 

2.45 

0.0015 

0.0003 

12.19 

72 

59.82 

5.00 

2.99 

0.0015 

0.0036 

12.19 

75 

62.82 

20.00 

12.56 

0.0300 

1.6367 

23.79 

75 

51.21 

20.00 

10.24 

0.0300 

0.1352 










































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



03001012 


Kela Ka Bas 


Khera 


Khora Larkhani 


Kukdela 


Kumbhawas 


Ladipura 


Lobrawas 


Madhogarh 


Maliwara 


Med 


Nangal Bani 


Narhat 


Nekawala 


Noorpur 


Norang Pura 


Palri 


Pando 


Poorawala 


Ramsinghpura 


Ratanpura Haripura 


Ratanpura Jatan 


Satana 


Sewara 


Shakatpura 


Shyampura 


Surana 


Talva 


Teori 


Todalari 


Viratnagar (m) 


Bachhamadi 


Bagdhari 


Bajhera 


Bansi Kalan 


Bansi Khurd 


Basairi 


Basaiya Abhai 


Basaiya Kalan 


Basua 


Beelauth 


Bharkau 


Bhot 


Chainpura 


Chak Shahna 


Dahra 


Census Code 


0812001101585300 


0812000201465000 


0812000301478000 


0812000201464900 


0812000301476600 


0812001101586600 


0812000301476400 


0806000900889600 


0812000201466400 


0812000201466600 


0806000900884900 


0806000900886900 


0812001101585600 


0812001101585900 


0812000201465100 


0812000201467100 


0812000201466900 


0812000201466500 


0812000201467200 


0812001101584300 


0812001101584400 


0812000201465900 


0812000201465300 


0812000301477900 


0812000201466700 


Zone (Fresh 
/ Saline) 


0812000301477800 


0812000201468400 


0812000201465400 


0812001101585200 


0812000241202000 


0807000501019700 


0807000701037500 


0807000501019100 


0807000701036800 


0807000701034400 


0807001001086000 


0807000501020700 


0807000501019200 


0807000701036700 


0807000501018700 


0807000501018500 


0807001001085100 


0807000501019600 


0807001001084600 


0807000501018600 



Type of Area 

(Command / Non- Hydrogeological Unit 
command) 



2.65 Fresh 


7.21 Fresh 


7.82 Fresh 


5.60 Fresh 


0.54 Fresh 


2.91 Fresh 


4.23 Fresh 


1.58 Fresh 


9.05 Fresh 


2.29 Fresh 


3.67 Fresh 


6.86 Fresh 



5.73 Fresh 


17.52 Fresh 


3.33 Fresh 


7.30 Fresh 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Quartzite 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Quartzite 


Younger Alluvium 


Quartzite 


Quartzite 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Quartzite 


Younger Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

24.11 

120 

95.90 

5.00 

4.79 

0.0015 

0.0003 

30.30 

72 

41.70 

5.00 

2.08 

0.0015 

0.0027 

16.83 

80 

63.17 

20.00 

12.63 

0.0300 

1.4573 

22.17 

72 

49.83 

5.00 

2.49 

0.0015 

0.0035 

19.11 

80 

60.89 

20.00 

12.18 

0.0300 

0.4127 

22.95 

60 

37.05 

20.00 

7.41 

0.0250 

0.0013 

22.02 

80 

57.98 

20.00 

11.60 

0.0300 

0.0000 

22.40 

100 

77.60 

5.00 

3.88 

0.0015 

0.0005 

17.39 

72 

54.61 

5.00 

2.73 

0.0015 

0.0023 

29.63 

72 

42.37 

5.00 

2.12 

0.0015 

0.0406 

23.53 

100 

76.47 

5.00 

3.82 

0.0015 

0.0000 

21.58 

100 

78.42 

5.00 

3.92 

0.0015 

0.0033 

23.63 

120 

96.37 

5.00 

4.82 

0.0015 

0.0294 

23.63 

60 

36.37 

20.00 

7.27 

0.0250 

0.0465 

23.31 

60 

36.69 

20.00 

7.34 

0.0250 

0.2563 

26.05 

72 

45.95 

5.00 

2.30 

0.0015 

0.0173 

11.83 

72 

60.17 

5.00 

3.01 

0.0015 

0.0072 

11.83 

75 

63.17 

20.00 

12.63 

0.0300 

1.8091 

17.71 

72 

54.29 

5.00 

2.71 

0.0015 

0.0073 

15.61 

72 

56.39 

5.00 

2.82 

0.0015 

0.0023 

11.79 

72 

60.21 

5.00 

3.01 

0.0015 

0.0040 

11.79 

75 

63.21 

20.00 

12.64 

0.0300 

0.6892 

23.49 

60 

36.51 

20.00 

7.30 

0.0250 

0.5623 

23.53 

60 

36.47 

20.00 

7.29 

0.0250 

0.2579 

29.12 

72 

42.88 

5.00 

2.14 

0.0015 

0.0243 

31.01 

72 

40.99 

5.00 

2.05 

0.0015 

0.0048 

15.31 

80 

64.69 

20.00 

12.94 

0.0300 

1.0997 

17.77 

72 

54.23 

5.00 

2.71 

0.0015 

0.0234 

17.77 

75 

57.23 

20.00 

11.45 

0.0300 

0.2753 

14.39 

72 

57.61 

5.00 

2.88 

0.0015 

0.0065 

14.39 

75 

60.61 

20.00 

12.12 

0.0300 

0.0185 

19.36 

80 

60.64 

20.00 

12.13 

0.0300 

1.4289 

17.21 

72 

54.79 

5.00 

2.74 

0.0015 

0.0477 

17.21 

75 

57.79 

20.00 

11.56 

0.0300 

0.1606 

31.95 

72 

40.05 

5.00 

2.00 

0.0015 

0.0081 

22.92 

120 

97.08 

5.00 

4.85 

0.0015 

0.0250 

22.92 

60 

37.08 

20.00 

7.42 

0.0250 

0.3560 

28.42 

72 

43.58 

5.00 

2.18 

0.0015 

0.0035 

11.94 

100 

88.06 

20.00 

17.61 

0.0100 

0.5836 

8.59 

125 

116.41 

20.00 

23.28 

0.0100 

0.7526 

12.75 

100 

87.25 

20.00 

17.45 

0.0100 

0.2943 

10.90 

125 

114.10 

20.00 

22.82 

0.0100 

0.3425 

12.19 

125 

112.81 

20.00 

22.56 

0.0100 

0.2467 

12.85 

125 

112.15 

20.00 

22.43 

0.0100 

0.1460 

9.07 

100 

90.93 

20.00 

18.19 

0.0100 

0.0250 

9.07 

100 

90.93 

20.00 

18.19 

0.0100 

0.0035 

12.70 

100 

87.30 

20.00 

17.46 

0.0100 

0.4741 

10.06 

125 

114.94 

20.00 

22.99 

0.0100 

0.0652 

12.66 

100 

87.34 

20.00 

17.47 

0.0100 

0.6517 

10.76 

100 

89.24 

20.00 

17.85 

0.0100 

0.2227 

8.70 

100 

91.30 

20.00 

18.26 

0.0100 

0.3502 

11.75 

100 

88.25 

20.00 

17.65 

0.0100 

0.6837 

12.80 

125 

112.20 

20.00 

22.44 

0.0100 

0.0063 

13.27 

100 

86.73 

20.00 

17.35 

0.0100 

0.1048 

13.27 

100 

86.73 

20.00 

17.35 

0.0100 

0.2105 



















































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.32 

100 

88.68 

20.00 

17.74 

0.0100 

0.0368 

11.32 

100 

88.68 

20.00 

17.74 

0.0100 

0.4733 

9.51 

125 

115.49 

20.00 

23.10 

0.0100 

0.0011 

9.51 

125 

115.49 

20.00 

23.10 

0.0100 

0.1563 

10.04 

125 

114.96 

20.00 

22.99 

0.0100 

0.9166 

10.07 

100 

89.93 

20.00 

17.99 

0.0100 

0.3518 

12.48 

100 

87.52 

20.00 

17.50 

0.0100 

0.4710 

8.92 

125 

116.08 

20.00 

23.22 

0.0100 

0.6697 

8.92 

125 

116.08 

20.00 

23.22 

0.0100 

0.5557 

8.43 

100 

91.57 

20.00 

18.31 

0.0100 

0.1642 

10.53 

100 

89.47 

20.00 

17.89 

0.0100 

0.4947 

7.60 

100 

92.40 

20.00 

18.48 

0.0100 

0.2959 

12.51 

100 

87.49 

20.00 

17.50 

0.0100 

0.1523 

12.40 

100 

87.60 

20.00 

17.52 

0.0100 

0.1348 

11.21 

100 

88.79 

20.00 

17.76 

0.0100 

0.5712 

8.72 

125 

116.28 

20.00 

23.26 

0.0100 

0.1755 

8.72 

125 

116.28 

20.00 

23.26 

0.0100 

0.0552 

12.79 

100 

87.21 

20.00 

17.44 

0.0100 

0.2688 

8.98 

125 

116.02 

20.00 

23.20 

0.0100 

0.0101 

8.98 

125 

116.02 

20.00 

23.20 

0.0100 

1.0828 

7.30 

100 

92.70 

20.00 

18.54 

0.0100 

0.0050 

11.29 

125 

113.71 

20.00 

22.74 

0.0100 

0.3281 

12.77 

100 

87.23 

20.00 

17.45 

0.0100 

0.1387 

8.81 

125 

116.19 

20.00 

23.24 

0.0100 

0.0014 

12.87 

100 

87.13 

20.00 

17.43 

0.0100 

0.2272 

9.03 

125 

115.97 

20.00 

23.19 

0.0100 

0.3812 

9.79 

100 

90.21 

20.00 

18.04 

0.0100 

0.4927 

9.79 

100 

90.21 

20.00 

18.04 

0.0100 

0.1207 

13.46 

100 

86.54 

20.00 

17.31 

0.0100 

0.0028 

7.24 

125 

117.76 

20.00 

23.55 

0.0100 

0.0846 

7.24 

125 

117.76 

20.00 

23.55 

0.0100 

0.3954 

7.35 

125 

117.65 

20.00 

23.53 

0.0100 

0.1316 

12.72 

125 

112.28 

20.00 

22.46 

0.0100 

0.3736 

12.78 

100 

87.22 

20.00 

17.44 

0.0100 

0.6998 

7.25 

125 

117.75 

20.00 

23.55 

0.0100 

0.0344 

7.85 

125 

117.15 

20.00 

23.43 

0.0100 

0.3071 

11.23 

125 

113.77 

20.00 

22.75 

0.0100 

0.7668 

11.52 

100 

88.48 

20.00 

17.70 

0.0100 

0.2364 

11.52 

125 

113.48 

20.00 

22.70 

0.0100 

0.3268 

12.02 

100 

87.98 

20.00 

17.60 

0.0100 

0.1415 

7.55 

125 

117.45 

20.00 

23.49 

0.0100 

0.0001 

7.55 

125 

117.45 

20.00 

23.49 

0.0100 

0.2577 

6.54 

125 

118.46 

20.00 

23.69 

0.0100 

0.1390 

6.54 

125 

118.46 

20.00 

23.69 

0.0100 

0.0066 

7.18 

125 

117.82 

20.00 

23.56 

0.0100 

0.0947 

7.18 

125 

117.82 

20.00 

23.56 

0.0100 

0.3436 

5.03 

125 

119.97 

20.00 

23.99 

0.0100 

0.0760 

5.03 

125 

119.97 

20.00 

23.99 

0.0100 

0.0147 

9.55 

100 

90.45 

20.00 

18.09 

0.0100 

0.0087 

9.55 

100 

90.45 

20.00 

18.09 

0.0100 

0.0220 

10.22 

100 

89.78 

20.00 

17.96 

0.0100 

0.0720 

11.60 

125 

113.40 

20.00 

22.68 

0.0100 

0.0726 

8.76 

100 

91.24 

20.00 

18.25 

0.0100 

0.1087 

7.82 

125 

117.18 

20.00 

23.44 

0.0100 

0.3563 

7.82 

125 

117.18 

20.00 

23.44 

0.0100 

0.0003 






































































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Bhot 

0807001001085100 

4.32 

Bilawati 

0807000601025200 

2.32 

Birawai 

0807000701046300 

1.34 


Borai 

0807000601033200 

2.92 

Chak Bahnera 

0807000701047100 

1.20 


Chak Baltikari 

0807000701043900 

2.04 

Chak Bhandor 

0807000701039600 

2.33 

Chak Borai 

0807000601033300 

0.87 

Chak Daulatpur 

0807000701043800 

3.84 


Chak Ghana Bhandor 

0807000701040000 

0.51 

Chak Hathkauli 

0807000701044100 

2.57 

Chak Hindola No. 2 

0807000701034900 

0.33 

Chak Luchpuri 

0807000601029400 

0.65 

Chak Mahroli Mafi 

0807000701046500 

0.45 


Chak Murwara 0807000701039200 0.64 


Non-command 
Fresh Non-command 

Saline Non-command 

Fresh Command 

Non-command 
Fresh Non-command 

Fresh Command 

Non-command 
Fresh Non-command 

Fresh Non-command 

Fresh Non-command 

Fresh Command 

Non-command 
Saline Non-command 

Fresh Non-command 

Saline Non-command 

Saline Non-command 

Fresh Command 

Non-command 
Fresh Command 

Non-command 
Non-command 
Non-command 
Non-command 


Chak Nagla Karansingh 
Chak Ramnagar 
Chak Sakeetra 


0807000701039700 

0807000701047700 

0807000601030100 


0.67 Fresh 
1.18 Fresh 
2.53 Fresh 


Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

9.28 

125 

115.72 

20.00 

23.14 

0.0100 

0.0864 

9.94 

100 

90.06 

20.00 

18.01 

0.0100 

0.2058 

9.94 

100 

90.06 

20.00 

18.01 

0.0100 

0.5900 

9.37 

100 

90.63 

20.00 

18.13 

0.0100 

0.0797 

9.37 

100 

90.63 

20.00 

18.13 

0.0100 

0.7687 

9.79 

125 

115.21 

20.00 

23.04 

0.0100 

0.5348 

9.79 

125 

115.21 

20.00 

23.04 

0.0100 

0.6174 

9.79 

125 

115.21 

20.00 

23.04 

0.0100 

0.9351 

12.33 

125 

112.67 

20.00 

22.53 

0.0100 

0.0515 

12.33 

125 

112.67 

20.00 

22.53 

0.0100 

0.2551 

9.97 

125 

115.03 

20.00 

23.01 

0.0100 

0.4963 

9.97 

125 

115.03 

20.00 

23.01 

0.0100 

0.0013 

12.93 

125 

112.07 

20.00 

22.41 

0.0100 

0.3177 

12.93 

125 

112.07 

20.00 

22.41 

0.0100 

0.2744 

10.90 

125 

114.10 

20.00 

22.82 

0.0100 

0.0100 

8.44 

125 

116.56 

20.00 

23.31 

0.0100 

0.5844 

9.34 

125 

115.66 

20.00 

23.13 

0.0100 

0.5370 

10.06 

125 

114.94 

20.00 

22.99 

0.0100 

0.5350 

13.28 

100 

86.72 

20.00 

17.34 

0.0100 

0.8292 

13.28 

100 

86.72 

20.00 

17.34 

0.0100 

0.1219 

7.92 

125 

117.08 

20.00 

23.42 

0.0100 

0.4753 

7.92 

125 

117.08 

20.00 

23.42 

0.0100 

0.4464 

7.92 

125 

117.08 

20.00 

23.42 

0.0100 

0.0490 

7.92 

125 

117.08 

20.00 

23.42 

0.0100 

0.1906 

15.14 

125 

109.86 

20.00 

21.97 

0.0100 

0.4445 

15.14 

125 

109.86 

20.00 

21.97 

0.0100 

0.0735 

15.14 

125 

109.86 

20.00 

21.97 

0.0100 

0.1014 

15.14 

125 

109.86 

20.00 

21.97 

0.0100 

0.0001 

5.91 

125 

119.09 

20.00 

23.82 

0.0100 

0.1892 

5.91 

125 

119.09 

20.00 

23.82 

0.0100 

5.9067 

5.91 

125 

119.09 

20.00 

23.82 

0.0100 

0.3918 

5.91 

125 

119.09 

20.00 

23.82 

0.0100 

0.2414 

8.70 

100 

91.30 

20.00 

18.26 

0.0100 

0.1315 

5.10 

100 

94.90 

20.00 

18.98 

0.0100 

0.0990 

13.95 

125 

111.05 

20.00 

22.21 

0.0100 

0.0246 

13.95 

125 

111.05 

20.00 

22.21 

0.0100 

0.2737 

8.31 

100 

91.69 

20.00 

18.34 

0.0100 

0.5359 

11.89 

125 

113.11 

20.00 

22.62 

0.0100 

0.1897 

11.89 

125 

113.11 

20.00 

22.62 

0.0100 

0.0197 

15.09 

125 

109.91 

20.00 

21.98 

0.0100 

0.3914 

8.05 

125 

116.95 

20.00 

23.39 

0.0100 

0.5461 

8.32 

100 

91.68 

20.00 

18.34 

0.0100 

0.1603 

15.00 

125 

110.00 

20.00 

22.00 

0.0100 

0.2756 

15.00 

125 

110.00 

20.00 

22.00 

0.0100 

0.3353 

9.49 

125 

115.51 

20.00 

23.10 

0.0100 

0.1170 

15.29 

125 

109.71 

20.00 

21.94 

0.0100 

0.5635 

10.89 

125 

114.11 

20.00 

22.82 

0.0100 

0.0078 

12.20 

100 

87.80 

20.00 

17.56 

0.0100 

0.0002 

11.68 

125 

113.32 

20.00 

22.66 

0.0100 

0.0279 

11.68 

125 

113.32 

20.00 

22.66 

0.0100 

0.0733 

6.13 

125 

118.87 

20.00 

23.77 

0.0100 

0.0198 

6.13 

125 

118.87 

20.00 

23.77 

0.0100 

0.1332 

8.38 

125 

116.62 

20.00 

23.32 

0.0100 

0.1573 

7.67 

125 

117.33 

20.00 

23.47 

0.0100 

0.2774 

12.83 

100 

87.17 

20.00 

17.43 

0.0100 

0.3241 



































































































































































































































































































































































































































































































































































































































































































































Village Name 

Census Code 

Chak Seh 

0807000601033100 

Chak Sendroli 

0807000701038600 


Chak Shyorawali 


Chak Undra 


Chichana 


Chiksana 


Dandoo 


Dayopura 


Dhanwara 


Dhokas 


Gadhaira 


Gangar Soli 


Gaonri 


Garhi Zalimsingh 


Ghana Bhandor 


Ghasaula 


Ghusyari 


Girdharpur 


Gundwa 


Helak 


Hindola 


Ikaran 


Indoo 


Indrapura 


Jarhara 


Jatoli Ghana ( Rural ] 


Jharoli 


Jheelara ( Rural) 


Jiroli 


Kakalpura 


Kanjoli 


0807000701050100 


0807000701044300 


0807000701051300 


0807000701044000 


0807000601024400 


0807000701047900 


0807000601027100 


0807000601025000 


0807000601024900 


0807000601023100 


0807000701042800 


0807000701035200 


0807000701039900 


0807000701045500 


0807000701043600 


0807000701039000 


0807000601033700 


0807000701035000 


0807000701044600 


0807000601024500 


0807000601027300 


0807000601030200 


0807000701045200 


0807000701034600 


0807000701038000 


0807000701042300 


0807000701035400 


0807000701039100 



Zone (Fresh 
/ Saline) 



1.31 Fresh 


1.96 Fresh 


Saline 


0.46 Fresh 


1.50 Fresh 


Saline 


3.29 Saline 


3.24 Fresh 


4.32 Fresh 





1.57 Saline 


3.92 Fresh 


6.71 Fresh 


Saline 


1.44 Fresh 


Saline 


0.71 Saline 


1.41 Saline 


3.34 Saline 


5.62 Saline 


1.78 Saline 


0.57 Saline 


3.53 Fresh 


2.40 Fresh 


Saline 


2.36 Fresh 


2.61 Fresh 


4.41 Saline 


2.60 Saline 


5.46 Saline 


4.26 Saline 


0.73 Fresh 


Saline 


23.30 Saline 




0807000401009600 


1.83 Fresh 


3.38 Fresh 


1.69 Saline 


2.20 Fresh 


2.09 Saline 


1.04 Saline 


2.35 Fresh 


3.38 Fresh 


Saline 


10.73 Saline 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

10.60 

100 

89.40 

20.00 

17.88 

0.0100 

0.1656 

8.73 

125 

116.27 

20.00 

23.25 

0.0100 

0.0601 

8.73 

125 

116.27 

20.00 

23.25 

0.0100 

0.3968 

13.03 

125 

111.97 

20.00 

22.39 

0.0100 

0.0172 

14.57 

125 

110.43 

20.00 

22.09 

0.0100 

0.1996 

14.57 

125 

110.43 

20.00 

22.09 

0.0100 

0.1315 

13.03 

125 

111.97 

20.00 

22.39 

0.0100 

0.6114 

13.03 

125 

111.97 

20.00 

22.39 

0.0100 

0.0116 

13.12 

125 

111.88 

20.00 

22.38 

0.0100 

0.0919 

15.33 

125 

109.67 

20.00 

21.93 

0.0100 

0.1791 

15.33 

125 

109.67 

20.00 

21.93 

0.0100 

0.7675 

10.27 

100 

89.73 

20.00 

17.95 

0.0100 

0.1849 

10.27 

100 

89.73 

20.00 

17.95 

0.0100 

0.3733 

9.57 

100 

90.43 

20.00 

18.09 

0.0100 

0.0134 

8.79 

125 

116.21 

20.00 

23.24 

0.0100 

0.3431 

8.01 

100 

91.99 

20.00 

18.40 

0.0100 

0.5714 

8.01 

100 

91.99 

20.00 

18.40 

0.0100 

0.1479 

8.56 

125 

116.44 

20.00 

23.29 

0.0100 

0.1191 

8.56 

125 

116.44 

20.00 

23.29 

0.0100 

0.2157 

8.13 

100 

91.87 

20.00 

18.37 

0.0100 

0.1312 

4.39 

100 

95.61 

20.00 

19.12 

0.0100 

0.2697 

7.00 

100 

93.00 

20.00 

18.60 

0.0100 

0.0088 

10.60 

125 

114.40 

20.00 

22.88 

0.0100 

0.5286 

10.60 

125 

114.40 

20.00 

22.88 

0.0100 

0.0822 

10.71 

125 

114.29 

20.00 

22.86 

0.0100 

0.4079 

9.33 

125 

115.67 

20.00 

23.13 

0.0100 

0.1327 

10.04 

125 

114.96 

20.00 

22.99 

0.0100 

0.8003 

14.05 

125 

110.95 

20.00 

22.19 

0.0100 

0.0109 

14.05 

125 

110.95 

20.00 

22.19 

0.0100 

0.0698 

14.05 

125 

110.95 

20.00 

22.19 

0.0100 

0.1686 

7.56 

125 

117.44 

20.00 

23.49 

0.0100 

0.0001 

7.56 

125 

117.44 

20.00 

23.49 

0.0100 

0.5535 

5.53 

125 

119.47 

20.00 

23.89 

0.0100 

0.4741 

5.53 

125 

119.47 

20.00 

23.89 

0.0100 

0.1499 

10.86 

100 

89.14 

20.00 

17.83 

0.0100 

0.7730 

10.85 

125 

114.15 

20.00 

22.83 

0.0100 

0.4642 

11.73 

125 

113.27 

20.00 

22.65 

0.0100 

0.3805 

11.73 

125 

113.27 

20.00 

22.65 

0.0100 

0.1751 

8.72 

100 

91.28 

20.00 

18.26 

0.0100 

0.1675 

6.01 

100 

93.99 

20.00 

18.80 

0.0100 

0.1205 

6.01 

100 

93.99 

20.00 

18.80 

0.0100 

0.0173 

9.19 

125 

115.81 

20.00 

23.16 

0.0100 

2.1747 

9.19 

125 

115.81 

20.00 

23.16 

0.0100 

0.0027 

9.19 

125 

115.81 

20.00 

23.16 

0.0100 

0.9920 

10.46 

100 

89.54 

20.00 

17.91 

0.0100 

0.1458 

8.08 

125 

116.92 

20.00 

23.38 

0.0100 

0.7901 

10.71 

125 

114.29 

20.00 

22.86 

0.0100 

0.1256 

6.81 

125 

118.19 

20.00 

23.64 

0.0100 

0.5207 

10.29 

125 

114.71 

20.00 

22.94 

0.0100 

0.4103 

9.97 

125 

115.03 

20.00 

23.01 

0.0100 

0.2383 

6.36 

125 

118.64 

20.00 

23.73 

0.0100 

0.0153 

6.36 

125 

118.64 

20.00 

23.73 

0.0100 

0.5430 

8.06 

125 

116.94 

20.00 

23.39 

0.0100 

0.7479 

8.06 

125 

116.94 

20.00 

23.39 

0.0100 

0.0415 

6.55 

100 

93.45 

20.00 

18.69 

0.0100 

0.1459 




















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

7.84 

125 

117.16 

20.00 

23.43 

0.0100 

0.5230 

9.70 

100 

90.30 

20.00 

18.06 

0.0100 

0.0049 

11.13 

125 

113.87 

20.00 

22.77 

0.0100 

0.5403 

11.13 

125 

113.87 

20.00 

22.77 

0.0100 

0.0460 

11.13 

125 

113.87 

20.00 

22.77 

0.0100 

0.2987 

8.89 

125 

116.11 

20.00 

23.22 

0.0100 

0.1593 

8.47 

100 

91.53 

20.00 

18.31 

0.0100 

1.1227 

7.64 

125 

117.36 

20.00 

23.47 

0.0100 

1.2996 

4.38 

100 

95.62 

20.00 

19.12 

0.0100 

0.3592 

4.38 

100 

95.62 

20.00 

19.12 

0.0100 

1.6819 

7.22 

100 

92.78 

20.00 

18.56 

0.0100 

0.4793 

7.22 

100 

92.78 

20.00 

18.56 

0.0100 

0.0095 

9.21 

100 

90.79 

20.00 

18.16 

0.0100 

0.0498 

9.21 

100 

90.79 

20.00 

18.16 

0.0100 

0.1351 

8.72 

125 

116.28 

20.00 

23.26 

0.0100 

0.2601 

8.72 

125 

116.28 

20.00 

23.26 

0.0100 

0.3093 

7.43 

125 

117.57 

20.00 

23.51 

0.0100 

0.3429 

7.43 

125 

117.57 

20.00 

23.51 

0.0100 

0.0135 

7.89 

125 

117.11 

20.00 

23.42 

0.0100 

0.5847 

7.89 

125 

117.11 

20.00 

23.42 

0.0100 

0.3231 

7.15 

125 

117.85 

20.00 

23.57 

0.0100 

0.0977 

7.15 

125 

117.85 

20.00 

23.57 

0.0100 

0.4939 

8.50 

100 

91.50 

20.00 

18.30 

0.0100 

0.2418 

8.30 

125 

116.70 

20.00 

23.34 

0.0100 

1.1667 

8.30 

125 

116.70 

20.00 

23.34 

0.0100 

0.1499 

8.98 

125 

116.02 

20.00 

23.20 

0.0100 

0.2930 

13.03 

125 

111.97 

20.00 

22.39 

0.0100 

0.0018 

7.16 

125 

117.84 

20.00 

23.57 

0.0100 

1.4362 

9.96 

125 

115.04 

20.00 

23.01 

0.0100 

0.0458 

9.96 

125 

115.04 

20.00 

23.01 

0.0100 

0.0116 

9.96 

125 

115.04 

20.00 

23.01 

0.0100 

0.2292 

9.96 

125 

115.04 

20.00 

23.01 

0.0100 

0.0923 

12.50 

125 

112.50 

20.00 

22.50 

0.0100 

0.2747 

9.15 

125 

115.85 

20.00 

23.17 

0.0100 

0.7528 

8.62 

125 

116.38 

20.00 

23.28 

0.0100 

0.0144 

8.10 

125 

116.90 

20.00 

23.38 

0.0100 

0.0042 

6.70 

125 

118.30 

20.00 

23.66 

0.0100 

0.1925 

6.70 

125 

118.30 

20.00 

23.66 

0.0100 

0.6096 

13.20 

100 

86.80 

20.00 

17.36 

0.0100 

0.0428 

13.20 

100 

86.80 

20.00 

17.36 

0.0100 

0.0792 

7.34 

125 

117.66 

20.00 

23.53 

0.0100 

0.0000 

7.34 

125 

117.66 

20.00 

23.53 

0.0100 

0.1952 

10.11 

100 

89.89 

20.00 

17.98 

0.0100 

0.0341 

8.81 

125 

116.19 

20.00 

23.24 

0.0100 

0.3252 

12.64 

125 

112.36 

20.00 

22.47 

0.0100 

0.2253 

11.76 

100 

88.24 

20.00 

17.65 

0.0100 

0.0894 

11.76 

100 

88.24 

20.00 

17.65 

0.0100 

0.0025 

11.76 

100 

88.24 

20.00 

17.65 

0.0100 

0.0792 

9.46 

125 

115.54 

20.00 

23.11 

0.0100 

0.4191 

9.46 

125 

115.54 

20.00 

23.11 

0.0100 

0.0518 

9.06 

125 

115.94 

20.00 

23.19 

0.0100 

0.1707 

9.06 

125 

115.94 

20.00 

23.19 

0.0100 

0.0416 

11.25 

125 

113.75 

20.00 

22.75 

0.0100 

0.0934 

9.48 

100 

90.52 

20.00 

18.10 

0.0100 

0.4003 

8.86 

100 

91.14 

20.00 

18.23 

0.0100 

0.3639 













































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Nagla Karansingh 


Nagla Kesariya 


Nagla Khoontela 


Nagla Lodha 


Nagla Mainthna 


Nagla Mana 


Nagla Manjhi 


Nagla Raoji 


Nagla Sawairam 


Nagla Seekham 


Nagla Taroda 


Nagla Tuhiram 


Nauganwa 


Noh (Rural) 


Peernagar 


Pichgai 


Pilua 


Piryani 


Ramnagar 


Rudh Sakeetra 


Rund Helak Bari 


Rundh Bansi Khurd 


Rundh Helak Chhoti 


Rundh Ikaran 


Rundh Seh 


Sadpura 


Samaspur Khurd 


Sarsai 


Senthari 


Sewar 


Sewar Khurd 


0807000701039800 


0807000701044900 


0807000601033800 


0807000701042600 


0807000601029900 


0807000601030300 


0807000601029100 


0807000701035300 


0807000601029000 


0807000701046600 


0807000601028500 


0807000701042200 


0807000707900002 


0807000701042700 


0807000601033600 


0807000701035600 


0807000701046000 


0807000701047600 


0807000607900004 


0807000601032700 


0807000701034500 


0807000601032100 


0807000701044700 


0807000701038800 


0807000701038500 


0807000701045900 


0807000601027400 


0807000601024700 


0807000707900001 


0807000701037700 


Zone (Fresh 
/ Saline) 


Saline 


0.44 Fresh 


0.98 Saline 


4.56 Saline 


1.48 Saline 


2.09 Fresh 


Saline 


0.59 Fresh 


2.12 Fresh 



1.97 Saline 


3.47 Fresh 



1.28 Fresh 


3.24 Saline 


4.72 Saline 


6.87 Fresh 






0.78 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Older Al 

uvium 

Non-command 

Older Al 

uvium 

Command 

Older Al 

uvium 

Non-command 

Older Al 

uvium 

Command 

Older Al 

uvium 

Non-command 

Older Al 

uvium 

Non-command 

Older Al 

uvium 

Non-command 

Older Al 

uvium 

Command 

Older Al 

uvium 

Non-command 

Older Al 

uvium 

Command 

Older Al 

uvium 

Non-command 

Older Al 

uvium 

Command 

Older Al 

uvium 

Non-command 

Older Al 

uvium 

Non-command 

Older Al 

uvium 

Command 

Older Al 

uvium 

Non-command 

Older Al 

uvium 

Command 

Older Al 

uvium 

Non-command 

Older Al 

uvium 

Command 

Older Al 

uvium 

Non-command 

Older Al 

uvium 

Command 

Older Al 

uvium 

Non-command 

Older Al 

uvium 

Non-command 

Older Al 

uvium 

Command 

Older Al 

uvium 

Command 

Older Al 

uvium 

Non-command 

Older Al 

uvium 

Command 

Older Al 

uvium 

Non-command 

Older Al 

uvium 

Command 

Older Al 

uvium 

Non-command 

Older Al 

uvium 

Non-command 

Older Al 

uvium 

Command 

Older Al 

uvium 

Non-command 

Older Al 

uvium 

Non-command 

Older Al 

uvium 

Non-command 

Older Al 

uvium 

Non-command 

Older Al 

uvium 

Non-command 

Older Al 

uvium 

Command 

Older Al 

uvium 

Non-command 

Older Al 

uvium 

Non-command 

Older Al 

uvium 

Non-command 

Older Al 

uvium 

Non-command 

Older Al 

uvium 

Non-command 

Older Al 

uvium 

Command 

Older Al 

uvium 

Non-command 

Older Al 

uvium 

Non-command 

Older Al 

uvium 

Non-command 

Older Al 

uvium 

Non-command 

Older Al 

uvium 

Non-command 

Older Al 

uvium 

Non-command 

Older Al 

uvium 

Non-command 

Older Al 

uvium 

Command 

Older Al 

uvium 

Non-command 

Older Al 

uvium 

Non-command 

Older Al 

uvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

8.86 

100 

91.14 

20.00 

18.23 

0.0100 

0.2145 

8.49 

125 

116.51 

20.00 

23.30 

0.0100 

0.1022 

9.80 

125 

115.20 

20.00 

23.04 

0.0100 

0.2267 

10.48 

100 

89.52 

20.00 

17.90 

0.0100 

0.8169 

9.34 

125 

115.66 

20.00 

23.13 

0.0100 

0.3419 

9.27 

100 

90.73 

20.00 

18.15 

0.0100 

0.3448 

9.27 

100 

90.73 

20.00 

18.15 

0.0100 

0.0341 

8.68 

100 

91.32 

20.00 

18.26 

0.0100 

0.0676 

9.62 

100 

90.38 

20.00 

18.08 

0.0100 

0.0004 

9.62 

100 

90.38 

20.00 

18.08 

0.0100 

0.3519 

9.62 

100 

90.38 

20.00 

18.08 

0.0100 

0.0214 

9.62 

100 

90.38 

20.00 

18.08 

0.0100 

0.0102 

13.04 

125 

111.96 

20.00 

22.39 

0.0100 

0.0349 

13.04 

125 

111.96 

20.00 

22.39 

0.0100 

0.1878 

10.65 

125 

114.36 

20.00 

22.87 

0.0100 

0.4510 

8.70 

100 

91.30 

20.00 

18.26 

0.0100 

0.0176 

8.70 

100 

91.30 

20.00 

18.26 

0.0100 

0.4770 

8.70 

100 

91.30 

20.00 

18.26 

0.0100 

0.0313 

8.70 

100 

91.30 

20.00 

18.26 

0.0100 

0.1084 

11.99 

125 

113.01 

20.00 

22.60 

0.0100 

0.0010 

11.99 

125 

113.01 

20.00 

22.60 

0.0100 

0.1891 

11.41 

125 

113.59 

20.00 

22.72 

0.0100 

0.0890 

11.41 

125 

113.59 

20.00 

22.72 

0.0100 

0.2025 

9.52 

100 

90.48 

20.00 

18.10 

0.0100 

0.5858 

10.55 

125 

114.45 

20.00 

22.89 

0.0100 

0.0564 

8.92 

125 

116.08 

20.00 

23.22 

0.0100 

0.0089 

8.92 

125 

116.08 

20.00 

23.22 

0.0100 

0.2749 

8.92 

125 

116.08 

20.00 

23.22 

0.0100 

1.1861 

8.92 

125 

116.08 

20.00 

23.22 

0.0100 

0.1246 

10.09 

125 

114.91 

20.00 

22.98 

0.0100 

0.4624 

10.69 

100 

89.31 

20.00 

17.86 

0.0100 

0.1225 

9.14 

125 

115.86 

20.00 

23.17 

0.0100 

0.4936 

10.76 

125 

114.24 

20.00 

22.85 

0.0100 

0.2012 

8.08 

125 

116.92 

20.00 

23.38 

0.0100 

0.5893 

12.89 

100 

87.11 

20.00 

17.42 

0.0100 

0.0041 

10.88 

100 

89.12 

20.00 

17.82 

0.0100 

0.0671 

11.19 

125 

113.81 

20.00 

22.76 

0.0100 

0.0131 

10.90 

100 

89.10 

20.00 

17.82 

0.0100 

0.0065 

10.75 

125 

114.25 

20.00 

22.85 

0.0100 

0.1576 

10.75 

125 

114.25 

20.00 

22.85 

0.0100 

0.3455 

8.38 

125 

116.62 

20.00 

23.32 

0.0100 

0.1843 

8.38 

125 

116.62 

20.00 

23.32 

0.0100 

0.0059 

8.34 

125 

116.66 

20.00 

23.33 

0.0100 

0.1917 

9.69 

125 

115.31 

20.00 

23.06 

0.0100 

0.3159 

10.48 

125 

114.52 

20.00 

22.90 

0.0100 

0.4194 

4.50 

100 

95.50 

20.00 

19.10 

0.0100 

0.0076 

4.50 

100 

95.50 

20.00 

19.10 

0.0100 

0.2213 

9.33 

100 

90.67 

20.00 

18.13 

0.0100 

0.2094 

9.33 

100 

90.67 

20.00 

18.13 

0.0100 

0.0428 

8.48 

125 

116.52 

20.00 

23.30 

0.0100 

0.1202 

8.48 

125 

116.52 

20.00 

23.30 

0.0100 

0.3022 

6.34 

100 

93.66 

20.00 

18.73 

0.0100 

0.2060 

7.24 

125 

117.76 

20.00 

23.55 

0.0100 

0.3887 

7.24 

125 

117.76 

20.00 

23.55 

0.0100 

0.8595 

7.35 

125 

117.65 

20.00 

23.53 

0.0100 

0.0512 














































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

9.77 

125 

115.23 

20.00 

23.05 

0.0100 

5.6952 

7.25 

125 

117.75 

20.00 

23.55 

0.0100 

0.0036 

7.25 

125 

117.75 

20.00 

23.55 

0.0100 

0.5550 

6.48 

100 

93.52 

20.00 

18.70 

0.0100 

0.0745 

8.98 

125 

116.02 

20.00 

23.20 

0.0100 

0.8319 

9.51 

100 

90.49 

20.00 

18.10 

0.0100 

0.3879 

9.51 

100 

90.49 

20.00 

18.10 

0.0100 

0.5014 

7.85 

125 

117.15 

20.00 

23.43 

0.0100 

0.2315 

10.28 

125 

114.72 

20.00 

22.94 

0.0100 

0.3086 

10.28 

125 

114.72 

20.00 

22.94 

0.0100 

0.4238 

9.86 

125 

115.14 

20.00 

23.03 

0.0100 

0.4463 

8.09 

125 

116.91 

20.00 

23.38 

0.0100 

0.1201 

8.09 

125 

116.91 

20.00 

23.38 

0.0100 

0.2580 

13.11 

125 

111.89 

20.00 

22.38 

0.0100 

0.2527 

14.87 

125 

110.13 

20.00 

22.03 

0.0100 

0.1082 

14.87 

125 

110.13 

20.00 

22.03 

0.0100 

0.3923 

6.87 

125 

118.13 

20.00 

23.63 

0.0100 

0.0438 

6.87 

125 

118.13 

20.00 

23.63 

0.0100 

0.2700 

6.45 

125 

118.55 

20.00 

23.71 

0.0100 

0.2258 

6.45 

125 

118.55 

20.00 

23.71 

0.0100 

0.1638 

7.42 

125 

117.58 

20.00 

23.52 

0.0100 

0.4379 

7.42 

125 

117.58 

20.00 

23.52 

0.0100 

0.6214 

7.42 

125 

117.58 

20.00 

23.52 

0.0100 

0.0051 

7.42 

125 

117.58 

20.00 

23.52 

0.0100 

0.1957 

9.23 

100 

90.77 

20.00 

18.15 

0.0100 

0.0494 

9.23 

100 

90.77 

20.00 

18.15 

0.0100 

0.6065 

9.23 

100 

90.77 

20.00 

18.15 

0.0100 

0.3110 

14.76 

125 

110.24 

20.00 

22.05 

0.0100 

0.0050 

14.76 

125 

110.24 

20.00 

22.05 

0.0100 

0.2916 

8.70 

100 

91.30 

20.00 

18.26 

0.0100 

0.0231 

7.55 

125 

117.45 

20.00 

23.49 

0.0100 

0.0924 

7.55 

125 

117.45 

20.00 

23.49 

0.0100 

0.4439 

10.64 

100 

89.36 

20.00 

17.87 

0.0100 

0.0017 

11.60 

125 

113.40 

20.00 

22.68 

0.0100 

1.7327 

9.87 

125 

115.13 

20.00 

23.03 

0.0100 

0.7045 

9.81 

100 

90.19 

20.00 

18.04 

0.0100 

0.1539 

9.81 

100 

90.19 

20.00 

18.04 

0.0100 

0.3351 

13.63 

100 

86.37 

20.00 

17.27 

0.0100 

0.8221 

13.63 

125 

111.37 

20.00 

22.27 

0.0100 

0.1174 

11.32 

100 

88.68 

20.00 

17.74 

0.0100 

0.5734 

11.94 

100 

88.06 

20.00 

17.61 

0.0100 

0.7058 

12.33 

125 

112.67 

20.00 

22.53 

0.0100 

0.0554 

12.33 

125 

112.67 

20.00 

22.53 

0.0100 

0.7639 

13.18 

100 

86.82 

20.00 

17.36 

0.0100 

0.4484 

5.94 

100 

94.06 

20.00 

18.81 

0.0100 

0.6073 

10.13 

125 

114.87 

20.00 

22.97 

0.0100 

0.6556 

8.20 

100 

91.80 

20.00 

18.36 

0.0100 

1.2592 

12.29 

100 

87.71 

20.00 

17.54 

0.0100 

0.5000 

7.92 

100 

92.08 

20.00 

18.42 

0.0100 

0.4396 

6.96 

100 

93.04 

20.00 

18.61 

0.0100 

0.0000 

12.35 

100 

87.65 

20.00 

17.53 

0.0100 

0.2915 

12.85 

100 

87.15 

20.00 

17.43 

0.0100 

0.0192 

12.85 

125 

112.15 

20.00 

22.43 

0.0100 

0.3357 

9.07 

100 

90.93 

20.00 

18.19 

0.0100 

0.1441 

9.07 

100 

90.93 

20.00 

18.19 

0.0100 

0.0353 

















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 

Census Code 

Bhaisa 

0807001001089200 

Bhot 

0807001001085100 

Bilan Chatpura 

0807001001087500 

Burana 

0807001001090100 

Chak Ajan 

0807000701048500 

Chak Bahnera 

0807000701047100 


Zone (Fresh 
/ Saline) 


Chak Bhikki 


Chak Chhatar 


Chak Choba 


Chak Darapur No. 1 


Chak Darapur No. 2 


Chak Dhobi 


Chak Ekta 


Chak Kaprola 


Chak Kazi 


Chak Kharka 


Chak Kurka 


Chak Nagla Phatiyar 


Chak Nagla Teeketa 


Chak Nashwariya 


Chak Nihal 


Chak Pichoona 


Chak Shahna 


Chak Shyorawali 


Chak Shyosingh 


Chak Unchagaon 


Chandanpura 


Chandoli 


Chichana 


Chokipura 


Churari Goojar 


Darapur 


Daulatgarh 


Dayawali 


Dayopura 


Dhanagarh 


Ekta 


Fatehpur 


Gahlau 


Gahnoli 


Garhi 


Ghasaula 


Ghehari 


Gilgiliya Patti 


Haroli 


Hateejar 


Jahangeerpur 


Jaichauli 


Jhamri 


Jindpura 


Jugla Patti 


0807000501019800 


0807000501020200 


0807000701049800 


0807000701050900 


0807000701051000 


0807000701050000 


0807000701048100 


0807000701048600 


0807000701050200 


0807001001085200 


0807000701049200 


0807000701050700 


0807000701050400 


0807000701050300 


0807000501020000 


0807001001087700 


0807001001084600 


0807000701050100 


0807000701049900 


0807000701048900 


0807001001090800 


0807001001090900 


0807000701051300 


0807000701049700 


0807001001086600 


0807000701050800 


0807001001087000 


0807000501020800 


0807000701047900 


0807000701051400 


0807000701048200 


0807001001085000 


0807001001086700 


0807001001089900 


0807001001090200 


0807000701045500 


0807000701049600 


0807001001086500 


0807001001087800 


0807000801059300 


0807000501021200 


0807001001084800 


0807000901066700 


0807001001089800 


0807001001085600 


5.38 Fresh 


4.32 Fresh 


2.55 Fresh 


2.55 Fresh 


1.27 Fresh 


1.20 Fresh 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

5.76 

100 

94.24 

20.00 

18.85 

0.0100 

0.3142 

8.70 

100 

91.30 

20.00 

18.26 

0.0100 

0.3080 

5.63 

100 

94.37 

20.00 

18.87 

0.0100 

0.4815 

8.26 

100 

91.74 

20.00 

18.35 

0.0100 

0.4677 

10.37 

125 

114.63 

20.00 

22.93 

0.0100 

0.2919 

11.89 

125 

113.11 

20.00 

22.62 

0.0100 

0.0519 

11.89 

125 

113.11 

20.00 

22.62 

0.0100 

0.0106 

12.69 

100 

87.31 

20.00 

17.46 

0.0100 

0.0638 

12.69 

100 

87.31 

20.00 

17.46 

0.0100 

0.2518 

9.85 

100 

90.15 

20.00 

18.03 

0.0100 

0.0435 

9.85 

100 

90.15 

20.00 

18.03 

0.0100 

0.0726 

12.95 

125 

112.05 

20.00 

22.41 

0.0100 

0.0841 

13.49 

125 

111.51 

20.00 

22.30 

0.0100 

0.5424 

13.48 

125 

111.53 

20.00 

22.31 

0.0100 

0.2185 

13.30 

125 

111.70 

20.00 

22.34 

0.0100 

0.1335 

10.29 

125 

114.71 

20.00 

22.94 

0.0100 

0.4428 

10.44 

125 

114.56 

20.00 

22.91 

0.0100 

0.1547 

13.26 

125 

111.74 

20.00 

22.35 

0.0100 

0.2660 

11.42 

100 

88.58 

20.00 

17.72 

0.0100 

0.1897 

11.81 

125 

113.19 

20.00 

22.64 

0.0100 

0.2834 

13.50 

125 

111.50 

20.00 

22.30 

0.0100 

0.2234 

13.36 

125 

111.64 

20.00 

22.33 

0.0100 

0.4021 

13.46 

125 

111.54 

20.00 

22.31 

0.0100 

0.2097 

10.05 

100 

89.95 

20.00 

17.99 

0.0100 

0.1158 

5.78 

100 

94.22 

20.00 

18.84 

0.0100 

0.1433 

12.80 

100 

87.20 

20.00 

17.44 

0.0100 

0.1658 

12.80 

125 

112.20 

20.00 

22.44 

0.0100 

0.1532 

13.03 

125 

111.97 

20.00 

22.39 

0.0100 

0.0864 

12.75 

125 

112.26 

20.00 

22.45 

0.0100 

0.1838 

9.85 

125 

115.15 

20.00 

23.03 

0.0100 

0.1211 

7.66 

100 

92.34 

20.00 

18.47 

0.0100 

0.1026 

7.91 

100 

92.09 

20.00 

18.42 

0.0100 

0.0147 

13.12 

125 

111.88 

20.00 

22.38 

0.0100 

0.6322 

13.06 

125 

111.94 

20.00 

22.39 

0.0100 

0.3522 

10.31 

100 

89.69 

20.00 

17.94 

0.0100 

0.4291 

13.50 

125 

111.50 

20.00 

22.30 

0.0100 

0.3165 

9.98 

100 

90.02 

20.00 

18.00 

0.0100 

0.5132 

11.32 

100 

88.68 

20.00 

17.74 

0.0100 

0.0278 

8.79 

125 

116.21 

20.00 

23.24 

0.0100 

0.5689 

13.41 

125 

111.59 

20.00 

22.32 

0.0100 

0.6165 

10.33 

125 

114.67 

20.00 

22.93 

0.0100 

0.6823 

10.07 

100 

89.93 

20.00 

17.99 

0.0100 

0.4931 

8.73 

100 

91.27 

20.00 

18.25 

0.0100 

0.7231 

8.15 

100 

91.85 

20.00 

18.37 

0.0100 

0.6945 

8.36 

100 

91.64 

20.00 

18.33 

0.0100 

0.3778 

10.04 

125 

114.96 

20.00 

22.99 

0.0100 

0.0122 

9.02 

125 

115.98 

20.00 

23.20 

0.0100 

0.4412 

12.04 

100 

87.96 

20.00 

17.59 

0.0100 

0.3007 

8.32 

100 

91.68 

20.00 

18.34 

0.0100 

0.5658 

8.43 

100 

91.57 

20.00 

18.31 

0.0100 

0.2242 

7.30 

100 

92.70 

20.00 

18.54 

0.0100 

0.3044 

10.53 

100 

89.47 

20.00 

17.89 

0.0100 

0.1265 

7.60 

100 

92.40 

20.00 

18.48 

0.0100 

0.4071 

7.80 

100 

92.20 

20.00 

18.44 

0.0100 

0.5254 

12.19 

100 

87.81 

20.00 

17.56 

0.0100 

0.4491 








































































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

13.83 

100 

86.17 

20.00 

17.23 

0.0100 

0.3715 

12.14 

125 

112.86 

20.00 

22.57 

0.0100 

0.5284 

10.38 

125 

114.62 

20.00 

22.92 

0.0100 

0.3247 

10.67 

125 

114.33 

20.00 

22.87 

0.0100 

0.2706 

7.84 

125 

117.16 

20.00 

23.43 

0.0100 

0.0086 

10.36 

125 

114.64 

20.00 

22.93 

0.0100 

0.4283 

12.30 

100 

87.70 

20.00 

17.54 

0.0100 

1.2086 

11.64 

100 

88.36 

20.00 

17.67 

0.0100 

0.4462 

7.82 

100 

92.18 

20.00 

18.44 

0.0100 

0.4410 

8.89 

125 

116.11 

20.00 

23.22 

0.0100 

0.2690 

8.15 

100 

91.85 

20.00 

18.37 

0.0100 

0.0046 

12.51 

100 

87.49 

20.00 

17.50 

0.0100 

0.0739 

12.40 

100 

87.60 

20.00 

17.52 

0.0100 

0.0216 

8.55 

100 

91.45 

20.00 

18.29 

0.0100 

0.9047 

6.88 

100 

93.12 

20.00 

18.62 

0.0100 

0.1293 

11.21 

100 

88.79 

20.00 

17.76 

0.0100 

0.1536 

11.21 

100 

88.79 

20.00 

17.76 

0.0100 

0.3303 

6.33 

100 

93.67 

20.00 

18.73 

0.0100 

0.3282 

7.74 

100 

92.26 

20.00 

18.45 

0.0100 

0.0778 

7.30 

100 

92.70 

20.00 

18.54 

0.0100 

0.9127 

13.03 

125 

111.97 

20.00 

22.39 

0.0100 

0.1238 

11.29 

125 

113.71 

20.00 

22.74 

0.0100 

0.0003 

6.02 

100 

93.98 

20.00 

18.80 

0.0100 

0.1347 

11.85 

100 

88.15 

20.00 

17.63 

0.0100 

0.4482 

13.26 

125 

111.74 

20.00 

22.35 

0.0100 

0.2496 

11.08 

100 

88.92 

20.00 

17.78 

0.0100 

0.4815 

12.64 

125 

112.36 

20.00 

22.47 

0.0100 

0.0022 

12.64 

125 

112.36 

20.00 

22.47 

0.0100 

0.0503 

7.44 

100 

92.56 

20.00 

18.51 

0.0100 

0.3283 

11.20 

125 

113.80 

20.00 

22.76 

0.0100 

0.9358 

6.67 

100 

93.33 

20.00 

18.67 

0.0100 

0.6120 

13.49 

125 

111.51 

20.00 

22.30 

0.0100 

0.3223 

6.74 

100 

93.26 

20.00 

18.65 

0.0100 

0.0361 

7.81 

100 

92.19 

20.00 

18.44 

0.0100 

0.0180 

13.47 

125 

111.53 

20.00 

22.31 

0.0100 

0.2558 

9.50 

100 

90.50 

20.00 

18.10 

0.0100 

0.2348 

10.38 

100 

89.62 

20.00 

17.92 

0.0100 

0.0954 

13.16 

100 

86.84 

20.00 

17.37 

0.0100 

0.1783 

12.59 

100 

87.41 

20.00 

17.48 

0.0100 

1.3735 

7.79 

100 

92.21 

20.00 

18.44 

0.0100 

1.0524 

8.94 

100 

91.06 

20.00 

18.21 

0.0100 

0.4424 

9.79 

100 

90.21 

20.00 

18.04 

0.0100 

0.1244 

7.98 

100 

92.02 

20.00 

18.40 

0.0100 

0.1507 

5.52 

100 

94.48 

20.00 

18.90 

0.0100 

0.0003 

6.04 

100 

93.96 

20.00 

18.79 

0.0100 

1.4780 

10.13 

100 

89.87 

20.00 

17.97 

0.0100 

0.9021 

10.13 

100 

89.87 

20.00 

17.97 

0.0100 

0.3396 

11.50 

100 

88.50 

20.00 

17.70 

0.0100 

0.2590 

8.08 

125 

116.92 

20.00 

23.38 

0.0100 

0.0327 

10.29 

100 

89.71 

20.00 

17.94 

0.0100 

0.3664 

13.21 

125 

111.79 

20.00 

22.36 

0.0100 

0.4748 

7.88 

100 

92.12 

20.00 

18.42 

0.0100 

0.4427 

12.72 

100 

87.28 

20.00 

17.46 

0.0100 

0.1169 

12.72 

125 

112.28 

20.00 

22.46 

0.0100 

0.1728 

6.57 

100 

93.43 

20.00 

18.69 

0.0100 

0.0559 






































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



03001015 


Sheri Kalan 


Sheri Khurd 


Shreenagar ( Rural) 


Sikroda 


Sonothi 


Tehra Brahman 


Tehra Ghori Banjara 


Tehra Lodha 


Tihiya Patti 


Tohila 


Uchchain 


Unchagaon 


Wanshibagri 


Akbarpur 


Alipur 



Bahar Khoh 


Balahera 


Berkhera 


Bhapur 


Bhopur Tappa 


Dhigariya Kapoor 


Doolhapura 


Gagwana 


Ghalawata 


Guwarki 


Census Code 


0807001001088100 


0807001001088200 


0807000701045600 


0807001001087100 


0807001001089000 


0807001001084700 


0807000701049500 


0807000701046800 


0807001001085800 


0807000501020500 


0807001001085700 


0807000701048800 


0807001001087200 


0811000201365600 


0807000801051700 


0811000101360400 


0807000801052600 


0811000201367000 


0811000101360500 


0811000201365200 


0811000201366100 


0811000201366200 


0811000101359100 


0811000201365300 


0811000201369400 


0806001200952600 


0811000201368300 




Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Saline 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Saline 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Saline 

Non-command 

Older Alluvium 

Saline 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Older Alluvium 

Saline 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Saline 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 


1.93 Fresh 


Saline 


5.29 Fresh 


9.92 Fresh 




4.74 Fresh 


1.06 Fresh 


4.06 Fresh 


2.93 Fresh 


Saline 


3.31 Fresh 


2.75 Fresh 


6.56 Fresh 


3.94 Fresh 


5.02 Fresh 



Jharonti 


0807000801052800 


9.62 Fresh 


Saline 


5.25 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Younger / 


Younger !■ 


Younger /■ 


Older Alii 


Older AIIl 


Younger !■ 


Younger /■ 


Older AIIl 


Younger l 


Older AIIl 


Older AIIl 


Older AIIl 


Younger l 


Younger t 


Younger /■ 


Older AIIl 


Younger l 


Younger t 


Younger /■ 


Older AIIl 


Younger l 


Younger t 


Older AIIl 


Older AIIl 


Older AIIl 


Younger !■ 


Older AIIl 


Younger l 


Older AIIl 


Younger !■ 


Older AIIl 


Older AIIl 


Older AIIl 


Alluvium 


Alluvium 


Alluvium 


uvium 


uvium 


Alluvium 


Alluvium 


uvium 


Alluvium 


uvium 


Alluvium 


Alluvium 


Alluvium 


uvium 


Alluvium 


Alluvium 


Alluvium 


uvium 


Alluvium 


Alluvium 


uvium 


uvium 


uvium 


Alluvium 


uvium 


Alluvium 


uvium 


Alluvium 


uvium 


uvium 


uvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

10.56 

100 

89.44 

20.00 

17.89 

0.0100 

0.2537 

11.09 

100 

88.91 

20.00 

17.78 

0.0100 

0.2182 

9.77 

125 

115.23 

20.00 

23.05 

0.0100 

1.4827 

7.92 

100 

92.08 

20.00 

18.42 

0.0100 

0.8646 

5.51 

100 

94.49 

20.00 

18.90 

0.0100 

0.0106 

11.52 

100 

88.48 

20.00 

17.70 

0.0100 

0.2445 

11.52 

125 

113.48 

20.00 

22.70 

0.0100 

0.0849 

8.99 

125 

116.01 

20.00 

23.20 

0.0100 

0.2567 

13.11 

125 

111.89 

20.00 

22.38 

0.0100 

0.3426 

13.24 

100 

86.76 

20.00 

17.35 

0.0100 

0.5925 

12.02 

100 

87.98 

20.00 

17.60 

0.0100 

0.3168 

13.83 

100 

86.17 

20.00 

17.23 

0.0100 

0.4776 

9.53 

125 

115.47 

20.00 

23.09 

0.0100 

0.4642 

7.10 

100 

92.90 

20.00 

18.58 

0.0100 

0.5665 

32.36 

65 

32.64 

25.00 

8.16 

0.0250 

0.1220 

20.52 

100 

79.48 

20.00 

15.90 

0.0100 

0.2951 

29.70 

50 

20.30 

20.00 

4.06 

0.0200 

0.0326 

24.16 

100 

75.85 

20.00 

15.17 

0.0100 

0.2303 

24.16 

100 

75.85 

20.00 

15.17 

0.0100 

0.0016 

23.63 

100 

76.37 

20.00 

15.27 

0.0100 

0.5407 

23.63 

100 

76.37 

20.00 

15.27 

0.0100 

0.0393 

33.90 

100 

66.10 

20.00 

13.22 

0.0100 

0.1043 

33.90 

70 

36.10 

30.00 

10.83 

0.0200 

0.6359 

31.60 

50 

18.40 

25.00 

4.60 

0.0250 

0.0369 

31.60 

50 

18.40 

20.00 

3.68 

0.0200 

0.0803 

25.09 

75 

49.91 

20.00 

9.98 

0.0200 

0.7415 

35.34 

81 

45.66 

20.00 

9.13 

0.0020 

0.0014 

35.34 

50 

14.66 

25.00 

3.67 

0.0250 

0.6415 

35.34 

50 

14.66 

20.00 

2.93 

0.0200 

0.1464 

35.67 

75 

39.33 

20.00 

7.87 

0.0200 

0.0761 

35.67 

65 

29.33 

25.00 

7.33 

0.0250 

0.1049 

20.41 

60 

39.59 

20.00 

7.92 

0.0200 

0.0241 

20.41 

60 

39.59 

20.00 

7.92 

0.0200 

0.0655 

30.74 

75 

44.26 

20.00 

8.85 

0.0200 

0.0451 

30.74 

65 

34.26 

25.00 

8.57 

0.0250 

0.0918 

32.73 

65 

32.27 

25.00 

8.07 

0.0250 

0.9568 

26.04 

65 

38.96 

25.00 

9.74 

0.0250 

0.1141 

27.31 

75 

47.69 

20.00 

9.54 

0.0200 

0.1664 

27.31 

65 

37.69 

25.00 

9.42 

0.0250 

0.7518 

29.88 

50 

20.12 

25.00 

5.03 

0.0250 

0.0185 

29.88 

50 

20.12 

20.00 

4.02 

0.0200 

0.0083 

30.73 

75 

44.27 

20.00 

8.85 

0.0200 

0.0081 

30.73 

65 

34.27 

25.00 

8.57 

0.0250 

0.4002 

32.65 

65 

32.35 

25.00 

8.09 

0.0250 

0.5569 

34.88 

75 

40.12 

20.00 

8.02 

0.0200 

0.0075 

20.36 

60 

39.64 

20.00 

7.93 

0.0200 

0.1992 

35.16 

75 

39.84 

20.00 

7.97 

0.0200 

0.1116 

35.16 

65 

29.84 

25.00 

7.46 

0.0250 

0.0329 

28.34 

100 

71.66 

20.00 

14.33 

0.0100 

0.0052 

28.34 

70 

41.66 

30.00 

12.50 

0.0200 

0.0108 

32.27 

75 

42.73 

20.00 

8.55 

0.0200 

0.1667 

32.27 

65 

32.73 

25.00 

8.18 

0.0250 

0.4088 

21.68 

100 

78.32 

20.00 

15.66 

0.0100 

0.0187 

21.68 

100 

78.32 

20.00 

15.66 

0.0100 

0.0656 

29.72 

100 

70.28 

20.00 

14.06 

0.0100 

0.2496 























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 



Younger 


Younger 


Younger 


Older All 


Younger 


Younger 


Older All 


Younger 


Younger 


Younger 


Older All 


Older All 


Younger 


Older All 


Younger 


Older All 


Alluvium 


Alluvium 


Alluvium 


uvium 


Alluvium 


Alluvium 


uvium 


Alluvium 


Alluvium 


Alluvium 


uvium 


uvium 


Alluvium 


uvium 


Alluvium 


uvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger !■ 


Older AIIl 


Younger t 


Younger I 


Younger ! 


Older AIIl 


Older AIIl 


Older AIIl 


Older AIIl 


Older AIIl 


Older AIIl 


Older AIIl 


Younger ! 


Older AIIl 


Younger t 


Older AIIl 


Younger ! 


Younger / 


Older AIIl 


Younger !■ 


Older AIIl 


Older AIIl 


Older AIIl 


Younger !■ 


Older AIIl 


Younger / 


Younger ! 


Older AIIl 


Younger ! 


Older AIIl 


Alluvium 


uvium 


Alluvium 


Alluvium 


Alluvium 


uvium 


uvium 


Alluvium 


uvium 


Alluvium 


uvium 


Alluvium 


Alluvium 


uvium 


Alluvium 


uvium 


uvium 


uvium 


Alluvium 


uvium 


Alluvium 


Alluvium 


uvium 


Alluvium 


uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

29.72 

70 

40.28 

30.00 

12.08 

0.0200 

0.8388 

32.56 

50 

17.44 

25.00 

4.36 

0.0250 

0.0969 

32.56 

50 

17.44 

20.00 

3.49 

0.0200 

0.0019 

34.98 

81 

46.02 

20.00 

9.20 

0.0020 

0.0006 

34.98 

50 

15.02 

25.00 

3.76 

0.0250 

0.3845 

32.56 

65 

32.44 

25.00 

8.11 

0.0250 

0.2220 

33.16 

100 

66.84 

20.00 

13.37 

0.0100 

0.0112 

33.16 

70 

36.84 

30.00 

11.05 

0.0200 

0.4264 

34.42 

50 

15.58 

25.00 

3.90 

0.0250 

0.0757 

34.42 

50 

15.58 

20.00 

3.12 

0.0200 

0.0832 

20.41 

75 

54.59 

20.00 

10.92 

0.0200 

0.4444 

23.42 

75 

51.58 

20.00 

10.32 

0.0200 

0.8705 

23.42 

65 

41.58 

25.00 

10.39 

0.0250 

0.0023 

30.59 

100 

69.41 

20.00 

13.88 

0.0100 

0.0480 

30.59 

70 

39.41 

30.00 

11.82 

0.0200 

0.9878 

21.28 

75 

53.72 

20.00 

10.74 

0.0200 

0.2946 

25.03 

75 

49.97 

20.00 

9.99 

0.0200 

0.6614 

25.03 

65 

39.97 

25.00 

9.99 

0.0250 

0.0000 

20.57 

100 

79.43 

20.00 

15.89 

0.0100 

0.2779 

20.43 

60 

39.57 

20.00 

7.91 

0.0200 

0.0203 

20.62 

100 

79.38 

20.00 

15.88 

0.0100 

0.0058 

20.62 

100 

79.38 

20.00 

15.88 

0.0100 

0.4097 

21.04 

100 

78.96 

20.00 

15.79 

0.0100 

0.0000 

21.04 

100 

78.96 

20.00 

15.79 

0.0100 

0.4789 

28.01 

100 

71.99 

20.00 

14.40 

0.0100 

0.0114 

28.99 

65 

36.01 

25.00 

9.00 

0.0250 

0.0000 

32.99 

75 

42.01 

20.00 

8.40 

0.0200 

0.0219 

32.99 

65 

32.01 

25.00 

8.00 

0.0250 

0.2960 

26.88 

65 

38.12 

25.00 

9.53 

0.0250 

0.0437 

32.63 

65 

32.37 

25.00 

8.09 

0.0250 

0.4112 

20.50 

100 

79.50 

20.00 

15.90 

0.0100 

0.2025 

20.50 

100 

79.50 

20.00 

15.90 

0.0100 

0.3302 

20.49 

100 

79.51 

20.00 

15.90 

0.0100 

0.2381 

20.49 

100 

79.51 

20.00 

15.90 

0.0100 

0.0029 

20.78 

100 

79.22 

20.00 

15.84 

0.0100 

0.0368 

20.78 

100 

79.22 

20.00 

15.84 

0.0100 

0.0780 

33.84 

75 

41.16 

20.00 

8.23 

0.0200 

0.0751 

33.84 

65 

31.16 

25.00 

7.79 

0.0250 

0.2728 

21.04 

75 

53.96 

20.00 

10.79 

0.0200 

0.3685 

24.96 

65 

40.04 

25.00 

10.01 

0.0250 

0.2336 

31.31 

75 

43.69 

20.00 

8.74 

0.0200 

0.0365 

31.31 

65 

33.69 

25.00 

8.42 

0.0250 

0.1223 

28.69 

65 

36.31 

25.00 

9.08 

0.0250 

0.0422 

23.36 

100 

76.64 

20.00 

15.33 

0.0100 

0.5827 

23.36 

70 

46.64 

30.00 

13.99 

0.0200 

0.0193 

23.36 

100 

76.64 

20.00 

15.33 

0.0100 

0.0819 

33.07 

75 

41.93 

20.00 

8.39 

0.0200 

0.0043 

34.96 

75 

40.04 

20.00 

8.01 

0.0200 

0.0144 

34.96 

65 

30.04 

25.00 

7.51 

0.0250 

0.5899 

31.65 

75 

43.35 

20.00 

8.67 

0.0200 

0.3173 

31.65 

65 

33.35 

25.00 

8.34 

0.0250 

0.1470 

27.40 

65 

37.60 

25.00 

9.40 

0.0250 

0.0541 

32.45 

75 

42.55 

20.00 

8.51 

0.0200 

0.6296 

32.45 

65 

32.55 

25.00 

8.14 

0.0250 

0.5115 

28.33 

75 

46.67 

20.00 

9.33 

0.0200 

0.0329 






































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 


Census Code 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 


Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 


Bhopur Shahpur 


0811000201372000 5.26 Fresh Non-command 


Hydrogeological Unit 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

28.33 

65 

36.67 

25.00 

9.17 

0.0250 

0.7745 

20.36 

60 

39.64 

20.00 

7.93 

0.0200 

0.0000 

21.81 

75 

53.19 

20.00 

10.64 

0.0200 

0.0652 

31.24 

75 

43.76 

20.00 

8.75 

0.0200 

0.4504 

31.24 

65 

33.76 

25.00 

8.44 

0.0250 

0.3784 

25.83 

65 

39.17 

25.00 

9.79 

0.0250 

0.0476 

25.85 

75 

49.15 

20.00 

9.83 

0.0200 

0.3769 

25.85 

65 

39.15 

25.00 

9.79 

0.0250 

0.3237 

28.77 

65 

36.23 

25.00 

9.06 

0.0250 

0.1088 

24.50 

75 

50.50 

20.00 

10.10 

0.0200 

0.3153 

24.50 

65 

40.50 

25.00 

10.13 

0.0250 

0.0037 

35.11 

75 

39.89 

20.00 

7.98 

0.0200 

0.0084 

35.11 

65 

29.89 

25.00 

7.47 

0.0250 

0.8046 

29.64 

75 

45.36 

30.00 

13.61 

0.0300 

0.9704 

29.64 

75 

45.36 

30.00 

13.61 

0.0300 

0.2795 

35.41 

100 

64.59 

20.00 

12.92 

0.0100 

0.0079 

35.41 

70 

34.59 

30.00 

10.38 

0.0200 

0.2366 

32.52 

65 

32.48 

25.00 

8.12 

0.0250 

0.3132 

30.31 

65 

34.69 

25.00 

8.67 

0.0250 

0.3888 

33.65 

75 

41.35 

20.00 

8.27 

0.0200 

0.0398 

33.65 

65 

31.35 

25.00 

7.84 

0.0250 

0.0401 

30.42 

100 

69.58 

20.00 

13.92 

0.0100 

0.1239 

30.42 

100 

69.58 

5.00 

3.48 

0.0015 

0.0120 

32.36 

65 

32.64 

25.00 

8.16 

0.0250 

0.0005 

23.73 

75 

51.27 

20.00 

10.25 

0.0200 

0.1475 

15.62 

75 

59.38 

20.00 

11.88 

0.0200 

0.8376 

23.24 

110 

86.76 

20.00 

17.35 

0.0150 

1.1854 

23.24 

90 

66.76 

10.00 

6.68 

0.0015 

0.0087 

25.32 

110 

84.68 

20.00 

16.94 

0.0150 

0.4545 

16.54 

100 

83.46 

20.00 

16.69 

0.0100 

0.2447 

23.93 

75 

51.07 

20.00 

10.21 

0.0200 

0.1001 

22.84 

75 

52.16 

20.00 

10.43 

0.0200 

0.2361 

27.07 

75 

47.93 

20.00 

9.59 

0.0200 

0.2282 

33.90 

100 

66.10 

20.00 

13.22 

0.0100 

0.0152 

17.23 

100 

82.77 

20.00 

16.55 

0.0100 

0.4022 

17.23 

100 

82.77 

20.00 

16.55 

0.0100 

0.1564 

35.34 

81 

45.66 

20.00 

9.13 

0.0020 

0.0031 

35.34 

50 

14.66 

25.00 

3.67 

0.0250 

0.0128 

35.67 

75 

39.33 

20.00 

7.87 

0.0200 

0.4729 

35.67 

65 

29.33 

25.00 

7.33 

0.0250 

0.1351 

27.10 

100 

72.90 

20.00 

14.58 

0.0100 

0.0685 

27.10 

100 

72.90 

5.00 

3.64 

0.0015 

0.0044 

23.84 

75 

51.16 

20.00 

10.23 

0.0200 

0.8024 

15.36 

100 

84.64 

20.00 

16.93 

0.0100 

0.0027 

17.32 

100 

82.68 

20.00 

16.54 

0.0100 

0.5905 

17.32 

100 

82.68 

20.00 

16.54 

0.0100 

0.4432 

23.83 

75 

51.17 

20.00 

10.23 

0.0200 

0.1962 

32.14 

100 

67.86 

20.00 

13.57 

0.0100 

0.3487 

14.72 

110 

95.28 

20.00 

19.06 

0.0150 

0.0829 

14.72 

110 

95.28 

20.00 

19.06 

0.0150 

0.0472 

17.30 

110 

92.70 

20.00 

18.54 

0.0150 

0.5549 

22.39 

110 

87.61 

20.00 

17.52 

0.0150 

0.4769 

22.39 

90 

67.61 

10.00 

6.76 

0.0015 

0.0038 

19.09 

110 

90.91 

20.00 

18.18 

0.0150 

0.3179 

22.53 

75 

52.47 

20.00 

10.49 

0.0200 

1.1047 























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

17.57 

100 

82.43 

20.00 

16.49 

0.0100 

3.2672 

17.57 

100 

82.43 

5.00 

4.12 

0.0015 

0.0000 

24.73 

75 

50.27 

20.00 

10.05 

0.0200 

0.4347 

23.42 

75 

51.58 

20.00 

10.32 

0.0200 

0.3427 

34.82 

100 

65.18 

20.00 

13.04 

0.0100 

0.0968 

19.69 

100 

80.31 

20.00 

16.06 

0.0100 

0.0003 

19.69 

100 

80.31 

20.00 

16.06 

0.0100 

0.0327 

14.80 

110 

95.20 

20.00 

19.04 

0.0150 

0.2809 

18.05 

75 

56.95 

20.00 

11.39 

0.0200 

0.3308 

22.59 

110 

87.41 

20.00 

17.48 

0.0150 

0.0763 

22.59 

90 

67.41 

10.00 

6.74 

0.0015 

0.0031 

24.17 

100 

75.83 

20.00 

15.17 

0.0100 

0.3307 

24.17 

100 

75.83 

5.00 

3.79 

0.0015 

0.0012 

36.16 

100 

63.84 

20.00 

12.77 

0.0100 

0.2568 

24.07 

75 

50.93 

20.00 

10.19 

0.0200 

0.5483 

15.88 

110 

94.12 

20.00 

18.82 

0.0150 

0.8274 

35.90 

100 

64.10 

20.00 

12.82 

0.0100 

0.1271 

34.88 

75 

40.12 

20.00 

8.02 

0.0200 

1.0182 

34.88 

65 

30.12 

25.00 

7.53 

0.0250 

0.0013 

22.57 

75 

52.43 

20.00 

10.49 

0.0200 

1.0866 

13.98 

100 

86.02 

20.00 

17.20 

0.0100 

0.3732 

25.05 

75 

49.95 

20.00 

9.99 

0.0200 

0.3682 

29.08 

100 

70.92 

20.00 

14.18 

0.0100 

0.2671 

16.00 

75 

59.00 

20.00 

11.80 

0.0200 

1.8900 

26.43 

100 

73.57 

20.00 

14.71 

0.0100 

0.0342 

26.43 

100 

73.57 

5.00 

3.68 

0.0015 

0.0278 

18.41 

75 

56.59 

20.00 

11.32 

0.0200 

0.0117 

14.85 

75 

60.15 

20.00 

12.03 

0.0200 

0.7660 

35.16 

75 

39.84 

20.00 

7.97 

0.0200 

0.6601 

35.16 

65 

29.84 

25.00 

7.46 

0.0250 

0.0009 

24.56 

75 

50.44 

20.00 

10.09 

0.0200 

0.6835 

35.78 

75 

39.22 

20.00 

7.84 

0.0200 

0.1656 

16.52 

100 

83.48 

20.00 

16.70 

0.0100 

0.1253 

16.52 

100 

83.48 

5.00 

4.17 

0.0015 

0.0115 

12.03 

100 

87.97 

20.00 

17.59 

0.0100 

0.0443 

32.27 

75 

42.73 

20.00 

8.55 

0.0200 

0.2573 

32.27 

65 

32.73 

25.00 

8.18 

0.0250 

0.0331 

16.25 

100 

83.75 

20.00 

16.75 

0.0100 

0.5181 

16.25 

100 

83.75 

20.00 

16.75 

0.0100 

0.3313 

15.11 

100 

84.89 

20.00 

16.98 

0.0100 

0.0534 

22.79 

75 

52.21 

20.00 

10.44 

0.0200 

0.4109 

14.90 

110 

95.10 

20.00 

19.02 

0.0150 

0.0172 

34.98 

81 

46.02 

20.00 

9.20 

0.0020 

0.0044 

34.98 

50 

15.02 

25.00 

3.76 

0.0250 

0.0014 

15.74 

110 

94.26 

20.00 

18.85 

0.0150 

0.0088 

19.46 

100 

80.54 

20.00 

16.11 

0.0100 

0.0866 

19.46 

100 

80.54 

5.00 

4.03 

0.0015 

0.0166 

32.56 

65 

32.44 

25.00 

8.11 

0.0250 

0.1338 

33.16 

100 

66.84 

20.00 

13.37 

0.0100 

0.0092 

16.07 

110 

93.93 

20.00 

18.79 

0.0150 

0.0023 

28.43 

110 

81.57 

20.00 

16.31 

0.0150 

0.4843 

31.18 

75 

43.82 

20.00 

8.76 

0.0200 

0.0232 

20.31 

75 

54.69 

20.00 

10.94 

0.0200 

0.0336 

15.07 

75 

59.93 

20.00 

11.99 

0.0200 

1.2222 

17.23 

110 

92.77 

20.00 

18.55 

0.0150 

0.1163 




































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Kherla Gadali 


Khirkhiri 


Khirni 


Khohra 


Khohra Nandsingh 


Khohri 


Khonch Puri 


Kirti Nagla 


Kondla 


Kotki 


Kutakpur 


Lalpur 


Langripura 


Machan Ka Pura 


Madhopura 


Mahtoli 


Mahwa (CT) 


Maidpur 


Malpur 


Matasoola 


Maujpur 


Mausampur Patti 


Meena Kheriya 


Mohanpur 


Moodiya Sad 


Moondphori 


Moosepur 


Nagla Bandh 


Nagla Nathuram 


Narharpur 


Naugaon 


Nawar 


Naya Gaon 


Naya Gaon Khalsa 


Norangwara 


Padli 


Pahari 


Palan Hera 


Paota 


Pariya Ka Nangla 


Parla Khalsa 


Parli Khurd 


Patoli 


Patti Kayampur 


Peepal Khera 


Peeplipara 


Raheemgarh 


Census Code 


0811000201372400 


0809000101183100 


0807000801056600 


0811000201373200 


0811000201370000 


0811000201370700 


0811000201370900 


0811000201369900 


0811000201373900 


0807000801057100 


0811000201371600 


0811000201372600 


0811000201371400 


0811000201372800 


0809000101182700 


0807000801055100 


0811000241103000 


0807000801061600 


0807000801056500 


0809000101182800 


0811000201369500 


0811000201370600 


0811000201371700 


0811000201373000 


0807000801055000 


0811000201368700 


0807000801057300 


0807000801058200 


0807000801056100 


0807000801060900 


0811000201371500 


0807000801060300 


0811000201367800 


0807000801056900 



Zone (Fresh 
/ Saline) 



0811000201368800 


0811000201370100 


0811000201372900 


0811000201372700 


0811000201371300 


0811000201370800 


0809000101181700 


0809000101182900 


0809000101181000 


0811000201369000 


0811000201369300 


0811000201368600 


0807000801060000 


2.56 Fresh 


7.75 Fresh 


3.90 Fresh 


2.28 Fresh 


3.96 Fresh 


5.27 Fresh 


6.27 Fresh 


1.30 Fresh 


2.87 Fresh 


4.50 Fresh 


0.91 Fresh 


3.00 Fresh 


9.56 Fresh 


4.14 Fresh 


2.69 Saline 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

32.61 

75 

42.39 

20.00 

8.48 

0.0200 

0.2814 

15.44 

110 

94.56 

20.00 

18.91 

0.0150 

0.0464 

25.18 

100 

74.82 

20.00 

14.96 

0.0100 

0.1775 

21.71 

75 

53.29 

20.00 

10.66 

0.0200 

0.4949 

32.25 

75 

42.75 

20.00 

8.55 

0.0200 

0.3924 

21.35 

75 

53.65 

20.00 

10.73 

0.0200 

0.7186 

19.46 

75 

55.54 

20.00 

11.11 

0.0200 

0.5795 

26.99 

75 

48.01 

20.00 

9.60 

0.0200 

0.6432 

16.11 

75 

58.89 

20.00 

11.78 

0.0200 

0.0482 

16.60 

100 

83.40 

20.00 

16.68 

0.0100 

0.2204 

14.42 

75 

60.58 

20.00 

12.12 

0.0200 

0.6992 

33.46 

75 

41.54 

20.00 

8.31 

0.0200 

0.2428 

15.04 

75 

59.96 

20.00 

11.99 

0.0200 

0.7572 

23.63 

75 

51.37 

20.00 

10.27 

0.0200 

0.2578 

15.07 

110 

94.93 

20.00 

18.99 

0.0150 

0.3147 

17.77 

100 

82.23 

20.00 

16.45 

0.0100 

0.0295 

23.74 

75 

51.26 

20.00 

10.25 

0.0200 

0.5510 

30.56 

100 

69.44 

20.00 

13.89 

0.0100 

0.1307 

25.32 

100 

74.68 

20.00 

14.94 

0.0100 

0.3867 

15.02 

110 

94.98 

20.00 

19.00 

0.0150 

0.6615 

15.02 

90 

74.98 

10.00 

7.50 

0.0015 

0.0011 

30.57 

75 

44.43 

20.00 

8.89 

0.0200 

0.4953 

23.09 

75 

51.91 

20.00 

10.38 

0.0200 

0.5383 

13.17 

75 

61.83 

20.00 

12.37 

0.0200 

0.1417 

22.93 

75 

52.07 

20.00 

10.41 

0.0200 

0.4607 

16.79 

100 

83.21 

20.00 

16.64 

0.0100 

0.0334 

32.99 

75 

42.01 

20.00 

8.40 

0.0200 

0.0043 

16.28 

100 

83.72 

20.00 

16.74 

0.0100 

0.3650 

15.26 

100 

84.74 

20.00 

16.95 

0.0100 

0.0396 

35.28 

100 

64.72 

20.00 

12.94 

0.0100 

0.1495 

17.79 

100 

82.21 

20.00 

16.44 

0.0100 

0.2492 

14.36 

75 

60.64 

20.00 

12.13 

0.0200 

0.4133 

11.45 

100 

88.55 

20.00 

17.71 

0.0100 

0.0786 

23.75 

75 

51.25 

20.00 

10.25 

0.0200 

0.4403 

22.18 

100 

77.82 

20.00 

15.56 

0.0100 

0.4596 

22.18 

100 

77.82 

5.00 

3.89 

0.0015 

0.0024 

17.56 

100 

82.44 

20.00 

16.49 

0.0100 

0.3999 

17.56 

100 

82.44 

5.00 

4.12 

0.0015 

0.0008 

30.81 

100 

69.19 

20.00 

13.84 

0.0100 

0.4154 

30.81 

100 

69.19 

5.00 

3.46 

0.0015 

0.0000 

33.84 

75 

41.16 

20.00 

8.23 

0.0200 

0.0111 

27.47 

75 

47.53 

20.00 

9.51 

0.0200 

0.4338 

23.59 

75 

51.41 

20.00 

10.28 

0.0200 

0.8133 

24.01 

75 

50.99 

20.00 

10.20 

0.0200 

1.0740 

14.62 

75 

60.38 

20.00 

12.08 

0.0200 

1.5147 

18.39 

75 

56.61 

20.00 

11.32 

0.0200 

0.2954 

20.08 

90 

69.92 

10.00 

6.99 

0.0015 

0.0000 

14.88 

110 

95.12 

20.00 

19.02 

0.0150 

0.1901 

14.88 

90 

75.12 

10.00 

7.51 

0.0015 

0.0027 

25.05 

110 

84.95 

20.00 

16.99 

0.0150 

0.2317 

33.07 

75 

41.93 

20.00 

8.39 

0.0200 

0.0242 

31.21 

75 

43.79 

20.00 

8.76 

0.0200 

1.6188 

34.96 

75 

40.04 

20.00 

8.01 

0.0200 

0.0010 

34.96 

65 

30.04 

25.00 

7.51 

0.0250 

0.0023 

14.79 

100 

85.21 

20.00 

17.04 

0.0100 

0.3581 



























































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

27.40 

75 

47.60 

20.00 

9.52 

0.0200 

0.0641 

27.40 

65 

37.60 

25.00 

9.40 

0.0250 

0.3563 

27.12 

100 

72.88 

20.00 

14.58 

0.0100 

1.0658 

34.85 

75 

40.15 

20.00 

8.03 

0.0200 

0.2303 

26.06 

75 

48.94 

20.00 

9.79 

0.0200 

1.1796 

25.74 

100 

74.26 

20.00 

14.85 

0.0100 

0.3790 

25.74 

100 

74.26 

20.00 

14.85 

0.0100 

0.0027 

24.09 

75 

50.91 

20.00 

10.18 

0.0200 

0.2631 

28.56 

75 

46.44 

20.00 

9.29 

0.0200 

0.7797 

28.56 

65 

36.44 

25.00 

9.11 

0.0250 

0.1506 

23.84 

75 

51.16 

20.00 

10.23 

0.0200 

1.6850 

17.13 

110 

92.87 

20.00 

18.57 

0.0150 

0.0006 

19.75 

75 

55.25 

20.00 

11.05 

0.0200 

0.6585 

24.61 

100 

75.39 

20.00 

15.08 

0.0100 

0.4163 

24.61 

100 

75.39 

5.00 

3.77 

0.0015 

0.0008 

25.83 

75 

49.17 

20.00 

9.83 

0.0200 

0.0540 

25.83 

65 

39.17 

25.00 

9.79 

0.0250 

0.0094 

16.85 

100 

83.15 

20.00 

16.63 

0.0100 

0.1939 

15.45 

100 

84.55 

20.00 

16.91 

0.0100 

0.3996 

15.39 

100 

84.61 

20.00 

16.92 

0.0100 

0.6517 

15.39 

100 

84.61 

20.00 

16.92 

0.0100 

0.3062 

17.56 

100 

82.44 

20.00 

16.49 

0.0100 

0.3913 

17.56 

100 

82.44 

5.00 

4.12 

0.0015 

0.0303 

15.62 

100 

84.38 

20.00 

16.88 

0.0100 

0.1263 

31.05 

100 

68.95 

20.00 

13.79 

0.0100 

0.0004 

31.05 

100 

68.95 

5.00 

3.45 

0.0015 

0.0018 

28.77 

75 

46.23 

20.00 

9.25 

0.0200 

0.0028 

24.48 

75 

50.52 

20.00 

10.10 

0.0200 

0.1659 

20.17 

110 

89.83 

20.00 

17.97 

0.0150 

0.3167 

20.17 

90 

69.83 

10.00 

6.98 

0.0015 

0.0088 

35.11 

65 

29.89 

25.00 

7.47 

0.0250 

0.0060 

14.01 

100 

85.99 

20.00 

17.20 

0.0100 

0.0857 

14.01 

100 

85.99 

20.00 

17.20 

0.0100 

0.0178 

32.52 

75 

42.48 

20.00 

8.50 

0.0200 

0.0006 

32.52 

65 

32.48 

25.00 

8.12 

0.0250 

0.0745 

33.65 

75 

41.35 

20.00 

8.27 

0.0200 

0.0068 

15.74 

75 

59.26 

20.00 

11.85 

0.0200 

0.2317 

7.27 

100 

92.73 

20.00 

18.55 

0.0100 

0.1844 

7.27 

100 

92.73 

20.00 

18.55 

0.0100 

0.5673 

32.36 

65 

32.64 

25.00 

8.16 

0.0250 

0.0944 

23.73 

75 

51.27 

20.00 

10.25 

0.0200 

0.0062 

17.35 

100 

82.65 

20.00 

16.53 

0.0100 

0.5771 

17.35 

100 

82.65 

20.00 

16.53 

0.0100 

0.2848 

7.69 

100 

92.31 

20.00 

18.46 

0.0100 

0.0475 

8.35 

100 

91.65 

20.00 

18.33 

0.0100 

0.1218 

20.36 

100 

79.64 

20.00 

15.93 

0.0100 

0.0269 

20.36 

100 

79.64 

20.00 

15.93 

0.0100 

0.1731 

8.19 

100 

91.81 

20.00 

18.36 

0.0100 

0.0012 

8.19 

100 

91.81 

20.00 

18.36 

0.0100 

0.2454 

33.90 

100 

66.10 

20.00 

13.22 

0.0100 

0.6937 

33.90 

70 

36.10 

30.00 

10.83 

0.0200 

0.0385 

8.75 

100 

91.25 

20.00 

18.25 

0.0100 

0.9756 

7.07 

100 

92.93 

20.00 

18.59 

0.0100 

0.2246 

7.25 

100 

92.75 

20.00 

18.55 

0.0100 

0.1168 

7.25 

100 

92.75 

20.00 

18.55 

0.0100 

0.6881 
























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

15.36 

100 

84.64 

20.00 

16.93 

0.0100 

0.3694 

17.32 

100 

82.68 

20.00 

16.54 

0.0100 

0.0313 

6.96 

100 

93.04 

20.00 

18.61 

0.0100 

0.4753 

6.96 

100 

93.04 

20.00 

18.61 

0.0100 

0.6379 

6.62 

100 

93.38 

20.00 

18.68 

0.0100 

0.0035 

16.91 

100 

83.09 

20.00 

16.62 

0.0100 

0.0788 

16.91 

100 

83.09 

5.00 

4.15 

0.0015 

0.0216 

20.79 

100 

79.21 

20.00 

15.84 

0.0100 

0.0804 

26.04 

65 

38.96 

25.00 

9.74 

0.0250 

0.1433 

14.87 

100 

85.13 

20.00 

17.03 

0.0100 

0.3732 

14.87 

100 

85.13 

5.00 

4.26 

0.0015 

0.0137 

7.39 

100 

92.61 

20.00 

18.52 

0.0100 

0.4537 

12.36 

100 

87.64 

20.00 

17.53 

0.0100 

0.4394 

18.55 

100 

81.45 

20.00 

16.29 

0.0100 

0.3428 

19.69 

100 

80.31 

20.00 

16.06 

0.0100 

0.0143 

19.69 

100 

80.31 

20.00 

16.06 

0.0100 

0.2937 

7.20 

100 

92.80 

20.00 

18.56 

0.0100 

0.1930 

7.81 

100 

92.19 

20.00 

18.44 

0.0100 

0.0017 

7.67 

100 

92.33 

20.00 

18.47 

0.0100 

0.0988 

7.67 

100 

92.33 

20.00 

18.47 

0.0100 

0.3007 

7.52 

100 

92.48 

20.00 

18.50 

0.0100 

0.4989 

7.52 

100 

92.48 

20.00 

18.50 

0.0100 

0.6019 

13.34 

100 

86.66 

20.00 

17.33 

0.0100 

0.1861 

7.58 

100 

92.42 

20.00 

18.48 

0.0100 

0.2151 

7.58 

100 

92.42 

20.00 

18.48 

0.0100 

0.0643 

10.05 

100 

89.95 

20.00 

17.99 

0.0100 

0.0097 

7.52 

100 

92.48 

20.00 

18.50 

0.0100 

0.1036 

20.32 

100 

79.68 

20.00 

15.94 

0.0100 

0.6775 

20.32 

100 

79.68 

20.00 

15.94 

0.0100 

0.2280 

24.46 

100 

75.54 

20.00 

15.11 

0.0100 

0.4390 

7.81 

100 

92.19 

20.00 

18.44 

0.0100 

0.1890 

7.81 

100 

92.19 

20.00 

18.44 

0.0100 

0.0042 

36.16 

100 

63.84 

20.00 

12.77 

0.0100 

0.1169 

10.19 

100 

89.81 

20.00 

17.96 

0.0100 

0.1407 

10.19 

100 

89.81 

20.00 

17.96 

0.0100 

0.5098 

7.59 

100 

92.41 

20.00 

18.48 

0.0100 

0.0135 

7.59 

100 

92.41 

20.00 

18.48 

0.0100 

1.2496 

35.90 

100 

64.10 

20.00 

12.82 

0.0100 

0.0012 

13.98 

100 

86.02 

20.00 

17.20 

0.0100 

0.1316 

19.70 

100 

80.30 

20.00 

16.06 

0.0100 

0.1012 

7.32 

100 

92.68 

20.00 

18.54 

0.0100 

0.3408 

7.32 

100 

92.68 

20.00 

18.54 

0.0100 

0.2432 

11.55 

100 

88.45 

5.00 

4.42 

0.0015 

0.0182 

6.37 

100 

93.63 

20.00 

18.73 

0.0100 

0.0113 

6.37 

100 

93.63 

20.00 

18.73 

0.0100 

0.3795 

11.23 

100 

88.77 

20.00 

17.75 

0.0100 

0.0861 

11.23 

100 

88.77 

20.00 

17.75 

0.0100 

0.0000 

7.19 

100 

92.81 

20.00 

18.56 

0.0100 

0.4228 

7.19 

100 

92.81 

20.00 

18.56 

0.0100 

0.8035 

15.70 

100 

84.30 

20.00 

16.86 

0.0100 

0.1064 

24.56 

75 

50.44 

20.00 

10.09 

0.0200 

0.3730 

24.56 

65 

40.44 

25.00 

10.11 

0.0250 

0.0029 

16.52 

100 

83.48 

20.00 

16.70 

0.0100 

0.0432 

16.52 

100 

83.48 

5.00 

4.17 

0.0015 

0.0242 

8.43 

100 

91.57 

20.00 

18.31 

0.0100 

0.4244 




























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

28.34 

100 

71.66 

20.00 

14.33 

0.0100 

0.1668 

28.34 

70 

41.66 

30.00 

12.50 

0.0200 

0.0484 

6.41 

100 

93.59 

20.00 

18.72 

0.0100 

0.4374 

6.41 

100 

93.59 

20.00 

18.72 

0.0100 

0.0390 

12.03 

100 

87.97 

20.00 

17.59 

0.0100 

0.5692 

6.61 

100 

93.39 

20.00 

18.68 

0.0100 

0.1488 

6.61 

100 

93.39 

20.00 

18.68 

0.0100 

0.2672 

16.31 

100 

83.69 

20.00 

16.74 

0.0100 

0.0023 

16.25 

100 

83.75 

20.00 

16.75 

0.0100 

0.0026 

15.11 

100 

84.89 

20.00 

16.98 

0.0100 

0.3916 

15.11 

100 

84.89 

5.00 

4.24 

0.0015 

0.0005 

19.48 

100 

80.52 

20.00 

16.10 

0.0100 

0.0041 

19.48 

100 

80.52 

5.00 

4.03 

0.0015 

0.0352 

7.30 

100 

92.70 

20.00 

18.54 

0.0100 

0.7958 

17.00 

100 

83.00 

20.00 

16.60 

0.0100 

0.0086 

17.00 

100 

83.00 

20.00 

16.60 

0.0100 

0.0180 

5.93 

100 

94.07 

20.00 

18.81 

0.0100 

0.2959 

5.93 

100 

94.07 

20.00 

18.81 

0.0100 

0.0960 

7.40 

100 

92.60 

20.00 

18.52 

0.0100 

0.4213 

7.40 

100 

92.60 

20.00 

18.52 

0.0100 

0.0090 

7.17 

100 

92.83 

20.00 

18.57 

0.0100 

0.7580 

16.34 

100 

83.66 

20.00 

16.73 

0.0100 

0.2769 

16.34 

100 

83.66 

20.00 

16.73 

0.0100 

0.5700 

7.60 

100 

92.40 

20.00 

18.48 

0.0100 

0.0883 

33.16 

100 

66.84 

20.00 

13.37 

0.0100 

0.4461 

33.16 

70 

36.84 

30.00 

11.05 

0.0200 

0.0585 

10.57 

100 

89.43 

20.00 

17.89 

0.0100 

0.1826 

10.57 

100 

89.43 

5.00 

4.47 

0.0015 

0.0009 

14.69 

100 

85.31 

20.00 

17.06 

0.0100 

0.0531 

14.69 

100 

85.31 

5.00 

4.27 

0.0015 

0.0391 

30.59 

100 

69.41 

20.00 

13.88 

0.0100 

0.0101 

30.59 

70 

39.41 

30.00 

11.82 

0.0200 

0.1400 

6.07 

100 

93.93 

20.00 

18.79 

0.0100 

0.0345 

6.07 

100 

93.93 

20.00 

18.79 

0.0100 

0.4288 

25.00 

100 

75.00 

20.00 

15.00 

0.0100 

0.0027 

10.02 

100 

89.98 

20.00 

18.00 

0.0100 

0.5605 

10.04 

100 

89.96 

20.00 

17.99 

0.0100 

0.0802 

10.04 

100 

89.96 

20.00 

17.99 

0.0100 

0.0521 

32.61 

75 

42.39 

20.00 

8.48 

0.0200 

0.1768 

6.59 

100 

93.41 

20.00 

18.68 

0.0100 

0.9665 

6.59 

100 

93.41 

20.00 

18.68 

0.0100 

0.6554 

14.98 

100 

85.02 

20.00 

17.00 

0.0100 

0.4675 

8.25 

100 

91.75 

20.00 

18.35 

0.0100 

0.4057 

8.22 

100 

91.78 

20.00 

18.36 

0.0100 

0.3433 

8.22 

100 

91.78 

20.00 

18.36 

0.0100 

0.0544 

15.23 

100 

84.77 

20.00 

16.95 

0.0100 

0.0633 

15.23 

100 

84.77 

5.00 

4.24 

0.0015 

0.0230 

5.13 

100 

94.87 

20.00 

18.97 

0.0100 

0.2339 

7.40 

100 

92.60 

20.00 

18.52 

0.0100 

0.0601 

7.40 

100 

92.60 

20.00 

18.52 

0.0100 

0.3017 

17.77 

100 

82.23 

20.00 

16.45 

0.0100 

0.3297 

23.74 

75 

51.26 

20.00 

10.25 

0.0200 

0.0011 

7.30 

100 

92.70 

20.00 

18.54 

0.0100 

0.1506 

28.01 

100 

71.99 

20.00 

14.40 

0.0100 

0.1209 

13.82 

100 

86.18 

20.00 

17.24 

0.0100 

0.4081 

















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

13.82 

100 

86.18 

20.00 

17.24 

0.0100 

0.0180 

15.72 

100 

84.28 

20.00 

16.86 

0.0100 

0.6664 

6.63 

100 

93.37 

20.00 

18.67 

0.0100 

0.0088 

6.63 

100 

93.37 

20.00 

18.67 

0.0100 

0.7638 

17.65 

100 

82.35 

20.00 

16.47 

0.0100 

0.0300 

17.65 

100 

82.35 

20.00 

16.47 

0.0100 

0.0052 

16.79 

100 

83.21 

20.00 

16.64 

0.0100 

0.6362 

9.98 

100 

90.02 

20.00 

18.00 

0.0100 

0.0970 

26.88 

65 

38.12 

25.00 

9.53 

0.0250 

0.1832 

5.08 

100 

94.92 

20.00 

18.98 

0.0100 

0.4561 

5.08 

100 

94.92 

20.00 

18.98 

0.0100 

0.0231 

7.71 

100 

92.29 

20.00 

18.46 

0.0100 

0.1581 

7.71 

100 

92.29 

20.00 

18.46 

0.0100 

0.2571 

9.51 

100 

90.49 

20.00 

18.10 

0.0100 

0.1343 

15.26 

100 

84.74 

20.00 

16.95 

0.0100 

0.0952 

10.67 

100 

89.34 

20.00 

17.87 

0.0100 

0.0761 

7.44 

100 

92.56 

20.00 

18.51 

0.0100 

0.0119 

7.55 

100 

92.45 

20.00 

18.49 

0.0100 

0.0008 

7.55 

100 

92.45 

20.00 

18.49 

0.0100 

0.4813 

16.29 

100 

83.71 

20.00 

16.74 

0.0100 

0.0675 

6.67 

100 

93.33 

20.00 

18.67 

0.0100 

0.2170 

7.61 

100 

92.39 

20.00 

18.48 

0.0100 

0.1570 

7.61 

100 

92.39 

20.00 

18.48 

0.0100 

0.0266 

7.81 

100 

92.19 

20.00 

18.44 

0.0100 

0.1328 

9.50 

100 

90.50 

20.00 

18.10 

0.0100 

0.1086 

11.45 

100 

88.55 

20.00 

17.71 

0.0100 

0.0612 

11.45 

100 

88.55 

20.00 

17.71 

0.0100 

0.3601 

7.22 

100 

92.78 

20.00 

18.56 

0.0100 

0.6251 

7.22 

100 

92.78 

20.00 

18.56 

0.0100 

0.0555 

9.16 

100 

90.84 

20.00 

18.17 

0.0100 

0.5499 

9.16 

100 

90.84 

20.00 

18.17 

0.0100 

0.1312 

24.96 

75 

50.04 

20.00 

10.01 

0.0200 

0.1530 

24.96 

65 

40.04 

25.00 

10.01 

0.0250 

0.5288 

8.94 

100 

91.06 

20.00 

18.21 

0.0100 

0.3936 

23.36 

100 

76.64 

20.00 

15.33 

0.0100 

0.7518 

23.36 

70 

46.64 

30.00 

13.99 

0.0200 

0.0025 

8.11 

100 

91.89 

20.00 

18.38 

0.0100 

0.4635 

10.13 

100 

89.87 

20.00 

17.97 

0.0100 

0.3445 

14.79 

100 

85.21 

20.00 

17.04 

0.0100 

0.0998 

13.79 

100 

86.21 

5.00 

4.31 

0.0015 

0.0260 

7.54 

100 

92.46 

20.00 

18.49 

0.0100 

0.0043 

7.54 

100 

92.46 

20.00 

18.49 

0.0100 

0.3926 

27.40 

65 

37.60 

25.00 

9.40 

0.0250 

0.3129 

26.06 

75 

48.94 

20.00 

9.79 

0.0200 

0.0300 

25.74 

100 

74.26 

20.00 

14.85 

0.0100 

0.7241 

25.74 

100 

74.26 

20.00 

14.85 

0.0100 

0.0630 

13.00 

100 

87.00 

20.00 

17.40 

0.0100 

0.0218 

25.83 

75 

49.17 

20.00 

9.83 

0.0200 

0.1076 

25.83 

65 

39.17 

25.00 

9.79 

0.0250 

0.4392 

16.85 

100 

83.15 

20.00 

16.63 

0.0100 

0.0392 

6.57 

100 

93.43 

20.00 

18.69 

0.0100 

0.5665 

10.88 

100 

89.12 

20.00 

17.82 

0.0100 

0.2390 

10.88 

100 

89.12 

5.00 

4.46 

0.0015 

0.0091 

15.45 

100 

84.55 

20.00 

16.91 

0.0100 

0.0001 

15.39 

100 

84.61 

20.00 

16.92 

0.0100 

0.0730 






























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 


Census Code 




Badiyal Kalan 


Baijupara 


Bainsala Ka Bas 


Barli 


Bas Gurhaliya 


Basra 



Bedhadi Meenan 


Beendarwara 



Chak Sarundla 


Chandanwas 


Chandera 


Chandpur 


Chorwara 


0807000801062900 


0807000801064300 


0807000801057200 


0807000801057900 


0811000201367500 


0807000801058300 


0807000801060500 


0807000801055700 


0807000801066500 


0807000801065000 


0807000840708000 


0811000101352600 


0811000301384100 


0811000101358200 


0811000101353200 


0811000301377300 


0811000101356400 


0811000101358900 


0811000101354000 


0811000301384400 


0811000101345900 


0811000101353400 


0811000301380900 


0811000301376600 


0811000101358300 


0811000301380500 


0811000301380600 


0811000301384200 


0811000101344800 


0811000301378000 


0811000301386300 


0811000101353800 


Delari 


Dhand 


Dhandholai 


Dhani Harijan 


0811000101351400 


0811000101356300 


0811000101356100 


0811000101352700 


Dhulkot 


Dwarapura 


Gaonri 


0811000301380100 


0811000101351300 


0811000301376900 


Girdharpura 


0811000301381000 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 


Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Command 


Non-command 

Fresh 

Command 


Non-command 

Fresh 

Non-command 

Fresh 

Command 


Non-command 

Fresh 

Command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Command 


Non-command 

Fresh 

Command 


Hydrogeological Unit 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

15.79 

100 

84.21 

20.00 

16.84 

0.0100 

0.0003 

15.79 

100 

84.21 

5.00 

4.21 

0.0015 

0.0478 

7.58 

100 

92.42 

20.00 

18.48 

0.0100 

0.4147 

7.58 

100 

92.42 

20.00 

18.48 

0.0100 

0.2683 

17.56 

100 

82.44 

5.00 

4.12 

0.0015 

0.0071 

15.62 

100 

84.38 

20.00 

16.88 

0.0100 

0.2137 

28.77 

75 

46.23 

20.00 

9.25 

0.0200 

0.3669 

28.77 

65 

36.23 

25.00 

9.06 

0.0250 

0.1675 

15.87 

100 

84.13 

20.00 

16.83 

0.0100 

0.3398 

14.01 

100 

85.99 

20.00 

17.20 

0.0100 

0.1339 

14.01 

100 

85.99 

20.00 

17.20 

0.0100 

0.0256 

35.41 

100 

64.59 

20.00 

12.92 

0.0100 

0.4234 

35.41 

70 

34.59 

30.00 

10.38 

0.0200 

0.0243 

17.66 

100 

82.34 

5.00 

4.12 

0.0015 

0.0001 

6.48 

100 

93.52 

20.00 

18.70 

0.0100 

0.8450 

11.00 

100 

89.00 

20.00 

17.80 

0.0100 

2.4283 

11.00 

100 

89.00 

5.00 

4.45 

0.0015 

0.0147 

28.96 

81 

52.04 

20.00 

10.41 

0.0020 

0.0131 

28.96 

50 

21.04 

25.00 

5.26 

0.0250 

0.2813 

32.09 

65 

32.91 

25.00 

8.23 

0.0250 

0.6306 

30.45 

50 

19.55 

25.00 

4.89 

0.0250 

0.1680 

30.38 

50 

19.62 

25.00 

4.90 

0.0250 

0.1231 

30.38 

50 

19.62 

25.00 

4.90 

0.0250 

1.4282 

30.60 

65 

34.40 

25.00 

8.60 

0.0250 

0.2337 

30.57 

50 

19.43 

25.00 

4.86 

0.0250 

0.4504 

31.41 

50 

18.59 

25.00 

4.65 

0.0250 

0.0000 

30.60 

50 

19.40 

25.00 

4.85 

0.0250 

0.1137 

32.57 

65 

32.43 

25.00 

8.11 

0.0250 

0.4129 

25.50 

81 

55.50 

20.00 

11.10 

0.0020 

0.0246 

30.15 

50 

19.85 

25.00 

4.96 

0.0250 

0.2294 

28.01 

65 

36.99 

25.00 

9.25 

0.0250 

0.3703 

28.01 

65 

36.99 

25.00 

9.25 

0.0250 

0.0728 

27.59 

65 

37.41 

25.00 

9.35 

0.0250 

1.4976 

27.59 

65 

37.41 

25.00 

9.35 

0.0250 

0.1198 

30.31 

50 

19.69 

25.00 

4.92 

0.0250 

0.2054 

29.74 

65 

35.26 

25.00 

8.81 

0.0250 

0.0916 

29.74 

65 

35.26 

25.00 

8.81 

0.0250 

0.6685 

29.50 

65 

35.50 

25.00 

8.87 

0.0250 

0.0138 

29.50 

65 

35.50 

25.00 

8.87 

0.0250 

0.5155 

39.25 

65 

25.75 

25.00 

6.44 

0.0250 

0.1828 

27.88 

81 

53.12 

20.00 

10.62 

0.0020 

0.0537 

29.89 

65 

35.11 

25.00 

8.78 

0.0250 

0.1478 

43.22 

65 

21.78 

25.00 

5.45 

0.0250 

0.0206 

31.08 

81 

49.92 

20.00 

9.98 

0.0020 

0.0001 

31.08 

50 

18.92 

25.00 

4.73 

0.0250 

0.1150 

25.17 

81 

55.83 

20.00 

11.17 

0.0020 

0.0009 

30.59 

50 

19.41 

25.00 

4.85 

0.0250 

0.0615 

30.67 

50 

19.33 

25.00 

4.83 

0.0250 

0.1324 

27.71 

50 

22.29 

25.00 

5.57 

0.0250 

0.0010 

27.71 

50 

22.29 

25.00 

5.57 

0.0250 

0.1769 

30.64 

65 

34.36 

25.00 

8.59 

0.0250 

0.0003 

25.89 

81 

55.11 

20.00 

11.02 

0.0020 

0.0001 

30.46 

65 

34.54 

25.00 

8.64 

0.0250 

0.1278 

30.46 

65 

34.54 

25.00 

8.64 

0.0250 

0.5217 

28.06 

65 

36.94 

25.00 

9.23 

0.0250 

0.0001 
























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Census Code 




Zone (Fresh 
/ Saline) 


Gurhaliya 


Handli 


Heengi 


Itka 


Jahangiriya 


Jahangirpura 


Jalalpura 


Jassapara 


Jhajha Ka Bas 


Jharna 


Jheejhan 


Jhoonpdi 


Jhoonthahera Kalan 


Jodhpura 


Jopara 


Kalwan 


Kanchanpura 


Karori 


Kathnadi 


Keeratpura 


Khadarpur 


Khairpur 


Khala Ramsinghpura 


Khera 


Khera Paharpur 


Kheri 


Kheri Ramla 


Kherla 


Leekhli 


Lotwara 


Manota 


Manpur 


Mariyada 


Meenapara 


Meetarwari 


Mendi 


Monawas 


Moondphori 


Moradi 


Motipura 


Motooka 


Mund Ghisya 


Murlipur 


Nanagwada Goojran 


Nangal 


Narayanpura 


0811000101345000 


0811000101358600 


0811000301379500 


0811000301380800 


0811000301386600 


0811000301386500 


0811000101356800 


0811000101352800 


0811000101353100 


0811000301384000 


0811000301384300 


0811000101353500 


0811000101360700 


0811000301377500 


0811000301377600 


0811000301384800 


0811000101358800 


0811000301377800 


0811000101355800 


0811000101346300 


0811000301377700 


0811000101356700 


0811000101357000 


0811000101356000 


0811000301378500 


0811000101356200 


0811000301379600 


0811000301379800 


0811000301376800 


0811000101358400 


0811000101346000 


0811000301377100 


0811000301376700 


0811000101356600 


0811000101346100 


0811000101355400 


0811000101350400 


0811000201368700 


0811000101350600 


0811000101351900 


0811000101357100 


0811000101353900 


0811000301380000 


0811000101353700 


0811000101358500 


0811000101350500 


0.80 Fresh 


2.21 Fresh 


8.50 Fresh 


1.76 Fresh 


6.17 Fresh 


3.41 Fresh 



7.72 Fresh 


1.89 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

28.12 

65 

36.88 

25.00 

9.22 

0.0250 

0.0613 

28.12 

65 

36.88 

25.00 

9.22 

0.0250 

0.1220 

27.20 

50 

22.80 

25.00 

5.70 

0.0250 

0.0347 

27.20 

81 

53.80 

20.00 

10.76 

0.0020 

0.0115 

27.20 

50 

22.80 

25.00 

5.70 

0.0250 

0.0431 

25.27 

81 

55.73 

20.00 

11.15 

0.0020 

0.0102 

30.45 

50 

19.55 

25.00 

4.89 

0.0250 

0.1457 

31.10 

65 

33.90 

25.00 

8.48 

0.0250 

0.0011 

28.13 

65 

36.87 

25.00 

9.22 

0.0250 

0.2093 

24.05 

65 

40.95 

25.00 

10.24 

0.0250 

0.0007 

32.68 

65 

32.32 

25.00 

8.08 

0.0250 

0.1614 

30.59 

50 

19.41 

25.00 

4.85 

0.0250 

0.3931 

28.26 

50 

21.74 

25.00 

5.43 

0.0250 

0.2772 

29.33 

50 

20.67 

25.00 

5.17 

0.0250 

0.0487 

24.05 

65 

40.95 

25.00 

10.24 

0.0250 

0.0105 

34.00 

65 

31.00 

25.00 

7.75 

0.0250 

0.6863 

29.90 

50 

20.10 

25.00 

5.02 

0.0250 

0.1257 

32.56 

50 

17.44 

25.00 

4.36 

0.0250 

0.0239 

30.74 

65 

34.26 

25.00 

8.57 

0.0250 

0.1835 

30.82 

65 

34.18 

25.00 

8.55 

0.0250 

0.1676 

35.33 

65 

29.67 

25.00 

7.42 

0.0250 

0.0061 

35.33 

65 

29.67 

25.00 

7.42 

0.0250 

0.6225 

33.06 

50 

16.94 

25.00 

4.24 

0.0250 

0.0046 

30.91 

65 

34.09 

25.00 

8.52 

0.0250 

0.2884 

30.46 

50 

19.54 

25.00 

4.89 

0.0250 

0.0847 

29.84 

81 

51.16 

20.00 

10.23 

0.0020 

0.0338 

30.90 

65 

34.10 

25.00 

8.52 

0.0250 

0.3092 

30.55 

50 

19.45 

25.00 

4.86 

0.0250 

0.2019 

30.65 

50 

19.35 

25.00 

4.84 

0.0250 

0.4127 

30.83 

50 

19.17 

25.00 

4.79 

0.0250 

0.0501 

31.07 

65 

33.93 

25.00 

8.48 

0.0250 

0.0847 

30.56 

50 

19.44 

25.00 

4.86 

0.0250 

0.2329 

31.11 

65 

33.89 

25.00 

8.47 

0.0250 

0.2347 

30.63 

65 

34.37 

25.00 

8.59 

0.0250 

0.5955 

28.96 

65 

36.04 

25.00 

9.01 

0.0250 

0.9644 

28.96 

65 

36.04 

25.00 

9.01 

0.0250 

0.0193 

30.83 

50 

19.17 

25.00 

4.79 

0.0250 

1.0188 

25.89 

81 

55.11 

20.00 

11.02 

0.0020 

0.0317 

30.55 

65 

34.45 

25.00 

8.61 

0.0250 

1.3111 

29.16 

65 

35.84 

25.00 

8.96 

0.0250 

0.4897 

29.16 

65 

35.84 

25.00 

8.96 

0.0250 

0.2749 

30.56 

50 

19.44 

25.00 

4.86 

0.0250 

0.2850 

25.93 

81 

55.07 

20.00 

11.01 

0.0020 

0.0235 

31.27 

50 

18.73 

25.00 

4.68 

0.0250 

0.0061 

27.34 

81 

53.66 

20.00 

10.73 

0.0020 

0.0079 

32.99 

65 

32.01 

25.00 

8.00 

0.0250 

0.6256 

27.29 

81 

53.71 

20.00 

10.74 

0.0020 

0.0337 

27.94 

50 

22.06 

25.00 

5.51 

0.0250 

0.0096 

30.50 

50 

19.50 

25.00 

4.88 

0.0250 

0.2363 

31.05 

50 

18.95 

25.00 

4.74 

0.0250 

0.1147 

30.63 

65 

34.37 

25.00 

8.59 

0.0250 

0.1125 

30.91 

81 

50.09 

20.00 

10.02 

0.0020 

0.0000 

30.91 

50 

19.09 

25.00 

4.77 

0.0250 

0.0950 

31.21 

50 

18.79 

25.00 

4.70 

0.0250 

0.6799 

27.30 

81 

53.70 

20.00 

10.74 

0.0020 

0.0062 























































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

27.30 

50 

22.70 

25.00 

5.67 

0.0250 

0.0040 

27.69 

65 

37.31 

25.00 

9.33 

0.0250 

0.1660 

30.57 

65 

34.43 

25.00 

8.61 

0.0250 

0.2041 

33.84 

65 

31.16 

25.00 

7.79 

0.0250 

0.3476 

27.91 

81 

53.09 

20.00 

10.62 

0.0020 

0.0266 

30.64 

65 

34.36 

25.00 

8.59 

0.0250 

0.0808 

28.24 

65 

36.76 

25.00 

9.19 

0.0250 

0.1638 

40.01 

65 

24.99 

25.00 

6.25 

0.0250 

0.0520 

31.14 

65 

33.86 

25.00 

8.47 

0.0250 

0.0774 

27.03 

50 

22.97 

25.00 

5.74 

0.0250 

0.0565 

27.03 

81 

53.97 

20.00 

10.79 

0.0020 

0.0196 

27.03 

50 

22.97 

25.00 

5.74 

0.0250 

0.1205 

27.72 

81 

53.28 

20.00 

10.66 

0.0020 

0.0436 

30.75 

65 

34.25 

25.00 

8.56 

0.0250 

0.2160 

30.54 

65 

34.46 

25.00 

8.61 

0.0250 

0.0585 

30.54 

65 

34.46 

25.00 

8.61 

0.0250 

0.4731 

34.96 

65 

30.04 

25.00 

7.51 

0.0250 

0.1562 

27.55 

81 

53.45 

20.00 

10.69 

0.0020 

0.0264 

30.65 

50 

19.35 

25.00 

4.84 

0.0250 

0.4753 

28.77 

65 

36.23 

25.00 

9.06 

0.0250 

0.0163 

28.77 

65 

36.23 

25.00 

9.06 

0.0250 

0.5201 

30.65 

65 

34.35 

25.00 

8.59 

0.0250 

0.2613 

30.78 

50 

19.22 

25.00 

4.80 

0.0250 

0.1149 

37.60 

65 

27.40 

25.00 

6.85 

0.0250 

0.3326 

30.27 

81 

50.73 

20.00 

10.15 

0.0020 

0.0006 

30.27 

50 

19.73 

25.00 

4.93 

0.0250 

0.0622 

30.54 

50 

19.46 

25.00 

4.87 

0.0250 

0.3622 

27.34 

50 

22.66 

25.00 

5.67 

0.0250 

0.0254 

27.34 

81 

53.66 

20.00 

10.73 

0.0020 

0.0089 

27.34 

50 

22.66 

25.00 

5.67 

0.0250 

0.2405 

30.51 

50 

19.49 

25.00 

4.87 

0.0250 

0.0692 

29.65 

65 

35.35 

25.00 

8.84 

0.0250 

0.5628 

42.76 

65 

22.24 

25.00 

5.56 

0.0250 

0.1805 

31.47 

65 

33.53 

25.00 

8.38 

0.0250 

0.5932 

28.98 

50 

21.02 

25.00 

5.25 

0.0250 

0.0072 

28.98 

50 

21.02 

25.00 

5.25 

0.0250 

0.2591 

26.47 

81 

54.53 

20.00 

10.91 

0.0020 

0.0037 

27.80 

65 

37.20 

25.00 

9.30 

0.0250 

0.8234 

27.80 

65 

37.20 

25.00 

9.30 

0.0250 

0.0081 

30.05 

50 

19.95 

25.00 

4.99 

0.0250 

0.1632 

27.45 

81 

53.55 

20.00 

10.71 

0.0020 

0.0253 

30.61 

50 

19.39 

25.00 

4.85 

0.0250 

0.1589 

27.12 

50 

22.88 

25.00 

5.72 

0.0250 

0.0507 

27.12 

81 

53.88 

20.00 

10.78 

0.0020 

0.0154 

27.12 

50 

22.88 

25.00 

5.72 

0.0250 

0.1053 

30.36 

65 

34.64 

25.00 

8.66 

0.0250 

0.1745 

31.52 

65 

33.48 

25.00 

8.37 

0.0250 

0.0180 

29.50 

50 

20.50 

25.00 

5.12 

0.0250 

0.0540 

28.16 

81 

52.84 

20.00 

10.57 

0.0020 

0.0305 

28.16 

50 

21.84 

25.00 

5.46 

0.0250 

0.0778 

33.65 

65 

31.35 

25.00 

7.84 

0.0250 

0.1035 

38.81 

75 

36.19 

20.00 

7.24 

0.0300 

0.0924 

42.19 

75 

32.81 

20.00 

6.56 

0.0300 

0.0077 

30.21 

120 

89.79 

5.00 

4.49 

0.0015 

0.0236 

23.24 

80 

56.76 

5.00 

2.84 

0.0015 

0.0074 
































































































































































































































































































































































































































































































































































































































































































































































Bhattawala 

0812001101591000 

2.56 

Bhimawas 

0812001101594500 

4.36 

Bhojpura 

0812001101585800 

3.93 

Bhuranpura 

0812001101586300 

3.38 

Bhuranpura @nestiwas 

0812001001576800 

4.83 

Bilod 

0812001101587900 

14.99 


Non-command 


Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 


Bisori 

Bitthalpur 

Chainpurabas Dedwari 

Chak Charanwas 
Chak Jaisinghnagar 

Chandawas 

Chandwaji 

Charanwas @ Kali Pahar 

Charanwas Gajaji 

Chaumukha 

Chitanukalan 

Chugalpura 
Dantala Gujran 

Dantala Meena 

Dedwari 

Dhaler 

Dhaula 

Dheerawas 

Dhekla 

Ghata Jaldhari 
Ghati Ghan Shyampura 

Godiyana 


0812001101591100 

0812001101594800 

0812001101589900 

0812001101587700 

0812001001578100 

0812001001577700 

0812001001577400 

0812001101587800 

0812001101586100 

0812001101597200 

0812001001576100 

0812001101595100 

0812001101587300 

0812001101588000 

0812001101590000 

0812001101586000 

0812001101586800 

0812001101586900 

0812001101587200 

0812001101591300 

0812001101594700 

0812001101591800 



Non-command 
Fresh Non-command 

Non-command 
Fresh Non-command 

Non-command 
Fresh Non-command 

Non-command 
Fresh Non-command 

Fresh Non-command 

Non-command 
Fresh Non-command 

Fresh Non-command 

Non-command 
Fresh Non-command 

Non-command 
Fresh Non-command 

Fresh Non-command 

Fresh Non-command 

Non-command 
Fresh Non-command 


Fresh Non-command 

Non-command 
Fresh Non-command 

Non-command 
Fresh Non-command 

Non-command 
Fresh Non-command 

Fresh Non-command 

Non-command 
Fresh Non-command 

Non-command 
Fresh Non-command 

Non-command 
Fresh Non-command 


Fresh 

Non-command 


Non-command 

Fresh 

Non-command 


Hydrogeological Unit 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Phyllite & Schist 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Phyllite & Schist 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Phyllite & Schist 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Phyllite & Schist 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Phyllite & Schist 


Quartzite 


Phyllite & Schist 


Quartzite 


Phyllite & Schist 


Quartzite 


Younger Alluvium 


Phyllite & Schist 


Quartzite 


Phyllite & Schist 


Quartzite 


Phyllite & Schist 


Quartzite 


Quartzite 


Quartzite 


Younger Alluvium 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

23.24 

120 

96.76 

5.00 

4.84 

0.0015 

0.0002 

23.24 

60 

36.76 

20.00 

7.35 

0.0250 

0.0588 

24.85 

75 

50.15 

20.00 

10.03 

0.0300 

0.0292 

23.50 

80 

56.50 

5.00 

2.82 

0.0015 

0.0015 

23.50 

60 

36.50 

20.00 

7.30 

0.0250 

0.1409 

42.03 

60 

17.97 

20.00 

3.59 

0.0250 

0.1375 

37.59 

140 

102.41 

5.00 

5.12 

0.0015 

0.0218 

37.59 

75 

37.41 

20.00 

7.48 

0.0300 

0.0403 

35.16 

80 

44.84 

5.00 

2.24 

0.0015 

0.0000 

35.16 

120 

84.84 

5.00 

4.24 

0.0015 

0.0141 

35.16 

60 

24.84 

20.00 

4.97 

0.0250 

0.0072 

39.49 

60 

20.51 

20.00 

4.10 

0.0250 

0.0546 

28.97 

120 

91.03 

5.00 

4.55 

0.0015 

0.0131 

23.35 

60 

36.65 

20.00 

7.33 

0.0250 

0.0065 

23.32 

60 

36.68 

20.00 

7.34 

0.0250 

0.3606 

24.48 

75 

50.52 

20.00 

10.10 

0.0300 

0.1858 

26.48 

80 

53.52 

5.00 

2.68 

0.0015 

0.0228 

26.48 

120 

93.52 

5.00 

4.68 

0.0015 

0.0371 

26.48 

60 

33.52 

20.00 

6.70 

0.0250 

0.1915 

42.23 

120 

77.77 

5.00 

3.89 

0.0015 

0.0012 

42.23 

60 

17.77 

20.00 

3.55 

0.0250 

0.0283 

25.68 

120 

94.32 

5.00 

4.72 

0.0015 

0.0022 

25.68 

60 

34.32 

20.00 

6.86 

0.0250 

0.4657 

26.45 

80 

53.55 

5.00 

2.68 

0.0015 

0.0074 

26.45 

120 

93.55 

5.00 

4.68 

0.0015 

0.0062 

26.33 

60 

33.67 

20.00 

6.73 

0.0250 

0.2029 

28.88 

140 

111.12 

5.00 

5.56 

0.0015 

0.0043 

28.88 

75 

46.12 

20.00 

9.22 

0.0300 

0.0817 

24.57 

75 

50.43 

20.00 

10.09 

0.0300 

0.8626 

28.60 

140 

111.40 

5.00 

5.57 

0.0015 

0.0044 

28.60 

75 

46.40 

20.00 

9.28 

0.0300 

0.1971 

27.50 

120 

92.50 

5.00 

4.62 

0.0015 

0.0083 

27.50 

60 

32.50 

20.00 

6.50 

0.0250 

0.0725 

23.01 

60 

36.99 

20.00 

7.40 

0.0250 

0.1686 

31.61 

60 

28.39 

20.00 

5.68 

0.0250 

0.0092 

33.82 

140 

106.18 

5.00 

5.31 

0.0015 

0.0106 

33.82 

75 

41.18 

20.00 

8.24 

0.0300 

0.3875 

37.78 

60 

22.22 

20.00 

4.44 

0.0250 

0.0006 

26.15 

80 

53.85 

5.00 

2.69 

0.0015 

0.0174 

26.15 

120 

93.85 

5.00 

4.69 

0.0015 

0.0053 

26.15 

80 

53.85 

5.00 

2.69 

0.0015 

0.0064 

26.15 

120 

93.85 

5.00 

4.69 

0.0015 

0.0000 

27.79 

80 

52.21 

5.00 

2.61 

0.0015 

0.0070 

27.79 

120 

92.21 

5.00 

4.61 

0.0015 

0.0082 

23.23 

60 

36.77 

20.00 

7.35 

0.0250 

0.5620 

24.60 

80 

55.40 

5.00 

2.77 

0.0015 

0.0072 

24.60 

120 

95.40 

5.00 

4.77 

0.0015 

0.0204 

25.59 

80 

54.41 

5.00 

2.72 

0.0015 

0.0008 

25.59 

120 

94.41 

5.00 

4.72 

0.0015 

0.0005 

26.25 

80 

53.75 

5.00 

2.69 

0.0015 

0.0046 

26.25 

120 

93.75 

5.00 

4.69 

0.0015 

0.0059 

42.00 

120 

78.00 

5.00 

3.90 

0.0015 

0.0068 

32.17 

120 

87.83 

5.00 

4.39 

0.0015 

0.0246 

32.17 

60 

27.83 

20.00 

5.57 

0.0250 

0.0240 

30.65 

80 

49.35 

5.00 

2.47 

0.0015 

0.0016 


























































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Harchandpura @kankarwa 
Haripura Brahmanan 
Jaichand Pura 



Jamwa Ramgarh 
Jhol 

Jindon Ki Dhani 



Kalwad Kalan & Khurd 

Kanwarpura 

Kelanwas 


Kolyana 

Kushalpura 

Ladipura 

Lamya Mewal 
Maid Rajsinghpura 
Majipura 

Maliwas 

Manpura Mancheri 

Mathasoola 

Nangal Tulsidas 

Narpatyawas 

Nimbhi 

Noorpur 

Paleeton Ki Dhani 
Pali 

Papar _ 

Peelwa 

Puth Ka Bas @ Chawa Ka 
Raisar 

Rajpurwas Chandwaji 
Rajpurwas Tala 
Rampura @ Baniyawala 


Village 

Area, 

sq.km 


Zone (Fresh 
/ Saline) 


Type of Area 
(Command / Non¬ 
command) 


Non-command 

0812001101597600 ~ 11.89 7Tesh Non-command 

Non-command 

0812001001577100 3.38 Fresh Non-command 


0812001101584200 _ 3.65 Fresh Non-command 

0812001101586400 _ 2.97 Fresh Non-command 

Non-command 

0812001001577500 ~ 1.99 7Tesh Non-command 

Non-command 

0812001101597300 9.52 Fresh Non-command 


0812001101603500 _ 12.07 Fresh Non-command 

0812001101590200 _ 0.74 Fresh Non-command 

Non-command 

0812001001578000 ~ 4.37 7Tesh Non-command 

Non-command 

0812001001578400 5.76 Fresh Non-command 


0812001001577000 _ 2.73 Fresh Non-command 

0812001101591500 _ 2.26 Fresh Non-command 

Non-command 

0812001101595000 6.21 Fresh Non-command 


0812001001577900 _ 4.06 Fresh Non-command 

Non-command 

0812001101586600 ~ 2.42 7Tesh Non-command 

Non-command 

0812001001576300 ~ 1.78 7Tesh Non-command 

0812001101597400 2.97 Fresh Non-command 


0812001101587500 _ 6.30 Fresh Non-command 

Non-command 

0812001101588100 ~ 1.38 7Tesh Non-command 

Non-command 

0812001001575600 ~ 13.18 7Tesh Non-command 

Non-command 

0812001101588200 ~ 12.13 7Tesh Non-command 

Non-command 

0812001101591200 ~ 3.72 7Tesh Non-command 

Non-command 

0812001101594900 ~ 4.25 7Tesh Non-command 

0812001101591400 _ 10.69 Fresh Non-command 

Non-command 

0812001101585900 2.65 Fresh Non-command 


0812001101590500 _ 3.10 Fresh Non-command 

Non-command 

0812001101590900 4.07 Fresh Non-command 

0812001101602700 ~ 13.85 7Tesh Non-command 

Non-command 

0812001001577200 ~ 2.83 7Tesh Non-command 

Non-command 

0812001001575500 ~ 6.64 7Tesh Non-command 

Non-command 

0812001101588600 9.95 Fresh Non-command 


0812001001577600 _ 1.81 Fresh Non-command 

Non-command 

0812001101587600 ~ 7.16 7Tesh Non-command 

Non-command 

0812001001578200 4.00 Fresh Non-command 


Hydrogeological Unit 


Quartzite 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Phyllite & Schist 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Phyllite & Schist 


Quartzite 


Quartzite 


Younger Alluvium 


Phyllite & Schist 


Quartzite 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

30.65 

120 

89.35 

5.00 

4.47 

0.0015 

0.0402 

29.21 

120 

90.79 

5.00 

4.54 

0.0015 

0.0427 

29.21 

60 

30.79 

20.00 

6.16 

0.0250 

0.2325 

23.82 

75 

51.18 

20.00 

10.24 

0.0300 

0.2638 

22.91 

60 

37.09 

20.00 

7.42 

0.0250 

0.0007 

22.88 

120 

97.12 

5.00 

4.86 

0.0015 

0.0056 

22.88 

60 

37.12 

20.00 

7.42 

0.0250 

0.4091 

29.80 

140 

110.20 

5.00 

5.51 

0.0015 

0.0096 

29.80 

75 

45.20 

20.00 

9.04 

0.0300 

0.2228 

24.60 

60 

35.40 

20.00 

7.08 

0.0250 

0.8197 

35.43 

120 

84.57 

5.00 

4.23 

0.0015 

0.0016 

41.11 

120 

78.89 

5.00 

3.94 

0.0015 

0.0000 

41.11 

60 

18.89 

20.00 

3.78 

0.0250 

0.0698 

31.37 

140 

108.64 

5.00 

5.43 

0.0015 

0.0046 

31.37 

75 

43.64 

20.00 

8.73 

0.0300 

0.6521 

36.25 

75 

38.75 

20.00 

7.75 

0.0300 

0.0199 

23.79 

75 

51.21 

20.00 

10.24 

0.0300 

0.4196 

33.09 

120 

86.91 

5.00 

4.35 

0.0015 

0.0002 

33.09 

60 

26.91 

20.00 

5.38 

0.0250 

0.2323 

38.43 

60 

21.57 

20.00 

4.31 

0.0250 

0.0397 

27.47 

140 

112.53 

5.00 

5.63 

0.0015 

0.0004 

27.47 

75 

47.53 

20.00 

9.51 

0.0300 

1.0683 

22.95 

80 

57.05 

5.00 

2.85 

0.0015 

0.0008 

22.95 

60 

37.05 

20.00 

7.41 

0.0250 

0.4143 

31.30 

140 

108.71 

5.00 

5.44 

0.0015 

0.0000 

21.20 

60 

38.80 

20.00 

7.76 

0.0250 

0.5666 

23.07 

120 

96.93 

5.00 

4.85 

0.0015 

0.0016 

23.07 

60 

36.93 

20.00 

7.39 

0.0250 

1.0875 

26.11 

80 

53.89 

5.00 

2.69 

0.0015 

0.0012 

26.11 

120 

93.89 

5.00 

4.69 

0.0015 

0.0038 

41.97 

140 

98.03 

5.00 

4.90 

0.0015 

0.0024 

41.97 

75 

33.03 

20.00 

6.61 

0.0300 

0.0586 

26.00 

80 

54.00 

5.00 

2.70 

0.0015 

0.0031 

26.00 

120 

94.00 

5.00 

4.70 

0.0015 

0.0095 

41.85 

120 

78.15 

5.00 

3.91 

0.0015 

0.0061 

41.85 

60 

18.15 

20.00 

3.63 

0.0250 

0.0001 

35.01 

60 

24.99 

20.00 

5.00 

0.0250 

0.0421 

28.13 

120 

91.87 

5.00 

4.59 

0.0015 

0.0109 

28.13 

60 

31.87 

20.00 

6.37 

0.0250 

0.9241 

23.31 

60 

36.69 

20.00 

7.34 

0.0250 

0.2039 

40.97 

120 

79.03 

5.00 

3.95 

0.0015 

0.0062 

40.97 

60 

19.03 

20.00 

3.81 

0.0250 

0.0180 

40.68 

60 

19.32 

20.00 

3.86 

0.0250 

0.0322 

36.19 

120 

83.81 

5.00 

4.19 

0.0015 

0.0098 

36.19 

60 

23.81 

20.00 

4.76 

0.0250 

0.0600 

25.94 

140 

114.06 

5.00 

5.70 

0.0015 

0.0037 

25.94 

75 

49.06 

20.00 

9.81 

0.0300 

0.0316 

36.68 

140 

103.32 

5.00 

5.17 

0.0015 

0.0016 

36.68 

75 

38.32 

20.00 

7.66 

0.0300 

0.0572 

23.34 

120 

96.66 

5.00 

4.83 

0.0015 

0.0006 

27.28 

140 

112.72 

5.00 

5.64 

0.0015 

0.0009 

27.28 

75 

47.72 

20.00 

9.54 

0.0300 

0.4892 

24.17 

120 

95.83 

5.00 

4.79 

0.0015 

0.0162 

24.17 

60 

35.83 

20.00 

7.17 

0.0250 

0.5361 

29.92 

75 

45.08 

20.00 

9.02 

0.0300 

0.0758 






























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



03001020 


Rampura Bas Samred 


Rampurawas Ramgarh 


Raopura 


Ratanpura Haripura 


Ratanpura Jatan 


Roondal 


Salarwas 


Samred Kalan 


Samred Khurd 


Sau 


Shyampura 


Sirohi 


Ambari 


Bairawanda 


Banepura 


Barh Bairawanda 


Baseri 


Bhanwarwara 


Bhaogarh 


Boojot 


Brahmbad 


Chainpura 


Chak Ganipur 


Chak Kalakho 


Chak Vishala 


Chandera 


Census Code 


0812001101589700 


0812001101601000 


0812001101586200 


0812001101584300 


0812001101584400 


0812001001575700 


0812001001577300 


0812001101591900 


0812001101589800 


0812001101600800 


0812001001577800 


0812001001575900 


0811000301387500 


0811000301387100 


0811000301389400 


0811000301387700 


0811000301389600 


0809000201197500 


0811000301389500 


0811000301388500 


0811000301378100 


0811000301388700 


0811000301385100 


0811000301388200 


0811000201369100 


0811000301378000 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Quartzite 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Quartzite 

Fresh 

Non-command 

Quartzite 

Fresh 

Non-command 

Quartzite 

Fresh 

Non-command 

Quartzite 



4.27 Fresh 



4.01 Fresh 


7.04 Fresh 



3.72 Fresh 


16.05 Fresh 


1.88 Fresh 


0.83 Fresh 


3.63 Fresh 



3.24 Fresh 


1.97 Fresh 


4.42 Fresh 


2.46 Fresh 


1.39 Fresh 


0.89 Fresh 


0.94 Fresh 


0.93 Fresh 


5.21 Fresh 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Phyllite & Schist 


Quartzite 


Younger Alluvium 


Phyllite & Schist 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Quartzite 


Quartzite 


Younger Alluvium 


Quartzite 


Quartzite 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Quartzite 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

24.99 

120 

95.01 

5.00 

4.75 

0.0015 

0.0086 

37.43 

60 

22.57 

20.00 

4.51 

0.0250 

0.0313 

23.64 

60 

36.36 

20.00 

7.27 

0.0250 

0.2244 

23.49 

60 

36.51 

20.00 

7.30 

0.0250 

0.1259 

23.53 

60 

36.47 

20.00 

7.29 

0.0250 

0.0303 

42.72 

75 

32.28 

20.00 

6.46 

0.0300 

0.0075 

27.86 

140 

112.15 

5.00 

5.61 

0.0015 

0.0003 

26.83 

120 

93.17 

5.00 

4.66 

0.0015 

0.0407 

26.75 

120 

93.25 

5.00 

4.66 

0.0015 

0.0342 

29.79 

120 

90.21 

5.00 

4.51 

0.0015 

0.0031 

29.79 

60 

30.21 

20.00 

6.04 

0.0250 

0.9033 

32.44 

120 

87.56 

5.00 

4.38 

0.0015 

0.0044 

32.44 

60 

27.56 

20.00 

5.51 

0.0250 

0.1671 

24.67 

75 

50.33 

20.00 

10.07 

0.0300 

1.1784 

39.18 

140 

100.82 

5.00 

5.04 

0.0015 

0.0021 

39.18 

75 

35.82 

20.00 

7.16 

0.0300 

0.4115 

32.78 

140 

107.22 

5.00 

5.36 

0.0015 

0.0124 

32.78 

75 

42.22 

20.00 

8.44 

0.0300 

0.0240 

35.53 

140 

104.47 

5.00 

5.22 

0.0015 

0.0048 

35.53 

75 

39.47 

20.00 

7.89 

0.0300 

0.0591 

35.39 

120 

84.61 

5.00 

4.23 

0.0015 

0.0083 

35.39 

60 

24.61 

20.00 

4.92 

0.0250 

0.1714 

23.64 

80 

56.36 

5.00 

2.82 

0.0015 

0.0285 

23.64 

120 

96.36 

5.00 

4.82 

0.0015 

0.0397 

23.64 

60 

36.36 

20.00 

7.27 

0.0250 

0.2170 

35.64 

80 

44.36 

5.00 

2.22 

0.0015 

0.0016 

35.64 

120 

84.36 

5.00 

4.22 

0.0015 

0.0392 

35.64 

60 

24.36 

20.00 

4.87 

0.0250 

0.5463 

25.83 

120 

94.17 

5.00 

4.71 

0.0015 

0.0028 

25.83 

60 

34.17 

20.00 

6.83 

0.0250 

1.2579 

26.84 

100 

73.16 

5.00 

3.66 

0.0015 

0.0176 

24.62 

100 

75.38 

5.00 

3.77 

0.0015 

0.0545 

44.68 

100 

55.32 

5.00 

2.77 

0.0015 

0.0010 

44.68 

65 

20.32 

25.00 

5.08 

0.0250 

0.1737 

44.68 

100 

55.32 

5.00 

2.77 

0.0015 

0.0012 

21.49 

100 

78.51 

5.00 

3.93 

0.0015 

0.0049 

64.31 

100 

35.69 

5.00 

1.78 

0.0015 

0.0000 

64.31 

65 

0.69 

25.00 

0.17 

0.0250 

0.0000 

31.57 

100 

68.43 

5.00 

3.42 

0.0015 

0.0031 

31.57 

65 

33.43 

25.00 

8.36 

0.0250 

1.1224 

24.54 

90 

65.46 

10.00 

6.55 

0.0015 

0.0002 

58.67 

100 

41.33 

5.00 

2.07 

0.0015 

0.0002 

35.35 

100 

64.65 

5.00 

3.23 

0.0015 

0.0071 

35.35 

65 

29.65 

25.00 

7.41 

0.0250 

0.3163 

35.35 

100 

64.65 

5.00 

3.23 

0.0015 

0.0003 

28.01 

65 

36.99 

25.00 

9.25 

0.0250 

0.4084 

43.35 

65 

21.65 

25.00 

5.41 

0.0250 

0.1302 

32.37 

65 

32.63 

25.00 

8.16 

0.0250 

0.1684 

32.37 

65 

32.63 

25.00 

8.16 

0.0250 

0.0138 

29.76 

100 

70.24 

5.00 

3.51 

0.0015 

0.0050 

30.75 

65 

34.25 

25.00 

8.56 

0.0250 

0.1999 

29.89 

75 

45.11 

20.00 

9.02 

0.0200 

0.0407 

29.89 

65 

35.11 

25.00 

8.78 

0.0250 

0.8671 

38.49 

100 

61.51 

5.00 

3.08 

0.0015 

0.0029 

38.49 

65 

26.51 

25.00 

6.63 

0.0250 

1.0255 




































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

43.22 

65 

21.78 

25.00 

5.45 

0.0250 

0.0487 

43.22 

65 

21.78 

25.00 

5.45 

0.0250 

0.1207 

28.89 

90 

61.11 

10.00 

6.11 

0.0015 

0.0444 

31.48 

65 

33.52 

25.00 

8.38 

0.0250 

0.1178 

25.74 

100 

74.26 

5.00 

3.71 

0.0015 

0.0091 

30.64 

65 

34.36 

25.00 

8.59 

0.0250 

0.3536 

24.96 

100 

75.04 

5.00 

3.75 

0.0015 

0.0010 

24.96 

65 

40.04 

25.00 

10.01 

0.0250 

0.0670 

24.96 

100 

75.04 

5.00 

3.75 

0.0015 

0.0337 

24.96 

65 

40.04 

25.00 

10.01 

0.0250 

0.2154 

25.76 

100 

74.24 

5.00 

3.71 

0.0015 

0.0188 

41.77 

100 

58.23 

5.00 

2.91 

0.0015 

0.0299 

34.41 

65 

30.59 

25.00 

7.65 

0.0250 

0.3993 

34.41 

65 

30.59 

25.00 

7.65 

0.0250 

0.0385 

44.28 

100 

55.72 

5.00 

2.79 

0.0015 

0.0029 

44.28 

65 

20.72 

25.00 

5.18 

0.0250 

0.1063 

44.28 

100 

55.72 

5.00 

2.79 

0.0015 

0.0023 

43.26 

65 

21.74 

25.00 

5.44 

0.0250 

1.4318 

43.26 

65 

21.74 

25.00 

5.44 

0.0250 

0.0581 

34.97 

100 

65.03 

5.00 

3.25 

0.0015 

0.0004 

34.97 

100 

65.03 

5.00 

3.25 

0.0015 

0.0028 

52.42 

100 

47.58 

5.00 

2.38 

0.0015 

0.0025 

42.97 

100 

57.03 

5.00 

2.85 

0.0015 

0.0036 

42.97 

65 

22.03 

25.00 

5.51 

0.0250 

0.5316 

42.97 

100 

57.03 

5.00 

2.85 

0.0015 

0.0037 

42.97 

65 

22.03 

25.00 

5.51 

0.0250 

0.0069 

42.00 

65 

23.00 

25.00 

5.75 

0.0250 

0.3534 

47.15 

65 

17.85 

25.00 

4.46 

0.0250 

0.0067 

47.15 

100 

52.85 

5.00 

2.64 

0.0015 

0.0009 

47.15 

65 

17.85 

25.00 

4.46 

0.0250 

0.1413 

30.54 

65 

34.46 

25.00 

8.61 

0.0250 

0.5445 

25.24 

90 

64.76 

10.00 

6.48 

0.0015 

0.0000 

31.10 

65 

33.90 

25.00 

8.48 

0.0250 

0.9609 

36.07 

65 

28.93 

25.00 

7.23 

0.0250 

0.2445 

36.07 

65 

28.93 

25.00 

7.23 

0.0250 

0.3855 

27.38 

100 

72.62 

5.00 

3.63 

0.0015 

0.0049 

43.46 

65 

21.54 

25.00 

5.39 

0.0250 

0.1951 

43.46 

65 

21.54 

25.00 

5.39 

0.0250 

0.2993 

34.00 

65 

31.00 

25.00 

7.75 

0.0250 

0.0079 

23.97 

100 

76.03 

5.00 

3.80 

0.0015 

0.0100 

37.33 

65 

27.67 

25.00 

6.92 

0.0250 

0.4563 

33.34 

100 

66.66 

5.00 

3.33 

0.0015 

0.0221 

35.33 

65 

29.67 

25.00 

7.42 

0.0250 

0.7829 

35.33 

65 

29.67 

25.00 

7.42 

0.0250 

0.2672 

42.25 

90 

47.75 

10.00 

4.77 

0.0015 

0.0000 

30.91 

65 

34.09 

25.00 

8.52 

0.0250 

0.0639 

31.18 

75 

43.82 

20.00 

8.76 

0.0200 

0.1347 

31.18 

65 

33.82 

25.00 

8.45 

0.0250 

0.2545 

31.07 

65 

33.93 

25.00 

8.48 

0.0250 

0.2117 

31.11 

65 

33.89 

25.00 

8.47 

0.0250 

0.1617 

30.63 

65 

34.37 

25.00 

8.59 

0.0250 

0.2550 

46.38 

65 

18.62 

25.00 

4.65 

0.0250 

0.4548 

46.38 

100 

53.62 

5.00 

2.68 

0.0015 

0.0007 

46.38 

65 

18.62 

25.00 

4.65 

0.0250 

0.0259 

33.62 

65 

31.38 

25.00 

7.84 

0.0250 

0.1644 










































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Quartzite 


Quartzite 


Younger All 


Younger All 


Quartzite 


Quartzite 


Younger All 


Younger All 


Quartzite 


Younger All 


Quartzite 


Younger All 


Quartzite 


Quartzite 


Younger All 


Quartzite 


Younger All 


Quartzite 


Younger All 


Younger All 


Quartzite 


Younger All 


Younger All 


Younger All 


Younger All 


Younger All 


Younger All 


Quartzite 


Younger All 


Quartzite 


Younger All 


Older Alluv 


Younger All 


Younger All 


Younger All 


Younger All 


Quartzite 


Younger All 


Quartzite 


Younger All 


Younger All 


Quartzite 


Quartzite 


Younger All 


Younger All 


Younger All 


Younger All 


Younger All 


Younger All 


Younger All 


Quartzite 


Younger All 


Younger All 


Younger All 


Younger All 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

30.59 

100 

69.41 

5.00 

3.47 

0.0015 

0.0202 

57.42 

100 

42.58 

5.00 

2.13 

0.0015 

0.0023 

57.42 

65 

7.58 

25.00 

1.90 

0.0250 

0.0062 

30.55 

65 

34.45 

25.00 

8.61 

0.0250 

0.0173 

27.91 

100 

72.10 

5.00 

3.60 

0.0015 

0.0001 

27.91 

100 

72.10 

5.00 

3.60 

0.0015 

0.0121 

26.70 

65 

38.30 

25.00 

9.58 

0.0250 

0.5501 

42.80 

65 

22.20 

25.00 

5.55 

0.0250 

0.2594 

33.01 

100 

66.99 

5.00 

3.35 

0.0015 

0.0139 

41.25 

65 

23.75 

25.00 

5.94 

0.0250 

0.5026 

27.69 

90 

62.31 

10.00 

6.23 

0.0015 

0.0000 

30.63 

65 

34.37 

25.00 

8.59 

0.0250 

0.3236 

62.71 

100 

37.29 

5.00 

1.86 

0.0015 

0.0000 

45.18 

100 

54.82 

5.00 

2.74 

0.0015 

0.0000 

45.18 

65 

19.82 

25.00 

4.96 

0.0250 

0.3280 

45.18 

100 

54.82 

5.00 

2.74 

0.0015 

0.0008 

45.18 

65 

19.82 

25.00 

4.96 

0.0250 

0.0160 

36.20 

100 

63.80 

5.00 

3.19 

0.0015 

0.0031 

36.20 

65 

28.80 

25.00 

7.20 

0.0250 

0.5204 

31.21 

50 

18.79 

25.00 

4.70 

0.0250 

0.2268 

40.90 

100 

59.10 

5.00 

2.95 

0.0015 

0.0051 

40.90 

65 

24.10 

25.00 

6.02 

0.0250 

0.4409 

33.84 

65 

31.16 

25.00 

7.79 

0.0250 

0.0077 

30.64 

65 

34.36 

25.00 

8.59 

0.0250 

0.5877 

28.24 

65 

36.76 

25.00 

9.19 

0.0250 

0.9102 

40.01 

65 

24.99 

25.00 

6.25 

0.0250 

0.1206 

40.01 

65 

24.99 

25.00 

6.25 

0.0250 

0.1987 

40.29 

100 

59.71 

5.00 

2.99 

0.0015 

0.0000 

40.29 

65 

24.71 

25.00 

6.18 

0.0250 

0.3190 

40.29 

100 

59.71 

5.00 

2.99 

0.0015 

0.0000 

40.29 

65 

24.71 

25.00 

6.18 

0.0250 

0.0012 

33.07 

75 

41.93 

20.00 

8.39 

0.0200 

0.1519 

33.07 

65 

31.93 

25.00 

7.98 

0.0250 

0.3623 

31.14 

65 

33.86 

25.00 

8.47 

0.0250 

0.0542 

30.75 

65 

34.25 

25.00 

8.56 

0.0250 

0.0297 

30.54 

65 

34.46 

25.00 

8.61 

0.0250 

0.0039 

31.89 

90 

58.11 

10.00 

5.81 

0.0015 

0.0000 

43.72 

65 

21.28 

25.00 

5.32 

0.0250 

0.2286 

43.72 

100 

56.28 

5.00 

2.81 

0.0015 

0.0003 

43.72 

65 

21.28 

25.00 

5.32 

0.0250 

0.0515 

37.60 

65 

27.40 

25.00 

6.85 

0.0250 

0.1838 

33.92 

100 

66.08 

5.00 

3.30 

0.0015 

0.0112 

47.87 

90 

42.13 

10.00 

4.21 

0.0015 

0.0000 

42.76 

65 

22.24 

25.00 

5.56 

0.0250 

0.2814 

42.76 

65 

22.24 

25.00 

5.56 

0.0250 

0.3435 

31.47 

65 

33.53 

25.00 

8.38 

0.0250 

0.0680 

31.47 

65 

33.53 

25.00 

8.38 

0.0250 

1.1362 

33.14 

65 

31.86 

25.00 

7.96 

0.0250 

1.4758 

33.14 

65 

31.86 

25.00 

7.96 

0.0250 

0.2286 

46.29 

65 

18.71 

25.00 

4.68 

0.0250 

0.4715 

46.29 

100 

53.71 

5.00 

2.69 

0.0015 

0.0001 

46.29 

65 

18.71 

25.00 

4.68 

0.0250 

0.0295 

31.15 

65 

33.85 

25.00 

8.46 

0.0250 

0.1315 

30.36 

65 

34.64 

25.00 

8.66 

0.0250 

0.1900 

31.52 

65 

33.48 

25.00 

8.37 

0.0250 

0.2342 








































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Quartzite 


Younger Alluvium 


Quartzite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Quartzite 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Quartzite 


Older Alluvium 


Quartzite 


Phyllite & Schist 


Quartzite 


Younger Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Quartzite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

19.73 

100 

80.27 

5.00 

4.01 

0.0015 

0.0086 

27.29 

65 

37.71 

25.00 

9.43 

0.0250 

0.9163 

20.10 

100 

79.90 

5.00 

4.00 

0.0015 

0.0005 

33.65 

75 

41.35 

20.00 

8.27 

0.0200 

0.0010 

33.65 

65 

31.35 

25.00 

7.84 

0.0250 

0.2166 

25.70 

75 

49.30 

25.00 

12.33 

0.0150 

0.1475 

25.70 

80 

54.30 

5.00 

2.72 

0.0015 

0.0385 

28.95 

80 

51.05 

5.00 

2.55 

0.0015 

0.0001 

28.95 

75 

46.05 

25.00 

11.51 

0.0150 

0.0809 

28.95 

80 

51.05 

5.00 

2.55 

0.0015 

0.0016 

28.95 

120 

91.05 

5.00 

4.55 

0.0015 

0.0049 

31.82 

75 

43.18 

25.00 

10.80 

0.0150 

0.0093 

28.94 

75 

46.06 

25.00 

11.52 

0.0150 

0.0548 

26.29 

75 

48.71 

25.00 

12.18 

0.0150 

0.1812 

26.29 

120 

93.71 

5.00 

4.69 

0.0015 

0.0061 

28.95 

75 

46.05 

25.00 

11.51 

0.0150 

0.0413 

28.95 

80 

51.05 

5.00 

2.55 

0.0015 

0.0002 

28.95 

75 

46.05 

25.00 

11.51 

0.0150 

0.1666 

28.77 

80 

51.23 

5.00 

2.56 

0.0015 

0.0101 

28.77 

80 

51.23 

5.00 

2.56 

0.0015 

0.0061 

28.13 

75 

46.87 

25.00 

11.72 

0.0150 

0.4021 

28.97 

80 

51.03 

5.00 

2.55 

0.0015 

0.0005 

28.97 

120 

91.03 

5.00 

4.55 

0.0015 

0.0015 

26.41 

75 

48.59 

25.00 

12.15 

0.0150 

0.3707 

26.41 

80 

53.59 

5.00 

2.68 

0.0015 

0.0001 

22.23 

60 

37.77 

20.00 

7.55 

0.0200 

0.0038 

22.23 

60 

37.77 

5.00 

1.89 

0.0015 

0.0003 

28.92 

75 

46.08 

25.00 

11.52 

0.0150 

0.3714 

28.92 

75 

46.08 

25.00 

11.52 

0.0150 

0.1403 

32.40 

75 

42.60 

25.00 

10.65 

0.0150 

0.0684 

32.40 

120 

87.60 

5.00 

4.38 

0.0015 

0.0447 

24.69 

78 

53.31 

20.00 

10.66 

0.0200 

1.0353 

24.69 

140 

115.31 

5.00 

5.77 

0.0015 

0.0014 

28.09 

75 

46.91 

25.00 

11.73 

0.0150 

0.1956 

26.89 

75 

48.11 

25.00 

12.03 

0.0150 

0.2355 

26.89 

75 

48.11 

25.00 

12.03 

0.0150 

0.0167 

29.20 

120 

90.80 

5.00 

4.54 

0.0015 

0.0033 

22.21 

60 

37.79 

20.00 

7.56 

0.0200 

0.2503 

22.21 

80 

57.79 

5.00 

2.89 

0.0015 

0.0000 

23.07 

80 

56.93 

5.00 

2.85 

0.0015 

0.0010 

28.86 

75 

46.14 

25.00 

11.53 

0.0150 

0.1808 

28.71 

80 

51.29 

5.00 

2.56 

0.0015 

0.0152 

28.71 

120 

91.29 

5.00 

4.56 

0.0015 

0.0087 

28.73 

75 

46.27 

25.00 

11.57 

0.0150 

0.6219 

28.73 

120 

91.27 

5.00 

4.56 

0.0015 

0.0044 

29.21 

80 

50.79 

5.00 

2.54 

0.0015 

0.0004 

29.21 

120 

90.79 

5.00 

4.54 

0.0015 

0.0097 

29.21 

60 

30.79 

20.00 

6.16 

0.0250 

0.0594 

28.92 

75 

46.08 

25.00 

11.52 

0.0150 

0.1779 

28.92 

80 

51.08 

5.00 

2.55 

0.0015 

0.0050 

28.92 

75 

46.08 

25.00 

11.52 

0.0150 

0.0034 

30.64 

120 

89.36 

5.00 

4.47 

0.0015 

0.0049 

30.64 

60 

29.36 

20.00 

5.87 

0.0250 

0.0364 

29.57 

75 

45.43 

25.00 

11.36 

0.0150 

0.0666 

29.57 

120 

90.43 

5.00 

4.52 

0.0015 

0.0140 















































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Younger Alluvium 


Older Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

24.46 

75 

50.54 

25.00 

12.64 

0.0150 

0.2053 

24.46 

80 

55.54 

5.00 

2.78 

0.0015 

0.0007 

30.36 

75 

44.64 

25.00 

11.16 

0.0150 

0.0858 

28.58 

75 

46.42 

25.00 

11.61 

0.0150 

0.4951 

28.94 

75 

46.06 

25.00 

11.52 

0.0150 

0.0033 

28.94 

120 

91.06 

5.00 

4.55 

0.0015 

0.0224 

28.95 

75 

46.05 

25.00 

11.51 

0.0150 

0.0759 

28.95 

120 

91.05 

5.00 

4.55 

0.0015 

0.0204 

35.43 

120 

84.57 

5.00 

4.23 

0.0015 

0.0274 

28.52 

75 

46.48 

25.00 

11.62 

0.0150 

0.5859 

28.93 

75 

46.07 

25.00 

11.52 

0.0150 

0.1805 

28.93 

120 

91.07 

5.00 

4.55 

0.0015 

0.0151 

29.59 

120 

90.41 

5.00 

4.52 

0.0015 

0.0103 

29.59 

60 

30.41 

20.00 

6.08 

0.0250 

0.0025 

29.03 

75 

45.97 

25.00 

11.49 

0.0150 

0.0064 

29.03 

75 

45.97 

25.00 

11.49 

0.0150 

0.7219 

29.03 

120 

90.97 

5.00 

4.55 

0.0015 

0.0210 

29.59 

120 

90.41 

5.00 

4.52 

0.0015 

0.0124 

29.04 

75 

45.96 

25.00 

11.49 

0.0150 

0.5710 

23.14 

75 

51.86 

25.00 

12.97 

0.0150 

0.5957 

23.14 

80 

56.86 

5.00 

2.84 

0.0015 

0.0023 

28.59 

75 

46.41 

25.00 

11.60 

0.0150 

0.2025 

28.59 

120 

91.41 

5.00 

4.57 

0.0015 

0.0044 

28.59 

75 

46.41 

25.00 

11.60 

0.0150 

0.7845 

28.59 

120 

91.41 

5.00 

4.57 

0.0015 

0.0001 

27.48 

75 

47.52 

25.00 

11.88 

0.0150 

0.0323 

27.48 

120 

92.52 

5.00 

4.63 

0.0015 

0.0031 

27.48 

75 

47.52 

25.00 

11.88 

0.0150 

0.5449 

27.48 

120 

92.52 

5.00 

4.63 

0.0015 

0.0203 

30.82 

75 

44.18 

25.00 

11.04 

0.0150 

0.3460 

30.82 

120 

89.18 

5.00 

4.46 

0.0015 

0.0017 

34.74 

75 

40.26 

25.00 

10.06 

0.0150 

0.1618 

34.74 

120 

85.26 

5.00 

4.26 

0.0015 

0.0178 

25.22 

75 

49.78 

25.00 

12.45 

0.0150 

0.2565 

25.22 

120 

94.78 

5.00 

4.74 

0.0015 

0.0012 

26.37 

75 

48.63 

25.00 

12.16 

0.0150 

0.1244 

26.37 

75 

48.63 

25.00 

12.16 

0.0150 

0.5268 

26.37 

120 

93.63 

5.00 

4.68 

0.0015 

0.0198 

29.56 

75 

45.44 

25.00 

11.36 

0.0150 

0.5941 

29.56 

120 

90.44 

5.00 

4.52 

0.0015 

0.0006 

29.93 

120 

90.07 

5.00 

4.50 

0.0015 

0.0267 

29.93 

60 

30.07 

20.00 

6.01 

0.0250 

0.0066 

29.45 

75 

45.55 

25.00 

11.39 

0.0150 

0.0001 

29.45 

120 

90.55 

5.00 

4.53 

0.0015 

0.0183 

29.45 

60 

30.55 

20.00 

6.11 

0.0250 

0.0003 

36.19 

120 

83.81 

5.00 

4.19 

0.0015 

0.0111 

36.19 

60 

23.81 

20.00 

4.76 

0.0250 

0.0586 

27.38 

78 

50.62 

20.00 

10.12 

0.0200 

0.1692 

27.38 

140 

112.62 

5.00 

5.63 

0.0015 

0.0007 

23.35 

78 

54.65 

20.00 

10.93 

0.0200 

0.3585 

24.01 

75 

50.99 

25.00 

12.75 

0.0150 

0.0277 

24.01 

80 

55.99 

5.00 

2.80 

0.0015 

0.0041 

24.01 

75 

50.99 

25.00 

12.75 

0.0150 

0.0902 

24.01 

80 

55.99 

5.00 

2.80 

0.0015 

0.0011 

24.75 

75 

50.25 

25.00 

12.56 

0.0150 

0.2625 


































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Quartzite 


Phyllite & Schist 


Phyllite & Schist 


Quartzite 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Quartzite 


Younger Alluvium 


Older Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Quartzite 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Quartzite 


Quartzite 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

24.75 

120 

95.25 

5.00 

4.76 

0.0015 

0.0021 

28.93 

80 

51.07 

5.00 

2.55 

0.0015 

0.0010 

28.93 

80 

51.07 

5.00 

2.55 

0.0015 

0.0067 

28.93 

120 

91.07 

5.00 

4.55 

0.0015 

0.0158 

22.93 

80 

57.07 

5.00 

2.85 

0.0015 

0.0029 

26.98 

80 

53.02 

5.00 

2.65 

0.0015 

0.0043 

26.98 

80 

53.02 

5.00 

2.65 

0.0015 

0.0033 

23.50 

75 

51.50 

25.00 

12.87 

0.0150 

0.1100 

23.50 

80 

56.50 

5.00 

2.82 

0.0015 

0.0092 

31.74 

120 

88.26 

5.00 

4.41 

0.0015 

0.0470 

31.74 

60 

28.26 

20.00 

5.65 

0.0250 

0.0028 

24.20 

75 

50.80 

25.00 

12.70 

0.0150 

0.7545 

29.79 

120 

90.21 

5.00 

4.51 

0.0015 

0.0029 

29.79 

60 

30.21 

20.00 

6.04 

0.0250 

0.0084 

32.44 

120 

87.56 

5.00 

4.38 

0.0015 

0.0030 

32.44 

60 

27.56 

20.00 

5.51 

0.0250 

0.0071 

27.86 

75 

47.14 

25.00 

11.78 

0.0150 

0.3447 

27.86 

120 

92.14 

5.00 

4.61 

0.0015 

0.0039 

29.12 

120 

90.88 

5.00 

4.54 

0.0015 

0.0063 

28.63 

75 

46.37 

25.00 

11.59 

0.0150 

0.0961 

28.63 

80 

51.37 

5.00 

2.57 

0.0015 

0.0025 

28.65 

75 

46.35 

25.00 

11.59 

0.0150 

0.3377 

28.95 

75 

46.05 

25.00 

11.51 

0.0150 

0.0045 

28.95 

80 

51.05 

5.00 

2.55 

0.0015 

0.0122 

28.95 

75 

46.05 

25.00 

11.51 

0.0150 

0.0253 

28.95 

80 

51.05 

5.00 

2.55 

0.0015 

0.0020 

28.91 

80 

51.09 

5.00 

2.55 

0.0015 

0.0060 

25.83 

120 

94.17 

5.00 

4.71 

0.0015 

0.0156 

25.83 

60 

34.17 

20.00 

6.83 

0.0250 

0.0854 

22.70 

50 

27.30 

25.00 

6.83 

0.0250 

0.1608 

21.89 

80 

58.11 

5.00 

2.91 

0.0015 

0.0005 

23.52 

50 

26.48 

25.00 

6.62 

0.0250 

0.2407 

18.46 

80 

61.54 

5.00 

3.08 

0.0015 

0.0215 

20.88 

80 

59.12 

5.00 

2.96 

0.0015 

0.0252 

20.88 

80 

59.12 

5.00 

2.96 

0.0015 

0.0185 

21.86 

60 

38.14 

20.00 

7.63 

0.0200 

0.1512 

21.86 

80 

58.14 

5.00 

2.91 

0.0015 

0.0050 

22.34 

80 

57.66 

5.00 

2.88 

0.0015 

0.0041 

22.34 

80 

57.66 

5.00 

2.88 

0.0015 

0.0000 

19.98 

60 

40.02 

20.00 

8.00 

0.0200 

0.0085 

23.14 

60 

36.86 

20.00 

7.37 

0.0200 

0.7450 

23.14 

80 

56.86 

5.00 

2.84 

0.0015 

0.0228 

27.26 

78 

50.74 

20.00 

10.15 

0.0200 

0.2677 

25.50 

81 

55.50 

20.00 

11.10 

0.0020 

0.0054 

26.28 

65 

38.72 

25.00 

9.68 

0.0250 

0.2456 

24.24 

110 

85.76 

5.00 

4.29 

0.0015 

0.0040 

23.16 

80 

56.84 

5.00 

2.84 

0.0015 

0.0040 

23.16 

80 

56.84 

5.00 

2.84 

0.0015 

0.0009 

27.22 

65 

37.78 

25.00 

9.45 

0.0250 

0.1585 

27.22 

65 

37.78 

25.00 

9.45 

0.0250 

0.0564 

24.75 

81 

56.25 

20.00 

11.25 

0.0020 

0.0241 

24.75 

50 

25.25 

25.00 

6.31 

0.0250 

0.0921 

24.75 

81 

56.25 

20.00 

11.25 

0.0020 

0.0052 

22.23 

60 

37.77 

20.00 

7.55 

0.0200 

0.0063 

22.23 

60 

37.77 

5.00 

1.89 

0.0015 

0.0021 























































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Quartzite 


Quartzite 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Quartzite 


Older Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Quartzite 


Quartzite 


Phyllite & Schist 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Quartzite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

22.23 

80 

57.77 

5.00 

2.89 

0.0015 

0.0182 

21.14 

80 

58.86 

5.00 

2.94 

0.0015 

0.0015 

21.14 

80 

58.86 

5.00 

2.94 

0.0015 

0.0015 

22.19 

60 

37.81 

20.00 

7.56 

0.0200 

0.3925 

22.19 

80 

57.81 

5.00 

2.89 

0.0015 

0.0056 

22.19 

80 

57.81 

5.00 

2.89 

0.0015 

0.0004 

24.69 

78 

53.31 

20.00 

10.66 

0.0200 

0.0409 

21.81 

80 

58.19 

5.00 

2.91 

0.0015 

0.0019 

21.81 

80 

58.19 

5.00 

2.91 

0.0015 

0.0047 

21.62 

80 

58.38 

5.00 

2.92 

0.0015 

0.0112 

21.62 

80 

58.38 

5.00 

2.92 

0.0015 

0.0044 

16.21 

80 

63.79 

5.00 

3.19 

0.0015 

0.0001 

27.88 

81 

53.12 

20.00 

10.62 

0.0020 

0.0021 

22.21 

60 

37.79 

20.00 

7.56 

0.0200 

0.4906 

22.21 

60 

37.79 

5.00 

1.89 

0.0015 

0.0000 

22.21 

80 

57.79 

5.00 

2.89 

0.0015 

0.0277 

17.93 

60 

42.07 

20.00 

8.41 

0.0200 

0.3481 

17.93 

80 

62.07 

5.00 

3.10 

0.0015 

0.0019 

27.55 

65 

37.45 

25.00 

9.36 

0.0250 

0.1157 

21.21 

80 

58.79 

5.00 

2.94 

0.0015 

0.0097 

21.21 

80 

58.79 

5.00 

2.94 

0.0015 

0.0000 

21.53 

80 

58.47 

5.00 

2.92 

0.0015 

0.0040 

23.07 

80 

56.93 

5.00 

2.85 

0.0015 

0.0000 

23.01 

60 

36.99 

20.00 

7.40 

0.0200 

0.0315 

23.01 

80 

56.99 

5.00 

2.85 

0.0015 

0.0070 

23.01 

80 

56.99 

5.00 

2.85 

0.0015 

0.0011 

25.17 

81 

55.83 

20.00 

11.17 

0.0020 

0.0826 

21.55 

80 

58.45 

5.00 

2.92 

0.0015 

0.0030 

24.94 

81 

56.06 

20.00 

11.21 

0.0020 

0.0310 

24.94 

50 

25.06 

25.00 

6.27 

0.0250 

0.4450 

23.04 

60 

36.96 

20.00 

7.39 

0.0200 

0.4874 

24.96 

81 

56.04 

20.00 

11.21 

0.0020 

0.0510 

24.96 

50 

25.04 

25.00 

6.26 

0.0250 

0.3590 

25.17 

65 

39.83 

25.00 

9.96 

0.0250 

0.0006 

25.17 

65 

39.83 

25.00 

9.96 

0.0250 

0.6497 

25.89 

81 

55.11 

20.00 

11.02 

0.0020 

0.0405 

25.89 

50 

24.11 

25.00 

6.03 

0.0250 

0.0274 

25.02 

81 

55.98 

20.00 

11.20 

0.0020 

0.0702 

27.20 

50 

22.80 

25.00 

5.70 

0.0250 

0.0110 

27.20 

81 

53.80 

20.00 

10.76 

0.0020 

0.0022 

27.20 

50 

22.80 

25.00 

5.70 

0.0250 

0.1352 

25.27 

81 

55.73 

20.00 

11.15 

0.0020 

0.0181 

22.90 

60 

37.10 

20.00 

7.42 

0.0200 

0.2773 

22.90 

80 

57.10 

5.00 

2.86 

0.0015 

0.0038 

21.99 

50 

28.01 

25.00 

7.00 

0.0250 

0.0041 

21.06 

80 

58.94 

5.00 

2.95 

0.0015 

0.0307 

21.76 

80 

58.24 

5.00 

2.91 

0.0015 

0.0177 

22.25 

60 

37.75 

20.00 

7.55 

0.0200 

0.0625 

22.25 

50 

27.75 

25.00 

6.94 

0.0250 

0.1110 

21.58 

60 

38.42 

20.00 

7.68 

0.0200 

0.2222 

25.74 

65 

39.26 

25.00 

9.82 

0.0250 

0.3062 

25.74 

65 

39.26 

25.00 

9.82 

0.0250 

0.5609 

27.62 

65 

37.38 

25.00 

9.35 

0.0250 

0.0335 

23.13 

80 

56.87 

5.00 

2.84 

0.0015 

0.0490 

23.13 

80 

56.87 

5.00 

2.84 

0.0015 

0.0000 


























































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Older Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Quartzite 


Phyllite & Schist 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Quartzite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

23.08 

60 

36.92 

20.00 

7.38 

0.0200 

0.1113 

23.08 

80 

56.92 

5.00 

2.85 

0.0015 

0.0089 

23.08 

50 

26.92 

25.00 

6.73 

0.0250 

0.0258 

23.08 

60 

36.92 

20.00 

7.38 

0.0200 

0.4463 

23.08 

80 

56.92 

5.00 

2.85 

0.0015 

0.0062 

24.94 

81 

56.06 

20.00 

11.21 

0.0020 

0.0193 

24.94 

81 

56.06 

20.00 

11.21 

0.0020 

0.0096 

24.43 

50 

25.57 

25.00 

6.39 

0.0250 

0.0673 

22.97 

60 

37.03 

20.00 

7.41 

0.0200 

0.1953 

22.97 

80 

57.03 

5.00 

2.85 

0.0015 

0.0006 

22.97 

60 

37.03 

20.00 

7.41 

0.0200 

0.0363 

22.97 

80 

57.03 

5.00 

2.85 

0.0015 

0.0102 

22.64 

80 

57.36 

5.00 

2.87 

0.0015 

0.0007 

26.63 

50 

23.37 

25.00 

5.84 

0.0250 

0.2148 

26.63 

50 

23.37 

25.00 

5.84 

0.0250 

0.4281 

20.48 

80 

59.52 

5.00 

2.98 

0.0015 

0.0274 

19.26 

80 

60.74 

5.00 

3.04 

0.0015 

0.0333 

23.14 

80 

56.86 

5.00 

2.84 

0.0015 

0.0001 

24.52 

81 

56.48 

20.00 

11.30 

0.0020 

0.0910 

24.52 

110 

85.48 

5.00 

4.27 

0.0015 

0.0060 

24.52 

81 

56.48 

20.00 

11.30 

0.0020 

0.0019 

24.52 

110 

85.48 

5.00 

4.27 

0.0015 

0.0000 

23.22 

80 

56.78 

5.00 

2.84 

0.0015 

0.0041 

23.22 

80 

56.78 

5.00 

2.84 

0.0015 

0.0043 

23.29 

60 

36.71 

20.00 

7.34 

0.0200 

0.0513 

23.29 

50 

26.71 

25.00 

6.68 

0.0250 

0.1263 

23.29 

60 

36.71 

20.00 

7.34 

0.0200 

0.1478 

22.85 

60 

37.15 

20.00 

7.43 

0.0200 

0.1991 

22.85 

50 

27.15 

25.00 

6.79 

0.0250 

0.0000 

22.85 

60 

37.15 

20.00 

7.43 

0.0200 

0.0595 

22.85 

80 

57.15 

5.00 

2.86 

0.0015 

0.0006 

20.96 

80 

59.04 

5.00 

2.95 

0.0015 

0.0309 

16.24 

60 

43.76 

20.00 

8.75 

0.0200 

0.0426 

16.24 

80 

63.76 

5.00 

3.19 

0.0015 

0.0103 

21.86 

80 

58.14 

5.00 

2.91 

0.0015 

0.0181 

21.84 

60 

38.16 

20.00 

7.63 

0.0200 

0.0689 

25.89 

81 

55.11 

20.00 

11.02 

0.0020 

0.0007 

21.81 

65 

43.19 

25.00 

10.80 

0.0250 

0.0013 

25.93 

81 

55.07 

20.00 

11.01 

0.0020 

0.0157 

27.34 

81 

53.66 

20.00 

10.73 

0.0020 

0.0049 

27.34 

50 

22.66 

25.00 

5.67 

0.0250 

0.0601 

14.07 

60 

45.93 

20.00 

9.19 

0.0200 

0.0061 

27.29 

81 

53.71 

20.00 

10.74 

0.0020 

0.0003 

27.29 

50 

22.71 

25.00 

5.68 

0.0250 

0.0017 

27.94 

50 

22.06 

25.00 

5.51 

0.0250 

0.1488 

27.94 

50 

22.06 

25.00 

5.51 

0.0250 

0.1353 

22.96 

65 

42.04 

25.00 

10.51 

0.0250 

0.0546 

21.90 

60 

38.10 

20.00 

7.62 

0.0200 

0.1152 

21.90 

80 

58.10 

5.00 

2.90 

0.0015 

0.0029 

22.40 

78 

55.60 

20.00 

11.12 

0.0200 

0.3767 

22.40 

140 

117.60 

5.00 

5.88 

0.0015 

0.0062 

27.30 

81 

53.70 

20.00 

10.74 

0.0020 

0.0033 

27.30 

50 

22.70 

25.00 

5.67 

0.0250 

0.2005 

24.30 

81 

56.70 

20.00 

11.34 

0.0020 

0.0081 

24.30 

50 

25.70 

25.00 

6.42 

0.0250 

0.0478 











































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Quartzite 


Younger Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Quartzite 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Younger Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

24.30 

81 

56.70 

20.00 

11.34 

0.0020 

0.0511 

23.53 

60 

36.47 

20.00 

7.29 

0.0200 

0.2221 

23.53 

80 

56.47 

5.00 

2.82 

0.0015 

0.0035 

23.53 

60 

36.47 

20.00 

7.29 

0.0200 

0.0605 

23.53 

80 

56.47 

5.00 

2.82 

0.0015 

0.0086 

27.69 

65 

37.31 

25.00 

9.33 

0.0250 

0.2302 

27.38 

78 

50.62 

20.00 

10.12 

0.0200 

0.0904 

20.11 

60 

39.89 

20.00 

7.98 

0.0200 

0.0159 

20.11 

80 

59.89 

5.00 

2.99 

0.0015 

0.0026 

24.90 

65 

40.10 

25.00 

10.02 

0.0250 

0.0789 

24.02 

65 

40.98 

25.00 

10.24 

0.0250 

0.0139 

27.55 

81 

53.45 

20.00 

10.69 

0.0020 

0.0082 

27.55 

50 

22.45 

25.00 

5.61 

0.0250 

0.0882 

20.63 

60 

39.37 

20.00 

7.87 

0.0200 

0.0359 

20.63 

80 

59.37 

5.00 

2.97 

0.0015 

0.0008 

24.33 

65 

40.67 

25.00 

10.17 

0.0250 

0.7119 

22.93 

80 

57.07 

5.00 

2.85 

0.0015 

0.0028 

22.17 

60 

37.83 

5.00 

1.89 

0.0015 

0.0017 

22.17 

80 

57.83 

5.00 

2.89 

0.0015 

0.0208 

22.17 

80 

57.83 

5.00 

2.89 

0.0015 

0.0000 

24.80 

65 

40.20 

25.00 

10.05 

0.0250 

0.2621 

15.12 

80 

64.88 

5.00 

3.24 

0.0015 

0.0058 

27.51 

50 

22.49 

25.00 

5.62 

0.0250 

0.2117 

20.21 

80 

59.79 

5.00 

2.99 

0.0015 

0.0041 

23.19 

60 

36.81 

20.00 

7.36 

0.0200 

0.0540 

23.19 

80 

56.81 

5.00 

2.84 

0.0015 

0.0175 

26.47 

81 

54.53 

20.00 

10.91 

0.0020 

0.0212 

26.47 

50 

23.53 

25.00 

5.88 

0.0250 

0.0718 

23.24 

80 

56.76 

5.00 

2.84 

0.0015 

0.0262 

23.24 

80 

56.76 

5.00 

2.84 

0.0015 

0.0014 

21.78 

60 

38.22 

20.00 

7.64 

0.0200 

0.0031 

21.78 

80 

58.22 

5.00 

2.91 

0.0015 

0.0099 

21.42 

80 

58.58 

5.00 

2.93 

0.0015 

0.0074 

25.29 

50 

24.71 

25.00 

6.18 

0.0250 

0.0244 

25.29 

81 

55.71 

20.00 

11.14 

0.0020 

0.0072 

25.29 

50 

24.71 

25.00 

6.18 

0.0250 

0.5883 

24.96 

81 

56.04 

20.00 

11.21 

0.0020 

0.0003 

24.96 

50 

25.04 

25.00 

6.26 

0.0250 

0.3368 

25.12 

81 

55.88 

20.00 

11.18 

0.0020 

0.0163 

22.18 

60 

37.82 

20.00 

7.56 

0.0200 

0.3982 

22.18 

80 

57.82 

5.00 

2.89 

0.0015 

0.0210 

20.48 

80 

59.52 

5.00 

2.98 

0.0015 

0.0077 

21.05 

80 

58.95 

5.00 

2.95 

0.0015 

0.0030 

21.05 

80 

58.95 

5.00 

2.95 

0.0015 

0.0068 

24.11 

81 

56.89 

20.00 

11.38 

0.0020 

0.0131 

24.11 

81 

56.89 

20.00 

11.38 

0.0020 

0.0512 

15.62 

75 

59.38 

20.00 

11.88 

0.0200 

0.2026 

25.32 

110 

84.68 

20.00 

16.94 

0.0150 

0.4508 

25.32 

65 

39.68 

25.00 

9.92 

0.0250 

0.0000 

18.93 

90 

71.07 

10.00 

7.11 

0.0015 

0.0203 

10.57 

110 

99.43 

20.00 

19.89 

0.0150 

1.1981 

75.80 

110 

34.20 

20.00 

6.84 

0.0150 

0.2746 

75.80 

90 

14.20 

10.00 

1.42 

0.0015 

0.0039 

20.89 

110 

89.11 

20.00 

17.82 

0.0150 

0.0022 

64.31 

100 

35.69 

5.00 

1.78 

0.0015 

0.0076 
































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Younger Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Younger Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

64.31 

65 

0.69 

25.00 

0.17 

0.0250 

0.0000 

21.02 

110 

88.98 

20.00 

17.80 

0.0150 

0.5347 

21.02 

90 

68.98 

10.00 

6.90 

0.0015 

0.0098 

14.72 

110 

95.28 

20.00 

19.06 

0.0150 

0.7858 

14.72 

90 

75.28 

10.00 

7.53 

0.0015 

0.0000 

14.72 

110 

95.28 

20.00 

19.06 

0.0150 

1.1484 

17.30 

110 

92.70 

20.00 

18.54 

0.0150 

0.5672 

22.39 

90 

67.61 

10.00 

6.76 

0.0015 

0.0002 

31.57 

100 

68.43 

5.00 

3.42 

0.0015 

0.0039 

31.57 

65 

33.43 

25.00 

8.36 

0.0250 

0.2596 

25.94 

110 

84.06 

20.00 

16.81 

0.0150 

0.2244 

26.57 

110 

83.43 

20.00 

16.69 

0.0150 

0.1161 

58.67 

100 

41.33 

5.00 

2.07 

0.0015 

0.0038 

48.09 

90 

41.91 

10.00 

4.19 

0.0015 

0.0149 

18.50 

110 

91.50 

20.00 

18.30 

0.0150 

0.7485 

18.50 

90 

71.50 

10.00 

7.15 

0.0015 

0.0160 

28.01 

75 

46.99 

20.00 

9.40 

0.0200 

0.0000 

28.01 

65 

36.99 

25.00 

9.25 

0.0250 

0.1587 

15.71 

110 

94.29 

20.00 

18.86 

0.0150 

0.2873 

11.14 

110 

98.86 

20.00 

19.77 

0.0150 

0.3655 

29.89 

75 

45.11 

20.00 

9.02 

0.0200 

0.0044 

29.89 

65 

35.11 

25.00 

8.78 

0.0250 

0.0061 

14.80 

110 

95.20 

20.00 

19.04 

0.0150 

0.2088 

14.80 

90 

75.20 

10.00 

7.52 

0.0015 

0.0000 

49.49 

110 

60.51 

20.00 

12.10 

0.0150 

0.4259 

49.49 

90 

40.51 

10.00 

4.05 

0.0015 

0.0032 

69.55 

100 

30.45 

5.00 

1.52 

0.0015 

0.0035 

22.59 

110 

87.41 

20.00 

17.48 

0.0150 

0.1526 

22.59 

90 

67.41 

10.00 

6.74 

0.0015 

0.0144 

22.59 

65 

42.41 

25.00 

10.60 

0.0250 

0.0000 

22.86 

110 

87.14 

20.00 

17.43 

0.0150 

0.7026 

22.86 

90 

67.14 

10.00 

6.71 

0.0015 

0.0014 

20.83 

110 

89.17 

20.00 

17.83 

0.0150 

0.0186 

41.77 

100 

58.23 

5.00 

2.91 

0.0015 

0.0000 

20.87 

90 

69.13 

10.00 

6.91 

0.0015 

0.0262 

20.87 

65 

44.13 

25.00 

11.03 

0.0250 

0.0000 

73.39 

110 

36.61 

20.00 

7.32 

0.0150 

0.3506 

73.39 

90 

16.61 

10.00 

1.66 

0.0015 

0.0051 

15.86 

110 

94.14 

20.00 

18.83 

0.0150 

0.2337 

18.15 

110 

91.85 

20.00 

18.37 

0.0150 

0.2830 

52.42 

100 

47.58 

5.00 

2.38 

0.0015 

0.0104 

14.85 

75 

60.15 

20.00 

12.03 

0.0200 

0.0320 

9.98 

110 

100.02 

20.00 

20.00 

0.0150 

0.4886 

72.05 

110 

37.95 

20.00 

7.59 

0.0150 

0.5160 

72.05 

90 

17.95 

10.00 

1.80 

0.0015 

0.0058 

20.53 

110 

89.47 

20.00 

17.89 

0.0150 

0.8578 

20.53 

90 

69.47 

10.00 

6.95 

0.0015 

0.0062 

14.90 

110 

95.10 

20.00 

19.02 

0.0150 

1.0852 

18.12 

110 

91.88 

20.00 

18.38 

0.0150 

0.7254 

18.12 

90 

71.88 

10.00 

7.19 

0.0015 

0.0025 

15.74 

110 

94.26 

20.00 

18.85 

0.0150 

0.4289 

42.25 

90 

47.75 

10.00 

4.77 

0.0015 

0.0129 

28.43 

110 

81.57 

20.00 

16.31 

0.0150 

0.1100 

19.93 

110 

90.08 

20.00 

18.02 

0.0150 

0.0070 

31.18 

75 

43.82 

20.00 

8.76 

0.0200 

0.0097 















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Younger Alluvium 


Quartzite 


Quartzite 


Younger Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Younger Alluvium 


Quartzite 


Quartzite 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Younger Alluvium 


Older Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

20.43 

110 

89.57 

20.00 

17.91 

0.0150 

0.0875 

15.55 

110 

94.45 

20.00 

18.89 

0.0150 

1.4805 

15.55 

90 

74.45 

10.00 

7.44 

0.0015 

0.0134 

17.23 

110 

92.77 

20.00 

18.55 

0.0150 

0.3078 

15.44 

110 

94.56 

20.00 

18.91 

0.0150 

0.0249 

57.96 

110 

52.04 

20.00 

10.41 

0.0150 

1.4319 

57.96 

90 

32.04 

10.00 

3.20 

0.0015 

0.0297 

46.38 

100 

53.62 

5.00 

2.68 

0.0015 

0.0014 

46.38 

65 

18.62 

25.00 

4.65 

0.0250 

0.0034 

30.00 

90 

60.00 

10.00 

6.00 

0.0015 

0.0265 

57.42 

100 

42.58 

5.00 

2.13 

0.0015 

0.0025 

57.42 

65 

7.58 

25.00 

1.90 

0.0250 

0.0023 

20.83 

110 

89.17 

20.00 

17.83 

0.0150 

0.5833 

20.83 

90 

69.17 

10.00 

6.92 

0.0015 

0.0054 

16.66 

110 

93.34 

20.00 

18.67 

0.0150 

0.6380 

16.66 

90 

73.34 

10.00 

7.33 

0.0015 

0.0001 

29.04 

110 

80.96 

20.00 

16.19 

0.0150 

0.0161 

29.04 

90 

60.96 

10.00 

6.10 

0.0015 

0.0306 

53.60 

110 

56.40 

20.00 

11.28 

0.0150 

0.0633 

53.60 

90 

36.40 

10.00 

3.64 

0.0015 

0.0001 

13.86 

110 

96.14 

20.00 

19.23 

0.0150 

0.6760 

13.86 

90 

76.14 

10.00 

7.61 

0.0015 

0.0085 

44.08 

110 

65.92 

20.00 

13.18 

0.0150 

0.6071 

44.08 

90 

45.92 

10.00 

4.59 

0.0015 

0.0094 

15.02 

110 

94.98 

20.00 

19.00 

0.0150 

0.2083 

15.02 

90 

74.98 

10.00 

7.50 

0.0015 

0.0032 

26.70 

100 

73.30 

5.00 

3.67 

0.0015 

0.0026 

26.70 

65 

38.30 

25.00 

9.58 

0.0250 

0.4210 

75.83 

90 

14.17 

10.00 

1.42 

0.0015 

0.0000 

75.83 

90 

14.17 

10.00 

1.42 

0.0015 

0.0013 

21.96 

90 

68.04 

10.00 

6.80 

0.0015 

0.0117 

14.45 

110 

95.55 

20.00 

19.11 

0.0150 

0.5832 

14.45 

90 

75.55 

10.00 

7.55 

0.0015 

0.0055 

9.56 

110 

100.44 

20.00 

20.09 

0.0150 

1.0626 

9.56 

90 

80.44 

10.00 

8.04 

0.0015 

0.0002 

20.91 

110 

89.09 

20.00 

17.82 

0.0150 

0.0455 

59.44 

110 

50.56 

20.00 

10.11 

0.0150 

0.0986 

59.44 

90 

30.56 

10.00 

3.06 

0.0015 

0.0000 

15.24 

110 

94.76 

20.00 

18.95 

0.0150 

0.9514 

62.71 

100 

37.29 

5.00 

1.86 

0.0015 

0.0174 

61.59 

110 

48.41 

20.00 

9.68 

0.0150 

0.2144 

61.59 

90 

28.41 

10.00 

2.84 

0.0015 

0.0007 

42.65 

110 

67.35 

20.00 

13.47 

0.0150 

0.3444 

42.65 

90 

47.35 

10.00 

4.73 

0.0015 

0.0000 

36.20 

100 

63.80 

5.00 

3.19 

0.0015 

0.0001 

36.20 

65 

28.80 

25.00 

7.20 

0.0250 

0.0007 

15.17 

110 

94.83 

20.00 

18.97 

0.0150 

1.1368 

40.90 

100 

59.10 

5.00 

2.95 

0.0015 

0.0001 

40.90 

65 

24.10 

25.00 

6.02 

0.0250 

0.0032 

42.92 

110 

67.08 

20.00 

13.42 

0.0150 

0.4841 

18.04 

110 

91.96 

20.00 

18.39 

0.0150 

0.1255 

20.08 

110 

89.92 

20.00 

17.98 

0.0150 

0.2715 

20.08 

90 

69.92 

10.00 

6.99 

0.0015 

0.0195 

21.03 

110 

88.97 

20.00 

17.79 

0.0150 

0.0018 

28.24 

75 

46.76 

20.00 

9.35 

0.0200 

0.0000 
































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Younger Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

28.24 

65 

36.76 

25.00 

9.19 

0.0250 

0.4183 

14.88 

110 

95.12 

20.00 

19.02 

0.0150 

0.8878 

14.88 

90 

75.12 

10.00 

7.51 

0.0015 

0.0055 

29.77 

110 

80.23 

20.00 

16.05 

0.0150 

0.4901 

29.77 

90 

60.23 

10.00 

6.02 

0.0015 

0.0040 

63.91 

90 

26.09 

10.00 

2.61 

0.0015 

0.0002 

74.01 

90 

15.99 

10.00 

1.60 

0.0015 

0.0003 

47.87 

90 

42.13 

10.00 

4.21 

0.0015 

0.0003 

20.48 

90 

69.52 

10.00 

6.95 

0.0015 

0.0353 

17.13 

110 

92.87 

20.00 

18.57 

0.0150 

0.2509 

16.14 

110 

93.86 

20.00 

18.77 

0.0150 

0.0861 

19.75 

75 

55.25 

20.00 

11.05 

0.0200 

0.0265 

43.57 

110 

66.43 

20.00 

13.29 

0.0150 

0.2384 

43.57 

90 

46.43 

10.00 

4.64 

0.0015 

0.0253 

17.20 

110 

92.80 

20.00 

18.56 

0.0150 

0.4025 

46.29 

100 

53.71 

5.00 

2.69 

0.0015 

0.0004 

46.29 

65 

18.71 

25.00 

4.68 

0.0250 

0.0228 

50.81 

110 

59.19 

20.00 

11.84 

0.0150 

0.1037 

50.81 

90 

39.19 

10.00 

3.92 

0.0015 

0.0116 

66.05 

90 

23.95 

10.00 

2.40 

0.0015 

0.0000 

16.21 

110 

93.79 

20.00 

18.76 

0.0150 

3.2020 

16.21 

90 

73.79 

10.00 

7.38 

0.0015 

0.0106 

31.98 

110 

78.02 

20.00 

15.60 

0.0150 

1.3826 

20.17 

110 

89.83 

20.00 

17.97 

0.0150 

0.1609 

20.17 

90 

69.83 

10.00 

6.98 

0.0015 

0.0006 

14.76 

110 

95.24 

20.00 

19.05 

0.0150 

0.3042 

14.76 

90 

75.24 

10.00 

7.52 

0.0015 

0.0028 

27.29 

100 

72.71 

5.00 

3.64 

0.0015 

0.0038 

27.29 

65 

37.71 

25.00 

9.43 

0.0250 

0.8036 

13.16 

110 

96.84 

20.00 

19.37 

0.0150 

0.3551 

32.09 

65 

32.91 

25.00 

8.23 

0.0250 

0.0401 

20.92 

100 

79.08 

5.00 

3.95 

0.0015 

0.0029 

20.92 

65 

44.08 

25.00 

11.02 

0.0250 

2.4248 

17.18 

90 

72.82 

5.00 

3.64 

0.0015 

0.0002 

20.69 

65 

44.31 

25.00 

11.08 

0.0250 

0.0106 

24.62 

100 

75.38 

5.00 

3.77 

0.0015 

0.0147 

31.10 

60 

28.90 

20.00 

5.78 

0.0200 

0.0074 

28.01 

65 

36.99 

25.00 

9.25 

0.0250 

0.0680 

28.01 

65 

36.99 

25.00 

9.25 

0.0250 

0.1171 

21.24 

65 

43.76 

25.00 

10.94 

0.0250 

0.8332 

26.28 

65 

38.72 

25.00 

9.68 

0.0250 

0.7851 

27.22 

65 

37.78 

25.00 

9.45 

0.0250 

0.1023 

27.22 

65 

37.78 

25.00 

9.45 

0.0250 

0.0784 

27.55 

65 

37.45 

25.00 

9.36 

0.0250 

0.5102 

28.89 

90 

61.11 

10.00 

6.11 

0.0015 

0.0196 

25.03 

65 

39.97 

20.00 

7.99 

0.0200 

0.2590 

25.03 

80 

54.97 

5.00 

2.75 

0.0015 

0.0085 

20.78 

65 

44.22 

25.00 

11.05 

0.0250 

0.0535 

28.46 

90 

61.54 

10.00 

6.15 

0.0015 

0.0358 

23.61 

65 

41.39 

25.00 

10.35 

0.0250 

0.7675 

23.44 

60 

36.56 

20.00 

7.31 

0.0150 

0.1700 

23.44 

90 

66.56 

5.00 

3.33 

0.0015 

0.0063 

24.96 

65 

40.04 

25.00 

10.01 

0.0250 

0.0030 

24.96 

100 

75.04 

5.00 

3.75 

0.0015 

0.0016 

24.96 

65 

40.04 

25.00 

10.01 

0.0250 

0.6222 
















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Quartzite 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

19.24 

100 

80.76 

5.00 

4.04 

0.0015 

0.0035 

19.24 

65 

45.76 

25.00 

11.44 

0.0250 

0.7430 

19.94 

65 

45.06 

25.00 

11.26 

0.0250 

1.0652 

26.33 

90 

63.67 

10.00 

6.37 

0.0015 

0.0321 

18.45 

80 

61.55 

5.00 

3.08 

0.0015 

0.0004 

28.06 

65 

36.94 

25.00 

9.23 

0.0250 

0.6266 

28.06 

65 

36.94 

25.00 

9.23 

0.0250 

0.0214 

21.29 

65 

43.71 

25.00 

10.93 

0.0250 

0.2995 

32.35 

100 

67.65 

5.00 

3.38 

0.0015 

0.0071 

28.13 

65 

36.87 

25.00 

9.22 

0.0250 

0.0257 

28.13 

65 

36.87 

25.00 

9.22 

0.0250 

0.2123 

24.05 

65 

40.95 

25.00 

10.24 

0.0250 

0.2668 

32.68 

65 

32.32 

25.00 

8.08 

0.0250 

0.4799 

29.95 

60 

30.05 

20.00 

6.01 

0.0200 

0.0855 

24.05 

65 

40.95 

25.00 

10.24 

0.0250 

0.7866 

34.00 

65 

31.00 

25.00 

7.75 

0.0250 

0.0529 

27.62 

65 

37.38 

25.00 

9.35 

0.0250 

0.0966 

27.62 

65 

37.38 

25.00 

9.35 

0.0250 

0.3535 

30.36 

60 

29.64 

20.00 

5.93 

0.0200 

0.0324 

34.41 

75 

40.59 

20.00 

8.12 

0.0200 

0.2590 

34.41 

65 

30.59 

25.00 

7.65 

0.0250 

0.0526 

32.35 

60 

27.65 

20.00 

5.53 

0.0200 

0.4594 

32.35 

80 

47.65 

5.00 

2.38 

0.0015 

0.0002 

29.96 

100 

70.04 

5.00 

3.50 

0.0015 

0.0048 

23.04 

65 

41.96 

25.00 

10.49 

0.0250 

0.0941 

26.10 

100 

73.90 

5.00 

3.69 

0.0015 

0.0042 

26.10 

65 

38.90 

25.00 

9.72 

0.0250 

0.0083 

19.43 

80 

60.57 

5.00 

3.03 

0.0015 

0.0051 

30.59 

100 

69.41 

5.00 

3.47 

0.0015 

0.0171 

21.81 

65 

43.19 

25.00 

10.80 

0.0250 

0.1782 

33.75 

75 

41.25 

20.00 

8.25 

0.0200 

0.3328 

33.01 

75 

41.99 

20.00 

8.40 

0.0200 

0.5281 

33.01 

100 

66.99 

5.00 

3.35 

0.0015 

0.0114 

27.94 

50 

22.06 

25.00 

5.51 

0.0250 

0.1400 

27.94 

50 

22.06 

25.00 

5.51 

0.0250 

0.0018 

22.96 

65 

42.04 

25.00 

10.51 

0.0250 

0.0349 

27.69 

65 

37.31 

25.00 

9.33 

0.0250 

0.4887 

24.33 

65 

40.67 

25.00 

10.17 

0.0250 

0.2256 

33.92 

75 

41.08 

20.00 

8.22 

0.0200 

0.0627 

33.92 

100 

66.08 

5.00 

3.30 

0.0015 

0.0189 

33.92 

65 

31.08 

25.00 

7.77 

0.0250 

0.5574 

24.85 

90 

65.15 

10.00 

6.51 

0.0015 

0.0020 

28.86 

60 

31.14 

20.00 

6.23 

0.0200 

0.8809 

28.86 

80 

51.14 

5.00 

2.56 

0.0015 

0.0079 

42.76 

65 

22.24 

25.00 

5.56 

0.0250 

0.0000 

42.76 

65 

22.24 

25.00 

5.56 

0.0250 

0.0486 

20.19 

65 

44.81 

25.00 

11.20 

0.0250 

0.0350 

27.80 

65 

37.20 

25.00 

9.30 

0.0250 

0.5170 

24.12 

60 

35.88 

20.00 

7.18 

0.0150 

0.0893 

24.12 

90 

65.88 

5.00 

3.29 

0.0015 

0.0072 

28.91 

60 

31.09 

20.00 

6.22 

0.0200 

0.1474 

19.73 

100 

80.27 

5.00 

4.01 

0.0015 

0.0239 

19.73 

65 

45.27 

25.00 

11.32 

0.0250 

0.9247 

20.10 

100 

79.90 

5.00 

4.00 

0.0015 

0.0207 

11.58 

100 

88.42 

20.00 

17.68 

0.0100 

0.5871 
























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

20.52 

100 

79.48 

20.00 

15.90 

0.0100 

0.0987 

20.52 

100 

79.48 

20.00 

15.90 

0.0100 

0.1198 

16.42 

100 

83.58 

20.00 

16.72 

0.0100 

1.0373 

16.42 

100 

83.58 

20.00 

16.72 

0.0100 

0.1224 

9.37 

100 

90.63 

20.00 

18.13 

0.0100 

0.0726 

17.87 

100 

82.13 

20.00 

16.43 

0.0100 

0.5602 

17.87 

100 

82.13 

20.00 

16.43 

0.0100 

0.0259 

19.98 

60 

40.02 

20.00 

8.00 

0.0200 

0.5805 

14.66 

100 

85.34 

20.00 

17.07 

0.0100 

0.3431 

14.73 

100 

85.27 

20.00 

17.05 

0.0100 

0.6127 

20.41 

60 

39.59 

20.00 

7.92 

0.0200 

0.1530 

20.41 

60 

39.59 

20.00 

7.92 

0.0200 

0.3864 

14.32 

100 

85.68 

20.00 

17.14 

0.0100 

0.2541 

14.32 

100 

85.68 

20.00 

17.14 

0.0100 

0.0055 

10.90 

125 

114.10 

20.00 

22.82 

0.0100 

0.0048 

12.19 

125 

112.81 

20.00 

22.56 

0.0100 

0.5917 

24.29 

100 

75.71 

20.00 

15.14 

0.0100 

0.1606 

19.72 

100 

80.28 

20.00 

16.06 

0.0100 

0.9047 

10.06 

125 

114.94 

20.00 

22.99 

0.0100 

0.2060 

18.89 

100 

81.11 

20.00 

16.22 

0.0100 

0.0250 

12.66 

100 

87.34 

20.00 

17.47 

0.0100 

0.0217 

13.28 

100 

86.72 

20.00 

17.34 

0.0100 

0.0227 

15.57 

100 

84.43 

20.00 

16.89 

0.0100 

0.1322 

15.57 

100 

84.43 

20.00 

16.89 

0.0100 

0.6625 

14.79 

100 

85.21 

20.00 

17.04 

0.0100 

0.4894 

20.79 

100 

79.21 

20.00 

15.84 

0.0100 

0.5804 

21.81 

60 

38.19 

20.00 

7.64 

0.0200 

0.5349 

10.76 

100 

89.24 

20.00 

17.85 

0.0100 

0.1097 

12.88 

100 

87.12 

20.00 

17.42 

0.0100 

0.4220 

12.88 

100 

87.12 

20.00 

17.42 

0.0100 

0.7698 

16.93 

100 

83.07 

20.00 

16.61 

0.0100 

0.5057 

17.72 

100 

82.28 

20.00 

16.46 

0.0100 

0.4156 

17.72 

100 

82.28 

20.00 

16.46 

0.0100 

0.2922 

18.55 

100 

81.45 

20.00 

16.29 

0.0100 

0.3328 

12.81 

100 

87.19 

20.00 

17.44 

0.0100 

0.5295 

11.45 

125 

113.55 

20.00 

22.71 

0.0100 

0.4769 

16.58 

100 

83.42 

20.00 

16.68 

0.0100 

0.6098 

16.58 

100 

83.42 

20.00 

16.68 

0.0100 

0.0238 

16.44 

100 

83.56 

20.00 

16.71 

0.0100 

0.4601 

16.44 

100 

83.56 

20.00 

16.71 

0.0100 

0.1581 

21.29 

60 

38.71 

20.00 

7.74 

0.0200 

0.3761 

13.70 

100 

86.30 

20.00 

17.26 

0.0100 

0.2307 

13.70 

100 

86.30 

20.00 

17.26 

0.0100 

0.0239 

12.72 

125 

112.28 

20.00 

22.46 

0.0100 

0.0139 

12.72 

125 

112.28 

20.00 

22.46 

0.0100 

0.2760 

10.96 

125 

114.04 

20.00 

22.81 

0.0100 

0.1681 

10.89 

125 

114.11 

20.00 

22.82 

0.0100 

0.0676 

13.34 

100 

86.66 

20.00 

17.33 

0.0100 

0.1706 

15.00 

100 

85.00 

20.00 

17.00 

0.0100 

0.2877 

15.00 

100 

85.00 

20.00 

17.00 

0.0100 

0.0212 

12.83 

100 

87.17 

20.00 

17.43 

0.0100 

0.1163 

10.60 

100 

89.40 

20.00 

17.88 

0.0100 

0.0685 

11.86 

100 

88.14 

20.00 

17.63 

0.0100 

0.0691 

11.86 

100 

88.14 

20.00 

17.63 

0.0100 

0.2000 

20.13 

100 

79.87 

20.00 

15.97 

0.0100 

0.3146 











































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.06 

100 

87.94 

20.00 

17.59 

0.0100 

0.1079 

12.06 

100 

87.94 

20.00 

17.59 

0.0100 

0.0210 

19.73 

100 

80.27 

20.00 

16.05 

0.0100 

0.0660 

19.73 

100 

80.27 

20.00 

16.05 

0.0100 

0.0567 

12.23 

125 

112.77 

20.00 

22.55 

0.0100 

0.3475 

12.23 

125 

112.77 

20.00 

22.55 

0.0100 

0.2428 

21.05 

60 

38.95 

20.00 

7.79 

0.0200 

0.1927 

13.27 

100 

86.73 

20.00 

17.35 

0.0100 

0.4871 

13.27 

100 

86.73 

20.00 

17.35 

0.0100 

0.2846 

20.44 

60 

39.56 

20.00 

7.91 

0.0200 

0.4946 

24.12 

100 

75.88 

20.00 

15.18 

0.0100 

0.0568 

13.11 

125 

111.89 

20.00 

22.38 

0.0100 

0.4853 

13.11 

125 

111.89 

20.00 

22.38 

0.0100 

0.8000 

8.01 

100 

91.99 

20.00 

18.40 

0.0100 

0.3698 

10.19 

100 

89.81 

20.00 

17.96 

0.0100 

0.3892 

19.79 

60 

40.21 

20.00 

8.04 

0.0200 

1.4792 

22.20 

60 

37.80 

20.00 

7.56 

0.0200 

0.0584 

13.19 

100 

86.81 

20.00 

17.36 

0.0100 

1.0388 

11.60 

100 

88.40 

20.00 

17.68 

0.0100 

0.0543 

20.75 

100 

79.25 

20.00 

15.85 

0.0100 

0.0960 

19.70 

100 

80.30 

20.00 

16.06 

0.0100 

0.4016 

20.36 

60 

39.64 

20.00 

7.93 

0.0200 

0.4258 

17.97 

100 

82.03 

20.00 

16.41 

0.0100 

0.6988 

15.70 

100 

84.30 

20.00 

16.86 

0.0100 

0.9353 

13.82 

100 

86.18 

20.00 

17.24 

0.0100 

1.4880 

14.23 

100 

85.77 

20.00 

17.15 

0.0100 

0.4281 

14.23 

100 

85.77 

20.00 

17.15 

0.0100 

0.4860 

8.43 

100 

91.57 

20.00 

18.31 

0.0100 

0.5204 

10.86 

100 

89.14 

20.00 

17.83 

0.0100 

0.0127 

10.85 

125 

114.15 

20.00 

22.83 

0.0100 

0.1305 

16.31 

100 

83.69 

20.00 

16.74 

0.0100 

0.2334 

17.00 

100 

83.00 

20.00 

16.60 

0.0100 

0.0038 

17.00 

100 

83.00 

20.00 

16.60 

0.0100 

0.5322 

10.46 

100 

89.54 

20.00 

17.91 

0.0100 

0.1815 

21.68 

100 

78.32 

20.00 

15.66 

0.0100 

0.7382 

21.68 

100 

78.32 

20.00 

15.66 

0.0100 

0.0774 

16.34 

100 

83.66 

20.00 

16.73 

0.0100 

0.0172 

16.34 

100 

83.66 

20.00 

16.73 

0.0100 

0.0849 

7.60 

100 

92.40 

20.00 

18.48 

0.0100 

0.0011 

16.95 

100 

83.05 

20.00 

16.61 

0.0100 

0.7940 

10.71 

125 

114.29 

20.00 

22.86 

0.0100 

0.2616 

17.06 

100 

82.94 

20.00 

16.59 

0.0100 

0.3064 

17.06 

100 

82.94 

20.00 

16.59 

0.0100 

0.0291 

18.41 

100 

81.59 

20.00 

16.32 

0.0100 

0.3307 

11.03 

100 

88.97 

20.00 

17.79 

0.0100 

0.2047 

13.96 

100 

86.04 

20.00 

17.21 

0.0100 

0.7252 

13.96 

100 

86.04 

20.00 

17.21 

0.0100 

0.3546 

18.30 

100 

81.70 

20.00 

16.34 

0.0100 

0.1436 

21.59 

100 

78.41 

20.00 

15.68 

0.0100 

0.2458 

19.55 

100 

80.45 

20.00 

16.09 

0.0100 

0.0005 

14.57 

100 

85.43 

20.00 

17.09 

0.0100 

3.5531 

14.57 

100 

85.43 

20.00 

17.09 

0.0100 

0.0125 

23.04 

100 

76.96 

20.00 

15.39 

0.0100 

0.0143 

20.48 

100 

79.52 

20.00 

15.90 

0.0100 

0.6864 

20.43 

100 

79.57 

20.00 

15.91 

0.0100 

0.7907 















































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

21.74 

100 

78.26 

20.00 

15.65 

0.0100 

0.9148 

21.74 

100 

78.26 

20.00 

15.65 

0.0100 

0.2635 

14.58 

100 

85.42 

20.00 

17.08 

0.0100 

0.2023 

14.58 

100 

85.42 

20.00 

17.08 

0.0100 

0.7375 

15.38 

100 

84.62 

20.00 

16.92 

0.0100 

0.2494 

15.38 

100 

84.62 

20.00 

16.92 

0.0100 

0.3206 

17.97 

100 

82.03 

20.00 

16.41 

0.0100 

0.3086 

19.27 

100 

80.73 

20.00 

16.15 

0.0100 

1.0273 

19.27 

100 

80.73 

20.00 

16.15 

0.0100 

0.0266 

16.92 

100 

83.08 

20.00 

16.62 

0.0100 

0.2930 

18.54 

60 

41.46 

20.00 

8.29 

0.0200 

0.3491 

14.98 

100 

85.02 

20.00 

17.00 

0.0100 

0.3470 

19.83 

60 

40.17 

20.00 

8.03 

0.0200 

0.4427 

18.32 

100 

81.68 

20.00 

16.34 

0.0100 

0.5314 

9.20 

100 

90.80 

20.00 

18.16 

0.0100 

0.2984 

9.20 

100 

90.80 

20.00 

18.16 

0.0100 

0.0195 

20.43 

60 

39.57 

20.00 

7.91 

0.0200 

0.2245 

15.95 

100 

84.05 

20.00 

16.81 

0.0100 

0.0141 

15.95 

100 

84.05 

20.00 

16.81 

0.0100 

0.1753 

14.33 

100 

85.67 

20.00 

17.13 

0.0100 

0.8103 

14.33 

100 

85.67 

20.00 

17.13 

0.0100 

0.0217 

12.79 

100 

87.21 

20.00 

17.44 

0.0100 

0.0742 

22.47 

75 

52.53 

20.00 

10.51 

0.0200 

0.0207 

14.33 

100 

85.67 

20.00 

17.13 

0.0100 

0.2607 

13.83 

100 

86.17 

20.00 

17.23 

0.0100 

0.0143 

13.83 

100 

86.17 

20.00 

17.23 

0.0100 

0.0022 

23.42 

100 

76.58 

20.00 

15.32 

0.0100 

0.2292 

19.45 

60 

40.55 

20.00 

8.11 

0.0200 

0.0145 

20.64 

100 

79.36 

20.00 

15.87 

0.0100 

0.2489 

20.64 

100 

79.36 

20.00 

15.87 

0.0100 

0.0762 

14.91 

100 

85.09 

20.00 

17.02 

0.0100 

0.1822 

17.65 

100 

82.35 

20.00 

16.47 

0.0100 

0.2308 

17.65 

100 

82.35 

20.00 

16.47 

0.0100 

0.0954 

13.26 

100 

86.74 

20.00 

17.35 

0.0100 

0.1619 

13.26 

100 

86.74 

20.00 

17.35 

0.0100 

0.8336 

15.00 

100 

85.00 

20.00 

17.00 

0.0100 

0.3445 

15.00 

100 

85.00 

20.00 

17.00 

0.0100 

0.0628 

18.22 

100 

81.78 

20.00 

16.36 

0.0100 

0.6072 

18.22 

100 

81.78 

20.00 

16.36 

0.0100 

0.0452 

14.57 

100 

85.43 

20.00 

17.09 

0.0100 

1.0998 

14.57 

100 

85.43 

20.00 

17.09 

0.0100 

1.0307 

10.91 

100 

89.09 

20.00 

17.82 

0.0100 

0.0820 

15.70 

100 

84.30 

20.00 

16.86 

0.0100 

0.0302 

15.70 

100 

84.30 

20.00 

16.86 

0.0100 

0.1436 

12.38 

125 

112.62 

20.00 

22.52 

0.0100 

0.0548 

12.38 

125 

112.62 

20.00 

22.52 

0.0100 

0.0840 

12.77 

100 

87.23 

20.00 

17.45 

0.0100 

0.1196 

11.04 

125 

113.96 

20.00 

22.79 

0.0100 

0.2022 

11.25 

125 

113.75 

20.00 

22.75 

0.0100 

0.0268 

11.25 

125 

113.75 

20.00 

22.75 

0.0100 

0.9070 

18.07 

100 

81.93 

20.00 

16.39 

0.0100 

0.3124 

15.89 

100 

84.11 

20.00 

16.82 

0.0100 

0.0714 

15.89 

100 

84.11 

20.00 

16.82 

0.0100 

0.1051 

8.68 

100 

91.32 

20.00 

18.26 

0.0100 

0.0189 

10.14 

100 

89.86 

20.00 

17.97 

0.0100 

0.1723 






























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 

Census Code 

Nagla Paharkhan 

0807000501014400 

Naiwara 

0807000801053900 

Naiwari 

0807000801053700 

Nam 

0807000501016400 

Naroli 

0807000801052300 

Naswara 

0807000801058700 

Nawalpura 

0807000801052400 


Zone (Fresh 
/ Saline) 


Nayagaon Mafi 


Noorpur 


Nyamatpur 


Nyotha 


Padola 


Paharsar 


Pahua 


Pali 


Paprera 


Pathena 


Peeli 


Pichgai 


Piprau 


Preetampura 


Raina 


Raisees 


Ramnagar 


Rampura 


Rampura Patan 


Reengas Pura 


Rudh Sakeetra 


Rund Helak Bari 


Rundh Bansi Khurd 


Rundh Bhatawali 


Rundh Helak Chhoti 


Rundh Naiwara 


Sahajpura ( Rural ) 


Saindoli 


Salimpur 


Samantpura 


Samoochi 


Sarsaina 


0807000801058600 


0807000501017800 


0807000801059200 


0807000501017900 


0807000601030900 


0807000501015700 


0807000601032500 


0807000801058500 


0807000601031700 


0807000801052500 


0807000501018000 


0807000601033600 


0807000501017000 


0807000601031000 


0806001200951900 


0807000501015800 


0807000501011200 


0807000801058800 


0806001200952700 


0806001200950700 


0811000201361400 


0807000607900004 


0807000601032700 


0807000701034500 


0807000601031400 


0807000601032100 


0807000801053800 


0806001200952100 


0807000501013400 


0807000501013300 


0807000501011100 


0807000801051600 


0806001200951600 


0807000801054500 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

15.79 

100 

84.21 

20.00 

16.84 

0.0100 

0.2682 

18.68 

100 

81.33 

20.00 

16.27 

0.0100 

0.6985 

19.96 

100 

80.04 

20.00 

16.01 

0.0100 

0.4184 

18.64 

100 

81.36 

20.00 

16.27 

0.0100 

0.7347 

20.49 

100 

79.51 

20.00 

15.90 

0.0100 

0.3088 

15.19 

100 

84.81 

20.00 

16.96 

0.0100 

0.2671 

20.78 

100 

79.22 

20.00 

15.84 

0.0100 

0.1393 

20.78 

100 

79.22 

20.00 

15.84 

0.0100 

0.0138 

15.80 

100 

84.20 

20.00 

16.84 

0.0100 

0.0349 

15.80 

100 

84.20 

20.00 

16.84 

0.0100 

0.6277 

17.81 

100 

82.19 

20.00 

16.44 

0.0100 

0.3012 

9.16 

100 

90.84 

20.00 

18.17 

0.0100 

0.1831 

9.16 

100 

90.84 

20.00 

18.17 

0.0100 

0.2563 

17.44 

100 

82.56 

20.00 

16.51 

0.0100 

1.1114 

17.44 

100 

82.56 

20.00 

16.51 

0.0100 

0.0232 

10.45 

100 

89.55 

20.00 

17.91 

0.0100 

0.0012 

12.87 

100 

87.13 

20.00 

17.43 

0.0100 

0.6929 

10.26 

100 

89.74 

20.00 

17.95 

0.0100 

0.6727 

10.26 

100 

89.74 

20.00 

17.95 

0.0100 

0.0478 

16.25 

100 

83.75 

20.00 

16.75 

0.0100 

0.4653 

15.05 

100 

84.95 

20.00 

16.99 

0.0100 

0.4253 

15.05 

100 

84.95 

20.00 

16.99 

0.0100 

0.8386 

23.36 

100 

76.64 

20.00 

15.33 

0.0100 

0.6457 

17.26 

100 

82.74 

20.00 

16.55 

0.0100 

0.1484 

17.26 

100 

82.74 

20.00 

16.55 

0.0100 

0.1965 

10.69 

100 

89.31 

20.00 

17.86 

0.0100 

0.4639 

18.89 

100 

81.11 

20.00 

16.22 

0.0100 

1.0665 

18.89 

100 

81.11 

20.00 

16.22 

0.0100 

0.0325 

9.82 

100 

90.18 

20.00 

18.04 

0.0100 

0.1202 

9.82 

100 

90.18 

20.00 

18.04 

0.0100 

0.0605 

19.33 

60 

40.67 

20.00 

8.13 

0.0200 

0.0699 

13.46 

100 

86.54 

20.00 

17.31 

0.0100 

0.3255 

12.42 

100 

87.58 

20.00 

17.52 

0.0100 

0.5591 

12.42 

100 

87.58 

20.00 

17.52 

0.0100 

0.5439 

15.30 

100 

84.70 

20.00 

16.94 

0.0100 

0.3370 

19.67 

60 

40.33 

20.00 

8.07 

0.0200 

0.7111 

22.86 

60 

37.14 

20.00 

7.43 

0.0200 

0.0455 

21.94 

75 

53.06 

20.00 

10.61 

0.0200 

0.0280 

12.89 

100 

87.11 

20.00 

17.42 

0.0100 

0.1894 

10.88 

100 

89.12 

20.00 

17.82 

0.0100 

0.8659 

10.88 

100 

89.12 

20.00 

17.82 

0.0100 

0.5023 

11.19 

125 

113.81 

20.00 

22.76 

0.0100 

0.4283 

12.38 

100 

87.62 

20.00 

17.52 

0.0100 

0.0061 

12.38 

100 

87.62 

20.00 

17.52 

0.0100 

0.0398 

10.90 

100 

89.10 

20.00 

17.82 

0.0100 

0.0964 

19.28 

100 

80.72 

20.00 

16.14 

0.0100 

0.4360 

17.63 

60 

42.37 

20.00 

8.47 

0.0200 

0.2312 

23.16 

100 

76.84 

20.00 

15.37 

0.0100 

0.3817 

22.76 

100 

77.24 

20.00 

15.45 

0.0100 

0.2019 

11.61 

100 

88.39 

20.00 

17.68 

0.0100 

0.1047 

21.07 

100 

78.93 

20.00 

15.79 

0.0100 

0.6605 

21.07 

100 

78.93 

20.00 

15.79 

0.0100 

0.0090 

20.36 

60 

39.64 

20.00 

7.93 

0.0200 

0.5043 

20.36 

60 

39.64 

20.00 

7.93 

0.0200 

0.9891 

17.59 

100 

82.41 

20.00 

16.48 

0.0100 

0.1631 









































































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

17.59 

100 

82.41 

20.00 

16.48 

0.0100 

1.7008 

19.59 

60 

40.41 

20.00 

8.08 

0.0200 

0.6873 

13.51 

100 

86.49 

20.00 

17.30 

0.0100 

0.7478 

9.33 

100 

90.67 

20.00 

18.13 

0.0100 

0.0217 

9.33 

100 

90.67 

20.00 

18.13 

0.0100 

0.2021 

12.79 

100 

87.21 

20.00 

17.44 

0.0100 

0.1551 

12.12 

100 

87.88 

20.00 

17.58 

0.0100 

0.0088 

12.12 

100 

87.88 

20.00 

17.58 

0.0100 

0.0620 

14.21 

100 

85.79 

20.00 

17.16 

0.0100 

0.3992 

14.21 

100 

85.79 

20.00 

17.16 

0.0100 

0.0303 

18.00 

60 

42.00 

20.00 

8.40 

0.0200 

0.0838 

18.00 

60 

42.00 

20.00 

8.40 

0.0200 

0.0152 

9.86 

125 

115.14 

20.00 

23.03 

0.0100 

0.0732 

22.09 

100 

77.91 

20.00 

15.58 

0.0100 

1.0680 

15.87 

100 

84.13 

20.00 

16.83 

0.0100 

0.0725 

18.36 

100 

81.64 

20.00 

16.33 

0.0100 

0.7260 

10.64 

100 

89.36 

20.00 

17.87 

0.0100 

0.1213 

10.64 

100 

89.36 

20.00 

17.87 

0.0100 

0.3769 

19.75 

100 

80.25 

20.00 

16.05 

0.0100 

0.1998 

8.03 

100 

91.97 

20.00 

18.39 

0.0100 

1.0570 

9.55 

100 

90.45 

20.00 

18.09 

0.0100 

0.0019 

9.55 

100 

90.45 

20.00 

18.09 

0.0100 

0.0169 

9.55 

100 

90.45 

20.00 

18.09 

0.0100 

0.1344 

9.55 

100 

90.45 

20.00 

18.09 

0.0100 

0.0946 

10.22 

100 

89.78 

20.00 

17.96 

0.0100 

0.0691 

10.22 

100 

89.78 

20.00 

17.96 

0.0100 

0.1024 

10.22 

100 

89.78 

20.00 

17.96 

0.0100 

0.0378 

8.76 

100 

91.24 

20.00 

18.25 

0.0100 

2.2795 

11.31 

125 

113.69 

20.00 

22.74 

0.0100 

0.2970 

9.94 

100 

90.06 

20.00 

18.01 

0.0100 

1.1837 

9.94 

100 

90.06 

20.00 

18.01 

0.0100 

0.1642 

11.33 

125 

113.67 

20.00 

22.73 

0.0100 

0.4039 

13.28 

100 

86.72 

20.00 

17.34 

0.0100 

0.0907 

13.28 

100 

86.72 

20.00 

17.34 

0.0100 

0.0062 

10.98 

100 

89.02 

20.00 

17.80 

0.0100 

0.0332 

10.98 

100 

89.02 

20.00 

17.80 

0.0100 

0.0069 

10.98 

100 

89.02 

20.00 

17.80 

0.0100 

0.1068 

15.14 

125 

109.86 

20.00 

21.97 

0.0100 

0.0072 

15.14 

125 

109.86 

20.00 

21.97 

0.0100 

0.0423 

11.22 

125 

113.78 

20.00 

22.76 

0.0100 

1.1055 

11.22 

125 

113.78 

20.00 

22.76 

0.0100 

0.0128 

11.03 

100 

88.97 

20.00 

17.79 

0.0100 

0.6218 

15.09 

125 

109.91 

20.00 

21.98 

0.0100 

0.0562 

15.00 

125 

110.00 

20.00 

22.00 

0.0100 

0.0120 

15.00 

125 

110.00 

20.00 

22.00 

0.0100 

0.2214 

12.20 

100 

87.80 

20.00 

17.56 

0.0100 

0.0046 

12.20 

100 

87.80 

20.00 

17.56 

0.0100 

0.0188 

12.20 

100 

87.80 

20.00 

17.56 

0.0100 

0.0430 

12.20 

100 

87.80 

20.00 

17.56 

0.0100 

0.0474 

10.61 

125 

114.39 

20.00 

22.88 

0.0100 

0.0006 

10.61 

125 

114.39 

20.00 

22.88 

0.0100 

0.2229 

13.03 

125 

111.97 

20.00 

22.39 

0.0100 

0.0126 

13.03 

125 

111.97 

20.00 

22.39 

0.0100 

0.1000 

10.27 

100 

89.73 

20.00 

17.95 

0.0100 

0.5561 

10.27 

100 

89.73 

20.00 

17.95 

0.0100 

0.1169 

































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

9.57 

100 

90.43 

20.00 

18.09 

0.0100 

0.0057 

9.57 

100 

90.43 

20.00 

18.09 

0.0100 

0.2657 

8.87 

125 

116.13 

20.00 

23.23 

0.0100 

0.0801 

8.87 

125 

116.13 

20.00 

23.23 

0.0100 

0.5318 

6.29 

100 

93.71 

20.00 

18.74 

0.0100 

0.0004 

6.29 

100 

93.71 

20.00 

18.74 

0.0100 

0.0000 

6.29 

100 

93.71 

20.00 

18.74 

0.0100 

0.1271 

6.29 

100 

93.71 

20.00 

18.74 

0.0100 

0.5519 

6.29 

100 

93.71 

20.00 

18.74 

0.0100 

0.0030 

10.60 

125 

114.40 

20.00 

22.88 

0.0100 

0.1553 

10.60 

125 

114.40 

20.00 

22.88 

0.0100 

0.5187 

14.05 

125 

110.95 

20.00 

22.19 

0.0100 

0.0638 

14.05 

125 

110.95 

20.00 

22.19 

0.0100 

0.2196 

8.95 

100 

91.05 

20.00 

18.21 

0.0100 

0.4664 

8.95 

100 

91.05 

20.00 

18.21 

0.0100 

1.6592 

10.59 

125 

114.41 

20.00 

22.88 

0.0100 

0.6557 

11.73 

125 

113.27 

20.00 

22.65 

0.0100 

0.0000 

11.73 

125 

113.27 

20.00 

22.65 

0.0100 

0.6823 

8.72 

100 

91.28 

20.00 

18.26 

0.0100 

0.0486 

8.72 

100 

91.28 

20.00 

18.26 

0.0100 

0.5620 

9.19 

125 

115.81 

20.00 

23.16 

0.0100 

0.1524 

9.19 

125 

115.81 

20.00 

23.16 

0.0100 

0.5099 

9.19 

125 

115.81 

20.00 

23.16 

0.0100 

1.5658 

11.28 

125 

113.72 

20.00 

22.74 

0.0100 

0.9660 

11.28 

125 

113.72 

20.00 

22.74 

0.0100 

0.5279 

10.29 

125 

114.71 

20.00 

22.94 

0.0100 

0.0684 

10.29 

125 

114.71 

20.00 

22.94 

0.0100 

0.0001 

11.39 

125 

113.61 

20.00 

22.72 

0.0100 

0.5055 

6.55 

100 

93.45 

20.00 

18.69 

0.0100 

0.4533 

6.55 

100 

93.45 

20.00 

18.69 

0.0100 

0.0659 

6.55 

100 

93.45 

20.00 

18.69 

0.0100 

0.6318 

9.70 

100 

90.30 

20.00 

18.06 

0.0100 

0.0086 

9.70 

100 

90.30 

20.00 

18.06 

0.0100 

0.2324 

11.23 

125 

113.77 

20.00 

22.75 

0.0100 

0.3018 

8.47 

100 

91.53 

20.00 

18.31 

0.0100 

0.0506 

6.18 

100 

93.82 

20.00 

18.76 

0.0100 

0.0006 

6.18 

100 

93.82 

20.00 

18.76 

0.0100 

0.2305 

9.21 

100 

90.79 

20.00 

18.16 

0.0100 

0.1544 

9.21 

100 

90.79 

20.00 

18.16 

0.0100 

0.2729 

11.49 

125 

113.51 

20.00 

22.70 

0.0100 

0.5104 

11.49 

125 

113.51 

20.00 

22.70 

0.0100 

0.0629 

8.30 

125 

116.70 

20.00 

23.34 

0.0100 

0.1783 

8.62 

125 

116.38 

20.00 

23.28 

0.0100 

0.1291 

8.62 

125 

116.38 

20.00 

23.28 

0.0100 

0.0001 

8.62 

125 

116.38 

20.00 

23.28 

0.0100 

0.8765 

8.10 

125 

116.90 

20.00 

23.38 

0.0100 

0.5722 

6.08 

100 

93.92 

20.00 

18.78 

0.0100 

0.0000 

6.08 

100 

93.92 

20.00 

18.78 

0.0100 

0.0001 

6.08 

100 

93.92 

20.00 

18.78 

0.0100 

0.1494 

6.08 

100 

93.92 

20.00 

18.78 

0.0100 

0.0042 

13.20 

100 

86.80 

20.00 

17.36 

0.0100 

0.0319 

10.11 

100 

89.89 

20.00 

17.98 

0.0100 

0.0758 

11.76 

100 

88.24 

20.00 

17.65 

0.0100 

0.0093 

11.02 

125 

113.98 

20.00 

22.80 

0.0100 

0.0097 

11.02 

125 

113.98 

20.00 

22.80 

0.0100 

0.3762 

















































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Census Code 



Nagla Hatheepura 


Nagla Maloo 


Nagla Parsuram 


Nauganwa 


Rundh Ikaran 


Rundh Rarah 



Chak Charanwas 


Chak Pokharawala 


Charanwas @ Kali Pahar 


Chhaprari 


0807000701043000 


0807000601028700 


0807000701043100 


0807000701042200 


0807000701043200 


0807000601027900 


0807000701044700 


0807000701040800 


0807000601028000 


0807000701041100 


0812001001583500 


0812001001579400 


0812001001574500 


0812001101587700 


0812001001579300 


0812001101587800 


0812001001579000 







Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Older Alluvium 

Saline 

Non-command 

Older Alluvium 

Saline 

Non-command 

Older Alluvium 

Saline 

Command 

Older Alluvium 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Command 


Command 


Command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.00 

125 

114.00 

20.00 

22.80 

0.0100 

0.0001 

11.00 

125 

114.00 

20.00 

22.80 

0.0100 

0.2829 

11.47 

125 

113.53 

20.00 

22.71 

0.0100 

0.1565 

10.16 

100 

89.84 

20.00 

17.97 

0.0100 

0.0140 

10.16 

100 

89.84 

20.00 

17.97 

0.0100 

0.0922 

11.48 

125 

113.52 

20.00 

22.70 

0.0100 

0.3370 

10.55 

125 

114.45 

20.00 

22.89 

0.0100 

0.6587 

10.55 

125 

114.45 

20.00 

22.89 

0.0100 

0.3655 

12.60 

125 

112.40 

20.00 

22.48 

0.0100 

0.0018 

12.60 

125 

112.40 

20.00 

22.48 

0.0100 

0.2960 

11.15 

125 

113.85 

20.00 

22.77 

0.0100 

0.3667 

11.15 

125 

113.85 

20.00 

22.77 

0.0100 

0.0200 

11.15 

125 

113.85 

20.00 

22.77 

0.0100 

0.8270 

11.51 

125 

113.49 

20.00 

22.70 

0.0100 

0.7550 

11.89 

100 

88.11 

20.00 

17.62 

0.0100 

0.0916 

11.89 

100 

88.11 

20.00 

17.62 

0.0100 

1.3100 

10.75 

125 

114.25 

20.00 

22.85 

0.0100 

0.0021 

11.75 

125 

113.25 

20.00 

22.65 

0.0100 

0.2214 

11.75 

125 

113.25 

20.00 

22.65 

0.0100 

0.0600 

9.14 

125 

115.86 

20.00 

23.17 

0.0100 

0.0113 

9.14 

125 

115.86 

20.00 

23.17 

0.0100 

0.1990 

9.14 

125 

115.86 

20.00 

23.17 

0.0100 

0.1113 

9.14 

125 

115.86 

20.00 

23.17 

0.0100 

0.3460 

6.48 

100 

93.52 

20.00 

18.70 

0.0100 

0.4507 

6.48 

100 

93.52 

20.00 

18.70 

0.0100 

0.0097 

9.03 

100 

90.97 

20.00 

18.19 

0.0100 

0.1351 

9.03 

100 

90.97 

20.00 

18.19 

0.0100 

0.1119 

11.27 

100 

88.73 

20.00 

17.75 

0.0100 

1.4852 

9.64 

125 

115.36 

20.00 

23.07 

0.0100 

0.1317 

9.64 

125 

115.36 

20.00 

23.07 

0.0100 

0.4734 

9.51 

100 

90.49 

20.00 

18.10 

0.0100 

0.0219 

11.68 

125 

113.32 

20.00 

22.66 

0.0100 

0.1985 

11.68 

125 

113.32 

20.00 

22.66 

0.0100 

0.8970 

9.23 

100 

90.77 

20.00 

18.15 

0.0100 

0.4926 

10.09 

100 

89.91 

20.00 

17.98 

0.0100 

0.7412 

10.09 

100 

89.91 

20.00 

17.98 

0.0100 

0.0000 

10.24 

100 

89.76 

20.00 

17.95 

0.0100 

0.4895 

10.24 

100 

89.76 

20.00 

17.95 

0.0100 

1.3909 

6.05 

100 

93.95 

20.00 

18.79 

0.0100 

0.1504 

6.05 

100 

93.95 

20.00 

18.79 

0.0100 

1.6429 

9.23 

100 

90.77 

20.00 

18.15 

0.0100 

0.3371 

9.23 

100 

90.77 

20.00 

18.15 

0.0100 

0.0105 

38.81 

140 

101.19 

5.00 

5.06 

0.0015 

0.0551 

38.81 

75 

36.19 

20.00 

7.24 

0.0300 

1.0582 

40.30 

140 

99.70 

5.00 

4.98 

0.0015 

0.0303 

40.30 

75 

34.70 

20.00 

6.94 

0.0300 

0.4716 

30.87 

140 

109.13 

5.00 

5.46 

0.0015 

0.0001 

41.76 

75 

33.24 

20.00 

6.65 

0.0300 

0.4118 

43.90 

140 

96.10 

5.00 

4.81 

0.0015 

0.0105 

43.90 

75 

31.10 

20.00 

6.22 

0.0300 

0.2543 

26.33 

60 

33.67 

20.00 

6.73 

0.0250 

0.0286 

42.66 

75 

32.34 

20.00 

6.47 

0.0300 

0.0009 

27.50 

120 

92.50 

5.00 

4.62 

0.0015 

0.0163 

27.50 

60 

32.50 

20.00 

6.50 

0.0250 

0.5738 

42.24 

140 

97.76 

5.00 

4.89 

0.0015 

0.0193 

































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone (Fresh 
/ Saline) 



Type of Area 

(Command / Non- Hydrogeo 
command) 


03001028 


Pokharawala @ Anandpur 


Puth Ka Bas @ Chawa Ka 


Rajpurwas Tala 


Rampura @ Baniyawala 


Sangawala 


Arniya 


Bhikhawala 


Bhuranpura 


Bhuranpura @nestiwas 


Chak Manoharpur 


Chandawas 


Chandwaji 


Charanwas Gajaji 


Chharsa 


Deo Ka Harmara 


Gailadera 


0812001001579200 


0812001001575500 


0812001101587600 


0812001001576900 


0812000301477500 


0812001101586300 


0812001001576800 


0812001001576500 


0812001001577700 


0812001001577400 


0812001101586100 


0812000301477700 


0812001001576600 


0812000301474300 


1.98 Fresh 


6.64 Fresh 



7.16 Fresh 



9.72 Fresh 


2.78 Fresh 


3.38 Fresh 


4.83 Fresh 


4.16 Fresh 


3.62 Fresh 


1.86 Fresh 


0.91 Fresh 


7.51 Fresh 


6.21 Fresh 


3.67 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Younger All 


Quartzite 


Younger All 


Quartzite 


Younger All 


Quartzite 


Younger All 


Younger All 


Quartzite 


Younger All 


Quartzite 


Younger All 


Quartzite 


Younger All 


Quartzite 


Younger All 


Quartzite 


Younger All 


Younger All 


Quartzite 


Quartzite 


Younger All 


Quartzite 


Younger All 


Younger All 


Quartzite 


Younger All 


Quartzite 


Younger All 


Quartzite 


Younger All 


Quartzite 


Younger All 


Quartzite 


Younger All 


Quartzite 


Younger All 


Quartzite 


Younger All 


Older Alluv 


Younger All 


Younger All 


Younger All 


Younger All 


Younger All 


Quartzite 


Younger All 


Younger All 


Quartzite 


Younger All 


Younger All 


Younger All 


Quartzite 


Younger All 


Younger All 


ogical Unit 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

42.24 

75 

32.76 

20.00 

6.55 

0.0300 

0.9307 

33.82 

140 

106.18 

5.00 

5.31 

0.0015 

0.0004 

33.82 

75 

41.18 

20.00 

8.24 

0.0300 

0.0060 

43.69 

140 

96.31 

5.00 

4.82 

0.0015 

0.0001 

43.69 

75 

31.31 

20.00 

6.26 

0.0300 

0.0285 

41.67 

140 

98.33 

5.00 

4.92 

0.0015 

0.0418 

41.67 

75 

33.33 

20.00 

6.67 

0.0300 

1.1941 

31.37 

75 

43.64 

20.00 

8.73 

0.0300 

0.0717 

42.39 

140 

97.61 

5.00 

4.88 

0.0015 

0.0027 

42.39 

75 

32.61 

20.00 

6.52 

0.0300 

0.9443 

36.25 

140 

103.75 

5.00 

5.19 

0.0015 

0.0194 

36.25 

75 

38.75 

20.00 

7.75 

0.0300 

0.5492 

38.74 

140 

101.26 

5.00 

5.06 

0.0015 

0.0119 

38.74 

75 

36.26 

20.00 

7.25 

0.0300 

0.8850 

41.01 

140 

98.99 

5.00 

4.95 

0.0015 

0.0041 

41.01 

75 

33.99 

20.00 

6.80 

0.0300 

0.7585 

36.64 

140 

103.36 

5.00 

5.17 

0.0015 

0.0117 

36.64 

75 

38.36 

20.00 

7.67 

0.0300 

0.0215 

27.47 

75 

47.53 

20.00 

9.51 

0.0300 

0.0187 

42.84 

140 

97.16 

5.00 

4.86 

0.0015 

0.0004 

42.06 

140 

97.94 

5.00 

4.90 

0.0015 

0.0010 

42.06 

75 

32.94 

20.00 

6.59 

0.0300 

0.2743 

41.97 

140 

98.03 

5.00 

4.90 

0.0015 

0.0115 

41.97 

75 

33.03 

20.00 

6.61 

0.0300 

0.1489 

42.83 

75 

32.17 

20.00 

6.43 

0.0300 

0.1183 

36.68 

140 

103.32 

5.00 

5.17 

0.0015 

0.0185 

36.68 

75 

38.32 

20.00 

7.66 

0.0300 

0.5994 

24.17 

120 

95.83 

5.00 

4.79 

0.0015 

0.0043 

24.17 

60 

35.83 

20.00 

7.17 

0.0250 

0.2350 

29.92 

140 

110.08 

5.00 

5.50 

0.0015 

0.0123 

29.92 

75 

45.08 

20.00 

9.02 

0.0300 

0.6013 

40.83 

140 

99.17 

5.00 

4.96 

0.0015 

0.0089 

40.83 

75 

34.17 

20.00 

6.83 

0.0300 

0.3050 

42.36 

140 

97.64 

5.00 

4.88 

0.0015 

0.0000 

42.36 

75 

32.64 

20.00 

6.53 

0.0300 

0.2950 

41.64 

140 

98.36 

5.00 

4.92 

0.0015 

0.0218 

41.64 

75 

33.36 

20.00 

6.67 

0.0300 

0.2243 

33.90 

140 

106.10 

5.00 

5.31 

0.0015 

0.0244 

33.90 

75 

41.10 

20.00 

8.22 

0.0300 

0.0457 

48.96 

75 

26.04 

25.00 

6.51 

0.0150 

0.0614 

48.96 

80 

31.04 

20.00 

6.21 

0.0300 

0.9716 

24.85 

75 

50.15 

20.00 

10.03 

0.0300 

2.8933 

23.64 

80 

56.36 

20.00 

11.27 

0.0300 

0.8671 

23.32 

60 

36.68 

20.00 

7.34 

0.0250 

0.2588 

24.48 

75 

50.52 

20.00 

10.10 

0.0300 

1.2668 

33.87 

140 

106.13 

5.00 

5.31 

0.0015 

0.0223 

33.87 

75 

41.13 

20.00 

8.23 

0.0300 

0.3343 

24.57 

75 

50.43 

20.00 

10.09 

0.0300 

0.0926 

28.60 

140 

111.40 

5.00 

5.57 

0.0015 

0.0033 

28.60 

75 

46.40 

20.00 

9.28 

0.0300 

0.0324 

23.01 

60 

36.99 

20.00 

7.40 

0.0250 

0.0004 

21.17 

80 

58.83 

20.00 

11.77 

0.0300 

0.4195 

31.88 

140 

108.13 

5.00 

5.41 

0.0015 

0.0338 

31.88 

75 

43.13 

20.00 

8.63 

0.0300 

0.3355 

42.05 

80 

37.95 

20.00 

7.59 

0.0300 

0.0031 






























































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

41.57 

80 

38.43 

20.00 

7.69 

0.0300 

0.1491 

41.71 

80 

38.29 

20.00 

7.66 

0.0300 

0.0461 

42.44 

80 

37.56 

20.00 

7.51 

0.0300 

0.4995 

23.82 

75 

51.18 

20.00 

10.24 

0.0300 

0.7736 

43.92 

80 

36.08 

20.00 

7.22 

0.0300 

0.5063 

42.22 

80 

37.78 

20.00 

7.56 

0.0300 

0.2344 

22.87 

80 

57.13 

20.00 

11.43 

0.0300 

0.6126 

23.79 

75 

51.21 

20.00 

10.24 

0.0300 

0.2837 

19.11 

80 

60.89 

20.00 

12.18 

0.0300 

0.9381 

27.47 

75 

47.53 

20.00 

9.51 

0.0300 

0.0531 

28.07 

140 

111.93 

5.00 

5.60 

0.0015 

0.0139 

28.07 

75 

46.93 

20.00 

9.39 

0.0300 

1.7780 

25.15 

80 

54.85 

20.00 

10.97 

0.0300 

0.0216 

31.30 

140 

108.71 

5.00 

5.44 

0.0015 

0.0115 

31.30 

75 

43.71 

20.00 

8.74 

0.0300 

0.0286 

23.07 

60 

36.93 

20.00 

7.39 

0.0250 

0.0367 

39.13 

140 

100.87 

5.00 

5.04 

0.0015 

0.0146 

39.13 

80 

40.87 

20.00 

8.17 

0.0300 

0.5749 

36.10 

140 

103.90 

5.00 

5.20 

0.0015 

0.0319 

36.10 

80 

43.90 

20.00 

8.78 

0.0300 

0.3395 

55.18 

100 

44.82 

25.00 

11.20 

0.0150 

0.0356 

27.90 

140 

112.10 

5.00 

5.60 

0.0015 

0.0190 

27.90 

80 

52.10 

20.00 

10.42 

0.0300 

3.3480 

43.02 

80 

36.98 

20.00 

7.40 

0.0300 

0.9150 

39.15 

140 

100.85 

5.00 

5.04 

0.0015 

0.0007 

39.15 

75 

35.85 

20.00 

7.17 

0.0300 

0.3902 

28.53 

140 

111.47 

5.00 

5.57 

0.0015 

0.0001 

28.53 

80 

51.47 

20.00 

10.29 

0.0300 

2.1137 

43.94 

80 

36.06 

20.00 

7.21 

0.0300 

0.9389 

24.49 

80 

55.51 

20.00 

11.10 

0.0300 

0.0135 

51.18 

75 

23.82 

25.00 

5.96 

0.0150 

0.0569 

51.18 

80 

28.82 

20.00 

5.76 

0.0300 

0.0702 

25.94 

140 

114.06 

5.00 

5.70 

0.0015 

0.0014 

25.94 

75 

49.06 

20.00 

9.81 

0.0300 

0.6038 

43.73 

80 

36.27 

20.00 

7.25 

0.0300 

0.0058 

40.51 

80 

39.49 

20.00 

7.90 

0.0300 

0.0156 

32.79 

140 

107.21 

5.00 

5.36 

0.0015 

0.0095 

32.79 

80 

47.21 

20.00 

9.44 

0.0300 

0.2516 

42.00 

80 

38.00 

20.00 

7.60 

0.0300 

1.0265 

27.28 

75 

47.72 

20.00 

9.54 

0.0300 

0.0001 

23.64 

60 

36.36 

20.00 

7.27 

0.0250 

0.0213 

23.49 

60 

36.51 

20.00 

7.30 

0.0250 

0.0836 

42.72 

75 

32.28 

20.00 

6.46 

0.0300 

0.0226 

27.86 

140 

112.15 

5.00 

5.61 

0.0015 

0.0210 

27.86 

75 

47.15 

20.00 

9.43 

0.0300 

0.2215 

51.49 

100 

48.51 

25.00 

12.13 

0.0150 

0.0137 

51.49 

90 

38.51 

25.00 

9.63 

0.0200 

0.0055 

25.52 

80 

54.48 

20.00 

10.90 

0.0300 

1.4922 

42.10 

80 

37.90 

20.00 

7.58 

0.0300 

0.0005 

39.18 

140 

100.82 

5.00 

5.04 

0.0015 

0.0076 

39.18 

75 

35.82 

20.00 

7.16 

0.0300 

0.3217 

32.78 

140 

107.22 

5.00 

5.36 

0.0015 

0.0034 

32.78 

75 

42.22 

20.00 

8.44 

0.0300 

0.0042 

35.53 

140 

104.47 

5.00 

5.22 

0.0015 

0.0101 

35.53 

75 

39.47 

20.00 

7.89 

0.0300 

0.2073 





















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



03001029 


Surana 


Tejpura 


Tori 


Trilok Pura 


Udawala 


Vishan Garh 


Al Ka Was 


Alipur 


Anandpura 


Arniya 


Ashapura 


Badabas 


Badiyal Khurd 


Balloopura 


Banapura 


Bandikui (M) 


Bandikui Jageer(Rural] 


Barh Bishanpura 


Bas Biwai 


Basra Brahman 


Bishanpura 


Biwai 


Chainpura 


Chak Anandpura 


Chak Biwai 


Chak Rewasa 


Chamaron Ka Bas 


Chandera 


Chanpawas 


Cheemapura 


Census Code 


0812000301477800 


0812000301473100 


0812000301477600 


0812000301471700 


0812000301476900 


0812000301474800 


0811000101343600 


0811000101360400 


0811000101348200 


0811000101346200 


0811000101346800 


0811000101360600 


0811000101347200 


0806001000911500 


0811000101348900 


0811000141101000 


0811000101347800 


0811000101347600 


0811000101354500 


0811000101348300 


0811000101343500 


0811000101354400 


0811000101344100 


0811000101348100 


0811000101354600 


0811000101347400 


0811000101360000 


0811000101339800 


0811000101357800 


0811000101343700 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Quartzite 



3.57 Fresh 



0.36 Fresh 


5.53 Saline 


0.54 Fresh 


4.51 Fresh 


0.89 Fresh 


1.93 Saline 


3.00 Fresh 


0.94 Fresh 


1.73 Fresh 



3.01 Fresh 


1.13 Fresh 


0.60 Fresh 


2.15 Saline 


0.63 Fresh 



1.82 Fresh 


4.40 Saline 


0.44 Fresh 


1.57 Fresh 


2.63 Saline 


0.98 Fresh 


2.64 Saline 


8.59 Fresh 


1.50 Saline 


1.58 Fresh 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Younger Alluvium 


Gneisses(B.G.C) 


Older Alluvium 


Quartzite 


Older Alluvium 


Younger Alluvium 


Gneisses(B.G.C.) 


Older Alluvium 


Quartzite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Gneisses(B.G.C.) 


Older Alluvium 


Slate 


Limestone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Gneisses(B.G.C) 


Older Alluvium 


Gneisses(B.G.C) 


Quartzite 


Gneisses(B.G.C) 


Older Alluvium 


Older Alluvium 


Quartzite 


Gneisses(B.G.C) 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Gneisses(B.G.C.) 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Gneisses(B.G.C) 


Quartzite 


Limestone 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

19.36 

80 

60.64 

20.00 

12.13 

0.0300 

0.5057 

41.73 

80 

38.27 

20.00 

7.65 

0.0300 

0.0406 

22.95 

80 

57.05 

20.00 

11.41 

0.0300 

1.4002 

44.70 

80 

35.30 

20.00 

7.06 

0.0300 

0.0847 

24.34 

80 

55.66 

20.00 

11.13 

0.0300 

0.0720 

38.54 

140 

101.46 

5.00 

5.07 

0.0015 

0.0703 

38.54 

80 

41.46 

20.00 

8.29 

0.0300 

1.2931 

41.73 

100 

58.27 

5.00 

2.91 

0.0015 

0.0113 

41.73 

81 

39.27 

20.00 

7.85 

0.0020 

0.0111 

41.73 

110 

68.27 

5.00 

3.41 

0.0015 

0.0015 

41.62 

81 

39.38 

20.00 

7.88 

0.0020 

0.0057 

29.70 

50 

20.30 

20.00 

4.06 

0.0200 

0.4166 

40.96 

100 

59.04 

5.00 

2.95 

0.0015 

0.0024 

32.42 

81 

48.58 

20.00 

9.72 

0.0020 

0.0000 

32.42 

110 

77.58 

5.00 

3.88 

0.0015 

0.0000 

38.12 

81 

42.88 

20.00 

8.58 

0.0020 

0.0152 

31.60 

50 

18.40 

20.00 

3.68 

0.0200 

0.0380 

39.87 

81 

41.13 

20.00 

8.23 

0.0020 

0.0353 

39.87 

110 

70.13 

5.00 

3.51 

0.0015 

0.0026 

35.94 

70 

34.06 

20.00 

6.81 

0.0150 

0.0082 

40.01 

100 

59.99 

5.00 

3.00 

0.0015 

0.0031 

40.01 

81 

40.99 

20.00 

8.20 

0.0020 

0.0001 

40.01 

100 

59.99 

5.00 

3.00 

0.0015 

0.0019 

31.25 

80 

48.75 

8.00 

3.90 

0.0015 

0.0026 

31.25 

70 

38.75 

20.00 

7.75 

0.0150 

0.0411 

36.31 

81 

44.69 

20.00 

8.94 

0.0020 

0.0056 

38.68 

81 

42.32 

20.00 

8.46 

0.0020 

0.0127 

40.37 

81 

40.63 

20.00 

8.13 

0.0020 

0.0097 

29.08 

81 

51.92 

15.00 

7.79 

0.0020 

0.0335 

39.48 

100 

60.52 

5.00 

3.03 

0.0015 

0.0005 

39.48 

81 

41.52 

20.00 

8.30 

0.0020 

0.0087 

42.31 

100 

57.69 

5.00 

2.88 

0.0015 

0.0775 

42.31 

110 

67.69 

5.00 

3.38 

0.0015 

0.0007 

34.33 

100 

65.67 

5.00 

3.28 

0.0015 

0.0008 

34.33 

81 

46.67 

20.00 

9.33 

0.0020 

0.0053 

25.82 

70 

44.18 

20.00 

8.84 

0.0150 

1.0664 

25.82 

100 

74.18 

5.00 

3.71 

0.0015 

0.0099 

38.11 

100 

61.89 

5.00 

3.09 

0.0015 

0.0007 

38.11 

81 

42.89 

20.00 

8.58 

0.0020 

0.0147 

41.23 

81 

39.77 

20.00 

7.95 

0.0020 

0.0289 

30.27 

81 

50.73 

15.00 

7.61 

0.0020 

0.0509 

41.17 

110 

68.83 

5.00 

3.44 

0.0015 

0.0021 

40.55 

100 

59.45 

5.00 

2.97 

0.0015 

0.0035 

40.55 

81 

40.45 

20.00 

8.09 

0.0020 

0.0127 

28.80 

81 

52.20 

15.00 

7.83 

0.0020 

0.0067 

41.04 

81 

39.96 

20.00 

7.99 

0.0020 

0.0157 

25.53 

50 

24.47 

20.00 

4.89 

0.0200 

0.1957 

22.44 

81 

58.56 

20.00 

11.71 

0.0020 

0.0066 

24.49 

81 

56.51 

15.00 

8.48 

0.0020 

0.0197 

41.50 

81 

39.50 

20.00 

7.90 

0.0020 

0.0191 

41.50 

110 

68.50 

5.00 

3.43 

0.0015 

0.0019 

41.22 

100 

58.78 

5.00 

2.94 

0.0015 

0.0011 

41.22 

110 

68.78 

5.00 

3.44 

0.0015 

0.0047 

23.03 

80 

56.97 

8.00 

4.56 

0.0015 

0.0011 

23.03 

70 

46.97 

20.00 

9.39 

0.0150 

0.3230 















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Dewara 


Dhapawan Kalan 


Dhigariya Bhim 


Dhigariya Kapoor 


Dilawarpura 


Gurha Ashikpura 


Gurha Katla 


Guwara Ghesli 


Harnathpura 


Hingota 


Jaipura 


Jaitpura 


Jamdoli 


Jhajhi Rampura 


Jhoonpri Pesarana 


Joneta 


Kaler 


Kaneti 


Kankarwas 


Kanwarpura 


Kareeriya 


Karnawar 


Census Code 


0811000101348400 


0811000101343800 



0811000101359200 


0811000101359100 


0811000101341600 


0811000101354700 


0811000101341700 


0811000101354900 


0811000101341400 


0806001000910200 


0811000101348000 


0811000101359900 


0811000101343000 


0811000101344300 


0806001000915500 


0811000101342700 


0811000101349100 


0806001000909300 


0811000101342500 


0811000101359500 


0811000101360300 


0811000101347100 


0811000101357500 


0811000101342000 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Older Alluvium 



3.08 Fresh 


6.99 Saline 


2.93 Saline 


4.00 Fresh 


2.58 Saline 


8.86 Fresh 



1.80 Saline 


4.73 Fresh 


0.44 Fresh 


1.12 Fresh 


3.13 Saline 


1.91 Fresh 



1.57 Fresh 


17.62 Fresh 


5.05 Fresh 


0.87 Fresh 


2.02 Fresh 


3.31 Fresh 


1.94 Saline 


3.23 Fresh 


Saline 


0.84 Fresh 


1.60 Saline 


7.24 Fresh 



Keshrisinghpura 


Khari Ki Jhonpari 


0811000101360200 


3.10 Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Quartzite 


Older Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Gneisses(B.G.C.) 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Quartzite 


Gneisses(B.G.C) 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Gneisses(B.G.C.) 


Older Alluvium 


Gneisses(B.G.C.) 


Older Alluvium 


Quartzite 


Quartzite 


Slate 


Gneisses(B.G.C) 


Quartzite 


Gneisses(B.G.C) 


Older Alluvium 


Gneisses(B.G.C) 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Gneisses(B.G.C) 


Older Alluvium 


Slate 


Gneisses(B.G.C.) 


Older Alluvium 


Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

40.94 

100 

59.06 

5.00 

2.95 

0.0015 

0.0061 

41.75 

81 

39.25 

20.00 

7.85 

0.0020 

0.0043 

41.75 

110 

68.25 

5.00 

3.41 

0.0015 

0.0065 

41.20 

81 

39.80 

20.00 

7.96 

0.0020 

0.0001 

41.20 

110 

68.80 

5.00 

3.44 

0.0015 

0.0156 

28.99 

50 

21.01 

20.00 

4.20 

0.0200 

0.1037 

29.88 

50 

20.12 

20.00 

4.02 

0.0200 

0.0756 

36.73 

81 

44.27 

20.00 

8.85 

0.0020 

0.0428 

36.73 

110 

73.27 

5.00 

3.66 

0.0015 

0.0011 

25.27 

81 

55.73 

15.00 

8.36 

0.0020 

0.0216 

40.49 

81 

40.51 

20.00 

8.10 

0.0020 

0.0312 

40.49 

110 

69.51 

5.00 

3.48 

0.0015 

0.0173 

41.33 

100 

58.67 

5.00 

2.93 

0.0015 

0.0061 

41.33 

81 

39.67 

20.00 

7.93 

0.0020 

0.0063 

29.30 

81 

51.70 

20.00 

10.34 

0.0020 

0.0024 

29.30 

81 

51.70 

15.00 

7.76 

0.0020 

0.0166 

29.30 

50 

20.70 

20.00 

4.14 

0.0200 

0.0015 

35.48 

70 

34.52 

20.00 

6.90 

0.0150 

0.0919 

35.48 

100 

64.52 

5.00 

3.23 

0.0015 

0.0002 

41.44 

100 

58.56 

5.00 

2.93 

0.0015 

0.0210 

41.44 

81 

39.56 

20.00 

7.91 

0.0020 

0.0201 

41.44 

110 

68.56 

5.00 

3.43 

0.0015 

0.0058 

30.62 

81 

50.38 

15.00 

7.56 

0.0020 

0.0255 

35.59 

81 

45.41 

20.00 

9.08 

0.0020 

0.0024 

35.59 

110 

74.41 

5.00 

3.72 

0.0015 

0.0050 

42.37 

70 

27.63 

20.00 

5.53 

0.0150 

0.0368 

39.75 

81 

41.25 

20.00 

8.25 

0.0020 

0.0184 

24.38 

50 

25.62 

20.00 

5.12 

0.0200 

0.1227 

41.48 

100 

58.52 

5.00 

2.93 

0.0015 

0.0061 

41.48 

81 

39.52 

20.00 

7.90 

0.0020 

0.0076 

43.91 

100 

56.09 

5.00 

2.80 

0.0015 

0.0063 

43.91 

81 

37.09 

20.00 

7.42 

0.0020 

0.0196 

43.91 

110 

66.09 

5.00 

3.30 

0.0015 

0.0000 

38.94 

110 

71.06 

5.00 

3.55 

0.0015 

0.0084 

37.21 

100 

62.79 

5.00 

3.14 

0.0015 

0.0002 

42.06 

100 

57.94 

5.00 

2.90 

0.0015 

0.0095 

42.06 

110 

67.94 

5.00 

3.40 

0.0015 

0.0058 

38.99 

100 

61.01 

5.00 

3.05 

0.0015 

0.0040 

41.52 

70 

28.48 

20.00 

5.70 

0.0150 

0.1727 

43.67 

100 

56.33 

5.00 

2.82 

0.0015 

0.0139 

24.52 

50 

25.48 

20.00 

5.10 

0.0200 

0.1120 

34.42 

50 

15.58 

25.00 

3.90 

0.0250 

0.0008 

34.42 

50 

15.58 

20.00 

3.12 

0.0200 

0.0669 

39.86 

81 

41.14 

20.00 

8.23 

0.0020 

0.0139 

26.72 

81 

54.28 

15.00 

8.14 

0.0020 

0.0260 

41.75 

81 

39.25 

20.00 

7.85 

0.0020 

0.0193 

41.75 

110 

68.25 

5.00 

3.41 

0.0015 

0.0302 

38.66 

81 

42.34 

20.00 

8.47 

0.0020 

0.0100 

38.66 

110 

71.34 

5.00 

3.57 

0.0015 

0.0067 

38.70 

100 

61.30 

5.00 

3.07 

0.0015 

0.0037 

38.70 

81 

42.30 

20.00 

8.46 

0.0020 

0.0278 

38.70 

100 

61.30 

5.00 

3.07 

0.0015 

0.0001 

41.28 

100 

58.72 

5.00 

2.94 

0.0015 

0.0000 

41.28 

81 

39.72 

20.00 

7.94 

0.0020 

0.0429 

28.48 

50 

21.52 

20.00 

4.30 

0.0200 

0.2662 

































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Quartzite 


Gneisses(B.G.C) 


Older Alluvium 


Limestone 


Older Alluvium 


Quartzite 


Older Alluvium 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Older Alluvium 


Slate 


Older Alluvium 


Older Alluvium 


Gneisses(B.G.C) 


Older Alluvium 


Gneisses(B.G.C) 


Older Alluvium 


Gneisses(B.G.C) 


Older Alluvium 


Quartzite 


Older Alluvium 


Limestone 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Limestone 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Limestone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Limestone 


Older Alluvium 


Limestone 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

18.52 

70 

51.48 

20.00 

10.30 

0.0150 

0.2978 

18.52 

100 

81.48 

5.00 

4.07 

0.0015 

0.0007 

41.72 

110 

68.28 

5.00 

3.41 

0.0015 

0.0051 

29.50 

81 

51.50 

20.00 

10.30 

0.0020 

0.0240 

29.50 

110 

80.50 

5.00 

4.03 

0.0015 

0.0000 

36.18 

100 

63.82 

5.00 

3.19 

0.0015 

0.0019 

41.12 

81 

39.88 

20.00 

7.98 

0.0020 

0.0396 

14.67 

80 

65.33 

8.00 

5.23 

0.0015 

0.0027 

14.67 

70 

55.33 

20.00 

11.07 

0.0150 

0.4944 

14.67 

100 

85.33 

5.00 

4.27 

0.0015 

0.0086 

30.53 

81 

50.47 

15.00 

7.57 

0.0020 

0.0037 

40.84 

100 

59.16 

5.00 

2.96 

0.0015 

0.0042 

38.28 

80 

41.72 

4.00 

1.67 

0.0015 

0.0000 

38.28 

80 

41.72 

20.00 

8.34 

0.0150 

0.0796 

38.28 

100 

61.72 

5.00 

3.09 

0.0015 

0.0080 

38.28 

80 

41.72 

20.00 

8.34 

0.0150 

0.1266 

26.57 

70 

43.43 

20.00 

8.69 

0.0150 

0.1558 

37.39 

100 

62.61 

5.00 

3.13 

0.0015 

0.0111 

37.39 

81 

43.61 

20.00 

8.72 

0.0020 

0.0018 

39.16 

100 

60.84 

5.00 

3.04 

0.0015 

0.0057 

39.16 

81 

41.84 

20.00 

8.37 

0.0020 

0.0029 

42.72 

100 

57.28 

5.00 

2.86 

0.0015 

0.0046 

42.72 

81 

38.28 

20.00 

7.66 

0.0020 

0.0254 

39.82 

110 

70.18 

5.00 

3.51 

0.0015 

0.0036 

24.77 

81 

56.23 

15.00 

8.44 

0.0020 

0.0194 

33.75 

80 

46.25 

8.00 

3.70 

0.0015 

0.0011 

33.75 

70 

36.25 

20.00 

7.25 

0.0150 

0.2044 

24.34 

81 

56.66 

15.00 

8.50 

0.0020 

0.0231 

24.34 

50 

25.66 

20.00 

5.13 

0.0200 

0.0517 

25.83 

81 

55.17 

15.00 

8.28 

0.0020 

0.0064 

25.83 

50 

24.17 

20.00 

4.83 

0.0200 

0.2536 

26.19 

81 

54.81 

15.00 

8.22 

0.0020 

0.0157 

26.19 

50 

23.81 

20.00 

4.76 

0.0200 

0.0437 

42.29 

80 

37.71 

8.00 

3.02 

0.0015 

0.0062 

42.29 

70 

27.71 

20.00 

5.54 

0.0150 

0.1697 

35.47 

81 

45.53 

20.00 

9.11 

0.0020 

0.0706 

35.47 

110 

74.53 

5.00 

3.73 

0.0015 

0.0077 

37.70 

81 

43.30 

20.00 

8.66 

0.0020 

0.0206 

24.63 

80 

55.37 

8.00 

4.43 

0.0015 

0.0044 

24.63 

70 

45.37 

20.00 

9.07 

0.0150 

0.0013 

33.66 

81 

47.34 

20.00 

9.47 

0.0020 

0.0047 

36.10 

70 

33.90 

20.00 

6.78 

0.0150 

0.0042 

36.10 

100 

63.90 

5.00 

3.20 

0.0015 

0.0019 

28.17 

81 

52.83 

15.00 

7.93 

0.0020 

0.0489 

36.70 

81 

44.30 

20.00 

8.86 

0.0020 

0.0179 

41.11 

70 

28.89 

20.00 

5.78 

0.0150 

0.2153 

39.99 

81 

41.01 

20.00 

8.20 

0.0020 

0.0282 

29.74 

80 

50.26 

8.00 

4.02 

0.0015 

0.0045 

38.04 

70 

31.96 

20.00 

6.39 

0.0150 

0.3996 

43.29 

80 

36.71 

8.00 

2.94 

0.0015 

0.0130 

43.29 

70 

26.71 

20.00 

5.34 

0.0150 

0.2065 

28.39 

81 

52.61 

15.00 

7.89 

0.0020 

0.0001 

28.39 

50 

21.61 

20.00 

4.32 

0.0200 

0.0545 

32.46 

81 

48.54 

20.00 

9.71 

0.0020 

0.0058 

32.46 

81 

48.54 

15.00 

7.28 

0.0020 

0.0155 
































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Older Alluvium 


Gneisses(B.G.C) 


Older Alluvium 


Older Alluvium 


Gneisses(B.G.C.) 


Younger Alluvium 


Older Alluvium 


Quartzite 


Gneisses(B.G.C.) 


Older Alluvium 


Quartzite 


Older Alluvium 


Limestone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Limestone 


Older Alluvium 


Quartzite 


Gneisses(B.G.C) 


Quartzite 


Older Alluvium 


Quartzite 


Limestone 


Older Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Quartzite 


Limestone 


Gneisses(B.G.C) 


Quartzite 


Slate 


Gneisses(B.G.C) 


Older Alluvium 


Limestone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Gneisses(B.G.C) 


Older Alluvium 


Quartzite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

39.23 

81 

41.77 

20.00 

8.35 

0.0020 

0.0599 

35.48 

100 

64.52 

5.00 

3.23 

0.0015 

0.0001 

35.48 

81 

45.52 

20.00 

9.10 

0.0020 

0.0402 

35.48 

81 

45.52 

15.00 

6.83 

0.0020 

0.0180 

41.33 

100 

58.67 

5.00 

2.93 

0.0015 

0.0071 

25.56 

50 

24.44 

20.00 

4.89 

0.0200 

0.3240 

41.62 

81 

39.38 

20.00 

7.88 

0.0020 

0.0003 

41.62 

110 

68.38 

5.00 

3.42 

0.0015 

0.0049 

41.80 

100 

58.20 

5.00 

2.91 

0.0015 

0.0000 

41.80 

81 

39.20 

20.00 

7.84 

0.0020 

0.0108 

41.80 

110 

68.20 

5.00 

3.41 

0.0015 

0.0161 

34.31 

80 

45.69 

20.00 

9.14 

0.0150 

0.0348 

42.29 

80 

37.71 

8.00 

3.02 

0.0015 

0.0002 

42.29 

70 

27.71 

20.00 

5.54 

0.0150 

0.1879 

33.14 

81 

47.86 

20.00 

9.57 

0.0020 

0.0054 

33.14 

81 

47.86 

15.00 

7.18 

0.0020 

0.0010 

34.00 

80 

46.00 

8.00 

3.68 

0.0015 

0.0141 

34.00 

70 

36.00 

20.00 

7.20 

0.0150 

0.5191 

39.43 

110 

70.57 

5.00 

3.53 

0.0015 

0.0094 

41.43 

100 

58.57 

5.00 

2.93 

0.0015 

0.0059 

41.43 

110 

68.57 

5.00 

3.43 

0.0015 

0.0017 

16.71 

70 

53.29 

20.00 

10.66 

0.0150 

0.4089 

16.71 

100 

83.29 

5.00 

4.16 

0.0015 

0.0005 

39.71 

80 

40.29 

8.00 

3.22 

0.0015 

0.0030 

39.71 

70 

30.29 

20.00 

6.06 

0.0150 

0.0371 

15.40 

81 

65.60 

20.00 

13.12 

0.0020 

0.0094 

15.40 

110 

94.60 

5.00 

4.73 

0.0015 

0.0047 

41.36 

110 

68.64 

5.00 

3.43 

0.0015 

0.0019 

17.01 

70 

52.99 

20.00 

10.60 

0.0150 

0.0035 

17.01 

100 

82.99 

5.00 

4.15 

0.0015 

0.0004 

30.71 

80 

49.29 

8.00 

3.94 

0.0015 

0.0000 

41.16 

100 

58.84 

5.00 

2.94 

0.0015 

0.0267 

41.16 

110 

68.84 

5.00 

3.44 

0.0015 

0.0004 

41.16 

100 

58.84 

5.00 

2.94 

0.0015 

0.0017 

41.50 

100 

58.50 

5.00 

2.92 

0.0015 

0.0000 

41.50 

81 

39.50 

20.00 

7.90 

0.0020 

0.0488 

40.07 

80 

39.93 

8.00 

3.19 

0.0015 

0.0002 

40.07 

70 

29.93 

20.00 

5.99 

0.0150 

0.6658 

25.02 

81 

55.98 

15.00 

8.40 

0.0020 

0.0353 

41.71 

70 

28.29 

20.00 

5.66 

0.0150 

0.1366 

34.27 

110 

75.73 

5.00 

3.79 

0.0015 

0.0044 

31.57 

81 

49.43 

15.00 

7.41 

0.0020 

0.0005 

28.53 

81 

52.47 

15.00 

7.87 

0.0020 

0.0202 

39.22 

70 

30.78 

20.00 

6.16 

0.0150 

0.1122 

39.22 

100 

60.78 

5.00 

3.04 

0.0015 

0.0202 

33.51 

81 

47.49 

20.00 

9.50 

0.0020 

0.0006 

31.83 

81 

49.18 

20.00 

9.84 

0.0020 

0.0082 

11.60 

100 

88.40 

5.00 

4.42 

0.0015 

0.0001 

40.37 

81 

40.63 

20.00 

8.13 

0.0020 

0.0159 

41.57 

80 

38.43 

4.00 

1.54 

0.0015 

0.0003 

41.57 

70 

28.43 

20.00 

5.69 

0.0150 

0.2099 

41.57 

100 

58.43 

5.00 

2.92 

0.0015 

0.0027 

28.80 

81 

52.20 

15.00 

7.83 

0.0020 

0.0025 

28.80 

50 

21.20 

20.00 

4.24 

0.0200 

0.0181 

24.16 

81 

56.84 

15.00 

8.53 

0.0020 

0.0000 
































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone (Fresh 
/ Saline) 



Type of Area 

(Command / Non- Hydrogeological Unit 
command) 


03001030 


Vijainagar 


Agar 


Ajabgarh 


Akhepura 


Angari 


Balloowas 


Bamanwas Chaugan 


Banchhri 


Barh Rajdhar 


Barwa Doongri 


Bassi 


Berli 


Bhaiyapura 


Bhangarh 


Bheekampura 


Binawala 


Birkari 


Bishanpura 


Chak Dagota 


Chak Habibwala 


Chordi 


Dabkan 


Dadanka 


Dagota 


Damodar Ka Bas 


Daulatpura 


Dera 


0806001000911200 


0806000900886600 


0806000900893700 


0811000401392000 


0806000900885000 


0806000900891100 


0806000900888000 


0806000900888200 


0811000401391000 


0806001000907900 


0812001101592700 


0806001000904900 


0811000401390700 


0806001000906000 


0806000900888500 


0811000401390300 


0806001000906800 


0811000401392100 


0812001101592800 


0811000401390900 


0811000401391800 


0806001000896300 


0811000401391900 


0812001101592900 


0806001000906600 


0806000900888600 


0806000900887800 


0.72 Fresh 


12.50 Fresh 


3.64 Fresh 


0.33 Fresh 


11.12 Fresh 



3.88 Fresh 


3.16 Fresh 


1.38 Fresh 


0.69 Fresh 


0.64 Fresh 


5.35 Fresh 


0.91 Fresh 


1.44 Fresh 


8.94 Fresh 


2.12 Fresh 


2.90 Fresh 


12.86 Fresh 


6.46 Fresh 



0.40 Fresh 


0.25 Fresh 



2.23 Fresh 


0.74 Fresh 


Saline 


1.75 Fresh 


30.74 Fresh 


0.62 Fresh 


2.92 Fresh 


1.02 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Younger Alluvium 


Quartzite 


Limestone 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Gneisses(B.G.C.) 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Slate 


Quartzite 


Slate 


Quartzite 


Quartzite 


Slate 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Limestone 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Older Alluvium 


Quartzite 


Limestone 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Phyllite & Schist 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Slate 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

24.16 

50 

25.84 

20.00 

5.17 

0.0200 

0.0101 

40.59 

110 

69.41 

5.00 

3.47 

0.0015 

0.0092 

40.82 

80 

39.18 

8.00 

3.13 

0.0015 

0.0008 

40.82 

70 

29.18 

20.00 

5.84 

0.0150 

0.1085 

29.64 

75 

45.36 

30.00 

13.61 

0.0300 

0.0679 

29.64 

75 

45.36 

30.00 

13.61 

0.0300 

0.7363 

41.81 

100 

58.19 

5.00 

2.91 

0.0015 

0.0196 

41.81 

110 

68.19 

5.00 

3.41 

0.0015 

0.0003 

18.55 

81 

62.45 

20.00 

12.49 

0.0020 

0.0063 

18.70 

70 

51.30 

20.00 

10.26 

0.0150 

0.4987 

18.70 

100 

81.30 

5.00 

4.06 

0.0015 

0.0019 

43.37 

70 

26.63 

20.00 

5.33 

0.0150 

0.0558 

22.38 

100 

77.62 

5.00 

3.88 

0.0015 

0.0000 

15.82 

100 

84.18 

5.00 

4.21 

0.0015 

0.0128 

21.89 

80 

58.11 

5.00 

2.91 

0.0015 

0.0010 

23.47 

100 

76.53 

5.00 

3.83 

0.0015 

0.0140 

23.47 

100 

76.53 

5.00 

3.83 

0.0015 

0.0195 

14.47 

100 

85.53 

5.00 

4.28 

0.0015 

0.0342 

14.47 

100 

85.53 

5.00 

4.28 

0.0015 

0.0201 

20.51 

100 

79.49 

5.00 

3.97 

0.0015 

0.0231 

16.74 

100 

83.26 

5.00 

4.16 

0.0015 

0.0134 

16.74 

100 

83.26 

5.00 

4.16 

0.0015 

0.0063 

16.98 

100 

83.02 

5.00 

4.15 

0.0015 

0.0086 

20.08 

60 

39.92 

20.00 

7.98 

0.0200 

0.0875 

20.08 

80 

59.92 

5.00 

3.00 

0.0015 

0.0000 

20.08 

60 

39.92 

20.00 

7.98 

0.0200 

0.0211 

14.70 

100 

85.30 

5.00 

4.27 

0.0015 

0.0041 

16.96 

120 

103.04 

5.00 

5.15 

0.0015 

0.0002 

13.51 

80 

66.49 

8.00 

5.32 

0.0015 

0.0060 

20.47 

80 

59.53 

5.00 

2.98 

0.0015 

0.0054 

20.47 

80 

59.53 

5.00 

2.98 

0.0015 

0.0010 

16.35 

100 

83.65 

5.00 

4.18 

0.0015 

0.0543 

17.98 

100 

82.02 

5.00 

4.10 

0.0015 

0.0131 

21.14 

80 

58.86 

5.00 

2.94 

0.0015 

0.0055 

21.14 

80 

58.86 

5.00 

2.94 

0.0015 

0.0043 

16.83 

100 

83.17 

5.00 

4.16 

0.0015 

0.0802 

22.19 

60 

37.81 

20.00 

7.56 

0.0200 

0.3019 

22.19 

80 

57.81 

5.00 

2.89 

0.0015 

0.0021 

21.81 

80 

58.19 

5.00 

2.91 

0.0015 

0.0033 

21.81 

80 

58.19 

5.00 

2.91 

0.0015 

0.0077 

15.38 

120 

104.62 

5.00 

5.23 

0.0015 

0.0004 

20.46 

60 

39.54 

20.00 

7.91 

0.0200 

0.0379 

20.46 

80 

59.54 

5.00 

2.98 

0.0015 

0.0000 

10.95 

80 

69.05 

8.00 

5.52 

0.0015 

0.0124 

10.95 

100 

89.05 

5.00 

4.45 

0.0015 

0.0029 

21.21 

80 

58.79 

5.00 

2.94 

0.0015 

0.0001 

11.28 

100 

88.72 

5.00 

4.44 

0.0015 

0.0048 

11.28 

100 

88.72 

5.00 

4.44 

0.0015 

0.0001 

21.53 

80 

58.47 

5.00 

2.92 

0.0015 

0.0037 

17.02 

80 

62.98 

5.00 

3.15 

0.0015 

0.0026 

17.02 

120 

102.98 

5.00 

5.15 

0.0015 

0.0030 

14.86 

100 

85.14 

5.00 

4.26 

0.0015 

0.0040 

19.97 

100 

80.03 

5.00 

4.00 

0.0015 

0.0168 

16.54 

100 

83.46 

5.00 

4.17 

0.0015 

0.0008 

16.54 

100 

83.46 

5.00 

4.17 

0.0015 

0.0056 









































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Ganeshpura With Rundh Kali Gha 


Garh 


Ghatra 


Gola Ka Bas 


Gopalpura 


Gordhanpura 


Govindpura 


Gur Ka Khera 


Gurha Kishordas 


Guwara Bandipul 


Guwara Bhagwan 


Guwara Bhooriyawali 


Guwara Birkari 


Guwara Dabar 


Guwara Dhasi 


Guwara Dulawa 


Guwara Gugli 


Guwara Hanuman 


Guwara Har 


Guwara Jamadar 


Guwara Janawat 


Guwara Kalot 


Guwara Kalyan 


Guwara Kundal 


Guwara Lala Bhaiya 


Guwara Leswa 


Guwara Naidoli 


Guwara Nirbha 


Guwara Pakhal 


Guwara Radi 


Guwara Ramji 


Guwara Sadaram 


Guwara Sahiba 


Guwara Seeli Baori 


Guwara Seera 


Guwara Soti 


Guwara Vyas 


Habibwala 


Census Code 


0806001000905500 


0806000900886400 


0806000900884000 


0806001000896400 


0806001000908300 


0806001000906100 


0806000900888400 


0806001000897200 


0806000900891200 


0806001000907200 


0806000900885400 


0806000900894000 


0806000900893000 


0806000900892200 


0806000900893600 


0806000900892300 


0806000900892500 


0806000900893900 


0806000900894100 


0806000900892700 


0806000900893200 


0806000900893400 


0806000900893100 


0806000900892900 


0806000900891700 


0806000900892100 


0806000900892600 


0806000900894300 


0806000900891600 


0806000900894400 


0806000900891800 


0806000900894200 


0806000900894500 


0806000900891500 


0806000900892800 


0806000900892000 


0806000900892400 


0806000900893500 


0806000900893300 


0811000401391100 



Zone (Fresh 
/ Saline) 


0.06 Fresh 


4.03 Fresh 



21.12 Fresh 


1.31 Fresh 


4.45 Fresh 



1.40 Fresh 


2.99 Fresh 


5.78 Fresh 


2.09 Fresh 


2.21 Fresh 


3.31 Fresh 



1.51 Fresh 


0.60 Fresh 


2.52 Fresh 


0.63 Fresh 


0.59 Fresh 


0.29 Fresh 


2.68 Fresh 


2.52 Fresh 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Slate 

Non-command 

Limestone 

Non-command 

Slate 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Limestone 

Non-command 

Quartzite 

Non-command 

Slate 

Non-command 

Limestone 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Limestone 

Non-command 

Quartzite 

Non-command 

Slate 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Slate 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Slate 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Command 

Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

13.97 

100 

86.03 

5.00 

4.30 

0.0015 

0.0004 

17.93 

100 

82.07 

5.00 

4.10 

0.0015 

0.0094 

17.93 

100 

82.07 

5.00 

4.10 

0.0015 

0.0154 

14.77 

80 

65.23 

8.00 

5.22 

0.0015 

0.0028 

14.77 

100 

85.23 

5.00 

4.26 

0.0015 

0.0145 

13.27 

100 

86.73 

5.00 

4.34 

0.0015 

0.0152 

15.94 

100 

84.06 

5.00 

4.20 

0.0015 

0.0082 

13.54 

80 

66.46 

8.00 

5.32 

0.0015 

0.0161 

13.54 

100 

86.46 

5.00 

4.32 

0.0015 

0.0024 

13.54 

100 

86.46 

5.00 

4.32 

0.0015 

0.0103 

10.00 

80 

70.00 

8.00 

5.60 

0.0015 

0.0287 

10.00 

100 

90.00 

5.00 

4.50 

0.0015 

0.0150 

15.56 

100 

84.44 

5.00 

4.22 

0.0015 

0.0089 

17.16 

100 

82.84 

5.00 

4.14 

0.0015 

0.0167 

12.60 

80 

67.40 

8.00 

5.39 

0.0015 

0.0247 

12.60 

100 

87.40 

5.00 

4.37 

0.0015 

0.0123 

12.60 

100 

87.40 

5.00 

4.37 

0.0015 

0.0037 

17.82 

100 

82.18 

5.00 

4.11 

0.0015 

0.0124 

15.97 

100 

84.04 

5.00 

4.20 

0.0015 

0.0139 

25.97 

100 

74.03 

5.00 

3.70 

0.0015 

0.0019 

25.97 

100 

74.03 

5.00 

3.70 

0.0015 

0.0020 

20.38 

60 

39.62 

20.00 

7.92 

0.0200 

0.4009 

20.38 

80 

59.62 

5.00 

2.98 

0.0015 

0.0006 

14.11 

100 

85.89 

5.00 

4.29 

0.0015 

0.0059 

16.22 

100 

83.78 

5.00 

4.19 

0.0015 

0.0038 

16.67 

100 

83.33 

5.00 

4.17 

0.0015 

0.0143 

14.92 

100 

85.08 

5.00 

4.25 

0.0015 

0.0039 

16.83 

100 

83.17 

5.00 

4.16 

0.0015 

0.0037 

17.23 

100 

82.77 

5.00 

4.14 

0.0015 

0.0017 

14.16 

100 

85.84 

5.00 

4.29 

0.0015 

0.0048 

14.11 

100 

85.89 

5.00 

4.29 

0.0015 

0.0147 

14.11 

100 

85.89 

5.00 

4.29 

0.0015 

0.0001 

17.29 

100 

82.71 

5.00 

4.14 

0.0015 

0.0023 

15.55 

100 

84.45 

5.00 

4.22 

0.0015 

0.0032 

15.19 

100 

84.81 

5.00 

4.24 

0.0015 

0.0013 

15.89 

100 

84.11 

5.00 

4.21 

0.0015 

0.0025 

17.32 

100 

82.68 

5.00 

4.13 

0.0015 

0.0011 

17.83 

100 

82.17 

5.00 

4.11 

0.0015 

0.0158 

17.15 

100 

82.85 

5.00 

4.14 

0.0015 

0.0062 

16.73 

100 

83.27 

5.00 

4.16 

0.0015 

0.0034 

15.10 

100 

84.90 

5.00 

4.24 

0.0015 

0.0056 

18.66 

100 

81.34 

5.00 

4.07 

0.0015 

0.0091 

16.07 

100 

83.93 

5.00 

4.20 

0.0015 

0.0031 

17.03 

100 

82.97 

5.00 

4.15 

0.0015 

0.0025 

14.63 

100 

85.37 

5.00 

4.27 

0.0015 

0.0072 

16.49 

100 

83.51 

5.00 

4.18 

0.0015 

0.0066 

19.39 

100 

80.61 

5.00 

4.03 

0.0015 

0.0109 

16.39 

100 

83.61 

5.00 

4.18 

0.0015 

0.0029 

16.94 

100 

83.06 

5.00 

4.15 

0.0015 

0.0016 

17.16 

100 

82.84 

5.00 

4.14 

0.0015 

0.0018 

15.25 

100 

84.75 

5.00 

4.24 

0.0015 

0.0017 

15.49 

100 

84.51 

5.00 

4.23 

0.0015 

0.0015 

19.34 

60 

40.66 

20.00 

8.13 

0.0200 

0.1566 

19.34 

80 

60.66 

5.00 

3.03 

0.0015 

0.0027 

19.34 

60 

40.66 

20.00 

8.13 

0.0200 

0.0283 


































































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Slate 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Slate 


Limestone 


Quartzite 


Quartzite 


Quartzite 


Slate 


Quartzite 


Slate 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Limestone 


Quartzite 


Limestone 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Slate 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Limestone 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Limestone 


Limestone 


Limestone 


Quartzite 


Slate 


Limestone 


Quartzite 


Quartzite 


Slate 


Quartzite 


Limestone 


Quartzite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

19.34 

80 

60.66 

5.00 

3.03 

0.0015 

0.0000 

16.73 

100 

83.27 

5.00 

4.16 

0.0015 

0.0067 

23.16 

100 

76.84 

5.00 

3.84 

0.0015 

0.0034 

17.10 

100 

82.90 

5.00 

4.15 

0.0015 

0.0034 

17.10 

100 

82.90 

5.00 

4.15 

0.0015 

0.0164 

17.80 

100 

82.20 

5.00 

4.11 

0.0015 

0.0221 

20.87 

80 

59.13 

5.00 

2.96 

0.0015 

0.0004 

20.87 

80 

59.13 

5.00 

2.96 

0.0015 

0.0073 

24.61 

100 

75.39 

5.00 

3.77 

0.0015 

0.0176 

21.58 

60 

38.42 

20.00 

7.68 

0.0200 

0.2957 

21.58 

80 

58.42 

5.00 

2.92 

0.0015 

0.0040 

18.18 

100 

81.82 

5.00 

4.09 

0.0015 

0.0308 

18.18 

100 

81.82 

5.00 

4.09 

0.0015 

0.0042 

13.64 

80 

66.36 

8.00 

5.31 

0.0015 

0.0314 

13.64 

100 

86.36 

5.00 

4.32 

0.0015 

0.0000 

14.71 

100 

85.29 

5.00 

4.26 

0.0015 

0.0075 

16.54 

100 

83.46 

5.00 

4.17 

0.0015 

0.0147 

16.54 

100 

83.46 

5.00 

4.17 

0.0015 

0.0002 

17.75 

100 

82.25 

5.00 

4.11 

0.0015 

0.0012 

17.75 

100 

82.25 

5.00 

4.11 

0.0015 

0.0253 

13.05 

100 

86.95 

5.00 

4.35 

0.0015 

0.0062 

15.90 

100 

84.10 

5.00 

4.21 

0.0015 

0.0082 

12.58 

100 

87.42 

5.00 

4.37 

0.0015 

0.0065 

11.59 

100 

88.41 

5.00 

4.42 

0.0015 

0.0009 

14.85 

100 

85.15 

5.00 

4.26 

0.0015 

0.0062 

11.53 

80 

68.47 

8.00 

5.48 

0.0015 

0.0010 

11.53 

100 

88.47 

5.00 

4.42 

0.0015 

0.0075 

11.53 

80 

68.47 

8.00 

5.48 

0.0015 

0.0144 

11.53 

100 

88.47 

5.00 

4.42 

0.0015 

0.0001 

21.54 

80 

58.46 

5.00 

2.92 

0.0015 

0.0051 

21.54 

80 

58.46 

5.00 

2.92 

0.0015 

0.0038 

14.00 

100 

86.00 

5.00 

4.30 

0.0015 

0.0051 

17.82 

100 

82.18 

5.00 

4.11 

0.0015 

0.0211 

17.27 

100 

82.73 

5.00 

4.14 

0.0015 

0.0196 

19.00 

80 

61.00 

5.00 

3.05 

0.0015 

0.0128 

18.39 

110 

91.61 

5.00 

4.58 

0.0015 

0.0168 

15.29 

100 

84.71 

5.00 

4.24 

0.0015 

0.0105 

11.57 

100 

88.43 

5.00 

4.42 

0.0015 

0.0001 

11.57 

80 

68.43 

8.00 

5.47 

0.0015 

0.0001 

11.57 

100 

88.43 

5.00 

4.42 

0.0015 

0.0086 

19.42 

100 

80.58 

5.00 

4.03 

0.0015 

0.0184 

19.42 

100 

80.58 

5.00 

4.03 

0.0015 

0.0324 

14.71 

100 

85.29 

5.00 

4.26 

0.0015 

0.0027 

11.55 

80 

68.45 

8.00 

5.48 

0.0015 

0.0400 

11.55 

80 

68.45 

8.00 

5.48 

0.0015 

0.0132 

11.92 

80 

68.08 

8.00 

5.45 

0.0015 

0.0000 

11.92 

100 

88.08 

5.00 

4.40 

0.0015 

0.0092 

11.92 

100 

88.08 

5.00 

4.40 

0.0015 

0.0077 

11.92 

80 

68.08 

8.00 

5.45 

0.0015 

0.0002 

11.92 

100 

88.08 

5.00 

4.40 

0.0015 

0.0005 

21.58 

100 

78.42 

5.00 

3.92 

0.0015 

0.0086 

21.58 

100 

78.42 

5.00 

3.92 

0.0015 

0.0032 

13.04 

100 

86.96 

5.00 

4.35 

0.0015 

0.0046 

11.02 

80 

68.98 

8.00 

5.52 

0.0015 

0.0195 

11.02 

100 

88.98 

5.00 

4.45 

0.0015 

0.0072 


































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite & Schist 


Quartzite 


Phyllite & Schist 


Quartzite 


Limestone 


Quartzite 


Limestone 


Quartzite 


Limestone 


Quartzite 


Quartzite 


Quartzite 


Slate 


Quartzite 


Quartzite 


Slate 


Quartzite 


Slate 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Slate 


Limestone 


Quartzite 


Slate 


Quartzite 


Phyllite & Schist 


Quartzite 


Quartzite 


Older Alluvium 


Quartzite 


Slate 


Limestone 


Quartzite 


Quartzite 


Limestone 


Quartzite 


Quartzite 


Slate 


Limestone 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Slate 


Quartzite 


Quartzite 


Limestone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

22.14 

80 

57.86 

5.00 

2.89 

0.0015 

0.0018 

22.14 

120 

97.86 

5.00 

4.89 

0.0015 

0.0103 

22.14 

80 

57.86 

5.00 

2.89 

0.0015 

0.0003 

22.14 

120 

97.86 

5.00 

4.89 

0.0015 

0.0128 

11.97 

80 

68.03 

8.00 

5.44 

0.0015 

0.0045 

11.97 

100 

88.03 

5.00 

4.40 

0.0015 

0.0207 

11.97 

80 

68.03 

8.00 

5.44 

0.0015 

0.0107 

11.97 

100 

88.03 

5.00 

4.40 

0.0015 

0.0066 

9.88 

80 

70.12 

8.00 

5.61 

0.0015 

0.0205 

9.88 

100 

90.12 

5.00 

4.51 

0.0015 

0.0009 

14.63 

100 

85.37 

5.00 

4.27 

0.0015 

0.0025 

14.66 

100 

85.35 

5.00 

4.27 

0.0015 

0.0242 

14.66 

100 

85.35 

5.00 

4.27 

0.0015 

0.0000 

15.48 

100 

84.52 

5.00 

4.23 

0.0015 

0.0123 

14.67 

100 

85.33 

5.00 

4.27 

0.0015 

0.0103 

14.85 

100 

85.15 

5.00 

4.26 

0.0015 

0.0079 

14.70 

100 

85.30 

5.00 

4.27 

0.0015 

0.0102 

14.70 

100 

85.30 

5.00 

4.27 

0.0015 

0.0012 

15.27 

100 

84.73 

5.00 

4.24 

0.0015 

0.0031 

20.11 

60 

39.89 

20.00 

7.98 

0.0200 

0.3448 

20.11 

80 

59.89 

5.00 

2.99 

0.0015 

0.0167 

15.24 

100 

84.76 

5.00 

4.24 

0.0015 

0.0054 

20.86 

100 

79.14 

5.00 

3.96 

0.0015 

0.0575 

16.68 

100 

83.32 

5.00 

4.17 

0.0015 

0.0097 

17.32 

100 

82.68 

5.00 

4.13 

0.0015 

0.0135 

17.32 

100 

82.68 

5.00 

4.13 

0.0015 

0.0003 

11.38 

80 

68.62 

8.00 

5.49 

0.0015 

0.0129 

12.38 

100 

87.62 

5.00 

4.38 

0.0015 

0.0254 

12.38 

100 

87.62 

5.00 

4.38 

0.0015 

0.0000 

22.17 

80 

57.83 

5.00 

2.89 

0.0015 

0.0010 

21.43 

80 

58.57 

5.00 

2.93 

0.0015 

0.0008 

21.43 

120 

98.57 

5.00 

4.93 

0.0015 

0.0113 

15.07 

100 

84.93 

5.00 

4.25 

0.0015 

0.0031 

15.40 

81 

65.60 

20.00 

13.12 

0.0020 

0.0061 

15.40 

110 

94.60 

5.00 

4.73 

0.0015 

0.0466 

15.40 

100 

84.60 

5.00 

4.23 

0.0015 

0.0071 

11.29 

80 

68.71 

8.00 

5.50 

0.0015 

0.0129 

18.96 

100 

81.04 

5.00 

4.05 

0.0015 

0.0037 

14.72 

100 

85.28 

5.00 

4.26 

0.0015 

0.0069 

17.01 

80 

62.99 

8.00 

5.04 

0.0015 

0.0008 

16.86 

100 

83.14 

5.00 

4.16 

0.0015 

0.0012 

11.43 

100 

88.57 

5.00 

4.43 

0.0015 

0.0027 

11.43 

100 

88.57 

5.00 

4.43 

0.0015 

0.0000 

11.43 

80 

68.57 

8.00 

5.49 

0.0015 

0.0090 

11.43 

100 

88.57 

5.00 

4.43 

0.0015 

0.0045 

20.15 

100 

79.85 

5.00 

3.99 

0.0015 

0.0077 

14.71 

100 

85.30 

5.00 

4.26 

0.0015 

0.0005 

9.90 

100 

90.10 

5.00 

4.50 

0.0015 

0.0014 

14.32 

100 

85.68 

5.00 

4.28 

0.0015 

0.0013 

16.45 

100 

83.55 

5.00 

4.18 

0.0015 

0.0000 

16.92 

100 

83.08 

5.00 

4.15 

0.0015 

0.0269 

16.92 

100 

83.08 

5.00 

4.15 

0.0015 

0.0458 

9.09 

100 

90.91 

5.00 

4.55 

0.0015 

0.0000 

9.09 

100 

90.91 

5.00 

4.55 

0.0015 

0.0050 

14.61 

80 

65.39 

8.00 

5.23 

0.0015 

0.0002 






































































































































































































































































































































































































































































































































































































































































































































Thana 0806001000905100 2.28 


Tilwar 

0806001000897000 

2.09 

Tilwari 

0806001000896600 

1.88 


Titarwara Kalan 

0811000401391600 

8.78 

Titarwara Khurd 

0811000401391400 

4.69 

Toda Jaisinghpura 

0806001000905000 

4.64 


Todi Ka Bas 

0806001000905600 

0.45 

Umri Deori 

0806001000897800 

1.15 

Urwari 

0811000101339700 

7.37 


Abhaneri 0811000101352600 6.04 


Aliyapara 

0811000101358200 

1.70 

Arniya 

0811000101346200 

4.51 


Badiyal Khurd 

0811000101347200 

3.00 

Bagdera 

0811000101340200 

4.39 

Baijupara 

0811000101358900 

3.10 

Bandikui (M) 

0811000141101000 

3.01 

Bandikui Jageer(Rural) 

0811000101347800 

1.13 

Bara Bas 

0811000101349800 

0.84 

Barh Bageechi 

0811000101346500 

0.41 


Saline Non-command 

Fresh Non-command 

Non-command 
Fresh Non-command 

Fresh Non-command 

Non-command 
Fresh Non-command 

Fresh Non-command 

Fresh Non-command 

Non-command 
Fresh Non-command 

Fresh Non-command 

Fresh Non-command 

Non-command 
Fresh Non-command 

Non-command 
Fresh Non-command 


Fresh Non-command 

Non-command 
Fresh Non-command 

Fresh Non-command 


Fresh Non-command 

Fresh Non-command 


Fresh Non-command 

Fresh Non-command 


Fresh Non-command 


Hydrogeological Unit 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Phyllite & Schist 


Quartzite 


Phyllite & Schist 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Slate 


Quartzite 


Quartzite 


Quartzite 


Slate 


Limestone 


Quartzite 


Limestone 


Quartzite 


Limestone 


Quartzite 


Limestone 


Limestone 


Slate 


Slate 


Quartzite 


Slate 


Quartzite 


Quartzite 


Limestone 


Slate 


Quartzite 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

14.61 

100 

85.39 

5.00 

4.27 

0.0015 

0.0021 

20.21 

60 

39.79 

20.00 

7.96 

0.0200 

0.0032 

20.21 

80 

59.79 

5.00 

2.99 

0.0015 

0.0257 

20.21 

60 

39.79 

20.00 

7.96 

0.0200 

0.0077 

20.21 

80 

59.79 

5.00 

2.99 

0.0015 

0.0116 

18.97 

100 

81.03 

5.00 

4.05 

0.0015 

0.0026 

19.49 

100 

80.51 

5.00 

4.03 

0.0015 

0.0130 

17.16 

100 

82.84 

5.00 

4.14 

0.0015 

0.0198 

22.83 

80 

57.17 

5.00 

2.86 

0.0015 

0.0007 

22.83 

120 

97.17 

5.00 

4.86 

0.0015 

0.0031 

22.83 

80 

57.17 

5.00 

2.86 

0.0015 

0.0002 

22.83 

120 

97.17 

5.00 

4.86 

0.0015 

0.0032 

14.68 

100 

85.32 

5.00 

4.27 

0.0015 

0.0007 

20.93 

80 

59.07 

5.00 

2.95 

0.0015 

0.0036 

17.33 

100 

82.67 

5.00 

4.13 

0.0015 

0.0190 

11.25 

100 

88.75 

5.00 

4.44 

0.0015 

0.0091 

14.64 

100 

85.36 

5.00 

4.27 

0.0015 

0.0189 

12.19 

100 

87.81 

5.00 

4.39 

0.0015 

0.0036 

12.19 

100 

87.81 

5.00 

4.39 

0.0015 

0.0013 

12.19 

100 

87.81 

5.00 

4.39 

0.0015 

0.0030 

23.72 

100 

76.28 

5.00 

3.81 

0.0015 

0.0215 

14.81 

100 

85.19 

5.00 

4.26 

0.0015 

0.0423 

14.81 

100 

85.19 

5.00 

4.26 

0.0015 

0.0000 

10.49 

80 

69.51 

8.00 

5.56 

0.0015 

0.0001 

10.49 

100 

89.51 

5.00 

4.48 

0.0015 

0.0006 

10.49 

80 

69.51 

8.00 

5.56 

0.0015 

0.0593 

10.49 

100 

89.51 

5.00 

4.48 

0.0015 

0.0159 

11.60 

80 

68.40 

8.00 

5.47 

0.0015 

0.0479 

11.60 

100 

88.40 

5.00 

4.42 

0.0015 

0.0180 

11.60 

80 

68.40 

8.00 

5.47 

0.0015 

0.0082 

13.62 

80 

66.38 

8.00 

5.31 

0.0015 

0.0154 

13.62 

100 

86.38 

5.00 

4.32 

0.0015 

0.0022 

12.95 

100 

87.05 

5.00 

4.35 

0.0015 

0.0126 

15.36 

100 

84.64 

5.00 

4.23 

0.0015 

0.0052 

15.36 

100 

84.64 

5.00 

4.23 

0.0015 

0.0045 

22.18 

80 

57.82 

5.00 

2.89 

0.0015 

0.0002 

20.48 

80 

59.52 

5.00 

2.98 

0.0015 

0.0118 

13.46 

80 

66.54 

8.00 

5.32 

0.0015 

0.0245 

13.46 

100 

86.54 

5.00 

4.33 

0.0015 

0.0101 

14.23 

100 

85.77 

5.00 

4.29 

0.0015 

0.0029 

14.15 

100 

85.85 

5.00 

4.29 

0.0015 

0.0027 

18.55 

81 

62.45 

20.00 

12.49 

0.0020 

0.0024 

18.55 

110 

91.45 

5.00 

4.57 

0.0015 

0.0090 

28.96 

81 

52.04 

20.00 

10.41 

0.0020 

0.0673 

28.96 

50 

21.04 

25.00 

5.26 

0.0250 

0.0046 

30.45 

50 

19.55 

25.00 

4.89 

0.0250 

0.0399 

32.42 

81 

48.58 

20.00 

9.72 

0.0020 

0.0831 

32.42 

110 

77.58 

5.00 

3.88 

0.0015 

0.0014 

39.87 

81 

41.13 

20.00 

8.23 

0.0020 

0.0059 

24.37 

110 

85.63 

5.00 

4.28 

0.0015 

0.0282 

31.41 

50 

18.59 

25.00 

4.65 

0.0250 

0.3596 

36.31 

81 

44.69 

20.00 

8.94 

0.0020 

0.0482 

38.68 

81 

42.32 

20.00 

8.46 

0.0020 

0.0064 

30.62 

81 

50.38 

20.00 

10.08 

0.0020 

0.0168 

29.05 

81 

51.95 

20.00 

10.39 

0.0020 

0.0085 


































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Barh Bichchhi 


Baroli 


Bas Gurhaliya 


Bedari Goojran 


Bedhadi Meenan 


Bhandeda 


Bhanwara 


Bhanwata 


Bhanwati 


Bhatpura 


Bhedoli 


Chak Somara 


Chandanwas 


Chaubariwala 


Chorwara 


Dhandholai 


Dhigariya Bhim 


Durki 


Gadandi 


Gadarwara Goojaran 


Garh Dubbi 


Gurha Ashikpura 


Gurha Katla 


Gurhaliya 


Handli 


Haripura 


Jagsoli 


Jaitalwari 


Jhoonthahera Kalan 


Jhoonthahera Khurd 


Kanchanpura 


Katarwada 


Kathnadi 


Keeratpura 


Khera 


Khohra Khurd 


Khoont Jatoli 


Census Code 


0811000101350000 


0811000401392300 


0811000101345900 


0811000101354200 


0811000101358300 


0811000101349900 


0811000101340600 


0811000101340800 


0811000101340900 


0811000101349200 


0811000401392700 


0811000101350700 


0811000101344800 


0811000101340000 


0811000101353800 


0811000101356100 


0811000101359200 


0811000101340100 


0811000101341300 


0811000101341200 


0811000101355500 


0811000101354900 


0811000101341400 


0811000101345000 


0811000101358600 


0811000101349700 


0811000101340300 


0811000101358100 


0811000101360700 


0811000101360800 


0811000101358800 


0811000101344600 


0811000101355800 


0811000101346300 


0811000101356000 


0811000401392400 


0811000101340400 



Zone (Fresh 
/ Saline) 


0.77 Fresh 


11.72 Fresh 


2.04 Fresh 


4.20 Fresh 


2.99 Fresh 


3.63 Fresh 


2.61 Fresh 


6.46 Fresh 


3.15 Fresh 


1.38 Fresh 


1.99 Fresh 


0.67 Fresh 


8.93 Fresh 



6.57 Fresh 


1.99 Fresh 


1.47 Fresh 


6.99 Fresh 


Saline 


2.93 Fresh 



2.15 Fresh 


4.90 Fresh 


1.81 Fresh 


0.73 Fresh 



1.80 Saline 


4.73 Fresh 



1.90 Fresh 


6.04 Fresh 


0.74 Fresh 


4.41 Fresh 


9.12 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Gneisses(B.G.C) 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Gneisses(B.G.C) 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

30.41 

81 

50.59 

20.00 

10.12 

0.0020 

0.0156 

23.14 

80 

56.86 

5.00 

2.84 

0.0015 

0.0010 

25.50 

81 

55.50 

20.00 

11.10 

0.0020 

0.0154 

34.33 

100 

65.67 

5.00 

3.28 

0.0015 

0.0004 

34.33 

81 

46.67 

20.00 

9.33 

0.0020 

0.0689 

30.31 

50 

19.69 

25.00 

4.92 

0.0250 

0.1632 

32.92 

81 

48.08 

20.00 

9.62 

0.0020 

0.0698 

27.01 

110 

82.99 

5.00 

4.15 

0.0015 

0.0162 

24.67 

110 

85.33 

5.00 

4.27 

0.0015 

0.0371 

24.24 

110 

85.76 

5.00 

4.29 

0.0015 

0.0163 

38.11 

100 

61.89 

5.00 

3.09 

0.0015 

0.0000 

38.11 

81 

42.89 

20.00 

8.58 

0.0020 

0.0064 

23.16 

80 

56.84 

5.00 

2.84 

0.0015 

0.0036 

28.51 

81 

52.49 

20.00 

10.50 

0.0020 

0.0141 

27.88 

81 

53.12 

20.00 

10.62 

0.0020 

0.0860 

27.88 

110 

82.12 

5.00 

4.11 

0.0015 

0.0139 

22.44 

81 

58.56 

20.00 

11.71 

0.0020 

0.0208 

22.44 

110 

87.56 

5.00 

4.38 

0.0015 

0.0423 

21.71 

110 

88.29 

5.00 

4.41 

0.0015 

0.0407 

31.08 

81 

49.92 

20.00 

9.98 

0.0020 

0.0156 

31.08 

50 

18.92 

25.00 

4.73 

0.0250 

0.0278 

30.67 

50 

19.33 

25.00 

4.83 

0.0250 

0.0456 

28.99 

50 

21.01 

25.00 

5.25 

0.0250 

0.5936 

28.99 

50 

21.01 

20.00 

4.20 

0.0200 

0.1037 

29.88 

50 

20.12 

25.00 

5.03 

0.0250 

0.2131 

29.88 

50 

20.12 

20.00 

4.02 

0.0200 

0.0038 

26.44 

81 

54.56 

20.00 

10.91 

0.0020 

0.0246 

26.44 

110 

83.56 

5.00 

4.18 

0.0015 

0.0039 

23.23 

110 

86.77 

5.00 

4.34 

0.0015 

0.0140 

31.06 

110 

78.94 

5.00 

3.95 

0.0015 

0.0290 

27.26 

110 

82.74 

5.00 

4.14 

0.0015 

0.0112 

31.45 

81 

49.55 

20.00 

9.91 

0.0020 

0.0133 

31.45 

50 

18.55 

25.00 

4.64 

0.0250 

0.0071 

29.30 

81 

51.70 

20.00 

10.34 

0.0020 

0.0111 

29.30 

50 

20.70 

25.00 

5.18 

0.0250 

0.3433 

29.30 

81 

51.70 

15.00 

7.76 

0.0020 

0.0004 

29.30 

50 

20.70 

20.00 

4.14 

0.0200 

0.0020 

30.62 

81 

50.38 

15.00 

7.56 

0.0020 

0.0017 

35.59 

81 

45.41 

20.00 

9.08 

0.0020 

0.0030 

35.59 

110 

74.41 

5.00 

3.72 

0.0015 

0.0197 

25.27 

81 

55.73 

20.00 

11.15 

0.0020 

0.0100 

30.45 

50 

19.55 

25.00 

4.89 

0.0250 

0.0688 

33.07 

81 

47.93 

20.00 

9.59 

0.0020 

0.0610 

24.70 

110 

85.30 

5.00 

4.27 

0.0015 

0.0256 

29.46 

50 

20.54 

25.00 

5.14 

0.0250 

0.1764 

32.56 

50 

17.44 

25.00 

4.36 

0.0250 

0.1528 

34.98 

50 

15.02 

25.00 

3.76 

0.0250 

0.0113 

33.06 

50 

16.94 

25.00 

4.24 

0.0250 

0.0976 

38.66 

81 

42.34 

20.00 

8.47 

0.0020 

0.0070 

38.66 

110 

71.34 

5.00 

3.57 

0.0015 

0.0000 

30.46 

50 

19.54 

25.00 

4.89 

0.0250 

0.1470 

29.84 

81 

51.16 

20.00 

10.23 

0.0020 

0.0899 

30.83 

50 

19.17 

25.00 

4.79 

0.0250 

0.0381 

22.64 

80 

57.36 

5.00 

2.87 

0.0015 

0.0137 

29.50 

81 

51.50 

20.00 

10.30 

0.0020 

0.0306 






























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Quartzite 


Gneisses(B.G.C) 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Younger Alluvium 


Quartzite 


Older Alluvium 


Quartzite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

29.50 

110 

80.50 

5.00 

4.03 

0.0015 

0.0311 

36.18 

100 

63.82 

5.00 

3.19 

0.0015 

0.0034 

36.18 

81 

44.82 

20.00 

8.96 

0.0020 

0.0318 

19.00 

80 

61.00 

5.00 

3.05 

0.0015 

0.0002 

18.39 

110 

91.61 

5.00 

4.58 

0.0015 

0.0113 

24.52 

81 

56.48 

20.00 

11.30 

0.0020 

0.0254 

24.52 

110 

85.48 

5.00 

4.27 

0.0015 

0.0045 

32.37 

50 

17.63 

25.00 

4.41 

0.0250 

0.1273 

30.53 

81 

50.47 

20.00 

10.09 

0.0020 

0.0367 

30.53 

81 

50.47 

15.00 

7.57 

0.0020 

0.0117 

23.22 

80 

56.78 

5.00 

2.84 

0.0015 

0.0341 

30.94 

81 

50.06 

20.00 

10.01 

0.0020 

0.0369 

37.39 

100 

62.61 

5.00 

3.13 

0.0015 

0.0000 

39.16 

100 

60.84 

5.00 

3.04 

0.0015 

0.0004 

39.16 

81 

41.84 

20.00 

8.37 

0.0020 

0.0006 

25.89 

81 

55.11 

20.00 

11.02 

0.0020 

0.0064 

25.93 

81 

55.07 

20.00 

11.01 

0.0020 

0.0042 

31.27 

81 

49.73 

20.00 

9.95 

0.0020 

0.0317 

31.27 

50 

18.73 

25.00 

4.68 

0.0250 

0.2360 

32.99 

65 

32.01 

25.00 

8.00 

0.0250 

0.1710 

27.29 

81 

53.71 

20.00 

10.74 

0.0020 

0.0007 

29.97 

81 

51.03 

20.00 

10.21 

0.0020 

0.0122 

27.89 

81 

53.11 

20.00 

10.62 

0.0020 

0.0072 

27.72 

81 

53.28 

20.00 

10.66 

0.0020 

0.0103 

30.50 

50 

19.50 

25.00 

4.88 

0.0250 

0.1467 

35.47 

81 

45.53 

20.00 

9.11 

0.0020 

0.0008 

37.70 

81 

43.30 

20.00 

8.66 

0.0020 

0.0083 

31.05 

81 

49.95 

20.00 

9.99 

0.0020 

0.0098 

31.05 

50 

18.95 

25.00 

4.74 

0.0250 

0.0607 

25.70 

81 

55.30 

20.00 

11.06 

0.0020 

0.0278 

25.70 

110 

84.30 

5.00 

4.22 

0.0015 

0.0002 

30.91 

81 

50.09 

20.00 

10.02 

0.0020 

0.0137 

30.91 

50 

19.09 

25.00 

4.77 

0.0250 

0.0192 

33.66 

81 

47.34 

20.00 

9.47 

0.0020 

0.2146 

28.17 

81 

52.83 

20.00 

10.57 

0.0020 

0.0178 

28.17 

50 

21.83 

25.00 

5.46 

0.0250 

0.0000 

28.17 

81 

52.83 

15.00 

7.93 

0.0020 

0.0130 

36.70 

81 

44.30 

20.00 

8.86 

0.0020 

0.0406 

28.39 

50 

21.61 

25.00 

5.40 

0.0250 

0.2030 

28.39 

50 

21.61 

20.00 

4.32 

0.0200 

0.0417 

32.46 

81 

48.54 

20.00 

9.71 

0.0020 

0.0497 

32.46 

81 

48.54 

15.00 

7.28 

0.0020 

0.0002 

33.84 

65 

31.16 

25.00 

7.79 

0.0250 

0.0274 

27.91 

81 

53.09 

20.00 

10.62 

0.0020 

0.0553 

39.23 

81 

41.77 

20.00 

8.35 

0.0020 

0.0312 

27.72 

81 

53.28 

20.00 

10.66 

0.0020 

0.0448 

34.96 

65 

30.04 

25.00 

7.51 

0.0250 

0.0115 

27.55 

81 

53.45 

20.00 

10.69 

0.0020 

0.0327 

33.14 

81 

47.86 

20.00 

9.57 

0.0020 

0.0616 

29.12 

110 

80.88 

5.00 

4.04 

0.0015 

0.0108 

30.78 

81 

50.22 

20.00 

10.04 

0.0020 

0.0148 

30.78 

50 

19.22 

25.00 

4.80 

0.0250 

0.3640 

39.43 

110 

70.57 

5.00 

3.53 

0.0015 

0.0002 

25.52 

81 

55.48 

20.00 

11.10 

0.0020 

0.0088 

25.52 

110 

84.48 

5.00 

4.22 

0.0015 

0.0075 



























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

30.27 

81 

50.73 

20.00 

10.15 

0.0020 

0.0133 

30.27 

50 

19.73 

25.00 

4.93 

0.0250 

0.0594 

15.40 

110 

94.60 

5.00 

4.73 

0.0015 

0.0000 

30.51 

50 

19.49 

25.00 

4.87 

0.0250 

0.1580 

34.27 

81 

46.73 

20.00 

9.35 

0.0020 

0.0002 

34.27 

110 

75.73 

5.00 

3.79 

0.0015 

0.0160 

23.24 

80 

56.76 

5.00 

2.84 

0.0015 

0.0138 

27.45 

81 

53.55 

20.00 

10.71 

0.0020 

0.0082 

31.57 

81 

49.43 

20.00 

9.89 

0.0020 

0.0328 

31.57 

81 

49.43 

15.00 

7.41 

0.0020 

0.0023 

28.53 

81 

52.47 

20.00 

10.49 

0.0020 

0.0226 

28.53 

50 

21.47 

25.00 

5.37 

0.0250 

0.0018 

28.53 

81 

52.47 

15.00 

7.87 

0.0020 

0.0085 

30.61 

50 

19.39 

25.00 

4.85 

0.0250 

0.0762 

33.51 

81 

47.49 

20.00 

9.50 

0.0020 

0.0493 

31.83 

81 

49.18 

20.00 

9.84 

0.0020 

0.0709 

26.34 

110 

83.66 

5.00 

4.18 

0.0015 

0.0094 

28.80 

50 

21.20 

25.00 

5.30 

0.0250 

0.1859 

28.80 

50 

21.20 

20.00 

4.24 

0.0200 

0.0075 

25.12 

81 

55.88 

20.00 

11.18 

0.0020 

0.0156 

22.18 

80 

57.82 

5.00 

2.89 

0.0015 

0.0006 

20.48 

80 

59.52 

5.00 

2.98 

0.0015 

0.0002 

29.50 

81 

51.50 

20.00 

10.30 

0.0020 

0.0063 

29.50 

50 

20.50 

25.00 

5.12 

0.0250 

0.0312 

31.25 

81 

49.75 

20.00 

9.95 

0.0020 

0.0104 

31.25 

50 

18.75 

25.00 

4.69 

0.0250 

0.1233 

31.53 

81 

49.47 

20.00 

9.89 

0.0020 

0.0177 

31.53 

50 

18.47 

25.00 

4.62 

0.0250 

0.0171 

28.16 

81 

52.84 

20.00 

10.57 

0.0020 

0.0499 

18.55 

81 

62.45 

20.00 

12.49 

0.0020 

0.0075 

18.55 

110 

91.45 

5.00 

4.57 

0.0015 

0.0323 

22.70 

50 

27.30 

25.00 

6.83 

0.0250 

0.2487 

20.92 

65 

44.08 

25.00 

11.02 

0.0250 

0.0210 

26.41 

60 

33.59 

20.00 

6.72 

0.0200 

0.2575 

20.17 

50 

29.83 

25.00 

7.46 

0.0250 

0.7842 

20.69 

65 

44.31 

25.00 

11.08 

0.0250 

0.6156 

23.86 

50 

26.14 

25.00 

6.54 

0.0250 

0.2863 

32.43 

60 

27.57 

20.00 

5.51 

0.0200 

0.1180 

32.43 

50 

17.57 

25.00 

4.39 

0.0250 

0.0338 

30.53 

60 

29.47 

20.00 

5.89 

0.0200 

0.0974 

23.52 

50 

26.48 

25.00 

6.62 

0.0250 

0.6335 

18.46 

80 

61.54 

5.00 

3.08 

0.0015 

0.0001 

30.55 

60 

29.45 

20.00 

5.89 

0.0200 

0.0781 

21.86 

60 

38.14 

20.00 

7.63 

0.0200 

0.0373 

14.51 

60 

45.49 

20.00 

9.10 

0.0200 

0.0676 

14.51 

80 

65.49 

5.00 

3.27 

0.0015 

0.0015 

19.98 

60 

40.02 

20.00 

8.00 

0.0200 

0.7817 

27.26 

78 

50.74 

20.00 

10.15 

0.0200 

0.9286 

31.10 

60 

28.90 

20.00 

5.78 

0.0200 

0.6800 

18.92 

60 

41.08 

20.00 

8.22 

0.0200 

0.3376 

18.92 

60 

41.08 

5.00 

2.05 

0.0015 

0.0063 

22.83 

60 

37.17 

20.00 

7.43 

0.0200 

0.3993 

22.83 

60 

37.17 

5.00 

1.86 

0.0015 

0.0017 

21.93 

60 

38.07 

20.00 

7.61 

0.0200 

1.3262 

20.39 

60 

39.61 

20.00 

7.92 

0.0200 

0.2718 





























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite & Schist 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Phyllite & Schist 


Older Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

20.39 

60 

39.61 

5.00 

1.98 

0.0015 

0.0485 

20.39 

50 

29.61 

25.00 

7.40 

0.0250 

2.8619 

15.91 

60 

44.09 

20.00 

8.82 

0.0200 

0.2681 

17.59 

60 

42.41 

20.00 

8.48 

0.0200 

0.6113 

13.54 

60 

46.46 

20.00 

9.29 

0.0200 

0.1627 

13.54 

60 

46.46 

5.00 

2.32 

0.0015 

0.0044 

22.57 

50 

27.43 

25.00 

6.86 

0.0250 

0.6958 

24.69 

78 

53.31 

20.00 

10.66 

0.0200 

0.0028 

22.29 

60 

37.71 

20.00 

7.54 

0.0200 

0.0561 

12.58 

60 

47.42 

5.00 

2.37 

0.0015 

0.0030 

22.64 

78 

55.36 

20.00 

11.07 

0.0200 

0.0123 

16.21 

80 

63.79 

5.00 

3.19 

0.0015 

0.0013 

21.70 

60 

38.30 

20.00 

7.66 

0.0200 

0.0896 

15.40 

60 

44.60 

20.00 

8.92 

0.0200 

0.0319 

17.93 

60 

42.07 

20.00 

8.41 

0.0200 

0.7747 

21.61 

60 

38.39 

20.00 

7.68 

0.0200 

0.0507 

13.85 

60 

46.15 

20.00 

9.23 

0.0200 

0.1956 

13.85 

60 

46.15 

5.00 

2.31 

0.0015 

0.0018 

14.01 

60 

45.99 

20.00 

9.20 

0.0200 

0.5408 

13.57 

60 

46.43 

20.00 

9.29 

0.0200 

2.9884 

13.57 

60 

46.43 

5.00 

2.32 

0.0015 

0.0248 

12.81 

60 

47.19 

20.00 

9.44 

0.0200 

0.3160 

12.81 

60 

47.19 

5.00 

2.36 

0.0015 

0.0084 

13.44 

60 

46.56 

20.00 

9.31 

0.0200 

0.3507 

13.44 

60 

46.56 

5.00 

2.33 

0.0015 

0.0061 

24.08 

78 

53.92 

20.00 

10.78 

0.0200 

0.5741 

19.51 

65 

45.49 

25.00 

11.37 

0.0250 

1.2828 

19.30 

50 

30.70 

25.00 

7.67 

0.0250 

0.3732 

24.94 

50 

25.06 

25.00 

6.27 

0.0250 

0.0149 

18.71 

60 

41.29 

20.00 

8.26 

0.0200 

0.0825 

24.96 

50 

25.04 

25.00 

6.26 

0.0250 

0.0436 

20.78 

65 

44.22 

25.00 

11.05 

0.0250 

0.1886 

25.17 

65 

39.83 

25.00 

9.96 

0.0250 

0.3406 

25.17 

65 

39.83 

25.00 

9.96 

0.0250 

0.3319 

12.66 

60 

47.34 

5.00 

2.37 

0.0015 

0.0157 

15.98 

60 

44.02 

20.00 

8.80 

0.0200 

0.1966 

31.82 

100 

68.18 

5.00 

3.41 

0.0015 

0.0006 

31.82 

65 

33.18 

25.00 

8.29 

0.0250 

0.5433 

21.82 

65 

43.18 

25.00 

10.80 

0.0250 

0.8357 

21.29 

65 

43.71 

25.00 

10.93 

0.0250 

0.2342 

21.31 

50 

28.69 

25.00 

7.17 

0.0250 

1.8027 

32.35 

100 

67.65 

5.00 

3.38 

0.0015 

0.0038 

32.35 

65 

32.65 

25.00 

8.16 

0.0250 

0.0342 

18.82 

60 

41.18 

20.00 

8.24 

0.0200 

0.3068 

30.53 

60 

29.47 

20.00 

5.89 

0.0200 

0.0857 

13.91 

60 

46.09 

20.00 

9.22 

0.0200 

0.4958 

13.91 

80 

66.09 

5.00 

3.30 

0.0015 

0.0009 

24.23 

60 

35.77 

20.00 

7.15 

0.0200 

0.3287 

21.99 

50 

28.01 

25.00 

7.00 

0.0250 

0.2909 

32.35 

65 

32.65 

25.00 

8.16 

0.0250 

0.7258 

16.26 

60 

43.74 

20.00 

8.75 

0.0200 

0.7011 

16.16 

60 

43.84 

20.00 

8.77 

0.0200 

0.6638 

22.25 

60 

37.75 

20.00 

7.55 

0.0200 

0.0707 

22.25 

50 

27.75 

25.00 

6.94 

0.0250 

0.4017 

25.74 

65 

39.26 

25.00 

9.82 

0.0250 

0.0294 



































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Quartzite 


Older Alluvium 


Phyllite & Schist 


Younger Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Phyllite & Schist 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

25.74 

65 

39.26 

25.00 

9.82 

0.0250 

0.0086 

23.29 

50 

26.71 

25.00 

6.68 

0.0250 

1.0801 

30.36 

60 

29.64 

20.00 

5.93 

0.0200 

0.2729 

23.08 

50 

26.92 

25.00 

6.73 

0.0250 

0.3710 

34.41 

75 

40.59 

20.00 

8.12 

0.0200 

0.1069 

34.41 

65 

30.59 

25.00 

7.65 

0.0250 

0.1586 

22.24 

60 

37.76 

20.00 

7.55 

0.0200 

1.6763 

29.58 

60 

30.42 

20.00 

6.08 

0.0200 

0.0027 

29.58 

50 

20.42 

25.00 

5.10 

0.0250 

0.2701 

32.35 

60 

27.65 

20.00 

5.53 

0.0200 

0.9721 

24.43 

50 

25.57 

25.00 

6.39 

0.0250 

0.1140 

29.96 

100 

70.04 

5.00 

3.50 

0.0015 

0.0033 

29.96 

65 

35.04 

25.00 

8.76 

0.0250 

0.6476 

14.63 

60 

45.37 

20.00 

9.07 

0.0200 

0.1769 

24.93 

78 

53.07 

20.00 

10.61 

0.0200 

0.1476 

14.83 

60 

45.17 

20.00 

9.03 

0.0200 

0.2489 

14.83 

60 

45.17 

5.00 

2.26 

0.0015 

0.0116 

23.04 

65 

41.96 

25.00 

10.49 

0.0250 

0.2481 

26.10 

100 

73.90 

5.00 

3.69 

0.0015 

0.0005 

26.10 

65 

38.90 

25.00 

9.72 

0.0250 

0.4200 

28.40 

65 

36.60 

25.00 

9.15 

0.0250 

0.3796 

21.89 

78 

56.11 

20.00 

11.22 

0.0200 

0.1788 

14.31 

60 

45.69 

20.00 

9.14 

0.0200 

1.3117 

14.31 

60 

45.69 

5.00 

2.28 

0.0015 

0.0031 

14.31 

80 

65.69 

5.00 

3.28 

0.0015 

0.0029 

24.26 

60 

35.74 

20.00 

7.15 

0.0200 

0.2647 

24.26 

60 

35.74 

5.00 

1.79 

0.0015 

0.0022 

24.26 

50 

25.74 

25.00 

6.43 

0.0250 

0.0983 

20.96 

60 

39.04 

20.00 

7.81 

0.0200 

0.1201 

20.96 

80 

59.04 

5.00 

2.95 

0.0015 

0.0224 

16.24 

60 

43.76 

20.00 

8.75 

0.0200 

0.1299 

16.24 

80 

63.76 

5.00 

3.19 

0.0015 

0.0012 

24.83 

60 

35.17 

20.00 

7.03 

0.0200 

0.5463 

19.62 

65 

45.38 

25.00 

11.34 

0.0250 

0.4277 

21.84 

60 

38.16 

20.00 

7.63 

0.0200 

0.4591 

21.81 

65 

43.19 

25.00 

10.80 

0.0250 

0.3348 

17.69 

60 

42.31 

20.00 

8.46 

0.0200 

0.3892 

17.69 

50 

32.31 

25.00 

8.08 

0.0250 

0.0223 

33.75 

75 

41.25 

20.00 

8.25 

0.0200 

0.3727 

31.04 

60 

28.96 

20.00 

5.79 

0.0200 

0.2635 

31.04 

50 

18.96 

25.00 

4.74 

0.0250 

0.0128 

14.07 

60 

45.93 

20.00 

9.19 

0.0200 

0.7143 

21.02 

60 

38.98 

20.00 

7.80 

0.0200 

0.0300 

21.02 

50 

28.98 

25.00 

7.24 

0.0250 

0.1122 

33.01 

75 

41.99 

20.00 

8.40 

0.0200 

0.0255 

13.60 

60 

46.40 

5.00 

2.32 

0.0015 

0.0112 

22.28 

50 

27.72 

25.00 

6.93 

0.0250 

1.0947 

22.96 

65 

42.04 

25.00 

10.51 

0.0250 

0.1264 

21.90 

60 

38.10 

20.00 

7.62 

0.0200 

0.1833 

22.40 

78 

55.60 

20.00 

11.12 

0.0200 

0.9893 

28.09 

60 

31.91 

20.00 

6.38 

0.0200 

0.6336 

28.09 

50 

21.91 

25.00 

5.48 

0.0250 

0.1238 

18.13 

60 

41.87 

20.00 

8.37 

0.0200 

0.3562 

20.27 

60 

39.73 

20.00 

7.95 

0.0200 

0.1028 

20.27 

50 

29.73 

25.00 

7.43 

0.0250 

0.1612 














































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



08001001 


Peelwa Kalan 


Peelwa Khurd 


Prempura 


Raghunathpura 


Rajpura 


Rajwas 


Ramjipura 


Rampura 


Rampura Kalan 


Rampura Khurd 


Ramsinghpura 


Raniwas 



Roogali 


Rudmal Ka Bas 


Sabalpura 


Sarai 


Shekhpura 


Shyalawas 


Singwara 


Sumel Kalan 


Sumel Khurd 


Surajpura 


Tahatra 


Ahmad Nagar 


Alipura Bhagwanpura 


Allapura 


Ateekpura 


Choru 


Deoli 


Census Code 


0811000401404100 


0812001201623200 




0811000301381600 


0811000301381700 


0811000401395500 


0811000401401200 


0811000401395700 


0811000301383800 


0811000401400900 


0811000401401100 


0811000401400200 


0811000401398000 


0811000401401900 


0811000401399500 


0811000401402200 


0811000401400800 


0811000401398100 


0811000401403300 


0811000401399000 


0811000401403600 


0811000301383300 


0811000401402700 


0811000401399300 


0811000101351700 


0811000101351600 


0811000401401400 


0812001201623700 


0822000702694300 


0822000702691000 


0822000702688600 


0822000702690600 


0822000702689100 


0822000702691200 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 



3.84 Fresh 


1.58 Fresh 


1.63 Fresh 


4.16 Fresh 


0.79 Fresh 


0.86 Fresh 


3.79 Fresh 


2.87 Fresh 


2.76 Fresh 


0.59 Fresh 


2.43 Fresh 


2.55 Fresh 


1.00 Fresh 


2.30 Fresh 


1.99 Fresh 



1.51 Fresh 


3.19 Fresh 


2.73 Fresh 


2.36 Fresh 


1.15 Fresh 


10.12 Fresh 


5.50 Fresh 


4.29 Fresh 


2.36 Fresh 


4.22 Fresh 


11.15 Fresh 


5.16 Fresh 


3.20 Fresh 


5.86 Fresh 


4.54 Fresh 


19.98 Fresh 


22.81 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Quartzite 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Quartzite 


Phyllite & Schist 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Phyllite & Schist 


Older Alluvium 


River Basin: Chambal 


Sub Basin: Chakan 




Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

29.90 

60 

30.10 

20.00 

6.02 

0.0200 

0.3486 

27.38 

78 

50.62 

20.00 

10.12 

0.0200 

0.3753 

27.38 

140 

112.62 

5.00 

5.63 

0.0015 

0.0001 

20.55 

60 

39.45 

20.00 

7.89 

0.0200 

0.0654 

20.55 

50 

29.45 

25.00 

7.36 

0.0250 

0.6298 

24.90 

65 

40.10 

25.00 

10.02 

0.0250 

0.3160 

24.02 

65 

40.98 

25.00 

10.24 

0.0250 

0.4041 

20.63 

60 

39.37 

20.00 

7.87 

0.0200 

0.5818 

20.63 

80 

59.37 

5.00 

2.97 

0.0015 

0.0002 

13.86 

60 

46.14 

5.00 

2.31 

0.0015 

0.0027 

21.38 

60 

38.62 

20.00 

7.72 

0.0200 

0.0794 

21.38 

50 

28.62 

25.00 

7.16 

0.0250 

0.0621 

24.33 

65 

40.67 

25.00 

10.17 

0.0250 

0.0254 

17.08 

60 

42.92 

20.00 

8.58 

0.0200 

0.1909 

15.28 

60 

44.72 

20.00 

8.94 

0.0200 

0.2811 

15.28 

60 

44.72 

5.00 

2.24 

0.0015 

0.0039 

14.50 

60 

45.50 

20.00 

9.10 

0.0200 

0.0771 

14.10 

60 

45.90 

20.00 

9.18 

0.0200 

0.4470 

16.63 

60 

43.37 

20.00 

8.67 

0.0200 

0.2962 

16.63 

60 

43.37 

5.00 

2.17 

0.0015 

0.0027 

21.49 

60 

38.51 

20.00 

7.70 

0.0200 

0.0365 

20.06 

60 

39.94 

20.00 

7.99 

0.0200 

0.3651 

16.25 

60 

43.75 

20.00 

8.75 

0.0200 

0.1329 

16.25 

60 

43.75 

5.00 

2.19 

0.0015 

0.0000 

33.92 

100 

66.08 

5.00 

3.30 

0.0015 

0.0022 

33.92 

65 

31.08 

25.00 

7.77 

0.0250 

0.0408 

24.80 

65 

40.20 

25.00 

10.05 

0.0250 

1.0624 

24.80 

65 

40.20 

25.00 

10.05 

0.0250 

2.5652 

15.12 

60 

44.88 

20.00 

8.98 

0.0200 

0.1023 

15.12 

80 

64.88 

5.00 

3.24 

0.0015 

0.0087 

14.96 

60 

45.04 

20.00 

9.01 

0.0200 

0.2715 

21.76 

50 

28.24 

25.00 

7.06 

0.0250 

0.5625 

16.22 

60 

43.78 

20.00 

8.76 

0.0200 

0.4786 

21.20 

50 

28.81 

25.00 

7.20 

0.0250 

0.4255 

20.19 

65 

44.81 

25.00 

11.20 

0.0250 

0.2869 

29.01 

60 

30.99 

20.00 

6.20 

0.0200 

1.0913 

23.65 

60 

36.35 

20.00 

7.27 

0.0200 

0.2505 

25.29 

50 

24.71 

25.00 

6.18 

0.0250 

0.0000 

24.96 

50 

25.04 

25.00 

6.26 

0.0250 

0.0056 

24.96 

50 

25.04 

25.00 

6.26 

0.0250 

0.0256 

12.92 

60 

47.08 

5.00 

2.35 

0.0015 

0.0149 

24.54 

78 

53.46 

20.00 

10.69 

0.0200 

0.2965 


Firozpura 


Galwaniya 


0822000702694500 


5.17 Fresh 


Non-command 

Phyllite & Schist 

1.69 

16.64 

90 

73.36 

5.00 

3.67 

0.0015 

0.0093 

Non-command 

Older Alluvium 

3.20 

17.42 

60 

42.58 

20.00 

8.52 

0.0150 

0.4085 

Non-command 

Gneisses(B.G.C) 

0.79 

16.33 

90 

73.67 

4.00 

2.95 

0.0015 

0.0035 

Non-command 

Older Alluvium 

0.28 

13.87 

60 

46.13 

20.00 

9.23 

0.0150 

0.0393 

Non-command 

Older Alluvium 

3.26 

20.42 

60 

39.58 

20.00 

7.92 

0.0150 

0.3866 

Non-command 

Gneisses(B.G.C) 

4.50 

16.49 

90 

73.51 

4.00 

2.94 

0.0015 

0.0199 

Non-command 

Older Alluvium 

0.93 

16.49 

60 

43.51 

20.00 

8.70 

0.0150 

0.1213 

Non-command 

Phyllite & Schist 

0.76 

16.49 

90 

73.51 

5.00 

3.68 

0.0015 

0.0042 

Non-command 

Older Alluvium 

4.46 

15.85 

60 

44.15 

20.00 

8.83 

0.0150 

0.5906 

Non-command 

Phyllite & Schist 

0.31 

15.85 

90 

74.15 

5.00 

3.71 

0.0015 

0.0017 

Command 

Phyllite & Schist 

0.02 

16.55 

90 

73.45 

5.00 

3.67 

0.0015 

0.0001 
































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Gneisses(B.G.C) 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Bhander Sandstone 


Shale 


Phyllite & Schist 


Phyllite & Schist 


Limestone 


Phyllite & Schist 


Gneisses(B.G.C) 


Bhander Sandstone 


Shale 


Phyllite & Schist 


Phyllite & Schist 


Bhander Sandstone 


Gneisses(B.G.C) 


Shale 


Bhander Sandstone 


Shale 


Shale 


Bhander Sandstone 


Limestone 


Phyllite & Schist 


Phyllite & Schist 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Phyllite & Schist 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Limestone 


Phyllite & Schist 


Bhander Sandstone 


Limestone 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Bhander Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

16.55 

90 

73.45 

5.00 

3.67 

0.0015 

0.0137 

16.61 

90 

73.39 

5.00 

3.67 

0.0015 

0.0022 

16.77 

60 

43.23 

20.00 

8.65 

0.0150 

0.6437 

16.77 

90 

73.23 

5.00 

3.66 

0.0015 

0.0204 

17.59 

60 

42.41 

20.00 

8.48 

0.0150 

0.7293 

16.55 

90 

73.45 

5.00 

3.67 

0.0015 

0.0000 

16.55 

90 

73.45 

5.00 

3.67 

0.0015 

0.0109 

16.71 

90 

73.29 

4.00 

2.93 

0.0015 

0.0004 

16.71 

60 

43.29 

20.00 

8.66 

0.0150 

0.4622 

16.71 

90 

73.29 

5.00 

3.66 

0.0015 

0.0009 

11.33 

60 

48.67 

20.00 

9.73 

0.0150 

0.0022 

17.30 

90 

72.70 

4.00 

2.91 

0.0015 

0.0028 

17.30 

60 

42.70 

20.00 

8.54 

0.0150 

0.6783 

17.47 

60 

42.53 

20.00 

8.51 

0.0150 

0.3376 

15.54 

60 

44.46 

20.00 

8.89 

0.0150 

0.4182 

15.54 

90 

74.46 

5.00 

3.72 

0.0015 

0.0536 

18.78 

60 

41.22 

20.00 

8.24 

0.0150 

0.4897 

20.39 

90 

69.61 

10.00 

6.96 

0.0020 

0.0055 

20.39 

90 

69.61 

5.00 

3.48 

0.0015 

0.0086 

16.64 

90 

73.36 

5.00 

3.67 

0.0015 

0.0003 

16.64 

90 

73.36 

5.00 

3.67 

0.0015 

0.0188 

16.52 

90 

73.48 

15.00 

11.02 

0.0020 

0.0341 

16.52 

90 

73.48 

5.00 

3.67 

0.0015 

0.0018 

16.33 

90 

73.67 

4.00 

2.95 

0.0015 

0.0057 

21.41 

90 

68.59 

10.00 

6.86 

0.0020 

0.0030 

21.41 

90 

68.59 

5.00 

3.43 

0.0015 

0.0081 

18.05 

90 

71.95 

5.00 

3.60 

0.0015 

0.0122 

18.05 

90 

71.95 

5.00 

3.60 

0.0015 

0.0025 

20.00 

90 

70.00 

10.00 

7.00 

0.0020 

0.0232 

20.00 

90 

70.00 

4.00 

2.80 

0.0015 

0.0124 

20.00 

90 

70.00 

5.00 

3.50 

0.0015 

0.0026 

19.30 

90 

70.70 

10.00 

7.07 

0.0020 

0.0217 

19.30 

90 

70.70 

5.00 

3.53 

0.0015 

0.0014 

12.95 

90 

77.05 

5.00 

3.85 

0.0015 

0.0000 

15.49 

90 

74.51 

10.00 

7.45 

0.0020 

0.0020 

15.49 

90 

74.51 

10.00 

7.45 

0.0020 

0.0132 

15.49 

90 

74.51 

5.00 

3.73 

0.0015 

0.0074 

16.53 

90 

73.47 

5.00 

3.67 

0.0015 

0.0094 

12.62 

90 

77.38 

10.00 

7.74 

0.0020 

0.0284 

12.62 

90 

77.38 

10.00 

7.74 

0.0020 

0.0781 

13.95 

90 

76.05 

10.00 

7.61 

0.0020 

0.0086 

13.95 

90 

76.05 

10.00 

7.61 

0.0020 

0.0455 

13.95 

90 

76.05 

5.00 

3.80 

0.0015 

0.0000 

21.96 

90 

68.04 

10.00 

6.80 

0.0020 

0.0057 

21.96 

90 

68.04 

5.00 

3.40 

0.0015 

0.0029 

17.90 

90 

72.10 

10.00 

7.21 

0.0020 

0.0007 

17.90 

90 

72.10 

12.00 

8.65 

0.0020 

0.0014 

17.90 

90 

72.10 

5.00 

3.60 

0.0015 

0.0171 

17.90 

90 

72.10 

10.00 

7.21 

0.0020 

0.0571 

17.90 

90 

72.10 

12.00 

8.65 

0.0020 

0.0663 

17.90 

90 

72.10 

5.00 

3.60 

0.0015 

0.0078 

12.51 

60 

47.49 

20.00 

9.50 

0.0150 

0.0000 

12.51 

80 

67.49 

5.00 

3.37 

0.0015 

0.0425 

16.28 

90 

73.72 

5.00 

3.69 

0.0015 

0.0191 

19.62 

90 

70.38 

10.00 

7.04 

0.0020 

0.0221 







































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Limestone 


Limestone 


Bhander Sandstone 


Limestone 


Phyllite & Schist 


Phyllite & Schist 


Bhander Sandstone 


Gneisses(B.G.C.) 


Phyllite & Schist 


Limestone 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Limestone 


Bhander Sandstone 


Limestone 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Shale 


Shale 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Bhander Sandstone 


Limestone 


Shale 


Bhander Sandstone 


Limestone 


Gneisses(B.G.C) 


Shale 


Gneisses(B.G.C) 


Phyllite & Schist 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Shale 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Shale 


Limestone 


Limestone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

21.59 

90 

68.41 

10.00 

6.84 

0.0020 

0.0534 

21.59 

90 

68.41 

5.00 

3.42 

0.0015 

0.0234 

20.66 

100 

79.34 

10.00 

7.93 

0.0020 

0.0079 

20.66 

90 

69.34 

5.00 

3.47 

0.0015 

0.0059 

12.14 

90 

77.86 

10.00 

7.79 

0.0020 

0.0375 

12.14 

90 

77.86 

10.00 

7.79 

0.0020 

0.0016 

16.35 

90 

73.65 

15.00 

11.05 

0.0020 

0.0327 

16.48 

90 

73.52 

10.00 

7.35 

0.0020 

0.0008 

16.48 

90 

73.52 

10.00 

7.35 

0.0020 

0.0020 

16.40 

90 

73.60 

5.00 

3.68 

0.0015 

0.0760 

17.25 

90 

72.75 

5.00 

3.64 

0.0015 

0.0284 

19.01 

100 

80.99 

10.00 

8.10 

0.0020 

0.0430 

19.01 

80 

60.99 

5.00 

3.05 

0.0015 

0.0047 

19.01 

80 

60.99 

5.00 

3.05 

0.0015 

0.0015 

16.45 

90 

73.55 

10.00 

7.35 

0.0020 

0.0396 

19.43 

90 

70.57 

5.00 

3.53 

0.0015 

0.0003 

19.43 

90 

70.57 

4.00 

2.82 

0.0015 

0.0010 

19.43 

90 

70.57 

5.00 

3.53 

0.0015 

0.0072 

16.75 

90 

73.25 

12.00 

8.79 

0.0020 

0.0369 

12.62 

90 

77.38 

10.00 

7.74 

0.0020 

0.0184 

12.62 

90 

77.38 

10.00 

7.74 

0.0020 

0.0008 

16.16 

90 

73.84 

5.00 

3.69 

0.0015 

0.0020 

18.98 

90 

71.02 

5.00 

3.55 

0.0015 

0.0004 

18.98 

90 

71.02 

5.00 

3.55 

0.0015 

0.0025 

18.50 

90 

71.50 

5.00 

3.57 

0.0015 

0.0049 

18.50 

90 

71.50 

5.00 

3.57 

0.0015 

0.0005 

19.96 

90 

70.04 

5.00 

3.50 

0.0015 

0.0064 

24.85 

90 

65.15 

5.00 

3.26 

0.0015 

0.0110 

16.84 

90 

73.16 

5.00 

3.66 

0.0015 

0.0025 

16.84 

90 

73.16 

5.00 

3.66 

0.0015 

0.0076 

16.53 

90 

73.47 

5.00 

3.67 

0.0015 

0.0026 

16.50 

90 

73.50 

5.00 

3.67 

0.0015 

0.0118 

12.41 

90 

77.59 

10.00 

7.76 

0.0020 

0.0316 

12.41 

90 

77.59 

12.00 

9.31 

0.0020 

0.0029 

12.41 

90 

77.59 

5.00 

3.88 

0.0015 

0.0019 

14.39 

90 

75.61 

10.00 

7.56 

0.0020 

0.0106 

14.39 

90 

75.61 

12.00 

9.07 

0.0020 

0.0046 

16.41 

90 

73.59 

4.00 

2.94 

0.0015 

0.0110 

20.02 

90 

69.98 

5.00 

3.50 

0.0015 

0.0148 

16.49 

90 

73.51 

4.00 

2.94 

0.0015 

0.0625 

16.49 

90 

73.51 

5.00 

3.68 

0.0015 

0.0136 

14.52 

90 

75.48 

10.00 

7.55 

0.0020 

0.0008 

14.52 

90 

75.48 

5.00 

3.77 

0.0015 

0.0044 

17.72 

90 

72.28 

10.00 

7.23 

0.0020 

0.0002 

17.72 

90 

72.28 

5.00 

3.61 

0.0015 

0.0139 

16.02 

90 

73.98 

5.00 

3.70 

0.0015 

0.0091 

15.85 

60 

44.15 

20.00 

8.83 

0.0150 

0.0064 

10.40 

60 

49.60 

20.00 

9.92 

0.0150 

0.0028 

10.40 

90 

79.60 

5.00 

3.98 

0.0015 

0.0015 

16.55 

90 

73.45 

5.00 

3.67 

0.0015 

0.0111 

16.55 

90 

73.45 

5.00 

3.67 

0.0015 

0.0036 

16.48 

90 

73.52 

5.00 

3.68 

0.0015 

0.0336 

19.97 

90 

70.03 

5.00 

3.50 

0.0015 

0.0071 

16.47 

90 

73.53 

15.00 

11.03 

0.0020 

0.0225 

16.50 

90 

73.50 

15.00 

11.03 

0.0020 

0.0264 

































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Gneisses(B.G.C.) 


Phyllite & Schist 


Bhander Sandstone 


Phyllite & Schist 


Shale 


Gneisses(B.G.C) 


Shale 


Limestone 


Phyllite & Schist 


Shale 


Limestone 


Bhander Sandstone 


Shale 


Quartzite 


Bhander Sandstone 


Limestone 


Phyllite & Schist 


Phyllite & Schist 


Bhander Sandstone 


Shale 


Phyllite & Schist 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Phyllite & Schist 


Bhander Sandstone 


Limestone 


Gneisses(B.G.C.) 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Limestone 


Phyllite & Schist 


Phyllite & Schist 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Limestone 


Phyllite & Schist 


Shale 


Bhander Sandstone 


Shale 


Shale 


Phyllite & Schist 


Bhander Sandstone 


Phyllite & Schist 


Shale 


Limestone 


Phyllite & Schist 


Limestone 


Phyllite & Schist 


Shale 


Bhander Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

16.61 

90 

73.39 

4.00 

2.94 

0.0015 

0.0004 

16.61 

90 

73.39 

5.00 

3.67 

0.0015 

0.0172 

19.51 

90 

70.49 

10.00 

7.05 

0.0020 

0.0491 

19.51 

90 

70.49 

5.00 

3.52 

0.0015 

0.0000 

19.51 

90 

70.49 

5.00 

3.52 

0.0015 

0.0046 

19.92 

90 

70.08 

4.00 

2.80 

0.0015 

0.0024 

19.92 

90 

70.08 

5.00 

3.50 

0.0015 

0.0038 

16.50 

90 

73.50 

15.00 

11.03 

0.0020 

0.0118 

16.50 

90 

73.50 

5.00 

3.68 

0.0015 

0.0153 

19.54 

90 

70.46 

5.00 

3.52 

0.0015 

0.0121 

15.02 

90 

74.98 

10.00 

7.50 

0.0020 

0.0458 

19.45 

90 

70.55 

10.00 

7.05 

0.0020 

0.0192 

19.45 

90 

70.55 

5.00 

3.53 

0.0015 

0.0055 

14.32 

90 

75.68 

5.00 

3.78 

0.0015 

0.0018 

14.32 

90 

75.68 

10.00 

7.57 

0.0020 

0.0345 

14.32 

90 

75.68 

10.00 

7.57 

0.0020 

0.0101 

17.20 

90 

72.80 

5.00 

3.64 

0.0015 

0.0076 

16.50 

90 

73.50 

5.00 

3.67 

0.0015 

0.0153 

13.54 

90 

76.46 

10.00 

7.65 

0.0020 

0.0412 

13.54 

90 

76.46 

5.00 

3.82 

0.0015 

0.0117 

16.52 

90 

73.48 

5.00 

3.67 

0.0015 

0.0140 

17.04 

90 

72.96 

10.00 

7.30 

0.0020 

0.0072 

17.04 

90 

72.96 

12.00 

8.76 

0.0020 

0.0545 

16.18 

90 

73.82 

10.00 

7.38 

0.0020 

0.0008 

16.18 

90 

73.82 

12.00 

8.86 

0.0020 

0.0554 

15.88 

90 

74.12 

5.00 

3.71 

0.0015 

0.0156 

14.17 

90 

75.83 

10.00 

7.58 

0.0020 

0.0113 

14.17 

90 

75.83 

12.00 

9.10 

0.0020 

0.0628 

16.47 

90 

73.53 

4.00 

2.94 

0.0015 

0.0022 

16.47 

60 

43.53 

20.00 

8.71 

0.0150 

0.0050 

16.47 

90 

73.53 

5.00 

3.68 

0.0015 

0.0386 

10.49 

100 

89.51 

5.00 

4.48 

0.0015 

0.0759 

16.63 

90 

73.37 

12.00 

8.80 

0.0020 

0.0065 

16.63 

90 

73.37 

5.00 

3.67 

0.0015 

0.0111 

15.94 

90 

74.06 

5.00 

3.70 

0.0015 

0.0155 

13.42 

90 

76.58 

10.00 

7.66 

0.0020 

0.0000 

13.42 

90 

76.58 

10.00 

7.66 

0.0020 

0.0324 

11.97 

90 

78.03 

10.00 

7.80 

0.0020 

0.0018 

11.97 

90 

78.03 

10.00 

7.80 

0.0020 

0.0125 

16.12 

90 

73.88 

10.00 

7.39 

0.0020 

0.0047 

16.12 

90 

73.88 

5.00 

3.69 

0.0015 

0.0158 

20.31 

90 

69.69 

5.00 

3.48 

0.0015 

0.0077 

15.18 

90 

74.82 

10.00 

7.48 

0.0020 

0.0045 

24.00 

90 

66.00 

5.00 

3.30 

0.0015 

0.0001 

24.00 

90 

66.00 

5.00 

3.30 

0.0015 

0.0133 

19.48 

90 

70.52 

5.00 

3.53 

0.0015 

0.0027 

19.48 

90 

70.52 

10.00 

7.05 

0.0020 

0.0000 

19.48 

90 

70.52 

5.00 

3.53 

0.0015 

0.0270 

19.48 

90 

70.52 

5.00 

3.53 

0.0015 

0.0048 

14.94 

90 

75.06 

10.00 

7.51 

0.0020 

0.2687 

14.94 

90 

75.06 

5.00 

3.75 

0.0015 

0.0090 

16.49 

90 

73.51 

10.00 

7.35 

0.0020 

0.0604 

16.49 

90 

73.51 

5.00 

3.68 

0.0015 

0.0000 

19.98 

90 

70.02 

5.00 

3.50 

0.0015 

0.0101 

11.17 

90 

78.83 

10.00 

7.88 

0.0020 

0.0224 






















































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Limestone 


Shale 


Limestone 


Phyllite & Schist 


Phyllite & Schist 


Shale 


Gneisses(B.G.C) 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Bhander Sandstone 


Shale 


Phyllite & Schist 


Phyllite & Schist 


Shale 


Shale 


Phyllite & Schist 


Bhander Sandstone 


Limestone 


Phyllite & Schist 


Limestone 


Limestone 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Gneisses(B.G.C) 


Phyllite & Schist 


Quartzite 


Bhander Sandstone 


Shale 


Shale 


Gneisses(B.G.C) 


Phyllite & Schist 


Shale 


Limestone 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Shale 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Shale 


Phyllite & Schist 


Shale 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.17 

90 

78.83 

10.00 

7.88 

0.0020 

0.0114 

19.95 

90 

70.05 

5.00 

3.50 

0.0015 

0.0030 

16.39 

90 

73.61 

10.00 

7.36 

0.0020 

0.0483 

16.39 

90 

73.61 

5.00 

3.68 

0.0015 

0.0292 

15.59 

90 

74.41 

5.00 

3.72 

0.0015 

0.0026 

21.05 

90 

68.95 

5.00 

3.45 

0.0015 

0.0005 

16.39 

90 

73.61 

4.00 

2.94 

0.0015 

0.0006 

16.39 

60 

43.61 

20.00 

8.72 

0.0150 

0.0153 

16.39 

90 

73.61 

5.00 

3.68 

0.0015 

0.0002 

18.12 

80 

61.88 

5.00 

3.09 

0.0015 

0.0059 

18.12 

80 

61.88 

5.00 

3.09 

0.0015 

0.0037 

18.06 

90 

71.94 

10.00 

7.19 

0.0020 

0.0158 

18.06 

90 

71.94 

5.00 

3.60 

0.0015 

0.0052 

15.16 

80 

64.84 

5.00 

3.24 

0.0015 

0.0142 

15.16 

80 

64.84 

5.00 

3.24 

0.0015 

0.0214 

23.74 

90 

66.26 

5.00 

3.31 

0.0015 

0.0037 

19.96 

90 

70.04 

5.00 

3.50 

0.0015 

0.0132 

16.77 

90 

73.23 

5.00 

3.66 

0.0015 

0.0136 

11.32 

90 

78.68 

10.00 

7.87 

0.0020 

0.0157 

11.32 

90 

78.68 

10.00 

7.87 

0.0020 

0.0049 

16.52 

90 

73.48 

5.00 

3.67 

0.0015 

0.0358 

16.30 

90 

73.70 

10.00 

7.37 

0.0020 

0.0310 

16.50 

90 

73.50 

10.00 

7.35 

0.0020 

0.0208 

16.50 

90 

73.50 

5.00 

3.68 

0.0015 

0.0011 

10.10 

120 

109.90 

20.00 

21.98 

0.0150 

0.0095 

10.10 

100 

89.90 

5.00 

4.49 

0.0015 

0.0002 

19.88 

90 

70.12 

10.00 

7.01 

0.0020 

0.0040 

19.88 

90 

70.12 

5.00 

3.51 

0.0015 

0.0034 

15.53 

100 

84.47 

10.00 

8.45 

0.0020 

0.0016 

15.53 

80 

64.47 

5.00 

3.22 

0.0015 

0.0036 

15.53 

80 

64.47 

5.00 

3.22 

0.0015 

0.0414 

15.53 

90 

74.47 

5.00 

3.72 

0.0015 

0.0000 

20.42 

90 

69.58 

10.00 

6.96 

0.0020 

0.0066 

20.42 

90 

69.58 

5.00 

3.48 

0.0015 

0.0049 

19.12 

90 

70.88 

5.00 

3.54 

0.0015 

0.0066 

16.46 

90 

73.54 

4.00 

2.94 

0.0015 

0.0047 

16.77 

90 

73.23 

5.00 

3.66 

0.0015 

0.0012 

20.02 

90 

69.98 

5.00 

3.50 

0.0015 

0.0098 

16.40 

90 

73.60 

10.00 

7.36 

0.0020 

0.0871 

16.55 

90 

73.45 

5.00 

3.67 

0.0015 

0.0213 

16.55 

90 

73.45 

5.00 

3.67 

0.0015 

0.0003 

14.08 

80 

65.92 

5.00 

3.30 

0.0015 

0.0363 

19.47 

90 

70.53 

5.00 

3.53 

0.0015 

0.0011 

19.47 

90 

70.53 

4.00 

2.82 

0.0015 

0.0007 

19.47 

90 

70.53 

5.00 

3.53 

0.0015 

0.0063 

19.47 

90 

70.53 

5.00 

3.53 

0.0015 

0.0008 

16.99 

90 

73.01 

10.00 

7.30 

0.0020 

0.1440 

16.99 

90 

73.01 

12.00 

8.76 

0.0020 

0.0319 

18.03 

90 

71.97 

10.00 

7.20 

0.0020 

0.0158 

16.50 

90 

73.50 

5.00 

3.67 

0.0015 

0.0100 

16.59 

90 

73.41 

5.00 

3.67 

0.0015 

0.0147 

10.17 

100 

89.83 

5.00 

4.49 

0.0015 

0.0234 

24.88 

90 

65.12 

5.00 

3.26 

0.0015 

0.0026 

15.94 

90 

74.06 

5.00 

3.70 

0.0015 

0.0095 

19.96 

90 

70.04 

5.00 

3.50 

0.0015 

0.0247 































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Bhander Sandstone 


Phyllite & Schist 


Bhander Sandstone 


Limestone 


Phyllite & Schist 


Bhander Sandstone 


Shale 


Shale 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Limestone 


Phyllite & Schist 


Bhander Sandstone 


Gneisses(B.G.C.) 


Shale 


Phyllite & Schist 


Phyllite & Schist 


Shale 


Phyllite & Schist 


Phyllite & Schist 


Bhander Sandstone 


Limestone 


Phyllite & Schist 


Quartzite 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Bhander Sandstone 


Shale 


Limestone 


Bhander Sandstone 


Shale 


Shale 


Phyllite & Schist 


Shale 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Quartzite 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Bhander Sandstone 


Shale 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

18.69 

90 

71.31 

10.00 

7.13 

0.0020 

0.0014 

18.69 

90 

71.31 

5.00 

3.57 

0.0015 

0.0038 

18.69 

90 

71.31 

10.00 

7.13 

0.0020 

0.0052 

18.69 

90 

71.31 

15.00 

10.70 

0.0020 

0.0000 

18.69 

90 

71.31 

5.00 

3.57 

0.0015 

0.0027 

20.76 

90 

69.24 

10.00 

6.92 

0.0020 

0.0101 

20.76 

90 

69.24 

5.00 

3.46 

0.0015 

0.0126 

19.95 

90 

70.05 

5.00 

3.50 

0.0015 

0.0138 

18.08 

90 

71.92 

5.00 

3.60 

0.0015 

0.0059 

18.08 

90 

71.92 

5.00 

3.60 

0.0015 

0.0009 

10.68 

120 

109.32 

20.00 

21.86 

0.0150 

0.6524 

10.68 

100 

89.32 

5.00 

4.47 

0.0015 

0.0280 

10.71 

120 

109.29 

20.00 

21.86 

0.0150 

0.0236 

11.33 

60 

48.67 

20.00 

9.73 

0.0150 

0.0687 

17.15 

80 

62.85 

5.00 

3.14 

0.0015 

0.0068 

17.15 

80 

62.85 

5.00 

3.14 

0.0015 

0.0165 

17.15 

80 

62.85 

5.00 

3.14 

0.0015 

0.0970 

16.50 

90 

73.50 

15.00 

11.02 

0.0020 

0.0137 

16.50 

90 

73.50 

5.00 

3.67 

0.0015 

0.0055 

20.28 

90 

69.72 

10.00 

6.97 

0.0020 

0.0367 

20.28 

90 

69.72 

4.00 

2.79 

0.0015 

0.0006 

20.28 

90 

69.72 

5.00 

3.49 

0.0015 

0.0486 

16.65 

90 

73.35 

5.00 

3.67 

0.0015 

0.0126 

16.65 

90 

73.35 

5.00 

3.67 

0.0015 

0.0316 

19.97 

90 

70.03 

5.00 

3.50 

0.0015 

0.0047 

11.63 

100 

88.37 

5.00 

4.42 

0.0015 

0.0587 

15.38 

90 

74.62 

5.00 

3.73 

0.0015 

0.0015 

16.44 

100 

83.56 

10.00 

8.36 

0.0020 

0.0036 

16.44 

90 

73.56 

15.00 

11.03 

0.0020 

0.0285 

16.44 

80 

63.56 

5.00 

3.18 

0.0015 

0.0059 

16.44 

90 

73.56 

5.00 

3.68 

0.0015 

0.0180 

12.52 

120 

107.48 

20.00 

21.50 

0.0150 

0.2445 

12.52 

100 

87.48 

5.00 

4.37 

0.0015 

0.0002 

18.72 

90 

71.28 

5.00 

3.56 

0.0015 

0.0025 

18.72 

90 

71.28 

5.00 

3.56 

0.0015 

0.0044 

16.45 

90 

73.55 

5.00 

3.68 

0.0015 

0.0031 

16.50 

90 

73.50 

5.00 

3.68 

0.0015 

0.0216 

20.44 

90 

69.56 

10.00 

6.96 

0.0020 

0.0041 

20.44 

90 

69.56 

5.00 

3.48 

0.0015 

0.0090 

16.52 

90 

73.48 

12.00 

8.82 

0.0020 

0.0504 

21.48 

100 

78.52 

10.00 

7.85 

0.0020 

0.0200 

21.48 

90 

68.52 

5.00 

3.43 

0.0015 

0.0106 

19.92 

90 

70.08 

5.00 

3.50 

0.0015 

0.0033 

16.51 

90 

73.49 

5.00 

3.67 

0.0015 

0.0091 

19.93 

90 

70.07 

5.00 

3.50 

0.0015 

0.0053 

16.50 

90 

73.50 

5.00 

3.68 

0.0015 

0.0130 

11.30 

100 

88.70 

5.00 

4.43 

0.0015 

0.0785 

13.61 

100 

86.39 

5.00 

4.32 

0.0015 

0.0172 

13.61 

90 

76.39 

5.00 

3.82 

0.0015 

0.0108 

11.27 

60 

48.73 

20.00 

9.75 

0.0150 

0.1898 

11.27 

90 

78.73 

5.00 

3.94 

0.0015 

0.0305 

16.48 

90 

73.52 

5.00 

3.68 

0.0015 

0.0521 

19.66 

90 

70.34 

10.00 

7.03 

0.0020 

0.0119 

19.66 

90 

70.34 

5.00 

3.52 

0.0015 

0.0008 

17.95 

90 

72.05 

5.00 

3.60 

0.0015 

0.0073 





















































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 


08002003 


Sagatpura 


Sameedhi 


Sangramganj 


Sankli 


Sedri Gujran 


Sedri Maliyan 


Shah Alampura 


Shahpura Khurd 


Shapura Kalan 


Sherganj 


Sheriya 


Shivganj 


Shop 


Shreepura 


Shyodanpura 


Shyopura 


Soonsa 


Subhnpura 


Sumerganj Mandi 


Sumerpura 


Sunari 


Talwas 


Thikariya 


Tokaspura 


Usmanpura 


Vijaipura 


Abhaipur 


Akhawa 


Alniya 


Anandpura @ Phoota Tala 


Anwali 


Arampura 


Aranya 


Census Code 


0823000202722400 


0823000202714500 


0823000302732200 


0810000601322200 


0822000702694900 


0822000702695000 


0822000702693900 


0822000702696200 


0822000702696400 


0823000302732900 


0823000202731900 


0823000302733900 


0822000702690500 


0823000202721700 


0823000302735200 


0810000601322400 


0810000601326400 


0822000702692000 


0823000202721600 


0822000702692200 


0823000302736200 


0823000302732100 


0823000302736100 


0823000202731800 


0810000601324500 


0822000702692300 


0823000302734400 


0822000702691700 


0810000601321100 


0830000303804800 


0830000303811300 


0830000303808100 


0830000303806700 


0830000303806900 


0830000303803700 


0830000303802700 


Zone (Fresh 
/ Saline) 


4.56 Fresh 


13.30 Fresh 


1.07 Fresh 


2.50 Fresh 


1.05 Fresh 


1.51 Fresh 


0.96 Fresh 


4.92 Fresh 


1.15 Fresh 


3.76 Fresh 


4.02 Fresh 


0.77 Fresh 


21.99 Fresh 


1.31 Fresh 


4.08 Fresh 


3.80 Fresh 


9.08 Fresh 


7.32 Fresh 


9.83 Fresh 


2.11 Fresh 


1.93 Fresh 


0.70 Fresh 


1.90 Fresh 


26.31 Fresh 


1.76 Fresh 


3.39 Fresh 


1.27 Fresh 


3.00 Fresh 


1.84 Fresh 


4.57 Fresh 


47.34 Fresh 


13.80 Fresh 


13.48 Fresh 


13.94 Fresh 


0.92 Fresh 


1.65 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Limestone 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Bhander Sandstone 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Limestone 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Bhander Sandstone 

Non-command 

Limestone 

Non-command 

Phyllite & Schist 

Non-command 

Quartzite 

Non-command 

Shale 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Shale 

Non-command 

Limestone 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Limestone 

Non-command 

Bhander Sandstone 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Shale 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 


Sub Basin: Chambal Downstream 


Command 

Bhander Sandstone 

Command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Command 

Bhander Sandstone 

Command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

16.38 

90 

73.62 

5.00 

3.68 

0.0015 

0.0252 

16.47 

90 

73.53 

5.00 

3.68 

0.0015 

0.0380 

16.60 

90 

73.40 

12.00 

8.81 

0.0020 

0.0165 

16.60 

90 

73.40 

5.00 

3.67 

0.0015 

0.0007 

13.37 

80 

66.63 

5.00 

3.33 

0.0015 

0.0125 

17.19 

90 

72.81 

5.00 

3.64 

0.0015 

0.0057 

17.70 

90 

72.30 

5.00 

3.61 

0.0015 

0.0082 

16.62 

90 

73.38 

5.00 

3.67 

0.0015 

0.0053 

19.65 

90 

70.35 

10.00 

7.04 

0.0020 

0.0037 

19.65 

90 

70.35 

4.00 

2.81 

0.0015 

0.0195 

19.65 

90 

70.35 

5.00 

3.52 

0.0015 

0.0001 

20.01 

90 

69.99 

4.00 

2.80 

0.0015 

0.0001 

20.01 

90 

69.99 

5.00 

3.50 

0.0015 

0.0059 

19.81 

90 

70.19 

10.00 

7.02 

0.0020 

0.0213 

19.81 

90 

70.19 

5.00 

3.51 

0.0015 

0.0118 

15.88 

90 

74.12 

10.00 

7.41 

0.0020 

0.0239 

15.88 

90 

74.12 

10.00 

7.41 

0.0020 

0.0131 

20.48 

90 

69.52 

10.00 

6.95 

0.0020 

0.0046 

20.48 

90 

69.52 

5.00 

3.48 

0.0015 

0.0023 

15.54 

90 

74.46 

5.00 

3.72 

0.0015 

0.0033 

15.54 

60 

44.46 

20.00 

8.89 

0.0150 

0.3673 

15.54 

90 

74.46 

5.00 

3.72 

0.0015 

0.0331 

16.50 

90 

73.50 

5.00 

3.68 

0.0015 

0.0072 

15.84 

90 

74.16 

10.00 

7.42 

0.0020 

0.0002 

15.84 

90 

74.16 

12.00 

8.90 

0.0020 

0.0723 

12.57 

100 

87.43 

5.00 

4.37 

0.0015 

0.0032 

12.57 

90 

77.43 

5.00 

3.87 

0.0015 

0.0002 

22.79 

90 

67.21 

5.00 

3.36 

0.0015 

0.0312 

16.49 

90 

73.51 

4.00 

2.94 

0.0015 

0.0041 

16.49 

90 

73.51 

5.00 

3.68 

0.0015 

0.0352 

16.49 

90 

73.51 

5.00 

3.68 

0.0015 

0.0542 

16.50 

90 

73.50 

5.00 

3.68 

0.0015 

0.0116 

18.60 

90 

71.40 

5.00 

3.57 

0.0015 

0.0104 

16.56 

90 

73.44 

12.00 

8.81 

0.0020 

0.0123 

19.81 

90 

70.19 

5.00 

3.51 

0.0015 

0.0100 

16.38 

90 

73.62 

10.00 

7.36 

0.0020 

0.0025 

16.38 

90 

73.62 

10.00 

7.36 

0.0020 

0.0465 

19.49 

100 

80.51 

10.00 

8.05 

0.0020 

0.0166 

19.49 

80 

60.51 

5.00 

3.03 

0.0015 

0.0032 

16.50 

90 

73.50 

5.00 

3.67 

0.0015 

0.0187 

19.93 

90 

70.07 

5.00 

3.50 

0.0015 

0.0067 

16.46 

90 

73.54 

5.00 

3.68 

0.0015 

0.0166 

10.34 

120 

109.66 

20.00 

21.93 

0.0150 

0.1174 

10.34 

100 

89.66 

5.00 

4.48 

0.0015 

0.0000 


1.94 

27.01 

100 

72.99 

10.00 

7.30 

0.0020 

0.0283 

0.06 

27.01 

100 

72.99 

10.00 

7.30 

0.0020 

0.0008 

2.58 

27.01 

100 

72.99 

10.00 

7.30 

0.0020 

0.0376 

37.65 

8.46 

100 

91.54 

10.00 

9.15 

0.0020 

0.6893 

13.80 

15.40 

100 

84.60 

10.00 

8.46 

0.0020 

0.2335 

8.03 

7.51 

100 

92.49 

10.00 

9.25 

0.0020 

0.1485 

0.98 

7.95 

100 

92.05 

10.00 

9.20 

0.0020 

0.0180 

0.92 

8.60 

100 

91.40 

10.00 

9.14 

0.0020 

0.0169 

0.68 

11.71 

100 

88.29 

10.00 

8.83 

0.0020 

0.0120 

0.98 

11.71 

100 

88.29 

10.00 

8.83 

0.0020 

0.0172 






























































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Limestone 


Limestone 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Limestone 


Limestone 


Bhander Sandstone 


Limestone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Limestone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

5.53 

100 

94.47 

10.00 

9.45 

0.0020 

0.0683 

36.22 

100 

63.78 

10.00 

6.38 

0.0020 

0.0531 

36.22 

100 

63.78 

10.00 

6.38 

0.0020 

0.0227 

42.08 

100 

57.92 

10.00 

5.79 

0.0020 

0.0090 

42.08 

90 

47.92 

15.00 

7.19 

0.0020 

0.0049 

8.27 

100 

91.73 

10.00 

9.17 

0.0020 

0.2587 

14.95 

100 

85.05 

10.00 

8.51 

0.0020 

0.0079 

30.48 

90 

59.52 

15.00 

8.93 

0.0020 

0.0542 

25.71 

100 

74.29 

10.00 

7.43 

0.0020 

0.1470 

25.71 

100 

74.29 

10.00 

7.43 

0.0020 

0.0629 

42.03 

100 

57.97 

10.00 

5.80 

0.0020 

0.0096 

42.03 

100 

57.97 

10.00 

5.80 

0.0020 

0.0151 

42.03 

90 

47.97 

15.00 

7.19 

0.0020 

0.0000 

33.69 

90 

56.31 

15.00 

8.45 

0.0020 

0.0200 

5.87 

90 

84.13 

15.00 

12.62 

0.0020 

0.0122 

5.87 

80 

74.13 

20.00 

14.83 

0.0150 

0.0037 

8.79 

100 

91.21 

10.00 

9.12 

0.0020 

0.0789 

12.06 

100 

87.94 

10.00 

8.79 

0.0020 

0.0469 

8.61 

100 

91.39 

10.00 

9.14 

0.0020 

0.0349 

5.95 

100 

94.05 

10.00 

9.40 

0.0020 

0.0546 

16.76 

100 

83.24 

10.00 

8.32 

0.0020 

0.0224 

16.76 

100 

83.24 

10.00 

8.32 

0.0020 

0.0013 

16.76 

100 

83.24 

10.00 

8.32 

0.0020 

0.0059 

5.59 

100 

94.41 

10.00 

9.44 

0.0020 

0.0537 

8.61 

100 

91.39 

10.00 

9.14 

0.0020 

0.0306 

8.61 

90 

81.39 

15.00 

12.21 

0.0020 

0.0012 

9.15 

100 

90.85 

10.00 

9.08 

0.0020 

0.0212 

11.43 

100 

88.57 

10.00 

8.86 

0.0020 

0.0363 

9.58 

100 

90.42 

10.00 

9.04 

0.0020 

0.0601 

9.58 

90 

80.42 

15.00 

12.06 

0.0020 

0.1186 

16.86 

90 

73.14 

15.00 

10.97 

0.0020 

0.0277 

16.86 

90 

73.14 

15.00 

10.97 

0.0020 

0.0740 

8.49 

100 

91.51 

10.00 

9.15 

0.0020 

0.0616 

17.48 

90 

72.52 

15.00 

10.88 

0.0020 

0.0018 

17.48 

90 

72.52 

15.00 

10.88 

0.0020 

0.0139 

8.60 

100 

91.40 

10.00 

9.14 

0.0020 

0.0392 

25.44 

100 

74.56 

10.00 

7.46 

0.0020 

0.0046 

25.44 

100 

74.56 

10.00 

7.46 

0.0020 

0.0170 

16.35 

100 

83.65 

10.00 

8.37 

0.0020 

0.0545 

8.69 

90 

81.31 

15.00 

12.20 

0.0020 

0.0273 

18.56 

90 

71.44 

15.00 

10.72 

0.0020 

0.0003 

18.56 

90 

71.44 

15.00 

10.72 

0.0020 

0.1040 

7.23 

100 

92.77 

10.00 

9.28 

0.0020 

0.0730 

9.04 

90 

80.96 

15.00 

12.14 

0.0020 

0.0390 

8.59 

100 

91.41 

10.00 

9.14 

0.0020 

0.0593 

18.93 

100 

81.07 

10.00 

8.11 

0.0020 

0.0317 

18.93 

100 

81.07 

10.00 

8.11 

0.0020 

0.1337 

11.62 

100 

88.38 

10.00 

8.84 

0.0020 

0.2264 

14.53 

100 

85.47 

10.00 

8.55 

0.0020 

0.0214 

43.07 

100 

56.93 

10.00 

5.69 

0.0020 

0.0288 

43.07 

100 

56.93 

10.00 

5.69 

0.0020 

0.0399 

43.07 

90 

46.93 

15.00 

7.04 

0.0020 

0.0529 

38.22 

100 

61.78 

10.00 

6.18 

0.0020 

0.0349 

38.22 

100 

61.78 

10.00 

6.18 

0.0020 

0.0083 

12.65 

90 

77.35 

15.00 

11.60 

0.0020 

0.0243 









































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Older Alluvium 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

25.11 

100 

74.89 

10.00 

7.49 

0.0020 

0.0763 

25.11 

90 

64.89 

15.00 

9.73 

0.0020 

0.0630 

12.49 

100 

87.51 

10.00 

8.75 

0.0020 

0.0363 

6.81 

100 

93.19 

10.00 

9.32 

0.0020 

0.0135 

7.72 

100 

92.28 

10.00 

9.23 

0.0020 

0.0352 

13.00 

100 

87.00 

10.00 

8.70 

0.0020 

0.0134 

32.94 

100 

67.06 

10.00 

6.71 

0.0020 

0.0813 

8.78 

100 

91.22 

10.00 

9.12 

0.0020 

0.0190 

12.82 

100 

87.18 

10.00 

8.72 

0.0020 

0.0375 

12.82 

100 

87.18 

10.00 

8.72 

0.0020 

0.0020 

8.41 

100 

91.59 

10.00 

9.16 

0.0020 

0.1052 

42.89 

100 

57.11 

10.00 

5.71 

0.0020 

0.0297 

42.89 

90 

47.11 

15.00 

7.07 

0.0020 

0.0620 

13.02 

100 

86.98 

10.00 

8.70 

0.0020 

0.1508 

13.02 

100 

86.98 

10.00 

8.70 

0.0020 

0.0950 

8.42 

100 

91.58 

10.00 

9.16 

0.0020 

0.0835 

4.29 

90 

85.71 

15.00 

12.86 

0.0020 

0.0009 

13.75 

100 

86.26 

10.00 

8.63 

0.0020 

0.3218 

13.52 

90 

76.48 

15.00 

11.47 

0.0020 

0.0321 

13.52 

90 

76.48 

15.00 

11.47 

0.0020 

0.0824 

13.57 

100 

86.43 

10.00 

8.64 

0.0020 

0.0605 

16.98 

100 

83.02 

10.00 

8.30 

0.0020 

0.1397 

8.80 

100 

91.20 

10.00 

9.12 

0.0020 

0.1041 

9.76 

100 

90.24 

10.00 

9.02 

0.0020 

0.3037 

8.00 

100 

92.00 

10.00 

9.20 

0.0020 

0.0238 

30.90 

100 

69.10 

10.00 

6.91 

0.0020 

0.0486 

10.64 

90 

79.36 

15.00 

11.90 

0.0020 

0.0534 

6.35 

100 

93.65 

10.00 

9.36 

0.0020 

0.0064 

6.35 

100 

93.65 

10.00 

9.36 

0.0020 

0.1099 

6.35 

100 

93.65 

10.00 

9.36 

0.0020 

0.5065 

6.35 

100 

93.65 

10.00 

9.36 

0.0020 

0.6234 

6.35 

100 

93.65 

10.00 

9.36 

0.0020 

0.2837 

6.35 

90 

83.65 

15.00 

12.55 

0.0020 

0.1202 

6.35 

100 

93.65 

20.00 

18.73 

0.0150 

0.0000 

13.92 

100 

86.08 

10.00 

8.61 

0.0020 

0.0451 

37.07 

90 

52.93 

15.00 

7.94 

0.0020 

0.0359 

18.45 

100 

81.55 

10.00 

8.16 

0.0020 

0.0043 

18.45 

100 

81.55 

10.00 

8.16 

0.0020 

0.0321 

18.45 

100 

81.55 

10.00 

8.16 

0.0020 

0.0355 

8.85 

100 

91.15 

10.00 

9.12 

0.0020 

0.2081 

7.18 

90 

82.82 

15.00 

12.42 

0.0020 

0.1428 

10.63 

100 

89.37 

10.00 

8.94 

0.0020 

0.0240 

8.09 

100 

91.91 

10.00 

9.19 

0.0020 

0.0556 

8.09 

90 

81.91 

15.00 

12.29 

0.0020 

0.0001 

3.97 

100 

96.03 

10.00 

9.60 

0.0020 

0.0455 

17.69 

100 

82.31 

10.00 

8.23 

0.0020 

0.0508 

17.69 

100 

82.31 

10.00 

8.23 

0.0020 

0.0227 

7.15 

90 

82.85 

15.00 

12.43 

0.0020 

0.0426 

17.44 

100 

82.56 

10.00 

8.26 

0.0020 

0.0608 

17.44 

90 

72.56 

15.00 

10.88 

0.0020 

0.0312 

8.73 

100 

91.27 

10.00 

9.13 

0.0020 

0.0512 

8.73 

100 

91.27 

10.00 

9.13 

0.0020 

0.0024 

10.57 

100 

89.43 

10.00 

8.94 

0.0020 

0.0265 

9.73 

100 

90.27 

10.00 

9.03 

0.0020 

0.0376 

6.04 

100 

93.96 

10.00 

9.40 

0.0020 

0.0499 



















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Limestone 


Older Alluvium 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Limestone 


Limestone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Limestone 


Limestone 


Bhander Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

4.81 

90 

85.19 

15.00 

12.78 

0.0020 

0.0073 

4.81 

80 

75.19 

20.00 

15.04 

0.0150 

0.0448 

14.04 

100 

85.96 

10.00 

8.60 

0.0020 

0.0419 

27.38 

90 

62.62 

15.00 

9.39 

0.0020 

0.0480 

8.53 

100 

91.47 

10.00 

9.15 

0.0020 

0.0021 

8.53 

90 

81.47 

15.00 

12.22 

0.0020 

0.1331 

14.34 

100 

85.66 

10.00 

8.57 

0.0020 

0.0683 

15.05 

100 

84.95 

10.00 

8.50 

0.0020 

0.0926 

10.96 

90 

79.04 

15.00 

11.86 

0.0020 

0.1663 

10.96 

90 

79.04 

15.00 

11.86 

0.0020 

0.0278 

32.27 

100 

67.73 

10.00 

6.77 

0.0020 

0.0004 

8.12 

100 

91.88 

10.00 

9.19 

0.0020 

0.0140 

8.12 

90 

81.88 

15.00 

12.28 

0.0020 

0.0262 

26.00 

90 

64.00 

15.00 

9.60 

0.0020 

0.1379 

20.21 

90 

69.79 

15.00 

10.47 

0.0020 

0.0042 

20.21 

90 

69.79 

15.00 

10.47 

0.0020 

0.0486 

9.91 

100 

90.09 

10.00 

9.01 

0.0020 

0.0130 

9.91 

100 

90.09 

10.00 

9.01 

0.0020 

0.0070 

9.91 

100 

90.09 

10.00 

9.01 

0.0020 

0.0288 

7.93 

100 

92.07 

10.00 

9.21 

0.0020 

0.0423 

38.69 

100 

61.31 

10.00 

6.13 

0.0020 

0.0097 

38.69 

90 

51.31 

15.00 

7.70 

0.0020 

0.1708 

8.06 

100 

91.94 

10.00 

9.19 

0.0020 

0.0269 

8.06 

90 

81.94 

15.00 

12.29 

0.0020 

0.0008 

10.84 

100 

89.16 

10.00 

8.92 

0.0020 

0.0102 

10.84 

100 

89.16 

10.00 

8.92 

0.0020 

0.0186 

10.84 

100 

89.16 

10.00 

8.92 

0.0020 

0.0031 

8.76 

100 

91.24 

10.00 

9.12 

0.0020 

0.0005 

8.76 

90 

81.24 

15.00 

12.19 

0.0020 

0.2269 

6.90 

100 

93.10 

10.00 

9.31 

0.0020 

0.1001 

32.06 

100 

67.94 

10.00 

6.79 

0.0020 

0.0385 

32.06 

100 

67.94 

10.00 

6.79 

0.0020 

0.0018 

13.02 

100 

86.98 

10.00 

8.70 

0.0020 

0.4961 

10.16 

100 

89.84 

10.00 

8.98 

0.0020 

0.1235 

10.16 

90 

79.84 

15.00 

11.98 

0.0020 

0.0001 

10.16 

100 

89.84 

10.00 

8.98 

0.0020 

0.0266 

10.16 

90 

79.84 

15.00 

11.98 

0.0020 

0.0052 

6.54 

100 

93.46 

10.00 

9.35 

0.0020 

0.0029 

14.53 

100 

85.47 

10.00 

8.55 

0.0020 

0.0527 

12.11 

100 

87.89 

10.00 

8.79 

0.0020 

0.0024 

12.11 

100 

87.89 

10.00 

8.79 

0.0020 

0.3932 

13.61 

100 

86.39 

10.00 

8.64 

0.0020 

0.0437 

8.19 

100 

91.81 

10.00 

9.18 

0.0020 

0.0369 

8.19 

90 

81.81 

15.00 

12.27 

0.0020 

0.0431 

24.89 

100 

75.11 

10.00 

7.51 

0.0020 

0.0126 

14.94 

100 

85.06 

10.00 

8.51 

0.0020 

0.0592 

3.46 

100 

96.54 

10.00 

9.65 

0.0020 

0.0108 

3.46 

90 

86.54 

15.00 

12.98 

0.0020 

0.0585 

7.42 

90 

82.58 

12.00 

9.91 

0.0020 

0.0014 

8.52 

100 

91.48 

10.00 

9.15 

0.0020 

0.0164 

10.47 

100 

89.53 

10.00 

8.95 

0.0020 

0.0135 

10.47 

90 

79.53 

15.00 

11.93 

0.0020 

0.1307 

10.47 

90 

79.53 

15.00 

11.93 

0.0020 

0.0105 

43.89 

100 

56.11 

15.00 

8.42 

0.0020 

0.0104 

10.90 

100 

89.10 

10.00 

8.91 

0.0020 

0.0363 






























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



08002004 


08002005 


Vijaipura 


Akhawa 


Bakshpura 


Baori Khera 


Chand Baori 


Daulatpura 


Dohnya 


Dolya 


Hanotya 


Haripura 


Hirapur 


Indrapura 


Jaspura 


Jodhpura 


Keshopura 


Kishanpura 


Kolana @ Laxmipura 


Mandalya 


Mandana 


Mandirgarh 


Manpura 


Narayanpura 


Pachankui 


Pachpahar 


Ranpur 


Rel 


Renkyakheri 


Rojhala 


Sabalpura 


Sarangpur 


Shyampura 


Sohan Pura 


Akhegarh 


Akoda 


Akoriya 


Alwat Ki Guwari 


Amarapur 


Amre Ki Guwari 


Arora 


Asha Ki Guwari 


Bagora 


Baharda 


Bahrawada Kalan 


Bajoli 


Baler 


Bangarda Kalan 


Bangarda Khurd 


Bari Ka Chhahara 


Barred 


Beerpur 


Berai 


Bhaironpur 


Census Code 


0830000303806100 


0830000303811300 


0830000303815600 


0830000303808300 


0830000303813100 


0830000303815500 


0830000303814000 


0830000303811200 


0830000303810600 


0830000303813000 


0830000303810800 


0830000303814100 


0830000303814200 


0830000303810900 


0830000303814700 


0830000303813300 


0830000303808400 


0830000303811000 


0830000303810400 


0830000303814900 


0830000303815400 


0830000303814300 


0830000303807500 


0830000303808500 


0830000303807600 


0830000303811100 


0830000303808600 


0830000303814800 


0830000303813200 


0830000303810700 


0830000303808200 


0830000303815300 


0810000701332900 


0810000701339200 


0809000601257200 


0809000601258500 


0809000601256600 


0809000601259200 


0809000601259700 


0809000601256700 


0810000701332300 


0809000601255300 


0810000701331600 


0810000701328400 


0810000701328100 


0810000701331000 


0810000701330900 


0810000701339100 


0809000501243300 


0810000701328200 


0810000701327500 


0809000601256900 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Bhander Sandstone 

Saline 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Saline 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Saline 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Older Alluvium 

Saline 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Saline 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Saline 

Non-command 

Older Alluvium 

Saline 

Non-command 

Bhander Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.28 

100 

87.72 

10.00 

8.77 

0.0020 

0.0315 

8.46 

100 

91.54 

10.00 

9.15 

0.0020 

0.0014 

10.64 

100 

89.36 

10.00 

8.94 

0.0020 

0.0364 

14.95 

100 

85.05 

10.00 

8.51 

0.0020 

0.1021 

11.43 

100 

88.57 

10.00 

8.86 

0.0020 

0.0985 

13.41 

100 

86.59 

10.00 

8.66 

0.0020 

0.0372 

18.32 

100 

81.68 

10.00 

8.17 

0.0020 

0.0021 

14.53 

100 

85.47 

10.00 

8.55 

0.0020 

0.3518 

12.49 

100 

87.51 

10.00 

8.75 

0.0020 

0.0386 

10.09 

100 

89.91 

10.00 

8.99 

0.0020 

0.0007 

13.00 

100 

87.00 

10.00 

8.70 

0.0020 

0.1297 

18.23 

100 

81.77 

10.00 

8.18 

0.0020 

0.0072 

16.26 

100 

83.74 

10.00 

8.37 

0.0020 

0.0715 

11.45 

100 

88.55 

10.00 

8.86 

0.0020 

0.0387 

16.51 

100 

83.49 

10.00 

8.35 

0.0020 

0.0751 

14.85 

100 

85.15 

10.00 

8.51 

0.0020 

0.0568 

15.19 

100 

84.81 

10.00 

8.48 

0.0020 

0.2341 

13.62 

100 

86.38 

10.00 

8.64 

0.0020 

0.1623 

10.63 

100 

89.37 

10.00 

8.94 

0.0020 

0.0060 

15.97 

100 

84.03 

10.00 

8.40 

0.0020 

0.0893 

14.47 

100 

85.53 

10.00 

8.55 

0.0020 

0.0273 

17.76 

100 

82.24 

10.00 

8.22 

0.0020 

0.0276 

14.34 

100 

85.66 

10.00 

8.57 

0.0020 

0.0284 

15.05 

100 

84.95 

10.00 

8.50 

0.0020 

0.2577 

13.02 

100 

86.98 

10.00 

8.70 

0.0020 

0.1363 

15.21 

100 

84.79 

10.00 

8.48 

0.0020 

0.6706 

14.53 

100 

85.47 

10.00 

8.55 

0.0020 

0.0803 

15.49 

100 

84.51 

10.00 

8.45 

0.0020 

0.0387 

15.01 

100 

84.99 

10.00 

8.50 

0.0020 

0.0947 

14.34 

100 

85.66 

10.00 

8.57 

0.0020 

0.0726 

14.94 

100 

85.06 

10.00 

8.51 

0.0020 

0.0929 

14.31 

100 

85.69 

10.00 

8.57 

0.0020 

0.0001 

18.91 

60 

41.09 

20.00 

8.22 

0.0150 

0.2147 

20.07 

60 

39.93 

20.00 

7.99 

0.0150 

0.9393 

19.91 

100 

80.09 

10.00 

8.01 

0.0020 

0.0000 

19.91 

100 

80.09 

10.00 

8.01 

0.0020 

0.0874 

8.82 

100 

91.18 

10.00 

9.12 

0.0020 

0.0001 

14.85 

100 

85.15 

10.00 

8.52 

0.0020 

0.1685 

11.16 

100 

88.84 

10.00 

8.88 

0.0020 

0.0164 

17.10 

100 

82.90 

10.00 

8.29 

0.0020 

0.2389 

12.43 

100 

87.57 

10.00 

8.76 

0.0020 

0.0868 

22.92 

60 

37.08 

20.00 

7.42 

0.0150 

0.9457 

19.92 

100 

80.08 

10.00 

8.01 

0.0020 

0.0674 

20.86 

60 

39.14 

20.00 

7.83 

0.0150 

0.5493 

21.62 

60 

38.38 

20.00 

7.68 

0.0150 

0.2016 

23.07 

60 

36.93 

20.00 

7.39 

0.0150 

2.1582 

23.07 

60 

36.93 

20.00 

7.39 

0.0150 

0.0003 

21.77 

60 

38.23 

20.00 

7.65 

0.0150 

0.1271 

21.42 

60 

38.58 

20.00 

7.72 

0.0150 

0.0226 

20.97 

60 

39.03 

20.00 

7.81 

0.0150 

0.3292 

31.25 

90 

58.75 

20.00 

11.75 

0.0150 

0.5420 

23.05 

60 

36.95 

20.00 

7.39 

0.0150 

0.6401 

21.97 

60 

38.03 

20.00 

7.61 

0.0150 

0.2511 

21.97 

60 

38.03 

20.00 

7.61 

0.0150 

0.0074 

15.23 

100 

84.77 

10.00 

8.48 

0.0020 

0.0889 













































































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 



Bhander 


Bhander 


Older All 


Older All 


Older All 


Bhander 


Older All 


Older All 


Older All 


Older All 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Older All 


Older All 


Bhander 


Older All 


Bhander 


Older All 


Older All 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Older All 


Bhander 


Bhander 


Bhander 


Older All 


Bhander 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Bhander 


Older All 


Older All 


Older All 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Older All 


Older All 


Sandstone 


Sandstone 


uvium 


uvium 


uvium 


Sandstone 


uvium 


uvium 


uvium 


uvium 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


uvium 


uvium 


Sandstone 


uvium 


Sandstone 


uvium 


uvium 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


uvium 


Sandstone 


Sandstone 


Sandstone 


uvium 


Sandstone 


uvium 


uvium 


uvium 


uvium 


uvium 


uvium 


Sandstone 


uvium 


uvium 


uvium 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


uvium 


uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

16.37 

100 

83.63 

10.00 

8.36 

0.0020 

0.0274 

30.97 

100 

69.03 

10.00 

6.90 

0.0020 

0.0004 

30.97 

90 

59.03 

20.00 

11.81 

0.0150 

0.1556 

21.48 

60 

38.52 

20.00 

7.70 

0.0150 

0.1970 

23.13 

60 

36.87 

20.00 

7.37 

0.0150 

0.5109 

14.03 

100 

85.97 

10.00 

8.60 

0.0020 

0.0007 

22.43 

90 

67.57 

20.00 

13.51 

0.0150 

0.0035 

22.43 

90 

67.57 

20.00 

13.51 

0.0150 

4.2569 

22.26 

90 

67.74 

20.00 

13.55 

0.0150 

0.1319 

31.18 

90 

58.82 

20.00 

11.76 

0.0150 

0.6527 

19.25 

100 

80.75 

10.00 

8.07 

0.0020 

0.0685 

17.74 

100 

82.26 

10.00 

8.23 

0.0020 

0.1958 

21.83 

100 

78.17 

10.00 

7.82 

0.0020 

0.0109 

17.07 

100 

82.93 

10.00 

8.29 

0.0020 

0.0775 

18.27 

100 

81.73 

10.00 

8.17 

0.0020 

0.0794 

15.73 

100 

84.27 

10.00 

8.43 

0.0020 

0.1938 

22.96 

60 

37.04 

20.00 

7.41 

0.0150 

0.0457 

22.96 

60 

37.04 

20.00 

7.41 

0.0150 

0.3647 

21.03 

100 

78.97 

10.00 

7.90 

0.0020 

0.1745 

21.03 

90 

68.97 

20.00 

13.79 

0.0150 

0.9901 

21.76 

100 

78.24 

10.00 

7.82 

0.0020 

0.0099 

21.76 

90 

68.24 

20.00 

13.65 

0.0150 

0.5142 

21.52 

60 

38.48 

20.00 

7.70 

0.0150 

0.1146 

16.93 

100 

83.07 

10.00 

8.31 

0.0020 

0.0002 

16.93 

100 

83.07 

10.00 

8.31 

0.0020 

0.1962 

14.71 

100 

85.29 

10.00 

8.53 

0.0020 

0.0730 

15.41 

100 

84.59 

10.00 

8.46 

0.0020 

0.0001 

15.41 

100 

84.59 

10.00 

8.46 

0.0020 

0.0603 

17.59 

100 

82.41 

10.00 

8.24 

0.0020 

0.0000 

17.59 

100 

82.41 

10.00 

8.24 

0.0020 

0.0671 

15.27 

100 

84.73 

10.00 

8.47 

0.0020 

0.0119 

13.02 

100 

86.98 

10.00 

8.70 

0.0020 

0.2672 

31.34 

90 

58.66 

20.00 

11.73 

0.0150 

0.6091 

19.36 

100 

80.64 

10.00 

8.06 

0.0020 

0.0000 

19.36 

100 

80.64 

10.00 

8.06 

0.0020 

0.0780 

20.72 

100 

79.28 

10.00 

7.93 

0.0020 

0.0000 

20.72 

90 

69.28 

20.00 

13.86 

0.0150 

0.0013 

20.72 

100 

79.28 

10.00 

7.93 

0.0020 

0.2391 

20.72 

90 

69.28 

20.00 

13.86 

0.0150 

1.3208 

21.95 

90 

68.05 

20.00 

13.61 

0.0150 

0.3716 

22.90 

60 

37.10 

20.00 

7.42 

0.0150 

0.1954 

22.90 

60 

37.10 

20.00 

7.42 

0.0150 

0.9348 

22.88 

60 

37.12 

20.00 

7.42 

0.0150 

0.6856 

22.07 

90 

67.93 

20.00 

13.59 

0.0150 

0.7024 

28.79 

100 

71.21 

10.00 

7.12 

0.0020 

0.0364 

28.79 

90 

61.21 

20.00 

12.24 

0.0150 

0.8704 

22.38 

60 

37.62 

20.00 

7.52 

0.0150 

0.3088 

22.11 

60 

37.89 

20.00 

7.58 

0.0150 

1.0646 

7.54 

100 

92.46 

10.00 

9.25 

0.0020 

0.0087 

15.42 

100 

84.58 

10.00 

8.46 

0.0020 

0.0649 

18.08 

100 

81.92 

10.00 

8.19 

0.0020 

0.0000 

18.08 

100 

81.92 

10.00 

8.19 

0.0020 

0.0818 

22.29 

100 

77.71 

10.00 

7.77 

0.0020 

0.0004 

22.29 

90 

67.71 

20.00 

13.54 

0.0150 

3.7103 

21.40 

60 

38.60 

20.00 

7.72 

0.0150 

0.0152 



























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Karauli Ghata 


Karauli Tarachand 


Kareera Kalan 


Kareera Khurd 


Kased 


Khidarpur Jatan 


Khijoora 


Khirkan 


Kishangarh Chhahara 


Koorat Ki Guwari 


Kosra With Chhareta Tod 


Kudana 


Kuredi 


Kutalpur 


Kyarda Kalan 


Madhpuri 


Mahal Dhankri 


Maharajpura 


Makanpur 


Mamrot 


Manikpura 


Matoriya Ki Guwari 


Mogepura 


Moraichi 


Moroj 


Nanpur 


Nayagaon 


Needar 


Nibhaira 


Peepal Guwari 


Rahir 


Ranipura 


Rawatpura 


Rodawad 


Rodhai 


Seegor Kalan 


Census Code 


0809000601257800 


0809000601258000 


0810000701331800 


0810000701331200 


0810000701332800 


0810000701332700 


0809000601260100 


0810000701327900 


0809000601254800 


0809000501239800 


0810000701331900 


0809000601259300 


0810000701332200 


0810000701331400 


0810000701327800 


0810000701331700 


0810000701331100 


0810000701332100 


0809000601256800 


0809000601256100 


0809000501240300 


0810000701339000 


0809000601259800 


0809000601254000 


0809000501239900 


0809000601255100 


0810000701328300 


0809000601257000 


0809000501240200 


0809000501239600 


0809000601255000 


0809000601259400 


0809000601258400 


0809000501243200 


0809000601255200 


0810000701332500 


0809000501239300 


0810000701333000 






Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Saline 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Saline 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Saline 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Saline 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Bhander Sandstone 

Saline 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Older Alluvium 

Saline 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 


Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Saline 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Saline 

Non-command 

Bhander Sandstone 

Saline 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Bhander Sandstone 

Saline 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Saline 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Saline 

Non-command 

Bhander Sandstone 

Saline 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Saline 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Older Alluvium 

Saline 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Bhander Sandstone 

Saline 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Saline 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Saline 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Older Alluvium 

Saline 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Bhander Sandstone 


Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

15.56 

100 

84.44 

10.00 

8.44 

0.0020 

0.0624 

16.19 

100 

83.81 

10.00 

8.38 

0.0020 

0.0001 

16.19 

100 

83.81 

10.00 

8.38 

0.0020 

0.0886 

13.84 

100 

86.16 

10.00 

8.62 

0.0020 

0.0001 

13.84 

100 

86.16 

10.00 

8.62 

0.0020 

0.3155 

14.87 

100 

85.13 

10.00 

8.51 

0.0020 

0.0000 

14.87 

100 

85.13 

10.00 

8.51 

0.0020 

0.1384 

18.70 

60 

41.30 

20.00 

8.26 

0.0150 

0.0726 

21.65 

60 

38.35 

20.00 

7.67 

0.0150 

0.2360 

21.35 

60 

38.65 

20.00 

7.73 

0.0150 

0.4395 

21.84 

60 

38.16 

20.00 

7.63 

0.0150 

0.2700 

16.58 

100 

83.43 

10.00 

8.34 

0.0020 

0.2631 

16.58 

100 

83.43 

10.00 

8.34 

0.0020 

0.2043 

23.11 

60 

36.89 

20.00 

7.38 

0.0150 

0.8469 

9.97 

100 

90.03 

10.00 

9.00 

0.0020 

0.1239 

29.87 

100 

70.13 

10.00 

7.01 

0.0020 

0.0009 

29.87 

90 

60.13 

20.00 

12.03 

0.0150 

1.7023 

21.48 

60 

38.52 

20.00 

7.70 

0.0150 

0.2072 

13.65 

100 

86.35 

10.00 

8.63 

0.0020 

0.1020 

23.03 

60 

36.97 

20.00 

7.39 

0.0150 

1.6788 

20.04 

60 

39.97 

20.00 

7.99 

0.0150 

0.1289 

22.95 

60 

37.05 

20.00 

7.41 

0.0150 

1.8706 

22.95 

60 

37.05 

20.00 

7.41 

0.0150 

0.5874 

18.05 

60 

41.95 

20.00 

8.39 

0.0150 

0.0000 

22.03 

60 

37.97 

20.00 

7.59 

0.0150 

0.0611 

22.93 

60 

37.07 

20.00 

7.41 

0.0150 

0.1236 

13.35 

100 

86.65 

10.00 

8.66 

0.0020 

0.0855 

21.86 

90 

68.14 

20.00 

13.63 

0.0150 

0.2209 

31.40 

90 

58.60 

20.00 

11.72 

0.0150 

0.0233 

19.84 

60 

40.16 

20.00 

8.03 

0.0150 

0.1513 

13.48 

100 

86.52 

10.00 

8.65 

0.0020 

0.1340 

13.48 

100 

86.52 

10.00 

8.65 

0.0020 

0.0003 

18.93 

100 

81.07 

10.00 

8.11 

0.0020 

0.0001 

18.93 

100 

81.07 

10.00 

8.11 

0.0020 

0.0775 

8.77 

100 

91.23 

10.00 

9.12 

0.0020 

0.0010 

8.77 

100 

91.23 

10.00 

9.12 

0.0020 

0.0230 

22.40 

90 

67.60 

20.00 

13.52 

0.0150 

3.6757 

30.91 

90 

59.09 

20.00 

11.82 

0.0150 

1.7894 

16.55 

100 

83.45 

10.00 

8.34 

0.0020 

0.0058 

22.45 

60 

37.55 

20.00 

7.51 

0.0150 

1.2333 

16.82 

100 

83.18 

10.00 

8.32 

0.0020 

0.0544 

31.29 

90 

58.71 

20.00 

11.74 

0.0150 

0.3586 

25.21 

100 

74.79 

10.00 

7.48 

0.0020 

0.0003 

14.38 

100 

85.62 

10.00 

8.56 

0.0020 

0.3858 

14.86 

100 

85.14 

10.00 

8.51 

0.0020 

0.0677 

10.54 

100 

89.46 

10.00 

8.95 

0.0020 

0.4918 

10.54 

100 

89.46 

10.00 

8.95 

0.0020 

0.0794 

9.08 

100 

90.92 

10.00 

9.09 

0.0020 

0.0636 

9.08 

100 

90.92 

10.00 

9.09 

0.0020 

0.0513 

31.40 

90 

58.60 

20.00 

11.72 

0.0150 

0.2424 

20.41 

100 

79.59 

10.00 

7.96 

0.0020 

0.0310 

22.55 

60 

37.45 

20.00 

7.49 

0.0150 

1.6145 

23.40 

100 

76.60 

10.00 

7.66 

0.0020 

0.6220 

23.40 

90 

66.60 

20.00 

13.32 

0.0150 

0.0136 

19.68 

60 

40.32 

20.00 

8.06 

0.0150 

0.1738 












































































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 


Sewti Kalan 
Simara 

Singan Kachh 
Toda 

Tursampur 
Veeram Ki Guwar 
Ajabpura 

Bodal _ 

Chhandal Chhandali 

Gopalpura 

Gurha 

Indala 

Khalwara 
Lahpur 
Mei Khurd 

Miyapur 

Mor Doongri 

Nakdi Rahmanpura 

Prempura 
Qila Ranthambor 

Shahrpura 
Umri Firozpur 

Ajabpura 

Ajeetpura 


Village 

Area, 

sq.km 


Zone (Fresh 
/ Saline) 


Type of Area 
(Command / Non¬ 
command) 


0810000701339400 6.61 Fresh Non-command 

0809000601260000 ~ 15.18 7Tesh Non-command 

Saline Non-command 

0810000701339500 ~ 11.51 7Tesh Non-command 

0809000601259900 _ 17.36 Fresh Non-command 

Saline Non-command 

0809000501243100 2.65 Fresh Non-command 

0809000601254900 6.91 Saline Non-command 

0810000601323000 2.63 Fresh Non-command 

0810000601323600 ~ 4.20 7Tesh Non-command 

Non-command 

0810000701335200 ~ 7.37 7Tesh Non-command 

0810000701335300 3.63 Fresh Non-command 

0810000601323400 ~ 3.70 7Tesh Non-command 

0810000701335400 _ 16.35 Fresh Non-command 

Non-command 

0810000601323200 ~ 2.21 7Tesh Non-command 

0810000701335100 _ 4.72 Fresh Non-command 

0810000701334900 _ 48.46 Fresh Non-command 

Non-command 

0810000701335500 ~ 11.16 7Tesh Command 

Non-command 

0810000601323300 8.80 Fresh Non-command 

Non-command 

0810000601323500 ~ 12.49 7Tesh Non-command 

Non-command 

0810000701330000 10.05 Fresh Non-command 

0810000601319900 ~ 137.50 7Tesh Non-command 

Non-command 

0810000601323100 ~ 1.15 7Tesh Non-command 

0810000701335000 _ 13.29 Fresh Non-command 

Non-command 

0810000601323000 2.63 Fresh Non-command 

0810000601325300 ~ 4.12 7Tesh Command 

Command 


Non-command 


Non-command 

Akodiya 0810000601326700 ~ 3.93 Fresh Command ~ 

Command 


Non-command 


| Allapur_10810000701336200 | 1.82 


Amalda 

0830000103774300 

9.58 

Amli 

0822000702696300 

6.09 


Anchher 

0810000601324800 

3.41 

Aniyala 

0810000701338600 

11.58 


Asida 

0830000103768800 

4.82 

Awand 

0810000601323700 

5.14 

Badhpur 

0810000701336000 

5.61 


Bagawada 

0830000103768700 

5.70 

Bagli 

0823000302740600 

5.25 


Non-command 
Fresh Command 

Non-command 
Fresh Command 

Fresh Non-command 

Non-command 
Fresh Non-command 

Fresh Non-command 

Non-command 
Fresh Command 

Fresh Non-command 

Fresh Command 

Non-command 
Fresh Command 

Fresh Command 


Hydrogeological Unit 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Quartzite 


Quartzite 


Shale 


Quartzite 


Shale 


Quartzite 


Quartzite 


Shale 


Quartzite 


Quartzite 


Quartzite 


Shale 


Shale 


Shale 


Quartzite 


Shale 


Quartzite 


Shale 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Quartzite 


Shale 


Quartzite 


Older Alluvium 


Shale 


Older Alluvium 


Shale 


Older Alluvium 


Shale 


Older Alluvium 


Shale 


Shale 


Shale 


Older Alluvium 


Bhander Sandstone 


Gneisses(B.G.C) 


Shale 


Limestone 


Older Alluvium 


Older Alluvium 


Shale 


Shale 


Shale 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

20.41 

60 

39.59 

20.00 

7.92 

0.0150 

0.5238 

17.54 

100 

82.46 

10.00 

8.25 

0.0020 

0.0002 

17.54 

100 

82.46 

10.00 

8.25 

0.0020 

0.2458 

21.51 

60 

38.49 

20.00 

7.70 

0.0150 

1.3294 

14.86 

100 

85.14 

10.00 

8.51 

0.0020 

0.0278 

14.86 

100 

85.14 

10.00 

8.51 

0.0020 

0.2366 

31.39 

90 

58.61 

20.00 

11.72 

0.0150 

0.0433 

10.84 

100 

89.16 

10.00 

8.92 

0.0020 

0.1023 

11.67 

90 

78.33 

5.00 

3.92 

0.0015 

0.0014 

10.97 

90 

79.03 

5.00 

3.95 

0.0015 

0.0056 

10.97 

90 

79.03 

5.00 

3.95 

0.0015 

0.0036 

13.12 

90 

76.88 

5.00 

3.84 

0.0015 

0.0308 

16.81 

90 

73.19 

5.00 

3.66 

0.0015 

0.0012 

11.61 

90 

78.39 

5.00 

3.92 

0.0015 

0.0157 

16.31 

90 

73.69 

5.00 

3.68 

0.0015 

0.0011 

16.31 

90 

73.69 

5.00 

3.68 

0.0015 

0.0419 

10.94 

90 

79.06 

5.00 

3.95 

0.0015 

0.0092 

12.91 

90 

77.09 

5.00 

3.85 

0.0015 

0.0212 

15.94 

90 

74.06 

5.00 

3.70 

0.0015 

0.0050 

15.94 

90 

74.06 

5.00 

3.70 

0.0015 

0.0116 

14.54 

90 

75.46 

5.00 

3.77 

0.0015 

0.0001 

14.54 

90 

75.46 

5.00 

3.77 

0.0015 

0.0126 

10.86 

90 

79.14 

5.00 

3.96 

0.0015 

0.0312 

10.86 

90 

79.14 

5.00 

3.96 

0.0015 

0.0119 

14.07 

90 

75.93 

5.00 

3.80 

0.0015 

0.0304 

14.07 

90 

75.93 

5.00 

3.80 

0.0015 

0.0163 

13.22 

90 

76.78 

5.00 

3.84 

0.0015 

0.0202 

12.52 

120 

107.48 

20.00 

21.50 

0.0150 

0.0263 

12.52 

90 

77.48 

5.00 

3.87 

0.0015 

0.0059 

10.73 

90 

79.27 

5.00 

3.96 

0.0015 

0.0047 

13.99 

90 

76.01 

5.00 

3.80 

0.0015 

0.0403 

13.99 

90 

76.01 

5.00 

3.80 

0.0015 

0.0000 

11.67 

90 

78.33 

5.00 

3.92 

0.0015 

0.0118 

17.86 

60 

42.14 

20.00 

8.43 

0.0150 

0.0000 

17.86 

90 

72.14 

5.00 

3.61 

0.0015 

0.0000 

17.86 

60 

42.14 

20.00 

8.43 

0.0150 

0.0000 

17.86 

90 

72.14 

5.00 

3.61 

0.0015 

0.0223 

20.86 

60 

39.14 

20.00 

7.83 

0.0150 

0.0000 

20.86 

90 

69.14 

5.00 

3.46 

0.0015 

0.0000 

20.86 

60 

39.14 

20.00 

7.83 

0.0150 

0.0000 

20.86 

90 

69.14 

5.00 

3.46 

0.0015 

0.0204 

17.17 

90 

72.83 

5.00 

3.64 

0.0015 

0.0091 

17.17 

90 

72.83 

5.00 

3.64 

0.0015 

0.0008 

25.67 

80 

54.33 

20.00 

10.87 

0.0150 

1.2772 

20.00 

90 

70.00 

10.00 

7.00 

0.0020 

0.0004 

20.00 

90 

70.00 

4.00 

2.80 

0.0015 

0.0003 

18.03 

90 

71.97 

5.00 

3.60 

0.0015 

0.0184 

19.31 

90 

70.69 

15.00 

10.60 

0.0020 

0.0154 

19.31 

60 

40.69 

20.00 

8.14 

0.0150 

0.5442 

24.95 

80 

55.05 

20.00 

11.01 

0.0150 

0.1966 

16.44 

90 

73.56 

5.00 

3.68 

0.0015 

0.0284 

16.93 

90 

73.07 

5.00 

3.65 

0.0015 

0.0105 

16.93 

90 

73.07 

5.00 

3.65 

0.0015 

0.0202 

26.66 

80 

53.34 

20.00 

10.67 

0.0150 

0.1829 

20.86 

90 

69.14 

20.00 

13.83 

0.0100 

0.0437 






































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Older Alluvium 


Older Alluvium 


Shale 


Older Alluvium 


Shale 


Older Alluvium 


Shale 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Shale 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Limestone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Shale 


Shale 


Older Alluvium 


Shale 


Older Alluvium 


Shale 


Older Alluvium 


Shale 


Quartzite 


Shale 


Bhander Sandstone 


Limestone 


Quartzite 


Shale 


Limestone 


Older Alluvium 


Shale 


Older Alluvium 


Shale 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Shale 


Older Alluvium 


Shale 


Older Alluvium 


Shale 


Shale 


Shale 


Older Alluvium 


Shale 


Shale 


Shale 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

20.02 

80 

59.98 

20.00 

12.00 

0.0150 

1.7143 

20.02 

80 

59.98 

20.00 

12.00 

0.0150 

0.0355 

20.02 

70 

49.98 

2.00 

1.00 

0.0015 

0.0000 

22.34 

90 

67.66 

20.00 

13.53 

0.0100 

0.7254 

17.33 

90 

72.67 

5.00 

3.63 

0.0015 

0.0343 

24.77 

80 

55.23 

20.00 

11.05 

0.0150 

0.9029 

24.77 

70 

45.23 

2.00 

0.90 

0.0015 

0.0000 

19.26 

80 

60.74 

20.00 

12.15 

0.0150 

0.3085 

21.59 

90 

68.41 

10.00 

6.84 

0.0020 

0.0029 

21.59 

90 

68.41 

10.00 

6.84 

0.0020 

0.0341 

21.59 

90 

68.41 

5.00 

3.42 

0.0015 

0.0009 

20.66 

100 

79.34 

10.00 

7.93 

0.0020 

0.0320 

20.66 

90 

69.34 

5.00 

3.47 

0.0015 

0.0240 

22.79 

80 

57.21 

20.00 

11.44 

0.0150 

1.4051 

13.62 

80 

66.38 

20.00 

13.28 

0.0150 

0.4603 

19.68 

80 

60.32 

20.00 

12.06 

0.0150 

0.5570 

12.83 

80 

67.17 

20.00 

13.43 

0.0150 

0.0102 

16.49 

90 

73.51 

15.00 

11.03 

0.0020 

0.0842 

19.95 

60 

40.05 

20.00 

8.01 

0.0150 

0.6541 

30.39 

90 

59.61 

20.00 

11.92 

0.0100 

1.1478 

18.07 

60 

41.93 

20.00 

8.39 

0.0150 

0.0000 

18.07 

90 

71.93 

5.00 

3.60 

0.0015 

0.0002 

18.07 

90 

71.93 

5.00 

3.60 

0.0015 

0.0091 

18.07 

60 

41.93 

20.00 

8.39 

0.0150 

0.0000 

18.07 

90 

71.93 

5.00 

3.60 

0.0015 

0.0247 

25.92 

80 

54.08 

20.00 

10.82 

0.0150 

0.5443 

25.92 

70 

44.08 

2.00 

0.88 

0.0015 

0.0001 

25.92 

80 

54.08 

20.00 

10.82 

0.0150 

0.0004 

25.92 

70 

44.08 

2.00 

0.88 

0.0015 

0.0000 

14.77 

90 

75.23 

5.00 

3.76 

0.0015 

0.0142 

14.77 

90 

75.23 

5.00 

3.76 

0.0015 

0.0698 

19.01 

100 

80.99 

10.00 

8.10 

0.0020 

0.0161 

25.82 

90 

64.18 

15.00 

9.63 

0.0020 

0.0376 

10.97 

90 

79.03 

5.00 

3.95 

0.0015 

0.0031 

10.97 

90 

79.03 

5.00 

3.95 

0.0015 

0.0030 

25.05 

90 

64.95 

15.00 

9.74 

0.0020 

0.1820 

15.06 

80 

64.94 

20.00 

12.99 

0.0150 

1.0893 

19.36 

90 

70.64 

5.00 

3.53 

0.0015 

0.0016 

17.27 

80 

62.73 

20.00 

12.55 

0.0150 

0.1143 

16.27 

90 

73.73 

5.00 

3.69 

0.0015 

0.0058 

29.33 

80 

50.67 

20.00 

10.13 

0.0150 

0.3774 

23.10 

80 

56.90 

20.00 

11.38 

0.0150 

0.2457 

24.76 

80 

55.24 

20.00 

11.05 

0.0150 

0.1528 

24.85 

90 

65.15 

20.00 

13.03 

0.0100 

0.0015 

24.85 

90 

65.15 

5.00 

3.26 

0.0015 

0.0007 

24.85 

90 

65.15 

20.00 

13.03 

0.0100 

0.0733 

24.85 

90 

65.15 

5.00 

3.26 

0.0015 

0.0131 

25.30 

90 

64.70 

20.00 

12.94 

0.0100 

0.1495 

25.30 

90 

64.70 

5.00 

3.24 

0.0015 

0.0077 

16.23 

90 

73.77 

5.00 

3.69 

0.0015 

0.0225 

16.23 

90 

73.77 

5.00 

3.69 

0.0015 

0.0055 

23.04 

80 

56.96 

20.00 

11.39 

0.0150 

0.1601 

21.01 

90 

68.99 

5.00 

3.45 

0.0015 

0.0520 

17.74 

90 

72.26 

5.00 

3.61 

0.0015 

0.0378 

19.49 

90 

70.51 

5.00 

3.53 

0.0015 

0.0319 

































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Shale 


Older Alluvium 


Shale 


Older Alluvium 


Shale 


Older Alluvium 


Shale 


Limestone 


Shale 


Limestone 


Shale 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Shale 


Older Alluvium 


Shale 


Bhander Sandstone 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Limestone 


Shale 


Quartzite 


Limestone 


Shale 


Shale 


Older Alluvium 


Older Alluvium 


Shale 


Older Alluvium 


Shale 


Older Alluvium 


Older Alluvium 


Shale 


Older Alluvium 


Shale 


Older Alluvium 


Limestone 


Older Alluvium 


Older Alluvium 


Shale 


Older Alluvium 


Shale 


Limestone 


Older Alluvium 


Limestone 


Older Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Shale 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

19.49 

90 

70.51 

5.00 

3.53 

0.0015 

0.0003 

22.73 

80 

57.27 

20.00 

11.45 

0.0150 

0.9526 

22.73 

70 

47.27 

2.00 

0.95 

0.0015 

0.0000 

22.73 

80 

57.27 

20.00 

11.45 

0.0150 

0.0252 

22.73 

70 

47.27 

2.00 

0.95 

0.0015 

0.0000 

22.96 

80 

57.04 

20.00 

11.41 

0.0150 

1.4633 

22.96 

70 

47.04 

2.00 

0.94 

0.0015 

0.0000 

26.76 

90 

63.24 

15.00 

9.49 

0.0020 

0.0000 

26.76 

90 

63.24 

5.00 

3.16 

0.0015 

0.0047 

26.76 

90 

63.24 

15.00 

9.49 

0.0020 

0.0004 

26.76 

90 

63.24 

5.00 

3.16 

0.0015 

0.0010 

20.13 

80 

59.87 

20.00 

11.97 

0.0150 

2.0068 

20.13 

80 

59.87 

20.00 

11.97 

0.0150 

0.0218 

20.23 

60 

39.77 

20.00 

7.95 

0.0150 

0.0000 

20.23 

90 

69.77 

5.00 

3.49 

0.0015 

0.0002 

20.23 

60 

39.77 

20.00 

7.95 

0.0150 

0.0000 

20.23 

90 

69.77 

5.00 

3.49 

0.0015 

0.0329 

25.22 

90 

64.78 

10.00 

6.48 

0.0020 

0.0025 

25.22 

90 

64.78 

10.00 

6.48 

0.0020 

0.0211 

25.22 

90 

64.78 

5.00 

3.24 

0.0015 

0.0072 

18.44 

100 

81.56 

10.00 

8.16 

0.0020 

0.0276 

18.44 

90 

71.56 

15.00 

10.73 

0.0020 

0.0241 

18.44 

90 

71.56 

5.00 

3.58 

0.0015 

0.0820 

14.94 

90 

75.06 

5.00 

3.75 

0.0015 

0.0187 

20.95 

90 

69.05 

15.00 

10.36 

0.0020 

0.2225 

16.80 

90 

73.20 

5.00 

3.66 

0.0015 

0.0054 

16.80 

90 

73.20 

5.00 

3.66 

0.0015 

0.0174 

9.91 

80 

70.09 

20.00 

14.02 

0.0150 

0.0022 

22.71 

60 

37.29 

20.00 

7.46 

0.0150 

0.0000 

22.71 

90 

67.29 

5.00 

3.36 

0.0015 

0.0008 

22.71 

60 

37.29 

20.00 

7.46 

0.0150 

0.0000 

22.71 

90 

67.29 

5.00 

3.36 

0.0015 

0.0318 

23.90 

80 

56.10 

20.00 

11.22 

0.0150 

2.0398 

20.80 

80 

59.20 

20.00 

11.84 

0.0150 

0.6833 

20.80 

70 

49.20 

2.00 

0.98 

0.0015 

0.0000 

20.80 

80 

59.20 

20.00 

11.84 

0.0150 

0.0056 

16.81 

90 

73.19 

5.00 

3.66 

0.0015 

0.0129 

17.76 

80 

62.24 

20.00 

12.45 

0.0150 

0.5823 

17.09 

90 

72.91 

15.00 

10.94 

0.0020 

0.1436 

23.71 

80 

56.29 

20.00 

11.26 

0.0150 

0.7844 

21.03 

80 

58.97 

20.00 

11.79 

0.0150 

0.5013 

21.03 

70 

48.97 

2.00 

0.98 

0.0015 

0.0000 

21.03 

80 

58.97 

20.00 

11.79 

0.0150 

0.0004 

21.03 

70 

48.97 

2.00 

0.98 

0.0015 

0.0000 

29.27 

100 

70.73 

15.00 

10.61 

0.0020 

0.0000 

29.27 

80 

50.73 

20.00 

10.15 

0.0150 

0.1913 

29.27 

100 

70.73 

15.00 

10.61 

0.0020 

0.0000 

29.27 

80 

50.73 

20.00 

10.15 

0.0150 

0.0138 

19.75 

80 

60.25 

20.00 

12.05 

0.0150 

0.4987 

13.61 

90 

76.39 

5.00 

3.82 

0.0015 

0.0134 

12.82 

90 

77.18 

5.00 

3.86 

0.0015 

0.0307 

9.24 

80 

70.76 

20.00 

14.15 

0.0150 

1.0502 

26.37 

80 

53.63 

20.00 

10.73 

0.0150 

0.5646 

14.32 

90 

75.68 

5.00 

3.78 

0.0015 

0.0399 

16.31 

90 

73.69 

5.00 

3.68 

0.0015 

0.0055 

































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Shale 


Shale 


Limestone 


Older Alluvium 


Limestone 


Older Alluvium 


Shale 


Shale 


Limestone 


Quartzite 


Shale 


Shale 


Shale 


Quartzite 


Bhander Sandstone 


Older Alluvium 


Shale 


Older Alluvium 


Quartzite 


Limestone 


Shale 


Older Alluvium 


Older Alluvium 


Shale 


Older Alluvium 


Shale 


Limestone 


Shale 


Shale 


Shale 


Older Alluvium 


Older Alluvium 


Limestone 


Older Alluvium 


Older Alluvium 


Quartzite 


Limestone 


Shale 


Shale 


Older Alluvium 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Shale 


Older Alluvium 


Shale 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Shale 


Older Alluvium 


Shale 


Shale 


Older Alluvium 


Shale 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

16.31 

90 

73.69 

5.00 

3.68 

0.0015 

0.0265 

16.12 

90 

73.88 

5.00 

3.69 

0.0015 

0.0126 

28.53 

90 

61.47 

15.00 

9.22 

0.0020 

0.0010 

28.53 

60 

31.47 

20.00 

6.29 

0.0150 

0.0000 

28.53 

90 

61.47 

15.00 

9.22 

0.0020 

0.0387 

28.53 

60 

31.47 

20.00 

6.29 

0.0150 

0.0000 

28.53 

90 

61.47 

5.00 

3.07 

0.0015 

0.0091 

16.06 

90 

73.94 

5.00 

3.70 

0.0015 

0.0217 

15.67 

90 

74.33 

15.00 

11.15 

0.0020 

0.0002 

15.67 

90 

74.33 

5.00 

3.72 

0.0015 

0.0083 

15.67 

90 

74.33 

5.00 

3.72 

0.0015 

0.0156 

17.25 

90 

72.75 

5.00 

3.64 

0.0015 

0.0235 

17.25 

90 

72.75 

5.00 

3.64 

0.0015 

0.0062 

14.32 

90 

75.68 

5.00 

3.78 

0.0015 

0.0124 

29.49 

90 

60.51 

10.00 

6.05 

0.0020 

0.0030 

29.49 

80 

50.51 

20.00 

10.10 

0.0150 

0.0585 

29.49 

70 

40.51 

2.00 

0.81 

0.0015 

0.0039 

31.60 

80 

48.40 

20.00 

9.68 

0.0150 

1.2690 

13.11 

90 

76.89 

5.00 

3.84 

0.0015 

0.0004 

16.67 

90 

73.33 

15.00 

11.00 

0.0020 

0.0529 

16.67 

90 

73.33 

5.00 

3.67 

0.0015 

0.0007 

23.47 

90 

66.53 

20.00 

13.31 

0.0100 

0.0147 

24.00 

60 

36.00 

20.00 

7.20 

0.0150 

0.0000 

24.00 

90 

66.00 

5.00 

3.30 

0.0015 

0.0021 

24.00 

60 

36.00 

20.00 

7.20 

0.0150 

0.0000 

24.00 

90 

66.00 

5.00 

3.30 

0.0015 

0.0143 

15.97 

90 

74.03 

15.00 

11.10 

0.0020 

0.0125 

15.97 

90 

74.03 

5.00 

3.70 

0.0015 

0.0274 

18.61 

90 

71.39 

5.00 

3.57 

0.0015 

0.0110 

18.61 

90 

71.39 

5.00 

3.57 

0.0015 

0.0221 

31.31 

80 

48.69 

20.00 

9.74 

0.0150 

0.3007 

8.34 

80 

71.66 

20.00 

14.33 

0.0150 

0.0304 

28.62 

100 

71.38 

15.00 

10.71 

0.0020 

0.0000 

28.62 

80 

51.38 

20.00 

10.28 

0.0150 

0.4282 

23.33 

90 

66.67 

20.00 

13.33 

0.0100 

0.4989 

10.94 

90 

79.06 

5.00 

3.95 

0.0015 

0.0009 

20.02 

90 

69.98 

15.00 

10.50 

0.0020 

0.0706 

20.02 

90 

69.98 

5.00 

3.50 

0.0015 

0.0248 

21.05 

90 

68.95 

5.00 

3.45 

0.0015 

0.0108 

24.49 

80 

55.51 

20.00 

11.10 

0.0150 

0.0205 

25.31 

90 

64.69 

10.00 

6.47 

0.0020 

0.0014 

25.31 

90 

64.69 

5.00 

3.23 

0.0015 

0.0001 

25.31 

90 

64.69 

10.00 

6.47 

0.0020 

0.0046 

25.31 

90 

64.69 

5.00 

3.23 

0.0015 

0.0034 

25.30 

90 

64.70 

20.00 

12.94 

0.0100 

0.0053 

25.30 

90 

64.70 

5.00 

3.24 

0.0015 

0.0040 

25.25 

80 

54.75 

20.00 

10.95 

0.0150 

0.3040 

25.25 

80 

54.75 

20.00 

10.95 

0.0150 

0.0168 

19.84 

60 

40.16 

20.00 

8.03 

0.0150 

0.0000 

19.84 

90 

70.16 

5.00 

3.51 

0.0015 

0.0023 

19.84 

60 

40.16 

20.00 

8.03 

0.0150 

0.0000 

19.84 

90 

70.16 

5.00 

3.51 

0.0015 

0.0411 

21.21 

90 

68.79 

5.00 

3.44 

0.0015 

0.0087 

25.31 

90 

64.69 

20.00 

12.94 

0.0100 

0.0014 

25.31 

90 

64.69 

5.00 

3.23 

0.0015 

0.0001 






































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Shale 


Older Alluvium 


Quartzite 


Quartzite 


Shale 


Limestone 


Older Alluvium 


Shale 


Shale 


Limestone 


Older Alluvium 


Shale 


Shale 


Shale 


Older Alluvium 


Limestone 


Shale 


Limestone 


Shale 


Limestone 


Quartzite 


Shale 


Older Alluvium 


Shale 


Older Alluvium 


Shale 


Shale 


Shale 


Limestone 


Shale 


Bhander Sandstone 


Limestone 


Shale 


Shale 


Shale 


Shale 


Limestone 


Shale 


Limestone 


Older Alluvium 


Older Alluvium 


Shale 


Older Alluvium 


Shale 


Older Alluvium 


Limestone 


Limestone 


Older Alluvium 


Limestone 


Limestone 


Older Alluvium 


Shale 


Limestone 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

25.31 

90 

64.69 

20.00 

12.94 

0.0100 

0.0762 

25.31 

90 

64.69 

5.00 

3.23 

0.0015 

0.0039 

18.11 

80 

61.89 

20.00 

12.38 

0.0150 

0.0525 

12.80 

90 

77.20 

5.00 

3.86 

0.0015 

0.0010 

16.03 

90 

73.97 

5.00 

3.70 

0.0015 

0.0002 

16.03 

90 

73.97 

5.00 

3.70 

0.0015 

0.0006 

19.51 

90 

70.49 

15.00 

10.57 

0.0020 

0.0015 

19.51 

60 

40.49 

20.00 

8.10 

0.0150 

0.0000 

19.51 

90 

70.49 

5.00 

3.52 

0.0015 

0.0000 

19.51 

90 

70.49 

5.00 

3.52 

0.0015 

0.0218 

19.51 

90 

70.49 

15.00 

10.57 

0.0020 

0.0052 

19.51 

60 

40.49 

20.00 

8.10 

0.0150 

0.0000 

19.51 

90 

70.49 

5.00 

3.52 

0.0015 

0.0252 

17.46 

90 

72.54 

5.00 

3.63 

0.0015 

0.1063 

16.10 

90 

73.90 

5.00 

3.69 

0.0015 

0.0209 

24.66 

90 

65.34 

20.00 

13.07 

0.0100 

0.9838 

26.41 

90 

63.59 

15.00 

9.54 

0.0020 

0.1044 

26.41 

90 

63.59 

5.00 

3.18 

0.0015 

0.0034 

17.19 

90 

72.81 

15.00 

10.92 

0.0020 

0.0355 

17.19 

90 

72.81 

5.00 

3.64 

0.0015 

0.0292 

15.94 

90 

74.06 

15.00 

11.11 

0.0020 

0.0627 

15.94 

90 

74.06 

5.00 

3.70 

0.0015 

0.0107 

15.94 

90 

74.06 

5.00 

3.70 

0.0015 

0.0789 

21.83 

80 

58.17 

20.00 

11.63 

0.0150 

2.4682 

21.83 

70 

48.17 

2.00 

0.96 

0.0015 

0.0000 

21.83 

80 

58.17 

20.00 

11.63 

0.0150 

0.0295 

21.83 

70 

48.17 

2.00 

0.96 

0.0015 

0.0000 

14.54 

90 

75.46 

5.00 

3.77 

0.0015 

0.0048 

14.54 

90 

75.46 

5.00 

3.77 

0.0015 

0.0347 

16.25 

90 

73.75 

15.00 

11.06 

0.0020 

0.0128 

16.25 

90 

73.75 

5.00 

3.69 

0.0015 

0.0061 

19.31 

100 

80.69 

10.00 

8.07 

0.0020 

0.0445 

19.31 

90 

70.69 

15.00 

10.60 

0.0020 

0.0056 

24.88 

90 

65.12 

5.00 

3.26 

0.0015 

0.0037 

16.90 

90 

73.10 

5.00 

3.66 

0.0015 

0.0009 

16.90 

90 

73.10 

5.00 

3.66 

0.0015 

0.0302 

14.07 

90 

75.93 

5.00 

3.80 

0.0015 

0.0043 

27.12 

90 

62.88 

15.00 

9.43 

0.0020 

0.0372 

27.12 

90 

62.88 

5.00 

3.14 

0.0015 

0.0101 

26.90 

100 

73.10 

15.00 

10.96 

0.0020 

0.0000 

26.90 

80 

53.10 

20.00 

10.62 

0.0150 

0.4029 

22.50 

80 

57.50 

20.00 

11.50 

0.0150 

1.9676 

22.50 

70 

47.50 

2.00 

0.95 

0.0015 

0.0000 

22.50 

80 

57.50 

20.00 

11.50 

0.0150 

0.0106 

22.50 

70 

47.50 

2.00 

0.95 

0.0015 

0.0000 

24.77 

80 

55.23 

20.00 

11.05 

0.0150 

1.6370 

17.11 

90 

72.89 

15.00 

10.93 

0.0020 

0.0012 

18.79 

90 

71.21 

15.00 

10.68 

0.0020 

0.1228 

18.79 

60 

41.21 

20.00 

8.24 

0.0150 

0.0785 

18.33 

90 

71.67 

15.00 

10.75 

0.0020 

0.0000 

28.51 

90 

61.49 

15.00 

9.22 

0.0020 

0.0072 

28.51 

60 

31.49 

20.00 

6.30 

0.0150 

0.0000 

28.51 

90 

61.49 

5.00 

3.07 

0.0015 

0.0019 

28.51 

90 

61.49 

15.00 

9.22 

0.0020 

0.0856 

28.51 

60 

31.49 

20.00 

6.30 

0.0150 

0.0000 



























































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Shale 


Bhander Sandstone 


Gneisses(B.G.C) 


Shale 


Older Alluvium 


Limestone 


Shale 


Limestone 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Limestone 


Quartzite 


Shale 


Shale 


Shale 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Shale 


Shale 


Shale 


Older Alluvium 


Older Alluvium 


Quartzite 


Shale 


Bhander Sandstone 


Shale 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Limestone 


Shale 


Bhander Sandstone 


Older Alluvium 


Shale 


Shale 


Older Alluvium 


Shale 


Older Alluvium 


Older Alluvium 


Shale 


Shale 


Limestone 


Older Alluvium 


Limestone 


Shale 


Limestone 


Shale 


Bhander Sandstone 


Older Alluvium 


Shale 


Bhander Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

28.51 

90 

61.49 

5.00 

3.07 

0.0015 

0.0204 

20.28 

90 

69.72 

10.00 

6.97 

0.0020 

0.0004 

20.28 

90 

69.72 

4.00 

2.79 

0.0015 

0.0000 

20.28 

90 

69.72 

5.00 

3.49 

0.0015 

0.0007 

32.26 

80 

47.74 

20.00 

9.55 

0.0150 

0.0863 

19.13 

90 

70.87 

15.00 

10.63 

0.0020 

0.0856 

19.13 

90 

70.87 

5.00 

3.54 

0.0015 

0.0003 

18.83 

90 

71.18 

15.00 

10.68 

0.0020 

0.1919 

18.83 

60 

41.18 

20.00 

8.24 

0.0150 

0.0229 

23.48 

90 

66.52 

20.00 

13.30 

0.0100 

0.7755 

16.44 

100 

83.56 

10.00 

8.36 

0.0020 

0.0005 

16.44 

90 

73.56 

15.00 

11.03 

0.0020 

0.0470 

16.44 

90 

73.56 

5.00 

3.68 

0.0015 

0.0137 

17.24 

90 

72.76 

5.00 

3.64 

0.0015 

0.0132 

17.24 

90 

72.76 

5.00 

3.64 

0.0015 

0.0328 

15.94 

90 

74.06 

5.00 

3.70 

0.0015 

0.0009 

12.52 

120 

107.48 

20.00 

21.50 

0.0150 

0.0841 

12.52 

90 

77.48 

5.00 

3.87 

0.0015 

0.0023 

25.88 

80 

54.12 

20.00 

10.82 

0.0150 

0.3681 

27.76 

80 

52.24 

20.00 

10.45 

0.0150 

0.9241 

31.89 

80 

48.11 

20.00 

9.62 

0.0150 

0.2189 

31.89 

70 

38.11 

2.00 

0.76 

0.0015 

0.0001 

21.48 

90 

68.52 

5.00 

3.43 

0.0015 

0.0000 

19.59 

90 

70.41 

5.00 

3.52 

0.0015 

0.0121 

8.51 

80 

71.49 

20.00 

14.30 

0.0150 

0.0458 

20.17 

80 

59.83 

20.00 

11.97 

0.0150 

0.7813 

13.61 

90 

76.39 

5.00 

3.82 

0.0015 

0.0000 

16.01 

90 

73.99 

5.00 

3.70 

0.0015 

0.0099 

26.40 

90 

63.60 

10.00 

6.36 

0.0020 

0.0231 

26.40 

70 

43.60 

2.00 

0.87 

0.0015 

0.0017 

11.36 

80 

68.64 

20.00 

13.73 

0.0150 

0.0001 

21.19 

80 

58.81 

20.00 

11.76 

0.0150 

0.1218 

9.37 

80 

70.63 

20.00 

14.13 

0.0150 

1.3093 

18.62 

90 

71.38 

15.00 

10.71 

0.0020 

0.2214 

17.22 

90 

72.78 

5.00 

3.64 

0.0015 

0.0084 

28.82 

90 

61.18 

10.00 

6.12 

0.0020 

0.0007 

28.82 

80 

51.18 

20.00 

10.24 

0.0150 

0.8936 

28.82 

70 

41.18 

2.00 

0.82 

0.0015 

0.0034 

28.82 

70 

41.18 

2.00 

0.82 

0.0015 

0.0001 

19.82 

60 

40.18 

20.00 

8.04 

0.0150 

0.0000 

19.82 

90 

70.18 

5.00 

3.51 

0.0015 

0.0227 

20.41 

60 

39.59 

20.00 

7.92 

0.0150 

0.1629 

19.82 

60 

40.18 

20.00 

8.04 

0.0150 

0.0000 

19.82 

90 

70.18 

5.00 

3.51 

0.0015 

0.0006 

19.82 

90 

70.18 

5.00 

3.51 

0.0015 

0.0310 

26.60 

90 

63.40 

15.00 

9.51 

0.0020 

0.0127 

26.60 

60 

33.40 

20.00 

6.68 

0.0150 

0.0001 

26.60 

90 

63.40 

15.00 

9.51 

0.0020 

0.0025 

26.60 

90 

63.40 

5.00 

3.17 

0.0015 

0.0153 

26.60 

90 

63.40 

15.00 

9.51 

0.0020 

0.0695 

26.60 

90 

63.40 

5.00 

3.17 

0.0015 

0.0113 

26.29 

90 

63.71 

10.00 

6.37 

0.0020 

0.0020 

26.29 

90 

63.71 

20.00 

12.74 

0.0100 

0.0172 

26.29 

90 

63.71 

5.00 

3.19 

0.0015 

0.0019 

26.29 

90 

63.71 

10.00 

6.37 

0.0020 

0.0063 












































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Shale 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Limestone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Shale 


Older Alluvium 


Limestone 


Shale 


Shale 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Shale 


Limestone 


Quartzite 


Shale 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Shale 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Limestone 


Older Alluvium 


Limestone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Limestone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

26.29 

90 

63.71 

5.00 

3.19 

0.0015 

0.0059 

26.13 

80 

53.87 

20.00 

10.77 

0.0150 

0.5831 

24.67 

80 

55.33 

20.00 

11.07 

0.0150 

0.5507 

24.67 

80 

55.33 

20.00 

11.07 

0.0150 

0.0282 

24.64 

80 

55.36 

20.00 

11.07 

0.0150 

0.6397 

23.84 

100 

76.16 

15.00 

11.42 

0.0020 

0.0000 

23.84 

80 

56.16 

20.00 

11.23 

0.0150 

0.4282 

23.84 

80 

56.16 

20.00 

11.23 

0.0150 

0.0009 

17.10 

80 

62.90 

20.00 

12.58 

0.0150 

0.4034 

22.79 

90 

67.21 

5.00 

3.36 

0.0015 

0.0146 

17.99 

80 

62.01 

20.00 

12.40 

0.0150 

1.0272 

23.61 

90 

66.39 

15.00 

9.96 

0.0020 

0.1214 

16.65 

90 

73.35 

5.00 

3.67 

0.0015 

0.0143 

16.65 

90 

73.35 

5.00 

3.67 

0.0015 

0.0036 

14.93 

80 

65.07 

20.00 

13.01 

0.0150 

0.0011 

22.51 

80 

57.49 

20.00 

11.50 

0.0150 

0.6913 

22.51 

80 

57.49 

20.00 

11.50 

0.0150 

0.0110 

20.54 

80 

59.46 

20.00 

11.89 

0.0150 

0.7478 

20.54 

80 

59.46 

20.00 

11.89 

0.0150 

0.0115 

20.54 

70 

49.46 

2.00 

0.99 

0.0015 

0.0000 

17.04 

90 

72.96 

15.00 

10.94 

0.0020 

0.0758 

17.04 

90 

72.96 

5.00 

3.65 

0.0015 

0.0034 

17.04 

90 

72.96 

5.00 

3.65 

0.0015 

0.0009 

25.27 

80 

54.73 

20.00 

10.95 

0.0150 

0.1057 

25.27 

80 

54.73 

20.00 

10.95 

0.0150 

0.0381 

21.30 

80 

58.70 

20.00 

11.74 

0.0150 

0.4109 

21.30 

70 

48.70 

2.00 

0.97 

0.0015 

0.0000 

20.26 

80 

59.74 

20.00 

11.95 

0.0150 

0.6189 

14.34 

80 

65.66 

20.00 

13.13 

0.0150 

0.9346 

22.43 

80 

57.57 

20.00 

11.51 

0.0150 

0.4854 

7.66 

90 

82.34 

20.00 

16.47 

0.0100 

1.2097 

25.67 

80 

54.33 

20.00 

10.87 

0.0150 

0.0227 

8.01 

90 

81.99 

15.00 

12.30 

0.0020 

0.0263 

8.01 

80 

71.99 

20.00 

14.40 

0.0150 

1.1618 

8.37 

90 

81.63 

15.00 

12.24 

0.0020 

0.0318 

8.37 

80 

71.63 

20.00 

14.33 

0.0150 

0.0910 

8.18 

80 

71.82 

20.00 

14.36 

0.0150 

0.4247 

20.86 

90 

69.14 

20.00 

13.83 

0.0100 

0.6757 

22.34 

90 

67.66 

20.00 

13.53 

0.0100 

0.0834 

5.89 

90 

84.11 

15.00 

12.62 

0.0020 

0.0042 

5.89 

80 

74.11 

20.00 

14.82 

0.0150 

0.0379 

8.22 

90 

81.78 

20.00 

16.36 

0.0100 

1.1115 

2.99 

90 

87.01 

20.00 

17.40 

0.0100 

0.4760 

5.57 

80 

74.43 

20.00 

14.89 

0.0150 

0.5352 

15.41 

80 

64.59 

20.00 

12.92 

0.0150 

0.2862 

4.24 

80 

75.76 

20.00 

15.15 

0.0150 

0.9953 

5.16 

80 

74.84 

20.00 

14.97 

0.0150 

0.2484 

18.39 

80 

61.61 

20.00 

12.32 

0.0150 

0.5496 

4.48 

90 

85.52 

20.00 

17.10 

0.0100 

0.4067 

6.42 

80 

73.58 

20.00 

14.72 

0.0150 

0.6245 

4.98 

80 

75.02 

20.00 

15.00 

0.0150 

0.5403 

8.31 

80 

71.69 

20.00 

14.34 

0.0150 

0.9189 

6.19 

90 

83.81 

20.00 

16.76 

0.0100 

0.5675 

5.57 

80 

74.43 

20.00 

14.89 

0.0150 

1.9956 

18.42 

90 

71.58 

20.00 

14.32 

0.0100 

0.8660 






















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Chak Hadiya Khera 


Champa Khera 


Chopar Kheri 


Dabar 


Dediyaheri 


Deewaniyan 


Dei Khera 


Deoli 


Deopura 


Dhansuri 


Dhanwa 


Dheekoli 


Dobarli 


Dolar 


Durjanpura 


Fatahpur Khushk 


Ghat Ka Barana 


Guhatha 


Hanotiya 


Haripura @ Nayagaon 


Idalgarh 


Jahangeerpura 


Jakhrond 


Jhapayta 


Jharanya 


Jhargaon 


Jharol 


Jhonpariya 


Jiyaheri 


Kaprain (M) 


Khairoola 


Khand Gaon 


Kharwan 


Khera Bhopal 


Kheri Ghata 


Kherli Bandha 


Kherli Khushk 


Kherli Naunera 


Kherli Parasram 


Kherli Shahran 


Kherli Tawran 


Kherli Vyasan 


Khyawada 


Kishan Ganj 


Kishorpura 


Kodkya 


Koomla 


Kota Khurd 


Kotra Deepsingh 


Kotrapura 


Kotri 


Kunethiya 


Census Code 


0823000402754400 


0830000203788600 


0830000203785500 


0830000203793400 


0830000203785700 


0830000203783200 


0823000302742800 


0823000402754100 


0823000402753900 


0830000203788300 


0830000203787700 


0823000402754000 


0830000203787000 


0823000402754700 


0830000203784000 


0830000203782400 


0823000302743200 


0823000302740700 


0830000203786900 


0830000203784600 


0830000203786500 


0830000203787600 


0830000203790700 


0823000302743100 


0823000402754200 


0830000203785400 


0830000203784400 


0830000203785300 


0830000203787100 


0830000203792800 


0823000442304000 


0830000203788000 


0830000203789000 


0830000103774400 


0830000203785600 


0830000203793000 


0823000402753600 


0830000203782500 


0830000103774500 


0830000203787900 


0830000203783800 


0830000203787400 


0823000402750400 


0830000203786400 


0830000203786000 


0830000203790500 


0823000402753700 


0830000203784500 


0823000302742900 


0830000203784700 


0830000203782600 


0823000302743400 


0830000203784200 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Bhander Sandstone 


Command 

Limestone 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Limestone 


Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Limestone 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Limestone 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

2.51 

90 

87.49 

20.00 

17.50 

0.0100 

0.1379 

3.78 

80 

76.22 

20.00 

15.24 

0.0150 

0.4065 

8.05 

80 

71.95 

20.00 

14.39 

0.0150 

0.4120 

9.88 

90 

80.12 

10.00 

8.01 

0.0020 

0.0009 

9.88 

90 

80.12 

15.00 

12.02 

0.0020 

0.0171 

7.01 

80 

72.99 

20.00 

14.60 

0.0150 

0.3072 

18.40 

80 

61.60 

20.00 

12.32 

0.0150 

0.3233 

18.64 

90 

71.36 

20.00 

14.27 

0.0100 

0.0116 

5.42 

90 

84.58 

20.00 

16.92 

0.0100 

0.5010 

5.75 

90 

84.25 

20.00 

16.85 

0.0100 

0.2379 

5.34 

80 

74.66 

20.00 

14.93 

0.0150 

0.5479 

10.81 

80 

69.19 

20.00 

13.84 

0.0150 

1.1053 

6.91 

90 

83.09 

20.00 

16.62 

0.0100 

0.8327 

6.17 

80 

73.83 

20.00 

14.77 

0.0150 

0.4931 

8.21 

90 

81.79 

20.00 

16.36 

0.0100 

0.0802 

14.59 

80 

65.41 

20.00 

13.08 

0.0150 

0.3031 

16.10 

80 

63.90 

20.00 

12.78 

0.0150 

1.0902 

16.73 

90 

73.27 

20.00 

14.65 

0.0100 

0.4453 

18.61 

90 

71.39 

20.00 

14.28 

0.0100 

1.8472 

4.83 

80 

75.17 

20.00 

15.03 

0.0150 

0.7097 

11.45 

80 

68.55 

20.00 

13.71 

0.0150 

0.7668 

13.58 

80 

66.42 

20.00 

13.28 

0.0150 

0.0631 

7.21 

80 

72.79 

20.00 

14.56 

0.0150 

1.0573 

6.81 

90 

83.19 

15.00 

12.48 

0.0020 

0.0242 

6.81 

80 

73.19 

20.00 

14.64 

0.0150 

0.7736 

18.72 

90 

71.28 

20.00 

14.26 

0.0100 

0.5675 

4.86 

90 

85.14 

20.00 

17.03 

0.0100 

0.5782 

8.76 

80 

71.24 

20.00 

14.25 

0.0150 

0.8160 

10.31 

80 

69.69 

20.00 

13.94 

0.0150 

0.5058 

8.44 

80 

71.56 

20.00 

14.31 

0.0150 

0.7019 

6.50 

80 

73.50 

20.00 

14.70 

0.0150 

0.7770 

10.13 

90 

79.87 

15.00 

11.98 

0.0020 

0.0077 

3.78 

90 

86.22 

20.00 

17.24 

0.0100 

4.3774 

6.44 

80 

73.56 

20.00 

14.71 

0.0150 

0.9279 

8.92 

80 

71.08 

20.00 

14.22 

0.0150 

0.0390 

24.49 

80 

55.51 

20.00 

11.10 

0.0150 

0.5115 

7.52 

80 

72.48 

20.00 

14.50 

0.0150 

0.7711 

8.98 

90 

81.02 

15.00 

12.15 

0.0020 

0.0078 

7.70 

90 

82.30 

20.00 

16.46 

0.0100 

1.0701 

15.80 

80 

64.20 

20.00 

12.84 

0.0150 

0.4664 

20.82 

80 

59.18 

20.00 

11.84 

0.0150 

0.0011 

6.49 

80 

73.51 

20.00 

14.70 

0.0150 

0.3290 

13.29 

80 

66.71 

20.00 

13.34 

0.0150 

0.5137 

9.02 

80 

70.98 

20.00 

14.20 

0.0150 

0.4120 

2.92 

90 

87.08 

20.00 

17.42 

0.0100 

0.4130 

18.61 

80 

61.39 

20.00 

12.28 

0.0150 

0.1722 

5.33 

80 

74.67 

20.00 

14.93 

0.0150 

1.0243 

4.98 

80 

75.02 

20.00 

15.00 

0.0150 

1.2280 

7.12 

90 

82.88 

20.00 

16.58 

0.0100 

1.4087 

11.50 

80 

68.50 

20.00 

13.70 

0.0150 

0.3339 

18.14 

90 

71.86 

20.00 

14.37 

0.0100 

1.5010 

15.76 

80 

64.24 

20.00 

12.85 

0.0150 

0.6344 

16.12 

80 

63.88 

20.00 

12.78 

0.0150 

1.0241 

10.49 

90 

79.51 

20.00 

15.90 

0.0100 

0.8819 

10.79 

80 

69.21 

20.00 

13.84 

0.0150 

1.2635 










































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



08002009 


Labaan 


Lakh Saneeja 


Madanpura 


Maharana 


Mandariya 


Mandawara 


Morana 


Morpa 


Napahera 


Narpatkheri 


Narsinghpura 


Neemli 


Neemoda Ujar 


Notara 


Pali 


Peepalda Beeram 


Peepalda Sand 


Peeplda Samel 


Pipaldda Hariji 


Ramnagar 


Rampura 


Rampura @ Nayagaon 


Reechhaheri 


Roteda 


Saneeja Baori 


Sangaheri 


Sarola 


Sarsala 


Shahpura 


Sultanpur 


Surela 


Takarwara 


Ummedpura 


Aam Ka Pura 


Anandapura 


Andwa Puraini 


Atroli 


Bag 


Bahadurpur 


Bahari Ka Pura 


Bahwalpur 


Bakspura 


Bamroli 


Bareh Mori 


Barsala 


Basai Gheeyaram 


Basai Kare 


Basai Kavilal 


Basai Neem 


Beechhiya 


Berkhera 


Bhagwanpur 


Census Code 


0823000302740800 


0830000203784100 


0830000203783500 


0830000203787300 


0830000203785100 


0830000203787200 


0830000203785000 


0830000203788700 


0830000203790400 


0830000203784900 


0830000203783600 


0830000203787500 


0830000203782700 


0830000203789100 


0830000203785800 


0830000203786100 


0830000203785200 


0830000203782900 


0823000402750300 


0830000203784300 


0830000203783900 


0830000203790300 


0830000203792900 


0823000402754300 


0830000203787800 


0830000203782800 


0830000203793300 


0823000402750900 


0830000203788900 


0830000203790200 


0830000203792700 


0830000203784800 


0830000203786700 


0808000501172900 


0808000501173400 


0808000501177900 


0808000501178700 


0808000401168500 


0808000401162200 


0808000501177000 


0808000401160700 


0808000501178300 


0808000401168400 


0808000401161300 


0808000501176100 


0808000501175700 


0808000501176500 


0808000501175800 


0808000401168100 


0808000401168000 


0808000501180000 


0808000501174700 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Limestone 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Bhander Sandstone 


Command 

Limestone 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Limestone 


Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Bhander Sandstone 


Non-command 

Older Alluvium 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

18.31 

90 

71.69 

20.00 

14.34 

0.0100 

0.0256 

12.38 

80 

67.62 

20.00 

13.52 

0.0150 

1.2992 

17.58 

80 

62.42 

20.00 

12.48 

0.0150 

0.5060 

8.54 

80 

71.46 

20.00 

14.29 

0.0150 

0.8817 

8.28 

80 

71.72 

20.00 

14.34 

0.0150 

1.0372 

8.89 

80 

71.11 

20.00 

14.22 

0.0150 

2.3233 

8.91 

80 

71.09 

20.00 

14.22 

0.0150 

1.9963 

4.68 

80 

75.32 

20.00 

15.06 

0.0150 

1.6007 

5.50 

80 

74.50 

20.00 

14.90 

0.0150 

0.5456 

9.00 

80 

71.00 

20.00 

14.20 

0.0150 

0.8004 

16.49 

80 

63.51 

20.00 

12.70 

0.0150 

0.7250 

9.32 

80 

70.68 

20.00 

14.14 

0.0150 

0.1675 

17.98 

80 

62.02 

20.00 

12.40 

0.0150 

1.9072 

10.11 

80 

69.89 

20.00 

13.98 

0.0150 

1.3227 

6.88 

80 

73.12 

20.00 

14.62 

0.0150 

0.4574 

16.65 

80 

63.35 

20.00 

12.67 

0.0150 

0.0642 

8.17 

80 

71.83 

20.00 

14.37 

0.0150 

1.7397 

20.28 

80 

59.72 

20.00 

11.94 

0.0150 

0.4310 

4.42 

90 

85.58 

20.00 

17.12 

0.0100 

0.5456 

10.22 

80 

69.78 

20.00 

13.96 

0.0150 

0.7073 

12.79 

80 

67.21 

20.00 

13.44 

0.0150 

0.5013 

4.25 

80 

75.75 

20.00 

15.15 

0.0150 

0.8660 

10.15 

90 

79.85 

15.00 

11.98 

0.0020 

0.0313 

5.65 

90 

84.35 

20.00 

16.87 

0.0100 

2.3146 

5.40 

80 

74.60 

20.00 

14.92 

0.0150 

0.5503 

19.31 

80 

60.69 

20.00 

12.14 

0.0150 

0.8215 

8.04 

90 

81.96 

10.00 

8.20 

0.0020 

0.0021 

8.04 

90 

81.96 

15.00 

12.29 

0.0020 

0.0621 

6.30 

90 

83.70 

20.00 

16.74 

0.0100 

0.1050 

9.08 

80 

70.92 

20.00 

14.18 

0.0150 

0.1246 

5.36 

80 

74.64 

20.00 

14.93 

0.0150 

0.2084 

10.18 

90 

79.82 

15.00 

11.97 

0.0020 

0.0426 

10.18 

80 

69.82 

20.00 

13.96 

0.0150 

0.0368 

8.02 

80 

71.98 

20.00 

14.40 

0.0150 

1.9310 

6.58 

80 

73.42 

20.00 

14.68 

0.0150 

0.9929 

24.46 

110 

85.54 

20.00 

17.11 

0.0100 

0.1962 

15.79 

110 

94.21 

20.00 

18.84 

0.0100 

0.0131 

17.66 

110 

92.34 

20.00 

18.47 

0.0100 

0.7581 

19.36 

110 

90.64 

20.00 

18.13 

0.0100 

0.1089 

14.97 

110 

95.03 

20.00 

19.01 

0.0100 

0.3782 

20.11 

110 

89.89 

20.00 

17.98 

0.0100 

0.1764 

19.39 

110 

90.61 

20.00 

18.12 

0.0100 

0.3977 

11.81 

110 

98.19 

20.00 

19.64 

0.0100 

0.0695 

16.15 

110 

93.85 

20.00 

18.77 

0.0100 

0.7748 

13.84 

110 

96.16 

20.00 

19.23 

0.0100 

0.3963 

20.18 

110 

89.82 

20.00 

17.96 

0.0100 

0.0311 

20.62 

110 

89.38 

20.00 

17.88 

0.0100 

1.2342 

26.86 

110 

83.14 

20.00 

16.63 

0.0100 

0.1261 

20.99 

110 

89.01 

20.00 

17.80 

0.0100 

0.4512 

20.82 

110 

89.18 

20.00 

17.84 

0.0100 

0.0693 

17.71 

90 

72.29 

10.00 

7.23 

0.0020 

0.0123 

17.71 

100 

82.29 

20.00 

16.46 

0.0100 

0.1527 

12.59 

90 

77.41 

10.00 

7.74 

0.0020 

0.0000 

15.80 

110 

94.20 

20.00 

18.84 

0.0100 

0.4194 

27.87 

110 

82.13 

20.00 

16.43 

0.0100 

0.2532 







































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 

Census Code 

Bhaisakh 

0808000401162900 

Bhaisena 

0808000401162600 

Bhaisena Ka Pura 

0808000401162700 

Bhaupura 

0808000501172100 

Bhooda 

0808000501179700 

Bichola 

0808000501171800 

Bichpuri 

0808000501176700 

Chadiyan Ka Pura 

0808000501178000 

Chak Jalalpur 

0808000401161800 

Changora 

0808000501179200 

Chauhanpura 

0808000501177400 

Cheelpura 

0808000501178200 

Dabhera 

0808000501177100 

Dagarpur 

0808000401162300 

Dagra 

0808000501176000 

Dalel Ka Pura 

0808000501174300 

Dani 

0808000501177300 

Dharapura 

0808000501176200 

Dhaulpur (M) 

0808000440802000 


Zone (Fresh 
/ Saline) 


Dhodi Ka Pura 


Dighi 


Dihauli 


Diwan Ka Pura 


Doon Ka Pura 


Farashpura 


Gadrai 


Garhi Jafar 


Garhi Kareelpur 


Garhi Tadabali 


Gawan 


Gher 


Ghuraiya Khera 


Gohdupura 


Golipura 


Gopalpura 


Gunpur 


Hanuman Ka Pura 


Indrawali 


Jaitpur 


Jarah 


Jarga 


Jatoli 


Jugaipura 


Kamariyan Ka Pura 


Kanchanpura 


Karka Kherli 


Kasimpur 


Kathoomra 


Kathoomri 


Khanpura 


Kharagpura 


Khurd 


Khurila 


Khurila Ka Pura 


0808000501173200 


0808000501172000 


0808000501177600 


0808000401162400 


0808000401163300 


0808000501176900 


0808000501179900 


0808000501175900 


0808000501175000 


0808000501175400 


0808000401168300 


0808000401168900 


0808000501179300 


0808000501172400 


0808000501177200 


0808000501179500 


0808000501179400 


0808000501176600 


0808000501177500 


0808000501176300 


0808000501174400 


0808000501175200 


0808000401160800 


0808000501176800 


0808000501178100 


0808000501172500 


0808000501177700 


0808000401162500 


0808000501179800 


0808000501180300 


0808000501172600 


0808000401163100 


0808000401162000 


0808000501174500 


0808000501174900 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Bhander Sandstone 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.57 

110 

97.43 

20.00 

19.49 

0.0100 

1.2431 

14.73 

110 

95.27 

20.00 

19.05 

0.0100 

0.3731 

15.38 

110 

94.62 

20.00 

18.92 

0.0100 

0.3643 

39.02 

110 

70.98 

20.00 

14.20 

0.0100 

0.1285 

15.77 

110 

94.23 

20.00 

18.85 

0.0100 

0.2946 

38.08 

110 

71.92 

20.00 

14.38 

0.0100 

0.0296 

19.27 

110 

90.73 

20.00 

18.15 

0.0100 

0.4362 

18.63 

110 

91.37 

20.00 

18.27 

0.0100 

0.1890 

19.55 

110 

90.45 

20.00 

18.09 

0.0100 

0.1728 

15.58 

110 

94.42 

20.00 

18.88 

0.0100 

0.5286 

19.26 

110 

90.74 

20.00 

18.15 

0.0100 

0.6958 

16.10 

110 

93.90 

20.00 

18.78 

0.0100 

0.8068 

18.85 

110 

91.15 

20.00 

18.23 

0.0100 

0.1387 

19.79 

110 

90.21 

20.00 

18.04 

0.0100 

0.0412 

19.77 

110 

90.23 

20.00 

18.05 

0.0100 

0.5898 

20.99 

110 

89.01 

20.00 

17.80 

0.0100 

0.0985 

19.10 

110 

90.90 

20.00 

18.18 

0.0100 

0.5756 

22.83 

110 

87.17 

20.00 

17.43 

0.0100 

0.1734 

16.96 

90 

73.04 

10.00 

7.30 

0.0020 

0.0379 

16.96 

100 

83.04 

20.00 

16.61 

0.0100 

2.3040 

19.35 

110 

90.65 

20.00 

18.13 

0.0100 

0.4453 

39.90 

110 

70.10 

20.00 

14.02 

0.0100 

0.2592 

19.39 

110 

90.61 

20.00 

18.12 

0.0100 

0.3336 

15.59 

110 

94.41 

20.00 

18.88 

0.0100 

0.1748 

7.72 

110 

102.28 

20.00 

20.46 

0.0100 

0.1080 

19.04 

110 

90.96 

20.00 

18.19 

0.0100 

0.1634 

15.71 

110 

94.29 

20.00 

18.86 

0.0100 

0.2769 

19.93 

110 

90.07 

20.00 

18.01 

0.0100 

0.2652 

36.49 

110 

73.51 

20.00 

14.70 

0.0100 

0.2526 

39.11 

110 

70.89 

20.00 

14.18 

0.0100 

0.5581 

17.15 

100 

82.85 

20.00 

16.57 

0.0100 

0.8733 

14.13 

110 

95.87 

20.00 

19.17 

0.0100 

0.6676 

15.58 

110 

94.42 

20.00 

18.88 

0.0100 

0.0873 

32.86 

110 

77.14 

20.00 

15.43 

0.0100 

0.0025 

19.08 

110 

90.92 

20.00 

18.18 

0.0100 

0.0324 

15.70 

110 

94.30 

20.00 

18.86 

0.0100 

0.5462 

15.70 

110 

94.30 

20.00 

18.86 

0.0100 

0.1377 

21.00 

110 

89.00 

20.00 

17.80 

0.0100 

0.2632 

19.15 

110 

90.85 

20.00 

18.17 

0.0100 

0.3086 

22.57 

110 

87.43 

20.00 

17.49 

0.0100 

0.4434 

24.55 

110 

85.45 

20.00 

17.09 

0.0100 

0.4407 

39.28 

110 

70.72 

20.00 

14.14 

0.0100 

0.1437 

16.82 

110 

93.18 

20.00 

18.64 

0.0100 

0.1079 

18.90 

110 

91.10 

20.00 

18.22 

0.0100 

0.1240 

17.98 

110 

92.02 

20.00 

18.40 

0.0100 

0.5685 

23.49 

110 

86.51 

20.00 

17.30 

0.0100 

0.0024 

19.03 

110 

90.97 

20.00 

18.19 

0.0100 

0.3328 

18.98 

110 

91.02 

20.00 

18.20 

0.0100 

0.5823 

15.81 

110 

94.19 

20.00 

18.84 

0.0100 

0.2624 

15.67 

110 

94.33 

20.00 

18.87 

0.0100 

0.3847 

25.70 

110 

84.30 

20.00 

16.86 

0.0100 

0.0498 

12.30 

110 

97.70 

20.00 

19.54 

0.0100 

0.1104 

17.03 

110 

92.97 

20.00 

18.59 

0.0100 

0.5768 

24.47 

110 

85.53 

20.00 

17.11 

0.0100 

0.4572 

28.96 

110 

81.04 

20.00 

16.21 

0.0100 

0.3193 
















































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



08002010 


Khurili 


Kumharpura 


Lalpur 


Luhari 


Machhariya 


Madhai 


Madho Ka Pura 


Mahadpura 


Malikpur 


Marena 


Masoodpur 


Nadauli 


Nahila 


Naseelpur 


Pahari 


Papripura 


Pathrora Kalan 


Pathrora Khurd 


Pharakpur 


Purapatiram 


Rahsena 


Rajakhera (M) 


Ranchhorpura 


Sadapur 


Salempur 


Samaliyapura 


Samauna 


Samola 


Samor 


Sanda 


Saumli 


Shahanpur 


Shankarpura 


Shekhpur Goojar 


Siholi 


Sikandarpur 


Singhawali 


Subedar Ka Pura 


Sultanpur 


Sundarpur 


Teeketpura 


Tighara 


Ond 


Amolpura 


Bagpur 


Baguriyapura 


Baharda 


Barapura 


Barela Pura 


Baripura 


Barpura 


Barred 


Census Code 


0808000501174600 


0808000501171900 


0808000501178500 


0808000401160400 


0808000501174100 


0808000501178900 


0808000501174000 


0808000501179600 


0808000401161700 


0808000501173700 


0808000401163400 


0808000501173100 


0808000501174800 


0808000501179100 


0808000501173900 


0808000501180200 


0808000401161500 


0808000401161600 


0808000401162100 


0808000501177800 


0808000501178800 


0808000540803000 


0808000501175300 


0808000501174200 


0808000401163000 


0808000501173000 


0808000501175500 


0808000401162800 


0808000501179000 


0808000401163200 


0808000501172200 


0808000401168800 


0808000501180100 


0808000501178600 


0808000501176400 


0808000501175600 


0808000401161400 


0808000401161900 


0808000501175100 


0808000401168600 


0808000501178400 


0808000401168700 


0809000501242000 


0808000201135100 


0809000501242300 


0809000501241500 


0809000501238500 


0808000401167700 


0808000401167900 


0808000201135700 


0808000201134400 


0809000501243300 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Bhander Sandstone 


Non-command 

Older Alluvium 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Bhander Sandstone 


Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Bhander Sandstone 


Non-command 

Older Alluvium 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

25.01 

110 

84.99 

20.00 

17.00 

0.0100 

0.1450 

38.66 

110 

71.34 

20.00 

14.27 

0.0100 

0.1369 

16.59 

110 

93.41 

20.00 

18.68 

0.0100 

0.1669 

7.94 

110 

102.06 

20.00 

20.41 

0.0100 

0.0458 

22.19 

110 

87.81 

20.00 

17.56 

0.0100 

0.6290 

15.91 

110 

94.09 

20.00 

18.82 

0.0100 

0.2132 

24.48 

110 

85.53 

20.00 

17.11 

0.0100 

0.3634 

15.75 

110 

94.25 

20.00 

18.85 

0.0100 

1.2547 

19.83 

110 

90.17 

20.00 

18.03 

0.0100 

0.2625 

19.09 

110 

90.91 

20.00 

18.18 

0.0100 

0.3788 

7.24 

110 

102.76 

20.00 

20.55 

0.0100 

0.0889 

17.87 

110 

92.13 

20.00 

18.43 

0.0100 

0.0035 

34.92 

110 

75.08 

20.00 

15.02 

0.0100 

0.7217 

16.70 

110 

93.30 

20.00 

18.66 

0.0100 

0.4450 

18.92 

110 

91.08 

20.00 

18.22 

0.0100 

0.3262 

15.72 

110 

94.28 

20.00 

18.86 

0.0100 

0.3020 

19.27 

110 

90.73 

20.00 

18.15 

0.0100 

0.2156 

19.96 

110 

90.04 

20.00 

18.01 

0.0100 

0.1231 

20.02 

110 

89.98 

20.00 

18.00 

0.0100 

0.2881 

18.17 

110 

91.83 

20.00 

18.37 

0.0100 

0.2196 

17.37 

110 

92.63 

20.00 

18.53 

0.0100 

0.4970 

39.19 

110 

70.81 

20.00 

14.16 

0.0100 

0.0902 

38.87 

110 

71.13 

20.00 

14.23 

0.0100 

0.0045 

24.11 

110 

85.89 

20.00 

17.18 

0.0100 

0.2371 

14.62 

110 

95.38 

20.00 

19.08 

0.0100 

0.3122 

24.72 

110 

85.28 

20.00 

17.06 

0.0100 

0.1876 

37.58 

110 

72.42 

20.00 

14.48 

0.0100 

0.3039 

14.66 

110 

95.34 

20.00 

19.07 

0.0100 

0.0745 

15.74 

110 

94.26 

20.00 

18.85 

0.0100 

0.5480 

7.43 

110 

102.57 

20.00 

20.51 

0.0100 

0.6381 

35.36 

110 

74.64 

20.00 

14.93 

0.0100 

0.1104 

13.22 

110 

96.78 

20.00 

19.36 

0.0100 

0.5705 

15.74 

110 

94.26 

20.00 

18.85 

0.0100 

0.3134 

18.17 

110 

91.83 

20.00 

18.37 

0.0100 

0.6214 

22.61 

110 

87.39 

20.00 

17.48 

0.0100 

0.5380 

33.58 

110 

76.42 

20.00 

15.28 

0.0100 

0.3261 

20.09 

110 

89.91 

20.00 

17.98 

0.0100 

0.1959 

16.82 

110 

93.18 

20.00 

18.64 

0.0100 

0.1873 

37.80 

110 

72.20 

20.00 

14.44 

0.0100 

0.5047 

17.80 

110 

92.20 

20.00 

18.44 

0.0100 

0.4645 

15.79 

110 

94.21 

20.00 

18.84 

0.0100 

0.5146 

14.08 

110 

95.92 

20.00 

19.18 

0.0100 

0.2877 

17.17 

100 

82.83 

10.00 

8.28 

0.0020 

0.0129 

17.17 

90 

72.83 

20.00 

14.57 

0.0150 

7.1026 

9.83 

90 

80.17 

10.00 

8.02 

0.0020 

0.0313 

25.75 

90 

64.25 

20.00 

12.85 

0.0150 

0.9013 

21.76 

90 

68.24 

20.00 

13.65 

0.0150 

0.2426 

15.07 

100 

84.93 

10.00 

8.49 

0.0020 

0.0164 

15.07 

90 

74.93 

20.00 

14.99 

0.0150 

0.0277 

14.40 

100 

85.60 

20.00 

17.12 

0.0100 

0.7518 

15.02 

90 

74.98 

10.00 

7.50 

0.0020 

0.0006 

15.02 

100 

84.98 

20.00 

17.00 

0.0100 

0.5168 

6.26 

90 

83.74 

10.00 

8.37 

0.0020 

0.0666 

11.97 

100 

88.03 

20.00 

17.61 

0.0100 

0.8164 

31.25 

90 

58.75 

20.00 

11.75 

0.0150 

0.5137 








































































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 



Bhander 


Older All 


Bhander 


Older All 


Bhander 


Older All 


Bhander 


Bhander 


Older All 


Bhander 


Older All 


Older All 


Bhander 


Older All 


Bhander 


Bhander 


Older All 


Bhander 


Bhander 


Bhander 


Older All 


Bhander 


Bhander 


Bhander 


Older All 


Bhander 


Older All 


Bhander 


Older All 


Bhander 


Older All 


Bhander 


Older All 


Bhander 


Bhander 


Older All 


Older All 


Older All 


Bhander 


Older All 


Bhander 


Bhander 


Bhander 


Older All 


Bhander 


Bhander 


Older All 


Bhander 


Bhander 


Older All 


Bhander 


Older All 


Bhander 


Bhander 


Older All 


Sandstone 


uvium 


Sandstone 


uvium 


Sandstone 


uvium 


Sandstone 


Sandstone 


uvium 


Sandstone 


uvium 


uvium 


Sandstone 


uvium 


Sandstone 


Sandstone 


uvium 


Sandstone 


Sandstone 


Sandstone 


uvium 


Sandstone 


Sandstone 


Sandstone 


uvium 


Sandstone 


uvium 


Sandstone 


uvium 


Sandstone 


uvium 


Sandstone 


uvium 


Sandstone 


Sandstone 


uvium 


uvium 


uvium 


Sandstone 


uvium 


Sandstone 


Sandstone 


Sandstone 


uvium 


Sandstone 


Sandstone 


uvium 


Sandstone 


Sandstone 


uvium 


Sandstone 


uvium 


Sandstone 


Sandstone 


uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

14.95 

90 

75.05 

10.00 

7.50 

0.0020 

0.1906 

14.95 

100 

85.05 

20.00 

17.01 

0.0100 

0.7018 

17.71 

90 

72.29 

10.00 

7.23 

0.0020 

0.0246 

17.71 

100 

82.29 

20.00 

16.46 

0.0100 

0.1698 

12.59 

90 

77.41 

10.00 

7.74 

0.0020 

0.1787 

12.59 

100 

87.41 

20.00 

17.48 

0.0100 

0.0001 

6.29 

90 

83.71 

10.00 

8.37 

0.0020 

0.1019 

12.64 

90 

77.36 

10.00 

7.74 

0.0020 

0.0317 

12.64 

100 

87.36 

20.00 

17.47 

0.0100 

0.3921 

30.97 

100 

69.03 

10.00 

6.90 

0.0020 

0.0130 

30.97 

90 

59.03 

20.00 

11.81 

0.0150 

0.7130 

8.60 

100 

91.40 

20.00 

18.28 

0.0100 

1.6631 

19.38 

100 

80.62 

10.00 

8.06 

0.0020 

0.0000 

19.38 

90 

70.62 

20.00 

14.12 

0.0150 

1.1155 

9.03 

90 

80.97 

10.00 

8.10 

0.0020 

0.0054 

30.71 

100 

69.29 

10.00 

6.93 

0.0020 

0.0142 

30.71 

90 

59.29 

20.00 

11.86 

0.0150 

0.4056 

14.03 

100 

85.97 

10.00 

8.60 

0.0020 

0.0105 

10.94 

90 

79.06 

10.00 

7.91 

0.0020 

0.0007 

20.12 

90 

69.88 

10.00 

6.99 

0.0020 

0.0506 

20.12 

100 

79.88 

20.00 

15.98 

0.0100 

0.0886 

14.03 

100 

85.97 

10.00 

8.60 

0.0020 

0.1148 

24.17 

100 

75.83 

10.00 

7.58 

0.0020 

0.0562 

13.68 

100 

86.32 

10.00 

8.63 

0.0020 

0.1811 

13.68 

90 

76.32 

20.00 

15.26 

0.0150 

0.4530 

14.02 

90 

75.98 

10.00 

7.60 

0.0020 

0.0428 

14.02 

100 

85.98 

20.00 

17.20 

0.0100 

0.5349 

12.12 

90 

77.88 

10.00 

7.79 

0.0020 

0.0512 

30.83 

90 

59.17 

20.00 

11.83 

0.0150 

1.0996 

12.81 

100 

87.19 

10.00 

8.72 

0.0020 

0.0873 

12.48 

100 

87.52 

20.00 

17.50 

0.0100 

0.2492 

16.96 

90 

73.04 

10.00 

7.30 

0.0020 

0.0236 

29.69 

90 

60.31 

20.00 

12.06 

0.0150 

1.2680 

15.27 

100 

84.73 

10.00 

8.47 

0.0020 

0.1394 

13.20 

90 

76.80 

10.00 

7.68 

0.0020 

0.0009 

13.20 

100 

86.80 

20.00 

17.36 

0.0100 

1.1066 

31.28 

90 

58.72 

20.00 

11.74 

0.0150 

0.3112 

12.81 

100 

87.19 

20.00 

17.44 

0.0100 

0.7151 

10.28 

90 

79.72 

10.00 

7.97 

0.0020 

0.0130 

31.34 

90 

58.66 

20.00 

11.73 

0.0150 

0.0479 

11.62 

90 

78.38 

10.00 

7.84 

0.0020 

0.1128 

12.31 

90 

77.69 

10.00 

7.77 

0.0020 

0.0000 

30.58 

100 

69.42 

10.00 

6.94 

0.0020 

0.0033 

30.58 

90 

59.42 

20.00 

11.88 

0.0150 

0.6237 

12.70 

90 

77.30 

10.00 

7.73 

0.0020 

0.2281 

10.07 

90 

79.93 

10.00 

7.99 

0.0020 

0.3310 

10.07 

100 

89.93 

20.00 

17.99 

0.0100 

0.2476 

10.26 

90 

79.74 

10.00 

7.97 

0.0020 

0.0201 

9.12 

90 

80.88 

10.00 

8.09 

0.0020 

0.0311 

31.25 

90 

58.75 

20.00 

11.75 

0.0150 

0.2036 

5.57 

90 

84.43 

10.00 

8.44 

0.0020 

0.0247 

10.79 

100 

89.21 

20.00 

17.84 

0.0100 

1.2115 

7.36 

90 

82.64 

10.00 

8.26 

0.0020 

0.0143 

8.13 

90 

81.87 

10.00 

8.19 

0.0020 

0.0020 

8.13 

100 

91.87 

20.00 

18.37 

0.0100 

0.2552 


























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 



Bhander 


Bhander 


Older All 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Older All 


Bhander 


Bhander 


Older All 


Bhander 


Older All 


Older All 
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Older All 
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Older All 
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Older All 
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Older All 


Bhander 


Bhander 
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Older All 


Bhander 
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Bhander 


Older All 


Bhander 


Bhander 


Older All 


Older All 


Bhander 


Bhander 


Older All 


Bhander 


Older All 


Bhander 


Older All 


Bhander 


Bhander 


Bhander 


Older All 


Bhander 


Older All 


Bhander 


Older All 


Sandstone 


Sandstone 


uvium 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


uvium 


Sandstone 


Sandstone 


uvium 


Sandstone 


uvium 


uvium 


Sandstone 


Sandstone 


uvium 


Sandstone 


uvium 


uvium 


Sandstone 


Sandstone 


uvium 


Sandstone 


Sandstone 


uvium 


Sandstone 


Sandstone 


Sandstone 


uvium 


Sandstone 


Sandstone 


Sandstone 


uvium 


Sandstone 


Sandstone 


uvium 


uvium 


Sandstone 


Sandstone 


uvium 


Sandstone 


uvium 


Sandstone 


uvium 


Sandstone 


Sandstone 


Sandstone 


uvium 


Sandstone 


uvium 


Sandstone 


uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

9.82 

90 

80.18 

10.00 

8.02 

0.0020 

0.0109 

12.01 

90 

77.99 

10.00 

7.80 

0.0020 

0.0467 

12.01 

100 

87.99 

20.00 

17.60 

0.0100 

1.5333 

5.42 

90 

84.58 

10.00 

8.46 

0.0020 

0.0929 

17.29 

100 

82.71 

10.00 

8.27 

0.0020 

0.1104 

6.50 

90 

83.50 

10.00 

8.35 

0.0020 

0.0086 

6.62 

90 

83.38 

10.00 

8.34 

0.0020 

0.0000 

11.00 

90 

79.00 

10.00 

7.90 

0.0020 

0.0747 

27.48 

100 

72.52 

10.00 

7.25 

0.0020 

0.0077 

27.48 

90 

62.52 

20.00 

12.50 

0.0150 

0.2431 

28.79 

100 

71.21 

10.00 

7.12 

0.0020 

0.0046 

30.19 

100 

69.81 

10.00 

6.98 

0.0020 

0.0056 

30.19 

90 

59.81 

20.00 

11.96 

0.0150 

0.1137 

11.81 

90 

78.19 

10.00 

7.82 

0.0020 

0.2989 

11.81 

100 

88.19 

20.00 

17.64 

0.0100 

2.3309 

25.90 

100 

74.10 

20.00 

14.82 

0.0100 

0.5208 

15.42 

100 

84.58 

10.00 

8.46 

0.0020 

0.0064 

15.45 

90 

74.55 

10.00 

7.45 

0.0020 

0.0248 

15.45 

100 

84.55 

20.00 

16.91 

0.0100 

0.3318 

10.39 

90 

79.61 

10.00 

7.96 

0.0020 

0.0037 

10.39 

100 

89.61 

20.00 

17.92 

0.0100 

1.3147 

21.96 

100 

78.04 

20.00 

15.61 

0.0100 

1.3919 

10.43 

90 

79.57 

10.00 

7.96 

0.0020 

0.0010 

8.05 

90 

81.95 

10.00 

8.19 

0.0020 

0.0134 

8.05 

100 

91.95 

20.00 

18.39 

0.0100 

0.5252 

29.87 

100 

70.13 

10.00 

7.01 

0.0020 

0.0000 

12.85 

90 

77.15 

10.00 

7.71 

0.0020 

0.1424 

12.85 

100 

87.15 

20.00 

17.43 

0.0100 

0.3960 

7.75 

90 

82.25 

10.00 

8.23 

0.0020 

0.0812 

8.71 

90 

81.29 

10.00 

8.13 

0.0020 

0.0233 

10.57 

90 

79.43 

10.00 

7.94 

0.0020 

0.1033 

10.57 

100 

89.43 

20.00 

17.89 

0.0100 

0.2610 

8.43 

90 

81.57 

10.00 

8.16 

0.0020 

0.0006 

14.37 

100 

85.63 

10.00 

8.56 

0.0020 

0.0137 

8.13 

90 

81.87 

10.00 

8.19 

0.0020 

0.1430 

8.13 

100 

91.87 

20.00 

18.37 

0.0100 

2.7471 

9.27 

90 

80.73 

10.00 

8.07 

0.0020 

0.0636 

30.44 

100 

69.56 

10.00 

6.96 

0.0020 

0.0002 

30.44 

90 

59.56 

20.00 

11.91 

0.0150 

0.4175 

31.40 

90 

58.60 

20.00 

11.72 

0.0150 

0.1047 

12.09 

90 

77.91 

10.00 

7.79 

0.0020 

0.1602 

15.34 

100 

84.66 

10.00 

8.47 

0.0020 

0.0794 

15.34 

90 

74.66 

20.00 

14.93 

0.0150 

0.4168 

13.93 

100 

86.07 

10.00 

8.61 

0.0020 

0.0015 

31.39 

90 

58.61 

20.00 

11.72 

0.0150 

1.3549 

9.56 

90 

80.44 

10.00 

8.04 

0.0020 

0.0376 

24.94 

90 

65.06 

20.00 

13.01 

0.0150 

1.5804 

8.21 

90 

81.79 

10.00 

8.18 

0.0020 

0.0210 

4.46 

90 

85.54 

10.00 

8.55 

0.0020 

0.0003 

13.45 

90 

76.55 

10.00 

7.66 

0.0020 

0.0753 

13.45 

100 

86.55 

20.00 

17.31 

0.0100 

0.9891 

12.25 

90 

77.75 

10.00 

7.78 

0.0020 

0.0769 

12.25 

100 

87.75 

20.00 

17.55 

0.0100 

0.0054 

12.98 

100 

87.02 

10.00 

8.70 

0.0020 

0.0652 

12.98 

90 

77.02 

20.00 

15.40 

0.0150 

0.8911 





















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



08002011 


Narsinghpur 


Nayagaon 


Nayapura 


Needar 


Nibhi 


Nihalpur 


Niyayati 


Padampura 


Pali 


Pancholi 


Pasela 


Patewari 


Rahe 


Rajai Kalan 


Rajpur 


Rancholi 


Ranipura 


Rodhai 


Rudhera 


Sahraun 


Saipur 


Sarmathura 


Sewarpali 


Shankarpur 


Shitalpura 


Shyampur 


Soni 


Teen Pokhar 


Thoomri 


Tor 


Tursampur 


Vateekra 


Amarpura 


Amora 


Anatpura 


Arnetha 


Atraliya 


Bagtari 


Balapura 


Baleetha 


Ballabhpura 


0808000201134200 


0809000501240200 


0808000201134100 


0809000501239600 


0808000401167000 


0809000501243000 


0808000201134700 


0808000101114300 


0808000201133300 


0809000501242900 


0809000501241300 


0808000401167200 


0808000201134900 


0808000201136500 


0809000501241200 


0809000501242800 


0809000501243200 


0809000501239300 


0808000201135000 


0808000401167300 


0808000101119400 


0808000101114600 


0808000201133400 


0808000101118300 


0808000101117700 


0809000501239500 


0808000101113300 


0809000501238600 


0808000101113500 


0808000201134000 


0809000501243100 


0808000101113400 


0830000203791000 


0830000203795100 


0823000402750800 


0823000402751200 


0830000203791600 


0830000203790100 


0830000203789800 


0823000402749500 


0830000203797400 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Bhander Sandstone 


0.82 Fresh 


2.51 Fresh 


1.53 Fresh 


20.34 Fresh 


3.45 Fresh 


1.25 Fresh 


4.44 Fresh 


3.24 Fresh 


15.83 Fresh 


12.54 Fresh 


1.21 Fresh 



4.41 Fresh 


3.93 Fresh 


9.46 Fresh 



1.72 Fresh 


9.44 Fresh 


2.36 Fresh 


46.94 Fresh 


9.04 Fresh 


3.74 Fresh 


1.92 Fresh 


6.07 Fresh 


28.37 Fresh 



2.93 Fresh 


1.35 Fresh 


7.62 Fresh 


5.55 Fresh 


11.29 Fresh 


1.88 Fresh 


0.84 Fresh 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.97 

90 

78.03 

10.00 

7.80 

0.0020 

0.0633 

11.97 

100 

88.03 

20.00 

17.61 

0.0100 

0.5485 

12.02 

90 

77.98 

10.00 

7.80 

0.0020 

0.0062 

31.29 

90 

58.71 

20.00 

11.74 

0.0150 

0.0791 

11.86 

90 

78.14 

10.00 

7.81 

0.0020 

0.0126 

25.21 

100 

74.79 

10.00 

7.48 

0.0020 

0.2486 

9.75 

90 

80.25 

10.00 

8.02 

0.0020 

0.0024 

31.22 

90 

58.78 

20.00 

11.76 

0.0150 

0.2213 

12.81 

90 

77.19 

10.00 

7.72 

0.0020 

0.0061 

12.81 

100 

87.19 

20.00 

17.44 

0.0100 

0.7062 

10.89 

90 

79.11 

10.00 

7.91 

0.0020 

0.0464 

6.58 

90 

83.42 

10.00 

8.34 

0.0020 

0.0046 

6.58 

100 

93.42 

20.00 

18.68 

0.0100 

2.8827 

31.01 

90 

58.99 

20.00 

11.80 

0.0150 

2.2198 

24.12 

100 

75.88 

10.00 

7.59 

0.0020 

0.0113 

24.12 

90 

65.88 

20.00 

13.18 

0.0150 

0.0196 

26.22 

100 

73.78 

10.00 

7.38 

0.0020 

0.0016 

26.22 

90 

63.78 

20.00 

12.76 

0.0150 

0.4342 

5.56 

90 

84.44 

10.00 

8.44 

0.0020 

0.0745 

11.85 

90 

78.15 

10.00 

7.82 

0.0020 

0.0343 

14.60 

90 

75.40 

10.00 

7.54 

0.0020 

0.0919 

14.60 

100 

85.40 

20.00 

17.08 

0.0100 

0.5755 

18.32 

90 

71.68 

10.00 

7.17 

0.0020 

0.0038 

18.32 

100 

81.68 

20.00 

16.34 

0.0100 

0.9881 

21.50 

100 

78.50 

10.00 

7.85 

0.0020 

0.0213 

29.18 

90 

60.82 

20.00 

12.16 

0.0150 

1.6661 

31.40 

90 

58.60 

20.00 

11.72 

0.0150 

0.1726 

23.40 

100 

76.60 

10.00 

7.66 

0.0020 

0.0413 

10.29 

90 

79.71 

10.00 

7.97 

0.0020 

0.0216 

7.30 

90 

82.70 

10.00 

8.27 

0.0020 

0.0618 

5.80 

90 

84.20 

10.00 

8.42 

0.0020 

0.0322 

10.23 

90 

79.78 

10.00 

7.98 

0.0020 

0.0306 

5.62 

90 

84.38 

10.00 

8.44 

0.0020 

0.1229 

5.62 

100 

94.38 

20.00 

18.88 

0.0100 

3.6879 

6.72 

90 

83.28 

10.00 

8.33 

0.0020 

0.1031 

6.72 

100 

93.28 

20.00 

18.66 

0.0100 

1.4432 

12.54 

100 

87.46 

20.00 

17.49 

0.0100 

0.5121 

12.79 

90 

77.21 

10.00 

7.72 

0.0020 

0.0094 

16.02 

100 

83.98 

10.00 

8.40 

0.0020 

0.1091 

10.38 

90 

79.62 

10.00 

7.96 

0.0020 

0.0035 

16.45 

100 

83.55 

10.00 

8.36 

0.0020 

0.0707 

10.17 

90 

79.83 

10.00 

7.98 

0.0020 

0.0300 

11.32 

90 

78.68 

10.00 

7.87 

0.0020 

0.0115 

11.32 

100 

88.68 

20.00 

17.74 

0.0100 

0.0191 

31.39 

90 

58.61 

20.00 

11.72 

0.0150 

0.4220 

10.61 

90 

79.39 

10.00 

7.94 

0.0020 

0.0018 

8.01 

80 

71.99 

20.00 

14.40 

0.0150 

0.0519 

9.39 

90 

80.61 

10.00 

8.06 

0.0020 

0.0414 

7.33 

90 

82.67 

20.00 

16.53 

0.0100 

0.2147 

8.08 

90 

81.92 

20.00 

16.38 

0.0100 

0.0062 

5.38 

80 

74.62 

20.00 

14.92 

0.0150 

1.2508 

15.98 

80 

64.02 

20.00 

12.80 

0.0150 

0.7801 

5.86 

80 

74.14 

20.00 

14.83 

0.0150 

1.0530 

6.80 

90 

83.20 

20.00 

16.64 

0.0100 

1.0381 

5.15 

90 

84.85 

10.00 

8.48 

0.0020 

0.0069 












































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Limestone 


Older Alluvium 


Bhander Sandstone 


Limestone 


Older Alluvium 


Older Alluvium 


Limestone 


Limestone 


Limestone 


Bhander Sandstone 


Limestone 


Older Alluvium 


Limestone 


Older Alluvium 


Limestone 


Older Alluvium 


Limestone 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Limestone 


Limestone 


Bhander Sandstone 


Limestone 


Limestone 


Older Alluvium 


Limestone 


Older Alluvium 


Limestone 


Limestone 


Limestone 


Limestone 


Limestone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Limestone 


Older Alluvium 


Limestone 


Older Alluvium 


Limestone 


Older Alluvium 


Limestone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Limestone 


Limestone 


Older Alluvium 


Limestone 


Older Alluvium 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

5.15 

90 

84.85 

15.00 

12.73 

0.0020 

0.0833 

2.99 

90 

87.01 

20.00 

17.40 

0.0100 

0.6920 

4.36 

90 

85.64 

10.00 

8.56 

0.0020 

0.1142 

30.48 

90 

59.52 

15.00 

8.93 

0.0020 

0.0111 

5.30 

90 

84.70 

20.00 

16.94 

0.0100 

0.7611 

2.90 

80 

77.10 

20.00 

15.42 

0.0150 

0.8118 

33.69 

90 

56.31 

15.00 

8.45 

0.0020 

0.0195 

9.50 

90 

80.50 

15.00 

12.07 

0.0020 

0.0377 

9.50 

90 

80.50 

15.00 

12.07 

0.0020 

0.0022 

11.02 

90 

78.98 

10.00 

7.90 

0.0020 

0.0211 

11.02 

90 

78.98 

15.00 

11.85 

0.0020 

0.0936 

5.27 

90 

84.73 

20.00 

16.95 

0.0100 

0.9674 

5.87 

90 

84.13 

15.00 

12.62 

0.0020 

0.0019 

5.87 

80 

74.13 

20.00 

14.83 

0.0150 

0.0246 

28.82 

90 

61.18 

15.00 

9.18 

0.0020 

0.0504 

6.43 

80 

73.57 

20.00 

14.71 

0.0150 

1.7554 

10.27 

90 

79.73 

15.00 

11.96 

0.0020 

0.0200 

4.31 

90 

85.69 

10.00 

8.57 

0.0020 

0.0039 

10.24 

80 

69.76 

20.00 

13.95 

0.0150 

2.1422 

9.88 

90 

80.12 

10.00 

8.01 

0.0020 

0.0872 

9.88 

90 

80.12 

15.00 

12.02 

0.0020 

0.0184 

8.69 

90 

81.31 

15.00 

12.20 

0.0020 

0.0390 

10.50 

90 

79.50 

10.00 

7.95 

0.0020 

0.0225 

10.50 

90 

79.50 

15.00 

11.93 

0.0020 

0.0294 

9.04 

90 

80.96 

15.00 

12.14 

0.0020 

0.0689 

9.04 

100 

90.96 

20.00 

18.19 

0.0150 

0.0000 

10.96 

90 

79.04 

15.00 

11.86 

0.0020 

0.1225 

10.96 

80 

69.04 

20.00 

13.81 

0.0150 

0.2624 

10.96 

90 

79.04 

15.00 

11.86 

0.0020 

0.0781 

19.61 

90 

70.39 

15.00 

10.56 

0.0020 

0.0949 

19.61 

90 

70.39 

15.00 

10.56 

0.0020 

0.0797 

12.27 

90 

77.73 

15.00 

11.66 

0.0020 

0.0027 

2.26 

90 

87.74 

15.00 

13.16 

0.0020 

0.0573 

2.26 

80 

77.74 

20.00 

15.55 

0.0150 

3.4090 

8.21 

90 

81.79 

20.00 

16.36 

0.0100 

1.7433 

11.95 

80 

68.05 

20.00 

13.61 

0.0150 

1.5109 

1.87 

80 

78.13 

20.00 

15.63 

0.0150 

0.8201 

3.64 

90 

86.36 

10.00 

8.64 

0.0020 

0.0850 

3.64 

90 

86.36 

15.00 

12.95 

0.0020 

0.0001 

7.66 

90 

82.34 

20.00 

16.47 

0.0100 

0.1995 

12.65 

90 

77.35 

15.00 

11.60 

0.0020 

0.0499 

12.65 

100 

87.35 

20.00 

17.47 

0.0150 

0.0250 

8.29 

90 

81.71 

15.00 

12.26 

0.0020 

0.0715 

8.29 

100 

91.71 

20.00 

18.34 

0.0150 

0.4980 

6.25 

90 

83.75 

15.00 

12.56 

0.0020 

0.0060 

6.25 

100 

93.75 

20.00 

18.75 

0.0150 

1.5359 

11.65 

80 

68.35 

20.00 

13.67 

0.0150 

0.8573 

6.33 

90 

83.67 

20.00 

16.73 

0.0100 

0.0459 

24.38 

90 

65.62 

15.00 

9.84 

0.0020 

0.0897 

24.38 

90 

65.62 

15.00 

9.84 

0.0020 

0.0020 

7.03 

90 

82.97 

20.00 

16.59 

0.0100 

0.1833 

28.34 

90 

61.66 

15.00 

9.25 

0.0020 

0.0733 

14.44 

80 

65.56 

20.00 

13.11 

0.0150 

0.8449 

5.98 

90 

84.02 

20.00 

16.80 

0.0100 

0.1914 

6.39 

90 

83.61 

20.00 

16.72 

0.0100 

1.7002 



















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Older Alluvium 


Limestone 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Limestone 


Limestone 


Older Alluvium 


Limestone 


Limestone 


Older Alluvium 


Limestone 


Older Alluvium 


Older Alluvium 


Limestone 


Limestone 


Limestone 


Older Alluvium 


Limestone 


Older Alluvium 


Limestone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Limestone 


Older Alluvium 


Older Alluvium 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Limestone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Limestone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Limestone 


Limestone 


Older Alluvium 


Limestone 


Limestone 


Limestone 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

6.18 

90 

83.82 

20.00 

16.76 

0.0100 

0.5956 

5.20 

90 

84.80 

20.00 

16.96 

0.0100 

0.5428 

7.73 

90 

82.27 

15.00 

12.34 

0.0020 

0.0018 

8.29 

80 

71.71 

20.00 

14.34 

0.0150 

1.7624 

19.15 

80 

60.85 

20.00 

12.17 

0.0150 

0.8408 

12.53 

90 

77.47 

10.00 

7.75 

0.0020 

0.0035 

12.53 

90 

77.47 

15.00 

11.62 

0.0020 

0.0942 

14.96 

90 

75.04 

15.00 

11.26 

0.0020 

0.1433 

14.96 

80 

65.04 

20.00 

13.01 

0.0150 

0.0005 

14.96 

90 

75.04 

15.00 

11.26 

0.0020 

0.0069 

11.02 

90 

78.98 

12.00 

9.48 

0.0020 

0.0002 

11.02 

90 

78.98 

20.00 

15.80 

0.0100 

0.1954 

9.55 

90 

80.45 

15.00 

12.07 

0.0020 

0.0122 

9.55 

80 

70.45 

20.00 

14.09 

0.0150 

1.0795 

3.78 

90 

86.22 

20.00 

17.24 

0.0100 

0.3512 

30.06 

90 

59.94 

15.00 

8.99 

0.0020 

0.1039 

21.84 

90 

68.16 

15.00 

10.22 

0.0020 

0.0350 

4.29 

90 

85.71 

15.00 

12.86 

0.0020 

0.0160 

4.29 

80 

75.71 

20.00 

15.14 

0.0150 

0.3678 

6.94 

90 

83.06 

12.00 

9.97 

0.0020 

0.0014 

6.94 

90 

83.06 

20.00 

16.61 

0.0100 

0.5066 

5.77 

90 

84.23 

12.00 

10.11 

0.0020 

0.0000 

5.77 

90 

84.23 

20.00 

16.85 

0.0100 

1.2298 

8.92 

80 

71.08 

20.00 

14.22 

0.0150 

0.3839 

6.69 

90 

83.31 

20.00 

16.66 

0.0100 

0.8756 

16.54 

80 

63.46 

20.00 

12.69 

0.0150 

0.7030 

7.78 

90 

82.22 

10.00 

8.22 

0.0020 

0.0194 

7.78 

90 

82.22 

15.00 

12.33 

0.0020 

0.0334 

9.02 

80 

70.98 

20.00 

14.20 

0.0150 

0.9708 

2.92 

90 

87.08 

20.00 

17.42 

0.0100 

0.3020 

10.64 

90 

79.36 

15.00 

11.90 

0.0020 

0.0329 

6.35 

100 

93.65 

10.00 

9.36 

0.0020 

0.0385 

6.35 

100 

93.65 

10.00 

9.36 

0.0020 

0.0205 

6.35 

100 

93.65 

10.00 

9.36 

0.0020 

0.2432 

6.35 

90 

83.65 

15.00 

12.55 

0.0020 

0.1615 

6.35 

100 

93.65 

20.00 

18.73 

0.0150 

1.0698 

6.35 

100 

93.65 

10.00 

9.36 

0.0020 

0.3947 

4.85 

80 

75.15 

20.00 

15.03 

0.0150 

2.3560 

7.50 

90 

82.50 

12.00 

9.90 

0.0020 

0.0182 

7.50 

90 

82.50 

20.00 

16.50 

0.0100 

0.6357 

6.79 

90 

83.21 

20.00 

16.64 

0.0100 

1.2323 

8.54 

80 

71.46 

20.00 

14.29 

0.0150 

0.5991 

11.61 

90 

78.39 

20.00 

15.68 

0.0100 

0.0689 

7.18 

90 

82.82 

15.00 

12.42 

0.0020 

0.0609 

7.18 

100 

92.82 

20.00 

18.56 

0.0150 

0.3893 

8.89 

80 

71.11 

20.00 

14.22 

0.0150 

1.8905 

5.36 

80 

74.64 

20.00 

14.93 

0.0150 

0.5988 

28.67 

90 

61.33 

15.00 

9.20 

0.0020 

0.1138 

12.90 

90 

77.10 

15.00 

11.57 

0.0020 

0.0369 

12.90 

80 

67.10 

20.00 

13.42 

0.0150 

0.6565 

7.15 

90 

82.85 

15.00 

12.43 

0.0020 

0.0031 

10.41 

90 

79.59 

15.00 

11.94 

0.0020 

0.0520 

4.81 

90 

85.19 

15.00 

12.78 

0.0020 

0.0061 

4.81 

80 

75.19 

20.00 

15.04 

0.0150 

0.6609 

9.32 

80 

70.68 

20.00 

14.14 

0.0150 

0.2708 













































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Older Alluvium 


Limestone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Limestone 


Limestone 


Bhander Sandstone 


Limestone 


Limestone 


Older Alluvium 


Limestone 


Older Alluvium 


Older Alluvium 


Limestone 


Limestone 


Limestone 


Limestone 


Older Alluvium 


Older Alluvium 


Limestone 


Limestone 


Older Alluvium 


Older Alluvium 


Limestone 


Limestone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Limestone 


Limestone 


Limestone 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Limestone 


Limestone 


Older Alluvium 


Older Alluvium 


Limestone 


Older Alluvium 


Limestone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Limestone 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

6.86 

90 

83.14 

20.00 

16.63 

0.0100 

1.1077 

6.99 

80 

73.01 

20.00 

14.60 

0.0150 

3.8976 

8.53 

90 

81.47 

15.00 

12.22 

0.0020 

0.0112 

5.14 

90 

84.86 

20.00 

16.97 

0.0100 

0.6769 

10.11 

80 

69.89 

20.00 

13.98 

0.0150 

1.2407 

5.60 

80 

74.40 

20.00 

14.88 

0.0150 

0.7941 

6.00 

90 

84.00 

10.00 

8.40 

0.0020 

0.0000 

6.00 

90 

84.00 

15.00 

12.60 

0.0020 

0.0575 

6.00 

90 

84.00 

15.00 

12.60 

0.0020 

0.0001 

4.70 

90 

85.30 

10.00 

8.53 

0.0020 

0.0279 

4.70 

90 

85.30 

15.00 

12.79 

0.0020 

0.0458 

10.85 

90 

79.15 

15.00 

11.87 

0.0020 

0.0859 

10.85 

80 

69.15 

20.00 

13.83 

0.0150 

0.0537 

7.16 

90 

82.84 

12.00 

9.94 

0.0020 

0.0000 

7.16 

90 

82.84 

20.00 

16.57 

0.0100 

0.1459 

4.42 

90 

85.58 

20.00 

17.12 

0.0100 

1.5671 

26.00 

90 

64.00 

15.00 

9.60 

0.0020 

0.0212 

20.21 

90 

69.79 

15.00 

10.47 

0.0020 

0.0031 

20.21 

90 

69.79 

15.00 

10.47 

0.0020 

0.0491 

10.42 

90 

79.58 

15.00 

11.94 

0.0020 

0.0297 

10.42 

80 

69.58 

20.00 

13.92 

0.0150 

0.1975 

4.25 

80 

75.75 

20.00 

15.15 

0.0150 

0.0263 

8.76 

90 

81.24 

15.00 

12.19 

0.0020 

0.0025 

8.61 

90 

81.39 

15.00 

12.21 

0.0020 

0.1475 

8.61 

100 

91.39 

20.00 

18.28 

0.0150 

0.0000 

5.82 

90 

84.18 

20.00 

16.84 

0.0100 

0.1688 

17.82 

90 

72.18 

15.00 

10.83 

0.0020 

0.0066 

17.82 

90 

72.18 

15.00 

10.83 

0.0020 

0.0654 

5.65 

90 

84.35 

20.00 

16.87 

0.0100 

0.3853 

4.23 

90 

85.77 

10.00 

8.58 

0.0020 

0.0357 

5.17 

90 

84.83 

20.00 

16.97 

0.0100 

0.6212 

8.04 

90 

81.96 

10.00 

8.20 

0.0020 

0.0002 

6.30 

90 

83.70 

20.00 

16.74 

0.0100 

0.8609 

30.46 

90 

59.54 

15.00 

8.93 

0.0020 

0.0404 

30.46 

90 

59.54 

15.00 

8.93 

0.0020 

0.0643 

7.38 

90 

82.62 

12.00 

9.91 

0.0020 

0.0034 

7.38 

90 

82.62 

20.00 

16.52 

0.0100 

0.4915 

9.08 

80 

70.92 

20.00 

14.18 

0.0150 

0.0440 

5.80 

100 

94.20 

10.00 

9.42 

0.0020 

0.0236 

2.81 

80 

77.19 

20.00 

15.44 

0.0150 

0.5845 

8.81 

80 

71.19 

20.00 

14.24 

0.0150 

0.5705 

3.46 

90 

86.54 

15.00 

12.98 

0.0020 

0.0006 

7.42 

90 

82.58 

12.00 

9.91 

0.0020 

0.0362 

7.42 

90 

82.58 

20.00 

16.52 

0.0100 

1.4166 

5.36 

80 

74.64 

20.00 

14.93 

0.0150 

3.6179 

10.18 

90 

79.82 

15.00 

11.97 

0.0020 

0.0342 

10.18 

80 

69.82 

20.00 

13.96 

0.0150 

0.0668 

7.71 

90 

82.29 

12.00 

9.87 

0.0020 

0.0044 

7.71 

90 

82.29 

20.00 

16.46 

0.0100 

0.9031 

19.96 

80 

60.04 

20.00 

12.01 

0.0150 

0.2511 

12.29 

80 

67.71 

20.00 

13.54 

0.0150 

1.3516 

4.06 

80 

75.94 

20.00 

15.19 

0.0150 

0.9383 

11.25 

90 

78.75 

15.00 

11.81 

0.0020 

0.0993 

2.65 

80 

77.35 

20.00 

15.47 

0.0150 

0.5792 

19.27 

80 

60.73 

20.00 

12.15 

0.0150 

0.7315 

























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 


Census Code 


Zone (Fresh 
/ Saline) 


Type of Area 

(Command / Non- Hydrogeological Unit 
command) 


Sub Basin: Chambal Upstream 


Bakhtpura 


Balechhan 


Bargaon 


Bassi 


Beena-Ka-Khera 


Beer Kala Khet 


Bhainsrorgarh 


Bhanda Kuri 


Bhawanipura 


Bhoonjar Kalan 


Bhoonjar Khurd 


Chhant Ka Khera 


Dhagadmau Kalan 


Dhamniya 


Dhangadmau Khurd 


Dhuniya 


Forest Block 


Ganeshpura 


Girdiya 


Gopalpura 


Gorakiya 


Gudha 


Haripura 


Hatholi 


Jai Nagar 


Jalampura 


Jamboo Kuri 


Kajoriya 


Kalyanpura 


Kesharpura 


Khalgaon 


Kharnai 


0829000403582700 


0829000403574000 


0824001202955800 


0829000403581300 


0829000403576200 


0829000403578700 


0829000403583000 


0829000403579400 


0829000403578400 


0829000403575700 


0829000403574100 


0829000403579500 


0829000403576000 


0829000403573200 


0829000403573700 


0829000403572100 


0829000403577500 


0823000502779600 


0829000403572900 


0829000403578500 


0829000403576900 


0829000403583600 


0829000408299002 


0829000403577800 


0829000403578300 


0829000403577300 


0829000403572700 


0824001202955900 


0829000403578800 


0829000403576500 


0829000403577200 


0829000403578100 


0829000403578900 


0829000403578200 


0829000403577400 


0829000403577900 


0824001202952400 


0829000403571900 


0829000403573900 


0829000403581700 


9.41 Fresh 


0.46 Fresh 


4.18 Fresh 


19.30 Fresh 


7.75 Fresh 


2.40 Fresh 


0.87 Fresh 


6.13 Fresh 


2.77 Fresh 


2.44 Fresh 


14.70 Fresh 


1.80 Fresh 


3.31 Fresh 


3.13 Fresh 


11.47 Fresh 


9.18 Fresh 


3.21 Fresh 


3.82 Fresh 


4.69 Fresh 


0.86 Fresh 


7.78 Fresh 


0.43 Fresh 


39.83 Fresh 


3.58 Fresh 


2.87 Fresh 


2.63 Fresh 


4.19 Fresh 


2.89 Fresh 


0.97 Fresh 


10.95 Fresh 


Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Bhander Sandstone 


Depth to 
Water Level, 
m bgl (Pre 
Monsoon 
2010 ) 


Average 
Depth to 
Basement 
Rock, m bgl 


Utilizable 
Saturated Percent of 
Thickness, Saturated 
m Thickness, 


Utilizable Average Static 

Saturated Specific Groundwater 
Thickness, Yield of Resources, 

m Acquifer Mm 3 


0.39 

10.72 

250 

239.28 

3.00 

7.18 

0.0010 

0.0028 

0.22 

4.42 

250 

245.58 

3.00 

7.37 

0.0010 

0.0016 

0.23 

4.42 

200 

195.58 

5.00 

9.78 

0.0013 

0.0028 

0.16 

6.78 

160 

153.22 

6.00 

9.19 

0.0010 

0.0015 

0.26 

10.29 

250 

239.71 

3.00 

7.19 

0.0010 

0.0018 

0.73 

10.29 

200 

189.71 

5.00 

9.49 

0.0013 

0.0087 

2.57 

8.47 

250 

241.53 

3.00 

7.25 

0.0010 

0.0187 

4.01 

8.47 

200 

191.53 

5.00 

9.58 

0.0013 

0.0480 

2.40 

15.08 

300 

284.92 

7.00 

19.94 

0.0015 

0.0718 

0.87 

11.16 

250 

238.84 

3.00 

7.17 

0.0010 

0.0062 

6.13 

11.38 

200 

188.62 

5.00 

9.43 

0.0013 

0.0723 

2.77 

14.96 

300 

285.04 

7.00 

19.95 

0.0015 

0.0830 

1.43 

6.82 

250 

243.18 

3.00 

7.30 

0.0010 

0.0104 

0.28 

3.79 

250 

246.21 

3.00 

7.39 

0.0010 

0.0021 

6.25 

3.79 

200 

196.21 

5.00 

9.81 

0.0013 

0.0767 

1.80 

12.52 

200 

187.48 

5.00 

9.37 

0.0013 

0.0211 

1.56 

4.52 

200 

195.48 

5.00 

9.77 

0.0013 

0.0191 

1.89 

8.09 

250 

241.91 

3.00 

7.26 

0.0010 

0.0137 

2.03 

7.87 

250 

242.13 

3.00 

7.26 

0.0010 

0.0147 

8.21 

7.87 

200 

192.13 

5.00 

9.61 

0.0013 

0.0986 

1.38 

14.39 

250 

235.61 

3.00 

7.07 

0.0010 

0.0098 

7.80 

14.39 

200 

185.61 

5.00 

9.28 

0.0013 

0.0904 

3.19 

15.00 

250 

235.00 

3.00 

7.05 

0.0010 

0.0225 

0.02 

15.00 

200 

185.00 

5.00 

9.25 

0.0013 

0.0002 

0.01 

6.65 

90 

83.35 

10.00 

8.34 

0.0020 

0.0001 

0.01 

11.94 

250 

238.06 

3.00 

7.14 

0.0010 

0.0001 

4.68 

11.94 

200 

188.06 

5.00 

9.40 

0.0013 

0.0550 

0.86 

15.08 

300 

284.92 

7.00 

19.94 

0.0015 

0.0258 

7.42 

11.48 

250 

238.52 

3.00 

7.16 

0.0010 

0.0531 

0.35 

11.48 

200 

188.52 

5.00 

9.43 

0.0013 

0.0042 

0.38 

12.29 

250 

237.71 

3.00 

7.13 

0.0010 

0.0027 

0.19 

15.49 

250 

234.51 

3.00 

7.04 

0.0010 

0.0013 

0.16 

15.34 

250 

234.66 

3.00 

7.04 

0.0010 

0.0011 

3.42 

15.34 

200 

184.66 

5.00 

9.23 

0.0013 

0.0395 

2.87 

14.22 

300 

285.78 

7.00 

20.00 

0.0015 

0.0862 

2.63 

14.88 

250 

235.12 

3.00 

7.05 

0.0010 

0.0185 

0.01 

14.88 

200 

185.12 

5.00 

9.26 

0.0013 

0.0001 

2.87 

11.76 

250 

238.24 

3.00 

7.15 

0.0010 

0.0205 

0.99 

11.76 

200 

188.24 

5.00 

9.41 

0.0013 

0.0117 

0.06 

6.57 

160 

153.43 

6.00 

9.21 

0.0010 

0.0006 

0.15 

13.98 

300 

286.02 

7.00 

20.02 

0.0015 

0.0045 

1.78 

13.12 

250 

236.88 

3.00 

7.11 

0.0010 

0.0127 

0.30 

14.38 

250 

235.62 

3.00 

7.07 

0.0010 

0.0021 

2.15 

12.19 

300 

287.81 

7.00 

20.15 

0.0015 

0.0649 

3.47 

13.33 

300 

286.67 

7.00 

20.07 

0.0015 

0.1043 

2.37 

12.91 

300 

287.09 

7.00 

20.10 

0.0015 

0.0714 

1.39 

15.27 

250 

234.73 

3.00 

7.04 

0.0010 

0.0098 

0.04 

14.03 

300 

285.97 

7.00 

20.02 

0.0015 

0.0013 

0.03 

9.40 

160 

150.60 

6.00 

9.04 

0.0010 

0.0002 

0.01 

9.40 

300 

290.60 

7.00 

20.34 

0.0015 

0.0003 

2.89 

15.40 

200 

184.60 

5.00 

9.23 

0.0013 

0.0334 

0.20 

9.38 

250 

240.62 

3.00 

7.22 

0.0010 

0.0015 

0.76 

9.38 

200 

190.62 

5.00 

9.53 

0.0013 

0.0091 

10.56 

10.13 

250 

239.87 

3.00 

7.20 

0.0010 

0.0760 














































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 



Shale 


Shale 


Bhander 


Shale 


Bhander 


Shale 


Bhander 


Bhander 


Bhander 


Shale 


Shale 


Bhander 


Shale 


Bhander 


Shale 


Shale 


Bhander 


Bhander 


Shale 


Bhander 


Shale 


Bhander 


Bhander 


Shale 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Shale 


Shale 


Shale 


Bhander 


Shale 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Shale 


Bhander 


Shale 


Bhander 


Shale 


Bhander 


Shale 


Bhander 


Shale 


Bhander 


Shale 


Shale 


Bhander 


Bhander 


Shale 


Bhander 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

10.13 

200 

189.87 

5.00 

9.49 

0.0013 

0.0042 

15.20 

200 

184.80 

5.00 

9.24 

0.0013 

0.0288 

10.41 

250 

239.59 

3.00 

7.19 

0.0010 

0.0058 

10.41 

200 

189.59 

5.00 

9.48 

0.0013 

0.0479 

14.76 

250 

235.24 

3.00 

7.06 

0.0010 

0.0010 

14.76 

200 

185.24 

5.00 

9.26 

0.0013 

0.0300 

12.90 

250 

237.10 

3.00 

7.11 

0.0010 

0.0048 

10.95 

250 

239.05 

3.00 

7.17 

0.0010 

0.0086 

6.97 

90 

83.03 

10.00 

8.30 

0.0020 

0.0004 

13.44 

200 

186.56 

5.00 

9.33 

0.0013 

0.0400 

10.73 

200 

189.27 

5.00 

9.46 

0.0013 

0.0654 

11.12 

250 

238.88 

3.00 

7.17 

0.0010 

0.0585 

11.12 

200 

188.88 

5.00 

9.44 

0.0013 

0.0095 

10.56 

250 

239.44 

3.00 

7.18 

0.0010 

0.0401 

10.56 

200 

189.44 

5.00 

9.47 

0.0013 

0.0080 

15.03 

300 

284.97 

7.00 

19.95 

0.0015 

0.0441 

11.25 

250 

238.75 

3.00 

7.16 

0.0010 

0.0116 

13.00 

250 

237.00 

3.00 

7.11 

0.0010 

0.0574 

13.00 

200 

187.00 

5.00 

9.35 

0.0013 

0.0346 

11.95 

250 

238.05 

3.00 

7.14 

0.0010 

0.0370 

11.95 

200 

188.05 

5.00 

9.40 

0.0013 

0.0061 

6.47 

90 

83.53 

10.00 

8.35 

0.0020 

0.0012 

6.46 

250 

243.54 

3.00 

7.31 

0.0010 

0.0016 

6.46 

200 

193.54 

5.00 

9.68 

0.0013 

0.0007 

8.19 

250 

241.81 

3.00 

7.25 

0.0010 

0.0089 

10.90 

160 

149.10 

6.00 

8.95 

0.0010 

0.0024 

9.96 

160 

150.04 

6.00 

9.00 

0.0010 

0.0002 

3.44 

250 

246.56 

3.00 

7.40 

0.0010 

0.0007 

11.09 

160 

148.91 

6.00 

8.93 

0.0010 

0.0007 

12.57 

200 

187.43 

5.00 

9.37 

0.0013 

0.0466 

15.26 

200 

184.74 

5.00 

9.24 

0.0013 

0.0748 

5.29 

200 

194.71 

5.00 

9.74 

0.0013 

0.0052 

14.80 

250 

235.20 

3.00 

7.06 

0.0010 

0.0016 

14.80 

200 

185.20 

5.00 

9.26 

0.0013 

0.0331 

5.44 

90 

84.56 

10.00 

8.46 

0.0020 

0.0041 

14.02 

250 

235.98 

3.00 

7.08 

0.0010 

0.0027 

12.71 

250 

237.29 

3.00 

7.12 

0.0010 

0.0014 

10.83 

250 

239.17 

3.00 

7.18 

0.0010 

0.0107 

13.16 

300 

286.84 

7.00 

20.08 

0.0014 

0.0051 

13.16 

300 

286.84 

7.00 

20.08 

0.0015 

0.0987 

14.65 

250 

235.35 

3.00 

7.06 

0.0010 

0.0000 

14.65 

200 

185.35 

5.00 

9.27 

0.0013 

0.0422 

14.67 

250 

235.33 

3.00 

7.06 

0.0010 

0.0130 

10.29 

200 

189.71 

5.00 

9.49 

0.0013 

0.1831 

10.22 

250 

239.78 

3.00 

7.19 

0.0010 

0.0262 

10.22 

200 

189.78 

5.00 

9.49 

0.0013 

0.0624 

10.63 

250 

239.37 

3.00 

7.18 

0.0010 

0.0125 

10.63 

200 

189.37 

5.00 

9.47 

0.0013 

0.0539 

10.41 

160 

149.59 

6.00 

8.98 

0.0010 

0.0011 

15.39 

200 

184.61 

5.00 

9.23 

0.0013 

0.0576 

15.34 

200 

184.66 

5.00 

9.23 

0.0013 

0.0360 

9.68 

160 

150.32 

6.00 

9.02 

0.0010 

0.0009 

13.34 

250 

236.66 

3.00 

7.10 

0.0010 

0.0178 

13.34 

200 

186.66 

5.00 

9.33 

0.0013 

0.0641 

12.84 

300 

287.16 

7.00 

20.10 

0.0014 

0.0118 




























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Shale 


Bhander Sandstone 


Bhander Sandstone 


Shale 


Shale 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Shale 


Limestone 


Shale 


Shale 


Shale 


Shale 


Limestone 


Shale 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Shale 


Shale 


Shale 


Shale 


Bhander Sandstone 


Shale 


Shale 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Shale 


Limestone 


Shale 


Shale 


Bhander Sandstone 


Bhander Sandstone 


Shale 


Shale 


Shale 


Bhander Sandstone 


Limestone 


Shale 


Bhander Sandstone 


Shale 


Shale 


Limestone 


Shale 


Shale 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.63 

300 

288.37 

7.00 

20.19 

0.0015 

0.0438 

12.92 

300 

287.08 

7.00 

20.10 

0.0014 

0.0087 

12.52 

300 

287.48 

7.00 

20.12 

0.0014 

0.0000 

12.52 

300 

287.48 

7.00 

20.12 

0.0015 

0.0269 

12.91 

300 

287.09 

7.00 

20.10 

0.0015 

0.0029 

12.75 

300 

287.25 

7.00 

20.11 

0.0014 

0.1139 

12.75 

300 

287.25 

7.00 

20.11 

0.0015 

0.0013 

12.57 

300 

287.43 

7.00 

20.12 

0.0014 

0.0000 

12.57 

300 

287.43 

7.00 

20.12 

0.0015 

0.0238 

15.24 

300 

284.76 

8.00 

22.78 

0.0020 

0.1290 

15.24 

300 

284.76 

7.00 

19.93 

0.0015 

0.0418 

13.58 

300 

286.42 

7.00 

20.05 

0.0015 

0.0418 

14.60 

300 

285.40 

7.00 

19.98 

0.0015 

0.0782 

12.56 

300 

287.44 

7.00 

20.12 

0.0015 

0.3189 

12.81 

300 

287.19 

8.00 

22.98 

0.0020 

0.0143 

12.81 

300 

287.19 

7.00 

20.10 

0.0015 

0.0471 

12.51 

300 

287.50 

7.00 

20.12 

0.0014 

0.0580 

12.51 

300 

287.50 

7.00 

20.12 

0.0015 

0.0015 

12.52 

300 

287.48 

7.00 

20.12 

0.0014 

0.0328 

14.39 

300 

285.61 

7.00 

19.99 

0.0014 

0.2382 

14.39 

300 

285.61 

7.00 

19.99 

0.0015 

0.0901 

12.83 

300 

287.17 

7.00 

20.10 

0.0014 

0.0129 

12.83 

300 

287.17 

7.00 

20.10 

0.0015 

0.0054 

14.01 

300 

285.99 

7.00 

20.02 

0.0014 

0.0114 

14.01 

300 

285.99 

7.00 

20.02 

0.0015 

0.0171 

16.23 

300 

283.77 

7.00 

19.86 

0.0015 

0.0378 

12.84 

300 

287.16 

7.00 

20.10 

0.0015 

0.0122 

12.89 

300 

287.11 

7.00 

20.10 

0.0015 

0.0282 

12.56 

300 

287.44 

7.00 

20.12 

0.0014 

0.0120 

10.55 

300 

289.45 

7.00 

20.26 

0.0015 

0.0566 

12.60 

300 

287.40 

7.00 

20.12 

0.0015 

0.0148 

12.50 

300 

287.50 

7.00 

20.12 

0.0014 

0.0622 

12.50 

300 

287.50 

7.00 

20.12 

0.0015 

0.0004 

13.98 

300 

286.02 

7.00 

20.02 

0.0014 

0.0555 

14.09 

300 

285.91 

7.00 

20.01 

0.0014 

0.0488 

11.09 

300 

288.91 

8.00 

23.11 

0.0020 

0.0134 

12.59 

300 

287.41 

7.00 

20.12 

0.0014 

0.0022 

12.59 

300 

287.41 

7.00 

20.12 

0.0015 

0.2361 

13.39 

300 

286.61 

8.00 

22.93 

0.0020 

0.0464 

13.39 

300 

286.61 

7.00 

20.06 

0.0015 

0.0826 

12.73 

300 

287.27 

7.00 

20.11 

0.0015 

0.0234 

12.52 

300 

287.48 

7.00 

20.12 

0.0014 

0.0265 

13.09 

300 

286.91 

7.00 

20.08 

0.0014 

0.0979 

13.09 

300 

286.91 

7.00 

20.08 

0.0015 

0.0322 

12.63 

300 

287.37 

7.00 

20.12 

0.0015 

0.1176 

12.82 

300 

287.18 

7.00 

20.10 

0.0015 

0.0529 

12.59 

300 

287.41 

7.00 

20.12 

0.0014 

0.0206 

12.59 

300 

287.41 

8.00 

22.99 

0.0020 

0.0006 

12.59 

300 

287.41 

7.00 

20.12 

0.0015 

0.0147 

12.70 

300 

287.30 

7.00 

20.11 

0.0014 

0.0116 

12.70 

300 

287.30 

7.00 

20.11 

0.0015 

0.0191 

12.71 

300 

287.29 

7.00 

20.11 

0.0015 

0.1313 

14.61 

300 

285.39 

8.00 

22.83 

0.0020 

0.0426 

14.61 

300 

285.39 

7.00 

19.98 

0.0015 

0.1073 

12.61 

300 

287.39 

7.00 

20.12 

0.0015 

0.1138 












































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Dharla 


Dhawrakuri 


Dobiyan 


Dorai 


Fatehpur @ Jhunjala Magr 


Galyabaori 


Gandeliya 


Ganeshpura 


Gangapur 


Garhwara 


Ghatabao 


Ghati 


Gopalpura 


Govindpura 


Hanutiya 


Haripura 


Jaisinghpura 


Jalampura 


Jalsagar 


Jandolya 


Jawadiya Joona 


Jetpuriya 


Jhonpariya 


Jodhapatel Ki Kheri 


Kadmali 


Kalabar 


Kaldan 


Kalyanpura 


Kanthariya 


Karanpuriya 


Karundiya 


Katunda 


Khardi 


Kheri Anoppura 


Khermaliya 


Khordiya 


Khumawas 


Kishorpura 


Census Code 


0829000303563600 


0829000303571400 


0829000303570300 


0829000303566700 


0829000303571100 


0829000303570200 


0829000303567400 


0829000303562900 


0829000303562600 


0829000303567500 


0829000303554400 


0829000403579000 


0829000303565100 


0829000303568600 


0829000303569400 


0829000303565700 


0829000303568800 


0829000303560400 


0829000303566900 


0829000303571200 


0829000303561500 


0829000303566500 


0829000303570600 


0829000303562200 


0829000303560600 


0829000303568500 


0829000303569800 


0829000303568300 


0829000303570100 


0829000303563300 


0829000303568200 


0829000303557000 


0829000303567900 


0829000303561000 


0829000303559500 


0829000403579200 


0829000303565600 


0829000303562700 



Zone (Fresh 
/ Saline) 


5.26 Fresh 


1.77 Fresh 


1.48 Fresh 


4.48 Fresh 



2.44 Fresh 


3.05 Fresh 


0.79 Fresh 


2.11 Fresh 


1.08 Fresh 


1.94 Fresh 


0.93 Fresh 


5.65 Fresh 


1.47 Fresh 


2.83 Fresh 



1.61 Fresh 


0.57 Fresh 



1.37 Fresh 


2.50 Fresh 


1.67 Fresh 


3.77 Fresh 


2.19 Fresh 




0.42 Fresh 


4.15 Fresh 


2.49 Fresh 


0.27 Fresh 


2.53 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Limestone 

Non-command 

Shale 

Non-command 

Limestone 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Limestone 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Shale 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

6.39 

300 

293.61 

7.00 

20.55 

0.0014 

0.0182 

12.75 

300 

287.25 

7.00 

20.11 

0.0015 

0.0535 

12.86 

300 

287.14 

7.00 

20.10 

0.0015 

0.0448 

12.51 

300 

287.49 

7.00 

20.12 

0.0014 

0.0869 

12.51 

300 

287.49 

7.00 

20.12 

0.0015 

0.0388 

12.64 

300 

287.36 

7.00 

20.11 

0.0014 

0.0333 

12.64 

300 

287.36 

7.00 

20.11 

0.0015 

0.0108 

12.65 

300 

287.35 

7.00 

20.11 

0.0015 

0.0735 

12.74 

300 

287.26 

7.00 

20.11 

0.0015 

0.0920 

12.51 

300 

287.49 

7.00 

20.12 

0.0014 

0.0020 

12.51 

300 

287.49 

7.00 

20.12 

0.0015 

0.0216 

16.04 

300 

283.96 

7.00 

19.88 

0.0015 

0.0629 

15.75 

300 

284.25 

7.00 

19.90 

0.0014 

0.0064 

15.75 

300 

284.25 

7.00 

19.90 

0.0015 

0.0252 

12.52 

300 

287.48 

7.00 

20.12 

0.0015 

0.0586 

13.01 

300 

286.99 

7.00 

20.09 

0.0014 

0.0000 

12.69 

300 

287.31 

7.00 

20.11 

0.0015 

0.1704 

12.59 

300 

287.41 

7.00 

20.12 

0.0014 

0.0399 

13.79 

300 

286.21 

8.00 

22.90 

0.0020 

0.1067 

13.79 

300 

286.21 

7.00 

20.03 

0.0015 

0.0151 

13.80 

300 

286.20 

8.00 

22.90 

0.0020 

0.1349 

13.80 

300 

286.20 

7.00 

20.03 

0.0015 

0.0342 

12.11 

300 

287.89 

7.00 

20.15 

0.0015 

0.0487 

12.51 

300 

287.49 

7.00 

20.12 

0.0014 

0.0134 

12.51 

300 

287.49 

7.00 

20.12 

0.0015 

0.0025 

12.59 

300 

287.41 

7.00 

20.12 

0.0014 

0.0808 

12.59 

300 

287.41 

7.00 

20.12 

0.0015 

0.0271 

11.62 

300 

288.38 

7.00 

20.19 

0.0015 

0.0415 

12.67 

300 

287.33 

7.00 

20.11 

0.0014 

0.0003 

12.51 

300 

287.49 

7.00 

20.12 

0.0015 

0.0503 

12.67 

300 

287.33 

7.00 

20.11 

0.0015 

0.1138 

12.69 

300 

287.31 

7.00 

20.11 

0.0014 

0.0009 

12.69 

300 

287.31 

7.00 

20.11 

0.0015 

0.0642 

12.79 

300 

287.21 

7.00 

20.10 

0.0014 

0.0075 

12.79 

300 

287.21 

7.00 

20.10 

0.0015 

0.0190 

12.52 

300 

287.48 

7.00 

20.12 

0.0015 

0.0406 

12.61 

300 

287.39 

7.00 

20.12 

0.0015 

0.0264 

12.53 

300 

287.47 

7.00 

20.12 

0.0014 

0.0350 

12.78 

300 

287.22 

7.00 

20.11 

0.0014 

0.0045 

14.14 

300 

285.86 

7.00 

20.01 

0.0015 

0.0235 

13.08 

300 

286.92 

7.00 

20.08 

0.0015 

0.0254 

13.49 

300 

286.51 

7.00 

20.06 

0.0015 

0.0653 

12.83 

300 

287.17 

7.00 

20.10 

0.0015 

0.0914 

14.61 

300 

285.39 

8.00 

22.83 

0.0020 

0.0660 

12.96 

300 

287.04 

7.00 

20.09 

0.0015 

0.0393 

16.22 

300 

283.78 

7.00 

19.86 

0.0015 

0.0767 

12.76 

300 

287.24 

7.00 

20.11 

0.0014 

0.0062 

12.76 

300 

287.24 

7.00 

20.11 

0.0015 

0.0879 

12.93 

300 

287.07 

7.00 

20.09 

0.0014 

0.0115 

15.95 

300 

284.05 

7.00 

19.88 

0.0014 

0.0098 

15.95 

300 

284.05 

7.00 

19.88 

0.0015 

0.0320 

12.79 

300 

287.21 

7.00 

20.10 

0.0015 

0.0750 

12.50 

300 

287.50 

7.00 

20.12 

0.0014 

0.0074 

16.01 

300 

283.99 

7.00 

19.88 

0.0014 

0.0001 

16.01 

300 

283.99 

7.00 

19.88 

0.0015 

0.0753 





























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Kulatiya Jooni 


Kulatiya Nai 


Ladpura 


Laxmiganj 


Madhopur 


Mahesara 


Mahupura 


Mandawari 


Mankeshwar 


Marawada 


Meghpura 


Naya Gaon 


Niliya 


Pachhunda 


Palanpur 


Palka 


Parawas 


Parkhiya Khera 


Parlai Khurd 


Peepalda 


Peepli Khera 


Phalatol 


Pratappura 


Rajgarh 


Ramniwas 


Rampuriya 


Randola 


Rawarda 


Rayta 


Rooppura 


Samron Ka Lewa 


Sangwa 


Sarlasya 


Sarli Ka Khera 


Saroopji Ki Kheri 


Semaliya 


Semlader 


Shadi 


Shrinagar 


Shyodarshanpura 


Census Code 


0829000303567600 


0829000303570800 


0829000303566600 


0829000303565200 


0829000303564900 


0829000303552500 


0829000303565800 


0829000303560200 


0829000303565500 


0829000303563100 


0829000303565400 


0829000303569700 


0829000303554300 


0829000303562800 


0829000303559300 


0829000303563500 


0829000303562100 


0829000303564300 


0829000403579300 


0829000303566200 


0829000303559400 


0829000303561800 


0829000303562300 


0829000303567300 


0829000303566100 


0829000303569500 


0829000303566300 


0829000303563800 


0829000303563900 


0829000303563000 


0829000303571600 


0829000403579100 


0829000303569900 


0829000303571500 


0829000303569100 


0829000303568000 


0829000303561400 


0829000303563400 


0829000303559100 


0829000303568100 



Zone (Fresh 
/ Saline) 


0.85 Fresh 


2.52 Fresh 


1.60 Fresh 


0.99 Fresh 


1.77 Fresh 


22.86 Fresh 




1.84 Fresh 


1.46 Fresh 


5.23 Fresh 


0.91 Fresh 


2.95 Fresh 


1.13 Fresh 


0.65 Fresh 


3.54 Fresh 


2.14 Fresh 


5.44 Fresh 


0.26 Fresh 


6.41 Fresh 


6.74 Fresh 



1.53 Fresh 


2.58 Fresh 


1.69 Fresh 


2.19 Fresh 


2.35 Fresh 


2.54 Fresh 


1.87 Fresh 


3.32 Fresh 


3.61 Fresh 


4.69 Fresh 


3.77 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Limestone 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Limestone 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Limestone 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Limestone 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Limestone 

Non-command 

Limestone 

Non-command 

Shale 

Non-command 

Shale 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.54 

300 

287.46 

7.00 

20.12 

0.0015 

0.0255 

12.57 

300 

287.43 

7.00 

20.12 

0.0015 

0.0762 

12.51 

300 

287.49 

7.00 

20.12 

0.0014 

0.0035 

12.51 

300 

287.49 

7.00 

20.12 

0.0015 

0.0444 

12.63 

300 

287.37 

7.00 

20.12 

0.0014 

0.0269 

13.19 

300 

286.81 

7.00 

20.08 

0.0014 

0.0478 

12.81 

300 

287.19 

7.00 

20.10 

0.0014 

0.0344 

12.81 

300 

287.19 

7.00 

20.10 

0.0015 

0.0055 

12.52 

300 

287.48 

7.00 

20.12 

0.0015 

0.0152 

12.77 

300 

287.23 

7.00 

20.11 

0.0014 

0.2202 

12.50 

300 

287.50 

7.00 

20.12 

0.0014 

0.0279 

15.57 

300 

284.43 

7.00 

19.91 

0.0015 

0.1213 

12.51 

300 

287.49 

7.00 

20.12 

0.0014 

0.1310 

13.35 

300 

286.65 

7.00 

20.07 

0.0015 

0.0540 

12.98 

300 

287.02 

7.00 

20.09 

0.0014 

0.0261 

16.13 

300 

283.87 

7.00 

19.87 

0.0015 

0.0869 

16.20 

300 

283.80 

7.00 

19.87 

0.0015 

0.0727 

11.57 

300 

288.43 

7.00 

20.19 

0.0014 

0.0224 

11.57 

300 

288.43 

8.00 

23.07 

0.0020 

0.0339 

12.89 

300 

287.11 

7.00 

20.10 

0.0014 

0.0869 

12.89 

300 

287.11 

7.00 

20.10 

0.0015 

0.0225 

12.51 

300 

287.49 

7.00 

20.12 

0.0014 

0.0500 

13.51 

300 

286.49 

7.00 

20.05 

0.0014 

0.0101 

13.51 

300 

286.49 

8.00 

22.92 

0.0020 

0.0343 

13.51 

300 

286.49 

7.00 

20.05 

0.0015 

0.0101 

12.57 

200 

187.43 

5.00 

9.37 

0.0013 

0.0146 

12.56 

300 

287.44 

7.00 

20.12 

0.0015 

0.0275 

16.21 

300 

283.79 

7.00 

19.87 

0.0015 

0.0872 

12.54 

300 

287.46 

7.00 

20.12 

0.0014 

0.0285 

12.61 

300 

287.39 

7.00 

20.12 

0.0014 

0.0177 

12.52 

300 

287.48 

7.00 

20.12 

0.0014 

0.0733 

12.52 

300 

287.48 

7.00 

20.12 

0.0015 

0.0255 

12.57 

300 

287.43 

7.00 

20.12 

0.0015 

0.0645 

12.83 

300 

287.17 

8.00 

22.97 

0.0020 

0.0783 

12.83 

300 

287.17 

7.00 

20.10 

0.0015 

0.1127 

12.54 

300 

287.46 

7.00 

20.12 

0.0015 

0.0078 

5.22 

300 

294.78 

7.00 

20.63 

0.0014 

0.0249 

10.02 

300 

289.99 

7.00 

20.30 

0.0014 

0.0500 

10.02 

300 

289.99 

7.00 

20.30 

0.0015 

0.1115 

13.25 

300 

286.75 

8.00 

22.94 

0.0020 

0.0138 

13.25 

300 

286.75 

7.00 

20.07 

0.0015 

0.0553 

15.41 

300 

284.59 

7.00 

19.92 

0.0015 

0.0458 

12.73 

300 

287.27 

7.00 

20.11 

0.0015 

0.0777 

12.76 

300 

287.24 

7.00 

20.11 

0.0015 

0.0511 

13.07 

300 

286.93 

7.00 

20.09 

0.0015 

0.0659 

12.71 

300 

287.29 

7.00 

20.11 

0.0015 

0.0710 

7.89 

300 

292.11 

7.00 

20.45 

0.0014 

0.0589 

7.89 

300 

292.11 

7.00 

20.45 

0.0015 

0.0125 

13.11 

300 

286.89 

7.00 

20.08 

0.0015 

0.0562 

12.59 

300 

287.41 

7.00 

20.12 

0.0015 

0.0036 

14.59 

300 

285.41 

7.00 

19.98 

0.0014 

0.0021 

14.59 

300 

285.41 

8.00 

22.83 

0.0020 

0.1613 

16.15 

300 

283.85 

8.00 

22.71 

0.0020 

0.0119 

16.15 

300 

283.85 

7.00 

19.87 

0.0015 

0.0597 

13.15 

300 

286.85 

7.00 

20.08 

0.0015 

0.1136 






























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Bhander Sandstone 



08003014 


08003015 


Udpuriya 


Umar Ka Khal 


Utthen Kalan 


Utthen Khurd 


Akhawa 


Anandpura @ Phoota Tala 


Anwali 


Banda 


Borawas 


Daulatganj @ Naya Gaon 


Dhaneshwar 


Haripura 


Jamoonya 


Jawahar Sagar 


Karondi 


Khadipur 


Kota (M Corp.) 


Kotbaori 


Rangbari 


Rath Kankra 


Rojhari 


Tholanpur 


Agra 


Ajpura 


Akhawa 


Amarpura 


Arena Kalan 


Bachhriya 


Baheliya 


Bakchanch 


Bakhtpura 


Balapura 


Balkoo 


Baroliya 


Barwan 


Beer Kala Khet 


0829000303560000 


0829000303562500 


0829000303561200 


0829000303566400 


0829000303554500 


0829000303564100 


0829000303564000 


0830000303811300 


0830000303806700 


0830000303806900 


0830000303807300 


0830000303811400 


0830000303807000 


0823000502781100 


0830000303813000 


0830000303807200 


0823000502781300 


0823000502781200 


0823000502781400 


0830000343001000 


0830000303811600 


0830000303806600 


0830000303807100 


0830000303806800 


0830000303811500 


0829000403582700 


0829000403583100 


0830000303811300 


0829000403588100 


0830000303813800 


0829000403583400 


0830000303812500 


0829000403586300 


0823000502779900 


0829000403576200 


0829000403574300 


0830000403817700 


0829000403575000 


0829000403586000 


0829000403575700 


1.42 Fresh 


0.71 Fresh 


3.58 Fresh 



1.45 Fresh 


0.61 Fresh 


1.89 Fresh 



2.65 Fresh 


2.30 Fresh 


6.95 Fresh 


23.45 Fresh 


7.75 Fresh 


0.41 Fresh 


8.36 Fresh 


1.95 Fresh 


5.99 Fresh 


2.44 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Shale 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Shale 


Limestone 


Shale 


Bhander Sandstone 


Shale 


Shale 


Bhander Sandstone 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Shale 


Shale 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Bhander Sandstone 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

8.59 

300 

291.41 

7.00 

20.40 

0.0014 

0.0248 

8.59 

300 

291.41 

7.00 

20.40 

0.0015 

0.1297 

14.90 

300 

285.10 

7.00 

19.96 

0.0014 

0.0128 

14.92 

300 

285.08 

7.00 

19.96 

0.0014 

0.0192 

12.88 

300 

287.12 

7.00 

20.10 

0.0014 

0.0089 

12.88 

300 

287.12 

7.00 

20.10 

0.0015 

0.0582 

15.81 

300 

284.19 

8.00 

22.74 

0.0020 

0.2262 

15.81 

300 

284.19 

7.00 

19.89 

0.0015 

0.1069 

10.17 

300 

289.83 

7.00 

20.29 

0.0014 

0.0048 

10.17 

300 

289.83 

7.00 

20.29 

0.0015 

0.0994 

12.53 

300 

287.47 

7.00 

20.12 

0.0015 

0.0439 

13.07 

300 

286.93 

7.00 

20.09 

0.0014 

0.0000 

11.63 

300 

288.37 

7.00 

20.19 

0.0014 

0.0385 

11.63 

300 

288.37 

7.00 

20.19 

0.0015 

0.0143 

10.27 

300 

289.73 

7.00 

20.28 

0.0014 

0.0277 

8.46 

100 

91.54 

10.00 

9.15 

0.0020 

0.1585 

7.51 

100 

92.49 

10.00 

9.25 

0.0020 

0.1009 

7.95 

100 

92.05 

10.00 

9.20 

0.0020 

0.2386 

8.27 

100 

91.73 

10.00 

9.17 

0.0020 

0.1793 

5.95 

100 

94.05 

10.00 

9.40 

0.0020 

0.5697 

6.72 

100 

93.28 

10.00 

9.33 

0.0020 

0.6063 

6.01 

90 

83.99 

10.00 

8.40 

0.0020 

0.0616 

10.09 

100 

89.91 

10.00 

8.99 

0.0020 

0.0000 

6.13 

100 

93.87 

10.00 

9.39 

0.0020 

0.0493 

6.44 

90 

83.56 

10.00 

8.36 

0.0020 

0.1048 

6.20 

90 

83.80 

10.00 

8.38 

0.0020 

0.0002 

7.74 

90 

82.26 

10.00 

8.23 

0.0020 

0.0049 

6.35 

100 

93.65 

10.00 

9.36 

0.0020 

0.0025 

6.35 

100 

93.65 

10.00 

9.36 

0.0020 

0.3326 

6.35 

100 

93.65 

10.00 

9.36 

0.0020 

0.1422 

7.28 

100 

92.72 

10.00 

9.27 

0.0020 

0.0409 

6.90 

100 

93.10 

10.00 

9.31 

0.0020 

0.0289 

6.54 

100 

93.46 

10.00 

9.35 

0.0020 

0.2433 

6.97 

100 

93.03 

10.00 

9.30 

0.0020 

0.1163 

5.91 

100 

94.09 

10.00 

9.41 

0.0020 

0.0035 

10.72 

250 

239.28 

3.00 

7.18 

0.0010 

0.0073 

14.25 

250 

235.75 

3.00 

7.07 

0.0010 

0.0051 

8.46 

100 

91.54 

10.00 

9.15 

0.0020 

0.0175 

14.09 

250 

235.91 

3.00 

7.08 

0.0010 

0.0000 

18.65 

100 

81.35 

10.00 

8.13 

0.0020 

0.0103 

18.65 

70 

51.35 

2.00 

1.03 

0.0015 

0.0013 

18.14 

250 

231.86 

3.00 

6.96 

0.0010 

0.0134 

11.41 

100 

88.59 

10.00 

8.86 

0.0020 

0.0303 

21.26 

250 

228.74 

3.00 

6.86 

0.0010 

0.0422 

5.53 

90 

84.47 

10.00 

8.45 

0.0020 

0.0932 

5.53 

90 

84.47 

10.00 

8.45 

0.0020 

0.0006 

8.47 

250 

241.53 

3.00 

7.25 

0.0010 

0.0001 

8.47 

200 

191.53 

5.00 

9.58 

0.0013 

0.0131 

5.09 

250 

244.91 

3.00 

7.35 

0.0010 

0.0005 

5.09 

200 

194.91 

5.00 

9.75 

0.0013 

0.0041 

18.27 

90 

71.73 

2.00 

1.43 

0.0015 

0.0000 

7.82 

250 

242.18 

3.00 

7.27 

0.0010 

0.0141 

7.82 

200 

192.18 

5.00 

9.61 

0.0013 

0.0000 

18.15 

250 

231.85 

3.00 

6.96 

0.0010 

0.0123 

6.82 

250 

243.18 

3.00 

7.30 

0.0010 

0.0050 






































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 



Shale 


Bhander 


Bhander 


Shale 


Bhander 


Shale 


Shale 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Shale 


Bhander 


Shale 


Bhander 


Shale 


Bhander 


Bhander 


Bhander 


Shale 


Bhander 


Bhander 


Bhander 


Bhander 


Shale 


Bhander 


Shale 


Bhander 


Shale 


Shale 


Bhander 


Bhander 


Bhander 


Shale 


Bhander 


Shale 


Bhander 


Shale 


Bhander 


Shale 


Bhander 


Bhander 


Bhander 


Shale 


Bhander 


Shale 


Bhander 


Bhander 


Shale 


Bhander 


Bhander 


Shale 


Bhander 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

6.82 

200 

193.18 

5.00 

9.66 

0.0013 

0.0000 

13.48 

100 

86.52 

10.00 

8.65 

0.0020 

0.0080 

17.26 

250 

232.74 

3.00 

6.98 

0.0010 

0.0000 

17.26 

200 

182.74 

5.00 

9.14 

0.0013 

0.0000 

3.79 

250 

246.21 

3.00 

7.39 

0.0010 

0.0006 

3.79 

200 

196.21 

5.00 

9.81 

0.0013 

0.0977 

4.52 

200 

195.48 

5.00 

9.77 

0.0013 

0.0198 

5.95 

100 

94.05 

10.00 

9.40 

0.0020 

0.0928 

11.25 

100 

88.75 

10.00 

8.88 

0.0020 

0.0469 

11.48 

100 

88.52 

10.00 

8.85 

0.0020 

0.0532 

11.54 

100 

88.46 

10.00 

8.85 

0.0020 

0.0034 

11.43 

100 

88.57 

10.00 

8.86 

0.0020 

0.0530 

16.79 

250 

233.21 

3.00 

7.00 

0.0010 

0.0088 

10.84 

200 

189.16 

5.00 

9.46 

0.0013 

0.0071 

10.25 

100 

89.75 

10.00 

8.98 

0.0020 

0.0195 

10.25 

70 

59.75 

2.00 

1.20 

0.0015 

0.0008 

3.29 

250 

246.71 

3.00 

7.40 

0.0010 

0.0188 

3.29 

200 

196.71 

5.00 

9.84 

0.0013 

0.0003 

6.01 

90 

83.99 

10.00 

8.40 

0.0020 

0.0637 

12.29 

250 

237.71 

3.00 

7.13 

0.0010 

0.0004 

18.32 

100 

81.68 

10.00 

8.17 

0.0020 

0.0370 

18.32 

70 

51.68 

2.00 

1.03 

0.0015 

0.0010 

14.53 

100 

85.47 

10.00 

8.55 

0.0020 

0.0024 

14.91 

250 

235.09 

3.00 

7.05 

0.0010 

0.0026 

15.49 

250 

234.51 

3.00 

7.04 

0.0010 

0.2312 

17.91 

100 

82.09 

10.00 

8.21 

0.0020 

0.0098 

17.91 

70 

52.09 

2.00 

1.04 

0.0015 

0.0016 

7.14 

100 

92.86 

10.00 

9.29 

0.0020 

0.0556 

7.14 

70 

62.86 

2.00 

1.26 

0.0015 

0.0025 

13.52 

100 

86.48 

10.00 

8.65 

0.0020 

0.1819 

13.52 

70 

56.48 

2.00 

1.13 

0.0015 

0.0004 

4.91 

200 

195.09 

5.00 

9.75 

0.0013 

0.0093 

10.09 

100 

89.91 

10.00 

8.99 

0.0020 

0.1441 

13.12 

250 

236.88 

3.00 

7.11 

0.0010 

0.0058 

18.23 

100 

81.77 

10.00 

8.18 

0.0020 

0.0083 

18.23 

70 

51.77 

2.00 

1.04 

0.0015 

0.0005 

4.57 

250 

245.43 

3.00 

7.36 

0.0010 

0.0132 

4.57 

200 

195.43 

5.00 

9.77 

0.0013 

0.0365 

5.88 

250 

244.12 

3.00 

7.32 

0.0010 

0.0000 

5.88 

200 

194.12 

5.00 

9.71 

0.0013 

0.0411 

6.38 

250 

243.62 

3.00 

7.31 

0.0010 

0.0057 

6.38 

200 

193.62 

5.00 

9.68 

0.0013 

0.0745 

16.26 

100 

83.74 

10.00 

8.37 

0.0020 

0.0027 

6.44 

90 

83.56 

10.00 

8.36 

0.0020 

0.0127 

5.72 

250 

244.28 

3.00 

7.33 

0.0010 

0.0054 

5.72 

200 

194.28 

5.00 

9.71 

0.0013 

0.0008 

12.23 

250 

237.77 

3.00 

7.13 

0.0010 

0.0001 

12.23 

200 

187.77 

5.00 

9.39 

0.0013 

0.0002 

22.66 

250 

227.34 

3.00 

6.82 

0.0010 

0.0024 

6.89 

250 

243.11 

3.00 

7.29 

0.0010 

0.0051 

6.89 

200 

193.11 

5.00 

9.66 

0.0013 

0.0005 

9.39 

250 

240.61 

3.00 

7.22 

0.0010 

0.0135 

18.31 

100 

81.69 

10.00 

8.17 

0.0020 

0.0777 

18.31 

70 

51.69 

2.00 

1.03 

0.0015 

0.0034 

17.50 

100 

82.50 

10.00 

8.25 

0.0020 

0.0057 














































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Khera Veeran 


Kishanpura 


Kolipura 


Kolpura 


Koriya Khal 


Kotbaori 


Kotra 


Kripapur 


Kushalgarh 


Lasana 


Mahupura 


Malpura 


Mandesara 


Manoli 


Manpura 


Mortooka 


Motipura 


Nali 


Narayanpura 


Ogadiya 


Padajhar Khurd 


Paral Banda 


Peerpura 


Phootpal 


Prithvipura 


Rajpura 


Ratanpura 


Ratariya 


Ratoli 


Rawatbhata (M) 


Rooppura 


Saneeta 


Shyampura 


Shyodanpura 


Teendwa 


Tholanpur 


Udpura 


Udpuria 


Census Code 


0829000403585000 


0830000303813300 


0830000303811800 


0829000403583200 


0829000403574200 


0830000303811600 


0829000403588800 


0829000403582800 


0829000403585100 


0829000403586100 


0829000403575600 


0829000403588700 


0829000403576700 


0829000403586500 


0829000403587700 


0829000403575800 


0830000303813400 


0829000403584900 


0830000303814300 


0829000403583700 


0829000403585400 


0829000403585200 


0829000403573600 


0829000403583300 


0830000303813700 


0823000502779800 


0829000403583500 


0829000403576600 


0830000303811900 


0829000403586600 


0829000442902000 


0830000303812300 


0829000403575400 


0829000403576100 


0830000303812200 


0829000403575100 


0830000303811500 


0830000303813600 


0829000403575900 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 


4.79 Fresh 


0.24 Fresh 


7.96 Fresh 


3.20 Fresh 


2.07 Fresh 


0.50 Fresh 


1.51 Fresh 


1.82 Fresh 


0.81 Fresh 


9.34 Fresh 


3.12 Fresh 


2.69 Fresh 


1.72 Fresh 


0.45 Fresh 


3.55 Fresh 


5.30 Fresh 




2.78 Fresh 


9.53 Fresh 


6.12 Fresh 


1.96 Fresh 



1.58 Fresh 


1.47 Fresh 


0.57 Fresh 


13.85 Fresh 


0.74 Fresh 


1.08 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bhander Sandstone 


Bhander Sandstone 


Shale 


Shale 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Shale 


Shale 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Shale 


Shale 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Bhander Sandstone 


Shale 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

18.72 

250 

231.28 

3.00 

6.94 

0.0010 

0.0019 

14.85 

100 

85.15 

10.00 

8.51 

0.0020 

0.0841 

8.20 

100 

91.80 

10.00 

9.18 

0.0020 

0.0308 

8.20 

70 

61.80 

2.00 

1.24 

0.0015 

0.0005 

12.90 

250 

237.10 

3.00 

7.11 

0.0010 

0.0292 

4.63 

250 

245.37 

3.00 

7.36 

0.0010 

0.0012 

4.63 

200 

195.37 

5.00 

9.77 

0.0013 

0.0010 

7.28 

100 

92.72 

10.00 

9.27 

0.0020 

0.1060 

22.00 

200 

178.00 

5.00 

8.90 

0.0013 

0.0003 

10.95 

250 

239.05 

3.00 

7.17 

0.0010 

0.0062 

17.47 

250 

232.53 

3.00 

6.98 

0.0010 

0.0035 

21.97 

250 

228.03 

3.00 

6.84 

0.0010 

0.0103 

3.98 

250 

246.02 

3.00 

7.38 

0.0010 

0.0036 

3.98 

200 

196.02 

5.00 

9.80 

0.0013 

0.0163 

19.50 

200 

180.50 

5.00 

9.03 

0.0013 

0.0001 

10.56 

250 

239.44 

3.00 

7.18 

0.0010 

0.0221 

19.42 

250 

230.58 

3.00 

6.92 

0.0010 

0.0034 

11.48 

250 

238.52 

3.00 

7.16 

0.0010 

0.0025 

11.48 

200 

188.52 

5.00 

9.43 

0.0013 

0.0018 

11.25 

250 

238.75 

3.00 

7.16 

0.0010 

0.0006 

12.86 

100 

87.14 

10.00 

8.71 

0.0020 

0.0056 

18.58 

250 

231.42 

3.00 

6.94 

0.0010 

0.0221 

17.76 

100 

82.24 

10.00 

8.22 

0.0020 

0.0225 

17.76 

70 

52.24 

2.00 

1.04 

0.0015 

0.0009 

6.17 

250 

243.83 

3.00 

7.31 

0.0010 

0.0024 

6.17 

200 

193.83 

5.00 

9.69 

0.0013 

0.0198 

11.01 

100 

88.99 

10.00 

8.90 

0.0020 

0.0224 

11.01 

70 

58.99 

2.00 

1.18 

0.0015 

0.0009 

11.07 

250 

238.93 

3.00 

7.17 

0.0010 

0.0074 

3.44 

250 

246.56 

3.00 

7.40 

0.0010 

0.0088 

12.45 

250 

237.55 

3.00 

7.13 

0.0010 

0.0026 

5.29 

200 

194.71 

5.00 

9.74 

0.0013 

0.0050 

15.02 

250 

234.98 

3.00 

7.05 

0.0010 

0.0095 

15.45 

100 

84.55 

10.00 

8.45 

0.0020 

0.0320 

5.44 

90 

84.56 

10.00 

8.46 

0.0020 

0.0035 

13.69 

250 

236.31 

3.00 

7.09 

0.0010 

0.0132 

12.71 

250 

237.29 

3.00 

7.12 

0.0010 

0.0109 

9.33 

100 

90.67 

10.00 

9.07 

0.0020 

0.0193 

9.33 

70 

60.67 

2.00 

1.21 

0.0015 

0.0008 

18.50 

250 

231.50 

3.00 

6.94 

0.0010 

0.0012 

2.55 

250 

247.45 

3.00 

7.42 

0.0010 

0.0484 

10.12 

100 

89.88 

10.00 

8.99 

0.0020 

0.0888 

4.58 

250 

245.42 

3.00 

7.36 

0.0010 

0.0112 

4.58 

200 

195.42 

5.00 

9.77 

0.0013 

0.0054 

2.83 

250 

247.17 

3.00 

7.42 

0.0010 

0.0119 

2.83 

200 

197.17 

5.00 

9.86 

0.0013 

0.0011 

4.23 

200 

195.77 

5.00 

9.79 

0.0013 

0.0194 

11.33 

100 

88.67 

10.00 

8.87 

0.0020 

0.0188 

11.33 

70 

58.67 

2.00 

1.17 

0.0015 

0.0000 

1.57 

250 

248.43 

3.00 

7.45 

0.0010 

0.0043 

5.91 

100 

94.09 

10.00 

9.41 

0.0020 

0.1807 

5.91 

70 

64.09 

2.00 

1.28 

0.0015 

0.0018 

14.20 

100 

85.80 

10.00 

8.58 

0.0020 

0.0097 

5.18 

250 

244.82 

3.00 

7.34 

0.0010 

0.0028 

5.18 

200 

194.82 

5.00 

9.74 

0.0013 

0.0083 





























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 


Census Code 


Udpuriya 

Ummedpura 

Agra _ 

Amlat 
Anandpura 
Anwalhera 
Arena Kalan 
Arena Khurd 
Arniya 


Baheliya 

Bakhari 

Banda 

Baori Khera 

Barkhera 

Barwan 

Chittauriya 

Dareeba 

Deeppura 

Deopura 

Dholai 

Doodi Talai 

Dotara 

Eklingpura 


Emti _ 

Forest Block 

Ganeshpura 

Ganga Ka Khera 

Gopalpura 

Govindpura 

Jagliya Rundi 

Jalampura 


Jaora Khurd 


Jaswantpura 
Jhalar Baori 


| J h a rj h a n i 


Jheenkra 

Kanti 

Kanwarpura 
Kesha Ka Khera 

Kethoola _ 

Khangarpura 

Kharnai 

Kherat 

Kherli 

Kishorpura 


Kua Khera 
Kundaliya 
Latoor 


0829000403583900 

0830000303812800 

0829000403582700 

0829000403584400 

0829000403584500 

0829000403593600 

0829000403583400 

0829000403584700 

0829000403581300 

0829000403584300 

0829000403586300 

0829000403582000 

0829000403591900 

0829000403593900 

0829000403591700 

0829000403586000 

0829000403593000 

0829000403581900 

0829000403587600 

0829000403594200 

0829000403591300 

0829000403584600 

0829000403592400 

0829000403591100 


0829000403585600 

0829000408299002 

0829000403584800 

0829000403585700 

0829000403590700 

0829000403593300 

0829000403582100 

0829000403587800 


0829000403574700 


0829000403582500 

0829000403574800 


0829000403587900 


0829000403593200 

0829000403592500 

0829000403594100 

0829000403586400 

0829000403592600 

0829000403580800 

0829000403581700 

0829000403594000 

0829000403587400 

0829000403588400 


0829000403592900 

0829000403585500 

0829000403592800 


Village 

Area, 

sq.km 


Zone (Fresh 
/ Saline) 


Type of Area 
(Command / Non¬ 
command) 


2.44 

0.34 

9.41 
2.86 

1.42 
6.71 
2.65 
0.15 

19.30 

0.17 

6.95 
0.06 
0.01 

3.31 

5.95 
5.99 

2.31 
0.85 
2.49 
8.85 
4.09 
3.08 

10.45 

5.00 


Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 


1.08 

39.83 

0.36 

0.10 

4.79 

1.62 

1.38 

0.77 


Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 


7.20 


Fresh 


1.46 Fresh 
4.77 Fresh 


12.73 


Fresh 


6.70 

0.17 

3.65 

0.56 

0.19 

3.77 

10.95 

4.22 

6.59 

1.31 


Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 


10.33 

0.20 

1.61 


Fresh 

Fresh 

Fresh 


Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 


Hydrogeological Unit 



Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Shale 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Shale 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Shale 


Bhander 


Shale 


Bhander 


Bhander 


Shale 


Bhander 


Shale 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Shale 


Bhander 


Bhander 


Bhander 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.60 

250 

238.40 

3.00 

7.15 

0.0010 

0.0020 

11.76 

100 

88.24 

10.00 

8.82 

0.0020 

0.0057 

10.72 

250 

239.28 

3.00 

7.18 

0.0010 

0.0538 

17.26 

250 

232.74 

3.00 

6.98 

0.0010 

0.0180 

15.44 

250 

234.56 

3.00 

7.04 

0.0010 

0.0089 

10.10 

250 

239.90 

3.00 

7.20 

0.0010 

0.0483 

18.14 

250 

231.86 

3.00 

6.96 

0.0010 

0.0050 

18.56 

250 

231.44 

3.00 

6.94 

0.0010 

0.0010 

10.29 

250 

239.71 

3.00 

7.19 

0.0010 

0.0564 

13.04 

250 

236.96 

3.00 

7.11 

0.0010 

0.0009 

21.26 

250 

228.74 

3.00 

6.86 

0.0010 

0.0050 

8.16 

250 

241.84 

3.00 

7.26 

0.0010 

0.0002 

17.77 

250 

232.23 

3.00 

6.97 

0.0010 

0.0000 

11.11 

250 

238.89 

3.00 

7.17 

0.0010 

0.0237 

17.45 

250 

232.55 

3.00 

6.98 

0.0010 

0.0415 

18.15 

250 

231.85 

3.00 

6.96 

0.0010 

0.0212 

9.99 

250 

240.01 

3.00 

7.20 

0.0010 

0.0166 

9.29 

250 

240.71 

3.00 

7.22 

0.0010 

0.0044 

10.84 

200 

189.16 

5.00 

9.46 

0.0013 

0.0000 

16.96 

250 

233.04 

3.00 

6.99 

0.0010 

0.0247 

25.73 

250 

224.27 

3.00 

6.73 

0.0010 

0.0014 

14.91 

250 

235.09 

3.00 

7.05 

0.0010 

0.0190 

13.75 

250 

236.25 

3.00 

7.09 

0.0010 

0.0712 

25.63 

250 

224.37 

3.00 

6.73 

0.0010 

0.0018 

25.63 

200 

174.37 

5.00 

8.72 

0.0013 

0.0006 

9.24 

250 

240.76 

3.00 

7.22 

0.0010 

0.0075 

15.49 

250 

234.51 

3.00 

7.04 

0.0010 

0.0320 

18.17 

250 

231.83 

3.00 

6.95 

0.0010 

0.0025 

9.20 

250 

240.80 

3.00 

7.22 

0.0010 

0.0007 

14.20 

250 

235.80 

3.00 

7.07 

0.0010 

0.0004 

9.25 

250 

240.75 

3.00 

7.22 

0.0010 

0.0117 

10.08 

250 

239.92 

3.00 

7.20 

0.0010 

0.0094 

12.44 

250 

237.56 

3.00 

7.13 

0.0010 

0.0000 

12.44 

200 

187.56 

5.00 

9.38 

0.0013 

0.0003 

6.38 

250 

243.62 

3.00 

7.31 

0.0010 

0.0006 

6.38 

200 

193.62 

5.00 

9.68 

0.0013 

0.0003 

10.32 

250 

239.68 

3.00 

7.19 

0.0010 

0.0089 

5.72 

250 

244.28 

3.00 

7.33 

0.0010 

0.0291 

5.72 

200 

194.28 

5.00 

9.71 

0.0013 

0.0000 

12.23 

250 

237.77 

3.00 

7.13 

0.0010 

0.0001 

12.23 

200 

187.77 

5.00 

9.39 

0.0013 

0.0008 

9.46 

250 

240.54 

3.00 

7.22 

0.0010 

0.0484 

15.21 

250 

234.79 

3.00 

7.04 

0.0010 

0.0012 

7.23 

250 

242.77 

3.00 

7.28 

0.0010 

0.0029 

19.68 

250 

230.32 

3.00 

6.91 

0.0010 

0.0020 

13.37 

250 

236.63 

3.00 

7.10 

0.0010 

0.0014 

11.02 

250 

238.98 

3.00 

7.17 

0.0010 

0.0264 

10.13 

250 

239.87 

3.00 

7.20 

0.0010 

0.0003 

12.16 

250 

237.84 

3.00 

7.14 

0.0010 

0.0301 

12.14 

250 

237.86 

3.00 

7.14 

0.0010 

0.0471 

14.53 

250 

235.47 

3.00 

7.06 

0.0010 

0.0000 

14.53 

200 

185.47 

5.00 

9.27 

0.0013 

0.0002 

9.22 

250 

240.78 

3.00 

7.22 

0.0010 

0.0746 

4.65 

250 

245.35 

3.00 

7.36 

0.0010 

0.0014 

10.21 

250 

239.79 

3.00 

7.19 

0.0010 

0.0090 


























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



08003017 


Manoli 


Matasara 


Meghpura 


Menpura 


Mohana 


Mordi 


Muwada 


Nali 


Narayanpura 


Nayagaon 


Neem Ka Khera 


Ogadiya 


Peepalda 


Prempura 


Raipur 


Rajpura 


Rampuriya 


Ratoli 


Rawatbhata (M) 


Ren Khera 


Rodi 


Rooppura 


Semaliya 


Udpuriya 


Akya Gehlot 


Akya Parmar 


Badiya Lakha 


Baman Deoriya 


Bankari 


Bar Khera 


Bardiya Beerji 


Bardiya Heerji 


Beel Kheri 


Berla 


Beti Kheri 


Bharka 


Bhat Kheri 


Bilawali 


Bishniya 


Borkheri Anjana 


Borkheri Kachhnara 


Borkheri Karamchand 


Chachurni 


Chand Kheri 


Chandrapura 


Chara 


Chaukari Kalan 


Chaukari Khurd 


Chhappiyan 


Chiri 


Chistipura 


Census Code 


0829000403586500 


0829000403591400 


0829000403593800 


0829000403580900 


0829000403591000 


0829000403586700 


0829000403593400 


0829000403584900 


0829000403583800 


0829000403593100 


0829000403584100 


0829000403583700 


0829000403592300 


0829000403582200 


0829000403587300 


0829000403583500 


0829000403592700 


0829000403586600 


0829000442902000 


0829000403589200 


0829000403591500 


0829000403584000 


0829000403589100 




0829000403583900 


0832000704116800 


0832000704125100 


0832000704126300 


0832000704125500 


0832000704117000 


0832000704124600 


0832000704125000 


0832000704127500 


0832000704127200 


0832000704126100 


0832000704123900 


0832000704128500 


0832000704121900 


0832000704122100 


0832000704119100 


0832000704124800 


0832000704124000 


0832000704117200 


0832000704133100 


0832000704125600 


0832000704129400 


0832000704127400 


0832000704133500 


0832000704133000 


0832000704116500 


0832000704126500 


0832000704122200 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 


Non-command 

Shale 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 


Non-command 

Shale 

Fresh 

Non-command 

Bhander Sandstone 


Non-command 

Shale 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

19.42 

250 

230.58 

3.00 

6.92 

0.0010 

0.0120 

21.88 

250 

228.12 

3.00 

6.84 

0.0010 

0.0048 

7.48 

250 

242.52 

3.00 

7.28 

0.0010 

0.0009 

10.55 

250 

239.45 

3.00 

7.18 

0.0010 

0.0223 

24.85 

250 

225.15 

3.00 

6.75 

0.0010 

0.0015 

24.85 

200 

175.15 

5.00 

8.76 

0.0013 

0.0001 

17.03 

250 

232.97 

3.00 

6.99 

0.0010 

0.0010 

9.28 

250 

240.72 

3.00 

7.22 

0.0010 

0.0274 

18.58 

250 

231.42 

3.00 

6.94 

0.0010 

0.0026 

10.25 

250 

239.75 

3.00 

7.19 

0.0010 

0.0057 

9.32 

250 

240.68 

3.00 

7.22 

0.0010 

0.0515 

12.67 

250 

237.33 

3.00 

7.12 

0.0010 

0.0015 

11.07 

250 

238.93 

3.00 

7.17 

0.0010 

0.0001 

15.35 

250 

234.65 

3.00 

7.04 

0.0010 

0.0594 

9.88 

250 

240.12 

3.00 

7.20 

0.0010 

0.0033 

19.39 

250 

230.61 

3.00 

6.92 

0.0010 

0.0023 

13.69 

250 

236.31 

3.00 

7.09 

0.0010 

0.0000 

10.92 

250 

239.08 

3.00 

7.17 

0.0010 

0.0136 

18.50 

250 

231.50 

3.00 

6.94 

0.0010 

0.0126 

2.55 

250 

247.45 

3.00 

7.42 

0.0010 

0.0217 

24.97 

250 

225.03 

3.00 

6.75 

0.0010 

0.0002 

21.44 

250 

228.56 

3.00 

6.86 

0.0010 

0.0370 

11.61 

250 

238.39 

3.00 

7.15 

0.0010 

0.0048 

20.45 

250 

229.55 

3.00 

6.89 

0.0010 

0.0000 

20.45 

200 

179.55 

5.00 

8.98 

0.0013 

0.0000 

11.06 

250 

238.94 

3.00 

7.17 

0.0010 

0.0256 

11.06 

200 

188.94 

5.00 

9.45 

0.0013 

0.0001 

11.60 

250 

238.40 

3.00 

7.15 

0.0010 

0.0155 

15.35 

90 

74.65 

5.00 

3.73 

0.0015 

0.0095 

11.50 

90 

78.50 

5.00 

3.92 

0.0015 

0.0125 

13.15 

90 

76.85 

5.00 

3.84 

0.0015 

0.0202 

10.05 

90 

79.95 

5.00 

4.00 

0.0015 

0.0127 

13.69 

90 

76.31 

5.00 

3.82 

0.0015 

0.0104 

11.52 

90 

78.48 

5.00 

3.92 

0.0015 

0.0090 

10.93 

90 

79.07 

5.00 

3.95 

0.0015 

0.0504 

15.58 

90 

74.42 

5.00 

3.72 

0.0015 

0.0264 

17.84 

90 

72.16 

5.00 

3.61 

0.0015 

0.0522 

11.94 

90 

78.06 

5.00 

3.90 

0.0015 

0.0521 

12.52 

90 

77.48 

5.00 

3.87 

0.0015 

0.0083 

7.26 

90 

82.74 

5.00 

4.14 

0.0015 

0.0223 

12.34 

90 

77.66 

5.00 

3.88 

0.0015 

0.0234 

12.11 

90 

77.89 

5.00 

3.89 

0.0015 

0.0259 

12.55 

90 

77.45 

5.00 

3.87 

0.0015 

0.0157 

11.54 

90 

78.46 

5.00 

3.92 

0.0015 

0.0105 

13.67 

90 

76.33 

5.00 

3.82 

0.0015 

0.0070 

12.22 

90 

77.78 

5.00 

3.89 

0.0015 

0.0078 

11.50 

90 

78.50 

5.00 

3.93 

0.0015 

0.0318 

10.08 

90 

79.92 

5.00 

4.00 

0.0015 

0.0010 

15.78 

90 

74.22 

5.00 

3.71 

0.0015 

0.0009 

14.89 

90 

75.11 

5.00 

3.76 

0.0015 

0.0440 

14.50 

90 

75.50 

5.00 

3.77 

0.0015 

0.0190 

15.73 

90 

74.27 

5.00 

3.71 

0.0015 

0.0224 

15.38 

90 

74.62 

5.00 

3.73 

0.0015 

0.0064 

13.94 

90 

76.06 

5.00 

3.80 

0.0015 

0.0047 

11.12 

90 

78.88 

5.00 

3.94 

0.0015 

0.0096 








































































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.94 

90 

77.06 

5.00 

3.85 

0.0015 

0.0213 

20.19 

90 

69.81 

5.00 

3.49 

0.0015 

0.0916 

14.15 

90 

75.85 

5.00 

3.79 

0.0015 

0.0164 

11.12 

90 

78.88 

5.00 

3.94 

0.0015 

0.0106 

10.22 

90 

79.78 

5.00 

3.99 

0.0015 

0.0522 

14.43 

90 

75.57 

5.00 

3.78 

0.0015 

0.0132 

9.69 

90 

80.31 

5.00 

4.02 

0.0015 

0.0167 

11.74 

90 

78.26 

5.00 

3.91 

0.0015 

0.0211 

14.44 

90 

75.56 

5.00 

3.78 

0.0015 

0.0062 

13.30 

90 

76.70 

5.00 

3.83 

0.0015 

0.0086 

16.49 

90 

73.51 

5.00 

3.68 

0.0015 

0.0036 

10.23 

90 

79.77 

5.00 

3.99 

0.0015 

0.0108 

19.33 

90 

70.67 

5.00 

3.53 

0.0015 

0.0001 

7.26 

90 

82.74 

5.00 

4.14 

0.0015 

0.0057 

13.56 

90 

76.44 

5.00 

3.82 

0.0015 

0.0562 

7.43 

90 

82.57 

5.00 

4.13 

0.0015 

0.0299 

11.49 

90 

78.51 

5.00 

3.93 

0.0015 

0.0313 

9.76 

90 

80.24 

5.00 

4.01 

0.0015 

0.0096 

19.41 

90 

70.59 

5.00 

3.53 

0.0015 

0.0353 

11.36 

90 

78.64 

5.00 

3.93 

0.0015 

0.0085 

13.35 

90 

76.65 

5.00 

3.83 

0.0015 

0.0113 

21.39 

90 

68.61 

5.00 

3.43 

0.0015 

0.0126 

11.56 

90 

78.44 

5.00 

3.92 

0.0015 

0.0212 

6.66 

90 

83.34 

5.00 

4.17 

0.0015 

0.0000 

10.65 

90 

79.35 

5.00 

3.97 

0.0015 

0.0379 

10.38 

90 

79.62 

5.00 

3.98 

0.0015 

0.0240 

13.42 

90 

76.58 

5.00 

3.83 

0.0015 

0.0197 

10.21 

90 

79.79 

5.00 

3.99 

0.0015 

0.0159 

13.16 

90 

76.84 

5.00 

3.84 

0.0015 

0.0237 

11.18 

90 

78.82 

5.00 

3.94 

0.0015 

0.0096 

19.62 

90 

70.38 

5.00 

3.52 

0.0015 

0.0196 

18.34 

90 

71.66 

5.00 

3.58 

0.0015 

0.0315 

8.90 

90 

81.10 

5.00 

4.06 

0.0015 

0.0289 

11.13 

90 

78.87 

5.00 

3.94 

0.0015 

0.0476 

13.61 

90 

76.39 

5.00 

3.82 

0.0015 

0.0185 

14.10 

90 

75.90 

5.00 

3.79 

0.0015 

0.0693 

14.43 

90 

75.57 

5.00 

3.78 

0.0015 

0.0162 

15.88 

90 

74.12 

5.00 

3.71 

0.0015 

0.0120 

11.85 

90 

78.15 

5.00 

3.91 

0.0015 

0.0173 

11.00 

90 

79.00 

5.00 

3.95 

0.0015 

0.0149 

11.05 

90 

78.95 

5.00 

3.95 

0.0015 

0.0103 

12.33 

90 

77.67 

5.00 

3.88 

0.0015 

0.0088 

9.72 

90 

80.28 

5.00 

4.01 

0.0015 

0.0150 

12.89 

90 

77.11 

5.00 

3.86 

0.0015 

0.0141 

14.60 

90 

75.40 

5.00 

3.77 

0.0015 

0.0106 

10.25 

90 

79.75 

5.00 

3.99 

0.0015 

0.0094 

13.94 

90 

76.06 

5.00 

3.80 

0.0015 

0.0001 

9.75 

90 

80.25 

5.00 

4.01 

0.0015 

0.0111 

12.07 

90 

77.93 

5.00 

3.90 

0.0015 

0.0172 

12.67 

90 

77.33 

5.00 

3.87 

0.0015 

0.0111 

17.53 

90 

72.47 

5.00 

3.62 

0.0015 

0.0330 

11.64 

90 

78.36 

5.00 

3.92 

0.0015 

0.0153 

8.25 

90 

81.75 

5.00 

4.09 

0.0015 

0.0008 

13.11 

90 

76.89 

5.00 

3.84 

0.0015 

0.0109 

9.12 

90 

80.88 

5.00 

4.04 

0.0015 

0.0229 

















































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



08003018 


Loona Khera 


Loona Kheri 


Magsi 


Mahuri Khera 


Malhar Ganj 


Mandirpur 


Melki 


Meroo Kheri 


Mokal Kheri 


Moondla 


Naya Khera 


Nipaniya 


Nipaniya Jhala 


Nipanya Kaloo 


Padma Kheri 


Para Peepli 


Paraliya 


Parthi Garh 


Patlai 


Peepa Kheri 


Peepalda 


Peeplya Kalan 


Peeplya Khurd 


Piplai 


Punwar Kheri 


Rajpura 


Ralayti 


Rampura 


Ranayra 


Rapa Khera 


Ratanpura 


Rawatpura 


Rojhana 


Sakariya 


Salariya 


Saranga Khera 


Sarwar 


Semli Chharot 


Semli Gehlot 


Senkala 


Shivgarh 


Sikandarpura 


Suhagara 


Sujanpur 


Sunari 


Talawali 


Tapli 


Tigariya 


Tisai 


Tokra 


Udaipur 


Umariya 


Unhel 


Amarniwas 


Amba 


Census Code 


0832000704122600 


0832000704122500 


0832000704127600 


0832000704134100 


0832000704122300 


0832000704128700 


0832000704122700 


0832000704128900 


0832000704122400 


0832000704116400 


0832000704123000 


0832000704129000 


0832000704119800 


0832000704118600 


0832000704124900 


0832000704116300 


0832000704119700 


0832000704132700 


0832000704128800 


0832000704125200 


0832000704123200 


0832000704132600 


0832000704129300 


0832000704119200 


0832000704124700 


0832000704128300 


0832000704117300 


0832000704127700 


0832000704119500 


0832000704119300 


0832000704133400 


0832000704117700 


0832000704118500 


0832000704117800 


0832000704126000 


0832000704132300 


0832000704126400 


0832000704118200 


0832000704116700 


0832000704124400 


0832000704133300 


0832000704132200 


0832000704127900 


0832000704129700 


0832000704124300 


0832000704125300 


0832000704123800 


0832000704123700 


0832000704128200 


0832000704135300 


0832000704128400 


0832000704129200 


0832000704126900 


0824001202952900 


0829000403574000 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.16 

90 

78.84 

5.00 

3.94 

0.0015 

0.0271 

11.83 

90 

78.17 

5.00 

3.91 

0.0015 

0.0141 

14.58 

90 

75.42 

5.00 

3.77 

0.0015 

0.0830 

10.59 

90 

79.41 

5.00 

3.97 

0.0015 

0.0183 

11.04 

90 

78.96 

5.00 

3.95 

0.0015 

0.0137 

8.54 

90 

81.46 

5.00 

4.07 

0.0015 

0.0236 

10.16 

90 

79.84 

5.00 

3.99 

0.0015 

0.0094 

9.07 

90 

80.93 

5.00 

4.05 

0.0015 

0.0177 

11.63 

90 

78.37 

5.00 

3.92 

0.0015 

0.0179 

14.50 

90 

75.50 

5.00 

3.77 

0.0015 

0.0120 

10.04 

90 

79.96 

5.00 

4.00 

0.0015 

0.0213 

14.02 

90 

75.98 

5.00 

3.80 

0.0015 

0.0322 

15.49 

90 

74.51 

5.00 

3.73 

0.0015 

0.0002 

11.26 

90 

78.74 

5.00 

3.94 

0.0015 

0.0266 

11.97 

90 

78.03 

5.00 

3.90 

0.0015 

0.0206 

15.26 

90 

74.74 

5.00 

3.74 

0.0015 

0.0116 

16.18 

90 

73.82 

5.00 

3.69 

0.0015 

0.0118 

14.45 

90 

75.55 

5.00 

3.78 

0.0015 

0.0190 

10.52 

90 

79.48 

5.00 

3.97 

0.0015 

0.0260 

11.26 

90 

78.74 

5.00 

3.94 

0.0015 

0.0162 

9.86 

90 

80.14 

5.00 

4.01 

0.0015 

0.0141 

15.58 

90 

74.42 

5.00 

3.72 

0.0015 

0.0174 

14.70 

90 

75.30 

5.00 

3.77 

0.0015 

0.0138 

12.64 

90 

77.36 

5.00 

3.87 

0.0015 

0.0145 

11.62 

90 

78.38 

5.00 

3.92 

0.0015 

0.0132 

11.16 

90 

78.84 

5.00 

3.94 

0.0015 

0.0327 

12.64 

90 

77.36 

5.00 

3.87 

0.0015 

0.0116 

14.14 

90 

75.86 

5.00 

3.79 

0.0015 

0.0838 

12.77 

90 

77.23 

5.00 

3.86 

0.0015 

0.0359 

12.61 

90 

77.39 

5.00 

3.87 

0.0015 

0.0130 

14.03 

90 

75.97 

5.00 

3.80 

0.0015 

0.0205 

10.92 

90 

79.08 

5.00 

3.95 

0.0015 

0.0355 

10.58 

90 

79.42 

5.00 

3.97 

0.0015 

0.0336 

9.68 

90 

80.32 

5.00 

4.02 

0.0015 

0.0477 

11.77 

90 

78.23 

5.00 

3.91 

0.0015 

0.0115 

9.26 

90 

80.74 

5.00 

4.04 

0.0015 

0.0124 

14.01 

90 

75.99 

5.00 

3.80 

0.0015 

0.0360 

10.81 

90 

79.19 

5.00 

3.96 

0.0015 

0.0226 

15.65 

90 

74.35 

5.00 

3.72 

0.0015 

0.0002 

12.03 

90 

77.97 

5.00 

3.90 

0.0015 

0.0128 

13.41 

90 

76.59 

5.00 

3.83 

0.0015 

0.0247 

7.18 

90 

82.82 

5.00 

4.14 

0.0015 

0.0056 

11.25 

90 

78.75 

5.00 

3.94 

0.0015 

0.0158 

12.24 

90 

77.76 

5.00 

3.89 

0.0015 

0.0023 

11.16 

90 

78.84 

5.00 

3.94 

0.0015 

0.0140 

10.86 

90 

79.14 

5.00 

3.96 

0.0015 

0.0432 

11.14 

90 

78.86 

5.00 

3.94 

0.0015 

0.0071 

10.39 

90 

79.61 

5.00 

3.98 

0.0015 

0.0178 

8.57 

90 

81.43 

5.00 

4.07 

0.0015 

0.0452 

17.20 

90 

72.80 

5.00 

3.64 

0.0015 

0.0141 

8.28 

90 

81.72 

5.00 

4.09 

0.0015 

0.0512 

15.96 

90 

74.04 

5.00 

3.70 

0.0015 

0.0060 

19.28 

90 

70.72 

5.00 

3.54 

0.0015 

0.0069 

8.18 

160 

151.82 

6.00 

9.11 

0.0010 

0.0063 

4.42 

250 

245.58 

3.00 

7.37 

0.0010 

0.0000 



















































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Amritpuriya 


Ant 


Anti 


Aroli 


Bahadur Ji Ka Khera 


Bakchanch 


Baniyon Ka Talab 


Barfoo 


Barwa 


Beodiya 


Berisal 


Bhagwanpura 


Bhagwanpura @Chainpuriya 


Bheroopura 


Bhoonjar Kalan 


Bhoonjar Khurd 


Bhooti 


Bhopi Karet 


Bijoliyan Khurd 


Bilona Bari 


Brijpura 


Budhpura 


Chandji Ki Kheri 


Cheeta Bara 


Chhant Ka Khera 


Choona Ki Bhati 


Dabi 


Daboosar 


Danpura 


Dasalya 


Debiniwas 


Deogarh 


Deroli 


Dhaneshwar 


Dobiya 


Ganeshpura 


Girdharpura 


Gopalniwas 


Gopalpura 


Gopalpura (Barad) 


Gordhan Niwas 


Gordhanpura 


Govind Niwas 


Gudha 


Gurha 


Haripura 


Harji Pura 


Hemniwas 


Indrapura 


Jaleri 


Jhadoli 


Jhalon Ka Dhoondha 


Jolas 


Kalighati 


Kalyanpura 


Census Code 


0824001202950000 


0824001202955000 


0824001202955800 


0824001202948000 


0824001202954300 


0823000502779900 


0824001202954500 


0823000502779100 


0824001202951700 


0823000502780300 


0824001202948500 


0824001202952800 


0823000502780800 


0824001202955200 


0829000403573200 


0829000403573700 


0824001202953000 


0824001202949200 


0824001202946300 


0824001202947700 


0824001202951800 


0823000542307000 


0824001202948900 


0824001202949800 


0823000502779600 


0824001202949900 


0823000502780400 


0823000502780200 


0824001202955600 


0823000502780100 


0824001202952600 


0823000502778600 


0824001202951500 


0823000502781100 


0824001202951900 


0823000502779500 


0824001202949100 


0824001202948300 


0824001202950100 


0823000502778800 


0824001202948800 


0823000502779000 


0824001202951300 


0824001202955900 


0823000502780000 


0824001202954900 


0824001202951400 


0824001202954200 


0824001202949600 


0824001202947600 


0824001202948200 


0824001202955500 


0824001202949700 


0824001202955400 


0824001202948600 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

10.05 

160 

149.95 

6.00 

9.00 

0.0010 

0.0107 

5.86 

160 

154.14 

6.00 

9.25 

0.0010 

0.0135 

6.78 

160 

153.22 

6.00 

9.19 

0.0010 

0.0369 

6.96 

160 

153.04 

6.00 

9.18 

0.0010 

0.0744 

7.00 

160 

153.00 

6.00 

9.18 

0.0010 

0.0078 

5.53 

90 

84.47 

10.00 

8.45 

0.0020 

0.2527 

7.10 

160 

152.90 

6.00 

9.17 

0.0010 

0.0306 

6.80 

90 

83.20 

10.00 

8.32 

0.0020 

0.0887 

9.58 

160 

150.42 

6.00 

9.03 

0.0010 

0.0041 

5.55 

90 

84.45 

10.00 

8.44 

0.0020 

0.0609 

11.17 

160 

148.83 

6.00 

8.93 

0.0010 

0.0071 

8.65 

160 

151.35 

6.00 

9.08 

0.0010 

0.0093 

5.84 

90 

84.16 

10.00 

8.42 

0.0020 

0.0161 

5.94 

160 

154.06 

6.00 

9.24 

0.0010 

0.0073 

8.09 

250 

241.91 

3.00 

7.26 

0.0010 

0.0001 

7.87 

250 

242.13 

3.00 

7.26 

0.0010 

0.0000 

9.30 

160 

150.70 

6.00 

9.04 

0.0010 

0.0007 

10.21 

160 

149.79 

6.00 

8.99 

0.0010 

0.0074 

11.11 

160 

148.89 

6.00 

8.93 

0.0010 

0.0001 

10.60 

160 

149.40 

6.00 

8.96 

0.0010 

0.0105 

8.81 

160 

151.19 

6.00 

9.07 

0.0010 

0.0250 

7.50 

90 

82.50 

10.00 

8.25 

0.0020 

0.0011 

10.55 

160 

149.45 

6.00 

8.97 

0.0010 

0.0440 

10.04 

160 

149.96 

6.00 

9.00 

0.0010 

0.0086 

6.65 

90 

83.35 

10.00 

8.34 

0.0020 

0.0636 

9.90 

160 

150.10 

6.00 

9.01 

0.0010 

0.0148 

6.90 

90 

83.10 

10.00 

8.31 

0.0020 

0.0856 

5.56 

90 

84.44 

10.00 

8.44 

0.0020 

0.0032 

6.02 

160 

153.98 

6.00 

9.24 

0.0010 

0.0038 

5.74 

90 

84.26 

10.00 

8.43 

0.0020 

0.0878 

7.57 

160 

152.43 

6.00 

9.15 

0.0010 

0.0139 

6.56 

90 

83.44 

10.00 

8.34 

0.0020 

0.0000 

9.14 

160 

150.86 

6.00 

9.05 

0.0010 

0.0083 

6.01 

90 

83.99 

10.00 

8.40 

0.0020 

0.0312 

9.57 

160 

150.43 

6.00 

9.03 

0.0010 

0.0062 

6.37 

90 

83.63 

10.00 

8.36 

0.0020 

0.0391 

10.86 

160 

149.14 

6.00 

8.95 

0.0010 

0.0146 

11.88 

160 

148.12 

6.00 

8.89 

0.0010 

0.0204 

9.79 

160 

150.21 

6.00 

9.01 

0.0010 

0.0209 

6.96 

90 

83.04 

10.00 

8.30 

0.0020 

0.0006 

10.18 

160 

149.82 

6.00 

8.99 

0.0010 

0.0061 

7.53 

90 

82.47 

10.00 

8.25 

0.0020 

0.0001 

9.70 

160 

150.30 

6.00 

9.02 

0.0010 

0.0017 

6.57 

160 

153.43 

6.00 

9.21 

0.0010 

0.0644 

5.95 

90 

84.05 

10.00 

8.40 

0.0020 

0.0566 

5.81 

160 

154.19 

6.00 

9.25 

0.0010 

0.0193 

9.65 

160 

150.35 

6.00 

9.02 

0.0010 

0.0045 

6.54 

160 

153.46 

6.00 

9.21 

0.0010 

0.0154 

10.03 

160 

149.97 

6.00 

9.00 

0.0010 

0.0252 

12.68 

160 

147.32 

6.00 

8.84 

0.0010 

0.0005 

11.10 

160 

148.90 

6.00 

8.93 

0.0010 

0.0351 

5.84 

160 

154.16 

6.00 

9.25 

0.0010 

0.0065 

10.22 

160 

149.78 

6.00 

8.99 

0.0010 

0.0176 

5.83 

160 

154.17 

6.00 

9.25 

0.0010 

0.0024 

10.17 

160 

149.83 

6.00 

8.99 

0.0010 

0.0046 


















































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



08003019 


Kantwara 


Kanwarpura 


Kasya 


Kerkhera 


Kharipur 


Koyala Kundi 


Lakshmi Niwas 


Lambakhoh 


Mahupura 


Makreri 


Manji Sahab Ka Khera 


Mogarwasa 


Motipura 


Nahargarh 


Naroli 


Naya Gaon 


Neemri Gawa 


Pachyanpura 


Paparbar 


Parana (Karadonka) 


Peepalda 


Rajpura 


Rakholi 


Rampuriya @ Chopra 


Rasadpura 


Ratanpura 


Rawarda 


Resunda 


Sadaramji Ka Khera 


Salawatiya 


Satkundiya 


Shambhoo Nath Ji Ka Khera 


Shambhoopura 


Shikargah 


Shopura 


Sootra 


Sukhpura 


Surajbilas 


Suthiyal 


Tilaswan 


Udpuriya 


Umaji Ka Khera 


Ummedpura 


Akya Gehlot 


Aranya 


Baman Deoriya 


Beel Kheri 


Bharka 


Chand Kheri 


Chhappiyan 


Chhayan 


Deoriya Kanwal 


Dokar Khera 


Dokar Kheri 


Census Code 


0824001202954600 


0824001202952100 


0824001202952400 


0824001202954700 


0824001202947400 


0824001202952000 


0824001202948700 


0823000502779400 


0824001202952500 


0824001202954000 


0824001202950200 


0824001202954400 


0824001202954100 


0829000403572600 


0823000502779700 


0829000403573100 


0824001202949400 


0824001202949300 


0824001202949500 


0823000502778400 


0823000502779200 


0823000502779800 


0824001202949000 


0824001202947800 


0824001202947900 


0823000502779300 


0829000303563800 


0824001202955300 


0824001202953900 


0824001202948400 


0824001202955100 


0829000403572500 


0824001202952700 


0824001202951600 


0824001202948100 


0823000502780600 


0829000403573000 


0824001202954800 


0824001202952300 


0824001202952200 


0824001202951100 


0824001202951200 


0824001202955700 


0832000704116800 


0832000704121300 


0832000704125500 


0832000704127200 


0832000704120100 


0832000704125600 


0832000704116500 


0832000704121500 


0832000704119600 


0832000704127100 


0832000704120800 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 


Non-command 

Shale 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Shale 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

6.13 

160 

153.87 

6.00 

9.23 

0.0010 

0.0333 

9.86 

160 

150.14 

6.00 

9.01 

0.0010 

0.0057 

9.40 

160 

150.60 

6.00 

9.04 

0.0010 

0.0351 

9.40 

300 

290.60 

7.00 

20.34 

0.0015 

0.0004 

6.14 

160 

153.86 

6.00 

9.23 

0.0010 

0.0226 

13.24 

160 

146.76 

6.00 

8.81 

0.0010 

0.0041 

9.42 

160 

150.58 

6.00 

9.03 

0.0010 

0.0060 

9.92 

160 

150.08 

6.00 

9.01 

0.0010 

0.0032 

6.97 

90 

83.03 

10.00 

8.30 

0.0020 

0.1367 

8.18 

160 

151.82 

6.00 

9.11 

0.0010 

0.0059 

6.68 

160 

153.32 

6.00 

9.20 

0.0010 

0.0306 

9.77 

160 

150.23 

6.00 

9.01 

0.0010 

0.0050 

6.77 

160 

153.23 

6.00 

9.19 

0.0010 

0.0134 

7.28 

160 

152.72 

6.00 

9.16 

0.0010 

0.0083 

11.95 

250 

238.05 

3.00 

7.14 

0.0010 

0.0000 

6.47 

90 

83.53 

10.00 

8.35 

0.0020 

0.0735 

8.19 

250 

241.81 

3.00 

7.25 

0.0010 

0.0000 

10.90 

160 

149.10 

6.00 

8.95 

0.0010 

0.0344 

9.96 

160 

150.04 

6.00 

9.00 

0.0010 

0.0755 

11.09 

160 

148.91 

6.00 

8.93 

0.0010 

0.0358 

7.55 

90 

82.45 

10.00 

8.24 

0.0020 

0.0011 

6.90 

90 

83.10 

10.00 

8.31 

0.0020 

0.0491 

5.44 

90 

84.56 

10.00 

8.46 

0.0020 

0.0875 

10.55 

160 

149.45 

6.00 

8.97 

0.0010 

0.0202 

10.57 

160 

149.43 

6.00 

8.97 

0.0010 

0.0083 

7.10 

160 

152.90 

6.00 

9.17 

0.0010 

0.0125 

6.94 

90 

83.06 

10.00 

8.31 

0.0020 

0.0226 

5.22 

300 

294.78 

7.00 

20.63 

0.0014 

0.0003 

5.84 

160 

154.16 

6.00 

9.25 

0.0010 

0.0278 

7.96 

160 

152.04 

6.00 

9.12 

0.0010 

0.0015 

11.52 

160 

148.48 

6.00 

8.91 

0.0010 

0.0274 

6.07 

160 

153.93 

6.00 

9.24 

0.0010 

0.0179 

14.65 

200 

185.35 

5.00 

9.27 

0.0013 

0.0011 

7.88 

160 

152.12 

6.00 

9.13 

0.0010 

0.0228 

9.23 

160 

150.77 

6.00 

9.05 

0.0010 

0.0092 

10.02 

160 

149.98 

6.00 

9.00 

0.0010 

0.0116 

5.38 

90 

84.62 

10.00 

8.46 

0.0020 

0.0770 

10.22 

250 

239.78 

3.00 

7.19 

0.0010 

0.0001 

5.86 

160 

154.14 

6.00 

9.25 

0.0010 

0.0185 

10.41 

160 

149.59 

6.00 

8.98 

0.0010 

0.0081 

9.68 

160 

150.32 

6.00 

9.02 

0.0010 

0.0646 

9.40 

160 

150.60 

6.00 

9.04 

0.0010 

0.0041 

9.59 

160 

150.41 

6.00 

9.02 

0.0010 

0.0061 

5.85 

160 

154.15 

6.00 

9.25 

0.0010 

0.0275 

15.35 

90 

74.65 

5.00 

3.73 

0.0015 

0.0176 

22.41 

90 

67.59 

5.00 

3.38 

0.0015 

0.0223 

10.05 

90 

79.95 

5.00 

4.00 

0.0015 

0.0146 

17.84 

90 

72.16 

5.00 

3.61 

0.0015 

0.0008 

15.65 

90 

74.35 

5.00 

3.72 

0.0015 

0.0479 

10.08 

90 

79.92 

5.00 

4.00 

0.0015 

0.0102 

15.38 

90 

74.62 

5.00 

3.73 

0.0015 

0.0120 

20.86 

90 

69.14 

5.00 

3.46 

0.0015 

0.0185 

14.43 

90 

75.57 

5.00 

3.78 

0.0015 

0.0089 

19.33 

90 

70.67 

5.00 

3.53 

0.0015 

0.0189 

18.06 

90 

71.94 

5.00 

3.60 

0.0015 

0.0194 















































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



08003020 


Guradlya Deora 


Harimatya Meran 


Harmatya Ratna 


Jakhni 


Karma Kheri 


Keetiya 


Khasroo Kheri 


Khejariya 


Kher Khera 


Koondla 


Kumathiya 


Lakha Kheri Umat 


Majanpur 


Makoriya 


Nipaniya Jhala 


Nisal Kheri 


Para Peepli 


Paraliya 


Parasali 


Raipuriya 


Rati Kheri 


Rawan Gurari 


Salariya 


Sedara 


Seendhala 


Semli Gehlot 


Somchiri 


Tonkara 


Unhel 


Ajota 


Amarpura 


Baghpura 


Bakhari 


Balaganj 


Balkundi Kalan 


Balkundi Khurd 


Bangera Ghata 


Barodia 


Benipuriya 


Bhawaliya 


Bhuwaniya Kheri 


Cholni 


Daulpura 


Deopura 


Deopuriya 


Dhareshwar 


Eklingpura 


Gopalpura 


Gujaron Ki Morvan 


Gurha Khera 


Census Code 


0832000704121800 


0832000704121000 


0832000704120900 


0832000704120000 


0832000704125800 


0832000704125400 


0832000704121600 


0832000704120200 


0832000704125900 


0832000704119900 


0832000704127300 


0832000704121700 


0832000704121200 


0832000704116600 


0832000704119800 


0832000704121400 


0832000704116300 


0832000704119700 


0832000704120400 


0832000704125700 


0832000704120700 


0832000704120600 


0832000704126000 


0832000704127000 


0832000704120300 


0832000704116700 


0832000704120500 


0832000704121100 


0832000704126900 


0829000903680300 


0829000403581400 




0829000403581500 


0829000403582000 


0829000403581800 


0829000403581100 


0829000403581200 


0829000903679300 


0829000403580700 


0829000903680700 


0829000903680000 


0829000903679400 


0829000903681200 


0829000403579900 


0829000403594200 


0829000903680900 


0829000903680400 


0829000903678200 


0829000403590700 


0829000403579600 


0829000403581600 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 


Non-command 

Shale 

Fresh 

Non-command 

Bhander Sandstone 


Non-command 

Shale 

Fresh 

Non-command 

Shale 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 


Non-command 

Shale 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 


Non-command 

Shale 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Shale 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Shale 

Fresh 

Non-command 

Shale 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

13.42 

90 

76.58 

5.00 

3.83 

0.0015 

0.0140 

20.32 

90 

69.68 

5.00 

3.48 

0.0015 

0.0117 

17.72 

90 

72.28 

5.00 

3.61 

0.0015 

0.0206 

15.85 

90 

74.15 

5.00 

3.71 

0.0015 

0.0120 

16.47 

90 

73.53 

5.00 

3.68 

0.0015 

0.0255 

12.33 

90 

77.67 

5.00 

3.88 

0.0015 

0.0842 

17.14 

90 

72.86 

5.00 

3.64 

0.0015 

0.0124 

15.79 

90 

74.21 

5.00 

3.71 

0.0015 

0.0285 

13.94 

90 

76.06 

5.00 

3.80 

0.0015 

0.0277 

15.89 

90 

74.11 

5.00 

3.71 

0.0015 

0.0425 

17.53 

90 

72.47 

5.00 

3.62 

0.0015 

0.0001 

19.41 

90 

70.59 

5.00 

3.53 

0.0015 

0.0254 

21.58 

90 

68.42 

5.00 

3.42 

0.0015 

0.0164 

15.61 

90 

74.39 

5.00 

3.72 

0.0015 

0.0279 

15.49 

90 

74.51 

5.00 

3.73 

0.0015 

0.0166 

22.00 

90 

68.00 

5.00 

3.40 

0.0015 

0.0131 

15.26 

90 

74.74 

5.00 

3.74 

0.0015 

0.0092 

16.18 

90 

73.82 

5.00 

3.69 

0.0015 

0.0326 

16.81 

90 

73.19 

5.00 

3.66 

0.0015 

0.0168 

10.25 

90 

79.75 

5.00 

3.99 

0.0015 

0.0068 

16.02 

90 

73.98 

5.00 

3.70 

0.0015 

0.0138 

16.13 

90 

73.87 

5.00 

3.69 

0.0015 

0.0147 

11.77 

90 

78.23 

5.00 

3.91 

0.0015 

0.0128 

19.40 

90 

70.60 

5.00 

3.53 

0.0015 

0.0163 

16.22 

90 

73.78 

5.00 

3.69 

0.0015 

0.0390 

15.65 

90 

74.35 

5.00 

3.72 

0.0015 

0.0228 

15.92 

90 

74.08 

5.00 

3.70 

0.0015 

0.0144 

22.33 

90 

67.67 

5.00 

3.38 

0.0015 

0.0153 

19.28 

90 

70.72 

5.00 

3.54 

0.0015 

0.0912 

13.90 

200 

186.10 

8.00 

14.89 

0.0014 

0.1074 

13.29 

250 

236.71 

3.00 

7.10 

0.0010 

0.0097 

13.29 

200 

186.71 

5.00 

9.34 

0.0013 

0.0033 

10.29 

250 

239.71 

3.00 

7.19 

0.0010 

0.0097 

10.29 

200 

189.71 

5.00 

9.49 

0.0013 

0.0466 

13.20 

200 

186.80 

5.00 

9.34 

0.0013 

0.0083 

8.16 

250 

241.84 

3.00 

7.26 

0.0010 

0.0001 

10.77 

250 

239.23 

3.00 

7.18 

0.0010 

0.0088 

10.77 

200 

189.23 

5.00 

9.46 

0.0013 

0.0056 

16.47 

250 

233.53 

3.00 

7.01 

0.0010 

0.0364 

15.40 

250 

234.60 

3.00 

7.04 

0.0010 

0.0240 

15.21 

200 

184.80 

8.00 

14.78 

0.0014 

0.0041 

13.68 

250 

236.32 

3.00 

7.09 

0.0010 

0.0058 

13.68 

200 

186.32 

5.00 

9.32 

0.0013 

0.0182 

14.93 

200 

185.07 

8.00 

14.81 

0.0014 

0.0191 

14.24 

200 

185.77 

8.00 

14.86 

0.0014 

0.0206 

16.01 

200 

183.99 

8.00 

14.72 

0.0014 

0.0352 

15.29 

200 

184.71 

8.00 

14.78 

0.0014 

0.0546 

13.31 

200 

186.69 

5.00 

9.33 

0.0013 

0.0244 

16.96 

250 

233.04 

3.00 

6.99 

0.0010 

0.0360 

14.95 

200 

185.05 

8.00 

14.80 

0.0014 

0.0447 

13.62 

200 

186.38 

8.00 

14.91 

0.0014 

0.1051 

16.62 

200 

183.38 

8.00 

14.67 

0.0014 

0.1101 

14.20 

250 

235.80 

3.00 

7.07 

0.0010 

0.0335 

13.29 

200 

186.71 

5.00 

9.34 

0.0013 

0.0255 

13.20 

200 

186.80 

5.00 

9.34 

0.0013 

0.0195 



































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



08003021 


Hadon Ki Morvan 


Hamerganj 


Jawada 


Kanera 


Kanwarpura 


Kewaron Ka Luhariya 


Kharama 


Kherat 


Kochwa 


Laxmipura 


Loonkhanda 


Mailana 


Mai Khera 


Manohar Kheri 


Mardpura 


Meghpura 


Neemoda 


Neemri 


Nimboda 


Peelkheri 


Pratappura 


Rawaliya 


Sarsi 


Semaliya 


Semliya 


Shrinagar 


Shripura 


Tolon Ka Luhariya 


Achalpuriya 


Achari 


Amba Khera 


Amlawada 


Awleshwar 


Bajni 


Bakhatpura 


Bambori 


Bamotar 


Bardeeya 


Barmandal 


Basad 


Baseri Kundal 


Bhameriya 


Bhatkheri 


Bhunwasiya 


Bila Khera 


Bori 


Chamalawada 


Chamanaji Ka Peepaliya 


Cheniya Kheri 


Barkhera @ Rampadka Khera 


Census Code 


0829000403580000 


0829000403580100 


0829000403580300 


0829000903679700 


0829000403594100 


0829000403579800 


0829000403580500 


0829000403594000 


0829000903678400 


0829000403580400 


0829000903680200 


0829000903679500 


0829000903681100 


0829000403581000 


0829000903679100 


0829000903680100 


0829000403593800 


0829000403580600 


0829000403582600 


0829000903681300 


0829000903679600 


0829000903679800 


0829000903680600 


0829000903681000 


0829000903679900 


0829000403580200 


0829000903680500 


0829000903680800 


0829000403579700 


0829001203728600 


0829001003692000 


0829001203715600 


0829001203728100 


0829001203730200 


0829001203727200 


0829001203715000 


0829001203715800 


0829001203726700 


0829001203716400 


0829001203722800 


0829001203728400 


0829001203730400 


0829001003693000 


0829001203716200 


0829001203722000 


0829001203727800 


0829001203716900 


0829001203727000 


0829001203717200 


0829001203722600 


0829001203728300 



Zone (Fresh 
/ Saline) 


1.31 Fresh 


0.89 Fresh 


7.40 Fresh 


12.16 Fresh 


3.65 Fresh 


3.39 Fresh 


3.51 Fresh 


4.22 Fresh 


2.46 Fresh 


5.98 Fresh 


0.51 Fresh 


1.90 Fresh 


20.12 Fresh 


3.41 Fresh 


2.40 Fresh 


0.19 Fresh 


0.25 Fresh 


4.74 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

13.30 

200 

186.70 

5.00 

9.34 

0.0013 

0.0152 

13.29 

200 

186.71 

5.00 

9.34 

0.0013 

0.0104 

13.31 

250 

236.69 

3.00 

7.10 

0.0010 

0.0005 

13.31 

200 

186.69 

5.00 

9.33 

0.0013 

0.0856 

15.13 

200 

184.87 

8.00 

14.79 

0.0014 

0.2315 

7.23 

250 

242.77 

3.00 

7.28 

0.0010 

0.0238 

13.29 

200 

186.71 

5.00 

9.34 

0.0013 

0.0395 

13.31 

200 

186.69 

5.00 

9.33 

0.0013 

0.0409 

12.16 

250 

237.84 

3.00 

7.14 

0.0010 

0.0000 

16.24 

200 

183.76 

8.00 

14.70 

0.0014 

0.0011 

13.31 

250 

236.69 

3.00 

7.10 

0.0010 

0.0033 

13.31 

200 

186.69 

5.00 

9.33 

0.0013 

0.0644 

13.74 

200 

186.26 

8.00 

14.90 

0.0014 

0.0102 

16.32 

200 

183.68 

8.00 

14.69 

0.0014 

0.0376 

16.41 

200 

183.59 

8.00 

14.69 

0.0014 

0.3989 

14.39 

250 

235.61 

3.00 

7.07 

0.0010 

0.0195 

14.39 

200 

185.61 

5.00 

9.28 

0.0013 

0.0074 

13.91 

200 

186.09 

8.00 

14.89 

0.0014 

0.0001 

13.85 

200 

186.15 

8.00 

14.89 

0.0014 

0.0039 

7.48 

250 

242.52 

3.00 

7.28 

0.0010 

0.0009 

13.42 

250 

236.58 

3.00 

7.10 

0.0010 

0.0105 

13.42 

200 

186.58 

5.00 

9.33 

0.0013 

0.0375 

6.45 

250 

243.55 

3.00 

7.31 

0.0010 

0.0227 

14.42 

200 

185.58 

8.00 

14.85 

0.0014 

0.2391 

16.31 

200 

183.69 

8.00 

14.70 

0.0014 

0.0359 

14.62 

200 

185.38 

8.00 

14.83 

0.0014 

0.0216 

14.47 

200 

185.53 

8.00 

14.84 

0.0014 

0.0244 

15.45 

200 

184.55 

8.00 

14.76 

0.0014 

0.0969 

14.72 

200 

185.28 

8.00 

14.82 

0.0014 

0.0423 

13.29 

200 

186.71 

5.00 

9.34 

0.0013 

0.0407 

14.15 

200 

185.85 

8.00 

14.87 

0.0014 

0.0137 

14.66 

200 

185.34 

8.00 

14.83 

0.0014 

0.0126 

13.28 

200 

186.72 

5.00 

9.34 

0.0013 

0.0172 

16.60 

120 

103.40 

5.00 

5.17 

0.0010 

0.0174 

17.21 

120 

102.79 

5.00 

5.14 

0.0010 

0.0164 

8.79 

120 

111.21 

5.00 

5.56 

0.0010 

0.0031 

9.24 

120 

110.76 

5.00 

5.54 

0.0010 

0.0622 

17.10 

120 

102.90 

5.00 

5.14 

0.0010 

0.0021 

11.05 

120 

108.95 

5.00 

5.45 

0.0010 

0.0109 

8.59 

120 

111.41 

5.00 

5.57 

0.0010 

0.0018 

8.74 

120 

111.26 

5.00 

5.56 

0.0010 

0.0115 

9.60 

120 

110.40 

5.00 

5.52 

0.0010 

0.0003 

7.36 

120 

112.64 

5.00 

5.63 

0.0010 

0.0448 

11.94 

120 

108.06 

5.00 

5.40 

0.0010 

0.0110 

15.79 

120 

104.21 

5.00 

5.21 

0.0010 

0.0509 

10.84 

120 

109.16 

5.00 

5.46 

0.0010 

0.0903 

19.56 

120 

100.44 

5.00 

5.02 

0.0010 

0.0007 

7.44 

120 

112.56 

5.00 

5.63 

0.0010 

0.0061 

14.77 

120 

105.23 

5.00 

5.26 

0.0010 

0.0080 

11.94 

120 

108.06 

5.00 

5.40 

0.0010 

0.0274 

7.68 

120 

112.32 

5.00 

5.62 

0.0010 

0.0130 

13.76 

120 

106.24 

5.00 

5.31 

0.0010 

0.0394 

10.18 

120 

109.82 

5.00 

5.49 

0.0010 

0.0295 

11.49 

120 

108.51 

5.00 

5.43 

0.0010 

0.0116 

13.56 

120 

106.44 

5.00 

5.32 

0.0010 

0.0232 



































































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Shale 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.21 

120 

108.79 

5.00 

5.44 

0.0010 

0.0132 

14.92 

120 

105.08 

5.00 

5.25 

0.0010 

0.0139 

16.41 

120 

103.59 

5.00 

5.18 

0.0010 

0.0178 

8.69 

120 

111.31 

5.00 

5.57 

0.0010 

0.0025 

12.48 

120 

107.52 

5.00 

5.38 

0.0010 

0.0057 

17.21 

120 

102.79 

5.00 

5.14 

0.0010 

0.0266 

14.24 

120 

105.76 

5.00 

5.29 

0.0010 

0.0177 

17.19 

120 

102.81 

5.00 

5.14 

0.0010 

0.0002 

11.42 

120 

108.58 

5.00 

5.43 

0.0010 

0.0114 

15.82 

120 

104.18 

5.00 

5.21 

0.0010 

0.0051 

12.01 

120 

107.99 

5.00 

5.40 

0.0010 

0.0476 

16.24 

120 

103.76 

5.00 

5.19 

0.0010 

0.0217 

16.34 

120 

103.66 

5.00 

5.18 

0.0010 

0.0156 

9.56 

120 

110.44 

5.00 

5.52 

0.0010 

0.0142 

16.80 

120 

103.20 

5.00 

5.16 

0.0010 

0.0005 

8.40 

120 

111.60 

5.00 

5.58 

0.0010 

0.0092 

16.65 

120 

103.35 

5.00 

5.17 

0.0010 

0.0069 

15.54 

120 

104.46 

5.00 

5.22 

0.0010 

0.0096 

8.31 

120 

111.69 

5.00 

5.58 

0.0010 

0.0006 

11.32 

120 

108.68 

5.00 

5.43 

0.0010 

0.0034 

18.63 

120 

101.37 

5.00 

5.07 

0.0010 

0.0361 

18.63 

300 

281.37 

7.00 

19.70 

0.0015 

0.0193 

17.76 

120 

102.24 

5.00 

5.11 

0.0010 

0.0160 

17.27 

120 

102.73 

5.00 

5.14 

0.0010 

0.0055 

11.02 

120 

108.98 

5.00 

5.45 

0.0010 

0.0053 

8.17 

120 

111.83 

5.00 

5.59 

0.0010 

0.0111 

7.36 

120 

112.64 

5.00 

5.63 

0.0010 

0.0229 

8.59 

120 

111.41 

5.00 

5.57 

0.0010 

0.0011 

16.34 

120 

103.66 

5.00 

5.18 

0.0010 

0.0002 

10.60 

120 

109.40 

5.00 

5.47 

0.0010 

0.0170 

7.30 

120 

112.70 

5.00 

5.63 

0.0010 

0.0054 

9.99 

120 

110.01 

5.00 

5.50 

0.0010 

0.0306 

12.20 

120 

107.80 

5.00 

5.39 

0.0010 

0.0127 

11.90 

120 

108.10 

5.00 

5.41 

0.0010 

0.0008 

13.73 

120 

106.27 

5.00 

5.31 

0.0010 

0.0007 

8.69 

120 

111.31 

5.00 

5.57 

0.0010 

0.0036 

17.13 

120 

102.87 

5.00 

5.14 

0.0010 

0.0165 

10.54 

120 

109.46 

5.00 

5.47 

0.0010 

0.0136 

8.53 

120 

111.47 

5.00 

5.57 

0.0010 

0.0024 

9.62 

120 

110.38 

5.00 

5.52 

0.0010 

0.0000 

7.30 

120 

112.70 

5.00 

5.63 

0.0010 

0.0159 

17.20 

120 

102.80 

5.00 

5.14 

0.0010 

0.0000 

17.54 

120 

102.46 

5.00 

5.12 

0.0010 

0.0260 

10.01 

120 

109.99 

5.00 

5.50 

0.0010 

0.0180 

7.30 

120 

112.70 

5.00 

5.63 

0.0010 

0.0127 

12.24 

120 

107.76 

5.00 

5.39 

0.0010 

0.0095 

7.99 

120 

112.01 

5.00 

5.60 

0.0010 

0.0032 

7.63 

120 

112.37 

5.00 

5.62 

0.0010 

0.0127 

16.37 

120 

103.63 

5.00 

5.18 

0.0010 

0.0310 

10.56 

120 

109.44 

5.00 

5.47 

0.0010 

0.0015 

17.68 

120 

102.32 

5.00 

5.12 

0.0010 

0.0036 

13.03 

120 

106.97 

5.00 

5.35 

0.0010 

0.0151 

16.14 

120 

103.86 

5.00 

5.19 

0.0010 

0.0041 

9.22 

120 

110.78 

5.00 

5.54 

0.0010 

0.0076 

16.86 

120 

103.14 

5.00 

5.16 

0.0010 

0.0319 












































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 


Census Code 


Panmodi 

Peeloo 

Peepli Khera No.l 
Peepli Khera No.2 
Pratapgarh (M) 
Rajora 
Ranjal 
Rathajana 
Rathoron Ka Khera 
Ratniya Kheri 
Saba Khera No.l 
Saba Khera No.2 
Sajanpuriya 
Sakariya 
Samantpura 
Sandi Khera 
Sej Kheri 

Semalon Ka Khera 
Semlop 
Sidhpura 
Soobi 

Teriya Kheri 

Thara 

Tofakhera 

Umarda 

Ummedpura 

Umri Khera 

Achalpuriya 

Achlawada 

Achnara 

Ajanda 

Akhepur 

Ambeerama 

Arniya 

Arnod 

Asawata 

Athinera 

Awleshwar 

Baga Kheri 

Bagariya 

Bajrang Garh 

Baneriya Kalan 

Banslai 

Bari Sakhthali 

Barkheri 


Barmandal 

Barodiya 

Barotha _ 

Barwas Kalan 
Barwas Khurd 
Basad 
Basera 
Bedma 


0829001203723300 

0829001203721900 

0829001203715100 

0829001203715900 

0829001242908000 

0829001203734300 

0829001203716100 

0829001203721400 

0829001203717100 

0829001203721300 

0829001203717400 

0829001203717500 

0829001203722200 

0829001203727600 

0829001203716300 

0829001003692900 

0829001003692600 

0829001203714700 

0829001203723400 

0829001203726900 

0829001003692200 

0829001203727400 

0829001203721600 

0829001203722400 

0829001203723200 

0829001203715500 

0829001203715700 

0829001203728600 

0829001303748900 

0829001303755500 

0829001303764900 

0829001203736800 

0829001303765300 

0829001203734600 

0829001303751000 

0829001203736500 

0829001303750100 

0829001203730200 

0829001303753700 

0829001203735800 

0829001203736600 

0829001303749500 

0829001303763100 

0829001303763000 

0829001203735700 

0829001203746800 

0829001303755600 

0829001203728400 

0829001203735500 

0829001203735900 

0829001303756700 

0829001303752900 

0829001203730400 

0829001203734800 

0829001303750700 


Village 

Area, 

sq.km 


Zone (Fresh 
/ Saline) 


Type of Area 
(Command / Non¬ 
command) 


9.69 

6.37 
0.61 
0.59 

22.82 

6.68 

0.98 

6.63 
0.57 

2.64 

1.44 
0.92 

1.30 

5.70 
0.30 
2.88 
1.54 
1.11 

6.45 
8.32 

6.64 

1.45 
7.02 

1.57 

1.36 
0.62 
0.87 

3.38 

9.66 

3.66 
1.52 

4.57 

9.82 

2.82 
16.50 

6.73 
4.26 
7.09 
1.81 
2.93 

4.30 
3.20 

6.74 
10.58 

1.28 

2.70 
3.60 
9.78 
1.59 
4.98 

8.66 
3.49 

17.04 

2.36 
7.40 


Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 


Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 


Hydrogeological Unit 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.34 

120 

108.66 

5.00 

5.43 

0.0010 

0.0527 

13.41 

120 

106.59 

5.00 

5.33 

0.0010 

0.0340 

8.49 

120 

111.51 

5.00 

5.58 

0.0010 

0.0034 

8.17 

120 

111.83 

5.00 

5.59 

0.0010 

0.0033 

10.58 

120 

109.42 

5.00 

5.47 

0.0010 

0.0023 

16.03 

120 

103.97 

5.00 

5.20 

0.0010 

0.0005 

7.75 

120 

112.25 

5.00 

5.61 

0.0010 

0.0055 

10.99 

120 

109.01 

5.00 

5.45 

0.0010 

0.0361 

8.22 

120 

111.78 

5.00 

5.59 

0.0010 

0.0032 

11.28 

120 

108.72 

5.00 

5.44 

0.0010 

0.0143 

9.05 

120 

110.95 

5.00 

5.55 

0.0010 

0.0072 

9.40 

120 

110.60 

5.00 

5.53 

0.0010 

0.0029 

15.75 

120 

104.25 

5.00 

5.21 

0.0010 

0.0068 

14.16 

120 

105.84 

5.00 

5.29 

0.0010 

0.0302 

7.51 

120 

112.49 

5.00 

5.62 

0.0010 

0.0017 

19.42 

120 

100.58 

5.00 

5.03 

0.0010 

0.0016 

17.28 

120 

102.72 

5.00 

5.14 

0.0010 

0.0079 

8.79 

120 

111.21 

5.00 

5.56 

0.0010 

0.0002 

11.07 

120 

108.93 

5.00 

5.45 

0.0010 

0.0106 

12.81 

120 

107.19 

5.00 

5.36 

0.0010 

0.0004 

17.26 

120 

102.74 

5.00 

5.14 

0.0010 

0.0341 

16.63 

120 

103.37 

5.00 

5.17 

0.0010 

0.0075 

8.58 

120 

111.42 

5.00 

5.57 

0.0010 

0.0391 

14.30 

120 

105.70 

5.00 

5.28 

0.0010 

0.0083 

10.68 

120 

109.32 

5.00 

5.47 

0.0010 

0.0074 

8.82 

120 

111.18 

5.00 

5.56 

0.0010 

0.0032 

8.49 

120 

111.51 

5.00 

5.58 

0.0010 

0.0048 

16.60 

120 

103.40 

5.00 

5.17 

0.0010 

0.0000 

8.54 

120 

111.46 

5.00 

5.57 

0.0010 

0.0010 

11.37 

120 

108.63 

5.00 

5.43 

0.0010 

0.0199 

13.82 

120 

106.18 

5.00 

5.31 

0.0010 

0.0081 

12.32 

120 

107.68 

5.00 

5.38 

0.0010 

0.0246 

13.68 

120 

106.33 

5.00 

5.32 

0.0010 

0.0150 

16.18 

120 

103.82 

5.00 

5.19 

0.0010 

0.0146 

9.89 

120 

110.11 

5.00 

5.51 

0.0010 

0.0771 

14.05 

120 

105.95 

5.00 

5.30 

0.0010 

0.0356 

9.50 

120 

110.50 

5.00 

5.53 

0.0010 

0.0236 

17.10 

120 

102.90 

5.00 

5.14 

0.0010 

0.0344 

12.46 

120 

107.54 

5.00 

5.38 

0.0010 

0.0097 

15.79 

120 

104.21 

5.00 

5.21 

0.0010 

0.0153 

14.94 

120 

105.06 

5.00 

5.25 

0.0010 

0.0226 

11.22 

120 

108.78 

5.00 

5.44 

0.0010 

0.0174 

12.31 

120 

107.69 

5.00 

5.38 

0.0010 

0.0363 

12.57 

120 

107.43 

5.00 

5.37 

0.0010 

0.0568 

15.99 

120 

104.01 

5.00 

5.20 

0.0010 

0.0067 

12.25 

120 

107.75 

5.00 

5.39 

0.0010 

0.0146 

11.54 

120 

108.46 

5.00 

5.42 

0.0010 

0.0195 

15.79 

120 

104.21 

5.00 

5.21 

0.0010 

0.0000 

15.99 

120 

104.01 

5.00 

5.20 

0.0010 

0.0083 

15.85 

120 

104.15 

5.00 

5.21 

0.0010 

0.0259 

11.66 

120 

108.34 

5.00 

5.42 

0.0010 

0.0466 

11.50 

120 

108.51 

5.00 

5.43 

0.0010 

0.0189 

10.84 

120 

109.16 

5.00 

5.46 

0.0010 

0.0000 

16.21 

120 

103.79 

5.00 

5.19 

0.0010 

0.0123 

9.83 

120 

110.17 

5.00 

5.51 

0.0010 

0.0408 


















































































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.17 

120 

108.83 

5.00 

5.44 

0.0010 

0.0114 

12.18 

120 

107.82 

5.00 

5.39 

0.0010 

0.0073 

13.96 

120 

106.04 

5.00 

5.30 

0.0010 

0.0202 

13.02 

120 

106.98 

5.00 

5.35 

0.0010 

0.0103 

10.39 

120 

109.61 

5.00 

5.48 

0.0010 

0.0294 

10.88 

120 

109.12 

5.00 

5.46 

0.0010 

0.0361 

9.22 

120 

110.78 

5.00 

5.54 

0.0010 

0.0206 

12.84 

120 

107.16 

5.00 

5.36 

0.0010 

0.0110 

13.17 

120 

106.83 

5.00 

5.34 

0.0010 

0.0452 

11.24 

120 

108.76 

5.00 

5.44 

0.0010 

0.0604 

16.41 

120 

103.59 

5.00 

5.18 

0.0010 

0.0027 

13.01 

120 

106.99 

5.00 

5.35 

0.0010 

0.0874 

9.67 

120 

110.33 

5.00 

5.52 

0.0010 

0.0000 

16.41 

120 

103.59 

5.00 

5.18 

0.0010 

0.0356 

15.58 

120 

104.42 

5.00 

5.22 

0.0010 

0.0121 

15.94 

120 

104.06 

5.00 

5.20 

0.0010 

0.0032 

12.48 

120 

107.52 

5.00 

5.38 

0.0010 

0.0387 

12.60 

120 

107.40 

5.00 

5.37 

0.0010 

0.0230 

12.57 

120 

107.43 

5.00 

5.37 

0.0010 

0.0571 

15.51 

120 

104.49 

5.00 

5.22 

0.0010 

0.0207 

12.56 

120 

107.44 

5.00 

5.37 

0.0010 

0.0624 

16.34 

120 

103.66 

5.00 

5.18 

0.0010 

0.0047 

12.63 

120 

107.37 

5.00 

5.37 

0.0010 

0.0325 

12.56 

120 

107.44 

5.00 

5.37 

0.0010 

0.0089 

16.80 

120 

103.20 

5.00 

5.16 

0.0010 

0.0315 

16.65 

120 

103.35 

5.00 

5.17 

0.0010 

0.0043 

8.93 

120 

111.07 

5.00 

5.55 

0.0010 

0.0041 

16.63 

120 

103.37 

5.00 

5.17 

0.0010 

0.0336 

15.27 

120 

104.73 

5.00 

5.24 

0.0010 

0.0223 

7.94 

120 

112.06 

5.00 

5.60 

0.0010 

0.0351 

10.96 

120 

109.04 

5.00 

5.45 

0.0010 

0.0323 

10.03 

120 

109.97 

5.00 

5.50 

0.0010 

0.0372 

15.38 

120 

104.62 

5.00 

5.23 

0.0010 

0.0098 

12.51 

120 

107.49 

5.00 

5.37 

0.0010 

0.0223 

11.28 

120 

108.72 

5.00 

5.44 

0.0010 

0.0090 

10.24 

120 

109.76 

5.00 

5.49 

0.0010 

0.0000 

10.63 

120 

109.37 

5.00 

5.47 

0.0010 

0.0074 

13.18 

120 

106.82 

5.00 

5.34 

0.0010 

0.0229 

15.32 

120 

104.68 

5.00 

5.23 

0.0010 

0.0046 

16.25 

120 

103.75 

5.00 

5.19 

0.0010 

0.0125 

11.77 

120 

108.23 

5.00 

5.41 

0.0010 

0.0274 

16.34 

120 

103.66 

5.00 

5.18 

0.0010 

0.0378 

10.09 

120 

109.91 

5.00 

5.50 

0.0010 

0.0001 

9.97 

120 

110.03 

5.00 

5.50 

0.0010 

0.0025 

11.58 

120 

108.42 

5.00 

5.42 

0.0010 

0.0083 

15.92 

120 

104.08 

5.00 

5.20 

0.0010 

0.0088 

8.94 

120 

111.06 

5.00 

5.55 

0.0010 

0.0010 

11.90 

120 

108.10 

5.00 

5.41 

0.0010 

0.0007 

15.90 

120 

104.10 

5.00 

5.20 

0.0010 

0.0091 

13.73 

120 

106.27 

5.00 

5.31 

0.0010 

0.0062 

12.61 

120 

107.39 

5.00 

5.37 

0.0010 

0.0021 

10.52 

120 

109.48 

5.00 

5.47 

0.0010 

0.0047 

10.54 

120 

109.46 

5.00 

5.47 

0.0010 

0.0175 

13.98 

120 

106.02 

5.00 

5.30 

0.0010 

0.0075 

11.37 

120 

108.63 

5.00 

5.43 

0.0010 

0.0213 











































































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.60 

120 

107.40 

5.00 

5.37 

0.0010 

0.0157 

12.69 

120 

107.31 

5.00 

5.37 

0.0010 

0.0425 

8.51 

120 

111.49 

5.00 

5.57 

0.0010 

0.0537 

15.90 

120 

104.10 

5.00 

5.20 

0.0010 

0.0149 

11.63 

120 

108.37 

5.00 

5.42 

0.0010 

0.0120 

12.27 

120 

107.73 

5.00 

5.39 

0.0010 

0.0255 

9.13 

120 

110.87 

5.00 

5.54 

0.0010 

0.0062 

13.80 

120 

106.20 

5.00 

5.31 

0.0010 

0.0258 

16.00 

120 

104.00 

5.00 

5.20 

0.0010 

0.0109 

15.90 

120 

104.10 

5.00 

5.20 

0.0010 

0.0052 

8.65 

120 

111.35 

5.00 

5.57 

0.0010 

0.0000 

13.75 

120 

106.25 

5.00 

5.31 

0.0010 

0.0055 

13.96 

120 

106.04 

5.00 

5.30 

0.0010 

0.0069 

7.32 

120 

112.68 

5.00 

5.63 

0.0010 

0.0305 

12.67 

120 

107.33 

5.00 

5.37 

0.0010 

0.0204 

11.41 

120 

108.59 

5.00 

5.43 

0.0010 

0.0077 

10.83 

120 

109.17 

5.00 

5.46 

0.0010 

0.0031 

14.27 

120 

105.73 

5.00 

5.29 

0.0010 

0.0144 

13.18 

120 

106.82 

5.00 

5.34 

0.0010 

0.0212 

12.27 

120 

107.73 

5.00 

5.39 

0.0010 

0.0138 

11.63 

120 

108.37 

5.00 

5.42 

0.0010 

0.0806 

17.82 

120 

102.18 

5.00 

5.11 

0.0010 

0.0185 

16.04 

120 

103.96 

5.00 

5.20 

0.0010 

0.0100 

10.30 

120 

109.70 

5.00 

5.48 

0.0010 

0.0018 

13.56 

120 

106.44 

5.00 

5.32 

0.0010 

0.0097 

12.67 

120 

107.33 

5.00 

5.37 

0.0010 

0.0250 

10.40 

120 

109.60 

5.00 

5.48 

0.0010 

0.0447 

9.90 

120 

110.10 

5.00 

5.50 

0.0010 

0.0054 

15.93 

120 

104.07 

5.00 

5.20 

0.0010 

0.0126 

16.14 

120 

103.86 

5.00 

5.19 

0.0010 

0.0141 

7.86 

120 

112.14 

5.00 

5.61 

0.0010 

0.0078 

9.02 

120 

110.98 

5.00 

5.55 

0.0010 

0.0025 

10.83 

120 

109.17 

5.00 

5.46 

0.0010 

0.0805 

13.07 

120 

106.93 

5.00 

5.35 

0.0010 

0.0264 

13.52 

120 

106.48 

5.00 

5.32 

0.0010 

0.0380 

11.79 

120 

108.21 

5.00 

5.41 

0.0010 

0.0099 

15.16 

120 

104.84 

5.00 

5.24 

0.0010 

0.0004 

12.68 

120 

107.32 

5.00 

5.37 

0.0010 

0.0026 

16.09 

120 

103.91 

5.00 

5.20 

0.0010 

0.0067 

13.24 

120 

106.76 

5.00 

5.34 

0.0010 

0.0227 

9.51 

120 

110.49 

5.00 

5.52 

0.0010 

0.0008 

12.29 

120 

107.71 

5.00 

5.39 

0.0010 

0.0086 

16.61 

120 

103.39 

5.00 

5.17 

0.0010 

0.0081 

7.35 

120 

112.65 

5.00 

5.63 

0.0010 

0.0100 

16.03 

120 

103.97 

5.00 

5.20 

0.0010 

0.0342 

15.91 

120 

104.09 

5.00 

5.20 

0.0010 

0.0068 

14.20 

120 

105.80 

5.00 

5.29 

0.0010 

0.0195 

11.57 

120 

108.43 

5.00 

5.42 

0.0010 

0.0247 

12.47 

120 

107.53 

5.00 

5.38 

0.0010 

0.0018 

14.07 

120 

105.93 

5.00 

5.30 

0.0010 

0.0151 

16.32 

120 

103.68 

5.00 

5.18 

0.0010 

0.0213 

16.21 

120 

103.79 

5.00 

5.19 

0.0010 

0.0155 

9.64 

120 

110.36 

5.00 

5.52 

0.0010 

0.0538 

8.94 

120 

111.06 

5.00 

5.55 

0.0010 

0.0133 

13.18 

120 

106.82 

5.00 

5.34 

0.0010 

0.0253 

















































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



08004023 


Sanoti 


Sardarpura 


Sarkot 


Sat Mahuri 


Seedheriya 


Seengpuriya 


Seengpuriya Charanon Ka 


Sekri 


Selarpura Kalan 


Selarpura Khurd 


Semal Kheri 


Semli 


Sewana 


Sholi 


Siliya Kheri 


Sodalpuriya 


Sohanpur 


Takrawad 


Talab Khera 


Tanda 


Theekariya 


Uchwaniyan 


Udiya Kheri 


Umar Kheri 


Uthel 


Vanpura 


Veerawali 


Akiya 


Akodiya 



Ameenpur 


Amliya 


Anandpura 


Ank Kheri 


Anwali Kalan 


Anya Kheri 


Arniya 


Aru Kheri 


Awar 


Bajpura 


Bambori 


Bani 


Bar Kheri 


Bhagwatipura 


Bhaisajhar 


Bhaisani 


Bhaisariya 


Bhawanipura 


Bheemni 


Bhoor Kheri 


Binnayaga 


Census Code 


0829001203747300 


0829001303759700 


0829001303764700 


0829001303759600 


0829001203746500 


0829001203729900 


0829001303750300 


0829001203736100 


0829001203734900 


0829001203746700 


0829001303756200 


0829001203734400 


0829001303758500 


0829001303755900 


0829001303759200 


0829001203746400 


0829001203737100 


0829001203736000 


0829001303762100 


0829001303753600 


0829001203736400 


0829001303749900 


0829001303756800 


0829001203747500 


0829001303763300 


0829001303753400 


0829001303749400 


0832000504089900 


0832000604094500 


0832000604110400 


0832000504090100 


0832000504086900 


0832000504088000 


0832000504083300 


0832000604110800 


0832000504090000 


0832000604103200 


0832000504091300 


0832000504092900 


0832000504086800 


0832000504087100 


0832000504091600 


0832000604111500 


0832000504090300 


0832000704129900 


0832000504089000 


0832000704132000 


0832000504089400 


0832000504093300 


0832000604111400 


0832000504094200 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 


3.93 Fresh 


4.32 Fresh 


2.45 Fresh 


5.77 Fresh 


1.43 Fresh 


7.60 Fresh 


5.91 Fresh 


2.65 Fresh 


4.60 Fresh 


2.37 Fresh 


Sub Basin: Kali Sindh 






Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

8.05 

120 

111.95 

5.00 

5.60 

0.0010 

0.0361 

9.30 

120 

110.70 

5.00 

5.54 

0.0010 

0.0087 

12.31 

120 

107.69 

5.00 

5.38 

0.0010 

0.0226 

11.89 

120 

108.11 

5.00 

5.41 

0.0010 

0.0084 

12.24 

120 

107.76 

5.00 

5.39 

0.0010 

0.0117 

16.76 

120 

103.24 

5.00 

5.16 

0.0010 

0.0058 

12.35 

120 

107.65 

5.00 

5.38 

0.0010 

0.0092 

14.87 

120 

105.13 

5.00 

5.26 

0.0010 

0.0106 

15.98 

120 

104.02 

5.00 

5.20 

0.0010 

0.0115 

10.94 

120 

109.07 

5.00 

5.45 

0.0010 

0.0197 

12.72 

120 

107.28 

5.00 

5.36 

0.0010 

0.0128 

16.26 

120 

103.74 

5.00 

5.19 

0.0010 

0.0196 

12.00 

120 

108.00 

5.00 

5.40 

0.0010 

0.0686 

12.67 

120 

107.33 

5.00 

5.37 

0.0010 

0.0278 

12.74 

120 

107.26 

5.00 

5.36 

0.0010 

0.0161 

12.76 

120 

107.24 

5.00 

5.36 

0.0010 

0.0033 

14.41 

120 

105.59 

5.00 

5.28 

0.0010 

0.0234 

15.17 

120 

104.83 

5.00 

5.24 

0.0010 

0.0115 

11.18 

120 

108.82 

5.00 

5.44 

0.0010 

0.0014 

12.38 

120 

107.62 

5.00 

5.38 

0.0010 

0.0163 

15.98 

120 

104.02 

5.00 

5.20 

0.0010 

0.0126 

7.65 

120 

112.35 

5.00 

5.62 

0.0010 

0.0090 

12.48 

120 

107.52 

5.00 

5.38 

0.0010 

0.0123 

12.57 

120 

107.43 

5.00 

5.37 

0.0010 

0.0128 

12.27 

120 

107.73 

5.00 

5.39 

0.0010 

0.0227 

12.57 

120 

107.43 

5.00 

5.37 

0.0010 

0.0116 

10.89 

120 

109.11 

5.00 

5.46 

0.0010 

0.0406 


Non-command 

Deccan Traps 

3.93 

10.37 

90 

79.63 

5.00 

3.98 

0.0015 

0.0235 

Command 

Deccan Traps 

0.74 

12.23 

80 

67.77 

5.00 

3.39 

0.0015 

0.0037 

Non-command 

Deccan Traps 

0.67 

12.23 

80 

67.77 

5.00 

3.39 

0.0015 

0.0034 

Non-command 

Deccan Traps 

2.45 

20.59 

80 

59.41 

5.00 

2.97 

0.0015 

0.0109 

Non-command 

Deccan Traps 

5.77 

15.57 

90 

74.43 

5.00 

3.72 

0.0015 

0.0322 

Non-command 

Deccan Traps 

0.03 

13.23 

90 

76.77 

5.00 

3.84 

0.0015 

0.0002 

Non-command 

Deccan Traps 

7.60 

11.77 

90 

78.23 

5.00 

3.91 

0.0015 

0.0446 

Non-command 

Deccan Traps 

0.60 

14.34 

90 

75.66 

5.00 

3.78 

0.0015 

0.0034 

Command 

Deccan Traps 

0.10 

14.34 

90 

75.66 

5.00 

3.78 

0.0015 

0.0006 

Non-command 

Deccan Traps 

2.65 

17.84 

80 

62.16 

5.00 

3.11 

0.0015 

0.0124 

Non-command 

Deccan Traps 

4.60 

11.37 

90 

78.63 

5.00 

3.93 

0.0015 

0.0271 

Command 

Deccan Traps 

2.36 

10.70 

80 

69.30 

5.00 

3.46 

0.0015 

0.0123 

Non-command 

Deccan Traps 

0.00 

10.70 

80 

69.30 

5.00 

3.46 

0.0015 

0.0000 

Non-command 

Deccan Traps 

2.03 

15.40 

90 

74.60 

5.00 

3.73 

0.0015 

0.0114 

Non-command 

Deccan Traps 

3.65 

13.06 

90 

76.94 

5.00 

3.85 

0.0015 

0.0210 

Non-command 

Deccan Traps 

0.44 

10.75 

90 

79.25 

5.00 

3.96 

0.0015 

0.0026 

Non-command 

Deccan Traps 

1.61 

15.49 

90 

74.51 

5.00 

3.73 

0.0015 

0.0090 

Non-command 

Deccan Traps 

4.71 

15.56 

90 

74.44 

5.00 

3.72 

0.0015 

0.0263 

Non-command 

Deccan Traps 

3.18 

20.50 

80 

59.50 

5.00 

2.97 

0.0015 

0.0142 

Non-command 

Deccan Traps 

3.22 

13.40 

90 

76.60 

5.00 

3.83 

0.0015 

0.0185 

Non-command 

Deccan Traps 

4.12 

15.54 

90 

74.46 

5.00 

3.72 

0.0015 

0.0230 

Non-command 

Deccan Traps 

2.63 

12.88 

90 

77.12 

5.00 

3.86 

0.0015 

0.0152 

Non-command 

Deccan Traps 

1.80 

12.10 

90 

77.90 

5.00 

3.89 

0.0015 

0.0105 

Non-command 

Deccan Traps 

3.44 

11.66 

90 

78.34 

5.00 

3.92 

0.0015 

0.0202 

Non-command 

Deccan Traps 

3.44 

11.43 

90 

78.57 

5.00 

3.93 

0.0015 

0.0203 

Non-command 

Deccan Traps 

2.64 

20.56 

80 

59.44 

5.00 

2.97 

0.0015 

0.0118 

Non-command 

Deccan Traps 

19.03 

11.05 

90 

78.95 

5.00 

3.95 

0.0015 

0.1127 

























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Brahmali 


Chand Kheri 


Chandra Pura 


Chandrapura 


Chhan Ka Khera 


Chor Kheri 


Dabla Bhoj 


Deliya Kheri 


Deogarh 


Deori 


Dhabla Kheenchi 


Dhamanda Kalan 


Dhamanda Khurd 


Dhatooriya Kalan 


Dhatooriya Khurd 


Dobra 


Doli Sarna 


Fazilpur 


Gangaliya Kheri 


Gelana 


Gelani 


Ghata Kheri 


Ghughwa 


Govindpura 


Gunai 


Guradi 


Guradiya Joga 


Guradiya Kalan 


Guradiya Khurd 


Hanotiya Kotri 


Harmatya 


Harnawada 


Hatuniya 


Hatya Gaur 


Jajni 


Jalni 


Jaswantpura 


Jheejhani 


Jheekariya 


Census Code 


0832000504084300 


0832000604106600 


0832000504093600 


0832000604107300 


0832000504088300 


0832000504092300 


0832000604099600 


0832000504089700 


0832000504092000 


0832000704129400 


0832000504091000 


0832000504083700 


0832000604114900 


0832000504088900 


0832000504093900 


0832000504087300 


0832000604103800 


0832000704129500 


0832000704129600 


0832000604110700 


0832000604110900 


0832000504088600 


0832000704132500 


0832000704131400 


0832000504091800 


0832000604106900 


0832000604107100 


0832000604111000 


0832000504091100 


0832000604111200 


0832000704132100 


0832000704130500 


0832000504084400 


0832000504087200 


0832000504094300 


0832000504092400 


0832000604112200 


0832000504088100 


0832000704130600 


0832000504087600 


0832000504093700 


0832000504093800 


0832000504093400 


0832000504088700 


0832000604102900 


0832000504090200 


0832000504084500 



Zone (Fresh 
/ Saline) 


2.08 Fresh 


12.22 Fresh 


4.43 Fresh 


5.98 Fresh 


2.10 Fresh 


2.84 Fresh 


2.03 Fresh 


1.73 Fresh 


1.15 Fresh 


2.23 Fresh 


7.10 Fresh 


8.30 Fresh 



Kabeeri 


Kali Talai 


0832000504090500 


0832000704131200 


0832000504087800 


2.67 Fresh 


6.41 Fresh 


4.00 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Command 

Deccan Traps 

Command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Command 

Deccan Traps 

Non-command 

Deccan Traps 

Command 

Deccan Traps 

Non-command 

Deccan Traps 

Command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Command 

Deccan Traps 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.92 

90 

77.08 

5.00 

3.85 

0.0015 

0.0120 

17.00 

80 

63.00 

5.00 

3.15 

0.0015 

0.0326 

17.00 

80 

63.00 

5.00 

3.15 

0.0015 

0.0177 

10.12 

90 

79.88 

5.00 

3.99 

0.0015 

0.0265 

18.57 

80 

61.43 

5.00 

3.07 

0.0015 

0.0064 

18.57 

80 

61.43 

5.00 

3.07 

0.0015 

0.0118 

16.85 

90 

73.15 

5.00 

3.66 

0.0015 

0.0115 

13.12 

90 

76.88 

5.00 

3.84 

0.0015 

0.0164 

12.38 

80 

67.62 

5.00 

3.38 

0.0015 

0.0017 

11.83 

90 

78.17 

5.00 

3.91 

0.0015 

0.0102 

15.41 

90 

74.59 

5.00 

3.73 

0.0015 

0.0064 

15.78 

90 

74.22 

5.00 

3.71 

0.0015 

0.0115 

15.56 

90 

74.44 

5.00 

3.72 

0.0015 

0.0396 

12.75 

90 

77.25 

5.00 

3.86 

0.0015 

0.0001 

12.75 

90 

77.25 

5.00 

3.86 

0.0015 

0.0109 

11.44 

80 

68.56 

5.00 

3.43 

0.0015 

0.0018 

10.82 

90 

79.18 

5.00 

3.96 

0.0015 

0.0102 

13.13 

90 

76.87 

5.00 

3.84 

0.0015 

0.0075 

16.01 

90 

73.99 

5.00 

3.70 

0.0015 

0.0077 

17.27 

80 

62.73 

5.00 

3.14 

0.0015 

0.0011 

14.44 

90 

75.56 

5.00 

3.78 

0.0015 

0.0053 

13.30 

90 

76.70 

5.00 

3.83 

0.0015 

0.0028 

17.57 

80 

62.43 

5.00 

3.12 

0.0015 

0.0263 

17.30 

80 

62.70 

5.00 

3.14 

0.0015 

0.0130 

10.26 

90 

79.74 

5.00 

3.99 

0.0015 

0.0164 

7.26 

90 

82.74 

5.00 

4.14 

0.0015 

0.0174 

12.02 

90 

77.98 

5.00 

3.90 

0.0015 

0.0001 

15.80 

90 

74.20 

5.00 

3.71 

0.0015 

0.0183 

16.44 

80 

63.56 

5.00 

3.18 

0.0015 

0.0204 

18.90 

80 

61.10 

5.00 

3.06 

0.0015 

0.0257 

16.39 

80 

63.61 

5.00 

3.18 

0.0015 

0.0391 

15.47 

90 

74.53 

5.00 

3.73 

0.0015 

0.0247 

19.89 

80 

60.11 

5.00 

3.01 

0.0015 

0.0136 

6.66 

90 

83.34 

5.00 

4.17 

0.0015 

0.0168 

13.85 

90 

76.15 

5.00 

3.81 

0.0015 

0.0352 

13.06 

90 

76.94 

5.00 

3.85 

0.0015 

0.0084 

16.32 

90 

73.68 

5.00 

3.68 

0.0015 

0.0302 

10.08 

90 

79.92 

5.00 

4.00 

0.0015 

0.1056 

13.75 

90 

76.25 

5.00 

3.81 

0.0015 

0.0150 

18.53 

80 

61.47 

5.00 

3.07 

0.0015 

0.0147 

11.79 

90 

78.21 

5.00 

3.91 

0.0015 

0.0255 

11.24 

90 

78.76 

5.00 

3.94 

0.0015 

0.0349 

10.49 

90 

79.51 

5.00 

3.98 

0.0015 

0.0213 

10.11 

90 

79.89 

5.00 

3.99 

0.0015 

0.0129 

10.47 

90 

79.53 

5.00 

3.98 

0.0015 

0.0449 

12.24 

90 

77.76 

5.00 

3.89 

0.0015 

0.0129 

10.15 

90 

79.85 

5.00 

3.99 

0.0015 

0.0171 

23.41 

80 

56.59 

5.00 

2.83 

0.0015 

0.0105 

11.54 

90 

78.47 

5.00 

3.92 

0.0015 

0.0189 

12.28 

90 

77.72 

5.00 

3.89 

0.0015 

0.0002 

12.28 

90 

77.72 

5.00 

3.89 

0.0015 

0.0023 

12.28 

90 

77.72 

5.00 

3.89 

0.0015 

0.0167 

16.68 

90 

73.32 

5.00 

3.67 

0.0015 

0.0147 

11.66 

90 

78.34 

5.00 

3.92 

0.0015 

0.0001 

10.10 

90 

79.90 

5.00 

4.00 

0.0015 

0.0003 


























































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

10.10 

90 

79.90 

5.00 

4.00 

0.0015 

0.0237 

15.65 

90 

74.35 

5.00 

3.72 

0.0015 

0.0868 

12.72 

90 

77.28 

5.00 

3.86 

0.0015 

0.0101 

20.26 

80 

59.74 

5.00 

2.99 

0.0015 

0.0125 

20.17 

80 

59.83 

5.00 

2.99 

0.0015 

0.0000 

15.16 

90 

74.84 

5.00 

3.74 

0.0015 

0.0182 

12.86 

90 

77.14 

5.00 

3.86 

0.0015 

0.0163 

15.66 

90 

74.34 

5.00 

3.72 

0.0015 

0.0124 

19.73 

80 

60.27 

5.00 

3.01 

0.0015 

0.0220 

19.86 

80 

60.14 

5.00 

3.01 

0.0015 

0.0269 

19.96 

80 

60.04 

5.00 

3.00 

0.0015 

0.0099 

16.57 

80 

63.43 

5.00 

3.17 

0.0015 

0.0036 

16.57 

80 

63.43 

5.00 

3.17 

0.0015 

0.0011 

12.64 

90 

77.36 

5.00 

3.87 

0.0015 

0.0073 

15.80 

90 

74.20 

5.00 

3.71 

0.0015 

0.0314 

15.65 

90 

74.35 

5.00 

3.72 

0.0015 

0.0231 

15.50 

90 

74.50 

5.00 

3.72 

0.0015 

0.0137 

15.53 

90 

74.47 

5.00 

3.72 

0.0015 

0.0326 

18.08 

90 

71.92 

5.00 

3.60 

0.0015 

0.0256 

19.39 

80 

60.61 

5.00 

3.03 

0.0015 

0.0018 

19.39 

80 

60.61 

5.00 

3.03 

0.0015 

0.0072 

19.63 

80 

60.37 

5.00 

3.02 

0.0015 

0.0207 

12.56 

90 

77.44 

5.00 

3.87 

0.0015 

0.0585 

11.01 

90 

78.99 

5.00 

3.95 

0.0015 

0.0008 

11.01 

90 

78.99 

5.00 

3.95 

0.0015 

0.0126 

11.01 

90 

78.99 

5.00 

3.95 

0.0015 

0.0263 

15.18 

80 

64.82 

5.00 

3.24 

0.0015 

0.0001 

15.18 

80 

64.82 

5.00 

3.24 

0.0015 

0.0099 

12.88 

90 

77.12 

5.00 

3.86 

0.0015 

0.0097 

12.59 

90 

77.41 

5.00 

3.87 

0.0015 

0.0175 

20.37 

80 

59.63 

5.00 

2.98 

0.0015 

0.0308 

8.25 

90 

81.75 

5.00 

4.09 

0.0015 

0.0368 

17.05 

90 

72.95 

5.00 

3.65 

0.0015 

0.0458 

12.46 

90 

77.54 

5.00 

3.88 

0.0015 

0.0061 

12.46 

90 

77.54 

5.00 

3.88 

0.0015 

0.0082 

16.29 

90 

73.71 

5.00 

3.69 

0.0015 

0.0158 

14.21 

90 

75.79 

5.00 

3.79 

0.0015 

0.0147 

10.59 

90 

79.41 

5.00 

3.97 

0.0015 

0.0001 

14.15 

90 

75.85 

5.00 

3.79 

0.0015 

0.0223 

11.86 

90 

78.14 

5.00 

3.91 

0.0015 

0.0274 

11.66 

90 

78.34 

5.00 

3.92 

0.0015 

0.0000 

17.17 

90 

72.83 

5.00 

3.64 

0.0015 

0.0527 

10.62 

90 

79.38 

5.00 

3.97 

0.0015 

0.1334 

10.09 

90 

79.91 

5.00 

4.00 

0.0015 

0.0001 

10.09 

90 

79.91 

5.00 

4.00 

0.0015 

0.0291 

16.29 

90 

73.71 

5.00 

3.69 

0.0015 

0.0161 

12.00 

90 

78.00 

5.00 

3.90 

0.0015 

0.0024 

11.13 

90 

78.87 

5.00 

3.94 

0.0015 

0.0191 

11.13 

90 

78.87 

5.00 

3.94 

0.0015 

0.0310 

20.60 

80 

59.40 

5.00 

2.97 

0.0015 

0.0083 

17.15 

80 

62.85 

5.00 

3.14 

0.0015 

0.0135 

13.23 

90 

76.77 

5.00 

3.84 

0.0015 

0.0212 

10.80 

90 

79.20 

5.00 

3.96 

0.0015 

0.0002 

10.80 

90 

79.20 

5.00 

3.96 

0.0015 

0.0206 

15.30 

90 

74.70 

5.00 

3.73 

0.0015 

0.0211 









































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Naulai 


Nipaniya Hara 


Pagariya 


Parla 


Payra 


Peeplya Kalan 


Peeplya Khurd 


Pura 


Puwandla 


Raja Kheri 


Rajgarh 


Rajpura 


Ramay Dalpat 


Ramay Mahoo 


Ranayra 


Ratanpura 


Roopa Kheri 


Sagriya 


Salriya 


Samariya 


Saranga Khera 


Sarod 


Semla 


Semli 


Semli Jassa 


Semlibakta 


Shekhpura 


Silehgarh 


Silori 


Singhpur 


Sirpoi 


08004024 


Sujanpur 


Sunari 


Sunel 


Suwa Sara 


Theekariya 


Toongani 


Tulkya Kheri 


Udliya Kheri 


Umariya 


Vistuniya 


Anandpura 


Bajpura 


Bambori 


Bhawani Mandi (M) 


Census Code 


0832000604111700 


0832000504089300 


0832000504093100 


0832000704130100 


0832000504093200 


0832000704132600 


0832000704129300 


0832000604107000 


0832000704131900 


0832000604110500 


0832000504090400 


0832000504093500 


0832000604111900 


0832000604114800 


0832000504088500 


0832000504087000 


0832000604112000 


0832000504089500 


0832000504094400 


0832000604103000 


0832000704132300 


0832000504088400 


0832000604103900 


0832000504092700 


0832000504087500 


0832000504083900 


0832000504093000 


0832000504090600 


0832000604107700 


0832000504091400 


0832000604103400 


0832000704129700 


0832000604106700 


0832000604103100 


0832000604110600 


0832000504092100 


0832000504092200 


0832000604103300 


0832000604111100 


0832000704129200 


0832000504091500 


0832000504086900 


0832000504086800 


0832000504087100 


0832000543206000 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Command 

Deccan Traps 



8.53 Fresh 


5.24 Fresh 



11.27 Fresh 


3.56 Fresh 


1.99 Fresh 


25.83 Fresh 


2.31 Fresh 


1.99 Fresh 


2.18 Fresh 


1.47 Fresh 


5.74 Fresh 


8.96 Fresh 


3.41 Fresh 


1.43 Fresh 


4.43 Fresh 


5.51 Fresh 


4.23 Fresh 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

19.62 

80 

60.38 

5.00 

3.02 

0.0015 

0.0185 

12.37 

90 

77.63 

5.00 

3.88 

0.0015 

0.0188 

12.22 

90 

77.78 

5.00 

3.89 

0.0015 

0.0162 

13.57 

90 

76.43 

5.00 

3.82 

0.0015 

0.0615 

13.74 

90 

76.26 

5.00 

3.81 

0.0015 

0.0351 

15.58 

90 

74.42 

5.00 

3.72 

0.0015 

0.0006 

14.70 

90 

75.30 

5.00 

3.77 

0.0015 

0.0003 

18.03 

80 

61.97 

5.00 

3.10 

0.0015 

0.0091 

12.26 

90 

77.74 

5.00 

3.89 

0.0015 

0.0001 

19.60 

80 

60.40 

5.00 

3.02 

0.0015 

0.0220 

14.57 

90 

75.43 

5.00 

3.77 

0.0015 

0.0324 

10.74 

90 

79.26 

5.00 

3.96 

0.0015 

0.0258 

16.40 

80 

63.60 

5.00 

3.18 

0.0015 

0.0210 

13.99 

80 

66.01 

5.00 

3.30 

0.0015 

0.0137 

9.33 

90 

80.67 

5.00 

4.03 

0.0015 

0.0607 

13.70 

90 

76.30 

5.00 

3.81 

0.0015 

0.0326 

19.63 

80 

60.37 

5.00 

3.02 

0.0015 

0.0224 

12.60 

90 

77.40 

5.00 

3.87 

0.0015 

0.0281 

11.25 

90 

78.75 

5.00 

3.94 

0.0015 

0.0646 

16.61 

80 

63.39 

5.00 

3.17 

0.0015 

0.0391 

16.61 

80 

63.39 

5.00 

3.17 

0.0015 

0.0000 

16.69 

80 

63.31 

5.00 

3.17 

0.0015 

0.0010 

16.69 

80 

63.31 

5.00 

3.17 

0.0015 

0.0395 

16.84 

80 

63.16 

5.00 

3.16 

0.0015 

0.0184 

16.84 

80 

63.16 

5.00 

3.16 

0.0015 

0.0064 

9.26 

90 

80.74 

5.00 

4.04 

0.0015 

0.0099 

9.85 

90 

80.15 

5.00 

4.01 

0.0015 

0.0967 

21.22 

80 

58.78 

5.00 

2.94 

0.0015 

0.0005 

15.60 

90 

74.40 

5.00 

3.72 

0.0015 

0.0106 

12.96 

90 

77.04 

5.00 

3.85 

0.0015 

0.0161 

13.42 

90 

76.58 

5.00 

3.83 

0.0015 

0.0116 

15.82 

90 

74.18 

5.00 

3.71 

0.0015 

0.0139 

18.04 

90 

71.96 

5.00 

3.60 

0.0015 

0.0331 

20.60 

80 

59.40 

5.00 

2.97 

0.0015 

0.0100 

14.86 

90 

75.14 

5.00 

3.76 

0.0015 

0.0656 

17.87 

80 

62.13 

5.00 

3.11 

0.0015 

0.0432 

17.87 

80 

62.13 

5.00 

3.11 

0.0015 

0.0031 

13.88 

90 

76.12 

5.00 

3.81 

0.0015 

0.0323 

13.88 

90 

76.12 

5.00 

3.81 

0.0015 

0.0264 

12.24 

90 

77.76 

5.00 

3.89 

0.0015 

0.0184 

14.88 

80 

65.12 

5.00 

3.26 

0.0015 

0.0097 

11.71 

80 

68.29 

5.00 

3.41 

0.0015 

0.1154 

11.71 

80 

68.29 

5.00 

3.41 

0.0015 

0.0000 

19.74 

80 

60.26 

5.00 

3.01 

0.0015 

0.0104 

14.93 

90 

75.07 

5.00 

3.75 

0.0015 

0.0112 

14.14 

90 

75.86 

5.00 

3.79 

0.0015 

0.0124 

13.21 

80 

66.79 

5.00 

3.34 

0.0015 

0.0073 

13.21 

80 

66.79 

5.00 

3.34 

0.0015 

0.0001 

19.04 

80 

60.96 

5.00 

3.05 

0.0015 

0.0263 

15.96 

90 

74.04 

5.00 

3.70 

0.0015 

0.0437 

15.17 

90 

74.83 

5.00 

3.74 

0.0015 

0.0191 

13.23 

90 

76.77 

5.00 

3.84 

0.0015 

0.0080 

10.75 

90 

79.25 

5.00 

3.96 

0.0015 

0.0237 

15.49 

90 

74.51 

5.00 

3.73 

0.0015 

0.0218 

9.43 

90 

80.57 

5.00 

4.03 

0.0015 

0.0256 























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



08004025 


Deori 


Deoriya 


Era Khera 


Eri 


Gangpura 


Guradiya Bharta 


Guradiya Joga 


Guradiya Mana 


Gurha 


Kanar Kheri 


Khandar 


Khoti 


Kothala 


Kundi Khera 


Lambi 


Lasooriya 


Malakhera 


Malikhera 


Mandvi 


Moya Khera 


Muglana 


Narayan Khera 


Nipaniya Uda 


Nirdhari 


Pachpahar 


Padasali 


Paliya Kheri 


Ratanpura 


Sangali 


Sarkanya 


Sarod 


Sooliya 


Alipur 


Bani Kheri 


Bardiya 


Bhaisariya 


Binnayaga 


Birma Kheri 


Chak Semli 


Chhan 


Dabla Bhoj 


Dag 


Daryaopura 


Deogarh 


Dhabla 


Dhatooriya 


Dobra 


Dori 


Fatehpur 


Fazilpur 


Gagurni 


Ghati 


Govindpura 


Census Code 


0832000504087300 


0832000504085000 


0832000504085100 


0832000504085200 


0832000504084100 


0832000504085700 


0832000504087200 


0832000504086200 


0832000504086600 


0832000504086000 


0832000504086500 


0832000504085500 


0832000504086400 


0832000504084800 


0832000509905100 


0832000504084200 


0832000504086700 


0832000509905200 


0832000504084900 


0832000504084700 


0832000509905300 


0832000504085800 


0832000504085600 


0832000504086100 


0832000509905400 


0832000504085300 


0832000504085900 


0832000504087000 


0832000504085400 


0832000504086300 


0832000504088400 


0832000504084000 


0832000604115900 


0832000704134400 


0832000704130800 


0832000704132000 


0832000504094200 


0832000704134900 


0832000604115000 


0832000704135100 


0832000604114900 


0832000704133900 


0832000704134000 


0832000504093900 


0832000704131000 


0832000704131300 


0832000704135200 


0832000704135000 


0832000604116200 


0832000704131400 


0832000704130900 


0832000704134200 


0832000704132100 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 


Command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 


Command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

16.01 

90 

73.99 

5.00 

3.70 

0.0015 

0.0005 

13.39 

90 

76.61 

5.00 

3.83 

0.0015 

0.0242 

13.80 

90 

76.20 

5.00 

3.81 

0.0015 

0.0096 

13.74 

90 

76.26 

5.00 

3.81 

0.0015 

0.0094 

11.19 

90 

78.81 

5.00 

3.94 

0.0015 

0.0275 

20.08 

90 

69.92 

5.00 

3.50 

0.0015 

0.0267 

16.32 

90 

73.68 

5.00 

3.68 

0.0015 

0.0085 

18.60 

90 

71.40 

5.00 

3.57 

0.0015 

0.0302 

12.13 

90 

77.87 

5.00 

3.89 

0.0015 

0.0475 

21.53 

90 

68.47 

5.00 

3.42 

0.0015 

0.0096 

12.96 

90 

77.04 

5.00 

3.85 

0.0015 

0.0083 

11.61 

90 

78.39 

5.00 

3.92 

0.0015 

0.0060 

13.92 

90 

76.08 

5.00 

3.80 

0.0015 

0.0238 

12.88 

90 

77.12 

5.00 

3.86 

0.0015 

0.0376 

14.18 

90 

75.82 

5.00 

3.79 

0.0015 

0.0122 

12.46 

90 

77.54 

5.00 

3.88 

0.0015 

0.0079 

12.46 

90 

77.54 

5.00 

3.88 

0.0015 

0.0007 

10.62 

90 

79.38 

5.00 

3.97 

0.0015 

0.0257 

15.57 

90 

74.43 

5.00 

3.72 

0.0015 

0.0087 

11.66 

90 

78.34 

5.00 

3.92 

0.0015 

0.0400 

11.13 

90 

78.87 

5.00 

3.94 

0.0015 

0.0004 

13.90 

90 

76.10 

5.00 

3.81 

0.0015 

0.0215 

23.28 

90 

66.72 

5.00 

3.34 

0.0015 

0.0473 

11.36 

90 

78.64 

5.00 

3.93 

0.0015 

0.0093 

19.47 

90 

70.53 

5.00 

3.53 

0.0015 

0.0059 

11.25 

90 

78.75 

5.00 

3.94 

0.0015 

0.0506 

13.68 

90 

76.32 

5.00 

3.82 

0.0015 

0.0181 

23.03 

90 

66.97 

5.00 

3.35 

0.0015 

0.0100 

13.70 

90 

76.30 

5.00 

3.81 

0.0015 

0.0035 

15.23 

90 

74.77 

5.00 

3.74 

0.0015 

0.0100 

14.81 

90 

75.19 

5.00 

3.76 

0.0015 

0.0284 

9.85 

90 

80.15 

5.00 

4.01 

0.0015 

0.0262 

13.88 

90 

76.12 

5.00 

3.81 

0.0015 

0.0049 

13.88 

90 

76.12 

5.00 

3.81 

0.0015 

0.0000 

9.97 

80 

70.03 

5.00 

3.50 

0.0015 

0.0124 

13.41 

90 

76.59 

5.00 

3.83 

0.0015 

0.0289 

11.11 

90 

78.89 

5.00 

3.94 

0.0015 

0.0685 

12.10 

90 

77.90 

5.00 

3.89 

0.0015 

0.0306 

11.05 

90 

78.95 

5.00 

3.95 

0.0015 

0.0037 

13.32 

90 

76.68 

5.00 

3.83 

0.0015 

0.0387 

9.41 

80 

70.59 

5.00 

3.53 

0.0015 

0.0001 

13.10 

90 

76.90 

5.00 

3.84 

0.0015 

0.0547 

11.44 

80 

68.56 

5.00 

3.43 

0.0015 

0.0543 

20.19 

90 

69.81 

5.00 

3.49 

0.0015 

0.0020 

14.15 

90 

75.85 

5.00 

3.79 

0.0015 

0.0272 

13.13 

90 

76.87 

5.00 

3.84 

0.0015 

0.0002 

11.62 

90 

78.39 

5.00 

3.92 

0.0015 

0.0245 

11.97 

90 

78.03 

5.00 

3.90 

0.0015 

0.0256 

14.60 

90 

75.40 

5.00 

3.77 

0.0015 

0.0363 

12.80 

90 

77.20 

5.00 

3.86 

0.0015 

0.0418 

12.10 

80 

67.90 

5.00 

3.40 

0.0015 

0.0151 

12.02 

90 

77.98 

5.00 

3.90 

0.0015 

0.0299 

11.69 

90 

78.31 

5.00 

3.92 

0.0015 

0.0311 

11.14 

90 

78.86 

5.00 

3.94 

0.0015 

0.0402 

6.66 

90 

83.34 

5.00 

4.17 

0.0015 

0.0395 











































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



08004026 


Guradiya Kalan 


Harnawada Gaja 


Harnawda Peetha 


Jajni 


Kabeeri 


Karanpura 


Keloo Khera 


Khera 


Kundiya 


Luhariya 


Mahuri Khera 


Mangwaliya 


Moru Kheri 


Nagar 


Nahar Ghatti 


Nandpur 


Parasli 


Peepaliya 


Puwandla 


Ramay Dalpat 


Ramay Mahoo 


Sakatpura 


Salriya 


Saranga Khera 


Semli Chauhan 


Shekhpur 


Sikandarpura 


Tokra 


Akodiya 


Amarpura 


Amliya Kheri 


Amrit Kheri 


Anandpura 


Antraliya 


Anwali Kalan 


Aranya Kalan 


Aranya Khurd 


Aroliya 


Azampur 


Badarkhan 


Bakani Khurd 


Balgarh 


Banda 


Bansya Heri 


Baori Khera Antri 


Baori Khera Kalan 


Barkheri Jadeed 


Census Code 


0832000504094300 


0832000604116000 


0832000604116100 


0832000504093800 


0832000704131200 


0832000704131100 


0832000704134600 


0832000504094100 


0832000704130700 


0832000704131800 


0832000704134100 


0832000704134300 


0832000504094000 


0832000604111800 


0832000704134700 


0832000704131700 


0832000704134500 


0832000604115100 


0832000704131900 


0832000604111900 


0832000604114800 


0832000704134800 


0832000704131600 


0832000704132300 


0832000604115800 


0832000704131500 


0832000704132200 


0832000704135300 


0832000604094500 


0830000403830500 


0832000504080800 


0830000403832700 


0832000504083000 


0830000403826600 


0832000504083300 


0830000403833300 


0830000403830800 


0832000504081700 


0832000604098500 


0830000403827300 


0832000504083400 


0832000203998800 


0830000403831700 


0830000403831100 


0832000203999300 


0832000204010000 


0832000604098700 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Command 

Deccan Traps 



7.46 Fresh 



4.85 Fresh 


3.41 Fresh 


1.31 Fresh 


2.85 Fresh 


3.03 Fresh 


5.91 Fresh 



4.45 Fresh 


2.44 Fresh 


8.98 Fresh 


5.65 Fresh 


0.55 Fresh 


4.12 Fresh 


2.25 Fresh 


3.52 Fresh 


7.12 Fresh 


1.93 Fresh 


4.53 Fresh 


4.42 Fresh 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Limestone 


Deccan Traps 


Limestone 


Deccan Traps 


Limestone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Limestone 


Limestone 


Deccan Traps 


Deccan Traps 


Limestone 


Deccan Traps 


Deccan Traps 


Limestone 


Limestone 


Limestone 


Limestone 


Deccan Traps 


Deccan Traps 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

10.08 

90 

79.92 

5.00 

4.00 

0.0015 

0.0128 

10.71 

80 

69.29 

5.00 

3.46 

0.0015 

0.0391 

11.09 

80 

68.91 

5.00 

3.45 

0.0015 

0.0246 

10.47 

90 

79.53 

5.00 

3.98 

0.0015 

0.0155 

11.66 

90 

78.34 

5.00 

3.92 

0.0015 

0.0376 

11.79 

90 

78.21 

5.00 

3.91 

0.0015 

0.0281 

13.44 

90 

76.56 

5.00 

3.83 

0.0015 

0.0365 

12.56 

90 

77.44 

5.00 

3.87 

0.0015 

0.0075 

12.59 

90 

77.41 

5.00 

3.87 

0.0015 

0.0204 

12.72 

90 

77.28 

5.00 

3.86 

0.0015 

0.0782 

10.59 

90 

79.41 

5.00 

3.97 

0.0015 

0.0004 

9.73 

90 

80.27 

5.00 

4.01 

0.0015 

0.0338 

12.00 

90 

78.00 

5.00 

3.90 

0.0015 

0.0170 

17.15 

80 

62.85 

5.00 

3.14 

0.0015 

0.0003 

13.43 

90 

76.57 

5.00 

3.83 

0.0015 

0.0476 

13.32 

90 

76.68 

5.00 

3.83 

0.0015 

0.0369 

13.44 

90 

76.56 

5.00 

3.83 

0.0015 

0.0332 

8.85 

80 

71.15 

5.00 

3.56 

0.0015 

0.0000 

12.26 

90 

77.74 

5.00 

3.89 

0.0015 

0.0557 

16.40 

80 

63.60 

5.00 

3.18 

0.0015 

0.0056 

13.99 

80 

66.01 

5.00 

3.30 

0.0015 

0.0161 

13.39 

90 

76.61 

5.00 

3.83 

0.0015 

0.0263 

12.55 

90 

77.45 

5.00 

3.87 

0.0015 

0.0287 

9.26 

90 

80.74 

5.00 

4.04 

0.0015 

0.0000 

9.89 

80 

70.11 

5.00 

3.51 

0.0015 

0.0326 

12.19 

90 

77.81 

5.00 

3.89 

0.0015 

0.0205 

7.18 

90 

82.82 

5.00 

4.14 

0.0015 

0.0084 

17.20 

90 

72.80 

5.00 

3.64 

0.0015 

0.0240 

12.23 

80 

67.77 

5.00 

3.39 

0.0015 

0.0147 

12.23 

80 

67.77 

5.00 

3.39 

0.0015 

0.0001 

13.69 

90 

76.31 

5.00 

3.82 

0.0015 

0.0005 

13.69 

90 

76.31 

5.00 

3.82 

0.0015 

0.0012 

13.69 

90 

76.31 

5.00 

3.82 

0.0015 

0.0411 

13.77 

90 

76.23 

15.00 

11.44 

0.0020 

0.1109 

14.37 

90 

75.63 

5.00 

3.78 

0.0015 

0.0193 

12.53 

90 

77.47 

15.00 

11.62 

0.0020 

0.0304 

17.14 

90 

72.86 

5.00 

3.64 

0.0015 

0.0156 

17.00 

90 

73.00 

15.00 

10.95 

0.0020 

0.0663 

14.34 

90 

75.66 

5.00 

3.78 

0.0015 

0.0264 

14.34 

90 

75.66 

5.00 

3.78 

0.0015 

0.0032 

14.81 

90 

75.19 

5.00 

3.76 

0.0015 

0.0072 

14.81 

90 

75.19 

5.00 

3.76 

0.0015 

0.0129 

14.22 

90 

75.78 

15.00 

11.37 

0.0020 

0.1011 

10.96 

90 

79.04 

15.00 

11.86 

0.0020 

0.0578 

10.37 

90 

79.63 

5.00 

3.98 

0.0015 

0.0537 

7.86 

80 

72.14 

5.00 

3.61 

0.0015 

0.0003 

11.25 

90 

78.75 

15.00 

11.81 

0.0020 

0.0130 

13.89 

90 

76.11 

5.00 

3.81 

0.0015 

0.0024 

13.89 

90 

76.11 

5.00 

3.81 

0.0015 

0.0211 

10.92 

90 

79.08 

15.00 

11.86 

0.0020 

0.0440 

10.73 

90 

79.27 

15.00 

11.89 

0.0020 

0.0837 

14.18 

90 

75.82 

15.00 

11.37 

0.0020 

0.1619 

14.76 

90 

75.24 

15.00 

11.29 

0.0020 

0.0292 

11.62 

90 

78.38 

5.00 

3.92 

0.0015 

0.0266 

12.67 

80 

67.33 

5.00 

3.37 

0.0015 

0.0163 



























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Barodiya Antari 


Beer Mandi 


Bhandar 


Bhanya Kheri 


Bhaopura 


Bhatkhera Kalan 


Bhatkhera Khurd 


Bhilwara 


Bhilwari 


Binolai 


Biriya Kheri Khurd 


Bishanya Kheri 


Boliya Bujurg 


Boodhan Kheri 


Bor Kheri 


Borda 


Borkheri Khurd 


Brindawan 


Budhanpur 


Chachhalai 


Chachhalao 


Chandra Pura 


Chhori 


Deengasi 


Deoli Khurd 


Devri 


Dhabla 


Dhabla Kheenchi 


Dhabli Khurd 


Dhamaniya 


Dhanwas 


Dharmachya Kheri 


Dharnawad 


Dod Kheri 


Dola 


Dubaliya 


Duhniya 


Durgpura 


Durjanpura 


Fozal Pura 


Census Code 


0830000403827800 


0830000403828000 


0832000604101300 


0832000604096400 


0830000403831600 


0832000604096000 


0832000604094900 


0832000204002400 


0832000504081600 


0832000204003200 


0832000204003500 


0830000403830300 


0832000604106600 


0830000403829400 


0832000604104600 


0832000604107300 


0832000604095300 


0832000203998700 


0832000504080700 


0832000604099300 


0832000604099100 


0832000604099600 


0832000604107600 


0830000403827200 


0830000403831500 


0832000204003100 


0832000604095600 


0832000604103800 


0832000204010200 


0832000604101200 


0832000203997700 


0832000604104700 


0830000403832100 


0830000403831800 


0832000604107800 


0832000604098900 


0830000403826100 


0832000203999100 


0830000403830600 


0832000203999400 



Zone (Fresh 
/ Saline) 


3.40 Fresh 


2.01 Fresh 


3.54 Fresh 


3.12 Fresh 


2.89 Fresh 


3.25 Fresh 


1.31 Fresh 


5.49 Fresh 


7.56 Fresh 




4.89 Fresh 


2.03 Fresh 


8.43 Fresh 



2.67 Fresh 


6.78 Fresh 


5.28 Fresh 


2.48 Fresh 


10.31 Fresh 



3.85 Fresh 


3.76 Fresh 


3.54 Fresh 


1.79 Fresh 


11.33 Fresh 


1.39 Fresh 


7.92 Fresh 


4.44 Fresh 


6.71 Fresh 


10.88 Fresh 


2.71 Fresh 


2.71 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Limestone 

Non-command 

Limestone 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Limestone 

Non-command 

Deccan Traps 

Command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Limestone 

Non-command 

Bhander Sandstone 

Non-command 

Limestone 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Limestone 

Command 

Deccan Traps 

Non-command 

Limestone 

Non-command 

Deccan Traps 

Command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Limestone 

Non-command 

Deccan Traps 

Command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Command 

Deccan Traps 

Command 

Deccan Traps 

Non-command 

Deccan Traps 

Command 

Deccan Traps 

Non-command 

Deccan Traps 

Command 

Deccan Traps 

Non-command 

Limestone 

Non-command 

Limestone 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Command 

Deccan Traps 

Non-command 

Deccan Traps 

Command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Bhander Sandstone 

Non-command 

Limestone 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Limestone 

Non-command 

Limestone 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Limestone 

Non-command 

Bhander Sandstone 

Non-command 

Limestone 

Non-command 

Limestone 

Non-command 

Limestone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

9.12 

90 

80.88 

15.00 

12.13 

0.0020 

0.0669 

11.45 

90 

78.55 

15.00 

11.78 

0.0020 

0.0474 

7.70 

80 

72.30 

5.00 

3.62 

0.0015 

0.0008 

14.09 

80 

65.91 

5.00 

3.30 

0.0015 

0.0154 

14.29 

90 

75.71 

15.00 

11.36 

0.0020 

0.0658 

7.86 

80 

72.14 

5.00 

3.61 

0.0015 

0.0176 

10.27 

80 

69.73 

5.00 

3.49 

0.0015 

0.0050 

10.27 

80 

69.73 

5.00 

3.49 

0.0015 

0.0019 

13.84 

90 

76.16 

5.00 

3.81 

0.0015 

0.0314 

10.15 

90 

79.85 

5.00 

3.99 

0.0015 

0.0295 

10.15 

90 

79.85 

15.00 

11.98 

0.0020 

0.0630 

9.19 

90 

80.81 

10.00 

8.08 

0.0020 

0.0974 

9.19 

90 

80.81 

15.00 

12.12 

0.0020 

0.0663 

13.39 

90 

76.61 

5.00 

3.83 

0.0015 

0.0167 

13.00 

90 

77.00 

5.00 

3.85 

0.0015 

0.0056 

15.18 

90 

74.83 

15.00 

11.22 

0.0020 

0.0527 

17.00 

80 

63.00 

5.00 

3.15 

0.0015 

0.0074 

19.41 

90 

70.59 

15.00 

10.59 

0.0020 

0.0051 

17.47 

80 

62.53 

5.00 

3.13 

0.0015 

0.0210 

18.57 

80 

61.43 

5.00 

3.07 

0.0015 

0.0093 

14.23 

80 

65.77 

5.00 

3.29 

0.0015 

0.0147 

8.86 

90 

81.14 

15.00 

12.17 

0.0020 

0.0288 

15.03 

90 

74.97 

5.00 

3.75 

0.0015 

0.0260 

10.82 

80 

69.18 

5.00 

3.46 

0.0015 

0.0037 

10.82 

80 

69.18 

5.00 

3.46 

0.0015 

0.0085 

10.68 

80 

69.32 

5.00 

3.47 

0.0015 

0.0254 

12.38 

80 

67.62 

5.00 

3.38 

0.0015 

0.0086 

19.88 

80 

60.12 

5.00 

3.01 

0.0015 

0.0016 

19.88 

80 

60.12 

5.00 

3.01 

0.0015 

0.0353 

12.75 

90 

77.25 

5.00 

3.86 

0.0015 

0.0004 

12.75 

90 

77.25 

5.00 

3.86 

0.0015 

0.0008 

12.75 

90 

77.25 

5.00 

3.86 

0.0015 

0.0360 

11.45 

90 

78.55 

15.00 

11.78 

0.0020 

0.0629 

15.31 

90 

74.69 

15.00 

11.20 

0.0020 

0.1518 

10.28 

90 

79.72 

5.00 

3.99 

0.0015 

0.0194 

10.71 

80 

69.29 

5.00 

3.46 

0.0015 

0.0129 

17.27 

80 

62.73 

5.00 

3.14 

0.0015 

0.0238 

17.27 

80 

62.73 

5.00 

3.14 

0.0015 

0.0236 

17.72 

80 

62.28 

5.00 

3.11 

0.0015 

0.0053 

17.72 

80 

62.28 

5.00 

3.11 

0.0015 

0.0203 

12.12 

90 

77.88 

5.00 

3.89 

0.0015 

0.0225 

7.93 

80 

72.07 

5.00 

3.60 

0.0015 

0.0000 

9.56 

90 

80.44 

10.00 

8.04 

0.0020 

0.0459 

9.56 

90 

80.44 

15.00 

12.07 

0.0020 

0.0166 

11.82 

80 

68.18 

5.00 

3.41 

0.0015 

0.0032 

12.11 

90 

77.89 

5.00 

3.89 

0.0015 

0.0280 

12.11 

90 

77.89 

15.00 

11.68 

0.0020 

0.1529 

10.63 

90 

79.37 

15.00 

11.91 

0.0020 

0.0330 

21.84 

80 

58.16 

5.00 

2.91 

0.0015 

0.0061 

14.43 

80 

65.57 

5.00 

3.28 

0.0015 

0.0218 

13.87 

90 

76.14 

15.00 

11.42 

0.0020 

0.0000 

12.42 

90 

77.58 

10.00 

7.76 

0.0020 

0.0780 

12.42 

90 

77.58 

15.00 

11.64 

0.0020 

0.1161 

11.67 

90 

78.33 

15.00 

11.75 

0.0020 

0.0636 

16.50 

90 

73.50 

15.00 

11.03 

0.0020 

0.0233 



































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Deccan Traps 


Deccan Traps 


Limestone 


Deccan Traps 


Deccan Traps 


Limestone 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Limestone 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Limestone 


Deccan Traps 


Limestone 


Limestone 


Limestone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Limestone 


Limestone 


Bhander Sandstone 


Limestone 


Deccan Traps 


Deccan Traps 


Limestone 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Limestone 


Limestone 


Limestone 


Deccan Traps 


Limestone 


Deccan Traps 


Limestone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Limestone 


Deccan Traps 


Limestone 


Deccan Traps 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

9.52 

80 

70.48 

5.00 

3.52 

0.0015 

0.0120 

11.93 

90 

78.07 

5.00 

3.90 

0.0015 

0.0161 

10.37 

90 

79.63 

15.00 

11.95 

0.0020 

0.1201 

13.69 

90 

76.31 

5.00 

3.82 

0.0015 

0.0205 

12.42 

80 

67.58 

5.00 

3.38 

0.0015 

0.0165 

16.36 

90 

73.64 

15.00 

11.05 

0.0020 

0.0176 

17.17 

90 

72.83 

5.00 

3.64 

0.0015 

0.0427 

11.36 

90 

78.64 

10.00 

7.86 

0.0020 

0.0245 

16.92 

90 

73.08 

5.00 

3.65 

0.0015 

0.0559 

10.32 

90 

79.68 

15.00 

11.95 

0.0020 

0.0066 

11.32 

80 

68.68 

5.00 

3.43 

0.0015 

0.0075 

15.28 

90 

74.72 

5.00 

3.74 

0.0015 

0.0402 

11.81 

90 

78.19 

10.00 

7.82 

0.0020 

0.0028 

11.81 

90 

78.19 

15.00 

11.73 

0.0020 

0.0263 

11.92 

90 

78.08 

5.00 

3.90 

0.0015 

0.0029 

11.92 

90 

78.08 

15.00 

11.71 

0.0020 

0.0857 

15.21 

90 

74.79 

15.00 

11.22 

0.0020 

0.0006 

13.76 

90 

76.24 

15.00 

11.44 

0.0020 

0.0226 

13.17 

90 

76.83 

5.00 

3.84 

0.0015 

0.0096 

11.75 

90 

78.25 

5.00 

3.91 

0.0015 

0.0311 

14.55 

90 

75.45 

5.00 

3.77 

0.0015 

0.0160 

14.55 

90 

75.45 

5.00 

3.77 

0.0015 

0.0000 

10.18 

80 

69.82 

5.00 

3.49 

0.0015 

0.0210 

13.41 

80 

66.59 

5.00 

3.33 

0.0015 

0.0180 

8.43 

90 

81.57 

5.00 

4.08 

0.0015 

0.0257 

8.29 

80 

71.71 

5.00 

3.59 

0.0015 

0.0004 

18.88 

80 

61.12 

5.00 

3.06 

0.0015 

0.0016 

18.88 

80 

61.12 

5.00 

3.06 

0.0015 

0.0031 

18.22 

80 

61.78 

5.00 

3.09 

0.0015 

0.0084 

18.22 

80 

61.78 

5.00 

3.09 

0.0015 

0.0158 

4.98 

90 

85.02 

15.00 

12.75 

0.0020 

0.0860 

14.21 

90 

75.79 

15.00 

11.37 

0.0020 

0.0640 

9.81 

90 

80.19 

10.00 

8.02 

0.0020 

0.0033 

13.05 

90 

76.95 

15.00 

11.54 

0.0020 

0.0659 

19.41 

80 

60.59 

5.00 

3.03 

0.0015 

0.0578 

13.05 

90 

76.95 

5.00 

3.85 

0.0015 

0.0146 

13.05 

90 

76.95 

15.00 

11.54 

0.0020 

0.0512 

23.41 

80 

56.59 

5.00 

2.83 

0.0015 

0.0022 

14.98 

90 

75.02 

10.00 

7.50 

0.0020 

0.0000 

13.53 

90 

76.47 

5.00 

3.82 

0.0015 

0.0155 

10.04 

90 

79.96 

15.00 

11.99 

0.0020 

0.0094 

10.98 

90 

79.02 

15.00 

11.85 

0.0020 

0.0156 

6.92 

90 

83.08 

15.00 

12.46 

0.0020 

0.2323 

9.98 

80 

70.02 

5.00 

3.50 

0.0015 

0.0019 

11.43 

90 

78.57 

15.00 

11.79 

0.0020 

0.0478 

12.30 

90 

77.70 

5.00 

3.89 

0.0015 

0.0195 

12.30 

90 

77.70 

15.00 

11.66 

0.0020 

0.4800 

15.17 

80 

64.83 

5.00 

3.24 

0.0015 

0.0266 

13.54 

80 

66.46 

5.00 

3.32 

0.0015 

0.0717 

12.81 

90 

77.19 

5.00 

3.86 

0.0015 

0.0210 

12.12 

90 

77.88 

5.00 

3.89 

0.0015 

0.0061 

12.12 

90 

77.88 

15.00 

11.68 

0.0020 

0.1249 

11.70 

90 

78.30 

5.00 

3.91 

0.0015 

0.0001 

11.70 

90 

78.30 

15.00 

11.74 

0.0020 

0.1079 

7.52 

80 

72.48 

5.00 

3.62 

0.0015 

0.0182 











































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Deccan Traps 


Deccan Traps 


Limestone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Limestone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Limestone 


Deccan Traps 


Limestone 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Limestone 


Limestone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Limestone 


Limestone 


Limestone 


Deccan Traps 


Deccan Traps 


Limestone 


Bhander Sandstone 


Limestone 


Deccan Traps 


Deccan Traps 


Limestone 


Limestone 


Deccan Traps 


Limestone 


Limestone 


Deccan Traps 


Deccan Traps 


Limestone 


Limestone 


Deccan Traps 


Bhander Sandstone 


Limestone 


Deccan Traps 


Limestone 


Deccan Traps 


Limestone 


Limestone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

10.40 

80 

69.60 

5.00 

3.48 

0.0015 

0.0129 

10.40 

80 

69.60 

5.00 

3.48 

0.0015 

0.0012 

14.51 

90 

75.49 

15.00 

11.32 

0.0020 

0.0270 

12.78 

90 

77.22 

5.00 

3.86 

0.0015 

0.0337 

11.90 

80 

68.10 

5.00 

3.40 

0.0015 

0.0064 

13.32 

90 

76.68 

5.00 

3.83 

0.0015 

0.0112 

16.54 

80 

63.46 

5.00 

3.17 

0.0015 

0.0219 

16.55 

80 

63.45 

5.00 

3.17 

0.0015 

0.0087 

18.17 

90 

71.83 

15.00 

10.77 

0.0020 

0.0043 

12.65 

80 

67.35 

5.00 

3.37 

0.0015 

0.0152 

8.97 

80 

71.03 

5.00 

3.55 

0.0015 

0.0001 

8.97 

80 

71.03 

5.00 

3.55 

0.0015 

0.0157 

20.17 

80 

59.83 

5.00 

2.99 

0.0015 

0.0207 

20.17 

80 

59.83 

5.00 

2.99 

0.0015 

0.0001 

12.86 

90 

77.14 

5.00 

3.86 

0.0015 

0.0027 

12.86 

90 

77.14 

15.00 

11.57 

0.0020 

0.0005 

12.99 

80 

67.01 

5.00 

3.35 

0.0015 

0.0001 

18.13 

90 

71.87 

15.00 

10.78 

0.0020 

0.0781 

13.86 

90 

76.14 

5.00 

3.81 

0.0015 

0.0127 

14.91 

90 

75.09 

5.00 

3.75 

0.0015 

0.0410 

8.18 

90 

81.82 

10.00 

8.18 

0.0020 

0.0906 

8.18 

90 

81.82 

15.00 

12.27 

0.0020 

0.0625 

8.48 

90 

81.52 

15.00 

12.23 

0.0020 

0.0901 

17.26 

90 

72.74 

5.00 

3.64 

0.0015 

0.0061 

17.26 

90 

72.74 

5.00 

3.64 

0.0015 

0.0085 

7.63 

90 

82.37 

5.00 

4.12 

0.0015 

0.0017 

17.02 

90 

72.98 

5.00 

3.65 

0.0015 

0.0090 

7.88 

90 

82.12 

10.00 

8.21 

0.0020 

0.0096 

7.88 

90 

82.12 

15.00 

12.32 

0.0020 

0.0840 

14.25 

90 

75.75 

15.00 

11.36 

0.0020 

0.0253 

12.03 

90 

77.97 

15.00 

11.70 

0.0020 

0.1132 

19.39 

80 

60.61 

5.00 

3.03 

0.0015 

0.0019 

19.39 

80 

60.61 

5.00 

3.03 

0.0015 

0.0076 

16.17 

90 

73.83 

15.00 

11.07 

0.0020 

0.0171 

11.86 

90 

78.14 

10.00 

7.81 

0.0020 

0.0097 

11.86 

90 

78.14 

15.00 

11.72 

0.0020 

0.0651 

21.35 

80 

58.65 

5.00 

2.93 

0.0015 

0.0138 

21.35 

80 

58.65 

5.00 

2.93 

0.0015 

0.0100 

11.82 

90 

78.18 

15.00 

11.73 

0.0020 

0.0952 

14.35 

90 

75.65 

15.00 

11.35 

0.0020 

0.1288 

14.24 

80 

65.76 

5.00 

3.29 

0.0015 

0.0203 

12.14 

90 

77.86 

15.00 

11.68 

0.0020 

0.0500 

8.26 

90 

81.74 

15.00 

12.26 

0.0020 

0.1198 

8.36 

80 

71.64 

5.00 

3.58 

0.0015 

0.0048 

8.36 

80 

71.64 

5.00 

3.58 

0.0015 

0.0103 

16.76 

90 

73.24 

15.00 

10.99 

0.0020 

0.0012 

12.02 

90 

77.98 

15.00 

11.70 

0.0020 

0.0654 

13.13 

90 

76.87 

5.00 

3.84 

0.0015 

0.0107 

10.72 

90 

79.28 

10.00 

7.93 

0.0020 

0.0091 

10.72 

90 

79.28 

15.00 

11.89 

0.0020 

0.1120 

14.96 

80 

65.04 

5.00 

3.25 

0.0015 

0.0393 

15.47 

90 

74.53 

15.00 

11.18 

0.0020 

0.1327 

13.39 

90 

76.61 

5.00 

3.83 

0.0015 

0.0017 

16.48 

90 

73.52 

15.00 

11.03 

0.0020 

0.0331 

11.37 

90 

78.63 

15.00 

11.79 

0.0020 

0.0232 
































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone (Fresh 
/ Saline) 



Manpura 


Maroom Kheri 


Mathaniya 


Mayla 


Menhadiya Kheri 


Moondiya 


Mori 


Mortuka 


Moti Pura 


Nadiya Kheri 


Nahar Singhi 


Naharawad 


Naklang 


Nal Khari 


Nala 


Nalodiya 


Narayan Khera 


Narayanpura 


Nimana 


Nipaniya 


Nolav 


Noorpura 


Nyamat Kheri 


Osav 


Pagariya 


Pama Kheri 


Panchapura 


Parolya 


Pau Kheri 


Payli 


Peepa Kheri 


Peepliya 


Peetha Kheri 


Petbhar 


Prempura @ Laxmipura 


Prithya Kheri 


Raipur 


Rajpura 


Rajpura Bujurg 


Rajpura Khurd 


Rakba Pahar 


Ralayti 


Ramganj Mandi (M) 


Ramniwas 


Rampuriya 


0832000203999600 


0832000604099000 


0832000604101800 


0830000403828100 


0832000504082900 


0830000403829700 


0832000604102100 


0832000203997200 


0832000204002600 


0832000204003700 


0832000203998200 


0832000504082500 


0832000604102000 


0832000204010300 


0832000203999200 


0830000403831400 


0832000204004300 


0832000203997300 


0830000403826200 


0832000604106100 


0832000203996900 


0832000604104100 


0830000403832000 


0832000604104800 


0832000604099900 


0830000403826800 


0832000203999500 


0832000204003400 


0832000604099400 


0830000403831000 


0830000403826500 


0832000504081800 


0832000604106300 


0832000604095800 


0832000203997100 


0832000204010500 


0832000204001800 


0832000504081300 


0832000604094700 


0832000604098600 


0830000403825800 


0832000204001900 


0830000443007000 


0832000504083100 


0830000403827000 


0832000204009900 


1.55 Fresh 


4.43 Fresh 


10.20 Fresh 


3.95 Fresh 


1.60 Fresh 


5.82 Fresh 


5.88 Fresh 


1.67 Fresh 



6.29 Fresh 


7.49 Fresh 


4.58 Fresh 


2.29 Fresh 


3.47 Fresh 


11.78 Fresh 


8.11 Fresh 


1.93 Fresh 


1.24 Fresh 


1.46 Fresh 


2.40 Fresh 


2.61 Fresh 


4.49 Fresh 


6.15 Fresh 


6.33 Fresh 


7.32 Fresh 


2.31 Fresh 


3.08 Fresh 


3.02 Fresh 


2.82 Fresh 


2.03 Fresh 


3.35 Fresh 


13.84 Fresh 


3.67 Fresh 


29.55 Fresh 


8.64 Fresh 


1.05 Fresh 


0.97 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Deccan Traps 

Non-command 

Limestone 

Non-command 

Limestone 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Limestone 

Non-command 

Deccan Traps 

Command 

Deccan Traps 

Non-command 

Limestone 

Non-command 

Deccan Traps 

Non-command 

Bhander Sandstone 

Non-command 

Limestone 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Limestone 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Limestone 

Non-command 

Limestone 

Non-command 

Deccan Traps 

Non-command 

Bhander Sandstone 

Non-command 

Limestone 

Non-command 

Limestone 

Non-command 

Deccan Traps 

Non-command 

Limestone 

Command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Limestone 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Limestone 

Non-command 

Limestone 

Non-command 

Deccan Traps 

Command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Limestone 

Non-command 

Limestone 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Bhander Sandstone 

Non-command 

Limestone 

Non-command 

Deccan Traps 

Non-command 

Limestone 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Limestone 

Non-command 

Deccan Traps 

Non-command 

Limestone 

Non-command 

Limestone 

Non-command 

Deccan Traps 

Non-command 

Limestone 

Non-command 

Deccan Traps 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.97 

90 

78.03 

5.00 

3.90 

0.0015 

0.0038 

11.97 

90 

78.03 

15.00 

11.71 

0.0020 

0.0178 

16.94 

90 

73.06 

15.00 

10.96 

0.0020 

0.0017 

14.06 

80 

65.94 

5.00 

3.30 

0.0015 

0.0219 

10.92 

80 

69.08 

5.00 

3.45 

0.0015 

0.0139 

11.64 

90 

78.36 

15.00 

11.75 

0.0020 

0.0921 

16.32 

90 

73.68 

5.00 

3.68 

0.0015 

0.0017 

16.32 

90 

73.68 

5.00 

3.68 

0.0015 

0.0071 

14.38 

90 

75.62 

15.00 

11.34 

0.0020 

0.0000 

13.86 

80 

66.14 

5.00 

3.31 

0.0015 

0.0291 

9.50 

90 

80.50 

10.00 

8.05 

0.0020 

0.0252 

9.50 

90 

80.50 

15.00 

12.08 

0.0020 

0.0027 

12.85 

90 

77.15 

5.00 

3.86 

0.0015 

0.0198 

12.93 

90 

77.07 

5.00 

3.85 

0.0015 

0.0199 

10.65 

90 

79.35 

15.00 

11.90 

0.0020 

0.0818 

12.39 

90 

77.61 

5.00 

3.88 

0.0015 

0.0407 

12.16 

80 

67.84 

5.00 

3.39 

0.0015 

0.0053 

11.78 

90 

78.23 

5.00 

3.91 

0.0015 

0.0198 

12.52 

90 

77.48 

15.00 

11.62 

0.0020 

0.0439 

16.45 

90 

73.55 

15.00 

11.03 

0.0020 

0.1074 

7.82 

90 

82.18 

5.00 

4.11 

0.0015 

0.0014 

8.36 

90 

81.64 

10.00 

8.16 

0.0020 

0.0518 

8.36 

90 

81.64 

15.00 

12.25 

0.0020 

0.0193 

14.07 

90 

75.93 

15.00 

11.39 

0.0020 

0.0220 

20.33 

80 

59.68 

5.00 

2.98 

0.0015 

0.0251 

13.07 

90 

76.93 

15.00 

11.54 

0.0020 

0.0400 

19.90 

80 

60.10 

5.00 

3.01 

0.0015 

0.0058 

19.90 

80 

60.10 

5.00 

3.01 

0.0015 

0.0045 

11.14 

90 

78.86 

15.00 

11.83 

0.0020 

0.0822 

11.38 

80 

68.62 

5.00 

3.43 

0.0015 

0.0096 

13.80 

80 

66.20 

5.00 

3.31 

0.0015 

0.0403 

13.18 

90 

76.82 

15.00 

11.52 

0.0020 

0.0445 

16.68 

90 

73.32 

15.00 

11.00 

0.0020 

0.0046 

13.40 

90 

76.60 

5.00 

3.83 

0.0015 

0.0084 

10.05 

80 

69.95 

5.00 

3.50 

0.0015 

0.0077 

10.05 

80 

69.95 

5.00 

3.50 

0.0015 

0.0049 

10.22 

90 

79.78 

15.00 

11.97 

0.0020 

0.0624 

12.94 

90 

77.06 

15.00 

11.56 

0.0020 

0.1038 

8.84 

90 

81.16 

5.00 

4.06 

0.0015 

0.0375 

18.96 

80 

61.04 

5.00 

3.05 

0.0015 

0.0290 

8.38 

80 

71.62 

5.00 

3.58 

0.0015 

0.0393 

11.26 

90 

78.74 

10.00 

7.87 

0.0020 

0.0066 

11.26 

90 

78.74 

15.00 

11.81 

0.0020 

0.0303 

13.06 

90 

76.94 

5.00 

3.85 

0.0015 

0.0177 

14.70 

90 

75.30 

15.00 

11.29 

0.0020 

0.0005 

9.73 

90 

80.27 

5.00 

4.01 

0.0015 

0.0170 

7.99 

80 

72.01 

5.00 

3.60 

0.0015 

0.0109 

9.84 

80 

70.16 

5.00 

3.51 

0.0015 

0.0062 

16.81 

90 

73.19 

15.00 

10.98 

0.0020 

0.1769 

13.58 

90 

76.42 

5.00 

3.82 

0.0015 

0.0001 

13.58 

90 

76.42 

15.00 

11.46 

0.0020 

0.0063 

14.90 

90 

75.10 

15.00 

11.27 

0.0020 

0.6161 

16.57 

90 

73.43 

5.00 

3.67 

0.0015 

0.0476 

11.54 

90 

78.46 

15.00 

11.77 

0.0020 

0.0246 

11.56 

90 

78.44 

5.00 

3.92 

0.0015 

0.0057 

















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Rati Talai 


Rawali 


Roonji 


Rooppura 


Roshan Bari 


Rundlao 


Sahipur 


Salawad Kalan 


Salawad Khurd 


Salotiya 


Salotya 


Samiya 


Samli Kham 


Samrai 


San Khera 


Sandpur 


Sankali Khera 


Sanoriya 


Sarawan 


Satalkheri (CT) 


Semalheri 


Semla 


Semli 


Semlibakta 


Set Kheri 


Shamiyan 


Shri Chhatrapur 


Shyampura 


Silori 


Singhaniya 


Sirpoi 


Sirpoi Khurd 


Sitaphal 


Sohan Kheri 


Sooliya 


Suket(CT) 


Sunel 


Surera 


Tal 


Teetarwasa 


Telya Kheri 


Tomariya Kheri 


Udpura 


Ummedpura 


Undal 


Undwa 


Unhel 


Census Code 


0832000204010100 


0830000403830100 


0832000504081500 


0832000604095400 


0832000604099200 


0832000204009700 


0832000203998000 


0830000403827900 


0830000403827400 


0832000604096100 


0832000203998100 


0832000604096200 


0832000604100100 


0832000204002500 


0830000403829800 


0830000403830400 


0832000204003600 


0832000604103700 


0832000204010700 


0830000443008000 


0830000403831200 


0832000604103900 


0832000204009500 


0832000504083900 


0832000604104200 


0832000504081900 


0832000504081000 


0832000204010600 


0832000604104300 


0832000604107700 


0832000204002100 


0832000604103400 


0832000604101900 


0832000204004000 


0832000204004100 


0832000504084000 


0830000443009000 


0832000604103100 


0830000403831300 


0832000504082700 


0832000604095200 


0832000204009800 


0830000403832300 


0832000604107900 


0830000403833000 


0830000403827100 


0832000204002700 


0830000403831900 


0832000604099700 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Limestone 

Fresh 

Non-command 

Deccan Traps 



2.85 Fresh 


7.46 Fresh 



9.74 Fresh 


25.83 Fresh 


2.96 Fresh 


4.92 Fresh 


2.25 Fresh 


8.18 Fresh 


2.20 Fresh 


2.23 Fresh 


4.15 Fresh 


1.06 Fresh 


4.82 Fresh 


10.42 Fresh 


5.90 Fresh 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Limestone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Limestone 


Limestone 


Limestone 


Deccan Traps 


Limestone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Limestone 


Limestone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Limestone 


Limestone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Limestone 


Deccan Traps 


Limestone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Limestone 


Deccan Traps 


Deccan Traps 


Limestone 


Limestone 


Deccan Traps 


Limestone 


Deccan Traps 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.37 

90 

77.63 

5.00 

3.88 

0.0015 

0.0156 

13.87 

90 

76.13 

15.00 

11.42 

0.0020 

0.0858 

6.82 

90 

83.18 

5.00 

4.16 

0.0015 

0.0385 

6.82 

90 

83.18 

15.00 

12.48 

0.0020 

0.0095 

13.77 

80 

66.23 

5.00 

3.31 

0.0015 

0.0141 

13.97 

80 

66.03 

5.00 

3.30 

0.0015 

0.0094 

13.97 

80 

66.03 

5.00 

3.30 

0.0015 

0.0276 

8.63 

90 

81.37 

5.00 

4.07 

0.0015 

0.0242 

8.41 

90 

81.59 

15.00 

12.24 

0.0020 

0.1240 

10.39 

90 

79.61 

15.00 

11.94 

0.0020 

0.0766 

10.68 

90 

79.32 

15.00 

11.90 

0.0020 

0.1343 

9.77 

80 

70.23 

5.00 

3.51 

0.0015 

0.0226 

7.63 

90 

82.37 

15.00 

12.35 

0.0020 

0.1358 

12.35 

80 

67.65 

5.00 

3.38 

0.0015 

0.0271 

9.57 

80 

70.43 

5.00 

3.52 

0.0015 

0.0198 

13.31 

90 

76.69 

5.00 

3.83 

0.0015 

0.0200 

13.18 

90 

76.82 

15.00 

11.52 

0.0020 

0.0556 

14.99 

90 

75.01 

15.00 

11.25 

0.0020 

0.0604 

13.56 

90 

76.44 

5.00 

3.82 

0.0015 

0.0059 

16.84 

80 

63.16 

5.00 

3.16 

0.0015 

0.0001 

14.06 

90 

75.94 

5.00 

3.80 

0.0015 

0.0101 

11.63 

90 

78.37 

15.00 

11.76 

0.0020 

0.1033 

11.32 

90 

78.68 

15.00 

11.80 

0.0020 

0.0539 

21.22 

80 

58.78 

5.00 

2.94 

0.0015 

0.0303 

9.50 

90 

80.50 

5.00 

4.02 

0.0015 

0.0012 

13.42 

90 

76.58 

5.00 

3.83 

0.0015 

0.0068 

17.84 

80 

62.16 

5.00 

3.11 

0.0015 

0.0088 

12.20 

90 

77.80 

5.00 

3.89 

0.0015 

0.0332 

13.14 

90 

76.86 

5.00 

3.84 

0.0015 

0.0403 

13.97 

90 

76.03 

5.00 

3.80 

0.0015 

0.0084 

18.04 

80 

61.96 

5.00 

3.10 

0.0015 

0.0046 

20.60 

80 

59.40 

5.00 

2.97 

0.0015 

0.0043 

13.08 

90 

76.92 

5.00 

3.85 

0.0015 

0.0164 

17.87 

80 

62.13 

5.00 

3.11 

0.0015 

0.0039 

11.98 

80 

68.02 

5.00 

3.40 

0.0015 

0.0007 

12.70 

90 

77.30 

5.00 

3.86 

0.0015 

0.0395 

9.28 

90 

80.72 

5.00 

4.04 

0.0015 

0.0176 

13.88 

90 

76.12 

5.00 

3.81 

0.0015 

0.0008 

13.88 

90 

76.12 

5.00 

3.81 

0.0015 

0.0000 

11.55 

90 

78.45 

15.00 

11.77 

0.0020 

0.2293 

11.71 

80 

68.29 

5.00 

3.41 

0.0015 

0.0168 

10.60 

90 

79.40 

15.00 

11.91 

0.0020 

0.0704 

16.29 

90 

73.71 

5.00 

3.69 

0.0015 

0.0102 

16.29 

90 

73.71 

5.00 

3.69 

0.0015 

0.0170 

13.20 

80 

66.80 

5.00 

3.34 

0.0015 

0.0113 

13.69 

90 

76.31 

5.00 

3.82 

0.0015 

0.0072 

12.90 

90 

77.10 

5.00 

3.85 

0.0015 

0.0010 

12.90 

90 

77.10 

15.00 

11.56 

0.0020 

0.0470 

21.88 

80 

58.12 

5.00 

2.91 

0.0015 

0.0001 

4.34 

90 

85.66 

5.00 

4.28 

0.0015 

0.0016 

4.34 

90 

85.66 

15.00 

12.85 

0.0020 

0.1001 

11.52 

90 

78.48 

15.00 

11.77 

0.0020 

0.0251 

12.10 

90 

77.90 

5.00 

3.90 

0.0015 

0.0049 

9.33 

90 

80.67 

15.00 

12.10 

0.0020 

0.2522 

16.27 

80 

63.73 

5.00 

3.19 

0.0015 

0.0018 
























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone (Fresh 
/ Saline) 



Type of Area 

(Command / Non- Hydrogeological Unit 
command) 



08004027 


08004028 


Urmal 


Wazeerpura 


Bheempura 


Boodhan Kheri 


Budhkhan 


Chhatrapura 


Dariya 


Goyanda 


Jodhpura 


Khairabad 


Lasoriya 


Manda 


Moondiya 


Noorpura 


Raghunathpura 


Ramganj Mandi (M) 


Reenchhariya 


Rooppura 


San Khera 


Sarang Kheri 


Sohanpuna 


Tamoliya 


Alod 


Ama Ka Pani 


Amjhar 


Amlawad Khera 


Arlai 


Askali 


Badodiya 


Bakspura 


Balkoo 


Bambori Kalan 


Bambori Khurd 


Bana Ka Khera 


Barodiya Antari 


Barodiya Kalan 


0832000204002300 


0832000604102400 


0830000403828900 


0830000403829400 


0830000403824100 


0830000403828400 


0830000403829100 


0830000403829500 


0830000403828700 


0830000403828300 


0830000403829600 


0830000403829900 


0830000403829700 


0830000403828800 


0830000403823700 


0830000443007000 


0830000403829300 


0830000403823600 


0830000403829800 


0830000403828600 


0830000403823800 


0830000403828500 


0830000403820300 


0830000303814500 


0830000303813800 


0830000403818800 


0830000403823400 


0830000403820000 


0830000403824600 


0829000403589000 


0830000403818000 


0830000403817700 


0829000403588900 


0829000403589600 


0829000403588300 


0830000403827800 


0830000403822000 


2.83 Fresh 


2.89 Fresh 


3.99 Fresh 


4.58 Fresh 


6.66 Fresh 


2.69 Fresh 


0.48 Fresh 



9.81 Fresh 


2.02 Fresh 


2.72 Fresh 


3.26 Fresh 


6.95 Fresh 


5.82 Fresh 


5.87 Fresh 


2.17 Fresh 


29.55 Fresh 


4.95 Fresh 


1.34 Fresh 


3.43 Fresh 


4.61 Fresh 


3.31 Fresh 


2.41 Fresh 


6.63 Fresh 


0.60 Fresh 



1.81 Fresh 


3.69 Fresh 


1.79 Fresh 


6.24 Fresh 


1.72 Fresh 


2.99 Fresh 


5.44 Fresh 


8.36 Fresh 


3.76 Fresh 


2.80 Fresh 


1.26 Fresh 


3.40 Fresh 


5.59 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Limestone 


Limestone 


Limestone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Limestone 


Bhander Sandstone 


Limestone 


Limestone 


Limestone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Shale 


Shale 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Shale 


Limestone 


Shale 


Bhander Sandstone 


Shale 


Shale 


Shale 


Shale 


Shale 


Limestone 


Limestone 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

16.27 

80 

63.73 

5.00 

3.19 

0.0015 

0.0264 

13.02 

90 

76.98 

5.00 

3.85 

0.0015 

0.0164 

17.23 

80 

62.77 

5.00 

3.14 

0.0015 

0.0136 

19.49 

100 

80.51 

10.00 

8.05 

0.0020 

0.0031 

19.49 

90 

70.51 

15.00 

10.58 

0.0020 

0.0803 

19.41 

90 

70.59 

15.00 

10.59 

0.0020 

0.0919 

15.88 

90 

74.12 

15.00 

11.12 

0.0020 

0.0047 

17.13 

90 

72.87 

15.00 

10.93 

0.0020 

0.0505 

19.41 

100 

80.59 

10.00 

8.06 

0.0020 

0.0067 

19.41 

90 

70.59 

15.00 

10.59 

0.0020 

0.0014 

18.98 

100 

81.02 

10.00 

8.10 

0.0020 

0.0006 

18.98 

90 

71.02 

15.00 

10.65 

0.0020 

0.0257 

17.57 

100 

82.43 

10.00 

8.24 

0.0020 

0.0045 

17.57 

90 

72.43 

15.00 

10.86 

0.0020 

0.0065 

19.39 

100 

80.61 

10.00 

8.06 

0.0020 

0.0083 

19.39 

90 

70.61 

15.00 

10.59 

0.0020 

0.0622 

19.21 

90 

70.79 

15.00 

10.62 

0.0020 

0.2084 

18.81 

100 

81.19 

10.00 

8.12 

0.0020 

0.0329 

18.17 

90 

71.83 

15.00 

10.77 

0.0020 

0.0539 

16.76 

90 

73.24 

15.00 

10.99 

0.0020 

0.0705 

15.47 

90 

74.53 

15.00 

11.18 

0.0020 

0.0226 

14.38 

90 

75.62 

15.00 

11.34 

0.0020 

0.1321 

19.24 

100 

80.76 

10.00 

8.08 

0.0020 

0.0892 

19.24 

90 

70.76 

15.00 

10.61 

0.0020 

0.0074 

17.68 

100 

82.32 

10.00 

8.23 

0.0020 

0.0325 

14.90 

90 

75.10 

15.00 

11.27 

0.0020 

0.0274 

19.12 

90 

70.88 

15.00 

10.63 

0.0020 

0.1053 

17.56 

100 

82.44 

10.00 

8.24 

0.0020 

0.0212 

13.18 

90 

76.82 

15.00 

11.52 

0.0020 

0.0235 

19.02 

100 

80.98 

10.00 

8.10 

0.0020 

0.0746 

17.52 

100 

82.48 

10.00 

8.25 

0.0020 

0.0168 

18.61 

100 

81.39 

10.00 

8.14 

0.0020 

0.0187 

18.61 

90 

71.39 

15.00 

10.71 

0.0020 

0.0271 

11.94 

100 

88.06 

10.00 

8.81 

0.0020 

0.1167 

17.93 

100 

82.07 

10.00 

8.21 

0.0020 

0.0013 

17.93 

70 

52.07 

2.00 

1.04 

0.0015 

0.0006 

14.09 

250 

235.91 

3.00 

7.08 

0.0010 

0.0005 

14.09 

200 

185.91 

5.00 

9.30 

0.0013 

0.0042 

18.65 

70 

51.35 

2.00 

1.03 

0.0015 

0.0000 

7.18 

100 

92.82 

10.00 

9.28 

0.0020 

0.0416 

7.18 

90 

82.82 

15.00 

12.42 

0.0020 

0.0002 

7.18 

100 

92.82 

10.00 

9.28 

0.0020 

0.0269 

14.22 

100 

85.78 

10.00 

8.58 

0.0020 

0.0307 

18.03 

100 

81.97 

10.00 

8.20 

0.0020 

0.0510 

18.03 

90 

71.97 

2.00 

1.44 

0.0015 

0.0068 

18.24 

90 

71.76 

15.00 

10.76 

0.0020 

0.0370 

21.69 

200 

178.31 

5.00 

8.92 

0.0013 

0.0333 

17.86 

100 

82.14 

10.00 

8.21 

0.0020 

0.0004 

17.86 

90 

72.14 

2.00 

1.44 

0.0015 

0.0105 

18.27 

90 

71.73 

2.00 

1.43 

0.0015 

0.0155 

23.90 

200 

176.10 

5.00 

8.80 

0.0013 

0.0414 

22.09 

200 

177.91 

5.00 

8.90 

0.0013 

0.0267 

11.54 

200 

188.46 

5.00 

9.42 

0.0013 

0.0146 

9.12 

90 

80.88 

15.00 

12.13 

0.0020 

0.0156 

15.23 

90 

74.77 

15.00 

11.21 

0.0020 

0.0565 




























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Limestone 


Limestone 


Bhander Sandstone 


Shale 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Shale 


Limestone 


Limestone 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Limestone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Limestone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Limestone 


Limestone 


Bhander Sandstone 


Shale 


Shale 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Shale 


Limestone 


Shale 


Shale 


Shale 


Shale 


Bhander Sandstone 


Shale 


Limestone 


Shale 


Limestone 


Limestone 


Bhander Sandstone 


Shale 


Limestone 


Limestone 


Limestone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

15.23 

90 

74.77 

15.00 

11.21 

0.0020 

0.0690 

14.37 

90 

75.63 

15.00 

11.34 

0.0020 

0.0253 

17.26 

250 

232.74 

3.00 

6.98 

0.0010 

0.0000 

17.26 

200 

182.74 

5.00 

9.14 

0.0013 

0.0124 

16.71 

90 

73.29 

15.00 

10.99 

0.0020 

0.0298 

7.91 

100 

92.09 

10.00 

9.21 

0.0020 

0.0165 

7.91 

100 

92.09 

10.00 

9.21 

0.0020 

0.0117 

25.52 

200 

174.48 

5.00 

8.72 

0.0013 

0.0204 

13.34 

90 

76.66 

15.00 

11.50 

0.0020 

0.0663 

14.94 

90 

75.06 

15.00 

11.26 

0.0020 

0.0173 

20.91 

100 

79.09 

10.00 

7.91 

0.0020 

0.0156 

20.91 

90 

69.09 

2.00 

1.38 

0.0015 

0.0043 

12.97 

100 

87.03 

10.00 

8.70 

0.0020 

0.0253 

15.88 

90 

74.12 

15.00 

11.12 

0.0020 

0.0668 

15.88 

90 

74.12 

15.00 

11.12 

0.0020 

0.0766 

11.48 

100 

88.52 

10.00 

8.85 

0.0020 

0.0003 

11.54 

100 

88.46 

10.00 

8.85 

0.0020 

0.0013 

14.50 

100 

85.50 

10.00 

8.55 

0.0020 

0.0416 

14.50 

90 

75.50 

15.00 

11.33 

0.0020 

0.0913 

14.50 

90 

75.50 

15.00 

11.33 

0.0020 

0.0077 

17.54 

90 

72.46 

15.00 

10.87 

0.0020 

0.0367 

16.55 

100 

83.45 

10.00 

8.35 

0.0020 

0.0023 

16.55 

90 

73.45 

15.00 

11.02 

0.0020 

0.0216 

16.55 

100 

83.45 

10.00 

8.35 

0.0020 

0.0053 

16.55 

90 

73.45 

15.00 

11.02 

0.0020 

0.3234 

17.13 

90 

72.87 

15.00 

10.93 

0.0020 

0.0083 

16.36 

90 

73.64 

15.00 

11.05 

0.0020 

0.1318 

17.82 

100 

82.18 

10.00 

8.22 

0.0020 

0.0720 

17.82 

70 

52.18 

2.00 

1.04 

0.0015 

0.0020 

10.84 

200 

189.16 

5.00 

9.46 

0.0013 

0.0195 

20.82 

100 

79.18 

10.00 

7.92 

0.0020 

0.1043 

20.82 

90 

69.18 

2.00 

1.38 

0.0015 

0.0000 

20.82 

100 

79.18 

10.00 

7.92 

0.0020 

0.0112 

11.98 

90 

78.02 

15.00 

11.70 

0.0020 

0.0677 

17.57 

100 

82.43 

10.00 

8.24 

0.0020 

0.0197 

17.57 

90 

72.43 

15.00 

10.86 

0.0020 

0.0073 

17.57 

100 

82.43 

10.00 

8.24 

0.0020 

0.0148 

17.57 

90 

72.43 

15.00 

10.86 

0.0020 

0.0187 

21.17 

200 

178.83 

5.00 

8.94 

0.0013 

0.0424 

14.97 

90 

75.03 

15.00 

11.25 

0.0020 

0.0708 

16.27 

200 

183.73 

5.00 

9.19 

0.0013 

0.1110 

18.42 

200 

181.58 

5.00 

9.08 

0.0013 

0.0223 

25.73 

200 

174.27 

5.00 

8.71 

0.0013 

0.0410 

18.32 

70 

51.68 

2.00 

1.03 

0.0015 

0.0007 

20.01 

100 

79.99 

10.00 

8.00 

0.0020 

0.0046 

20.01 

90 

69.99 

2.00 

1.40 

0.0015 

0.0067 

13.87 

90 

76.14 

15.00 

11.42 

0.0020 

0.1533 

25.63 

200 

174.37 

5.00 

8.72 

0.0013 

0.0482 

15.27 

90 

74.73 

15.00 

11.21 

0.0020 

0.1161 

12.61 

90 

77.39 

15.00 

11.61 

0.0020 

0.2029 

17.91 

100 

82.09 

10.00 

8.21 

0.0020 

0.0003 

17.91 

70 

52.09 

2.00 

1.04 

0.0015 

0.0005 

13.98 

90 

76.02 

15.00 

11.40 

0.0020 

0.0060 

13.98 

90 

76.02 

15.00 

11.40 

0.0020 

0.0954 

15.45 

90 

74.55 

15.00 

11.18 

0.0020 

0.0185 







































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Limestone 


Limestone 


Limestone 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Shale 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Limestone 


Shale 


Limestone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Shale 


Limestone 


Shale 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Shale 


Shale 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Shale 


Limestone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Shale 


Shale 


Bhander Sandstone 


Limestone 


Shale 


Shale 


Bhander Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

15.45 

90 

74.55 

15.00 

11.18 

0.0020 

0.0082 

10.32 

90 

79.68 

15.00 

11.95 

0.0020 

0.0188 

11.57 

90 

78.43 

15.00 

11.76 

0.0020 

0.1578 

19.26 

100 

80.74 

10.00 

8.07 

0.0020 

0.0056 

19.26 

90 

70.74 

2.00 

1.41 

0.0015 

0.0232 

17.41 

250 

232.59 

3.00 

6.98 

0.0010 

0.0192 

17.41 

200 

182.59 

5.00 

9.13 

0.0013 

0.0292 

13.52 

100 

86.48 

10.00 

8.65 

0.0020 

0.0019 

13.52 

70 

56.48 

2.00 

1.13 

0.0015 

0.0001 

15.21 

90 

74.79 

15.00 

11.22 

0.0020 

0.0394 

16.89 

100 

83.11 

10.00 

8.31 

0.0020 

0.0283 

16.89 

90 

73.11 

15.00 

10.97 

0.0020 

0.0949 

12.58 

100 

87.42 

10.00 

8.74 

0.0020 

0.0491 

14.68 

90 

75.32 

15.00 

11.30 

0.0020 

0.0116 

14.68 

90 

75.32 

15.00 

11.30 

0.0020 

0.0569 

26.13 

200 

173.87 

5.00 

8.69 

0.0013 

0.0365 

11.24 

90 

78.76 

15.00 

11.81 

0.0020 

0.0003 

11.24 

90 

78.76 

15.00 

11.81 

0.0020 

0.0573 

16.32 

100 

83.68 

10.00 

8.37 

0.0020 

0.0056 

18.52 

100 

81.48 

10.00 

8.15 

0.0020 

0.0075 

18.52 

90 

71.48 

2.00 

1.43 

0.0015 

0.0015 

18.52 

100 

81.48 

10.00 

8.15 

0.0020 

0.0146 

13.06 

100 

86.94 

10.00 

8.69 

0.0020 

0.0465 

19.89 

100 

80.11 

10.00 

8.01 

0.0020 

0.0017 

19.89 

90 

70.11 

2.00 

1.40 

0.0015 

0.0081 

18.30 

90 

71.70 

15.00 

10.76 

0.0020 

0.0433 

18.23 

70 

51.77 

2.00 

1.04 

0.0015 

0.0004 

9.32 

100 

90.68 

10.00 

9.07 

0.0020 

0.0295 

9.32 

90 

80.68 

15.00 

12.10 

0.0020 

0.0430 

14.06 

100 

85.94 

10.00 

8.59 

0.0020 

0.0446 

14.06 

90 

75.94 

15.00 

11.39 

0.0020 

0.0143 

23.62 

200 

176.38 

5.00 

8.82 

0.0013 

0.0392 

12.44 

200 

187.56 

5.00 

9.38 

0.0013 

0.0075 

12.90 

90 

77.10 

15.00 

11.57 

0.0020 

0.0410 

16.33 

100 

83.67 

10.00 

8.37 

0.0020 

0.0437 

15.83 

100 

84.17 

10.00 

8.42 

0.0020 

0.0402 

15.83 

90 

74.17 

2.00 

1.48 

0.0015 

0.0000 

12.23 

250 

237.77 

3.00 

7.13 

0.0010 

0.0111 

12.23 

200 

187.77 

5.00 

9.39 

0.0013 

0.1150 

10.04 

90 

79.96 

15.00 

11.99 

0.0020 

0.0224 

10.98 

90 

79.02 

15.00 

11.85 

0.0020 

0.0579 

14.67 

100 

85.33 

10.00 

8.53 

0.0020 

0.0277 

8.36 

100 

91.64 

10.00 

9.16 

0.0020 

0.0160 

8.36 

90 

81.64 

15.00 

12.25 

0.0020 

0.0855 

8.36 

90 

81.64 

15.00 

12.25 

0.0020 

0.0002 

16.11 

100 

83.89 

10.00 

8.39 

0.0020 

0.0019 

15.43 

100 

84.57 

10.00 

8.46 

0.0020 

0.0472 

15.43 

90 

74.57 

15.00 

11.19 

0.0020 

0.0429 

19.57 

200 

180.43 

5.00 

9.02 

0.0013 

0.0185 

15.40 

200 

184.60 

5.00 

9.23 

0.0013 

0.0239 

16.51 

100 

83.49 

10.00 

8.35 

0.0020 

0.0197 

18.17 

90 

71.83 

15.00 

10.77 

0.0020 

0.0004 

13.60 

200 

186.40 

5.00 

9.32 

0.0013 

0.0113 

18.31 

70 

51.69 

2.00 

1.03 

0.0015 

0.0005 

12.22 

100 

87.78 

10.00 

8.78 

0.0020 

0.1113 













































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Bhander Sandstone 
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Shale 


Limestone 


Shale 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Limestone 


Shale 


Limestone 


Limestone 


Shale 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Shale 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Bhander Sandstone 


Shale 


Limestone 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Shale 


Bhander Sandstone 


Bhander Sandstone 


Shale 


Shale 


Limestone 


Limestone 


Bhander Sandstone 


Limestone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Shale 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

17.50 

100 

82.50 

10.00 

8.25 

0.0020 

0.0327 

16.02 

90 

73.98 

15.00 

11.10 

0.0020 

0.0240 

21.11 

200 

178.89 

5.00 

8.94 

0.0013 

0.1186 

18.13 

90 

71.87 

15.00 

10.78 

0.0020 

0.0583 

16.15 

90 

73.85 

2.00 

1.48 

0.0015 

0.0080 

18.53 

100 

81.47 

10.00 

8.15 

0.0020 

0.0090 

18.53 

90 

71.47 

2.00 

1.43 

0.0015 

0.0007 

18.53 

100 

81.47 

10.00 

8.15 

0.0020 

0.0509 

18.53 

90 

71.47 

15.00 

10.72 

0.0020 

0.0609 

14.53 

200 

185.47 

5.00 

9.27 

0.0013 

0.0125 

10.69 

90 

79.31 

15.00 

11.90 

0.0020 

0.0486 

9.34 

90 

80.66 

15.00 

12.10 

0.0020 

0.0814 

22.00 

200 

178.00 

5.00 

8.90 

0.0013 

0.0311 

20.59 

100 

79.41 

10.00 

7.94 

0.0020 

0.0157 

20.59 

100 

79.41 

10.00 

7.94 

0.0020 

0.0693 

20.59 

90 

69.41 

15.00 

10.41 

0.0020 

0.0395 

25.13 

200 

174.87 

5.00 

8.74 

0.0013 

0.0799 

17.43 

100 

82.57 

10.00 

8.26 

0.0020 

0.0338 

17.43 

70 

52.57 

2.00 

1.05 

0.0015 

0.0005 

15.89 

100 

84.11 

10.00 

8.41 

0.0020 

0.0150 

19.50 

200 

180.50 

5.00 

9.03 

0.0013 

0.0067 

15.97 

100 

84.03 

10.00 

8.40 

0.0020 

0.0537 

17.48 

100 

82.52 

10.00 

8.25 

0.0020 

0.0148 

17.48 

90 

72.52 

2.00 

1.45 

0.0015 

0.0078 

17.48 

100 

82.52 

10.00 

8.25 

0.0020 

0.0178 

11.48 

250 

238.52 

3.00 

7.16 

0.0010 

0.0011 

11.48 

200 

188.52 

5.00 

9.43 

0.0013 

0.0168 

16.12 

90 

73.88 

15.00 

11.08 

0.0020 

0.2591 

12.02 

250 

237.98 

3.00 

7.14 

0.0010 

0.0359 

12.02 

200 

187.98 

5.00 

9.40 

0.0013 

0.0075 

9.43 

90 

80.57 

10.00 

8.06 

0.0020 

0.0408 

9.43 

90 

80.57 

15.00 

12.08 

0.0020 

0.0210 

12.98 

100 

87.02 

10.00 

8.70 

0.0020 

0.1075 

11.64 

90 

78.36 

15.00 

11.75 

0.0020 

0.0008 

10.93 

100 

89.07 

10.00 

8.91 

0.0020 

0.0473 

10.93 

100 

89.07 

10.00 

8.91 

0.0020 

0.0347 

10.93 

90 

79.07 

15.00 

11.86 

0.0020 

0.0227 

24.74 

200 

175.26 

5.00 

8.76 

0.0013 

0.0158 

16.56 

100 

83.44 

10.00 

8.34 

0.0020 

0.0051 

24.85 

250 

225.15 

3.00 

6.75 

0.0010 

0.0023 

24.85 

200 

175.15 

5.00 

8.76 

0.0013 

0.0826 

20.08 

200 

179.92 

5.00 

9.00 

0.0013 

0.0613 

15.74 

90 

74.26 

15.00 

11.14 

0.0020 

0.1302 

15.74 

90 

74.26 

15.00 

11.14 

0.0020 

0.0674 

14.22 

100 

85.78 

10.00 

8.58 

0.0020 

0.0500 

14.22 

90 

75.78 

15.00 

11.37 

0.0020 

0.0033 

14.22 

90 

75.78 

15.00 

11.37 

0.0020 

0.0004 

12.00 

100 

88.00 

10.00 

8.80 

0.0020 

0.0306 

15.14 

90 

74.86 

15.00 

11.23 

0.0020 

0.0277 

7.18 

100 

92.82 

10.00 

9.28 

0.0020 

0.1527 

7.18 

90 

82.82 

15.00 

12.42 

0.0020 

0.0296 

12.77 

250 

237.23 

3.00 

7.12 

0.0010 

0.0020 

12.77 

200 

187.23 

5.00 

9.36 

0.0013 

0.0061 

17.76 

100 

82.24 

10.00 

8.22 

0.0020 

0.0072 

17.76 

70 

52.24 

2.00 

1.04 

0.0015 

0.0002 

































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Limestone 


Shale 


Bhander Sandstone 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Limestone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Limestone 


Shale 


Bhander Sandstone 


Limestone 


Limestone 


Bhander Sandstone 


Deccan Traps 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

8.36 

90 

81.64 

10.00 

8.16 

0.0020 

0.0150 

8.36 

90 

81.64 

15.00 

12.25 

0.0020 

0.1276 

16.64 

100 

83.36 

10.00 

8.34 

0.0020 

0.0442 

16.64 

90 

73.36 

2.00 

1.47 

0.0015 

0.0020 

16.64 

100 

83.36 

10.00 

8.34 

0.0020 

0.0147 

17.53 

90 

72.47 

15.00 

10.87 

0.0020 

0.0639 

12.49 

100 

87.51 

10.00 

8.75 

0.0020 

0.0762 

14.07 

90 

75.93 

15.00 

11.39 

0.0020 

0.1213 

19.57 

100 

80.43 

10.00 

8.04 

0.0020 

0.0146 

19.57 

90 

70.43 

15.00 

10.56 

0.0020 

0.0007 

19.57 

100 

80.43 

10.00 

8.04 

0.0020 

0.0161 

19.57 

90 

70.43 

15.00 

10.56 

0.0020 

0.0043 

14.01 

100 

85.99 

10.00 

8.60 

0.0020 

0.0486 

14.01 

90 

75.99 

2.00 

1.52 

0.0015 

0.0073 

9.00 

100 

91.00 

10.00 

9.10 

0.0020 

0.0001 

9.00 

90 

81.00 

15.00 

12.15 

0.0020 

0.0060 

9.00 

100 

91.00 

10.00 

9.10 

0.0020 

0.0030 

9.00 

90 

81.00 

15.00 

12.15 

0.0020 

0.0733 

17.68 

100 

82.32 

10.00 

8.23 

0.0020 

0.0033 

15.90 

100 

84.10 

10.00 

8.41 

0.0020 

0.0959 

15.90 

100 

84.10 

10.00 

8.41 

0.0020 

0.0001 

16.20 

90 

73.80 

15.00 

11.07 

0.0020 

0.0057 

16.20 

100 

83.80 

10.00 

8.38 

0.0020 

0.0017 

16.20 

90 

73.80 

15.00 

11.07 

0.0020 

0.0748 

12.28 

100 

87.73 

10.00 

8.77 

0.0020 

0.0398 

16.81 

90 

73.19 

15.00 

10.98 

0.0020 

0.1270 

14.90 

90 

75.10 

15.00 

11.27 

0.0020 

0.0223 

17.51 

90 

72.49 

2.00 

1.45 

0.0015 

0.0074 

14.91 

100 

85.09 

10.00 

8.51 

0.0020 

0.0132 

12.12 

100 

87.88 

10.00 

8.79 

0.0020 

0.0677 

24.97 

200 

175.03 

5.00 

8.75 

0.0013 

0.0658 

20.84 

250 

229.16 

3.00 

6.87 

0.0010 

0.0312 

20.84 

200 

179.16 

5.00 

8.96 

0.0013 

0.0043 

17.56 

100 

82.44 

10.00 

8.24 

0.0020 

0.0010 

16.27 

90 

73.73 

15.00 

11.06 

0.0020 

0.0632 

16.27 

90 

73.73 

15.00 

11.06 

0.0020 

0.0003 

15.76 

100 

84.24 

10.00 

8.42 

0.0020 

0.0160 

15.76 

100 

84.24 

10.00 

8.42 

0.0020 

0.0500 

15.76 

90 

74.24 

15.00 

11.14 

0.0020 

0.0296 

12.28 

100 

87.72 

10.00 

8.77 

0.0020 

0.0464 

20.87 

100 

79.13 

10.00 

7.91 

0.0020 

0.0409 

20.87 

90 

69.13 

2.00 

1.38 

0.0015 

0.0021 

20.87 

100 

79.13 

10.00 

7.91 

0.0020 

0.0129 

20.45 

200 

179.55 

5.00 

8.98 

0.0013 

0.0613 

13.36 

250 

236.64 

3.00 

7.10 

0.0010 

0.0302 

13.96 

90 

76.04 

15.00 

11.41 

0.0020 

0.0466 

17.52 

100 

82.48 

10.00 

8.25 

0.0020 

0.0378 

17.78 

90 

72.22 

15.00 

10.83 

0.0020 

0.1024 

17.45 

90 

72.55 

15.00 

10.88 

0.0020 

0.0589 

26.42 

200 

173.58 

5.00 

8.68 

0.0013 

0.0206 

17.24 

100 

82.76 

10.00 

8.28 

0.0020 

0.0128 

13.26 

90 

76.74 

15.00 

11.51 

0.0020 

0.0372 

13.26 

90 

76.74 

15.00 

11.51 

0.0020 

0.0085 

17.37 

100 

82.63 

10.00 

8.26 

0.0020 

0.0454 

9.31 

90 

80.69 

5.00 

4.03 

0.0015 

0.0075 
































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Amarpura Kalan 


Ambala 


Ametha 


Anandpura 


Arniya 


Asalpur 


Awand 


Bairagarh 


Baldeopura 


Bandri 


Bankar 


Bans Kheri Lodhan 


Bapawar 


Bareda 


Bareri Kalan 


Bareri Khurd 


Barkheri 


Baskheri Lodhan 


Basodiya 


Belwan 


Bhanderi 


Bhanpura 


Bharatpura 


Bheemgarh Veeran 


Biloniya 


Bindayaka 


Bindayaki 


Bindli 


Bokhari 


Bor Kheri Lodhan 


Borband 


Borda 


Borkheri Maliyan 


Chandrapura 


Chhabariya 


Chhapihera 


Chuthya Kheri 


Dadlai 


Daulara 


Daulatpura 


Dehlanpur 


Deoli 


Deoli Bar 


Census Code 


0832000204022300 


0832000103995300 


0832000304038800 


0832000304058400 


0832000304040200 


0832000304053800 


0832000304038500 


0832000304044700 


0832000304044800 


0832000304035200 


0832000304058500 


0832000304058600 


0832000304060600 


0832000103995100 


0832000304043100 


0832000304043200 


0832000304039200 


0832000304039800 


0832000304043300 


0832000304036100 


0832000304044600 


0832000304048100 


0832000304039600 


0832000103995800 


0832000304047600 


0832000304043800 


0832000304043600 


0832000304059800 


0832000103995000 


0832000304056600 


0832000304058800 


0832000304037600 


0832000304039700 


0832000103995500 


0832000204016900 


0832000304051400 


0832000103995900 


0832000103995700 


0832000304046600 


0832000304043900 


0832000304059400 



Zone (Fresh 
/ Saline) 


3.48 Fresh 


4.98 Fresh 


19.92 Fresh 



2.80 Fresh 


2.39 Fresh 



5.43 Fresh 


9.42 Fresh 




2.31 Fresh 


1.66 Fresh 


2.58 Fresh 


4.60 Fresh 


8.54 Fresh 


4.84 Fresh 


4.90 Fresh 


2.16 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Deccan Traps 

Non-command 

Bhander Sandstone 

Command 

Deccan Traps 

Non-command 

Deccan Traps 

Command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Command 

Bhander Sandstone 

Command 

Deccan Traps 

Non-command 

Bhander Sandstone 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Bhander Sandstone 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Bhander Sandstone 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Bhander Sandstone 

Command 

Deccan Traps 

Command 

Deccan Traps 

Non-command 

Deccan Traps 

Command 

Deccan Traps 

Command 

Deccan Traps 

Non-command 

Bhander Sandstone 

Command 

Deccan Traps 

Non-command 

Deccan Traps 

Command 

Deccan Traps 

Non-command 

Bhander Sandstone 

Command 

Deccan Traps 

Command 

Deccan Traps 

Command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Bhander Sandstone 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Command 

Bhander Sandstone 

Command 

Deccan Traps 

Command 

Deccan Traps 

Non-command 

Deccan Traps 

Command 

Deccan Traps 

Non-command 

Deccan Traps 

Command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Bhander Sandstone 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Command 

Deccan Traps 

Non-command 

Deccan Traps 

Command 

Deccan Traps 

Non-command 

Deccan Traps 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

14.27 

90 

75.73 

5.00 

3.79 

0.0015 

0.0010 

18.61 

80 

61.39 

10.00 

6.14 

0.0020 

0.0006 

11.75 

80 

68.25 

5.00 

3.41 

0.0015 

0.0133 

11.75 

80 

68.25 

5.00 

3.41 

0.0015 

0.0883 

10.44 

90 

79.56 

5.00 

3.98 

0.0015 

0.0165 

10.44 

90 

79.56 

5.00 

3.98 

0.0015 

0.0013 

10.82 

90 

79.18 

5.00 

3.96 

0.0015 

0.0098 

9.22 

80 

70.78 

10.00 

7.08 

0.0020 

0.0171 

9.22 

80 

70.78 

5.00 

3.54 

0.0015 

0.0056 

9.22 

80 

70.78 

10.00 

7.08 

0.0020 

0.0018 

9.22 

80 

70.78 

5.00 

3.54 

0.0015 

0.0000 

11.65 

90 

78.35 

5.00 

3.92 

0.0015 

0.0319 

9.17 

80 

70.83 

10.00 

7.08 

0.0020 

0.0995 

9.17 

80 

70.83 

5.00 

3.54 

0.0015 

0.0044 

15.95 

90 

74.05 

5.00 

3.70 

0.0015 

0.0068 

15.82 

90 

74.18 

5.00 

3.71 

0.0015 

0.0184 

11.77 

80 

68.23 

10.00 

6.82 

0.0020 

0.0725 

10.42 

90 

79.58 

5.00 

3.98 

0.0015 

0.0084 

9.55 

90 

80.45 

5.00 

4.02 

0.0015 

0.0322 

9.25 

90 

80.75 

5.00 

4.04 

0.0015 

0.0088 

18.10 

80 

61.90 

10.00 

6.19 

0.0020 

0.0004 

8.67 

90 

81.33 

5.00 

4.07 

0.0015 

0.0046 

9.37 

80 

70.63 

5.00 

3.53 

0.0015 

0.0001 

13.47 

90 

76.53 

5.00 

3.83 

0.0015 

0.0141 

9.95 

80 

70.05 

5.00 

3.50 

0.0015 

0.0245 

8.77 

90 

81.23 

5.00 

4.06 

0.0015 

0.0213 

8.25 

80 

71.75 

10.00 

7.17 

0.0020 

0.0724 

13.88 

90 

76.12 

5.00 

3.81 

0.0015 

0.0034 

8.94 

90 

81.06 

5.00 

4.05 

0.0015 

0.0067 

11.66 

90 

78.34 

5.00 

3.92 

0.0015 

0.0170 

8.98 

80 

71.02 

10.00 

7.10 

0.0020 

0.1414 

12.92 

90 

77.08 

5.00 

3.85 

0.0015 

0.0053 

10.80 

90 

79.20 

5.00 

3.96 

0.0015 

0.0135 

10.42 

90 

79.58 

5.00 

3.98 

0.0015 

0.0053 

9.39 

90 

80.61 

5.00 

4.03 

0.0015 

0.0088 

11.62 

80 

68.38 

10.00 

6.84 

0.0020 

0.0247 

9.33 

90 

80.67 

5.00 

4.03 

0.0015 

0.0125 

10.04 

90 

79.96 

5.00 

4.00 

0.0015 

0.0699 

7.44 

80 

72.56 

10.00 

7.26 

0.0020 

0.0412 

7.44 

80 

72.56 

5.00 

3.63 

0.0015 

0.0059 

10.87 

80 

69.13 

5.00 

3.46 

0.0015 

0.0105 

10.87 

80 

69.13 

5.00 

3.46 

0.0015 

0.0000 

9.57 

90 

80.43 

5.00 

4.02 

0.0015 

0.0057 

9.57 

90 

80.43 

5.00 

4.02 

0.0015 

0.0056 

14.95 

90 

75.05 

5.00 

3.75 

0.0015 

0.0002 

14.95 

90 

75.05 

5.00 

3.75 

0.0015 

0.0282 

9.16 

80 

70.84 

10.00 

7.08 

0.0020 

0.0240 

7.76 

90 

82.24 

5.00 

4.11 

0.0015 

0.0012 

11.50 

90 

78.50 

5.00 

3.93 

0.0015 

0.0152 

8.45 

80 

71.55 

10.00 

7.15 

0.0020 

0.0507 

11.33 

80 

68.67 

10.00 

6.87 

0.0020 

0.1142 

13.70 

90 

76.30 

5.00 

3.81 

0.0015 

0.0044 

13.70 

90 

76.30 

5.00 

3.81 

0.0015 

0.0131 

10.44 

90 

79.57 

5.00 

3.98 

0.0015 

0.0292 

9.66 

90 

80.34 

5.00 

4.02 

0.0015 

0.0130 






































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone (Fresh 
/ Saline) 



Deori Khera 


Deori Mandir 


Dholsara 


Doongar Gaon 


Doriya Kheri 


Dudhiya Kheri 


Durjan Pura Khurd 


Durjanpura 


Gadiya 


Gadiya Jaimal 


Gadiya Mahesh 


Garda 


Gehoon Kheri 


Ghatoli 


Ghora Khera 


Goojar Kheri 


Gordhanpura Near Jheekariya 


Gordhanpura Near Koli 


Gorya Khera 


Gujri 


Gul Kheri 


Guradi 


Gurha 


Hanoti 


Haripura 


Harnawada Khurd 


Islampura 


Jamunya Kalan 


Jheekariya 


Kalwa 


Kalya Kheri 


Katphala 


Katphali 


Khajoori 


Khariya 


Kharpa 


Kherkhera Near Amrit Kheri 


0832000304056800 


0832000304059500 


0832000304039100 


0832000304056300 


0832000304056400 


0832000304051000 


0832000304043700 


0832000304048300 


0832000304045500 


0832000304043400 


0832000304038300 


0832000304053700 


0832000304044000 


0832000304050800 


0832000304059700 


0832000304040100 


0832000304054200 


0832000304050900 


0832000304047900 


0832000309903100 


0832000304047200 


0832000304053900 


0832000204015800 


0832000304035700 


0832000304046500 


0832000304059300 


0832000304058900 


0832000304036000 


0832000304054100 


0832000304035600 


0832000304044300 


0832000304040000 


0832000304039900 


0832000304056200 


0832000304059200 


0832000304040500 


0832000304051200 


3.02 Fresh 


2.06 Fresh 


1.39 Fresh 


4.92 Fresh 


2.99 Fresh 


2.59 Fresh 


2.75 Fresh 


6.35 Fresh 


1.73 Fresh 


2.21 Fresh 


0.75 Fresh 


8.34 Fresh 


4.38 Fresh 


8.81 Fresh 


3.85 Fresh 


1.79 Fresh 


1.91 Fresh 


1.28 Fresh 


2.27 Fresh 


1.00 Fresh 


2.58 Fresh 


3.16 Fresh 


4.75 Fresh 


0.59 Fresh 


0.99 Fresh 


0.45 Fresh 


2.22 Fresh 


3.22 Fresh 



4.16 Fresh 


0.60 Fresh 


0.98 Fresh 


3.65 Fresh 


3.68 Fresh 


3.06 Fresh 


1.89 Fresh 


2.89 Fresh 


2.45 Fresh 



Khokharya 


Khokhera Lala 


Khokhera Ramchandra 


Khuri 


Kishorpura 


0832000304060500 


0832000304035900 


0832000304040600 


0832000304043000 


0832000304051300 


2.00 Fresh 


1.83 Fresh 


1.86 Fresh 


1.01 Fresh 


2.01 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Command 

Bhander Sandstone 

Command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Command 

Deccan Traps 

Non-command 

Deccan Traps 

Command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Command 

Deccan Traps 

Non-command 

Bhander Sandstone 

Non-command 

Deccan Traps 

Command 

Deccan Traps 

Command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Command 

Deccan Traps 

Non-command 

Deccan Traps 

Command 

Deccan Traps 

Non-command 

Deccan Traps 

Command 

Deccan Traps 

Command 

Deccan Traps 

Command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Deccan Traps 

Non-command 

Bhander Sandstone 

Command 

Deccan Traps 

Command 

Deccan Traps 

Command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Command 

Deccan Traps 

Command 

Deccan Traps 

Non-command 

Deccan Traps 

Command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Bhander Sandstone 

Command 

Deccan Traps 

Command 

Deccan Traps 

Non-command 

Deccan Traps 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

10.25 

80 

69.75 

10.00 

6.97 

0.0020 

0.0117 

10.25 

80 

69.75 

5.00 

3.49 

0.0015 

0.0028 

9.29 

90 

80.71 

5.00 

4.04 

0.0015 

0.0183 

9.52 

90 

80.48 

5.00 

4.02 

0.0015 

0.0124 

12.69 

80 

67.31 

5.00 

3.37 

0.0015 

0.0070 

9.43 

90 

80.57 

5.00 

4.03 

0.0015 

0.0298 

9.74 

90 

80.26 

5.00 

4.01 

0.0015 

0.0180 

9.25 

90 

80.75 

5.00 

4.04 

0.0015 

0.0096 

9.25 

90 

80.75 

5.00 

4.04 

0.0015 

0.0061 

13.28 

90 

76.72 

5.00 

3.84 

0.0015 

0.0158 

9.05 

90 

80.95 

5.00 

4.05 

0.0015 

0.0000 

15.91 

90 

74.09 

5.00 

3.70 

0.0015 

0.0088 

8.88 

90 

81.12 

5.00 

4.06 

0.0015 

0.0106 

8.58 

80 

71.42 

10.00 

7.14 

0.0020 

0.0107 

11.93 

90 

78.07 

5.00 

3.90 

0.0015 

0.0134 

11.72 

90 

78.28 

5.00 

3.91 

0.0015 

0.0257 

9.11 

90 

80.89 

5.00 

4.04 

0.0015 

0.0025 

9.11 

90 

80.89 

5.00 

4.04 

0.0015 

0.0451 

9.11 

90 

80.89 

5.00 

4.04 

0.0015 

0.0234 

9.58 

80 

70.42 

5.00 

3.52 

0.0015 

0.0094 

9.99 

90 

80.01 

5.00 

4.00 

0.0015 

0.0115 

8.94 

90 

81.06 

5.00 

4.05 

0.0015 

0.0005 

8.94 

90 

81.06 

5.00 

4.05 

0.0015 

0.0071 

8.64 

90 

81.36 

5.00 

4.07 

0.0015 

0.0003 

9.87 

80 

70.13 

5.00 

3.51 

0.0015 

0.0027 

8.96 

90 

81.04 

5.00 

4.05 

0.0015 

0.0063 

8.96 

90 

81.04 

5.00 

4.05 

0.0015 

0.0048 

11.07 

90 

78.93 

5.00 

3.95 

0.0015 

0.0187 

13.02 

90 

76.98 

10.00 

7.70 

0.0020 

0.0079 

8.70 

80 

71.30 

10.00 

7.13 

0.0020 

0.0084 

14.37 

90 

75.63 

5.00 

3.78 

0.0015 

0.0003 

9.72 

90 

80.28 

5.00 

4.01 

0.0015 

0.0027 

9.75 

90 

80.25 

5.00 

4.01 

0.0015 

0.0134 

6.72 

80 

73.28 

10.00 

7.33 

0.0020 

0.0241 

6.72 

80 

73.28 

10.00 

7.33 

0.0020 

0.0230 

7.31 

80 

72.69 

10.00 

7.27 

0.0020 

0.0191 

7.31 

80 

72.69 

10.00 

7.27 

0.0020 

0.0065 

10.50 

90 

79.50 

5.00 

3.97 

0.0015 

0.0248 

8.82 

80 

71.18 

10.00 

7.12 

0.0020 

0.0085 

14.06 

90 

75.94 

5.00 

3.80 

0.0015 

0.0056 

9.68 

80 

70.32 

5.00 

3.52 

0.0015 

0.0193 

10.12 

80 

69.88 

5.00 

3.49 

0.0015 

0.0041 

10.12 

80 

69.88 

5.00 

3.49 

0.0015 

0.0133 

9.17 

90 

80.83 

5.00 

4.04 

0.0015 

0.0185 

9.54 

90 

80.46 

5.00 

4.02 

0.0015 

0.0114 

7.74 

80 

72.26 

5.00 

3.61 

0.0015 

0.0157 

9.82 

90 

80.18 

5.00 

4.01 

0.0015 

0.0003 

9.82 

90 

80.18 

5.00 

4.01 

0.0015 

0.0145 

9.72 

90 

80.28 

5.00 

4.01 

0.0015 

0.0026 

9.72 

90 

80.28 

5.00 

4.01 

0.0015 

0.0075 

9.34 

90 

80.66 

5.00 

4.03 

0.0015 

0.0121 

7.81 

80 

72.19 

10.00 

7.22 

0.0020 

0.0265 

9.28 

80 

70.72 

5.00 

3.54 

0.0015 

0.0082 

8.61 

90 

81.39 

5.00 

4.07 

0.0015 

0.0042 

10.91 

90 

79.09 

5.00 

3.95 

0.0015 

0.0115 










































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Kohri 


Kohri Jhar 


Koli 


Koloo Khera 


Kookal Wara 


Kookalwari 


Kotra Dayal 


Kushalpura 


Lasooriya Gend 


Laxmipura 


Madanpura 


Madanpura @ Churel 


Mala Tota 


Mangalpura 


Mankund 


Manpura 


Manpura Lodhan 


Manya Kheri 


Methoon 


Mirzapur 


Mishroli 


Moi Kalan 


Moi Khurd 


Moreli 


Mothpuriya 


Motipura 


Nainkot 


Napanya 


Narera 


Naya Gaon 


Naya Khera 


Neem Khera 


Pachola 


Padliya 


Padlya 


Parpati 


Patanuda 


Patri 


Peepaldi 


Peethapura 


Polao 


Poli 


Census Code 


0832000304038900 


0832000304054400 


0832000304047100 



0832000304045000 


0832000304037700 


0832000304037800 


0832000304036400 


0832000304051500 


0832000304061000 


0832000304045100 


0832000304039000 


0832000304044200 


0832000204017700 


0832000304057200 


0832000204016800 


0832000103996000 


0832000304056000 


0832000304044400 


0832000304040300 


0832000304035500 


0832000304038200 


0832000304060700 


0832000304060800 


0832000304036500 


0832000304056500 


0832000304045600 


0832000304060200 


0832000304035800 


0832000304057100 


0832000304038400 


0832000304038600 


0832000304044900 


0832000304057000 


0832000304054300 


0832000304047800 


0832000304038700 


0832000304047400 


0832000304040400 


0832000304037900 


0832000304056100 


0832000304044100 


0832000304060900 


0832000304036200 


0832000304038000 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Command 

Deccan Traps 



5.70 Fresh 


0.74 Fresh 


1.71 Fresh 


2.89 Fresh 


3.48 Fresh 


3.77 Fresh 


1.79 Fresh 


3.46 Fresh 


1.02 Fresh 


4.47 Fresh 


2.34 Fresh 


10.66 Fresh 


3.92 Fresh 


3.51 Fresh 


1.10 Fresh 


6.02 Fresh 


1.61 Fresh 


5.11 Fresh 




4.60 Fresh 


2.13 Fresh 


1.20 Fresh 


2.14 Fresh 


5.48 Fresh 


1.95 Fresh 


3.00 Fresh 


1.71 Fresh 


1.38 Fresh 


8.05 Fresh 


5.82 Fresh 


4.53 Fresh 


6.92 Fresh 


Non-command 


Non-command 


Command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Bhander Sandstone 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

10.91 

80 

69.09 

5.00 

3.45 

0.0015 

0.0155 

7.63 

90 

82.37 

5.00 

4.12 

0.0015 

0.0182 

8.92 

90 

81.08 

5.00 

4.05 

0.0015 

0.0061 

8.92 

90 

81.08 

5.00 

4.05 

0.0015 

0.0090 

13.90 

90 

76.10 

5.00 

3.80 

0.0015 

0.0068 

6.18 

80 

73.82 

10.00 

7.38 

0.0020 

0.0109 

6.71 

80 

73.29 

10.00 

7.33 

0.0020 

0.0251 

8.75 

80 

71.25 

10.00 

7.13 

0.0020 

0.0226 

8.75 

80 

71.25 

10.00 

7.13 

0.0020 

0.0068 

11.55 

90 

78.45 

5.00 

3.92 

0.0015 

0.0035 

6.00 

80 

74.00 

5.00 

3.70 

0.0015 

0.0079 

15.04 

90 

74.96 

5.00 

3.75 

0.0015 

0.0099 

11.99 

80 

68.01 

5.00 

3.40 

0.0015 

0.0174 

14.10 

90 

75.90 

5.00 

3.80 

0.0015 

0.0058 

9.11 

90 

80.89 

5.00 

4.04 

0.0015 

0.0030 

12.10 

90 

77.90 

5.00 

3.89 

0.0015 

0.0031 

8.87 

90 

81.13 

10.00 

8.11 

0.0020 

0.0039 

8.87 

90 

81.13 

5.00 

4.06 

0.0015 

0.0001 

7.51 

80 

72.49 

10.00 

7.25 

0.0020 

0.0092 

7.10 

90 

82.90 

5.00 

4.15 

0.0015 

0.0173 

13.77 

90 

76.23 

5.00 

3.81 

0.0015 

0.0063 

7.84 

80 

72.16 

5.00 

3.61 

0.0015 

0.0326 

9.11 

80 

70.89 

10.00 

7.09 

0.0020 

0.0228 

8.05 

80 

71.95 

10.00 

7.19 

0.0020 

0.0610 

8.05 

80 

71.95 

5.00 

3.60 

0.0015 

0.0045 

9.09 

90 

80.91 

5.00 

4.05 

0.0015 

0.0215 

8.40 

90 

81.60 

5.00 

4.08 

0.0015 

0.0196 

10.49 

80 

69.51 

10.00 

6.95 

0.0020 

0.0001 

9.24 

90 

80.76 

5.00 

4.04 

0.0015 

0.0156 

15.54 

90 

74.46 

5.00 

3.72 

0.0015 

0.0008 

9.26 

90 

80.74 

5.00 

4.04 

0.0015 

0.0069 

8.66 

80 

71.34 

10.00 

7.13 

0.0020 

0.0101 

12.62 

90 

77.38 

5.00 

3.87 

0.0015 

0.0003 

8.71 

80 

71.29 

10.00 

7.13 

0.0020 

0.0134 

9.29 

80 

70.71 

10.00 

7.07 

0.0020 

0.0308 

9.29 

80 

70.71 

5.00 

3.54 

0.0015 

0.0159 

14.47 

90 

75.53 

5.00 

3.78 

0.0015 

0.0142 

14.47 

90 

75.53 

5.00 

3.78 

0.0015 

0.0125 

14.02 

90 

75.99 

5.00 

3.80 

0.0015 

0.0193 

10.24 

90 

79.76 

5.00 

3.99 

0.0015 

0.0127 

9.31 

90 

80.69 

5.00 

4.03 

0.0015 

0.0071 

8.82 

90 

81.18 

5.00 

4.06 

0.0015 

0.0007 

10.42 

80 

69.58 

5.00 

3.48 

0.0015 

0.0280 

11.77 

90 

78.23 

5.00 

3.91 

0.0015 

0.0114 

11.77 

90 

78.23 

5.00 

3.91 

0.0015 

0.0000 

8.11 

80 

71.89 

5.00 

3.59 

0.0015 

0.0161 

6.15 

80 

73.85 

10.00 

7.39 

0.0020 

0.0149 

6.15 

80 

73.85 

10.00 

7.39 

0.0020 

0.0103 

8.06 

90 

81.94 

5.00 

4.10 

0.0015 

0.0085 

13.88 

90 

76.12 

5.00 

3.81 

0.0015 

0.0306 

13.88 

90 

76.12 

5.00 

3.81 

0.0015 

0.0153 

7.22 

90 

82.78 

5.00 

4.14 

0.0015 

0.0351 

8.64 

80 

71.36 

10.00 

7.14 

0.0020 

0.0307 

6.41 

80 

73.59 

10.00 

7.36 

0.0020 

0.0472 

6.41 

80 

73.59 

10.00 

7.36 

0.0020 

0.0547 







































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



08004030 


Prithipura 


Rampuriya Kalan 


Rampuriya Khurd 


Raredi 


Ratanpura 


Rawans Veeran 


Reenchhwa 


Rooppura 


Sagoriya 


Sankheri 


Sar Bulandpura 


Sara Kuan 


Sarda 


Sawalda 


Semal Khera 


Semli 


Semli Kalan 


Sendari 


Sewanya 


Sewanya Kalan 


Sewanya Khurd 


Shyopura 


Sohan Khera 


Talawara 


Taraj 


Tekla 


Thanawad 


Tharaul 


Toda 


Tol Khera 


Uchawada 


Uchawadi 


Agariya 


Amarpura 


Amlawada 


Anandpura 


Ardi Khera 


Bahari Kalan 


Bahari Khurd 


Bairagarh 


Bankar 


Baori Khera 


Bhalta 


Bheel Bhalti 


Bheel Khera 


Binda Khera 


Bor Kheri Goojran 


Census Code 


0832000304060400 


0832000304059900 


0832000304059100 


0832000204015900 


0832000304038100 



Zone (Fresh 
/ Saline) 


0832000103995600 


0832000304037400 


0832000304039400 


0832000304056900 


0832000304043500 


0832000304059000 


0832000304035300 


0832000304060300 


0832000304046800 


0832000204022500 


0832000304046200 


0832000304048200 


0832000304047500 


0832000103994900 


0832000204022600 


0832000304039300 


0832000304059600 


0832000304056700 


0832000304058700 


0832000103995400 


0832000204022700 


0832000304035400 


0832000304037500 


0832000304054000 


0832000304060000 


0832000304046900 


0832000304047000 


0832000204031100 


0832000204034700 


0832000304057400 


0832000204030600 


0832000304058400 


0832000304046700 


0832000304052700 


0832000304052800 


0832000304044700 


0832000304058500 


0832000204030200 


0832000304051900 


0832000304052900 


0832000304053400 


0832000304058000 


0832000304051800 


0832000304057300 


0.95 Fresh 


1.02 Fresh 


1.87 Fresh 


6.67 Fresh 


3.97 Fresh 



2.32 Fresh 


8.92 Fresh 



1.04 Fresh 


1.17 Fresh 


4.24 Fresh 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Bhander Sandstone 

Command 

Bhander Sandstone 

Command 

Deccan Traps 

Non-command 

Bhander Sandstone 

Non-command 

Deccan Traps 

Non-command 

Bhander Sandstone 

Command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Bhander Sandstone 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Command 

Deccan Traps 

Non-command 

Bhander Sandstone 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Bhander Sandstone 

Non-command 

Deccan Traps 

Non-command 

Bhander Sandstone 

Command 

Bhander Sandstone 

Command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Command 

Deccan Traps 

Non-command 

Deccan Traps 

Command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

9.31 

90 

80.69 

5.00 

4.03 

0.0015 

0.0058 

9.47 

90 

80.53 

5.00 

4.03 

0.0015 

0.0062 

9.45 

90 

80.55 

5.00 

4.03 

0.0015 

0.0113 

10.42 

90 

79.58 

10.00 

7.96 

0.0020 

0.0087 

8.82 

80 

71.18 

10.00 

7.12 

0.0020 

0.0055 

8.82 

80 

71.18 

5.00 

3.56 

0.0015 

0.0001 

8.82 

80 

71.18 

10.00 

7.12 

0.0020 

0.0462 

8.82 

80 

71.18 

5.00 

3.56 

0.0015 

0.0015 

9.19 

80 

70.81 

10.00 

7.08 

0.0020 

0.0044 

9.18 

80 

70.82 

10.00 

7.08 

0.0020 

0.0774 

9.18 

80 

70.82 

10.00 

7.08 

0.0020 

0.0146 

14.03 

90 

75.97 

5.00 

3.80 

0.0015 

0.0075 

10.22 

90 

79.78 

5.00 

3.99 

0.0015 

0.0139 

9.09 

90 

80.91 

5.00 

4.05 

0.0015 

0.0129 

9.66 

90 

80.34 

5.00 

4.02 

0.0015 

0.0118 

9.86 

80 

70.14 

10.00 

7.01 

0.0020 

0.0481 

9.27 

90 

80.73 

5.00 

4.04 

0.0015 

0.0107 

11.37 

90 

78.63 

5.00 

3.93 

0.0015 

0.0059 

13.76 

90 

76.24 

5.00 

3.81 

0.0015 

0.0231 

15.87 

90 

74.13 

5.00 

3.71 

0.0015 

0.0026 

9.01 

90 

80.99 

5.00 

4.05 

0.0015 

0.0019 

13.59 

90 

76.41 

5.00 

3.82 

0.0015 

0.0096 

11.97 

80 

68.03 

10.00 

6.80 

0.0020 

0.0006 

13.32 

90 

76.68 

5.00 

3.83 

0.0015 

0.0021 

14.33 

90 

75.67 

5.00 

3.78 

0.0015 

0.0296 

9.43 

90 

80.57 

5.00 

4.03 

0.0015 

0.0098 

9.21 

90 

80.79 

5.00 

4.04 

0.0015 

0.0104 

9.89 

90 

80.11 

5.00 

4.01 

0.0015 

0.0184 

14.10 

80 

65.90 

10.00 

6.59 

0.0020 

0.2303 

13.29 

90 

76.71 

5.00 

3.84 

0.0015 

0.0012 

8.52 

80 

71.48 

10.00 

7.15 

0.0020 

0.1031 

7.62 

80 

72.38 

10.00 

7.24 

0.0020 

0.0116 

7.62 

80 

72.38 

5.00 

3.62 

0.0015 

0.0113 

10.81 

90 

79.19 

5.00 

3.96 

0.0015 

0.0062 

9.42 

90 

80.58 

5.00 

4.03 

0.0015 

0.0070 

11.09 

90 

78.91 

5.00 

3.95 

0.0015 

0.0116 

11.09 

90 

78.91 

5.00 

3.95 

0.0015 

0.0129 

9.02 

90 

80.98 

5.00 

4.05 

0.0015 

0.0032 

13.50 

90 

76.50 

5.00 

3.83 

0.0015 

0.0119 

13.39 

90 

76.61 

5.00 

3.83 

0.0015 

0.0055 

12.08 

90 

77.92 

5.00 

3.90 

0.0015 

0.0267 

13.59 

90 

76.41 

5.00 

3.82 

0.0015 

0.0005 

10.82 

90 

79.18 

5.00 

3.96 

0.0015 

0.0068 

12.65 

90 

77.35 

5.00 

3.87 

0.0015 

0.0084 

9.38 

90 

80.62 

5.00 

4.03 

0.0015 

0.0162 

8.75 

90 

81.25 

5.00 

4.06 

0.0015 

0.0129 

15.95 

90 

74.05 

5.00 

3.70 

0.0015 

0.0016 

10.42 

90 

79.58 

5.00 

3.98 

0.0015 

0.0214 

13.68 

90 

76.32 

5.00 

3.82 

0.0015 

0.0001 

11.11 

90 

78.89 

5.00 

3.94 

0.0015 

0.0186 

8.47 

90 

81.53 

5.00 

4.08 

0.0015 

0.0513 

10.25 

90 

79.75 

5.00 

3.99 

0.0015 

0.0131 

11.46 

90 

78.54 

5.00 

3.93 

0.0015 

0.0230 

8.69 

90 

81.31 

5.00 

4.07 

0.0015 

0.0191 

12.84 

90 

77.16 

5.00 

3.86 

0.0015 

0.0284 


























































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.01 

90 

78.99 

5.00 

3.95 

0.0015 

0.0334 

13.22 

90 

76.78 

5.00 

3.84 

0.0015 

0.0079 

13.18 

90 

76.82 

5.00 

3.84 

0.0015 

0.0109 

13.70 

90 

76.30 

5.00 

3.81 

0.0015 

0.0102 

15.91 

90 

74.09 

5.00 

3.70 

0.0015 

0.0008 

12.83 

90 

77.17 

5.00 

3.86 

0.0015 

0.0010 

14.42 

90 

75.58 

5.00 

3.78 

0.0015 

0.0099 

12.00 

90 

78.00 

5.00 

3.90 

0.0015 

0.0055 

12.67 

90 

77.33 

5.00 

3.87 

0.0015 

0.0096 

12.94 

90 

77.06 

5.00 

3.85 

0.0015 

0.0141 

11.93 

90 

78.07 

5.00 

3.90 

0.0015 

0.0354 

13.60 

90 

76.40 

5.00 

3.82 

0.0015 

0.0001 

14.37 

90 

75.63 

5.00 

3.78 

0.0015 

0.0053 

13.50 

90 

76.50 

5.00 

3.82 

0.0015 

0.0273 

14.01 

90 

75.99 

5.00 

3.80 

0.0015 

0.0140 

15.02 

90 

74.98 

5.00 

3.75 

0.0015 

0.0066 

13.28 

90 

76.72 

5.00 

3.84 

0.0015 

0.0000 

10.72 

90 

79.28 

5.00 

3.96 

0.0015 

0.0159 

10.97 

90 

79.03 

5.00 

3.95 

0.0015 

0.0145 

12.00 

90 

78.00 

5.00 

3.90 

0.0015 

0.0123 

15.02 

90 

74.98 

5.00 

3.75 

0.0015 

0.0062 

11.43 

90 

78.57 

5.00 

3.93 

0.0015 

0.0052 

10.91 

90 

79.09 

5.00 

3.95 

0.0015 

0.0004 

13.90 

90 

76.10 

5.00 

3.80 

0.0015 

0.0146 

9.98 

90 

80.02 

5.00 

4.00 

0.0015 

0.0089 

11.55 

90 

78.45 

5.00 

3.92 

0.0015 

0.0168 

12.90 

90 

77.10 

5.00 

3.85 

0.0015 

0.0004 

13.53 

90 

76.47 

5.00 

3.82 

0.0015 

0.0007 

15.04 

90 

74.96 

5.00 

3.75 

0.0015 

0.0002 

14.96 

90 

75.04 

5.00 

3.75 

0.0015 

0.0169 

12.10 

90 

77.90 

5.00 

3.89 

0.0015 

0.0105 

12.86 

90 

77.14 

5.00 

3.86 

0.0015 

0.0164 

13.02 

90 

76.98 

5.00 

3.85 

0.0015 

0.0081 

15.54 

90 

74.46 

5.00 

3.72 

0.0015 

0.0095 

13.53 

90 

76.47 

5.00 

3.82 

0.0015 

0.0074 

13.58 

90 

76.42 

5.00 

3.82 

0.0015 

0.0115 

8.26 

90 

81.74 

5.00 

4.09 

0.0015 

0.0013 

12.62 

90 

77.38 

5.00 

3.87 

0.0015 

0.0099 

13.29 

90 

76.71 

5.00 

3.84 

0.0015 

0.0002 

14.47 

90 

75.53 

5.00 

3.78 

0.0015 

0.0003 

14.47 

90 

75.53 

5.00 

3.78 

0.0015 

0.0072 

8.20 

90 

81.80 

5.00 

4.09 

0.0015 

0.0113 

11.84 

90 

78.16 

5.00 

3.91 

0.0015 

0.0556 

13.36 

90 

76.64 

5.00 

3.83 

0.0015 

0.0021 

13.83 

90 

76.17 

5.00 

3.81 

0.0015 

0.0025 

9.01 

90 

80.99 

5.00 

4.05 

0.0015 

0.0131 

13.45 

90 

76.55 

5.00 

3.83 

0.0015 

0.0028 

9.30 

90 

80.70 

5.00 

4.03 

0.0015 

0.0063 

11.55 

90 

78.45 

5.00 

3.92 

0.0015 

0.0057 

11.33 

90 

78.67 

5.00 

3.93 

0.0015 

0.0444 

10.99 

90 

79.01 

5.00 

3.95 

0.0015 

0.0123 

11.71 

90 

78.29 

5.00 

3.91 

0.0015 

0.0282 

13.35 

90 

76.65 

5.00 

3.83 

0.0015 

0.0042 

11.37 

90 

78.63 

5.00 

3.93 

0.0015 

0.0184 

15.87 

90 

74.13 

5.00 

3.71 

0.0015 

0.0054 













































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 


Census Code 


Shivpura 

Soori 

Talab Bhalti 

Teej Bardi 

Tol Khera 

Uchawada 

Umariya 

Umri 

Upsali 

Vijaipura 

Amalda 

Ayana 

Ayani 


Bagli _ 

Bamoolya Ranmal 
Barod 


Bijawata 
Binayaka 
Daulatpura 
Deewaniyan 
Dheepri ( Kalisindh) 


Doodhli 


Dorli _ 

Ebra 

Ganeshganj 

Gaonri 

Jaloda Khatiyan 
Kankra 
Kharwan 
Kherli Naunera 
Kherlimaharaja 


Kishan Ganj 

Kishanwas 

Kolana 


Kotra Deepsingh 

Madanpura 

Mangaheri 

Manpura 

Mohammad Pura 

Mugena 

Mundli 

Nalawata 

Narayanpura 

Naunera 

Patpara 

Peepalda Beeram 
Peeplda Samel 
Prempura 


0832000304045700 

0832000304057700 

0832000304053600 

0832000304045200 

0832000304052300 

0832000304046900 

0832000304057600 

0832000304053100 

0832000304051600 

0832000204030300 

0830000103774300 

0830000103780600 

0830000103780100 


0823000302740600 

0830000203783700 

0830000203786300 


0830000103774800 

0830000103779200 

0830000103779800 

0830000203783200 

0830000103779600 


0830000103779900 


0830000103779100 

0830000203783300 

0830000103775400 

0830000203786200 

0830000103780000 

0830000103780300 

0830000103774400 

0830000103774500 

0830000103779400 


0830000203786000 

0830000103774700 

0830000103779500 


0830000203784700 

0830000203783500 

0830000203783100 

0830000103775200 

0830000203783000 

0830000103775000 

0830000103774900 

0830000103779300 

0830000103774600 

0830000103774200 

0831000103855000 

0830000203786100 

0830000203782900 

0830000103780500 


Village 

Area, 

sq.km 


Zone (Fresh 
/ Saline) 


Type of Area 
(Command / Non¬ 
command) 


1.49 

2.63 

1.49 

6.40 

2.71 

4.24 

3.56 

6.73 

7.05 

1.86 

9.58 

29.73 

10.12 


Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 


5.25 

1.94 

18.92 


Fresh 

Fresh 

Fresh 


5.49 

9.12 

4.12 
3.24 
2.83 


Fresh 

Fresh 

Fresh 

Fresh 

Fresh 


5.96 


Fresh 


4.34 

5.12 

9.62 

3.02 

8.88 

3.87 

3.91 

4.31 

5.51 


Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 


4.82 

5.05 

6.13 


Fresh 

Fresh 

Fresh 


18.26 

5.18 
3.59 
2.99 
4.31 
5.34 
5.62 
6.80 

4.18 
12.21 

7.43 

5.03 

9.08 

8.12 


Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 


Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Command 

Command 

Command 

Command 

Command 

Command 

Command 

Command 

Command 

Command 

Command 

Command 

Command 

Command 

Command 

Command 

Command 

Command 

Command 

Command 

Command 

Command 

Command 

Command 

Command 

Command 

Command 

Command 

Command 

Command 

Command 

Command 

Command 

Command 

Command 

Command 

Command 

Command 

Command 

Command 

Command 

Command 

Command 

Command 

Command 


Hydrogeological Unit 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Older Alluvium 


Limestone 


Limestone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Limestone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Limestone 


Older Alluvium 


Limestone 


Older Alluvium 


Limestone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Limestone 


Limestone 


Older Alluvium 


Older Alluvium 


Limestone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Limestone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Limestone 


Older Alluvium 


Older Alluvium 


Limestone 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

15.60 

90 

74.40 

5.00 

3.72 

0.0015 

0.0083 

11.00 

90 

79.00 

5.00 

3.95 

0.0015 

0.0156 

12.46 

90 

77.54 

5.00 

3.88 

0.0015 

0.0087 

13.43 

90 

76.57 

5.00 

3.83 

0.0015 

0.0302 

13.01 

90 

76.99 

5.00 

3.85 

0.0015 

0.0156 

11.09 

90 

78.91 

5.00 

3.95 

0.0015 

0.0007 

10.99 

90 

79.01 

5.00 

3.95 

0.0015 

0.0211 

10.37 

90 

79.63 

5.00 

3.98 

0.0015 

0.0402 

11.32 

90 

78.68 

5.00 

3.93 

0.0015 

0.0416 

13.58 

90 

76.42 

5.00 

3.82 

0.0015 

0.0007 

25.67 

80 

54.33 

20.00 

10.87 

0.0150 

0.0594 

15.95 

100 

84.05 

15.00 

12.61 

0.0020 

0.0083 

18.14 

100 

81.86 

15.00 

12.28 

0.0020 

0.1791 

18.14 

80 

61.86 

20.00 

12.37 

0.0150 

0.4566 

20.86 

90 

69.14 

20.00 

13.83 

0.0100 

0.0000 

15.41 

80 

64.59 

20.00 

12.92 

0.0150 

0.0904 

18.39 

90 

71.61 

15.00 

10.74 

0.0020 

0.0005 

18.39 

80 

61.61 

20.00 

12.32 

0.0150 

2.1910 

19.10 

80 

60.90 

20.00 

12.18 

0.0150 

1.0039 

20.49 

80 

59.51 

20.00 

11.90 

0.0150 

1.6276 

18.31 

100 

81.69 

15.00 

12.25 

0.0020 

0.0958 

18.40 

80 

61.60 

20.00 

12.32 

0.0150 

0.2750 

20.45 

100 

79.56 

15.00 

11.93 

0.0020 

0.0193 

20.45 

80 

59.56 

20.00 

11.91 

0.0150 

0.0024 

19.75 

100 

80.25 

15.00 

12.04 

0.0020 

0.0525 

19.75 

80 

60.25 

20.00 

12.05 

0.0150 

0.6843 

17.81 

80 

62.19 

20.00 

12.44 

0.0150 

0.5811 

18.17 

80 

61.83 

20.00 

12.37 

0.0150 

0.9498 

16.59 

80 

63.41 

20.00 

12.68 

0.0150 

0.2617 

19.69 

80 

60.31 

20.00 

12.06 

0.0150 

0.5460 

17.49 

100 

82.51 

15.00 

12.38 

0.0020 

0.2198 

16.44 

100 

83.56 

15.00 

12.53 

0.0020 

0.0966 

24.49 

80 

55.51 

20.00 

11.10 

0.0150 

0.1185 

20.82 

80 

59.18 

20.00 

11.84 

0.0150 

0.7514 

21.35 

100 

78.65 

15.00 

11.80 

0.0020 

0.0000 

21.35 

80 

58.65 

20.00 

11.73 

0.0150 

0.9702 

5.33 

80 

74.67 

20.00 

14.93 

0.0150 

0.0546 

16.06 

80 

63.94 

20.00 

12.79 

0.0150 

0.9683 

20.50 

100 

79.51 

15.00 

11.93 

0.0020 

0.1015 

20.50 

80 

59.51 

20.00 

11.90 

0.0150 

0.3259 

15.76 

80 

64.24 

20.00 

12.85 

0.0150 

2.8844 

17.58 

80 

62.42 

20.00 

12.48 

0.0150 

0.4639 

17.18 

80 

62.82 

20.00 

12.56 

0.0150 

0.6772 

11.57 

80 

68.43 

20.00 

13.69 

0.0150 

0.0047 

17.64 

80 

62.36 

20.00 

12.47 

0.0150 

0.8056 

15.54 

80 

64.46 

20.00 

12.89 

0.0150 

0.7959 

16.56 

80 

63.44 

20.00 

12.69 

0.0150 

1.0697 

21.29 

80 

58.71 

20.00 

11.74 

0.0150 

1.1973 

14.97 

80 

65.03 

20.00 

13.01 

0.0150 

0.8162 

14.21 

80 

65.79 

20.00 

13.16 

0.0150 

1.1238 

12.75 

90 

77.25 

15.00 

11.59 

0.0020 

0.0327 

16.65 

80 

63.35 

20.00 

12.67 

0.0150 

0.8914 

20.28 

80 

59.72 

20.00 

11.94 

0.0150 

1.1963 

19.31 

100 

80.69 

15.00 

12.10 

0.0020 

0.0554 

19.31 

80 

60.69 

20.00 

12.14 

0.0150 

0.1143 























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



08004032 


Raghunath Pura 


Ralayta 


Rampura Barod 


Ranodiya 


Shrinal 


Shripura 


Takarwara 


Akeri 


Alipura 


Amalsara 


Amarpura 


Anma 


Antah (M) 


Aton 


Bagawada 


Balapura 


Baldara 


Baldeo Pura 


Balwankheri 


Bambooliya Ghata 


Bambuliya Rawtan 


Bamooliya Jageer 


Bamooliya Jogiyan 


Bamoolya Mataji 


Bamori 


Baori Khera 


Bargaon 


Barkhera 


Census Code 


0830000103780200 


0830000203783400 


0831000103855100 


0830000103775100 


0831000103855200 


0830000103780400 


0830000203784800 


0831000203866300 


0831000203863500 


0831000203867100 


0830000203791000 


0831000203867000 


0831000243102000 


0830000203790800 


0830000203786600 


0831000103858800 


0831000203863400 


0831000103862400 


0831000103855500 


0830000103779700 


0830000203788200 


0831000303871000 


0831000203864500 


0831000203867500 


0830000203796700 


0831000203868600 


0831000203862900 


0831000203866100 


Zone (Fresh 
/ Saline) 



7.07 Fresh 


1.77 Fresh 


16.36 Fresh 


3.04 Fresh 


5.42 Fresh 



1.35 Fresh 


12.86 Fresh 


2.95 Fresh 


2.68 Fresh 


2.39 Fresh 


3.55 Fresh 


1.40 Fresh 


6.43 Fresh 



7.63 Fresh 


8.41 Fresh 


5.04 Fresh 



6.58 Fresh 


5.98 Fresh 



Batawadi 


0831000203867800 


3.85 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Command 

Limestone 

Command 

Older Alluvium 

Command 

Limestone 

Command 

Older Alluvium 

Command 

Limestone 

Command 

Limestone 

Command 

Older Alluvium 

Command 

Limestone 

Command 

Limestone 

Command 

Bhander Sandstone 

Command 

Limestone 

Non-command 

Bhander Sandstone 

Command 

Limestone 

Command 

Limestone 

Command 

Limestone 

Non-command 

Limestone 

Command 

Limestone 

Command 

Limestone 

Command 

Older Alluvium 

Command 

Limestone 

Command 

Older Alluvium 

Command 

Limestone 

Non-command 

Limestone 

Command 

Limestone 

Command 

Limestone 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Limestone 

Command 

Limestone 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Limestone 

Non-command 

Limestone 

Command 

Limestone 

Non-command 

Limestone 

Command 

Limestone 

Command 

Bhander Sandstone 

Command 

Bhander Sandstone 

Command 

Limestone 

Non-command 

Bhander Sandstone 

Non-command 

Limestone 

Command 

Limestone 

Command 

Older Alluvium 

Command 

Limestone 

Command 

Limestone 

Non-command 

Limestone 

Command 

Limestone 

Command 

Older Alluvium 

Command 

Limestone 

Non-command 

Limestone 

Command 

Limestone 

Non-command 

Limestone 

Non-command 

Older Alluvium 

Command 

Limestone 

Non-command 

Limestone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

17.82 

100 

82.18 

15.00 

12.33 

0.0020 

0.0501 

18.90 

80 

61.10 

20.00 

12.22 

0.0150 

0.7355 

14.82 

90 

75.18 

15.00 

11.28 

0.0020 

0.0466 

13.88 

80 

66.12 

20.00 

13.22 

0.0150 

1.5173 

14.40 

90 

75.60 

15.00 

11.34 

0.0020 

0.0017 

13.73 

100 

86.27 

15.00 

12.94 

0.0020 

0.0699 

8.02 

80 

71.98 

20.00 

14.40 

0.0150 

0.0049 

13.43 

90 

76.57 

15.00 

11.49 

0.0020 

0.0298 

6.09 

90 

83.91 

15.00 

12.59 

0.0020 

0.0723 

10.25 

90 

79.75 

10.00 

7.97 

0.0020 

0.0735 

10.25 

90 

79.75 

15.00 

11.96 

0.0020 

0.0140 

10.25 

90 

79.75 

10.00 

7.97 

0.0020 

0.0848 

8.01 

90 

81.99 

15.00 

12.30 

0.0020 

0.0094 

4.37 

90 

85.63 

15.00 

12.84 

0.0020 

0.0455 

9.63 

90 

80.37 

15.00 

12.06 

0.0020 

0.2741 

9.63 

90 

80.37 

15.00 

12.06 

0.0020 

0.1204 

8.37 

90 

81.63 

15.00 

12.24 

0.0020 

0.0323 

8.18 

90 

81.82 

15.00 

12.27 

0.0020 

0.0005 

8.18 

80 

71.82 

20.00 

14.36 

0.0150 

0.7395 

5.89 

90 

84.11 

15.00 

12.62 

0.0020 

0.1412 

5.89 

80 

74.11 

20.00 

14.82 

0.0150 

0.1131 

5.69 

90 

84.31 

15.00 

12.65 

0.0020 

0.1594 

5.69 

90 

84.31 

15.00 

12.65 

0.0020 

0.0679 

8.02 

90 

81.98 

15.00 

12.30 

0.0020 

0.0332 

6.41 

90 

83.59 

15.00 

12.54 

0.0020 

0.3225 

9.29 

90 

80.71 

20.00 

16.14 

0.0150 

0.1111 

9.29 

90 

80.71 

20.00 

16.14 

0.0150 

0.6030 

14.74 

90 

75.26 

15.00 

11.29 

0.0020 

0.0003 

20.00 

100 

80.00 

15.00 

12.00 

0.0020 

0.0574 

5.57 

80 

74.43 

20.00 

14.89 

0.0150 

0.2572 

12.82 

90 

77.18 

20.00 

15.44 

0.0150 

0.3190 

6.17 

90 

83.83 

15.00 

12.57 

0.0020 

0.0789 

6.17 

90 

83.83 

15.00 

12.57 

0.0020 

0.0828 

12.91 

90 

77.09 

15.00 

11.56 

0.0020 

0.0055 

12.91 

90 

77.09 

15.00 

11.56 

0.0020 

0.1927 

10.74 

90 

79.26 

15.00 

11.89 

0.0020 

0.1813 

4.36 

90 

85.64 

10.00 

8.56 

0.0020 

0.0299 

14.74 

90 

75.26 

10.00 

7.53 

0.0020 

0.0055 

14.74 

90 

75.26 

15.00 

11.29 

0.0020 

0.0234 

14.74 

90 

75.26 

10.00 

7.53 

0.0020 

0.0547 

14.74 

90 

75.26 

15.00 

11.29 

0.0020 

0.0002 

5.16 

90 

84.84 

15.00 

12.73 

0.0020 

0.0629 

5.16 

80 

74.84 

20.00 

14.97 

0.0150 

0.1095 

5.73 

90 

84.27 

15.00 

12.64 

0.0020 

0.1662 

11.39 

90 

78.61 

15.00 

11.79 

0.0020 

0.0868 

11.39 

90 

78.61 

15.00 

11.79 

0.0020 

0.0541 

18.39 

90 

71.61 

15.00 

10.74 

0.0020 

0.0148 

18.39 

80 

61.61 

20.00 

12.32 

0.0150 

0.6241 

16.55 

90 

73.45 

15.00 

11.02 

0.0020 

0.1276 

16.55 

90 

73.45 

15.00 

11.02 

0.0020 

0.2684 

16.55 

90 

73.45 

15.00 

11.02 

0.0020 

0.0366 

19.85 

90 

70.15 

15.00 

10.52 

0.0020 

0.2255 

19.85 

90 

70.15 

20.00 

14.03 

0.0150 

0.0915 

19.85 

90 

70.15 

15.00 

10.52 

0.0020 

0.0025 

14.15 

90 

75.85 

15.00 

11.38 

0.0020 

0.0875 








































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Limestone 


Limestone 


Limestone 


Limestone 


Limestone 


Older Alluvium 


Limestone 


Older Alluvium 


Bhander Sandstone 


Limestone 


Limestone 


Limestone 


Older Alluvium 


Limestone 


Older Alluvium 


Limestone 


Limestone 


Limestone 


Limestone 


Older Alluvium 


Limestone 


Limestone 


Limestone 


Bhander Sandstone 


Limestone 


Limestone 


Bhander Sandstone 


Limestone 


Older Alluvium 


Limestone 


Limestone 


Limestone 


Older Alluvium 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Older Alluvium 


Limestone 


Limestone 


Limestone 


Limestone 


Bhander Sandstone 


Limestone 


Limestone 


Limestone 


Bhander Sandstone 


Limestone 


Limestone 


Limestone 


Bhander Sandstone 


Limestone 


Older Alluvium 


Limestone 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

32.10 

90 

57.90 

15.00 

8.68 

0.0020 

0.0164 

7.92 

90 

82.08 

15.00 

12.31 

0.0020 

0.0683 

8.48 

90 

81.52 

15.00 

12.23 

0.0020 

0.0876 

25.28 

90 

64.72 

15.00 

9.71 

0.0020 

0.0566 

25.28 

90 

64.72 

15.00 

9.71 

0.0020 

0.0971 

6.42 

80 

73.58 

20.00 

14.72 

0.0150 

0.6762 

15.89 

90 

74.11 

15.00 

11.12 

0.0020 

0.0337 

15.89 

90 

74.11 

20.00 

14.82 

0.0150 

0.6344 

16.65 

90 

73.35 

10.00 

7.33 

0.0020 

0.0223 

6.61 

90 

83.39 

15.00 

12.51 

0.0020 

0.1059 

6.61 

90 

83.39 

15.00 

12.51 

0.0020 

0.0006 

4.98 

90 

85.02 

15.00 

12.75 

0.0020 

0.0606 

4.98 

80 

75.02 

20.00 

15.00 

0.0150 

0.2023 

14.84 

90 

75.16 

15.00 

11.27 

0.0020 

0.0009 

14.84 

90 

75.16 

20.00 

15.03 

0.0150 

0.3887 

9.11 

90 

80.89 

15.00 

12.13 

0.0020 

0.0315 

30.97 

90 

59.03 

15.00 

8.86 

0.0020 

0.0163 

30.97 

90 

59.03 

15.00 

8.86 

0.0020 

0.0733 

14.12 

90 

75.88 

15.00 

11.38 

0.0020 

0.1102 

12.36 

90 

77.64 

20.00 

15.53 

0.0150 

0.0110 

16.58 

90 

73.42 

15.00 

11.01 

0.0020 

0.0658 

7.49 

90 

82.51 

15.00 

12.38 

0.0020 

0.0676 

15.85 

90 

74.15 

15.00 

11.12 

0.0020 

0.0614 

4.31 

90 

85.69 

10.00 

8.57 

0.0020 

0.0270 

4.31 

90 

85.69 

15.00 

12.85 

0.0020 

0.0449 

6.73 

90 

83.27 

15.00 

12.49 

0.0020 

0.2736 

9.88 

90 

80.12 

10.00 

8.01 

0.0020 

0.0009 

14.28 

90 

75.72 

15.00 

11.36 

0.0020 

0.0873 

14.28 

90 

75.72 

20.00 

15.14 

0.0150 

0.0341 

18.31 

100 

81.69 

15.00 

12.25 

0.0020 

0.0052 

12.94 

90 

77.06 

15.00 

11.56 

0.0020 

0.0754 

12.95 

90 

77.05 

15.00 

11.56 

0.0020 

0.0413 

12.95 

90 

77.05 

20.00 

15.41 

0.0150 

0.6983 

5.58 

90 

84.42 

10.00 

8.44 

0.0020 

0.0668 

5.58 

90 

84.42 

15.00 

12.66 

0.0020 

0.0852 

5.58 

90 

84.42 

10.00 

8.44 

0.0020 

0.0043 

5.34 

90 

84.66 

15.00 

12.70 

0.0020 

0.0109 

5.34 

80 

74.66 

20.00 

14.93 

0.0150 

0.6509 

5.76 

90 

84.24 

15.00 

12.64 

0.0020 

0.1580 

20.45 

100 

79.56 

15.00 

11.93 

0.0020 

0.0480 

14.21 

90 

75.79 

15.00 

11.37 

0.0020 

0.1024 

9.34 

90 

80.66 

15.00 

12.10 

0.0020 

0.1317 

3.64 

90 

86.36 

10.00 

8.64 

0.0020 

0.0001 

5.77 

90 

84.23 

15.00 

12.63 

0.0020 

0.0188 

5.74 

90 

84.26 

15.00 

12.64 

0.0020 

0.1880 

6.87 

90 

83.13 

15.00 

12.47 

0.0020 

0.0431 

4.80 

90 

85.20 

10.00 

8.52 

0.0020 

0.0217 

4.80 

90 

85.20 

15.00 

12.78 

0.0020 

0.0292 

19.81 

90 

70.19 

15.00 

10.53 

0.0020 

0.0969 

19.81 

90 

70.19 

15.00 

10.53 

0.0020 

0.0264 

6.50 

90 

83.50 

10.00 

8.35 

0.0020 

0.0308 

27.99 

90 

62.01 

15.00 

9.30 

0.0020 

0.0739 

12.35 

90 

77.65 

20.00 

15.53 

0.0150 

0.3959 

13.58 

90 

76.42 

15.00 

11.46 

0.0020 

0.0123 

13.58 

80 

66.42 

20.00 

13.28 

0.0150 

0.3219 























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Limestone 


Limestone 


Limestone 


Limestone 


Limestone 


Limestone 


Bhander Sandstone 


Limestone 


Older Alluvium 


Limestone 


Limestone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Older Alluvium 


Limestone 


Bhander Sandstone 


Limestone 


Limestone 


Older Alluvium 


Limestone 


Limestone 


Limestone 


Older Alluvium 


Limestone 


Older Alluvium 


Limestone 


Older Alluvium 


Limestone 


Limestone 


Bhander Sandstone 


Limestone 


Limestone 


Limestone 


Limestone 


Limestone 


Limestone 


Limestone 


Limestone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Limestone 


Limestone 


Limestone 


Older Alluvium 


Limestone 


Older Alluvium 


Bhander Sandstone 


Limestone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

28.14 

90 

61.86 

15.00 

9.28 

0.0020 

0.0794 

6.81 

90 

83.19 

15.00 

12.48 

0.0020 

0.1750 

16.56 

90 

73.44 

15.00 

11.02 

0.0020 

0.0076 

10.13 

90 

79.87 

15.00 

11.98 

0.0020 

0.0080 

8.09 

90 

81.91 

15.00 

12.29 

0.0020 

0.2139 

8.52 

90 

81.48 

15.00 

12.22 

0.0020 

0.1163 

6.07 

90 

83.93 

10.00 

8.39 

0.0020 

0.0114 

6.07 

90 

83.93 

15.00 

12.59 

0.0020 

0.0977 

19.34 

90 

70.66 

20.00 

14.13 

0.0150 

0.0575 

10.39 

90 

79.61 

15.00 

11.94 

0.0020 

0.1131 

16.44 

100 

83.56 

15.00 

12.53 

0.0020 

0.0004 

16.49 

90 

73.51 

15.00 

11.03 

0.0020 

0.0117 

13.84 

90 

76.16 

10.00 

7.62 

0.0020 

0.0026 

13.84 

90 

76.16 

10.00 

7.62 

0.0020 

0.0628 

17.77 

90 

72.23 

10.00 

7.22 

0.0020 

0.0061 

17.77 

90 

72.23 

15.00 

10.83 

0.0020 

0.0668 

6.44 

80 

73.56 

20.00 

14.71 

0.0150 

0.4124 

13.49 

90 

76.51 

15.00 

11.48 

0.0020 

0.1275 

13.49 

90 

76.51 

10.00 

7.65 

0.0020 

0.0010 

13.49 

90 

76.51 

15.00 

11.48 

0.0020 

0.0256 

15.17 

90 

74.83 

15.00 

11.22 

0.0020 

0.0553 

15.17 

90 

74.83 

20.00 

14.97 

0.0150 

0.0964 

38.56 

90 

51.44 

15.00 

7.72 

0.0020 

0.0018 

8.98 

90 

81.02 

15.00 

12.15 

0.0020 

0.0911 

8.82 

90 

81.18 

15.00 

12.18 

0.0020 

0.1018 

6.49 

80 

73.51 

20.00 

14.70 

0.0150 

0.5520 

18.61 

90 

71.39 

15.00 

10.71 

0.0020 

0.0132 

18.61 

80 

61.39 

20.00 

12.28 

0.0150 

0.3900 

10.42 

90 

79.58 

15.00 

11.94 

0.0020 

0.0064 

4.98 

80 

75.02 

20.00 

15.00 

0.0150 

0.0296 

20.50 

100 

79.51 

15.00 

11.93 

0.0020 

0.0011 

9.73 

90 

80.27 

15.00 

12.04 

0.0020 

0.0422 

18.72 

90 

71.28 

10.00 

7.13 

0.0020 

0.0238 

18.72 

90 

71.28 

15.00 

10.69 

0.0020 

0.0134 

18.72 

90 

71.28 

15.00 

10.69 

0.0020 

0.0010 

10.23 

90 

79.77 

15.00 

11.97 

0.0020 

0.1055 

8.66 

90 

81.34 

15.00 

12.20 

0.0020 

0.1475 

12.98 

90 

77.02 

15.00 

11.55 

0.0020 

0.1170 

9.64 

90 

80.36 

15.00 

12.05 

0.0020 

0.1279 

9.64 

90 

80.36 

15.00 

12.05 

0.0020 

0.0579 

11.73 

90 

78.27 

15.00 

11.74 

0.0020 

0.0000 

5.91 

90 

84.09 

15.00 

12.61 

0.0020 

0.0558 

15.16 

90 

74.84 

10.00 

7.48 

0.0020 

0.0310 

15.16 

90 

74.84 

10.00 

7.48 

0.0020 

0.0027 

26.49 

90 

63.51 

15.00 

9.53 

0.0020 

0.0010 

17.01 

90 

72.99 

10.00 

7.30 

0.0020 

0.0285 

13.56 

90 

76.44 

15.00 

11.47 

0.0020 

0.0499 

10.19 

90 

79.81 

15.00 

11.97 

0.0020 

0.0062 

10.19 

90 

79.81 

15.00 

11.97 

0.0020 

0.0035 

8.37 

90 

81.63 

15.00 

12.24 

0.0020 

0.0449 

8.37 

90 

81.63 

20.00 

16.33 

0.0150 

0.6288 

8.37 

90 

81.63 

15.00 

12.24 

0.0020 

0.0115 

8.37 

90 

81.63 

20.00 

16.33 

0.0150 

0.2329 

5.17 

90 

84.83 

10.00 

8.48 

0.0020 

0.0105 

5.17 

90 

84.83 

15.00 

12.72 

0.0020 

0.0354 



















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Limestone 


Older Alluvium 


Limestone 


Limestone 


Bhander Sandstone 


Limestone 


Limestone 


Limestone 


Older Alluvium 


Limestone 


Limestone 


Limestone 


Limestone 


Bhander Sandstone 


Limestone 


Limestone 


Limestone 


Limestone 


Limestone 


Limestone 


Older Alluvium 


Limestone 


Limestone 


Limestone 


Older Alluvium 


Limestone 


Limestone 


Limestone 


Limestone 


Limestone 


Older Alluvium 


Limestone 


Limestone 


Limestone 


Limestone 


Bhander Sandstone 


Older Alluvium 


Limestone 


Older Alluvium 


Limestone 


Older Alluvium 


Bhander Sandstone 


Limestone 


Older Alluvium 


Limestone 


Older Alluvium 


Limestone 


Limestone 


Limestone 


Limestone 


Limestone 


Older Alluvium 


Limestone 


Limestone 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

6.65 

90 

83.35 

15.00 

12.50 

0.0020 

0.0711 

6.65 

90 

83.35 

20.00 

16.67 

0.0150 

0.0080 

8.85 

90 

81.15 

15.00 

12.17 

0.0020 

0.3646 

7.20 

90 

82.80 

15.00 

12.42 

0.0020 

0.0657 

15.56 

90 

74.44 

10.00 

7.44 

0.0020 

0.1148 

15.56 

90 

74.44 

15.00 

11.17 

0.0020 

0.0009 

7.29 

90 

82.71 

15.00 

12.41 

0.0020 

0.1315 

7.29 

90 

82.71 

15.00 

12.41 

0.0020 

0.0963 

7.29 

90 

82.71 

20.00 

16.54 

0.0150 

0.5024 

6.20 

90 

83.80 

15.00 

12.57 

0.0020 

0.1224 

6.20 

90 

83.80 

15.00 

12.57 

0.0020 

0.0316 

13.49 

90 

76.51 

15.00 

11.48 

0.0020 

0.0060 

8.69 

90 

81.31 

15.00 

12.20 

0.0020 

0.1371 

5.43 

90 

84.57 

10.00 

8.46 

0.0020 

0.0041 

5.43 

90 

84.57 

15.00 

12.69 

0.0020 

0.5706 

12.95 

90 

77.05 

15.00 

11.56 

0.0020 

0.1635 

7.48 

90 

82.52 

15.00 

12.38 

0.0020 

0.0652 

5.87 

90 

84.13 

15.00 

12.62 

0.0020 

0.4821 

12.75 

90 

77.25 

15.00 

11.59 

0.0020 

0.1396 

7.06 

90 

82.94 

15.00 

12.44 

0.0020 

0.0200 

7.06 

90 

82.94 

20.00 

16.59 

0.0150 

0.8460 

8.60 

90 

81.40 

15.00 

12.21 

0.0020 

0.2050 

7.46 

90 

82.54 

15.00 

12.38 

0.0020 

0.3839 

7.46 

90 

82.54 

15.00 

12.38 

0.0020 

0.0118 

24.89 

90 

65.11 

20.00 

13.02 

0.0150 

0.4048 

9.87 

90 

80.13 

15.00 

12.02 

0.0020 

0.0001 

9.87 

90 

80.13 

15.00 

12.02 

0.0020 

0.0663 

8.92 

90 

81.08 

15.00 

12.16 

0.0020 

0.0766 

14.82 

90 

75.18 

15.00 

11.28 

0.0020 

0.0596 

14.43 

90 

75.57 

15.00 

11.34 

0.0020 

0.0506 

14.43 

90 

75.57 

20.00 

15.11 

0.0150 

0.6558 

5.68 

90 

84.32 

15.00 

12.65 

0.0020 

0.0963 

5.68 

90 

84.32 

15.00 

12.65 

0.0020 

0.0514 

10.15 

90 

79.85 

15.00 

11.98 

0.0020 

0.0005 

5.67 

90 

84.33 

15.00 

12.65 

0.0020 

0.0631 

4.23 

90 

85.77 

10.00 

8.58 

0.0020 

0.0162 

10.73 

90 

79.27 

20.00 

15.85 

0.0150 

1.8369 

7.29 

90 

82.71 

15.00 

12.41 

0.0020 

0.0702 

7.29 

90 

82.71 

20.00 

16.54 

0.0150 

0.1323 

7.29 

90 

82.71 

15.00 

12.41 

0.0020 

0.0292 

7.29 

90 

82.71 

20.00 

16.54 

0.0150 

0.4696 

8.04 

90 

81.96 

10.00 

8.20 

0.0020 

0.0292 

8.04 

90 

81.96 

15.00 

12.29 

0.0020 

0.1200 

14.52 

90 

75.48 

20.00 

15.10 

0.0150 

1.6448 

8.75 

90 

81.25 

15.00 

12.19 

0.0020 

0.7017 

8.75 

90 

81.25 

20.00 

16.25 

0.0150 

0.0001 

12.03 

90 

77.97 

15.00 

11.70 

0.0020 

0.1635 

16.81 

90 

73.19 

15.00 

10.98 

0.0020 

0.1092 

14.40 

90 

75.60 

15.00 

11.34 

0.0020 

0.0211 

13.73 

100 

86.27 

15.00 

12.94 

0.0020 

0.0226 

11.20 

90 

78.80 

15.00 

11.82 

0.0020 

0.0126 

11.20 

90 

78.80 

20.00 

15.76 

0.0150 

0.1933 

5.80 

90 

84.20 

15.00 

12.63 

0.0020 

0.0583 

9.81 

90 

80.19 

15.00 

12.03 

0.0020 

0.0446 

9.81 

90 

80.19 

20.00 

16.04 

0.0150 

0.4240 










































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Limestone 


Older Alluvium 


Limestone 


Older Alluvium 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Older Alluvium 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Limestone 


Older Alluvium 


Limestone 


Older Alluvium 


Limestone 


Limestone 


Limestone 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

7.54 

90 

82.46 

15.00 

12.37 

0.0020 

0.1441 

7.54 

90 

82.46 

20.00 

16.49 

0.0150 

1.5272 

12.72 

90 

77.28 

15.00 

11.59 

0.0020 

0.2083 

12.72 

90 

77.28 

20.00 

15.46 

0.0150 

0.3210 

8.31 

90 

81.69 

15.00 

12.25 

0.0020 

0.1095 

16.79 

90 

73.21 

10.00 

7.32 

0.0020 

0.0403 

16.79 

90 

73.21 

15.00 

10.98 

0.0020 

0.0047 

16.79 

90 

73.21 

10.00 

7.32 

0.0020 

0.0465 

16.79 

90 

73.21 

15.00 

10.98 

0.0020 

0.0342 

28.95 

90 

61.05 

20.00 

12.21 

0.0150 

0.0552 

12.24 

90 

77.76 

10.00 

7.78 

0.0020 

0.0327 

12.24 

90 

77.76 

15.00 

11.66 

0.0020 

0.0146 

12.24 

90 

77.76 

10.00 

7.78 

0.0020 

0.0253 

9.92 

90 

80.08 

15.00 

12.01 

0.0020 

0.1962 

19.97 

90 

70.03 

15.00 

10.50 

0.0020 

0.0039 

19.97 

90 

70.03 

20.00 

14.01 

0.0150 

1.4488 

5.96 

90 

84.04 

15.00 

12.61 

0.0020 

0.1625 

21.52 

90 

68.48 

20.00 

13.70 

0.0150 

0.2322 

10.09 

90 

79.92 

15.00 

11.99 

0.0020 

0.1434 

12.05 

90 

77.95 

15.00 

11.69 

0.0020 

0.2010 

6.47 

90 

83.53 

15.00 

12.53 

0.0020 

0.2102 

6.47 

90 

83.53 

20.00 

16.71 

0.0150 

0.4322 

14.72 

90 

75.28 

20.00 

15.06 

0.0150 

0.3469 

15.38 

100 

84.62 

10.00 

8.46 

0.0020 

0.0190 

10.66 

80 

69.34 

10.00 

6.93 

0.0020 

0.0462 

18.45 

100 

81.55 

15.00 

12.23 

0.0020 

0.0517 

10.25 

90 

79.75 

10.00 

7.97 

0.0020 

0.0004 

25.26 

100 

74.74 

15.00 

11.21 

0.0020 

0.0401 

25.26 

100 

74.74 

15.00 

11.21 

0.0020 

0.0070 

16.58 

100 

83.42 

10.00 

8.34 

0.0020 

0.0189 

16.58 

100 

83.42 

10.00 

8.34 

0.0020 

0.0858 

16.58 

100 

83.42 

15.00 

12.51 

0.0020 

0.0054 

23.49 

100 

76.51 

10.00 

7.65 

0.0020 

0.0108 

23.49 

90 

66.51 

2.00 

1.33 

0.0015 

0.0007 

23.49 

100 

76.51 

10.00 

7.65 

0.0020 

0.0162 

23.49 

90 

66.51 

2.00 

1.33 

0.0015 

0.0002 

31.27 

100 

68.73 

10.00 

6.87 

0.0020 

0.1076 

31.27 

90 

58.73 

15.00 

8.81 

0.0020 

0.0940 

31.27 

100 

68.73 

10.00 

6.87 

0.0020 

0.0052 

31.27 

90 

58.73 

15.00 

8.81 

0.0020 

0.0134 

36.22 

100 

63.78 

10.00 

6.38 

0.0020 

0.0107 

36.22 

100 

63.78 

10.00 

6.38 

0.0020 

0.0250 

23.81 

100 

76.19 

10.00 

7.62 

0.0020 

0.0024 

15.43 

100 

84.57 

10.00 

8.46 

0.0020 

0.1440 

15.43 

100 

84.57 

10.00 

8.46 

0.0020 

0.0939 

17.32 

100 

82.68 

10.00 

8.27 

0.0020 

0.0313 

17.32 

100 

82.68 

10.00 

8.27 

0.0020 

0.0790 

28.35 

90 

61.65 

2.00 

1.23 

0.0015 

0.0001 

10.64 

100 

89.36 

10.00 

8.94 

0.0020 

0.0271 

42.08 

90 

47.92 

15.00 

7.19 

0.0020 

0.0078 

42.08 

100 

57.92 

10.00 

5.79 

0.0020 

0.0036 

42.08 

90 

47.92 

15.00 

7.19 

0.0020 

0.0346 

25.15 

100 

74.85 

10.00 

7.48 

0.0020 

0.0907 

35.56 

90 

54.44 

15.00 

8.17 

0.0020 

0.0772 

15.40 

100 

84.60 

10.00 

8.46 

0.0020 

0.0287 























































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Bhander Sandstone 


Limestone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Limestone 


Limestone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Shale 


Limestone 


Limestone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Limestone 


Limestone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

21.26 

100 

78.74 

10.00 

7.87 

0.0020 

0.0305 

21.26 

100 

78.74 

15.00 

11.81 

0.0020 

0.0326 

21.26 

100 

78.74 

15.00 

11.81 

0.0020 

0.0000 

15.60 

100 

84.40 

10.00 

8.44 

0.0020 

0.0712 

15.60 

100 

84.40 

10.00 

8.44 

0.0020 

0.5321 

22.31 

100 

77.69 

10.00 

7.77 

0.0020 

0.1182 

21.54 

100 

78.46 

10.00 

7.85 

0.0020 

0.0158 

25.71 

100 

74.29 

10.00 

7.43 

0.0020 

0.0015 

17.67 

100 

82.33 

10.00 

8.23 

0.0020 

0.0150 

17.67 

100 

82.33 

10.00 

8.23 

0.0020 

0.0213 

33.69 

90 

56.31 

15.00 

8.45 

0.0020 

0.2153 

22.82 

100 

77.18 

10.00 

7.72 

0.0020 

0.0000 

14.48 

90 

75.52 

15.00 

11.33 

0.0020 

0.0349 

14.48 

90 

75.52 

15.00 

11.33 

0.0020 

0.0001 

9.50 

90 

80.50 

15.00 

12.07 

0.0020 

0.0453 

9.50 

90 

80.50 

15.00 

12.07 

0.0020 

0.0067 

11.31 

80 

68.69 

10.00 

6.87 

0.0020 

0.0635 

11.31 

80 

68.69 

10.00 

6.87 

0.0020 

0.0106 

8.98 

100 

91.02 

10.00 

9.10 

0.0020 

0.1658 

15.92 

100 

84.08 

10.00 

8.41 

0.0020 

0.0799 

16.02 

80 

63.98 

10.00 

6.40 

0.0020 

0.0040 

12.85 

80 

67.15 

10.00 

6.72 

0.0020 

0.0141 

12.85 

80 

67.15 

10.00 

6.72 

0.0020 

0.0034 

23.53 

90 

66.47 

2.00 

1.33 

0.0015 

0.0039 

23.53 

100 

76.47 

10.00 

7.65 

0.0020 

0.0077 

23.53 

90 

66.47 

2.00 

1.33 

0.0015 

0.0059 

23.50 

100 

76.50 

10.00 

7.65 

0.0020 

0.0687 

23.50 

90 

66.50 

2.00 

1.33 

0.0015 

0.0004 

22.99 

100 

77.01 

15.00 

11.55 

0.0020 

0.0993 

41.75 

100 

58.25 

15.00 

8.74 

0.0020 

0.0311 

41.75 

100 

58.25 

15.00 

8.74 

0.0020 

0.0744 

16.17 

100 

83.83 

10.00 

8.38 

0.0020 

0.0000 

16.17 

100 

83.83 

10.00 

8.38 

0.0020 

0.3844 

16.17 

100 

83.83 

15.00 

12.57 

0.0020 

0.0088 

10.25 

100 

89.75 

10.00 

8.98 

0.0020 

0.1929 

15.58 

80 

64.42 

10.00 

6.44 

0.0020 

0.0174 

15.58 

80 

64.42 

10.00 

6.44 

0.0020 

0.0038 

27.07 

100 

72.93 

10.00 

7.29 

0.0020 

0.0060 

27.07 

100 

72.93 

10.00 

7.29 

0.0020 

0.0112 

29.50 

100 

70.50 

10.00 

7.05 

0.0020 

0.0331 

29.50 

100 

70.50 

10.00 

7.05 

0.0020 

0.0000 

20.73 

100 

79.27 

15.00 

11.89 

0.0020 

0.0022 

20.73 

100 

79.27 

15.00 

11.89 

0.0020 

0.0244 

28.38 

100 

71.62 

10.00 

7.16 

0.0020 

0.0421 

4.31 

90 

85.69 

10.00 

8.57 

0.0020 

0.0112 

4.31 

90 

85.69 

15.00 

12.85 

0.0020 

0.0134 

25.44 

100 

74.56 

10.00 

7.46 

0.0020 

0.0068 

25.44 

100 

74.56 

10.00 

7.46 

0.0020 

0.0010 

23.11 

90 

66.89 

15.00 

10.03 

0.0020 

0.0952 

19.96 

90 

70.04 

15.00 

10.51 

0.0020 

0.1096 

20.88 

90 

69.12 

15.00 

10.37 

0.0020 

0.0313 

26.76 

90 

63.24 

15.00 

9.49 

0.0020 

0.0905 

17.49 

80 

62.51 

10.00 

6.25 

0.0020 

0.0961 

17.49 

80 

62.51 

10.00 

6.25 

0.0020 

0.0294 

16.03 

90 

73.97 

15.00 

11.10 

0.0020 

0.0025 






























































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Limestone 


Limestone 


Limestone 


Limestone 


Limestone 


Bhander Sandstone 


Limestone 


Limestone 


Limestone 


Limestone 


Limestone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Limestone 


Bhander Sandstone 


Limestone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Limestone 


Limestone 


Limestone 


Bhander Sandstone 


Limestone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

16.03 

90 

73.97 

15.00 

11.10 

0.0020 

0.0373 

22.36 

100 

77.64 

10.00 

7.76 

0.0020 

0.1352 

13.94 

80 

66.06 

10.00 

6.61 

0.0020 

0.0047 

13.94 

80 

66.06 

10.00 

6.61 

0.0020 

0.0006 

21.44 

100 

78.56 

10.00 

7.86 

0.0020 

0.1827 

30.09 

100 

69.91 

15.00 

10.49 

0.0020 

0.0015 

30.09 

100 

69.91 

15.00 

10.49 

0.0020 

0.0012 

23.04 

100 

76.96 

15.00 

11.54 

0.0020 

0.2359 

19.59 

100 

80.41 

15.00 

12.06 

0.0020 

0.0046 

19.59 

100 

80.41 

15.00 

12.06 

0.0020 

0.1522 

19.59 

100 

80.41 

15.00 

12.06 

0.0020 

0.0201 

28.06 

100 

71.94 

10.00 

7.19 

0.0020 

0.0922 

12.27 

90 

77.73 

15.00 

11.66 

0.0020 

0.0803 

12.27 

90 

77.73 

15.00 

11.66 

0.0020 

0.0052 

24.03 

100 

75.97 

15.00 

11.40 

0.0020 

0.1708 

12.61 

90 

77.39 

15.00 

11.61 

0.0020 

0.1631 

43.07 

90 

46.93 

15.00 

7.04 

0.0020 

0.0027 

43.07 

90 

46.93 

15.00 

7.04 

0.0020 

0.0612 

11.36 

90 

78.64 

10.00 

7.86 

0.0020 

0.0290 

11.36 

90 

78.64 

15.00 

11.80 

0.0020 

0.1007 

21.82 

100 

78.18 

10.00 

7.82 

0.0020 

0.0950 

22.27 

100 

77.73 

15.00 

11.66 

0.0020 

0.0099 

22.27 

100 

77.73 

15.00 

11.66 

0.0020 

0.1790 

20.91 

100 

79.09 

10.00 

7.91 

0.0020 

0.0130 

20.91 

100 

79.09 

15.00 

11.86 

0.0020 

0.0028 

22.94 

100 

77.06 

10.00 

7.71 

0.0020 

0.0002 

22.94 

100 

77.06 

10.00 

7.71 

0.0020 

0.0180 

24.21 

100 

75.79 

15.00 

11.37 

0.0020 

0.0272 

24.21 

100 

75.79 

15.00 

11.37 

0.0020 

0.0252 

11.57 

100 

88.43 

10.00 

8.84 

0.0020 

0.0782 

11.57 

90 

78.43 

15.00 

11.76 

0.0020 

0.3569 

21.87 

90 

68.13 

15.00 

10.22 

0.0020 

0.0539 

26.07 

100 

73.93 

10.00 

7.39 

0.0020 

0.0294 

13.80 

90 

76.20 

10.00 

7.62 

0.0020 

0.1481 

10.97 

100 

89.03 

10.00 

8.90 

0.0020 

0.0227 

10.97 

100 

89.03 

10.00 

8.90 

0.0020 

0.0412 

9.02 

100 

90.98 

10.00 

9.10 

0.0020 

0.2113 

17.80 

100 

82.20 

10.00 

8.22 

0.0020 

0.0000 

17.80 

100 

82.20 

10.00 

8.22 

0.0020 

0.1406 

6.50 

90 

83.50 

10.00 

8.35 

0.0020 

0.0649 

6.50 

90 

83.50 

15.00 

12.52 

0.0020 

0.0145 

22.26 

100 

77.74 

10.00 

7.77 

0.0020 

0.0319 

22.26 

100 

77.74 

10.00 

7.77 

0.0020 

0.0004 

25.84 

100 

74.16 

10.00 

7.42 

0.0020 

0.1034 

25.84 

100 

74.16 

10.00 

7.42 

0.0020 

0.0136 

25.84 

100 

74.16 

10.00 

7.42 

0.0020 

0.0914 

15.11 

100 

84.89 

15.00 

12.73 

0.0020 

0.0647 

15.11 

100 

84.89 

15.00 

12.73 

0.0020 

0.0484 

15.66 

100 

84.34 

15.00 

12.65 

0.0020 

0.0025 

15.66 

100 

84.34 

15.00 

12.65 

0.0020 

0.0487 

16.05 

100 

83.95 

10.00 

8.39 

0.0020 

0.0560 

16.05 

100 

83.95 

15.00 

12.59 

0.0020 

0.0008 

28.34 

90 

61.66 

15.00 

9.25 

0.0020 

0.0765 

10.95 

100 

89.05 

10.00 

8.91 

0.0020 

0.0544 

10.95 

100 

89.05 

10.00 

8.91 

0.0020 

0.0055 






















































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Bhander Sandstone 


Limestone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

9.81 

90 

80.19 

10.00 

8.02 

0.0020 

0.0102 

9.81 

90 

80.19 

15.00 

12.03 

0.0020 

0.1314 

19.98 

100 

80.02 

15.00 

12.00 

0.0020 

0.0539 

16.91 

80 

63.09 

10.00 

6.31 

0.0020 

0.0040 

16.91 

80 

63.09 

10.00 

6.31 

0.0020 

0.1079 

16.79 

100 

83.21 

10.00 

8.32 

0.0020 

0.0125 

16.79 

100 

83.21 

10.00 

8.32 

0.0020 

0.0558 

26.70 

100 

73.30 

10.00 

7.33 

0.0020 

0.0023 

26.70 

100 

73.30 

15.00 

10.99 

0.0020 

0.0000 

26.70 

100 

73.30 

10.00 

7.33 

0.0020 

0.0033 

15.57 

100 

84.43 

10.00 

8.44 

0.0020 

0.0594 

15.20 

100 

84.80 

10.00 

8.48 

0.0020 

0.0506 

7.73 

90 

82.27 

10.00 

8.23 

0.0020 

0.0001 

7.73 

90 

82.27 

15.00 

12.34 

0.0020 

0.0536 

18.56 

90 

71.44 

15.00 

10.72 

0.0020 

0.0302 

22.55 

100 

77.45 

10.00 

7.74 

0.0020 

0.0203 

22.55 

100 

77.45 

10.00 

7.74 

0.0020 

0.0113 

22.26 

100 

77.74 

10.00 

7.77 

0.0020 

0.0154 

22.26 

100 

77.74 

10.00 

7.77 

0.0020 

0.0354 

14.85 

100 

85.15 

10.00 

8.51 

0.0020 

0.0225 

14.85 

100 

85.15 

10.00 

8.51 

0.0020 

0.0297 

23.55 

100 

76.45 

15.00 

11.47 

0.0020 

0.0519 

42.89 

90 

47.11 

15.00 

7.07 

0.0020 

0.0130 

21.95 

100 

78.05 

10.00 

7.81 

0.0020 

0.0477 

22.51 

100 

77.49 

10.00 

7.75 

0.0020 

0.0510 

9.57 

100 

90.43 

10.00 

9.04 

0.0020 

0.1148 

23.89 

100 

76.11 

15.00 

11.42 

0.0020 

0.1381 

14.48 

90 

75.52 

10.00 

7.55 

0.0020 

0.2668 

14.48 

90 

75.52 

15.00 

11.33 

0.0020 

0.0042 

13.07 

100 

86.93 

10.00 

8.69 

0.0020 

0.0128 

13.07 

100 

86.93 

10.00 

8.69 

0.0020 

0.1455 

18.29 

100 

81.71 

15.00 

12.26 

0.0020 

0.0033 

18.29 

100 

81.71 

10.00 

8.17 

0.0020 

0.0117 

18.29 

100 

81.71 

15.00 

12.26 

0.0020 

0.0132 

13.75 

100 

86.26 

10.00 

8.63 

0.0020 

0.0679 

22.55 

100 

77.45 

15.00 

11.62 

0.0020 

0.0014 

22.55 

100 

77.45 

15.00 

11.62 

0.0020 

0.0547 

22.38 

100 

77.62 

10.00 

7.76 

0.0020 

0.0569 

22.38 

90 

67.62 

15.00 

10.14 

0.0020 

0.0003 

19.18 

100 

80.82 

10.00 

8.08 

0.0020 

0.0525 

21.09 

100 

78.91 

10.00 

7.89 

0.0020 

0.0379 

21.09 

100 

78.91 

15.00 

11.84 

0.0020 

0.0231 

21.09 

100 

78.91 

10.00 

7.89 

0.0020 

0.0179 

21.09 

100 

78.91 

15.00 

11.84 

0.0020 

0.1320 

22.90 

100 

77.10 

10.00 

7.71 

0.0020 

0.0003 

22.90 

100 

77.10 

10.00 

7.71 

0.0020 

0.0167 

15.71 

100 

84.29 

10.00 

8.43 

0.0020 

0.0409 

17.85 

100 

82.15 

10.00 

8.22 

0.0020 

0.0301 

17.85 

100 

82.15 

15.00 

12.32 

0.0020 

0.0313 

17.85 

100 

82.15 

10.00 

8.22 

0.0020 

0.0198 

16.98 

100 

83.02 

10.00 

8.30 

0.0020 

0.0463 

19.87 

100 

80.13 

10.00 

8.01 

0.0020 

0.0276 

19.87 

100 

80.13 

15.00 

12.02 

0.0020 

0.0010 

19.87 

100 

80.13 

10.00 

8.01 

0.0020 

0.0083 

19.87 

100 

80.13 

15.00 

12.02 

0.0020 

0.0182 

















































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Limestone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Shale 


Shale 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Limestone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

22.44 

100 

77.56 

10.00 

7.76 

0.0020 

0.0088 

22.44 

100 

77.56 

10.00 

7.76 

0.0020 

0.0045 

18.68 

100 

81.32 

10.00 

8.13 

0.0020 

0.0339 

18.68 

100 

81.32 

10.00 

8.13 

0.0020 

0.0265 

13.87 

100 

86.13 

15.00 

12.92 

0.0020 

0.0558 

24.45 

100 

75.55 

10.00 

7.55 

0.0020 

0.0002 

24.45 

100 

75.55 

15.00 

11.33 

0.0020 

0.0008 

24.45 

100 

75.55 

10.00 

7.55 

0.0020 

0.0102 

24.45 

100 

75.55 

15.00 

11.33 

0.0020 

0.0695 

23.47 

100 

76.53 

15.00 

11.48 

0.0020 

0.0038 

23.47 

100 

76.53 

15.00 

11.48 

0.0020 

0.0813 

26.95 

100 

73.05 

10.00 

7.31 

0.0020 

0.0015 

26.95 

100 

73.05 

10.00 

7.31 

0.0020 

0.0058 

15.10 

100 

84.90 

10.00 

8.49 

0.0020 

0.0290 

15.10 

100 

84.90 

15.00 

12.73 

0.0020 

0.0507 

16.20 

100 

83.80 

10.00 

8.38 

0.0020 

0.1181 

26.62 

90 

63.38 

2.00 

1.27 

0.0015 

0.0007 

26.62 

90 

63.38 

2.00 

1.27 

0.0015 

0.0000 

25.88 

100 

74.12 

10.00 

7.41 

0.0020 

0.0580 

11.84 

90 

78.16 

10.00 

7.82 

0.0020 

0.0551 

11.84 

90 

78.16 

15.00 

11.72 

0.0020 

0.0104 

9.45 

100 

90.55 

10.00 

9.06 

0.0020 

0.4830 

10.95 

100 

89.05 

10.00 

8.90 

0.0020 

0.2020 

11.73 

100 

88.27 

10.00 

8.83 

0.0020 

0.0200 

10.59 

100 

89.41 

10.00 

8.94 

0.0020 

0.0158 

10.59 

100 

89.41 

10.00 

8.94 

0.0020 

0.0143 

15.64 

100 

84.36 

10.00 

8.44 

0.0020 

0.0133 

20.30 

100 

79.70 

10.00 

7.97 

0.0020 

0.0235 

20.30 

90 

69.70 

2.00 

1.39 

0.0015 

0.0001 

20.30 

100 

79.70 

10.00 

7.97 

0.0020 

0.0391 

22.49 

100 

77.51 

10.00 

7.75 

0.0020 

0.0200 

22.49 

90 

67.51 

2.00 

1.35 

0.0015 

0.0015 

22.49 

100 

77.51 

10.00 

7.75 

0.0020 

0.0163 

30.09 

100 

69.91 

15.00 

10.49 

0.0020 

0.0036 

30.09 

100 

69.91 

15.00 

10.49 

0.0020 

0.3765 

22.31 

100 

77.69 

10.00 

7.77 

0.0020 

0.0003 

24.15 

100 

75.85 

15.00 

11.38 

0.0020 

0.1629 

12.05 

100 

87.95 

10.00 

8.80 

0.0020 

0.1559 

28.31 

100 

71.69 

10.00 

7.17 

0.0020 

0.0000 

28.31 

100 

71.69 

15.00 

10.75 

0.0020 

0.0056 

28.31 

100 

71.69 

15.00 

10.75 

0.0020 

0.0042 

17.88 

100 

82.12 

10.00 

8.21 

0.0020 

0.0005 

17.88 

100 

82.12 

10.00 

8.21 

0.0020 

0.0007 

27.74 

100 

72.26 

10.00 

7.23 

0.0020 

0.0699 

27.68 

100 

72.32 

10.00 

7.23 

0.0020 

0.0370 

26.34 

100 

73.66 

10.00 

7.37 

0.0020 

0.0428 

10.51 

100 

89.49 

10.00 

8.95 

0.0020 

0.0265 

28.54 

100 

71.46 

15.00 

10.72 

0.0020 

0.0074 

28.54 

100 

71.46 

15.00 

10.72 

0.0020 

0.0000 

21.80 

100 

78.20 

10.00 

7.82 

0.0020 

0.1433 

10.63 

100 

89.37 

10.00 

8.94 

0.0020 

0.8260 

10.53 

100 

89.47 

10.00 

8.95 

0.0020 

0.0478 

23.93 

100 

76.07 

10.00 

7.61 

0.0020 

0.0404 

15.14 

100 

84.86 

10.00 

8.49 

0.0020 

0.0263 

9.43 

90 

80.57 

10.00 

8.06 

0.0020 

0.0796 
































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Limestone 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Limestone 


Limestone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Limestone 


Limestone 


Limestone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

9.43 

90 

80.57 

15.00 

12.08 

0.0020 

0.0447 

13.16 

100 

86.84 

10.00 

8.68 

0.0020 

0.2138 

27.79 

90 

62.21 

2.00 

1.24 

0.0015 

0.0000 

12.02 

100 

87.98 

10.00 

8.80 

0.0020 

0.8939 

12.02 

100 

87.98 

15.00 

13.20 

0.0020 

0.0022 

12.02 

100 

87.98 

10.00 

8.80 

0.0020 

0.0067 

9.27 

100 

90.73 

10.00 

9.07 

0.0020 

0.0007 

23.36 

100 

76.64 

15.00 

11.50 

0.0020 

0.0608 

10.57 

100 

89.43 

10.00 

8.94 

0.0020 

0.0170 

24.49 

100 

75.51 

10.00 

7.55 

0.0020 

0.0003 

24.49 

100 

75.51 

10.00 

7.55 

0.0020 

0.0120 

20.67 

100 

79.33 

10.00 

7.93 

0.0020 

0.0635 

8.36 

90 

81.64 

10.00 

8.16 

0.0020 

0.0021 

8.36 

90 

81.64 

15.00 

12.25 

0.0020 

0.0265 

25.30 

100 

74.70 

10.00 

7.47 

0.0020 

0.0276 

8.79 

100 

91.21 

10.00 

9.12 

0.0020 

0.0184 

19.57 

100 

80.43 

10.00 

8.04 

0.0020 

0.0107 

19.57 

100 

80.43 

10.00 

8.04 

0.0020 

0.0143 

6.00 

90 

84.00 

10.00 

8.40 

0.0020 

0.0173 

6.00 

90 

84.00 

15.00 

12.60 

0.0020 

0.0277 

4.70 

90 

85.30 

10.00 

8.53 

0.0020 

0.0346 

4.70 

90 

85.30 

15.00 

12.79 

0.0020 

0.0010 

27.19 

100 

72.81 

10.00 

7.28 

0.0020 

0.1075 

5.43 

90 

84.57 

10.00 

8.46 

0.0020 

0.0163 

5.43 

90 

84.57 

15.00 

12.69 

0.0020 

0.0462 

20.93 

100 

79.07 

10.00 

7.91 

0.0020 

0.0279 

25.82 

100 

74.18 

10.00 

7.42 

0.0020 

0.0467 

27.91 

100 

72.09 

10.00 

7.21 

0.0020 

0.0142 

32.27 

100 

67.73 

10.00 

6.77 

0.0020 

0.0279 

32.27 

100 

67.73 

10.00 

6.77 

0.0020 

0.0009 

15.61 

100 

84.39 

10.00 

8.44 

0.0020 

0.0523 

15.61 

100 

84.39 

15.00 

12.66 

0.0020 

0.0781 

15.61 

100 

84.39 

10.00 

8.44 

0.0020 

0.0066 

15.61 

100 

84.39 

15.00 

12.66 

0.0020 

0.0505 

11.36 

100 

88.64 

10.00 

8.86 

0.0020 

0.0755 

8.61 

100 

91.39 

10.00 

9.14 

0.0020 

0.0963 

15.65 

100 

84.35 

15.00 

12.65 

0.0020 

0.0123 

15.65 

100 

84.35 

10.00 

8.44 

0.0020 

0.0122 

15.65 

100 

84.35 

15.00 

12.65 

0.0020 

0.0516 

38.69 

90 

51.31 

15.00 

7.70 

0.0020 

0.0077 

16.21 

100 

83.79 

10.00 

8.38 

0.0020 

0.0000 

16.21 

100 

83.79 

15.00 

12.57 

0.0020 

0.0060 

16.21 

100 

83.79 

10.00 

8.38 

0.0020 

0.0412 

16.21 

100 

83.79 

15.00 

12.57 

0.0020 

0.0564 

14.98 

90 

75.02 

10.00 

7.50 

0.0020 

0.1109 

14.98 

90 

75.02 

15.00 

11.25 

0.0020 

0.0379 

12.02 

100 

87.98 

15.00 

13.20 

0.0020 

0.0119 

17.91 

90 

72.09 

15.00 

10.81 

0.0020 

0.0318 

17.82 

90 

72.18 

15.00 

10.83 

0.0020 

0.1331 

27.62 

100 

72.38 

10.00 

7.24 

0.0020 

0.0604 

4.23 

90 

85.77 

10.00 

8.58 

0.0020 

0.0404 

4.23 

90 

85.77 

15.00 

12.87 

0.0020 

0.0024 

15.61 

90 

74.39 

15.00 

11.16 

0.0020 

0.0174 

15.61 

90 

74.39 

15.00 

11.16 

0.0020 

0.0448 

14.58 

100 

85.42 

15.00 

12.81 

0.0020 

0.0056 




























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



08004034 


Sarkhandiya 


Sarola 


Sarola Bhankya Kheri 


Sawan Bhadon 


Seemalya 


Shankarpura 


Singh Pura 


Suwana 


Tahla 


Tarkasya 


Tolya 


Toomra 


Tosya 


Umarheri 


Ummed Pura 


Urna 


Vijaipur 


Zalimpura 


Bakshpura 


Beel Kheri 


Bhanwariya 


Bheenlot 


Dadwara 


Daulatpura 


Dobara 


Ghati Jageer 


Gopalpura 


Haripura 


Jhamra 


Kalya Kheri 


Kanwarpura 


Kishor Sagar 


Kothal 


Laxmipura 


Mandirgarh 


Manpura 


Census Code 


0830000503851800 


0832000103978200 


0832000103977800 


0830000503847100 


0832000103978000 


0830000503845700 


0830000303809600 


0830000303816900 


0830000203797800 


0830000203797900 


0830000503851300 


0830000503853100 


0830000503833600 


0830000503853200 


0830000503838100 


0832000103978300 


0830000503838800 


0830000503847800 


0830000503846000 


0830000303815600 


0830000303816700 


0830000303816600 


0830000303815900 


0830000303817200 


0830000303815500 


0830000303817600 


0830000403825100 


0830000303816800 


0830000303816200 


0830000303816500 


0830000303817000 


0830000303816100 


0830000503852300 


0830000303817300 


0830000303816400 


0830000303814900 


0830000303815400 



Zone (Fresh 
/ Saline) 


5.55 Fresh 


2.05 Fresh 



5.76 Fresh 


6.25 Fresh 


1.27 Fresh 


3.82 Fresh 



5.90 Fresh 


5.54 Fresh 


8.71 Fresh 


2.03 Fresh 


3.37 Fresh 



2.65 Fresh 


3.75 Fresh 


2.55 Fresh 


1.34 Fresh 


5.81 Fresh 


5.47 Fresh 


2.46 Fresh 



3.91 Fresh 


7.05 Fresh 


2.45 Fresh 


2.14 Fresh 


11.23 Fresh 


5.92 Fresh 


2.17 Fresh 


6.69 Fresh 


35.25 Fresh 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Bhander Sandstone 

Command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Command 

Bhander Sandstone 

Command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Command 

Bhander Sandstone 

Command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Command 

Bhander Sandstone 

Command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Limestone 

Non-command 

Limestone 

Command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Limestone 

Non-command 

Bhander Sandstone 

Non-command 

Limestone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Limestone 

Command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Command 

Bhander Sandstone 

Command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Limestone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

22.62 

100 

77.38 

10.00 

7.74 

0.0020 

0.0859 

13.40 

80 

66.60 

10.00 

6.66 

0.0020 

0.0194 

13.40 

80 

66.60 

10.00 

6.66 

0.0020 

0.0057 

19.69 

100 

80.31 

10.00 

8.03 

0.0020 

0.0492 

19.69 

100 

80.31 

10.00 

8.03 

0.0020 

0.0053 

11.23 

80 

68.77 

10.00 

6.88 

0.0020 

0.0051 

17.35 

100 

82.65 

10.00 

8.26 

0.0020 

0.1033 

11.09 

80 

68.91 

10.00 

6.89 

0.0020 

0.0027 

12.83 

100 

87.17 

10.00 

8.72 

0.0020 

0.0175 

12.83 

100 

87.17 

10.00 

8.72 

0.0020 

0.0491 

20.23 

100 

79.77 

10.00 

7.98 

0.0020 

0.0412 

20.23 

100 

79.77 

10.00 

7.98 

0.0020 

0.1288 

13.67 

100 

86.33 

10.00 

8.63 

0.0020 

0.0250 

13.67 

100 

86.33 

10.00 

8.63 

0.0020 

0.0350 

24.89 

100 

75.11 

10.00 

7.51 

0.0020 

0.0240 

24.89 

100 

75.11 

10.00 

7.51 

0.0020 

0.0520 

9.00 

100 

91.00 

10.00 

9.10 

0.0020 

0.0315 

39.57 

90 

50.43 

15.00 

7.56 

0.0020 

0.1318 

43.43 

90 

46.57 

15.00 

6.99 

0.0020 

0.0283 

23.42 

100 

76.58 

10.00 

7.66 

0.0020 

0.0003 

23.42 

100 

76.58 

10.00 

7.66 

0.0020 

0.0513 

23.42 

90 

66.58 

2.00 

1.33 

0.0015 

0.0000 

15.73 

100 

84.27 

10.00 

8.43 

0.0020 

0.0001 

15.73 

100 

84.27 

15.00 

12.64 

0.0020 

0.0879 

24.15 

100 

75.85 

10.00 

7.59 

0.0020 

0.0401 

43.89 

100 

56.11 

15.00 

8.42 

0.0020 

0.0528 

26.06 

100 

73.94 

10.00 

7.39 

0.0020 

0.0377 

20.06 

100 

79.94 

10.00 

7.99 

0.0020 

0.0008 

20.06 

100 

79.94 

15.00 

11.99 

0.0020 

0.0309 

10.08 

80 

69.92 

10.00 

6.99 

0.0020 

0.0503 

16.09 

100 

83.91 

10.00 

8.39 

0.0020 

0.0919 

23.41 

100 

76.59 

10.00 

7.66 

0.0020 

0.0062 

23.41 

90 

66.59 

2.00 

1.33 

0.0015 

0.0012 

23.41 

100 

76.59 

10.00 

7.66 

0.0020 

0.0194 

23.41 

90 

66.59 

2.00 

1.33 

0.0015 

0.0004 

10.61 

100 

89.39 

10.00 

8.94 

0.0020 

0.0699 

10.64 

100 

89.36 

10.00 

8.94 

0.0020 

0.0624 

10.80 

100 

89.20 

10.00 

8.92 

0.0020 

0.0437 

15.67 

100 

84.33 

10.00 

8.43 

0.0020 

0.0361 

8.98 

100 

91.02 

10.00 

9.10 

0.0020 

0.0387 

15.33 

100 

84.67 

10.00 

8.47 

0.0020 

0.1002 

13.41 

100 

86.59 

10.00 

8.66 

0.0020 

0.0004 

8.92 

100 

91.08 

10.00 

9.11 

0.0020 

0.1218 

11.57 

100 

88.43 

10.00 

8.84 

0.0020 

0.0025 

11.57 

90 

78.43 

15.00 

11.76 

0.0020 

0.1877 

9.02 

100 

90.98 

10.00 

9.10 

0.0020 

0.0635 

16.32 

100 

83.68 

10.00 

8.37 

0.0020 

0.0391 

16.33 

100 

83.67 

10.00 

8.37 

0.0020 

0.0248 

9.57 

100 

90.43 

10.00 

9.04 

0.0020 

0.0907 

16.11 

100 

83.89 

10.00 

8.39 

0.0020 

0.0430 

9.45 

100 

90.55 

10.00 

9.06 

0.0020 

0.0707 

11.28 

100 

88.72 

10.00 

8.87 

0.0020 

0.0308 

17.43 

100 

82.57 

10.00 

8.26 

0.0020 

0.0006 

15.97 

100 

84.03 

10.00 

8.40 

0.0020 

0.1275 

14.47 

100 

85.53 

10.00 

8.55 

0.0020 

0.0262 



























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



08004035 


Meenya Kheri 


Mohan Pura 


Moru Kalan 


Moru Khurd 


Mukundara 


Nayagaon 


Neemkheri 


Padampura 


Phata Khera 


Ranwatha 


Singh Pura 


Sohan Pura 


Tholpura 


Ummedpura 


Akodiya 


Akwasa 


Bagdar 


Bagwara 


Bakshpura 


Balgarh 


Bali 


Balya Kheri 


Baori Khera Antri 


Bar Bar 


Barbela 


Barkheri 


Beelwa 


Beenda 


Bhanwariya 


Bhanwrasi 


Bhavpura 


Bhojia Kheri 


Bhumara 


Bhumari 


Biriya Kheri Kalan 


Census Code 


0830000403819000 


0830000303815200 


0830000503852500 


0830000503852400 


0830000403818700 


0830000303817500 


0830000303815700 


0830000303817400 


0830000303815800 


0830000303816300 


0830000303816900 


0830000303815300 


0830000303817100 


0830000303816000 


0832000204008100 


0832000204012300 


0832000204005300 


0832000204019000 


0832000204005400 


0832000203998800 


0832000204011300 


0832000204001000 


0832000203999300 


0832000204024400 


0832000204008400 


0832000204019100 


0832000204012700 


0832000204011700 


0832000204000700 


0832000204008900 


0832000204021100 


0832000204025100 


0832000204028600 


0832000204028500 


0832000204004700 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 


9.24 Fresh 


21.51 Fresh 



2.99 Fresh 


2.98 Fresh 


1.35 Fresh 


1.42 Fresh 


2.25 Fresh 


3.91 Fresh 


0.79 Fresh 



1.93 Fresh 


3.11 Fresh 


3.70 Fresh 



1.54 Fresh 


3.19 Fresh 


5.42 Fresh 


3.16 Fresh 



3.56 Fresh 


1.10 Fresh 


0.52 Fresh 


10.59 Fresh 


2.99 Fresh 


3.43 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Limestone 


Deccan Traps 


Limestone 


Limestone 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Limestone 


Deccan Traps 


Limestone 


Deccan Traps 


Limestone 


Bhander Sandstone 


Limestone 


Limestone 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Limestone 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Limestone 


Deccan Traps 


Limestone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

10.93 

100 

89.07 

10.00 

8.91 

0.0020 

0.0048 

16.56 

100 

83.44 

10.00 

8.34 

0.0020 

0.0233 

12.02 

100 

87.98 

10.00 

8.80 

0.0020 

0.4409 

12.02 

100 

87.98 

15.00 

13.20 

0.0020 

0.0280 

9.27 

100 

90.73 

10.00 

9.07 

0.0020 

0.1670 

7.18 

100 

92.82 

10.00 

9.28 

0.0020 

0.1680 

7.18 

90 

82.82 

15.00 

12.42 

0.0020 

0.0053 

9.43 

100 

90.57 

10.00 

9.06 

0.0020 

0.0135 

8.79 

100 

91.21 

10.00 

9.12 

0.0020 

0.0121 

7.87 

100 

92.13 

10.00 

9.21 

0.0020 

0.0455 

8.61 

100 

91.39 

10.00 

9.14 

0.0020 

0.0059 

14.91 

100 

85.09 

10.00 

8.51 

0.0020 

0.1590 

9.00 

100 

91.00 

10.00 

9.10 

0.0020 

0.0693 

14.31 

100 

85.69 

10.00 

8.57 

0.0020 

0.0340 

12.23 

100 

87.77 

10.00 

8.78 

0.0020 

0.0407 

10.35 

100 

89.65 

10.00 

8.96 

0.0020 

0.0863 

9.45 

90 

80.55 

10.00 

8.06 

0.0020 

0.0119 

9.45 

90 

80.55 

5.00 

4.03 

0.0015 

0.0134 

7.06 

90 

82.94 

5.00 

4.15 

0.0015 

0.0186 

7.34 

90 

82.66 

15.00 

12.40 

0.0020 

0.0734 

10.96 

90 

79.04 

5.00 

3.95 

0.0015 

0.0034 

8.58 

90 

81.42 

15.00 

12.21 

0.0020 

0.0348 

10.92 

90 

79.08 

15.00 

11.86 

0.0020 

0.0094 

13.95 

90 

76.05 

5.00 

3.80 

0.0015 

0.0223 

12.46 

90 

77.54 

10.00 

7.75 

0.0020 

0.0120 

12.46 

90 

77.54 

5.00 

3.88 

0.0015 

0.0001 

12.46 

90 

77.54 

15.00 

11.63 

0.0020 

0.0001 

7.24 

90 

82.76 

5.00 

4.14 

0.0015 

0.0188 

7.24 

90 

82.76 

15.00 

12.41 

0.0020 

0.0485 

12.60 

90 

77.40 

5.00 

3.87 

0.0015 

0.0028 

12.60 

90 

77.40 

15.00 

11.61 

0.0020 

0.0015 

14.86 

90 

75.14 

10.00 

7.51 

0.0020 

0.0177 

14.86 

90 

75.14 

15.00 

11.27 

0.0020 

0.1009 

14.76 

90 

75.24 

15.00 

11.29 

0.0020 

0.0143 

15.59 

90 

74.41 

5.00 

3.72 

0.0015 

0.0174 

10.05 

90 

79.95 

10.00 

8.00 

0.0020 

0.0388 

10.05 

90 

79.95 

5.00 

4.00 

0.0015 

0.0069 

10.05 

90 

79.95 

15.00 

11.99 

0.0020 

0.0030 

8.75 

90 

81.25 

10.00 

8.13 

0.0020 

0.0086 

8.75 

90 

81.25 

5.00 

4.06 

0.0015 

0.0031 

11.01 

90 

78.99 

5.00 

3.95 

0.0015 

0.0024 

8.77 

90 

81.23 

5.00 

4.06 

0.0015 

0.0192 

9.86 

90 

80.14 

5.00 

4.01 

0.0015 

0.0326 

11.59 

90 

78.41 

10.00 

7.84 

0.0020 

0.0008 

11.59 

90 

78.41 

5.00 

3.92 

0.0015 

0.0182 

11.59 

90 

78.41 

15.00 

11.76 

0.0020 

0.0004 

6.80 

90 

83.20 

5.00 

4.16 

0.0015 

0.0197 

6.80 

90 

83.20 

15.00 

12.48 

0.0020 

0.1207 

6.77 

90 

83.23 

5.00 

4.16 

0.0015 

0.0222 

13.27 

90 

76.73 

5.00 

3.84 

0.0015 

0.0064 

15.23 

90 

74.77 

5.00 

3.74 

0.0015 

0.0007 

14.74 

90 

75.26 

5.00 

3.76 

0.0015 

0.0009 

14.74 

90 

75.26 

5.00 

3.76 

0.0015 

0.0004 

17.32 

90 

72.68 

5.00 

3.63 

0.0015 

0.0000 

9.66 

90 

80.34 

5.00 

4.02 

0.0015 

0.0207 
























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Bhander Sandstone 


Deccan Traps 


Limestone 


Deccan Traps 


Bhander Sandstone 


Limestone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Deccan Traps 


Limestone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Limestone 


Deccan Traps 


Limestone 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Limestone 


Deccan Traps 


Bhander Sandstone 


Limestone 


Limestone 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Deccan Traps 


Limestone 


Deccan Traps 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.65 

90 

77.35 

10.00 

7.74 

0.0020 

0.0345 

12.65 

90 

77.35 

5.00 

3.87 

0.0015 

0.0063 

12.65 

90 

77.35 

15.00 

11.60 

0.0020 

0.0869 

10.06 

90 

79.94 

5.00 

4.00 

0.0015 

0.0062 

16.02 

80 

63.98 

10.00 

6.40 

0.0020 

0.0114 

16.02 

90 

73.98 

15.00 

11.10 

0.0020 

0.0435 

7.11 

90 

82.89 

5.00 

4.14 

0.0015 

0.0397 

14.50 

90 

75.50 

5.00 

3.78 

0.0015 

0.0006 

8.58 

90 

81.42 

5.00 

4.07 

0.0015 

0.0112 

9.91 

90 

80.09 

5.00 

4.00 

0.0015 

0.0153 

9.91 

90 

80.09 

15.00 

12.01 

0.0020 

0.0058 

16.83 

90 

73.17 

10.00 

7.32 

0.0020 

0.0118 

16.83 

90 

73.17 

15.00 

10.97 

0.0020 

0.1518 

6.44 

90 

83.56 

10.00 

8.36 

0.0020 

0.0197 

6.44 

90 

83.56 

15.00 

12.53 

0.0020 

0.0050 

13.00 

90 

77.00 

5.00 

3.85 

0.0015 

0.0019 

13.00 

90 

77.00 

15.00 

11.55 

0.0020 

0.0209 

13.07 

80 

66.93 

5.00 

3.35 

0.0015 

0.0374 

13.46 

90 

76.54 

5.00 

3.83 

0.0015 

0.0119 

11.96 

90 

78.04 

5.00 

3.90 

0.0015 

0.0145 

6.37 

90 

83.63 

5.00 

4.18 

0.0015 

0.0294 

6.88 

90 

83.12 

5.00 

4.16 

0.0015 

0.0158 

10.66 

90 

79.34 

5.00 

3.97 

0.0015 

0.0119 

10.01 

90 

79.99 

5.00 

4.00 

0.0015 

0.0174 

10.28 

90 

79.72 

5.00 

3.99 

0.0015 

0.0122 

10.09 

90 

79.91 

5.00 

4.00 

0.0015 

0.0321 

7.06 

90 

82.94 

10.00 

8.29 

0.0020 

0.0001 

7.06 

90 

82.94 

15.00 

12.44 

0.0020 

0.0735 

7.55 

90 

82.45 

10.00 

8.24 

0.0020 

0.0188 

7.55 

90 

82.45 

15.00 

12.37 

0.0020 

0.0326 

15.96 

90 

74.04 

10.00 

7.40 

0.0020 

0.0133 

15.96 

90 

74.04 

15.00 

11.11 

0.0020 

0.0182 

14.21 

90 

75.79 

5.00 

3.79 

0.0015 

0.0253 

10.91 

90 

79.09 

5.00 

3.95 

0.0015 

0.0230 

12.42 

90 

77.58 

10.00 

7.76 

0.0020 

0.0028 

12.42 

90 

77.58 

15.00 

11.64 

0.0020 

0.0161 

13.58 

90 

76.42 

5.00 

3.82 

0.0015 

0.0021 

16.50 

90 

73.50 

15.00 

11.03 

0.0020 

0.0365 

12.42 

80 

67.58 

5.00 

3.38 

0.0015 

0.0109 

8.98 

90 

81.02 

5.00 

4.05 

0.0015 

0.0057 

16.36 

90 

73.64 

10.00 

7.36 

0.0020 

0.0019 

16.36 

90 

73.64 

15.00 

11.05 

0.0020 

0.0590 

18.26 

90 

71.74 

5.00 

3.59 

0.0015 

0.0004 

11.36 

90 

78.64 

10.00 

7.86 

0.0020 

0.0087 

11.36 

90 

78.64 

15.00 

11.80 

0.0020 

0.0014 

14.94 

90 

75.06 

15.00 

11.26 

0.0020 

0.0146 

15.72 

90 

74.28 

5.00 

3.71 

0.0015 

0.0070 

13.54 

90 

76.46 

5.00 

3.82 

0.0015 

0.0042 

6.55 

90 

83.45 

10.00 

8.35 

0.0020 

0.0018 

6.55 

90 

83.45 

15.00 

12.52 

0.0020 

0.0718 

11.81 

90 

78.19 

10.00 

7.82 

0.0020 

0.0006 

11.81 

90 

78.19 

15.00 

11.73 

0.0020 

0.0023 

11.13 

90 

78.88 

5.00 

3.94 

0.0015 

0.0090 

13.76 

90 

76.24 

15.00 

11.44 

0.0020 

0.0137 

12.84 

90 

77.16 

5.00 

3.86 

0.0015 

0.0091 




















































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Limestone 


Deccan Traps 


Bhander Sandstone 


Limestone 


Deccan Traps 


Deccan Traps 


Limestone 


Limestone 


Limestone 


Deccan Traps 


Limestone 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Limestone 


Bhander Sandstone 


Limestone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Limestone 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Bhander Sandstone 


Limestone 


Deccan Traps 


Limestone 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Limestone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Limestone 


Deccan Traps 


Deccan Traps 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.84 

90 

77.16 

15.00 

11.57 

0.0020 

0.0344 

12.43 

90 

77.57 

5.00 

3.88 

0.0015 

0.0121 

11.97 

90 

78.03 

10.00 

7.80 

0.0020 

0.0079 

11.97 

90 

78.03 

15.00 

11.70 

0.0020 

0.0748 

9.63 

90 

80.37 

5.00 

4.02 

0.0015 

0.0314 

13.41 

80 

66.59 

5.00 

3.33 

0.0015 

0.0003 

14.91 

90 

75.09 

15.00 

11.26 

0.0020 

0.0438 

16.70 

90 

73.30 

15.00 

10.99 

0.0020 

0.0224 

15.86 

90 

74.14 

15.00 

11.12 

0.0020 

0.0246 

13.36 

90 

76.64 

5.00 

3.83 

0.0015 

0.0058 

12.54 

90 

77.47 

15.00 

11.62 

0.0020 

0.0010 

9.70 

90 

80.30 

10.00 

8.03 

0.0020 

0.0174 

9.70 

90 

80.30 

5.00 

4.02 

0.0015 

0.0000 

15.68 

90 

74.32 

5.00 

3.72 

0.0015 

0.0157 

16.91 

80 

63.09 

10.00 

6.31 

0.0020 

0.0311 

16.91 

90 

73.09 

15.00 

10.96 

0.0020 

0.0555 

9.68 

90 

80.32 

10.00 

8.03 

0.0020 

0.0010 

14.42 

90 

75.58 

5.00 

3.78 

0.0015 

0.0434 

10.26 

90 

79.74 

5.00 

3.99 

0.0015 

0.0213 

6.95 

90 

83.05 

5.00 

4.15 

0.0015 

0.0109 

11.80 

90 

78.20 

5.00 

3.91 

0.0015 

0.0035 

11.80 

90 

78.20 

15.00 

11.73 

0.0020 

0.4896 

14.98 

90 

75.02 

10.00 

7.50 

0.0020 

0.0793 

14.98 

90 

75.02 

15.00 

11.25 

0.0020 

0.1295 

9.87 

90 

80.13 

5.00 

4.01 

0.0015 

0.0079 

11.40 

90 

78.60 

5.00 

3.93 

0.0015 

0.0081 

9.98 

80 

70.02 

5.00 

3.50 

0.0015 

0.0008 

14.75 

90 

75.25 

5.00 

3.76 

0.0015 

0.0431 

7.99 

90 

82.01 

5.00 

4.10 

0.0015 

0.0172 

11.70 

90 

78.30 

15.00 

11.74 

0.0020 

0.0146 

9.67 

90 

80.33 

10.00 

8.03 

0.0020 

0.0011 

9.67 

90 

80.33 

5.00 

4.02 

0.0015 

0.0073 

13.93 

90 

76.07 

5.00 

3.80 

0.0015 

0.0119 

7.92 

90 

82.08 

5.00 

4.10 

0.0015 

0.0052 

12.03 

90 

77.97 

10.00 

7.80 

0.0020 

0.0017 

12.03 

90 

77.97 

5.00 

3.90 

0.0015 

0.0142 

14.39 

90 

75.61 

10.00 

7.56 

0.0020 

0.0061 

14.39 

90 

75.61 

15.00 

11.34 

0.0020 

0.0876 

12.86 

90 

77.14 

5.00 

3.86 

0.0015 

0.0145 

12.86 

90 

77.14 

15.00 

11.57 

0.0020 

0.0003 

12.26 

90 

77.74 

10.00 

7.77 

0.0020 

0.0062 

12.26 

90 

77.74 

5.00 

3.89 

0.0015 

0.0076 

15.69 

90 

74.31 

5.00 

3.72 

0.0015 

0.0000 

15.69 

90 

74.31 

5.00 

3.72 

0.0015 

0.0041 

9.65 

90 

80.35 

10.00 

8.04 

0.0020 

0.0328 

9.65 

90 

80.35 

5.00 

4.02 

0.0015 

0.0002 

9.65 

90 

80.35 

15.00 

12.05 

0.0020 

0.0634 

7.63 

90 

82.37 

5.00 

4.12 

0.0015 

0.0036 

12.97 

90 

77.03 

5.00 

3.85 

0.0015 

0.0064 

7.05 

90 

82.95 

5.00 

4.15 

0.0015 

0.0110 

13.42 

90 

76.58 

10.00 

7.66 

0.0020 

0.0266 

13.42 

90 

76.58 

5.00 

3.83 

0.0015 

0.0020 

13.42 

90 

76.58 

15.00 

11.49 

0.0020 

0.0183 

14.29 

90 

75.71 

5.00 

3.79 

0.0015 

0.0108 

12.87 

90 

77.13 

5.00 

3.86 

0.0015 

0.0091 













































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Kotghati 


Kothla Ghati 


Kotra Kunja 


Kundbari 


Kuwabhao @ Bhopatpura 


Lakshmi Pura 


Lalya Kheri 


Madhopur 


Malipura 


Manda 


Mandawar 


Mangal 


Manpura 



Molakya Kalan 


Moondaliya Kheri 


Mori 


Moriya Kheri 


Moti Pura 


Motya Doongri 


Munderi 


Nahardi 


Napanya Goojaran 


Narayan Khera 


Nasirabad 


Nayapura 


Neemoda 


Nolav 


Padalya Kulmi 


Pal Khanda 


Panchapura 


Pandki 


Panwasa 


Peepalya Talab 


Peeplya Sarhad 


Piplod 


Pirathvi Pura 


Prahladpura 


Prempura @ Laxmipura 


Census Code 


0832000204000300 


0832000203996800 


0832000204024700 


0832000204012500 


0832000204007100 


0832000204024200 


0832000204024000 


0832000204005200 


0832000204005500 


0832000204010900 


0832000204000400 


0832000204009200 


0832000203999600 


0832000204019200 


0832000204007900 


0832000204027900 


0832000204004600 


Zone (Fresh 
/ Saline) 


0832000204013100 


0832000204008600 


0832000204002600 


0832000204012400 


0832000204001300 


0832000204011900 


0832000204020700 


0832000204004300 


0832000204020500 


0832000204011000 


0832000204003000 


0832000203996900 


0832000204019400 


0832000604096900 


0832000203999500 


0832000204021400 


0832000204007800 


0832000204020000 


0832000204006400 


0832000204012100 


0832000204006900 


0832000204020400 


0832000203997100 



Type of Area 

(Command / Non- Hydrogeological Unit 
command) 



3.78 Fresh 


1.55 Fresh 


4.14 Fresh 


0.66 Fresh 


4.35 Fresh 


2.21 Fresh 



2.11 Fresh 


0.49 Fresh 


3.42 Fresh 


1.80 Fresh 


1.80 Fresh 


2.58 Fresh 


2.54 Fresh 


2.81 Fresh 


5.52 Fresh 


3.27 Fresh 


3.73 Fresh 


4.58 Fresh 


1.44 Fresh 


2.12 Fresh 


1.24 Fresh 


1.47 Fresh 


5.00 Fresh 


1.48 Fresh 


3.27 Fresh 


6.59 Fresh 


5.36 Fresh 


5.54 Fresh 


2.31 Fresh 



Raghunathpura 


Raipur 


0832000604097500 


0832000204001800 


0832000604097600 


4.51 Fresh 


3.02 Fresh 


9.01 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Limestone 


Limestone 


Deccan Traps 


Deccan Traps 


Limestone 


Deccan Traps 


Deccan Traps 


Limestone 


Limestone 


Deccan Traps 


Deccan Traps 


Limestone 


Deccan Traps 


Limestone 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Limestone 


Deccan Traps 


Limestone 


Deccan Traps 


Limestone 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Limestone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Limestone 


Deccan Traps 


Deccan Traps 


Limestone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Limestone 


Deccan Traps 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Limestone 


Deccan Traps 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.41 

90 

77.59 

15.00 

11.64 

0.0020 

0.0130 

16.17 

90 

73.83 

15.00 

11.07 

0.0020 

0.0053 

15.76 

90 

74.24 

5.00 

3.71 

0.0015 

0.0125 

7.58 

90 

82.42 

5.00 

4.12 

0.0015 

0.0048 

13.04 

90 

76.96 

15.00 

11.54 

0.0020 

0.0213 

11.44 

90 

78.56 

5.00 

3.93 

0.0015 

0.0100 

10.63 

90 

79.37 

5.00 

3.97 

0.0015 

0.0080 

8.33 

90 

81.67 

15.00 

12.25 

0.0020 

0.0773 

10.01 

90 

79.99 

15.00 

12.00 

0.0020 

0.0483 

13.39 

90 

76.61 

5.00 

3.83 

0.0015 

0.0232 

12.44 

90 

77.56 

5.00 

3.88 

0.0015 

0.0210 

12.44 

90 

77.56 

15.00 

11.63 

0.0020 

0.0673 

10.78 

90 

79.22 

5.00 

3.96 

0.0015 

0.0224 

16.94 

90 

73.06 

15.00 

10.96 

0.0020 

0.0323 

11.31 

90 

78.69 

5.00 

3.93 

0.0015 

0.0014 

9.96 

90 

80.04 

10.00 

8.00 

0.0020 

0.0004 

9.96 

90 

80.04 

5.00 

4.00 

0.0015 

0.0006 

19.23 

90 

70.77 

5.00 

3.54 

0.0015 

0.0000 

10.93 

90 

79.07 

5.00 

3.95 

0.0015 

0.0116 

10.93 

90 

79.07 

15.00 

11.86 

0.0020 

0.0061 

8.29 

90 

81.71 

5.00 

4.09 

0.0015 

0.0031 

8.29 

90 

81.71 

15.00 

12.26 

0.0020 

0.0290 

9.72 

90 

80.28 

5.00 

4.01 

0.0015 

0.0025 

6.47 

90 

83.53 

15.00 

12.53 

0.0020 

0.0124 

12.85 

90 

77.15 

5.00 

3.86 

0.0015 

0.0000 

7.53 

90 

82.47 

5.00 

4.12 

0.0015 

0.0111 

15.03 

90 

74.97 

10.00 

7.50 

0.0020 

0.0095 

15.03 

90 

74.97 

15.00 

11.24 

0.0020 

0.0263 

5.94 

90 

84.06 

5.00 

4.20 

0.0015 

0.0162 

14.16 

90 

75.84 

5.00 

3.79 

0.0015 

0.0144 

7.82 

90 

82.18 

5.00 

4.11 

0.0015 

0.0159 

15.97 

90 

74.03 

5.00 

3.70 

0.0015 

0.0307 

14.05 

90 

75.95 

5.00 

3.80 

0.0015 

0.0186 

9.56 

90 

80.44 

5.00 

4.02 

0.0015 

0.0225 

13.07 

90 

76.93 

10.00 

7.69 

0.0020 

0.0029 

13.07 

90 

76.93 

15.00 

11.54 

0.0020 

0.0556 

11.10 

90 

78.90 

5.00 

3.95 

0.0015 

0.0085 

16.17 

80 

63.83 

5.00 

3.19 

0.0015 

0.0073 

16.68 

90 

73.32 

15.00 

11.00 

0.0020 

0.0227 

10.77 

90 

79.23 

5.00 

3.96 

0.0015 

0.0087 

10.06 

90 

79.94 

5.00 

4.00 

0.0015 

0.0022 

8.94 

90 

81.06 

5.00 

4.05 

0.0015 

0.0090 

11.37 

90 

78.63 

10.00 

7.86 

0.0020 

0.0001 

11.37 

90 

78.63 

5.00 

3.93 

0.0015 

0.0193 

6.63 

90 

83.37 

5.00 

4.17 

0.0015 

0.0412 

13.45 

90 

76.55 

5.00 

3.83 

0.0015 

0.0130 

13.45 

90 

76.55 

15.00 

11.48 

0.0020 

0.0289 

13.53 

90 

76.47 

5.00 

3.82 

0.0015 

0.0318 

11.26 

90 

78.74 

10.00 

7.87 

0.0020 

0.0000 

11.26 

90 

78.74 

15.00 

11.81 

0.0020 

0.0130 

8.61 

90 

81.39 

10.00 

8.14 

0.0020 

0.0169 

8.61 

90 

81.39 

5.00 

4.07 

0.0015 

0.0117 

14.60 

80 

65.40 

5.00 

3.27 

0.0015 

0.0071 

14.70 

90 

75.30 

15.00 

11.29 

0.0020 

0.0675 

14.47 

80 

65.53 

5.00 

3.28 

0.0015 

0.0111 








































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Census Code 



Ramniwas 


Rampuriya 


Ramri 


Ratlai 


Rawal 


Reechhwa 


Reejoda 


Reejon 


Rooparel 


Rundlao 


Salawad 


Salri 


Salriya 


Samiya 


Sanwalpura 


Saranga Khera 


Sarawan 


Sekhla 


08004036 


Kalan 


Kalyan 


Noabad 


Patpariya 


Shyampura 


Shyopur 


Singhaniya 


Soori 


Soyli 


Teetarwasa 


Teetri 


Telya Kheri 


Titoriya 


Tol Khera 


Toongani 


Uakhli 


Undal 


Wajind Pura 


Ada Kheri 


Alipur 


Amjhar Kalan 


Amjhar Khurd 


0832000204020300 


0832000204021300 


0832000204001700 


0832000204001900 


0832000204021600 


0832000604097200 


0832000204006100 


0832000204023600 


0832000604097400 


0832000204020100 


0832000204019800 


0832000204023800 


0832000204008700 


0832000204009700 


0832000204024600 


0832000604097000 


0832000204004500 


0832000604096200 


0832000204025700 


0832000204009300 


0832000204010700 


0832000204008500 


0832000204009500 


0832000204019300 


0832000604097100 


0832000204013000 


0832000204001200 


0832000204010600 


0832000204009400 


0832000204002100 


0832000204024100 


0832000604096700 


0832000204009800 


0832000204010800 


0832000204008200 


0832000204024500 


0832000204011600 


0832000204007700 


0832000204024900 


0832000204002700 


0832000204019500 


0832000604114200 


0832000604115900 


0832000204033700 


0832000204033500 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Bhander Sandstone 



2.88 Fresh 


1.41 Fresh 


8.42 Fresh 


3.67 Fresh 


1.55 Fresh 


5.47 Fresh 


2.75 Fresh 


6.41 Fresh 


4.22 Fresh 


6.08 Fresh 


4.46 Fresh 


3.34 Fresh 


2.46 Fresh 




3.55 Fresh 


3.34 Fresh 


2.32 Fresh 


1.63 Fresh 


1.78 Fresh 


4.03 Fresh 


3.22 Fresh 


2.94 Fresh 


1.02 Fresh 


5.10 Fresh 


8.18 Fresh 


2.79 Fresh 


2.20 Fresh 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Limestone 


Deccan Traps 


Deccan Traps 


Limestone 


Deccan Traps 


Limestone 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Limestone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Limestone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Limestone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Limestone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

14.98 

90 

75.02 

10.00 

7.50 

0.0020 

0.0225 

14.98 

90 

75.02 

15.00 

11.25 

0.0020 

0.0736 

7.55 

90 

82.45 

5.00 

4.12 

0.0015 

0.0178 

11.00 

90 

79.00 

5.00 

3.95 

0.0015 

0.0084 

14.68 

90 

75.32 

15.00 

11.30 

0.0020 

0.1902 

13.58 

90 

76.42 

5.00 

3.82 

0.0015 

0.0013 

13.58 

90 

76.42 

15.00 

11.46 

0.0020 

0.0723 

10.89 

90 

79.11 

5.00 

3.96 

0.0015 

0.0020 

10.53 

80 

69.47 

5.00 

3.47 

0.0015 

0.0285 

8.08 

90 

81.92 

10.00 

8.19 

0.0020 

0.0202 

8.08 

90 

81.92 

5.00 

4.10 

0.0015 

0.0093 

8.08 

90 

81.92 

15.00 

12.29 

0.0020 

0.0000 

10.87 

90 

79.13 

5.00 

3.96 

0.0015 

0.0060 

14.08 

80 

65.92 

5.00 

3.30 

0.0015 

0.0207 

7.50 

90 

82.50 

5.00 

4.12 

0.0015 

0.0376 

7.67 

90 

82.33 

5.00 

4.12 

0.0015 

0.0275 

11.88 

90 

78.12 

5.00 

3.91 

0.0015 

0.0122 

6.91 

90 

83.09 

5.00 

4.15 

0.0015 

0.0146 

6.91 

90 

83.09 

15.00 

12.46 

0.0020 

0.0026 

8.63 

90 

81.37 

5.00 

4.07 

0.0015 

0.0001 

15.10 

90 

74.90 

5.00 

3.75 

0.0015 

0.0218 

15.97 

80 

64.03 

5.00 

3.20 

0.0015 

0.0361 

9.02 

90 

80.98 

5.00 

4.05 

0.0015 

0.0162 

12.35 

80 

67.65 

5.00 

3.38 

0.0015 

0.0000 

10.97 

90 

79.03 

5.00 

3.95 

0.0015 

0.0023 

13.49 

90 

76.51 

5.00 

3.83 

0.0015 

0.0166 

14.06 

90 

75.94 

5.00 

3.80 

0.0015 

0.0132 

8.07 

90 

81.93 

10.00 

8.19 

0.0020 

0.0326 

8.07 

90 

81.93 

5.00 

4.10 

0.0015 

0.0017 

8.07 

90 

81.93 

15.00 

12.29 

0.0020 

0.0363 

9.50 

90 

80.50 

5.00 

4.02 

0.0015 

0.0202 

10.82 

90 

79.18 

5.00 

3.96 

0.0015 

0.0047 

13.92 

80 

66.08 

5.00 

3.30 

0.0015 

0.0115 

9.50 

90 

80.50 

5.00 

4.03 

0.0015 

0.0098 

13.58 

90 

76.42 

10.00 

7.64 

0.0020 

0.0167 

13.58 

90 

76.42 

15.00 

11.46 

0.0020 

0.0158 

13.97 

90 

76.03 

5.00 

3.80 

0.0015 

0.0146 

11.63 

90 

78.37 

5.00 

3.92 

0.0015 

0.0189 

13.08 

90 

76.92 

5.00 

3.85 

0.0015 

0.0005 

10.62 

90 

79.38 

5.00 

3.97 

0.0015 

0.0061 

13.81 

80 

66.19 

5.00 

3.31 

0.0015 

0.0130 

13.69 

90 

76.31 

5.00 

3.82 

0.0015 

0.0396 

15.19 

90 

74.81 

5.00 

3.74 

0.0015 

0.0156 

7.85 

90 

82.15 

10.00 

8.22 

0.0020 

0.0004 

7.85 

90 

82.15 

5.00 

4.11 

0.0015 

0.0134 

15.64 

90 

74.36 

5.00 

3.72 

0.0015 

0.0095 

9.74 

90 

80.26 

5.00 

4.01 

0.0015 

0.0336 

13.12 

90 

76.88 

5.00 

3.84 

0.0015 

0.0076 

16.03 

90 

73.97 

5.00 

3.70 

0.0015 

0.0058 

12.10 

90 

77.90 

5.00 

3.90 

0.0015 

0.0232 

10.67 

90 

79.33 

5.00 

3.97 

0.0015 

0.0106 

8.07 

80 

71.93 

5.00 

3.60 

0.0015 

0.0100 

9.97 

80 

70.03 

5.00 

3.50 

0.0015 

0.0104 

12.74 

90 

77.26 

5.00 

3.86 

0.0015 

0.0044 

12.69 

90 

77.31 

5.00 

3.87 

0.0015 

0.0081 















































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

7.23 

80 

72.77 

5.00 

3.64 

0.0015 

0.0105 

7.86 

80 

72.14 

5.00 

3.61 

0.0015 

0.0303 

13.63 

80 

66.37 

5.00 

3.32 

0.0015 

0.0067 

13.63 

80 

66.37 

5.00 

3.32 

0.0015 

0.0003 

16.36 

90 

73.64 

5.00 

3.68 

0.0015 

0.0317 

7.23 

80 

72.77 

5.00 

3.64 

0.0015 

0.0017 

6.32 

80 

73.68 

5.00 

3.68 

0.0015 

0.0285 

6.32 

80 

73.68 

5.00 

3.68 

0.0015 

0.0093 

9.42 

90 

80.58 

5.00 

4.03 

0.0015 

0.0098 

12.82 

90 

77.18 

5.00 

3.86 

0.0015 

0.0516 

12.80 

90 

77.20 

5.00 

3.86 

0.0015 

0.0153 

12.80 

90 

77.20 

5.00 

3.86 

0.0015 

0.0069 

12.67 

80 

67.33 

5.00 

3.37 

0.0015 

0.0060 

7.70 

80 

72.30 

5.00 

3.62 

0.0015 

0.0005 

7.70 

80 

72.30 

5.00 

3.62 

0.0015 

0.0179 

14.22 

90 

75.78 

5.00 

3.79 

0.0015 

0.0124 

6.45 

80 

73.55 

5.00 

3.68 

0.0015 

0.0060 

6.45 

80 

73.55 

5.00 

3.68 

0.0015 

0.0005 

15.23 

90 

74.77 

5.00 

3.74 

0.0015 

0.0022 

14.74 

90 

75.26 

5.00 

3.76 

0.0015 

0.0225 

14.74 

90 

75.26 

5.00 

3.76 

0.0015 

0.0359 

17.32 

90 

72.68 

5.00 

3.63 

0.0015 

0.0034 

17.32 

90 

72.68 

5.00 

3.63 

0.0015 

0.0129 

8.10 

80 

71.90 

5.00 

3.59 

0.0015 

0.0170 

7.47 

80 

72.53 

5.00 

3.63 

0.0015 

0.0094 

7.47 

80 

72.53 

5.00 

3.63 

0.0015 

0.0010 

9.64 

80 

70.36 

5.00 

3.52 

0.0015 

0.0295 

12.87 

90 

77.13 

5.00 

3.86 

0.0015 

0.0125 

14.50 

90 

75.50 

5.00 

3.78 

0.0015 

0.0110 

14.79 

90 

75.21 

5.00 

3.76 

0.0015 

0.0081 

15.47 

90 

74.53 

5.00 

3.73 

0.0015 

0.0064 

9.31 

80 

70.69 

5.00 

3.53 

0.0015 

0.0140 

9.31 

80 

70.69 

5.00 

3.53 

0.0015 

0.0034 

6.74 

80 

73.26 

5.00 

3.66 

0.0015 

0.0050 

6.74 

80 

73.26 

5.00 

3.66 

0.0015 

0.0173 

8.21 

80 

71.79 

5.00 

3.59 

0.0015 

0.0025 

13.23 

90 

76.77 

5.00 

3.84 

0.0015 

0.0126 

13.18 

90 

76.82 

5.00 

3.84 

0.0015 

0.0005 

7.46 

80 

72.54 

5.00 

3.63 

0.0015 

0.0150 

8.69 

80 

71.31 

5.00 

3.57 

0.0015 

0.0199 

8.69 

80 

71.31 

5.00 

3.57 

0.0015 

0.0035 

7.50 

80 

72.50 

5.00 

3.62 

0.0015 

0.0278 

19.84 

90 

70.16 

5.00 

3.51 

0.0015 

0.0159 

16.24 

90 

73.76 

5.00 

3.69 

0.0015 

0.0122 

7.93 

80 

72.07 

5.00 

3.60 

0.0015 

0.0009 

7.93 

80 

72.07 

5.00 

3.60 

0.0015 

0.0194 

7.27 

80 

72.73 

5.00 

3.64 

0.0015 

0.0029 

6.95 

80 

73.05 

5.00 

3.65 

0.0015 

0.0046 

12.81 

90 

77.19 

5.00 

3.86 

0.0015 

0.0059 

9.47 

80 

70.53 

5.00 

3.53 

0.0015 

0.0087 

8.40 

80 

71.60 

5.00 

3.58 

0.0015 

0.0149 

8.40 

80 

71.60 

5.00 

3.58 

0.0015 

0.0065 

5.14 

80 

74.86 

5.00 

3.74 

0.0015 

0.0072 

5.14 

80 

74.86 

5.00 

3.74 

0.0015 

0.0335 

12.42 

80 

67.58 

5.00 

3.38 

0.0015 

0.0024 





























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Ganesh Pura 


Ganeshpura 


Gangpura @ Tumariya Kheri 


Garwara 


Guradiya 


Hanotiya Dharoniya 


Hanotiya Dubaliya 


Haripura 


Harnawada Gaja 


Harnawda Peetha 


Himmatgarh 


Jabarpura 


Jagpura 


Jheejhaniya 


Jheekari 


Jheenta Pura 


Jhirniya 


Kachra Kheri 


Kali Talai 


Kalyanpura 


Kankriya 


Karadiya Osav 


Karadiya Sherpur 


Karal Gaon 


Khachrod 


Khadagpura 


Khaleel Nagar 


Khatkar 


Kishanpura @ Damakpura 


Koli 


Kotra Ghata 


Kotra Kunja 


Kotra Radi 


Kotri Khurd 


Kushalpura 


Kutki 


Lakshmi Pura 


Lalya Kheri 


Laxmipura 


Loda Khera 


Maheshpura 


Manpura 


Mathaniya 


Census Code 


0832000204033600 


0832000204025000 


0832000204031400 


0832000604100000 


0832000604109000 


0832000604105500 


0832000604098800 


0832000204028200 


0832000604116000 


0832000604116100 


0832000604105600 


0832000204032400 


0832000204028300 


0832000204028100 


0832000604100800 


0832000204025200 


0832000604096600 


0832000604105400 


0832000604100500 


0832000604098200 


0832000204033400 


0832000604105700 


0832000604114000 


0832000204029500 


0832000204029200 


0832000604115700 


0832000604102200 


0832000204024800 


0832000204033100 


0832000204025600 


0832000204029300 


0832000204024700 


0832000204033800 


0832000604100900 


0832000204030000 


0832000604098100 


0832000204034400 


0832000204024000 


0832000204029400 


0832000604115600 


0832000204034000 


0832000204032000 


0832000204034100 


0832000604101800 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Command 

Deccan Traps 



5.13 Fresh 


2.85 Fresh 


5.52 Fresh 


1.00 Fresh 


10.51 Fresh 


7.71 Fresh 


7.97 Fresh 


1.03 Fresh 


1.26 Fresh 


1.33 Fresh 


5.49 Fresh 



2.36 Fresh 


2.90 Fresh 


2.73 Fresh 


5.81 Fresh 


1.90 Fresh 


8.15 Fresh 


3.08 Fresh 


2.32 Fresh 


7.12 Fresh 


3.24 Fresh 


7.35 Fresh 


5.49 Fresh 


2.48 Fresh 



1.28 Fresh 


5.79 Fresh 


2.48 Fresh 


3.49 Fresh 


2.00 Fresh 


2.94 Fresh 


10.14 Fresh 


2.90 Fresh 


1.37 Fresh 


1.52 Fresh 


1.52 Fresh 


1.30 Fresh 


2.61 Fresh 


2.88 Fresh 


0.27 Fresh 


10.20 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.83 

90 

77.17 

5.00 

3.86 

0.0015 

0.0041 

18.26 

90 

71.74 

5.00 

3.59 

0.0015 

0.0165 

13.05 

90 

76.95 

5.00 

3.85 

0.0015 

0.0056 

7.81 

80 

72.19 

5.00 

3.61 

0.0015 

0.0041 

7.81 

80 

72.19 

5.00 

3.61 

0.0015 

0.0086 

7.58 

80 

72.42 

5.00 

3.62 

0.0015 

0.0004 

5.72 

80 

74.28 

5.00 

3.71 

0.0015 

0.0020 

8.29 

80 

71.71 

5.00 

3.59 

0.0015 

0.0293 

20.07 

90 

69.93 

5.00 

3.50 

0.0015 

0.0053 

10.71 

80 

69.29 

5.00 

3.46 

0.0015 

0.0155 

11.09 

80 

68.91 

5.00 

3.45 

0.0015 

0.0152 

4.80 

80 

75.20 

5.00 

3.76 

0.0015 

0.0105 

4.80 

80 

75.20 

5.00 

3.76 

0.0015 

0.0280 

15.36 

90 

74.64 

5.00 

3.73 

0.0015 

0.0058 

19.45 

90 

70.55 

5.00 

3.53 

0.0015 

0.0067 

21.27 

90 

68.73 

5.00 

3.44 

0.0015 

0.0068 

6.53 

80 

73.47 

5.00 

3.67 

0.0015 

0.0253 

6.53 

80 

73.47 

5.00 

3.67 

0.0015 

0.0049 

6.56 

80 

73.44 

5.00 

3.67 

0.0015 

0.0112 

6.56 

80 

73.44 

5.00 

3.67 

0.0015 

0.0100 

11.40 

90 

78.60 

5.00 

3.93 

0.0015 

0.0058 

9.98 

80 

70.02 

5.00 

3.50 

0.0015 

0.0126 

5.39 

80 

74.61 

5.00 

3.73 

0.0015 

0.0153 

9.38 

80 

70.62 

5.00 

3.53 

0.0015 

0.0291 

9.38 

80 

70.62 

5.00 

3.53 

0.0015 

0.0017 

13.15 

80 

66.85 

5.00 

3.34 

0.0015 

0.0095 

12.79 

90 

77.21 

5.00 

3.86 

0.0015 

0.0472 

7.12 

80 

72.88 

5.00 

3.64 

0.0015 

0.0032 

7.12 

80 

72.88 

5.00 

3.64 

0.0015 

0.0047 

7.94 

80 

72.06 

5.00 

3.60 

0.0015 

0.0125 

16.29 

90 

73.71 

5.00 

3.69 

0.0015 

0.0364 

17.85 

90 

72.15 

5.00 

3.61 

0.0015 

0.0175 

8.43 

80 

71.57 

5.00 

3.58 

0.0015 

0.0394 

12.65 

80 

67.35 

5.00 

3.37 

0.0015 

0.0125 

15.69 

90 

74.31 

5.00 

3.72 

0.0015 

0.0000 

15.69 

90 

74.31 

5.00 

3.72 

0.0015 

0.0097 

5.27 

80 

74.73 

5.00 

3.74 

0.0015 

0.0206 

5.27 

80 

74.73 

5.00 

3.74 

0.0015 

0.0018 

12.88 

90 

77.12 

5.00 

3.86 

0.0015 

0.0074 

12.87 

90 

77.13 

5.00 

3.86 

0.0015 

0.0015 

15.81 

90 

74.19 

5.00 

3.71 

0.0015 

0.0138 

15.76 

90 

74.24 

5.00 

3.71 

0.0015 

0.0069 

12.71 

90 

77.29 

5.00 

3.86 

0.0015 

0.0116 

7.40 

80 

72.60 

5.00 

3.63 

0.0015 

0.0160 

12.04 

90 

77.96 

5.00 

3.90 

0.0015 

0.0088 

8.64 

80 

71.36 

5.00 

3.57 

0.0015 

0.0124 

8.64 

80 

71.36 

5.00 

3.57 

0.0015 

0.0031 

12.90 

90 

77.10 

5.00 

3.85 

0.0015 

0.0076 

10.63 

90 

79.37 

5.00 

3.97 

0.0015 

0.0011 

16.51 

90 

73.49 

5.00 

3.67 

0.0015 

0.0084 

8.15 

80 

71.85 

5.00 

3.59 

0.0015 

0.0070 

12.50 

90 

77.50 

5.00 

3.87 

0.0015 

0.0152 

14.55 

90 

75.45 

5.00 

3.77 

0.0015 

0.0163 

12.95 

90 

77.05 

5.00 

3.85 

0.0015 

0.0016 

10.92 

80 

69.08 

5.00 

3.45 

0.0015 

0.0389 














































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

19.23 

90 

70.77 

5.00 

3.54 

0.0015 

0.0230 

21.26 

90 

68.74 

5.00 

3.44 

0.0015 

0.0042 

12.41 

80 

67.59 

5.00 

3.38 

0.0015 

0.0242 

11.27 

90 

78.73 

5.00 

3.94 

0.0015 

0.0449 

14.62 

90 

75.38 

5.00 

3.77 

0.0015 

0.0008 

15.76 

90 

74.24 

5.00 

3.71 

0.0015 

0.0078 

15.74 

90 

74.26 

5.00 

3.71 

0.0015 

0.0187 

13.12 

90 

76.88 

5.00 

3.84 

0.0015 

0.0153 

12.16 

80 

67.84 

5.00 

3.39 

0.0015 

0.0167 

13.57 

80 

66.43 

5.00 

3.32 

0.0015 

0.0168 

14.51 

90 

75.49 

5.00 

3.77 

0.0015 

0.0255 

19.66 

90 

70.34 

5.00 

3.52 

0.0015 

0.0123 

21.12 

90 

68.88 

5.00 

3.44 

0.0015 

0.0060 

13.29 

90 

76.71 

5.00 

3.84 

0.0015 

0.0067 

13.15 

90 

76.85 

5.00 

3.84 

0.0015 

0.0144 

6.77 

80 

73.23 

5.00 

3.66 

0.0015 

0.0192 

11.38 

80 

68.62 

5.00 

3.43 

0.0015 

0.0099 

16.17 

80 

63.83 

5.00 

3.19 

0.0015 

0.0028 

12.64 

80 

67.36 

5.00 

3.37 

0.0015 

0.0095 

12.64 

80 

67.36 

5.00 

3.37 

0.0015 

0.0042 

13.36 

90 

76.64 

5.00 

3.83 

0.0015 

0.0013 

17.06 

90 

72.94 

5.00 

3.65 

0.0015 

0.0226 

14.60 

80 

65.40 

5.00 

3.27 

0.0015 

0.0034 

14.60 

80 

65.40 

5.00 

3.27 

0.0015 

0.0115 

14.47 

80 

65.53 

5.00 

3.28 

0.0015 

0.0214 

14.47 

80 

65.53 

5.00 

3.28 

0.0015 

0.0118 

9.84 

80 

70.16 

5.00 

3.51 

0.0015 

0.0115 

9.73 

90 

80.27 

5.00 

4.01 

0.0015 

0.0063 

11.27 

90 

78.73 

5.00 

3.94 

0.0015 

0.0081 

7.97 

80 

72.03 

5.00 

3.60 

0.0015 

0.0466 

7.59 

80 

72.41 

5.00 

3.62 

0.0015 

0.0347 

7.65 

80 

72.35 

5.00 

3.62 

0.0015 

0.0276 

19.85 

90 

70.15 

5.00 

3.51 

0.0015 

0.0093 

14.08 

80 

65.92 

5.00 

3.30 

0.0015 

0.0002 

11.88 

90 

78.12 

5.00 

3.91 

0.0015 

0.0073 

15.84 

90 

74.16 

5.00 

3.71 

0.0015 

0.0466 

9.92 

80 

70.08 

5.00 

3.50 

0.0015 

0.0293 

7.46 

80 

72.54 

5.00 

3.63 

0.0015 

0.0137 

15.10 

90 

74.90 

5.00 

3.75 

0.0015 

0.0000 

15.97 

80 

64.03 

5.00 

3.20 

0.0015 

0.0006 

6.06 

80 

73.94 

5.00 

3.70 

0.0015 

0.0009 

6.06 

80 

73.94 

5.00 

3.70 

0.0015 

0.0001 

9.57 

80 

70.43 

5.00 

3.52 

0.0015 

0.0025 

9.57 

80 

70.43 

5.00 

3.52 

0.0015 

0.0334 

8.11 

80 

71.89 

5.00 

3.59 

0.0015 

0.0104 

8.11 

80 

71.89 

5.00 

3.59 

0.0015 

0.0310 

8.13 

80 

71.87 

5.00 

3.59 

0.0015 

0.0134 

12.69 

90 

77.31 

5.00 

3.87 

0.0015 

0.0141 

7.45 

80 

72.55 

5.00 

3.63 

0.0015 

0.0116 

9.89 

80 

70.11 

5.00 

3.51 

0.0015 

0.0151 

7.65 

80 

72.35 

5.00 

3.62 

0.0015 

0.0259 

21.10 

90 

68.90 

5.00 

3.44 

0.0015 

0.0063 

11.98 

80 

68.02 

5.00 

3.40 

0.0015 

0.0103 

13.76 

90 

76.24 

5.00 

3.81 

0.0015 

0.0040 

11.61 

80 

68.39 

5.00 

3.42 

0.0015 

0.0034 



























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone (Fresh 
/ Saline) 



Type of Area 

(Command / Non- Hydrogeological Unit 
command) 



08004037 


Thobariya Kalan 


Thobariya Khurd 


Uakhli 


Ummedpura 


Ada Kheri 


Ameerpura 


Azizpur 


Baida 


Banjari 


Bans Kheri 


Beejanya Kheri 


Beer Sarkari 


Bismillapura 


Bolya Bari 


Bor Kheri 


Borband 


Chak Semli 


Chhori 


Dabla Bhoj 


Danta 


Daulatpura 


Dhandera 


Dhara Kheri 


Dharmachya Kheri 


Dharoniya 


Dharoo Kheri 


Dilawara 


Dola 


Farshpura 


Gardan Kheri 


Guradiya 


Hanotiya Dharoniya 


Hanotiya Kotri 


Himmatgarh 


llahipura 


Jablen 


Jeta Kheri 


Kalyanpura 


Karadiya Osav 


Karma Kheri 


Khadagpura 


Khairana 


Kharpa Kalan 


Kharpa Khurd 


Khatkar 


Khejariya 


Kheri 


0832000204031700 


0832000204031800 


0832000204024900 


0832000204028900 


0832000604114200 


0832000604109500 


0832000604109200 


0832000604113200 


0832000604108600 


0832000604114600 


0832000604114300 


0832000604113000 


0832000604112800 


0832000604115300 


0832000604104600 


0832000604104900 


0832000604115000 


0832000604107600 


0832000604114900 


0832000604114500 


0832000604108900 


0832000604114700 


0832000604112400 


0832000604104700 


0832000604108800 


0832000604108500 


0832000604109400 


0832000604107800 


0832000604108400 


0832000604109900 


0832000604109000 


0832000604105500 


0832000604112200 


0832000604105600 


0832000604112900 


0832000604112600 


0832000604109700 


0832000604113300 


0832000604105700 


0832000604104500 


0832000604115700 


0832000604108000 


0832000604110200 


0832000604112100 


0832000604106000 


0832000604112500 


0832000604114400 


1.12 Fresh 


2.34 Fresh 


2.11 Fresh 


3.89 Fresh 


3.08 Fresh 


4.60 Fresh 


7.35 Fresh 


8.96 Fresh 


7.22 Fresh 


6.72 Fresh 


5.97 Fresh 


3.87 Fresh 


2.43 Fresh 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.61 

80 

68.39 

5.00 

3.42 

0.0015 

0.0205 

13.81 

80 

66.19 

5.00 

3.31 

0.0015 

0.0123 

10.51 

80 

69.49 

5.00 

3.47 

0.0015 

0.0297 

10.51 

80 

69.49 

5.00 

3.47 

0.0015 

0.0017 

5.03 

80 

74.97 

5.00 

3.75 

0.0015 

0.0218 

5.03 

80 

74.97 

5.00 

3.75 

0.0015 

0.0017 

11.60 

90 

78.40 

5.00 

3.92 

0.0015 

0.0135 

15.39 

90 

74.61 

5.00 

3.73 

0.0015 

0.0057 

16.03 

90 

73.97 

5.00 

3.70 

0.0015 

0.0029 

21.27 

90 

68.73 

5.00 

3.44 

0.0015 

0.0033 

8.07 

80 

71.93 

5.00 

3.60 

0.0015 

0.0158 

8.63 

80 

71.37 

5.00 

3.57 

0.0015 

0.0138 

7.24 

80 

72.76 

5.00 

3.64 

0.0015 

0.0124 

7.78 

80 

72.22 

5.00 

3.61 

0.0015 

0.0304 

7.23 

80 

72.77 

5.00 

3.64 

0.0015 

0.0138 

8.97 

80 

71.03 

5.00 

3.55 

0.0015 

0.0506 

8.09 

80 

71.91 

5.00 

3.60 

0.0015 

0.0225 

7.74 

80 

72.26 

5.00 

3.61 

0.0015 

0.0037 

9.64 

80 

70.36 

5.00 

3.52 

0.0015 

0.0113 

8.10 

80 

71.90 

5.00 

3.59 

0.0015 

0.0101 

17.47 

80 

62.53 

5.00 

3.13 

0.0015 

0.0014 

9.64 

80 

70.36 

5.00 

3.52 

0.0015 

0.0036 

9.41 

80 

70.59 

5.00 

3.53 

0.0015 

0.0040 

19.88 

80 

60.12 

5.00 

3.01 

0.0015 

0.0011 

11.44 

80 

68.56 

5.00 

3.43 

0.0015 

0.0252 

8.21 

80 

71.79 

5.00 

3.59 

0.0015 

0.0547 

7.46 

80 

72.54 

5.00 

3.63 

0.0015 

0.0130 

10.70 

80 

69.30 

5.00 

3.47 

0.0015 

0.0321 

11.43 

80 

68.57 

5.00 

3.43 

0.0015 

0.0239 

11.82 

80 

68.18 

5.00 

3.41 

0.0015 

0.0059 

7.27 

80 

72.73 

5.00 

3.64 

0.0015 

0.0295 

6.95 

80 

73.05 

5.00 

3.65 

0.0015 

0.0183 

8.35 

80 

71.65 

5.00 

3.58 

0.0015 

0.0194 

21.84 

80 

58.16 

5.00 

2.91 

0.0015 

0.0285 

7.49 

80 

72.51 

5.00 

3.63 

0.0015 

0.0180 

18.87 

80 

61.13 

5.00 

3.06 

0.0015 

0.0228 

7.58 

80 

72.42 

5.00 

3.62 

0.0015 

0.0274 

5.72 

80 

74.28 

5.00 

3.71 

0.0015 

0.0139 

18.53 

80 

61.47 

5.00 

3.07 

0.0015 

0.0210 

4.80 

80 

75.20 

5.00 

3.76 

0.0015 

0.0000 

4.80 

80 

75.20 

5.00 

3.76 

0.0015 

0.0065 

7.65 

80 

72.35 

5.00 

3.62 

0.0015 

0.0061 

8.99 

80 

71.01 

5.00 

3.55 

0.0015 

0.0125 

14.41 

80 

65.59 

5.00 

3.28 

0.0015 

0.0104 

7.85 

80 

72.15 

5.00 

3.61 

0.0015 

0.0210 

7.12 

80 

72.88 

5.00 

3.64 

0.0015 

0.0000 

7.12 

80 

72.88 

5.00 

3.64 

0.0015 

0.0089 

16.54 

80 

63.46 

5.00 

3.17 

0.0015 

0.0000 

8.43 

80 

71.57 

5.00 

3.58 

0.0015 

0.0001 

17.58 

80 

62.42 

5.00 

3.12 

0.0015 

0.0419 

19.73 

80 

60.27 

5.00 

3.01 

0.0015 

0.0106 

19.86 

80 

60.14 

5.00 

3.01 

0.0015 

0.0035 

12.99 

80 

67.01 

5.00 

3.35 

0.0015 

0.0299 

8.25 

80 

71.75 

5.00 

3.59 

0.0015 

0.0208 

8.10 

80 

71.90 

5.00 

3.59 

0.0015 

0.0131 































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



08004038 


Kita Kheri 


Kotri 


Loti 


Maya Kheri 


Meerpura 


Mohammadpura 


Motmindganj 


Narana 


Nimba Hera 


Nipaniya 


Odiya Kheri 


Osav 


Padiyar Kheri 


Peepaliya 


Pirawa (M) 


Rajpura 


Ramay Dalpat 


Ramay Mahoo 


Rooppura 


Samli Jinnar 


Sanwat Khera 


Saranga Khera 


Saroniya 


Semli Chauhan 


Sherpur 


Silori 


Tiktikiya 


Tomariya Kheri 


Adoosa 


Amalsara 


Asannakti 


Bambooliya Kataria 


Bapawar Kalan 


Bhairoopura 


Bhoola Hera 


Bhoola Heri 


Bilasara 


Census Code 


0832000604109300 


0832000604110100 


0832000604108200 


0832000604109600 


0832000604113400 


0832000604113500 


0832000604105900 


0832000604113100 


0832000604108700 


0832000604106100 


0832000604108100 


0832000604104800 


0832000604110000 


0832000604115100 


0832000643207000 


0832000604109800 


0832000604111900 


0832000604114800 


0832000604112700 


0832000604108300 


0832000604115200 


0832000604112300 


0832000604109100 


0832000604115800 


0832000604113600 


0832000604107700 


0832000604105800 


0832000604107900 


0830000503835100 


0831000203867100 


0831000203869300 


0830000503840700 


0830000503843100 


0832000103975800 


0830000503848500 


0830000503843200 


0832000103975900 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Command 

Deccan Traps 




5.91 Fresh 


3.43 Fresh 


10.38 Fresh 



3.22 Fresh 


2.92 Fresh 


4.81 Fresh 


5.92 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Shale 


Bhander Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

7.78 

80 

72.22 

5.00 

3.61 

0.0015 

0.0070 

16.31 

80 

63.69 

5.00 

3.18 

0.0015 

0.0299 

7.73 

80 

72.27 

5.00 

3.61 

0.0015 

0.0076 

17.77 

80 

62.23 

5.00 

3.11 

0.0015 

0.0236 

7.65 

80 

72.35 

5.00 

3.62 

0.0015 

0.0046 

7.66 

80 

72.34 

5.00 

3.62 

0.0015 

0.0054 

10.64 

80 

69.36 

5.00 

3.47 

0.0015 

0.0184 

7.77 

80 

72.23 

5.00 

3.61 

0.0015 

0.0128 

6.77 

80 

73.23 

5.00 

3.66 

0.0015 

0.0000 

20.33 

80 

59.68 

5.00 

2.98 

0.0015 

0.0084 

9.89 

80 

70.11 

5.00 

3.51 

0.0015 

0.0281 

11.38 

80 

68.62 

5.00 

3.43 

0.0015 

0.0412 

19.96 

80 

60.04 

5.00 

3.00 

0.0015 

0.0160 

8.85 

80 

71.15 

5.00 

3.56 

0.0015 

0.0314 

7.55 

80 

72.45 

5.00 

3.62 

0.0015 

0.0433 

8.55 

80 

71.45 

5.00 

3.57 

0.0015 

0.0098 

16.40 

80 

63.60 

5.00 

3.18 

0.0015 

0.0031 

13.99 

80 

66.01 

5.00 

3.30 

0.0015 

0.0184 

12.97 

80 

67.03 

5.00 

3.35 

0.0015 

0.0053 

6.06 

80 

73.94 

5.00 

3.70 

0.0015 

0.0002 

6.06 

80 

73.94 

5.00 

3.70 

0.0015 

0.0085 

8.11 

80 

71.89 

5.00 

3.59 

0.0015 

0.0157 

14.86 

80 

65.14 

5.00 

3.26 

0.0015 

0.0327 

7.36 

80 

72.64 

5.00 

3.63 

0.0015 

0.0165 

9.89 

80 

70.11 

5.00 

3.51 

0.0015 

0.0045 

7.65 

80 

72.35 

5.00 

3.62 

0.0015 

0.0285 

20.60 

80 

59.40 

5.00 

2.97 

0.0015 

0.0182 

10.12 

80 

69.88 

5.00 

3.49 

0.0015 

0.0166 

21.88 

80 

58.12 

5.00 

2.91 

0.0015 

0.0096 

15.38 

100 

84.62 

10.00 

8.46 

0.0020 

0.0228 

10.25 

90 

79.75 

10.00 

7.97 

0.0020 

0.0042 

10.25 

90 

79.75 

15.00 

11.96 

0.0020 

0.0008 

10.25 

90 

79.75 

10.00 

7.97 

0.0020 

0.0916 

10.25 

90 

79.75 

15.00 

11.96 

0.0020 

0.0008 

17.38 

90 

72.62 

10.00 

7.26 

0.0020 

0.0859 

22.00 

100 

78.00 

10.00 

7.80 

0.0020 

0.0536 

22.17 

100 

77.83 

10.00 

7.78 

0.0020 

0.1195 

22.17 

90 

67.83 

2.00 

1.36 

0.0015 

0.0002 

22.17 

100 

77.83 

10.00 

7.78 

0.0020 

0.0000 

20.58 

100 

79.42 

10.00 

7.94 

0.0020 

0.0123 

20.58 

100 

79.42 

15.00 

11.91 

0.0020 

0.0006 

22.70 

100 

77.30 

10.00 

7.73 

0.0020 

0.0112 

22.70 

90 

67.30 

2.00 

1.35 

0.0015 

0.0055 

26.77 

100 

73.23 

10.00 

7.32 

0.0020 

0.0131 

35.19 

100 

64.81 

10.00 

6.48 

0.0020 

0.0058 

35.19 

90 

54.81 

15.00 

8.22 

0.0020 

0.1102 

32.10 

100 

67.90 

10.00 

6.79 

0.0020 

0.0081 

32.10 

90 

57.90 

15.00 

8.68 

0.0020 

0.0048 

32.10 

100 

67.90 

10.00 

6.79 

0.0020 

0.0298 

32.10 

90 

57.90 

15.00 

8.68 

0.0020 

0.0907 

13.56 

80 

66.44 

10.00 

6.64 

0.0020 

0.0418 

17.32 

90 

72.68 

2.00 

1.45 

0.0015 

0.0064 

19.39 

100 

80.61 

10.00 

8.06 

0.0020 

0.0192 

19.39 

90 

70.61 

2.00 

1.41 

0.0015 

0.0077 

13.10 

80 

66.90 

10.00 

6.69 

0.0020 

0.0514 































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Bilendi 


Bohra 


Boodhani 


Borda 


Borina 


Chaheriya 


Chatarpura 


Chureliyan 


Dabari Kalan 


Dawri Nakkiji 


Deopura Sorsan 


Digod 


Dillipura 


Dobara 


Dobari 


Doongarpur 


Ghas Khera 


Gulab Pura 


Hanotiya 


Hanpa Heri 


Hanuwat Khera 


Hanwat Khera 


Haripura 


Jagannathpura 


Jali Hera 


Jithani 


Jogara 


Jolpa 


Kamolar 


Kanganya 


Kethori 


Khariya 


Kharkhara 


Kherali 


Kotra 


Kundanpur 


Kurariya Kalan 


Labaniya 


Lasariya Kalan 


Lasariya Khurd 


Census Code 


0831000203868900 


0832000103975700 


0830000503842700 


0830000503844100 


0831000303876000 


0831000203869800 


0830000503849900 


0831000303877100 


0830000503842200 


0831000203870100 


0831000203869700 



Zone (Fresh 
/ Saline) 


0830000503848300 


0830000503844400 


0830000503849800 


0830000503848400 


0830000503849700 


0830000503842300 


0831000203866900 


0831000203870200 


0831000203868100 


0830000503848800 


0831000203870000 


0830000503848200 


0831000303877400 


0830000503841000 


0830000503849400 


0830000503848000 


0832000103975400 


0830000503843400 


0830000503837200 


0831000203867200 


0830000503843600 


0831000203869100 


0831000303876600 


0830000503843000 


0830000503836900 


0830000503836600 


0830000503848900 


0830000503843700 


0830000503844300 


4.99 Fresh 


11.45 Fresh 


4.98 Fresh 


3.49 Fresh 


7.77 Fresh 


2.45 Fresh 


3.57 Fresh 


3.22 Fresh 


15.68 Fresh 


3.05 Fresh 


4.90 Fresh 



7.86 Fresh 


4.82 Fresh 


3.41 Fresh 


1.35 Fresh 


7.04 Fresh 



2.10 Fresh 


7.98 Fresh 


3.15 Fresh 


4.39 Fresh 


4.64 Fresh 


3.41 Fresh 


5.51 Fresh 


5.42 Fresh 


1.12 Fresh 


5.70 Fresh 


4.73 Fresh 


22.30 Fresh 


9.41 Fresh 


4.59 Fresh 


7.58 Fresh 


3.82 Fresh 


2.22 Fresh 


9.08 Fresh 


4.19 Fresh 


5.74 Fresh 


1.61 Fresh 


3.60 Fresh 


2.79 Fresh 


2.25 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Command 

Limestone 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Command 

Bhander Sandstone 

Command 

Limestone 

Non-command 

Bhander Sandstone 

Command 

Limestone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Command 

Limestone 

Command 

Older Alluvium 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Shale 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

16.65 

90 

73.35 

10.00 

7.33 

0.0020 

0.0508 

14.01 

80 

65.99 

10.00 

6.60 

0.0020 

0.0365 

19.65 

100 

80.35 

10.00 

8.03 

0.0020 

0.0556 

14.02 

90 

75.98 

2.00 

1.52 

0.0015 

0.0080 

30.97 

90 

59.03 

15.00 

8.86 

0.0020 

0.0411 

23.63 

90 

66.37 

10.00 

6.64 

0.0020 

0.0326 

22.85 

90 

67.15 

2.00 

1.34 

0.0015 

0.0016 

12.95 

100 

87.05 

10.00 

8.71 

0.0020 

0.0561 

15.84 

100 

84.16 

10.00 

8.42 

0.0020 

0.2623 

15.84 

90 

74.16 

2.00 

1.48 

0.0015 

0.0002 

18.34 

90 

71.66 

10.00 

7.17 

0.0020 

0.0436 

24.84 

90 

65.16 

10.00 

6.52 

0.0020 

0.0536 

24.84 

90 

65.16 

10.00 

6.52 

0.0020 

0.0103 

38.48 

100 

61.52 

10.00 

6.15 

0.0020 

0.0248 

38.48 

90 

51.52 

2.00 

1.03 

0.0015 

0.0010 

21.73 

90 

68.27 

2.00 

1.37 

0.0015 

0.0144 

19.06 

100 

80.94 

10.00 

8.09 

0.0020 

0.0285 

19.06 

90 

70.94 

2.00 

1.42 

0.0015 

0.0065 

19.73 

90 

70.27 

2.00 

1.41 

0.0015 

0.0031 

17.58 

90 

72.42 

2.00 

1.45 

0.0015 

0.0029 

25.59 

100 

74.41 

10.00 

7.44 

0.0020 

0.0710 

25.59 

90 

64.41 

2.00 

1.29 

0.0015 

0.0039 

16.28 

100 

83.72 

10.00 

8.37 

0.0020 

0.0092 

16.28 

90 

73.72 

2.00 

1.47 

0.0015 

0.0143 

11.95 

100 

88.05 

10.00 

8.80 

0.0020 

0.0370 

6.50 

90 

83.50 

10.00 

8.35 

0.0020 

0.0109 

6.50 

90 

83.50 

15.00 

12.52 

0.0020 

0.0254 

11.46 

90 

78.54 

10.00 

7.85 

0.0020 

0.0495 

27.99 

90 

62.01 

15.00 

9.30 

0.0020 

0.0077 

28.44 

100 

71.56 

10.00 

7.16 

0.0020 

0.0001 

22.44 

90 

67.56 

10.00 

6.76 

0.0020 

0.0382 

22.44 

90 

67.56 

10.00 

6.76 

0.0020 

0.0078 

27.58 

90 

62.42 

2.00 

1.25 

0.0015 

0.0094 

31.79 

100 

68.21 

10.00 

6.82 

0.0020 

0.0418 

31.79 

100 

68.21 

10.00 

6.82 

0.0020 

0.0322 

30.68 

100 

69.32 

10.00 

6.93 

0.0020 

0.0117 

26.32 

100 

73.68 

10.00 

7.37 

0.0020 

0.0019 

33.99 

90 

56.01 

2.00 

1.12 

0.0015 

0.0004 

21.34 

80 

58.66 

10.00 

5.87 

0.0020 

0.0039 

11.29 

90 

78.71 

2.00 

1.57 

0.0015 

0.0222 

31.33 

100 

68.67 

10.00 

6.87 

0.0020 

0.0481 

13.84 

90 

76.16 

10.00 

7.62 

0.0020 

0.0500 

16.87 

100 

83.13 

10.00 

8.31 

0.0020 

0.0598 

16.87 

90 

73.13 

2.00 

1.46 

0.0015 

0.0005 

19.90 

90 

70.10 

10.00 

7.01 

0.0020 

0.0312 

58.27 

90 

31.73 

15.00 

4.76 

0.0020 

0.0061 

58.27 

90 

31.73 

20.00 

6.35 

0.0150 

0.0000 

27.09 

100 

72.91 

10.00 

7.29 

0.0020 

0.0001 

30.25 

100 

69.75 

10.00 

6.97 

0.0020 

0.0440 

22.31 

100 

77.69 

10.00 

7.77 

0.0020 

0.0197 

28.09 

100 

71.91 

10.00 

7.19 

0.0020 

0.0182 

28.09 

100 

71.91 

10.00 

7.19 

0.0020 

0.0001 

13.98 

100 

86.02 

10.00 

8.60 

0.0020 

0.0369 

13.98 

90 

76.02 

2.00 

1.52 

0.0015 

0.0015 

16.26 

90 

73.74 

2.00 

1.47 

0.0015 

0.0050 































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Bhander Sandstone 


Bhander Sandstone 


Shale 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Shale 


Shale 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Shale 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Shale 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

28.70 

100 

71.30 

10.00 

7.13 

0.0020 

0.0236 

27.01 

100 

72.99 

10.00 

7.30 

0.0020 

0.0563 

27.01 

90 

62.99 

2.00 

1.26 

0.0015 

0.0039 

50.54 

90 

39.46 

15.00 

5.92 

0.0020 

0.0342 

19.84 

100 

80.16 

10.00 

8.02 

0.0020 

0.0318 

19.84 

100 

80.16 

15.00 

12.02 

0.0020 

0.0005 

27.43 

100 

72.57 

10.00 

7.26 

0.0020 

0.0560 

15.16 

90 

74.84 

10.00 

7.48 

0.0020 

0.0815 

15.16 

90 

74.84 

10.00 

7.48 

0.0020 

0.0026 

21.71 

90 

68.29 

10.00 

6.83 

0.0020 

0.0897 

26.49 

90 

63.51 

10.00 

6.35 

0.0020 

0.0531 

26.49 

90 

63.51 

10.00 

6.35 

0.0020 

0.0251 

26.49 

90 

63.51 

15.00 

9.53 

0.0020 

0.0497 

17.01 

90 

72.99 

10.00 

7.30 

0.0020 

0.0816 

16.69 

100 

83.31 

10.00 

8.33 

0.0020 

0.3511 

16.69 

90 

73.31 

2.00 

1.47 

0.0015 

0.0003 

10.12 

90 

79.88 

2.00 

1.60 

0.0015 

0.0036 

15.56 

90 

74.44 

10.00 

7.44 

0.0020 

0.0019 

25.35 

100 

74.65 

10.00 

7.47 

0.0020 

0.0103 

25.35 

100 

74.65 

10.00 

7.47 

0.0020 

0.0026 

20.93 

100 

79.07 

10.00 

7.91 

0.0020 

0.0011 

12.97 

100 

87.03 

10.00 

8.70 

0.0020 

0.0048 

12.97 

90 

77.03 

2.00 

1.54 

0.0015 

0.0033 

15.65 

100 

84.35 

15.00 

12.65 

0.0020 

0.0128 

15.65 

100 

84.35 

10.00 

8.44 

0.0020 

0.0202 

15.65 

100 

84.35 

15.00 

12.65 

0.0020 

0.0234 

19.16 

90 

70.84 

10.00 

7.08 

0.0020 

0.0632 

12.02 

100 

87.98 

15.00 

13.20 

0.0020 

0.0079 

45.48 

100 

54.52 

10.00 

5.45 

0.0020 

0.0009 

45.48 

100 

54.52 

10.00 

5.45 

0.0020 

0.0633 

45.48 

90 

44.52 

15.00 

6.68 

0.0020 

0.0126 

11.59 

100 

88.41 

10.00 

8.84 

0.0020 

0.0839 

12.24 

100 

87.76 

10.00 

8.78 

0.0020 

0.0019 

12.24 

90 

77.76 

2.00 

1.56 

0.0015 

0.0089 

14.58 

100 

85.42 

15.00 

12.81 

0.0020 

0.0174 

18.55 

90 

71.45 

10.00 

7.14 

0.0020 

0.0323 

38.82 

100 

61.18 

10.00 

6.12 

0.0020 

0.0430 

38.82 

90 

51.18 

2.00 

1.02 

0.0015 

0.0163 

29.23 

100 

70.77 

10.00 

7.08 

0.0020 

0.0239 

29.23 

100 

70.77 

10.00 

7.08 

0.0020 

0.0124 

29.23 

90 

60.77 

15.00 

9.11 

0.0020 

0.0000 

38.96 

90 

51.04 

15.00 

7.66 

0.0020 

0.0268 

19.77 

100 

80.23 

10.00 

8.02 

0.0020 

0.0081 

16.79 

90 

73.21 

10.00 

7.32 

0.0020 

0.1842 

16.79 

90 

73.21 

10.00 

7.32 

0.0020 

0.0591 

16.79 

90 

73.21 

15.00 

10.98 

0.0020 

0.0264 

25.00 

100 

75.00 

10.00 

7.50 

0.0020 

0.0262 

16.71 

90 

73.29 

2.00 

1.47 

0.0015 

0.0044 

26.85 

100 

73.15 

10.00 

7.32 

0.0020 

0.0316 

35.87 

100 

64.13 

10.00 

6.41 

0.0020 

0.0052 

35.87 

100 

64.13 

10.00 

6.41 

0.0020 

0.0203 

35.87 

90 

54.13 

15.00 

8.12 

0.0020 

0.0028 

15.46 

100 

84.54 

10.00 

8.45 

0.0020 

0.0460 

15.46 

100 

84.54 

10.00 

8.45 

0.0020 

0.1231 

27.68 

100 

72.32 

10.00 

7.23 

0.0020 

0.0633 
































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 


Census Code 



Achalpura 


Akawad Kalan 


Akawad Khurd 


Aklera (M) 


0830000503840500 


0830000503840600 


0831000803962500 


0832000103993000 


0832000103993100 


0832000343204000 



Amarpura 


Ambala 


Amlawada Kharan 


Amlawadaali 


Amrit Kheri 


0831000803970600 


0832000103995300 


0831000803966600 


0831000803957600 


0832000304047700 


Asalpur 


Babar 


Baday 


0831000803970500 


0831000803970900 


0831000803966200 


Bal Khoh 


Baldeo Pura 


Bamori (Baday) 



Baori Khera 


Bardawada 


Bareda 


Bareri Kalan 


Bareri Khurd 


Barkheri 


Basodiya 


Beenda 


Bhanpura 


Bhaopura 


0832000103992900 


0832000103995200 


0831000803966800 


0832000304035200 


0831000803970300 


0832000304042500 


0832000103995100 


0832000304043100 


0832000304043200 


0831000403891400 


0832000304043300 


0832000304042300 


0832000304048100 


0831000803967000 


Bhawanipura 


Bhawanipura Jageer@Kakoni 


0832000304054600 


0831000803971200 


Bheel Khera 


Bheemgarh Veeran 


Bilendi 


0832000103994600 


0832000103995800 


0831000803962600 


Bislai 


Bokhari 


Bor Kheri 


Borda 


0832000103994100 


0832000103995000 


0832000103994500 


0831000803966400 


Bosar 


Brahma Kheri 


Chainpuriya Jageer 


Chandaliya 


Chandipur 


0832000103988800 


0831000803971700 


0831000803961300 


0832000103993700 


0832000304042900 


Chhapihera 


0832000103995500 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 


Command 


Command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Command 

Fresh 

Command 

Fresh 

Non-command 

Fresh 

Command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Command 


Non-command 

Fresh 

Non-command 


Hydrogeological Unit 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Deccan Traps 


Bhander Sandstone 


Limestone 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Deccan Traps 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Bhander Sandstone 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

27.68 

100 

72.32 

10.00 

7.23 

0.0020 

0.0139 

27.68 

90 

62.32 

15.00 

9.35 

0.0020 

0.0006 

31.40 

100 

68.60 

10.00 

6.86 

0.0020 

0.0001 

26.90 

100 

73.10 

10.00 

7.31 

0.0020 

0.0394 

12.82 

90 

77.18 

10.00 

7.72 

0.0020 

0.0271 

15.04 

80 

64.96 

10.00 

6.50 

0.0020 

0.1050 

17.16 

80 

62.84 

10.00 

6.28 

0.0020 

0.0512 

12.57 

80 

67.43 

5.00 

3.37 

0.0015 

0.0277 

12.57 

80 

67.43 

5.00 

3.37 

0.0015 

0.0070 

6.97 

90 

83.03 

5.00 

4.15 

0.0015 

0.0107 

18.61 

80 

61.39 

10.00 

6.14 

0.0020 

0.0605 

8.69 

90 

81.31 

10.00 

8.13 

0.0020 

0.1637 

17.91 

90 

72.09 

10.00 

7.21 

0.0020 

0.0522 

10.44 

90 

79.56 

5.00 

3.98 

0.0015 

0.0008 

10.44 

90 

79.56 

5.00 

3.98 

0.0015 

0.0016 

4.99 

90 

85.01 

5.00 

4.25 

0.0015 

0.0192 

5.54 

90 

84.46 

5.00 

4.22 

0.0015 

0.0135 

3.41 

90 

86.59 

10.00 

8.66 

0.0020 

0.1116 

3.41 

90 

86.59 

5.00 

4.33 

0.0015 

0.0194 

16.37 

80 

63.63 

10.00 

6.36 

0.0020 

0.0024 

23.80 

80 

56.20 

10.00 

5.62 

0.0020 

0.0668 

4.96 

90 

85.04 

10.00 

8.50 

0.0020 

0.0364 

4.96 

90 

85.04 

5.00 

4.25 

0.0015 

0.0168 

11.77 

80 

68.23 

10.00 

6.82 

0.0020 

0.0022 

11.77 

90 

78.23 

15.00 

11.74 

0.0020 

0.0000 

8.01 

90 

81.99 

5.00 

4.10 

0.0015 

0.0223 

10.83 

80 

69.17 

5.00 

3.46 

0.0015 

0.0019 

18.10 

80 

61.90 

10.00 

6.19 

0.0020 

0.0871 

8.67 

90 

81.33 

5.00 

4.07 

0.0015 

0.0018 

9.37 

80 

70.63 

5.00 

3.53 

0.0015 

0.0030 

14.36 

90 

75.64 

10.00 

7.56 

0.0020 

0.1872 

8.77 

90 

81.23 

5.00 

4.06 

0.0015 

0.0005 

10.08 

80 

69.92 

5.00 

3.50 

0.0015 

0.0037 

8.94 

90 

81.06 

5.00 

4.05 

0.0015 

0.0135 

5.01 

90 

84.99 

10.00 

8.50 

0.0020 

0.0417 

5.01 

90 

84.99 

5.00 

4.25 

0.0015 

0.0284 

5.69 

80 

74.31 

5.00 

3.72 

0.0015 

0.0033 

6.40 

90 

83.60 

10.00 

8.36 

0.0020 

0.1081 

6.40 

90 

83.60 

5.00 

4.18 

0.0015 

0.0030 

15.64 

80 

64.37 

10.00 

6.44 

0.0020 

0.0414 

8.98 

80 

71.02 

10.00 

7.10 

0.0020 

0.0113 

9.84 

90 

80.16 

10.00 

8.02 

0.0020 

0.1398 

9.84 

90 

80.16 

5.00 

4.01 

0.0015 

0.0118 

25.59 

80 

54.41 

10.00 

5.44 

0.0020 

0.0054 

11.62 

80 

68.38 

10.00 

6.84 

0.0020 

0.0123 

21.93 

80 

58.07 

10.00 

5.81 

0.0020 

0.0400 

7.47 

90 

82.53 

10.00 

8.25 

0.0020 

0.0234 

7.47 

90 

82.53 

5.00 

4.13 

0.0015 

0.0001 

15.37 

80 

64.63 

10.00 

6.46 

0.0020 

0.0229 

11.58 

90 

78.42 

5.00 

3.92 

0.0015 

0.0006 

11.61 

90 

78.39 

10.00 

7.84 

0.0020 

0.0060 

19.53 

80 

60.47 

10.00 

6.05 

0.0020 

0.0019 

9.31 

90 

80.69 

5.00 

4.03 

0.0015 

0.0090 

9.31 

90 

80.69 

5.00 

4.03 

0.0015 

0.0023 

9.16 

80 

70.84 

10.00 

7.08 

0.0020 

0.0050 




































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Bhander Sandstone 


Deccan Traps 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Deccan Traps 


Bhander Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.52 

80 

68.48 

5.00 

3.42 

0.0015 

0.0006 

9.78 

90 

80.22 

5.00 

4.01 

0.0015 

0.0067 

11.30 

80 

68.70 

10.00 

6.87 

0.0020 

0.0089 

8.45 

80 

71.55 

10.00 

7.15 

0.0020 

0.0095 

21.65 

90 

68.35 

10.00 

6.84 

0.0020 

0.0038 

10.25 

80 

69.75 

10.00 

6.97 

0.0020 

0.0140 

10.25 

80 

69.75 

5.00 

3.49 

0.0015 

0.0044 

10.25 

80 

69.75 

10.00 

6.97 

0.0020 

0.0136 

10.25 

80 

69.75 

5.00 

3.49 

0.0015 

0.0001 

27.06 

80 

52.94 

10.00 

5.29 

0.0020 

0.0170 

8.02 

80 

71.98 

5.00 

3.60 

0.0015 

0.0317 

5.62 

80 

74.38 

5.00 

3.72 

0.0015 

0.0130 

10.08 

80 

69.92 

5.00 

3.50 

0.0015 

0.0134 

10.61 

80 

69.39 

5.00 

3.47 

0.0015 

0.0114 

6.05 

90 

83.95 

5.00 

4.20 

0.0015 

0.0195 

9.05 

90 

80.95 

5.00 

4.05 

0.0015 

0.0385 

5.69 

90 

84.31 

10.00 

8.43 

0.0020 

0.0078 

5.69 

90 

84.31 

5.00 

4.22 

0.0015 

0.0045 

11.41 

90 

78.59 

10.00 

7.86 

0.0020 

0.0242 

8.88 

90 

81.12 

5.00 

4.06 

0.0015 

0.0028 

12.00 

80 

68.00 

10.00 

6.80 

0.0020 

0.0127 

9.11 

90 

80.89 

5.00 

4.04 

0.0015 

0.0058 

8.86 

90 

81.14 

5.00 

4.06 

0.0015 

0.0016 

8.86 

90 

81.14 

5.00 

4.06 

0.0015 

0.0189 

8.94 

90 

81.06 

5.00 

4.05 

0.0015 

0.0002 

9.60 

80 

70.40 

5.00 

3.52 

0.0015 

0.0184 

8.64 

90 

81.36 

5.00 

4.07 

0.0015 

0.0114 

8.64 

90 

81.36 

5.00 

4.07 

0.0015 

0.0022 

9.87 

80 

70.13 

5.00 

3.51 

0.0015 

0.0026 

8.96 

90 

81.04 

5.00 

4.05 

0.0015 

0.0034 

13.84 

90 

76.16 

10.00 

7.62 

0.0020 

0.1096 

13.02 

90 

76.98 

10.00 

7.70 

0.0020 

0.0002 

5.71 

80 

74.29 

5.00 

3.71 

0.0015 

0.0041 

19.74 

80 

60.26 

10.00 

6.03 

0.0020 

0.0401 

16.16 

80 

63.84 

10.00 

6.38 

0.0020 

0.0335 

22.10 

80 

57.90 

10.00 

5.79 

0.0020 

0.0130 

11.67 

90 

78.33 

10.00 

7.83 

0.0020 

0.0226 

5.69 

80 

74.31 

5.00 

3.72 

0.0015 

0.0123 

9.74 

80 

70.26 

5.00 

3.51 

0.0015 

0.0157 

12.67 

80 

67.33 

10.00 

6.73 

0.0020 

0.0184 

11.18 

80 

68.82 

5.00 

3.44 

0.0015 

0.0038 

11.18 

80 

68.82 

5.00 

3.44 

0.0015 

0.0016 

12.03 

90 

77.97 

10.00 

7.80 

0.0020 

0.0094 

12.03 

90 

77.97 

5.00 

3.90 

0.0015 

0.0062 

9.82 

90 

80.18 

5.00 

4.01 

0.0015 

0.0097 

16.02 

90 

73.98 

10.00 

7.40 

0.0020 

0.0885 

9.02 

90 

80.98 

5.00 

4.05 

0.0015 

0.0034 

8.85 

90 

81.15 

5.00 

4.06 

0.0015 

0.0098 

8.85 

90 

81.15 

5.00 

4.06 

0.0015 

0.0066 

23.84 

80 

56.16 

10.00 

5.62 

0.0020 

0.0504 

23.84 

90 

66.16 

15.00 

9.92 

0.0020 

0.0077 

14.11 

90 

75.89 

10.00 

7.59 

0.0020 

0.0092 

11.87 

80 

68.13 

10.00 

6.81 

0.0020 

0.0504 

12.33 

80 

67.67 

5.00 

3.38 

0.0015 

0.0001 

12.33 

80 

67.67 

10.00 

6.77 

0.0020 

0.0283 





































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Deccan Traps 


Bhander Sandstone 


Bhander Sandstone 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Bhander Sandstone 


Deccan Traps 


Bhander Sandstone 


Bhander Sandstone 


Deccan Traps 


Bhander Sandstone 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.33 

80 

67.67 

5.00 

3.38 

0.0015 

0.0012 

18.74 

80 

61.26 

10.00 

6.13 

0.0020 

0.0754 

7.67 

90 

82.33 

10.00 

8.23 

0.0020 

0.1026 

7.67 

90 

82.33 

5.00 

4.12 

0.0015 

0.0003 

5.82 

90 

84.18 

10.00 

8.42 

0.0020 

0.0267 

5.82 

90 

84.18 

5.00 

4.21 

0.0015 

0.0089 

9.72 

90 

80.28 

5.00 

4.01 

0.0015 

0.0059 

9.28 

80 

70.72 

5.00 

3.54 

0.0015 

0.0017 

8.61 

90 

81.39 

5.00 

4.07 

0.0015 

0.0019 

10.19 

80 

69.81 

5.00 

3.49 

0.0015 

0.0144 

12.12 

90 

77.88 

10.00 

7.79 

0.0020 

0.0031 

7.63 

90 

82.37 

5.00 

4.12 

0.0015 

0.0291 

8.92 

90 

81.08 

5.00 

4.05 

0.0015 

0.0001 

17.18 

80 

62.82 

10.00 

6.28 

0.0020 

0.0004 

8.75 

80 

71.25 

10.00 

7.13 

0.0020 

0.0003 

8.75 

80 

71.25 

10.00 

7.13 

0.0020 

0.0111 

9.27 

90 

80.73 

5.00 

4.04 

0.0015 

0.0259 

11.03 

90 

78.97 

10.00 

7.90 

0.0020 

0.0549 

11.03 

90 

78.97 

5.00 

3.95 

0.0015 

0.0018 

6.00 

80 

74.00 

5.00 

3.70 

0.0015 

0.0061 

10.93 

90 

79.07 

10.00 

7.91 

0.0020 

0.0267 

13.73 

80 

66.27 

5.00 

3.31 

0.0015 

0.0000 

13.73 

80 

66.27 

10.00 

6.63 

0.0020 

0.0166 

13.73 

80 

66.27 

5.00 

3.31 

0.0015 

0.0032 

10.78 

80 

69.22 

5.00 

3.46 

0.0015 

0.0003 

11.52 

80 

68.48 

5.00 

3.42 

0.0015 

0.0076 

11.72 

90 

78.28 

10.00 

7.83 

0.0020 

0.0847 

20.41 

80 

59.59 

10.00 

5.96 

0.0020 

0.0530 

11.96 

80 

68.04 

5.00 

3.40 

0.0015 

0.0001 

9.40 

90 

80.60 

5.00 

4.03 

0.0015 

0.0216 

17.89 

80 

62.11 

10.00 

6.21 

0.0020 

0.0099 

12.42 

90 

77.58 

10.00 

7.76 

0.0020 

0.1760 

18.10 

80 

61.90 

10.00 

6.19 

0.0020 

0.0001 

18.10 

90 

71.90 

15.00 

10.78 

0.0020 

0.0161 

13.68 

80 

66.32 

5.00 

3.32 

0.0015 

0.0001 

13.68 

80 

66.32 

10.00 

6.63 

0.0020 

0.0239 

13.68 

80 

66.32 

5.00 

3.32 

0.0015 

0.0014 

7.51 

80 

72.49 

10.00 

7.25 

0.0020 

0.0398 

9.13 

90 

80.87 

5.00 

4.04 

0.0015 

0.0081 

7.10 

90 

82.90 

5.00 

4.15 

0.0015 

0.0045 

8.33 

90 

81.67 

10.00 

8.17 

0.0020 

0.0046 

12.95 

90 

77.05 

10.00 

7.71 

0.0020 

0.3073 

6.42 

80 

73.58 

5.00 

3.68 

0.0015 

0.0091 

10.49 

80 

69.51 

10.00 

6.95 

0.0020 

0.0652 

10.92 

90 

79.08 

10.00 

7.91 

0.0020 

0.0024 

9.21 

90 

80.79 

5.00 

4.04 

0.0015 

0.0000 

17.93 

90 

72.07 

10.00 

7.21 

0.0020 

0.0944 

17.93 

90 

72.07 

10.00 

7.21 

0.0020 

0.0017 

8.00 

90 

82.00 

5.00 

4.10 

0.0015 

0.0081 

14.32 

80 

65.68 

5.00 

3.28 

0.0015 

0.0001 

9.31 

90 

80.69 

5.00 

4.03 

0.0015 

0.0002 

5.71 

80 

74.29 

5.00 

3.71 

0.0015 

0.0021 

15.14 

90 

74.86 

10.00 

7.49 

0.0020 

0.2371 

8.82 

90 

81.18 

5.00 

4.06 

0.0015 

0.0118 

8.82 

90 

81.18 

5.00 

4.06 

0.0015 

0.0005 
































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



08004040 


Pal Khanda 


Panchkui 


Patan Khema 


Patla Pani 


Patri Khera 


Peepalya Ghata 


Peethapura 


Phokarda 


Polao 


Rampura 


Rawans Veeran 


Reenchhwa 


Saikur 


Salki Doongri 


Samrol 


Sar Khandiya 


Sarang Khera 


Sarkhandi Kalan 


Sarkhandi Khurd 


Sarthal 


Sarthala 


Seejanya 


Semli Kalan 


Sewanya 


Shergarh 


Sukh Baredi 


Sukhneri 


Takooda Jageer 


Turkariya 


Ugarpura 


Ugena 


Ummedpura 


Uni 


Akolya 


Amarpura 


Amlawada 


Ank Kheri 


Anwal Hera 


Arjunpura 


Asalpur 


Baldeopura @ Char Khera 


Baman Gaon 


Bamanya Kheri 


Bambooliya 


Bamla Beh 


Bandha Jageer 


Census Code 


0832000304061100 


0831000803961800 


0832000304036600 


0831000803967400 


0832000304050600 


0831000803962300 


0832000304060900 


0832000304042700 


0832000304036200 


0832000304048000 


0832000103995600 


0832000304037400 


0831000803970800 


0832000204015700 


0832000103994700 


0832000304054500 


0831000803961500 


0832000304050700 


0832000304050500 


0831000803971100 


0832000103994400 


0831000803961900 


0832000304048200 


0832000103994900 


0831000403891500 


0832000103994000 


0831000803966500 


0831000803966900 


0832000103995400 


0832000304040800 



0832000304041000 


0832000304050200 


0832000304042100 


0831000803957500 


0832000304040900 


0832000404073000 


0831000803970600 


0832000304041100 


0832000404072900 


0832000404072700 


0832000404062700 


0831000803970500 


0832000304055400 


0832000404069300 


0832000404062300 


0832000404062200 


0832000404072300 


0832000404062900 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Command 

Deccan Traps 



2.32 Fresh 


8.92 Fresh 


4.43 Fresh 


3.67 Fresh 


1.10 Fresh 


3.76 Fresh 


4.83 Fresh 


1.90 Fresh 


2.66 Fresh 


8.66 Fresh 


3.28 Fresh 


2.81 Fresh 


4.01 Fresh 


1.98 Fresh 


23.95 Fresh 


3.41 Fresh 


4.22 Fresh 


2.03 Fresh 


21.09 Fresh 


0.58 Fresh 




Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Deccan Traps 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Deccan Traps 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Bhander Sandstone 


Bhander Sandstone 


Deccan Traps 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

5.66 

80 

74.34 

5.00 

3.72 

0.0015 

0.0034 

11.73 

90 

78.27 

10.00 

7.83 

0.0020 

0.0323 

9.87 

80 

70.13 

10.00 

7.01 

0.0020 

0.0301 

9.30 

90 

80.70 

5.00 

4.04 

0.0015 

0.0006 

6.69 

80 

73.31 

5.00 

3.67 

0.0015 

0.0092 

13.15 

90 

76.85 

10.00 

7.68 

0.0020 

0.2525 

7.22 

90 

82.78 

5.00 

4.14 

0.0015 

0.0008 

11.42 

80 

68.58 

5.00 

3.43 

0.0015 

0.0082 

8.64 

80 

71.36 

10.00 

7.14 

0.0020 

0.0336 

9.05 

90 

80.95 

5.00 

4.05 

0.0015 

0.0002 

9.05 

90 

80.95 

5.00 

4.05 

0.0015 

0.0085 

9.19 

80 

70.81 

10.00 

7.08 

0.0020 

0.0261 

9.18 

80 

70.82 

10.00 

7.08 

0.0020 

0.0001 

9.18 

80 

70.82 

10.00 

7.08 

0.0020 

0.0328 

9.93 

90 

80.07 

5.00 

4.00 

0.0015 

0.0215 

15.44 

90 

74.56 

10.00 

7.46 

0.0020 

0.0002 

15.44 

90 

74.56 

15.00 

11.18 

0.0020 

0.0005 

13.02 

80 

66.98 

10.00 

6.70 

0.0020 

0.0141 

5.93 

80 

74.07 

5.00 

3.70 

0.0015 

0.0209 

10.21 

90 

79.79 

10.00 

7.98 

0.0020 

0.0551 

8.21 

80 

71.79 

5.00 

3.59 

0.0015 

0.0102 

8.01 

80 

71.99 

5.00 

3.60 

0.0015 

0.0144 

3.81 

90 

86.19 

10.00 

8.62 

0.0020 

0.0288 

3.81 

90 

86.19 

5.00 

4.31 

0.0015 

0.0450 

26.06 

80 

53.94 

10.00 

5.39 

0.0020 

0.0354 

11.95 

90 

78.05 

10.00 

7.81 

0.0020 

0.0395 

9.01 

90 

80.99 

5.00 

4.05 

0.0015 

0.0224 

11.97 

80 

68.03 

10.00 

6.80 

0.0020 

0.0250 

14.37 

90 

75.63 

10.00 

7.56 

0.0020 

0.1265 

14.37 

90 

75.63 

10.00 

7.56 

0.0020 

0.0009 

24.87 

80 

55.13 

10.00 

5.51 

0.0020 

0.0308 

12.71 

90 

77.29 

10.00 

7.73 

0.0020 

0.0652 

4.90 

90 

85.10 

10.00 

8.51 

0.0020 

0.0341 

4.90 

90 

85.10 

5.00 

4.25 

0.0015 

0.0001 

14.10 

80 

65.90 

10.00 

6.59 

0.0020 

0.0461 

12.12 

80 

67.88 

5.00 

3.39 

0.0015 

0.0020 

12.12 

80 

67.88 

5.00 

3.39 

0.0015 

0.0010 

13.96 

80 

66.04 

5.00 

3.30 

0.0015 

0.0029 

11.77 

80 

68.23 

5.00 

3.41 

0.0015 

0.0097 

10.17 

80 

69.83 

5.00 

3.49 

0.0015 

0.0014 

18.96 

90 

71.04 

10.00 

7.10 

0.0020 

0.0919 

15.22 

80 

64.78 

5.00 

3.24 

0.0015 

0.0061 

15.26 

80 

64.74 

5.00 

3.24 

0.0015 

0.0044 

6.97 

90 

83.03 

5.00 

4.15 

0.0015 

0.0036 

14.45 

80 

65.55 

5.00 

3.28 

0.0015 

0.0168 

16.03 

80 

63.97 

5.00 

3.20 

0.0015 

0.0147 

15.47 

80 

64.53 

5.00 

3.23 

0.0015 

0.0147 

14.08 

80 

65.92 

5.00 

3.30 

0.0015 

0.0495 

4.99 

90 

85.01 

5.00 

4.25 

0.0015 

0.0024 

9.32 

80 

70.68 

5.00 

3.53 

0.0015 

0.0066 

8.35 

80 

71.65 

5.00 

3.58 

0.0015 

0.0065 

9.11 

80 

70.89 

5.00 

3.54 

0.0015 

0.0309 

11.77 

80 

68.23 

5.00 

3.41 

0.0015 

0.0045 

11.40 

80 

68.60 

5.00 

3.43 

0.0015 

0.0117 

15.61 

80 

64.39 

5.00 

3.22 

0.0015 

0.0092 
























































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

18.57 

80 

61.43 

5.00 

3.07 

0.0015 

0.0085 

10.83 

80 

69.17 

5.00 

3.46 

0.0015 

0.0304 

9.02 

80 

70.98 

5.00 

3.55 

0.0015 

0.0254 

8.01 

90 

81.99 

5.00 

4.10 

0.0015 

0.0011 

10.83 

80 

69.17 

5.00 

3.46 

0.0015 

0.0114 

13.32 

80 

66.68 

5.00 

3.33 

0.0015 

0.0014 

11.12 

80 

68.88 

5.00 

3.44 

0.0015 

0.0164 

10.47 

80 

69.53 

5.00 

3.48 

0.0015 

0.0075 

10.77 

80 

69.23 

5.00 

3.46 

0.0015 

0.0151 

12.37 

80 

67.63 

5.00 

3.38 

0.0015 

0.0058 

8.08 

90 

81.92 

5.00 

4.10 

0.0015 

0.0092 

10.08 

80 

69.92 

5.00 

3.50 

0.0015 

0.0106 

10.10 

90 

79.90 

5.00 

4.00 

0.0015 

0.0027 

14.42 

80 

65.58 

5.00 

3.28 

0.0015 

0.0251 

17.66 

80 

62.34 

5.00 

3.12 

0.0015 

0.0124 

12.45 

80 

67.55 

5.00 

3.38 

0.0015 

0.0175 

11.52 

80 

68.48 

5.00 

3.42 

0.0015 

0.0073 

15.11 

80 

64.89 

5.00 

3.24 

0.0015 

0.0265 

12.16 

80 

67.84 

5.00 

3.39 

0.0015 

0.0122 

10.36 

90 

79.64 

5.00 

3.98 

0.0015 

0.0250 

16.44 

80 

63.56 

5.00 

3.18 

0.0015 

0.0100 

11.58 

90 

78.42 

5.00 

3.92 

0.0015 

0.0104 

14.88 

80 

65.12 

5.00 

3.26 

0.0015 

0.0191 

13.13 

80 

66.87 

5.00 

3.34 

0.0015 

0.0049 

10.43 

80 

69.57 

5.00 

3.48 

0.0015 

0.0053 

6.90 

80 

73.10 

5.00 

3.65 

0.0015 

0.0059 

13.25 

80 

66.75 

5.00 

3.34 

0.0015 

0.0210 

15.04 

80 

64.96 

5.00 

3.25 

0.0015 

0.0121 

13.38 

80 

66.62 

5.00 

3.33 

0.0015 

0.0424 

8.66 

80 

71.34 

5.00 

3.57 

0.0015 

0.0170 

11.52 

80 

68.48 

5.00 

3.42 

0.0015 

0.0517 

8.75 

90 

81.25 

5.00 

4.06 

0.0015 

0.0429 

11.28 

80 

68.72 

5.00 

3.44 

0.0015 

0.0110 

6.52 

80 

73.48 

5.00 

3.67 

0.0015 

0.0074 

8.02 

80 

71.98 

5.00 

3.60 

0.0015 

0.0008 

5.62 

80 

74.38 

5.00 

3.72 

0.0015 

0.0060 

13.45 

80 

66.55 

5.00 

3.33 

0.0015 

0.0165 

10.61 

80 

69.39 

5.00 

3.47 

0.0015 

0.0001 

14.11 

80 

65.89 

5.00 

3.29 

0.0015 

0.0111 

9.58 

80 

70.42 

5.00 

3.52 

0.0015 

0.0145 

9.81 

80 

70.19 

5.00 

3.51 

0.0015 

0.0065 

10.42 

80 

69.58 

5.00 

3.48 

0.0015 

0.0144 

9.02 

80 

70.98 

5.00 

3.55 

0.0015 

0.0185 

11.19 

90 

78.81 

5.00 

3.94 

0.0015 

0.0009 

10.19 

80 

69.81 

5.00 

3.49 

0.0015 

0.0089 

6.05 

90 

83.95 

5.00 

4.20 

0.0015 

0.0048 

19.93 

80 

60.07 

5.00 

3.00 

0.0015 

0.0119 

19.41 

80 

60.59 

5.00 

3.03 

0.0015 

0.0088 

16.14 

80 

63.86 

5.00 

3.19 

0.0015 

0.0049 

14.68 

80 

65.32 

5.00 

3.27 

0.0015 

0.0074 

11.98 

80 

68.02 

5.00 

3.40 

0.0015 

0.0261 

13.09 

80 

66.91 

5.00 

3.35 

0.0015 

0.0013 

9.85 

80 

70.15 

5.00 

3.51 

0.0015 

0.0121 

13.46 

80 

66.54 

5.00 

3.33 

0.0015 

0.0000 

15.34 

80 

64.66 

5.00 

3.23 

0.0015 

0.0130 















































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Gharawali 


Gokulpura 


Goraya Khera 


Goriya 


Goriya Khera 


Gurar Khera 


Gurari 


Halesara 


Hanotiya Lodhan 


Hanotya Mewatiyan 


Harnawada Shahji 


Hatai Khera 


Himmatgarh 


Hindola 


Jamunya @ Kandari 


Jatawa 


Jawar 


Jawari 


Jetpura 


Jheenkni 


Jhiri 


Joonapani 


Kachnariya Khurd 


Kalatol 


Kamkhera 


Kandari 


Kanwariya Kheri 


Khajoori 


Khajoori Jageer 


Khankhara Lodhan 


Khanpuriya Near Lahapasya 


Khareriya 


Khejra 


Khenjra 


Kheri Jageer 


Kheri Mewatiyan 


Khoribor 


Kishanpuriya @ Mogya Beh 


Kishanpurya 


Kishorpura 


Kohri 


Koloo Kheri Mewatiyan 


Kolookheri Kalan 


Koonjari 


Koonjran 


Koriya Patan 


Kotra Chamar Garh 


Kotra Kagla 


Kunda Khera 


Kunma Kheri 


Ladpurya 


Lahas 


Lahasi 


Lapasya 


Census Code 


0832000404068900 


0832000304061400 


0832000404069500 


0832000404066200 


0832000304050000 


0832000404069900 


0832000404071500 


0831000803971800 


0832000404072000 


0832000404068600 


0831000803972300 


0832000404070900 


0832000404068700 


0831000803971900 


0832000404071400 


0832000404065600 


0832000404066700 


0832000404066600 


0832000404073100 


0832000404073500 


0832000404069600 


0832000404070500 


0831000803972500 


0831000803971500 


0832000404063600 


0831000803970200 


0832000404074800 


0832000404067200 


0832000404063000 


0832000404071200 


0832000304041500 


0832000404063200 


0832000304049900 


0832000404062800 


0832000404061700 


0832000404069100 


0832000404075200 


0832000404066500 


0832000404069400 


0832000404061800 


0832000304055100 


0832000404063800 


0832000404071900 


0832000404066300 


0832000404066100 


0832000404073200 


0832000404068100 


0832000404064200 


0832000404068000 


0831000803972700 


0832000404067700 


0832000304041600 


0832000304041700 


0832000304042400 



Zone (Fresh 
/ Saline) 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Bhander Sandstone 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

9.04 

80 

70.96 

5.00 

3.55 

0.0015 

0.0201 

9.95 

80 

70.05 

5.00 

3.50 

0.0015 

0.0043 

8.79 

80 

71.21 

5.00 

3.56 

0.0015 

0.0153 

9.70 

80 

70.30 

5.00 

3.51 

0.0015 

0.0062 

16.34 

80 

63.66 

5.00 

3.18 

0.0015 

0.0065 

15.46 

80 

64.54 

5.00 

3.23 

0.0015 

0.0042 

11.50 

80 

68.50 

5.00 

3.43 

0.0015 

0.0190 

10.87 

90 

79.13 

5.00 

3.96 

0.0015 

0.0155 

10.48 

80 

69.52 

5.00 

3.48 

0.0015 

0.0269 

15.86 

80 

64.14 

5.00 

3.21 

0.0015 

0.0066 

8.45 

90 

81.55 

5.00 

4.08 

0.0015 

0.0944 

17.75 

80 

62.25 

5.00 

3.11 

0.0015 

0.0120 

12.24 

80 

67.76 

5.00 

3.39 

0.0015 

0.0067 

10.81 

90 

79.19 

5.00 

3.96 

0.0015 

0.0103 

10.38 

80 

69.62 

5.00 

3.48 

0.0015 

0.0203 

11.68 

80 

68.32 

5.00 

3.42 

0.0015 

0.0163 

14.97 

80 

65.03 

5.00 

3.25 

0.0015 

0.0354 

11.16 

80 

68.84 

5.00 

3.44 

0.0015 

0.0106 

15.06 

80 

64.94 

5.00 

3.25 

0.0015 

0.0125 

12.15 

80 

67.85 

5.00 

3.39 

0.0015 

0.0165 

8.29 

80 

71.71 

5.00 

3.59 

0.0015 

0.0175 

16.78 

80 

63.22 

5.00 

3.16 

0.0015 

0.0465 

10.35 

90 

79.65 

5.00 

3.98 

0.0015 

0.0140 

12.03 

90 

77.97 

10.00 

7.80 

0.0020 

0.0009 

12.03 

90 

77.97 

5.00 

3.90 

0.0015 

0.0182 

15.77 

80 

64.23 

5.00 

3.21 

0.0015 

0.0206 

9.02 

90 

80.98 

5.00 

4.05 

0.0015 

0.0751 

12.70 

80 

67.30 

5.00 

3.37 

0.0015 

0.0139 

19.74 

80 

60.26 

5.00 

3.01 

0.0015 

0.0176 

13.58 

80 

66.42 

5.00 

3.32 

0.0015 

0.0081 

15.61 

80 

64.39 

5.00 

3.22 

0.0015 

0.0093 

9.18 

80 

70.82 

5.00 

3.54 

0.0015 

0.0074 

9.87 

80 

70.13 

5.00 

3.51 

0.0015 

0.0180 

16.01 

80 

63.99 

5.00 

3.20 

0.0015 

0.0175 

14.17 

80 

65.83 

5.00 

3.29 

0.0015 

0.0234 

9.58 

80 

70.42 

5.00 

3.52 

0.0015 

0.0078 

9.07 

80 

70.93 

5.00 

3.55 

0.0015 

0.0133 

11.60 

80 

68.40 

5.00 

3.42 

0.0015 

0.0007 

9.26 

80 

70.74 

5.00 

3.54 

0.0015 

0.0067 

8.75 

80 

71.25 

5.00 

3.56 

0.0015 

0.0187 

9.59 

80 

70.41 

5.00 

3.52 

0.0015 

0.0051 

9.88 

80 

70.12 

5.00 

3.51 

0.0015 

0.0089 

13.97 

80 

66.03 

5.00 

3.30 

0.0015 

0.0143 

10.85 

80 

69.15 

5.00 

3.46 

0.0015 

0.0366 

9.16 

80 

70.84 

5.00 

3.54 

0.0015 

0.0158 

15.57 

80 

64.43 

5.00 

3.22 

0.0015 

0.0163 

14.99 

80 

65.01 

5.00 

3.25 

0.0015 

0.0134 

18.23 

80 

61.77 

5.00 

3.09 

0.0015 

0.0386 

11.47 

80 

68.53 

5.00 

3.43 

0.0015 

0.0432 

16.49 

80 

63.51 

5.00 

3.18 

0.0015 

0.0010 

13.03 

90 

76.97 

5.00 

3.85 

0.0015 

0.0000 

15.61 

80 

64.39 

5.00 

3.22 

0.0015 

0.0059 

9.19 

80 

70.81 

5.00 

3.54 

0.0015 

0.0170 

13.59 

80 

66.41 

5.00 

3.32 

0.0015 

0.0218 

9.64 

80 

70.36 

5.00 

3.52 

0.0015 

0.0171 















































































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

6.00 

80 

74.00 

5.00 

3.70 

0.0015 

0.0069 

9.66 

80 

70.34 

5.00 

3.52 

0.0015 

0.0313 

17.59 

80 

62.41 

5.00 

3.12 

0.0015 

0.0237 

13.73 

80 

66.27 

5.00 

3.31 

0.0015 

0.0006 

10.78 

80 

69.22 

5.00 

3.46 

0.0015 

0.0032 

8.76 

80 

71.24 

5.00 

3.56 

0.0015 

0.0000 

11.52 

80 

68.48 

5.00 

3.42 

0.0015 

0.0015 

8.81 

80 

71.19 

5.00 

3.56 

0.0015 

0.0200 

11.96 

80 

68.04 

5.00 

3.40 

0.0015 

0.0107 

9.95 

80 

70.05 

5.00 

3.50 

0.0015 

0.0341 

15.01 

80 

64.99 

5.00 

3.25 

0.0015 

0.0089 

16.44 

80 

63.56 

5.00 

3.18 

0.0015 

0.0067 

12.14 

80 

67.86 

5.00 

3.39 

0.0015 

0.0000 

16.31 

80 

63.69 

5.00 

3.18 

0.0015 

0.0073 

10.12 

80 

69.88 

5.00 

3.49 

0.0015 

0.0125 

12.89 

80 

67.11 

5.00 

3.36 

0.0015 

0.0301 

11.69 

80 

68.31 

5.00 

3.42 

0.0015 

0.0189 

6.42 

80 

73.58 

5.00 

3.68 

0.0015 

0.0032 

9.24 

80 

70.76 

5.00 

3.54 

0.0015 

0.0062 

12.74 

80 

67.26 

5.00 

3.36 

0.0015 

0.0059 

16.57 

80 

63.43 

5.00 

3.17 

0.0015 

0.0165 

9.21 

90 

80.79 

5.00 

4.04 

0.0015 

0.0125 

14.32 

80 

65.68 

5.00 

3.28 

0.0015 

0.0070 

5.71 

80 

74.29 

5.00 

3.71 

0.0015 

0.0180 

12.84 

80 

67.16 

5.00 

3.36 

0.0015 

0.0089 

14.90 

80 

65.10 

5.00 

3.26 

0.0015 

0.0304 

13.01 

80 

66.99 

5.00 

3.35 

0.0015 

0.0235 

5.66 

80 

74.34 

5.00 

3.72 

0.0015 

0.0035 

11.04 

80 

68.96 

5.00 

3.45 

0.0015 

0.0193 

11.04 

80 

68.96 

5.00 

3.45 

0.0015 

0.0061 

12.10 

90 

77.90 

5.00 

3.89 

0.0015 

0.0134 

11.98 

80 

68.02 

5.00 

3.40 

0.0015 

0.0143 

9.30 

90 

80.70 

5.00 

4.04 

0.0015 

0.0015 

8.10 

80 

71.90 

5.00 

3.60 

0.0015 

0.0137 

18.00 

80 

62.00 

5.00 

3.10 

0.0015 

0.0167 

17.87 

80 

62.13 

5.00 

3.11 

0.0015 

0.0119 

9.87 

90 

80.13 

5.00 

4.01 

0.0015 

0.0164 

11.76 

80 

68.24 

5.00 

3.41 

0.0015 

0.0081 

12.31 

80 

67.69 

5.00 

3.38 

0.0015 

0.0028 

12.44 

80 

67.56 

5.00 

3.38 

0.0015 

0.0224 

11.42 

80 

68.58 

5.00 

3.43 

0.0015 

0.0079 

10.47 

90 

79.53 

5.00 

3.98 

0.0015 

0.0501 

8.35 

80 

71.65 

5.00 

3.58 

0.0015 

0.0194 

9.21 

80 

70.79 

5.00 

3.54 

0.0015 

0.0162 

8.85 

80 

71.15 

5.00 

3.56 

0.0015 

0.0141 

10.25 

90 

79.75 

5.00 

3.99 

0.0015 

0.0033 

12.16 

80 

67.84 

5.00 

3.39 

0.0015 

0.0096 

17.86 

80 

62.14 

5.00 

3.11 

0.0015 

0.0147 

11.25 

80 

68.75 

5.00 

3.44 

0.0015 

0.0047 

19.25 

80 

60.75 

5.00 

3.04 

0.0015 

0.0035 

15.25 

80 

64.75 

5.00 

3.24 

0.0015 

0.0570 

15.60 

80 

64.40 

5.00 

3.22 

0.0015 

0.0135 

11.46 

80 

68.54 

5.00 

3.43 

0.0015 

0.0168 

18.01 

80 

61.99 

5.00 

3.10 

0.0015 

0.0104 

9.93 

90 

80.07 

5.00 

4.00 

0.0015 

0.0051 
















































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



08004041 


Salawad 


Samrol 


Sareri 


Sehat Kheri 


Semali Jageer 


Semli Khurd 


Shorti 


Shripura @ Dhabli 


Soolya Jageer 


Talaipura 


Tandi 


Telani 


Thamari 


Theekriya 


Todri Meeran 


Torakhera 


Turkariya 


Udpurya 


Ugarpura 


Ugena 


Ugeni 


Uni 


Achrawa 


Amapura 


Amli Jageer 


Amratkheri 


Antana 


Asan 


Aton 


Atru 


Badora 


Bahrawada 


Baldeopura 


Bamli 


Bamori 


Banpur 


Census Code 


0832000304041400 


0832000404070300 


0832000404063500 


0832000404070200 


0832000404063100 


0832000304049500 


0832000404064100 


0832000304055300 


0832000404062400 


0832000304055600 


0832000404065200 


0832000304040800 


0832000304049700 


0832000404070800 


0832000404073300 


0832000404067600 


0832000304041000 


0832000404066000 


0832000304050200 


0832000304042100 


0832000304042000 


0832000304040900 


0831000403891100 


0831000403888900 


0831000403886400 


0831000403893900 


0831000403887500 


0831000403883200 


0831000403885300 


0831000403884800 


0831000403890900 


0832000103980400 


0831000403888500 


0831000403890200 


0831000303878200 


0831000403887200 


0831000403889700 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Bhander Sandstone 


1.87 Fresh 


3.96 Fresh 



2.95 Fresh 


10.95 Fresh 


0.78 Fresh 


13.93 Fresh 


12.69 Fresh 


43.92 Fresh 



4.98 Fresh 


7.08 Fresh 


4.24 Fresh 



8.45 Fresh 


10.75 Fresh 


6.31 Fresh 



Bapawar Khurd 


0830000503842900 


2.19 Fresh 


Command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Limestone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

9.46 

80 

70.54 

5.00 

3.53 

0.0015 

0.0100 

18.09 

80 

61.91 

5.00 

3.10 

0.0015 

0.0079 

17.27 

80 

62.73 

5.00 

3.14 

0.0015 

0.0248 

18.00 

80 

62.00 

5.00 

3.10 

0.0015 

0.0084 

13.11 

80 

66.89 

5.00 

3.34 

0.0015 

0.0132 

14.25 

80 

65.75 

5.00 

3.29 

0.0015 

0.0061 

12.81 

80 

67.19 

5.00 

3.36 

0.0015 

0.0525 

9.66 

80 

70.34 

5.00 

3.52 

0.0015 

0.0113 

13.11 

80 

66.89 

5.00 

3.34 

0.0015 

0.0226 

6.36 

80 

73.64 

5.00 

3.68 

0.0015 

0.0116 

14.14 

80 

65.86 

5.00 

3.29 

0.0015 

0.0019 

12.12 

80 

67.88 

5.00 

3.39 

0.0015 

0.0000 

16.14 

80 

63.86 

5.00 

3.19 

0.0015 

0.0114 

15.63 

80 

64.37 

5.00 

3.22 

0.0015 

0.0125 

14.03 

80 

65.97 

5.00 

3.30 

0.0015 

0.0125 

17.86 

80 

62.14 

5.00 

3.11 

0.0015 

0.0345 

13.96 

80 

66.04 

5.00 

3.30 

0.0015 

0.0046 

13.89 

80 

66.11 

5.00 

3.31 

0.0015 

0.0051 

11.77 

80 

68.23 

5.00 

3.41 

0.0015 

0.0029 

10.17 

80 

69.83 

5.00 

3.49 

0.0015 

0.0082 

9.36 

80 

70.64 

5.00 

3.53 

0.0015 

0.0030 

15.22 

80 

64.78 

5.00 

3.24 

0.0015 

0.0032 

13.66 

90 

76.34 

10.00 

7.63 

0.0020 

0.0147 

13.66 

90 

76.34 

10.00 

7.63 

0.0020 

0.0222 

9.71 

90 

80.29 

10.00 

8.03 

0.0020 

0.0301 

10.73 

90 

79.27 

10.00 

7.93 

0.0020 

0.0050 

10.73 

90 

79.27 

10.00 

7.93 

0.0020 

0.0578 

19.24 

90 

70.76 

10.00 

7.08 

0.0020 

0.0271 

19.24 

90 

70.76 

10.00 

7.08 

0.0020 

0.0139 

11.31 

90 

78.69 

10.00 

7.87 

0.0020 

0.0128 

22.66 

90 

67.34 

10.00 

6.73 

0.0020 

0.1475 

34.82 

90 

55.18 

15.00 

8.28 

0.0020 

0.0129 

21.66 

90 

68.34 

10.00 

6.83 

0.0020 

0.1879 

21.66 

90 

68.34 

15.00 

10.25 

0.0020 

0.0038 

6.95 

90 

83.05 

10.00 

8.30 

0.0020 

0.0661 

12.91 

90 

77.09 

10.00 

7.71 

0.0020 

0.6338 

12.91 

90 

77.09 

10.00 

7.71 

0.0020 

0.0101 

33.15 

90 

56.85 

15.00 

8.53 

0.0020 

0.0102 

33.15 

90 

56.85 

10.00 

5.68 

0.0020 

0.0000 

33.15 

90 

56.85 

15.00 

8.53 

0.0020 

0.0054 

12.16 

80 

67.84 

10.00 

6.78 

0.0020 

0.0004 

15.60 

90 

74.40 

10.00 

7.44 

0.0020 

0.0123 

13.96 

90 

76.04 

10.00 

7.60 

0.0020 

0.0158 

13.96 

90 

76.04 

10.00 

7.60 

0.0020 

0.0487 

18.50 

90 

71.50 

15.00 

10.73 

0.0020 

0.1427 

18.50 

90 

71.50 

15.00 

10.73 

0.0020 

0.0456 

22.45 

90 

67.55 

15.00 

10.13 

0.0020 

0.0169 

25.91 

90 

64.09 

10.00 

6.41 

0.0020 

0.1378 

23.07 

90 

66.93 

10.00 

6.69 

0.0020 

0.0760 

23.07 

90 

66.93 

10.00 

6.69 

0.0020 

0.0085 

22.17 

100 

77.83 

10.00 

7.78 

0.0020 

0.0180 

22.17 

100 

77.83 

15.00 

11.68 

0.0020 

0.0077 

22.17 

100 

77.83 

10.00 

7.78 

0.0020 

0.0127 

22.17 

100 

77.83 

15.00 

11.68 

0.0020 

0.0068 

20.58 

100 

79.42 

10.00 

7.94 

0.0020 

0.0071 































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

20.58 

100 

79.42 

15.00 

11.91 

0.0020 

0.0224 

11.06 

90 

78.94 

10.00 

7.89 

0.0020 

0.0649 

14.48 

90 

75.52 

10.00 

7.55 

0.0020 

0.0158 

14.48 

90 

75.52 

10.00 

7.55 

0.0020 

0.0377 

22.03 

90 

67.97 

10.00 

6.80 

0.0020 

0.1051 

30.48 

100 

69.52 

15.00 

10.43 

0.0020 

0.0264 

30.48 

100 

69.52 

15.00 

10.43 

0.0020 

0.0407 

14.98 

90 

75.02 

10.00 

7.50 

0.0020 

0.0234 

20.99 

90 

69.01 

10.00 

6.90 

0.0020 

0.0001 

29.79 

90 

60.21 

10.00 

6.02 

0.0020 

0.0019 

29.79 

90 

60.21 

15.00 

9.03 

0.0020 

0.1061 

13.56 

80 

66.44 

10.00 

6.64 

0.0020 

0.0011 

12.19 

90 

77.81 

10.00 

7.78 

0.0020 

0.0780 

13.25 

90 

76.75 

10.00 

7.67 

0.0020 

0.0329 

13.25 

90 

76.75 

10.00 

7.67 

0.0020 

0.0071 

13.68 

90 

76.32 

10.00 

7.63 

0.0020 

0.0190 

13.68 

90 

76.32 

10.00 

7.63 

0.0020 

0.0355 

15.68 

90 

74.32 

10.00 

7.43 

0.0020 

0.0148 

15.68 

90 

74.32 

10.00 

7.43 

0.0020 

0.0507 

13.10 

80 

66.90 

10.00 

6.69 

0.0020 

0.0076 

52.14 

90 

37.86 

15.00 

5.68 

0.0020 

0.0573 

19.65 

100 

80.35 

10.00 

8.03 

0.0020 

0.0245 

24.40 

100 

75.60 

10.00 

7.56 

0.0020 

0.0002 

24.40 

90 

65.60 

15.00 

9.84 

0.0020 

0.2882 

19.30 

100 

80.70 

10.00 

8.07 

0.0020 

0.0719 

19.30 

100 

80.70 

10.00 

8.07 

0.0020 

0.0362 

27.84 

90 

62.16 

10.00 

6.22 

0.0020 

0.0269 

29.13 

100 

70.87 

10.00 

7.09 

0.0020 

0.0233 

29.13 

100 

70.87 

15.00 

10.63 

0.0020 

0.0851 

29.13 

100 

70.87 

10.00 

7.09 

0.0020 

0.0201 

29.13 

100 

70.87 

15.00 

10.63 

0.0020 

0.0621 

26.19 

90 

63.81 

10.00 

6.38 

0.0020 

0.0044 

26.19 

90 

63.81 

15.00 

9.57 

0.0020 

0.0018 

26.19 

90 

63.81 

10.00 

6.38 

0.0020 

0.0136 

26.19 

90 

63.81 

15.00 

9.57 

0.0020 

0.0047 

10.77 

90 

79.23 

10.00 

7.92 

0.0020 

0.0001 

43.06 

90 

46.94 

15.00 

7.04 

0.0020 

0.0284 

26.98 

90 

63.02 

10.00 

6.30 

0.0020 

0.0342 

16.47 

90 

73.53 

10.00 

7.35 

0.0020 

0.0398 

19.80 

100 

80.20 

10.00 

8.02 

0.0020 

0.0073 

19.80 

100 

80.20 

10.00 

8.02 

0.0020 

0.0072 

25.12 

90 

64.88 

10.00 

6.49 

0.0020 

0.1615 

22.60 

90 

67.40 

15.00 

10.11 

0.0020 

0.1953 

21.87 

90 

68.13 

10.00 

6.81 

0.0020 

0.0344 

21.65 

90 

68.35 

10.00 

6.84 

0.0020 

0.0212 

58.50 

90 

31.50 

15.00 

4.73 

0.0020 

0.0022 

8.94 

90 

81.06 

10.00 

8.11 

0.0020 

0.2715 

8.94 

90 

81.06 

10.00 

8.11 

0.0020 

0.0843 

45.16 

90 

44.84 

15.00 

6.73 

0.0020 

0.0568 

25.59 

100 

74.41 

10.00 

7.44 

0.0020 

0.0019 

11.66 

80 

68.34 

10.00 

6.83 

0.0020 

0.0036 

8.17 

90 

81.83 

10.00 

8.18 

0.0020 

0.0492 

8.16 

90 

81.84 

10.00 

8.18 

0.0020 

0.0385 

14.46 

90 

75.54 

10.00 

7.55 

0.0020 

0.1126 

14.46 

90 

75.54 

10.00 

7.55 

0.0020 

0.0006 










































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Limestone 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Limestone 


Bhander Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

18.84 

90 

71.16 

10.00 

7.12 

0.0020 

0.0544 

28.44 

100 

71.56 

10.00 

7.16 

0.0020 

0.0538 

28.44 

100 

71.56 

15.00 

10.73 

0.0020 

0.0024 

28.44 

100 

71.56 

10.00 

7.16 

0.0020 

0.0064 

28.44 

100 

71.56 

15.00 

10.73 

0.0020 

0.0068 

15.04 

90 

74.96 

10.00 

7.50 

0.0020 

0.0314 

15.04 

90 

74.96 

10.00 

7.50 

0.0020 

0.0008 

55.12 

90 

34.88 

15.00 

5.23 

0.0020 

0.0553 

12.29 

80 

67.71 

10.00 

6.77 

0.0020 

0.0002 

9.85 

90 

80.15 

10.00 

8.02 

0.0020 

0.0915 

9.85 

90 

80.15 

10.00 

8.02 

0.0020 

0.0674 

26.32 

100 

73.68 

10.00 

7.37 

0.0020 

0.0656 

26.32 

100 

73.68 

10.00 

7.37 

0.0020 

0.0165 

8.99 

90 

81.01 

10.00 

8.10 

0.0020 

0.0756 

11.82 

90 

78.18 

10.00 

7.82 

0.0020 

0.0936 

10.72 

90 

79.28 

10.00 

7.93 

0.0020 

0.1886 

15.18 

90 

74.82 

10.00 

7.48 

0.0020 

0.0135 

15.18 

90 

74.82 

10.00 

7.48 

0.0020 

0.0250 

7.86 

90 

82.14 

10.00 

8.21 

0.0020 

0.0595 

16.29 

90 

73.71 

10.00 

7.37 

0.0020 

0.0040 

16.29 

90 

73.71 

10.00 

7.37 

0.0020 

0.0148 

11.81 

90 

78.19 

10.00 

7.82 

0.0020 

0.0943 

11.81 

90 

78.19 

10.00 

7.82 

0.0020 

0.0048 

14.59 

90 

75.41 

10.00 

7.54 

0.0020 

0.0181 

14.59 

90 

75.41 

10.00 

7.54 

0.0020 

0.0349 

11.99 

90 

78.01 

10.00 

7.80 

0.0020 

0.0979 

13.32 

90 

76.68 

10.00 

7.67 

0.0020 

0.0188 

13.32 

90 

76.68 

10.00 

7.67 

0.0020 

0.1018 

7.30 

90 

82.70 

10.00 

8.27 

0.0020 

0.1200 

21.41 

90 

68.59 

10.00 

6.86 

0.0020 

0.0814 

14.43 

90 

75.57 

10.00 

7.56 

0.0020 

0.0515 

27.91 

90 

62.09 

10.00 

6.21 

0.0020 

0.0702 

43.38 

90 

46.62 

15.00 

6.99 

0.0020 

0.0389 

58.27 

90 

31.73 

15.00 

4.76 

0.0020 

0.0142 

58.27 

90 

31.73 

20.00 

6.35 

0.0150 

0.0294 

15.95 

90 

74.06 

10.00 

7.41 

0.0020 

0.0576 

24.45 

90 

65.55 

10.00 

6.55 

0.0020 

0.0640 

24.45 

90 

65.55 

15.00 

9.83 

0.0020 

0.0032 

8.09 

90 

81.91 

10.00 

8.19 

0.0020 

0.0497 

41.31 

90 

48.69 

15.00 

7.30 

0.0020 

0.0279 

26.98 

90 

63.03 

10.00 

6.30 

0.0020 

0.0345 

18.85 

90 

71.15 

10.00 

7.12 

0.0020 

0.0072 

18.85 

90 

71.15 

10.00 

7.12 

0.0020 

0.0512 

53.32 

90 

36.68 

15.00 

5.50 

0.0020 

0.0938 

23.17 

90 

66.83 

10.00 

6.68 

0.0020 

0.0097 

23.17 

90 

66.83 

15.00 

10.02 

0.0020 

0.0023 

23.17 

90 

66.83 

10.00 

6.68 

0.0020 

0.0192 

23.17 

90 

66.83 

15.00 

10.02 

0.0020 

0.0056 

16.54 

90 

73.46 

10.00 

7.35 

0.0020 

0.0190 

16.54 

90 

73.46 

10.00 

7.35 

0.0020 

0.0150 

12.29 

80 

67.71 

10.00 

6.77 

0.0020 

0.0088 

27.09 

100 

72.91 

10.00 

7.29 

0.0020 

0.0035 

27.09 

100 

72.91 

15.00 

10.94 

0.0020 

0.0560 

27.09 

100 

72.91 

15.00 

10.94 

0.0020 

0.0302 

14.58 

100 

85.42 

10.00 

8.54 

0.0020 

0.0760 


































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

14.58 

90 

75.42 

15.00 

11.31 

0.0020 

0.0663 

14.58 

100 

85.42 

10.00 

8.54 

0.0020 

0.0189 

14.58 

90 

75.42 

15.00 

11.31 

0.0020 

0.0173 

10.55 

90 

79.45 

10.00 

7.95 

0.0020 

0.1790 

46.99 

90 

43.01 

15.00 

6.45 

0.0020 

0.1933 

28.09 

100 

71.91 

10.00 

7.19 

0.0020 

0.0191 

28.09 

100 

71.91 

15.00 

10.79 

0.0020 

0.0083 

28.09 

100 

71.91 

10.00 

7.19 

0.0020 

0.0078 

28.09 

100 

71.91 

15.00 

10.79 

0.0020 

0.0014 

28.70 

100 

71.30 

10.00 

7.13 

0.0020 

0.0005 

27.01 

100 

72.99 

10.00 

7.30 

0.0020 

0.0053 

10.28 

90 

79.72 

10.00 

7.97 

0.0020 

0.0392 

19.84 

100 

80.16 

10.00 

8.02 

0.0020 

0.0193 

19.84 

100 

80.16 

15.00 

12.02 

0.0020 

0.0128 

12.11 

90 

77.89 

10.00 

7.79 

0.0020 

0.0562 

53.25 

90 

36.75 

15.00 

5.51 

0.0020 

0.0554 

22.87 

90 

67.13 

10.00 

6.71 

0.0020 

0.0158 

34.94 

90 

55.06 

10.00 

5.51 

0.0020 

0.0099 

34.94 

90 

55.06 

15.00 

8.26 

0.0020 

0.0851 

34.94 

90 

55.06 

15.00 

8.26 

0.0020 

0.0012 

13.39 

90 

76.61 

10.00 

7.66 

0.0020 

0.0126 

13.39 

90 

76.61 

10.00 

7.66 

0.0020 

0.0215 

17.04 

90 

72.96 

10.00 

7.30 

0.0020 

0.0769 

17.04 

90 

72.96 

15.00 

10.94 

0.0020 

0.1049 

13.03 

90 

76.97 

10.00 

7.70 

0.0020 

0.0021 

13.03 

90 

76.97 

15.00 

11.55 

0.0020 

0.0002 

16.69 

100 

83.31 

10.00 

8.33 

0.0020 

0.0256 

21.88 

90 

68.12 

10.00 

6.81 

0.0020 

0.1196 

9.68 

90 

80.32 

10.00 

8.03 

0.0020 

0.0092 

9.68 

90 

80.32 

10.00 

8.03 

0.0020 

0.0625 

21.96 

90 

68.04 

10.00 

6.80 

0.0020 

0.2253 

18.69 

90 

71.31 

10.00 

7.13 

0.0020 

0.0447 

19.52 

90 

70.48 

10.00 

7.05 

0.0020 

0.0292 

19.52 

90 

70.48 

10.00 

7.05 

0.0020 

0.0126 

24.94 

90 

65.06 

10.00 

6.51 

0.0020 

0.0738 

20.04 

90 

69.96 

10.00 

7.00 

0.0020 

0.0753 

12.64 

90 

77.36 

10.00 

7.74 

0.0020 

0.0113 

12.64 

90 

77.36 

10.00 

7.74 

0.0020 

0.0131 

16.86 

90 

73.14 

10.00 

7.31 

0.0020 

0.0064 

57.53 

90 

32.47 

15.00 

4.87 

0.0020 

0.0012 

17.93 

90 

72.07 

10.00 

7.21 

0.0020 

0.1447 

17.93 

90 

72.07 

10.00 

7.21 

0.0020 

0.0023 

24.56 

90 

65.44 

10.00 

6.54 

0.0020 

0.0656 

11.50 

80 

68.50 

10.00 

6.85 

0.0020 

0.0013 

36.30 

90 

53.70 

15.00 

8.06 

0.0020 

0.0808 

13.54 

90 

76.46 

10.00 

7.65 

0.0020 

0.0748 

9.73 

90 

80.27 

10.00 

8.03 

0.0020 

0.0632 

8.17 

90 

81.83 

10.00 

8.18 

0.0020 

0.0800 

12.43 

90 

77.57 

10.00 

7.76 

0.0020 

0.0107 

12.43 

90 

77.57 

10.00 

7.76 

0.0020 

0.0193 

22.83 

90 

67.17 

10.00 

6.72 

0.0020 

0.0287 

27.15 

90 

62.85 

10.00 

6.29 

0.0020 

0.0019 

20.95 

90 

69.05 

10.00 

6.91 

0.0020 

0.0453 

11.62 

80 

68.38 

10.00 

6.84 

0.0020 

0.0002 

23.09 

90 

66.91 

10.00 

6.69 

0.0020 

0.0133 











































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone (Fresh 
/ Saline) 



08004042 


Rughnathpura 


Sahrod 


Sakatpur 


Salpura 


Sarsodiya 


Seendhni 


Shankarpura 


Shergarh 


Sodalheri 


Soonda 


Subhashpura 


Teegri 


Toomra 


Udpuriya 


Ugrapura 


Umarda 


Ummedganj 


Ummedpura 


Vyas Kheri 


Balbatpura 


Baldeopura 


Banjari 


Bargaon 


Bhojpur 


Birjipura 


Borkhandi 


Chandpura Kasba 


Chhittora 


Chhorliya 


Chittauri 


Dangipura 


Dolatpura 


Ganeshpura 


Ganeshpura Lodhan 


Ganeshpura Maliyan 


Gangahoni 


Ghora Khera 


Girdharpura 


Gordhanpura 


Gorya Khera 


Gurar Khera 


Guwari 


Hameerpura 


Haripura 


0831000403890700 


0831000403880600 


0831000403886800 


0831000403893800 


0831000403892500 


0831000403888800 


0831000303877500 


0831000403891500 


0831000403893300 


0830000503842600 


0831000403887900 


0831000403889200 


0831000303877700 


0831000403883300 


0831000403893100 


0830000503842500 


0831000403887800 


0831000803957500 


0831000403889500 


0832000404077400 


0832000404076300 


0832000404076500 


0832000404073600 


0832000404076700 


0832000404074500 


0832000404080300 


0832000404074000 


0832000404078500 


0832000404078400 


0832000404080100 


0832000404079800 


0832000404075600 


0832000404077800 


0832000404072400 


0832000404074100 


0832000404073800 


0832000404077500 


0832000404075400 


0832000404077700 


0832000404076200 


0832000404075100 


0832000404079500 


0832000404075800 


0832000404076000 


13.29 Fresh 


10.32 Fresh 


6.02 Fresh 


3.84 Fresh 



7.42 Fresh 


3.12 Fresh 


2.97 Fresh 


23.95 Fresh 


5.27 Fresh 


1.16 Fresh 


1.25 Fresh 


3.68 Fresh 


2.52 Fresh 




Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Bhander Sandstone 

Command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Limestone 

Command 

Bhander Sandstone 

Command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Limestone 

Command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Command 

Bhander Sandstone 

Command 

Limestone 

Non-command 

Bhander Sandstone 

Command 

Bhander Sandstone 

Command 

Limestone 

Non-command 

Limestone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

17.90 

90 

72.10 

10.00 

7.21 

0.0020 

0.0335 

17.90 

90 

72.10 

10.00 

7.21 

0.0020 

0.0462 

11.65 

90 

78.35 

10.00 

7.83 

0.0020 

0.2078 

56.10 

90 

33.90 

15.00 

5.09 

0.0020 

0.0970 

12.54 

90 

77.46 

10.00 

7.75 

0.0020 

0.0933 

9.11 

90 

80.89 

10.00 

8.09 

0.0020 

0.0095 

9.11 

90 

80.89 

10.00 

8.09 

0.0020 

0.0094 

27.25 

100 

72.75 

10.00 

7.28 

0.0020 

0.0125 

27.25 

100 

72.75 

15.00 

10.91 

0.0020 

0.0031 

27.25 

100 

72.75 

10.00 

7.28 

0.0020 

0.0123 

20.45 

90 

69.55 

10.00 

6.95 

0.0020 

0.1018 

13.26 

90 

76.74 

10.00 

7.67 

0.0020 

0.0479 

29.23 

100 

70.77 

10.00 

7.08 

0.0020 

0.0056 

14.37 

90 

75.63 

10.00 

7.56 

0.0020 

0.1586 

14.37 

90 

75.63 

10.00 

7.56 

0.0020 

0.0145 

8.64 

90 

81.36 

10.00 

8.14 

0.0020 

0.0857 

19.77 

100 

80.23 

10.00 

8.02 

0.0020 

0.0106 

25.65 

90 

64.35 

10.00 

6.43 

0.0020 

0.0161 

19.15 

90 

70.85 

10.00 

7.08 

0.0020 

0.0521 

33.87 

100 

66.13 

10.00 

6.61 

0.0020 

0.0019 

33.87 

90 

56.13 

15.00 

8.42 

0.0020 

0.0400 

35.87 

100 

64.13 

10.00 

6.41 

0.0020 

0.0142 

35.87 

100 

64.13 

10.00 

6.41 

0.0020 

0.0412 

35.87 

90 

54.13 

15.00 

8.12 

0.0020 

0.0227 

42.05 

90 

47.95 

15.00 

7.19 

0.0020 

0.0624 

8.81 

90 

81.19 

10.00 

8.12 

0.0020 

0.1030 

15.46 

100 

84.54 

10.00 

8.45 

0.0020 

0.0025 

27.91 

90 

62.09 

10.00 

6.21 

0.0020 

0.0451 

18.96 

90 

71.04 

10.00 

7.10 

0.0020 

0.0170 

28.16 

90 

61.84 

10.00 

6.18 

0.0020 

0.0181 

10.41 

80 

69.59 

5.00 

3.48 

0.0015 

0.0049 

11.50 

80 

68.50 

5.00 

3.43 

0.0015 

0.0194 

8.31 

80 

71.69 

5.00 

3.58 

0.0015 

0.0066 

13.32 

80 

66.68 

5.00 

3.33 

0.0015 

0.0141 

15.02 

80 

64.98 

5.00 

3.25 

0.0015 

0.0087 

11.52 

80 

68.48 

5.00 

3.42 

0.0015 

0.0110 

14.66 

80 

65.34 

5.00 

3.27 

0.0015 

0.0069 

15.04 

80 

64.96 

5.00 

3.25 

0.0015 

0.0013 

18.58 

80 

61.42 

5.00 

3.07 

0.0015 

0.0130 

14.94 

80 

65.06 

5.00 

3.25 

0.0015 

0.0077 

17.38 

80 

62.62 

5.00 

3.13 

0.0015 

0.0298 

10.49 

80 

69.51 

5.00 

3.48 

0.0015 

0.0413 

8.88 

80 

71.12 

5.00 

3.56 

0.0015 

0.0147 

11.12 

80 

68.88 

5.00 

3.44 

0.0015 

0.0203 

11.98 

80 

68.02 

5.00 

3.40 

0.0015 

0.0008 

13.09 

80 

66.91 

5.00 

3.35 

0.0015 

0.0053 

13.46 

80 

66.54 

5.00 

3.33 

0.0015 

0.0248 

9.33 

80 

70.67 

5.00 

3.53 

0.0015 

0.0086 

10.22 

80 

69.78 

5.00 

3.49 

0.0015 

0.0116 

10.92 

80 

69.08 

5.00 

3.45 

0.0015 

0.0060 

11.22 

80 

68.78 

5.00 

3.44 

0.0015 

0.0187 

11.44 

80 

68.56 

5.00 

3.43 

0.0015 

0.0100 

10.36 

80 

69.64 

5.00 

3.48 

0.0015 

0.0197 

8.08 

80 

71.92 

5.00 

3.60 

0.0015 

0.0054 

8.99 

80 

71.01 

5.00 

3.55 

0.0015 

0.0186 




















































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Bhander Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.54 

80 

68.46 

5.00 

3.42 

0.0015 

0.0116 

12.15 

80 

67.85 

5.00 

3.39 

0.0015 

0.0392 

14.75 

80 

65.25 

5.00 

3.26 

0.0015 

0.0056 

10.72 

80 

69.28 

5.00 

3.46 

0.0015 

0.0121 

8.00 

80 

72.00 

5.00 

3.60 

0.0015 

0.0274 

12.70 

80 

67.30 

5.00 

3.37 

0.0015 

0.0087 

9.07 

80 

70.93 

5.00 

3.55 

0.0015 

0.0090 

11.11 

80 

68.89 

5.00 

3.44 

0.0015 

0.0377 

7.88 

80 

72.12 

5.00 

3.61 

0.0015 

0.0056 

7.96 

80 

72.04 

5.00 

3.60 

0.0015 

0.0122 

11.05 

80 

68.95 

5.00 

3.45 

0.0015 

0.0133 

11.60 

80 

68.40 

5.00 

3.42 

0.0015 

0.0095 

10.89 

80 

69.11 

5.00 

3.46 

0.0015 

0.0110 

14.99 

80 

65.01 

5.00 

3.25 

0.0015 

0.0015 

13.12 

80 

66.88 

5.00 

3.34 

0.0015 

0.0200 

10.77 

80 

69.23 

5.00 

3.46 

0.0015 

0.0197 

11.80 

80 

68.20 

5.00 

3.41 

0.0015 

0.0107 

10.40 

80 

69.60 

5.00 

3.48 

0.0015 

0.0258 

8.76 

80 

71.24 

5.00 

3.56 

0.0015 

0.0147 

14.26 

80 

65.74 

5.00 

3.29 

0.0015 

0.0070 

7.04 

80 

72.96 

5.00 

3.65 

0.0015 

0.0464 

15.01 

80 

64.99 

5.00 

3.25 

0.0015 

0.0086 

9.47 

80 

70.53 

5.00 

3.53 

0.0015 

0.0109 

12.14 

80 

67.86 

5.00 

3.39 

0.0015 

0.0131 

10.55 

80 

69.45 

5.00 

3.47 

0.0015 

0.0125 

11.69 

80 

68.31 

5.00 

3.42 

0.0015 

0.0016 

10.09 

80 

69.91 

5.00 

3.50 

0.0015 

0.0037 

10.72 

80 

69.28 

5.00 

3.46 

0.0015 

0.0065 

12.84 

80 

67.16 

5.00 

3.36 

0.0015 

0.0071 

16.37 

80 

63.63 

5.00 

3.18 

0.0015 

0.0073 

13.01 

80 

66.99 

5.00 

3.35 

0.0015 

0.0061 

12.74 

80 

67.26 

5.00 

3.36 

0.0015 

0.0075 

7.98 

80 

72.02 

5.00 

3.60 

0.0015 

0.0057 

10.28 

80 

69.72 

5.00 

3.49 

0.0015 

0.0229 

10.39 

80 

69.61 

5.00 

3.48 

0.0015 

0.0181 

10.81 

80 

69.19 

5.00 

3.46 

0.0015 

0.0128 

13.43 

80 

66.57 

5.00 

3.33 

0.0015 

0.0078 

10.03 

80 

69.97 

5.00 

3.50 

0.0015 

0.0141 

10.72 

80 

69.28 

5.00 

3.46 

0.0015 

0.0161 

10.44 

80 

69.56 

5.00 

3.48 

0.0015 

0.0072 

12.61 

80 

67.39 

5.00 

3.37 

0.0015 

0.0310 

16.34 

80 

63.66 

5.00 

3.18 

0.0015 

0.0114 

8.15 

80 

71.85 

5.00 

3.59 

0.0015 

0.0644 

17.70 

80 

62.30 

5.00 

3.12 

0.0015 

0.0103 

9.03 

80 

70.97 

5.00 

3.55 

0.0015 

0.0055 

11.79 

80 

68.21 

5.00 

3.41 

0.0015 

0.0148 

10.43 

80 

69.57 

5.00 

3.48 

0.0015 

0.0147 

10.69 

80 

69.31 

5.00 

3.47 

0.0015 

0.0209 

14.03 

80 

65.97 

5.00 

3.30 

0.0015 

0.0021 

12.17 

80 

67.83 

10.00 

6.78 

0.0020 

0.0147 

17.16 

80 

62.84 

10.00 

6.28 

0.0020 

0.0154 

24.16 

100 

75.84 

10.00 

7.58 

0.0020 

0.0315 

24.16 

90 

65.84 

2.00 

1.32 

0.0015 

0.0010 

10.66 

80 

69.34 

10.00 

6.93 

0.0020 

0.0016 

22.37 

80 

57.63 

10.00 

5.76 

0.0020 

0.0173 













































































































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Shale 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Shale 


Shale 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

22.37 

90 

67.63 

5.00 

3.38 

0.0020 

0.0003 

10.24 

80 

69.76 

10.00 

6.98 

0.0020 

0.0227 

10.24 

80 

69.76 

10.00 

6.98 

0.0020 

0.0066 

8.39 

80 

71.61 

10.00 

7.16 

0.0020 

0.0118 

8.39 

80 

71.61 

10.00 

7.16 

0.0020 

0.0002 

25.57 

100 

74.43 

10.00 

7.44 

0.0020 

0.0087 

25.57 

100 

74.43 

10.00 

7.44 

0.0020 

0.0044 

25.26 

100 

74.74 

15.00 

11.21 

0.0020 

0.0492 

28.45 

100 

71.55 

10.00 

7.16 

0.0020 

0.0043 

28.45 

90 

61.55 

2.00 

1.23 

0.0015 

0.0026 

28.45 

90 

61.55 

2.00 

1.23 

0.0015 

0.0002 

23.49 

100 

76.51 

10.00 

7.65 

0.0020 

0.0107 

23.49 

90 

66.51 

2.00 

1.33 

0.0015 

0.0001 

13.88 

80 

66.12 

10.00 

6.61 

0.0020 

0.0184 

13.88 

90 

76.12 

15.00 

11.42 

0.0020 

0.0079 

13.88 

80 

66.12 

10.00 

6.61 

0.0020 

0.0005 

9.82 

80 

70.18 

10.00 

7.02 

0.0020 

0.0315 

23.81 

100 

76.19 

10.00 

7.62 

0.0020 

0.0164 

23.81 

100 

76.19 

10.00 

7.62 

0.0020 

0.0126 

10.42 

80 

69.58 

10.00 

6.96 

0.0020 

0.0467 

10.48 

90 

79.52 

10.00 

7.95 

0.0020 

0.0191 

10.48 

90 

79.52 

15.00 

11.93 

0.0020 

0.0005 

12.91 

90 

77.09 

10.00 

7.71 

0.0020 

0.0287 

17.13 

80 

62.87 

10.00 

6.29 

0.0020 

0.0844 

17.13 

80 

62.87 

10.00 

6.29 

0.0020 

0.0566 

17.13 

90 

72.87 

15.00 

10.93 

0.0020 

0.1020 

15.07 

80 

64.93 

10.00 

6.49 

0.0020 

0.0091 

15.07 

80 

64.93 

10.00 

6.49 

0.0020 

0.0082 

15.07 

80 

64.93 

10.00 

6.49 

0.0020 

0.0003 

12.16 

80 

67.84 

10.00 

6.78 

0.0020 

0.0657 

28.35 

90 

61.65 

2.00 

1.23 

0.0015 

0.0065 

11.52 

80 

68.48 

10.00 

6.85 

0.0020 

0.1144 

16.37 

80 

63.63 

10.00 

6.36 

0.0020 

0.0014 

15.40 

100 

84.60 

10.00 

8.46 

0.0020 

0.0184 

15.40 

100 

84.60 

10.00 

8.46 

0.0020 

0.0471 

15.40 

100 

84.60 

10.00 

8.46 

0.0020 

0.0054 

21.21 

80 

58.79 

10.00 

5.88 

0.0020 

0.0012 

21.21 

80 

58.79 

10.00 

5.88 

0.0020 

0.0148 

21.21 

80 

58.79 

10.00 

5.88 

0.0020 

0.0124 

25.55 

100 

74.45 

10.00 

7.45 

0.0020 

0.0075 

25.55 

90 

64.45 

2.00 

1.29 

0.0015 

0.0005 

25.55 

100 

74.45 

10.00 

7.45 

0.0020 

0.0014 

25.55 

90 

64.45 

2.00 

1.29 

0.0015 

0.0001 

12.03 

80 

67.97 

10.00 

6.80 

0.0020 

0.0161 

12.03 

80 

67.97 

10.00 

6.80 

0.0020 

0.0054 

13.31 

80 

66.69 

10.00 

6.67 

0.0020 

0.0626 

13.31 

90 

76.69 

15.00 

11.50 

0.0020 

0.0111 

13.31 

80 

66.69 

10.00 

6.67 

0.0020 

0.0507 

13.31 

90 

76.69 

15.00 

11.50 

0.0020 

0.1268 

14.44 

80 

65.56 

10.00 

6.56 

0.0020 

0.0281 

14.44 

80 

65.56 

10.00 

6.56 

0.0020 

0.0094 

14.44 

80 

65.56 

10.00 

6.56 

0.0020 

0.0006 

12.60 

90 

77.40 

15.00 

11.61 

0.0020 

0.0011 

14.86 

90 

75.14 

10.00 

7.51 

0.0020 

0.0006 

14.86 

90 

75.14 

15.00 

11.27 

0.0020 

0.0184 






























































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.13 

80 

67.87 

10.00 

6.79 

0.0020 

0.0018 

12.13 

80 

67.87 

10.00 

6.79 

0.0020 

0.0330 

11.64 

80 

68.36 

10.00 

6.84 

0.0020 

0.0013 

11.64 

80 

68.36 

10.00 

6.84 

0.0020 

0.0613 

11.64 

80 

68.36 

10.00 

6.84 

0.0020 

0.0003 

15.01 

80 

64.99 

10.00 

6.50 

0.0020 

0.0492 

15.01 

90 

74.99 

15.00 

11.25 

0.0020 

0.0382 

10.14 

80 

69.86 

10.00 

6.99 

0.0020 

0.0119 

10.14 

80 

69.86 

10.00 

6.99 

0.0020 

0.0245 

21.54 

100 

78.46 

10.00 

7.85 

0.0020 

0.0012 

14.36 

90 

75.64 

10.00 

7.56 

0.0020 

0.1461 

12.80 

80 

67.20 

10.00 

6.72 

0.0020 

0.0379 

12.80 

80 

67.20 

10.00 

6.72 

0.0020 

0.0109 

12.90 

80 

67.10 

10.00 

6.71 

0.0020 

0.0047 

12.90 

80 

67.10 

10.00 

6.71 

0.0020 

0.0037 

12.45 

80 

67.55 

10.00 

6.76 

0.0020 

0.0259 

17.25 

80 

62.75 

10.00 

6.27 

0.0020 

0.0384 

17.25 

80 

62.75 

10.00 

6.27 

0.0020 

0.0173 

17.25 

90 

72.75 

15.00 

10.91 

0.0020 

0.0246 

22.82 

100 

77.18 

10.00 

7.72 

0.0020 

0.0094 

14.43 

80 

65.57 

10.00 

6.56 

0.0020 

0.0437 

12.55 

80 

67.45 

10.00 

6.74 

0.0020 

0.0179 

11.31 

80 

68.69 

10.00 

6.87 

0.0020 

0.0272 

8.35 

80 

71.65 

10.00 

7.16 

0.0020 

0.0130 

11.68 

80 

68.32 

10.00 

6.83 

0.0020 

0.0107 

12.21 

80 

67.79 

10.00 

6.78 

0.0020 

0.0362 

17.53 

80 

62.47 

10.00 

6.25 

0.0020 

0.0471 

13.10 

80 

66.90 

10.00 

6.69 

0.0020 

0.0188 

13.50 

80 

66.50 

10.00 

6.65 

0.0020 

0.0582 

13.50 

80 

66.50 

10.00 

6.65 

0.0020 

0.0135 

13.50 

80 

66.50 

10.00 

6.65 

0.0020 

0.0012 

25.59 

80 

54.41 

10.00 

5.44 

0.0020 

0.0193 

14.01 

80 

65.99 

10.00 

6.60 

0.0020 

0.1146 

12.65 

90 

77.35 

10.00 

7.74 

0.0020 

0.0009 

12.65 

90 

77.35 

15.00 

11.60 

0.0020 

0.0182 

16.02 

80 

63.98 

10.00 

6.40 

0.0020 

0.0063 

16.02 

80 

63.98 

10.00 

6.40 

0.0020 

0.2361 

16.02 

90 

73.98 

15.00 

11.10 

0.0020 

0.1040 

14.54 

80 

65.46 

10.00 

6.55 

0.0020 

0.0096 

14.54 

90 

75.46 

15.00 

11.32 

0.0020 

0.0079 

14.54 

80 

65.46 

10.00 

6.55 

0.0020 

0.0897 

14.54 

90 

75.46 

15.00 

11.32 

0.0020 

0.1293 

12.85 

80 

67.15 

10.00 

6.72 

0.0020 

0.0350 

23.53 

90 

66.47 

2.00 

1.33 

0.0015 

0.0009 

15.37 

80 

64.63 

10.00 

6.46 

0.0020 

0.1017 

15.10 

80 

64.90 

10.00 

6.49 

0.0020 

0.0267 

15.58 

80 

64.42 

10.00 

6.44 

0.0020 

0.0842 

16.69 

80 

63.31 

10.00 

6.33 

0.0020 

0.0319 

16.69 

80 

63.31 

10.00 

6.33 

0.0020 

0.0006 

27.07 

100 

72.93 

10.00 

7.29 

0.0020 

0.0343 

27.07 

100 

72.93 

10.00 

7.29 

0.0020 

0.0001 

12.72 

80 

67.28 

10.00 

6.73 

0.0020 

0.0835 

19.53 

80 

60.47 

10.00 

6.05 

0.0020 

0.0374 

7.90 

80 

72.10 

10.00 

7.21 

0.0020 

0.0312 

15.22 

80 

64.78 

10.00 

6.48 

0.0020 

0.0438 






































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Limestone 


Bhander Sandstone 


Limestone 


Limestone 


Shale 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Shale 


Shale 


Bhander Sandstone 


Bhander Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

16.83 

90 

73.17 

15.00 

10.97 

0.0020 

0.0033 

15.16 

80 

64.84 

10.00 

6.48 

0.0020 

0.0670 

20.73 

100 

79.27 

15.00 

11.89 

0.0020 

0.0015 

20.73 

100 

79.27 

15.00 

11.89 

0.0020 

0.0006 

22.85 

90 

67.15 

2.00 

1.34 

0.0015 

0.0056 

13.11 

80 

66.89 

10.00 

6.69 

0.0020 

0.0332 

12.42 

80 

67.58 

10.00 

6.76 

0.0020 

0.0082 

12.42 

90 

77.58 

15.00 

11.64 

0.0020 

0.0096 

14.83 

80 

65.17 

10.00 

6.52 

0.0020 

0.0222 

15.30 

80 

64.70 

10.00 

6.47 

0.0020 

0.0453 

14.56 

80 

65.44 

10.00 

6.54 

0.0020 

0.0325 

20.85 

100 

79.15 

10.00 

7.91 

0.0020 

0.0836 

18.38 

80 

61.62 

10.00 

6.16 

0.0020 

0.0624 

12.05 

80 

67.95 

10.00 

6.80 

0.0020 

0.0086 

12.05 

80 

67.95 

10.00 

6.80 

0.0020 

0.0355 

13.94 

80 

66.06 

10.00 

6.61 

0.0020 

0.0373 

15.33 

80 

64.67 

10.00 

6.47 

0.0020 

0.0121 

15.33 

90 

74.67 

15.00 

11.20 

0.0020 

0.0034 

12.63 

90 

77.37 

15.00 

11.61 

0.0020 

0.0010 

12.45 

80 

67.55 

10.00 

6.76 

0.0020 

0.0730 

30.09 

100 

69.91 

10.00 

6.99 

0.0020 

0.0452 

30.09 

100 

69.91 

15.00 

10.49 

0.0020 

0.0714 

12.22 

80 

67.78 

10.00 

6.78 

0.0020 

0.0370 

27.06 

80 

52.94 

10.00 

5.29 

0.0020 

0.0086 

15.52 

80 

64.48 

10.00 

6.45 

0.0020 

0.0494 

15.52 

90 

74.48 

15.00 

11.17 

0.0020 

0.0284 

27.12 

100 

72.88 

10.00 

7.29 

0.0020 

0.0539 

15.26 

80 

64.75 

10.00 

6.47 

0.0020 

0.0905 

14.75 

80 

65.25 

10.00 

6.53 

0.0020 

0.0582 

14.75 

90 

75.25 

15.00 

11.29 

0.0020 

0.0364 

14.10 

80 

65.90 

10.00 

6.59 

0.0020 

0.0170 

38.48 

100 

61.52 

10.00 

6.15 

0.0020 

0.0001 

38.48 

90 

51.52 

2.00 

1.03 

0.0015 

0.0001 

38.48 

100 

61.52 

10.00 

6.15 

0.0020 

0.0105 

38.48 

90 

51.52 

2.00 

1.03 

0.0015 

0.0018 

14.03 

80 

65.97 

10.00 

6.60 

0.0020 

0.0137 

14.03 

80 

65.97 

10.00 

6.60 

0.0020 

0.0000 

14.03 

80 

65.97 

10.00 

6.60 

0.0020 

0.0000 

21.73 

90 

68.27 

2.00 

1.37 

0.0015 

0.0017 

19.73 

100 

80.27 

10.00 

8.03 

0.0020 

0.0000 

19.73 

90 

70.27 

2.00 

1.41 

0.0015 

0.0041 

12.73 

80 

67.27 

10.00 

6.73 

0.0020 

0.2257 

13.35 

80 

66.65 

10.00 

6.66 

0.0020 

0.0111 

13.35 

80 

66.65 

10.00 

6.66 

0.0020 

0.1034 

12.97 

80 

67.03 

10.00 

6.70 

0.0020 

0.0421 

25.59 

90 

64.41 

2.00 

1.29 

0.0015 

0.0002 

12.83 

80 

67.17 

10.00 

6.72 

0.0020 

0.0280 

11.66 

80 

68.34 

10.00 

6.83 

0.0020 

0.0448 

13.76 

80 

66.24 

10.00 

6.62 

0.0020 

0.0091 

13.76 

80 

66.24 

10.00 

6.62 

0.0020 

0.0167 

13.76 

80 

66.24 

10.00 

6.62 

0.0020 

0.0003 

31.55 

90 

58.45 

2.00 

1.17 

0.0015 

0.0033 

31.55 

90 

58.45 

2.00 

1.17 

0.0015 

0.0028 

13.05 

80 

66.95 

10.00 

6.69 

0.0020 

0.1605 

7.86 

80 

72.14 

10.00 

7.21 

0.0020 

0.0504 













































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Bhander Sandstone 


Limestone 


Limestone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Shale 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Shale 


Shale 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

13.88 

90 

76.12 

10.00 

7.61 

0.0020 

0.0171 

13.88 

90 

76.12 

15.00 

11.42 

0.0020 

0.0452 

22.27 

100 

77.73 

15.00 

11.66 

0.0020 

0.0062 

22.27 

100 

77.73 

15.00 

11.66 

0.0020 

0.0001 

13.08 

90 

76.92 

10.00 

7.69 

0.0020 

0.0313 

13.08 

90 

76.92 

15.00 

11.54 

0.0020 

0.0034 

12.68 

80 

67.32 

10.00 

6.73 

0.0020 

0.0435 

22.94 

100 

77.06 

10.00 

7.71 

0.0020 

0.0778 

22.94 

100 

77.06 

10.00 

7.71 

0.0020 

0.0072 

24.21 

100 

75.79 

10.00 

7.58 

0.0020 

0.0109 

24.21 

100 

75.79 

15.00 

11.37 

0.0020 

0.0617 

24.21 

100 

75.79 

15.00 

11.37 

0.0020 

0.0040 

30.50 

100 

69.50 

10.00 

6.95 

0.0020 

0.0232 

30.50 

100 

69.50 

10.00 

6.95 

0.0020 

0.0039 

12.81 

80 

67.19 

10.00 

6.72 

0.0020 

0.0713 

12.81 

80 

67.19 

10.00 

6.72 

0.0020 

0.0434 

12.48 

80 

67.52 

10.00 

6.75 

0.0020 

0.0576 

12.96 

80 

67.04 

10.00 

6.70 

0.0020 

0.0096 

16.00 

80 

64.00 

10.00 

6.40 

0.0020 

0.0059 

16.00 

80 

64.00 

10.00 

6.40 

0.0020 

0.0095 

12.84 

80 

67.16 

10.00 

6.72 

0.0020 

0.0095 

12.07 

80 

67.93 

10.00 

6.79 

0.0020 

0.0100 

13.02 

90 

76.98 

10.00 

7.70 

0.0020 

0.0651 

12.34 

80 

67.66 

10.00 

6.77 

0.0020 

0.0320 

9.44 

80 

70.56 

10.00 

7.06 

0.0020 

0.0361 

13.17 

80 

66.83 

10.00 

6.68 

0.0020 

0.0371 

16.05 

100 

83.95 

10.00 

8.39 

0.0020 

0.0033 

16.81 

80 

63.19 

10.00 

6.32 

0.0020 

0.0077 

12.54 

80 

67.47 

10.00 

6.75 

0.0020 

0.0863 

12.54 

80 

67.47 

10.00 

6.75 

0.0020 

0.0242 

12.54 

80 

67.47 

10.00 

6.75 

0.0020 

0.1589 

12.54 

90 

77.47 

15.00 

11.62 

0.0020 

0.1018 

27.58 

90 

62.42 

2.00 

1.25 

0.0015 

0.0009 

19.98 

100 

80.02 

15.00 

12.00 

0.0020 

0.0007 

13.13 

80 

66.87 

10.00 

6.69 

0.0020 

0.0408 

16.91 

80 

63.09 

10.00 

6.31 

0.0020 

0.0813 

16.91 

80 

63.09 

10.00 

6.31 

0.0020 

0.1490 

30.49 

90 

59.51 

2.00 

1.19 

0.0015 

0.0004 

30.49 

90 

59.51 

2.00 

1.19 

0.0015 

0.0126 

26.70 

100 

73.30 

10.00 

7.33 

0.0020 

0.0338 

26.70 

100 

73.30 

10.00 

7.33 

0.0020 

0.0000 

22.10 

80 

57.90 

10.00 

5.79 

0.0020 

0.0339 

12.60 

80 

67.40 

10.00 

6.74 

0.0020 

0.0997 

8.65 

80 

71.35 

10.00 

7.13 

0.0020 

0.0115 

8.65 

80 

71.35 

10.00 

7.13 

0.0020 

0.0002 

30.68 

100 

69.32 

10.00 

6.93 

0.0020 

0.0039 

12.90 

80 

67.10 

10.00 

6.71 

0.0020 

0.0046 

12.90 

90 

77.10 

15.00 

11.57 

0.0020 

0.0092 

12.90 

80 

67.10 

10.00 

6.71 

0.0020 

0.0331 

12.90 

90 

77.10 

15.00 

11.57 

0.0020 

0.0086 

12.75 

80 

67.25 

10.00 

6.72 

0.0020 

0.0890 

12.01 

80 

67.99 

10.00 

6.80 

0.0020 

0.0081 

12.01 

80 

67.99 

10.00 

6.80 

0.0020 

0.0074 

11.65 

80 

68.35 

10.00 

6.83 

0.0020 

0.0121 

12.86 

80 

67.14 

10.00 

6.71 

0.0020 

0.0127 
































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Shale 


Shale 


Shale 


Shale 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Shale 


Shale 


Bhander Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.86 

80 

67.14 

10.00 

6.71 

0.0020 

0.0216 

12.86 

80 

67.14 

10.00 

6.71 

0.0020 

0.0006 

12.29 

80 

67.71 

10.00 

6.77 

0.0020 

0.1352 

12.40 

80 

67.60 

10.00 

6.76 

0.0020 

0.0001 

12.40 

80 

67.60 

10.00 

6.76 

0.0020 

0.0358 

33.99 

90 

56.01 

2.00 

1.12 

0.0015 

0.0004 

33.99 

90 

56.01 

2.00 

1.12 

0.0015 

0.0071 

32.18 

90 

57.82 

2.00 

1.16 

0.0015 

0.0010 

32.18 

90 

57.82 

2.00 

1.16 

0.0015 

0.0022 

21.34 

80 

58.66 

10.00 

5.87 

0.0020 

0.1638 

21.34 

90 

68.66 

5.00 

3.43 

0.0020 

0.0550 

13.11 

80 

66.89 

10.00 

6.69 

0.0020 

0.0210 

13.11 

80 

66.89 

10.00 

6.69 

0.0020 

0.0060 

12.17 

80 

67.83 

10.00 

6.78 

0.0020 

0.0420 

31.33 

100 

68.67 

10.00 

6.87 

0.0020 

0.0150 

13.96 

80 

66.04 

10.00 

6.60 

0.0020 

0.0001 

13.96 

80 

66.04 

10.00 

6.60 

0.0020 

0.0706 

11.20 

90 

78.80 

15.00 

11.82 

0.0020 

0.0073 

13.13 

80 

66.87 

10.00 

6.69 

0.0020 

0.0316 

10.15 

80 

69.85 

10.00 

6.98 

0.0020 

0.0270 

13.23 

80 

66.77 

10.00 

6.68 

0.0020 

0.0903 

23.84 

80 

56.16 

10.00 

5.62 

0.0020 

0.0054 

23.84 

90 

66.16 

15.00 

9.92 

0.0020 

0.0068 

18.29 

100 

81.71 

10.00 

8.17 

0.0020 

0.0022 

18.29 

100 

81.71 

15.00 

12.26 

0.0020 

0.0238 

18.29 

100 

81.71 

10.00 

8.17 

0.0020 

0.0047 

18.29 

100 

81.71 

15.00 

12.26 

0.0020 

0.0457 

12.94 

80 

67.06 

10.00 

6.71 

0.0020 

0.0518 

22.55 

100 

77.45 

15.00 

11.62 

0.0020 

0.0004 

22.55 

100 

77.45 

15.00 

11.62 

0.0020 

0.0000 

32.43 

100 

67.57 

10.00 

6.76 

0.0020 

0.0107 

12.02 

80 

67.98 

10.00 

6.80 

0.0020 

0.0325 

12.16 

80 

67.84 

10.00 

6.78 

0.0020 

0.0250 

12.34 

80 

67.66 

10.00 

6.77 

0.0020 

0.0563 

12.91 

80 

67.09 

10.00 

6.71 

0.0020 

0.0829 

15.37 

80 

64.63 

10.00 

6.46 

0.0020 

0.0344 

15.37 

80 

64.63 

10.00 

6.46 

0.0020 

0.0080 

15.37 

80 

64.63 

10.00 

6.46 

0.0020 

0.0030 

12.13 

80 

67.87 

10.00 

6.79 

0.0020 

0.0055 

12.13 

80 

67.87 

10.00 

6.79 

0.0020 

0.0765 

9.77 

80 

70.23 

10.00 

7.02 

0.0020 

0.0689 

9.77 

80 

70.23 

10.00 

7.02 

0.0020 

0.0226 

9.77 

80 

70.23 

10.00 

7.02 

0.0020 

0.0038 

13.30 

80 

66.70 

10.00 

6.67 

0.0020 

0.0507 

24.45 

100 

75.55 

15.00 

11.33 

0.0020 

0.0001 

26.95 

100 

73.05 

10.00 

7.31 

0.0020 

0.0161 

26.95 

100 

73.05 

10.00 

7.31 

0.0020 

0.0002 

12.52 

80 

67.48 

10.00 

6.75 

0.0020 

0.0188 

19.72 

80 

60.28 

10.00 

6.03 

0.0020 

0.0280 

14.49 

80 

65.51 

10.00 

6.55 

0.0020 

0.0192 

29.05 

100 

70.95 

10.00 

7.10 

0.0020 

0.0125 

29.05 

100 

70.95 

10.00 

7.10 

0.0020 

0.0053 

26.62 

90 

63.38 

2.00 

1.27 

0.0015 

0.0142 

26.62 

90 

63.38 

2.00 

1.27 

0.0015 

0.0000 

12.47 

80 

67.53 

10.00 

6.75 

0.0020 

0.0020 






























































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Shale 


Shale 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.47 

80 

67.53 

10.00 

6.75 

0.0020 

0.0122 

17.18 

80 

62.82 

10.00 

6.28 

0.0020 

0.0068 

12.29 

80 

67.71 

10.00 

6.77 

0.0020 

0.0868 

20.30 

100 

79.70 

10.00 

7.97 

0.0020 

0.0518 

20.30 

90 

69.70 

2.00 

1.39 

0.0015 

0.0035 

20.30 

100 

79.70 

10.00 

7.97 

0.0020 

0.0029 

22.49 

90 

67.51 

2.00 

1.35 

0.0015 

0.0001 

30.25 

100 

69.75 

10.00 

6.97 

0.0020 

0.0000 

30.25 

100 

69.75 

10.00 

6.97 

0.0020 

0.0360 

12.94 

80 

67.06 

10.00 

6.71 

0.0020 

0.0064 

12.94 

80 

67.06 

10.00 

6.71 

0.0020 

0.0101 

12.81 

80 

67.19 

10.00 

6.72 

0.0020 

0.0117 

22.31 

100 

77.69 

10.00 

7.77 

0.0020 

0.0051 

24.55 

100 

75.45 

10.00 

7.54 

0.0020 

0.0132 

24.55 

100 

75.45 

10.00 

7.54 

0.0020 

0.0024 

13.04 

90 

76.96 

15.00 

11.54 

0.0020 

0.0007 

10.27 

80 

69.73 

10.00 

6.97 

0.0020 

0.0497 

13.20 

80 

66.80 

10.00 

6.68 

0.0020 

0.0393 

28.31 

100 

71.69 

10.00 

7.17 

0.0020 

0.0624 

28.31 

100 

71.69 

15.00 

10.75 

0.0020 

0.0369 

12.00 

80 

68.00 

10.00 

6.80 

0.0020 

0.0285 

17.88 

100 

82.12 

10.00 

8.21 

0.0020 

0.0779 

17.88 

90 

72.12 

2.00 

1.44 

0.0015 

0.0019 

17.88 

100 

82.12 

10.00 

8.21 

0.0020 

0.0000 

16.77 

80 

63.23 

10.00 

6.32 

0.0020 

0.0141 

16.77 

80 

63.23 

10.00 

6.32 

0.0020 

0.0982 

16.77 

80 

63.23 

10.00 

6.32 

0.0020 

0.0068 

11.41 

80 

68.59 

10.00 

6.86 

0.0020 

0.0006 

11.41 

80 

68.59 

10.00 

6.86 

0.0020 

0.0278 

12.23 

80 

67.77 

10.00 

6.78 

0.0020 

0.0154 

12.43 

80 

67.57 

10.00 

6.76 

0.0020 

0.0128 

32.03 

100 

67.97 

10.00 

6.80 

0.0020 

0.0064 

32.03 

90 

57.97 

2.00 

1.16 

0.0015 

0.0014 

32.03 

90 

57.97 

2.00 

1.16 

0.0015 

0.0004 

12.73 

80 

67.27 

10.00 

6.73 

0.0020 

0.0323 

12.73 

80 

67.27 

10.00 

6.73 

0.0020 

0.0124 

20.41 

80 

59.59 

10.00 

5.96 

0.0020 

0.0047 

28.54 

100 

71.46 

10.00 

7.15 

0.0020 

0.0283 

28.54 

100 

71.46 

15.00 

10.72 

0.0020 

0.0874 

28.54 

100 

71.46 

15.00 

10.72 

0.0020 

0.0000 

17.89 

80 

62.11 

10.00 

6.21 

0.0020 

0.1807 

27.43 

100 

72.57 

10.00 

7.26 

0.0020 

0.0082 

18.10 

80 

61.90 

10.00 

6.19 

0.0020 

0.0453 

18.10 

90 

71.90 

15.00 

10.78 

0.0020 

0.0589 

10.97 

80 

69.03 

10.00 

6.90 

0.0020 

0.0100 

31.57 

100 

68.43 

10.00 

6.84 

0.0020 

0.0782 

31.57 

100 

68.43 

15.00 

10.26 

0.0020 

0.0141 

12.44 

90 

77.56 

10.00 

7.76 

0.0020 

0.0123 

12.44 

90 

77.56 

15.00 

11.63 

0.0020 

0.0256 

13.10 

80 

66.90 

10.00 

6.69 

0.0020 

0.0328 

13.10 

80 

66.90 

10.00 

6.69 

0.0020 

0.0059 

9.64 

80 

70.36 

10.00 

7.04 

0.0020 

0.0159 

15.63 

80 

64.37 

10.00 

6.44 

0.0020 

0.0777 

27.24 

100 

72.76 

10.00 

7.28 

0.0020 

0.0077 

11.80 

80 

68.20 

10.00 

6.82 

0.0020 

0.0506 






























































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Shale 


Shale 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Shale 


Shale 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Shale 


Shale 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

13.59 

80 

66.41 

10.00 

6.64 

0.0020 

0.0992 

12.08 

80 

67.92 

10.00 

6.79 

0.0020 

0.0122 

12.08 

80 

67.92 

10.00 

6.79 

0.0020 

0.0130 

27.79 

100 

72.21 

10.00 

7.22 

0.0020 

0.0038 

27.79 

90 

62.21 

2.00 

1.24 

0.0015 

0.0102 

27.79 

90 

62.21 

2.00 

1.24 

0.0015 

0.0003 

16.69 

100 

83.31 

10.00 

8.33 

0.0020 

0.0219 

16.69 

90 

73.31 

2.00 

1.47 

0.0015 

0.0014 

12.14 

80 

67.86 

10.00 

6.79 

0.0020 

0.1354 

12.14 

80 

67.86 

10.00 

6.79 

0.0020 

0.0041 

12.14 

80 

67.86 

10.00 

6.79 

0.0020 

0.0012 

13.25 

80 

66.75 

10.00 

6.67 

0.0020 

0.0075 

13.25 

90 

76.75 

15.00 

11.51 

0.0020 

0.0067 

13.25 

80 

66.75 

10.00 

6.67 

0.0020 

0.0191 

13.25 

90 

76.75 

15.00 

11.51 

0.0020 

0.0111 

13.44 

80 

66.56 

10.00 

6.66 

0.0020 

0.0179 

27.52 

100 

72.48 

10.00 

7.25 

0.0020 

0.0353 

27.52 

100 

72.48 

10.00 

7.25 

0.0020 

0.0078 

10.84 

80 

69.16 

10.00 

6.92 

0.0020 

0.0270 

25.44 

100 

74.56 

10.00 

7.46 

0.0020 

0.0000 

25.44 

90 

64.56 

2.00 

1.29 

0.0015 

0.0087 

25.44 

90 

64.56 

2.00 

1.29 

0.0015 

0.0003 

24.49 

100 

75.51 

10.00 

7.55 

0.0020 

0.0979 

24.49 

100 

75.51 

10.00 

7.55 

0.0020 

0.0017 

10.30 

90 

79.70 

10.00 

7.97 

0.0020 

0.0070 

18.25 

100 

81.75 

10.00 

8.18 

0.0020 

0.0356 

18.25 

90 

71.75 

2.00 

1.44 

0.0015 

0.0000 

11.50 

80 

68.50 

10.00 

6.85 

0.0020 

0.0445 

11.94 

80 

68.06 

10.00 

6.81 

0.0020 

0.0332 

17.13 

80 

62.87 

10.00 

6.29 

0.0020 

0.0057 

13.55 

80 

66.45 

10.00 

6.64 

0.0020 

0.0306 

13.55 

80 

66.45 

10.00 

6.64 

0.0020 

0.0052 

12.52 

80 

67.48 

10.00 

6.75 

0.0020 

0.0486 

12.52 

80 

67.48 

10.00 

6.75 

0.0020 

0.0029 

12.52 

80 

67.48 

10.00 

6.75 

0.0020 

0.0010 

12.82 

80 

67.18 

10.00 

6.72 

0.0020 

0.0454 

12.02 

80 

67.98 

10.00 

6.80 

0.0020 

0.0268 

12.83 

80 

67.17 

10.00 

6.72 

0.0020 

0.0003 

12.83 

80 

67.17 

10.00 

6.72 

0.0020 

0.0311 

20.93 

100 

79.07 

10.00 

7.91 

0.0020 

0.0228 

39.12 

90 

50.88 

2.00 

1.02 

0.0015 

0.0035 

39.12 

90 

50.88 

2.00 

1.02 

0.0015 

0.0004 

11.87 

80 

68.13 

10.00 

6.81 

0.0020 

0.1071 

11.87 

80 

68.13 

10.00 

6.81 

0.0020 

0.0169 

11.87 

80 

68.13 

10.00 

6.81 

0.0020 

0.0024 

16.11 

80 

63.89 

10.00 

6.39 

0.0020 

0.0497 

9.63 

80 

70.37 

10.00 

7.04 

0.0020 

0.0182 

9.63 

80 

70.37 

10.00 

7.04 

0.0020 

0.0115 

9.63 

80 

70.37 

10.00 

7.04 

0.0020 

0.0003 

13.05 

80 

66.95 

10.00 

6.69 

0.0020 

0.0003 

13.05 

80 

66.95 

10.00 

6.69 

0.0020 

0.0395 

12.22 

80 

67.78 

10.00 

6.78 

0.0020 

0.1190 

11.62 

80 

68.38 

10.00 

6.84 

0.0020 

0.1237 

15.83 

80 

64.17 

10.00 

6.42 

0.0020 

0.0240 

15.83 

90 

74.17 

15.00 

11.13 

0.0020 

0.0055 















































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Bhander Sandstone 


Shale 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Shale 


Shale 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Shale 


Shale 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

29.68 

100 

70.32 

10.00 

7.03 

0.0020 

0.0107 

29.68 

90 

60.32 

2.00 

1.21 

0.0015 

0.0001 

29.68 

100 

70.32 

10.00 

7.03 

0.0020 

0.0020 

12.14 

80 

67.86 

10.00 

6.79 

0.0020 

0.0604 

12.02 

80 

67.98 

10.00 

6.80 

0.0020 

0.0158 

10.42 

90 

79.58 

10.00 

7.96 

0.0020 

0.0719 

13.69 

80 

66.31 

10.00 

6.63 

0.0020 

0.0543 

13.69 

80 

66.31 

10.00 

6.63 

0.0020 

0.0102 

32.78 

100 

67.22 

10.00 

6.72 

0.0020 

0.0418 

32.78 

100 

67.22 

10.00 

6.72 

0.0020 

0.0047 

12.61 

80 

67.39 

10.00 

6.74 

0.0020 

0.0121 

11.65 

90 

78.35 

10.00 

7.83 

0.0020 

0.0004 

28.94 

90 

61.06 

2.00 

1.22 

0.0015 

0.0003 

28.94 

90 

61.06 

2.00 

1.22 

0.0015 

0.0028 

15.44 

90 

74.56 

10.00 

7.46 

0.0020 

0.0383 

15.44 

90 

74.56 

15.00 

11.18 

0.0020 

0.0237 

19.54 

80 

60.46 

10.00 

6.05 

0.0020 

0.0131 

19.54 

80 

60.46 

10.00 

6.05 

0.0020 

0.0216 

19.54 

80 

60.46 

10.00 

6.05 

0.0020 

0.0009 

38.82 

90 

51.18 

2.00 

1.02 

0.0015 

0.0000 

38.82 

90 

51.18 

2.00 

1.02 

0.0015 

0.0049 

11.23 

80 

68.77 

10.00 

6.88 

0.0020 

0.0649 

11.23 

80 

68.77 

10.00 

6.88 

0.0020 

0.0055 

11.23 

80 

68.77 

10.00 

6.88 

0.0020 

0.0025 

11.09 

80 

68.91 

10.00 

6.89 

0.0020 

0.0038 

11.09 

80 

68.91 

10.00 

6.89 

0.0020 

0.0096 

11.09 

80 

68.91 

10.00 

6.89 

0.0020 

0.0008 

16.28 

80 

63.72 

10.00 

6.37 

0.0020 

0.1216 

14.71 

80 

65.29 

10.00 

6.53 

0.0020 

0.1024 

12.35 

80 

67.65 

10.00 

6.76 

0.0020 

0.0419 

12.11 

80 

67.89 

10.00 

6.79 

0.0020 

0.0069 

12.11 

80 

67.89 

10.00 

6.79 

0.0020 

0.0291 

12.11 

80 

67.89 

10.00 

6.79 

0.0020 

0.0003 

12.53 

80 

67.47 

10.00 

6.75 

0.0020 

0.0336 

14.37 

90 

75.63 

10.00 

7.56 

0.0020 

0.0402 

23.41 

100 

76.59 

10.00 

7.66 

0.0020 

0.0859 

15.77 

80 

64.23 

10.00 

6.42 

0.0020 

0.0342 

13.17 

80 

66.83 

10.00 

6.68 

0.0020 

0.0015 

13.17 

80 

66.83 

10.00 

6.68 

0.0020 

0.0213 

12.37 

80 

67.63 

10.00 

6.76 

0.0020 

0.0449 

12.16 

80 

67.84 

10.00 

6.78 

0.0020 

0.0336 

24.87 

80 

55.13 

10.00 

5.51 

0.0020 

0.0068 

12.97 

80 

67.03 

10.00 

6.70 

0.0020 

0.0349 

14.81 

80 

65.19 

10.00 

6.52 

0.0020 

0.0361 

29.95 

100 

70.05 

10.00 

7.01 

0.0020 

0.0258 

12.79 

80 

67.21 

10.00 

6.72 

0.0020 

0.0214 

15.73 

100 

84.27 

15.00 

12.64 

0.0020 

0.0192 

13.80 

80 

66.20 

10.00 

6.62 

0.0020 

0.0302 

10.08 

80 

69.92 

10.00 

6.99 

0.0020 

0.0047 

10.08 

80 

69.92 

10.00 

6.99 

0.0020 

0.0221 

10.08 

80 

69.92 

10.00 

6.99 

0.0020 

0.0012 

19.70 

80 

60.30 

10.00 

6.03 

0.0020 

0.0293 

31.40 

100 

68.60 

10.00 

6.86 

0.0020 

0.0946 

31.40 

100 

68.60 

10.00 

6.86 

0.0020 

0.0110 

26.90 

100 

73.10 

10.00 

7.31 

0.0020 

0.0076 





































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village Name 

Census Code 

08004044 

Agariya 

0832000204031100 



Akodiya 


Amarpura Kalan 


Amarpura Khurd 


Ametha 


Ananda 


Anandpura 


Areda 


Bagwara 


Banniya 


Bans Kheri 


Bansghat 


Baori Khera 


Barkheri 


Barodiya 


Beer Khanga 


Bheemli 


Borda Mau 


Borjhari 


Brijpura 


Char Doongari 


Chokari 


Choona Bhati 


Chuthya Kheri 


Dantiya 


Dayabhao 


Deoli 


Deori 


Devri 


Dhabariya 


Dhabli 


Dhanoda 


Dhanoda Khurd 


Dharli 


Dheengalya Kheri 


0832000204008100 


0832000204022300 


0832000204023000 


0832000304038800 


0832000204014500 


0832000204030600 


0832000204007300 


0832000204019000 


0832000103986000 


0832000204023400 


0832000204000500 


0832000204030200 


0832000204019100 


0832000204014300 


0832000204022000 


0832000204017400 


0832000103990200 


0832000204031300 


0832000204018600 


0832000204027500 


0832000204017800 


0832000204007000 


0832000204016900 


0832000204029600 


0832000204007200 


0832000204019600 


0832000204029700 


0832000204018300 


0832000204013500 


0832000204016400 


0832000204014200 


0832000204018000 


0832000103990500 


0832000204026000 


0832000204013600 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Bhander Sandstone 




2.21 Fresh 


7.45 Fresh 


9.42 Fresh 


1.03 Fresh 


5.46 Fresh 


1.35 Fresh 


14.76 Fresh 


0.99 Fresh 


2.52 Fresh 


1.73 Fresh 


1.54 Fresh 


3.32 Fresh 


1.28 Fresh 


2.16 Fresh 


14.72 Fresh 


2.94 Fresh 


2.18 Fresh 


2.24 Fresh 


4.48 Fresh 


1.51 Fresh 


1.66 Fresh 


2.29 Fresh 


3.72 Fresh 


4.63 Fresh 


1.35 Fresh 


1.40 Fresh 


2.06 Fresh 


1.88 Fresh 


3.88 Fresh 


1.35 Fresh 


6.19 Fresh 


3.43 Fresh 


0.87 Fresh 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Limestone 


Bhander Sandstone 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Limestone 


Bhander Sandstone 


Limestone 


Deccan Traps 


Limestone 


Deccan Traps 


Deccan Traps 


Limestone 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Limestone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Limestone 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Limestone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Limestone 


Deccan Traps 


Bhander Sandstone 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

13.50 

90 

76.50 

5.00 

3.83 

0.0015 

0.0012 

9.45 

90 

80.55 

10.00 

8.06 

0.0020 

0.0057 

14.27 

90 

75.73 

5.00 

3.79 

0.0015 

0.0187 

13.40 

90 

76.60 

5.00 

3.83 

0.0015 

0.0049 

11.75 

80 

68.25 

5.00 

3.41 

0.0015 

0.0000 

8.69 

90 

81.31 

10.00 

8.13 

0.0020 

0.0233 

13.59 

90 

76.41 

5.00 

3.82 

0.0015 

0.0053 

11.97 

90 

78.03 

10.00 

7.80 

0.0020 

0.0066 

11.97 

90 

78.03 

15.00 

11.70 

0.0020 

0.0365 

8.98 

90 

81.02 

10.00 

8.10 

0.0020 

0.0337 

8.98 

90 

81.02 

5.00 

4.05 

0.0015 

0.0008 

8.79 

90 

81.21 

10.00 

8.12 

0.0020 

0.0865 

8.79 

90 

81.21 

5.00 

4.06 

0.0015 

0.0129 

9.17 

80 

70.83 

10.00 

7.08 

0.0020 

0.0048 

9.17 

80 

70.83 

5.00 

3.54 

0.0015 

0.0061 

11.57 

90 

78.43 

5.00 

3.92 

0.0015 

0.0056 

11.57 

90 

78.43 

15.00 

11.76 

0.0020 

0.0019 

10.48 

90 

79.52 

10.00 

7.95 

0.0020 

0.0206 

10.48 

90 

79.52 

15.00 

11.93 

0.0020 

0.0602 

10.96 

90 

79.04 

5.00 

3.95 

0.0015 

0.0046 

13.31 

90 

76.69 

15.00 

11.50 

0.0020 

0.0048 

10.96 

90 

79.04 

5.00 

3.95 

0.0015 

0.0059 

12.60 

90 

77.40 

5.00 

3.87 

0.0015 

0.0001 

12.60 

90 

77.40 

15.00 

11.61 

0.0020 

0.0389 

13.68 

90 

76.32 

5.00 

3.82 

0.0015 

0.0098 

11.01 

90 

78.99 

5.00 

3.95 

0.0015 

0.0067 

11.97 

90 

78.03 

10.00 

7.80 

0.0020 

0.0042 

11.97 

90 

78.03 

5.00 

3.90 

0.0015 

0.0179 

12.10 

90 

77.90 

5.00 

3.89 

0.0015 

0.0075 

11.78 

90 

78.22 

5.00 

3.91 

0.0015 

0.0127 

14.54 

80 

65.46 

10.00 

6.55 

0.0020 

0.0012 

14.54 

90 

75.46 

15.00 

11.32 

0.0020 

0.0212 

12.87 

90 

77.13 

5.00 

3.86 

0.0015 

0.0045 

11.47 

90 

78.53 

5.00 

3.93 

0.0015 

0.0128 

12.76 

90 

77.24 

5.00 

3.86 

0.0015 

0.0130 

13.54 

90 

76.46 

5.00 

3.82 

0.0015 

0.0254 

13.00 

90 

77.00 

15.00 

11.55 

0.0020 

0.0063 

7.76 

90 

82.24 

10.00 

8.22 

0.0020 

0.0051 

7.76 

90 

82.24 

5.00 

4.11 

0.0015 

0.0071 

13.23 

90 

76.77 

5.00 

3.84 

0.0015 

0.0006 

12.63 

90 

77.37 

10.00 

7.74 

0.0020 

0.0070 

12.63 

90 

77.37 

15.00 

11.61 

0.0020 

0.0576 

10.01 

90 

79.99 

5.00 

4.00 

0.0015 

0.0101 

10.97 

90 

79.03 

5.00 

3.95 

0.0015 

0.0080 

12.83 

90 

77.17 

5.00 

3.86 

0.0015 

0.0081 

9.00 

90 

81.00 

10.00 

8.10 

0.0020 

0.0114 

9.00 

90 

81.00 

5.00 

4.05 

0.0015 

0.0037 

9.00 

90 

81.00 

15.00 

12.15 

0.0020 

0.0181 

8.84 

90 

81.16 

10.00 

8.12 

0.0020 

0.0305 

10.34 

90 

79.66 

10.00 

7.97 

0.0020 

0.0109 

10.34 

90 

79.66 

5.00 

3.98 

0.0015 

0.0191 

14.87 

90 

75.13 

5.00 

3.76 

0.0015 

0.0076 

14.75 

90 

75.25 

15.00 

11.29 

0.0020 

0.0026 

12.97 

90 

77.03 

5.00 

3.85 

0.0015 

0.0198 

8.85 

90 

81.15 

10.00 

8.12 

0.0020 

0.0015 


























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone (Fresh 
/ Saline) 



Type of Area 

(Command / Non- Hydrogeological Unit 
command) 


Fatehpura 


Gadari 


Gadiya Mer 


Ganeshpura 


Gangpura @ Tumariya Kheri 


Gaonri 


Gargach 


Garwara 


Gaupura 


Girdharpura 


Gopal Pura @ Guradiya 


Gordhanpura 


Gordhanpura @ Nayagaon 


Govindpura 


Gurad Khera 


Haripura 


Haripura @ Jhantaliya 


Haripura @ Leora 


Iktasa 


Jamunya Talai 


Jatamari 


Jheekariya 


Jheenta Pura 


Jhoomki 


Joona Khera 


Kalya Kheri 


Kalyan Pura 


Karal Gaon 


Kenchani 


0832000204006800 


0832000204021700 


0832000204016600 


0832000204029900 


0832000204031400 


0832000204013900 


0832000204015300 


0832000204027600 


0832000204015600 


0832000204026900 


0832000204026200 


0832000204023100 


0832000204026800 


0832000204019700 


0832000204030700 


0832000204023200 


0832000204008000 


0832000204018800 


0832000204026600 


0832000204022800 


0832000204030800 


0832000204013300 


0832000103986100 


0832000204014100 


0832000204022400 


0832000204012900 


0832000204018900 


0832000204013200 


0832000204026100 


0832000204012800 


0832000204029500 


0832000204015100 


0.39 Fresh 


2.27 Fresh 


2.56 Fresh 


3.28 Fresh 


2.22 Fresh 


1.56 Fresh 


1.77 Fresh 


2.86 Fresh 


2.19 Fresh 


0.79 Fresh 


1.22 Fresh 


7.17 Fresh 


0.73 Fresh 


5.70 Fresh 


1.34 Fresh 


3.50 Fresh 


1.18 Fresh 


2.17 Fresh 


0.88 Fresh 


1.17 Fresh 


5.81 Fresh 


4.50 Fresh 



3.73 Fresh 


2.67 Fresh 


2.55 Fresh 


2.36 Fresh 


1.13 Fresh 


2.26 Fresh 


2.05 Fresh 


1.43 Fresh 



7.12 Fresh 


3.10 Fresh 



Khajoori Kalan 


Khajoori Khurd 


0832000204007500 


2.67 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Limestone 


Deccan Traps 


Bhander Sandstone 


Limestone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Limestone 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Limestone 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Limestone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

8.85 

90 

81.15 

5.00 

4.06 

0.0015 

0.0047 

7.58 

90 

82.42 

10.00 

8.24 

0.0020 

0.0622 

7.58 

90 

82.42 

5.00 

4.12 

0.0015 

0.0343 

13.58 

90 

76.42 

5.00 

3.82 

0.0015 

0.0001 

11.16 

90 

78.84 

5.00 

3.94 

0.0015 

0.0135 

8.03 

90 

81.97 

10.00 

8.20 

0.0020 

0.0000 

8.03 

90 

81.97 

5.00 

4.10 

0.0015 

0.0157 

11.83 

90 

78.17 

5.00 

3.91 

0.0015 

0.0193 

13.05 

90 

76.95 

5.00 

3.85 

0.0015 

0.0073 

9.45 

90 

80.55 

10.00 

8.05 

0.0020 

0.0152 

9.45 

90 

80.55 

5.00 

4.03 

0.0015 

0.0037 

9.27 

90 

80.73 

15.00 

12.11 

0.0020 

0.0423 

12.24 

90 

77.76 

5.00 

3.89 

0.0015 

0.0167 

13.08 

90 

76.92 

10.00 

7.69 

0.0020 

0.0000 

13.08 

90 

76.92 

15.00 

11.54 

0.0020 

0.0000 

13.33 

90 

76.67 

5.00 

3.83 

0.0015 

0.0045 

13.36 

90 

76.64 

5.00 

3.83 

0.0015 

0.0070 

13.28 

90 

76.72 

5.00 

3.84 

0.0015 

0.0412 

13.43 

90 

76.57 

5.00 

3.83 

0.0015 

0.0042 

9.63 

90 

80.37 

5.00 

4.02 

0.0015 

0.0029 

13.60 

90 

76.40 

5.00 

3.82 

0.0015 

0.0075 

12.62 

90 

77.38 

5.00 

3.87 

0.0015 

0.0203 

9.70 

90 

80.30 

10.00 

8.03 

0.0020 

0.0010 

9.70 

90 

80.30 

5.00 

4.02 

0.0015 

0.0002 

10.98 

90 

79.02 

5.00 

3.95 

0.0015 

0.0128 

13.42 

90 

76.58 

5.00 

3.83 

0.0015 

0.0051 

13.26 

90 

76.74 

5.00 

3.84 

0.0015 

0.0068 

13.50 

90 

76.50 

5.00 

3.82 

0.0015 

0.0060 

9.68 

90 

80.32 

10.00 

8.03 

0.0020 

0.0427 

9.68 

90 

80.32 

5.00 

4.02 

0.0015 

0.0107 

8.84 

90 

81.16 

10.00 

8.12 

0.0020 

0.0043 

8.84 

90 

81.16 

5.00 

4.06 

0.0015 

0.0054 

12.90 

90 

77.10 

15.00 

11.57 

0.0020 

0.0029 

11.90 

90 

78.10 

5.00 

3.90 

0.0015 

0.0155 

14.72 

90 

75.28 

5.00 

3.76 

0.0015 

0.0144 

9.87 

90 

80.13 

10.00 

8.01 

0.0020 

0.0056 

9.87 

90 

80.13 

5.00 

4.01 

0.0015 

0.0042 

11.21 

90 

78.79 

5.00 

3.94 

0.0015 

0.0067 

9.70 

90 

80.30 

10.00 

8.03 

0.0020 

0.0147 

9.70 

90 

80.30 

5.00 

4.01 

0.0015 

0.0081 

13.28 

90 

76.72 

5.00 

3.84 

0.0015 

0.0117 

9.67 

90 

80.33 

10.00 

8.03 

0.0020 

0.0006 

9.67 

90 

80.33 

5.00 

4.02 

0.0015 

0.0007 

11.20 

90 

78.80 

10.00 

7.88 

0.0020 

0.0060 

11.20 

90 

78.80 

15.00 

11.82 

0.0020 

0.1688 

7.33 

90 

82.67 

10.00 

8.27 

0.0020 

0.0326 

7.33 

90 

82.67 

5.00 

4.13 

0.0015 

0.0044 

16.29 

90 

73.71 

5.00 

3.69 

0.0015 

0.0029 

9.07 

90 

80.93 

10.00 

8.09 

0.0020 

0.0128 

9.07 

90 

80.93 

5.00 

4.05 

0.0015 

0.0044 

9.07 

90 

80.93 

15.00 

12.14 

0.0020 

0.0365 

7.37 

90 

82.63 

10.00 

8.26 

0.0020 

0.0327 

7.37 

90 

82.63 

5.00 

4.13 

0.0015 

0.0069 

12.18 

90 

77.82 

5.00 

3.89 

0.0015 

0.0025 

12.18 

90 

77.82 

15.00 

11.67 

0.0020 

0.0514 












































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Limestone 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Limestone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Limestone 


Bhander Sandstone 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Limestone 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Limestone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

9.86 

90 

80.14 

10.00 

8.01 

0.0020 

0.0249 

9.86 

90 

80.14 

5.00 

4.01 

0.0015 

0.0029 

11.30 

90 

78.70 

5.00 

3.94 

0.0015 

0.0138 

8.63 

90 

81.37 

10.00 

8.14 

0.0020 

0.0000 

8.63 

90 

81.37 

5.00 

4.07 

0.0015 

0.0146 

11.60 

90 

78.40 

5.00 

3.92 

0.0015 

0.0239 

12.87 

90 

77.13 

5.00 

3.86 

0.0015 

0.0230 

13.90 

90 

76.10 

5.00 

3.80 

0.0015 

0.0112 

12.04 

90 

77.96 

5.00 

3.90 

0.0015 

0.0505 

13.04 

90 

76.96 

10.00 

7.70 

0.0020 

0.0150 

13.04 

90 

76.96 

15.00 

11.54 

0.0020 

0.0961 

13.53 

90 

76.47 

5.00 

3.82 

0.0015 

0.0068 

13.60 

90 

76.41 

5.00 

3.82 

0.0015 

0.0034 

8.79 

90 

81.21 

10.00 

8.12 

0.0020 

0.0334 

8.79 

90 

81.21 

5.00 

4.06 

0.0015 

0.0001 

8.79 

90 

81.21 

15.00 

12.18 

0.0020 

0.0140 

13.56 

90 

76.44 

5.00 

3.82 

0.0015 

0.0219 

11.99 

80 

68.01 

5.00 

3.40 

0.0015 

0.0002 

9.11 

90 

80.89 

5.00 

4.04 

0.0015 

0.0241 

12.44 

90 

77.56 

5.00 

3.88 

0.0015 

0.0005 

12.44 

90 

77.56 

15.00 

11.63 

0.0020 

0.0255 

8.87 

90 

81.13 

10.00 

8.11 

0.0020 

0.0781 

8.87 

90 

81.13 

5.00 

4.06 

0.0015 

0.0340 

8.64 

90 

81.36 

10.00 

8.14 

0.0020 

0.0075 

8.64 

90 

81.36 

5.00 

4.07 

0.0015 

0.0051 

11.31 

90 

78.69 

5.00 

3.93 

0.0015 

0.0228 

12.86 

90 

77.14 

5.00 

3.86 

0.0015 

0.0052 

8.74 

90 

81.26 

10.00 

8.13 

0.0020 

0.0109 

8.74 

90 

81.26 

5.00 

4.06 

0.0015 

0.0000 

8.74 

90 

81.26 

15.00 

12.19 

0.0020 

0.0206 

10.20 

90 

79.80 

5.00 

3.99 

0.0015 

0.0148 

11.00 

90 

79.00 

5.00 

3.95 

0.0015 

0.0095 

7.67 

90 

82.33 

10.00 

8.23 

0.0020 

0.0080 

7.67 

90 

82.33 

5.00 

4.12 

0.0015 

0.0008 

9.96 

90 

80.04 

5.00 

4.00 

0.0015 

0.0032 

19.23 

90 

70.77 

5.00 

3.54 

0.0015 

0.0000 

13.27 

90 

76.73 

5.00 

3.84 

0.0015 

0.0081 

13.25 

80 

66.75 

10.00 

6.67 

0.0020 

0.0051 

13.25 

90 

76.75 

15.00 

11.51 

0.0020 

0.0220 

9.72 

90 

80.28 

5.00 

4.01 

0.0015 

0.0102 

14.62 

90 

75.38 

5.00 

3.77 

0.0015 

0.0131 

11.68 

90 

78.32 

5.00 

3.92 

0.0015 

0.0149 

13.58 

90 

76.42 

5.00 

3.82 

0.0015 

0.0023 

10.30 

90 

79.70 

10.00 

7.97 

0.0020 

0.0263 

13.29 

90 

76.71 

5.00 

3.84 

0.0015 

0.0057 

9.29 

80 

70.71 

5.00 

3.54 

0.0015 

0.0000 

14.02 

90 

75.99 

5.00 

3.80 

0.0015 

0.0070 

8.27 

90 

81.73 

10.00 

8.17 

0.0020 

0.0230 

8.27 

90 

81.73 

5.00 

4.09 

0.0015 

0.0048 

13.60 

90 

76.40 

5.00 

3.82 

0.0015 

0.0025 

14.90 

90 

75.10 

5.00 

3.76 

0.0015 

0.0037 

13.47 

90 

76.53 

5.00 

3.83 

0.0015 

0.0087 

10.88 

90 

79.12 

5.00 

3.96 

0.0015 

0.0068 

10.42 

80 

69.58 

5.00 

3.48 

0.0015 

0.0006 

11.84 

90 

78.16 

5.00 

3.91 

0.0015 

0.0000 

























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



08005045 


Panch Peepalya 


Panwasa 


Parthipura 


Parthipura (Veeran 


Pathri 


Pathriya 


Peepalya Nagga 


Peeplya Goojaran 


Punya Kheri 


Rajpura 


Ramniwas 


Rampuriya 


Rangpatan 


Raredi 


Ratanpura 


Ratlai 


Rooppura Baldiya 


Rughnathpura 


Sagodiya 


Sakatpura 


Sanwalpura 


Semal Khera 


Semli 


Semli Gokul 


Semli Kalan 


Sewanya Kalan 


Sewanya Khurd 


Shivpura 


Shripura 


Shyopura @ Kherli 


Talwariya 



Teej Bardi 


Tekla 


Tekli 


Tokri 


Tokri Baldeopura 


Toongani 


Vijaipura 


Wajind Pura 


Agar 


Aheer Pahari 


Amkhoh 


Amrod 


Census Code 


0832000204027100 


0832000204007800 


0832000204021800 


0832000204034500 


0832000204018500 


0832000204018400 


0832000204027200 


0832000204016500 


0832000204027800 


0832000204027300 


0832000204021600 


0832000204029800 


0832000204016300 


0832000204015900 


0832000204018200 


0832000204023600 


0832000204016700 


0832000204022100 


0832000204007400 


0832000204027400 


0832000204025700 


0832000204022500 


0832000204017900 


0832000204017600 


0832000204019300 


0832000204022600 


0832000304039300 


0832000204023300 


0832000204030100 


0832000204026700 


0832000204014600 


0832000304045200 


0832000204022700 


0832000204022200 


0832000204027000 


0832000204017500 


0832000204007700 


0832000204030300 


0832000204019500 


0831000603937800 


0831000603917200 


0831000603931800 


0831000603937900 



Zone (Fresh 
/ Saline) 


4.46 Fresh 


5.00 Fresh 



1.31 Fresh 


0.60 Fresh 


2.06 Fresh 


2.70 Fresh 


5.54 Fresh 


2.26 Fresh 





6.40 Fresh 


3.36 Fresh 


1.84 Fresh 


1.58 Fresh 


2.34 Fresh 


2.69 Fresh 


1.86 Fresh 


2.90 Fresh 


2.52 Fresh 


1.63 Fresh 


5.68 Fresh 


11.65 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Deccan Traps 

Non-command 

Bhander Sandstone 

Non-command 

Deccan Traps 

Non-command 

Limestone 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Bhander Sandstone 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Limestone 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Bhander Sandstone 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Limestone 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Bhander Sandstone 

Non-command 

Deccan Traps 

Non-command 

Bhander Sandstone 

Non-command 

Limestone 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Limestone 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 


Sub Basin: 


Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Shale 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

13.06 

90 

76.94 

5.00 

3.85 

0.0015 

0.0257 

10.06 

90 

79.94 

10.00 

7.99 

0.0020 

0.0012 

10.06 

90 

79.94 

5.00 

4.00 

0.0015 

0.0264 

10.06 

90 

79.94 

15.00 

11.99 

0.0020 

0.0036 

11.70 

90 

78.30 

5.00 

3.92 

0.0015 

0.0077 

13.36 

90 

76.64 

5.00 

3.83 

0.0015 

0.0001 

11.63 

90 

78.37 

5.00 

3.92 

0.0015 

0.0119 

12.89 

90 

77.11 

5.00 

3.86 

0.0015 

0.0156 

12.59 

90 

77.41 

5.00 

3.87 

0.0015 

0.0322 

8.64 

90 

81.36 

10.00 

8.14 

0.0020 

0.0221 

8.64 

90 

81.36 

5.00 

4.07 

0.0015 

0.0055 

13.45 

90 

76.55 

5.00 

3.83 

0.0015 

0.0017 

13.45 

90 

76.55 

15.00 

11.48 

0.0020 

0.0290 

17.06 

90 

72.94 

5.00 

3.65 

0.0015 

0.0171 

12.59 

90 

77.41 

5.00 

3.87 

0.0015 

0.0093 

10.89 

90 

79.11 

5.00 

3.96 

0.0015 

0.0072 

11.27 

90 

78.73 

5.00 

3.94 

0.0015 

0.0002 

9.43 

90 

80.57 

10.00 

8.06 

0.0020 

0.0445 

10.42 

90 

79.58 

10.00 

7.96 

0.0020 

0.0255 

14.10 

90 

75.90 

5.00 

3.80 

0.0015 

0.0048 

10.87 

90 

79.13 

5.00 

3.96 

0.0015 

0.0321 

8.56 

90 

81.44 

10.00 

8.14 

0.0020 

0.0345 

8.56 

90 

81.44 

5.00 

4.07 

0.0015 

0.0059 

12.88 

90 

77.12 

5.00 

3.86 

0.0015 

0.0050 

10.45 

90 

79.55 

15.00 

11.93 

0.0020 

0.0655 

11.99 

90 

78.01 

5.00 

3.90 

0.0015 

0.0050 

10.97 

90 

79.03 

5.00 

3.95 

0.0015 

0.0123 

13.76 

90 

76.24 

5.00 

3.81 

0.0015 

0.0108 

14.16 

90 

75.84 

5.00 

3.79 

0.0015 

0.0089 

8.09 

90 

81.91 

5.00 

4.10 

0.0015 

0.0195 

10.82 

90 

79.18 

5.00 

3.96 

0.0015 

0.0149 

13.32 

90 

76.68 

5.00 

3.83 

0.0015 

0.0000 

14.33 

90 

75.67 

5.00 

3.78 

0.0015 

0.0001 

11.35 

90 

78.65 

5.00 

3.93 

0.0015 

0.0178 

13.64 

90 

76.36 

5.00 

3.82 

0.0015 

0.0076 

13.22 

90 

76.78 

5.00 

3.84 

0.0015 

0.0082 

8.73 

90 

81.27 

10.00 

8.13 

0.0020 

0.0254 

8.73 

90 

81.27 

5.00 

4.06 

0.0015 

0.0016 

9.48 

90 

80.52 

10.00 

8.05 

0.0020 

0.0368 

9.48 

90 

80.52 

15.00 

12.08 

0.0020 

0.0012 

13.43 

90 

76.57 

5.00 

3.83 

0.0015 

0.0065 

13.29 

90 

76.71 

5.00 

3.84 

0.0015 

0.0181 

13.62 

90 

76.38 

5.00 

3.82 

0.0015 

0.0105 

13.45 

90 

76.55 

5.00 

3.83 

0.0015 

0.0091 

8.38 

90 

81.62 

5.00 

4.08 

0.0015 

0.0139 

13.12 

90 

76.88 

5.00 

3.84 

0.0015 

0.0079 

13.12 

90 

76.88 

15.00 

11.53 

0.0020 

0.0003 

13.58 

90 

76.42 

5.00 

3.82 

0.0015 

0.0099 

10.67 

90 

79.33 

5.00 

3.97 

0.0015 

0.0066 


2.52 

12.03 

70 

57.97 

2.00 

1.16 

0.0015 

0.0044 

1.63 

58.98 

80 

21.02 

10.00 

2.10 

0.0020 

0.0069 

3.10 

8.90 

80 

71.10 

10.00 

7.11 

0.0020 

0.0441 

1.25 

8.90 

70 

61.10 

2.00 

1.22 

0.0015 

0.0023 

11.65 

9.70 

70 

60.30 

2.00 

1.21 

0.0015 

0.0211 


































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 

Census Code 

Anjani 

0831000603937400 

Bagda 

0831000603924900 

Baint 

0831000603929400 


Zone (Fresh 
/ Saline) 


Bainta 


Balharpur 


Ballampur 


Baman Gawan 


Bans Kheri 


Banwaripura 


Barara 


Basai 


Baseli 


Beel Khera Dang 


Beel Kheramal 


Beelampur 


Bhanpur 


Bharoli 


Bhoyal 


Birmani 


Boodhi Bhoyal 


Boori 


Budha Nonera 


Chhaila 


Chhipol 


Chiroli 


Chooriya 


Chora Khari 


Dabar 


Deori 


Dhankari 


Dhurera 


Dhuwan 


Doondabar 


Faredua Taleti 


Ganjan 


Ganna Kheri 


Gatta Khera 


Ghar Ghusan 


Ghoghra 


Gordhanpura 


Goyra 


Gujarra 


Gunjari 


Gurjara 


Guwari 


Hadota 


Handi Khera 


Hanotiya 


0831000603915600 


0831000603929500 


0831000603936000 


0831000603930000 


0831000603926200 


0831000603937600 


0831000603917600 


0831000603922400 


0831000603930300 


0831000603921800 


0831000603920100 


0831000603929800 


0831000603931600 


0831000603936300 


0831000603930500 


0831000603923800 


0831000603916900 


0831000603923900 


0831000603936700 


0831000603926300 


0831000603924200 


0831000603916300 


0831000603931400 


0831000603922300 


0831000603921100 


0831000603925900 


0831000603922900 


0831000603925200 


0831000603915800 


0831000603923400 


0831000603926500 


0831000603919800 


0831000603924000 


0831000603920000 


0831000603929700 


0831000603919700 


0831000603926000 


0831000603920300 


0831000603920200 


0831000603920500 


0831000603930900 


0831000603921400 


0831000603919900 


0831000603926400 


0831000603916200 


0831000603924100 


0831000603916400 


0831000603921000 


0831000603931200 


6.31 Fresh 


5.15 Fresh 


9.98 Fresh 


4.23 Fresh 


3.90 Fresh 


8.41 Fresh 


3.04 Fresh 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hydrogeological Unit 

Potential 

Zone 

Area, 

sq.km 

Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

Shale 

6.31 

12.42 

70 

57.58 

2.00 

1.15 

0.0015 

0.0109 

Shale 

5.15 

7.28 

70 

62.72 

2.00 

1.25 

0.0015 

0.0097 

Bhander Sandstone 

6.64 

9.15 

80 

70.85 

10.00 

7.09 

0.0020 

0.0941 

Shale 

1.58 

9.15 

70 

60.85 

2.00 

1.22 

0.0015 

0.0029 

Bhander Sandstone 

2.04 

10.07 

80 

69.93 

10.00 

6.99 

0.0020 

0.0286 

Shale 

4.59 

10.22 

70 

59.78 

2.00 

1.20 

0.0015 

0.0082 

Bhander Sandstone 

1.86 

7.67 

80 

72.33 

10.00 

7.23 

0.0020 

0.0270 

Shale 

6.82 

9.46 

70 

60.54 

2.00 

1.21 

0.0015 

0.0124 

Shale 

1.80 

10.73 

70 

59.28 

2.00 

1.19 

0.0015 

0.0032 

Shale 

6.38 

12.41 

70 

57.59 

2.00 

1.15 

0.0015 

0.0110 

Bhander Sandstone 

3.02 

53.25 

80 

26.75 

10.00 

2.67 

0.0020 

0.0162 

Shale 

3.20 

8.84 

70 

61.16 

2.00 

1.22 

0.0015 

0.0059 

Shale 

3.40 

8.75 

70 

61.25 

2.00 

1.23 

0.0015 

0.0062 

Shale 

5.03 

8.40 

70 

61.60 

2.00 

1.23 

0.0015 

0.0093 

Shale 

2.11 

9.63 

70 

60.37 

2.00 

1.21 

0.0015 

0.0038 

Shale 

1.68 

9.53 

70 

60.47 

2.00 

1.21 

0.0015 

0.0031 

Shale 

3.50 

9.28 

70 

60.72 

2.00 

1.21 

0.0015 

0.0064 

Shale 

1.39 

9.58 

70 

60.42 

2.00 

1.21 

0.0015 

0.0025 

Shale 

3.94 

10.19 

70 

59.81 

2.00 

1.20 

0.0015 

0.0071 

Shale 

5.30 

12.41 

70 

57.59 

2.00 

1.15 

0.0015 

0.0092 

Shale 

3.30 

10.36 

70 

59.64 

2.00 

1.19 

0.0015 

0.0059 

Shale 

11.06 

11.45 

70 

58.55 

2.00 

1.17 

0.0015 

0.0194 

Bhander Sandstone 

0.00 

11.82 

80 

68.18 

10.00 

6.82 

0.0020 

0.0000 

Shale 

1.97 

11.82 

70 

58.18 

2.00 

1.16 

0.0015 

0.0034 

Shale 

3.83 

10.75 

70 

59.25 

2.00 

1.18 

0.0015 

0.0068 

Shale 

7.36 

9.39 

70 

60.61 

2.00 

1.21 

0.0015 

0.0134 

Shale 

1.73 

8.87 

70 

61.13 

2.00 

1.22 

0.0015 

0.0032 

Shale 

1.82 

9.15 

70 

60.85 

2.00 

1.22 

0.0015 

0.0033 

Shale 

1.51 

8.45 

70 

61.55 

2.00 

1.23 

0.0015 

0.0028 

Shale 

9.73 

8.42 

70 

61.58 

2.00 

1.23 

0.0015 

0.0180 

Shale 

6.24 

9.32 

70 

60.68 

2.00 

1.21 

0.0015 

0.0114 

Shale 

29.52 

9.94 

70 

60.06 

2.00 

1.20 

0.0015 

0.0532 

Shale 

0.85 

7.21 

70 

62.79 

2.00 

1.26 

0.0015 

0.0016 

Bhander Sandstone 

3.71 

17.27 

80 

62.73 

10.00 

6.27 

0.0020 

0.0466 

Shale 

4.35 

9.62 

70 

60.38 

2.00 

1.21 

0.0015 

0.0079 

Shale 

1.72 

10.72 

70 

59.28 

2.00 

1.19 

0.0015 

0.0031 

Shale 

2.05 

7.96 

70 

62.04 

2.00 

1.24 

0.0015 

0.0038 

Shale 

9.96 

11.00 

70 

59.00 

2.00 

1.18 

0.0015 

0.0176 

Shale 

2.53 

8.10 

70 

61.90 

2.00 

1.24 

0.0015 

0.0047 

Shale 

3.14 

9.87 

70 

60.13 

2.00 

1.20 

0.0015 

0.0057 

Shale 

2.33 

11.96 

70 

58.04 

2.00 

1.16 

0.0015 

0.0041 

Shale 

4.32 

10.56 

70 

59.44 

2.00 

1.19 

0.0015 

0.0077 

Shale 

2.90 

10.68 

70 

59.32 

2.00 

1.19 

0.0015 

0.0052 

Shale 

1.25 

10.03 

70 

59.97 

2.00 

1.20 

0.0015 

0.0023 

Shale 

3.37 

10.64 

70 

59.36 

2.00 

1.19 

0.0015 

0.0060 

Shale 

1.19 

11.97 

70 

58.03 

2.00 

1.16 

0.0015 

0.0021 

Shale 

9.97 

8.46 

70 

61.54 

2.00 

1.23 

0.0015 

0.0184 

Shale 

2.64 

10.66 

70 

59.34 

2.00 

1.19 

0.0015 

0.0047 

Shale 

4.01 

11.21 

70 

58.79 

2.00 

1.18 

0.0015 

0.0071 

Bhander Sandstone 

12.20 

15.04 

80 

64.96 

10.00 

6.50 

0.0020 

0.1585 

Shale 

3.20 

15.04 

70 

54.96 

2.00 

1.10 

0.0015 

0.0053 

Shale 

4.23 

10.77 

70 

59.23 

2.00 

1.18 

0.0015 

0.0075 

Shale 

3.90 

6.92 

70 

63.08 

2.00 

1.26 

0.0015 

0.0074 

Shale 

8.41 

8.86 

70 

61.14 

2.00 

1.22 

0.0015 

0.0154 

Shale 

3.04 

10.43 

70 

59.57 

2.00 

1.19 

0.0015 

0.0054 


































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Hanuwat Khera 


Haryanagar 


Haudapura 


Hindola 


Jabra 


Jakha 


Kachhiya Thana 


Kaloni 


Kamlawada 


Kaneriya 


Kanwarpura 


Karaliya 


Kasba Nonera 


Kasba Thana 


Kema 


Khanda Sahrol 


Kharka Shyam Shahi 


Kharka Vijaipur 


Khiriya 


Khirkhiri 


Khushalpura 


Kirad Pahari 


Kishanpura 


Kot Khanga 


Kotra 


Kotri 


Kripalpur 


Kujay 


Kunda 


Maheshpur 


Mahoori 


Mahu 


Mahua Kheri 


Mahuri Khera 


Majhari 


Majhera 


Majhola 


Malwaya 


Mamoni 


Mandi Barwali 


Mandi Bhonra 


Mandi Sambhar Singa 


Mando 


Manka Khera 


Mohanpur 


Moondiyar 


Mungawali 


Munsredi 


Census Code 


0831000603926900 


0831000603916500 


0831000603920800 


0831000603925800 


0831000603918700 


0831000603924800 


0831000603925500 


0831000603927000 


0831000603918800 


0831000603937100 


0831000603920700 


0831000603937300 


0831000603926700 


0831000603925600 


0831000603922800 


0831000603929300 


0831000603931100 


0831000603930200 


0831000603924600 


0831000603922200 


0831000603916800 


0831000603917400 


0831000603917000 


0831000603938000 


0831000603921300 


0831000603930700 


0831000603938100 


0831000603919000 


0831000603930800 


0831000603921200 


0831000603930600 


0831000603921900 


0831000603937500 


0831000603915700 


0831000603925400 


0831000603919100 


0831000603926600 


0831000603932000 


0831000603924700 


0831000603924500 


0831000603927200 


0831000603929900 


0831000603931700 



Zone (Fresh 
/ Saline) 


0831000603923100 


0831000603925700 


0831000603937200 


0831000603935800 


0831000603927100 


0831000603919500 


0831000603936500 


3.44 Fresh 


1.88 Fresh 


8.81 Fresh 


6.70 Fresh 


9.60 Fresh 


1.36 Fresh 


8.93 Fresh 


13.84 Fresh 



6.50 Fresh 


6.84 Fresh 


4.60 Fresh 


1.27 Fresh 


4.81 Fresh 


5.08 Fresh 


1.81 Fresh 


1.84 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Shale 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

10.43 

70 

59.57 

2.00 

1.19 

0.0015 

0.0060 

6.77 

70 

63.23 

2.00 

1.26 

0.0015 

0.0036 

10.01 

70 

59.99 

2.00 

1.20 

0.0015 

0.0159 

8.90 

70 

61.10 

2.00 

1.22 

0.0015 

0.0123 

16.99 

80 

63.01 

10.00 

6.30 

0.0020 

0.0072 

7.20 

70 

62.80 

2.00 

1.26 

0.0015 

0.0026 

7.41 

70 

62.59 

2.00 

1.25 

0.0015 

0.0167 

9.03 

80 

70.97 

10.00 

7.10 

0.0020 

0.0793 

9.03 

70 

60.97 

2.00 

1.22 

0.0015 

0.0081 

13.12 

80 

66.88 

10.00 

6.69 

0.0020 

0.0103 

12.23 

70 

57.77 

2.00 

1.16 

0.0015 

0.0022 

9.63 

70 

60.37 

2.00 

1.21 

0.0015 

0.0015 

12.44 

70 

57.56 

2.00 

1.15 

0.0015 

0.0023 

10.67 

70 

59.33 

2.00 

1.19 

0.0015 

0.0132 

7.10 

70 

62.90 

2.00 

1.26 

0.0015 

0.0161 

10.69 

70 

59.31 

2.00 

1.19 

0.0015 

0.0055 

7.08 

80 

72.92 

10.00 

7.29 

0.0020 

0.0004 

9.68 

70 

60.32 

2.00 

1.21 

0.0015 

0.0005 

9.24 

70 

60.76 

2.00 

1.22 

0.0015 

0.0030 

7.05 

70 

62.95 

2.00 

1.26 

0.0015 

0.0078 

8.36 

70 

61.64 

2.00 

1.23 

0.0015 

0.0140 

8.35 

70 

61.65 

2.00 

1.23 

0.0015 

0.0097 

49.36 

80 

30.64 

10.00 

3.06 

0.0020 

0.0160 

9.34 

80 

70.66 

10.00 

7.07 

0.0020 

0.0191 

9.34 

70 

60.66 

2.00 

1.21 

0.0015 

0.0012 

12.04 

70 

57.96 

2.00 

1.16 

0.0015 

0.0169 

8.43 

70 

61.57 

2.00 

1.23 

0.0015 

0.0188 

10.24 

70 

59.76 

2.00 

1.20 

0.0015 

0.0060 

10.92 

70 

59.08 

2.00 

1.18 

0.0015 

0.0094 

13.48 

80 

66.52 

10.00 

6.65 

0.0020 

0.1993 

11.51 

70 

58.49 

2.00 

1.17 

0.0015 

0.0039 

8.45 

70 

61.55 

2.00 

1.23 

0.0015 

0.0116 

7.52 

70 

62.48 

2.00 

1.25 

0.0015 

0.0069 

8.73 

70 

61.27 

2.00 

1.23 

0.0015 

0.0312 

12.45 

70 

57.55 

2.00 

1.15 

0.0015 

0.0138 

13.79 

80 

66.21 

10.00 

6.62 

0.0020 

0.0547 

7.15 

70 

62.85 

2.00 

1.26 

0.0015 

0.0024 

8.42 

80 

71.58 

10.00 

7.16 

0.0020 

0.0193 

10.72 

70 

59.28 

2.00 

1.19 

0.0015 

0.0120 

6.58 

80 

73.42 

10.00 

7.34 

0.0020 

0.0860 

7.20 

70 

62.80 

2.00 

1.26 

0.0015 

0.0139 

6.99 

70 

63.01 

2.00 

1.26 

0.0015 

0.0086 

10.76 

80 

69.24 

10.00 

6.92 

0.0020 

0.0402 

9.20 

70 

60.80 

2.00 

1.22 

0.0015 

0.0017 

8.85 

80 

71.15 

10.00 

7.11 

0.0020 

0.0798 

8.85 

70 

61.15 

2.00 

1.22 

0.0015 

0.0119 

9.23 

80 

70.77 

10.00 

7.08 

0.0020 

0.0588 

9.23 

70 

60.77 

2.00 

1.22 

0.0015 

0.0042 

8.08 

70 

61.92 

2.00 

1.24 

0.0015 

0.0127 

7.71 

70 

62.29 

2.00 

1.25 

0.0015 

0.0086 

12.38 

70 

57.62 

2.00 

1.15 

0.0015 

0.0022 

6.09 

80 

73.91 

10.00 

7.39 

0.0020 

0.0106 

9.45 

80 

70.55 

10.00 

7.06 

0.0020 

0.0694 

10.31 

70 

59.69 

2.00 

1.19 

0.0015 

0.0032 

10.92 

70 

59.08 

2.00 

1.18 

0.0015 

0.0033 
































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Nachna Khera 


Nadiya 


Narora 


Nayagaon 


Nidh 


Nukarra 


Ogar 


Pahari Veeran 


Pajantori 


Palakheri 


Patan 


Patara 


Pathari 


Pindasal 


Prot Pahari 


Pureni 


Raipur 


Rajpur 


Rampur Taleti 


Ranipura 


Ratatal 


Reejhol 


Renwaja 


Sahjanpur 


Sahrol Taleti 


Saloda 


Sandokara 


Sandri 


Sangawan 


Sangeshwar 


Sanwara 


Sar 


Sedon 


Semli Taleti 


Shahbad 


Shubh Dhara 


Sirsipura 


Suhan 


Suwans 


Tanda 


Tanda Ahiran 


Tanda Kachhiyan 


Telni 


Tentai 


Tigri 


Tilgawan 


Tiparka 


Uchawada 


Uncha Pathar 


Census Code 


0831000603917100 


0831000603931900 


0831000603921700 


0831000603920900 


0831000603916000 


0831000603936200 


0831000603925100 


0831000603936600 


0831000603923700 


0831000603925000 


0831000603921600 


0831000603923600 


0831000603922000 


0831000603919400 


0831000603917300 


0831000603936800 


0831000603922600 


0831000603916100 


0831000603931000 


0831000603915500 


0831000603918900 


0831000603923300 


0831000603924400 


0831000603926800 


0831000603916600 


0831000603920600 


0831000603937000 


0831000603923000 


0831000603921500 


0831000603929600 


0831000603923200 


0831000603920400 


0831000603922700 


0831000603930400 


0831000603919300 



Zone (Fresh 
/ Saline) 


0831000603916700 


0831000603923500 


0831000603935900 


0831000603919600 


0831000603922500 


0831000603925300 


0831000603936900 


0831000603915900 


0831000603930100 


0831000603937700 


0831000603926100 


0831000603936400 


0831000603917500 


0831000603924300 


4.02 Fresh 


11.10 Fresh 


2.21 Fresh 


2.78 Fresh 


0.76 Fresh 


2.98 Fresh 


18.49 Fresh 


3.55 Fresh 



8.73 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Bhander Sandstone 

Non-command 

Shale 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

30.20 

80 

49.80 

10.00 

4.98 

0.0020 

0.0391 

6.50 

80 

73.50 

10.00 

7.35 

0.0020 

0.0526 

8.41 

70 

61.59 

2.00 

1.23 

0.0015 

0.0037 

8.58 

70 

61.42 

2.00 

1.23 

0.0015 

0.0051 

31.68 

80 

48.32 

10.00 

4.83 

0.0020 

0.0074 

9.95 

80 

70.05 

10.00 

7.01 

0.0020 

0.0406 

9.95 

70 

60.05 

2.00 

1.20 

0.0015 

0.0002 

7.63 

70 

62.37 

2.00 

1.25 

0.0015 

0.0345 

10.50 

80 

69.50 

10.00 

6.95 

0.0020 

0.0220 

10.50 

70 

59.50 

2.00 

1.19 

0.0015 

0.0035 

11.62 

70 

58.38 

2.00 

1.17 

0.0015 

0.0041 

7.41 

70 

62.59 

2.00 

1.25 

0.0015 

0.0149 

8.40 

70 

61.60 

2.00 

1.23 

0.0015 

0.0067 

11.39 

70 

58.61 

2.00 

1.17 

0.0015 

0.0024 

8.46 

70 

61.54 

2.00 

1.23 

0.0015 

0.0079 

8.87 

70 

61.13 

2.00 

1.22 

0.0015 

0.0237 

66.19 

80 

13.81 

10.00 

1.38 

0.0020 

0.0031 

10.30 

70 

59.70 

2.00 

1.19 

0.0015 

0.0046 

9.93 

70 

60.07 

2.00 

1.20 

0.0015 

0.0036 

51.92 

80 

28.08 

10.00 

2.81 

0.0020 

0.0273 

9.78 

70 

60.22 

2.00 

1.20 

0.0015 

0.0069 

17.55 

80 

62.45 

10.00 

6.24 

0.0020 

0.0220 

13.94 

80 

66.06 

10.00 

6.61 

0.0020 

0.1062 

7.38 

70 

62.62 

2.00 

1.25 

0.0015 

0.0103 

7.36 

70 

62.64 

2.00 

1.25 

0.0015 

0.0013 

10.45 

70 

59.55 

2.00 

1.19 

0.0015 

0.0039 

11.45 

80 

68.55 

10.00 

6.86 

0.0020 

0.0070 

11.45 

70 

58.55 

2.00 

1.17 

0.0015 

0.0140 

10.24 

70 

59.76 

2.00 

1.20 

0.0015 

0.0029 

11.60 

70 

58.41 

2.00 

1.17 

0.0015 

0.0217 

7.63 

70 

62.37 

2.00 

1.25 

0.0015 

0.0090 

8.42 

70 

61.58 

2.00 

1.23 

0.0015 

0.0116 

9.83 

70 

60.17 

2.00 

1.20 

0.0015 

0.0057 

6.83 

70 

63.17 

2.00 

1.26 

0.0015 

0.0322 

11.35 

70 

58.65 

2.00 

1.17 

0.0015 

0.0053 

10.23 

70 

59.77 

2.00 

1.20 

0.0015 

0.0036 

9.20 

70 

60.80 

2.00 

1.22 

0.0015 

0.0058 

7.86 

80 

72.14 

10.00 

7.21 

0.0020 

0.0196 

7.86 

70 

62.14 

2.00 

1.24 

0.0015 

0.0093 

8.73 

80 

71.27 

10.00 

7.13 

0.0020 

0.0995 

8.73 

70 

61.27 

2.00 

1.23 

0.0015 

0.0018 

7.66 

70 

62.34 

2.00 

1.25 

0.0015 

0.0067 

11.37 

70 

58.63 

2.00 

1.17 

0.0015 

0.0049 

6.67 

80 

73.33 

10.00 

7.33 

0.0020 

0.0681 

9.51 

70 

60.49 

2.00 

1.21 

0.0015 

0.0097 

10.15 

70 

59.85 

2.00 

1.20 

0.0015 

0.0080 

7.27 

70 

62.73 

2.00 

1.25 

0.0015 

0.0091 

9.47 

70 

60.53 

2.00 

1.21 

0.0015 

0.0056 

21.20 

80 

58.80 

10.00 

5.88 

0.0020 

0.0742 

9.21 

70 

60.79 

2.00 

1.22 

0.0015 

0.0090 

12.09 

70 

57.91 

2.00 

1.16 

0.0015 

0.0027 

10.44 

70 

59.56 

2.00 

1.19 

0.0015 

0.0110 

9.65 

70 

60.35 

2.00 

1.21 

0.0015 

0.0068 

39.87 

80 

40.13 

10.00 

4.01 

0.0020 

0.0011 

7.58 

70 

62.42 

2.00 

1.25 

0.0015 

0.0075 






























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village Name 

Census Code 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 


Vajarkha 

0831000603922100 

1.98 

Fresh 

Non-command 

Shale 


Vijaipur 

0831000603931300 

1.27 

Fresh 

Non-command 

Shale 


Vyas Kheri 

0831000603931500 

1.92 

Fresh 

Non-command 

Shale 


Sub Basin: Mej 


Anwa 

0822000602667600 

26.15 

Fresh 

Non-command 

Phyllite & Schist 

Baori Khera 

0823000102699700 

3.22 

Fresh 

Non-command 

Phyllite & Schist 

Basni 

0823000102696600 

4.30 

Fresh 

Non-command 

Phyllite & Schist 

Batwari 

0823000102697200 

2.68 

Fresh 

Non-command 

Phyllite & Schist 

Beel Ka Khera 

0823000102696900 

1.90 

Fresh 

Non-command 

Phyllite & Schist 

Benpa 

0822000602668100 

9.90 

Fresh 

Non-command 

Phyllite & Schist 

Bhunwar 

0824001002908100 

7.32 

Fresh 

Non-command 

Phyllite & Schist 

Bisanpura 

0822000602667800 

9.16 

Fresh 

Non-command 

Phyllite & Schist 

Brahmanon KiJhopariyan 

0823000102701000 

4.36 

Fresh 

Non-command 

Phyllite & Schist 

Chakanandpura 

0822000602669200 

1.80 

Fresh 

Non-command 

Phyllite & Schist 

Chandadand 

0824001002907500 

1.84 

Fresh 

Non-command 

Phyllite & Schist 

Chandli 

0822000602664700 

28.09 

Fresh 

Non-command 

Phyllite & Schist 

Chhaga Ka Jhoonpara 

0824001002908300 

2.70 

Fresh 

Non-command 

Phyllite & Schist 

Deva Ka Khera 

0823000102696700 

2.88 

Fresh 

Non-command 

Phyllite & Schist 

Dhandhola 

0824001002908600 

11.32 

Fresh 

Non-command 

Phyllite & Schist 

Dhardhari 

0823000102698100 

11.28 

Fresh 

Non-command 

Phyllite & Schist 

Dharola 

0822000602668800 

11.24 

Fresh 

Non-command 

Phyllite & Schist 

Dheekla 

0822000602669100 

3.87 

Fresh 

Non-command 

Phyllite & Schist 

Durgapura 

0823000102697800 

8.23 

Fresh 

Non-command 

Phyllite & Schist 

Gadoli 

0824001002906900 

5.68 

Fresh 

Non-command 

Phyllite & Schist 

Ganeshganj 

0823000102699500 

11.69 

Fresh 

Non-command 

Phyllite & Schist 

Gopalpura 

0822000602668000 

5.85 

Fresh 

Non-command 

Phyllite & Schist 

Goram Garh 

0824001002907100 

2.42 

Fresh 

Non-command 

Phyllite & Schist 

Gulabpura 

0822000602669400 

0.83 

Fresh 

Non-command 

Phyllite & Schist 

Huwalya 

0823000102697500 

4.38 

Fresh 

Non-command 

Phyllite & Schist 

Intunda 

0824001002907600 

13.20 

Fresh 

Non-command 

Phyllite & Schist 

Kabri 

0823000102699800 

3.95 

Fresh 

Non-command 

Phyllite & Schist 

Kachhola 

0823000102699600 

10.14 

Fresh 

Non-command 

Phyllite & Schist 

Kala Mai 

0823000102697100 

2.25 

Fresh 

Non-command 

Phyllite & Schist 

Kalyanpura 

0822000602667700 

1.29 

Fresh 

Non-command 

Phyllite & Schist 

Kanwarpura 

0822000602664900 

7.25 

Fresh 

Non-command 

Phyllite & Schist 

Khawaspura 

0822000602669000 

3.40 

Fresh 

Non-command 

Phyllite & Schist 

Kishanganj 

0823000102699900 

3.71 

Fresh 

Non-command 

Phyllite & Schist 

Laxmipura 

0822000602668500 

2.37 

Fresh 

Non-command 

Phyllite & Schist 

Luhari Kalan 

0824001002908200 

16.89 

Fresh 

Non-command 

Phyllite & Schist 

Luhari Khurd 

0824001002907300 

6.50 

Fresh 

Non-command 

Phyllite & Schist 

Lunda Ka Jhoonpara 

0824001002908400 

1.95 

Fresh 

Non-command 

Phyllite & Schist 

Maliyon Ki Jhoonpariyan 

0823000102697400 

6.23 

Fresh 

Non-command 

Phyllite & Schist 

Manohargarh 

0824001002907400 

4.29 

Fresh 

Non-command 

Phyllite & Schist 

Mendi 

0823000102699400 

2.62 

Fresh 

Non-command 

Phyllite & Schist 

Nayagaon 

0822000602667900 

10.13 

Fresh 

Non-command 

Phyllite & Schist 

Odhandha 

0823000102697700 

9.80 

Fresh 

Non-command 

Phyllite & Schist 

Pagara 

0823000102697600 

14.77 

Fresh 

Non-command 

Phyllite & Schist 

Paprala 

0823000102696800 

1.93 

Fresh 

Non-command 

Phyllite & Schist 

Pech Ki Baori 

0823000102697000 

4.27 

Fresh 

Non-command 

Phyllite & Schist 

Peepalwasa 

0823000102698500 

5.94 

Fresh 

Non-command 

Phyllite & Schist 

Rajendrapura 

0822000602669500 

0.76 

Fresh 

Non-command 

Phyllite & Schist 

Rajkot 

0822000602668300 

11.24 

Fresh 

Non-command 

Phyllite & Schist 

Rajnagar 

0822000602668400 

1.98 

Fresh 

Non-command 

Phyllite & Schist 

Rampura 

0822000602669300 

4.84 

Fresh 

Non-command 

Phyllite & Schist 

Roneeja 

0823000102698000 

13.82 

Fresh 

Command 

Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

8.41 

70 

61.59 

2.00 

1.23 

0.0015 

0.0034 

9.16 

70 

60.84 

2.00 

1.22 

0.0015 

0.0023 

9.30 

70 

60.70 

2.00 

1.21 

0.0015 

0.0035 


23.89 

13.10 

90 

76.90 

5.00 

3.84 

0.0015 

0.1378 

0.25 

25.31 

80 

54.69 

5.00 

2.73 

0.0015 

0.0010 

4.30 

22.45 

80 

57.55 

5.00 

2.88 

0.0015 

0.0186 

2.68 

25.81 

80 

54.19 

5.00 

2.71 

0.0015 

0.0109 

1.85 

21.67 

80 

58.33 

5.00 

2.92 

0.0015 

0.0081 

9.90 

20.67 

90 

69.33 

5.00 

3.47 

0.0015 

0.0515 

0.12 

13.95 

120 

106.05 

4.00 

4.24 

0.0018 

0.0009 

8.66 

14.32 

90 

75.68 

5.00 

3.78 

0.0015 

0.0491 

0.16 

18.39 

80 

61.61 

5.00 

3.08 

0.0015 

0.0008 

0.68 

13.24 

90 

76.76 

5.00 

3.84 

0.0015 

0.0039 

1.84 

21.60 

120 

98.40 

4.00 

3.94 

0.0018 

0.0130 

5.02 

17.05 

90 

72.95 

5.00 

3.65 

0.0015 

0.0275 

2.47 

15.16 

120 

104.84 

4.00 

4.19 

0.0018 

0.0187 

2.88 

24.43 

80 

55.57 

5.00 

2.78 

0.0015 

0.0120 

0.05 

15.48 

120 

104.52 

4.00 

4.18 

0.0018 

0.0004 

3.48 

13.91 

80 

66.09 

5.00 

3.30 

0.0015 

0.0172 

8.79 

13.57 

90 

76.43 

5.00 

3.82 

0.0015 

0.0504 

0.00 

13.28 

90 

76.72 

5.00 

3.84 

0.0015 

0.0000 

1.84 

19.18 

80 

60.82 

5.00 

3.04 

0.0015 

0.0084 

1.47 

13.55 

120 

106.45 

4.00 

4.26 

0.0018 

0.0113 

0.03 

22.63 

80 

57.37 

5.00 

2.87 

0.0015 

0.0001 

5.85 

20.52 

90 

69.48 

5.00 

3.47 

0.0015 

0.0305 

1.11 

14.48 

120 

105.52 

4.00 

4.22 

0.0018 

0.0085 

0.82 

13.17 

90 

76.83 

5.00 

3.84 

0.0015 

0.0048 

4.38 

22.38 

80 

57.62 

5.00 

2.88 

0.0015 

0.0189 

12.57 

17.88 

120 

102.12 

4.00 

4.08 

0.0018 

0.0925 

3.95 

26.25 

80 

53.75 

5.00 

2.69 

0.0015 

0.0159 

3.50 

24.71 

80 

55.29 

5.00 

2.76 

0.0015 

0.0145 

2.25 

25.89 

80 

54.11 

5.00 

2.71 

0.0015 

0.0091 

1.29 

13.50 

90 

76.50 

5.00 

3.82 

0.0015 

0.0074 

0.00 

12.60 

90 

77.40 

5.00 

3.87 

0.0015 

0.0000 

2.31 

13.25 

90 

76.75 

5.00 

3.84 

0.0015 

0.0133 

3.71 

26.84 

80 

53.16 

5.00 

2.66 

0.0015 

0.0148 

2.37 

18.01 

90 

72.00 

5.00 

3.60 

0.0015 

0.0128 

15.89 

16.71 

120 

103.29 

4.00 

4.13 

0.0018 

0.1181 

6.50 

22.13 

120 

97.87 

4.00 

3.91 

0.0018 

0.0458 

1.95 

20.16 

120 

99.84 

4.00 

3.99 

0.0018 

0.0140 

6.23 

24.16 

80 

55.84 

5.00 

2.79 

0.0015 

0.0261 

4.29 

22.81 

120 

97.19 

4.00 

3.89 

0.0018 

0.0300 

0.01 

21.23 

80 

58.77 

5.00 

2.94 

0.0015 

0.0000 

10.13 

16.56 

90 

73.44 

5.00 

3.67 

0.0015 

0.0558 

9.37 

22.19 

80 

57.81 

5.00 

2.89 

0.0015 

0.0406 

14.77 

25.19 

80 

54.81 

5.00 

2.74 

0.0015 

0.0607 

1.93 

24.36 

80 

55.64 

5.00 

2.78 

0.0015 

0.0080 

4.27 

24.32 

80 

55.68 

5.00 

2.78 

0.0015 

0.0178 

0.54 

16.61 

80 

63.39 

5.00 

3.17 

0.0015 

0.0026 

0.44 

13.12 

90 

76.88 

5.00 

3.84 

0.0015 

0.0025 

11.24 

16.16 

90 

73.84 

5.00 

3.69 

0.0015 

0.0622 

1.98 

17.43 

90 

72.57 

5.00 

3.63 

0.0015 

0.0108 

1.41 

13.20 

90 

76.80 

5.00 

3.84 

0.0015 

0.0081 

0.02 

15.15 

80 

64.85 

5.00 

3.24 

0.0015 

0.0001 









































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 


Census Code 



Sangramganj 


Sanwatgarh 


Sardarpura 


Sitapura 


Sujanpura 


Swaroop Ganh 


Teekar 


Toda Ka Gothra 


Tonkra 


Uda Ka Khera 


Umar 


Balola 


Baori Khera 


Bargaon 


Baroli 


Bhawanipura 


Bisdhari 


Brahmanon Ka Luhariya 



0823000102700000 


0822000602669600 


0822000602663000 


0822000602668900 


0822000602668700 


0822000602668200 


0823000102700200 


0824001002906000 


0822000602668600 


0823000102700700 


0824001002907700 


0823000102697300 


0822000602667600 


0822000602672100 


0823000102710600 


0823000102704000 


0823000102699700 


0823000102711400 


0822000602671900 


0823000102698900 


0823000102711500 


0823000102698400 



Chakanandpura 


Chhabariyon Ka Naya Gaon 


0822000602669200 


0823000102698300 


Dhardhari 


Dharola 


Dheekla 


Durgapura 


Ganeshganj 


Goojarya Khera 


Gothra 


0823000102698100 


0822000602668800 


0822000602669100 


0823000102697800 


0823000102699500 


0823000202724100 


0823000102697900 


Harmali Ka Khera 


Jajawar 


Kachhola 


Kachnariya 


Kanwara 


Khawaspura 


Kothi 


Kumharla 


Mendi 


Nimod 


0823000102710900 


0823000202717700 


0823000102699600 


0823000102699300 


0822000602671800 


0822000602669000 


0823000102711100 


0823000102698200 


0823000102699400 


0823000102711300 


Odhandha 


Peepalwasa 


0823000102697700 


0823000102698500 


Rampura 


Ranipura 


0822000602669300 


0823000102710700 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Command 


Command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Command 

Fresh 

Command 


Non-command 

Fresh 

Non-command 

Fresh 

Command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Command 

Fresh 

Command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Command 


Command 


Non-command 

Fresh 

Non-command 

Fresh 

Command 


Non-command 

Fresh 

Non-command 

Fresh 

Command 


Command 


Hydrogeological Unit 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

15.15 

80 

64.85 

5.00 

3.24 

0.0015 

0.0235 

25.98 

80 

54.02 

5.00 

2.70 

0.0015 

0.0099 

13.05 

90 

76.95 

5.00 

3.85 

0.0015 

0.0001 

18.00 

90 

72.00 

5.00 

3.60 

0.0015 

0.0221 

13.85 

90 

76.15 

5.00 

3.81 

0.0015 

0.0555 

14.48 

90 

75.52 

5.00 

3.78 

0.0015 

0.0475 

19.43 

90 

70.57 

5.00 

3.53 

0.0015 

0.0326 

24.97 

80 

55.03 

5.00 

2.75 

0.0015 

0.0028 

21.03 

120 

98.97 

4.00 

3.96 

0.0018 

0.0205 

16.51 

90 

73.49 

5.00 

3.67 

0.0015 

0.0424 

21.74 

80 

58.26 

5.00 

2.91 

0.0015 

0.0054 

16.20 

120 

103.80 

4.00 

4.15 

0.0018 

0.0023 

25.86 

80 

54.14 

5.00 

2.71 

0.0015 

0.0403 

13.10 

90 

76.90 

5.00 

3.84 

0.0015 

0.0000 

16.53 

90 

73.47 

5.00 

3.67 

0.0015 

0.0101 

16.61 

80 

63.39 

5.00 

3.17 

0.0015 

0.0461 

16.61 

80 

63.39 

5.00 

3.17 

0.0015 

0.0098 

16.61 

80 

63.39 

5.00 

3.17 

0.0015 

0.0019 

23.70 

80 

56.30 

5.00 

2.82 

0.0015 

0.0019 

25.31 

80 

54.69 

5.00 

2.73 

0.0015 

0.0018 

15.74 

80 

64.26 

5.00 

3.21 

0.0015 

0.0053 

13.69 

90 

76.31 

5.00 

3.82 

0.0015 

0.0404 

17.89 

80 

62.11 

5.00 

3.11 

0.0015 

0.0007 

17.53 

80 

62.47 

5.00 

3.12 

0.0015 

0.0000 

15.65 

80 

64.35 

5.00 

3.22 

0.0015 

0.0066 

15.65 

80 

64.35 

5.00 

3.22 

0.0015 

0.0234 

13.24 

90 

76.76 

5.00 

3.84 

0.0015 

0.0065 

16.04 

80 

63.96 

5.00 

3.20 

0.0015 

0.0171 

16.04 

80 

63.96 

5.00 

3.20 

0.0015 

0.0295 

13.91 

80 

66.09 

5.00 

3.30 

0.0015 

0.0387 

13.57 

90 

76.43 

5.00 

3.82 

0.0015 

0.0141 

13.28 

90 

76.72 

5.00 

3.84 

0.0015 

0.0222 

19.18 

80 

60.82 

5.00 

3.04 

0.0015 

0.0292 

22.63 

80 

57.37 

5.00 

2.87 

0.0015 

0.0457 

17.04 

90 

72.96 

5.00 

3.65 

0.0015 

0.0009 

18.43 

80 

61.57 

5.00 

3.08 

0.0015 

0.0049 

18.43 

80 

61.57 

5.00 

3.08 

0.0015 

0.0244 

16.28 

80 

63.72 

5.00 

3.19 

0.0015 

0.0016 

15.12 

90 

74.88 

5.00 

3.74 

0.0015 

0.0167 

24.71 

80 

55.29 

5.00 

2.76 

0.0015 

0.0274 

20.40 

80 

59.60 

5.00 

2.98 

0.0015 

0.0051 

13.22 

90 

76.78 

5.00 

3.84 

0.0015 

0.1019 

13.25 

90 

76.75 

5.00 

3.84 

0.0015 

0.0063 

16.48 

80 

63.52 

5.00 

3.18 

0.0015 

0.0021 

15.30 

80 

64.70 

5.00 

3.23 

0.0015 

0.0207 

21.23 

80 

58.77 

5.00 

2.94 

0.0015 

0.0115 

16.54 

80 

63.46 

5.00 

3.17 

0.0015 

0.0235 

16.54 

80 

63.46 

5.00 

3.17 

0.0015 

0.0116 

16.54 

80 

63.46 

5.00 

3.17 

0.0015 

0.0075 

22.19 

80 

57.81 

5.00 

2.89 

0.0015 

0.0019 

16.61 

80 

63.39 

5.00 

3.17 

0.0015 

0.0104 

16.61 

80 

63.39 

5.00 

3.17 

0.0015 

0.0153 

13.20 

90 

76.80 

5.00 

3.84 

0.0015 

0.0096 

16.55 

80 

63.45 

5.00 

3.17 

0.0015 

0.0107 

16.55 

80 

63.45 

5.00 

3.17 

0.0015 

0.0011 















































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Limestone 


Older Alluvium 


Limestone 


Limestone 


Bhander Sandstone 


Limestone 


Limestone 


Older Alluvium 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Limestone 


Limestone 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Limestone 


Older Alluvium 


Limestone 


Older Alluvium 


Limestone 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

16.55 

80 

63.45 

5.00 

3.17 

0.0015 

0.0024 

17.04 

80 

62.96 

5.00 

3.15 

0.0015 

0.0217 

17.04 

80 

62.96 

5.00 

3.15 

0.0015 

0.0004 

17.04 

80 

62.96 

5.00 

3.15 

0.0015 

0.0292 

16.49 

80 

63.51 

5.00 

3.18 

0.0015 

0.0263 

16.49 

80 

63.51 

5.00 

3.18 

0.0015 

0.0009 

15.15 

80 

64.85 

5.00 

3.24 

0.0015 

0.0079 

15.15 

80 

64.85 

5.00 

3.24 

0.0015 

0.0357 

17.48 

90 

72.52 

5.00 

3.63 

0.0015 

0.0035 

17.48 

90 

72.52 

5.00 

3.63 

0.0015 

0.0005 

17.48 

90 

72.52 

5.00 

3.63 

0.0015 

0.0005 

15.19 

90 

74.81 

5.00 

3.74 

0.0015 

0.0075 

16.48 

80 

63.52 

5.00 

3.18 

0.0015 

0.0196 

16.48 

80 

63.52 

5.00 

3.18 

0.0015 

0.0118 

16.48 

80 

63.52 

5.00 

3.18 

0.0015 

0.0005 

16.83 

80 

63.17 

5.00 

3.16 

0.0015 

0.0190 

16.83 

80 

63.17 

5.00 

3.16 

0.0015 

0.0008 

20.39 

80 

59.61 

5.00 

2.98 

0.0015 

0.0001 

13.61 

90 

76.39 

5.00 

3.82 

0.0015 

0.0302 

16.05 

90 

73.95 

5.00 

3.70 

0.0015 

0.0131 

13.41 

90 

76.59 

5.00 

3.83 

0.0015 

0.0092 

14.27 

90 

75.73 

5.00 

3.79 

0.0015 

0.0051 

16.51 

90 

73.49 

5.00 

3.67 

0.0015 

0.0001 

18.36 

90 

71.64 

12.00 

8.60 

0.0020 

0.0018 

18.36 

90 

71.64 

20.00 

14.33 

0.0100 

0.9560 

11.95 

90 

78.05 

12.00 

9.37 

0.0020 

0.0448 

11.95 

90 

78.05 

12.00 

9.37 

0.0020 

0.0176 

13.38 

90 

76.62 

10.00 

7.66 

0.0020 

0.0770 

13.38 

80 

66.62 

12.00 

7.99 

0.0020 

0.0406 

10.21 

90 

79.79 

12.00 

9.57 

0.0020 

0.0921 

10.21 

90 

79.79 

20.00 

15.96 

0.0100 

0.1581 

11.51 

90 

78.49 

12.00 

9.42 

0.0020 

0.0562 

8.12 

90 

81.88 

10.00 

8.19 

0.0020 

0.0347 

8.12 

90 

81.88 

12.00 

9.83 

0.0020 

0.0000 

8.12 

90 

81.88 

10.00 

8.19 

0.0020 

0.0207 

8.12 

90 

81.88 

12.00 

9.83 

0.0020 

0.0588 

8.12 

90 

81.88 

10.00 

8.19 

0.0020 

0.0012 

8.12 

90 

81.88 

12.00 

9.83 

0.0020 

0.0000 

8.18 

160 

151.82 

6.00 

9.11 

0.0010 

0.0005 

13.35 

90 

76.65 

10.00 

7.67 

0.0020 

0.0340 

10.05 

160 

149.95 

6.00 

9.00 

0.0010 

0.0001 

10.06 

90 

79.94 

10.00 

7.99 

0.0020 

0.0173 

13.19 

90 

76.81 

12.00 

9.22 

0.0020 

0.0147 

13.19 

90 

76.81 

12.00 

9.22 

0.0020 

0.0527 

13.19 

90 

76.81 

12.00 

9.22 

0.0020 

0.0011 

10.81 

90 

79.19 

10.00 

7.92 

0.0020 

0.0750 

9.03 

90 

80.97 

20.00 

16.19 

0.0100 

1.5011 

8.08 

90 

81.92 

20.00 

16.38 

0.0100 

1.6858 

12.97 

90 

77.03 

12.00 

9.24 

0.0020 

0.1426 

7.77 

90 

82.23 

20.00 

16.45 

0.0100 

1.6863 

11.06 

90 

78.94 

12.00 

9.47 

0.0020 

0.0036 

11.06 

90 

78.94 

20.00 

15.79 

0.0100 

0.5821 

12.95 

90 

77.05 

12.00 

9.25 

0.0020 

0.0595 

10.11 

90 

79.89 

20.00 

15.98 

0.0100 

1.0426 

17.20 

90 

72.80 

20.00 

14.56 

0.0100 

0.5549 





























































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Limestone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Limestone 


Limestone 


Limestone 


Bhander Sandstone 


Limestone 


Older Alluvium 


Limestone 


Limestone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Limestone 


Limestone 


Limestone 


Limestone 


Limestone 


Limestone 


Bhander Sandstone 


Older Alluvium 


Limestone 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Older Alluvium 


Limestone 


Bhander Sandstone 


Limestone 


Limestone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Older Alluvium 


Limestone 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.96 

90 

78.04 

12.00 

9.37 

0.0020 

0.0035 

11.96 

90 

78.04 

12.00 

9.37 

0.0020 

0.0371 

7.96 

90 

82.04 

10.00 

8.20 

0.0020 

0.0209 

7.96 

90 

82.04 

10.00 

8.20 

0.0020 

0.0124 

13.36 

90 

76.64 

20.00 

15.33 

0.0100 

0.6625 

10.19 

90 

79.81 

12.00 

9.58 

0.0020 

0.0456 

17.33 

90 

72.67 

12.00 

8.72 

0.0020 

0.0255 

17.33 

90 

72.67 

12.00 

8.72 

0.0020 

0.0065 

13.86 

90 

76.14 

10.00 

7.61 

0.0020 

0.0208 

13.86 

90 

76.14 

12.00 

9.14 

0.0020 

0.0269 

13.86 

90 

76.14 

20.00 

15.23 

0.0100 

0.0012 

13.86 

90 

76.14 

12.00 

9.14 

0.0020 

0.0023 

11.83 

90 

78.17 

12.00 

9.38 

0.0020 

0.0792 

11.83 

90 

78.17 

20.00 

15.63 

0.0100 

0.7014 

6.55 

90 

83.45 

20.00 

16.69 

0.0100 

0.4182 

5.06 

90 

84.94 

20.00 

16.99 

0.0100 

0.3340 

15.06 

160 

144.94 

6.00 

8.70 

0.0010 

0.0164 

9.33 

90 

80.67 

20.00 

16.13 

0.0100 

0.5902 

11.25 

90 

78.75 

10.00 

7.88 

0.0020 

0.0318 

14.39 

90 

75.61 

10.00 

7.56 

0.0020 

0.0015 

14.39 

90 

75.61 

12.00 

9.07 

0.0020 

0.0452 

14.39 

90 

75.61 

12.00 

9.07 

0.0020 

0.0113 

14.39 

90 

75.61 

12.00 

9.07 

0.0020 

0.0006 

9.46 

90 

80.54 

12.00 

9.67 

0.0020 

0.0452 

11.90 

90 

78.10 

12.00 

9.37 

0.0020 

0.2551 

12.51 

90 

77.49 

12.00 

9.30 

0.0020 

0.0520 

12.51 

90 

77.49 

12.00 

9.30 

0.0020 

0.0188 

11.50 

90 

78.50 

10.00 

7.85 

0.0020 

0.0010 

10.64 

90 

79.36 

20.00 

15.87 

0.0100 

0.8232 

12.19 

90 

77.81 

12.00 

9.34 

0.0020 

0.0399 

11.27 

90 

78.73 

20.00 

15.75 

0.0100 

0.8758 

7.77 

90 

82.23 

10.00 

8.22 

0.0020 

0.0021 

7.77 

90 

82.23 

10.00 

8.22 

0.0020 

0.0121 

7.77 

90 

82.23 

12.00 

9.87 

0.0020 

0.0116 

7.77 

90 

82.23 

10.00 

8.22 

0.0020 

0.0003 

11.17 

160 

148.83 

6.00 

8.93 

0.0010 

0.0028 

8.65 

160 

151.35 

6.00 

9.08 

0.0010 

0.0000 

14.32 

90 

75.68 

12.00 

9.08 

0.0020 

0.0095 

14.32 

90 

75.68 

20.00 

15.14 

0.0100 

0.1125 

14.32 

90 

75.68 

12.00 

9.08 

0.0020 

0.0000 

11.31 

90 

78.70 

10.00 

7.87 

0.0020 

0.0322 

12.76 

90 

77.24 

12.00 

9.27 

0.0020 

0.0793 

12.97 

90 

77.03 

12.00 

9.24 

0.0020 

0.0348 

9.73 

90 

80.27 

12.00 

9.63 

0.0020 

0.0732 

7.95 

90 

82.05 

10.00 

8.21 

0.0020 

0.0140 

7.95 

90 

82.05 

10.00 

8.21 

0.0020 

0.0195 

7.95 

90 

82.05 

12.00 

9.85 

0.0020 

0.0227 

7.95 

90 

82.05 

10.00 

8.21 

0.0020 

0.0026 

6.05 

90 

83.95 

10.00 

8.39 

0.0020 

0.0183 

6.05 

90 

83.95 

10.00 

8.39 

0.0020 

0.0189 

6.05 

90 

83.95 

12.00 

10.07 

0.0020 

0.0167 

6.05 

90 

83.95 

10.00 

8.39 

0.0020 

0.0006 

6.23 

90 

83.77 

20.00 

16.75 

0.0100 

0.4062 

12.98 

90 

77.02 

12.00 

9.24 

0.0020 

0.0392 

7.40 

90 

82.60 

20.00 

16.52 

0.0100 

0.4194 

























































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Limestone 


Limestone 


Limestone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Older Alluvium 


Bhander Sandstone 


Limestone 


Limestone 


Bhander Sandstone 


Limestone 


Older Alluvium 


Limestone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Limestone 


Older Alluvium 


Older Alluvium 


Limestone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Limestone 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.90 

90 

77.10 

10.00 

7.71 

0.0020 

0.0001 

12.90 

90 

77.10 

10.00 

7.71 

0.0020 

0.0125 

12.90 

90 

77.10 

12.00 

9.25 

0.0020 

0.0027 

12.93 

90 

77.07 

12.00 

9.25 

0.0020 

0.0194 

12.93 

90 

77.07 

12.00 

9.25 

0.0020 

0.0230 

12.93 

90 

77.07 

12.00 

9.25 

0.0020 

0.0017 

5.27 

90 

84.73 

20.00 

16.95 

0.0100 

0.9108 

5.94 

160 

154.06 

6.00 

9.24 

0.0010 

0.0000 

7.96 

90 

82.04 

20.00 

16.41 

0.0100 

0.1599 

11.25 

90 

78.75 

10.00 

7.87 

0.0020 

0.0013 

6.22 

90 

83.78 

20.00 

16.76 

0.0100 

1.5156 

9.30 

160 

150.70 

6.00 

9.04 

0.0010 

0.0251 

17.38 

90 

72.62 

10.00 

7.26 

0.0020 

0.0028 

17.38 

90 

72.62 

20.00 

14.52 

0.0100 

0.5315 

16.96 

160 

143.04 

6.00 

8.58 

0.0010 

0.0142 

12.63 

90 

77.37 

10.00 

7.74 

0.0020 

0.0212 

12.63 

90 

77.37 

10.00 

7.74 

0.0020 

0.0025 

9.80 

160 

150.20 

6.00 

9.01 

0.0010 

0.0768 

11.11 

160 

148.89 

6.00 

8.93 

0.0010 

0.0959 

15.84 

90 

74.16 

20.00 

14.83 

0.0100 

0.4432 

11.26 

90 

78.74 

10.00 

7.87 

0.0020 

0.0001 

11.26 

90 

78.74 

12.00 

9.45 

0.0020 

0.0793 

11.26 

90 

78.74 

10.00 

7.87 

0.0020 

0.0074 

11.26 

90 

78.74 

12.00 

9.45 

0.0020 

0.0247 

6.73 

90 

83.27 

20.00 

16.65 

0.0100 

0.7747 

7.50 

90 

82.50 

10.00 

8.25 

0.0020 

0.0216 

12.04 

90 

77.96 

12.00 

9.35 

0.0020 

0.0377 

12.04 

90 

77.96 

12.00 

9.35 

0.0020 

0.5744 

14.09 

90 

75.91 

10.00 

7.59 

0.0020 

0.0131 

14.09 

90 

75.91 

12.00 

9.11 

0.0020 

0.0043 

12.57 

90 

77.43 

20.00 

15.49 

0.0100 

0.1429 

10.54 

90 

79.46 

12.00 

9.54 

0.0020 

0.0048 

10.54 

90 

79.46 

20.00 

15.89 

0.0100 

0.0473 

10.10 

90 

79.90 

10.00 

7.99 

0.0020 

0.0272 

8.00 

90 

82.00 

20.00 

16.40 

0.0100 

0.3624 

10.55 

160 

149.45 

6.00 

8.97 

0.0010 

0.0001 

9.44 

90 

80.56 

12.00 

9.67 

0.0020 

0.0220 

5.39 

90 

84.61 

20.00 

16.92 

0.0100 

1.1042 

7.32 

90 

82.68 

20.00 

16.54 

0.0100 

0.6571 

14.57 

90 

75.43 

12.00 

9.05 

0.0020 

0.0023 

14.57 

90 

75.43 

20.00 

15.09 

0.0100 

0.1074 

13.22 

90 

76.78 

20.00 

15.36 

0.0100 

0.5130 

3.98 

90 

86.02 

20.00 

17.20 

0.0100 

2.1319 

6.00 

90 

84.00 

20.00 

16.80 

0.0100 

1.0798 

9.34 

90 

80.66 

20.00 

16.13 

0.0100 

0.8490 

5.16 

90 

84.84 

20.00 

16.97 

0.0100 

1.1103 

6.90 

90 

83.10 

10.00 

8.31 

0.0020 

0.0059 

15.04 

90 

74.96 

20.00 

14.99 

0.0100 

0.6407 

13.24 

90 

76.76 

10.00 

7.68 

0.0020 

0.0123 

13.24 

80 

66.76 

12.00 

8.01 

0.0020 

0.0114 

12.19 

90 

77.81 

10.00 

7.78 

0.0020 

0.0105 

13.01 

90 

76.99 

12.00 

9.24 

0.0020 

0.0296 

13.27 

90 

76.73 

12.00 

9.21 

0.0020 

0.0656 

16.09 

90 

73.91 

20.00 

14.78 

0.0100 

0.3774 

13.09 

90 

76.91 

20.00 

15.38 

0.0100 

1.5155 


























































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Limestone 


Bhander Sandstone 


Limestone 


Limestone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Older Alluvium 


Limestone 


Limestone 


Limestone 


Bhander Sandstone 


Older Alluvium 


Limestone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Older Alluvium 


Limestone 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

18.13 

90 

71.87 

20.00 

14.37 

0.0100 

0.9458 

6.56 

90 

83.44 

10.00 

8.34 

0.0020 

0.0494 

9.40 

160 

150.60 

6.00 

9.04 

0.0010 

0.0120 

10.90 

160 

149.10 

6.00 

8.95 

0.0010 

0.0214 

17.84 

100 

82.16 

20.00 

16.43 

0.0150 

0.2657 

8.76 

90 

81.24 

10.00 

8.12 

0.0020 

0.0003 

11.60 

90 

78.40 

10.00 

7.84 

0.0020 

0.0068 

11.60 

90 

78.40 

12.00 

9.41 

0.0020 

0.0120 

11.60 

90 

78.40 

10.00 

7.84 

0.0020 

0.0077 

11.60 

90 

78.40 

12.00 

9.41 

0.0020 

0.0477 

11.60 

90 

78.40 

10.00 

7.84 

0.0020 

0.0009 

11.60 

90 

78.40 

12.00 

9.41 

0.0020 

0.0011 

11.62 

90 

78.38 

12.00 

9.41 

0.0020 

0.0345 

7.54 

90 

82.46 

10.00 

8.25 

0.0020 

0.0203 

10.14 

90 

79.86 

12.00 

9.58 

0.0020 

0.0730 

14.09 

90 

75.91 

12.00 

9.11 

0.0020 

0.0024 

14.09 

90 

75.91 

20.00 

15.18 

0.0100 

0.2925 

10.40 

90 

79.60 

10.00 

7.96 

0.0020 

0.0394 

7.04 

90 

82.96 

20.00 

16.59 

0.0100 

1.5213 

9.72 

160 

150.28 

6.00 

9.02 

0.0010 

0.0066 

7.39 

90 

82.61 

10.00 

8.26 

0.0020 

0.0486 

10.59 

90 

79.41 

12.00 

9.53 

0.0020 

0.0302 

7.34 

90 

82.66 

10.00 

8.27 

0.0020 

0.0385 

7.34 

90 

82.66 

10.00 

8.27 

0.0020 

0.0012 

7.34 

90 

82.66 

12.00 

9.92 

0.0020 

0.0000 

7.34 

90 

82.66 

10.00 

8.27 

0.0020 

0.0097 

7.66 

90 

82.34 

20.00 

16.47 

0.0100 

0.9963 

13.25 

90 

76.75 

12.00 

9.21 

0.0020 

0.0000 

13.25 

90 

76.75 

12.00 

9.21 

0.0020 

0.0321 

13.22 

90 

76.79 

12.00 

9.21 

0.0020 

0.0591 

9.87 

160 

150.13 

6.00 

9.01 

0.0010 

0.0174 

6.01 

90 

83.99 

20.00 

16.80 

0.0100 

0.3437 

13.30 

90 

76.70 

12.00 

9.20 

0.0020 

0.0097 

13.30 

90 

76.70 

12.00 

9.20 

0.0020 

0.0302 

10.99 

90 

79.01 

10.00 

7.90 

0.0020 

0.1639 

12.51 

90 

77.49 

10.00 

7.75 

0.0020 

0.0273 

12.51 

90 

77.49 

12.00 

9.30 

0.0020 

0.0214 

7.96 

100 

92.04 

10.00 

9.20 

0.0020 

0.0205 

7.96 

100 

92.04 

20.00 

18.41 

0.0150 

0.0887 

10.84 

90 

79.16 

12.00 

9.50 

0.0020 

0.0001 

10.84 

90 

79.16 

20.00 

15.83 

0.0100 

0.3479 

12.33 

90 

77.67 

20.00 

15.53 

0.0100 

0.3213 

10.54 

90 

79.46 

10.00 

7.95 

0.0020 

0.0596 

14.25 

90 

75.75 

10.00 

7.57 

0.0020 

0.0020 

14.25 

90 

75.75 

12.00 

9.09 

0.0020 

0.0340 

11.25 

90 

78.75 

10.00 

7.88 

0.0020 

0.0037 

11.25 

90 

78.75 

10.00 

7.88 

0.0020 

0.0269 

9.79 

160 

150.21 

6.00 

9.01 

0.0010 

0.0040 

6.96 

90 

83.04 

10.00 

8.30 

0.0020 

0.0273 

13.22 

90 

76.78 

12.00 

9.21 

0.0020 

0.0411 

7.53 

90 

82.47 

10.00 

8.25 

0.0020 

0.0260 

15.36 

100 

84.64 

10.00 

8.46 

0.0020 

0.0013 

15.36 

100 

84.64 

20.00 

16.93 

0.0150 

0.5260 

9.70 

160 

150.30 

6.00 

9.02 

0.0010 

0.0055 

15.24 

90 

74.76 

10.00 

7.48 

0.0020 

0.0212 









































































































































































































































































































































































































































































































































































































































































































































Jalera 

Jaloda _ 

Jalodi 

Jameetpura 
Jaoti Kalan 
Jaoti Khurd 
Jarkhoda 

Jawda 

Jharbala Pura 

Jhuwansa 
Kachhi Pura 
Kalighati 
Kalpuriya 
Kalyanpura 


0823000502760500 

0823000402752000 

0823000502772200 

0823000502772800 

0823000502775500 

0823000502761300 

0823000502764100 

0823000502767000 

0824001202945900 

0823000502761700 

0823000402747500 

0824001202953600 

0824001202955400 

0823000502758500 

0823000502770700 


4.40 

6.99 

3.63 

5.50 
3.16 
4.38 
2.02 
4.80 

3.86 

6.04 

5.36 

0.50 

0.28 

1.51 
3.73 



Non-command 

Fresh 

Command 

Fresh 

Command 

Fresh 

Command 

Fresh 

Command 

Fresh 

Command 

Fresh 

Command 

Fresh 

Command 

Fresh 

Command 


Command 

Fresh 

Non-command 

Fresh 

Command 


Non-command 

Fresh 

Command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Command 

Fresh 

Non-command 


Hydrogeological Unit 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Limestone 


Limestone 


Limestone 


Bhander Sandstone 


Limestone 


Older Alluvium 


Bhander Sandstone 


Limestone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Limestone 


Older Alluvium 


Limestone 


Limestone 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Limestone 


Limestone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Limestone 


Limestone 


Limestone 


Older Alluvium 


Bhander Sandstone 


Limestone 


Limestone 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

15.24 

90 

74.76 

20.00 

14.95 

0.0100 

0.0864 

15.24 

90 

74.76 

10.00 

7.48 

0.0020 

0.0156 

10.72 

160 

149.28 

6.00 

8.96 

0.0010 

0.0080 

6.33 

90 

83.67 

20.00 

16.73 

0.0100 

1.0586 

12.91 

90 

77.09 

12.00 

9.25 

0.0020 

0.0008 

11.02 

90 

78.98 

12.00 

9.48 

0.0020 

0.0680 

11.71 

90 

78.29 

12.00 

9.40 

0.0020 

0.2279 

11.71 

90 

78.29 

10.00 

7.83 

0.0020 

0.0764 

11.71 

90 

78.29 

12.00 

9.40 

0.0020 

0.1284 

7.03 

90 

82.97 

20.00 

16.59 

0.0100 

0.7147 

8.24 

90 

81.76 

10.00 

8.18 

0.0020 

0.0414 

12.98 

90 

77.02 

12.00 

9.24 

0.0020 

0.0910 

12.98 

90 

77.02 

20.00 

15.40 

0.0100 

0.1554 

5.09 

90 

84.91 

20.00 

16.98 

0.0100 

0.5253 

13.75 

90 

76.25 

20.00 

15.25 

0.0100 

0.5970 

10.65 

90 

79.35 

10.00 

7.93 

0.0020 

0.0194 

10.65 

90 

79.35 

10.00 

7.93 

0.0020 

0.0694 

12.86 

80 

67.14 

12.00 

8.06 

0.0020 

0.0075 

12.61 

90 

77.39 

12.00 

9.29 

0.0020 

0.0588 

5.59 

90 

84.41 

20.00 

16.88 

0.0100 

0.5062 

12.82 

90 

77.18 

12.00 

9.26 

0.0020 

0.0950 

12.84 

90 

77.16 

12.00 

9.26 

0.0020 

0.0243 

9.41 

90 

80.59 

10.00 

8.06 

0.0020 

0.0339 

5.98 

90 

84.02 

20.00 

16.80 

0.0100 

0.4422 

5.35 

90 

84.65 

20.00 

16.93 

0.0100 

0.5377 

9.62 

90 

80.38 

12.00 

9.65 

0.0020 

0.0299 

15.02 

90 

74.98 

12.00 

9.00 

0.0020 

0.0072 

15.02 

90 

74.98 

20.00 

15.00 

0.0100 

0.0209 

12.00 

90 

78.00 

20.00 

15.60 

0.0100 

1.5134 

5.59 

90 

84.41 

20.00 

16.88 

0.0100 

0.7963 

8.39 

90 

81.61 

10.00 

8.16 

0.0020 

0.0158 

8.39 

90 

81.61 

12.00 

9.79 

0.0020 

0.0003 

8.39 

90 

81.61 

10.00 

8.16 

0.0020 

0.0825 

8.39 

90 

81.61 

12.00 

9.79 

0.0020 

0.0004 

8.19 

90 

81.81 

10.00 

8.18 

0.0020 

0.0111 

8.19 

90 

81.81 

10.00 

8.18 

0.0020 

0.0090 

8.19 

90 

81.81 

12.00 

9.82 

0.0020 

0.0036 

8.19 

90 

81.81 

10.00 

8.18 

0.0020 

0.0011 

11.20 

90 

78.81 

20.00 

15.76 

0.0100 

0.6940 

6.94 

90 

83.06 

20.00 

16.61 

0.0100 

1.1608 

10.49 

90 

79.51 

20.00 

15.90 

0.0100 

0.5775 

11.10 

90 

78.90 

20.00 

15.78 

0.0100 

0.8686 

12.02 

90 

77.98 

20.00 

15.60 

0.0100 

0.4932 

12.98 

90 

77.02 

12.00 

9.24 

0.0020 

0.0809 

12.83 

90 

77.17 

12.00 

9.26 

0.0020 

0.0375 

10.46 

90 

79.54 

12.00 

9.55 

0.0020 

0.0801 

10.46 

90 

79.54 

20.00 

15.91 

0.0100 

0.0960 

9.70 

160 

150.30 

6.00 

9.02 

0.0010 

0.0348 

13.21 

90 

76.79 

12.00 

9.21 

0.0020 

0.0662 

13.21 

90 

76.79 

12.00 

9.21 

0.0020 

0.0339 

5.00 

90 

85.00 

20.00 

17.00 

0.0100 

0.9113 

10.19 

160 

149.81 

6.00 

8.99 

0.0010 

0.0045 

5.83 

160 

154.17 

6.00 

9.25 

0.0010 

0.0002 

11.13 

90 

78.87 

12.00 

9.46 

0.0020 

0.0286 

10.04 

90 

79.96 

10.00 

8.00 

0.0020 

0.0533 





















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Limestone 


Limestone 


Older Alluvium 


Limestone 


Older Alluvium 


Limestone 


Limestone 


Limestone 


Limestone 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Older Alluvium 


Limestone 


Limestone 


Limestone 


Limestone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Limestone 


Older Alluvium 


Limestone 


Limestone 


Limestone 


Bhander Sandstone 


Limestone 


Limestone 


Older Alluvium 


Bhander Sandstone 


Limestone 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Limestone 


Limestone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

10.17 

160 

149.83 

6.00 

8.99 

0.0010 

0.0092 

10.11 

160 

149.89 

6.00 

8.99 

0.0010 

0.0163 

6.30 

90 

83.70 

20.00 

16.74 

0.0100 

0.5124 

11.02 

90 

78.98 

20.00 

15.80 

0.0100 

0.1595 

4.07 

90 

85.93 

20.00 

17.19 

0.0100 

0.4055 

12.70 

90 

77.30 

12.00 

9.28 

0.0020 

0.1061 

10.19 

90 

79.81 

12.00 

9.58 

0.0020 

0.0225 

10.19 

90 

79.81 

20.00 

15.96 

0.0100 

0.3463 

13.31 

90 

76.69 

12.00 

9.20 

0.0020 

0.0513 

4.86 

90 

85.14 

20.00 

17.03 

0.0100 

1.7602 

13.00 

90 

77.00 

12.00 

9.24 

0.0020 

0.1215 

13.30 

90 

76.70 

12.00 

9.20 

0.0020 

0.0129 

13.30 

90 

76.70 

12.00 

9.20 

0.0020 

0.0093 

13.31 

80 

66.69 

12.00 

8.00 

0.0020 

0.0118 

5.77 

90 

84.23 

20.00 

16.85 

0.0100 

2.3134 

5.16 

90 

84.84 

20.00 

16.97 

0.0100 

0.2057 

8.70 

90 

81.30 

10.00 

8.13 

0.0020 

0.0225 

8.70 

90 

81.30 

10.00 

8.13 

0.0020 

0.0011 

8.70 

90 

81.30 

12.00 

9.76 

0.0020 

0.0074 

8.70 

90 

81.30 

10.00 

8.13 

0.0020 

0.0499 

8.70 

90 

81.30 

12.00 

9.76 

0.0020 

0.0007 

9.40 

90 

80.60 

10.00 

8.06 

0.0020 

0.0691 

5.27 

90 

84.73 

20.00 

16.95 

0.0100 

1.0206 

9.78 

90 

80.22 

12.00 

9.63 

0.0020 

0.0467 

12.17 

90 

77.83 

12.00 

9.34 

0.0020 

0.0374 

12.17 

90 

77.83 

12.00 

9.34 

0.0020 

0.0095 

25.09 

90 

64.91 

12.00 

7.79 

0.0020 

0.0212 

25.09 

90 

64.91 

12.00 

7.79 

0.0020 

0.0071 

11.32 

90 

78.68 

10.00 

7.87 

0.0020 

0.0006 

16.98 

160 

143.02 

6.00 

8.58 

0.0010 

0.0000 

12.61 

90 

77.39 

12.00 

9.29 

0.0020 

0.0007 

12.61 

90 

77.39 

20.00 

15.48 

0.0100 

0.1736 

7.03 

90 

82.97 

20.00 

16.59 

0.0100 

0.3530 

13.99 

90 

76.01 

10.00 

7.60 

0.0020 

0.0039 

13.99 

90 

76.01 

12.00 

9.12 

0.0020 

0.0196 

13.99 

90 

76.01 

20.00 

15.20 

0.0100 

0.1604 

12.99 

90 

77.01 

12.00 

9.24 

0.0020 

0.0195 

12.99 

90 

77.01 

12.00 

9.24 

0.0020 

0.0894 

11.60 

90 

78.40 

12.00 

9.41 

0.0020 

0.0128 

11.60 

90 

78.40 

10.00 

7.84 

0.0020 

0.0006 

11.60 

90 

78.40 

12.00 

9.41 

0.0020 

0.0087 

8.66 

90 

81.34 

12.00 

9.76 

0.0020 

0.0452 

14.00 

90 

76.00 

20.00 

15.20 

0.0100 

0.1954 

9.79 

160 

150.21 

6.00 

9.01 

0.0010 

0.0084 

12.06 

90 

77.94 

12.00 

9.35 

0.0020 

0.0394 

12.06 

90 

77.94 

20.00 

15.59 

0.0100 

0.1604 

10.41 

90 

79.59 

10.00 

7.96 

0.0020 

0.0229 

10.41 

90 

79.59 

10.00 

7.96 

0.0020 

0.0149 

11.63 

160 

148.37 

6.00 

8.90 

0.0010 

0.0038 

3.61 

90 

86.39 

20.00 

17.28 

0.0100 

0.8670 

6.35 

100 

93.65 

10.00 

9.36 

0.0020 

0.3332 

6.35 

100 

93.65 

20.00 

18.73 

0.0150 

0.5094 

6.35 

100 

93.65 

10.00 

9.36 

0.0020 

0.2461 

9.70 

90 

80.30 

12.00 

9.64 

0.0020 

0.0716 

9.42 

90 

80.58 

12.00 

9.67 

0.0020 

0.0760 









































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Bhander Sandstone 


Limestone 


Limestone 


Limestone 


Limestone 


Limestone 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Limestone 


Limestone 


Bhander Sandstone 


Older Alluvium 


Limestone 


Older Alluvium 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Limestone 


Limestone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Older Alluvium 


Limestone 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Limestone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

14.28 

90 

75.72 

10.00 

7.57 

0.0020 

0.0206 

14.28 

90 

75.72 

12.00 

9.09 

0.0020 

0.0000 

13.30 

90 

76.70 

12.00 

9.20 

0.0020 

0.0197 

13.30 

90 

76.70 

12.00 

9.20 

0.0020 

0.0411 

11.49 

90 

78.51 

12.00 

9.42 

0.0020 

0.0872 

11.49 

90 

78.51 

12.00 

9.42 

0.0020 

0.0025 

9.93 

160 

150.07 

6.00 

9.00 

0.0010 

0.0078 

5.21 

90 

84.79 

20.00 

16.96 

0.0100 

1.1644 

13.28 

90 

76.72 

10.00 

7.67 

0.0020 

0.0029 

13.28 

90 

76.72 

12.00 

9.21 

0.0020 

0.0343 

13.28 

90 

76.72 

12.00 

9.21 

0.0020 

0.0039 

9.92 

160 

150.08 

6.00 

9.01 

0.0010 

0.0148 

10.42 

90 

79.58 

20.00 

15.92 

0.0100 

0.4907 

11.47 

90 

78.53 

12.00 

9.42 

0.0020 

0.0272 

11.47 

90 

78.53 

20.00 

15.71 

0.0100 

0.0475 

10.06 

90 

79.94 

10.00 

7.99 

0.0020 

0.0194 

10.06 

90 

79.94 

12.00 

9.59 

0.0020 

0.0005 

10.06 

90 

79.94 

10.00 

7.99 

0.0020 

0.0804 

6.30 

90 

83.70 

10.00 

8.37 

0.0020 

0.0254 

16.35 

160 

143.65 

6.00 

8.62 

0.0010 

0.0013 

10.35 

90 

79.65 

20.00 

15.93 

0.0100 

0.6814 

10.46 

90 

79.54 

20.00 

15.91 

0.0100 

0.1075 

5.10 

90 

84.90 

20.00 

16.98 

0.0100 

1.9815 

10.97 

90 

79.03 

10.00 

7.90 

0.0020 

0.0848 

11.45 

160 

148.55 

6.00 

8.91 

0.0010 

0.0294 

13.22 

90 

76.78 

10.00 

7.68 

0.0020 

0.0134 

13.22 

90 

76.78 

12.00 

9.21 

0.0020 

0.0033 

13.22 

90 

76.78 

10.00 

7.68 

0.0020 

0.0004 

13.22 

90 

76.78 

12.00 

9.21 

0.0020 

0.0021 

11.61 

90 

78.39 

20.00 

15.68 

0.0100 

1.1106 

6.68 

160 

153.32 

6.00 

9.20 

0.0010 

0.0014 

11.25 

90 

78.75 

10.00 

7.88 

0.0020 

0.0113 

11.25 

90 

78.75 

10.00 

7.88 

0.0020 

0.0179 

12.13 

90 

77.87 

10.00 

7.79 

0.0020 

0.0063 

12.13 

90 

77.87 

10.00 

7.79 

0.0020 

0.0613 

11.52 

90 

78.48 

10.00 

7.85 

0.0020 

0.0737 

5.28 

90 

84.72 

20.00 

16.94 

0.0100 

0.4798 

13.71 

160 

146.29 

6.00 

8.78 

0.0010 

0.0200 

8.85 

90 

81.15 

12.00 

9.74 

0.0020 

0.0236 

12.92 

90 

77.08 

12.00 

9.25 

0.0020 

0.0209 

12.92 

90 

77.08 

12.00 

9.25 

0.0020 

0.0320 

11.88 

160 

148.12 

6.00 

8.89 

0.0010 

0.0018 

9.51 

90 

80.49 

12.00 

9.66 

0.0020 

0.0410 

9.77 

160 

150.23 

6.00 

9.01 

0.0010 

0.0260 

9.93 

160 

150.07 

6.00 

9.00 

0.0010 

0.0410 

12.65 

90 

77.35 

12.00 

9.28 

0.0020 

0.2246 

12.65 

90 

77.35 

20.00 

15.47 

0.0100 

0.0569 

12.65 

90 

77.35 

12.00 

9.28 

0.0020 

0.0364 

3.65 

90 

86.35 

20.00 

17.27 

0.0100 

1.1292 

10.72 

90 

79.28 

10.00 

7.93 

0.0020 

0.0133 

10.72 

90 

79.28 

10.00 

7.93 

0.0020 

0.0110 

11.07 

90 

78.93 

10.00 

7.89 

0.0020 

0.0095 

11.07 

90 

78.93 

10.00 

7.89 

0.0020 

0.0508 

11.03 

90 

78.97 

12.00 

9.48 

0.0020 

0.0378 

14.89 

90 

75.11 

12.00 

9.01 

0.0020 

0.0032 










































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Older Alluvium 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Older Alluvium 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Limestone 


Limestone 


Limestone 


Limestone 


Limestone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Limestone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Limestone 


Limestone 


Older Alluvium 


Limestone 


Limestone 


Older Alluvium 


Limestone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

14.89 

90 

75.11 

20.00 

15.02 

0.0100 

0.5946 

12.64 

90 

77.36 

12.00 

9.28 

0.0020 

0.0192 

8.18 

90 

81.82 

10.00 

8.18 

0.0020 

0.0026 

8.18 

90 

81.82 

12.00 

9.82 

0.0020 

0.0004 

8.18 

90 

81.82 

10.00 

8.18 

0.0020 

0.0001 

8.18 

90 

81.82 

12.00 

9.82 

0.0020 

0.0322 

8.18 

90 

81.82 

10.00 

8.18 

0.0020 

0.0001 

8.18 

90 

81.82 

12.00 

9.82 

0.0020 

0.0002 

10.92 

90 

79.08 

20.00 

15.82 

0.0100 

0.4855 

13.12 

90 

76.88 

10.00 

7.69 

0.0020 

0.1164 

13.12 

90 

76.88 

12.00 

9.23 

0.0020 

0.0584 

13.12 

90 

76.88 

10.00 

7.69 

0.0020 

0.0019 

11.09 

90 

78.91 

12.00 

9.47 

0.0020 

0.0042 

11.09 

90 

78.91 

12.00 

9.47 

0.0020 

0.0227 

12.81 

90 

77.19 

12.00 

9.26 

0.0020 

0.0609 

13.01 

90 

76.99 

12.00 

9.24 

0.0020 

0.0870 

12.84 

80 

67.16 

12.00 

8.06 

0.0020 

0.0119 

9.29 

90 

80.71 

12.00 

9.69 

0.0020 

0.0914 

9.29 

90 

80.71 

12.00 

9.69 

0.0020 

0.0020 

9.73 

160 

150.27 

6.00 

9.02 

0.0010 

0.0270 

13.08 

90 

76.92 

12.00 

9.23 

0.0020 

0.0509 

11.21 

90 

78.79 

10.00 

7.88 

0.0020 

0.0881 

11.21 

90 

78.79 

12.00 

9.45 

0.0020 

0.0241 

11.21 

90 

78.79 

10.00 

7.88 

0.0020 

0.0694 

5.18 

90 

84.82 

20.00 

16.96 

0.0100 

0.7575 

16.55 

90 

73.45 

20.00 

14.69 

0.0100 

1.1444 

10.91 

90 

79.09 

10.00 

7.91 

0.0020 

0.0601 

10.91 

90 

79.09 

10.00 

7.91 

0.0020 

0.0332 

12.92 

90 

77.08 

12.00 

9.25 

0.0020 

0.0599 

5.38 

90 

84.62 

20.00 

16.92 

0.0100 

1.0301 

13.55 

90 

76.45 

10.00 

7.64 

0.0020 

0.0270 

13.55 

90 

76.45 

10.00 

7.64 

0.0020 

0.0004 

9.47 

90 

80.53 

10.00 

8.05 

0.0020 

0.0382 

10.23 

90 

79.77 

10.00 

7.98 

0.0020 

0.0138 

7.55 

90 

82.45 

10.00 

8.24 

0.0020 

0.0909 

7.16 

90 

82.84 

20.00 

16.57 

0.0100 

0.3152 

13.97 

90 

76.03 

12.00 

9.12 

0.0020 

0.0031 

13.97 

90 

76.03 

20.00 

15.21 

0.0100 

0.0510 

10.45 

90 

79.55 

20.00 

15.91 

0.0100 

0.7214 

7.24 

90 

82.76 

20.00 

16.55 

0.0100 

1.0900 

10.31 

90 

79.69 

12.00 

9.56 

0.0020 

0.0009 

10.31 

90 

79.69 

10.00 

7.97 

0.0020 

0.0292 

10.31 

90 

79.69 

12.00 

9.56 

0.0020 

0.0090 

12.26 

90 

77.74 

10.00 

7.77 

0.0020 

0.0197 

12.26 

90 

77.74 

10.00 

7.77 

0.0020 

0.0290 

9.74 

160 

150.26 

6.00 

9.02 

0.0010 

0.0162 

6.72 

90 

83.28 

20.00 

16.66 

0.0100 

0.9033 

3.50 

90 

86.50 

20.00 

17.30 

0.0100 

0.7959 

13.27 

90 

76.73 

12.00 

9.21 

0.0020 

0.0400 

9.95 

90 

80.05 

12.00 

9.61 

0.0020 

0.0602 

9.95 

90 

80.05 

20.00 

16.01 

0.0100 

0.0030 

12.34 

90 

77.66 

12.00 

9.32 

0.0020 

0.0482 

11.29 

90 

78.71 

12.00 

9.44 

0.0020 

0.0009 

11.29 

90 

78.71 

20.00 

15.74 

0.0100 

1.4383 

11.74 

90 

78.26 

12.00 

9.39 

0.0020 

0.0332 
































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Limestone 


Limestone 


Limestone 


Limestone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Limestone 


Limestone 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Limestone 


Limestone 


Older Alluvium 


Limestone 


Limestone 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Limestone 


Limestone 


Limestone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Older Alluvium 


Limestone 


Bhander Sandstone 


Limestone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.74 

90 

78.26 

12.00 

9.39 

0.0020 

0.0190 

9.87 

90 

80.13 

12.00 

9.62 

0.0020 

0.0610 

13.01 

90 

76.99 

12.00 

9.24 

0.0020 

0.0954 

13.01 

90 

76.99 

12.00 

9.24 

0.0020 

0.0233 

12.97 

80 

67.03 

12.00 

8.04 

0.0020 

0.0099 

13.78 

90 

76.22 

10.00 

7.62 

0.0020 

0.0083 

7.50 

90 

82.50 

10.00 

8.25 

0.0020 

0.0000 

14.33 

90 

75.67 

12.00 

9.08 

0.0020 

0.1725 

14.33 

90 

75.67 

20.00 

15.13 

0.0100 

0.1409 

10.91 

160 

149.09 

6.00 

8.95 

0.0010 

0.0024 

5.74 

90 

84.26 

20.00 

16.85 

0.0100 

0.6217 

10.40 

90 

79.60 

12.00 

9.55 

0.0020 

0.0670 

10.40 

90 

79.60 

12.00 

9.55 

0.0020 

0.0077 

5.84 

160 

154.16 

6.00 

9.25 

0.0010 

0.0005 

15.79 

90 

74.21 

20.00 

14.84 

0.0100 

0.2216 

12.15 

90 

77.85 

10.00 

7.78 

0.0020 

0.0177 

12.15 

90 

77.85 

12.00 

9.34 

0.0020 

0.0135 

9.76 

160 

150.24 

6.00 

9.01 

0.0010 

0.0083 

7.96 

160 

152.04 

6.00 

9.12 

0.0010 

0.0310 

11.52 

160 

148.48 

6.00 

8.91 

0.0010 

0.0000 

12.90 

90 

77.10 

10.00 

7.71 

0.0020 

0.0238 

12.90 

90 

77.10 

10.00 

7.71 

0.0020 

0.0071 

12.31 

90 

77.69 

12.00 

9.32 

0.0020 

0.0409 

8.88 

90 

81.12 

12.00 

9.73 

0.0020 

0.0345 

11.35 

90 

78.65 

12.00 

9.44 

0.0020 

0.0000 

11.35 

90 

78.65 

20.00 

15.73 

0.0100 

0.4933 

10.72 

90 

79.28 

12.00 

9.51 

0.0020 

0.0216 

10.39 

90 

79.61 

12.00 

9.55 

0.0020 

0.0363 

10.39 

90 

79.61 

20.00 

15.92 

0.0100 

0.2703 

10.93 

160 

149.07 

6.00 

8.94 

0.0010 

0.0067 

11.51 

90 

78.49 

10.00 

7.85 

0.0020 

0.0000 

11.51 

90 

78.49 

10.00 

7.85 

0.0020 

0.0316 

8.87 

90 

81.13 

20.00 

16.23 

0.0100 

1.0548 

12.76 

90 

77.24 

10.00 

7.72 

0.0020 

0.0033 

12.76 

80 

67.24 

12.00 

8.07 

0.0020 

0.0251 

6.07 

160 

153.93 

6.00 

9.24 

0.0010 

0.0005 

10.23 

90 

79.77 

10.00 

7.98 

0.0020 

0.0160 

10.23 

90 

79.77 

20.00 

15.95 

0.0100 

0.2977 

6.06 

90 

83.94 

20.00 

16.79 

0.0100 

0.5250 

12.27 

90 

77.73 

12.00 

9.33 

0.0020 

0.0199 

12.27 

90 

77.73 

12.00 

9.33 

0.0020 

0.0212 

12.27 

90 

77.73 

12.00 

9.33 

0.0020 

0.2155 

12.34 

90 

77.66 

12.00 

9.32 

0.0020 

0.0080 

12.34 

90 

77.66 

10.00 

7.77 

0.0020 

0.0057 

12.34 

90 

77.66 

12.00 

9.32 

0.0020 

0.0108 

7.38 

90 

82.62 

10.00 

8.26 

0.0020 

0.0002 

7.38 

90 

82.62 

20.00 

16.52 

0.0100 

0.5604 

12.20 

90 

77.80 

12.00 

9.34 

0.0020 

0.0265 

12.20 

90 

77.80 

10.00 

7.78 

0.0020 

0.0021 

12.20 

90 

77.80 

12.00 

9.34 

0.0020 

0.0095 

9.83 

90 

80.17 

12.00 

9.62 

0.0020 

0.1097 

12.05 

90 

77.95 

10.00 

7.80 

0.0020 

0.1568 

12.05 

90 

77.95 

12.00 

9.35 

0.0020 

0.0666 

5.80 

100 

94.20 

10.00 

9.42 

0.0020 

0.1215 

10.97 

90 

79.03 

12.00 

9.48 

0.0020 

0.0450 









































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Bhander Sandstone 


Limestone 


Older Alluvium 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Limestone 


Limestone 


Older Alluvium 


Limestone 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Limestone 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Phyllite & Schist 


Bhander Sandstone 


Bhander Sandstone 


Phyllite & Schist 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Phyllite & Schist 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Phyllite & Schist 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

10.97 

90 

79.03 

20.00 

15.81 

0.0100 

0.0993 

13.28 

90 

76.72 

10.00 

7.67 

0.0020 

0.0049 

13.28 

90 

76.72 

12.00 

9.21 

0.0020 

0.1135 

8.15 

90 

81.85 

20.00 

16.37 

0.0100 

0.0248 

12.77 

90 

77.23 

10.00 

7.72 

0.0020 

0.0044 

12.77 

90 

77.23 

12.00 

9.27 

0.0020 

0.0340 

10.41 

90 

79.59 

10.00 

7.96 

0.0020 

0.0252 

12.95 

160 

147.05 

6.00 

8.82 

0.0010 

0.0757 

11.33 

90 

78.67 

10.00 

7.87 

0.0020 

0.0197 

5.63 

90 

84.37 

20.00 

16.87 

0.0100 

2.0643 

8.03 

90 

81.97 

10.00 

8.20 

0.0020 

0.0023 

12.70 

80 

67.30 

12.00 

8.08 

0.0020 

0.0120 

10.21 

90 

79.79 

12.00 

9.57 

0.0020 

0.0338 

10.21 

90 

79.79 

20.00 

15.96 

0.0100 

0.4448 

12.91 

90 

77.09 

12.00 

9.25 

0.0020 

0.0620 

10.48 

160 

149.52 

6.00 

8.97 

0.0010 

0.0047 

7.71 

90 

82.29 

20.00 

16.46 

0.0100 

1.4122 

15.06 

90 

74.94 

20.00 

14.99 

0.0100 

0.5544 

9.88 

160 

150.12 

6.00 

9.01 

0.0010 

0.0719 

10.20 

90 

79.80 

12.00 

9.58 

0.0020 

0.0195 

10.20 

90 

79.80 

20.00 

15.96 

0.0100 

0.6551 

10.42 

90 

79.58 

20.00 

15.92 

0.0100 

2.3649 

8.53 

90 

81.47 

10.00 

8.15 

0.0020 

0.0263 

9.40 

160 

150.60 

6.00 

9.04 

0.0010 

0.0109 

11.30 

90 

78.70 

10.00 

7.87 

0.0020 

0.0091 

11.30 

90 

78.70 

12.00 

9.44 

0.0020 

0.0554 

11.30 

90 

78.70 

10.00 

7.87 

0.0020 

0.0136 

11.30 

90 

78.70 

12.00 

9.44 

0.0020 

0.0173 

9.59 

160 

150.41 

6.00 

9.02 

0.0010 

0.0125 

12.86 

90 

77.14 

12.00 

9.26 

0.0020 

0.0327 

12.86 

90 

77.14 

12.00 

9.26 

0.0020 

0.0772 

11.66 

160 

148.34 

6.00 

8.90 

0.0010 

0.0026 

9.68 

90 

80.32 

12.00 

9.64 

0.0020 

0.0610 

16.97 

160 

143.03 

6.00 

8.58 

0.0010 

0.0172 

9.76 

160 

150.24 

6.00 

9.01 

0.0010 

0.0120 

5.86 

90 

84.14 

20.00 

16.83 

0.0100 

0.5090 

13.27 

160 

146.73 

6.00 

8.80 

0.0010 

0.0004 

13.27 

120 

106.73 

4.00 

4.27 

0.0018 

0.0102 

15.06 

160 

144.94 

6.00 

8.70 

0.0010 

0.0419 

13.69 

160 

146.31 

6.00 

8.78 

0.0010 

0.0005 

13.69 

120 

106.31 

4.00 

4.25 

0.0018 

0.0045 

16.96 

160 

143.04 

6.00 

8.58 

0.0010 

0.0046 

9.80 

160 

150.20 

6.00 

9.01 

0.0010 

0.0052 

16.60 

160 

143.40 

6.00 

8.60 

0.0010 

0.0230 

16.99 

160 

143.01 

6.00 

8.58 

0.0010 

0.0044 

16.83 

160 

143.17 

6.00 

8.59 

0.0010 

0.0121 

12.71 

160 

147.29 

6.00 

8.84 

0.0010 

0.0432 

12.71 

120 

107.29 

4.00 

4.29 

0.0018 

0.0262 

13.68 

160 

146.32 

6.00 

8.78 

0.0010 

0.0520 

11.07 

90 

78.93 

10.00 

7.89 

0.0020 

0.0406 

11.32 

90 

78.68 

10.00 

7.87 

0.0020 

0.0388 

11.32 

80 

68.68 

5.00 

3.43 

0.0015 

0.0010 

16.98 

160 

143.02 

6.00 

8.58 

0.0010 

0.0109 

11.63 

160 

148.37 

6.00 

8.90 

0.0010 

0.0101 

16.35 

160 

143.65 

6.00 

8.62 

0.0010 

0.0269 































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Lorda 


Mai Ka Khera 


Mandol 


Manpura 


Megharawat Ki Jhonpariyan 


Neem Ka Khera 


Ramchandraji Ka Khera 


Rampuriya 


Ramrda 


Uttamnagar 


08006050 Amthoon 


Balapura 


Bhagwanpura @Chainpuriya 


Bhawani Pura 


Bijari 


Dabi 


Deoriya 


Dhaneshwar 


Dora 


Gagos 


Jaloti 


Jawahar Sagar 


Kachhalya 


Kalyanpura 


Kanwarpura 


Karondi 


Khadipur 


Kota (M Corp.) 


Laxmi Pura 


Palka 


Rampuriya (Tulsi) 


Shambhoopura 


Shyopuriya 


Sootra 


Talab Bardha 


Thari 


08006051 Aon Ka Khera 


Bagera 


Bamangaon 


Bambooli 


Bari Parap 


Bhajneri 


Bhawanipura 


Bhompura 


Chhotiparap 


Dalelpura 


Delpura 


Deori Barwa 


Gurhadeoji 


Gurjaniyan 


Haripura 


Khanpura 


Census Code 


0824001202944500 


0824001102940700 


0824001202953300 


0824001202945800 


0823000502756700 


0823000502756500 


0824001102940400 


0824001202944100 


0824001202945500 


0824001202945700 


0824001202944700 


0823000502770800 


0823000502777300 


0823000502780800 


0823000502780700 


0823000502781000 


0823000502780400 


0823000502777500 


0823000502781100 


0823000502777900 


0823000502771400 


0823000502777700 


0823000502781300 


0823000502778000 


0823000502770700 


0823000502780900 


0823000502781200 


0823000502781400 


0830000343001000 


0823000502770900 


0823000502778100 


0823000502777600 


0830000303799700 


0823000502777800 


0823000502780600 


0823000502777400 


0823000502780500 


0823000202718600 


0823000202719800 


0823000202720400 


0823000202715200 


0823000202720200 


0823000202719200 


0823000202721000 


0823000202720900 


0823000202715500 


0823000202720000 


0823000202719300 


0823000202718500 


0823000202723100 


0823000202719400 


0823000202719100 


0823000202718400 



12.00 


2.16 


2.80 


0.30 


1.62 


2.41 


1.09 


2.12 


3.54 


2.04 


0.49 


7.27 


18.65 


17.86 


1.40 


3.04 


2.04 


11.62 


0.56 


3.73 


3.72 


0.23 


1.59 


109.42 


9.64 


3.92 


0.84 


16.50 


0.74 


6.50 


2.66 


2.20 


3.74 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Command 

Bhander Sandstone 


Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Command 

Phyllite & Schist 


Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.45 

160 

148.55 

6.00 

8.91 

0.0010 

0.0022 

13.38 

160 

146.62 

6.00 

8.80 

0.0010 

0.0000 

13.71 

160 

146.29 

6.00 

8.78 

0.0010 

0.0029 

9.93 

160 

150.07 

6.00 

9.00 

0.0010 

0.0247 

10.72 

90 

79.28 

10.00 

7.93 

0.0020 

0.0024 

10.72 

90 

79.28 

10.00 

7.93 

0.0020 

0.0484 

11.21 

90 

78.79 

10.00 

7.88 

0.0020 

0.0028 

12.80 

120 

107.20 

4.00 

4.29 

0.0018 

0.0069 

12.90 

120 

107.10 

4.00 

4.28 

0.0018 

0.0008 

14.93 

160 

145.07 

6.00 

8.70 

0.0010 

0.0026 

10.91 

160 

149.09 

6.00 

8.95 

0.0010 

0.0023 

16.97 

160 

143.03 

6.00 

8.58 

0.0010 

0.0035 

10.06 

90 

79.94 

10.00 

7.99 

0.0020 

0.0000 

7.96 

90 

82.04 

10.00 

8.20 

0.0020 

0.0015 

5.84 

90 

84.16 

10.00 

8.42 

0.0020 

0.0435 

5.05 

90 

84.95 

10.00 

8.50 

0.0020 

0.0347 

7.31 

90 

82.69 

10.00 

8.27 

0.0020 

0.0081 

6.90 

90 

83.10 

10.00 

8.31 

0.0020 

0.0294 

8.76 

90 

81.24 

10.00 

8.12 

0.0020 

0.3028 

6.01 

90 

83.99 

10.00 

8.40 

0.0020 

0.1158 

10.17 

90 

79.83 

10.00 

7.98 

0.0020 

0.0223 

7.34 

90 

82.66 

10.00 

8.27 

0.0020 

0.0009 

8.87 

90 

81.13 

10.00 

8.11 

0.0020 

0.0331 

6.44 

90 

83.56 

10.00 

8.36 

0.0020 

0.0001 

10.87 

90 

79.13 

10.00 

7.91 

0.0020 

0.0088 

10.04 

90 

79.96 

10.00 

8.00 

0.0020 

0.0063 

4.88 

90 

85.12 

10.00 

8.51 

0.0020 

0.0633 

6.20 

90 

83.80 

10.00 

8.38 

0.0020 

0.0037 

7.74 

90 

82.26 

10.00 

8.23 

0.0020 

0.0212 

6.35 

100 

93.65 

10.00 

9.36 

0.0020 

0.0699 

10.06 

90 

79.94 

10.00 

7.99 

0.0020 

0.0539 

9.47 

90 

80.53 

10.00 

8.05 

0.0020 

0.0249 

7.50 

90 

82.50 

10.00 

8.25 

0.0020 

0.0139 

5.80 

100 

94.20 

10.00 

9.42 

0.0020 

0.1658 

9.25 

90 

80.75 

10.00 

8.07 

0.0020 

0.0120 

5.38 

90 

84.62 

10.00 

8.46 

0.0020 

0.0329 

8.03 

90 

81.97 

10.00 

8.20 

0.0020 

0.0413 

5.25 

90 

84.75 

10.00 

8.47 

0.0020 

0.0373 

15.69 

90 

74.31 

5.00 

3.72 

0.0015 

0.0003 

15.69 

90 

74.31 

5.00 

3.72 

0.0015 

0.0152 

14.31 

90 

75.69 

5.00 

3.78 

0.0015 

0.0170 

15.55 

90 

74.45 

5.00 

3.72 

0.0015 

0.0933 

15.53 

90 

74.47 

5.00 

3.72 

0.0015 

0.0037 

13.97 

90 

76.03 

5.00 

3.80 

0.0015 

0.0386 

15.23 

90 

74.77 

5.00 

3.74 

0.0015 

0.0245 

14.86 

90 

75.14 

5.00 

3.76 

0.0015 

0.0058 

14.94 

90 

75.06 

5.00 

3.75 

0.0015 

0.0136 

14.04 

90 

75.96 

5.00 

3.80 

0.0015 

0.0102 

13.77 

90 

76.23 

5.00 

3.81 

0.0015 

0.0159 

14.81 

90 

75.19 

5.00 

3.76 

0.0015 

0.0025 

15.88 

90 

74.12 

5.00 

3.71 

0.0015 

0.0112 

14.79 

90 

75.21 

5.00 

3.76 

0.0015 

0.0105 

14.44 

90 

75.56 

5.00 

3.78 

0.0015 

0.0202 

15.46 

90 

74.54 

5.00 

3.73 

0.0015 

0.0000 

15.88 

90 

74.12 

5.00 

3.71 

0.0015 

0.0285 












































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



08006052 


Kheroona 


Lalganj 


Laxmipura 


Mahaveerpura 


Manpura 


Mena 


Nainwa (M) 


Nainwa(Rural) 


Nathra 


Nathri 


Pai 


Phuleta 


Raghunathpura 


Rajlawata 


Ralri 


Sandeela 


Topa 


Ajanda 


Amarpura 


Amli Khera 


Anatpura 


Anghora 


Ardana 


Arnetha 


Arniya 


Bagli 


Bahrawali 


Bala Pura 


Baldeopura 


Balkasa 


Balwan 


Banjharli 


Bansi 


Banthali 


Bara Khera 


Barani 


Bargaon 


Bhand Guwar 


Bhaopura 


Bheeya 


Bishanpura 


Boodhel 


Census Code 


0823000202719900 


0823000202720300 


0823000202719000 


0823000202717600 


0823000202718700 


0823000202718900 


0823000242301000 


0823000202720100 


0823000202719700 


0823000202719600 


0823000202718800 


0823000202719500 


0823000202718300 


0823000202715400 


0823000202715300 


0823000202714900 


0823000202717400 


0823000402753500 


0823000402745500 


0823000302736800 


0823000402750800 


0823000302736300 


0823000402753300 


0823000402751200 


0823000402753200 


0823000302740600 


0823000302740500 


0823000302739100 


0823000302743500 


0823000402752300 


0823000302737600 


0823000402753400 


0823000202728200 


0823000202731700 


0823000302740000 


0823000402746000 


0823000302738900 


0823000302739000 


0823000402750500 


0823000402749900 


0823000302736400 


0823000302741700 



Zone (Fresh 
/ Saline) 


4.88 Fresh 


3.71 Fresh 


2.98 Fresh 


3.38 Fresh 


2.49 Fresh 


2.81 Fresh 



3.34 Fresh 


14.47 Fresh 


2.64 Fresh 


5.25 Fresh 


7.97 Fresh 


2.16 Fresh 


7.48 Fresh 


5.72 Fresh 


17.87 Fresh 


2.99 Fresh 


4.62 Fresh 


2.68 Fresh 


17.88 Fresh 



3.64 Fresh 


2.50 Fresh 



3.02 Fresh 


3.80 Fresh 


11.85 Fresh 


0.82 Fresh 


3.62 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Older Alluvium 

Command 

Older Alluvium 

Non-command 

Bhander Sandstone 

Command 

Older Alluvium 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Non-command 

Shale 

Command 

Older Alluvium 

Command 

Older Alluvium 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Command 

Older Alluvium 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Command 

Older Alluvium 

Command 

Shale 

Non-command 

Older Alluvium 

Non-command 

Shale 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Shale 

Non-command 

Older Alluvium 

Non-command 

Shale 

Command 

Older Alluvium 

Command 

Shale 

Non-command 

Shale 

Command 

Older Alluvium 

Command 

Older Alluvium 

Non-command 

Bhander Sandstone 

Non-command 

Shale 

Command 

Limestone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

13.94 

90 

76.06 

5.00 

3.80 

0.0015 

0.0278 

14.42 

90 

75.58 

5.00 

3.78 

0.0015 

0.0210 

15.25 

90 

74.75 

5.00 

3.74 

0.0015 

0.0044 

15.25 

90 

74.75 

5.00 

3.74 

0.0015 

0.0086 

17.52 

90 

72.48 

5.00 

3.62 

0.0015 

0.0001 

14.92 

90 

75.08 

5.00 

3.75 

0.0015 

0.0140 

14.86 

90 

75.14 

5.00 

3.76 

0.0015 

0.0001 

14.86 

90 

75.14 

5.00 

3.76 

0.0015 

0.0140 

15.54 

90 

74.46 

5.00 

3.72 

0.0015 

0.1515 

13.71 

90 

76.29 

5.00 

3.81 

0.0015 

0.0127 

14.18 

90 

75.82 

5.00 

3.79 

0.0015 

0.0081 

14.30 

90 

75.70 

5.00 

3.78 

0.0015 

0.0131 

14.59 

90 

75.41 

5.00 

3.77 

0.0015 

0.0184 

14.10 

90 

75.90 

5.00 

3.79 

0.0015 

0.0434 

16.61 

90 

73.39 

5.00 

3.67 

0.0015 

0.0018 

14.91 

90 

75.09 

5.00 

3.75 

0.0015 

0.0379 

14.06 

90 

75.94 

5.00 

3.80 

0.0015 

0.0222 

16.27 

90 

73.74 

5.00 

3.69 

0.0015 

0.0000 

17.29 

90 

72.71 

5.00 

3.64 

0.0015 

0.0078 

7.66 

90 

82.34 

20.00 

16.47 

0.0100 

0.5244 

9.61 

90 

80.39 

20.00 

16.08 

0.0100 

0.3277 

19.30 

90 

70.70 

10.00 

7.07 

0.0020 

0.0002 

7.33 

90 

82.67 

20.00 

16.53 

0.0100 

0.1062 

12.95 

90 

77.05 

10.00 

7.70 

0.0020 

0.0236 

12.95 

90 

77.05 

5.00 

3.85 

0.0015 

0.0117 

6.44 

90 

83.56 

20.00 

16.71 

0.0100 

0.5578 

8.08 

90 

81.92 

20.00 

16.38 

0.0100 

0.6302 

6.40 

90 

83.60 

20.00 

16.72 

0.0100 

0.4419 

20.86 

90 

69.14 

20.00 

13.83 

0.0100 

0.0058 

22.34 

90 

67.66 

20.00 

13.53 

0.0100 

0.2695 

12.87 

90 

77.13 

5.00 

3.86 

0.0015 

0.0125 

8.22 

90 

81.78 

20.00 

16.36 

0.0100 

0.1117 

7.55 

90 

82.45 

20.00 

16.49 

0.0100 

0.7246 

21.59 

90 

68.41 

10.00 

6.84 

0.0020 

0.0445 

21.59 

90 

68.41 

5.00 

3.42 

0.0015 

0.0014 

6.37 

90 

83.63 

20.00 

16.73 

0.0100 

0.5004 

12.14 

90 

77.86 

10.00 

7.79 

0.0020 

0.0022 

16.48 

90 

73.52 

10.00 

7.35 

0.0020 

0.0008 

21.91 

90 

68.09 

20.00 

13.62 

0.0100 

1.9359 

21.91 

90 

68.09 

5.00 

3.40 

0.0015 

0.0112 

21.91 

90 

68.09 

20.00 

13.62 

0.0100 

0.0164 

21.91 

90 

68.09 

5.00 

3.40 

0.0015 

0.0069 

11.27 

90 

78.73 

20.00 

15.75 

0.0100 

0.0791 

18.59 

90 

71.41 

20.00 

14.28 

0.0100 

0.0016 

18.59 

90 

71.41 

5.00 

3.57 

0.0015 

0.0012 

18.59 

90 

71.41 

20.00 

14.28 

0.0100 

0.0016 

18.59 

90 

71.41 

5.00 

3.57 

0.0015 

0.0121 

30.39 

90 

59.61 

20.00 

11.92 

0.0100 

0.4028 

30.39 

90 

59.61 

5.00 

2.98 

0.0015 

0.0008 

13.21 

90 

76.79 

5.00 

3.84 

0.0015 

0.0165 

4.48 

90 

85.52 

20.00 

17.10 

0.0100 

0.2437 

5.27 

90 

84.73 

20.00 

16.95 

0.0100 

0.1291 

11.97 

90 

78.03 

10.00 

7.80 

0.0020 

0.0017 

11.97 

90 

78.03 

5.00 

3.90 

0.0015 

0.0042 

16.55 

90 

73.45 

12.00 

8.81 

0.0020 

0.0029 





































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Limestone 


Limestone 


Older Alluvium 


Limestone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Limestone 


Shale 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Shale 


Older Alluvium 


Shale 


Limestone 


Older Alluvium 


Shale 


Shale 


Older Alluvium 


Bhander Sandstone 


Shale 


Older Alluvium 


Older Alluvium 


Shale 


Older Alluvium 


Limestone 


Older Alluvium 


Limestone 


Limestone 


Older Alluvium 


Limestone 


Bhander Sandstone 


Limestone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Shale 


Older Alluvium 


Limestone 


Older Alluvium 


Limestone 


Older Alluvium 


Shale 


Shale 


Limestone 


Limestone 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

16.55 

90 

73.45 

12.00 

8.81 

0.0020 

0.0565 

12.13 

90 

77.87 

12.00 

9.34 

0.0020 

0.0083 

12.13 

90 

77.87 

20.00 

15.57 

0.0100 

1.2010 

12.13 

90 

77.87 

12.00 

9.34 

0.0020 

0.0112 

5.46 

90 

84.54 

20.00 

16.91 

0.0100 

1.1332 

6.19 

90 

83.81 

20.00 

16.76 

0.0100 

0.0505 

7.65 

90 

82.35 

20.00 

16.47 

0.0100 

0.7554 

18.42 

90 

71.58 

20.00 

14.32 

0.0100 

0.1175 

21.95 

90 

68.05 

20.00 

13.61 

0.0100 

0.5437 

8.93 

90 

81.07 

20.00 

16.21 

0.0100 

0.1497 

13.50 

90 

76.50 

10.00 

7.65 

0.0020 

0.0012 

13.50 

90 

76.50 

12.00 

9.18 

0.0020 

0.0013 

13.50 

90 

76.50 

5.00 

3.83 

0.0015 

0.0224 

6.56 

90 

83.44 

20.00 

16.69 

0.0100 

0.8015 

9.70 

90 

80.30 

20.00 

16.06 

0.0100 

0.2876 

18.70 

90 

71.30 

20.00 

14.26 

0.0100 

0.7401 

18.70 

90 

71.30 

5.00 

3.57 

0.0015 

0.0005 

18.70 

90 

71.30 

20.00 

14.26 

0.0100 

0.0100 

18.70 

90 

71.30 

5.00 

3.57 

0.0015 

0.0006 

16.33 

90 

73.67 

12.00 

8.84 

0.0020 

0.0870 

20.10 

90 

69.90 

20.00 

13.98 

0.0100 

0.9769 

20.10 

90 

69.90 

5.00 

3.50 

0.0015 

0.0116 

20.10 

90 

69.90 

5.00 

3.50 

0.0015 

0.0034 

18.64 

90 

71.36 

20.00 

14.27 

0.0100 

1.7877 

14.52 

90 

75.48 

10.00 

7.55 

0.0020 

0.0033 

14.52 

90 

75.48 

5.00 

3.77 

0.0015 

0.0213 

17.02 

90 

72.98 

20.00 

14.60 

0.0100 

0.7503 

17.02 

90 

72.98 

20.00 

14.60 

0.0100 

0.0028 

17.72 

90 

72.28 

5.00 

3.61 

0.0015 

0.0001 

12.56 

90 

77.44 

20.00 

15.49 

0.0100 

0.8333 

15.29 

90 

74.71 

12.00 

8.97 

0.0020 

0.0021 

5.49 

90 

84.51 

20.00 

16.90 

0.0100 

0.5397 

13.73 

90 

76.27 

12.00 

9.15 

0.0020 

0.0385 

13.74 

90 

76.26 

12.00 

9.15 

0.0020 

0.0172 

16.73 

90 

73.27 

20.00 

14.65 

0.0100 

0.5009 

18.04 

90 

71.96 

12.00 

8.64 

0.0020 

0.0726 

16.48 

90 

73.52 

10.00 

7.35 

0.0020 

0.0000 

16.48 

90 

73.52 

10.00 

7.35 

0.0020 

0.0012 

18.61 

90 

71.39 

20.00 

14.28 

0.0100 

0.0755 

9.40 

90 

80.60 

20.00 

16.12 

0.0100 

0.9221 

7.60 

90 

82.40 

20.00 

16.48 

0.0100 

1.4705 

14.32 

90 

75.68 

10.00 

7.57 

0.0020 

0.0013 

13.54 

90 

76.46 

10.00 

7.65 

0.0020 

0.0448 

13.54 

90 

76.46 

5.00 

3.82 

0.0015 

0.0080 

7.68 

90 

82.32 

20.00 

16.46 

0.0100 

0.8218 

14.17 

90 

75.83 

12.00 

9.10 

0.0020 

0.0056 

14.17 

90 

75.83 

20.00 

15.17 

0.0100 

0.2105 

14.17 

90 

75.83 

12.00 

9.10 

0.0020 

0.0001 

21.61 

90 

68.39 

20.00 

13.68 

0.0100 

0.0838 

21.61 

90 

68.39 

5.00 

3.42 

0.0015 

0.0107 

21.61 

90 

68.39 

5.00 

3.42 

0.0015 

0.0034 

17.13 

90 

72.87 

12.00 

8.74 

0.0020 

0.0322 

17.13 

90 

72.87 

12.00 

8.74 

0.0020 

0.0858 

10.42 

90 

79.58 

20.00 

15.92 

0.0100 

2.4545 

18.72 

90 

71.28 

20.00 

14.26 

0.0100 

0.3112 






































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 

Potential 

Zone 

Area, 

sq.km 

Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

Bhander Sandstone 

0.58 

16.23 

90 

73.77 

10.00 

7.38 

0.0020 

0.0085 

Limestone 

2.64 

16.23 

90 

73.77 

12.00 

8.85 

0.0020 

0.0467 

Shale 

1.53 

16.23 

90 

73.77 

5.00 

3.69 

0.0015 

0.0085 

Older Alluvium 

3.07 

23.47 

90 

66.53 

20.00 

13.31 

0.0100 

0.4083 

Shale 

0.83 

23.47 

90 

66.53 

5.00 

3.33 

0.0015 

0.0041 

Bhander Sandstone 

2.87 

15.18 

90 

74.82 

10.00 

7.48 

0.0020 

0.0430 

Shale 

0.01 

15.18 

90 

74.82 

5.00 

3.74 

0.0015 

0.0000 

Older Alluvium 

3.50 

7.51 

90 

82.49 

20.00 

16.50 

0.0100 

0.5773 

Older Alluvium 

13.37 

3.78 

90 

86.22 

20.00 

17.24 

0.0100 

2.3049 

Older Alluvium 

2.27 

19.75 

90 

70.25 

20.00 

14.05 

0.0100 

0.3188 

Shale 

1.72 

19.75 

90 

70.25 

5.00 

3.51 

0.0015 

0.0091 

Shale 

0.36 

19.75 

90 

70.25 

5.00 

3.51 

0.0015 

0.0019 

Older Alluvium 

3.04 

10.73 

90 

79.27 

20.00 

15.85 

0.0100 

0.4825 

Bhander Sandstone 

0.08 

11.17 

90 

78.83 

10.00 

7.88 

0.0020 

0.0013 

Older Alluvium 

2.18 

23.33 

90 

66.67 

20.00 

13.33 

0.0100 

0.2910 

Older Alluvium 

3.84 

22.09 

90 

67.91 

20.00 

13.58 

0.0100 

0.5211 

Shale 

4.07 

22.09 

90 

67.91 

5.00 

3.40 

0.0015 

0.0207 

Shale 

0.66 

22.09 

90 

67.91 

5.00 

3.40 

0.0015 

0.0034 

Limestone 

0.35 

13.70 

90 

76.30 

12.00 

9.16 

0.0020 

0.0065 

Older Alluvium 

4.07 

13.70 

90 

76.30 

20.00 

15.26 

0.0100 

0.6208 

Limestone 

0.01 

13.70 

90 

76.30 

12.00 

9.16 

0.0020 

0.0001 

Limestone 

4.76 

14.65 

90 

75.35 

12.00 

9.04 

0.0020 

0.0862 

Older Alluvium 

4.19 

14.65 

90 

75.35 

20.00 

15.07 

0.0100 

0.6312 

Limestone 

0.46 

14.65 

90 

75.35 

12.00 

9.04 

0.0020 

0.0083 

Shale 

0.01 

19.99 

90 

70.01 

5.00 

3.50 

0.0015 

0.0000 

Limestone 

2.11 

19.99 

90 

70.01 

12.00 

8.40 

0.0020 

0.0355 

Older Alluvium 

0.34 

19.99 

90 

70.01 

20.00 

14.00 

0.0100 

0.0480 

Shale 

2.88 

19.99 

90 

70.01 

5.00 

3.50 

0.0015 

0.0151 

Older Alluvium 

3.84 

7.12 

90 

82.88 

20.00 

16.58 

0.0100 

0.6365 

Older Alluvium 

0.71 

11.47 

90 

78.53 

20.00 

15.71 

0.0100 

0.1110 

Older Alluvium 

2.94 

18.14 

90 

71.86 

20.00 

14.37 

0.0100 

0.4221 

Bhander Sandstone 

0.10 

11.32 

90 

78.68 

10.00 

7.87 

0.0020 

0.0016 

Older Alluvium 

0.21 

10.49 

90 

79.51 

20.00 

15.90 

0.0100 

0.0341 

Older Alluvium 

13.13 

18.31 

90 

71.69 

20.00 

14.34 

0.0100 

1.8829 

Older Alluvium 

1.65 

7.02 

90 

82.98 

20.00 

16.60 

0.0100 

0.2746 

Bhander Sandstone 

0.67 

11.32 

90 

78.68 

10.00 

7.87 

0.0020 

0.0105 

Shale 

22.25 

11.32 

90 

78.68 

5.00 

3.93 

0.0015 

0.1313 

Shale 

1.43 

17.81 

90 

72.19 

5.00 

3.61 

0.0015 

0.0078 

Older Alluvium 

6.53 

16.38 

90 

73.62 

20.00 

14.72 

0.0100 

0.9611 

Limestone 

1.32 

17.25 

90 

72.75 

12.00 

8.73 

0.0020 

0.0230 

Older Alluvium 

3.86 

24.66 

90 

65.34 

20.00 

13.07 

0.0100 

0.5048 

Older Alluvium 

4.02 

12.82 

90 

77.18 

20.00 

15.44 

0.0100 

0.6210 

Limestone 

0.06 

14.10 

90 

75.90 

10.00 

7.59 

0.0020 

0.0010 

Older Alluvium 

1.61 

10.98 

90 

79.02 

20.00 

15.80 

0.0100 

0.2550 

Older Alluvium 

6.27 

9.12 

90 

80.88 

20.00 

16.18 

0.0100 

1.0148 

Shale 

0.50 

21.26 

90 

68.74 

5.00 

3.44 

0.0015 

0.0026 

Shale 

4.45 

21.26 

90 

68.74 

5.00 

3.44 

0.0015 

0.0230 

Limestone 

0.04 

16.55 

90 

73.45 

10.00 

7.35 

0.0020 

0.0006 

Bhander Sandstone 

0.03 

16.42 

90 

73.58 

10.00 

7.36 

0.0020 

0.0004 

Limestone 

0.04 

16.42 

90 

73.58 

10.00 

7.36 

0.0020 

0.0006 

Older Alluvium 

10.68 

14.32 

90 

75.68 

20.00 

15.14 

0.0100 

1.6170 

Older Alluvium 

0.40 

9.29 

90 

80.71 

20.00 

16.14 

0.0100 

0.0643 

Limestone 

1.99 

14.81 

90 

75.19 

12.00 

9.02 

0.0020 

0.0358 

Older Alluvium 

2.80 

14.81 

90 

75.19 

20.00 

15.04 

0.0100 

0.4212 

Limestone 

1.44 

14.81 

90 

75.19 

12.00 

9.02 

0.0020 

0.0260 
































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Older Alluvium 


Limestone 


Older Alluvium 


Older Alluvium 


Shale 


Older Alluvium 


Bhander Sandstone 


Limestone 


Older Alluvium 


Limestone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Limestone 


Older Alluvium 


Limestone 


Older Alluvium 


Shale 


Bhander Sandstone 


Shale 


Older Alluvium 


Limestone 


Older Alluvium 


Older Alluvium 


Shale 


Shale 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Limestone 


Older Alluvium 


Bhander Sandstone 


Limestone 


Older Alluvium 


Limestone 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Bhander Sandstone 


Limestone 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Bhander Sandstone 


Limestone 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

16.74 

90 

73.26 

20.00 

14.65 

0.0100 

0.3065 

16.74 

90 

73.26 

12.00 

8.79 

0.0020 

0.0197 

16.74 

90 

73.26 

20.00 

14.65 

0.0100 

0.2705 

22.70 

90 

67.30 

20.00 

13.46 

0.0100 

0.3043 

22.70 

90 

67.30 

5.00 

3.37 

0.0015 

0.0304 

23.48 

90 

66.52 

20.00 

13.30 

0.0100 

0.3367 

16.73 

90 

73.27 

10.00 

7.33 

0.0020 

0.0000 

16.73 

90 

73.27 

10.00 

7.33 

0.0020 

0.0011 

17.46 

90 

72.54 

20.00 

14.51 

0.0100 

1.0700 

17.46 

90 

72.54 

12.00 

8.70 

0.0020 

0.0002 

17.46 

90 

72.54 

20.00 

14.51 

0.0100 

0.0981 

12.95 

90 

77.05 

20.00 

15.41 

0.0100 

0.5717 

18.41 

90 

71.59 

20.00 

14.32 

0.0100 

0.2093 

6.93 

90 

83.07 

20.00 

16.61 

0.0100 

0.5978 

5.82 

90 

84.18 

20.00 

16.84 

0.0100 

0.3483 

15.69 

90 

74.31 

12.00 

8.92 

0.0020 

0.0177 

15.69 

90 

74.31 

20.00 

14.86 

0.0100 

0.4636 

15.69 

90 

74.31 

12.00 

8.92 

0.0020 

0.0118 

15.69 

90 

74.31 

20.00 

14.86 

0.0100 

0.0014 

15.16 

90 

74.84 

5.00 

3.74 

0.0015 

0.0056 

15.16 

90 

74.84 

10.00 

7.48 

0.0020 

0.0120 

15.16 

90 

74.84 

5.00 

3.74 

0.0015 

0.0122 

5.17 

90 

84.83 

20.00 

16.97 

0.0100 

0.0000 

17.40 

90 

72.60 

10.00 

7.26 

0.0020 

0.0018 

6.30 

90 

83.70 

20.00 

16.74 

0.0100 

0.4683 

26.29 

90 

63.71 

20.00 

12.74 

0.0100 

0.0003 

26.29 

90 

63.71 

5.00 

3.19 

0.0015 

0.0057 

26.29 

90 

63.71 

5.00 

3.19 

0.0015 

0.0070 

15.88 

90 

74.12 

10.00 

7.41 

0.0020 

0.0011 

8.15 

90 

81.85 

20.00 

16.37 

0.0100 

0.2618 

17.05 

90 

72.95 

20.00 

14.59 

0.0100 

0.7550 

17.05 

90 

72.95 

12.00 

8.75 

0.0020 

0.0060 

17.05 

90 

72.95 

20.00 

14.59 

0.0100 

0.1734 

17.19 

90 

72.81 

10.00 

7.28 

0.0020 

0.0114 

17.19 

90 

72.81 

12.00 

8.74 

0.0020 

0.1500 

18.36 

90 

71.64 

20.00 

14.33 

0.0100 

0.3555 

11.95 

90 

78.05 

12.00 

9.37 

0.0020 

0.0002 

18.01 

80 

61.99 

5.00 

3.10 

0.0015 

0.0033 

18.01 

80 

61.99 

5.00 

3.10 

0.0015 

0.0078 

13.38 

80 

66.62 

5.00 

3.33 

0.0015 

0.0254 

13.38 

90 

76.62 

10.00 

7.66 

0.0020 

0.1126 

13.38 

80 

66.62 

12.00 

7.99 

0.0020 

0.0114 

13.38 

80 

66.62 

5.00 

3.33 

0.0015 

0.0235 

16.91 

80 

63.09 

5.00 

3.15 

0.0015 

0.0041 

16.91 

80 

63.09 

5.00 

3.15 

0.0015 

0.0017 

14.79 

80 

65.21 

5.00 

3.26 

0.0015 

0.0206 

21.56 

80 

58.44 

5.00 

2.92 

0.0015 

0.0196 

15.76 

80 

64.24 

5.00 

3.21 

0.0015 

0.0191 

15.76 

80 

64.24 

5.00 

3.21 

0.0015 

0.0025 

15.49 

90 

74.51 

10.00 

7.45 

0.0020 

0.0336 

15.49 

90 

74.51 

10.00 

7.45 

0.0020 

0.0038 

15.49 

90 

74.51 

5.00 

3.73 

0.0015 

0.0596 

15.69 

90 

74.31 

5.00 

3.72 

0.0015 

0.0000 

15.69 

90 

74.31 

5.00 

3.72 

0.0015 

0.0053 

15.63 

90 

74.37 

5.00 

3.72 

0.0015 

0.0120 















































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Bhander Sandstone 


Limestone 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Limestone 


Older Alluvium 


Limestone 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Bhander Sandstone 


Limestone 


Phyllite & Schist 


Phyllite & Schist 


Bhander Sandstone 


Phyllite & Schist 


Bhander Sandstone 


Phyllite & Schist 


Bhander Sandstone 


Limestone 


Limestone 


Older Alluvium 


Limestone 


Bhander Sandstone 


Phyllite & Schist 


Bhander Sandstone 


Phyllite & Schist 


Bhander Sandstone 


Limestone 


Phyllite & Schist 


Bhander Sandstone 


Limestone 


Phyllite & Schist 


Phyllite & Schist 


Limestone 


Bhander Sandstone 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Limestone 


Limestone 


Limestone 


Phyllite & Schist 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

13.95 

90 

76.05 

10.00 

7.61 

0.0020 

0.0191 

13.95 

90 

76.05 

10.00 

7.61 

0.0020 

0.0023 

13.95 

90 

76.05 

5.00 

3.80 

0.0015 

0.0008 

8.08 

90 

81.92 

20.00 

16.38 

0.0100 

0.0481 

18.20 

90 

71.80 

5.00 

3.59 

0.0015 

0.0271 

16.76 

90 

73.24 

12.00 

8.79 

0.0020 

0.0079 

16.76 

90 

73.24 

20.00 

14.65 

0.0100 

0.0099 

16.76 

90 

73.24 

12.00 

8.79 

0.0020 

0.0290 

13.21 

80 

66.80 

5.00 

3.34 

0.0015 

0.0083 

16.53 

90 

73.47 

5.00 

3.67 

0.0015 

0.0128 

16.61 

80 

63.39 

5.00 

3.17 

0.0015 

0.0039 

16.61 

80 

63.39 

5.00 

3.17 

0.0015 

0.0000 

15.84 

80 

64.16 

5.00 

3.21 

0.0015 

0.0305 

16.88 

90 

73.12 

5.00 

3.66 

0.0015 

0.0277 

7.55 

90 

82.45 

20.00 

16.49 

0.0100 

0.2192 

23.70 

80 

56.30 

5.00 

2.82 

0.0015 

0.0229 

15.55 

90 

74.45 

5.00 

3.72 

0.0015 

0.0088 

16.40 

90 

73.60 

5.00 

3.68 

0.0015 

0.0241 

16.40 

90 

73.60 

5.00 

3.68 

0.0015 

0.0550 

15.45 

90 

74.55 

5.00 

3.73 

0.0015 

0.0281 

16.48 

90 

73.52 

10.00 

7.35 

0.0020 

0.0143 

16.48 

90 

73.52 

10.00 

7.35 

0.0020 

0.0060 

15.54 

90 

74.46 

5.00 

3.72 

0.0015 

0.0283 

25.31 

80 

54.69 

5.00 

2.73 

0.0015 

0.0104 

13.76 

90 

76.24 

10.00 

7.62 

0.0020 

0.0971 

13.76 

80 

66.24 

5.00 

3.31 

0.0015 

0.0113 

13.76 

90 

76.24 

10.00 

7.62 

0.0020 

0.0083 

13.76 

80 

66.24 

5.00 

3.31 

0.0015 

0.0058 

24.03 

90 

65.97 

10.00 

6.60 

0.0020 

0.0073 

24.03 

90 

65.97 

12.00 

7.92 

0.0020 

0.0591 

11.27 

90 

78.73 

12.00 

9.45 

0.0020 

0.0157 

11.27 

90 

78.73 

20.00 

15.75 

0.0100 

0.1607 

11.27 

90 

78.73 

12.00 

9.45 

0.0020 

0.0243 

15.74 

90 

74.26 

10.00 

7.43 

0.0020 

0.0037 

15.74 

80 

64.26 

5.00 

3.21 

0.0015 

0.0476 

15.74 

90 

74.26 

10.00 

7.43 

0.0020 

0.0185 

15.74 

80 

64.26 

5.00 

3.21 

0.0015 

0.0113 

13.07 

90 

76.93 

10.00 

7.69 

0.0020 

0.0154 

13.07 

80 

66.93 

12.00 

8.03 

0.0020 

0.0139 

13.07 

80 

66.93 

5.00 

3.35 

0.0015 

0.0180 

13.07 

90 

76.93 

10.00 

7.69 

0.0020 

0.0067 

13.07 

80 

66.93 

12.00 

8.03 

0.0020 

0.0005 

13.69 

90 

76.31 

5.00 

3.82 

0.0015 

0.0004 

17.26 

80 

62.74 

5.00 

3.14 

0.0015 

0.0107 

12.51 

90 

77.49 

12.00 

9.30 

0.0020 

0.0004 

14.90 

90 

75.10 

10.00 

7.51 

0.0020 

0.0051 

14.90 

80 

65.10 

5.00 

3.26 

0.0015 

0.0193 

15.93 

90 

74.07 

5.00 

3.70 

0.0015 

0.0113 

23.96 

80 

56.04 

5.00 

2.80 

0.0015 

0.0046 

21.67 

80 

58.33 

5.00 

2.92 

0.0015 

0.0002 

19.99 

90 

70.01 

12.00 

8.40 

0.0020 

0.0835 

14.32 

90 

75.68 

12.00 

9.08 

0.0020 

0.0024 

14.32 

90 

75.68 

12.00 

9.08 

0.0020 

0.0585 

15.23 

90 

74.77 

5.00 

3.74 

0.0015 

0.0224 

15.23 

90 

74.77 

5.00 

3.74 

0.0015 

0.0391 



















































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Bhander Sandstone 


Limestone 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Bhander Sandstone 


Phyllite & Schist 


Phyllite & Schist 


Bhander Sandstone 


Phyllite & Schist 


Bhander Sandstone 


Phyllite & Schist 


Limestone 


Older Alluvium 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Limestone 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Limestone 


Older Alluvium 


Limestone 


Bhander Sandstone 


Limestone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

16.26 

90 

73.74 

5.00 

3.69 

0.0015 

0.0128 

14.93 

120 

105.07 

4.00 

4.20 

0.0018 

0.0488 

16.79 

90 

73.21 

5.00 

3.66 

0.0015 

0.0110 

16.79 

90 

73.21 

5.00 

3.66 

0.0015 

0.0200 

17.19 

90 

72.81 

5.00 

3.64 

0.0015 

0.0127 

16.50 

90 

73.50 

10.00 

7.35 

0.0020 

0.0265 

16.50 

90 

73.50 

10.00 

7.35 

0.0020 

0.0187 

17.89 

80 

62.11 

5.00 

3.11 

0.0015 

0.0054 

17.89 

80 

62.11 

5.00 

3.11 

0.0015 

0.0259 

14.86 

90 

75.14 

5.00 

3.76 

0.0015 

0.0078 

21.83 

80 

58.17 

5.00 

2.91 

0.0015 

0.0129 

17.85 

90 

72.15 

5.00 

3.61 

0.0015 

0.0166 

23.47 

90 

66.53 

10.00 

6.65 

0.0020 

0.0383 

23.47 

90 

66.53 

12.00 

7.98 

0.0020 

0.0140 

13.98 

90 

76.02 

10.00 

7.60 

0.0020 

0.1932 

13.98 

80 

66.02 

12.00 

7.92 

0.0020 

0.0076 

7.96 

90 

82.04 

20.00 

16.41 

0.0100 

0.3488 

14.94 

90 

75.06 

5.00 

3.75 

0.0015 

0.0058 

13.95 

120 

106.05 

4.00 

4.24 

0.0018 

0.0180 

16.03 

90 

73.97 

5.00 

3.70 

0.0015 

0.0193 

13.85 

120 

106.15 

4.00 

4.25 

0.0018 

0.0256 

17.53 

80 

62.47 

5.00 

3.12 

0.0015 

0.0003 

17.53 

90 

72.47 

10.00 

7.25 

0.0020 

0.1323 

17.53 

80 

62.47 

5.00 

3.12 

0.0015 

0.0102 

13.73 

80 

66.27 

5.00 

3.31 

0.0015 

0.0000 

14.33 

90 

75.67 

10.00 

7.57 

0.0020 

0.0048 

14.33 

80 

65.67 

5.00 

3.28 

0.0015 

0.0229 

14.33 

90 

75.67 

10.00 

7.57 

0.0020 

0.0430 

14.33 

80 

65.67 

5.00 

3.28 

0.0015 

0.0021 

12.13 

90 

77.87 

12.00 

9.34 

0.0020 

0.0004 

12.13 

90 

77.87 

20.00 

15.57 

0.0100 

0.0415 

12.13 

90 

77.87 

12.00 

9.34 

0.0020 

0.0018 

12.72 

90 

77.28 

10.00 

7.73 

0.0020 

0.0314 

12.72 

80 

67.28 

12.00 

8.07 

0.0020 

0.0028 

12.72 

90 

77.28 

10.00 

7.73 

0.0020 

0.0054 

12.72 

80 

67.28 

12.00 

8.07 

0.0020 

0.0293 

14.96 

80 

65.04 

5.00 

3.25 

0.0015 

0.0150 

14.96 

80 

65.04 

5.00 

3.25 

0.0015 

0.0013 

13.61 

80 

66.39 

5.00 

3.32 

0.0015 

0.0058 

13.61 

80 

66.39 

5.00 

3.32 

0.0015 

0.0002 

18.39 

80 

61.61 

5.00 

3.08 

0.0015 

0.0194 

12.04 

90 

77.96 

12.00 

9.35 

0.0020 

0.0000 

19.18 

80 

60.82 

5.00 

3.04 

0.0015 

0.0048 

18.45 

90 

71.55 

5.00 

3.58 

0.0015 

0.0009 

15.51 

90 

74.49 

5.00 

3.72 

0.0015 

0.0033 

16.81 

80 

63.19 

5.00 

3.16 

0.0015 

0.0176 

16.81 

80 

63.19 

5.00 

3.16 

0.0015 

0.0118 

17.32 

80 

62.68 

5.00 

3.13 

0.0015 

0.0314 

17.32 

80 

62.68 

5.00 

3.13 

0.0015 

0.0088 

16.04 

80 

63.96 

5.00 

3.20 

0.0015 

0.0012 

14.57 

90 

75.43 

12.00 

9.05 

0.0020 

0.0296 

14.57 

90 

75.43 

20.00 

15.09 

0.0100 

0.0728 

14.57 

90 

75.43 

12.00 

9.05 

0.0020 

0.0010 

14.86 

90 

75.14 

10.00 

7.51 

0.0020 

0.0235 

14.86 

90 

75.14 

10.00 

7.51 

0.0020 

0.0078 





















































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Bhander Sandstone 


Phyllite & Schist 


Phyllite & Schist 


Bhander Sandstone 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Bhander Sandstone 


Limestone 


Phyllite & Schist 


Bhander Sandstone 


Phyllite & Schist 


Bhander Sandstone 


Phyllite & Schist 


Bhander Sandstone 


Bhander Sandstone 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Bhander Sandstone 


Phyllite & Schist 


Bhander Sandstone 


Limestone 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Bhander Sandstone 


Limestone 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Bhander Sandstone 


Limestone 


Phyllite & Schist 


Bhander Sandstone 


Limestone 


Phyllite & Schist 


Phyllite & Schist 


Limestone 


Older Alluvium 


Limestone 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

13.00 

90 

77.00 

10.00 

7.70 

0.0020 

0.0554 

13.00 

80 

67.00 

5.00 

3.35 

0.0015 

0.0002 

15.98 

80 

64.02 

5.00 

3.20 

0.0015 

0.0014 

15.98 

90 

74.02 

10.00 

7.40 

0.0020 

0.1507 

15.98 

80 

64.02 

5.00 

3.20 

0.0015 

0.0083 

14.71 

80 

65.29 

5.00 

3.26 

0.0015 

0.0274 

16.38 

80 

63.62 

5.00 

3.18 

0.0015 

0.0645 

16.38 

80 

63.62 

5.00 

3.18 

0.0015 

0.0007 

15.57 

90 

74.43 

5.00 

3.72 

0.0015 

0.0023 

15.57 

90 

74.43 

5.00 

3.72 

0.0015 

0.0500 

13.24 

90 

76.76 

10.00 

7.68 

0.0020 

0.0299 

13.24 

80 

66.76 

12.00 

8.01 

0.0020 

0.0028 

13.24 

80 

66.76 

5.00 

3.34 

0.0015 

0.0019 

13.74 

90 

76.26 

10.00 

7.63 

0.0020 

0.0425 

13.74 

80 

66.26 

5.00 

3.31 

0.0015 

0.0041 

14.70 

90 

75.30 

10.00 

7.53 

0.0020 

0.0062 

14.70 

80 

65.30 

5.00 

3.27 

0.0015 

0.0022 

14.70 

90 

75.30 

10.00 

7.53 

0.0020 

0.1055 

12.19 

90 

77.81 

10.00 

7.78 

0.0020 

0.1512 

12.19 

80 

67.81 

5.00 

3.39 

0.0015 

0.0064 

16.09 

90 

73.91 

20.00 

14.78 

0.0100 

0.5341 

15.49 

90 

74.51 

5.00 

3.73 

0.0015 

0.1657 

14.81 

90 

75.19 

5.00 

3.76 

0.0015 

0.0303 

24.94 

80 

55.06 

5.00 

2.75 

0.0015 

0.0145 

15.36 

90 

74.64 

5.00 

3.73 

0.0015 

0.0123 

15.23 

90 

74.77 

10.00 

7.48 

0.0020 

0.0030 

15.23 

90 

74.77 

5.00 

3.74 

0.0015 

0.0289 

16.55 

90 

73.45 

10.00 

7.34 

0.0020 

0.0202 

16.55 

90 

73.45 

10.00 

7.34 

0.0020 

0.0203 

15.88 

90 

74.12 

5.00 

3.71 

0.0015 

0.0004 

16.14 

80 

63.86 

5.00 

3.19 

0.0015 

0.0054 

16.14 

80 

63.86 

5.00 

3.19 

0.0015 

0.0124 

15.45 

90 

74.55 

5.00 

3.73 

0.0015 

0.0147 

14.58 

80 

65.42 

5.00 

3.27 

0.0015 

0.0223 

16.44 

90 

73.56 

10.00 

7.36 

0.0020 

0.0674 

16.44 

90 

73.56 

10.00 

7.36 

0.0020 

0.0223 

16.44 

90 

73.56 

5.00 

3.68 

0.0015 

0.0149 

16.59 

80 

63.41 

5.00 

3.17 

0.0015 

0.0219 

16.59 

80 

63.41 

5.00 

3.17 

0.0015 

0.0008 

12.93 

90 

77.07 

10.00 

7.71 

0.0020 

0.0024 

12.93 

80 

67.07 

12.00 

8.05 

0.0020 

0.0064 

12.93 

80 

67.07 

5.00 

3.35 

0.0015 

0.0078 

12.93 

90 

77.07 

10.00 

7.71 

0.0020 

0.0197 

12.93 

80 

67.07 

12.00 

8.05 

0.0020 

0.0042 

12.93 

80 

67.07 

5.00 

3.35 

0.0015 

0.0031 

13.75 

80 

66.25 

5.00 

3.31 

0.0015 

0.0193 

15.29 

90 

74.71 

12.00 

8.97 

0.0020 

0.0203 

15.29 

90 

74.71 

20.00 

14.94 

0.0100 

0.0264 

15.29 

90 

74.71 

12.00 

8.97 

0.0020 

0.0089 

19.14 

80 

60.86 

5.00 

3.04 

0.0015 

0.0405 

15.89 

90 

74.11 

5.00 

3.71 

0.0015 

0.0205 

15.89 

90 

74.11 

5.00 

3.71 

0.0015 

0.0109 

14.09 

90 

75.91 

20.00 

15.18 

0.0100 

0.4018 

16.14 

90 

73.86 

5.00 

3.69 

0.0015 

0.0258 

16.14 

90 

73.86 

5.00 

3.69 

0.0015 

0.0702 









































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Bhander Sandstone 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Limestone 


Limestone 


Limestone 


Limestone 


Limestone 


Limestone 


Phyllite & Schist 


Limestone 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Limestone 


Limestone 


Bhander Sandstone 


Limestone 


Limestone 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Bhander Sandstone 


Phyllite & Schist 


Bhander Sandstone 


Phyllite & Schist 


Phyllite & Schist 


Bhander Sandstone 


Limestone 


Phyllite & Schist 


Bhander Sandstone 


Limestone 


Phyllite & Schist 


Phyllite & Schist 


Bhander Sandstone 


Limestone 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Limestone 


Limestone 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

16.02 

90 

73.98 

5.00 

3.70 

0.0015 

0.0444 

16.66 

90 

73.34 

5.00 

3.67 

0.0015 

0.0118 

16.66 

90 

73.34 

5.00 

3.67 

0.0015 

0.0055 

13.75 

80 

66.25 

5.00 

3.31 

0.0015 

0.0073 

13.75 

90 

76.25 

10.00 

7.63 

0.0020 

0.0187 

13.75 

80 

66.25 

5.00 

3.31 

0.0015 

0.0095 

15.35 

90 

74.65 

5.00 

3.73 

0.0015 

0.0174 

22.63 

80 

57.37 

5.00 

2.87 

0.0015 

0.0044 

15.49 

90 

74.51 

5.00 

3.73 

0.0015 

0.0244 

15.23 

90 

74.77 

5.00 

3.74 

0.0015 

0.0269 

13.45 

90 

76.55 

12.00 

9.19 

0.0020 

0.2199 

13.73 

90 

76.27 

12.00 

9.15 

0.0020 

0.0801 

13.74 

90 

76.26 

12.00 

9.15 

0.0020 

0.0083 

13.74 

90 

76.26 

12.00 

9.15 

0.0020 

0.0845 

16.52 

90 

73.48 

12.00 

8.82 

0.0020 

0.0013 

16.52 

90 

73.48 

12.00 

8.82 

0.0020 

0.0826 

16.68 

90 

73.32 

5.00 

3.67 

0.0015 

0.0203 

12.33 

90 

77.67 

12.00 

9.32 

0.0020 

0.0001 

12.33 

90 

77.67 

20.00 

15.53 

0.0100 

0.3202 

15.95 

80 

64.05 

5.00 

3.20 

0.0015 

0.0251 

17.04 

90 

72.96 

5.00 

3.65 

0.0015 

0.0239 

14.52 

80 

65.48 

5.00 

3.27 

0.0015 

0.0180 

19.12 

80 

60.88 

5.00 

3.04 

0.0015 

0.0108 

18.43 

80 

61.57 

5.00 

3.08 

0.0015 

0.0011 

16.44 

90 

73.56 

12.00 

8.83 

0.0020 

0.0064 

16.44 

90 

73.56 

12.00 

8.83 

0.0020 

0.0955 

16.48 

90 

73.52 

10.00 

7.35 

0.0020 

0.0124 

16.48 

90 

73.52 

10.00 

7.35 

0.0020 

0.0012 

12.91 

90 

77.09 

12.00 

9.25 

0.0020 

0.0462 

13.87 

80 

66.13 

5.00 

3.31 

0.0015 

0.0034 

13.87 

80 

66.13 

5.00 

3.31 

0.0015 

0.0060 

15.47 

90 

74.53 

5.00 

3.73 

0.0015 

0.0244 

15.31 

90 

74.69 

10.00 

7.47 

0.0020 

0.0090 

15.31 

90 

74.69 

5.00 

3.73 

0.0015 

0.0051 

15.31 

90 

74.69 

10.00 

7.47 

0.0020 

0.1493 

15.31 

90 

74.69 

5.00 

3.73 

0.0015 

0.0328 

14.79 

90 

75.21 

5.00 

3.76 

0.0015 

0.0464 

13.47 

90 

76.53 

10.00 

7.65 

0.0020 

0.0142 

13.47 

90 

76.53 

12.00 

9.18 

0.0020 

0.0091 

14.44 

90 

75.56 

5.00 

3.78 

0.0015 

0.0001 

12.86 

90 

77.14 

10.00 

7.71 

0.0020 

0.0406 

12.86 

80 

67.14 

12.00 

8.06 

0.0020 

0.0323 

12.86 

80 

67.14 

5.00 

3.36 

0.0015 

0.0001 

15.46 

90 

74.54 

5.00 

3.73 

0.0015 

0.0173 

17.57 

90 

72.43 

10.00 

7.24 

0.0020 

0.0725 

17.57 

90 

72.43 

12.00 

8.69 

0.0020 

0.0043 

16.28 

80 

63.72 

5.00 

3.19 

0.0015 

0.0106 

16.28 

80 

63.72 

5.00 

3.19 

0.0015 

0.0185 

23.55 

80 

56.45 

5.00 

2.82 

0.0015 

0.0151 

20.72 

80 

59.28 

5.00 

2.96 

0.0015 

0.0612 

15.25 

80 

64.75 

5.00 

3.24 

0.0015 

0.0318 

17.88 

120 

102.12 

4.00 

4.08 

0.0018 

0.0046 

15.02 

90 

74.98 

12.00 

9.00 

0.0020 

0.0058 

15.02 

90 

74.98 

12.00 

9.00 

0.0020 

0.0851 

15.35 

90 

74.65 

5.00 

3.73 

0.0015 

0.0178 








































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Limestone 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Bhander Sandstone 


Phyllite & Schist 


Bhander Sandstone 


Phyllite & Schist 


Phyllite & Schist 


Bhander Sandstone 


Limestone 


Phyllite & Schist 


Bhander Sandstone 


Phyllite & Schist 


Limestone 


Older Alluvium 


Limestone 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Bhander Sandstone 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Bhander Sandstone 


Phyllite & Schist 


Phyllite & Schist 


Limestone 


Phyllite & Schist 


Phyllite & Schist 


Limestone 


Older Alluvium 


Limestone 


Phyllite & Schist 


Limestone 


Older Alluvium 


Limestone 


Older Alluvium 


Bhander Sandstone 


Limestone 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Limestone 


Phyllite & Schist 


Phyllite & Schist 


Bhander Sandstone 


Phyllite & Schist 


Limestone 


Limestone 


Older Alluvium 


Limestone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

17.14 

90 

72.86 

12.00 

8.74 

0.0020 

0.0514 

13.34 

80 

66.66 

5.00 

3.33 

0.0015 

0.0068 

13.34 

80 

66.66 

5.00 

3.33 

0.0015 

0.0101 

12.00 

90 

78.00 

20.00 

15.60 

0.0100 

1.2626 

15.12 

90 

74.88 

5.00 

3.74 

0.0015 

0.0565 

13.18 

90 

76.82 

10.00 

7.68 

0.0020 

0.0098 

13.18 

80 

66.82 

5.00 

3.34 

0.0015 

0.0279 

13.18 

90 

76.82 

10.00 

7.68 

0.0020 

0.0081 

13.18 

80 

66.82 

5.00 

3.34 

0.0015 

0.0050 

15.88 

90 

74.12 

5.00 

3.71 

0.0015 

0.0527 

23.48 

90 

66.52 

10.00 

6.65 

0.0020 

0.0516 

23.48 

90 

66.52 

12.00 

7.98 

0.0020 

0.0127 

15.40 

90 

74.60 

5.00 

3.73 

0.0015 

0.0111 

15.71 

90 

74.29 

10.00 

7.43 

0.0020 

0.0175 

15.71 

90 

74.29 

5.00 

3.71 

0.0015 

0.0188 

10.42 

90 

79.58 

12.00 

9.55 

0.0020 

0.0288 

10.42 

90 

79.58 

20.00 

15.92 

0.0100 

0.5396 

10.42 

90 

79.58 

12.00 

9.55 

0.0020 

0.0025 

14.02 

80 

65.98 

5.00 

3.30 

0.0015 

0.0075 

24.71 

80 

55.29 

5.00 

2.76 

0.0015 

0.0002 

20.40 

80 

59.60 

5.00 

2.98 

0.0015 

0.0010 

14.30 

90 

75.70 

10.00 

7.57 

0.0020 

0.0071 

14.30 

80 

65.70 

5.00 

3.29 

0.0015 

0.0104 

25.89 

80 

54.11 

5.00 

2.71 

0.0015 

0.0000 

15.47 

90 

74.53 

5.00 

3.73 

0.0015 

0.0376 

19.15 

90 

70.85 

5.00 

3.54 

0.0015 

0.0020 

19.15 

90 

70.85 

10.00 

7.09 

0.0020 

0.0763 

19.15 

90 

70.85 

5.00 

3.54 

0.0015 

0.0073 

15.94 

90 

74.06 

5.00 

3.70 

0.0015 

0.0171 

12.70 

90 

77.30 

12.00 

9.28 

0.0020 

0.0014 

19.28 

80 

60.72 

5.00 

3.04 

0.0015 

0.0106 

15.86 

90 

74.14 

5.00 

3.71 

0.0015 

0.0223 

10.73 

90 

79.27 

12.00 

9.51 

0.0020 

0.0196 

10.73 

90 

79.27 

20.00 

15.85 

0.0100 

0.6333 

10.73 

90 

79.27 

12.00 

9.51 

0.0020 

0.0015 

15.48 

90 

74.52 

5.00 

3.73 

0.0015 

0.0239 

25.33 

90 

64.67 

12.00 

7.76 

0.0020 

0.0070 

25.33 

90 

64.67 

20.00 

12.93 

0.0100 

0.0464 

25.33 

90 

64.67 

12.00 

7.76 

0.0020 

0.0446 

25.33 

90 

64.67 

20.00 

12.93 

0.0100 

0.0074 

13.31 

90 

76.69 

10.00 

7.67 

0.0020 

0.0688 

13.31 

80 

66.69 

12.00 

8.00 

0.0020 

0.0708 

15.59 

90 

74.41 

5.00 

3.72 

0.0015 

0.0257 

15.65 

90 

74.35 

5.00 

3.72 

0.0015 

0.0707 

16.33 

90 

73.67 

5.00 

3.68 

0.0015 

0.0146 

15.88 

90 

74.12 

5.00 

3.71 

0.0015 

0.0017 

23.81 

90 

66.19 

12.00 

7.94 

0.0020 

0.0301 

15.88 

80 

64.13 

5.00 

3.21 

0.0015 

0.0108 

15.88 

80 

64.13 

5.00 

3.21 

0.0015 

0.0011 

13.69 

90 

76.31 

10.00 

7.63 

0.0020 

0.0188 

13.69 

80 

66.31 

5.00 

3.32 

0.0015 

0.0052 

12.17 

90 

77.83 

12.00 

9.34 

0.0020 

0.0004 

25.09 

90 

64.91 

12.00 

7.79 

0.0020 

0.0253 

25.09 

90 

64.91 

20.00 

12.98 

0.0100 

0.0248 

25.09 

90 

64.91 

12.00 

7.79 

0.0020 

0.0677 






























































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Bhander Sandstone 


Limestone 


Phyllite & Schist 


Limestone 


Older Alluvium 


Limestone 


Bhander Sandstone 


Phyllite & Schist 


Phyllite & Schist 


Limestone 


Older Alluvium 


Limestone 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Limestone 


Older Alluvium 


Bhander Sandstone 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Limestone 


Limestone 


Older Alluvium 


Limestone 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Bhander Sandstone 


Limestone 


Phyllite & Schist 


Phyllite & Schist 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Phyllite & Schist 


Bhander Sandstone 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Bhander Sandstone 


Phyllite & Schist 


Phyllite & Schist 


Bhander Sandstone 


Limestone 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

16.08 

90 

73.92 

5.00 

3.70 

0.0015 

0.0180 

13.55 

120 

106.45 

4.00 

4.26 

0.0018 

0.0005 

13.74 

120 

106.26 

4.00 

4.25 

0.0018 

0.0009 

17.03 

90 

72.97 

5.00 

3.65 

0.0015 

0.0154 

16.37 

90 

73.63 

10.00 

7.36 

0.0020 

0.0330 

16.37 

90 

73.63 

10.00 

7.36 

0.0020 

0.0052 

16.37 

90 

73.63 

5.00 

3.68 

0.0015 

0.0126 

14.00 

90 

76.00 

12.00 

9.12 

0.0020 

0.0237 

14.00 

90 

76.00 

20.00 

15.20 

0.0100 

0.3217 

14.00 

90 

76.00 

12.00 

9.12 

0.0020 

0.0120 

16.25 

90 

73.75 

10.00 

7.37 

0.0020 

0.0138 

16.25 

90 

73.75 

5.00 

3.69 

0.0015 

0.0043 

15.25 

90 

74.75 

5.00 

3.74 

0.0015 

0.0304 

11.47 

90 

78.53 

12.00 

9.42 

0.0020 

0.0019 

11.47 

90 

78.53 

20.00 

15.71 

0.0100 

0.6933 

11.47 

90 

78.53 

12.00 

9.42 

0.0020 

0.0023 

18.29 

90 

71.71 

5.00 

3.59 

0.0015 

0.0555 

16.48 

80 

63.52 

5.00 

3.18 

0.0015 

0.0120 

16.48 

80 

63.52 

5.00 

3.18 

0.0015 

0.0051 

17.45 

90 

72.55 

12.00 

8.71 

0.0020 

0.1067 

7.02 

90 

82.98 

20.00 

16.60 

0.0100 

0.0020 

15.67 

90 

74.33 

10.00 

7.43 

0.0020 

0.0130 

15.67 

90 

74.33 

5.00 

3.72 

0.0015 

0.0211 

15.25 

90 

74.75 

5.00 

3.74 

0.0015 

0.0037 

15.41 

90 

74.59 

5.00 

3.73 

0.0015 

0.0102 

15.10 

80 

64.91 

5.00 

3.25 

0.0015 

0.0203 

12.73 

90 

77.27 

12.00 

9.27 

0.0020 

0.0021 

12.73 

90 

77.27 

12.00 

9.27 

0.0020 

0.0305 

23.53 

90 

66.47 

20.00 

13.29 

0.0100 

0.0439 

23.53 

90 

66.47 

12.00 

7.98 

0.0020 

0.0418 

23.53 

90 

66.47 

20.00 

13.29 

0.0100 

0.1026 

16.71 

120 

103.29 

4.00 

4.13 

0.0018 

0.0023 

21.37 

80 

58.63 

5.00 

2.93 

0.0015 

0.0088 

14.22 

90 

75.78 

10.00 

7.58 

0.0020 

0.0139 

14.22 

90 

75.78 

10.00 

7.58 

0.0020 

0.0158 

17.52 

90 

72.48 

5.00 

3.62 

0.0015 

0.0182 

15.40 

90 

74.60 

5.00 

3.73 

0.0015 

0.0234 

16.12 

90 

73.88 

10.00 

7.39 

0.0020 

0.0230 

16.12 

90 

73.88 

10.00 

7.39 

0.0020 

0.0603 

14.10 

90 

75.90 

10.00 

7.59 

0.0020 

0.0117 

14.10 

90 

75.90 

10.00 

7.59 

0.0020 

0.0300 

15.39 

90 

74.61 

10.00 

7.46 

0.0020 

0.0027 

15.39 

80 

64.61 

5.00 

3.23 

0.0015 

0.0176 

14.68 

90 

75.32 

10.00 

7.53 

0.0020 

0.0276 

14.68 

80 

65.32 

5.00 

3.27 

0.0015 

0.0109 

16.58 

90 

73.42 

5.00 

3.67 

0.0015 

0.0144 

17.56 

90 

72.44 

5.00 

3.62 

0.0015 

0.0105 

17.56 

90 

72.44 

10.00 

7.24 

0.0020 

0.0029 

17.56 

90 

72.44 

5.00 

3.62 

0.0015 

0.0089 

15.80 

90 

74.20 

5.00 

3.71 

0.0015 

0.0112 

15.91 

90 

74.09 

10.00 

7.41 

0.0020 

0.0120 

15.91 

90 

74.09 

10.00 

7.41 

0.0020 

0.0464 

15.91 

90 

74.09 

5.00 

3.70 

0.0015 

0.0124 

14.86 

90 

75.14 

5.00 

3.76 

0.0015 

0.0011 

14.86 

90 

75.14 

5.00 

3.76 

0.0015 

0.0007 

























































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Limestone 


Older Alluvium 


Limestone 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Limestone 


Limestone 


Phyllite & Schist 


Bhander Sandstone 


Limestone 


Phyllite & Schist 


Phyllite & Schist 


Bhander Sandstone 


Limestone 


Phyllite & Schist 


Bhander Sandstone 


Limestone 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Bhander Sandstone 


Phyllite & Schist 


Bhander Sandstone 


Phyllite & Schist 


Bhander Sandstone 


Limestone 


Phyllite & Schist 


Bhander Sandstone 


Limestone 


Phyllite & Schist 


Bhander Sandstone 


Limestone 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Limestone 


Older Alluvium 


Limestone 


Older Alluvium 


Bhander Sandstone 


Limestone 


Phyllite & Schist 


Phyllite & Schist 


Bhander Sandstone 


Phyllite & Schist 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

10.98 

90 

79.02 

12.00 

9.48 

0.0020 

0.0283 

10.98 

90 

79.02 

20.00 

15.80 

0.0100 

0.2372 

10.98 

90 

79.02 

12.00 

9.48 

0.0020 

0.0120 

15.98 

90 

74.02 

5.00 

3.70 

0.0015 

0.0744 

15.72 

90 

74.28 

5.00 

3.71 

0.0015 

0.0131 

17.58 

90 

72.42 

5.00 

3.62 

0.0015 

0.0175 

17.58 

90 

72.42 

5.00 

3.62 

0.0015 

0.0017 

14.89 

90 

75.11 

12.00 

9.01 

0.0020 

0.0130 

14.89 

90 

75.11 

12.00 

9.01 

0.0020 

0.0357 

23.51 

80 

56.49 

5.00 

2.82 

0.0015 

0.0080 

14.06 

90 

75.94 

10.00 

7.59 

0.0020 

0.0164 

14.06 

90 

75.94 

10.00 

7.59 

0.0020 

0.0735 

14.68 

80 

65.32 

5.00 

3.27 

0.0015 

0.0141 

15.68 

90 

74.32 

5.00 

3.72 

0.0015 

0.0216 

13.11 

90 

76.89 

10.00 

7.69 

0.0020 

0.0133 

13.11 

80 

66.89 

12.00 

8.03 

0.0020 

0.0115 

13.11 

80 

66.89 

5.00 

3.34 

0.0015 

0.0201 

13.11 

90 

76.89 

10.00 

7.69 

0.0020 

0.0050 

13.11 

80 

66.89 

12.00 

8.03 

0.0020 

0.0079 

15.94 

90 

74.06 

5.00 

3.70 

0.0015 

0.0442 

15.54 

90 

74.46 

5.00 

3.72 

0.0015 

0.0098 

14.05 

80 

65.95 

5.00 

3.30 

0.0015 

0.0094 

15.41 

90 

74.59 

10.00 

7.46 

0.0020 

0.0379 

15.41 

90 

74.59 

5.00 

3.73 

0.0015 

0.0158 

12.82 

90 

77.18 

10.00 

7.72 

0.0020 

0.0394 

12.82 

80 

67.18 

5.00 

3.36 

0.0015 

0.0164 

12.84 

90 

77.16 

10.00 

7.72 

0.0020 

0.0048 

12.84 

80 

67.16 

12.00 

8.06 

0.0020 

0.0935 

14.30 

90 

75.70 

5.00 

3.78 

0.0015 

0.0002 

16.55 

90 

73.45 

10.00 

7.35 

0.0020 

0.0204 

16.55 

90 

73.45 

10.00 

7.35 

0.0020 

0.0007 

15.35 

90 

74.65 

5.00 

3.73 

0.0015 

0.0126 

16.42 

90 

73.58 

10.00 

7.36 

0.0020 

0.0246 

16.42 

90 

73.58 

10.00 

7.36 

0.0020 

0.0054 

19.01 

80 

60.99 

5.00 

3.05 

0.0015 

0.0013 

19.01 

80 

60.99 

5.00 

3.05 

0.0015 

0.0352 

16.54 

80 

63.46 

5.00 

3.17 

0.0015 

0.0028 

16.54 

80 

63.46 

5.00 

3.17 

0.0015 

0.0074 

16.54 

80 

63.46 

5.00 

3.17 

0.0015 

0.0002 

9.29 

90 

80.71 

20.00 

16.14 

0.0100 

0.6263 

15.93 

90 

74.07 

5.00 

3.70 

0.0015 

0.0267 

19.82 

80 

60.18 

5.00 

3.01 

0.0015 

0.0100 

22.51 

80 

57.49 

5.00 

2.87 

0.0015 

0.0088 

24.32 

80 

55.68 

5.00 

2.78 

0.0015 

0.0000 

13.97 

90 

76.03 

12.00 

9.12 

0.0020 

0.0019 

13.97 

90 

76.03 

20.00 

15.21 

0.0100 

0.3653 

13.97 

90 

76.03 

12.00 

9.12 

0.0020 

0.0010 

13.97 

90 

76.03 

20.00 

15.21 

0.0100 

0.0001 

15.65 

90 

74.35 

10.00 

7.43 

0.0020 

0.0142 

15.65 

90 

74.35 

10.00 

7.43 

0.0020 

0.1315 

15.65 

90 

74.35 

5.00 

3.72 

0.0015 

0.0083 

15.38 

90 

74.62 

5.00 

3.73 

0.0015 

0.0207 

19.95 

90 

70.05 

10.00 

7.01 

0.0020 

0.0628 

19.95 

90 

70.05 

5.00 

3.50 

0.0015 

0.0004 

15.83 

90 

74.17 

5.00 

3.71 

0.0015 

0.0153 




















































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Limestone 


Bhander Sandstone 


Limestone 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Limestone 


Bhander Sandstone 


Phyllite & Schist 


Bhander Sandstone 


Bhander Sandstone 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Bhander Sandstone 


Limestone 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Bhander Sandstone 


Limestone 


Older Alluvium 


Limestone 


Older Alluvium 


Bhander Sandstone 


Limestone 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Limestone 


Older Alluvium 


Limestone 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Bhander Sandstone 


Phyllite & Schist 


Bhander Sandstone 


Limestone 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Bhander Sandstone 


Limestone 


Phyllite & Schist 


Phyllite & Schist 


Bhander Sandstone 


Phyllite & Schist 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

17.34 

90 

72.66 

12.00 

8.72 

0.0020 

0.0424 

16.73 

90 

73.27 

10.00 

7.33 

0.0020 

0.0160 

16.73 

90 

73.27 

10.00 

7.33 

0.0020 

0.0007 

16.28 

80 

63.72 

5.00 

3.19 

0.0015 

0.0154 

16.26 

80 

63.74 

5.00 

3.19 

0.0015 

0.0129 

16.26 

80 

63.74 

5.00 

3.19 

0.0015 

0.0043 

14.01 

80 

65.99 

5.00 

3.30 

0.0015 

0.0132 

16.61 

90 

73.39 

5.00 

3.67 

0.0015 

0.0286 

14.04 

80 

65.96 

5.00 

3.30 

0.0015 

0.0053 

11.74 

90 

78.26 

12.00 

9.39 

0.0020 

0.0001 

13.69 

90 

76.31 

10.00 

7.63 

0.0020 

0.0000 

13.69 

80 

66.31 

5.00 

3.32 

0.0015 

0.0182 

13.27 

90 

76.73 

10.00 

7.67 

0.0020 

0.0003 

13.27 

90 

76.73 

10.00 

7.67 

0.0020 

0.0204 

13.27 

80 

66.73 

5.00 

3.34 

0.0015 

0.0023 

17.04 

90 

72.96 

5.00 

3.65 

0.0015 

0.0030 

17.04 

90 

72.96 

5.00 

3.65 

0.0015 

0.0146 

16.68 

90 

73.32 

10.00 

7.33 

0.0020 

0.1744 

16.68 

90 

73.32 

10.00 

7.33 

0.0020 

0.0677 

18.26 

80 

61.74 

5.00 

3.09 

0.0015 

0.0018 

18.26 

80 

61.74 

5.00 

3.09 

0.0015 

0.0131 

18.15 

80 

61.85 

5.00 

3.09 

0.0015 

0.0177 

12.97 

90 

77.03 

10.00 

7.70 

0.0020 

0.0084 

12.97 

80 

67.03 

12.00 

8.04 

0.0020 

0.1044 

6.93 

90 

83.07 

20.00 

16.61 

0.0100 

0.0014 

14.33 

90 

75.67 

12.00 

9.08 

0.0020 

0.0001 

14.33 

90 

75.67 

20.00 

15.13 

0.0100 

0.0031 

16.47 

90 

73.53 

10.00 

7.35 

0.0020 

0.0282 

16.47 

90 

73.53 

10.00 

7.35 

0.0020 

0.0125 

17.04 

80 

62.96 

5.00 

3.15 

0.0015 

0.0040 

17.04 

80 

62.96 

5.00 

3.15 

0.0015 

0.0026 

15.54 

90 

74.46 

5.00 

3.72 

0.0015 

0.0600 

15.79 

90 

74.21 

12.00 

8.91 

0.0020 

0.0000 

15.79 

90 

74.21 

20.00 

14.84 

0.0100 

0.4357 

15.79 

90 

74.21 

12.00 

8.91 

0.0020 

0.0094 

15.79 

90 

74.21 

20.00 

14.84 

0.0100 

0.1669 

16.49 

80 

63.51 

5.00 

3.18 

0.0015 

0.0139 

16.49 

80 

63.51 

5.00 

3.18 

0.0015 

0.0017 

25.98 

80 

54.02 

5.00 

2.70 

0.0015 

0.0058 

14.23 

90 

75.77 

10.00 

7.58 

0.0020 

0.0182 

14.23 

80 

65.77 

5.00 

3.29 

0.0015 

0.0007 

15.18 

90 

74.82 

10.00 

7.48 

0.0020 

0.0549 

15.18 

90 

74.82 

10.00 

7.48 

0.0020 

0.0688 

17.48 

90 

72.52 

5.00 

3.63 

0.0015 

0.0180 

17.48 

90 

72.52 

5.00 

3.63 

0.0015 

0.0003 

17.48 

90 

72.52 

5.00 

3.63 

0.0015 

0.0041 

17.26 

80 

62.74 

5.00 

3.14 

0.0015 

0.0126 

16.95 

80 

63.05 

5.00 

3.15 

0.0015 

0.0207 

17.40 

90 

72.60 

10.00 

7.26 

0.0020 

0.0341 

17.40 

90 

72.60 

10.00 

7.26 

0.0020 

0.0044 

16.48 

80 

63.52 

5.00 

3.18 

0.0015 

0.0159 

16.48 

80 

63.52 

5.00 

3.18 

0.0015 

0.0001 

11.64 

90 

78.36 

10.00 

7.84 

0.0020 

0.0027 

11.64 

80 

68.36 

5.00 

3.42 

0.0015 

0.0002 

11.74 

120 

108.26 

4.00 

4.33 

0.0018 

0.0000 

















































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Bhander Sandstone 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Bhander Sandstone 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Bhander Sandstone 


Limestone 


Phyllite & Schist 


Phyllite & Schist 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Limestone 


Bhander Sandstone 


Limestone 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Bhander Sandstone 


Phyllite & Schist 


Bhander Sandstone 


Limestone 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Bhander Sandstone 


Phyllite & Schist 


Bhander Sandstone 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

14.24 

90 

75.76 

10.00 

7.58 

0.0020 

0.0197 

14.24 

90 

75.76 

10.00 

7.58 

0.0020 

0.0059 

12.76 

90 

77.24 

10.00 

7.72 

0.0020 

0.0808 

12.76 

80 

67.24 

12.00 

8.07 

0.0020 

0.0158 

12.76 

80 

67.24 

5.00 

3.36 

0.0015 

0.0137 

17.23 

90 

72.77 

5.00 

3.64 

0.0015 

0.0285 

15.91 

90 

74.09 

5.00 

3.70 

0.0015 

0.0339 

12.05 

90 

77.95 

10.00 

7.80 

0.0020 

0.0034 

17.29 

80 

62.72 

5.00 

3.14 

0.0015 

0.0054 

17.29 

80 

62.72 

5.00 

3.14 

0.0015 

0.0058 

16.15 

90 

73.85 

5.00 

3.69 

0.0015 

0.0273 

16.32 

90 

73.68 

10.00 

7.37 

0.0020 

0.0010 

16.32 

90 

73.68 

5.00 

3.68 

0.0015 

0.0233 

8.15 

90 

81.85 

20.00 

16.37 

0.0100 

0.2939 

18.81 

80 

61.19 

5.00 

3.06 

0.0015 

0.0167 

14.27 

80 

65.73 

5.00 

3.29 

0.0015 

0.0141 

12.80 

90 

77.20 

10.00 

7.72 

0.0020 

0.0177 

12.80 

80 

67.20 

12.00 

8.06 

0.0020 

0.0030 

12.80 

80 

67.20 

5.00 

3.36 

0.0015 

0.0006 

16.09 

80 

63.91 

5.00 

3.20 

0.0015 

0.0496 

15.60 

90 

74.40 

10.00 

7.44 

0.0020 

0.0006 

15.60 

90 

74.40 

10.00 

7.44 

0.0020 

0.0262 

16.07 

90 

73.93 

10.00 

7.39 

0.0020 

0.0015 

16.07 

90 

73.93 

5.00 

3.70 

0.0015 

0.0080 

16.41 

80 

63.59 

5.00 

3.18 

0.0015 

0.0019 

16.41 

80 

63.59 

5.00 

3.18 

0.0015 

0.0406 

20.39 

80 

59.61 

5.00 

2.98 

0.0015 

0.0228 

19.24 

80 

60.76 

5.00 

3.04 

0.0015 

0.0097 

16.51 

90 

73.49 

5.00 

3.67 

0.0015 

0.0339 

24.97 

80 

55.03 

5.00 

2.75 

0.0015 

0.0072 

15.28 

80 

64.72 

5.00 

3.24 

0.0015 

0.0004 

15.28 

80 

64.72 

5.00 

3.24 

0.0015 

0.0154 

16.05 

90 

73.95 

5.00 

3.70 

0.0015 

0.0363 

12.70 

80 

67.30 

12.00 

8.08 

0.0020 

0.1284 

16.38 

90 

73.62 

10.00 

7.36 

0.0020 

0.0866 

16.38 

90 

73.62 

10.00 

7.36 

0.0020 

0.1159 

16.38 

90 

73.62 

5.00 

3.68 

0.0015 

0.0009 

19.60 

80 

60.40 

5.00 

3.02 

0.0015 

0.0053 

14.96 

80 

65.04 

5.00 

3.25 

0.0015 

0.0105 

13.13 

90 

76.87 

10.00 

7.69 

0.0020 

0.0057 

13.13 

80 

66.87 

5.00 

3.34 

0.0015 

0.0268 

13.13 

90 

76.87 

10.00 

7.69 

0.0020 

0.0410 

13.13 

80 

66.87 

12.00 

8.02 

0.0020 

0.0153 

13.13 

80 

66.87 

5.00 

3.34 

0.0015 

0.0120 

21.74 

80 

58.26 

5.00 

2.91 

0.0015 

0.0199 

17.29 

90 

72.71 

5.00 

3.64 

0.0015 

0.0085 

13.57 

80 

66.43 

5.00 

3.32 

0.0015 

0.0107 

13.96 

90 

76.04 

10.00 

7.60 

0.0020 

0.0006 

13.96 

80 

66.04 

5.00 

3.30 

0.0015 

0.0014 

13.96 

90 

76.04 

10.00 

7.60 

0.0020 

0.0091 

13.96 

80 

66.04 

5.00 

3.30 

0.0015 

0.0062 

16.20 

120 

103.80 

4.00 

4.15 

0.0018 

0.0153 

16.24 

90 

73.76 

5.00 

3.69 

0.0015 

0.0005 

16.24 

90 

73.76 

5.00 

3.69 

0.0015 

0.0164 

14.14 

80 

65.86 

5.00 

3.29 

0.0015 

0.0021 





























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village Name 

Census Code 

08006054 

Abwar 

0823000102706600 



Achala Ji Ka Khera 


Adimalji Ka Khera 


Ajeetpura 


Akheramji Ka Khera 


Amargarh 


Amarpura 


Amli 


Babaji Ka Khera 


Bag Ki Jhoonpariya 


Bahadur Pura 


Bakhatpura 


Bakhera 


Balapura 


Bandha Ka Khera 


Bandi Ka Khera 


Banka 


Bankra 


Baroda 


Barodiya 


Beekran 


Beeramata 


Bei 


Bhagunagar 


Bhan Ka Gurha 


Bharji Ka Khera 


Bhat Kheri 


Bhawanipura 


Bheem Ka Khera 


Bheempura 


Bhojgarh 


Bhootpuriya 


Bhopalgarh 


Bhopalpura 


Bijetha 


Biletha 


Bishanpura 


Borkhera 


Brij Ki Doongri 


Chak Chhambar 


Chand Kheri 


Chawandiya 


Chhachhiya Badola 


Dalpura 


Dalsingh Ji Ka Khera 


Danji Ka Khera 


Datoonda 


0824001102930100 


0824001002925900 


0824001102939700 


0824001002924600 


0824001002922000 


0823000102702600 


0824001202944000 


0824001102929700 


0824001002917200 


0824001002923600 


0823000102707800 


0824001102929400 


0824001002918700 


0824001002904000 


0823000102702500 


0823000102706200 


0824001202944400 


0824001002923500 


0824001002917800 


0824001202944200 



0824001102931100 


0824001002913300 


0824001002919600 


0824001002921600 


0824001002907800 


0824001102930200 


0824001102940100 


0823000102702200 


0824001002917500 


0824001002923200 


0823000102706500 


0824001002922600 


0823000102702400 


0824001102941200 


0824001002919400 


0824001002908000 


0824001002913400 


0823000102701400 


0823000102705800 


0824001002918800 


0824001002924100 


0824001002913900 


0824001102929600 


0824001002922800 


0824001002924900 


0824001102940300 


0824001102931600 


0823000102707600 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Bhander Sandstone 


Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Bhander Sandstone 


Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Bhander Sandstone 


Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Bhander Sandstone 


Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Bhander Sandstone 



Non-command Phyllite & Schist 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.39 

80 

68.61 

5.00 

3.43 

0.0015 

0.0239 

12.30 

120 

107.70 

4.00 

4.31 

0.0018 

0.0352 

11.54 

120 

108.46 

4.00 

4.34 

0.0018 

0.0730 

13.07 

120 

106.93 

4.00 

4.28 

0.0018 

0.0078 

10.04 

120 

109.96 

4.00 

4.40 

0.0018 

0.0185 

9.96 

120 

110.04 

4.00 

4.40 

0.0018 

0.0312 

11.26 

80 

68.74 

5.00 

3.44 

0.0015 

0.0072 

13.27 

120 

106.73 

4.00 

4.27 

0.0018 

0.0066 

12.64 

120 

107.36 

4.00 

4.29 

0.0018 

0.0360 

11.46 

120 

108.54 

4.00 

4.34 

0.0018 

0.0125 

10.22 

120 

109.78 

4.00 

4.39 

0.0018 

0.0101 

13.21 

80 

66.80 

5.00 

3.34 

0.0015 

0.0003 

11.46 

120 

108.54 

4.00 

4.34 

0.0018 

0.0215 

10.47 

120 

109.53 

4.00 

4.38 

0.0018 

0.0047 

10.75 

120 

109.25 

4.00 

4.37 

0.0018 

0.0165 

11.24 

80 

68.76 

5.00 

3.44 

0.0015 

0.0109 

12.27 

80 

67.73 

5.00 

3.39 

0.0015 

0.0429 

15.06 

160 

144.94 

6.00 

8.70 

0.0010 

0.0039 

10.36 

120 

109.64 

4.00 

4.39 

0.0018 

0.0442 

11.59 

120 

108.41 

4.00 

4.34 

0.0018 

0.0681 

13.69 

160 

146.31 

6.00 

8.78 

0.0010 

0.0034 

13.69 

120 

106.31 

4.00 

4.25 

0.0018 

0.0110 

11.50 

90 

78.50 

10.00 

7.85 

0.0020 

0.0273 

11.50 

80 

68.50 

5.00 

3.43 

0.0015 

0.1057 

12.79 

120 

107.21 

4.00 

4.29 

0.0018 

0.1175 

11.84 

120 

108.16 

4.00 

4.33 

0.0018 

0.0225 

10.28 

120 

109.72 

4.00 

4.39 

0.0018 

0.0350 

9.79 

120 

110.21 

4.00 

4.41 

0.0018 

0.0017 

14.93 

120 

105.07 

4.00 

4.20 

0.0018 

0.0020 

12.04 

120 

107.96 

4.00 

4.32 

0.0018 

0.0102 

12.72 

120 

107.28 

4.00 

4.29 

0.0018 

0.0382 

11.05 

80 

68.95 

5.00 

3.45 

0.0015 

0.0079 

12.32 

120 

107.68 

4.00 

4.31 

0.0018 

0.0162 

10.21 

120 

109.79 

4.00 

4.39 

0.0018 

0.0086 

11.25 

90 

78.75 

10.00 

7.87 

0.0020 

0.0583 

11.25 

80 

68.75 

5.00 

3.44 

0.0015 

0.0180 

10.15 

120 

109.85 

4.00 

4.39 

0.0018 

0.0014 

11.16 

80 

68.84 

5.00 

3.44 

0.0015 

0.0082 

12.27 

160 

147.74 

6.00 

8.86 

0.0010 

0.0018 

12.27 

120 

107.74 

4.00 

4.31 

0.0018 

0.0019 

10.43 

120 

109.57 

4.00 

4.38 

0.0018 

0.0108 

13.85 

120 

106.15 

4.00 

4.25 

0.0018 

0.0204 

12.63 

120 

107.37 

4.00 

4.29 

0.0018 

0.0629 

13.73 

80 

66.27 

5.00 

3.31 

0.0015 

0.0062 

14.96 

80 

65.04 

5.00 

3.25 

0.0015 

0.0062 

10.56 

120 

109.44 

4.00 

4.38 

0.0018 

0.0127 

9.98 

120 

110.02 

4.00 

4.40 

0.0018 

0.0106 

12.54 

120 

107.46 

4.00 

4.30 

0.0018 

0.0097 

12.27 

120 

107.73 

4.00 

4.31 

0.0018 

0.0116 

10.19 

120 

109.81 

4.00 

4.39 

0.0018 

0.0030 

10.08 

120 

109.92 

4.00 

4.40 

0.0018 

0.0417 

12.81 

120 

107.19 

4.00 

4.29 

0.0018 

0.0082 

13.09 

120 

106.91 

4.00 

4.28 

0.0018 

0.0099 

12.19 

90 

77.81 

10.00 

7.78 

0.0020 

0.0115 

12.19 

80 

67.81 

5.00 

3.39 

0.0015 

0.0290 





























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Deo Nagar 


Deogarh 


Deoli Ki Noon 


Deopura 


Deopuriya 


Devi Singhji Ka Khera 


Dhamniya 


Dhanwara 


Dheganya 


Dhor 


Dhorela 


Dudaji Ka Khera 


Ekalmeri 


Fatehgarh 


Galiya 


Godpuriya 


Goga Ka Khera 


Gokulpura 


Gopalpura 


Gordhanpura 


Gudha 


Gurha 


Gurha Nathawatan 


Gurjanya 


Hameeriya 


Harjaspura 


Harsalon Ki Jhonpariya 


Hindusinghji Ki Garhi 


Jagmohanpura 


Jahazpuriya 


Jaigarh 


Jakholi Kalan 


Jakholi Khurd 


Jalam Ki Jhonpariyan 


Jalindri 


Jasuji Ka Khera 


Jawanpura 


Jetpura 


Jhanjhola 


Jheekali 


Jhojhar 


Jora Ji Ka Khera 


Jujarpur 


Kabri 


Kankariya Khera 


Kansya 


Karar Kheri 


Keeratpura 


Keriya 


Kesuvilas 


Kham Ka Khera 


Census Code 


0824001002917900 


0824001102931500 


0824001102931000 


0824001102930800 


0824001102929100 


0824001002919000 


0824001102927800 


0824001102940600 


0823000102706100 


0824001002917300 


0824001102941100 


0824001102931300 


0824001002925600 


0823000102701500 


0824001002925200 


0824001002924300 


0824001002914200 


0823000102701200 


0823000102706800 


0823000102701300 


0824001102930700 


0823000102705900 


0823000502756300 


0823000102702700 


0824001102940800 


0824001102929200 


0824001002923300 


0824001102929000 


0824001002921900 


0823000102706000 


0824001002923000 


0823000102707300 


0823000102707000 


0824001102940000 


0824001202944300 


0824001102929800 


0824001002921800 


0823000102702300 


0824001102930300 


0824001002914100 


0824001002919200 


0824001002925700 


0824001102941000 


0824001002918000 


0824001002923900 


0824001002922500 


0824001002923400 


0824001102930600 


0824001102928900 


0824001102929300 


0824001202945600 


0824001102939900 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Bhander Sandstone 


Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Bhander Sandstone 


Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Bhander Sandstone 


Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.27 

120 

108.73 

4.00 

4.35 

0.0018 

0.0106 

12.86 

120 

107.14 

4.00 

4.29 

0.0018 

0.0250 

12.57 

120 

107.43 

4.00 

4.30 

0.0018 

0.0281 

11.87 

120 

108.13 

4.00 

4.33 

0.0018 

0.0149 

12.02 

120 

107.98 

4.00 

4.32 

0.0018 

0.0055 

10.69 

120 

109.31 

4.00 

4.37 

0.0018 

0.0144 

13.08 

120 

106.92 

4.00 

4.28 

0.0018 

0.0059 

13.11 

160 

146.89 

6.00 

8.81 

0.0010 

0.0063 

13.11 

120 

106.89 

4.00 

4.28 

0.0018 

0.0609 

13.08 

80 

66.92 

5.00 

3.35 

0.0015 

0.0319 

11.53 

120 

108.47 

4.00 

4.34 

0.0018 

0.0130 

12.37 

120 

107.63 

4.00 

4.31 

0.0018 

0.0169 

12.92 

120 

107.08 

4.00 

4.28 

0.0018 

0.0071 

11.17 

120 

108.83 

4.00 

4.35 

0.0018 

0.0378 

13.12 

80 

66.88 

5.00 

3.34 

0.0015 

0.0152 

11.06 

120 

108.94 

4.00 

4.36 

0.0018 

0.0104 

9.88 

120 

110.12 

4.00 

4.40 

0.0018 

0.0140 

11.39 

120 

108.61 

4.00 

4.34 

0.0018 

0.0227 

15.95 

80 

64.05 

5.00 

3.20 

0.0015 

0.0003 

11.28 

80 

68.72 

5.00 

3.44 

0.0015 

0.0133 

14.52 

80 

65.48 

5.00 

3.27 

0.0015 

0.0061 

11.75 

120 

108.25 

4.00 

4.33 

0.0018 

0.0143 

13.87 

80 

66.13 

5.00 

3.31 

0.0015 

0.0179 

11.71 

90 

78.29 

10.00 

7.83 

0.0020 

0.0051 

11.38 

80 

68.62 

5.00 

3.43 

0.0015 

0.0179 

11.73 

160 

148.27 

6.00 

8.90 

0.0010 

0.0111 

11.73 

120 

108.27 

4.00 

4.33 

0.0018 

0.0122 

11.08 

120 

108.92 

4.00 

4.36 

0.0018 

0.0008 

10.29 

120 

109.71 

4.00 

4.39 

0.0018 

0.0160 

10.82 

120 

109.19 

4.00 

4.37 

0.0018 

0.0055 

9.83 

120 

110.17 

4.00 

4.41 

0.0018 

0.0121 

13.93 

80 

66.07 

5.00 

3.30 

0.0015 

0.0391 

10.18 

120 

109.82 

4.00 

4.39 

0.0018 

0.0048 

11.51 

80 

68.49 

5.00 

3.42 

0.0015 

0.0443 

11.33 

80 

68.67 

5.00 

3.43 

0.0015 

0.0123 

12.93 

120 

107.07 

4.00 

4.28 

0.0018 

0.0201 

12.71 

160 

147.29 

6.00 

8.84 

0.0010 

0.0074 

12.71 

120 

107.29 

4.00 

4.29 

0.0018 

0.0281 

12.32 

120 

107.68 

4.00 

4.31 

0.0018 

0.0361 

9.94 

120 

110.06 

4.00 

4.40 

0.0018 

0.0213 

11.11 

80 

68.89 

5.00 

3.44 

0.0015 

0.0119 

12.41 

120 

107.59 

4.00 

4.30 

0.0018 

0.0705 

12.02 

120 

107.98 

4.00 

4.32 

0.0018 

0.0115 

10.54 

120 

109.46 

4.00 

4.38 

0.0018 

0.0140 

11.47 

120 

108.53 

4.00 

4.34 

0.0018 

0.0259 

12.62 

120 

107.38 

4.00 

4.30 

0.0018 

0.0035 

11.43 

120 

108.57 

4.00 

4.34 

0.0018 

0.0092 

10.12 

120 

109.88 

4.00 

4.40 

0.0018 

0.0313 

10.18 

120 

109.82 

4.00 

4.39 

0.0018 

0.0120 

10.49 

120 

109.51 

4.00 

4.38 

0.0018 

0.0042 

11.09 

120 

108.91 

4.00 

4.36 

0.0018 

0.0184 

10.10 

120 

109.90 

4.00 

4.40 

0.0018 

0.0017 

11.72 

120 

108.28 

4.00 

4.33 

0.0018 

0.0095 

13.68 

160 

146.32 

6.00 

8.78 

0.0010 

0.0008 

12.85 

120 

107.15 

4.00 

4.29 

0.0018 

0.0015 






































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 

Census Code 

Khaneriya 

0824001002914000 

Kheenya 

0823000102707400 


Zone (Fresh 
/ Saline) 


Khejara 


Khema Ka Khera 


Kherkhata 


Kheroona 


Khohra Kalan 


Khohran Khurd 


Kishangarh 


Kishanpura 


Lai Ka Khera 


Laxmipura 


Madhopura 


Madhu Puriya 


Mai Ka Khera 


Mala Ka Khera 


Mangtala 


Marari 


Mardiya 


Mediyan 


Meghpura 


Mewasa 


Mohanpura 


Motipura 


Mukan Garh 


Mukandpura 


Nadhawa 


Narayanpur 


Nathadand 


Nathji Ka Khera 


Nathoon 


Negarh 


Nehri 


Nrisinghgarh 


Owan 


Panna Ka Khera 


Peeploond 


Phalenda 


Raghunathpura 


Rajpura 


Ralayata 


Rama Ka Khera 


Ramchandraji Ka Khera 


Rampura 


Rampuriya 


Ramrda 


Ratangarh 


Rigardi 


0823000102702800 


0824001002918600 


0823000102706700 


0824001002925300 


0824001002913500 


0824001002907900 


0824001002922900 


0824001002918300 


0824001002918500 


0824001002918400 


0824001202943800 


0824001102928700 


0824001002919500 


0824001102940700 


0824001102930000 


0824001102930900 


0823000102702900 


0823000102706900 


0824001002913600 


0824001102940200 


0824001002922400 


0824001002926000 


0824001002924700 


0824001002923700 


0824001102932200 


0824001002924400 


0823000102703100 


0823000102707700 


0824001002918100 


0824001102929900 


0824001002917100 


0823000102702100 


0823000102701800 


0824001002923800 


0823000102701900 


0824001002919300 


0824001002914400 


0823000102701600 


0823000102701100 


0824001002917400 


0824001102928800 


0823000102701700 


0824001002918200 


0824001102940400 


0824001002924500 


0823000102707200 


0824001202944100 


0824001202945700 


0824001002924800 


0823000102702000 


1.18 Fresh 


20.09 Fresh 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hydrogeological Unit 

Phyllite & Schist 

Bhander Sandstone 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Bhar 

ider Sandstone 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Bhar 

ider Sandstone 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Bhar 

nder Sandstone 

Phyl 

lite & Schist 

Phyl 

lite & Schist 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.25 

120 

107.75 

4.00 

4.31 

0.0018 

0.0092 

11.32 

90 

78.68 

10.00 

7.87 

0.0020 

0.0389 

11.32 

80 

68.68 

5.00 

3.43 

0.0015 

0.0735 

11.48 

80 

68.52 

5.00 

3.43 

0.0015 

0.0070 

10.44 

120 

109.56 

4.00 

4.38 

0.0018 

0.0194 

11.36 

80 

68.64 

5.00 

3.43 

0.0015 

0.0206 

10.28 

120 

109.72 

4.00 

4.39 

0.0018 

0.0514 

13.55 

120 

106.45 

4.00 

4.26 

0.0018 

0.0243 

13.74 

120 

106.26 

4.00 

4.25 

0.0018 

0.0104 

10.17 

120 

109.83 

4.00 

4.39 

0.0018 

0.0124 

10.99 

120 

109.01 

4.00 

4.36 

0.0018 

0.0152 

10.63 

120 

109.37 

4.00 

4.37 

0.0018 

0.0137 

10.71 

120 

109.29 

4.00 

4.37 

0.0018 

0.0070 

12.26 

120 

107.74 

4.00 

4.31 

0.0018 

0.0302 

10.58 

120 

109.42 

4.00 

4.38 

0.0018 

0.0102 

10.35 

120 

109.65 

4.00 

4.39 

0.0018 

0.0069 

13.38 

160 

146.62 

6.00 

8.80 

0.0010 

0.0294 

13.38 

120 

106.62 

4.00 

4.26 

0.0018 

0.0083 

12.72 

120 

107.28 

4.00 

4.29 

0.0018 

0.0109 

12.13 

120 

107.87 

4.00 

4.31 

0.0018 

0.1252 

12.40 

80 

67.60 

5.00 

3.38 

0.0015 

0.0452 

11.27 

80 

68.73 

5.00 

3.44 

0.0015 

0.0130 

13.00 

120 

107.00 

4.00 

4.28 

0.0018 

0.0250 

12.81 

120 

107.19 

4.00 

4.29 

0.0018 

0.0109 

10.09 

120 

109.91 

4.00 

4.40 

0.0018 

0.0007 

11.37 

120 

108.64 

4.00 

4.35 

0.0018 

0.0218 

9.97 

120 

110.03 

4.00 

4.40 

0.0018 

0.0094 

10.20 

120 

109.80 

4.00 

4.39 

0.0018 

0.0076 

13.34 

120 

106.66 

4.00 

4.27 

0.0018 

0.0030 

9.99 

120 

110.01 

4.00 

4.40 

0.0018 

0.0075 

13.51 

80 

66.49 

5.00 

3.32 

0.0015 

0.0197 

12.82 

90 

77.18 

10.00 

7.72 

0.0020 

0.0000 

12.82 

80 

67.18 

5.00 

3.36 

0.0015 

0.0020 

11.23 

120 

108.77 

4.00 

4.35 

0.0018 

0.0104 

12.75 

120 

107.25 

4.00 

4.29 

0.0018 

0.0477 

10.85 

120 

109.15 

4.00 

4.37 

0.0018 

0.0197 

10.73 

80 

69.27 

5.00 

3.46 

0.0015 

0.0474 

12.49 

80 

67.51 

5.00 

3.38 

0.0015 

0.0336 

10.19 

120 

109.81 

4.00 

4.39 

0.0018 

0.0061 

11.32 

80 

68.68 

5.00 

3.43 

0.0015 

0.0671 

10.48 

120 

109.52 

4.00 

4.38 

0.0018 

0.0121 

11.00 

120 

109.00 

4.00 

4.36 

0.0018 

0.0031 

13.17 

80 

66.83 

5.00 

3.34 

0.0015 

0.0231 

16.28 

80 

63.72 

5.00 

3.19 

0.0015 

0.0003 

11.72 

120 

108.28 

4.00 

4.33 

0.0018 

0.0183 

10.31 

120 

109.69 

4.00 

4.39 

0.0018 

0.0135 

12.59 

80 

67.41 

5.00 

3.37 

0.0015 

0.0085 

10.70 

120 

109.30 

4.00 

4.37 

0.0018 

0.0128 

12.80 

120 

107.20 

4.00 

4.29 

0.0018 

0.0097 

9.94 

120 

110.06 

4.00 

4.40 

0.0018 

0.0170 

11.32 

80 

68.68 

5.00 

3.43 

0.0015 

0.0078 

12.90 

120 

107.10 

4.00 

4.28 

0.0018 

0.0208 

10.91 

160 

149.09 

6.00 

8.95 

0.0010 

0.0090 

9.98 

120 

110.02 

4.00 

4.40 

0.0018 

0.0124 

11.01 

80 

68.99 

5.00 

3.45 

0.0015 

0.0120 




































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



08007055 


Rooparel 


Rooppura 


Rooptalai 


Sadapur 


Saipeepla 


Salampura 


Sarodara 


Sarsiya 


Sarthala 


Seetla Ka Khera 


Shahpura 


Shakar Garh 


Shaktaji Ka Khera 


Sherpura 


Shivgarh 


Shivpura 


Shobhaji Ka Khera 


Shyampura 


Subhas Nagar 


Sujanpura 


Tahla 


Takhatji Ka Khera 


Taloda 


Teekhi 


Teethoda (jageer) 


Thana 


Tola 


Undaron Ka Khera 


Urna 


Utharna 


Vijaigarh 


Achalpura 


Acholi 


Afzal Pura 


Ajnawar 


Ameen Pura 


Ameerpur Kheri 



Aminpur@Naya Gaon 


Amlawadaali 


Amratkheri 


Amrit Kheri 


Census Code 


0824001102930400 


0824001002924200 


0824001102939800 


0824001002921700 


0824001202943900 


0824001102929500 


0823000102706300 


0824001002913200 


0824001102928600 


0823000102707100 


0823000502754800 


0824001002918900 


0824001102930500 


0824001002925100 


0824001002913700 


0824001002917600 


0824001002925500 


0824001102940900 


0824001002914300 


0824001002924000 


0823000102705700 


0824001002925800 


0824001102931200 


0823000102703000 


0824001002917700 


0824001202946100 


0824001002925400 


0823000102703300 


0824001002913800 


0824001102940500 


0824001002925000 


0824001002923100 


0823000102703200 


0831000803962500 


0831000703943900 


0831000703954700 


0831000803960500 


0831000703950400 


0831000703943200 


0831000703948700 


0831000803957600 


0831000403893900 


0831000803974300 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Bhander Sandstone 


Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Bhander Sandstone 


Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Bhander Sandstone 


Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 


1.76 Fresh 


3.88 Fresh 


3.34 Fresh 


9.30 Fresh 


1.34 Fresh 


1.76 Fresh 


1.53 Fresh 


4.59 Fresh 


2.95 Fresh 


2.14 Fresh 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.37 

120 

107.63 

4.00 

4.31 

0.0018 

0.0230 

9.93 

120 

110.07 

4.00 

4.40 

0.0018 

0.0124 

13.13 

120 

106.87 

4.00 

4.27 

0.0018 

0.0026 

10.02 

120 

109.98 

4.00 

4.40 

0.0018 

0.0024 

12.55 

120 

107.45 

4.00 

4.30 

0.0018 

0.0260 

11.80 

120 

108.20 

4.00 

4.33 

0.0018 

0.0023 

11.64 

90 

78.36 

10.00 

7.84 

0.0020 

0.0215 

11.64 

80 

68.36 

5.00 

3.42 

0.0015 

0.0318 

11.74 

120 

108.26 

4.00 

4.33 

0.0018 

0.0141 

10.66 

120 

109.34 

4.00 

4.37 

0.0018 

0.0075 

11.32 

80 

68.68 

5.00 

3.43 

0.0015 

0.0077 

12.05 

90 

77.95 

10.00 

7.80 

0.0020 

0.0042 

10.67 

120 

109.33 

4.00 

4.37 

0.0018 

0.0872 

12.14 

120 

107.86 

4.00 

4.31 

0.0018 

0.0289 

10.27 

120 

109.73 

4.00 

4.39 

0.0018 

0.0127 

12.72 

120 

107.28 

4.00 

4.29 

0.0018 

0.0090 

12.35 

120 

107.65 

4.00 

4.31 

0.0018 

0.0100 

10.59 

120 

109.41 

4.00 

4.38 

0.0018 

0.0186 

12.43 

160 

147.57 

6.00 

8.85 

0.0010 

0.0014 

12.43 

120 

107.57 

4.00 

4.30 

0.0018 

0.1005 

10.49 

120 

109.51 

4.00 

4.38 

0.0018 

0.0011 

10.16 

120 

109.84 

4.00 

4.39 

0.0018 

0.0319 

15.28 

80 

64.72 

5.00 

3.24 

0.0015 

0.0031 

10.76 

120 

109.24 

4.00 

4.37 

0.0018 

0.0036 

12.69 

120 

107.31 

4.00 

4.29 

0.0018 

0.0171 

13.06 

80 

66.94 

5.00 

3.35 

0.0015 

0.0172 

11.87 

120 

108.13 

4.00 

4.33 

0.0018 

0.0202 

10.48 

160 

149.52 

6.00 

8.97 

0.0010 

0.0024 

10.82 

120 

109.18 

4.00 

4.37 

0.0018 

0.0364 

14.96 

80 

65.04 

5.00 

3.25 

0.0015 

0.0217 

12.35 

120 

107.65 

4.00 

4.31 

0.0018 

0.0236 

13.45 

160 

146.55 

6.00 

8.79 

0.0010 

0.0073 

13.45 

120 

106.55 

4.00 

4.26 

0.0018 

0.0292 

10.22 

120 

109.78 

4.00 

4.39 

0.0018 

0.0326 

10.23 

120 

109.77 

4.00 

4.39 

0.0018 

0.0190 

14.14 

80 

65.86 

5.00 

3.29 

0.0015 

0.0365 


Sub Basin: Parwati 





Non-command 

Bhander Sandstone 

0.00 

12.82 

90 

77.18 

10.00 

7.72 

0.0020 

0.0001 

Command 

Bhander Sandstone 

3.87 

8.80 

90 

81.20 

10.00 

8.12 

0.0020 

0.0629 

Non-command 

Bhander Sandstone 

0.01 

8.80 

90 

81.20 

10.00 

8.12 

0.0020 

0.0002 

Non-command 

Deccan Traps 

3.34 

7.44 

90 

82.56 

5.00 

4.13 

0.0015 

0.0207 

Command 

Bhander Sandstone 

4.55 

21.45 

90 

68.55 

10.00 

6.86 

0.0020 

0.0624 

Command 

Deccan Traps 

3.19 

21.45 

90 

68.55 

5.00 

3.43 

0.0015 

0.0164 

Non-command 

Bhander Sandstone 

0.15 

21.45 

90 

68.55 

10.00 

6.86 

0.0020 

0.0020 

Non-command 

Deccan Traps 

1.42 

21.45 

90 

68.55 

5.00 

3.43 

0.0015 

0.0073 

Command 

Deccan Traps 

2.60 

13.70 

90 

76.30 

5.00 

3.81 

0.0015 

0.0149 

Non-command 

Deccan Traps 

0.78 

13.70 

90 

76.30 

5.00 

3.81 

0.0015 

0.0045 

Non-command 

Deccan Traps 

1.34 

7.88 

90 

82.12 

5.00 

4.11 

0.0015 

0.0082 

Command 

Deccan Traps 

0.00 

7.98 

90 

82.02 

5.00 

4.10 

0.0015 

0.0000 

Non-command 

Deccan Traps 

0.47 

7.98 

90 

82.02 

5.00 

4.10 

0.0015 

0.0029 

Non-command 

Deccan Traps 

1.50 

7.22 

90 

82.78 

5.00 

4.14 

0.0015 

0.0093 

Non-command 

Bhander Sandstone 

0.78 

17.91 

90 

72.09 

10.00 

7.21 

0.0020 

0.0112 

Command 

Bhander Sandstone 

1.52 

11.31 

90 

78.69 

10.00 

7.87 

0.0020 

0.0239 

Non-command 

Bhander Sandstone 

0.62 

11.31 

90 

78.69 

10.00 

7.87 

0.0020 

0.0097 

Non-command 

Deccan Traps 

1.98 

5.22 

90 

84.78 

5.00 

4.24 

0.0015 

0.0126 




























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Anandpura 


Baday 


Bajajpur 


Bajrangpura 


Bala Pura 


Balapura 


Baldeopura 


Balharpur 


Balloo Kheri 


Bambori Ghata 


Bamla 


Bamora 


Bamori (Baday) 


Banjari 


Bansapura 


Banskhera 


Baori Khera 


Barai 


Barawada 


Barkhera @ Baman Khoh 


Barodiya 


Baroni 


Baroo Beh 


Barpara 


Barsat 


Barwat Kheri 


Batawada Uncha 


Beedia Radi 


Beel Khera 


Bhagwanpura 


Bhagwatpura 


Bhanwar 


Bhaopura 


Bhaura 


Bhilwara Neecha 


Bindarada 


Bishankhera Chena 


Bislai 


Chachora 


Chainpura 


Chainpuriya Jageer 


Census Code 


0831000703938200 


0831000803966200 


0831000803975300 


0831000803965900 


0831000703951300 


0831000803965200 


0831000403888500 


0831000703939800 


0831000803964400 


0831000803959400 


0831000703956800 


0831000703944600 


0831000803966800 


0831000703941200 


0831000803964000 


0831000803965700 


0831000703944400 


0831000803970300 


0831000703944800 


0831000803958400 


0831000803975100 


0831000703945600 


0831000703949700 


0832000404064300 


0831000703949300 


0831000803967500 


0831000703951200 


0831000703949500 


0831000703948800 


0831000703938800 


0831000803958600 


0831000803963100 


0831000703951600 


0831000803967000 


0831000703940600 


0831000703943100 


0831000703944500 


0831000803961100 


0831000703953600 


0831000803974900 


0831000703945800 


0831000803974200 


0831000803961300 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Bhander Sandstone 



3.64 Fresh 


1.30 Fresh 


7.08 Fresh 


5.12 Fresh 


6.00 Fresh 


4.29 Fresh 


12.07 Fresh 


10.52 Fresh 


4.97 Fresh 


2.27 Fresh 


0.53 Fresh 


2.32 Fresh 


1.32 Fresh 


3.87 Fresh 


4.82 Fresh 


4.69 Fresh 





2.16 Fresh 


4.37 Fresh 


5.92 Fresh 


3.51 Fresh 


5.97 Fresh 


1.14 Fresh 


4.60 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Bhander Sandstone 


Deccan Traps 


Bhander Sandstone 


Bhander Sandstone 


Deccan Traps 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Bhander Sandstone 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

9.90 

90 

80.10 

10.00 

8.01 

0.0020 

0.0359 

3.41 

90 

86.59 

5.00 

4.33 

0.0015 

0.0120 

7.71 

90 

82.29 

5.00 

4.11 

0.0015 

0.0322 

7.85 

90 

82.15 

10.00 

8.21 

0.0020 

0.0098 

7.85 

90 

82.15 

5.00 

4.11 

0.0015 

0.0142 

11.91 

90 

78.09 

5.00 

3.90 

0.0015 

0.0213 

11.43 

90 

78.57 

5.00 

3.93 

0.0015 

0.0040 

15.60 

90 

74.40 

10.00 

7.44 

0.0020 

0.0678 

8.14 

90 

81.86 

10.00 

8.19 

0.0020 

0.0837 

10.97 

90 

79.03 

5.00 

3.95 

0.0015 

0.0355 

9.97 

90 

80.03 

5.00 

4.00 

0.0015 

0.0258 

6.12 

90 

83.88 

5.00 

4.19 

0.0015 

0.0458 

9.73 

90 

80.27 

10.00 

8.03 

0.0020 

0.0779 

9.73 

90 

80.27 

5.00 

4.01 

0.0015 

0.0341 

4.96 

90 

85.04 

5.00 

4.25 

0.0015 

0.0011 

8.80 

90 

81.20 

10.00 

8.12 

0.0020 

0.0344 

8.80 

90 

81.20 

10.00 

8.12 

0.0020 

0.0024 

11.51 

90 

78.49 

5.00 

3.92 

0.0015 

0.0031 

14.97 

90 

75.03 

10.00 

7.50 

0.0020 

0.0349 

9.17 

90 

80.83 

10.00 

8.08 

0.0020 

0.0213 

8.01 

90 

81.99 

5.00 

4.10 

0.0015 

0.0003 

9.12 

90 

80.88 

10.00 

8.09 

0.0020 

0.0780 

14.48 

90 

75.52 

10.00 

7.55 

0.0020 

0.0172 

14.48 

90 

75.52 

10.00 

7.55 

0.0020 

0.0000 

6.32 

90 

83.68 

10.00 

8.37 

0.0020 

0.0277 

6.32 

90 

83.68 

5.00 

4.18 

0.0015 

0.0078 

6.07 

90 

83.93 

5.00 

4.20 

0.0015 

0.0179 

9.27 

90 

80.73 

5.00 

4.04 

0.0015 

0.0040 

8.06 

90 

81.94 

5.00 

4.10 

0.0015 

0.0130 

11.12 

80 

68.88 

5.00 

3.44 

0.0015 

0.0096 

9.23 

90 

80.77 

5.00 

4.04 

0.0015 

0.0051 

8.41 

90 

81.59 

5.00 

4.08 

0.0015 

0.0460 

12.54 

90 

77.46 

5.00 

3.87 

0.0015 

0.0225 

9.43 

90 

80.57 

5.00 

4.03 

0.0015 

0.0498 

7.06 

90 

82.94 

5.00 

4.15 

0.0015 

0.0198 

8.83 

90 

81.17 

10.00 

8.12 

0.0020 

0.0994 

20.99 

90 

69.01 

10.00 

6.90 

0.0020 

0.0394 

16.73 

90 

73.27 

10.00 

7.33 

0.0020 

0.0282 

10.20 

90 

79.80 

5.00 

3.99 

0.0015 

0.0151 

5.01 

90 

84.99 

5.00 

4.25 

0.0015 

0.0049 

7.21 

90 

82.79 

10.00 

8.28 

0.0020 

0.0420 

8.25 

90 

81.75 

5.00 

4.09 

0.0015 

0.0000 

8.25 

90 

81.75 

5.00 

4.09 

0.0015 

0.0014 

9.84 

90 

80.16 

10.00 

8.02 

0.0020 

0.0055 

9.84 

90 

80.16 

5.00 

4.01 

0.0015 

0.0014 

8.87 

90 

81.13 

10.00 

8.11 

0.0020 

0.0351 

34.90 

90 

55.10 

10.00 

5.51 

0.0020 

0.0253 

34.90 

90 

55.10 

5.00 

2.75 

0.0015 

0.0086 

6.06 

90 

83.94 

5.00 

4.20 

0.0015 

0.0251 

5.50 

90 

84.50 

5.00 

4.23 

0.0015 

0.0222 

7.63 

90 

82.37 

10.00 

8.24 

0.0020 

0.0069 

7.63 

90 

82.37 

5.00 

4.12 

0.0015 

0.0340 

5.34 

90 

84.66 

5.00 

4.23 

0.0015 

0.0072 

11.61 

90 

78.39 

10.00 

7.84 

0.0020 

0.0659 

11.61 

90 

78.39 

5.00 

3.92 

0.0015 

0.0001 








































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Chainpurya 


Chandipur 


Chawal Kheri 


Chhabra (M) 


Chhatrapura 


Chhipabarod (CT) 


Dabari 


Dangpura 


Dant Ka Pani 


Dara 


Daulatpura 


Dehri 


Deopura 


Deori Jodh 


Deori Moond 


Dhab Beh 


Dhamdhar 


Dhanwas 


Dheenga Rari 


Dholam 


Dilod 


Dohni 


Gagchana 


Ganeshpura 


Ghaghonia 


Ghata Kheri 


Ghatta 


Ghatti 


Gobindpura 


Gogatori 


Googor 


Gopal Para 


Gorakhpura 


Gordhan Pura 


Census Code 


0831000403884500 


0832000404065400 


0831000703944700 


0831000743105000 


0831000403888400 


0831000843106000 


0831000803968700 


0831000703954300 


0831000803970100 


0831000403888600 


0831000803959800 


0831000703945700 


0831000403892600 


0831000803965600 


0831000803973500 


0832000404065000 


0832000404064500 


0832000404067900 


0831000703955600 


0831000803960600 


0831000703938900 


0831000703944900 


0831000803964300 


0831000803959300 


Gordhanpura 


Gordhanpura @ Surdibah 


Govind Pura 


0831000803959000 


0831000703950700 


0831000703946100 


0831000703946200 


0831000703950800 


0831000703941300 


0831000703941000 


0831000703948600 


0831000703940000 


0831000803965300 


0831000403893700 


0831000803975200 


0831000803963900 



Zone (Fresh 
/ Saline) 


8.01 Fresh 


4.21 Fresh 


3.83 Fresh 


10.30 Fresh 


11.21 Fresh 


5.94 Fresh 



3.09 Fresh 


1.90 Fresh 


3.06 Fresh 


8.53 Fresh 


3.71 Fresh 


3.70 Fresh 


7.86 Fresh 


3.01 Fresh 


3.72 Fresh 


0.83 Fresh 


3.07 Fresh 


3.05 Fresh 


1.58 Fresh 


6.21 Fresh 



12.39 Fresh 


3.90 Fresh 


3.27 Fresh 


3.58 Fresh 



6.23 Fresh 


6.24 Fresh 


2.96 Fresh 


2.07 Fresh 


2.49 Fresh 


7.80 Fresh 


8.79 Fresh 


4.36 Fresh 


1.13 Fresh 


5.81 Fresh 


4.89 Fresh 


4.33 Fresh 


3.95 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Bhander Sandstone 

Non-command 

Deccan Traps 

Non-command 

Bhander Sandstone 

Command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Command 

Bhander Sandstone 

Command 

Deccan Traps 

Non-command 

Bhander Sandstone 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Bhander Sandstone 

Non-command 

Deccan Traps 

Non-command 

Bhander Sandstone 

Non-command 

Deccan Traps 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Command 

Bhander Sandstone 

Command 

Deccan Traps 

Non-command 

Bhander Sandstone 

Non-command 

Deccan Traps 

Non-command 

Bhander Sandstone 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Bhander Sandstone 

Non-command 

Deccan Traps 

Non-command 

Bhander Sandstone 

Non-command 

Deccan Traps 

Non-command 

Bhander Sandstone 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Deccan Traps 

Non-command 

Bhander Sandstone 

Non-command 

Deccan Traps 

Non-command 

Bhander Sandstone 

Command 

Deccan Traps 

Non-command 

Bhander Sandstone 

Non-command 

Deccan Traps 

Non-command 

Bhander Sandstone 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

7.74 

90 

82.26 

10.00 

8.23 

0.0020 

0.0428 

13.25 

80 

66.75 

5.00 

3.34 

0.0015 

0.0000 

9.00 

90 

81.00 

10.00 

8.10 

0.0020 

0.0620 

8.83 

90 

81.17 

10.00 

8.12 

0.0020 

0.0035 

8.83 

90 

81.17 

10.00 

8.12 

0.0020 

0.1637 

10.77 

90 

79.23 

10.00 

7.92 

0.0020 

0.1321 

13.70 

90 

76.31 

10.00 

7.63 

0.0020 

0.0027 

13.70 

90 

76.31 

5.00 

3.82 

0.0015 

0.0198 

13.70 

90 

76.31 

10.00 

7.63 

0.0020 

0.0003 

13.70 

90 

76.31 

5.00 

3.82 

0.0015 

0.0131 

6.33 

90 

83.67 

5.00 

4.18 

0.0015 

0.0194 

11.79 

90 

78.21 

5.00 

3.91 

0.0015 

0.0112 

9.39 

90 

80.61 

5.00 

4.03 

0.0015 

0.0006 

16.47 

90 

73.53 

10.00 

7.35 

0.0020 

0.0848 

9.96 

90 

80.04 

5.00 

4.00 

0.0015 

0.0223 

8.17 

90 

81.83 

10.00 

8.18 

0.0020 

0.0017 

8.17 

90 

81.83 

5.00 

4.09 

0.0015 

0.0221 

21.65 

90 

68.35 

10.00 

6.84 

0.0020 

0.0814 

16.78 

90 

73.22 

10.00 

7.32 

0.0020 

0.0441 

8.12 

90 

81.88 

5.00 

4.09 

0.0015 

0.0149 

13.08 

80 

66.92 

5.00 

3.35 

0.0015 

0.0042 

10.43 

80 

69.57 

5.00 

3.48 

0.0015 

0.0160 

15.37 

80 

64.63 

5.00 

3.23 

0.0015 

0.0148 

5.53 

90 

84.47 

5.00 

4.22 

0.0015 

0.0100 

42.55 

90 

47.45 

10.00 

4.75 

0.0020 

0.0430 

42.55 

90 

47.45 

10.00 

4.75 

0.0020 

0.0159 

11.36 

90 

78.64 

10.00 

7.86 

0.0020 

0.0045 

11.36 

90 

78.64 

5.00 

3.93 

0.0015 

0.0205 

11.36 

90 

78.64 

10.00 

7.86 

0.0020 

0.0266 

11.36 

90 

78.64 

5.00 

3.93 

0.0015 

0.0100 

9.36 

90 

80.64 

10.00 

8.06 

0.0020 

0.0212 

10.03 

90 

79.97 

5.00 

4.00 

0.0015 

0.0232 

10.80 

90 

79.20 

5.00 

3.96 

0.0015 

0.0194 

9.93 

90 

80.07 

10.00 

8.01 

0.0020 

0.0063 

9.93 

90 

80.07 

5.00 

4.00 

0.0015 

0.0191 

7.10 

90 

82.90 

10.00 

8.29 

0.0020 

0.0001 

7.10 

90 

82.90 

5.00 

4.14 

0.0015 

0.0147 

8.72 

90 

81.28 

10.00 

8.13 

0.0020 

0.1013 

8.30 

90 

81.70 

5.00 

4.09 

0.0015 

0.0382 

7.01 

90 

82.99 

5.00 

4.15 

0.0015 

0.0110 

9.30 

90 

80.70 

5.00 

4.04 

0.0015 

0.0000 

9.30 

90 

80.70 

5.00 

4.04 

0.0015 

0.0039 

9.90 

90 

80.10 

5.00 

4.01 

0.0015 

0.0150 

8.80 

90 

81.20 

10.00 

8.12 

0.0020 

0.0044 

8.80 

90 

81.20 

10.00 

8.12 

0.0020 

0.0426 

8.80 

90 

81.20 

5.00 

4.06 

0.0015 

0.0010 

8.63 

90 

81.37 

10.00 

8.14 

0.0020 

0.0758 

8.73 

90 

81.27 

5.00 

4.06 

0.0015 

0.0255 

7.50 

90 

82.50 

10.00 

8.25 

0.0020 

0.0187 

14.40 

90 

75.60 

5.00 

3.78 

0.0015 

0.0000 

14.40 

90 

75.60 

10.00 

7.56 

0.0020 

0.0514 

14.40 

90 

75.60 

5.00 

3.78 

0.0015 

0.0137 

8.16 

90 

81.84 

10.00 

8.18 

0.0020 

0.0416 

6.65 

90 

83.35 

5.00 

4.17 

0.0015 

0.0270 

11.37 

90 

78.63 

5.00 

3.93 

0.0015 

0.0233 



















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Bhander Sandstone 


Bhander Sandstone 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Deccan Traps 


Bhander Sandstone 


Bhander Sandstone 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Bhander Sandstone 


Bhander Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.23 

90 

78.77 

5.00 

3.94 

0.0015 

0.0000 

13.08 

90 

76.92 

10.00 

7.69 

0.0020 

0.0002 

13.08 

90 

76.92 

5.00 

3.85 

0.0015 

0.0325 

13.84 

90 

76.16 

10.00 

7.62 

0.0020 

0.0086 

9.73 

90 

80.27 

10.00 

8.03 

0.0020 

0.0925 

10.75 

90 

79.25 

5.00 

3.96 

0.0015 

0.0099 

8.01 

90 

81.99 

10.00 

8.20 

0.0020 

0.0635 

5.65 

90 

84.35 

5.00 

4.22 

0.0015 

0.0164 

15.04 

90 

74.96 

10.00 

7.50 

0.0020 

0.0297 

8.31 

90 

81.69 

10.00 

8.17 

0.0020 

0.0002 

8.31 

90 

81.69 

10.00 

8.17 

0.0020 

0.0101 

8.31 

90 

81.69 

5.00 

4.08 

0.0015 

0.0157 

17.21 

90 

72.79 

10.00 

7.28 

0.0020 

0.0011 

17.21 

90 

72.79 

10.00 

7.28 

0.0020 

0.0108 

17.21 

90 

72.79 

5.00 

3.64 

0.0015 

0.0133 

21.38 

90 

68.62 

10.00 

6.86 

0.0020 

0.0163 

21.38 

90 

68.62 

5.00 

3.43 

0.0015 

0.0001 

21.38 

90 

68.62 

10.00 

6.86 

0.0020 

0.0051 

21.38 

90 

68.62 

5.00 

3.43 

0.0015 

0.0028 

9.28 

90 

80.72 

5.00 

4.04 

0.0015 

0.0112 

9.28 

90 

80.72 

5.00 

4.04 

0.0015 

0.0244 

5.97 

90 

84.03 

5.00 

4.20 

0.0015 

0.0001 

6.69 

90 

83.31 

5.00 

4.17 

0.0015 

0.0106 

6.39 

90 

83.61 

5.00 

4.18 

0.0015 

0.1170 

8.83 

90 

81.17 

10.00 

8.12 

0.0020 

0.0029 

8.83 

90 

81.17 

5.00 

4.06 

0.0015 

0.0000 

7.80 

90 

82.20 

5.00 

4.11 

0.0015 

0.0253 

6.18 

90 

83.82 

10.00 

8.38 

0.0020 

0.0012 

6.18 

90 

83.82 

5.00 

4.19 

0.0015 

0.0282 

7.81 

90 

82.19 

5.00 

4.11 

0.0015 

0.0196 

6.02 

90 

83.98 

5.00 

4.20 

0.0015 

0.0141 

9.56 

90 

80.44 

10.00 

8.04 

0.0020 

0.0304 

8.71 

90 

81.29 

10.00 

8.13 

0.0020 

0.0143 

8.71 

90 

81.29 

10.00 

8.13 

0.0020 

0.0678 

8.36 

90 

81.64 

5.00 

4.08 

0.0015 

0.0025 

9.23 

90 

80.77 

10.00 

8.08 

0.0020 

0.0081 

9.23 

90 

80.77 

5.00 

4.04 

0.0015 

0.0416 

11.08 

90 

78.92 

5.00 

3.95 

0.0015 

0.0224 

43.86 

90 

46.14 

10.00 

4.61 

0.0020 

0.0048 

43.86 

90 

46.14 

10.00 

4.61 

0.0020 

0.0110 

8.74 

90 

81.26 

10.00 

8.13 

0.0020 

0.0173 

8.74 

90 

81.26 

10.00 

8.13 

0.0020 

0.0043 

8.74 

90 

81.26 

5.00 

4.06 

0.0015 

0.0062 

9.32 

90 

80.68 

5.00 

4.03 

0.0015 

0.0344 

7.34 

90 

82.66 

10.00 

8.27 

0.0020 

0.1011 

9.02 

90 

80.98 

5.00 

4.05 

0.0015 

0.0076 

7.49 

90 

82.51 

10.00 

8.25 

0.0020 

0.0472 

7.86 

90 

82.14 

10.00 

8.21 

0.0020 

0.0229 

11.20 

90 

78.80 

10.00 

7.88 

0.0020 

0.0471 

14.11 

90 

75.89 

10.00 

7.59 

0.0020 

0.0851 

10.66 

90 

79.34 

5.00 

3.97 

0.0015 

0.0153 

7.30 

90 

82.70 

10.00 

8.27 

0.0020 

0.0978 

8.09 

90 

81.91 

5.00 

4.10 

0.0015 

0.0130 

21.30 

90 

68.70 

10.00 

6.87 

0.0020 

0.0173 

21.30 

90 

68.70 

10.00 

6.87 

0.0020 

0.0002 














































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Kesholi 


Khajoori 


Khajooriya 


Khakra 


Khalakpura 


Khankhara 


Khanpurya 


Kharkhera Nathooram 


Khatoli 


Khejra 


Kher Khajuriya 


Kher Khera 


Kheri 


Kherkhera Gusai 


Kherkhera Laxman 


Kherkhera Meena 


Kherla 


Kherla Jageer 


Kherli 


Kherli Gaddiyan 


Khokhai 


Khopar 


Kishanpura 


Kishorpura 


Kohri 


Koloo Khera 


Koloo Kheri 


Kotra Bhagwan 


Kotra Chamar Garh 


Kotra Khanderay 


Kotri 


Kulinjara 


Kunda Allapura 


Kunda Khera 


Kundi 


Kundi Khera 


Ladpurya 


Lapakna 


Laxmipura Kalan 


Lodhipura 


Madanpura 


Madhopur 


Madna Kheri 


Census Code 


0831000703940700 


0831000703951900 


0831000803967800 


0831000703945300 


0831000703951800 


0831000803963600 


0832000404064900 


0831000703950500 


0831000703943800 


0831000703949000 


0831000803968800 


0832000404064600 


0831000703939500 


0831000803963300 


0831000703949900 


0831000703955000 


0831000703951100 


0831000703944300 


0831000803962900 


0831000703939600 


0831000403893400 


0831000703939700 


0831000703944200 


0831000503911000 


0831000703941100 



Zone (Fresh 
/ Saline) 


0831000803961700 


0831000703939000 


0831000803968200 


0831000703945400 


0831000803967100 


0832000404068100 


0831000803974000 


0831000703940900 


0831000803973900 


0831000703956500 


0831000703948400 


0832000404068000 


0831000703950000 


0831000803965800 


0832000404067700 


0831000703953900 


0831000803961600 


0832000404068200 


0831000803974700 


0831000803962000 


0831000703955700 


2.93 Fresh 


4.31 Fresh 


4.49 Fresh 


2.96 Fresh 


3.22 Fresh 


1.18 Fresh 


2.17 Fresh 


14.94 Fresh 


2.09 Fresh 


1.08 Fresh 


1.25 Fresh 


5.87 Fresh 


7.01 Fresh 


4.10 Fresh 


3.17 Fresh 


5.99 Fresh 


2.28 Fresh 


3.54 Fresh 


3.48 Fresh 


7.21 Fresh 


13.00 Fresh 


3.58 Fresh 


1.79 Fresh 


13.85 Fresh 


2.09 Fresh 




5.16 Fresh 


3.39 Fresh 


1.91 Fresh 


5.31 Fresh 


1.27 Fresh 


5.84 Fresh 


4.62 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Bhander Sandstone 

Non-command 

Deccan Traps 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Deccan Traps 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Deccan Traps 

Non-command 

Bhander Sandstone 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Bhander Sandstone 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Bhander Sandstone 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Bhander Sandstone 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Bhander Sandstone 

Non-command 

Deccan Traps 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

7.23 

90 

82.77 

10.00 

8.28 

0.0020 

0.0485 

9.16 

90 

80.84 

5.00 

4.04 

0.0015 

0.0169 

10.52 

90 

79.48 

10.00 

7.95 

0.0020 

0.0298 

9.33 

90 

80.67 

10.00 

8.07 

0.0020 

0.0448 

9.33 

90 

80.67 

5.00 

4.03 

0.0015 

0.0011 

7.51 

90 

82.49 

5.00 

4.12 

0.0015 

0.0134 

13.17 

90 

76.83 

5.00 

3.84 

0.0015 

0.0052 

13.17 

90 

76.83 

5.00 

3.84 

0.0015 

0.0015 

12.23 

80 

67.77 

5.00 

3.39 

0.0015 

0.0110 

8.03 

90 

81.97 

5.00 

4.10 

0.0015 

0.0904 

8.79 

90 

81.21 

10.00 

8.12 

0.0020 

0.0337 

8.79 

90 

81.21 

10.00 

8.12 

0.0020 

0.0003 

8.78 

90 

81.22 

5.00 

4.06 

0.0015 

0.0066 

7.60 

90 

82.40 

5.00 

4.12 

0.0015 

0.0077 

9.85 

80 

70.15 

5.00 

3.51 

0.0015 

0.0309 

9.21 

90 

80.79 

10.00 

8.08 

0.0020 

0.0338 

14.74 

90 

75.26 

10.00 

7.53 

0.0020 

0.0491 

14.74 

90 

75.26 

5.00 

3.76 

0.0015 

0.0047 

8.33 

90 

81.67 

5.00 

4.08 

0.0015 

0.0194 

6.24 

90 

83.76 

5.00 

4.19 

0.0015 

0.0376 

12.47 

90 

77.53 

5.00 

3.88 

0.0015 

0.0133 

8.30 

90 

81.70 

10.00 

8.17 

0.0020 

0.0578 

13.36 

90 

76.64 

10.00 

7.66 

0.0020 

0.0533 

9.06 

90 

80.94 

10.00 

8.09 

0.0020 

0.0172 

8.09 

90 

81.91 

10.00 

8.19 

0.0020 

0.1633 

8.79 

90 

81.21 

10.00 

8.12 

0.0020 

0.0302 

8.79 

90 

81.21 

10.00 

8.12 

0.0020 

0.0280 

7.45 

90 

82.55 

10.00 

8.26 

0.0020 

0.0296 

9.82 

90 

80.18 

10.00 

8.02 

0.0020 

0.0000 

8.79 

90 

81.21 

10.00 

8.12 

0.0020 

0.0121 

8.79 

90 

81.21 

10.00 

8.12 

0.0020 

0.0210 

9.80 

90 

80.20 

10.00 

8.02 

0.0020 

0.0607 

9.80 

90 

80.20 

5.00 

4.01 

0.0015 

0.0319 

12.12 

90 

77.88 

10.00 

7.79 

0.0020 

0.0257 

8.08 

90 

81.92 

10.00 

8.19 

0.0020 

0.0843 

11.49 

90 

78.51 

5.00 

3.93 

0.0015 

0.0002 

9.38 

90 

80.62 

10.00 

8.06 

0.0020 

0.0390 

7.53 

90 

82.47 

5.00 

4.12 

0.0015 

0.0331 

18.23 

80 

61.77 

5.00 

3.09 

0.0015 

0.0102 

4.79 

90 

85.21 

5.00 

4.26 

0.0015 

0.0388 

7.56 

90 

82.44 

10.00 

8.24 

0.0020 

0.0476 

5.36 

90 

84.64 

5.00 

4.23 

0.0015 

0.0124 

5.91 

90 

84.09 

5.00 

4.20 

0.0015 

0.0025 

11.21 

90 

78.79 

5.00 

3.94 

0.0015 

0.0000 

16.49 

80 

63.51 

5.00 

3.18 

0.0015 

0.0121 

10.06 

90 

79.94 

5.00 

4.00 

0.0015 

0.0246 

7.36 

90 

82.64 

10.00 

8.26 

0.0020 

0.0290 

7.36 

90 

82.64 

5.00 

4.13 

0.0015 

0.0053 

15.61 

80 

64.39 

5.00 

3.22 

0.0015 

0.0190 

10.00 

90 

80.00 

5.00 

4.00 

0.0015 

0.0203 

10.93 

90 

79.07 

10.00 

7.91 

0.0020 

0.0036 

17.59 

80 

62.41 

5.00 

3.12 

0.0015 

0.0011 

4.79 

90 

85.21 

5.00 

4.26 

0.0015 

0.0081 

11.72 

90 

78.28 

10.00 

7.83 

0.0020 

0.0067 

5.59 

90 

84.41 

5.00 

4.22 

0.0015 

0.0217 















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Mahesh Pura 


Mahuwa Khera 


Maloni 


Mandola 


Mandoo Kheri 


Manpura 


Masalpura 


Mawasa 


Mawasa Dola 


Misroli 


Miyara 


Mohammad Pur 


Moonda Ghata 


Moondakya 


Moondki 


Moondla 


Morela 


Moreli 


Motipura 


Motipura Khurd 


Motipura@lslam Nagar 


Nagda 


Nagdi @ Shahadatpura 


Nalkheri 


Nanoo Kheri 


Narsinghpura 


Nawab Ganj 


Nawab Pura 


Naya Pura 


Neem Thoor 


Neemkhera 


Neemoda 


Nipani 


Nipaniya 


Niyana 


Noorpura@Nayagaon 


Pacheta 


Pachhar 


Pachpara 


Padalya 


Pali 


Panchkui 


Parolya 


Census Code 


0831000703943700 


0831000703951700 


0831000803962400 


0831000803968500 


0831000703954000 


0831000803973600 


0831000803974100 


0831000803958800 


0832000404064400 


0831000703951000 


0831000803962800 


0831000803959700 


0831000803964600 


0831000803968600 


0831000703950200 


0831000803964500 


0831000703939300 


0831000703954200 


0831000703954400 


0831000403892700 


0831000803962700 


0831000703955400 


0831000703956600 


0831000703955300 


0831000803960400 


0831000703951400 


0831000703938600 


0831000703949800 


0831000703955500 


0831000803967300 


0831000703945500 


0831000703955100 


0831000403888700 


0831000703949600 


0831000703949400 


0831000803959500 


0831000703954100 


0832000404067500 


0831000803959900 


0831000703949200 


0831000803966100 


0831000703953700 


0831000803961800 


0831000703945200 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Command 

Bhander Sandstone 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Command 

Bhander Sandstone 



0.88 Fresh 


3.69 Fresh 


2.27 Fresh 


1.48 Fresh 


3.18 Fresh 


2.03 Fresh 


6.93 Fresh 


11.10 Fresh 


1.97 Fresh 


8.56 Fresh 


3.25 Fresh 


1.60 Fresh 


6.26 Fresh 


4.08 Fresh 


1.06 Fresh 


3.47 Fresh 


1.72 Fresh 


2.30 Fresh 


2.51 Fresh 



Patla Pani 


Patna 


Patri 


0831000803967400 


0831000703950100 


0831000803973400 


2.53 Fresh 


5.80 Fresh 


5.56 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Bhander Sandstone 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Bhander Sandstone 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

8.80 

90 

81.20 

10.00 

8.12 

0.0020 

0.0136 

10.22 

90 

79.78 

5.00 

3.99 

0.0015 

0.0134 

12.42 

90 

77.58 

10.00 

7.76 

0.0020 

0.0049 

9.83 

90 

80.17 

5.00 

4.01 

0.0015 

0.0148 

10.09 

90 

79.91 

5.00 

4.00 

0.0015 

0.0056 

6.48 

90 

83.52 

5.00 

4.18 

0.0015 

0.0310 

4.75 

90 

85.25 

5.00 

4.26 

0.0015 

0.0048 

11.68 

90 

78.32 

10.00 

7.83 

0.0020 

0.0306 

11.68 

90 

78.32 

10.00 

7.83 

0.0020 

0.0482 

12.89 

80 

67.11 

5.00 

3.36 

0.0015 

0.0093 

11.95 

90 

78.05 

5.00 

3.90 

0.0015 

0.0152 

8.33 

90 

81.67 

10.00 

8.17 

0.0020 

0.1030 

10.66 

90 

79.34 

5.00 

3.97 

0.0015 

0.0289 

10.81 

90 

79.19 

5.00 

3.96 

0.0015 

0.0209 

8.14 

90 

81.86 

5.00 

4.09 

0.0015 

0.0335 

10.28 

90 

79.72 

5.00 

3.99 

0.0015 

0.0304 

10.96 

90 

79.04 

5.00 

3.95 

0.0015 

0.0208 

8.99 

90 

81.01 

10.00 

8.10 

0.0020 

0.0469 

11.96 

90 

78.04 

5.00 

3.90 

0.0015 

0.0091 

12.46 

90 

77.54 

5.00 

3.88 

0.0015 

0.0150 

18.69 

90 

71.31 

10.00 

7.13 

0.0020 

0.0363 

10.92 

90 

79.08 

10.00 

7.91 

0.0020 

0.0944 

5.50 

90 

84.50 

5.00 

4.22 

0.0015 

0.0101 

5.55 

90 

84.45 

5.00 

4.22 

0.0015 

0.0521 

5.61 

90 

84.39 

5.00 

4.22 

0.0015 

0.0163 

26.63 

90 

63.37 

10.00 

6.34 

0.0020 

0.0590 

26.63 

90 

63.37 

10.00 

6.34 

0.0020 

0.0049 

12.04 

90 

77.96 

5.00 

3.90 

0.0015 

0.0051 

10.48 

90 

79.52 

10.00 

7.95 

0.0020 

0.0103 

8.02 

90 

81.98 

5.00 

4.10 

0.0015 

0.0139 

5.54 

90 

84.46 

5.00 

4.22 

0.0015 

0.0094 

8.00 

90 

82.00 

5.00 

4.10 

0.0015 

0.0114 

8.96 

90 

81.04 

10.00 

8.10 

0.0020 

0.0310 

8.96 

90 

81.04 

5.00 

4.05 

0.0015 

0.0007 

6.64 

90 

83.36 

5.00 

4.17 

0.0015 

0.0433 

13.54 

90 

76.46 

10.00 

7.65 

0.0020 

0.0949 

10.72 

90 

79.28 

5.00 

3.96 

0.0015 

0.0117 

10.52 

90 

79.48 

10.00 

7.95 

0.0020 

0.0011 

10.52 

90 

79.48 

5.00 

3.97 

0.0015 

0.0506 

10.01 

90 

79.99 

5.00 

4.00 

0.0015 

0.0195 

10.35 

90 

79.65 

5.00 

3.98 

0.0015 

0.0096 

14.90 

80 

65.10 

5.00 

3.26 

0.0015 

0.0001 

10.34 

90 

79.66 

5.00 

3.98 

0.0015 

0.0244 

11.08 

90 

78.92 

5.00 

3.95 

0.0015 

0.0063 

6.45 

90 

83.55 

10.00 

8.35 

0.0020 

0.0199 

6.45 

90 

83.55 

5.00 

4.18 

0.0015 

0.0143 

5.70 

90 

84.30 

5.00 

4.22 

0.0015 

0.0109 

11.73 

90 

78.27 

10.00 

7.83 

0.0020 

0.0037 

9.52 

90 

80.48 

10.00 

8.05 

0.0020 

0.0144 

9.52 

90 

80.48 

5.00 

4.02 

0.0015 

0.0097 

17.28 

90 

72.72 

10.00 

7.27 

0.0020 

0.0161 

17.28 

90 

72.72 

5.00 

3.64 

0.0015 

0.0045 

9.30 

90 

80.70 

5.00 

4.04 

0.0015 

0.0127 

9.21 

90 

80.79 

5.00 

4.04 

0.0015 

0.0347 

8.27 

90 

81.73 

5.00 

4.09 

0.0015 

0.0002 





















































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Deccan Traps 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Bhander Sandstone 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Bhander Sandstone 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Deccan Traps 


Bhander Sandstone 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

4.83 

90 

85.17 

10.00 

8.52 

0.0020 

0.0020 

4.83 

90 

85.17 

5.00 

4.26 

0.0015 

0.0191 

5.85 

90 

84.15 

5.00 

4.21 

0.0015 

0.0005 

17.33 

90 

72.67 

10.00 

7.27 

0.0020 

0.0223 

25.48 

90 

64.52 

10.00 

6.45 

0.0020 

0.0628 

7.30 

90 

82.70 

10.00 

8.27 

0.0020 

0.0688 

11.06 

90 

78.94 

5.00 

3.95 

0.0015 

0.0380 

27.15 

90 

62.85 

10.00 

6.29 

0.0020 

0.0023 

27.15 

90 

62.85 

10.00 

6.29 

0.0020 

0.1203 

7.21 

90 

82.79 

10.00 

8.28 

0.0020 

0.1368 

4.92 

90 

85.08 

5.00 

4.25 

0.0015 

0.0176 

14.31 

80 

65.69 

5.00 

3.28 

0.0015 

0.0145 

11.06 

90 

78.94 

10.00 

7.89 

0.0020 

0.0100 

11.06 

90 

78.94 

5.00 

3.95 

0.0015 

0.0421 

7.59 

90 

82.41 

10.00 

8.24 

0.0020 

0.0623 

7.59 

90 

82.41 

5.00 

4.12 

0.0015 

0.0038 

23.09 

90 

66.91 

10.00 

6.69 

0.0020 

0.0391 

23.09 

90 

66.91 

10.00 

6.69 

0.0020 

0.0197 

11.21 

90 

78.79 

5.00 

3.94 

0.0015 

0.0103 

4.73 

90 

85.27 

5.00 

4.26 

0.0015 

0.0068 

16.86 

90 

73.14 

10.00 

7.31 

0.0020 

0.0711 

16.86 

90 

73.14 

5.00 

3.66 

0.0015 

0.0097 

7.63 

90 

82.37 

5.00 

4.12 

0.0015 

0.0187 

13.64 

90 

76.37 

10.00 

7.64 

0.0020 

0.0003 

13.64 

90 

76.37 

5.00 

3.82 

0.0015 

0.0179 

6.98 

90 

83.02 

10.00 

8.30 

0.0020 

0.0003 

14.09 

90 

75.91 

10.00 

7.59 

0.0020 

0.0023 

14.09 

90 

75.91 

5.00 

3.80 

0.0015 

0.0119 

14.09 

90 

75.91 

5.00 

3.80 

0.0015 

0.0013 

4.73 

90 

85.27 

5.00 

4.26 

0.0015 

0.0221 

8.51 

90 

81.49 

10.00 

8.15 

0.0020 

0.0012 

8.51 

90 

81.49 

10.00 

8.15 

0.0020 

0.1201 

8.64 

90 

81.36 

10.00 

8.14 

0.0020 

0.0185 

8.64 

90 

81.36 

5.00 

4.07 

0.0015 

0.0009 

8.64 

90 

81.36 

10.00 

8.14 

0.0020 

0.0025 

8.64 

90 

81.36 

5.00 

4.07 

0.0015 

0.0068 

7.29 

90 

82.71 

10.00 

8.27 

0.0020 

0.0485 

7.29 

90 

82.71 

10.00 

8.27 

0.0020 

0.0400 

16.47 

90 

73.53 

10.00 

7.35 

0.0020 

0.0857 

9.11 

90 

80.89 

10.00 

8.09 

0.0020 

0.0013 

9.11 

90 

80.89 

10.00 

8.09 

0.0020 

0.0420 

9.68 

90 

80.32 

10.00 

8.03 

0.0020 

0.0199 

10.22 

90 

79.78 

5.00 

3.99 

0.0015 

0.0280 

10.21 

90 

79.79 

10.00 

7.98 

0.0020 

0.0208 

11.95 

90 

78.05 

10.00 

7.81 

0.0020 

0.0037 

5.22 

90 

84.78 

5.00 

4.24 

0.0015 

0.0471 

9.38 

90 

80.62 

5.00 

4.03 

0.0015 

0.0183 

13.20 

80 

66.80 

5.00 

3.34 

0.0015 

0.0085 

10.40 

90 

79.60 

5.00 

3.98 

0.0015 

0.0917 

9.22 

90 

80.78 

5.00 

4.04 

0.0015 

0.0002 

7.11 

90 

82.89 

10.00 

8.29 

0.0020 

0.0214 

7.11 

90 

82.89 

5.00 

4.14 

0.0015 

0.0031 

9.55 

90 

80.45 

10.00 

8.04 

0.0020 

0.0262 

8.14 

90 

81.86 

10.00 

8.19 

0.0020 

0.0494 

11.35 

90 

78.65 

10.00 

7.87 

0.0020 

0.0181 





















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



08007056 


Subhanpura@Haripura 


Surajpura Khurd 


Surajpura Malkarni 


Taklon 


Tancha 


Torakhera 


Turki Para 


Udpuriya 


Udpurya 


Umar Thana 


Umariya 


Ummedpura 


Utawali 


Wazeerpura 


Yusufpura 


Amrit Kheri 


Balapura 


Banjari 


Barkhera @ Baman Khoh 


Baroo Beh 


Barsat 


Bhatgaon 


Bor Kheri 


Borkheri( Banjari) 


Chauki 


Dant Ka Pani 


Deori Bhan 


Deori Moond 


Dhamaniya 


Digod Khalsa 


Gujar Kheri 


Guradi 


Handi Khoh 


Harnawada Shahji 


Jhanjhani 


Kachnariya Kalan 


Kajlya 


Kandari 


Khajooriya 


Census Code 


0831000703953800 


0831000803973800 


0831000803969000 


0832000404064700 


0831000803960000 




0831000803968900 


0832000404065200 


0831000803963500 


Khariya 


0832000404067600 


0831000703948500 


0831000703945900 


0831000803959600 


0832000404065100 


0831000703939100 


0831000803974400 


0831000803957500 


0831000803964100 


0831000703945000 


0831000703950600 


0831000803974300 


0831000803965200 


0831000803969200 


0831000803975100 


0832000404064300 


0831000803967500 


0831000803973300 


0831000803972600 


0831000803969700 


0831000803969400 


0831000803970100 


0831000803972800 


0831000803973500 


0831000803972900 


0831000803965100 


0831000803964900 


0831000803969300 


0831000803968000 


0831000803972300 


0831000803973700 


0831000803973200 


0831000803964200 


0831000803970200 


0831000803967800 


0831000803973000 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Command 

Bhander Sandstone 




5.35 Fresh 


1.49 Fresh 


2.72 Fresh 


2.41 Fresh 




3.06 Fresh 


3.61 Fresh 


3.72 Fresh 


9.16 Fresh 


8.94 Fresh 


1.12 Fresh 


3.10 Fresh 


1.23 Fresh 


17.30 Fresh 


7.59 Fresh 


5.75 Fresh 


4.62 Fresh 


14.62 Fresh 


4.49 Fresh 


2.91 Fresh 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bhander Sandstone 


Deccan Traps 


Bhander Sandstone 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

7.47 

90 

82.53 

5.00 

4.13 

0.0015 

0.0140 

5.48 

90 

84.52 

5.00 

4.23 

0.0015 

0.0223 

10.69 

90 

79.31 

5.00 

3.97 

0.0015 

0.0067 

12.31 

80 

67.69 

5.00 

3.38 

0.0015 

0.0081 

15.33 

90 

74.67 

10.00 

7.47 

0.0020 

0.0298 

15.33 

90 

74.67 

10.00 

7.47 

0.0020 

0.1394 

15.33 

90 

74.67 

5.00 

3.73 

0.0015 

0.0123 

18.15 

90 

71.85 

10.00 

7.18 

0.0020 

0.0768 

18.15 

90 

71.85 

10.00 

7.18 

0.0020 

0.0001 

9.15 

90 

80.85 

5.00 

4.04 

0.0015 

0.0086 

14.14 

80 

65.86 

5.00 

3.29 

0.0015 

0.0115 

14.94 

90 

75.06 

5.00 

3.75 

0.0015 

0.0018 

14.94 

90 

75.06 

10.00 

7.51 

0.0020 

0.0001 

14.94 

90 

75.06 

5.00 

3.75 

0.0015 

0.0117 

17.86 

80 

62.14 

5.00 

3.11 

0.0015 

0.0068 

9.64 

90 

80.36 

5.00 

4.02 

0.0015 

0.0093 

7.39 

90 

82.61 

5.00 

4.13 

0.0015 

0.0149 

10.29 

90 

79.71 

5.00 

3.99 

0.0015 

0.0307 

13.56 

80 

66.44 

5.00 

3.32 

0.0015 

0.0074 

7.83 

90 

82.17 

10.00 

8.22 

0.0020 

0.0921 

5.06 

90 

84.94 

5.00 

4.25 

0.0015 

0.0135 

18.96 

90 

71.04 

10.00 

7.10 

0.0020 

0.0024 

11.71 

90 

78.29 

5.00 

3.91 

0.0015 

0.0283 

9.89 

90 

80.11 

5.00 

4.01 

0.0015 

0.0420 

7.59 

90 

82.41 

5.00 

4.12 

0.0015 

0.0254 

5.22 

90 

84.78 

5.00 

4.24 

0.0015 

0.0010 

11.43 

90 

78.57 

5.00 

3.93 

0.0015 

0.0036 

9.34 

90 

80.66 

5.00 

4.03 

0.0015 

0.0209 

6.07 

90 

83.93 

5.00 

4.20 

0.0015 

0.0000 

11.12 

80 

68.88 

5.00 

3.44 

0.0015 

0.0012 

8.41 

90 

81.59 

5.00 

4.08 

0.0015 

0.0010 

10.10 

90 

79.90 

5.00 

4.00 

0.0015 

0.0520 

10.36 

90 

79.64 

5.00 

3.98 

0.0015 

0.0093 

11.14 

90 

78.86 

5.00 

3.94 

0.0015 

0.0091 

11.55 

90 

78.45 

10.00 

7.84 

0.0020 

0.0000 

11.55 

90 

78.45 

5.00 

3.92 

0.0015 

0.0071 

9.39 

90 

80.61 

5.00 

4.03 

0.0015 

0.0179 

13.06 

90 

76.94 

5.00 

3.85 

0.0015 

0.0208 

8.12 

90 

81.88 

5.00 

4.09 

0.0015 

0.0079 

11.19 

90 

78.81 

5.00 

3.94 

0.0015 

0.0532 

11.36 

90 

78.64 

5.00 

3.93 

0.0015 

0.0002 

11.36 

90 

78.64 

10.00 

7.86 

0.0020 

0.0013 

11.36 

90 

78.64 

5.00 

3.93 

0.0015 

0.0098 

11.23 

90 

78.77 

5.00 

3.94 

0.0015 

0.0066 

11.53 

90 

78.47 

5.00 

3.92 

0.0015 

0.0182 

11.64 

90 

78.36 

10.00 

7.84 

0.0020 

0.0183 

11.64 

90 

78.36 

5.00 

3.92 

0.0015 

0.0004 

8.45 

90 

81.55 

5.00 

4.08 

0.0015 

0.0104 

7.80 

90 

82.20 

5.00 

4.11 

0.0015 

0.0215 

6.67 

90 

83.33 

5.00 

4.17 

0.0015 

0.0359 

11.08 

90 

78.92 

5.00 

3.95 

0.0015 

0.0050 

9.02 

90 

80.98 

5.00 

4.05 

0.0015 

0.0020 

10.52 

90 

79.48 

10.00 

7.95 

0.0020 

0.0414 

10.52 

90 

79.48 

5.00 

3.97 

0.0015 

0.0001 

11.67 

90 

78.33 

5.00 

3.92 

0.0015 

0.0171 









































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



08007057 


Koloo Khera 


Kotra Kagla 


Kunma Kheri 


Ladpura 


Lamba Khera 


Laxmi Pura Khurd 


Manpura 


Motipura Kalan 


Naya Gaon@Malkhajooriya 


Patla Pani 


Patri 


Peepal Hera 


Peepalya Akheraj 


Peethpur 


Prempura 


Ram Nagar 


Sejanpur 


Set Kolu 


Shripura 


Surajpura Malkarni 


Tandi 


Uchakpura 


Umariya 


Utawali 


Akera 


Akeri 


Amapura 


Balapura 


Balunda 


Balwankheri 


Bamla 


Bamooliya Jageer 


Bamori Kalan 


Baori Khera 


Census Code 


0831000803968200 


0832000404064200 


0831000803972700 


0831000803969600 


0831000803967900 


0831000803969900 


0831000803973600 


0831000803969100 


0831000803965000 


0831000803967400 


0831000803973400 


0831000803967600 


0831000803969800 


0831000803964800 


0831000803970000 


0831000803968300 


0831000803975000 


0831000803969500 


0831000803973100 


0831000803969000 


0831000803968900 


0831000803968100 


0831000803974400 


0831000803964100 


0831000303878700 


0831000303870700 


0831000303875500 


0831000103855800 


0831000103856500 


0831000103855500 


0831000303878100 


0831000303871000 


0831000103856000 


0831000303875300 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Bhander Sandstone 


1.94 Fresh 


8.17 Fresh 


5.83 Fresh 


4.50 Fresh 




2.35 Fresh 


2.26 Fresh 


1.49 Fresh 


2.43 Fresh 


2.36 Fresh 


4.84 Fresh 


5.58 Fresh 



0.82 Fresh 


3.74 Fresh 



4.71 Fresh 


4.95 Fresh 


2.68 Fresh 


13.73 Fresh 



1.40 Fresh 


13.91 Fresh 


4.95 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Limestone 


Older Alluvium 


Limestone 


Limestone 


Limestone 


Limestone 


Limestone 


Older Alluvium 


Limestone 


Older Alluvium 


Limestone 


Older Alluvium 


Limestone 


Older Alluvium 


Older Alluvium 


Limestone 


Bhander Sandstone 


Bhander Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.49 

90 

78.51 

5.00 

3.93 

0.0015 

0.0284 

11.47 

80 

68.53 

5.00 

3.43 

0.0015 

0.0020 

13.03 

90 

76.97 

5.00 

3.85 

0.0015 

0.0242 

11.05 

90 

78.95 

5.00 

3.95 

0.0015 

0.0092 

11.61 

90 

78.39 

10.00 

7.84 

0.0020 

0.0457 

11.61 

90 

78.39 

5.00 

3.92 

0.0015 

0.0005 

10.99 

90 

79.01 

5.00 

3.95 

0.0015 

0.0115 

6.48 

90 

83.52 

5.00 

4.18 

0.0015 

0.0202 

10.74 

90 

79.26 

5.00 

3.96 

0.0015 

0.0346 

11.54 

90 

78.46 

10.00 

7.85 

0.0020 

0.0341 

11.54 

90 

78.46 

5.00 

3.92 

0.0015 

0.0137 

9.30 

90 

80.70 

5.00 

4.04 

0.0015 

0.0005 

8.27 

90 

81.73 

5.00 

4.09 

0.0015 

0.0339 

4.83 

90 

85.17 

5.00 

4.26 

0.0015 

0.0014 

11.45 

90 

78.55 

5.00 

3.93 

0.0015 

0.0053 

11.06 

90 

78.94 

5.00 

3.95 

0.0015 

0.0193 

10.25 

90 

79.75 

5.00 

3.99 

0.0015 

0.0191 

11.21 

90 

78.79 

5.00 

3.94 

0.0015 

0.0087 

5.22 

90 

84.78 

5.00 

4.24 

0.0015 

0.0018 

9.22 

90 

80.78 

10.00 

8.08 

0.0020 

0.0183 

9.22 

90 

80.78 

5.00 

4.04 

0.0015 

0.0337 

7.11 

90 

82.89 

10.00 

8.29 

0.0020 

0.0103 

7.11 

90 

82.89 

5.00 

4.14 

0.0015 

0.0057 

7.90 

90 

82.10 

5.00 

4.10 

0.0015 

0.0145 

10.69 

90 

79.31 

5.00 

3.97 

0.0015 

0.0066 

9.15 

90 

80.85 

5.00 

4.04 

0.0015 

0.0004 

11.59 

90 

78.41 

10.00 

7.84 

0.0020 

0.0110 

11.59 

90 

78.41 

5.00 

3.92 

0.0015 

0.0102 

5.06 

90 

84.94 

5.00 

4.25 

0.0015 

0.0016 

11.71 

90 

78.29 

5.00 

3.91 

0.0015 

0.0001 

14.50 

100 

85.50 

10.00 

8.55 

0.0020 

0.0131 

14.50 

90 

75.50 

20.00 

15.10 

0.0150 

0.0105 

14.50 

100 

85.50 

10.00 

8.55 

0.0020 

0.0203 

14.50 

90 

75.50 

20.00 

15.10 

0.0150 

0.2442 

22.80 

90 

67.20 

20.00 

13.44 

0.0150 

0.1663 

36.07 

100 

63.93 

10.00 

6.39 

0.0020 

0.0026 

36.07 

90 

53.93 

20.00 

10.79 

0.0150 

0.5728 

18.80 

90 

71.20 

15.00 

10.68 

0.0020 

0.3320 

18.80 

90 

71.20 

20.00 

14.24 

0.0150 

1.0485 

9.36 

90 

80.64 

15.00 

12.10 

0.0020 

0.0868 

7.62 

90 

82.38 

15.00 

12.36 

0.0020 

0.0355 

7.62 

90 

82.38 

15.00 

12.36 

0.0020 

0.0021 

14.74 

90 

75.26 

15.00 

11.29 

0.0020 

0.0602 

18.50 

90 

71.50 

15.00 

10.73 

0.0020 

0.0633 

18.50 

90 

71.50 

20.00 

14.30 

0.0150 

0.1609 

18.50 

90 

71.50 

15.00 

10.73 

0.0020 

0.0060 

18.50 

90 

71.50 

20.00 

14.30 

0.0150 

0.2068 

22.45 

90 

67.55 

15.00 

10.13 

0.0020 

0.0831 

22.45 

90 

67.55 

20.00 

13.51 

0.0150 

0.7122 

39.32 

90 

50.68 

15.00 

7.60 

0.0020 

0.0100 

39.32 

90 

50.68 

20.00 

10.14 

0.0150 

0.4242 

12.82 

90 

77.18 

20.00 

15.44 

0.0150 

0.0052 

6.89 

90 

83.11 

15.00 

12.47 

0.0020 

0.2145 

11.24 

100 

88.76 

10.00 

8.88 

0.0020 

0.0856 

11.24 

100 

88.76 

10.00 

8.88 

0.0020 

0.0021 
















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Bhander Sandstone 


Older Alluvium 


Limestone 


Older Alluvium 


Older Alluvium 


Limestone 


Limestone 


Limestone 


Older Alluvium 


Limestone 


Older Alluvium 


Limestone 


Limestone 


Older Alluvium 


Older Alluvium 


Limestone 


Limestone 


Older Alluvium 


Limestone 


Older Alluvium 


Limestone 


Limestone 


Older Alluvium 


Limestone 


Limestone 


Limestone 


Older Alluvium 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Limestone 


Limestone 


Limestone 


Limestone 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Limestone 


Older Alluvium 


Older Alluvium 


Limestone 


Older Alluvium 


Limestone 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

27.38 

100 

72.62 

10.00 

7.26 

0.0020 

0.1330 

27.38 

90 

62.62 

20.00 

12.52 

0.0150 

1.0205 

54.27 

90 

35.73 

15.00 

5.36 

0.0020 

0.0148 

54.27 

90 

35.73 

20.00 

7.15 

0.0150 

0.2554 

43.25 

90 

46.75 

20.00 

9.35 

0.0150 

0.1232 

4.81 

100 

95.19 

15.00 

14.28 

0.0020 

0.0639 

4.81 

100 

95.19 

15.00 

14.28 

0.0020 

0.0002 

19.85 

90 

70.15 

15.00 

10.52 

0.0020 

0.0344 

19.85 

90 

70.15 

20.00 

14.03 

0.0150 

0.3368 

18.05 

90 

71.95 

15.00 

10.79 

0.0020 

0.0002 

18.05 

90 

71.95 

20.00 

14.39 

0.0150 

0.0031 

4.87 

90 

85.13 

15.00 

12.77 

0.0020 

0.1062 

6.19 

90 

83.81 

15.00 

12.57 

0.0020 

0.1323 

12.65 

90 

77.35 

20.00 

15.47 

0.0150 

0.6081 

12.65 

90 

77.35 

20.00 

15.47 

0.0150 

0.0145 

11.95 

90 

78.05 

15.00 

11.71 

0.0020 

0.2527 

16.49 

90 

73.51 

15.00 

11.03 

0.0020 

0.0929 

15.89 

90 

74.11 

20.00 

14.82 

0.0150 

0.1458 

14.84 

90 

75.16 

15.00 

11.27 

0.0020 

0.4401 

14.84 

90 

75.16 

20.00 

15.03 

0.0150 

0.2705 

14.84 

90 

75.16 

15.00 

11.27 

0.0020 

0.0009 

9.11 

90 

80.89 

15.00 

12.13 

0.0020 

0.1288 

28.20 

90 

61.80 

20.00 

12.36 

0.0150 

0.5685 

30.97 

90 

59.03 

15.00 

8.86 

0.0020 

0.0004 

30.97 

90 

59.03 

15.00 

8.86 

0.0020 

0.0065 

12.36 

90 

77.64 

15.00 

11.65 

0.0020 

0.1673 

12.36 

90 

77.64 

20.00 

15.53 

0.0150 

0.5546 

16.58 

90 

73.42 

15.00 

11.01 

0.0020 

0.0205 

8.17 

100 

91.83 

10.00 

9.18 

0.0020 

0.0163 

8.17 

100 

91.83 

10.00 

9.18 

0.0020 

0.0000 

35.82 

90 

54.18 

20.00 

10.84 

0.0150 

0.5767 

22.60 

90 

67.40 

15.00 

10.11 

0.0020 

0.0004 

4.07 

90 

85.93 

15.00 

12.89 

0.0020 

0.0362 

14.21 

90 

75.79 

15.00 

11.37 

0.0020 

0.0023 

58.50 

90 

31.50 

15.00 

4.73 

0.0020 

0.0503 

34.49 

100 

65.51 

10.00 

6.55 

0.0020 

0.0142 

34.49 

90 

55.51 

20.00 

11.10 

0.0150 

0.7787 

9.08 

100 

90.92 

10.00 

9.09 

0.0020 

0.0497 

9.08 

100 

90.92 

10.00 

9.09 

0.0020 

0.0019 

38.49 

90 

51.51 

20.00 

10.30 

0.0150 

0.7641 

8.97 

100 

91.03 

10.00 

9.10 

0.0020 

0.0010 

8.97 

100 

91.03 

10.00 

9.10 

0.0020 

0.0016 

18.84 

100 

81.16 

10.00 

8.12 

0.0020 

0.0607 

18.84 

90 

71.16 

20.00 

14.23 

0.0150 

0.5422 

16.76 

90 

73.24 

15.00 

10.99 

0.0020 

0.0001 

11.40 

90 

78.60 

10.00 

7.86 

0.0020 

0.0009 

11.40 

90 

78.60 

10.00 

7.86 

0.0020 

0.0020 

4.37 

100 

95.63 

15.00 

14.34 

0.0020 

0.1519 

39.48 

90 

50.52 

15.00 

7.58 

0.0020 

0.0644 

39.48 

90 

50.52 

20.00 

10.10 

0.0150 

0.0010 

12.35 

90 

77.65 

20.00 

15.53 

0.0150 

0.0132 

12.60 

90 

77.40 

15.00 

11.61 

0.0020 

0.0480 

12.60 

90 

77.40 

20.00 

15.48 

0.0150 

0.0000 

41.19 

90 

48.81 

15.00 

7.32 

0.0020 

0.0167 

41.19 

90 

48.81 

20.00 

9.76 

0.0150 

1.3474 





































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Limestone 


Limestone 


Limestone 


Bhander Sandstone 


Limestone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Limestone 


Limestone 


Limestone 


Limestone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Limestone 


Limestone 


Limestone 


Bhander Sandstone 


Limestone 


Limestone 


Limestone 


Older Alluvium 


Limestone 


Older Alluvium 


Limestone 


Limestone 


Limestone 


Limestone 


Older Alluvium 


Limestone 


Older Alluvium 


Limestone 


Limestone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Limestone 


Limestone 


Bhander Sandstone 


Older Alluvium 


Limestone 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

10.88 

90 

79.12 

15.00 

11.87 

0.0020 

0.0647 

10.88 

90 

79.12 

15.00 

11.87 

0.0020 

0.0041 

11.09 

90 

78.91 

15.00 

11.84 

0.0020 

0.0389 

11.09 

90 

78.91 

10.00 

7.89 

0.0020 

0.0062 

11.09 

90 

78.91 

15.00 

11.84 

0.0020 

0.0059 

16.56 

90 

73.44 

15.00 

11.02 

0.0020 

0.1757 

12.93 

90 

77.07 

10.00 

7.71 

0.0020 

0.0003 

12.93 

90 

77.07 

10.00 

7.71 

0.0020 

0.0001 

12.93 

90 

77.07 

10.00 

7.71 

0.0020 

0.0114 

8.34 

90 

81.66 

10.00 

8.17 

0.0020 

0.0209 

8.34 

90 

81.66 

15.00 

12.25 

0.0020 

0.0397 

8.34 

90 

81.66 

10.00 

8.17 

0.0020 

0.0007 

8.34 

90 

81.66 

15.00 

12.25 

0.0020 

0.0000 

10.41 

90 

79.59 

15.00 

11.94 

0.0020 

0.0114 

10.41 

90 

79.59 

15.00 

11.94 

0.0020 

0.0537 

14.54 

90 

75.46 

15.00 

11.32 

0.0020 

0.0432 

14.54 

90 

75.46 

15.00 

11.32 

0.0020 

0.0045 

35.86 

90 

54.14 

20.00 

10.83 

0.0150 

0.2695 

19.34 

90 

70.66 

20.00 

14.13 

0.0150 

0.3037 

44.28 

90 

45.72 

20.00 

9.14 

0.0150 

1.1628 

44.28 

90 

45.72 

20.00 

9.14 

0.0150 

0.2670 

11.69 

90 

78.31 

15.00 

11.75 

0.0020 

0.1538 

4.96 

90 

85.04 

15.00 

12.76 

0.0020 

0.0990 

16.49 

90 

73.51 

15.00 

11.03 

0.0020 

0.0311 

8.85 

90 

81.15 

10.00 

8.11 

0.0020 

0.0247 

8.85 

90 

81.15 

15.00 

12.17 

0.0020 

0.0214 

4.13 

100 

95.87 

15.00 

14.38 

0.0020 

0.1629 

4.13 

100 

95.87 

15.00 

14.38 

0.0020 

0.0014 

58.27 

90 

31.73 

20.00 

6.35 

0.0150 

0.0129 

58.27 

90 

31.73 

15.00 

4.76 

0.0020 

0.0037 

58.27 

90 

31.73 

20.00 

6.35 

0.0150 

0.5822 

38.56 

90 

51.44 

15.00 

7.72 

0.0020 

0.0249 

38.56 

90 

51.44 

15.00 

7.72 

0.0020 

0.0019 

12.17 

90 

77.83 

15.00 

11.67 

0.0020 

0.1221 

20.17 

90 

69.83 

15.00 

10.47 

0.0020 

0.0736 

20.17 

90 

69.83 

20.00 

13.97 

0.0150 

0.5130 

20.17 

90 

69.83 

15.00 

10.47 

0.0020 

0.0043 

10.68 

90 

79.32 

20.00 

15.86 

0.0150 

0.0005 

10.42 

90 

79.58 

15.00 

11.94 

0.0020 

0.1539 

10.42 

90 

79.58 

15.00 

11.94 

0.0020 

0.0142 

27.52 

90 

62.48 

20.00 

12.50 

0.0150 

0.0226 

12.74 

90 

77.26 

20.00 

15.45 

0.0150 

0.0019 

12.74 

90 

77.26 

20.00 

15.45 

0.0150 

0.0189 

10.23 

90 

79.77 

15.00 

11.97 

0.0020 

0.0001 

5.39 

100 

94.61 

15.00 

14.19 

0.0020 

0.0190 

21.49 

100 

78.51 

10.00 

7.85 

0.0020 

0.0480 

21.49 

90 

68.51 

20.00 

13.70 

0.0150 

0.0296 

50.54 

90 

39.46 

15.00 

5.92 

0.0020 

0.0236 

50.54 

90 

39.46 

20.00 

7.89 

0.0150 

0.0412 

20.20 

90 

69.80 

20.00 

13.96 

0.0150 

1.8857 

11.93 

90 

78.07 

10.00 

7.81 

0.0020 

0.0132 

11.93 

90 

78.07 

10.00 

7.81 

0.0020 

0.0007 

11.93 

90 

78.07 

10.00 

7.81 

0.0020 

0.0177 

11.73 

90 

78.27 

15.00 

11.74 

0.0020 

0.1052 

31.86 

100 

68.14 

10.00 

6.81 

0.0020 

0.0029 

















































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Limestone 


Older Alluvium 


Limestone 


Older Alluvium 


Limestone 


Older Alluvium 


Limestone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Older Alluvium 


Limestone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Limestone 


Bhander Sandstone 


Older Alluvium 


Limestone 


Limestone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Limestone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Limestone 


Limestone 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

31.86 

90 

58.14 

20.00 

11.63 

0.0150 

1.4045 

37.77 

90 

52.23 

20.00 

10.45 

0.0150 

0.3690 

9.78 

90 

80.22 

10.00 

8.02 

0.0020 

0.0838 

9.78 

90 

80.22 

15.00 

12.03 

0.0020 

0.3207 

9.78 

90 

80.22 

10.00 

8.02 

0.0020 

0.0101 

9.78 

90 

80.22 

15.00 

12.03 

0.0020 

0.0148 

9.78 

90 

80.22 

10.00 

8.02 

0.0020 

0.0295 

9.78 

90 

80.22 

15.00 

12.03 

0.0020 

0.0004 

11.87 

90 

78.13 

20.00 

15.63 

0.0150 

0.1563 

11.87 

90 

78.13 

20.00 

15.63 

0.0150 

0.0092 

11.86 

90 

78.14 

20.00 

15.63 

0.0150 

0.0815 

11.86 

90 

78.14 

20.00 

15.63 

0.0150 

0.1163 

11.81 

100 

88.19 

10.00 

8.82 

0.0020 

0.0040 

11.81 

90 

78.19 

20.00 

15.64 

0.0150 

0.8301 

11.81 

90 

78.19 

20.00 

15.64 

0.0150 

0.0068 

10.12 

90 

79.88 

10.00 

7.99 

0.0020 

0.0555 

10.12 

90 

79.88 

15.00 

11.98 

0.0020 

0.1049 

35.75 

90 

54.25 

20.00 

10.85 

0.0150 

1.3315 

16.47 

90 

73.53 

15.00 

11.03 

0.0020 

0.0688 

16.47 

90 

73.53 

20.00 

14.71 

0.0150 

0.4571 

16.47 

90 

73.53 

15.00 

11.03 

0.0020 

0.0059 

16.47 

90 

73.53 

20.00 

14.71 

0.0150 

0.4540 

10.19 

90 

79.81 

15.00 

11.97 

0.0020 

0.0228 

10.19 

90 

79.81 

15.00 

11.97 

0.0020 

0.0284 

11.90 

90 

78.10 

10.00 

7.81 

0.0020 

0.0172 

11.90 

90 

78.10 

10.00 

7.81 

0.0020 

0.0002 

41.40 

90 

48.60 

15.00 

7.29 

0.0020 

0.0013 

41.40 

90 

48.60 

20.00 

9.72 

0.0150 

0.3722 

41.40 

90 

48.60 

15.00 

7.29 

0.0020 

0.0003 

41.40 

90 

48.60 

20.00 

9.72 

0.0150 

0.0430 

15.33 

90 

74.67 

10.00 

7.47 

0.0020 

0.0077 

34.92 

90 

55.08 

20.00 

11.02 

0.0150 

0.7704 

15.93 

90 

74.07 

10.00 

7.41 

0.0020 

0.0010 

11.83 

100 

88.17 

10.00 

8.82 

0.0020 

0.0552 

11.83 

100 

88.17 

10.00 

8.82 

0.0020 

0.0198 

57.53 

90 

32.47 

15.00 

4.87 

0.0020 

0.0500 

4.02 

100 

95.98 

15.00 

14.40 

0.0020 

0.0571 

13.27 

100 

86.73 

10.00 

8.67 

0.0020 

0.1054 

13.27 

90 

76.73 

20.00 

15.35 

0.0150 

0.0208 

13.49 

90 

76.51 

15.00 

11.48 

0.0020 

0.1637 

4.59 

90 

85.41 

15.00 

12.81 

0.0020 

0.0312 

17.99 

90 

72.01 

20.00 

14.40 

0.0150 

0.1037 

17.99 

90 

72.01 

20.00 

14.40 

0.0150 

0.0870 

36.83 

90 

53.17 

20.00 

10.63 

0.0150 

0.9234 

40.49 

90 

49.51 

15.00 

7.43 

0.0020 

0.0416 

40.49 

90 

49.51 

20.00 

9.90 

0.0150 

0.2126 

35.36 

90 

54.64 

20.00 

10.93 

0.0150 

0.2170 

24.89 

90 

65.11 

20.00 

13.02 

0.0150 

0.3186 

9.87 

90 

80.13 

15.00 

12.02 

0.0020 

0.0651 

10.69 

90 

79.31 

15.00 

11.90 

0.0020 

0.0792 

35.20 

90 

54.80 

20.00 

10.96 

0.0150 

1.0491 

9.72 

100 

90.28 

10.00 

9.03 

0.0020 

0.0079 

9.31 

100 

90.69 

10.00 

9.07 

0.0020 

0.0221 

9.31 

90 

80.69 

20.00 

16.14 

0.0150 

0.0981 

9.31 

100 

90.69 

10.00 

9.07 

0.0020 

0.0004 















































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Limestone 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Older Alluvium 


Limestone 


Limestone 


Limestone 


Limestone 


Older Alluvium 


Limestone 


Limestone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Limestone 


Older Alluvium 


Limestone 


Older Alluvium 


Limestone 


Older Alluvium 


Limestone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

9.31 

90 

80.69 

20.00 

16.14 

0.0150 

0.0385 

14.43 

90 

75.57 

20.00 

15.11 

0.0150 

0.0380 

9.47 

90 

80.53 

10.00 

8.05 

0.0020 

0.0028 

9.47 

90 

80.53 

15.00 

12.08 

0.0020 

0.0430 

14.98 

90 

75.02 

20.00 

15.00 

0.0150 

0.0562 

11.92 

90 

78.08 

10.00 

7.81 

0.0020 

0.0339 

11.92 

90 

78.08 

10.00 

7.81 

0.0020 

0.0004 

12.73 

90 

77.27 

10.00 

7.73 

0.0020 

0.0345 

12.73 

90 

77.27 

10.00 

7.73 

0.0020 

0.0004 

56.10 

90 

33.90 

15.00 

5.09 

0.0020 

0.0076 

35.91 

90 

54.09 

20.00 

10.82 

0.0150 

0.2987 

11.26 

90 

78.74 

15.00 

11.81 

0.0020 

0.0535 

15.11 

90 

74.89 

15.00 

11.23 

0.0020 

0.0920 

13.73 

100 

86.27 

15.00 

12.94 

0.0020 

0.0004 

11.20 

90 

78.80 

15.00 

11.82 

0.0020 

0.0661 

11.20 

90 

78.80 

20.00 

15.76 

0.0150 

0.0068 

38.96 

90 

51.04 

15.00 

7.66 

0.0020 

0.0093 

38.96 

90 

51.04 

15.00 

7.66 

0.0020 

0.0447 

28.95 

90 

61.05 

20.00 

12.21 

0.0150 

1.9024 

39.01 

90 

50.99 

20.00 

10.20 

0.0150 

0.4632 

19.97 

90 

70.03 

20.00 

14.01 

0.0150 

0.2569 

21.52 

90 

68.48 

20.00 

13.70 

0.0150 

0.1825 

44.47 

90 

45.53 

15.00 

6.83 

0.0020 

0.0027 

44.47 

90 

45.53 

20.00 

9.11 

0.0150 

0.0067 

44.47 

90 

45.53 

15.00 

6.83 

0.0020 

0.0208 

44.47 

90 

45.53 

20.00 

9.11 

0.0150 

0.2185 

13.55 

90 

76.45 

15.00 

11.47 

0.0020 

0.0017 

13.55 

90 

76.45 

20.00 

15.29 

0.0150 

0.6552 

13.55 

90 

76.45 

15.00 

11.47 

0.0020 

0.0011 

13.55 

90 

76.45 

20.00 

15.29 

0.0150 

0.5699 

52.15 

90 

37.85 

20.00 

7.57 

0.0150 

0.0430 

52.15 

90 

37.85 

20.00 

7.57 

0.0150 

0.2857 

14.72 

90 

75.28 

20.00 

15.06 

0.0150 

0.2556 

7.88 

90 

82.12 

10.00 

8.21 

0.0020 

0.0049 

7.88 

90 

82.12 

10.00 

8.21 

0.0020 

0.0033 

7.88 

90 

82.12 

10.00 

8.21 

0.0020 

0.0080 

5.86 

80 

74.14 

10.00 

7.41 

0.0020 

0.0606 

24.01 

90 

65.99 

10.00 

6.60 

0.0020 

0.0823 

4.25 

80 

75.75 

10.00 

7.57 

0.0020 

0.0118 

10.07 

80 

69.93 

10.00 

6.99 

0.0020 

0.0078 

8.24 

90 

81.76 

10.00 

8.18 

0.0020 

0.1261 

8.24 

90 

81.76 

10.00 

8.18 

0.0020 

0.0707 

7.98 

90 

82.02 

10.00 

8.20 

0.0020 

0.0028 

7.98 

90 

82.02 

10.00 

8.20 

0.0020 

0.0040 

7.98 

90 

82.02 

10.00 

8.20 

0.0020 

0.0105 

9.11 

90 

80.89 

10.00 

8.09 

0.0020 

0.0948 

25.42 

90 

64.58 

10.00 

6.46 

0.0020 

0.0301 

7.62 

90 

82.38 

10.00 

8.24 

0.0020 

0.0000 

13.03 

90 

76.97 

10.00 

7.70 

0.0020 

0.4206 

8.29 

90 

81.71 

10.00 

8.17 

0.0020 

0.0013 

8.29 

90 

81.71 

10.00 

8.17 

0.0020 

0.0071 

7.76 

90 

82.24 

10.00 

8.22 

0.0020 

0.0114 

27.53 

90 

62.47 

10.00 

6.25 

0.0020 

0.0000 

24.14 

90 

65.86 

10.00 

6.59 

0.0020 

0.0256 

5.64 

90 

84.36 

10.00 

8.44 

0.0020 

0.0763 






































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone (Fresh 
/ Saline) 



Chunwaya 


Dabari 


Daulatpura 


Dhand Chhatarpura 


Dhani 


Dhatooriya 


Dholpur 


Dhurera 


Duger 


Fatehpura 


Fatehpura Kachhara 


Gajra Gajri 


Ganeshpura 


Geedpata 


Gopalpura 


Gordhanpura 


Gordhanpura @ Banjh Amli 


Gorela 


Gurawadiya 


Jagdevpura 


Jagdishpura 


Jaiswan 


Jakhoni 


Jetpura 


Kali Mati 


Kamal Khera 


Karanpura 


Kareeriya 


Karwala @ Lachhmipura 


Karwari Kalan 


0831000503899500 


0831000603915000 


0831000503899000 



0831000503901600 


0831000503896100 


0831000603915300 


0831000503895000 


0831000603915800 


0831000503896200 


0831000503896000 


0831000503898300 


0831000503906200 


0831000503904100 


0831000603914900 


0831000503903100 


0831000503906100 


0831000503894500 


0831000503904400 


0831000503900000 


0831000503899200 


0831000503894300 


0831000103856600 


0831000503900600 


0831000503906500 


0831000503904300 


0831000603918000 


0831000503895100 


0831000503899700 


0831000503899900 


0831000603915400 


0831000503903000 


0831000503895600 


0831000503894900 


0831000503900500 


8.79 Fresh 


1.45 Fresh 


5.78 Fresh 



2.45 Fresh 


0.90 Fresh 


10.32 Fresh 


5.32 Fresh 


4.40 Fresh 


0.79 Fresh 


1.48 Fresh 


2.39 Fresh 


6.97 Fresh 


3.44 Fresh 


2.06 Fresh 


7.37 Fresh 


19.68 Fresh 


2.31 Fresh 


6.21 Fresh 


15.58 Fresh 


7.70 Fresh 


3.51 Fresh 


1.63 Fresh 


4.42 Fresh 


17.68 Fresh 


16.33 Fresh 


2.04 Fresh 


3.15 Fresh 


13.13 Fresh 


24.00 Fresh 


6.56 Fresh 


2.01 Fresh 


4.85 Fresh 


1.80 Fresh 


20.52 Fresh 



Khairai 


Khairoona 


0831000603917900 


0831000603914800 


2.20 Fresh 


6.54 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Command 

Bhander Sandstone 

Command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Command 

Bhander Sandstone 

Command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

7.87 

90 

82.13 

10.00 

8.21 

0.0020 

0.0000 

7.87 

90 

82.13 

10.00 

8.21 

0.0020 

0.0017 

7.87 

90 

82.13 

10.00 

8.21 

0.0020 

0.0097 

11.38 

90 

78.62 

10.00 

7.86 

0.0020 

0.1381 

8.83 

80 

71.17 

10.00 

7.12 

0.0020 

0.0206 

10.67 

90 

79.33 

10.00 

7.93 

0.0020 

0.0031 

10.67 

90 

79.33 

10.00 

7.93 

0.0020 

0.0813 

10.67 

90 

79.33 

10.00 

7.93 

0.0020 

0.0074 

20.30 

90 

69.70 

10.00 

6.97 

0.0020 

0.0102 

20.30 

90 

69.70 

10.00 

6.97 

0.0020 

0.0007 

7.96 

90 

82.04 

10.00 

8.20 

0.0020 

0.0024 

25.39 

90 

64.61 

10.00 

6.46 

0.0020 

0.0003 

25.39 

90 

64.61 

10.00 

6.46 

0.0020 

0.0114 

18.89 

80 

61.11 

10.00 

6.11 

0.0020 

0.0404 

22.84 

90 

67.16 

10.00 

6.72 

0.0020 

0.0704 

17.27 

80 

62.73 

10.00 

6.27 

0.0020 

0.0000 

25.16 

90 

64.84 

10.00 

6.48 

0.0020 

0.0045 

25.16 

90 

64.84 

10.00 

6.48 

0.0020 

0.0054 

25.72 

90 

64.28 

10.00 

6.43 

0.0020 

0.0190 

24.89 

90 

65.11 

10.00 

6.51 

0.0020 

0.0153 

24.89 

90 

65.11 

10.00 

6.51 

0.0020 

0.0019 

6.14 

90 

83.86 

10.00 

8.39 

0.0020 

0.0501 

5.68 

90 

84.32 

10.00 

8.43 

0.0020 

0.0103 

5.90 

80 

74.10 

10.00 

7.41 

0.0020 

0.0305 

4.99 

90 

85.01 

10.00 

8.50 

0.0020 

0.0702 

4.99 

90 

85.01 

10.00 

8.50 

0.0020 

0.0454 

8.23 

90 

81.77 

10.00 

8.18 

0.0020 

0.0069 

23.15 

90 

66.85 

10.00 

6.69 

0.0020 

0.0167 

5.24 

90 

84.76 

10.00 

8.48 

0.0020 

0.0001 

5.24 

90 

84.76 

10.00 

8.48 

0.0020 

0.1034 

6.61 

90 

83.39 

10.00 

8.34 

0.0020 

0.2439 

14.90 

90 

75.10 

10.00 

7.51 

0.0020 

0.1075 

14.90 

90 

75.10 

10.00 

7.51 

0.0020 

0.0082 

17.04 

90 

72.96 

10.00 

7.30 

0.0020 

0.0029 

11.40 

90 

78.60 

10.00 

7.86 

0.0020 

0.0000 

15.25 

90 

74.75 

10.00 

7.48 

0.0020 

0.0660 

4.40 

90 

85.60 

10.00 

8.56 

0.0020 

0.1067 

5.03 

90 

84.97 

10.00 

8.50 

0.0020 

0.0989 

5.03 

90 

84.97 

10.00 

8.50 

0.0020 

0.0005 

5.90 

80 

74.10 

10.00 

7.41 

0.0020 

0.0186 

22.97 

90 

67.03 

10.00 

6.70 

0.0020 

0.0422 

8.52 

90 

81.48 

10.00 

8.15 

0.0020 

0.2140 

6.27 

90 

83.73 

10.00 

8.37 

0.0020 

0.4018 

19.95 

80 

60.05 

10.00 

6.00 

0.0020 

0.0788 

9.28 

90 

80.72 

10.00 

8.07 

0.0020 

0.0014 

9.28 

90 

80.72 

10.00 

8.07 

0.0020 

0.0061 

9.28 

90 

80.72 

10.00 

8.07 

0.0020 

0.0250 

17.64 

90 

72.36 

10.00 

7.24 

0.0020 

0.0702 

26.60 

90 

63.40 

10.00 

6.34 

0.0020 

0.0090 

14.88 

90 

75.12 

10.00 

7.51 

0.0020 

0.1728 

14.88 

90 

75.12 

10.00 

7.51 

0.0020 

0.1355 

16.23 

90 

73.77 

10.00 

7.38 

0.0020 

0.0524 

16.23 

90 

73.77 

10.00 

7.38 

0.0020 

0.0076 

6.06 

80 

73.94 

10.00 

7.39 

0.0020 

0.0277 

6.29 

80 

73.71 

10.00 

7.37 

0.0020 

0.0964 
















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 



Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

6.09 

90 

83.91 

10.00 

8.39 

0.0020 

0.3426 

12.08 

90 

77.92 

10.00 

7.79 

0.0020 

0.0051 

12.08 

90 

77.92 

10.00 

7.79 

0.0020 

0.0221 

7.93 

90 

82.07 

10.00 

8.21 

0.0020 

0.0311 

7.93 

90 

82.07 

10.00 

8.21 

0.0020 

0.0067 

22.46 

90 

67.54 

10.00 

6.75 

0.0020 

0.0001 

6.34 

90 

83.66 

10.00 

8.37 

0.0020 

0.0916 

22.71 

90 

67.29 

10.00 

6.73 

0.0020 

0.0520 

8.19 

80 

71.81 

10.00 

7.18 

0.0020 

0.0498 

17.63 

90 

72.37 

10.00 

7.24 

0.0020 

0.0927 

9.33 

90 

80.67 

10.00 

8.07 

0.0020 

0.0205 

9.33 

90 

80.67 

10.00 

8.07 

0.0020 

0.0001 

5.59 

90 

84.41 

10.00 

8.44 

0.0020 

0.0010 

7.60 

90 

82.40 

10.00 

8.24 

0.0020 

0.4771 

13.79 

80 

66.21 

10.00 

6.62 

0.0020 

0.0000 

5.58 

90 

84.42 

10.00 

8.44 

0.0020 

0.0093 

5.58 

90 

84.42 

10.00 

8.44 

0.0020 

0.0398 

15.66 

90 

74.34 

10.00 

7.43 

0.0020 

0.0163 

9.43 

90 

80.57 

10.00 

8.06 

0.0020 

0.0214 

9.43 

90 

80.57 

10.00 

8.06 

0.0020 

0.0006 

9.43 

90 

80.57 

10.00 

8.06 

0.0020 

0.0001 

9.94 

90 

80.06 

10.00 

8.01 

0.0020 

0.0127 

9.94 

90 

80.06 

10.00 

8.01 

0.0020 

0.0236 

9.94 

90 

80.06 

10.00 

8.01 

0.0020 

0.0363 

6.18 

80 

73.82 

10.00 

7.38 

0.0020 

0.2774 

9.64 

90 

80.36 

10.00 

8.04 

0.0020 

0.1727 

7.66 

90 

82.34 

10.00 

8.23 

0.0020 

0.0003 

11.60 

90 

78.40 

10.00 

7.84 

0.0020 

0.0063 

11.60 

90 

78.40 

10.00 

7.84 

0.0020 

0.1001 

17.05 

90 

72.95 

10.00 

7.29 

0.0020 

0.0407 

21.72 

90 

68.28 

10.00 

6.83 

0.0020 

0.0180 

27.25 

90 

62.75 

10.00 

6.28 

0.0020 

0.0030 

27.60 

90 

62.40 

10.00 

6.24 

0.0020 

0.0170 

9.26 

90 

80.74 

10.00 

8.07 

0.0020 

0.3112 

17.55 

80 

62.45 

10.00 

6.24 

0.0020 

0.1727 

5.15 

90 

84.85 

10.00 

8.49 

0.0020 

0.1278 

6.17 

90 

83.83 

10.00 

8.38 

0.0020 

0.0498 

7.81 

90 

82.19 

10.00 

8.22 

0.0020 

0.0563 

7.81 

90 

82.19 

10.00 

8.22 

0.0020 

0.0011 

7.49 

90 

82.51 

10.00 

8.25 

0.0020 

0.0009 

7.49 

90 

82.51 

10.00 

8.25 

0.0020 

0.0278 

7.49 

90 

82.51 

10.00 

8.25 

0.0020 

0.0051 

18.22 

90 

71.78 

10.00 

7.18 

0.0020 

0.0010 

18.22 

90 

71.78 

10.00 

7.18 

0.0020 

0.0805 

8.11 

90 

81.89 

10.00 

8.19 

0.0020 

0.0058 

8.61 

90 

81.39 

10.00 

8.14 

0.0020 

0.1897 

31.55 

80 

48.45 

10.00 

4.85 

0.0020 

0.0000 

6.28 

80 

73.72 

10.00 

7.37 

0.0020 

0.0308 

6.29 

90 

83.71 

10.00 

8.37 

0.0020 

0.0001 

6.29 

90 

83.71 

10.00 

8.37 

0.0020 

0.0227 

26.03 

90 

63.97 

10.00 

6.40 

0.0020 

0.0135 

5.64 

80 

74.36 

10.00 

7.44 

0.0020 

0.2141 

9.42 

90 

80.58 

10.00 

8.06 

0.0020 

0.0364 

15.39 

90 

74.61 

10.00 

7.46 

0.0020 

0.1336 

21.20 

80 

58.80 

10.00 

5.88 

0.0020 

0.0017 


























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 


Census Code 


Uchawada 

Ahera 

Ajrora 

Amroli 

Bahrai 

Baint 

Balapura 

Balharpur 

Banskhera Mai 

Barara 

Bhanwatipura 

Bichi 

Biharipura 

Chainpura 

Charpura 

Chhichhroni 

Chindaliya 

Danta 

Deori Upreti 
Dhatooriya 
Dhikwani 
Digoda 

Faredua Upreti 

Gadar 

Gadreta 

Ganeshpura 

Garda 

Ghansuri 

Ghensuwa 

Gordhanpura 

Halawani 

Haripura 

Harla 

Hatri _ 

Isatori 

Jabra 

Jagda 

Jagdishpura 

Jaiswan 

Jakhoni 

Kaloni 

Kaloniya 

Kamlawada 

Kedarkui 

Kelwara 

Khadri 

Khairai 

Khanda Sahrol 
Khandela 

Khankhara @ Ganeshpura 

Khatka 

Kherla 

Khiriya 

Khyawada 

Kirad Pahari 


0831000603917500 

0831000603929100 

0831000603928000 

0831000503903700 

0831000603918300 

0831000603929400 

0831000603927500 

0831000603932200 

0831000603927600 

0831000603917600 

0831000603918500 

0831000603932100 

0831000603927300 

0831000503903900 

0831000503906400 

0831000603933400 

0831000603933800 

0831000603933500 

0831000603929200 

0831000603915300 

0831000603932600 

0831000503903800 

0831000603928700 

0831000603935500 

0831000603927700 

0831000503904100 

0831000503903100 

0831000603928500 

0831000603932300 

0831000503900000 

0831000503903600 

0831000603918200 

0831000603933900 

0831000603935300 

0831000603935400 

0831000603918700 

0831000603927900 

0831000503906500 

0831000503904300 

0831000603918000 

0831000603927000 

0831000603933100 

0831000603918800 

0831000603928100 

0831000603933600 

0831000603917700 

0831000603917900 

0831000603929300 

0831000503900200 

0831000503904200 

0831000603918600 

0831000503903500 

0831000603934200 

0831000603928200 

0831000603917400 


Village 

Area, 

sq.km 


Zone (Fresh 
/ Saline) 


Type of Area 
(Command / Non¬ 
command) 


11.86 

3.37 
7.04 

7.82 

27.67 

9.98 
10.62 

3.13 

5.03 

8.98 
1.16 

3.59 
5.84 

4.38 

8.24 
16.69 

9.70 

2.61 

10.81 

10.32 
8.30 
8.01 

3.25 

4.39 

2.45 
3.44 
7.37 

1.40 
8.54 

15.58 

1.97 

8.46 
1.93 

25.55 

5.83 

9.60 

1.64 

17.68 

16.33 
2.04 

13.84 

3.06 

19.55 
10.11 

8.00 

1.43 

2.20 

12.49 

31.45 

1.83 
1.83 

6.65 
8.22 

11.43 

2.87 


Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 


Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 


Hydrogeological Unit 



Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

39.87 

80 

40.13 

10.00 

4.01 

0.0020 

0.0553 

5.04 

80 

74.96 

10.00 

7.50 

0.0020 

0.0506 

3.01 

80 

76.99 

10.00 

7.70 

0.0020 

0.1084 

5.49 

90 

84.51 

10.00 

8.45 

0.0020 

0.1321 

4.25 

80 

75.75 

10.00 

7.57 

0.0020 

0.4075 

9.15 

80 

70.85 

10.00 

7.09 

0.0020 

0.0045 

4.36 

80 

75.64 

10.00 

7.56 

0.0020 

0.1607 

6.02 

80 

73.98 

10.00 

7.40 

0.0020 

0.0463 

4.24 

80 

75.76 

10.00 

7.58 

0.0020 

0.0761 

53.25 

80 

26.75 

10.00 

2.67 

0.0020 

0.0319 

2.21 

80 

77.79 

10.00 

7.78 

0.0020 

0.0180 

6.01 

80 

73.99 

10.00 

7.40 

0.0020 

0.0532 

7.53 

80 

72.47 

10.00 

7.25 

0.0020 

0.0837 

5.42 

90 

84.58 

10.00 

8.46 

0.0020 

0.0740 

5.64 

90 

84.36 

10.00 

8.44 

0.0020 

0.0141 

3.78 

80 

76.22 

10.00 

7.62 

0.0020 

0.2545 

3.38 

80 

76.62 

10.00 

7.66 

0.0020 

0.0187 

3.52 

80 

76.48 

10.00 

7.65 

0.0020 

0.0400 

7.07 

80 

72.93 

10.00 

7.29 

0.0020 

0.1576 

18.89 

80 

61.11 

10.00 

6.11 

0.0020 

0.0857 

6.08 

80 

73.92 

10.00 

7.39 

0.0020 

0.1227 

5.19 

90 

84.81 

10.00 

8.48 

0.0020 

0.1359 

4.06 

80 

75.94 

10.00 

7.59 

0.0020 

0.0494 

6.35 

80 

73.65 

10.00 

7.37 

0.0020 

0.0012 

4.09 

80 

75.91 

10.00 

7.59 

0.0020 

0.0373 

5.68 

90 

84.32 

10.00 

8.43 

0.0020 

0.0476 

4.99 

90 

85.01 

10.00 

8.50 

0.0020 

0.0098 

3.98 

80 

76.02 

10.00 

7.60 

0.0020 

0.0213 

6.04 

80 

73.96 

10.00 

7.40 

0.0020 

0.1263 

6.61 

90 

83.39 

10.00 

8.34 

0.0020 

0.0159 

5.55 

90 

84.45 

10.00 

8.44 

0.0020 

0.0333 

5.10 

80 

74.90 

10.00 

7.49 

0.0020 

0.1268 

3.32 

80 

76.68 

10.00 

7.67 

0.0020 

0.0208 

6.17 

80 

73.83 

10.00 

7.38 

0.0020 

0.0627 

6.19 

80 

73.81 

10.00 

7.38 

0.0020 

0.0527 

16.99 

80 

63.01 

10.00 

6.30 

0.0020 

0.1139 

2.57 

80 

77.43 

10.00 

7.74 

0.0020 

0.0254 

4.40 

90 

85.60 

10.00 

8.56 

0.0020 

0.0754 

5.03 

90 

84.97 

10.00 

8.50 

0.0020 

0.1782 

5.90 

80 

74.10 

10.00 

7.41 

0.0020 

0.0116 

9.03 

80 

70.97 

10.00 

7.10 

0.0020 

0.0228 

3.75 

80 

76.25 

10.00 

7.63 

0.0020 

0.0466 

13.12 

80 

66.88 

10.00 

6.69 

0.0020 

0.2511 

4.57 

80 

75.43 

10.00 

7.54 

0.0020 

0.1525 

3.20 

80 

76.80 

10.00 

7.68 

0.0020 

0.0965 

17.24 

80 

62.76 

10.00 

6.28 

0.0020 

0.0179 

6.06 

80 

73.94 

10.00 

7.39 

0.0020 

0.0048 

7.08 

80 

72.92 

10.00 

7.29 

0.0020 

0.1818 

6.09 

90 

83.91 

10.00 

8.39 

0.0020 

0.1850 

5.35 

90 

84.65 

10.00 

8.47 

0.0020 

0.0310 

2.21 

80 

77.79 

10.00 

7.78 

0.0020 

0.0285 

5.55 

90 

84.45 

10.00 

8.44 

0.0020 

0.1123 

4.32 

80 

75.68 

10.00 

7.57 

0.0020 

0.0050 

4.43 

80 

75.57 

10.00 

7.56 

0.0020 

0.1727 

49.36 

80 

30.64 

10.00 

3.06 

0.0020 

0.0015 



















































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



08007060 


Koti Khera 


Kundai 


Kushyara 


Laxmipura 


Mahodra 


Majhera 


Mamoni 


Mohanpur 


Moondiyar 


Nadiya 


Nagori 


Naran Khera 


Natai 


Niwari 


Nonpura 


Pahari Jageer 


Parla 


Prot Pahari 


Radhapura 


Rajpur 


Rampur Umreti 


Ranipura 


Ratai Kalan 


Ratai Khurd 


Ratatal 


Reethipura 


Samraniya 


Semli Phatak 


Silora 


Silori 


Sookha Semli 


Suhan 


Uchawada 


Unee 


Viroli 


Baida 


Bhanwargarh 


Boren 


Chandan Hera 


Charpura 


Chindaliya 


Deori Veeran 


Dhikoniya 


Gajra Gajri 


Gajron 


Geedpata 


Gopalpura 


Harla 


Hatwari 


Iklera Sagar 


Jagdishpura 


Kelwara 


Census Code 


0831000503903400 


0831000603932800 


0831000603933000 


0831000503904000 


0831000603935200 


0831000603932000 


0831000603927200 


0831000603935800 


0831000603927100 


0831000603931900 


0831000603927800 


0831000603932900 


0831000603928600 


0831000603927400 


0831000603918400 


0831000603933200 


0831000603934000 


0831000603917300 


0831000503900100 


0831000603916100 


0831000603935600 


0831000603932500 


0831000603932700 


0831000603928900 


0831000603918900 


0831000603929000 


0831000603928800 


0831000603917800 


0831000603928300 


0831000603928400 


0831000603918100 


0831000603935900 


0831000603917500 


0831000603933300 


0831000603932400 


0831000603934300 


0831000503906800 




0831000503909600 


0831000603934500 


0831000503906400 


0831000603933800 


0831000603935100 


0831000503909300 


0831000503906200 


0831000503909400 


0831000503906100 


0831000503904400 


0831000603933900 


0831000603934100 


0831000503905000 


0831000503906500 


0831000603933600 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Command 

Bhander Sandstone 


Non-command 

Bhander Sandstone 

Fresh 

Command 

Bhander Sandstone 


Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

6.34 

90 

83.66 

10.00 

8.37 

0.0020 

0.0001 

4.56 

80 

75.44 

10.00 

7.54 

0.0020 

0.0130 

4.12 

80 

75.88 

10.00 

7.59 

0.0020 

0.1517 

5.59 

90 

84.41 

10.00 

8.44 

0.0020 

0.1437 

5.08 

80 

74.92 

10.00 

7.49 

0.0020 

0.0803 

6.58 

80 

73.42 

10.00 

7.34 

0.0020 

0.0073 

10.76 

80 

69.24 

10.00 

6.92 

0.0020 

0.0998 

6.09 

80 

73.91 

10.00 

7.39 

0.0020 

0.0606 

9.45 

80 

70.55 

10.00 

7.06 

0.0020 

0.0022 

6.50 

80 

73.50 

10.00 

7.35 

0.0020 

0.1105 

3.20 

80 

76.80 

10.00 

7.68 

0.0020 

0.0387 

4.37 

80 

75.63 

10.00 

7.56 

0.0020 

0.1342 

4.00 

80 

76.00 

10.00 

7.60 

0.0020 

0.0792 

2.73 

80 

77.27 

10.00 

7.73 

0.0020 

0.1281 

2.94 

80 

77.06 

10.00 

7.71 

0.0020 

0.0621 

4.30 

80 

75.70 

10.00 

7.57 

0.0020 

0.1138 

3.65 

80 

76.35 

10.00 

7.64 

0.0020 

0.0241 

66.19 

80 

13.81 

10.00 

1.38 

0.0020 

0.0007 

5.65 

90 

84.35 

10.00 

8.44 

0.0020 

0.0183 

51.92 

80 

28.08 

10.00 

2.81 

0.0020 

0.0163 

6.06 

80 

73.94 

10.00 

7.39 

0.0020 

0.1243 

6.15 

80 

73.85 

10.00 

7.39 

0.0020 

0.0427 

4.85 

80 

75.15 

10.00 

7.51 

0.0020 

0.0793 

4.21 

80 

75.79 

10.00 

7.58 

0.0020 

0.0351 

13.94 

80 

66.06 

10.00 

6.61 

0.0020 

0.0174 

4.18 

80 

75.82 

10.00 

7.58 

0.0020 

0.0144 

4.12 

80 

75.88 

10.00 

7.59 

0.0020 

0.0308 

31.55 

80 

48.45 

10.00 

4.85 

0.0020 

0.1087 

4.31 

80 

75.69 

10.00 

7.57 

0.0020 

0.0339 

2.76 

80 

77.24 

10.00 

7.72 

0.0020 

0.0201 

5.64 

80 

74.36 

10.00 

7.44 

0.0020 

0.5368 

6.67 

80 

73.33 

10.00 

7.33 

0.0020 

0.0042 

39.87 

80 

40.13 

10.00 

4.01 

0.0020 

0.0388 

3.79 

80 

76.21 

10.00 

7.62 

0.0020 

0.2683 

6.47 

80 

73.53 

10.00 

7.35 

0.0020 

0.1087 

4.56 

80 

75.44 

10.00 

7.54 

0.0020 

0.1592 

7.48 

90 

82.52 

10.00 

8.25 

0.0020 

0.0907 

7.48 

90 

82.52 

10.00 

8.25 

0.0020 

0.3236 

5.95 

90 

84.05 

10.00 

8.41 

0.0020 

0.0099 

5.95 

90 

84.05 

10.00 

8.41 

0.0020 

0.1545 

5.57 

90 

84.43 

10.00 

8.44 

0.0020 

0.2603 

4.81 

80 

75.19 

10.00 

7.52 

0.0020 

0.2446 

5.64 

90 

84.36 

10.00 

8.44 

0.0020 

0.0487 

3.38 

80 

76.62 

10.00 

7.66 

0.0020 

0.1300 

5.29 

80 

74.71 

10.00 

7.47 

0.0020 

0.1453 

7.99 

90 

82.01 

10.00 

8.20 

0.0020 

0.0479 

6.14 

90 

83.86 

10.00 

8.39 

0.0020 

0.0668 

6.68 

90 

83.32 

10.00 

8.33 

0.0020 

0.0085 

8.23 

90 

81.77 

10.00 

8.18 

0.0020 

0.2479 

5.24 

90 

84.76 

10.00 

8.48 

0.0020 

0.0014 

3.32 

80 

76.68 

10.00 

7.67 

0.0020 

0.0088 

3.43 

80 

76.57 

10.00 

7.66 

0.0020 

0.0423 

8.00 

90 

82.00 

10.00 

8.20 

0.0020 

0.0049 

4.40 

90 

85.60 

10.00 

8.56 

0.0020 

0.1206 

3.20 

80 

76.80 

10.00 

7.68 

0.0020 

0.0263 











































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Mahodra 


Naran Khera 


Nayagaon @ Ramnagar 


Pahari Jageer 


Parla 


Patha 


Peepal Kheri 


Peepalda 


Penawada 


Phaldi 


Ranwasi 


Sirsod Kalan 


Sirsod Khurd 


Tala Wara 


08007061 Baida 


Bans Khera Googal 


Boren 


Deori Veeran 


Gadar 


Ghatta 


Handiyai 


Hatri 


Isatori 


Kharda 


Mahodra 


Patha 


Peepal Kheri 


Peepalda 


Rampur Umreti 


Sirsod Kalan 


Sirsod Khurd 


Tala Wara 


08007062 Alampura 


Anandpura 


Badipura 


Baldeopura @ Dob 


Banda Kalan 


Banda-Khurd 


Beel Khera 


Bhainroo Pura 


Biloda 


Chainpurya 


Chhatrapura 


Daulatpura 


Dilod 


Durjanpura 


Geegcha 


Geegchi 


Census Code 


0831000603934400 


0831000603934200 


0831000503906000 


0831000603935200 


0831000603932900 


0831000503906600 


0831000603933200 


0831000603934000 


0831000603934800 


0831000603934600 


0831000503909900 


0831000603933700 


0831000503905900 


0831000503906700 


0831000603934900 


0831000603935000 


0831000503909700 


0831000603934300 


0831000603935700 


0831000503909600 


0831000603935100 


0831000603935500 


0831000503909800 


0831000603934700 


0831000603935300 


0831000603935400 


0831000603934400 


0831000603935200 


0831000603934800 


0831000603934600 


0831000503909900 


0831000603935600 


0831000603934900 


0831000603935000 


0831000503909700 


0831000703938300 


0831000703938200 


0831000503913800 


0831000503913300 


0831000503914000 


0831000503913900 


0831000703938800 


0831000503913700 


0831000503914500 


0831000403884500 


0831000403888400 


0831000503914200 


0831000703938900 


0831000503913500 


0831000503913000 


0831000503913100 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Command 

Bhander Sandstone 


Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Command 

Bhander Sandstone 


Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Command 

Bhander Sandstone 


Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Command 

Bhander Sandstone 


Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

5.85 

80 

74.15 

10.00 

7.41 

0.0020 

0.0054 

4.32 

80 

75.68 

10.00 

7.57 

0.0020 

0.1193 

8.53 

90 

81.47 

10.00 

8.15 

0.0020 

0.0020 

8.53 

90 

81.47 

10.00 

8.15 

0.0020 

0.1893 

5.08 

80 

74.92 

10.00 

7.49 

0.0020 

0.1752 

4.37 

80 

75.63 

10.00 

7.56 

0.0020 

0.0973 

4.19 

90 

85.81 

10.00 

8.58 

0.0020 

0.0964 

4.30 

80 

75.70 

10.00 

7.57 

0.0020 

0.0144 

3.65 

80 

76.35 

10.00 

7.64 

0.0020 

0.0143 

5.48 

80 

74.52 

10.00 

7.45 

0.0020 

0.0068 

5.33 

80 

74.67 

10.00 

7.47 

0.0020 

0.0996 

7.20 

90 

82.80 

10.00 

8.28 

0.0020 

0.0213 

7.20 

90 

82.80 

10.00 

8.28 

0.0020 

0.0381 

3.21 

80 

76.79 

10.00 

7.68 

0.0020 

0.0417 

15.50 

90 

74.50 

10.00 

7.45 

0.0020 

0.0002 

6.17 

90 

83.83 

10.00 

8.38 

0.0020 

0.1009 

5.50 

80 

74.50 

10.00 

7.45 

0.0020 

0.0041 

5.48 

80 

74.52 

10.00 

7.45 

0.0020 

0.1893 

7.00 

90 

83.00 

10.00 

8.30 

0.0020 

0.0075 

4.56 

80 

75.44 

10.00 

7.54 

0.0020 

0.0148 

6.20 

80 

73.80 

10.00 

7.38 

0.0020 

0.0325 

5.57 

90 

84.43 

10.00 

8.44 

0.0020 

0.0126 

5.29 

80 

74.71 

10.00 

7.47 

0.0020 

0.0974 

6.35 

80 

73.65 

10.00 

7.37 

0.0020 

0.0635 

8.08 

90 

81.92 

10.00 

8.19 

0.0020 

0.0730 

5.55 

80 

74.45 

10.00 

7.44 

0.0020 

0.0801 

6.17 

80 

73.83 

10.00 

7.38 

0.0020 

0.3145 

6.19 

80 

73.81 

10.00 

7.38 

0.0020 

0.0334 

5.85 

80 

74.15 

10.00 

7.41 

0.0020 

0.2095 

5.08 

80 

74.92 

10.00 

7.49 

0.0020 

0.2471 

5.48 

80 

74.52 

10.00 

7.45 

0.0020 

0.0499 

5.33 

80 

74.67 

10.00 

7.47 

0.0020 

0.0997 

7.20 

90 

82.80 

10.00 

8.28 

0.0020 

0.0075 

7.20 

90 

82.80 

10.00 

8.28 

0.0020 

0.1019 

6.06 

80 

73.94 

10.00 

7.39 

0.0020 

0.0080 

5.50 

80 

74.50 

10.00 

7.45 

0.0020 

0.0399 

5.48 

80 

74.52 

10.00 

7.45 

0.0020 

0.0192 

7.00 

90 

83.00 

10.00 

8.30 

0.0020 

0.0005 

7.00 

90 

83.00 

10.00 

8.30 

0.0020 

0.2788 

9.81 

90 

80.19 

10.00 

8.02 

0.0020 

0.1628 

9.90 

90 

80.10 

10.00 

8.01 

0.0020 

0.1216 

4.26 

90 

85.74 

10.00 

8.57 

0.0020 

0.0944 

6.47 

90 

83.53 

10.00 

8.35 

0.0020 

0.3339 

3.92 

90 

86.08 

10.00 

8.61 

0.0020 

0.0074 

3.63 

90 

86.37 

10.00 

8.64 

0.0020 

0.0003 

8.83 

90 

81.17 

10.00 

8.12 

0.0020 

0.0094 

5.53 

90 

84.47 

10.00 

8.45 

0.0020 

0.0272 

5.99 

90 

84.01 

10.00 

8.40 

0.0020 

0.1782 

7.74 

90 

82.26 

10.00 

8.23 

0.0020 

0.0394 

10.77 

90 

79.23 

10.00 

7.92 

0.0020 

0.0015 

4.12 

90 

85.88 

10.00 

8.59 

0.0020 

0.0489 

9.36 

90 

80.64 

10.00 

8.06 

0.0020 

0.1786 

5.31 

90 

84.69 

10.00 

8.47 

0.0020 

0.0311 

3.59 

90 

86.41 

10.00 

8.64 

0.0020 

0.0462 

3.85 

90 

86.15 

10.00 

8.62 

0.0020 

0.0609 




































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



08007063 


Kachhawan 


Kari Kheri 


Kishanpura 


Koloo Khera 


Lakrai 


Laxmipura @ Patpadi 


Mahodari 


Mamli 


Moyda 


Narsinghpura 


Pachlawada 


Sangora 


Shahpura 


Shekhapur 


Shripura 


Simlod 


Soni 


Alla Pura 


Ameerpur Kheri 


Aminpur@Naya Gaon 


Asapura 


Bapcha 


Beedia Radi 


Bhatkhera@Faridpur 


Bhilwara Neecha 


Bhuwa Kheri 


Bor Kheri 


Chachora 


Chhatar Pura 


Googor 


Gopal Para 


Hanwat Kherapar 


Ibrahimpur Kadeem 


Census Code 


0831000703939200 


0831000703938500 


0831000503911000 


0831000703939000 


0831000503913400 


0831000503913600 


0831000503912900 


0831000503914400 


0831000503913200 


0831000703938600 


0831000503914300 


0831000703938700 


0831000503912600 


0831000703939400 


0831000503912700 


0831000503912800 


0831000703938400 


0831000703941900 


0831000703943200 


0831000703948700 


0831000703946700 


0831000703947900 


0831000703948800 


0831000703952300 


0831000703943100 


Zone (Fresh 
/ Saline) 


0831000703943000 


0831000703947800 


0831000703945800 


0831000703941800 


0831000703941000 


0831000703948600 


0831000703947700 


0831000703941500 



1.53 Fresh 


2.69 Fresh 


6.78 Fresh 


3.51 Fresh 


2.61 Fresh 


5.22 Fresh 



2.35 Fresh 


2.89 Fresh 


5.97 Fresh 


5.67 Fresh 



8.79 Fresh 


4.36 Fresh 


1.54 Fresh 


3.90 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Deccan Traps 

Command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Command 

Deccan Traps 

Non-command 

Deccan Traps 

Command 

Deccan Traps 

Non-command 

Deccan Traps 

Command 

Deccan Traps 

Non-command 

Deccan Traps 

Command 

Deccan Traps 

Non-command 

Deccan Traps 

Command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Command 

Deccan Traps 

Non-command 

Deccan Traps 

Command 

Deccan Traps 

Non-command 

Deccan Traps 

Command 

Deccan Traps 

Non-command 

Deccan Traps 

Command 

Deccan Traps 

Non-command 

Deccan Traps 

Command 

Bhander Sandstone 

Command 

Deccan Traps 

Non-command 

Bhander Sandstone 

Non-command 

Deccan Traps 

Non-command 

Bhander Sandstone 

Non-command 

Deccan Traps 

Non-command 

Bhander Sandstone 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Command 

Bhander Sandstone 

Command 

Deccan Traps 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

9.56 

90 

80.44 

10.00 

8.04 

0.0020 

0.0679 

11.20 

90 

78.80 

10.00 

7.88 

0.0020 

0.0007 

9.82 

90 

80.18 

10.00 

8.02 

0.0020 

0.0060 

8.08 

90 

81.92 

10.00 

8.19 

0.0020 

0.0023 

4.74 

90 

85.26 

10.00 

8.53 

0.0020 

0.0492 

3.72 

90 

86.28 

10.00 

8.63 

0.0020 

0.0898 

6.23 

90 

83.77 

10.00 

8.38 

0.0020 

0.3497 

6.73 

90 

83.27 

10.00 

8.33 

0.0020 

0.1273 

8.97 

90 

81.03 

10.00 

8.10 

0.0020 

0.0901 

10.48 

90 

79.52 

10.00 

7.95 

0.0020 

0.0484 

4.84 

90 

85.16 

10.00 

8.52 

0.0020 

0.0822 

9.68 

90 

80.32 

10.00 

8.03 

0.0020 

0.0422 

9.23 

90 

80.77 

10.00 

8.08 

0.0020 

0.0258 

9.55 

90 

80.45 

10.00 

8.04 

0.0020 

0.0245 

9.21 

90 

80.79 

10.00 

8.08 

0.0020 

0.1238 

8.98 

90 

81.02 

10.00 

8.10 

0.0020 

0.1011 

11.35 

90 

78.65 

10.00 

7.87 

0.0020 

0.0317 

11.58 

90 

78.42 

5.00 

3.92 

0.0015 

0.0066 

7.98 

90 

82.02 

5.00 

4.10 

0.0015 

0.0061 

7.98 

90 

82.02 

5.00 

4.10 

0.0015 

0.0017 

7.22 

90 

82.78 

5.00 

4.14 

0.0015 

0.0002 

14.10 

90 

75.90 

5.00 

3.80 

0.0015 

0.0107 

11.45 

90 

78.55 

5.00 

3.93 

0.0015 

0.0399 

7.06 

90 

82.94 

5.00 

4.15 

0.0015 

0.0020 

6.24 

90 

83.76 

5.00 

4.19 

0.0015 

0.0053 

8.25 

90 

81.75 

5.00 

4.09 

0.0015 

0.0254 

8.25 

90 

81.75 

5.00 

4.09 

0.0015 

0.0052 

9.82 

90 

80.18 

5.00 

4.01 

0.0015 

0.0162 

9.82 

90 

80.18 

5.00 

4.01 

0.0015 

0.0012 

11.87 

90 

78.13 

5.00 

3.91 

0.0015 

0.0104 

11.87 

90 

78.13 

5.00 

3.91 

0.0015 

0.0054 

14.41 

90 

75.59 

5.00 

3.78 

0.0015 

0.0106 

14.41 

90 

75.59 

5.00 

3.78 

0.0015 

0.0003 

8.96 

90 

81.04 

5.00 

4.05 

0.0015 

0.0143 

13.14 

90 

76.86 

5.00 

3.84 

0.0015 

0.0167 

7.63 

90 

82.37 

5.00 

4.12 

0.0015 

0.0003 

10.97 

90 

79.03 

5.00 

3.95 

0.0015 

0.0008 

10.97 

90 

79.03 

5.00 

3.95 

0.0015 

0.0149 

12.45 

90 

77.55 

5.00 

3.88 

0.0015 

0.0055 

12.45 

90 

77.55 

5.00 

3.88 

0.0015 

0.0019 

7.01 

90 

82.99 

5.00 

4.15 

0.0015 

0.0020 

7.01 

90 

82.99 

5.00 

4.15 

0.0015 

0.0055 

9.30 

90 

80.70 

5.00 

4.04 

0.0015 

0.0069 

9.30 

90 

80.70 

5.00 

4.04 

0.0015 

0.0018 

9.58 

90 

80.42 

10.00 

8.04 

0.0020 

0.0277 

9.58 

90 

80.42 

5.00 

4.02 

0.0015 

0.0278 

9.58 

90 

80.42 

10.00 

8.04 

0.0020 

0.0019 

9.58 

90 

80.42 

5.00 

4.02 

0.0015 

0.0132 

8.80 

90 

81.20 

10.00 

8.12 

0.0020 

0.0764 

8.80 

90 

81.20 

5.00 

4.06 

0.0015 

0.0003 

8.63 

90 

81.37 

10.00 

8.14 

0.0020 

0.0653 

8.73 

90 

81.27 

5.00 

4.06 

0.0015 

0.0012 

8.63 

90 

81.37 

5.00 

4.07 

0.0015 

0.0018 

8.83 

90 

81.17 

10.00 

8.12 

0.0020 

0.0265 

8.83 

90 

81.17 

5.00 

4.06 

0.0015 

0.0136 




























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Bhander Sandstone 


Bhander Sandstone 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Bhander Sandstone 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

8.83 

90 

81.17 

10.00 

8.12 

0.0020 

0.0001 

8.83 

90 

81.17 

10.00 

8.12 

0.0020 

0.0191 

8.83 

90 

81.17 

5.00 

4.06 

0.0015 

0.0023 

8.83 

90 

81.17 

10.00 

8.12 

0.0020 

0.0615 

8.83 

90 

81.17 

5.00 

4.06 

0.0015 

0.0056 

13.67 

90 

76.33 

5.00 

3.82 

0.0015 

0.0289 

13.67 

90 

76.33 

5.00 

3.82 

0.0015 

0.0193 

8.36 

90 

81.64 

5.00 

4.08 

0.0015 

0.0107 

8.36 

90 

81.64 

5.00 

4.08 

0.0015 

0.0119 

11.44 

90 

78.56 

5.00 

3.93 

0.0015 

0.0019 

11.44 

90 

78.56 

5.00 

3.93 

0.0015 

0.0032 

7.17 

90 

82.83 

5.00 

4.14 

0.0015 

0.0030 

7.17 

90 

82.83 

5.00 

4.14 

0.0015 

0.0035 

8.74 

90 

81.26 

5.00 

4.06 

0.0015 

0.0025 

10.84 

90 

79.16 

5.00 

3.96 

0.0015 

0.0026 

10.84 

90 

79.16 

5.00 

3.96 

0.0015 

0.0095 

13.82 

90 

76.18 

5.00 

3.81 

0.0015 

0.0128 

9.21 

90 

80.79 

10.00 

8.08 

0.0020 

0.0794 

9.06 

90 

80.94 

10.00 

8.09 

0.0020 

0.0996 

8.79 

90 

81.21 

10.00 

8.12 

0.0020 

0.0009 

12.38 

90 

77.62 

5.00 

3.88 

0.0015 

0.0187 

11.21 

90 

78.79 

5.00 

3.94 

0.0015 

0.0095 

10.22 

90 

79.78 

5.00 

3.99 

0.0015 

0.0012 

14.76 

90 

75.24 

5.00 

3.76 

0.0015 

0.0027 

14.76 

90 

75.24 

5.00 

3.76 

0.0015 

0.0163 

13.16 

90 

76.84 

5.00 

3.84 

0.0015 

0.0077 

13.16 

90 

76.84 

5.00 

3.84 

0.0015 

0.0060 

7.30 

90 

82.70 

5.00 

4.14 

0.0015 

0.0030 

14.83 

90 

75.17 

5.00 

3.76 

0.0015 

0.0145 

14.92 

90 

75.08 

5.00 

3.75 

0.0015 

0.0085 

7.07 

90 

82.93 

5.00 

4.15 

0.0015 

0.0025 

13.99 

90 

76.01 

5.00 

3.80 

0.0015 

0.0031 

13.99 

90 

76.01 

5.00 

3.80 

0.0015 

0.0076 

12.93 

90 

77.07 

5.00 

3.85 

0.0015 

0.0000 

10.89 

90 

79.11 

5.00 

3.96 

0.0015 

0.0167 

6.89 

90 

83.11 

5.00 

4.16 

0.0015 

0.0080 

8.64 

90 

81.36 

5.00 

4.07 

0.0015 

0.0020 

14.95 

90 

75.05 

5.00 

3.75 

0.0015 

0.0107 

14.95 

90 

75.05 

5.00 

3.75 

0.0015 

0.0029 

12.07 

90 

77.93 

5.00 

3.90 

0.0015 

0.0094 

9.55 

90 

80.45 

10.00 

8.04 

0.0020 

0.0335 

13.80 

90 

76.20 

5.00 

3.81 

0.0015 

0.0100 

9.64 

90 

80.36 

5.00 

4.02 

0.0015 

0.0027 

9.95 

90 

80.05 

10.00 

8.01 

0.0020 

0.0206 

9.95 

90 

80.05 

10.00 

8.01 

0.0020 

0.0002 

7.39 

90 

82.61 

5.00 

4.13 

0.0015 

0.0025 

5.69 

90 

84.31 

5.00 

4.22 

0.0015 

0.0364 

11.58 

90 

78.42 

5.00 

3.92 

0.0015 

0.0205 

9.10 

90 

80.90 

5.00 

4.04 

0.0015 

0.0076 

7.34 

90 

82.66 

5.00 

4.13 

0.0015 

0.0205 

14.10 

90 

75.90 

5.00 

3.80 

0.0015 

0.0046 

10.84 

90 

79.16 

5.00 

3.96 

0.0015 

0.0144 

6.44 

90 

83.56 

5.00 

4.18 

0.0015 

0.0431 

6.24 

90 

83.76 

5.00 

4.19 

0.0015 

0.0109 

12.61 

90 

77.39 

5.00 

3.87 

0.0015 

0.0195 



























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



08007065 


Bishan Kherapar 


Chhatar Pura 


Chowki 


Dholara 


Faizpura 


Godiya Charan 


Godiya Mehar 


Hanwat Kherapar 


Ibrahimpur Kadeem 


Jepla 


Kadaiya Hat 


Karadiyapar 


Khana Kheri 


Khurai 


Kotrapar 


Mawasa Vyas 


Motipura@Shakoorpura 


Nizam Kheri 


Rahron 


Sevan Kheri 


Teetar Kheri 


Theemarpura@Gafoorpura 


Uchawad 


Ahamadpura 


Bamla 


Batawadapar 


Bhatkhera@Faridpur 


Bishankhera Chena 


Faizpura 


Gangna Kheri 


Godiya Mehar 


Hasya Kheri 


Ibrahimpur Jadeed 


Kadaiya Chor 


Kadaiya Hat 


Khajoori 


Khalakpura 


Kher Khera Bhoora 


Khurai 


Kotra Meghnath 


Kulinjara 


Kunda Allapura 


Madna Kheri 


Mahuwa Khera 


Moondiya Khera 


Motipura@Shakoorpura 


Mukand Kheri 


Nagda 


Peepal Kheri 


Census Code 


0831000703947100 


0831000703941800 


0831000703952500 


0831000703942100 


0831000703957100 


0831000703941600 


0831000703952700 


0831000703947700 


0831000703941500 


0831000703942500 


0831000703952800 


0831000703947000 


0831000703942400 


0831000703956400 


0831000703942000 


0831000703947600 


0831000703952400 


0831000703946900 


0831000703952200 


0831000703946800 


0831000703947500 


0831000703952600 


0831000703941700 


0831000703953400 


0831000703956800 


0831000703956300 


0831000703952300 


0831000703953600 


0831000703957100 


0831000703953000 


0831000703952700 


0831000703953200 


0831000703956000 


0831000703952000 


0831000703952800 


0831000703951900 


0831000703951800 


0831000703952900 


0831000703956400 


0831000703955800 


0831000703956500 


0831000703948400 


0831000703955700 


0831000703951700 


0831000703956100 


0831000703952400 


0831000703953100 


0831000703956600 


0831000703952100 



Zone (Fresh 
/ Saline) 


2.31 Fresh 


5.67 Fresh 



4.31 Fresh 


6.21 Fresh 


4.62 Fresh 


9.24 Fresh 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Deccan Traps 

Non-command 

Bhander Sandstone 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Command 

Bhander Sandstone 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

10.12 

90 

79.88 

5.00 

3.99 

0.0015 

0.0138 

10.97 

90 

79.03 

10.00 

7.90 

0.0020 

0.0003 

10.97 

90 

79.03 

5.00 

3.95 

0.0015 

0.0178 

5.27 

90 

84.73 

5.00 

4.24 

0.0015 

0.0274 

11.57 

90 

78.43 

5.00 

3.92 

0.0015 

0.0365 

6.25 

90 

83.75 

5.00 

4.19 

0.0015 

0.0011 

9.58 

90 

80.42 

10.00 

8.04 

0.0020 

0.0003 

9.58 

90 

80.42 

10.00 

8.04 

0.0020 

0.0008 

9.58 

90 

80.42 

5.00 

4.02 

0.0015 

0.0032 

5.96 

90 

84.04 

5.00 

4.20 

0.0015 

0.0661 

8.63 

90 

81.37 

5.00 

4.07 

0.0015 

0.0076 

8.83 

90 

81.17 

10.00 

8.12 

0.0020 

0.0002 

13.67 

90 

76.33 

5.00 

3.82 

0.0015 

0.0000 

6.42 

90 

83.58 

5.00 

4.18 

0.0015 

0.0085 

10.50 

90 

79.50 

5.00 

3.97 

0.0015 

0.0183 

13.82 

90 

76.18 

5.00 

3.81 

0.0015 

0.0167 

6.51 

90 

83.49 

5.00 

4.17 

0.0015 

0.0505 

12.38 

90 

77.62 

5.00 

3.88 

0.0015 

0.0494 

7.30 

90 

82.70 

5.00 

4.14 

0.0015 

0.0108 

5.33 

90 

84.67 

5.00 

4.23 

0.0015 

0.0355 

12.93 

90 

77.07 

5.00 

3.85 

0.0015 

0.0045 

6.89 

90 

83.11 

5.00 

4.16 

0.0015 

0.0001 

12.07 

90 

77.93 

5.00 

3.90 

0.0015 

0.0075 

6.58 

90 

83.42 

5.00 

4.17 

0.0015 

0.0055 

5.17 

90 

84.83 

5.00 

4.24 

0.0015 

0.0431 

9.95 

90 

80.05 

10.00 

8.01 

0.0020 

0.0215 

9.95 

90 

80.05 

10.00 

8.01 

0.0020 

0.1442 

9.95 

90 

80.05 

5.00 

4.00 

0.0015 

0.0104 

8.36 

90 

81.64 

5.00 

4.08 

0.0015 

0.0178 

6.12 

90 

83.88 

5.00 

4.19 

0.0015 

0.0301 

6.44 

90 

83.56 

5.00 

4.18 

0.0015 

0.0057 

6.24 

90 

83.76 

5.00 

4.19 

0.0015 

0.0003 

6.06 

90 

83.94 

5.00 

4.20 

0.0015 

0.0122 

6.25 

90 

83.75 

5.00 

4.19 

0.0015 

0.0279 

6.62 

90 

83.38 

5.00 

4.17 

0.0015 

0.0099 

5.96 

90 

84.04 

5.00 

4.20 

0.0015 

0.0173 

7.05 

90 

82.95 

5.00 

4.15 

0.0015 

0.0193 

5.97 

90 

84.03 

5.00 

4.20 

0.0015 

0.0112 

11.44 

90 

78.56 

5.00 

3.93 

0.0015 

0.0004 

11.44 

90 

78.56 

5.00 

3.93 

0.0015 

0.0140 

6.42 

90 

83.58 

5.00 

4.18 

0.0015 

0.0315 

9.16 

90 

80.84 

5.00 

4.04 

0.0015 

0.0092 

7.51 

90 

82.49 

5.00 

4.12 

0.0015 

0.0066 

6.63 

90 

83.37 

5.00 

4.17 

0.0015 

0.0320 

6.51 

90 

83.49 

5.00 

4.17 

0.0015 

0.0140 

6.33 

90 

83.67 

5.00 

4.18 

0.0015 

0.0214 

5.91 

90 

84.09 

5.00 

4.20 

0.0015 

0.0380 

11.21 

90 

78.79 

5.00 

3.94 

0.0015 

0.0005 

5.59 

90 

84.41 

5.00 

4.22 

0.0015 

0.0069 

10.22 

90 

79.78 

5.00 

3.99 

0.0015 

0.0021 

6.64 

90 

83.36 

5.00 

4.17 

0.0015 

0.0144 

5.33 

90 

84.67 

5.00 

4.23 

0.0015 

0.0061 

7.07 

90 

82.93 

5.00 

4.15 

0.0015 

0.0255 

5.55 

90 

84.45 

5.00 

4.22 

0.0015 

0.0003 

10.89 

90 

79.11 

5.00 

3.96 

0.0015 

0.0095 



























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



08007066 


Peepal Kheri Kulipata 


Peeploo Sarhad 


Phaliya 


Rahron 


Rajpura 


Rasoolpura 


Semal Kheri 


Telni 


Ahmada 


Ahmadi 


Akera 


Ardana 


Ardand 


Arjunpura 


Arnya 


Asnawar 


Atru 


Badipura 


Bagawada 


Bahadurganj 


Bairpur 


Bajrang Garh 


Bala Khera 


Balapura 


Baldeopura 


Balunda 


Census Code 


0831000703957000 


0831000703957200 


0831000703955900 


0831000703952200 


0831000703956200 


0831000703953300 


0831000703957300 


0831000703956900 


0831000503910600 


0831000503910300 


0831000303878700 


Zone (Fresh 
/ Saline) 



0831000403882400 


0831000403884100 


0831000503896800 


0831000403881900 


0831000503894800 


0831000403884800 


0831000503913800 


0830000103768700 


0831000403881000 


0831000403881300 


0831000503908900 


0831000503902000 


0831000503910900 


0831000503912200 


0831000403888500 


0831000103856500 



0.43 Fresh 


8.56 Fresh 


4.35 Fresh 


1.24 Fresh 


7.02 Fresh 


12.69 Fresh 


5.75 Fresh 


5.70 Fresh 


4.61 Fresh 


1.08 Fresh 


6.52 Fresh 


4.54 Fresh 


9.61 Fresh 


6.82 Fresh 


7.08 Fresh 


0.00 Fresh 


0.00 Fresh 


4.95 Fresh 


Type of Area 

(Command / Non- Hydrogeological Unit 
command) 






Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Older Alluvium 


Older Alluvium 


Limestone 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

5.85 

90 

84.15 

5.00 

4.21 

0.0015 

0.0396 

6.27 

90 

83.73 

5.00 

4.19 

0.0015 

0.0230 

6.69 

90 

83.31 

5.00 

4.17 

0.0015 

0.0245 

6.89 

90 

83.11 

5.00 

4.16 

0.0015 

0.0047 

6.29 

90 

83.71 

5.00 

4.19 

0.0015 

0.0260 

8.69 

90 

81.31 

5.00 

4.07 

0.0015 

0.0084 

6.37 

90 

83.63 

5.00 

4.18 

0.0015 

0.0158 

6.12 

90 

83.88 

5.00 

4.19 

0.0015 

0.0295 

10.48 

90 

79.52 

10.00 

7.95 

0.0020 

0.0912 

11.16 

90 

78.84 

10.00 

7.88 

0.0020 

0.1255 

14.50 

100 

85.50 

10.00 

8.55 

0.0020 

0.0026 

14.50 

90 

75.50 

20.00 

15.10 

0.0150 

0.2355 

14.50 

100 

85.50 

10.00 

8.55 

0.0020 

0.0025 

14.50 

90 

75.50 

20.00 

15.10 

0.0150 

0.2629 

17.84 

90 

72.16 

10.00 

7.22 

0.0020 

0.0745 

17.84 

90 

72.16 

10.00 

7.22 

0.0020 

0.0126 

17.66 

90 

72.34 

10.00 

7.23 

0.0020 

0.0229 

17.66 

90 

72.34 

10.00 

7.23 

0.0020 

0.0122 

46.91 

90 

43.09 

10.00 

4.31 

0.0020 

0.0091 

46.91 

90 

43.09 

15.00 

6.46 

0.0020 

0.0101 

37.52 

90 

52.48 

10.00 

5.25 

0.0020 

0.0045 

31.58 

90 

58.42 

10.00 

5.84 

0.0020 

0.0094 

31.58 

90 

58.42 

15.00 

8.76 

0.0020 

0.1359 

21.70 

90 

68.30 

10.00 

6.83 

0.0020 

0.0595 

12.44 

90 

77.56 

10.00 

7.76 

0.0020 

0.0186 

12.44 

90 

77.56 

10.00 

7.76 

0.0020 

0.0006 

24.95 

80 

55.05 

20.00 

11.01 

0.0150 

0.5798 

24.95 

80 

55.05 

20.00 

11.01 

0.0150 

0.0201 

24.01 

90 

65.99 

10.00 

6.60 

0.0020 

0.0006 

6.95 

90 

83.05 

10.00 

8.30 

0.0020 

0.1446 

4.26 

90 

85.74 

10.00 

8.57 

0.0020 

0.0042 

26.66 

80 

53.34 

20.00 

10.67 

0.0150 

0.6992 

26.66 

80 

53.34 

20.00 

10.67 

0.0150 

0.0307 

31.66 

90 

58.34 

10.00 

5.83 

0.0020 

0.0393 

31.66 

90 

58.34 

15.00 

8.75 

0.0020 

0.0201 

33.03 

90 

56.97 

10.00 

5.70 

0.0020 

0.0525 

38.79 

90 

51.21 

15.00 

7.68 

0.0020 

0.0000 

38.79 

90 

51.21 

20.00 

10.24 

0.0150 

0.0119 

38.79 

90 

51.21 

10.00 

5.12 

0.0020 

0.0078 

38.79 

90 

51.21 

20.00 

10.24 

0.0150 

0.0365 

13.26 

90 

76.74 

10.00 

7.67 

0.0020 

0.1001 

8.63 

90 

81.37 

10.00 

8.14 

0.0020 

0.0737 

8.63 

90 

81.37 

10.00 

8.14 

0.0020 

0.0002 

10.22 

90 

79.78 

10.00 

7.98 

0.0020 

0.1533 

7.40 

90 

82.60 

10.00 

8.26 

0.0020 

0.1126 

15.60 

90 

74.40 

10.00 

7.44 

0.0020 

0.0253 

7.62 

90 

82.38 

10.00 

8.24 

0.0020 

0.0000 

7.62 

90 

82.38 

10.00 

8.24 

0.0020 

0.0000 

7.62 

90 

82.38 

15.00 

12.36 

0.0020 

0.0069 

7.62 

90 

82.38 

10.00 

8.24 

0.0020 

0.0279 

7.62 

90 

82.38 

15.00 

12.36 

0.0020 

0.0360 

19.26 

80 

60.74 

20.00 

12.15 

0.0150 

1.4524 

19.26 

80 

60.74 

20.00 

12.15 

0.0150 

0.0515 

47.81 

90 

42.19 

15.00 

6.33 

0.0020 

0.0417 

47.81 

90 

42.19 

20.00 

8.44 

0.0150 

0.0313 



































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Bhander Sandstone 


Limestone 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Limestone 


Older Alluvium 


Limestone 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Limestone 


Older Alluvium 


Limestone 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

47.81 

100 

52.19 

10.00 

5.22 

0.0020 

0.0044 

47.81 

90 

42.19 

15.00 

6.33 

0.0020 

0.0029 

47.81 

90 

42.19 

20.00 

8.44 

0.0150 

0.3706 

10.42 

90 

79.58 

10.00 

7.96 

0.0020 

0.0176 

15.93 

90 

74.07 

10.00 

7.41 

0.0020 

0.0209 

15.93 

90 

74.07 

10.00 

7.41 

0.0020 

0.0166 

3.92 

90 

86.08 

10.00 

8.61 

0.0020 

0.0306 

3.63 

90 

86.37 

10.00 

8.64 

0.0020 

0.0300 

12.83 

80 

67.17 

20.00 

13.43 

0.0150 

0.6087 

11.24 

100 

88.76 

10.00 

8.88 

0.0020 

0.0002 

16.81 

90 

73.19 

10.00 

7.32 

0.0020 

0.0339 

54.27 

90 

35.73 

15.00 

5.36 

0.0020 

0.0534 

54.27 

90 

35.73 

20.00 

7.15 

0.0150 

0.2792 

43.25 

90 

46.75 

20.00 

9.35 

0.0150 

0.4597 

43.25 

90 

46.75 

20.00 

9.35 

0.0150 

0.0532 

15.82 

90 

74.18 

10.00 

7.42 

0.0020 

0.0641 

15.82 

90 

74.18 

10.00 

7.42 

0.0020 

0.0206 

22.03 

90 

67.97 

10.00 

6.80 

0.0020 

0.0012 

8.74 

90 

81.26 

10.00 

8.13 

0.0020 

0.0232 

8.74 

90 

81.26 

10.00 

8.13 

0.0020 

0.0081 

4.81 

100 

95.19 

15.00 

14.28 

0.0020 

0.0625 

4.81 

100 

95.19 

15.00 

14.28 

0.0020 

0.0042 

7.76 

90 

82.24 

10.00 

8.22 

0.0020 

0.0042 

17.08 

90 

72.92 

10.00 

7.29 

0.0020 

0.0615 

17.08 

90 

72.92 

10.00 

7.29 

0.0020 

0.0005 

9.28 

80 

70.72 

20.00 

14.14 

0.0150 

0.0036 

7.22 

90 

82.78 

10.00 

8.28 

0.0020 

0.0240 

18.05 

90 

71.95 

15.00 

10.79 

0.0020 

0.0112 

18.05 

90 

71.95 

20.00 

14.39 

0.0150 

0.3948 

18.05 

90 

71.95 

15.00 

10.79 

0.0020 

0.0473 

18.05 

90 

71.95 

20.00 

14.39 

0.0150 

0.4967 

19.83 

90 

70.17 

10.00 

7.02 

0.0020 

0.0302 

7.48 

90 

82.52 

10.00 

8.25 

0.0020 

0.1110 

4.87 

90 

85.13 

15.00 

12.77 

0.0020 

0.0866 

4.87 

90 

85.13 

15.00 

12.77 

0.0020 

0.0095 

13.35 

100 

86.65 

10.00 

8.67 

0.0020 

0.0002 

13.35 

100 

86.65 

10.00 

8.67 

0.0020 

0.0582 

13.35 

90 

76.65 

20.00 

15.33 

0.0150 

0.0481 

13.35 

100 

86.65 

10.00 

8.67 

0.0020 

0.0512 

13.35 

90 

76.65 

20.00 

15.33 

0.0150 

0.2307 

12.65 

90 

77.35 

20.00 

15.47 

0.0150 

0.0535 

12.65 

90 

77.35 

20.00 

15.47 

0.0150 

0.1344 

8.87 

80 

71.13 

20.00 

14.23 

0.0150 

0.1572 

12.18 

90 

77.82 

10.00 

7.78 

0.0020 

0.0284 

9.40 

80 

70.60 

20.00 

14.12 

0.0150 

0.8790 

9.66 

90 

80.34 

10.00 

8.03 

0.0020 

0.0753 

9.29 

80 

70.71 

20.00 

14.14 

0.0150 

0.6196 

9.29 

80 

70.71 

20.00 

14.14 

0.0150 

0.0397 

21.90 

90 

68.10 

10.00 

6.81 

0.0020 

0.0371 

14.84 

90 

75.16 

15.00 

11.27 

0.0020 

0.0109 

14.84 

90 

75.16 

20.00 

15.03 

0.0150 

0.1238 

14.84 

90 

75.16 

15.00 

11.27 

0.0020 

0.0079 

15.06 

80 

64.94 

20.00 

12.99 

0.0150 

0.0731 

18.64 

90 

71.36 

10.00 

7.14 

0.0020 

0.0536 

27.53 

90 

62.47 

10.00 

6.25 

0.0020 

0.0129 
























































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Limestone 


Older Alluvium 


Limestone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

17.56 

90 

72.44 

10.00 

7.24 

0.0020 

0.0326 

17.56 

90 

72.44 

10.00 

7.24 

0.0020 

0.0041 

7.74 

90 

82.26 

10.00 

8.23 

0.0020 

0.0495 

17.27 

80 

62.73 

20.00 

12.55 

0.0150 

0.5033 

17.27 

80 

62.73 

20.00 

12.55 

0.0150 

0.0106 

18.45 

90 

71.55 

10.00 

7.15 

0.0020 

0.0103 

8.17 

100 

91.83 

10.00 

9.18 

0.0020 

0.0032 

8.17 

100 

91.83 

10.00 

9.18 

0.0020 

0.0160 

48.35 

90 

41.65 

10.00 

4.16 

0.0020 

0.0292 

56.00 

90 

34.00 

10.00 

3.40 

0.0020 

0.0130 

56.00 

90 

34.00 

15.00 

5.10 

0.0020 

0.0382 

56.00 

90 

34.00 

20.00 

6.80 

0.0150 

0.1784 

23.04 

80 

56.96 

20.00 

11.39 

0.0150 

0.9990 

23.04 

80 

56.96 

20.00 

11.39 

0.0150 

0.0358 

9.84 

90 

80.16 

10.00 

8.02 

0.0020 

0.4961 

10.11 

80 

69.89 

20.00 

13.98 

0.0150 

0.3443 

10.77 

90 

79.23 

10.00 

7.92 

0.0020 

0.0440 

3.52 

90 

86.48 

10.00 

8.65 

0.0020 

0.2982 

43.06 

90 

46.94 

15.00 

7.04 

0.0020 

0.0340 

6.27 

90 

83.73 

10.00 

8.37 

0.0020 

0.0621 

7.40 

80 

72.60 

20.00 

14.52 

0.0150 

0.4898 

7.40 

80 

72.60 

20.00 

14.52 

0.0150 

0.0397 

25.49 

90 

64.51 

10.00 

6.45 

0.0020 

0.0336 

25.49 

90 

64.51 

10.00 

6.45 

0.0020 

0.0332 

16.47 

90 

73.53 

10.00 

7.35 

0.0020 

0.0009 

4.12 

90 

85.88 

10.00 

8.59 

0.0020 

0.0009 

17.62 

90 

72.38 

10.00 

7.24 

0.0020 

0.0300 

17.62 

90 

72.38 

10.00 

7.24 

0.0020 

0.0238 

18.18 

90 

71.82 

10.00 

7.18 

0.0020 

0.0080 

12.01 

80 

67.99 

20.00 

13.60 

0.0150 

0.2166 

20.30 

90 

69.70 

10.00 

6.97 

0.0020 

0.0004 

7.96 

90 

82.04 

10.00 

8.20 

0.0020 

0.0378 

20.13 

80 

59.87 

20.00 

11.97 

0.0150 

0.0693 

7.99 

90 

82.01 

10.00 

8.20 

0.0020 

0.1537 

7.99 

90 

82.01 

10.00 

8.20 

0.0020 

0.0577 

58.50 

90 

31.50 

15.00 

4.73 

0.0020 

0.0872 

8.56 

90 

81.44 

10.00 

8.14 

0.0020 

0.0164 

8.56 

90 

81.44 

10.00 

8.14 

0.0020 

0.1386 

8.56 

90 

81.44 

20.00 

16.29 

0.0150 

0.1001 

25.16 

90 

64.84 

10.00 

6.48 

0.0020 

0.0003 

7.54 

80 

72.46 

20.00 

14.49 

0.0150 

1.0958 

7.54 

80 

72.46 

20.00 

14.49 

0.0150 

0.1679 

5.89 

100 

94.11 

15.00 

14.12 

0.0020 

0.0715 

5.89 

80 

74.11 

20.00 

14.82 

0.0150 

0.4414 

5.89 

100 

94.11 

15.00 

14.12 

0.0020 

0.0081 

5.89 

80 

74.11 

20.00 

14.82 

0.0150 

0.0001 

9.58 

80 

70.42 

20.00 

14.08 

0.0150 

0.2522 

9.58 

80 

70.42 

20.00 

14.08 

0.0150 

0.0189 

12.85 

80 

67.15 

20.00 

13.43 

0.0150 

0.5911 

9.08 

100 

90.92 

10.00 

9.09 

0.0020 

0.0085 

9.08 

100 

90.92 

10.00 

9.09 

0.0020 

0.0071 

24.89 

90 

65.11 

10.00 

6.51 

0.0020 

0.0081 

24.89 

90 

65.11 

10.00 

6.51 

0.0020 

0.0058 

6.68 

90 

83.32 

10.00 

8.33 

0.0020 

0.0155 

6.68 

90 

83.32 

10.00 

8.33 

0.0020 

0.0282 
































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Gandawad 


Gandoliya 


Ganeshkhera 


Geedpata 


Geegcha 


Geegchi 


Ghatta 


Ghatti 


Gheensari 


Gobarcha 


Googalheri 


Gopalpura 


Gorela 


Govindpura 


Gudrawani 


Gurawadiya 


Hanotiya 


Haripura 


Harnawada 


Iklera Sagar 


Isharpura 


Jalwara 


Jarawadiya 


Census Code 


0830000103780800 


0831000403885000 


0830000103771900 


0831000503906100 


0831000503913000 


0831000503913100 


0831000503909800 


0831000503910000 


0831000303874900 



0831000503908400 


0831000303879000 


0830000103769400 


0831000503894500 


0831000503904400 


0830000103772700 


0831000303880000 


0831000503910100 


0831000503894300 


0831000403884400 


0831000103861800 


0831000103856600 


0831000303879100 


0831000503910700 


0831000403881100 


0831000503905000 


0831000103860000 


0831000503910800 


0831000103859700 


0831000103856700 



Zone (Fresh 
/ Saline) 


3.20 Fresh 


7.32 Fresh 


3.25 Fresh 


19.68 Fresh 


7.91 Fresh 


3.93 Fresh 


17.57 Fresh 


10.10 Fresh 


5.35 Fresh 



0.63 Fresh 


2.22 Fresh 


4.66 Fresh 


2.31 Fresh 


6.21 Fresh 


4.48 Fresh 


4.30 Fresh 


11.67 Fresh 


3.51 Fresh 


6.59 Fresh 


4.83 Fresh 



1.63 Fresh 


3.10 Fresh 


4.84 Fresh 


3.82 Fresh 



23.35 Fresh 


6.31 Fresh 



6.86 Fresh 


3.21 Fresh 


3.48 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Command 

Older Alluvium 

Non-command 

Bhander Sandstone 

Command 

Older Alluvium 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Command 

Bhander Sandstone 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Limestone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Limestone 

Command 

Limestone 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Older Alluvium 

Non-command 

Bhander Sandstone 

Non-command 

Older Alluvium 

Command 

Bhander Sandstone 

Command 

Older Alluvium 

Command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Limestone 

Command 

Bhander Sandstone 

Command 

Limestone 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Command 

Bhander Sandstone 

Command 

Bhander Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

10.95 

80 

69.05 

20.00 

13.81 

0.0150 

0.0090 

8.17 

90 

81.83 

10.00 

8.18 

0.0020 

0.0706 

9.91 

80 

70.09 

20.00 

14.02 

0.0150 

0.6817 

8.23 

90 

81.77 

10.00 

8.18 

0.0020 

0.0671 

3.59 

90 

86.41 

10.00 

8.64 

0.0020 

0.0905 

3.85 

90 

86.15 

10.00 

8.62 

0.0020 

0.0068 

8.08 

90 

81.92 

10.00 

8.19 

0.0020 

0.2147 

9.15 

90 

80.85 

10.00 

8.09 

0.0020 

0.1633 

8.97 

100 

91.03 

10.00 

9.10 

0.0020 

0.0001 

8.97 

100 

91.03 

10.00 

9.10 

0.0020 

0.0355 

8.97 

100 

91.03 

10.00 

9.10 

0.0020 

0.0592 

8.20 

80 

71.80 

20.00 

14.36 

0.0150 

0.3088 

8.20 

80 

71.80 

20.00 

14.36 

0.0150 

0.0583 

15.75 

90 

74.25 

10.00 

7.42 

0.0020 

0.0094 

13.97 

100 

86.03 

10.00 

8.60 

0.0020 

0.0143 

13.97 

90 

76.03 

20.00 

15.21 

0.0150 

0.2547 

13.97 

90 

76.03 

20.00 

15.21 

0.0150 

0.0624 

17.76 

80 

62.24 

20.00 

12.45 

0.0150 

0.2884 

23.15 

90 

66.85 

10.00 

6.69 

0.0020 

0.0142 

5.24 

90 

84.76 

10.00 

8.48 

0.0020 

0.0004 

10.26 

80 

69.74 

20.00 

13.95 

0.0150 

0.9194 

10.26 

80 

69.74 

20.00 

13.95 

0.0150 

0.0167 

57.34 

90 

32.66 

15.00 

4.90 

0.0020 

0.0422 

8.35 

90 

81.65 

10.00 

8.16 

0.0020 

0.1906 

17.04 

90 

72.96 

10.00 

7.30 

0.0020 

0.0484 

8.72 

90 

81.28 

10.00 

8.13 

0.0020 

0.1071 

16.76 

90 

73.24 

10.00 

7.32 

0.0020 

0.0200 

16.76 

90 

73.24 

15.00 

10.99 

0.0020 

0.0206 

16.76 

90 

73.24 

15.00 

10.99 

0.0020 

0.0555 

29.27 

80 

50.73 

20.00 

10.15 

0.0150 

0.1629 

29.27 

80 

50.73 

20.00 

10.15 

0.0150 

0.0974 

11.40 

90 

78.60 

10.00 

7.86 

0.0020 

0.0227 

14.38 

100 

85.62 

10.00 

8.56 

0.0020 

0.0313 

14.38 

90 

75.62 

20.00 

15.12 

0.0150 

0.2889 

14.38 

90 

75.62 

20.00 

15.12 

0.0150 

0.0011 

10.19 

90 

79.81 

10.00 

7.98 

0.0020 

0.0773 

46.91 

90 

43.09 

10.00 

4.31 

0.0020 

0.0286 

46.91 

90 

43.09 

20.00 

8.62 

0.0150 

0.0650 

15.88 

100 

84.12 

10.00 

8.41 

0.0020 

0.0079 

15.88 

90 

74.12 

20.00 

14.82 

0.0150 

0.2027 

15.88 

100 

84.12 

10.00 

8.41 

0.0020 

0.0000 

15.88 

90 

74.12 

20.00 

14.82 

0.0150 

0.7191 

15.41 

90 

74.59 

10.00 

7.46 

0.0020 

0.0010 

15.41 

90 

74.59 

10.00 

7.46 

0.0020 

0.1232 

8.00 

90 

82.00 

10.00 

8.20 

0.0020 

0.3780 

11.09 

90 

78.91 

10.00 

7.89 

0.0020 

0.0030 

11.09 

90 

78.91 

15.00 

11.84 

0.0020 

0.0066 

11.09 

90 

78.91 

10.00 

7.89 

0.0020 

0.0215 

11.09 

90 

78.91 

15.00 

11.84 

0.0020 

0.0519 

13.85 

90 

76.15 

20.00 

15.23 

0.0150 

0.0029 

13.85 

90 

76.15 

20.00 

15.23 

0.0150 

0.4824 

10.27 

90 

79.73 

10.00 

7.97 

0.0020 

0.1094 

12.93 

90 

77.07 

10.00 

7.71 

0.0020 

0.0241 

12.93 

90 

77.07 

10.00 

7.71 

0.0020 

0.0136 

8.34 

90 

81.66 

10.00 

8.17 

0.0020 

0.0000 


























































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Limestone 


Bhander Sandstone 


Limestone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Older Alluvium 


Limestone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Older Alluvium 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

8.34 

90 

81.66 

15.00 

12.25 

0.0020 

0.0001 

8.34 

90 

81.66 

10.00 

8.17 

0.0020 

0.0082 

8.34 

90 

81.66 

15.00 

12.25 

0.0020 

0.0007 

15.91 

80 

64.09 

20.00 

12.82 

0.0150 

0.6877 

15.91 

80 

64.09 

20.00 

12.82 

0.0150 

0.0215 

16.72 

80 

63.28 

20.00 

12.66 

0.0150 

0.6403 

16.72 

80 

63.28 

20.00 

12.66 

0.0150 

0.0460 

55.12 

90 

34.88 

15.00 

5.23 

0.0020 

0.0042 

6.47 

90 

83.53 

10.00 

8.35 

0.0020 

0.0938 

14.54 

90 

75.46 

10.00 

7.55 

0.0020 

0.0099 

14.54 

90 

75.46 

15.00 

11.32 

0.0020 

0.0243 

14.54 

90 

75.46 

10.00 

7.55 

0.0020 

0.0009 

14.54 

90 

75.46 

15.00 

11.32 

0.0020 

0.0360 

5.63 

90 

84.37 

10.00 

8.44 

0.0020 

0.1535 

12.72 

80 

67.28 

20.00 

13.46 

0.0150 

0.1703 

9.09 

80 

70.91 

20.00 

14.18 

0.0150 

0.3096 

10.23 

90 

79.77 

10.00 

7.98 

0.0020 

0.0879 

10.21 

90 

79.79 

10.00 

7.98 

0.0020 

0.1124 

10.21 

90 

79.79 

10.00 

7.98 

0.0020 

0.0205 

7.55 

100 

92.45 

10.00 

9.24 

0.0020 

0.0010 

7.55 

100 

92.45 

10.00 

9.24 

0.0020 

0.0333 

7.55 

90 

82.45 

20.00 

16.49 

0.0150 

0.0652 

7.55 

100 

92.45 

10.00 

9.24 

0.0020 

0.0221 

7.55 

90 

82.45 

20.00 

16.49 

0.0150 

0.0024 

16.02 

90 

73.98 

10.00 

7.40 

0.0020 

0.0030 

16.02 

90 

73.98 

10.00 

7.40 

0.0020 

0.0596 

15.80 

90 

74.20 

10.00 

7.42 

0.0020 

0.0164 

15.80 

90 

74.20 

10.00 

7.42 

0.0020 

0.0171 

23.14 

90 

66.86 

10.00 

6.69 

0.0020 

0.0173 

23.14 

90 

66.86 

10.00 

6.69 

0.0020 

0.0136 

9.00 

80 

71.00 

20.00 

14.20 

0.0150 

0.0687 

19.19 

90 

70.81 

10.00 

7.08 

0.0020 

0.0474 

17.55 

90 

72.45 

10.00 

7.24 

0.0020 

0.0065 

17.55 

90 

72.45 

15.00 

10.87 

0.0020 

0.0103 

17.55 

90 

72.45 

20.00 

14.49 

0.0150 

0.4797 

17.55 

90 

72.45 

15.00 

10.87 

0.0020 

0.0005 

17.55 

90 

72.45 

20.00 

14.49 

0.0150 

0.0306 

8.03 

80 

71.97 

20.00 

14.39 

0.0150 

0.7441 

8.03 

80 

71.97 

20.00 

14.39 

0.0150 

0.0026 

33.37 

100 

66.63 

10.00 

6.66 

0.0020 

0.0034 

33.37 

90 

56.63 

20.00 

11.33 

0.0150 

0.9171 

26.60 

90 

63.40 

10.00 

6.34 

0.0020 

0.0013 

11.17 

80 

68.83 

20.00 

13.77 

0.0150 

0.3664 

11.17 

80 

68.83 

20.00 

13.77 

0.0150 

0.0105 

28.62 

80 

51.38 

20.00 

10.28 

0.0150 

0.5119 

28.62 

80 

51.38 

20.00 

10.28 

0.0150 

0.0790 

12.95 

90 

77.05 

10.00 

7.71 

0.0020 

0.0263 

12.95 

90 

77.05 

10.00 

7.71 

0.0020 

0.0201 

10.02 

90 

79.98 

10.00 

8.00 

0.0020 

0.0507 

9.26 

90 

80.74 

10.00 

8.07 

0.0020 

0.0897 

55.31 

90 

34.69 

10.00 

3.47 

0.0020 

0.0024 

55.31 

90 

34.69 

15.00 

5.20 

0.0020 

0.0746 

11.50 

80 

68.50 

20.00 

13.70 

0.0150 

1.9575 

11.50 

80 

68.50 

20.00 

13.70 

0.0150 

0.1195 

14.19 

90 

75.81 

20.00 

15.16 

0.0150 

0.1666 






































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Older Alluvium 


Limestone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

14.19 

90 

75.81 

20.00 

15.16 

0.0150 

0.8595 

4.13 

100 

95.87 

15.00 

14.38 

0.0020 

0.0253 

4.13 

100 

95.87 

15.00 

14.38 

0.0020 

0.0019 

7.93 

90 

82.07 

10.00 

8.21 

0.0020 

0.0097 

3.91 

90 

86.09 

10.00 

8.61 

0.0020 

0.0437 

15.95 

90 

74.06 

10.00 

7.41 

0.0020 

0.0455 

10.68 

90 

79.32 

20.00 

15.86 

0.0150 

0.1994 

10.68 

90 

79.32 

20.00 

15.86 

0.0150 

0.9952 

17.02 

90 

72.98 

10.00 

7.30 

0.0020 

0.0032 

17.02 

90 

72.98 

10.00 

7.30 

0.0020 

0.0110 

17.50 

90 

72.50 

10.00 

7.25 

0.0020 

0.0375 

17.50 

90 

72.50 

10.00 

7.25 

0.0020 

0.0655 

6.84 

90 

83.16 

10.00 

8.32 

0.0020 

0.0776 

14.28 

90 

75.72 

10.00 

7.57 

0.0020 

0.0419 

53.32 

90 

36.68 

15.00 

5.50 

0.0020 

0.0425 

10.95 

90 

79.05 

10.00 

7.91 

0.0020 

0.0623 

20.16 

90 

69.84 

10.00 

6.98 

0.0020 

0.0842 

20.16 

90 

69.84 

10.00 

6.98 

0.0020 

0.0680 

9.82 

90 

80.18 

10.00 

8.02 

0.0020 

0.2161 

18.11 

80 

61.89 

20.00 

12.38 

0.0150 

0.4827 

22.46 

90 

67.54 

10.00 

6.75 

0.0020 

0.0341 

22.46 

90 

67.54 

10.00 

6.75 

0.0020 

0.0007 

15.45 

90 

74.55 

10.00 

7.45 

0.0020 

0.1383 

27.59 

90 

62.41 

20.00 

12.48 

0.0150 

0.1129 

27.59 

90 

62.41 

20.00 

12.48 

0.0150 

0.4412 

14.71 

90 

75.29 

10.00 

7.53 

0.0020 

0.0534 

27.52 

90 

62.48 

20.00 

12.50 

0.0150 

0.4984 

27.52 

90 

62.48 

20.00 

12.50 

0.0150 

0.3554 

17.25 

100 

82.75 

10.00 

8.28 

0.0020 

0.0000 

17.25 

100 

82.75 

10.00 

8.28 

0.0020 

0.0355 

17.25 

90 

72.75 

20.00 

14.55 

0.0150 

1.4798 

17.25 

90 

72.75 

20.00 

14.55 

0.0150 

2.1072 

12.74 

90 

77.26 

20.00 

15.45 

0.0150 

1.8176 

12.74 

90 

77.26 

20.00 

15.45 

0.0150 

1.9702 

8.53 

90 

81.47 

10.00 

8.15 

0.0020 

0.0144 

8.53 

90 

81.47 

10.00 

8.15 

0.0020 

0.0219 

7.78 

90 

82.22 

10.00 

8.22 

0.0020 

0.0177 

7.78 

90 

82.22 

10.00 

8.22 

0.0020 

0.0547 

14.86 

80 

65.14 

20.00 

13.03 

0.0150 

0.8766 

14.86 

80 

65.14 

20.00 

13.03 

0.0150 

0.0219 

20.24 

90 

69.76 

10.00 

6.98 

0.0020 

0.0425 

9.33 

90 

80.67 

10.00 

8.07 

0.0020 

0.0191 

10.20 

90 

79.80 

10.00 

7.98 

0.0020 

0.1116 

10.28 

90 

79.72 

10.00 

7.97 

0.0020 

0.0000 

3.72 

90 

86.28 

10.00 

8.63 

0.0020 

0.1060 

18.73 

90 

71.27 

10.00 

7.13 

0.0020 

0.0303 

20.27 

100 

79.73 

10.00 

7.97 

0.0020 

0.0091 

20.27 

100 

79.73 

10.00 

7.97 

0.0020 

0.0102 

20.27 

90 

69.73 

20.00 

13.95 

0.0150 

0.5957 

8.08 

90 

81.92 

10.00 

8.19 

0.0020 

0.0224 

26.74 

90 

63.26 

10.00 

6.33 

0.0020 

0.0201 

11.93 

90 

78.07 

10.00 

7.81 

0.0020 

0.0000 

11.93 

90 

78.07 

10.00 

7.81 

0.0020 

0.0403 

11.93 

90 

78.07 

10.00 

7.81 

0.0020 

0.0122 

9.18 

90 

80.82 

10.00 

8.08 

0.0020 

0.0679 

































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Limestone 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Limestone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

6.23 

90 

83.77 

10.00 

8.38 

0.0020 

0.1817 

6.71 

90 

83.29 

10.00 

8.33 

0.0020 

0.1931 

6.71 

90 

83.29 

20.00 

16.66 

0.0150 

0.0149 

17.94 

90 

72.06 

10.00 

7.21 

0.0020 

0.0320 

17.94 

90 

72.06 

20.00 

14.41 

0.0150 

0.2076 

7.19 

100 

92.81 

10.00 

9.28 

0.0020 

0.0181 

7.19 

90 

82.81 

20.00 

16.56 

0.0150 

0.6964 

7.19 

100 

92.81 

10.00 

9.28 

0.0020 

0.0018 

7.19 

90 

82.81 

20.00 

16.56 

0.0150 

0.5456 

31.86 

90 

58.14 

20.00 

11.63 

0.0150 

0.0236 

37.77 

90 

52.23 

20.00 

10.45 

0.0150 

0.0080 

11.87 

90 

78.13 

20.00 

15.63 

0.0150 

0.0085 

11.87 

90 

78.13 

20.00 

15.63 

0.0150 

0.3851 

7.09 

80 

72.91 

20.00 

14.58 

0.0150 

0.5817 

7.09 

80 

72.91 

20.00 

14.58 

0.0150 

0.0288 

11.86 

90 

78.14 

20.00 

15.63 

0.0150 

0.0000 

11.86 

90 

78.14 

20.00 

15.63 

0.0150 

0.3047 

15.66 

90 

74.34 

10.00 

7.43 

0.0020 

0.0132 

9.31 

80 

70.69 

20.00 

14.14 

0.0150 

1.0532 

9.31 

80 

70.69 

20.00 

14.14 

0.0150 

0.0146 

9.43 

90 

80.57 

10.00 

8.06 

0.0020 

0.0174 

17.04 

90 

72.96 

15.00 

10.94 

0.0020 

0.0233 

13.03 

90 

76.97 

10.00 

7.70 

0.0020 

0.0763 

13.03 

90 

76.97 

15.00 

11.55 

0.0020 

0.0283 

5.12 

90 

84.88 

10.00 

8.49 

0.0020 

0.1744 

16.47 

90 

73.53 

20.00 

14.71 

0.0150 

0.7633 

16.47 

90 

73.53 

20.00 

14.71 

0.0150 

2.0092 

21.83 

80 

58.17 

20.00 

11.63 

0.0150 

0.0037 

47.57 

90 

42.43 

10.00 

4.24 

0.0020 

0.0107 

47.57 

90 

42.43 

15.00 

6.36 

0.0020 

0.0133 

47.57 

90 

42.43 

20.00 

8.49 

0.0150 

0.2091 

47.57 

90 

42.43 

10.00 

4.24 

0.0020 

0.0052 

47.57 

90 

42.43 

20.00 

8.49 

0.0150 

0.0072 

8.66 

80 

71.34 

20.00 

14.27 

0.0150 

0.8560 

8.66 

80 

71.34 

20.00 

14.27 

0.0150 

0.0829 

11.90 

90 

78.10 

10.00 

7.81 

0.0020 

0.0011 

11.90 

90 

78.10 

10.00 

7.81 

0.0020 

0.0379 

18.44 

90 

71.56 

10.00 

7.16 

0.0020 

0.0731 

3.76 

90 

86.24 

10.00 

8.62 

0.0020 

0.1018 

15.33 

90 

74.67 

10.00 

7.47 

0.0020 

0.0572 

15.33 

90 

74.67 

10.00 

7.47 

0.0020 

0.0288 

4.18 

90 

85.82 

10.00 

8.58 

0.0020 

0.7607 

8.75 

90 

81.25 

10.00 

8.12 

0.0020 

0.0694 

21.18 

90 

68.82 

10.00 

6.88 

0.0020 

0.0700 

21.18 

90 

68.82 

10.00 

6.88 

0.0020 

0.0184 

15.19 

90 

74.81 

10.00 

7.48 

0.0020 

0.0218 

15.93 

90 

74.07 

10.00 

7.41 

0.0020 

0.0157 

15.93 

90 

74.07 

10.00 

7.41 

0.0020 

0.0606 

11.83 

100 

88.17 

10.00 

8.82 

0.0020 

0.0097 

11.83 

100 

88.17 

10.00 

8.82 

0.0020 

0.0061 

26.90 

80 

53.10 

20.00 

10.62 

0.0150 

0.0226 

9.52 

90 

80.48 

10.00 

8.05 

0.0020 

0.0718 

20.82 

90 

69.18 

10.00 

6.92 

0.0020 

0.0554 

22.50 

80 

57.50 

20.00 

11.50 

0.0150 

0.0349 

7.66 

90 

82.34 

10.00 

8.23 

0.0020 

0.0161 






























































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Bhander Sandstone 


Limestone 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

17.42 

90 

72.58 

10.00 

7.26 

0.0020 

0.0845 

17.42 

90 

72.58 

15.00 

10.89 

0.0020 

0.0005 

17.42 

90 

72.58 

20.00 

14.52 

0.0150 

0.4078 

17.05 

90 

72.95 

10.00 

7.29 

0.0020 

0.0031 

9.75 

90 

80.25 

10.00 

8.03 

0.0020 

0.0846 

9.75 

90 

80.25 

10.00 

8.03 

0.0020 

0.2892 

11.12 

90 

78.88 

10.00 

7.89 

0.0020 

0.0428 

17.99 

90 

72.01 

20.00 

14.40 

0.0150 

0.1286 

17.99 

90 

72.01 

20.00 

14.40 

0.0150 

0.9675 

14.67 

90 

75.33 

10.00 

7.53 

0.0020 

0.0367 

14.67 

90 

75.33 

10.00 

7.53 

0.0020 

0.0076 

17.14 

90 

72.86 

10.00 

7.29 

0.0020 

0.0322 

17.14 

90 

72.86 

10.00 

7.29 

0.0020 

0.0038 

6.59 

90 

83.41 

10.00 

8.34 

0.0020 

0.0020 

6.59 

90 

83.41 

10.00 

8.34 

0.0020 

0.0668 

7.20 

90 

82.80 

10.00 

8.28 

0.0020 

0.0428 

7.20 

90 

82.80 

10.00 

8.28 

0.0020 

0.0424 

20.87 

90 

69.13 

10.00 

6.91 

0.0020 

0.0799 

19.72 

90 

70.28 

10.00 

7.03 

0.0020 

0.0017 

19.72 

90 

70.28 

10.00 

7.03 

0.0020 

0.1217 

11.18 

90 

78.82 

10.00 

7.88 

0.0020 

0.0621 

12.27 

90 

77.73 

10.00 

7.77 

0.0020 

0.0998 

15.50 

90 

74.50 

10.00 

7.45 

0.0020 

0.0567 

15.50 

90 

74.50 

10.00 

7.45 

0.0020 

0.0940 

6.79 

80 

73.21 

20.00 

14.64 

0.0150 

1.4861 

6.79 

80 

73.21 

20.00 

14.64 

0.0150 

0.0967 

12.96 

90 

77.04 

10.00 

7.70 

0.0020 

0.2035 

27.25 

90 

62.75 

10.00 

6.28 

0.0020 

0.0030 

25.22 

90 

64.78 

10.00 

6.48 

0.0020 

0.0183 

25.22 

90 

64.78 

10.00 

6.48 

0.0020 

0.0430 

25.22 

90 

64.78 

20.00 

12.96 

0.0150 

0.0003 

14.33 

80 

65.67 

20.00 

13.13 

0.0150 

0.3826 

12.44 

90 

77.56 

10.00 

7.76 

0.0020 

0.0060 

12.44 

90 

77.56 

10.00 

7.76 

0.0020 

0.0858 

27.60 

90 

62.40 

10.00 

6.24 

0.0020 

0.1065 

29.82 

90 

60.18 

10.00 

6.02 

0.0020 

0.0083 

29.82 

90 

60.18 

10.00 

6.02 

0.0020 

0.0314 

18.59 

90 

71.41 

10.00 

7.14 

0.0020 

0.0576 

18.59 

90 

71.41 

10.00 

7.14 

0.0020 

0.0004 

11.80 

90 

78.20 

10.00 

7.82 

0.0020 

0.1329 

11.80 

90 

78.20 

10.00 

7.82 

0.0020 

0.1371 

9.31 

100 

90.69 

10.00 

9.07 

0.0020 

0.0059 

9.31 

90 

80.69 

20.00 

16.14 

0.0150 

0.2857 

9.31 

100 

90.69 

10.00 

9.07 

0.0020 

0.0359 

9.31 

90 

80.69 

20.00 

16.14 

0.0150 

0.8640 

6.98 

90 

83.02 

10.00 

8.30 

0.0020 

0.1017 

14.98 

90 

75.02 

20.00 

15.00 

0.0150 

0.4703 

14.98 

90 

75.02 

20.00 

15.00 

0.0150 

0.6120 

11.92 

90 

78.08 

10.00 

7.81 

0.0020 

0.0021 

11.92 

90 

78.08 

10.00 

7.81 

0.0020 

0.0586 

10.64 

100 

89.36 

10.00 

8.94 

0.0020 

0.0025 

10.64 

90 

79.36 

20.00 

15.87 

0.0150 

0.3690 

10.64 

90 

79.36 

20.00 

15.87 

0.0150 

0.3797 

7.81 

90 

82.19 

10.00 

8.22 

0.0020 

0.0663 

12.73 

90 

77.27 

10.00 

7.73 

0.0020 

0.0020 


















































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Limestone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Limestone 


Limestone 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.73 

90 

77.27 

10.00 

7.73 

0.0020 

0.0855 

6.78 

80 

73.22 

20.00 

14.64 

0.0150 

0.0020 

11.36 

80 

68.64 

20.00 

13.73 

0.0150 

0.4258 

56.10 

90 

33.90 

15.00 

5.09 

0.0020 

0.0003 

18.93 

90 

71.07 

10.00 

7.11 

0.0020 

0.0715 

8.61 

100 

91.39 

10.00 

9.14 

0.0020 

0.0001 

8.61 

100 

91.39 

10.00 

9.14 

0.0020 

0.0619 

8.61 

100 

91.39 

10.00 

9.14 

0.0020 

0.0969 

21.19 

80 

58.81 

20.00 

11.76 

0.0150 

0.5253 

21.19 

80 

58.81 

20.00 

11.76 

0.0150 

0.0060 

9.37 

80 

70.63 

20.00 

14.13 

0.0150 

0.2901 

14.80 

90 

75.20 

10.00 

7.52 

0.0020 

0.0034 

14.80 

90 

75.20 

10.00 

7.52 

0.0020 

0.0614 

8.11 

90 

81.89 

10.00 

8.19 

0.0020 

0.0118 

13.13 

90 

76.87 

10.00 

7.69 

0.0020 

0.0790 

13.13 

90 

76.87 

10.00 

7.69 

0.0020 

0.0293 

13.31 

100 

86.69 

10.00 

8.67 

0.0020 

0.0145 

13.31 

90 

76.69 

20.00 

15.34 

0.0150 

0.4075 

13.31 

90 

76.69 

20.00 

15.34 

0.0150 

1.0985 

8.46 

80 

71.54 

20.00 

14.31 

0.0150 

0.7601 

8.46 

80 

71.54 

20.00 

14.31 

0.0150 

0.0376 

6.29 

90 

83.71 

10.00 

8.37 

0.0020 

0.0197 

6.29 

90 

83.71 

10.00 

8.37 

0.0020 

0.1484 

9.23 

90 

80.77 

10.00 

8.08 

0.0020 

0.1730 

8.13 

90 

81.87 

10.00 

8.19 

0.0020 

0.0196 

26.03 

90 

63.97 

10.00 

6.40 

0.0020 

0.0243 

17.10 

80 

62.90 

20.00 

12.58 

0.0150 

0.2353 

9.21 

90 

80.79 

10.00 

8.08 

0.0020 

0.1468 

7.16 

90 

82.84 

10.00 

8.28 

0.0020 

0.3161 

8.98 

90 

81.02 

10.00 

8.10 

0.0020 

0.0048 

16.49 

90 

73.51 

10.00 

7.35 

0.0020 

0.0370 

16.49 

90 

73.51 

10.00 

7.35 

0.0020 

0.0252 

5.46 

90 

84.54 

10.00 

8.45 

0.0020 

0.1074 

9.42 

90 

80.58 

10.00 

8.06 

0.0020 

0.0190 

14.93 

80 

65.07 

20.00 

13.01 

0.0150 

0.8700 

9.38 

90 

80.62 

10.00 

8.06 

0.0020 

0.0437 

20.46 

90 

69.54 

10.00 

6.95 

0.0020 

0.0661 

10.42 

80 

69.58 

20.00 

13.92 

0.0150 

1.5016 

8.58 

90 

81.42 

20.00 

16.28 

0.0150 

0.6248 

8.58 

90 

81.42 

20.00 

16.28 

0.0150 

0.3417 

27.62 

90 

62.38 

10.00 

6.24 

0.0020 

0.0200 

16.85 

90 

73.15 

10.00 

7.32 

0.0020 

0.0000 

16.85 

90 

73.15 

10.00 

7.32 

0.0020 

0.0253 

13.55 

90 

76.45 

20.00 

15.29 

0.0150 

0.0556 

13.55 

90 

76.45 

20.00 

15.29 

0.0150 

1.0596 

20.26 

80 

59.74 

20.00 

11.95 

0.0150 

0.0974 

14.09 

90 

75.91 

10.00 

7.59 

0.0020 

0.0349 

17.57 

100 

82.43 

10.00 

8.24 

0.0020 

0.0222 

17.57 

90 

72.43 

20.00 

14.49 

0.0150 

2.0426 

17.57 

90 

72.43 

20.00 

14.49 

0.0150 

0.2141 

22.43 

80 

57.57 

20.00 

11.51 

0.0150 

0.0057 

25.67 

80 

54.33 

20.00 

10.87 

0.0150 

0.2020 

7.40 

100 

92.60 

15.00 

13.89 

0.0020 

0.0657 

15.95 

100 

84.05 

15.00 

12.61 

0.0020 

0.2656 

15.95 

80 

64.05 

20.00 

12.81 

0.0150 

3.6255 













































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Ayani 


Balapura 


Bambooliya Kalan 


Bambooliya Khurd 


Bambooliya Khurda 


Bamori Kalan 


Barodiya 


Baroli 


Beeroda 


Bhairoopura 


Bhawanipura 


Bhopalganj 


Chak Kherli 


Chanda 


Chhatra Pura 


Chhatra Pura @ Kumhariya 


Chyawada 


Dadwara 


Deopura 


Dheedhora 


Doli 


Dorli 


Dungarli 


Durjanpura 


Fatehpura (Rampura) 


Gandawad 


Ganesh Khera 


Ganesh Pura 


Ganeshganj 


Genta 


Gondi 


Gordhanpura 


Haripura 


Hatholi 


Itawa 


Jharol 


Jorawarpura 


Kajliya 


Kamalda 


Kanwarpura 


Kareela 


Karjoda 


Karwar 


Keshopura 


Kherda 


Kherli Berisal 


Kherli Borda 


Kherli Kishanpura 


Kherli Naunera 


Kherli Peepalda 


Kherlideo 


Census Code 


0830000103780100 


0831000103855800 


0830000103771200 


0830000103771300 


0830000103781300 


0831000103856000 


0830000103777400 


0830000103782000 


0830000103773000 


0830000103773200 


0830000103773600 


0830000103773400 


0830000103778000 


0830000103775500 


0830000103772800 


0830000103779000 


0830000103778300 


0830000103774100 


0830000103776700 


0830000103781400 


0830000103775600 


0830000103779100 


0830000103777100 


0830000103781200 




0830000103773900 


0830000103780800 


0830000103778700 


0830000103778900 


0830000103775400 


0830000103771100 


0830000103775300 


0830000103772700 


0830000103782100 


0830000103771600 


0830000103774000 


0830000103775700 


0830000103773500 


0830000103777800 


0830000103781700 


0830000103778500 


0830000103773100 


0830000103781100 


0830000103776200 


0830000103773700 


0830000103776100 


0830000103776800 


0830000103776000 


0830000103778600 


0830000103774500 


0830000103777900 


0830000103780700 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Limestone 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Limestone 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Limestone 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Limestone 


Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Limestone 


Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 


Non-command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Limestone 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Limestone 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 

Fresh 

Command 

Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

18.14 

80 

61.86 

20.00 

12.37 

0.0150 

0.0679 

9.36 

90 

80.64 

15.00 

12.10 

0.0020 

0.0271 

22.79 

80 

57.21 

20.00 

11.44 

0.0150 

0.5240 

13.62 

80 

66.38 

20.00 

13.28 

0.0150 

0.3763 

6.57 

80 

73.43 

20.00 

14.69 

0.0150 

0.4233 

6.89 

90 

83.11 

15.00 

12.47 

0.0020 

0.1325 

6.55 

80 

73.45 

20.00 

14.69 

0.0150 

1.1547 

4.81 

100 

95.19 

15.00 

14.28 

0.0020 

0.0383 

9.28 

80 

70.72 

20.00 

14.14 

0.0150 

0.6941 

9.07 

80 

70.93 

20.00 

14.19 

0.0150 

0.6524 

8.87 

80 

71.13 

20.00 

14.23 

0.0150 

1.0045 

9.40 

80 

70.60 

20.00 

14.12 

0.0150 

0.0115 

7.88 

80 

72.12 

20.00 

14.42 

0.0150 

0.1525 

17.54 

80 

62.46 

20.00 

12.49 

0.0150 

0.7417 

10.11 

80 

69.89 

20.00 

13.98 

0.0150 

0.0011 

17.93 

80 

62.07 

20.00 

12.41 

0.0150 

0.5546 

7.40 

80 

72.60 

20.00 

14.52 

0.0150 

0.0870 

10.16 

80 

69.84 

20.00 

13.97 

0.0150 

1.6105 

8.25 

80 

71.75 

20.00 

14.35 

0.0150 

0.8570 

8.01 

100 

91.99 

15.00 

13.80 

0.0020 

0.0217 

8.01 

80 

71.99 

20.00 

14.40 

0.0150 

0.2972 

14.12 

80 

65.88 

20.00 

13.18 

0.0150 

1.3013 

17.81 

80 

62.19 

20.00 

12.44 

0.0150 

0.2286 

7.54 

80 

72.46 

20.00 

14.49 

0.0150 

0.6878 

5.89 

100 

94.11 

15.00 

14.12 

0.0020 

0.0612 

5.89 

80 

74.11 

20.00 

14.82 

0.0150 

0.8357 

9.58 

80 

70.42 

20.00 

14.08 

0.0150 

0.6874 

9.58 

80 

70.42 

20.00 

14.08 

0.0150 

0.0033 

6.22 

80 

73.78 

20.00 

14.76 

0.0150 

1.0434 

10.95 

80 

69.05 

20.00 

13.81 

0.0150 

0.6540 

11.51 

80 

68.49 

20.00 

13.70 

0.0150 

1.1493 

14.92 

80 

65.08 

20.00 

13.02 

0.0150 

1.2611 

16.59 

80 

63.41 

20.00 

12.68 

0.0150 

1.5693 

23.90 

80 

56.10 

20.00 

11.22 

0.0150 

1.1943 

11.93 

80 

68.07 

20.00 

13.61 

0.0150 

1.2119 

10.26 

80 

69.74 

20.00 

13.95 

0.0150 

0.0004 

4.37 

100 

95.63 

15.00 

14.34 

0.0020 

0.0047 

9.24 

80 

70.76 

20.00 

14.15 

0.0150 

0.0002 

7.83 

80 

72.17 

20.00 

14.43 

0.0150 

3.8410 

12.80 

80 

67.20 

20.00 

13.44 

0.0150 

1.5859 

9.09 

80 

70.91 

20.00 

14.18 

0.0150 

1.1113 

12.47 

80 

67.53 

20.00 

13.51 

0.0150 

0.6538 

7.61 

100 

92.39 

15.00 

13.86 

0.0020 

0.0870 

9.00 

80 

71.00 

20.00 

14.20 

0.0150 

0.7525 

8.83 

80 

71.17 

20.00 

14.23 

0.0150 

0.8144 

8.03 

80 

71.97 

20.00 

14.39 

0.0150 

0.2161 

7.15 

80 

72.85 

20.00 

14.57 

0.0150 

1.7545 

8.34 

80 

71.66 

20.00 

14.33 

0.0150 

1.1494 

7.23 

80 

72.77 

20.00 

14.55 

0.0150 

0.9443 

8.48 

80 

71.52 

20.00 

14.30 

0.0150 

1.1943 

7.58 

80 

72.42 

20.00 

14.48 

0.0150 

0.8896 

10.73 

80 

69.27 

20.00 

13.85 

0.0150 

0.4908 

20.82 

80 

59.18 

20.00 

11.84 

0.0150 

0.0134 

9.31 

80 

70.69 

20.00 

14.14 

0.0150 

0.8010 

10.83 

80 

69.17 

20.00 

13.83 

0.0150 

0.6004 







































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



04001001 


Khorawada 


Khyawada 


Kishanpura @ Allapura 


Lachhmipura 


Laxmipura 


Luhawad 


Mai Bamori 


Manpura 


Marjhana 


Matoli 


Meethod 


Mor Khundna 


Mugena 


Naunera 


Parli 


Peepalda Kalan 


Peepalda Khurd 


Phoosod 


Prempura 


Rajopa 


Rampura 


Rampura Bhagtan 


Ranodiya 


Rohli 


Ron 


Sanmanpura 


Shahnawada 


Shobhagpura 


Shripura 


Talab 


Ummedpura 


Vijai Pura 



Akolpura 


Alwat Ki Guwari 


Amre Ki Guwari 


Bahadarpur 


Baharda 


Balloopura 


Barkhera 


Bhankri 


Bhanwarpura 


Census Code 


0830000103775800 


0830000103777600 


0830000103775900 


0830000103776300 


0830000103781900 


0830000103778800 


0831000103855600 


0830000103775200 


0830000103778200 


0830000103781500 


0830000103781000 


0830000103776900 


0830000103775000 


0830000103774200 


0830000103776600 


0830000103777500 


0830000103777700 


0830000103777200 


0830000103780500 


0830000103776400 


0830000103773800 


0831000103855700 


0830000103775100 


0830000103777300 


0830000103778100 


0830000103771700 


0830000103778400 


0830000103776500 


0830000103780400 


0830000103773300 


0830000103771400 


0830000103781600 


0809000401222200 


0809000401237200 


0809000601258500 


0809000601259200 


0809000601258700 


0809000501238500 


0809000401222100 


0809000401232500 


0809000501238200 


0809000401232400 



Zone (Fresh 
/ Saline) 


2.00 Fresh 


17.46 Fresh 


4.18 Fresh 


4.64 Fresh 


9.26 Fresh 



4.38 Fresh 


11.94 Fresh 


15.72 Fresh 


14.29 Fresh 


50.84 Fresh 


47.14 Fresh 


2.24 Fresh 


9.62 Fresh 


22.06 Fresh 


22.89 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Limestone 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Limestone 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Limestone 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Limestone 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Limestone 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Limestone 

Command 

Older Alluvium 


River Basin: Gambhir 


Sub Basin: Gambhir 




Bichpuri 


Bijaude Ki Guwari 


Binega 


0809000401232200 


0809000601258900 


0809000401231800 


12.89 Fresh 


7.01 Fresh 


4.38 Fresh 


Non-command 

Bhander Sandstone 

Non-command 

Older Alluvium 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Older Alluvium 

Non-command 

Bhander Sandstone 

Non-command 

Older Alluvium 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Older Alluvium 

Non-command 

Bhander Sandstone 

Non-command 

Older Alluvium 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

9.23 

80 

70.77 

20.00 

14.15 

0.0150 

10.25 

80 

69.75 

20.00 

13.95 

0.0150 

8.05 

80 

71.95 

20.00 

14.39 

0.0150 

7.12 

80 

72.88 

20.00 

14.58 

0.0150 

5.39 

100 

94.61 

15.00 

14.19 

0.0020 

5.39 

80 

74.61 

20.00 

14.92 

0.0150 

12.48 

80 

67.52 

20.00 

13.50 

0.0150 

11.73 

90 

78.27 

15.00 

11.74 

0.0020 

11.57 

80 

68.43 

20.00 

13.69 

0.0150 

7.09 

80 

72.91 

20.00 

14.58 

0.0150 

10.63 

80 

69.37 

20.00 

13.87 

0.0150 

9.31 

80 

70.69 

20.00 

14.14 

0.0150 

8.66 

80 

71.34 

20.00 

14.27 

0.0150 

15.54 

80 

64.46 

20.00 

12.89 

0.0150 

14.21 

80 

65.79 

20.00 

13.16 

0.0150 

7.73 

80 

72.27 

20.00 

14.45 

0.0150 

6.50 

80 

73.50 

20.00 

14.70 

0.0150 

16.49 

80 

63.51 

20.00 

12.70 

0.0150 

6.79 

80 

73.21 

20.00 

14.64 

0.0150 

19.31 

100 

80.69 

15.00 

12.10 

0.0020 

19.31 

80 

60.69 

20.00 

12.14 

0.0150 

7.10 

80 

72.90 

20.00 

14.58 

0.0150 

8.51 

80 

71.49 

20.00 

14.30 

0.0150 

10.69 

90 

79.31 

15.00 

11.90 

0.0020 

13.88 

80 

66.12 

20.00 

13.22 

0.0150 

6.65 

80 

73.35 

20.00 

14.67 

0.0150 

6.78 

80 

73.22 

20.00 

14.64 

0.0150 

9.37 

80 

70.63 

20.00 

14.13 

0.0150 

8.46 

80 

71.54 

20.00 

14.31 

0.0150 

8.38 

80 

71.62 

20.00 

14.32 

0.0150 

13.73 

100 

86.27 

15.00 

12.94 

0.0020 

10.42 

80 

69.58 

20.00 

13.92 

0.0150 

14.34 

80 

65.66 

20.00 

13.13 

0.0150 

10.52 

100 

89.48 

15.00 

13.42 

0.0020 

10.52 

80 

69.48 

20.00 

13.90 

0.0150 


0.30 

16.75 

100 

83.25 

10.00 

8.33 

0.0020 

1.19 

16.75 

100 

83.25 

20.00 

16.65 

0.0150 

11.94 

13.31 

100 

86.69 

10.00 

8.67 

0.0020 

6.49 

8.82 

100 

91.18 

10.00 

9.12 

0.0020 

13.36 

11.16 

100 

88.84 

10.00 

8.88 

0.0020 

42.93 

12.85 

100 

87.15 

10.00 

8.71 

0.0020 

1.94 

15.07 

100 

84.93 

10.00 

8.49 

0.0020 

1.98 

15.59 

100 

84.41 

20.00 

16.88 

0.0150 

0.04 

19.63 

100 

80.37 

10.00 

8.04 

0.0020 

7.80 

19.63 

100 

80.37 

20.00 

16.07 

0.0150 

13.90 

10.83 

100 

89.17 

10.00 

8.92 

0.0020 

15.50 

16.86 

100 

83.14 

10.00 

8.31 

0.0020 

3.20 

16.86 

100 

83.14 

20.00 

16.63 

0.0150 

6.92 

21.49 

100 

78.51 

10.00 

7.85 

0.0020 

0.46 

21.49 

100 

78.51 

20.00 

15.70 

0.0150 

12.89 

19.05 

100 

80.95 

10.00 

8.10 

0.0020 

6.35 

14.03 

100 

85.97 

10.00 

8.60 

0.0020 

0.75 

16.88 

100 

83.12 

10.00 

8.31 

0.0020 


Static 

Groundwater 

Resources, 

Mm 3 

0.425~4 

3.6535 

0.9030 

1.0156 

0.2017 

0.3329 

_ 1.1218 

0.1329 

0.6094 

0.0455 

0.3409 

0.1409 

0.2260 

0.2362 

_ 1.2852 

1.0738 

0.5629 

_ 1.1730 

_ 1.0637 

0.0178 

0.8140 

_ 1.2317 

_ 1.5780 

0.1243 

0.5043 

_ 1.4780 

_ 1.0077 

0.0752 

0.1751 

1.6574 

0.0222 

0.4875 

0.0144 

0.0487 

0.4885 


0.0050 

0.2976 

0.2070 

0.1184 

0.2374 

0.7483 

0.0330 

0.5008 

0.0006 

1.8812 

0.2480 

0.2577 

0.7980 

0.1086 

0.1085 

0.2087 

0.1092 

0.0125 





























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Census Code 



Chaube Ki Guwari 


Deeppura 


Dhandhupura 


Doodapura 


Garhi Ka Gaon 


Gurdah 


Gurla 


Harnagar 


Jakher 


Kanchanpur 


Karauli (M) 


Karauli (Rural) 


Karsai 


Khoobnagar 


Koorat Ki Guwari 


Kosra 


Kota(Chhawar) 


Langra 


Mahoo 


Makanpur Chaube 


Makanpur Swami 


Manchi 


Mandi Bhat 


Pahari 


Palanpur 


Parao Makkhoosingh 


Parasari 


Peepal Guwari 


Peepalpura 


Rahir 


Raibeli Mathureki 


Rajpur 


Rampur 


Saseri 


Silpura 


Sonpura 


Sorya 


0809000501238800 


0809000401223100 


0809000601258600 


0809000401222000 


0809000401232600 


0809000401237300 


0809000501237800 


0809000501238300 


0809000401218500 


0809000401237400 


0809000401237100 


0809000501237900 


0809000440903000 


0809000401221800 


0809000401237000 


0809000401237500 


0809000601259300 


0809000401232000 


0809000401231500 


0809000501238700 


0809000401237700 


0809000401222800 


0809000501238100 


0809000401222400 


0809000601258800 


0809000401218300 


0809000301217400 


0809000401221900 


0809000401237600 


0809000601259400 


0809000401218700 


0809000601258400 


0809000601259100 


0809000401232700 


0809000401233400 


0809000401232300 


0809000401222300 


0809000601259000 


0809000401231900 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Older Alluvium 

Saline 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 


8.07 Fresh 


2.84 Fresh 


3.89 Fresh 


2.06 Fresh 


16.46 Fresh 


65.83 Fresh 


4.43 Fresh 



18.03 Fresh 


5.02 Fresh 


2.30 Fresh 


27.26 Fresh 


1.05 Fresh 


15.51 Fresh 



3.32 Fresh 


Saline 


16.28 Fresh 


16.66 Fresh 


5.34 Fresh 


14.95 Fresh 


17.61 Fresh 


3.56 Fresh 


3.94 Fresh 


6.35 Fresh 


5.73 Fresh 


15.02 Fresh 


0.79 Fresh 


10.62 Fresh 


2.98 Fresh 


9.60 Fresh 


4.23 Fresh 


6.14 Saline 


46.01 Fresh 


8.70 Fresh 


2.27 Fresh 


4.39 Fresh 


15.38 Fresh 


3.74 Fresh 


4.34 Fresh 


4.66 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Bhander 


Bhander 


Bhander 


Bhander 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander 


Bhander 


Bhander 


Bhander 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Bhander 


Bhander 


Bhander 


Bhander 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

15.61 

100 

84.39 

20.00 

16.88 

0.0150 

0.8805 

15.61 

100 

84.39 

20.00 

16.88 

0.0150 

0.1969 

14.03 

100 

85.97 

10.00 

8.60 

0.0020 

0.3806 

17.72 

100 

82.28 

10.00 

8.23 

0.0020 

0.0044 

17.72 

100 

82.28 

20.00 

16.46 

0.0150 

0.0165 

9.49 

100 

90.51 

10.00 

9.05 

0.0020 

0.0316 

18.18 

100 

81.82 

20.00 

16.36 

0.0150 

0.0544 

18.75 

100 

81.25 

20.00 

16.25 

0.0150 

0.6461 

13.71 

100 

86.29 

10.00 

8.63 

0.0020 

0.0355 

12.56 

100 

87.44 

10.00 

8.74 

0.0020 

0.2878 

12.65 

100 

87.35 

10.00 

8.74 

0.0020 

0.0049 

15.00 

100 

85.00 

10.00 

8.50 

0.0020 

0.0155 

15.00 

100 

85.00 

20.00 

17.00 

0.0150 

0.6722 

15.00 

100 

85.00 

10.00 

8.50 

0.0020 

0.0031 

15.00 

100 

85.00 

20.00 

17.00 

0.0150 

0.0249 

12.88 

100 

87.12 

10.00 

8.71 

0.0020 

0.3141 

15.43 

100 

84.57 

10.00 

8.46 

0.0020 

0.0848 

12.84 

100 

87.16 

10.00 

8.72 

0.0020 

0.0401 

20.91 

100 

79.09 

10.00 

7.91 

0.0020 

0.1056 

20.91 

100 

79.09 

20.00 

15.82 

0.0150 

4.7750 

15.63 

100 

84.37 

20.00 

16.87 

0.0150 

0.2667 

14.72 

100 

85.28 

10.00 

8.53 

0.0020 

0.0049 

14.72 

100 

85.28 

20.00 

17.06 

0.0150 

0.0319 

16.46 

100 

83.54 

10.00 

8.35 

0.0020 

0.0000 

16.46 

100 

83.54 

20.00 

16.71 

0.0150 

0.4130 

16.31 

100 

83.69 

20.00 

16.74 

0.0150 

0.1538 

16.31 

100 

83.69 

20.00 

16.74 

0.0150 

0.2296 

14.06 

100 

85.94 

10.00 

8.59 

0.0020 

0.2031 

13.65 

100 

86.35 

10.00 

8.63 

0.0020 

0.1806 

21.91 

100 

78.09 

10.00 

7.81 

0.0020 

0.0253 

21.91 

100 

78.09 

20.00 

15.62 

0.0150 

0.8682 

13.43 

100 

86.57 

10.00 

8.66 

0.0020 

0.0155 

14.37 

100 

85.63 

10.00 

8.56 

0.0020 

0.1602 

11.32 

100 

88.68 

10.00 

8.87 

0.0020 

0.0632 

19.69 

100 

80.31 

10.00 

8.03 

0.0020 

0.0011 

19.69 

100 

80.31 

20.00 

16.06 

0.0150 

0.4256 

14.08 

100 

85.92 

10.00 

8.59 

0.0020 

0.1091 

16.83 

100 

83.17 

20.00 

16.63 

0.0150 

0.0568 

13.93 

100 

86.07 

10.00 

8.61 

0.0020 

0.2571 

16.52 

100 

83.48 

20.00 

16.70 

0.0150 

0.0103 

19.31 

100 

80.69 

10.00 

8.07 

0.0020 

0.0009 

15.82 

100 

84.18 

20.00 

16.84 

0.0150 

0.3383 

10.84 

100 

89.16 

10.00 

8.92 

0.0020 

0.1029 

14.86 

100 

85.14 

10.00 

8.51 

0.0020 

0.0010 

16.67 

100 

83.33 

10.00 

8.33 

0.0020 

0.0162 

16.67 

100 

83.33 

20.00 

16.67 

0.0150 

0.0135 

10.54 

100 

89.46 

10.00 

8.95 

0.0020 

0.0324 

11.60 

100 

88.40 

10.00 

8.84 

0.0020 

0.1538 

17.80 

100 

82.20 

20.00 

16.44 

0.0150 

0.3337 

18.29 

100 

81.71 

20.00 

16.34 

0.0150 

0.1818 

15.70 

100 

84.30 

10.00 

8.43 

0.0020 

0.2592 

16.16 

100 

83.84 

20.00 

16.77 

0.0150 

0.8452 

13.37 

100 

86.63 

10.00 

8.66 

0.0020 

0.0751 

19.97 

100 

80.03 

10.00 

8.00 

0.0020 

0.0671 

19.97 

100 

80.03 

20.00 

16.01 

0.0150 

0.1136 

































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Census Code 



04001002 


Watda 


Akbarpur 


Akhawara 


Alooda 


Ambari 


Andhiya Khera 


Ayyapur 


Baglai 


Bagor 


Bairoj 


Balakhera 


Balghat 


Bamori 


Bara 


Bara Pichanot 


Bara Wajidpur 


Baragaon 


Bardala 


Barh Baragaon 


Barh Bardala 


Barh Jeerna 


Barh Kemri 


Barh Mahasinghpura 


Barh Nadoti 


Barh Rayal 


Barh Sikandarpur 


Baroli 


Baseri 


Bhandari Androoni 


Bhandari Berooni 


Bhanwarwara 


Bhanwra 


Bhaogarh 


Bheelapara 


Bhondwara 


Bhotwara 


Bichpuri 


0809000401232800 


0809000401218900 


0809000501238000 


0809000301214400 


0809000101194600 


0809000201201600 


0811000301387500 


0809000201196300 


0809000101193900 


0810000101261600 


0809000201203500 


0809000101188600 


0809000201196600 


0809000101189700 


0809000201203700 


0809000201196000 


0809000201204600 


0809000201198900 


0809000201201000 


0809000201201400 


0809000201200800 


0809000201201300 


0809000201201700 


0809000201196400 


0809000101193400 


0809000201198400 


0810000101260400 


0809000201198600 


0810000101262700 


0811000301389600 


0809000101187900 


0809000101189500 


0809000201197500 


0809000201197900 


0811000301389500 


0809000201196500 


0809000201202400 


0809000101193800 


0809000101193000 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Older Alluvium 

Saline 

Non-command 

Bhander Sandstone 



1.57 Fresh 


1.80 Fresh 


0.44 Fresh 


6.15 Fresh 



3.63 Fresh 


2.19 Fresh 


5.37 Fresh 


Saline 


3.24 Fresh 


1.55 Fresh 


1.97 Fresh 


4.05 Fresh 


9.64 Fresh 


2.44 Fresh 


0.82 Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

15.51 

100 

84.49 

20.00 

16.90 

0.0150 

0.4124 

15.51 

100 

84.49 

10.00 

8.45 

0.0020 

0.0006 

15.51 

100 

84.49 

20.00 

16.90 

0.0150 

0.3342 

16.80 

100 

83.20 

20.00 

16.64 

0.0150 

0.3883 

16.87 

100 

83.13 

20.00 

16.63 

0.0150 

0.0198 

16.87 

100 

83.13 

20.00 

16.63 

0.0150 

0.3009 

17.11 

100 

82.89 

10.00 

8.29 

0.0020 

0.0684 

13.76 

100 

86.24 

10.00 

8.62 

0.0020 

0.0230 

17.46 

110 

92.54 

20.00 

18.51 

0.0150 

0.0394 

12.54 

80 

67.46 

20.00 

13.49 

0.0100 

0.6886 

26.84 

100 

73.16 

5.00 

3.66 

0.0015 

0.0004 

13.29 

80 

66.71 

20.00 

13.34 

0.0100 

0.9017 

12.10 

110 

97.91 

20.00 

19.58 

0.0150 

0.0785 

10.90 

70 

59.10 

20.00 

11.82 

0.0150 

0.1341 

10.90 

70 

59.10 

20.00 

11.82 

0.0150 

0.0002 

10.90 

70 

59.10 

20.00 

11.82 

0.0150 

0.3082 

10.90 

70 

59.10 

20.00 

11.82 

0.0150 

0.8211 

13.63 

80 

66.37 

20.00 

13.27 

0.0100 

0.2137 

75.80 

90 

14.20 

10.00 

1.42 

0.0015 

0.0000 

21.15 

80 

58.85 

20.00 

11.77 

0.0100 

0.2864 

21.90 

110 

88.10 

20.00 

17.62 

0.0150 

0.1829 

21.90 

110 

88.10 

20.00 

17.62 

0.0150 

0.4097 

11.37 

80 

68.63 

20.00 

13.73 

0.0100 

0.1110 

41.39 

90 

48.61 

10.00 

4.86 

0.0015 

0.0480 

11.85 

80 

68.15 

20.00 

13.63 

0.0100 

0.0586 

6.41 

80 

73.59 

20.00 

14.72 

0.0100 

0.5032 

9.07 

80 

70.93 

20.00 

14.19 

0.0100 

0.8158 

10.77 

80 

69.23 

20.00 

13.85 

0.0100 

2.6738 

10.77 

80 

69.23 

20.00 

13.85 

0.0100 

0.3876 

10.17 

80 

69.83 

20.00 

13.97 

0.0100 

0.3907 

10.16 

80 

69.84 

20.00 

13.97 

0.0100 

0.3443 

15.35 

80 

64.65 

20.00 

12.93 

0.0100 

0.4628 

11.50 

80 

68.50 

20.00 

13.70 

0.0100 

0.3648 

15.12 

110 

94.88 

20.00 

18.98 

0.0150 

0.0511 

15.12 

110 

94.88 

20.00 

18.98 

0.0150 

2.2410 

15.12 

110 

94.88 

20.00 

18.98 

0.0150 

0.2961 

20.03 

80 

59.97 

20.00 

11.99 

0.0100 

0.1888 

19.72 

70 

50.28 

20.00 

10.06 

0.0150 

0.2718 

9.11 

80 

70.89 

20.00 

14.18 

0.0100 

0.0627 

20.76 

70 

49.24 

20.00 

9.85 

0.0150 

0.3270 

20.76 

90 

69.24 

5.00 

3.46 

0.0015 

0.0041 

20.76 

70 

49.24 

20.00 

9.85 

0.0150 

0.2376 

20.76 

90 

69.24 

5.00 

3.46 

0.0015 

0.0080 

64.31 

100 

35.69 

5.00 

1.78 

0.0015 

0.0002 

25.94 

110 

84.06 

20.00 

16.81 

0.0150 

0.1832 

26.57 

110 

83.43 

20.00 

16.69 

0.0150 

0.6466 

26.57 

110 

83.43 

20.00 

16.69 

0.0150 

0.3631 

24.54 

90 

65.46 

10.00 

6.55 

0.0015 

0.0222 

20.53 

80 

59.47 

20.00 

11.89 

0.0100 

0.1024 

20.53 

90 

69.47 

10.00 

6.95 

0.0015 

0.0031 

58.67 

100 

41.33 

5.00 

2.07 

0.0015 

0.0001 

13.27 

80 

66.73 

20.00 

13.35 

0.0100 

0.5412 

25.63 

90 

64.37 

10.00 

6.44 

0.0015 

0.0520 

11.42 

110 

98.58 

20.00 

19.72 

0.0150 

0.7227 

17.77 

110 

92.23 

20.00 

18.45 

0.0150 

0.2278 
































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

14.66 

80 

65.34 

20.00 

13.07 

0.0100 

0.3349 

14.66 

80 

65.34 

20.00 

13.07 

0.0100 

0.0003 

15.56 

80 

64.44 

20.00 

12.89 

0.0100 

0.5641 

18.31 

100 

81.69 

10.00 

8.17 

0.0020 

0.0159 

15.37 

110 

94.63 

20.00 

18.93 

0.0150 

1.7131 

11.61 

70 

58.39 

20.00 

11.68 

0.0150 

0.7560 

11.61 

90 

78.39 

5.00 

3.92 

0.0015 

0.0055 

28.89 

90 

61.11 

10.00 

6.11 

0.0015 

0.0201 

69.55 

100 

30.45 

5.00 

1.52 

0.0015 

0.0001 

18.36 

80 

61.64 

20.00 

12.33 

0.0100 

0.2645 

18.36 

90 

71.64 

10.00 

7.16 

0.0015 

0.0045 

18.24 

100 

81.76 

20.00 

16.35 

0.0150 

0.0166 

19.06 

80 

60.94 

20.00 

12.19 

0.0100 

0.1507 

19.06 

90 

70.94 

10.00 

7.09 

0.0015 

0.0024 

17.74 

80 

62.26 

20.00 

12.45 

0.0100 

0.7640 

11.28 

80 

68.72 

20.00 

13.74 

0.0100 

0.1323 

10.93 

80 

69.07 

20.00 

13.81 

0.0100 

0.1212 

33.45 

110 

76.55 

20.00 

15.31 

0.0150 

0.6373 

22.82 

80 

57.18 

20.00 

11.44 

0.0100 

0.8782 

14.70 

100 

85.30 

10.00 

8.53 

0.0020 

0.0089 

25.76 

100 

74.24 

5.00 

3.71 

0.0015 

0.0000 

41.77 

100 

58.23 

5.00 

2.91 

0.0015 

0.0017 

73.39 

90 

16.61 

10.00 

1.66 

0.0015 

0.0000 

24.79 

90 

65.21 

10.00 

6.52 

0.0015 

0.0000 

14.06 

110 

95.94 

20.00 

19.19 

0.0150 

2.0724 

56.71 

80 

23.29 

20.00 

4.66 

0.0100 

0.0029 

56.71 

90 

33.29 

10.00 

3.33 

0.0015 

0.0179 

11.59 

80 

68.41 

20.00 

13.68 

0.0100 

0.0236 

25.57 

80 

54.43 

20.00 

10.89 

0.0100 

0.2140 

52.42 

100 

47.58 

5.00 

2.38 

0.0015 

0.0003 

21.44 

80 

58.56 

20.00 

11.71 

0.0100 

0.3069 

21.44 

90 

68.56 

10.00 

6.86 

0.0015 

0.0022 

37.84 

90 

52.16 

10.00 

5.22 

0.0015 

0.0203 

72.05 

110 

37.95 

20.00 

7.59 

0.0150 

0.0566 

72.05 

90 

17.95 

10.00 

1.80 

0.0015 

0.0000 

19.79 

80 

60.21 

20.00 

12.04 

0.0100 

0.3107 

19.79 

90 

70.21 

10.00 

7.02 

0.0015 

0.0029 

25.24 

90 

64.76 

10.00 

6.48 

0.0015 

0.0444 

23.88 

80 

56.12 

20.00 

11.22 

0.0100 

1.0673 

23.88 

90 

66.12 

10.00 

6.61 

0.0015 

0.0982 

11.29 

80 

68.71 

20.00 

13.74 

0.0100 

0.0283 

10.15 

80 

69.85 

20.00 

13.97 

0.0100 

0.3495 

24.95 

80 

55.05 

20.00 

11.01 

0.0100 

0.2290 

24.95 

90 

65.05 

10.00 

6.51 

0.0015 

0.0020 

8.44 

80 

71.56 

20.00 

14.31 

0.0100 

0.2790 

6.20 

80 

73.80 

20.00 

14.76 

0.0100 

0.4188 

13.21 

100 

86.79 

20.00 

17.36 

0.0150 

0.0130 

16.45 

100 

83.55 

20.00 

16.71 

0.0150 

0.0001 

21.80 

110 

88.20 

20.00 

17.64 

0.0150 

0.9330 

21.80 

110 

88.20 

20.00 

17.64 

0.0150 

0.6807 

21.93 

90 

68.07 

10.00 

6.81 

0.0015 

0.1367 

10.58 

80 

69.42 

20.00 

13.88 

0.0100 

0.4549 

10.58 

80 

69.42 

20.00 

13.88 

0.0100 

0.0474 

18.23 

80 

61.77 

20.00 

12.35 

0.0100 

0.7737 

18.23 

90 

71.77 

10.00 

7.18 

0.0015 

0.0026 

































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Jindon Ka Pura 


Kaima 


Kaimri 


Kakara 


Kalakho 


Kalwari 


Kamalpura 


Kemla 


Kemri Khurd 


Khandeep 


Kherla Janetpur 


Kherli 


Khilchipur Meena 


Khilchipur Wara 


Khohra 


Khoyli 


Kodiya 


Kunjela 


Lahawad 


Laka 


Lalsar 


Loda 


Census Code 


0809000201199300 


0809000201201200 


0809000201199500 


0809000201199700 


0811000301388300 


0809000101194400 


0809000101189300 


0809000201200300 


0810000101260300 


0810000101261300 


0810000101260900 


0809000201200700 


0810000101261700 


0809000101193200 


0809000101193300 


0809000101188300 


0809000201203200 


0809000301214500 


0809000201200600 


0809000201204400 


0811000301387200 


0809000201202300 


0809000201202000 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Quartzite 

Fresh 

Command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 




1.33 Fresh 


17.08 Fresh 



2.11 Fresh 


3.39 Fresh 


7.95 Fresh 



4.43 Saline 


0.89 Fresh 


Saline 


20.29 Fresh 


4.63 Fresh 



3.91 Fresh 


16.12 Fresh 



8.57 Fresh 


12.18 Fresh 


10.00 Fresh 


3.61 Fresh 


Command 


Non-command 


Command 


Command 


Non-command 


Command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Quartzite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.41 

80 

68.59 

20.00 

13.72 

0.0100 

0.1806 

8.98 

80 

71.02 

20.00 

14.20 

0.0100 

1.8916 

8.76 

80 

71.24 

20.00 

14.25 

0.0100 

0.8019 

13.89 

80 

66.11 

20.00 

13.22 

0.0100 

0.2491 

33.34 

100 

66.66 

5.00 

3.33 

0.0015 

0.0011 

11.30 

110 

98.70 

20.00 

19.74 

0.0150 

0.9520 

23.49 

110 

86.51 

20.00 

17.30 

0.0150 

0.7338 

13.40 

80 

66.60 

20.00 

13.32 

0.0100 

0.0810 

13.40 

80 

66.60 

20.00 

13.32 

0.0100 

0.4294 

13.40 

80 

66.60 

20.00 

13.32 

0.0100 

0.4736 

13.40 

80 

66.60 

20.00 

13.32 

0.0100 

1.1562 

18.34 

70 

51.66 

20.00 

10.33 

0.0150 

0.2067 

20.40 

70 

49.60 

20.00 

9.92 

0.0150 

0.9861 

20.40 

70 

49.60 

20.00 

9.92 

0.0150 

0.7134 

20.40 

70 

49.60 

20.00 

9.92 

0.0150 

0.0051 

8.83 

70 

61.17 

20.00 

12.23 

0.0150 

0.4279 

8.83 

70 

61.17 

20.00 

12.23 

0.0150 

0.0750 

8.83 

70 

61.17 

20.00 

12.23 

0.0150 

0.3073 

13.36 

80 

66.64 

20.00 

13.33 

0.0100 

0.4240 

13.36 

80 

66.64 

20.00 

13.33 

0.0100 

0.0360 

13.36 

80 

66.64 

20.00 

13.33 

0.0100 

0.0655 

37.89 

70 

32.11 

20.00 

6.42 

0.0150 

0.2999 

37.89 

90 

52.11 

5.00 

2.61 

0.0015 

0.0023 

19.17 

70 

50.83 

20.00 

10.17 

0.0150 

0.1926 

12.20 

80 

67.80 

20.00 

13.56 

0.0100 

0.4598 

9.15 

70 

60.85 

20.00 

12.17 

0.0150 

0.1894 

9.15 

70 

60.85 

20.00 

12.17 

0.0150 

0.0595 

9.15 

70 

60.85 

20.00 

12.17 

0.0150 

0.1469 

9.15 

70 

60.85 

20.00 

12.17 

0.0150 

1.0556 

19.09 

110 

90.91 

20.00 

18.18 

0.0150 

1.2074 

17.68 

110 

92.32 

20.00 

18.46 

0.0150 

0.2366 

17.68 

110 

92.32 

20.00 

18.46 

0.0150 

0.0099 

57.96 

110 

52.04 

20.00 

10.41 

0.0150 

0.0029 

25.68 

80 

54.32 

20.00 

10.86 

0.0100 

0.4800 

25.68 

90 

64.32 

10.00 

6.43 

0.0015 

0.0020 

21.05 

80 

58.95 

20.00 

11.79 

0.0100 

0.1096 

21.05 

90 

68.95 

10.00 

6.90 

0.0015 

0.0037 

21.26 

70 

48.74 

20.00 

9.75 

0.0150 

0.3460 

21.26 

70 

48.74 

20.00 

9.75 

0.0150 

0.1801 

21.26 

70 

48.74 

20.00 

9.75 

0.0150 

0.0079 

21.26 

70 

48.74 

20.00 

9.75 

0.0150 

0.1712 

15.64 

100 

84.36 

10.00 

8.44 

0.0020 

0.0660 

10.67 

80 

69.33 

20.00 

13.87 

0.0100 

2.2049 

10.67 

80 

69.33 

20.00 

13.87 

0.0100 

0.0302 

46.25 

70 

23.75 

20.00 

4.75 

0.0150 

0.2626 

46.25 

90 

43.75 

5.00 

2.19 

0.0015 

0.0033 

12.80 

110 

97.20 

20.00 

19.44 

0.0150 

0.0466 

12.80 

110 

97.20 

20.00 

19.44 

0.0150 

0.5635 

12.80 

110 

97.20 

20.00 

19.44 

0.0150 

0.2427 

12.80 

110 

97.20 

20.00 

19.44 

0.0150 

0.2206 

9.59 

80 

70.41 

20.00 

14.08 

0.0100 

1.2074 

30.59 

100 

69.41 

5.00 

3.47 

0.0015 

0.0015 

24.81 

90 

65.19 

10.00 

6.52 

0.0015 

0.0358 

22.67 

80 

57.33 

20.00 

11.47 

0.0100 

0.3838 

22.67 

90 

67.33 

10.00 

6.73 

0.0015 

0.0026 





















































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

16.31 

110 

93.69 

20.00 

18.74 

0.0150 

1.9497 

16.31 

110 

93.69 

20.00 

18.74 

0.0150 

0.0198 

21.36 

80 

58.64 

20.00 

11.73 

0.0100 

0.0918 

21.36 

90 

68.64 

10.00 

6.86 

0.0015 

0.0179 

10.21 

70 

59.79 

20.00 

11.96 

0.0150 

0.0234 

10.21 

70 

59.79 

20.00 

11.96 

0.0150 

0.7068 

13.62 

110 

96.39 

20.00 

19.28 

0.0150 

1.6675 

13.62 

110 

96.39 

20.00 

19.28 

0.0150 

2.9024 

13.62 

110 

96.39 

20.00 

19.28 

0.0150 

0.0185 

13.62 

110 

96.39 

20.00 

19.28 

0.0150 

0.2019 

11.55 

80 

68.45 

20.00 

13.69 

0.0100 

0.2543 

19.82 

80 

60.19 

20.00 

12.04 

0.0100 

0.4329 

46.66 

70 

23.34 

20.00 

4.67 

0.0150 

0.0901 

46.66 

90 

43.34 

5.00 

2.17 

0.0015 

0.0012 

22.74 

70 

47.26 

20.00 

9.45 

0.0150 

0.1591 

22.74 

70 

47.26 

20.00 

9.45 

0.0150 

0.7855 

75.83 

90 

14.17 

10.00 

1.42 

0.0015 

0.0041 

75.83 

90 

14.17 

10.00 

1.42 

0.0015 

0.0119 

11.25 

80 

68.76 

20.00 

13.75 

0.0100 

0.2545 

40.69 

70 

29.31 

20.00 

5.86 

0.0150 

0.1136 

10.49 

80 

69.51 

20.00 

13.90 

0.0100 

1.2670 

10.49 

80 

69.51 

20.00 

13.90 

0.0100 

0.0469 

11.80 

100 

88.20 

20.00 

17.64 

0.0150 

0.1477 

14.20 

110 

95.80 

20.00 

19.16 

0.0150 

2.4209 

17.78 

70 

52.22 

20.00 

10.44 

0.0150 

0.0001 

17.78 

70 

52.22 

20.00 

10.44 

0.0150 

0.0761 

19.85 

70 

50.15 

20.00 

10.03 

0.0150 

0.3676 

11.51 

80 

68.49 

20.00 

13.70 

0.0100 

0.1746 

10.81 

80 

69.19 

20.00 

13.84 

0.0100 

0.0888 

27.69 

90 

62.31 

10.00 

6.23 

0.0015 

0.0327 

5.77 

80 

74.23 

20.00 

14.85 

0.0100 

1.7057 

5.77 

80 

74.23 

20.00 

14.85 

0.0100 

0.1861 

62.71 

100 

37.29 

5.00 

1.86 

0.0015 

0.0003 

61.59 

110 

48.41 

20.00 

9.68 

0.0150 

0.5693 

61.59 

90 

28.41 

10.00 

2.84 

0.0015 

0.0001 

22.32 

110 

87.68 

20.00 

17.54 

0.0150 

0.3715 

22.32 

110 

87.68 

20.00 

17.54 

0.0150 

1.2863 

18.15 

70 

51.85 

20.00 

10.37 

0.0150 

0.3023 

18.15 

70 

51.85 

20.00 

10.37 

0.0150 

0.2012 

8.61 

80 

71.39 

20.00 

14.28 

0.0100 

0.1828 

21.39 

80 

58.61 

20.00 

11.72 

0.0100 

0.3552 

21.39 

90 

68.61 

10.00 

6.86 

0.0015 

0.0003 

12.23 

100 

87.77 

20.00 

17.55 

0.0150 

0.0034 

42.92 

110 

67.08 

20.00 

13.42 

0.0150 

1.0739 

18.39 

110 

91.61 

20.00 

18.32 

0.0150 

0.3836 

18.39 

110 

91.61 

20.00 

18.32 

0.0150 

0.2013 

18.39 

110 

91.61 

20.00 

18.32 

0.0150 

0.3660 

23.86 

80 

56.14 

20.00 

11.23 

0.0100 

0.0482 

23.86 

90 

66.14 

10.00 

6.61 

0.0015 

0.1288 

25.60 

80 

54.40 

20.00 

10.88 

0.0100 

0.2090 

25.60 

90 

64.40 

10.00 

6.44 

0.0015 

0.0012 

37.06 

70 

32.94 

20.00 

6.59 

0.0150 

0.5007 

11.88 

100 

88.12 

20.00 

17.62 

0.0150 

1.3887 

11.88 

90 

78.12 

10.00 

7.81 

0.0015 

0.0043 

12.20 

110 

97.80 

20.00 

19.56 

0.0150 

0.0777 









































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.20 

110 

97.80 

20.00 

19.56 

0.0150 

0.4868 

23.72 

110 

86.28 

20.00 

17.26 

0.0150 

0.2239 

33.65 

70 

36.35 

20.00 

7.27 

0.0150 

0.6381 

33.65 

70 

36.35 

20.00 

7.27 

0.0150 

0.0046 

8.78 

70 

61.22 

20.00 

12.24 

0.0150 

2.0558 

8.78 

70 

61.22 

20.00 

12.24 

0.0150 

1.1264 

8.78 

70 

61.22 

20.00 

12.24 

0.0150 

1.9931 

11.85 

100 

88.15 

20.00 

17.63 

0.0150 

0.3348 

47.77 

70 

22.23 

20.00 

4.45 

0.0150 

0.1525 

47.77 

90 

42.23 

5.00 

2.11 

0.0015 

0.0008 

25.62 

80 

54.38 

20.00 

10.88 

0.0100 

0.1039 

25.62 

90 

64.38 

10.00 

6.44 

0.0015 

0.0083 

31.89 

90 

58.11 

10.00 

5.81 

0.0015 

0.0207 

36.26 

110 

73.74 

20.00 

14.75 

0.0150 

1.6710 

63.91 

80 

16.09 

20.00 

3.22 

0.0100 

0.0009 

63.91 

90 

26.09 

10.00 

2.61 

0.0015 

0.0185 

14.23 

80 

65.77 

20.00 

13.15 

0.0100 

0.1308 

14.23 

80 

65.77 

20.00 

13.15 

0.0100 

0.2684 

14.23 

80 

65.77 

20.00 

13.15 

0.0100 

0.3278 

14.23 

80 

65.77 

20.00 

13.15 

0.0100 

0.0577 

74.01 

90 

15.99 

10.00 

1.60 

0.0015 

0.0104 

11.27 

110 

98.73 

20.00 

19.75 

0.0150 

1.4679 

33.92 

100 

66.08 

5.00 

3.30 

0.0015 

0.0001 

20.15 

70 

49.85 

20.00 

9.97 

0.0150 

0.2111 

19.57 

70 

50.43 

20.00 

10.09 

0.0150 

0.1471 

11.48 

80 

68.52 

20.00 

13.70 

0.0100 

0.0621 

12.53 

80 

67.47 

20.00 

13.49 

0.0100 

0.0385 

12.53 

80 

67.47 

20.00 

13.49 

0.0100 

1.7243 

15.28 

100 

84.72 

20.00 

16.94 

0.0150 

0.1289 

19.03 

80 

60.97 

20.00 

12.19 

0.0100 

1.6932 

47.87 

90 

42.13 

10.00 

4.21 

0.0015 

0.0193 

37.29 

100 

62.71 

20.00 

12.54 

0.0150 

0.6935 

37.29 

90 

52.71 

10.00 

5.27 

0.0015 

0.0005 

19.85 

70 

50.15 

20.00 

10.03 

0.0150 

0.2876 

19.85 

90 

70.15 

5.00 

3.51 

0.0015 

0.0075 

19.85 

70 

50.15 

20.00 

10.03 

0.0150 

0.8372 

19.85 

90 

70.15 

5.00 

3.51 

0.0015 

0.0100 

12.25 

80 

67.75 

20.00 

13.55 

0.0100 

1.4258 

11.76 

110 

98.24 

20.00 

19.65 

0.0150 

0.1027 

14.49 

70 

55.51 

20.00 

11.10 

0.0150 

0.7426 

14.30 

70 

55.70 

20.00 

11.14 

0.0150 

0.0213 

14.30 

70 

55.70 

20.00 

11.14 

0.0150 

0.1627 

14.30 

70 

55.70 

20.00 

11.14 

0.0150 

0.4511 

14.30 

70 

55.70 

20.00 

11.14 

0.0150 

0.9741 

3.72 

80 

76.28 

20.00 

15.26 

0.0100 

0.4499 

10.67 

80 

69.33 

20.00 

13.87 

0.0100 

3.7168 

10.67 

80 

69.33 

20.00 

13.87 

0.0100 

0.0000 

17.59 

70 

52.41 

20.00 

10.48 

0.0150 

0.0568 

17.59 

70 

52.41 

20.00 

10.48 

0.0150 

0.1508 

16.44 

70 

53.56 

20.00 

10.71 

0.0150 

0.0205 

16.44 

70 

53.56 

20.00 

10.71 

0.0150 

2.3177 

16.44 

90 

73.56 

5.00 

3.68 

0.0015 

0.0151 

66.05 

90 

23.95 

10.00 

2.40 

0.0015 

0.0103 

12.44 

80 

67.56 

20.00 

13.51 

0.0100 

1.4246 

28.74 

80 

51.26 

20.00 

10.25 

0.0100 

0.6806 
































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 


Census Code 



Tundeela 


Udai Khurd 


Urdain 



Barwar 


Basai 


0810000201275100 


0810000101264000 


0809000101193100 


0810000101262800 


0807001001098700 


0807001001094400 


0807001001095100 


0807001001098900 



Bhiriyani 


Birrua 


Bokauli 


Chak Kheriya Jat 


Chak Rundh Maloni 


Chak Sajjanwas 


0807001001097900 


0807001001098300 


0807001001090600 


0807001001097200 


0807001001099800 


0807001001099400 


Chak Samri 


Chandanpura 


Chandoli 


Chekora 


Dahina Gaon 


Daurda 



Dumriya 


Elau 


0807001001097700 


0807001001090800 


0807001001090900 


0807001001095500 


0807001001091300 


0807001001094900 


0807001001095900 


0807001001099000 


0807001001093000 


0807001001099100 


Ghata 


Ghatoli 


Ibrahimpur 


Jahan Nagar 


0807001001090700 


0807001001097000 


0807001001096700 


0807001001095300 


Jaswant Nagar 


Jatmasi 


Jotroli 


0807001001095600 


0807001001098400 


0807001001094300 


Kandholi 


Karai 


Khan Surjapura 


0807001001091000 


0807001001096600 


0807001001097100 


Kheriya Billoch 


Kheriya Jat 


Kheriya Lodha 



Kundanwara 


0807001001096200 


0807001001097300 


0807001001095800 


0807001001098500 


0807001001098800 


0807001001095200 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 


Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 


Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 


Hydrogeological Unit 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

28.74 

90 

61.26 

10.00 

6.13 

0.0015 

0.0092 

22.07 

60 

37.93 

20.00 

7.59 

0.0150 

0.0723 

11.26 

70 

58.74 

20.00 

11.75 

0.0150 

0.0201 

17.24 

110 

92.76 

20.00 

18.55 

0.0150 

0.0985 

17.24 

110 

92.76 

20.00 

18.55 

0.0150 

0.5015 

14.67 

70 

55.34 

20.00 

11.07 

0.0150 

1.6126 

14.67 

70 

55.34 

20.00 

11.07 

0.0150 

1.5194 

14.67 

90 

75.34 

5.00 

3.77 

0.0015 

0.0213 

7.51 

100 

92.49 

10.00 

9.25 

0.0020 

0.2202 

7.51 

100 

92.49 

20.00 

18.50 

0.0100 

0.0049 

8.30 

100 

91.70 

10.00 

9.17 

0.0020 

0.0579 

8.30 

100 

91.70 

20.00 

18.34 

0.0100 

0.1412 

8.41 

100 

91.59 

20.00 

18.32 

0.0100 

0.6917 

6.39 

100 

93.61 

10.00 

9.36 

0.0020 

0.0144 

6.39 

100 

93.61 

20.00 

18.72 

0.0100 

0.3381 

9.85 

100 

90.15 

10.00 

9.02 

0.0020 

0.0454 

5.03 

100 

94.97 

10.00 

9.50 

0.0020 

0.0738 

7.56 

100 

92.44 

20.00 

18.49 

0.0100 

0.6047 

11.67 

100 

88.33 

20.00 

17.67 

0.0100 

0.2808 

5.07 

100 

94.93 

10.00 

9.49 

0.0020 

0.0066 

5.77 

100 

94.23 

10.00 

9.42 

0.0020 

0.0284 

5.77 

100 

94.23 

20.00 

18.85 

0.0100 

0.0095 

8.80 

100 

91.20 

20.00 

18.24 

0.0100 

0.3466 

7.66 

100 

92.34 

20.00 

18.47 

0.0100 

0.2873 

7.91 

100 

92.09 

20.00 

18.42 

0.0100 

0.0146 

12.57 

100 

87.43 

10.00 

8.74 

0.0020 

0.1326 

8.42 

100 

91.58 

10.00 

9.16 

0.0020 

0.0066 

5.57 

100 

94.43 

20.00 

18.89 

0.0100 

0.9969 

11.38 

100 

88.62 

10.00 

8.86 

0.0020 

0.0016 

11.38 

100 

88.62 

20.00 

17.72 

0.0100 

0.3631 

5.57 

100 

94.43 

10.00 

9.44 

0.0020 

0.0548 

9.51 

100 

90.49 

10.00 

9.05 

0.0020 

0.0139 

5.94 

100 

94.06 

10.00 

9.41 

0.0020 

0.0080 

5.94 

100 

94.06 

20.00 

18.81 

0.0100 

0.6131 

7.49 

100 

92.51 

20.00 

18.50 

0.0100 

0.2580 

7.82 

100 

92.18 

20.00 

18.44 

0.0100 

0.5197 

8.58 

100 

91.42 

20.00 

18.28 

0.0100 

1.9645 

8.82 

100 

91.18 

10.00 

9.12 

0.0020 

0.0095 

8.82 

100 

91.18 

20.00 

18.24 

0.0100 

0.0434 

13.45 

100 

86.55 

10.00 

8.66 

0.0020 

0.0461 

6.42 

100 

93.58 

10.00 

9.36 

0.0020 

0.1161 

8.28 

100 

91.72 

10.00 

9.17 

0.0020 

0.0702 

8.28 

100 

91.72 

20.00 

18.34 

0.0100 

0.0248 

7.97 

100 

92.03 

20.00 

18.41 

0.0100 

0.1664 

9.69 

100 

90.31 

20.00 

18.06 

0.0100 

0.6724 

11.66 

100 

88.34 

10.00 

8.83 

0.0020 

0.0744 

11.66 

100 

88.34 

20.00 

17.67 

0.0100 

1.0085 

8.95 

100 

91.05 

20.00 

18.21 

0.0100 

0.4522 

11.15 

100 

88.85 

20.00 

17.77 

0.0100 

0.2545 

12.52 

100 

87.48 

10.00 

8.75 

0.0020 

0.0250 

12.52 

100 

87.48 

20.00 

17.50 

0.0100 

0.1033 

5.78 

100 

94.22 

10.00 

9.42 

0.0020 

0.0205 

8.79 

100 

91.21 

10.00 

9.12 

0.0020 

0.0935 

8.79 

100 

91.21 

20.00 

18.24 

0.0100 

0.0968 

9.01 

100 

90.99 

10.00 

9.10 

0.0020 

0.0113 


























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 



Older All 


Older All 


Bhander 


Older All 


Bhander 


Older All 


Bhander 


Older All 


Bhander 


Older All 


Bhander 


Older All 


Older All 


Older All 


Older All 


Older All 


Bhander 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Bhander 


Bhander 


Older All 


Older All 


Bhander 


Older All 


Bhander 


Older All 


Bhander 


Older All 


Bhander 


Older All 


Bhander 


Older All 


Bhander 


Older All 


Bhander 


Older All 


Bhander 


Older All 


Bhander 


Older All 


Bhander 


Older All 


Bhander 


Bhander 


Older All 


Bhander 


Older All 


Bhander 


Older All 


uvium 


uvium 


Sandstone 


uvium 


Sandstone 


uvium 


Sandstone 


uvium 


Sandstone 


uvium 


Sandstone 


uvium 


uvium 


uvium 


uvium 


uvium 


Sandstone 


uvium 


uvium 


uvium 


uvium 


uvium 


uvium 


uvium 


Sandstone 


Sandstone 


uvium 


uvium 


Sandstone 


uvium 


Sandstone 


uvium 


Sandstone 


uvium 


Sandstone 


uvium 


Sandstone 


uvium 


Sandstone 


uvium 


Sandstone 


uvium 


Sandstone 


uvium 


Sandstone 


uvium 


Sandstone 


uvium 


Sandstone 


Sandstone 


uvium 


Sandstone 


uvium 


Sandstone 


uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

9.01 

100 

90.99 

20.00 

18.20 

0.0100 

0.1971 

14.68 

100 

85.32 

20.00 

17.06 

0.0100 

0.0066 

9.15 

100 

90.85 

10.00 

9.08 

0.0020 

0.0384 

9.15 

100 

90.85 

20.00 

18.17 

0.0100 

0.0868 

8.38 

100 

91.62 

10.00 

9.16 

0.0020 

0.0020 

8.38 

100 

91.62 

20.00 

18.32 

0.0100 

0.0547 

3.90 

100 

96.10 

10.00 

9.61 

0.0020 

0.0201 

3.90 

100 

96.10 

20.00 

19.22 

0.0100 

0.1410 

6.87 

100 

93.13 

10.00 

9.31 

0.0020 

0.0010 

6.87 

100 

93.13 

20.00 

18.63 

0.0100 

0.6298 

9.15 

100 

90.85 

10.00 

9.09 

0.0020 

0.0261 

9.06 

100 

90.94 

20.00 

18.19 

0.0100 

0.8933 

8.91 

100 

91.09 

20.00 

18.22 

0.0100 

1.1821 

8.99 

100 

91.01 

20.00 

18.20 

0.0100 

0.5788 

9.91 

100 

90.09 

20.00 

18.02 

0.0100 

0.4538 

8.32 

100 

91.68 

20.00 

18.34 

0.0100 

0.2631 

7.13 

100 

92.87 

10.00 

9.29 

0.0020 

0.0707 

7.13 

100 

92.87 

20.00 

18.57 

0.0100 

0.0137 

6.14 

100 

93.86 

20.00 

18.77 

0.0100 

0.1930 

10.77 

100 

89.23 

20.00 

17.85 

0.0100 

0.6200 

7.20 

100 

92.81 

20.00 

18.56 

0.0100 

0.7336 

7.79 

100 

92.21 

20.00 

18.44 

0.0100 

0.7810 

7.79 

100 

92.21 

20.00 

18.44 

0.0100 

1.2096 

6.37 

100 

93.63 

20.00 

18.73 

0.0100 

0.7564 

5.62 

100 

94.38 

10.00 

9.44 

0.0020 

0.1767 

13.29 

100 

86.71 

10.00 

8.67 

0.0020 

0.0241 

7.98 

100 

92.02 

20.00 

18.40 

0.0100 

0.0116 

6.50 

100 

93.50 

20.00 

18.70 

0.0100 

0.3154 

9.21 

100 

90.79 

10.00 

9.08 

0.0020 

0.0275 

9.21 

100 

90.79 

20.00 

18.16 

0.0100 

0.1893 

9.43 

100 

90.57 

10.00 

9.06 

0.0020 

0.0025 

9.43 

100 

90.57 

20.00 

18.11 

0.0100 

0.0222 

11.48 

100 

88.52 

10.00 

8.85 

0.0020 

0.0133 

11.48 

100 

88.52 

20.00 

17.70 

0.0100 

0.1294 

5.71 

100 

94.29 

10.00 

9.43 

0.0020 

0.0213 

5.71 

100 

94.29 

20.00 

18.86 

0.0100 

0.0430 

6.39 

100 

93.61 

10.00 

9.36 

0.0020 

0.0058 

6.39 

100 

93.61 

20.00 

18.72 

0.0100 

0.0297 

7.23 

100 

92.77 

10.00 

9.28 

0.0020 

0.1995 

7.23 

100 

92.77 

20.00 

18.55 

0.0100 

0.0631 

9.79 

100 

90.21 

10.00 

9.02 

0.0020 

0.0054 

9.79 

100 

90.21 

20.00 

18.04 

0.0100 

0.0289 

5.82 

100 

94.18 

10.00 

9.42 

0.0020 

0.0274 

5.82 

100 

94.18 

20.00 

18.84 

0.0100 

0.1952 

7.46 

100 

92.54 

10.00 

9.25 

0.0020 

0.0781 

7.46 

100 

92.54 

20.00 

18.51 

0.0100 

0.4291 

5.91 

100 

94.09 

10.00 

9.41 

0.0020 

0.0357 

5.91 

100 

94.09 

20.00 

18.82 

0.0100 

0.1848 

4.25 

100 

95.75 

10.00 

9.58 

0.0020 

0.0686 

11.02 

100 

88.98 

10.00 

8.90 

0.0020 

0.0092 

11.02 

100 

88.98 

20.00 

17.80 

0.0100 

0.3052 

9.62 

100 

90.38 

10.00 

9.04 

0.0020 

0.0017 

9.62 

100 

90.38 

20.00 

18.08 

0.0100 

0.7060 

12.04 

100 

87.96 

10.00 

8.80 

0.0020 

0.0244 

12.04 

100 

87.96 

20.00 

17.59 

0.0100 

0.3527 




































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



04001004 


Tarbeejpur 


Tontpur 


Vinuan 


Agawali 


Ajnoli 


Bachhaina 


Bajoli 


Bangaspura 


Bansi 


Bansroli 


Baori 


Barigha 


Baroda 


Beerampura 


Bhagora 


Bhagori 


Bhaisa 


Bhawanpura 


Bidyari 


Birhata 


Bosoli 


Brahmawad 


Chak Beechhi 


Chak Bidyari 


Chak Goojar Balai 


Chak Khudas 


Chak Nawli 


Chak Pichoona 


Chandanpura 


Chandoli 


Chaukhanda 


Churari Dang 


Census Code 


0807000901079500 


0807001001095400 


0807000901079400 


0807001001099200 


0807001001094600 


0807000901071400 


0807000901070500 


0807000901069000 


0807000901071300 


0807000901078600 


0807001001098700 


0807000901071200 


0807000901073500 


0807001001089500 


0807000901073400 


0807000901068100 


0807001001089200 


0807001001092800 


0807000901072000 


0807000901070800 


0807001001092100 


0807000901074300 


0807000901068500 


0807000901072600 


0807001001093600 


0807001001091600 


0807000901071600 


0807001001087700 


0807001001090800 


0807001001090900 


0807000901073100 


0807001001093100 



Zone (Fresh 
/ Saline) 


2.28 Fresh 


5.71 Fresh 


4.09 Fresh 


1.38 Fresh 


5.03 Fresh 


2.45 Saline 


2.69 Fresh 


Saline 


1.42 Saline 


2.19 Fresh 


Saline 


3.97 Fresh 


13.79 Fresh 


1.77 Fresh 


Saline 


1.87 Fresh 


3.47 Fresh 


3.28 Fresh 




1.92 Fresh 


Saline 


7.61 Fresh 


3.35 Fresh 


Saline 


5.38 Fresh 


2.01 Fresh 


4.44 Saline 


3.06 Fresh 


1.52 Fresh 


4.50 Fresh 





Dehgawan 


Dumriya 


0807000901070000 


0807001001093000 


3.25 Saline 


9.82 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Older Alluvium 

Non-command 

Bhander Sandstone 

Non-command 

Older Alluvium 

Non-command 

Bhander Sandstone 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Bhander Sandstone 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Bhander Sandstone 

Non-command 

Older Alluvium 

Non-command 

Bhander Sandstone 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

8.99 

100 

91.01 

10.00 

9.10 

0.0020 

0.0412 

10.08 

100 

89.92 

10.00 

8.99 

0.0020 

0.0824 

10.08 

100 

89.92 

20.00 

17.98 

0.0100 

0.2021 

9.29 

100 

90.71 

10.00 

9.07 

0.0020 

0.0125 

6.33 

100 

93.67 

20.00 

18.73 

0.0100 

0.2583 

5.49 

100 

94.51 

10.00 

9.45 

0.0020 

0.0382 

5.49 

100 

94.51 

20.00 

18.90 

0.0100 

0.5676 

7.98 

100 

92.02 

20.00 

18.40 

0.0100 

0.3982 

6.65 

100 

93.35 

20.00 

18.67 

0.0100 

0.0235 

6.65 

100 

93.35 

20.00 

18.67 

0.0100 

0.4783 

8.19 

100 

91.81 

20.00 

18.36 

0.0100 

0.0003 

5.39 

100 

94.61 

20.00 

18.92 

0.0100 

0.0618 

5.39 

100 

94.61 

20.00 

18.92 

0.0100 

0.3359 

6.39 

100 

93.61 

20.00 

18.72 

0.0100 

0.0403 

7.51 

100 

92.49 

10.00 

9.25 

0.0020 

0.0343 

3.60 

100 

96.40 

20.00 

19.28 

0.0100 

0.2257 

3.60 

100 

96.40 

20.00 

19.28 

0.0100 

0.1155 

7.96 

100 

92.04 

20.00 

18.41 

0.0100 

0.3438 

7.92 

100 

92.08 

20.00 

18.42 

0.0100 

0.1992 

7.61 

100 

92.39 

20.00 

18.48 

0.0100 

0.5955 

7.61 

100 

92.39 

20.00 

18.48 

0.0100 

0.0100 

5.35 

100 

94.65 

20.00 

18.93 

0.0100 

0.4117 

5.35 

100 

94.65 

20.00 

18.93 

0.0100 

0.4040 

6.62 

100 

93.38 

20.00 

18.68 

0.0100 

0.2657 

6.62 

100 

93.38 

20.00 

18.68 

0.0100 

0.0902 

16.91 

100 

83.09 

20.00 

16.62 

0.0100 

0.1805 

16.91 

100 

83.09 

5.00 

4.15 

0.0015 

0.0131 

15.37 

100 

84.63 

20.00 

16.93 

0.0100 

0.0010 

15.37 

100 

84.63 

20.00 

16.93 

0.0100 

0.0416 

5.76 

100 

94.24 

20.00 

18.85 

0.0100 

0.6990 

8.43 

100 

91.57 

20.00 

18.31 

0.0100 

0.3689 

9.61 

100 

90.39 

20.00 

18.08 

0.0100 

0.0161 

4.60 

100 

95.40 

20.00 

19.08 

0.0100 

0.5845 

6.30 

100 

93.70 

20.00 

18.74 

0.0100 

0.2849 

15.66 

100 

84.34 

20.00 

16.87 

0.0100 

0.3222 

15.66 

100 

84.34 

20.00 

16.87 

0.0100 

0.2186 

15.66 

100 

84.34 

20.00 

16.87 

0.0100 

0.0738 

15.66 

100 

84.34 

20.00 

16.87 

0.0100 

0.0463 

7.62 

100 

92.38 

20.00 

18.48 

0.0100 

0.0687 

7.62 

100 

92.38 

20.00 

18.48 

0.0100 

0.1387 

7.81 

100 

92.19 

20.00 

18.44 

0.0100 

0.1089 

11.24 

100 

88.76 

20.00 

17.75 

0.0100 

0.0025 

11.57 

100 

88.43 

20.00 

17.69 

0.0100 

0.2810 

8.31 

100 

91.69 

20.00 

18.34 

0.0100 

0.1938 

8.05 

100 

91.95 

20.00 

18.39 

0.0100 

0.3443 

5.78 

100 

94.22 

20.00 

18.84 

0.0100 

0.0678 

7.66 

100 

92.34 

20.00 

18.47 

0.0100 

0.0323 

7.91 

100 

92.09 

20.00 

18.42 

0.0100 

0.6084 

2.47 

100 

97.53 

20.00 

19.51 

0.0100 

0.2456 

14.94 

100 

85.06 

10.00 

8.51 

0.0020 

0.0108 

14.94 

100 

85.06 

20.00 

17.01 

0.0100 

0.5238 

8.42 

100 

91.58 

10.00 

9.16 

0.0020 

0.0318 

8.42 

100 

91.58 

20.00 

18.32 

0.0100 

0.7833 

11.30 

100 

88.70 

20.00 

17.74 

0.0100 

0.2761 

9.51 

100 

90.49 

20.00 

18.10 

0.0100 

0.0227 


























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 

Bhander Sandstone 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Bhander Sandstone 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Quartzite 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Bhander Sandstone 

Older Al 

uvium 

Bhander Sandstone 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

9.51 

100 

90.49 

10.00 

9.05 

0.0020 

0.0584 

9.51 

100 

90.49 

20.00 

18.10 

0.0100 

0.9096 

8.36 

100 

91.64 

20.00 

18.33 

0.0100 

0.2701 

11.35 

100 

88.65 

20.00 

17.73 

0.0100 

0.1453 

7.49 

100 

92.51 

20.00 

18.50 

0.0100 

0.0468 

9.68 

100 

90.32 

10.00 

9.03 

0.0020 

0.0000 

9.68 

100 

90.32 

20.00 

18.06 

0.0100 

0.8137 

6.56 

100 

93.44 

20.00 

18.69 

0.0100 

0.1773 

6.56 

100 

93.44 

20.00 

18.69 

0.0100 

0.0684 

11.23 

100 

88.77 

20.00 

17.75 

0.0100 

0.7656 

11.23 

100 

88.77 

20.00 

17.75 

0.0100 

0.0282 

8.32 

100 

91.68 

20.00 

18.34 

0.0100 

0.0744 

8.47 

100 

91.53 

20.00 

18.31 

0.0100 

0.3967 

15.46 

100 

84.54 

20.00 

16.91 

0.0100 

0.1263 

8.13 

100 

91.87 

20.00 

18.37 

0.0100 

0.0815 

7.80 

100 

92.20 

20.00 

18.44 

0.0100 

0.1182 

6.68 

100 

93.32 

20.00 

18.66 

0.0100 

0.2865 

3.15 

100 

96.85 

20.00 

19.37 

0.0100 

0.2183 

3.15 

100 

96.85 

20.00 

19.37 

0.0100 

0.1238 

10.57 

100 

89.43 

20.00 

17.89 

0.0100 

0.0142 

10.57 

100 

89.43 

5.00 

4.47 

0.0015 

0.0001 

7.97 

100 

92.03 

20.00 

18.41 

0.0100 

0.4942 

5.17 

100 

94.83 

20.00 

18.97 

0.0100 

0.4790 

11.16 

100 

88.84 

20.00 

17.77 

0.0100 

0.4057 

11.16 

100 

88.84 

20.00 

17.77 

0.0100 

1.3069 

25.00 

100 

75.00 

20.00 

15.00 

0.0100 

1.2334 

2.64 

100 

97.36 

20.00 

19.47 

0.0100 

0.2397 

10.04 

100 

89.96 

20.00 

17.99 

0.0100 

0.3733 

10.04 

100 

89.96 

20.00 

17.99 

0.0100 

1.0716 

11.90 

100 

88.10 

20.00 

17.62 

0.0100 

0.0675 

11.90 

100 

88.10 

20.00 

17.62 

0.0100 

1.4220 

8.29 

100 

91.71 

20.00 

18.34 

0.0100 

0.2336 

8.25 

100 

91.75 

20.00 

18.35 

0.0100 

0.0090 

8.22 

100 

91.78 

20.00 

18.36 

0.0100 

0.0016 

8.22 

100 

91.78 

20.00 

18.36 

0.0100 

0.0047 

8.15 

100 

91.85 

20.00 

18.37 

0.0100 

0.9799 

10.24 

100 

89.76 

20.00 

17.95 

0.0100 

0.0882 

10.24 

100 

89.76 

20.00 

17.95 

0.0100 

0.3558 

10.24 

100 

89.76 

20.00 

17.95 

0.0100 

0.0717 

8.55 

100 

91.45 

20.00 

18.29 

0.0100 

0.0454 

6.88 

100 

93.12 

20.00 

18.62 

0.0100 

1.8028 

3.95 

100 

96.05 

20.00 

19.21 

0.0100 

0.3807 

3.95 

100 

96.05 

20.00 

19.21 

0.0100 

0.0889 

15.23 

100 

84.77 

20.00 

16.95 

0.0100 

0.0397 

14.68 

100 

85.32 

20.00 

17.06 

0.0100 

0.6347 

8.96 

100 

91.04 

20.00 

18.21 

0.0100 

0.1645 

8.96 

100 

91.04 

20.00 

18.21 

0.0100 

0.8406 

6.33 

100 

93.67 

20.00 

18.73 

0.0100 

0.0021 

9.15 

100 

90.85 

10.00 

9.08 

0.0020 

0.0539 

9.15 

100 

90.85 

20.00 

18.17 

0.0100 

0.2975 

8.38 

100 

91.62 

10.00 

9.16 

0.0020 

0.0088 

8.38 

100 

91.62 

20.00 

18.32 

0.0100 

0.1960 

5.46 

100 

94.54 

20.00 

18.91 

0.0100 

1.1934 

5.46 

100 

94.54 

20.00 

18.91 

0.0100 

0.6632 

8.63 

100 

91.37 

20.00 

18.27 

0.0100 

0.9515 
















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 

Census Code 

Milakpur 

0807000901070700 

Moroli Dang 

0807001001093200 

Morooda 

0807000801065700 

Murrika 

0807001001091200 

Nabhera 

0807001001091800 

Nadi Gaon 

0807000901072900 


Zone (Fresh 
/ Saline) 


Nagla Bahaduriya 


Nagla Balloo 


Nagla Bhagwat 


Nagla Dadhiram 


Nagla Jhamra 


Nagla Kalyan 


Nagla Kharagsingh 


Nagla Khatka 


Nagla Khushaliram 


Nagla Khushfaham 


Nagla Kishan Vallabh 


Nagla Kurwariya 


Nagla Medsingh 


Nagla Radhey 


Nagla Sewa Kurwariya 


Nagla Shyolal 


Nawli 


Nayagaon Kalan 


Paharpur 


Palidang 


Peepli 


Pichoona 


Pidawali 


Purabai Khera 


Rajgarh 


Rajpura 


Ranpur 


Raseelpur 


Ratua 


Reechhauli 


Rudawal 


Sadhpura 


0807000901068000 


0807000801065600 


0807001001089100 


0807001001092900 


0807000901072800 


0807001001088700 


0807000901068200 


0807000901078800 


0807000901068300 


0807000901068600 


0807000901069600 


0807000901073200 


0807000901068400 


0807001001089300 


0807000901067900 


0807000901069700 


0807000901073800 


0807000901070200 


0807000901069300 


0807001001098600 


0807000901079200 


0807000901070600 


0807001001087600 


0807000901068700 


0807000901074200 


0807000801064400 


0807001001094200 


0807001001093800 


0807001001091500 


0807001001091700 


0807000901071000 


0807001001093400 


0807000901073000 


0.57 Saline 


3.80 Fresh 


0.99 Fresh 


0.56 Fresh 


Saline 


4.98 Fresh 


3.75 Saline 


2.30 Fresh 


Saline 


9.36 Fresh 


3.30 Fresh 


1.88 Fresh 


9.96 Fresh 


4.13 Saline 


7.75 Saline 


2.44 Fresh 


Saline 


2.56 Fresh 


2.11 Fresh 


2.70 Fresh 


2.56 Fresh 


1.86 Fresh 


Saline 


8.21 Fresh 


2.43 Fresh 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Bhander Sandstone 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Bhander Sandstone 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

6.02 

100 

93.98 

20.00 

18.80 

0.0100 

1.0020 

16.57 

100 

83.43 

20.00 

16.69 

0.0100 

0.3632 

9.98 

100 

90.02 

20.00 

18.00 

0.0100 

0.0000 

8.39 

100 

91.61 

20.00 

18.32 

0.0100 

0.4193 

10.65 

100 

89.35 

20.00 

17.87 

0.0100 

0.9361 

7.32 

100 

92.68 

20.00 

18.54 

0.0100 

0.0182 

7.32 

100 

92.68 

20.00 

18.54 

0.0100 

0.5753 

7.71 

100 

92.29 

20.00 

18.46 

0.0100 

0.0016 

9.51 

100 

90.49 

20.00 

18.10 

0.0100 

0.0409 

5.51 

100 

94.49 

20.00 

18.90 

0.0100 

0.0634 

8.21 

100 

91.79 

20.00 

18.36 

0.0100 

0.1595 

8.16 

100 

91.84 

20.00 

18.37 

0.0100 

0.2040 

7.44 

100 

92.56 

20.00 

18.51 

0.0100 

0.2259 

7.55 

100 

92.45 

20.00 

18.49 

0.0100 

0.0004 

7.55 

100 

92.45 

20.00 

18.49 

0.0100 

0.1976 

10.16 

100 

89.84 

20.00 

17.97 

0.0100 

0.3623 

10.16 

100 

89.84 

20.00 

17.97 

0.0100 

0.0011 

7.04 

100 

92.96 

20.00 

18.59 

0.0100 

0.1037 

7.96 

100 

92.04 

20.00 

18.41 

0.0100 

0.5704 

15.43 

100 

84.57 

20.00 

16.91 

0.0100 

0.0657 

15.43 

100 

84.57 

20.00 

16.91 

0.0100 

0.0019 

3.47 

100 

96.53 

20.00 

19.31 

0.0100 

0.0677 

3.47 

100 

96.53 

20.00 

19.31 

0.0100 

0.2012 

7.49 

100 

92.51 

20.00 

18.50 

0.0100 

0.1061 

6.74 

100 

93.26 

20.00 

18.65 

0.0100 

0.6729 

7.81 

100 

92.19 

20.00 

18.44 

0.0100 

0.0317 

14.89 

100 

85.11 

20.00 

17.02 

0.0100 

0.0636 

14.89 

100 

85.11 

20.00 

17.02 

0.0100 

0.0313 

8.02 

100 

91.98 

20.00 

18.40 

0.0100 

0.5794 

8.02 

100 

91.98 

20.00 

18.40 

0.0100 

0.1504 

8.02 

100 

91.98 

20.00 

18.40 

0.0100 

0.0029 

8.02 

100 

91.98 

20.00 

18.40 

0.0100 

0.1833 

8.14 

100 

91.86 

20.00 

18.37 

0.0100 

0.6637 

13.38 

100 

86.62 

20.00 

17.32 

0.0100 

0.3820 

13.38 

100 

86.62 

20.00 

17.32 

0.0100 

0.0157 

5.62 

100 

94.38 

10.00 

9.44 

0.0020 

0.0000 

6.39 

100 

93.61 

20.00 

18.72 

0.0100 

0.0039 

6.39 

100 

93.61 

20.00 

18.72 

0.0100 

0.6101 

5.52 

100 

94.48 

20.00 

18.90 

0.0100 

0.3556 

6.04 

100 

93.96 

20.00 

18.79 

0.0100 

0.3944 

8.11 

100 

91.89 

20.00 

18.38 

0.0100 

0.2034 

8.77 

100 

91.23 

20.00 

18.25 

0.0100 

0.4635 

8.77 

100 

91.23 

20.00 

18.25 

0.0100 

0.9500 

7.54 

100 

92.46 

20.00 

18.49 

0.0100 

0.0267 

7.54 

100 

92.46 

20.00 

18.49 

0.0100 

0.0131 

9.21 

100 

90.79 

20.00 

18.16 

0.0100 

0.0004 

9.43 

100 

90.57 

10.00 

9.06 

0.0020 

0.0044 

9.43 

100 

90.57 

20.00 

18.11 

0.0100 

0.2919 

8.77 

100 

91.23 

20.00 

18.25 

0.0100 

0.4919 

7.93 

100 

92.07 

20.00 

18.41 

0.0100 

0.4719 

4.43 

100 

95.57 

20.00 

19.11 

0.0100 

0.3450 

4.43 

100 

95.57 

20.00 

19.11 

0.0100 

0.0103 

11.53 

100 

88.47 

20.00 

17.69 

0.0100 

0.8248 

11.53 

100 

88.47 

20.00 

17.69 

0.0100 

0.6277 

5.34 

100 

94.66 

20.00 

18.93 

0.0100 

0.1015 





























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed Village Name Census Code 


Salabad 

0807000901071500 

Samraya 

0807000801066400 


Samri 

0807000901079900 

Santokpura 

0807000901073700 


Seedpur_|0807000901072700 


Semra Mafi 

0807001001091400 

Sewla 

0807000901070900 

Shrinagar 

0807001001092200 

Singhara 

0807000901078400 


Sirrond 0807001001094000 


Sonothi 

0807001001089000 

Sookha Seela 

0807000901080100 


Soopa 

0807000901074000 

Soopra 

0807001001092000 

Suhans 

0807000801064300 

Talimpur 

0807000901070300 

Thikariya 

0807000901073300 


Umrend 0807000801066500 


Aam Ka Pura 

0808000501172900 

Ajeetapura 

0808000501169200 

Anandapura 

0808000501173400 

Babarpur 

0808000501171300 

Bajna 

0808000501170900 

Beech Ka Pura 

0808000501169100 

Bhaupura 

0808000501172100 

Bichola 

0808000501171800 

Bidar 

0808000501169600 

Bilheta 

0808000501170700 

Chaudharipura 

0808000501173500 

Chhetapura 

0808000501169900 

Deodas Ka Pura 

0808000501170200 

Deokhera 

0808000501171600 

Didwar 

0808000501170500 

Dighi 

0808000501172000 

Dirawali 

0808000501170400 

Dongarpur 

0808000501169700 

Ganhaidi 

0808000501169000 

Garayach 

0808000401154400 

Garhi Jonawad 

0808000501171500 

Garhi Tadabali 

0808000501175400 

Gohdupura 

0808000501172400 

Hathwari 

0808000501173300 

Jagmohan Ka Pura 

0808000501171000 

Jarga 

0808000501175200 

Kachhiyara Bidar 

0808000501169500 



1.78 

2.11 

4.93 

4.38 

3.38 

3.72 
1.65 

1.65 
2.53 
2.12 
1.49 
1.41 
0.63 
2.45 
3.21 
2.14 
3.91 
2.35 
4.69 

1.66 
4.09 
4.55 
0.52 
8.74 
3.29 
2.37 

1.72 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Saline 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Saline 

Command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Command 


Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Command 


Non-command 

Fresh 

Command 

Fresh 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Command 


Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Quartzite 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Bhander Sandstone 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Quartzite 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

5.34 

100 

94.66 

20.00 

18.93 

0.0100 

0.3588 

8.11 

100 

91.89 

20.00 

18.38 

0.0100 

0.2067 

13.00 

100 

87.00 

20.00 

17.40 

0.0100 

0.7303 

13.00 

100 

87.00 

5.00 

4.35 

0.0015 

0.0015 

14.41 

100 

85.59 

20.00 

17.12 

0.0100 

0.0007 

7.00 

100 

93.00 

20.00 

18.60 

0.0100 

0.1072 

7.00 

100 

93.00 

20.00 

18.60 

0.0100 

0.1825 

13.09 

100 

86.91 

20.00 

17.38 

0.0100 

0.0767 

13.09 

100 

86.91 

20.00 

17.38 

0.0100 

0.0060 

13.09 

100 

86.91 

20.00 

17.38 

0.0100 

0.5264 

9.40 

100 

90.60 

20.00 

18.12 

0.0100 

0.3090 

3.69 

100 

96.31 

20.00 

19.26 

0.0100 

0.2438 

8.58 

100 

91.42 

20.00 

18.28 

0.0100 

0.1551 

14.35 

100 

85.65 

20.00 

17.13 

0.0100 

0.1793 

14.35 

100 

85.65 

20.00 

17.13 

0.0100 

0.0970 

14.26 

100 

85.74 

10.00 

8.57 

0.0020 

0.0500 

14.26 

100 

85.74 

20.00 

17.15 

0.0100 

0.7808 

5.51 

100 

94.49 

20.00 

18.90 

0.0100 

0.8628 

4.74 

100 

95.26 

20.00 

19.05 

0.0100 

0.0336 

4.74 

100 

95.26 

20.00 

19.05 

0.0100 

0.3500 

8.13 

100 

91.87 

20.00 

18.37 

0.0100 

0.6599 

7.85 

100 

92.15 

20.00 

18.43 

0.0100 

0.5568 

7.58 

100 

92.42 

20.00 

18.48 

0.0100 

0.0040 

8.21 

100 

91.79 

20.00 

18.36 

0.0100 

0.2207 

7.03 

100 

92.97 

20.00 

18.59 

0.0100 

0.2346 

7.03 

100 

92.97 

20.00 

18.59 

0.0100 

0.1291 

17.66 

100 

82.34 

20.00 

16.47 

0.0100 

0.6724 

17.66 

100 

82.34 

5.00 

4.12 

0.0015 

0.0162 

24.46 

110 

85.54 

20.00 

17.11 

0.0100 

0.1089 

9.41 

110 

100.59 

20.00 

20.12 

0.0100 

0.4243 

15.79 

110 

94.21 

20.00 

18.84 

0.0100 

0.9150 

36.08 

110 

73.92 

20.00 

14.78 

0.0100 

0.6473 

33.99 

110 

76.01 

20.00 

15.20 

0.0100 

0.5136 

8.02 

110 

101.98 

20.00 

20.40 

0.0100 

0.7596 

39.02 

110 

70.98 

20.00 

14.20 

0.0100 

0.1054 

38.08 

110 

71.92 

20.00 

14.38 

0.0100 

0.2077 

28.50 

110 

81.50 

20.00 

16.30 

0.0100 

0.4128 

34.60 

110 

75.40 

20.00 

15.08 

0.0100 

0.3198 

14.66 

110 

95.34 

20.00 

19.07 

0.0100 

0.2558 

28.81 

110 

81.19 

20.00 

16.24 

0.0100 

0.2289 

31.49 

110 

78.51 

20.00 

15.70 

0.0100 

0.0994 

36.86 

110 

73.14 

20.00 

14.63 

0.0100 

0.3588 

34.68 

110 

75.32 

20.00 

15.06 

0.0100 

0.4836 

39.90 

110 

70.10 

20.00 

14.02 

0.0100 

0.0405 

34.49 

110 

75.51 

20.00 

15.10 

0.0100 

0.5906 

34.18 

110 

75.82 

20.00 

15.16 

0.0100 

0.3559 

10.56 

110 

99.44 

20.00 

19.89 

0.0100 

0.9336 

15.07 

110 

94.93 

20.00 

18.99 

0.0100 

0.0817 

37.13 

110 

72.87 

20.00 

14.57 

0.0100 

0.5956 

39.11 

110 

70.89 

20.00 

14.18 

0.0100 

0.0868 

32.86 

110 

77.14 

20.00 

15.43 

0.0100 

0.0775 

12.74 

110 

97.26 

20.00 

19.45 

0.0100 

1.5867 

33.80 

110 

76.20 

20.00 

15.24 

0.0100 

0.5016 

39.28 

110 

70.72 

20.00 

14.14 

0.0100 

0.1921 

30.51 

110 

79.49 

20.00 

15.90 

0.0100 

0.2727 
















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


04001006 


Village Name 

Census Code 

Kanchanpura 

0808000501172500 

Kasiyapura 

0808000501170600 

Katarpura 

0808000501170800 

Khanpura 

0808000501172600 

Khurila 

0808000501174500 

Khurili 

0808000501174600 

Kumharpura 

0808000501171900 

Machhariya 

0808000501174100 

Marena 

0808000501173700 

Mithawali 

0808000501172800 

Nadauli 

0808000501173100 

Nadora 

0808000501171400 

Nagar 

0808000501169300 

Nahila 

0808000501174800 

Neemdara 

0808000501171700 

Pahari 

0808000501173900 

Pai 

0808000501173600 

Pasuapura 

0808000501172700 

Rajakhera (M) 

0808000540803000 

Ranchhorpura 

0808000501175300 

Rundh Garayach 

0808000401154500 

Rundh Nahila 

0808000501172300 

Samaliyapura 

0808000501173000 

Saumli 

0808000501172200 

Savitanagar 

0808000501173800 

Shekhpur Brahman 

0808000501171200 

Sikroda 

0808000501169800 

Silawat 

0808000501171100 

Singhawali Kalan 

0808000501170300 

Singhawali Khurd 

0808000501170100 

Srinagar 

0808000501170000 

Sultanpur 

0808000501175100 

Teerajpur 

0808000501169400 

Agawali 

0807000901071400 

Alapuri 

0807000901081000 

Araji Nandkishor 

0807000901072500 

Bagh Kanawar 

0807000901074700 

Bajoli 

0807000901071300 

Bangaspura 

0807000901078600 

Bayana (M) 

0807000940709000 


Zone (Fresh 
/ Saline) 


Bayana (Rural) 


Bhagori 


Bhukrawali 


Bidyari 


Biskhori 


Brahmawad 


Chahal 


Chak Bidyari 


Chak Nawli 


Chinayata 


Damdama 


Danda 


0807000901074600 


0807000901069500 


0809000301208600 


0807000901072000 


0807000901075000 


0807000901074300 


0807000901078100 


0807000901072600 


0807000901071600 


0809000301210700 


0807000901074900 


0809000401226700 


4.44 Saline 


1.11 Fresh 


4.50 Fresh 


1.81 Fresh 


2.64 Saline 


2.42 Saline 


5.38 Fresh 


2.99 Fresh 


25.59 Fresh 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

23.49 

110 

86.51 

20.00 

17.30 

0.0100 

0.2491 

33.77 

110 

76.23 

20.00 

15.25 

0.0100 

0.3050 

33.16 

110 

76.84 

20.00 

15.37 

0.0100 

0.3369 

25.70 

110 

84.30 

20.00 

16.86 

0.0100 

0.3612 

24.47 

110 

85.53 

20.00 

17.11 

0.0100 

0.0092 

25.01 

110 

84.99 

20.00 

17.00 

0.0100 

0.0486 

38.66 

110 

71.34 

20.00 

14.27 

0.0100 

0.0548 

22.19 

110 

87.81 

20.00 

17.56 

0.0100 

0.1025 

19.09 

110 

90.91 

20.00 

18.18 

0.0100 

0.1771 

14.90 

110 

95.10 

20.00 

19.02 

0.0100 

0.6778 

17.87 

110 

92.13 

20.00 

18.43 

0.0100 

1.6776 

35.58 

110 

74.42 

20.00 

14.88 

0.0100 

0.3792 

7.47 

110 

102.53 

20.00 

20.51 

0.0100 

0.6701 

34.92 

110 

75.08 

20.00 

15.02 

0.0100 

0.0020 

37.83 

110 

72.17 

20.00 

14.43 

0.0100 

0.3396 

18.92 

110 

91.08 

20.00 

18.22 

0.0100 

0.2667 

18.48 

110 

91.52 

20.00 

18.30 

0.0100 

0.2588 

10.04 

110 

99.96 

20.00 

19.99 

0.0100 

0.1766 

39.19 

110 

70.81 

20.00 

14.16 

0.0100 

3.0881 

38.87 

110 

71.13 

20.00 

14.23 

0.0100 

0.1398 

18.46 

110 

91.54 

20.00 

18.31 

0.0100 

0.0005 

22.60 

110 

87.40 

20.00 

17.48 

0.0100 

0.0026 

24.72 

110 

85.28 

20.00 

17.06 

0.0100 

0.1771 

35.36 

110 

74.64 

20.00 

14.93 

0.0100 

0.3387 

17.43 

110 

92.57 

20.00 

18.51 

0.0100 

0.2939 

34.59 

110 

75.41 

20.00 

15.08 

0.0100 

0.5054 

28.79 

110 

81.21 

20.00 

16.24 

0.0100 

0.5927 

32.90 

110 

77.10 

20.00 

15.42 

0.0100 

0.3131 

32.57 

110 

77.43 

20.00 

15.49 

0.0100 

0.5307 

29.31 

110 

80.69 

20.00 

16.14 

0.0100 

0.2378 

31.04 

110 

78.96 

20.00 

15.79 

0.0100 

0.1788 

37.80 

110 

72.20 

20.00 

14.44 

0.0100 

0.0647 

15.26 

110 

94.74 

20.00 

18.95 

0.0100 

0.2700 

7.98 

100 

92.02 

20.00 

18.40 

0.0100 

0.0267 

16.27 

100 

83.73 

20.00 

16.75 

0.0100 

0.4487 

13.37 

100 

86.63 

20.00 

17.33 

0.0100 

0.0353 

14.77 

100 

85.23 

20.00 

17.05 

0.0100 

0.0526 

5.39 

100 

94.61 

20.00 

18.92 

0.0100 

0.0096 

6.39 

100 

93.61 

20.00 

18.72 

0.0100 

0.6834 

15.46 

100 

84.54 

20.00 

16.91 

0.0100 

1.5363 

15.46 

100 

84.54 

20.00 

16.91 

0.0100 

0.0453 

17.29 

100 

82.71 

20.00 

16.54 

0.0100 

0.1034 

15.37 

100 

84.63 

20.00 

16.93 

0.0100 

0.3314 

15.37 

100 

84.63 

20.00 

16.93 

0.0100 

0.1650 

12.77 

100 

87.23 

10.00 

8.72 

0.0020 

0.0337 

12.77 

100 

87.23 

10.00 

8.72 

0.0020 

0.0967 

9.61 

100 

90.39 

20.00 

18.08 

0.0100 

0.7868 

16.80 

100 

83.20 

20.00 

16.64 

0.0100 

0.1607 

15.66 

100 

84.34 

20.00 

16.87 

0.0100 

0.0980 

14.30 

100 

85.70 

20.00 

17.14 

0.0100 

0.3097 

11.24 

100 

88.76 

20.00 

17.75 

0.0100 

0.4653 

8.05 

100 

91.95 

20.00 

18.39 

0.0100 

0.1014 

15.12 

100 

84.88 

10.00 

8.49 

0.0020 

0.0000 

16.53 

100 

83.47 

20.00 

16.69 

0.0100 

0.4846 

14.41 

100 

85.59 

20.00 

17.12 

0.0150 

0.1219 











































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 

Census Code 

Dehgawan 

0807000901070000 

Dewasarai 

0807000901074400 

Dhadren 

0807000901081600 

Dhandhawali 

0809000301208300 

Dhurairi 

0807000901082400 

Dukawali 

0809000401225900 

Dumariya 

0807000901080900 

Etmadpur 

0807000901077400 

Gazipur 

0807000901077500 

Ghunaini 

0807000901082600 

Harnagar 

0807000901072400 

Imliya 

0807000901075100 

Jarkhoh 

0807000901069400 

Jarwar 

0807000901082000 

Jatwara 

0809000301208700 


Zone (Fresh 
/ Saline) 


Jhatola 


Kachaira 


Kanawar 


Kapoora Dahar 


Kapoora Malooka 


Karwari 


Khareri 


Kheri Dang 


Kheri Hewat 


Kotha 


Lahchora Khurd 


Lohatwara 


Mahloni 


Mahmadpura 


Malipura 


Mor Talab 


Muawali 


Murki 


Nadi Gaon 


Nagal Durgasi 


Nagla Chheetariya 


Nagla Chimman 


Nagla Harlal 


Nagla Jhamra 


Nagla Kishan Vallabh 


Nagla Nirbhan 


Nagla Purohit 


Nagla Roopram 


Nagla Tirkha 


Nahroli 


Nayagaon Khurd 


Patti Shahjad 


0807000901082300 


0807000901075300 


0807000901072300 


0807000901082200 


0807000901082100 


0807000901081800 


0807000901075500 


0807000901080300 


0809000301208900 


0807000901077800 


0807000901074800 


0807000901080800 


0807000901075400 


0807000901078700 


0807000901078000 


0807000901077600 


0807000901081900 


0807000901074500 


0807000901072900 


0809000301208800 


0807000901071900 


0807000901072100 


0807000901072200 


0807000901072800 


0807000901069600 


0807000901071700 


0807000901071800 


0807000901069800 


0807000901069900 


0807000901080700 


0807000901075200 


0807000901077900 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.30 

100 

88.70 

20.00 

17.74 

0.0100 

0.3001 

15.37 

100 

84.63 

20.00 

16.93 

0.0100 

0.1333 

11.05 

100 

88.95 

20.00 

17.79 

0.0100 

0.0051 

14.16 

100 

85.84 

10.00 

8.58 

0.0020 

0.0025 

14.38 

100 

85.62 

20.00 

17.12 

0.0100 

1.1057 

15.31 

100 

84.70 

20.00 

16.94 

0.0150 

0.0117 

16.58 

100 

83.42 

20.00 

16.68 

0.0100 

0.4952 

17.83 

100 

82.17 

20.00 

16.43 

0.0100 

0.2366 

22.05 

100 

77.95 

20.00 

15.59 

0.0100 

0.2177 

14.40 

100 

85.60 

20.00 

17.12 

0.0100 

0.4504 

13.49 

100 

86.51 

20.00 

17.30 

0.0100 

0.2116 

17.30 

100 

82.70 

20.00 

16.54 

0.0100 

0.3126 

15.46 

100 

84.54 

20.00 

16.91 

0.0100 

0.1663 

14.22 

100 

85.78 

20.00 

17.16 

0.0100 

0.8393 

13.97 

100 

86.03 

10.00 

8.60 

0.0020 

0.0317 

13.97 

100 

86.03 

10.00 

8.60 

0.0020 

0.0857 

14.35 

100 

85.65 

20.00 

17.13 

0.0100 

0.4962 

15.66 

100 

84.34 

20.00 

16.87 

0.0100 

0.3382 

15.66 

100 

84.34 

20.00 

16.87 

0.0100 

0.0002 

14.87 

100 

85.13 

20.00 

17.03 

0.0100 

0.1088 

14.87 

100 

85.13 

20.00 

17.03 

0.0100 

0.6521 

13.98 

100 

86.02 

20.00 

17.20 

0.0100 

0.5099 

14.04 

100 

85.96 

20.00 

17.19 

0.0100 

0.7993 

13.75 

100 

86.25 

20.00 

17.25 

0.0100 

0.1518 

25.00 

100 

75.00 

20.00 

15.00 

0.0100 

0.1435 

11.03 

100 

88.97 

20.00 

17.79 

0.0100 

0.0919 

14.87 

100 

85.13 

10.00 

8.51 

0.0020 

0.0521 

19.83 

100 

80.17 

20.00 

16.03 

0.0100 

0.2067 

15.46 

100 

84.54 

20.00 

16.91 

0.0100 

0.1090 

19.61 

100 

80.39 

20.00 

16.08 

0.0100 

0.1720 

17.02 

100 

82.98 

20.00 

16.60 

0.0100 

0.8039 

5.46 

100 

94.54 

20.00 

18.91 

0.0100 

0.0464 

5.46 

100 

94.54 

20.00 

18.91 

0.0100 

0.2214 

19.31 

100 

80.69 

20.00 

16.14 

0.0100 

0.2790 

19.27 

100 

80.73 

20.00 

16.15 

0.0100 

1.6023 

14.35 

100 

85.66 

20.00 

17.13 

0.0100 

0.7316 

13.37 

100 

86.63 

20.00 

17.33 

0.0100 

0.0892 

13.37 

100 

86.63 

20.00 

17.33 

0.0100 

0.4076 

7.32 

100 

92.68 

20.00 

18.54 

0.0100 

0.4533 

14.31 

100 

85.69 

10.00 

8.57 

0.0020 

0.0763 

9.45 

100 

90.55 

20.00 

18.11 

0.0100 

0.1929 

13.19 

100 

86.81 

20.00 

17.36 

0.0100 

0.2148 

12.78 

100 

87.22 

20.00 

17.44 

0.0100 

0.1130 

8.16 

100 

91.84 

20.00 

18.37 

0.0100 

0.2461 

15.43 

100 

84.57 

20.00 

16.91 

0.0100 

0.0319 

15.43 

100 

84.57 

20.00 

16.91 

0.0100 

0.0010 

8.07 

100 

91.93 

20.00 

18.39 

0.0100 

0.1039 

8.39 

100 

91.61 

20.00 

18.32 

0.0100 

0.1742 

15.07 

100 

84.93 

20.00 

16.99 

0.0100 

0.0049 

15.07 

100 

84.93 

20.00 

16.99 

0.0100 

0.1051 

11.31 

100 

88.69 

20.00 

17.74 

0.0100 

0.1157 

16.81 

100 

83.19 

20.00 

16.64 

0.0100 

1.2663 

14.68 

100 

85.32 

20.00 

17.06 

0.0100 

0.2785 

14.68 

100 

85.32 

20.00 

17.06 

0.0100 

0.1817 

19.85 

100 

80.15 

20.00 

16.03 

0.0100 

0.1349 


























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


04001007 


Village Name 

Census Code 

Peepal Khera 

0809000401226600 

Puraharlal 

0807000901082500 

Qila 

0807000901077700 

Raseri 

0807000901081700 

Sadhpura 

0809000401226500 

Salabad 

0807000901071500 

Samogar 

0807000901081100 

Sarai Bhamboo 

0807000901081200 

Sarai Saiyadali 

0807000901078200 

Seedpur 

0807000901072700 


Zone (Fresh 
/ Saline) 


Shergarh 


Sikandara 


Singhan Khera 


Singhara 


Somala Ratra 


Somli 


Sookha Seela 


Sultanpur 


Suroth 


Tali 


Thana Dang 


Tyohari 


Umrend 


Adda 


Aipur 


Ajanhera 


Alapuri 


Alipur 


Arauda 


Atkoli 


Aund Brahman 


Aund Goojar 


Aund Meena 


Bagren 


Ballabhgarh 


Baragaon 


Bhaja Moroli 


Bhukrawali 


Bonl 


Cheekhru 


Chinayata 


Churari 


Dhadren 


Dhand 


Dhandhawali 


0807000901080500 


0807000901080600 


0807000901078300 


0807000901078400 


0809000301209000 


0809000301209100 


0807000901080100 


0807000901078500 


0809000301208400 


0809000401226400 


0807000901080400 


0807000801066600 


0807000801066500 


0807000901076700 


0807000801061400 


0807000801061900 


0807000901081000 


0811000201375700 


0807000901077300 


0809000301205000 


0811000201373500 


0811000201373300 


0811000201373400 


0807000901075600 


0807000801062600 


0811000201374800 


0807000901075800 


0809000301208600 


0809000101186300 


0807000901076500 


0809000301210700 


0809000301205100 


0807000901081600 


0811000201375900 


0809000301208300 


0809000301205600 


3.01 Fresh 


4.25 Fresh 


6.93 Fresh 


1.47 Fresh 


16.30 Fresh 


7.67 Fresh 


5.98 Fresh 


4.36 Fresh 


11.04 Fresh 


2.73 Fresh 


3.51 Fresh 


4.92 Fresh 


4.35 Fresh 


9.48 Fresh 


7.68 Fresh 


3.41 Fresh 


5.38 Fresh 


1.95 Fresh 


5.15 Fresh 


3.90 Fresh 


5.95 Fresh 


4.23 Fresh 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Quartzite 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Quartzite 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

14.39 

100 

85.61 

20.00 

17.12 

0.0150 

0.1341 

14.78 

100 

85.22 

20.00 

17.04 

0.0100 

0.7349 

19.07 

100 

80.93 

20.00 

16.19 

0.0100 

0.2791 

12.83 

100 

87.17 

20.00 

17.43 

0.0100 

0.8220 

14.35 

100 

85.65 

20.00 

17.13 

0.0150 

0.0449 

8.11 

100 

91.89 

20.00 

18.38 

0.0100 

0.4084 

14.55 

100 

85.45 

20.00 

17.09 

0.0100 

0.5067 

14.35 

100 

85.65 

20.00 

17.13 

0.0100 

0.1857 

15.26 

100 

84.74 

20.00 

16.95 

0.0100 

0.0526 

13.09 

100 

86.91 

20.00 

17.38 

0.0100 

0.0935 

13.09 

100 

86.91 

20.00 

17.38 

0.0100 

0.1447 

16.07 

100 

83.93 

20.00 

16.79 

0.0100 

1.6961 

19.52 

100 

80.48 

20.00 

16.10 

0.0100 

0.8346 

15.33 

100 

84.67 

20.00 

16.93 

0.0100 

0.3070 

14.35 

100 

85.65 

20.00 

17.13 

0.0100 

0.0009 

14.35 

100 

85.65 

20.00 

17.13 

0.0100 

1.2932 

14.46 

100 

85.54 

10.00 

8.55 

0.0020 

0.0192 

14.46 

100 

85.54 

10.00 

8.55 

0.0020 

0.0233 

14.69 

100 

85.31 

10.00 

8.53 

0.0020 

0.0081 

4.74 

100 

95.26 

20.00 

19.05 

0.0100 

0.0002 

9.07 

100 

90.93 

20.00 

18.19 

0.0100 

0.2629 

14.05 

100 

85.95 

10.00 

8.60 

0.0020 

0.0283 

14.05 

100 

85.95 

10.00 

8.60 

0.0020 

0.0008 

14.54 

100 

85.46 

20.00 

17.09 

0.0150 

0.0247 

13.38 

100 

86.62 

20.00 

17.32 

0.0100 

0.4401 

15.70 

100 

84.30 

20.00 

16.86 

0.0100 

0.5977 

17.66 

100 

82.34 

20.00 

16.47 

0.0100 

0.4152 

12.77 

100 

87.23 

20.00 

17.45 

0.0100 

0.4770 

30.42 

100 

69.58 

20.00 

13.92 

0.0100 

0.0058 

30.42 

100 

69.58 

5.00 

3.48 

0.0015 

0.0015 

21.67 

100 

78.33 

20.00 

15.67 

0.0100 

0.5456 

16.27 

100 

83.73 

20.00 

16.75 

0.0100 

0.0714 

20.76 

75 

54.24 

20.00 

10.85 

0.0200 

0.4712 

15.50 

100 

84.50 

20.00 

16.90 

0.0100 

0.6835 

20.77 

100 

79.23 

10.00 

7.92 

0.0020 

0.0012 

23.93 

75 

51.07 

20.00 

10.21 

0.0200 

0.5024 

22.84 

75 

52.16 

20.00 

10.43 

0.0200 

0.5443 

27.07 

75 

47.93 

20.00 

9.59 

0.0200 

0.5088 

22.78 

100 

77.22 

20.00 

15.44 

0.0100 

3.5720 

27.10 

100 

72.90 

20.00 

14.58 

0.0100 

1.1148 

27.10 

100 

72.90 

5.00 

3.64 

0.0015 

0.0003 

15.61 

75 

59.39 

20.00 

11.88 

0.0200 

1.1677 

21.40 

100 

78.60 

20.00 

15.72 

0.0100 

0.6833 

12.77 

100 

87.23 

10.00 

8.72 

0.0020 

0.0335 

12.77 

100 

87.23 

10.00 

8.72 

0.0020 

0.0016 

18.65 

110 

91.35 

20.00 

18.27 

0.0150 

0.6627 

16.61 

100 

83.39 

20.00 

16.68 

0.0100 

0.5690 

15.12 

100 

84.88 

10.00 

8.49 

0.0020 

0.0206 

20.64 

100 

79.36 

10.00 

7.94 

0.0020 

0.0021 

11.05 

100 

88.95 

20.00 

17.79 

0.0100 

0.0872 

11.05 

100 

88.95 

20.00 

17.79 

0.0100 

0.8245 

21.87 

75 

53.13 

20.00 

10.63 

0.0200 

0.8287 

14.16 

100 

85.84 

10.00 

8.58 

0.0020 

0.0688 

14.16 

100 

85.84 

10.00 

8.58 

0.0020 

0.0002 

14.66 

100 

85.34 

10.00 

8.53 

0.0020 

0.0285 



















































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

14.66 

100 

85.34 

10.00 

8.53 

0.0020 

0.0028 

15.88 

110 

94.12 

20.00 

18.82 

0.0150 

0.4770 

15.31 

100 

84.70 

20.00 

16.94 

0.0150 

0.0074 

17.83 

100 

82.17 

20.00 

16.43 

0.0100 

0.1509 

26.68 

100 

73.32 

20.00 

14.66 

0.0100 

0.2093 

22.05 

100 

77.95 

20.00 

15.59 

0.0100 

0.7838 

16.00 

75 

59.00 

20.00 

11.80 

0.0200 

0.0014 

26.43 

100 

73.57 

20.00 

14.71 

0.0100 

0.0887 

26.43 

100 

73.57 

5.00 

3.68 

0.0015 

0.0001 

21.15 

100 

78.85 

10.00 

7.89 

0.0020 

0.0033 

24.03 

100 

75.97 

20.00 

15.19 

0.0100 

0.7212 

17.03 

75 

57.97 

20.00 

11.59 

0.0200 

0.2004 

18.41 

75 

56.59 

20.00 

11.32 

0.0200 

0.6772 

14.41 

100 

85.59 

20.00 

17.12 

0.0100 

0.0346 

14.41 

100 

85.59 

20.00 

17.12 

0.0100 

0.5655 

19.48 

100 

80.52 

20.00 

16.10 

0.0100 

0.6908 

19.48 

100 

80.52 

5.00 

4.03 

0.0015 

0.0415 

18.74 

75 

56.26 

20.00 

11.25 

0.0200 

0.5072 

17.89 

75 

57.11 

20.00 

11.42 

0.0200 

0.3673 

19.18 

100 

80.82 

20.00 

16.16 

0.0100 

0.0238 

19.18 

100 

80.82 

20.00 

16.16 

0.0100 

1.1282 

16.85 

110 

93.15 

20.00 

18.63 

0.0150 

1.4818 

22.90 

100 

77.10 

20.00 

15.42 

0.0100 

2.2004 

22.90 

100 

77.10 

5.00 

3.86 

0.0015 

0.0027 

21.30 

100 

78.70 

20.00 

15.74 

0.0100 

0.0129 

21.30 

100 

78.70 

20.00 

15.74 

0.0100 

1.1244 

16.07 

110 

93.93 

20.00 

18.79 

0.0150 

0.8812 

13.75 

100 

86.25 

20.00 

17.25 

0.0100 

0.4722 

27.64 

100 

72.36 

20.00 

14.47 

0.0100 

0.4616 

27.64 

100 

72.36 

5.00 

3.62 

0.0015 

0.0011 

12.87 

100 

87.13 

20.00 

17.43 

0.0100 

0.2926 

14.69 

100 

85.31 

20.00 

17.06 

0.0100 

0.0087 

14.69 

100 

85.31 

5.00 

4.27 

0.0015 

0.0000 

22.31 

100 

77.69 

20.00 

15.54 

0.0100 

1.4456 

20.31 

75 

54.69 

20.00 

10.94 

0.0200 

0.6761 

25.00 

100 

75.00 

20.00 

15.00 

0.0100 

1.3331 

15.07 

75 

59.93 

20.00 

11.99 

0.0200 

0.0146 

14.87 

100 

85.13 

10.00 

8.51 

0.0020 

0.0616 

17.23 

110 

92.77 

20.00 

18.55 

0.0150 

0.0038 

15.78 

75 

59.22 

20.00 

11.84 

0.0200 

1.6877 

26.84 

100 

73.16 

20.00 

14.63 

0.0100 

0.2206 

19.75 

100 

80.25 

10.00 

8.03 

0.0020 

0.0326 

23.60 

75 

51.40 

20.00 

10.28 

0.0200 

0.2245 

15.94 

75 

59.06 

20.00 

11.81 

0.0200 

0.6415 

11.63 

100 

88.37 

20.00 

17.67 

0.0100 

1.3134 

22.66 

100 

77.34 

20.00 

15.47 

0.0100 

0.3845 

22.66 

100 

77.34 

5.00 

3.87 

0.0015 

0.0296 

16.11 

75 

58.89 

20.00 

11.78 

0.0200 

0.4084 

14.42 

75 

60.58 

20.00 

12.12 

0.0200 

0.1941 

11.03 

100 

88.97 

20.00 

17.79 

0.0100 

0.9855 

11.73 

100 

88.27 

20.00 

17.65 

0.0100 

0.9599 

30.56 

100 

69.44 

20.00 

13.89 

0.0100 

0.3116 

26.15 

100 

73.85 

20.00 

14.77 

0.0100 

0.9775 

30.22 

100 

69.78 

20.00 

13.96 

0.0100 

0.3464 

24.89 

100 

75.11 

20.00 

15.02 

0.0100 

0.2007 










































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 

Quartzite 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Quartzite 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Quartzite 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Quartzite 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Quartzite 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

24.89 

100 

75.11 

5.00 

3.76 

0.0015 

0.0117 

21.39 

75 

53.61 

20.00 

10.72 

0.0200 

0.2841 

19.27 

100 

80.73 

20.00 

16.15 

0.0100 

0.3202 

10.81 

100 

89.19 

20.00 

17.84 

0.0100 

0.3986 

17.85 

75 

57.15 

20.00 

11.43 

0.0200 

0.8058 

14.36 

75 

60.64 

20.00 

12.13 

0.0200 

0.0024 

30.81 

100 

69.19 

20.00 

13.84 

0.0100 

0.5441 

30.81 

100 

69.19 

5.00 

3.46 

0.0015 

0.0029 

22.76 

100 

77.24 

20.00 

15.45 

0.0100 

0.7511 

20.05 

100 

79.95 

10.00 

7.99 

0.0020 

0.0008 

20.05 

100 

79.95 

10.00 

7.99 

0.0020 

0.0034 

11.70 

100 

88.31 

20.00 

17.66 

0.0100 

0.5565 

12.85 

100 

87.15 

20.00 

17.43 

0.0100 

0.4072 

19.07 

100 

80.93 

20.00 

16.19 

0.0100 

0.0096 

22.06 

100 

77.94 

20.00 

15.59 

0.0100 

0.7085 

14.29 

100 

85.71 

20.00 

17.14 

0.0100 

0.6743 

12.83 

100 

87.17 

20.00 

17.43 

0.0100 

0.1628 

16.57 

75 

58.43 

20.00 

11.69 

0.0200 

1.1964 

18.73 

100 

81.27 

10.00 

8.13 

0.0020 

0.0299 

18.73 

100 

81.27 

10.00 

8.13 

0.0020 

0.0008 

17.94 

75 

57.06 

20.00 

11.41 

0.0200 

0.6053 

17.89 

75 

57.11 

20.00 

11.42 

0.0200 

1.2725 

25.57 

100 

74.43 

20.00 

14.89 

0.0100 

0.2583 

20.21 

75 

54.79 

20.00 

10.96 

0.0200 

1.7997 

14.35 

100 

85.65 

20.00 

17.13 

0.0100 

0.2946 

25.74 

100 

74.26 

20.00 

14.85 

0.0100 

0.7575 

21.27 

75 

53.73 

20.00 

10.75 

0.0200 

1.8793 

17.89 

75 

57.11 

20.00 

11.42 

0.0200 

0.5630 

18.84 

100 

81.16 

10.00 

8.12 

0.0020 

0.0170 

18.84 

100 

81.16 

10.00 

8.12 

0.0020 

0.0023 

15.79 

100 

84.21 

5.00 

4.21 

0.0015 

0.0000 

14.46 

100 

85.54 

10.00 

8.55 

0.0020 

0.0051 

14.46 

100 

85.54 

10.00 

8.55 

0.0020 

0.0039 

14.69 

100 

85.31 

10.00 

8.53 

0.0020 

0.0024 

14.69 

100 

85.31 

10.00 

8.53 

0.0020 

0.0581 

17.56 

100 

82.44 

5.00 

4.12 

0.0015 

0.0008 

17.69 

75 

57.31 

20.00 

11.46 

0.0200 

0.3271 

14.05 

100 

85.95 

10.00 

8.60 

0.0020 

0.0940 

14.05 

100 

85.95 

10.00 

8.60 

0.0020 

0.1573 

11.77 

100 

88.23 

10.00 

8.82 

0.0020 

0.0106 

11.77 

100 

88.23 

10.00 

8.82 

0.0020 

0.0295 

21.61 

75 

53.39 

20.00 

10.68 

0.0200 

0.8690 

31.05 

100 

68.95 

20.00 

13.79 

0.0100 

0.0978 

31.05 

100 

68.95 

5.00 

3.45 

0.0015 

0.0012 

17.77 

75 

57.23 

20.00 

11.45 

0.0200 

0.3468 

23.44 

75 

51.56 

20.00 

10.31 

0.0200 

0.3426 

16.06 

100 

83.94 

10.00 

8.39 

0.0020 

0.0027 

18.60 

110 

91.40 

20.00 

18.28 

0.0150 

0.3634 

17.85 

100 

82.15 

10.00 

8.22 

0.0020 

0.0451 

17.85 

100 

82.15 

10.00 

8.22 

0.0020 

0.0085 

15.74 

75 

59.26 

20.00 

11.85 

0.0200 

0.7276 

13.76 

100 

86.24 

10.00 

8.62 

0.0020 

0.0023 

13.76 

100 

86.24 

10.00 

8.62 

0.0020 

0.0304 

17.46 

110 

92.54 

20.00 

18.51 

0.0150 

0.8466 

30.56 

100 

69.44 

10.00 

6.94 

0.0020 

0.0260 






































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

30.56 

100 

69.44 

10.00 

6.94 

0.0100 

0.2746 

15.54 

110 

94.46 

20.00 

18.89 

0.0150 

0.8613 

20.77 

100 

79.23 

10.00 

7.92 

0.0020 

0.0432 

12.10 

110 

97.91 

20.00 

19.58 

0.0150 

0.2845 

12.10 

110 

97.91 

20.00 

19.58 

0.0150 

0.2913 

19.58 

110 

90.42 

20.00 

18.08 

0.0150 

1.4353 

18.99 

110 

91.01 

20.00 

18.20 

0.0150 

0.9075 

22.30 

110 

87.70 

20.00 

17.54 

0.0150 

0.5650 

22.30 

110 

87.70 

20.00 

17.54 

0.0150 

0.1044 

20.89 

110 

89.11 

20.00 

17.82 

0.0150 

0.5306 

18.95 

110 

91.05 

20.00 

18.21 

0.0150 

0.4586 

21.90 

110 

88.10 

20.00 

17.62 

0.0150 

1.2118 

21.90 

110 

88.10 

20.00 

17.62 

0.0150 

0.1175 

25.73 

100 

74.27 

10.00 

7.43 

0.0020 

0.0296 

36.90 

100 

63.10 

10.00 

6.31 

0.0020 

0.1106 

21.02 

110 

88.98 

20.00 

17.80 

0.0150 

0.0748 

20.14 

110 

89.86 

20.00 

17.97 

0.0150 

0.4310 

20.14 

110 

89.86 

20.00 

17.97 

0.0150 

0.2297 

19.08 

70 

50.92 

20.00 

10.18 

0.0150 

0.5299 

19.08 

70 

50.92 

20.00 

10.18 

0.0150 

0.0512 

25.94 

110 

84.06 

20.00 

16.81 

0.0150 

0.0652 

26.57 

110 

83.43 

20.00 

16.69 

0.0150 

0.0022 

20.49 

110 

89.51 

20.00 

17.90 

0.0150 

0.4872 

15.37 

110 

94.63 

20.00 

18.93 

0.0150 

1.0499 

35.10 

100 

64.90 

10.00 

6.49 

0.0020 

0.0198 

18.65 

110 

91.35 

20.00 

18.27 

0.0150 

1.4413 

21.89 

110 

88.11 

20.00 

17.62 

0.0150 

0.4346 

25.28 

100 

74.72 

10.00 

7.47 

0.0020 

0.0128 

23.50 

100 

76.50 

10.00 

7.65 

0.0020 

0.0271 

22.21 

110 

87.79 

20.00 

17.56 

0.0150 

0.3407 

19.40 

70 

50.60 

20.00 

10.12 

0.0150 

0.1085 

19.40 

70 

50.60 

20.00 

10.12 

0.0150 

0.1495 

18.01 

70 

51.99 

20.00 

10.40 

0.0150 

0.0402 

25.37 

100 

74.63 

10.00 

7.46 

0.0020 

0.0020 

25.37 

100 

74.63 

10.00 

7.46 

0.0100 

0.1003 

18.31 

100 

81.69 

10.00 

8.17 

0.0020 

0.0132 

18.31 

100 

81.69 

10.00 

8.17 

0.0020 

0.0241 

22.63 

100 

77.37 

10.00 

7.74 

0.0020 

0.0335 

20.64 

100 

79.36 

10.00 

7.94 

0.0020 

0.0262 

23.77 

100 

76.23 

10.00 

7.62 

0.0020 

0.0576 

65.20 

100 

34.80 

10.00 

3.48 

0.0020 

0.0131 

19.38 

110 

90.62 

20.00 

18.12 

0.0150 

1.6471 

23.79 

100 

76.21 

10.00 

7.62 

0.0100 

0.3806 

14.70 

100 

85.30 

10.00 

8.53 

0.0020 

0.0311 

14.70 

100 

85.30 

10.00 

8.53 

0.0020 

0.0057 

22.86 

110 

87.14 

20.00 

17.43 

0.0150 

0.0661 

20.83 

110 

89.17 

20.00 

17.83 

0.0150 

0.5937 

20.68 

110 

89.32 

20.00 

17.86 

0.0150 

0.1570 

26.59 

100 

73.41 

10.00 

7.34 

0.0020 

0.0251 

24.72 

100 

75.28 

10.00 

7.53 

0.0020 

0.0862 

28.49 

100 

71.51 

10.00 

7.15 

0.0020 

0.0060 

28.49 

100 

71.51 

10.00 

7.15 

0.0100 

0.1219 

30.05 

100 

69.95 

10.00 

6.99 

0.0020 

0.0016 

30.05 

100 

69.95 

10.00 

6.99 

0.0100 

0.1088 

18.15 

110 

91.85 

20.00 

18.37 

0.0150 

0.0299 












































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Bhander Sandstone 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

22.44 

110 

87.56 

20.00 

17.51 

0.0150 

0.5760 

23.32 

110 

86.68 

20.00 

17.34 

0.0150 

0.6458 

21.15 

100 

78.85 

10.00 

7.89 

0.0020 

0.1853 

30.71 

100 

69.29 

10.00 

6.93 

0.0020 

0.0446 

58.79 

100 

41.21 

10.00 

4.12 

0.0020 

0.0003 

58.79 

100 

41.21 

10.00 

4.12 

0.0020 

0.0232 

23.76 

100 

76.24 

10.00 

7.62 

0.0020 

0.0405 

15.70 

100 

84.30 

10.00 

8.43 

0.0020 

0.1029 

25.16 

100 

74.84 

10.00 

7.48 

0.0020 

0.0068 

27.40 

100 

72.60 

10.00 

7.26 

0.0020 

0.0217 

35.26 

100 

64.74 

10.00 

6.47 

0.0020 

0.0420 

17.72 

110 

92.28 

20.00 

18.46 

0.0150 

0.6533 

43.75 

100 

56.25 

10.00 

5.62 

0.0020 

0.0234 

16.75 

110 

93.25 

20.00 

18.65 

0.0150 

0.5989 

20.53 

110 

89.47 

20.00 

17.89 

0.0150 

0.0101 

24.69 

100 

75.31 

10.00 

7.53 

0.0020 

0.0276 

41.40 

100 

58.60 

10.00 

5.86 

0.0020 

0.0717 

41.40 

100 

58.60 

10.00 

5.86 

0.0100 

0.0458 

16.85 

110 

93.15 

20.00 

18.63 

0.0150 

0.2884 

35.32 

100 

64.68 

10.00 

6.47 

0.0020 

0.0617 

30.96 

100 

69.04 

10.00 

6.90 

0.0020 

0.0409 

25.43 

100 

74.57 

10.00 

7.46 

0.0020 

0.0539 

11.30 

110 

98.70 

20.00 

19.74 

0.0150 

0.0056 

16.07 

110 

93.93 

20.00 

18.79 

0.0150 

0.0000 

23.62 

100 

76.38 

10.00 

7.64 

0.0020 

0.0472 

23.30 

110 

86.70 

20.00 

17.34 

0.0150 

0.7226 

23.30 

110 

86.70 

20.00 

17.34 

0.0150 

0.7527 

22.20 

110 

87.80 

20.00 

17.56 

0.0150 

0.7692 

22.20 

110 

87.80 

20.00 

17.56 

0.0150 

0.0790 

23.93 

100 

76.07 

10.00 

7.61 

0.0020 

0.0740 

16.35 

110 

93.65 

20.00 

18.73 

0.0150 

0.6036 

19.93 

110 

90.08 

20.00 

18.02 

0.0150 

0.4181 

23.20 

110 

86.80 

20.00 

17.36 

0.0150 

0.0361 

23.20 

110 

86.80 

20.00 

17.36 

0.0150 

0.6861 

27.34 

100 

72.66 

10.00 

7.27 

0.0020 

0.0644 

20.40 

70 

49.60 

20.00 

9.92 

0.0150 

0.4383 

20.43 

110 

89.57 

20.00 

17.91 

0.0150 

0.7576 

19.23 

100 

80.77 

10.00 

8.08 

0.0020 

0.0667 

30.41 

100 

69.59 

10.00 

6.96 

0.0020 

0.0197 

43.51 

100 

56.49 

10.00 

5.65 

0.0020 

0.0370 

45.82 

100 

54.18 

10.00 

5.42 

0.0020 

0.0260 

17.23 

110 

92.77 

20.00 

18.55 

0.0150 

0.3068 

19.17 

70 

50.83 

20.00 

10.17 

0.0150 

0.1284 

19.75 

100 

80.25 

10.00 

8.03 

0.0020 

0.1549 

13.50 

110 

96.50 

20.00 

19.30 

0.0150 

0.2733 

15.64 

100 

84.36 

10.00 

8.44 

0.0020 

0.0000 

20.15 

110 

89.85 

20.00 

17.97 

0.0150 

0.8706 

24.14 

100 

75.86 

10.00 

7.59 

0.0020 

0.0380 

33.37 

100 

66.63 

10.00 

6.66 

0.0020 

0.0256 

32.49 

100 

67.51 

10.00 

6.75 

0.0020 

0.0401 

22.24 

100 

77.76 

10.00 

7.78 

0.0020 

0.0193 

22.71 

110 

87.29 

20.00 

17.46 

0.0150 

0.1715 

22.71 

110 

87.29 

20.00 

17.46 

0.0150 

0.3147 

23.59 

110 

86.41 

20.00 

17.28 

0.0150 

0.1538 

23.59 

110 

86.41 

20.00 

17.28 

0.0150 

0.3277 




























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 

Census Code 

Machri 

0809000101187500 

Mahmadpur 

0809000101191000 

Mahoo Dalalpur 

0809000301206500 

Mahoo Ibrahimpur 

0809000301206200 

Mahoo Khas 

0809000301206400 

Majeedpura 

0809000101190500 

Mandawara 

0809000301212900 

Manema 

0809000301216200 


Zone (Fresh 
/ Saline) 


Milak Pataunda 


Mohanpur 


Mohcha 


Moondiya 


Mosalpur 


Nagla Meena 


Nandpura 


Nangal Sherpur 


Nangal Sultanpur 


Nayagaon 


Nisoora 


Norangabad 


Pali 


Parli 


Pat Katara 


Pataunda 


Patti Narayanpur 


Patti Shekhpura 


Peelwa 


Peepalhera 


Penchla 


Phulwara 


Ranmalpara 


Ranoli 


Rendayal Goojar 


Rendayal Turk 


Rewai 


Sahjanpur 


Salaipura 


Salempur 


Salimpur 


Samaspur 


Sanet 


Shankarpur 


Sheeshwara 


0809000301215100 


0809000101186700 


0810000101261100 


0809000101190300 


0809000101191600 


0809000301213300 


0809000101192000 


0809000101189600 


0809000101187200 


0809000101191200 


0809000101195200 


0809000301214300 


0809000101192800 


0809000301205200 


0809000101190000 


0809000101190700 


0809000301215000 


0809000301207700 


0809000101194500 


0809000101191300 


0809000301206900 


0809000101189800 


0809000301212200 


0810000101262000 


0809000101191400 


0809000101194300 


0810000101260600 


0810000101260500 


0809000301207900 


0809000101195100 


0809000101190400 


0811000201375000 


0809000101192300 


0811000201375600 


0809000301215200 


0809000101187100 


0811000201376000 


3.25 Fresh 


4.78 Fresh 


0.98 Fresh 


2.86 Fresh 


4.08 Fresh 


1.57 Fresh 


5.88 Fresh 


4.05 Fresh 


2.58 Fresh 


3.15 Fresh 


2.97 Fresh 


8.47 Fresh 


Saline 


1.05 Fresh 


4.85 Fresh 


1.61 Fresh 


3.49 Fresh 


3.09 Fresh 


2.80 Fresh 


6.01 Fresh 


1.93 Fresh 


Saline 


2.14 Fresh 


6.70 Fresh 


8.76 Fresh 


2.57 Fresh 


5.00 Fresh 


4.83 Fresh 


1.29 Fresh 


2.74 Fresh 


2.34 Fresh 


2.79 Fresh 


8.19 Fresh 


3.43 Fresh 


Saline 


8.29 Fresh 


2.93 Fresh 


1.21 Fresh 


10.55 Fresh 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Bhander Sandstone 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

20.83 

110 

89.17 

20.00 

17.83 

0.0150 

0.0183 

18.53 

110 

91.47 

20.00 

18.29 

0.0150 

1.3115 

22.68 

100 

77.32 

10.00 

7.73 

0.0020 

0.0152 

26.37 

100 

73.63 

10.00 

7.36 

0.0020 

0.0421 

24.78 

100 

75.22 

10.00 

7.52 

0.0020 

0.0614 

16.22 

110 

93.78 

20.00 

18.76 

0.0150 

0.4403 

33.52 

100 

66.48 

10.00 

6.65 

0.0020 

0.0782 

51.70 

100 

48.30 

10.00 

4.83 

0.0020 

0.0012 

51.70 

100 

48.30 

10.00 

4.83 

0.0020 

0.0311 

22.42 

100 

77.58 

10.00 

7.76 

0.0020 

0.0384 

20.91 

110 

89.09 

20.00 

17.82 

0.0150 

0.6786 

17.78 

70 

52.22 

20.00 

10.44 

0.0150 

0.0951 

17.78 

70 

52.22 

20.00 

10.44 

0.0150 

0.2939 

15.37 

110 

94.63 

20.00 

18.93 

0.0150 

2.4948 

15.37 

110 

94.63 

20.00 

18.93 

0.0150 

0.0017 

20.38 

110 

89.62 

20.00 

17.92 

0.0150 

0.4859 

30.15 

100 

69.85 

10.00 

6.99 

0.0020 

0.0443 

22.34 

110 

87.66 

20.00 

17.53 

0.0150 

0.4100 

22.32 

110 

87.68 

20.00 

17.54 

0.0150 

0.1799 

19.60 

110 

90.40 

20.00 

18.08 

0.0150 

0.9110 

19.96 

110 

90.04 

20.00 

18.01 

0.0150 

0.6502 

19.11 

110 

90.89 

20.00 

18.18 

0.0150 

1.5595 

18.59 

100 

81.41 

10.00 

8.14 

0.0020 

0.0445 

18.59 

100 

81.41 

10.00 

8.14 

0.0020 

0.0117 

18.39 

110 

91.61 

20.00 

18.32 

0.0150 

1.3378 

18.39 

110 

91.61 

20.00 

18.32 

0.0150 

0.0062 

18.39 

110 

91.61 

20.00 

18.32 

0.0150 

0.0101 

20.05 

100 

79.95 

10.00 

7.99 

0.0020 

0.0000 

21.03 

110 

88.97 

20.00 

17.79 

0.0150 

1.2308 

17.05 

110 

92.95 

20.00 

18.59 

0.0150 

0.4479 

21.38 

100 

78.62 

10.00 

7.86 

0.0020 

0.0549 

33.10 

100 

66.90 

10.00 

6.69 

0.0020 

0.0413 

12.20 

110 

97.80 

20.00 

19.56 

0.0150 

0.1516 

12.20 

110 

97.80 

20.00 

19.56 

0.0150 

0.1057 

20.80 

110 

89.20 

20.00 

17.84 

0.0150 

1.6071 

25.03 

100 

74.97 

10.00 

7.50 

0.0020 

0.0282 

25.03 

100 

74.97 

10.00 

7.50 

0.0100 

0.0036 

23.72 

110 

86.28 

20.00 

17.26 

0.0150 

0.3294 

29.90 

100 

70.11 

10.00 

7.01 

0.0020 

0.0003 

33.65 

70 

36.35 

20.00 

7.27 

0.0150 

0.0010 

22.10 

110 

87.90 

20.00 

17.58 

0.0150 

0.6786 

11.27 

110 

98.73 

20.00 

19.75 

0.0150 

0.0116 

20.15 

70 

49.85 

20.00 

9.97 

0.0150 

0.2604 

20.15 

70 

49.85 

20.00 

9.97 

0.0150 

0.2502 

19.57 

70 

50.43 

20.00 

10.09 

0.0150 

0.0485 

32.02 

100 

67.98 

10.00 

6.80 

0.0020 

0.0373 

21.68 

110 

88.32 

20.00 

17.66 

0.0150 

0.6208 

16.20 

110 

93.80 

20.00 

18.76 

0.0150 

0.7843 

17.89 

75 

57.11 

20.00 

11.42 

0.0200 

0.5978 

21.27 

110 

88.73 

20.00 

17.75 

0.0150 

0.3362 

21.27 

110 

88.73 

20.00 

17.75 

0.0150 

0.5775 

20.21 

75 

54.79 

20.00 

10.96 

0.0200 

0.0170 

22.33 

100 

77.67 

10.00 

7.77 

0.0020 

0.0128 

20.18 

110 

89.82 

20.00 

17.96 

0.0150 

0.3248 

21.27 

75 

53.73 

20.00 

10.75 

0.0200 

0.3893 















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


04001009 


Village Name 

Census Code 

Shekh Pura 

0809000101194200 


Shyampur Moondri 


Sikandarpur 


Sikroda Jatt 


Sikroda Meena 


Singhniyan 


Sitapur 


Tajpur 


Tigriya 


Todoopura 


Vajna Kalan 


Vajna Khurd 


Vanki 


Ver Khera 


Vishan Pura 


Adhannpur 


Alahpura 


Atiraj Ka Pura 


Atroli 


Bagcholi Khar 


Bagcholi Lodha 


Bahadurpur 


Bahwalpur 


Bakanyan Ka Pura 


Bal Govind Ka Pura 


Bandpura 


Bara 


Bara Gaon 


Barailpura 


Barawat 


Bareh Mori 


Basaiya Laloo 


Beelpur 


Bhagana 


Bhagpura 


Bhagwant Garh 


Bhanpur 


Bhawani Shankar Pura 


Bhojpur 


Bhondiya 


Bichola 


Bintipura 


Biparpur 


Birodha 


Boocha Ka Pura 


Bothpura 


Bretha 


Chaina Ka Pura (Bothpura) 


Chaproli 


Chaudharipura 


Dagarpur 


0809000301206600 


0809000301207400 


0809000301212300 


0809000301212400 


0809000101192200 


0809000301205900 


0809000101192600 


0809000101191500 


0809000301216100 


0809000301209800 


0809000301209700 


0809000301209900 


0809000301205800 


0809000101186200 


0808000401157600 


0808000401160100 


0808000401158400 


0808000501178700 


0808000401151400 


0808000401157900 


0808000401162200 


0808000401160700 


0808000401160900 


0808000401156300 


0808000401160600 


0808000301147900 


0808000401151300 


0808000401158800 


0808000401157100 


0808000401161300 


0808000401155800 


0808000401158500 


0808000301147600 


0808000401154800 


0808000401160300 


0808000401156400 


0808000401152300 


0808000401159000 


0808000401153000 


0808000401153500 


0808000401154200 


0808000401158600 


0808000401158300 


0808000401149800 


0808000401151500 


0808000401150000 


0808000401151800 


0808000401153300 


0808000501173500 


0808000401162300 



Zone (Fresh 
/ Saline) 



2.73 Fresh 



Type of Area 
(Command / Non¬ 
command) 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.76 

110 

98.24 

20.00 

19.65 

0.0150 

0.4157 

11.76 

110 

98.24 

20.00 

19.65 

0.0150 

0.2875 

26.83 

100 

73.17 

10.00 

7.32 

0.0020 

0.0289 

28.09 

100 

71.91 

10.00 

7.19 

0.0020 

0.0101 

28.09 

100 

71.91 

10.00 

7.19 

0.0100 

0.0143 

33.10 

100 

66.90 

10.00 

6.69 

0.0020 

0.0116 

41.16 

100 

58.84 

10.00 

5.88 

0.0020 

0.0302 

20.01 

110 

89.99 

20.00 

18.00 

0.0150 

0.5488 

20.01 

110 

89.99 

20.00 

18.00 

0.0150 

0.3284 

20.54 

100 

79.46 

10.00 

7.95 

0.0020 

0.0177 

23.54 

110 

86.46 

20.00 

17.29 

0.0150 

0.1552 

23.54 

110 

86.46 

20.00 

17.29 

0.0150 

0.3145 

22.16 

110 

87.84 

20.00 

17.57 

0.0150 

0.6432 

62.74 

100 

37.26 

10.00 

3.73 

0.0020 

0.0001 

20.92 

100 

79.08 

10.00 

7.91 

0.0020 

0.0235 

24.42 

100 

75.58 

10.00 

7.56 

0.0020 

0.0196 

23.64 

100 

76.36 

10.00 

7.64 

0.0020 

0.0320 

18.10 

100 

81.90 

10.00 

8.19 

0.0020 

0.0000 

18.60 

110 

91.40 

20.00 

18.28 

0.0150 

0.5242 

30.26 

110 

79.74 

20.00 

15.95 

0.0100 

0.2548 

5.95 

100 

94.05 

20.00 

18.81 

0.0100 

0.1391 

31.66 

100 

68.34 

20.00 

13.67 

0.0100 

0.1258 

19.36 

110 

90.64 

20.00 

18.13 

0.0100 

0.0034 

24.74 

100 

75.26 

20.00 

15.05 

0.0100 

0.4401 

30.10 

110 

79.90 

20.00 

15.98 

0.0100 

0.1486 

20.11 

110 

89.89 

20.00 

17.98 

0.0100 

0.0769 

11.81 

110 

98.19 

20.00 

19.64 

0.0100 

0.1050 

19.13 

110 

90.87 

20.00 

18.17 

0.0100 

0.1347 

21.29 

110 

88.71 

20.00 

17.74 

0.0100 

0.2673 

14.86 

110 

95.14 

20.00 

19.03 

0.0100 

0.2268 

20.01 

100 

79.99 

20.00 

16.00 

0.0100 

0.0024 

21.30 

100 

78.70 

20.00 

15.74 

0.0100 

0.7000 

32.00 

100 

68.00 

20.00 

13.60 

0.0100 

0.1220 

36.57 

100 

63.43 

20.00 

12.69 

0.0100 

0.4296 

20.18 

110 

89.82 

20.00 

17.96 

0.0100 

0.5296 

27.40 

110 

82.60 

20.00 

16.52 

0.0100 

0.0846 

29.00 

100 

71.00 

20.00 

14.20 

0.0100 

0.3709 

25.14 

100 

74.86 

20.00 

14.97 

0.0100 

0.0010 

23.12 

110 

86.88 

20.00 

17.38 

0.0100 

0.3789 

5.86 

110 

104.14 

20.00 

20.83 

0.0100 

0.0975 

33.13 

100 

66.87 

20.00 

13.37 

0.0100 

0.1914 

38.53 

100 

61.47 

20.00 

12.29 

0.0100 

0.0414 

13.32 

100 

86.68 

20.00 

17.34 

0.0100 

0.2260 

37.82 

100 

62.18 

20.00 

12.44 

0.0100 

0.1681 

21.83 

110 

88.17 

20.00 

17.63 

0.0100 

0.1161 

15.80 

110 

94.20 

20.00 

18.84 

0.0100 

0.2434 

27.37 

100 

72.63 

20.00 

14.53 

0.0100 

0.4207 

26.46 

100 

73.54 

20.00 

14.71 

0.0100 

1.1135 

19.43 

100 

80.57 

20.00 

16.11 

0.0100 

0.1598 

32.91 

100 

67.09 

20.00 

13.42 

0.0100 

0.1352 

22.57 

100 

77.43 

20.00 

15.49 

0.0100 

0.6766 

32.49 

100 

67.51 

20.00 

13.50 

0.0100 

0.1546 

24.62 

110 

85.38 

20.00 

17.08 

0.0100 

0.7184 

14.66 

110 

95.34 

20.00 

19.07 

0.0100 

0.0279 

19.79 

110 

90.21 

20.00 

18.04 

0.0100 

0.2893 








































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 

Census Code 

Dandoli 

0808000401157500 

Dani 

0808000501177300 

Dariyapur 

0808000401160200 

Darupura 

0808000401152700 

Dayeri 

0808000401151700 

Dharampura 

0808000401157000 

Dhondhi Ka Pura 

0808000401154600 

Dihauli 

0808000501177600 

Dogarpur 

0808000401155600 

Doobra 

0808000401159100 

Dubati 

0808000401157300 

Dulhara 

0808000401157800 

Durgpura 

0808000401152900 

Edalpur 

0808000401159400 

Garayach 

0808000401154400 

Garhi 

0808000401157200 

Garhi Jawahar 

0808000401154300 

Hathwari 

0808000501173300 

Hinota 

0808000401152400 

Inchhapura 

0808000401150400 

Indrawali 

0808000501177500 

Jagariyapura 

0808000401155100 

Jahanpur 

0808000401155700 

Jalalpur 

0808000401152200 

Jasoopura 

0808000401151100 

Jatoli 

0808000401160800 

Jayera 

0808000401156700 

Jhande Ka Pura 

0808000401153900 

Jharpura 

0808000301147500 

Kailashpura 

0808000401154100 

Kajeepura 

0808000401160000 

Kaluapura 

0808000401152600 

Kalyanpur 

0808000401156900 

Karka Kherli 

0808000501177700 

Kasganj 

0808000401152500 

Khar Ka Pura 

0808000401153200 

Kharagpura 

0808000401163100 

Kherli 

0808000401154700 

Khoobipura 

0808000401150900 

Kilol Ka Pura 

0808000401161100 

Kotpura 

0808000401153800 

Kripapura 

0808000401159200 

Kusaida 

0808000401151200 

Kusaida Khurd 

0808000401150300 

Ladampur 

0808000401153100 

Loola Ka Pura 

0808000401156200 

Luhari 

0808000401160400 

Luhari Ka Pura 

0808000401160500 

Mahoori 

0808000401152800 

Mangrol 

0808000401156100 

Maniyan 

0808000401156500 

Marena 

0808000501173700 

Marha Bhau 

0808000401155200 

Marha Bujurg 

0808000401155000 

Masoodpur 

0808000401163400 


Zone (Fresh 
/ Saline) 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

36.05 

100 

63.95 

20.00 

12.79 

0.0100 

0.2456 

19.10 

110 

90.90 

20.00 

18.18 

0.0100 

0.0010 

5.81 

100 

94.19 

20.00 

18.84 

0.0100 

0.0416 

33.34 

100 

66.66 

20.00 

13.33 

0.0100 

0.2106 

31.09 

100 

68.91 

20.00 

13.78 

0.0100 

0.2561 

33.19 

100 

66.81 

20.00 

13.36 

0.0100 

0.2199 

24.00 

110 

86.00 

20.00 

17.20 

0.0100 

0.4570 

19.39 

110 

90.61 

20.00 

18.12 

0.0100 

0.5141 

21.81 

110 

88.19 

20.00 

17.64 

0.0100 

0.3511 

10.92 

100 

89.08 

20.00 

17.82 

0.0100 

0.3542 

37.37 

100 

62.63 

20.00 

12.53 

0.0100 

0.2321 

30.54 

110 

79.46 

20.00 

15.89 

0.0100 

0.6059 

34.64 

100 

65.36 

20.00 

13.07 

0.0100 

0.0715 

16.49 

100 

83.51 

20.00 

16.70 

0.0100 

0.4965 

15.07 

110 

94.93 

20.00 

18.99 

0.0100 

0.2328 

37.10 

100 

62.90 

20.00 

12.58 

0.0100 

0.2389 

19.62 

110 

90.38 

20.00 

18.08 

0.0100 

0.2147 

12.74 

110 

97.26 

20.00 

19.45 

0.0100 

0.1137 

38.35 

100 

61.65 

20.00 

12.33 

0.0100 

0.2835 

22.24 

110 

87.76 

20.00 

17.55 

0.0100 

0.3341 

19.15 

110 

90.85 

20.00 

18.17 

0.0100 

0.1961 

21.92 

110 

88.08 

20.00 

17.62 

0.0100 

0.4144 

24.53 

110 

85.48 

20.00 

17.10 

0.0100 

0.2320 

32.67 

110 

77.33 

20.00 

15.47 

0.0100 

0.1175 

22.81 

110 

87.19 

20.00 

17.44 

0.0100 

0.3233 

16.82 

110 

93.18 

20.00 

18.64 

0.0100 

0.3226 

37.49 

100 

62.51 

20.00 

12.50 

0.0100 

0.3113 

22.86 

110 

87.14 

20.00 

17.43 

0.0100 

0.3531 

22.73 

100 

77.27 

20.00 

15.45 

0.0100 

0.0021 

20.59 

110 

89.41 

20.00 

17.88 

0.0100 

0.5921 

7.10 

100 

92.90 

20.00 

18.58 

0.0100 

0.0273 

36.97 

100 

63.03 

20.00 

12.61 

0.0100 

0.0649 

29.66 

100 

70.34 

20.00 

14.07 

0.0100 

0.1530 

19.03 

110 

90.97 

20.00 

18.19 

0.0100 

0.0023 

35.96 

100 

64.04 

20.00 

12.81 

0.0100 

0.1122 

27.35 

110 

82.65 

20.00 

16.53 

0.0100 

0.1208 

12.30 

110 

97.70 

20.00 

19.54 

0.0100 

0.0093 

26.82 

110 

83.18 

20.00 

16.64 

0.0100 

0.9917 

13.85 

110 

96.15 

20.00 

19.23 

0.0100 

0.2022 

20.81 

110 

89.19 

20.00 

17.84 

0.0100 

0.1621 

23.01 

110 

86.99 

20.00 

17.40 

0.0100 

0.6153 

18.13 

100 

81.87 

20.00 

16.37 

0.0100 

0.2153 

22.99 

110 

87.01 

20.00 

17.40 

0.0100 

0.6628 

22.63 

110 

87.37 

20.00 

17.47 

0.0100 

0.3672 

36.67 

100 

63.33 

20.00 

12.67 

0.0100 

0.1614 

20.32 

110 

89.68 

20.00 

17.94 

0.0100 

0.0968 

7.94 

110 

102.06 

20.00 

20.41 

0.0100 

0.6438 

11.99 

110 

98.01 

20.00 

19.60 

0.0100 

0.2122 

34.11 

100 

65.89 

20.00 

13.18 

0.0100 

0.1406 

29.65 

110 

80.35 

20.00 

16.07 

0.0100 

0.7841 

38.05 

100 

61.95 

20.00 

12.39 

0.0100 

0.8524 

19.09 

110 

90.91 

20.00 

18.18 

0.0100 

0.3280 

25.05 

110 

84.95 

20.00 

16.99 

0.0100 

0.5933 

19.84 

110 

90.16 

20.00 

18.03 

0.0100 

0.3220 

7.24 

110 

102.76 

20.00 

20.55 

0.0100 

0.0119 




















































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


04001010 


Village Name 

Census Code 

Mauza Ka Nagla 

0808000401151600 

Mirjapur 

0808000401158000 

Misariya Ka Pura 

0808000401157700 

Moredha 

0808000401153400 

Mugarwara 

0808000401158700 

Mustfabad 

0808000401159600 

Naya Gaon 

0808000401161000 

Nekpur 

0808000401158900 

Nidhaira Khurd 

0808000301147400 

Ochha Ka Pura 

0808000401152100 

Odi 

0808000401159800 

Padampura 

0808000401150600 

Pai 

0808000501173600 

Parsoda 

0808000401156000 

Pathrora Kalan 

0808000401161500 

Pathrora Khurd 

0808000401161600 

Pati 

0808000401150200 

Phoolpur 

0808000401156600 

Piluya 

0808000401151000 

Radhepura 

0808000401150800 

Randoli 

0808000401152000 

Ratanpur 

0808000401155400 

Rawatpura 

0808000401158200 

Rundh Garayach 

0808000401154500 

Sadikpur 

0808000401161200 

Sahajpur 

0808000401155500 

Sakatpur 

0808000401159300 

Sakhwara 

0808000301145900 

Sanda 

0808000401163200 

Saridiya Ka Pura 

0808000401153600 

Sarkan Khera 

0808000401159700 

Sarkoli 

0808000401158100 

Sattar Ka Pura 

0808000401157400 

Semar Ka Pura 

0808000401149900 

Shahpura 

0808000401150500 

Shala Ka Pura 

0808000401149700 

Shankarapura 

0808000401153700 

Shijroli 

0808000401150100 

Singhawali 

0808000401161400 

Siypura 

0808000401151900 

Tanda 

0808000401156800 

Tetooka 

0808000401155900 

Tihaiyapura 

0808000401150700 

Tor Shankra 

0808000401155300 

Tordanyal 

0808000401159500 

Virjapura 

0808000401154900 

Virjapura Kalan 

0808000401154000 

Agarri 

0809000401222200 


Zone (Fresh 
/ Saline) 


Anandgarh 


Ari Hudpura 


0809000401232900 


0809000401217600 


0809000401236500 


1.97 Fresh 


Saline 


3.32 Fresh 


Saline 


8.09 Fresh 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Bhander Sandstone 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Bhander Sandstone 

Older Alluvium 

Bhander Sandstone 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

32.85 

100 

67.15 

20.00 

13.43 

0.0100 

0.0683 

24.40 

110 

85.60 

20.00 

17.12 

0.0100 

0.3158 

28.99 

110 

81.01 

20.00 

16.20 

0.0100 

0.1444 

22.76 

110 

87.24 

20.00 

17.45 

0.0100 

0.5516 

27.34 

100 

72.66 

20.00 

14.53 

0.0100 

0.0956 

8.45 

100 

91.55 

20.00 

18.31 

0.0100 

0.2164 

20.37 

110 

89.63 

20.00 

17.93 

0.0100 

0.1277 

16.89 

100 

83.11 

20.00 

16.62 

0.0100 

0.2693 

32.29 

100 

67.71 

20.00 

13.54 

0.0100 

0.0014 

21.12 

110 

88.88 

20.00 

17.78 

0.0100 

0.3255 

8.28 

100 

91.72 

20.00 

18.34 

0.0100 

0.3159 

16.62 

110 

93.38 

20.00 

18.68 

0.0100 

0.1709 

18.48 

110 

91.52 

20.00 

18.30 

0.0100 

0.1381 

28.04 

110 

81.96 

20.00 

16.39 

0.0100 

0.6086 

19.27 

110 

90.73 

20.00 

18.15 

0.0100 

0.0347 

19.96 

110 

90.04 

20.00 

18.01 

0.0100 

0.1443 

20.13 

110 

89.87 

20.00 

17.97 

0.0100 

0.6431 

38.45 

100 

61.55 

20.00 

12.31 

0.0100 

0.1250 

19.89 

110 

90.11 

20.00 

18.02 

0.0100 

0.3168 

15.15 

110 

94.85 

20.00 

18.97 

0.0100 

0.1604 

25.15 

110 

84.85 

20.00 

16.97 

0.0100 

0.6799 

21.48 

110 

88.52 

20.00 

17.70 

0.0100 

0.2271 

20.56 

100 

79.44 

20.00 

15.89 

0.0100 

0.2726 

18.46 

110 

91.54 

20.00 

18.31 

0.0100 

0.4151 

20.37 

110 

89.63 

20.00 

17.93 

0.0100 

0.4825 

20.58 

110 

89.42 

20.00 

17.88 

0.0100 

0.3625 

16.96 

100 

83.04 

20.00 

16.61 

0.0100 

0.2057 

30.99 

100 

69.01 

20.00 

13.80 

0.0100 

0.0129 

7.43 

110 

102.57 

20.00 

20.51 

0.0100 

0.0697 

23.23 

110 

86.77 

20.00 

17.35 

0.0100 

0.0871 

6.92 

100 

93.08 

20.00 

18.62 

0.0100 

0.2510 

27.87 

110 

82.13 

20.00 

16.43 

0.0100 

0.2452 

33.96 

100 

66.04 

20.00 

13.21 

0.0100 

0.0657 

16.73 

100 

83.27 

20.00 

16.65 

0.0100 

0.2857 

19.10 

110 

90.90 

20.00 

18.18 

0.0100 

0.4994 

19.46 

100 

80.54 

20.00 

16.11 

0.0100 

0.4508 

23.61 

110 

86.39 

20.00 

17.28 

0.0100 

0.1503 

18.85 

100 

81.15 

20.00 

16.23 

0.0100 

0.6163 

20.09 

110 

89.91 

20.00 

17.98 

0.0100 

0.0664 

32.12 

100 

67.88 

20.00 

13.58 

0.0100 

0.6762 

34.90 

100 

65.10 

20.00 

13.02 

0.0100 

0.2123 

31.53 

110 

78.47 

20.00 

15.69 

0.0100 

0.2358 

18.08 

110 

91.92 

20.00 

18.38 

0.0100 

0.2852 

20.87 

110 

89.13 

20.00 

17.83 

0.0100 

0.1572 

6.99 

100 

93.01 

20.00 

18.60 

0.0100 

0.4036 

20.32 

110 

89.68 

20.00 

17.94 

0.0100 

0.2539 

23.00 

110 

87.00 

20.00 

17.40 

0.0100 

0.2719 

16.75 

100 

83.25 

10.00 

8.33 

0.0020 

0.0177 

16.75 

100 

83.25 

20.00 

16.65 

0.0150 

0.3075 

16.96 

100 

83.04 

20.00 

16.61 

0.0150 

0.3451 

16.96 

100 

83.04 

20.00 

16.61 

0.0150 

0.1464 

17.39 

100 

82.61 

20.00 

16.52 

0.0150 

0.7527 

17.39 

100 

82.61 

10.00 

8.26 

0.0020 

0.0009 

17.39 

100 

82.61 

20.00 

16.52 

0.0150 

0.0559 

10.74 

100 

89.26 

10.00 

8.93 

0.0020 

0.0103 







































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Bahadarpur 


Barh Dulhepal 


Barh Gulal 


Barkhera 


Barrif 


Barriya 


Baseri 


Bhalpur 


Bhanwarpura 


Bindapura 


Birhati 


Chainpur 


Chak Dhoogarh 


Chak Rod 


Chaube Ki Guwari 


Chhakra 


Chodarapura 


Dafalpur 


Daleelpur 


Deeppura 


Dhandhupura 


Dhoogarh 


Gopalpur Sai 


Gunesari 


Gunesra 


Hajaripura 


Harjanpura 


Census Code 


0809000601258700 


0809000401220400 


0809000401219800 


0809000401232500 


0809000401234300 


0809000401235000 


0809000401218000 


0810000101261200 


0809000401232400 


0809000401219500 


0809000401233500 


0809000401235100 


0809000401233200 


0809000401217800 


0809000601258600 


0810000101262900 


0809000401219000 


0809000401220100 


0809000401220900 


0809000401220000 


0809000401232600 


0809000401233100 


0809000401233300 


0809000401233000 


0809000401233900 


0809000401221300 


0809000401234200 



Zone (Fresh 
/ Saline) 


50.84 Fresh 


0.38 Fresh 


0.59 Fresh 


9.62 Fresh 


2.99 Fresh 


1.76 Fresh 


6.43 Fresh 



6.31 Fresh 


22.89 Fresh 



1.05 Fresh 


0.83 Fresh 


3.48 Fresh 



1.79 Fresh 


0.21 Fresh 


8.07 Fresh 


5.41 Saline 


1.66 Saline 


5.76 Fresh 




2.94 Fresh 


Saline 


3.07 Fresh 


1.89 Fresh 


3.89 Fresh 


0.71 Fresh 


Saline 


3.94 Fresh 


4.54 Fresh 



3.07 Fresh 


2.77 Fresh 


3.29 Fresh 


0.94 Fresh 


5.11 Fresh 



Saline 


1.64 Fresh 


Saline 


3.62 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Bhander Sandstone 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Bhander Sandstone 

Non-command 

Older Alluvium 

Non-command 

Bhander Sandstone 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Bhander Sandstone 

Non-command 

Older Alluvium 

Non-command 

Bhander Sandstone 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Bhander Sandstone 

Non-command 

Older Alluvium 

Non-command 

Bhander Sandstone 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Bhander Sandstone 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Bhander Sandstone 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Bhander Sandstone 

Non-command 

Older Alluvium 

Non-command 

Bhander Sandstone 

Non-command 

Older Alluvium 

Non-command 

Bhander Sandstone 

Non-command 

Older Alluvium 

Non-command 

Bhander Sandstone 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Bhander Sandstone 

Non-command 

Older Alluvium 

Non-command 

Bhander Sandstone 

Non-command 

Older Alluvium 

Non-command 

Bhander Sandstone 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Bhander Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.85 

100 

87.15 

10.00 

8.71 

0.0020 

0.1378 

16.56 

100 

83.44 

20.00 

16.69 

0.0150 

0.0953 

14.70 

100 

85.30 

20.00 

17.06 

0.0150 

0.1514 

19.63 

100 

80.37 

20.00 

16.07 

0.0150 

0.4285 

15.51 

100 

84.49 

20.00 

16.90 

0.0150 

0.6487 

14.89 

100 

85.11 

20.00 

17.02 

0.0150 

0.0491 

19.49 

100 

80.51 

10.00 

8.05 

0.0020 

0.0147 

19.49 

100 

80.51 

20.00 

16.10 

0.0150 

1.3280 

16.44 

100 

83.56 

10.00 

8.36 

0.0020 

0.0070 

16.44 

100 

83.56 

20.00 

16.71 

0.0150 

0.1727 

19.08 

70 

50.92 

20.00 

10.18 

0.0150 

0.3835 

16.86 

100 

83.14 

10.00 

8.31 

0.0020 

0.0317 

16.86 

100 

83.14 

20.00 

16.63 

0.0150 

0.5692 

16.80 

100 

83.20 

10.00 

8.32 

0.0020 

0.0139 

16.80 

100 

83.20 

20.00 

16.64 

0.0150 

0.3437 

13.50 

100 

86.50 

20.00 

17.30 

0.0150 

0.2732 

17.70 

100 

82.30 

20.00 

16.46 

0.0150 

0.2044 

15.28 

100 

84.72 

10.00 

8.47 

0.0020 

0.0026 

15.28 

100 

84.72 

20.00 

16.94 

0.0150 

0.1730 

16.58 

100 

83.42 

10.00 

8.34 

0.0020 

0.0028 

16.58 

100 

83.42 

20.00 

16.68 

0.0150 

0.0375 

16.65 

100 

83.35 

20.00 

16.67 

0.0150 

0.4483 

16.56 

100 

83.44 

20.00 

16.69 

0.0150 

0.0538 

9.49 

100 

90.51 

10.00 

9.05 

0.0020 

0.0416 

11.61 

70 

58.39 

20.00 

11.68 

0.0150 

0.0132 

17.06 

100 

82.94 

20.00 

16.59 

0.0150 

0.4143 

18.47 

100 

81.53 

20.00 

16.31 

0.0150 

1.0822 

18.47 

90 

71.53 

10.00 

7.15 

0.0015 

0.0138 

16.02 

100 

83.98 

20.00 

16.80 

0.0150 

0.5413 

16.02 

100 

83.98 

20.00 

16.80 

0.0150 

0.1986 

15.37 

100 

84.63 

10.00 

8.46 

0.0020 

0.0212 

15.37 

100 

84.63 

20.00 

16.93 

0.0150 

0.4618 

18.24 

100 

81.76 

20.00 

16.35 

0.0150 

0.4357 

18.24 

90 

71.76 

10.00 

7.18 

0.0015 

0.0000 

18.75 

100 

81.25 

20.00 

16.25 

0.0150 

0.3011 

17.10 

100 

82.90 

20.00 

16.58 

0.0150 

0.1539 

17.10 

100 

82.90 

20.00 

16.58 

0.0150 

0.0234 

53.86 

100 

46.14 

10.00 

4.61 

0.0020 

0.0108 

53.86 

100 

46.14 

10.00 

4.61 

0.0020 

0.0251 

33.63 

100 

66.37 

10.00 

6.64 

0.0020 

0.0366 

33.63 

100 

66.37 

10.00 

6.64 

0.0020 

0.0206 

37.39 

100 

62.61 

10.00 

6.26 

0.0020 

0.0004 

37.39 

100 

62.61 

10.00 

6.26 

0.0020 

0.0380 

14.82 

100 

85.18 

10.00 

8.52 

0.0020 

0.0007 

14.82 

100 

85.18 

20.00 

17.04 

0.0150 

0.1664 

17.71 

100 

82.29 

20.00 

16.46 

0.0150 

0.8107 

17.55 

100 

82.45 

20.00 

16.49 

0.0150 

0.2317 

15.99 

100 

84.01 

10.00 

8.40 

0.0020 

0.0340 

15.99 

100 

84.01 

20.00 

16.80 

0.0150 

0.7432 

15.00 

100 

85.00 

10.00 

8.50 

0.0020 

0.0046 

15.00 

100 

85.00 

20.00 

17.00 

0.0150 

0.0688 

15.00 

100 

85.00 

10.00 

8.50 

0.0020 

0.0012 

13.80 

100 

86.20 

20.00 

17.24 

0.0150 

0.0112 

13.80 

100 

86.20 

20.00 

17.24 

0.0150 

0.4140 

16.17 

100 

83.83 

10.00 

8.38 

0.0020 

0.0087 











































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

16.17 

100 

83.83 

20.00 

16.77 

0.0150 

0.6725 

13.21 

100 

86.79 

20.00 

17.36 

0.0150 

0.1802 

13.21 

100 

86.79 

20.00 

17.36 

0.0150 

0.1395 

16.45 

100 

83.55 

20.00 

16.71 

0.0150 

1.3745 

16.45 

100 

83.55 

20.00 

16.71 

0.0150 

0.0513 

15.60 

70 

54.40 

20.00 

10.88 

0.0150 

0.0001 

15.60 

90 

74.40 

5.00 

3.72 

0.0015 

0.0006 

16.46 

100 

83.54 

20.00 

16.71 

0.0150 

0.2131 

21.29 

100 

78.71 

10.00 

7.87 

0.0020 

0.0036 

21.29 

100 

78.71 

10.00 

7.87 

0.0020 

0.0177 

17.60 

100 

82.40 

20.00 

16.48 

0.0150 

0.4533 

14.72 

100 

85.28 

10.00 

8.53 

0.0020 

0.0985 

14.72 

100 

85.28 

20.00 

17.06 

0.0150 

1.3155 

68.07 

100 

31.93 

10.00 

3.19 

0.0020 

0.0011 

16.46 

100 

83.54 

20.00 

16.71 

0.0150 

0.0178 

27.34 

100 

72.66 

10.00 

7.27 

0.0020 

0.1022 

14.32 

100 

85.68 

10.00 

8.57 

0.0020 

0.0034 

14.32 

100 

85.68 

20.00 

17.14 

0.0150 

0.5445 

20.40 

70 

49.60 

20.00 

9.92 

0.0150 

0.3984 

16.31 

100 

83.69 

20.00 

16.74 

0.0150 

0.0262 

16.31 

100 

83.69 

20.00 

16.74 

0.0150 

0.3112 

9.72 

100 

90.28 

10.00 

9.03 

0.0020 

0.0018 

16.26 

100 

83.74 

10.00 

8.37 

0.0020 

0.0067 

16.26 

100 

83.74 

20.00 

16.75 

0.0150 

0.2454 

37.95 

100 

62.05 

10.00 

6.20 

0.0020 

0.0027 

37.95 

100 

62.05 

10.00 

6.20 

0.0020 

0.0072 

21.39 

100 

78.61 

10.00 

7.86 

0.0020 

0.0354 

21.39 

100 

78.61 

10.00 

7.86 

0.0020 

0.1209 

16.75 

90 

73.25 

20.00 

14.65 

0.0150 

0.5654 

16.14 

100 

83.86 

10.00 

8.39 

0.0020 

0.0122 

16.14 

90 

73.86 

20.00 

14.77 

0.0150 

0.3403 

16.59 

100 

83.41 

10.00 

8.34 

0.0020 

0.0060 

16.59 

100 

83.41 

20.00 

16.68 

0.0150 

1.2632 

16.71 

100 

83.29 

10.00 

8.33 

0.0020 

0.0034 

16.71 

100 

83.29 

20.00 

16.66 

0.0150 

1.4571 

16.11 

100 

83.89 

10.00 

8.39 

0.0020 

0.0031 

16.11 

100 

83.89 

20.00 

16.78 

0.0150 

0.8535 

16.83 

100 

83.17 

20.00 

16.63 

0.0150 

0.0039 

51.70 

100 

48.30 

10.00 

4.83 

0.0020 

0.0004 

51.70 

100 

48.30 

10.00 

4.83 

0.0020 

0.0056 

16.13 

100 

83.87 

10.00 

8.39 

0.0020 

0.0051 

16.13 

100 

83.87 

20.00 

16.77 

0.0150 

0.3063 

46.66 

70 

23.34 

20.00 

4.67 

0.0150 

0.0518 

22.74 

70 

47.26 

20.00 

9.45 

0.0150 

0.1366 

22.74 

70 

47.26 

20.00 

9.45 

0.0150 

0.4198 

40.69 

70 

29.31 

20.00 

5.86 

0.0150 

0.7482 

22.42 

100 

77.58 

10.00 

7.76 

0.0020 

0.0016 

11.80 

100 

88.20 

20.00 

17.64 

0.0150 

0.2813 

11.80 

100 

88.20 

20.00 

17.64 

0.0150 

0.6212 

9.67 

100 

90.33 

10.00 

9.03 

0.0020 

0.0072 

9.67 

100 

90.33 

10.00 

9.03 

0.0020 

0.0002 

12.23 

100 

87.77 

20.00 

17.55 

0.0150 

0.0958 

12.23 

100 

87.77 

20.00 

17.55 

0.0150 

0.1419 

16.52 

100 

83.48 

20.00 

16.70 

0.0150 

0.1877 

14.25 

100 

85.75 

10.00 

8.57 

0.0020 

0.0060 





































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

14.25 

100 

85.75 

20.00 

17.15 

0.0150 

0.8959 

19.31 

100 

80.69 

10.00 

8.07 

0.0020 

0.0199 

19.31 

100 

80.69 

10.00 

8.07 

0.0020 

0.1337 

11.88 

100 

88.12 

20.00 

17.62 

0.0150 

0.1089 

16.11 

100 

83.89 

10.00 

8.39 

0.0020 

0.0338 

16.11 

100 

83.89 

20.00 

16.78 

0.0150 

0.0108 

16.67 

100 

83.33 

20.00 

16.67 

0.0150 

0.1467 

16.67 

100 

83.33 

10.00 

8.33 

0.0020 

0.0345 

16.67 

100 

83.33 

20.00 

16.67 

0.0150 

0.6151 

33.65 

70 

36.35 

20.00 

7.27 

0.0150 

0.3121 

11.85 

100 

88.15 

20.00 

17.63 

0.0150 

0.0212 

11.85 

100 

88.15 

20.00 

17.63 

0.0150 

1.0480 

47.77 

70 

22.23 

20.00 

4.45 

0.0150 

0.0022 

12.10 

100 

87.90 

10.00 

8.79 

0.0020 

0.0691 

12.10 

100 

87.90 

20.00 

17.58 

0.0150 

0.0059 

17.80 

100 

82.20 

20.00 

16.44 

0.0150 

0.2249 

18.29 

100 

81.71 

20.00 

16.34 

0.0150 

0.8949 

16.76 

90 

73.24 

20.00 

14.65 

0.0150 

0.3801 

16.76 

90 

73.24 

10.00 

7.32 

0.0015 

0.0031 

36.29 

100 

63.71 

10.00 

6.37 

0.0020 

0.0827 

24.56 

100 

75.44 

20.00 

15.09 

0.0150 

1.8560 

15.75 

100 

84.25 

10.00 

8.43 

0.0020 

0.0005 

15.75 

100 

84.25 

20.00 

16.85 

0.0150 

0.1685 

15.75 

100 

84.25 

10.00 

8.43 

0.0020 

0.0015 

15.75 

100 

84.25 

20.00 

16.85 

0.0150 

0.0045 

28.83 

100 

71.17 

20.00 

14.23 

0.0150 

0.9148 

16.71 

100 

83.29 

20.00 

16.66 

0.0150 

0.2851 

14.72 

100 

85.28 

10.00 

8.53 

0.0020 

0.0043 

14.72 

90 

75.28 

20.00 

15.06 

0.0150 

0.2705 

15.28 

100 

84.72 

20.00 

16.94 

0.0150 

0.7841 

13.51 

100 

86.49 

10.00 

8.65 

0.0020 

0.0042 

13.51 

100 

86.49 

20.00 

17.30 

0.0150 

0.5600 

22.33 

100 

77.67 

10.00 

7.77 

0.0020 

0.0328 

37.29 

100 

62.71 

20.00 

12.54 

0.0150 

0.5750 

19.85 

70 

50.15 

20.00 

10.03 

0.0150 

0.0323 

19.85 

90 

70.15 

5.00 

3.51 

0.0015 

0.0011 

16.16 

100 

83.84 

20.00 

16.77 

0.0150 

0.0406 

16.44 

70 

53.56 

20.00 

10.71 

0.0150 

0.0113 

16.44 

70 

53.56 

20.00 

10.71 

0.0150 

0.0104 

17.02 

100 

82.98 

20.00 

16.60 

0.0150 

0.8570 

15.51 

100 

84.49 

10.00 

8.45 

0.0020 

0.0000 

15.51 

100 

84.49 

20.00 

16.90 

0.0150 

0.1218 

16.80 

100 

83.20 

20.00 

16.64 

0.0150 

0.3828 

16.80 

100 

83.20 

20.00 

16.64 

0.0150 

0.0485 

62.74 

100 

37.26 

10.00 

3.73 

0.0020 

0.0059 

62.74 

100 

37.26 

10.00 

3.73 

0.0020 

0.0168 

16.79 

100 

83.21 

20.00 

16.64 

0.0150 

0.0089 

16.79 

100 

83.21 

20.00 

16.64 

0.0150 

0.5887 

16.87 

100 

83.13 

20.00 

16.63 

0.0150 

0.7025 

8.58 

100 

91.42 

20.00 

18.28 

0.0100 

0.0021 

9.58 

90 

80.42 

10.00 

8.04 

0.0020 

0.0124 

10.29 

90 

79.71 

10.00 

7.97 

0.0020 

0.0007 

10.29 

90 

79.71 

10.00 

7.97 

0.0020 

0.0111 

10.29 

100 

89.71 

20.00 

17.94 

0.0100 

1.4826 

9.53 

100 

90.47 

10.00 

9.05 

0.0020 

0.2275 





































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 


Bajna 

Ban Kookra 
Banora 

Bansrai 

Baoripura 

Barai 

Baseri 



Chak Samantgarh 
Chhar Alinagar 
Dar Barahna 
Dhaur 
Gajnua 
Harjoopura 

Hingota 

Indaun 

Jaisora 

Jamoora 

Jarga_ 


Village 

Area, 

sq.km 


Zone (Fresh 
/ Saline) 


Type of Area 
(Command / Non¬ 
command) 


0807000901083800 _ 15.82 Fresh Non-command 

0807000901079700 _ 2.64 Fresh Non-command 

0808000101107700 4.00 Fresh Non-command 

Command 

0808000101108400 ~ 10.14 7Tesh Non-command 

0808000101108300 1.58 Fresh Non-command 

0808000101106800 ~ 2.63 7Tesh Command 

0808000101106900 _ 9.81 Fresh Command 

Command 

0808000101100300 3.08 Fresh Non-command 

Command 

0807000901084300 ~ 1.29 7Tesh Non-command 

0808000101101500 _ 1.98 Fresh Command 

0807000901083400 _ 12.42 Fresh Non-command 

0808000101108100 _ 11.38 Fresh Non-command 

0807000901079300 6.94 Fresh Non-command 

0808000101107600 5.06 Fresh Non-command 

Command 

0808000101106100 ~ 2.97 7Tesh Command 

0808000101100400 1.86 Fresh Non-command 

Command 

0807000901083900 ~ 14.53 7Tesh Non-command 

0809000401227000 39.14 Fresh Non-command 

0808000101101000 ~ 7.54 7Tesh Non-command 

Command 


Jheel 

0808000101105700 

1.29 

Kandpura 

0808000101107000 

0.95 

Kani 

0807000901083700 

4.92 

Kankor 

0808000101107900 

2.18 

Karilpura 

0808000101100900 

6.75 


Command 


Fresh 

Command 

Fresh 

Command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Command 


Khailpur 

0808000101106200 

1.94 

Khanpura 

0808000101108200 

4.17 

Kharagpura 

0808000101108000 

4.84 

Khidora 

0808000101106000 

2.27 

Kot 

0807000901083600 

35.42 

Kotra 

0808000101107400 

6.91 


Mai 0808000101100500 3.30 


Math Badri 

0808000101106400 

1.81 

Mohari 

0808000101106700 

2.32 

Moorik 

0808000101100600 

4.32 


Nagla Darwesha_|0808000101107200 | 4.84 


Nonerapur Chandoo_|0808000101100700 | 3.25 


Command 
Fresh Command 

Fresh Non-command 

Fresh Non-command 

Fresh Command 

Fresh Non-command 

Fresh Non-command 

Command 

Fresh Non-command 

Command 
Fresh Command 

Fresh Command 

Fresh Command 

Command 

Fresh Non-command 

Command 

Fresh Non-command 

Command 


Command 

Pali 0808000101101200 1.83~ Fresh Non-command 

Command 

Parua _ 0807000901083500 _ 19.10 Fresh _ Non-command 

Patharra 0808000101100200 6.75 Fresh Non-command 


Hydrogeological Unit 



Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Older All 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Older All 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Older All 


Older All 


Older All 


Bhander 


Bhander 


Bhander 


Bhander 


Older All 


Older All 


Bhander 


Bhander 


Older All 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Older All 


Bhander 


Bhander 


Older All 


Bhander 


Bhander 


Bhander 


Bhander 


Older All 


Bhander 


Bhander 


Bhander 


Bhander 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


uvium 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


uvium 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


uvium 


uvium 


uvium 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


uvium 


uvium 


Sandstone 


Sandstone 


uvium 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


uvium 


Sandstone 


Sandstone 


uvium 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


uvium 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.78 

100 

87.22 

10.00 

8.72 

0.0020 

0.2358 

10.29 

100 

89.71 

10.00 

8.97 

0.0020 

0.0000 

9.52 

90 

80.48 

10.00 

8.05 

0.0020 

0.0083 

9.52 

90 

80.48 

10.00 

8.05 

0.0020 

0.0033 

6.25 

90 

83.75 

10.00 

8.37 

0.0020 

0.0280 

9.57 

90 

80.43 

10.00 

8.04 

0.0020 

0.0002 

8.40 

90 

81.60 

10.00 

8.16 

0.0020 

0.0153 

7.86 

90 

82.14 

10.00 

8.21 

0.0020 

0.0703 

7.86 

100 

92.14 

20.00 

18.43 

0.0100 

1.0187 

13.29 

90 

76.71 

10.00 

7.67 

0.0020 

0.0276 

13.29 

90 

76.71 

10.00 

7.67 

0.0020 

0.0196 

9.72 

100 

90.28 

10.00 

9.03 

0.0020 

0.0232 

8.82 

90 

81.18 

10.00 

8.12 

0.0020 

0.0036 

16.53 

100 

83.47 

10.00 

8.35 

0.0020 

0.0020 

9.03 

90 

80.97 

10.00 

8.10 

0.0020 

0.1765 

11.35 

100 

88.65 

10.00 

8.86 

0.0020 

0.0043 

8.87 

90 

81.13 

10.00 

8.11 

0.0020 

0.0150 

8.87 

90 

81.13 

10.00 

8.11 

0.0020 

0.0440 

8.13 

100 

91.87 

20.00 

18.37 

0.0100 

0.4796 

13.10 

90 

76.90 

10.00 

7.69 

0.0020 

0.0043 

13.10 

90 

76.90 

10.00 

7.69 

0.0020 

0.0244 

9.78 

100 

90.22 

10.00 

9.02 

0.0020 

0.2623 

11.01 

100 

88.99 

10.00 

8.90 

0.0020 

0.1461 

9.59 

90 

80.41 

10.00 

8.04 

0.0020 

0.0000 

9.59 

90 

80.41 

10.00 

8.04 

0.0020 

0.0333 

9.59 

100 

90.41 

20.00 

18.08 

0.0100 

0.8432 

8.51 

100 

91.49 

20.00 

18.30 

0.0100 

0.0782 

8.27 

100 

91.73 

20.00 

18.35 

0.0100 

0.1746 

10.00 

100 

90.00 

10.00 

9.00 

0.0020 

0.0887 

9.79 

90 

80.21 

10.00 

8.02 

0.0020 

0.0036 

10.67 

90 

79.33 

10.00 

7.93 

0.0020 

0.0530 

10.67 

90 

79.33 

10.00 

7.93 

0.0020 

0.0475 

10.67 

100 

89.33 

20.00 

17.87 

0.0100 

0.0745 

8.38 

100 

91.62 

20.00 

18.32 

0.0100 

0.3555 

5.76 

90 

84.24 

10.00 

8.42 

0.0020 

0.0114 

9.87 

90 

80.13 

10.00 

8.01 

0.0020 

0.0001 

7.76 

100 

92.24 

20.00 

18.45 

0.0100 

0.3035 

9.87 

100 

90.13 

10.00 

9.01 

0.0020 

0.5269 

8.83 

90 

81.17 

10.00 

8.12 

0.0020 

0.0831 

8.83 

90 

81.17 

10.00 

8.12 

0.0020 

0.0290 

11.32 

90 

78.68 

10.00 

7.87 

0.0020 

0.0015 

11.32 

90 

78.68 

10.00 

7.87 

0.0020 

0.0503 

7.85 

100 

92.15 

20.00 

18.43 

0.0100 

0.3344 

8.41 

90 

81.59 

10.00 

8.16 

0.0020 

0.0096 

9.80 

90 

80.20 

10.00 

8.02 

0.0020 

0.0028 

9.80 

100 

90.20 

20.00 

18.04 

0.0100 

0.7471 

7.92 

90 

82.08 

10.00 

8.21 

0.0020 

0.0034 

7.92 

90 

82.08 

10.00 

8.21 

0.0020 

0.0761 

13.11 

90 

76.89 

10.00 

7.69 

0.0020 

0.0070 

13.11 

90 

76.89 

10.00 

7.69 

0.0020 

0.0249 

13.11 

100 

86.89 

20.00 

17.38 

0.0100 

0.2038 

9.80 

90 

80.20 

10.00 

8.02 

0.0020 

0.0001 

9.80 

90 

80.20 

10.00 

8.02 

0.0020 

0.0292 

12.92 

100 

87.09 

10.00 

8.71 

0.0020 

0.1695 

12.36 

90 

77.64 

10.00 

7.76 

0.0020 

0.1048 


















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



04001012 


Pohap Singh Ka Pura 


Poothpura Kalan 


Ramnagar 


Rampur 


Salempur Rawatpati 


Samantgarh 


Sangoli 


Siholi 


Singhrawali 


Tarsooma 


Timasiya 


Timkoli 


Tuniyapura 


Tursipura 


Akpura 


Alinagar 


Andoa Ka Pura 


Atarsooma 


Badrika 


Bajjar Garh 


Bala Ka Nagla 


Basai Nawab 


Bhadiyana 


Bhagaura 


Bhaulpura 


Bhoorapura 


Boreli 


Chailpura 


Chandu Ka Pura 


Chhar Alinagar 


Chharboreli 


Census Code 


0808000101101700 


0808000101107500 


0808000101105200 


0808000101107100 


0808000101101600 


0808000101106600 


0808000101105500 


0807000901084200 


0808000101106300 


0808000101101300 


0807000901084000 


0807000901079800 


0808000101106500 


0809000401226900 


0808000101101100 


0808000101107300 


0808000101104500 


0808000101101400 


0808000301143500 


0808000101103500 


0808000301146500 


0808000301141800 


0808000301143000 


0808000301141600 


0808000301142000 


0808000101103900 


0808000301146400 


0808000301146600 


0808000101102000 


0808000301143200 


0808000301141200 


0808000101101500 


0808000101101900 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 



0.28 Fresh 


1.00 Fresh 


1.59 Fresh 


5.40 Fresh 


6.36 Fresh 


7.55 Fresh 


1.25 Fresh 


2.75 Fresh 


7.82 Fresh 


8.85 Fresh 


2.63 Fresh 


15.02 Fresh 


3.27 Fresh 


2.11 Fresh 


0.97 Fresh 


0.83 Fresh 


2.80 Fresh 


4.13 Fresh 


2.41 Fresh 


1.83 Fresh 


0.89 Fresh 


7.14 Fresh 


5.09 Fresh 


0.71 Fresh 


1.00 Fresh 


0.92 Fresh 


6.08 Fresh 


0.93 Fresh 


2.16 Fresh 


1.98 Fresh 


3.30 Fresh 



Dadkee 


Davopura 


Deenpur 


0808000301140700 


0808000101105800 


0808000101103000 


0.72 Fresh 


3.15 Fresh 


1.90 Fresh 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Non-command 


Command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Non-command 


Command 


Command 


Non-command 


Command 


Non-command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Command 


Command 


Command 


Non-command 


Command 


Command 


Command 


Command 


Command 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

8.98 

90 

81.02 

10.00 

8.10 

0.0020 

0.0025 

8.60 

90 

81.40 

10.00 

8.14 

0.0020 

0.0045 

8.60 

90 

81.40 

10.00 

8.14 

0.0020 

0.0412 

8.05 

100 

91.95 

20.00 

18.39 

0.0100 

0.0001 

8.43 

100 

91.57 

20.00 

18.31 

0.0100 

0.1816 

9.35 

90 

80.65 

10.00 

8.07 

0.0020 

0.0035 

8.88 

90 

81.12 

10.00 

8.11 

0.0020 

0.0030 

8.88 

100 

91.12 

20.00 

18.22 

0.0100 

0.0743 

11.81 

100 

88.19 

20.00 

17.64 

0.0100 

0.0129 

9.83 

100 

90.17 

10.00 

9.02 

0.0020 

0.1362 

7.82 

100 

92.18 

20.00 

18.44 

0.0100 

0.2309 

9.42 

90 

80.58 

10.00 

8.06 

0.0020 

0.0000 

9.42 

90 

80.58 

10.00 

8.06 

0.0020 

0.0370 

9.42 

100 

90.58 

20.00 

18.12 

0.0100 

0.0001 

8.25 

100 

91.75 

10.00 

9.18 

0.0020 

0.1139 

16.60 

100 

83.40 

10.00 

8.34 

0.0020 

0.0133 

7.88 

100 

92.12 

20.00 

18.42 

0.0100 

0.4838 

12.31 

100 

87.69 

10.00 

8.77 

0.0020 

0.0155 

8.64 

100 

91.36 

20.00 

18.27 

0.0100 

0.4279 

8.01 

90 

81.99 

10.00 

8.20 

0.0020 

0.0346 

8.58 

100 

91.42 

20.00 

18.28 

0.0100 

0.1746 

8.42 

90 

81.58 

10.00 

8.16 

0.0020 

0.0101 

8.42 

100 

91.58 

20.00 

18.32 

0.0100 

0.0388 

24.04 

100 

75.96 

20.00 

15.19 

0.0100 

0.0673 

8.21 

90 

81.79 

10.00 

8.18 

0.0020 

0.0174 

8.21 

100 

91.79 

20.00 

18.36 

0.0100 

0.5634 

29.64 

100 

70.36 

20.00 

14.07 

0.0100 

0.2644 

39.15 

100 

60.85 

20.00 

12.17 

0.0100 

0.1494 

39.15 

100 

60.85 

20.00 

12.17 

0.0100 

0.0730 

25.05 

100 

74.95 

20.00 

14.99 

0.0100 

0.1328 

39.31 

100 

60.69 

20.00 

12.14 

0.0100 

0.3211 

39.31 

100 

60.69 

20.00 

12.14 

0.0100 

0.5452 

39.60 

100 

60.40 

20.00 

12.08 

0.0100 

0.4635 

39.60 

100 

60.40 

20.00 

12.08 

0.0100 

0.1519 

7.92 

90 

82.08 

10.00 

8.21 

0.0020 

0.0097 

7.92 

100 

92.08 

20.00 

18.42 

0.0100 

0.0205 

29.63 

100 

70.37 

20.00 

14.07 

0.0100 

0.0234 

29.88 

100 

70.12 

20.00 

14.02 

0.0100 

0.0146 

8.43 

90 

81.57 

10.00 

8.16 

0.0020 

0.0355 

8.43 

100 

91.57 

20.00 

18.31 

0.0100 

0.7145 

20.57 

100 

79.43 

20.00 

15.89 

0.0100 

0.0168 

38.04 

100 

61.96 

20.00 

12.39 

0.0100 

0.2682 

8.82 

90 

81.18 

10.00 

8.12 

0.0020 

0.0285 

8.55 

90 

81.45 

10.00 

8.14 

0.0020 

0.0000 

8.55 

100 

91.45 

20.00 

18.29 

0.0100 

0.0086 

8.55 

90 

81.45 

10.00 

8.14 

0.0020 

0.0421 

8.55 

100 

91.45 

20.00 

18.29 

0.0100 

0.1230 

8.18 

90 

81.82 

10.00 

8.18 

0.0020 

0.0006 

8.18 

100 

91.82 

20.00 

18.36 

0.0100 

0.4241 

8.55 

90 

81.45 

10.00 

8.14 

0.0020 

0.0001 

8.55 

90 

81.45 

10.00 

8.14 

0.0020 

0.0643 

8.55 

100 

91.45 

20.00 

18.29 

0.0100 

0.0569 

26.76 

100 

73.24 

20.00 

14.65 

0.0100 

0.1053 

9.40 

100 

90.60 

20.00 

18.12 

0.0100 

0.0532 

12.21 

100 

87.79 

20.00 

17.56 

0.0100 

0.1570 
















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Bhander Sandstone 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Bhander Sandstone 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Bhander Sandstone 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Bhander Sandstone 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

8.56 

100 

91.44 

20.00 

18.29 

0.0100 

0.0358 

28.19 

100 

71.81 

20.00 

14.36 

0.0100 

0.8474 

9.29 

100 

90.71 

20.00 

18.14 

0.0100 

0.0094 

9.29 

100 

90.71 

20.00 

18.14 

0.0100 

0.3090 

8.90 

90 

81.10 

10.00 

8.11 

0.0020 

0.0304 

8.90 

100 

91.10 

20.00 

18.22 

0.0100 

0.7472 

11.70 

100 

88.30 

20.00 

17.66 

0.0100 

0.0082 

11.70 

100 

88.30 

20.00 

17.66 

0.0100 

0.2382 

8.35 

100 

91.65 

20.00 

18.33 

0.0100 

0.0072 

8.35 

100 

91.65 

20.00 

18.33 

0.0100 

1.1539 

8.72 

100 

91.28 

20.00 

18.26 

0.0100 

0.3275 

8.13 

100 

91.87 

20.00 

18.37 

0.0100 

0.0662 

32.85 

100 

67.15 

20.00 

13.43 

0.0100 

0.0097 

32.85 

100 

67.15 

20.00 

13.43 

0.0100 

0.4140 

18.67 

100 

81.33 

20.00 

16.27 

0.0100 

0.1219 

8.25 

100 

91.75 

20.00 

18.35 

0.0100 

0.4985 

41.65 

100 

58.35 

20.00 

11.67 

0.0100 

0.1555 

41.65 

100 

58.35 

20.00 

11.67 

0.0100 

0.0347 

37.53 

100 

62.47 

20.00 

12.49 

0.0100 

0.1833 

9.59 

90 

80.41 

10.00 

8.04 

0.0020 

0.0001 

9.59 

100 

90.41 

20.00 

18.08 

0.0100 

0.1443 

34.48 

100 

65.52 

20.00 

13.10 

0.0100 

0.5702 

9.85 

100 

90.15 

20.00 

18.03 

0.0100 

0.1218 

13.11 

100 

86.89 

20.00 

17.38 

0.0100 

0.0001 

13.11 

100 

86.89 

20.00 

17.38 

0.0100 

1.2896 

11.10 

100 

88.90 

20.00 

17.78 

0.0100 

0.0174 

28.88 

100 

71.12 

20.00 

14.22 

0.0100 

0.2049 

8.73 

100 

91.27 

20.00 

18.25 

0.0100 

0.0414 

31.86 

100 

68.14 

20.00 

13.63 

0.0100 

0.0630 

31.86 

100 

68.14 

20.00 

13.63 

0.0100 

0.5266 

8.43 

100 

91.57 

20.00 

18.31 

0.0100 

0.0022 

8.43 

90 

81.57 

10.00 

8.16 

0.0020 

0.0213 

8.43 

100 

91.57 

20.00 

18.31 

0.0100 

0.2777 

7.76 

100 

92.24 

20.00 

18.45 

0.0100 

0.0102 

13.62 

100 

86.38 

20.00 

17.28 

0.0100 

0.1166 

30.15 

100 

69.85 

20.00 

13.97 

0.0100 

0.0188 

8.44 

90 

81.56 

10.00 

8.16 

0.0020 

0.0352 

8.44 

100 

91.56 

20.00 

18.31 

0.0100 

0.0839 

8.64 

100 

91.36 

20.00 

18.27 

0.0100 

0.2220 

33.62 

100 

66.38 

20.00 

13.28 

0.0100 

0.3378 

8.45 

100 

91.55 

20.00 

18.31 

0.0100 

0.0245 

8.37 

100 

91.63 

20.00 

18.33 

0.0100 

0.1521 

35.70 

100 

64.30 

20.00 

12.86 

0.0100 

0.2918 

35.70 

100 

64.30 

20.00 

12.86 

0.0100 

0.0049 

33.47 

100 

66.53 

20.00 

13.31 

0.0100 

0.5101 

33.47 

100 

66.53 

20.00 

13.31 

0.0100 

0.6555 

11.06 

100 

88.94 

20.00 

17.79 

0.0100 

0.0176 

30.40 

100 

69.60 

20.00 

13.92 

0.0100 

0.0108 

8.66 

100 

91.34 

20.00 

18.27 

0.0100 

0.6112 

11.32 

100 

88.68 

20.00 

17.74 

0.0100 

0.0156 

29.92 

100 

70.08 

20.00 

14.02 

0.0100 

0.0659 

26.86 

100 

73.14 

20.00 

14.63 

0.0100 

0.1132 

41.46 

100 

58.54 

20.00 

11.71 

0.0100 

0.1015 

41.46 

100 

58.54 

20.00 

11.71 

0.0100 

0.1479 

29.97 

100 

70.03 

20.00 

14.01 

0.0100 

0.2953 
























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



04001013 


Nagla Mau 


Nandpura 


Naya Nagla 


Nonera Prithvisingh 


Nrisinghpur 


Pati Ka Pura 


Pattipura 


Peepripura 


Phoote Ka Nagla 


Piphera 


Piprauwa 


Pohap Singh Ka Pura 


Poothpura 


Prithvipura 


Raiviyapura 


Rajaura Kalan 


Rajora Khurd 


Ramnagar 


Rampur Amarpura 


Rampur Jatpura 


Ranjeetpura 


Ranjeetpura (Nawar) 


Rundh Rajora 


Sahpur 


Sahroli 


Sarkana 


Semra 


Signa Ka Nagla 


Singhora 


Tuniyapura 


Alampur 


Aneejara 


Bajna 


Ban Kookra 


Bangaspura 


Banswari 


Bhojpur 


Budhawar 


Chainpura 


Chamarpura 


Danda 


Dar Barahna 


Census Code 


0808000101102700 


0808000301141300 


0808000301140800 


0808000101104600 


0808000101101800 


0808000301142600 


0808000101101700 


0808000101104100 


0808000301137600 


0808000301142700 


0808000301142800 


0808000101105200 


0808000301137900 


0808000301142500 


0808000101103800 


0808000301140300 


0808000301137800 


0808000101101600 


0808000101104800 


0808000101104900 


0808000301142200 


0808000301141100 


0808000301137300 


0808000301141500 


0808000301137500 


0808000301142400 


0808000301137400 


0808000101104000 


0808000301142100 


0808000101101100 


0809000401227400 


0809000401229000 


0807000901083800 


0807000901079700 


0807000901078600 


0809000401228900 


0809000401227800 


0807000901080000 


0807000901083100 


0809000401226300 


0809000401226700 


0807000901083400 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 



3.83 Fresh 


1.87 Fresh 


2.98 Fresh 


4.37 Fresh 


0.95 Fresh 


1.30 Fresh 


5.46 Fresh 


2.38 Fresh 


0.28 Fresh 


0.80 Fresh 


1.20 Fresh 


5.43 Fresh 


5.45 Fresh 


4.59 Fresh 


1.59 Fresh 


0.54 Fresh 


0.78 Fresh 


2.00 Fresh 


2.81 Fresh 


1.63 Fresh 


0.93 Fresh 


3.51 Fresh 


3.73 Fresh 


1.95 Fresh 


0.82 Fresh 




3.11 Fresh 


12.05 Fresh 


25.59 Fresh 


12.42 Fresh 


Command 


Command 


Non-command 


Command 


Command 


Non-command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Non-command 


Command 


Command 


Command 


Command 


Non-command 


Command 


Command 


Non-command 


Command 


Command 


Command 


Command 


Command 


Command 


Non-command 


Command 


Command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bhander 


Bhander 


Bhander 


Bhander 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.48 

100 

88.52 

20.00 

17.70 

0.0100 

0.0017 

37.68 

100 

62.32 

20.00 

12.46 

0.0100 

0.3097 

27.62 

100 

72.38 

20.00 

14.48 

0.0100 

0.0340 

27.62 

100 

72.38 

20.00 

14.48 

0.0100 

0.4550 

9.43 

100 

90.57 

20.00 

18.11 

0.0100 

0.2490 

8.69 

90 

81.31 

10.00 

8.13 

0.0020 

0.0004 

8.69 

90 

81.31 

10.00 

8.13 

0.0020 

0.0300 

33.84 

100 

66.16 

20.00 

13.23 

0.0100 

0.3945 

8.98 

90 

81.02 

10.00 

8.10 

0.0020 

0.0002 

8.98 

90 

81.02 

10.00 

8.10 

0.0020 

0.0681 

10.21 

100 

89.79 

20.00 

17.96 

0.0100 

0.0159 

8.22 

100 

91.78 

20.00 

18.36 

0.0100 

0.0025 

33.90 

100 

66.10 

20.00 

13.22 

0.0100 

0.7224 

31.50 

100 

68.50 

20.00 

13.70 

0.0100 

0.3266 

8.05 

100 

91.95 

20.00 

18.39 

0.0100 

0.0354 

10.02 

100 

89.98 

20.00 

18.00 

0.0100 

0.1435 

33.30 

100 

66.70 

20.00 

13.34 

0.0100 

0.1606 

8.64 

90 

81.36 

10.00 

8.14 

0.0020 

0.0796 

8.64 

100 

91.36 

20.00 

18.27 

0.0100 

0.0301 

15.96 

100 

84.04 

20.00 

16.81 

0.0100 

0.2703 

7.78 

100 

92.22 

20.00 

18.44 

0.0100 

0.1633 

9.35 

90 

80.65 

10.00 

8.07 

0.0020 

0.0003 

9.35 

90 

80.65 

10.00 

8.07 

0.0020 

0.0218 

8.77 

100 

91.23 

20.00 

18.25 

0.0100 

0.0680 

8.66 

100 

91.34 

20.00 

18.27 

0.0100 

0.0412 

36.63 

100 

63.37 

20.00 

12.67 

0.0100 

0.2536 

37.77 

100 

62.23 

20.00 

12.45 

0.0100 

0.1386 

37.77 

100 

62.23 

20.00 

12.45 

0.0100 

0.2106 

8.01 

100 

91.99 

20.00 

18.40 

0.0100 

0.3001 

40.93 

100 

59.07 

20.00 

11.81 

0.0100 

0.0787 

40.93 

100 

59.07 

20.00 

11.81 

0.0100 

0.0308 

7.91 

100 

92.09 

20.00 

18.42 

0.0100 

0.4585 

32.35 

100 

67.65 

20.00 

13.53 

0.0100 

0.4903 

7.94 

100 

92.06 

20.00 

18.41 

0.0100 

0.2836 

7.93 

90 

82.07 

10.00 

8.21 

0.0020 

0.0051 

7.93 

100 

92.07 

20.00 

18.41 

0.0100 

0.0928 

9.42 

90 

80.58 

10.00 

8.06 

0.0020 

0.0000 

9.42 

90 

80.58 

10.00 

8.06 

0.0020 

0.0072 

9.42 

100 

90.58 

20.00 

18.12 

0.0100 

0.0000 

40.46 

100 

59.54 

20.00 

11.91 

0.0100 

0.3270 

8.64 

100 

91.36 

20.00 

18.27 

0.0100 

0.1689 

14.81 

100 

85.19 

10.00 

8.52 

0.0020 

0.0440 

18.04 

100 

81.96 

10.00 

8.20 

0.0020 

0.0676 

12.78 

100 

87.22 

10.00 

8.72 

0.0020 

0.0401 

10.29 

100 

89.71 

10.00 

8.97 

0.0020 

0.0474 

6.39 

100 

93.61 

20.00 

18.72 

0.0100 

0.0087 

18.00 

100 

82.00 

10.00 

8.20 

0.0020 

0.0171 

16.96 

100 

83.04 

10.00 

8.30 

0.0020 

0.0999 

15.43 

100 

84.57 

10.00 

8.46 

0.0020 

0.0020 

15.43 

100 

84.57 

20.00 

16.91 

0.0100 

0.5326 

13.51 

100 

86.49 

20.00 

17.30 

0.0100 

0.5380 

14.50 

100 

85.50 

10.00 

8.55 

0.0020 

0.0871 

14.41 

100 

85.59 

10.00 

8.56 

0.0020 

0.0747 

14.41 

100 

85.59 

20.00 

17.12 

0.0150 

0.8378 

16.53 

100 

83.47 

10.00 

8.35 

0.0020 

0.1702 




































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 



Older All 


Bhander 


Older All 


Bhander 


Bhander 


Older All 


Bhander 


Bhander 


Older All 


Bhander 


Older All 


Bhander 


Older All 


Older All 


Bhander 


Bhander 


Older All 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Older All 


Bhander 


Older All 


Bhander 


Older All 


Bhander 


Older All 


Bhander 


Older All 


Bhander 


Bhander 


Older All 


Bhander 


Older All 


Bhander 


Older All 


Bhander 


Bhander 


Older All 


Older All 


Bhander 


Older All 


Bhander 


Bhander 


Bhander 


Bhander 


Older All 


Bhander 


Older All 


Bhander 


Bhander 


Bhander 


Bhander 


uvium 


Sandstone 


uvium 


Sandstone 


Sandstone 


uvium 


Sandstone 


Sandstone 


uvium 


Sandstone 


uvium 


Sandstone 


uvium 


uvium 


Sandstone 


Sandstone 


uvium 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


uvium 


Sandstone 


uvium 


Sandstone 


uvium 


Sandstone 


uvium 


Sandstone 


uvium 


Sandstone 


Sandstone 


uvium 


Sandstone 


uvium 


Sandstone 


uvium 


Sandstone 


Sandstone 


uvium 


uvium 


Sandstone 


uvium 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


uvium 


Sandstone 


uvium 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

16.53 

100 

83.47 

20.00 

16.69 

0.0100 

0.3523 

9.51 

100 

90.49 

10.00 

9.05 

0.0020 

0.0109 

9.51 

100 

90.49 

20.00 

18.10 

0.0100 

0.0126 

17.60 

100 

82.40 

10.00 

8.24 

0.0020 

0.0477 

11.35 

100 

88.65 

10.00 

8.86 

0.0020 

0.0747 

11.35 

100 

88.65 

20.00 

17.73 

0.0100 

0.2946 

11.86 

100 

88.14 

10.00 

8.81 

0.0020 

0.0161 

14.40 

100 

85.60 

10.00 

8.56 

0.0020 

0.0379 

14.40 

100 

85.60 

20.00 

17.12 

0.0100 

1.4216 

14.06 

100 

85.94 

10.00 

8.59 

0.0020 

0.1885 

14.06 

100 

85.94 

20.00 

17.19 

0.0100 

0.0504 

11.01 

100 

88.99 

10.00 

8.90 

0.0020 

0.2140 

11.03 

100 

88.97 

20.00 

17.79 

0.0100 

1.0773 

11.19 

100 

88.81 

20.00 

17.76 

0.0100 

0.3118 

9.87 

100 

90.13 

10.00 

9.01 

0.0020 

0.0102 

16.52 

100 

83.48 

10.00 

8.35 

0.0020 

0.0005 

5.46 

100 

94.54 

20.00 

18.91 

0.0100 

0.0007 

9.15 

100 

90.85 

10.00 

9.09 

0.0020 

0.0253 

13.69 

100 

86.31 

10.00 

8.63 

0.0020 

0.0327 

18.32 

100 

81.68 

10.00 

8.17 

0.0020 

0.0381 

15.46 

100 

84.54 

10.00 

8.45 

0.0020 

0.0204 

14.08 

100 

85.92 

10.00 

8.59 

0.0020 

0.1241 

6.39 

100 

93.61 

20.00 

18.72 

0.0100 

0.0039 

12.92 

100 

87.09 

10.00 

8.71 

0.0020 

0.1631 

14.40 

100 

85.60 

20.00 

17.12 

0.0100 

0.1999 

14.41 

100 

85.59 

10.00 

8.56 

0.0020 

0.0382 

14.41 

100 

85.59 

20.00 

17.12 

0.0100 

0.3907 

13.49 

100 

86.51 

10.00 

8.65 

0.0020 

0.1099 

13.49 

100 

86.51 

20.00 

17.30 

0.0100 

0.2254 

13.81 

100 

86.19 

10.00 

8.62 

0.0020 

0.3637 

13.81 

100 

86.19 

20.00 

17.24 

0.0100 

0.6355 

12.44 

100 

87.56 

10.00 

8.76 

0.0020 

0.0318 

13.84 

100 

86.16 

10.00 

8.62 

0.0020 

0.0083 

13.84 

100 

86.16 

20.00 

17.23 

0.0100 

0.1043 

17.59 

100 

82.41 

10.00 

8.24 

0.0020 

0.0311 

4.74 

100 

95.26 

20.00 

19.05 

0.0100 

0.9310 

9.29 

100 

90.71 

10.00 

9.07 

0.0020 

0.0611 

9.29 

100 

90.71 

20.00 

18.14 

0.0100 

0.0047 

16.15 

100 

83.85 

10.00 

8.39 

0.0020 

0.0919 

16.60 

100 

83.40 

10.00 

8.34 

0.0020 

0.1335 

16.60 

100 

83.40 

20.00 

16.68 

0.0100 

0.0072 

13.38 

100 

86.62 

20.00 

17.32 

0.0100 

0.5408 

12.31 

100 

87.69 

10.00 

8.77 

0.0020 

0.2478 

12.45 

100 

87.55 

20.00 

17.51 

0.0100 

0.6782 

13.71 

100 

86.29 

10.00 

8.63 

0.0020 

0.1048 

17.51 

100 

82.49 

10.00 

8.25 

0.0020 

0.0091 

18.04 

100 

81.96 

10.00 

8.20 

0.0020 

0.0782 

13.12 

100 

86.88 

10.00 

8.69 

0.0020 

0.1429 

15.59 

100 

84.41 

20.00 

16.88 

0.0150 

0.0222 

19.55 

100 

80.45 

10.00 

8.04 

0.0020 

0.0470 

19.55 

100 

80.45 

20.00 

16.09 

0.0150 

0.7382 

16.21 

100 

83.80 

10.00 

8.38 

0.0020 

0.0168 

12.48 

100 

87.52 

10.00 

8.75 

0.0020 

0.0890 

16.92 

100 

83.08 

10.00 

8.31 

0.0020 

0.1582 

16.88 

100 

83.12 

10.00 

8.31 

0.0020 

0.0603 




































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 



Bhander 


Older All 


Bhander 


Older All 


Bhander 


Bhander 


Older All 


Bhander 


Older All 


Bhander 


Older All 


Bhander 


Bhander 


Bhander 


Older All 


Older All 


Older All 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Older All 


Bhander 


Older All 


Older All 


Bhander 


Bhander 


Older All 


Bhander 


Bhander 


Older All 


Bhander 


Older All 


Bhander 


Bhander 


Older All 


Bhander 


Bhander 


Older All 


Bhander 


Older All 


Older All 


Bhander 


Older All 


Older All 


Bhander 


Bhander 


Older All 


Bhander 


Bhander 


Older All 


Bhander 


Older All 


Older All 


Sandstone 


uvium 


Sandstone 


uvium 


Sandstone 


Sandstone 


uvium 


Sandstone 


uvium 


Sandstone 


uvium 


Sandstone 


Sandstone 


Sandstone 


uvium 


uvium 


uvium 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


uvium 


Sandstone 


uvium 


uvium 


Sandstone 


Sandstone 


uvium 


Sandstone 


Sandstone 


uvium 


Sandstone 


uvium 


Sandstone 


Sandstone 


uvium 


Sandstone 


Sandstone 


uvium 


Sandstone 


uvium 


uvium 


Sandstone 


uvium 


uvium 


Sandstone 


Sandstone 


uvium 


Sandstone 


Sandstone 


uvium 


Sandstone 


uvium 


uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

17.72 

100 

82.28 

10.00 

8.23 

0.0020 

0.0364 

17.72 

100 

82.28 

20.00 

16.46 

0.0150 

1.4430 

11.67 

100 

88.33 

10.00 

8.83 

0.0020 

0.0770 

18.18 

100 

81.82 

20.00 

16.36 

0.0150 

0.6416 

17.60 

100 

82.40 

10.00 

8.24 

0.0020 

0.0307 

13.90 

100 

86.10 

10.00 

8.61 

0.0020 

0.0120 

13.90 

100 

86.10 

20.00 

17.22 

0.0150 

3.5167 

15.68 

100 

84.32 

10.00 

8.43 

0.0020 

0.0237 

15.68 

100 

84.32 

20.00 

16.86 

0.0150 

1.4692 

12.87 

100 

87.13 

10.00 

8.71 

0.0020 

0.1138 

12.87 

100 

87.13 

20.00 

17.43 

0.0150 

0.0434 

10.75 

100 

89.25 

10.00 

8.93 

0.0020 

0.0183 

12.65 

100 

87.35 

10.00 

8.74 

0.0020 

0.0358 

13.92 

100 

86.08 

10.00 

8.61 

0.0020 

0.1370 

13.92 

100 

86.08 

20.00 

17.22 

0.0150 

0.0134 

9.88 

100 

90.12 

20.00 

18.02 

0.0150 

0.3448 

20.91 

100 

79.09 

20.00 

15.82 

0.0150 

0.1053 

16.44 

100 

83.56 

10.00 

8.36 

0.0020 

0.0484 

12.01 

100 

87.99 

10.00 

8.80 

0.0020 

0.1361 

9.90 

100 

90.10 

10.00 

9.01 

0.0020 

0.0194 

15.81 

100 

84.19 

10.00 

8.42 

0.0020 

0.0078 

10.38 

100 

89.62 

10.00 

8.96 

0.0020 

0.0154 

10.38 

100 

89.62 

20.00 

17.92 

0.0150 

0.8488 

14.06 

100 

85.94 

10.00 

8.59 

0.0020 

0.0767 

18.21 

100 

81.79 

20.00 

16.36 

0.0150 

0.3288 

21.91 

100 

78.09 

20.00 

15.62 

0.0150 

0.0003 

13.43 

100 

86.57 

10.00 

8.66 

0.0020 

0.2284 

21.39 

100 

78.61 

10.00 

7.86 

0.0020 

0.0032 

21.39 

100 

78.61 

10.00 

7.86 

0.0020 

0.0041 

16.52 

100 

83.48 

10.00 

8.35 

0.0020 

0.0239 

11.66 

100 

88.34 

10.00 

8.83 

0.0020 

0.0031 

11.66 

100 

88.34 

20.00 

17.67 

0.0150 

1.3550 

13.21 

100 

86.79 

10.00 

8.68 

0.0020 

0.1410 

13.21 

100 

86.79 

20.00 

17.36 

0.0150 

1.3319 

16.40 

100 

83.60 

10.00 

8.36 

0.0020 

0.0108 

14.09 

100 

85.91 

10.00 

8.59 

0.0020 

0.0683 

14.09 

100 

85.91 

20.00 

17.18 

0.0150 

0.0024 

16.15 

100 

83.85 

10.00 

8.38 

0.0020 

0.0334 

12.56 

100 

87.44 

10.00 

8.74 

0.0020 

0.0004 

19.69 

100 

80.31 

20.00 

16.06 

0.0150 

0.5070 

9.96 

100 

90.04 

10.00 

9.00 

0.0020 

0.0593 

16.83 

100 

83.17 

20.00 

16.63 

0.0150 

1.2305 

9.66 

100 

90.34 

20.00 

18.07 

0.0150 

0.8779 

18.32 

100 

81.68 

10.00 

8.17 

0.0020 

0.0006 

9.84 

100 

90.16 

20.00 

18.03 

0.0150 

0.5588 

10.88 

100 

89.12 

20.00 

17.82 

0.0150 

0.1121 

15.46 

100 

84.54 

10.00 

8.45 

0.0020 

0.0011 

9.67 

100 

90.33 

10.00 

9.03 

0.0020 

0.0063 

9.67 

100 

90.33 

10.00 

9.03 

0.0020 

0.0061 

15.70 

100 

84.30 

10.00 

8.43 

0.0020 

0.0281 

13.34 

100 

86.66 

10.00 

8.67 

0.0020 

0.0577 

17.46 

100 

82.54 

20.00 

16.51 

0.0150 

0.8222 

19.31 

100 

80.69 

10.00 

8.07 

0.0020 

0.0003 

19.31 

100 

80.69 

10.00 

8.07 

0.0020 

0.0096 

15.82 

100 

84.18 

20.00 

16.84 

0.0150 

0.3209 


































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



04001015 


Parasari 


Pejpura 


Pura Auodarkhan 


Rajanipura 


Rampura 


Ratiyapura 


Rohar 


Sahanpur 


Seeloti 


Shankarpura 


Singniya 


Sohanpur 


Tarhati With Kanchanpur 


Tatwai 


Ummedpura 


Uncha Gaon 


Alawara 


Chinayata 


Churari 


Dedroli 


Dhandhawali 


Dhursi 


Dughati 


Dukawali 


Ekolasi 


Hindaun (Rural) 


Hukmi Khera 


Jagar 


Jat Nagala 


Census Code 


0809000401237600 


0809000401224700 


0809000401225400 


0809000401224600 


0809000401224400 


0809000401231300 


0809000401229200 


0809000401230200 


0809000401224800 


0809000401222600 


0809000401227600 


0809000401223000 


0809000401227500 


0809000401231700 


0809000401223200 


0809000401224900 


0809000301209600 


0809000301210700 


0809000301205100 


0809000301216600 


0809000301208300 


0809000301205600 


0809000301212100 


0809000401225900 


0809000301210000 


0809000301212700 


0809000301208100 


0809000301210800 


0809000301209400 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 


12.02 Fresh 


1.35 Fresh 


3.69 Fresh 


4.58 Fresh 


5.62 Fresh 



5.83 Fresh 


5.71 Fresh 


5.76 Fresh 


2.03 Fresh 


2.90 Fresh 


4.26 Fresh 


2.73 Fresh 



2.98 Fresh 


Saline 


5.38 Fresh 


1.95 Fresh 


5.44 Fresh 


5.95 Fresh 



4.23 Fresh 


3.18 Fresh 


8.26 Fresh 


3.43 Fresh 



0.80 Fresh 


6.57 Fresh 


Saline 


19.22 Fresh 


3.44 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Command 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

10.84 

100 

89.16 

10.00 

8.92 

0.0020 

0.0663 

14.10 

100 

85.90 

10.00 

8.59 

0.0020 

0.0235 

16.59 

100 

83.41 

10.00 

8.34 

0.0020 

0.0165 

9.96 

100 

90.04 

10.00 

9.00 

0.0020 

0.0000 

9.26 

100 

90.74 

10.00 

9.07 

0.0020 

0.0539 

9.26 

100 

90.74 

20.00 

18.15 

0.0150 

0.6653 

12.21 

100 

87.79 

10.00 

8.78 

0.0020 

0.0340 

18.15 

100 

81.85 

10.00 

8.19 

0.0020 

0.0212 

15.63 

100 

84.37 

10.00 

8.44 

0.0020 

0.0042 

14.12 

100 

85.88 

10.00 

8.59 

0.0020 

0.0383 

18.32 

100 

81.68 

10.00 

8.17 

0.0020 

0.0046 

18.32 

100 

81.68 

20.00 

16.34 

0.0150 

1.2825 

12.66 

100 

87.34 

10.00 

8.73 

0.0020 

0.0371 

12.66 

100 

87.34 

20.00 

17.47 

0.0150 

0.4742 

17.59 

100 

82.41 

10.00 

8.24 

0.0020 

0.0650 

18.34 

100 

81.66 

20.00 

16.33 

0.0150 

1.3959 

16.15 

100 

83.85 

10.00 

8.39 

0.0020 

0.0009 

15.03 

100 

84.97 

10.00 

8.50 

0.0020 

0.0345 

17.39 

100 

82.61 

20.00 

16.52 

0.0150 

0.7192 

17.51 

100 

82.49 

10.00 

8.25 

0.0020 

0.0611 

16.19 

100 

83.81 

10.00 

8.38 

0.0020 

0.0300 

16.19 

100 

83.81 

10.00 

8.38 

0.0020 

0.0157 

16.77 

100 

83.23 

10.00 

8.32 

0.0020 

0.0113 

16.77 

100 

83.23 

10.00 

8.32 

0.0020 

0.0246 

25.28 

100 

74.72 

10.00 

7.47 

0.0020 

0.0474 

25.28 

90 

64.72 

10.00 

6.47 

0.0015 

0.0001 

15.17 

100 

84.83 

10.00 

8.48 

0.0020 

0.0197 

15.17 

100 

84.83 

10.00 

8.48 

0.0020 

0.0022 

22.63 

100 

77.37 

10.00 

7.74 

0.0020 

0.0126 

22.63 

100 

77.37 

10.00 

7.74 

0.0100 

0.0000 

15.12 

100 

84.88 

10.00 

8.49 

0.0020 

0.0692 

20.64 

100 

79.36 

10.00 

7.94 

0.0020 

0.0026 

65.20 

100 

34.80 

10.00 

3.48 

0.0020 

0.0025 

14.16 

100 

85.84 

10.00 

8.58 

0.0020 

0.0301 

14.16 

100 

85.84 

10.00 

8.58 

0.0020 

0.0005 

14.84 

100 

85.16 

10.00 

8.52 

0.0020 

0.2153 

14.84 

100 

85.16 

10.00 

8.52 

0.0020 

0.0153 

14.84 

100 

85.16 

10.00 

8.52 

0.0100 

0.0449 

14.84 

100 

85.16 

10.00 

8.52 

0.0100 

0.0271 

14.66 

100 

85.34 

10.00 

8.53 

0.0020 

0.0409 

44.75 

100 

55.25 

10.00 

5.53 

0.0020 

0.0063 

44.75 

100 

55.25 

10.00 

5.53 

0.0020 

0.0220 

15.31 

100 

84.70 

20.00 

16.94 

0.0150 

0.0200 

16.96 

100 

83.04 

10.00 

8.30 

0.0020 

0.0001 

16.96 

100 

83.04 

10.00 

8.30 

0.0020 

0.0568 

15.11 

100 

84.89 

10.00 

8.49 

0.0020 

0.0054 

15.11 

100 

84.89 

10.00 

8.49 

0.0020 

0.0903 

15.70 

100 

84.30 

10.00 

8.43 

0.0020 

0.4386 

15.70 

90 

74.30 

10.00 

7.43 

0.0015 

0.0387 

25.16 

100 

74.84 

10.00 

7.48 

0.0020 

0.0052 

15.16 

100 

84.84 

10.00 

8.48 

0.0020 

0.0850 

15.16 

100 

84.84 

10.00 

8.48 

0.0100 

0.1278 

15.16 

100 

84.84 

10.00 

8.48 

0.0100 

0.0043 

15.87 

100 

84.13 

10.00 

8.41 

0.0020 

0.1444 

15.68 

100 

84.32 

10.00 

8.43 

0.0020 

0.0514 














































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

15.68 

100 

84.32 

10.00 

8.43 

0.0020 

0.0066 

35.32 

100 

64.68 

10.00 

6.47 

0.0020 

0.0000 

35.32 

100 

64.68 

10.00 

6.47 

0.0020 

0.0509 

35.32 

90 

54.68 

10.00 

5.47 

0.0015 

0.0176 

16.02 

100 

83.98 

10.00 

8.40 

0.0020 

0.0321 

16.02 

100 

83.98 

10.00 

8.40 

0.0020 

0.0446 

18.07 

100 

81.93 

10.00 

8.19 

0.0020 

0.0000 

18.07 

100 

81.93 

10.00 

8.19 

0.0020 

0.0380 

18.07 

90 

71.93 

10.00 

7.19 

0.0015 

0.0018 

16.02 

100 

83.98 

10.00 

8.40 

0.0020 

0.0243 

16.02 

100 

83.98 

10.00 

8.40 

0.0020 

0.0312 

16.02 

90 

73.98 

10.00 

7.40 

0.0015 

0.0103 

19.23 

100 

80.77 

10.00 

8.08 

0.0020 

0.0002 

14.87 

100 

85.13 

10.00 

8.51 

0.0020 

0.0600 

14.59 

100 

85.41 

10.00 

8.54 

0.0020 

0.0343 

14.59 

100 

85.41 

10.00 

8.54 

0.0020 

0.0181 

43.55 

100 

56.45 

10.00 

5.64 

0.0020 

0.0005 

43.55 

100 

56.45 

10.00 

5.64 

0.0020 

0.0074 

22.24 

100 

77.76 

10.00 

7.78 

0.0020 

0.0301 

22.24 

100 

77.76 

10.00 

7.78 

0.0100 

0.0037 

22.24 

100 

77.76 

10.00 

7.78 

0.0100 

0.0950 

15.75 

100 

84.25 

10.00 

8.42 

0.0020 

0.0082 

15.75 

100 

84.25 

10.00 

8.42 

0.0020 

0.0517 

15.75 

90 

74.25 

10.00 

7.42 

0.0015 

0.0004 

20.05 

100 

79.95 

10.00 

7.99 

0.0020 

0.0094 

20.05 

100 

79.95 

10.00 

7.99 

0.0020 

0.0032 

29.90 

100 

70.11 

10.00 

7.01 

0.0020 

0.0768 

29.90 

90 

60.11 

10.00 

6.01 

0.0015 

0.0109 

15.03 

100 

84.97 

10.00 

8.50 

0.0020 

0.0022 

15.03 

100 

84.97 

10.00 

8.50 

0.0020 

0.0356 

18.73 

100 

81.27 

10.00 

8.13 

0.0020 

0.0096 

14.99 

100 

85.01 

10.00 

8.50 

0.0020 

0.0137 

14.99 

100 

85.01 

10.00 

8.50 

0.0020 

0.0429 

33.10 

100 

66.90 

10.00 

6.69 

0.0020 

0.0247 

41.16 

100 

58.84 

10.00 

5.88 

0.0020 

0.0058 

18.84 

100 

81.16 

10.00 

8.12 

0.0020 

0.0180 

18.84 

100 

81.16 

10.00 

8.12 

0.0020 

0.0000 

67.31 

100 

32.69 

10.00 

3.27 

0.0020 

0.0002 

67.31 

100 

32.69 

10.00 

3.27 

0.0020 

0.0000 

20.54 

100 

79.46 

10.00 

7.95 

0.0020 

0.0366 

20.54 

100 

79.46 

10.00 

7.95 

0.0100 

0.0026 

14.69 

100 

85.31 

10.00 

8.53 

0.0020 

0.0040 

14.05 

100 

85.95 

10.00 

8.60 

0.0020 

0.0000 

20.92 

100 

79.08 

10.00 

7.91 

0.0020 

0.0662 

24.42 

100 

75.58 

10.00 

7.56 

0.0020 

0.0270 

23.64 

100 

76.36 

10.00 

7.64 

0.0020 

0.0420 

18.10 

100 

81.90 

10.00 

8.19 

0.0020 

0.0574 

18.10 

100 

81.90 

10.00 

8.19 

0.0020 

0.0242 

18.10 

100 

81.90 

10.00 

8.19 

0.0100 

0.0667 

18.10 

100 

81.90 

10.00 

8.19 

0.0100 

0.0072 

16.06 

100 

83.94 

10.00 

8.39 

0.0020 

0.0492 

17.85 

100 

82.15 

10.00 

8.22 

0.0020 

0.0191 

10.80 

100 

89.20 

10.00 

8.92 

0.0020 

0.1558 

36.77 

100 

63.23 

10.00 

6.32 

0.0020 

0.0114 

15.10 

100 

84.90 

10.00 

8.49 

0.0020 

0.0437 























































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 



Older All 


Bhander 


Older All 


Bhander 


Older All 


Bhander 


Older All 


Bhander 


Older All 


Bhander 


Older All 


Bhander 


Bhander 


Older All 


Bhander 


Bhander 


Older All 


Bhander 


Bhander 


Older All 


Bhander 


Older All 


Bhander 


Older All 


Bhander 


Older All 


Bhander 


Older All 


Older All 


Bhander 


Bhander 


Bhander 


Older All 


Bhander 


Bhander 


Bhander 


Older All 


Bhander 


Older All 


Bhander 


Older All 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Older All 


Bhander 


Bhander 


Bhander 


Bhander 


Older All 


Bhander 


uvium 


Sandstone 


uvium 


Sandstone 


uvium 


Sandstone 


uvium 


Sandstone 


uvium 


Sandstone 


uvium 


Sandstone 


Sandstone 


uvium 


Sandstone 


Sandstone 


uvium 


Sandstone 


Sandstone 


uvium 


Sandstone 


uvium 


Sandstone 


uvium 


Sandstone 


uvium 


Sandstone 


uvium 


uvium 


Sandstone 


Sandstone 


Sandstone 


uvium 


Sandstone 


Sandstone 


Sandstone 


uvium 


Sandstone 


uvium 


Sandstone 


uvium 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


uvium 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


uvium 


Sandstone 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

19.49 

100 

80.51 

20.00 

16.10 

0.0150 

0.0034 

52.34 

100 

47.66 

10.00 

4.77 

0.0020 

0.0189 

52.34 

100 

47.66 

10.00 

4.77 

0.0020 

0.0001 

16.21 

100 

83.80 

10.00 

8.38 

0.0020 

0.0095 

25.28 

100 

74.72 

10.00 

7.47 

0.0020 

0.0316 

14.50 

100 

85.50 

10.00 

8.55 

0.0020 

0.1149 

15.12 

100 

84.88 

10.00 

8.49 

0.0020 

0.0000 

14.41 

100 

85.59 

10.00 

8.56 

0.0020 

0.2549 

14.41 

100 

85.59 

20.00 

17.12 

0.0150 

0.3916 

65.20 

100 

34.80 

10.00 

3.48 

0.0020 

0.0066 

65.20 

100 

34.80 

10.00 

3.48 

0.0020 

0.0125 

44.75 

100 

55.25 

10.00 

5.53 

0.0020 

0.0040 

15.31 

100 

84.70 

10.00 

8.47 

0.0020 

0.0937 

15.31 

100 

84.70 

20.00 

16.94 

0.0150 

0.5671 

53.86 

100 

46.14 

10.00 

4.61 

0.0020 

0.0004 

33.63 

100 

66.37 

10.00 

6.64 

0.0020 

0.0018 

33.63 

100 

66.37 

10.00 

6.64 

0.0020 

0.0013 

14.79 

100 

85.21 

10.00 

8.52 

0.0020 

0.0529 

58.79 

100 

41.21 

10.00 

4.12 

0.0020 

0.0064 

58.79 

100 

41.21 

10.00 

4.12 

0.0020 

0.0016 

15.87 

100 

84.13 

10.00 

8.41 

0.0020 

0.0155 

15.87 

100 

84.13 

10.00 

8.41 

0.0020 

0.1590 

40.52 

100 

59.48 

10.00 

5.95 

0.0020 

0.0241 

40.52 

100 

59.48 

10.00 

5.95 

0.0020 

0.0784 

12.75 

100 

87.25 

10.00 

8.72 

0.0020 

0.0880 

35.32 

100 

64.68 

10.00 

6.47 

0.0020 

0.0018 

21.29 

100 

78.71 

10.00 

7.87 

0.0020 

0.0000 

16.02 

100 

83.98 

10.00 

8.40 

0.0020 

0.0164 

18.07 

100 

81.93 

10.00 

8.19 

0.0020 

0.0277 

68.07 

100 

31.93 

10.00 

3.19 

0.0020 

0.0265 

40.40 

100 

59.60 

10.00 

5.96 

0.0020 

0.1186 

17.00 

100 

83.00 

10.00 

8.30 

0.0020 

0.2660 

17.00 

100 

83.00 

10.00 

8.30 

0.0020 

0.2123 

9.90 

100 

90.10 

10.00 

9.01 

0.0020 

0.0294 

15.81 

100 

84.19 

10.00 

8.42 

0.0020 

0.0193 

43.55 

100 

56.45 

10.00 

5.64 

0.0020 

0.0095 

43.55 

100 

56.45 

10.00 

5.64 

0.0020 

0.0313 

37.95 

100 

62.05 

10.00 

6.20 

0.0020 

0.0684 

37.95 

100 

62.05 

10.00 

6.20 

0.0020 

0.0236 

21.39 

100 

78.61 

10.00 

7.86 

0.0020 

0.0467 

21.39 

100 

78.61 

10.00 

7.86 

0.0020 

0.0033 

15.86 

100 

84.14 

10.00 

8.41 

0.0020 

0.0307 

65.79 

100 

34.21 

10.00 

3.42 

0.0020 

0.0089 

16.15 

100 

83.85 

10.00 

8.38 

0.0020 

0.0166 

9.96 

100 

90.04 

10.00 

9.00 

0.0020 

0.0015 

51.70 

100 

48.30 

10.00 

4.83 

0.0020 

0.0002 

15.46 

100 

84.54 

10.00 

8.45 

0.0020 

0.0800 

9.67 

100 

90.33 

10.00 

9.03 

0.0020 

0.1936 

9.67 

100 

90.33 

10.00 

9.03 

0.0020 

0.0269 

14.08 

100 

85.92 

10.00 

8.59 

0.0020 

0.0369 

15.92 

100 

84.08 

10.00 

8.41 

0.0020 

0.0459 

12.50 

100 

87.50 

10.00 

8.75 

0.0020 

0.1268 

15.59 

100 

84.41 

10.00 

8.44 

0.0020 

0.0415 

15.59 

100 

84.41 

20.00 

16.88 

0.0150 

0.0293 

14.39 

100 

85.61 

10.00 

8.56 

0.0020 

0.0558 


























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 


15001001 


Ponchhari 


Pura Auodarkhan 


Rajanipura 


Rampura 


Sadhpura 


Sakarghata 


Seeloti 


Singhan Meena 


Todoopura 


Vajheda 


1 ARW 


1 AWSM 


1 BNPM 


1 BRP 


1 BRW 


C 


1 CDR 


ICS 


1 DBL-A 


1 DBL-B 


1 DPM 


1 FDM 


1 FTP-A 


1 FTP-B 


1GB-A 


1 GGR 


1GMD 


1 HMH 


1JRK 


Census Code 


0809000301211600 


0809000401225400 


0809000401224600 


0809000401224400 


0809000401226500 


0809000401225200 


0809000401224800 


0809000301216400 


0809000401226400 


0809000301216100 


0809000301216700 


0802000300373300 


0802000300376000 


0801000900291300 


0801000900289600 


0801000900255900 


0802000400406700 


0802000200335000 


0802000300374000 


0802000200322800 


0802000300373600 


0802000300364100 


0802000300364000 


0802000200324100 


0801000900266200 


0802000200324400 


0802000200324300 


0801000800251300 


0801000800251200 


0802000200332500 


0801000900258500 


0802000200326000 


0802000300355800 


0802000400410800 


0802000500416900 


0801000900290100 


Zone (Fresh 
/ Saline) 


6.75 Fresh 


1.22 Fresh 


1.72 Fresh 


5.82 Fresh 


4.76 Fresh 


2.58 Fresh 


4.58 Fresh 


3.64 Fresh 


7.67 Fresh 


3.30 Fresh 


3.41 Fresh 


1.95 Saline 


2.53 Saline 


2.51 Saline 


4.12 Saline 


0.95 Saline 


1.09 Saline 


Saline 


3.07 Fresh 


Saline 


5.67 Fresh 


1.67 Saline 


3.02 Saline 


3.89 Fresh 


5.72 Fresh 


Saline 


9.59 Saline 


5.69 Saline 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Older Alluvium 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Older Alluvium 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Older Alluvium 

Non-command 

Bhander Sandstone 

Non-command 

Older Alluvium 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Older Alluvium 


River Basin: Ghaggar 


Sub Basin: Ghaggar 


Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

14.39 

100 

85.61 

20.00 

17.12 

0.0150 

0.8193 

23.71 

100 

76.29 

10.00 

7.63 

0.0020 

0.0981 

16.59 

100 

83.41 

10.00 

8.34 

0.0020 

0.0038 

9.96 

100 

90.04 

10.00 

9.00 

0.0020 

0.0306 

9.26 

100 

90.74 

10.00 

9.07 

0.0020 

0.0020 

14.35 

100 

85.65 

10.00 

8.57 

0.0020 

0.0387 

14.35 

100 

85.65 

20.00 

17.13 

0.0150 

0.5397 

15.34 

100 

84.66 

10.00 

8.47 

0.0020 

0.0436 

14.12 

100 

85.88 

10.00 

8.59 

0.0020 

0.0404 

67.31 

100 

32.69 

10.00 

3.27 

0.0020 

0.0053 

67.31 

100 

32.69 

10.00 

3.27 

0.0020 

0.0176 

14.54 

100 

85.46 

10.00 

8.55 

0.0020 

0.1002 

14.54 

100 

85.46 

20.00 

17.09 

0.0150 

0.3594 

62.74 

100 

37.26 

10.00 

3.73 

0.0020 

0.0009 

65.90 

100 

34.10 

10.00 

3.41 

0.0020 

0.0101 

65.90 

100 

34.10 

10.00 

3.41 

0.0020 

0.0103 


1.95 

10.27 

45 

34.73 

30.00 

10.42 

0.0300 

0.6085 

2.53 

6.54 

45 

38.46 

30.00 

11.54 

0.0300 

0.8759 

0.00 

6.54 

45 

38.46 

30.00 

11.54 

0.0300 

0.0003 

1.95 

6.52 

45 

38.48 

30.00 

11.54 

0.0300 

0.6751 

0.56 

6.52 

45 

38.48 

30.00 

11.54 

0.0300 

0.1943 

0.31 

23.00 

45 

22.00 

30.00 

6.60 

0.0300 

0.0614 

0.31 

23.00 

45 

22.00 

30.00 

6.60 

0.0300 

0.0605 

0.95 

10.12 

45 

34.89 

30.00 

10.47 

0.0300 

0.2983 

0.33 

6.48 

45 

38.52 

30.00 

11.56 

0.0300 

0.1149 

0.76 

6.48 

45 

38.52 

30.00 

11.56 

0.0300 

0.2646 

1.23 

10.15 

45 

34.85 

40.00 

13.94 

0.0300 

0.5160 

0.06 

10.77 

45 

34.23 

40.00 

13.69 

0.0300 

0.0231 

2.00 

10.77 

45 

34.23 

30.00 

10.27 

0.0300 

0.6153 

2.59 

11.34 

45 

33.66 

40.00 

13.46 

0.0300 

1.0444 

5.37 

10.83 

45 

34.17 

30.00 

10.25 

0.0300 

1.6518 

2.52 

20.44 

45 

24.56 

30.00 

7.37 

0.0300 

0.5576 

2.70 

20.95 

45 

24.05 

30.00 

7.21 

0.0300 

0.5834 

0.00 

9.74 

45 

35.26 

40.00 

14.10 

0.0300 

0.0000 

2.85 

9.74 

45 

35.26 

30.00 

10.58 

0.0300 

0.9035 

2.59 

8.69 

45 

36.31 

30.00 

10.89 

0.0300 

0.8471 

2.27 

10.71 

45 

34.29 

30.00 

10.29 

0.0300 

0.7016 

3.54 

10.08 

45 

34.92 

30.00 

10.48 

0.0300 

1.1119 

0.45 

7.66 

40 

32.34 

40.00 

12.94 

0.0300 

0.1744 

1.50 

7.66 

40 

32.34 

40.00 

12.94 

0.0300 

0.5817 

0.79 

7.66 

40 

32.34 

30.00 

9.70 

0.0300 

0.2299 

0.01 

7.58 

40 

32.42 

40.00 

12.97 

0.0300 

0.0032 

0.92 

7.58 

40 

32.42 

30.00 

9.73 

0.0300 

0.2692 

5.67 

13.14 

45 

31.86 

40.00 

12.74 

0.0300 

2.1683 

0.59 

11.32 

45 

33.68 

30.00 

10.10 

0.0300 

0.1783 

0.82 

11.32 

45 

33.68 

30.00 

10.10 

0.0300 

0.2496 

3.02 

14.33 

45 

30.67 

30.00 

9.20 

0.0300 

0.8331 

2.35 

21.42 

45 

23.58 

40.00 

9.43 

0.0300 

0.6636 

0.37 

21.42 

45 

23.58 

40.00 

9.43 

0.0300 

0.1052 

0.13 

9.84 

45 

35.16 

40.00 

14.06 

0.0300 

0.0535 

5.59 

9.84 

45 

35.16 

30.00 

10.55 

0.0300 

1.7686 

9.35 

7.73 

60 

52.27 

30.00 

15.68 

0.0300 

4.3985 

3.86 

7.15 

45 

37.85 

30.00 

11.36 

0.0300 

1.3138 




























































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

7.15 

45 

37.85 

30.00 

11.36 

0.0300 

0.0348 

23.98 

45 

21.02 

40.00 

8.41 

0.0300 

0.6834 

23.98 

45 

21.02 

40.00 

8.41 

0.0300 

0.1810 

12.74 

45 

32.26 

30.00 

9.68 

0.0300 

0.5633 

11.68 

45 

33.32 

30.00 

10.00 

0.0300 

0.5515 

9.60 

45 

35.40 

30.00 

10.62 

0.0300 

0.6773 

9.17 

45 

35.83 

40.00 

14.33 

0.0300 

0.5158 

9.17 

45 

35.83 

30.00 

10.75 

0.0300 

0.4413 

8.08 

45 

36.92 

30.00 

11.08 

0.0300 

0.7148 

5.09 

45 

39.91 

30.00 

11.97 

0.0300 

0.8373 

4.91 

45 

40.09 

30.00 

12.03 

0.0300 

0.6113 

8.75 

45 

36.25 

30.00 

10.87 

0.0300 

1.0631 

8.37 

45 

36.63 

30.00 

10.99 

0.0300 

0.6824 

23.33 

45 

21.67 

40.00 

8.67 

0.0300 

0.1004 

23.33 

45 

21.67 

40.00 

8.67 

0.0300 

1.1944 

4.93 

45 

40.07 

40.00 

16.03 

0.0300 

0.3056 

4.93 

45 

40.07 

40.00 

16.03 

0.0300 

0.1461 

4.93 

45 

40.07 

30.00 

12.02 

0.0300 

0.2204 

22.34 

45 

22.66 

40.00 

9.06 

0.0300 

0.1516 

22.34 

45 

22.66 

40.00 

9.06 

0.0300 

0.2983 

22.34 

45 

22.66 

30.00 

6.80 

0.0300 

0.1564 

9.49 

45 

35.51 

40.00 

14.20 

0.0300 

0.5055 

4.10 

45 

40.90 

40.00 

16.36 

0.0300 

0.0066 

4.10 

45 

40.90 

40.00 

16.36 

0.0300 

1.3566 

8.73 

45 

36.27 

40.00 

14.51 

0.0300 

0.2002 

8.47 

45 

36.53 

40.00 

14.61 

0.0300 

0.2481 

9.58 

45 

35.42 

30.00 

10.63 

0.0300 

0.9932 

23.07 

45 

21.93 

40.00 

8.77 

0.0300 

0.0013 

23.07 

45 

21.93 

40.00 

8.77 

0.0300 

0.7706 

3.12 

45 

41.88 

30.00 

12.56 

0.0300 

0.3260 

3.12 

45 

41.88 

30.00 

12.56 

0.0300 

0.2389 

3.00 

45 

42.00 

30.00 

12.60 

0.0300 

0.0798 

3.00 

45 

42.00 

30.00 

12.60 

0.0300 

0.0058 

3.00 

45 

42.00 

30.00 

12.60 

0.0300 

0.3839 

5.56 

45 

39.44 

40.00 

15.78 

0.0300 

0.9441 

5.40 

45 

39.60 

30.00 

11.88 

0.0300 

0.4512 

3.39 

45 

41.61 

40.00 

16.64 

0.0300 

0.0466 

3.39 

45 

41.61 

40.00 

16.64 

0.0300 

0.0797 

3.39 

45 

41.61 

30.00 

12.48 

0.0300 

0.5442 

3.39 

45 

41.61 

30.00 

12.48 

0.0300 

0.0191 

8.80 

45 

36.20 

30.00 

10.86 

0.0300 

0.7923 

9.72 

45 

35.28 

40.00 

14.11 

0.0300 

0.0658 

9.72 

45 

35.28 

40.00 

14.11 

0.0300 

0.8358 

9.72 

45 

35.28 

30.00 

10.59 

0.0300 

0.3709 

11.54 

45 

33.46 

30.00 

10.04 

0.0300 

0.2821 

11.54 

45 

33.46 

30.00 

10.04 

0.0300 

0.1866 

8.23 

45 

36.77 

30.00 

11.03 

0.0300 

1.1033 

18.64 

45 

26.36 

30.00 

7.91 

0.0300 

1.4654 

22.79 

45 

22.21 

40.00 

8.88 

0.0300 

0.0832 

22.79 

45 

22.21 

40.00 

8.88 

0.0300 

0.2845 

22.79 

45 

22.21 

30.00 

6.66 

0.0300 

0.6263 

8.52 

45 

36.48 

40.00 

14.59 

0.0300 

0.5913 

8.52 

45 

36.48 

30.00 

10.95 

0.0300 

0.4419 

9.18 

45 

35.82 

40.00 

14.33 

0.0300 

0.0478 

9.18 

45 

35.82 

40.00 

14.33 

0.0300 

0.7087 





























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone (Fresh 
/ Saline) 



1 RM 


1 RP 


1 RPM 


1 RRW 


1 SGM (CT) 


1SGR-A 


1SGR-B 


1 SNM 


1 SPD 


1SRPM 


1 SRW 


1 STD 


1 STG (RURAL) 


IT 


1 TLW-A 


1 TLW-B 


1 TTD 


1 ZWD 


10 CDR-A 


10 CDR-B 


10 DBL 


10 FDM 


10 FTP 


10GGR 


10 HMH 


10 KSP 


10 LGW 


10 LKS 


10 LLW 


0801000900255200 


0802000300382800 


0802000400402600 


0802000100318300 


0801000940111000 


0802000400399600 


0802000400399500 


0802000300362600 


0801000900265500 


0801000900290500 


0802000200329600 


0801000900256700 


0802000300381500 


0802000300356300 


0802000300359600 


0802000400409000 


0802000200332200 


0802000200332300 


0801000900291900 


0802000300381400 


0802000200327600 


0802000200327800 


0802000200339500 


0801000900266800 


0802000200325200 


0802000200331000 


0802000300358600 


0802000300370900 


0802000400398500 


0802000400396400 


0802000300351800 




4.65 Saline 


1.40 Saline 


2.26 Saline 


1.66 Fresh 


1.71 Saline 


3.68 Fresh 


2.99 Fresh 


1.45 Saline 


6.61 Saline 


4.26 Fresh 


1.82 Fresh 


1.74 Saline 


1.53 Saline 


4.13 Fresh 


Saline 


2.89 Saline 


2.13 Fresh 


Saline 


4.29 Saline 


3.28 Fresh 


17.81 Saline 


2.71 Fresh 


Saline 


1.28 Saline 



1.87 Saline 


10 MD-C 


10 MKS-A 


0802000300376600 


0802000200323500 


0.94 Saline 


3.64 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

6.04 

45 

38.96 

30.00 

11.69 

0.0300 

0.1735 

6.04 

45 

38.96 

30.00 

11.69 

0.0300 

1.9712 

9.04 

45 

35.96 

40.00 

14.38 

0.0300 

0.2354 

9.04 

45 

35.96 

40.00 

14.38 

0.0300 

0.1419 

9.04 

45 

35.96 

30.00 

10.79 

0.0300 

0.7949 

10.10 

45 

34.90 

30.00 

10.47 

0.0300 

0.5657 

10.10 

45 

34.90 

30.00 

10.47 

0.0300 

0.1103 

16.17 

45 

28.83 

40.00 

11.53 

0.0300 

0.2732 

16.17 

45 

28.83 

40.00 

11.53 

0.0300 

0.5202 

16.17 

45 

28.83 

30.00 

8.65 

0.0300 

0.1064 

11.21 

45 

33.79 

30.00 

10.14 

0.0300 

0.2347 

4.91 

45 

40.09 

40.00 

16.04 

0.0300 

1.1873 

8.64 

45 

36.36 

30.00 

10.91 

0.0300 

0.6844 

17.07 

45 

27.93 

30.00 

8.38 

0.0300 

0.8240 

7.65 

45 

37.35 

30.00 

11.21 

0.0300 

0.5335 

19.04 

45 

25.96 

40.00 

10.38 

0.0300 

0.9478 

17.05 

45 

27.95 

40.00 

11.18 

0.0300 

0.7053 

16.84 

45 

28.16 

30.00 

8.45 

0.0300 

0.3965 

10.72 

45 

34.28 

30.00 

10.28 

0.0300 

0.8920 

6.35 

45 

38.65 

30.00 

11.60 

0.0300 

2.4993 

19.53 

45 

25.47 

40.00 

10.19 

0.0300 

1.4701 

19.53 

45 

25.47 

40.00 

10.19 

0.0300 

0.0005 

7.84 

45 

37.16 

30.00 

11.15 

0.0300 

0.0521 

4.86 

45 

40.14 

30.00 

12.04 

0.0300 

0.5052 

17.47 

45 

27.53 

30.00 

8.26 

0.0300 

0.5612 

24.30 

45 

20.70 

40.00 

8.28 

0.0300 

0.0667 

24.30 

45 

20.70 

40.00 

8.28 

0.0300 

0.3458 

8.20 

45 

36.80 

30.00 

11.04 

0.0300 

0.5657 

13.71 

45 

31.29 

40.00 

12.52 

0.0300 

1.3815 

13.45 

45 

31.56 

40.00 

12.62 

0.0300 

1.1338 

5.84 

45 

39.16 

30.00 

11.75 

0.0300 

0.1454 

5.44 

45 

39.56 

30.00 

11.87 

0.0300 

2.3540 

20.52 

45 

24.48 

40.00 

9.79 

0.0300 

0.0304 

20.52 

45 

24.48 

40.00 

9.79 

0.0300 

1.2227 

20.80 

45 

24.20 

40.00 

9.68 

0.0300 

0.5277 

4.29 

45 

40.71 

30.00 

12.21 

0.0300 

0.1669 

8.00 

45 

37.00 

30.00 

11.10 

0.0300 

0.5091 

12.86 

45 

32.14 

40.00 

12.85 

0.0300 

0.1937 

12.86 

45 

32.14 

40.00 

12.85 

0.0300 

0.2499 

12.86 

45 

32.14 

30.00 

9.64 

0.0300 

0.8606 

13.47 

45 

31.53 

30.00 

9.46 

0.0300 

0.8195 

17.22 

45 

27.78 

40.00 

11.11 

0.0300 

0.0725 

17.22 

45 

27.78 

40.00 

11.11 

0.0300 

0.0334 

17.22 

45 

27.78 

30.00 

8.33 

0.0300 

0.4520 

6.38 

45 

38.62 

30.00 

11.58 

0.0300 

1.4895 

21.43 

45 

23.57 

40.00 

9.43 

0.0300 

0.9289 

16.22 

45 

28.78 

30.00 

8.64 

0.0300 

0.6541 

21.34 

45 

23.66 

40.00 

9.47 

0.0300 

0.7012 

21.34 

45 

23.66 

30.00 

7.10 

0.0300 

0.0518 

5.90 

45 

39.10 

30.00 

11.73 

0.0300 

0.4396 

5.90 

45 

39.10 

30.00 

11.73 

0.0300 

0.0096 

5.97 

45 

39.03 

30.00 

11.71 

0.0300 

0.5691 

5.97 

45 

39.03 

30.00 

11.71 

0.0300 

0.0892 

5.91 

45 

39.09 

30.00 

11.73 

0.0300 

0.3312 

10.07 

45 

34.93 

40.00 

13.97 

0.0300 

0.0830 
























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone (Fresh 
/ Saline) 



10 PBN-A 


10 PBN-B 


10 RP-A 



10SLW 


10 SSW-A 


10 SSW-B 


10 STB 


10 STG 


10 ZWD 


11CDR 


11 DBL 


11 FTP 


11GGR 


11 HMH 


11 KSP 


11 LGW 


11 LLW 


0802000400398100 


0802000400398200 


0802000300382000 



0802000300381900 


0801000900263700 


0801000900267700 


0801000900267800 


0802000200335600 


0802000300369800 


0802000300369900 


0802000400408300 


0802000300363000 


0802000400415200 


0802000200327900 


0802000200341500 


0802000200326900 


0802000200330900 


0802000300358700 


0802000300371000 


0802000400398600 


0802000300352200 


3.46 Fresh 


3.39 Fresh 


1.16 Fresh 


Saline 


1.44 Saline 


1.57 Fresh 



Saline 


1.61 Saline 


1.84 Saline 


2.21 Fresh 


Saline 


3.07 Fresh 


3.40 Saline 


2.72 Saline 


5.83 Saline 


1.75 Saline 


1.98 Saline 


3.19 Fresh 


Saline 


1.27 Saline 


1.81 Fresh 


1.93 Saline 


3.85 Fresh 


Saline 


3.22 Saline 


3.17 Fresh 


2.71 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

10.07 

45 

34.93 

30.00 

10.48 

0.0300 

0.1681 

11.45 

45 

33.55 

30.00 

10.06 

0.0300 

0.0161 

10.66 

45 

34.34 

40.00 

13.74 

0.0300 

0.4747 

10.66 

45 

34.34 

40.00 

13.74 

0.0300 

0.1690 

10.66 

45 

34.34 

30.00 

10.30 

0.0300 

0.0989 

5.06 

45 

39.94 

30.00 

11.98 

0.0300 

1.7982 

4.91 

45 

40.09 

40.00 

16.04 

0.0300 

0.9137 

19.47 

45 

25.53 

40.00 

10.21 

0.0300 

0.0851 

19.47 

45 

25.53 

40.00 

10.21 

0.0300 

0.7418 

19.47 

45 

25.53 

30.00 

7.66 

0.0300 

0.1695 

19.47 

45 

25.53 

30.00 

7.66 

0.0300 

0.0009 

10.78 

45 

34.22 

30.00 

10.27 

0.0300 

0.4884 

10.78 

45 

34.22 

30.00 

10.27 

0.0300 

0.0206 

11.00 

45 

34.00 

30.00 

10.20 

0.0300 

0.0337 

11.00 

45 

34.00 

30.00 

10.20 

0.0300 

1.1701 

11.00 

45 

34.00 

30.00 

10.20 

0.0300 

0.2757 

22.67 

45 

22.33 

40.00 

8.93 

0.0300 

0.9266 

21.93 

45 

23.07 

40.00 

9.23 

0.0300 

0.9384 

5.04 

45 

39.96 

40.00 

15.98 

0.0300 

0.1722 

5.04 

45 

39.96 

40.00 

15.98 

0.0300 

0.2046 

5.04 

45 

39.96 

30.00 

11.99 

0.0300 

0.1353 

5.35 

45 

39.65 

30.00 

11.89 

0.0300 

0.5147 

13.33 

45 

31.67 

40.00 

12.67 

0.0300 

0.0042 

13.33 

45 

31.67 

40.00 

12.67 

0.0300 

0.1011 

13.33 

45 

31.67 

40.00 

12.67 

0.0300 

0.2534 

13.33 

45 

31.67 

30.00 

9.50 

0.0300 

0.1440 

13.33 

45 

31.67 

30.00 

9.50 

0.0300 

0.0345 

8.89 

45 

36.11 

40.00 

14.44 

0.0300 

0.3376 

8.89 

45 

36.11 

40.00 

14.44 

0.0300 

0.3474 

8.89 

45 

36.11 

30.00 

10.83 

0.0300 

0.0466 

7.78 

45 

37.22 

30.00 

11.17 

0.0300 

0.5408 

7.91 

45 

37.09 

30.00 

11.13 

0.0300 

0.1011 

7.91 

45 

37.09 

30.00 

11.13 

0.0300 

0.5117 

8.44 

45 

36.56 

30.00 

10.97 

0.0300 

0.0807 

8.44 

45 

36.56 

30.00 

10.97 

0.0300 

0.8105 

8.56 

45 

36.44 

40.00 

14.58 

0.0300 

0.0788 

8.56 

45 

36.44 

30.00 

10.93 

0.0300 

0.6665 

4.10 

45 

40.90 

40.00 

16.36 

0.0300 

1.5084 

15.37 

45 

29.63 

30.00 

8.89 

0.0300 

0.9081 

15.47 

45 

29.53 

30.00 

8.86 

0.0300 

0.7227 

8.33 

45 

36.67 

30.00 

11.00 

0.0300 

0.8613 

8.33 

45 

36.67 

30.00 

11.00 

0.0300 

1.0618 

19.80 

45 

25.20 

30.00 

7.56 

0.0300 

0.3972 

8.70 

45 

36.30 

30.00 

10.89 

0.0300 

0.6474 

20.78 

45 

24.22 

40.00 

9.69 

0.0300 

0.9243 

20.78 

45 

24.22 

30.00 

7.27 

0.0300 

0.0017 

5.10 

45 

39.90 

30.00 

11.97 

0.0300 

0.0342 

14.90 

45 

30.10 

40.00 

12.04 

0.0300 

0.6529 

12.98 

45 

32.02 

30.00 

9.61 

0.0300 

0.5570 

17.38 

45 

27.62 

40.00 

11.05 

0.0300 

0.2343 

17.38 

45 

27.62 

40.00 

11.05 

0.0300 

0.0318 

17.38 

45 

27.62 

30.00 

8.29 

0.0300 

0.7575 

6.46 

45 

38.54 

30.00 

11.56 

0.0300 

1.1157 

21.32 

45 

23.68 

40.00 

9.47 

0.0300 

0.9021 

21.95 

45 

23.05 

40.00 

9.22 

0.0300 

0.5666 





























































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

21.95 

45 

23.05 

30.00 

6.92 

0.0300 

0.0386 

5.92 

45 

39.08 

30.00 

11.72 

0.0300 

1.2717 

11.12 

45 

33.88 

30.00 

10.17 

0.0300 

0.7431 

23.73 

45 

21.27 

40.00 

8.51 

0.0300 

0.7961 

7.46 

45 

37.54 

30.00 

11.26 

0.0300 

2.0180 

5.21 

45 

39.79 

40.00 

15.92 

0.0300 

0.7046 

10.81 

45 

34.19 

30.00 

10.26 

0.0300 

0.0003 

21.59 

45 

23.41 

40.00 

9.36 

0.0300 

0.6813 

5.37 

45 

39.63 

40.00 

15.85 

0.0300 

0.0910 

5.37 

45 

39.63 

40.00 

15.85 

0.0300 

0.1869 

5.37 

45 

39.63 

30.00 

11.89 

0.0300 

0.1038 

7.68 

45 

37.32 

30.00 

11.20 

0.0300 

0.4872 

7.68 

45 

37.32 

30.00 

11.20 

0.0300 

0.1123 

9.91 

45 

35.09 

30.00 

10.53 

0.0300 

0.1803 

7.94 

45 

37.06 

40.00 

14.82 

0.0300 

0.1089 

7.94 

45 

37.06 

40.00 

14.82 

0.0300 

0.2135 

7.94 

45 

37.06 

40.00 

14.82 

0.0300 

0.0107 

7.94 

45 

37.06 

30.00 

11.12 

0.0300 

0.2296 

7.94 

45 

37.06 

30.00 

11.12 

0.0300 

0.1173 

8.43 

45 

36.57 

40.00 

14.63 

0.0300 

0.0383 

8.43 

45 

36.57 

40.00 

14.63 

0.0300 

0.7588 

8.43 

45 

36.57 

30.00 

10.97 

0.0300 

1.0514 

8.43 

45 

36.57 

30.00 

10.97 

0.0300 

0.0154 

7.00 

45 

38.00 

30.00 

11.40 

0.0300 

0.4177 

6.82 

45 

38.18 

30.00 

11.45 

0.0300 

0.2694 

10.66 

45 

34.34 

30.00 

10.30 

0.0300 

0.9500 

13.92 

45 

31.08 

40.00 

12.43 

0.0300 

0.7195 

13.92 

45 

31.08 

40.00 

12.43 

0.0300 

0.0019 

13.92 

45 

31.08 

30.00 

9.32 

0.0300 

0.0319 

8.44 

45 

36.56 

30.00 

10.97 

0.0300 

0.3724 

20.86 

45 

24.14 

40.00 

9.66 

0.0300 

0.0024 

20.86 

45 

24.14 

40.00 

9.66 

0.0300 

0.7544 

20.86 

45 

24.14 

30.00 

7.24 

0.0300 

0.2366 

12.90 

45 

32.10 

40.00 

12.84 

0.0300 

0.1058 

12.90 

45 

32.10 

40.00 

12.84 

0.0300 

0.0825 

12.90 

45 

32.10 

30.00 

9.63 

0.0300 

0.7762 

14.13 

45 

30.87 

40.00 

12.35 

0.0300 

0.1522 

14.13 

45 

30.87 

40.00 

12.35 

0.0300 

1.0799 

14.13 

45 

30.87 

30.00 

9.26 

0.0300 

0.0479 

13.17 

45 

31.83 

30.00 

9.55 

0.0300 

0.6445 

16.22 

45 

28.78 

30.00 

8.63 

0.0300 

1.8124 

6.59 

45 

38.41 

30.00 

11.52 

0.0300 

0.6344 

7.78 

45 

37.22 

30.00 

11.17 

0.0300 

1.2204 

20.67 

45 

24.33 

40.00 

9.73 

0.0300 

0.0871 

20.67 

45 

24.33 

40.00 

9.73 

0.0300 

0.2156 

20.67 

45 

24.33 

30.00 

7.30 

0.0300 

0.0174 

22.45 

45 

22.55 

40.00 

9.02 

0.0300 

0.0123 

22.45 

45 

22.55 

30.00 

6.77 

0.0300 

0.2780 

5.95 

45 

39.05 

30.00 

11.72 

0.0300 

0.4233 

23.80 

45 

21.20 

40.00 

8.48 

0.0300 

0.0952 

23.80 

45 

21.20 

40.00 

8.48 

0.0300 

0.4493 

23.80 

45 

21.20 

30.00 

6.36 

0.0300 

0.0840 

8.49 

45 

36.51 

30.00 

10.95 

0.0300 

0.7188 

4.98 

45 

40.02 

40.00 

16.01 

0.0300 

1.8424 

5.06 

45 

39.94 

40.00 

15.97 

0.0300 

0.5700 































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

5.06 

45 

39.94 

40.00 

15.97 

0.0300 

0.1683 

5.06 

45 

39.94 

30.00 

11.98 

0.0300 

0.0340 

21.49 

45 

23.51 

40.00 

9.41 

0.0300 

1.2026 

7.98 

45 

37.02 

40.00 

14.81 

0.0300 

0.7016 

7.98 

45 

37.02 

40.00 

14.81 

0.0300 

0.0132 

9.92 

45 

35.08 

30.00 

10.52 

0.0300 

0.3018 

7.74 

45 

37.26 

30.00 

11.18 

0.0300 

0.3582 

5.81 

45 

39.19 

40.00 

15.67 

0.0300 

0.1995 

5.81 

45 

39.19 

40.00 

15.67 

0.0300 

0.3847 

5.81 

45 

39.19 

30.00 

11.76 

0.0300 

0.4091 

7.95 

45 

37.05 

30.00 

11.11 

0.0300 

0.2730 

7.95 

45 

37.05 

30.00 

11.11 

0.0300 

0.1228 

9.78 

45 

35.22 

40.00 

14.09 

0.0300 

0.1118 

9.78 

45 

35.22 

40.00 

14.09 

0.0300 

0.2309 

9.78 

45 

35.22 

30.00 

10.57 

0.0300 

0.1389 

6.99 

45 

38.01 

30.00 

11.40 

0.0300 

0.4130 

9.46 

45 

35.54 

40.00 

14.22 

0.0300 

1.2852 

9.46 

45 

35.54 

40.00 

14.22 

0.0300 

0.0102 

9.24 

45 

35.76 

30.00 

10.73 

0.0300 

0.9490 

18.28 

45 

26.72 

30.00 

8.02 

0.0300 

0.5726 

8.15 

45 

36.85 

30.00 

11.05 

0.0300 

0.1148 

8.15 

45 

36.85 

30.00 

11.05 

0.0300 

0.2280 

13.50 

45 

31.50 

40.00 

12.60 

0.0300 

0.5394 

13.50 

45 

31.50 

30.00 

9.45 

0.0300 

1.1406 

13.50 

45 

31.50 

30.00 

9.45 

0.0300 

0.2440 

19.65 

45 

25.35 

40.00 

10.14 

0.0300 

0.0436 

19.65 

45 

25.35 

30.00 

7.60 

0.0300 

0.3973 

19.65 

45 

25.35 

30.00 

7.60 

0.0300 

0.3695 

14.71 

45 

30.29 

40.00 

12.11 

0.0300 

0.3533 

13.53 

45 

31.47 

30.00 

9.44 

0.0300 

1.7039 

17.26 

45 

27.74 

30.00 

8.32 

0.0300 

0.6187 

6.11 

45 

38.89 

30.00 

11.67 

0.0300 

0.6423 

6.36 

45 

38.64 

30.00 

11.59 

0.0300 

0.7091 

20.79 

45 

24.21 

40.00 

9.68 

0.0300 

0.8796 

15.29 

45 

29.71 

30.00 

8.91 

0.0300 

0.0266 

21.92 

45 

23.08 

40.00 

9.23 

0.0300 

0.5359 

21.92 

45 

23.08 

30.00 

6.93 

0.0300 

0.1099 

6.09 

45 

38.91 

30.00 

11.67 

0.0300 

1.3082 

6.09 

45 

38.91 

30.00 

11.67 

0.0300 

0.0248 

12.62 

45 

32.38 

30.00 

9.72 

0.0300 

1.2095 

8.64 

45 

36.36 

30.00 

10.91 

0.0300 

0.3145 

4.95 

45 

40.05 

40.00 

16.02 

0.0300 

0.7621 

4.95 

45 

40.05 

40.00 

16.02 

0.0300 

0.1432 

4.95 

45 

40.05 

30.00 

12.02 

0.0300 

0.2057 

14.86 

45 

30.14 

30.00 

9.04 

0.0300 

0.4602 

20.05 

45 

24.95 

40.00 

9.98 

0.0300 

1.0937 

5.93 

45 

39.07 

40.00 

15.63 

0.0300 

0.0122 

5.93 

45 

39.07 

30.00 

11.72 

0.0300 

0.6460 

9.84 

45 

35.16 

30.00 

10.55 

0.0300 

0.5488 

8.01 

45 

36.99 

40.00 

14.80 

0.0300 

0.0374 

8.01 

45 

36.99 

40.00 

14.80 

0.0300 

0.0103 

8.01 

45 

36.99 

40.00 

14.80 

0.0300 

0.0118 

8.01 

45 

36.99 

30.00 

11.10 

0.0300 

0.5979 

4.35 

45 

40.65 

40.00 

16.26 

0.0300 

0.3349 

4.35 

45 

40.65 

40.00 

16.26 

0.0300 

1.0426 
































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

4.35 

45 

40.65 

30.00 

12.20 

0.0300 

0.0933 

7.44 

45 

37.56 

30.00 

11.27 

0.0300 

0.4972 

7.26 

45 

37.74 

30.00 

11.32 

0.0300 

0.4567 

11.95 

45 

33.05 

30.00 

9.92 

0.0300 

0.7174 

9.03 

45 

35.97 

40.00 

14.39 

0.0300 

0.3938 

9.22 

45 

35.78 

30.00 

10.73 

0.0300 

0.2373 

9.22 

45 

35.78 

30.00 

10.73 

0.0300 

0.2443 

9.22 

45 

35.78 

30.00 

10.73 

0.0300 

1.1489 

9.73 

45 

35.27 

40.00 

14.11 

0.0300 

0.3430 

9.73 

45 

35.27 

40.00 

14.11 

0.0300 

0.0085 

9.73 

45 

35.27 

30.00 

10.58 

0.0300 

0.0064 

9.73 

45 

35.27 

30.00 

10.58 

0.0300 

0.0915 

18.12 

45 

26.88 

30.00 

8.06 

0.0300 

0.5701 

7.97 

45 

37.03 

30.00 

11.11 

0.0300 

0.1015 

7.97 

45 

37.03 

30.00 

11.11 

0.0300 

0.5160 

11.71 

45 

33.29 

40.00 

13.32 

0.0300 

0.4921 

11.71 

45 

33.29 

40.00 

13.32 

0.0300 

0.7899 

6.05 

45 

38.95 

30.00 

11.69 

0.0300 

0.0963 

14.77 

45 

30.23 

40.00 

12.09 

0.0300 

0.0635 

14.77 

45 

30.23 

40.00 

12.09 

0.0300 

1.1751 

14.77 

45 

30.23 

30.00 

9.07 

0.0300 

0.1130 

11.92 

45 

33.08 

30.00 

9.92 

0.0300 

1.1859 

15.84 

45 

29.16 

30.00 

8.75 

0.0300 

0.8844 

6.95 

45 

38.05 

30.00 

11.42 

0.0300 

1.3947 

19.20 

45 

25.80 

40.00 

10.32 

0.0300 

0.0102 

19.20 

45 

25.80 

30.00 

7.74 

0.0300 

0.0671 

17.36 

45 

27.64 

40.00 

11.05 

0.0300 

0.0163 

17.36 

45 

27.64 

30.00 

8.29 

0.0300 

0.6434 

12.80 

45 

32.20 

30.00 

9.66 

0.0300 

0.0628 

22.48 

45 

22.52 

40.00 

9.01 

0.0300 

0.8461 

22.48 

45 

22.52 

30.00 

6.76 

0.0300 

0.5888 

6.49 

45 

38.51 

30.00 

11.55 

0.0300 

0.6908 

23.70 

45 

21.30 

40.00 

8.52 

0.0300 

0.1016 

23.70 

45 

21.30 

40.00 

8.52 

0.0300 

0.2730 

23.70 

45 

21.30 

30.00 

6.39 

0.0300 

0.0504 

10.84 

45 

34.16 

40.00 

13.66 

0.0300 

0.0008 

10.84 

45 

34.16 

30.00 

10.25 

0.0300 

0.7959 

4.91 

45 

40.09 

40.00 

16.04 

0.0300 

0.6061 

4.90 

45 

40.10 

40.00 

16.04 

0.0300 

1.0901 

17.79 

45 

27.21 

40.00 

10.88 

0.0300 

0.1310 

17.79 

45 

27.21 

40.00 

10.88 

0.0300 

0.2814 

17.79 

45 

27.21 

30.00 

8.16 

0.0300 

0.1715 

21.21 

45 

23.79 

40.00 

9.52 

0.0300 

1.6523 

8.02 

40 

31.98 

30.00 

9.59 

0.0300 

0.8017 

10.07 

45 

34.93 

30.00 

10.48 

0.0300 

0.7356 

8.00 

45 

37.00 

30.00 

11.10 

0.0300 

0.3811 

6.13 

45 

38.87 

40.00 

15.55 

0.0300 

0.0825 

6.13 

45 

38.87 

40.00 

15.55 

0.0300 

0.0094 

6.13 

45 

38.87 

30.00 

11.66 

0.0300 

0.6743 

7.89 

45 

37.11 

30.00 

11.13 

0.0300 

0.4131 

7.34 

45 

37.66 

30.00 

11.30 

0.0300 

0.4310 

15.59 

45 

29.41 

30.00 

8.82 

0.0300 

2.1546 

9.85 

45 

35.15 

40.00 

14.06 

0.0300 

0.0018 

9.85 

45 

35.15 

40.00 

14.06 

0.0300 

0.0053 

9.85 

45 

35.15 

30.00 

10.55 

0.0300 

0.1678 





































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

9.32 

45 

35.68 

30.00 

10.70 

0.0300 

0.6743 

9.32 

45 

35.68 

30.00 

10.70 

0.0300 

0.0001 

9.32 

45 

35.68 

30.00 

10.70 

0.0300 

0.2662 

9.85 

45 

35.15 

30.00 

10.54 

0.0300 

0.1675 

9.82 

45 

35.18 

30.00 

10.55 

0.0300 

0.0005 

9.82 

45 

35.18 

30.00 

10.55 

0.0300 

0.2017 

19.68 

45 

25.32 

30.00 

7.59 

0.0300 

0.7543 

8.05 

45 

36.95 

30.00 

11.09 

0.0300 

0.2710 

8.05 

45 

36.95 

30.00 

11.09 

0.0300 

0.4211 

12.02 

45 

32.98 

30.00 

9.89 

0.0300 

0.1101 

16.15 

45 

28.85 

30.00 

8.66 

0.0300 

0.6216 

13.43 

45 

31.57 

30.00 

9.47 

0.0300 

0.8015 

17.16 

45 

27.84 

30.00 

8.35 

0.0300 

0.8412 

9.92 

45 

35.08 

30.00 

10.52 

0.0300 

1.3504 

19.08 

45 

25.92 

40.00 

10.37 

0.0300 

0.4716 

16.98 

45 

28.02 

40.00 

11.21 

0.0300 

0.0961 

16.98 

45 

28.02 

40.00 

11.21 

0.0300 

0.6787 

18.82 

45 

26.18 

40.00 

10.47 

0.0300 

0.0672 

18.82 

45 

26.18 

40.00 

10.47 

0.0300 

0.4154 

22.53 

45 

22.47 

40.00 

8.99 

0.0300 

0.1689 

22.53 

45 

22.47 

30.00 

6.74 

0.0300 

0.1769 

22.42 

45 

22.58 

40.00 

9.03 

0.0300 

0.0046 

22.42 

45 

22.58 

30.00 

6.77 

0.0300 

0.1634 

5.94 

45 

39.06 

30.00 

11.72 

0.0300 

0.0280 

5.94 

45 

39.06 

30.00 

11.72 

0.0300 

0.6635 

14.27 

45 

30.73 

30.00 

9.22 

0.0300 

1.2586 

23.82 

45 

21.18 

40.00 

8.47 

0.0300 

0.0014 

4.93 

45 

40.07 

40.00 

16.03 

0.0300 

0.2062 

4.93 

45 

40.07 

40.00 

16.03 

0.0300 

0.1765 

4.93 

45 

40.07 

30.00 

12.02 

0.0300 

0.0403 

5.09 

45 

39.91 

40.00 

15.96 

0.0300 

0.0069 

5.09 

45 

39.91 

40.00 

15.96 

0.0300 

0.0675 

5.09 

45 

39.91 

30.00 

11.97 

0.0300 

0.3222 

14.44 

45 

30.56 

30.00 

9.17 

0.0300 

0.3178 

18.64 

45 

26.36 

40.00 

10.54 

0.0300 

1.1820 

6.17 

45 

38.83 

30.00 

11.65 

0.0300 

1.4747 

10.21 

45 

34.79 

30.00 

10.44 

0.0300 

0.0202 

10.21 

45 

34.79 

30.00 

10.44 

0.0300 

0.5309 

8.03 

45 

36.97 

40.00 

14.79 

0.0300 

0.1216 

8.03 

45 

36.97 

40.00 

14.79 

0.0300 

0.2004 

8.03 

45 

36.97 

40.00 

14.79 

0.0300 

0.0008 

8.03 

45 

36.97 

30.00 

11.09 

0.0300 

0.0032 

8.03 

45 

36.97 

30.00 

11.09 

0.0300 

0.0788 

8.03 

45 

36.97 

30.00 

11.09 

0.0300 

0.1088 

6.08 

45 

38.92 

30.00 

11.68 

0.0300 

0.7207 

8.11 

45 

36.89 

40.00 

14.76 

0.0300 

0.1613 

8.11 

45 

36.89 

40.00 

14.76 

0.0300 

0.4827 

8.11 

45 

36.89 

30.00 

11.07 

0.0300 

0.0197 

8.11 

45 

36.89 

30.00 

11.07 

0.0300 

0.3261 

8.11 

45 

36.89 

30.00 

11.07 

0.0300 

0.2195 

7.47 

45 

37.53 

30.00 

11.26 

0.0300 

0.4025 

13.68 

45 

31.32 

30.00 

9.40 

0.0300 

0.8392 

12.75 

45 

32.25 

30.00 

9.68 

0.0300 

0.7383 

9.54 

45 

35.46 

40.00 

14.19 

0.0300 

0.2488 

9.54 

45 

35.46 

30.00 

10.64 

0.0300 

0.0436 

























































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

9.54 

45 

35.46 

30.00 

10.64 

0.0300 

0.0988 

9.73 

45 

35.27 

40.00 

14.11 

0.0300 

0.1492 

9.73 

45 

35.27 

30.00 

10.58 

0.0300 

0.0255 

9.73 

45 

35.27 

30.00 

10.58 

0.0300 

0.3636 

18.03 

45 

26.97 

30.00 

8.09 

0.0300 

0.4998 

17.91 

45 

27.09 

30.00 

8.13 

0.0300 

0.3991 

8.59 

45 

36.41 

30.00 

10.92 

0.0300 

0.5835 

12.86 

45 

32.14 

30.00 

9.64 

0.0300 

0.1740 

12.86 

45 

32.14 

30.00 

9.64 

0.0300 

0.5724 

14.94 

45 

30.06 

40.00 

12.03 

0.0300 

0.2131 

14.94 

45 

30.06 

40.00 

12.03 

0.0300 

0.5326 

14.94 

45 

30.06 

30.00 

9.02 

0.0300 

0.6643 

11.93 

45 

33.07 

30.00 

9.92 

0.0300 

0.7572 

15.71 

45 

29.29 

30.00 

8.79 

0.0300 

0.8013 

7.70 

45 

37.30 

30.00 

11.19 

0.0300 

0.9517 

17.71 

45 

27.29 

40.00 

10.92 

0.0300 

0.3337 

17.71 

45 

27.29 

40.00 

10.92 

0.0300 

1.0837 

17.71 

45 

27.29 

40.00 

10.92 

0.0300 

0.1586 

17.71 

45 

27.29 

30.00 

8.19 

0.0300 

0.3647 

17.71 

45 

27.29 

30.00 

8.19 

0.0300 

0.3943 

22.43 

45 

22.57 

40.00 

9.03 

0.0300 

0.2839 

22.43 

45 

22.57 

30.00 

6.77 

0.0300 

0.2408 

5.99 

45 

39.01 

30.00 

11.70 

0.0300 

0.7462 

5.99 

45 

39.01 

30.00 

11.70 

0.0300 

0.2357 

22.48 

45 

22.52 

30.00 

6.76 

0.0300 

0.0159 

4.93 

45 

40.07 

40.00 

16.03 

0.0300 

1.3254 

4.93 

45 

40.07 

40.00 

16.03 

0.0300 

0.2416 

4.93 

45 

40.07 

30.00 

12.02 

0.0300 

0.0712 

14.45 

45 

30.55 

40.00 

12.22 

0.0300 

0.0041 

14.45 

45 

30.55 

30.00 

9.17 

0.0300 

0.3989 

20.16 

45 

24.84 

40.00 

9.93 

0.0300 

1.5342 

5.83 

45 

39.17 

40.00 

15.67 

0.0300 

0.0326 

5.83 

45 

39.17 

30.00 

11.75 

0.0300 

1.4344 

8.01 

45 

36.99 

30.00 

11.10 

0.0300 

0.1153 

8.01 

45 

36.99 

30.00 

11.10 

0.0300 

0.1308 

8.48 

45 

36.52 

30.00 

10.96 

0.0300 

0.1683 

8.48 

45 

36.52 

30.00 

10.96 

0.0300 

0.1738 

15.59 

45 

29.41 

30.00 

8.82 

0.0300 

1.1282 

9.60 

45 

35.40 

40.00 

14.16 

0.0300 

0.3047 

9.60 

45 

35.40 

30.00 

10.62 

0.0300 

0.0552 

9.60 

45 

35.40 

30.00 

10.62 

0.0300 

0.2635 

18.29 

45 

26.71 

30.00 

8.01 

0.0300 

0.7457 

8.71 

45 

36.29 

30.00 

10.89 

0.0300 

0.4902 

17.18 

45 

27.82 

30.00 

8.34 

0.0300 

0.8139 

13.51 

45 

31.49 

30.00 

9.45 

0.0300 

0.9168 

16.71 

45 

28.29 

30.00 

8.49 

0.0300 

1.1311 

10.01 

45 

34.99 

30.00 

10.50 

0.0300 

0.6943 

17.06 

45 

27.94 

30.00 

8.38 

0.0300 

1.4065 

21.14 

45 

23.86 

40.00 

9.55 

0.0300 

0.1062 

21.14 

45 

23.86 

30.00 

7.16 

0.0300 

0.0194 

15.77 

45 

29.23 

30.00 

8.77 

0.0300 

1.8804 

5.03 

45 

39.97 

40.00 

15.99 

0.0300 

0.0514 

5.03 

45 

39.97 

30.00 

11.99 

0.0300 

0.5049 

14.45 

45 

30.55 

40.00 

12.22 

0.0300 

0.0669 

14.45 

45 

30.55 

40.00 

12.22 

0.0300 

0.0054 


































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


17 SSW 


17 STB-A 


17 STG 


17 ZWD 


18GGR 


18 HMH (RURAL) 


18 KSP 


18 LGW-A 


18 LGW-B 


18 PBN-A 


18 PBN-B 


18 SPD-A 


18SPD-B 


18 SSW 


18 STB 


18 STG 


18 ZWD 


19 GGR 


19 HMH 


19 KSP (KISHANPURA) 


19 LGW-A 


19 LGW-B 


19 MKS (MANAKSAR) 


19 MOD 


19 NDR 


19 NGC-A 


0802000300369200 


0801000900269900 


0802000300364400 


0802000400413200 


0802000200330400 


0802000300359200 


0802000300372000 


0801000900263300 


0801000900263200 


0802000400401400 


0802000400401500 


0802000400412600 


0802000400412500 


0802000300366800 


0801000900269800 


0802000300364600 


0802000400412300 


0802000200326500 


0802000300366600 


0802000300372100 


0801000900261700 


0801000900261800 


0802000100318400 


0802000400394600 


0802000300375800 


0802000200328300 


Zone (Fresh 
/ Saline) 



1.78 Saline 


1.09 Fresh 


Saline 



4.05 Saline 


1.60 Saline 


4.54 Saline 


3.00 Saline 


3.61 Saline 


0.76 Saline 


2.13 Saline 



Saline 


8.62 Fresh 


3.15 Fresh 


2.73 Saline 


1.95 Saline 


3.59 Saline 


1.57 Fresh 



2.62 Saline 


5.11 Saline 




1.43 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

14.45 

45 

30.55 

30.00 

9.16 

0.0300 

0.4258 

15.48 

45 

29.52 

40.00 

11.81 

0.0300 

0.0726 

15.48 

45 

29.52 

40.00 

11.81 

0.0300 

1.6312 

15.48 

45 

29.52 

40.00 

11.81 

0.0300 

0.4317 

8.93 

45 

36.07 

30.00 

10.82 

0.0300 

0.5325 

8.93 

45 

36.07 

30.00 

10.82 

0.0300 

0.3648 

13.62 

45 

31.38 

30.00 

9.41 

0.0300 

0.5024 

9.46 

45 

35.54 

40.00 

14.22 

0.0300 

0.4298 

9.46 

45 

35.54 

30.00 

10.66 

0.0300 

0.0166 

9.46 

45 

35.54 

30.00 

10.66 

0.0300 

0.0109 

8.87 

45 

36.13 

30.00 

10.84 

0.0300 

0.3865 

8.87 

45 

36.13 

30.00 

10.84 

0.0300 

0.2826 

20.94 

45 

24.06 

30.00 

7.22 

0.0300 

0.8775 

8.64 

45 

36.36 

30.00 

10.91 

0.0300 

0.5237 

11.48 

45 

33.52 

30.00 

10.06 

0.0300 

1.3692 

16.68 

45 

28.32 

30.00 

8.50 

0.0300 

0.7647 

9.13 

45 

35.87 

30.00 

10.76 

0.0300 

1.1650 

18.47 

45 

26.53 

30.00 

7.96 

0.0300 

0.1755 

15.10 

45 

29.90 

30.00 

8.97 

0.0300 

0.5558 

15.10 

45 

29.90 

30.00 

8.97 

0.0300 

0.0161 

5.53 

45 

39.47 

30.00 

11.84 

0.0300 

0.2715 

5.53 

45 

39.47 

30.00 

11.84 

0.0300 

1.0030 

16.51 

45 

28.49 

40.00 

11.39 

0.0300 

0.1180 

16.51 

45 

28.49 

40.00 

11.39 

0.0300 

0.5880 

16.51 

45 

28.49 

30.00 

8.55 

0.0300 

0.0575 

15.64 

45 

29.36 

40.00 

11.74 

0.0300 

3.0382 

14.37 

45 

30.63 

40.00 

12.25 

0.0300 

0.1120 

14.37 

45 

30.63 

40.00 

12.25 

0.0300 

1.0466 

8.33 

45 

36.67 

30.00 

11.00 

0.0300 

0.9024 

9.69 

45 

35.31 

30.00 

10.59 

0.0300 

0.6186 

15.62 

45 

29.38 

30.00 

8.81 

0.0300 

0.9493 

9.65 

45 

35.35 

40.00 

14.14 

0.0300 

0.2146 

9.65 

45 

35.35 

40.00 

14.14 

0.0300 

0.0011 

9.65 

45 

35.35 

30.00 

10.61 

0.0300 

0.0114 

9.65 

45 

35.35 

30.00 

10.61 

0.0300 

0.3253 

19.83 

45 

25.17 

30.00 

7.55 

0.0300 

0.5938 

8.78 

45 

36.22 

30.00 

10.87 

0.0300 

0.4604 

8.78 

45 

36.22 

30.00 

10.87 

0.0300 

1.2039 

23.39 

45 

21.61 

30.00 

6.48 

0.0300 

0.0237 

23.39 

45 

21.61 

30.00 

6.48 

0.0300 

0.0036 

22.20 

45 

22.80 

30.00 

6.84 

0.0300 

1.4133 

22.20 

45 

22.80 

30.00 

6.84 

0.0300 

0.6891 

16.32 

45 

28.68 

40.00 

11.47 

0.0300 

0.3230 

16.32 

45 

28.68 

40.00 

11.47 

0.0300 

0.4623 

16.32 

45 

28.68 

30.00 

8.60 

0.0300 

0.5566 

13.56 

45 

31.44 

30.00 

9.43 

0.0300 

0.8660 

15.82 

45 

29.18 

30.00 

8.75 

0.0300 

1.0073 

10.97 

45 

34.03 

30.00 

10.21 

0.0300 

0.8041 

16.61 

45 

28.39 

30.00 

8.52 

0.0300 

0.1288 

13.54 

45 

31.46 

30.00 

9.44 

0.0300 

0.2235 

16.29 

45 

28.71 

30.00 

8.61 

0.0300 

0.5472 

21.34 

45 

23.66 

30.00 

7.10 

0.0300 

0.0390 

6.64 

45 

38.36 

30.00 

11.51 

0.0300 

0.2050 

6.64 

45 

38.36 

30.00 

11.51 

0.0300 

0.1620 

15.31 

45 

29.69 

40.00 

11.87 

0.0300 

0.0000 






































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

15.31 

45 

29.69 

40.00 

11.87 

0.0300 

0.5099 

14.75 

45 

30.25 

40.00 

12.10 

0.0300 

0.6606 

14.04 

45 

30.96 

40.00 

12.39 

0.0300 

0.7123 

14.04 

45 

30.96 

40.00 

12.39 

0.0300 

0.2627 

14.04 

45 

30.96 

40.00 

12.39 

0.0300 

0.2111 

14.04 

45 

30.96 

30.00 

9.29 

0.0300 

0.0067 

14.04 

45 

30.96 

30.00 

9.29 

0.0300 

0.1738 

13.72 

45 

31.28 

40.00 

12.51 

0.0300 

0.5257 

13.72 

45 

31.28 

30.00 

9.38 

0.0300 

0.1416 

13.72 

45 

31.28 

30.00 

9.38 

0.0300 

0.4023 

9.18 

45 

35.82 

30.00 

10.75 

0.0300 

0.1548 

9.18 

45 

35.82 

30.00 

10.75 

0.0300 

0.6184 

13.66 

45 

31.34 

30.00 

9.40 

0.0300 

0.7491 

9.85 

45 

35.15 

30.00 

10.54 

0.0300 

0.4997 

20.46 

45 

24.54 

30.00 

7.36 

0.0300 

0.5664 

5.85 

45 

39.15 

30.00 

11.75 

0.0300 

0.4639 

5.85 

45 

39.15 

30.00 

11.75 

0.0300 

0.1940 

10.40 

45 

34.60 

30.00 

10.38 

0.0300 

0.3077 

10.40 

45 

34.60 

30.00 

10.38 

0.0300 

0.4438 

7.25 

45 

37.75 

30.00 

11.33 

0.0300 

0.4275 

6.22 

45 

38.78 

30.00 

11.63 

0.0300 

0.5330 

7.55 

45 

37.45 

30.00 

11.23 

0.0300 

0.3034 

7.55 

45 

37.45 

30.00 

11.23 

0.0300 

0.2284 

21.59 

45 

23.41 

30.00 

7.02 

0.0300 

0.2399 

21.59 

45 

23.41 

30.00 

7.02 

0.0300 

1.0533 

10.28 

45 

34.72 

30.00 

10.42 

0.0300 

1.2189 

10.12 

45 

34.88 

30.00 

10.46 

0.0300 

0.0137 

10.12 

45 

34.88 

30.00 

10.46 

0.0300 

0.4818 

7.34 

45 

37.66 

30.00 

11.30 

0.0300 

0.1383 

7.34 

45 

37.66 

30.00 

11.30 

0.0300 

0.6362 

9.09 

45 

35.91 

30.00 

10.77 

0.0300 

0.0494 

9.09 

45 

35.91 

30.00 

10.77 

0.0300 

1.3154 

10.82 

45 

34.18 

30.00 

10.25 

0.0300 

0.5977 

12.81 

45 

32.19 

40.00 

12.88 

0.0300 

0.7534 

9.90 

45 

35.10 

30.00 

10.53 

0.0300 

1.7254 

22.31 

45 

22.69 

40.00 

9.08 

0.0300 

0.7506 

22.31 

45 

22.69 

40.00 

9.08 

0.0300 

0.0032 

22.31 

45 

22.69 

30.00 

6.81 

0.0300 

0.1070 

11.27 

45 

33.73 

30.00 

10.12 

0.0300 

1.0336 

9.37 

45 

35.63 

30.00 

10.69 

0.0300 

0.8631 

13.29 

45 

31.71 

40.00 

12.69 

0.0300 

1.0307 

13.29 

45 

31.71 

30.00 

9.51 

0.0300 

0.1275 

8.01 

40 

31.99 

30.00 

9.60 

0.0300 

0.9299 

8.16 

40 

31.84 

40.00 

12.74 

0.0300 

0.0871 

8.16 

40 

31.84 

40.00 

12.74 

0.0300 

1.0418 

8.16 

40 

31.84 

40.00 

12.74 

0.0300 

0.3549 

8.16 

40 

31.84 

30.00 

9.55 

0.0300 

0.0096 

8.16 

40 

31.84 

30.00 

9.55 

0.0300 

0.0173 

8.16 

40 

31.84 

30.00 

9.55 

0.0300 

0.2602 

8.29 

40 

31.71 

40.00 

12.68 

0.0300 

0.4161 

8.29 

40 

31.71 

30.00 

9.51 

0.0300 

0.0338 

13.38 

45 

31.62 

40.00 

12.65 

0.0300 

0.1683 

13.38 

45 

31.62 

40.00 

12.65 

0.0300 

0.4951 

13.38 

45 

31.62 

30.00 

9.49 

0.0300 

0.2379 

11.32 

45 

33.68 

30.00 

10.10 

0.0300 

0.0562 



















































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

7.71 

45 

37.29 

40.00 

14.92 

0.0300 

0.1084 

7.71 

45 

37.29 

40.00 

14.92 

0.0300 

0.1227 

7.71 

45 

37.29 

30.00 

11.19 

0.0300 

0.9429 

14.08 

45 

30.92 

30.00 

9.28 

0.0300 

1.9088 

23.08 

45 

21.92 

40.00 

8.77 

0.0300 

0.6589 

9.39 

45 

35.61 

30.00 

10.68 

0.0300 

0.4986 

5.34 

60 

54.66 

30.00 

16.40 

0.0300 

0.0631 

7.87 

60 

52.13 

30.00 

15.64 

0.0300 

0.6477 

19.89 

45 

25.11 

30.00 

7.53 

0.0300 

0.4829 

22.56 

45 

22.44 

40.00 

8.97 

0.0300 

0.0818 

22.56 

45 

22.44 

30.00 

6.73 

0.0300 

0.3349 

9.63 

45 

35.37 

30.00 

10.61 

0.0300 

1.0918 

9.44 

45 

35.56 

40.00 

14.23 

0.0300 

0.0750 

9.44 

45 

35.56 

40.00 

14.23 

0.0300 

1.5011 

9.44 

45 

35.56 

30.00 

10.67 

0.0300 

0.0519 

4.55 

45 

40.45 

30.00 

12.13 

0.0300 

0.7189 

8.26 

45 

36.74 

30.00 

11.02 

0.0300 

0.4798 

8.26 

45 

36.74 

30.00 

11.02 

0.0300 

0.0086 

23.30 

45 

21.70 

40.00 

8.68 

0.0300 

0.1865 

23.30 

45 

21.70 

40.00 

8.68 

0.0300 

1.0925 

23.30 

45 

21.70 

30.00 

6.51 

0.0300 

0.8294 

4.98 

45 

40.02 

30.00 

12.01 

0.0300 

0.4705 

21.26 

45 

23.74 

40.00 

9.50 

0.0300 

0.0326 

21.26 

45 

23.74 

30.00 

7.12 

0.0300 

0.1135 

10.64 

45 

34.36 

40.00 

13.74 

0.0300 

0.6036 

5.77 

45 

39.23 

40.00 

15.69 

0.0300 

0.3087 

5.77 

45 

39.23 

40.00 

15.69 

0.0300 

0.1132 

5.77 

45 

39.23 

30.00 

11.77 

0.0300 

1.1222 

9.33 

45 

35.67 

40.00 

14.27 

0.0300 

0.5572 

9.33 

45 

35.67 

30.00 

10.70 

0.0300 

0.7186 

8.85 

45 

36.15 

40.00 

14.46 

0.0300 

0.4717 

8.85 

45 

36.15 

30.00 

10.85 

0.0300 

0.5323 

9.29 

45 

35.71 

30.00 

10.71 

0.0300 

0.6314 

8.79 

45 

36.21 

30.00 

10.86 

0.0300 

0.6004 

21.91 

45 

23.09 

40.00 

9.24 

0.0300 

0.2232 

21.91 

45 

23.09 

40.00 

9.24 

0.0300 

0.4018 

21.46 

45 

23.54 

40.00 

9.42 

0.0300 

0.8445 

21.46 

45 

23.54 

40.00 

9.42 

0.0300 

0.2302 

3.09 

45 

41.91 

30.00 

12.57 

0.0300 

0.2182 

3.09 

45 

41.91 

30.00 

12.57 

0.0300 

0.2150 

3.12 

45 

41.88 

30.00 

12.57 

0.0300 

0.4532 

5.60 

45 

39.40 

40.00 

15.76 

0.0300 

0.2735 

5.60 

45 

39.40 

40.00 

15.76 

0.0300 

0.2516 

5.60 

45 

39.40 

30.00 

11.82 

0.0300 

0.0487 

8.68 

45 

36.32 

30.00 

10.90 

0.0300 

0.4498 

9.72 

45 

35.28 

30.00 

10.59 

0.0300 

0.4015 

3.25 

45 

41.75 

40.00 

16.70 

0.0300 

0.5392 

3.25 

45 

41.75 

30.00 

12.53 

0.0300 

0.0305 

3.25 

45 

41.75 

30.00 

12.53 

0.0300 

0.1665 

8.63 

45 

36.37 

30.00 

10.91 

0.0300 

1.0342 

11.49 

45 

33.51 

40.00 

13.40 

0.0300 

0.0246 

11.49 

45 

33.51 

40.00 

13.40 

0.0300 

0.6175 

11.49 

45 

33.51 

30.00 

10.05 

0.0300 

0.0098 

11.26 

45 

33.74 

30.00 

10.12 

0.0300 

0.3259 

10.69 

45 

34.31 

30.00 

10.29 

0.0300 

0.1137 








































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

10.69 

45 

34.31 

30.00 

10.29 

0.0300 

0.5094 

8.21 

45 

36.79 

30.00 

11.04 

0.0300 

0.6194 

19.58 

45 

25.42 

30.00 

7.63 

0.0300 

1.1803 

22.85 

45 

22.15 

40.00 

8.86 

0.0300 

0.5295 

22.85 

45 

22.15 

30.00 

6.65 

0.0300 

0.3966 

8.73 

45 

36.27 

40.00 

14.51 

0.0300 

0.2414 

8.73 

45 

36.27 

40.00 

14.51 

0.0300 

0.9138 

8.73 

45 

36.27 

30.00 

10.88 

0.0300 

0.0248 

8.09 

45 

36.91 

30.00 

11.07 

0.0300 

0.1010 

8.09 

45 

36.91 

30.00 

11.07 

0.0300 

0.0989 

8.56 

45 

36.44 

40.00 

14.57 

0.0300 

1.4126 

8.56 

45 

36.44 

40.00 

14.57 

0.0300 

0.1219 

8.56 

45 

36.44 

30.00 

10.93 

0.0300 

0.0264 

9.48 

45 

35.52 

30.00 

10.66 

0.0300 

0.4270 

9.48 

45 

35.52 

30.00 

10.66 

0.0300 

0.1256 

14.18 

45 

30.82 

40.00 

12.33 

0.0300 

0.1199 

14.18 

45 

30.82 

40.00 

12.33 

0.0300 

0.3263 

14.18 

45 

30.82 

30.00 

9.25 

0.0300 

0.0511 

4.86 

45 

40.14 

40.00 

16.05 

0.0300 

0.1375 

4.86 

45 

40.14 

30.00 

12.04 

0.0300 

0.1723 

4.86 

45 

40.14 

30.00 

12.04 

0.0300 

0.5023 

4.17 

45 

40.83 

30.00 

12.25 

0.0300 

0.1063 

4.17 

45 

40.83 

30.00 

12.25 

0.0300 

0.8819 

7.92 

45 

37.08 

30.00 

11.12 

0.0300 

0.6702 

19.76 

45 

25.24 

40.00 

10.10 

0.0300 

0.0038 

19.76 

45 

25.24 

30.00 

7.57 

0.0300 

0.7675 

3.64 

45 

41.36 

40.00 

16.54 

0.0300 

0.0109 

3.64 

45 

41.36 

30.00 

12.41 

0.0300 

0.0004 

8.90 

45 

36.10 

30.00 

10.83 

0.0300 

0.1475 

8.90 

45 

36.10 

30.00 

10.83 

0.0300 

0.2598 

14.39 

45 

30.61 

40.00 

12.24 

0.0300 

1.8424 

10.80 

45 

34.20 

30.00 

10.26 

0.0300 

0.0001 

10.80 

45 

34.20 

30.00 

10.26 

0.0300 

0.8704 

18.04 

45 

26.96 

30.00 

8.09 

0.0300 

0.7303 

10.93 

45 

34.07 

30.00 

10.22 

0.0300 

0.1748 

10.93 

45 

34.07 

30.00 

10.22 

0.0300 

0.5265 

8.62 

45 

36.38 

30.00 

10.91 

0.0300 

0.4064 

19.92 

45 

25.08 

40.00 

10.03 

0.0300 

0.0287 

19.92 

45 

25.08 

40.00 

10.03 

0.0300 

0.4276 

19.92 

45 

25.08 

30.00 

7.52 

0.0300 

0.4742 

12.25 

45 

32.75 

30.00 

9.83 

0.0300 

0.2272 

8.28 

45 

36.72 

30.00 

11.02 

0.0300 

0.5038 

17.50 

45 

27.50 

30.00 

8.25 

0.0300 

0.2616 

22.74 

45 

22.26 

40.00 

8.90 

0.0300 

0.1912 

22.74 

45 

22.26 

40.00 

8.90 

0.0300 

0.1593 

8.20 

45 

36.80 

30.00 

11.04 

0.0300 

0.7128 

13.98 

45 

31.02 

40.00 

12.41 

0.0300 

0.5477 

5.87 

45 

39.13 

30.00 

11.74 

0.0300 

0.4021 

3.91 

60 

56.09 

30.00 

16.83 

0.0300 

0.5913 

16.80 

45 

28.20 

40.00 

11.28 

0.0300 

1.0489 

16.25 

45 

28.75 

30.00 

8.62 

0.0300 

1.9446 

9.80 

45 

35.20 

30.00 

10.56 

0.0300 

0.4415 

10.70 

45 

34.30 

30.00 

10.29 

0.0300 

0.2656 

10.70 

45 

34.30 

30.00 

10.29 

0.0300 

0.4687 

16.49 

45 

28.51 

30.00 

8.55 

0.0300 

1.3037 



































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

5.44 

45 

39.56 

30.00 

11.87 

0.0300 

0.4029 

6.44 

45 

38.56 

30.00 

11.57 

0.0300 

0.7329 

14.20 

45 

30.80 

40.00 

12.32 

0.0300 

0.0714 

14.20 

45 

30.80 

40.00 

12.32 

0.0300 

0.0309 

14.20 

45 

30.80 

30.00 

9.24 

0.0300 

0.5971 

14.00 

45 

31.00 

40.00 

12.40 

0.0300 

0.5731 

14.00 

45 

31.00 

40.00 

12.40 

0.0300 

1.4224 

9.49 

45 

35.51 

30.00 

10.65 

0.0300 

0.9758 

15.59 

45 

29.41 

30.00 

8.82 

0.0300 

0.9121 

9.69 

45 

35.31 

40.00 

14.12 

0.0300 

0.0115 

9.69 

45 

35.31 

40.00 

14.12 

0.0300 

0.0950 

9.69 

45 

35.31 

40.00 

14.12 

0.0300 

0.0033 

9.69 

45 

35.31 

30.00 

10.59 

0.0300 

0.0135 

9.69 

45 

35.31 

30.00 

10.59 

0.0300 

0.1866 

9.78 

45 

35.22 

30.00 

10.57 

0.0300 

0.1080 

9.78 

45 

35.22 

30.00 

10.57 

0.0300 

0.3611 

21.51 

45 

23.49 

30.00 

7.05 

0.0300 

1.1306 

9.86 

45 

35.14 

30.00 

10.54 

0.0300 

0.2798 

5.28 

45 

39.72 

30.00 

11.92 

0.0300 

0.0003 

17.02 

45 

27.98 

30.00 

8.39 

0.0300 

0.4176 

17.84 

45 

27.16 

30.00 

8.15 

0.0300 

0.4249 

10.88 

45 

34.12 

30.00 

10.24 

0.0300 

0.7978 

11.66 

45 

33.34 

30.00 

10.00 

0.0300 

0.3978 

8.22 

45 

36.78 

30.00 

11.03 

0.0300 

0.0169 

8.22 

45 

36.78 

30.00 

11.03 

0.0300 

0.3458 

14.07 

45 

30.93 

40.00 

12.37 

0.0300 

0.0488 

14.07 

45 

30.93 

40.00 

12.37 

0.0300 

0.0325 

14.07 

45 

30.93 

30.00 

9.28 

0.0300 

0.5450 

14.10 

45 

30.90 

40.00 

12.36 

0.0300 

0.3241 

14.10 

45 

30.90 

40.00 

12.36 

0.0300 

1.3123 

13.62 

45 

31.38 

30.00 

9.41 

0.0300 

0.4268 

10.27 

45 

34.73 

30.00 

10.42 

0.0300 

0.3781 

16.96 

45 

28.04 

30.00 

8.41 

0.0300 

2.1337 

10.14 

45 

34.86 

30.00 

10.46 

0.0300 

0.4017 

11.59 

45 

33.41 

30.00 

10.02 

0.0300 

0.3928 

10.65 

45 

34.35 

30.00 

10.31 

0.0300 

0.1915 

10.65 

45 

34.35 

30.00 

10.31 

0.0300 

0.1246 

11.06 

45 

33.94 

30.00 

10.18 

0.0300 

0.2205 

8.17 

45 

36.83 

30.00 

11.05 

0.0300 

0.7707 

8.17 

45 

36.83 

30.00 

11.05 

0.0300 

0.1393 

14.04 

45 

30.96 

40.00 

12.38 

0.0300 

0.0769 

14.04 

45 

30.96 

40.00 

12.38 

0.0300 

0.0512 

14.04 

45 

30.96 

30.00 

9.29 

0.0300 

0.5759 

5.54 

45 

39.46 

40.00 

15.78 

0.0300 

3.4198 

13.26 

45 

31.74 

30.00 

9.52 

0.0300 

1.0572 

9.99 

45 

35.01 

30.00 

10.50 

0.0300 

0.5555 

10.07 

45 

34.93 

30.00 

10.48 

0.0300 

0.4381 

10.25 

45 

34.75 

30.00 

10.43 

0.0300 

0.2943 

15.57 

45 

29.43 

40.00 

11.77 

0.0300 

0.0786 

15.57 

45 

29.43 

40.00 

11.77 

0.0300 

0.1973 

15.57 

45 

29.43 

40.00 

11.77 

0.0300 

0.2892 

15.57 

45 

29.43 

30.00 

8.83 

0.0300 

3.3071 

15.57 

45 

29.43 

30.00 

8.83 

0.0300 

0.4119 

18.32 

45 

26.68 

30.00 

8.00 

0.0300 

0.8652 

10.67 

45 

34.33 

30.00 

10.30 

0.0300 

0.9335 









































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

10.34 

45 

34.66 

30.00 

10.40 

0.0300 

0.2850 

10.34 

45 

34.66 

30.00 

10.40 

0.0300 

0.4095 

10.20 

45 

34.80 

30.00 

10.44 

0.0300 

0.1872 

10.20 

45 

34.80 

30.00 

10.44 

0.0300 

0.7016 

9.16 

45 

35.84 

30.00 

10.75 

0.0300 

0.2254 

14.06 

45 

30.94 

40.00 

12.38 

0.0300 

0.0741 

14.06 

45 

30.94 

40.00 

12.38 

0.0300 

0.0500 

14.06 

45 

30.94 

30.00 

9.28 

0.0300 

0.6494 

7.67 

45 

37.33 

40.00 

14.93 

0.0300 

0.5267 

7.67 

45 

37.33 

40.00 

14.93 

0.0300 

0.5702 

7.67 

45 

37.33 

30.00 

11.20 

0.0300 

0.0350 

15.60 

45 

29.40 

30.00 

8.82 

0.0300 

1.3920 

10.79 

45 

34.21 

30.00 

10.26 

0.0300 

0.1047 

10.79 

45 

34.21 

30.00 

10.26 

0.0300 

0.6033 

11.18 

45 

33.82 

30.00 

10.14 

0.0300 

0.2392 

16.72 

45 

28.28 

40.00 

11.31 

0.0300 

0.0425 

16.72 

45 

28.28 

40.00 

11.31 

0.0300 

1.4851 

16.72 

45 

28.28 

40.00 

11.31 

0.0300 

0.0144 

16.72 

45 

28.28 

30.00 

8.49 

0.0300 

0.0027 

10.23 

45 

34.77 

30.00 

10.43 

0.0300 

0.3083 

10.23 

45 

34.77 

30.00 

10.43 

0.0300 

0.3484 

11.88 

45 

33.12 

30.00 

9.94 

0.0300 

0.1034 

9.70 

45 

35.30 

30.00 

10.59 

0.0300 

1.2080 

9.70 

45 

35.30 

30.00 

10.59 

0.0300 

0.0580 

14.97 

45 

30.03 

40.00 

12.01 

0.0300 

0.4258 

7.71 

45 

37.29 

40.00 

14.92 

0.0300 

3.5642 

12.37 

45 

32.63 

30.00 

9.79 

0.0300 

1.0675 

18.12 

45 

26.88 

40.00 

10.75 

0.0300 

1.5787 

10.23 

45 

34.77 

30.00 

10.43 

0.0300 

0.2311 

10.23 

45 

34.77 

30.00 

10.43 

0.0300 

0.2165 

11.64 

45 

33.36 

30.00 

10.01 

0.0300 

0.0048 

10.23 

45 

34.77 

30.00 

10.43 

0.0300 

0.4065 

10.04 

45 

34.96 

30.00 

10.49 

0.0300 

0.0532 

10.04 

45 

34.96 

30.00 

10.49 

0.0300 

0.3498 

14.11 

45 

30.89 

40.00 

12.36 

0.0300 

0.0470 

14.11 

45 

30.89 

40.00 

12.36 

0.0300 

0.0323 

14.11 

45 

30.89 

30.00 

9.27 

0.0300 

0.4545 

8.10 

45 

36.90 

40.00 

14.76 

0.0300 

0.2035 

8.10 

45 

36.90 

40.00 

14.76 

0.0300 

0.4122 

8.10 

45 

36.90 

30.00 

11.07 

0.0300 

1.1364 

8.10 

45 

36.90 

30.00 

11.07 

0.0300 

0.0163 

14.83 

45 

30.17 

30.00 

9.05 

0.0300 

1.1710 

17.97 

45 

27.03 

40.00 

10.81 

0.0300 

1.3775 

10.66 

45 

34.34 

30.00 

10.30 

0.0300 

0.0000 

10.66 

45 

34.34 

30.00 

10.30 

0.0300 

0.3300 

10.77 

45 

34.23 

30.00 

10.27 

0.0300 

0.2813 

14.32 

45 

30.68 

40.00 

12.27 

0.0300 

0.0392 

14.32 

45 

30.68 

40.00 

12.27 

0.0300 

0.0272 

14.32 

45 

30.68 

30.00 

9.20 

0.0300 

0.4175 

8.92 

45 

36.08 

40.00 

14.43 

0.0300 

2.8278 

8.92 

45 

36.08 

30.00 

10.82 

0.0300 

0.3185 

12.27 

45 

32.73 

30.00 

9.82 

0.0300 

1.1919 

15.63 

45 

29.37 

40.00 

11.75 

0.0300 

1.2320 

10.48 

45 

34.52 

30.00 

10.36 

0.0300 

0.2615 

10.48 

45 

34.52 

30.00 

10.36 

0.0300 

0.2138 



























































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

10.40 

45 

34.60 

30.00 

10.38 

0.0300 

0.4378 

10.40 

45 

34.60 

30.00 

10.38 

0.0300 

0.3397 

14.88 

45 

30.12 

40.00 

12.05 

0.0300 

0.0756 

14.88 

45 

30.12 

40.00 

12.05 

0.0300 

0.0775 

14.88 

45 

30.12 

30.00 

9.04 

0.0300 

0.2520 

8.54 

45 

36.46 

40.00 

14.58 

0.0300 

0.0011 

8.54 

45 

36.46 

30.00 

10.94 

0.0300 

0.7313 

8.54 

45 

36.46 

30.00 

10.94 

0.0300 

0.0376 

19.67 

45 

25.33 

40.00 

10.13 

0.0300 

1.9653 

10.66 

45 

34.34 

30.00 

10.30 

0.0300 

0.4319 

15.73 

45 

29.27 

40.00 

11.71 

0.0300 

0.6965 

8.75 

45 

36.25 

30.00 

10.87 

0.0300 

0.1813 

8.75 

45 

36.25 

30.00 

10.87 

0.0300 

0.0419 

8.54 

45 

36.46 

30.00 

10.94 

0.0300 

0.3711 

12.02 

45 

32.98 

30.00 

9.89 

0.0300 

0.8975 

15.73 

45 

29.27 

40.00 

11.71 

0.0300 

0.9914 

15.73 

45 

29.27 

40.00 

11.71 

0.0300 

0.0233 

15.54 

45 

29.46 

40.00 

11.78 

0.0300 

0.7542 

15.54 

45 

29.46 

40.00 

11.78 

0.0300 

0.3113 

10.80 

45 

34.20 

30.00 

10.26 

0.0300 

0.4409 

15.38 

45 

29.62 

40.00 

11.85 

0.0300 

0.0619 

15.38 

45 

29.62 

40.00 

11.85 

0.0300 

0.2054 

15.38 

45 

29.62 

30.00 

8.89 

0.0300 

0.2051 

8.47 

45 

36.53 

30.00 

10.96 

0.0300 

1.6872 

8.47 

45 

36.53 

30.00 

10.96 

0.0300 

0.0383 

15.38 

45 

29.62 

30.00 

8.89 

0.0300 

0.9787 

12.82 

45 

32.18 

40.00 

12.87 

0.0300 

0.0000 

12.82 

45 

32.18 

30.00 

9.65 

0.0300 

0.7577 

10.01 

45 

34.99 

30.00 

10.50 

0.0300 

0.1094 

10.01 

45 

34.99 

30.00 

10.50 

0.0300 

0.3166 

8.01 

45 

36.99 

30.00 

11.10 

0.0300 

0.3158 

8.16 

45 

36.84 

30.00 

11.05 

0.0300 

0.3669 

8.00 

45 

37.00 

30.00 

11.10 

0.0300 

0.2115 

8.34 

45 

36.66 

30.00 

11.00 

0.0300 

0.3137 

17.83 

45 

27.17 

30.00 

8.15 

0.0300 

0.8055 

9.68 

45 

35.32 

30.00 

10.60 

0.0300 

0.6689 

5.50 

45 

39.50 

30.00 

11.85 

0.0300 

0.5112 

11.91 

45 

33.09 

40.00 

13.24 

0.0300 

1.2710 

11.91 

45 

33.09 

30.00 

9.93 

0.0300 

0.0007 

21.68 

45 

23.32 

30.00 

7.00 

0.0300 

0.3599 

12.54 

45 

32.46 

30.00 

9.74 

0.0300 

0.9686 

8.32 

45 

36.68 

30.00 

11.01 

0.0300 

0.3821 

14.12 

45 

30.88 

40.00 

12.35 

0.0300 

0.5559 

14.12 

45 

30.88 

40.00 

12.35 

0.0300 

0.0030 

14.12 

45 

30.88 

30.00 

9.26 

0.0300 

0.4759 

7.82 

40 

32.18 

40.00 

12.87 

0.0300 

1.3150 

7.82 

40 

32.18 

40.00 

12.87 

0.0300 

0.1194 

7.29 

40 

32.71 

40.00 

13.08 

0.0300 

0.0346 

12.44 

45 

32.56 

40.00 

13.03 

0.0300 

0.4535 

12.44 

45 

32.56 

40.00 

13.03 

0.0300 

1.1056 

12.44 

45 

32.56 

30.00 

9.77 

0.0300 

0.4959 

11.79 

45 

33.21 

30.00 

9.96 

0.0300 

0.0477 

10.03 

45 

34.97 

40.00 

13.99 

0.0300 

1.0931 

10.03 

45 

34.97 

40.00 

13.99 

0.0300 

0.2706 

10.03 

45 

34.97 

30.00 

10.49 

0.0300 

0.4290 








































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

15.21 

45 

29.79 

30.00 

8.94 

0.0300 

0.6560 

22.08 

45 

22.92 

40.00 

9.17 

0.0300 

0.0006 

7.48 

40 

32.52 

40.00 

13.01 

0.0300 

0.0002 

7.48 

40 

32.52 

30.00 

9.76 

0.0300 

0.0072 

9.05 

45 

35.95 

30.00 

10.79 

0.0300 

0.5419 

6.11 

60 

53.89 

30.00 

16.17 

0.0300 

0.7110 

7.40 

60 

52.60 

30.00 

15.78 

0.0300 

0.6638 

23.03 

45 

21.97 

40.00 

8.79 

0.0300 

0.1034 

23.03 

45 

21.97 

30.00 

6.59 

0.0300 

0.3405 

6.90 

45 

38.10 

30.00 

11.43 

0.0300 

1.2124 

10.01 

45 

34.99 

30.00 

10.50 

0.0300 

0.9074 

8.35 

45 

36.65 

30.00 

11.00 

0.0300 

0.5179 

8.35 

45 

36.65 

30.00 

11.00 

0.0300 

0.0336 

23.35 

45 

21.65 

40.00 

8.66 

0.0300 

0.9176 

5.01 

45 

39.99 

30.00 

12.00 

0.0300 

0.3243 

20.69 

45 

24.31 

40.00 

9.72 

0.0300 

0.0240 

20.69 

45 

24.31 

40.00 

9.72 

0.0300 

0.0000 

20.69 

45 

24.31 

30.00 

7.29 

0.0300 

0.0040 

5.37 

45 

39.63 

40.00 

15.85 

0.0300 

0.1240 

5.37 

45 

39.63 

40.00 

15.85 

0.0300 

1.0133 

5.37 

45 

39.63 

30.00 

11.89 

0.0300 

0.0278 

8.34 

45 

36.66 

40.00 

14.66 

0.0300 

0.0452 

9.29 

45 

35.71 

30.00 

10.71 

0.0300 

0.6390 

21.75 

45 

23.25 

40.00 

9.30 

0.0300 

0.0016 

21.75 

45 

23.25 

40.00 

9.30 

0.0300 

0.4517 

3.03 

45 

41.97 

30.00 

12.59 

0.0300 

0.0990 

3.03 

45 

41.97 

30.00 

12.59 

0.0300 

0.1463 

3.31 

45 

41.69 

40.00 

16.67 

0.0300 

0.3901 

3.31 

45 

41.69 

30.00 

12.51 

0.0300 

0.5315 

3.31 

45 

41.69 

30.00 

12.51 

0.0300 

0.3652 

5.52 

45 

39.48 

40.00 

15.79 

0.0300 

0.0066 

5.52 

45 

39.48 

40.00 

15.79 

0.0300 

0.1599 

5.52 

45 

39.48 

30.00 

11.84 

0.0300 

0.5487 

5.95 

45 

39.05 

40.00 

15.62 

0.0300 

0.0075 

5.95 

45 

39.05 

40.00 

15.62 

0.0300 

0.1153 

5.95 

45 

39.05 

30.00 

11.71 

0.0300 

0.8750 

3.13 

45 

41.87 

40.00 

16.75 

0.0300 

0.2819 

3.13 

45 

41.87 

30.00 

12.56 

0.0300 

0.0875 

3.13 

45 

41.87 

30.00 

12.56 

0.0300 

0.2566 

13.16 

45 

31.84 

40.00 

12.73 

0.0300 

0.0519 

13.16 

45 

31.84 

40.00 

12.73 

0.0300 

0.9132 

13.16 

45 

31.84 

30.00 

9.55 

0.0300 

0.0041 

11.64 

45 

33.36 

30.00 

10.01 

0.0300 

0.2399 

11.65 

45 

33.35 

30.00 

10.00 

0.0300 

0.3163 

8.43 

45 

36.57 

40.00 

14.63 

0.0300 

0.0492 

8.43 

45 

36.57 

30.00 

10.97 

0.0300 

0.5869 

19.29 

45 

25.71 

40.00 

10.28 

0.0300 

0.5092 

19.29 

45 

25.71 

40.00 

10.28 

0.0300 

0.9521 

19.29 

45 

25.71 

30.00 

7.71 

0.0300 

0.3933 

22.69 

45 

22.31 

40.00 

8.92 

0.0300 

0.1089 

22.69 

45 

22.31 

30.00 

6.69 

0.0300 

0.5503 

10.09 

45 

34.91 

40.00 

13.96 

0.0300 

2.3372 

10.09 

45 

34.91 

40.00 

13.96 

0.0300 

0.0557 

10.09 

45 

34.91 

30.00 

10.47 

0.0300 

0.0000 

4.55 

45 

40.45 

40.00 

16.18 

0.0300 

0.0283 




























































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

4.55 

45 

40.45 

30.00 

12.14 

0.0300 

0.0839 

8.77 

45 

36.23 

40.00 

14.49 

0.0300 

1.5386 

8.77 

45 

36.23 

40.00 

14.49 

0.0300 

0.0805 

14.72 

45 

30.28 

40.00 

12.11 

0.0300 

0.0114 

14.72 

45 

30.28 

30.00 

9.08 

0.0300 

0.4694 

5.05 

45 

39.95 

40.00 

15.98 

0.0300 

1.0476 

7.82 

45 

37.18 

30.00 

11.15 

0.0300 

1.5071 

20.08 

45 

24.92 

40.00 

9.97 

0.0300 

0.8152 

20.08 

45 

24.92 

30.00 

7.48 

0.0300 

0.1186 

19.60 

45 

25.40 

40.00 

10.16 

0.0300 

0.0929 

19.60 

45 

25.40 

30.00 

7.62 

0.0300 

0.5240 

3.19 

45 

41.81 

30.00 

12.54 

0.0300 

0.0678 

7.43 

45 

37.57 

30.00 

11.27 

0.0300 

1.4194 

16.09 

45 

28.91 

40.00 

11.57 

0.0300 

1.1160 

10.33 

45 

34.67 

30.00 

10.40 

0.0300 

0.6455 

19.28 

45 

25.72 

30.00 

7.71 

0.0300 

0.4382 

9.98 

45 

35.02 

30.00 

10.51 

0.0300 

1.0275 

8.00 

60 

52.00 

30.00 

15.60 

0.0300 

0.1242 

19.19 

45 

25.81 

40.00 

10.32 

0.0300 

0.1471 

19.19 

45 

25.81 

40.00 

10.32 

0.0300 

0.4953 

19.19 

45 

25.81 

30.00 

7.74 

0.0300 

0.0610 

9.11 

45 

35.89 

30.00 

10.77 

0.0300 

1.3191 

9.19 

45 

35.81 

30.00 

10.74 

0.0300 

1.8197 

19.33 

45 

25.67 

40.00 

10.27 

0.0300 

0.0000 

19.33 

45 

25.67 

30.00 

7.70 

0.0300 

0.6936 

21.26 

45 

23.74 

40.00 

9.50 

0.0300 

0.3438 

21.26 

45 

23.74 

30.00 

7.12 

0.0300 

0.3105 

8.22 

45 

36.78 

30.00 

11.03 

0.0300 

0.4727 

8.22 

45 

36.78 

30.00 

11.03 

0.0300 

0.4325 

15.22 

45 

29.78 

40.00 

11.91 

0.0300 

1.1480 

12.11 

45 

32.89 

30.00 

9.87 

0.0300 

0.7730 

8.16 

45 

36.84 

30.00 

11.05 

0.0300 

1.5016 

8.16 

45 

36.84 

30.00 

11.05 

0.0300 

0.7760 

4.21 

60 

55.79 

30.00 

16.74 

0.0300 

0.0925 

10.60 

45 

34.40 

30.00 

10.32 

0.0300 

0.7840 

15.76 

45 

29.24 

40.00 

11.70 

0.0300 

0.0818 

15.76 

45 

29.24 

40.00 

11.70 

0.0300 

0.2627 

15.76 

45 

29.24 

30.00 

8.77 

0.0300 

0.2319 

7.53 

45 

37.47 

30.00 

11.24 

0.0300 

1.3544 

11.85 

45 

33.15 

30.00 

9.95 

0.0300 

0.8047 

15.34 

45 

29.66 

40.00 

11.87 

0.0300 

0.8717 

15.34 

45 

29.66 

40.00 

11.87 

0.0300 

0.6616 

15.34 

45 

29.66 

30.00 

8.90 

0.0300 

0.0728 

10.74 

45 

34.26 

30.00 

10.28 

0.0300 

1.1689 

7.37 

45 

37.63 

40.00 

15.05 

0.0300 

0.0270 

7.37 

45 

37.63 

30.00 

11.29 

0.0300 

1.0146 

7.37 

45 

37.63 

30.00 

11.29 

0.0300 

0.2431 

15.63 

45 

29.37 

30.00 

8.81 

0.0300 

1.4109 

13.75 

45 

31.25 

40.00 

12.50 

0.0300 

0.4322 

13.75 

45 

31.25 

30.00 

9.37 

0.0300 

0.3357 

10.10 

45 

34.90 

30.00 

10.47 

0.0300 

1.0585 

16.34 

45 

28.66 

40.00 

11.46 

0.0300 

0.0945 

16.34 

45 

28.66 

40.00 

11.46 

0.0300 

0.3371 

16.34 

45 

28.66 

30.00 

8.60 

0.0300 

0.1693 

7.31 

45 

37.69 

30.00 

11.31 

0.0300 

0.5646 















































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

7.31 

45 

37.69 

30.00 

11.31 

0.0300 

1.0144 

11.03 

45 

33.97 

30.00 

10.19 

0.0300 

1.2827 

11.85 

45 

33.15 

30.00 

9.95 

0.0300 

0.3035 

11.85 

45 

33.15 

30.00 

9.95 

0.0300 

0.7110 

10.55 

45 

34.45 

40.00 

13.78 

0.0300 

3.2563 

10.55 

45 

34.45 

40.00 

13.78 

0.0300 

0.6676 

10.55 

45 

34.45 

30.00 

10.34 

0.0300 

0.1025 

7.31 

45 

37.69 

40.00 

15.07 

0.0300 

0.5820 

7.31 

45 

37.69 

30.00 

11.31 

0.0300 

1.7129 

14.61 

45 

30.39 

30.00 

9.12 

0.0300 

0.7195 

11.51 

45 

33.49 

40.00 

13.40 

0.0300 

0.0200 

11.51 

45 

33.49 

30.00 

10.05 

0.0300 

0.8171 

11.51 

45 

33.49 

30.00 

10.05 

0.0300 

0.6515 

10.00 

45 

35.00 

40.00 

14.00 

0.0300 

0.6630 

10.00 

45 

35.00 

40.00 

14.00 

0.0300 

0.3944 

10.00 

45 

35.00 

30.00 

10.50 

0.0300 

0.2254 

7.02 

45 

37.98 

30.00 

11.39 

0.0300 

0.4702 

7.02 

45 

37.98 

30.00 

11.39 

0.0300 

0.7454 

7.71 

45 

37.29 

30.00 

11.19 

0.0300 

2.4638 

10.11 

45 

34.89 

30.00 

10.47 

0.0300 

0.9482 

10.11 

45 

34.89 

30.00 

10.47 

0.0300 

0.0467 

12.90 

45 

32.10 

40.00 

12.84 

0.0300 

0.1141 

12.90 

45 

32.10 

30.00 

9.63 

0.0300 

3.1350 

8.95 

45 

36.05 

30.00 

10.81 

0.0300 

1.3325 

7.04 

45 

37.96 

40.00 

15.18 

0.0300 

1.8807 

7.04 

45 

37.96 

30.00 

11.39 

0.0300 

1.9369 

14.26 

45 

30.74 

30.00 

9.22 

0.0300 

1.0369 

14.54 

45 

30.46 

40.00 

12.18 

0.0300 

0.5395 

14.54 

45 

30.46 

30.00 

9.14 

0.0300 

0.3258 

10.38 

45 

34.62 

40.00 

13.85 

0.0300 

0.1273 

10.38 

45 

34.62 

40.00 

13.85 

0.0300 

0.2419 

10.38 

45 

34.62 

30.00 

10.39 

0.0300 

3.2209 

4.75 

45 

40.25 

30.00 

12.07 

0.0300 

1.9719 

9.98 

45 

35.02 

30.00 

10.51 

0.0300 

1.3548 

9.95 

45 

35.05 

40.00 

14.02 

0.0300 

0.2158 

9.95 

45 

35.05 

30.00 

10.51 

0.0300 

0.6162 

10.29 

45 

34.71 

30.00 

10.41 

0.0300 

0.5982 

9.52 

45 

35.48 

40.00 

14.19 

0.0300 

0.0209 

9.52 

45 

35.48 

40.00 

14.19 

0.0300 

0.1954 

9.52 

45 

35.48 

30.00 

10.64 

0.0300 

0.3610 

17.40 

45 

27.60 

40.00 

11.04 

0.0300 

0.1398 

17.40 

45 

27.60 

40.00 

11.04 

0.0300 

0.9230 

17.40 

45 

27.60 

30.00 

8.28 

0.0300 

0.1234 

6.64 

45 

38.36 

30.00 

11.51 

0.0300 

1.3393 

14.74 

45 

30.26 

30.00 

9.08 

0.0300 

0.9416 

5.84 

45 

39.16 

30.00 

11.75 

0.0300 

2.8356 

5.84 

45 

39.16 

30.00 

11.75 

0.0300 

0.2234 

10.48 

45 

34.52 

40.00 

13.81 

0.0300 

2.7024 

10.48 

45 

34.52 

40.00 

13.81 

0.0300 

0.5504 

10.48 

45 

34.52 

30.00 

10.36 

0.0300 

0.5284 

9.32 

45 

35.68 

40.00 

14.27 

0.0300 

1.0721 

9.32 

45 

35.68 

40.00 

14.27 

0.0300 

0.1880 

9.32 

45 

35.68 

30.00 

10.70 

0.0300 

0.1437 

17.89 

45 

27.11 

40.00 

10.84 

0.0300 

0.0806 

17.89 

45 

27.11 

40.00 

10.84 

0.0300 

0.5597 





















































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

17.89 

45 

27.11 

30.00 

8.13 

0.0300 

0.0190 

5.90 

45 

39.10 

30.00 

11.73 

0.0300 

1.5132 

9.53 

45 

35.47 

30.00 

10.64 

0.0300 

0.8228 

9.53 

45 

35.47 

30.00 

10.64 

0.0300 

0.0007 

13.44 

45 

31.56 

40.00 

12.63 

0.0300 

0.3112 

13.44 

45 

31.56 

30.00 

9.47 

0.0300 

0.1286 

9.17 

45 

35.83 

40.00 

14.33 

0.0300 

0.1610 

9.17 

45 

35.83 

30.00 

10.75 

0.0300 

0.7018 

18.23 

45 

26.77 

40.00 

10.71 

0.0300 

0.0238 

18.23 

45 

26.77 

40.00 

10.71 

0.0300 

0.5687 

6.68 

45 

38.32 

30.00 

11.50 

0.0300 

1.6449 

6.68 

45 

38.32 

30.00 

11.50 

0.0300 

0.1712 

13.99 

45 

31.01 

30.00 

9.30 

0.0300 

0.9765 

11.80 

45 

33.20 

30.00 

9.96 

0.0300 

0.3859 

9.42 

45 

35.58 

30.00 

10.67 

0.0300 

0.6539 

9.46 

45 

35.54 

30.00 

10.66 

0.0300 

0.5302 

10.16 

45 

34.84 

30.00 

10.45 

0.0300 

0.6247 

7.84 

45 

37.16 

30.00 

11.15 

0.0300 

0.3812 

15.78 

45 

29.22 

40.00 

11.69 

0.0300 

0.0094 

15.78 

45 

29.22 

30.00 

8.77 

0.0300 

2.2421 

6.59 

45 

38.41 

30.00 

11.52 

0.0300 

0.7650 

13.42 

45 

31.58 

40.00 

12.63 

0.0300 

1.2770 

3.13 

45 

41.87 

30.00 

12.56 

0.0300 

0.0110 

8.25 

45 

36.75 

30.00 

11.03 

0.0300 

0.7087 

8.37 

45 

36.63 

30.00 

10.99 

0.0300 

0.5056 

11.35 

45 

33.65 

30.00 

10.10 

0.0300 

0.8729 

7.68 

40 

32.32 

40.00 

12.93 

0.0300 

0.4712 

8.79 

45 

36.21 

40.00 

14.48 

0.0300 

0.1560 

8.79 

45 

36.21 

40.00 

14.48 

0.0300 

0.1699 

8.79 

45 

36.21 

30.00 

10.86 

0.0300 

1.1486 

10.29 

45 

34.71 

40.00 

13.88 

0.0300 

0.4453 

16.26 

45 

28.74 

40.00 

11.50 

0.0300 

0.0813 

16.26 

45 

28.74 

40.00 

11.50 

0.0300 

0.2086 

16.26 

45 

28.74 

30.00 

8.62 

0.0300 

0.9358 

7.45 

40 

32.55 

40.00 

13.02 

0.0300 

0.0002 

7.45 

40 

32.55 

40.00 

13.02 

0.0300 

0.0173 

8.71 

45 

36.29 

30.00 

10.89 

0.0300 

0.6491 

20.14 

45 

24.86 

40.00 

9.94 

0.0300 

0.0394 

7.78 

45 

37.22 

30.00 

11.16 

0.0300 

1.7193 

9.29 

45 

35.71 

40.00 

14.28 

0.0300 

0.0052 

9.29 

45 

35.71 

40.00 

14.28 

0.0300 

0.5884 

9.29 

45 

35.71 

40.00 

14.28 

0.0300 

0.0419 

8.42 

45 

36.58 

30.00 

10.97 

0.0300 

0.1683 

8.42 

45 

36.58 

30.00 

10.97 

0.0300 

0.1948 

23.08 

45 

21.92 

40.00 

8.77 

0.0300 

0.1320 

23.10 

45 

21.90 

40.00 

8.76 

0.0300 

0.3581 

4.84 

45 

40.16 

30.00 

12.05 

0.0300 

0.4660 

5.80 

45 

39.20 

40.00 

15.68 

0.0300 

0.1997 

5.80 

45 

39.20 

40.00 

15.68 

0.0300 

0.8322 

5.80 

45 

39.20 

30.00 

11.76 

0.0300 

0.3884 

8.54 

45 

36.46 

40.00 

14.58 

0.0300 

0.5781 

8.54 

45 

36.46 

30.00 

10.94 

0.0300 

0.3152 

9.79 

45 

35.21 

30.00 

10.56 

0.0300 

0.3712 

22.29 

45 

22.71 

40.00 

9.09 

0.0300 

0.0143 

3.09 

45 

41.91 

40.00 

16.76 

0.0300 

0.2225 




















































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

3.09 

45 

41.91 

30.00 

12.57 

0.0300 

0.0022 

3.09 

45 

41.91 

30.00 

12.57 

0.0300 

0.4421 

3.09 

45 

41.91 

30.00 

12.57 

0.0300 

0.0062 

3.68 

45 

41.32 

40.00 

16.53 

0.0300 

0.1682 

3.68 

45 

41.32 

30.00 

12.40 

0.0300 

0.4157 

3.68 

45 

41.32 

30.00 

12.40 

0.0300 

0.2546 

3.28 

45 

41.72 

30.00 

12.52 

0.0300 

0.1231 

3.28 

45 

41.72 

30.00 

12.52 

0.0300 

0.4188 

5.05 

45 

39.95 

40.00 

15.98 

0.0300 

0.1417 

5.05 

45 

39.95 

40.00 

15.98 

0.0300 

0.1888 

5.05 

45 

39.95 

30.00 

11.98 

0.0300 

0.2499 

4.97 

45 

40.03 

40.00 

16.01 

0.0300 

2.3153 

5.48 

45 

39.52 

40.00 

15.81 

0.0300 

0.4106 

5.48 

45 

39.52 

40.00 

15.81 

0.0300 

0.1204 

5.48 

45 

39.52 

30.00 

11.86 

0.0300 

0.0225 

3.39 

45 

41.61 

40.00 

16.64 

0.0300 

1.3692 

11.81 

45 

33.19 

40.00 

13.28 

0.0300 

0.2207 

11.81 

45 

33.19 

30.00 

9.96 

0.0300 

0.6124 

10.85 

45 

34.15 

30.00 

10.25 

0.0300 

0.2247 

10.85 

45 

34.15 

30.00 

10.25 

0.0300 

0.2158 

8.22 

45 

36.78 

30.00 

11.03 

0.0300 

0.5989 

8.29 

45 

36.71 

30.00 

11.01 

0.0300 

0.5670 

8.29 

45 

36.71 

30.00 

11.01 

0.0300 

0.1043 

23.26 

45 

21.74 

40.00 

8.70 

0.0300 

0.3446 

23.26 

45 

21.74 

40.00 

8.70 

0.0300 

0.2654 

23.26 

45 

21.74 

30.00 

6.52 

0.0300 

0.6578 

11.74 

45 

33.26 

40.00 

13.30 

0.0300 

1.0260 

2.81 

45 

42.19 

40.00 

16.88 

0.0300 

0.0157 

7.10 

45 

37.90 

40.00 

15.16 

0.0300 

0.1136 

7.10 

45 

37.90 

40.00 

15.16 

0.0300 

0.5604 

7.10 

45 

37.90 

30.00 

11.37 

0.0300 

0.2286 

7.10 

45 

37.90 

30.00 

11.37 

0.0300 

2.1857 

13.30 

45 

31.70 

40.00 

12.68 

0.0300 

0.0014 

13.30 

45 

31.70 

30.00 

9.51 

0.0300 

0.4120 

5.27 

45 

39.73 

40.00 

15.89 

0.0300 

0.0319 

5.27 

45 

39.73 

40.00 

15.89 

0.0300 

0.0011 

5.27 

45 

39.73 

30.00 

11.92 

0.0300 

0.0995 

5.27 

45 

39.73 

30.00 

11.92 

0.0300 

1.0040 

7.28 

45 

37.72 

40.00 

15.09 

0.0300 

0.8348 

7.28 

45 

37.72 

40.00 

15.09 

0.0300 

0.1885 

7.28 

45 

37.72 

30.00 

11.31 

0.0300 

0.7082 

7.28 

45 

37.72 

30.00 

11.31 

0.0300 

0.0040 

20.56 

45 

24.44 

40.00 

9.78 

0.0300 

1.5308 

20.56 

45 

24.44 

30.00 

7.33 

0.0300 

0.4017 

3.20 

45 

41.80 

30.00 

12.54 

0.0300 

0.0344 

3.20 

45 

41.80 

30.00 

12.54 

0.0300 

0.0303 

8.43 

45 

36.57 

30.00 

10.97 

0.0300 

0.4294 

15.33 

45 

29.67 

40.00 

11.87 

0.0300 

0.7509 

19.37 

45 

25.63 

30.00 

7.69 

0.0300 

0.5845 

10.27 

45 

34.73 

30.00 

10.42 

0.0300 

0.6204 

8.92 

60 

51.08 

30.00 

15.33 

0.0300 

1.6552 

7.27 

60 

52.73 

30.00 

15.82 

0.0300 

1.9913 

9.66 

45 

35.34 

30.00 

10.60 

0.0300 

0.7150 

8.70 

45 

36.30 

30.00 

10.89 

0.0300 

2.3419 

21.55 

45 

23.45 

40.00 

9.38 

0.0300 

0.4597 

















































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

21.55 

45 

23.45 

30.00 

7.03 

0.0300 

0.4698 

15.81 

45 

29.19 

40.00 

11.68 

0.0300 

1.0078 

5.85 

60 

54.15 

30.00 

16.24 

0.0300 

1.7337 

8.86 

45 

36.14 

40.00 

14.46 

0.0300 

0.0180 

8.86 

45 

36.14 

30.00 

10.84 

0.0300 

1.0114 

18.48 

45 

26.52 

40.00 

10.61 

0.0300 

0.4950 

6.86 

45 

38.14 

30.00 

11.44 

0.0300 

0.4329 

9.57 

45 

35.43 

30.00 

10.63 

0.0300 

0.9127 

11.98 

45 

33.02 

30.00 

9.91 

0.0300 

0.4943 

8.94 

45 

36.06 

40.00 

14.42 

0.0300 

0.4111 

8.94 

45 

36.06 

40.00 

14.42 

0.0300 

0.1949 

8.94 

45 

36.06 

30.00 

10.82 

0.0300 

0.1116 

18.84 

45 

26.16 

40.00 

10.46 

0.0300 

0.2148 

18.84 

45 

26.16 

40.00 

10.46 

0.0300 

0.1445 

18.84 

45 

26.16 

30.00 

7.85 

0.0300 

0.3558 

6.02 

45 

38.98 

30.00 

11.69 

0.0300 

1.0605 

6.02 

45 

38.98 

30.00 

11.69 

0.0300 

0.2872 

13.76 

45 

31.24 

30.00 

9.37 

0.0300 

0.9541 

12.78 

45 

32.22 

30.00 

9.67 

0.0300 

0.7466 

8.69 

45 

36.31 

40.00 

14.53 

0.0300 

0.1222 

8.69 

45 

36.31 

40.00 

14.53 

0.0300 

0.2194 

8.69 

45 

36.31 

30.00 

10.89 

0.0300 

0.5455 

8.60 

45 

36.40 

40.00 

14.56 

0.0300 

1.2033 

8.60 

45 

36.40 

40.00 

14.56 

0.0300 

0.3073 

8.60 

45 

36.40 

30.00 

10.92 

0.0300 

0.3553 

18.50 

45 

26.50 

40.00 

10.60 

0.0300 

0.0667 

18.50 

45 

26.50 

40.00 

10.60 

0.0300 

0.5140 

6.52 

45 

38.48 

30.00 

11.54 

0.0300 

0.4595 

9.36 

45 

35.64 

30.00 

10.69 

0.0300 

0.8860 

9.43 

45 

35.57 

30.00 

10.67 

0.0300 

0.7200 

8.37 

45 

36.63 

30.00 

10.99 

0.0300 

0.8772 

8.56 

45 

36.44 

30.00 

10.93 

0.0300 

1.0938 

18.37 

45 

26.63 

40.00 

10.65 

0.0300 

0.1472 

18.37 

45 

26.63 

40.00 

10.65 

0.0300 

0.4548 

18.37 

45 

26.63 

30.00 

7.99 

0.0300 

0.0466 

6.29 

45 

38.71 

30.00 

11.61 

0.0300 

0.9893 

6.29 

45 

38.71 

30.00 

11.61 

0.0300 

0.1056 

15.45 

45 

29.55 

30.00 

8.86 

0.0300 

0.6578 

4.80 

45 

40.20 

40.00 

16.08 

0.0300 

0.1204 

4.80 

45 

40.20 

30.00 

12.06 

0.0300 

0.4432 

7.06 

45 

37.94 

30.00 

11.38 

0.0300 

0.3992 

8.34 

45 

36.66 

30.00 

11.00 

0.0300 

0.6156 

18.22 

45 

26.78 

40.00 

10.71 

0.0300 

0.1871 

18.22 

45 

26.78 

40.00 

10.71 

0.0300 

0.4037 

18.22 

45 

26.78 

30.00 

8.03 

0.0300 

0.1393 

6.89 

45 

38.11 

30.00 

11.43 

0.0300 

0.6467 

10.21 

45 

34.79 

30.00 

10.44 

0.0300 

2.1000 

5.46 

45 

39.54 

40.00 

15.81 

0.0300 

0.5670 

5.46 

45 

39.54 

40.00 

15.81 

0.0300 

0.1159 

5.46 

45 

39.54 

30.00 

11.86 

0.0300 

0.2889 

8.54 

45 

36.46 

40.00 

14.58 

0.0300 

0.5427 

8.54 

45 

36.46 

40.00 

14.58 

0.0300 

0.5578 

8.54 

45 

36.46 

30.00 

10.94 

0.0300 

0.7311 

19.33 

45 

25.67 

40.00 

10.27 

0.0300 

0.2316 

19.33 

45 

25.67 

40.00 

10.27 

0.0300 

0.3480 



































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

19.33 

45 

25.67 

30.00 

7.70 

0.0300 

0.1328 

7.16 

45 

37.84 

30.00 

11.35 

0.0300 

0.3757 

17.66 

45 

27.34 

30.00 

8.20 

0.0300 

1.4172 

7.36 

45 

37.64 

40.00 

15.06 

0.0300 

0.4794 

8.34 

45 

36.66 

40.00 

14.66 

0.0300 

0.0421 

8.34 

45 

36.66 

30.00 

11.00 

0.0300 

0.8272 

18.23 

45 

26.77 

40.00 

10.71 

0.0300 

0.1469 

18.23 

45 

26.77 

40.00 

10.71 

0.0300 

0.2931 

18.23 

45 

26.77 

30.00 

8.03 

0.0300 

0.1457 

6.83 

45 

38.17 

30.00 

11.45 

0.0300 

0.5025 

6.83 

45 

38.17 

30.00 

11.45 

0.0300 

0.4492 

6.83 

45 

38.17 

30.00 

11.45 

0.0300 

0.4335 

8.47 

45 

36.53 

40.00 

14.61 

0.0300 

0.0680 

8.47 

45 

36.53 

40.00 

14.61 

0.0300 

0.1342 

8.47 

45 

36.53 

30.00 

10.96 

0.0300 

1.7612 

8.47 

45 

36.53 

30.00 

10.96 

0.0300 

6.8015 

8.23 

45 

36.77 

30.00 

11.03 

0.0300 

1.2713 

18.26 

45 

26.74 

40.00 

10.70 

0.0300 

0.1991 

18.26 

45 

26.74 

40.00 

10.70 

0.0300 

0.3154 

18.26 

45 

26.74 

30.00 

8.02 

0.0300 

0.1994 

7.47 

45 

37.53 

30.00 

11.26 

0.0300 

0.6904 

7.47 

45 

37.53 

30.00 

11.26 

0.0300 

0.1050 

9.04 

45 

35.96 

40.00 

14.39 

0.0300 

2.6201 

9.04 

45 

35.96 

40.00 

14.39 

0.0300 

0.5004 

9.04 

45 

35.96 

30.00 

10.79 

0.0300 

0.1210 

9.04 

45 

35.96 

30.00 

10.79 

0.0300 

1.0898 

18.52 

45 

26.48 

40.00 

10.59 

0.0300 

0.3744 

18.52 

45 

26.48 

40.00 

10.59 

0.0300 

0.1085 

18.52 

45 

26.48 

30.00 

7.95 

0.0300 

0.2549 

7.41 

45 

37.59 

30.00 

11.28 

0.0300 

1.5929 

7.41 

45 

37.59 

30.00 

11.28 

0.0300 

0.0326 

21.26 

45 

23.74 

40.00 

9.50 

0.0300 

0.5802 

21.26 

45 

23.74 

40.00 

9.50 

0.0300 

0.1028 

21.26 

45 

23.74 

30.00 

7.12 

0.0300 

0.2869 

8.01 

45 

36.99 

30.00 

11.10 

0.0300 

0.1125 

8.01 

45 

36.99 

30.00 

11.10 

0.0300 

2.2725 

8.01 

45 

36.99 

30.00 

11.10 

0.0300 

0.4796 

8.83 

45 

36.17 

30.00 

10.85 

0.0300 

0.3554 

8.68 

45 

36.32 

30.00 

10.90 

0.0300 

0.0693 

8.68 

45 

36.32 

30.00 

10.90 

0.0300 

0.3893 

9.24 

45 

35.76 

30.00 

10.73 

0.0300 

0.8446 

7.72 

45 

37.28 

30.00 

11.18 

0.0300 

0.3568 

9.67 

45 

35.33 

30.00 

10.60 

0.0300 

0.0491 

7.98 

45 

37.02 

30.00 

11.11 

0.0300 

0.9436 

15.34 

45 

29.66 

40.00 

11.87 

0.0300 

1.2929 

3.18 

45 

41.82 

30.00 

12.54 

0.0300 

0.1727 

8.75 

45 

36.25 

30.00 

10.88 

0.0300 

0.6926 

8.57 

45 

36.43 

30.00 

10.93 

0.0300 

0.4641 

16.70 

45 

28.30 

40.00 

11.32 

0.0300 

0.3039 

16.70 

45 

28.30 

40.00 

11.32 

0.0300 

0.5990 

16.70 

45 

28.30 

30.00 

8.49 

0.0300 

0.1229 

7.45 

40 

32.55 

40.00 

13.02 

0.0300 

0.0000 

12.40 

45 

32.60 

40.00 

13.04 

0.0300 

0.0264 

12.40 

45 

32.60 

30.00 

9.78 

0.0300 

0.4209 

12.40 

45 

32.60 

30.00 

9.78 

0.0300 

0.7575 


















































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.26 

45 

32.74 

30.00 

9.82 

0.0300 

0.0003 

7.75 

45 

37.25 

30.00 

11.18 

0.0300 

1.0104 

16.86 

45 

28.14 

40.00 

11.26 

0.0300 

0.1265 

16.86 

45 

28.14 

40.00 

11.26 

0.0300 

0.2674 

16.86 

45 

28.14 

30.00 

8.44 

0.0300 

0.7973 

22.31 

45 

22.69 

40.00 

9.08 

0.0300 

0.2801 

21.88 

45 

23.12 

40.00 

9.25 

0.0300 

0.0504 

21.88 

45 

23.12 

30.00 

6.94 

0.0300 

0.5422 

6.10 

45 

38.90 

30.00 

11.67 

0.0300 

1.1161 

23.13 

45 

21.87 

40.00 

8.75 

0.0300 

0.1823 

23.13 

45 

21.87 

40.00 

8.75 

0.0300 

0.5658 

23.13 

45 

21.87 

30.00 

6.56 

0.0300 

0.0990 

4.25 

45 

40.75 

30.00 

12.22 

0.0300 

1.0497 

5.88 

45 

39.12 

40.00 

15.65 

0.0300 

0.1568 

5.88 

45 

39.12 

40.00 

15.65 

0.0300 

0.4705 

5.88 

45 

39.12 

30.00 

11.74 

0.0300 

0.1957 

8.35 

45 

36.65 

40.00 

14.66 

0.0300 

0.8399 

8.35 

45 

36.65 

30.00 

11.00 

0.0300 

0.0334 

9.38 

45 

35.62 

30.00 

10.69 

0.0300 

0.0476 

21.99 

45 

23.01 

40.00 

9.20 

0.0300 

0.0594 

3.20 

45 

41.80 

40.00 

16.72 

0.0300 

0.5112 

5.60 

45 

39.40 

30.00 

11.82 

0.0300 

0.6556 

5.16 

45 

39.84 

40.00 

15.94 

0.0300 

1.8266 

5.93 

45 

39.07 

40.00 

15.63 

0.0300 

0.8595 

5.93 

45 

39.07 

40.00 

15.63 

0.0300 

0.1892 

5.93 

45 

39.07 

30.00 

11.72 

0.0300 

0.0375 

4.27 

45 

40.73 

40.00 

16.29 

0.0300 

1.1867 

3.36 

45 

41.64 

40.00 

16.66 

0.0300 

1.5538 

3.36 

45 

41.64 

30.00 

12.49 

0.0300 

0.2124 

4.24 

45 

40.76 

40.00 

16.30 

0.0300 

0.3950 

4.24 

45 

40.76 

30.00 

12.23 

0.0300 

0.1867 

11.33 

45 

33.67 

30.00 

10.10 

0.0300 

0.7241 

11.33 

45 

33.67 

30.00 

10.10 

0.0300 

0.0528 

8.69 

45 

36.31 

30.00 

10.89 

0.0300 

0.6977 

8.69 

45 

36.31 

30.00 

10.89 

0.0300 

0.0026 

22.16 

45 

22.84 

40.00 

9.14 

0.0300 

0.1320 

22.16 

45 

22.84 

40.00 

9.14 

0.0300 

0.1941 

22.16 

45 

22.84 

30.00 

6.85 

0.0300 

0.8242 

10.61 

45 

34.39 

40.00 

13.76 

0.0300 

1.1757 

10.61 

45 

34.39 

40.00 

13.76 

0.0300 

0.1770 

13.60 

45 

31.40 

30.00 

9.42 

0.0300 

0.0065 

13.60 

45 

31.40 

30.00 

9.42 

0.0300 

0.5992 

5.15 

45 

39.85 

40.00 

15.94 

0.0300 

1.0649 

3.21 

45 

41.79 

30.00 

12.54 

0.0300 

0.0882 

8.57 

45 

36.43 

30.00 

10.93 

0.0300 

0.2452 

8.57 

45 

36.43 

30.00 

10.93 

0.0300 

0.0575 

17.01 

45 

27.99 

40.00 

11.19 

0.0300 

0.0263 

17.01 

45 

27.99 

40.00 

11.19 

0.0300 

1.4883 

17.01 

45 

27.99 

40.00 

11.19 

0.0300 

0.1757 

17.01 

45 

27.99 

30.00 

8.40 

0.0300 

0.2087 

9.93 

45 

35.07 

30.00 

10.52 

0.0300 

0.6869 

9.57 

45 

35.43 

30.00 

10.63 

0.0300 

0.9905 

8.11 

60 

51.89 

30.00 

15.57 

0.0300 

1.9609 

7.67 

60 

52.33 

30.00 

15.70 

0.0300 

1.1525 

17.33 

45 

27.67 

30.00 

8.30 

0.0300 

0.1513 





































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

17.33 

45 

27.67 

30.00 

8.30 

0.0300 

0.2954 

13.79 

45 

31.21 

30.00 

9.36 

0.0300 

1.1359 

8.78 

45 

36.22 

30.00 

10.87 

0.0300 

0.7678 

15.65 

45 

29.35 

40.00 

11.74 

0.0300 

1.8711 

3.76 

60 

56.24 

30.00 

16.87 

0.0300 

2.1984 

19.59 

45 

25.41 

40.00 

10.17 

0.0300 

0.6978 

7.83 

45 

37.17 

30.00 

11.15 

0.0300 

1.5775 

7.83 

45 

37.17 

30.00 

11.15 

0.0300 

0.0040 

21.34 

45 

23.66 

40.00 

9.46 

0.0300 

0.0252 

21.34 

45 

23.66 

40.00 

9.46 

0.0300 

0.4310 

8.25 

40 

31.75 

40.00 

12.70 

0.0300 

0.2188 

8.25 

40 

31.75 

30.00 

9.52 

0.0300 

0.1459 

8.25 

40 

31.75 

30.00 

9.52 

0.0300 

0.4920 

9.39 

45 

35.61 

30.00 

10.68 

0.0300 

0.9685 

8.26 

40 

31.74 

40.00 

12.70 

0.0300 

0.0007 

8.26 

40 

31.74 

30.00 

9.52 

0.0300 

1.3660 

8.26 

40 

31.74 

30.00 

9.52 

0.0300 

0.2721 

9.06 

45 

35.94 

30.00 

10.78 

0.0300 

0.6086 

5.23 

45 

39.77 

30.00 

11.93 

0.0300 

0.7072 

8.76 

45 

36.24 

40.00 

14.49 

0.0300 

0.2066 

8.76 

45 

36.24 

40.00 

14.49 

0.0300 

0.1935 

8.76 

45 

36.24 

30.00 

10.87 

0.0300 

3.9709 

7.59 

45 

37.41 

30.00 

11.22 

0.0300 

0.3110 

9.18 

45 

35.82 

30.00 

10.75 

0.0300 

1.4305 

17.52 

45 

27.48 

40.00 

10.99 

0.0300 

1.2195 

17.52 

45 

27.48 

40.00 

10.99 

0.0300 

0.0601 

3.54 

45 

41.46 

30.00 

12.44 

0.0300 

0.1114 

8.15 

45 

36.85 

30.00 

11.06 

0.0300 

0.8223 

8.08 

45 

36.92 

30.00 

11.08 

0.0300 

0.7085 

14.48 

45 

30.52 

40.00 

12.21 

0.0300 

0.4119 

14.48 

45 

30.52 

40.00 

12.21 

0.0300 

0.0310 

14.48 

45 

30.52 

30.00 

9.16 

0.0300 

0.6181 

8.14 

40 

31.86 

40.00 

12.74 

0.0300 

0.4950 

8.14 

40 

31.86 

30.00 

9.56 

0.0300 

0.1288 

8.14 

40 

31.86 

30.00 

9.56 

0.0300 

0.2595 

8.14 

40 

31.86 

30.00 

9.56 

0.0300 

0.0121 

12.79 

45 

32.21 

30.00 

9.66 

0.0300 

0.6218 

12.79 

45 

32.21 

30.00 

9.66 

0.0300 

0.7794 

5.86 

45 

39.14 

30.00 

11.74 

0.0300 

1.2665 

16.86 

45 

28.14 

40.00 

11.26 

0.0300 

0.0474 

16.86 

45 

28.14 

40.00 

11.26 

0.0300 

0.0906 

16.86 

45 

28.14 

30.00 

8.44 

0.0300 

0.6184 

11.00 

45 

34.00 

40.00 

13.60 

0.0300 

0.1206 

21.01 

45 

23.99 

40.00 

9.60 

0.0300 

0.0472 

6.68 

45 

38.32 

30.00 

11.50 

0.0300 

0.9627 

23.08 

45 

21.92 

40.00 

8.77 

0.0300 

0.8513 

18.51 

45 

26.49 

30.00 

7.95 

0.0300 

0.0014 

5.97 

45 

39.03 

30.00 

11.71 

0.0300 

0.6902 

6.04 

45 

38.96 

30.00 

11.69 

0.0300 

0.4792 

22.73 

45 

22.27 

40.00 

8.91 

0.0300 

0.6351 

6.52 

45 

38.48 

40.00 

15.39 

0.0300 

0.6777 

6.52 

45 

38.48 

40.00 

15.39 

0.0300 

0.0438 

6.52 

45 

38.48 

30.00 

11.54 

0.0300 

0.0178 

8.16 

45 

36.84 

40.00 

14.73 

0.0300 

0.8035 

8.16 

45 

36.84 

40.00 

14.73 

0.0300 

0.0013 







































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Census Code 



0802000200337400 


0801000900271500 


0801000900272500 


0802000400401800 


0802000300362700 


0801000900268700 


0802000500417500 


0802000500417400 


0802000200330000 


0802000300370400 


0802000300361900 


0802000400415700 


0802000200334900 


0802000200334800 


0802000200335200 


0802000400413600 


0802000400416000 


0802000400407400 


0802000200327400 


0801000900257100 


0802000200327300 


7 HMH 


7 JRK 


7 KHR 


7 KSP 


7 LGW-A 


0802000300358300 


0802000300360200 


0802000200322400 


0802000200333700 


0802000400397200 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 


Saline 


1.41 Saline 


3.51 Fresh 


Saline 


1.57 Saline 


3.02 Fresh 



Saline 


3.91 Saline 


1.07 Fresh 




1.78 Saline 


4.80 Fresh 



4.34 Saline 


3.22 Fresh 


2.93 Fresh 


2.56 Saline 


2.99 Fresh 


Command 


Command 


Non-command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Non-command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

4.43 

45 

40.57 

40.00 

16.23 

0.0300 

1.5154 

10.46 

45 

34.54 

30.00 

10.36 

0.0300 

0.0004 

10.46 

45 

34.54 

30.00 

10.36 

0.0300 

0.9212 

8.32 

45 

36.68 

30.00 

11.00 

0.0300 

0.0391 

8.32 

45 

36.68 

30.00 

11.00 

0.0300 

0.3262 

22.98 

45 

22.02 

40.00 

8.81 

0.0300 

0.0809 

22.98 

45 

22.02 

40.00 

8.81 

0.0300 

0.6222 

22.98 

45 

22.02 

30.00 

6.61 

0.0300 

0.1327 

5.17 

45 

39.83 

40.00 

15.93 

0.0300 

0.2267 

5.17 

45 

39.83 

40.00 

15.93 

0.0300 

0.0828 

5.17 

45 

39.83 

30.00 

11.95 

0.0300 

0.5254 

3.18 

45 

41.82 

30.00 

12.55 

0.0300 

0.0284 

8.92 

45 

36.08 

40.00 

14.43 

0.0300 

0.1305 

8.92 

45 

36.08 

30.00 

10.82 

0.0300 

0.0341 

8.92 

45 

36.08 

30.00 

10.82 

0.0300 

1.0071 

8.26 

45 

36.74 

30.00 

11.02 

0.0300 

0.5179 

16.57 

45 

28.43 

40.00 

11.37 

0.0300 

0.0018 

16.57 

45 

28.43 

40.00 

11.37 

0.0300 

0.9468 

16.57 

45 

28.43 

40.00 

11.37 

0.0300 

0.0732 

16.57 

45 

28.43 

30.00 

8.53 

0.0300 

0.0061 

9.75 

45 

35.25 

30.00 

10.57 

0.0300 

0.0874 

9.75 

45 

35.25 

30.00 

10.57 

0.0300 

0.3018 

6.72 

45 

38.28 

40.00 

15.31 

0.0300 

1.7370 

6.72 

45 

38.28 

40.00 

15.31 

0.0300 

0.8575 

6.72 

45 

38.28 

30.00 

11.48 

0.0300 

0.0400 

18.48 

45 

26.52 

30.00 

7.96 

0.0300 

0.9331 

9.47 

45 

35.53 

40.00 

14.21 

0.0300 

0.1184 

9.47 

45 

35.53 

40.00 

14.21 

0.0300 

0.0402 

9.47 

45 

35.53 

40.00 

14.21 

0.0300 

0.0522 

9.47 

45 

35.53 

30.00 

10.66 

0.0300 

0.0905 

9.47 

45 

35.53 

30.00 

10.66 

0.0300 

0.0934 

4.49 

60 

55.51 

30.00 

16.65 

0.0300 

1.5585 

5.47 

60 

54.53 

30.00 

16.36 

0.0300 

0.9186 

13.67 

45 

31.33 

30.00 

9.40 

0.0300 

0.7802 

13.20 

45 

31.80 

30.00 

9.54 

0.0300 

0.4532 

22.03 

45 

22.97 

40.00 

9.19 

0.0300 

0.4113 

8.02 

45 

36.98 

30.00 

11.10 

0.0300 

0.5771 

12.18 

45 

32.82 

40.00 

13.13 

0.0300 

1.1351 

10.25 

45 

34.75 

40.00 

13.90 

0.0300 

0.2739 

6.57 

45 

38.43 

40.00 

15.37 

0.0300 

0.2789 

8.61 

45 

36.39 

30.00 

10.92 

0.0300 

1.0154 

8.26 

45 

36.74 

30.00 

11.02 

0.0300 

0.5840 

9.64 

45 

35.36 

30.00 

10.61 

0.0300 

1.5131 

19.19 

45 

25.81 

40.00 

10.32 

0.0300 

0.7479 

19.19 

45 

25.81 

40.00 

10.32 

0.0300 

0.2852 

8.69 

45 

36.31 

30.00 

10.89 

0.0300 

0.5816 

19.23 

45 

25.77 

40.00 

10.31 

0.0300 

0.0052 

19.23 

45 

25.77 

40.00 

10.31 

0.0300 

1.4779 

12.92 

45 

32.08 

30.00 

9.62 

0.0300 

0.4221 

12.92 

45 

32.08 

30.00 

9.62 

0.0300 

0.0053 

15.73 

45 

29.27 

30.00 

8.78 

0.0300 

1.1432 

22.05 

45 

22.95 

40.00 

9.18 

0.0300 

0.1041 

10.18 

45 

34.82 

40.00 

13.93 

0.0300 

0.0615 

6.29 

45 

38.71 

30.00 

11.61 

0.0300 

0.8918 

22.79 

45 

22.21 

40.00 

8.88 

0.0300 

0.7977 






































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

21.71 

45 

23.29 

40.00 

9.32 

0.0300 

0.5044 

19.32 

45 

25.68 

40.00 

10.27 

0.0300 

0.0011 

5.92 

45 

39.08 

40.00 

15.63 

0.0300 

0.1346 

5.92 

45 

39.08 

40.00 

15.63 

0.0300 

0.0033 

5.92 

45 

39.08 

40.00 

15.63 

0.0300 

0.0068 

5.92 

45 

39.08 

30.00 

11.72 

0.0300 

0.9130 

5.92 

45 

39.08 

30.00 

11.72 

0.0300 

0.0562 

8.88 

45 

36.12 

40.00 

14.45 

0.0300 

0.5818 

8.88 

45 

36.12 

30.00 

10.84 

0.0300 

0.3356 

22.71 

45 

22.29 

40.00 

8.91 

0.0300 

0.0084 

7.90 

45 

37.10 

40.00 

14.84 

0.0300 

0.3273 

7.90 

45 

37.10 

40.00 

14.84 

0.0300 

0.3361 

7.90 

45 

37.10 

30.00 

11.13 

0.0300 

0.8406 

5.74 

45 

39.26 

40.00 

15.70 

0.0300 

0.0591 

5.74 

45 

39.26 

40.00 

15.70 

0.0300 

1.2395 

5.74 

45 

39.26 

40.00 

15.70 

0.0300 

0.1152 

5.38 

45 

39.62 

40.00 

15.85 

0.0300 

0.9819 

10.31 

45 

34.69 

30.00 

10.41 

0.0300 

0.2494 

8.56 

45 

36.44 

30.00 

10.93 

0.0300 

0.1250 

8.56 

45 

36.44 

30.00 

10.93 

0.0300 

0.4747 

22.50 

45 

22.50 

40.00 

9.00 

0.0300 

0.5173 

5.00 

45 

40.00 

40.00 

16.00 

0.0300 

1.0729 

4.93 

45 

40.07 

40.00 

16.03 

0.0300 

1.2553 

4.93 

45 

40.07 

40.00 

16.03 

0.0300 

0.1759 

4.93 

45 

40.07 

40.00 

16.03 

0.0300 

0.1374 

4.93 

45 

40.07 

30.00 

12.02 

0.0300 

0.2316 

7.98 

45 

37.02 

30.00 

11.10 

0.0300 

0.6588 

18.95 

45 

26.05 

40.00 

10.42 

0.0300 

0.0038 

18.95 

45 

26.05 

40.00 

10.42 

0.0300 

0.0358 

18.95 

45 

26.05 

30.00 

7.81 

0.0300 

0.1044 

18.95 

45 

26.05 

30.00 

7.81 

0.0300 

0.0766 

18.96 

45 

26.04 

40.00 

10.41 

0.0300 

0.2453 

18.96 

45 

26.04 

30.00 

7.81 

0.0300 

0.0468 

8.96 

45 

36.04 

40.00 

14.42 

0.0300 

0.0277 

8.96 

45 

36.04 

30.00 

10.81 

0.0300 

0.8641 

8.18 

45 

36.82 

30.00 

11.05 

0.0300 

0.8267 

19.44 

45 

25.56 

30.00 

7.67 

0.0300 

1.4008 

6.81 

60 

53.19 

30.00 

15.96 

0.0300 

0.4308 

13.38 

45 

31.62 

30.00 

9.49 

0.0300 

0.7057 

13.38 

45 

31.62 

30.00 

9.49 

0.0300 

0.0573 

9.12 

45 

35.88 

30.00 

10.76 

0.0300 

1.9948 

8.26 

45 

36.74 

30.00 

11.02 

0.0300 

0.4969 

20.47 

45 

24.53 

40.00 

9.81 

0.0300 

0.0292 

20.47 

45 

24.53 

30.00 

7.36 

0.0300 

0.8629 

8.52 

45 

36.48 

30.00 

10.94 

0.0300 

0.5922 

8.54 

45 

36.46 

30.00 

10.94 

0.0300 

1.1977 

8.41 

45 

36.59 

30.00 

10.98 

0.0300 

0.8981 

8.96 

45 

36.04 

30.00 

10.81 

0.0300 

1.1748 

20.21 

45 

24.79 

40.00 

9.92 

0.0300 

0.2293 

20.21 

45 

24.79 

40.00 

9.92 

0.0300 

0.6491 

8.49 

45 

36.51 

30.00 

10.95 

0.0300 

0.5499 

18.41 

45 

26.59 

40.00 

10.63 

0.0300 

0.0097 

18.41 

45 

26.59 

40.00 

10.63 

0.0300 

0.6963 

17.28 

45 

27.72 

40.00 

11.09 

0.0300 

0.0000 

17.28 

45 

27.72 

40.00 

11.09 

0.0300 

1.0017 




































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

13.09 

45 

31.91 

30.00 

9.57 

0.0300 

1.5291 

13.09 

45 

31.91 

30.00 

9.57 

0.0300 

0.0073 

17.15 

45 

27.85 

40.00 

11.14 

0.0300 

0.0741 

17.15 

45 

27.85 

40.00 

11.14 

0.0300 

0.0904 

17.15 

45 

27.85 

30.00 

8.36 

0.0300 

0.5839 

21.91 

45 

23.09 

40.00 

9.24 

0.0300 

0.1707 

9.30 

45 

35.70 

40.00 

14.28 

0.0300 

0.3019 

6.06 

45 

38.94 

30.00 

11.68 

0.0300 

0.7676 

21.67 

45 

23.33 

40.00 

9.33 

0.0300 

0.0013 

21.67 

45 

23.33 

40.00 

9.33 

0.0300 

0.4944 

21.26 

45 

23.74 

40.00 

9.50 

0.0300 

0.1908 

21.26 

45 

23.74 

40.00 

9.50 

0.0300 

0.7478 

21.26 

45 

23.74 

30.00 

7.12 

0.0300 

0.0090 

19.38 

45 

25.62 

40.00 

10.25 

0.0300 

0.1462 

5.91 

45 

39.09 

40.00 

15.64 

0.0300 

0.0668 

5.91 

45 

39.09 

30.00 

11.73 

0.0300 

0.2769 

5.91 

45 

39.09 

30.00 

11.73 

0.0300 

0.6310 

8.39 

45 

36.61 

40.00 

14.65 

0.0300 

0.0908 

8.39 

45 

36.61 

30.00 

10.98 

0.0300 

0.0400 

9.99 

45 

35.01 

40.00 

14.00 

0.0300 

0.4166 

9.99 

45 

35.01 

40.00 

14.00 

0.0300 

0.0760 

9.99 

45 

35.01 

30.00 

10.50 

0.0300 

0.0007 

5.92 

45 

39.08 

30.00 

11.72 

0.0300 

0.0123 

5.24 

45 

39.76 

40.00 

15.90 

0.0300 

0.8537 

10.83 

45 

34.17 

30.00 

10.25 

0.0300 

0.3598 

10.26 

45 

34.74 

30.00 

10.42 

0.0300 

1.5641 

10.26 

45 

34.74 

30.00 

10.42 

0.0300 

0.4823 

23.00 

45 

22.00 

40.00 

8.80 

0.0300 

0.8007 

5.08 

45 

39.92 

40.00 

15.97 

0.0300 

0.3789 

5.08 

45 

39.92 

40.00 

15.97 

0.0300 

0.1205 

5.08 

45 

39.92 

30.00 

11.98 

0.0300 

0.6841 

5.02 

45 

39.98 

40.00 

15.99 

0.0300 

0.6269 

6.97 

45 

38.03 

30.00 

11.41 

0.0300 

0.2266 

6.97 

45 

38.03 

30.00 

11.41 

0.0300 

1.1160 

7.53 

45 

37.47 

30.00 

11.24 

0.0300 

0.8337 

7.53 

45 

37.47 

30.00 

11.24 

0.0300 

0.0187 

17.82 

45 

27.18 

40.00 

10.87 

0.0300 

0.0320 

17.82 

45 

27.18 

40.00 

10.87 

0.0300 

0.3294 

17.82 

45 

27.18 

30.00 

8.15 

0.0300 

0.0007 

8.40 

45 

36.60 

40.00 

14.64 

0.0300 

0.0950 

8.40 

45 

36.60 

40.00 

14.64 

0.0300 

0.2694 

8.40 

45 

36.60 

30.00 

10.98 

0.0300 

0.0298 

8.40 

45 

36.60 

30.00 

10.98 

0.0300 

0.4166 

10.01 

45 

34.99 

40.00 

14.00 

0.0300 

1.4538 

10.01 

45 

34.99 

30.00 

10.50 

0.0300 

0.0459 

6.92 

45 

38.08 

30.00 

11.43 

0.0300 

1.4720 

6.92 

45 

38.08 

30.00 

11.43 

0.0300 

0.8463 

13.61 

45 

31.39 

30.00 

9.42 

0.0300 

2.5346 

8.22 

45 

36.78 

30.00 

11.04 

0.0300 

1.0816 

21.05 

45 

23.95 

40.00 

9.58 

0.0300 

0.5644 

21.05 

45 

23.95 

30.00 

7.19 

0.0300 

0.2557 

21.95 

45 

23.05 

40.00 

9.22 

0.0300 

1.2585 

21.95 

45 

23.05 

40.00 

9.22 

0.0300 

0.2319 

21.95 

45 

23.05 

30.00 

6.92 

0.0300 

0.0270 

8.25 

45 

36.75 

30.00 

11.02 

0.0300 

0.5683 























































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

8.44 

45 

36.56 

30.00 

10.97 

0.0300 

0.0244 

8.44 

45 

36.56 

30.00 

10.97 

0.0300 

0.3919 

20.16 

45 

24.84 

40.00 

9.94 

0.0300 

1.8109 

20.16 

45 

24.84 

40.00 

9.94 

0.0300 

0.3340 

8.06 

45 

36.94 

30.00 

11.08 

0.0300 

0.2709 

15.65 

45 

29.35 

40.00 

11.74 

0.0300 

1.0131 

12.47 

45 

32.53 

30.00 

9.76 

0.0300 

0.8003 

17.17 

45 

27.83 

40.00 

11.13 

0.0300 

0.0835 

17.17 

45 

27.83 

40.00 

11.13 

0.0300 

0.0595 

17.17 

45 

27.83 

30.00 

8.35 

0.0300 

0.6383 

22.06 

45 

22.94 

40.00 

9.18 

0.0300 

0.0042 

10.53 

45 

34.47 

40.00 

13.79 

0.0300 

0.7859 

10.53 

45 

34.47 

30.00 

10.34 

0.0300 

0.4218 

6.46 

45 

38.54 

30.00 

11.56 

0.0300 

1.3786 

21.45 

45 

23.55 

40.00 

9.42 

0.0300 

0.4423 

18.99 

45 

26.01 

30.00 

7.80 

0.0300 

0.1190 

17.99 

45 

27.01 

30.00 

8.10 

0.0300 

0.2834 

20.72 

45 

24.28 

40.00 

9.71 

0.0300 

0.5790 

5.88 

45 

39.12 

40.00 

15.65 

0.0300 

0.0120 

5.88 

45 

39.12 

40.00 

15.65 

0.0300 

0.1171 

5.88 

45 

39.12 

30.00 

11.74 

0.0300 

0.4805 

9.57 

45 

35.43 

40.00 

14.17 

0.0300 

0.3109 

9.57 

45 

35.43 

30.00 

10.63 

0.0300 

0.5137 

23.14 

45 

21.86 

40.00 

8.74 

0.0300 

0.0764 

10.56 

45 

34.44 

40.00 

13.78 

0.0300 

0.0001 

10.56 

45 

34.44 

30.00 

10.33 

0.0300 

0.5479 

5.18 

45 

39.82 

40.00 

15.93 

0.0300 

0.4981 

10.45 

45 

34.55 

30.00 

10.37 

0.0300 

0.5151 

10.45 

45 

34.55 

30.00 

10.37 

0.0300 

0.0704 

10.50 

45 

34.50 

30.00 

10.35 

0.0300 

0.2528 

10.50 

45 

34.50 

30.00 

10.35 

0.0300 

0.7595 

9.17 

45 

35.83 

30.00 

10.75 

0.0300 

0.0640 

9.17 

45 

35.83 

30.00 

10.75 

0.0300 

0.9946 

22.32 

45 

22.68 

40.00 

9.07 

0.0300 

0.7201 

21.89 

45 

23.11 

40.00 

9.24 

0.0300 

1.0328 

4.99 

45 

40.01 

40.00 

16.00 

0.0300 

0.1928 

4.99 

45 

40.01 

40.00 

16.00 

0.0300 

0.1978 

4.99 

45 

40.01 

30.00 

12.00 

0.0300 

1.6619 

7.61 

45 

37.39 

30.00 

11.22 

0.0300 

0.0160 

7.54 

45 

37.46 

30.00 

11.24 

0.0300 

0.2048 

7.54 

45 

37.46 

30.00 

11.24 

0.0300 

0.1333 

10.00 

45 

35.00 

40.00 

14.00 

0.0300 

0.0005 

10.00 

45 

35.00 

30.00 

10.50 

0.0300 

0.0873 

10.00 

45 

35.00 

30.00 

10.50 

0.0300 

0.4332 

7.91 

45 

37.09 

40.00 

14.84 

0.0300 

0.0149 

7.91 

45 

37.09 

40.00 

14.84 

0.0300 

0.0546 

7.91 

45 

37.09 

40.00 

14.84 

0.0300 

0.1037 

7.91 

45 

37.09 

30.00 

11.13 

0.0300 

0.3458 

7.91 

45 

37.09 

30.00 

11.13 

0.0300 

0.1367 

7.33 

45 

37.67 

40.00 

15.07 

0.0300 

1.2638 

7.33 

45 

37.67 

30.00 

11.30 

0.0300 

0.0598 

7.33 

45 

37.67 

30.00 

11.30 

0.0300 

0.0720 

5.92 

45 

39.08 

30.00 

11.72 

0.0300 

0.4083 

5.92 

45 

39.08 

30.00 

11.72 

0.0300 

0.2742 

6.24 

45 

38.76 

30.00 

11.63 

0.0300 

1.7828 






























































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

6.24 

45 

38.76 

30.00 

11.63 

0.0300 

0.0418 

10.23 

45 

34.77 

30.00 

10.43 

0.0300 

0.7275 

8.24 

45 

36.76 

30.00 

11.03 

0.0300 

1.1383 

8.24 

45 

36.76 

30.00 

11.03 

0.0300 

0.0351 

19.75 

45 

25.25 

30.00 

7.57 

0.0300 

0.4719 

8.83 

45 

36.17 

30.00 

10.85 

0.0300 

1.4917 

4.76 

45 

40.24 

30.00 

12.07 

0.0300 

0.1710 

4.76 

45 

40.24 

30.00 

12.07 

0.0300 

1.3273 

4.76 

45 

40.24 

30.00 

12.07 

0.0300 

2.4056 

7.83 

45 

37.17 

30.00 

11.15 

0.0300 

0.8163 

11.97 

45 

33.03 

30.00 

9.91 

0.0300 

4.7686 

3.66 

45 

41.34 

40.00 

16.54 

0.0300 

1.8588 

3.66 

45 

41.34 

40.00 

16.54 

0.0300 

0.0028 

3.66 

45 

41.34 

30.00 

12.40 

0.0300 

1.0093 

3.66 

45 

41.34 

30.00 

12.40 

0.0300 

0.7292 

19.48 

45 

25.52 

40.00 

10.21 

0.0300 

0.0407 

19.48 

45 

25.52 

40.00 

10.21 

0.0300 

2.2626 

19.48 

45 

25.52 

30.00 

7.66 

0.0300 

0.4370 

19.48 

45 

25.52 

30.00 

7.66 

0.0300 

3.9000 

4.00 

45 

41.00 

40.00 

16.40 

0.0300 

0.4287 

4.00 

45 

41.00 

40.00 

16.40 

0.0300 

1.3188 

4.00 

45 

41.00 

30.00 

12.30 

0.0300 

0.1187 

4.00 

45 

41.00 

30.00 

12.30 

0.0300 

6.5473 

24.27 

45 

20.73 

40.00 

8.29 

0.0300 

0.7233 

24.27 

45 

20.73 

40.00 

8.29 

0.0300 

1.2419 

16.17 

45 

28.83 

30.00 

8.65 

0.0300 

2.5350 

7.27 

60 

52.73 

30.00 

15.82 

0.0300 

0.7213 

12.12 

45 

32.88 

40.00 

13.15 

0.0300 

5.8885 

12.12 

45 

32.88 

30.00 

9.86 

0.0300 

4.3564 

5.50 

45 

39.50 

30.00 

11.85 

0.0300 

0.0116 

5.50 

45 

39.50 

30.00 

11.85 

0.0300 

2.0982 

8.63 

45 

36.37 

30.00 

10.91 

0.0300 

0.9719 

5.57 

45 

39.43 

30.00 

11.83 

0.0300 

0.1135 

5.57 

45 

39.43 

30.00 

11.83 

0.0300 

1.0856 

5.57 

45 

39.43 

30.00 

11.83 

0.0300 

0.3512 

8.24 

45 

36.76 

30.00 

11.03 

0.0300 

0.4060 

11.88 

45 

33.12 

30.00 

9.94 

0.0300 

0.0395 

11.88 

45 

33.12 

30.00 

9.94 

0.0300 

0.0494 

8.99 

45 

36.01 

30.00 

10.80 

0.0300 

0.1845 

9.94 

45 

35.06 

30.00 

10.52 

0.0300 

0.3641 

2.52 

45 

42.48 

40.00 

16.99 

0.0300 

0.1692 

2.52 

45 

42.48 

40.00 

16.99 

0.0300 

0.0339 

2.52 

45 

42.48 

30.00 

12.74 

0.0300 

0.4110 

2.52 

45 

42.48 

30.00 

12.74 

0.0300 

0.0211 

23.10 

45 

21.90 

40.00 

8.76 

0.0300 

0.7924 

17.63 

45 

27.37 

30.00 

8.21 

0.0300 

0.0108 

4.82 

45 

40.18 

40.00 

16.07 

0.0300 

0.1547 

4.82 

45 

40.18 

40.00 

16.07 

0.0300 

10.7244 

4.82 

45 

40.18 

30.00 

12.05 

0.0300 

0.2813 

4.82 

45 

40.18 

30.00 

12.05 

0.0300 

3.5622 

5.88 

45 

39.12 

30.00 

11.74 

0.0300 

0.3925 

5.88 

45 

39.12 

30.00 

11.74 

0.0300 

1.0279 

4.27 

45 

40.73 

40.00 

16.29 

0.0300 

0.0194 

4.27 

45 

40.73 

30.00 

12.22 

0.0300 

0.2763 

4.27 

45 

40.73 

30.00 

12.22 

0.0300 

0.6710 








































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Census Code 


15001002 


Suratgarh (m) 


Suratgarh (rural) 



1 BGM 


1 BKM 


1 BKSM 


1 BLD 


1 BLM 


1 BNM 


1 BPM 


1 BSM 


1 BWM-A 


1 BWM-B 


1 BWSM 


1 CDM-A 


1CDM-B 


1 DAM 


1 DD 


1 DWM 


1 DWSM 


1GB-A 


1GB-B 


1GDM 


1GDSM 


1GM 


1 GSM 


1 H 


0801000800232700 


0801000600153000 


0801000900281600 


0801000800250200 


0801000800250600 


0801000900285800 


0801000900286100 


0801000800229600 


0801000800245300 


0801000600153700 


0801000900279400 


0801000600154100 


0801000500130100 


0801000500130200 


0801000500128900 


0801000800234300 


0801000800234200 


0801000800232100 


0801000600176500 


0801000900286600 


0801000900282900 


0801000800251300 


0801000800251200 


0801000900285600 


0801000900283800 


0801000800242000 


0801000900281000 


0801000600170900 


35.27 Fresh 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Command 

Younger Alluvium 



Saline 


32.75 Fresh 


Saline 


8.49 Saline 


14.92 Fresh 


Saline 


2.55 Saline 


1.81 Fresh 


Saline 


2.55 Saline 


1.55 Saline 


1.26 Saline 


3.29 Saline 





1.00 Saline 


1.58 Saline 


1.86 Saline 


1.52 Saline 


1.60 Saline 


4.48 Fresh 


Saline 


4.70 Saline 


8.14 Saline 


4.08 Saline 


2.98 Fresh 


Saline 


3.07 Saline 


1.53 Saline 


2.29 Saline 


0.78 Saline 


1.77 Saline 


2.40 Fresh 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

6.56 

45 

38.44 

40.00 

15.38 

0.0300 

1.1874 

6.56 

45 

38.44 

40.00 

15.38 

0.0300 

3.4535 

6.84 

45 

38.16 

40.00 

15.26 

0.0300 

2.0073 

6.84 

45 

38.16 

40.00 

15.26 

0.0300 

13.7556 

6.84 

45 

38.16 

30.00 

11.45 

0.0300 

0.0290 

8.00 

45 

37.00 

40.00 

14.80 

0.0300 

9.8388 

8.00 

45 

37.00 

30.00 

11.10 

0.0300 

3.5246 

8.16 

45 

36.84 

30.00 

11.05 

0.0300 

0.3968 

8.16 

45 

36.84 

30.00 

11.05 

0.0300 

2.4167 

10.05 

45 

34.95 

40.00 

13.98 

0.0300 

1.1338 

10.05 

45 

34.95 

30.00 

10.49 

0.0300 

2.6560 

14.46 

40 

25.54 

30.00 

7.66 

0.0300 

0.4230 

14.46 

40 

25.54 

30.00 

7.66 

0.0300 

0.0096 

14.53 

40 

25.47 

40.00 

10.19 

0.0300 

0.0973 

14.53 

40 

25.47 

30.00 

7.64 

0.0300 

0.3368 

14.53 

40 

25.47 

30.00 

7.64 

0.0300 

0.0062 

9.24 

40 

30.76 

30.00 

9.23 

0.0300 

0.7049 

10.44 

40 

29.56 

30.00 

8.87 

0.0300 

0.4129 

8.32 

45 

36.68 

30.00 

11.00 

0.0300 

0.4151 

8.00 

40 

32.00 

30.00 

9.60 

0.0300 

0.0007 

8.00 

40 

32.00 

30.00 

9.60 

0.0300 

0.9474 

7.94 

40 

32.06 

30.00 

9.62 

0.0300 

0.7755 

16.63 

45 

28.37 

30.00 

8.51 

0.0300 

0.0239 

14.63 

45 

30.37 

30.00 

9.11 

0.0300 

0.4870 

6.92 

40 

33.08 

30.00 

9.92 

0.0300 

0.4911 

8.51 

40 

31.49 

30.00 

9.45 

0.0300 

0.9404 

9.97 

40 

30.03 

30.00 

9.01 

0.0300 

0.5954 

6.27 

45 

38.73 

40.00 

15.49 

0.0300 

1.5473 

6.27 

45 

38.73 

30.00 

11.62 

0.0300 

2.0673 

7.51 

45 

37.49 

40.00 

15.00 

0.0300 

0.9586 

7.51 

45 

37.49 

30.00 

11.25 

0.0300 

0.2117 

10.83 

40 

29.17 

30.00 

8.75 

0.0300 

0.5688 

9.96 

35 

25.04 

30.00 

7.51 

0.0300 

0.1621 

9.96 

35 

25.04 

30.00 

7.51 

0.0300 

0.1721 

9.90 

35 

25.10 

30.00 

7.53 

0.0300 

0.0004 

10.04 

35 

24.96 

30.00 

7.49 

0.0300 

0.0013 

10.04 

35 

24.96 

30.00 

7.49 

0.0300 

0.0874 

11.71 

40 

28.29 

30.00 

8.49 

0.0300 

0.4732 

12.23 

40 

27.77 

30.00 

8.33 

0.0300 

0.3790 

10.87 

40 

29.13 

30.00 

8.74 

0.0300 

0.4194 

11.56 

40 

28.44 

40.00 

11.38 

0.0300 

0.0510 

11.56 

40 

28.44 

30.00 

8.53 

0.0300 

0.1150 

11.35 

40 

28.65 

30.00 

8.60 

0.0300 

0.2027 

11.35 

40 

28.65 

30.00 

8.60 

0.0300 

1.0098 

18.85 

45 

26.15 

30.00 

7.85 

0.0300 

0.9469 

12.12 

45 

32.88 

30.00 

9.86 

0.0300 

1.2074 

7.66 

40 

32.34 

40.00 

12.94 

0.0300 

0.0065 

7.66 

40 

32.34 

40.00 

12.94 

0.0300 

0.0000 

7.66 

40 

32.34 

30.00 

9.70 

0.0300 

0.0651 

7.58 

40 

32.42 

30.00 

9.73 

0.0300 

0.6228 

6.76 

45 

38.24 

30.00 

11.47 

0.0300 

0.2922 

8.00 

45 

37.00 

30.00 

11.10 

0.0300 

0.5605 

10.09 

40 

29.91 

30.00 

8.97 

0.0300 

0.2102 

11.18 

45 

33.82 

30.00 

10.15 

0.0300 

0.5383 

17.44 

40 

22.56 

40.00 

9.02 

0.0300 

0.0531 






















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

17.44 

40 

22.56 

30.00 

6.77 

0.0300 

0.3798 

6.29 

35 

28.71 

30.00 

8.61 

0.0300 

0.6743 

7.96 

40 

32.04 

40.00 

12.82 

0.0300 

0.0340 

7.96 

40 

32.04 

40.00 

12.82 

0.0300 

0.2029 

7.96 

40 

32.04 

30.00 

9.61 

0.0300 

0.8782 

7.66 

35 

27.34 

30.00 

8.20 

0.0300 

0.9873 

7.98 

40 

32.02 

30.00 

9.61 

0.0300 

0.2218 

7.98 

40 

32.02 

30.00 

9.61 

0.0300 

0.3476 

12.33 

40 

27.67 

40.00 

11.07 

0.0300 

0.3017 

9.61 

40 

30.39 

30.00 

9.12 

0.0300 

0.2525 

12.65 

40 

27.35 

40.00 

10.94 

0.0300 

0.4738 

9.73 

40 

30.27 

30.00 

9.08 

0.0300 

0.8624 

9.29 

40 

30.71 

30.00 

9.21 

0.0300 

0.1592 

9.29 

40 

30.71 

30.00 

9.21 

0.0300 

0.5569 

9.73 

40 

30.27 

30.00 

9.08 

0.0300 

0.6137 

10.16 

40 

29.84 

30.00 

8.95 

0.0300 

0.3861 

5.02 

45 

39.98 

40.00 

15.99 

0.0300 

0.1948 

5.02 

45 

39.98 

30.00 

11.99 

0.0300 

3.0090 

6.91 

35 

28.09 

30.00 

8.43 

0.0300 

0.2890 

6.91 

35 

28.09 

30.00 

8.43 

0.0300 

0.3386 

9.16 

35 

25.84 

30.00 

7.75 

0.0300 

0.1628 

13.47 

40 

26.53 

30.00 

7.96 

0.0300 

0.4600 

12.58 

40 

27.42 

30.00 

8.23 

0.0300 

0.4633 

10.12 

35 

24.88 

30.00 

7.46 

0.0300 

0.1135 

10.12 

35 

24.88 

30.00 

7.46 

0.0300 

0.2338 

9.75 

40 

30.25 

30.00 

9.07 

0.0300 

0.4215 

9.91 

40 

30.09 

30.00 

9.03 

0.0300 

0.1894 

5.85 

35 

29.15 

30.00 

8.74 

0.0300 

0.4509 

5.85 

35 

29.15 

30.00 

8.74 

0.0300 

0.2922 

8.65 

40 

31.35 

30.00 

9.40 

0.0300 

0.8633 

8.65 

40 

31.35 

30.00 

9.40 

0.0300 

0.0012 

8.72 

40 

31.28 

30.00 

9.38 

0.0300 

0.2675 

8.72 

40 

31.28 

30.00 

9.38 

0.0300 

1.5982 

14.08 

40 

25.92 

40.00 

10.37 

0.0300 

0.3309 

14.08 

40 

25.92 

30.00 

7.78 

0.0300 

0.0099 

13.70 

40 

26.30 

30.00 

7.89 

0.0300 

0.0225 

11.30 

35 

23.70 

40.00 

9.48 

0.0300 

0.0040 

9.07 

40 

30.93 

40.00 

12.37 

0.0300 

0.5386 

9.07 

40 

30.93 

30.00 

9.28 

0.0300 

0.2866 

6.12 

40 

33.88 

30.00 

10.16 

0.0300 

0.6333 

6.41 

40 

33.59 

30.00 

10.08 

0.0300 

0.6125 

6.16 

35 

28.84 

30.00 

8.65 

0.0300 

0.4480 

5.87 

35 

29.13 

30.00 

8.74 

0.0300 

0.5613 

9.83 

40 

30.17 

40.00 

12.07 

0.0300 

1.0615 

13.85 

40 

26.15 

40.00 

10.46 

0.0300 

1.5735 

13.85 

40 

26.15 

40.00 

10.46 

0.0300 

0.0619 

15.86 

40 

24.14 

30.00 

7.24 

0.0300 

0.2790 

15.86 

40 

24.14 

30.00 

7.24 

0.0300 

0.5837 

6.04 

45 

38.96 

30.00 

11.69 

0.0300 

0.0000 

8.38 

40 

31.62 

30.00 

9.49 

0.0300 

0.1643 

8.38 

40 

31.62 

30.00 

9.49 

0.0300 

0.1258 

7.47 

40 

32.53 

30.00 

9.76 

0.0300 

0.4591 

13.44 

40 

26.56 

30.00 

7.97 

0.0300 

0.0181 

13.44 

40 

26.56 

30.00 

7.97 

0.0300 

0.4000 

11.21 

45 

33.79 

30.00 

10.14 

0.0300 

0.6895 



















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone (Fresh 
/ Saline) 


1SJM-A 


1SJM-B 


1 SPM 


1 STB 


1 SVSM-A 


1 SVSM-B 


1 UDM-A 


1 UDM-B 


1 USS 


10 APD-A 


10 APD-B 


10 AS 


10 BGD 


10 BLD 


10 BLM-A 


10 KSD 


10 LM-A 


10 LM-B 


10 LSM 


10 NRD 


10 PTD 


10 SAD 


10 SD 


10 SD-A 


10 SJM 


10:00 AM 


11 A-A 


11 A-B 


11 APD 


0801000800248900 


0801000900278800 


0801000600143900 


0801000600144000 


0801000500137000 


0801000900256700 


0801000800244000 


0801000800243900 


0801000600150400 


0801000600150500 


0801000600151300 


0801000800233900 


0801000800233800 


0801000800240400 


0801000500141600 


0801000800230800 


0801000800244700 


0801000800239300 


0801000600162500 


0801000500137800 


0801000600176900 


0801000600176800 


0801000600147300 


0801000900255400 


0801000500131500 


0801000500134200 


0801000900275100 


0801000900275000 


0801000600145100 


0801000600167700 


0801000600167900 


0801000600168000 


0801000800233500 


3.43 Fresh 


Saline 


2.24 Fresh 


Saline 


1.31 Saline 


5.79 Saline 



0.85 Fresh 


2.48 Saline 


4.46 Fresh 


Saline 



5.03 Saline 


3.92 Fresh 


Saline 


1.30 Saline 


1.98 Fresh 


Saline 


1.94 Saline 


1.73 Saline 


2.31 Saline 


3.71 Saline 


3.18 Saline 



2.24 Saline 


3.83 Fresh 


Saline 


2.01 Saline 


2.03 Fresh 


2.43 Fresh 


2.09 Fresh 


1.68 Saline 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

7.69 

45 

37.31 

40.00 

14.93 

0.0300 

0.3287 

7.69 

45 

37.31 

30.00 

11.19 

0.0300 

0.9058 

14.10 

40 

25.90 

40.00 

10.36 

0.0300 

0.0279 

14.10 

40 

25.90 

30.00 

7.77 

0.0300 

0.2165 

14.10 

40 

25.90 

30.00 

7.77 

0.0300 

0.2849 

8.02 

40 

31.98 

30.00 

9.59 

0.0300 

0.3781 

8.05 

45 

36.95 

30.00 

11.08 

0.0300 

1.7786 

8.05 

45 

36.95 

30.00 

11.08 

0.0300 

0.0014 

10.55 

40 

29.45 

30.00 

8.84 

0.0300 

0.8399 

10.71 

40 

29.29 

30.00 

8.79 

0.0300 

0.2775 

9.89 

35 

25.11 

30.00 

7.53 

0.0300 

0.5696 

7.84 

45 

37.16 

30.00 

11.15 

0.0300 

1.5023 

10.61 

40 

29.39 

40.00 

11.75 

0.0300 

0.4314 

10.29 

40 

29.71 

40.00 

11.88 

0.0300 

0.6362 

11.81 

40 

28.19 

30.00 

8.46 

0.0300 

1.0472 

11.92 

40 

28.08 

30.00 

8.43 

0.0300 

0.5405 

11.52 

40 

28.48 

30.00 

8.54 

0.0300 

0.5962 

12.38 

40 

27.62 

30.00 

8.29 

0.0300 

0.6858 

12.40 

40 

27.60 

30.00 

8.28 

0.0300 

0.5060 

12.24 

40 

27.76 

30.00 

8.33 

0.0300 

0.0295 

12.24 

40 

27.76 

30.00 

8.33 

0.0300 

1.0429 

7.97 

35 

27.03 

40.00 

10.81 

0.0300 

0.2745 

10.50 

40 

29.50 

30.00 

8.85 

0.0300 

0.6582 

10.81 

40 

29.19 

40.00 

11.67 

0.0300 

0.4543 

10.81 

40 

29.19 

30.00 

8.76 

0.0300 

0.8170 

10.81 

40 

29.19 

30.00 

8.76 

0.0300 

0.0151 

10.82 

40 

29.18 

40.00 

11.67 

0.0300 

0.3740 

10.82 

40 

29.18 

30.00 

8.75 

0.0300 

0.4276 

7.98 

40 

32.02 

40.00 

12.81 

0.0300 

0.0280 

7.98 

40 

32.02 

40.00 

12.81 

0.0300 

1.6166 

7.98 

40 

32.02 

30.00 

9.61 

0.0300 

0.1153 

7.98 

40 

32.02 

30.00 

9.61 

0.0300 

0.0000 

9.65 

40 

30.35 

30.00 

9.11 

0.0300 

0.6515 

14.74 

40 

25.26 

40.00 

10.10 

0.0300 

0.7940 

14.74 

40 

25.26 

30.00 

7.58 

0.0300 

0.2955 

10.19 

35 

24.81 

30.00 

7.44 

0.0300 

0.2908 

8.94 

40 

31.06 

40.00 

12.42 

0.0300 

0.0045 

8.94 

40 

31.06 

30.00 

9.32 

0.0300 

0.0018 

8.90 

40 

31.10 

30.00 

9.33 

0.0300 

0.0143 

9.68 

40 

30.32 

30.00 

9.09 

0.0300 

0.4710 

10.78 

45 

34.22 

30.00 

10.27 

0.0300 

0.2020 

10.78 

45 

34.22 

30.00 

10.27 

0.0300 

0.0011 

10.06 

35 

24.94 

30.00 

7.48 

0.0300 

0.8338 

5.61 

35 

29.39 

30.00 

8.82 

0.0300 

0.4776 

5.61 

35 

29.39 

30.00 

8.82 

0.0300 

0.3629 

7.70 

40 

32.30 

30.00 

9.69 

0.0300 

0.7203 

7.70 

40 

32.30 

30.00 

9.69 

0.0300 

0.0740 

7.77 

45 

37.23 

30.00 

11.17 

0.0300 

0.7513 

7.70 

45 

37.30 

40.00 

14.92 

0.0300 

0.7241 

7.70 

45 

37.30 

30.00 

11.19 

0.0300 

0.7438 

10.42 

40 

29.58 

30.00 

8.88 

0.0300 

0.5361 

12.04 

40 

27.96 

40.00 

11.18 

0.0300 

0.6801 

11.41 

40 

28.59 

40.00 

11.44 

0.0300 

0.8347 

10.60 

40 

29.40 

40.00 

11.76 

0.0300 

0.7363 

11.66 

40 

28.34 

30.00 

8.50 

0.0300 

0.4275 























































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.08 

40 

28.92 

30.00 

8.68 

0.0300 

1.4016 

8.15 

35 

26.85 

40.00 

10.74 

0.0300 

0.3956 

10.83 

40 

29.17 

30.00 

8.75 

0.0300 

0.4912 

10.82 

40 

29.18 

30.00 

8.75 

0.0300 

0.2946 

10.82 

40 

29.18 

30.00 

8.75 

0.0300 

1.3805 

7.95 

40 

32.05 

40.00 

12.82 

0.0300 

0.9450 

7.88 

40 

32.12 

40.00 

12.85 

0.0300 

0.0568 

7.88 

40 

32.12 

40.00 

12.85 

0.0300 

0.0896 

7.88 

40 

32.12 

40.00 

12.85 

0.0300 

0.0031 

7.88 

40 

32.12 

30.00 

9.64 

0.0300 

0.5759 

7.79 

40 

32.21 

30.00 

9.66 

0.0300 

0.6767 

15.48 

40 

24.52 

30.00 

7.35 

0.0300 

0.4236 

15.48 

40 

24.52 

30.00 

7.35 

0.0300 

0.0326 

9.70 

40 

30.30 

30.00 

9.09 

0.0300 

0.4403 

9.73 

40 

30.27 

30.00 

9.08 

0.0300 

0.9527 

10.81 

45 

34.19 

30.00 

10.26 

0.0300 

1.0802 

10.81 

45 

34.19 

30.00 

10.26 

0.0300 

0.0119 

10.80 

45 

34.20 

30.00 

10.26 

0.0300 

0.6031 

17.51 

40 

22.49 

40.00 

9.00 

0.0300 

0.2854 

10.08 

35 

24.92 

30.00 

7.47 

0.0300 

0.3232 

10.08 

35 

24.92 

30.00 

7.47 

0.0300 

0.1970 

5.54 

35 

29.46 

30.00 

8.84 

0.0300 

0.1621 

5.54 

35 

29.46 

30.00 

8.84 

0.0300 

0.4108 

7.76 

45 

37.24 

30.00 

11.17 

0.0300 

0.9311 

10.07 

40 

29.93 

30.00 

8.98 

0.0300 

0.3501 

10.00 

40 

30.00 

30.00 

9.00 

0.0300 

0.4956 

13.18 

40 

26.82 

40.00 

10.73 

0.0300 

0.0547 

13.18 

40 

26.82 

40.00 

10.73 

0.0300 

0.3603 

13.55 

40 

26.45 

40.00 

10.58 

0.0300 

0.1738 

13.55 

40 

26.45 

40.00 

10.58 

0.0300 

0.4511 

11.95 

40 

28.05 

30.00 

8.41 

0.0300 

0.3638 

10.24 

40 

29.76 

30.00 

8.93 

0.0300 

0.8399 

8.17 

35 

26.83 

40.00 

10.73 

0.0300 

0.4177 

8.17 

35 

26.83 

40.00 

10.73 

0.0300 

0.1866 

8.17 

35 

26.83 

30.00 

8.05 

0.0300 

0.0468 

8.53 

35 

26.47 

40.00 

10.59 

0.0300 

0.5517 

8.53 

35 

26.47 

40.00 

10.59 

0.0300 

0.0108 

10.83 

40 

29.17 

30.00 

8.75 

0.0300 

0.5214 

10.83 

40 

29.17 

30.00 

8.75 

0.0300 

0.4843 

10.83 

40 

29.17 

30.00 

8.75 

0.0300 

0.2746 

10.83 

40 

29.17 

30.00 

8.75 

0.0300 

0.2327 

7.90 

40 

32.10 

40.00 

12.84 

0.0300 

0.0904 

7.90 

40 

32.10 

40.00 

12.84 

0.0300 

0.6418 

7.90 

40 

32.10 

40.00 

12.84 

0.0300 

0.0078 

7.90 

40 

32.10 

30.00 

9.63 

0.0300 

0.0771 

7.85 

40 

32.15 

40.00 

12.86 

0.0300 

0.0707 

7.85 

40 

32.15 

40.00 

12.86 

0.0300 

0.0105 

7.85 

40 

32.15 

30.00 

9.65 

0.0300 

0.3452 

9.42 

40 

30.58 

30.00 

9.17 

0.0300 

0.0170 

14.77 

40 

25.23 

40.00 

10.09 

0.0300 

0.1318 

14.77 

40 

25.23 

30.00 

7.57 

0.0300 

0.4129 

9.73 

40 

30.27 

30.00 

9.08 

0.0300 

0.7199 

10.63 

35 

24.37 

40.00 

9.75 

0.0300 

0.1170 

10.63 

35 

24.37 

30.00 

7.31 

0.0300 

0.4696 

10.63 

35 

24.37 

30.00 

7.31 

0.0300 

0.1800 


































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

10.61 

35 

24.39 

40.00 

9.76 

0.0300 

0.0004 

10.61 

35 

24.39 

30.00 

7.32 

0.0300 

0.1717 

10.61 

35 

24.39 

30.00 

7.32 

0.0300 

0.5896 

10.23 

35 

24.77 

30.00 

7.43 

0.0300 

0.8323 

10.07 

35 

24.93 

30.00 

7.48 

0.0300 

0.4710 

10.07 

35 

24.93 

30.00 

7.48 

0.0300 

0.1059 

10.15 

35 

24.85 

30.00 

7.46 

0.0300 

0.4600 

5.76 

35 

29.24 

30.00 

8.77 

0.0300 

1.0646 

5.76 

35 

29.24 

30.00 

8.77 

0.0300 

0.0001 

7.73 

45 

37.27 

30.00 

11.18 

0.0300 

0.0005 

7.73 

45 

37.27 

30.00 

11.18 

0.0300 

0.1914 

10.20 

40 

29.80 

30.00 

8.94 

0.0300 

0.7225 

11.69 

40 

28.31 

40.00 

11.32 

0.0300 

0.3675 

12.58 

40 

27.42 

30.00 

8.23 

0.0300 

0.5045 

12.76 

40 

27.24 

30.00 

8.17 

0.0300 

0.9426 

10.41 

40 

29.59 

30.00 

8.88 

0.0300 

1.2686 

8.48 

35 

26.52 

40.00 

10.61 

0.0300 

0.1817 

10.86 

40 

29.14 

30.00 

8.74 

0.0300 

0.1949 

10.86 

40 

29.14 

30.00 

8.74 

0.0300 

0.4981 

11.02 

40 

28.98 

30.00 

8.69 

0.0300 

1.0160 

11.04 

40 

28.96 

30.00 

8.69 

0.0300 

0.8164 

10.89 

40 

29.11 

30.00 

8.73 

0.0300 

0.1800 

10.82 

40 

29.18 

40.00 

11.67 

0.0300 

0.5212 

10.82 

40 

29.18 

30.00 

8.75 

0.0300 

0.6259 

10.87 

40 

29.13 

40.00 

11.65 

0.0300 

0.3836 

10.87 

40 

29.13 

30.00 

8.74 

0.0300 

0.1158 

7.87 

40 

32.13 

30.00 

9.64 

0.0300 

0.6144 

14.66 

40 

25.34 

30.00 

7.60 

0.0300 

0.7297 

10.62 

35 

24.38 

30.00 

7.31 

0.0300 

0.5159 

10.64 

35 

24.36 

30.00 

7.31 

0.0300 

0.6724 

10.55 

35 

24.45 

40.00 

9.78 

0.0300 

0.6684 

17.16 

40 

22.84 

30.00 

6.85 

0.0300 

0.1686 

5.53 

35 

29.47 

30.00 

8.84 

0.0300 

0.4406 

5.53 

35 

29.47 

30.00 

8.84 

0.0300 

0.1240 

7.75 

45 

37.25 

30.00 

11.17 

0.0300 

0.0044 

7.75 

45 

37.25 

30.00 

11.17 

0.0300 

0.4201 

9.95 

40 

30.05 

30.00 

9.01 

0.0300 

0.7443 

14.06 

40 

25.94 

40.00 

10.38 

0.0300 

1.1760 

14.06 

40 

25.94 

40.00 

10.38 

0.0300 

0.0005 

14.06 

40 

25.94 

30.00 

7.78 

0.0300 

0.0000 

11.71 

40 

28.29 

30.00 

8.49 

0.0300 

0.4288 

11.43 

40 

28.57 

30.00 

8.57 

0.0300 

0.5774 

10.31 

40 

29.69 

30.00 

8.91 

0.0300 

1.2985 

10.37 

40 

29.63 

30.00 

8.89 

0.0300 

1.1381 

9.00 

40 

31.00 

40.00 

12.40 

0.0300 

0.3617 

9.00 

40 

31.00 

40.00 

12.40 

0.0300 

0.3041 

9.00 

40 

31.00 

30.00 

9.30 

0.0300 

0.4320 

11.25 

40 

28.75 

30.00 

8.62 

0.0300 

0.5807 

11.13 

40 

28.87 

30.00 

8.66 

0.0300 

0.4207 

12.45 

40 

27.55 

30.00 

8.27 

0.0300 

0.9845 

7.86 

40 

32.14 

40.00 

12.86 

0.0300 

0.0019 

7.86 

40 

32.14 

40.00 

12.86 

0.0300 

0.0007 

7.86 

40 

32.14 

30.00 

9.64 

0.0300 

0.6304 

15.14 

40 

24.86 

30.00 

7.46 

0.0300 

1.2177 

11.27 

35 

23.73 

40.00 

9.49 

0.0300 

0.0002 


























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone (Fresh 
/ Saline) 



16 BLD-C 


0801000800235200 


1.29 Saline 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.27 

35 

23.73 

30.00 

7.12 

0.0300 

0.4822 

17.16 

40 

22.84 

30.00 

6.85 

0.0300 

0.6745 

10.37 

35 

24.63 

30.00 

7.39 

0.0300 

0.5118 

5.54 

35 

29.46 

30.00 

8.84 

0.0300 

0.5998 

8.02 

40 

31.98 

30.00 

9.59 

0.0300 

2.1558 

8.02 

40 

31.98 

30.00 

9.59 

0.0300 

0.0234 

9.92 

40 

30.08 

30.00 

9.02 

0.0300 

0.3876 

9.82 

40 

30.18 

30.00 

9.05 

0.0300 

0.4910 

14.06 

40 

25.94 

40.00 

10.38 

0.0300 

0.4338 

14.06 

40 

25.94 

40.00 

10.38 

0.0300 

0.0175 

14.01 

40 

25.99 

40.00 

10.39 

0.0300 

0.3085 

14.01 

40 

25.99 

40.00 

10.39 

0.0300 

0.0389 

11.51 

40 

28.49 

30.00 

8.55 

0.0300 

0.7786 

12.91 

40 

27.09 

30.00 

8.13 

0.0300 

0.0205 

12.91 

40 

27.09 

30.00 

8.13 

0.0300 

0.7777 

13.60 

40 

26.40 

30.00 

7.92 

0.0300 

0.2606 

13.60 

40 

26.40 

30.00 

7.92 

0.0300 

1.1795 

9.53 

40 

30.47 

40.00 

12.19 

0.0300 

1.3980 

9.53 

40 

30.47 

40.00 

12.19 

0.0300 

0.0129 

9.53 

40 

30.47 

30.00 

9.14 

0.0300 

0.0074 

11.48 

40 

28.52 

30.00 

8.56 

0.0300 

0.4846 

13.96 

40 

26.04 

30.00 

7.81 

0.0300 

0.4968 

7.89 

40 

32.11 

40.00 

12.84 

0.0300 

0.0197 

7.89 

40 

32.11 

40.00 

12.84 

0.0300 

0.5439 

7.89 

40 

32.11 

40.00 

12.84 

0.0300 

0.0111 

7.89 

40 

32.11 

30.00 

9.63 

0.0300 

0.0910 

7.89 

40 

32.11 

30.00 

9.63 

0.0300 

0.0035 

9.76 

40 

30.24 

30.00 

9.07 

0.0300 

0.1728 

17.39 

40 

22.61 

30.00 

6.78 

0.0300 

0.0669 

14.53 

40 

25.47 

40.00 

10.19 

0.0300 

0.0521 

14.53 

40 

25.47 

40.00 

10.19 

0.0300 

0.2748 

14.53 

40 

25.47 

30.00 

7.64 

0.0300 

0.8099 

10.06 

35 

24.94 

30.00 

7.48 

0.0300 

1.1303 

10.55 

35 

24.45 

40.00 

9.78 

0.0300 

0.3725 

10.55 

35 

24.45 

30.00 

7.33 

0.0300 

0.1416 

10.50 

35 

24.50 

40.00 

9.80 

0.0300 

0.1876 

10.50 

35 

24.50 

30.00 

7.35 

0.0300 

0.7782 

16.49 

40 

23.51 

30.00 

7.05 

0.0300 

0.7054 

10.25 

35 

24.75 

30.00 

7.43 

0.0300 

0.1773 

10.12 

35 

24.88 

30.00 

7.46 

0.0300 

0.2212 

5.55 

35 

29.45 

30.00 

8.83 

0.0300 

0.6772 

5.55 

35 

29.45 

30.00 

8.83 

0.0300 

0.5627 

7.80 

40 

32.20 

30.00 

9.66 

0.0300 

0.4293 

9.79 

40 

30.21 

30.00 

9.06 

0.0300 

0.6245 

11.19 

40 

28.81 

40.00 

11.53 

0.0300 

0.4980 

11.19 

40 

28.81 

30.00 

8.64 

0.0300 

0.0042 

14.08 

40 

25.92 

40.00 

10.37 

0.0300 

1.0857 

14.08 

40 

25.92 

30.00 

7.78 

0.0300 

0.0485 

11.04 

40 

28.96 

30.00 

8.69 

0.0300 

0.5253 

10.68 

40 

29.32 

30.00 

8.80 

0.0300 

0.6203 

10.90 

40 

29.10 

30.00 

8.73 

0.0300 

0.9492 

14.17 

40 

25.83 

30.00 

7.75 

0.0300 

0.3308 

14.16 

40 

25.84 

30.00 

7.75 

0.0300 

0.2455 

14.16 

40 

25.84 

30.00 

7.75 

0.0300 

0.5597 

14.21 

40 

25.79 

30.00 

7.74 

0.0300 

0.0842 












































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone (Fresh 
/ Saline) 



Type of Area 

(Command / Non- Hydrogeological Unit 
command) 



0801000500134900 


0801000800253700 


0801000600146200 


0801000600161600 


0801000600161700 


1.69 Saline 


3.96 Saline 


3.89 Saline 


1.74 Fresh 


1.86 Fresh 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

14.21 

40 

25.79 

30.00 

7.74 

0.0300 

0.2160 

7.91 

40 

32.09 

40.00 

12.83 

0.0300 

1.6117 

15.00 

40 

25.00 

40.00 

10.00 

0.0300 

0.0212 

15.00 

40 

25.00 

40.00 

10.00 

0.0300 

0.0918 

15.00 

40 

25.00 

30.00 

7.50 

0.0300 

0.5424 

16.79 

40 

23.21 

30.00 

6.96 

0.0300 

0.8988 

10.21 

35 

24.79 

30.00 

7.44 

0.0300 

0.2153 

10.18 

35 

24.82 

30.00 

7.45 

0.0300 

0.1220 

10.18 

35 

24.82 

30.00 

7.45 

0.0300 

0.0728 

5.58 

35 

29.42 

30.00 

8.82 

0.0300 

0.6825 

7.80 

40 

32.20 

30.00 

9.66 

0.0300 

1.4004 

7.80 

40 

32.20 

30.00 

9.66 

0.0300 

0.2287 

9.72 

40 

30.28 

30.00 

9.08 

0.0300 

0.4888 

7.49 

35 

27.51 

30.00 

8.25 

0.0300 

0.5529 

14.08 

40 

25.92 

40.00 

10.37 

0.0300 

0.7422 

14.10 

40 

25.90 

40.00 

10.36 

0.0300 

0.5374 

10.90 

40 

29.10 

30.00 

8.73 

0.0300 

0.3705 

14.15 

40 

25.85 

30.00 

7.76 

0.0300 

0.1656 

14.15 

40 

25.85 

30.00 

7.76 

0.0300 

0.1633 

14.94 

40 

25.06 

40.00 

10.02 

0.0300 

0.8282 

14.94 

40 

25.06 

30.00 

7.52 

0.0300 

0.4292 

7.95 

40 

32.05 

40.00 

12.82 

0.0300 

0.0047 

7.95 

40 

32.05 

40.00 

12.82 

0.0300 

0.9819 

7.95 

40 

32.05 

30.00 

9.61 

0.0300 

0.0414 

7.95 

40 

32.05 

30.00 

9.61 

0.0300 

0.0174 

17.27 

40 

22.73 

30.00 

6.82 

0.0300 

0.0034 

16.25 

40 

23.75 

30.00 

7.13 

0.0300 

1.0024 

10.11 

35 

24.89 

30.00 

7.47 

0.0300 

0.4456 

10.11 

35 

24.89 

30.00 

7.47 

0.0300 

0.0859 

6.84 

35 

28.16 

30.00 

8.45 

0.0300 

0.3731 

7.73 

40 

32.27 

30.00 

9.68 

0.0300 

0.4017 

7.73 

40 

32.27 

30.00 

9.68 

0.0300 

0.1936 

7.77 

40 

32.23 

30.00 

9.67 

0.0300 

0.5616 

9.74 

40 

30.26 

30.00 

9.08 

0.0300 

0.4482 

9.77 

40 

30.23 

30.00 

9.07 

0.0300 

0.5307 

9.63 

40 

30.37 

40.00 

12.15 

0.0300 

0.3764 

14.08 

40 

25.92 

40.00 

10.37 

0.0300 

0.2566 

14.08 

40 

25.92 

40.00 

10.37 

0.0300 

0.4540 

10.38 

40 

29.62 

30.00 

8.89 

0.0300 

0.3345 

10.28 

40 

29.72 

30.00 

8.92 

0.0300 

0.2558 

11.78 

40 

28.22 

30.00 

8.47 

0.0300 

0.0000 

11.78 

40 

28.22 

30.00 

8.47 

0.0300 

2.4431 

8.20 

40 

31.80 

40.00 

12.72 

0.0300 

1.4046 

8.47 

35 

26.53 

30.00 

7.96 

0.0300 

0.3808 

8.47 

35 

26.53 

30.00 

7.96 

0.0300 

0.1147 

16.18 

40 

23.82 

30.00 

7.15 

0.0300 

1.2652 

10.05 

35 

24.95 

30.00 

7.49 

0.0300 

0.3655 

10.05 

35 

24.95 

30.00 

7.49 

0.0300 

0.1571 

9.98 

35 

25.02 

30.00 

7.51 

0.0300 

0.4157 

9.98 

35 

25.02 

30.00 

7.51 

0.0300 

0.0428 

5.72 

35 

29.28 

30.00 

8.79 

0.0300 

0.4459 

7.74 

40 

32.26 

30.00 

9.68 

0.0300 

1.1502 

9.69 

40 

30.31 

30.00 

9.09 

0.0300 

1.0600 

14.07 

40 

25.93 

40.00 

10.37 

0.0300 

0.5410 

14.07 

40 

25.93 

40.00 

10.37 

0.0300 

0.5796 























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



2 BKM 


2 BKSM 


2 BLD 


2 BLD-A 


2 BLD-B 


2 BLM 


2 BMM 


2 BNPM -A 


2 BPM 


2 BSM 


2 BWM-A 


2 BWM-B 


2 DAM 


2 DJM-A 


2 DWSM 


2 GB HINDU 


2 GBM 


Census Code 


0801000600150100 


0801000800237500 


0801000800246600 


0801000600171600 


0801000500124000 


0801000600170600 


0801000500128800 


0801000800253800 


0801000800253900 


0801000600146300 


0801000600167200 


0801000800232400 


0801000800232300 


0801000600152900 


0801000900281500 


0801000800250300 


0801000800250700 


0801000900285900 


0801000900282800 


0801000800229700 


0801000800229800 


0801000800229900 


0801000800245200 


0801000900286700 


0801000600148400 


0801000900287100 


0801000900255700 


0801000900279500 


0801000600154200 


0801000500129000 


0801000500129100 


0801000800232000 


0801000800235800 


0801000900281400 


0801000800251000 


0801000900287300 


0801000900285500 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 


3.15 Fresh 


4.16 Saline 


3.26 Saline 


4.52 Saline 


1.56 Saline 


1.58 Saline 


1.29 Saline 


1.90 Saline 


1.06 Saline 



1.34 Saline 


5.01 Saline 


1.58 Saline 


4.12 Saline 


1.74 Saline 


5.27 Fresh 


Saline 


5.36 Saline 


1.47 Saline 


2.75 Saline 


3.21 Saline 


2.60 Saline 


2.20 Saline 


18.41 Saline 


3.38 Saline 


15.05 Saline 






2.01 Fresh 


Saline 


8.46 Saline 


3.23 Saline 


3.51 Saline 


3.53 Saline 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Non-command 


Command 


Command 


Non-command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Non-command 


Command 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

10.53 

40 

29.47 

30.00 

8.84 

0.0300 

0.6895 

14.51 

40 

25.49 

30.00 

7.65 

0.0300 

0.7038 

14.51 

40 

25.49 

30.00 

7.65 

0.0300 

0.1772 

8.61 

40 

31.39 

40.00 

12.55 

0.0300 

1.1848 

16.89 

40 

23.11 

30.00 

6.93 

0.0300 

0.0118 

7.38 

35 

27.62 

30.00 

8.29 

0.0300 

0.8097 

16.74 

40 

23.26 

30.00 

6.98 

0.0300 

0.9464 

10.05 

35 

24.95 

30.00 

7.49 

0.0300 

0.1708 

10.05 

35 

24.95 

30.00 

7.49 

0.0300 

0.0047 

7.73 

40 

32.27 

30.00 

9.68 

0.0300 

0.4578 

7.71 

40 

32.29 

30.00 

9.69 

0.0300 

0.3535 

7.71 

40 

32.29 

30.00 

9.69 

0.0300 

0.0211 

9.71 

40 

30.29 

30.00 

9.09 

0.0300 

0.5193 

14.16 

40 

25.84 

30.00 

7.75 

0.0300 

0.0402 

14.16 

40 

25.84 

30.00 

7.75 

0.0300 

0.1484 

13.93 

40 

26.07 

40.00 

10.43 

0.0300 

0.0010 

13.93 

40 

26.07 

30.00 

7.82 

0.0300 

0.0347 

13.93 

40 

26.07 

30.00 

7.82 

0.0300 

0.4359 

10.06 

40 

29.94 

30.00 

8.98 

0.0300 

0.3607 

9.91 

40 

30.09 

30.00 

9.03 

0.0300 

1.3572 

11.02 

40 

28.98 

30.00 

8.69 

0.0300 

0.4134 

9.46 

45 

35.54 

30.00 

10.66 

0.0300 

1.3178 

7.95 

40 

32.05 

30.00 

9.61 

0.0300 

0.5027 

7.95 

40 

32.05 

40.00 

12.82 

0.0300 

0.2355 

7.95 

40 

32.05 

40.00 

12.82 

0.0300 

0.6233 

7.95 

40 

32.05 

30.00 

9.62 

0.0300 

0.8733 

10.17 

45 

34.83 

30.00 

10.45 

0.0300 

1.3500 

15.08 

45 

29.92 

30.00 

8.98 

0.0300 

0.3954 

5.91 

40 

34.09 

30.00 

10.23 

0.0300 

0.8430 

7.51 

40 

32.49 

30.00 

9.75 

0.0300 

0.9395 

6.65 

40 

33.35 

30.00 

10.01 

0.0300 

0.7794 

9.53 

40 

30.47 

30.00 

9.14 

0.0300 

0.6042 

16.91 

45 

28.09 

30.00 

8.43 

0.0300 

1.7893 

16.91 

45 

28.09 

30.00 

8.43 

0.0300 

0.2108 

9.84 

40 

30.16 

30.00 

9.05 

0.0300 

0.9181 

17.56 

45 

27.44 

30.00 

8.23 

0.0300 

0.7720 

17.56 

45 

27.44 

30.00 

8.23 

0.0300 

0.6428 

10.28 

45 

34.72 

30.00 

10.42 

0.0300 

0.8121 

7.38 

45 

37.62 

40.00 

15.05 

0.0300 

0.5748 

7.38 

45 

37.62 

30.00 

11.29 

0.0300 

1.6790 

7.76 

45 

37.24 

40.00 

14.90 

0.0300 

0.0611 

7.76 

45 

37.24 

30.00 

11.17 

0.0300 

0.9835 

10.70 

40 

29.30 

30.00 

8.79 

0.0300 

0.3177 

9.98 

35 

25.02 

30.00 

7.51 

0.0300 

0.0743 

9.98 

35 

25.02 

30.00 

7.51 

0.0300 

0.0779 

10.85 

40 

29.15 

30.00 

8.74 

0.0300 

0.1576 

12.13 

40 

27.87 

30.00 

8.36 

0.0300 

0.3787 

12.13 

40 

27.87 

30.00 

8.36 

0.0300 

0.1691 

11.08 

40 

28.92 

40.00 

11.57 

0.0300 

0.1615 

11.08 

40 

28.92 

30.00 

8.68 

0.0300 

0.4023 

9.74 

45 

35.26 

30.00 

10.58 

0.0300 

2.6852 

8.01 

40 

31.99 

30.00 

9.60 

0.0300 

0.0003 

20.91 

45 

24.09 

30.00 

7.23 

0.0300 

0.0815 

20.91 

45 

24.09 

30.00 

7.23 

0.0300 

0.0716 

4.91 

45 

40.09 

30.00 

12.03 

0.0300 

0.3172 




























































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

9.89 

45 

35.11 

30.00 

10.53 

0.0300 

1.0773 

13.07 

45 

31.93 

30.00 

9.58 

0.0300 

2.8528 

17.47 

40 

22.53 

40.00 

9.01 

0.0300 

0.0288 

17.47 

40 

22.53 

30.00 

6.76 

0.0300 

0.0003 

6.37 

35 

28.63 

30.00 

8.59 

0.0300 

0.9117 

7.77 

40 

32.23 

30.00 

9.67 

0.0300 

1.0257 

7.26 

35 

27.74 

30.00 

8.32 

0.0300 

0.4707 

7.99 

40 

32.01 

30.00 

9.60 

0.0300 

0.1246 

7.99 

40 

32.01 

30.00 

9.60 

0.0300 

0.4354 

13.39 

40 

26.61 

40.00 

10.64 

0.0300 

0.4133 

9.61 

40 

30.39 

30.00 

9.12 

0.0300 

0.8616 

12.84 

40 

27.16 

30.00 

8.15 

0.0300 

0.0164 

12.84 

40 

27.16 

30.00 

8.15 

0.0300 

0.0695 

13.69 

40 

26.31 

40.00 

10.52 

0.0300 

0.4450 

9.75 

40 

30.25 

30.00 

9.08 

0.0300 

0.8833 

10.05 

40 

29.95 

30.00 

8.98 

0.0300 

0.7178 

9.93 

40 

30.07 

30.00 

9.02 

0.0300 

0.3839 

7.30 

45 

37.70 

40.00 

15.08 

0.0300 

0.6284 

7.30 

45 

37.70 

30.00 

11.31 

0.0300 

0.6032 

7.78 

40 

32.22 

30.00 

9.67 

0.0300 

0.7668 

9.86 

35 

25.14 

30.00 

7.54 

0.0300 

1.0867 

9.86 

35 

25.14 

30.00 

7.54 

0.0300 

0.0393 

13.80 

40 

26.20 

30.00 

7.86 

0.0300 

0.4891 

11.99 

40 

28.01 

30.00 

8.40 

0.0300 

0.3613 

11.49 

40 

28.51 

30.00 

8.55 

0.0300 

0.3642 

10.10 

35 

24.90 

30.00 

7.47 

0.0300 

0.1139 

10.10 

35 

24.90 

30.00 

7.47 

0.0300 

0.4044 

9.58 

40 

30.42 

30.00 

9.12 

0.0300 

0.5705 

5.67 

35 

29.33 

30.00 

8.80 

0.0300 

0.5031 

8.58 

40 

31.42 

30.00 

9.43 

0.0300 

1.0816 

8.58 

40 

31.42 

30.00 

9.43 

0.0300 

0.0051 

14.06 

40 

25.94 

40.00 

10.38 

0.0300 

0.0238 

14.06 

40 

25.94 

30.00 

7.78 

0.0300 

0.3266 

14.06 

40 

25.94 

30.00 

7.78 

0.0300 

0.4489 

14.06 

40 

25.94 

30.00 

7.78 

0.0300 

0.0619 

13.51 

40 

26.49 

30.00 

7.95 

0.0300 

0.5882 

12.89 

40 

27.11 

30.00 

8.13 

0.0300 

0.1030 

11.75 

35 

23.25 

40.00 

9.30 

0.0300 

0.0527 

9.04 

40 

30.96 

30.00 

9.29 

0.0300 

0.6045 

5.98 

40 

34.02 

30.00 

10.21 

0.0300 

1.0179 

11.69 

40 

28.31 

40.00 

11.33 

0.0300 

0.3505 

12.53 

40 

27.47 

40.00 

10.99 

0.0300 

0.4473 

13.87 

40 

26.13 

40.00 

10.45 

0.0300 

0.3897 

13.87 

40 

26.13 

30.00 

7.84 

0.0300 

0.3667 

13.94 

40 

26.06 

40.00 

10.42 

0.0300 

0.5521 

13.94 

40 

26.06 

30.00 

7.82 

0.0300 

0.2612 

15.68 

40 

24.32 

30.00 

7.29 

0.0300 

0.3540 

15.68 

40 

24.32 

30.00 

7.29 

0.0300 

0.3024 

4.77 

45 

40.23 

40.00 

16.09 

0.0300 

1.0096 

4.77 

45 

40.23 

30.00 

12.07 

0.0300 

0.4977 

8.09 

45 

36.91 

30.00 

11.07 

0.0300 

0.0046 

7.85 

40 

32.15 

30.00 

9.64 

0.0300 

0.3118 

7.85 

40 

32.15 

30.00 

9.64 

0.0300 

0.1307 

14.52 

40 

25.48 

30.00 

7.64 

0.0300 

0.4616 

14.52 

40 

25.48 

30.00 

7.64 

0.0300 

0.0518 























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 

Census Code 

2 RM 

0801000900279900 

2 RM-A 

0801000900255100 

2 RM-B 

0801000900255000 

2 RTM 

0801000800234900 

2 SAD 

0801000800249000 

2 SD 

0801000900278600 

2 SJM 

0801000800232800 

2SPM-B 

0801000900282700 

2SPSM 

0801000500136900 

2 STB 

0801000800229100 

2 UDM 

0801000600151200 

2 USS 

0801000600151400 

20 A-A 

0801000600164500 

20 A-B 

0801000600164400 

20 APD 

0801000600149900 

20 AS 

0801000600166900 

20 GB 

0801000800246700 

20 NP 

0801000500124500 


Zone (Fresh 
/ Saline) 


20 P 


20 PTD 


20 SD-A 


20 SD-B 


20 SJM 


21 A 


21 APD-A 


21 APD-B 


21GB 


21 P 


21 PTD 


21 SD-A 


21 SD-B 


21 SJM 


21/23 NP 


22 A-A 


22 A-B 


22 APD 


22 GB 


22 NP 


22 P 


22 PTD-A 


22 PTD-B 


22 SD 


22 SJM 


23 A-A 


23 A-B 


0801000600170500 


0801000500130400 


0801000800254000 


0801000800254100 


0801000600142300 


0801000600163700 


0801000600151500 


0801000600150000 


0801000800246800 


0801000600170300 


0801000500130300 


0801000800254200 


0801000800254300 


0801000600146400 


0801000500125000 


0801000600161800 


0801000600161900 


0801000600151600 


0801000800247200 


0801000500124200 


0801000600170200 


0801000500129900 


0801000500130000 


0801000900280400 


0801000600146500 


0801000600163600 


0801000600162200 


3.42 Saline 


3.40 Saline 


1.82 Saline 


2.40 Fresh 


1.18 Saline 


1.22 Saline 


4.05 Fresh 


3.73 Saline 


1.35 Saline 


2.44 Saline 


3.35 Saline 


Type of Area 
(Command / Non¬ 
command) 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

8.01 

45 

36.99 

30.00 

11.10 

0.0300 

0.5971 

10.96 

45 

34.04 

30.00 

10.21 

0.0300 

0.9321 

11.03 

45 

33.97 

30.00 

10.19 

0.0300 

0.4462 

13.91 

40 

26.09 

30.00 

7.83 

0.0300 

0.7264 

7.82 

40 

32.18 

30.00 

9.65 

0.0300 

0.4346 

6.06 

45 

38.94 

30.00 

11.68 

0.0300 

1.2323 

10.90 

40 

29.10 

30.00 

8.73 

0.0300 

0.2512 

17.70 

45 

27.30 

30.00 

8.19 

0.0300 

1.7516 

9.83 

35 

25.17 

30.00 

7.55 

0.0300 

0.3560 

7.47 

40 

32.53 

30.00 

9.76 

0.0300 

0.3151 

12.40 

40 

27.60 

30.00 

8.28 

0.0300 

0.5096 

12.32 

40 

27.68 

30.00 

8.30 

0.0300 

1.2107 

14.19 

40 

25.81 

40.00 

10.32 

0.0300 

0.7231 

14.30 

40 

25.70 

40.00 

10.28 

0.0300 

0.4943 

10.02 

40 

29.98 

30.00 

8.99 

0.0300 

0.3808 

14.69 

40 

25.31 

30.00 

7.59 

0.0300 

0.7581 

8.50 

40 

31.50 

40.00 

12.60 

0.0300 

1.0525 

11.69 

35 

23.31 

40.00 

9.32 

0.0300 

0.0447 

11.69 

35 

23.31 

30.00 

6.99 

0.0300 

0.0263 

16.97 

40 

23.03 

30.00 

6.91 

0.0300 

0.6315 

9.91 

35 

25.09 

30.00 

7.53 

0.0300 

0.1251 

9.91 

35 

25.09 

30.00 

7.53 

0.0300 

0.4240 

7.66 

40 

32.34 

30.00 

9.70 

0.0300 

0.8164 

7.66 

40 

32.34 

30.00 

9.70 

0.0300 

0.1796 

7.65 

40 

32.35 

30.00 

9.71 

0.0300 

0.8898 

7.65 

40 

32.35 

30.00 

9.71 

0.0300 

0.0990 

9.72 

40 

30.28 

30.00 

9.08 

0.0300 

0.4965 

14.44 

40 

25.56 

40.00 

10.22 

0.0300 

0.7374 

10.56 

40 

29.44 

30.00 

8.83 

0.0300 

0.3118 

10.26 

40 

29.74 

30.00 

8.92 

0.0300 

0.3277 

7.95 

40 

32.05 

40.00 

12.82 

0.0300 

0.0038 

7.95 

40 

32.05 

40.00 

12.82 

0.0300 

0.2250 

7.95 

40 

32.05 

30.00 

9.62 

0.0300 

0.8451 

7.95 

40 

32.05 

30.00 

9.62 

0.0300 

0.1514 

16.67 

40 

23.33 

30.00 

7.00 

0.0300 

0.7738 

9.85 

35 

25.15 

30.00 

7.54 

0.0300 

0.3060 

7.71 

40 

32.29 

30.00 

9.69 

0.0300 

0.6387 

7.71 

40 

32.29 

30.00 

9.69 

0.0300 

0.0699 

7.77 

40 

32.23 

30.00 

9.67 

0.0300 

0.8064 

7.77 

40 

32.23 

30.00 

9.67 

0.0300 

0.1649 

9.71 

40 

30.29 

30.00 

9.09 

0.0300 

0.5687 

9.55 

35 

25.45 

40.00 

10.18 

0.0300 

0.0003 

9.55 

35 

25.45 

30.00 

7.63 

0.0300 

0.1147 

14.06 

40 

25.94 

40.00 

10.38 

0.0300 

1.1857 

14.06 

40 

25.94 

40.00 

10.37 

0.0300 

0.8225 

10.37 

40 

29.63 

30.00 

8.89 

0.0300 

0.4515 

8.19 

40 

31.81 

30.00 

9.54 

0.0300 

0.3447 

9.26 

35 

25.74 

30.00 

7.72 

0.0300 

1.2462 

16.63 

40 

23.37 

30.00 

7.01 

0.0300 

0.8950 

9.87 

35 

25.13 

30.00 

7.54 

0.0300 

0.0799 

9.88 

35 

25.12 

30.00 

7.54 

0.0300 

0.1462 

8.76 

45 

36.24 

30.00 

10.87 

0.0300 

1.5531 

9.71 

40 

30.29 

30.00 

9.09 

0.0300 

0.6156 

14.79 

40 

25.21 

40.00 

10.08 

0.0300 

0.2728 

14.37 

40 

25.63 

40.00 

10.25 

0.0300 

0.4626 















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Census Code 


0801000600151800 


0801000800246900 




0801000600142100 


0801000600142000 


0801000800254400 


0801000600146600 


0801000900256600 


0801000600162000 


0801000600162100 


0801000600152000 


0801000600151900 


0801000800247100 


0801000500133100 


0801000600170100 


0801000500129800 


0801000900280600 


0801000600141900 


0801000600162300 


0801000600162400 


0801000600149200 


0801000600148800 


0801000800247000 


0801000500133000 


0801000500129700 


0801000600141700 


0801000600155800 


0801000600153100 


0801000800243800 


0801000500129600 


0801000600141800 


0801000600155500 


0801000600148700 


0801000600148600 


0801000800243700 


0801000500119500 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 



7.85 Fresh 


28 APD-A 


0801000500129400 


0801000600155600 


0801000600153200 


1.60 Saline 


2.76 Saline 


5.02 Saline 


4.23 Fresh 


2.15 Saline 


5.18 Fresh 


Saline 


0.60 Saline 


4.34 Saline 


3.35 Fresh 


2.29 Saline 


2.13 Saline 


3.02 Fresh 


Saline 


5.31 Fresh 


Saline 


5.60 Fresh 


Saline 


2.74 Saline 


2.57 Fresh 


Saline 


2.32 Saline 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

10.10 

40 

29.90 

30.00 

8.97 

0.0300 

0.5565 

8.18 

40 

31.82 

40.00 

12.73 

0.0300 

0.0785 

8.18 

40 

31.82 

30.00 

9.55 

0.0300 

1.1565 

8.18 

40 

31.82 

30.00 

9.55 

0.0300 

0.2602 

15.82 

40 

24.18 

40.00 

9.67 

0.0300 

0.0028 

15.82 

40 

24.18 

40.00 

9.67 

0.0300 

0.0714 

15.82 

40 

24.18 

30.00 

7.26 

0.0300 

0.1525 

15.82 

40 

24.18 

30.00 

7.26 

0.0300 

1.5012 

9.79 

40 

30.21 

30.00 

9.06 

0.0300 

0.3629 

9.79 

40 

30.21 

30.00 

9.06 

0.0300 

1.3163 

7.77 

40 

32.23 

30.00 

9.67 

0.0300 

0.3642 

9.72 

40 

30.28 

30.00 

9.08 

0.0300 

0.2896 

8.27 

45 

36.73 

30.00 

11.02 

0.0300 

2.5503 

14.05 

40 

25.95 

40.00 

10.38 

0.0300 

0.7646 

14.07 

40 

25.93 

40.00 

10.37 

0.0300 

0.2533 

9.79 

40 

30.21 

30.00 

9.06 

0.0300 

0.8619 

10.28 

40 

29.72 

30.00 

8.92 

0.0300 

0.4545 

8.60 

40 

31.40 

30.00 

9.42 

0.0300 

1.7580 

8.60 

40 

31.40 

30.00 

9.42 

0.0300 

0.9473 

6.65 

35 

28.35 

30.00 

8.51 

0.0300 

0.8784 

16.32 

40 

23.68 

30.00 

7.11 

0.0300 

0.8887 

9.78 

35 

25.22 

30.00 

7.57 

0.0300 

0.4306 

9.68 

45 

35.32 

30.00 

10.60 

0.0300 

0.5376 

9.74 

40 

30.26 

30.00 

9.08 

0.0300 

1.4628 

14.51 

40 

25.49 

40.00 

10.19 

0.0300 

0.7576 

14.28 

40 

25.72 

40.00 

10.29 

0.0300 

0.5424 

9.56 

40 

30.44 

30.00 

9.13 

0.0300 

0.7736 

9.64 

40 

30.36 

30.00 

9.11 

0.0300 

1.0258 

9.10 

40 

30.90 

30.00 

9.27 

0.0300 

1.5389 

9.10 

40 

30.90 

30.00 

9.27 

0.0300 

0.6648 

6.77 

35 

28.23 

30.00 

8.47 

0.0300 

0.3737 

9.84 

35 

25.16 

30.00 

7.55 

0.0300 

0.6029 

9.79 

40 

30.21 

30.00 

9.06 

0.0300 

1.3650 

13.74 

40 

26.26 

40.00 

10.50 

0.0300 

1.3314 

10.02 

40 

29.98 

30.00 

9.00 

0.0300 

0.5799 

9.22 

40 

30.78 

40.00 

12.31 

0.0300 

1.3987 

9.22 

40 

30.78 

30.00 

9.23 

0.0300 

0.0643 

9.22 

40 

30.78 

30.00 

9.23 

0.0300 

0.3205 

9.79 

35 

25.21 

30.00 

7.56 

0.0300 

0.1372 

9.76 

40 

30.24 

30.00 

9.07 

0.0300 

1.1805 

13.89 

40 

26.11 

40.00 

10.44 

0.0300 

1.0504 

9.62 

40 

30.38 

30.00 

9.11 

0.0300 

0.6248 

9.66 

40 

30.34 

30.00 

9.10 

0.0300 

0.5822 

9.55 

40 

30.45 

40.00 

12.18 

0.0300 

0.6407 

9.55 

40 

30.45 

30.00 

9.14 

0.0300 

0.1227 

9.55 

40 

30.45 

30.00 

9.14 

0.0300 

0.2253 

9.58 

35 

25.42 

40.00 

10.17 

0.0300 

0.0521 

9.58 

35 

25.42 

30.00 

7.63 

0.0300 

0.2218 

9.61 

35 

25.39 

40.00 

10.16 

0.0300 

0.1320 

9.61 

35 

25.39 

30.00 

7.62 

0.0300 

0.0200 

9.86 

35 

25.14 

30.00 

7.54 

0.0300 

0.4816 

12.96 

40 

27.04 

40.00 

10.82 

0.0300 

0.5293 

12.96 

40 

27.04 

30.00 

8.11 

0.0300 

0.1745 

12.96 

40 

27.04 

30.00 

8.11 

0.0300 

0.0548 

10.11 

40 

29.89 

30.00 

8.97 

0.0300 

0.6230 































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



29 APD 


29 GB-A (RURAL) 


3 AP 


3 APD-A 


3 APD-B 


3 APM 


3 AS 


3 BGD 


3 BGM 


3 BKM 


3 BKSM 


3 BLD 


3 BLM 


3 BLM-A 


3 BMM 


3 BNM 


3 BNPM 


3 BPM 


3 BPSM 


3 DAM 


3 DJM 


3 GB-A 


3GB-B 


3 H 


3 ISW-A 


3 ISW-B 


3 JKM 


3 JKSM 


3 JSD 


Census Code 


0801000600153300 


0801000800243400 



Zone (Fresh 
/ Saline) 


0801000500129500 


0801000600155300 


0801000600148500 


0801000800243600 


0801000900287900 


0801000800233000 


0801000800232600 


0801000600152100 


0801000900280900 


0801000800250400 


0801000800252100 


0801000900286000 


0801000900283000 


0801000800230000 


0801000800245500 


0801000800245400 


0801000900282000 


0801000900287200 


0801000900256000 


0801000900279600 


0801000900285200 


0801000900280100 


0801000800232200 


0801000800236100 


0801000800251600 


0801000800251800 


0801000600175000 


0801000500134100 


0801000500134000 


0801000500140700 


0801000500140400 


0801000800250800 


0801000600165300 


1.87 Saline 


2.47 Saline 



2.24 Saline 


2.73 Fresh 


Saline 


3.24 Saline 


1.57 Fresh 


Saline 




2.98 Saline 


1.58 Fresh 


Saline 


2.65 Saline 


5.31 Fresh 


Saline 


1.37 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

9.89 

40 

30.11 

30.00 

9.03 

0.0300 

0.5056 

9.64 

40 

30.36 

30.00 

9.11 

0.0300 

0.6237 

9.64 

40 

30.36 

30.00 

9.11 

0.0300 

0.0499 

9.65 

40 

30.35 

30.00 

9.10 

0.0300 

1.3277 

9.65 

40 

30.35 

30.00 

9.10 

0.0300 

1.3243 

9.83 

35 

25.17 

30.00 

7.55 

0.0300 

0.5068 

12.97 

40 

27.03 

40.00 

10.81 

0.0300 

0.8373 

12.97 

40 

27.03 

30.00 

8.11 

0.0300 

0.0349 

9.70 

40 

30.30 

30.00 

9.09 

0.0300 

0.8842 

9.81 

40 

30.19 

40.00 

12.08 

0.0300 

0.2965 

9.81 

40 

30.19 

30.00 

9.06 

0.0300 

0.0246 

9.81 

40 

30.19 

30.00 

9.06 

0.0300 

0.1785 

10.06 

40 

29.94 

40.00 

11.98 

0.0300 

0.4318 

10.06 

40 

29.94 

30.00 

8.98 

0.0300 

0.0002 

10.06 

40 

29.94 

30.00 

8.98 

0.0300 

0.3750 

14.27 

40 

25.73 

40.00 

10.29 

0.0300 

0.2841 

14.27 

40 

25.73 

40.00 

10.29 

0.0300 

0.0737 

14.27 

40 

25.73 

30.00 

7.72 

0.0300 

0.0747 

14.27 

40 

25.73 

30.00 

7.72 

0.0300 

0.0085 

3.32 

45 

41.68 

30.00 

12.50 

0.0300 

0.0306 

10.59 

40 

29.41 

30.00 

8.82 

0.0300 

0.2263 

10.74 

40 

29.26 

30.00 

8.78 

0.0300 

0.1405 

10.41 

40 

29.59 

30.00 

8.88 

0.0300 

0.7908 

11.74 

45 

33.26 

30.00 

9.98 

0.0300 

0.5583 

7.97 

40 

32.03 

30.00 

9.61 

0.0300 

0.9953 

7.94 

40 

32.06 

40.00 

12.82 

0.0300 

1.5291 

13.88 

45 

31.12 

30.00 

9.34 

0.0300 

0.4919 

11.01 

45 

33.99 

30.00 

10.20 

0.0300 

1.2886 

8.55 

40 

31.45 

30.00 

9.44 

0.0300 

0.5508 

9.55 

40 

30.45 

30.00 

9.14 

0.0300 

0.4418 

9.54 

40 

30.46 

30.00 

9.14 

0.0300 

0.5878 

6.40 

45 

38.60 

30.00 

11.58 

0.0300 

1.7378 

19.42 

45 

25.58 

30.00 

7.67 

0.0300 

0.2837 

19.42 

45 

25.58 

30.00 

7.67 

0.0300 

0.2734 

9.68 

45 

35.32 

30.00 

10.60 

0.0300 

0.0078 

7.58 

45 

37.42 

40.00 

14.97 

0.0300 

0.0767 

7.58 

45 

37.42 

30.00 

11.22 

0.0300 

0.5721 

7.68 

45 

37.32 

30.00 

11.20 

0.0300 

0.3483 

7.88 

45 

37.12 

30.00 

11.13 

0.0300 

0.6755 

10.63 

40 

29.37 

30.00 

8.81 

0.0300 

0.9153 

13.28 

40 

26.72 

40.00 

10.69 

0.0300 

1.2589 

13.28 

40 

26.72 

30.00 

8.02 

0.0300 

0.0164 

7.82 

40 

32.18 

40.00 

12.87 

0.0300 

0.1526 

7.29 

40 

32.71 

40.00 

13.08 

0.0300 

0.5319 

17.40 

40 

22.60 

30.00 

6.78 

0.0300 

0.0003 

5.54 

35 

29.46 

30.00 

8.84 

0.0300 

0.0714 

5.54 

35 

29.46 

30.00 

8.84 

0.0300 

0.5480 

5.59 

35 

29.41 

30.00 

8.82 

0.0300 

0.7884 

7.89 

35 

27.11 

40.00 

10.84 

0.0300 

0.0129 

7.89 

35 

27.11 

40.00 

10.84 

0.0300 

0.1394 

7.89 

35 

27.11 

30.00 

8.13 

0.0300 

0.2724 

6.84 

35 

28.16 

30.00 

8.45 

0.0300 

0.6722 

7.48 

40 

32.52 

40.00 

13.01 

0.0300 

0.0096 

7.48 

40 

32.52 

30.00 

9.76 

0.0300 

1.5405 

13.91 

40 

26.09 

40.00 

10.44 

0.0300 

0.4297 























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



3 KWM 


3 LC-A 


3 LC-B 


3 LGM 


3 LPM-A 


3 LPM-B 


3 LSM 


3 MC 


3 MNWM 


3 MSD 


3 NZP 


3 NZP(BARANI) 


3 SD 


3 SJM 


3 SPM 


3 SPS 


3 STB 


3 UDM-A 


3 UDM-B 


30 A 


30 APD 


31 A 


Census Code 


0801000600148000 


0801000800227400 


0801000600149600 


0801000900274600 


0801000500140100 


0801000800249700 


0801000800249800 


0801000800234400 


0801000500137600 


0801000500137500 


0801000600149400 


0801000900287500 


0801000900256300 


0801000500122600 


0801000500139600 


0801000500139500 


0801000600176400 


0801000600165900 


0801000600163000 



0801000900280200 


0801000500121000 


0801000600158200 


0801000900278500 


0801000600144100 


0801000900282600 


0801000600142500 


0801000800229000 


0801000600150600 


0801000600150700 


0801000600155400 


0801000600153400 


0801000600155200 



Zone (Fresh 
/ Saline) 


0.68 Saline 


3.60 Saline 



1.55 Fresh 


Saline 




4.84 Fresh 


Saline 


3.55 Saline 


1.32 Saline 


2.79 Fresh 


Saline 


4.22 Fresh 


5.47 Fresh 



2.56 Saline 


3.73 Saline 


2.93 Saline 




Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

9.67 

40 

30.33 

30.00 

9.10 

0.0300 

0.1869 

9.36 

40 

30.64 

30.00 

9.19 

0.0300 

0.3857 

9.36 

40 

30.64 

30.00 

9.19 

0.0300 

0.6084 

9.74 

40 

30.26 

30.00 

9.08 

0.0300 

0.7305 

7.30 

45 

37.70 

40.00 

15.08 

0.0300 

0.3632 

7.30 

45 

37.70 

30.00 

11.31 

0.0300 

0.5841 

7.24 

35 

27.76 

30.00 

8.33 

0.0300 

0.6667 

7.80 

40 

32.20 

30.00 

9.66 

0.0300 

0.7244 

7.73 

40 

32.27 

30.00 

9.68 

0.0300 

0.4713 

12.67 

40 

27.33 

30.00 

8.20 

0.0300 

0.7827 

10.12 

35 

24.88 

30.00 

7.46 

0.0300 

0.4306 

10.10 

35 

24.90 

30.00 

7.47 

0.0300 

0.3150 

9.61 

40 

30.39 

30.00 

9.12 

0.0300 

0.9492 

11.48 

45 

33.52 

30.00 

10.06 

0.0300 

0.1850 

9.29 

45 

35.71 

30.00 

10.71 

0.0300 

0.0448 

10.66 

35 

24.34 

30.00 

7.30 

0.0300 

1.4019 

10.66 

35 

24.34 

30.00 

7.30 

0.0300 

0.0025 

14.01 

40 

25.99 

40.00 

10.39 

0.0300 

0.0164 

14.01 

40 

25.99 

30.00 

7.80 

0.0300 

0.0278 

14.01 

40 

25.99 

30.00 

7.80 

0.0300 

0.3222 

12.40 

35 

22.60 

40.00 

9.04 

0.0300 

0.0000 

12.40 

35 

22.60 

30.00 

6.78 

0.0300 

0.0031 

5.64 

35 

29.36 

30.00 

8.81 

0.0300 

0.9375 

5.57 

35 

29.43 

30.00 

8.83 

0.0300 

0.3503 

10.33 

40 

29.67 

40.00 

11.87 

0.0300 

0.9861 

10.33 

40 

29.67 

30.00 

8.90 

0.0300 

0.0049 

13.76 

40 

26.24 

40.00 

10.50 

0.0300 

1.3276 

15.32 

40 

24.68 

40.00 

9.87 

0.0300 

0.0273 

15.32 

40 

24.68 

40.00 

9.87 

0.0300 

0.1495 

15.32 

40 

24.68 

30.00 

7.40 

0.0300 

1.0833 

4.55 

45 

40.45 

40.00 

16.18 

0.0300 

5.6184 

4.55 

45 

40.45 

30.00 

12.14 

0.0300 

1.4507 

4.67 

45 

40.33 

40.00 

16.13 

0.0300 

1.3643 

4.67 

45 

40.33 

30.00 

12.10 

0.0300 

1.0776 

8.65 

40 

31.35 

30.00 

9.41 

0.0300 

0.0071 

8.65 

40 

31.35 

30.00 

9.41 

0.0300 

0.2983 

13.57 

40 

26.43 

40.00 

10.57 

0.0300 

0.2482 

13.57 

40 

26.43 

30.00 

7.93 

0.0300 

0.6114 

13.57 

40 

26.43 

30.00 

7.93 

0.0300 

0.0093 

8.61 

45 

36.39 

30.00 

10.92 

0.0300 

0.8381 

10.65 

35 

24.35 

30.00 

7.31 

0.0300 

0.4948 

13.88 

40 

26.12 

30.00 

7.84 

0.0300 

0.0610 

13.88 

40 

26.12 

30.00 

7.84 

0.0300 

0.6285 

8.36 

40 

31.64 

30.00 

9.49 

0.0300 

0.0107 

8.36 

40 

31.64 

30.00 

9.49 

0.0300 

1.5552 

4.20 

45 

40.80 

30.00 

12.24 

0.0300 

1.8115 

11.08 

40 

28.92 

30.00 

8.68 

0.0300 

0.7872 

20.67 

45 

24.33 

30.00 

7.30 

0.0300 

0.5396 

9.78 

40 

30.22 

30.00 

9.06 

0.0300 

0.2871 

8.42 

40 

31.58 

30.00 

9.47 

0.0300 

0.3670 

13.08 

40 

26.92 

30.00 

8.08 

0.0300 

0.4641 

13.44 

40 

26.56 

30.00 

7.97 

0.0300 

1.3220 

13.92 

40 

26.08 

40.00 

10.43 

0.0300 

1.0051 

10.20 

40 

29.80 

30.00 

8.94 

0.0300 

0.8100 

13.10 

40 

26.90 

40.00 

10.76 

0.0300 

0.7048 


























































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

10.08 

40 

29.92 

30.00 

8.98 

0.0300 

0.8677 

10.33 

40 

29.67 

30.00 

8.90 

0.0300 

0.5180 

10.08 

40 

29.92 

30.00 

8.98 

0.0300 

0.3370 

10.08 

40 

29.92 

30.00 

8.98 

0.0300 

0.1757 

14.01 

40 

25.99 

40.00 

10.40 

0.0300 

1.0715 

14.01 

40 

25.99 

30.00 

7.80 

0.0300 

0.1061 

10.51 

40 

29.49 

30.00 

8.85 

0.0300 

0.8034 

10.55 

40 

29.45 

30.00 

8.84 

0.0300 

0.0108 

10.55 

40 

29.45 

30.00 

8.84 

0.0300 

0.3112 

13.03 

40 

26.97 

40.00 

10.79 

0.0300 

0.7152 

13.03 

40 

26.97 

40.00 

10.79 

0.0300 

0.0292 

11.13 

40 

28.87 

30.00 

8.66 

0.0300 

1.0519 

10.68 

40 

29.32 

40.00 

11.73 

0.0300 

1.6255 

10.68 

40 

29.32 

30.00 

8.80 

0.0300 

0.1432 

10.74 

35 

24.26 

40.00 

9.70 

0.0300 

0.0043 

10.74 

35 

24.26 

30.00 

7.28 

0.0300 

0.0015 

7.27 

35 

27.73 

40.00 

11.09 

0.0300 

0.0453 

7.27 

35 

27.73 

30.00 

8.32 

0.0300 

0.2941 

14.03 

40 

25.97 

40.00 

10.39 

0.0300 

0.5907 

14.03 

40 

25.97 

40.00 

10.39 

0.0300 

0.0812 

14.03 

40 

25.97 

30.00 

7.79 

0.0300 

0.6539 

11.50 

40 

28.50 

30.00 

8.55 

0.0300 

0.9856 

10.81 

40 

29.19 

40.00 

11.67 

0.0300 

0.7072 

5.78 

35 

29.22 

30.00 

8.77 

0.0300 

1.1309 

13.39 

40 

26.61 

40.00 

10.64 

0.0300 

0.9000 

13.39 

40 

26.61 

40.00 

10.64 

0.0300 

0.2638 

12.23 

40 

27.77 

40.00 

11.11 

0.0300 

0.1668 

12.23 

40 

27.77 

40.00 

11.11 

0.0300 

0.1135 

12.23 

40 

27.77 

30.00 

8.33 

0.0300 

0.0629 

12.23 

40 

27.77 

30.00 

8.33 

0.0300 

0.6553 

10.81 

40 

29.19 

40.00 

11.68 

0.0300 

1.1087 

10.81 

40 

29.19 

30.00 

8.76 

0.0300 

0.2470 

10.48 

35 

24.52 

40.00 

9.81 

0.0300 

0.3558 

10.48 

35 

24.52 

30.00 

7.36 

0.0300 

0.3478 

6.19 

35 

28.81 

30.00 

8.64 

0.0300 

0.9080 

12.08 

40 

27.92 

30.00 

8.38 

0.0300 

0.0241 

12.08 

40 

27.92 

30.00 

8.38 

0.0300 

0.9158 

10.74 

40 

29.26 

30.00 

8.78 

0.0300 

0.1320 

10.74 

40 

29.26 

30.00 

8.78 

0.0300 

0.6958 

9.11 

35 

25.89 

40.00 

10.36 

0.0300 

0.3076 

9.11 

35 

25.89 

30.00 

7.77 

0.0300 

0.1322 

10.66 

40 

29.34 

30.00 

8.80 

0.0300 

0.3190 

10.48 

40 

29.52 

30.00 

8.86 

0.0300 

0.4023 

9.99 

35 

25.01 

40.00 

10.00 

0.0300 

0.0443 

10.29 

35 

24.71 

40.00 

9.88 

0.0300 

0.0278 

10.29 

35 

24.71 

30.00 

7.41 

0.0300 

0.0231 

10.82 

40 

29.18 

30.00 

8.75 

0.0300 

0.4109 

10.82 

40 

29.18 

30.00 

8.75 

0.0300 

0.5730 

9.94 

35 

25.06 

40.00 

10.02 

0.0300 

1.0246 

9.94 

35 

25.06 

30.00 

7.52 

0.0300 

0.0664 

10.83 

40 

29.17 

40.00 

11.67 

0.0300 

1.3025 

10.83 

40 

29.17 

30.00 

8.75 

0.0300 

0.2534 

10.33 

35 

24.67 

30.00 

7.40 

0.0300 

0.0643 

14.01 

40 

25.99 

40.00 

10.39 

0.0300 

0.9031 

14.01 

40 

25.99 

30.00 

7.80 

0.0300 

0.0095 





































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Saline 

Command 

Younger Alluvium 



4 PPN 


4 PTD-A 


0801000900288400 


0801000800227700 


2.02 Fresh 


3.89 Fresh 


4.01 Fresh 


Saline 


8.60 Saline 


1.88 Saline 


Non-command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

16.60 

45 

28.40 

30.00 

8.52 

0.0300 

0.9909 

16.60 

45 

28.40 

30.00 

8.52 

0.0300 

0.1871 

10.32 

40 

29.68 

30.00 

8.90 

0.0300 

0.3201 

11.82 

40 

28.18 

30.00 

8.45 

0.0300 

0.7370 

10.16 

40 

29.84 

30.00 

8.95 

0.0300 

0.3025 

7.98 

40 

32.02 

40.00 

12.81 

0.0300 

0.0092 

7.98 

40 

32.02 

30.00 

9.61 

0.0300 

1.1588 

7.99 

40 

32.01 

40.00 

12.81 

0.0300 

1.8439 

14.91 

45 

30.09 

30.00 

9.03 

0.0300 

0.5338 

12.16 

45 

32.84 

30.00 

9.85 

0.0300 

1.4876 

7.21 

40 

32.79 

30.00 

9.84 

0.0300 

0.5595 

10.23 

40 

29.77 

30.00 

8.93 

0.0300 

0.7548 

5.80 

45 

39.20 

30.00 

11.76 

0.0300 

2.7213 

9.76 

35 

25.24 

30.00 

7.57 

0.0300 

0.4446 

8.08 

40 

31.92 

30.00 

9.57 

0.0300 

0.3826 

8.08 

40 

31.92 

30.00 

9.57 

0.0300 

0.8103 

11.67 

40 

28.33 

40.00 

11.33 

0.0300 

0.7897 

11.67 

40 

28.33 

30.00 

8.50 

0.0300 

0.0042 

12.90 

45 

32.10 

30.00 

9.63 

0.0300 

0.7134 

7.68 

40 

32.32 

40.00 

12.93 

0.0300 

0.0830 

17.25 

40 

22.75 

30.00 

6.83 

0.0300 

0.5391 

7.69 

35 

27.31 

30.00 

8.19 

0.0300 

0.4753 

7.45 

40 

32.55 

40.00 

13.02 

0.0300 

0.4119 

7.45 

40 

32.55 

40.00 

13.02 

0.0300 

0.7428 

7.45 

40 

32.55 

30.00 

9.76 

0.0300 

0.8065 

13.55 

40 

26.45 

40.00 

10.58 

0.0300 

0.4163 

9.68 

40 

30.32 

30.00 

9.10 

0.0300 

0.4128 

14.89 

40 

25.11 

40.00 

10.04 

0.0300 

0.0306 

10.21 

40 

29.79 

30.00 

8.94 

0.0300 

0.4337 

10.12 

40 

29.88 

30.00 

8.96 

0.0300 

0.3592 

9.66 

40 

30.34 

30.00 

9.10 

0.0300 

0.9200 

9.74 

40 

30.26 

30.00 

9.08 

0.0300 

0.6516 

6.65 

35 

28.35 

30.00 

8.51 

0.0300 

0.4543 

7.85 

40 

32.15 

30.00 

9.65 

0.0300 

0.8850 

7.94 

40 

32.06 

30.00 

9.62 

0.0300 

0.1855 

7.94 

40 

32.06 

30.00 

9.62 

0.0300 

0.3820 

12.97 

40 

27.03 

30.00 

8.11 

0.0300 

1.4588 

10.58 

40 

29.42 

40.00 

11.77 

0.0300 

0.1402 

10.58 

40 

29.42 

30.00 

8.83 

0.0300 

0.5221 

10.04 

35 

24.96 

30.00 

7.49 

0.0300 

0.5739 

9.48 

40 

30.52 

30.00 

9.15 

0.0300 

0.5142 

9.44 

40 

30.56 

30.00 

9.17 

0.0300 

0.9311 

9.64 

35 

25.36 

30.00 

7.61 

0.0300 

0.1403 

9.64 

35 

25.36 

30.00 

7.61 

0.0300 

0.3419 

13.69 

40 

26.31 

40.00 

10.52 

0.0300 

0.0703 

13.69 

40 

26.31 

30.00 

7.89 

0.0300 

0.3134 

13.69 

40 

26.31 

30.00 

7.89 

0.0300 

0.5457 

5.90 

35 

29.10 

30.00 

8.73 

0.0300 

0.1569 

5.90 

35 

29.10 

30.00 

8.73 

0.0300 

0.2659 

13.73 

40 

26.27 

40.00 

10.51 

0.0300 

0.6344 

13.98 

40 

26.02 

40.00 

10.41 

0.0300 

1.2142 

2.81 

45 

42.19 

40.00 

16.88 

0.0300 

2.0130 

2.81 

45 

42.19 

30.00 

12.66 

0.0300 

0.0007 

7.10 

45 

37.90 

30.00 

11.37 

0.0300 

0.0039 

7.65 

40 

32.35 

30.00 

9.70 

0.0300 

0.5454 




































































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 


4 PTD-B _ 

4 RM _ 

4 RTM _ 

4 SAD 

4SD-A 

4SD- B _ 

4SJM-A 

4SJM-B _ 

4 SPS(SALEMPURA) 

4 STB _ 

4 UDM _ 

40 GB _ 

40 NP 

41GB 

42 GB _ 

43 GB 

44 GB _ 

45 GB-A 

45 GB-B _ 

45 NP _ 

46 GB-A 

46 GB-B 

46 NP 

47 GB 

47 NP 

48 GB-A 

48 GB-B 

48 NP _ 

49 GB-A 

49 GB-B 



0801000900280300 2.18 Saline Command 

0801000600158100 ~ 2.80 Saline Command 

Command 

0801000500123700 ~ 2.62 Saline Command 

Command 

0801000900278400 7.29 Saline Command 


0801000900278300 _ 2.43 Fresh Command 

Saline Command 

0801000600143500 ~ 2.51 Saline Command 

0801000600143400 2.83 Saline Command 


0801000600142200 _ 2.67 Saline Command 

0801000800228900 2.26 Saline Command 


0801000600151100 _ 2.55 Saline Command 

0801000800242600 _ 6.44 Fresh Command 

Saline Command 

0801000500125900 ~ 2.81 Fresh Command 

Saline Command 

0801000800242500 2.01 Saline Command 


0801000800241700 1.76 


0801000800241600 

4.31 

0801000800241500 

2.55 


0801000800241400 1.83 


Saline 

Command 


Command 

Saline 

Command 

Saline 

Command 


Command 

Saline 

Command 


0801000800241300 _ 2.82 Saline Command 

0801000500126200 _ 3.58 Fresh Command 

Saline Command 

0801000800236600 ~ 1.84 Saline Command 

Command 

0801000800236700 ~ 1.93 Saline Command 

Command 

0801000500126800 ~ 1.26 Fresh Command 

Saline Command 

0801000800237000 ~ 4.91 Saline Command 

Command 

0801000500126700 ~ 2.99 Fresh Command 

Saline Command 

0801000800236200 ~ 4.37 Fresh Command 

Saline Command 

0801000800236300 1.33 Fresh Command 


0801000500126900 4.88 Fresh Command 


Saline Command 


0801000800236400 1.00 Saline Command 


Command 


0801000800236500 2.14 Fresh Command 


Saline Command 


Command 

49 NP 0801000500127000 2.92~ Saline Command 

5 A-A _ 0801000600167400 _ 1.62 Fresh Command 

Saline Command 

5 A-B 0801000600167500 1.0~ Fresh Command 

Saline Command 

5~AP 0801000900279000 7.69 Saline Command 


Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

7.65 

40 

32.35 

30.00 

9.70 

0.0300 

0.0013 

7.51 

40 

32.49 

30.00 

9.75 

0.0300 

0.5088 

8.40 

45 

36.60 

30.00 

10.98 

0.0300 

0.7171 

13.87 

40 

26.13 

30.00 

7.84 

0.0300 

0.0897 

13.87 

40 

26.13 

30.00 

7.84 

0.0300 

0.5676 

8.67 

35 

26.33 

30.00 

7.90 

0.0300 

0.2588 

8.67 

35 

26.33 

30.00 

7.90 

0.0300 

0.3610 

4.33 

45 

40.67 

30.00 

12.20 

0.0300 

2.6667 

4.02 

45 

40.98 

40.00 

16.39 

0.0300 

0.0003 

4.02 

45 

40.98 

30.00 

12.29 

0.0300 

0.8970 

10.75 

40 

29.25 

30.00 

8.77 

0.0300 

0.6615 

10.66 

40 

29.34 

30.00 

8.80 

0.0300 

0.7476 

9.75 

40 

30.25 

30.00 

9.08 

0.0300 

0.7268 

7.79 

40 

32.21 

30.00 

9.66 

0.0300 

0.6551 

12.68 

40 

27.32 

30.00 

8.20 

0.0300 

0.6280 

10.98 

40 

29.02 

40.00 

11.61 

0.0300 

1.4678 

10.98 

40 

29.02 

30.00 

8.71 

0.0300 

0.5816 

10.30 

35 

24.70 

40.00 

9.88 

0.0300 

0.3224 

10.30 

35 

24.70 

30.00 

7.41 

0.0300 

0.1844 

10.95 

40 

29.05 

30.00 

8.72 

0.0300 

0.5260 

10.93 

40 

29.07 

30.00 

8.72 

0.0300 

0.3462 

10.93 

40 

29.07 

30.00 

8.72 

0.0300 

0.1150 

10.92 

40 

29.08 

30.00 

8.72 

0.0300 

1.1271 

11.20 

40 

28.80 

30.00 

8.64 

0.0300 

0.4293 

11.20 

40 

28.80 

30.00 

8.64 

0.0300 

0.2320 

11.25 

40 

28.75 

30.00 

8.63 

0.0300 

0.4729 

11.97 

40 

28.03 

30.00 

8.41 

0.0300 

0.7105 

8.84 

35 

26.16 

40.00 

10.46 

0.0300 

0.0027 

8.84 

35 

26.16 

30.00 

7.85 

0.0300 

0.8400 

11.77 

40 

28.23 

30.00 

8.47 

0.0300 

0.4612 

11.77 

40 

28.23 

30.00 

8.47 

0.0300 

0.0059 

12.75 

40 

27.25 

30.00 

8.17 

0.0300 

0.3566 

12.75 

40 

27.25 

30.00 

8.17 

0.0300 

0.1167 

10.13 

35 

24.87 

40.00 

9.95 

0.0300 

0.1898 

10.13 

35 

24.87 

30.00 

7.46 

0.0300 

0.0128 

13.12 

40 

26.88 

30.00 

8.06 

0.0300 

1.1194 

13.12 

40 

26.88 

30.00 

8.06 

0.0300 

0.0684 

9.77 

35 

25.23 

40.00 

10.09 

0.0300 

0.0007 

9.77 

35 

25.23 

30.00 

7.57 

0.0300 

0.6666 

14.71 

40 

25.29 

40.00 

10.12 

0.0300 

1.1434 

14.71 

40 

25.29 

30.00 

7.59 

0.0300 

0.1379 

11.38 

40 

28.62 

40.00 

11.45 

0.0300 

0.4583 

10.52 

35 

24.48 

40.00 

9.79 

0.0300 

0.0236 

10.52 

35 

24.48 

30.00 

7.34 

0.0300 

0.0113 

11.29 

40 

28.71 

30.00 

8.61 

0.0300 

0.0032 

11.29 

40 

28.71 

30.00 

8.61 

0.0300 

0.2542 

11.88 

40 

28.12 

40.00 

11.25 

0.0300 

0.0315 

11.88 

40 

28.12 

30.00 

8.44 

0.0300 

0.0965 

11.88 

40 

28.12 

30.00 

8.44 

0.0300 

0.4208 

10.59 

35 

24.41 

30.00 

7.32 

0.0300 

0.0723 

13.27 

40 

26.73 

40.00 

10.69 

0.0300 

0.0799 

13.27 

40 

26.73 

30.00 

8.02 

0.0300 

0.3288 

13.18 

40 

26.82 

40.00 

10.73 

0.0300 

0.2775 

13.18 

40 

26.82 

30.00 

8.05 

0.0300 

0.0362 

7.76 

45 

37.24 

30.00 

11.17 

0.0300 

2.5784 











































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

10.99 

40 

29.01 

30.00 

8.70 

0.0300 

0.2924 

10.69 

40 

29.31 

30.00 

8.79 

0.0300 

0.6105 

12.64 

40 

27.36 

30.00 

8.21 

0.0300 

0.4689 

12.86 

40 

27.14 

30.00 

8.14 

0.0300 

0.3926 

10.48 

40 

29.52 

30.00 

8.86 

0.0300 

0.4293 

11.09 

40 

28.91 

30.00 

8.67 

0.0300 

0.1117 

11.09 

40 

28.91 

30.00 

8.67 

0.0300 

0.6773 

7.98 

40 

32.02 

40.00 

12.81 

0.0300 

0.2373 

7.98 

40 

32.02 

40.00 

12.81 

0.0300 

0.3289 

7.98 

40 

32.02 

30.00 

9.61 

0.0300 

0.0399 

9.72 

45 

35.28 

30.00 

10.58 

0.0300 

1.4438 

9.06 

40 

30.94 

30.00 

9.28 

0.0300 

0.7578 

9.77 

40 

30.23 

30.00 

9.07 

0.0300 

0.4785 

10.15 

40 

29.85 

40.00 

11.94 

0.0300 

0.1026 

10.15 

40 

29.85 

40.00 

11.94 

0.0300 

0.0004 

10.15 

40 

29.85 

30.00 

8.95 

0.0300 

0.0625 

10.15 

40 

29.85 

30.00 

8.95 

0.0300 

0.4731 

9.67 

45 

35.33 

30.00 

10.60 

0.0300 

1.2935 

10.13 

45 

34.87 

30.00 

10.46 

0.0300 

0.8676 

7.45 

40 

32.55 

40.00 

13.02 

0.0300 

0.4077 

7.57 

40 

32.43 

40.00 

12.97 

0.0300 

0.7412 

7.57 

40 

32.43 

30.00 

9.73 

0.0300 

0.0394 

7.57 

40 

32.43 

30.00 

9.73 

0.0300 

0.0776 

7.57 

40 

32.43 

30.00 

9.73 

0.0300 

0.0027 

7.14 

45 

37.86 

30.00 

11.36 

0.0300 

0.1506 

7.42 

35 

27.58 

30.00 

8.28 

0.0300 

1.0105 

14.22 

40 

25.78 

40.00 

10.31 

0.0300 

0.2815 

14.22 

40 

25.78 

40.00 

10.31 

0.0300 

0.6903 

14.99 

40 

25.01 

40.00 

10.00 

0.0300 

0.0416 

14.99 

40 

25.01 

40.00 

10.00 

0.0300 

0.7687 

9.69 

40 

30.31 

30.00 

9.09 

0.0300 

0.9832 

9.63 

40 

30.37 

30.00 

9.11 

0.0300 

0.4187 

9.92 

35 

25.08 

30.00 

7.53 

0.0300 

0.1881 

9.92 

35 

25.08 

30.00 

7.53 

0.0300 

0.2824 

10.07 

35 

24.93 

30.00 

7.48 

0.0300 

0.0298 

10.07 

35 

24.93 

30.00 

7.48 

0.0300 

0.2365 

6.08 

35 

28.92 

30.00 

8.68 

0.0300 

0.0867 

6.08 

35 

28.92 

30.00 

8.68 

0.0300 

0.6974 

10.80 

35 

24.20 

40.00 

9.68 

0.0300 

0.2760 

10.80 

35 

24.20 

40.00 

9.68 

0.0300 

0.3130 

10.80 

35 

24.20 

30.00 

7.26 

0.0300 

0.5213 

10.80 

35 

24.20 

30.00 

7.26 

0.0300 

0.4825 

10.06 

35 

24.94 

30.00 

7.48 

0.0300 

0.0274 

10.06 

35 

24.94 

30.00 

7.48 

0.0300 

0.4559 

10.02 

35 

24.98 

30.00 

7.49 

0.0300 

0.0048 

10.02 

35 

24.98 

30.00 

7.49 

0.0300 

0.3701 

9.60 

40 

30.40 

30.00 

9.12 

0.0300 

0.6439 

9.72 

40 

30.28 

30.00 

9.08 

0.0300 

0.6584 

9.38 

45 

35.62 

30.00 

10.69 

0.0300 

1.9008 

9.56 

35 

25.44 

30.00 

7.63 

0.0300 

0.1948 

9.56 

35 

25.44 

30.00 

7.63 

0.0300 

0.2584 

13.21 

40 

26.79 

40.00 

10.71 

0.0300 

0.0178 

13.21 

40 

26.79 

30.00 

8.04 

0.0300 

0.0589 

13.21 

40 

26.79 

30.00 

8.04 

0.0300 

0.3317 

13.21 

40 

26.79 

30.00 

8.04 

0.0300 

0.0857 





























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 



0801000900279300 


8.54 Fresh 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

10.81 

35 

24.19 

40.00 

9.68 

0.0300 

1.1226 

10.81 

35 

24.19 

30.00 

7.26 

0.0300 

0.2071 

5.71 

35 

29.29 

30.00 

8.79 

0.0300 

0.7912 

5.71 

35 

29.29 

30.00 

8.79 

0.0300 

0.7007 

14.76 

40 

25.24 

40.00 

10.10 

0.0300 

0.3726 

14.05 

40 

25.95 

40.00 

10.38 

0.0300 

0.8794 

14.05 

40 

25.95 

30.00 

7.79 

0.0300 

0.2745 

3.05 

45 

41.95 

40.00 

16.78 

0.0300 

0.5631 

3.05 

45 

41.95 

30.00 

12.58 

0.0300 

1.3139 

8.61 

40 

31.39 

30.00 

9.42 

0.0300 

0.9290 

8.61 

40 

31.39 

30.00 

9.42 

0.0300 

0.1524 

10.40 

45 

34.60 

30.00 

10.38 

0.0300 

0.9831 

13.84 

40 

26.16 

30.00 

7.85 

0.0300 

0.6969 

7.22 

35 

27.78 

30.00 

8.33 

0.0300 

0.2857 

7.22 

35 

27.78 

30.00 

8.33 

0.0300 

0.2467 

6.08 

45 

38.92 

40.00 

15.57 

0.0300 

1.0179 

6.08 

45 

38.92 

30.00 

11.68 

0.0300 

1.2191 

11.14 

40 

28.86 

30.00 

8.66 

0.0300 

0.6566 

8.47 

40 

31.53 

30.00 

9.46 

0.0300 

0.4854 

8.59 

40 

31.41 

30.00 

9.42 

0.0300 

0.5395 

13.65 

40 

26.35 

30.00 

7.90 

0.0300 

0.9639 

13.44 

40 

26.56 

30.00 

7.97 

0.0300 

0.9784 

13.98 

40 

26.02 

40.00 

10.41 

0.0300 

0.5333 

13.98 

40 

26.02 

30.00 

7.81 

0.0300 

0.4067 

13.98 

40 

26.02 

30.00 

7.81 

0.0300 

0.5707 

9.85 

35 

25.15 

30.00 

7.54 

0.0300 

0.9806 

7.83 

45 

37.17 

30.00 

11.15 

0.0300 

0.2174 

7.83 

45 

37.17 

30.00 

11.15 

0.0300 

0.2418 

13.90 

40 

26.10 

30.00 

7.83 

0.0300 

0.9767 

10.25 

35 

24.75 

30.00 

7.42 

0.0300 

0.3390 

14.23 

40 

25.77 

30.00 

7.73 

0.0300 

0.5760 

8.26 

40 

31.74 

30.00 

9.52 

0.0300 

0.1106 

14.91 

40 

25.09 

30.00 

7.53 

0.0300 

0.4820 

10.93 

35 

24.07 

30.00 

7.22 

0.0300 

0.0002 

15.16 

40 

24.84 

30.00 

7.45 

0.0300 

0.5613 

10.62 

35 

24.38 

30.00 

7.31 

0.0300 

0.2593 

15.08 

40 

24.92 

30.00 

7.48 

0.0300 

0.8978 

8.02 

35 

26.98 

30.00 

8.10 

0.0300 

0.3045 

14.53 

40 

25.47 

30.00 

7.64 

0.0300 

0.3272 

14.82 

40 

25.18 

30.00 

7.55 

0.0300 

0.4778 

14.82 

40 

25.18 

30.00 

7.55 

0.0300 

0.0039 

7.91 

35 

27.09 

30.00 

8.13 

0.0300 

0.5428 

15.18 

40 

24.82 

40.00 

9.93 

0.0300 

0.1022 

15.18 

40 

24.82 

40.00 

9.93 

0.0300 

0.5918 

15.18 

40 

24.82 

30.00 

7.45 

0.0300 

0.4329 

15.18 

40 

24.82 

30.00 

7.45 

0.0300 

0.0473 

6.25 

35 

28.75 

30.00 

8.62 

0.0300 

0.6733 

15.23 

40 

24.77 

40.00 

9.91 

0.0300 

0.5516 

7.48 

35 

27.52 

30.00 

8.26 

0.0300 

0.7929 

15.11 

40 

24.89 

40.00 

9.95 

0.0300 

1.0105 

7.05 

35 

27.95 

30.00 

8.38 

0.0300 

0.9403 

13.74 

40 

26.26 

40.00 

10.50 

0.0300 

0.4644 

13.57 

40 

26.44 

40.00 

10.57 

0.0300 

0.0049 

13.57 

40 

26.44 

40.00 

10.57 

0.0300 

0.3206 

7.04 

45 

37.96 

40.00 

15.18 

0.0300 

3.2640 





























































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

7.04 

45 

37.96 

30.00 

11.39 

0.0300 

0.4678 

11.11 

40 

28.89 

30.00 

8.67 

0.0300 

0.6457 

11.08 

40 

28.92 

30.00 

8.68 

0.0300 

0.8861 

10.13 

40 

29.87 

30.00 

8.96 

0.0300 

0.5268 

10.13 

40 

29.87 

30.00 

8.96 

0.0300 

2.8826 

7.98 

40 

32.02 

40.00 

12.81 

0.0300 

1.1181 

7.98 

40 

32.02 

40.00 

12.81 

0.0300 

0.2058 

8.03 

45 

36.97 

30.00 

11.09 

0.0300 

2.1381 

9.99 

40 

30.01 

30.00 

9.00 

0.0300 

0.2751 

10.49 

40 

29.51 

30.00 

8.85 

0.0300 

0.1887 

10.61 

40 

29.39 

30.00 

8.82 

0.0300 

0.0021 

10.61 

40 

29.39 

30.00 

8.82 

0.0300 

0.2276 

10.52 

35 

24.48 

40.00 

9.79 

0.0300 

0.5110 

10.52 

35 

24.48 

40.00 

9.79 

0.0300 

0.1425 

10.52 

35 

24.48 

30.00 

7.35 

0.0300 

0.0705 

10.52 

35 

24.48 

30.00 

7.35 

0.0300 

0.6620 

7.89 

45 

37.11 

30.00 

11.13 

0.0300 

1.2937 

8.14 

40 

31.86 

40.00 

12.74 

0.0300 

0.1285 

8.14 

40 

31.86 

30.00 

9.56 

0.0300 

0.0914 

8.14 

40 

31.86 

30.00 

9.56 

0.0300 

0.0330 

8.14 

40 

31.86 

30.00 

9.56 

0.0300 

0.0045 

7.68 

40 

32.32 

40.00 

12.93 

0.0300 

0.4477 

7.68 

40 

32.32 

30.00 

9.70 

0.0300 

0.3700 

7.68 

40 

32.32 

30.00 

9.70 

0.0300 

0.1833 

7.90 

35 

27.10 

40.00 

10.84 

0.0300 

0.0340 

7.90 

35 

27.10 

40.00 

10.84 

0.0300 

0.1722 

7.90 

35 

27.10 

30.00 

8.13 

0.0300 

0.3346 

16.35 

40 

23.65 

40.00 

9.46 

0.0300 

0.3429 

16.63 

40 

23.37 

40.00 

9.35 

0.0300 

0.0160 

10.37 

40 

29.63 

30.00 

8.89 

0.0300 

1.4461 

6.20 

35 

28.80 

30.00 

8.64 

0.0300 

1.1657 

10.46 

35 

24.54 

40.00 

9.82 

0.0300 

0.1651 

10.46 

35 

24.54 

40.00 

9.82 

0.0300 

0.2562 

10.46 

35 

24.54 

30.00 

7.36 

0.0300 

0.3300 

9.96 

35 

25.04 

30.00 

7.51 

0.0300 

0.4372 

9.81 

40 

30.19 

30.00 

9.06 

0.0300 

0.7937 

10.58 

35 

24.42 

30.00 

7.33 

0.0300 

1.5377 

10.58 

35 

24.42 

30.00 

7.33 

0.0300 

0.0075 

13.17 

40 

26.83 

40.00 

10.73 

0.0300 

0.4530 

13.17 

40 

26.83 

30.00 

8.05 

0.0300 

0.2674 

13.17 

40 

26.83 

30.00 

8.05 

0.0300 

0.0122 

11.40 

35 

23.60 

40.00 

9.44 

0.0300 

0.4966 

11.40 

35 

23.60 

30.00 

7.08 

0.0300 

0.5749 

6.49 

35 

28.51 

30.00 

8.55 

0.0300 

0.2815 

6.49 

35 

28.51 

30.00 

8.55 

0.0300 

0.1761 

6.63 

35 

28.37 

30.00 

8.51 

0.0300 

0.2580 

6.63 

35 

28.37 

30.00 

8.51 

0.0300 

0.1686 

6.60 

35 

28.40 

30.00 

8.52 

0.0300 

0.3794 

6.60 

35 

28.40 

30.00 

8.52 

0.0300 

0.1528 

16.60 

40 

23.40 

40.00 

9.36 

0.0300 

0.3154 

13.97 

40 

26.03 

30.00 

7.81 

0.0300 

0.0729 

13.97 

40 

26.03 

30.00 

7.81 

0.0300 

0.4568 

8.41 

35 

26.59 

30.00 

7.98 

0.0300 

0.2315 

9.17 

35 

25.83 

30.00 

7.75 

0.0300 

0.6158 

7.88 

35 

27.12 

30.00 

8.14 

0.0300 

0.1739 



























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone (Fresh 
/ Saline) 



Type of Area 

(Command / Non- Hydrogeological Unit 
command) 



0801000900279200 


0801000800232900 


0801000800233300 


10.91 Saline 


2.69 Saline 


0.81 Saline 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

7.88 

35 

27.12 

30.00 

8.14 

0.0300 

0.7001 

7.08 

45 

37.92 

40.00 

15.17 

0.0300 

0.3575 

7.08 

45 

37.92 

30.00 

11.38 

0.0300 

1.0305 

11.12 

40 

28.88 

30.00 

8.66 

0.0300 

0.3323 

6.71 

40 

33.29 

30.00 

9.99 

0.0300 

0.0204 

6.71 

40 

33.29 

30.00 

9.99 

0.0300 

0.3547 

6.78 

40 

33.22 

30.00 

9.96 

0.0300 

0.3036 

6.78 

40 

33.22 

30.00 

9.96 

0.0300 

0.4031 

7.41 

40 

32.59 

30.00 

9.78 

0.0300 

0.1733 

15.25 

40 

24.75 

40.00 

9.90 

0.0300 

0.3032 

15.25 

40 

24.75 

40.00 

9.90 

0.0300 

0.0739 

15.25 

40 

24.75 

30.00 

7.42 

0.0300 

0.2545 

15.20 

40 

24.80 

40.00 

9.92 

0.0300 

0.2633 

15.20 

40 

24.80 

40.00 

9.92 

0.0300 

0.0929 

15.20 

40 

24.80 

30.00 

7.44 

0.0300 

0.1212 

7.51 

35 

27.49 

30.00 

8.25 

0.0300 

0.3137 

14.92 

40 

25.08 

40.00 

10.03 

0.0300 

0.4350 

14.92 

40 

25.08 

40.00 

10.03 

0.0300 

0.2036 

14.92 

40 

25.08 

30.00 

7.52 

0.0300 

0.2072 

8.54 

35 

26.46 

30.00 

7.94 

0.0300 

0.4768 

14.72 

40 

25.28 

40.00 

10.11 

0.0300 

0.6031 

13.91 

40 

26.09 

40.00 

10.44 

0.0300 

1.0020 

13.91 

40 

26.09 

30.00 

7.83 

0.0300 

0.0038 

7.97 

35 

27.03 

30.00 

8.11 

0.0300 

0.4955 

14.55 

40 

25.45 

40.00 

10.18 

0.0300 

0.6111 

14.55 

40 

25.45 

40.00 

10.18 

0.0300 

0.1708 

8.78 

35 

26.22 

30.00 

7.86 

0.0300 

0.8153 

14.03 

40 

25.97 

40.00 

10.39 

0.0300 

0.0226 

14.03 

40 

25.97 

30.00 

7.79 

0.0300 

0.6770 

8.59 

35 

26.41 

30.00 

7.92 

0.0300 

0.5570 

14.02 

40 

25.98 

40.00 

10.39 

0.0300 

0.4452 

14.02 

40 

25.98 

30.00 

7.79 

0.0300 

0.3700 

9.33 

35 

25.67 

30.00 

7.70 

0.0300 

0.5260 

13.80 

40 

26.20 

40.00 

10.48 

0.0300 

0.0514 

13.80 

40 

26.20 

30.00 

7.86 

0.0300 

0.5498 

9.45 

35 

25.55 

30.00 

7.67 

0.0300 

0.6414 

13.83 

40 

26.17 

30.00 

7.85 

0.0300 

0.1099 

13.83 

40 

26.17 

30.00 

7.85 

0.0300 

0.8185 

9.88 

35 

25.12 

30.00 

7.54 

0.0300 

0.4910 

10.15 

35 

24.85 

30.00 

7.46 

0.0300 

0.4371 

13.94 

40 

26.06 

40.00 

10.43 

0.0300 

0.5875 

13.94 

40 

26.06 

30.00 

7.82 

0.0300 

0.2155 

13.87 

40 

26.13 

30.00 

7.84 

0.0300 

0.0390 

13.87 

40 

26.13 

30.00 

7.84 

0.0300 

0.6223 

13.88 

40 

26.12 

40.00 

10.45 

0.0300 

0.0072 

13.88 

40 

26.12 

30.00 

7.84 

0.0300 

0.4127 

14.18 

40 

25.82 

40.00 

10.33 

0.0300 

0.1921 

14.18 

40 

25.82 

40.00 

10.33 

0.0300 

0.5373 

14.18 

40 

25.82 

40.00 

10.33 

0.0300 

0.0547 

10.42 

35 

24.58 

30.00 

7.37 

0.0300 

0.5574 

13.46 

40 

26.54 

40.00 

10.62 

0.0300 

0.0587 

13.46 

40 

26.54 

40.00 

10.62 

0.0300 

0.3882 

6.04 

45 

38.96 

30.00 

11.69 

0.0300 

3.8273 

11.07 

40 

28.93 

30.00 

8.68 

0.0300 

0.7008 

11.28 

40 

28.72 

30.00 

8.62 

0.0300 

0.2090 






































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.30 

40 

27.70 

30.00 

8.31 

0.0300 

0.5375 

13.10 

40 

26.90 

30.00 

8.07 

0.0300 

0.3615 

11.34 

40 

28.66 

30.00 

8.60 

0.0300 

0.7355 

11.34 

40 

28.66 

30.00 

8.60 

0.0300 

0.4744 

7.96 

40 

32.04 

40.00 

12.82 

0.0300 

0.9070 

7.96 

40 

32.04 

40.00 

12.82 

0.0300 

0.1972 

7.96 

40 

32.04 

30.00 

9.61 

0.0300 

0.0128 

10.26 

45 

34.74 

30.00 

10.42 

0.0300 

1.4425 

9.91 

40 

30.09 

30.00 

9.03 

0.0300 

0.5603 

10.48 

40 

29.52 

40.00 

11.81 

0.0300 

0.4722 

10.48 

40 

29.52 

30.00 

8.86 

0.0300 

0.2147 

10.48 

40 

29.52 

30.00 

8.86 

0.0300 

0.0339 

10.74 

40 

29.26 

40.00 

11.70 

0.0300 

0.3523 

10.74 

40 

29.26 

30.00 

8.78 

0.0300 

0.5069 

10.74 

40 

29.26 

30.00 

8.78 

0.0300 

0.0024 

8.97 

45 

36.03 

30.00 

10.81 

0.0300 

0.5653 

7.77 

40 

32.23 

40.00 

12.89 

0.0300 

0.6447 

7.86 

40 

32.14 

40.00 

12.86 

0.0300 

1.1415 

17.03 

40 

22.97 

30.00 

6.89 

0.0300 

0.7348 

8.11 

35 

26.89 

40.00 

10.76 

0.0300 

0.0013 

8.11 

35 

26.89 

30.00 

8.07 

0.0300 

0.8826 

15.28 

40 

24.72 

40.00 

9.89 

0.0300 

0.6145 

15.28 

40 

24.72 

40.00 

9.89 

0.0300 

0.2384 

15.28 

40 

24.72 

30.00 

7.42 

0.0300 

0.0063 

15.16 

40 

24.84 

40.00 

9.94 

0.0300 

0.2997 

15.16 

40 

24.84 

30.00 

7.45 

0.0300 

0.0453 

10.29 

35 

24.71 

30.00 

7.41 

0.0300 

0.3767 

8.51 

40 

31.49 

30.00 

9.45 

0.0300 

0.6212 

8.51 

40 

31.49 

30.00 

9.45 

0.0300 

0.6963 

9.95 

40 

30.05 

40.00 

12.02 

0.0300 

0.2246 

9.95 

40 

30.05 

30.00 

9.02 

0.0300 

0.1391 

9.66 

40 

30.34 

40.00 

12.14 

0.0300 

0.4283 

9.66 

40 

30.34 

30.00 

9.10 

0.0300 

0.0569 

9.97 

35 

25.03 

30.00 

7.51 

0.0300 

0.0087 

9.97 

35 

25.03 

30.00 

7.51 

0.0300 

0.3381 

9.72 

40 

30.28 

30.00 

9.08 

0.0300 

0.5711 

12.24 

35 

22.76 

30.00 

6.83 

0.0300 

0.4775 

11.74 

35 

23.26 

30.00 

6.98 

0.0300 

0.8468 

6.45 

35 

28.55 

30.00 

8.57 

0.0300 

0.6857 

14.04 

40 

25.96 

30.00 

7.79 

0.0300 

0.2044 

14.04 

40 

25.96 

30.00 

7.79 

0.0300 

0.4808 

9.59 

35 

25.41 

30.00 

7.62 

0.0300 

0.2873 

9.82 

35 

25.18 

30.00 

7.55 

0.0300 

0.2485 

9.82 

35 

25.18 

30.00 

7.55 

0.0300 

0.0334 

6.34 

35 

28.66 

30.00 

8.60 

0.0300 

0.5372 

7.71 

45 

37.29 

40.00 

14.92 

0.0300 

0.1884 

7.71 

45 

37.29 

30.00 

11.19 

0.0300 

2.1478 

10.42 

40 

29.58 

30.00 

8.87 

0.0300 

0.7050 

10.23 

40 

29.77 

30.00 

8.93 

0.0300 

0.5766 

8.72 

40 

31.28 

30.00 

9.39 

0.0300 

0.4689 

13.91 

40 

26.09 

40.00 

10.43 

0.0300 

0.7589 

13.91 

40 

26.09 

30.00 

7.83 

0.0300 

0.0781 

10.71 

35 

24.29 

30.00 

7.29 

0.0300 

0.3079 

13.84 

40 

26.16 

30.00 

7.85 

0.0300 

0.3816 

13.84 

40 

26.16 

30.00 

7.85 

0.0300 

0.1270 














































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone (Fresh 
/ Saline) 



8 APD-A 


8 APD-B 


8 AS 


8 BGD-A 


8 BGD-B 


8 BGD-C 


8 BLD-A 


8 BLD-B 


8 BLM-A 


8 BLM-B 


8 DWM 


8 FDM 


8 GB 


8 KSD-A 


8 KSD-B 


8 LPM-A 


8 LPM-B 


8 LSM 


8 NP 


8 PTD-A 


0801000500127500 


0801000600157900 


0801000500131300 


0801000600157800 


0801000500131100 


0801000600157700 


0801000500127600 


0801000600157600 


0801000400097800 


0801000500127700 


0801000600157300 


0801000500127800 


0801000600157100 


0801000600151700 


0801000600157400 


0801000800234100 


0801000800234000 


0801000800240700 


0801000800248000 


0801000800248100 


0801000800248200 


0801000800230500 


0801000800230600 


0801000800245000 


0801000800244900 


0801000900281800 


0801000900256900 


0801000800252700 


0801000600164000 


0801000600163900 


0801000500138100 


0801000500138000 


0801000500137200 


0801000500137100 


0801000600147500 


0801000500123100 


0801000500135600 


2.76 Saline 


2.44 Saline 


3.43 Saline 


2.30 Saline 


2.67 Saline 


2.21 Saline 


3.85 Saline 


5.19 Saline 


2.26 Saline 


2.17 Saline 


1.84 Saline 


2.16 Saline 


2.95 Saline 


4.52 Saline 


4.54 Saline 


2.98 Saline 


3.17 Saline 


2.48 Fresh 


Saline 


1.17 Fresh 


2.41 Fresh 


1.79 Saline 


0.48 Saline 


0.55 Saline 


1.42 Saline 


1.44 Saline 


8.64 Saline 


1.49 Saline 


Type of Area 

(Command / Non- Hydrogeological Unit 
command) 







Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

13.84 

40 

26.16 

30.00 

7.85 

0.0300 

0.1009 

13.61 

40 

26.39 

30.00 

7.92 

0.0300 

0.0014 

13.61 

40 

26.39 

30.00 

7.92 

0.0300 

0.2715 

10.84 

35 

24.16 

30.00 

7.25 

0.0300 

0.1295 

13.85 

40 

26.15 

30.00 

7.85 

0.0300 

0.5411 

13.85 

40 

26.15 

30.00 

7.85 

0.0300 

0.0327 

10.50 

35 

24.50 

30.00 

7.35 

0.0300 

0.7477 

13.82 

40 

26.18 

30.00 

7.85 

0.0300 

0.1782 

13.82 

40 

26.18 

30.00 

7.85 

0.0300 

0.3630 

10.66 

35 

24.34 

30.00 

7.30 

0.0300 

0.5680 

13.71 

40 

26.29 

30.00 

7.89 

0.0300 

0.5233 

10.76 

35 

24.24 

30.00 

7.27 

0.0300 

0.6314 

13.81 

40 

26.19 

30.00 

7.86 

0.0300 

0.8473 

13.81 

40 

26.19 

30.00 

7.86 

0.0300 

0.2612 

13.81 

40 

26.19 

30.00 

7.86 

0.0300 

0.1155 

11.54 

40 

28.46 

30.00 

8.54 

0.0300 

0.0005 

10.63 

35 

24.37 

30.00 

7.31 

0.0300 

0.0067 

13.48 

40 

26.52 

30.00 

7.96 

0.0300 

0.4383 

10.39 

35 

24.61 

30.00 

7.38 

0.0300 

0.0479 

12.87 

40 

27.13 

30.00 

8.14 

0.0300 

0.7201 

11.58 

40 

28.42 

30.00 

8.53 

0.0300 

1.1563 

13.49 

40 

26.51 

30.00 

7.95 

0.0300 

0.4780 

13.49 

40 

26.51 

30.00 

7.95 

0.0300 

0.6046 

13.93 

40 

26.07 

30.00 

7.82 

0.0300 

0.3128 

13.93 

40 

26.07 

30.00 

7.82 

0.0300 

0.2409 

12.42 

40 

27.58 

40.00 

11.03 

0.0300 

0.5539 

12.42 

40 

27.58 

30.00 

8.27 

0.0300 

0.0421 

11.45 

40 

28.55 

30.00 

8.56 

0.0300 

0.3778 

11.86 

40 

28.14 

30.00 

8.44 

0.0300 

0.9534 

10.90 

40 

29.10 

30.00 

8.73 

0.0300 

3.2306 

7.96 

40 

32.04 

40.00 

12.81 

0.0300 

1.2666 

7.94 

40 

32.06 

40.00 

12.82 

0.0300 

0.8092 

7.96 

40 

32.04 

40.00 

12.82 

0.0300 

0.5145 

10.40 

40 

29.60 

30.00 

8.88 

0.0300 

0.1413 

10.55 

40 

29.45 

30.00 

8.83 

0.0300 

0.2801 

10.71 

40 

29.29 

30.00 

8.79 

0.0300 

0.4179 

10.76 

40 

29.24 

30.00 

8.77 

0.0300 

0.0038 

10.76 

40 

29.24 

30.00 

8.77 

0.0300 

0.4905 

7.20 

45 

37.80 

30.00 

11.34 

0.0300 

1.0135 

8.49 

45 

36.51 

30.00 

10.95 

0.0300 

0.4907 

7.86 

40 

32.14 

40.00 

12.86 

0.0300 

0.5296 

7.86 

40 

32.14 

30.00 

9.64 

0.0300 

0.2897 

7.86 

40 

32.14 

30.00 

9.64 

0.0300 

0.0295 

16.52 

40 

23.48 

40.00 

9.39 

0.0300 

0.0193 

16.49 

40 

23.52 

40.00 

9.41 

0.0300 

0.0023 

16.49 

40 

23.52 

40.00 

9.41 

0.0300 

0.0094 

16.49 

40 

23.52 

30.00 

7.05 

0.0300 

0.0125 

16.49 

40 

23.52 

30.00 

7.05 

0.0300 

0.2188 

10.40 

35 

24.61 

30.00 

7.38 

0.0300 

0.3969 

10.34 

35 

24.66 

30.00 

7.40 

0.0300 

0.1056 

9.91 

35 

25.09 

30.00 

7.53 

0.0300 

0.1244 

9.88 

35 

25.12 

30.00 

7.54 

0.0300 

0.3216 

9.70 

40 

30.30 

30.00 

9.09 

0.0300 

0.3936 

12.20 

35 

22.80 

30.00 

6.84 

0.0300 

1.2301 

9.63 

35 

25.37 

30.00 

7.61 

0.0300 

0.3410 



























































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

9.86 

35 

25.14 

30.00 

7.54 

0.0300 

0.6608 

6.24 

35 

28.76 

30.00 

8.63 

0.0300 

1.1194 

6.97 

45 

38.03 

30.00 

11.41 

0.0300 

0.0301 

6.97 

45 

38.03 

30.00 

11.41 

0.0300 

0.8165 

10.87 

40 

29.13 

30.00 

8.74 

0.0300 

0.5770 

10.62 

40 

29.38 

30.00 

8.81 

0.0300 

0.5742 

7.86 

40 

32.14 

30.00 

9.64 

0.0300 

0.5360 

14.02 

40 

25.98 

30.00 

7.79 

0.0300 

0.7320 

14.02 

40 

25.98 

30.00 

7.79 

0.0300 

0.2809 

13.89 

40 

26.11 

30.00 

7.83 

0.0300 

0.6193 

10.53 

35 

24.47 

30.00 

7.34 

0.0300 

0.2567 

12.79 

40 

27.21 

30.00 

8.16 

0.0300 

0.3048 

12.61 

40 

27.40 

30.00 

8.22 

0.0300 

0.5654 

13.57 

40 

26.43 

30.00 

7.93 

0.0300 

0.1672 

13.57 

40 

26.43 

30.00 

7.93 

0.0300 

0.6680 

13.81 

40 

26.19 

30.00 

7.86 

0.0300 

0.0093 

13.81 

40 

26.19 

30.00 

7.86 

0.0300 

0.8671 

13.82 

40 

26.18 

30.00 

7.86 

0.0300 

0.1926 

13.82 

40 

26.18 

30.00 

7.86 

0.0300 

0.0171 

13.82 

40 

26.18 

30.00 

7.86 

0.0300 

0.3547 

13.12 

40 

26.88 

40.00 

10.75 

0.0300 

0.1999 

13.12 

40 

26.88 

40.00 

10.75 

0.0300 

1.6090 

11.49 

40 

28.51 

30.00 

8.55 

0.0300 

0.5954 

11.88 

40 

28.12 

30.00 

8.44 

0.0300 

0.2203 

11.88 

40 

28.12 

30.00 

8.44 

0.0300 

0.4926 

11.85 

40 

28.15 

30.00 

8.45 

0.0300 

0.8286 

7.93 

35 

27.07 

40.00 

10.83 

0.0300 

0.8087 

7.93 

35 

27.07 

40.00 

10.83 

0.0300 

0.1822 

7.93 

35 

27.07 

30.00 

8.12 

0.0300 

0.0388 

7.98 

35 

27.02 

40.00 

10.81 

0.0300 

0.7857 

10.71 

40 

29.29 

30.00 

8.79 

0.0300 

0.9818 

10.80 

40 

29.20 

30.00 

8.76 

0.0300 

0.6195 

8.06 

45 

36.94 

30.00 

11.08 

0.0300 

0.5877 

7.80 

40 

32.20 

30.00 

9.66 

0.0300 

1.2426 

17.29 

40 

22.71 

30.00 

6.81 

0.0300 

0.3101 

16.03 

40 

23.97 

30.00 

7.19 

0.0300 

0.3890 

16.03 

40 

23.97 

30.00 

7.19 

0.0300 

0.7562 

15.54 

40 

24.46 

30.00 

7.34 

0.0300 

0.3986 

15.54 

40 

24.46 

30.00 

7.34 

0.0300 

0.0570 

10.19 

35 

24.81 

30.00 

7.44 

0.0300 

0.4375 

9.29 

40 

30.71 

40.00 

12.29 

0.0300 

0.3030 

9.29 

40 

30.71 

30.00 

9.21 

0.0300 

0.0006 

9.07 

40 

30.93 

40.00 

12.37 

0.0300 

0.3991 

9.88 

35 

25.12 

30.00 

7.54 

0.0300 

0.6217 

9.84 

35 

25.16 

30.00 

7.55 

0.0300 

0.3238 

9.75 

40 

30.25 

30.00 

9.08 

0.0300 

0.6312 

9.70 

40 

30.30 

30.00 

9.09 

0.0300 

0.3623 

10.50 

45 

34.50 

30.00 

10.35 

0.0300 

0.0077 

10.50 

45 

34.50 

30.00 

10.35 

0.0300 

0.3044 

9.96 

35 

25.04 

30.00 

7.51 

0.0300 

0.2553 

9.96 

35 

25.04 

30.00 

7.51 

0.0300 

0.0166 

10.06 

35 

24.94 

30.00 

7.48 

0.0300 

0.3642 

10.06 

35 

24.94 

30.00 

7.48 

0.0300 

0.0116 

5.81 

35 

29.19 

30.00 

8.76 

0.0300 

0.2606 

5.81 

35 

29.19 

30.00 

8.76 

0.0300 

0.0205 



















































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

7.61 

45 

37.39 

30.00 

11.22 

0.0300 

0.2256 

7.61 

45 

37.39 

30.00 

11.22 

0.0300 

1.9399 

10.12 

40 

29.88 

30.00 

8.96 

0.0300 

0.3655 

13.13 

40 

26.87 

30.00 

8.06 

0.0300 

0.0557 

13.13 

40 

26.87 

30.00 

8.06 

0.0300 

0.4156 

12.53 

40 

27.47 

30.00 

8.24 

0.0300 

0.2887 

12.53 

40 

27.47 

30.00 

8.24 

0.0300 

0.5031 

11.87 

40 

28.13 

30.00 

8.44 

0.0300 

0.1286 

11.87 

40 

28.13 

30.00 

8.44 

0.0300 

0.7184 

13.75 

40 

26.25 

30.00 

7.88 

0.0300 

0.6665 

13.75 

40 

26.25 

30.00 

7.88 

0.0300 

0.0426 

13.75 

40 

26.25 

30.00 

7.88 

0.0300 

0.0646 

12.10 

40 

27.90 

30.00 

8.37 

0.0300 

0.4304 

8.45 

35 

26.55 

40.00 

10.62 

0.0300 

0.0684 

8.45 

35 

26.55 

30.00 

7.97 

0.0300 

0.0935 

14.06 

40 

25.94 

40.00 

10.38 

0.0300 

0.0150 

14.06 

40 

25.94 

30.00 

7.78 

0.0300 

0.1411 

14.06 

40 

25.94 

30.00 

7.78 

0.0300 

0.6294 

9.41 

35 

25.59 

30.00 

7.68 

0.0300 

0.5441 

10.63 

35 

24.37 

30.00 

7.31 

0.0300 

0.0049 

14.95 

40 

25.05 

30.00 

7.52 

0.0300 

0.2635 

11.82 

35 

23.18 

30.00 

6.95 

0.0300 

0.5489 

11.65 

40 

28.35 

30.00 

8.50 

0.0300 

1.1235 

3.66 

45 

41.34 

40.00 

16.54 

0.0300 

0.3535 

3.66 

45 

41.34 

30.00 

12.40 

0.0300 

0.1674 

10.60 

45 

34.40 

30.00 

10.32 

0.0300 

0.6871 

10.25 

40 

29.75 

30.00 

8.93 

0.0300 

0.8914 

4.00 

45 

41.00 

40.00 

16.40 

0.0300 

1.0078 

4.00 

45 

41.00 

40.00 

16.40 

0.0300 

0.2380 

4.00 

45 

41.00 

30.00 

12.30 

0.0300 

0.3278 

4.00 

45 

41.00 

30.00 

12.30 

0.0300 

0.3861 

7.88 

40 

32.12 

30.00 

9.64 

0.0300 

0.5601 

7.88 

40 

32.12 

30.00 

9.64 

0.0300 

0.4406 

11.11 

35 

23.89 

30.00 

7.17 

0.0300 

0.1107 

9.48 

45 

35.52 

30.00 

10.66 

0.0300 

1.9111 

9.40 

45 

35.60 

30.00 

10.68 

0.0300 

1.0416 

5.66 

45 

39.34 

30.00 

11.80 

0.0300 

1.3466 

10.66 

35 

24.34 

30.00 

7.30 

0.0300 

0.2570 

10.66 

35 

24.34 

30.00 

7.30 

0.0300 

1.2342 

7.76 

45 

37.24 

30.00 

11.17 

0.0300 

0.6649 

7.57 

45 

37.43 

40.00 

14.97 

0.0300 

0.0984 

7.57 

45 

37.43 

30.00 

11.23 

0.0300 

2.1898 

11.98 

35 

23.02 

30.00 

6.91 

0.0300 

0.8349 

9.66 

40 

30.34 

30.00 

9.10 

0.0300 

0.8033 

10.71 

40 

29.29 

30.00 

8.79 

0.0300 

0.0388 

10.71 

40 

29.29 

30.00 

8.79 

0.0300 

6.1354 

12.68 

35 

22.32 

30.00 

6.70 

0.0300 

0.2073 

5.81 

35 

29.19 

30.00 

8.76 

0.0300 

1.3172 

14.07 

40 

25.93 

40.00 

10.37 

0.0300 

0.0306 

14.07 

40 

25.93 

30.00 

7.78 

0.0300 

0.1949 

14.92 

40 

25.08 

40.00 

10.03 

0.0300 

0.4634 

9.80 

40 

30.20 

30.00 

9.06 

0.0300 

0.1528 

11.80 

45 

33.20 

30.00 

9.96 

0.0300 

0.6834 

2.52 

45 

42.48 

40.00 

16.99 

0.0300 

0.9567 

2.52 

45 

42.48 

40.00 

16.99 

0.0300 

0.2350 









































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 


Census Code 


11001001 


Padampura 


Raghunathpura 


Ramsara Kumharan 


Ratnisar 


Sangeeta Agoona 


Sangeeta Athoona 


Sardarpura Ladana 


Shyamgarh 


Suratgarh (rural) 


Tatarsar 


Vijainagar (m) 


Ambatri 


Arnoo 


Bagawas 


Bhadarda 


Bhagal Sephta 


Bharoori 


Bhinmal (M) 


Bhinmal (Rural’ 


Borta 


Daman 


Daspan 


Delwara 


Deta Khurd 


Dhumbariya 


Dorda 


Ghaseri 


Kawtara 


Khanpur 


0801000900278000 


0801000900280800 


0801000500112600 


0801000900274400 


0801000900288000 


0801000900278700 


0801000900288100 


0801000500132300 


0801000900276300 


0801000500131900 


0801000840110000 


0818000402303800 


0818000402304500 


0818000502311100 


0818000502311300 


0818000402300800 


0818000402299100 


0818000402302300 


0818000441802000 


0818000402299400 


0818000402298900 


0818000502310500 


0818000402297900 


0818000402300600 


0818000102274900 


0818000502310400 


0818000402304700 


0818000402302200 


0818000502310800 


0818000502310600 


0818000502310900 


0818000402300700 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Saline 

Command 

Younger Alluvium 


Non-command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 


Non-command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 


11.34 Fresh 


11.69 Fresh 


3.51 Fresh 


9.72 Fresh 


11.00 Fresh 


12.18 Fresh 


9.77 Fresh 


104.56 Fresh 


14.34 Fresh 


29.26 Fresh 


20.56 Fresh 


34.23 Fresh 


20.14 Fresh 


6.24 Fresh 


43.96 Fresh 


60.41 Fresh 


9.23 Fresh 


23.80 Fresh 


13.39 Fresh 


30.77 Fresh 


15.68 Fresh 


River Basin: Luni 


Sub Basin: Bandi 


Command 

Jalore Granite 

Non-command 

Jalore Granite 

Non-command 

Jalore Granite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Jalore Granite 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Jalore Granite 

Command 

Older Alluvium 

Non-command 

Jalore Granite 

Non-command 

Older Alluvium 

Non-command 

Jalore Granite 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Jalore Granite 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Jalore Granite 

Non-command 

Jalore Granite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Jalore Granite 

Non-command 

Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

2.52 

45 

42.48 

30.00 

12.74 

0.0300 

2.52 

45 

42.48 

30.00 

12.74 

0.0300 

2.75 

45 

42.25 

40.00 

16.90 

0.0300 

2.75 

45 

42.25 

30.00 

12.68 

0.0300 

11.86 

45 

33.14 

30.00 

9.94 

0.0300 

11.31 

35 

23.69 

30.00 

7.11 

0.0300 

7.65 

45 

37.35 

40.00 

14.94 

0.0300 

7.65 

45 

37.35 

30.00 

11.21 

0.0300 

1.66 

45 

43.34 

40.00 

17.34 

0.0300 

1.66 

45 

43.34 

30.00 

13.00 

0.0300 

4.72 

45 

40.28 

30.00 

12.08 

0.0300 

4.27 

45 

40.73 

30.00 

12.22 

0.0300 

4.27 

45 

40.73 

30.00 

12.22 

0.0300 

8.26 

35 

26.74 

30.00 

8.02 

0.0300 

6.84 

45 

38.16 

40.00 

15.26 

0.0300 

10.05 

35 

24.95 

30.00 

7.49 

0.0300 

10.46 

40 

29.54 

40.00 

11.82 

0.0300 

10.46 

40 

29.54 

30.00 

8.86 

0.0300 


0.02 

25.57 

40 

14.43 

35.00 

5.05 

0.0015 

0.11 

25.57 

40 

14.43 

35.00 

5.05 

0.0015 

2.35 

25.67 

40 

14.33 

35.00 

5.01 

0.0015 

0.10 

52.49 

165 

112.51 

35.00 

39.38 

0.0150 

5.79 

49.19 

165 

115.81 

35.00 

40.53 

0.0150 

1.84 

20.65 

40 

19.35 

35.00 

6.77 

0.0015 

1.91 

20.65 

65 

44.35 

35.00 

15.52 

0.0150 

6.49 

20.65 

60 

39.35 

40.00 

15.74 

0.0200 

11.17 

49.84 

175 

125.16 

35.00 

43.81 

0.0200 

0.88 

28.74 

40 

11.26 

35.00 

3.94 

0.0015 

0.20 

28.74 

65 

36.26 

35.00 

12.69 

0.0150 

1.78 

28.74 

40 

11.26 

35.00 

3.94 

0.0015 

4.64 

28.74 

65 

36.26 

35.00 

12.69 

0.0150 

0.07 

27.45 

40 

12.55 

35.00 

4.39 

0.0015 

13.38 

27.45 

65 

37.55 

35.00 

13.14 

0.0150 

2.27 

27.45 

60 

32.55 

40.00 

13.02 

0.0200 

1.02 

71.21 

165 

93.79 

35.00 

32.83 

0.0150 

4.33 

24.76 

165 

140.24 

35.00 

49.09 

0.0150 

0.01 

24.76 

175 

150.24 

35.00 

52.59 

0.0200 

5.56 

49.62 

165 

115.38 

35.00 

40.38 

0.0150 

15.01 

48.87 

165 

116.13 

35.00 

40.65 

0.0150 

14.22 

48.87 

175 

126.13 

35.00 

44.15 

0.0200 

6.89 

28.17 

40 

11.83 

35.00 

4.14 

0.0015 

0.02 

42.97 

90 

47.03 

35.00 

16.46 

0.0200 

6.23 

35.47 

165 

129.53 

35.00 

45.34 

0.0150 

0.68 

35.47 

175 

139.53 

35.00 

48.84 

0.0200 

4.11 

22.93 

40 

17.07 

35.00 

5.97 

0.0015 

2.39 

30.60 

40 

9.40 

35.00 

3.29 

0.0015 

0.95 

30.60 

165 

134.40 

35.00 

47.04 

0.0150 

23.80 

51.99 

165 

113.01 

35.00 

39.55 

0.0150 

8.73 

51.04 

165 

113.96 

35.00 

39.89 

0.0150 

3.34 

51.04 

175 

123.96 

35.00 

43.39 

0.0200 

28.19 

66.58 

165 

98.42 

35.00 

34.45 

0.0150 

9.71 

26.71 

40 

13.29 

35.00 

4.65 

0.0015 

0.60 

26.71 

60 

33.29 

40.00 

13.32 

0.0200 


Static 

Groundwater 

Resources, 

Mm 3 

3.3692~ 

0.5756 

2.1328 

0.0773 

0.6962 

0.0575 

0.0241 

_ 1.6041 

0.6849 

4.8566 

_ 1.5115 

3.8317 

0.3961 

0.6036 

0.3459 

0.4607 

0.3092 

0.8027 


0.0001 

0.0008 

0.0176 

0.0601 

3.5211 

0.0187 

0.4442 

2.0435 

9.7860 

0.0052 

0.0372 

0.0105 

0.8835 

0.0004 

2.6372 

0.5900 

0.5018 

3.1914 

0.0099 

3.3695 

9.1499 

12.5578 

0.0428 

0.0061 

4.2385 

0.6596 

0.0369 

0.0118 

0.6717 

14.1226 

5.2254 

2.8967 

14.5679 

0.0677 

0.1610 












































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


11001002 


Loonawas 


Loor 


Mandakwana 


Meerpura 


Mindawas 


Munthla Kaba 


Narsana 


Narta 


Pawli 


Punrau 


Rah 


Sarthala 


Sindhara 


Tawab 


Thoor 


Tilora 


Ajbar 


Akoona 


Ambatri 


Amlari 


Anapur 


Bag 


Bara Bhawji 


Betarna 


Bikanwas 


Boogaon 


Chandoor 


Chekla 


Dantrai 


Dorda 


Gajapura 1/3 


Gajapura 2/3 


Golana 


Haliwara 


Harni Amarpura(harni) 


0818000502310700 


0818000402301100 


0818000102275000 


0818000502311000 


0818000502311400 


0818000402302400 


0818000502311600 


0818000402299300 


0818000402300300 


0818000102274600 


0818000502311500 


0818000402298100 


0818000402304600 


0818000402302100 


0818000402302500 


0818000102274400 


0818000402303800 


0819000202353900 


0818000402304500 


0819000202357100 


0819000502376500 


0819000202357200 


0818000402307300 


0818000402304100 


0818000402306700 


0818000402303900 


0818000402304200 


0818000402305500 


0819000502376800 


0818000402304700 


0818000402306900 


0818000402306800 


0818000402306500 


0819000202354100 


0819000502376600 


24.67 Fresh 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Older Alluvium 



12.14 Fresh 


11.58 Fresh 


12.91 Fresh 


10.38 Fresh 


7.29 Fresh 


6.19 Fresh 


5.81 Fresh 


10.74 Fresh 


16.64 Fresh 


25.59 Fresh 


8.51 Fresh 




15.31 Fresh 


13.76 Fresh 


16.77 Fresh 


7.71 Fresh 


15.05 Fresh 


17.15 Fresh 


23.77 Fresh 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Jalore Granite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Jalore Granite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Jalore Granite 


Jalore Granite 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Jalore Granite 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Jalore Granite 


Jalore Granite 


Older Alluvium 


Jalore Granite 


Jalore Granite 


Younger Alluvium 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

47.30 

140 

92.70 

35.00 

32.45 

0.0150 

5.7227 

47.30 

90 

42.70 

35.00 

14.95 

0.0200 

2.1065 

47.82 

165 

117.18 

35.00 

41.01 

0.0150 

1.2740 

47.82 

175 

127.18 

35.00 

44.51 

0.0200 

7.6862 

32.30 

40 

7.70 

35.00 

2.69 

0.0015 

0.0133 

32.30 

165 

132.70 

35.00 

46.44 

0.0150 

4.3519 

32.30 

175 

142.70 

35.00 

49.94 

0.0200 

0.9902 

42.88 

165 

122.12 

35.00 

42.74 

0.0150 

2.7656 

42.88 

175 

132.12 

35.00 

46.24 

0.0200 

6.7161 

30.78 

40 

9.22 

35.00 

3.23 

0.0015 

0.0001 

30.78 

165 

134.22 

35.00 

46.98 

0.0150 

2.8732 

30.78 

175 

144.22 

35.00 

50.48 

0.0200 

7.9279 

54.86 

165 

110.14 

35.00 

38.55 

0.0150 

3.7893 

38.45 

65 

26.55 

35.00 

9.29 

0.0150 

0.0490 

45.78 

90 

44.22 

35.00 

15.48 

0.0200 

0.0451 

42.14 

165 

122.86 

35.00 

43.00 

0.0150 

3.5542 

53.72 

165 

111.28 

35.00 

38.95 

0.0150 

0.7013 

29.99 

40 

10.01 

35.00 

3.50 

0.0015 

0.0011 

29.99 

40 

10.01 

35.00 

3.50 

0.0015 

0.0559 

48.18 

165 

116.82 

35.00 

40.89 

0.0150 

1.0391 

48.20 

165 

116.80 

35.00 

40.88 

0.0150 

2.8447 

48.20 

175 

126.80 

35.00 

44.38 

0.0200 

3.4315 

43.98 

165 

121.02 

35.00 

42.36 

0.0150 

0.6272 

43.98 

175 

131.02 

35.00 

45.86 

0.0200 

10.4392 

50.10 

165 

114.90 

35.00 

40.22 

0.0150 

1.2790 

50.10 

175 

124.90 

35.00 

43.72 

0.0200 

2.2888 

27.91 

40 

12.09 

35.00 

4.23 

0.0015 

0.0015 

43.42 

90 

46.58 

35.00 

16.30 

0.0200 

1.5153 

55.93 

165 

109.07 

35.00 

38.17 

0.0150 

2.2877 

41.41 

175 

133.59 

35.00 

46.76 

0.0200 

1.5585 

30.63 

40 

9.37 

35.00 

3.28 

0.0015 

0.0017 

30.63 

40 

9.37 

35.00 

3.28 

0.0015 

0.0612 

35.15 

65 

29.85 

35.00 

10.45 

0.0150 

0.2545 

26.11 

40 

13.89 

35.00 

4.86 

0.0015 

0.0026 

26.11 

40 

13.89 

35.00 

4.86 

0.0015 

0.0011 

44.88 

90 

45.12 

35.00 

15.79 

0.0200 

0.0204 

25.57 

40 

14.43 

35.00 

5.05 

0.0015 

0.0035 

19.45 

100 

80.55 

5.00 

4.03 

0.0015 

0.0360 

25.67 

40 

14.33 

35.00 

5.01 

0.0015 

0.0640 

15.61 

100 

84.39 

5.00 

4.22 

0.0015 

0.0847 

25.17 

100 

74.83 

5.00 

3.74 

0.0015 

0.0438 

15.57 

100 

84.43 

5.00 

4.22 

0.0015 

0.0196 

24.57 

40 

15.43 

35.00 

5.40 

0.0015 

0.0482 

19.82 

40 

20.18 

35.00 

7.06 

0.0015 

0.0005 

18.80 

40 

21.20 

35.00 

7.42 

0.0015 

0.0237 

23.16 

40 

16.84 

35.00 

5.90 

0.0015 

0.0009 

21.69 

40 

18.31 

35.00 

6.41 

0.0015 

0.1324 

15.38 

40 

24.62 

35.00 

8.62 

0.0015 

0.0530 

16.28 

100 

83.72 

5.00 

4.19 

0.0015 

0.0031 

22.93 

40 

17.07 

35.00 

5.97 

0.0015 

0.2146 

19.83 

40 

20.17 

35.00 

7.06 

0.0015 

0.0340 

20.47 

40 

19.53 

35.00 

6.84 

0.0015 

0.0616 

15.63 

40 

24.37 

35.00 

8.53 

0.0015 

0.2072 

17.15 

100 

82.85 

5.00 

4.14 

0.0015 

0.0335 

20.22 

100 

79.78 

5.00 

3.99 

0.0015 

0.0175 
































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Census Code 




11001003 


Jaswant Pura 


Jawiya 


Jeetpura 


Kalapura 


Keebla 


Mermandwara 


Nembora 


Nimbaj 


Noon 


Padar 


Pawti 


Phaidani 


Poseetara 


Punawa 


Rampura 


Roda Khera 


Sanpur 


Sildar 


Sindhara 


Sirodki 


Uchmat 


Wadwaj 


Akoona 


Baida (v) 


Chandoor 


Dorda 


Haliwara 


Jaila 


Kakendra 


Kalapura 


Kooma 


Kotra 


Madiya 


Mermandwara 


Nembora 


Noon 


Padroo Khera 


Pawti 


Phaidani 


Phalwadi 


Poseetara 


Sanpur 


Savrata 


Siya Kara 


11002004 


0818000402307400 


0818000402306300 


0818000402307200 


0818000402306600 


0818000402306400 


0819000202356500 


0819000202353800 


0819000502376400 


0819000202353700 


0818000402307000 


0818000402304300 


0818000402304400 


0819000202356400 


0819000202356900 


0819000202357000 


0819000202356800 


0819000202357300 


0819000202356700 


0818000402304600 


0819000202356600 


0818000402307100 


0819000502376100 


0819000202353900 


0819000202354800 


0818000402304200 


0818000402304700 


0819000202354100 


0819000202354500 


0819000202356300 


0818000402306600 


0819000202354700 


0819000202354300 


0819000202354000 


0819000202356500 


0819000202353800 


0819000202353700 


0819000202356100 


0818000402304300 


0818000402304400 


0819000202354600 


0819000202356400 


0819000202357300 


0819000202354400 


0819000202356200 


0819000202354200 


0820000502431000 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Jalore Granite 


6.24 Fresh 


15.05 Fresh 


6.97 Fresh 


9.54 Fresh 


31.70 Fresh 


17.43 Fresh 


30.83 Fresh 


18.82 Fresh 


60.41 Fresh 


11.29 Fresh 


4.68 Fresh 


18.13 Fresh 



7.16 Fresh 


18.67 Fresh 


3.50 Fresh 


7.92 Fresh 


6.16 Fresh 


8.36 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Younger Alluvium 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Phyllite & Schist 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Younger Alluvium 


Jalore Granite 


Phyllite & Schist 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Phyllite & Schist 


Jalore Granite 


Phyllite & Schist 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Phyllite & Schist 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Phyllite & Schist 


Jalore Granite 


Jalore Granite 


Phyllite & Schist 


Jalore Granite 


Jalore Granite 


Phyllite & Schist 


Jalore Granite 


Sub Basin: Bandi (Hemawas) 


Non-command Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

22.85 

100 

77.15 

5.00 

3.86 

0.0015 

0.0432 

22.85 

100 

77.15 

15.00 

11.57 

0.0015 

0.0440 

15.76 

40 

24.24 

35.00 

8.48 

0.0015 

0.1057 

19.08 

40 

20.92 

35.00 

7.32 

0.0015 

0.0003 

19.27 

40 

20.73 

35.00 

7.26 

0.0015 

0.0587 

17.47 

40 

22.53 

35.00 

7.88 

0.0015 

0.1311 

18.01 

40 

21.99 

35.00 

7.70 

0.0015 

0.0029 

16.11 

100 

83.89 

5.00 

4.19 

0.0015 

0.1031 

15.73 

100 

84.27 

5.00 

4.21 

0.0015 

0.0004 

24.01 

100 

75.99 

5.00 

3.80 

0.0015 

0.0153 

17.67 

100 

82.33 

5.00 

4.12 

0.0015 

0.0001 

22.42 

40 

17.58 

35.00 

6.15 

0.0015 

0.0335 

19.62 

40 

20.38 

35.00 

7.13 

0.0015 

0.0714 

19.91 

40 

20.09 

35.00 

7.03 

0.0015 

0.0075 

14.46 

100 

85.54 

5.00 

4.28 

0.0015 

0.0046 

16.40 

100 

83.60 

5.00 

4.18 

0.0015 

0.0210 

17.17 

100 

82.83 

5.00 

4.14 

0.0015 

0.0440 

20.12 

100 

79.88 

5.00 

3.99 

0.0015 

0.0573 

14.71 

100 

85.29 

5.00 

4.26 

0.0015 

0.0155 

14.71 

100 

85.29 

5.00 

4.26 

0.0015 

0.0001 

20.04 

100 

79.96 

5.00 

4.00 

0.0015 

0.0374 

30.63 

40 

9.37 

35.00 

3.28 

0.0015 

0.0034 

19.99 

100 

80.01 

5.00 

4.00 

0.0015 

0.0418 

23.24 

40 

16.76 

35.00 

5.87 

0.0015 

0.0301 

20.32 

100 

79.68 

5.00 

3.98 

0.0015 

0.0000 

20.32 

100 

79.68 

15.00 

11.95 

0.0015 

0.0069 

19.45 

100 

80.55 

5.00 

4.03 

0.0015 

0.0627 

17.63 

100 

82.37 

5.00 

4.12 

0.0015 

0.0291 

21.69 

40 

18.31 

35.00 

6.41 

0.0015 

0.0278 

22.93 

40 

17.07 

35.00 

5.97 

0.0015 

0.0103 

17.15 

100 

82.85 

5.00 

4.14 

0.0015 

0.0367 

16.65 

100 

83.35 

5.00 

4.17 

0.0015 

0.0046 

14.48 

100 

85.52 

5.00 

4.28 

0.0015 

0.0872 

14.48 

100 

85.52 

5.00 

4.28 

0.0015 

0.0291 

17.47 

40 

22.53 

35.00 

7.88 

0.0015 

0.0006 

17.71 

100 

82.29 

5.00 

4.11 

0.0015 

0.0260 

15.87 

100 

84.13 

5.00 

4.21 

0.0015 

0.0215 

14.22 

100 

85.78 

5.00 

4.29 

0.0015 

0.1002 

16.11 

100 

83.89 

5.00 

4.19 

0.0015 

0.1206 

15.73 

100 

84.27 

5.00 

4.21 

0.0015 

0.0404 

17.67 

100 

82.33 

5.00 

4.12 

0.0015 

0.0209 

15.62 

100 

84.38 

5.00 

4.22 

0.0015 

0.0249 

19.62 

40 

20.38 

35.00 

7.13 

0.0015 

0.0120 

19.91 

40 

20.09 

35.00 

7.03 

0.0015 

0.1865 

16.66 

100 

83.34 

5.00 

4.17 

0.0015 

0.0833 

16.66 

100 

83.34 

5.00 

4.17 

0.0015 

0.0032 

14.46 

100 

85.54 

5.00 

4.28 

0.0015 

0.0408 

14.71 

100 

85.29 

5.00 

4.26 

0.0015 

0.0189 

14.71 

100 

85.29 

5.00 

4.26 

0.0015 

0.0305 

16.66 

100 

83.34 

5.00 

4.17 

0.0015 

0.0195 

14.42 

100 

85.58 

5.00 

4.28 

0.0015 

0.0004 

14.42 

100 

85.58 

5.00 

4.28 

0.0015 

0.0496 

14.66 

100 

85.34 

5.00 

4.27 

0.0015 

0.0321 












































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Younger Alluvium 


Phyllite & Schist 


Younger Alluvium 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Younger Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Younger Alluvium 


Younger Alluvium 


Erinpura Granite 


Phyllite & Schist 


Older Alluvium 


Younger Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Younger Alluvium 


Phyllite & Schist 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Younger Alluvium 


Erinpura Granite 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

24.10 

100 

75.90 

5.00 

3.80 

0.0015 

0.0092 

24.10 

100 

75.90 

5.00 

3.80 

0.0015 

0.0409 

11.71 

70 

58.29 

5.00 

2.91 

0.0015 

0.0206 

11.71 

70 

58.29 

5.00 

2.91 

0.0015 

0.0064 

38.61 

100 

61.39 

5.00 

3.07 

0.0015 

0.0339 

23.03 

70 

46.97 

5.00 

2.35 

0.0015 

0.0030 

23.03 

70 

46.97 

5.00 

2.35 

0.0015 

0.0413 

23.37 

80 

56.63 

5.00 

2.83 

0.0015 

0.0081 

39.44 

90 

50.56 

15.00 

7.58 

0.0015 

0.0796 

39.44 

100 

60.56 

5.00 

3.03 

0.0015 

0.0087 

17.61 

100 

82.39 

5.00 

4.12 

0.0015 

0.0069 

18.89 

100 

81.11 

5.00 

4.06 

0.0015 

0.0006 

11.34 

40 

28.66 

5.00 

1.43 

0.0015 

0.0000 

11.34 

40 

28.66 

5.00 

1.43 

0.0020 

0.0352 

32.64 

100 

67.36 

5.00 

3.37 

0.0015 

0.0649 

9.81 

30 

20.19 

30.00 

6.06 

0.0200 

0.3641 

16.40 

70 

53.60 

5.00 

2.68 

0.0015 

0.0000 

9.54 

70 

60.46 

5.00 

3.02 

0.0015 

0.0005 

9.54 

70 

60.46 

5.00 

3.02 

0.0015 

0.0363 

9.54 

70 

60.46 

15.00 

9.07 

0.0020 

0.0071 

15.53 

100 

84.47 

5.00 

4.22 

0.0015 

0.0412 

33.36 

90 

56.64 

15.00 

8.50 

0.0015 

0.0642 

38.09 

90 

51.91 

15.00 

7.79 

0.0015 

0.0535 

16.80 

100 

83.20 

5.00 

4.16 

0.0015 

0.0591 

14.73 

70 

55.27 

5.00 

2.76 

0.0015 

0.0154 

14.73 

70 

55.27 

5.00 

2.76 

0.0015 

0.0089 

20.02 

80 

59.98 

5.00 

3.00 

0.0015 

0.0102 

20.02 

100 

79.98 

5.00 

4.00 

0.0015 

0.0206 

27.10 

80 

52.90 

5.00 

2.64 

0.0015 

0.0110 

27.10 

90 

62.90 

15.00 

9.43 

0.0015 

0.0257 

27.10 

100 

72.90 

5.00 

3.64 

0.0015 

0.0166 

10.21 

90 

79.79 

5.00 

3.99 

0.0015 

0.0055 

8.83 

30 

21.17 

30.00 

6.35 

0.0200 

0.2442 

7.34 

40 

32.66 

5.00 

1.63 

0.0020 

0.0591 

19.46 

80 

60.54 

5.00 

3.03 

0.0015 

0.0009 

19.46 

100 

80.54 

5.00 

4.03 

0.0015 

0.0157 

9.13 

70 

60.87 

15.00 

9.13 

0.0015 

0.0000 

9.13 

70 

60.87 

15.00 

9.13 

0.0020 

0.0191 

39.49 

100 

60.51 

5.00 

3.03 

0.0015 

0.0078 

38.29 

90 

51.71 

15.00 

7.76 

0.0015 

0.0002 

38.29 

100 

61.71 

5.00 

3.09 

0.0015 

0.0994 

12.82 

100 

87.18 

3.00 

2.62 

0.0015 

0.0000 

14.15 

40 

25.85 

5.00 

1.29 

0.0015 

0.0034 

14.15 

40 

25.85 

5.00 

1.29 

0.0015 

0.0026 

14.15 

40 

25.85 

5.00 

1.29 

0.0020 

0.0044 

10.15 

90 

79.85 

5.00 

3.99 

0.0015 

0.0032 

9.61 

40 

30.39 

5.00 

1.52 

0.0015 

0.0010 

9.61 

40 

30.39 

5.00 

1.52 

0.0020 

0.0221 

8.29 

40 

31.71 

5.00 

1.59 

0.0020 

0.0331 

44.39 

90 

45.61 

15.00 

6.84 

0.0015 

0.0123 

44.39 

100 

55.61 

5.00 

2.78 

0.0015 

0.0431 

10.54 

60 

49.46 

30.00 

14.84 

0.0150 

0.0003 

10.54 

30 

19.46 

30.00 

5.84 

0.0200 

0.7097 

17.09 

80 

62.91 

5.00 

3.15 

0.0015 

0.0056 

17.09 

100 

82.91 

5.00 

4.15 

0.0015 

0.0064 





































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Younger Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Older Alluvium 


Younger Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Younger Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Older Alluvium 


Erinpura Granite 


Younger Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Phyllite & Schist 


Younger Alluvium 


Phyllite & Schist 


Younger Alluvium 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Older Alluvium 


Phyllite & Schist 


Younger Alluvium 


Phyllite & Schist 


Erinpura Granite 


Younger Alluvium 


Phyllite & Schist 


Younger Alluvium 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

8.94 

40 

31.06 

5.00 

1.55 

0.0020 

0.0537 

27.89 

100 

72.11 

5.00 

3.61 

0.0015 

0.2208 

27.89 

100 

72.11 

5.00 

3.61 

0.0015 

0.0115 

42.37 

90 

47.63 

15.00 

7.14 

0.0015 

0.0170 

42.37 

100 

57.63 

5.00 

2.88 

0.0015 

0.0336 

14.45 

40 

25.55 

5.00 

1.28 

0.0015 

0.0170 

14.45 

40 

25.55 

5.00 

1.28 

0.0015 

0.0018 

9.00 

40 

31.00 

5.00 

1.55 

0.0015 

0.0016 

9.00 

40 

31.00 

5.00 

1.55 

0.0020 

0.0843 

9.18 

70 

60.82 

5.00 

3.04 

0.0015 

0.0325 

7.99 

70 

62.01 

15.00 

9.30 

0.0015 

0.0199 

7.99 

70 

62.01 

5.00 

3.10 

0.0015 

0.0089 

7.99 

70 

62.01 

15.00 

9.30 

0.0020 

0.0132 

40.69 

90 

49.31 

15.00 

7.40 

0.0015 

0.0249 

40.69 

100 

59.31 

5.00 

2.97 

0.0015 

0.0022 

6.54 

70 

63.46 

5.00 

3.17 

0.0015 

0.0067 

20.39 

80 

59.61 

5.00 

2.98 

0.0015 

0.0234 

20.39 

100 

79.61 

5.00 

3.98 

0.0015 

0.0525 

18.96 

80 

61.04 

5.00 

3.05 

0.0015 

0.0087 

31.91 

80 

48.09 

5.00 

2.40 

0.0015 

0.0050 

31.91 

100 

68.09 

5.00 

3.40 

0.0015 

0.0048 

40.92 

90 

49.08 

15.00 

7.36 

0.0015 

0.0313 

29.96 

70 

40.04 

5.00 

2.00 

0.0015 

0.0159 

7.66 

40 

32.34 

5.00 

1.62 

0.0020 

0.0061 

26.95 

100 

73.05 

5.00 

3.65 

0.0015 

0.0067 

26.95 

100 

73.05 

5.00 

3.65 

0.0015 

0.0206 

27.39 

100 

72.61 

5.00 

3.63 

0.0015 

0.0138 

27.39 

100 

72.61 

5.00 

3.63 

0.0015 

0.0132 

13.06 

70 

56.94 

5.00 

2.85 

0.0015 

0.0248 

7.82 

40 

32.18 

5.00 

1.61 

0.0015 

0.0000 

7.82 

40 

32.18 

5.00 

1.61 

0.0015 

0.0381 

7.82 

40 

32.18 

5.00 

1.61 

0.0020 

0.0092 

9.08 

70 

60.92 

5.00 

3.05 

0.0015 

0.0102 

9.08 

70 

60.92 

15.00 

9.14 

0.0020 

0.0153 

9.08 

70 

60.92 

5.00 

3.05 

0.0015 

0.0266 

9.08 

70 

60.92 

15.00 

9.14 

0.0020 

0.0189 

18.23 

80 

61.77 

5.00 

3.09 

0.0015 

0.0337 

18.23 

100 

81.77 

5.00 

4.09 

0.0015 

0.0019 

21.59 

80 

58.41 

5.00 

2.92 

0.0015 

0.0056 

21.59 

100 

78.41 

5.00 

3.92 

0.0015 

0.0630 

26.18 

100 

73.82 

5.00 

3.69 

0.0015 

0.0033 

26.18 

100 

73.82 

5.00 

3.69 

0.0015 

0.0250 

18.59 

100 

81.41 

3.00 

2.44 

0.0015 

0.0000 

16.98 

80 

63.02 

5.00 

3.15 

0.0015 

0.0958 

16.98 

90 

73.02 

15.00 

10.95 

0.0015 

0.2202 

16.98 

100 

83.02 

5.00 

4.15 

0.0015 

0.0000 

8.26 

30 

21.74 

30.00 

6.52 

0.0200 

0.0568 

35.40 

100 

64.60 

5.00 

3.23 

0.0015 

0.0173 

29.42 

70 

40.58 

5.00 

2.03 

0.0015 

0.0002 

11.57 

70 

58.43 

15.00 

8.77 

0.0020 

0.0011 

11.57 

70 

58.43 

5.00 

2.92 

0.0015 

0.0077 

11.57 

70 

58.43 

15.00 

8.77 

0.0020 

0.0684 

26.62 

100 

73.38 

5.00 

3.67 

0.0015 

0.0356 

12.66 

40 

27.34 

5.00 

1.37 

0.0015 

0.0016 

33.14 

100 

66.86 

5.00 

3.34 

0.0015 

0.0301 



























































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Younger Alluvium 


Phyllite & Schist 


Younger Alluvium 


Younger Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Younger Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Older Alluvium 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Younger Alluvium 


Younger Alluvium 


Phyllite & Schist 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Younger Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

33.14 

80 

46.86 

5.00 

2.34 

0.0015 

0.0030 

33.14 

100 

66.86 

5.00 

3.34 

0.0015 

0.0504 

16.62 

100 

83.38 

5.00 

4.17 

0.0015 

0.0357 

20.03 

100 

79.97 

5.00 

4.00 

0.0015 

0.0607 

15.29 

70 

54.71 

5.00 

2.74 

0.0015 

0.0204 

6.84 

40 

33.16 

5.00 

1.66 

0.0015 

0.0000 

6.84 

40 

33.16 

5.00 

1.66 

0.0020 

0.0100 

40.13 

100 

59.87 

5.00 

2.99 

0.0015 

0.0161 

9.93 

30 

20.07 

30.00 

6.02 

0.0200 

0.2818 

10.18 

40 

29.82 

5.00 

1.49 

0.0020 

0.0027 

26.49 

100 

73.51 

5.00 

3.68 

0.0015 

0.0165 

15.59 

90 

74.41 

5.00 

3.72 

0.0015 

0.0135 

34.09 

80 

45.91 

5.00 

2.30 

0.0015 

0.0025 

34.09 

90 

55.91 

15.00 

8.39 

0.0015 

0.0847 

15.90 

100 

84.10 

5.00 

4.21 

0.0015 

0.0075 

41.20 

90 

48.80 

15.00 

7.32 

0.0015 

0.2436 

41.20 

100 

58.80 

5.00 

2.94 

0.0015 

0.0205 

22.04 

100 

77.96 

3.00 

2.34 

0.0015 

0.0004 

6.52 

40 

33.48 

5.00 

1.67 

0.0015 

0.0015 

6.52 

40 

33.48 

5.00 

1.67 

0.0020 

0.0394 

9.86 

70 

60.14 

5.00 

3.01 

0.0015 

0.0469 

8.00 

70 

62.00 

5.00 

3.10 

0.0015 

0.0003 

26.83 

100 

73.17 

5.00 

3.66 

0.0015 

0.0280 

19.89 

90 

70.11 

5.00 

3.51 

0.0015 

0.0013 

18.58 

80 

61.42 

5.00 

3.07 

0.0015 

0.0008 

18.58 

100 

81.42 

5.00 

4.07 

0.0015 

0.0317 

13.00 

90 

77.00 

5.00 

3.85 

0.0015 

0.1621 

25.84 

80 

54.16 

5.00 

2.71 

0.0015 

0.0012 

25.84 

90 

64.16 

15.00 

9.62 

0.0015 

0.0457 

43.92 

100 

56.09 

5.00 

2.80 

0.0015 

0.0134 

17.34 

80 

62.66 

5.00 

3.13 

0.0015 

0.0047 

17.34 

100 

82.66 

5.00 

4.13 

0.0015 

0.0100 

9.92 

40 

30.08 

5.00 

1.50 

0.0020 

0.0152 

9.17 

70 

60.83 

15.00 

9.12 

0.0020 

0.0214 

9.17 

70 

60.83 

5.00 

3.04 

0.0015 

0.0017 

9.17 

70 

60.83 

15.00 

9.12 

0.0020 

0.2045 

7.47 

40 

32.53 

5.00 

1.63 

0.0020 

0.0433 

39.20 

90 

50.80 

15.00 

7.62 

0.0015 

0.0690 

39.20 

100 

60.80 

5.00 

3.04 

0.0015 

0.0018 

29.41 

100 

70.59 

5.00 

3.53 

0.0015 

0.0039 

12.91 

70 

57.09 

5.00 

2.85 

0.0015 

0.0014 

12.91 

70 

57.09 

5.00 

2.85 

0.0015 

0.0048 

8.09 

40 

31.91 

5.00 

1.60 

0.0020 

0.0363 

38.83 

90 

51.17 

15.00 

7.68 

0.0015 

0.2012 

15.73 

70 

54.27 

5.00 

2.71 

0.0015 

0.0050 

15.73 

70 

54.27 

5.00 

2.71 

0.0015 

0.2283 

15.73 

70 

54.27 

5.00 

2.71 

0.0015 

0.0042 

15.73 

70 

54.27 

5.00 

2.71 

0.0015 

0.0018 

15.73 

70 

54.27 

5.00 

2.71 

0.0015 

0.0223 

16.77 

70 

53.23 

5.00 

2.66 

0.0015 

0.0209 

16.77 

70 

53.23 

5.00 

2.66 

0.0015 

0.0388 

11.29 

70 

58.71 

5.00 

2.94 

0.0015 

0.0003 

11.29 

70 

58.71 

5.00 

2.94 

0.0015 

0.0054 

18.44 

80 

61.56 

5.00 

3.08 

0.0015 

0.0001 

18.44 

100 

81.56 

5.00 

4.08 

0.0015 

0.0095 







































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Younger Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Erinpura Granite 


Older Alluvium 


Erinpura Granite 


Younger Alluvium 


Older Alluvium 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Erinpura Granite 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Phyllite & Schist 


Older Alluvium 


Erinpura Granite 


Older Alluvium 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

7.59 

40 

32.41 

5.00 

1.62 

0.0020 

0.0353 

41.02 

90 

48.98 

15.00 

7.35 

0.0015 

0.0169 

41.02 

100 

58.98 

5.00 

2.95 

0.0015 

0.0250 

16.20 

70 

53.80 

5.00 

2.69 

0.0015 

0.0126 

16.20 

70 

53.80 

5.00 

2.69 

0.0015 

0.0062 

16.20 

70 

53.80 

5.00 

2.69 

0.0015 

0.0298 

18.92 

80 

61.08 

5.00 

3.05 

0.0015 

0.0072 

18.92 

100 

81.08 

5.00 

4.05 

0.0015 

0.0291 

11.71 

80 

68.29 

5.00 

3.41 

0.0015 

0.0388 

11.71 

100 

88.29 

5.00 

4.41 

0.0015 

0.0031 

35.76 

90 

54.24 

15.00 

8.14 

0.0015 

0.0902 

41.11 

90 

48.89 

15.00 

7.33 

0.0015 

0.1099 

41.11 

100 

58.89 

5.00 

2.94 

0.0015 

0.0016 

9.50 

70 

60.50 

15.00 

9.08 

0.0015 

0.0038 

9.50 

70 

60.50 

15.00 

9.08 

0.0020 

0.0547 

9.50 

70 

60.50 

15.00 

9.08 

0.0020 

0.0095 

13.69 

70 

56.31 

5.00 

2.82 

0.0015 

0.0028 

13.69 

70 

56.31 

5.00 

2.82 

0.0015 

0.0120 

36.41 

100 

63.59 

5.00 

3.18 

0.0015 

0.0371 

30.89 

100 

69.11 

5.00 

3.46 

0.0015 

0.0236 

10.30 

90 

79.70 

5.00 

3.99 

0.0015 

0.0008 

9.60 

70 

60.40 

15.00 

9.06 

0.0015 

0.0321 

9.60 

70 

60.40 

15.00 

9.06 

0.0020 

0.0131 

7.12 

40 

32.88 

5.00 

1.64 

0.0020 

0.0146 

8.32 

40 

31.68 

5.00 

1.58 

0.0020 

0.0450 

13.80 

80 

66.20 

30.00 

19.86 

0.0200 

0.2037 

25.25 

80 

54.75 

5.00 

2.74 

0.0015 

0.0562 

25.25 

90 

64.75 

15.00 

9.71 

0.0015 

0.0074 

17.30 

40 

22.70 

5.00 

1.14 

0.0015 

0.0000 

17.30 

40 

22.70 

5.00 

1.14 

0.0020 

0.0010 

37.23 

90 

52.77 

15.00 

7.92 

0.0015 

0.1733 

37.23 

100 

62.77 

5.00 

3.14 

0.0015 

0.0711 

17.83 

80 

62.17 

5.00 

3.11 

0.0015 

0.0318 

17.83 

100 

82.17 

5.00 

4.11 

0.0015 

0.0177 

23.45 

80 

56.55 

5.00 

2.83 

0.0015 

0.0859 

23.45 

90 

66.55 

15.00 

9.98 

0.0015 

0.0486 

23.45 

100 

76.55 

5.00 

3.83 

0.0015 

0.0055 

36.68 

90 

53.32 

15.00 

8.00 

0.0015 

0.0758 

33.35 

80 

46.65 

5.00 

2.33 

0.0015 

0.0029 

33.35 

90 

56.65 

15.00 

8.50 

0.0015 

0.0476 

24.36 

100 

75.64 

5.00 

3.78 

0.0015 

0.1443 

24.36 

100 

75.64 

5.00 

3.78 

0.0015 

0.0362 

37.56 

100 

62.44 

5.00 

3.12 

0.0015 

0.0089 

43.06 

100 

56.94 

5.00 

2.85 

0.0015 

0.0109 

6.91 

40 

33.09 

5.00 

1.65 

0.0020 

0.0217 

9.02 

40 

30.98 

5.00 

1.55 

0.0015 

0.0001 

9.02 

40 

30.98 

5.00 

1.55 

0.0015 

0.0030 

9.02 

40 

30.98 

5.00 

1.55 

0.0020 

0.0025 

21.36 

100 

78.64 

3.00 

2.36 

0.0015 

0.0004 

36.78 

90 

53.22 

15.00 

7.98 

0.0015 

0.0596 

16.56 

80 

63.44 

5.00 

3.17 

0.0015 

0.0414 

16.56 

90 

73.44 

15.00 

11.02 

0.0015 

0.0182 

20.77 

80 

59.23 

5.00 

2.96 

0.0015 

0.0433 

12.58 

70 

57.42 

5.00 

2.87 

0.0015 

0.0220 

12.58 

70 

57.42 

5.00 

2.87 

0.0015 

0.0012 






























































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Older Alluvium 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Older Alluvium 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

16.91 

80 

63.09 

5.00 

3.15 

0.0015 

0.0227 

16.91 

100 

83.09 

5.00 

4.15 

0.0015 

0.0005 

33.71 

80 

46.29 

5.00 

2.31 

0.0015 

0.0098 

33.71 

90 

56.29 

15.00 

8.44 

0.0015 

0.1603 

12.24 

70 

57.76 

5.00 

2.89 

0.0015 

0.0279 

15.61 

70 

54.39 

5.00 

2.72 

0.0015 

0.0283 

39.90 

100 

60.10 

5.00 

3.01 

0.0015 

0.0444 

34.06 

80 

45.94 

5.00 

2.30 

0.0015 

0.0003 

34.06 

100 

65.94 

5.00 

3.30 

0.0015 

0.0563 

24.23 

80 

55.77 

5.00 

2.79 

0.0015 

0.0191 

23.23 

80 

56.77 

5.00 

2.84 

0.0015 

0.0199 

16.18 

80 

63.82 

5.00 

3.19 

0.0015 

0.0189 

34.66 

100 

65.34 

5.00 

3.27 

0.0015 

0.0304 

23.03 

70 

46.97 

5.00 

2.35 

0.0015 

0.0013 

26.46 

80 

53.54 

5.00 

2.68 

0.0015 

0.0344 

19.65 

80 

60.35 

5.00 

3.02 

0.0015 

0.0554 

19.65 

100 

80.35 

5.00 

4.02 

0.0015 

0.0254 

19.36 

80 

60.64 

5.00 

3.03 

0.0015 

0.0262 

15.82 

100 

84.18 

3.00 

2.53 

0.0015 

0.0005 

15.82 

100 

84.18 

3.00 

2.53 

0.0015 

0.0071 

18.40 

80 

61.60 

5.00 

3.08 

0.0015 

0.0182 

18.40 

100 

81.60 

5.00 

4.08 

0.0015 

0.0002 

36.21 

100 

63.79 

5.00 

3.19 

0.0015 

0.0121 

28.93 

100 

71.07 

5.00 

3.55 

0.0015 

0.0468 

28.93 

100 

71.07 

5.00 

3.55 

0.0015 

0.0455 

24.35 

100 

75.65 

5.00 

3.78 

0.0015 

0.0411 

19.66 

80 

60.34 

5.00 

3.02 

0.0015 

0.0155 

14.73 

70 

55.27 

5.00 

2.76 

0.0015 

0.0006 

15.76 

100 

84.24 

3.00 

2.53 

0.0015 

0.0009 

18.10 

80 

61.90 

5.00 

3.09 

0.0015 

0.0135 

18.10 

100 

81.90 

5.00 

4.09 

0.0015 

0.0027 

26.04 

80 

53.96 

5.00 

2.70 

0.0015 

0.0295 

26.04 

100 

73.96 

5.00 

3.70 

0.0015 

0.0007 

23.48 

80 

56.52 

5.00 

2.83 

0.0015 

0.0427 

19.46 

80 

60.54 

5.00 

3.03 

0.0015 

0.0008 

19.46 

100 

80.54 

5.00 

4.03 

0.0015 

0.0472 

39.49 

100 

60.51 

5.00 

3.03 

0.0015 

0.0378 

26.37 

80 

53.63 

5.00 

2.68 

0.0015 

0.0151 

16.26 

80 

63.74 

5.00 

3.19 

0.0015 

0.0166 

16.26 

100 

83.74 

5.00 

4.19 

0.0015 

0.0068 

26.42 

80 

53.58 

5.00 

2.68 

0.0015 

0.0142 

26.42 

80 

53.58 

5.00 

2.68 

0.0015 

0.0114 

17.09 

80 

62.91 

5.00 

3.15 

0.0015 

0.0248 

17.09 

100 

82.91 

5.00 

4.15 

0.0015 

0.0186 

42.37 

100 

57.63 

5.00 

2.88 

0.0015 

0.0246 

16.07 

100 

83.93 

5.00 

4.20 

0.0015 

0.0124 

15.55 

80 

64.45 

5.00 

3.22 

0.0015 

0.0389 

20.77 

80 

59.23 

5.00 

2.96 

0.0015 

0.0170 

20.39 

100 

79.61 

5.00 

3.98 

0.0015 

0.0001 

33.05 

80 

46.95 

5.00 

2.35 

0.0015 

0.0128 

33.05 

90 

56.95 

15.00 

8.54 

0.0015 

0.0004 

28.82 

80 

51.18 

5.00 

2.56 

0.0015 

0.0312 

28.82 

100 

71.18 

5.00 

3.56 

0.0015 

0.0213 

31.69 

80 

48.31 

5.00 

2.42 

0.0015 

0.0096 

31.69 

90 

58.31 

15.00 

8.75 

0.0015 

0.0225 























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Erinpura Granite 


Erinpura Granite 


Older Alluvium 


Phyllite & Schist 


Erinpura Granite 


Older Alluvium 


Phyllite & Schist 


Erinpura Granite 


Older Alluvium 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Older Alluvium 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

20.71 

80 

59.29 

5.00 

2.96 

0.0015 

0.0311 

42.26 

80 

37.74 

5.00 

1.89 

0.0015 

0.0000 

42.26 

90 

47.74 

15.00 

7.16 

0.0015 

0.0804 

42.26 

100 

57.74 

5.00 

2.89 

0.0015 

0.0021 

36.63 

80 

43.37 

5.00 

2.17 

0.0015 

0.0245 

36.63 

90 

53.37 

15.00 

8.01 

0.0015 

0.0108 

36.63 

100 

63.37 

5.00 

3.17 

0.0015 

0.0160 

36.56 

80 

43.44 

5.00 

2.17 

0.0015 

0.0062 

36.56 

90 

53.44 

15.00 

8.02 

0.0015 

0.0515 

18.96 

80 

61.04 

5.00 

3.05 

0.0015 

0.0288 

19.12 

80 

60.88 

5.00 

3.04 

0.0015 

0.0242 

17.41 

80 

62.59 

5.00 

3.13 

0.0015 

0.0062 

17.41 

100 

82.59 

5.00 

4.13 

0.0015 

0.0177 

16.27 

100 

83.73 

5.00 

4.19 

0.0015 

0.0102 

16.27 

100 

83.73 

5.00 

4.19 

0.0015 

0.0000 

22.87 

80 

57.13 

5.00 

2.86 

0.0015 

0.0230 

20.79 

80 

59.21 

5.00 

2.96 

0.0015 

0.0092 

27.39 

100 

72.61 

5.00 

3.63 

0.0015 

0.0025 

27.39 

100 

72.61 

5.00 

3.63 

0.0015 

0.0090 

19.08 

80 

60.92 

5.00 

3.05 

0.0015 

0.0414 

19.55 

80 

60.45 

5.00 

3.02 

0.0015 

0.0006 

23.34 

80 

56.66 

5.00 

2.83 

0.0015 

0.0439 

24.73 

80 

55.27 

5.00 

2.76 

0.0015 

0.0249 

24.75 

80 

55.25 

5.00 

2.76 

0.0015 

0.0196 

33.39 

80 

46.61 

5.00 

2.33 

0.0015 

0.0000 

33.39 

100 

66.61 

5.00 

3.33 

0.0015 

0.0249 

19.40 

80 

60.60 

5.00 

3.03 

0.0015 

0.0021 

16.45 

80 

63.55 

5.00 

3.18 

0.0015 

0.0000 

16.45 

100 

83.55 

5.00 

4.18 

0.0015 

0.0134 

18.59 

100 

81.41 

3.00 

2.44 

0.0015 

0.0046 

34.46 

100 

65.54 

5.00 

3.28 

0.0015 

0.0224 

15.50 

100 

84.50 

2.61 

2.21 

0.0015 

0.0005 

15.50 

100 

84.50 

3.00 

2.53 

0.0015 

0.0091 

26.88 

80 

53.12 

5.00 

2.66 

0.0015 

0.0298 

26.88 

100 

73.12 

5.00 

3.66 

0.0015 

0.0104 

26.88 

80 

53.12 

5.00 

2.66 

0.0015 

0.0335 

26.88 

100 

73.12 

5.00 

3.66 

0.0015 

0.0119 

17.53 

80 

62.47 

5.00 

3.12 

0.0015 

0.0259 

17.53 

100 

82.47 

5.00 

4.12 

0.0015 

0.0066 

35.40 

100 

64.60 

5.00 

3.23 

0.0015 

0.0076 

26.62 

100 

73.38 

5.00 

3.67 

0.0015 

0.0128 

39.44 

100 

60.56 

5.00 

3.03 

0.0015 

0.0176 

16.11 

70 

53.89 

5.00 

2.69 

0.0015 

0.0008 

17.05 

100 

82.95 

3.00 

2.49 

0.0015 

0.0002 

11.12 

70 

58.88 

5.00 

2.94 

0.0015 

0.0484 

11.12 

70 

58.88 

5.00 

2.94 

0.0015 

0.0287 

34.09 

80 

45.91 

5.00 

2.30 

0.0015 

0.0020 

34.09 

90 

55.91 

15.00 

8.39 

0.0015 

0.0152 

19.84 

80 

60.16 

5.00 

3.01 

0.0015 

0.0408 

26.83 

100 

73.17 

5.00 

3.66 

0.0015 

0.0172 

25.35 

80 

54.65 

5.00 

2.73 

0.0015 

0.0044 

29.41 

100 

70.59 

5.00 

3.53 

0.0015 

0.0166 

29.41 

100 

70.59 

5.00 

3.53 

0.0015 

0.0032 

19.16 

80 

60.84 

5.00 

3.04 

0.0015 

0.0175 

28.83 

80 

51.17 

5.00 

2.56 

0.0015 

0.0141 















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 


11003006 


Neembala Khera 


Neevon Ki Khejri 


Parasla Kalan 


Parasla Khurd 


Peepali 


Peetha Gurha 


Phulad 


Radawas 


Rajkiyawas Kalan 


Rajkiyawas Khurd 


Rampura 


Ranawas 


Rawalwas 


Satiyon Ki Dhani 


Shivpura 


Sodon Ki Dhana 


Sugaliya 


Surya Nagar 


Thoriya 


Amarpura(Khera Kalan) 


Anakar 


Asan Jilelao 


Asan Tiloriya 


Badiya Ajba 


Badiya Bhau (Jawaja) 


Badiya Gena 


Badiya Loomba 


Badiya Mota 


Badiya Teja 


Badni 


Bagri 


Balloo Pura 


Banar Khera 


Bar Kochara 


Baral (Jawaja) 


Barla Chora 


Bassi (Jawaja) 


Belpana 


Census Code 


0820000502431300 


0820000602452700 


0820000502431400 


0820000502431600 


0825000102966400 


0825000102966600 


0820000602450800 


0820000602449700 


0820000602441500 


0820000602440600 


0820000502432500 


0820000602446600 


0820000502431100 


0820000602447400 


0820000502432800 


0820000602452800 


0820000602441800 


0820000602442200 


0825000102966300 


0821000402531200 


0821000402529000 


0820000202402500 


0820000202403700 


0821000402524000 


0821000402528200 


0821000402524100 


0821000402523800 


0821000402523900 


0821000402524200 


0825000102959000 


0820000202402300 


0820000202401000 


0825000102960100 


0820000202403000 


0821000402529500 


0821000402529800 


0821000402527600 


0825000102959900 


0821000402523700 


0820000202402000 


Zone (Fresh 
/ Saline) 


4.41 Saline 


3.29 Fresh 


19.52 Saline 


8.16 Saline 


18.03 Fresh 


Saline 


1.38 Saline 


12.17 Fresh 


5.98 Fresh 


6.95 Saline 


10.74 Saline 


7.74 Saline 


12.81 Fresh 


6.63 Saline 


9.05 Fresh 


8.26 Saline 


11.37 Fresh 


4.22 Saline 


3.26 Saline 


2.38 Fresh 


1.45 Fresh 


3.22 Fresh 


8.19 Fresh 


6.33 Fresh 


0.86 Fresh 


1.54 Fresh 


1.17 Fresh 


1.99 Fresh 


1.14 Fresh 


1.19 Fresh 


3.57 Fresh 


23.84 Fresh 


5.32 Fresh 


14.95 Fresh 


7.96 Fresh 


0.33 Fresh 


8.53 Fresh 


5.07 Fresh 


5.38 Fresh 


1.79 Fresh 


14.01 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Erinpura Granite 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 


Sub Basin: Guhiya 


Non-command 

Gneisses 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses 

Non-command 

Gneisses 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.91 

70 

57.09 

5.00 

2.85 

0.0015 

0.0127 

19.40 

80 

60.60 

5.00 

3.03 

0.0015 

0.0058 

16.77 

70 

53.23 

5.00 

2.66 

0.0015 

0.0098 

11.29 

70 

58.71 

5.00 

2.94 

0.0015 

0.0128 

11.29 

70 

58.71 

5.00 

2.94 

0.0015 

0.0174 

14.95 

100 

85.05 

3.00 

2.55 

0.0015 

0.0380 

14.95 

100 

85.05 

3.00 

2.55 

0.0015 

0.0008 

16.26 

100 

83.74 

3.00 

2.51 

0.0015 

0.0000 

16.19 

80 

63.81 

5.00 

3.19 

0.0015 

0.0251 

16.19 

100 

83.81 

5.00 

4.19 

0.0015 

0.0213 

40.90 

80 

39.10 

5.00 

1.95 

0.0015 

0.0001 

40.90 

90 

49.10 

15.00 

7.36 

0.0015 

0.0000 

40.90 

100 

59.10 

5.00 

2.95 

0.0015 

0.0264 

11.29 

80 

68.71 

5.00 

3.44 

0.0015 

0.0358 

11.71 

80 

68.29 

5.00 

3.41 

0.0015 

0.0133 

11.71 

100 

88.29 

5.00 

4.41 

0.0015 

0.0006 

17.13 

70 

52.87 

5.00 

2.64 

0.0015 

0.0191 

41.11 

90 

48.89 

15.00 

7.33 

0.0015 

0.0260 

41.11 

100 

58.89 

5.00 

2.94 

0.0015 

0.0003 

13.69 

70 

56.31 

5.00 

2.82 

0.0015 

0.0049 

27.65 

80 

52.35 

5.00 

2.62 

0.0015 

0.0234 

27.65 

100 

72.35 

5.00 

3.62 

0.0015 

0.0167 

18.67 

70 

51.33 

5.00 

2.57 

0.0015 

0.0011 

20.47 

80 

59.53 

5.00 

2.98 

0.0015 

0.0508 

22.76 

80 

57.24 

5.00 

2.86 

0.0015 

0.0181 

26.48 

100 

73.52 

5.00 

3.68 

0.0015 

0.0180 

14.51 

100 

85.49 

3.00 

2.56 

0.0015 

0.0002 


0.00 

12.45 

80 

67.55 

4.00 

2.70 

0.0015 

0.0000 

1.29 

12.45 

90 

77.55 

5.00 

3.88 

0.0015 

0.0075 

0.28 

17.71 

90 

72.29 

5.00 

3.61 

0.0015 

0.0015 

7.62 

12.37 

90 

77.63 

5.00 

3.88 

0.0015 

0.0444 

6.27 

22.92 

90 

67.08 

5.00 

3.35 

0.0015 

0.0315 

0.82 

20.45 

80 

59.55 

4.00 

2.38 

0.0015 

0.0029 

0.73 

12.97 

80 

67.03 

4.00 

2.68 

0.0015 

0.0029 

0.81 

12.97 

90 

77.03 

5.00 

3.85 

0.0015 

0.0047 

0.81 

20.79 

80 

59.21 

4.00 

2.37 

0.0015 

0.0029 

1.86 

18.24 

80 

61.76 

4.00 

2.47 

0.0015 

0.0069 

1.00 

16.43 

80 

63.57 

4.00 

2.54 

0.0015 

0.0038 

1.16 

20.61 

80 

59.39 

4.00 

2.38 

0.0015 

0.0041 

0.01 

17.33 

100 

82.67 

3.00 

2.48 

0.0015 

0.0000 

21.64 

12.35 

90 

77.65 

5.00 

3.88 

0.0015 

0.1260 

0.00 

12.35 

90 

77.65 

5.00 

3.88 

0.0015 

0.0000 

5.02 

14.50 

90 

75.50 

5.00 

3.78 

0.0015 

0.0284 

0.00 

12.43 

120 

107.57 

4.00 

4.30 

0.0018 

0.0000 

5.29 

12.43 

100 

87.57 

3.00 

2.63 

0.0015 

0.0208 

7.59 

13.79 

90 

76.21 

5.00 

3.81 

0.0015 

0.0434 

0.33 

13.47 

90 

76.53 

5.00 

3.83 

0.0015 

0.0019 

3.33 

14.08 

80 

65.92 

4.00 

2.64 

0.0015 

0.0132 

0.98 

14.08 

90 

75.92 

5.00 

3.80 

0.0015 

0.0056 

4.96 

12.34 

80 

67.66 

4.00 

2.71 

0.0015 

0.0201 

0.01 

12.49 

120 

107.51 

4.00 

4.30 

0.0018 

0.0001 

5.37 

12.49 

100 

87.51 

3.00 

2.63 

0.0015 

0.0211 

0.01 

18.90 

80 

61.10 

4.00 

2.44 

0.0015 

0.0000 

6.62 

12.42 

90 

77.58 

5.00 

3.88 

0.0015 

0.0385 














































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Bhadsi 


Bhagwanpura (Jawaja) 


Bhooriya Khera Kalan 


Bhooriya Khera Khurd 


Bihar Ratanpura 


Biliyawas 


Biyan Khera 


Chak Deepawas 


Chiliyabar 


Deola 


Dhawli 


Dhola Danta-ll 


Dholiya 


Fata Khera 


Hathan Khera 


Jagpura 


Jaliya li Bas Durga 


Jaliya -li Baslala 


Jaliya-li Bas Roopa 


Jawaja 


Jhala Ki Chauki 


Kabra 


Kalab Kalan 


Kalab Khurd 


Kalaliya 


Kalan Khera 


Kalat Khera 


Kansya 


Kanuja 


Karkaro 


Kaya Bheela 


Kharnikhera 


Khera Danti 


Khera Neemri 


Kheta Khera 


Kishanpura (Deota) 


Census Code 


0824000102781800 


0821000402528400 


0821000402529300 


0821000402529400 


0821000402529600 


0825000102959600 


0821000402527700 


0820000202403500 


0821000402527800 


0820000202401700 


0821000402527000 


0821000402524500 


0820000202407300 


0820000202403800 


0821000402529100 


0821000402529200 


0821000402530400 


0821000402528000 


0821000402528100 


0821000402528300 


0820000202407100 


0821000402526900 


0820000202401900 


0820000202402600 


0820000202402400 


0821000402527500 


0821000402528500 


0824000102781700 


0820000202403600 


0825000102960000 


0820000202404000 


0820000302422100 


0821000402530800 


0821000402527200 


0825000102959100 


0821000402528600 



Zone (Fresh 
/ Saline) 


4.79 Fresh 


2.08 Fresh 



2.45 Fresh 


1.61 Fresh 


5.70 Fresh 


2.89 Fresh 


1.99 Fresh 


6.61 Fresh 


9.94 Fresh 



13.48 Fresh 


0.73 Fresh 


1.62 Fresh 


6.62 Fresh 


8.18 Fresh 


2.01 Fresh 


1.07 Fresh 


1.01 Fresh 



1.90 Fresh 


1.14 Fresh 



2.15 Fresh 


9.87 Fresh 


3.90 Fresh 


24.88 Fresh 


12.55 Fresh 


15.49 Fresh 


1.22 Fresh 


1.90 Fresh 


4.90 Fresh 


28.79 Fresh 


1.94 Fresh 


1.81 Fresh 


10.58 Fresh 


2.70 Fresh 


7.56 Fresh 


1.20 Fresh 


0.87 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses 

Command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.47 

120 

108.53 

4.00 

4.34 

0.0015 

0.0006 

13.49 

80 

66.51 

4.00 

2.66 

0.0015 

0.0009 

13.49 

90 

76.51 

5.00 

3.83 

0.0015 

0.0102 

14.56 

80 

65.44 

4.00 

2.62 

0.0015 

0.0016 

14.56 

90 

75.44 

5.00 

3.77 

0.0015 

0.0115 

17.76 

120 

102.24 

4.00 

4.09 

0.0018 

0.0036 

17.76 

100 

82.24 

3.00 

2.47 

0.0015 

0.0054 

16.42 

90 

73.58 

5.00 

3.68 

0.0015 

0.0128 

14.47 

90 

75.53 

5.00 

3.78 

0.0015 

0.0091 

12.36 

90 

77.64 

5.00 

3.88 

0.0015 

0.0311 

10.76 

120 

109.24 

4.00 

4.37 

0.0018 

0.0193 

12.94 

80 

67.06 

4.00 

2.68 

0.0015 

0.0008 

16.97 

90 

73.03 

5.00 

3.65 

0.0015 

0.0345 

13.04 

80 

66.96 

4.00 

2.68 

0.0015 

0.0336 

13.04 

90 

76.96 

5.00 

3.85 

0.0015 

0.0035 

13.15 

80 

66.85 

4.00 

2.67 

0.0015 

0.0001 

13.15 

80 

66.85 

4.00 

2.67 

0.0015 

0.0000 

13.15 

90 

76.85 

5.00 

3.84 

0.0015 

0.0556 

13.64 

90 

76.36 

5.00 

3.82 

0.0015 

0.0103 

13.64 

90 

76.36 

5.00 

3.82 

0.0015 

0.0003 

12.79 

90 

77.21 

5.00 

3.86 

0.0015 

0.0157 

17.75 

80 

62.25 

4.00 

2.49 

0.0015 

0.0005 

18.95 

80 

61.05 

4.00 

2.44 

0.0015 

0.0004 

18.73 

90 

71.27 

5.00 

3.56 

0.0015 

0.0121 

28.78 

90 

61.22 

5.00 

3.06 

0.0015 

0.0286 

17.63 

90 

72.37 

5.00 

3.62 

0.0015 

0.0018 

16.04 

90 

73.96 

5.00 

3.70 

0.0015 

0.0000 

10.22 

80 

69.78 

4.00 

2.79 

0.0015 

0.0001 

10.22 

90 

79.78 

5.00 

3.99 

0.0015 

0.0059 

11.32 

80 

68.68 

4.00 

2.75 

0.0015 

0.0023 

11.32 

90 

78.68 

5.00 

3.93 

0.0015 

0.0082 

13.12 

80 

66.88 

4.00 

2.68 

0.0015 

0.0076 

13.39 

80 

66.61 

4.00 

2.66 

0.0015 

0.0037 

13.39 

90 

76.61 

5.00 

3.83 

0.0015 

0.0012 

13.29 

120 

106.71 

4.00 

4.27 

0.0018 

0.0058 

13.29 

100 

86.71 

3.00 

2.60 

0.0015 

0.0046 

12.96 

90 

77.04 

5.00 

3.85 

0.0015 

0.0125 

20.87 

90 

69.13 

5.00 

3.46 

0.0015 

0.0426 

16.06 

80 

63.94 

4.00 

2.56 

0.0015 

0.0004 

13.91 

90 

76.09 

5.00 

3.80 

0.0015 

0.0874 

13.43 

90 

76.57 

5.00 

3.83 

0.0015 

0.0637 

11.92 

90 

78.08 

5.00 

3.90 

0.0015 

0.0891 

12.51 

80 

67.49 

4.00 

2.70 

0.0015 

0.0050 

14.46 

80 

65.54 

4.00 

2.62 

0.0015 

0.0014 

14.46 

90 

75.54 

5.00 

3.78 

0.0015 

0.0024 

11.72 

120 

108.28 

4.00 

4.33 

0.0015 

0.0154 

14.99 

90 

75.01 

5.00 

3.75 

0.0015 

0.1418 

11.61 

100 

88.39 

3.00 

2.65 

0.0015 

0.0049 

26.11 

90 

63.89 

5.00 

3.19 

0.0015 

0.0033 

13.15 

70 

56.85 

5.00 

2.84 

0.0015 

0.0109 

11.15 

80 

68.86 

4.00 

2.75 

0.0015 

0.0000 

11.15 

90 

78.86 

5.00 

3.94 

0.0015 

0.0158 

12.45 

80 

67.55 

4.00 

2.70 

0.0015 

0.0305 

17.61 

100 

82.39 

3.00 

2.47 

0.0015 

0.0000 

14.38 

80 

65.62 

4.00 

2.62 

0.0015 

0.0001 






























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



11003007 


Lawacha 


Lotiyana 


Makarwali 


Malni 


Megarda 


Mohra Khurd 


Nai Kalan 


Nai Khurd 


Naya Khera 


Pachanpura 


Peepaliya Badia 


Punera 


Rajwa 


Ramgarh Sedontan 


Rawatmala 


Roopana 


Rudhana 


Sheeli Beri 


Soniyana 


Surajpura (Lotiyana) 


Taragarh 


Ajeetpura 


Alawas 


Bagawas 


Basni Anant 


Basni Bhadawatan 


Basni Jodhraj 


Basni Mootha 


Basni Narsingh 


Basni Tilwadiyan 


Bhaisana 


Bijpur 


Bilawas 


Birawas 


0820000202403100 


0821000402530100 


0820000202403400 


0820000202403300 


0820000202403900 


0820000202402900 


0821000402527100 


0821000402527300 


0821000402530700 


0820000202402800 


0820000202402700 


0821000402527400 


0825000102959500 


0820000202407600 


0821000402530500 


0821000402527900 


0821000402530900 


0821000402524300 


0821000402529900 


0821000402530200 


0821000402531000 


0820000302415700 


0820000302417300 


0820000302415900 


0820000302414400 


0820000302416200 


0820000302416100 


0820000302417100 


0820000302416300 


0820000302417200 


0820000302416900 


0820000302413800 


0820000302415500 


0820000302414800 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Gneisses(B.G.C) 


10.77 Fresh 


3.23 Fresh 


3.46 Fresh 


6.31 Fresh 


14.25 Fresh 


3.04 Fresh 


9.95 Fresh 


5.99 Fresh 


2.16 Fresh 


7.44 Fresh 


12.08 Fresh 


4.94 Fresh 


5.37 Fresh 


5.21 Fresh 


1.65 Fresh 


1.82 Fresh 


7.45 Fresh 



4.45 Fresh 


6.70 Fresh 



1.65 Fresh 


2.16 Fresh 




Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Phyllite & Schist 


Gneisses 


Phyllite & Schist 


Gneisses 


Gneisses 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses 


Phyllite & Schist 


Gneisses 


Gneisses 


Gneisses 


Gneisses 


Gneisses 


Gneisses 


Gneisses 


Phyllite & Schist 


Gneisses 


Gneisses 


Gneisses 


Gneisses(B.G.C.) 


Gneisses 


Gneisses 


Phyllite & Schist 


Gneisses 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.73 

120 

107.27 

4.00 

4.29 

0.0018 

0.0090 

12.73 

100 

87.27 

3.00 

2.62 

0.0015 

0.0253 

12.42 

90 

77.58 

5.00 

3.88 

0.0015 

0.0664 

12.42 

90 

77.58 

5.00 

3.88 

0.0015 

0.0130 

17.72 

80 

62.28 

4.00 

2.49 

0.0015 

0.0061 

10.95 

80 

69.05 

4.00 

2.76 

0.0015 

0.0000 

10.95 

90 

79.05 

5.00 

3.95 

0.0015 

0.0152 

12.57 

120 

107.43 

4.00 

4.30 

0.0018 

0.0235 

12.57 

100 

87.43 

3.00 

2.62 

0.0015 

0.0009 

15.83 

90 

74.17 

5.00 

3.71 

0.0015 

0.0596 

9.87 

90 

80.13 

5.00 

4.01 

0.0015 

0.0194 

18.25 

90 

71.75 

5.00 

3.59 

0.0015 

0.0020 

19.03 

90 

70.97 

5.00 

3.55 

0.0015 

0.0090 

20.46 

90 

69.54 

5.00 

3.48 

0.0015 

0.0720 

12.99 

90 

77.01 

5.00 

3.85 

0.0015 

0.0165 

13.17 

80 

66.83 

4.00 

2.67 

0.0015 

0.0397 

12.31 

80 

67.69 

4.00 

2.71 

0.0015 

0.0235 

12.34 

80 

67.66 

4.00 

2.71 

0.0015 

0.0000 

12.34 

90 

77.66 

5.00 

3.88 

0.0015 

0.0125 

14.08 

90 

75.92 

5.00 

3.80 

0.0015 

0.0418 

12.59 

90 

77.41 

5.00 

3.87 

0.0015 

0.0568 

12.48 

80 

67.52 

4.00 

2.70 

0.0015 

0.0200 

10.28 

120 

109.72 

4.00 

4.39 

0.0018 

0.0000 

18.66 

90 

71.34 

5.00 

3.57 

0.0015 

0.0019 

10.07 

80 

69.93 

4.00 

2.80 

0.0015 

0.0000 

10.07 

90 

79.93 

5.00 

4.00 

0.0015 

0.0099 

12.94 

80 

67.06 

4.00 

2.68 

0.0015 

0.0073 

11.96 

80 

68.04 

4.00 

2.72 

0.0015 

0.0263 

11.96 

90 

78.04 

5.00 

3.90 

0.0015 

0.0040 

16.93 

120 

103.07 

4.00 

4.12 

0.0018 

0.0117 

16.93 

100 

83.07 

3.00 

2.49 

0.0015 

0.0108 

17.50 

80 

62.50 

4.00 

2.50 

0.0015 

0.0150 

11.27 

80 

68.73 

4.00 

2.75 

0.0015 

0.0229 

11.27 

90 

78.73 

5.00 

3.94 

0.0015 

0.0067 

11.90 

80 

68.10 

4.00 

2.72 

0.0015 

0.0023 

11.90 

90 

78.10 

5.00 

3.91 

0.0015 

0.0068 

9.56 

90 

80.44 

5.00 

4.02 

0.0015 

0.0099 

12.44 

80 

67.56 

4.00 

2.70 

0.0015 

0.0032 

12.44 

90 

77.56 

5.00 

3.88 

0.0015 

0.0074 

13.82 

120 

106.18 

4.00 

4.25 

0.0018 

0.0020 

13.82 

100 

86.18 

3.00 

2.59 

0.0015 

0.0000 

22.81 

100 

77.19 

5.00 

3.86 

0.0015 

0.0224 

42.79 

100 

57.21 

5.00 

2.86 

0.0015 

0.0476 

19.40 

100 

80.60 

5.00 

4.03 

0.0015 

0.0189 

15.23 

100 

84.77 

5.00 

4.24 

0.0015 

0.0002 

15.23 

100 

84.77 

5.00 

4.24 

0.0015 

0.0126 

17.61 

100 

82.39 

5.00 

4.12 

0.0015 

0.0204 

18.89 

100 

81.11 

5.00 

4.06 

0.0015 

0.0220 

36.23 

100 

63.77 

5.00 

3.19 

0.0015 

0.0412 

17.47 

100 

82.53 

5.00 

4.13 

0.0015 

0.0207 

41.30 

100 

58.70 

5.00 

2.94 

0.0015 

0.0318 

32.64 

100 

67.36 

5.00 

3.37 

0.0015 

0.0189 

14.44 

100 

85.56 

5.00 

4.28 

0.0015 

0.0628 

23.64 

100 

76.37 

5.00 

3.82 

0.0015 

0.1394 

18.55 

100 

81.45 

5.00 

4.07 

0.0015 

0.0013 

































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 



iPhyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Bilara Limestone 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Bilara Limestone 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Bilara Limestone 


Erinpura Granite 


Older Alluvium 


Gneisses 


Gneisses 


Older Alluvium 


Phyllite & Schist 


Bilara Limestone 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Bilara Limestone 


Older Alluvium 


Bilara Limestone 


Bilara Limestone 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

18.55 

100 

81.45 

5.00 

4.07 

0.0015 

0.0089 

52.05 

100 

47.95 

5.00 

2.40 

0.0015 

0.0000 

21.04 

100 

78.96 

5.00 

3.95 

0.0015 

0.0284 

52.22 

70 

17.78 

10.00 

1.78 

0.0020 

0.0025 

52.22 

100 

47.78 

5.00 

2.39 

0.0015 

0.0006 

22.52 

100 

77.48 

5.00 

3.87 

0.0015 

0.1227 

44.39 

100 

55.61 

5.00 

2.78 

0.0015 

0.0007 

15.13 

100 

84.87 

5.00 

4.24 

0.0015 

0.0147 

15.13 

100 

84.87 

5.00 

4.24 

0.0015 

0.0868 

23.05 

100 

76.95 

5.00 

3.85 

0.0015 

0.0561 

23.05 

100 

76.95 

5.00 

3.85 

0.0015 

0.0000 

9.95 

100 

90.05 

5.00 

4.50 

0.0015 

0.0126 

13.74 

100 

86.26 

5.00 

4.31 

0.0015 

0.0004 

23.88 

100 

76.12 

5.00 

3.81 

0.0015 

0.0027 

15.90 

100 

84.10 

5.00 

4.21 

0.0015 

0.0052 

14.89 

100 

85.11 

5.00 

4.26 

0.0015 

0.0915 

10.25 

100 

89.75 

5.00 

4.49 

0.0015 

0.0001 

38.78 

70 

31.22 

10.00 

3.12 

0.0020 

0.0301 

38.78 

100 

61.22 

5.00 

3.06 

0.0015 

0.0104 

22.63 

100 

77.37 

5.00 

3.87 

0.0015 

0.0589 

19.70 

100 

80.30 

5.00 

4.02 

0.0015 

0.0109 

9.26 

100 

90.74 

5.00 

4.54 

0.0015 

0.0714 

12.46 

100 

87.54 

5.00 

4.38 

0.0015 

0.0256 

12.33 

100 

87.67 

5.00 

4.38 

0.0015 

0.0761 

37.56 

100 

62.44 

5.00 

3.12 

0.0015 

0.0427 

45.91 

100 

54.09 

5.00 

2.70 

0.0015 

0.0201 

33.45 

100 

66.55 

5.00 

3.33 

0.0015 

0.2269 

26.00 

100 

74.00 

5.00 

3.70 

0.0015 

0.0295 

43.06 

100 

56.94 

5.00 

2.85 

0.0015 

0.0201 

21.03 

100 

78.97 

5.00 

3.95 

0.0015 

0.0408 

21.03 

100 

78.97 

5.00 

3.95 

0.0015 

0.0001 

17.85 

100 

82.15 

5.00 

4.11 

0.0015 

0.0570 

17.85 

100 

82.15 

5.00 

4.11 

0.0015 

0.0258 

42.32 

90 

47.68 

5.00 

2.38 

0.0015 

0.0106 

7.77 

70 

62.23 

15.00 

9.34 

0.0015 

0.0322 

48.37 

90 

41.63 

15.00 

6.24 

0.0010 

0.1399 

48.37 

90 

41.63 

5.00 

2.08 

0.0015 

0.0000 

36.95 

70 

33.05 

10.00 

3.30 

0.0020 

0.1279 

43.10 

90 

46.90 

5.00 

2.34 

0.0015 

0.0117 

43.10 

90 

46.90 

15.00 

7.03 

0.0010 

0.0343 

26.54 

90 

63.46 

5.00 

3.17 

0.0015 

0.0104 

26.54 

90 

63.46 

5.00 

3.17 

0.0015 

0.0036 

10.34 

70 

59.66 

15.00 

8.95 

0.0015 

0.0211 

10.34 

100 

89.66 

5.00 

4.48 

0.0015 

0.0660 

39.31 

150 

110.69 

35.00 

38.74 

0.0040 

5.6560 

39.31 

100 

60.69 

35.00 

21.24 

0.0015 

0.0000 

50.76 

90 

39.24 

5.00 

1.96 

0.0015 

0.0014 

50.76 

90 

39.24 

5.00 

1.96 

0.0015 

0.0050 

57.84 

90 

32.16 

5.00 

1.61 

0.0015 

0.0098 

41.97 

90 

48.03 

5.00 

2.40 

0.0015 

0.0203 

41.97 

90 

48.03 

5.00 

2.40 

0.0015 

0.0004 

15.33 

150 

134.67 

35.00 

47.14 

0.0040 

0.1127 

15.33 

70 

54.67 

40.00 

21.87 

0.0200 

0.0000 

15.33 

150 

134.67 

35.00 

47.14 

0.0040 

0.7594 

30.93 

150 

119.07 

35.00 

41.68 

0.0040 

1.4779 


























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Phyllite & Schist 


Phyllite & Schist 


Bilara Limestone 


Older Alluvium 


Bilara Limestone 


Older Alluvium 


Bilara Limestone 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Gneisses 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Bilara Limestone 


Older Alluvium 


Phyllite & Schist 


Gneisses 


Gneisses 


Bilara Limestone 


Older Alluvium 


Gneisses 


Bilara Limestone 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Gneisses 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bilara Limestone 


Phyllite & Schist 


Phyllite & Schist 


Bilara Limestone 


Older Alluvium 


Bilara Limestone 


Bilara Limestone 


Erinpura Granite 


Gneisses 


Older Alluvium 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

26.01 

90 

63.99 

10.00 

6.40 

0.0020 

0.0159 

23.42 

150 

126.58 

35.00 

44.30 

0.0040 

0.3654 

23.42 

150 

126.58 

35.00 

44.30 

0.0040 

12.0041 

18.55 

100 

81.45 

5.00 

4.07 

0.0015 

0.0003 

18.55 

100 

81.45 

5.00 

4.07 

0.0015 

0.0455 

19.17 

70 

50.83 

10.00 

5.08 

0.0020 

0.0187 

19.17 

70 

50.83 

15.00 

7.62 

0.0015 

0.0068 

19.17 

70 

50.83 

10.00 

5.08 

0.0020 

0.0410 

19.17 

70 

50.83 

15.00 

7.62 

0.0015 

0.0775 

23.44 

70 

46.56 

10.00 

4.66 

0.0020 

0.0626 

23.44 

70 

46.56 

15.00 

6.98 

0.0015 

0.0179 

23.44 

100 

76.56 

5.00 

3.83 

0.0015 

0.0028 

9.94 

70 

60.06 

15.00 

9.01 

0.0015 

0.0775 

15.55 

90 

74.45 

5.00 

3.72 

0.0015 

0.0029 

8.91 

70 

61.09 

15.00 

9.16 

0.0015 

0.0000 

8.91 

70 

61.09 

15.00 

9.16 

0.0015 

0.1452 

8.91 

100 

91.09 

5.00 

4.55 

0.0015 

0.0321 

54.08 

90 

35.92 

15.00 

5.39 

0.0010 

0.0612 

54.08 

90 

35.92 

5.00 

1.80 

0.0015 

0.0098 

44.01 

70 

25.99 

10.00 

2.60 

0.0020 

0.0040 

8.63 

70 

61.37 

15.00 

9.20 

0.0015 

0.0611 

10.89 

100 

89.11 

5.00 

4.46 

0.0015 

0.0253 

13.64 

90 

76.36 

5.00 

3.82 

0.0015 

0.0237 

13.64 

90 

76.36 

5.00 

3.82 

0.0015 

0.0040 

20.26 

70 

49.74 

10.00 

4.97 

0.0020 

0.0253 

20.26 

70 

49.74 

15.00 

7.46 

0.0015 

0.0364 

12.79 

90 

77.21 

5.00 

3.86 

0.0015 

0.0496 

49.53 

90 

40.47 

10.00 

4.05 

0.0020 

0.0326 

49.53 

90 

40.47 

5.00 

2.02 

0.0015 

0.0817 

34.45 

90 

55.55 

15.00 

8.33 

0.0010 

0.0766 

8.46 

70 

61.54 

15.00 

9.23 

0.0015 

0.0000 

8.46 

70 

61.54 

15.00 

9.23 

0.0015 

0.0743 

8.46 

100 

91.54 

5.00 

4.58 

0.0015 

0.0500 

28.78 

90 

61.22 

5.00 

3.06 

0.0015 

0.0052 

15.13 

100 

84.87 

5.00 

4.24 

0.0015 

0.0369 

29.25 

90 

60.75 

15.00 

9.11 

0.0010 

0.0004 

17.35 

70 

52.65 

15.00 

7.90 

0.0015 

0.1207 

11.61 

70 

58.39 

40.00 

23.36 

0.0200 

0.0047 

11.61 

70 

58.39 

30.00 

17.52 

0.0200 

0.7107 

11.61 

70 

58.39 

30.00 

17.52 

0.0200 

0.4810 

10.00 

70 

60.00 

15.00 

9.00 

0.0015 

0.0000 

10.00 

70 

60.00 

15.00 

9.00 

0.0015 

0.2194 

7.33 

70 

62.67 

40.00 

25.07 

0.0200 

1.8234 

7.33 

70 

62.67 

30.00 

18.80 

0.0200 

1.1939 

32.96 

150 

117.04 

35.00 

40.96 

0.0040 

0.4468 

23.05 

100 

76.95 

5.00 

3.85 

0.0015 

0.0091 

23.05 

100 

76.95 

5.00 

3.85 

0.0015 

0.0000 

33.05 

90 

56.95 

10.00 

5.69 

0.0020 

0.0953 

49.57 

90 

40.43 

15.00 

6.06 

0.0010 

0.0196 

23.52 

150 

126.48 

35.00 

44.27 

0.0040 

1.6407 

23.90 

150 

126.10 

35.00 

44.13 

0.0040 

3.1996 

30.08 

90 

59.92 

5.00 

3.00 

0.0015 

0.0289 

30.08 

90 

59.92 

5.00 

3.00 

0.0015 

0.0368 

30.20 

90 

59.80 

15.00 

8.97 

0.0010 

0.0024 

9.95 

100 

90.05 

5.00 

4.50 

0.0015 

0.1769 






































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Older Alluvium 


Erinpura Granite 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Gneisses 


Older Alluvium 


Erinpura Granite 


Older Alluvium 


Bilara Limestone 


Gneisses 


Erinpura Granite 


Erinpura Granite 


Bilara Limestone 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Gneisses 


Gneisses 


Bilara Limestone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Gneisses 


Gneisses 


Bilara Limestone 


Bilara Limestone 


Older Alluvium 


Erinpura Granite 


Phyllite & Schist 


Gneisses 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Erinpura Granite 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Bilara Limestone 


Older Alluvium 


Phyllite & Schist 


Erinpura Granite 


Bilara Limestone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

29.83 

90 

60.17 

15.00 

9.03 

0.0010 

0.0028 

41.72 

90 

48.28 

5.00 

2.41 

0.0015 

0.0188 

25.83 

150 

124.17 

35.00 

43.46 

0.0040 

0.1003 

25.84 

70 

44.16 

10.00 

4.42 

0.0020 

0.2807 

25.84 

70 

44.16 

10.00 

4.42 

0.0020 

0.0115 

14.57 

90 

75.43 

5.00 

3.77 

0.0015 

0.0176 

8.63 

70 

61.37 

30.00 

18.41 

0.0200 

3.4719 

44.29 

90 

45.71 

5.00 

2.29 

0.0015 

0.0517 

44.29 

90 

45.71 

15.00 

6.86 

0.0010 

0.0540 

29.99 

90 

60.01 

10.00 

6.00 

0.0020 

0.0472 

15.83 

90 

74.17 

5.00 

3.71 

0.0015 

0.0003 

45.97 

90 

44.03 

5.00 

2.20 

0.0015 

0.0333 

45.97 

90 

44.03 

5.00 

2.20 

0.0015 

0.0029 

42.61 

90 

47.39 

10.00 

4.74 

0.0020 

0.0022 

42.61 

90 

47.39 

15.00 

7.11 

0.0010 

0.0870 

42.61 

90 

47.39 

5.00 

2.37 

0.0015 

0.0079 

23.88 

70 

46.12 

15.00 

6.92 

0.0015 

0.0272 

23.88 

100 

76.12 

5.00 

3.81 

0.0015 

0.0359 

23.88 

70 

46.12 

15.00 

6.92 

0.0015 

0.0002 

18.25 

90 

71.75 

5.00 

3.59 

0.0015 

0.0065 

18.25 

90 

71.75 

5.00 

3.59 

0.0015 

0.0100 

11.98 

150 

138.02 

35.00 

48.31 

0.0040 

0.0048 

11.98 

70 

58.02 

40.00 

23.21 

0.0200 

1.1093 

11.98 

70 

58.02 

30.00 

17.41 

0.0200 

0.0827 

11.98 

70 

58.02 

30.00 

17.41 

0.0200 

0.0000 

19.03 

90 

70.97 

5.00 

3.55 

0.0015 

0.0074 

19.03 

90 

70.97 

5.00 

3.55 

0.0015 

0.0172 

20.26 

70 

49.74 

10.00 

4.97 

0.0020 

0.0140 

20.26 

70 

49.74 

10.00 

4.97 

0.0020 

0.1082 

20.26 

70 

49.74 

15.00 

7.46 

0.0015 

0.1578 

43.94 

90 

46.06 

5.00 

2.30 

0.0015 

0.0119 

43.94 

90 

46.06 

5.00 

2.30 

0.0015 

0.0001 

12.99 

90 

77.01 

5.00 

3.85 

0.0015 

0.0010 

10.25 

100 

89.75 

5.00 

4.49 

0.0015 

0.0513 

9.12 

70 

60.88 

15.00 

9.13 

0.0015 

0.0000 

9.12 

70 

60.88 

15.00 

9.13 

0.0015 

0.1449 

39.57 

90 

50.43 

15.00 

7.56 

0.0010 

0.0397 

49.25 

90 

40.75 

5.00 

2.04 

0.0015 

0.0448 

49.25 

90 

40.75 

15.00 

6.11 

0.0010 

0.0137 

49.25 

90 

40.75 

5.00 

2.04 

0.0015 

0.0080 

58.03 

90 

31.97 

15.00 

4.80 

0.0010 

0.0004 

58.03 

90 

31.97 

5.00 

1.60 

0.0015 

0.0104 

10.36 

70 

59.64 

15.00 

8.95 

0.0015 

0.0298 

10.36 

100 

89.64 

5.00 

4.48 

0.0015 

0.0355 

11.02 

70 

58.98 

40.00 

23.59 

0.0200 

0.0035 

11.02 

70 

58.98 

30.00 

17.70 

0.0200 

1.8365 

9.03 

70 

60.97 

40.00 

24.39 

0.0200 

0.3332 

9.03 

70 

60.97 

30.00 

18.29 

0.0200 

0.7299 

9.96 

70 

60.04 

15.00 

9.01 

0.0015 

0.0596 

9.96 

100 

90.04 

5.00 

4.50 

0.0015 

0.0794 

40.00 

90 

50.00 

10.00 

5.00 

0.0020 

0.2900 

40.00 

90 

50.00 

15.00 

7.50 

0.0010 

0.0134 

40.00 

90 

50.00 

5.00 

2.50 

0.0015 

0.0000 

35.37 

90 

54.63 

5.00 

2.73 

0.0015 

0.0015 

25.09 

90 

64.91 

10.00 

6.49 

0.0020 

0.0012 






















































































































































































































































































































































































































































































































































































































































































































Bagri_|0820000302417700 | 67.96 


Basna 

0820000302418700 

16.58 

Dadi 

0820000302421500 

6.12 

Deoli Hulla 

0820000302420000 

18.82 

Dhoondha Lambodi 

0820000302420400 

14.54 

Gajnai 

0820000302421600 

6.40 


Guda Beeja_|0820000302419900 | 17.60 


Guda Chatura 

0820000302420600 

4.34 

Gura Bachhraj 

0820000302419000 

7.15 

Heerawas 

0820000302421400 

6.55 

Kelwad 

0820000302420200 

8.67 

Khokhara 

0820000302417800 

22.47 

Khoriya 

0820000302422000 

8.21 

Ladpura 

0820000302420100 

7.82 


Non-command 


Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Hydrogeological Unit 


Erinpura Granite 


Gneisses 


Erinpura Granite 


Gneisses 


Bilara Limestone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bilara Limestone 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Gneisses 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Bilara Limestone 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Bilara Limestone 


Older Alluvium 


Phyllite & Schist 


Bilara Limestone 


Older Alluvium 


Bilara Limestone 


Bilara Limestone 


Older Alluvium 


Bilara Limestone 


Older Alluvium 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Gneisses 


Erinpura Granite 


Gneisses 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Gneisses 


Erinpura Granite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

19.62 

90 

70.38 

5.00 

3.52 

0.0015 

0.0051 

19.62 

90 

70.38 

5.00 

3.52 

0.0015 

0.0859 

19.62 

90 

70.38 

5.00 

3.52 

0.0015 

0.0361 

19.62 

90 

70.38 

5.00 

3.52 

0.0015 

0.0884 

30.47 

90 

59.53 

10.00 

5.95 

0.0020 

0.0504 

30.47 

90 

59.53 

15.00 

8.93 

0.0010 

0.0148 

12.09 

70 

57.91 

15.00 

8.69 

0.0015 

0.0000 

12.09 

70 

57.91 

15.00 

8.69 

0.0015 

0.0000 

12.09 

70 

57.91 

15.00 

8.69 

0.0015 

0.0178 

12.09 

70 

57.91 

15.00 

8.69 

0.0015 

0.1656 

38.78 

70 

31.22 

10.00 

3.12 

0.0020 

0.0537 

38.78 

100 

61.22 

5.00 

3.06 

0.0015 

0.0012 

48.59 

90 

41.41 

5.00 

2.07 

0.0015 

0.0082 

11.90 

70 

58.10 

15.00 

8.71 

0.0015 

0.2160 

19.70 

70 

50.30 

15.00 

7.55 

0.0015 

0.0039 

19.70 

100 

80.30 

5.00 

4.02 

0.0015 

0.0262 

19.70 

70 

50.30 

15.00 

7.55 

0.0015 

0.0732 

19.70 

100 

80.30 

5.00 

4.02 

0.0015 

0.0739 

15.78 

90 

74.22 

5.00 

3.71 

0.0015 

0.0083 

37.95 

90 

52.05 

15.00 

7.81 

0.0010 

0.0098 

9.26 

100 

90.74 

5.00 

4.54 

0.0015 

0.0148 

9.26 

100 

90.74 

5.00 

4.54 

0.0015 

0.0000 

51.73 

90 

38.27 

10.00 

3.83 

0.0020 

0.0000 

51.73 

90 

38.27 

5.00 

1.91 

0.0015 

0.0162 

12.46 

100 

87.54 

5.00 

4.38 

0.0015 

0.0000 

12.33 

100 

87.67 

5.00 

4.38 

0.0015 

0.0867 

10.91 

70 

59.09 

15.00 

8.86 

0.0015 

0.0146 

10.91 

100 

89.09 

5.00 

4.45 

0.0015 

0.0686 

26.00 

70 

44.00 

10.00 

4.40 

0.0020 

0.0070 

26.00 

70 

44.00 

15.00 

6.60 

0.0015 

0.0012 

26.00 

100 

74.00 

5.00 

3.70 

0.0015 

0.0186 

15.99 

70 

54.01 

10.00 

5.40 

0.0020 

0.0000 

15.99 

70 

54.01 

15.00 

8.10 

0.0015 

0.0000 

15.99 

70 

54.01 

10.00 

5.40 

0.0020 

0.0000 

15.99 

70 

54.01 

10.00 

5.40 

0.0020 

0.0016 

15.99 

70 

54.01 

15.00 

8.10 

0.0015 

0.0091 

15.99 

70 

54.01 

10.00 

5.40 

0.0020 

0.1323 

15.99 

70 

54.01 

15.00 

8.10 

0.0015 

0.0885 

41.30 

70 

28.70 

5.00 

1.43 

0.0015 

0.0124 

41.30 

100 

58.70 

5.00 

2.93 

0.0015 

0.1936 

38.19 

100 

61.81 

5.00 

3.09 

0.0015 

0.0020 

17.62 

70 

52.38 

5.00 

2.62 

0.0015 

0.0128 

22.45 

70 

47.55 

5.00 

2.38 

0.0015 

0.0182 

28.62 

70 

41.38 

5.00 

2.07 

0.0015 

0.0373 

16.56 

70 

53.44 

5.00 

2.67 

0.0015 

0.0010 

16.56 

70 

53.44 

5.00 

2.67 

0.0015 

0.0004 

17.48 

70 

52.52 

5.00 

2.63 

0.0015 

0.0523 

17.48 

70 

52.52 

5.00 

2.63 

0.0015 

0.0067 

32.51 

70 

37.49 

5.00 

1.87 

0.0015 

0.0022 

22.71 

100 

77.29 

5.00 

3.86 

0.0015 

0.0001 

22.61 

70 

47.39 

5.00 

2.37 

0.0015 

0.0118 

26.20 

70 

43.80 

5.00 

2.19 

0.0015 

0.0278 

41.39 

100 

58.61 

5.00 

2.93 

0.0015 

0.0858 

15.53 

70 

54.47 

5.00 

2.72 

0.0015 

0.0004 

17.68 

70 

52.32 

5.00 

2.62 

0.0015 

0.0307 


















































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



11003010 


Nathal Kundi 


Pachunda Kalan 


Pachunda Khurd 


Peeplad 


Sand Magra 


Sandiya 


Sarangwas 


Atpara 


Bali 


Banseeya 


Basni Dadhwariyan 


Boyal 


Chandawal 


Chandawal Station 


Chanwadiya Khurd 


Chheetariya 


Dadiya 


Deola 


Deoli Hulla 


Deoli Kalan 


Guda Beeja 


Gura Bachhraj 


Guriya 


Jhoontha 


Kalab Kalan 


Kalakot 


Karmawas 


Kelwad 


Khariya Neev 


Kharnikhera 


Kheenwal 


Khokhara 


Khoriya 


Mandla 


Mohra Kalan 


Census Code 


0820000302418800 


0820000302417500 


0820000302417600 


0820000302420300 



0820000302421800 


0820000302418900 


0820000302420500 


0820000302418400 


0820000202401000 


0820000202400200 


0820000202399900 


0820000302418600 


0820000302419100 


0820000302419300 


0820000202401500 


0820000302418500 


0820000602443900 


0820000202401700 


0820000302420000 


0820000202399400 


0820000302419900 


0820000302419000 


0820000202401300 


0820000202401200 


0820000202401900 


0820000202401600 


0820000302419600 


0820000302420200 


0820000302415100 


0820000302422100 


0820000202401800 


0820000302417800 


0820000302422000 


0820000302418200 


0820000202400100 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Erinpura Granite 


30.86 Fresh 


3.61 Fresh 


22.49 Fresh 


10.41 Fresh 


47.12 Fresh 




5.32 Fresh 


21.96 Fresh 



3.51 Fresh 


11.34 Fresh 


30.16 Fresh 


6.22 Fresh 


7.51 Fresh 


18.23 Fresh 


8.31 Fresh 


13.48 Fresh 


18.82 Fresh 


52.34 Fresh 



17.60 Fresh 


7.15 Fresh 


8.74 Fresh 


25.42 Fresh 


24.88 Fresh 


4.76 Fresh 


6.88 Fresh 


8.67 Fresh 


36.49 Fresh 


10.58 Fresh 


3.85 Fresh 


22.47 Fresh 


8.21 Fresh 


18.83 Fresh 


12.78 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Phyllite & Schist 


Erinpura Granite 


Gneisses 


Gneisses 


Phyllite & Schist 


Erinpura Granite 


Bilara Limestone 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Gneisses 


Erinpura Granite 


Phyllite & Schist 


Bilara Limestone 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Gneisses 


Bilara Limestone 


Phyllite & Schist 


Phyllite & Schist 


Gneisses 


Erinpura Granite 


Bilara Limestone 


Phyllite & Schist 


Bilara Limestone 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Gneisses 


Gneisses 


Gneisses 


Erinpura Granite 


Erinpura Granite 


Bilara Limestone 


Gneisses 


Gneisses 


Bilara Limestone 


Phyllite & Schist 


Gneisses 


Bilara Limestone 


Phyllite & Schist 


Erinpura Granite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

26.16 

100 

73.84 

5.00 

3.69 

0.0015 

0.0259 

53.92 

100 

46.08 

5.00 

2.30 

0.0015 

0.0002 

49.44 

100 

50.56 

5.00 

2.53 

0.0015 

0.0020 

35.34 

70 

34.66 

5.00 

1.73 

0.0015 

0.0243 

35.34 

100 

64.66 

5.00 

3.23 

0.0015 

0.0045 

17.62 

70 

52.38 

5.00 

2.62 

0.0015 

0.0002 

17.62 

70 

52.38 

5.00 

2.62 

0.0015 

0.0058 

14.86 

70 

55.14 

5.00 

2.76 

0.0015 

0.0000 

26.40 

100 

73.60 

5.00 

3.68 

0.0015 

0.0221 

32.88 

70 

37.12 

5.00 

1.86 

0.0015 

0.0238 

36.95 

70 

33.05 

10.00 

3.30 

0.0020 

0.1808 

36.95 

100 

63.05 

5.00 

3.15 

0.0015 

0.0020 

41.30 

70 

28.70 

5.00 

1.43 

0.0015 

0.0098 

41.30 

100 

58.70 

5.00 

2.93 

0.0015 

0.0574 

14.50 

90 

75.50 

5.00 

3.78 

0.0015 

0.0013 

40.43 

90 

49.57 

5.00 

2.48 

0.0015 

0.0414 

40.43 

90 

49.57 

5.00 

2.48 

0.0015 

0.0403 

38.19 

70 

31.81 

10.00 

3.18 

0.0020 

0.0643 

38.19 

100 

61.81 

5.00 

3.09 

0.0015 

0.0280 

50.76 

90 

39.24 

5.00 

1.96 

0.0015 

0.0039 

27.71 

100 

72.29 

5.00 

3.61 

0.0015 

0.0615 

34.35 

70 

35.65 

5.00 

1.78 

0.0015 

0.0252 

34.35 

100 

65.65 

5.00 

3.28 

0.0015 

0.1021 

24.32 

70 

45.68 

5.00 

2.28 

0.0015 

0.0213 

15.55 

90 

74.45 

5.00 

3.72 

0.0015 

0.0391 

44.01 

70 

25.99 

10.00 

2.60 

0.0020 

0.0227 

44.01 

100 

55.99 

5.00 

2.80 

0.0015 

0.0550 

52.05 

100 

47.95 

5.00 

2.40 

0.0015 

0.0066 

12.79 

90 

77.21 

5.00 

3.86 

0.0015 

0.0125 

22.45 

70 

47.55 

5.00 

2.38 

0.0015 

0.0487 

49.53 

90 

40.47 

10.00 

4.05 

0.0020 

0.0004 

49.53 

90 

40.47 

5.00 

2.02 

0.0015 

0.0648 

52.22 

70 

17.78 

10.00 

1.78 

0.0020 

0.0225 

52.22 

100 

47.78 

5.00 

2.39 

0.0015 

0.0219 

38.73 

70 

31.27 

5.00 

1.56 

0.0015 

0.0272 

38.73 

100 

61.27 

5.00 

3.06 

0.0015 

0.0004 

17.48 

70 

52.52 

5.00 

2.63 

0.0015 

0.0097 

22.71 

70 

47.29 

5.00 

2.36 

0.0015 

0.0048 

22.71 

100 

77.29 

5.00 

3.86 

0.0015 

0.0335 

30.15 

90 

59.85 

5.00 

2.99 

0.0015 

0.0389 

30.08 

90 

59.92 

5.00 

3.00 

0.0015 

0.0296 

30.08 

90 

59.92 

5.00 

3.00 

0.0015 

0.0189 

13.91 

90 

76.09 

5.00 

3.80 

0.0015 

0.0238 

15.91 

90 

74.09 

5.00 

3.70 

0.0015 

0.0265 

34.71 

70 

35.29 

5.00 

1.76 

0.0015 

0.0182 

26.20 

70 

43.80 

5.00 

2.19 

0.0015 

0.0007 

25.84 

70 

44.16 

10.00 

4.42 

0.0020 

0.0301 

13.15 

70 

56.85 

5.00 

2.84 

0.0015 

0.0031 

14.57 

90 

75.43 

5.00 

3.77 

0.0015 

0.0042 

41.39 

70 

28.61 

10.00 

2.86 

0.0020 

0.0002 

41.39 

100 

58.61 

5.00 

2.93 

0.0015 

0.0128 

15.53 

70 

54.47 

5.00 

2.72 

0.0015 

0.0094 

51.20 

70 

18.80 

10.00 

1.88 

0.0020 

0.0700 

51.20 

100 

48.80 

5.00 

2.44 

0.0015 

0.0007 

43.94 

90 

46.06 

5.00 

2.30 

0.0015 

0.0206 
























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Bilara Limestone 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Gneisses 


Bilara Limestone 


Erinpura Granite 


Gneisses 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Bilara Limestone 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Gneisses 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Erinpura Granite 


Phyllite & Schist 


Younger Alluvium 


Erinpura Granite 


Phyllite & Schist 


Younger Alluvium 


Phyllite & Schist 


Younger Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Younger Alluvium 


Erinpura Granite 


Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

43.94 

90 

46.06 

5.00 

2.30 

0.0015 

0.0116 

22.19 

70 

47.81 

5.00 

2.39 

0.0015 

0.0342 

22.19 

100 

77.81 

5.00 

3.89 

0.0015 

0.0067 

26.16 

100 

73.84 

5.00 

3.69 

0.0015 

0.0300 

53.92 

100 

46.08 

5.00 

2.30 

0.0015 

0.0165 

49.44 

100 

50.56 

5.00 

2.53 

0.0015 

0.0129 

35.37 

90 

54.63 

5.00 

2.73 

0.0015 

0.0570 

38.78 

70 

31.22 

10.00 

3.12 

0.0020 

0.0095 

38.78 

100 

61.22 

5.00 

3.06 

0.0015 

0.0025 

48.59 

90 

41.41 

5.00 

2.07 

0.0015 

0.0282 

17.62 

70 

52.38 

5.00 

2.62 

0.0015 

0.0370 

17.62 

70 

52.38 

5.00 

2.62 

0.0015 

0.0782 

33.77 

70 

36.23 

10.00 

3.62 

0.0020 

0.1185 

15.78 

90 

74.22 

5.00 

3.71 

0.0015 

0.0028 

15.78 

90 

74.22 

5.00 

3.71 

0.0015 

0.0460 

26.40 

70 

43.60 

5.00 

2.18 

0.0015 

0.0012 

26.40 

100 

73.60 

5.00 

3.68 

0.0015 

0.1001 

32.88 

70 

37.12 

5.00 

1.86 

0.0015 

0.0001 

53.56 

70 

16.44 

10.00 

1.64 

0.0020 

0.0090 

53.56 

100 

46.44 

5.00 

2.32 

0.0015 

0.0115 

44.17 

100 

55.83 

5.00 

2.79 

0.0015 

0.0078 

23.94 

70 

46.06 

5.00 

2.30 

0.0015 

0.0378 

23.94 

70 

46.06 

5.00 

2.30 

0.0015 

0.0026 

45.91 

100 

54.09 

5.00 

2.70 

0.0015 

0.0006 

33.45 

100 

66.55 

5.00 

3.33 

0.0015 

0.0074 

28.54 

70 

41.46 

5.00 

2.07 

0.0015 

0.0443 

7.77 

70 

62.23 

15.00 

9.34 

0.0015 

0.0000 

7.77 

70 

62.23 

15.00 

9.34 

0.0015 

0.0612 

22.81 

100 

77.19 

5.00 

3.86 

0.0015 

0.0076 

5.19 

40 

34.81 

5.00 

1.74 

0.0015 

0.0492 

15.42 

40 

24.58 

5.00 

1.23 

0.0015 

0.0312 

15.42 

40 

24.58 

5.00 

1.23 

0.0015 

0.0000 

19.40 

100 

80.60 

5.00 

4.03 

0.0015 

0.1485 

7.72 

70 

62.28 

40.00 

24.91 

0.0200 

2.6208 

9.02 

70 

60.98 

40.00 

24.39 

0.0200 

4.9470 

9.02 

70 

60.98 

30.00 

18.30 

0.0200 

0.7837 

7.90 

40 

32.10 

5.00 

1.61 

0.0015 

0.0009 

7.90 

40 

32.10 

5.00 

1.61 

0.0015 

0.0079 

7.90 

40 

32.10 

5.00 

1.61 

0.0020 

0.0061 

7.90 

40 

32.10 

5.00 

1.61 

0.0015 

0.0056 

7.90 

40 

32.10 

5.00 

1.61 

0.0015 

0.0013 

7.90 

40 

32.10 

5.00 

1.61 

0.0020 

0.0038 

7.90 

40 

32.10 

5.00 

1.61 

0.0015 

0.0144 

7.90 

40 

32.10 

5.00 

1.61 

0.0020 

0.0001 

23.03 

70 

46.97 

5.00 

2.35 

0.0015 

0.0012 

15.23 

100 

84.77 

5.00 

4.24 

0.0015 

0.0118 

15.23 

100 

84.77 

5.00 

4.24 

0.0015 

0.0074 

17.61 

100 

82.39 

5.00 

4.12 

0.0015 

0.0172 

18.89 

100 

81.11 

5.00 

4.06 

0.0015 

0.0303 

17.47 

100 

82.53 

5.00 

4.13 

0.0015 

0.0024 

15.86 

100 

84.14 

5.00 

4.21 

0.0015 

0.0382 

11.34 

40 

28.66 

5.00 

1.43 

0.0015 

0.0081 

11.34 

40 

28.66 

5.00 

1.43 

0.0020 

0.0104 

11.34 

40 

28.66 

5.00 

1.43 

0.0015 

0.0122 

11.34 

40 

28.66 

5.00 

1.43 

0.0020 

0.0120 






























































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Phyllite & Schist 


Younger Alluvium 


Phyllite & Schist 


Younger Alluvium 


Phyllite & Schist 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Erinpura Granite 


Younger Alluvium 


Erinpura Granite 


Younger Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Erinpura Granite 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Phyllite & Schist 


Younger Alluvium 


Older Alluvium 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Older Alluvium 


Younger Alluvium 


Erinpura Granite 


Older Alluvium 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.68 

70 

57.32 

5.00 

2.87 

0.0015 

0.0143 

12.68 

70 

57.32 

5.00 

2.87 

0.0015 

0.1659 

32.64 

100 

67.36 

5.00 

3.37 

0.0015 

0.0095 

15.19 

40 

24.81 

5.00 

1.24 

0.0015 

0.0072 

15.19 

40 

24.81 

5.00 

1.24 

0.0015 

0.0536 

15.53 

70 

54.47 

5.00 

2.72 

0.0015 

0.0159 

15.53 

70 

54.47 

5.00 

2.72 

0.0015 

0.0286 

15.53 

70 

54.47 

5.00 

2.72 

0.0015 

0.0217 

16.40 

70 

53.60 

5.00 

2.68 

0.0015 

0.0381 

16.40 

70 

53.60 

5.00 

2.68 

0.0015 

0.0142 

5.66 

70 

64.34 

15.00 

9.65 

0.0015 

0.0034 

5.98 

60 

54.02 

30.00 

16.21 

0.0150 

0.7273 

5.98 

30 

24.02 

30.00 

7.21 

0.0200 

0.2898 

6.97 

40 

33.03 

5.00 

1.65 

0.0015 

0.0025 

6.97 

40 

33.03 

5.00 

1.65 

0.0020 

0.0175 

6.97 

40 

33.03 

5.00 

1.65 

0.0015 

0.0062 

6.97 

40 

33.03 

5.00 

1.65 

0.0020 

0.0007 

14.44 

100 

85.56 

5.00 

4.28 

0.0015 

0.0157 

8.83 

30 

21.17 

30.00 

6.35 

0.0200 

0.1675 

9.94 

70 

60.06 

15.00 

9.01 

0.0015 

0.0152 

8.63 

70 

61.37 

15.00 

9.20 

0.0015 

0.1824 

12.55 

40 

27.45 

5.00 

1.37 

0.0015 

0.0075 

12.55 

40 

27.45 

5.00 

1.37 

0.0020 

0.0097 

12.55 

40 

27.45 

5.00 

1.37 

0.0015 

0.0328 

12.55 

40 

27.45 

5.00 

1.37 

0.0020 

0.0039 

10.89 

70 

59.11 

15.00 

8.87 

0.0015 

0.0184 

10.89 

100 

89.11 

5.00 

4.46 

0.0015 

0.1238 

10.89 

100 

89.11 

5.00 

4.46 

0.0015 

0.0406 

4.76 

40 

35.24 

5.00 

1.76 

0.0020 

0.0033 

4.76 

40 

35.24 

5.00 

1.76 

0.0020 

0.0476 

4.76 

40 

35.24 

5.00 

1.76 

0.0020 

0.0134 

9.34 

40 

30.66 

5.00 

1.53 

0.0015 

0.0000 

9.34 

40 

30.66 

5.00 

1.53 

0.0015 

0.0050 

9.34 

40 

30.66 

5.00 

1.53 

0.0015 

0.0058 

9.34 

40 

30.66 

5.00 

1.53 

0.0015 

0.0001 

9.34 

40 

30.66 

5.00 

1.53 

0.0015 

0.0470 

21.04 

100 

78.96 

5.00 

3.95 

0.0015 

0.0620 

9.32 

60 

50.68 

30.00 

15.20 

0.0150 

0.7756 

14.15 

40 

25.85 

5.00 

1.29 

0.0015 

0.0040 

14.15 

40 

25.85 

5.00 

1.29 

0.0020 

0.0002 

7.06 

40 

32.94 

5.00 

1.65 

0.0015 

0.0295 

7.06 

40 

32.94 

5.00 

1.65 

0.0020 

0.0093 

10.70 

70 

59.30 

15.00 

8.90 

0.0015 

0.2341 

10.70 

100 

89.30 

5.00 

4.47 

0.0015 

0.0040 

10.70 

85 

74.30 

15.00 

11.15 

0.0020 

0.0154 

7.22 

40 

32.78 

5.00 

1.64 

0.0015 

0.0176 

11.91 

40 

28.09 

5.00 

1.40 

0.0015 

0.0022 

11.91 

40 

28.09 

5.00 

1.40 

0.0015 

0.0069 

11.91 

40 

28.09 

5.00 

1.40 

0.0015 

0.0167 

7.47 

40 

32.53 

5.00 

1.63 

0.0015 

0.0464 

7.47 

40 

32.53 

5.00 

1.63 

0.0020 

0.0158 

14.45 

40 

25.55 

5.00 

1.28 

0.0015 

0.0006 

11.61 

70 

58.39 

40.00 

23.36 

0.0200 

1.3474 

11.61 

70 

58.39 

40.00 

23.36 

0.0200 

0.0355 

11.61 

70 

58.39 

30.00 

17.52 

0.0200 

0.5577 


































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 



Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Younger 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


luvium 


luvium 


luvium 


luvium 


luvium 


luvium 


■ Alluvium 


luvium 


luvium 


luvium 


luvium 


luvium 


luvium 


luvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Younger Alluvium 


Phyllite & Schist 


Younger Alluvium 


Phyllite & Schist 


Erinpura Granite 


Older Alluvium 


Younger Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Younger Alluvium 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.61 

70 

58.39 

30.00 

17.52 

0.0200 

0.0047 

10.00 

70 

60.00 

15.00 

9.00 

0.0015 

0.0000 

10.00 

70 

60.00 

15.00 

9.00 

0.0015 

0.0007 

7.33 

70 

62.67 

40.00 

25.07 

0.0200 

7.7857 

7.33 

70 

62.67 

30.00 

18.80 

0.0200 

0.4145 

7.66 

40 

32.34 

5.00 

1.62 

0.0015 

0.0032 

7.66 

40 

32.34 

5.00 

1.62 

0.0020 

0.0152 

6.39 

70 

63.61 

40.00 

25.45 

0.0200 

2.8049 

6.39 

70 

63.61 

30.00 

19.08 

0.0200 

2.6234 

6.46 

70 

63.54 

40.00 

25.42 

0.0200 

2.5723 

6.59 

70 

63.41 

40.00 

25.37 

0.0200 

1.9596 

6.59 

70 

63.41 

30.00 

19.02 

0.0200 

1.5300 

5.94 

70 

64.06 

40.00 

25.62 

0.0200 

0.0075 

5.94 

70 

64.06 

30.00 

19.22 

0.0200 

0.0122 

13.06 

70 

56.94 

5.00 

2.85 

0.0015 

0.0409 

8.94 

40 

31.06 

5.00 

1.55 

0.0015 

0.0150 

8.94 

40 

31.06 

5.00 

1.55 

0.0015 

0.0158 

32.14 

100 

67.86 

5.00 

3.39 

0.0015 

0.0621 

22.98 

100 

77.02 

5.00 

3.85 

0.0015 

0.1492 

6.85 

40 

33.15 

5.00 

1.66 

0.0015 

0.0189 

7.36 

40 

32.64 

5.00 

1.63 

0.0015 

0.0351 

6.36 

40 

33.64 

5.00 

1.68 

0.0015 

0.0013 

6.36 

40 

33.64 

5.00 

1.68 

0.0020 

0.0389 

6.36 

40 

33.64 

5.00 

1.68 

0.0015 

0.0198 

6.36 

40 

33.64 

5.00 

1.68 

0.0020 

0.0258 

13.61 

100 

86.39 

5.00 

4.32 

0.0015 

0.0775 

11.77 

40 

28.23 

5.00 

1.41 

0.0015 

0.0148 

8.26 

60 

51.74 

30.00 

15.52 

0.0150 

0.7892 

8.26 

30 

21.74 

30.00 

6.52 

0.0200 

0.6235 

13.74 

100 

86.26 

5.00 

4.31 

0.0015 

0.0690 

13.74 

100 

86.26 

5.00 

4.31 

0.0015 

0.1203 

7.52 

40 

32.48 

5.00 

1.62 

0.0015 

0.0359 

7.52 

40 

32.48 

5.00 

1.62 

0.0020 

0.0197 

12.66 

40 

27.34 

5.00 

1.37 

0.0015 

0.0054 

12.66 

40 

27.34 

5.00 

1.37 

0.0015 

0.0055 

12.66 

40 

27.34 

5.00 

1.37 

0.0015 

0.0378 

12.66 

40 

27.34 

5.00 

1.37 

0.0015 

0.0023 

33.14 

100 

66.86 

5.00 

3.34 

0.0015 

0.0344 

16.62 

100 

83.38 

5.00 

4.17 

0.0015 

0.0299 

15.29 

70 

54.71 

5.00 

2.74 

0.0015 

0.0329 

6.45 

40 

33.55 

5.00 

1.68 

0.0015 

0.0127 

6.45 

40 

33.55 

5.00 

1.68 

0.0020 

0.0028 

6.73 

70 

63.27 

15.00 

9.49 

0.0015 

0.0000 

6.73 

70 

63.27 

15.00 

9.49 

0.0015 

0.1809 

7.91 

40 

32.09 

5.00 

1.60 

0.0015 

0.0009 

7.91 

40 

32.09 

5.00 

1.60 

0.0015 

0.0128 

11.98 

70 

58.02 

40.00 

23.21 

0.0200 

1.3439 

11.98 

70 

58.02 

30.00 

17.41 

0.0200 

0.0242 

18.29 

100 

81.71 

5.00 

4.09 

0.0015 

0.0670 

14.86 

100 

85.14 

5.00 

4.26 

0.0015 

0.0549 

15.90 

100 

84.10 

5.00 

4.21 

0.0015 

0.0278 

12.83 

40 

27.17 

5.00 

1.36 

0.0015 

0.0268 

9.05 

60 

50.95 

30.00 

15.29 

0.0150 

2.6455 

9.92 

40 

30.08 

5.00 

1.50 

0.0020 

0.0070 

9.92 

40 

30.08 

5.00 

1.50 

0.0020 

0.0130 


































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Younger Alluvium 


Phyllite & Schist 


Younger Alluvium 


Younger Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Older Alluvium 


Phyllite & Schist 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Phyllite & Schist 


Younger Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Younger Alluvium 


Phyllite & Schist 


Younger Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Phyllite & Schist 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

6.47 

40 

33.53 

5.00 

1.68 

0.0020 

0.0214 

6.47 

40 

33.53 

5.00 

1.68 

0.0015 

0.0058 

6.47 

40 

33.53 

5.00 

1.68 

0.0020 

0.0047 

7.47 

40 

32.53 

5.00 

1.63 

0.0020 

0.0001 

10.25 

100 

89.75 

5.00 

4.49 

0.0015 

0.0000 

9.60 

70 

60.40 

15.00 

9.06 

0.0015 

0.1239 

7.31 

40 

32.69 

5.00 

1.63 

0.0015 

0.0139 

7.80 

40 

32.20 

5.00 

1.61 

0.0015 

0.0248 

12.32 

40 

27.68 

5.00 

1.38 

0.0015 

0.0078 

12.32 

40 

27.68 

5.00 

1.38 

0.0015 

0.0203 

12.32 

40 

27.68 

5.00 

1.38 

0.0015 

0.0107 

12.32 

40 

27.68 

5.00 

1.38 

0.0015 

0.0207 

15.91 

70 

54.09 

5.00 

2.70 

0.0015 

0.0250 

9.75 

60 

50.25 

30.00 

15.07 

0.0150 

0.0901 

9.75 

100 

90.25 

30.00 

27.07 

0.0015 

0.0286 

9.75 

30 

20.25 

30.00 

6.07 

0.0200 

0.6617 

10.36 

70 

59.64 

15.00 

8.95 

0.0015 

0.0002 

11.02 

70 

58.98 

40.00 

23.59 

0.0200 

0.6857 

11.02 

70 

58.98 

40.00 

23.59 

0.0200 

3.7796 

11.02 

70 

58.98 

30.00 

17.70 

0.0200 

0.7397 

9.03 

70 

60.97 

40.00 

24.39 

0.0200 

3.4078 

9.03 

70 

60.97 

30.00 

18.29 

0.0200 

0.6106 

15.73 

70 

54.27 

5.00 

2.71 

0.0015 

0.0071 

16.77 

70 

53.23 

5.00 

2.66 

0.0015 

0.0084 

9.56 

40 

30.44 

5.00 

1.52 

0.0015 

0.0066 

9.56 

40 

30.44 

5.00 

1.52 

0.0015 

0.0044 

10.37 

70 

59.63 

15.00 

8.94 

0.0015 

0.1060 

7.28 

70 

62.72 

15.00 

9.41 

0.0015 

0.1213 

5.25 

40 

34.75 

5.00 

1.74 

0.0015 

0.0003 

5.25 

40 

34.75 

5.00 

1.74 

0.0020 

0.0289 

5.25 

40 

34.75 

5.00 

1.74 

0.0015 

0.0060 

5.25 

40 

34.75 

5.00 

1.74 

0.0020 

0.0327 

8.54 

60 

51.46 

30.00 

15.44 

0.0150 

0.6286 

22.63 

100 

77.37 

5.00 

3.87 

0.0015 

0.0080 

5.63 

40 

34.37 

5.00 

1.72 

0.0015 

0.0564 

5.63 

40 

34.37 

5.00 

1.72 

0.0020 

0.0390 

5.63 

40 

34.37 

5.00 

1.72 

0.0020 

0.0001 

7.12 

40 

32.88 

5.00 

1.64 

0.0020 

0.0105 

8.32 

40 

31.68 

5.00 

1.58 

0.0020 

0.0007 

10.50 

70 

59.50 

5.00 

2.98 

0.0015 

0.0317 

6.33 

40 

33.67 

5.00 

1.68 

0.0015 

0.0000 

6.33 

40 

33.67 

5.00 

1.68 

0.0015 

0.0062 

6.33 

40 

33.67 

5.00 

1.68 

0.0020 

0.0338 

7.57 

40 

32.43 

5.00 

1.62 

0.0015 

0.0186 

7.57 

40 

32.43 

5.00 

1.62 

0.0020 

0.0374 

7.57 

40 

32.43 

5.00 

1.62 

0.0015 

0.0001 

9.26 

100 

90.74 

5.00 

4.54 

0.0015 

0.1394 

9.26 

100 

90.74 

5.00 

4.54 

0.0015 

0.0102 

17.30 

40 

22.70 

5.00 

1.14 

0.0015 

0.0184 

17.30 

40 

22.70 

5.00 

1.14 

0.0020 

0.0001 

7.64 

40 

32.36 

5.00 

1.62 

0.0020 

0.0275 

7.64 

40 

32.36 

5.00 

1.62 

0.0015 

0.0009 

7.64 

40 

32.36 

5.00 

1.62 

0.0020 

0.0252 

24.36 

100 

75.64 

5.00 

3.78 

0.0015 

0.0566 

10.91 

70 

59.09 

15.00 

8.86 

0.0015 

0.0426 



















































































































































































































































































































































































































































































































































































































































































































Micro-watershed Village Name Census Code 


Sonailakha 0820000402423500 


Sowaniya 

0820000502430500 

Sundarda 

0820000302414700 

Surayta 

0820000302414500 

Talka 

0820000602440100 

Vishawas 

0815000602002200 

Vishnu Ki Dhani 

0815000602002300 

Bagariya 

0820000402429100 

Baldo Ki Dhani 

0820000502434100 

Bhalelao 

0820000502430200 


Gajangarh 

0820000402428500 

Kanawas 

0820000402429000 

Kharda 

0820000402428600 


Nimbara 

0820000502430100 

Pali (MCI) 

0820000542004000 


Punayta 

0820000520900001 

Amarpura(Khera Kalan) 

0821000402531200 

Asan(Khera Kalan) 

0821000402532900 

Baghmal 

0821000402532800 

Bagri 

0820000302417700 


Bali 

0825000102960100 

Bamanhera 

0821000402532100 

Banjari 

0821000402532400 

Barakhan 

0821000402533200 

Been 

0821000402532500 

Belpana 

0820000202402000 

Bhawan 

0820000602445300 

Bhim 

0825000102962300 

Bujarel 

0821000402533800 

Charpalan 

0821000402532000 

Dadi 

0820000302421500 

Dadiya 

0820000602443900 

Dansariya 

0825000102962700 

Deolatan 

0821000402532700 

Dewal Fatehpura 

0821000402532200 

Dhandheri 

0820000302418000 

Dhola Danta(Bara Khan) 

0821000402533600 

Dhoondha Lambodi 

0820000302420400 

Dhundhala 

0820000602443800 

Gajnai 

0820000302421600 


Ganeshpura (Satoo Khera) 

0821000402533000 

Godaji Ka Gaon 

0825000102961900 

Gogela 

0821000402533300 

Goojargama 

0821000402534200 

Guda Beeja 

0820000302419900 

Guda Bhadawatan 

0820000302420900 




15.11 

6.21 


6.96 

23.88 





14.95 

5.48 

8.04 

1.55 

1.98 

14.01 

10.35 

9.22 

1.82 

14.14 

6.12 

8.31 
5.53 
1.57 
6.66 

13.86 

1.31 
14.54 
12.94 

6.40 

1.36 

0.51 

0.48 

1.14 

17.60 

2.63 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 


Non-command 

Saline 

Command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Saline 

Non-command 

Saline 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 


Non-command 

Saline 

Non-command 

Saline 

Non-command 

Saline 

Command 


Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 


Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Hydrogeological Unit 


Phyllite & Schist 


Younger Alluvium 


Younger Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Gneisses 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses 


Erinpura Granite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

10.91 

100 

89.09 

5.00 

4.45 

0.0015 

0.0035 

6.91 

40 

33.09 

5.00 

1.65 

0.0020 

0.0019 

6.91 

40 

33.09 

5.00 

1.65 

0.0020 

0.0480 

13.38 

70 

56.62 

5.00 

2.83 

0.0015 

0.0624 

21.03 

100 

78.97 

5.00 

3.95 

0.0015 

0.0016 

17.85 

100 

82.15 

5.00 

4.11 

0.0015 

0.1594 

18.13 

100 

81.87 

5.00 

4.09 

0.0015 

0.0928 

8.84 

60 

51.16 

30.00 

15.35 

0.0150 

0.0616 

8.73 

60 

51.27 

30.00 

15.38 

0.0150 

0.1395 

15.42 

40 

24.58 

5.00 

1.23 

0.0015 

0.0128 

11.71 

70 

58.29 

5.00 

2.91 

0.0015 

0.0060 

15.53 

70 

54.47 

5.00 

2.72 

0.0015 

0.0003 

15.53 

70 

54.47 

5.00 

2.72 

0.0015 

0.0031 

15.53 

70 

54.47 

5.00 

2.72 

0.0015 

0.0009 

14.45 

40 

25.55 

5.00 

1.28 

0.0015 

0.0292 

11.77 

40 

28.23 

5.00 

1.41 

0.0015 

0.0000 

12.66 

40 

27.34 

5.00 

1.37 

0.0015 

0.0000 

12.66 

40 

27.34 

5.00 

1.37 

0.0015 

0.0298 

15.91 

70 

54.09 

5.00 

2.70 

0.0015 

0.0053 

15.73 

70 

54.27 

5.00 

2.71 

0.0015 

0.0190 

15.73 

70 

54.27 

5.00 

2.71 

0.0015 

0.0508 

15.73 

70 

54.27 

5.00 

2.71 

0.0015 

0.0103 

16.20 

70 

53.80 

5.00 

2.69 

0.0015 

0.0025 

12.45 

90 

77.55 

5.00 

3.88 

0.0015 

0.0009 

10.17 

90 

79.83 

5.00 

3.99 

0.0015 

0.0035 

11.49 

90 

78.51 

5.00 

3.93 

0.0015 

0.0308 

41.30 

70 

28.70 

5.00 

1.43 

0.0015 

0.0013 

41.30 

100 

58.70 

5.00 

2.93 

0.0015 

0.0001 

12.43 

100 

87.57 

3.00 

2.63 

0.0015 

0.0230 

10.84 

90 

79.16 

5.00 

3.96 

0.0015 

0.0325 

13.38 

90 

76.62 

5.00 

3.83 

0.0015 

0.0349 

10.05 

90 

79.95 

5.00 

4.00 

0.0015 

0.0093 

14.19 

90 

75.81 

5.00 

3.79 

0.0015 

0.0008 

12.42 

90 

77.58 

5.00 

3.88 

0.0015 

0.0364 

15.53 

100 

84.47 

5.00 

4.22 

0.0015 

0.0112 

15.02 

100 

84.98 

3.00 

2.55 

0.0015 

0.0000 

10.21 

90 

79.79 

5.00 

3.99 

0.0015 

0.0051 

10.33 

90 

79.67 

5.00 

3.98 

0.0015 

0.0685 

17.62 

70 

52.38 

5.00 

2.62 

0.0015 

0.0111 

52.05 

100 

47.95 

5.00 

2.40 

0.0015 

0.0233 

12.82 

100 

87.18 

3.00 

2.62 

0.0015 

0.0000 

11.12 

90 

78.88 

5.00 

3.94 

0.0015 

0.0093 

13.03 

90 

76.97 

5.00 

3.85 

0.0015 

0.0382 

52.22 

100 

47.78 

5.00 

2.39 

0.0015 

0.0020 

10.15 

90 

79.85 

5.00 

3.99 

0.0015 

0.0033 

28.62 

70 

41.38 

5.00 

2.07 

0.0015 

0.0078 

44.39 

100 

55.61 

5.00 

2.78 

0.0015 

0.0052 

16.56 

70 

53.44 

5.00 

2.67 

0.0015 

0.0024 

16.56 

70 

53.44 

5.00 

2.67 

0.0015 

0.0199 

10.17 

90 

79.83 

5.00 

3.99 

0.0015 

0.0081 

12.45 

100 

87.55 

3.00 

2.63 

0.0015 

0.0001 

10.06 

90 

79.94 

5.00 

4.00 

0.0015 

0.0029 

10.32 

90 

79.68 

5.00 

3.98 

0.0015 

0.0039 

17.48 

70 

52.52 

5.00 

2.63 

0.0015 

0.0000 

25.97 

70 

44.03 

5.00 

2.20 

0.0015 

0.0087 


















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Hariya Mali 


Heerawas 


Jeejardi 


Kalab Kalan 


Kantaliya 


Karkaro 


Ker Khera 


Kharnikhera 


Khejariya Ka Bala 


Khera Kalan 


Khera Nabra 


Khodmal 


Khoriya 


Kot Kirana 


Mediya 


Melawas 


Mewasa 


Negadiya 


Pachunda Kalan 


Pachunda Khurd 


Palri 


Pardi 


Ranata Bhagwanpura 


Rodiyana 


Roopnagar Arnali 


Samapa 


Sand Magra 


Sarangwas 


Satoo Khera 


Seerma 


11004014 


Siyat 


Sojat (M) 


Sojat Road (CT) 


Agwari 


Census Code 


0820000302420600 


0820000302421200 


0820000302421000 


0820000602444100 


0820000302420700 


0820000302421400 


0820000602445000 


0820000202401900 


0820000602444800 


0825000102960000 


0820000302420800 


0820000302422100 


0820000302421900 


0821000402532300 


0820000302421100 


0821000402531900 


0820000302422000 


0820000202402200 


0821000402533700 


0820000602443700 


0821000402531600 


0821000402533400 


0820000302417500 


0820000302417600 


0821000402531700 


0820000602445100 


0821000402532600 


0821000402533500 


0821000402531800 


0821000402531500 


0820000302421800 


0820000302420500 


0821000402533100 


0820000202402100 


0820000302417400 


0820000342002000 


0820000342003000 


0818000202287400 



Zone (Fresh 
/ Saline) 


4.34 Fresh 


13.30 Fresh 



7.41 Fresh 


3.32 Fresh 



8.72 Fresh 


10.42 Fresh 


3.65 Fresh 


8.21 Fresh 


20.10 Fresh 



78.62 Fresh 


6.09 Fresh 


2.79 Fresh 


2.53 Fresh 


8.57 Fresh 


6.70 Fresh 


4.32 Fresh 


8.26 Fresh 


5.89 Fresh 


1.59 Fresh 


5.48 Fresh 


2.45 Fresh 


3.61 Fresh 


10.41 Fresh 


1.82 Fresh 


15.94 Fresh 



14.32 Fresh 


50.30 Fresh 


7.71 Fresh 


8.01 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Erinpura Granite 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Gneisses 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Erinpura Granite 

Non-command 

Erinpura Granite 

Non-command 

Gneisses 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 


Sub Basin:J 


Command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

32.51 

70 

37.49 

5.00 

1.87 

0.0015 

0.0100 

23.76 

70 

46.24 

5.00 

2.31 

0.0015 

0.0327 

23.76 

100 

76.24 

5.00 

3.81 

0.0015 

0.0215 

19.50 

70 

50.50 

5.00 

2.53 

0.0015 

0.0463 

19.50 

70 

50.50 

5.00 

2.53 

0.0015 

0.0025 

19.50 

100 

80.50 

5.00 

4.03 

0.0015 

0.0373 

27.97 

70 

42.03 

5.00 

2.10 

0.0015 

0.0230 

31.91 

80 

48.09 

5.00 

2.40 

0.0015 

0.0020 

31.91 

100 

68.09 

5.00 

3.40 

0.0015 

0.0022 

29.96 

70 

40.04 

5.00 

2.00 

0.0015 

0.0222 

22.61 

70 

47.39 

5.00 

2.37 

0.0015 

0.0115 

18.23 

80 

61.77 

5.00 

3.09 

0.0015 

0.0293 

13.91 

90 

76.09 

5.00 

3.80 

0.0015 

0.0231 

16.98 

80 

63.02 

5.00 

3.15 

0.0015 

0.0046 

11.61 

100 

88.39 

3.00 

2.65 

0.0015 

0.0028 

29.42 

70 

40.58 

5.00 

2.03 

0.0015 

0.0195 

13.15 

70 

56.85 

5.00 

2.84 

0.0015 

0.0283 

12.32 

70 

57.68 

5.00 

2.88 

0.0015 

0.0308 

12.32 

100 

87.68 

5.00 

4.38 

0.0015 

0.0000 

13.15 

90 

76.85 

5.00 

3.84 

0.0015 

0.0502 

19.84 

70 

50.16 

5.00 

2.51 

0.0015 

0.0139 

19.84 

100 

80.16 

5.00 

4.01 

0.0015 

0.0363 

7.71 

90 

82.29 

5.00 

4.11 

0.0015 

0.0225 

15.53 

70 

54.47 

5.00 

2.72 

0.0015 

0.0219 

12.42 

90 

77.58 

5.00 

3.88 

0.0015 

0.0193 

12.42 

90 

77.58 

5.00 

3.88 

0.0015 

0.0173 

13.65 

70 

56.35 

5.00 

2.82 

0.0015 

0.0137 

13.65 

100 

86.35 

5.00 

4.32 

0.0015 

0.0122 

13.00 

90 

77.00 

5.00 

3.85 

0.0015 

0.1783 

43.92 

100 

56.09 

5.00 

2.80 

0.0015 

0.0122 

13.31 

90 

76.69 

5.00 

3.83 

0.0015 

0.0121 

10.29 

90 

79.71 

5.00 

3.99 

0.0015 

0.0110 

53.92 

100 

46.08 

5.00 

2.30 

0.0015 

0.0129 

49.44 

100 

50.56 

5.00 

2.53 

0.0015 

0.0105 

13.19 

90 

76.81 

5.00 

3.84 

0.0015 

0.0210 

18.44 

80 

61.56 

5.00 

3.08 

0.0015 

0.0051 

18.44 

100 

81.56 

5.00 

4.08 

0.0015 

0.0240 

10.78 

90 

79.22 

5.00 

3.96 

0.0015 

0.0333 

10.30 

90 

79.70 

5.00 

3.99 

0.0015 

0.0038 

12.29 

90 

77.71 

5.00 

3.89 

0.0015 

0.0320 

13.40 

90 

76.60 

5.00 

3.83 

0.0015 

0.0085 

14.86 

70 

55.14 

5.00 

2.76 

0.0015 

0.0140 

32.88 

70 

37.12 

5.00 

1.86 

0.0015 

0.0051 

10.07 

90 

79.93 

5.00 

4.00 

0.0015 

0.0109 

10.46 

90 

79.54 

5.00 

3.98 

0.0015 

0.0638 

10.46 

90 

79.54 

5.00 

3.98 

0.0015 

0.0150 

44.17 

80 

35.83 

5.00 

1.79 

0.0015 

0.0015 

44.17 

100 

55.83 

5.00 

2.79 

0.0015 

0.0297 

45.91 

100 

54.09 

5.00 

2.70 

0.0015 

0.0373 

33.45 

100 

66.55 

5.00 

3.33 

0.0015 

0.0167 

43.06 

100 

56.94 

5.00 

2.85 

0.0015 

0.0020 


2.15 

37.65 

60 

22.35 

35.00 

7.82 

0.0200 

0.3365 

0.00 

37.65 

55 

17.35 

35.00 

6.07 

0.0150 

0.0001 

3.82 

37.65 

60 

22.35 

35.00 

7.82 

0.0200 

0.5971 



















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 

Older All 

uvium 

Younger 

Alluvium 

Erinpura 

Granite 

Phyllite & Schist 

Older All 

uvium 

Younger 

Alluvium 

Younger 

Alluvium 

Older Ail 

uvium 

Younger 

Alluvium 

Younger 

Alluvium 

Erinpura 

Granite 

Phyllite & Schist 

Erinpura 

Granite 

Older All 

uvium 

Younger 

Alluvium 

Older All 

uvium 

Younger 

Alluvium 

Younger 

Alluvium 

Younger 

Alluvium 

Younger 

Alluvium 

Erinpura 

Granite 

Older Ail 

uvium 

Older All 

uvium 

Younger 

Alluvium 

Older All 

uvium 

Erinpura 

Granite 

Erinpura 

Granite 

Older All 

uvium 

Older All 

uvium 

Younger 

Alluvium 

Older All 

uvium 

Phyllite & Schist 

Erinpura 

Granite 

Erinpura 

Granite 

Older All 

uvium 

Younger 

Alluvium 

Erinpura 

Granite 

Erinpura 

Granite 

Older All 

uvium 

Younger 

Alluvium 

Younger 

Alluvium 

Younger 

Alluvium 

Older All 

uvium 

Younger 

Alluvium 

Older All 

uvium 

Younger 

Alluvium 

Older All 

uvium 

Older Ail 

uvium 

Younger 

Alluvium 

Older All 

uvium 

Younger 

Alluvium 

Older All 

uvium 

Younger 

Alluvium 

Younger 

Alluvium 

Younger 

Alluvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

42.31 

55 

12.69 

35.00 

4.44 

0.0150 

0.5173 

42.31 

60 

17.69 

35.00 

6.19 

0.0200 

0.7824 

21.94 

100 

78.06 

5.00 

3.90 

0.0015 

0.0028 

21.94 

100 

78.06 

5.00 

3.90 

0.0015 

0.0013 

43.21 

140 

96.79 

35.00 

33.88 

0.0150 

0.5784 

43.21 

90 

46.79 

35.00 

16.38 

0.0200 

0.3576 

22.29 

60 

37.71 

35.00 

13.20 

0.0200 

0.5034 

21.58 

55 

33.42 

35.00 

11.70 

0.0150 

0.1792 

22.43 

60 

37.57 

35.00 

13.15 

0.0200 

0.5442 

23.96 

100 

76.04 

15.00 

11.41 

0.0020 

0.3534 

16.65 

90 

73.35 

5.00 

3.67 

0.0015 

0.0155 

16.65 

80 

63.35 

5.00 

3.17 

0.0015 

0.0049 

16.65 

90 

73.35 

5.00 

3.67 

0.0015 

0.0007 

60.39 

140 

79.61 

35.00 

27.86 

0.0150 

0.0001 

60.39 

90 

29.61 

35.00 

10.36 

0.0200 

0.0182 

60.39 

90 

29.61 

35.00 

10.36 

0.0150 

2.5235 

60.39 

90 

29.61 

35.00 

10.36 

0.0200 

0.2044 

36.73 

100 

63.27 

15.00 

9.49 

0.0020 

0.1726 

40.77 

55 

14.23 

35.00 

4.98 

0.0200 

0.4814 

40.77 

55 

14.23 

35.00 

4.98 

0.0200 

0.5633 

22.83 

100 

77.17 

5.00 

3.86 

0.0015 

0.0246 

27.92 

90 

62.08 

15.00 

9.31 

0.0015 

0.0523 

38.91 

65 

26.09 

35.00 

9.13 

0.0150 

0.4070 

38.91 

55 

16.09 

35.00 

5.63 

0.0200 

0.4921 

24.24 

90 

65.76 

15.00 

9.86 

0.0015 

0.0850 

17.67 

90 

72.33 

5.00 

3.62 

0.0015 

0.0129 

17.67 

90 

72.33 

5.00 

3.62 

0.0015 

0.0442 

47.32 

90 

42.68 

35.00 

14.94 

0.0150 

2.4327 

25.57 

90 

64.43 

15.00 

9.66 

0.0015 

0.0450 

25.57 

85 

59.43 

15.00 

8.91 

0.0200 

0.7254 

24.34 

90 

65.66 

15.00 

9.85 

0.0015 

0.1403 

24.34 

80 

55.66 

5.00 

2.78 

0.0015 

0.0194 

21.39 

100 

78.61 

5.00 

3.93 

0.0015 

0.0001 

21.39 

100 

78.61 

5.00 

3.93 

0.0015 

0.1094 

54.55 

90 

35.45 

35.00 

12.41 

0.0150 

1.5953 

30.84 

55 

24.16 

35.00 

8.45 

0.0200 

0.7415 

13.01 

90 

76.99 

5.00 

3.85 

0.0015 

0.0033 

13.01 

90 

76.99 

5.00 

3.85 

0.0015 

0.0982 

56.04 

130 

73.96 

40.00 

29.58 

0.0150 

7.2436 

43.12 

60 

16.88 

35.00 

5.91 

0.0200 

0.9915 

36.77 

100 

63.23 

15.00 

9.48 

0.0020 

0.0070 

37.52 

55 

17.48 

35.00 

6.12 

0.0200 

0.8828 

29.63 

90 

60.37 

15.00 

9.06 

0.0015 

0.1602 

42.53 

90 

47.47 

35.00 

16.61 

0.0200 

0.1478 

42.53 

90 

47.47 

35.00 

16.61 

0.0150 

3.0907 

42.53 

90 

47.47 

35.00 

16.61 

0.0200 

0.8593 

21.63 

90 

68.38 

15.00 

10.26 

0.0015 

0.0556 

24.01 

55 

30.99 

35.00 

10.85 

0.0150 

0.0200 

24.01 

60 

35.99 

35.00 

12.60 

0.0200 

0.0007 

26.46 

55 

28.54 

35.00 

9.99 

0.0150 

0.4514 

22.31 

100 

77.69 

15.00 

11.65 

0.0020 

0.0783 

20.98 

55 

34.02 

35.00 

11.91 

0.0150 

1.3034 

20.98 

60 

39.02 

35.00 

13.66 

0.0200 

2.0408 

17.69 

55 

37.31 

35.00 

13.06 

0.0200 

0.6075 

17.69 

55 

37.31 

35.00 

13.06 

0.0200 

0.1719 







































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Erinpura Granite 


Phyllite & Schist 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Erinpura Granite 


Older Alluvium 


Younger Alluvium 


Erinpura Granite 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Erinpura Granite 


Erinpura Granite 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Erinpura Granite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

22.43 

100 

77.57 

5.00 

3.88 

0.0015 

0.0061 

22.43 

100 

77.57 

5.00 

3.88 

0.0015 

0.0012 

44.82 

55 

10.18 

35.00 

3.56 

0.0150 

0.3075 

44.82 

60 

15.18 

35.00 

5.31 

0.0200 

0.2937 

20.11 

55 

34.89 

35.00 

12.21 

0.0150 

1.4408 

20.11 

60 

39.89 

35.00 

13.96 

0.0200 

1.4611 

30.25 

55 

24.75 

35.00 

8.66 

0.0150 

0.7304 

30.25 

60 

29.75 

35.00 

10.41 

0.0200 

2.0390 

27.29 

90 

62.71 

35.00 

21.95 

0.0200 

1.0600 

50.16 

90 

39.84 

35.00 

13.94 

0.0200 

3.2609 

57.46 

130 

72.54 

40.00 

29.01 

0.0150 

3.9458 

40.02 

55 

14.98 

35.00 

5.24 

0.0150 

0.1579 

40.02 

60 

19.98 

35.00 

6.99 

0.0200 

0.2632 

47.55 

55 

7.45 

35.00 

2.61 

0.0150 

0.1174 

47.55 

60 

12.45 

35.00 

4.36 

0.0200 

0.0681 

30.46 

55 

24.54 

35.00 

8.59 

0.0150 

0.1698 

35.21 

55 

19.79 

35.00 

6.93 

0.0200 

0.1420 

35.21 

55 

19.79 

35.00 

6.93 

0.0150 

0.0106 

35.21 

55 

19.79 

35.00 

6.93 

0.0200 

1.5040 

19.63 

100 

80.37 

5.00 

4.02 

0.0015 

0.0271 

21.88 

65 

43.12 

35.00 

15.09 

0.0150 

2.3995 

24.09 

60 

35.91 

35.00 

12.57 

0.0200 

1.8311 

18.77 

90 

71.23 

5.00 

3.56 

0.0015 

0.0342 

51.20 

140 

88.80 

35.00 

31.08 

0.0150 

13.5803 

51.20 

90 

38.80 

35.00 

13.58 

0.0200 

3.8572 

28.68 

100 

71.32 

15.00 

10.70 

0.0020 

0.0543 

25.05 

90 

64.95 

15.00 

9.74 

0.0015 

0.0167 

35.90 

140 

104.10 

35.00 

36.44 

0.0150 

5.3627 

17.91 

90 

72.09 

5.00 

3.60 

0.0015 

0.0237 

17.91 

90 

72.09 

5.00 

3.60 

0.0015 

0.0100 

40.34 

55 

14.66 

35.00 

5.13 

0.0150 

0.0741 

40.34 

60 

19.66 

35.00 

6.88 

0.0200 

0.6154 

37.24 

55 

17.76 

35.00 

6.22 

0.0200 

1.9356 

37.24 

55 

17.76 

35.00 

6.22 

0.0200 

0.2262 

20.55 

100 

79.45 

15.00 

11.92 

0.0020 

0.1615 

35.00 

55 

20.00 

35.00 

7.00 

0.0150 

0.0805 

35.00 

60 

25.00 

35.00 

8.75 

0.0200 

0.8024 

23.20 

55 

31.80 

35.00 

11.13 

0.0150 

0.0345 

23.20 

60 

36.80 

35.00 

12.88 

0.0200 

0.4323 

23.20 

60 

36.80 

35.00 

12.88 

0.0200 

1.1020 

22.67 

60 

37.33 

35.00 

13.07 

0.0200 

5.1998 

11.53 

90 

78.47 

5.00 

3.92 

0.0015 

0.0373 

11.53 

80 

68.47 

5.00 

3.42 

0.0015 

0.0337 

11.53 

90 

78.47 

5.00 

3.92 

0.0015 

0.0320 

25.73 

65 

39.27 

35.00 

13.74 

0.0150 

6.2834 

25.73 

55 

29.27 

35.00 

10.24 

0.0200 

0.3701 

22.67 

65 

42.33 

35.00 

14.82 

0.0150 

0.9304 

22.67 

55 

32.33 

35.00 

11.32 

0.0200 

0.6216 

26.96 

90 

63.04 

15.00 

9.46 

0.0015 

0.1053 

36.54 

100 

63.46 

15.00 

9.52 

0.0020 

0.0025 

27.46 

100 

72.54 

15.00 

10.88 

0.0020 

0.3975 

30.89 

100 

69.11 

10.00 

6.91 

0.0015 

0.0024 

30.89 

100 

69.11 

15.00 

10.37 

0.0020 

0.1384 

20.35 

100 

79.65 

15.00 

11.95 

0.0020 

0.0419 

25.85 

100 

74.15 

5.00 

3.71 

0.0015 

0.0250 



































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Older Alluvium 


Younger Alluvium 


Erinpura Granite 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Older Alluvium 


Younger Alluvium 


Erinpura Granite 


Erinpura Granite 


Older Alluvium 


Younger Alluvium 


Erinpura Granite 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Younger Alluvium 


Younger Alluvium 


Jalore Granite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

23.97 

65 

41.03 

35.00 

14.36 

0.0150 

0.4781 

23.97 

55 

31.03 

35.00 

10.86 

0.0200 

1.3088 

22.09 

90 

67.91 

5.00 

3.40 

0.0015 

0.0027 

22.09 

90 

67.91 

15.00 

10.19 

0.0015 

0.0122 

22.09 

80 

57.91 

5.00 

2.90 

0.0015 

0.0008 

43.40 

140 

96.60 

35.00 

33.81 

0.0150 

1.1223 

54.93 

130 

75.07 

40.00 

30.03 

0.0150 

2.8977 

54.93 

90 

35.07 

30.00 

10.52 

0.0150 

0.0000 

24.75 

100 

75.25 

10.00 

7.52 

0.0015 

0.0260 

49.82 

140 

90.18 

35.00 

31.56 

0.0150 

8.3594 

49.82 

90 

40.18 

35.00 

14.06 

0.0200 

0.1764 

26.93 

140 

113.07 

35.00 

39.58 

0.0150 

2.4067 

26.93 

90 

63.07 

35.00 

22.08 

0.0200 

1.7246 

36.50 

55 

18.50 

35.00 

6.48 

0.0150 

0.0268 

46.72 

90 

43.28 

35.00 

15.15 

0.0200 

2.4203 

26.48 

90 

63.52 

15.00 

9.53 

0.0015 

0.0203 

22.13 

80 

57.87 

5.00 

2.89 

0.0015 

0.0089 

22.13 

80 

57.87 

5.00 

2.89 

0.0015 

0.0723 

29.34 

140 

110.66 

35.00 

38.73 

0.0150 

2.2333 

14.14 

90 

75.86 

5.00 

3.79 

0.0015 

0.0793 

14.14 

80 

65.86 

5.00 

3.29 

0.0015 

0.0010 

14.14 

90 

75.86 

5.00 

3.79 

0.0015 

0.0194 

26.93 

90 

63.07 

15.00 

9.46 

0.0015 

0.0509 

26.93 

85 

58.07 

15.00 

8.71 

0.0200 

0.2411 

20.09 

90 

69.91 

5.00 

3.50 

0.0015 

0.0261 

20.09 

90 

69.91 

5.00 

3.50 

0.0015 

0.0092 

60.11 

140 

79.89 

35.00 

27.96 

0.0150 

13.0142 

33.45 

60 

26.55 

35.00 

9.29 

0.0200 

2.1847 

20.84 

100 

79.16 

5.00 

3.96 

0.0015 

0.0463 

57.37 

130 

72.63 

40.00 

29.05 

0.0150 

2.6848 

26.31 

100 

73.69 

10.00 

7.37 

0.0015 

0.0191 

26.31 

100 

73.69 

15.00 

11.05 

0.0020 

0.0103 

23.38 

100 

76.62 

10.00 

7.66 

0.0015 

0.0238 

23.38 

100 

76.62 

15.00 

11.49 

0.0020 

0.0151 

13.32 

65 

51.68 

35.00 

18.09 

0.0150 

2.5029 

13.32 

55 

41.68 

35.00 

14.59 

0.0200 

1.9330 

39.93 

60 

20.07 

35.00 

7.02 

0.0200 

0.6533 

30.80 

55 

24.20 

35.00 

8.47 

0.0200 

1.4628 

23.98 

60 

36.02 

35.00 

12.61 

0.0200 

0.2397 

23.98 

60 

36.02 

35.00 

12.61 

0.0200 

0.2827 

22.46 

100 

77.54 

10.00 

7.75 

0.0015 

0.0654 

22.46 

100 

77.54 

15.00 

11.63 

0.0020 

0.8334 

42.13 

140 

97.87 

35.00 

34.25 

0.0150 

0.3973 

42.13 

90 

47.87 

35.00 

16.75 

0.0200 

2.7889 

42.13 

90 

47.87 

35.00 

16.75 

0.0150 

0.2257 

42.13 

90 

47.87 

35.00 

16.75 

0.0200 

0.7484 

22.05 

65 

42.95 

35.00 

15.03 

0.0150 

4.3257 

35.91 

55 

19.09 

35.00 

6.68 

0.0150 

0.0294 

35.91 

55 

19.09 

35.00 

6.68 

0.0200 

0.3406 

20.15 

100 

79.85 

15.00 

11.98 

0.0020 

0.2464 

27.04 

80 

52.96 

5.00 

2.65 

0.0015 

0.0240 

27.04 

80 

52.96 

5.00 

2.65 

0.0015 

0.0015 

31.24 

60 

28.76 

35.00 

10.07 

0.0200 

0.3838 

31.24 

60 

28.76 

35.00 

10.07 

0.0200 

0.2231 

66.11 

90 

23.89 

4.75 

1.13 

0.0015 

0.0015 





























































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Jalore Granite 


Older Alluvium 


Erinpura Granite 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Erinpura Granite 


Erinpura Granite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

23.08 

90 

66.92 

35.00 

23.42 

0.0200 

0.6687 

23.08 

90 

66.92 

35.00 

23.42 

0.0150 

3.3040 

23.08 

90 

66.92 

35.00 

23.42 

0.0200 

1.4323 

40.82 

90 

49.18 

35.00 

17.21 

0.0150 

1.9991 

22.33 

100 

77.67 

5.00 

3.88 

0.0015 

0.0090 

9.49 

90 

80.51 

5.00 

4.03 

0.0015 

0.0020 

9.49 

80 

70.51 

5.00 

3.53 

0.0015 

0.0133 

9.49 

90 

80.51 

5.00 

4.03 

0.0015 

0.0165 

9.49 

80 

70.51 

5.00 

3.53 

0.0015 

0.0049 

52.03 

140 

87.97 

35.00 

30.79 

0.0150 

5.5238 

52.03 

90 

37.97 

35.00 

13.29 

0.0200 

1.1290 

52.03 

90 

37.97 

35.00 

13.29 

0.0150 

1.7156 

23.22 

90 

66.78 

15.00 

10.02 

0.0015 

0.1565 

23.22 

85 

61.78 

15.00 

9.27 

0.0200 

0.4186 

34.86 

55 

20.14 

35.00 

7.05 

0.0200 

0.9060 

56.92 

140 

83.08 

35.00 

29.08 

0.0150 

0.0820 

56.92 

90 

33.08 

35.00 

11.58 

0.0200 

4.7963 

26.37 

60 

33.63 

35.00 

11.77 

0.0200 

0.6822 

25.43 

90 

64.57 

35.00 

22.60 

0.0200 

3.6813 

25.43 

90 

64.57 

35.00 

22.60 

0.0150 

0.6201 

25.43 

90 

64.57 

35.00 

22.60 

0.0200 

0.2631 

22.46 

55 

32.54 

35.00 

11.39 

0.0150 

0.0116 

22.46 

55 

32.54 

35.00 

11.39 

0.0150 

0.6277 

22.46 

60 

37.54 

35.00 

13.14 

0.0200 

0.4919 

22.85 

55 

32.15 

35.00 

11.25 

0.0150 

0.0092 

22.85 

60 

37.15 

35.00 

13.00 

0.0200 

0.7956 

24.53 

65 

40.47 

35.00 

14.17 

0.0150 

2.1450 

24.53 

55 

30.47 

35.00 

10.67 

0.0200 

0.1055 

21.80 

55 

33.20 

35.00 

11.62 

0.0150 

0.5873 

21.80 

60 

38.20 

35.00 

13.37 

0.0200 

0.0226 

21.80 

55 

33.20 

35.00 

11.62 

0.0150 

0.0733 

21.80 

60 

38.20 

35.00 

13.37 

0.0200 

0.6374 

66.02 

90 

23.98 

4.75 

1.14 

0.0015 

0.0064 

66.02 

130 

63.98 

40.00 

25.59 

0.0150 

2.1563 

23.80 

100 

76.20 

5.00 

3.81 

0.0015 

0.0043 

25.00 

80 

55.00 

5.00 

2.75 

0.0015 

0.0486 

25.00 

90 

65.00 

15.00 

9.75 

0.0015 

0.0045 

25.00 

80 

55.00 

5.00 

2.75 

0.0015 

0.0090 

36.57 

100 

63.43 

15.00 

9.51 

0.0020 

0.1665 

27.11 

90 

62.89 

15.00 

9.43 

0.0015 

0.0310 

27.11 

85 

57.89 

15.00 

8.68 

0.0200 

0.1080 

24.40 

90 

65.60 

15.00 

9.84 

0.0015 

0.0178 

24.40 

80 

55.60 

5.00 

2.78 

0.0015 

0.0197 

24.40 

90 

65.60 

15.00 

9.84 

0.0015 

0.0448 

24.40 

80 

55.60 

5.00 

2.78 

0.0015 

0.0132 

22.84 

65 

42.16 

35.00 

14.76 

0.0150 

1.2350 

17.38 

90 

72.62 

5.00 

3.63 

0.0015 

0.0080 

17.38 

90 

72.62 

5.00 

3.63 

0.0015 

0.0009 

24.62 

65 

40.38 

35.00 

14.13 

0.0150 

0.0003 

24.62 

55 

30.38 

35.00 

10.63 

0.0200 

0.6936 

22.20 

55 

32.80 

35.00 

11.48 

0.0150 

0.3002 

22.20 

60 

37.80 

35.00 

13.23 

0.0200 

0.1216 

22.20 

55 

32.80 

35.00 

11.48 

0.0150 

0.0121 

22.20 

60 

37.80 

35.00 

13.23 

0.0200 

1.0218 

24.19 

55 

30.81 

35.00 

10.78 

0.0200 

2.0298 





























































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Jalore Granite 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Younger Alluvium 


Erinpura Granite 


Erinpura Granite 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

48.72 

140 

91.28 

35.00 

31.95 

0.0150 

0.3314 

48.72 

90 

41.28 

35.00 

14.45 

0.0200 

0.9140 

48.72 

90 

41.28 

35.00 

14.45 

0.0150 

0.3054 

48.72 

90 

41.28 

35.00 

14.45 

0.0200 

0.0000 

67.17 

90 

22.83 

4.75 

1.08 

0.0015 

0.0004 

46.07 

140 

93.93 

35.00 

32.87 

0.0150 

0.1865 

12.35 

80 

67.65 

5.00 

3.38 

0.0015 

0.0411 

12.35 

80 

67.65 

5.00 

3.38 

0.0015 

0.0370 

21.51 

100 

78.49 

10.00 

7.85 

0.0015 

0.0032 

21.51 

100 

78.49 

15.00 

11.77 

0.0020 

0.7564 

20.18 

90 

69.82 

5.00 

3.49 

0.0015 

0.0577 

20.18 

90 

69.82 

5.00 

3.49 

0.0015 

0.0022 

21.95 

55 

33.05 

35.00 

11.57 

0.0200 

1.1854 

21.95 

55 

33.05 

35.00 

11.57 

0.0200 

0.0684 

37.33 

65 

27.67 

35.00 

9.68 

0.0150 

0.4046 

37.33 

55 

17.67 

35.00 

6.18 

0.0200 

1.4404 

37.33 

55 

17.67 

35.00 

6.18 

0.0150 

0.0840 

37.33 

55 

17.67 

35.00 

6.18 

0.0200 

0.2235 

17.91 

65 

47.09 

35.00 

16.48 

0.0150 

0.2977 

17.91 

55 

37.09 

35.00 

12.98 

0.0200 

2.9247 

33.26 

140 

106.74 

35.00 

37.36 

0.0150 

6.3403 

33.26 

90 

56.74 

35.00 

19.86 

0.0200 

2.1925 

43.63 

60 

16.37 

35.00 

5.73 

0.0200 

1.3709 

31.10 

55 

23.90 

35.00 

8.37 

0.0150 

0.1481 

31.10 

55 

23.90 

35.00 

8.37 

0.0200 

0.0000 

17.68 

55 

37.32 

35.00 

13.06 

0.0200 

0.4440 

17.68 

55 

37.32 

35.00 

13.06 

0.0200 

0.1707 

19.31 

55 

35.69 

35.00 

12.49 

0.0150 

0.2522 

19.31 

55 

35.69 

35.00 

12.49 

0.0200 

1.0794 

60.67 

140 

79.33 

35.00 

27.76 

0.0150 

0.1039 

60.67 

90 

29.33 

35.00 

10.26 

0.0200 

1.8694 

22.22 

55 

32.78 

35.00 

11.47 

0.0150 

0.0305 

22.22 

55 

32.78 

35.00 

11.47 

0.0150 

0.0293 

22.22 

60 

37.78 

35.00 

13.22 

0.0200 

0.3980 

35.87 

55 

19.13 

35.00 

6.69 

0.0200 

0.1536 

22.23 

100 

77.77 

5.00 

3.89 

0.0015 

0.0124 

22.23 

100 

77.77 

5.00 

3.89 

0.0015 

0.0017 

17.63 

90 

72.37 

5.00 

3.62 

0.0015 

0.0002 

17.63 

80 

62.37 

5.00 

3.12 

0.0015 

0.0005 

19.62 

90 

70.38 

5.00 

3.52 

0.0015 

0.0016 

19.62 

90 

70.38 

5.00 

3.52 

0.0015 

0.0093 

22.23 

55 

32.77 

35.00 

11.47 

0.0150 

0.3658 

22.23 

60 

37.77 

35.00 

13.22 

0.0200 

0.0769 

22.23 

55 

32.77 

35.00 

11.47 

0.0150 

0.0038 

22.23 

60 

37.77 

35.00 

13.22 

0.0200 

0.0792 

13.18 

90 

76.82 

5.00 

3.84 

0.0015 

0.0015 

13.18 

80 

66.82 

5.00 

3.34 

0.0015 

0.0511 

13.18 

90 

76.82 

5.00 

3.84 

0.0015 

0.0012 

13.18 

80 

66.82 

5.00 

3.34 

0.0015 

0.0022 

42.68 

140 

97.32 

35.00 

34.06 

0.0150 

1.6122 

35.86 

100 

64.14 

15.00 

9.62 

0.0020 

0.0246 

29.37 

90 

60.63 

35.00 

21.22 

0.0200 

2.5250 

29.37 

90 

60.63 

35.00 

21.22 

0.0150 

0.0058 

29.37 

90 

60.63 

35.00 

21.22 

0.0200 

0.1179 

55.93 

130 

74.07 

40.00 

29.63 

0.0150 

14.3134 





































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Younger Alluvium 


Older Alluvium 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Younger Alluvium 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Younger Alluvium 


Erinpura Granite 


Older Alluvium 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Older Alluvium 


Younger Alluvium 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Older Alluvium 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

60.57 

90 

29.43 

35.00 

10.30 

0.0150 

1.3132 

25.28 

60 

34.72 

35.00 

12.15 

0.0200 

2.0576 

49.43 

140 

90.57 

35.00 

31.70 

0.0150 

5.6608 

49.43 

90 

40.57 

35.00 

14.20 

0.0200 

8.8403 

30.66 

100 

69.34 

15.00 

10.40 

0.0020 

0.0513 

26.38 

100 

73.62 

15.00 

11.04 

0.0020 

0.0020 

23.59 

55 

31.41 

35.00 

10.99 

0.0150 

0.0001 

23.59 

60 

36.41 

35.00 

12.74 

0.0200 

0.0010 

55.96 

140 

84.04 

35.00 

29.41 

0.0150 

0.1758 

22.73 

55 

32.27 

35.00 

11.30 

0.0200 

1.9092 

21.94 

100 

78.06 

5.00 

3.90 

0.0015 

0.0112 

13.37 

100 

86.63 

5.00 

4.33 

0.0015 

0.0000 

13.37 

100 

86.63 

5.00 

4.33 

0.0015 

0.0000 

13.61 

90 

76.39 

5.00 

3.82 

0.0015 

0.0003 

36.73 

100 

63.27 

5.00 

3.16 

0.0015 

0.0079 

36.73 

100 

63.27 

15.00 

9.49 

0.0020 

0.1496 

27.92 

90 

62.08 

15.00 

9.31 

0.0015 

0.0648 

17.31 

100 

82.69 

5.00 

4.13 

0.0015 

0.0010 

21.39 

100 

78.61 

5.00 

3.93 

0.0015 

0.0621 

32.38 

100 

67.62 

5.00 

3.38 

0.0015 

0.0247 

32.38 

100 

67.62 

5.00 

3.38 

0.0015 

0.0246 

36.77 

100 

63.23 

15.00 

9.48 

0.0020 

0.1215 

10.08 

90 

79.92 

5.00 

4.00 

0.0015 

0.0102 

10.08 

90 

79.92 

5.00 

4.00 

0.0015 

0.0785 

22.43 

100 

77.57 

5.00 

3.88 

0.0015 

0.0016 

38.70 

100 

61.30 

5.00 

3.06 

0.0015 

0.0529 

38.70 

100 

61.30 

5.00 

3.06 

0.0015 

0.0446 

10.69 

90 

79.31 

5.00 

3.97 

0.0015 

0.0211 

10.69 

90 

79.31 

5.00 

3.97 

0.0015 

0.0378 

33.02 

100 

66.98 

5.00 

3.35 

0.0015 

0.0483 

33.02 

100 

66.98 

5.00 

3.35 

0.0015 

0.0134 

33.50 

100 

66.50 

5.00 

3.33 

0.0015 

0.0546 

33.50 

100 

66.50 

5.00 

3.33 

0.0015 

0.0031 

13.03 

100 

86.97 

5.00 

4.35 

0.0015 

0.0268 

22.02 

100 

77.98 

5.00 

3.90 

0.0015 

0.1164 

22.02 

100 

77.98 

5.00 

3.90 

0.0015 

0.0356 

32.62 

90 

57.38 

5.00 

2.87 

0.0015 

0.0192 

32.62 

85 

52.38 

15.00 

7.86 

0.0200 

0.0001 

27.74 

100 

72.26 

5.00 

3.61 

0.0015 

0.0470 

25.05 

90 

64.95 

15.00 

9.74 

0.0015 

0.0165 

32.10 

100 

67.90 

5.00 

3.39 

0.0015 

0.0697 

32.10 

100 

67.90 

5.00 

3.39 

0.0015 

0.0032 

9.78 

90 

80.22 

5.00 

4.01 

0.0015 

0.0005 

9.78 

90 

80.22 

5.00 

4.01 

0.0015 

0.0120 

23.58 

100 

76.42 

5.00 

3.82 

0.0015 

0.0207 

30.89 

100 

69.11 

5.00 

3.46 

0.0015 

0.0000 

30.89 

100 

69.11 

10.00 

6.91 

0.0015 

0.0069 

30.89 

100 

69.11 

15.00 

10.37 

0.0020 

0.0635 

30.18 

100 

69.82 

5.00 

3.49 

0.0015 

0.0293 

25.85 

100 

74.15 

5.00 

3.71 

0.0015 

0.0173 

22.09 

90 

67.91 

5.00 

3.40 

0.0015 

0.0085 

22.09 

90 

67.91 

15.00 

10.19 

0.0015 

0.0081 

20.96 

100 

79.04 

5.00 

3.95 

0.0015 

0.0233 

14.04 

100 

85.96 

5.00 

4.30 

0.0015 

0.0087 

33.23 

100 

66.77 

5.00 

3.34 

0.0015 

0.0139 




















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite & Schist 


Younger Alluvium 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Older Alluvium 


Older Alluvium 


Erinpura Granite 


Older Alluvium 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Younger Alluvium 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Older Alluvium 


Younger Alluvium 


Erinpura Granite 


Erinpura Granite 


Younger Alluvium 


Older Alluvium 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Younger Alluvium 


Erinpura Granite 


Older Alluvium 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Younger Alluvium 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

33.23 

100 

66.77 

5.00 

3.34 

0.0015 

0.0168 

33.23 

100 

66.77 

15.00 

10.02 

0.0020 

0.0104 

15.64 

100 

84.36 

5.00 

4.22 

0.0015 

0.0262 

15.64 

100 

84.36 

5.00 

4.22 

0.0015 

0.0188 

23.03 

100 

76.97 

5.00 

3.85 

0.0015 

0.0211 

26.48 

90 

63.52 

15.00 

9.53 

0.0015 

0.0086 

26.93 

90 

63.07 

15.00 

9.46 

0.0015 

0.0292 

20.09 

90 

69.91 

5.00 

3.50 

0.0015 

0.0127 

26.31 

100 

73.69 

10.00 

7.37 

0.0015 

0.0000 

11.52 

90 

78.48 

5.00 

3.92 

0.0015 

0.0691 

15.36 

90 

74.64 

5.00 

3.73 

0.0015 

0.1554 

15.36 

90 

74.64 

5.00 

3.73 

0.0015 

0.0241 

11.96 

90 

78.04 

5.00 

3.90 

0.0015 

0.0855 

11.96 

90 

78.04 

5.00 

3.90 

0.0015 

0.0283 

20.15 

100 

79.85 

15.00 

11.98 

0.0020 

0.0079 

13.20 

100 

86.80 

5.00 

4.34 

0.0015 

0.0204 

13.22 

90 

76.78 

5.00 

3.84 

0.0015 

0.0201 

13.22 

90 

76.78 

5.00 

3.84 

0.0015 

0.0450 

38.69 

100 

61.31 

5.00 

3.07 

0.0015 

0.0193 

24.69 

90 

65.31 

5.00 

3.27 

0.0015 

0.0880 

24.69 

90 

65.31 

15.00 

9.80 

0.0015 

0.0577 

24.69 

85 

60.31 

15.00 

9.05 

0.0200 

0.0000 

23.80 

100 

76.20 

5.00 

3.81 

0.0015 

0.0163 

36.57 

100 

63.43 

5.00 

3.17 

0.0015 

0.0028 

36.57 

100 

63.43 

15.00 

9.51 

0.0020 

0.1021 

27.11 

90 

62.89 

15.00 

9.43 

0.0015 

0.0048 

33.57 

100 

66.43 

5.00 

3.32 

0.0015 

0.0636 

33.57 

100 

66.43 

5.00 

3.32 

0.0015 

0.0149 

36.82 

100 

63.18 

5.00 

3.16 

0.0015 

0.0057 

36.82 

100 

63.18 

15.00 

9.48 

0.0020 

0.0444 

13.64 

100 

86.36 

5.00 

4.32 

0.0015 

0.0015 

22.83 

90 

67.17 

15.00 

10.08 

0.0015 

0.0401 

26.46 

100 

73.54 

5.00 

3.68 

0.0015 

0.0563 

22.23 

100 

77.77 

5.00 

3.89 

0.0015 

0.0208 

30.11 

100 

69.89 

5.00 

3.49 

0.0015 

0.0277 

20.01 

100 

79.99 

5.00 

4.00 

0.0015 

0.0027 

14.02 

100 

85.98 

5.00 

4.30 

0.0015 

0.0089 

27.51 

100 

72.49 

5.00 

3.62 

0.0015 

0.0222 

38.80 

100 

61.20 

5.00 

3.06 

0.0015 

0.0106 

42.53 

100 

57.47 

5.00 

2.87 

0.0015 

0.0046 

26.38 

100 

73.62 

15.00 

11.04 

0.0020 

0.0018 

15.63 

90 

74.37 

5.00 

3.72 

0.0015 

0.0722 

15.63 

90 

74.37 

5.00 

3.72 

0.0015 

0.0560 

33.59 

100 

66.41 

5.00 

3.32 

0.0015 

0.0091 

30.93 

100 

69.07 

5.00 

3.45 

0.0015 

0.0004 

13.60 

100 

86.40 

5.00 

4.32 

0.0015 

0.0526 

11.45 

100 

88.55 

3.00 

2.66 

0.0015 

0.0003 

13.61 

90 

76.39 

5.00 

3.82 

0.0015 

0.0290 

11.46 

90 

78.54 

5.00 

3.93 

0.0015 

0.0023 

11.46 

100 

88.54 

5.00 

4.43 

0.0015 

0.0410 

17.67 

90 

72.33 

5.00 

3.62 

0.0015 

0.0286 

7.97 

120 

112.03 

4.00 

4.48 

0.0018 

0.0000 

18.40 

90 

71.60 

5.00 

3.58 

0.0015 

0.0009 

18.40 

90 

71.60 

5.00 

3.58 

0.0015 

0.0123 

15.53 

90 

74.47 

5.00 

3.72 

0.0015 

0.1074 
































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

13.01 

90 

76.99 

5.00 

3.85 

0.0015 

0.0485 

16.23 

90 

73.77 

5.00 

3.69 

0.0015 

0.0508 

16.23 

100 

83.77 

5.00 

4.19 

0.0015 

0.0046 

16.23 

90 

73.77 

5.00 

3.69 

0.0015 

0.1988 

16.23 

100 

83.77 

5.00 

4.19 

0.0015 

0.0340 

9.89 

120 

110.11 

4.00 

4.40 

0.0018 

0.0003 

9.89 

100 

90.11 

3.00 

2.70 

0.0015 

0.0004 

9.53 

90 

80.47 

5.00 

4.02 

0.0015 

0.0038 

9.53 

100 

90.47 

5.00 

4.52 

0.0015 

0.0049 

9.53 

90 

80.47 

5.00 

4.02 

0.0015 

0.0126 

9.53 

100 

90.47 

5.00 

4.52 

0.0015 

0.0677 

13.79 

90 

76.21 

5.00 

3.81 

0.0015 

0.0030 

14.54 

90 

75.46 

5.00 

3.77 

0.0015 

0.1206 

14.54 

100 

85.46 

5.00 

4.27 

0.0015 

0.0475 

10.13 

100 

89.87 

3.00 

2.70 

0.0020 

0.0328 

13.64 

90 

76.36 

5.00 

3.82 

0.0015 

0.1454 

13.64 

100 

86.36 

5.00 

4.32 

0.0015 

0.0122 

12.68 

90 

77.32 

5.00 

3.87 

0.0015 

0.0308 

12.68 

100 

87.32 

5.00 

4.37 

0.0015 

0.1734 

9.85 

100 

90.15 

3.00 

2.70 

0.0020 

0.0875 

11.67 

100 

88.33 

3.00 

2.65 

0.0015 

0.0105 

10.08 

90 

79.92 

5.00 

4.00 

0.0015 

0.0335 

10.69 

120 

109.31 

4.00 

4.37 

0.0018 

0.0000 

10.69 

100 

89.31 

3.00 

2.68 

0.0015 

0.0057 

10.86 

100 

89.14 

3.00 

2.67 

0.0020 

0.0008 

10.86 

100 

89.14 

3.00 

2.67 

0.0020 

0.0019 

10.69 

90 

79.31 

5.00 

3.97 

0.0015 

0.0065 

5.08 

90 

84.92 

5.00 

4.25 

0.0015 

0.0200 

5.08 

100 

94.92 

5.00 

4.75 

0.0015 

0.0112 

5.08 

90 

84.92 

5.00 

4.25 

0.0015 

0.0029 

5.08 

100 

94.92 

5.00 

4.75 

0.0015 

0.0039 

18.77 

90 

71.23 

5.00 

3.56 

0.0015 

0.0868 

9.28 

90 

80.72 

5.00 

4.04 

0.0015 

0.0275 

9.28 

100 

90.72 

5.00 

4.54 

0.0015 

0.0392 

16.81 

90 

73.19 

5.00 

3.66 

0.0015 

0.0082 

11.24 

100 

88.76 

3.00 

2.66 

0.0020 

0.0029 

11.10 

100 

88.90 

3.00 

2.67 

0.0015 

0.0051 

15.92 

90 

74.08 

5.00 

3.70 

0.0015 

0.0309 

13.50 

90 

76.50 

5.00 

3.82 

0.0015 

0.0357 

13.64 

90 

76.36 

5.00 

3.82 

0.0015 

0.0343 

13.64 

100 

86.36 

5.00 

4.32 

0.0015 

0.0096 

11.60 

100 

88.40 

3.00 

2.65 

0.0020 

0.0061 

10.39 

120 

109.61 

4.00 

4.38 

0.0018 

0.0065 

10.39 

100 

89.61 

3.00 

2.69 

0.0015 

0.0027 

14.35 

90 

75.65 

5.00 

3.78 

0.0015 

0.0674 

14.35 

100 

85.65 

5.00 

4.28 

0.0015 

0.0765 

10.68 

120 

109.32 

4.00 

4.37 

0.0018 

0.0084 

10.68 

100 

89.32 

3.00 

2.68 

0.0015 

0.0049 

19.54 

90 

70.46 

5.00 

3.52 

0.0015 

0.0055 

15.53 

90 

74.47 

5.00 

3.72 

0.0015 

0.0343 

15.53 

100 

84.47 

5.00 

4.22 

0.0015 

0.0672 

12.33 

100 

87.67 

5.00 

4.38 

0.0015 

0.0832 

6.45 

90 

83.55 

5.00 

4.18 

0.0015 

0.0297 

6.45 

100 

93.55 

5.00 

4.68 

0.0015 

0.0452 

20.09 

90 

69.91 

5.00 

3.50 

0.0015 

0.0008 






























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 


11005017 


Kotra 


Koyalvao 


Kumtiya 


Kundal 


Madar 


Mewaron Ka Math 


Mori 


Paba 


Padarla 


Padrara 


Pahar Kalan 


Rai 


Rughnathpura 


Sambharwara 


Sayra 


Semar 


Sena 


Sendla 


Tarawala 


Teja Ka Was 


Thandi Beri 


Umarna 


Velar 


Virampura 


Adaksar 


Akhepura 


Amarpura 


Amarsar 


Anandpura 


Asanpura 


Asarwa 


Aspura 


Bajyo Ki Dhani 


Bansa 


Bansra 


Census Code 


0820000902477700 


0820000902482500 


0820000902481100 


0820000902479700 


0826000203071700 


0826000303085200 


0820000902480500 


0820000902482200 


0826000203071800 


0820000902479200 


0826000203074500 


0819000302360400 


0826000303084800 


0820000902480300 


0820000902483400 


0826000203070400 


0826000203071900 


0820000902480100 


0820000902480800 


0826000303088100 


0826000303088200 


0819000302359800 


0820000902482300 


0826000203072000 


0820000902481300 


0820000902480900 


0814001001889300 


0814000901883600 


0814000901879200 


0814000901879700 


0814001001893400 


0814001001893500 


0814000901878800 


0814001001893000 


0814000901883300 


0814000201783500 


0814000901884700 


Zone (Fresh 
/ Saline) 


Saline 


8.21 Fresh 


43.42 Saline 


4.60 Saline 


53.33 Fresh 


5.62 Fresh 


7.92 Saline 


7.16 Fresh 


Saline 


46.07 Saline 


6.78 Fresh 


7.92 Fresh 


8.87 Fresh 


78.60 Saline 


16.95 Saline 


4.90 Fresh 


35.80 Fresh 


Saline 


17.75 Saline 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Erinpura Granite 

Non-command 

Erinpura Granite 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Erinpura Granite 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Gneisses 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Erinpura Granite 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Gneisses 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Erinpura Granite 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 


Sub Basin: 


Fresh 

Non-command 

Older Alluvium 

Saline 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Phyllite & Schist 

Saline 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Older Alluvium 


Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Saline 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

20.09 

90 

69.91 

5.00 

3.50 

0.0015 

0.0836 

16.45 

90 

73.55 

5.00 

3.68 

0.0015 

0.0013 

13.27 

90 

76.73 

5.00 

3.84 

0.0015 

0.0515 

13.27 

100 

86.73 

5.00 

4.34 

0.0015 

0.1897 

18.36 

90 

71.64 

5.00 

3.58 

0.0015 

0.0247 

8.95 

90 

81.05 

5.00 

4.05 

0.0015 

0.1087 

8.95 

100 

91.05 

5.00 

4.55 

0.0015 

0.0497 

10.34 

100 

89.66 

3.00 

2.69 

0.0020 

0.0117 

11.18 

100 

88.82 

3.00 

2.66 

0.0015 

0.0004 

18.27 

90 

71.73 

5.00 

3.59 

0.0015 

0.0301 

18.27 

90 

71.73 

5.00 

3.59 

0.0015 

0.0084 

13.22 

90 

76.78 

5.00 

3.84 

0.0015 

0.1061 

13.22 

100 

86.78 

5.00 

4.34 

0.0015 

0.0981 

9.58 

100 

90.42 

3.00 

2.71 

0.0020 

0.0174 

20.19 

90 

69.81 

5.00 

3.49 

0.0015 

0.0031 

11.35 

100 

88.65 

3.00 

2.66 

0.0020 

0.0003 

14.06 

100 

85.94 

5.00 

4.30 

0.0015 

0.0018 

14.06 

100 

85.94 

5.00 

4.30 

0.0015 

0.0093 

14.06 

100 

85.94 

5.00 

4.30 

0.0015 

0.0542 

11.29 

100 

88.71 

3.00 

2.66 

0.0015 

0.0080 

20.18 

90 

69.82 

5.00 

3.49 

0.0015 

0.0113 

20.18 

90 

69.82 

5.00 

3.49 

0.0015 

0.0061 

9.00 

100 

91.00 

5.00 

4.55 

0.0015 

0.0360 

9.00 

100 

91.00 

5.00 

4.55 

0.0015 

0.0064 

9.99 

100 

90.01 

3.00 

2.70 

0.0020 

0.0094 

10.49 

100 

89.51 

3.00 

2.69 

0.0020 

0.0361 

17.27 

90 

72.73 

5.00 

3.64 

0.0015 

0.0727 

17.87 

90 

72.13 

5.00 

3.61 

0.0015 

0.0272 

9.66 

120 

110.34 

4.00 

4.41 

0.0018 

0.0057 

11.38 

100 

88.62 

3.00 

2.66 

0.0015 

0.0039 

13.44 

100 

86.56 

5.00 

4.33 

0.0015 

0.0116 

13.44 

100 

86.56 

5.00 

4.33 

0.0015 

0.0006 

13.44 

100 

86.56 

5.00 

4.33 

0.0015 

0.0001 

13.57 

90 

76.43 

5.00 

3.82 

0.0015 

0.0219 

13.57 

100 

86.43 

5.00 

4.32 

0.0015 

0.0687 

10.64 

100 

89.36 

3.00 

2.68 

0.0020 

0.0086 

15.63 

90 

74.37 

5.00 

3.72 

0.0015 

0.0000 

15.63 

90 

74.37 

5.00 

3.72 

0.0015 

0.0442 

13.39 

90 

76.61 

5.00 

3.83 

0.0015 

0.0828 

13.39 

100 

86.61 

5.00 

4.33 

0.0015 

0.0217 


7.86 

60.56 

100 

39.44 

40.00 

15.78 

0.0150 

1.8605 

3.96 

40.09 

110 

69.91 

35.00 

24.47 

0.0150 

1.4523 

1.99 

28.60 

80 

51.40 

5.00 

2.57 

0.0015 

0.0077 

2.05 

28.60 

80 

51.40 

5.00 

2.57 

0.0015 

0.0079 

0.49 

31.84 

110 

78.16 

40.00 

31.26 

0.0150 

0.2290 

2.41 

31.84 

80 

48.16 

5.00 

2.41 

0.0015 

0.0087 

3.59 

48.21 

100 

51.79 

40.00 

20.72 

0.0150 

1.1168 

6.54 

61.53 

100 

38.47 

40.00 

15.39 

0.0150 

1.5086 

11.48 

53.18 

110 

56.82 

40.00 

22.73 

0.0150 

3.9141 

11.57 

36.79 

100 

63.21 

40.00 

25.29 

0.0150 

4.3870 

3.91 

44.04 

110 

65.96 

40.00 

26.38 

0.0150 

1.5459 

0.11 

44.04 

110 

65.96 

35.00 

23.09 

0.0150 

0.0385 

0.31 

64.74 

110 

45.26 

40.00 

18.11 

0.0150 

0.0833 

5.69 

55.77 

110 

54.23 

40.00 

21.69 

0.0150 

1.8497 








































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Baralpura 


Barwala 


Barwali 


Besroli 


Bhadliya 


Bhanwarpura 


Bhanwata 


Bharnai 


Bhawanipura 


Bheenchron Ka Bas 


Bherpura 


Bhichawa 


Budhdeopura 


Budsoo 


Butinathpura 


Chandpura 


Charanwas 


Chawandiya 


Chhapri 


Chitawa 


Dabriya 


Daulatpura 


Deeppura 


Deola 


Deori 


Deusar 


Dhananwana 


Dhani Mamdoli 


Dheejpura 


Census Code 


0814001001888800 


0814000901884200 


0814000901884300 


0814000901885500 


0814000201782700 


0814001001893300 


0814001001895700 


0814000901878100 


0814001001892300 


0814001001891400 


0814001001895900 


0814000901883400 


Zone (Fresh 
/ Saline) 



0814001001903200 


0814000901884100 


0814001001892200 


0814001001892700 


0814001001892600 


0814000901884900 


0814001001891600 


0814001001891500 


0814000901882700 


0814001001889200 


0814001001895100 


0814000901878700 


0814000901883900 


0814001001896700 


0814000901877200 


0814000901885400 


0814000901879600 



Type of Area 

(Command / Non- Hydrogeological Unit 
command) 



4.64 Fresh 


31.72 Fresh 


Saline 


3.52 Fresh 


4.65 Fresh 


3.59 Fresh 


7.02 Fresh 




Gopalpura 


Gugarwar 


Gunawati 


Haritpura 


Harnawa Toseena 


0814001001896100 


0814001001897000 


0814000801865500 


0814001001895000 


0814000901883700 


7.21 Fresh 


Saline 


19.80 Fresh 


3.84 Fresh 


13.00 Fresh 


9.55 Fresh 


2.04 Fresh 


4.24 Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Quartzite 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Quartzite 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Quartzite 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

59.03 

100 

40.97 

40.00 

16.39 

0.0150 

0.0382 

55.89 

110 

54.11 

40.00 

21.64 

0.0150 

3.9214 

62.36 

110 

47.64 

40.00 

19.05 

0.0150 

4.2204 

49.24 

80 

30.76 

5.00 

1.54 

0.0015 

0.0024 

56.89 

110 

53.11 

40.00 

21.24 

0.0150 

2.1492 

47.37 

100 

52.63 

40.00 

21.05 

0.0150 

1.3776 

38.21 

100 

61.79 

40.00 

24.72 

0.0150 

0.1375 

57.45 

110 

52.55 

40.00 

21.02 

0.0150 

3.6501 

58.75 

100 

41.25 

40.00 

16.50 

0.0150 

1.0366 

62.63 

100 

37.37 

40.00 

14.95 

0.0150 

0.9727 

53.13 

100 

46.87 

40.00 

18.75 

0.0150 

0.7721 

42.81 

110 

67.19 

40.00 

26.88 

0.0150 

0.3881 

42.81 

110 

67.19 

35.00 

23.52 

0.0150 

1.2881 

54.74 

70 

15.26 

5.00 

0.76 

0.0015 

0.0308 

54.74 

140 

85.26 

5.00 

4.26 

0.0015 

0.0049 

58.69 

110 

51.31 

40.00 

20.52 

0.0150 

1.3869 

58.69 

80 

21.31 

5.00 

1.07 

0.0015 

0.0035 

57.45 

110 

52.55 

40.00 

21.02 

0.0150 

0.0222 

57.45 

80 

22.55 

5.00 

1.13 

0.0015 

0.0472 

21.00 

140 

119.00 

5.00 

5.95 

0.0015 

0.0000 

61.18 

110 

48.82 

40.00 

19.53 

0.0150 

9.2764 

61.18 

110 

48.82 

35.00 

17.09 

0.0150 

0.0142 

58.97 

100 

41.03 

40.00 

16.41 

0.0150 

0.0830 

51.33 

100 

48.67 

40.00 

19.47 

0.0150 

1.3587 

58.21 

100 

41.79 

40.00 

16.72 

0.0150 

0.9009 

57.01 

110 

52.99 

40.00 

21.19 

0.0150 

1.7555 

57.01 

80 

22.99 

5.00 

1.15 

0.0015 

0.0026 

57.13 

100 

42.87 

40.00 

17.15 

0.0150 

1.7757 

59.18 

100 

40.82 

40.00 

16.33 

0.0150 

8.2111 

40.73 

80 

39.27 

5.00 

1.96 

0.0015 

0.0139 

59.50 

100 

40.50 

40.00 

16.20 

0.0150 

1.0144 

30.72 

100 

69.28 

40.00 

27.71 

0.0150 

1.9024 

50.93 

110 

59.07 

40.00 

23.63 

0.0150 

0.5089 

51.49 

110 

58.51 

40.00 

23.41 

0.0150 

0.8263 

51.49 

110 

58.51 

35.00 

20.48 

0.0150 

2.2341 

53.62 

100 

46.38 

40.00 

18.55 

0.0150 

0.3415 

55.53 

110 

54.47 

40.00 

21.79 

0.0150 

1.5687 

38.44 

80 

41.56 

5.00 

2.08 

0.0015 

0.0303 

29.78 

110 

80.22 

40.00 

32.09 

0.0150 

0.3354 

29.78 

80 

50.22 

5.00 

2.51 

0.0015 

0.0007 

29.78 

110 

80.22 

35.00 

28.08 

0.0150 

1.1956 

29.78 

80 

50.22 

5.00 

2.51 

0.0015 

0.0048 

29.80 

110 

80.20 

40.00 

32.08 

0.0150 

0.5702 

29.80 

80 

50.20 

5.00 

2.51 

0.0015 

0.0075 

19.93 

70 

50.07 

5.00 

2.50 

0.0015 

0.0132 

19.93 

140 

120.07 

5.00 

6.00 

0.0015 

0.0008 

57.40 

110 

52.60 

40.00 

21.04 

0.0150 

1.8117 

57.40 

110 

52.60 

35.00 

18.41 

0.0150 

0.4049 

26.98 

70 

43.02 

5.00 

2.15 

0.0015 

0.0149 

26.98 

140 

113.02 

5.00 

5.65 

0.0015 

0.0021 

35.73 

100 

64.27 

40.00 

25.71 

0.0150 

1.4807 

55.46 

100 

44.54 

40.00 

17.81 

0.0150 

2.0537 

58.19 

70 

11.81 

5.00 

0.59 

0.0015 

0.0085 

29.64 

100 

70.36 

40.00 

28.14 

0.0150 

0.0997 

44.78 

110 

65.22 

35.00 

22.83 

0.0150 

1.4534 
































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Quartzite 


Phyllite & Schist 


Quartzite 


Phyllite & Schist 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Quartzite 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

30.75 

100 

69.25 

40.00 

27.70 

0.0150 

0.1622 

30.24 

80 

49.76 

5.00 

2.49 

0.0015 

0.0299 

30.24 

80 

49.76 

5.00 

2.49 

0.0015 

0.0001 

54.37 

100 

45.63 

40.00 

18.25 

0.0150 

0.0422 

38.29 

110 

71.71 

40.00 

28.68 

0.0150 

0.1268 

38.29 

80 

41.71 

5.00 

2.09 

0.0015 

0.0001 

52.97 

110 

57.03 

40.00 

22.81 

0.0150 

3.6512 

46.17 

100 

53.83 

40.00 

21.53 

0.0150 

2.2394 

52.65 

100 

47.35 

40.00 

18.94 

0.0150 

1.4909 

57.45 

100 

42.55 

40.00 

17.02 

0.0150 

4.2786 

46.16 

110 

63.84 

40.00 

25.53 

0.0150 

3.0929 

46.16 

80 

33.84 

5.00 

1.69 

0.0015 

0.0000 

43.70 

110 

66.30 

40.00 

26.52 

0.0150 

12.7033 

43.70 

140 

96.30 

5.00 

4.82 

0.0015 

0.0042 

59.29 

110 

50.72 

40.00 

20.29 

0.0150 

2.4513 

48.87 

110 

61.13 

40.00 

24.45 

0.0150 

1.6120 

48.87 

110 

61.13 

35.00 

21.40 

0.0150 

1.3255 

33.55 

80 

46.45 

5.00 

2.32 

0.0015 

0.0109 

33.55 

110 

76.45 

35.00 

26.76 

0.0150 

0.0038 

33.55 

80 

46.45 

5.00 

2.32 

0.0015 

0.0103 

54.42 

100 

45.58 

40.00 

18.23 

0.0150 

1.5235 

36.64 

110 

73.36 

40.00 

29.34 

0.0150 

0.4078 

36.64 

80 

43.36 

5.00 

2.17 

0.0015 

0.0372 

36.64 

110 

73.36 

35.00 

25.67 

0.0150 

0.3022 

36.64 

80 

43.36 

5.00 

2.17 

0.0015 

0.0002 

35.39 

80 

44.61 

5.00 

2.23 

0.0015 

0.0384 

35.39 

80 

44.61 

5.00 

2.23 

0.0015 

0.0000 

60.96 

100 

39.04 

40.00 

15.62 

0.0150 

1.5791 

64.17 

100 

35.83 

40.00 

14.33 

0.0150 

0.0005 

66.07 

100 

33.93 

40.00 

13.57 

0.0150 

0.0010 

55.90 

70 

14.10 

5.00 

0.71 

0.0015 

0.0007 

55.90 

140 

84.10 

5.00 

4.21 

0.0015 

0.0004 

51.83 

70 

18.17 

5.00 

0.91 

0.0015 

0.0018 

51.83 

140 

88.17 

5.00 

4.41 

0.0015 

0.0080 

58.54 

80 

21.46 

5.00 

1.07 

0.0015 

0.0103 

59.54 

100 

40.46 

40.00 

16.18 

0.0150 

0.1230 

59.54 

140 

80.46 

5.00 

4.02 

0.0015 

0.0008 

31.96 

100 

68.04 

40.00 

27.21 

0.0150 

2.3221 

54.17 

100 

45.83 

40.00 

18.33 

0.0150 

3.7978 

51.09 

110 

58.91 

40.00 

23.56 

0.0150 

1.0434 

61.58 

110 

48.42 

40.00 

19.37 

0.0150 

0.5137 

61.58 

80 

18.42 

5.00 

0.92 

0.0015 

0.0001 

29.93 

100 

70.07 

40.00 

28.03 

0.0150 

0.3176 

61.61 

100 

38.39 

40.00 

15.35 

0.0150 

1.5130 

61.61 

140 

78.39 

5.00 

3.92 

0.0015 

0.0012 

49.75 

100 

50.25 

40.00 

20.10 

0.0150 

1.0053 

63.01 

100 

36.99 

40.00 

14.80 

0.0150 

0.2495 

33.96 

110 

76.04 

35.00 

26.61 

0.0150 

2.3600 

33.96 

80 

46.04 

5.00 

2.30 

0.0015 

0.0006 

47.76 

110 

62.24 

40.00 

24.90 

0.0150 

11.1427 

47.76 

80 

32.24 

5.00 

1.61 

0.0015 

0.0145 

47.76 

140 

92.24 

5.00 

4.61 

0.0015 

0.0005 

58.10 

110 

51.90 

40.00 

20.76 

0.0150 

0.0290 

58.10 

80 

21.90 

5.00 

1.10 

0.0015 

0.0021 

28.43 

110 

81.57 

40.00 

32.63 

0.0150 

0.0297 








































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

28.43 

80 

51.57 

5.00 

2.58 

0.0015 

0.0177 

61.89 

100 

38.11 

40.00 

15.24 

0.0150 

1.3221 

49.19 

100 

50.81 

40.00 

20.32 

0.0150 

1.7326 

63.20 

110 

46.80 

40.00 

18.72 

0.0150 

2.1932 

40.68 

110 

69.32 

40.00 

27.73 

0.0150 

2.8695 

40.68 

110 

69.32 

35.00 

24.26 

0.0150 

0.1447 

58.43 

110 

51.57 

40.00 

20.63 

0.0150 

0.2531 

58.43 

80 

21.57 

5.00 

1.08 

0.0015 

0.0141 

57.86 

100 

42.14 

40.00 

16.86 

0.0150 

0.4834 

57.86 

140 

82.14 

5.00 

4.11 

0.0015 

0.0032 

60.82 

100 

39.18 

40.00 

15.67 

0.0150 

3.1344 

42.33 

110 

67.67 

40.00 

27.07 

0.0150 

0.1719 

42.33 

110 

67.67 

35.00 

23.69 

0.0150 

1.0818 

44.25 

110 

65.75 

40.00 

26.30 

0.0150 

1.9385 

44.25 

110 

65.75 

35.00 

23.01 

0.0150 

0.7804 

62.74 

100 

37.26 

40.00 

14.91 

0.0150 

3.2710 

49.00 

110 

61.00 

40.00 

24.40 

0.0150 

0.0137 

56.00 

100 

44.00 

40.00 

17.60 

0.0150 

1.8373 

53.53 

110 

56.47 

40.00 

22.59 

0.0150 

0.5360 

54.15 

100 

45.85 

40.00 

18.34 

0.0150 

0.3810 

50.27 

100 

49.73 

40.00 

19.89 

0.0150 

3.4759 

59.00 

100 

41.00 

40.00 

16.40 

0.0150 

0.5705 

54.61 

100 

45.39 

40.00 

18.15 

0.0150 

1.4039 

53.66 

110 

56.34 

40.00 

22.54 

0.0150 

0.4381 

59.13 

100 

40.87 

40.00 

16.35 

0.0150 

0.8825 

52.51 

110 

57.49 

40.00 

22.99 

0.0150 

0.7994 

58.91 

100 

41.09 

40.00 

16.44 

0.0150 

0.1693 

58.91 

140 

81.09 

5.00 

4.05 

0.0015 

0.0083 

54.79 

100 

45.21 

40.00 

18.08 

0.0150 

1.6304 

50.69 

100 

49.31 

40.00 

19.72 

0.0150 

2.3646 

55.24 

100 

44.76 

40.00 

17.91 

0.0150 

5.6947 

46.39 

110 

63.61 

40.00 

25.44 

0.0150 

1.1773 

46.39 

80 

33.61 

5.00 

1.68 

0.0015 

0.0009 

46.73 

100 

53.27 

40.00 

21.31 

0.0150 

0.1959 

53.30 

110 

56.70 

40.00 

22.68 

0.0150 

0.1800 

53.30 

80 

26.70 

5.00 

1.34 

0.0015 

0.0354 

57.74 

100 

42.26 

40.00 

16.91 

0.0150 

3.6440 

45.57 

110 

64.43 

40.00 

25.77 

0.0150 

0.8769 

45.57 

110 

64.43 

35.00 

22.55 

0.0150 

1.0295 

49.00 

110 

61.00 

40.00 

24.40 

0.0150 

2.5937 

46.90 

100 

53.10 

40.00 

21.24 

0.0150 

0.2628 

54.15 

100 

45.85 

40.00 

18.34 

0.0150 

0.9165 

54.06 

100 

45.94 

40.00 

18.38 

0.0150 

0.5821 

57.87 

100 

42.13 

40.00 

16.85 

0.0150 

1.2673 

42.03 

100 

57.97 

40.00 

23.19 

0.0150 

0.7261 

58.03 

100 

41.97 

40.00 

16.79 

0.0150 

0.5781 

36.07 

110 

73.93 

35.00 

25.87 

0.0150 

1.6811 

36.07 

80 

43.93 

5.00 

2.20 

0.0015 

0.0002 

50.45 

110 

59.55 

40.00 

23.82 

0.0150 

0.9092 

43.33 

100 

56.67 

40.00 

22.67 

0.0150 

0.2483 

39.48 

100 

60.52 

40.00 

24.21 

0.0150 

2.6928 

59.06 

100 

40.94 

40.00 

16.38 

0.0150 

0.5189 

63.07 

100 

36.93 

40.00 

14.77 

0.0150 

2.6434 

43.84 

100 

56.16 

40.00 

22.46 

0.0150 

4.8737 

43.84 

140 

96.16 

5.00 

4.81 

0.0015 

0.0001 






































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



11005018 


Ucheriya 


Udaipura 


Ugarpura 


Altawa 


Amarsar 


Bajoli 


Balathana 


Basra 


Bhaiya Kalan 


Bhaiya Khurd 


Bhawariya 


Bhotawa 


Biloo 


Birsala 


Bugala 


Chakmadas 


Chanda Roon 


Charanwas 


Chhapara 


Dabriya 


Damboi Kalan 


Damboi Khurd 


Degana Gaon 


Dhananwana 


Dhandholi 


Dhani Mamdoli 


Dobri Kalan 


Dobri Khurd 


Dobri Sanwaldas 


Gehra Khurd 


Gigaliya 


Gorawa 


Goredi Chancha (CT 


Goredi Kama 


Gothri 


Gudha Kheri 


Gundisar 


Gunsali 


Huldhani 


Census Code 


0814000901878300 


0814001001892900 


0814001001893200 


0814000901887800 


0814000901879700 


0814000901888200 


0814000901880300 


0814000801867400 


0814000901881300 


0814000901881400 


0814000701849500 


0814000901887700 


0814000901885800 


0814000901886400 


0814000901887500 


0814000901886800 


0814000701854000 


0814000701857400 


0814000901881000 


0814000901882700 


0814000901881500 


0814000901881600 


0814000701857000 


0814000901877200 


0814000901886200 


0814000901885400 


0814000901881800 


0814000901881700 


0814000901881900 


0814000901882500 


0814000901886500 


0814000901880100 


0814000741408000 


0814000701854200 


0814000901877000 


0814000901887300 


0814000701853700 


0814000701849900 


0814000801867500 



Zone (Fresh 
/ Saline) 


7.56 Fresh 


8.36 Fresh 


4.35 Fresh 


16.78 Fresh 


6.16 Fresh 


16.63 Fresh 


5.30 Fresh 


3.62 Fresh 




1.97 Fresh 


16.69 Fresh 


11.08 Fresh 


Saline 


10.95 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

51.73 

110 

58.27 

40.00 

23.31 

0.0150 

1.8355 

55.90 

100 

44.10 

40.00 

17.64 

0.0150 

2.2125 

41.84 

100 

58.16 

40.00 

23.27 

0.0150 

1.5174 

50.96 

110 

59.04 

40.00 

23.62 

0.0150 

5.6070 

31.84 

110 

78.16 

40.00 

31.26 

0.0150 

0.0191 

31.84 

80 

48.16 

5.00 

2.41 

0.0015 

0.0117 

51.34 

110 

58.66 

40.00 

23.46 

0.0150 

0.9082 

42.30 

80 

37.70 

5.00 

1.88 

0.0015 

0.0142 

56.66 

100 

43.34 

40.00 

17.34 

0.0150 

0.8270 

56.66 

70 

13.34 

5.00 

0.67 

0.0015 

0.0004 

39.74 

110 

70.27 

40.00 

28.11 

0.0150 

1.2915 

39.74 

80 

40.27 

5.00 

2.01 

0.0015 

0.0229 

49.24 

110 

60.76 

40.00 

24.30 

0.0150 

3.8958 

49.24 

80 

30.76 

5.00 

1.54 

0.0015 

0.0040 

35.30 

110 

74.70 

40.00 

29.88 

0.0150 

11.0526 

39.28 

110 

70.72 

40.00 

28.29 

0.0150 

2.4837 

50.55 

110 

59.45 

40.00 

23.78 

0.0150 

0.8341 

47.85 

110 

62.15 

40.00 

24.86 

0.0150 

1.4498 

58.69 

110 

51.31 

40.00 

20.52 

0.0150 

4.0441 

59.76 

110 

50.24 

40.00 

20.09 

0.0150 

2.6819 

52.47 

110 

57.53 

40.00 

23.01 

0.0150 

1.7074 

46.98 

110 

63.02 

40.00 

25.21 

0.0150 

2.4600 

29.56 

110 

80.44 

40.00 

32.18 

0.0150 

8.1351 

29.56 

110 

80.44 

35.00 

28.16 

0.0150 

0.0880 

49.31 

110 

60.69 

40.00 

24.28 

0.0150 

0.0003 

35.58 

110 

74.42 

40.00 

29.77 

0.0150 

4.4688 

40.73 

110 

69.27 

40.00 

27.71 

0.0150 

2.0608 

40.73 

80 

39.27 

5.00 

1.96 

0.0015 

0.0170 

44.45 

110 

65.55 

40.00 

26.22 

0.0150 

3.0090 

47.56 

110 

62.44 

40.00 

24.98 

0.0150 

2.7309 

30.74 

110 

79.26 

40.00 

31.71 

0.0150 

2.4384 

30.74 

110 

79.26 

35.00 

27.74 

0.0150 

0.6922 

55.53 

110 

54.47 

40.00 

21.79 

0.0150 

0.4298 

61.69 

110 

48.31 

40.00 

19.33 

0.0150 

0.1127 

38.44 

80 

41.56 

5.00 

2.08 

0.0015 

0.0019 

41.51 

110 

68.49 

40.00 

27.40 

0.0150 

1.3418 

41.51 

110 

68.49 

35.00 

23.97 

0.0150 

1.0619 

41.10 

110 

68.90 

40.00 

27.56 

0.0150 

3.2921 

41.87 

110 

68.13 

40.00 

27.25 

0.0150 

1.4624 

41.87 

110 

68.13 

35.00 

23.85 

0.0150 

1.7718 

44.55 

110 

65.45 

40.00 

26.18 

0.0150 

4.2287 

44.55 

110 

65.45 

35.00 

22.91 

0.0150 

0.0066 

46.46 

110 

63.54 

40.00 

25.41 

0.0150 

0.9089 

52.96 

110 

57.04 

40.00 

22.82 

0.0150 

5.1371 

36.56 

80 

43.44 

5.00 

2.17 

0.0015 

0.0162 

36.56 

80 

43.44 

5.00 

2.17 

0.0015 

0.0177 

28.37 

110 

81.63 

40.00 

32.65 

0.0150 

1.3244 

28.17 

110 

81.83 

40.00 

32.73 

0.0150 

0.3051 

36.85 

110 

73.15 

40.00 

29.26 

0.0150 

3.0757 

36.85 

80 

43.15 

5.00 

2.16 

0.0015 

0.0005 

53.33 

110 

56.67 

40.00 

22.67 

0.0150 

0.0887 

29.68 

110 

80.32 

40.00 

32.13 

0.0150 

0.2272 

44.10 

110 

65.90 

40.00 

26.36 

0.0150 

0.9171 

44.10 

110 

65.90 

35.00 

23.06 

0.0150 

0.1758 

55.94 

100 

44.06 

40.00 

17.63 

0.0150 

0.2842 






































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Itawa Bamniya 


Itawa Khichiyan 


Itawa Lakha 


Jakhera 


Jaswantpura 


Jawa Sisodiya 


Jhagarwas 


Jhalamaliya 


Khardiya 


Kharwaliya 


Kheri Leela 


Kheri Seela 


Khinyawas 


Kinsariya 


Kirad 


Kitalsar 


Kucheepala 


Kutiyasani Kalan 


Kutiyasani Khurd 


LADOLI 


Langor 


Mamdoli 


Manana 


Manani 


Manda Kheri 


Mandan 


Manjhee 


Manwa 


Midiyan 


Mithriya 


Modi Bheekha 


Modi Charna 


Census Code 


0814000901882800 


0814000901879900 


0814000901886900 


0814000901887600 


0814000901886700 


0814000701849700 


0814000901880400 


0814000701857300 


0814000701854300 


0814000901880600 


0814000901880800 


0814000201780000 


0814000901882100 


0814000901887400 


0814000301798200 


0814000801867300 


0814000701857200 


0814000701857100 


0814000901887000 


0814000701850000 


0814000701850100 


0814000901885700 


0814000701854400 


0814000901885600 


0814000901879500 


0814000901880000 


0814000901880900 


0814000801867600 


0814000701850200 


0814000901886300 


0814000901888100 


0814000701853900 


0814000901886600 


0814000901882600 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Older Alluvium 


5.56 Fresh 


2.04 Fresh 


13.75 Fresh 


22.75 Fresh 


10.94 Fresh 



5.87 Fresh 


4.96 Fresh 


9.21 Fresh 



8.95 Fresh 


Saline 


6.59 Fresh 


9.28 Fresh 


5.28 Fresh 


6.69 Fresh 


2.00 Fresh 


10.88 Fresh 


7.22 Fresh 


13.12 Fresh 


12.99 Fresh 


7.34 Fresh 


6.70 Fresh 


13.75 Fresh 


4.64 Fresh 


8.92 Fresh 


10.10 Fresh 


10.64 Fresh 


Saline 


7.46 Fresh 


13.80 Fresh 



16.28 Fresh 


6.40 Fresh 


14.15 Fresh 


14.76 Fresh 


6.86 Fresh 


15.02 Fresh 



Moti Nagar 


0814000301798300 


2.64 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Quartzite 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

30.24 

80 

49.76 

5.00 

2.49 

0.0015 

0.0137 

38.29 

110 

71.71 

40.00 

28.68 

0.0150 

2.9998 

38.29 

80 

41.71 

5.00 

2.09 

0.0015 

0.0351 

48.46 

110 

61.54 

40.00 

24.62 

0.0150 

2.0526 

48.04 

110 

61.96 

40.00 

24.79 

0.0150 

0.7595 

47.97 

110 

62.03 

40.00 

24.81 

0.0150 

5.1161 

43.25 

110 

66.75 

40.00 

26.70 

0.0150 

9.1112 

38.27 

110 

71.73 

40.00 

28.69 

0.0150 

0.1917 

38.27 

80 

41.73 

5.00 

2.09 

0.0015 

0.0010 

38.27 

110 

71.73 

35.00 

25.10 

0.0150 

3.5579 

38.27 

80 

41.73 

5.00 

2.09 

0.0015 

0.0023 

45.27 

110 

64.73 

40.00 

25.89 

0.0150 

0.7713 

28.39 

110 

81.61 

40.00 

32.64 

0.0150 

2.0371 

41.36 

110 

68.64 

40.00 

27.45 

0.0150 

1.4862 

41.36 

80 

38.64 

5.00 

1.93 

0.0015 

0.0162 

46.16 

110 

63.84 

40.00 

25.53 

0.0150 

0.2747 

46.16 

80 

33.84 

5.00 

1.69 

0.0015 

0.0000 

49.34 

110 

60.66 

40.00 

24.26 

0.0150 

0.4252 

49.34 

110 

60.66 

35.00 

21.23 

0.0150 

0.0101 

37.85 

110 

72.15 

40.00 

28.86 

0.0150 

2.7816 

38.16 

110 

71.84 

40.00 

28.74 

0.0150 

0.1487 

44.84 

110 

65.16 

40.00 

26.07 

0.0150 

2.0628 

53.45 

110 

56.55 

40.00 

22.62 

0.0150 

0.0999 

57.88 

110 

52.12 

40.00 

20.85 

0.0150 

0.2387 

55.90 

100 

44.10 

40.00 

17.64 

0.0150 

0.0568 

55.90 

70 

14.10 

5.00 

0.71 

0.0015 

0.0026 

55.90 

140 

84.10 

5.00 

4.21 

0.0015 

0.0088 

46.00 

110 

64.00 

40.00 

25.60 

0.0150 

1.2727 

45.40 

110 

64.60 

40.00 

25.84 

0.0150 

4.0020 

54.88 

110 

55.12 

40.00 

22.05 

0.0150 

1.9335 

35.74 

110 

74.26 

40.00 

29.70 

0.0150 

3.2717 

35.98 

110 

74.02 

40.00 

29.61 

0.0150 

2.6351 

61.58 

110 

48.42 

40.00 

19.37 

0.0150 

3.4645 

28.81 

110 

81.19 

40.00 

32.48 

0.0150 

0.8663 

58.10 

110 

51.90 

40.00 

20.76 

0.0150 

2.0220 

58.10 

80 

21.90 

5.00 

1.10 

0.0015 

0.0017 

28.43 

80 

51.57 

5.00 

2.58 

0.0015 

0.0211 

33.77 

80 

46.23 

5.00 

2.31 

0.0015 

0.0337 

33.77 

80 

46.23 

5.00 

2.31 

0.0015 

0.0032 

40.99 

110 

69.01 

40.00 

27.60 

0.0150 

2.0058 

54.88 

100 

45.12 

40.00 

18.05 

0.0150 

0.1818 

54.88 

70 

15.12 

5.00 

0.76 

0.0015 

0.0005 

54.88 

140 

85.12 

5.00 

4.26 

0.0015 

0.0001 

40.05 

110 

69.95 

40.00 

27.98 

0.0150 

1.7400 

40.05 

80 

39.95 

5.00 

2.00 

0.0015 

0.0015 

37.39 

110 

72.61 

40.00 

29.04 

0.0150 

0.9928 

59.37 

110 

50.63 

40.00 

20.25 

0.0150 

1.3814 

44.23 

110 

65.77 

40.00 

26.31 

0.0150 

5.5834 

32.46 

110 

77.54 

40.00 

31.02 

0.0150 

6.8690 

46.36 

110 

63.64 

40.00 

25.46 

0.0150 

2.6182 

41.80 

110 

68.20 

40.00 

27.28 

0.0150 

4.0997 

41.80 

80 

38.20 

5.00 

1.91 

0.0015 

0.0143 

58.43 

110 

51.57 

40.00 

20.63 

0.0150 

0.0315 

58.43 

80 

21.57 

5.00 

1.08 

0.0015 

0.0004 

83.32 

110 

26.68 

40.00 

10.67 

0.0150 

0.0085 





















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



11005019 


Nandoli Mertiya 


Nawad 


Neem Nagar 


Nimbari 


Noond 


Nosariya 


Palri Mahecha 


Palri Raja 


Pawa 


Poberi Mand 


Pundlota 


Rajapura 


Ramsiya 


Rawaliyawas 


Rewat 


Sabalpur 


Sarnawara 


Shivrasi 


SIRSOON 


Ucheriya 


Altawa 


Badoo 


Bajoli 


Barnel 


Beenthawaliya 


Bhadwa 


Bhawasiya 


Bugala 


Charanwas 


Chitai 


Chitawa 


Dhandholi 


Dhunthiyan 


Garhi 


Gigaliya 


Gudha Chak-1 


Gudha Chak-2 


Gudha Kheri 


Gujron Ki Dhani 


Gular 


Haripura 


Harnawa 


Hukmpura 


Huldhani 


Census Code 


0814000901886100 


0814000901877100 


0814000301798100 


0814000901885900 


0814000701853800 


0814000901881100 


0814000901887900 


0814000901888000 


0814000201779200 


0814000901882000 


0814000701857600 


0814000701849600 


0814000901882300 


0814000701854100 


0814000701853600 


0814000901885300 


0814000901881200 


0814000901882200 


0814000901886000 


0814000901876500 


0814000901887800 


0814000801868300 


0814000901888200 


0814000801868700 


0814000801868900 


0814000801868200 


0814000801868000 


0814000901887500 


0814000701857400 


0814000801871200 


0814000801871100 


0814000901886200 


0814000801870900 


0814000801868400 


0814000901886500 


0814000901887200 


0814000901887100 


0814000901887300 


0814000801868100 


0814000801869700 


0814000801867900 


0814000801868600 


0814000801868500 


0814000801867500 



Zone (Fresh 
/ Saline) 




10.75 Fresh 


21.48 Fresh 


3.75 Fresh 


10.95 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

62.96 

110 

47.04 

40.00 

18.81 

0.0150 

1.5166 

49.00 

110 

61.00 

40.00 

24.40 

0.0150 

4.4488 

85.03 

110 

24.97 

40.00 

9.99 

0.0150 

0.4102 

57.23 

110 

52.77 

40.00 

21.11 

0.0150 

1.5817 

31.48 

110 

78.52 

40.00 

31.41 

0.0150 

0.3619 

31.48 

110 

78.52 

35.00 

27.48 

0.0150 

0.0567 

38.53 

110 

71.47 

40.00 

28.59 

0.0150 

4.0018 

38.53 

110 

71.47 

35.00 

25.02 

0.0150 

0.6982 

34.84 

110 

75.16 

40.00 

30.06 

0.0150 

2.1447 

45.93 

110 

64.07 

40.00 

25.63 

0.0150 

0.9073 

44.71 

110 

65.29 

40.00 

26.12 

0.0150 

1.0855 

47.63 

110 

62.37 

40.00 

24.95 

0.0150 

0.2072 

39.31 

110 

70.69 

40.00 

28.28 

0.0150 

1.7989 

33.16 

110 

76.84 

40.00 

30.74 

0.0150 

0.0285 

33.16 

110 

76.84 

35.00 

26.90 

0.0150 

0.1555 

61.59 

110 

48.41 

40.00 

19.36 

0.0150 

1.5340 

37.03 

110 

72.97 

40.00 

29.19 

0.0150 

0.1232 

37.03 

80 

42.97 

5.00 

2.15 

0.0015 

0.0010 

37.03 

110 

72.97 

35.00 

25.54 

0.0150 

3.4528 

37.03 

80 

42.97 

5.00 

2.15 

0.0015 

0.0198 

43.32 

110 

66.68 

40.00 

26.67 

0.0150 

0.0399 

43.32 

80 

36.68 

5.00 

1.83 

0.0015 

0.0164 

38.06 

110 

71.94 

40.00 

28.78 

0.0150 

4.2522 

28.90 

110 

81.10 

40.00 

32.44 

0.0150 

0.3714 

53.30 

110 

56.70 

40.00 

22.68 

0.0150 

0.0394 

35.87 

110 

74.13 

40.00 

29.65 

0.0150 

8.0375 

43.54 

110 

66.46 

40.00 

26.59 

0.0150 

2.1055 

43.54 

110 

66.46 

35.00 

23.26 

0.0150 

0.0878 

59.98 

110 

50.02 

40.00 

20.01 

0.0150 

1.0606 

41.59 

80 

38.41 

5.00 

1.92 

0.0015 

0.0000 

50.96 

110 

59.04 

40.00 

23.62 

0.0150 

0.3359 

56.03 

100 

43.97 

40.00 

17.59 

0.0150 

5.6468 

51.34 

110 

58.66 

40.00 

23.46 

0.0150 

4.8556 

57.71 

100 

42.29 

40.00 

16.92 

0.0150 

2.0223 

59.73 

100 

40.27 

40.00 

16.11 

0.0150 

1.1712 

54.19 

100 

45.81 

40.00 

18.32 

0.0150 

5.4831 

53.43 

100 

46.57 

40.00 

18.63 

0.0150 

0.7153 

52.47 

110 

57.53 

40.00 

23.01 

0.0150 

0.1572 

49.31 

110 

60.69 

40.00 

24.28 

0.0150 

0.5899 

53.20 

100 

46.80 

40.00 

18.72 

0.0150 

1.0940 

48.86 

100 

51.14 

40.00 

20.45 

0.0150 

0.7585 

61.69 

110 

48.31 

40.00 

19.33 

0.0150 

2.6004 

46.40 

100 

53.60 

40.00 

21.44 

0.0150 

0.0696 

58.67 

100 

41.33 

40.00 

16.53 

0.0150 

0.4562 

52.96 

110 

57.04 

40.00 

22.82 

0.0150 

1.6979 

53.97 

110 

56.03 

40.00 

22.41 

0.0150 

0.6773 

58.20 

110 

51.80 

40.00 

20.72 

0.0150 

0.3902 

53.33 

110 

56.67 

40.00 

22.67 

0.0150 

0.5812 

58.64 

100 

41.36 

40.00 

16.55 

0.0150 

2.6772 

61.15 

100 

38.85 

40.00 

15.54 

0.0150 

5.6497 

48.82 

100 

51.18 

40.00 

20.47 

0.0150 

0.2087 

48.82 

140 

91.18 

5.00 

4.56 

0.0015 

0.0014 

60.23 

100 

39.77 

40.00 

15.91 

0.0150 

5.1246 

59.49 

100 

40.51 

40.00 

16.20 

0.0150 

0.9117 

55.94 

100 

44.06 

40.00 

17.63 

0.0150 

2.6108 




















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


11005020 


Village Name 

Census Code 

Jagdishpura 

0814000801869600 

Janjila 

0814000801870000 

Jawa Sisodiya 

0814000701857300 

Kheri Seela 

0814000901887400 

Kucheepala 

0814000901887000 

Kurada 

0814000801868800 

Lalana Kalan 

0814000801869900 

Lalana Khurd 

0814000801869800 

Mandan 

0814000801867600 


Zone (Fresh 
/ Saline) 


Manwa 


Merasi 


Nandoli Mertiya 


Nimbari 


Ratnas 


SIRSOON 


Achhojai 


Antroli Kalan 


Antroli Khurd 


Banwarla 


Chak Jalsoo Kalan 


Chak Jalsoo Khurd 


Chiknas 


Chochiyas 


Degana Gaon 


Doongras 


Goredi Chancha (CT 


Goredi Kama 


Himmat Nagar 


Idwa 


Jalsoo Kalan 


Jalsoo Khurd 


Jalsoo Nanak 


Jhagarwas 


Kirad 


Kitalsar 


Langor 


Modriya 


Paliyas 


Pundlota 


Ramsari 


Rawaliyawas 


Rewat 


Sarsanda 


0814000901886300 


0814000801869000 


0814000901886100 


0814000901885900 


0814000901888300 


0814000901886000 


0814000701857800 


0814000701855000 


0814000701855200 


0814000701854800 


0814000701853200 


0814000701854900 


0814000701855300 


0814000701856700 


0814000701857000 


0814000701855600 


0814000741408000 


0814000701854200 


0814000701854600 


0814000701856800 


0814000701853400 


0814000701853500 


0814000701853300 


0814000701854300 


0814000701857200 


0814000701857100 


0814000701854400 


0814000701856500 


0814000701857900 


0814000701857600 


0814000701854700 


0814000701854100 


0814000701853600 


0814000701855400 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Phyllite & Schist 

Quartzite 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

57.59 

100 

42.41 

40.00 

16.96 

0.0150 

0.1238 

52.78 

100 

47.22 

40.00 

18.89 

0.0150 

3.1250 

45.27 

110 

64.73 

40.00 

25.89 

0.0150 

0.2747 

53.45 

110 

56.55 

40.00 

22.62 

0.0150 

2.1696 

54.88 

110 

55.12 

40.00 

22.05 

0.0150 

2.3630 

58.39 

100 

41.61 

40.00 

16.64 

0.0150 

4.1854 

51.40 

100 

48.60 

40.00 

19.44 

0.0150 

0.4818 

57.59 

100 

42.41 

40.00 

16.96 

0.0150 

1.3595 

54.88 

100 

45.12 

40.00 

18.05 

0.0150 

0.6466 

54.88 

70 

15.12 

5.00 

0.76 

0.0015 

0.0002 

54.88 

140 

85.12 

5.00 

4.26 

0.0015 

0.0030 

59.37 

110 

50.63 

40.00 

20.25 

0.0150 

0.5626 

57.76 

100 

42.24 

40.00 

16.90 

0.0150 

0.2922 

62.96 

110 

47.04 

40.00 

18.81 

0.0150 

0.4769 

57.23 

110 

52.77 

40.00 

21.11 

0.0150 

1.7036 

54.60 

110 

55.40 

40.00 

22.16 

0.0150 

1.2087 

59.98 

110 

50.02 

40.00 

20.01 

0.0150 

0.9454 

25.10 

110 

84.90 

35.00 

29.72 

0.0150 

1.8166 

24.93 

110 

85.07 

35.00 

29.77 

0.0150 

3.0034 

24.83 

110 

85.17 

40.00 

34.07 

0.0150 

1.7275 

24.83 

110 

85.17 

35.00 

29.81 

0.0150 

0.9303 

27.61 

110 

82.39 

40.00 

32.96 

0.0150 

1.3289 

27.61 

110 

82.39 

35.00 

28.84 

0.0150 

2.6889 

27.29 

110 

82.71 

35.00 

28.95 

0.0150 

0.0220 

25.96 

110 

84.04 

35.00 

29.42 

0.0150 

1.5724 

26.08 

110 

83.92 

40.00 

33.57 

0.0150 

0.5634 

26.08 

110 

83.92 

35.00 

29.37 

0.0150 

0.2055 

29.05 

110 

80.95 

40.00 

32.38 

0.0150 

0.4395 

29.05 

110 

80.95 

35.00 

28.33 

0.0150 

0.1124 

30.74 

110 

79.26 

40.00 

31.71 

0.0150 

6.5579 

30.74 

110 

79.26 

35.00 

27.74 

0.0150 

0.8520 

31.33 

110 

78.67 

35.00 

27.53 

0.0150 

0.0009 

28.37 

110 

81.63 

40.00 

32.65 

0.0150 

2.4691 

28.17 

110 

81.83 

40.00 

32.73 

0.0150 

2.5382 

27.54 

110 

82.46 

40.00 

32.98 

0.0150 

7.6999 

29.30 

110 

80.70 

40.00 

32.28 

0.0150 

11.1532 

29.30 

110 

80.70 

35.00 

28.25 

0.0150 

3.8816 

27.82 

110 

82.18 

40.00 

32.87 

0.0150 

1.9071 

27.82 

110 

82.18 

35.00 

28.76 

0.0150 

0.7058 

29.28 

110 

80.72 

40.00 

32.29 

0.0150 

0.0612 

26.81 

110 

83.19 

40.00 

33.28 

0.0150 

0.3963 

26.81 

110 

83.19 

35.00 

29.12 

0.0150 

4.4541 

28.39 

110 

81.61 

40.00 

32.64 

0.0150 

0.3012 

46.00 

110 

64.00 

40.00 

25.60 

0.0150 

1.5005 

45.40 

110 

64.60 

40.00 

25.84 

0.0150 

1.0855 

28.81 

110 

81.19 

40.00 

32.48 

0.0150 

1.3344 

29.34 

110 

80.66 

40.00 

32.27 

0.0150 

0.0153 

28.70 

110 

81.30 

40.00 

32.52 

0.0150 

0.0308 

28.70 

110 

81.30 

35.00 

28.45 

0.0150 

0.0624 

33.16 

110 

76.84 

35.00 

26.90 

0.0150 

0.0748 

27.67 

110 

82.33 

40.00 

32.93 

0.0150 

2.7140 

38.06 

110 

71.94 

40.00 

28.78 

0.0150 

0.1539 

28.90 

110 

81.10 

40.00 

32.44 

0.0150 

5.0811 

26.65 

110 

83.35 

40.00 

33.34 

0.0150 

1.5515 

26.65 

110 

83.35 

35.00 

29.17 

0.0150 

0.3078 
















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Amarpura 


Aradka 


Arath 


Bagot 


Bajwas 


Banser 


Banwal 


Barev 


Baroon 


Beesas 


Bhadsiyan 


Bhadwa 


Bhakri Maulas 


Bhakri sheel 


Bhawani Gaon 


Bhawasiya 


Bherwas 


Bhootas 


Charnawas 


Cheewli 


Chitai 


Chitawa 


Dhadhi Khera 


Dhadhota 


Dholiya 


Dhunthiyan 


Gular 


Haripura 


Hatheli 


Jagdishpura 


Janjila 


Jawla 


Jhalra 


Kaletara 


Kankediyas 


Kanwlad 


Karkeri 


Keriya Ki Dhani 


Khanpur 


Census Code 


0814000701854500 


0814000701856900 


0814000801872600 


0821000102486500 


0821000202501000 


0814000801870600 


0814000801871000 


0814000801873200 


0814000801875500 


0814000801875200 


0814000801871900 


0814000801875600 


0814000801873100 


0814000801874900 


0814000801868200 


0814000801871400 


0814000801871300 


0814000801871700 


0814000801868000 


0814000801874200 


0814000801874400 


0814000801875000 


0814000801874300 


0814000801871200 


0814000801871100 


0814000801871800 


0814000801873000 


0814000801872400 


0814000801870900 


0814000801869700 


0814000801867900 


0814000801872100 


0814000801869600 


0814000801870000 


0814000801869200 


0814000801872800 


0814000801874600 


0814000801874500 


0814000801870800 


0821000102486100 


0821000102486000 


0814000801870700 



Zone (Fresh 
/ Saline) 


9.26 Fresh 


10.22 Fresh 


9.17 Fresh 


5.57 Fresh 


17.38 Fresh 


9.44 Fresh 


11.34 Fresh 


7.62 Fresh 


9.22 Fresh 


24.29 Fresh 


5.74 Fresh 


5.84 Fresh 


8.26 Fresh 


9.38 Fresh 


20.42 Fresh 


9.82 Fresh 


3.29 Fresh 


7.86 Fresh 


9.48 Fresh 


2.80 Fresh 


4.05 Fresh 


4.60 Fresh 


3.60 Fresh 


9.25 Fresh 


5.29 Fresh 


1.28 Fresh 


10.59 Fresh 


6.03 Fresh 


10.11 Fresh 


25.62 Fresh 


4.56 Fresh 


2.76 Fresh 


4.92 Fresh 


13.63 Fresh 


15.30 Fresh 


10.99 Fresh 


7.19 Fresh 


2.87 Fresh 


8.57 Fresh 


28.28 Fresh 


4.67 Fresh 


17.55 Fresh 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses 

Non-command 

Phyllite & Schist 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Quartzite 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Gneisses 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

27.96 

110 

82.04 

40.00 

32.82 

0.0150 

4.5577 

28.64 

110 

81.36 

40.00 

32.55 

0.0150 

4.9905 

55.17 

100 

44.83 

40.00 

17.93 

0.0150 

1.4555 

55.17 

70 

14.83 

5.00 

0.74 

0.0015 

0.0040 

39.39 

90 

50.61 

5.00 

2.53 

0.0015 

0.0211 

31.43 

80 

48.57 

4.00 

1.94 

0.0015 

0.0000 

39.85 

70 

30.15 

5.00 

1.51 

0.0015 

0.0038 

39.85 

140 

100.15 

5.00 

5.01 

0.0015 

0.0032 

45.44 

100 

54.56 

40.00 

21.82 

0.0150 

3.7117 

41.18 

70 

28.82 

5.00 

1.44 

0.0015 

0.0086 

34.58 

70 

35.42 

5.00 

1.77 

0.0015 

0.0189 

31.43 

80 

48.57 

5.00 

2.43 

0.0015 

0.0084 

31.43 

100 

68.57 

40.00 

27.43 

0.0150 

2.7603 

31.43 

70 

38.57 

5.00 

1.93 

0.0015 

0.0028 

48.33 

100 

51.67 

40.00 

20.67 

0.0150 

1.7796 

38.44 

70 

31.56 

5.00 

1.58 

0.0015 

0.0138 

42.62 

70 

27.38 

5.00 

1.37 

0.0015 

0.0170 

39.52 

100 

60.48 

40.00 

24.19 

0.0150 

1.7343 

39.52 

70 

30.48 

5.00 

1.52 

0.0015 

0.0105 

54.19 

100 

45.81 

40.00 

18.32 

0.0150 

0.1291 

53.15 

100 

46.85 

40.00 

18.74 

0.0150 

0.5234 

48.43 

100 

51.57 

40.00 

20.63 

0.0150 

1.0172 

50.81 

100 

49.19 

40.00 

19.68 

0.0150 

2.3211 

53.43 

100 

46.57 

40.00 

18.63 

0.0150 

1.9347 

39.77 

70 

30.23 

5.00 

1.51 

0.0015 

0.0062 

40.48 

70 

29.52 

5.00 

1.48 

0.0015 

0.0090 

37.61 

80 

42.39 

5.00 

2.12 

0.0015 

0.0025 

37.61 

100 

62.39 

40.00 

24.96 

0.0150 

1.2940 

40.93 

70 

29.08 

5.00 

1.45 

0.0015 

0.0078 

53.20 

100 

46.80 

40.00 

18.72 

0.0150 

1.5045 

48.86 

100 

51.14 

40.00 

20.45 

0.0150 

0.8641 

49.48 

100 

50.52 

40.00 

20.21 

0.0150 

0.3865 

46.54 

70 

23.46 

5.00 

1.17 

0.0015 

0.0181 

54.52 

100 

45.48 

40.00 

18.19 

0.0150 

1.0211 

54.52 

70 

15.48 

5.00 

0.77 

0.0015 

0.0026 

46.40 

100 

53.60 

40.00 

21.44 

0.0150 

3.1810 

61.15 

100 

38.85 

40.00 

15.54 

0.0150 

0.3224 

48.82 

100 

51.18 

40.00 

20.47 

0.0150 

0.4577 

48.82 

140 

91.18 

5.00 

4.56 

0.0015 

0.0028 

53.72 

100 

46.28 

40.00 

18.51 

0.0150 

0.7674 

57.59 

100 

42.41 

40.00 

16.96 

0.0150 

1.1284 

52.78 

100 

47.22 

40.00 

18.89 

0.0150 

0.7379 

59.40 

100 

40.60 

40.00 

16.24 

0.0150 

1.0072 

44.74 

70 

25.26 

5.00 

1.26 

0.0015 

0.0163 

44.74 

140 

95.26 

5.00 

4.76 

0.0015 

0.0169 

40.12 

70 

29.88 

5.00 

1.49 

0.0015 

0.0161 

39.76 

70 

30.24 

5.00 

1.51 

0.0015 

0.0065 

54.57 

100 

45.43 

40.00 

18.17 

0.0150 

2.3360 

38.78 

90 

51.22 

5.00 

2.56 

0.0015 

0.0909 

38.49 

90 

51.51 

5.00 

2.58 

0.0015 

0.0047 

54.26 

100 

45.74 

40.00 

18.30 

0.0150 

3.9804 

54.26 

140 

85.74 

5.00 

4.29 

0.0015 

0.0190 

38.49 

80 

41.51 

5.00 

2.08 

0.0015 

0.0004 

38.49 

100 

61.51 

40.00 

24.60 

0.0150 

0.9351 

38.49 

70 

31.51 

5.00 

1.58 

0.0015 

0.0110 




































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Quartzite 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Gneisses 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Quartzite 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

48.52 

100 

51.48 

40.00 

20.59 

0.0150 

0.7020 

58.39 

100 

41.61 

40.00 

16.64 

0.0150 

0.7292 

54.51 

100 

45.49 

40.00 

18.20 

0.0150 

0.8910 

54.51 

70 

15.49 

5.00 

0.77 

0.0015 

0.0018 

54.51 

140 

85.49 

5.00 

4.27 

0.0015 

0.0026 

51.40 

100 

48.60 

40.00 

19.44 

0.0150 

0.0009 

46.79 

70 

23.21 

5.00 

1.16 

0.0015 

0.0134 

39.70 

70 

30.30 

5.00 

1.51 

0.0015 

0.0040 

38.82 

70 

31.18 

5.00 

1.56 

0.0015 

0.0057 

37.29 

70 

32.71 

5.00 

1.64 

0.0015 

0.0003 

36.75 

80 

43.25 

5.00 

2.16 

0.0015 

0.0022 

36.75 

100 

63.25 

40.00 

25.30 

0.0150 

2.9335 

36.75 

70 

33.25 

5.00 

1.66 

0.0015 

0.0009 

39.88 

70 

30.12 

5.00 

1.51 

0.0015 

0.0020 

42.97 

70 

27.03 

5.00 

1.35 

0.0015 

0.0013 

40.99 

90 

49.01 

5.00 

2.45 

0.0015 

0.0093 

53.59 

100 

46.42 

40.00 

18.57 

0.0150 

1.4316 

53.59 

70 

16.42 

5.00 

0.82 

0.0015 

0.0040 

54.06 

100 

45.94 

40.00 

18.37 

0.0150 

3.2193 

25.36 

80 

54.64 

4.00 

2.19 

0.0015 

0.0000 

55.73 

100 

44.27 

40.00 

17.71 

0.0150 

3.0858 

48.35 

100 

51.65 

40.00 

20.66 

0.0150 

0.4381 

48.35 

70 

21.65 

5.00 

1.08 

0.0015 

0.0051 

41.13 

90 

48.87 

5.00 

2.44 

0.0015 

0.0164 

51.93 

100 

48.07 

40.00 

19.23 

0.0150 

1.4354 

51.93 

70 

18.07 

5.00 

0.90 

0.0015 

0.0036 

40.89 

90 

49.11 

5.00 

2.46 

0.0015 

0.0219 

38.31 

90 

51.69 

5.00 

2.58 

0.0015 

0.0116 

39.64 

70 

30.36 

5.00 

1.52 

0.0015 

0.0271 

55.79 

100 

44.21 

40.00 

17.69 

0.0150 

3.5247 

41.41 

100 

58.59 

40.00 

23.44 

0.0150 

1.6858 

41.41 

140 

98.59 

5.00 

4.93 

0.0015 

0.0119 

39.66 

70 

30.34 

5.00 

1.52 

0.0015 

0.0170 

31.78 

70 

38.22 

5.00 

1.91 

0.0015 

0.0000 

50.22 

100 

49.78 

40.00 

19.91 

0.0150 

0.3555 

25.10 

110 

84.90 

40.00 

33.96 

0.0150 

0.9655 

25.10 

110 

84.90 

35.00 

29.72 

0.0150 

5.8747 

60.22 

100 

39.78 

40.00 

15.91 

0.0150 

1.6083 

51.34 

110 

58.66 

40.00 

23.46 

0.0150 

0.0874 

41.18 

70 

28.82 

5.00 

1.44 

0.0015 

0.0079 

31.02 

70 

38.98 

5.00 

1.95 

0.0015 

0.0276 

34.58 

70 

35.42 

5.00 

1.77 

0.0015 

0.0000 

27.61 

110 

82.39 

40.00 

32.96 

0.0150 

0.0348 

27.61 

110 

82.39 

35.00 

28.84 

0.0150 

1.3895 

59.73 

100 

40.27 

40.00 

16.11 

0.0150 

0.7133 

53.15 

100 

46.85 

40.00 

18.74 

0.0150 

2.0119 

53.15 

70 

16.85 

5.00 

0.84 

0.0015 

0.0010 

35.79 

70 

34.21 

5.00 

1.71 

0.0015 

0.0000 

39.77 

70 

30.23 

5.00 

1.51 

0.0015 

0.0001 

42.16 

70 

27.84 

5.00 

1.39 

0.0015 

0.0103 

49.31 

110 

60.69 

40.00 

24.28 

0.0150 

1.3524 

26.08 

110 

83.92 

40.00 

33.57 

0.0150 

0.5099 

26.08 

110 

83.92 

35.00 

29.37 

0.0150 

0.1275 

29.05 

110 

80.95 

40.00 

32.38 

0.0150 

1.9848 

29.05 

110 

80.95 

35.00 

28.33 

0.0150 

0.8093 



































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Gonardi 


Gudha 


Gulababpura 


Jagdishpura 


Jalampura 


Jawa Sisodiya 


Jawla 


Kheri Kheewsi 


Khkhariya 


Kuliyana 


Kundri 


Kurada 


Lawadar 


Luniyas 


Maharana 


Malas Charnan 


Mandal Deva 


Mandal Jodha 


Mandelpura 


Manpura 


Merasi 


Mindakiya 


Modi Khurd 


Modriya 


Mori Kalan 


Moriyana 


Narma 


Netiyas 


Nimbari Kalan 


Nimbari Kothariya 


Nimbola 


Oriyana 


Paliyas 


Peeh 


Peelwa 


Pundlota 


Puniyas 


Rajlota 


Census Code 


0814000701857000 


0814000701855700 


0814000701857500 


0814000701855600 



Zone (Fresh 
/ Saline) 


Type of Area 

(Command / Non- Hydrogeological Unit 
command) 




0814000701859500 


0821000202503600 


0814000701864000 


0814000801869600 


0814000801873600 


0814000701857300 


0814000801869200 


0814000801869400 


0814000801873900 


0814000801875900 


0814000801875800 


0814000801868800 


0814000701859700 


0814000701860100 


0814000701859900 


0814000801874100 


0814000701859200 


0814000701859300 


0814000701863900 


0814000801875700 


0814000801869000 


0814000801876000 


0814000801873300 


0814000701856500 


0814000701863600 


0814000701864300 


0814000801869500 


0814000801873700 


0814000701859600 


0814000701860400 


0814000801871600 


0814000701864200 


0814000701857900 


0814000801876200 


0814000801874000 


0814000701857600 


0814000701856400 


0814000701860000 


23.23 Fresh 


4.55 Fresh 


Saline 


3.83 Fresh 


6.09 Fresh 


Saline 


13.50 Fresh 


Saline 


1.98 Fresh 


8.93 Fresh 


6.27 Fresh 




9.16 Fresh 


26.30 Fresh 


Saline 


24.14 Fresh 


18.57 Fresh 


30.56 Fresh 


Saline 


6.00 Fresh 


7.91 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

30.74 

110 

79.26 

40.00 

31.71 

0.0150 

0.2849 

40.49 

110 

69.51 

40.00 

27.80 

0.0150 

0.0014 

40.49 

110 

69.51 

35.00 

24.33 

0.0150 

0.0007 

47.28 

110 

62.72 

40.00 

25.09 

0.0150 

1.4426 

31.33 

110 

78.67 

40.00 

31.47 

0.0150 

0.0222 

31.33 

110 

78.67 

35.00 

27.53 

0.0150 

0.7663 

32.62 

110 

77.38 

40.00 

30.95 

0.0150 

4.2952 

32.62 

110 

77.38 

35.00 

27.08 

0.0150 

1.7273 

48.32 

110 

61.68 

40.00 

24.67 

0.0150 

0.6510 

31.46 

90 

58.54 

5.00 

2.93 

0.0015 

0.0001 

48.08 

110 

61.92 

40.00 

24.77 

0.0150 

0.0716 

48.08 

90 

41.92 

5.00 

2.10 

0.0015 

0.0191 

49.75 

110 

60.25 

40.00 

24.10 

0.0150 

1.4583 

49.75 

90 

40.25 

5.00 

2.01 

0.0015 

0.0651 

29.30 

110 

80.70 

40.00 

32.28 

0.0150 

1.6133 

29.30 

110 

80.70 

35.00 

28.25 

0.0150 

0.1876 

57.59 

100 

42.41 

40.00 

16.96 

0.0150 

0.0002 

39.37 

70 

30.63 

5.00 

1.53 

0.0015 

0.0090 

45.27 

110 

64.73 

40.00 

25.89 

0.0150 

1.2328 

59.40 

100 

40.60 

40.00 

16.24 

0.0150 

2.6380 

57.49 

100 

42.51 

40.00 

17.00 

0.0150 

0.8947 

39.12 

70 

30.88 

5.00 

1.54 

0.0015 

0.0110 

35.91 

70 

34.09 

5.00 

1.70 

0.0015 

0.0189 

32.46 

70 

37.54 

5.00 

1.88 

0.0015 

0.0389 

58.39 

100 

41.61 

40.00 

16.64 

0.0150 

0.7056 

45.88 

110 

64.12 

40.00 

25.65 

0.0150 

3.4508 

53.46 

110 

56.54 

40.00 

22.62 

0.0150 

0.0044 

56.56 

110 

53.44 

40.00 

21.38 

0.0150 

0.7859 

39.70 

70 

30.30 

5.00 

1.51 

0.0015 

0.0001 

33.11 

110 

76.89 

40.00 

30.76 

0.0150 

0.2966 

39.12 

110 

70.88 

40.00 

28.35 

0.0150 

1.8810 

39.12 

110 

70.88 

35.00 

24.81 

0.0150 

0.0016 

46.49 

90 

43.51 

5.00 

2.18 

0.0015 

0.0007 

37.29 

70 

32.71 

5.00 

1.64 

0.0015 

0.0130 

57.76 

100 

42.24 

40.00 

16.90 

0.0150 

1.9086 

33.73 

70 

36.27 

5.00 

1.81 

0.0015 

0.0162 

42.97 

70 

27.03 

5.00 

1.35 

0.0015 

0.0115 

29.34 

110 

80.66 

40.00 

32.27 

0.0150 

2.3491 

35.83 

70 

34.17 

5.00 

1.71 

0.0015 

0.0372 

33.06 

70 

36.94 

5.00 

1.85 

0.0015 

0.0243 

54.06 

100 

45.94 

40.00 

18.37 

0.0150 

1.4108 

40.89 

70 

29.11 

5.00 

1.46 

0.0015 

0.0062 

51.54 

110 

58.46 

40.00 

23.38 

0.0150 

0.5626 

50.64 

110 

59.36 

40.00 

23.74 

0.0150 

0.0053 

48.35 

100 

51.65 

40.00 

20.66 

0.0150 

0.1998 

48.35 

70 

21.65 

5.00 

1.08 

0.0015 

0.0098 

37.55 

70 

32.45 

5.00 

1.62 

0.0015 

0.0223 

28.70 

110 

81.30 

40.00 

32.52 

0.0150 

3.5249 

28.70 

110 

81.30 

35.00 

28.45 

0.0150 

0.2051 

28.84 

70 

41.16 

5.00 

2.06 

0.0015 

0.0132 

39.64 

70 

30.36 

5.00 

1.52 

0.0015 

0.0143 

33.16 

110 

76.84 

40.00 

30.74 

0.0150 

11.7664 

33.16 

110 

76.84 

35.00 

26.90 

0.0150 

1.6804 

29.89 

110 

80.11 

40.00 

32.05 

0.0150 

0.1635 

51.29 

110 

58.71 

40.00 

23.48 

0.0150 

0.0074 

















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



11005023 


Rakiyasani 


Ramgarh 


Ranas 


Rid 


Rojas 


Saneriya 


Sarsanda 


Seetawat 


Sidiyas 


Sirasana 


Sundari 


Taparwara 


Teenwli 


Thata 


Udiyas 


Achla Ka Khet 


Alwas 


Antroli Kalan 


Antroli Khurd 


Arniyala 


Bachhwas 


Bamna Khurd 


Barna 


Basni Rebariyan 


Basni Sumer 


Bedas Kalan 


Bhadwasi 


Bhawariya 


Bichpuri 


Bikharniya Kalan 


Bikharniya Khurd 


Chak Chiknas 


Chak Dhani 


Census Code 


0814000701864400 


0814000701859800 


0814000701855900 


0814000801873500 


0814000801873800 


0814000701864500 


0814000701855400 


0814000801873400 


0814000801875400 


0814000701856100 


0814000701856600 


0814000801871500 


0814000801869300 


0814000701863700 


0814000701855800 


0814000701848200 


0814000701852400 


0814000701855000 


0814000701855200 


0814000601843700 


0814000701852000 


0814000701850700 


0814000701851100 


0814000601832200 


0814000601837400 


0814000701858200 


0814000701848100 


0814000701849500 


0814000701847600 


0814000701858700 


0814000701858800 


0814000701855100 


0814000701847000 



Zone (Fresh 
/ Saline) 






11.52 Fresh 


8.39 Fresh 


4.52 Fresh 


4.15 Fresh 


1.73 Fresh 


Saline 


8.48 Fresh 


5.63 Fresh 


7.28 Fresh 


Saline 


12.18 Fresh 


6.08 Fresh 


1.28 Saline 


3.66 Fresh 


Saline 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Tertiary Sandstone 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Tertiary Sandstone 

Non-command 

Older Alluvium 

Non-command 

Tertiary Sandstone 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Older Alluvium 

Non-command 

Tertiary Sandstone 

Non-command 

Older Alluvium 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

31.34 

70 

38.66 

5.00 

1.93 

0.0015 

0.0180 

52.00 

110 

58.00 

40.00 

23.20 

0.0150 

0.8608 

30.26 

110 

79.74 

40.00 

31.90 

0.0150 

0.5706 

30.26 

110 

79.74 

35.00 

27.91 

0.0150 

0.1211 

39.80 

70 

30.20 

5.00 

1.51 

0.0015 

0.0204 

40.31 

70 

29.69 

5.00 

1.48 

0.0015 

0.0074 

30.01 

70 

39.99 

5.00 

2.00 

0.0015 

0.0002 

26.65 

110 

83.35 

40.00 

33.34 

0.0150 

0.8526 

26.65 

110 

83.35 

35.00 

29.17 

0.0150 

0.5644 

44.41 

70 

25.59 

5.00 

1.28 

0.0015 

0.0169 

31.78 

70 

38.22 

5.00 

1.91 

0.0015 

0.0002 

33.71 

110 

76.29 

40.00 

30.51 

0.0150 

0.5547 

33.71 

110 

76.29 

35.00 

26.70 

0.0150 

0.0764 

29.29 

110 

80.71 

40.00 

32.28 

0.0150 

0.7281 

50.22 

100 

49.78 

40.00 

19.91 

0.0150 

2.3449 

50.22 

70 

19.78 

5.00 

0.99 

0.0015 

0.0096 

56.34 

100 

43.66 

40.00 

17.46 

0.0150 

0.6744 

39.34 

90 

50.66 

5.00 

2.53 

0.0015 

0.0527 

29.23 

110 

80.77 

40.00 

32.31 

0.0150 

1.5930 

29.23 

110 

80.77 

35.00 

28.27 

0.0150 

0.1272 

25.10 

110 

84.90 

40.00 

33.96 

0.0150 

0.3271 

25.10 

110 

84.90 

35.00 

29.72 

0.0150 

0.3602 

54.58 

145 

90.42 

25.00 

22.60 

0.0100 

0.0144 

32.52 

110 

77.48 

40.00 

30.99 

0.0150 

2.1493 

32.52 

110 

77.48 

35.00 

27.12 

0.0150 

0.7641 

24.93 

110 

85.07 

35.00 

29.77 

0.0150 

1.1177 

24.83 

110 

85.17 

40.00 

34.07 

0.0150 

0.3719 

24.83 

110 

85.17 

35.00 

29.81 

0.0150 

1.1537 

18.15 

100 

81.85 

40.00 

32.74 

0.0200 

0.7833 

46.86 

110 

63.14 

40.00 

25.26 

0.0150 

2.9663 

46.86 

110 

63.14 

35.00 

22.10 

0.0150 

0.0359 

29.03 

100 

70.97 

40.00 

28.39 

0.0200 

1.3610 

29.03 

100 

70.97 

30.00 

21.29 

0.0200 

2.7281 

38.05 

110 

71.95 

40.00 

28.78 

0.0150 

2.3957 

38.05 

110 

71.95 

35.00 

25.18 

0.0150 

0.7920 

45.20 

110 

64.80 

35.00 

22.68 

0.0150 

4.7242 

40.51 

110 

69.49 

40.00 

27.80 

0.0150 

7.1071 

40.51 

145 

104.49 

25.00 

26.12 

0.0100 

0.1793 

77.35 

110 

32.65 

40.00 

13.06 

0.0150 

0.1572 

77.35 

150 

72.65 

25.00 

18.16 

0.0100 

1.8858 

52.57 

110 

57.43 

40.00 

22.97 

0.0150 

2.8914 

36.80 

100 

63.20 

40.00 

25.28 

0.0200 

0.2769 

31.46 

110 

78.54 

40.00 

31.42 

0.0150 

0.1455 

55.72 

145 

89.28 

25.00 

22.32 

0.0100 

0.0014 

55.72 

145 

89.28 

20.00 

17.86 

0.0100 

0.0057 

48.24 

110 

61.76 

40.00 

24.70 

0.0150 

0.0765 

48.24 

145 

96.76 

25.00 

24.19 

0.0100 

2.0017 

50.55 

110 

59.45 

40.00 

23.78 

0.0150 

0.0324 

37.06 

145 

107.94 

25.00 

26.99 

0.0100 

1.7928 

37.06 

145 

107.94 

20.00 

21.59 

0.0100 

0.1372 

52.42 

110 

57.58 

40.00 

23.03 

0.0150 

0.0603 

51.03 

110 

58.97 

40.00 

23.59 

0.0150 

0.4052 

24.71 

110 

85.29 

35.00 

29.85 

0.0150 

0.5721 

37.48 

145 

107.52 

25.00 

26.88 

0.0100 

0.7375 

37.48 

145 

107.52 

20.00 

21.50 

0.0100 

0.1963 




























































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Older Alluvium 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 


Older Alluvium 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Tertiary Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 


Tortiarx/ Qanrlctnno 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

27.29 

110 

82.71 

35.00 

28.95 

0.0150 

0.5197 

25.96 

110 

84.04 

35.00 

29.42 

0.0150 

0.0516 

45.25 

145 

99.75 

25.00 

24.94 

0.0100 

0.4576 

29.56 

110 

80.44 

40.00 

32.18 

0.0150 

0.0579 

29.56 

110 

80.44 

35.00 

28.16 

0.0150 

0.4860 

37.03 

110 

72.97 

40.00 

29.19 

0.0150 

3.8307 

37.03 

110 

72.97 

35.00 

25.54 

0.0150 

0.0118 

49.64 

110 

60.36 

40.00 

24.14 

0.0150 

1.1785 

49.64 

145 

95.36 

25.00 

23.84 

0.0100 

0.3846 

55.40 

110 

54.60 

40.00 

21.84 

0.0150 

0.2341 

55.40 

110 

54.60 

30.00 

16.38 

0.0150 

0.9900 

78.03 

150 

71.97 

25.00 

17.99 

0.0100 

1.3383 

78.03 

140 

61.97 

25.00 

15.49 

0.0040 

0.0089 

80.97 

150 

69.03 

25.00 

17.26 

0.0100 

0.8368 

80.97 

140 

59.03 

25.00 

14.76 

0.0040 

0.2152 

43.49 

145 

101.51 

20.00 

20.30 

0.0100 

1.0481 

96.35 

140 

43.65 

25.00 

10.91 

0.0040 

0.0407 

48.58 

110 

61.42 

40.00 

24.57 

0.0150 

4.5792 

52.77 

110 

57.23 

40.00 

22.89 

0.0150 

0.7288 

52.77 

110 

57.23 

35.00 

20.03 

0.0150 

0.1562 

43.63 

110 

66.37 

40.00 

26.55 

0.0150 

3.6877 

43.63 

110 

66.37 

35.00 

23.23 

0.0150 

1.1048 

42.16 

110 

67.84 

40.00 

27.14 

0.0150 

0.0006 

42.16 

110 

67.84 

35.00 

23.74 

0.0150 

2.0146 

42.16 

145 

102.84 

20.00 

20.57 

0.0100 

0.3586 

52.55 

110 

57.45 

40.00 

22.98 

0.0150 

4.2297 

52.55 

150 

97.45 

25.00 

24.36 

0.0100 

0.1026 

52.55 

110 

57.45 

30.00 

17.23 

0.0150 

0.8369 

52.55 

150 

97.45 

20.00 

19.49 

0.0100 

0.0017 

56.05 

110 

53.95 

40.00 

21.58 

0.0150 

0.7031 

95.98 

140 

44.02 

25.00 

11.01 

0.0040 

0.7928 

98.90 

140 

41.10 

25.00 

10.28 

0.0040 

0.9253 

51.42 

110 

58.58 

40.00 

23.43 

0.0150 

0.0204 

51.42 

145 

93.58 

25.00 

23.39 

0.0100 

0.0516 

54.99 

110 

55.01 

40.00 

22.00 

0.0150 

1.0741 

54.99 

110 

55.01 

30.00 

16.50 

0.0150 

0.3048 

66.17 

110 

43.83 

40.00 

17.53 

0.0150 

1.2638 

42.98 

110 

67.02 

40.00 

26.81 

0.0150 

1.8546 

42.98 

110 

67.02 

35.00 

23.46 

0.0150 

0.0857 

40.49 

110 

69.51 

40.00 

27.80 

0.0150 

0.8316 

40.49 

110 

69.51 

35.00 

24.33 

0.0150 

0.9291 

79.33 

150 

70.67 

25.00 

17.67 

0.0100 

0.2655 

79.33 

140 

60.67 

25.00 

15.17 

0.0040 

0.0808 

53.45 

110 

56.55 

40.00 

22.62 

0.0150 

1.5948 

19.21 

100 

80.79 

40.00 

32.32 

0.0200 

1.0322 

27.21 

100 

72.79 

40.00 

29.12 

0.0200 

6.5285 

30.61 

100 

69.39 

40.00 

27.76 

0.0200 

1.9710 

30.61 

100 

69.39 

30.00 

20.82 

0.0200 

1.9191 

98.82 

160 

61.18 

25.00 

15.29 

0.0040 

1.5161 

74.50 

110 

35.50 

40.00 

14.20 

0.0150 

0.9095 

74.50 

150 

75.50 

25.00 

18.87 

0.0100 

0.8928 

74.50 

110 

35.50 

30.00 

10.65 

0.0150 

0.0062 

74.50 

150 

75.50 

20.00 

15.10 

0.0100 

0.4900 

22.46 

100 

77.54 

40.00 

31.02 

0.0200 

1.5442 

51.28 

145 

93.72 

25.00 

23.43 

0.0100 

0.5105 






































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 


Older Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

35.83 

110 

74.17 

35.00 

25.96 

0.0150 

2.4916 

31.33 

110 

78.67 

40.00 

31.47 

0.0150 

0.2066 

31.33 

110 

78.67 

35.00 

27.53 

0.0150 

1.5497 

43.60 

100 

56.40 

40.00 

22.56 

0.0200 

2.8468 

55.71 

145 

89.29 

25.00 

22.32 

0.0100 

1.4757 

55.71 

145 

89.29 

20.00 

17.86 

0.0100 

0.1886 

54.14 

145 

90.86 

25.00 

22.72 

0.0100 

0.2289 

88.10 

140 

51.90 

25.00 

12.97 

0.0040 

0.4927 

38.14 

110 

71.86 

40.00 

28.74 

0.0150 

1.7332 

38.14 

145 

106.86 

25.00 

26.71 

0.0100 

0.1860 

38.14 

110 

71.86 

35.00 

25.15 

0.0150 

0.0489 

29.68 

110 

80.32 

40.00 

32.13 

0.0150 

2.0344 

29.68 

110 

80.32 

35.00 

28.11 

0.0150 

5.0577 

44.10 

110 

65.90 

40.00 

26.36 

0.0150 

0.2835 

44.10 

110 

65.90 

35.00 

23.06 

0.0150 

2.6054 

37.91 

110 

72.09 

35.00 

25.23 

0.0150 

4.8524 

27.54 

110 

82.46 

40.00 

32.98 

0.0150 

0.1227 

40.64 

110 

69.36 

40.00 

27.74 

0.0150 

1.3869 

40.64 

145 

104.36 

25.00 

26.09 

0.0100 

1.4946 

27.82 

110 

82.18 

40.00 

32.87 

0.0150 

0.7658 

27.82 

110 

82.18 

35.00 

28.76 

0.0150 

1.7768 

29.28 

110 

80.72 

40.00 

32.29 

0.0150 

2.5594 

29.28 

110 

80.72 

35.00 

28.25 

0.0150 

2.1568 

26.81 

110 

83.19 

35.00 

29.12 

0.0150 

2.4666 

29.94 

100 

70.06 

40.00 

28.02 

0.0200 

5.0752 

29.94 

100 

70.06 

30.00 

21.02 

0.0200 

1.9797 

56.32 

110 

53.68 

40.00 

21.47 

0.0150 

0.6937 

56.32 

110 

53.68 

30.00 

16.10 

0.0150 

0.8988 

77.71 

110 

32.29 

40.00 

12.91 

0.0150 

0.2043 

77.71 

150 

72.29 

25.00 

18.07 

0.0100 

0.4018 

77.32 

110 

32.68 

40.00 

13.07 

0.0150 

0.2327 

77.71 

110 

32.29 

40.00 

12.92 

0.0150 

1.2258 

77.71 

150 

72.29 

25.00 

18.07 

0.0100 

0.0986 

77.24 

110 

32.76 

40.00 

13.10 

0.0150 

0.2556 

70.06 

110 

39.94 

40.00 

15.97 

0.0150 

0.0057 

28.39 

110 

81.61 

40.00 

32.64 

0.0150 

0.0890 

40.26 

110 

69.74 

35.00 

24.41 

0.0150 

1.0608 

40.26 

145 

104.74 

20.00 

20.95 

0.0100 

0.2554 

50.89 

110 

59.11 

40.00 

23.64 

0.0150 

1.2548 

50.89 

150 

99.11 

25.00 

24.78 

0.0100 

0.5291 

49.34 

110 

60.66 

40.00 

24.26 

0.0150 

1.2323 

49.34 

110 

60.66 

35.00 

21.23 

0.0150 

1.2604 

50.06 

145 

94.94 

25.00 

23.73 

0.0100 

0.1574 

50.06 

145 

94.94 

20.00 

18.99 

0.0100 

0.2074 

29.11 

110 

80.89 

35.00 

28.31 

0.0150 

1.1816 

30.27 

110 

79.73 

40.00 

31.89 

0.0150 

2.1817 

30.27 

110 

79.73 

35.00 

27.90 

0.0150 

1.2610 

45.58 

110 

64.42 

40.00 

25.77 

0.0150 

0.3713 

41.57 

145 

103.43 

20.00 

20.69 

0.0100 

1.7427 

38.05 

145 

106.95 

25.00 

26.74 

0.0100 

0.4564 

38.05 

145 

106.95 

20.00 

21.39 

0.0100 

0.4952 

26.46 

110 

83.54 

35.00 

29.24 

0.0150 

2.3731 

24.67 

100 

75.33 

40.00 

30.13 

0.0200 

2.8057 

24.67 

100 

75.33 

30.00 

22.60 

0.0200 

0.1105 

31.91 

110 

78.09 

40.00 

31.24 

0.0150 

2.1140 
















































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 


Older Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Older Alluvium 


Older Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Tertiary Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

31.91 

110 

78.09 

35.00 

27.33 

0.0150 

0.0989 

50.24 

145 

94.76 

25.00 

23.69 

0.0100 

0.5444 

25.78 

110 

84.22 

35.00 

29.48 

0.0150 

1.8427 

50.51 

110 

59.49 

40.00 

23.79 

0.0150 

0.5558 

49.66 

145 

95.34 

25.00 

23.84 

0.0100 

0.6468 

49.66 

145 

95.34 

20.00 

19.07 

0.0100 

0.3771 

53.85 

145 

91.15 

25.00 

22.79 

0.0100 

2.9432 

53.85 

145 

91.15 

20.00 

18.23 

0.0100 

1.2951 

55.37 

145 

89.63 

25.00 

22.41 

0.0100 

1.3207 

85.20 

150 

64.80 

25.00 

16.20 

0.0100 

0.1656 

85.20 

140 

54.80 

25.00 

13.70 

0.0040 

0.0615 

35.98 

110 

74.02 

40.00 

29.61 

0.0150 

0.3416 

38.73 

150 

111.27 

20.00 

22.25 

0.0100 

0.0024 

28.81 

110 

81.19 

40.00 

32.48 

0.0150 

0.0588 

59.44 

110 

50.56 

40.00 

20.22 

0.0150 

0.9897 

59.44 

150 

90.56 

25.00 

22.64 

0.0100 

0.7361 

73.45 

110 

36.55 

40.00 

14.62 

0.0150 

0.4195 

33.11 

110 

76.89 

40.00 

30.76 

0.0150 

0.9881 

37.39 

110 

72.61 

40.00 

29.04 

0.0150 

2.5892 

37.39 

110 

72.61 

35.00 

25.41 

0.0150 

3.0712 

48.55 

110 

61.45 

40.00 

24.58 

0.0150 

1.4027 

43.03 

110 

66.97 

40.00 

26.79 

0.0150 

1.0413 

25.24 

110 

84.76 

40.00 

33.90 

0.0150 

0.6175 

25.24 

150 

124.76 

25.00 

31.19 

0.0100 

0.1892 

25.24 

110 

84.76 

30.00 

25.43 

0.0150 

0.0037 

25.24 

150 

124.76 

20.00 

24.95 

0.0100 

0.0012 

40.17 

110 

69.83 

40.00 

27.93 

0.0150 

2.4108 

40.17 

110 

69.83 

35.00 

24.44 

0.0150 

0.4358 

38.83 

110 

71.17 

40.00 

28.47 

0.0150 

1.0477 

38.83 

145 

106.17 

25.00 

26.54 

0.0100 

0.3288 

38.83 

110 

71.17 

35.00 

24.91 

0.0150 

0.5642 

32.03 

100 

67.97 

40.00 

27.19 

0.0200 

7.1003 

61.35 

110 

48.65 

40.00 

19.46 

0.0150 

0.2912 

61.35 

150 

88.65 

25.00 

22.16 

0.0100 

1.4472 

61.35 

150 

88.65 

20.00 

17.73 

0.0100 

1.0299 

31.58 

110 

78.42 

40.00 

31.37 

0.0150 

4.1243 

33.66 

110 

76.34 

40.00 

30.54 

0.0150 

3.2865 

48.75 

145 

96.25 

25.00 

24.06 

0.0100 

0.1504 

48.75 

145 

96.25 

20.00 

19.25 

0.0100 

0.8230 

38.90 

110 

71.10 

40.00 

28.44 

0.0150 

0.3962 

38.90 

110 

71.10 

35.00 

24.88 

0.0150 

1.3373 

46.42 

110 

63.59 

40.00 

25.43 

0.0150 

0.3743 

46.42 

110 

63.59 

35.00 

22.25 

0.0150 

1.2294 

41.44 

110 

68.56 

40.00 

27.42 

0.0150 

1.6980 

41.44 

110 

68.56 

35.00 

24.00 

0.0150 

0.0421 

99.79 

140 

40.21 

25.00 

10.05 

0.0040 

0.4287 

31.48 

110 

78.52 

40.00 

31.41 

0.0150 

0.6261 

31.48 

110 

78.52 

35.00 

27.48 

0.0150 

5.5689 

82.40 

150 

67.60 

25.00 

16.90 

0.0100 

0.8600 

82.40 

140 

57.60 

25.00 

14.40 

0.0040 

1.4208 

28.70 

110 

81.30 

40.00 

32.52 

0.0150 

8.6404 

28.70 

110 

81.30 

35.00 

28.45 

0.0150 

0.2882 

33.59 

110 

76.41 

40.00 

30.56 

0.0150 

4.6114 

33.59 

110 

76.41 

35.00 

26.74 

0.0150 

0.9718 

54.15 

110 

55.85 

40.00 

22.34 

0.0150 

0.0330 










































































































































































































































































































































































































































































































































































































































































































































Sukhwasni 0814000701853100 5.36 


Sundari 

0814000701856600 

2.24 

Thala Ki Dhani 

0814000601837900 

3.78 

Udiyas 

0814000701855800 

4.03 

Veer Teja Nagar 

0814000601828600 

2.84 

Banda Hera 

0814000801876100 

10.06 

Banwara 

0814000701863500 

9.61 

Bhawal Charna 

0814000701860200 

5.76 


Bherunda 

0814000701861100 

23.76 

Bikharniya Kalan 

0814000701858700 

12.18 


Bikharniya Khurd_|0814000701858800 | 6.08 



Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 


Hydrogeological Unit 


Older Alluvium 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Older Alluvium 


Older Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Tertiary Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

54.15 

110 

55.85 

30.00 

16.76 

0.0150 

2.3282 

48.48 

110 

61.52 

40.00 

24.61 

0.0150 

0.4549 

48.48 

145 

96.52 

25.00 

24.13 

0.0100 

1.2474 

48.48 

110 

61.52 

35.00 

21.53 

0.0150 

0.5175 

48.48 

145 

96.52 

20.00 

19.30 

0.0100 

0.3315 

41.10 

100 

58.90 

40.00 

23.56 

0.0200 

2.0394 

42.80 

110 

67.20 

40.00 

26.88 

0.0150 

1.7482 

42.80 

145 

102.20 

25.00 

25.55 

0.0100 

0.2341 

42.80 

110 

67.20 

35.00 

23.52 

0.0150 

0.5606 

42.80 

145 

102.20 

20.00 

20.44 

0.0100 

0.7282 

49.22 

145 

95.78 

25.00 

23.95 

0.0100 

0.5332 

49.22 

145 

95.78 

20.00 

19.16 

0.0100 

0.1861 

80.10 

150 

69.90 

25.00 

17.47 

0.0100 

0.2675 

29.89 

110 

80.11 

40.00 

32.05 

0.0150 

0.8560 

29.89 

110 

80.11 

35.00 

28.04 

0.0150 

1.6300 

43.43 

145 

101.57 

25.00 

25.39 

0.0100 

4.7163 

43.43 

145 

101.57 

20.00 

20.31 

0.0100 

0.0410 

30.26 

110 

79.74 

40.00 

31.90 

0.0150 

1.0302 

54.38 

110 

55.62 

40.00 

22.25 

0.0150 

8.2000 

54.38 

110 

55.62 

30.00 

16.69 

0.0150 

5.3377 

28.90 

110 

81.10 

40.00 

32.44 

0.0150 

1.9707 

28.90 

110 

81.10 

35.00 

28.38 

0.0150 

0.0803 

89.85 

160 

70.15 

25.00 

17.54 

0.0040 

0.4625 

28.11 

110 

81.89 

40.00 

32.76 

0.0150 

0.9936 

28.11 

110 

81.89 

35.00 

28.66 

0.0150 

1.7669 

51.45 

110 

58.55 

40.00 

23.42 

0.0150 

0.0966 

49.24 

145 

95.76 

25.00 

23.94 

0.0100 

0.1625 

26.65 

110 

83.35 

40.00 

33.34 

0.0150 

0.4310 

26.65 

110 

83.35 

35.00 

29.17 

0.0150 

0.0289 

77.71 

110 

32.29 

40.00 

12.92 

0.0150 

0.0010 

77.71 

150 

72.29 

25.00 

18.07 

0.0100 

0.2127 

92.11 

140 

47.89 

25.00 

11.97 

0.0040 

0.0757 

33.71 

110 

76.29 

40.00 

30.51 

0.0150 

8.5740 

73.66 

110 

36.34 

40.00 

14.53 

0.0150 

1.3859 

73.66 

150 

76.34 

25.00 

19.08 

0.0100 

0.0940 

73.66 

110 

36.34 

30.00 

10.90 

0.0150 

0.1077 

73.66 

150 

76.34 

20.00 

15.27 

0.0100 

0.3814 

49.15 

110 

60.85 

40.00 

24.34 

0.0150 

0.0051 

49.15 

150 

100.85 

25.00 

25.21 

0.0100 

0.0027 

49.15 

110 

60.85 

30.00 

18.26 

0.0150 

0.3787 

49.15 

150 

100.85 

20.00 

20.17 

0.0100 

0.1596 

30.39 

110 

79.61 

40.00 

31.85 

0.0150 

1.1768 

30.39 

110 

79.61 

35.00 

27.86 

0.0150 

1.2125 

29.29 

110 

80.71 

40.00 

32.28 

0.0150 

0.3545 

52.11 

110 

57.89 

40.00 

23.15 

0.0150 

1.3142 

29.23 

110 

80.77 

40.00 

32.31 

0.0150 

0.2151 

90.76 

140 

49.24 

25.00 

12.31 

0.0040 

0.0074 

31.02 

70 

38.98 

5.00 

1.95 

0.0015 

0.0005 

33.96 

70 

36.04 

5.00 

1.80 

0.0015 

0.0260 

47.90 

110 

62.10 

40.00 

24.84 

0.0150 

0.0580 

47.90 

90 

42.10 

5.00 

2.11 

0.0015 

0.0177 

35.79 

70 

34.21 

5.00 

1.71 

0.0015 

0.0380 

52.42 

110 

57.58 

40.00 

23.03 

0.0150 

0.4735 

52.42 

90 

37.58 

5.00 

1.88 

0.0015 

0.0002 

51.03 

110 

58.97 

40.00 

23.59 

0.0150 

1.5070 

































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bilara Limestone 


Vindhyan Sandstone 


Tortiarx/ Qanrlctnno 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

45.89 

100 

54.11 

40.00 

21.64 

0.0200 

0.1499 

45.89 

70 

24.11 

5.00 

1.21 

0.0015 

0.0157 

48.32 

110 

61.68 

40.00 

24.67 

0.0150 

0.0832 

46.63 

110 

63.37 

40.00 

25.35 

0.0150 

3.7765 

46.63 

90 

43.37 

5.00 

2.17 

0.0015 

0.0011 

31.46 

90 

58.54 

5.00 

2.93 

0.0015 

0.0000 

47.03 

70 

22.97 

5.00 

1.15 

0.0015 

0.0023 

49.75 

110 

60.25 

40.00 

24.10 

0.0150 

0.1276 

49.75 

90 

40.25 

5.00 

2.01 

0.0015 

0.0009 

59.40 

100 

40.60 

40.00 

16.24 

0.0150 

0.0818 

46.56 

110 

63.44 

40.00 

25.37 

0.0150 

0.6812 

46.56 

90 

43.44 

5.00 

2.17 

0.0015 

0.0003 

28.36 

70 

41.64 

5.00 

2.08 

0.0015 

0.0019 

45.58 

110 

64.42 

40.00 

25.77 

0.0150 

0.4091 

44.71 

110 

65.29 

40.00 

26.12 

0.0150 

1.3786 

45.88 

110 

64.12 

40.00 

25.65 

0.0150 

0.1973 

53.46 

110 

56.54 

40.00 

22.62 

0.0150 

1.4074 

53.46 

90 

36.54 

5.00 

1.83 

0.0015 

0.0002 

56.56 

110 

53.44 

40.00 

21.38 

0.0150 

1.5123 

33.11 

110 

76.89 

40.00 

30.76 

0.0150 

1.7433 

39.12 

110 

70.88 

40.00 

28.35 

0.0150 

1.1874 

46.49 

110 

63.51 

40.00 

25.41 

0.0150 

0.0010 

46.49 

90 

43.51 

5.00 

2.18 

0.0015 

0.0261 

43.03 

110 

66.97 

40.00 

26.79 

0.0150 

0.0019 

35.83 

70 

34.17 

5.00 

1.71 

0.0015 

0.0102 

31.58 

110 

78.42 

40.00 

31.37 

0.0150 

0.1775 

51.54 

110 

58.46 

40.00 

23.38 

0.0150 

1.8451 

50.64 

110 

59.36 

40.00 

23.74 

0.0150 

4.2780 

50.64 

90 

39.36 

5.00 

1.97 

0.0015 

0.0001 

33.27 

70 

36.73 

5.00 

1.84 

0.0015 

0.0226 

44.42 

110 

65.58 

40.00 

26.23 

0.0150 

0.1373 

44.42 

90 

45.58 

5.00 

2.28 

0.0015 

0.0379 

33.59 

110 

76.41 

40.00 

30.56 

0.0150 

5.6675 

35.60 

70 

34.40 

5.00 

1.72 

0.0015 

0.0041 

28.84 

70 

41.16 

5.00 

2.06 

0.0015 

0.0370 

27.97 

70 

42.03 

5.00 

2.10 

0.0015 

0.0083 

51.29 

110 

58.71 

40.00 

23.48 

0.0150 

2.7804 

31.34 

70 

38.66 

5.00 

1.93 

0.0015 

0.0109 

49.99 

110 

60.01 

40.00 

24.01 

0.0150 

1.8704 

49.99 

90 

40.01 

5.00 

2.00 

0.0015 

0.0123 

27.96 

70 

42.04 

5.00 

2.10 

0.0015 

0.0005 

30.01 

70 

39.99 

5.00 

2.00 

0.0015 

0.0311 

34.25 

70 

35.75 

5.00 

1.79 

0.0015 

0.0084 

47.15 

110 

62.85 

40.00 

25.14 

0.0150 

0.2799 

47.15 

90 

42.85 

5.00 

2.14 

0.0015 

0.0278 

56.34 

100 

43.66 

40.00 

17.46 

0.0150 

0.0504 

39.34 

90 

50.66 

5.00 

2.53 

0.0015 

0.0390 

28.78 

100 

71.22 

40.00 

28.49 

0.0200 

12.9954 

18.15 

100 

81.85 

40.00 

32.74 

0.0200 

4.4602 

18.15 

100 

81.85 

30.00 

24.55 

0.0200 

0.8511 

29.03 

100 

70.97 

40.00 

28.39 

0.0200 

1.9716 

29.03 

100 

70.97 

30.00 

21.29 

0.0200 

1.9666 

92.00 

160 

68.00 

25.00 

17.00 

0.0040 

0.0933 

92.00 

140 

48.00 

25.00 

12.00 

0.0040 

0.7194 

81.37 

150 

68.63 

25.00 

17.16 

0.0100 

2.4041 


































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Vindhyan Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Bilara Limestone 


Tertiary Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Bilara Limestone 


Bilara Limestone 


Tertiary Sandstone 


Older Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Older Alluvium 


Bilara Limestone 


Older Alluvium 


Bilara Limestone 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Tertiary Sandstone 


Phyllite & Schist 


Bilara Limestone 


Vindhyan Sandstone 


Tertiary Sandstone 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Tertiary Sandstone 


Older Alluvium 


Older Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Tertiary Sandstone 


Tortiarx/ Qanrlctnno 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

81.37 

140 

58.63 

25.00 

14.66 

0.0040 

0.0563 

57.38 

150 

92.62 

25.00 

23.16 

0.0100 

1.2329 

64.44 

150 

85.56 

25.00 

21.39 

0.0100 

2.8991 

88.97 

160 

71.03 

25.00 

17.76 

0.0040 

0.4408 

35.46 

150 

114.54 

25.00 

28.64 

0.0100 

0.3985 

88.06 

160 

71.94 

25.00 

17.98 

0.0040 

0.3720 

88.06 

140 

51.94 

25.00 

12.98 

0.0040 

0.0244 

36.80 

100 

63.20 

40.00 

25.28 

0.0200 

2.0068 

32.98 

100 

67.02 

40.00 

26.81 

0.0200 

3.1610 

86.88 

160 

73.12 

25.00 

18.28 

0.0040 

0.7173 

89.99 

160 

70.01 

25.00 

17.50 

0.0040 

0.6200 

89.99 

150 

60.01 

25.00 

15.00 

0.0100 

1.9869 

31.46 

110 

78.54 

40.00 

31.42 

0.0150 

1.8104 

59.21 

150 

90.79 

25.00 

22.70 

0.0100 

0.7229 

48.21 

150 

101.79 

25.00 

25.45 

0.0100 

0.9461 

22.90 

110 

87.10 

40.00 

34.84 

0.0150 

1.2537 

92.78 

160 

67.22 

25.00 

16.80 

0.0040 

1.1473 

24.75 

100 

75.25 

40.00 

30.10 

0.0200 

1.5971 

44.60 

150 

105.40 

35.00 

36.89 

0.0040 

1.1263 

24.94 

100 

75.06 

40.00 

30.02 

0.0200 

0.8681 

115.59 

140 

24.41 

25.00 

6.10 

0.0040 

0.0810 

16.32 

100 

83.68 

40.00 

33.47 

0.0200 

7.3742 

16.71 

100 

83.29 

40.00 

33.32 

0.0200 

7.0091 

69.19 

150 

80.81 

25.00 

20.20 

0.0100 

0.4163 

35.79 

70 

34.21 

5.00 

1.71 

0.0015 

0.0115 

90.94 

160 

69.06 

25.00 

17.26 

0.0040 

0.1948 

90.94 

140 

49.06 

25.00 

12.26 

0.0040 

0.2196 

69.93 

150 

80.07 

25.00 

20.02 

0.0100 

0.4692 

33.46 

110 

76.54 

40.00 

30.61 

0.0150 

6.7046 

33.46 

150 

116.54 

25.00 

29.13 

0.0100 

0.1617 

52.42 

110 

57.58 

40.00 

23.03 

0.0150 

3.3738 

52.42 

90 

37.58 

5.00 

1.88 

0.0015 

0.0023 

51.03 

110 

58.97 

40.00 

23.59 

0.0150 

0.2390 

48.31 

150 

101.69 

35.00 

35.59 

0.0040 

5.5701 

48.31 

150 

101.69 

35.00 

35.59 

0.0040 

1.4702 

91.69 

160 

68.31 

25.00 

17.08 

0.0040 

0.3314 

91.69 

150 

58.31 

25.00 

14.58 

0.0100 

0.2633 

28.76 

100 

71.24 

40.00 

28.50 

0.0200 

3.0227 

25.80 

100 

74.20 

40.00 

29.68 

0.0200 

2.9467 

78.03 

150 

71.97 

25.00 

17.99 

0.0100 

0.0008 

80.97 

150 

69.03 

25.00 

17.26 

0.0100 

0.0161 

22.05 

100 

77.95 

40.00 

31.18 

0.0200 

1.5276 

25.00 

100 

75.00 

40.00 

30.00 

0.0200 

0.2615 

96.35 

140 

43.65 

25.00 

10.91 

0.0040 

0.0826 

24.45 

100 

75.55 

40.00 

30.22 

0.0200 

3.5951 

52.55 

110 

57.45 

40.00 

22.98 

0.0150 

0.2571 

52.55 

150 

97.45 

25.00 

24.36 

0.0100 

1.0567 

52.55 

110 

57.45 

30.00 

17.23 

0.0150 

0.1423 

52.55 

150 

97.45 

20.00 

19.49 

0.0100 

0.0802 

56.05 

110 

53.95 

40.00 

21.58 

0.0150 

0.0031 

95.98 

140 

44.02 

25.00 

11.01 

0.0040 

0.0033 

23.35 

110 

86.65 

40.00 

34.66 

0.0150 

15.4054 

66.17 

110 

43.83 

40.00 

17.53 

0.0150 

1.9396 

66.17 

150 

83.83 

25.00 

20.96 

0.0100 

0.1329 

58.87 

150 

91.13 

25.00 

22.78 

0.0100 

1.1943 




































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Vindhyan Sandstone 


Older Alluvium 


Bilara Limestone 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bilara Limestone 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Tertiary Sandstone 


Older Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Bilara Limestone 


Tertiary Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Bilara Limestone 


Vindhyan Sandstone 


Phyllite & Schist 


Bilara Limestone 


Vindhyan Sandstone 


Phyllite & Schist 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Tertiary Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 


Older Alluvium 


Tortiarx/ Qanrlctnno 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

39.03 

170 

130.97 

35.00 

45.84 

0.0040 

0.3352 

19.21 

100 

80.79 

40.00 

32.32 

0.0200 

1.1364 

74.10 

160 

85.90 

25.00 

21.47 

0.0040 

2.1400 

74.10 

140 

65.90 

25.00 

16.47 

0.0040 

0.3806 

20.44 

100 

79.56 

40.00 

31.82 

0.0200 

3.7220 

20.31 

100 

79.69 

40.00 

31.88 

0.0200 

11.8457 

22.46 

100 

77.54 

40.00 

31.02 

0.0200 

5.4772 

19.22 

100 

80.78 

40.00 

32.31 

0.0200 

1.3714 

38.47 

90 

51.53 

10.00 

5.15 

0.0020 

0.0000 

32.10 

100 

67.90 

40.00 

27.16 

0.0200 

0.5690 

32.10 

70 

37.90 

5.00 

1.90 

0.0015 

0.0097 

16.43 

100 

83.57 

40.00 

33.43 

0.0200 

4.2537 

96.85 

160 

63.15 

25.00 

15.79 

0.0040 

0.1012 

96.85 

140 

43.15 

25.00 

10.79 

0.0040 

0.0101 

16.53 

150 

133.47 

35.00 

46.72 

0.0040 

0.0915 

88.10 

140 

51.90 

25.00 

12.97 

0.0040 

0.0000 

83.98 

160 

76.02 

25.00 

19.00 

0.0040 

0.6765 

83.98 

150 

66.02 

25.00 

16.50 

0.0100 

2.4703 

24.27 

110 

85.73 

40.00 

34.29 

0.0150 

1.7369 

63.26 

150 

86.74 

25.00 

21.68 

0.0100 

2.5591 

80.16 

150 

69.84 

25.00 

17.46 

0.0100 

1.2985 

82.97 

160 

77.03 

25.00 

19.26 

0.0040 

0.6338 

82.97 

150 

67.03 

25.00 

16.76 

0.0100 

2.5532 

82.97 

140 

57.03 

25.00 

14.26 

0.0040 

0.0154 

18.50 

100 

81.50 

40.00 

32.60 

0.0200 

5.2222 

21.94 

100 

78.06 

40.00 

31.22 

0.0200 

0.8693 

58.73 

150 

91.27 

35.00 

31.94 

0.0040 

0.8036 

58.73 

170 

111.27 

35.00 

38.94 

0.0040 

4.4412 

45.89 

70 

24.11 

5.00 

1.21 

0.0015 

0.0001 

102.64 

160 

57.36 

25.00 

14.34 

0.0040 

0.6937 

102.64 

140 

37.36 

25.00 

9.34 

0.0040 

0.2782 

47.03 

70 

22.97 

5.00 

1.15 

0.0015 

0.0100 

28.49 

150 

121.51 

35.00 

42.53 

0.0040 

0.4915 

28.49 

150 

121.51 

35.00 

42.53 

0.0040 

0.0002 

119.01 

160 

40.99 

25.00 

10.25 

0.0040 

0.3135 

119.01 

140 

20.99 

25.00 

5.25 

0.0040 

0.7662 

77.16 

150 

72.84 

25.00 

18.21 

0.0100 

0.9539 

21.15 

100 

78.85 

40.00 

31.54 

0.0200 

3.1471 

24.78 

100 

75.22 

40.00 

30.09 

0.0200 

1.0746 

44.55 

110 

65.45 

40.00 

26.18 

0.0150 

0.4117 

44.55 

150 

105.45 

25.00 

26.36 

0.0100 

1.1126 

60.58 

150 

89.42 

25.00 

22.35 

0.0100 

4.7934 

74.21 

150 

75.79 

25.00 

18.95 

0.0100 

1.1126 

74.21 

140 

65.79 

25.00 

16.45 

0.0040 

0.0148 

48.50 

110 

61.50 

40.00 

24.60 

0.0150 

3.5457 

49.97 

110 

60.03 

40.00 

24.01 

0.0150 

3.4160 

48.26 

100 

51.74 

40.00 

20.70 

0.0200 

0.8388 

81.96 

150 

68.04 

25.00 

17.01 

0.0100 

0.7231 

31.43 

100 

68.57 

40.00 

27.43 

0.0200 

13.9728 

36.78 

100 

63.22 

40.00 

25.29 

0.0200 

1.2271 

77.32 

110 

32.68 

40.00 

13.07 

0.0150 

0.0272 

77.32 

150 

72.68 

25.00 

18.17 

0.0100 

0.2455 

77.71 

110 

32.29 

40.00 

12.92 

0.0150 

0.0020 

77.24 

110 

32.76 

40.00 

13.10 

0.0150 

0.2393 

77.24 

150 

72.76 

25.00 

18.19 

0.0100 

0.0111 


























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Jesas Rohit 


Jintiya 


Jodhras Kalan 


Kalru 


Kama Basni 


Kanwariyat 


Kapriwas 


Karakwal 


Karwasaron Ki Dhani 


Katyasani 


Keriya Makra 


Khakharki 


Khariya Khangar 


Khawaspura 


Kheduli 


Khera Dhoonawala 


Khera Kishanpura 


Kheras Khurd 


Khojanagar 


Kumpras 


Kurdaya 


Lai 


Lamba Jatan 


Mad Puriya 


Mandawara 


Mangliyawas 


Mankiyas 


Megadand 


Meora 


Merta City (M) 


Merta Road 


Mokala 


Morari Goda 


Morra 


Nathawari 


Naya Khera 


Netadiya 


Nokha Chandawata 


Census Code 


0814000601845200 


0814000601831300 


0814000601843300 


0814000601843000 


0814000601839400 


0814000601833400 


0814000601833200 


0814000601843500 


0814000601828400 


0814000601837100 


0814000601826200 


0814000601835800 


0814000601844500 


0814000601840500 


0815000301953400 


0815000301953900 


0814000601832500 


0814000601845100 


0814000601843800 


0814000601844200 


0815000702006500 


0814000601828500 


0814000601834200 


0814000601830600 


0814000601830100 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 



0815000301953800 


0814000601839800 


0814000601828800 


0814000601843400 


0814000601837500 


0814000701858300 


0814000641407000 


0814000601828100 


0814000601833500 


0814000601837200 


0814000601838500 


0814000701858100 


0814000601832700 


0814000601837000 


0814000601826900 




18.39 Fresh 


29.79 Fresh 


15.84 Fresh 


4.77 Fresh 


5.23 Fresh 


Saline 


6.79 Fresh 


16.49 Fresh 


14.51 Fresh 


28.68 Fresh 


19.22 Fresh 


27.55 Fresh 


18.55 Fresh 


Saline 


5.77 Fresh 


Saline 


13.98 Fresh 


6.60 Fresh 


6.22 Fresh 


16.57 Fresh 


7.99 Fresh 


4.74 Fresh 


32.61 Fresh 


84.47 Fresh 


Saline 


3.65 Fresh 


51.87 Fresh 


1.89 Fresh 


15.09 Fresh 


7.86 Fresh 


3.19 Fresh 


15.94 Fresh 


37.48 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Tertiary Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Tertiary Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Tertiary Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bilara Limestone 


Tertiary Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Tertiary Sandstone 


Bilara Limestone 


Tertiary Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Bilara Limestone 


Tertiary Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

58.43 

100 

41.57 

40.00 

16.63 

0.0200 

0.2082 

70.06 

110 

39.94 

40.00 

15.97 

0.0150 

1.1645 

70.06 

150 

79.94 

25.00 

19.98 

0.0100 

0.5342 

26.32 

100 

73.68 

40.00 

29.47 

0.0200 

4.1443 

18.78 

100 

81.22 

40.00 

32.49 

0.0200 

0.5480 

27.35 

100 

72.65 

40.00 

29.06 

0.0200 

2.2394 

41.23 

150 

108.77 

25.00 

27.19 

0.0100 

2.4677 

40.19 

150 

109.81 

25.00 

27.45 

0.0100 

0.6656 

38.86 

100 

61.14 

40.00 

24.46 

0.0200 

5.0800 

81.85 

150 

68.15 

25.00 

17.04 

0.0100 

0.1419 

27.51 

100 

72.49 

40.00 

29.00 

0.0200 

3.2990 

120.34 

140 

19.66 

25.00 

4.91 

0.0040 

0.0004 

26.34 

100 

73.66 

40.00 

29.46 

0.0200 

7.6038 

45.81 

100 

54.19 

40.00 

21.67 

0.0200 

2.1134 

40.72 

110 

69.28 

40.00 

27.71 

0.0150 

1.0261 

40.72 

150 

109.28 

25.00 

27.32 

0.0100 

2.3140 

30.35 

170 

139.65 

35.00 

48.88 

0.0040 

0.1477 

53.62 

150 

96.38 

35.00 

33.73 

0.0040 

0.0023 

53.62 

170 

116.38 

35.00 

40.73 

0.0040 

1.4888 

47.00 

150 

103.00 

25.00 

25.75 

0.0100 

4.0799 

48.89 

100 

51.11 

40.00 

20.45 

0.0200 

1.9514 

24.67 

100 

75.33 

40.00 

30.13 

0.0200 

0.1896 

24.67 

100 

75.33 

30.00 

22.60 

0.0200 

0.0059 

25.71 

100 

74.29 

40.00 

29.71 

0.0200 

4.0379 

30.85 

150 

119.16 

35.00 

41.70 

0.0040 

0.0377 

85.20 

150 

64.80 

25.00 

16.20 

0.0100 

0.4163 

85.20 

140 

54.80 

25.00 

13.70 

0.0040 

0.5371 

62.80 

160 

97.20 

25.00 

24.30 

0.0040 

0.8369 

76.61 

150 

73.39 

25.00 

18.35 

0.0100 

3.5263 

82.10 

160 

77.90 

25.00 

19.47 

0.0040 

0.0003 

82.10 

150 

67.90 

25.00 

16.97 

0.0100 

1.8428 

82.10 

140 

57.90 

25.00 

14.47 

0.0040 

0.9662 

19.02 

100 

80.98 

40.00 

32.39 

0.0200 

11.3515 

19.02 

100 

80.98 

30.00 

24.29 

0.0200 

0.4979 

38.73 

150 

111.27 

25.00 

27.82 

0.0100 

0.7821 

38.73 

150 

111.27 

20.00 

22.25 

0.0100 

0.6564 

85.68 

160 

74.32 

25.00 

18.58 

0.0040 

0.2831 

85.68 

150 

64.32 

25.00 

16.08 

0.0100 

1.5584 

41.57 

170 

128.43 

35.00 

44.95 

0.0040 

0.1077 

27.17 

100 

72.83 

40.00 

29.13 

0.0200 

3.6226 

96.15 

140 

43.85 

25.00 

10.96 

0.0040 

0.7266 

42.39 

100 

57.61 

40.00 

23.04 

0.0200 

3.6839 

48.55 

110 

61.45 

40.00 

24.58 

0.0150 

0.3462 

43.03 

110 

66.97 

40.00 

26.79 

0.0150 

12.0597 

25.24 

110 

84.76 

40.00 

33.90 

0.0150 

30.0504 

25.24 

150 

124.76 

25.00 

31.19 

0.0100 

7.3407 

25.24 

150 

124.76 

20.00 

24.95 

0.0100 

0.0030 

82.00 

150 

68.00 

25.00 

17.00 

0.0100 

0.6206 

41.24 

150 

108.76 

25.00 

27.19 

0.0100 

14.1027 

31.51 

100 

68.49 

40.00 

27.40 

0.0200 

1.0353 

32.03 

100 

67.97 

40.00 

27.19 

0.0200 

1.1056 

33.66 

110 

76.34 

40.00 

30.54 

0.0150 

0.3146 

23.02 

150 

126.98 

25.00 

31.75 

0.0100 

1.0127 

23.32 

110 

86.68 

40.00 

34.67 

0.0150 

8.2892 

99.79 

140 

40.21 

25.00 

10.05 

0.0040 

0.9628 






































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Padoo Khurd 


Padu kalan 


Palri Siddha 


Panchroliya Kalan 


Panchroliya Khurd 


Pandoo Khan 


Patel Nagar 


Pharaspura 


Polas 


Poondloo 


Prithvipura 


Rajlani 


Raliyawata 


Ramliyas 


Ramnagar 


Rasliyas 


Riyan Bari 


Riya-Shyamdas 


Rol Chandawata 


Samdolao Kalan 


Sangva Ki Dhani 


Sarang Basni 


Sarangwas 


Sathana Kalan 


Sathana Khurd 


Sathani 


Satlas 


SENSARA 


Shekhasani 


Shiv 


Shyampura 


Siyas 


Sodas 


Sooriyas 


Sowaniya 


Subdand 


Surpura 


Tado Ki Dhani 


Talanpur 


Census Code 


0814000601844900 


0814000601844400 


0815000301953700 


0814000601836700 


0814000601836600 


0814000601832800 


0815000702006300 


0814000601837300 


0814000601832600 


0814000601834000 


Zone (Fresh 
/ Saline) 



0814000601835300 


0815000301953200 


0814000601838900 


0814000601834400 


0814000601829200 


0814000601839500 


0814000601845300 


0814000601828700 


0814000601826800 


0814000601841700 


0814000601826100 


0814000601832900 


0814000601844600 


0814000701861400 


0814000701861600 


0814000701861500 


0814000601835200 


0814000601845000 


0814000601833600 


0814000601826600 


0814000601836500 


0814000601836000 


0814000601830000 


0814000601842800 


0815000702006700 


0814000601837600 


0814000701858600 


0814000601826400 


0814000601829500 



10.57 Fresh 


49.48 Fresh 


4.29 Fresh 


8.85 Fresh 


5.79 Fresh 


4.28 Fresh 


33.01 Fresh 


31.27 Fresh 



21.76 Fresh 


8.31 Fresh 


0.72 Fresh 


2.99 Fresh 


2.41 Fresh 


2.15 Fresh 


5.25 Fresh 


2.05 Fresh 


9.88 Fresh 


7.93 Fresh 


5.37 Fresh 


8.57 Fresh 



4.20 Fresh 


8.96 Fresh 


4.81 Fresh 



15.82 Fresh 


18.16 Fresh 


2.42 Saline 


3.61 Fresh 


2.18 Fresh 


16.27 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Tertiary Sandstone 

Non-command 

Bilara Limestone 

Non-command 

Older Alluvium 

Non-command 

Tertiary Sandstone 

Non-command 

Bilara Limestone 

Non-command 

Vindhyan Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Bilara Limestone 

Non-command 

Bilara Limestone 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Tertiary Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Tertiary Sandstone 

Non-command 

Older Alluvium 

Non-command 

Tertiary Sandstone 

Non-command 

Bilara Limestone 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Tertiary Sandstone 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Bilara Limestone 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Tertiary Sandstone 

Non-command 

Older Alluvium 

Non-command 

Bilara Limestone 

Non-command 

Vindhyan Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Vindhyan Sandstone 

Non-command 

Bilara Limestone 

Non-command 

Vindhyan Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

46.58 

100 

53.42 

40.00 

21.37 

0.0200 

4.0323 

41.16 

100 

58.84 

40.00 

23.54 

0.0200 

10.6982 

37.23 

170 

132.77 

35.00 

46.47 

0.0040 

0.1449 

23.99 

110 

86.01 

40.00 

34.40 

0.0150 

2.5191 

25.50 

110 

84.51 

40.00 

33.80 

0.0150 

2.6473 

38.29 

150 

111.71 

25.00 

27.93 

0.0100 

2.0930 

46.15 

150 

103.85 

35.00 

36.35 

0.0040 

1.4310 

41.10 

100 

58.90 

40.00 

23.56 

0.0200 

1.0005 

27.07 

150 

122.93 

25.00 

30.73 

0.0100 

1.4085 

90.01 

160 

69.99 

25.00 

17.50 

0.0040 

1.9129 

90.01 

140 

49.99 

25.00 

12.50 

0.0040 

0.0000 

80.10 

150 

69.90 

25.00 

17.47 

0.0100 

4.7856 

80.10 

140 

59.90 

25.00 

14.97 

0.0040 

0.0000 

37.67 

150 

112.33 

25.00 

28.08 

0.0100 

2.9688 

70.76 

170 

99.24 

35.00 

34.74 

0.0040 

0.0034 

17.88 

100 

82.12 

40.00 

32.85 

0.0200 

2.8214 

80.99 

160 

79.01 

25.00 

19.75 

0.0040 

0.3249 

91.88 

160 

68.12 

25.00 

17.03 

0.0040 

0.3947 

23.94 

100 

76.06 

40.00 

30.42 

0.0200 

2.6052 

39.79 

100 

60.21 

40.00 

24.08 

0.0200 

2.3996 

91.46 

150 

58.54 

25.00 

14.63 

0.0100 

0.0359 

91.46 

140 

48.54 

25.00 

12.13 

0.0040 

1.5060 

43.13 

100 

56.87 

40.00 

22.75 

0.0200 

0.9673 

43.13 

70 

26.87 

5.00 

1.34 

0.0015 

0.0076 

95.45 

140 

44.55 

25.00 

11.14 

0.0040 

0.9695 

18.43 

100 

81.57 

40.00 

32.63 

0.0200 

0.1028 

101.24 

140 

38.76 

25.00 

9.69 

0.0040 

0.0187 

31.63 

150 

118.37 

25.00 

29.59 

0.0100 

0.8834 

41.77 

100 

58.23 

40.00 

23.29 

0.0200 

0.4152 

34.43 

100 

65.57 

40.00 

26.23 

0.0200 

0.4939 

35.90 

100 

64.10 

40.00 

25.64 

0.0200 

0.6085 

38.44 

100 

61.56 

40.00 

24.62 

0.0200 

1.0102 

37.47 

110 

72.53 

40.00 

29.01 

0.0150 

0.0109 

37.47 

150 

112.53 

25.00 

28.13 

0.0100 

2.7717 

47.08 

100 

52.92 

40.00 

21.17 

0.0200 

3.3554 

53.09 

150 

96.91 

25.00 

24.23 

0.0100 

1.3001 

110.97 

160 

49.03 

25.00 

12.26 

0.0040 

0.0243 

110.97 

140 

29.03 

25.00 

7.26 

0.0040 

0.2343 

77.71 

110 

32.29 

40.00 

12.92 

0.0150 

0.0211 

77.71 

150 

72.29 

25.00 

18.07 

0.0100 

0.1994 

25.01 

110 

84.99 

40.00 

34.00 

0.0150 

2.1438 

23.39 

100 

76.61 

40.00 

30.64 

0.0200 

5.4923 

90.18 

160 

69.82 

25.00 

17.46 

0.0040 

0.1374 

90.18 

140 

49.82 

25.00 

12.46 

0.0040 

0.1414 

25.32 

110 

84.68 

40.00 

33.87 

0.0150 

3.0214 

25.32 

150 

124.68 

25.00 

31.17 

0.0100 

6.3481 

54.76 

100 

45.24 

40.00 

18.10 

0.0200 

5.6867 

28.16 

150 

121.84 

35.00 

42.64 

0.0040 

0.0450 

28.16 

150 

121.84 

35.00 

42.64 

0.0040 

0.0343 

49.15 

150 

100.85 

20.00 

20.17 

0.0100 

0.0449 

51.13 

110 

58.87 

40.00 

23.55 

0.0150 

0.7713 

51.13 

90 

38.87 

5.00 

1.94 

0.0015 

0.0041 

128.14 

140 

11.86 

25.00 

2.97 

0.0040 

0.0259 

72.05 

160 

87.95 

25.00 

21.99 

0.0040 

0.9027 

72.05 

140 

67.95 

25.00 

16.99 

0.0040 

0.4078 


































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



11005026 


Veer Teja Nagar 


Bagarki 


Bankaliya 


Basni Buddha 


Basni Kaparda 


Basni Khariya 


Benan 


Bhaton Ki Dhani 


Bhundana 


Binawas 


Boroonda 


Buch Kalan 


Burchha 


Chapla 


Chaukri Kalan 


Chaukri Khurd 


Chodha 


Dantiwara 


Devnagar 


Dhadhesri 


Dhanapa 


Gadh Sooriya 


Ghodawat 


Gothan 


Harsolao 


Jaliwara Kalan 


Jaliwara Khurd 


Jaspali 


Jatiyawas 


Jawasiya 


Kagal 


Khangata 


Khariya Khangar 


Khawaspura 


Khokhariya 


Khudecha 


Kosana 


Census Code 


0814000601844300 


0814000601831500 



Zone (Fresh 
/ Saline) 


0814000601828600 


0815000702005000 


0815000702007700 


0815000301953000 


0815000702008200 


0815000301953600 


0815000702008000 


0815000401968500 


0815000301955200 


0815000702008400 


0815000702006100 


0815000702007800 


0815000301952800 


0815000301953100 


0815000301954300 


0815000301954100 


0815000702008300 


0815000401968400 


0815000301953500 


0815000301953300 


0814000601829600 


0815000702006000 


0815000301954000 


0814000601829400 


0814000601826300 


0815000702005500 


0815000702005600 


0815000702007500 


0815000702007900 


0815000702005100 


0815000301955000 


0815000301954500 


0815000301953400 


0815000301953900 


0815000301957300 


0815000702005300 


0815000301954600 


0815000301957200 


7.41 Fresh 


1.43 Fresh 



18.39 Fresh 


29.79 Fresh 


26.42 Fresh 


6.25 Fresh 


36.69 Fresh 


13.32 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Tertiary Sandstone 

Non-command 

Bilara Limestone 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Tertiary Sandstone 

Non-command 

Older Alluvium 

Non-command 

Tertiary Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Jalore Granite 

Non-command 

Jalore Granite 

Non-command 

Vindhyan Sandstone 

Non-command 

Jalore Granite 

Non-command 

Vindhyan Sandstone 

Non-command 

Jalore Granite 

Non-command 

Jalore Granite 

Non-command 

Jalore Granite 

Non-command 

Jalore Granite 

Non-command 

Jalore Granite 

Non-command 

Jalore Granite 

Non-command 

Vindhyan Sandstone 

Non-command 

Jalore Granite 

Non-command 

Jalore Granite 

Non-command 

Jalore Granite 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Jalore Granite 

Non-command 

Jalore Granite 

Non-command 

Jalore Granite 

Non-command 

Jalore Granite 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Jalore Granite 

Non-command 

Jalore Granite 

Non-command 

Jalore Granite 

Non-command 

Jalore Granite 

Non-command 

Jalore Granite 

Non-command 

Jalore Granite 

Non-command 

Jalore Granite 

Non-command 

Jalore Granite 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Jalore Granite 

Non-command 

Jalore Granite 

Non-command 

Jalore Granite 

Non-command 

Vindhyan Sandstone 

Non-command 

Jalore Granite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

37.26 

100 

62.74 

40.00 

25.10 

0.0200 

3.7208 

74.93 

110 

35.07 

40.00 

14.03 

0.0150 

0.0470 

74.93 

150 

75.07 

25.00 

18.77 

0.0100 

0.2263 

85.03 

160 

74.97 

25.00 

18.74 

0.0040 

1.1294 

85.03 

140 

54.97 

25.00 

13.74 

0.0040 

0.0515 

40.34 

110 

69.66 

40.00 

27.87 

0.0150 

0.0127 

40.34 

150 

109.66 

25.00 

27.42 

0.0100 

1.8779 

42.68 

110 

67.32 

40.00 

26.93 

0.0150 

0.0566 

42.68 

150 

107.32 

25.00 

26.83 

0.0100 

0.9764 

90.76 

140 

49.24 

25.00 

12.31 

0.0040 

0.1323 

30.45 

100 

69.55 

35.00 

24.34 

0.0015 

0.0529 

25.84 

100 

74.16 

35.00 

25.96 

0.0015 

0.1886 

44.58 

170 

125.42 

35.00 

43.90 

0.0040 

1.3127 

16.52 

100 

83.48 

35.00 

29.22 

0.0015 

0.0484 

32.13 

170 

137.87 

35.00 

48.25 

0.0040 

2.0246 

19.59 

100 

80.41 

35.00 

28.14 

0.0015 

0.2982 

19.59 

100 

80.41 

30.00 

24.12 

0.0015 

0.0830 

12.89 

100 

87.11 

35.00 

30.49 

0.0015 

0.0328 

42.41 

100 

57.59 

35.00 

20.16 

0.0015 

0.2352 

42.41 

100 

57.59 

30.00 

17.28 

0.0015 

0.2117 

23.39 

100 

76.61 

35.00 

26.81 

0.0015 

0.5301 

48.31 

150 

101.69 

35.00 

35.59 

0.0040 

0.1408 

21.43 

100 

78.57 

35.00 

27.50 

0.0015 

0.3283 

21.43 

100 

78.57 

30.00 

23.57 

0.0015 

0.0240 

50.96 

100 

49.04 

35.00 

17.16 

0.0015 

0.0275 

30.35 

170 

139.65 

35.00 

48.88 

0.0040 

0.6207 

40.29 

170 

129.71 

35.00 

45.40 

0.0040 

3.4250 

28.01 

170 

141.99 

35.00 

49.70 

0.0040 

3.5462 

21.62 

100 

78.38 

35.00 

27.43 

0.0015 

0.6694 

21.62 

100 

78.38 

30.00 

23.52 

0.0015 

0.0337 

18.87 

100 

81.14 

35.00 

28.40 

0.0015 

0.2619 

38.75 

100 

61.25 

35.00 

21.44 

0.0015 

0.0450 

38.75 

170 

131.25 

35.00 

45.94 

0.0040 

2.9552 

39.03 

170 

130.97 

35.00 

45.84 

0.0040 

1.5972 

74.10 

140 

65.90 

25.00 

16.47 

0.0040 

0.0017 

16.53 

150 

133.47 

35.00 

46.72 

0.0040 

2.7024 

58.73 

170 

111.27 

35.00 

38.94 

0.0040 

0.8643 

102.64 

140 

37.36 

25.00 

9.34 

0.0040 

0.0018 

119.01 

140 

20.99 

25.00 

5.25 

0.0040 

0.0353 

25.98 

100 

74.02 

35.00 

25.91 

0.0015 

0.0823 

25.52 

100 

74.48 

35.00 

26.07 

0.0015 

0.3672 

21.91 

100 

78.09 

35.00 

27.33 

0.0015 

0.4989 

19.82 

100 

80.18 

35.00 

28.06 

0.0015 

0.1853 

19.82 

100 

80.18 

30.00 

24.05 

0.0015 

0.0793 

26.42 

100 

73.58 

35.00 

25.75 

0.0015 

0.1726 

46.70 

100 

53.30 

35.00 

18.66 

0.0015 

0.1120 

38.65 

100 

61.35 

35.00 

21.47 

0.0015 

0.8325 

38.65 

170 

131.35 

35.00 

45.97 

0.0040 

3.5607 

30.35 

170 

139.65 

35.00 

48.88 

0.0040 

3.4471 

53.62 

170 

116.38 

35.00 

40.73 

0.0040 

3.3623 

19.07 

100 

80.93 

35.00 

28.33 

0.0015 

0.1574 

23.92 

100 

76.08 

35.00 

26.63 

0.0015 

0.0741 

28.20 

100 

71.80 

35.00 

25.13 

0.0015 

1.1511 

28.20 

170 

141.80 

35.00 

49.63 

0.0040 

1.2215 

18.07 

100 

81.93 

35.00 

28.68 

0.0015 

0.0055 









































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Jalore Granite 


Vindhyan Sandstone 


Vindhyan Sandstone 


Jalore Granite 


Vindhyan Sandstone 


Jalore Granite 


Jalore Granite 


Vindhyan Sandstone 


Jalore Granite 


Vindhyan Sandstone 


Jalore Granite 


Vindhyan Sandstone 


Jalore Granite 


Vindhyan Sandstone 


Jalore Granite 


Jalore Granite 


Vindhyan Sandstone 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Vindhyan Sandstone 


Jalore Granite 


Vindhyan Sandstone 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Older Alluvium 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Older Alluvium 


Jalore Granite 


Older Alluvium 


Jalore Granite 


Older Alluvium 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

24.94 

100 

75.06 

35.00 

26.27 

0.0015 

0.0668 

24.94 

150 

125.06 

35.00 

43.77 

0.0040 

2.4187 

41.57 

170 

128.43 

35.00 

44.95 

0.0040 

1.0787 

24.62 

100 

75.38 

35.00 

26.38 

0.0015 

0.3549 

24.62 

150 

125.38 

35.00 

43.88 

0.0040 

0.0444 

33.68 

100 

66.32 

30.00 

19.90 

0.0015 

0.0033 

24.47 

100 

75.53 

35.00 

26.43 

0.0015 

0.7002 

38.56 

170 

131.44 

35.00 

46.00 

0.0040 

1.0244 

25.04 

100 

74.96 

35.00 

26.24 

0.0015 

0.5965 

37.23 

170 

132.77 

35.00 

46.47 

0.0040 

4.0415 

22.33 

100 

77.67 

35.00 

27.18 

0.0015 

0.3418 

70.76 

170 

99.24 

35.00 

34.74 

0.0040 

0.0817 

51.56 

100 

48.44 

35.00 

16.95 

0.0015 

0.8011 

51.56 

170 

118.44 

35.00 

41.45 

0.0040 

0.7686 

26.67 

100 

73.33 

35.00 

25.67 

0.0015 

0.1545 

31.98 

100 

68.02 

35.00 

23.81 

0.0015 

0.0433 

101.24 

140 

38.76 

25.00 

9.69 

0.0040 

0.0006 

46.58 

100 

53.42 

35.00 

18.70 

0.0015 

0.2001 

49.26 

100 

50.74 

35.00 

17.76 

0.0015 

0.1367 

29.72 

100 

70.28 

35.00 

24.60 

0.0015 

2.1889 

29.72 

100 

70.28 

30.00 

21.08 

0.0015 

0.4401 

31.14 

100 

68.86 

35.00 

24.10 

0.0015 

0.4249 

31.14 

100 

68.86 

30.00 

20.66 

0.0015 

0.2013 

25.38 

100 

74.62 

35.00 

26.12 

0.0015 

0.4614 

34.02 

170 

135.98 

35.00 

47.59 

0.0040 

1.5567 

28.16 

100 

71.84 

35.00 

25.14 

0.0015 

0.0212 

28.16 

150 

121.84 

35.00 

42.64 

0.0040 

1.0250 

18.32 

100 

81.68 

35.00 

28.59 

0.0015 

0.0000 

16.08 

100 

83.92 

35.00 

29.37 

0.0015 

0.1972 

22.43 

100 

77.57 

35.00 

27.15 

0.0015 

0.0001 

16.52 

100 

83.48 

35.00 

29.22 

0.0015 

0.3560 

12.89 

100 

87.11 

35.00 

30.49 

0.0015 

0.2601 

17.67 

100 

82.33 

35.00 

28.82 

0.0015 

0.2111 

17.67 

70 

52.33 

40.00 

20.93 

0.0200 

0.0624 

17.67 

100 

82.33 

30.00 

24.70 

0.0015 

0.2142 

23.39 

100 

76.61 

35.00 

26.81 

0.0015 

0.3852 

22.52 

100 

77.48 

35.00 

27.12 

0.0015 

0.3632 

22.52 

70 

47.48 

40.00 

18.99 

0.0200 

1.5078 

22.52 

100 

77.48 

30.00 

23.25 

0.0015 

0.0906 

22.52 

70 

47.48 

30.00 

14.25 

0.0200 

0.0593 

14.57 

100 

85.43 

35.00 

29.90 

0.0015 

1.5792 

14.57 

70 

55.43 

40.00 

22.17 

0.0200 

3.5705 

21.43 

100 

78.57 

35.00 

27.50 

0.0015 

0.0038 

13.37 

100 

86.63 

35.00 

30.32 

0.0015 

0.6507 

13.37 

100 

86.63 

30.00 

25.99 

0.0015 

0.0032 

23.33 

100 

76.67 

35.00 

26.83 

0.0015 

1.1473 

21.62 

100 

78.38 

35.00 

27.43 

0.0015 

0.1928 

18.87 

100 

81.14 

35.00 

28.40 

0.0015 

0.0000 

27.11 

100 

72.89 

35.00 

25.51 

0.0015 

0.5070 

27.11 

100 

72.89 

30.00 

21.87 

0.0015 

0.1377 

25.98 

100 

74.02 

35.00 

25.91 

0.0015 

0.2180 

25.52 

100 

74.48 

35.00 

26.07 

0.0015 

0.2801 

20.11 

100 

79.89 

35.00 

27.96 

0.0015 

0.4210 

21.91 

100 

78.09 

35.00 

27.33 

0.0015 

0.6433 

11.87 

100 

88.13 

35.00 

30.85 

0.0015 

0.5286 


































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Jalore Granite 


Older Alluvium 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Older Alluvium 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Older Alluvium 


Jalore Granite 


Older Alluvium 


Jalore Granite 


Bilara Limestone 


Jalore Granite 


Vindhyan Sandstone 


Jalore Granite 


Jalore Granite 


Bilara Limestone 


Jalore Granite 


Jalore Granite 


Older Alluvium 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Older Alluvium 


Bilara Limestone 


Jalore Granite 


Vindhyan Sandstone 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Older Alluvium 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Older Alluvium 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Older Alluvium 


Older Alluvium 


Jalore Granite 


Jalore Granite 


Older Alluvium 


Jalore Granite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.87 

70 

58.13 

40.00 

23.25 

0.0200 

5.3344 

11.87 

100 

88.13 

30.00 

26.44 

0.0015 

0.1624 

11.87 

70 

58.13 

30.00 

17.44 

0.0200 

1.0615 

20.04 

100 

79.96 

35.00 

27.99 

0.0015 

0.2546 

20.73 

100 

79.27 

35.00 

27.74 

0.0015 

1.2879 

23.92 

100 

76.08 

35.00 

26.63 

0.0015 

0.1754 

11.21 

100 

88.79 

35.00 

31.08 

0.0015 

0.0020 

11.21 

70 

58.79 

40.00 

23.52 

0.0200 

0.8055 

24.62 

100 

75.38 

35.00 

26.38 

0.0015 

0.1203 

24.47 

100 

75.53 

35.00 

26.43 

0.0015 

0.1396 

25.04 

100 

74.96 

35.00 

26.24 

0.0015 

0.1144 

19.22 

70 

50.78 

40.00 

20.31 

0.0200 

0.4568 

19.22 

100 

80.78 

30.00 

24.23 

0.0015 

0.0373 

19.22 

70 

50.78 

30.00 

15.23 

0.0200 

0.4680 

22.33 

100 

77.67 

35.00 

27.18 

0.0015 

0.7573 

29.60 

150 

120.40 

35.00 

42.14 

0.0040 

0.2946 

29.60 

100 

70.40 

35.00 

24.64 

0.0015 

0.3212 

29.60 

150 

120.40 

35.00 

42.14 

0.0040 

1.8006 

18.57 

100 

81.43 

35.00 

28.50 

0.0015 

1.2094 

17.99 

100 

82.01 

35.00 

28.70 

0.0015 

0.4429 

24.04 

150 

125.96 

35.00 

44.09 

0.0040 

0.0437 

24.04 

100 

75.96 

35.00 

26.59 

0.0015 

0.0523 

13.31 

100 

86.69 

35.00 

30.34 

0.0015 

0.3088 

13.31 

70 

56.69 

40.00 

22.67 

0.0200 

0.1184 

23.36 

100 

76.64 

35.00 

26.83 

0.0015 

0.8121 

7.74 

100 

92.26 

35.00 

32.29 

0.0015 

0.1225 

7.74 

100 

92.26 

30.00 

27.68 

0.0015 

0.1814 

7.74 

70 

62.26 

30.00 

18.68 

0.0200 

0.0062 

28.16 

150 

121.84 

35.00 

42.64 

0.0040 

0.0391 

28.16 

100 

71.84 

35.00 

25.14 

0.0015 

0.0044 

28.16 

150 

121.84 

35.00 

42.64 

0.0040 

0.8992 

27.79 

100 

72.21 

35.00 

25.27 

0.0015 

0.8016 

16.76 

100 

83.24 

35.00 

29.13 

0.0015 

0.3772 

18.32 

100 

81.68 

35.00 

28.59 

0.0015 

0.1398 

20.28 

100 

79.72 

35.00 

27.90 

0.0015 

0.2124 

20.13 

100 

79.87 

35.00 

27.95 

0.0015 

0.6933 

25.84 

100 

74.16 

35.00 

25.96 

0.0015 

0.1752 

25.84 

100 

74.16 

30.00 

22.25 

0.0015 

0.0792 

24.29 

100 

75.71 

35.00 

26.50 

0.0015 

0.8664 

24.29 

100 

75.71 

30.00 

22.71 

0.0015 

0.1360 

29.49 

100 

70.51 

35.00 

24.68 

0.0015 

0.1642 

11.20 

60 

48.80 

30.00 

14.64 

0.0150 

0.8159 

17.67 

100 

82.33 

35.00 

28.81 

0.0015 

0.9424 

19.59 

100 

80.41 

30.00 

24.12 

0.0015 

0.0527 

12.89 

100 

87.11 

35.00 

30.49 

0.0015 

0.5977 

12.89 

70 

57.11 

40.00 

22.84 

0.0200 

0.0078 

42.41 

100 

57.59 

35.00 

20.16 

0.0015 

0.1731 

42.41 

100 

57.59 

30.00 

17.28 

0.0015 

0.0016 

23.39 

100 

76.61 

35.00 

26.81 

0.0015 

0.0000 

10.45 

60 

49.55 

30.00 

14.86 

0.0150 

1.4689 

9.54 

60 

50.46 

30.00 

15.14 

0.0150 

1.4257 

12.24 

100 

87.76 

35.00 

30.72 

0.0015 

0.8183 

12.24 

100 

87.76 

35.00 

30.72 

0.0015 

0.4778 

12.24 

70 

57.76 

40.00 

23.11 

0.0200 

0.0658 

21.43 

100 

78.57 

35.00 

27.50 

0.0015 

0.0090 










































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 

Jalore 

Granite 

Jalore 

Granite 

Jalore 

Granite 

Jalore 

Granite 

Jalore 

Granite 

Jalore 

Granite 

Jalore 

Granite 

Jalore 

Granite 

Jalore 

Granite 

Jalore 

Granite 

Jalore 

Granite 

Jalore 

Granite 

Jalore 

Granite 

Jalore 

Granite 

Older 

Alluvium 

Older 

Alluvium 

Jalore 

Granite 

Jalore 

Granite 

Jalore 

Granite 

Older 

Alluvium 

Jalore 

Granite 

Older 

Alluvium 

Jalore 

Granite 

Jalore 

Granite 

Jalore 

Granite 

Jalore 

Granite 

Jalore 

Granite 

Jalore 

Granite 

Older 

Alluvium 

Jalore 

Granite 

Older 

Alluvium 

Jalore 

Granite 

Jalore 

Granite 

Jalore 

Granite 

Jalore 

Granite 

Jalore 

Granite 

Jalore 

Granite 

Jalore 

Granite 

Older 

Alluvium 

Jalore 

Granite 

Older 

Alluvium 

Older 

Alluvium 

Older 

Alluvium 

Jalore 

Granite 

Jalore 

Granite 

Older 

Alluvium 

Jalore 

Granite 

Older 

Alluvium 

Jalore 

Granite 

Jalore 

Granite 

Jalore 

Granite 

Jalore 

Granite 

Jalore 

Granite 

Jalore 

Granite 

Jalore 

Granite 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

21.43 

100 

78.57 

30.00 

23.57 

0.0015 

0.0984 

50.96 

100 

49.04 

35.00 

17.16 

0.0015 

0.0051 

13.37 

100 

86.63 

35.00 

30.32 

0.0015 

0.0167 

21.62 

100 

78.38 

35.00 

27.43 

0.0015 

0.0079 

21.62 

100 

78.38 

30.00 

23.52 

0.0015 

0.0889 

13.64 

100 

86.36 

35.00 

30.22 

0.0015 

0.2442 

13.64 

100 

86.36 

35.00 

30.22 

0.0015 

0.5757 

18.87 

100 

81.14 

35.00 

28.40 

0.0015 

0.7755 

7.93 

100 

92.07 

35.00 

32.22 

0.0015 

0.0034 

16.74 

100 

83.26 

35.00 

29.14 

0.0015 

0.5197 

14.01 

100 

85.99 

35.00 

30.10 

0.0015 

0.3933 

14.01 

100 

85.99 

35.00 

30.10 

0.0015 

0.5045 

14.01 

100 

85.99 

30.00 

25.80 

0.0015 

0.0024 

46.57 

100 

53.43 

35.00 

18.70 

0.0015 

0.0040 

5.68 

60 

54.32 

30.00 

16.30 

0.0150 

0.0011 

7.36 

60 

52.64 

30.00 

15.79 

0.0150 

0.1958 

23.42 

100 

76.58 

35.00 

26.80 

0.0015 

0.5068 

15.96 

100 

84.04 

35.00 

29.41 

0.0015 

0.0093 

13.83 

100 

86.17 

35.00 

30.16 

0.0015 

0.0482 

13.83 

70 

56.17 

40.00 

22.47 

0.0200 

0.2294 

13.83 

70 

56.17 

30.00 

16.85 

0.0015 

0.0733 

13.83 

70 

56.17 

30.00 

16.85 

0.0200 

1.4855 

21.69 

100 

78.31 

35.00 

27.41 

0.0015 

0.2163 

14.33 

100 

85.67 

35.00 

29.98 

0.0015 

0.1603 

14.33 

100 

85.67 

35.00 

29.98 

0.0015 

0.3014 

19.82 

100 

80.18 

30.00 

24.05 

0.0015 

0.1881 

46.70 

100 

53.30 

35.00 

18.66 

0.0015 

0.0627 

12.45 

100 

87.55 

30.00 

26.27 

0.0015 

0.0033 

12.45 

60 

47.55 

30.00 

14.27 

0.0150 

3.1916 

18.57 

100 

81.43 

35.00 

28.50 

0.0015 

0.3066 

10.04 

60 

49.96 

30.00 

14.99 

0.0150 

0.0469 

31.95 

100 

68.05 

35.00 

23.82 

0.0015 

0.0224 

19.07 

100 

80.93 

35.00 

28.33 

0.0015 

0.9651 

19.96 

100 

80.04 

35.00 

28.01 

0.0015 

0.6039 

18.07 

100 

81.93 

35.00 

28.68 

0.0015 

0.3729 

18.07 

100 

81.93 

30.00 

24.58 

0.0015 

0.1667 

33.68 

100 

66.32 

35.00 

23.21 

0.0015 

0.0429 

33.68 

100 

66.32 

30.00 

19.90 

0.0015 

0.2012 

11.26 

60 

48.74 

30.00 

14.62 

0.0150 

1.4457 

10.46 

100 

89.54 

35.00 

31.34 

0.0015 

0.0373 

10.46 

80 

69.54 

40.00 

27.81 

0.0200 

1.3226 

10.46 

60 

49.54 

30.00 

14.86 

0.0150 

2.0414 

6.70 

60 

53.30 

30.00 

15.99 

0.0150 

0.0000 

14.70 

100 

85.30 

35.00 

29.86 

0.0015 

0.0014 

14.70 

100 

85.30 

35.00 

29.86 

0.0015 

0.5513 

14.70 

80 

65.30 

40.00 

26.12 

0.0200 

0.6841 

14.70 

100 

85.30 

30.00 

25.59 

0.0015 

0.0028 

14.70 

60 

45.30 

30.00 

13.59 

0.0150 

0.0278 

24.39 

100 

75.61 

35.00 

26.46 

0.0015 

0.0001 

20.52 

100 

79.48 

35.00 

27.82 

0.0015 

1.2050 

20.52 

100 

79.48 

30.00 

23.84 

0.0015 

0.2135 

28.02 

100 

71.98 

35.00 

25.19 

0.0015 

0.3203 

26.67 

100 

73.33 

35.00 

25.67 

0.0015 

0.1552 

12.50 

100 

87.50 

35.00 

30.62 

0.0015 

0.0456 

12.50 

100 

87.50 

35.00 

30.62 

0.0015 

0.2240 










































































































































































































































































































































































































































































































































































































































































































































Micro-watershed Village Name Census Code 


Salwa Khurd 

0815000301956600 

Sangasani 

0815000602003700 

Sargiya Kalan 

0815000301954900 

Sargiya Khurd 

0815000301954800 

Sewalon Ki Dhani 

0815000401969400 

Shekhnagar 

0815000301955600 


Sooraj Basni 

0815000401967300 

Tigra 

0815000301956500 


Alasan 0818000302292700 


Bagra 

0818000302295600 

Bakra 

0818000302292800 

Bakraroad 

0818000302293200 

Berath 

0818000302292900 

Bhagli Sindhian 

0818000302293600 

Bhetala 

0818000302296500 

Choora 

0818000302295100 

Dakatara 

0818000302293300 

Dhanpur 

0818000302294900 

Dhansa 

0818000402298300 


Dhawala 

0818000302294400 

Doodsi 

0818000302295700 

Firozpura 

0818000302292300 

Jalor (M) 

0818000341801000 

Jor Virana 

0818000102276500 


Kalapura 

0818000302293400 

Katarasan 

0818000302292600 

Keshwana 

0818000302292500 

Kharal 

0818000102276300 

Kolar 

0818000302292200 

Madalpura 

0818000302294800 

Mauk 

0818000302295000 

Meda Uparla 

0818000302294500 

Narnawas 

0818000302294600 

Naya Narnawas 

0818000302294700 

Otwala 

0818000102276200 


Rewat 

0818000302293500 

Rewatra 

0818000102276600 

Santhoo 

0818000302295500 

Sayla 

0818000102276100 


Tadwa 

0818000302292400 

Ummedabad 

0818000302291000 


Virana 0818000102276400 


Adwara 0818000302295900 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 



Non-command 

Older Alluvium 


Saline 

Non-command 

Older Alluvium 

62.86 

Fresh 

Non-command 

Jalore Granite 

10.75 

Saline 

Non-command 

Older Alluvium 

13.89 

Fresh 

Non-command 

Jalore Granite 

6.58 

Fresh 

Non-command 

Jalore Granite 

4.39 

Saline 

Non-command 

Older Alluvium 

24.23 

Fresh 

Non-command 

Jalore Granite 


Saline 

Non-command 

Jalore Granite 

7.29 

Fresh 

Non-command 

Jalore Granite 

4.42 

Fresh 

Non-command 

Jalore Granite 


Sub Basin: Khari 


22.50 

Fresh 

Non-command 

Older Alluvium 



Non-command 

Younger Alluvium 

21.02 

Fresh 

Non-command 

Older Alluvium 

31.32 

Fresh 

Non-command 

Older Alluvium 

4.97 

Fresh 

Non-command 

Older Alluvium 

22.18 

Fresh 

Non-command 

Older Alluvium 

17.22 

Fresh 

Non-command 

Older Alluvium 

16.67 

Fresh 

Non-command 

Older Alluvium 

12.59 

Fresh 

Non-command 

Older Alluvium 

12.67 

Fresh 

Non-command 

Older Alluvium 

9.26 

Fresh 

Non-command 

Older Alluvium 

80.95 

Fresh 

Non-command 

Older Alluvium 



Non-command 

Younger Alluvium 

24.62 

Fresh 

Non-command 

Older Alluvium 

26.25 

Fresh 

Non-command 

Older Alluvium 

13.22 

Fresh 

Non-command 

Older Alluvium 

79.40 

Fresh 

Non-command 

Older Alluvium 

4.88 

Fresh 

Non-command 

Older Alluvium 



Non-command 

Younger Alluvium 

9.98 

Fresh 

Non-command 

Older Alluvium 

8.39 

Fresh 

Non-command 

Older Alluvium 

26.68 

Fresh 

Non-command 

Older Alluvium 

8.00 

Fresh 

Non-command 

Younger Alluvium 

12.09 

Fresh 

Non-command 

Older Alluvium 

10.52 

Fresh 

Non-command 

Older Alluvium 

8.78 

Fresh 

Non-command 

Older Alluvium 

51.91 

Fresh 

Non-command 

Older Alluvium 

36.59 

Fresh 

Non-command 

Older Alluvium 

1.90 

Fresh 

Non-command 

Older Alluvium 

21.25 

Fresh 

Non-command 

Older Alluvium 



Non-command 

Younger Alluvium 

17.31 

Fresh 

Non-command 

Older Alluvium 

15.72 

Fresh 

Non-command 

Older Alluvium 

26.75 

Fresh 

Non-command 

Older Alluvium 

58.48 

Fresh 

Non-command 

Older Alluvium 



Non-command 

Younger Alluvium 

22.44 

Fresh 

Non-command 

Older Alluvium 

43.81 

Fresh 

Non-command 

Older Alluvium 



Non-command 

Younger Alluvium 

8.14 

Fresh 

Non-command 

Older Alluvium 



Non-command 

Younger Alluvium 

9.86 

Fresh 

Non-command 

Older Alluvium 



Non-command 

Younger Alluvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.50 

70 

57.50 

40.00 

23.00 

0.0200 

1.4537 

12.50 

70 

57.50 

30.00 

17.25 

0.0200 

1.7810 

31.98 

100 

68.02 

35.00 

23.81 

0.0015 

1.8441 

10.87 

60 

49.13 

30.00 

14.74 

0.0150 

1.3022 

46.58 

100 

53.42 

35.00 

18.70 

0.0015 

0.0602 

49.26 

100 

50.74 

35.00 

17.76 

0.0015 

0.0210 

9.15 

60 

50.85 

30.00 

15.25 

0.0150 

0.8664 

31.14 

100 

68.86 

35.00 

24.10 

0.0015 

0.1669 

31.14 

100 

68.86 

30.00 

20.66 

0.0015 

0.0423 

18.97 

100 

81.03 

35.00 

28.36 

0.0015 

0.0580 

30.86 

100 

69.15 

35.00 

24.20 

0.0015 

0.0480 


19.85 

43.21 

140 

96.79 

35.00 

33.88 

0.0150 

10.0882 

0.42 

43.21 

90 

46.79 

35.00 

16.38 

0.0200 

0.1368 

11.16 

37.27 

65 

27.73 

35.00 

9.71 

0.0150 

1.6249 

25.47 

45.26 

140 

94.74 

35.00 

33.16 

0.0150 

12.6667 

0.32 

45.04 

65 

19.96 

35.00 

6.99 

0.0150 

0.0332 

20.61 

47.02 

140 

92.98 

35.00 

32.54 

0.0150 

10.0625 

17.22 

48.70 

65 

16.30 

35.00 

5.71 

0.0150 

1.4737 

0.18 

20.89 

65 

44.11 

35.00 

15.44 

0.0150 

0.0414 

6.77 

42.99 

65 

22.01 

35.00 

7.70 

0.0150 

0.7825 

12.54 

47.08 

65 

17.92 

35.00 

6.27 

0.0150 

1.1793 

9.03 

42.25 

65 

22.75 

35.00 

7.96 

0.0150 

1.0782 

5.50 

40.04 

65 

24.96 

35.00 

8.74 

0.0150 

0.7207 

0.05 

40.04 

60 

19.96 

40.00 

7.99 

0.0200 

0.0077 

12.00 

21.88 

65 

43.12 

35.00 

15.09 

0.0150 

2.7168 

0.09 

33.83 

65 

31.17 

35.00 

10.91 

0.0150 

0.0139 

1.00 

35.90 

140 

104.10 

35.00 

36.44 

0.0150 

0.5464 

33.66 

25.73 

65 

39.27 

35.00 

13.74 

0.0150 

6.9401 

1.48 

56.31 

140 

83.69 

35.00 

29.29 

0.0150 

0.6524 

1.27 

56.31 

90 

33.69 

35.00 

11.79 

0.0200 

0.3002 

9.76 

50.25 

140 

89.75 

35.00 

31.41 

0.0150 

4.5979 

6.05 

43.40 

140 

96.60 

35.00 

33.81 

0.0150 

3.0688 

7.49 

49.82 

140 

90.18 

35.00 

31.56 

0.0150 

3.5461 

0.01 

46.72 

90 

43.28 

35.00 

15.15 

0.0200 

0.0037 

1.55 

29.34 

140 

110.66 

35.00 

38.73 

0.0150 

0.8991 

10.52 

36.81 

65 

28.19 

35.00 

9.87 

0.0150 

1.5576 

8.78 

44.56 

65 

20.44 

35.00 

7.15 

0.0150 

0.9421 

0.93 

22.05 

65 

42.95 

35.00 

15.03 

0.0150 

0.2098 

22.39 

27.08 

65 

37.92 

35.00 

13.27 

0.0150 

4.4578 

1.90 

37.71 

65 

27.29 

35.00 

9.55 

0.0150 

0.2716 

0.01 

56.92 

140 

83.08 

35.00 

29.08 

0.0150 

0.0031 

0.34 

56.92 

90 

33.08 

35.00 

11.58 

0.0200 

0.0785 

17.30 

50.59 

65 

14.41 

35.00 

5.04 

0.0150 

1.3088 

15.34 

46.07 

140 

93.93 

35.00 

32.87 

0.0150 

7.5630 

1.25 

42.35 

65 

22.65 

35.00 

7.93 

0.0150 

0.1487 

0.12 

60.67 

140 

79.33 

35.00 

27.76 

0.0150 

0.0513 

3.28 

60.67 

90 

29.33 

35.00 

10.26 

0.0200 

0.6725 

19.29 

42.68 

140 

97.32 

35.00 

34.06 

0.0150 

9.8539 

0.43 

49.43 

140 

90.57 

35.00 

31.70 

0.0150 

0.2066 

0.33 

49.43 

90 

40.57 

35.00 

14.20 

0.0200 

0.0948 

3.89 

55.96 

140 

84.04 

35.00 

29.41 

0.0150 

1.7158 

3.84 

55.96 

90 

34.04 

35.00 

11.91 

0.0200 

0.9157 

0.01 

19.77 

65 

45.23 

35.00 

15.83 

0.0150 

0.0019 

9.74 

19.77 

55 

35.23 

35.00 

12.33 

0.0200 

2.4020 






























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Jalore Granite 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Jalore Granite 


Jalore Granite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Phyllite & Schist 


Jalore Granite 


Younger Alluvium 


Jalore Granite 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Jalore Granite 


Older Alluvium 


Jalore Granite 


Jalore Granite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Jalore Granite 


Older Alluvium 


Jalore Granite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Jalore Granite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Jalore Granite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

25.57 

40 

14.43 

35.00 

5.05 

0.0015 

0.0297 

21.62 

100 

78.39 

15.00 

11.76 

0.0020 

0.0033 

21.62 

100 

78.39 

15.00 

11.76 

0.0020 

0.1355 

29.99 

65 

35.01 

35.00 

12.25 

0.0150 

0.7643 

29.99 

55 

25.01 

35.00 

8.75 

0.0200 

2.4546 

19.45 

100 

80.55 

5.00 

4.03 

0.0015 

0.0066 

25.67 

40 

14.33 

35.00 

5.01 

0.0015 

0.0000 

37.27 

65 

27.73 

35.00 

9.71 

0.0150 

1.3174 

45.26 

140 

94.74 

35.00 

33.16 

0.0150 

2.9130 

45.04 

65 

19.96 

35.00 

6.99 

0.0150 

0.4668 

45.04 

55 

9.96 

35.00 

3.49 

0.0200 

0.0139 

17.63 

100 

82.37 

5.00 

4.12 

0.0015 

0.0052 

28.62 

100 

71.38 

5.00 

3.57 

0.0015 

0.0219 

28.62 

100 

71.38 

15.00 

10.71 

0.0020 

0.0075 

27.41 

100 

72.59 

5.00 

3.63 

0.0015 

0.0122 

27.41 

100 

72.59 

15.00 

10.89 

0.0020 

0.2501 

41.54 

65 

23.46 

35.00 

8.21 

0.0150 

0.3822 

41.54 

65 

23.46 

35.00 

8.21 

0.0150 

3.0553 

25.12 

65 

39.88 

35.00 

13.96 

0.0150 

4.2942 

17.77 

40 

22.23 

35.00 

7.78 

0.0015 

0.1474 

47.02 

140 

92.98 

35.00 

32.54 

0.0150 

0.7648 

19.82 

40 

20.18 

35.00 

7.06 

0.0015 

0.0721 

28.74 

40 

11.26 

35.00 

3.94 

0.0015 

0.0054 

28.74 

65 

36.26 

35.00 

12.69 

0.0150 

0.0541 

28.74 

65 

36.26 

35.00 

12.69 

0.0150 

0.2040 

25.10 

165 

139.90 

35.00 

48.96 

0.0150 

7.9323 

20.89 

65 

44.11 

35.00 

15.44 

0.0150 

2.8986 

32.72 

65 

32.28 

35.00 

11.30 

0.0150 

1.8218 

36.98 

100 

63.02 

15.00 

9.45 

0.0020 

0.0013 

36.98 

100 

63.02 

15.00 

9.45 

0.0020 

0.0119 

23.16 

40 

16.84 

35.00 

5.90 

0.0015 

0.1147 

24.76 

165 

140.24 

35.00 

49.09 

0.0150 

11.4548 

17.45 

100 

82.56 

5.00 

4.13 

0.0015 

0.0362 

25.07 

65 

39.93 

35.00 

13.98 

0.0150 

0.3479 

34.73 

65 

30.27 

35.00 

10.59 

0.0150 

0.0530 

34.73 

65 

30.27 

35.00 

10.59 

0.0150 

0.5796 

22.25 

65 

42.75 

35.00 

14.96 

0.0150 

3.7511 

22.25 

55 

32.75 

35.00 

11.46 

0.0200 

3.9433 

29.66 

65 

35.34 

35.00 

12.37 

0.0150 

3.4976 

21.69 

40 

18.31 

35.00 

6.41 

0.0015 

0.0092 

42.99 

65 

22.01 

35.00 

7.70 

0.0150 

0.6456 

42.99 

55 

12.01 

35.00 

4.20 

0.0200 

0.0196 

47.08 

65 

17.92 

35.00 

6.27 

0.0150 

0.0122 

32.57 

100 

67.43 

5.00 

3.37 

0.0015 

0.0159 

32.57 

100 

67.43 

10.00 

6.74 

0.0015 

0.0822 

32.57 

100 

67.43 

15.00 

10.12 

0.0020 

0.2561 

44.32 

65 

20.68 

35.00 

7.24 

0.0150 

1.7804 

44.32 

55 

10.68 

35.00 

3.74 

0.0200 

0.1020 

25.18 

65 

39.82 

35.00 

13.94 

0.0150 

2.4934 

23.04 

65 

41.96 

35.00 

14.68 

0.0150 

2.0619 

55.47 

90 

34.53 

35.00 

12.09 

0.0200 

0.6434 

40.04 

65 

24.96 

35.00 

8.74 

0.0150 

1.6366 

40.04 

60 

19.96 

40.00 

7.99 

0.0200 

3.4044 

31.03 

65 

33.97 

35.00 

11.89 

0.0150 

0.9571 

31.03 

55 

23.97 

35.00 

8.39 

0.0200 

0.3255 















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Jalore Granite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Jalore Granite 


Jalore Granite 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Jalore Granite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Jalore Granite 


Phyllite & Schist 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Jalore Granite 


Older Alluvium 


Jalore Granite 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Jalore Granite 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

33.83 

65 

31.17 

35.00 

10.91 

0.0150 

2.9482 

33.83 

55 

21.17 

35.00 

7.41 

0.0200 

1.2083 

20.33 

100 

79.67 

15.00 

11.95 

0.0020 

0.0748 

30.60 

40 

9.40 

35.00 

3.29 

0.0015 

0.0001 

30.60 

165 

134.40 

35.00 

47.04 

0.0150 

4.1407 

28.53 

100 

71.47 

15.00 

10.72 

0.0020 

0.3398 

50.73 

65 

14.27 

35.00 

5.00 

0.0150 

0.5037 

19.19 

100 

80.81 

5.00 

4.04 

0.0015 

0.0796 

16.65 

100 

83.35 

5.00 

4.17 

0.0015 

0.0246 

35.51 

100 

64.49 

15.00 

9.67 

0.0020 

0.0007 

35.51 

100 

64.49 

15.00 

9.67 

0.0020 

0.0301 

38.39 

100 

61.61 

15.00 

9.24 

0.0020 

0.1737 

38.39 

100 

61.61 

15.00 

9.24 

0.0020 

0.0595 

36.54 

100 

63.46 

10.00 

6.35 

0.0015 

0.0452 

36.54 

100 

63.46 

15.00 

9.52 

0.0020 

0.4887 

34.95 

40 

5.05 

35.00 

1.77 

0.0015 

0.0092 

34.95 

65 

30.05 

35.00 

10.52 

0.0150 

0.9706 

37.45 

65 

27.55 

35.00 

9.64 

0.0150 

2.1628 

37.45 

65 

27.55 

35.00 

9.64 

0.0150 

1.1511 

56.31 

90 

33.69 

35.00 

11.79 

0.0200 

0.5005 

38.34 

100 

61.66 

10.00 

6.17 

0.0015 

0.0302 

38.34 

100 

61.66 

15.00 

9.25 

0.0020 

0.9644 

17.26 

100 

82.74 

5.00 

4.14 

0.0015 

0.1988 

17.26 

100 

82.74 

5.00 

4.14 

0.0015 

0.0195 

24.54 

65 

40.46 

35.00 

14.16 

0.0150 

1.4130 

24.54 

55 

30.46 

35.00 

10.66 

0.0200 

1.1207 

30.43 

165 

134.57 

35.00 

47.10 

0.0150 

3.7519 

23.40 

40 

16.60 

35.00 

5.81 

0.0015 

0.0360 

23.40 

65 

41.60 

35.00 

14.56 

0.0150 

0.3858 

17.71 

100 

82.29 

5.00 

4.11 

0.0015 

0.0038 

17.71 

100 

82.29 

5.00 

4.11 

0.0015 

0.0395 

32.30 

165 

132.70 

35.00 

46.44 

0.0150 

0.5984 

30.78 

165 

134.22 

35.00 

46.98 

0.0150 

0.4954 

38.45 

65 

26.55 

35.00 

9.29 

0.0150 

0.1607 

38.45 

65 

26.55 

35.00 

9.29 

0.0150 

0.7647 

21.79 

100 

78.21 

15.00 

11.73 

0.0020 

0.1653 

21.79 

100 

78.21 

15.00 

11.73 

0.0020 

0.0183 

21.23 

100 

78.77 

15.00 

11.82 

0.0020 

0.3014 

21.23 

100 

78.77 

15.00 

11.82 

0.0020 

0.0024 

22.78 

100 

77.22 

15.00 

11.58 

0.0020 

0.0864 

22.78 

100 

77.22 

15.00 

11.58 

0.0020 

0.1431 

29.02 

65 

35.98 

35.00 

12.59 

0.0150 

0.2488 

29.02 

65 

35.98 

35.00 

12.59 

0.0150 

1.0715 

22.46 

100 

77.54 

10.00 

7.75 

0.0015 

0.0990 

22.46 

100 

77.54 

15.00 

11.63 

0.0020 

0.9480 

31.18 

100 

68.82 

5.00 

3.44 

0.0015 

0.0041 

31.18 

100 

68.82 

15.00 

10.32 

0.0020 

0.1926 

21.50 

65 

43.50 

35.00 

15.22 

0.0150 

6.2779 

23.61 

100 

76.39 

15.00 

11.46 

0.0020 

0.0002 

35.57 

100 

64.43 

15.00 

9.66 

0.0020 

0.0054 

45.00 

65 

20.00 

35.00 

7.00 

0.0150 

0.3441 

45.00 

55 

10.00 

35.00 

3.50 

0.0200 

0.2021 

19.11 

65 

45.89 

35.00 

16.06 

0.0150 

4.5073 

22.05 

65 

42.95 

35.00 

15.03 

0.0150 

4.0638 

22.88 

65 

42.12 

35.00 

14.74 

0.0150 

2.6549 



































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Jalore Granite 


Older Alluvium 


Jalore Granite 


Older Alluvium 


Jalore Granite 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Jalore Granite 


Jalore Granite 


Older Alluvium 


Younger Alluvium 


Jalore Granite 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Jalore Granite 


Jalore Granite 


Phyllite & Schist 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Older Alluvium 


Jalore Granite 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Jalore Granite 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Jalore Granite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Phyllite & Schist 


Jalore Granite 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

34.51 

65 

30.49 

35.00 

10.67 

0.0150 

4.6654 

34.51 

60 

25.49 

40.00 

10.20 

0.0200 

0.0161 

33.99 

65 

31.01 

35.00 

10.85 

0.0150 

0.0015 

33.99 

65 

31.01 

35.00 

10.85 

0.0150 

1.0554 

19.61 

100 

80.39 

5.00 

4.02 

0.0015 

0.1881 

28.79 

65 

36.21 

35.00 

12.67 

0.0150 

1.8773 

28.79 

40 

11.21 

35.00 

3.92 

0.0015 

0.0027 

28.79 

65 

36.21 

35.00 

12.67 

0.0150 

1.5621 

29.99 

40 

10.01 

35.00 

3.50 

0.0015 

0.0000 

21.87 

65 

43.13 

35.00 

15.10 

0.0150 

1.0893 

26.97 

65 

38.03 

35.00 

13.31 

0.0150 

1.0652 

26.97 

55 

28.03 

35.00 

9.81 

0.0200 

0.5320 

22.78 

100 

77.22 

15.00 

11.58 

0.0020 

0.3067 

22.78 

100 

77.22 

15.00 

11.58 

0.0020 

0.0496 

27.08 

65 

37.92 

35.00 

13.27 

0.0150 

2.4531 

47.96 

65 

17.04 

35.00 

5.96 

0.0150 

0.0054 

47.96 

55 

7.04 

35.00 

2.46 

0.0200 

0.3497 

26.61 

100 

73.39 

5.00 

3.67 

0.0015 

0.0662 

15.73 

100 

84.27 

5.00 

4.21 

0.0015 

0.0012 

52.12 

65 

12.88 

35.00 

4.51 

0.0150 

0.5031 

52.12 

55 

2.88 

35.00 

1.01 

0.0200 

0.3187 

17.67 

100 

82.33 

5.00 

4.12 

0.0015 

0.0682 

23.09 

100 

76.91 

15.00 

11.54 

0.0020 

0.3329 

23.09 

100 

76.91 

15.00 

11.54 

0.0020 

0.0662 

19.69 

100 

80.31 

15.00 

12.05 

0.0020 

0.0456 

16.70 

100 

83.30 

5.00 

4.17 

0.0015 

0.0355 

16.66 

100 

83.34 

5.00 

4.17 

0.0015 

0.0780 

16.66 

100 

83.34 

5.00 

4.17 

0.0015 

0.0001 

21.83 

100 

78.17 

5.00 

3.91 

0.0015 

0.0356 

9.89 

40 

30.11 

35.00 

10.54 

0.0015 

0.2064 

26.18 

40 

13.82 

35.00 

4.84 

0.0015 

0.0054 

26.18 

65 

38.82 

35.00 

13.59 

0.0150 

1.1648 

26.18 

40 

13.82 

35.00 

4.84 

0.0015 

0.0592 

26.18 

65 

38.82 

35.00 

13.59 

0.0150 

0.0040 

30.34 

100 

69.66 

10.00 

6.97 

0.0015 

0.0160 

30.34 

100 

69.66 

15.00 

10.45 

0.0020 

0.0920 

26.52 

65 

38.48 

35.00 

13.47 

0.0150 

2.8192 

26.52 

55 

28.48 

35.00 

9.97 

0.0200 

0.1895 

18.28 

40 

21.72 

35.00 

7.60 

0.0015 

0.1966 

18.28 

65 

46.72 

35.00 

16.35 

0.0150 

5.5584 

44.42 

65 

20.58 

35.00 

7.20 

0.0150 

0.2508 

44.42 

55 

10.58 

35.00 

3.70 

0.0200 

0.5899 

19.30 

40 

20.70 

35.00 

7.24 

0.0015 

0.0241 

19.30 

65 

45.70 

35.00 

15.99 

0.0150 

1.7760 

37.29 

65 

27.71 

35.00 

9.70 

0.0150 

0.9514 

42.35 

65 

22.65 

35.00 

7.93 

0.0150 

1.4030 

42.35 

55 

12.65 

35.00 

4.43 

0.0200 

1.2136 

46.60 

65 

18.40 

35.00 

6.44 

0.0150 

0.0943 

46.60 

55 

8.40 

35.00 

2.94 

0.0200 

0.5786 

18.29 

100 

81.71 

5.00 

4.09 

0.0015 

0.0640 

16.66 

100 

83.34 

5.00 

4.17 

0.0015 

0.0023 

26.95 

100 

73.05 

15.00 

10.96 

0.0020 

0.1525 

26.95 

100 

73.05 

15.00 

10.96 

0.0020 

0.0800 

60.67 

90 

29.33 

35.00 

10.26 

0.0200 

1.0503 

27.17 

65 

37.83 

35.00 

13.24 

0.0150 

2.3495 































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Jalore Granite 


Jalore Granite 


Older Alluvium 


Jalore Granite 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Phyllite & Schist 


Younger Alluvium 


Jalore Granite 


Phyllite & Schist 


Younger Alluvium 


Phyllite & Schist 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Jalore Granite 


Younger Alluvium 


Jalore Granite 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Erinpura Granite 


Erinpura Granite 


Younger Alluvium 


Erinpura Granite 


Phyllite & Schist 


Jalore Granite 


Phyllite & Schist 


Jalore Granite 


Phyllite & Schist 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

35.15 

65 

29.85 

35.00 

10.45 

0.0150 

3.6143 

35.15 

60 

24.85 

40.00 

9.94 

0.0200 

2.1970 

35.98 

100 

64.02 

15.00 

9.60 

0.0020 

0.1203 

23.03 

65 

41.97 

35.00 

14.69 

0.0150 

6.6218 

23.03 

55 

31.97 

35.00 

11.19 

0.0200 

0.0072 

21.10 

65 

43.90 

35.00 

15.36 

0.0150 

2.2662 

21.10 

55 

33.90 

35.00 

11.86 

0.0200 

4.0198 

37.76 

65 

27.24 

35.00 

9.53 

0.0150 

1.5779 

21.19 

65 

43.81 

35.00 

15.33 

0.0150 

2.7423 

22.77 

65 

42.23 

35.00 

14.78 

0.0150 

2.1063 

35.86 

100 

64.14 

15.00 

9.62 

0.0020 

0.2066 

47.25 

65 

17.75 

35.00 

6.21 

0.0150 

0.3278 

47.25 

65 

17.75 

35.00 

6.21 

0.0150 

1.2183 

35.15 

65 

29.85 

35.00 

10.45 

0.0150 

1.3688 

35.15 

65 

29.85 

35.00 

10.45 

0.0150 

1.0523 

17.62 

100 

82.38 

5.00 

4.12 

0.0015 

0.0640 

26.11 

40 

13.89 

35.00 

4.86 

0.0015 

0.0322 

26.11 

65 

38.89 

35.00 

13.61 

0.0150 

1.2277 

26.11 

40 

13.89 

35.00 

4.86 

0.0015 

0.0541 

26.11 

65 

38.89 

35.00 

13.61 

0.0150 

0.7433 

32.95 

100 

67.05 

15.00 

10.06 

0.0020 

0.0291 

21.84 

100 

78.16 

15.00 

11.72 

0.0020 

0.0284 

21.84 

100 

78.16 

15.00 

11.72 

0.0020 

0.0405 

25.89 

100 

74.11 

5.00 

3.71 

0.0015 

0.0183 

25.89 

100 

74.11 

15.00 

11.12 

0.0020 

0.1959 

17.69 

100 

82.31 

5.00 

4.12 

0.0015 

0.0472 

17.69 

100 

82.31 

5.00 

4.12 

0.0015 

0.0344 

26.38 

100 

73.62 

15.00 

11.04 

0.0020 

0.0218 

16.32 

100 

83.68 

5.00 

4.18 

0.0015 

0.0030 

55.96 

90 

34.04 

35.00 

11.91 

0.0200 

0.0013 

46.05 

65 

18.95 

35.00 

6.63 

0.0150 

0.7153 

46.05 

60 

13.95 

40.00 

5.58 

0.0200 

0.0648 

47.11 

65 

17.89 

35.00 

6.26 

0.0150 

0.6308 

20.71 

55 

34.29 

35.00 

12.00 

0.0200 

1.4581 

13.36 

100 

86.64 

5.00 

4.33 

0.0015 

0.0101 

13.36 

100 

86.64 

5.00 

4.33 

0.0015 

0.0137 

17.31 

100 

82.69 

5.00 

4.13 

0.0015 

0.0032 

17.31 

100 

82.69 

5.00 

4.13 

0.0015 

0.0025 

17.63 

100 

82.37 

5.00 

4.12 

0.0015 

0.0010 

27.41 

100 

72.59 

5.00 

3.63 

0.0015 

0.0002 

27.41 

100 

72.59 

15.00 

10.89 

0.0020 

0.1038 

27.41 

100 

72.59 

5.00 

3.63 

0.0015 

0.0066 

27.41 

100 

72.59 

15.00 

10.89 

0.0020 

0.2445 

36.98 

100 

63.02 

15.00 

9.45 

0.0020 

0.0340 

36.98 

100 

63.02 

15.00 

9.45 

0.0020 

0.0448 

19.97 

100 

80.03 

5.00 

4.00 

0.0015 

0.0518 

21.14 

100 

78.86 

5.00 

3.94 

0.0015 

0.0430 

32.57 

100 

67.43 

15.00 

10.12 

0.0020 

0.0014 

20.52 

100 

79.48 

5.00 

3.97 

0.0015 

0.0866 

20.52 

100 

79.48 

5.00 

3.97 

0.0015 

0.0036 

17.27 

100 

82.73 

5.00 

4.14 

0.0015 

0.0057 

17.27 

100 

82.73 

5.00 

4.14 

0.0015 

0.0106 

17.27 

100 

82.73 

5.00 

4.14 

0.0015 

0.0496 

17.27 

100 

82.73 

5.00 

4.14 

0.0015 

0.0814 

24.43 

100 

75.57 

5.00 

3.78 

0.0015 

0.0421 



























































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Erinpura Granite 


Erinpura Granite 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Jalore Granite 


Jalore Granite 


Phyllite & Schist 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Phyllite & Schist 


Younger Alluvium 


Phyllite & Schist 


Jalore Granite 


Younger Alluvium 


Jalore Granite 


Younger Alluvium 


Erinpura Granite 


Phyllite & Schist 


Younger Alluvium 


Younger Alluvium 


Erinpura Granite 


Younger Alluvium 


Jalore Granite 


Phyllite & Schist 


Younger Alluvium 


Jalore Granite 


Phyllite & Schist 


Younger Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Older Alluvium 


Younger Alluvium 


Phyllite & Schist 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Erinpura Granite 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

20.02 

100 

79.98 

5.00 

4.00 

0.0015 

0.0234 

19.94 

100 

80.06 

5.00 

4.00 

0.0015 

0.0104 

35.51 

100 

64.49 

15.00 

9.67 

0.0020 

0.0436 

35.51 

100 

64.49 

15.00 

9.67 

0.0020 

0.0281 

38.39 

100 

61.61 

15.00 

9.24 

0.0020 

0.0013 

38.39 

100 

61.61 

15.00 

9.24 

0.0020 

0.1721 

17.26 

100 

82.74 

5.00 

4.14 

0.0015 

0.0000 

17.26 

100 

82.74 

5.00 

4.14 

0.0015 

0.0819 

17.26 

100 

82.74 

5.00 

4.14 

0.0015 

0.0102 

24.54 

65 

40.46 

35.00 

14.16 

0.0150 

0.1926 

24.54 

55 

30.46 

35.00 

10.66 

0.0200 

0.4505 

24.54 

55 

30.46 

35.00 

10.66 

0.0200 

0.0034 

19.82 

100 

80.18 

5.00 

4.01 

0.0015 

0.0017 

14.83 

100 

85.17 

5.00 

4.26 

0.0015 

0.0372 

18.87 

100 

81.13 

5.00 

4.06 

0.0015 

0.0028 

19.77 

100 

80.23 

5.00 

4.01 

0.0015 

0.0119 

21.79 

100 

78.21 

10.00 

7.82 

0.0015 

0.0016 

21.79 

100 

78.21 

15.00 

11.73 

0.0020 

0.0078 

21.79 

100 

78.21 

15.00 

11.73 

0.0020 

0.1246 

21.23 

100 

78.77 

15.00 

11.82 

0.0020 

0.0000 

22.78 

100 

77.22 

15.00 

11.58 

0.0020 

0.0004 

18.30 

100 

81.70 

5.00 

4.09 

0.0015 

0.0003 

31.18 

100 

68.82 

15.00 

10.32 

0.0020 

0.0412 

26.21 

100 

73.79 

5.00 

3.69 

0.0015 

0.0166 

23.61 

100 

76.39 

5.00 

3.82 

0.0015 

0.0129 

23.61 

100 

76.39 

15.00 

11.46 

0.0020 

0.1793 

23.61 

100 

76.39 

5.00 

3.82 

0.0015 

0.0050 

23.61 

100 

76.39 

15.00 

11.46 

0.0020 

0.0704 

22.61 

100 

77.39 

5.00 

3.87 

0.0015 

0.0511 

22.61 

100 

77.39 

5.00 

3.87 

0.0015 

0.0203 

35.57 

100 

64.43 

15.00 

9.66 

0.0020 

0.0504 

35.57 

100 

64.43 

15.00 

9.66 

0.0020 

0.0831 

19.51 

100 

80.49 

5.00 

4.02 

0.0015 

0.0038 

22.78 

100 

77.22 

15.00 

11.58 

0.0020 

0.1231 

19.69 

100 

80.31 

5.00 

4.02 

0.0015 

0.0127 

19.69 

100 

80.31 

5.00 

4.02 

0.0015 

0.0370 

19.69 

100 

80.31 

15.00 

12.05 

0.0020 

0.1209 

19.69 

100 

80.31 

5.00 

4.02 

0.0015 

0.0039 

19.69 

100 

80.31 

5.00 

4.02 

0.0015 

0.0818 

19.69 

100 

80.31 

15.00 

12.05 

0.0020 

0.1305 

17.02 

100 

82.98 

5.00 

4.15 

0.0015 

0.0348 

20.72 

100 

79.28 

5.00 

3.96 

0.0015 

0.0473 

16.52 

100 

83.48 

5.00 

4.17 

0.0015 

0.0119 

16.52 

100 

83.48 

5.00 

4.17 

0.0015 

0.0008 

19.21 

100 

80.79 

5.00 

4.04 

0.0015 

0.0035 

19.21 

100 

80.79 

5.00 

4.04 

0.0015 

0.0353 

26.52 

65 

38.48 

35.00 

13.47 

0.0150 

0.0507 

26.52 

55 

28.48 

35.00 

9.97 

0.0200 

0.1407 

18.29 

100 

81.71 

5.00 

4.09 

0.0015 

0.0219 

29.36 

100 

70.64 

10.00 

7.06 

0.0015 

0.0027 

29.36 

100 

70.64 

15.00 

10.60 

0.0020 

0.0203 

29.36 

100 

70.64 

15.00 

10.60 

0.0020 

0.0269 

26.95 

100 

73.05 

15.00 

10.96 

0.0020 

0.1097 

19.39 

100 

80.62 

5.00 

4.03 

0.0015 

0.0030 

17.86 

100 

82.14 

5.00 

4.11 

0.0015 

0.0467 























































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Phyllite & Schist 


Younger Alluvium 


Jalore Granite 


Phyllite & Schist 


Phyllite & Schist 


Younger Alluvium 


Younger Alluvium 


Phyllite & Schist 


Younger Alluvium 


Phyllite & Schist 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Phyllite & Schist 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Younger Alluvium 


Phyllite & Schist 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Phyllite & Schist 


Younger Alluvium 


Phyllite & Schist 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Younger Alluvium 


Phyllite & Schist 


Younger Alluvium 


Phyllite & Schist 


Younger Alluvium 


Younger Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

19.60 

100 

80.40 

5.00 

4.02 

0.0015 

0.0061 

19.60 

100 

80.40 

5.00 

4.02 

0.0015 

0.0260 

20.01 

100 

79.99 

5.00 

4.00 

0.0015 

0.1180 

20.01 

100 

79.99 

5.00 

4.00 

0.0015 

0.0546 

20.15 

100 

79.85 

5.00 

3.99 

0.0015 

0.0459 

20.15 

100 

79.85 

5.00 

3.99 

0.0015 

0.0003 

19.81 

100 

80.19 

5.00 

4.01 

0.0015 

0.0047 

19.90 

100 

80.10 

5.00 

4.01 

0.0015 

0.0041 

32.95 

100 

67.05 

15.00 

10.06 

0.0020 

0.0432 

32.95 

100 

67.05 

15.00 

10.06 

0.0020 

0.0744 

21.84 

100 

78.16 

15.00 

11.72 

0.0020 

0.0110 

21.84 

100 

78.16 

15.00 

11.72 

0.0020 

0.0543 

25.89 

100 

74.11 

5.00 

3.71 

0.0015 

0.0286 

25.89 

100 

74.11 

15.00 

11.12 

0.0020 

0.0079 

16.32 

100 

83.68 

5.00 

4.18 

0.0015 

0.0289 

16.32 

100 

83.68 

5.00 

4.18 

0.0015 

0.0155 

16.12 

100 

83.88 

5.00 

4.19 

0.0015 

0.0281 

20.71 

55 

34.29 

35.00 

12.00 

0.0200 

0.0089 

27.50 

100 

72.50 

15.00 

10.87 

0.0020 

0.1967 

36.73 

100 

63.27 

5.00 

3.16 

0.0015 

0.0002 

36.73 

100 

63.27 

15.00 

9.49 

0.0020 

0.0046 

42.46 

100 

57.54 

5.00 

2.88 

0.0015 

0.0028 

42.46 

100 

57.54 

15.00 

8.63 

0.0020 

0.2220 

35.53 

100 

64.47 

15.00 

9.67 

0.0020 

0.0561 

36.77 

100 

63.23 

15.00 

9.48 

0.0020 

0.1413 

38.70 

100 

61.30 

5.00 

3.06 

0.0015 

0.0053 

20.33 

100 

79.67 

15.00 

11.95 

0.0020 

0.1315 

28.53 

100 

71.47 

15.00 

10.72 

0.0020 

0.0075 

38.34 

100 

61.66 

15.00 

9.25 

0.0020 

0.0037 

30.75 

100 

69.26 

5.00 

3.46 

0.0015 

0.0248 

26.21 

100 

73.79 

5.00 

3.69 

0.0015 

0.0425 

20.15 

100 

79.85 

15.00 

11.98 

0.0020 

0.0005 

28.68 

100 

71.32 

5.00 

3.57 

0.0015 

0.0129 

28.68 

100 

71.32 

15.00 

10.70 

0.0020 

0.0723 

22.42 

100 

77.58 

15.00 

11.64 

0.0020 

0.0722 

23.09 

100 

76.91 

15.00 

11.54 

0.0020 

0.1570 

23.09 

100 

76.91 

15.00 

11.54 

0.0020 

0.0011 

38.69 

100 

61.31 

5.00 

3.07 

0.0015 

0.1159 

38.69 

100 

61.31 

15.00 

9.20 

0.0020 

0.0117 

33.57 

100 

66.43 

5.00 

3.32 

0.0015 

0.0042 

23.82 

100 

76.18 

15.00 

11.43 

0.0020 

0.1336 

32.79 

100 

67.21 

15.00 

10.08 

0.0020 

0.1445 

20.55 

100 

79.45 

15.00 

11.92 

0.0020 

0.1123 

26.46 

100 

73.54 

5.00 

3.68 

0.0015 

0.0830 

20.01 

100 

79.99 

5.00 

4.00 

0.0015 

0.0273 

35.86 

100 

64.14 

15.00 

9.62 

0.0020 

0.0096 

42.53 

100 

57.47 

5.00 

2.87 

0.0015 

0.0449 

42.53 

100 

57.47 

15.00 

8.62 

0.0020 

0.0187 

25.89 

100 

74.11 

5.00 

3.71 

0.0015 

0.1713 

25.89 

100 

74.11 

15.00 

11.12 

0.0020 

0.2151 

26.38 

100 

73.62 

15.00 

11.04 

0.0020 

0.3156 

30.93 

100 

69.07 

5.00 

3.45 

0.0015 

0.0429 

13.36 

100 

86.64 

5.00 

4.33 

0.0015 

0.0001 

13.36 

100 

86.64 

5.00 

4.33 

0.0015 

0.0294 

19.54 

100 

80.46 

5.00 

4.02 

0.0015 

0.0475 
























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 


11007034 


11007035 


Baida (v) 


Bari Khera 


Dhanta 


Dodua 


Guwari Khera 


Isra 


Jajar Khe 


Khambal 


Kooma 


Krishnganj 


Kua Khera 


Mamawali 


Meerpur 


Rajpura Khera 


Sartara 


Shergaon 


Siloiya 


Sindrath 


Telpi Khera 


Ubera 


Unta Khera 


Velangari 


Verusa Padar 


Balelao 


Mandiya 


Mandli Khurd 


Manpura 


Pali (MCI) 


Ramasiya 


Aaichiya 


Akeli 


Balelao 


Budhwara 


Khati Khera 


Census Code 


0819000202354800 


0819000502378100 


0819000202355200 


0819000202351400 


0819000202355900 


0819000302362400 


0819000202355600 


0819000202351600 


0819000202354700 


0819000202357700 


0819000202355500 


0819000202352800 


0819000202355700 


0819000202355100 


0819000202353100 


0819000402367900 


0819000202352900 


0819000202352700 


0819000202357800 


0819000302362500 


0819000202356000 


0819000202354900 


0819000202355800 


0820000502431000 


0820000502432100 


0820000520900004 


0820000520900003 


0820000520900002 


0820000542004000 


0820000502433400 


0820000502430900 


0820000502432300 


0820000502431000 


0820000502432100 


0820000502432400 


0820000502432700 


Zone (Fresh 
/ Saline) 


4.55 Fresh 


16.93 Fresh 


15.50 Fresh 


4.43 Fresh 


14.04 Fresh 


44.54 Fresh 


13.63 Fresh 


12.82 Fresh 


15.31 Fresh 


1.52 Fresh 


2.66 Fresh 


10.23 Fresh 


2.49 Fresh 


8.36 Fresh 


Saline 


7.68 Saline 


16.81 Saline 


11.88 Saline 


12.29 Fresh 


Saline 


97.27 Fresh 


7.03 Saline 


7.04 Fresh 


Saline 


15.02 Saline 


8.36 Saline 


7.68 Saline 


9.91 Saline 


2.68 Saline 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 


Sub Basin: Khari (Hemawas) 


Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Erinpura Granite 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

19.54 

100 

80.46 

5.00 

4.02 

0.0015 

0.0283 

17.63 

100 

82.37 

5.00 

4.12 

0.0015 

0.1263 

20.14 

100 

79.86 

5.00 

3.99 

0.0015 

0.0014 

20.52 

100 

79.48 

5.00 

3.97 

0.0015 

0.0324 

17.27 

100 

82.73 

5.00 

4.14 

0.0015 

0.0029 

18.52 

100 

81.48 

5.00 

4.07 

0.0015 

0.0169 

20.02 

100 

79.98 

5.00 

4.00 

0.0015 

0.0184 

19.94 

100 

80.06 

5.00 

4.00 

0.0015 

0.0012 

14.83 

100 

85.17 

5.00 

4.26 

0.0015 

0.0210 

17.71 

100 

82.29 

5.00 

4.11 

0.0015 

0.0022 

19.23 

100 

80.77 

5.00 

4.04 

0.0015 

0.0055 

19.23 

100 

80.77 

5.00 

4.04 

0.0015 

0.0697 

19.77 

100 

80.23 

5.00 

4.01 

0.0015 

0.0049 

19.77 

100 

80.23 

5.00 

4.01 

0.0015 

0.0003 

18.30 

100 

81.70 

5.00 

4.09 

0.0015 

0.0153 

18.30 

100 

81.70 

5.00 

4.09 

0.0015 

0.0875 

19.51 

100 

80.49 

5.00 

4.02 

0.0015 

0.0167 

19.51 

100 

80.49 

5.00 

4.02 

0.0015 

0.0649 

19.18 

100 

80.82 

5.00 

4.04 

0.0015 

0.0253 

18.29 

100 

81.71 

5.00 

4.09 

0.0015 

0.0001 

19.39 

100 

80.62 

5.00 

4.03 

0.0015 

0.0216 

17.86 

100 

82.14 

5.00 

4.11 

0.0015 

0.0367 

19.60 

100 

80.40 

5.00 

4.02 

0.0015 

0.0160 

19.60 

100 

80.40 

5.00 

4.02 

0.0015 

0.0095 

19.81 

100 

80.19 

5.00 

4.01 

0.0015 

0.0594 

19.81 

100 

80.19 

5.00 

4.01 

0.0015 

0.0005 

19.90 

100 

80.10 

5.00 

4.01 

0.0015 

0.0048 

17.99 

100 

82.01 

5.00 

4.10 

0.0015 

0.0068 

17.86 

100 

82.14 

5.00 

4.11 

0.0015 

0.0235 

17.86 

100 

82.14 

5.00 

4.11 

0.0015 

0.0395 

18.28 

100 

81.72 

5.00 

4.09 

0.0015 

0.0153 


2.89 

6.48 

70 

63.52 

5.00 

3.18 

0.0015 

0.0137 

2.65 

6.48 

70 

63.52 

5.00 

3.18 

0.0015 

0.0126 

0.15 

13.99 

70 

56.01 

5.00 

2.80 

0.0015 

0.0006 

0.06 

9.86 

70 

60.14 

5.00 

3.01 

0.0015 

0.0003 

0.85 

7.60 

70 

62.40 

5.00 

3.12 

0.0015 

0.0040 

0.06 

7.60 

70 

62.40 

5.00 

3.12 

0.0015 

0.0003 

3.32 

8.00 

70 

62.00 

5.00 

3.10 

0.0015 

0.0154 

0.09 

8.00 

70 

62.00 

5.00 

3.10 

0.0015 

0.0004 

2.88 

8.00 

70 

62.00 

5.00 

3.10 

0.0015 

0.0134 

0.32 

15.73 

70 

54.27 

5.00 

2.71 

0.0015 

0.0013 

4.93 

15.73 

70 

54.27 

5.00 

2.71 

0.0015 

0.0201 

3.28 

15.73 

70 

54.27 

5.00 

2.71 

0.0015 

0.0133 

2.94 

15.73 

70 

54.27 

5.00 

2.71 

0.0015 

0.0120 

1.09 

7.63 

70 

62.37 

5.00 

3.12 

0.0015 

0.0051 

2.08 

7.63 

70 

62.37 

5.00 

3.12 

0.0015 

0.0097 

0.61 

12.58 

70 

57.42 

5.00 

2.87 

0.0015 

0.0026 

0.24 

12.58 

70 

57.42 

5.00 

2.87 

0.0015 

0.0010 

2.68 

9.10 

70 

60.90 

5.00 

3.04 

0.0015 

0.0123 

1.87 

6.48 

70 

63.52 

5.00 

3.18 

0.0015 

0.0089 

4.56 

13.99 

70 

56.01 

5.00 

2.80 

0.0015 

0.0192 

2.97 

13.99 

70 

56.01 

5.00 

2.80 

0.0015 

0.0125 

0.79 

11.74 

70 

58.26 

5.00 

2.91 

0.0015 

0.0034 

2.49 

16.11 

70 

53.89 

5.00 

2.69 

0.0015 

0.0101 



































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Gneisses 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Gneisses 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Gneisses 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Gneisses 


Gneisses 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

15.84 

70 

54.16 

5.00 

2.71 

0.0015 

0.0222 

11.12 

70 

58.88 

5.00 

2.94 

0.0015 

0.0154 

11.12 

70 

58.88 

5.00 

2.94 

0.0015 

0.0146 

8.00 

70 

62.00 

5.00 

3.10 

0.0015 

0.0075 

15.73 

70 

54.27 

5.00 

2.71 

0.0015 

0.0000 

17.13 

70 

52.87 

5.00 

2.64 

0.0015 

0.0088 

13.69 

70 

56.31 

5.00 

2.82 

0.0015 

0.0083 

9.08 

70 

60.92 

5.00 

3.05 

0.0015 

0.0346 

9.08 

70 

60.92 

5.00 

3.05 

0.0015 

0.0226 

12.88 

70 

57.12 

5.00 

2.86 

0.0015 

0.0672 

12.88 

70 

57.12 

5.00 

2.86 

0.0015 

0.0022 

12.58 

70 

57.42 

5.00 

2.87 

0.0015 

0.0034 

9.10 

70 

60.90 

5.00 

3.04 

0.0015 

0.0003 

9.10 

70 

60.90 

5.00 

3.04 

0.0015 

0.0543 

9.10 

70 

60.90 

5.00 

3.04 

0.0015 

0.0017 

19.67 

80 

60.33 

5.00 

3.02 

0.0015 

0.0179 

16.58 

120 

103.42 

4.00 

4.14 

0.0018 

0.0000 

16.58 

100 

83.42 

3.00 

2.50 

0.0015 

0.0004 

19.38 

90 

70.62 

5.00 

3.53 

0.0015 

0.0190 

19.38 

90 

70.62 

5.00 

3.53 

0.0015 

0.0022 

17.91 

70 

52.09 

5.00 

2.60 

0.0015 

0.0357 

17.91 

70 

52.09 

5.00 

2.60 

0.0015 

0.0232 

16.81 

120 

103.19 

4.00 

4.13 

0.0018 

0.0162 

16.81 

100 

83.19 

3.00 

2.50 

0.0015 

0.0023 

15.92 

80 

64.08 

5.00 

3.20 

0.0015 

0.0332 

15.92 

100 

84.08 

5.00 

4.20 

0.0015 

0.0353 

28.24 

80 

51.76 

5.00 

2.59 

0.0015 

0.1047 

26.46 

80 

53.54 

5.00 

2.68 

0.0015 

0.0319 

19.36 

80 

60.64 

5.00 

3.03 

0.0015 

0.0089 

15.82 

100 

84.18 

3.00 

2.53 

0.0015 

0.0000 

15.82 

100 

84.18 

3.00 

2.53 

0.0015 

0.0041 

18.56 

80 

61.44 

5.00 

3.07 

0.0015 

0.0009 

18.40 

80 

61.60 

5.00 

3.08 

0.0015 

0.0125 

18.40 

100 

81.60 

5.00 

4.08 

0.0015 

0.0070 

18.40 

100 

81.60 

5.00 

4.08 

0.0015 

0.0127 

15.44 

120 

104.56 

4.00 

4.18 

0.0018 

0.0010 

15.44 

100 

84.56 

3.00 

2.54 

0.0015 

0.0010 

26.69 

80 

53.31 

5.00 

2.67 

0.0015 

0.1351 

11.74 

70 

58.26 

5.00 

2.91 

0.0015 

0.0038 

11.74 

70 

58.26 

5.00 

2.91 

0.0015 

0.0360 

28.05 

80 

51.95 

5.00 

2.60 

0.0015 

0.0003 

15.76 

100 

84.24 

3.00 

2.53 

0.0015 

0.0068 

18.10 

80 

61.90 

5.00 

3.09 

0.0015 

0.0001 

18.10 

100 

81.90 

5.00 

4.09 

0.0015 

0.0051 

18.10 

100 

81.90 

5.00 

4.09 

0.0015 

0.0038 

12.16 

120 

107.84 

4.00 

4.31 

0.0018 

0.0124 

16.65 

120 

103.35 

4.00 

4.13 

0.0018 

0.0022 

16.65 

100 

83.35 

3.00 

2.50 

0.0015 

0.0012 

26.37 

80 

53.63 

5.00 

2.68 

0.0015 

0.0609 

26.42 

80 

53.58 

5.00 

2.68 

0.0015 

0.0410 

26.42 

80 

53.58 

5.00 

2.68 

0.0015 

0.0056 

22.00 

80 

58.00 

5.00 

2.90 

0.0015 

0.0995 

22.00 

80 

58.00 

5.00 

2.90 

0.0015 

0.0002 

17.00 

80 

63.00 

5.00 

3.15 

0.0015 

0.0126 

17.00 

100 

83.00 

5.00 

4.15 

0.0015 

0.0123 









































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Gneisses 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

31.13 

80 

48.87 

5.00 

2.44 

0.0015 

0.0326 

19.01 

80 

60.99 

5.00 

3.05 

0.0015 

0.0010 

19.01 

80 

60.99 

5.00 

3.05 

0.0015 

0.0106 

29.80 

80 

50.20 

5.00 

2.51 

0.0015 

0.0290 

28.82 

80 

51.18 

5.00 

2.56 

0.0015 

0.0181 

29.02 

80 

50.98 

5.00 

2.55 

0.0015 

0.0195 

20.71 

80 

59.29 

5.00 

2.96 

0.0015 

0.0032 

18.66 

70 

51.34 

5.00 

2.57 

0.0015 

0.0133 

22.85 

70 

47.15 

5.00 

2.36 

0.0015 

0.0222 

17.46 

80 

62.54 

5.00 

3.13 

0.0015 

0.0114 

17.46 

100 

82.54 

5.00 

4.13 

0.0015 

0.0099 

18.01 

90 

71.99 

5.00 

3.60 

0.0015 

0.0156 

16.27 

100 

83.73 

5.00 

4.19 

0.0015 

0.0029 

16.27 

100 

83.73 

5.00 

4.19 

0.0015 

0.0002 

16.34 

90 

73.66 

5.00 

3.68 

0.0015 

0.0230 

16.34 

100 

83.66 

5.00 

4.18 

0.0015 

0.0333 

19.44 

80 

60.56 

5.00 

3.03 

0.0015 

0.0099 

23.74 

80 

56.26 

5.00 

2.81 

0.0015 

0.0269 

20.79 

80 

59.21 

5.00 

2.96 

0.0015 

0.0481 

15.70 

80 

64.30 

5.00 

3.22 

0.0015 

0.0048 

15.70 

100 

84.30 

5.00 

4.22 

0.0015 

0.0138 

7.88 

70 

62.12 

5.00 

3.11 

0.0015 

0.0106 

7.88 

70 

62.12 

5.00 

3.11 

0.0015 

0.0109 

7.88 

70 

62.12 

5.00 

3.11 

0.0015 

0.0236 

19.08 

80 

60.92 

5.00 

3.05 

0.0015 

0.0038 

19.55 

80 

60.45 

5.00 

3.02 

0.0015 

0.0318 

19.55 

80 

60.45 

5.00 

3.02 

0.0015 

0.0213 

19.86 

80 

60.14 

5.00 

3.01 

0.0015 

0.0377 

24.75 

80 

55.25 

5.00 

2.76 

0.0015 

0.0082 

19.40 

80 

60.60 

5.00 

3.03 

0.0015 

0.0560 

19.40 

80 

60.60 

5.00 

3.03 

0.0015 

0.0087 

18.87 

80 

61.13 

5.00 

3.06 

0.0015 

0.0228 

18.87 

80 

61.13 

5.00 

3.06 

0.0015 

0.0136 

15.50 

100 

84.50 

3.00 

2.53 

0.0015 

0.0018 

14.53 

120 

105.47 

4.00 

4.22 

0.0018 

0.0063 

15.32 

100 

84.68 

3.00 

2.54 

0.0015 

0.0014 

17.76 

80 

62.24 

5.00 

3.11 

0.0015 

0.0041 

17.76 

100 

82.24 

5.00 

4.11 

0.0015 

0.0001 

17.76 

80 

62.24 

5.00 

3.11 

0.0015 

0.0080 

17.76 

100 

82.24 

5.00 

4.11 

0.0015 

0.0254 

17.12 

70 

52.88 

5.00 

2.64 

0.0015 

0.0385 

17.12 

70 

52.88 

5.00 

2.64 

0.0015 

0.0155 

17.05 

100 

82.95 

3.00 

2.49 

0.0015 

0.0036 

16.63 

80 

63.37 

5.00 

3.17 

0.0015 

0.0233 

16.63 

100 

83.37 

5.00 

4.17 

0.0015 

0.0106 

15.84 

70 

54.16 

5.00 

2.71 

0.0015 

0.0343 

29.84 

80 

50.16 

5.00 

2.51 

0.0015 

0.0411 

27.85 

80 

52.15 

5.00 

2.61 

0.0015 

0.0477 

17.18 

90 

72.82 

5.00 

3.64 

0.0015 

0.0000 

8.00 

70 

62.00 

5.00 

3.10 

0.0015 

0.0000 

8.00 

70 

62.00 

5.00 

3.10 

0.0015 

0.0188 

19.41 

90 

70.59 

5.00 

3.53 

0.0015 

0.0036 

23.94 

90 

66.06 

5.00 

3.30 

0.0015 

0.0069 

25.35 

80 

54.65 

5.00 

2.73 

0.0015 

0.0146 

28.83 

80 

51.17 

5.00 

2.56 

0.0015 

0.0095 


























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



11007037 


Neembara 


Neevon Ki Khejri 


Panchetiya 


Panota 


Peetha Gurha 


Pipreloo 


Pratap Garh 


Raipuriya 


Ramasiya 


Rampura 


Sadawas 


Sapooni 


Seemal 


Snkrawas 


Sonai Manji 


Wandar 


Aaichiya 


Bagol 


Bansor 


Barari 


Bhadarlau 


Bhanka 


Bola Kura 


Busi 


Chak Vardiya 


Chandelo Ki Gawar 


Chhapli 


Daylana Kalan 


Daylana Khurd 


Elani 


Gajnipura 


Ganthi 


Census Code 


0820000502435700 


0820000602452700 


0820000602448100 


0820000702455900 


0825000102966600 


0825000102968500 


0820000502435600 


0820000702455100 


0820000502433400 


0820000502432500 


0820000502432200 


0820000502435400 


0820000602454000 


0820000502432000 


0820000502433200 


0820000702455200 


0820000502432300 


0820000702457000 


0820000602454200 


0820000702457300 


0820000702454700 


0820000702459900 


0820000702459300 


0820000502435800 


0820000702460300 


0825000102967900 


0825000102968400 


0820000702460900 


0820000702460800 


0820000702457800 


0820000702455500 


0820000702460400 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Erinpura Granite 

Fresh 

Non-command 

Erinpura Granite 

Fresh 

Non-command 

Erinpura Granite 

Fresh 

Non-command 

Erinpura Granite 

Saline 

Non-command 

Erinpura Granite 

Saline 

Non-command 

Phyllite & Schist 

Saline 

Non-command 

Gneisses 




25.63 Fresh 


4.92 Fresh 


7.03 Saline 


7.74 Saline 


13.78 Saline 


14.78 Fresh 


Saline 


11.49 Fresh 


3.04 Saline 


8.26 Fresh 


Saline 


16.28 Saline 


26.33 Fresh 


Saline 


9.43 Fresh 


15.02 Saline 


17.20 Saline 




11.40 Saline 


4.70 Saline 


10.58 Fresh 


8.90 Fresh 


16.67 Saline 



Gura Daulji 


Gura Mataji 


Gura Meghsingh 


0820000702455300 


0820000702455600 


0820000702459400 


14.13 Fresh 


Saline 


8.01 Fresh 


11.53 Fresh 


Saline 


4.67 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Gneisses 


Phyllite & Schist 


Gneisses 


Phyllite & Schist 


Gneisses 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

26.41 

80 

53.59 

5.00 

2.68 

0.0015 

0.0493 

19.40 

80 

60.60 

5.00 

3.03 

0.0015 

0.0092 

28.14 

80 

51.86 

5.00 

2.59 

0.0015 

0.0889 

18.10 

90 

71.90 

5.00 

3.60 

0.0015 

0.0018 

18.10 

90 

71.90 

5.00 

3.60 

0.0015 

0.0054 

16.26 

100 

83.74 

3.00 

2.51 

0.0015 

0.0052 

14.36 

120 

105.65 

4.00 

4.23 

0.0018 

0.0129 

14.36 

100 

85.65 

3.00 

2.57 

0.0015 

0.0014 

25.83 

80 

54.17 

5.00 

2.71 

0.0015 

0.0509 

30.91 

80 

49.09 

5.00 

2.45 

0.0015 

0.0158 

7.63 

70 

62.37 

5.00 

3.12 

0.0015 

0.0110 

17.13 

70 

52.87 

5.00 

2.64 

0.0015 

0.0027 

9.08 

70 

60.92 

5.00 

3.05 

0.0015 

0.0006 

9.08 

70 

60.92 

5.00 

3.05 

0.0015 

0.0052 

18.00 

90 

72.00 

5.00 

3.60 

0.0015 

0.0072 

18.00 

90 

72.00 

5.00 

3.60 

0.0015 

0.0726 

21.82 

70 

48.18 

5.00 

2.41 

0.0015 

0.0335 

15.46 

80 

64.54 

5.00 

3.23 

0.0015 

0.0049 

15.46 

100 

84.54 

5.00 

4.23 

0.0015 

0.0080 

18.67 

70 

51.33 

5.00 

2.57 

0.0015 

0.0126 

18.67 

70 

51.33 

5.00 

2.57 

0.0015 

0.0181 

12.88 

70 

57.12 

5.00 

2.86 

0.0015 

0.0003 

10.28 

70 

59.72 

5.00 

2.99 

0.0015 

0.0283 

10.28 

70 

59.72 

5.00 

2.99 

0.0015 

0.0013 

30.94 

80 

49.06 

5.00 

2.45 

0.0015 

0.0172 

9.10 

70 

60.90 

5.00 

3.04 

0.0015 

0.0000 

15.99 

90 

74.01 

5.00 

3.70 

0.0015 

0.0509 

15.99 

100 

84.01 

5.00 

4.20 

0.0015 

0.0230 

15.92 

100 

84.08 

5.00 

4.20 

0.0015 

0.0018 

21.15 

80 

58.85 

5.00 

2.94 

0.0015 

0.0096 

21.15 

80 

58.85 

5.00 

2.94 

0.0015 

0.0331 

18.56 

80 

61.44 

5.00 

3.07 

0.0015 

0.0206 

18.21 

90 

71.79 

5.00 

3.59 

0.0015 

0.0188 

29.79 

80 

50.21 

5.00 

2.51 

0.0015 

0.0067 

28.05 

80 

51.95 

5.00 

2.60 

0.0015 

0.0288 

17.64 

90 

72.36 

5.00 

3.62 

0.0015 

0.0120 

13.19 

100 

86.81 

3.00 

2.60 

0.0015 

0.0012 

12.16 

120 

107.84 

4.00 

4.31 

0.0018 

0.0176 

12.16 

100 

87.84 

3.00 

2.64 

0.0015 

0.0023 

14.70 

120 

105.30 

4.00 

4.21 

0.0018 

0.0003 

14.70 

100 

85.30 

3.00 

2.56 

0.0015 

0.0001 

13.71 

120 

106.29 

4.00 

4.25 

0.0018 

0.0078 

13.71 

100 

86.29 

3.00 

2.59 

0.0015 

0.0020 

16.21 

90 

73.79 

5.00 

3.69 

0.0015 

0.0105 

16.94 

90 

73.06 

5.00 

3.65 

0.0015 

0.0254 

22.60 

80 

57.40 

5.00 

2.87 

0.0015 

0.0110 

31.13 

80 

48.87 

5.00 

2.44 

0.0015 

0.0000 

15.19 

90 

74.81 

5.00 

3.74 

0.0015 

0.0491 

15.19 

100 

84.81 

5.00 

4.24 

0.0015 

0.0242 

30.76 

80 

49.24 

5.00 

2.46 

0.0015 

0.0520 

30.76 

80 

49.24 

5.00 

2.46 

0.0015 

0.0001 

29.80 

80 

50.20 

5.00 

2.51 

0.0015 

0.0011 

29.02 

80 

50.98 

5.00 

2.55 

0.0015 

0.0217 

29.02 

80 

50.98 

5.00 

2.55 

0.0015 

0.0028 

30.83 

80 

49.17 

5.00 

2.46 

0.0015 

0.0123 






























































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 


Gura Narkhan 
Gura Ramaji 

Gurha Askaran 
Gurha Deora Mertiyan 

Gurha Deora Solan Kiyan 

Gurha Durjan 
Gurha Gopinath 

Gurha Jaitsingh 
Gurha Jetawatan 
Gurha Kalan 

Gurha Kitiyan 

Gurha Thakurji 

Indarwara 
Jamboo Ka Talab 


Village 

Area, 

sq.km 


Zone (Fresh 
/ Saline) 


Type of Area 
(Command / Non¬ 
command) 


0820000502433100 _ 16.00 Fresh Non-command 

0820000702459600 _ 10.34 Fresh Non-command 

Saline Non-command 

0820000702460700 3.59 Saline Non-command 

0820000702460200 6.30 Saline Non-command 

Non-command 

0820000702456800 11.30 Saline Non-command 

Non-command 

0820000702456200 2.97 Saline Non-command 

0820000702456300 20.66 Saline Non-command 

Non-command 

0820000702455000 ~ 9.85 7Tesh Non-command 

0820000702460100 9.08 Saline Non-command 

0820000702456600 4.91 Saline Non-command 

Non-command 

0820000702456700 4.40 Saline Non-command 

Non-command 

0820000702457400 ~ 9.32 7Tesh Non-command 

Saline Non-command 

0820000702454900 ~ 9.66 7Tesh Non-command 

0825000402998700 2.04 Fresh Non-command 

Non-command 



Kerli _ 

Kharchee 
Kheema Khera 
Khera Jassa 
Khiwara 
Kolar 

Kot Solankiyan 
Koyla 

Mada Ki Bassi 

Magar Talab 

Mevi Kalan 

Mevi Khurd 

Nayagaon 

Neembara 

Panota 

Peelowani 

Pipreloo 

Pratap Garh 
Puthiya 

Raipuriya 



0820000702459700 

0820000702460000 

0825000102967800 

0825000102968600 

0820000702455400 

0820000702457200 

0820000702456400 

0825000402998400 

0825000202980600 

0820000702457100 

0820000702455700 

0820000702455800 

0820000702456500 

0820000502435700 

0820000702455900 

0820000702457600 

0825000102968500 

0820000502435600 

0825000402998800 

0820000702455100 


8.38 

7.04 

3.51 

3.26 

1.62 

14.61 

13.66 

16.51 

16.77 

12.60 

9.88 

2.60 

7.44 

1.96 
19.38 

8.74 

8.97 
6.20 

25.63 

38.20 

4.92 


Saline Non-command 

Saline Non-command 

Non-command 
Saline Non-command 

Saline Non-command 

Saline Non-command 

Saline Non-command 

Fresh Non-command 

Saline Non-command 

Non-command 
Saline Non-command 

Non-command 
Saline Non-command 

Non-command 
Saline Non-command 

Non-command 
Saline Non-command 

Non-command 
Fresh Non-command 

Saline Non-command 


Fresh Non-command 

Saline Non-command 


Saline Non-command 

Fresh Non-command 


Fresh Non-command 

Saline Non-command 


Fresh Non-command 

Saline Non-command 

Non-command 
Fresh Non-command 


Fresh 

Non-command 


Non-command 

Fresh 

Non-command 


Hydrogeological Unit 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Gneisses 


Phyllite & Schist 


Gneisses 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Gneisses 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Gneisses 


Phyllite & Schist 


Gneisses 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Gneisses 


Phyllite & Schist 


Erinpura Granite 


Gneisses 


Phyllite & Schist 


Erinpura Granite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

18.66 

70 

51.34 

5.00 

2.57 

0.0015 

0.0436 

32.98 

80 

47.02 

5.00 

2.35 

0.0015 

0.0173 

32.98 

80 

47.02 

5.00 

2.35 

0.0015 

0.0042 

17.10 

90 

72.90 

5.00 

3.65 

0.0015 

0.0128 

18.34 

90 

71.66 

5.00 

3.58 

0.0015 

0.0335 

18.34 

100 

81.66 

5.00 

4.08 

0.0015 

0.0004 

15.36 

90 

74.64 

5.00 

3.73 

0.0015 

0.0263 

15.36 

100 

84.64 

5.00 

4.23 

0.0015 

0.0047 

18.01 

90 

71.99 

5.00 

3.60 

0.0015 

0.0004 

16.34 

90 

73.66 

5.00 

3.68 

0.0015 

0.0103 

16.34 

100 

83.66 

5.00 

4.18 

0.0015 

0.0264 

23.74 

80 

56.26 

5.00 

2.81 

0.0015 

0.0146 

17.25 

90 

72.75 

5.00 

3.64 

0.0015 

0.0495 

18.54 

90 

71.46 

5.00 

3.57 

0.0015 

0.0110 

18.54 

100 

81.46 

5.00 

4.07 

0.0015 

0.0175 

17.35 

90 

72.65 

5.00 

3.63 

0.0015 

0.0048 

17.35 

100 

82.65 

5.00 

4.13 

0.0015 

0.0196 

29.20 

80 

50.80 

5.00 

2.54 

0.0015 

0.0298 

29.20 

80 

50.80 

5.00 

2.54 

0.0015 

0.0057 

19.86 

80 

60.14 

5.00 

3.01 

0.0015 

0.0059 

12.36 

120 

107.64 

4.00 

4.31 

0.0018 

0.0057 

12.36 

100 

87.64 

3.00 

2.63 

0.0015 

0.0011 

12.36 

120 

107.64 

4.00 

4.31 

0.0018 

0.0001 

15.81 

90 

74.19 

5.00 

3.71 

0.0015 

0.0197 

15.81 

100 

84.19 

5.00 

4.21 

0.0015 

0.0109 

32.13 

80 

47.87 

5.00 

2.39 

0.0015 

0.0126 

18.04 

90 

71.96 

5.00 

3.60 

0.0015 

0.0190 

12.39 

100 

87.61 

3.00 

2.63 

0.0015 

0.0045 

14.41 

120 

105.59 

4.00 

4.22 

0.0018 

0.0006 

29.84 

80 

50.16 

5.00 

2.51 

0.0015 

0.0138 

18.85 

90 

71.15 

5.00 

3.56 

0.0015 

0.0728 

18.85 

100 

81.15 

5.00 

4.06 

0.0015 

0.0001 

17.18 

90 

72.82 

5.00 

3.64 

0.0015 

0.0682 

17.18 

100 

82.82 

5.00 

4.14 

0.0015 

0.0165 

14.15 

120 

105.85 

4.00 

4.23 

0.0018 

0.0087 

14.15 

100 

85.85 

3.00 

2.58 

0.0015 

0.0072 

14.53 

120 

105.47 

4.00 

4.22 

0.0018 

0.0019 

14.53 

100 

85.47 

3.00 

2.56 

0.0015 

0.0069 

18.43 

90 

71.57 

5.00 

3.58 

0.0015 

0.0256 

18.43 

100 

81.57 

5.00 

4.08 

0.0015 

0.0312 

19.41 

90 

70.59 

5.00 

3.53 

0.0015 

0.0058 

19.41 

90 

70.59 

5.00 

3.53 

0.0015 

0.0044 

23.94 

90 

66.06 

5.00 

3.30 

0.0015 

0.0236 

23.94 

90 

66.06 

5.00 

3.30 

0.0015 

0.0064 

18.02 

90 

71.98 

5.00 

3.60 

0.0015 

0.0106 

26.41 

80 

53.59 

5.00 

2.68 

0.0015 

0.0285 

18.10 

90 

71.90 

5.00 

3.60 

0.0015 

0.0033 

18.10 

90 

71.90 

5.00 

3.60 

0.0015 

0.0366 

32.60 

80 

47.40 

5.00 

2.37 

0.0015 

0.0319 

14.36 

120 

105.65 

4.00 

4.23 

0.0018 

0.0117 

14.36 

100 

85.65 

3.00 

2.57 

0.0015 

0.0020 

25.83 

80 

54.17 

5.00 

2.71 

0.0015 

0.0533 

15.30 

120 

104.70 

4.00 

4.19 

0.0018 

0.0030 

15.30 

100 

84.70 

3.00 

2.54 

0.0015 

0.0109 

30.91 

80 

49.09 

5.00 

2.45 

0.0015 

0.0023 








































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 




11008038 


Roongri 


Roop Nagar 


Sapooni 


Septawa 


Sewantri 


Sodawas 


Somesar 


Sonai Manji 


Tewali Kalan 


Tewali Khurd 


Tokarla 


Umarwas 


Wandar 


Akhawas 


Anwana 


Asanda 


Baithwasiya 


Bana Ka Bas 


Bapini Khurd 


Baran Kalan 


Baran Khurd 


Barbata 


Barsaloo Kalan 


Barsaloo Khurd 


Basni Danwara 


Basnitarda 


Beniwalon Ki Dhani 


Bhakhron Ki Dhani 


Bhari Nagar 


Bheeyadiya 


Birloka 


Chandrakh 


Chantaliya 


Chhindiya 


Chindri 


Danwara 


Dhanari Kalan 


Dhanari Khurd 


Dhandhora 


Census Code 


0820000702457700 


0825000402998600 


0820000502435400 


0820000702454600 


0825000402998500 


0820000502435300 


0820000702454800 


0820000502433200 


0820000502436200 


0820000502436300 


0820000702459800 


0825000402996400 


0820000702455200 


0814000501823700 


0815000201943300 


0815000301946400 


0815000201937100 


0815000201943200 


0815000201933100 


0815000201938800 


0815000201938700 


0814000501824200 


0815000201933600 


0815000201933700 


0815000201942000 


0815000201938300 


0814000501823900 


0815000201937400 


0815000201943000 


0815000201935100 


0814000501819600 


0815000201938600 


0815000301946300 


0815000301945700 


0815000201942800 


0815000201942100 


0815000201942900 


0815000301945500 


0815000301946200 



Zone (Fresh 
/ Saline) 


11.86 Fresh 


17.45 Fresh 


11.49 Fresh 


12.23 Fresh 


16.01 Fresh 




9.83 Fresh 


Saline 


19.48 Fresh 


9.90 Fresh 


26.33 Fresh 


Saline 


12.87 Fresh 


Saline 


4.72 Fresh 


3.88 Fresh 


4.76 Saline 


22.74 Saline 


9.43 Fresh 


8.81 Fresh 


42.32 Fresh 


9.30 Fresh 



11.05 Fresh 


21.16 Fresh 


33.44 Fresh 


19.22 Fresh 


17.38 Fresh 


15.65 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Erinpura Granite 

Non-command 

Gneisses 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Erinpura Granite 

Non-command 

Erinpura Granite 

Non-command 

Erinpura Granite 

Non-command 

Erinpura Granite 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Erinpura Granite 

Non-command 

Erinpura Granite 

Non-command 

Gneisses 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 


Sub Basin: Luni 




Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Bilara Limestone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Bilara Limestone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Bilara Limestone 

Non-command 

Vindhyan Sandstone 

Non-command 

Bilara Limestone 

Non-command 

Vindhyan Sandstone 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

28.60 

80 

51.41 

5.00 

2.57 

0.0015 

0.0348 

14.42 

100 

85.58 

3.00 

2.57 

0.0015 

0.0177 

21.82 

70 

48.18 

5.00 

2.41 

0.0015 

0.0080 

23.80 

80 

56.20 

5.00 

2.81 

0.0015 

0.0015 

13.99 

120 

106.01 

4.00 

4.24 

0.0018 

0.0004 

13.99 

100 

86.01 

3.00 

2.58 

0.0015 

0.0032 

13.99 

120 

106.01 

4.00 

4.24 

0.0018 

0.0168 

13.99 

100 

86.01 

3.00 

2.58 

0.0015 

0.0053 

31.28 

80 

48.72 

5.00 

2.44 

0.0015 

0.0305 

31.28 

80 

48.72 

5.00 

2.44 

0.0015 

0.0054 

18.75 

70 

51.25 

5.00 

2.56 

0.0015 

0.0395 

21.99 

80 

58.01 

5.00 

2.90 

0.0015 

0.0042 

10.28 

70 

59.72 

5.00 

2.99 

0.0015 

0.0354 

10.28 

70 

59.72 

5.00 

2.99 

0.0015 

0.0002 

14.64 

100 

85.36 

5.00 

4.27 

0.0015 

0.0104 

14.64 

90 

75.36 

5.00 

3.77 

0.0015 

0.0060 

14.64 

100 

85.36 

5.00 

4.27 

0.0015 

0.0065 

22.55 

70 

47.45 

5.00 

2.37 

0.0015 

0.0098 

19.32 

70 

50.68 

5.00 

2.53 

0.0015 

0.0001 

27.89 

80 

52.11 

5.00 

2.61 

0.0015 

0.0183 

14.24 

120 

105.76 

4.00 

4.23 

0.0018 

0.0299 

14.24 

100 

85.76 

3.00 

2.57 

0.0015 

0.0236 

30.94 

80 

49.06 

5.00 

2.45 

0.0015 

0.0175 


0.43 

134.98 

160 

25.02 

25.00 

6.26 

0.0040 

0.0108 

11.82 

42.54 

200 

157.46 

35.00 

55.11 

0.0040 

2.6048 

3.38 

58.18 

150 

91.82 

35.00 

32.14 

0.0040 

0.4344 

0.26 

58.18 

170 

111.82 

35.00 

39.14 

0.0040 

0.0413 

5.85 

64.50 

150 

85.50 

35.00 

29.93 

0.0040 

0.7000 

11.01 

42.32 

200 

157.68 

35.00 

55.19 

0.0040 

2.4296 

0.44 

87.69 

150 

62.31 

35.00 

21.81 

0.0040 

0.0384 

13.04 

55.24 

200 

144.76 

35.00 

50.67 

0.0040 

2.6418 

24.71 

63.70 

200 

136.30 

35.00 

47.70 

0.0040 

4.7154 

8.47 

114.49 

160 

45.51 

25.00 

11.38 

0.0040 

0.3855 

0.03 

80.79 

150 

69.21 

35.00 

24.22 

0.0040 

0.0029 

4.72 

78.33 

150 

71.67 

35.00 

25.08 

0.0040 

0.4740 

8.86 

42.22 

200 

157.78 

35.00 

55.22 

0.0040 

1.9566 

10.23 

81.22 

200 

118.78 

35.00 

41.57 

0.0040 

1.7020 

0.33 

113.88 

160 

46.12 

25.00 

11.53 

0.0040 

0.0154 

9.03 

68.81 

150 

81.19 

35.00 

28.42 

0.0040 

1.0260 

32.55 

72.30 

200 

127.70 

35.00 

44.70 

0.0040 

5.8189 

6.08 

63.29 

150 

86.71 

35.00 

30.35 

0.0040 

0.7382 

1.88 

84.42 

160 

75.58 

25.00 

18.90 

0.0040 

0.1424 

45.22 

66.75 

200 

133.25 

35.00 

46.64 

0.0040 

8.4350 

0.63 

61.06 

175 

113.94 

35.00 

39.88 

0.0040 

0.1011 

16.62 

61.06 

200 

138.94 

35.00 

48.63 

0.0040 

3.2329 

11.05 

92.20 

200 

107.80 

35.00 

37.73 

0.0040 

1.6678 

21.16 

82.15 

200 

117.85 

35.00 

41.25 

0.0040 

3.4921 

24.13 

43.71 

200 

156.29 

35.00 

54.70 

0.0040 

5.2805 

19.22 

86.16 

200 

113.84 

35.00 

39.84 

0.0040 

3.0626 

17.38 

98.83 

200 

101.17 

35.00 

35.41 

0.0040 

2.4624 

12.31 

103.18 

150 

46.82 

35.00 

16.39 

0.0040 

0.8072 

0.95 

103.18 

170 

66.82 

35.00 

23.39 

0.0040 

0.0892 

1.86 

132.46 

150 

17.54 

35.00 

6.14 

0.0040 

0.0456 

3.02 

132.46 

170 

37.54 

35.00 

13.14 

0.0040 

0.1586 


























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



11008039 


Gajsinghpura 


Geengala 


Godaron Ki Dhani 


Gulasar 


Hadman Sagar 


Haniya 


Haripura 


Hatundi 


Hempura 


Isar Navra 


Jaitiyawas 


Jaswant Nagar (Beni 


Kajnau Kalan 


Kajnau Khurd 


Kapooriya 


Khabaniya 


Kharda Mewasa 


Khindakor 


Khundala 


Kinjari 


Kurchhi 


Lakheta 


Madhaniyon Ki Dhani 


Magra Nagar 


Mansagar 


Matora 


Mornawara 


Nagri 


Nandiya Jajra 


Nandiya Kalan 


Nandiya Khurd 


Osian 


Panchla Siddha 


Panditji Ki Dhani 


Papasani 


Parasala 


Pratapnagar 


Raikoriya 


Raimalwara 



Tapoo 


Thob 


Umadesar 


Asawari 


Asop 


Bagoriya 


Barni Kalan 


Census Code 


0815000301946500 


0815000201938500 


0814000501824000 


0814000501819700 


0815000201937900 


0815000201937600 


0815000201936800 


0815000201938400 


0814000501819500 


0814000501819900 


0815000201942400 


0814000501824400 


0815000301947500 


0815000301945800 


0815000201933800 


0815000201938100 


0815000201941900 


0815000201937500 


0814000501824300 


0815000201938000 


0814000501824100 


0815000201934000 


0814000501820000 


0815000201937700 


0815000201942200 


0815000201934100 


0815000301945600 


0814000501824500 


0815000201943100 


0815000201942500 


0815000201942700 


0815000201936700 


0814000501820100 


0815000201937000 


0814000501819800 


0815000201936900 


0815000201936600 


0815000201942300 


0815000201933900 


0815000201938200 


0815000301945900 


0815000201937800 


0815000201937300 


0815000201942600 


0814000401817000 


0815000301946900 


0815000301952700 


0815000301949200 



Zone (Fresh 
/ Saline) 


14.14 Fresh 


35.63 Fresh 


13.04 Fresh 


26.83 Fresh 


95.69 Fresh 


20.29 Fresh 


7.70 Fresh 



Basni Buddha 


0815000301953000 


10.01 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Bilara Limestone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Bilara Limestone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Bilara Limestone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Bilara Limestone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Bilara Limestone 

Non-command 

Vindhyan Sandstone 

Non-command 

Bilara Limestone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

69.92 

150 

80.08 

35.00 

28.03 

0.0040 

0.0733 

76.06 

200 

123.94 

35.00 

43.38 

0.0040 

2.1024 

101.68 

160 

58.32 

25.00 

14.58 

0.0040 

0.0869 

84.49 

160 

75.51 

25.00 

18.88 

0.0040 

0.0005 

72.84 

200 

127.16 

35.00 

44.51 

0.0040 

3.0613 

64.71 

200 

135.29 

35.00 

47.35 

0.0040 

2.8642 

59.15 

150 

90.85 

35.00 

31.80 

0.0040 

1.1935 

75.52 

200 

124.48 

35.00 

43.57 

0.0040 

3.1636 

85.11 

160 

74.89 

25.00 

18.72 

0.0040 

0.1514 

85.00 

160 

75.00 

25.00 

18.75 

0.0040 

0.7384 

52.34 

200 

147.66 

35.00 

51.68 

0.0040 

3.7732 

135.30 

160 

24.70 

25.00 

6.17 

0.0040 

0.0867 

44.77 

200 

155.23 

35.00 

54.33 

0.0040 

1.2559 

48.98 

200 

151.02 

35.00 

52.86 

0.0040 

0.1720 

77.63 

150 

72.37 

35.00 

25.33 

0.0040 

2.2776 

83.32 

150 

66.68 

35.00 

23.34 

0.0040 

0.9894 

42.09 

150 

107.91 

35.00 

37.77 

0.0040 

0.2005 

65.10 

200 

134.90 

35.00 

47.22 

0.0040 

4.4490 

129.76 

160 

30.24 

25.00 

7.56 

0.0040 

0.6332 

80.52 

150 

69.48 

35.00 

24.32 

0.0040 

2.3711 

91.80 

160 

68.20 

25.00 

17.05 

0.0040 

3.1003 

78.11 

150 

71.89 

35.00 

25.16 

0.0040 

0.4706 

86.02 

160 

73.98 

25.00 

18.49 

0.0040 

0.0092 

67.69 

200 

132.31 

35.00 

46.31 

0.0040 

0.7145 

48.11 

200 

151.89 

35.00 

53.16 

0.0040 

2.6009 

80.18 

150 

69.82 

35.00 

24.44 

0.0040 

0.1218 

115.56 

200 

84.44 

35.00 

29.55 

0.0040 

1.2804 

136.85 

170 

33.15 

25.00 

8.29 

0.0040 

0.0060 

136.85 

160 

23.15 

25.00 

5.79 

0.0040 

0.0813 

56.02 

200 

143.98 

35.00 

50.39 

0.0040 

4.1728 

54.06 

200 

145.94 

35.00 

51.08 

0.0040 

5.8167 

70.34 

200 

129.66 

35.00 

45.38 

0.0040 

3.3804 

56.55 

150 

93.45 

35.00 

32.71 

0.0040 

3.1890 

95.74 

160 

64.26 

25.00 

16.07 

0.0040 

0.0130 

72.01 

150 

77.99 

35.00 

27.30 

0.0040 

3.4231 

84.85 

160 

75.15 

25.00 

18.79 

0.0040 

1.0995 

76.76 

150 

73.24 

35.00 

25.63 

0.0040 

1.9767 

51.84 

150 

98.16 

35.00 

34.36 

0.0040 

0.0087 

59.11 

200 

140.89 

35.00 

49.31 

0.0040 

3.3033 

72.99 

150 

77.01 

35.00 

26.95 

0.0040 

6.0271 

80.58 

150 

69.42 

35.00 

24.30 

0.0040 

1.1488 

108.07 

175 

66.93 

35.00 

23.43 

0.0040 

0.0169 

108.07 

200 

91.93 

35.00 

32.18 

0.0040 

3.1736 

72.53 

200 

127.47 

35.00 

44.61 

0.0040 

2.5241 

60.68 

150 

89.32 

35.00 

31.26 

0.0040 

0.8320 

71.52 

200 

128.48 

35.00 

44.97 

0.0040 

2.3462 

102.00 

160 

58.00 

25.00 

14.50 

0.0040 

1.5561 

56.82 

150 

93.18 

35.00 

32.61 

0.0040 

8.4361 

56.82 

170 

113.18 

35.00 

39.61 

0.0040 

3.8189 

47.89 

170 

122.11 

35.00 

42.74 

0.0040 

1.2422 

55.14 

150 

94.86 

35.00 

33.20 

0.0040 

0.2273 

55.14 

170 

114.86 

35.00 

40.20 

0.0040 

0.9631 

71.70 

150 

78.30 

35.00 

27.40 

0.0040 

0.9770 

71.70 

170 

98.30 

35.00 

34.40 

0.0040 

1.8239 

44.58 

170 

125.42 

35.00 

43.90 

0.0040 

0.4287 






























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



11008040 


Basni Harisingh 


Basni Saindwa 


Bhopalgarh 


Chapla 


Chittani 


Dadhwari 


Dadmi 


Dhadhesri 


Dhawa 


Dheengawas 


Dhoroo 


Diyawari 


Garasani 


Govindpura 


Hingoli 


Kankrai 


Karwasaron Ki Dhani 


Kukarda 


Kumbhara 


Lawari 


Nadsar 


Nokha Chandawata 


Palri Ranawata 


Rajlani 


Rampura 


Ratkuriya 


Sangva Ki Dhani 


Senani 


Sopra 


Surpura Khurd 


Ustra 


Abhaygarh 


Ajeetgarh 


Banon Ka Bas 


Barnau 


Belwa Ranaji 


Bhakhri 


Bhaloo Anopgarh 


Bhaloo Jawaharpura 


Bhaloo Jogsar 


Bhaloo Kalan 


Bhaloo Kumbaniya 


Bhaloo Rajwan 


Bhaloo Ratangarh 


Bhaloo Udainagar 


Bher 


Census Code 


0815000301946700 


0815000301949900 


0815000301950000 


0815000301953100 


0814000401816800 


0814000601827100 


0815000301949600 


0815000301953300 


0814000401816900 


0814000401817100 


0815000301952600 


0814000401815800 


0815000301949500 


0815000301949400 


0815000301949000 


0814000401815700 


0814000601826200 


0815000301946800 


0815000301949100 


0815000301947100 


0815000301949800 


0814000601826900 


0815000301947200 


0815000301953200 


0815000301949300 


0815000301952900 


0814000601826100 


0814000401815900 


0815000301952500 


0815000301948900 


0815000301950100 


0815000501979700 


0815000501979200 


0815000501972900 


0815000501973400 


0815000501981500 


0815000201931900 


0815000501978000 


0815000501978700 


0815000501978100 


0815000501978400 


0815000501978200 


0815000501978600 


0815000501978300 


0815000501978500 


0815000201931300 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Bilara Limestone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Bilara Limestone 



10.56 Fresh 


38.61 Fresh 


14.63 Fresh 


13.48 Fresh 


25.94 Fresh 


20.63 Fresh 


5.99 Fresh 




52.09 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

50.45 

150 

99.55 

35.00 

34.84 

0.0040 

0.0673 

32.40 

170 

137.60 

35.00 

48.16 

0.0040 

1.4191 

40.08 

170 

129.92 

35.00 

45.47 

0.0040 

13.8153 

30.35 

170 

139.65 

35.00 

48.88 

0.0040 

0.7512 

97.27 

160 

62.73 

25.00 

15.68 

0.0040 

0.1900 

98.90 

140 

41.10 

25.00 

10.28 

0.0040 

0.1735 

108.08 

150 

41.92 

35.00 

14.67 

0.0040 

0.5800 

108.08 

170 

61.92 

35.00 

21.67 

0.0040 

0.3269 

39.03 

170 

130.97 

35.00 

45.84 

0.0040 

0.0033 

98.82 

160 

61.18 

25.00 

15.29 

0.0040 

0.4784 

105.36 

170 

64.64 

25.00 

16.16 

0.0040 

0.7611 

105.36 

160 

54.64 

25.00 

13.66 

0.0040 

0.1562 

42.82 

170 

127.18 

35.00 

44.51 

0.0040 

0.4646 

87.88 

170 

82.12 

25.00 

20.53 

0.0040 

0.3063 

87.88 

160 

72.12 

25.00 

18.03 

0.0040 

0.5479 

107.00 

150 

43.00 

35.00 

15.05 

0.0040 

1.2418 

88.19 

150 

61.81 

35.00 

21.63 

0.0040 

0.4137 

88.19 

170 

81.81 

35.00 

28.63 

0.0040 

0.1390 

119.01 

160 

40.99 

25.00 

10.25 

0.0040 

0.3441 

119.01 

140 

20.99 

25.00 

5.25 

0.0040 

0.9385 

30.86 

170 

139.14 

35.00 

48.70 

0.0040 

3.7861 

83.89 

170 

86.11 

25.00 

21.53 

0.0040 

0.0001 

120.34 

140 

19.66 

25.00 

4.91 

0.0040 

0.0556 

54.83 

150 

95.17 

35.00 

33.31 

0.0040 

0.1346 

33.65 

170 

136.35 

35.00 

47.72 

0.0040 

5.7036 

49.42 

150 

100.58 

35.00 

35.20 

0.0040 

0.3694 

45.77 

170 

124.23 

35.00 

43.48 

0.0040 

8.2960 

99.79 

140 

40.21 

25.00 

10.05 

0.0040 

0.1157 

42.20 

150 

107.80 

35.00 

37.73 

0.0040 

0.0117 

70.76 

170 

99.24 

35.00 

34.74 

0.0040 

6.7902 

75.74 

150 

74.26 

35.00 

25.99 

0.0040 

0.9048 

75.74 

170 

94.26 

35.00 

32.99 

0.0040 

0.3738 

46.04 

150 

103.96 

35.00 

36.39 

0.0040 

5.3509 

46.04 

170 

123.96 

35.00 

43.39 

0.0040 

0.8808 

51.56 

170 

118.44 

35.00 

41.45 

0.0040 

0.3590 

101.24 

140 

38.76 

25.00 

9.69 

0.0040 

0.0086 

96.29 

160 

63.71 

25.00 

15.93 

0.0040 

0.5413 

40.77 

170 

129.23 

35.00 

45.23 

0.0040 

0.0426 

30.88 

170 

139.12 

35.00 

48.69 

0.0040 

2.3347 

33.97 

170 

136.03 

35.00 

47.61 

0.0040 

0.3264 

37.34 

150 

112.66 

35.00 

39.43 

0.0040 

0.0175 

40.95 

150 

109.05 

35.00 

38.17 

0.0040 

1.5511 

68.98 

150 

81.02 

35.00 

28.36 

0.0040 

2.1447 

38.27 

150 

111.73 

35.00 

39.11 

0.0040 

3.2954 

25.67 

150 

124.33 

35.00 

43.52 

0.0040 

0.1249 

56.00 

150 

94.00 

35.00 

32.90 

0.0040 

0.0098 

39.92 

150 

110.08 

35.00 

38.53 

0.0040 

0.5836 

39.90 

150 

110.10 

35.00 

38.54 

0.0040 

0.8602 

37.60 

150 

112.40 

35.00 

39.34 

0.0040 

0.5247 

29.05 

150 

120.95 

35.00 

42.33 

0.0040 

2.9011 

37.81 

150 

112.19 

35.00 

39.26 

0.0040 

1.5434 

36.43 

150 

113.57 

35.00 

39.75 

0.0040 

1.4527 

32.61 

150 

117.39 

35.00 

41.09 

0.0040 

2.8515 

31.99 

150 

118.01 

35.00 

41.30 

0.0040 

0.7135 

69.54 

150 

80.46 

35.00 

28.16 

0.0040 

0.5280 























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



11008041 


Biramdeogarh 


Chamu 


Chordiya 


Dechoo 


Dedha Chak I 


Dedha Chak li 


Dedha Chak lii 


Dera 


Dewaniya 


Dewatoo 


Ekalkhori 


Gilakor 


Godelai 


Gogadeo Garh 


Gopal Pura 


Gumanpura 


Hadman Nagar 


Hapasar 


Harisingh Nagar 


Kanodiya Purohitan 


Kami Nagar 


Ketoo Kalan 


Ketoo Manawata 


Ketoo Manda 


Khetsingh Nagar 


Lawaran 


Lodta Achlawata 


Lodta Haridasot 


Madasar 


Meeno Ki Dhani 


Meriya 


Nathrau 


Panditon Ka Bas 


Peelwa 


Prahladpura 


Ramsar 


Rawat Nagar 


Roopnagar 


Sadulnagar 


Samrau 


Shekhala 


Shivsar 


Sukhmandla 


Thadiya 


Veeramgarh 


Vishnu Nagar 


Bana Ka Bas 


Bara Kotecha 


Barla Basni 


Bastawa 


Beh Charnan 


Berdon Ka Bas 


Bhabhuon Ki Dhani 


Bhala Sariya 


Bheekam Kor 


Census Code 


0815000501976700 


0815000501977900 


0815000501976200 


0815000501973900 


0815000501977200 


0815000501977100 


0815000501977300 


0815000501978900 


0815000501973500 


0815000501978800 


0815000201935700 


0815000501972600 


0815000501977500 


0815000501979100 


0815000501973100 


0815000501972300 


0815000201931600 


0815000501979400 


0815000501972500 


0815000501973800 


0815000501973300 


0815000501981400 


0815000501979000 


0815000501981100 


0815000501976600 


0815000501976900 


0815000501973600 


0815000501973700 


0815000501977000 


0815000201935800 


0815000501981600 


0815000501973000 


0815000501977600 


0815000101930100 


0815000501977700 


0815000501977400 


0815000101930000 


0815000501973200 


0815000501972800 


0815000201931700 


0815000501981000 


0815000501976800 


0815000501972700 


0815000501972400 


0815000501979300 


0815000201931500 


0815000201936000 


0815000201941200 


0815000201939700 


0815000501982200 


0815000201936200 


0815000201935600 


0815000201937200 


0815000201939600 


0815000201935200 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

41.86 

150 

108.14 

35.00 

37.85 

0.0040 

1.9618 

35.34 

150 

114.66 

35.00 

40.13 

0.0040 

0.0010 

38.59 

150 

111.41 

35.00 

38.99 

0.0040 

0.0076 

51.97 

150 

98.03 

35.00 

34.31 

0.0040 

4.3789 

43.52 

150 

106.48 

35.00 

37.27 

0.0040 

1.0305 

43.52 

150 

106.48 

35.00 

37.27 

0.0040 

0.3307 

42.59 

150 

107.41 

35.00 

37.59 

0.0040 

0.4751 

41.31 

150 

108.69 

35.00 

38.04 

0.0040 

1.7819 

36.86 

150 

113.14 

35.00 

39.60 

0.0040 

3.1016 

42.26 

150 

107.74 

35.00 

37.71 

0.0040 

6.7744 

49.40 

150 

100.60 

35.00 

35.21 

0.0040 

1.2782 

39.46 

150 

110.54 

35.00 

38.69 

0.0040 

3.3339 

39.00 

150 

111.00 

35.00 

38.85 

0.0040 

3.2660 

39.48 

150 

110.52 

35.00 

38.68 

0.0040 

1.6820 

59.33 

150 

90.67 

35.00 

31.73 

0.0040 

0.7811 

51.35 

150 

98.65 

35.00 

34.53 

0.0040 

0.3996 

65.58 

150 

84.42 

35.00 

29.55 

0.0040 

2.9331 

43.15 

150 

106.85 

35.00 

37.40 

0.0040 

2.8489 

43.60 

150 

106.40 

35.00 

37.24 

0.0040 

0.3715 

45.97 

150 

104.03 

35.00 

36.41 

0.0040 

3.8552 

44.57 

150 

105.43 

35.00 

36.90 

0.0040 

1.9439 

27.51 

150 

122.49 

35.00 

42.87 

0.0040 

0.8924 

37.11 

150 

112.89 

35.00 

39.51 

0.0040 

4.5119 

34.52 

150 

115.48 

35.00 

40.42 

0.0040 

1.7606 

42.93 

150 

107.07 

35.00 

37.48 

0.0040 

0.0179 

43.57 

150 

106.43 

35.00 

37.25 

0.0040 

1.4572 

41.86 

150 

108.14 

35.00 

37.85 

0.0040 

6.9266 

44.24 

150 

105.76 

35.00 

37.02 

0.0040 

4.8493 

42.19 

150 

107.81 

35.00 

37.73 

0.0040 

0.5698 

45.67 

150 

104.33 

35.00 

36.52 

0.0040 

2.3901 

28.96 

150 

121.04 

35.00 

42.36 

0.0040 

0.1899 

35.46 

150 

114.54 

35.00 

40.09 

0.0040 

3.0609 

40.62 

150 

109.38 

35.00 

38.28 

0.0040 

1.7752 

60.55 

200 

139.45 

35.00 

48.81 

0.0040 

0.1354 

40.90 

150 

109.10 

35.00 

38.18 

0.0040 

0.9805 

40.87 

150 

109.13 

35.00 

38.19 

0.0040 

1.0695 

56.28 

200 

143.72 

35.00 

50.30 

0.0040 

0.6793 

43.32 

150 

106.68 

35.00 

37.34 

0.0040 

2.9352 

41.98 

150 

108.02 

35.00 

37.81 

0.0040 

4.6617 

62.25 

150 

87.75 

35.00 

30.71 

0.0040 

5.7274 

38.74 

150 

111.26 

35.00 

38.94 

0.0040 

0.5558 

43.19 

150 

106.81 

35.00 

37.38 

0.0040 

2.5915 

51.76 

150 

98.24 

35.00 

34.38 

0.0040 

3.2937 

45.06 

150 

104.94 

35.00 

36.73 

0.0040 

4.1719 

40.11 

150 

109.89 

35.00 

38.46 

0.0040 

0.1087 

65.85 

150 

84.15 

35.00 

29.45 

0.0040 

0.4267 

48.49 

150 

101.51 

35.00 

35.53 

0.0040 

5.4312 

76.67 

150 

73.33 

35.00 

25.67 

0.0040 

2.4676 

75.44 

150 

74.56 

35.00 

26.10 

0.0040 

3.9350 

28.47 

150 

121.53 

35.00 

42.54 

0.0040 

0.0963 

48.99 

150 

101.01 

35.00 

35.36 

0.0040 

1.4965 

49.64 

150 

100.36 

35.00 

35.13 

0.0040 

3.9144 

51.94 

150 

98.06 

35.00 

34.32 

0.0040 

0.2876 

84.25 

150 

65.75 

35.00 

23.01 

0.0040 

1.6576 

47.00 

150 

103.00 

35.00 

36.05 

0.0040 

1.8636 



















































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



11008042 


Bheeyadiya 


Bijariya Bavri 


Birai 


Chamu 


Chandaliya 


Cherai 


Chimangarh 


Chirwai 


Dabri 


Deogarh 


Dhunariya 


Digari 


Ekalkhori 


Gagari 


Ghevara 


Gopasariya 


Haripura 


Harlaya 


Indon Ki Dhani 


Jatipura 


Jeloo 


Jhinjhaniyala 


Kanasar 


Karwaniyon Ki Dhani 


Kerlanada 


Khabra Kalan 


Khabra Khurd 


Khetasar 


Khudiyala 


Maloonga 


Mandiyai Kalan 


Mandiyai Khurd 


Meeno Ki Dhani 


Newra Road 


Osian 


Paboo Nagar 


Panchla Khurd 


Panditon Ka Bas 


Prahladpura 


Pratapnagar 


Rajabandh 


Rajsagar 


Ramnagar 


Samrau 


Santora Khurd 


Sirmandi 


Tiwari 


Utambar 


Vijainagar 


Artiya Kalan 


Asanda 


Bandra 


Baori 


Bhopalgarh 


Census Code 


0815000201935100 


0815000201940200 


0815000501983500 


0815000501977900 


0815000201939900 


0815000201935900 


0815000501982700 


0815000501981900 


0815000201935500 


0815000501982100 


0815000201939100 


0815000201940400 


0815000201935700 


0815000201940100 


0815000201939800 


0815000201939500 


0815000201936800 


0815000201934700 


0815000201934900 


0815000201936500 


0815000201940300 


0815000501982600 


0815000501983700 


0815000201935000 


0815000201934800 


0815000201936100 


0815000201935300 


0815000201936400 


0815000501982000 


0815000201941000 


0815000201941500 


0815000201941400 


0815000201935800 


0815000201939300 


0815000201936700 


0815000501981800 


0815000201940000 


0815000501977600 


0815000501977700 


0815000201936600 


0815000501982800 


0815000501977800 


0815000201935400 


0815000201931700 


0815000201940500 


0815000201936300 


0815000201941300 


0815000501983000 


0815000501982900 


0815000301955700 


0815000301946400 


0815000301952100 


0815000301947800 


0815000301950000 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Bilara Limestone 

Fresh 

Non-command 

Jalore Granite 


Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

63.29 

150 

86.71 

35.00 

30.35 

0.0040 

0.4183 

55.18 

150 

94.82 

35.00 

33.19 

0.0040 

2.6508 

25.72 

150 

124.28 

35.00 

43.50 

0.0040 

0.5402 

35.34 

150 

114.66 

35.00 

40.13 

0.0040 

0.5473 

43.84 

150 

106.16 

35.00 

37.16 

0.0040 

3.2855 

44.53 

150 

105.47 

35.00 

36.91 

0.0040 

8.5443 

26.05 

150 

123.95 

35.00 

43.38 

0.0040 

0.8481 

42.04 

150 

107.96 

35.00 

37.78 

0.0040 

3.5870 

50.88 

150 

99.12 

35.00 

34.69 

0.0040 

3.5173 

28.04 

150 

121.96 

35.00 

42.69 

0.0040 

1.7534 

41.27 

150 

108.73 

35.00 

38.06 

0.0040 

0.0950 

33.44 

150 

116.56 

35.00 

40.80 

0.0040 

1.5522 

49.40 

150 

100.60 

35.00 

35.21 

0.0040 

4.5352 

44.56 

150 

105.44 

35.00 

36.90 

0.0040 

3.3996 

51.83 

150 

98.17 

35.00 

34.36 

0.0040 

4.2235 

96.38 

150 

53.62 

35.00 

18.77 

0.0040 

0.7473 

59.15 

150 

90.85 

35.00 

31.80 

0.0040 

0.6133 

77.08 

150 

72.92 

35.00 

25.52 

0.0040 

0.2125 

38.91 

150 

111.09 

35.00 

38.88 

0.0040 

3.6683 

70.14 

150 

79.86 

35.00 

27.95 

0.0040 

1.2219 

42.39 

150 

107.61 

35.00 

37.66 

0.0040 

4.9359 

25.26 

150 

124.74 

35.00 

43.66 

0.0040 

0.0095 

25.71 

150 

124.29 

35.00 

43.50 

0.0040 

0.2438 

55.18 

150 

94.82 

35.00 

33.19 

0.0040 

4.8081 

53.51 

150 

96.49 

35.00 

33.77 

0.0040 

3.3441 

47.20 

150 

102.80 

35.00 

35.98 

0.0040 

2.5075 

49.59 

150 

100.41 

35.00 

35.14 

0.0040 

1.0710 

56.71 

150 

93.29 

35.00 

32.65 

0.0040 

6.3093 

33.80 

150 

116.20 

35.00 

40.67 

0.0040 

6.0751 

35.16 

150 

114.84 

35.00 

40.19 

0.0040 

0.0196 

97.59 

150 

52.41 

35.00 

18.34 

0.0040 

0.5835 

99.38 

150 

50.62 

35.00 

17.72 

0.0040 

0.0801 

45.67 

150 

104.33 

35.00 

36.52 

0.0040 

1.7936 

66.70 

150 

83.30 

35.00 

29.15 

0.0040 

0.0015 

56.55 

150 

93.45 

35.00 

32.71 

0.0040 

4.6329 

33.53 

150 

116.47 

35.00 

40.76 

0.0040 

1.7277 

43.08 

150 

106.92 

35.00 

37.42 

0.0040 

6.9768 

40.62 

150 

109.38 

35.00 

38.28 

0.0040 

0.0206 

40.90 

150 

109.10 

35.00 

38.18 

0.0040 

3.9306 

51.84 

150 

98.16 

35.00 

34.36 

0.0040 

1.3350 

26.03 

150 

123.97 

35.00 

43.39 

0.0040 

1.4070 

38.73 

150 

111.27 

35.00 

38.94 

0.0040 

1.5935 

50.62 

150 

99.38 

35.00 

34.78 

0.0040 

0.9225 

62.25 

150 

87.75 

35.00 

30.71 

0.0040 

2.1924 

20.89 

150 

129.11 

35.00 

45.19 

0.0040 

0.5291 

46.00 

150 

104.00 

35.00 

36.40 

0.0040 

6.1187 

95.29 

150 

54.71 

35.00 

19.15 

0.0040 

1.3307 

24.95 

150 

125.05 

35.00 

43.77 

0.0040 

0.2120 

27.19 

150 

122.81 

35.00 

42.98 

0.0040 

0.5942 

41.23 

170 

128.77 

35.00 

45.07 

0.0040 

0.1034 

58.18 

150 

91.82 

35.00 

32.14 

0.0040 

0.1913 

40.42 

100 

59.58 

35.00 

20.85 

0.0015 

0.0728 

40.42 

170 

129.58 

35.00 

45.35 

0.0040 

0.1465 

38.01 

200 

161.99 

35.00 

56.70 

0.0040 

6.3072 

40.08 

170 

129.92 

35.00 

45.47 

0.0040 

0.4511 
















































































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Jalore Granite 


Vindhyan Sandstone 


Vindhyan Sandstone 


Jalore Granite 


Vindhyan Sandstone 


Vindhyan Sandstone 


Jalore Granite 


Jalore Granite 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Jalore Granite 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Jalore Granite 


Vindhyan Sandstone 


Vindhyan Sandstone 


Jalore Granite 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Jalore Granite 


Jalore Granite 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Jalore Granite 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Jalore Granite 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Gneisses 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Gneisses 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Gneisses 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

21.09 

70 

48.91 

35.00 

17.12 

0.0015 

0.9496 

21.09 

200 

178.91 

35.00 

62.62 

0.0040 

10.4730 

33.08 

170 

136.92 

35.00 

47.92 

0.0040 

1.6223 

21.69 

70 

48.31 

35.00 

16.91 

0.0015 

0.0568 

42.82 

170 

127.18 

35.00 

44.51 

0.0040 

0.0814 

33.57 

170 

136.43 

35.00 

47.75 

0.0040 

3.0477 

19.10 

70 

50.90 

35.00 

17.82 

0.0015 

0.8125 

33.93 

100 

66.07 

35.00 

23.13 

0.0015 

0.0158 

30.86 

150 

119.14 

35.00 

41.70 

0.0040 

0.2251 

30.86 

170 

139.14 

35.00 

48.70 

0.0040 

1.4036 

36.58 

170 

133.42 

35.00 

46.70 

0.0040 

2.9889 

26.64 

200 

173.36 

35.00 

60.68 

0.0040 

1.8956 

29.49 

170 

140.51 

35.00 

49.18 

0.0040 

1.9523 

15.39 

70 

54.61 

35.00 

19.11 

0.0015 

0.6348 

15.39 

200 

184.61 

35.00 

64.61 

0.0040 

2.3528 

34.55 

200 

165.45 

35.00 

57.91 

0.0040 

2.3204 

49.42 

150 

100.58 

35.00 

35.20 

0.0040 

0.1898 

19.63 

70 

50.37 

35.00 

17.63 

0.0015 

0.2725 

31.74 

200 

168.26 

35.00 

58.89 

0.0040 

4.7298 

34.39 

170 

135.61 

35.00 

47.46 

0.0040 

2.1124 

23.14 

70 

46.86 

35.00 

16.40 

0.0015 

0.0666 

23.14 

200 

176.86 

35.00 

61.90 

0.0040 

0.0539 

34.06 

170 

135.94 

35.00 

47.58 

0.0040 

2.2043 

39.19 

150 

110.81 

35.00 

38.78 

0.0040 

0.1902 

39.19 

170 

130.81 

35.00 

45.78 

0.0040 

2.1301 

18.38 

70 

51.62 

35.00 

18.07 

0.0015 

0.0405 

31.47 

70 

38.53 

35.00 

13.48 

0.0015 

0.0662 

31.47 

200 

168.53 

35.00 

58.98 

0.0040 

7.3713 

42.20 

150 

107.80 

35.00 

37.73 

0.0040 

3.3486 

42.20 

170 

127.80 

35.00 

44.73 

0.0040 

0.8313 

46.04 

150 

103.96 

35.00 

36.39 

0.0040 

0.9017 

46.04 

170 

123.96 

35.00 

43.39 

0.0040 

0.0959 

33.81 

170 

136.19 

35.00 

47.67 

0.0040 

4.4476 

21.18 

70 

48.82 

35.00 

17.09 

0.0015 

0.2617 

40.77 

170 

129.23 

35.00 

45.23 

0.0040 

1.7472 

30.88 

170 

139.12 

35.00 

48.69 

0.0040 

1.7306 

42.60 

170 

127.40 

35.00 

44.59 

0.0040 

2.1417 

41.85 

100 

58.15 

35.00 

20.35 

0.0015 

0.0006 

41.85 

170 

128.15 

35.00 

44.85 

0.0040 

1.2122 

35.95 

170 

134.05 

35.00 

46.92 

0.0040 

1.4447 

33.97 

170 

136.03 

35.00 

47.61 

0.0040 

7.0860 

31.02 

70 

38.98 

5.00 

1.95 

0.0015 

0.0003 

26.55 

80 

53.45 

15.00 

8.02 

0.0150 

0.6055 

34.58 

70 

35.42 

5.00 

1.77 

0.0015 

0.0046 

31.43 

80 

48.57 

5.00 

2.43 

0.0015 

0.0090 

31.43 

100 

68.57 

40.00 

27.43 

0.0150 

2.2410 

31.43 

70 

38.57 

5.00 

1.93 

0.0015 

0.0063 

25.25 

70 

44.75 

5.00 

2.24 

0.0015 

0.0004 

30.98 

80 

49.02 

5.00 

2.45 

0.0015 

0.0047 

30.98 

100 

69.02 

40.00 

27.61 

0.0150 

3.2147 

30.98 

70 

39.02 

5.00 

1.95 

0.0015 

0.0026 

20.92 

80 

59.08 

15.00 

8.86 

0.0150 

0.2550 

20.92 

80 

59.08 

15.00 

8.86 

0.0150 

0.0638 

22.40 

80 

57.60 

4.00 

2.30 

0.0015 

0.0001 

26.28 

80 

53.72 

15.00 

8.06 

0.0150 

0.2283 




























































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Gneisses 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Gneisses 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Gneisses 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Gneisses 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Gneisses 


Older Alluvium 


Phyllite & Schist 


Gneisses 


Older Alluvium 


Phyllite & Schist 


Gneisses 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

26.28 

80 

53.72 

15.00 

8.06 

0.0150 

0.3282 

26.28 

90 

63.72 

5.00 

3.19 

0.0015 

0.0013 

26.39 

80 

53.61 

15.00 

8.04 

0.0150 

1.1435 

24.60 

70 

45.40 

5.00 

2.27 

0.0015 

0.0002 

27.45 

80 

52.55 

15.00 

7.88 

0.0150 

0.2636 

27.45 

90 

62.55 

5.00 

3.13 

0.0015 

0.0180 

26.66 

80 

53.34 

15.00 

8.00 

0.0150 

0.7039 

26.66 

80 

53.34 

15.00 

8.00 

0.0150 

0.2583 

20.47 

80 

59.53 

15.00 

8.93 

0.0150 

0.0100 

20.47 

90 

69.53 

5.00 

3.48 

0.0015 

0.0277 

31.46 

80 

48.54 

15.00 

7.28 

0.0150 

0.0406 

31.46 

90 

58.54 

5.00 

2.93 

0.0015 

0.0337 

26.37 

80 

53.63 

4.00 

2.15 

0.0015 

0.0026 

26.37 

80 

53.63 

15.00 

8.04 

0.0150 

0.0139 

28.79 

80 

51.21 

15.00 

7.68 

0.0150 

0.4925 

28.79 

80 

51.21 

15.00 

7.68 

0.0150 

0.0090 

31.06 

80 

48.94 

15.00 

7.34 

0.0150 

0.3293 

31.06 

90 

58.94 

5.00 

2.95 

0.0015 

0.0090 

22.97 

80 

57.03 

4.00 

2.28 

0.0015 

0.0012 

22.97 

80 

57.03 

15.00 

8.55 

0.0150 

0.6289 

31.49 

80 

48.51 

15.00 

7.28 

0.0150 

0.0812 

31.49 

90 

58.51 

5.00 

2.93 

0.0015 

0.0211 

9.84 

90 

80.16 

5.00 

4.01 

0.0015 

0.0031 

30.84 

80 

49.16 

4.00 

1.97 

0.0015 

0.0005 

30.84 

80 

49.16 

15.00 

7.37 

0.0150 

0.5035 

18.36 

70 

51.64 

5.00 

2.58 

0.0015 

0.0002 

18.36 

70 

51.64 

5.00 

2.58 

0.0015 

0.0192 

21.48 

80 

58.52 

15.00 

8.78 

0.0150 

0.0926 

21.48 

80 

58.52 

15.00 

8.78 

0.0150 

1.5393 

21.48 

90 

68.52 

5.00 

3.43 

0.0015 

0.0081 

32.46 

70 

37.54 

5.00 

1.88 

0.0015 

0.0009 

26.47 

70 

43.53 

5.00 

2.18 

0.0015 

0.0012 

20.72 

70 

49.28 

5.00 

2.46 

0.0015 

0.0130 

22.34 

80 

57.66 

4.00 

2.31 

0.0015 

0.0007 

22.34 

80 

57.66 

15.00 

8.65 

0.0150 

0.1638 

24.87 

80 

55.13 

15.00 

8.27 

0.0150 

0.4766 

24.87 

90 

65.13 

5.00 

3.26 

0.0015 

0.0313 

24.87 

80 

55.13 

15.00 

8.27 

0.0150 

0.2354 

24.87 

90 

65.13 

5.00 

3.26 

0.0015 

0.0065 

29.37 

80 

50.63 

4.00 

2.03 

0.0015 

0.0002 

29.37 

80 

50.63 

15.00 

7.59 

0.0150 

0.6915 

29.37 

90 

60.63 

5.00 

3.03 

0.0015 

0.0048 

17.41 

80 

62.59 

15.00 

9.39 

0.0150 

0.1012 

17.41 

80 

62.59 

15.00 

9.39 

0.0150 

1.7594 

17.41 

90 

72.59 

5.00 

3.63 

0.0015 

0.0114 

25.36 

80 

54.64 

4.00 

2.19 

0.0015 

0.0000 

24.90 

80 

55.10 

15.00 

8.27 

0.0150 

0.4360 

28.84 

70 

41.16 

5.00 

2.06 

0.0015 

0.0009 

21.46 

80 

58.54 

4.00 

2.34 

0.0015 

0.0017 

21.46 

80 

58.54 

15.00 

8.78 

0.0150 

0.8385 

21.46 

90 

68.54 

5.00 

3.43 

0.0015 

0.0016 

25.40 

80 

54.60 

4.00 

2.18 

0.0015 

0.0005 

25.40 

80 

54.60 

15.00 

8.19 

0.0150 

0.7598 

17.86 

90 

72.14 

5.00 

3.61 

0.0015 

0.0190 

22.20 

70 

47.80 

5.00 

2.39 

0.0015 

0.0184 


















































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Gneisses 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

28.79 

80 

51.21 

15.00 

7.68 

0.0150 

0.2564 

28.79 

90 

61.21 

5.00 

3.06 

0.0015 

0.0099 

27.95 

70 

42.06 

5.00 

2.10 

0.0015 

0.0002 

15.49 

80 

64.51 

15.00 

9.68 

0.0150 

0.3675 

31.78 

100 

68.22 

40.00 

27.29 

0.0150 

0.0049 

31.78 

70 

38.22 

5.00 

1.91 

0.0015 

0.0208 

19.01 

80 

60.99 

15.00 

9.15 

0.0150 

1.3259 

19.01 

90 

70.99 

5.00 

3.55 

0.0015 

0.0002 

19.01 

80 

60.99 

15.00 

9.15 

0.0150 

0.4985 

26.38 

80 

53.62 

15.00 

8.04 

0.0150 

0.5137 

26.38 

90 

63.62 

5.00 

3.18 

0.0015 

0.0215 

26.38 

80 

53.62 

15.00 

8.04 

0.0150 

0.1683 

26.38 

90 

63.62 

5.00 

3.18 

0.0015 

0.0040 

8.93 

90 

81.07 

5.00 

4.05 

0.0015 

0.0392 

22.94 

80 

57.06 

4.00 

2.28 

0.0015 

0.0445 

22.94 

90 

67.06 

5.00 

3.35 

0.0015 

0.0314 

22.94 

90 

67.06 

5.00 

3.35 

0.0015 

0.2627 

25.68 

90 

64.32 

5.00 

3.22 

0.0015 

0.0111 

20.27 

90 

69.73 

5.00 

3.49 

0.0015 

0.0433 

20.40 

80 

59.60 

15.00 

8.94 

0.0150 

0.1643 

20.40 

90 

69.60 

5.00 

3.48 

0.0015 

0.0444 

20.13 

90 

69.87 

5.00 

3.49 

0.0015 

0.0129 

30.44 

80 

49.56 

15.00 

7.43 

0.0150 

0.0061 

30.44 

90 

59.56 

5.00 

2.98 

0.0015 

0.0318 

30.41 

80 

49.59 

15.00 

7.44 

0.0150 

0.5586 

30.41 

90 

59.59 

5.00 

2.98 

0.0015 

0.0082 

28.06 

90 

61.94 

5.00 

3.10 

0.0015 

0.0117 

13.25 

90 

76.75 

5.00 

3.84 

0.0015 

0.0006 

18.89 

90 

71.11 

5.00 

3.56 

0.0015 

0.0001 

12.16 

90 

77.84 

5.00 

3.89 

0.0015 

0.0214 

25.19 

90 

64.81 

5.00 

3.24 

0.0015 

0.0005 

20.92 

80 

59.08 

15.00 

8.86 

0.0150 

0.9640 

20.92 

80 

59.08 

15.00 

8.86 

0.0150 

0.0325 

21.93 

80 

58.07 

15.00 

8.71 

0.0150 

0.3831 

21.93 

90 

68.07 

5.00 

3.40 

0.0015 

0.0540 

25.99 

90 

64.01 

5.00 

3.20 

0.0015 

0.0069 

25.99 

90 

64.01 

5.00 

3.20 

0.0015 

0.0685 

24.91 

90 

65.09 

5.00 

3.25 

0.0015 

0.0434 

24.87 

90 

65.13 

5.00 

3.26 

0.0015 

0.1346 

16.62 

90 

73.38 

5.00 

3.67 

0.0015 

0.0316 

23.30 

80 

56.70 

15.00 

8.51 

0.0150 

2.7493 

23.30 

90 

66.70 

5.00 

3.34 

0.0015 

0.0004 

16.90 

90 

73.10 

5.00 

3.65 

0.0015 

0.0002 

20.53 

90 

69.47 

5.00 

3.47 

0.0015 

0.0042 

22.03 

80 

57.97 

15.00 

8.70 

0.0150 

1.5761 

21.33 

90 

68.67 

5.00 

3.43 

0.0015 

0.0300 

14.10 

90 

75.90 

5.00 

3.80 

0.0015 

0.0880 

25.43 

90 

64.57 

5.00 

3.23 

0.0015 

0.0130 

26.23 

80 

53.77 

15.00 

8.07 

0.0150 

1.2880 

18.95 

90 

71.05 

5.00 

3.55 

0.0015 

0.0644 

27.13 

80 

52.87 

15.00 

7.93 

0.0150 

0.2251 

13.73 

80 

66.27 

15.00 

9.94 

0.0150 

0.5225 

13.73 

90 

76.27 

5.00 

3.81 

0.0015 

0.0137 

21.88 

90 

68.12 

5.00 

3.41 

0.0015 

0.0451 

20.47 

80 

59.53 

15.00 

8.93 

0.0150 

0.1728 






















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Gneisses 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Gneisses 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

20.47 

90 

69.53 

5.00 

3.48 

0.0015 

0.0764 

24.05 

80 

55.95 

15.00 

8.39 

0.0150 

0.0243 

24.05 

90 

65.95 

5.00 

3.30 

0.0015 

0.0061 

16.37 

80 

63.63 

4.00 

2.55 

0.0015 

0.0037 

16.37 

90 

73.63 

5.00 

3.68 

0.0015 

0.0527 

9.50 

90 

80.50 

5.00 

4.02 

0.0015 

0.0225 

28.79 

80 

51.21 

15.00 

7.68 

0.0150 

1.3095 

16.79 

90 

73.21 

5.00 

3.66 

0.0015 

0.0005 

22.54 

80 

57.46 

15.00 

8.62 

0.0150 

0.8135 

22.54 

90 

67.46 

5.00 

3.37 

0.0015 

0.1553 

22.54 

90 

67.46 

5.00 

3.37 

0.0015 

0.0447 

14.20 

90 

75.80 

5.00 

3.79 

0.0015 

0.0144 

21.76 

80 

58.24 

15.00 

8.74 

0.0150 

1.1279 

21.76 

90 

68.24 

5.00 

3.41 

0.0015 

0.0219 

21.76 

90 

68.24 

5.00 

3.41 

0.0015 

0.0321 

22.97 

80 

57.03 

4.00 

2.28 

0.0015 

0.0065 

18.32 

90 

71.68 

5.00 

3.58 

0.0015 

0.0026 

30.26 

80 

49.74 

15.00 

7.46 

0.0150 

0.3914 

30.26 

90 

59.74 

5.00 

2.99 

0.0015 

0.0266 

8.25 

90 

81.75 

5.00 

4.09 

0.0015 

0.0248 

9.84 

90 

80.16 

5.00 

4.01 

0.0015 

0.0497 

29.97 

90 

60.03 

5.00 

3.00 

0.0015 

0.0081 

28.28 

90 

61.73 

5.00 

3.09 

0.0015 

0.0220 

20.15 

90 

69.85 

5.00 

3.49 

0.0015 

0.0466 

22.34 

80 

57.66 

4.00 

2.31 

0.0015 

0.0001 

18.57 

90 

71.43 

5.00 

3.57 

0.0015 

0.1132 

21.91 

80 

58.09 

15.00 

8.71 

0.0150 

0.8894 

21.91 

90 

68.09 

5.00 

3.40 

0.0015 

0.0000 

30.51 

80 

49.49 

15.00 

7.42 

0.0150 

1.9639 

30.51 

90 

59.49 

5.00 

2.97 

0.0015 

0.0003 

26.58 

80 

53.42 

15.00 

8.01 

0.0150 

0.0058 

26.58 

90 

63.42 

5.00 

3.17 

0.0015 

0.0565 

29.02 

90 

60.98 

5.00 

3.05 

0.0015 

0.0090 

29.02 

90 

60.98 

5.00 

3.05 

0.0015 

0.0078 

18.91 

90 

71.09 

5.00 

3.55 

0.0015 

0.0227 

24.57 

80 

55.43 

15.00 

8.31 

0.0150 

0.1589 

24.57 

90 

65.43 

5.00 

3.27 

0.0015 

0.0406 

24.57 

90 

65.43 

5.00 

3.27 

0.0015 

0.0004 

24.74 

90 

65.26 

5.00 

3.26 

0.0015 

0.1254 

25.70 

90 

64.30 

5.00 

3.22 

0.0015 

0.0196 

24.44 

90 

65.56 

5.00 

3.28 

0.0015 

0.0147 

17.41 

80 

62.59 

15.00 

9.39 

0.0150 

0.0280 

17.41 

80 

62.59 

15.00 

9.39 

0.0150 

0.0000 

24.53 

80 

55.47 

15.00 

8.32 

0.0150 

0.5098 

24.53 

90 

65.47 

5.00 

3.27 

0.0015 

0.0024 

22.28 

80 

57.72 

15.00 

8.66 

0.0150 

0.7954 

22.28 

90 

67.72 

5.00 

3.39 

0.0015 

0.0092 

20.62 

90 

69.38 

5.00 

3.47 

0.0015 

0.0019 

27.46 

90 

62.54 

5.00 

3.13 

0.0015 

0.0030 

18.81 

90 

71.19 

5.00 

3.56 

0.0015 

0.0146 

24.69 

70 

45.31 

5.00 

2.27 

0.0015 

0.0020 

23.71 

80 

56.29 

15.00 

8.44 

0.0150 

0.7840 

23.71 

90 

66.29 

5.00 

3.31 

0.0015 

0.1133 

21.21 

80 

58.79 

15.00 

8.82 

0.0150 

2.5454 

21.21 

90 

68.79 

5.00 

3.44 

0.0015 

0.0033 











































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



11008045 


Pushkar (Rural) 


Rajgarh 


Rajosi 


Rampura 


Rampura Dabla 


Rudlai 


Samla 


Sedariya 


Sethan 


Shivpura 


Somalpur 


Sumel 


Surajkund 


Tabeeji (Rural) 


Titardi 


Balakua 


Balarwa 


Bara Kotecha 


Bari 


Barli 


Basni Karwar 


Basni Lachhan 


Beenj Wariya 


Bhainser Chawandiya 


Bhainser Kootri 


Bhainser Kotwali 


Bhawad 


Bhirkali 


Bigmi 


Chaupasani Charnan 


Daijar 


Desooriya Kharolan 


Desooriya Vishnoiya 


Dhundhara 


Gharab 


Golasani 


Gopasariya 


Indroka 


Jajiwal Bhatiyan 


Jajiwal Gehlota 


Census Code 


0821000302511000 


0821000242102000 


0821000202505200 


0821000602554300 


0821000602553900 


0821000502534800 


0821000302510400 


0821000302514100 


0821000302512900 



Zone (Fresh 
/ Saline) 


0821000202507100 


0821000302509000 


0821000302513200 


0821000202504900 


0820000202410300 


0821000302509200 


0821000202508400 


0821000302512700 


0815000401961300 


0815000201944100 


0815000201941200 


0815000201941100 


0815000401962500 


0815000401958600 


0815000401958700 


0815000201944200 


0815000201943800 


0815000201944000 


0815000201943900 


0815000201945100 


0815000401962100 


0815000201939400 


0815000201944500 


0815000401961800 


0815000401961600 


0815000401961700 


0815000201939000 


0815000401959000 


0815000401962400 


0815000201939500 


0815000401958200 


0815000401960100 


0815000401960200 


1.46 Fresh 


14.56 Fresh 


8.44 Fresh 


15.09 Fresh 


16.83 Fresh 


15.04 Fresh 


10.66 Fresh 


3.43 Fresh 


7.82 Fresh 


Saline 


25.04 Fresh 


3.69 Fresh 




Saline 


4.10 Fresh 


6.60 Fresh 


8.40 Fresh 



7.84 Fresh 


13.43 Fresh 


30.50 Fresh 


10.37 Fresh 


12.48 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Jalore Granite 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Jalore Granite 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Jalore Granite 

Non-command 

Jalore Granite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

27.25 

90 

62.75 

5.00 

3.14 

0.0015 

0.0068 

21.46 

80 

58.54 

4.00 

2.34 

0.0015 

0.0004 

21.46 

90 

68.54 

5.00 

3.43 

0.0015 

0.0005 

25.40 

80 

54.60 

4.00 

2.18 

0.0015 

0.0001 

22.62 

90 

67.38 

5.00 

3.37 

0.0015 

0.0096 

12.19 

90 

77.81 

5.00 

3.89 

0.0015 

0.0064 

22.80 

90 

67.20 

5.00 

3.36 

0.0015 

0.0081 

26.30 

80 

53.70 

15.00 

8.05 

0.0150 

1.2884 

21.93 

90 

68.08 

5.00 

3.40 

0.0015 

0.0146 

22.47 

90 

67.53 

5.00 

3.38 

0.0015 

0.0020 

22.47 

90 

67.53 

5.00 

3.38 

0.0015 

0.0376 

31.07 

80 

48.93 

15.00 

7.34 

0.0150 

0.7449 

31.07 

90 

58.93 

5.00 

2.95 

0.0015 

0.0747 

21.00 

80 

59.00 

15.00 

8.85 

0.0150 

0.0924 

21.00 

90 

69.00 

5.00 

3.45 

0.0015 

0.0034 

21.00 

90 

69.00 

5.00 

3.45 

0.0015 

0.0121 

15.49 

80 

64.51 

15.00 

9.68 

0.0150 

0.1249 

15.49 

90 

74.51 

5.00 

3.73 

0.0015 

0.0000 

18.96 

90 

71.04 

5.00 

3.55 

0.0015 

0.0302 

27.70 

80 

52.30 

15.00 

7.85 

0.0150 

0.9817 

27.70 

90 

62.30 

5.00 

3.12 

0.0015 

0.0003 

32.67 

80 

47.33 

15.00 

7.10 

0.0150 

0.0964 

14.27 

90 

75.73 

5.00 

3.79 

0.0015 

0.0502 

16.71 

90 

73.29 

5.00 

3.66 

0.0015 

0.0027 

19.01 

80 

60.99 

15.00 

9.15 

0.0150 

0.0042 

19.01 

80 

60.99 

15.00 

9.15 

0.0150 

0.0126 

14.90 

90 

75.10 

5.00 

3.76 

0.0015 

0.0436 

22.42 

90 

67.58 

5.00 

3.38 

0.0015 

0.0035 

22.42 

90 

67.58 

5.00 

3.38 

0.0015 

0.0050 

14.23 

100 

85.77 

35.00 

30.02 

0.0015 

0.0304 

101.52 

150 

48.48 

35.00 

16.97 

0.0040 

2.1662 

76.67 

150 

73.33 

35.00 

25.67 

0.0040 

0.5842 

79.15 

150 

70.85 

35.00 

24.80 

0.0040 

0.4650 

16.02 

150 

133.98 

35.00 

46.89 

0.0040 

1.8941 

25.98 

150 

124.02 

35.00 

43.41 

0.0040 

1.4566 

21.35 

150 

128.65 

35.00 

45.03 

0.0040 

3.0057 

99.92 

150 

50.08 

35.00 

17.53 

0.0040 

0.8356 

91.59 

150 

58.41 

35.00 

20.44 

0.0040 

0.9588 

94.29 

150 

55.71 

35.00 

19.50 

0.0040 

1.6317 

99.03 

150 

50.97 

35.00 

17.84 

0.0040 

1.1618 

36.76 

200 

163.24 

35.00 

57.13 

0.0040 

0.0033 

45.02 

150 

104.98 

35.00 

36.74 

0.0040 

0.7858 

57.68 

150 

92.32 

35.00 

32.31 

0.0040 

1.0260 

95.32 

150 

54.68 

35.00 

19.14 

0.0040 

0.4527 

16.38 

150 

133.62 

35.00 

46.77 

0.0040 

3.1741 

15.84 

150 

134.16 

35.00 

46.96 

0.0040 

0.4916 

14.57 

150 

135.43 

35.00 

47.40 

0.0040 

0.3749 

38.98 

150 

111.02 

35.00 

38.86 

0.0040 

0.3811 

16.80 

100 

83.20 

35.00 

29.12 

0.0015 

0.0107 

16.80 

150 

133.20 

35.00 

46.62 

0.0040 

1.1718 

15.29 

150 

134.71 

35.00 

47.15 

0.0040 

0.0673 

96.38 

150 

53.62 

35.00 

18.77 

0.0040 

0.2605 

83.00 

150 

67.00 

35.00 

23.45 

0.0040 

2.2101 

17.18 

100 

82.82 

35.00 

28.99 

0.0015 

0.0364 

15.94 

100 

84.06 

35.00 

29.42 

0.0015 

0.0506 















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



11008046 


Jakharo Ki Dhani 


Jheepasani 


Jodhpur (M Cl) 


Karwar 


Keroo 


Khokhari 


Khudiyala 


Kiram Sariya Kalan 


Kiramsariya Khurd 


Kotra 


Lordi-pandit Ji 


Manai 


Manaklao 


Mandiyai Kalan 


Mandiyai Khurd 


Mathaniya 


Narwa Khichiyan 


Newra 


Newra Road 


Osian 


Palri Khichiyan 


Palri Mangaliya 


Palri Panwara 


Rajasani 


Ralawas 


Rampura Bhatiya 


Riniya 


Salori 


Sindhiyon Ki Dhani 


Surpura 


Thabukra 


Tiwari 


Ujaliya 


Ummednagar 


Akthali 


Artiya Kalan 


Asanda 


Bagoriya 


Bandra 


Bara Khurd 


Bhundana 


Birai 


Borvi Kalan 


Borvi Khurd 


Bucheti 


Budh Nagar 


Budkiya 


Census Code 


0815000401962300 


0815000401958900 


0815000441502000 


0815000401958800 


0815000401962600 


0815000401958100 


0815000201941800 


0815000201943700 


0815000201941700 


0815000201944400 


0815000401961400 


0815000401958300 


0815000401958500 


0815000201941500 


0815000201941400 


0815000201944600 


0815000401958400 


0815000201939200 


0815000201939300 


0815000201936700 


0815000401961900 


0815000401962200 


0815000401962000 


0815000201944300 


0815000401961500 


0815000201944700 


0815000201941600 


0815000401957800 


0815000201944800 


0815000401961200 


0815000401959100 


0815000201941300 


0815000201944900 


0815000201945000 


0815000401967400 


0815000301955700 



Zone (Fresh 
/ Saline) 



0815000401967500 


0815000301952700 


0815000301952100 


0815000301956800 


0815000301955200 


0815000301950500 


0815000301951200 


0815000301951600 


0815000301952000 


0815000401959600 


0815000301956200 


Saline 


16.67 Fresh 


20.29 Fresh 


6.55 Fresh 


4.50 Fresh 


27.93 Fresh 


81.24 Fresh 


5.68 Fresh 


5.30 Fresh 


15.05 Fresh 


7.77 Fresh 


29.39 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Jalore Granite 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Jalore Granite 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Jalore Granite 

Non-command 

Jalore Granite 

Non-command 

Vindhyan Sandstone 

Non-command 

Jalore Granite 

Non-command 

Jalore Granite 

Non-command 

Vindhyan Sandstone 

Non-command 

Jalore Granite 

Non-command 

Jalore Granite 

Non-command 

Vindhyan Sandstone 

Non-command 

Jalore Granite 

Non-command 

Vindhyan Sandstone 

Non-command 

Jalore Granite 

Non-command 

Jalore Granite 

Non-command 

Jalore Granite 

Non-command 

Jalore Granite 

Non-command 

Jalore Granite 

Non-command 

Jalore Granite 

Non-command 

Jalore Granite 

Non-command 

Jalore Granite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

22.99 

150 

127.01 

35.00 

44.46 

0.0040 

1.4564 

16.92 

150 

133.08 

35.00 

46.58 

0.0040 

1.7880 

17.53 

150 

132.47 

35.00 

46.36 

0.0040 

0.1784 

17.53 

150 

132.47 

35.00 

46.36 

0.0040 

2.8546 

16.47 

150 

133.53 

35.00 

46.73 

0.0040 

4.3630 

28.37 

150 

121.63 

35.00 

42.57 

0.0040 

0.3690 

98.13 

150 

51.87 

35.00 

18.15 

0.0040 

0.6022 

69.43 

150 

80.57 

35.00 

28.20 

0.0040 

0.0764 

87.35 

150 

62.65 

35.00 

21.93 

0.0040 

0.4946 

96.80 

150 

53.20 

35.00 

18.62 

0.0040 

0.6396 

95.82 

150 

54.18 

35.00 

18.96 

0.0040 

0.3695 

15.72 

100 

84.28 

35.00 

29.50 

0.0015 

0.3223 

15.72 

150 

134.28 

35.00 

47.00 

0.0040 

1.2843 

98.88 

150 

51.12 

35.00 

17.89 

0.0040 

0.4746 

85.09 

150 

64.91 

35.00 

22.72 

0.0040 

3.7267 

97.59 

150 

52.41 

35.00 

18.34 

0.0040 

0.1365 

99.38 

150 

50.62 

35.00 

17.72 

0.0040 

1.0375 

75.49 

150 

74.51 

35.00 

26.08 

0.0040 

2.6614 

49.75 

150 

100.25 

35.00 

35.09 

0.0040 

3.1168 

37.57 

150 

112.43 

35.00 

39.35 

0.0040 

0.3487 

66.70 

150 

83.30 

35.00 

29.15 

0.0040 

3.5644 

56.55 

150 

93.45 

35.00 

32.71 

0.0040 

1.7730 

28.82 

150 

121.18 

35.00 

42.41 

0.0040 

1.4618 

17.44 

150 

132.56 

35.00 

46.40 

0.0040 

3.2341 

42.67 

150 

107.33 

35.00 

37.57 

0.0040 

1.3122 

98.01 

150 

51.99 

35.00 

18.19 

0.0040 

0.6926 

15.82 

150 

134.18 

35.00 

46.96 

0.0040 

1.0652 

94.69 

150 

55.31 

35.00 

19.36 

0.0040 

0.8954 

100.36 

150 

49.64 

35.00 

17.37 

0.0040 

0.8366 

17.93 

150 

132.07 

35.00 

46.22 

0.0040 

0.0458 

59.74 

150 

90.26 

35.00 

31.59 

0.0040 

2.5085 

12.19 

150 

137.81 

35.00 

48.23 

0.0040 

0.0065 

17.57 

100 

82.43 

35.00 

28.85 

0.0015 

0.0368 

95.29 

150 

54.71 

35.00 

19.15 

0.0040 

3.1778 

24.91 

200 

175.09 

35.00 

61.28 

0.0040 

0.7128 

58.30 

200 

141.70 

35.00 

49.60 

0.0040 

6.6662 

20.28 

100 

79.72 

35.00 

27.90 

0.0015 

0.0994 

41.23 

100 

58.77 

35.00 

20.57 

0.0015 

0.2298 

41.23 

170 

128.77 

35.00 

45.07 

0.0040 

2.4127 

41.23 

100 

58.77 

30.00 

17.63 

0.0015 

0.0081 

40.72 

100 

59.28 

35.00 

20.75 

0.0015 

0.3159 

40.72 

170 

129.28 

35.00 

45.25 

0.0040 

1.9289 

40.72 

100 

59.28 

30.00 

17.78 

0.0015 

0.0002 

20.13 

100 

79.87 

35.00 

27.95 

0.0015 

0.0056 

47.89 

170 

122.11 

35.00 

42.74 

0.0040 

2.1680 

40.42 

100 

59.58 

35.00 

20.85 

0.0015 

0.0433 

40.42 

170 

129.58 

35.00 

45.35 

0.0040 

0.3692 

29.49 

100 

70.51 

35.00 

24.68 

0.0015 

0.0022 

42.41 

100 

57.59 

35.00 

20.16 

0.0015 

0.1874 

21.09 

70 

48.91 

35.00 

17.12 

0.0015 

0.0629 

19.04 

70 

50.96 

35.00 

17.84 

0.0015 

0.0781 

19.42 

70 

50.58 

35.00 

17.70 

0.0015 

0.1407 

21.69 

70 

48.31 

35.00 

16.91 

0.0015 

0.3249 

19.41 

100 

80.59 

35.00 

28.21 

0.0015 

0.3288 

24.58 

100 

75.42 

35.00 

26.40 

0.0015 

1.1635 



























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 

Census Code 

Burchha 

0815000301952800 


Zone (Fresh 
/ Saline) 


11008047 


Changawara Charana 


Changawara Kalan 


Changawara Khurd 


Daikara 


Dawcha Pyau 


Dewatra 


Dhoroo 


Dudi Nagar 


Godawas 


Hinganiya 


Jajiwal Bhandariya 


Jajiwal Bhatiyan 


Jajiwal Dhandhala 


Jajiwal Gehlota 


Jajiwal Godara 


Jajiwal Jakharan 


Jajiwal Kakrala 


Jajiwal Khichiyan 


Jajiwal Vishnoiyan 


Jaleli Daikara 


Jhalamaliya 


Kagal 


Karwali Dhani 


Kheri Charna 


Kheri Salwa 


Kukanda 


Kuri 


Lunawas 


Malar 


Nandiya Prabhawati 


Ram Nagar 


Ramrawas Kalan 


Ramrawas Khurd 


Ratkuriya 


Salwa Kalan 


Salwa Khurd 


Sargiya Kalan 


Sargiya Khurd 


Sevki Kalan 


Sevki Khurd 


Sooraj Basni 


Sopra 


Surpura Kalan 


Tambariya Kalan 


Tambariya Khurd 


Tigra 


Abasar 


Amarsar 


0815000301951900 


0815000301951800 


0815000301951700 


0815000401959200 


0815000401959500 


0815000301955900 


0815000301952600 


0815000301955100 


0815000301956000 


0815000301957100 


0815000401960600 


0815000401960100 


0815000401960500 


0815000401960200 


0815000401960000 


0815000401960700 


0815000401960400 


0815000401960300 


0815000401967200 


0815000401959900 


0815000301955800 


0815000301955000 


0815000401959300 


0815000301956400 


0815000301956300 


0815000401959800 


0815000301955300 


0815000301951300 


0815000301955500 


0815000301956100 


0815000401959700 


0815000301957000 


0815000301956900 


0815000301952900 


0815000401959400 


0815000301956600 


0815000301954900 


0815000301954800 


0815000301951400 


0815000301951500 


0815000401967300 


0815000301952500 


0815000301951100 


0815000301952300 


0815000301952200 


0815000301956500 


0816000202066300 


0816000202058600 


24.12 Fresh 


7.17 Fresh 


2.43 Fresh 


3.40 Fresh 


34.37 Fresh 


8.26 Fresh 


25.74 Fresh 


13.48 Fresh 


2.25 Fresh 


20.60 Fresh 


12.03 Fresh 


18.70 Fresh 


Saline 


16.25 Fresh 


11.92 Fresh 


34.87 Fresh 


10.33 Fresh 


42.65 Fresh 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hydrogeological Unit 

Jalore 

Granite 

Vindhyan Sandstone 

Jalore 

Granite 

Jalore 

Granite 

Jalore 

Granite 

Jalore 

Granite 

Jalore 

Granite 

Jalore 

Granite 

Jalore 

Granite 

Vindhyan Sandstone 

Jalore 

Granite 

Jalore 

Granite 

Vindhyan Sandstone 

Jalore 

Granite 

Jalore 

Granite 

Jalore 

Granite 

Jalore 

Granite 

Jalore 

Granite 

Jalore 

Granite 

Jalore 

Granite 

Jalore 

Granite 

Jalore 

Granite 

Jalore 

Granite 

Jalore 

Granite 

Jalore 

Granite 

Jalore 

Granite 

Jalore 

Granite 

Jalore 

Granite 

Jalore 

Granite 

Jalore 

Granite 

Jalore 

Granite 

Vindhyan Sandstone 

Jalore 

Granite 

Jalore 

Granite 

Jalore 

Granite 

Jalore 

Granite 

Jalore 

Granite 

Jalore 

Granite 

Jalore 

Granite 

Jalore 

Granite 

Vindhyan Sandstone 

Jalore 

Granite 

Jalore 

Granite 

Jalore 

Granite 

Jalore 

Granite 

Jalore 

Granite 

Jalore 

Granite 

Jalore 

Granite 

Vindhyan Sandstone 

Jalore 

Granite 

Vindhyan Sandstone 

Vindhyan Sandstone 

Jalore 

Granite 

Older 

Alluvium 

Jalore 

Granite 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

50.96 

100 

49.04 

35.00 

17.16 

0.0015 

0.4695 

50.96 

170 

119.04 

35.00 

41.66 

0.0040 

0.7658 

21.84 

70 

48.16 

35.00 

16.86 

0.0015 

0.1814 

22.17 

70 

47.83 

35.00 

16.74 

0.0015 

0.0610 

22.15 

70 

47.85 

35.00 

16.75 

0.0015 

0.0853 

18.18 

100 

81.82 

35.00 

28.64 

0.0015 

0.5811 

19.29 

100 

80.71 

35.00 

28.25 

0.0015 

0.3501 

25.15 

100 

74.85 

35.00 

26.20 

0.0015 

1.0114 

42.82 

100 

57.18 

35.00 

20.01 

0.0015 

0.0057 

42.82 

170 

127.18 

35.00 

44.51 

0.0040 

1.8205 

46.57 

100 

53.43 

35.00 

18.70 

0.0015 

0.0590 

33.93 

100 

66.07 

35.00 

23.13 

0.0015 

0.6986 

33.93 

170 

136.07 

35.00 

47.63 

0.0040 

0.0002 

23.42 

100 

76.58 

35.00 

26.80 

0.0015 

0.0082 

15.42 

100 

84.58 

35.00 

29.60 

0.0015 

0.0137 

17.18 

100 

82.82 

35.00 

28.99 

0.0015 

0.0194 

15.42 

100 

84.58 

35.00 

29.60 

0.0015 

0.0510 

15.94 

100 

84.06 

35.00 

29.42 

0.0015 

0.1179 

16.07 

100 

83.93 

35.00 

29.38 

0.0015 

0.0863 

15.03 

100 

84.97 

35.00 

29.74 

0.0015 

0.0347 

16.14 

100 

83.86 

35.00 

29.35 

0.0015 

0.7003 

15.51 

100 

84.49 

35.00 

29.57 

0.0015 

0.1187 

15.96 

100 

84.04 

35.00 

29.41 

0.0015 

0.0127 

21.69 

100 

78.31 

35.00 

27.41 

0.0015 

0.7672 

22.10 

100 

77.90 

35.00 

27.26 

0.0015 

0.4197 

46.70 

100 

53.30 

35.00 

18.66 

0.0015 

0.0005 

21.44 

100 

78.56 

35.00 

27.50 

0.0015 

0.3748 

32.20 

100 

67.80 

35.00 

23.73 

0.0015 

0.1311 

31.95 

100 

68.05 

35.00 

23.82 

0.0015 

1.0207 

19.96 

100 

80.04 

35.00 

28.01 

0.0015 

0.0303 

43.51 

100 

56.49 

35.00 

19.77 

0.0015 

0.6753 

43.51 

170 

126.49 

35.00 

44.27 

0.0040 

2.8003 

19.63 

70 

50.37 

35.00 

17.63 

0.0015 

0.0002 

33.68 

100 

66.32 

35.00 

23.21 

0.0015 

0.1621 

33.68 

100 

66.32 

30.00 

19.90 

0.0015 

0.1778 

23.52 

100 

76.48 

35.00 

26.77 

0.0015 

0.6524 

24.39 

100 

75.61 

35.00 

26.46 

0.0015 

0.4729 

20.52 

100 

79.48 

35.00 

27.82 

0.0015 

0.0009 

28.02 

100 

71.98 

35.00 

25.19 

0.0015 

0.0701 

51.56 

100 

48.44 

35.00 

16.95 

0.0015 

0.0430 

51.56 

170 

118.44 

35.00 

41.45 

0.0040 

0.3744 

23.17 

100 

76.83 

35.00 

26.89 

0.0015 

1.7253 

31.98 

100 

68.02 

35.00 

23.81 

0.0015 

0.3572 

46.58 

100 

53.42 

35.00 

18.70 

0.0015 

0.1294 

49.26 

100 

50.74 

35.00 

17.76 

0.0015 

0.0176 

21.18 

70 

48.82 

35.00 

17.09 

0.0015 

0.0294 

20.87 

70 

49.13 

35.00 

17.19 

0.0015 

0.1183 

18.97 

100 

81.03 

35.00 

28.36 

0.0015 

0.0229 

40.77 

170 

129.23 

35.00 

45.23 

0.0040 

0.1098 

18.23 

70 

51.77 

35.00 

18.12 

0.0015 

0.0712 

42.60 

170 

127.40 

35.00 

44.59 

0.0040 

0.0675 

41.85 

170 

128.15 

35.00 

44.85 

0.0040 

0.1996 

30.86 

100 

69.15 

35.00 

24.20 

0.0015 

0.1124 

29.74 

90 

60.26 

30.00 

18.08 

0.0200 

0.1221 

25.73 

90 

64.27 

30.00 

19.28 

0.0010 

0.2920 































































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Vindhyan Sandstone 


Older Alluvium 


Rhyolite 


Vindhyan Sandstone 


Jalore Granite 


Jurassic Sandstone 


Jurassic Sandstone 


Vindhyan Sandstone 


Jurassic Sandstone 


Rhyolite 


Jurassic Sandstone 


Rhyolite 


Rhyolite 


Jurassic Sandstone 


Rhyolite 


Rhyolite 


Jurassic Sandstone 


Rhyolite 


Jurassic Sandstone 


Jalore Granite 


Jurassic Sandstone 


Rhyolite 


Vindhyan Sandstone 


Rhyolite 


Rhyolite 


Jurassic Sandstone 


Rhyolite 


Jurassic Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Jurassic Sandstone 


Older Alluvium 


Jurassic Sandstone 


Jurassic Sandstone 


Vindhyan Sandstone 


Rhyolite 


Vindhyan Sandstone 


Tertiary Sandstone 


Older Alluvium 


Rhyolite 


Vindhyan Sandstone 


Rhyolite 


Jurassic Sandstone 


Older Alluvium 


Rhyolite 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Rhyolite 


Vindhyan Sandstone 


Rhyolite 


Rhyolite 


Rhyolite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

49.13 

150 

100.87 

35.00 

35.30 

0.0040 

3.3250 

21.82 

90 

68.18 

30.00 

20.46 

0.0200 

1.5363 

21.82 

100 

78.18 

30.00 

23.46 

0.0015 

0.3499 

21.82 

120 

98.18 

25.00 

24.55 

0.0200 

3.8019 

20.78 

90 

69.22 

30.00 

20.77 

0.0010 

0.0618 

20.78 

120 

99.22 

20.00 

19.84 

0.0040 

0.0022 

25.75 

120 

94.25 

25.00 

23.56 

0.0040 

0.0489 

34.63 

150 

115.37 

35.00 

40.38 

0.0040 

3.5465 

21.06 

120 

98.94 

25.00 

24.73 

0.0040 

0.0348 

21.06 

100 

78.94 

35.00 

27.63 

0.0015 

0.3083 

21.06 

120 

98.94 

20.00 

19.79 

0.0040 

0.5531 

21.06 

100 

78.94 

30.00 

23.68 

0.0015 

0.1453 

14.69 

100 

85.31 

35.00 

29.86 

0.0015 

0.2560 

59.28 

120 

60.72 

20.00 

12.14 

0.0040 

0.9582 

16.17 

100 

83.83 

35.00 

29.34 

0.0015 

0.1025 

16.17 

100 

83.83 

30.00 

25.15 

0.0015 

0.1918 

20.39 

120 

99.61 

20.00 

19.92 

0.0040 

1.1685 

11.34 

100 

88.66 

35.00 

31.03 

0.0015 

0.3775 

27.17 

120 

92.83 

25.00 

23.21 

0.0040 

0.3175 

27.17 

90 

62.83 

30.00 

18.85 

0.0010 

0.2229 

27.17 

120 

92.83 

20.00 

18.57 

0.0040 

0.3663 

10.06 

100 

89.94 

35.00 

31.48 

0.0015 

1.8197 

31.00 

120 

89.00 

25.00 

22.25 

0.0040 

0.1861 

19.39 

100 

80.61 

35.00 

28.21 

0.0015 

0.5086 

19.39 

100 

80.61 

30.00 

24.18 

0.0015 

0.1406 

19.73 

120 

100.27 

20.00 

20.05 

0.0040 

0.4056 

19.73 

100 

80.27 

30.00 

24.08 

0.0015 

0.5725 

24.59 

120 

95.42 

20.00 

19.08 

0.0040 

2.5845 

24.59 

230 

205.42 

25.00 

51.35 

0.0200 

1.9647 

30.91 

150 

119.09 

35.00 

41.68 

0.0040 

1.0686 

27.31 

120 

92.69 

25.00 

23.17 

0.0040 

0.9223 

25.59 

90 

64.41 

30.00 

19.32 

0.0200 

3.6347 

25.23 

120 

94.77 

25.00 

23.69 

0.0040 

1.5688 

25.23 

120 

94.77 

20.00 

18.95 

0.0040 

0.9500 

42.75 

150 

107.25 

35.00 

37.54 

0.0040 

2.1003 

17.24 

100 

82.76 

35.00 

28.96 

0.0015 

0.2604 

37.58 

150 

112.42 

35.00 

39.35 

0.0040 

6.9814 

8.30 

230 

221.70 

25.00 

55.43 

0.0200 

6.6161 

31.03 

80 

48.97 

30.00 

14.69 

0.0200 

0.7903 

14.27 

100 

85.73 

35.00 

30.00 

0.0015 

0.5029 

27.38 

150 

122.62 

30.00 

36.79 

0.0040 

0.5631 

18.58 

100 

81.42 

35.00 

28.50 

0.0015 

1.3746 

18.58 

120 

101.42 

20.00 

20.28 

0.0040 

0.0032 

18.58 

90 

71.42 

30.00 

21.42 

0.0200 

2.2573 

18.58 

100 

81.42 

30.00 

24.42 

0.0015 

0.8264 

30.62 

150 

119.38 

35.00 

41.78 

0.0040 

0.3043 

30.62 

150 

119.38 

30.00 

35.81 

0.0040 

0.6070 

51.97 

150 

98.03 

35.00 

34.31 

0.0040 

4.5556 

63.21 

120 

56.79 

20.00 

11.36 

0.0040 

0.3287 

37.92 

120 

82.08 

25.00 

20.52 

0.0040 

0.1770 

37.92 

100 

62.08 

35.00 

21.73 

0.0015 

0.7263 

42.97 

150 

107.03 

35.00 

37.46 

0.0040 

2.2203 

13.88 

100 

86.12 

35.00 

30.14 

0.0015 

0.0575 

9.86 

100 

90.14 

35.00 

31.55 

0.0015 

0.4353 

15.86 

100 

84.14 

35.00 

29.45 

0.0015 

1.0117 


















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Tertiary Sandstone 


Rhyolite 


Rhyolite 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Jurassic Sandstone 


Rhyolite 


Jalore Granite 


Jurassic Sandstone 


Rhyolite 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Rhyolite 


Vindhyan Sandstone 


Rhyolite 


Vindhyan Sandstone 


Rhyolite 


Vindhyan Sandstone 


Rhyolite 


Vindhyan Sandstone 


Tertiary Sandstone 


Rhyolite 


Vindhyan Sandstone 


Jurassic Sandstone 


Older Alluvium 


Tertiary Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Rhyolite 


Vindhyan Sandstone 


Rhyolite 


Jalore Granite 


Rhyolite 


Tertiary Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Rhyolite 


Vindhyan Sandstone 


Vindhyan Sandstone 


Jurassic Sandstone 


Older Alluvium 


Jurassic Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Rhyolite 


Rhyolite 


Rhyolite 


Jurassic Sandstone 


Rhyolite 


Jurassic Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

8.28 

90 

81.72 

30.00 

24.51 

0.0200 

0.0000 

8.28 

230 

221.72 

25.00 

55.43 

0.0200 

5.7791 

21.29 

100 

78.71 

35.00 

27.55 

0.0015 

0.1618 

21.29 

100 

78.71 

30.00 

23.61 

0.0015 

0.0158 

21.29 

120 

98.71 

25.00 

24.68 

0.0200 

0.0065 

22.63 

90 

67.37 

30.00 

20.21 

0.0200 

6.2219 

22.63 

120 

97.37 

25.00 

24.34 

0.0200 

5.5807 

19.03 

120 

100.97 

20.00 

20.19 

0.0040 

0.3750 

19.03 

100 

80.97 

30.00 

24.29 

0.0015 

0.0349 

12.28 

90 

77.72 

35.00 

27.20 

0.0015 

0.0025 

12.28 

120 

107.72 

25.00 

26.93 

0.0040 

0.1988 

12.28 

100 

87.72 

35.00 

30.70 

0.0015 

0.6343 

57.53 

140 

82.47 

20.00 

16.49 

0.0200 

0.0955 

57.53 

140 

82.47 

10.00 

8.25 

0.0100 

0.0000 

58.88 

120 

61.12 

25.00 

15.28 

0.0040 

3.3579 

58.88 

120 

61.12 

20.00 

12.22 

0.0040 

0.3732 

24.51 

100 

75.49 

35.00 

26.42 

0.0015 

0.0716 

24.51 

120 

95.49 

25.00 

23.87 

0.0040 

1.5192 

24.51 

100 

75.49 

30.00 

22.65 

0.0015 

0.0011 

24.51 

120 

95.49 

25.00 

23.87 

0.0200 

0.0487 

9.74 

100 

90.26 

35.00 

31.59 

0.0015 

0.1602 

33.60 

150 

116.40 

35.00 

40.74 

0.0040 

1.1729 

12.24 

100 

87.76 

35.00 

30.72 

0.0015 

0.1856 

43.63 

150 

106.37 

35.00 

37.23 

0.0040 

1.6008 

8.60 

230 

221.40 

25.00 

55.35 

0.0200 

8.3101 

19.66 

100 

80.34 

35.00 

28.12 

0.0015 

0.6776 

34.47 

150 

115.53 

35.00 

40.44 

0.0040 

3.1311 

8.92 

120 

111.08 

20.00 

22.22 

0.0040 

0.1560 

8.92 

90 

81.08 

30.00 

24.33 

0.0200 

0.1361 

8.92 

230 

221.08 

25.00 

55.27 

0.0200 

11.3234 

27.00 

120 

93.00 

25.00 

23.25 

0.0040 

1.1022 

27.00 

120 

93.00 

25.00 

23.25 

0.0200 

11.8489 

24.18 

100 

75.82 

30.00 

22.75 

0.0015 

0.0858 

24.18 

120 

95.82 

25.00 

23.96 

0.0200 

0.0381 

20.42 

100 

79.58 

35.00 

27.85 

0.0015 

1.1508 

13.86 

90 

76.14 

35.00 

26.65 

0.0015 

0.0869 

13.86 

100 

86.14 

35.00 

30.15 

0.0015 

1.9013 

16.49 

140 

123.51 

15.00 

18.53 

0.0100 

0.0083 

12.68 

120 

107.32 

20.00 

21.46 

0.0040 

0.7321 

12.68 

230 

217.32 

25.00 

54.33 

0.0200 

11.1640 

30.61 

150 

119.39 

35.00 

41.79 

0.0040 

10.2767 

13.18 

100 

86.82 

35.00 

30.39 

0.0015 

0.4169 

31.66 

150 

118.34 

35.00 

41.42 

0.0040 

1.2541 

45.97 

150 

104.03 

35.00 

36.41 

0.0040 

0.0345 

15.39 

120 

104.61 

20.00 

20.92 

0.0040 

0.2750 

15.39 

90 

74.61 

30.00 

22.38 

0.0200 

1.4066 

61.90 

120 

58.10 

20.00 

11.62 

0.0040 

0.6936 

15.55 

140 

124.45 

15.00 

18.67 

0.0100 

2.4990 

44.14 

120 

75.86 

20.00 

15.17 

0.0040 

1.5772 

20.03 

100 

79.97 

35.00 

27.99 

0.0015 

0.2852 

16.47 

100 

83.53 

35.00 

29.23 

0.0015 

1.5169 

15.17 

100 

84.83 

35.00 

29.69 

0.0015 

0.2298 

41.62 

120 

78.38 

25.00 

19.59 

0.0040 

2.5978 

20.80 

100 

79.20 

35.00 

27.72 

0.0015 

0.1762 

63.72 

120 

56.28 

25.00 

14.07 

0.0040 

0.0181 












































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Jurassic Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Jurassic Sandstone 


Rhyolite 


Jurassic Sandstone 


Jalore Granite 


Jurassic Sandstone 


Rhyolite 


Jalore Granite 


Rhyolite 


Tertiary Sandstone 


Jurassic Sandstone 


Rhyolite 


Tertiary Sandstone 


Rhyolite 


Rhyolite 


Rhyolite 


Jurassic Sandstone 


Rhyolite 


Rhyolite 


Jurassic Sandstone 


Jurassic Sandstone 


Older Alluvium 


Jalore Granite 


Vindhyan Sandstone 


Rhyolite 


Vindhyan Sandstone 


Older Alluvium 


Tertiary Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Rhyolite 


Vindhyan Sandstone 


Rhyolite 


Vindhyan Sandstone 


Rhyolite 


Tertiary Sandstone 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 


Rhyolite 


Rhyolite 


Older Alluvium 


Older Alluvium 


Jurassic Sandstone 


Jurassic Sandstone 


Rhyolite 


Jurassic Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Rhyolite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

63.72 

120 

56.28 

20.00 

11.26 

0.0040 

0.7290 

30.37 

90 

59.63 

30.00 

17.89 

0.0200 

1.2830 

32.26 

150 

117.74 

35.00 

41.21 

0.0040 

0.7013 

57.87 

120 

62.13 

25.00 

15.53 

0.0040 

1.1560 

57.87 

100 

42.13 

35.00 

14.75 

0.0015 

0.0257 

57.87 

120 

62.13 

20.00 

12.43 

0.0040 

1.3610 

18.13 

90 

71.87 

35.00 

25.16 

0.0015 

0.5308 

18.13 

120 

101.87 

25.00 

25.47 

0.0040 

1.6974 

18.13 

100 

81.87 

35.00 

28.66 

0.0015 

0.0511 

12.79 

90 

77.21 

35.00 

27.03 

0.0015 

0.0587 

12.25 

100 

87.75 

35.00 

30.71 

0.0015 

0.0924 

10.52 

230 

219.48 

25.00 

54.87 

0.0200 

14.2079 

23.21 

120 

96.79 

25.00 

24.20 

0.0040 

1.6177 

23.21 

100 

76.79 

35.00 

26.88 

0.0015 

0.0075 

8.86 

230 

221.14 

25.00 

55.28 

0.0200 

7.2256 

19.68 

100 

80.32 

35.00 

28.11 

0.0015 

0.2325 

19.68 

100 

80.32 

30.00 

24.09 

0.0015 

0.0925 

16.64 

100 

83.36 

35.00 

29.18 

0.0015 

0.3090 

61.73 

120 

58.27 

20.00 

11.65 

0.0040 

0.7389 

20.45 

100 

79.55 

35.00 

27.84 

0.0015 

0.0049 

20.45 

100 

79.55 

30.00 

23.86 

0.0015 

0.2885 

61.67 

140 

78.33 

20.00 

15.67 

0.0200 

0.0831 

61.67 

140 

78.33 

10.00 

7.83 

0.0100 

0.0000 

22.62 

90 

67.38 

30.00 

20.22 

0.0200 

1.6844 

13.78 

90 

76.22 

35.00 

26.68 

0.0015 

0.1039 

54.24 

150 

95.76 

35.00 

33.52 

0.0040 

1.3411 

20.44 

100 

79.56 

35.00 

27.85 

0.0015 

0.7365 

45.17 

150 

104.83 

35.00 

36.69 

0.0040 

0.3118 

16.30 

90 

73.70 

30.00 

22.11 

0.0200 

0.8802 

16.30 

230 

213.70 

25.00 

53.42 

0.0200 

3.6476 

56.90 

150 

93.10 

35.00 

32.59 

0.0040 

1.0308 

29.63 

80 

50.37 

30.00 

15.11 

0.0200 

0.0423 

23.39 

90 

66.61 

30.00 

19.98 

0.0200 

4.3933 

20.77 

100 

79.23 

35.00 

27.73 

0.0015 

0.0659 

20.77 

120 

99.23 

25.00 

24.81 

0.0040 

0.1731 

20.77 

100 

79.23 

30.00 

23.77 

0.0015 

0.3119 

20.77 

120 

99.23 

25.00 

24.81 

0.0200 

2.6970 

13.63 

100 

86.37 

35.00 

30.23 

0.0015 

1.0648 

8.54 

230 

221.46 

25.00 

55.36 

0.0200 

18.0703 

8.92 

90 

81.08 

30.00 

24.32 

0.0200 

2.6852 

8.92 

230 

221.08 

25.00 

55.27 

0.0200 

1.3306 

9.58 

90 

80.42 

30.00 

24.13 

0.0200 

9.7345 

9.58 

230 

220.42 

25.00 

55.11 

0.0200 

17.7446 

16.37 

90 

73.63 

30.00 

22.09 

0.0200 

9.5008 

16.37 

100 

83.63 

30.00 

25.09 

0.0015 

0.1388 

10.91 

100 

89.09 

35.00 

31.18 

0.0015 

0.2274 

26.27 

90 

63.73 

30.00 

19.12 

0.0200 

1.7474 

13.41 

90 

76.59 

30.00 

22.98 

0.0200 

4.5758 

32.20 

140 

107.80 

20.00 

21.56 

0.0200 

0.5152 

32.20 

140 

107.80 

10.00 

10.78 

0.0100 

0.0000 

10.21 

100 

89.79 

35.00 

31.43 

0.0015 

0.1926 

33.57 

120 

86.43 

25.00 

21.61 

0.0040 

0.9502 

35.21 

150 

114.79 

35.00 

40.18 

0.0040 

0.0001 

32.63 

150 

117.37 

35.00 

41.08 

0.0040 

2.3249 

25.62 

100 

74.38 

35.00 

26.03 

0.0015 

0.0390 





















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Vindhyan Sandstone 


Rhyolite 


Vindhyan Sandstone 


Rhyolite 


Jurassic Sandstone 


Jalore Granite 


Jurassic Sandstone 


Jurassic Sandstone 


Rhyolite 


Jurassic Sandstone 


Jurassic Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Rhyolite 


Rhyolite 


Vindhyan Sandstone 


Tertiary Sandstone 


Older Alluvium 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Rhyolite 


Rhyolite 


Jurassic Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Rhyolite 


Rhyolite 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Jurassic Sandstone 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 


Rhyolite 


Rhyolite 


Rhyolite 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

25.62 

120 

94.38 

25.00 

23.59 

0.0040 

1.3591 

25.62 

100 

74.38 

30.00 

22.31 

0.0015 

0.0284 

25.62 

120 

94.38 

25.00 

23.59 

0.0200 

0.6235 

12.06 

100 

87.94 

35.00 

30.78 

0.0015 

0.4195 

24.53 

120 

95.47 

25.00 

23.87 

0.0040 

1.4664 

24.53 

90 

65.47 

30.00 

19.64 

0.0010 

0.0724 

24.53 

120 

95.47 

20.00 

19.09 

0.0040 

0.8704 

41.62 

120 

78.38 

25.00 

19.59 

0.0040 

2.3207 

41.62 

100 

58.38 

35.00 

20.43 

0.0015 

1.0466 

38.12 

120 

81.88 

25.00 

20.47 

0.0040 

0.7575 

38.12 

120 

81.88 

20.00 

16.38 

0.0040 

0.0430 

30.67 

150 

119.33 

35.00 

41.77 

0.0040 

1.5919 

29.36 

150 

120.64 

35.00 

42.22 

0.0040 

1.8348 

20.59 

100 

79.41 

35.00 

27.79 

0.0015 

0.6850 

20.59 

100 

79.41 

30.00 

23.82 

0.0015 

0.2461 

20.59 

120 

99.41 

25.00 

24.85 

0.0200 

14.2399 

10.42 

230 

219.58 

25.00 

54.90 

0.0200 

20.0817 

24.95 

80 

55.05 

30.00 

16.52 

0.0200 

4.8903 

25.20 

120 

94.80 

20.00 

18.96 

0.0040 

1.2709 

21.11 

120 

98.89 

25.00 

24.72 

0.0040 

0.2018 

21.11 

120 

98.89 

20.00 

19.78 

0.0040 

0.2947 

33.61 

150 

116.39 

35.00 

40.74 

0.0040 

1.3132 

54.35 

150 

95.65 

35.00 

33.48 

0.0040 

1.4468 

32.14 

120 

87.86 

25.00 

21.96 

0.0040 

0.7162 

32.14 

120 

87.86 

25.00 

21.96 

0.0200 

0.6435 

20.94 

100 

79.06 

35.00 

27.67 

0.0015 

0.0627 

20.94 

100 

79.06 

30.00 

23.72 

0.0015 

0.0533 

31.44 

120 

88.56 

25.00 

22.14 

0.0040 

1.3395 

30.97 

150 

119.03 

35.00 

41.66 

0.0040 

3.0449 

30.97 

150 

119.03 

30.00 

35.71 

0.0040 

0.0037 

25.50 

80 

54.50 

30.00 

16.35 

0.0200 

1.6945 

25.50 

150 

124.50 

30.00 

37.35 

0.0040 

1.0263 

32.25 

150 

117.75 

35.00 

41.21 

0.0040 

2.4950 

10.86 

100 

89.14 

35.00 

31.20 

0.0015 

0.4288 

17.48 

100 

82.52 

35.00 

28.88 

0.0015 

0.3631 

54.18 

150 

95.82 

35.00 

33.54 

0.0040 

1.7989 

39.05 

150 

110.95 

35.00 

38.83 

0.0040 

0.1129 

10.44 

90 

79.56 

30.00 

23.87 

0.0200 

4.2700 

10.44 

230 

219.56 

25.00 

54.89 

0.0200 

8.4544 

17.70 

90 

72.30 

30.00 

21.69 

0.0200 

14.2748 

35.14 

150 

114.86 

35.00 

40.20 

0.0040 

0.0897 

13.00 

120 

107.00 

20.00 

21.40 

0.0040 

2.1572 

13.00 

90 

77.00 

30.00 

23.10 

0.0200 

7.7039 

13.00 

230 

217.00 

25.00 

54.25 

0.0200 

2.0733 

17.30 

90 

72.71 

30.00 

21.81 

0.0200 

2.5732 

10.45 

100 

89.55 

35.00 

31.34 

0.0015 

0.4816 

18.74 

100 

81.26 

35.00 

28.44 

0.0015 

0.3027 

18.74 

100 

81.26 

30.00 

24.38 

0.0015 

0.1161 

54.15 

150 

95.85 

35.00 

33.55 

0.0040 

1.8401 

28.28 

150 

121.72 

35.00 

42.60 

0.0040 

3.0743 

37.34 

80 

42.66 

40.00 

17.06 

0.0200 

0.4045 

37.34 

150 

112.66 

35.00 

39.43 

0.0040 

1.3691 

40.95 

150 

109.05 

35.00 

38.17 

0.0040 

0.3651 

41.24 

80 

38.76 

40.00 

15.50 

0.0200 

3.2645 

41.24 

150 

108.76 

35.00 

38.07 

0.0040 

0.7156 












































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Bapunagar 


Belwa Ranaji 


Bhoongra 


Biramdeogarh 


Chaba 


Dalpatnagar 


Dheerpura 


Dhokalsar 


Gajesinghnagar 


Gajsinghpura 


Gara 


Gogadeo Garh 


Gumansinghpura 


Hemawas 


Jawahar Nagar 


Kerala 


Ketoo Hema 


Ketoo Kalan 


Ketoo Manawata 


Ketoo Manda 


Khanori 


Khirjan Asha 


Khirjan Khas 


Lumbansar 


Narsinghpura 


Nathasar 


Padamgarh 


Premnagar 


Premsagar 


Raisar 


Ramgarh 


Ramnagar 


Ranjeet Nagar 


Ratangarh 


Ratanpura 


Setrawa 


Census Code 


0815000501979900 


0815000501981500 


0815000501985500 


0815000501976700 


0815000501986200 


0815000501987200 



0815000501981200 


0815000501980900 


0815000501985700 


0815000501986400 


0815000501985200 


0815000501979100 


0815000501986000 


0815000501985900 


0815000501985100 


0815000501980100 


0815000501981300 


0815000501981400 


0815000501979000 


0815000501981100 


0815000501979500 


0815000501987300 


0815000501985000 


0815000501980400 


0815000501980200 


0815000501987800 


0815000501980000 


0815000501986500 


0815000501985600 


0815000501985300 


0815000501986800 


0815000501986900 


0815000501985800 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Vindhyan Sandstone 

Saline 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 


19.95 Fresh 


Saline 


16.36 Fresh 


25.29 Fresh 


10.76 Fresh 


16.23 Fresh 


20.02 Saline 


15.55 Fresh 




12.57 Fresh 


11.90 Fresh 


29.56 Fresh 


Saline 


21.02 Fresh 



0815000501979800 


18.48 Saline 


4.91 Fresh 


17.45 Fresh 


11.67 Saline 


15.23 Fresh 


26.81 Fresh 


10.68 Saline 


9.56 Fresh 


Saline 


3.84 Fresh 


Saline 


4.50 Fresh 


Saline 


8.16 Fresh 


25.03 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

38.13 

150 

111.87 

35.00 

39.16 

0.0040 

0.9033 

25.67 

150 

124.33 

35.00 

43.52 

0.0040 

0.2233 

42.91 

80 

37.09 

40.00 

14.84 

0.0200 

8.8757 

41.86 

150 

108.14 

35.00 

37.85 

0.0040 

0.1823 

33.36 

80 

46.64 

30.00 

13.99 

0.0200 

7.1823 

35.90 

80 

44.10 

40.00 

17.64 

0.0200 

0.1452 

35.90 

150 

114.10 

35.00 

39.94 

0.0040 

1.6040 

39.16 

80 

40.84 

40.00 

16.34 

0.0200 

5.9402 

39.16 

80 

40.84 

30.00 

12.25 

0.0200 

0.3485 

41.31 

80 

38.69 

40.00 

15.47 

0.0200 

0.4630 

41.31 

150 

108.69 

35.00 

38.04 

0.0040 

0.4805 

30.96 

150 

119.04 

35.00 

41.66 

0.0040 

0.4581 

40.61 

80 

39.39 

40.00 

15.75 

0.0200 

2.4764 

40.61 

150 

109.39 

35.00 

38.28 

0.0040 

0.4445 

40.22 

80 

39.78 

40.00 

15.91 

0.0200 

5.1655 

33.91 

80 

46.09 

30.00 

13.83 

0.0200 

2.7721 

39.29 

80 

40.71 

40.00 

16.28 

0.0200 

0.8967 

39.29 

150 

110.71 

35.00 

38.75 

0.0040 

1.9156 

39.48 

150 

110.52 

35.00 

38.68 

0.0040 

0.1593 

37.39 

80 

42.61 

40.00 

17.05 

0.0200 

0.9281 

37.39 

80 

42.61 

30.00 

12.78 

0.0200 

4.5160 

36.64 

80 

43.36 

30.00 

13.01 

0.0200 

3.2162 

36.35 

150 

113.65 

35.00 

39.78 

0.0040 

1.9041 

37.95 

80 

42.05 

40.00 

16.82 

0.0200 

0.3019 

37.95 

80 

42.05 

30.00 

12.62 

0.0200 

0.0179 

26.15 

150 

123.85 

35.00 

43.35 

0.0040 

0.5008 

27.51 

150 

122.49 

35.00 

42.87 

0.0040 

1.7870 

37.11 

150 

112.89 

35.00 

39.51 

0.0040 

0.1582 

34.52 

150 

115.48 

35.00 

40.42 

0.0040 

1.7256 

39.43 

80 

40.57 

40.00 

16.23 

0.0200 

1.8503 

39.43 

150 

110.57 

35.00 

38.70 

0.0040 

0.0173 

35.21 

150 

114.79 

35.00 

40.18 

0.0040 

0.0558 

35.63 

150 

114.38 

35.00 

40.03 

0.0040 

0.8523 

36.38 

80 

43.62 

40.00 

17.45 

0.0200 

0.1067 

36.38 

80 

43.62 

30.00 

13.09 

0.0200 

4.6019 

37.04 

80 

42.96 

40.00 

17.19 

0.0200 

4.4453 

37.04 

150 

112.96 

35.00 

39.54 

0.0040 

0.4637 

36.47 

80 

43.53 

30.00 

13.06 

0.0200 

0.3539 

37.54 

80 

42.46 

40.00 

16.98 

0.0200 

0.2163 

38.98 

80 

41.02 

40.00 

16.41 

0.0200 

1.3008 

38.98 

150 

111.02 

35.00 

38.86 

0.0040 

0.3869 

36.16 

80 

43.84 

30.00 

13.15 

0.0200 

1.1307 

41.65 

80 

38.35 

40.00 

15.34 

0.0200 

4.6713 

41.75 

80 

38.25 

40.00 

15.30 

0.0200 

7.8080 

41.75 

150 

108.25 

35.00 

37.89 

0.0040 

0.1957 

38.13 

80 

41.87 

30.00 

12.56 

0.0200 

1.6519 

42.09 

80 

37.91 

40.00 

15.17 

0.0200 

2.0078 

42.09 

80 

37.91 

30.00 

11.37 

0.0200 

0.0499 

39.02 

80 

40.98 

40.00 

16.39 

0.0200 

1.2305 

39.02 

80 

40.98 

30.00 

12.29 

0.0200 

0.0204 

37.97 

80 

42.03 

40.00 

16.81 

0.0200 

0.0475 

37.97 

80 

42.03 

30.00 

12.61 

0.0200 

1.0980 

40.05 

80 

39.95 

40.00 

15.98 

0.0200 

2.2367 

40.05 

150 

109.95 

35.00 

38.48 

0.0040 

0.1792 

35.62 

150 

114.38 

35.00 

40.03 

0.0040 

0.0645 

























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



11008049 


Shri Mohangarh 


Solkiya Tala 


Surya Udainagar 


Suwaliya 


Veeramgarh 


Amargarh 


Amargarh Chang 


Amarpura 


Andhi Deori 


Araji Guwardi 


Asan Tiloriya 


Asarlai 


Babra 


Badiya Ajba 


Badiya Gena 


Badiya Jagga 


Badiya Shyama 


Bahja Kuri 


Bakhtawarpura 


Balai Khera 


Balar (Rural) 


Balara 


Balupura 


Banewari 


Bar 


Baripol 


Bariya Bhau(Pakhariyawas) 


Bassi@Chainpura 


Bayla 


Census Code 


0815000501981000 


0815000501988000 


0815000501986700 


0815000501980700 



0815000501979600 



0821000302514200 


0820000202408700 


0820000202408100 


0821000502538400 


0821000502535600 


0820000202403700 


0820000102398800 


0820000202409600 


0821000402524000 


0821000402524100 


0821000402518800 


0821000402518500 


0820000102391300 


0821000302511400 


0821000402525800 


0821000402521500 


0820000102395300 


0820000102396600 


0821000402518600 


0820000202404100 


0820000202408400 


0821000402516600 


0820000102397700 


0821000402522100 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Older Alluvium 

Saline 

Non-command 

Older Alluvium 

Saline 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 


27.15 Fresh 



23.29 Fresh 


Saline 


4.37 Fresh 


9.01 Fresh 


1.86 Saline 


6.30 Saline 


3.97 Fresh 


4.64 Fresh 


6.33 Fresh 


38.28 Fresh 



10.76 Saline 


0.86 Fresh 


1.17 Fresh 


0.71 Fresh 



2.17 Saline 


24.24 Fresh 



18.58 Fresh 


Saline 



Beerbasni 


Beesawas Kalan 


Bhagwanpura (Naya Nagar) 


0820000202404600 


0820000202404700 


0821000402515000 


1.74 Fresh 


3.61 Fresh 


0.75 Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Phyllite & Schist 


Gneisses 


Gneisses 


Phyllite & Schist 


Phyllite & Schist 


Gneisses 


Older Alluvium 


Younger Alluvium 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses 


Gneisses 


Gneisses 


Gneisses 


Phyllite & Schist 


Gneisses 


Phyllite & Schist 


Gneisses 


Older Alluvium 


Younger Alluvium 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Gneisses 


Gneisses 


Gneisses 


Phyllite & Schist 


Gneisses 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses 


Phyllite & Schist 


Gneisses 


Phyllite & Schist 


Bilara Limestone 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Gneisses 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

38.74 

150 

111.26 

35.00 

38.94 

0.0040 

3.2166 

45.62 

80 

34.38 

40.00 

13.75 

0.0200 

1.5393 

45.62 

80 

34.38 

30.00 

10.31 

0.0200 

0.0294 

37.14 

80 

42.86 

30.00 

12.86 

0.0200 

1.5381 

39.93 

80 

40.07 

40.00 

16.03 

0.0200 

8.1673 

39.93 

150 

110.07 

35.00 

38.53 

0.0040 

0.2639 

39.82 

80 

40.18 

40.00 

16.07 

0.0200 

2.5665 

39.82 

150 

110.18 

35.00 

38.56 

0.0040 

2.9564 

36.73 

80 

43.27 

40.00 

17.31 

0.0200 

4.1207 

36.73 

80 

43.27 

30.00 

12.98 

0.0200 

2.8850 

40.11 

80 

39.89 

40.00 

15.95 

0.0200 

0.0063 

40.11 

150 

109.89 

35.00 

38.46 

0.0040 

0.5612 

20.27 

90 

69.73 

5.00 

3.49 

0.0015 

0.0012 

12.31 

90 

77.69 

5.00 

3.88 

0.0015 

0.0108 

15.20 

90 

74.80 

5.00 

3.74 

0.0015 

0.0296 

17.15 

90 

72.85 

5.00 

3.64 

0.0015 

0.0217 

19.08 

90 

70.92 

5.00 

3.55 

0.0015 

0.0233 

22.92 

90 

67.08 

5.00 

3.35 

0.0015 

0.0002 

25.74 

90 

64.26 

15.00 

9.64 

0.0010 

0.3084 

25.74 

85 

59.26 

15.00 

8.89 

0.0015 

0.0837 

16.68 

80 

63.32 

4.00 

2.53 

0.0015 

0.0100 

16.68 

90 

73.32 

5.00 

3.67 

0.0015 

0.0086 

21.69 

90 

68.31 

5.00 

3.42 

0.0015 

0.0551 

20.45 

80 

59.55 

4.00 

2.38 

0.0015 

0.0001 

20.79 

80 

59.21 

4.00 

2.37 

0.0015 

0.0012 

18.67 

80 

61.33 

4.00 

2.45 

0.0015 

0.0001 

18.67 

90 

71.33 

5.00 

3.57 

0.0015 

0.0010 

18.67 

80 

61.33 

4.00 

2.45 

0.0015 

0.0013 

18.67 

90 

71.33 

5.00 

3.57 

0.0015 

0.0007 

17.77 

80 

62.23 

4.00 

2.49 

0.0015 

0.0081 

25.58 

90 

64.42 

15.00 

9.66 

0.0010 

0.0760 

25.58 

85 

59.42 

15.00 

8.91 

0.0015 

0.0580 

28.06 

90 

61.94 

5.00 

3.10 

0.0015 

0.0044 

16.83 

80 

63.17 

4.00 

2.53 

0.0015 

0.0001 

18.21 

90 

71.79 

5.00 

3.59 

0.0015 

0.0320 

24.54 

90 

65.46 

15.00 

9.82 

0.0010 

0.3596 

21.97 

90 

68.03 

15.00 

10.20 

0.0010 

0.0089 

17.36 

80 

62.64 

4.00 

2.51 

0.0015 

0.0072 

26.54 

90 

63.46 

5.00 

3.17 

0.0015 

0.0025 

15.56 

90 

74.44 

5.00 

3.72 

0.0015 

0.0345 

18.92 

90 

71.08 

5.00 

3.55 

0.0015 

0.0048 

15.43 

80 

64.57 

5.00 

3.23 

0.0015 

0.0331 

15.13 

80 

64.87 

4.00 

2.59 

0.0015 

0.0024 

15.13 

90 

74.87 

5.00 

3.74 

0.0015 

0.0090 

19.47 

90 

70.53 

5.00 

3.53 

0.0015 

0.0567 

19.47 

80 

60.53 

4.00 

2.42 

0.0015 

0.0030 

19.47 

90 

70.53 

5.00 

3.53 

0.0015 

0.0373 

16.69 

80 

63.31 

4.00 

2.53 

0.0015 

0.0299 

16.69 

90 

73.31 

5.00 

3.67 

0.0015 

0.0046 

40.18 

90 

49.82 

10.00 

4.98 

0.0020 

0.0005 

40.18 

90 

49.82 

15.00 

7.47 

0.0010 

0.0179 

40.18 

85 

44.82 

15.00 

6.72 

0.0015 

0.0025 

30.76 

90 

59.24 

15.00 

8.89 

0.0010 

0.0001 

22.28 

90 

67.72 

15.00 

10.16 

0.0010 

0.0325 

17.29 

80 

62.71 

4.00 

2.51 

0.0015 

0.0028 



















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Bhainsapa 


Bhanwariya 


Bharkala 


Bhawani Khera(Beawar Khas) 


Bhawani Khera(Kaliyawas) 


Bhawanipura 


Bheevgarh 


Bhil Deva 


Bhojpura 


Bichchhu Chaura 


Birampuri 


Birantiya Kalan 


Birantiya Khurd 


Birol 


Boontiwas 


Borwa 


Chainpura 


Chak Jaitaran 


Chang 


Chanwadiya Kalan 


Chaura Nimri 


Chitar 


Dagla 


Daulatpura Balaiyan 


Dayalpura 


Delwara (Rural) 


Deogarh(Kharba) 


Deoli Khurd 


Deopura (Roop Nagar) 


Deoriya Raiputan 


Dhaneriya 


Dholiya 


Dhoolkot 


Dhuwariya 


Doongar Khera 


Durgawas 


Fatehgarh Salla 


Census Code 


0821000402523400 


0820000202409200 


0821000502538700 


0821000402515800 


0821000402522000 


0821000502534600 


0820000102398400 


0820000102398300 


0821000402519300 


0821000402519800 


0820000102399100 


0820000202406800 


0820000102392300 


0820000202405500 


0825000102956100 


0820000202406100 


0820000102391500 


0820000202408500 


0820000202405400 


0821000402514400 


0820000202406500 


0820000102399300 


0821000402517500 


0820000102396700 


0821000402517300 


0821000502534500 


0820000202406300 


0821000402515100 


0820000102397900 


0820000102396900 


0820000202407300 


0820000202404900 


0821000302512200 


0821000402518000 


0821000402519900 


0821000402514600 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Gneisses 

Saline 

Non-command 

Gneisses 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Saline 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Gneisses 




6.23 Fresh 


1.17 Fresh 


2.30 Fresh 


Saline 


4.53 Fresh 



33.63 Fresh 


Saline 


3.61 Fresh 


29.46 Fresh 


Saline 


5.13 Fresh 


4.37 Saline 


2.98 Fresh 


6.25 Saline 


4.45 Fresh 



2.15 Saline 


11.52 Saline 


12.56 Fresh 




Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Older Alluvium 


Gneisses 


Older Alluvium 


Gneisses 


Phyllite & Schist 


Gneisses 


Gneisses 


Older Alluvium 


Younger Alluvium 


Gneisses 


Older Alluvium 


Gneisses 


Gneisses 


Younger Alluvium 


Older Alluvium 


Gneisses 


Older Alluvium 


Gneisses(B.G.C) 


Gneisses 


Older Alluvium 


Gneisses 


Gneisses 


Older Alluvium 


Gneisses 


Older Alluvium 


Gneisses 


Gneisses 


Older Alluvium 


Younger Alluvium 


Gneisses 


Phyllite & Schist 


Gneisses 


Phyllite & Schist 


Phyllite & Schist 


Gneisses 


Phyllite & Schist 


Phyllite & Schist 


Gneisses 


Gneisses 


Gneisses 


Gneisses 


Gneisses 


Gneisses 


Phyllite & Schist 


Gneisses 


Gneisses 


Gneisses 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

18.19 

80 

61.81 

4.00 

2.47 

0.0015 

0.0001 

21.00 

90 

69.00 

5.00 

3.45 

0.0015 

0.0771 

16.08 

90 

73.92 

5.00 

3.70 

0.0015 

0.0240 

15.21 

90 

74.79 

5.00 

3.74 

0.0015 

0.0025 

15.21 

90 

74.79 

5.00 

3.74 

0.0015 

0.0003 

16.47 

90 

73.53 

5.00 

3.68 

0.0015 

0.0017 

23.32 

90 

66.68 

5.00 

3.33 

0.0015 

0.0144 

16.31 

80 

63.69 

5.00 

3.18 

0.0015 

0.0004 

16.31 

90 

73.69 

15.00 

11.05 

0.0010 

0.0002 

16.31 

80 

63.69 

5.00 

3.18 

0.0015 

0.0362 

16.31 

90 

73.69 

15.00 

11.05 

0.0010 

0.0004 

13.85 

80 

66.15 

5.00 

3.31 

0.0015 

0.0214 

17.74 

90 

72.26 

5.00 

3.61 

0.0015 

0.0064 

17.32 

80 

62.68 

4.00 

2.51 

0.0015 

0.0037 

17.32 

80 

62.68 

4.00 

2.51 

0.0015 

0.0012 

35.12 

90 

54.88 

15.00 

8.23 

0.0010 

0.0065 

35.12 

85 

49.88 

15.00 

7.48 

0.0015 

0.0420 

17.66 

90 

72.34 

5.00 

3.62 

0.0015 

0.0220 

17.66 

90 

72.34 

15.00 

10.85 

0.0010 

0.0040 

18.17 

90 

71.83 

5.00 

3.59 

0.0015 

0.1417 

18.17 

90 

71.83 

5.00 

3.59 

0.0015 

0.0371 

28.50 

85 

56.50 

15.00 

8.48 

0.0015 

0.0145 

17.22 

90 

72.78 

15.00 

10.92 

0.0010 

0.0677 

17.22 

90 

72.78 

5.00 

3.64 

0.0015 

0.0850 

17.22 

90 

72.78 

15.00 

10.92 

0.0010 

0.0715 

15.96 

120 

104.04 

4.00 

4.16 

0.0018 

0.0127 

13.47 

90 

76.53 

5.00 

3.83 

0.0015 

0.0251 

15.06 

90 

74.94 

15.00 

11.24 

0.0010 

0.0309 

13.22 

90 

76.78 

5.00 

3.84 

0.0015 

0.0296 

16.18 

90 

73.82 

5.00 

3.69 

0.0015 

0.0028 

16.18 

90 

73.82 

15.00 

11.07 

0.0010 

0.0235 

16.18 

90 

73.82 

5.00 

3.69 

0.0015 

0.0098 

16.18 

90 

73.82 

15.00 

11.07 

0.0010 

0.0004 

16.28 

80 

63.72 

4.00 

2.55 

0.0015 

0.0082 

11.83 

90 

78.17 

5.00 

3.91 

0.0015 

0.0669 

20.09 

90 

69.91 

15.00 

10.49 

0.0010 

0.1222 

20.09 

85 

64.91 

15.00 

9.74 

0.0015 

0.0132 

27.46 

80 

52.54 

4.00 

2.10 

0.0015 

0.0086 

27.46 

90 

62.54 

5.00 

3.13 

0.0015 

0.0003 

27.46 

80 

52.54 

4.00 

2.10 

0.0015 

0.0041 

27.46 

90 

62.54 

5.00 

3.13 

0.0015 

0.0066 

12.72 

90 

77.28 

5.00 

3.86 

0.0015 

0.0032 

17.11 

80 

62.89 

5.00 

3.14 

0.0015 

0.0017 

13.44 

90 

76.56 

5.00 

3.83 

0.0015 

0.0341 

19.62 

90 

70.38 

5.00 

3.52 

0.0015 

0.0802 

12.51 

90 

77.49 

5.00 

3.87 

0.0015 

0.0215 

17.38 

80 

62.62 

4.00 

2.50 

0.0015 

0.0049 

15.51 

80 

64.49 

5.00 

3.22 

0.0015 

0.0051 

23.57 

80 

56.43 

5.00 

2.82 

0.0015 

0.0001 

18.73 

90 

71.27 

5.00 

3.56 

0.0015 

0.0064 

10.95 

90 

79.05 

5.00 

3.95 

0.0015 

0.0174 

25.43 

90 

64.57 

5.00 

3.23 

0.0015 

0.0322 

19.78 

80 

60.22 

4.00 

2.41 

0.0015 

0.0071 

17.45 

80 

62.55 

4.00 

2.50 

0.0015 

0.0000 

18.48 

80 

61.53 

4.00 

2.46 

0.0015 

0.0035 





















































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 


Fatehpur I 

Fatehpuriya-li(Rural) 

Ganeshpura (Nayanagar) Rural 

Garhi Thoriyan (Rural) 

Ghorawar 

Gigalpura 


Village 

Area, 

sq.km 


Zone (Fresh 
/ Saline) 


Type of Area 
(Command / Non¬ 
command) 


0821000402516100 _ 2.06 Fresh Non-command 

0821000402518900 0.88 Saline Non-command 

Non-command 

0821000402519100 ~ 1.06 7Tesh Non-command 

Saline Non-command 

0821000402517000 ~ 4.94 7Tesh Non-command 

0820000102391400 _ 18.04 Fresh Non-command 

0821000302512500 _ 10.38 Fresh Non-command 

Saline Non-command 


Non-command 

Giri 0820000202405200 27.03 Fresh Non-command 

Non-command 



Gopal Sagar _ 0821000502535100 

Gopalpura_0820000202409400 


_ 0821000402515300 

Govindpura (Rural)_0821000402519000 


Gurha Hemadai 0820000102397500 


Gyas 

0820000102395500 

Hajiwas 

0820000202404800 


Harrajpura 

0821000502536100 

Harrajpura(Naya Nagar) 

0821000402514900 

Hinganiya 

0820000102391600 

Jagmal Pura 

0820000202408600 

Jaitaran (M) 

0820000142001000 

Jaitpura 

0820000202407000 


| Jaliya-I_|0821000402518700 


6.11 

22.82 

7.52 

9.79 

1.42 

0.93 

20.95 

8.54 

10.80 

10.79 

1.20 

2.71 

1.92 

32.28 



Saline 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 


Non-command 


Saline Non-command 

Jetgarh _ 0821000302511600 _ 9.09 Fresh _ Non-command 

Non-command 


Jethana 

0821000302513000 

47.03 

Jetpura 

0821000402522400 

1.72 


Jhala Ki Chauki 

0820000202407100 

9.87 

Jhalamand 

0820000202409500 

7.40 

Jhank 

0821000502539000 

21.46 


Jheentra 0820000202406700 4.28 


Johar Khera 

0821000402514800 

2.23 

Kaisarpura 

0821000302511500 

7.29 


Kaliyawas 

0821000402521900 

0.81 

Kana Khera 

0821000502535300 

10.29 

Kanecha Udawatan 

0820000202406400 

2.78 


Saline 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 


Hydrogeological Unit 


Phyllite & Schist 


Gneisses 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Gneisses 


Phyllite & Schist 


Gneisses 


Older Alluvium 


Gneisses 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses 


Gneisses 


Phyllite & Schist 


Phyllite & Schist 


Gneisses 


Phyllite & Schist 


Older Alluvium 


Gneisses 


Older Alluvium 


Phyllite & Schist 


Gneisses 


Older Alluvium 


Gneisses 


Older Alluvium 


Gneisses 


Gneisses 


Gneisses 


Phyllite & Schist 


Gneisses 


Gneisses 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses 


Gneisses 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses 


Gneisses 


Gneisses 


Gneisses 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

13.29 

90 

76.71 

5.00 

3.84 

0.0015 

0.0118 

19.10 

80 

60.90 

4.00 

2.44 

0.0015 

0.0027 

19.10 

90 

70.90 

5.00 

3.55 

0.0015 

0.0007 

19.19 

90 

70.81 

5.00 

3.54 

0.0015 

0.0048 

19.19 

90 

70.81 

5.00 

3.54 

0.0015 

0.0008 

18.61 

90 

71.39 

5.00 

3.57 

0.0015 

0.0264 

14.77 

90 

75.23 

15.00 

11.28 

0.0010 

0.0966 

17.53 

90 

72.47 

5.00 

3.62 

0.0015 

0.0135 

17.53 

80 

62.47 

4.00 

2.50 

0.0015 

0.0005 

17.53 

90 

72.47 

5.00 

3.62 

0.0015 

0.0422 

14.81 

90 

75.19 

5.00 

3.76 

0.0015 

0.0323 

14.81 

90 

75.19 

15.00 

11.28 

0.0010 

0.0024 

14.81 

90 

75.19 

5.00 

3.76 

0.0015 

0.1189 

17.09 

80 

62.91 

4.00 

2.52 

0.0015 

0.0002 

17.09 

90 

72.91 

5.00 

3.65 

0.0015 

0.0113 

21.88 

90 

68.12 

5.00 

3.41 

0.0015 

0.0043 

21.88 

90 

68.12 

5.00 

3.41 

0.0015 

0.0672 

18.32 

90 

71.68 

5.00 

3.58 

0.0015 

0.0403 

21.51 

90 

68.49 

5.00 

3.42 

0.0015 

0.0503 

16.43 

80 

63.57 

4.00 

2.54 

0.0015 

0.0054 

19.51 

90 

70.49 

5.00 

3.52 

0.0015 

0.0008 

19.51 

90 

70.49 

5.00 

3.52 

0.0015 

0.0042 

25.19 

80 

54.81 

5.00 

2.74 

0.0015 

0.0393 

25.19 

90 

64.81 

5.00 

3.24 

0.0015 

0.0000 

23.80 

90 

66.20 

15.00 

9.93 

0.0010 

0.0347 

13.17 

90 

76.83 

5.00 

3.84 

0.0015 

0.0108 

13.17 

90 

76.83 

15.00 

11.53 

0.0010 

0.1028 

18.51 

90 

71.49 

5.00 

3.57 

0.0015 

0.0006 

17.05 

80 

62.95 

4.00 

2.52 

0.0015 

0.0045 

16.53 

90 

73.47 

15.00 

11.02 

0.0010 

0.0299 

18.64 

90 

71.36 

5.00 

3.57 

0.0015 

0.0103 

28.26 

90 

61.74 

15.00 

9.26 

0.0010 

0.0154 

20.30 

90 

69.70 

5.00 

3.48 

0.0015 

0.0178 

20.30 

90 

69.70 

5.00 

3.48 

0.0015 

0.0191 

17.94 

80 

62.06 

4.00 

2.48 

0.0015 

0.0041 

17.94 

90 

72.06 

5.00 

3.60 

0.0015 

0.0029 

17.94 

80 

62.06 

4.00 

2.48 

0.0015 

0.0009 

28.58 

80 

51.42 

4.00 

2.06 

0.0015 

0.0012 

28.58 

90 

61.42 

5.00 

3.07 

0.0015 

0.0036 

28.58 

90 

61.42 

5.00 

3.07 

0.0015 

0.0213 

22.54 

90 

67.46 

5.00 

3.37 

0.0015 

0.0061 

16.97 

80 

63.03 

4.00 

2.52 

0.0015 

0.0005 

16.97 

90 

73.03 

5.00 

3.65 

0.0015 

0.0087 

20.87 

90 

69.13 

5.00 

3.46 

0.0015 

0.0083 

21.10 

90 

68.90 

5.00 

3.44 

0.0015 

0.0383 

11.65 

80 

68.35 

4.00 

2.73 

0.0015 

0.0110 

11.65 

90 

78.35 

5.00 

3.92 

0.0015 

0.0247 

16.87 

90 

73.13 

5.00 

3.66 

0.0015 

0.0001 

16.87 

90 

73.13 

5.00 

3.66 

0.0015 

0.0234 

17.82 

80 

62.18 

4.00 

2.49 

0.0015 

0.0083 

29.57 

80 

50.43 

4.00 

2.02 

0.0015 

0.0000 

29.57 

90 

60.43 

5.00 

3.02 

0.0015 

0.0015 

16.92 

90 

73.08 

5.00 

3.65 

0.0015 

0.0045 

18.53 

90 

71.47 

5.00 

3.57 

0.0015 

0.0527 

11.78 

90 

78.22 

5.00 

3.91 

0.0015 

0.0163 










































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Kashipura 


Kaya Bheela 


Kesarpura 


Kesarpura (Kana Khera) 


Kesharpura(Parsa) 


Kharwa 


Kheempura 


Khejarla 


Khera Deogarh 


Khera Maharajpura 


Khera Nainpura 


Khera Ramgarh 


Khera Sagrotan 


Kheta Khera 


Khinawari 


Khirani Khera 


Kirap 


Kolpura 


Kotri 


Kurantiya 


Kushalpura (Malpura) 


Lakheena 


Lakhina Panabaori 


Lalpura 


Lamana 


Lasadiya 


Lasani -1 


Lasni 


Leeri 


Loolwa 


Lototi 


Madhogarh 


Makreda 


Malipura 


Malpura (Kaliyawas) 


Malpuriya 


Mandawas 


Census Code 


0820000202406600 


0821000302511900 


0821000502536300 


0820000202404000 


0820000202406900 


0821000502535200 


0821000402521000 


0821000502534900 


0821000502538100 


0821000402519400 


0820000102394700 


0820000102398900 


0820000102398000 


0820000102394600 


0820000202407800 


0821000502535400 


0820000102395000 


0821000402516500 


0821000502536500 


0820000202409800 


0820000202407700 


0820000202407400 


0821000402521400 


0821000402516300 


0820000202409000 


0820000202408000 


0821000302514000 


0821000402516900 


0821000402516800 


0820000102395200 


0821000302514300 


0821000502538800 


0820000102390800 


0821000502534700 


0821000402517700 


0821000402519500 


0821000402521300 


0820000102391200 


0821000402517200 



Zone (Fresh 
/ Saline) 


5.33 Saline 


6.09 Saline 




4.27 Fresh 


1.81 Fresh 


4.14 Saline 


4.24 Fresh 


1.49 Fresh 


6.11 Fresh 


7.79 Fresh 


0.93 Fresh 


8.15 Fresh 


7.99 Fresh 


1.76 Fresh 


4.64 Fresh 


2.57 Fresh 


Saline 


5.32 Fresh 


Saline 


1.68 Fresh 


5.68 Fresh 




31.08 Fresh 


16.48 Fresh 


19.09 Fresh 


2.18 Fresh 


1.05 Saline 


1.27 Fresh 


2.15 Fresh 


11.92 Fresh 


1.91 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Gneisses 

Non-command 

Younger Alluvium 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Older Alluvium 

Non-command 

Gneisses 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Gneisses 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Bilara Limestone 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

13.07 

90 

76.93 

5.00 

3.85 

0.0015 

0.0307 

23.55 

80 

56.45 

4.00 

2.26 

0.0015 

0.0034 

23.55 

90 

66.45 

5.00 

3.32 

0.0015 

0.0254 

27.95 

90 

62.05 

15.00 

9.31 

0.0010 

0.0014 

27.95 

85 

57.05 

15.00 

8.56 

0.0015 

0.0153 

20.06 

90 

69.94 

5.00 

3.50 

0.0015 

0.0223 

26.11 

90 

63.89 

5.00 

3.19 

0.0015 

0.0001 

17.36 

90 

72.64 

5.00 

3.63 

0.0015 

0.0226 

18.60 

90 

71.40 

5.00 

3.57 

0.0015 

0.0220 

17.50 

90 

72.50 

5.00 

3.63 

0.0015 

0.0081 

17.42 

90 

72.58 

5.00 

3.63 

0.0015 

0.0333 

18.45 

90 

71.55 

5.00 

3.58 

0.0015 

0.0048 

17.38 

80 

62.62 

4.00 

2.50 

0.0015 

0.0002 

17.38 

90 

72.62 

5.00 

3.63 

0.0015 

0.0042 

37.55 

90 

52.45 

15.00 

7.87 

0.0010 

0.0000 

32.66 

90 

57.34 

15.00 

8.60 

0.0010 

0.0005 

32.66 

85 

52.34 

15.00 

7.85 

0.0015 

0.0852 

18.79 

80 

61.21 

5.00 

3.06 

0.0015 

0.0081 

37.26 

85 

47.74 

15.00 

7.16 

0.0015 

0.0000 

17.96 

90 

72.04 

5.00 

3.60 

0.0015 

0.0132 

17.96 

90 

72.04 

5.00 

3.60 

0.0015 

0.0006 

14.28 

90 

75.72 

5.00 

3.79 

0.0015 

0.0168 

14.28 

90 

75.72 

15.00 

11.36 

0.0010 

0.0223 

14.28 

90 

75.72 

5.00 

3.79 

0.0015 

0.0023 

19.04 

90 

70.96 

5.00 

3.55 

0.0015 

0.0057 

33.74 

90 

56.26 

15.00 

8.44 

0.0010 

0.0005 

33.74 

85 

51.26 

15.00 

7.69 

0.0015 

0.0015 

18.77 

90 

71.23 

5.00 

3.56 

0.0015 

0.0056 

19.09 

90 

70.91 

5.00 

3.55 

0.0015 

0.0034 

22.25 

90 

67.75 

5.00 

3.39 

0.0015 

0.0187 

18.04 

90 

71.96 

5.00 

3.60 

0.0015 

0.0131 

19.15 

90 

70.85 

5.00 

3.54 

0.0015 

0.0036 

19.15 

90 

70.85 

5.00 

3.54 

0.0015 

0.0050 

18.26 

90 

71.74 

5.00 

3.59 

0.0015 

0.0087 

17.49 

90 

72.51 

5.00 

3.63 

0.0015 

0.0096 

11.56 

90 

78.44 

5.00 

3.92 

0.0015 

0.0132 

12.70 

90 

77.30 

5.00 

3.87 

0.0015 

0.0309 

20.15 

90 

69.85 

5.00 

3.49 

0.0015 

0.0012 

15.80 

90 

74.20 

5.00 

3.71 

0.0015 

0.0248 

16.46 

90 

73.54 

5.00 

3.68 

0.0015 

0.0129 

21.15 

90 

68.85 

15.00 

10.33 

0.0010 

0.0552 

21.15 

85 

63.85 

15.00 

9.58 

0.0015 

0.1033 

9.83 

90 

80.17 

5.00 

4.01 

0.0015 

0.0162 

9.83 

90 

80.17 

15.00 

12.03 

0.0010 

0.0060 

18.57 

90 

71.43 

5.00 

3.57 

0.0015 

0.0053 

14.50 

90 

75.50 

5.00 

3.78 

0.0015 

0.0035 

39.56 

90 

50.44 

10.00 

5.04 

0.0020 

0.0002 

39.56 

90 

50.44 

15.00 

7.57 

0.0010 

0.0105 

23.49 

90 

66.51 

5.00 

3.33 

0.0015 

0.0109 

15.30 

90 

74.70 

5.00 

3.74 

0.0015 

0.0059 

17.37 

80 

62.63 

4.00 

2.51 

0.0015 

0.0027 

18.01 

90 

71.99 

5.00 

3.60 

0.0015 

0.0116 

28.44 

90 

61.56 

15.00 

9.23 

0.0010 

0.0005 

28.44 

85 

56.56 

15.00 

8.48 

0.0015 

0.0280 

13.14 

90 

76.86 

5.00 

3.84 

0.0015 

0.0110 


































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses 


Gneisses 


Gneisses 


Phyllite & Schist 


Gneisses 


Older Alluvium 


Gneisses 


Gneisses 


Older Alluvium 


Younger Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Gneisses 


Gneisses 


Gneisses 


Phyllite & Schist 


Gneisses 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Gneisses 


Phyllite & Schist 


Phyllite & Schist 


Gneisses 


Gneisses 


Gneisses 


Older Alluvium 


Younger Alluvium 


Gneisses 


Phyllite & Schist 


Older Alluvium 


Younger Alluvium 


Phyllite & Schist 


Older Alluvium 


Younger Alluvium 


Gneisses 


Phyllite & Schist 


Gneisses 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Gneisses 


Gneisses 


Gneisses(B.G.C) 


Gneisses 


Gneisses 


Gneisses 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

16.33 

80 

63.67 

4.00 

2.55 

0.0015 

0.0015 

16.33 

90 

73.67 

5.00 

3.68 

0.0015 

0.0033 

16.93 

90 

73.07 

5.00 

3.65 

0.0015 

0.0030 

16.93 

90 

73.07 

5.00 

3.65 

0.0015 

0.0313 

17.67 

80 

62.33 

4.00 

2.49 

0.0015 

0.0018 

17.67 

90 

72.33 

5.00 

3.62 

0.0015 

0.0185 

16.73 

90 

73.27 

5.00 

3.66 

0.0015 

0.0062 

16.73 

90 

73.27 

15.00 

10.99 

0.0010 

0.0656 

16.73 

90 

73.27 

5.00 

3.66 

0.0015 

0.0002 

19.58 

90 

70.42 

5.00 

3.52 

0.0015 

0.0282 

33.79 

90 

56.21 

15.00 

8.43 

0.0010 

0.0840 

33.79 

85 

51.21 

15.00 

7.68 

0.0015 

0.0230 

16.71 

90 

73.29 

5.00 

3.66 

0.0015 

0.0226 

18.60 

90 

71.40 

5.00 

3.57 

0.0015 

0.0030 

14.70 

90 

75.30 

15.00 

11.30 

0.0010 

0.0840 

25.70 

90 

64.30 

5.00 

3.22 

0.0015 

0.0217 

15.85 

90 

74.15 

5.00 

3.71 

0.0015 

0.0310 

18.45 

90 

71.55 

5.00 

3.58 

0.0015 

0.0626 

15.18 

90 

74.82 

5.00 

3.74 

0.0015 

0.0520 

17.14 

90 

72.86 

5.00 

3.64 

0.0015 

0.0098 

16.42 

80 

63.58 

4.00 

2.54 

0.0015 

0.0034 

19.14 

90 

70.86 

5.00 

3.54 

0.0015 

0.0135 

22.29 

90 

67.71 

15.00 

10.16 

0.0010 

0.1048 

18.31 

90 

71.69 

5.00 

3.58 

0.0015 

0.0134 

20.46 

80 

59.54 

4.00 

2.38 

0.0015 

0.0113 

20.46 

90 

69.54 

5.00 

3.48 

0.0015 

0.0052 

18.40 

90 

71.60 

5.00 

3.58 

0.0015 

0.0116 

17.28 

80 

62.72 

5.00 

3.14 

0.0015 

0.0393 

17.28 

80 

62.72 

5.00 

3.14 

0.0015 

0.0244 

21.09 

90 

68.91 

5.00 

3.45 

0.0015 

0.0720 

26.53 

90 

63.47 

15.00 

9.52 

0.0010 

0.0133 

26.53 

85 

58.47 

15.00 

8.77 

0.0015 

0.0150 

17.06 

90 

72.94 

5.00 

3.65 

0.0015 

0.0245 

17.06 

90 

72.94 

5.00 

3.65 

0.0015 

0.0356 

18.30 

90 

71.70 

15.00 

10.76 

0.0010 

0.0665 

18.30 

85 

66.70 

15.00 

10.01 

0.0015 

0.0415 

16.75 

90 

73.25 

5.00 

3.66 

0.0015 

0.0387 

26.50 

90 

63.50 

15.00 

9.52 

0.0010 

0.0308 

26.50 

85 

58.50 

15.00 

8.77 

0.0015 

0.0949 

15.73 

80 

64.27 

4.00 

2.57 

0.0015 

0.0053 

15.73 

90 

74.27 

5.00 

3.71 

0.0015 

0.0011 

18.39 

90 

71.61 

5.00 

3.58 

0.0015 

0.0486 

21.05 

90 

68.95 

5.00 

3.45 

0.0015 

0.0172 

21.05 

90 

68.95 

5.00 

3.45 

0.0015 

0.0055 

26.85 

90 

63.15 

15.00 

9.47 

0.0010 

0.0935 

16.24 

80 

63.76 

4.00 

2.55 

0.0015 

0.0087 

18.34 

80 

61.66 

4.00 

2.47 

0.0015 

0.0006 

12.08 

120 

107.92 

4.00 

4.32 

0.0018 

0.0085 

16.71 

90 

73.29 

5.00 

3.66 

0.0015 

0.0284 

17.12 

80 

62.88 

4.00 

2.52 

0.0015 

0.0006 

17.12 

80 

62.88 

4.00 

2.52 

0.0015 

0.0106 

46.01 

90 

43.99 

15.00 

6.60 

0.0010 

0.0065 

46.01 

85 

38.99 

15.00 

5.85 

0.0015 

0.0056 

40.96 

90 

49.04 

15.00 

7.36 

0.0010 

0.0001 

40.96 

85 

44.04 

15.00 

6.61 

0.0015 

0.0157 

















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Ramgarh 


Ramgarh Chang 


Ramgarh Jhoontha 


Ramgarh Sedontan 


Rampura 


Rampura (Gunda Ka Bala) 


Rampura Gaina 


Rampura Mewatiyan (Rural 


Ramsar Balaiyan 


Ramsar Mohalla 


RaniSagar 


Ras 


Ratanpura Jhoontha 


Ratanpura Sardara 


Ratdiya 


Rawaniya 


Rayta Khera 


Relmal Kalan 


Relra 


Roop Nagar 


Roopaheli 


Roopnagar 


Roopnagar Thoriya 


Rudlai 


Sabalpura 


Sadabhoj Ka Badiya 


Sailpura 


Samokhi 


Saradhana 


Sarhiyan 


Sarkana 


Sarmaliya 


Semla 


Sendara 


Senspura 


Sewariya 


Shahpura 


Shergarh 


Shivnathpura 


Census Code 


0820000202409700 


0820000202408800 


0821000402521800 


0820000202407600 


0821000502534800 


0821000402521200 


0821000502538300 


0821000402517600 


0821000402518400 


0821000402522200 


0821000502535000 


0820000102398200 


Zone (Fresh 
/ Saline) 




0821000502536400 


0821000402516200 


0821000402518200 


0820000202409100 


0820000202410200 


0821000402522600 


0821000402514700 


0820000202406200 


0820000102397800 


0821000402521600 


0821000402514500 


0821000302512000 


0821000302514100 


0820000202407500 


0825000102956000 


0820000202408900 


0820000102399000 


0820000202408300 


0821000402515200 


0821000402515700 


0821000502536200 


0821000502538500 


0821000402515900 


0821000402521700 


0820000202407200 


0821000402517100 


0820000102397600 


0820000202406000 


0820000202408200 


0821000402519200 



Type of Area 

(Command / Non- Hydrogeological Unit 
command) 



Saline 


7.52 Fresh 


Saline 


3.35 Fresh 


0.98 Fresh 


3.32 Saline 


19.75 Saline 


9.99 Saline 


2.83 Fresh 


1.40 Saline 


4.99 Saline 


5.86 Fresh 


1.01 Fresh 


6.35 Saline 


7.00 Saline 


3.43 Fresh 


3.81 Saline 


2.82 Fresh 


2.45 Saline 


14.02 Fresh 


2.96 Saline 


1.77 Saline 


3.25 Fresh 


Saline 




Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Gneisses 


Gneisses 


Phyllite & Schist 


Gneisses 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses 


Older Alluvium 


Gneisses 


Gneisses 


Gneisses 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses 


Gneisses 


Gneisses 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses 


Gneisses 


Gneisses 


Phyllite & Schist 


Gneisses 


Gneisses 


Phyllite & Schist 


Phyllite & Schist 


Gneisses 


Gneisses(B.G.C.) 


Gneisses 


Older Alluvium 


Younger Alluvium 


Gneisses 


Gneisses 


Phyllite & Schist 


Gneisses 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses 


Gneisses 


Phyllite & Schist 


Gneisses 


Gneisses 


Gneisses 


Phyllite & Schist 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

22.25 

90 

67.75 

5.00 

3.39 

0.0015 

0.0482 

12.13 

90 

77.87 

5.00 

3.89 

0.0015 

0.0186 

17.07 

90 

72.93 

5.00 

3.65 

0.0015 

0.0046 

18.66 

90 

71.34 

5.00 

3.57 

0.0015 

0.0207 

22.80 

90 

67.20 

5.00 

3.36 

0.0015 

0.0677 

17.42 

90 

72.58 

5.00 

3.63 

0.0015 

0.0101 

17.61 

90 

72.39 

5.00 

3.62 

0.0015 

0.0074 

13.04 

90 

76.96 

5.00 

3.85 

0.0015 

0.0019 

13.04 

90 

76.96 

5.00 

3.85 

0.0015 

0.0012 

18.13 

80 

61.87 

4.00 

2.47 

0.0015 

0.0075 

15.21 

80 

64.79 

4.00 

2.59 

0.0015 

0.0016 

19.37 

90 

70.63 

5.00 

3.53 

0.0015 

0.0123 

17.28 

80 

62.72 

5.00 

3.14 

0.0015 

0.1920 

17.28 

90 

72.72 

15.00 

10.91 

0.0010 

0.2237 

17.28 

80 

62.72 

5.00 

3.14 

0.0015 

0.0211 

21.47 

80 

58.53 

4.00 

2.34 

0.0015 

0.0124 

21.47 

80 

58.53 

4.00 

2.34 

0.0015 

0.0137 

21.47 

90 

68.53 

5.00 

3.43 

0.0015 

0.0004 

19.00 

90 

71.00 

5.00 

3.55 

0.0015 

0.0066 

14.68 

90 

75.32 

5.00 

3.77 

0.0015 

0.0055 

19.44 

80 

60.56 

4.00 

2.42 

0.0015 

0.0121 

15.18 

90 

74.82 

5.00 

3.74 

0.0015 

0.1090 

15.80 

90 

74.20 

5.00 

3.71 

0.0015 

0.0245 

15.80 

90 

74.20 

5.00 

3.71 

0.0015 

0.0311 

16.99 

80 

63.01 

4.00 

2.52 

0.0015 

0.0004 

18.99 

80 

61.01 

4.00 

2.44 

0.0015 

0.0051 

12.48 

90 

77.52 

5.00 

3.88 

0.0015 

0.0290 

14.89 

80 

65.11 

5.00 

3.26 

0.0015 

0.0286 

17.79 

90 

72.21 

5.00 

3.61 

0.0015 

0.0054 

17.36 

80 

62.64 

4.00 

2.51 

0.0015 

0.0238 

20.82 

80 

59.18 

4.00 

2.37 

0.0015 

0.0216 

20.82 

90 

69.18 

5.00 

3.46 

0.0015 

0.0047 

21.93 

90 

68.08 

5.00 

3.40 

0.0015 

0.0017 

15.70 

90 

74.30 

5.00 

3.71 

0.0015 

0.0152 

16.18 

120 

103.82 

4.00 

4.15 

0.0018 

0.0141 

11.77 

90 

78.23 

5.00 

3.91 

0.0015 

0.0143 

34.02 

90 

55.98 

15.00 

8.40 

0.0010 

0.0302 

34.02 

85 

50.98 

15.00 

7.65 

0.0015 

0.0899 

15.60 

90 

74.40 

5.00 

3.72 

0.0015 

0.0126 

16.88 

80 

63.12 

4.00 

2.52 

0.0015 

0.0067 

16.01 

90 

73.99 

5.00 

3.70 

0.0015 

0.0045 

16.01 

80 

63.99 

4.00 

2.56 

0.0015 

0.0038 

16.01 

90 

73.99 

5.00 

3.70 

0.0015 

0.0080 

19.23 

90 

70.77 

5.00 

3.54 

0.0015 

0.0310 

16.87 

90 

73.13 

5.00 

3.66 

0.0015 

0.0099 

13.95 

90 

76.05 

5.00 

3.80 

0.0015 

0.0051 

13.95 

90 

76.05 

5.00 

3.80 

0.0015 

0.0176 

17.23 

90 

72.77 

5.00 

3.64 

0.0015 

0.0027 

20.34 

90 

69.66 

5.00 

3.48 

0.0015 

0.0275 

20.34 

90 

69.66 

5.00 

3.48 

0.0015 

0.0081 

14.85 

90 

75.15 

5.00 

3.76 

0.0015 

0.0088 

16.40 

80 

63.60 

5.00 

3.18 

0.0015 

0.1080 

15.16 

90 

74.84 

5.00 

3.74 

0.0015 

0.0143 

15.14 

90 

74.86 

5.00 

3.74 

0.0015 

0.0091 

18.41 

90 

71.59 

5.00 

3.58 

0.0015 

0.0142 







































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Gneisses 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses 


Gneisses 


Gneisses 


Gneisses 


Phyllite & Schist 


Gneisses 


Phyllite & Schist 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Gneisses 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Erinpura Granite 


Erinpura Granite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Gneisses 


Erinpura Granite 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bilara Limestone 


Bilara Limestone 


Jalore Granite 


Older Alluvium 


Older Alluvium 


Gneisses 


Older Alluvium 


Bilara Limestone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

19.98 

80 

60.02 

4.00 

2.40 

0.0015 

0.0075 

19.98 

90 

70.02 

5.00 

3.50 

0.0015 

0.0573 

12.97 

90 

77.03 

5.00 

3.85 

0.0015 

0.0029 

12.97 

90 

77.03 

5.00 

3.85 

0.0015 

0.0015 

18.99 

90 

71.01 

5.00 

3.55 

0.0015 

0.0060 

17.37 

90 

72.63 

5.00 

3.63 

0.0015 

0.0177 

14.96 

90 

75.04 

5.00 

3.75 

0.0015 

0.0421 

16.08 

90 

73.92 

5.00 

3.70 

0.0015 

0.0228 

17.42 

80 

62.58 

4.00 

2.50 

0.0015 

0.0019 

17.42 

80 

62.58 

4.00 

2.50 

0.0015 

0.0003 

16.60 

90 

73.40 

5.00 

3.67 

0.0015 

0.0238 

16.71 

90 

73.29 

5.00 

3.66 

0.0015 

0.0811 

16.71 

90 

73.29 

5.00 

3.66 

0.0015 

0.0614 

24.55 

90 

65.45 

15.00 

9.82 

0.0010 

0.0528 

24.55 

85 

60.45 

15.00 

9.07 

0.0015 

0.1371 

27.81 

90 

62.19 

15.00 

9.33 

0.0010 

0.0081 

27.81 

85 

57.19 

15.00 

8.58 

0.0015 

0.0559 

13.53 

90 

76.47 

5.00 

3.82 

0.0015 

0.0155 

13.53 

90 

76.47 

5.00 

3.82 

0.0015 

0.0000 

19.11 

80 

60.89 

4.00 

2.44 

0.0015 

0.0079 

19.11 

90 

70.89 

5.00 

3.54 

0.0015 

0.0006 

22.42 

90 

67.58 

5.00 

3.38 

0.0015 

0.0140 

22.42 

90 

67.58 

5.00 

3.38 

0.0015 

0.0004 

21.77 

90 

68.23 

15.00 

10.23 

0.0010 

0.2240 

21.05 

90 

68.95 

15.00 

10.34 

0.0010 

0.0647 

42.32 

90 

47.68 

5.00 

2.38 

0.0015 

0.0156 

42.32 

90 

47.68 

5.00 

2.38 

0.0015 

0.0068 

28.78 

100 

71.22 

40.00 

28.49 

0.0200 

0.2434 

48.37 

90 

41.63 

15.00 

6.24 

0.0010 

0.0198 

29.34 

100 

70.66 

40.00 

28.26 

0.0200 

1.3896 

18.34 

90 

71.66 

15.00 

10.75 

0.0010 

0.0265 

36.03 

100 

63.97 

40.00 

25.59 

0.0200 

2.1455 

36.03 

70 

33.97 

5.00 

1.70 

0.0015 

0.0191 

20.26 

90 

69.74 

15.00 

10.46 

0.0010 

0.0742 

20.26 

90 

69.74 

15.00 

10.46 

0.0010 

0.0007 

15.16 

90 

74.84 

15.00 

11.23 

0.0010 

0.0764 

15.16 

90 

74.84 

15.00 

11.23 

0.0010 

0.0768 

22.92 

90 

67.08 

5.00 

3.35 

0.0015 

0.0001 

43.10 

90 

46.90 

5.00 

2.34 

0.0015 

0.0015 

43.10 

90 

46.90 

15.00 

7.03 

0.0010 

0.0037 

25.58 

90 

64.42 

15.00 

9.66 

0.0010 

0.1156 

25.58 

85 

59.42 

15.00 

8.91 

0.0015 

0.0010 

28.06 

90 

61.94 

5.00 

3.10 

0.0015 

0.0114 

30.20 

90 

59.80 

15.00 

8.97 

0.0010 

0.0860 

24.54 

90 

65.46 

15.00 

9.82 

0.0010 

0.0006 

18.52 

90 

71.48 

15.00 

10.72 

0.0010 

0.5157 

21.97 

90 

68.03 

15.00 

10.20 

0.0010 

0.0878 

18.49 

150 

131.51 

35.00 

46.03 

0.0040 

1.6186 

22.43 

150 

127.57 

35.00 

44.65 

0.0040 

0.5660 

22.43 

100 

77.57 

35.00 

27.15 

0.0015 

0.0268 

22.43 

70 

47.57 

40.00 

19.03 

0.0200 

0.9732 

19.07 

90 

70.93 

15.00 

10.64 

0.0010 

0.0598 

26.54 

90 

63.46 

5.00 

3.17 

0.0015 

0.0539 

13.89 

100 

86.11 

40.00 

34.45 

0.0200 

8.5053 

57.38 

160 

102.62 

25.00 

25.66 

0.0040 

0.0228 





















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Tertiary Sandstone 


Phyllite & Schist 


Phyllite & Schist 


Gneisses 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Gneisses 


Gneisses 


Older Alluvium 


Phyllite & Schist 


Bilara Limestone 


Older Alluvium 


Bilara Limestone 


Older Alluvium 


Older Alluvium 


Gneisses 


Older Alluvium 


Gneisses 


Older Alluvium 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Jalore Granite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bilara Limestone 


Bilara Limestone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Gneisses 


Older Alluvium 


Older Alluvium 


Gneisses 


Older Alluvium 


Gneisses 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Bilara Limestone 


Erinpura Granite 


Older Alluvium 


Erinpura Granite 


Gneisses 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Gneisses 


Olrlor A 11 1 i\/ii im 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

57.38 

110 

52.62 

40.00 

21.05 

0.0150 

0.8746 

57.38 

150 

92.62 

25.00 

23.16 

0.0100 

2.7115 

25.25 

70 

44.75 

5.00 

2.24 

0.0015 

0.0262 

32.42 

70 

37.58 

5.00 

1.88 

0.0015 

0.0076 

31.00 

80 

49.00 

5.00 

2.45 

0.0015 

0.0037 

31.00 

100 

69.00 

40.00 

27.60 

0.0200 

1.1362 

46.29 

100 

53.71 

40.00 

21.49 

0.0200 

3.1170 

15.30 

90 

74.70 

15.00 

11.21 

0.0010 

0.0439 

15.30 

90 

74.70 

15.00 

11.21 

0.0010 

0.3525 

15.43 

80 

64.57 

5.00 

3.23 

0.0015 

0.0015 

31.42 

80 

48.58 

5.00 

2.43 

0.0015 

0.0111 

31.42 

100 

68.58 

40.00 

27.43 

0.0200 

1.9631 

31.42 

70 

38.58 

5.00 

1.93 

0.0015 

0.0123 

40.18 

90 

49.82 

10.00 

4.98 

0.0020 

0.0038 

40.18 

90 

49.82 

15.00 

7.47 

0.0010 

0.0388 

30.93 

150 

119.07 

35.00 

41.68 

0.0040 

0.1070 

30.76 

90 

59.24 

15.00 

8.89 

0.0010 

0.0153 

22.28 

90 

67.72 

15.00 

10.16 

0.0010 

0.0042 

26.64 

90 

63.36 

5.00 

3.17 

0.0015 

0.0003 

26.64 

90 

63.36 

15.00 

9.50 

0.0010 

0.0233 

26.64 

90 

63.36 

5.00 

3.17 

0.0015 

0.0015 

26.64 

90 

63.36 

15.00 

9.50 

0.0010 

0.0010 

28.68 

90 

61.32 

10.00 

6.13 

0.0020 

0.1281 

26.09 

90 

63.91 

10.00 

6.39 

0.0020 

0.0622 

22.78 

150 

127.22 

35.00 

44.53 

0.0040 

1.2728 

22.78 

100 

77.22 

35.00 

27.03 

0.0015 

0.0408 

22.78 

70 

47.22 

40.00 

18.89 

0.0200 

0.1241 

30.09 

100 

69.91 

40.00 

27.96 

0.0200 

1.1458 

32.91 

90 

57.09 

15.00 

8.56 

0.0010 

0.0387 

26.01 

90 

63.99 

10.00 

6.40 

0.0020 

0.0158 

44.60 

150 

105.40 

35.00 

36.89 

0.0040 

0.1617 

16.35 

100 

83.65 

40.00 

33.46 

0.0200 

8.6496 

16.32 

100 

83.68 

40.00 

33.47 

0.0200 

0.9356 

16.71 

100 

83.29 

40.00 

33.32 

0.0200 

1.0218 

35.79 

70 

34.21 

5.00 

1.71 

0.0015 

0.0114 

13.85 

80 

66.15 

5.00 

3.31 

0.0015 

0.0050 

13.85 

90 

76.15 

15.00 

11.42 

0.0010 

0.0072 

22.26 

90 

67.74 

15.00 

10.16 

0.0010 

0.1300 

17.66 

90 

72.34 

5.00 

3.62 

0.0015 

0.0328 

17.66 

90 

72.34 

15.00 

10.85 

0.0010 

0.0103 

18.17 

90 

71.83 

5.00 

3.59 

0.0015 

0.0024 

22.52 

70 

47.48 

40.00 

18.99 

0.0200 

0.0386 

28.50 

90 

61.50 

15.00 

9.23 

0.0010 

0.0129 

28.50 

85 

56.50 

15.00 

8.48 

0.0015 

0.0137 

32.57 

90 

57.43 

10.00 

5.74 

0.0020 

0.0509 

35.52 

90 

54.48 

5.00 

2.72 

0.0015 

0.0036 

35.52 

90 

54.48 

15.00 

8.17 

0.0010 

0.0019 

35.52 

90 

54.48 

5.00 

2.72 

0.0015 

0.0146 

35.52 

90 

54.48 

5.00 

2.72 

0.0015 

0.0044 

35.52 

90 

54.48 

15.00 

8.17 

0.0010 

0.0004 

15.06 

90 

74.94 

15.00 

11.24 

0.0010 

0.0026 

24.43 

100 

75.57 

40.00 

30.23 

0.0200 

0.5482 

29.68 

100 

70.32 

40.00 

28.13 

0.0200 

3.0116 

17.11 

80 

62.89 

5.00 

3.14 

0.0015 

0.0086 

17.11 

90 

72.89 

15.00 

10.93 

0.0010 

0.1018 




































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite & Schist 


Phyllite & Schist 


Bilara Limestone 


Older Alluvium 


Older Alluvium 


Gneisses 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Gneisses 


Older Alluvium 


Gneisses 


Bilara Limestone 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Bilara Limestone 


Bilara Limestone 


Older Alluvium 


Gneisses 


Older Alluvium 


Bilara Limestone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Gneisses 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Bilara Limestone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Bilara Limestone 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Bilara Limestone 


Gneisses 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Gneisses 


Phyllite & Schist 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

24.60 

70 

45.40 

5.00 

2.27 

0.0015 

0.0452 

24.60 

70 

45.40 

5.00 

2.27 

0.0015 

0.0257 

29.98 

150 

120.02 

35.00 

42.01 

0.0040 

1.4506 

34.45 

90 

55.55 

15.00 

8.33 

0.0010 

0.0119 

19.74 

100 

80.26 

40.00 

32.10 

0.0200 

2.0034 

23.57 

80 

56.43 

5.00 

2.82 

0.0015 

0.0028 

23.57 

90 

66.43 

15.00 

9.96 

0.0010 

0.1977 

20.31 

100 

79.69 

40.00 

31.88 

0.0200 

1.4952 

29.38 

70 

40.62 

5.00 

2.03 

0.0015 

0.0201 

16.99 

90 

73.01 

5.00 

3.65 

0.0015 

0.0256 

16.99 

90 

73.01 

15.00 

10.95 

0.0010 

0.0000 

16.99 

90 

73.01 

5.00 

3.65 

0.0015 

0.0040 

38.47 

90 

51.53 

10.00 

5.15 

0.0020 

0.2020 

32.10 

100 

67.90 

40.00 

27.16 

0.0200 

1.1050 

32.10 

70 

37.90 

5.00 

1.90 

0.0015 

0.0389 

16.43 

100 

83.57 

40.00 

33.43 

0.0200 

2.1511 

31.22 

90 

58.78 

10.00 

5.88 

0.0020 

0.0485 

26.74 

90 

63.26 

10.00 

6.33 

0.0020 

0.1402 

26.74 

90 

63.26 

15.00 

9.49 

0.0010 

0.1298 

28.78 

90 

61.22 

5.00 

3.06 

0.0015 

0.0030 

19.34 

90 

70.66 

15.00 

10.60 

0.0010 

0.0347 

29.25 

90 

60.75 

10.00 

6.08 

0.0020 

0.0676 

29.25 

90 

60.75 

15.00 

9.11 

0.0010 

0.0922 

21.94 

100 

78.06 

40.00 

31.22 

0.0200 

13.3697 

14.77 

90 

75.23 

15.00 

11.28 

0.0010 

0.1070 

20.47 

90 

69.53 

5.00 

3.48 

0.0015 

0.0284 

25.19 

80 

54.81 

5.00 

2.74 

0.0015 

0.0455 

25.19 

90 

64.81 

5.00 

3.24 

0.0015 

0.0015 

23.95 

70 

46.05 

5.00 

2.30 

0.0015 

0.0153 

23.80 

90 

66.20 

15.00 

9.93 

0.0010 

0.0488 

23.80 

90 

66.20 

15.00 

9.93 

0.0010 

0.0013 

28.49 

150 

121.51 

35.00 

42.53 

0.0040 

4.1576 

26.98 

90 

63.02 

15.00 

9.45 

0.0010 

0.0282 

24.72 

90 

65.28 

15.00 

9.79 

0.0010 

0.0168 

31.05 

100 

68.95 

40.00 

27.58 

0.0200 

0.2839 

28.26 

90 

61.74 

15.00 

9.26 

0.0010 

0.2835 

48.26 

100 

51.74 

40.00 

20.70 

0.0200 

1.5367 

49.57 

90 

40.43 

15.00 

6.06 

0.0010 

0.0001 

31.43 

100 

68.57 

40.00 

27.43 

0.0200 

0.3003 

19.76 

100 

80.24 

40.00 

32.10 

0.0200 

7.8307 

19.13 

100 

80.87 

40.00 

32.35 

0.0200 

7.4613 

31.85 

70 

38.15 

5.00 

1.91 

0.0015 

0.0117 

20.38 

150 

129.62 

35.00 

45.37 

0.0040 

0.3132 

20.38 

70 

49.62 

40.00 

19.85 

0.0200 

0.0303 

58.43 

100 

41.57 

40.00 

16.63 

0.0200 

2.0393 

28.58 

90 

61.42 

5.00 

3.07 

0.0015 

0.0026 

28.58 

90 

61.42 

5.00 

3.07 

0.0015 

0.0094 

28.05 

150 

121.95 

35.00 

42.68 

0.0040 

6.6681 

20.87 

90 

69.13 

5.00 

3.46 

0.0015 

0.0000 

30.20 

90 

59.80 

15.00 

8.97 

0.0010 

0.0563 

18.78 

100 

81.22 

40.00 

32.49 

0.0200 

2.0300 

29.83 

90 

60.17 

15.00 

9.03 

0.0010 

0.0285 

29.57 

80 

50.43 

4.00 

2.02 

0.0015 

0.0000 

29.57 

90 

60.43 

5.00 

3.02 

0.0015 

0.0278 

29.57 

90 

60.43 

5.00 

3.02 

0.0015 

0.0038 

































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Kalauna 


Kaletra 


Kalni 


Kalni Kumaran 


Kalyanpura 


Kanawas 


Kane Charanawatan 


Kanwaliya Kalan 


Kanwaliya Khurd 


Karoliya 


Katmor 


Kaya Bheela 


Keeron Ki Dhani 


Kekindara 


Khakharki 


Kharchiya 


Khariya Meethapur 


Khati Khera 


Kheendawas 


Khejarla 


Khera Deogarh 


Khera Maharajpura 


Khera Ramgarh 


Kheramolawas 


Khinawari 


Khojanagar 


Killa 


Kishan Nagar 


Kod 


Kodiya 


Kooprawas 


Kotariya 


Census Code 


0815000702010300 


0814000601842900 


0814000701862300 


0814000701861900 


0814000701864600 


0820000102390300 


0820000102390400 


0820000102389800 


0820000102389900 


0820000102396800 


0820000202404000 


0814000601842500 


0820000102396100 


0814000601840500 


0820000102389600 


0815000702013600 


0820000102392400 


0820000102397300 


0815000702009600 


0820000102394700 


0820000102398900 


0820000102394600 


0820000102389700 


0820000102395000 


0815000702006500 


0814000701865300 


0820000102392800 


0814000701862800 


0814000701861800 


0815000702010400 


0820000102397400 



Zone (Fresh 
/ Saline) 



10.39 Fresh 


8.27 Fresh 


7.53 Fresh 


14.18 Fresh 


4.79 Fresh 


5.77 Fresh 


10.24 Fresh 


9.14 Fresh 


Saline 


5.06 Fresh 


Saline 


9.11 Fresh 


10.67 Fresh 


1.81 Fresh 


6.28 Fresh 


24.48 Fresh 


23.28 Fresh 



4.82 Fresh 


23.78 Fresh 


5.37 Fresh 


4.51 Fresh 


36.51 Fresh 


8.15 Fresh 


7.99 Fresh 


4.64 Fresh 


2.21 Fresh 


5.68 Fresh 


16.49 Fresh 


12.12 Fresh 


Saline 


2.96 Fresh 


12.65 Fresh 


8.65 Fresh 


6.08 Fresh 


28.64 Fresh 



Ladwa 


Lakhasani 


0814000601841900 


0820000102393200 


20.57 Fresh 


Saline 


5.71 Fresh 


4.69 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Bilara Limestone 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Gneisses 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Tertiary Sandstone 

Non-command 

Bilara Limestone 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Bilara Limestone 

Non-command 

Older Alluvium 

Non-command 

Gneisses 

Non-command 

Jalore Granite 

Non-command 

Erinpura Granite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Bilara Limestone 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Bilara Limestone 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Bilara Limestone 

Non-command 

Gneisses 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Bilara Limestone 

Non-command 

Tertiary Sandstone 

Non-command 

Gneisses 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Bilara Limestone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

23.23 

150 

126.77 

35.00 

44.37 

0.0040 

1.8433 

14.30 

100 

85.70 

40.00 

34.28 

0.0200 

5.6675 

28.25 

70 

41.75 

5.00 

2.09 

0.0015 

0.0236 

37.61 

100 

62.39 

40.00 

24.96 

0.0200 

5.3311 

37.61 

70 

32.39 

5.00 

1.62 

0.0015 

0.0085 

28.36 

70 

41.64 

5.00 

2.08 

0.0015 

0.0131 

20.46 

90 

69.54 

15.00 

10.43 

0.0010 

0.0602 

25.04 

90 

64.96 

15.00 

9.74 

0.0010 

0.0998 

16.59 

90 

73.41 

15.00 

11.01 

0.0010 

0.0006 

16.59 

90 

73.41 

15.00 

11.01 

0.0010 

0.1001 

17.95 

90 

72.05 

15.00 

10.81 

0.0010 

0.0472 

17.95 

90 

72.05 

15.00 

10.81 

0.0010 

0.0075 

27.95 

90 

62.05 

15.00 

9.31 

0.0010 

0.0714 

27.95 

85 

57.05 

15.00 

8.56 

0.0015 

0.0013 

20.33 

90 

69.67 

15.00 

10.45 

0.0010 

0.1115 

26.11 

90 

63.89 

5.00 

3.19 

0.0015 

0.0054 

15.91 

100 

84.09 

40.00 

33.64 

0.0200 

4.2224 

21.33 

90 

68.67 

15.00 

10.30 

0.0010 

0.2522 

40.72 

110 

69.28 

40.00 

27.71 

0.0150 

2.8372 

40.72 

150 

109.28 

25.00 

27.32 

0.0100 

1.5071 

24.72 

90 

65.28 

10.00 

6.53 

0.0020 

0.1672 

24.72 

90 

65.28 

15.00 

9.79 

0.0010 

0.1185 

18.55 

90 

71.45 

15.00 

10.72 

0.0010 

0.0516 

25.83 

150 

124.17 

35.00 

43.46 

0.0040 

2.0892 

37.13 

90 

52.87 

15.00 

7.93 

0.0010 

0.0426 

31.50 

80 

48.50 

5.00 

2.43 

0.0015 

0.0164 

20.73 

100 

79.27 

35.00 

27.74 

0.0015 

0.1677 

37.55 

90 

52.45 

5.00 

2.62 

0.0015 

0.0008 

37.55 

90 

52.45 

15.00 

7.87 

0.0010 

0.0624 

32.66 

90 

57.34 

15.00 

8.60 

0.0010 

0.0012 

32.66 

85 

52.34 

15.00 

7.85 

0.0015 

0.0066 

37.26 

90 

52.74 

15.00 

7.91 

0.0010 

0.0130 

37.26 

85 

47.74 

15.00 

7.16 

0.0015 

0.0322 

18.89 

90 

71.11 

15.00 

10.67 

0.0010 

0.0236 

33.74 

90 

56.26 

15.00 

8.44 

0.0010 

0.0428 

33.74 

85 

51.26 

15.00 

7.69 

0.0015 

0.0049 

30.85 

150 

119.16 

35.00 

41.70 

0.0040 

2.7128 

18.36 

70 

51.64 

5.00 

2.58 

0.0015 

0.0078 

18.36 

70 

51.64 

5.00 

2.58 

0.0015 

0.0124 

25.54 

90 

64.46 

10.00 

6.45 

0.0020 

0.0381 

30.98 

70 

39.02 

5.00 

1.95 

0.0015 

0.0370 

32.13 

100 

67.87 

40.00 

27.15 

0.0200 

1.2730 

32.13 

70 

37.87 

5.00 

1.89 

0.0015 

0.0179 

26.55 

150 

123.45 

35.00 

43.21 

0.0040 

1.0511 

27.81 

80 

52.19 

5.00 

2.61 

0.0015 

0.1038 

27.81 

90 

62.19 

15.00 

9.33 

0.0010 

0.0187 

27.81 

90 

62.19 

5.00 

3.11 

0.0015 

0.0001 

62.80 

160 

97.20 

25.00 

24.30 

0.0040 

1.9507 

62.80 

150 

87.20 

25.00 

21.80 

0.0100 

0.0015 

31.80 

80 

48.20 

5.00 

2.41 

0.0015 

0.0326 

31.80 

90 

58.20 

15.00 

8.73 

0.0010 

0.0571 

26.47 

70 

43.53 

5.00 

2.18 

0.0015 

0.0203 

26.47 

70 

43.53 

5.00 

2.18 

0.0015 

0.0456 

15.08 

100 

84.92 

40.00 

33.97 

0.0200 

3.8811 

29.99 

90 

60.01 

10.00 

6.00 

0.0020 

0.0068 



















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Erinpura Granite 


Erinpura Granite 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Bilara Limestone 


Older Alluvium 


Older Alluvium 


Bilara Limestone 


Tertiary Sandstone 


Bilara Limestone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Bilara Limestone 


Older Alluvium 


Bilara Limestone 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Older Alluvium 


Bilara Limestone 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Gneisses 


Phyllite & Schist 


Bilara Limestone 


Older Alluvium 


Phyllite & Schist 


Bilara Limestone 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Bilara Limestone 


Tertiary Sandstone 


Bilara Limestone 


Older Alluvium 


Older Alluvium 


Bilara Limestone 


Older Alluvium 


Older Alluvium 


Dh\/llito Qrhict 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

20.72 

70 

49.28 

5.00 

2.46 

0.0015 

0.0141 

19.47 

90 

70.53 

15.00 

10.58 

0.0010 

0.1451 

19.47 

90 

70.53 

15.00 

10.58 

0.0010 

0.2820 

45.97 

90 

44.03 

5.00 

2.20 

0.0015 

0.0002 

45.97 

90 

44.03 

5.00 

2.20 

0.0015 

0.0003 

16.44 

90 

73.56 

15.00 

11.03 

0.0010 

0.0630 

16.44 

90 

73.56 

15.00 

11.03 

0.0010 

0.0278 

24.87 

90 

65.13 

5.00 

3.26 

0.0015 

0.0004 

22.23 

90 

67.77 

15.00 

10.17 

0.0010 

0.0323 

21.30 

100 

78.70 

40.00 

31.48 

0.0200 

12.6973 

26.78 

90 

63.22 

10.00 

6.32 

0.0020 

0.0285 

26.78 

90 

63.22 

15.00 

9.48 

0.0010 

0.0267 

31.07 

100 

68.93 

40.00 

27.57 

0.0200 

5.8867 

85.68 

160 

74.32 

25.00 

18.58 

0.0040 

0.0093 

85.68 

150 

64.32 

25.00 

16.08 

0.0100 

0.0578 

39.56 

90 

50.44 

10.00 

5.04 

0.0020 

0.1576 

39.56 

90 

50.44 

15.00 

7.57 

0.0010 

0.0156 

19.84 

100 

80.16 

40.00 

32.06 

0.0200 

1.6132 

28.44 

90 

61.56 

15.00 

9.23 

0.0010 

0.0769 

28.44 

85 

56.56 

15.00 

8.48 

0.0015 

0.0171 

31.72 

100 

68.28 

40.00 

27.31 

0.0200 

0.1220 

31.72 

70 

38.28 

5.00 

1.91 

0.0015 

0.0084 

19.64 

100 

80.36 

40.00 

32.14 

0.0200 

8.9062 

29.02 

90 

60.98 

5.00 

3.05 

0.0015 

0.0328 

29.02 

90 

60.98 

5.00 

3.05 

0.0015 

0.0044 

31.85 

90 

58.15 

15.00 

8.72 

0.0010 

0.0414 

32.28 

140 

107.72 

25.00 

26.93 

0.0040 

0.3357 

32.28 

100 

67.72 

40.00 

27.09 

0.0200 

5.3845 

29.40 

150 

120.60 

35.00 

42.21 

0.0040 

2.4804 

25.26 

70 

44.74 

5.00 

2.24 

0.0015 

0.0225 

25.26 

70 

44.74 

5.00 

2.24 

0.0015 

0.0084 

39.57 

90 

50.43 

5.00 

2.52 

0.0015 

0.0083 

39.57 

90 

50.43 

15.00 

7.56 

0.0010 

0.1697 

34.59 

90 

55.41 

10.00 

5.54 

0.0020 

0.1993 

34.59 

90 

55.41 

15.00 

8.31 

0.0010 

0.0455 

33.27 

70 

36.73 

5.00 

1.84 

0.0015 

0.0186 

20.96 

90 

69.04 

15.00 

10.36 

0.0010 

0.0726 

27.46 

80 

52.54 

4.00 

2.10 

0.0015 

0.0033 

27.46 

90 

62.54 

5.00 

3.13 

0.0015 

0.1200 

46.15 

150 

103.85 

35.00 

36.35 

0.0040 

0.5293 

26.53 

90 

63.47 

15.00 

9.52 

0.0010 

0.0385 

28.84 

70 

41.16 

5.00 

2.06 

0.0015 

0.0209 

26.06 

90 

63.94 

10.00 

6.39 

0.0020 

0.0304 

26.06 

90 

63.94 

15.00 

9.59 

0.0010 

0.0581 

24.69 

70 

45.31 

5.00 

2.27 

0.0015 

0.0271 

23.71 

90 

66.29 

5.00 

3.31 

0.0015 

0.0184 

65.74 

160 

94.26 

25.00 

23.57 

0.0040 

0.3643 

65.74 

150 

84.26 

25.00 

21.07 

0.0100 

0.9306 

29.42 

140 

110.58 

25.00 

27.64 

0.0040 

0.2941 

29.42 

100 

70.58 

40.00 

28.23 

0.0200 

2.5342 

26.50 

90 

63.50 

15.00 

9.52 

0.0010 

0.0192 

19.22 

150 

130.78 

35.00 

45.77 

0.0040 

0.0425 

23.31 

90 

66.69 

15.00 

10.00 

0.0010 

0.0008 

23.31 

90 

66.69 

15.00 

10.00 

0.0010 

0.0283 

27.25 

90 

62.75 

5.00 

3.14 

0.0015 

0.0000 















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Bilara Limestone 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Gneisses 


Erinpura Granite 


Gneisses 


Bilara Limestone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Bilara Limestone 


Tertiary Sandstone 


Older Alluvium 


Bilara Limestone 


Bilara Limestone 


Older Alluvium 


Bilara Limestone 


Vindhyan Sandstone 


Gneisses 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Gneisses 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Bilara Limestone 


Jalore Granite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Gneisses 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Bilara Limestone 


Phyllite & Schist 


Older Alluvium 


Bilara Limestone 


Vindhyan Sandstone 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

25.09 

90 

64.91 

10.00 

6.49 

0.0020 

0.0668 

27.97 

70 

42.03 

5.00 

2.10 

0.0015 

0.0049 

26.85 

90 

63.15 

15.00 

9.47 

0.0010 

0.1654 

26.85 

90 

63.15 

15.00 

9.47 

0.0010 

0.0054 

19.62 

90 

70.38 

5.00 

3.52 

0.0015 

0.0013 

19.62 

90 

70.38 

5.00 

3.52 

0.0015 

0.0049 

19.62 

90 

70.38 

5.00 

3.52 

0.0015 

0.0225 

30.47 

90 

59.53 

10.00 

5.95 

0.0020 

0.0006 

30.47 

90 

59.53 

15.00 

8.93 

0.0010 

0.0006 

46.01 

90 

43.99 

15.00 

6.60 

0.0010 

0.0497 

40.96 

90 

49.04 

15.00 

7.36 

0.0010 

0.0208 

40.96 

85 

44.04 

15.00 

6.61 

0.0015 

0.0151 

80.99 

160 

79.01 

25.00 

19.75 

0.0040 

0.3681 

80.99 

150 

69.01 

25.00 

17.25 

0.0100 

0.0138 

21.37 

90 

68.63 

15.00 

10.29 

0.0010 

0.0412 

21.34 

150 

128.66 

35.00 

45.03 

0.0040 

2.0985 

36.58 

90 

53.42 

10.00 

5.34 

0.0020 

0.0929 

36.58 

90 

53.42 

15.00 

8.01 

0.0010 

0.0446 

29.60 

150 

120.40 

35.00 

42.14 

0.0040 

4.4163 

29.60 

150 

120.40 

35.00 

42.14 

0.0040 

0.1020 

17.28 

80 

62.72 

5.00 

3.14 

0.0015 

0.0023 

17.28 

90 

72.72 

15.00 

10.91 

0.0010 

0.0492 

27.96 

70 

42.04 

5.00 

2.10 

0.0015 

0.0179 

22.20 

70 

47.80 

5.00 

2.39 

0.0015 

0.0008 

27.76 

80 

52.24 

4.00 

2.09 

0.0015 

0.0056 

27.76 

90 

62.24 

5.00 

3.11 

0.0015 

0.1183 

39.79 

100 

60.21 

40.00 

24.08 

0.0200 

13.4920 

24.45 

100 

75.55 

40.00 

30.22 

0.0200 

8.5316 

29.65 

100 

70.35 

40.00 

28.14 

0.0200 

6.4285 

27.95 

70 

42.06 

5.00 

2.10 

0.0015 

0.0328 

24.04 

150 

125.96 

35.00 

44.09 

0.0040 

2.3647 

24.04 

100 

75.96 

35.00 

26.59 

0.0015 

0.1135 

18.43 

100 

81.57 

40.00 

32.63 

0.0200 

5.3216 

19.43 

100 

80.57 

40.00 

32.23 

0.0200 

3.6921 

34.02 

90 

55.98 

15.00 

8.40 

0.0010 

0.0204 

34.02 

85 

50.98 

15.00 

7.65 

0.0015 

0.0018 

30.01 

70 

39.99 

5.00 

2.00 

0.0015 

0.0007 

37.95 

90 

52.05 

15.00 

7.81 

0.0010 

0.0298 

41.77 

100 

58.23 

40.00 

23.29 

0.0200 

0.7087 

34.43 

100 

65.57 

40.00 

26.23 

0.0200 

0.6315 

35.90 

100 

64.10 

40.00 

25.64 

0.0200 

2.0251 

35.90 

70 

34.10 

5.00 

1.70 

0.0015 

0.0003 

16.40 

80 

63.60 

5.00 

3.18 

0.0015 

0.0147 

16.40 

90 

73.60 

15.00 

11.04 

0.0010 

0.0007 

34.25 

70 

35.75 

5.00 

1.79 

0.0015 

0.0128 

26.50 

70 

43.50 

5.00 

2.18 

0.0015 

0.0165 

30.03 

90 

59.97 

10.00 

6.00 

0.0020 

0.2419 

32.44 

70 

37.56 

5.00 

1.88 

0.0015 

0.0333 

54.76 

100 

45.24 

40.00 

18.10 

0.0200 

0.0395 

28.16 

150 

121.84 

35.00 

42.64 

0.0040 

0.5929 

28.16 

150 

121.84 

35.00 

42.64 

0.0040 

0.3467 

33.67 

100 

66.33 

40.00 

26.53 

0.0200 

1.8981 

33.67 

70 

36.33 

5.00 

1.82 

0.0015 

0.0647 

19.11 

100 

80.89 

40.00 

32.36 

0.0200 

4.9047 

24.55 

90 

65.45 

15.00 

9.82 

0.0010 

0.0000 



















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



11008051 


Teebri 


Tehla 


Thakarwas 


Thanwala 


Tigara 


Udaliyawas 


Agolai 


Ajeet Nagar 


Balau Jati 


Balau Sansan 


Balesar Durgawatan 


Balesar Satan 


Bastawa 


Bastawa Mataji 


Bawarli 


Belwa Ranaji 


Bhaloo Jogsar 


Bhaloo Kalan 


Bhaloo Kumbaniya 


Bhaloo Ratangarh 


Bhandoo Jati 


Birai 


Chamu 


Chanchalwa 


Chauthpura 


Chimangarh 


Chirwai 


Deogarh 


Census Code 


0820000102389200 


0814000701862900 


0820000102392100 


0814000701865000 


0820000102389400 


0815000702010500 


0815000501993400 


0815000501992700 


Zone (Fresh 
/ Saline) 



0817000302153000 


0817000302152700 


0815000501984600 


0815000501989800 


0815000501982200 


0815000501982300 


0815000501992600 


0815000501981500 


0815000501978100 


0815000501978400 


0815000501978200 


0815000501978300 


0815000501989600 



Deriya 


Dewatoo 


Dhadhaniya Barda 


0815000501983500 


0815000501977900 


0815000501983200 


0815000501989900 


0815000501982700 


0815000501981900 


0815000501982100 


0815000501991500 


0815000501984500 


0815000501990600 


0815000501981700 


0815000501978800 


0815000501991600 



9.79 Fresh 


Saline 


20.36 Fresh 


13.96 Fresh 


8.56 Fresh 


29.10 Fresh 


Saline 



32.25 Fresh 


6.40 Fresh 


14.00 Fresh 


10.62 Fresh 


Saline 


35.97 Fresh 


4.65 Fresh 


20.91 Fresh 


10.48 Fresh 


21.10 Fresh 


18.99 Fresh 


Saline 


5.68 Saline 



Type of Area 

(Command / Non- Hydrogeological Unit 
command) 




Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Bilara Limestone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

22.38 

90 

67.62 

15.00 

10.14 

0.0010 

0.0246 

26.08 

70 

43.92 

5.00 

2.20 

0.0015 

0.0735 

27.81 

90 

62.19 

15.00 

9.33 

0.0010 

0.0111 

26.07 

70 

43.93 

5.00 

2.20 

0.0015 

0.1148 

26.07 

70 

43.93 

5.00 

2.20 

0.0015 

0.0063 

19.75 

90 

70.25 

15.00 

10.54 

0.0010 

0.0528 

23.47 

150 

126.53 

35.00 

44.28 

0.0040 

1.8528 

22.19 

150 

127.81 

30.00 

38.34 

0.0040 

3.4124 

14.20 

80 

65.80 

40.00 

26.32 

0.0200 

4.8783 

14.20 

150 

135.80 

30.00 

40.74 

0.0040 

0.0001 

29.61 

80 

50.39 

40.00 

20.16 

0.0200 

0.2683 

29.61 

150 

120.39 

35.00 

42.14 

0.0040 

0.0861 

29.61 

150 

120.39 

30.00 

36.12 

0.0040 

0.2812 

29.61 

100 

70.39 

30.00 

21.12 

0.0040 

0.0437 

24.98 

140 

115.02 

40.00 

46.01 

0.0150 

2.6990 

24.98 

140 

115.02 

20.00 

23.00 

0.0150 

2.0296 

31.74 

140 

108.26 

40.00 

43.30 

0.0150 

6.5691 

36.36 

140 

103.64 

40.00 

41.46 

0.0150 

0.1035 

22.15 

150 

127.85 

35.00 

44.75 

0.0040 

1.5291 

22.31 

150 

127.69 

35.00 

44.69 

0.0040 

2.7249 

22.31 

150 

127.69 

30.00 

38.31 

0.0040 

0.1145 

22.31 

100 

77.69 

30.00 

23.31 

0.0040 

1.0099 

14.64 

80 

65.36 

40.00 

26.14 

0.0200 

1.0274 

14.64 

150 

135.36 

35.00 

47.37 

0.0040 

2.4362 

14.16 

70 

55.84 

40.00 

22.33 

0.0200 

1.7073 

14.16 

150 

135.84 

35.00 

47.54 

0.0040 

0.7168 

28.47 

150 

121.53 

35.00 

42.54 

0.0040 

5.3907 

28.02 

150 

121.98 

35.00 

42.69 

0.0040 

1.0926 

12.63 

80 

67.37 

40.00 

26.95 

0.0200 

5.5416 

12.63 

150 

137.37 

35.00 

48.08 

0.0040 

0.7142 

19.91 

150 

130.09 

35.00 

45.53 

0.0040 

1.7349 

19.91 

100 

80.09 

30.00 

24.03 

0.0040 

0.1042 

25.67 

150 

124.33 

35.00 

43.52 

0.0040 

5.9126 

37.60 

150 

112.40 

35.00 

39.34 

0.0040 

0.2076 

29.05 

150 

120.95 

35.00 

42.33 

0.0040 

0.6393 

37.81 

150 

112.19 

35.00 

39.26 

0.0040 

0.1029 

32.61 

150 

117.39 

35.00 

41.09 

0.0040 

0.6165 

32.40 

80 

47.60 

40.00 

19.04 

0.0200 

0.3615 

32.40 

80 

47.60 

30.00 

14.28 

0.0200 

2.5226 

13.07 

150 

136.93 

30.00 

41.08 

0.0040 

0.4958 

13.07 

100 

86.93 

30.00 

26.08 

0.0040 

0.2776 

25.72 

150 

124.28 

35.00 

43.50 

0.0040 

1.5870 

35.34 

150 

114.66 

35.00 

40.13 

0.0040 

4.4108 

22.68 

150 

127.32 

35.00 

44.56 

0.0040 

0.9497 

15.73 

100 

84.27 

30.00 

25.28 

0.0040 

0.4402 

26.05 

150 

123.95 

35.00 

43.38 

0.0040 

0.0046 

42.04 

150 

107.96 

35.00 

37.78 

0.0040 

0.0000 

28.04 

150 

121.96 

35.00 

42.69 

0.0040 

1.3994 

19.31 

150 

130.69 

30.00 

39.21 

0.0040 

1.0577 

18.77 

150 

131.23 

35.00 

45.93 

0.0040 

0.6087 

18.77 

100 

81.23 

30.00 

24.37 

0.0040 

0.4844 

22.16 

150 

127.84 

30.00 

38.35 

0.0040 

0.6264 

29.72 

150 

120.28 

35.00 

42.10 

0.0040 

3.6286 

42.26 

150 

107.74 

35.00 

37.71 

0.0040 

0.0200 

14.21 

150 

135.79 

30.00 

40.74 

0.0040 

0.9442 





























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Dhadhaniya Bhayla 


Dhadhaniya Sasan 


Dheerpura 


Digari 


Doli Nerwa 


Doodabera 


Doodinagar 


Dugar 


Gajnawas 


Gangawas 


Ghantiyala 


Ghudiyala 


Godasar 


Godelai 


Gopalsar 


Gudiyasar 


Hapanada 


Hari Nagar 


Hariyana 


Harmatnagar 


Harwant Nagar 


Islamnagar 


Jalam Nagar 


Jasti 


Jeejniyala Govinda 


Jeeyaberi 


Jhinjhaniyala 


Jiyabera 


Kalawatsar 


Kanasar 


Ketoo Hema 


Ketoo Kalan 


Khari Beri 


Khetasar 


Konari 


Korna 


Kui Inda 


Kui Jodha 


Lunaopura 


Census Code 


0815000501991200 


0815000501990400 


0815000501981200 


0815000201940400 


0815000201940700 


0815000501990200 


0815000501993500 


0815000501993300 


0815000501992400 


0817000302153900 


0815000401957500 


0815000501983900 


0815000501991100 


0815000501977500 


0815000501982400 


0815000501990800 


0817000302153100 


0815000501991300 


0815000501992000 


0815000501990500 


0815000501984000 


0815000501983300 


0815000501990300 


0817000302153500 


0815000501983600 


0815000501992100 


0815000501982600 


0815000501984100 


0817000302152500 


0815000501983700 


0815000501981300 


0815000501981400 


0815000501990000 


0815000501990700 


0815000501992200 


0817000302153700 


0815000501984700 


0815000501984800 


0815000501992300 



Zone (Fresh 
/ Saline) 


13.36 Saline 


1.31 Saline 


25.29 Fresh 


14.31 Fresh 


11.33 Fresh 


16.30 Fresh 


Saline 





10.85 Fresh 


6.97 Fresh 


Saline 


41.02 Saline 


7.61 Fresh 


Saline 


7.16 Fresh 


4.11 Fresh 


8.78 Fresh 


16.50 Fresh 


9.07 Saline 


4.08 Saline 


15.87 Fresh 


Saline 


30.45 Saline 


15.64 Fresh 


38.96 Fresh 


8.56 Fresh 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

22.61 

150 

127.39 

30.00 

38.22 

0.0040 

2.0427 

18.04 

150 

131.96 

30.00 

39.59 

0.0040 

0.2076 

30.96 

150 

119.04 

35.00 

41.66 

0.0040 

0.0914 

33.44 

150 

116.56 

35.00 

40.80 

0.0040 

0.2562 

16.40 

150 

133.60 

35.00 

46.76 

0.0040 

0.0427 

23.19 

80 

56.81 

40.00 

22.72 

0.0200 

0.2234 

23.19 

150 

126.81 

30.00 

38.04 

0.0040 

2.4028 

23.19 

100 

76.81 

30.00 

23.04 

0.0040 

0.0015 

23.54 

150 

126.46 

30.00 

37.94 

0.0040 

1.0715 

19.82 

150 

130.18 

30.00 

39.05 

0.0040 

0.4560 

17.54 

150 

132.46 

35.00 

46.36 

0.0040 

1.5909 

31.91 

140 

108.09 

20.00 

21.62 

0.0150 

6.3307 

15.33 

70 

54.67 

40.00 

21.87 

0.0200 

2.8185 

22.11 

150 

127.89 

35.00 

44.76 

0.0040 

1.6315 

22.11 

100 

77.89 

30.00 

23.37 

0.0040 

0.1085 

23.29 

150 

126.71 

30.00 

38.01 

0.0040 

1.0620 

39.00 

150 

111.00 

35.00 

38.85 

0.0040 

2.4519 

26.79 

150 

123.21 

35.00 

43.12 

0.0040 

2.6065 

20.06 

150 

129.94 

30.00 

38.98 

0.0040 

0.3680 

26.07 

140 

113.93 

20.00 

22.79 

0.0150 

1.5681 

22.58 

150 

127.42 

30.00 

38.23 

0.0040 

0.5160 

17.80 

150 

132.20 

30.00 

39.66 

0.0040 

0.6562 

22.47 

150 

127.53 

30.00 

38.26 

0.0040 

0.5771 

18.79 

100 

81.21 

30.00 

24.36 

0.0040 

0.5020 

19.63 

150 

130.37 

35.00 

45.63 

0.0040 

0.1660 

13.63 

150 

136.37 

30.00 

40.91 

0.0040 

1.0230 

24.67 

140 

115.33 

20.00 

23.07 

0.0150 

12.3520 

24.24 

150 

125.76 

35.00 

44.02 

0.0040 

1.9562 

20.88 

150 

129.12 

35.00 

45.19 

0.0040 

0.9086 

20.88 

150 

129.12 

30.00 

38.73 

0.0040 

0.6872 

20.88 

100 

79.12 

30.00 

23.73 

0.0040 

0.8463 

25.26 

150 

124.74 

35.00 

43.66 

0.0040 

1.8848 

19.56 

150 

130.44 

35.00 

45.66 

0.0040 

0.0422 

19.56 

100 

80.44 

30.00 

24.13 

0.0040 

0.6505 

10.81 

150 

139.19 

30.00 

41.76 

0.0040 

2.0023 

10.81 

100 

89.19 

30.00 

26.76 

0.0040 

3.1076 

27.18 

140 

112.82 

40.00 

45.13 

0.0150 

3.4309 

27.18 

140 

112.82 

20.00 

22.56 

0.0150 

0.6899 

28.42 

140 

111.58 

40.00 

44.63 

0.0150 

0.0018 

25.71 

150 

124.29 

35.00 

43.50 

0.0040 

0.4411 

26.15 

150 

123.85 

35.00 

43.35 

0.0040 

0.4691 

27.51 

150 

122.49 

35.00 

42.87 

0.0040 

0.1504 

13.09 

150 

136.91 

30.00 

41.07 

0.0040 

0.3118 

13.09 

100 

86.91 

30.00 

26.07 

0.0040 

0.7479 

24.69 

150 

125.31 

30.00 

37.59 

0.0040 

0.6135 

16.45 

80 

63.55 

40.00 

25.42 

0.0200 

0.6299 

16.45 

150 

133.55 

30.00 

40.07 

0.0040 

2.3378 

16.45 

100 

83.55 

30.00 

25.07 

0.0040 

0.0047 

27.49 

140 

112.51 

20.00 

22.50 

0.0150 

4.1038 

23.37 

150 

126.63 

35.00 

44.32 

0.0040 

2.7719 

25.11 

150 

124.89 

35.00 

43.71 

0.0040 

5.5194 

17.23 

80 

62.77 

40.00 

25.11 

0.0200 

0.8035 

17.23 

150 

132.77 

35.00 

46.47 

0.0040 

1.0655 

17.23 

150 

132.77 

30.00 

39.83 

0.0040 

0.1151 

17.23 

100 

82.77 

30.00 

24.83 

0.0040 

0.0498 

































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



11008052 


Narayan Nagar 


Nimbon Ka Gaon 


Paboo Nagar 


Paliwal Nagar 


Panchla Khurd 


Panditon Ka Bas 


Prahladpura 


Rajabandh 


Rajgarh 


Rajsagar 


Ramdeo Nagar 


Ramnagar 


Rawalgarh 


Rawatsar 


Rorwa Kalan 


Rorwa Khurd 


Santora Kalan 


Santora Khurd 


Surani 


Suweri Sansan 


Teekamgarh 


Thoombli 


Tibaniya 


Tolesar Charnan 


Tolesar Purohitan 


Udaisar 


Utambar 


Vijainagar 


Akthali 


Alakhdara 


Anganwa 


Anwana 


Asanda 


Baithwasiya 


Balakua 


Bana Ka Bas 


Banar 


Baori 


Baran Kalan 


Baran Khurd 


Basni Bedan 


Basni Danwara 


Census Code 


0815000501981600 


0815000501991900 


0815000501990900 


0815000501982500 


0815000501981800 


0815000501991000 


0815000201940000 


0815000501977600 


0815000501977700 


0815000501982800 


0815000501984200 


0815000501977800 


0817000302153400 


0815000501983100 


0815000501984400 


0815000501983400 


0817000302153200 


0817000302153300 


0815000201940600 


0815000201940500 


0815000501993700 


0815000501983800 


0815000501991400 


0817000302152400 


0817000302152000 


0815000501992800 


0815000501992900 


0815000501991700 


0815000501983000 


0815000501982900 


0815000401967400 


0815000401965900 


0815000401961100 


0815000201943300 


0815000301946400 


0815000201937100 


0815000401961300 


0815000201943200 


0815000401966800 


0815000301947800 


0815000201938800 


0815000201938700 


0815000401965800 


0815000201942000 



Zone (Fresh 
/ Saline) 


19.32 Fresh 


4.77 Saline 


26.43 Fresh 


6.99 Fresh 


59.29 Fresh 


12.95 Fresh 


Saline 


68.14 Fresh 


15.33 Fresh 


25.83 Fresh 


4.60 Saline 


21.76 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Jalore Granite 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Bilara Limestone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Jalore Granite 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Jalore Granite 

Non-command 

Jalore Granite 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Jalore Granite 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

28.96 

150 

121.04 

35.00 

42.36 

0.0040 

3.0761 

17.66 

150 

132.34 

30.00 

39.70 

0.0040 

0.2427 

17.66 

100 

82.34 

30.00 

24.70 

0.0040 

0.3205 

21.81 

150 

128.19 

30.00 

38.46 

0.0040 

0.8917 

22.90 

150 

127.10 

35.00 

44.49 

0.0040 

2.3248 

33.53 

150 

116.47 

35.00 

40.76 

0.0040 

0.8759 

22.40 

150 

127.60 

30.00 

38.28 

0.0040 

0.5607 

43.08 

150 

106.92 

35.00 

37.42 

0.0040 

0.0022 

40.62 

150 

109.38 

35.00 

38.28 

0.0040 

0.0907 

40.90 

150 

109.10 

35.00 

38.18 

0.0040 

0.1279 

26.03 

150 

123.97 

35.00 

43.39 

0.0040 

0.0095 

14.91 

150 

135.10 

35.00 

47.28 

0.0040 

0.8871 

14.91 

100 

85.10 

30.00 

25.53 

0.0040 

0.6121 

38.73 

150 

111.27 

35.00 

38.94 

0.0040 

0.8195 

27.12 

140 

112.88 

20.00 

22.58 

0.0150 

2.7138 

21.19 

150 

128.81 

35.00 

45.08 

0.0040 

0.9472 

20.42 

150 

129.58 

35.00 

45.35 

0.0040 

1.5453 

24.98 

150 

125.02 

35.00 

43.76 

0.0040 

0.7861 

23.44 

140 

116.56 

20.00 

23.31 

0.0150 

2.1171 

26.80 

140 

113.20 

40.00 

45.28 

0.0150 

3.1814 

26.80 

140 

113.20 

20.00 

22.64 

0.0150 

2.9837 

15.88 

150 

134.12 

35.00 

46.94 

0.0040 

0.7771 

20.89 

150 

129.11 

35.00 

45.19 

0.0040 

2.7776 

28.86 

150 

121.14 

30.00 

36.34 

0.0040 

0.0123 

21.93 

150 

128.07 

35.00 

44.83 

0.0040 

1.9450 

21.93 

100 

78.07 

30.00 

23.42 

0.0040 

0.0006 

21.42 

150 

128.58 

30.00 

38.57 

0.0040 

1.0022 

29.27 

140 

110.73 

40.00 

44.29 

0.0150 

0.0448 

29.27 

140 

110.73 

20.00 

22.15 

0.0150 

0.0252 

28.61 

140 

111.39 

20.00 

22.28 

0.0150 

0.9042 

14.65 

80 

65.35 

40.00 

26.14 

0.0200 

1.9992 

14.65 

150 

135.35 

30.00 

40.61 

0.0040 

0.0144 

16.39 

150 

133.61 

30.00 

40.08 

0.0040 

0.9736 

17.77 

150 

132.23 

30.00 

39.67 

0.0040 

5.0072 

24.95 

150 

125.05 

35.00 

43.77 

0.0040 

1.7148 

27.19 

150 

122.81 

35.00 

42.98 

0.0040 

0.2895 

20.28 

100 

79.72 

35.00 

27.90 

0.0015 

0.0612 

11.40 

150 

138.60 

35.00 

48.51 

0.0040 

0.0335 

11.40 

100 

88.60 

30.00 

26.58 

0.0040 

0.6822 

8.75 

150 

141.25 

35.00 

49.44 

0.0040 

2.0746 

42.54 

200 

157.46 

35.00 

55.11 

0.0040 

6.7233 

58.18 

150 

91.82 

35.00 

32.14 

0.0040 

0.0157 

58.18 

170 

111.82 

35.00 

39.14 

0.0040 

0.0002 

64.50 

150 

85.50 

35.00 

29.93 

0.0040 

2.4640 

14.23 

100 

85.77 

35.00 

30.02 

0.0015 

0.2347 

14.23 

150 

135.77 

35.00 

47.52 

0.0040 

0.2094 

42.32 

200 

157.68 

35.00 

55.19 

0.0040 

10.5086 

7.16 

100 

92.84 

35.00 

32.49 

0.0015 

0.5614 

7.16 

70 

62.84 

30.00 

18.85 

0.0015 

0.0404 

38.01 

200 

161.99 

35.00 

56.70 

0.0040 

9.1466 

55.24 

200 

144.76 

35.00 

50.67 

0.0040 

0.4204 

63.70 

200 

136.30 

35.00 

47.70 

0.0040 

0.2137 

11.04 

70 

58.96 

30.00 

17.69 

0.0015 

0.0361 

11.04 

100 

88.96 

30.00 

26.69 

0.0040 

0.3455 

42.22 

200 

157.78 

35.00 

55.22 

0.0040 

2.6999 














































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Basni Nikooban 


Basni Patan 


Bawarla 


Begriya 


Bhabhuon Ki Dhani 


Bhakhron Ki Dhani 


Bhari Nagar 


Bhat Koriya 


Bhawad 


Bora Was 


Borvi Kalan 


Chantaliya 


Daijar 


Daikara 


Danwara 


Deoliya 


Desooriya Vishnoiya 


Dhunariya 


Dhundhara 


Doliya 


Gangani 



Gujrawas Khurd 


Gura Vishnoiyan 


Jajiwal Bhandariya 


Jajiwal Bhatiyan 


Jajiwal Brahmana 


Jajiwal Dhandhala 


Jajiwal Gehlota 


Jajiwal Jakharan 


Jajiwal Kakrala 


Jajiwal Kalan 


Jajiwal Kutri 


Jajiwal Vishnoiyan 


Jaleli Champawatan 


Jaleli Faujdaran 


Jhalamand 


Jheepasani 


Jodhpur (M Cl) 


Census Code 


0815000401965700 


0815000301948200 


0815000401967700 


0815000201938900 


0815000201937200 


0815000201937400 


0815000201943000 


0815000301948100 


0815000201945100 


0815000401960800 


0815000301951200 


0815000301946300 


0815000401961800 


0815000401959200 


0815000201942100 


0815000401967800 


0815000401961700 


0815000201939100 


0815000201939000 


0815000401968100 


0815000301951000 


0815000401961000 


0815000401960600 


0815000401960100 


0815000401960900 


0815000401960500 


0815000401960200 


0815000401960700 


0815000401960400 


0815000401967100 


0815000401966900 


0815000401967200 


0815000401968000 


0815000401967900 


0815000401965300 


0815000401958900 


0815000441502000 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Saline 

Non-command 

Jalore Granite 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Jalore Granite 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Jalore Granite 


5.68 Fresh 


22.08 Fresh 



13.20 Fresh 


9.25 Fresh 




12.92 Fresh 


29.47 Fresh 


Saline 


81.84 Fresh 


Saline 


94.30 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Vindhyan Sandstone 


Jalore Granite 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Jalore Granite 


Vindhyan Sandstone 


Jalore Granite 


Jalore Granite 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Jalore Granite 


Jalore Granite 


Vindhyan Sandstone 


Jalore Granite 


Vindhyan Sandstone 


Jalore Granite 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Older Alluvium 


Vindhyan Sandstone 


Jalore Granite 


Older Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.10 

70 

58.90 

30.00 

17.67 

0.0015 

0.0710 

33.72 

200 

166.28 

35.00 

58.20 

0.0040 

1.9779 

17.67 

100 

82.33 

35.00 

28.81 

0.0015 

0.0531 

42.29 

150 

107.71 

35.00 

37.70 

0.0040 

1.6502 

51.94 

150 

98.06 

35.00 

34.32 

0.0040 

4.1447 

68.81 

150 

81.19 

35.00 

28.42 

0.0040 

0.1677 

72.30 

200 

127.70 

35.00 

44.70 

0.0040 

0.1738 

34.03 

200 

165.97 

35.00 

58.09 

0.0040 

1.0777 

36.76 

200 

163.24 

35.00 

57.13 

0.0040 

5.0711 

11.95 

100 

88.05 

35.00 

30.82 

0.0015 

0.1846 

11.95 

150 

138.05 

35.00 

48.32 

0.0040 

0.0380 

19.04 

70 

50.96 

35.00 

17.84 

0.0015 

0.0738 

61.06 

175 

113.94 

35.00 

39.88 

0.0040 

0.0007 

61.06 

200 

138.94 

35.00 

48.63 

0.0040 

0.9386 

16.38 

150 

133.62 

35.00 

46.77 

0.0040 

0.1414 

18.18 

100 

81.82 

35.00 

28.64 

0.0015 

0.8952 

43.71 

200 

156.29 

35.00 

54.70 

0.0040 

1.8094 

7.93 

100 

92.07 

35.00 

32.22 

0.0015 

0.2508 

7.93 

70 

62.07 

30.00 

18.62 

0.0015 

0.0417 

14.57 

150 

135.43 

35.00 

47.40 

0.0040 

0.5070 

41.27 

150 

108.73 

35.00 

38.06 

0.0040 

2.1336 

38.98 

150 

111.02 

35.00 

38.86 

0.0040 

0.5338 

14.01 

100 

85.99 

30.00 

25.80 

0.0015 

0.0081 

19.10 

70 

50.90 

35.00 

17.82 

0.0015 

0.3593 

19.10 

200 

180.90 

35.00 

63.32 

0.0040 

0.5864 

16.80 

100 

83.20 

35.00 

29.12 

0.0015 

0.0706 

16.80 

150 

133.20 

35.00 

46.62 

0.0040 

0.9406 

7.39 

100 

92.61 

35.00 

32.41 

0.0015 

0.2735 

7.39 

150 

142.61 

35.00 

49.91 

0.0040 

0.7235 

11.56 

80 

68.44 

40.00 

27.38 

0.0200 

0.0053 

11.56 

60 

48.44 

30.00 

14.53 

0.0150 

0.0132 

15.42 

100 

84.58 

35.00 

29.60 

0.0015 

0.0477 

17.18 

100 

82.82 

35.00 

28.99 

0.0015 

0.3952 

14.19 

100 

85.81 

35.00 

30.03 

0.0015 

0.1430 

15.42 

100 

84.58 

35.00 

29.60 

0.0015 

0.0074 

15.94 

100 

84.06 

35.00 

29.42 

0.0015 

0.3821 

15.03 

100 

84.97 

35.00 

29.74 

0.0015 

0.1755 

16.14 

100 

83.86 

35.00 

29.35 

0.0015 

0.1918 

13.81 

100 

86.19 

35.00 

30.17 

0.0015 

0.7772 

13.66 

100 

86.34 

35.00 

30.22 

0.0015 

0.3996 

15.96 

100 

84.04 

35.00 

29.41 

0.0015 

0.4120 

13.83 

70 

56.17 

30.00 

16.85 

0.0015 

0.0023 

12.44 

70 

57.56 

30.00 

17.27 

0.0015 

0.0162 

9.57 

80 

70.43 

40.00 

28.17 

0.0200 

2.9653 

9.57 

150 

140.43 

35.00 

49.15 

0.0040 

0.4458 

9.57 

100 

90.43 

30.00 

27.13 

0.0015 

0.0155 

9.57 

60 

50.43 

30.00 

15.13 

0.0150 

1.0989 

9.57 

150 

140.43 

30.00 

42.13 

0.0040 

0.1921 

16.92 

150 

133.08 

35.00 

46.58 

0.0040 

0.6183 

17.53 

70 

52.47 

40.00 

20.99 

0.0200 

4.5240 

17.53 

150 

132.47 

35.00 

46.36 

0.0040 

3.2794 

17.53 

100 

82.47 

30.00 

24.74 

0.0040 

0.0045 

17.53 

150 

132.47 

35.00 

46.36 

0.0040 

12.7262 

17.53 

100 

82.47 

30.00 

24.74 

0.0040 

1.0566 

17.53 

70 

52.47 

40.00 

20.99 

0.0200 

2.1607 






























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Jalore Granite 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Jalore Granite 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Jalore Granite 


Vindhyan Sandstone 


Jalore Granite 


Vindhyan Sandstone 


Vindhyan Sandstone 


Jalore Granite 


Vindhyan Sandstone 


Vindhyan Sandstone 


Jalore Granite 


Jalore Granite 


Vindhyan Sandstone 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Vindhyan Sandstone 


Jalore Granite 


Vindhyan Sandstone 


Jalore Granite 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Jalore Granite 


Older Alluvium 


Vindhyan Sandstone 


Jalore Granite 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

17.53 

150 

132.47 

35.00 

46.36 

0.0040 

2.7376 

26.64 

200 

173.36 

35.00 

60.68 

0.0040 

1.9875 

46.60 

200 

153.40 

35.00 

53.69 

0.0040 

3.8677 

44.77 

200 

155.23 

35.00 

54.33 

0.0040 

5.7215 

48.98 

200 

151.02 

35.00 

52.86 

0.0040 

3.2628 

16.47 

150 

133.53 

35.00 

46.73 

0.0040 

0.0979 

41.82 

200 

158.18 

35.00 

55.36 

0.0040 

5.4754 

40.90 

200 

159.10 

35.00 

55.69 

0.0040 

3.6612 

42.09 

150 

107.91 

35.00 

37.77 

0.0040 

6.3263 

9.20 

70 

60.80 

30.00 

18.24 

0.0015 

0.0740 

9.20 

100 

90.80 

30.00 

27.24 

0.0040 

0.0515 

38.99 

200 

161.01 

35.00 

56.35 

0.0040 

5.1815 

38.11 

200 

161.89 

35.00 

56.66 

0.0040 

5.9561 

34.55 

200 

165.45 

35.00 

57.91 

0.0040 

3.4080 

5.07 

100 

94.93 

35.00 

33.22 

0.0015 

0.1397 

5.07 

150 

144.93 

35.00 

50.72 

0.0040 

0.8497 

69.43 

150 

80.57 

35.00 

28.20 

0.0040 

1.0926 

87.35 

150 

62.65 

35.00 

21.93 

0.0040 

0.0903 

96.80 

150 

53.20 

35.00 

18.62 

0.0040 

0.0585 

6.40 

80 

73.60 

40.00 

29.44 

0.0200 

1.0525 

39.57 

200 

160.43 

35.00 

56.15 

0.0040 

4.0639 

34.91 

200 

165.09 

35.00 

57.78 

0.0040 

4.9860 

15.72 

100 

84.28 

35.00 

29.50 

0.0015 

0.0460 

15.72 

150 

134.28 

35.00 

47.00 

0.0040 

0.3593 

19.63 

70 

50.37 

35.00 

17.63 

0.0015 

0.0453 

31.74 

200 

168.26 

35.00 

58.89 

0.0040 

0.8270 

75.49 

150 

74.51 

35.00 

26.08 

0.0040 

0.0190 

23.14 

70 

46.86 

35.00 

16.40 

0.0015 

0.0407 

23.14 

200 

176.86 

35.00 

61.90 

0.0040 

0.6536 

39.19 

170 

130.81 

35.00 

45.78 

0.0040 

1.1209 

6.76 

100 

93.24 

35.00 

32.63 

0.0015 

0.0234 

6.76 

70 

63.24 

30.00 

18.97 

0.0015 

0.2472 

56.02 

200 

143.98 

35.00 

50.39 

0.0040 

0.9275 

6.19 

100 

93.81 

35.00 

32.83 

0.0015 

0.2197 

6.19 

70 

63.81 

30.00 

19.14 

0.0015 

0.2036 

5.09 

100 

94.91 

35.00 

33.22 

0.0015 

0.1739 

5.09 

150 

144.91 

35.00 

50.72 

0.0040 

0.6214 

5.09 

70 

64.91 

30.00 

19.47 

0.0015 

0.0001 

5.09 

100 

94.91 

30.00 

28.47 

0.0040 

0.0308 

18.38 

70 

51.62 

35.00 

18.07 

0.0015 

0.0466 

31.47 

200 

168.53 

35.00 

58.98 

0.0040 

3.2766 

37.57 

150 

112.43 

35.00 

39.35 

0.0040 

4.2933 

66.70 

150 

83.30 

35.00 

29.15 

0.0040 

1.2542 

56.55 

150 

93.45 

35.00 

32.71 

0.0040 

0.2301 

17.44 

150 

132.56 

35.00 

46.40 

0.0040 

0.0019 

42.20 

150 

107.80 

35.00 

37.73 

0.0040 

0.0028 

42.20 

170 

127.80 

35.00 

44.73 

0.0040 

0.0503 

72.01 

150 

77.99 

35.00 

27.30 

0.0040 

0.1739 

11.54 

100 

88.46 

30.00 

26.54 

0.0015 

0.2031 

11.54 

60 

48.46 

30.00 

14.54 

0.0150 

0.3231 

11.54 

150 

138.46 

30.00 

41.54 

0.0040 

0.1241 

11.73 

100 

88.27 

30.00 

26.48 

0.0015 

0.0003 

41.19 

200 

158.81 

35.00 

55.58 

0.0040 

1.9084 

42.98 

200 

157.02 

35.00 

54.96 

0.0040 

1.3529 

59.74 

150 

90.26 

35.00 

31.59 

0.0040 

0.2673 

































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone (Fresh 
/ Saline) 



11008053 


Soder Ki Dhani 


Sooraj Basni 


Surpura 


Surpura Kalan 


Thabukra 


Thob 


Todiyana 


Uchiyarda 


Ujaliya 


Ummednagar 


Vinayakpura 


Vishnoiyon Ki Dhani 


Abasar 


Abhaygarh 


Asarlai 


Baghthal 


Bapunagar 


Beniwalon Ki Dhani 


Bhom Sagar 


Bhurajgarh 


Biramdeogarh 


Chaba 


Chandsar 


Chatarpura 


Chordiya 


Dade Ki Beri 


Dasaniyan 


Dechoo 


Deorajgarh 


Dholasar 


Doongra Nada 


Gajsinghpura 


Jagram Ki Dhani 


Jaitsar 


Jasoron Ki Beri 


Jethaniya 


Jhiponiyon Ki Dhani 


Kalathal 


Kankolgarh 


Kanodiya Purohitan 


Karaliya 


Kerala 


0815000401966400 


0815000401967300 


0815000401961200 


0815000301951100 


0815000401959100 


0815000201937300 


0815000301947400 


0815000401966100 


0815000201944900 


0815000201945000 


0815000201945200 


0815000401967000 


0816000202066300 


0815000501979700 


0815000501974000 


0817000202116800 


0815000501979900 


0817000202119000 


0815000501986300 


0816000202065900 


0815000501976700 


0815000501986200 


0815000501975900 


0815000501980300 


0815000501976200 


0815000501974900 


0815000501974800 


0815000501973900 


0815000501980600 


0815000501974100 


0817000202118100 


0815000501986400 


0817000202119100 


0815000501975700 


0817000202117800 


0815000501974300 


0817000202118000 


0817000302146400 


0817000202116900 


0815000501973800 


0817000202117700 


0815000501980100 


2.77 Saline 


7.29 Fresh 


13.03 Fresh 


3.62 


23.93 


35.63 


15.85 


9.40 


9.64 


46.00 


25.40 


7.33 


10.27 


13.06 


31.43 


11.02 


13.43 


4.23 


37.50 


14.78 


18.03 


103.41 


12.97 


37.02 


22.64 


7.69 


31.98 



Kharda Charnan 


Khetsagar 


Khetsingh Nagar 


Khiyasariya 


Khokhar 


0817000202117400 


0815000501974200 


0815000501976600 


0815000501976500 


0817000202116600 


8.11 Saline 


2.71 Fresh 


6.48 Fresh 


17.86 Fresh 


6.64 Saline 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Jalore Granite 

Non-command 

Vindhyan Sandstone 

Non-command 

Jalore Granite 

Non-command 

Jalore Granite 

Non-command 

Jalore Granite 

Non-command 

Vindhyan Sandstone 

Non-command 

Jalore Granite 

Non-command 

Jalore Granite 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Jalore Granite 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Jalore Granite 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Tertiary Sandstone 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

6.71 

70 

63.29 

30.00 

18.99 

0.0015 

0.0907 

6.71 

100 

93.29 

30.00 

27.99 

0.0040 

0.5409 

7.66 

70 

62.34 

30.00 

18.70 

0.0015 

0.0773 

18.97 

100 

81.03 

35.00 

28.36 

0.0015 

0.2293 

12.19 

100 

87.81 

35.00 

30.73 

0.0015 

0.0619 

12.19 

150 

137.81 

35.00 

48.23 

0.0040 

2.2486 

18.23 

70 

51.77 

35.00 

18.12 

0.0015 

0.0273 

17.57 

100 

82.43 

35.00 

28.85 

0.0015 

0.9986 

60.68 

150 

89.32 

35.00 

31.26 

0.0040 

3.6228 

35.95 

170 

134.05 

35.00 

46.92 

0.0040 

1.5203 

8.46 

70 

61.54 

30.00 

18.46 

0.0015 

0.2522 

24.91 

200 

175.09 

35.00 

61.28 

0.0040 

1.6503 

58.30 

200 

141.70 

35.00 

49.60 

0.0040 

2.4388 

27.23 

200 

172.77 

35.00 

60.47 

0.0040 

6.1298 

7.48 

100 

92.52 

35.00 

32.38 

0.0015 

0.3562 

29.74 

90 

60.26 

30.00 

18.08 

0.0200 

3.5911 

37.34 

150 

112.66 

35.00 

39.43 

0.0040 

0.4862 

49.13 

150 

100.87 

35.00 

35.30 

0.0040 

1.1134 

31.83 

140 

108.17 

30.00 

32.45 

0.0150 

1.7126 

38.13 

150 

111.87 

35.00 

39.16 

0.0040 

1.2002 

12.08 

140 

127.92 

30.00 

38.37 

0.0150 

2.2169 

32.01 

80 

47.99 

30.00 

14.40 

0.0200 

10.3842 

25.59 

90 

64.41 

30.00 

19.32 

0.0200 

2.0775 

41.86 

150 

108.14 

35.00 

37.85 

0.0040 

0.5855 

33.36 

80 

46.64 

30.00 

13.99 

0.0200 

20.0996 

33.69 

150 

116.31 

35.00 

40.71 

0.0040 

2.1113 

31.03 

80 

48.97 

30.00 

14.69 

0.0200 

10.0873 

38.59 

150 

111.41 

35.00 

38.99 

0.0040 

3.5241 

27.38 

150 

122.62 

30.00 

36.79 

0.0040 

0.5687 

30.62 

150 

119.38 

35.00 

41.78 

0.0040 

2.2892 

30.62 

80 

49.38 

30.00 

14.81 

0.0200 

0.4099 

30.62 

150 

119.38 

30.00 

35.81 

0.0040 

1.5531 

51.97 

150 

98.03 

35.00 

34.31 

0.0040 

0.7325 

39.16 

80 

40.84 

40.00 

16.34 

0.0200 

0.1122 

42.97 

150 

107.03 

35.00 

37.46 

0.0040 

0.0052 

28.83 

140 

111.17 

30.00 

33.35 

0.0150 

1.8449 

33.91 

80 

46.09 

30.00 

13.83 

0.0200 

0.2837 

10.44 

140 

129.56 

30.00 

38.87 

0.0150 

0.7924 

34.38 

150 

115.62 

35.00 

40.47 

0.0040 

2.1616 

24.31 

140 

115.69 

30.00 

34.71 

0.0150 

0.9819 

34.47 

150 

115.53 

35.00 

40.44 

0.0040 

1.7311 

18.77 

140 

121.23 

30.00 

36.37 

0.0150 

0.7849 

34.56 

140 

105.44 

20.00 

21.09 

0.0150 

0.7313 

32.76 

140 

107.24 

30.00 

32.17 

0.0150 

3.5490 

45.97 

150 

104.03 

35.00 

36.41 

0.0040 

1.2565 

31.34 

140 

108.66 

30.00 

32.60 

0.0150 

0.3549 

37.95 

80 

42.05 

40.00 

16.82 

0.0200 

1.8570 

37.95 

80 

42.05 

30.00 

12.62 

0.0200 

0.5686 

14.42 

140 

125.58 

30.00 

37.67 

0.0150 

1.6053 

14.42 

140 

125.58 

15.00 

18.84 

0.0100 

0.0507 

11.09 

140 

128.91 

30.00 

38.67 

0.0150 

0.1824 

35.61 

150 

114.39 

35.00 

40.04 

0.0040 

0.4333 

42.93 

150 

107.07 

35.00 

37.48 

0.0040 

0.9530 

43.58 

150 

106.42 

35.00 

37.25 

0.0040 

2.6608 

30.43 

140 

109.57 

30.00 

32.87 

0.0150 

2.2389 





























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



11008054 


Kumpaliya 


Lawaran 


Lumbansar 


Mahadeo Ka Mandir 


Mahingpura 


Malasar 


Narsinghpura 


Nayabera 


Paboosar 


Padampura 


Parbatsar 


Pareu 


Peeroni Saiyon Ki Dhani 


Pooniyon Ki Beri 


Prabhupura 


Pratapgarh 


Premsar 


Pugaliya 


Raidhanpura 


Rawatsar 


Sagat Sagar 


Santosh Nathpura 


Santoshnagar 


Setrawa 


Shivsagar 


Shivsar 


Simar Khiya 


Sohanpura 


Somesar 


Suwaliya 


Tanasar 


Amarji Ki Dhani 


Beri Nadi 


Bheekhorai Nai 


Bhomoniyon Ki Dhani 


Chak Neemba Ki Dhani 


Chak Santara 


Charnet 


Deluon Ki Dhani 


Census Code 


0817000202117000 


0817000202117100 


0816000202066600 


0815000501975400 


0817000202118200 


0815000501976900 


0815000501980400 


0817000202117900 


0817000202116500 


0817000202117500 


0815000501980200 


0815000501976400 


0815000501975200 


0816000202065700 


0816000202066200 


0817000202118900 


0817000202118600 


0817000202118800 


0816000202065800 


0815000501976100 


0815000501975600 


0815000501975800 


0815000501975300 


0815000501975100 


0815000501976300 


0815000501974700 


0815000501975000 


0815000501979800 


0815000501976000 


0815000501976800 


0817000202117600 


0816000202065400 


0815000501975500 


0815000501980500 


0816000202066000 


0817000202114800 


0817000202114400 


0816000202063300 


0817000202115200 


0817000202104000 


0817000202121100 


0817000202104400 


0817000202115700 



Zone (Fresh 
/ Saline) 


21.13 Saline 


13.25 Saline 



25.11 Saline 


10.69 Fresh 




17.45 Fresh 


14.23 Saline 


48.55 Saline 


4.80 Saline 


4.48 Saline 


3.87 Saline 


5.68 Saline 


8.40 Saline 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Tertiary Sandstone 

Non-command 

Older Alluvium 

Non-command 

Tertiary Sandstone 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Rhyolite 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Rhyolite 

Non-command 

Tertiary Sandstone 

Non-command 

Rhyolite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

30.36 

140 

109.64 

30.00 

32.89 

0.0150 

6.8677 

21.02 

140 

118.98 

30.00 

35.69 

0.0150 

6.6601 

21.02 

140 

118.98 

15.00 

17.85 

0.0100 

0.0832 

20.45 

140 

119.55 

30.00 

35.87 

0.0150 

1.4398 

20.45 

140 

119.55 

15.00 

17.93 

0.0100 

0.1051 

30.37 

90 

59.63 

30.00 

17.89 

0.0200 

6.6982 

35.72 

80 

44.28 

40.00 

17.71 

0.0200 

0.4352 

35.72 

150 

114.28 

35.00 

40.00 

0.0040 

0.6718 

35.72 

80 

44.28 

30.00 

13.28 

0.0200 

1.3464 

35.72 

150 

114.28 

30.00 

34.28 

0.0040 

0.0270 

27.25 

140 

112.75 

30.00 

33.83 

0.0150 

0.1346 

43.57 

150 

106.43 

35.00 

37.25 

0.0040 

0.5029 

36.38 

80 

43.62 

30.00 

13.09 

0.0200 

3.0535 

16.82 

140 

123.18 

30.00 

36.95 

0.0150 

2.8308 

27.12 

140 

112.88 

30.00 

33.86 

0.0150 

4.5674 

14.79 

140 

125.21 

30.00 

37.56 

0.0150 

2.6481 

36.47 

80 

43.53 

30.00 

13.06 

0.0200 

4.4734 

45.17 

150 

104.83 

35.00 

36.69 

0.0040 

1.3091 

29.63 

80 

50.37 

30.00 

15.11 

0.0200 

3.9645 

29.63 

150 

120.37 

30.00 

36.11 

0.0040 

0.0812 

38.98 

80 

41.02 

40.00 

16.41 

0.0200 

1.4606 

38.98 

150 

111.02 

35.00 

38.86 

0.0040 

1.0181 

23.39 

90 

66.61 

30.00 

19.98 

0.0200 

0.0051 

31.54 

90 

58.46 

30.00 

17.54 

0.0200 

1.6952 

12.42 

140 

127.58 

30.00 

38.27 

0.0150 

6.3379 

13.52 

140 

126.48 

30.00 

37.94 

0.0150 

0.3849 

10.90 

140 

129.10 

30.00 

38.73 

0.0150 

0.0594 

26.27 

90 

63.73 

30.00 

19.12 

0.0200 

3.3819 

34.14 

150 

115.86 

35.00 

40.55 

0.0040 

1.7585 

35.21 

150 

114.79 

35.00 

40.18 

0.0040 

2.8727 

32.63 

150 

117.37 

35.00 

41.08 

0.0040 

0.8720 

33.40 

80 

46.60 

30.00 

13.98 

0.0200 

0.4217 

24.95 

80 

55.05 

30.00 

16.52 

0.0200 

0.0074 

37.81 

150 

112.19 

35.00 

39.27 

0.0040 

0.5087 

30.97 

150 

119.03 

35.00 

41.66 

0.0040 

0.4054 

25.50 

80 

54.50 

30.00 

16.35 

0.0200 

0.2136 

25.50 

150 

124.50 

30.00 

37.35 

0.0040 

0.4086 

35.62 

150 

114.38 

35.00 

40.03 

0.0040 

3.9444 

39.05 

150 

110.95 

35.00 

38.83 

0.0040 

0.5305 

43.19 

150 

106.81 

35.00 

37.38 

0.0040 

0.0828 

20.71 

140 

119.29 

30.00 

35.79 

0.0150 

12.1369 

17.70 

90 

72.30 

30.00 

21.69 

0.0200 

0.0104 

35.14 

150 

114.86 

35.00 

40.20 

0.0040 

2.5658 

36.73 

80 

43.27 

30.00 

12.98 

0.0200 

0.0709 

17.30 

90 

72.71 

30.00 

21.81 

0.0200 

0.2011 

25.87 

100 

74.13 

5.00 

3.71 

0.0015 

0.0025 

25.87 

140 

114.13 

15.00 

17.12 

0.0100 

0.5432 

25.76 

140 

114.24 

15.00 

17.14 

0.0100 

2.4380 

24.59 

120 

95.42 

20.00 

19.08 

0.0040 

0.5828 

24.59 

230 

205.42 

25.00 

51.35 

0.0200 

5.2850 

25.05 

140 

114.95 

15.00 

17.24 

0.0100 

0.8282 

24.96 

140 

115.04 

15.00 

17.26 

0.0100 

0.7734 

22.06 

100 

77.94 

5.00 

3.90 

0.0015 

0.0000 

27.64 

140 

112.36 

15.00 

16.85 

0.0100 

0.9567 

18.47 

100 

81.53 

5.00 

4.08 

0.0015 

0.0080 













































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Tertiary Sandstone 


Rhyolite 


Tertiary Sandstone 


Tertiary Sandstone 


Rhyolite 


Rhyolite 


Rhyolite 


Rhyolite 


Jurassic Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Rhyolite 


Tertiary Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Rhyolite 


Tertiary Sandstone 


Rhyolite 


Tertiary Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Rhyolite 


Tertiary Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Rhyolite 


Tertiary Sandstone 


Rhyolite 


Rhyolite 


Tertiary Sandstone 


Rhyolite 


Tertiary Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Rhyolite 


Tertiary Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Rhyolite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

18.47 

140 

121.53 

15.00 

18.23 

0.0100 

0.6105 

26.09 

100 

73.91 

5.00 

3.70 

0.0015 

0.0273 

27.66 

140 

112.34 

15.00 

16.85 

0.0100 

1.1624 

27.64 

140 

112.36 

15.00 

16.85 

0.0100 

0.9000 

32.18 

100 

67.82 

5.00 

3.39 

0.0015 

0.0111 

10.76 

100 

89.24 

5.00 

4.46 

0.0015 

0.0100 

33.48 

100 

66.52 

5.00 

3.33 

0.0015 

0.0026 

11.74 

100 

88.26 

5.00 

4.41 

0.0015 

0.0432 

53.58 

140 

86.42 

20.00 

17.28 

0.0200 

0.4621 

20.87 

140 

119.13 

15.00 

17.87 

0.0100 

0.0001 

57.53 

140 

82.47 

20.00 

16.49 

0.0200 

16.0893 

57.53 

140 

82.47 

10.00 

8.25 

0.0100 

1.2453 

41.69 

125 

83.31 

20.00 

16.66 

0.0200 

0.0148 

41.69 

125 

83.31 

10.00 

8.33 

0.0200 

0.5980 

41.69 

140 

98.31 

15.00 

14.75 

0.0100 

0.3304 

22.74 

140 

117.26 

15.00 

17.59 

0.0100 

0.8137 

16.49 

140 

123.51 

15.00 

18.53 

0.0100 

0.0090 

28.25 

100 

71.75 

5.00 

3.59 

0.0015 

0.0000 

34.65 

140 

105.35 

15.00 

15.80 

0.0100 

0.4696 

36.59 

125 

88.41 

10.00 

8.84 

0.0200 

1.3034 

36.59 

140 

103.41 

15.00 

15.51 

0.0100 

3.6339 

33.10 

140 

106.90 

15.00 

16.04 

0.0100 

0.6509 

15.55 

140 

124.45 

15.00 

18.67 

0.0100 

0.6788 

29.60 

140 

110.40 

15.00 

16.56 

0.0100 

1.0055 

25.53 

140 

114.47 

15.00 

17.17 

0.0100 

2.2560 

27.41 

140 

112.59 

15.00 

16.89 

0.0100 

0.3647 

44.14 

120 

75.86 

20.00 

15.17 

0.0040 

0.8383 

24.58 

140 

115.42 

15.00 

17.31 

0.0100 

1.6572 

25.36 

100 

74.64 

5.00 

3.73 

0.0015 

0.0004 

25.36 

140 

114.64 

15.00 

17.20 

0.0100 

0.7752 

32.95 

100 

67.05 

5.00 

3.35 

0.0015 

0.0133 

24.73 

140 

115.27 

15.00 

17.29 

0.0100 

0.8935 

37.27 

125 

87.73 

10.00 

8.77 

0.0200 

0.0618 

37.27 

140 

102.73 

15.00 

15.41 

0.0100 

1.2681 

23.60 

100 

76.40 

5.00 

3.82 

0.0015 

0.0197 

23.60 

140 

116.40 

15.00 

17.46 

0.0100 

0.9105 

61.73 

120 

58.27 

25.00 

14.57 

0.0040 

0.0010 

61.73 

120 

58.27 

20.00 

11.65 

0.0040 

0.2187 

18.13 

140 

121.87 

15.00 

18.28 

0.0100 

0.5200 

29.86 

100 

70.14 

5.00 

3.51 

0.0015 

0.0190 

21.79 

140 

118.21 

15.00 

17.73 

0.0100 

0.8532 

11.05 

100 

88.95 

5.00 

4.45 

0.0015 

0.0326 

25.76 

100 

74.24 

5.00 

3.71 

0.0015 

0.0072 

25.76 

140 

114.24 

15.00 

17.14 

0.0100 

0.6020 

27.31 

100 

72.69 

5.00 

3.63 

0.0015 

0.0347 

27.31 

140 

112.69 

15.00 

16.90 

0.0100 

0.0772 

63.62 

140 

76.38 

20.00 

15.28 

0.0200 

0.0995 

63.62 

140 

76.38 

10.00 

7.64 

0.0100 

0.0000 

21.67 

100 

78.33 

5.00 

3.92 

0.0015 

0.0074 

25.06 

140 

114.94 

15.00 

17.24 

0.0100 

0.6423 

40.93 

125 

84.07 

20.00 

16.81 

0.0200 

0.0312 

40.93 

125 

84.07 

10.00 

8.41 

0.0200 

0.6578 

40.93 

140 

99.07 

15.00 

14.86 

0.0100 

0.7711 

9.31 

100 

90.69 

5.00 

4.53 

0.0015 

0.0024 

23.50 

100 

76.50 

5.00 

3.82 

0.0015 

0.0147 































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



11008055 


Sawau Moolraj 


Sawau Padamsingh 


Shivpura 


Shyampura 


Siyagon Ki Dhani 


Sujoniyon Ki Dhani 


Suntala 


Sutharon Ki Dhani 


Udramaniyon Ki Dhani 


Utarani 


Ajeet Nagar 


Araba Chauhanan 


Arawa Purohitan 


Arawa Unda 


Bambor Darjiyan 


Bankiyawas Kalan 


Bankiyawas Khurd 


Bara Kotecha 


Bari 


Basni Bhatiyan 


Beroo 


Bhagoniyon Ki Dhani 


Bhagtasani 


Bhatelai Charnan 


Bhopji Ki Dhani 


Bujhawar 


Chandrai 


Chaukhan 


Chawanda 


Dedipa Nada 


Deoriya 


Dhawa-i 


Census Code 


0817000202104300 


0817000202114500 


0817000202119800 


0817000202120000 


0817000202104100 


0817000202103000 


0817000202115300 


0817000202115500 


0817000202115000 


0817000202121200 


0815000501992700 


0817000302155400 


0817000302156700 


0817000302156500 


0815000401963500 


0817000302156300 


0817000302155600 


0815000201941200 


0815000201941100 


0815000201940900 


0815000401958000 


0817000302155500 


0815000401962900 


0815000501993000 


0817000302154400 


0815000601993900 


0817000302154100 


0815000401964800 


0815000401957700 


0815000401957900 


0817000302155700 


0815000601997700 


0815000201940400 



Zone (Fresh 
/ Saline) 


10.00 Saline 


4.05 Saline 


2.83 Saline 


6.05 Saline 


4.44 Saline 


8.46 Saline 


4.02 Saline 


8.03 Saline 


7.81 Saline 


9.42 Saline 


23.98 Fresh 


9.96 Saline 


1.65 Saline 


3.89 Saline 


15.47 Fresh 



Saline 


11.81 Saline 


12.79 Saline 


32.44 Fresh 


15.09 Fresh 


1.34 Fresh 




27.34 Fresh 


4.44 Saline 


1.84 Fresh 


1.79 Fresh 


Saline 


12.32 Saline 


9.08 Saline 


15.62 Fresh 


3.07 Saline 


27.46 Fresh 


16.23 Fresh 



7.80 Fresh 


5.35 Saline 


41.45 Fresh 


Saline 


14.31 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Rhyolite 

Non-command 

Rhyolite 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Rhyolite 

Non-command 

Tertiary Sandstone 

Non-command 

Rhyolite 

Non-command 

Older Alluvium 

Non-command 

Rhyolite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Rhyolite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Rhyolite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Rhyolite 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

25.58 

140 

114.42 

15.00 

17.16 

0.0100 

1.7160 

25.25 

140 

114.75 

15.00 

17.21 

0.0100 

0.6969 

14.79 

100 

85.21 

5.00 

4.26 

0.0015 

0.0179 

16.65 

100 

83.35 

5.00 

4.17 

0.0015 

0.0318 

25.35 

140 

114.65 

15.00 

17.20 

0.0100 

0.7644 

27.19 

140 

112.81 

15.00 

16.92 

0.0100 

1.4317 

25.07 

140 

114.93 

15.00 

17.24 

0.0100 

0.6928 

24.11 

140 

115.89 

15.00 

17.38 

0.0100 

1.3590 

26.27 

100 

73.73 

5.00 

3.69 

0.0015 

0.0356 

26.27 

140 

113.73 

15.00 

17.06 

0.0100 

0.2251 

6.20 

100 

93.80 

5.00 

4.69 

0.0015 

0.0040 

14.20 

80 

65.80 

40.00 

26.32 

0.0200 

4.5303 

14.20 

100 

85.80 

35.00 

30.03 

0.0015 

0.2751 

29.00 

140 

111.00 

20.00 

22.20 

0.0150 

3.1184 

26.50 

140 

113.50 

20.00 

22.70 

0.0150 

0.0014 

26.86 

140 

113.14 

20.00 

22.63 

0.0150 

0.9904 

17.15 

70 

52.85 

40.00 

21.14 

0.0200 

0.5152 

17.15 

100 

82.85 

35.00 

29.00 

0.0015 

0.6055 

17.15 

70 

52.85 

30.00 

15.86 

0.0200 

0.1048 

22.85 

70 

47.15 

40.00 

18.86 

0.0200 

1.2985 

22.85 

100 

77.15 

35.00 

27.00 

0.0015 

0.1245 

22.85 

70 

47.15 

30.00 

14.15 

0.0200 

0.0155 

31.05 

140 

108.95 

20.00 

21.79 

0.0150 

0.6341 

33.93 

140 

106.07 

20.00 

21.21 

0.0150 

2.8799 

76.67 

150 

73.33 

35.00 

25.67 

0.0040 

0.2786 

79.15 

150 

70.85 

35.00 

24.80 

0.0040 

1.0246 

12.36 

70 

57.64 

40.00 

23.05 

0.0200 

0.6051 

12.36 

150 

137.64 

35.00 

48.17 

0.0040 

0.0062 

14.16 

70 

55.84 

40.00 

22.33 

0.0200 

1.4347 

14.16 

150 

135.84 

35.00 

47.54 

0.0040 

0.1654 

29.93 

80 

50.07 

40.00 

20.03 

0.0200 

1.4443 

29.93 

100 

70.07 

35.00 

24.52 

0.0015 

0.2054 

33.89 

150 

116.11 

35.00 

40.64 

0.0040 

4.4384 

27.77 

140 

112.23 

20.00 

22.45 

0.0150 

1.3958 

25.56 

150 

124.44 

35.00 

43.55 

0.0040 

0.3203 

15.80 

80 

64.20 

40.00 

25.68 

0.0200 

0.1225 

15.80 

150 

134.20 

30.00 

40.26 

0.0040 

0.2498 

22.35 

150 

127.65 

30.00 

38.29 

0.0040 

1.8687 

22.35 

100 

77.65 

30.00 

23.29 

0.0040 

0.0115 

31.33 

140 

108.67 

20.00 

21.73 

0.0150 

2.9593 

39.88 

80 

40.12 

40.00 

16.05 

0.0200 

3.4891 

39.88 

150 

110.12 

35.00 

38.54 

0.0040 

0.5639 

36.43 

140 

103.57 

20.00 

20.71 

0.0150 

0.9334 

28.59 

150 

121.41 

35.00 

42.49 

0.0040 

1.3099 

12.71 

70 

57.29 

40.00 

22.92 

0.0200 

5.5267 

12.71 

150 

137.29 

35.00 

48.05 

0.0040 

0.7914 

31.54 

60 

28.46 

30.00 

8.54 

0.0150 

2.3568 

31.54 

150 

118.46 

30.00 

35.54 

0.0040 

0.4635 

29.60 

70 

40.40 

40.00 

16.16 

0.0200 

1.2673 

29.60 

150 

120.40 

35.00 

42.14 

0.0040 

0.0427 

24.28 

150 

125.72 

35.00 

44.00 

0.0040 

1.3729 

36.66 

140 

103.34 

20.00 

20.67 

0.0150 

0.0154 

23.82 

80 

56.18 

40.00 

22.47 

0.0200 

2.2906 

23.82 

60 

36.18 

30.00 

10.86 

0.0150 

1.0080 

33.44 

150 

116.56 

35.00 

40.80 

0.0040 

0.5205 























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Doli 


Doli Kalan 


Doli Khurd 


Doli Nerwa 


Doli Rajguro 


Doodinagar 


Dugar 


Gangawas 


Ghantiyala 


Godawas 


Godawas Kalan 


Gulab Sagar 


Gwalnada 


Haliyan 


Hem Nagar 


Indroka 


Jakharo Ki Dhani 


Janadesar 


Jeloo 


Jhanwar 


Jogiyasani 


Kapoorari 


Karani 


Kheepali Khera 


Khejara Nara 


Korna 


Legon Ki Dhani 


Lordi Daijagra 


Lordi Doliya 


Census Code 


0815000601994000 


0817000302155100 


0817000302155300 


0815000201940700 


0817000302156800 


0815000501993500 


0815000501993300 


0817000302153900 


0815000401957500 


0817000302154900 


0817000302155000 


0815000601996100 


0817000302155200 


0817000302154800 


0815000401963900 


0815000401958200 


0815000401962300 


0815000601996300 


0815000201940300 


0815000601996000 


0815000601997200 


0817000302154000 


0815000401964000 


0817000302154200 


0815000601996400 


0817000302153700 


0815000401963400 


Zone (Fresh 
/ Saline) 



17.79 Saline 


11.95 Saline 


8.03 Fresh 


Saline 


24.00 Saline 


6.30 Saline 


2.83 Fresh 



30.50 Fresh 


10.46 Fresh 


9.07 Fresh 


Saline 


32.91 Fresh 


68.54 Fresh 


5.50 Fresh 


Saline 


17.26 Fresh 



4.03 Saline 


9.39 Fresh 



3.14 Saline 


8.51 Fresh 



30.45 Saline 


10.38 Fresh 



0815000401964200 


4.96 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Rhyolite 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Rhyolite 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Rhyolite 

Non-command 

Rhyolite 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Rhyolite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Rhyolite 

Non-command 

Older Alluvium 

Non-command 

Rhyolite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Rhyolite 

Non-command 

Older Alluvium 

Non-command 

Rhyolite 

Non-command 

Older Alluvium 

Non-command 

Rhyolite 

Non-command 

Rhyolite 

Non-command 

Vindhyan Sandstone 

Non-command 

Rhyolite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

46.17 

80 

33.83 

40.00 

13.53 

0.0200 

1.9248 

28.62 

140 

111.38 

20.00 

22.28 

0.0150 

4.1817 

27.59 

140 

112.41 

20.00 

22.48 

0.0150 

3.0805 

16.40 

150 

133.60 

35.00 

46.76 

0.0040 

2.0768 

27.62 

140 

112.38 

20.00 

22.48 

0.0150 

0.3653 

23.54 

150 

126.46 

30.00 

37.94 

0.0040 

0.4144 

19.82 

150 

130.18 

30.00 

39.05 

0.0040 

2.1834 

31.91 

140 

108.09 

20.00 

21.62 

0.0150 

1.9025 

15.33 

70 

54.67 

40.00 

21.87 

0.0200 

3.0083 

15.33 

150 

134.67 

35.00 

47.13 

0.0040 

0.7509 

28.80 

140 

111.20 

20.00 

22.24 

0.0150 

5.9356 

28.65 

140 

111.35 

20.00 

22.27 

0.0150 

3.9930 

32.06 

80 

47.94 

40.00 

19.17 

0.0200 

0.7345 

32.06 

60 

27.94 

30.00 

8.38 

0.0150 

0.7683 

30.36 

140 

109.64 

20.00 

21.93 

0.0150 

7.8939 

30.03 

140 

109.97 

20.00 

21.99 

0.0150 

2.0792 

34.27 

100 

65.73 

35.00 

23.01 

0.0015 

0.0868 

34.27 

150 

115.73 

35.00 

40.51 

0.0040 

0.0508 

35.52 

80 

44.48 

40.00 

17.79 

0.0200 

0.1194 

35.52 

60 

24.48 

30.00 

7.34 

0.0150 

1.5411 

35.52 

150 

114.48 

30.00 

34.34 

0.0040 

1.7221 

83.00 

150 

67.00 

35.00 

23.45 

0.0040 

0.6411 

22.99 

150 

127.01 

35.00 

44.46 

0.0040 

0.4044 

36.23 

80 

43.77 

40.00 

17.51 

0.0200 

3.0579 

36.23 

60 

23.77 

30.00 

7.13 

0.0150 

0.0363 

42.39 

150 

107.61 

35.00 

37.66 

0.0040 

0.0218 

39.89 

80 

40.11 

40.00 

16.04 

0.0200 

21.9876 

29.98 

80 

50.02 

40.00 

20.01 

0.0200 

1.6430 

29.98 

60 

30.02 

30.00 

9.00 

0.0150 

0.1877 

40.15 

70 

29.85 

40.00 

11.94 

0.0200 

1.6010 

40.15 

100 

59.85 

35.00 

20.95 

0.0015 

0.1768 

40.15 

70 

29.85 

30.00 

8.96 

0.0200 

0.5352 

40.15 

100 

59.85 

30.00 

17.96 

0.0040 

0.1395 

35.95 

140 

104.05 

20.00 

20.81 

0.0150 

1.2285 

44.62 

70 

25.38 

40.00 

10.15 

0.0200 

0.0832 

44.62 

100 

55.38 

35.00 

19.38 

0.0015 

0.2611 

28.37 

100 

71.63 

35.00 

25.07 

0.0015 

0.0375 

28.37 

150 

121.63 

35.00 

42.57 

0.0040 

8.3283 

31.21 

80 

48.79 

40.00 

19.51 

0.0200 

0.2230 

31.21 

100 

68.79 

35.00 

24.08 

0.0015 

0.1521 

34.84 

140 

105.16 

20.00 

21.03 

0.0150 

0.9916 

41.16 

80 

38.84 

40.00 

15.54 

0.0200 

2.5105 

41.16 

100 

58.84 

35.00 

20.59 

0.0015 

0.0133 

34.97 

80 

45.03 

40.00 

18.01 

0.0200 

0.6241 

34.97 

100 

65.03 

35.00 

22.76 

0.0015 

0.1808 

27.49 

140 

112.51 

20.00 

22.50 

0.0150 

6.1750 

22.31 

70 

47.69 

40.00 

19.08 

0.0200 

0.1493 

22.31 

100 

77.69 

35.00 

27.19 

0.0015 

0.4074 

31.78 

80 

48.22 

40.00 

19.29 

0.0200 

3.6514 

31.78 

100 

68.22 

35.00 

23.88 

0.0015 

0.0099 

27.88 

80 

52.12 

40.00 

20.85 

0.0200 

0.1731 

27.88 

100 

72.12 

35.00 

25.24 

0.0015 

0.0307 

36.57 

100 

63.43 

35.00 

22.20 

0.0015 

0.4813 

36.57 

150 

113.43 

35.00 

39.70 

0.0040 

0.0566 

43.32 

100 

56.68 

35.00 

19.84 

0.0015 

0.1476 











































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Vindhyan Sandstone 


Vindhyan Sandstone 


Rhyolite 


Vindhyan Sandstone 


Older Alluvium 


Rhyolite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Rhyolite 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Rhyolite 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Rhyolite 


Older Alluvium 


Rhyolite 


Vindhyan Sandstone 


Rhyolite 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Rhyolite 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Rhyolite 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

30.73 

150 

119.27 

35.00 

41.74 

0.0040 

1.8089 

35.16 

150 

114.84 

35.00 

40.19 

0.0040 

2.0748 

28.26 

100 

71.74 

35.00 

25.11 

0.0015 

0.1474 

28.26 

150 

121.74 

35.00 

42.61 

0.0040 

0.0849 

42.41 

80 

37.59 

40.00 

15.04 

0.0200 

4.4002 

42.41 

100 

57.59 

35.00 

20.16 

0.0015 

0.0453 

42.41 

60 

17.59 

30.00 

5.28 

0.0150 

0.0352 

25.27 

60 

34.74 

30.00 

10.42 

0.0150 

2.3176 

28.03 

60 

31.97 

30.00 

9.59 

0.0150 

1.4967 

24.14 

100 

75.86 

35.00 

26.55 

0.0015 

0.0538 

24.14 

150 

125.86 

35.00 

44.05 

0.0040 

2.8731 

34.25 

140 

105.75 

20.00 

21.15 

0.0150 

6.2074 

25.71 

80 

54.29 

40.00 

21.72 

0.0200 

0.4078 

25.71 

150 

124.29 

30.00 

37.29 

0.0040 

0.7596 

25.71 

100 

74.29 

30.00 

22.29 

0.0040 

0.0111 

41.54 

70 

28.46 

40.00 

11.38 

0.0200 

0.5148 

41.54 

100 

58.46 

35.00 

20.46 

0.0015 

0.0099 

41.54 

150 

108.46 

35.00 

37.96 

0.0040 

0.0011 

49.75 

150 

100.25 

35.00 

35.09 

0.0040 

0.8805 

11.10 

70 

58.90 

40.00 

23.56 

0.0200 

0.5315 

11.10 

150 

138.90 

35.00 

48.61 

0.0040 

0.3920 

25.47 

140 

114.53 

20.00 

22.91 

0.0150 

0.1553 

34.39 

80 

45.61 

40.00 

18.24 

0.0200 

1.3910 

34.39 

60 

25.61 

30.00 

7.68 

0.0150 

0.2258 

35.62 

140 

104.38 

20.00 

20.88 

0.0150 

1.8435 

30.72 

140 

109.28 

20.00 

21.86 

0.0150 

8.4692 

30.72 

140 

109.28 

25.00 

27.32 

0.0040 

0.0000 

32.16 

140 

107.84 

20.00 

21.57 

0.0150 

1.2515 

29.90 

80 

50.10 

40.00 

20.04 

0.0200 

0.1426 

29.90 

60 

30.10 

30.00 

9.03 

0.0150 

0.9300 

39.83 

70 

30.17 

40.00 

12.07 

0.0200 

0.0658 

39.83 

100 

60.17 

35.00 

21.06 

0.0015 

0.3134 

24.25 

70 

45.75 

40.00 

18.30 

0.0200 

0.1340 

24.25 

100 

75.75 

35.00 

26.51 

0.0015 

0.1496 

24.25 

150 

125.75 

35.00 

44.01 

0.0040 

1.8873 

30.80 

100 

69.20 

35.00 

24.22 

0.0015 

0.0664 

29.92 

60 

30.08 

30.00 

9.02 

0.0150 

2.2361 

34.72 

60 

25.28 

30.00 

7.58 

0.0150 

0.4067 

34.72 

150 

115.28 

30.00 

34.58 

0.0040 

3.1246 

28.91 

80 

51.09 

40.00 

20.44 

0.0200 

2.3381 

28.91 

60 

31.09 

30.00 

9.33 

0.0150 

0.4900 

27.76 

100 

72.24 

35.00 

25.28 

0.0015 

0.0239 

27.76 

150 

122.24 

35.00 

42.78 

0.0040 

1.0180 

23.86 

70 

46.14 

40.00 

18.46 

0.0200 

0.6536 

23.86 

150 

126.14 

35.00 

44.15 

0.0040 

0.2063 

22.15 

70 

47.85 

40.00 

19.14 

0.0200 

0.0776 

22.15 

100 

77.85 

35.00 

27.25 

0.0015 

0.0456 

22.15 

150 

127.85 

35.00 

44.75 

0.0040 

1.9695 

17.93 

70 

52.07 

40.00 

20.83 

0.0200 

5.0285 

17.93 

150 

132.07 

35.00 

46.22 

0.0040 

4.4971 

20.89 

70 

49.11 

40.00 

19.65 

0.0200 

0.2081 

20.89 

150 

129.11 

35.00 

45.19 

0.0040 

0.8968 

32.48 

150 

117.52 

35.00 

41.13 

0.0040 

0.7845 

30.49 

140 

109.51 

20.00 

21.90 

0.0150 

5.0962 

30.49 

140 

109.51 

25.00 

27.38 

0.0040 

0.0000 























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone (Fresh 
/ Saline) 



Vishnu Nagar 


Wariyon Ki Dhani 


11008056 Amarpura(Kali Kankar) 


Anakar 


Ateetmand 


Badiya Loomba 


Balai Khera 


Baral (Jawaja) 


Bariya Nanga 


Bassi (Jawaja) 


Bhagwanpura (Jawaja) 


Bhainsapa 


Bhairoon Khera(Dhola Danta) 


Bhartawa 


Bhooriya Khera Kalan 


Bhopal Garh 


Bichchhu Chaura 


Biyan Khera 


Boonti Salar 


Borwa 


Chiliyabar 


Deokhera 


Dewata 


Dhawli 


Dhola Danta-ll 


Dholadanta-I 


Durgawas 


Gazipura 


Gohana 


Hathan Khera 


Hathoon 


0815000501993600 


0817000302153800 


0821000402523100 


0821000402529000 


0821000402522500 


0821000402523800 


0821000402525800 


0821000402527600 


0821000402526700 


0821000402523700 


0821000402528400 


0821000402523400 


0821000402520400 


0825000102959200 


0821000402529300 


0825000102957000 


0821000402519800 


0821000402527700 


0821000402525100 


0825000102956100 


0821000402527800 


0821000402526100 


0821000402528800 


0821000402527000 


0821000402524500 


0821000402520100 


0821000402519900 


0821000402524800 


0821000402522700 


0821000402529100 


0825000102957200 


Saline 


6.32 Saline 


4.38 Saline 


1.55 Fresh 


3.22 Fresh 


4.25 Fresh 


1.99 Fresh 


4.17 Fresh 


5.07 Fresh 


1.11 Fresh 


1.79 Fresh 


2.08 Fresh 


0.47 Fresh 


0.88 Fresh 




2.01 Fresh 


1.70 Fresh 



Himmatpura 


Jagpura 


Jaitgarh (Bamniya) 


0821000402523300 


0821000402529200 


0821000402526500 


1.19 Fresh 


1.07 Fresh 


2.55 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Rhyolite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Rhyolite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Rhyolite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Gneisses 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

22.14 

150 

127.86 

35.00 

44.75 

0.0040 

0.7355 

28.86 

150 

121.14 

30.00 

36.34 

0.0040 

3.9956 

28.86 

100 

71.14 

30.00 

21.34 

0.0040 

0.4357 

14.65 

80 

65.35 

40.00 

26.14 

0.0200 

1.1085 

14.65 

100 

85.35 

35.00 

29.87 

0.0015 

0.0109 

14.65 

150 

135.35 

30.00 

40.61 

0.0040 

0.0001 

16.39 

80 

63.61 

40.00 

25.44 

0.0200 

1.1840 

16.39 

100 

83.61 

35.00 

29.26 

0.0015 

0.0065 

16.39 

150 

133.61 

30.00 

40.08 

0.0040 

1.3883 

30.18 

80 

49.82 

40.00 

19.93 

0.0200 

3.2810 

30.18 

100 

69.82 

35.00 

24.44 

0.0015 

0.0035 

30.18 

60 

29.82 

30.00 

8.95 

0.0150 

0.1338 

25.11 

150 

124.89 

30.00 

37.47 

0.0040 

0.9466 

32.06 

140 

107.94 

20.00 

21.59 

0.0150 

1.4199 

17.81 

80 

62.19 

4.00 

2.49 

0.0015 

0.0058 

17.71 

90 

72.29 

5.00 

3.61 

0.0015 

0.0130 

16.68 

80 

63.32 

4.00 

2.53 

0.0015 

0.0002 

18.24 

80 

61.76 

4.00 

2.47 

0.0015 

0.0004 

16.83 

80 

63.17 

4.00 

2.53 

0.0015 

0.0150 

16.83 

90 

73.17 

5.00 

3.66 

0.0015 

0.0010 

12.34 

80 

67.66 

4.00 

2.71 

0.0015 

0.0004 

15.61 

80 

64.39 

4.00 

2.58 

0.0015 

0.0012 

15.61 

90 

74.39 

5.00 

3.72 

0.0015 

0.0042 

18.90 

80 

61.10 

4.00 

2.44 

0.0015 

0.0065 

13.49 

90 

76.51 

5.00 

3.83 

0.0015 

0.0002 

18.19 

80 

61.81 

4.00 

2.47 

0.0015 

0.0017 

17.11 

80 

62.89 

4.00 

2.52 

0.0015 

0.0010 

17.11 

90 

72.89 

5.00 

3.64 

0.0015 

0.0034 

15.26 

80 

64.74 

4.00 

2.59 

0.0015 

0.0005 

15.26 

90 

74.74 

5.00 

3.74 

0.0015 

0.0028 

17.76 

100 

82.24 

3.00 

2.47 

0.0015 

0.0000 

16.42 

90 

73.58 

5.00 

3.68 

0.0015 

0.0005 

16.66 

120 

103.34 

4.00 

4.13 

0.0018 

0.0092 

17.32 

80 

62.68 

4.00 

2.51 

0.0015 

0.0038 

12.94 

80 

67.06 

4.00 

2.68 

0.0015 

0.0072 

19.00 

80 

61.00 

4.00 

2.44 

0.0015 

0.0021 

15.96 

120 

104.04 

4.00 

4.16 

0.0018 

0.0068 

13.04 

80 

66.96 

4.00 

2.68 

0.0015 

0.0039 

17.04 

90 

72.96 

5.00 

3.65 

0.0015 

0.0003 

16.19 

90 

73.81 

5.00 

3.69 

0.0015 

0.0059 

17.75 

80 

62.25 

4.00 

2.49 

0.0015 

0.0022 

18.95 

80 

61.05 

4.00 

2.44 

0.0015 

0.0056 

17.20 

80 

62.80 

4.00 

2.51 

0.0015 

0.0044 

17.45 

80 

62.55 

4.00 

2.50 

0.0015 

0.0083 

18.74 

80 

61.26 

4.00 

2.45 

0.0015 

0.0038 

17.09 

80 

62.91 

4.00 

2.52 

0.0015 

0.0007 

17.09 

90 

72.91 

5.00 

3.65 

0.0015 

0.0185 

17.63 

90 

72.37 

5.00 

3.62 

0.0015 

0.0090 

16.63 

120 

103.37 

4.00 

4.13 

0.0018 

0.0072 

16.63 

100 

83.37 

3.00 

2.50 

0.0015 

0.0010 

16.69 

120 

103.31 

4.00 

4.13 

0.0018 

0.0070 

16.69 

100 

83.31 

3.00 

2.50 

0.0015 

0.0000 

17.93 

80 

62.07 

4.00 

2.48 

0.0015 

0.0044 

16.04 

90 

73.96 

5.00 

3.70 

0.0015 

0.0059 

16.56 

90 

73.44 

5.00 

3.67 

0.0015 

0.0141 































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Gneisses 


Phyllite & Schist 


Gneisses 


Phyllite & Schist 


Gneisses 


Gneisses 


Phyllite & Schist 


Phyllite & Schist 


Gneisses 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses 


Phyllite & Schist 


Gneisses 


Gneisses 


Phyllite & Schist 


Gneisses 


Gneisses 


Phyllite & Schist 


Gneisses 


Gneisses 


Gneisses 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses 


Phyllite & Schist 


Phyllite & Schist 


Gneisses 


Phyllite & Schist 


Phyllite & Schist 


Gneisses 


Phyllite & Schist 


Gneisses 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses 


Phyllite & Schist 


Gneisses 


Gneisses 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses 


Gneisses 


Phyllite & Schist 


Gneisses 


Gneisses 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

16.06 

80 

63.94 

4.00 

2.56 

0.0015 

0.0146 

16.95 

90 

73.05 

5.00 

3.65 

0.0015 

0.0038 

14.46 

80 

65.54 

4.00 

2.62 

0.0015 

0.0007 

14.46 

90 

75.54 

5.00 

3.78 

0.0015 

0.0053 

17.91 

80 

62.09 

4.00 

2.48 

0.0015 

0.0029 

17.44 

80 

62.56 

4.00 

2.50 

0.0015 

0.0029 

17.44 

90 

72.56 

5.00 

3.63 

0.0015 

0.0247 

16.67 

90 

73.33 

5.00 

3.67 

0.0015 

0.0089 

18.59 

80 

61.41 

4.00 

2.46 

0.0015 

0.0077 

18.59 

90 

71.41 

5.00 

3.57 

0.0015 

0.0003 

16.76 

120 

103.24 

4.00 

4.13 

0.0018 

0.0072 

17.19 

80 

62.81 

4.00 

2.51 

0.0015 

0.0066 

17.19 

90 

72.81 

5.00 

3.64 

0.0015 

0.0012 

18.85 

80 

61.15 

4.00 

2.45 

0.0015 

0.0052 

17.38 

80 

62.62 

4.00 

2.50 

0.0015 

0.0000 

17.38 

90 

72.62 

5.00 

3.63 

0.0015 

0.0005 

18.60 

80 

61.40 

4.00 

2.46 

0.0015 

0.0064 

14.38 

80 

65.62 

4.00 

2.62 

0.0015 

0.0023 

14.38 

90 

75.62 

5.00 

3.78 

0.0015 

0.0015 

18.29 

80 

61.71 

4.00 

2.47 

0.0015 

0.0021 

17.72 

80 

62.28 

4.00 

2.49 

0.0015 

0.0132 

18.04 

90 

71.96 

5.00 

3.60 

0.0015 

0.0031 

16.64 

120 

103.36 

4.00 

4.13 

0.0018 

0.0008 

16.64 

100 

83.36 

3.00 

2.50 

0.0015 

0.0001 

17.28 

80 

62.72 

4.00 

2.51 

0.0015 

0.0137 

17.28 

90 

72.72 

5.00 

3.64 

0.0015 

0.0019 

17.10 

90 

72.90 

5.00 

3.64 

0.0015 

0.0064 

17.37 

80 

62.63 

4.00 

2.51 

0.0015 

0.0020 

17.37 

90 

72.63 

5.00 

3.63 

0.0015 

0.0000 

16.83 

90 

73.17 

5.00 

3.66 

0.0015 

0.0078 

17.41 

80 

62.59 

4.00 

2.50 

0.0015 

0.0035 

17.41 

90 

72.59 

5.00 

3.63 

0.0015 

0.0003 

13.17 

80 

66.83 

4.00 

2.67 

0.0015 

0.0001 

17.14 

90 

72.86 

5.00 

3.64 

0.0015 

0.0093 

16.85 

100 

83.15 

3.00 

2.49 

0.0015 

0.0019 

16.67 

100 

83.33 

3.00 

2.50 

0.0015 

0.0001 

17.12 

80 

62.88 

4.00 

2.52 

0.0015 

0.0000 

17.12 

90 

72.88 

5.00 

3.64 

0.0015 

0.0028 

18.34 

80 

61.66 

4.00 

2.47 

0.0015 

0.0005 

17.11 

80 

62.89 

4.00 

2.52 

0.0015 

0.0003 

17.11 

80 

62.89 

4.00 

2.52 

0.0015 

0.0001 

17.11 

90 

72.89 

5.00 

3.64 

0.0015 

0.0337 

18.23 

80 

61.77 

4.00 

2.47 

0.0015 

0.0025 

18.66 

90 

71.34 

5.00 

3.57 

0.0015 

0.0031 

17.11 

90 

72.89 

5.00 

3.64 

0.0015 

0.0032 

19.06 

80 

60.94 

4.00 

2.44 

0.0015 

0.0074 

17.11 

80 

62.89 

4.00 

2.52 

0.0015 

0.0003 

17.11 

90 

72.89 

5.00 

3.64 

0.0015 

0.0023 

16.99 

80 

63.01 

4.00 

2.52 

0.0015 

0.0066 

16.99 

90 

73.01 

5.00 

3.65 

0.0015 

0.0055 

19.12 

80 

60.88 

4.00 

2.44 

0.0015 

0.0060 

16.18 

120 

103.82 

4.00 

4.15 

0.0018 

0.0064 

17.28 

90 

72.72 

5.00 

3.64 

0.0015 

0.0170 

17.10 

90 

72.90 

5.00 

3.64 

0.0015 

0.0058 

16.93 

100 

83.07 

3.00 

2.49 

0.0015 

0.0012 






















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone (Fresh 
/ Saline) 



11008057 


Shivnagari 


Suradiya 


Surajpura (Sarveena) 


Thakrawas 


Thooni Thak 


Araba Chauhanan 


Arawa Dudawatan 


Arawa Nagnecha 


Arawa Purohitan 


Arawa Unda 


Bankiyawas Kalan 


Barli 


Barliya 


Basni Baghela 


Basni Jhoonthan 


Basni Silawatan 


Bhagoniyon Ki Dhani 


Bhakrasani 


Bhandoo Kalan 


Boranara 


Bujhawar 


Chhachharlai Kalan 


Daipara Khichiyan 


Dhawa-i 


Dheenani Ki Dhani 


Doli 


Doli Kalan 


Doli Khurd 


Doli Rajguro 


Feench 


Gangana 


Golasani 


Gura Vishnoiyan 


Hamir Nagar 


0821000402526200 


0821000402525900 


0821000402526600 


0821000402523600 


0821000402526800 


0817000302155400 


0817000302156900 


0817000302156600 


0817000302156700 


0817000302156500 


0817000302156300 


0815000401962500 


0815000601999300 


0815000601994500 


0815000601999700 


0815000601994100 


0817000302155500 


0815000601994400 


0815000601995200 


0815000601994200 


0815000601993900 


0817000302156100 


0815000601998400 


0815000601997700 


0815000401965000 


0815000601994000 


0817000302155100 


0817000302155300 


0817000302156800 


0815000602000000 


0815000601993800 


0815000401962400 


0815000602003300 


0815000602000200 


4.58 Fresh 


6.20 Fresh 


1.01 Fresh 



2.02 Fresh 


9.64 Fresh 


3.94 Fresh 


4.44 Saline 


5.25 Fresh 


11.57 Fresh 



15.61 Fresh 


15.62 Fresh 





7.84 Fresh 


49.06 Fresh 


Saline 


8.33 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Gneisses 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Rhyolite 

Non-command 

Older Alluvium 

Non-command 

Rhyolite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Rhyolite 

Non-command 

Older Alluvium 

Non-command 

Rhyolite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Rhyolite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Rhyolite 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

17.08 

80 

62.92 

4.00 

2.52 

0.0015 

0.0012 

17.08 

90 

72.92 

5.00 

3.65 

0.0015 

0.0118 

16.91 

80 

63.09 

4.00 

2.52 

0.0015 

0.0019 

16.91 

90 

73.09 

5.00 

3.65 

0.0015 

0.0112 

16.50 

90 

73.50 

5.00 

3.67 

0.0015 

0.0021 

16.77 

90 

73.23 

5.00 

3.66 

0.0015 

0.0336 

16.12 

80 

63.88 

4.00 

2.56 

0.0015 

0.0016 

16.12 

90 

73.88 

5.00 

3.69 

0.0015 

0.0028 

18.55 

80 

61.45 

4.00 

2.46 

0.0015 

0.0022 

14.31 

80 

65.69 

4.00 

2.63 

0.0015 

0.0076 

29.00 

140 

111.00 

20.00 

22.20 

0.0150 

0.1988 

25.52 

140 

114.48 

20.00 

22.90 

0.0150 

1.8815 

26.43 

140 

113.57 

20.00 

22.71 

0.0150 

0.7458 

26.50 

140 

113.50 

20.00 

22.70 

0.0150 

0.5612 

26.86 

140 

113.14 

20.00 

22.63 

0.0150 

0.3286 

31.05 

140 

108.95 

20.00 

21.79 

0.0150 

0.6052 

16.02 

150 

133.98 

35.00 

46.89 

0.0040 

1.1669 

26.14 

80 

53.86 

40.00 

21.55 

0.0200 

2.0879 

26.14 

100 

73.86 

35.00 

25.85 

0.0015 

0.3007 

10.64 

80 

69.36 

40.00 

27.74 

0.0200 

1.1212 

19.41 

100 

80.59 

35.00 

28.21 

0.0015 

0.0336 

52.49 

80 

27.51 

40.00 

11.00 

0.0200 

0.8671 

27.77 

140 

112.23 

20.00 

22.45 

0.0150 

0.0990 

12.52 

80 

67.48 

40.00 

26.99 

0.0200 

2.8324 

28.94 

80 

51.06 

40.00 

20.42 

0.0200 

3.0062 

28.94 

100 

71.06 

35.00 

24.87 

0.0015 

0.1570 

31.77 

80 

48.23 

40.00 

19.29 

0.0200 

0.5920 

31.77 

100 

68.23 

35.00 

23.88 

0.0015 

0.2572 

43.40 

80 

36.60 

40.00 

14.64 

0.0200 

4.5710 

39.88 

80 

40.12 

40.00 

16.05 

0.0200 

0.2802 

39.88 

150 

110.12 

35.00 

38.54 

0.0040 

0.0337 

24.85 

80 

55.15 

40.00 

22.06 

0.0200 

0.1215 

24.85 

60 

35.15 

30.00 

10.54 

0.0150 

1.6667 

28.59 

70 

41.41 

40.00 

16.56 

0.0200 

0.2887 

28.59 

150 

121.41 

35.00 

42.49 

0.0040 

3.1931 

8.42 

80 

71.58 

40.00 

28.63 

0.0200 

0.0004 

8.42 

100 

91.58 

35.00 

32.05 

0.0015 

0.1184 

30.46 

140 

109.54 

20.00 

21.91 

0.0150 

0.8412 

26.38 

60 

33.62 

30.00 

10.09 

0.0150 

0.0066 

23.82 

80 

56.18 

40.00 

22.47 

0.0200 

4.7196 

23.82 

60 

36.18 

30.00 

10.86 

0.0150 

3.1654 

45.26 

80 

34.74 

40.00 

13.90 

0.0200 

2.0095 

46.17 

80 

33.83 

40.00 

13.53 

0.0200 

4.1397 

28.62 

140 

111.38 

20.00 

22.28 

0.0150 

0.9909 

27.59 

140 

112.41 

20.00 

22.48 

0.0150 

0.4225 

27.62 

140 

112.38 

20.00 

22.48 

0.0150 

6.8643 

18.50 

80 

61.50 

40.00 

24.60 

0.0200 

1.3950 

62.87 

80 

17.13 

40.00 

6.85 

0.0200 

1.6501 

62.87 

150 

87.13 

35.00 

30.50 

0.0040 

0.1257 

24.29 

80 

55.71 

40.00 

22.28 

0.0200 

1.7483 

24.29 

100 

75.71 

35.00 

26.50 

0.0015 

0.0002 

15.29 

150 

134.71 

35.00 

47.15 

0.0040 

1.4105 

11.56 

80 

68.44 

40.00 

27.38 

0.0200 

3.3372 

11.56 

60 

48.44 

30.00 

14.53 

0.0150 

1.1762 

19.27 

80 

60.73 

40.00 

24.29 

0.0200 

0.0875 































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Rhyolite 


Older Alluvium 


Rhyolite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Rhyolite 


Older Alluvium 


Rhyolite 


Older Alluvium 


Rhyolite 


Older Alluvium 


Rhyolite 


Older Alluvium 


Rhyolite 


Older Alluvium 


Rhyolite 


Older Alluvium 


Older Alluvium 


Rhyolite 


Vindhyan Sandstone 


Older Alluvium 


Rhyolite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Rhyolite 


Older Alluvium 


Older Alluvium 


Rhyolite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Rhyolite 


Older Alluvium 


Older Alluvium 


Rhyolite 


Older Alluvium 


Rhyolite 


Older Alluvium 


Rhyolite 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

18.54 

80 

61.46 

40.00 

24.59 

0.0200 

1.0341 

18.54 

100 

81.46 

35.00 

28.51 

0.0015 

0.1557 

34.69 

80 

45.31 

40.00 

18.12 

0.0200 

0.9596 

34.69 

100 

65.31 

35.00 

22.86 

0.0015 

0.0150 

9.57 

80 

70.43 

40.00 

28.17 

0.0200 

0.5812 

9.57 

60 

50.43 

30.00 

15.13 

0.0150 

0.2053 

39.89 

80 

40.11 

40.00 

16.04 

0.0200 

0.0049 

17.53 

70 

52.47 

40.00 

20.99 

0.0200 

0.4049 

17.53 

150 

132.47 

35.00 

46.36 

0.0040 

0.2739 

17.53 

70 

52.47 

40.00 

20.99 

0.0200 

7.7653 

17.53 

150 

132.47 

35.00 

46.36 

0.0040 

7.2628 

22.88 

140 

117.12 

20.00 

23.42 

0.0150 

1.0927 

35.95 

80 

44.05 

40.00 

17.62 

0.0200 

1.8888 

28.37 

150 

121.63 

35.00 

42.57 

0.0040 

0.1519 

31.13 

80 

48.87 

40.00 

19.55 

0.0200 

0.7778 

31.21 

80 

48.79 

40.00 

19.51 

0.0200 

0.0035 

31.21 

100 

68.79 

35.00 

24.08 

0.0015 

0.1782 

34.97 

80 

45.03 

40.00 

18.01 

0.0200 

3.4925 

34.97 

100 

65.03 

35.00 

22.76 

0.0015 

0.0436 

6.40 

80 

73.60 

40.00 

29.44 

0.0200 

3.0226 

31.30 

100 

68.70 

35.00 

24.04 

0.0015 

0.2291 

25.15 

80 

54.85 

40.00 

21.94 

0.0200 

1.6113 

25.15 

100 

74.85 

35.00 

26.20 

0.0015 

0.0439 

26.32 

80 

53.68 

40.00 

21.47 

0.0200 

1.0747 

26.32 

100 

73.68 

35.00 

25.79 

0.0015 

0.0574 

27.88 

80 

52.12 

40.00 

20.85 

0.0200 

1.8000 

27.88 

100 

72.12 

35.00 

25.24 

0.0015 

0.1630 

25.27 

60 

34.74 

30.00 

10.42 

0.0150 

0.5225 

11.48 

80 

68.52 

40.00 

27.41 

0.0200 

2.6296 

11.48 

100 

88.52 

35.00 

30.98 

0.0015 

0.2175 

24.14 

150 

125.86 

35.00 

44.05 

0.0040 

0.2321 

12.73 

80 

67.27 

40.00 

26.91 

0.0200 

13.6376 

12.73 

100 

87.27 

35.00 

30.55 

0.0015 

0.0297 

38.60 

80 

41.40 

40.00 

16.56 

0.0200 

5.4258 

25.47 

140 

114.53 

20.00 

22.91 

0.0150 

1.4436 

53.06 

80 

26.94 

40.00 

10.78 

0.0200 

3.4397 

11.54 

60 

48.46 

30.00 

14.54 

0.0150 

0.0788 

21.99 

80 

58.01 

40.00 

23.21 

0.0200 

0.0165 

21.99 

100 

78.01 

35.00 

27.30 

0.0015 

0.2166 

36.00 

80 

44.00 

40.00 

17.60 

0.0200 

1.7727 

6.60 

80 

73.40 

40.00 

29.36 

0.0200 

5.2259 

6.60 

100 

93.40 

35.00 

32.69 

0.0015 

0.3668 

12.60 

80 

67.40 

40.00 

26.96 

0.0200 

7.2371 

23.12 

140 

116.88 

20.00 

23.38 

0.0150 

1.3296 

27.32 

60 

32.68 

30.00 

9.80 

0.0150 

0.6059 

33.17 

80 

46.83 

40.00 

18.73 

0.0200 

0.1210 

33.17 

100 

66.83 

35.00 

23.39 

0.0015 

0.1570 

23.81 

60 

36.19 

30.00 

10.86 

0.0150 

0.1365 

18.36 

80 

61.64 

40.00 

24.66 

0.0200 

9.5006 

18.36 

100 

81.64 

35.00 

28.57 

0.0015 

0.0751 

14.60 

140 

125.40 

40.00 

50.16 

0.0150 

3.1297 

14.60 

100 

85.40 

5.00 

4.27 

0.0015 

0.0046 

14.60 

140 

125.40 

20.00 

25.08 

0.0150 

0.7081 

14.60 

90 

75.40 

5.00 

3.77 

0.0200 

0.0193 

31.83 

140 

108.17 

30.00 

32.45 

0.0150 

0.0788 









































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 

Census Code 

Bagiya Charnan 

0817000302140000 


Zone (Fresh 
/ Saline) 


Barnama Charnan 


Bhakharsar 


Bhom Sagar 


Chaba 


Champa Beri 


Chilanadi 


Chiriyara 


Daukiyon Ka Tala 


Daukiyon Ki Dhani 


Doongra Nada 


Dugarpura 


Gajsinghpura 


Ganganiyon Ki Dhani 


Gangapura 


Goliya Vida 


Gopri 


Hanif Sagar 


Himmatpura 


Ikadani 


Jawahar Pura 


Jonguon Ki Dhani 


Kalathal 


Kalewa 


Kankolgarh 


Kanwarli 


Karaliya 


Karnisar 


Kesarpura 


Khanora 


Khardi 


Khokhar East 


Koduka 


Kumpaliya 


Kyar Charnan 


Lakhaniyon Ki Dhani 


Mediwasan 


Meerpura 


Mekaniyon Ki Dhani 


Meraj Ki Beri 


Nawatala 


0817000302146900 


0817000302145100 


0815000501986300 


0815000501986200 


0817000302140200 


0817000302146000 


0817000302145400 


0817000302139400 


0817000302146200 


0817000202118100 


0815000501988300 


0815000501986400 


0817000302139600 


0817000302146800 


0817000302140100 


0817000302140400 


0815000501988200 


0815000501986600 


0817000302144600 


0817000302146600 


0817000202118300 


0817000302146400 


0817000302139700 


0817000202116900 


0817000302139900 


0817000202117700 


0817000302144900 


0817000302146100 


0817000302145600 


0817000302145500 


0817000202117000 


0817000302144700 


0817000202118200 


0817000302139800 


0817000302146500 


0817000302145000 


0815000501988400 


0817000302145800 


0817000302139200 


0817000302146300 


2.96 Saline 


13.07 Fresh 


8.23 Fresh 


Saline 


37.50 Saline 


103.41 Saline 


12.98 Saline 


29.52 Fresh 


Saline 


13.40 Fresh 


8.06 Saline 


3.75 Saline 


10.82 Fresh 


Saline 


17.94 Fresh 


6.29 Fresh 


21.13 Saline 


10.44 Fresh 


9.95 Saline 


6.19 Saline 


25.06 Saline 


5.37 Fresh 


Saline 


1.98 Fresh 


7.15 Fresh 


Saline 


6.64 Saline 


23.48 Saline 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hydrogeological Unit 

Older Alluvium 

Rhyolite 

Older Al 

uvium 

Older All 

uvium 

Rhyolite 

Older Ai 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Ai 

uvium 

Older Al 

uvium 

Older A! 

uvium 

Rhyolite 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Rhyolite 

Older A! 

uvium 

Older Al 

uvium 

Rhyolite 

Older Al 

uvium 

Older As 

uvium 

Older Al 

uvium 

Older A! 

uvium 

Older Al 

uvium 

Older Ai 

uvium 

Rhyolite 

Older Al 

uvium 

Rhyolite 

Older Al 

uvium 

Older Al 

uvium 

Older Ai 

uvium 

Rhyolite 

Rhyolite 

Older Al 

uvium 

Older AI 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

27.58 

140 

112.42 

20.00 

22.48 

0.0150 

0.8491 

27.58 

90 

62.42 

5.00 

3.12 

0.0200 

0.0249 

27.90 

140 

112.10 

40.00 

44.84 

0.0150 

1.9311 

34.75 

140 

105.25 

40.00 

42.10 

0.0150 

0.1821 

34.75 

100 

65.25 

5.00 

3.26 

0.0015 

0.0338 

34.75 

140 

105.25 

20.00 

21.05 

0.0150 

0.3127 

32.01 

80 

47.99 

30.00 

14.40 

0.0200 

0.2361 

33.36 

80 

46.64 

30.00 

13.99 

0.0200 

1.6530 

27.61 

140 

112.39 

20.00 

22.48 

0.0150 

0.3546 

20.24 

140 

119.76 

40.00 

47.91 

0.0150 

1.6835 

20.24 

140 

119.76 

20.00 

23.95 

0.0150 

9.7653 

24.02 

140 

115.98 

40.00 

46.39 

0.0150 

2.2130 

24.02 

100 

75.98 

5.00 

3.80 

0.0015 

0.0129 

17.84 

140 

122.16 

20.00 

24.43 

0.0150 

2.1560 

28.03 

140 

111.97 

20.00 

22.39 

0.0150 

3.5496 

28.83 

140 

111.17 

30.00 

33.35 

0.0150 

2.4261 

34.68 

80 

45.32 

40.00 

18.13 

0.0200 

1.0414 

33.91 

80 

46.09 

30.00 

13.83 

0.0200 

2.4812 

20.11 

140 

119.89 

20.00 

23.98 

0.0150 

1.3510 

27.62 

140 

112.38 

40.00 

44.95 

0.0150 

2.8842 

27.06 

140 

112.94 

20.00 

22.59 

0.0150 

0.2390 

26.19 

140 

113.81 

20.00 

22.76 

0.0150 

0.3330 

33.57 

80 

46.43 

40.00 

18.57 

0.0200 

0.7582 

38.29 

80 

41.71 

40.00 

16.69 

0.0200 

1.9351 

38.29 

80 

41.71 

30.00 

12.51 

0.0200 

6.6457 

30.45 

140 

109.55 

20.00 

21.91 

0.0150 

3.1615 

36.11 

140 

103.89 

20.00 

20.78 

0.0150 

2.7259 

24.76 

140 

115.24 

30.00 

34.57 

0.0150 

10.0250 

34.56 

140 

105.44 

20.00 

21.09 

0.0150 

7.0975 

22.27 

140 

117.73 

20.00 

23.55 

0.0150 

1.0966 

32.76 

140 

107.24 

30.00 

32.17 

0.0150 

0.4329 

22.66 

140 

117.34 

20.00 

23.47 

0.0150 

4.5137 

22.66 

90 

67.34 

5.00 

3.37 

0.0200 

0.1710 

31.34 

140 

108.66 

30.00 

32.60 

0.0150 

3.5863 

29.02 

140 

110.98 

20.00 

22.20 

0.0150 

0.5958 

29.02 

90 

60.98 

5.00 

3.05 

0.0200 

0.1119 

28.40 

140 

111.60 

40.00 

44.64 

0.0150 

0.3472 

28.40 

140 

111.60 

20.00 

22.32 

0.0150 

3.4500 

22.20 

140 

117.80 

40.00 

47.12 

0.0150 

0.1869 

16.45 

140 

123.55 

40.00 

49.42 

0.0150 

0.6932 

30.36 

140 

109.64 

30.00 

32.89 

0.0150 

3.5596 

34.33 

140 

105.67 

40.00 

42.27 

0.0150 

0.0432 

34.33 

100 

65.67 

5.00 

3.28 

0.0015 

0.0359 

34.33 

140 

105.67 

20.00 

21.13 

0.0150 

0.4058 

34.33 

90 

55.67 

5.00 

2.78 

0.0200 

0.0996 

27.25 

140 

112.75 

30.00 

33.83 

0.0150 

1.5581 

25.60 

140 

114.40 

20.00 

22.88 

0.0150 

0.3321 

35.67 

140 

104.33 

20.00 

20.87 

0.0150 

7.8425 

25.55 

100 

74.45 

5.00 

3.72 

0.0015 

0.0298 

25.55 

90 

64.45 

5.00 

3.22 

0.0200 

0.0019 

29.55 

80 

50.45 

40.00 

20.18 

0.0200 

0.2636 

5.43 

140 

134.57 

40.00 

53.83 

0.0150 

5.7627 

5.43 

140 

134.57 

20.00 

26.91 

0.0150 

0.0047 

20.43 

140 

119.57 

20.00 

23.91 

0.0150 

0.7771 

32.98 

140 

107.02 

20.00 

21.40 

0.0150 

7.5093 




































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Rhyolite 


Rhyolite 


Older Alluvium 


Rhyolite 


Rhyolite 


Older Alluvium 


Rhyolite 


Older Alluvium 


Rhyolite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Rhyolite 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

31.26 

140 

108.74 

40.00 

43.50 

0.0150 

0.5730 

31.26 

140 

108.74 

20.00 

21.75 

0.0150 

5.8961 

19.58 

140 

120.42 

20.00 

24.08 

0.0150 

0.0044 

19.98 

140 

120.03 

20.00 

24.01 

0.0150 

0.0880 

10.57 

140 

129.43 

40.00 

51.77 

0.0150 

17.4962 

10.57 

100 

89.43 

5.00 

4.47 

0.0015 

0.0394 

10.57 

90 

79.43 

5.00 

3.97 

0.0200 

0.0081 

36.16 

80 

43.84 

30.00 

13.15 

0.0200 

1.9396 

29.42 

100 

70.58 

5.00 

3.53 

0.0015 

0.0066 

29.49 

100 

70.51 

5.00 

3.53 

0.0015 

0.0005 

29.49 

140 

110.51 

20.00 

22.10 

0.0150 

3.0738 

29.49 

90 

60.51 

5.00 

3.03 

0.0200 

0.3398 

31.26 

140 

108.74 

40.00 

43.49 

0.0150 

0.0039 

31.26 

100 

68.74 

5.00 

3.44 

0.0015 

0.0000 

31.26 

140 

108.74 

20.00 

21.75 

0.0150 

0.0685 

12.20 

140 

127.80 

40.00 

51.12 

0.0150 

9.0285 

12.20 

140 

127.80 

20.00 

25.56 

0.0150 

0.0874 

40.53 

80 

39.47 

40.00 

15.79 

0.0200 

3.1463 

40.53 

80 

39.47 

30.00 

11.84 

0.0200 

0.4512 

19.69 

140 

120.31 

20.00 

24.06 

0.0150 

5.6986 

37.14 

80 

42.86 

30.00 

12.86 

0.0200 

1.7423 

20.71 

140 

119.29 

30.00 

35.79 

0.0150 

0.0782 

12.65 

140 

127.35 

40.00 

50.94 

0.0150 

2.3517 

12.65 

140 

127.35 

20.00 

25.47 

0.0150 

4.7875 

20.09 

140 

119.91 

20.00 

23.98 

0.0150 

1.1780 

29.61 

80 

50.39 

40.00 

20.16 

0.0200 

1.8611 

29.61 

150 

120.39 

35.00 

42.14 

0.0040 

2.6455 

29.61 

100 

70.39 

30.00 

21.12 

0.0040 

0.0044 

30.79 

140 

109.21 

40.00 

43.68 

0.0150 

15.8360 

28.86 

140 

111.14 

40.00 

44.45 

0.0150 

3.8300 

28.86 

140 

111.14 

20.00 

22.23 

0.0150 

0.8284 

31.74 

140 

108.26 

40.00 

43.30 

0.0150 

6.6565 

36.36 

140 

103.64 

40.00 

41.46 

0.0150 

8.5806 

22.31 

150 

127.69 

35.00 

44.69 

0.0040 

0.2978 

22.31 

100 

77.69 

30.00 

23.31 

0.0040 

0.0568 

30.23 

140 

109.77 

40.00 

43.91 

0.0150 

8.8519 

27.90 

140 

112.10 

40.00 

44.84 

0.0150 

6.8577 

28.83 

140 

111.17 

40.00 

44.47 

0.0150 

21.2309 

34.72 

80 

45.28 

40.00 

18.11 

0.0200 

2.2843 

34.72 

150 

115.28 

35.00 

40.35 

0.0040 

0.5907 

32.40 

80 

47.60 

40.00 

19.04 

0.0200 

3.4893 

32.40 

80 

47.60 

30.00 

14.28 

0.0200 

0.0120 

36.27 

80 

43.73 

40.00 

17.49 

0.0200 

1.2327 

36.27 

150 

113.73 

35.00 

39.81 

0.0040 

0.0288 

34.36 

80 

45.64 

40.00 

18.25 

0.0200 

0.2256 

34.36 

150 

115.64 

35.00 

40.47 

0.0040 

0.4899 

35.48 

140 

104.52 

40.00 

41.81 

0.0150 

0.7967 

35.48 

140 

104.52 

20.00 

20.90 

0.0150 

0.3908 

38.91 

80 

41.09 

40.00 

16.44 

0.0200 

4.8481 

24.02 

140 

115.98 

40.00 

46.39 

0.0150 

4.3308 

24.02 

100 

75.98 

5.00 

3.80 

0.0015 

0.0076 

35.90 

150 

114.10 

35.00 

39.94 

0.0040 

0.0618 

40.15 

80 

39.85 

40.00 

15.94 

0.0200 

3.7701 

30.96 

150 

119.04 

35.00 

41.66 

0.0040 

3.6657 

39.07 

140 

100.93 

40.00 

40.37 

0.0150 

1.5773 
















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Rhyolite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


|Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


I Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 



Rhyolite 


Older All 


Older All 


Older All 


Older All 


Older All 


Rhyolite 


Older All 


Older All 


Older All 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

39.07 

100 

60.93 

5.00 

3.05 

0.0015 

0.0054 

23.19 

80 

56.81 

40.00 

22.72 

0.0200 

0.0004 

34.68 

80 

45.32 

40.00 

18.13 

0.0200 

0.2992 

35.44 

140 

104.56 

40.00 

41.82 

0.0150 

31.4276 

29.50 

140 

110.50 

40.00 

44.20 

0.0150 

3.9579 

27.62 

140 

112.38 

40.00 

44.95 

0.0150 

0.4584 

31.91 

140 

108.09 

20.00 

21.62 

0.0150 

0.3427 

39.29 

150 

110.71 

35.00 

38.75 

0.0040 

0.0675 

37.39 

80 

42.61 

30.00 

12.78 

0.0200 

0.0036 

43.57 

80 

36.43 

40.00 

14.57 

0.0200 

5.4199 

33.57 

80 

46.43 

40.00 

18.57 

0.0200 

1.4379 

36.64 

80 

43.36 

30.00 

13.01 

0.0200 

0.1423 

34.52 

80 

45.48 

40.00 

18.19 

0.0200 

1.7947 

38.35 

80 

41.65 

40.00 

16.66 

0.0200 

1.5347 

36.35 

150 

113.65 

35.00 

39.78 

0.0040 

0.9497 

27.18 

140 

112.82 

40.00 

45.13 

0.0150 

0.3400 

28.42 

140 

111.58 

40.00 

44.63 

0.0150 

4.7888 

25.27 

140 

114.73 

40.00 

45.89 

0.0150 

0.0636 

25.27 

140 

114.73 

20.00 

22.95 

0.0150 

0.5992 

26.18 

140 

113.82 

40.00 

45.53 

0.0150 

8.5638 

26.15 

150 

123.85 

35.00 

43.35 

0.0040 

0.5521 

34.52 

150 

115.48 

35.00 

40.42 

0.0040 

0.2948 

22.20 

140 

117.80 

40.00 

47.12 

0.0150 

12.4924 

32.32 

140 

107.68 

40.00 

43.07 

0.0150 

5.6125 

16.45 

140 

123.55 

40.00 

49.42 

0.0150 

3.9664 

35.21 

150 

114.79 

35.00 

40.18 

0.0040 

1.9638 

34.09 

150 

115.91 

35.00 

40.57 

0.0040 

1.3458 

33.19 

150 

116.81 

35.00 

40.88 

0.0040 

1.5979 

35.63 

150 

114.38 

35.00 

40.03 

0.0040 

1.0537 

33.75 

150 

116.25 

35.00 

40.69 

0.0040 

1.5255 

25.11 

150 

124.89 

35.00 

43.71 

0.0040 

1.2897 

31.26 

140 

108.74 

40.00 

43.49 

0.0150 

9.7333 

33.93 

140 

106.07 

40.00 

42.43 

0.0150 

0.0478 

33.93 

140 

106.07 

20.00 

21.21 

0.0150 

5.8796 

29.55 

80 

50.45 

40.00 

20.18 

0.0200 

0.5339 

32.28 

140 

107.72 

40.00 

43.09 

0.0150 

6.6269 

32.28 

140 

107.72 

20.00 

21.54 

0.0150 

0.6306 

37.70 

140 

102.30 

40.00 

40.92 

0.0150 

3.5921 

37.04 

80 

42.96 

40.00 

17.19 

0.0200 

1.2739 

37.04 

150 

112.96 

35.00 

39.54 

0.0040 

0.2285 

37.54 

80 

42.46 

40.00 

16.98 

0.0200 

1.4533 

31.26 

140 

108.74 

40.00 

43.50 

0.0150 

0.0048 

33.27 

140 

106.73 

40.00 

42.69 

0.0150 

7.8944 

19.58 

140 

120.42 

20.00 

24.08 

0.0150 

0.2612 

41.12 

140 

98.88 

40.00 

39.55 

0.0150 

2.9727 

41.12 

100 

58.88 

5.00 

2.94 

0.0015 

0.0066 

41.12 

140 

98.88 

20.00 

19.78 

0.0150 

0.0516 

31.02 

140 

108.98 

40.00 

43.59 

0.0150 

18.1752 

22.78 

140 

117.22 

40.00 

46.89 

0.0150 

0.9752 

22.78 

140 

117.22 

20.00 

23.44 

0.0150 

2.0884 

29.42 

140 

110.58 

40.00 

44.23 

0.0150 

1.5256 

29.42 

100 

70.58 

5.00 

3.53 

0.0015 

0.0360 

29.42 

140 

110.58 

20.00 

22.12 

0.0150 

0.0092 

38.13 

80 

41.87 

40.00 

16.75 

0.0200 

0.0819 

38.13 

80 

41.87 

30.00 

12.56 

0.0200 

0.9693 
















































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Rhyolite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Rhyolite 


Older Alluvium 


Rhyolite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bilara Limestone 


Bilara Limestone 


Older Alluvium 


Jalore Granite 


Older Alluvium 


Bilara Limestone 


Older Alluvium 


Bilara Limestone 


Older Alluvium 


Bilara Limestone 


Older Alluvium 


Older Alluvium 


Jalore Granite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

42.09 

80 

37.91 

40.00 

15.17 

0.0200 

0.5522 

42.09 

80 

37.91 

30.00 

11.37 

0.0200 

0.2042 

15.04 

140 

124.96 

20.00 

24.99 

0.0150 

0.9833 

15.95 

140 

124.05 

20.00 

24.81 

0.0150 

1.2008 

14.67 

140 

125.33 

20.00 

25.07 

0.0150 

0.3261 

26.69 

140 

113.31 

20.00 

22.66 

0.0150 

0.1657 

17.89 

140 

122.11 

20.00 

24.42 

0.0150 

1.4590 

23.36 

140 

116.64 

20.00 

23.33 

0.0150 

0.1565 

26.80 

140 

113.20 

40.00 

45.28 

0.0150 

1.5622 

37.49 

80 

42.51 

40.00 

17.00 

0.0200 

1.0808 

12.20 

140 

127.80 

40.00 

51.12 

0.0150 

3.4054 

40.53 

80 

39.47 

40.00 

15.79 

0.0200 

16.3719 

40.53 

80 

39.47 

30.00 

11.84 

0.0200 

0.3144 

23.43 

140 

116.57 

40.00 

46.63 

0.0150 

7.1183 

27.25 

140 

112.75 

40.00 

45.10 

0.0150 

6.9516 

45.62 

80 

34.38 

40.00 

13.75 

0.0200 

9.0487 

45.62 

80 

34.38 

30.00 

10.31 

0.0200 

0.4681 

36.52 

80 

43.48 

40.00 

17.39 

0.0200 

0.2823 

37.14 

80 

42.86 

30.00 

12.86 

0.0200 

0.0533 

30.96 

140 

109.04 

40.00 

43.62 

0.0150 

18.1334 

37.14 

80 

42.86 

40.00 

17.14 

0.0200 

17.4890 

37.14 

150 

112.86 

35.00 

39.50 

0.0040 

1.4683 

42.54 

80 

37.46 

40.00 

14.98 

0.0200 

6.8735 

41.42 

80 

38.58 

40.00 

15.43 

0.0200 

13.3964 

35.36 

80 

44.64 

40.00 

17.86 

0.0200 

1.5456 

35.36 

150 

114.64 

35.00 

40.12 

0.0040 

0.6348 

25.17 

140 

114.83 

40.00 

45.93 

0.0150 

9.6448 

25.17 

100 

74.83 

5.00 

3.74 

0.0015 

0.2554 

25.17 

140 

114.83 

20.00 

22.97 

0.0150 

0.4111 

29.27 

140 

110.73 

40.00 

44.29 

0.0150 

4.1897 

29.27 

140 

110.73 

20.00 

22.15 

0.0150 

0.0016 

28.61 

140 

111.39 

40.00 

44.55 

0.0150 

0.2655 

28.61 

140 

111.39 

20.00 

22.28 

0.0150 

1.1498 

34.57 

80 

45.43 

40.00 

18.17 

0.0200 

1.0284 

34.57 

150 

115.43 

35.00 

40.40 

0.0040 

0.7137 

33.24 

140 

106.76 

40.00 

42.70 

0.0150 

1.5812 

33.24 

100 

66.76 

5.00 

3.34 

0.0015 

0.0737 

21.21 

140 

118.79 

40.00 

47.52 

0.0150 

0.1047 

21.21 

100 

78.79 

5.00 

3.94 

0.0015 

0.0164 

5.96 

40 

34.04 

5.00 

1.70 

0.0015 

0.0351 

9.02 

70 

60.98 

40.00 

24.39 

0.0200 

1.5143 

9.02 

70 

60.98 

30.00 

18.30 

0.0200 

3.1510 

18.49 

150 

131.51 

35.00 

46.03 

0.0040 

0.0073 

18.49 

150 

131.51 

35.00 

46.03 

0.0040 

0.4962 

8.45 

60 

51.55 

30.00 

15.46 

0.0150 

1.1762 

22.43 

100 

77.57 

35.00 

27.15 

0.0015 

0.0899 

22.43 

70 

47.57 

40.00 

19.03 

0.0200 

0.6963 

14.35 

150 

135.65 

35.00 

47.48 

0.0040 

0.1559 

14.35 

70 

55.65 

40.00 

22.26 

0.0200 

1.9223 

17.38 

150 

132.62 

35.00 

46.42 

0.0040 

0.6734 

17.38 

70 

52.62 

40.00 

21.05 

0.0200 

1.2928 

17.38 

150 

132.62 

35.00 

46.42 

0.0040 

0.0008 

17.38 

70 

52.62 

40.00 

21.05 

0.0200 

0.0014 

11.20 

60 

48.80 

30.00 

14.64 

0.0150 

0.0482 

11.10 

70 

58.90 

30.00 

17.67 

0.0015 

0.0118 














































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Jalore Granite 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Jalore Granite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Jalore Granite 


Older Alluvium 


Jalore Granite 


Older Alluvium 


Younger Alluvium 


Bilara Limestone 


Older Alluvium 


Bilara Limestone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Jalore Granite 


Older Alluvium 


Older Alluvium 


Jalore Granite 


Older Alluvium 


Jalore Granite 


Older Alluvium 


Jalore Granite 


Rhyolite 


Jalore Granite 


Jalore Granite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Jalore Granite 


Jalore Granite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Rhyolite 


Older Alluvium 


Rhyolite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bilara Limestone 


Jalore Granite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

17.67 

100 

82.33 

35.00 

28.81 

0.0015 

0.0142 

15.33 

150 

134.67 

35.00 

47.14 

0.0040 

0.2524 

15.33 

150 

134.67 

35.00 

47.14 

0.0040 

0.2028 

30.93 

150 

119.07 

35.00 

41.68 

0.0040 

0.8815 

11.38 

60 

48.62 

30.00 

14.59 

0.0150 

1.9473 

5.66 

70 

64.34 

15.00 

9.65 

0.0015 

0.1690 

5.98 

60 

54.02 

30.00 

16.21 

0.0150 

8.4278 

5.98 

30 

24.02 

30.00 

7.21 

0.0200 

0.0072 

12.89 

100 

87.11 

35.00 

30.49 

0.0015 

0.2152 

12.89 

70 

57.11 

40.00 

22.84 

0.0200 

0.8706 

12.89 

70 

57.11 

30.00 

17.13 

0.0200 

0.0229 

17.67 

70 

52.33 

40.00 

20.93 

0.0200 

1.5097 

17.67 

100 

82.33 

35.00 

28.82 

0.0015 

0.0280 

17.67 

70 

52.33 

40.00 

20.93 

0.0200 

3.9397 

17.67 

100 

82.33 

30.00 

24.70 

0.0015 

0.5140 

17.67 

70 

52.33 

30.00 

15.70 

0.0200 

6.0647 

6.97 

40 

33.03 

5.00 

1.65 

0.0020 

0.0035 

23.42 

150 

126.58 

35.00 

44.30 

0.0040 

3.1389 

23.42 

70 

46.58 

40.00 

18.63 

0.0200 

0.0639 

23.42 

150 

126.58 

35.00 

44.30 

0.0040 

2.0919 

23.42 

70 

46.58 

40.00 

18.63 

0.0200 

0.1461 

10.45 

60 

49.55 

30.00 

14.86 

0.0150 

0.9018 

11.57 

60 

48.43 

30.00 

14.53 

0.0150 

1.1933 

22.52 

100 

77.48 

35.00 

27.12 

0.0015 

0.0389 

22.52 

70 

47.48 

40.00 

18.99 

0.0200 

1.5803 

9.54 

60 

50.46 

30.00 

15.14 

0.0150 

0.2716 

12.24 

100 

87.76 

35.00 

30.72 

0.0015 

0.0002 

12.24 

70 

57.76 

40.00 

23.11 

0.0200 

0.0006 

13.37 

100 

86.63 

35.00 

30.32 

0.0015 

0.2132 

13.37 

70 

56.63 

40.00 

22.65 

0.0200 

0.5031 

13.37 

100 

86.63 

30.00 

25.99 

0.0015 

0.0917 

8.42 

100 

91.58 

35.00 

32.05 

0.0015 

0.0813 

7.93 

100 

92.07 

35.00 

32.22 

0.0015 

0.0256 

7.93 

70 

62.07 

30.00 

18.62 

0.0015 

0.0005 

9.32 

60 

50.68 

30.00 

15.20 

0.0150 

4.3369 

11.14 

60 

48.86 

30.00 

14.66 

0.0150 

1.9376 

10.13 

60 

49.87 

30.00 

14.96 

0.0150 

1.5208 

14.01 

100 

85.99 

35.00 

30.10 

0.0015 

0.0379 

14.01 

100 

85.99 

30.00 

25.80 

0.0015 

0.0468 

18.50 

80 

61.50 

40.00 

24.60 

0.0200 

0.6567 

5.68 

60 

54.32 

30.00 

16.30 

0.0150 

3.2382 

11.61 

70 

58.39 

40.00 

23.36 

0.0200 

1.0913 

11.61 

70 

58.39 

40.00 

23.36 

0.0200 

0.9300 

11.61 

70 

58.39 

30.00 

17.52 

0.0200 

0.0728 

7.36 

60 

52.64 

30.00 

15.79 

0.0150 

3.2373 

11.56 

80 

68.44 

40.00 

27.38 

0.0200 

1.2990 

11.56 

100 

88.44 

35.00 

30.95 

0.0015 

0.0164 

11.56 

60 

48.44 

30.00 

14.53 

0.0150 

7.2117 

11.56 

100 

88.44 

30.00 

26.53 

0.0015 

0.0672 

6.39 

70 

63.61 

30.00 

19.08 

0.0200 

1.5166 

6.59 

70 

63.41 

30.00 

19.02 

0.0200 

1.6826 

5.94 

70 

64.06 

40.00 

25.62 

0.0200 

0.0335 

5.94 

70 

64.06 

30.00 

19.22 

0.0200 

1.2904 

33.05 

90 

56.95 

10.00 

5.69 

0.0020 

0.0035 

13.83 

70 

56.17 

30.00 

16.85 

0.0015 

0.1425 































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Jalore Granite 


Older Alluvium 


Older Alluvium 


Bilara Limestone 


Older Alluvium 


Older Alluvium 


Bilara Limestone 


Older Alluvium 


Older Alluvium 


Rhyolite 


Older Alluvium 


Rhyolite 


Jalore Granite 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Jalore Granite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bilara Limestone 


Jalore Granite 


Older Alluvium 


Older Alluvium 


Bilara Limestone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bilara Limestone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Rhyolite 


Older Alluvium 


Rhyolite 


Rhyolite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Jalore Granite 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.44 

70 

57.56 

30.00 

17.27 

0.0015 

0.1967 

11.65 

70 

58.35 

40.00 

23.34 

0.0200 

1.1697 

11.65 

70 

58.35 

30.00 

17.50 

0.0200 

1.5723 

20.38 

150 

129.62 

35.00 

45.37 

0.0040 

0.0388 

20.38 

70 

49.62 

40.00 

19.85 

0.0200 

0.5931 

18.28 

70 

51.72 

40.00 

20.69 

0.0200 

1.0373 

18.28 

150 

131.72 

35.00 

46.10 

0.0040 

0.0047 

18.28 

70 

51.72 

40.00 

20.69 

0.0200 

1.0147 

10.88 

80 

69.12 

40.00 

27.65 

0.0200 

3.3106 

10.88 

100 

89.12 

35.00 

31.19 

0.0015 

0.9483 

10.88 

60 

49.12 

30.00 

14.74 

0.0150 

3.2668 

10.88 

100 

89.12 

30.00 

26.74 

0.0015 

0.3765 

12.45 

100 

87.55 

30.00 

26.27 

0.0015 

0.0211 

12.45 

60 

47.55 

30.00 

14.27 

0.0150 

2.5624 

6.36 

40 

33.64 

5.00 

1.68 

0.0015 

0.0021 

6.36 

40 

33.64 

5.00 

1.68 

0.0020 

0.0028 

13.65 

70 

56.35 

30.00 

16.90 

0.0015 

0.1685 

13.65 

70 

56.35 

30.00 

16.90 

0.0200 

0.1714 

9.93 

70 

60.07 

30.00 

18.02 

0.0200 

1.0469 

11.87 

70 

58.13 

40.00 

23.25 

0.0200 

0.9302 

11.87 

70 

58.13 

30.00 

17.44 

0.0200 

0.4102 

7.88 

60 

52.12 

30.00 

15.63 

0.0150 

5.7041 

8.08 

60 

51.92 

30.00 

15.58 

0.0150 

8.3952 

6.47 

60 

53.53 

30.00 

16.06 

0.0150 

3.4914 

9.00 

80 

71.00 

40.00 

28.40 

0.0200 

0.0295 

9.00 

60 

51.00 

30.00 

15.30 

0.0150 

1.5682 

25.83 

150 

124.17 

35.00 

43.46 

0.0040 

1.9448 

20.73 

100 

79.27 

35.00 

27.74 

0.0015 

0.0638 

11.15 

60 

48.85 

30.00 

14.66 

0.0150 

3.5799 

10.04 

60 

49.96 

30.00 

14.99 

0.0150 

2.9341 

29.99 

90 

60.01 

10.00 

6.00 

0.0020 

0.0023 

6.45 

40 

33.55 

5.00 

1.68 

0.0015 

0.0585 

11.21 

70 

58.79 

40.00 

23.52 

0.0200 

0.0011 

11.21 

70 

58.79 

40.00 

23.52 

0.0200 

3.9022 

11.21 

70 

58.79 

30.00 

17.64 

0.0200 

5.5539 

6.73 

70 

63.27 

15.00 

9.49 

0.0015 

0.0153 

4.52 

60 

55.48 

30.00 

16.64 

0.0150 

3.7885 

9.39 

80 

70.61 

40.00 

28.25 

0.0200 

4.1861 

9.39 

60 

50.61 

30.00 

15.18 

0.0150 

3.7585 

11.98 

150 

138.02 

35.00 

48.31 

0.0040 

0.1968 

11.98 

70 

58.02 

40.00 

23.21 

0.0200 

6.4203 

11.98 

70 

58.02 

40.00 

23.21 

0.0200 

0.9447 

11.98 

70 

58.02 

30.00 

17.41 

0.0200 

0.0008 

4.63 

60 

55.37 

30.00 

16.61 

0.0150 

4.6321 

9.93 

70 

60.07 

30.00 

18.02 

0.0200 

0.8086 

12.42 

100 

87.58 

35.00 

30.65 

0.0015 

0.3598 

11.48 

80 

68.52 

40.00 

27.41 

0.0200 

0.3812 

11.48 

100 

88.52 

35.00 

30.98 

0.0015 

0.5778 

11.48 

100 

88.52 

30.00 

26.56 

0.0015 

0.0083 

9.05 

60 

50.95 

30.00 

15.29 

0.0150 

2.0633 

5.94 

60 

54.06 

30.00 

16.22 

0.0150 

2.2741 

6.51 

60 

53.49 

30.00 

16.05 

0.0150 

3.7379 

6.76 

70 

63.24 

30.00 

18.97 

0.0015 

0.0001 

7.31 

40 

32.69 

5.00 

1.63 

0.0015 

0.0246 

7.80 

40 

32.20 

5.00 

1.61 

0.0015 

0.0204 











































































































































































































































































































































































































































































































































































































































































































































Rasidan 0815000401965500 6.70 


Rawar 0815000702011300 24.29 


Rohat 

0820000402427900 

37.88 

Sajara 

0815000602004900 

7.63 

Salawas 

0815000601994700 

23.35 

Sangasani 

0815000602003700 

10.75 

Sanwalta Kalan 

0820000402427400 

40.14 


Sanwalta Khurd 

0820000402427500 

19.49 

Sar 

0815000601999800 

15.75 

Sarechan 

0815000601999900 

23.82 


Sewalon Ki Dhani 

0815000401969400 

4.39 

Shikarpura 

0815000602002700 

19.64 


Sindhi Nagar_|0815000702008700 | 11.75 


Singasani 

0815000602003800 

18.94 

Soder Ki Dhani 

0815000401966400 

2.77 


Non-command 
Saline Non-command 

Non-command 
Saline Non-command 

Non-command 
Saline Non-command 

Saline Non-command 

Fresh Non-command 

Saline Non-command 

Saline Non-command 

Non-command 
Saline Non-command 

Fresh Non-command 

Fresh Non-command 

Non-command 
Saline Non-command 

Fresh Non-command 

Saline Non-command 

Saline Non-command 

Non-command 
Saline Non-command 

Saline Non-command 


Hydrogeological Unit 


Older Alluvium 


Jalore Granite 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Jalore Granite 


Older Alluvium 


Jalore Granite 


Older Alluvium 


Bilara Limestone 


Older Alluvium 


Bilara Limestone 


Older Alluvium 


Jalore Granite 


Older Alluvium 


Bilara Limestone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Jalore Granite 


Older Alluvium 


Jalore Granite 


Older Alluvium 


Jalore Granite 


Older Alluvium 


Jalore Granite 


Older Alluvium 


Jalore Granite 


Older Alluvium 


Jalore Granite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Rhyolite 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Rhyolite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Jalore Granite 


Older Alluvium 


Older Alluvium 


Jalore Granite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

9.46 

60 

50.54 

30.00 

15.16 

0.0150 

1.2763 

6.49 

100 

93.51 

30.00 

28.05 

0.0015 

0.8325 

6.49 

70 

63.51 

30.00 

19.05 

0.0200 

3.1529 

9.75 

60 

50.25 

30.00 

15.07 

0.0150 

0.0183 

9.75 

30 

20.25 

30.00 

6.07 

0.0200 

0.0264 

10.40 

60 

49.60 

30.00 

14.88 

0.0150 

1.5082 

11.02 

70 

58.98 

40.00 

23.59 

0.0200 

0.4081 

11.02 

70 

58.98 

40.00 

23.59 

0.0200 

0.1703 

10.46 

80 

69.54 

40.00 

27.81 

0.0200 

0.0289 

10.46 

60 

49.54 

30.00 

14.86 

0.0150 

1.6918 

6.70 

60 

53.30 

30.00 

15.99 

0.0150 

1.8125 

14.70 

100 

85.30 

30.00 

25.59 

0.0015 

0.0000 

8.26 

60 

51.74 

30.00 

15.52 

0.0150 

1.0040 

11.54 

100 

88.46 

30.00 

26.54 

0.0015 

0.0148 

11.54 

60 

48.46 

30.00 

14.54 

0.0150 

0.4249 

19.22 

150 

130.78 

35.00 

45.77 

0.0040 

0.1874 

19.22 

70 

50.78 

40.00 

20.31 

0.0200 

0.2296 

19.22 

150 

130.78 

35.00 

45.77 

0.0040 

0.3611 

19.22 

70 

50.78 

40.00 

20.31 

0.0200 

2.9552 

19.22 

100 

80.78 

30.00 

24.23 

0.0015 

0.0005 

19.22 

70 

50.78 

30.00 

15.23 

0.0200 

0.2978 

25.09 

90 

64.91 

10.00 

6.49 

0.0020 

0.0154 

7.28 

70 

62.72 

15.00 

9.41 

0.0015 

0.1393 

14.19 

80 

65.81 

40.00 

26.32 

0.0200 

0.7624 

11.41 

60 

48.59 

30.00 

14.58 

0.0150 

1.6123 

10.46 

70 

59.54 

30.00 

17.86 

0.0200 

2.0790 

8.89 

100 

91.11 

35.00 

31.89 

0.0015 

0.0299 

8.89 

70 

61.11 

40.00 

24.45 

0.0200 

13.1643 

8.89 

100 

91.11 

30.00 

27.33 

0.0015 

0.0021 

8.89 

70 

61.11 

30.00 

18.33 

0.0200 

2.0343 

8.38 

100 

91.62 

35.00 

32.07 

0.0015 

0.0134 

8.38 

70 

61.62 

40.00 

24.65 

0.0200 

2.3338 

8.38 

100 

91.62 

30.00 

27.49 

0.0015 

0.0997 

8.38 

70 

61.62 

30.00 

18.49 

0.0200 

0.8209 

11.73 

100 

88.27 

30.00 

26.48 

0.0015 

0.0403 

11.73 

60 

48.27 

30.00 

14.48 

0.0150 

1.2328 

9.10 

100 

90.90 

30.00 

27.27 

0.0015 

0.0450 

9.10 

70 

60.90 

30.00 

18.27 

0.0200 

8.4729 

5.63 

40 

34.37 

5.00 

1.72 

0.0015 

0.0120 

5.69 

60 

54.31 

30.00 

16.29 

0.0150 

1.8656 

6.60 

100 

93.40 

35.00 

32.69 

0.0015 

0.3416 

10.87 

60 

49.13 

30.00 

14.74 

0.0150 

1.0744 

6.33 

40 

33.67 

5.00 

1.68 

0.0015 

0.0589 

6.33 

40 

33.67 

5.00 

1.68 

0.0020 

0.0145 

7.57 

40 

32.43 

5.00 

1.62 

0.0020 

0.0008 

17.60 

80 

62.40 

40.00 

24.96 

0.0200 

0.5530 

11.03 

80 

68.97 

40.00 

27.59 

0.0200 

8.2550 

11.03 

100 

88.97 

35.00 

31.14 

0.0015 

0.2319 

9.15 

60 

50.85 

30.00 

15.25 

0.0150 

0.1382 

10.74 

80 

69.26 

40.00 

27.70 

0.0200 

7.1240 

10.74 

60 

49.26 

30.00 

14.78 

0.0150 

1.5036 

7.74 

100 

92.26 

30.00 

27.68 

0.0015 

0.1605 

7.74 

70 

62.26 

30.00 

18.68 

0.0200 

0.3610 

5.29 

60 

54.71 

30.00 

16.41 

0.0150 

4.6620 

7.66 

70 

62.34 

30.00 

18.70 

0.0015 

0.0004 































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


11008061 


Village Name 

Census Code 

Sohan Nagar 

0820000302410800 

Uchiyarda 

0815000401966100 

Vishnu Ki Dhani 

0815000602002300 

Akarli Bakshiram 

0817000302136100 

Akarli Dhansingh 

0817000302138100 

Akarli Sutharon Ki Dhani 

0817000302138400 

Bagiya Charnan 

0817000302140000 

Bagundi 

0817000302135900 



Zone (Fresh 
/ Saline) 


Bedarlai 


Borawas 


Champa Beri 


Chandiyon Ki Dhani 


Chimoniyon Ki Dhani 


Darjiyon Ki Beri 


Dolinadi 


Doongra Nada 


Ganganiyon Ki Dhani 


Godaron Ki Dhani 


Goliya Vida 


Googri 


Gopri 


Hanumanpura 


Ikadani 


Jagram Ki Dhani 


Jasnathpura 


Jhalamaliya 


Jhiponiyon Ki Dhani 


Jonguon Ki Dhani 


Kalawa 


Kalewa 


Kanwarli 


Karnisar 


Keraliya 


Kumpaliya 


Kyar Charnan 


Lapundara Barthan 


Lapundara Malbechhan (Chauhan) 


Lapundara Tarli 


Legonki Dhani 


Loreti 


Lumbaniya Ki Dhani 


Mahadeo Ka Mandir 


Mahadeo Nagar 


Malwa Charnan 


Malwa Patawatan (Jageer) 


Malwa Utrad 


Mandapura 


Meethi Beri 


Meraj Ki Beri 


Nawatala 


Newai 


0817000302140600 


0817000302136200 


0817000302140200 


0817000302140300 


0817000202118400 


0817000202122100 


0817000202122400 


0817000202118100 


0817000302139600 


0817000202118500 


0817000302140500 


0817000302140100 


0817000302136000 


0817000302140400 


0817000302139000 


0817000302144600 


0817000202119100 


0817000202118700 


0817000202123800 


0817000202118000 


0817000202118300 


0817000302137600 


0817000302139700 


0817000302139900 


0817000302144900 


0817000202122900 


0817000202118200 


0817000302139800 


0817000202122500 


0817000202122300 


0817000202122200 


0817000202121700 


0817000202123000 


0817000302138700 


0817000202117900 


0817000302138200 


0817000202122800 


0817000202122700 


0817000202121800 


0817000302140700 


0817000302138500 


0817000302139200 


0817000302146300 


0817000302143800 


6.42 Sali 


9.40 Sali 


6.96 Sali 


18.56 Sali 


14.05 Sali 


14.45 Sali 


2.96 Sali 


23.84 Sali 


8.64 Sali 


33.39 Sali 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hydrogeological Unit 

Older Alluvium 

Jalore Granite 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Younger 

Alluvium 

Older Al 

uvium 

Older Al 

uvium 

Younger 

Alluvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Younger 

Alluvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

5.87 

70 

64.13 

15.00 

9.62 

0.0015 

0.0927 

8.46 

70 

61.54 

30.00 

18.46 

0.0015 

0.0082 

8.73 

60 

51.27 

30.00 

15.38 

0.0150 

0.2895 

23.65 

140 

116.35 

20.00 

23.27 

0.0150 

6.4772 

20.47 

140 

119.53 

20.00 

23.91 

0.0150 

5.0383 

17.39 

140 

122.61 

20.00 

24.52 

0.0150 

5.3161 

27.58 

140 

112.42 

20.00 

22.48 

0.0150 

0.0162 

23.69 

140 

116.31 

20.00 

23.26 

0.0150 

5.9985 

23.69 

100 

76.31 

30.00 

22.89 

0.0200 

0.8127 

25.64 

140 

114.36 

20.00 

22.87 

0.0150 

0.3734 

26.45 

140 

113.55 

20.00 

22.71 

0.0150 

1.8647 

26.45 

100 

73.55 

30.00 

22.06 

0.0200 

1.7814 

27.61 

140 

112.39 

20.00 

22.48 

0.0150 

4.0205 

27.84 

140 

112.16 

20.00 

22.43 

0.0150 

1.8846 

15.47 

140 

124.53 

30.00 

37.36 

0.0150 

1.4312 

10.26 

140 

129.74 

30.00 

38.92 

0.0150 

0.0096 

14.85 

140 

125.15 

30.00 

37.54 

0.0150 

3.3398 

28.83 

140 

111.17 

30.00 

33.35 

0.0150 

2.0179 

20.11 

140 

119.89 

20.00 

23.98 

0.0150 

0.8308 

12.32 

140 

127.68 

30.00 

38.30 

0.0150 

3.4358 

26.15 

140 

113.85 

20.00 

22.77 

0.0150 

2.0338 

27.06 

140 

112.94 

20.00 

22.59 

0.0150 

1.1573 

18.01 

140 

121.99 

20.00 

24.40 

0.0150 

10.6876 

26.19 

140 

113.81 

20.00 

22.76 

0.0150 

2.7896 

19.01 

140 

120.99 

20.00 

24.20 

0.0150 

1.5129 

30.45 

140 

109.55 

20.00 

21.91 

0.0150 

0.1347 

10.44 

140 

129.56 

30.00 

38.87 

0.0150 

2.4538 

17.93 

140 

122.07 

30.00 

36.62 

0.0150 

1.7885 

14.91 

140 

125.09 

30.00 

37.53 

0.0150 

0.4049 

18.77 

140 

121.23 

30.00 

36.37 

0.0150 

8.2998 

24.76 

140 

115.24 

30.00 

34.57 

0.0150 

1.3393 

27.85 

140 

112.15 

20.00 

22.43 

0.0150 

4.9989 

27.85 

100 

72.15 

30.00 

21.64 

0.0200 

0.1360 

22.27 

140 

117.73 

20.00 

23.55 

0.0150 

0.9882 

22.66 

140 

117.34 

20.00 

23.47 

0.0150 

0.1192 

29.02 

140 

110.98 

20.00 

22.20 

0.0150 

0.0430 

10.76 

140 

129.24 

30.00 

38.77 

0.0150 

0.4019 

27.25 

140 

112.75 

30.00 

33.83 

0.0150 

3.3540 

25.60 

140 

114.40 

20.00 

22.88 

0.0150 

1.7924 

14.59 

140 

125.41 

30.00 

37.62 

0.0150 

2.5437 

12.34 

140 

127.66 

30.00 

38.30 

0.0150 

9.6006 

10.50 

140 

129.50 

30.00 

38.85 

0.0150 

1.8532 

8.34 

140 

131.66 

30.00 

39.50 

0.0150 

2.0448 

16.36 

140 

123.64 

30.00 

37.09 

0.0150 

1.8337 

17.48 

140 

122.52 

20.00 

24.50 

0.0150 

2.0009 

16.82 

140 

123.18 

30.00 

36.95 

0.0150 

0.3538 

17.70 

140 

122.30 

20.00 

24.46 

0.0150 

2.3232 

11.71 

140 

128.29 

30.00 

38.49 

0.0150 

2.3264 

13.36 

140 

126.64 

30.00 

37.99 

0.0150 

4.3267 

8.11 

140 

131.89 

30.00 

39.57 

0.0150 

0.2349 

30.47 

140 

109.53 

20.00 

21.91 

0.0150 

0.0407 

21.29 

140 

118.71 

20.00 

23.74 

0.0150 

4.5357 

20.43 

140 

119.57 

20.00 

23.91 

0.0150 

1.6050 

32.98 

140 

107.02 

20.00 

21.40 

0.0150 

0.0290 

19.58 

140 

120.42 

20.00 

24.08 

0.0150 

0.0531 









































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



11008062 


Nimbli 


Panadeora 


Pareu 


Patiyal 


Peeroni Saiyon Ki Dhani 


Pooniyon Ki Beri 


Rajberi Malwa 


Reenchholi 


Roopadevi 


Sajiyali Moolraj(Kyar) 


Sajiyali Moolraj-ll 


Sajiyali Padamsingh(Kanthwara) 


Sajiyali Padamsingh-I 


Sajiyali Roopji(Kanthwara) 


Sajiyali Roopji(Rajaberi) 


Sambhra 


Sodhon Ki Dhani 


Sonkaro Ki Beri 


Srawannadi 


Sutharon Ki Dhani 


Aakli 


Adarsh Basti 


Adarsh Basti Bishala 


Adarsh Basti Nand 


Alsaniyon Ki Dhani 


Amar Singh Ki Dhani 


Amarsar 


Ambabari 


Andaniyon Ka Tala 


Bagasar 


Balai 


Balasar 


Bariyara 


Batara 


Bhadarwa 


Bhadarwa Purohitan 


Bhadres Gandhau 


Bhadres Punasiya 


Bhagwananiyon Ki Dhani 


Bhation Ka Der 


Bhiyar 


Bhiyasar 


Bhurtiya 


Bisoo Kalan 


Census Code 


0817000302135500 


0817000202123700 


0817000202118900 


0817000302139100 


0817000202118600 


0817000202118800 


0817000202123100 


0817000302144800 


0817000302135800 


0817000302138000 


0817000302138800 


0817000302137900 


0817000302138300 


0817000302138900 


0817000302137800 


0817000302137700 


0817000302136300 


0817000302138600 


0817000202123400 


0817000202122600 


0817000102092500 


0817000102092200 


0817000602209400 


0817000602206600 


Zone (Fresh 
/ Saline) 


0817000102096200 


0817000102095800 


0816000202058600 


0817000102093800 


0817000602206300 


0817000202109500 


0817000102095300 


0817000102089800 


0817000102097300 


0817000102102600 


0817000602207100 


0817000602207300 


0817000602211100 


0817000602211300 


0817000102093100 


0817000602210000 


0817000102096300 


0816000302074300 


0817000602215300 


0817000102094900 




Saline 


10.39 Saline 


6.54 Fresh 


17.87 Fresh 


Saline 


27.76 Fresh 


Saline 


12.63 Fresh 


20.93 Fresh 


Saline 


50.33 Saline 


10.62 Saline 


13.07 Saline 


1.73 Fresh 


50.50 Saline 


46.18 Fresh 


Saline 


17.98 Fresh 


51.56 Saline 


25.75 Fresh 


12.95 Fresh 


7.42 Fresh 


6.49 Fresh 


18.95 Fresh 


12.20 Fresh 


31.26 Fresh 


63.14 Fresh 


30.88 Fresh 


10.41 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Jalore Granite 

Non-command 

Tertiary Sandstone 

Non-command 

Jalore Granite 

Non-command 

Jalore Granite 

Non-command 

Rhyolite 

Non-command 

Rhyolite 

Non-command 

Rhyolite 

Non-command 

Jalore Granite 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Jalore Granite 

Non-command 

Tertiary Sandstone 

Non-command 

Rhyolite 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Jalore Granite 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Rhyolite 

Non-command 

Tertiary Sandstone 

Non-command 

Rhyolite 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

22.91 

140 

117.09 

20.00 

23.42 

0.0150 

0.0080 

14.68 

140 

125.32 

30.00 

37.60 

0.0150 

0.9873 

12.42 

140 

127.58 

30.00 

38.27 

0.0150 

1.6984 

19.98 

140 

120.03 

20.00 

24.01 

0.0150 

3.0901 

13.52 

140 

126.48 

30.00 

37.94 

0.0150 

3.9385 

10.90 

140 

129.10 

30.00 

38.73 

0.0150 

2.4721 

10.19 

140 

129.81 

30.00 

38.94 

0.0150 

1.8231 

29.49 

140 

110.51 

20.00 

22.10 

0.0150 

0.3915 

24.95 

140 

115.05 

20.00 

23.01 

0.0150 

0.0003 

24.44 

140 

115.56 

20.00 

23.11 

0.0150 

7.0421 

20.09 

140 

119.91 

20.00 

23.98 

0.0150 

1.8859 

25.64 

140 

114.36 

20.00 

22.87 

0.0150 

3.9005 

22.53 

140 

117.47 

20.00 

23.49 

0.0150 

6.4727 

19.60 

140 

120.40 

20.00 

24.08 

0.0150 

0.9609 

26.01 

140 

113.99 

20.00 

22.80 

0.0150 

3.7754 

26.91 

140 

113.09 

20.00 

22.62 

0.0150 

12.3463 

26.30 

100 

73.70 

30.00 

22.11 

0.0200 

0.0013 

19.35 

140 

120.65 

20.00 

24.13 

0.0150 

1.2258 

8.11 

140 

131.89 

30.00 

39.57 

0.0150 

0.2614 

10.67 

140 

129.33 

30.00 

38.80 

0.0150 

4.3037 

43.45 

100 

56.55 

5.00 

2.83 

0.0015 

0.0845 

43.45 

200 

156.55 

20.00 

31.31 

0.0100 

0.5779 

43.45 

100 

56.55 

5.00 

2.83 

0.0100 

0.0722 

14.89 

100 

85.11 

5.00 

4.26 

0.0100 

0.4411 

15.93 

100 

84.07 

5.00 

4.20 

0.0015 

0.0413 

16.66 

100 

83.34 

5.00 

4.17 

0.0015 

0.1100 

16.66 

100 

83.34 

5.00 

4.17 

0.0015 

0.0017 

39.96 

100 

60.04 

5.00 

3.00 

0.0015 

0.0356 

39.96 

200 

160.04 

20.00 

32.01 

0.0100 

6.0483 

39.96 

160 

120.04 

15.00 

18.01 

0.0100 

0.1734 

81.41 

140 

58.59 

20.00 

11.72 

0.0200 

2.9473 

75.69 

140 

64.31 

20.00 

12.86 

0.0200 

0.1528 

75.69 

140 

64.31 

10.00 

6.43 

0.0100 

0.1853 

75.69 

160 

84.31 

15.00 

12.65 

0.0100 

0.4957 

25.73 

90 

64.27 

30.00 

19.28 

0.0010 

0.0085 

54.72 

160 

105.28 

15.00 

15.79 

0.0100 

1.6774 

12.33 

100 

87.67 

5.00 

4.38 

0.0015 

0.0103 

62.64 

160 

97.36 

20.00 

19.47 

0.0100 

0.3196 

61.55 

160 

98.45 

15.00 

14.77 

0.0100 

7.4575 

30.30 

100 

69.70 

5.00 

3.49 

0.0015 

0.0561 

30.30 

200 

169.70 

20.00 

33.94 

0.0100 

8.1330 

30.30 

160 

129.70 

15.00 

19.46 

0.0100 

0.1438 

75.12 

140 

64.88 

20.00 

12.98 

0.0200 

4.2840 

66.15 

160 

93.85 

15.00 

14.08 

0.0100 

4.7040 

86.98 

160 

73.02 

20.00 

14.60 

0.0100 

3.7612 

88.35 

160 

71.65 

20.00 

14.33 

0.0100 

1.8551 

18.54 

100 

81.46 

5.00 

4.07 

0.0015 

0.0201 

18.54 

160 

141.46 

20.00 

28.29 

0.0100 

1.1716 

15.52 

100 

84.48 

5.00 

4.22 

0.0015 

0.0411 

90.60 

200 

109.40 

20.00 

21.88 

0.0100 

4.1453 

57.33 

160 

102.67 

20.00 

20.53 

0.0100 

0.8558 

84.96 

140 

55.04 

20.00 

11.01 

0.0200 

4.8031 

94.02 

160 

65.98 

25.00 

16.49 

0.0100 

0.0434 

37.19 

160 

122.81 

20.00 

24.56 

0.0100 

3.1820 

72.33 

200 

127.67 

20.00 

25.53 

0.0100 

0.6185 




















































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Tertiary Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Rhyolite 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Rhyolite 


Tertiary Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Rhyolite 


Rhyolite 


Rhyolite 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Jalore Granite 


Jalore Granite 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Rhyolite 


Jurassic Sandstone 


Jurassic Sandstone 


Jalore Granite 


Tertiary Sandstone 


Jalore Granite 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Jalore Granite 


Tertiary Sandstone 


Tertiary Sandstone 


Rhyolite 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tortiarx/ Qanrlctnno 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

72.33 

160 

87.67 

15.00 

13.15 

0.0100 

1.0502 

72.56 

140 

67.44 

20.00 

13.49 

0.0200 

2.2957 

72.56 

140 

67.44 

10.00 

6.74 

0.0100 

0.3099 

72.56 

160 

87.44 

15.00 

13.12 

0.0100 

2.5719 

12.45 

100 

87.55 

5.00 

4.38 

0.0015 

0.0015 

32.72 

160 

127.28 

20.00 

25.46 

0.0100 

4.6313 

49.56 

160 

110.44 

20.00 

22.09 

0.0100 

1.2525 

33.54 

200 

166.46 

20.00 

33.29 

0.0100 

0.6890 

64.81 

200 

135.19 

20.00 

27.04 

0.0100 

2.4106 

75.14 

200 

124.86 

20.00 

24.97 

0.0100 

1.1944 

71.37 

160 

88.63 

15.00 

13.29 

0.0100 

0.4517 

64.97 

200 

135.03 

20.00 

27.01 

0.0100 

0.7687 

17.06 

100 

82.94 

5.00 

4.15 

0.0015 

0.0001 

17.06 

160 

142.94 

20.00 

28.59 

0.0100 

0.9610 

58.42 

160 

101.58 

20.00 

20.32 

0.0100 

0.4456 

61.59 

140 

78.41 

20.00 

15.68 

0.0200 

0.8204 

59.82 

160 

100.18 

20.00 

20.04 

0.0100 

0.1416 

76.42 

160 

83.58 

20.00 

16.72 

0.0100 

0.5156 

16.25 

100 

83.75 

5.00 

4.19 

0.0015 

0.0107 

16.25 

100 

83.75 

5.00 

4.19 

0.0015 

0.0189 

20.83 

100 

79.17 

5.00 

3.96 

0.0015 

0.0138 

20.83 

160 

139.17 

20.00 

27.83 

0.0100 

0.5665 

40.63 

140 

99.37 

15.00 

14.91 

0.0100 

0.0000 

73.67 

200 

126.33 

20.00 

25.27 

0.0100 

3.0639 

73.67 

160 

86.33 

15.00 

12.95 

0.0100 

0.0521 

60.41 

160 

99.59 

20.00 

19.92 

0.0100 

0.6193 

26.87 

70 

43.13 

35.00 

15.09 

0.0015 

0.0023 

26.87 

70 

43.13 

30.00 

12.94 

0.0015 

0.0278 

37.18 

160 

122.82 

20.00 

24.56 

0.0100 

0.8864 

37.18 

140 

102.82 

15.00 

15.42 

0.0100 

0.0666 

75.87 

160 

84.13 

20.00 

16.83 

0.0100 

0.1151 

67.15 

140 

72.85 

20.00 

14.57 

0.0200 

5.4052 

67.15 

200 

132.85 

20.00 

26.57 

0.0100 

1.6306 

13.70 

100 

86.30 

5.00 

4.32 

0.0015 

0.0981 

63.48 

140 

76.52 

20.00 

15.30 

0.0200 

2.8302 

64.23 

140 

75.77 

20.00 

15.15 

0.0200 

2.3411 

21.76 

100 

78.24 

5.00 

3.91 

0.0015 

0.0059 

21.76 

200 

178.24 

20.00 

35.65 

0.0100 

0.2545 

21.76 

100 

78.24 

5.00 

3.91 

0.0100 

0.7805 

21.76 

160 

138.24 

15.00 

20.74 

0.0100 

0.1028 

38.64 

160 

121.36 

20.00 

24.27 

0.0100 

0.2207 

37.53 

140 

102.47 

15.00 

15.37 

0.0100 

0.1277 

98.10 

160 

61.90 

25.00 

15.48 

0.0100 

0.0007 

68.11 

160 

91.89 

15.00 

13.78 

0.0100 

1.8515 

68.02 

140 

71.98 

20.00 

14.40 

0.0200 

3.8722 

49.95 

100 

50.05 

5.00 

2.50 

0.0015 

0.0975 

56.04 

200 

143.96 

20.00 

28.79 

0.0100 

9.3062 

56.04 

160 

103.96 

15.00 

15.59 

0.0100 

1.0997 

15.97 

100 

84.03 

5.00 

4.20 

0.0015 

0.0107 

85.14 

160 

74.86 

20.00 

14.97 

0.0100 

1.3676 

55.37 

160 

104.63 

20.00 

20.93 

0.0100 

3.9859 

66.47 

200 

133.53 

20.00 

26.71 

0.0100 

11.0426 

55.50 

200 

144.50 

20.00 

28.90 

0.0100 

3.8417 

42.28 

200 

157.72 

20.00 

31.54 

0.0100 

10.2919 

85.20 

200 

114.80 

20.00 

22.96 

0.0100 

5.7106 


































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone (Fresh 
/ Saline) 



Isramon Ka Tala 


Jaitaniyon Ki Dhani 


Jalila 


Jase Ka Gaon 


Jasnath Puri 


Jasontaniyon Ki Dhani 


Jatiya Kumaharon Ki Basti 


Jhanphli Kalan 


Jhanphli Khurd 


Jhari 


Jharwa 


Joranada 


Juneja Mehron Ki Basti 


Junejon Ki Basti 


Kalijal 


Kamoipura 


Kanora 


Kapoordi 


Karanpur 


Kayam Ki Basti 


Kerawa 


Khanadiya 


Khanji Ka Tala 


Khariya Tala 


Khatiyon Ka Tala 


Khejarali 


Khural 


Kohariyon Ki Basti 


Kotriyon Ki Dhani 


Lakhetali 


Langon Ki Dhani 


Lunu Agor 


Madha Ka Tala 


Madpura Purana Gaon 


Madpura Sani 


0817000202108700 


0817000602207600 


0817000102094300 


0817000102094600 


0817000202109600 


0817000602207000 


0817000602209900 


0817000102091500 


0817000102091600 


0817000102092300 


0817000602211000 


0817000102093700 


0817000602208100 


0817000102092100 


0817000102090500 


0817000602211200 


0817000602209200 


0817000602209700 


0817000202109700 


0817000102102100 


0817000602209100 


0817000202109900 


0817000202110200 


0817000602207400 


0817000202109300 


0817000102092600 


0817000102097200 


0817000102101800 


0817000102096400 


0817000602209800 


0817000102098200 


0817000602210800 


0817000102102200 


0817000202128100 


0817000602213900 


8.55 Fresh 


6.32 Fresh 


5.64 Fresh 





51.58 Fresh 


Saline 


31.69 Fresh 


8.49 Fresh 


13.45 Fresh 



13.41 Fresh 


5.47 Saline 


1.98 Fresh 


Saline 


20.34 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Rhyolite 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Jalore Granite 

Non-command 

Tertiary Sandstone 

Non-command 

Jalore Granite 

Non-command 

Tertiary Sandstone 

Non-command 

Rhyolite 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Jalore Granite 

Non-command 

Rhyolite 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Jalore Granite 

Non-command 

Jalore Granite 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Rhyolite 

Non-command 

Rhyolite 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Rhyolite 

Non-command 

Rhyolite 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Jalore Granite 

Non-command 

Jurassic Sandstone 

Non-command 

Rhyolite 

Non-command 

Tertiary Sandstone 

Non-command 

Jalore Granite 

Non-command 

Rhyolite 

Non-command 

Tertiary Sandstone 

Non-command 

Rhyolite 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

17.86 

100 

82.14 

5.00 

4.11 

0.0015 

0.0139 

17.86 

160 

142.14 

20.00 

28.43 

0.0100 

1.4493 

70.83 

160 

89.17 

20.00 

17.83 

0.0100 

0.1634 

68.44 

160 

91.56 

20.00 

18.31 

0.0100 

1.0068 

28.72 

100 

71.29 

5.00 

3.56 

0.0015 

0.0013 

28.72 

200 

171.29 

20.00 

34.26 

0.0100 

0.6713 

28.72 

100 

71.29 

5.00 

3.56 

0.0100 

0.0000 

28.72 

160 

131.29 

15.00 

19.69 

0.0100 

0.6770 

25.45 

100 

74.55 

5.00 

3.73 

0.0015 

0.0097 

25.45 

160 

134.55 

20.00 

26.91 

0.0100 

6.8391 

13.87 

200 

186.13 

20.00 

37.23 

0.0100 

3.3491 

59.72 

160 

100.28 

20.00 

20.06 

0.0100 

0.2190 

89.35 

160 

70.65 

20.00 

14.13 

0.0100 

4.3975 

58.03 

160 

101.97 

20.00 

20.39 

0.0100 

1.1019 

66.78 

200 

133.22 

20.00 

26.64 

0.0100 

2.8733 

66.18 

200 

133.82 

20.00 

26.76 

0.0100 

0.2685 

11.96 

100 

88.04 

5.00 

4.40 

0.0100 

0.4130 

15.97 

100 

84.04 

5.00 

4.20 

0.0015 

0.0236 

46.14 

160 

113.86 

15.00 

17.08 

0.0100 

5.6065 

76.01 

160 

83.99 

20.00 

16.80 

0.0100 

1.9346 

24.02 

100 

75.98 

5.00 

3.80 

0.0015 

0.0196 

24.02 

100 

75.98 

5.00 

3.80 

0.0100 

1.3763 

24.02 

160 

135.98 

15.00 

20.40 

0.0100 

1.1626 

75.88 

200 

124.12 

20.00 

24.82 

0.0100 

0.0538 

17.53 

100 

82.47 

5.00 

4.12 

0.0015 

0.0222 

13.30 

100 

86.70 

5.00 

4.33 

0.0015 

0.0506 

37.26 

160 

122.74 

20.00 

24.55 

0.0100 

9.7708 

64.52 

160 

95.48 

20.00 

19.10 

0.0100 

0.8098 

61.50 

160 

98.50 

15.00 

14.78 

0.0100 

1.6950 

14.44 

100 

85.56 

5.00 

4.28 

0.0015 

0.0078 

14.44 

100 

85.56 

5.00 

4.28 

0.0015 

0.0010 

60.26 

160 

99.74 

20.00 

19.95 

0.0100 

0.1299 

64.70 

160 

95.30 

20.00 

19.06 

0.0100 

1.7002 

78.80 

160 

81.20 

20.00 

16.24 

0.0100 

2.7604 

58.53 

160 

101.47 

20.00 

20.29 

0.0100 

0.3461 

67.22 

200 

132.78 

20.00 

26.56 

0.0100 

3.9461 

64.23 

140 

75.77 

20.00 

15.15 

0.0200 

4.7237 

72.76 

140 

67.24 

10.00 

6.72 

0.0100 

0.0017 

72.76 

160 

87.24 

15.00 

13.09 

0.0100 

1.5697 

17.16 

200 

182.84 

20.00 

36.57 

0.0100 

11.5445 

17.16 

160 

142.84 

15.00 

21.43 

0.0100 

4.2881 

81.91 

140 

58.09 

20.00 

11.62 

0.0200 

7.3649 

46.12 

160 

113.88 

20.00 

22.78 

0.0100 

0.3831 

33.26 

100 

66.74 

5.00 

3.34 

0.0015 

0.0199 

33.26 

140 

106.74 

20.00 

21.35 

0.0200 

4.0414 

16.14 

100 

83.86 

5.00 

4.19 

0.0015 

0.0211 

16.14 

160 

143.86 

20.00 

28.77 

0.0100 

4.3503 

16.14 

80 

63.86 

5.00 

3.19 

0.0010 

0.0033 

16.14 

100 

83.86 

5.00 

4.19 

0.0015 

0.0001 

16.14 

140 

123.86 

15.00 

18.58 

0.0100 

1.1929 

19.45 

100 

80.55 

5.00 

4.03 

0.0015 

0.0158 

64.60 

160 

95.40 

15.00 

14.31 

0.0100 

0.7828 

42.45 

160 

117.55 

20.00 

23.51 

0.0100 

0.1699 

42.45 

140 

97.55 

15.00 

14.63 

0.0100 

0.0717 

57.52 

160 

102.48 

20.00 

20.50 

0.0100 

1.7689 
























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Magini 


Magnaniyon Ki Dhani 


Maloosar 


Manihari 


Mati Ka Gol 


Matuja 


Mege Ka Gaon 


Meghwalon Ka Bas 


Mogerai 


Mokhab Kalan 


Mokhab Khurd 


Moolani 


Motinara 


Muharon Ki Dhani 


Nagarda 


Nai Rewali 


Nand 


Nangana 


Naraniyon Ki Dhani 


Nawaldeo Chatri 


Naya Nagarda 


Neembala 


Negrada 


Om Nagar 


Pabu Mali 


Panchaniyon Ki Dhani 


Panjraj Singh Ki Dhani 


Phoolasar 


Poshal 


Pragniyon Ki Dhani 


Prajawaton Ki Dhani 


Census Code 


0817000102089500 


0817000602207900 


0816000202059000 


0817000102096800 


0817000102097100 


0817000102091800 


0817000102091300 


0817000202110600 


0817000102097900 


0817000102101400 


0817000102101900 


0817000202109200 


0817000102102000 


0817000102097800 


0817000102102400 


0817000202107600 


0817000602206500 


0817000602210100 


0817000602207200 


0817000202110100 


0817000102102300 


0817000102093000 


0817000102090600 


0817000102098000 


0817000102101600 


0817000602207500 


0817000102095000 


0817000202110500 


0817000102102700 


0817000602207700 


0817000602209500 



Zone (Fresh 
/ Saline) 


20.90 Saline 


8.75 Fresh 


21.37 Saline 


64.27 Fresh 




3.34 Fresh 


10.03 Fresh 


Saline 


14.42 Fresh 


28.63 Fresh 


Saline 


23.69 Fresh 


Saline 


13.97 Fresh 


71.53 Saline 




Saline 


17.09 Fresh 


Saline 


27.47 Fresh 


8.12 Fresh 



21.71 Saline 


10.55 Fresh 


4.36 Saline 


2.29 Fresh 


81.63 Fresh 


Saline 


8.85 Fresh 


15.32 Fresh 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Jalore Granite 

Non-command 

Tertiary Sandstone 

Non-command 

Jalore Granite 

Non-command 

Jurassic Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Jalore Granite 

Non-command 

Jalore Granite 

Non-command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Jalore Granite 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Jalore Granite 

Non-command 

Tertiary Sandstone 

Non-command 

Jalore Granite 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Jalore Granite 

Non-command 

Jurassic Sandstone 

Non-command 

Jalore Granite 

Non-command 

Jurassic Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Rhyolite 

Non-command 

Tertiary Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Tertiary Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.38 

100 

87.62 

5.00 

4.38 

0.0100 

0.1348 

68.58 

160 

91.42 

20.00 

18.28 

0.0100 

1.6001 

19.99 

90 

70.01 

30.00 

21.00 

0.0010 

0.0267 

73.20 

140 

66.80 

20.00 

13.36 

0.0200 

3.4069 

73.20 

200 

126.80 

20.00 

25.36 

0.0100 

13.0669 

75.22 

140 

64.78 

10.00 

6.48 

0.0100 

0.1682 

75.22 

160 

84.78 

15.00 

12.72 

0.0100 

1.0634 

75.89 

140 

64.11 

20.00 

12.82 

0.0200 

0.8452 

31.32 

200 

168.68 

20.00 

33.74 

0.0100 

1.9489 

31.32 

160 

128.68 

15.00 

19.30 

0.0100 

0.8208 

58.98 

200 

141.02 

20.00 

28.20 

0.0100 

3.7906 

53.17 

160 

106.83 

20.00 

21.37 

0.0100 

1.6940 

53.17 

140 

86.83 

15.00 

13.02 

0.0100 

0.0603 

20.42 

70 

49.58 

35.00 

17.35 

0.0015 

0.2426 

20.42 

70 

49.58 

30.00 

14.87 

0.0015 

0.2255 

48.96 

140 

91.04 

20.00 

18.21 

0.0200 

3.5838 

66.86 

140 

73.14 

10.00 

7.31 

0.0100 

0.0171 

66.86 

160 

93.14 

15.00 

13.97 

0.0100 

0.5010 

68.00 

160 

92.00 

15.00 

13.80 

0.0100 

2.2741 

58.41 

160 

101.59 

20.00 

20.32 

0.0100 

0.4450 

60.20 

160 

99.80 

15.00 

14.97 

0.0100 

1.6493 

70.41 

140 

69.59 

20.00 

13.92 

0.0200 

2.0046 

70.64 

200 

129.36 

20.00 

25.87 

0.0100 

0.0905 

70.64 

160 

89.36 

15.00 

13.40 

0.0100 

2.5161 

77.66 

160 

82.34 

20.00 

16.47 

0.0100 

1.6453 

9.14 

80 

70.86 

5.00 

3.54 

0.0010 

0.0013 

59.05 

160 

100.95 

20.00 

20.19 

0.0100 

5.5560 

90.22 

160 

69.78 

20.00 

13.96 

0.0100 

4.3514 

66.10 

160 

93.90 

20.00 

18.78 

0.0100 

0.3484 

64.37 

160 

95.63 

15.00 

14.34 

0.0100 

0.8486 

60.74 

100 

39.26 

5.00 

1.96 

0.0015 

0.0559 

60.74 

200 

139.26 

20.00 

27.85 

0.0100 

6.1579 

27.63 

100 

72.37 

5.00 

3.62 

0.0015 

0.0001 

27.63 

200 

172.37 

20.00 

34.47 

0.0100 

2.6686 

27.63 

160 

132.37 

15.00 

19.86 

0.0100 

2.8694 

71.81 

200 

128.19 

20.00 

25.64 

0.0100 

0.6417 

71.81 

160 

88.19 

15.00 

13.23 

0.0100 

1.9290 

74.77 

200 

125.23 

20.00 

25.05 

0.0100 

4.0652 

26.31 

100 

73.69 

5.00 

3.68 

0.0015 

0.0208 

26.31 

140 

113.69 

20.00 

22.74 

0.0200 

0.6478 

41.90 

70 

28.10 

35.00 

9.83 

0.0015 

0.0317 

41.90 

160 

118.10 

25.00 

29.52 

0.0100 

9.7772 

68.38 

160 

91.62 

15.00 

13.74 

0.0100 

2.7116 

78.66 

160 

81.34 

20.00 

16.27 

0.0100 

1.7161 

45.16 

160 

114.84 

15.00 

17.23 

0.0100 

0.7514 

64.55 

160 

95.45 

20.00 

19.09 

0.0100 

0.4138 

75.61 

200 

124.39 

20.00 

24.88 

0.0100 

8.2581 

75.61 

160 

84.39 

15.00 

12.66 

0.0100 

5.3623 

74.17 

160 

85.83 

20.00 

17.17 

0.0100 

1.5200 

17.21 

100 

82.79 

5.00 

4.14 

0.0015 

0.0287 

17.21 

160 

142.79 

20.00 

28.56 

0.0100 

3.0540 

70.28 

140 

69.72 

20.00 

13.94 

0.0200 

7.3930 

70.28 

200 

129.72 

20.00 

25.94 

0.0100 

2.3460 

70.28 

140 

69.72 

10.00 

6.97 

0.0100 

0.0128 

70.28 

160 

89.72 

15.00 

13.46 

0.0100 

0.5150 


















































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Jurassic Sandstone 


Jalore Granite 


Tertiary Sandstone 


Jalore Granite 


Jalore Granite 


Tertiary Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Jalore Granite 


Jurassic Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Rhyolite 


Tertiary Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Rhyolite 


Tertiary Sandstone 


Tertiary Sandstone 


Rhyolite 


Jalore Granite 


Rhyolite 


Tertiary Sandstone 


Jurassic Sandstone 


Rhyolite 


Tertiary Sandstone 


Rhyolite 


Rhyolite 


Rhyolite 


Tertiary Sandstone 


Jalore Granite 


Tertiary Sandstone 


Jalore Granite 


Tertiary Sandstone 


Jalore Granite 


Tortiarx/ Qanrlctnno 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

60.36 

140 

79.64 

20.00 

15.93 

0.0200 

7.5427 

28.40 

100 

71.60 

5.00 

3.58 

0.0100 

0.0207 

28.40 

160 

131.60 

15.00 

19.74 

0.0100 

2.1150 

19.91 

100 

80.09 

5.00 

4.00 

0.0015 

0.0060 

37.00 

100 

63.00 

5.00 

3.15 

0.0015 

0.0124 

37.00 

200 

163.00 

20.00 

32.60 

0.0100 

1.3129 

83.86 

140 

56.14 

20.00 

11.23 

0.0200 

5.3139 

83.86 

140 

56.14 

10.00 

5.61 

0.0100 

0.1269 

83.86 

160 

76.14 

15.00 

11.42 

0.0100 

0.0002 

42.42 

160 

117.58 

20.00 

23.52 

0.0100 

1.0920 

28.17 

200 

171.83 

20.00 

34.37 

0.0100 

6.0817 

28.17 

160 

131.83 

15.00 

19.77 

0.0100 

0.4898 

77.66 

160 

82.34 

20.00 

16.47 

0.0100 

0.0453 

64.81 

160 

95.19 

20.00 

19.04 

0.0100 

4.7343 

15.15 

100 

84.85 

5.00 

4.24 

0.0100 

0.1655 

80.32 

140 

59.68 

20.00 

11.94 

0.0200 

2.4309 

80.32 

140 

59.68 

10.00 

5.97 

0.0100 

0.0678 

80.32 

160 

79.68 

15.00 

11.95 

0.0100 

0.0002 

57.08 

200 

142.92 

20.00 

28.58 

0.0100 

0.0080 

57.08 

160 

102.92 

15.00 

15.44 

0.0100 

3.5788 

63.58 

160 

96.42 

20.00 

19.28 

0.0100 

0.0285 

76.13 

140 

63.87 

10.00 

6.39 

0.0100 

0.0045 

76.13 

160 

83.87 

15.00 

12.58 

0.0100 

0.5662 

60.57 

160 

99.43 

25.00 

24.86 

0.0100 

0.2923 

96.38 

160 

63.62 

25.00 

15.90 

0.0100 

0.0015 

78.67 

160 

81.33 

25.00 

20.33 

0.0100 

0.1946 

78.67 

150 

71.33 

25.00 

17.83 

0.0100 

1.4356 

47.12 

160 

112.88 

20.00 

22.58 

0.0100 

0.3760 

36.18 

100 

63.82 

5.00 

3.19 

0.0015 

0.0078 

36.18 

100 

63.82 

5.00 

3.19 

0.0100 

0.2927 

19.91 

100 

80.09 

5.00 

4.00 

0.0015 

0.0057 

19.83 

100 

80.17 

5.00 

4.01 

0.0015 

0.0452 

19.83 

160 

140.17 

20.00 

28.03 

0.0100 

8.7352 

74.76 

140 

65.24 

20.00 

13.05 

0.0200 

3.3840 

66.76 

160 

93.24 

15.00 

13.99 

0.0100 

0.4468 

15.68 

100 

84.32 

5.00 

4.22 

0.0015 

0.1067 

26.19 

200 

173.81 

20.00 

34.76 

0.0100 

1.7341 

26.19 

160 

133.81 

15.00 

20.07 

0.0100 

10.4103 

10.19 

100 

89.81 

5.00 

4.49 

0.0015 

0.0029 

10.19 

80 

69.81 

5.00 

3.49 

0.0010 

0.0071 

10.19 

100 

89.81 

5.00 

4.49 

0.0015 

0.0404 

10.19 

140 

129.81 

15.00 

19.47 

0.0100 

1.0998 

62.75 

140 

77.25 

20.00 

15.45 

0.0200 

3.0626 

43.85 

100 

56.15 

5.00 

2.81 

0.0015 

0.0001 

43.85 

160 

116.15 

20.00 

23.23 

0.0100 

10.3802 

17.05 

100 

82.95 

5.00 

4.15 

0.0015 

0.0302 

16.90 

100 

83.10 

5.00 

4.16 

0.0015 

0.0649 

16.90 

100 

83.10 

5.00 

4.16 

0.0015 

0.0210 

72.69 

160 

87.31 

20.00 

17.46 

0.0100 

2.6052 

17.25 

100 

82.75 

5.00 

4.14 

0.0015 

0.0023 

17.25 

200 

182.75 

20.00 

36.55 

0.0100 

0.0790 

17.25 

100 

82.75 

5.00 

4.14 

0.0100 

0.2040 

17.25 

160 

142.75 

15.00 

21.41 

0.0100 

0.3915 

35.96 

100 

64.04 

5.00 

3.20 

0.0015 

0.0255 

35.96 

200 

164.04 

20.00 

32.81 

0.0100 

1.2662 



































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 


Census Code 



Taloon Ka Gaon 


Thoombali 


Tirsingra 


Tirsingri 


Utal 


Virdhasingh Ki Dhani 


Vishala Agor 


Aklabya Nagar 


Ambed Nagar 




0817000102094100 


0817000102092700 


0817000602211400 


0817000602211600 


0817000102097400 


0817000102093400 


0817000602208600 


0817000602209300 


0817000202120200 


0817000202122000 



Baghthal 


Bagundi 


Barla 


Beniwalon Ki Dhani 


Berangpura 


Bhilon Ki Basti 


0817000202116800 


0817000302135900 


0817000302135300 


0817000202119000 


0817000202116300 


0817000202121600 


Bhim Gaon 


Bhom Sagar 


Chainpura 


0817000202120400 


0815000501986300 


0817000202121500 


Chak Santara 


Chak Utarni 


0817000202121100 


0817000202119700 


Chaukriya Ki Dhani 


Cheebi 


Cheelanadi 


0817000302135100 


0817000202123300 


0817000202113300 


Chiriya 


Danpura 


Darjiyon Ki Beri 



Devpura @ Gogasar 


Dhandhupura 



Doodhwa 


Doodhwa Malinath 


Fateh Nagar 



Godaron Ki Dhani 


Gogasar 


Gol Soda 


0817000202124500 


0817000202116100 


0817000202122100 


0817000202115700 


0817000202120900 


0817000202116700 


0817000202124300 


0817000302135700 


0817000302135600 


0817000202120700 


0817000202119900 


0817000202116000 


0817000202113500 


0817000202120100 


0817000302136600 


Gol Station 


0817000302136500 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Saline 

Non-command 


Non-command 

Saline 

Non-command 

Saline 

Non-command 

Saline 

Non-command 

Saline 

Non-command 

Saline 

Non-command 

Saline 

Non-command 


Non-command 

Saline 

Non-command 

Saline 

Non-command 

Saline 

Non-command 


Non-command 

Saline 

Non-command 

Saline 

Non-command 


Non-command 

Saline 

Non-command 

Saline 

Non-command 

Saline 

Non-command 


Non-command 

Saline 

Non-command 

Saline 

Non-command 

Saline 

Non-command 


Non-command 

Saline 

Non-command 


Non-command 

Saline 

Non-command 

Saline 

Non-command 


Non-command 

Saline 

Non-command 


Non-command 

Saline 

Non-command 

Saline 

Non-command 

Saline 

Non-command 

Saline 

Non-command 

Saline 

Non-command 


Non-command 

Saline 

Non-command 

Saline 

Non-command 

Saline 

Non-command 


Non-command 

Saline 

Non-command 


Hydrogeological Unit 


Jalore Granite 


Jalore Granite 


Tertiary Sandstone 


Rhyolite 


Rhyolite 


Jurassic Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Rhyolite 


Tertiary Sandstone 


Rhyolite 


Rhyolite 


Older Alluvium 


Rhyolite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 


Rhyolite 


Rhyolite 


Older Alluvium 


Older Alluvium 


Rhyolite 


Rhyolite 


Older Alluvium 


Rhyolite 


Older Alluvium 


Older Alluvium 


Rhyolite 


Tertiary Sandstone 


Rhyolite 


Tertiary Sandstone 


Older Alluvium 


Rhyolite 


Rhyolite 


Tertiary Sandstone 


Rhyolite 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 


Rhyolite 


Older Alluvium 


Older Alluvium 


Rhyolite 


Rhyolite 


Rhyolite 


Tertiary Sandstone 


Rhyolite 


Rhyolite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

48.66 

100 

51.34 

5.00 

2.57 

0.0015 

0.0187 

60.40 

100 

39.60 

5.00 

1.98 

0.0015 

0.0483 

60.40 

200 

139.60 

20.00 

27.92 

0.0100 

7.6598 

15.54 

100 

84.46 

5.00 

4.22 

0.0015 

0.0456 

12.54 

100 

87.46 

5.00 

4.37 

0.0015 

0.0290 

83.09 

140 

56.91 

20.00 

11.38 

0.0200 

0.9968 

60.54 

200 

139.46 

20.00 

27.89 

0.0100 

1.2643 

60.54 

160 

99.46 

15.00 

14.92 

0.0100 

0.8710 

16.07 

100 

83.93 

5.00 

4.20 

0.0015 

0.0498 

16.07 

160 

143.93 

20.00 

28.79 

0.0100 

0.1390 

13.01 

100 

86.99 

5.00 

4.35 

0.0015 

0.0482 

19.37 

100 

80.63 

5.00 

4.03 

0.0015 

0.0333 

10.26 

140 

129.74 

30.00 

38.92 

0.0150 

1.0683 

10.26 

100 

89.74 

5.00 

4.49 

0.0015 

0.0121 

31.83 

140 

108.17 

30.00 

32.45 

0.0150 

3.5723 

23.69 

140 

116.31 

20.00 

23.26 

0.0150 

0.5792 

26.56 

140 

113.44 

20.00 

22.69 

0.0150 

0.1345 

12.08 

140 

127.92 

30.00 

38.37 

0.0150 

0.2162 

16.34 

140 

123.66 

15.00 

18.55 

0.0100 

2.7241 

8.08 

140 

131.92 

30.00 

39.58 

0.0150 

2.3488 

8.08 

100 

91.92 

5.00 

4.60 

0.0015 

0.0128 

26.95 

100 

73.05 

5.00 

3.65 

0.0015 

0.0299 

32.01 

80 

47.99 

30.00 

14.40 

0.0200 

0.1779 

6.15 

140 

133.85 

30.00 

40.15 

0.0150 

1.8744 

6.15 

100 

93.85 

5.00 

4.69 

0.0015 

0.0249 

22.06 

100 

77.94 

5.00 

3.90 

0.0015 

0.0226 

10.32 

140 

129.68 

30.00 

38.90 

0.0150 

0.2153 

10.32 

100 

89.68 

5.00 

4.48 

0.0015 

0.0254 

27.01 

140 

112.99 

20.00 

22.60 

0.0150 

0.2183 

6.14 

140 

133.86 

30.00 

40.16 

0.0150 

7.5470 

51.27 

100 

48.73 

5.00 

2.44 

0.0015 

0.0182 

51.27 

140 

88.73 

15.00 

13.31 

0.0100 

0.0141 

17.99 

100 

82.01 

5.00 

4.10 

0.0015 

0.0266 

13.07 

140 

126.93 

15.00 

19.04 

0.0100 

2.4714 

10.26 

140 

129.74 

30.00 

38.92 

0.0150 

2.6620 

10.26 

100 

89.74 

5.00 

4.49 

0.0015 

0.0076 

18.47 

100 

81.53 

5.00 

4.08 

0.0015 

0.0109 

18.47 

140 

121.53 

15.00 

18.23 

0.0100 

0.3565 

26.09 

100 

73.91 

5.00 

3.70 

0.0015 

0.0019 

27.24 

140 

112.76 

30.00 

33.83 

0.0150 

6.8869 

27.24 

140 

112.76 

15.00 

16.91 

0.0100 

0.5464 

4.84 

140 

135.16 

30.00 

40.55 

0.0150 

2.0369 

4.84 

100 

95.16 

5.00 

4.76 

0.0015 

0.0002 

25.69 

140 

114.31 

20.00 

22.86 

0.0150 

2.8125 

26.56 

140 

113.44 

20.00 

22.69 

0.0150 

1.1026 

32.18 

100 

67.82 

5.00 

3.39 

0.0015 

0.0401 

10.76 

100 

89.24 

5.00 

4.46 

0.0015 

0.0574 

12.93 

100 

87.07 

5.00 

4.35 

0.0015 

0.0000 

12.93 

140 

127.07 

15.00 

19.06 

0.0100 

1.8762 

33.48 

100 

66.52 

5.00 

3.33 

0.0015 

0.0125 

11.74 

100 

88.26 

5.00 

4.41 

0.0015 

0.0200 

27.02 

140 

112.98 

20.00 

22.60 

0.0150 

0.8653 

27.02 

100 

72.98 

30.00 

21.89 

0.0200 

2.1312 

26.95 

140 

113.05 

20.00 

22.61 

0.0150 

3.7513 

26.95 

100 

73.05 

30.00 

21.92 

0.0200 

0.1519 

























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Gulji Ka Pana 


Hadaniyon Ki Dhani 


Hanumanpura 


Hira Ki Dhani 


Holani 


Jagram Ki Dhani 


Jajawa 


Jajawa lejee 


Jakhara 


Jhalamaliya 


Jhoond 


Jhoond South 


Joraniyo Ki Dhani 


Kankolgarh 


Kasoombala Bhatiyan 


Kasoombala Phanta 


Kerala 


Keraliya 


Kharapar 


Kharda Bharat Singh 


Khokhar 


Khokhar South 


Khothon Ki Dhani 


Khumansar 


Kuknon Ki Dhani 


Lachhar 


Lapundara Malbechhan (Chauhan) 


Lapundara Tarli 


Legon Ki Dhani 


Legonki Dhani 


Lopali 


Malasar 


Maldetha 


Malwa Charnan 


Malwa Goyalan 


Malwa Utrad 


Manasar 


Manpura Kharda 


Nagona Tala 


Census Code 


0817000202125000 


0817000202103600 


0817000202117200 


0817000202103800 


0817000202121900 


0817000202119100 


0817000202120800 


0817000202120500 


0817000202116200 


0817000202123800 


0817000202123900 


0817000202124000 


0817000202103300 


0817000202116900 


0817000202103100 


0817000202103200 


0817000202124100 


0817000202124700 


0817000202122900 


0817000202123500 


0817000202117300 



Zone (Fresh 
/ Saline) 



0817000202116600 


0817000202117100 



0817000202103700 


0816000202066600 


0817000202114600 


0817000302135400 


0817000202122300 


0817000202122200 


0817000202119400 


0817000202121700 


0817000202124600 


0817000202117500 


0817000202119600 


0817000202122800 


0817000202123200 


0817000202121800 


0816000202064700 


0817000202119300 


0817000202113400 


5.73 Sali 


2.93 Sali 


4.41 Sali 


8.79 Sali 


3.26 Sali 


9.95 Sali 


6.44 Sali 


7.44 Sali 


15.62 Sali 


8.60 Sali 


2.87 Sali 


2.83 Sali 


12.13 Sali 


8.56 Sali 


20.13 Sali 


15.19 Sali 


2.13 Sali 


13.21 Sali 


1.20 Sali 


10.35 Sali 


5.06 Sali 


8.11 Sali 


42.15 Sali 


6.64 Sali 


13.25 Sali 


22.85 Sali 


10.60 Sali 


25.11 Sali 


4.93 Sali 


12.93 Sali 


16.72 Sali 


8.08 Sali 


10.48 Sali 


7.48 Saline 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Rhyolite 

Non-command 

Tertiary Sandstone 

Non-command 

Older Alluvium 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Rhyolite 

Non-command 

Tertiary Sandstone 

Non-command 

Rhyolite 

Non-command 

Rhyolite 

Non-command 

Tertiary Sandstone 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Rhyolite 

Non-command 

Tertiary Sandstone 

Non-command 

Older Alluvium 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Older Alluvium 

Non-command 

Rhyolite 

Non-command 

Rhyolite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Tertiary Sandstone 

Non-command 

Older Alluvium 

Non-command 

Tertiary Sandstone 

Non-command 

Older Alluvium 

Non-command 

Rhyolite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Tertiary Sandstone 

Non-command 

Older Alluvium 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Older Alluvium 

Non-command 

Rhyolite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Rhyolite 

Non-command 

Tertiary Sandstone 

Non-command 

Older Alluvium 

Non-command 

Rhyolite 

Non-command 

Older Alluvium 

Non-command 

Rhyolite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Tertiary Sandstone 

Non-command 

Rhyolite 

Non-command 

Tertiary Sandstone 

Non-command 

Rhyolite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

29.97 

100 

70.03 

5.00 

3.50 

0.0015 

0.0001 

20.87 

140 

119.13 

15.00 

17.87 

0.0100 

0.5238 

13.84 

140 

126.16 

30.00 

37.85 

0.0150 

0.0946 

13.84 

140 

126.16 

15.00 

18.92 

0.0100 

0.8035 

22.74 

140 

117.26 

15.00 

17.59 

0.0100 

0.7325 

9.33 

140 

130.67 

30.00 

39.20 

0.0150 

1.9143 

10.44 

140 

129.56 

30.00 

38.87 

0.0150 

1.8691 

10.44 

100 

89.56 

5.00 

4.48 

0.0015 

0.0036 

10.44 

140 

129.56 

15.00 

19.43 

0.0100 

0.1241 

32.49 

100 

67.51 

5.00 

3.38 

0.0015 

0.0326 

38.44 

100 

61.56 

5.00 

3.08 

0.0015 

0.0344 

17.61 

140 

122.39 

15.00 

18.36 

0.0100 

2.8670 

14.91 

140 

125.09 

30.00 

37.53 

0.0150 

4.4371 

7.38 

140 

132.62 

30.00 

39.79 

0.0150 

1.7031 

7.92 

140 

132.08 

30.00 

39.62 

0.0150 

1.0185 

7.92 

100 

92.08 

5.00 

4.60 

0.0015 

0.0052 

16.49 

140 

123.51 

15.00 

18.53 

0.0100 

2.2292 

32.76 

140 

107.24 

30.00 

32.17 

0.0150 

0.1500 

15.55 

140 

124.45 

15.00 

18.67 

0.0100 

0.5791 

25.53 

140 

114.47 

15.00 

17.17 

0.0100 

0.3514 

20.67 

140 

119.33 

30.00 

35.80 

0.0150 

0.0177 

20.67 

100 

79.33 

5.00 

3.97 

0.0015 

0.0010 

26.03 

100 

73.97 

5.00 

3.70 

0.0015 

0.0217 

10.76 

140 

129.24 

30.00 

38.77 

0.0150 

0.2981 

10.23 

140 

129.77 

30.00 

38.93 

0.0150 

6.0448 

14.42 

140 

125.58 

30.00 

37.67 

0.0150 

0.8205 

14.42 

140 

125.58 

15.00 

18.84 

0.0100 

0.0935 

11.09 

140 

128.91 

30.00 

38.67 

0.0150 

2.6109 

11.09 

140 

128.91 

15.00 

19.34 

0.0100 

0.6363 

27.86 

140 

112.14 

20.00 

22.43 

0.0150 

0.2204 

27.86 

90 

62.14 

5.00 

3.11 

0.0200 

0.0057 

30.43 

140 

109.57 

30.00 

32.87 

0.0150 

1.0336 

21.02 

140 

118.98 

30.00 

35.69 

0.0150 

0.0110 

21.02 

140 

118.98 

15.00 

17.85 

0.0100 

0.0573 

20.45 

140 

119.55 

30.00 

35.87 

0.0150 

0.5442 

20.45 

140 

119.55 

15.00 

17.93 

0.0100 

3.3306 

24.58 

140 

115.42 

15.00 

17.31 

0.0100 

0.1788 

30.37 

90 

59.63 

30.00 

17.89 

0.0200 

1.0031 

32.95 

100 

67.05 

5.00 

3.35 

0.0015 

0.0115 

19.00 

140 

121.00 

20.00 

24.20 

0.0150 

4.4846 

12.34 

140 

127.66 

30.00 

38.30 

0.0150 

0.0037 

10.50 

140 

129.50 

30.00 

38.85 

0.0150 

2.8562 

10.33 

100 

89.67 

5.00 

4.48 

0.0015 

0.0412 

10.33 

140 

129.67 

15.00 

19.45 

0.0100 

0.8463 

8.34 

140 

131.66 

30.00 

39.50 

0.0150 

3.9205 

35.19 

100 

64.81 

5.00 

3.24 

0.0015 

0.0246 

14.79 

140 

125.21 

30.00 

37.56 

0.0150 

0.1065 

10.04 

100 

89.96 

5.00 

4.50 

0.0015 

0.0163 

11.71 

140 

128.29 

30.00 

38.49 

0.0150 

0.7216 

8.74 

140 

131.26 

30.00 

39.38 

0.0150 

2.8146 

8.11 

140 

131.89 

30.00 

39.57 

0.0150 

2.4006 

10.52 

230 

219.48 

25.00 

54.87 

0.0200 

16.8770 

10.09 

100 

89.91 

5.00 

4.50 

0.0015 

0.0534 

10.09 

140 

129.91 

15.00 

19.49 

0.0100 

0.2288 

57.49 

100 

42.51 

5.00 

2.13 

0.0015 

0.0000 



































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Tertiary Sandstone 


Tertiary Sandstone 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 


Rhyolite 


Older Alluvium 


Older Alluvium 


Rhyolite 


Tertiary Sandstone 


Rhyolite 


Older Alluvium 


Older Alluvium 


Rhyolite 


Older Alluvium 


Rhyolite 


Rhyolite 


Tertiary Sandstone 


Older Alluvium 


Rhyolite 


Older Alluvium 


Tertiary Sandstone 


Rhyolite 


Rhyolite 


Older Alluvium 


Rhyolite 


Tertiary Sandstone 


Older Alluvium 


Younger Alluvium 


Rhyolite 


Tertiary Sandstone 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 


Rhyolite 


Rhyolite 


Older Alluvium 


Rhyolite 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

57.49 

140 

82.51 

15.00 

12.38 

0.0100 

0.0206 

18.13 

140 

121.87 

15.00 

18.28 

0.0100 

1.5768 

16.30 

90 

73.70 

30.00 

22.11 

0.0200 

1.1589 

16.30 

230 

213.70 

25.00 

53.42 

0.0200 

10.1696 

22.91 

140 

117.09 

20.00 

23.42 

0.0150 

3.4535 

29.86 

100 

70.14 

5.00 

3.51 

0.0015 

0.0032 

6.40 

140 

133.60 

30.00 

40.08 

0.0150 

2.2116 

14.68 

140 

125.32 

30.00 

37.60 

0.0150 

0.0795 

46.44 

100 

53.56 

5.00 

2.68 

0.0015 

0.0191 

21.79 

140 

118.21 

15.00 

17.73 

0.0100 

1.1563 

11.05 

100 

88.95 

5.00 

4.45 

0.0015 

0.0044 

10.90 

140 

129.10 

30.00 

38.73 

0.0150 

0.6686 

7.24 

140 

132.76 

30.00 

39.83 

0.0150 

0.3235 

7.24 

100 

92.76 

5.00 

4.64 

0.0015 

0.0213 

10.19 

140 

129.81 

30.00 

38.94 

0.0150 

0.4595 

21.67 

100 

78.33 

5.00 

3.92 

0.0015 

0.0188 

10.19 

100 

89.81 

5.00 

4.49 

0.0015 

0.0222 

10.42 

230 

219.58 

25.00 

54.90 

0.0200 

14.7340 

24.95 

140 

115.05 

20.00 

23.01 

0.0150 

2.6594 

9.31 

100 

90.69 

5.00 

4.53 

0.0015 

0.0828 

4.82 

140 

135.18 

30.00 

40.55 

0.0150 

3.9825 

16.54 

140 

123.46 

15.00 

18.52 

0.0100 

1.8497 

14.79 

100 

85.21 

5.00 

4.26 

0.0015 

0.0001 

16.65 

100 

83.35 

5.00 

4.17 

0.0015 

0.0060 

10.05 

140 

129.95 

30.00 

38.98 

0.0150 

0.0070 

10.05 

100 

89.95 

5.00 

4.50 

0.0015 

0.0347 

15.10 

140 

124.90 

15.00 

18.74 

0.0100 

1.6371 

26.30 

140 

113.70 

20.00 

22.74 

0.0150 

0.2661 

26.30 

100 

73.70 

30.00 

22.11 

0.0200 

0.1551 

11.92 

100 

88.08 

5.00 

4.40 

0.0015 

0.0366 

11.92 

140 

128.08 

15.00 

19.21 

0.0100 

1.3464 

8.11 

140 

131.89 

30.00 

39.57 

0.0150 

1.4039 

24.11 

140 

115.89 

15.00 

17.38 

0.0100 

0.0370 

10.67 

140 

129.33 

30.00 

38.80 

0.0150 

0.2037 

34.47 

100 

65.53 

5.00 

3.28 

0.0015 

0.0006 

26.27 

100 

73.73 

5.00 

3.69 

0.0015 

0.0003 

6.20 

140 

133.80 

30.00 

40.14 

0.0150 

0.3589 

6.20 

100 

93.80 

5.00 

4.69 

0.0015 

0.0581 

24.10 

140 

115.90 

20.00 

23.18 

0.0150 

0.5396 

18.09 

130 

111.91 

40.00 

44.76 

0.0150 

1.9936 

18.09 

80 

61.91 

40.00 

24.76 

0.0200 

0.0113 

18.09 

90 

71.91 

30.00 

21.57 

0.0150 

0.5988 

25.52 

140 

114.48 

20.00 

22.90 

0.0150 

8.4814 

62.83 

90 

27.17 

40.00 

10.87 

0.0200 

0.3003 

62.83 

140 

77.17 

20.00 

15.43 

0.0150 

3.6575 

62.83 

100 

37.17 

30.00 

11.15 

0.0200 

1.4612 

30.10 

80 

49.90 

40.00 

19.96 

0.0200 

3.2872 

20.21 

140 

119.79 

20.00 

23.96 

0.0150 

4.0271 

23.49 

140 

116.51 

20.00 

23.30 

0.0150 

1.7588 

31.41 

90 

58.59 

40.00 

23.43 

0.0200 

0.5000 

31.41 

100 

68.59 

30.00 

20.58 

0.0200 

2.9109 

26.21 

140 

113.79 

20.00 

22.76 

0.0150 

1.0203 

31.05 

140 

108.95 

20.00 

21.79 

0.0150 

2.6203 

33.93 

140 

106.07 

20.00 

21.21 

0.0150 

1.1885 

26.14 

80 

53.86 

40.00 

21.55 

0.0200 

1.7045 






































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Rhyolite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 



Younger 


Older All 


Younger 


Older All 


Younger 


Younger 


Older All 


Younger 


Older All 


Older All 


Younger 


Older All 


Younger 


Younger 


Younger 


Younger 


Older All 


Younger 


Older All 


Younger 


Older All 


Older All 


Alluvium 


uvium 


Alluvium 


uvium 


Alluvium 


Alluvium 


uvium 


Alluvium 


uvium 


uvium 


Alluvium 


uvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


uvium 


Alluvium 


uvium 


Alluvium 


uvium 


uvium 


Older Alluvium 


Younger Alluvium 


Rhyolite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger I 


Older AIIl 


Younger / 


Older AIIl 


Older AIIl 


Younger ! 


Older AIIl 


Younger t 


Older AIIl 


Older AIIl 


Older AIIl 


Older AIIl 


Older AIIl 


Older AIIl 


Older AIIl 


Younger ! 


Older AIIl 


Younger ! 


Older AIIl 


Alluvium 


uvium 


Alluvium 


uvium 


uvium 


Alluvium 


uvium 


Alluvium 


uvium 


uvium 


uvium 


uvium 


Alluvium 


uvium 


Alluvium 


uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

19.41 

80 

60.59 

40.00 

24.24 

0.0200 

1.3560 

19.41 

100 

80.59 

35.00 

28.21 

0.0015 

0.2559 

10.16 

40 

29.84 

15.00 

4.48 

0.0015 

0.0011 

10.16 

40 

29.84 

5.00 

1.49 

0.0015 

0.0089 

10.16 

40 

29.84 

5.00 

1.49 

0.0015 

0.0419 

10.42 

60 

49.58 

30.00 

14.87 

0.0150 

2.4056 

10.42 

30 

19.58 

30.00 

5.87 

0.0200 

0.2445 

9.81 

60 

50.19 

30.00 

15.06 

0.0150 

0.6645 

9.81 

30 

20.19 

30.00 

6.06 

0.0200 

0.5637 

22.82 

90 

67.18 

30.00 

20.15 

0.0150 

2.5518 

22.82 

80 

57.18 

30.00 

17.15 

0.0200 

3.1545 

33.05 

80 

46.95 

30.00 

14.09 

0.0200 

1.6121 

17.37 

140 

122.63 

20.00 

24.53 

0.0150 

7.0296 

17.37 

100 

82.63 

30.00 

24.79 

0.0200 

0.5293 

55.95 

90 

34.05 

30.00 

10.22 

0.0150 

0.4500 

31.54 

130 

98.46 

40.00 

39.38 

0.0150 

0.5431 

31.54 

80 

48.46 

40.00 

19.38 

0.0200 

0.7911 

31.54 

90 

58.46 

30.00 

17.54 

0.0150 

0.0429 

51.68 

90 

38.32 

40.00 

15.33 

0.0200 

2.6935 

51.68 

100 

48.32 

30.00 

14.49 

0.0200 

0.1659 

46.54 

90 

43.46 

40.00 

17.38 

0.0200 

7.0541 

46.54 

100 

53.46 

30.00 

16.04 

0.0200 

0.5352 

20.24 

130 

109.76 

40.00 

43.90 

0.0150 

0.0088 

20.24 

80 

59.76 

40.00 

23.90 

0.0200 

1.6222 

8.83 

60 

51.17 

30.00 

15.35 

0.0150 

0.9369 

8.83 

30 

21.17 

30.00 

6.35 

0.0200 

0.3891 

24.85 

80 

55.15 

40.00 

22.06 

0.0200 

0.1649 

24.85 

60 

35.15 

30.00 

10.54 

0.0150 

0.5706 

36.43 

140 

103.57 

20.00 

20.71 

0.0150 

0.0195 

24.20 

80 

55.80 

30.00 

16.74 

0.0200 

0.9139 

8.42 

100 

91.58 

35.00 

32.05 

0.0015 

0.3338 

9.36 

40 

30.64 

15.00 

4.60 

0.0015 

0.0252 

9.36 

40 

30.64 

5.00 

1.53 

0.0015 

0.0227 

30.46 

140 

109.54 

40.00 

43.82 

0.0150 

1.8799 

30.46 

140 

109.54 

20.00 

21.91 

0.0150 

3.7654 

19.59 

140 

120.41 

20.00 

24.08 

0.0150 

1.0976 

31.19 

100 

68.81 

30.00 

20.64 

0.0200 

0.0383 

26.38 

90 

63.62 

30.00 

19.09 

0.0150 

5.9140 

26.38 

80 

53.62 

30.00 

16.09 

0.0200 

0.1515 

26.38 

60 

33.62 

30.00 

10.09 

0.0150 

5.2239 

23.64 

140 

116.36 

20.00 

23.27 

0.0150 

5.3167 

31.54 

80 

48.46 

40.00 

19.38 

0.0200 

1.8046 

31.54 

90 

58.46 

30.00 

17.54 

0.0150 

0.0856 

31.54 

80 

48.46 

30.00 

14.54 

0.0200 

1.6628 

36.66 

140 

103.34 

20.00 

20.67 

0.0150 

1.6439 

9.32 

60 

50.68 

30.00 

15.20 

0.0150 

0.3084 

25.08 

140 

114.92 

20.00 

22.98 

0.0150 

5.1593 

24.52 

140 

115.48 

20.00 

23.10 

0.0150 

1.2334 

23.82 

80 

56.18 

40.00 

22.47 

0.0200 

0.0988 

27.22 

60 

32.78 

30.00 

9.83 

0.0150 

1.7059 

25.93 

90 

64.07 

30.00 

19.22 

0.0150 

0.0691 

25.93 

80 

54.07 

30.00 

16.22 

0.0200 

4.4732 

9.61 

40 

30.39 

5.00 

1.52 

0.0015 

0.0086 

9.61 

40 

30.39 

5.00 

1.52 

0.0020 

0.0049 

8.29 

40 

31.71 

5.00 

1.59 

0.0015 

0.0005 






































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Doli Rajguro 


Doodiya 


Doodon Ka Bara(Ajeet) 


Gangawas 


Garwaliya 


Gelawas 


Gharoi Charnan 


Gharoi Nadi 


Gharoi Soda 


Gharsika Bara 


Girad Ka Dhana 


Godon Ka Bara 


Goliya Magra 


Hamir Nagar 


Heer Khera 


Hotloo 


Janguwas 


Janiyana 


Jasol 


Jerla 


Jethantari 


Kagnada 


Kalijal 


Kalyanpur 


Kamon Ka Bara 


Kanana 


0817000302156800 


0815000602001700 


0817000402161400 


0817000302153900 


0820000402425900 


0820000402422500 


0817000302151100 


0817000302149500 


0817000302151200 


0817000302150800 


0817000402161000 


0817000402167600 


0815000602001400 


0815000602000200 


0815000601994900 


0817000302143100 


0815000602001300 


0817000302149600 


0817000302142700 


0817000302140800 


0817000402159600 


0815000601998700 


0815000602000300 


0817000302151300 


0817000402167100 


0817000302150000 


Zone (Fresh 
/ Saline) 



22.74 Saline 


9.47 Saline 


21.72 Saline 



Saline 


29.19 Saline 


14.73 Saline 


19.17 Saline 


5.29 Saline 


13.56 Saline 


3.70 Saline 


27.25 Saline 


17.33 Saline 


8.29 Saline 


8.91 Saline 


8.33 Fresh 


Saline 


11.59 Fresh 


Saline 


9.31 Fresh 


13.44 Fresh 


Saline 


4.20 Saline 



5.78 Saline 


11.88 Fresh 


Saline 


31.01 Fresh 


17.45 Saline 


3.96 Fresh 


Saline 


9.72 Saline 


21.30 Saline 


17.16 Fresh 


Saline 


40.63 Saline 


13.15 Saline 


29.45 Fresh 


Type of Area 

(Command / Non- Hydrogeological Unit 
command) 





Kankrala 


0817000302150600 


15.70 Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Rhyolite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


lYounger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Rhyolite 


Younger l 


Younger t 


Older AIIl 


Younger l 


Older AIIl 


Older AIIl 


Older AIIl 


Younger l 


Younger l 


Younger t 


Younger /■ 


Younger l 


Younger l 


Older AIIl 


Younger /■ 


Older AIIl 


Older AIIl 


Older AIIl 


Older AIIl 


Older AIIl 


Older AIIl 


Younger !■ 


Older AIIl 


Younger l 


Older AIIl 


Alluvium 


Alluvium 


uvium 


Alluvium 


uvium 


uvium 


uvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


uvium 


Alluvium 


uvium 


uvium 


uvium 


Alluvium 


uvium 


Alluvium 


uvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

8.29 

40 

31.71 

5.00 

1.59 

0.0020 

0.0053 

10.54 

60 

49.46 

30.00 

14.84 

0.0150 

9.9958 

10.54 

30 

19.46 

30.00 

5.84 

0.0200 

0.3004 

8.94 

40 

31.06 

5.00 

1.55 

0.0015 

0.0001 

8.94 

40 

31.06 

5.00 

1.55 

0.0020 

0.0273 

27.62 

140 

112.38 

20.00 

22.48 

0.0150 

0.4374 

10.64 

60 

49.36 

30.00 

14.81 

0.0150 

2.1035 

23.82 

90 

66.18 

30.00 

19.85 

0.0150 

2.3877 

23.82 

80 

56.18 

30.00 

16.85 

0.0200 

4.6195 

18.50 

80 

61.50 

40.00 

24.60 

0.0200 

15.2045 

18.50 

100 

81.50 

35.00 

28.53 

0.0015 

0.0047 

18.50 

60 

41.50 

30.00 

12.45 

0.0150 

0.0034 

31.91 

140 

108.09 

20.00 

21.62 

0.0150 

0.8909 

8.50 

40 

31.50 

5.00 

1.58 

0.0015 

0.0068 

8.50 

40 

31.50 

5.00 

1.58 

0.0015 

0.0019 

14.75 

40 

25.25 

5.00 

1.26 

0.0015 

0.0265 

24.13 

140 

115.87 

20.00 

23.17 

0.0150 

1.8378 

35.83 

140 

104.17 

20.00 

20.83 

0.0150 

2.4346 

35.83 

100 

64.17 

30.00 

19.25 

0.0200 

2.2217 

23.34 

140 

116.66 

20.00 

23.33 

0.0150 

1.2933 

15.08 

140 

124.92 

20.00 

24.98 

0.0150 

10.2132 

26.05 

90 

63.95 

30.00 

19.18 

0.0150 

4.9880 

25.78 

90 

64.22 

30.00 

19.27 

0.0150 

0.7648 

25.78 

80 

54.22 

30.00 

16.27 

0.0200 

1.8360 

11.20 

60 

48.80 

30.00 

14.64 

0.0150 

1.9555 

19.27 

80 

60.73 

40.00 

24.29 

0.0200 

3.7976 

19.27 

60 

40.73 

30.00 

12.22 

0.0150 

0.0614 

16.06 

80 

63.94 

40.00 

25.58 

0.0200 

2.2731 

16.06 

60 

43.94 

30.00 

13.18 

0.0150 

1.4119 

18.54 

100 

81.46 

35.00 

28.51 

0.0015 

0.1524 

47.23 

90 

42.77 

40.00 

17.11 

0.0200 

0.3145 

47.23 

100 

52.77 

30.00 

15.83 

0.0200 

3.9642 

31.87 

90 

58.13 

30.00 

17.44 

0.0150 

0.3188 

31.87 

80 

48.13 

30.00 

14.44 

0.0200 

0.8616 

7.82 

40 

32.18 

5.00 

1.61 

0.0015 

0.0032 

7.82 

40 

32.18 

5.00 

1.61 

0.0015 

0.0237 

10.73 

60 

49.27 

30.00 

14.78 

0.0150 

1.2821 

50.19 

90 

39.81 

40.00 

15.93 

0.0200 

0.2899 

50.19 

100 

49.81 

30.00 

14.94 

0.0200 

3.2795 

33.28 

90 

56.72 

40.00 

22.69 

0.0200 

0.0580 

32.44 

100 

67.56 

30.00 

20.27 

0.0200 

1.2825 

31.41 

80 

48.59 

40.00 

19.44 

0.0200 

0.5075 

31.41 

80 

48.59 

30.00 

14.58 

0.0200 

0.7745 

31.12 

90 

58.88 

30.00 

17.66 

0.0150 

0.9567 

31.12 

80 

48.88 

30.00 

14.66 

0.0200 

1.7920 

24.49 

60 

35.51 

30.00 

10.65 

0.0150 

3.4031 

22.80 

80 

57.20 

40.00 

22.88 

0.0200 

6.8149 

22.80 

60 

37.20 

30.00 

11.16 

0.0150 

0.3800 

22.88 

140 

117.12 

20.00 

23.42 

0.0150 

13.1844 

20.98 

90 

69.02 

30.00 

20.71 

0.0150 

0.0313 

46.81 

140 

93.19 

40.00 

37.27 

0.0150 

0.2951 

46.81 

90 

43.19 

40.00 

17.27 

0.0200 

7.9253 

46.81 

140 

93.19 

20.00 

18.64 

0.0150 

0.2941 

46.81 

100 

53.19 

30.00 

15.96 

0.0200 

1.5726 

28.99 

140 

111.01 

20.00 

22.20 

0.0150 

5.2297 






































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 



Older AIIl 


Younger ! 


Older AIIl 


Younger t 


Older AIIl 


Younger ! 


Older AIIl 


Younger i 


Older AIIl 


Older AIIl 


Older AIIl 


Younger ! 


Older AIIl 


Younger ! 


Older AIIl 


Younger t 


Younger !■ 


Younger ! 


Older AIIl 


Younger ! 


Older AIIl 


Younger ! 


Older AIIl 


Older AIIl 


Older AIIl 


Younger ! 


Older AIIl 


Younger t 


Older AIIl 


Older AIIl 


Younger l 


Older AIIl 


Younger !■ 


Older AIIl 


Younger / 


Older AIIl 


Older AIIl 


Older AIIl 


Older AIIl 


Older AIIl 


Older AIIl 


Younger ! 


Older AIIl 


Older AIIl 


Younger I 


Younger ! 


Younger l 


Older AIIl 


Younger !■ 


Older AIIl 


Older AIIl 


Older AIIl 


Younger !■ 


Older AIIl 


Younger / 


Alluvium 


uvium 


Alluvium 


uvium 


Alluvium 


uvium 


Alluvium 


uvium 


uvium 


uvium 


Alluvium 


uvium 


Alluvium 


uvium 


Alluvium 


Alluvium 


Alluvium 


uvium 


Alluvium 


uvium 


Alluvium 


uvium 


uvium 


uvium 


Alluvium 


uvium 


Alluvium 


uvium 


uvium 


Alluvium 


uvium 


Alluvium 


uvium 


Alluvium 


uvium 


Alluvium 


uvium 


uvium 


Alluvium 


Alluvium 


Alluvium 


uvium 


Alluvium 


uvium 


uvium 


uvium 


Alluvium 


uvium 


Alluvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

35.95 

140 

104.05 

20.00 

20.81 

0.0150 

0.0290 

17.79 

80 

62.21 

40.00 

24.88 

0.0200 

4.2417 

8.26 

60 

51.74 

30.00 

15.52 

0.0150 

1.6872 

8.26 

30 

21.74 

30.00 

6.52 

0.0200 

0.0018 

7.52 

40 

32.48 

5.00 

1.62 

0.0015 

0.0002 

28.77 

80 

51.23 

30.00 

15.37 

0.0200 

2.0448 

29.85 

140 

110.15 

20.00 

22.03 

0.0150 

3.4851 

29.85 

100 

70.15 

30.00 

21.05 

0.0200 

0.4394 

25.24 

90 

64.76 

30.00 

19.43 

0.0150 

5.0827 

83.31 

90 

6.69 

30.00 

2.01 

0.0150 

0.1999 

6.84 

40 

33.16 

5.00 

1.66 

0.0015 

0.0594 

6.84 

40 

33.16 

5.00 

1.66 

0.0020 

0.0159 

63.93 

140 

76.07 

40.00 

30.43 

0.0150 

1.7694 

63.93 

90 

26.07 

40.00 

10.43 

0.0200 

2.2361 

63.93 

140 

76.07 

20.00 

15.21 

0.0150 

5.3865 

63.93 

100 

36.07 

30.00 

10.82 

0.0200 

0.5287 

31.78 

80 

48.22 

40.00 

19.29 

0.0200 

1.8288 

31.78 

80 

48.22 

30.00 

14.47 

0.0200 

3.1360 

71.76 

130 

58.24 

40.00 

23.30 

0.0150 

0.1693 

71.76 

80 

8.24 

40.00 

3.30 

0.0200 

0.3757 

71.76 

90 

18.24 

30.00 

5.47 

0.0150 

0.8411 

71.76 

80 

8.24 

30.00 

2.47 

0.0200 

0.0004 

11.89 

140 

128.11 

20.00 

25.62 

0.0150 

9.1521 

83.35 

90 

6.65 

30.00 

1.99 

0.0150 

0.0700 

9.93 

60 

50.07 

30.00 

15.02 

0.0150 

0.3435 

9.93 

30 

20.07 

30.00 

6.02 

0.0200 

0.1142 

45.03 

130 

84.97 

40.00 

33.99 

0.0150 

0.7206 

45.03 

80 

34.97 

40.00 

13.99 

0.0200 

2.8965 

45.03 

90 

44.97 

30.00 

13.49 

0.0150 

0.5292 

25.82 

130 

104.18 

40.00 

41.67 

0.0150 

0.2374 

25.82 

80 

54.18 

40.00 

21.67 

0.0200 

0.0894 

10.18 

40 

29.82 

5.00 

1.49 

0.0015 

0.0232 

10.18 

40 

29.82 

5.00 

1.49 

0.0020 

0.0295 

10.30 

60 

49.70 

30.00 

14.91 

0.0150 

4.2002 

10.30 

30 

19.70 

30.00 

5.91 

0.0200 

0.0198 

25.15 

80 

54.85 

40.00 

21.94 

0.0200 

2.5004 

25.15 

60 

34.85 

30.00 

10.45 

0.0150 

0.0150 

9.39 

80 

70.61 

40.00 

28.25 

0.0200 

0.6870 

9.39 

60 

50.61 

30.00 

15.18 

0.0150 

1.3917 

26.98 

90 

63.02 

30.00 

18.91 

0.0150 

0.0133 

6.52 

40 

33.48 

5.00 

1.67 

0.0015 

0.1062 

6.52 

40 

33.48 

5.00 

1.67 

0.0020 

0.0060 

33.93 

140 

106.07 

40.00 

42.43 

0.0150 

0.0046 

33.93 

140 

106.07 

20.00 

21.21 

0.0150 

3.0941 

31.62 

80 

48.38 

40.00 

19.35 

0.0200 

3.5623 

35.16 

90 

54.84 

40.00 

21.94 

0.0200 

1.2624 

35.16 

100 

64.84 

30.00 

19.45 

0.0200 

0.1847 

29.37 

90 

60.63 

30.00 

18.19 

0.0150 

0.0002 

29.37 

80 

50.63 

30.00 

15.19 

0.0200 

1.6398 

23.40 

80 

56.60 

40.00 

22.64 

0.0200 

0.4790 

23.40 

60 

36.60 

30.00 

10.98 

0.0150 

0.4390 

28.50 

90 

61.50 

30.00 

18.45 

0.0150 

1.5428 

28.50 

80 

51.50 

30.00 

15.45 

0.0200 

1.5161 

37.73 

90 

52.27 

30.00 

15.68 

0.0150 

1.0070 

37.73 

80 

42.27 

30.00 

12.68 

0.0200 

1.3509 
























































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older AIIl 


Younger ! 


Older AIIl 


Younger t 


Older AIIl 


Older AIIl 


Older AIIl 


Older AIIl 


Alluvium 


uvium 


Alluvium 


uvium 


uvium 


uvium 


uvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger l 


Older AIIl 


Younger ! 


Older AIIl 


Older AIIl 


Older AIIl 


Older AIIl 


Older AIIl 


Younger ! 


Older AIIl 


Older AIIl 


Older AIIl 


Younger t 


Older AIIl 


Older AIIl 


Older AIIl 


Rhyolite 


Older AIIl 


Older AIIl 


Younger l 


Younger t 


Older AIIl 


Younger ! 


Older AIIl 


Older AIIl 


Older AIIl 


Older AIIl 


Older AIIl 


Older AIIl 


Older AIIl 


Older AIIl 


Younger / 


Older AIIl 


Younger !■ 


Older AIIl 


Younger / 


Alluvium 


uvium 


Alluvium 


uvium 


uvium 


Alluvium 


uvium 


uvium 


uvium 


Alluvium 


uvium 


uvium 


uvium 


uvium 


uvium 


Alluvium 


Alluvium 


uvium 


Alluvium 


uvium 


uvium 


Alluvium 


uvium 


Alluvium 


uvium 


Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

31.71 

140 

108.29 

20.00 

21.66 

0.0150 

2.8219 

31.71 

100 

68.29 

30.00 

20.49 

0.0200 

0.6578 

35.51 

140 

104.49 

20.00 

20.90 

0.0150 

0.5822 

35.51 

100 

64.49 

30.00 

19.35 

0.0200 

9.0829 

76.79 

90 

13.21 

30.00 

3.96 

0.0150 

0.0047 

19.89 

140 

120.11 

20.00 

24.02 

0.0150 

6.6465 

11.49 

60 

48.51 

30.00 

14.55 

0.0150 

1.6231 

34.28 

140 

105.72 

40.00 

42.29 

0.0150 

0.1726 

34.28 

140 

105.72 

20.00 

21.14 

0.0150 

3.1411 

8.09 

40 

31.91 

5.00 

1.60 

0.0020 

0.0002 

41.12 

140 

98.88 

40.00 

39.55 

0.0150 

12.3918 

41.12 

140 

98.88 

20.00 

19.78 

0.0150 

0.8971 

25.47 

140 

114.53 

20.00 

22.91 

0.0150 

0.0647 

32.09 

90 

57.91 

30.00 

17.37 

0.0150 

1.5984 

32.09 

80 

47.91 

30.00 

14.37 

0.0200 

0.0128 

35.62 

140 

104.38 

20.00 

20.88 

0.0150 

0.4363 

10.75 

40 

29.25 

5.00 

1.46 

0.0015 

0.0295 

23.50 

80 

56.50 

40.00 

22.60 

0.0200 

1.1044 

23.50 

60 

36.50 

30.00 

10.95 

0.0150 

0.1833 

30.09 

90 

59.91 

40.00 

23.96 

0.0200 

0.2624 

30.09 

140 

109.91 

20.00 

21.98 

0.0150 

6.0652 

30.09 

100 

69.91 

30.00 

20.97 

0.0200 

6.0096 

11.83 

140 

128.17 

20.00 

25.63 

0.0150 

2.7575 

11.71 

140 

128.29 

20.00 

25.66 

0.0150 

9.5086 

10.35 

40 

29.65 

15.00 

4.45 

0.0015 

0.0097 

10.35 

40 

29.65 

5.00 

1.48 

0.0015 

0.0002 

28.47 

90 

61.53 

30.00 

18.46 

0.0150 

1.2994 

28.47 

80 

51.53 

30.00 

15.46 

0.0200 

5.3961 

14.36 

60 

45.64 

30.00 

13.69 

0.0150 

4.1514 

23.50 

140 

116.50 

20.00 

23.30 

0.0150 

8.1854 

15.40 

40 

24.60 

5.00 

1.23 

0.0015 

0.0119 

15.40 

40 

24.60 

5.00 

1.23 

0.0020 

0.0003 

14.19 

80 

65.81 

40.00 

26.32 

0.0200 

4.5377 

14.19 

60 

45.81 

30.00 

13.74 

0.0150 

0.2511 

21.99 

80 

58.01 

40.00 

23.21 

0.0200 

0.0000 

21.99 

100 

78.01 

35.00 

27.30 

0.0015 

0.0433 

35.44 

140 

104.56 

20.00 

20.91 

0.0150 

1.0198 

16.55 

90 

73.45 

30.00 

22.04 

0.0150 

0.2123 

16.55 

80 

63.45 

30.00 

19.04 

0.0200 

2.7788 

33.37 

100 

66.63 

30.00 

19.99 

0.0200 

4.2709 

38.14 

90 

51.86 

30.00 

15.56 

0.0150 

0.7040 

38.14 

80 

41.86 

30.00 

12.56 

0.0200 

2.2153 

26.04 

140 

113.96 

20.00 

22.79 

0.0150 

3.6333 

28.31 

140 

111.69 

20.00 

22.34 

0.0150 

2.2072 

8.54 

60 

51.46 

30.00 

15.44 

0.0150 

1.4101 

13.95 

40 

26.05 

5.00 

1.30 

0.0015 

0.0088 

14.67 

140 

125.33 

20.00 

25.07 

0.0150 

2.1218 

15.16 

80 

64.85 

40.00 

25.94 

0.0200 

3.2490 

15.16 

60 

44.85 

30.00 

13.45 

0.0150 

5.2712 

16.96 

60 

43.04 

30.00 

12.91 

0.0150 

4.1968 

38.27 

80 

41.73 

40.00 

16.69 

0.0200 

1.3859 

38.27 

90 

51.73 

30.00 

15.52 

0.0150 

0.0307 

38.27 

80 

41.73 

30.00 

12.52 

0.0200 

3.6083 

33.50 

90 

56.50 

30.00 

16.95 

0.0150 

2.7226 

33.50 

80 

46.50 

30.00 

13.95 

0.0200 

0.0046 












































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Rhyolite 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Rhyolite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Jalore Granite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Rhyolite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Rhyolite 


Older Alluvium 


Older Alluvium 


Rhyolite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Jurassic Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Rhyolite 


Rhyolite 


Tertiary Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

13.80 

90 

76.20 

30.00 

22.86 

0.0150 

1.8269 

13.80 

80 

66.20 

30.00 

19.86 

0.0200 

9.0060 

25.95 

140 

114.05 

20.00 

22.81 

0.0150 

3.6326 

17.60 

80 

62.40 

40.00 

24.96 

0.0200 

5.6258 

17.60 

100 

82.40 

35.00 

28.84 

0.0015 

0.1459 

44.18 

90 

45.82 

40.00 

18.33 

0.0200 

2.2189 

44.18 

140 

95.82 

20.00 

19.16 

0.0150 

1.3963 

44.18 

100 

55.82 

30.00 

16.75 

0.0200 

2.5998 

11.03 

80 

68.97 

40.00 

27.59 

0.0200 

0.5267 

11.03 

100 

88.97 

35.00 

31.14 

0.0015 

0.1374 

16.30 

140 

123.70 

20.00 

24.74 

0.0150 

12.0350 

10.84 

80 

69.16 

40.00 

27.66 

0.0200 

0.7375 

10.84 

60 

49.16 

30.00 

14.75 

0.0150 

8.1955 

23.12 

140 

116.88 

20.00 

23.38 

0.0150 

0.0123 

26.34 

60 

33.66 

30.00 

10.10 

0.0150 

1.9057 

27.32 

60 

32.68 

30.00 

9.80 

0.0150 

0.5335 

31.20 

80 

48.80 

40.00 

19.52 

0.0200 

1.2788 

31.20 

90 

58.80 

30.00 

17.64 

0.0150 

0.1587 

31.20 

80 

48.80 

30.00 

14.64 

0.0200 

2.5286 

23.81 

60 

36.19 

30.00 

10.86 

0.0150 

2.2498 

8.26 

40 

31.74 

15.00 

4.76 

0.0015 

0.0181 

8.26 

40 

31.74 

5.00 

1.59 

0.0015 

0.0083 

32.25 

140 

107.75 

20.00 

21.55 

0.0150 

5.4453 

26.83 

60 

33.17 

30.00 

9.95 

0.0150 

1.9402 

25.86 

90 

64.14 

30.00 

19.24 

0.0150 

0.8272 

76.49 

90 

13.51 

4.75 

0.64 

0.0015 

0.0000 

76.49 

130 

53.51 

40.00 

21.40 

0.0150 

0.1626 

76.49 

90 

13.51 

30.00 

4.05 

0.0150 

0.1882 

25.17 

140 

114.83 

40.00 

45.93 

0.0150 

0.9867 

25.17 

100 

74.83 

5.00 

3.74 

0.0015 

0.0017 

25.17 

140 

114.83 

20.00 

22.97 

0.0150 

4.5991 

41.36 

140 

98.64 

40.00 

39.46 

0.0150 

2.0134 

41.36 

140 

98.64 

20.00 

19.73 

0.0150 

1.0101 

11.76 

130 

118.24 

40.00 

47.30 

0.0150 

0.7852 

11.76 

80 

68.24 

40.00 

27.30 

0.0200 

1.6393 

33.24 

140 

106.76 

40.00 

42.70 

0.0150 

4.6884 

33.24 

100 

66.76 

5.00 

3.34 

0.0015 

0.0155 

33.24 

140 

106.76 

20.00 

21.35 

0.0150 

0.5120 

21.21 

140 

118.79 

40.00 

47.52 

0.0150 

1.3962 

21.21 

100 

78.79 

5.00 

3.94 

0.0015 

0.0012 

21.21 

140 

118.79 

20.00 

23.76 

0.0150 

1.8682 

13.60 

140 

126.40 

20.00 

25.28 

0.0150 

14.2026 

21.19 

140 

118.81 

20.00 

23.76 

0.0150 

6.6634 

21.71 

60 

38.29 

30.00 

11.49 

0.0150 

5.4981 

41.98 

140 

98.02 

40.00 

39.21 

0.0150 

2.0686 

41.98 

140 

98.02 

20.00 

19.60 

0.0150 

0.6988 

25.80 

140 

114.20 

20.00 

22.84 

0.0150 

2.8601 

8.84 

60 

51.16 

30.00 

15.35 

0.0150 

1.3686 

8.73 

60 

51.27 

30.00 

15.38 

0.0150 

1.1764 

40.26 

140 

99.74 

20.00 

19.95 

0.0200 

2.9485 

45.67 

140 

94.33 

15.00 

14.15 

0.0100 

5.3672 

37.47 

140 

102.53 

15.00 

15.38 

0.0100 

0.8378 

34.87 

80 

45.13 

5.00 

2.26 

0.0015 

0.0057 

29.92 

100 

70.08 

5.00 

3.50 

0.0015 

0.0208 

29.92 

140 

110.08 

15.00 

16.51 

0.0100 

0.0514 









































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone (Fresh 
/ Saline) 



Alsaniyon Ki Dhani 


Amar Singh Ki Dhani 


0817000102096200 


0817000102095800 



Amarsar 


Andoniyon Ki Dhani 


Arang 


Bagasar 


Bagdawon Ki Dhani 


Bahia Basti 


Bairdon Ki Dhani 


Bananiyon With Kakaroo Ki Dhnai 


Banda Talwar 


Baniya Dhora 


Baniyalon Ki Dhani 


Bank Nadi 


Baori Khurd 


Batadoo 


Batara 


Bayatu Bhimji 


Bayatu Chimanji 


Bayatu Panji 


Baytoo Bhopji 


Bhabhuon Ki Dhani 


Bhadasar 


Bhaduon Ki Dhani 


Bhagoniyon Ki Dhani 


Bhatiyon Ki Der 


Bheemarlai Station 


Bheemra 


Bhiyar 


Bhojasar 


Bonada 


Booth Sara 


Borwa 


Botala Purohitan 


Budhatala 


Chainaniyon Ki Dhani 


Chak Mokhab 


Chandesara 


Chauraliya 


0816000202058600 


0817000202131500 


0817000102098700 


0817000202109500 


0817000202126500 


0816000202058900 


0817000202130600 


0817000202127000 


0817000202110900 



0817000202129200 


0817000202129600 


0817000202127500 


0817000502184500 


0817000202111700 


0817000102102600 


0817000202128800 


0817000202126200 


0817000202127200 


0817000202130100 


0817000202128000 


0817000202124900 


0817000202127900 


0817000202127700 


0817000202134200 


0817000302134600 


0817000202108400 


0817000102096300 


0817000202130900 


0816000202059300 


0817000202133600 


0817000202131600 


0817000302134700 


0817000102096000 


0817000202107400 


0817000202131000 


0817000102101700 


0817000302134800 


0817000202106000 


12.63 Fresh 


20.93 Fresh 


Saline 


50.33 Saline 


2.88 Saline 


14.10 Fresh 


Saline 


1.73 Fresh 


5.02 Saline 


17.11 Saline 


4.07 Saline 


4.98 Saline 


6.45 Fresh 


Saline 


8.53 Saline 


4.53 Saline 


1.12 Saline 


4.27 Saline 


9.34 Saline 


11.71 Saline 


51.56 Saline 


8.54 Saline 


9.84 Saline 


5.69 Saline 


11.06 Saline 


2.89 Saline 


12.45 Saline 


3.58 Saline 


3.28 Saline 


9.31 Saline 


26.91 Saline 


12.30 Fresh 


Saline 


31.26 Fresh 


7.63 Saline 


44.59 Fresh 


Saline 




Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Older Alluvium 

Non-command 

Tertiary Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Jalore Granite 

Non-command 

Tertiary Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Jalore Granite 

Non-command 

Jurassic Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Rhyolite 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Rhyolite 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Older Alluvium 

Non-command 

Rhyolite 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Rhyolite 

Non-command 

Older Alluvium 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Jalore Granite 

Non-command 

Jurassic Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Older Alluvium 

Non-command 

Jurassic Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Older Alluvium 

Non-command 

Rhyolite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

35.75 

90 

54.25 

30.00 

16.27 

0.0150 

0.3971 

35.75 

140 

104.25 

15.00 

15.64 

0.0100 

0.5745 

81.41 

140 

58.59 

20.00 

11.72 

0.0200 

0.0131 

75.69 

140 

64.31 

20.00 

12.86 

0.0200 

3.4114 

75.69 

140 

64.31 

10.00 

6.43 

0.0100 

0.0175 

25.73 

90 

64.27 

30.00 

19.28 

0.0010 

0.0375 

50.31 

140 

89.69 

15.00 

13.45 

0.0100 

0.3877 

19.14 

140 

120.87 

20.00 

24.17 

0.0200 

6.8162 

19.14 

140 

120.87 

10.00 

12.09 

0.0100 

0.0000 

62.64 

160 

97.36 

20.00 

19.47 

0.0100 

0.0176 

30.65 

140 

109.35 

15.00 

16.40 

0.0100 

0.8229 

20.78 

90 

69.22 

30.00 

20.77 

0.0010 

0.2927 

20.78 

120 

99.22 

20.00 

19.84 

0.0040 

0.0012 

57.90 

140 

82.10 

15.00 

12.32 

0.0100 

0.5007 

41.26 

140 

98.74 

15.00 

14.81 

0.0100 

0.7374 

59.49 

160 

100.51 

20.00 

20.10 

0.0100 

1.2607 

59.49 

140 

80.51 

15.00 

12.08 

0.0100 

0.0221 

44.99 

100 

55.01 

5.00 

2.75 

0.0015 

0.0217 

44.99 

140 

95.01 

15.00 

14.25 

0.0100 

0.4653 

47.15 

140 

92.85 

15.00 

13.93 

0.0100 

0.6304 

54.25 

140 

85.75 

15.00 

12.86 

0.0100 

0.1447 

45.83 

140 

94.17 

15.00 

14.13 

0.0100 

0.6026 

35.01 

80 

44.99 

5.00 

2.25 

0.0015 

0.0081 

35.01 

140 

104.99 

15.00 

15.75 

0.0100 

0.2070 

41.12 

140 

98.88 

15.00 

14.83 

0.0100 

1.7367 

66.15 

160 

93.85 

15.00 

14.08 

0.0100 

2.5542 

50.85 

140 

89.15 

15.00 

13.37 

0.0100 

1.1419 

37.67 

140 

102.33 

15.00 

15.35 

0.0100 

1.5105 

43.38 

140 

96.62 

15.00 

14.49 

0.0100 

0.8249 

49.90 

140 

90.10 

15.00 

13.52 

0.0100 

1.4946 

45.62 

140 

94.38 

15.00 

14.16 

0.0100 

0.4085 

30.34 

140 

109.66 

30.00 

32.90 

0.0150 

0.1099 

30.34 

100 

69.66 

5.00 

3.48 

0.0015 

0.0532 

30.34 

140 

109.66 

15.00 

16.45 

0.0100 

0.3367 

48.11 

140 

91.89 

15.00 

13.78 

0.0100 

0.4936 

45.97 

140 

94.03 

15.00 

14.11 

0.0100 

0.4633 

31.14 

80 

48.86 

5.00 

2.44 

0.0015 

0.0277 

30.21 

140 

109.79 

20.00 

21.96 

0.0150 

6.5810 

30.21 

140 

109.79 

15.00 

16.47 

0.0100 

1.1415 

74.28 

160 

85.72 

20.00 

17.14 

0.0100 

1.6833 

74.28 

140 

65.72 

15.00 

9.86 

0.0100 

0.2450 

84.96 

140 

55.04 

20.00 

11.01 

0.0200 

2.0791 

58.45 

140 

81.55 

15.00 

12.23 

0.0100 

0.9332 

25.23 

120 

94.77 

25.00 

23.69 

0.0040 

0.2946 

25.23 

90 

64.77 

30.00 

19.43 

0.0010 

0.0630 

25.23 

120 

94.77 

20.00 

18.95 

0.0040 

0.6939 

52.34 

140 

87.66 

15.00 

13.15 

0.0100 

0.9488 

48.32 

140 

91.68 

15.00 

13.75 

0.0100 

0.5884 

27.42 

140 

112.58 

20.00 

22.52 

0.0150 

3.1893 

60.09 

140 

79.92 

20.00 

15.98 

0.0200 

4.4837 

72.53 

160 

87.47 

20.00 

17.49 

0.0100 

1.0342 

55.42 

140 

84.58 

15.00 

12.69 

0.0100 

0.3810 

71.37 

160 

88.63 

15.00 

13.29 

0.0100 

0.1197 

26.71 

140 

113.29 

20.00 

22.66 

0.0150 

1.8721 

28.71 

100 

71.29 

5.00 

3.56 

0.0015 

0.0000 



































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Tertiary Sandstone 


Tertiary Sandstone 


Rhyolite 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Older Alluvium 


Rhyolite 


Tertiary Sandstone 


Younger Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Rhyolite 


Tertiary Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Rhyolite 


Rhyolite 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tortiarx/ Qanrlctnno 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

28.71 

140 

111.29 

15.00 

16.69 

0.0100 

0.7510 

48.97 

140 

91.03 

15.00 

13.65 

0.0100 

0.3402 

51.27 

100 

48.73 

5.00 

2.44 

0.0015 

0.0122 

51.27 

140 

88.73 

15.00 

13.31 

0.0100 

0.0009 

58.42 

160 

101.58 

20.00 

20.32 

0.0100 

0.7922 

51.50 

140 

88.50 

15.00 

13.27 

0.0100 

0.6377 

61.59 

140 

78.41 

20.00 

15.68 

0.0200 

3.1078 

31.33 

140 

108.67 

20.00 

21.73 

0.0200 

10.2466 

31.33 

140 

108.67 

10.00 

10.87 

0.0100 

0.0000 

59.82 

160 

100.18 

20.00 

20.04 

0.0100 

0.7764 

76.42 

160 

83.58 

20.00 

16.72 

0.0100 

0.8782 

40.63 

140 

99.37 

15.00 

14.91 

0.0100 

1.1059 

44.37 

140 

95.63 

15.00 

14.34 

0.0100 

0.8286 

36.61 

140 

103.39 

15.00 

15.51 

0.0100 

0.6880 

51.45 

125 

73.55 

20.00 

14.71 

0.0200 

1.3593 

51.45 

160 

108.55 

20.00 

21.71 

0.0100 

0.1182 

51.45 

125 

73.55 

10.00 

7.35 

0.0200 

0.4251 

51.45 

140 

88.55 

15.00 

13.28 

0.0100 

2.0130 

54.75 

140 

85.25 

15.00 

12.79 

0.0100 

0.3650 

60.41 

160 

99.59 

20.00 

19.92 

0.0100 

0.0009 

33.18 

90 

56.82 

30.00 

17.05 

0.0150 

1.8506 

33.18 

80 

46.82 

5.00 

2.34 

0.0015 

0.0002 

33.18 

140 

106.82 

15.00 

16.02 

0.0100 

0.0579 

33.18 

90 

56.82 

30.00 

17.05 

0.0200 

0.3439 

36.90 

140 

103.10 

15.00 

15.47 

0.0100 

0.7630 

37.18 

140 

102.82 

15.00 

15.42 

0.0100 

0.0002 

75.87 

160 

84.13 

20.00 

16.83 

0.0100 

0.8801 

32.94 

140 

107.06 

15.00 

16.06 

0.0100 

1.0270 

63.21 

120 

56.79 

20.00 

11.36 

0.0040 

0.2431 

45.08 

140 

94.92 

15.00 

14.24 

0.0100 

0.5141 

19.45 

140 

120.55 

20.00 

24.11 

0.0200 

2.3952 

19.45 

140 

120.55 

10.00 

12.06 

0.0100 

0.0000 

66.08 

140 

73.92 

20.00 

14.78 

0.0200 

3.8104 

52.12 

140 

87.88 

15.00 

13.18 

0.0100 

0.6812 

37.34 

140 

102.66 

15.00 

15.40 

0.0100 

1.1771 

45.02 

125 

79.98 

10.00 

8.00 

0.0200 

0.1333 

45.02 

140 

94.98 

15.00 

14.25 

0.0100 

1.2492 

65.22 

140 

74.78 

20.00 

14.96 

0.0200 

1.1220 

47.62 

140 

92.38 

15.00 

13.86 

0.0100 

0.7437 

47.34 

80 

32.66 

5.00 

1.63 

0.0015 

0.0003 

47.34 

140 

92.66 

15.00 

13.90 

0.0100 

3.2521 

34.68 

140 

105.32 

20.00 

21.06 

0.0200 

5.3888 

33.41 

140 

106.59 

15.00 

15.99 

0.0100 

0.4530 

48.56 

140 

91.44 

15.00 

13.72 

0.0100 

0.5906 

27.64 

140 

112.36 

15.00 

16.85 

0.0100 

1.2218 

29.59 

140 

110.41 

15.00 

16.56 

0.0100 

1.2119 

37.53 

140 

102.47 

15.00 

15.37 

0.0100 

0.1253 

48.69 

140 

91.31 

15.00 

13.70 

0.0100 

0.7331 

43.96 

140 

96.04 

15.00 

14.41 

0.0100 

1.6530 

35.37 

80 

44.63 

5.00 

2.23 

0.0015 

0.0143 

33.48 

100 

66.52 

5.00 

3.33 

0.0015 

0.0277 

33.48 

140 

106.52 

15.00 

15.98 

0.0100 

0.0401 

34.03 

140 

105.97 

15.00 

15.90 

0.0100 

1.1008 

71.71 

160 

88.29 

20.00 

17.66 

0.0100 

0.0091 

71.71 

140 

68.29 

15.00 

10.24 

0.0100 

0.2131 






























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Gorsiyon Ki Tala 


Gulji Ka Pana 


Hanumanpura 


Hariyasar 


Harkhali 


Harupechiyon Ki Dhani 


Haruponi 


Haya Gaon 


Hemji Ka Pana 


Hemji Ka Tala 


Hemoniyon Ka Tala 


Herajoniyon Ki Dhani 


Hudon Ki Dhani Akdara 


Indroniyon Ka Tala 


Isramon Ka Tala 


Jaitaniyon Ki Dhani 


Jaitpur 


Janduo Ki Dhani 


Janduon Ki Dhani 


Jangoowo Ki Dhani 


Jharokha 


Jiyaniyon Ki Basti 


Jogasar 


Jogasar Kuwan 


Kakadon Ki Dhani 


Kalanada 


Kalyanpura 


Kanasar 


Kanasar Golai 


Kanor 


Kami Nagar 


Karnipura Chak Charnot 


Kashmir 


Kasoom Bala Mahechan 


Kerala 


Kerli Nadi 


Census Code 


0817000102100900 


0817000202125000 


0817000102100500 


0816000202062500 


0817000202107200 


0817000602214000 


0817000202108200 


0817000202130000 


0817000202125300 


0817000202126300 


0817000202112000 


0817000202104900 


Zone (Fresh 
/ Saline) 


0817000202125500 


0817000202113900 


0817000202108700 


0817000602207600 


0817000202110000 


0817000202106300 


0817000202126900 


0817000202108900 


0817000502184600 


0817000102101200 


Kerlipura 


Khanadiya 


0817000202130700 


0817000202110700 


0817000202128700 


0817000202106700 


0817000102099400 


0817000102100000 


0817000102099900 


0817000202113600 


0816000202062900 


0817000202132600 


0817000102101100 


0817000202102800 


0817000202124700 


0817000202114200 


0817000202132500 


0817000202126100 


0817000202109900 





12.39 Saline 


1.95 Saline 


9.86 Fresh 


Saline 


29.07 Fresh 


Saline 


6.15 Saline 


6.39 Saline 


8.55 Fresh 


6.32 Fresh 


3.10 Fresh 


6.84 Saline 


7.69 Saline 


2.49 Fresh 


Saline 


37.80 Fresh 


Saline 


1.45 Saline 


40.25 Fresh 



5.33 Saline 


0.45 Fresh 


7.74 Saline 


12.51 Saline 


4.36 Fresh 


32.25 Fresh 


9.17 Fresh 


7.79 Saline 


16.02 Saline 


3.97 Saline 


24.44 Fresh 


Saline 


30.81 Saline 


13.21 Saline 


4.61 Saline 


9.33 Saline 


3.02 Saline 


4.78 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Jurassic Sandstone 

Non-command 

Rhyolite 

Non-command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Rhyolite 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Rhyolite 

Non-command 

Rhyolite 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Rhyolite 

Non-command 

Tertiary Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Rhyolite 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

53.58 

140 

86.42 

20.00 

17.28 

0.0200 

19.3603 

29.97 

100 

70.03 

5.00 

3.50 

0.0015 

0.0300 

57.53 

140 

82.47 

20.00 

16.49 

0.0200 

3.0864 

58.88 

120 

61.12 

20.00 

12.22 

0.0040 

0.0333 

66.36 

160 

93.64 

20.00 

18.73 

0.0100 

0.0419 

66.36 

140 

73.64 

15.00 

11.05 

0.0100 

0.5646 

55.37 

160 

104.63 

20.00 

20.93 

0.0100 

0.0047 

69.75 

160 

90.25 

20.00 

18.05 

0.0100 

0.0495 

69.75 

140 

70.25 

15.00 

10.54 

0.0100 

0.1560 

55.09 

140 

84.91 

15.00 

12.74 

0.0100 

0.4889 

30.00 

100 

70.00 

5.00 

3.50 

0.0015 

0.0128 

30.00 

140 

110.00 

15.00 

16.50 

0.0100 

0.0535 

36.36 

140 

103.64 

15.00 

15.55 

0.0100 

1.9268 

29.76 

140 

110.24 

15.00 

16.54 

0.0100 

0.3230 

41.69 

125 

83.31 

20.00 

16.66 

0.0200 

0.7806 

41.69 

125 

83.31 

10.00 

8.33 

0.0200 

0.2742 

50.94 

160 

109.06 

20.00 

21.81 

0.0100 

0.6469 

50.94 

140 

89.06 

15.00 

13.36 

0.0100 

3.4879 

31.13 

100 

68.87 

5.00 

3.44 

0.0015 

0.0318 

28.86 

100 

71.14 

5.00 

3.56 

0.0015 

0.0063 

28.86 

140 

111.14 

15.00 

16.67 

0.0100 

0.8700 

70.83 

160 

89.17 

20.00 

17.83 

0.0100 

1.3622 

68.44 

160 

91.56 

20.00 

18.31 

0.0100 

0.1503 

59.90 

160 

100.10 

20.00 

20.02 

0.0100 

0.6198 

42.76 

140 

97.24 

15.00 

14.59 

0.0100 

0.9976 

37.50 

140 

102.50 

15.00 

15.38 

0.0100 

1.1824 

62.00 

160 

98.00 

20.00 

19.60 

0.0100 

0.3941 

62.00 

140 

78.00 

15.00 

11.70 

0.0100 

0.0563 

61.95 

160 

98.05 

20.00 

19.61 

0.0100 

1.6254 

61.95 

140 

78.05 

15.00 

11.71 

0.0100 

3.4549 

39.02 

140 

100.98 

15.00 

15.15 

0.0100 

0.2194 

72.19 

140 

67.81 

20.00 

13.56 

0.0200 

8.9949 

72.19 

200 

127.81 

20.00 

25.56 

0.0100 

0.2594 

72.19 

140 

67.81 

10.00 

6.78 

0.0100 

0.0207 

72.19 

160 

87.81 

15.00 

13.17 

0.0100 

0.7599 

59.23 

140 

80.77 

15.00 

12.12 

0.0100 

0.6458 

58.32 

160 

101.68 

20.00 

20.34 

0.0100 

0.0908 

50.15 

140 

89.85 

15.00 

13.48 

0.0100 

1.0430 

55.01 

140 

84.99 

15.00 

12.75 

0.0100 

1.5954 

44.42 

140 

95.58 

20.00 

19.12 

0.0200 

1.6687 

58.77 

140 

81.23 

20.00 

16.25 

0.0200 

10.4803 

63.56 

140 

76.44 

20.00 

15.29 

0.0200 

2.8044 

28.25 

100 

71.75 

5.00 

3.59 

0.0015 

0.0377 

28.25 

140 

111.75 

15.00 

16.76 

0.0100 

0.1292 

61.90 

120 

58.10 

20.00 

11.62 

0.0040 

0.0508 

47.73 

140 

92.27 

15.00 

13.84 

0.0100 

0.5500 

56.86 

140 

83.14 

20.00 

16.63 

0.0200 

7.9882 

56.86 

200 

143.14 

20.00 

28.63 

0.0100 

0.0710 

56.86 

160 

103.14 

15.00 

15.47 

0.0100 

0.0269 

36.59 

125 

88.41 

10.00 

8.84 

0.0200 

0.0025 

26.03 

100 

73.97 

5.00 

3.70 

0.0015 

0.0026 

27.41 

140 

112.59 

15.00 

16.89 

0.0100 

0.4140 

52.01 

140 

87.99 

15.00 

13.20 

0.0100 

1.2308 

30.64 

140 

109.36 

15.00 

16.40 

0.0100 

0.4953 

60.26 

160 

99.74 

20.00 

19.95 

0.0100 

0.8232 

































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Khanwaliya Nada 


Kharda Bera 


Kharinga Kua 


Kharntiya 


Kharthoriyon Ka Tala 


Khattoo 


Kheenpar 


Khejariyali 


Khetarlai 


Khinwali Sara 


Khomthal 


Khotho Ki Dhani (Bhadasar) 


Kishne Ka Tala 


Koloo 


Kosariya 


Kuknon Ki Dhani 


Ladhaniyon Ki Dhani 


Ladhoniyon Ki Dhani 


Langon Ki Dhani 


Lapla 


Lilala 


Lilasar 


Loonara 


Lopali 


Madhasar 


Madon Ki Dhani 


Madpura Barwala 


Madpura Purana Gaon 


Mahigoniyon Moodhon Ki Dhani 


Makoriyon Ki Dhani 


Maloosar 


Mandrooponiyon Ki Dhani 


Mangalsar 


Mansar 


Maylon Ki Dhani 


Meethiyasara 


Meghwalon Ka Bas 


Megwalon Ki Basti 


Mehrajoniyon Ki Beri 


Mehreri 


Census Code 


0817000202131700 


0817000202132200 


0817000602216100 


0817000202132100 


0817000202131200 


0817000302134500 


0817000202106200 


0817000202107500 


0817000202106500 


0817000202133000 


0816000202062800 


0817000202125200 


0817000202111500 


0817000202112400 


0817000202111100 


0817000202114600 


0817000202125100 


0817000202127600 


0817000102098200 


0817000202111000 


0817000202126700 


0817000202112200 


0817000202107000 


0817000202124600 


0817000202130300 


0817000202104800 


0817000202128400 


0817000202128100 


0817000202126800 


0817000202132300 


0816000202059000 


0817000202112800 


0817000102099100 


0816000202059200 


0817000202106900 


0817000202113200 


0817000202110600 



Zone (Fresh 
/ Saline) 


4.19 Saline 


7.10 Saline 


9.14 Saline 


14.36 Saline 



3.99 Saline 


42.15 Saline 


22.62 Saline 


42.10 Fresh 


Saline 


7.76 Saline 


23.80 Saline 





3.34 Saline 


12.96 Fresh 


7.27 Fresh 


8.41 Saline 


10.91 Saline 


28.63 Fresh 


Saline 


5.54 Saline 


0817000202111300 


0816000302073800 


5.70 Saline 


23.69 Saline 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Rhyolite 

Non-command 

Tertiary Sandstone 

Non-command 

Rhyolite 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Older Alluvium 

Non-command 

Rhyolite 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Older Alluvium 

Non-command 

Tertiary Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Rhyolite 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Rhyolite 

Non-command 

Rhyolite 

Non-command 

Tertiary Sandstone 

Non-command 

Jalore Granite 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Rhyolite 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Jalore Granite 

Non-command 

Jurassic Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Jalore Granite 

Non-command 

Jurassic Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Rhyolite 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Rhyolite 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Jalore Granite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

48.38 

140 

91.62 

15.00 

13.74 

0.0100 

0.5763 

46.97 

140 

93.03 

15.00 

13.96 

0.0100 

0.9915 

49.79 

140 

90.21 

15.00 

13.53 

0.0100 

0.0290 

41.03 

80 

38.97 

5.00 

1.95 

0.0015 

0.0221 

41.03 

140 

98.97 

15.00 

14.85 

0.0100 

1.0079 

26.79 

100 

73.21 

5.00 

3.66 

0.0015 

0.0180 

26.79 

140 

113.21 

15.00 

16.98 

0.0100 

0.0075 

52.27 

140 

87.73 

15.00 

13.16 

0.0100 

0.5249 

27.86 

140 

112.14 

20.00 

22.43 

0.0150 

3.0655 

27.86 

90 

62.14 

5.00 

3.11 

0.0200 

1.2302 

27.86 

140 

112.14 

15.00 

16.82 

0.0100 

0.0322 

42.88 

140 

97.12 

15.00 

14.57 

0.0100 

3.2948 

67.08 

160 

92.92 

20.00 

18.58 

0.0100 

4.4051 

67.08 

140 

72.92 

15.00 

10.94 

0.0100 

2.0125 

60.35 

140 

79.65 

15.00 

11.95 

0.0100 

0.9272 

43.88 

90 

46.12 

30.00 

13.84 

0.0150 

1.3300 

43.88 

140 

96.12 

15.00 

14.42 

0.0100 

2.5076 

63.72 

120 

56.28 

20.00 

11.26 

0.0040 

0.0317 

29.00 

100 

71.00 

5.00 

3.55 

0.0015 

0.0241 

35.70 

140 

104.30 

15.00 

15.65 

0.0100 

0.4365 

34.61 

140 

105.39 

15.00 

15.81 

0.0100 

2.2914 

45.58 

140 

94.42 

15.00 

14.16 

0.0100 

2.8002 

32.95 

100 

67.05 

5.00 

3.35 

0.0015 

0.0000 

28.01 

100 

71.99 

5.00 

3.60 

0.0015 

0.0089 

46.48 

140 

93.52 

15.00 

14.03 

0.0100 

1.5031 

33.26 

100 

66.74 

5.00 

3.34 

0.0015 

0.0000 

49.07 

140 

90.93 

15.00 

13.64 

0.0100 

1.9809 

39.00 

140 

101.00 

15.00 

15.15 

0.0100 

0.4516 

36.34 

140 

103.66 

15.00 

15.55 

0.0100 

1.4990 

51.93 

140 

88.07 

15.00 

13.21 

0.0100 

1.0182 

35.19 

100 

64.81 

5.00 

3.24 

0.0015 

0.0040 

32.63 

140 

107.37 

15.00 

16.11 

0.0100 

0.5356 

37.27 

140 

102.73 

15.00 

15.41 

0.0100 

0.0002 

44.09 

140 

95.91 

15.00 

14.39 

0.0100 

1.0295 

42.45 

160 

117.55 

20.00 

23.51 

0.0100 

0.0001 

42.45 

140 

97.55 

15.00 

14.63 

0.0100 

0.1124 

57.52 

160 

102.48 

20.00 

20.50 

0.0100 

1.1179 

57.52 

140 

82.48 

15.00 

12.37 

0.0100 

0.7740 

40.80 

140 

99.20 

15.00 

14.88 

0.0100 

0.6678 

45.50 

140 

94.50 

15.00 

14.17 

0.0100 

0.9361 

19.99 

90 

70.01 

30.00 

21.00 

0.0010 

0.3661 

19.99 

120 

100.01 

20.00 

20.00 

0.0040 

0.2136 

32.20 

140 

107.80 

15.00 

16.17 

0.0100 

0.5397 

29.93 

140 

110.07 

20.00 

22.01 

0.0200 

5.7050 

24.50 

90 

65.50 

35.00 

22.92 

0.0015 

0.0487 

24.50 

120 

95.50 

25.00 

23.87 

0.0040 

0.5589 

48.48 

140 

91.52 

15.00 

13.73 

0.0100 

1.1550 

30.13 

100 

69.87 

5.00 

3.49 

0.0015 

0.0219 

30.13 

140 

109.87 

15.00 

16.48 

0.0100 

1.1099 

53.17 

160 

106.83 

20.00 

21.37 

0.0100 

0.7158 

53.17 

140 

86.83 

15.00 

13.02 

0.0100 

2.1992 

35.37 

100 

64.63 

5.00 

3.23 

0.0015 

0.0052 

35.37 

140 

104.63 

15.00 

15.69 

0.0100 

0.7002 

35.59 

140 

104.41 

15.00 

15.66 

0.0100 

0.8926 

20.42 

70 

49.58 

30.00 

14.87 

0.0015 

0.0878 


































































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Pabu Mali 

0817000102101600 

21.71 

Pabusar 

0817000102099300 

6.44 

Pabusara 

0817000202112600 

2.28 

Padmoni Godaron Ki Dhani 

0817000202125800 

5.14 

Panawara 

0817000202113000 

4.02 


Panawaspur 

0817000202120600 

4.79 

Pannaniyon Ki Dhani 

0817000202131100 

3.94 



Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Saline 

Non-command 

Saline 

Non-command 


Non-command 

Saline 

Non-command 

Saline 

Non-command 


Hydrogeological Unit 


Jurassic Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Rhyolite 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Older Alluvium 


Tertiary Sandstone 


Jalore Granite 


Jurassic Sandstone 


Jalore Granite 


Jurassic Sandstone 


Jalore Granite 


Jurassic Sandstone 


Jalore Granite 


Jurassic Sandstone 


Jalore Granite 


Jurassic Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Rhyolite 


Tertiary Sandstone 


Rhyolite 


Tortiarx/ Qanrlctnno 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

61.73 

120 

58.27 

25.00 

14.57 

0.0040 

0.0005 

61.73 

120 

58.27 

20.00 

11.65 

0.0040 

0.0481 

46.65 

140 

93.35 

15.00 

14.00 

0.0100 

0.6254 

42.34 

140 

97.66 

15.00 

14.65 

0.0100 

1.2103 

48.96 

140 

91.04 

20.00 

18.21 

0.0200 

1.5019 

66.86 

140 

73.14 

20.00 

14.63 

0.0200 

0.1945 

66.86 

140 

73.14 

10.00 

7.31 

0.0100 

0.0726 

66.86 

160 

93.14 

15.00 

13.97 

0.0100 

9.2283 

61.67 

140 

78.33 

20.00 

15.67 

0.0200 

4.0010 

61.67 

140 

78.33 

10.00 

7.83 

0.0100 

0.0000 

58.41 

160 

101.59 

20.00 

20.32 

0.0100 

0.0042 

37.38 

140 

102.62 

15.00 

15.39 

0.0100 

1.0994 

61.88 

160 

98.12 

20.00 

19.62 

0.0100 

2.3956 

51.99 

160 

108.01 

20.00 

21.60 

0.0100 

0.3390 

51.99 

140 

88.01 

15.00 

13.20 

0.0100 

0.9982 

24.81 

140 

115.19 

20.00 

23.04 

0.0200 

3.1498 

65.01 

140 

74.99 

20.00 

15.00 

0.0200 

2.0001 

57.49 

100 

42.51 

5.00 

2.13 

0.0015 

0.0014 

57.49 

140 

82.51 

15.00 

12.38 

0.0100 

0.8498 

57.41 

140 

82.59 

15.00 

12.39 

0.0100 

0.4195 

77.66 

160 

82.34 

20.00 

16.47 

0.0100 

0.3581 

46.43 

140 

93.57 

15.00 

14.04 

0.0100 

0.6209 

33.63 

140 

106.37 

15.00 

15.95 

0.0100 

1.8251 

55.58 

140 

84.42 

15.00 

12.66 

0.0100 

0.5423 

66.10 

160 

93.90 

20.00 

18.78 

0.0100 

0.7401 

64.15 

160 

95.85 

20.00 

19.17 

0.0100 

1.0759 

64.15 

140 

75.85 

15.00 

11.38 

0.0100 

0.1379 

45.22 

140 

94.78 

15.00 

14.22 

0.0100 

0.8292 

75.28 

160 

84.72 

20.00 

16.94 

0.0100 

0.5247 

75.28 

140 

64.72 

15.00 

9.71 

0.0100 

0.2350 

46.01 

140 

93.99 

15.00 

14.10 

0.0100 

0.4217 

41.19 

90 

48.81 

30.00 

14.64 

0.0150 

1.5730 

41.19 

140 

98.81 

15.00 

14.82 

0.0100 

2.0437 

25.08 

90 

64.92 

35.00 

22.72 

0.0015 

0.0775 

25.08 

120 

94.92 

25.00 

23.73 

0.0040 

0.4669 

25.08 

90 

64.92 

30.00 

19.48 

0.0010 

0.1407 

25.08 

120 

94.92 

20.00 

18.98 

0.0040 

0.2301 

19.74 

100 

80.26 

5.00 

4.01 

0.0015 

0.0272 

19.74 

140 

120.26 

20.00 

24.05 

0.0200 

1.0317 

19.74 

100 

80.26 

5.00 

4.01 

0.0100 

0.0000 

19.74 

140 

120.26 

10.00 

12.03 

0.0100 

0.0000 

26.31 

100 

73.69 

5.00 

3.68 

0.0015 

0.0038 

26.31 

140 

113.69 

20.00 

22.74 

0.0200 

1.0236 

55.43 

140 

84.58 

20.00 

16.92 

0.0200 

10.0537 

55.43 

200 

144.58 

20.00 

28.92 

0.0100 

1.1062 

55.43 

140 

84.58 

10.00 

8.46 

0.0100 

0.0025 

55.43 

160 

104.58 

15.00 

15.69 

0.0100 

4.9727 

68.38 

160 

91.62 

15.00 

13.74 

0.0100 

0.2718 

38.99 

140 

101.01 

20.00 

20.20 

0.0200 

2.6003 

37.21 

140 

102.79 

15.00 

15.42 

0.0100 

0.3521 

32.52 

140 

107.48 

15.00 

16.12 

0.0100 

0.8290 

29.94 

100 

70.06 

5.00 

3.50 

0.0015 

0.0004 

29.94 

140 

110.06 

15.00 

16.51 

0.0100 

0.6500 

46.44 

100 

53.56 

5.00 

2.68 

0.0015 

0.0001 

53.58 

140 

86.42 

15.00 

12.96 

0.0100 

0.5113 











































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Pannawas 


Panori Joniyon Ki Dhani 


Patalinadi 


Phoolasar 


Pooniyon Ka Tala 


Purana Gaon 


Purana Gaon Bayatu Panji 


Raikon Ki Dhani 


Rajbera 


Rajgarh 


Ramchandpura 


Ramdan Katala 


Ramdeopura 


Ramderiya 


Ramdev Nagar 


Rampura 


Rampuriya 


Ramsar Kua 


Ramsariya 


Ratnali Nadi 


Ratri 


Rekoowala 


Rewali 


Ridhusar 


Rojiya Nadi 


Roogoniyon Ka Tala 


Roopa Sariya 


Rupoli Bagdawon Ki Dhani 


Sabalpura 


Sagramoni Godaron Ki Dhani 


Sahar 


Saiyon Ka Tala 


Saiyon Ki Dhani 


Census Code 


0817000102100800 


0817000202129400 


0817000202105200 



0817000202110500 


0817000202114100 


0817000202129900 


0817000202127300 


0817000602221300 


0817000102100400 


0816000202058800 


0817000202132900 


0817000202107100 


0817000102098900 


0817000102101300 


0817000102101500 


0817000202111800 


0816000202059400 


0817000202110300 


0817000202106100 


0817000202130800 


0817000102098300 


0817000202108500 


0817000102095900 


0817000202128600 


0817000202107800 


0817000202106400 


0817000202130400 


0817000202108800 


0817000102095600 


0817000202126000 


0816000202058700 


0817000202126400 


0817000202105700 


0817000202111400 


0817000202105400 


0817000202112900 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Jurassic Sandstone 

Saline 

Non-command 

Tertiary Sandstone 

Fresh 

Non-command 

Jurassic Sandstone 

Saline 

Non-command 

Jurassic Sandstone 



8.70 Saline 


2.29 Fresh 


10.81 Saline 





61.69 Fresh 


Saline 


5.45 Fresh 


Saline 


6.46 Fresh 


15.29 Fresh 


12.61 Saline 


14.29 Fresh 


8.21 Saline 


0.50 Saline 


5.19 Fresh 


17.68 Fresh 


5.93 Saline 


5.81 Saline 


8.99 Saline 


7.09 Saline 


12.92 Saline 


7.26 Saline 


3.97 Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Tertiary Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Rhyolite 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jalore Granite 


Tertiary Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Jalore Granite 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Older Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

70.06 

140 

69.94 

20.00 

13.99 

0.0200 

1.7567 

53.34 

140 

86.66 

15.00 

13.00 

0.0100 

0.5980 

43.50 

125 

81.50 

20.00 

16.30 

0.0200 

0.1815 

43.50 

125 

81.50 

10.00 

8.15 

0.0200 

2.0831 

43.50 

140 

96.50 

15.00 

14.47 

0.0100 

0.0003 

39.38 

125 

85.62 

10.00 

8.56 

0.0200 

0.5260 

39.38 

140 

100.62 

15.00 

15.09 

0.0100 

0.8495 

64.55 

160 

95.45 

20.00 

19.09 

0.0100 

0.0231 

27.31 

100 

72.69 

5.00 

3.63 

0.0015 

0.0150 

27.31 

140 

112.69 

15.00 

16.90 

0.0100 

0.2101 

75.61 

200 

124.39 

20.00 

24.88 

0.0100 

1.1054 

75.61 

160 

84.39 

15.00 

12.66 

0.0100 

0.2063 

32.20 

140 

107.80 

20.00 

21.56 

0.0200 

15.3707 

32.20 

140 

107.80 

10.00 

10.78 

0.0100 

0.0000 

57.23 

140 

82.77 

15.00 

12.42 

0.0100 

0.4488 

48.90 

140 

91.10 

15.00 

13.67 

0.0100 

0.8831 

41.95 

140 

98.05 

15.00 

14.71 

0.0100 

0.0021 

63.62 

140 

76.38 

20.00 

15.28 

0.0200 

2.0613 

63.62 

140 

76.38 

10.00 

7.64 

0.0100 

0.0000 

24.53 

90 

65.47 

30.00 

19.64 

0.0010 

0.0002 

54.90 

140 

85.10 

15.00 

12.77 

0.0100 

0.4379 

37.16 

140 

102.84 

15.00 

15.43 

0.0100 

2.8716 

19.53 

140 

120.47 

20.00 

24.09 

0.0200 

2.8651 

63.19 

140 

76.81 

20.00 

15.36 

0.0200 

6.1837 

61.31 

160 

98.69 

15.00 

14.80 

0.0100 

4.4723 

56.68 

140 

83.32 

15.00 

12.50 

0.0100 

0.6417 

38.12 

120 

81.88 

25.00 

20.47 

0.0040 

0.0044 

38.12 

120 

81.88 

20.00 

16.38 

0.0040 

0.1054 

60.70 

160 

99.30 

20.00 

19.86 

0.0100 

0.5054 

33.06 

140 

106.94 

15.00 

16.04 

0.0100 

1.0317 

59.05 

140 

80.95 

15.00 

12.14 

0.0100 

1.0713 

19.91 

100 

80.09 

5.00 

4.00 

0.0015 

0.0129 

19.91 

140 

120.09 

20.00 

24.02 

0.0200 

0.7158 

40.93 

125 

84.07 

20.00 

16.81 

0.0200 

12.6391 

40.93 

125 

84.07 

10.00 

8.41 

0.0200 

1.5067 

40.93 

140 

99.07 

15.00 

14.86 

0.0100 

0.8837 

30.63 

140 

109.37 

20.00 

21.87 

0.0200 

2.3855 

30.63 

140 

109.37 

10.00 

10.94 

0.0100 

0.0000 

78.24 

160 

81.76 

20.00 

16.35 

0.0100 

1.0561 

73.93 

140 

66.07 

20.00 

13.21 

0.0200 

4.0417 

47.19 

140 

92.81 

15.00 

13.92 

0.0100 

1.7561 

77.66 

160 

82.34 

20.00 

16.47 

0.0100 

2.3085 

49.99 

140 

90.01 

15.00 

13.50 

0.0100 

1.1080 

32.49 

140 

107.51 

30.00 

32.25 

0.0150 

0.0007 

32.49 

140 

107.51 

15.00 

16.13 

0.0100 

0.0801 

74.56 

160 

85.44 

20.00 

17.09 

0.0100 

0.8870 

80.32 

140 

59.68 

20.00 

11.94 

0.0200 

1.5183 

31.66 

140 

108.34 

15.00 

16.25 

0.0100 

0.9633 

21.11 

120 

98.89 

20.00 

19.78 

0.0040 

0.0033 

32.99 

140 

107.01 

15.00 

16.05 

0.0100 

1.4432 

39.54 

140 

100.46 

15.00 

15.07 

0.0100 

1.0685 

38.90 

140 

101.10 

15.00 

15.17 

0.0100 

1.9588 

43.23 

125 

81.77 

10.00 

8.18 

0.0200 

0.6670 

43.23 

140 

96.77 

15.00 

14.52 

0.0100 

0.4616 

29.32 

140 

110.68 

15.00 

16.60 

0.0100 

0.6589 
































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Rhyolite 


Tertiary Sandstone 


Rhyolite 


Rhyolite 


Rhyolite 


Rhyolite 


Tertiary Sandstone 


Rhyolite 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Rhyolite 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Rhyolite 


Tertiary Sandstone 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Tertiary Sandstone 


Younger Alluvium 


Rhyolite 


Tertiary Sandstone 


Tertiary Sandstone 


Rhyolite 


Tertiary Sandstone 


Tertiary Sandstone 


Rhyolite 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Older Alluvium 


Rhyolite 


Tertiary Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Olrlor A II i i\/ii im 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

42.84 

140 

97.16 

15.00 

14.57 

0.0100 

1.2736 

63.58 

160 

96.42 

20.00 

19.28 

0.0100 

0.6159 

45.35 

140 

94.65 

15.00 

14.20 

0.0100 

0.5922 

36.68 

80 

43.32 

5.00 

2.17 

0.0015 

0.0164 

36.68 

140 

103.32 

15.00 

15.50 

0.0100 

0.0617 

31.03 

80 

48.97 

5.00 

2.45 

0.0015 

0.0659 

30.43 

80 

49.57 

5.00 

2.48 

0.0015 

0.0004 

31.46 

80 

48.54 

5.00 

2.43 

0.0015 

0.0024 

37.61 

80 

42.39 

5.00 

2.12 

0.0015 

0.0534 

37.61 

140 

102.39 

15.00 

15.36 

0.0100 

0.1117 

28.21 

100 

71.79 

5.00 

3.59 

0.0015 

0.0144 

56.56 

140 

83.44 

15.00 

12.52 

0.0100 

1.0920 

48.60 

140 

91.40 

15.00 

13.71 

0.0100 

0.9859 

58.46 

140 

81.54 

15.00 

12.23 

0.0100 

0.9934 

50.93 

140 

89.07 

15.00 

13.36 

0.0100 

0.5397 

24.41 

80 

55.59 

5.00 

2.78 

0.0015 

0.0069 

29.29 

140 

110.71 

20.00 

22.14 

0.0200 

2.1955 

29.29 

140 

110.71 

10.00 

11.07 

0.0100 

0.0000 

54.67 

140 

85.33 

20.00 

17.07 

0.0200 

1.5492 

75.14 

160 

84.86 

20.00 

16.97 

0.0100 

1.3233 

75.14 

140 

64.86 

15.00 

9.73 

0.0100 

0.0424 

47.09 

140 

92.91 

15.00 

13.94 

0.0100 

0.5981 

41.03 

140 

98.97 

15.00 

14.85 

0.0100 

0.8639 

37.91 

80 

42.09 

5.00 

2.10 

0.0015 

0.0030 

37.91 

140 

102.09 

15.00 

15.31 

0.0100 

0.4921 

26.89 

90 

63.11 

30.00 

18.93 

0.0150 

0.3986 

26.89 

90 

63.11 

30.00 

18.93 

0.0200 

0.2156 

28.63 

90 

61.37 

30.00 

18.41 

0.0150 

6.1185 

28.63 

140 

111.37 

15.00 

16.71 

0.0100 

0.0025 

28.63 

90 

61.37 

30.00 

18.41 

0.0200 

0.8251 

29.95 

100 

70.05 

5.00 

3.50 

0.0015 

0.0099 

29.95 

140 

110.05 

15.00 

16.51 

0.0100 

0.0496 

39.19 

140 

100.81 

15.00 

15.12 

0.0100 

0.0578 

34.47 

100 

65.53 

5.00 

3.28 

0.0015 

0.0289 

54.81 

160 

105.19 

20.00 

21.04 

0.0100 

0.0062 

54.81 

140 

85.19 

15.00 

12.78 

0.0100 

1.3049 

42.56 

80 

37.44 

5.00 

1.87 

0.0015 

0.0038 

42.56 

140 

97.44 

15.00 

14.62 

0.0100 

1.4944 

29.08 

140 

110.92 

15.00 

16.64 

0.0100 

1.3762 

32.77 

140 

107.23 

15.00 

16.08 

0.0100 

0.4102 

69.82 

140 

70.18 

20.00 

14.04 

0.0200 

3.5349 

41.40 

90 

48.60 

30.00 

14.58 

0.0150 

0.0275 

41.40 

80 

38.60 

5.00 

1.93 

0.0015 

0.0011 

41.40 

140 

98.60 

15.00 

14.79 

0.0100 

2.2695 

23.29 

60 

36.71 

35.00 

12.85 

0.0150 

0.0026 

18.09 

130 

111.91 

40.00 

44.76 

0.0150 

2.0136 

18.09 

90 

71.91 

30.00 

21.57 

0.0150 

0.5416 

77.55 

130 

52.45 

40.00 

20.98 

0.0150 

2.3812 

24.76 

90 

65.24 

30.00 

19.57 

0.0150 

3.7233 

30.10 

130 

99.90 

40.00 

39.96 

0.0150 

0.6820 

30.10 

80 

49.90 

40.00 

19.96 

0.0200 

4.6648 

30.10 

90 

59.90 

30.00 

17.97 

0.0150 

1.3765 

37.00 

130 

93.00 

40.00 

37.20 

0.0150 

5.0166 

47.32 

90 

42.68 

35.00 

14.94 

0.0150 

3.1949 

17.24 

60 

42.76 

35.00 

14.97 

0.0150 

4.3203 























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 

Census Code 

Basan 

0818000302290400 

Bhati Khera 

0817000402162700 

Bhavrani 

0818000202281000 

Bhilon Ki Dhani Mangla 

0817000402162300 


Zone (Fresh 
/ Saline) 


Bijaliya 


Bokra 


Cheeyali 


Chhangari 


Dabli 


Dantala 


Darbala 


Debawas 


Dechhoo 


Dev Nagar 


Dewandi 


Dheeran 


Durgapura 


Goliya Chaudhariyan 


Goongrot 


Hanwant Garh 


Harmalpur 


Hemawas 


Jalampura 


Jinpur 


Kamba 


Kamon Ka Bara 


Karmawas 


Kathari 


Khakharlri 


Khandap 


Khera Khindawara 


Khera Sujer 


Khetasar 


Kotra 


Kumahroon Ki Dhani 


Kumpawas 


Kundal 


0817000402166800 


0817000402166500 


0818000202285000 


0817000402168600 


0818000202281700 


0817000402169000 


0817000402162800 


0817000402165700 


0818000202281400 


0818000202285300 


0818000202284800 


0817000402162400 


0817000402168100 


0817000402163000 


0817000402165600 


0817000402162500 


0818000202276800 


0817000402168500 


0817000402163600 


0818000202284900 


0817000402158900 


0817000402165100 


0817000402169200 


0817000402165200 


0818000202284300 


0817000402167100 


0817000402161900 


0817000402165900 


0817000402159100 


0817000402169100 


0817000402159300 


0817000402166700 


0817000402163100 


0818000202281800 


0817000402165800 


0817000402159400 


0817000402163800 


9.23 Saline 


8.67 Saline 


65.78 Saline 


14.75 Fresh 


7.99 Saline 


13.52 Fresh 


Saline 


21.24 Saline 


27.56 Fresh 


22.09 Fresh 


8.81 Fresh 


Saline 


31.49 Saline 


12.49 Saline 


60.19 Fresh 


2.30 Saline 


6.75 Fresh 


14.32 Fresh 


9.76 Saline 


9.52 Fresh 


28.10 Saline 


13.15 Saline 


18.33 Fresh 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Younger 

Alluvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Younger 

Alluvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Jalore Granite 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Younger 

Alluvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Jalore Granite 1 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

54.55 

90 

35.45 

35.00 

12.41 

0.0150 

0.1221 

55.95 

90 

34.05 

30.00 

10.22 

0.0150 

0.8789 

30.24 

60 

29.76 

35.00 

10.42 

0.0150 

3.6900 

31.54 

130 

98.46 

40.00 

39.38 

0.0150 

1.1382 

31.54 

80 

48.46 

40.00 

19.38 

0.0200 

1.9648 

31.54 

90 

58.46 

30.00 

17.54 

0.0150 

1.2191 

29.19 

130 

100.81 

40.00 

40.33 

0.0150 

5.2239 

29.19 

90 

60.81 

30.00 

18.24 

0.0150 

0.2636 

56.26 

130 

73.74 

40.00 

29.50 

0.0150 

3.0825 

26.46 

55 

28.54 

35.00 

9.99 

0.0150 

1.3385 

26.53 

130 

103.47 

40.00 

41.39 

0.0150 

1.9578 

26.53 

90 

63.47 

30.00 

19.04 

0.0150 

0.9425 

28.14 

60 

31.86 

35.00 

11.15 

0.0150 

1.2130 

31.23 

130 

98.77 

40.00 

39.51 

0.0150 

0.7359 

31.23 

90 

58.77 

30.00 

17.63 

0.0150 

1.0880 

79.92 

130 

50.08 

40.00 

20.03 

0.0150 

2.5388 

57.46 

130 

72.54 

40.00 

29.01 

0.0150 

2.1333 

30.46 

55 

24.54 

35.00 

8.59 

0.0150 

4.3980 

35.21 

55 

19.79 

35.00 

6.93 

0.0150 

0.0124 

35.21 

55 

19.79 

35.00 

6.93 

0.0200 

0.0285 

31.79 

55 

23.21 

35.00 

8.12 

0.0150 

0.9735 

30.23 

130 

99.77 

40.00 

39.91 

0.0150 

3.9674 

30.23 

90 

59.77 

30.00 

17.93 

0.0150 

1.8536 

23.56 

90 

66.44 

30.00 

19.93 

0.0150 

5.5756 

61.74 

130 

68.26 

40.00 

27.31 

0.0150 

11.2865 

72.68 

130 

57.32 

40.00 

22.93 

0.0150 

6.6844 

34.46 

130 

95.54 

40.00 

38.22 

0.0150 

4.9217 

34.46 

90 

55.54 

30.00 

16.66 

0.0150 

0.0562 

15.69 

60 

44.31 

35.00 

15.51 

0.0150 

0.1028 

15.69 

60 

44.31 

35.00 

15.51 

0.0150 

0.0579 

27.22 

90 

62.78 

30.00 

18.83 

0.0150 

1.4164 

78.73 

130 

51.27 

40.00 

20.51 

0.0150 

3.9642 

24.28 

55 

30.72 

35.00 

10.75 

0.0150 

0.3717 

75.18 

90 

14.82 

4.75 

0.70 

0.0015 

0.0004 

75.18 

130 

54.82 

40.00 

21.93 

0.0150 

0.3481 

72.26 

130 

57.74 

40.00 

23.10 

0.0150 

4.5419 

28.56 

90 

61.44 

30.00 

18.43 

0.0150 

1.4336 

70.09 

130 

59.91 

40.00 

23.96 

0.0150 

2.8635 

26.45 

60 

33.55 

35.00 

11.74 

0.0150 

0.1269 

20.98 

90 

69.02 

30.00 

20.71 

0.0150 

4.0519 

17.79 

130 

112.21 

40.00 

44.88 

0.0150 

2.3987 

17.79 

80 

62.21 

40.00 

24.88 

0.0200 

2.7347 

17.79 

90 

72.21 

30.00 

21.66 

0.0150 

0.2438 

54.93 

130 

75.07 

40.00 

30.03 

0.0150 

14.1566 

54.93 

90 

35.07 

30.00 

10.52 

0.0150 

0.0000 

84.64 

130 

45.36 

40.00 

18.14 

0.0150 

1.0856 

84.64 

90 

5.36 

30.00 

1.61 

0.0150 

0.0098 

31.41 

90 

58.59 

30.00 

17.58 

0.0150 

0.1343 

83.31 

90 

6.69 

30.00 

2.01 

0.0150 

0.1227 

29.99 

130 

100.01 

40.00 

40.00 

0.0150 

2.8998 

88.26 

130 

41.74 

40.00 

16.70 

0.0150 

1.0974 

27.51 

60 

32.49 

35.00 

11.37 

0.0150 

0.0069 

57.37 

130 

72.63 

40.00 

29.05 

0.0150 

3.6010 

71.76 

90 

18.24 

30.00 

5.47 

0.0150 

0.0140 

71.28 

90 

18.72 

4.75 

0.89 

0.0015 

0.0005 






































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Jalore Granite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Jalore Granite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Jalore Granite 


Older Alluvium 


Older Alluvium 


Jalore Granite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Jalore Granite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

71.28 

130 

58.72 

40.00 

23.49 

0.0150 

1.1330 

83.35 

90 

6.65 

4.75 

0.32 

0.0015 

0.0006 

83.35 

130 

46.65 

40.00 

18.66 

0.0150 

6.7852 

83.35 

90 

6.65 

30.00 

1.99 

0.0150 

0.2032 

89.72 

130 

40.28 

40.00 

16.11 

0.0150 

4.1838 

26.98 

90 

63.02 

30.00 

18.91 

0.0150 

0.3346 

71.78 

130 

58.22 

40.00 

23.29 

0.0150 

5.0900 

31.62 

80 

48.38 

40.00 

19.35 

0.0200 

0.9186 

90.44 

130 

39.56 

40.00 

15.82 

0.0150 

3.6942 

75.18 

130 

54.82 

40.00 

21.93 

0.0150 

6.0292 

35.91 

55 

19.09 

35.00 

6.68 

0.0150 

1.3811 

35.91 

55 

19.09 

35.00 

6.68 

0.0200 

0.0320 

56.91 

130 

73.09 

40.00 

29.23 

0.0150 

7.3026 

56.91 

90 

33.09 

30.00 

9.93 

0.0150 

0.8700 

59.42 

130 

70.58 

40.00 

28.23 

0.0150 

12.1714 

59.42 

90 

30.58 

30.00 

9.17 

0.0150 

0.0000 

33.20 

130 

96.80 

40.00 

38.72 

0.0150 

11.5634 

33.20 

90 

56.80 

30.00 

17.04 

0.0150 

0.0392 

66.11 

90 

23.89 

4.75 

1.13 

0.0015 

0.0072 

66.11 

130 

63.89 

40.00 

25.56 

0.0150 

2.3268 

82.56 

130 

47.44 

40.00 

18.98 

0.0150 

1.3887 

82.56 

90 

7.44 

30.00 

2.23 

0.0150 

0.0027 

40.82 

90 

49.18 

35.00 

17.21 

0.0150 

1.2084 

88.64 

130 

41.36 

40.00 

16.54 

0.0150 

0.7839 

44.57 

55 

10.43 

35.00 

3.65 

0.0150 

1.0933 

83.43 

90 

6.57 

4.75 

0.31 

0.0015 

0.0007 

83.43 

130 

46.57 

40.00 

18.63 

0.0150 

5.0625 

40.19 

55 

14.81 

35.00 

5.19 

0.0150 

0.8440 

66.02 

90 

23.98 

4.75 

1.14 

0.0015 

0.0016 

66.02 

130 

63.98 

40.00 

25.59 

0.0150 

0.1537 

73.21 

130 

56.79 

40.00 

22.72 

0.0150 

0.0735 

32.04 

130 

97.96 

40.00 

39.18 

0.0150 

7.7864 

44.00 

60 

16.00 

35.00 

5.60 

0.0150 

4.5221 

29.39 

130 

100.61 

40.00 

40.24 

0.0150 

25.8421 

29.39 

90 

60.61 

30.00 

18.18 

0.0150 

0.3929 

74.00 

130 

56.00 

40.00 

22.40 

0.0150 

9.0847 

74.00 

90 

16.00 

30.00 

4.80 

0.0150 

0.0000 

21.86 

90 

68.14 

30.00 

20.44 

0.0150 

0.0490 

38.27 

130 

91.73 

40.00 

36.69 

0.0150 

4.3299 

38.27 

90 

51.73 

30.00 

15.52 

0.0150 

0.2627 

37.33 

55 

17.67 

35.00 

6.18 

0.0150 

0.3419 

37.33 

55 

17.67 

35.00 

6.18 

0.0200 

0.1108 

23.59 

130 

106.41 

40.00 

42.56 

0.0150 

10.9427 

23.59 

90 

66.41 

30.00 

19.92 

0.0150 

0.3443 

31.10 

55 

23.90 

35.00 

8.37 

0.0150 

0.3165 

24.86 

60 

35.14 

35.00 

12.30 

0.0150 

3.8498 

35.87 

55 

19.13 

35.00 

6.69 

0.0150 

0.5387 

35.87 

55 

19.13 

35.00 

6.69 

0.0200 

0.1090 

65.21 

90 

24.79 

4.75 

1.18 

0.0015 

0.0004 

65.21 

130 

64.79 

40.00 

25.92 

0.0150 

3.2169 

20.67 

130 

109.33 

40.00 

43.73 

0.0150 

4.3746 

20.67 

90 

69.33 

30.00 

20.80 

0.0150 

3.3174 

70.57 

130 

59.43 

40.00 

23.77 

0.0150 

0.0697 

83.63 

130 

46.37 

40.00 

18.55 

0.0150 

5.3001 

24.79 

130 

105.21 

40.00 

42.08 

0.0150 

0.6430 

















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 

Younger Alluvium 

Older Alluvium 

Jalore Granite 

Older Al 

uvium 

Older Al 

uvium 

Jalore Granite 

Older Al 

uvium 

Older Al 

uvium 

Younger 

Alluvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

24.79 

80 

55.21 

40.00 

22.08 

0.0200 

2.4749 

24.79 

90 

65.21 

30.00 

19.56 

0.0150 

0.6011 

55.93 

90 

34.07 

4.75 

1.62 

0.0015 

0.0096 

55.93 

130 

74.07 

40.00 

29.63 

0.0150 

5.5101 

24.65 

90 

65.35 

30.00 

19.60 

0.0150 

3.2032 

74.47 

90 

15.53 

4.75 

0.74 

0.0015 

0.0016 

74.47 

130 

55.53 

40.00 

22.21 

0.0150 

0.0888 

11.76 

130 

118.24 

40.00 

47.30 

0.0150 

5.1204 

11.76 

80 

68.24 

40.00 

27.30 

0.0200 

0.6304 

23.33 

60 

36.67 

35.00 

12.83 

0.0150 

2.2929 

24.76 

90 

65.24 

30.00 

19.57 

0.0150 

3.2516 

19.88 

55 

35.12 

35.00 

12.29 

0.0150 

0.0606 

19.88 

60 

40.12 

35.00 

14.04 

0.0150 

10.6256 

7.36 

55 

47.64 

35.00 

16.67 

0.0150 

1.0919 

24.24 

60 

35.76 

35.00 

12.52 

0.0150 

0.0145 

17.24 

60 

42.76 

35.00 

14.97 

0.0150 

0.1595 

17.24 

60 

42.76 

35.00 

14.97 

0.0150 

1.2119 

23.66 

55 

31.34 

35.00 

10.97 

0.0150 

0.8060 

23.66 

60 

36.34 

35.00 

12.72 

0.0150 

1.7771 

23.66 

60 

36.34 

35.00 

12.72 

0.0150 

1.3668 

29.84 

55 

25.16 

35.00 

8.81 

0.0150 

0.1490 

30.24 

60 

29.76 

35.00 

10.42 

0.0150 

2.0520 

26.20 

55 

28.80 

35.00 

10.08 

0.0150 

1.3546 

26.20 

60 

33.80 

35.00 

11.83 

0.0150 

0.1146 

26.20 

60 

33.80 

35.00 

11.83 

0.0150 

4.7858 

31.23 

90 

58.77 

30.00 

17.63 

0.0150 

3.1122 

23.56 

90 

66.44 

30.00 

19.93 

0.0150 

0.7753 

15.69 

55 

39.31 

35.00 

13.76 

0.0150 

0.0836 

15.69 

55 

39.31 

35.00 

13.76 

0.0150 

0.5499 

15.69 

60 

44.31 

35.00 

15.51 

0.0150 

4.6336 

15.69 

60 

44.31 

35.00 

15.51 

0.0150 

0.0598 

37.61 

55 

17.39 

35.00 

6.09 

0.0150 

0.2126 

27.22 

90 

62.78 

30.00 

18.83 

0.0150 

2.1112 

28.56 

90 

61.44 

30.00 

18.43 

0.0150 

1.2637 

20.32 

60 

39.68 

35.00 

13.89 

0.0150 

0.5554 

31.41 

90 

58.59 

30.00 

17.58 

0.0150 

4.0941 

24.78 

60 

35.22 

35.00 

12.33 

0.0150 

0.5044 

21.03 

60 

38.97 

35.00 

13.64 

0.0150 

0.6271 

23.74 

60 

36.26 

35.00 

12.69 

0.0150 

2.6421 

25.22 

60 

34.78 

35.00 

12.17 

0.0150 

0.7938 

44.00 

60 

16.00 

35.00 

5.60 

0.0150 

0.0465 

29.39 

130 

100.61 

40.00 

40.24 

0.0150 

0.0029 

29.39 

90 

60.61 

30.00 

18.18 

0.0150 

0.0318 

39.82 

55 

15.18 

35.00 

5.31 

0.0150 

3.6113 

39.82 

60 

20.18 

35.00 

7.06 

0.0150 

0.1228 

15.52 

55 

39.48 

35.00 

13.82 

0.0150 

1.0397 

21.86 

90 

68.14 

30.00 

20.44 

0.0150 

0.0157 

21.86 

90 

68.14 

30.00 

20.44 

0.0150 

8.6363 

12.32 

55 

42.68 

35.00 

14.94 

0.0150 

0.0080 

12.32 

55 

42.68 

35.00 

14.94 

0.0150 

0.1976 

12.32 

60 

47.68 

35.00 

16.69 

0.0150 

0.2561 

12.32 

60 

47.68 

35.00 

16.69 

0.0150 

0.1182 

38.27 

90 

51.73 

30.00 

15.52 

0.0150 

0.0143 

23.64 

60 

36.36 

35.00 

12.73 

0.0150 

0.9407 

25.54 

90 

64.46 

30.00 

19.34 

0.0150 

10.1223 













































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Jalore Granite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Jalore Granite 


Older Alluvium 


Jalore Granite 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Jalore Granite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Jalore Granite 


Older Alluvium 


Jalore Granite 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

19.50 

55 

35.50 

35.00 

12.42 

0.0150 

0.7343 

22.81 

60 

37.19 

35.00 

13.02 

0.0150 

0.0001 

31.17 

55 

23.83 

35.00 

8.34 

0.0150 

0.1369 

31.17 

60 

28.83 

35.00 

10.09 

0.0150 

0.1031 

16.78 

55 

38.22 

35.00 

13.38 

0.0150 

1.8952 

49.07 

140 

90.93 

40.00 

36.37 

0.0150 

0.4287 

49.07 

90 

40.93 

40.00 

16.37 

0.0200 

0.7329 

49.07 

140 

90.93 

20.00 

18.19 

0.0150 

12.4051 

49.07 

100 

50.93 

30.00 

15.28 

0.0200 

0.6529 

62.83 

90 

27.17 

40.00 

10.87 

0.0200 

1.4037 

62.83 

140 

77.17 

20.00 

15.43 

0.0150 

1.3302 

62.83 

100 

37.17 

30.00 

11.15 

0.0200 

1.8713 

61.64 

130 

68.36 

40.00 

27.34 

0.0150 

4.0653 

66.42 

90 

23.58 

4.75 

1.12 

0.0015 

0.0041 

66.42 

130 

63.58 

40.00 

25.43 

0.0150 

2.3242 

34.92 

140 

105.08 

20.00 

21.02 

0.0150 

2.3849 

39.20 

90 

50.80 

30.00 

15.24 

0.0150 

1.8521 

33.03 

90 

56.97 

30.00 

17.09 

0.0150 

1.8761 

33.03 

90 

56.97 

30.00 

17.09 

0.0200 

0.2357 

46.54 

90 

43.46 

40.00 

17.38 

0.0200 

0.4146 

49.66 

140 

90.34 

40.00 

36.14 

0.0150 

8.9087 

49.66 

140 

90.34 

20.00 

18.07 

0.0150 

6.4056 

32.19 

90 

57.81 

30.00 

17.34 

0.0150 

0.5900 

32.19 

90 

57.81 

30.00 

17.34 

0.0200 

0.0024 

41.99 

80 

38.01 

5.00 

1.90 

0.0015 

0.0024 

41.99 

130 

88.01 

40.00 

35.20 

0.0150 

5.2831 

41.99 

80 

38.01 

5.00 

1.90 

0.0015 

0.0178 

41.99 

90 

48.01 

30.00 

14.40 

0.0150 

6.1179 

28.60 

90 

61.40 

30.00 

18.42 

0.0150 

1.7801 

28.60 

90 

61.40 

30.00 

18.42 

0.0200 

2.5239 

53.70 

130 

76.30 

40.00 

30.52 

0.0150 

4.6687 

34.21 

130 

95.79 

40.00 

38.31 

0.0150 

3.4601 

34.21 

90 

55.79 

30.00 

16.74 

0.0150 

0.0705 

60.48 

130 

69.52 

40.00 

27.81 

0.0150 

9.8306 

72.68 

130 

57.32 

40.00 

22.93 

0.0150 

0.9128 

36.93 

90 

53.07 

30.00 

15.92 

0.0150 

8.1150 

36.93 

90 

53.07 

30.00 

15.92 

0.0200 

0.6639 

76.94 

130 

53.06 

40.00 

21.23 

0.0150 

1.0048 

78.73 

130 

51.27 

40.00 

20.51 

0.0150 

14.5511 

73.14 

90 

16.86 

4.75 

0.80 

0.0015 

0.0009 

73.14 

130 

56.86 

40.00 

22.74 

0.0150 

6.8182 

75.18 

130 

54.82 

40.00 

21.93 

0.0150 

1.7608 

72.26 

130 

57.74 

40.00 

23.10 

0.0150 

0.4191 

72.60 

130 

57.40 

40.00 

22.96 

0.0150 

7.7508 

72.60 

90 

17.40 

30.00 

5.22 

0.0150 

0.4895 

44.42 

100 

55.58 

35.00 

19.45 

0.0015 

0.0166 

44.42 

140 

95.58 

40.00 

38.23 

0.0150 

4.0678 

44.42 

90 

45.58 

35.00 

15.95 

0.0015 

0.0494 

44.42 

140 

95.58 

20.00 

19.12 

0.0150 

7.3326 

33.28 

140 

106.72 

40.00 

42.69 

0.0150 

1.7123 

33.28 

90 

56.72 

40.00 

22.69 

0.0200 

8.4770 

33.28 

100 

66.72 

30.00 

20.02 

0.0200 

0.1731 

70.09 

130 

59.91 

40.00 

23.96 

0.0150 

0.5597 

36.05 

140 

103.95 

20.00 

20.79 

0.0150 

7.2433 

33.07 

140 

106.93 

20.00 

21.39 

0.0150 

1.7298 
































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



11008069 


Loodrara 


Mangi 


Manjiwala 


Maylawas 


Mewa Nagar 


Mithora 


Moothli 


Nal 


Padardi Kalan 


Padardi Khurd 


Padroo 


Panotrinadi 


Peeploon 


Ramniya 


Simaliya 


Siner 


Sinli Chauseera 


Sinli Jageer 


Siriyadevi Nagar 


Siwana 


Tapra 


Thanmata Hinglaj 


Uchiya 


Variya (Bhagji) 


Variya Tagji 


Aamjhar 


Bagundi 


Bajawas 


Balotra (M) 


Balotra(Rural) 


Bamseen 


Baori Khurd 


Barla 


Bedarlai 


Census Code 


0817000502185200 


0817000302141800 


0817000402163800 



0817000402166300 


0817000402165300 


0817000302142800 


0817000402166100 


0817000302141400 


0817000402164200 


0817000402157900 


0817000402158400 


0817000402158800 


0817000402157800 


0817000402164300 


0817000302142200 


0817000402163500 


0817000402166000 


0817000302141700 


0817000402158300 


0817000302137200 


0817000302136900 


0817000402163700 


0817000402158700 


0817000302142300 


0817000402158600 


0817000502186600 


0817000302142000 


0817000302141600 


0817000502185000 


0817000302135900 


0817000302136800 


0817000341701000 


0817000302141000 


0817000302141200 


0817000502184500 


0817000302135300 


0817000302140600 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Saline 

Non-command 

Older Alluvium 

Saline 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Jalore Granite 




45.05 Fresh 



16.31 Fresh 


Saline 


39.14 Saline 


21.49 Saline 


18.28 Saline 


12.29 Saline 


23.84 Saline 


10.95 Saline 


11.90 Saline 


4.37 Saline 


8.26 Saline 


9.34 Saline 


6.52 Saline 


8.64 Saline 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Older Alluvium 


Jalore Granite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Jalore Granite 


Older Alluvium 


Jalore Granite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Rhyolite 


Tertiary Sandstone 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Rhyolite 


Older Alluvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

33.91 

90 

56.09 

30.00 

16.83 

0.0150 

1.4341 

35.36 

140 

104.64 

20.00 

20.93 

0.0150 

5.5040 

71.28 

90 

18.72 

4.75 

0.89 

0.0015 

0.0012 

71.28 

130 

58.72 

40.00 

23.49 

0.0150 

1.9133 

83.35 

90 

6.65 

4.75 

0.32 

0.0015 

0.0014 

83.35 

130 

46.65 

40.00 

18.66 

0.0150 

1.7948 

83.35 

90 

6.65 

30.00 

1.99 

0.0150 

0.0288 

89.72 

130 

40.28 

40.00 

16.11 

0.0150 

0.5032 

71.78 

130 

58.22 

40.00 

23.29 

0.0150 

0.9852 

35.16 

90 

54.84 

40.00 

21.94 

0.0200 

5.2798 

35.16 

100 

64.84 

30.00 

19.45 

0.0200 

0.0182 

75.18 

130 

54.82 

40.00 

21.93 

0.0150 

0.0236 

28.70 

140 

111.30 

40.00 

44.52 

0.0150 

1.2089 

28.70 

140 

111.30 

20.00 

22.26 

0.0150 

6.0430 

43.30 

130 

86.70 

40.00 

34.68 

0.0150 

20.2654 

76.79 

130 

53.21 

40.00 

21.28 

0.0150 

0.0072 

76.79 

90 

13.21 

30.00 

3.96 

0.0150 

0.6030 

72.81 

130 

57.19 

40.00 

22.87 

0.0150 

6.0314 

83.43 

130 

46.57 

40.00 

18.63 

0.0150 

0.0076 

67.74 

90 

22.26 

30.00 

6.68 

0.0150 

0.5259 

49.88 

130 

80.12 

40.00 

32.05 

0.0150 

19.2410 

36.37 

140 

103.63 

20.00 

20.73 

0.0150 

5.6046 

73.21 

130 

56.79 

40.00 

22.72 

0.0150 

8.1495 

74.00 

130 

56.00 

40.00 

22.40 

0.0150 

1.0941 

32.91 

140 

107.09 

20.00 

21.42 

0.0150 

3.7675 

69.59 

130 

60.41 

40.00 

24.17 

0.0150 

11.5440 

25.78 

140 

114.22 

20.00 

22.84 

0.0150 

0.0276 

28.80 

140 

111.20 

20.00 

22.24 

0.0150 

0.0519 

70.57 

130 

59.43 

40.00 

23.77 

0.0150 

6.2247 

83.63 

130 

46.37 

40.00 

18.55 

0.0150 

0.3593 

36.03 

140 

103.97 

20.00 

20.79 

0.0150 

7.8627 

74.47 

90 

15.53 

4.75 

0.74 

0.0015 

0.0056 

74.47 

130 

55.53 

40.00 

22.21 

0.0150 

1.5527 

76.49 

90 

13.51 

4.75 

0.64 

0.0015 

0.0042 

76.49 

130 

53.51 

40.00 

21.40 

0.0150 

1.8690 

76.49 

90 

13.51 

30.00 

4.05 

0.0150 

0.1543 

41.46 

90 

48.54 

30.00 

14.56 

0.0150 

8.5486 

31.09 

140 

108.91 

20.00 

21.78 

0.0150 

6.1371 

27.68 

140 

112.32 

20.00 

22.46 

0.0150 

2.9114 

28.91 

90 

61.09 

30.00 

18.33 

0.0200 

4.5063 

23.69 

140 

116.31 

20.00 

23.26 

0.0150 

0.7977 

23.69 

100 

76.31 

30.00 

22.89 

0.0200 

0.4231 

28.28 

100 

71.72 

30.00 

21.52 

0.0200 

4.7136 

31.41 

100 

68.59 

30.00 

20.58 

0.0200 

1.5477 

32.60 

100 

67.40 

30.00 

20.22 

0.0200 

1.7652 

27.33 

100 

72.67 

30.00 

21.80 

0.0200 

3.6002 

35.01 

90 

54.99 

30.00 

16.50 

0.0150 

0.2680 

35.01 

80 

44.99 

5.00 

2.25 

0.0015 

0.0147 

35.01 

140 

104.99 

15.00 

15.75 

0.0100 

0.0307 

26.56 

140 

113.44 

20.00 

22.69 

0.0150 

2.0857 

25.64 

140 

114.36 

20.00 

22.87 

0.0150 

1.6955 

25.64 

100 

74.36 

30.00 

22.31 

0.0200 

1.1635 

34.75 

140 

105.25 

40.00 

42.10 

0.0150 

0.0044 

34.75 

100 

65.25 

5.00 

3.26 

0.0015 

0.0000 

34.75 

140 

105.25 

20.00 

21.05 

0.0150 

0.0135 






























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older AIIl 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Rhyolite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


|Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Rhyolite 


Rhyolite 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Rhyolite 


Rhyolite 


Rhyolite 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Rhyolite 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


lYounger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Rhyolite 


Rhyolite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

30.88 

90 

59.12 

30.00 

17.73 

0.0150 

0.4492 

30.88 

90 

59.12 

30.00 

17.73 

0.0200 

4.1895 

17.37 

140 

122.63 

20.00 

24.53 

0.0150 

3.3711 

17.37 

100 

82.63 

30.00 

24.79 

0.0200 

1.7802 

31.14 

80 

48.86 

5.00 

2.44 

0.0015 

0.0065 

27.14 

140 

112.86 

20.00 

22.57 

0.0150 

0.0175 

27.14 

100 

72.86 

30.00 

21.86 

0.0200 

3.8357 

33.03 

90 

56.97 

30.00 

17.09 

0.0150 

0.1480 

33.03 

90 

56.97 

30.00 

17.09 

0.0200 

3.1807 

26.45 

140 

113.55 

20.00 

22.71 

0.0150 

0.0458 

26.45 

100 

73.55 

30.00 

22.06 

0.0200 

10.4783 

27.42 

140 

112.58 

20.00 

22.52 

0.0150 

2.0627 

32.19 

90 

57.81 

30.00 

17.34 

0.0150 

0.0892 

32.19 

90 

57.81 

30.00 

17.34 

0.0200 

4.8844 

26.71 

140 

113.29 

20.00 

22.66 

0.0150 

0.5642 

27.01 

140 

112.99 

20.00 

22.60 

0.0150 

5.1119 

31.19 

100 

68.81 

30.00 

20.64 

0.0200 

2.5907 

17.99 

100 

82.01 

5.00 

4.10 

0.0015 

0.0007 

24.02 

100 

75.98 

5.00 

3.80 

0.0015 

0.0023 

28.60 

90 

61.40 

30.00 

18.42 

0.0200 

0.7259 

31.01 

90 

58.99 

30.00 

17.70 

0.0200 

8.1976 

33.18 

90 

56.82 

30.00 

17.05 

0.0150 

0.4733 

33.18 

90 

56.82 

30.00 

17.05 

0.0200 

0.6063 

27.72 

140 

112.28 

20.00 

22.46 

0.0150 

2.2263 

26.56 

140 

113.44 

20.00 

22.69 

0.0150 

0.8577 

15.07 

80 

64.93 

5.00 

3.25 

0.0015 

0.0001 

18.08 

80 

61.92 

5.00 

3.10 

0.0015 

0.0134 

22.02 

80 

57.98 

5.00 

2.90 

0.0015 

0.0029 

22.02 

90 

67.98 

30.00 

20.39 

0.0200 

2.8742 

36.93 

90 

53.07 

30.00 

15.92 

0.0200 

0.0015 

32.77 

90 

57.23 

30.00 

17.17 

0.0150 

0.7453 

32.77 

80 

47.23 

5.00 

2.36 

0.0015 

0.0003 

32.77 

90 

57.23 

30.00 

17.17 

0.0200 

0.8929 

31.54 

90 

58.46 

30.00 

17.54 

0.0150 

0.0033 

31.54 

90 

58.46 

30.00 

17.54 

0.0200 

1.6269 

26.15 

140 

113.85 

20.00 

22.77 

0.0150 

0.0007 

27.02 

140 

112.98 

20.00 

22.60 

0.0150 

0.6288 

27.02 

100 

72.98 

30.00 

21.89 

0.0200 

3.2467 

26.95 

140 

113.05 

20.00 

22.61 

0.0150 

0.2283 

26.95 

100 

73.05 

30.00 

21.92 

0.0200 

0.0829 

26.19 

140 

113.81 

20.00 

22.76 

0.0150 

1.1746 

30.45 

140 

109.55 

20.00 

21.91 

0.0150 

0.5860 

33.28 

140 

106.72 

40.00 

42.69 

0.0150 

0.2383 

33.28 

90 

56.72 

40.00 

22.69 

0.0200 

0.7186 

33.28 

100 

66.72 

30.00 

20.02 

0.0200 

2.8577 

32.44 

100 

67.56 

30.00 

20.27 

0.0200 

5.7912 

7.38 

140 

132.62 

30.00 

39.79 

0.0150 

0.0080 

7.38 

100 

92.62 

5.00 

4.63 

0.0015 

0.0000 

7.92 

100 

92.08 

5.00 

4.60 

0.0015 

0.0026 

27.85 

140 

112.15 

20.00 

22.43 

0.0150 

0.2262 

27.85 

100 

72.15 

30.00 

21.64 

0.0200 

5.7212 

33.07 

140 

106.93 

20.00 

21.39 

0.0150 

1.7634 

25.27 

140 

114.73 

40.00 

45.89 

0.0150 

0.0024 

25.27 

140 

114.73 

20.00 

22.95 

0.0150 

0.2907 

26.06 

100 

73.94 

30.00 

22.18 

0.0200 

4.5473 














































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Rhyolite 


Rhyolite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Rhyolite 


Older Alluvium 


Younger Alluvium 


Rhyolite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Rhyolite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 



Older Alluvium 


Younger Alluvium 


Older Alluvium 


Rhyolite 


Older Alluvium 


Older Alluvium 


Rhyolite 


Older Alluvium 


Rhyolite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Rhyolite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Rhyolite 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

33.91 

90 

56.09 

30.00 

16.83 

0.0150 

2.7759 

33.91 

90 

56.09 

30.00 

16.83 

0.0200 

4.0550 

20.67 

140 

119.33 

30.00 

35.80 

0.0150 

0.0003 

20.67 

100 

79.33 

5.00 

3.97 

0.0015 

0.0115 

26.03 

100 

73.97 

5.00 

3.70 

0.0015 

0.0490 

26.83 

140 

113.17 

20.00 

22.63 

0.0150 

3.0164 

26.83 

100 

73.17 

30.00 

21.95 

0.0200 

0.1660 

27.86 

140 

112.14 

20.00 

22.43 

0.0150 

0.8002 

27.86 

90 

62.14 

5.00 

3.11 

0.0200 

0.6164 

31.26 

140 

108.74 

20.00 

21.75 

0.0150 

0.4710 

31.26 

100 

68.74 

30.00 

20.62 

0.0200 

12.4841 

29.00 

100 

71.00 

5.00 

3.55 

0.0015 

0.0004 

35.36 

140 

104.64 

20.00 

20.93 

0.0150 

0.2479 

11.89 

140 

128.11 

20.00 

25.62 

0.0150 

1.6039 

19.00 

140 

121.00 

20.00 

24.20 

0.0150 

0.2095 

28.01 

100 

71.99 

5.00 

3.60 

0.0015 

0.0214 

14.28 

140 

125.72 

20.00 

25.14 

0.0150 

6.7021 

29.81 

90 

60.19 

30.00 

18.06 

0.0200 

3.4669 

30.47 

140 

109.53 

20.00 

21.91 

0.0150 

1.0683 

30.47 

100 

69.53 

30.00 

20.86 

0.0200 

7.4051 

26.45 

100 

73.55 

30.00 

22.07 

0.0200 

2.8175 

35.16 

90 

54.84 

40.00 

21.94 

0.0200 

0.0011 

35.16 

100 

64.84 

30.00 

19.45 

0.0200 

0.1110 

27.44 

140 

112.56 

20.00 

22.51 

0.0150 

1.2766 

27.44 

100 

72.56 

30.00 

21.77 

0.0200 

5.0591 

28.70 

140 

111.30 

40.00 

44.52 

0.0150 

0.3503 

28.70 

90 

61.30 

40.00 

24.52 

0.0200 

0.0465 

28.70 

140 

111.30 

20.00 

22.26 

0.0150 

7.5398 

28.70 

100 

71.30 

30.00 

21.39 

0.0200 

4.1810 

35.51 

100 

64.49 

30.00 

19.35 

0.0200 

0.1247 

19.58 

140 

120.42 

20.00 

24.08 

0.0150 

5.5149 

22.91 

140 

117.09 

20.00 

23.42 

0.0150 

0.3437 

22.68 

140 

117.32 

20.00 

23.46 

0.0150 

5.6470 

22.68 

100 

77.32 

30.00 

23.20 

0.0200 

4.0292 

11.83 

140 

128.17 

20.00 

25.63 

0.0150 

2.3295 

7.24 

100 

92.76 

5.00 

4.64 

0.0015 

0.0033 

22.78 

140 

117.22 

20.00 

23.44 

0.0150 

0.1069 

29.42 

140 

110.58 

40.00 

44.23 

0.0150 

0.4555 

29.42 

100 

70.58 

5.00 

3.53 

0.0015 

0.0199 

29.42 

140 

110.58 

20.00 

22.12 

0.0150 

0.0107 

18.34 

80 

61.66 

5.00 

3.08 

0.0015 

0.0008 

15.04 

140 

124.96 

20.00 

24.99 

0.0150 

0.8719 

15.95 

140 

124.05 

20.00 

24.81 

0.0150 

0.4862 

14.67 

140 

125.33 

20.00 

25.07 

0.0150 

1.1863 

26.69 

140 

113.31 

20.00 

22.66 

0.0150 

1.8914 

31.26 

140 

108.74 

40.00 

43.49 

0.0150 

0.8138 

31.26 

100 

68.74 

5.00 

3.44 

0.0015 

0.0003 

31.26 

140 

108.74 

20.00 

21.75 

0.0150 

0.7931 

17.89 

140 

122.11 

20.00 

24.42 

0.0150 

0.0413 

23.36 

140 

116.64 

20.00 

23.33 

0.0150 

1.0072 

30.32 

140 

109.68 

20.00 

21.94 

0.0150 

1.8779 

30.32 

100 

69.68 

30.00 

20.90 

0.0200 

1.1411 

24.95 

140 

115.05 

20.00 

23.01 

0.0150 

0.0462 

26.91 

140 

113.09 

20.00 

22.62 

0.0150 

1.2843 

31.03 

80 

48.97 

5.00 

2.45 

0.0015 

0.0014 


















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Rhyolite 


Younger Alluvium 


Older Alluvium 


Rhyolite 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Rhyolite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Rhyolite 


Tertiary Sandstone 


Older Alluvium 


Rhyolite 


Rhyolite 


Rhyolite 


Tertiary Sandstone 


Older Alluvium 


Older Alluvium 


Rhyolite 


Rhyolite 


Tertiary Sandstone 


Rhyolite 


Rhyolite 


Rhyolite 


Rhyolite 


Rhyolite 


Rhyolite 


Tertiary Sandstone 


Rhyolite 


Older Alluvium 


Rhyolite 


Rhyolite 


Rhyolite 


Tertiary Sandstone 


Rhyolite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

30.43 

90 

59.57 

30.00 

17.87 

0.0150 

0.2522 

30.43 

80 

49.57 

5.00 

2.48 

0.0015 

0.0450 

30.43 

90 

59.57 

30.00 

17.87 

0.0200 

0.2062 

24.41 

90 

65.59 

30.00 

19.68 

0.0150 

0.0102 

24.41 

80 

55.59 

5.00 

2.78 

0.0015 

0.0745 

24.41 

90 

65.59 

30.00 

19.68 

0.0200 

1.1414 

32.11 

100 

67.89 

30.00 

20.37 

0.0200 

1.3349 

32.91 

140 

107.09 

20.00 

21.42 

0.0150 

0.0990 

25.78 

140 

114.22 

20.00 

22.84 

0.0150 

6.1076 

25.78 

100 

74.22 

30.00 

22.27 

0.0200 

1.1731 

28.80 

140 

111.20 

20.00 

22.24 

0.0150 

4.8938 

28.80 

100 

71.20 

30.00 

21.36 

0.0200 

1.2877 

26.30 

140 

113.70 

20.00 

22.74 

0.0150 

0.3732 

26.30 

100 

73.70 

30.00 

22.11 

0.0200 

3.5944 

26.89 

90 

63.11 

30.00 

18.93 

0.0150 

0.7468 

26.89 

90 

63.11 

30.00 

18.93 

0.0200 

0.7352 

28.63 

90 

61.37 

30.00 

18.41 

0.0200 

1.2761 

32.53 

100 

67.47 

30.00 

20.24 

0.0200 

1.0559 

30.72 

100 

69.28 

30.00 

20.78 

0.0200 

1.4120 

25.17 

140 

114.83 

20.00 

22.97 

0.0150 

0.4976 

24.74 

140 

115.26 

20.00 

23.05 

0.0150 

4.4129 

24.74 

100 

75.26 

30.00 

22.58 

0.0200 

9.1126 

41.40 

90 

48.60 

30.00 

14.58 

0.0150 

0.0171 

41.40 

80 

38.60 

5.00 

1.93 

0.0015 

0.0001 

31.09 

140 

108.91 

20.00 

21.78 

0.0150 

0.8838 

27.68 

140 

112.32 

20.00 

22.46 

0.0150 

3.2486 

23.91 

140 

116.09 

20.00 

23.22 

0.0150 

2.9917 

34.22 

120 

85.78 

40.00 

34.31 

0.0150 

8.1682 

19.00 

120 

101.00 

40.00 

40.40 

0.0150 

0.3676 

19.00 

100 

81.00 

5.00 

4.05 

0.0015 

0.0209 

38.47 

160 

121.53 

20.00 

24.31 

0.0100 

2.3480 

42.66 

120 

77.34 

40.00 

30.93 

0.0150 

2.0163 

21.67 

100 

78.33 

5.00 

3.92 

0.0015 

0.0255 

13.06 

100 

86.94 

5.00 

4.35 

0.0015 

0.3070 

30.07 

80 

49.93 

5.00 

2.50 

0.0015 

0.0218 

30.07 

160 

129.93 

20.00 

25.99 

0.0100 

0.5344 

44.19 

90 

45.81 

30.00 

13.74 

0.0150 

0.1916 

25.92 

120 

94.08 

40.00 

37.63 

0.0150 

0.6177 

25.92 

100 

74.08 

5.00 

3.70 

0.0015 

0.0217 

12.99 

100 

87.01 

5.00 

4.35 

0.0015 

0.0744 

26.52 

160 

133.48 

20.00 

26.70 

0.0100 

2.3880 

24.58 

100 

75.42 

5.00 

3.77 

0.0015 

0.1376 

26.41 

100 

73.59 

5.00 

3.68 

0.0015 

0.0125 

19.47 

100 

80.53 

5.00 

4.03 

0.0015 

0.0319 

22.46 

100 

77.54 

5.00 

3.88 

0.0015 

0.0757 

18.48 

100 

81.52 

5.00 

4.08 

0.0015 

0.0592 

25.54 

100 

74.46 

5.00 

3.72 

0.0015 

0.0307 

25.54 

160 

134.46 

20.00 

26.89 

0.0100 

2.1643 

19.17 

100 

80.83 

5.00 

4.04 

0.0015 

0.0356 

43.92 

120 

76.08 

40.00 

30.43 

0.0150 

0.6439 

25.77 

80 

54.23 

5.00 

2.71 

0.0015 

0.0502 

49.65 

80 

30.35 

5.00 

1.52 

0.0015 

0.0002 

49.65 

80 

30.35 

5.00 

1.52 

0.0015 

0.0194 

57.33 

160 

102.67 

20.00 

20.53 

0.0100 

1.6494 

37.19 

100 

62.81 

5.00 

3.14 

0.0015 

0.0099 

























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Tertiary Sandstone 


Rhyolite 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Rhyolite 


Tertiary Sandstone 


Rhyolite 


Rhyolite 


Older Alluvium 


Rhyolite 


Older Alluvium 


Rhyolite 


Rhyolite 


Rhyolite 


Rhyolite 


Rhyolite 


Tertiary Sandstone 


Rhyolite 


Rhyolite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Rhyolite 


Rhyolite 


Older Alluvium 


Rhyolite 


Older Alluvium 


Rhyolite 


Rhyolite 


Older Alluvium 


Older Alluvium 


Rhyolite 


Tertiary Sandstone 


Older Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Rhyolite 


Tertiary Sandstone 


Rhyolite 


Tertiary Sandstone 


Older Alluvium 


Rhyolite 


Older Alluvium 


Rhyolite 


Rhyolite 


Tertiary Sandstone 


Rhyolite 


Older Alluvium 


Older Alluvium 


Rhyolite 


Rhyolite 


Rhyolite 


Tertiary Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

37.19 

160 

122.81 

20.00 

24.56 

0.0100 

1.3441 

25.86 

100 

74.14 

5.00 

3.71 

0.0015 

0.0537 

25.86 

160 

134.14 

20.00 

26.83 

0.0100 

0.1116 

37.07 

160 

122.93 

20.00 

24.59 

0.0100 

0.2189 

38.66 

160 

121.34 

20.00 

24.27 

0.0100 

1.7761 

20.83 

100 

79.17 

5.00 

3.96 

0.0015 

0.0424 

20.83 

160 

139.17 

20.00 

27.83 

0.0100 

1.2828 

18.49 

100 

81.51 

5.00 

4.08 

0.0015 

0.1109 

14.91 

100 

85.09 

5.00 

4.25 

0.0015 

0.1373 

26.76 

130 

103.24 

40.00 

41.30 

0.0150 

3.7367 

26.76 

80 

53.24 

5.00 

2.66 

0.0015 

0.0300 

26.76 

90 

63.24 

30.00 

18.97 

0.0150 

0.2477 

26.76 

80 

53.24 

5.00 

2.66 

0.0015 

0.0014 

16.83 

100 

83.17 

5.00 

4.16 

0.0015 

0.0540 

17.51 

100 

82.49 

5.00 

4.12 

0.0015 

0.0630 

57.37 

80 

22.63 

5.00 

1.13 

0.0015 

0.0035 

57.37 

80 

22.63 

5.00 

1.13 

0.0015 

0.0008 

38.64 

160 

121.36 

20.00 

24.27 

0.0100 

2.0178 

34.30 

80 

45.70 

5.00 

2.29 

0.0015 

0.0742 

34.30 

80 

45.70 

5.00 

2.29 

0.0015 

0.0000 

45.77 

120 

74.23 

40.00 

29.69 

0.0150 

1.2336 

45.77 

140 

94.23 

30.00 

28.27 

0.0150 

1.2698 

45.72 

120 

74.28 

40.00 

29.71 

0.0150 

0.7519 

45.72 

140 

94.28 

30.00 

28.28 

0.0150 

0.0628 

22.13 

100 

77.87 

5.00 

3.89 

0.0015 

0.0839 

41.08 

80 

38.92 

5.00 

1.95 

0.0015 

0.0036 

41.08 

90 

48.92 

30.00 

14.67 

0.0150 

0.5152 

41.08 

80 

38.92 

5.00 

1.95 

0.0015 

0.0095 

28.56 

120 

91.44 

40.00 

36.58 

0.0150 

3.8435 

28.56 

100 

71.44 

5.00 

3.57 

0.0015 

0.0100 

15.97 

100 

84.03 

5.00 

4.20 

0.0015 

0.0495 

37.08 

120 

82.92 

40.00 

33.17 

0.0150 

2.6002 

37.08 

140 

102.92 

30.00 

30.88 

0.0150 

6.5138 

21.56 

100 

78.44 

5.00 

3.92 

0.0015 

0.0484 

21.56 

160 

138.44 

20.00 

27.69 

0.0100 

0.0073 

50.28 

120 

69.72 

40.00 

27.89 

0.0150 

0.0004 

23.18 

160 

136.82 

20.00 

27.36 

0.0100 

0.6135 

23.18 

160 

136.82 

20.00 

27.36 

0.0100 

2.4851 

22.84 

100 

77.16 

5.00 

3.86 

0.0015 

0.0105 

22.84 

160 

137.16 

20.00 

27.43 

0.0100 

2.9731 

21.00 

100 

79.00 

5.00 

3.95 

0.0015 

0.1100 

58.03 

160 

101.97 

20.00 

20.39 

0.0100 

0.1767 

31.89 

120 

88.11 

40.00 

35.25 

0.0150 

3.7177 

15.97 

100 

84.04 

5.00 

4.20 

0.0015 

0.0158 

11.74 

120 

108.27 

40.00 

43.31 

0.0150 

1.6271 

11.74 

100 

88.27 

5.00 

4.41 

0.0015 

0.1755 

17.53 

100 

82.47 

5.00 

4.12 

0.0015 

0.0011 

37.26 

160 

122.74 

20.00 

24.55 

0.0100 

1.1777 

22.99 

100 

77.01 

5.00 

3.85 

0.0015 

0.0068 

44.12 

90 

45.88 

30.00 

13.76 

0.0150 

0.2618 

18.48 

120 

101.52 

40.00 

40.61 

0.0150 

0.0195 

18.48 

100 

81.52 

5.00 

4.08 

0.0015 

0.0052 

34.97 

80 

45.03 

5.00 

2.25 

0.0015 

0.0073 

21.83 

100 

78.17 

5.00 

3.91 

0.0015 

0.0355 

46.12 

160 

113.88 

20.00 

22.78 

0.0100 

1.5515 















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Lolti Hight Bara 


Loonoo Khurd 


Lunu Agor 


Lunu Kalan 


Magne Ki Dhani 


Mahabar 


Maroodi 


Meethari Khurd 


Meethra 


Mithisar 


Moodhonki Dhani 


Naguesiyan Dhoondha 


Nangana 


Nathaniyon Ka Was 


Naya Bhurtiya 


Para 


Pindiyon Ka Tala 


Pokar Bhadu Ki Dhani 


Pumdro Ki Basti 


Purohition Ki Basti 


Radwa 


Ramderiya 


Ramderiya Tala 


Rampura Garal 


Ramsar Ka Kua 


Ranigaon Kalan 


Rawatsar 


Sangana Kua 


Sansiyon Ka Tala 


Sansiyon Ki Basti 


Sanwlor 


Sar Ka Par 


Sauonki Dhani 


Segari 


Shivkar 


Somaniyon Ki Dhani 


Surte Ka Tala 


Taratara 


Taratara Math 


Undkha 


0817000602217300 


0817000602214800 


0817000602219600 


0817000602210600 


0817000602210800 


0817000602210700 


0817000602216800 


0817000602220200 


0817000602217400 


0817000602212300 


0817000602220100 


0817000602211900 


0817000602210200 


0817000602214600 


0817000602210100 


0817000602215000 


0817000602215200 


0817000602217600 


0817000602219100 


0817000602224000 


0817000602219000 


0817000602210300 


0817000602217900 


0817000602218200 


0817000802240700 


0817000602219900 


0817000602216700 


0817000602218100 


0817000602221000 


0817000602220900 


0817000602219300 


0817000602214500 


0817000802240900 


0817000602213700 


0817000602215100 


0817000602218800 


0817000602220400 


0817000602212700 


0817000802241800 


0817000802241700 


0817000802241100 


0817000602219400 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Rhyolite 




10.50 Fresh 


5.97 Fresh 


5.32 Fresh 


7.11 Fresh 


13.41 Fresh 


9.26 Fresh 


7.46 Fresh 


40.97 Fresh 


5.36 Fresh 


5.61 Fresh 


30.96 Fresh 


Saline 


20.59 Fresh 


6.40 Fresh 


8.32 Fresh 


8.17 Fresh 


31.74 Fresh 


8.13 Fresh 




5.90 Fresh 


41.42 Saline 


11.19 Saline 


6.94 Fresh 


5.76 Fresh 


36.32 Fresh 


4.16 Fresh 


8.39 Fresh 


10.00 Fresh 


14.53 Fresh 


11.28 Fresh 


9.78 Fresh 


17.21 Fresh 


15.86 Fresh 


7.07 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Tertiary Sandstone 


Rhyolite 


Rhyolite 


Tertiary Sandstone 


Older Alluvium 


Rhyolite 


Rhyolite 


Rhyolite 


Rhyolite 


Older Alluvium 


Rhyolite 


Rhyolite 


Rhyolite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Rhyolite 


Rhyolite 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Rhyolite 


Tertiary Sandstone 


Tertiary Sandstone 


Rhyolite 


Rhyolite 


Older Alluvium 


Rhyolite 


Tertiary Sandstone 


Rhyolite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Rhyolite 


Rhyolite 


Older Alluvium 


Rhyolite 


Older Alluvium 


Rhyolite 


Rhyolite 


Rhyolite 


Tertiary Sandstone 


Older Alluvium 


Rhyolite 


Tertiary Sandstone 


Rhyolite 


Tertiary Sandstone 


Rhyolite 


Rhyolite 


Rhyolite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Rhyolite 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

25.48 

100 

74.52 

5.00 

3.73 

0.0015 

0.0367 

25.48 

160 

134.52 

20.00 

26.90 

0.0100 

0.0009 

15.73 

100 

84.27 

5.00 

4.21 

0.0015 

0.0663 

26.23 

80 

53.77 

5.00 

2.69 

0.0015 

0.0202 

26.23 

160 

133.77 

20.00 

26.75 

0.0100 

0.2593 

35.94 

120 

84.06 

40.00 

33.62 

0.0150 

0.7537 

21.30 

100 

78.70 

5.00 

3.93 

0.0015 

0.0420 

19.45 

100 

80.55 

5.00 

4.03 

0.0015 

0.0652 

19.69 

100 

80.31 

5.00 

4.02 

0.0015 

0.0558 

41.66 

80 

38.34 

5.00 

1.92 

0.0015 

0.0214 

20.38 

120 

99.62 

40.00 

39.85 

0.0150 

3.5032 

20.38 

100 

79.62 

5.00 

3.98 

0.0015 

0.2097 

9.97 

100 

90.03 

5.00 

4.50 

0.0015 

0.0362 

18.88 

100 

81.12 

5.00 

4.06 

0.0015 

0.0341 

38.08 

120 

81.92 

40.00 

32.77 

0.0150 

13.4148 

38.08 

140 

101.92 

30.00 

30.58 

0.0150 

0.9459 

25.14 

120 

94.86 

40.00 

37.94 

0.0150 

6.6072 

25.14 

100 

74.86 

5.00 

3.74 

0.0015 

0.0477 

14.70 

100 

85.31 

5.00 

4.27 

0.0015 

0.0005 

45.64 

160 

114.36 

20.00 

22.87 

0.0100 

1.9023 

33.37 

160 

126.63 

20.00 

25.33 

0.0100 

2.0682 

59.05 

160 

100.95 

20.00 

20.19 

0.0100 

0.8526 

39.19 

80 

40.81 

5.00 

2.04 

0.0015 

0.0111 

39.19 

160 

120.81 

20.00 

24.16 

0.0100 

0.5348 

36.84 

160 

123.16 

20.00 

24.63 

0.0100 

1.3895 

17.11 

100 

82.89 

5.00 

4.14 

0.0015 

0.1969 

19.22 

100 

80.78 

5.00 

4.04 

0.0015 

0.0496 

44.00 

90 

46.00 

30.00 

13.80 

0.0150 

0.0232 

17.46 

100 

82.54 

5.00 

4.13 

0.0015 

0.0771 

33.12 

160 

126.88 

20.00 

25.38 

0.0100 

2.3451 

11.06 

100 

88.94 

5.00 

4.45 

0.0015 

0.0697 

46.28 

120 

73.72 

40.00 

29.49 

0.0150 

0.0265 

28.77 

120 

91.23 

40.00 

36.49 

0.0150 

4.8525 

49.18 

120 

70.82 

40.00 

28.33 

0.0150 

1.8679 

52.95 

80 

27.05 

5.00 

1.35 

0.0015 

0.0198 

52.95 

80 

27.05 

5.00 

1.35 

0.0015 

0.0108 

20.08 

120 

99.92 

40.00 

39.97 

0.0150 

2.5841 

20.08 

100 

79.92 

5.00 

4.00 

0.0015 

0.1053 

42.49 

120 

77.51 

40.00 

31.01 

0.0150 

0.6469 

61.83 

80 

18.17 

5.00 

0.91 

0.0015 

0.0000 

61.23 

80 

18.77 

5.00 

0.94 

0.0015 

0.0017 

21.56 

100 

78.44 

5.00 

3.92 

0.0015 

0.0408 

30.79 

160 

129.21 

20.00 

25.84 

0.0100 

1.4880 

28.14 

120 

91.86 

40.00 

36.75 

0.0150 

9.2063 

28.14 

100 

71.86 

5.00 

3.59 

0.0015 

0.1057 

47.12 

160 

112.88 

20.00 

22.58 

0.0100 

0.5642 

36.29 

100 

63.71 

5.00 

3.19 

0.0015 

0.0346 

36.29 

160 

123.71 

20.00 

24.74 

0.0100 

0.2832 

15.75 

100 

84.25 

5.00 

4.21 

0.0015 

0.0632 

23.63 

80 

56.37 

5.00 

2.82 

0.0015 

0.0614 

16.99 

100 

83.01 

5.00 

4.15 

0.0015 

0.0703 

32.81 

120 

87.19 

40.00 

34.88 

0.0150 

0.3778 

34.15 

120 

85.85 

40.00 

34.34 

0.0150 

2.1159 

39.57 

120 

80.43 

40.00 

32.17 

0.0150 

0.0018 

17.15 

100 

82.85 

5.00 

4.14 

0.0015 

0.0439 












































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



11008071 


Utarlai 


Vishnoiyon Ka Tala 


Abhaniyon Ka Sara 


Adarsh Chawa 


Adel Panji 


Asuon Ki Dhani 


Bhabhuon Ka Tala 


Bhabhuon Ki Beri 


Bhurtiya 


Chawa 


Chorliya Nada 


Chutroniyon Ki Dhani 


Dablisara 


Daukiyon Ki Dhani 


Dhiraniyon Ki Dhani 


Dhola Nada 


Dhooriyawas 


Dudiyo Ki Dhani 


East Matasar 


Gangasara 


Godaraon Ki Dhani 


Godaron Ki Beri 


Gule Ka Nadiya 


Hanuman Sagar 


Hodoo 


Indra Colony 


Jananiyon Ki Dhani 


Jogasar 


Kerli 


Kerliwas 


Khard Beri 


Kharinga Kua 


Khariya Khurd 


Khoobri Beri 


Koshloo 


Lakhoni Godaron Ki Dhani 


Lakhoni Meghwalon Ki Dhani 


Lookhon Ka Tala 


Census Code 


0817000602214200 


0817000702232000 


0817000602216000 


0817000602216300 


0817000502180800 


0817000602222300 


0817000502180700 


0817000502180500 


0817000602215300 


0817000602216500 


0817000502189200 


0817000202128200 


0817000602215900 


0817000602215500 



0817000602223500 


0817000202131800 


0817000502189600 


0817000602216600 


0817000502182300 


0817000602223000 


0817000602215600 


0817000602222900 


0817000202128500 


0817000502189500 


0817000602216400 


0817000602221100 


0817000502182600 


0817000602216200 


0817000502181600 


0817000502182800 


0817000602221900 


0817000502182700 


0817000502180400 


0817000602216100 


0817000502189300 


0817000502180200 


0817000502188900 


0817000502182100 


0817000502181900 


0817000602222600 



Zone (Fresh 
/ Saline) 


3.45 Fresh 


3.70 Fresh 


41.38 Saline 


5.68 Saline 






4.30 Saline 


28.10 Saline 


14.73 Fresh 


14.64 Fresh 


Saline 


8.83 Saline 


12.57 Saline 


20.21 Fresh 


Saline 


14.91 Saline 


11.51 Saline 


10.94 Fresh 


3.48 Saline 


5.35 Saline 


16.91 Saline 


4.26 Saline 


2.77 Saline 


15.98 Saline 


6.80 Saline 


6.96 Saline 


11.23 Fresh 


9.14 Saline 


6.86 Saline 


11.84 Fresh 


6.21 Saline 


3.79 Saline 


3.13 Saline 


22.71 Saline 


2.82 Fresh 


Saline 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Tertiary Sandstone 

Non-command 

Older Alluvium 

Non-command 

Rhyolite 

Non-command 

Tertiary Sandstone 

Non-command 

Rhyolite 

Non-command 

Tertiary Sandstone 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Older Alluvium 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Older Alluvium 

Non-command 

Rhyolite 

Non-command 

Older Alluvium 

Non-command 

Tertiary Sandstone 

Non-command 

Older Alluvium 

Non-command 

Rhyolite 

Non-command 

Rhyolite 

Non-command 

Tertiary Sandstone 

Non-command 

Older Alluvium 

Non-command 

Rhyolite 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Rhyolite 

Non-command 

Tertiary Sandstone 

Non-command 

Older Alluvium 

Non-command 

Rhyolite 

Non-command 

Tertiary Sandstone 

Non-command 

Rhyolite 

Non-command 

Older Alluvium 

Non-command 

Rhyolite 

Non-command 

Tertiary Sandstone 

Non-command 

Older Alluvium 

Non-command 

Rhyolite 

Non-command 

Rhyolite 

Non-command 

Older Alluvium 

Non-command 

Rhyolite 

Non-command 

Older Alluvium 

Non-command 

Tertiary Sandstone 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Rhyolite 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

31.14 

160 

128.86 

20.00 

25.77 

0.0100 

0.8881 

20.26 

120 

99.74 

40.00 

39.90 

0.0150 

0.9747 

20.26 

100 

79.74 

5.00 

3.99 

0.0015 

0.0003 

45.67 

140 

94.33 

15.00 

14.15 

0.0100 

0.4877 

63.31 

80 

16.69 

5.00 

0.83 

0.0015 

0.0023 

63.31 

140 

76.69 

15.00 

11.50 

0.0100 

0.4465 

26.34 

130 

103.66 

40.00 

41.46 

0.0150 

1.2876 

40.76 

90 

49.24 

30.00 

14.77 

0.0150 

1.2748 

26.35 

130 

103.65 

40.00 

41.46 

0.0150 

0.2246 

26.35 

90 

63.65 

30.00 

19.09 

0.0150 

0.7730 

26.79 

130 

103.21 

40.00 

41.28 

0.0150 

0.8181 

37.19 

160 

122.81 

20.00 

24.56 

0.0100 

2.5428 

48.97 

140 

91.03 

15.00 

13.65 

0.0100 

2.1092 

31.34 

90 

58.66 

30.00 

17.60 

0.0150 

0.6674 

40.63 

140 

99.37 

15.00 

14.91 

0.0100 

0.0496 

44.37 

140 

95.63 

15.00 

14.34 

0.0100 

0.1816 

37.18 

160 

122.82 

20.00 

24.56 

0.0100 

0.7826 

37.18 

140 

102.82 

15.00 

15.42 

0.0100 

0.0177 

37.48 

90 

52.52 

30.00 

15.76 

0.0150 

0.6853 

37.48 

80 

42.52 

5.00 

2.13 

0.0015 

0.0075 

47.41 

90 

42.59 

30.00 

12.78 

0.0150 

0.1369 

47.34 

140 

92.66 

15.00 

13.90 

0.0100 

0.6339 

26.12 

130 

103.88 

40.00 

41.55 

0.0150 

0.1635 

57.37 

80 

22.63 

5.00 

1.13 

0.0015 

0.0011 

57.37 

80 

22.63 

5.00 

1.13 

0.0015 

0.0094 

57.37 

140 

82.63 

15.00 

12.40 

0.0100 

0.7427 

37.82 

90 

52.18 

30.00 

15.65 

0.0150 

0.0290 

55.16 

80 

24.84 

5.00 

1.24 

0.0015 

0.0069 

37.53 

160 

122.47 

20.00 

24.49 

0.0100 

0.0022 

37.53 

140 

102.47 

15.00 

15.37 

0.0100 

2.8515 

48.27 

80 

31.73 

5.00 

1.59 

0.0015 

0.0129 

43.96 

140 

96.04 

15.00 

14.41 

0.0100 

0.0047 

26.19 

130 

103.81 

40.00 

41.52 

0.0150 

0.0952 

65.96 

80 

14.04 

5.00 

0.70 

0.0015 

0.0000 

65.96 

140 

74.04 

15.00 

11.11 

0.0100 

0.3815 

57.66 

80 

22.34 

5.00 

1.12 

0.0015 

0.0090 

38.16 

90 

51.84 

30.00 

15.55 

0.0150 

0.2378 

56.95 

80 

23.05 

5.00 

1.15 

0.0015 

0.0014 

56.95 

140 

83.05 

15.00 

12.46 

0.0100 

0.4306 

36.38 

90 

53.62 

30.00 

16.09 

0.0150 

0.3228 

33.59 

80 

46.41 

5.00 

2.32 

0.0015 

0.0036 

32.96 

80 

47.04 

5.00 

2.35 

0.0015 

0.0240 

29.63 

90 

60.37 

30.00 

18.11 

0.0150 

0.3112 

29.63 

80 

50.37 

5.00 

2.52 

0.0015 

0.0191 

26.73 

130 

103.27 

40.00 

41.31 

0.0150 

2.2716 

49.79 

140 

90.21 

15.00 

13.53 

0.0100 

1.2085 

27.35 

90 

62.65 

30.00 

18.80 

0.0150 

1.6416 

27.22 

130 

102.78 

40.00 

41.11 

0.0150 

0.1903 

26.96 

90 

63.04 

30.00 

18.91 

0.0150 

0.0946 

36.16 

90 

53.84 

30.00 

16.15 

0.0150 

0.9185 

32.47 

90 

57.53 

30.00 

17.26 

0.0150 

0.7348 

43.64 

90 

46.36 

30.00 

13.91 

0.0150 

0.5422 

43.64 

80 

36.36 

5.00 

1.82 

0.0015 

0.0336 

35.77 

160 

124.23 

20.00 

24.85 

0.0100 

0.5282 

35.77 

140 

104.23 

15.00 

15.63 

0.0100 

0.1080 



































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



11008072 


Meghwalon Ki Dhani 


Modaniyon Ki Dhani 


Moodhnon Ki Dhani 


Motiyoniyon Ka Tala 


Nathaniyon Ka Was 


Neembal Kot 


Neembal Nadi 


Nehron Ka Bera 


Nehron Ki Dhani 


Panani Dhatarwalon Ki Dhani 


Pananiyon Ka Tala 


Pooniyon Ki Basti 


Poulaniyon Ki Dhani 


Raikon Ki Dhani 


Ramsar Ka Kua 


Rawatsar 


Saiyon Ka Tala 


Sangana Kua 


Sanjata 


Sarli 


Sarnoo Bhimji 


Sarnoo Chimanji 


Sarnoo Panji 


Siyagaon Ki Dhani 


Siyagon Ki Dhani Chak Nol 


South Matasar 


Wananiyon Ki Beri 


Aakora 


Adarsh Undkha 


Alamsar Khurd 


Alamsariya 


Alika Tala 


Andeka Tala 


Bachhraoo 


Balau 


Beerron Ka Tala 


Beniwalsar 


Berdho Ki Dhani 


Beslaniyon Ka Tala 


Bhariyon Ki Basti 


Bhilon Ki Basti 


Census Code 


0817000502189100 


0817000502180600 


0817000602221800 


0817000602222400 


0817000602215000 


0817000502181700 


0817000502182000 


0817000502172000 


0817000502189400 


0817000502181300 


0817000502182200 


0817000602221200 


0817000602222200 


0817000602221300 


0817000602216700 


0817000602221000 


0817000502181000 


0817000602220900 


0817000602222100 


0817000602222700 


0817000602221500 


0817000602221700 


0817000602221400 


0817000202128300 


0817000502181800 


0817000602215700 


0817000502189000 


0817000802240800 


0817000602219500 


0817000502178300 


0817000502178400 


0817000602218500 


0817000602225300 


0817000802254200 


0817000602218700 


0817000802241400 


0817000802254000 


0817000602218600 


0817000502170100 


0817000802242700 


0817000502177100 




Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Saline 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Saline 

Non-command 

Older Alluvium 

Saline 

Non-command 

Rhyolite 

Saline 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Rhyolite 



19.11 Fresh 



16.93 Saline 


41.42 Saline 


4.84 Saline 


11.19 Saline 


14.81 Saline 


7.72 Saline 


12.01 Saline 


9.90 Saline 


23.78 Saline 


4.62 Saline 


5.93 Saline 


6.03 Saline 


8.76 Saline 


4.73 Saline 


36.92 Fresh 


5.50 Fresh 


2.38 Fresh 


3.55 Fresh 


6.05 Fresh 


9.14 Fresh 


2.23 Fresh 


5.19 Fresh 


17.72 Fresh 


5.12 Fresh 


6.31 Fresh 


15.76 Fresh 


7.86 Fresh 


14.93 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Tertiary Sandstone 


Rhyolite 


Tertiary Sandstone 


Rhyolite 


Tertiary Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Rhyolite 


Older Alluvium 


Rhyolite 


Tertiary Sandstone 


Rhyolite 


Rhyolite 


Tertiary Sandstone 


Older Alluvium 


Rhyolite 


Older Alluvium 


Rhyolite 


Older Alluvium 


Rhyolite 


Rhyolite 


Rhyolite 


Tertiary Sandstone 


Older Alluvium 


Rhyolite 


Tertiary Sandstone 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Rhyolite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Rhyolite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

27.86 

90 

62.14 

30.00 

18.64 

0.0150 

0.5593 

26.58 

130 

103.42 

40.00 

41.37 

0.0150 

2.6494 

26.58 

90 

63.42 

30.00 

19.03 

0.0150 

0.1153 

28.32 

80 

51.68 

5.00 

2.58 

0.0015 

0.0515 

44.66 

90 

45.34 

30.00 

13.60 

0.0150 

1.2151 

39.19 

80 

40.81 

5.00 

2.04 

0.0015 

0.0023 

39.19 

160 

120.81 

20.00 

24.16 

0.0100 

0.3783 

41.29 

100 

58.71 

5.00 

2.94 

0.0015 

0.0015 

41.29 

160 

118.71 

20.00 

23.74 

0.0100 

0.4912 

41.29 

100 

58.71 

5.00 

2.94 

0.0015 

0.0012 

41.29 

140 

98.71 

15.00 

14.81 

0.0100 

2.4341 

34.54 

90 

55.46 

30.00 

16.64 

0.0150 

0.7395 

36.02 

90 

53.98 

30.00 

16.19 

0.0150 

1.9602 

42.32 

90 

47.68 

30.00 

14.30 

0.0150 

0.0713 

26.82 

90 

63.18 

30.00 

18.95 

0.0150 

3.1977 

32.65 

90 

57.35 

30.00 

17.21 

0.0150 

0.7061 

37.64 

90 

52.36 

30.00 

15.71 

0.0150 

0.9928 

45.94 

80 

34.06 

5.00 

1.70 

0.0015 

0.0139 

35.46 

90 

54.54 

30.00 

16.36 

0.0150 

2.6451 

41.95 

80 

38.05 

5.00 

1.90 

0.0015 

0.0345 

41.95 

140 

98.05 

15.00 

14.71 

0.0100 

0.9940 

52.95 

80 

27.05 

5.00 

1.35 

0.0015 

0.0038 

61.83 

80 

18.17 

5.00 

0.91 

0.0015 

0.0525 

61.83 

140 

78.17 

15.00 

11.73 

0.0100 

0.3409 

26.40 

90 

63.60 

30.00 

19.08 

0.0150 

0.9760 

61.23 

80 

18.77 

5.00 

0.94 

0.0015 

0.0085 

30.86 

90 

59.14 

30.00 

17.74 

0.0150 

3.4184 

30.86 

80 

49.14 

5.00 

2.46 

0.0015 

0.0072 

47.56 

90 

42.44 

30.00 

12.73 

0.0150 

0.0022 

31.46 

80 

48.54 

5.00 

2.43 

0.0015 

0.0101 

26.90 

80 

53.10 

5.00 

2.65 

0.0015 

0.0394 

37.61 

80 

42.39 

5.00 

2.12 

0.0015 

0.0120 

37.61 

140 

102.39 

15.00 

15.36 

0.0100 

0.2563 

27.92 

90 

62.08 

30.00 

18.62 

0.0150 

0.0141 

27.92 

80 

52.08 

5.00 

2.60 

0.0015 

0.0179 

41.03 

140 

98.97 

15.00 

14.85 

0.0100 

0.0158 

31.48 

90 

58.52 

30.00 

17.56 

0.0150 

1.5873 

39.19 

140 

100.81 

15.00 

15.12 

0.0100 

1.2663 

27.05 

90 

62.95 

30.00 

18.88 

0.0150 

0.9334 

34.22 

120 

85.78 

40.00 

34.31 

0.0150 

0.2775 

19.00 

120 

101.00 

40.00 

40.40 

0.0150 

0.1549 

19.00 

100 

81.00 

5.00 

4.05 

0.0015 

0.0072 

20.66 

120 

99.34 

40.00 

39.73 

0.0150 

0.3054 

18.18 

120 

101.82 

40.00 

40.73 

0.0150 

1.4242 

42.66 

120 

77.34 

40.00 

30.93 

0.0150 

0.7931 

50.58 

120 

69.42 

40.00 

27.77 

0.0150 

3.8059 

55.84 

120 

64.16 

40.00 

25.66 

0.0150 

0.8567 

25.92 

120 

94.08 

40.00 

37.63 

0.0150 

0.0918 

25.92 

100 

74.08 

5.00 

3.70 

0.0015 

0.0002 

48.89 

120 

71.11 

40.00 

28.44 

0.0150 

4.8285 

56.36 

120 

63.64 

40.00 

25.46 

0.0150 

1.9562 

43.92 

120 

76.08 

40.00 

30.43 

0.0150 

2.2382 

47.58 

120 

72.42 

40.00 

28.97 

0.0150 

6.3230 

45.09 

120 

74.91 

40.00 

29.96 

0.0150 

2.6606 

45.39 

120 

74.61 

40.00 

29.84 

0.0150 

2.7782 






































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 

Census Code 

Bhilon Ki Dhani Kalan 

0817000502191200 



Zone (Fresh 
/ Saline) 



Bhomasar 


Bhookransar 


Booth Jetmal 


Doodhu 


Doongeron Ka Tala 


Erawala 


Girdhari Ka Tala 


Godaron Ka Tala 


Godaron Ki Dhani 


Goliyar 


Gomrakh Dham 


Hathitala 


Hathitala Station 


Himmatnagar 


Hudasar 


Jakhdon Ki Dhani 


Kao Ki Beri 


Khar Ki Beri 


Khardiya 


Kharthasar Nadi 


Khempura 


Khoome Ki Beri 


Kumharon Ka Tala 


Kundawa 


Lakhari Nadi 


Lakhasar 


Leelsar 


Loharwa 


Lolti Hight Bara 


Lookhon Ka Nada 


Lookhu 


Mando Ka Tala 


Mangta 


Meethiya Tala 


Meethra 


Meghwalon Ka Tala 


Megwalon Ka Tala 


Meyon Ka Tala 


Mhabar Peethal 


Misari Ki Beri 


Mukne Ka Tala 


Musalmano Ki Dhaniyan 


Nimbasar Nadi 


Pachaniyon Ki Dhani 


Phoosaniyon Ka Tala 


Pooniyon Ka Tala 


Pooniyon Ki Beri 


Ramderiya 


Rampura Garal 


Rani Gaon 


Ranigaon Kalan 


0817000802241200 


0817000802253800 


0817000502170200 


0817000502173500 


0817000602224700 


0817000802243100 


0817000802243600 


0817000802253700 


0817000802242900 


0817000802242600 


0817000802241000 


0817000602219800 


0817000602218400 


0817000502170700 


0817000802241300 


0817000602224900 


0817000502177800 


0817000502178000 


0817000502169900 


0817000602225000 


0817000802254100 


0817000502173800 


0817000602226400 


0817000502191300 


0817000502191600 


0817000802253900 


0817000802253600 


0817000502191500 


0817000602219600 


0817000502191800 


0817000502177400 


0817000602225200 


0817000502170000 


0817000502169700 


0817000602220100 


0817000502169800 


0817000602225500 


0817000502173200 


0817000602219700 


0817000502177300 


0817000802243300 


0817000502169400 


0817000602218300 


0817000502170400 


0817000602225100 


0817000502170300 


0817000502177600 


0817000602218200 


0817000602219900 


0817000602218000 


0817000602218100 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

17.81 

120 

102.19 

40.00 

40.88 

0.0150 

5.2323 

17.81 

110 

92.19 

30.00 

27.66 

0.0150 

0.0004 

44.93 

120 

75.07 

40.00 

30.03 

0.0150 

4.7833 

62.93 

120 

57.07 

40.00 

22.83 

0.0150 

1.5439 

43.63 

120 

76.37 

40.00 

30.55 

0.0150 

6.4475 

48.70 

120 

71.30 

40.00 

28.52 

0.0150 

0.6485 

53.20 

120 

66.80 

40.00 

26.72 

0.0150 

5.1713 

59.44 

120 

60.56 

40.00 

24.23 

0.0150 

2.9919 

43.99 

120 

76.01 

40.00 

30.40 

0.0150 

0.0226 

74.38 

120 

45.62 

40.00 

18.25 

0.0150 

1.0345 

39.15 

120 

80.85 

40.00 

32.34 

0.0150 

0.1065 

40.79 

120 

79.21 

40.00 

31.68 

0.0150 

1.0291 

28.56 

120 

91.44 

40.00 

36.58 

0.0150 

1.6097 

50.28 

120 

69.72 

40.00 

27.89 

0.0150 

3.2998 

52.36 

120 

67.64 

40.00 

27.06 

0.0150 

4.5141 

43.40 

130 

86.60 

40.00 

34.64 

0.0150 

0.3057 

46.67 

120 

73.33 

40.00 

29.33 

0.0150 

5.1166 

45.82 

120 

74.18 

40.00 

29.67 

0.0150 

8.8589 

53.76 

120 

66.24 

40.00 

26.50 

0.0150 

1.8572 

36.51 

120 

83.49 

40.00 

33.40 

0.0150 

1.3781 

55.75 

120 

64.25 

40.00 

25.70 

0.0150 

4.1925 

47.07 

120 

72.93 

40.00 

29.17 

0.0150 

4.9661 

62.42 

120 

57.58 

40.00 

23.03 

0.0150 

1.6923 

48.41 

120 

71.59 

40.00 

28.64 

0.0150 

1.4988 

45.00 

120 

75.00 

40.00 

30.00 

0.0150 

0.0264 

22.32 

120 

97.68 

40.00 

39.07 

0.0150 

2.6919 

14.46 

110 

95.54 

30.00 

28.66 

0.0150 

0.0002 

60.68 

120 

59.32 

40.00 

23.73 

0.0150 

2.1982 

76.37 

120 

43.63 

40.00 

17.45 

0.0150 

0.2196 

16.44 

120 

103.56 

40.00 

41.43 

0.0150 

0.6156 

16.44 

110 

93.56 

30.00 

28.07 

0.0150 

2.7505 

35.94 

120 

84.06 

40.00 

33.62 

0.0150 

1.9305 

14.51 

120 

105.49 

40.00 

42.20 

0.0150 

0.5024 

14.51 

110 

95.49 

30.00 

28.65 

0.0150 

0.0340 

34.21 

120 

85.79 

40.00 

34.32 

0.0150 

3.4629 

48.19 

120 

71.81 

40.00 

28.72 

0.0150 

3.8053 

55.70 

120 

64.30 

40.00 

25.72 

0.0150 

6.4305 

54.21 

120 

65.79 

40.00 

26.31 

0.0150 

0.0000 

38.08 

120 

81.92 

40.00 

32.77 

0.0150 

0.7470 

58.61 

120 

61.39 

40.00 

24.56 

0.0150 

1.9483 

49.04 

120 

70.96 

40.00 

28.38 

0.0150 

5.9053 

50.62 

130 

79.38 

40.00 

31.75 

0.0150 

2.8426 

25.14 

120 

94.86 

40.00 

37.94 

0.0150 

0.2767 

33.17 

120 

86.83 

40.00 

34.73 

0.0150 

0.8461 

75.25 

120 

44.75 

40.00 

17.90 

0.0150 

0.7688 

64.46 

120 

55.54 

40.00 

22.22 

0.0150 

0.3391 

48.45 

120 

71.55 

40.00 

28.62 

0.0150 

3.8403 

43.62 

120 

76.38 

40.00 

30.55 

0.0150 

0.3390 

45.74 

120 

74.26 

40.00 

29.70 

0.0150 

2.1336 

42.82 

120 

77.18 

40.00 

30.87 

0.0150 

0.0015 

29.62 

120 

90.38 

40.00 

36.15 

0.0150 

1.9386 

46.28 

120 

73.72 

40.00 

29.49 

0.0150 

4.2731 

49.18 

120 

70.82 

40.00 

28.33 

0.0150 

0.5038 

20.08 

120 

99.92 

40.00 

39.97 

0.0150 

0.0925 

42.49 

120 

77.51 

40.00 

31.01 

0.0150 

2.0954 











































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



11008073 


Rawon Ki Beri 


Relon Ki Beri 


Rohila 


Roogpura 


Sadulaniyon Ka Tala 


Sanawara 


Sarnon Ka Tala 


Seelgan 


Sherpura 


Shiv Nagar 


Shivpura 


Shobhala Jetmal 


Siyagon Ki Dhani 


Siyolon Ki Dhani 


Sodiyar 


Sunaron Ki Beri 


Surte Ka Tala 


Sutharon Ki Dhani 


Sutharonka Kua 


Tajasar 


Taratara 


Taratara Math 


Thoriyawala 


Udasar 


Vishnoiyon Ki Dhani 


Adel 


Adel Panji 


Ankhiyan 


Asuon Ki Dhani 


Bakani Sarnon Ki Dhani 


Bakhse Ka Tala 


Bankasar 


Beriwala Tala 


Bhabhuon Ki Beri 


Bhatala @ Kharwa 


Bhilon Ka Gol 


Budhrani Hudon Ki Dhani 


Chootoo 


Dhandhlawas 


Dhelani Nadi 


Dhiraniyon Ki Dhani 


Dhola Nada 


Census Code 


0817000502177500 


0817000502172800 


0817000502177900 


0817000802254300 


0817000602225700 


0817000602224800 


0817000602225400 


0817000802241600 


0817000502191900 


0817000802243000 


0817000502170600 


0817000802242500 


0817000502173000 


0817000502173300 


0817000502172900 


0817000802243200 


0817000502177700 


0817000802241800 


0817000502191400 


0817000602225800 


0817000802241500 


0817000802241700 


0817000802241100 


0817000802254500 


0817000502178100 


0817000502173100 


0817000502180900 


0817000502180800 


0817000602222300 


0817000502172500 


0817000602223200 


0817000602222800 


0817000602220800 


0817000502180500 


0817000502200800 


0817000502171200 


0817000502181400 


0817000502180100 


0817000502189900 


0817000502180300 


0817000602223500 


0817000502189600 






Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Saline 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Saline 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Saline 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Saline 

Non-command 

Older Alluvium 

Saline 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Saline 

Non-command 

Older Alluvium 

Saline 

Non-command 

Older Alluvium 

Saline 

Non-command 

Older Alluvium 


Non-command 

Rhyolite 

Fresh 

Non-command 

Older Alluvium 

Saline 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Saline 

Non-command 

Older Alluvium 


Non-command 

Younger Alluvium 

Fresh 

Non-command 

Older Alluvium 

Saline 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Saline 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Saline 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Older Alluvium 

Saline 

Non-command 

Older Alluvium 

Saline 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 


Non-command 

Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

42.19 

120 

77.81 

40.00 

31.12 

0.0150 

1.9935 

38.82 

120 

81.18 

40.00 

32.47 

0.0150 

0.0268 

43.74 

120 

76.26 

40.00 

30.50 

0.0150 

2.5390 

58.10 

120 

61.90 

40.00 

24.76 

0.0150 

0.1688 

45.26 

120 

74.74 

40.00 

29.89 

0.0150 

0.2473 

45.34 

120 

74.66 

40.00 

29.86 

0.0150 

4.8161 

55.31 

120 

64.69 

40.00 

25.88 

0.0150 

1.6330 

39.89 

120 

80.11 

40.00 

32.04 

0.0150 

0.1254 

17.75 

110 

92.25 

30.00 

27.68 

0.0150 

0.0523 

62.72 

120 

57.28 

40.00 

22.91 

0.0150 

1.4699 

43.89 

130 

86.11 

40.00 

34.45 

0.0150 

0.1677 

37.17 

120 

82.83 

40.00 

33.13 

0.0150 

1.1834 

52.91 

130 

77.09 

40.00 

30.84 

0.0150 

4.2538 

58.36 

130 

71.64 

40.00 

28.66 

0.0150 

2.7085 

46.02 

130 

83.98 

40.00 

33.59 

0.0150 

3.1282 

61.71 

120 

58.29 

40.00 

23.32 

0.0150 

1.4597 

47.67 

120 

72.33 

40.00 

28.93 

0.0150 

1.1794 

32.81 

120 

87.19 

40.00 

34.88 

0.0150 

3.5109 

30.94 

120 

89.06 

40.00 

35.62 

0.0150 

0.0452 

46.63 

120 

73.37 

40.00 

29.35 

0.0150 

0.1870 

42.10 

120 

77.90 

40.00 

31.16 

0.0150 

3.0879 

34.15 

120 

85.85 

40.00 

34.34 

0.0150 

6.7512 

39.57 

120 

80.43 

40.00 

32.17 

0.0150 

7.6543 

64.12 

120 

55.88 

40.00 

22.35 

0.0150 

0.1479 

24.03 

120 

95.97 

40.00 

38.39 

0.0150 

0.0047 

45.37 

130 

84.63 

40.00 

33.85 

0.0150 

2.8801 

26.40 

130 

103.60 

40.00 

41.44 

0.0150 

0.5004 

26.40 

90 

63.60 

30.00 

19.08 

0.0150 

0.8257 

26.34 

130 

103.66 

40.00 

41.46 

0.0150 

1.1986 

26.34 

90 

63.66 

30.00 

19.10 

0.0150 

0.0051 

38.97 

130 

91.03 

40.00 

36.41 

0.0150 

0.2663 

38.97 

90 

51.03 

30.00 

15.31 

0.0150 

1.3081 

40.76 

90 

49.24 

30.00 

14.77 

0.0150 

1.1477 

36.45 

130 

93.55 

40.00 

37.42 

0.0150 

0.9214 

44.19 

90 

45.81 

30.00 

13.74 

0.0150 

2.8403 

46.27 

90 

43.73 

30.00 

13.12 

0.0150 

1.0701 

49.65 

90 

40.35 

30.00 

12.10 

0.0150 

0.0753 

49.65 

80 

30.35 

5.00 

1.52 

0.0015 

0.0287 

26.35 

130 

103.65 

40.00 

41.46 

0.0150 

0.0000 

26.35 

90 

63.65 

30.00 

19.09 

0.0150 

0.0684 

26.79 

130 

103.21 

40.00 

41.28 

0.0150 

0.0090 

24.63 

90 

65.37 

30.00 

19.61 

0.0150 

1.8623 

24.63 

90 

65.37 

30.00 

19.61 

0.0200 

0.0642 

37.79 

130 

92.21 

40.00 

36.89 

0.0150 

1.4550 

35.61 

90 

54.39 

30.00 

16.32 

0.0150 

1.4831 

30.55 

130 

99.45 

40.00 

39.78 

0.0150 

16.4402 

30.55 

90 

59.45 

30.00 

17.84 

0.0150 

0.1859 

16.18 

110 

93.82 

40.00 

37.53 

0.0200 

0.9362 

16.18 

110 

93.82 

30.00 

28.15 

0.0200 

3.6223 

12.28 

110 

97.72 

40.00 

39.09 

0.0200 

7.8730 

26.75 

130 

103.25 

40.00 

41.30 

0.0150 

1.9516 

26.75 

90 

63.25 

30.00 

18.97 

0.0150 

0.3099 

47.41 

90 

42.59 

30.00 

12.78 

0.0150 

0.6868 

26.12 

130 

103.88 

40.00 

41.55 

0.0150 

7.1921 

26.12 

80 

53.88 

40.00 

21.55 

0.0200 

0.1743 



















































































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 


Disantrinari 

Dudiyo Ki Dhani 
Gangasara 

Garal 

Garal Sujan Singh 
Ghane Ka Tala 


Village 

Area, 

sq.km 


Zone (Fresh 
/ Saline) 


Type of Area 
(Command / Non¬ 
command) 


Saline Non-command 

0817000502200200 ~ 12.92 7Tesh Non-command 

Saline Non-command 

0817000602223000 12.57 Saline Non-command 


0817000602222900 14.91 Saline Non-command 

Non-command 

0817000602224300 5.78 Saline Non-command 

0817000602224200 ~ 5.55 7Tesh Non-command 

Saline Non-command 

0817000602220700 ~ 13.69 7Tesh Non-command 

Saline Non-command 


Non-command 

Godaron Ki Beri 0817000502189500 10.94 Fresh Non-command 

Saline Non-command 


Goliya Garwa 

0817000502179800 

5.15 

Goramaniyon Ki Dhani 

0817000502190000 

2.71 

Gorasiyon Ka Tala 

0817000602223100 

11.42 


Gudhamalani 

0817000502196900 

9.60 

Guruon Ka Tala 

0817000502172400 

10.63 


Flajhaniyon Ki Dhani 

0817000602220000 

23.15 

Hudon Ka Tala 

0817000502172100 

11.31 

Hukmani Khoton Ki Dhani 

0817000502171600 

6.67 


[Jagram Ki Dhani_|0817000502171700 | 9.42 


Jaitaniyon Ki Dhani 

0817000602223700 

1.53 

Jali Khera 

0817000502200600 

27.33 


Jananiyon Ki Dhani 

0817000502181600 

2.77 

Jooni Undari 

0817000502189700 

19.11 



Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Saline 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 


Non-command 


Saline Non-command 


Kadwasron Ki Dhani 0817000602223900 8.71 


Kandhi Ki Dhani 

0817000502196800 

13.05 

Khard Beri 

0817000502180400 

11.23 

Khariya Khurd 

0817000502189300 

6.86 

Khoobri Beri 

0817000502180200 

11.84 

Khudala 

0817000502200700 

16.64 


Khudasa 0817000602224100 14.18 


Lookhon Ka Tala 0817000602222600 22.71 


Malpura 

0817000502171500 

9.97 

Mangle Ki Beri 

0817000502180000 

10.87 


Non-command 


Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 


Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Saline 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 


Saline Non-command 

Maylon Ka Der 0817000602223800 10.86 Saline Non-command 

Meethra 0817000602220100 30.96 Saline Non-command 

Modaniyon Ki Dhani 0817000502180600 4.84 Fresh Non-command 


Hydrogeological Unit 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Rhyolite 


Older Alluvium 


Rhyolite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Rhyolite 


Older Alluvium 


Rhyolite 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Rhyolite 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 



Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger !■ 


Older AIIl 


Younger t 


Older AIIl 


Older AIIl 


Younger l 


Older AIIl 


Older AIIl 


Older AIIl 


Older AIIl 


Younger t 


Older AIIl 


Older AIIl 


Older AIIl 


Rhyolite 


Older AIIl 


Older AIIl 


Younger l 


Younger t 


Older AIIl 


Older AIIl 


Older AIIl 


Alluvium 


uvium 


Alluvium 


uvium 


uvium 


Alluvium 


uvium 


Alluvium 


uvium 


uvium 


uvium 


uvium 


uvium 


Alluvium 


Alluvium 


uvium 


uvium 


uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

26.12 

90 

63.88 

30.00 

19.16 

0.0150 

0.7269 

12.13 

110 

97.87 

40.00 

39.15 

0.0200 

4.2841 

12.13 

110 

97.87 

30.00 

29.36 

0.0200 

3.4261 

55.16 

80 

24.84 

5.00 

1.24 

0.0015 

0.0165 

48.27 

90 

41.73 

30.00 

12.52 

0.0150 

0.3408 

48.27 

80 

31.73 

5.00 

1.59 

0.0015 

0.0182 

45.77 

140 

94.23 

30.00 

28.27 

0.0150 

0.0054 

45.72 

120 

74.28 

40.00 

29.71 

0.0150 

0.0397 

45.72 

140 

94.28 

30.00 

28.28 

0.0150 

0.1279 

41.08 

80 

38.92 

5.00 

1.95 

0.0015 

0.0000 

41.08 

90 

48.92 

30.00 

14.67 

0.0150 

0.3493 

41.08 

80 

38.92 

5.00 

1.95 

0.0015 

0.0154 

26.19 

130 

103.81 

40.00 

41.52 

0.0150 

1.3408 

26.19 

90 

63.81 

30.00 

19.14 

0.0150 

2.4065 

26.19 

90 

63.81 

30.00 

19.14 

0.0200 

0.0974 

15.58 

110 

94.42 

30.00 

28.32 

0.0200 

0.3173 

11.94 

110 

98.06 

40.00 

39.23 

0.0200 

1.5036 

47.31 

90 

42.69 

30.00 

12.81 

0.0150 

1.1566 

47.31 

80 

32.69 

5.00 

1.63 

0.0015 

0.0132 

9.64 

110 

100.36 

40.00 

40.15 

0.0200 

0.1034 

36.71 

130 

93.29 

40.00 

37.31 

0.0150 

5.7467 

36.71 

90 

53.29 

30.00 

15.99 

0.0150 

0.0339 

37.08 

140 

102.92 

30.00 

30.88 

0.0150 

1.7856 

37.19 

90 

52.81 

30.00 

15.84 

0.0150 

2.6881 

42.18 

130 

87.82 

40.00 

35.13 

0.0150 

3.2602 

42.18 

90 

47.82 

30.00 

14.34 

0.0150 

0.0269 

37.46 

130 

92.54 

40.00 

37.02 

0.0150 

2.9857 

37.46 

90 

52.54 

30.00 

15.76 

0.0150 

0.9551 

44.18 

90 

45.82 

30.00 

13.75 

0.0150 

0.3156 

16.38 

80 

63.62 

40.00 

25.45 

0.0200 

1.6919 

16.38 

90 

73.62 

30.00 

22.09 

0.0200 

1.2379 

36.38 

90 

53.62 

30.00 

16.09 

0.0150 

0.3455 

21.71 

130 

108.29 

40.00 

43.32 

0.0150 

0.0079 

21.71 

80 

58.29 

40.00 

23.32 

0.0200 

0.1014 

21.71 

90 

68.29 

30.00 

20.49 

0.0150 

0.8636 

21.71 

90 

68.29 

30.00 

20.49 

0.0200 

6.5837 

44.01 

130 

85.99 

40.00 

34.40 

0.0150 

0.8173 

44.01 

90 

45.99 

30.00 

13.80 

0.0150 

1.4750 

11.23 

110 

98.77 

40.00 

39.51 

0.0200 

5.3400 

26.73 

130 

103.27 

40.00 

41.31 

0.0150 

4.6889 

27.35 

90 

62.65 

30.00 

18.80 

0.0150 

0.2928 

27.22 

130 

102.78 

40.00 

41.11 

0.0150 

6.7984 

22.62 

90 

67.38 

30.00 

20.21 

0.0150 

0.1022 

22.62 

90 

67.38 

30.00 

20.21 

0.0200 

1.9988 

44.12 

130 

85.88 

40.00 

34.35 

0.0150 

1.0821 

44.12 

90 

45.88 

30.00 

13.76 

0.0150 

1.9839 

43.64 

90 

46.36 

30.00 

13.91 

0.0150 

0.6257 

43.64 

80 

36.36 

5.00 

1.82 

0.0015 

0.0130 

38.66 

130 

91.34 

40.00 

36.54 

0.0150 

2.4688 

22.46 

120 

97.54 

40.00 

39.02 

0.0150 

1.0102 

22.46 

110 

87.54 

40.00 

35.02 

0.0200 

2.6329 

22.46 

110 

87.54 

30.00 

26.26 

0.0200 

1.5772 

43.57 

90 

46.43 

30.00 

13.93 

0.0150 

2.2682 

38.08 

140 

101.92 

30.00 

30.58 

0.0150 

0.0379 

26.58 

130 

103.42 

40.00 

41.37 

0.0150 

0.0760 








































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 

Older Alluvium 

Younger Alluvium 

Older Alluvium 

Older Alluvium 

Younger Alluvium 

Younger Alluvium 

Younger Alluvium 

Older Alluvium 

Younger Alluvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Younger Alluvium 

Younger Alluvium 

Younger Alluvium 

Younger Alluvium 

Older Al 

uvium 

Older Al 

uvium 

Rhyolite 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Younger 

Alluvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

26.58 

90 

63.42 

30.00 

19.03 

0.0150 

0.0131 

12.34 

110 

97.66 

40.00 

39.06 

0.0200 

1.3239 

41.47 

120 

78.53 

40.00 

31.41 

0.0150 

1.0801 

44.66 

90 

45.34 

30.00 

13.60 

0.0150 

0.3370 

11.70 

110 

98.30 

40.00 

39.32 

0.0200 

4.8807 

13.16 

110 

96.84 

40.00 

38.74 

0.0200 

1.4892 

13.16 

110 

96.84 

30.00 

29.05 

0.0200 

0.0925 

44.32 

90 

45.68 

30.00 

13.70 

0.0150 

1.1133 

11.88 

110 

98.12 

40.00 

39.25 

0.0200 

5.8849 

34.54 

90 

55.46 

30.00 

16.64 

0.0150 

0.5608 

42.32 

90 

47.68 

30.00 

14.30 

0.0150 

3.2319 

36.23 

130 

93.77 

40.00 

37.51 

0.0150 

0.8438 

36.23 

90 

53.77 

30.00 

16.13 

0.0150 

1.6129 

26.82 

90 

63.18 

30.00 

18.95 

0.0150 

3.3335 

40.87 

130 

89.13 

40.00 

35.65 

0.0150 

0.0000 

40.87 

90 

49.13 

30.00 

14.74 

0.0150 

1.2722 

36.50 

90 

53.50 

30.00 

16.05 

0.0150 

2.2623 

32.65 

90 

57.35 

30.00 

17.21 

0.0150 

1.1482 

44.00 

90 

46.00 

30.00 

13.80 

0.0150 

1.3258 

28.03 

130 

101.97 

40.00 

40.79 

0.0150 

0.4488 

11.45 

110 

98.55 

40.00 

39.42 

0.0200 

0.0042 

9.76 

110 

100.24 

40.00 

40.10 

0.0200 

1.7261 

15.09 

110 

94.91 

40.00 

37.96 

0.0200 

1.6830 

15.09 

110 

94.91 

30.00 

28.47 

0.0200 

6.5687 

36.66 

90 

53.34 

30.00 

16.00 

0.0150 

2.3200 

26.40 

90 

63.60 

30.00 

19.08 

0.0150 

0.4101 

61.23 

80 

18.77 

5.00 

0.94 

0.0015 

0.0056 

23.20 

90 

66.80 

30.00 

20.04 

0.0150 

0.0087 

47.56 

90 

42.44 

30.00 

12.73 

0.0150 

1.4728 

47.00 

90 

43.00 

30.00 

12.90 

0.0150 

3.2609 

31.11 

90 

58.89 

30.00 

17.67 

0.0150 

1.3868 

42.55 

120 

77.45 

40.00 

30.98 

0.0150 

0.1359 

44.70 

90 

45.30 

30.00 

13.59 

0.0150 

0.7503 

31.48 

90 

58.52 

30.00 

17.56 

0.0150 

0.0013 

43.30 

120 

76.70 

40.00 

30.68 

0.0150 

0.0514 

28.13 

90 

61.87 

30.00 

18.56 

0.0150 

0.7411 

41.25 

130 

88.75 

40.00 

35.50 

0.0150 

0.2365 

9.87 

110 

100.13 

30.00 

30.04 

0.0200 

0.0253 

34.22 

120 

85.78 

40.00 

34.31 

0.0150 

5.1413 

46.04 

120 

73.96 

40.00 

29.58 

0.0150 

1.6481 

62.85 

120 

57.15 

40.00 

22.86 

0.0150 

1.0074 

59.97 

120 

60.03 

40.00 

24.01 

0.0150 

1.6396 

45.74 

120 

74.26 

40.00 

29.71 

0.0150 

1.5617 

63.66 

120 

56.34 

40.00 

22.54 

0.0150 

3.1060 

53.26 

120 

66.74 

40.00 

26.70 

0.0150 

0.9904 

66.53 

120 

53.47 

40.00 

21.39 

0.0150 

0.3205 

52.90 

120 

67.10 

40.00 

26.84 

0.0150 

7.7490 

46.21 

120 

73.79 

40.00 

29.52 

0.0150 

3.2059 

48.89 

120 

71.11 

40.00 

28.44 

0.0150 

2.7322 

23.44 

120 

96.56 

40.00 

38.62 

0.0150 

3.1389 

40.55 

120 

79.45 

40.00 

31.78 

0.0150 

0.7660 

50.74 

120 

69.26 

40.00 

27.70 

0.0150 

1.5109 

45.09 

120 

74.91 

40.00 

29.96 

0.0150 

0.8716 

45.39 

120 

74.61 

40.00 

29.84 

0.0150 

3.9063 

38.08 

120 

81.92 

40.00 

32.77 

0.0150 

2.5729 








































































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

50.71 

120 

69.29 

40.00 

27.72 

0.0150 

2.6774 

69.43 

120 

50.57 

40.00 

20.23 

0.0150 

0.8212 

37.55 

120 

82.45 

40.00 

32.98 

0.0150 

5.1823 

48.70 

120 

71.30 

40.00 

28.52 

0.0150 

4.5331 

52.48 

120 

67.52 

40.00 

27.01 

0.0150 

2.9427 

50.07 

120 

69.93 

40.00 

27.97 

0.0150 

0.0001 

49.96 

120 

70.04 

40.00 

28.02 

0.0150 

2.8225 

58.12 

120 

61.88 

40.00 

24.75 

0.0150 

0.6242 

49.22 

120 

70.78 

40.00 

28.31 

0.0150 

2.0033 

43.99 

120 

76.01 

40.00 

30.40 

0.0150 

2.6775 

48.63 

120 

71.37 

40.00 

28.55 

0.0150 

3.4095 

74.38 

120 

45.62 

40.00 

18.25 

0.0150 

0.5169 

39.15 

120 

80.85 

40.00 

32.34 

0.0150 

1.1258 

40.79 

120 

79.21 

40.00 

31.68 

0.0150 

2.7970 

34.45 

120 

85.55 

40.00 

34.22 

0.0150 

6.2379 

34.45 

110 

75.55 

30.00 

22.67 

0.0150 

0.0029 

45.32 

120 

74.68 

40.00 

29.87 

0.0150 

1.3250 

32.40 

120 

87.60 

40.00 

35.04 

0.0150 

13.0220 

59.88 

120 

60.12 

40.00 

24.05 

0.0150 

0.7756 

33.07 

130 

96.93 

40.00 

38.77 

0.0150 

0.6086 

22.87 

120 

97.13 

40.00 

38.85 

0.0150 

0.6208 

34.33 

120 

85.67 

40.00 

34.27 

0.0150 

2.2881 

38.35 

120 

81.65 

40.00 

32.66 

0.0150 

2.2315 

55.75 

120 

64.25 

40.00 

25.70 

0.0150 

0.0001 

62.42 

120 

57.58 

40.00 

23.03 

0.0150 

0.0875 

48.41 

120 

71.59 

40.00 

28.64 

0.0150 

2.1971 

55.29 

120 

64.71 

40.00 

25.88 

0.0150 

0.5083 

22.32 

120 

97.68 

40.00 

39.07 

0.0150 

0.0219 

76.37 

120 

43.63 

40.00 

17.45 

0.0150 

1.6945 

75.74 

120 

44.26 

40.00 

17.70 

0.0150 

1.7997 

16.44 

120 

103.56 

40.00 

41.43 

0.0150 

1.2070 

16.44 

110 

93.56 

30.00 

28.07 

0.0150 

0.5661 

34.21 

120 

85.79 

40.00 

34.32 

0.0150 

2.0311 

47.08 

120 

72.92 

40.00 

29.17 

0.0150 

0.4353 

55.70 

120 

64.30 

40.00 

25.72 

0.0150 

0.1335 

54.21 

120 

65.79 

40.00 

26.31 

0.0150 

2.5888 

38.86 

120 

81.14 

40.00 

32.46 

0.0150 

1.5907 

58.61 

120 

61.39 

40.00 

24.56 

0.0150 

2.1724 

38.18 

120 

81.82 

40.00 

32.73 

0.0150 

1.1153 

33.17 

120 

86.83 

40.00 

34.73 

0.0150 

1.6485 

61.55 

120 

58.45 

40.00 

23.38 

0.0150 

0.0113 

75.25 

120 

44.75 

40.00 

17.90 

0.0150 

1.6603 

64.46 

120 

55.54 

40.00 

22.22 

0.0150 

5.9495 

50.47 

120 

69.53 

40.00 

27.81 

0.0150 

4.9767 

48.14 

120 

71.86 

40.00 

28.75 

0.0150 

2.1024 

29.81 

120 

90.19 

40.00 

36.07 

0.0150 

1.7258 

56.79 

120 

63.21 

40.00 

25.28 

0.0150 

1.9078 

36.62 

120 

83.38 

40.00 

33.35 

0.0150 

4.1084 

50.18 

120 

69.82 

40.00 

27.93 

0.0150 

1.3330 

50.18 

140 

89.82 

30.00 

26.95 

0.0150 

0.1156 

45.89 

120 

74.11 

40.00 

29.64 

0.0150 

5.3072 

58.10 

120 

61.90 

40.00 

24.76 

0.0150 

0.3630 

71.97 

120 

48.03 

40.00 

19.21 

0.0150 

0.6889 

51.56 

120 

68.44 

40.00 

27.38 

0.0150 

2.2376 

51.56 

140 

88.44 

30.00 

26.53 

0.0150 

0.1856 







































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



11008075 


Sarnon Ka Tala 


Seelgan 


Sherpura 


Shiv Mandir 


Sinhagpura 


Siyagon Ki Dhani 


Sudaberi 


Sudaberi Khurd 


Sunaron Ki Dhaniyan 


Surte Ka Tala 


Surte Ki Beri 


Sutharon Ki Dhani 


Swamiyon Ki Beri 


Tajasar 


Teja Ki Dhani 


Thathar Kader 


Thoriyawala 


Aakli 


Alamsar Khurd 


Alamsariya 


Band 


Bankana 


Berro Ka Pana 


Beslaniyon Ka Tala 


Bhadrai 


Bhaduon Ki Beri 


Bhali Khal 


Bhambhuon Ka Bas 


Bhilon Ki Dhani 


Bhilon Ki Dhani Kalan 


Bhimthal 


Booth Jetmal 


Borcharnan 


Der 


Dharmpura 


Dholpaliya Nada 


Doodasar 


Doongeron Ka Tala 


Dudapur 


Garal Sujan Singh 


Goliya Jetmal 


Hathitala 


Heraj Ka Gol 


Himmatnagar 


Jaduon Ki Nadi 


Census Code 


0817000802241600 


0817000502191900 


0817000802243000 


0817000502176700 


0817000802253200 


0817000502173300 


0817000502192300 


0817000502192400 


0817000502174000 


0817000802241800 


0817000502173700 


0817000502191400 


0817000502173900 


0817000802241500 


0817000502174300 


0817000802254700 


0817000802254500 


0817000502195000 


0817000502178300 


0817000502178400 


0817000502178800 


0817000602225900 


0817000502197600 


0817000502170100 


0817000502195600 


0817000502192500 


0817000502190700 


0817000502197300 


0817000502178600 


0817000502191200 


0817000502192200 


0817000502170200 


0817000502195400 


0817000502192000 


0817000502170900 


0817000502171300 


0817000502171100 


0817000602224700 


0817000502178200 


0817000602224200 


0817000502172600 


0817000602219800 


0817000502197400 


0817000502170700 


0817000602224600 




Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Saline 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Non-command 

Older Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 




9.60 Saline 


9.73 Fresh 


8.54 Fresh 


10.48 Fresh 




Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 



Younger 


Older All 


Older All 


Alluvium 


uvium 


uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

39.89 

120 

80.11 

40.00 

32.04 

0.0150 

2.5689 

17.75 

120 

102.25 

40.00 

40.90 

0.0150 

0.1417 

17.75 

110 

92.25 

30.00 

27.68 

0.0150 

1.5058 

62.72 

120 

57.28 

40.00 

22.91 

0.0150 

1.9243 

53.56 

120 

66.44 

40.00 

26.58 

0.0150 

3.1208 

60.11 

120 

59.89 

40.00 

23.95 

0.0150 

0.7682 

58.36 

130 

71.64 

40.00 

28.66 

0.0150 

0.0686 

16.34 

120 

103.66 

40.00 

41.46 

0.0150 

0.2025 

16.65 

120 

103.35 

40.00 

41.34 

0.0150 

1.1106 

45.72 

120 

74.28 

40.00 

29.71 

0.0150 

4.2996 

32.81 

120 

87.19 

40.00 

34.88 

0.0150 

1.2265 

45.91 

120 

74.09 

40.00 

29.64 

0.0150 

2.2392 

30.94 

120 

89.06 

40.00 

35.62 

0.0150 

1.3190 

48.06 

120 

71.94 

40.00 

28.77 

0.0150 

1.5094 

42.10 

120 

77.90 

40.00 

31.16 

0.0150 

1.8955 

52.00 

120 

68.00 

40.00 

27.20 

0.0150 

0.3315 

50.78 

120 

69.22 

40.00 

27.69 

0.0150 

1.1032 

64.12 

120 

55.88 

40.00 

22.35 

0.0150 

1.4272 

6.39 

110 

103.61 

30.00 

31.08 

0.0200 

0.4876 

20.66 

120 

99.34 

40.00 

39.73 

0.0150 

1.1126 

18.18 

120 

101.82 

40.00 

40.73 

0.0150 

0.7447 

17.57 

130 

112.43 

40.00 

44.97 

0.0150 

0.1478 

44.22 

120 

75.78 

40.00 

30.31 

0.0150 

2.8428 

4.79 

110 

105.21 

40.00 

42.08 

0.0200 

1.7208 

4.79 

110 

105.21 

30.00 

31.56 

0.0200 

1.6643 

47.58 

120 

72.42 

40.00 

28.97 

0.0150 

0.5250 

6.67 

110 

103.33 

30.00 

31.00 

0.0200 

1.3804 

23.44 

120 

96.56 

40.00 

38.62 

0.0150 

0.0757 

8.93 

120 

111.07 

40.00 

44.43 

0.0150 

0.2558 

8.93 

110 

101.07 

40.00 

40.43 

0.0200 

0.0182 

8.93 

110 

101.07 

30.00 

30.32 

0.0150 

0.2271 

8.93 

110 

101.07 

30.00 

30.32 

0.0200 

4.7352 

8.43 

110 

101.57 

30.00 

30.47 

0.0200 

4.3696 

22.80 

120 

97.20 

40.00 

38.88 

0.0150 

5.2495 

17.81 

120 

102.19 

40.00 

40.88 

0.0150 

0.0030 

14.46 

120 

105.54 

40.00 

42.22 

0.0150 

0.0310 

14.46 

120 

105.54 

40.00 

42.22 

0.0150 

0.0143 

14.46 

110 

95.54 

30.00 

28.66 

0.0150 

0.8739 

14.46 

110 

95.54 

30.00 

28.66 

0.0200 

1.1568 

14.46 

110 

95.54 

30.00 

28.66 

0.0150 

1.8978 

43.63 

120 

76.37 

40.00 

30.55 

0.0150 

2.1245 

4.61 

110 

105.39 

30.00 

31.62 

0.0200 

2.8405 

16.57 

120 

103.43 

40.00 

41.37 

0.0150 

0.1106 

16.57 

110 

93.43 

30.00 

28.03 

0.0150 

1.8642 

42.87 

130 

87.13 

40.00 

34.85 

0.0150 

3.8165 

40.66 

130 

89.34 

40.00 

35.74 

0.0150 

0.6901 

39.58 

130 

90.42 

40.00 

36.17 

0.0150 

1.3130 

53.20 

120 

66.80 

40.00 

26.72 

0.0150 

1.0308 

43.56 

120 

76.44 

40.00 

30.58 

0.0150 

1.0585 

45.72 

120 

74.28 

40.00 

29.71 

0.0150 

1.4837 

35.59 

130 

94.41 

40.00 

37.76 

0.0150 

6.1337 

50.28 

120 

69.72 

40.00 

27.89 

0.0150 

0.8142 

5.66 

110 

104.34 

30.00 

31.30 

0.0200 

1.4301 

43.40 

130 

86.60 

40.00 

34.64 

0.0150 

2.3052 

49.33 

120 

70.67 

40.00 

28.27 

0.0150 

1.4436 
















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Janiyon Ki Dhani 


Jogesar Kua 


Joona Khera 


Kadwasron Ki Dhani 


Kagau 


Khar Ki Beri 


Kharodi 


Kheecharo Ka Was 


Khudasa 


Kumharon Ka Tala 


Lakhari Nadi 


Lalaniyon Ki Dhani 


Laxmanpura 


Legon Ki Dhani 


Loharwa 


Lookhon Ka Nada 


Machron Ki Dhani 


Meethi Beri 


Megwalon Ka Tala 


Megwalon Ki Dhani 


Mehloo 


Mokhawa 


Moodhon Ka Tala 


Moodhsar 


Pachaniyon Ki Dhani 


Peeprali 


0817000502195500 


0817000602224500 


0817000502190800 


0817000602223900 


0817000602226200 


0817000502178000 


0817000502190900 


0817000502179300 


0817000602224100 


0817000602226400 


0817000502191600 


0817000502196300 


0817000502171000 


0817000602226100 


0817000502191500 


0817000502191800 


0817000502197500 


0817000502172700 


0817000602225500 


0817000602226500 


0817000502170800 


0817000502190400 


0817000602225600 


0817000502196000 


0817000502170400 


0817000502197700 


Zone (Fresh 
/ Saline) 



5.42 Saline 


4.92 Fresh 


4.52 Saline 



8.71 Fresh 


8.94 Fresh 


3.33 Fresh 


8.72 Saline 




9.11 Fresh 


14.18 Fresh 


Saline 


13.19 Fresh 


Saline 


12.95 Fresh 


Saline 


11.51 Fresh 


8.83 Saline 


11.89 Saline 




7.15 Fresh 


13.20 Fresh 


Saline 


6.35 Fresh 



Pooniyon Ka Tala 


Pooniyon Ki Beri 


Pujan Beri 


0817000502170300 


0817000502177600 


0817000502197200 


5.59 Fresh 


3.74 Fresh 


12.65 Saline 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Younger Alluvium 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Younger Alluvium 

Command 

Older Alluvium 

Command 

Younger Alluvium 

Command 

Older Alluvium 

Command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Older Alluvium 

Command 

Younger Alluvium 

Command 

Older Alluvium 

Command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

14.86 

110 

95.14 

30.00 

28.54 

0.0150 

0.5314 

14.86 

110 

95.14 

30.00 

28.54 

0.0150 

3.3583 

4.71 

110 

105.29 

30.00 

31.59 

0.0200 

3.2213 

47.34 

120 

72.66 

40.00 

29.06 

0.0150 

2.1470 

13.37 

110 

96.63 

30.00 

28.99 

0.0150 

0.2987 

13.37 

110 

96.63 

30.00 

28.99 

0.0200 

1.3404 

13.37 

110 

96.63 

30.00 

28.99 

0.0150 

0.3155 

13.37 

110 

96.63 

30.00 

28.99 

0.0200 

0.4634 

44.01 

130 

85.99 

40.00 

34.40 

0.0150 

0.0000 

41.24 

130 

88.76 

40.00 

35.50 

0.0150 

4.7587 

36.51 

120 

83.49 

40.00 

33.40 

0.0150 

0.2908 

12.24 

110 

97.76 

30.00 

29.33 

0.0150 

0.3974 

12.24 

110 

97.76 

30.00 

29.33 

0.0200 

0.1853 

12.24 

110 

97.76 

30.00 

29.33 

0.0150 

1.2300 

12.24 

110 

97.76 

30.00 

29.33 

0.0200 

2.7620 

27.79 

130 

102.21 

40.00 

40.88 

0.0150 

3.3345 

44.12 

130 

85.88 

40.00 

34.35 

0.0150 

0.4306 

44.12 

90 

45.88 

30.00 

13.76 

0.0150 

0.0756 

12.13 

120 

107.87 

40.00 

43.15 

0.0150 

6.5118 

12.13 

110 

97.87 

30.00 

29.36 

0.0150 

0.0547 

12.01 

110 

97.99 

40.00 

39.20 

0.0200 

0.0012 

12.01 

110 

97.99 

30.00 

29.40 

0.0200 

0.0324 

45.00 

120 

75.00 

40.00 

30.00 

0.0150 

5.1513 

14.46 

110 

95.54 

30.00 

28.66 

0.0150 

3.7949 

10.44 

110 

99.56 

30.00 

29.87 

0.0200 

1.0191 

10.44 

110 

99.56 

30.00 

29.87 

0.0200 

1.5796 

41.09 

130 

88.91 

40.00 

35.56 

0.0150 

1.5970 

43.72 

120 

76.28 

40.00 

30.51 

0.0150 

1.9796 

16.44 

110 

93.56 

30.00 

28.07 

0.0150 

2.0111 

14.51 

120 

105.49 

40.00 

42.20 

0.0150 

1.0420 

14.51 

110 

95.49 

30.00 

28.65 

0.0150 

1.6812 

4.68 

110 

105.32 

30.00 

31.60 

0.0200 

3.0122 

39.52 

130 

90.48 

40.00 

36.19 

0.0150 

6.6537 

49.04 

120 

70.96 

40.00 

28.38 

0.0150 

0.6557 

42.76 

120 

77.24 

40.00 

30.90 

0.0150 

1.8504 

42.24 

130 

87.76 

40.00 

35.11 

0.0150 

2.9524 

9.16 

110 

100.84 

30.00 

30.25 

0.0200 

0.0219 

41.47 

120 

78.53 

40.00 

31.41 

0.0150 

6.2072 

9.53 

120 

110.47 

40.00 

44.19 

0.0150 

0.0074 

9.53 

110 

100.47 

40.00 

40.19 

0.0200 

0.0185 

9.53 

110 

100.47 

30.00 

30.14 

0.0150 

0.1120 

9.53 

110 

100.47 

30.00 

30.14 

0.0200 

1.8557 

8.08 

110 

101.92 

30.00 

30.58 

0.0150 

0.3381 

8.08 

110 

101.92 

30.00 

30.58 

0.0200 

5.8896 

8.08 

110 

101.92 

30.00 

30.58 

0.0150 

0.1928 

43.62 

120 

76.38 

40.00 

30.55 

0.0150 

2.9377 

7.59 

110 

102.41 

40.00 

40.96 

0.0200 

3.8418 

7.59 

110 

102.41 

30.00 

30.72 

0.0200 

1.7558 

15.47 

120 

104.53 

40.00 

41.81 

0.0150 

0.3233 

15.47 

110 

94.53 

40.00 

37.81 

0.0200 

0.1162 

15.47 

110 

94.53 

30.00 

28.36 

0.0150 

0.0382 

15.47 

110 

94.53 

30.00 

28.36 

0.0200 

0.0091 

42.82 

120 

77.18 

40.00 

30.87 

0.0150 

2.5866 

29.62 

120 

90.38 

40.00 

36.15 

0.0150 

0.0891 

9.17 

110 

100.83 

30.00 

30.25 

0.0200 

0.9101 





































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



11008076 



Raiko Ki Dhani 


Ramji Ka Golphanta 


Ramnagar 


Rampura Garal 


Relon Ki Beri 


Ridmlaniyon Ki Dhani 


Sadulaniyon Ka Tala 


Saiyon Ka Goliya 


Sanawara 


Sanawara Kalan 


Sauon Ka Goliya 


Seelgan 


Shiv Nagar 


Shivji Ka Mandir 


Sidhaniyon Ki Dhani 


Siyolon Ki Dhani 


Sudaberi Khurd 


Sunaron Ki Beri 


Sutharon Ka Tala 


Sutharonka Kua 


Tajaniyon Ki Dhani 


Thoriyon Ka Tala 


Udasar 


Vishnoiyon Ki Dhani 


Aakli 


Andaniyon Ki Dhani 


Arniyali 


Beri Gaon 


Berro Ka Pana 


Bhadrai 


Bhagbhare Ki Beri 


Bharthe Ki Beri 


Bhaura 


Bhimthal 


Bhookron Ka Tala 


Boodhe Ka Tala 


Bool 


Borcharnan 


Chainpura 


Census Code 


0817000602226600 


0817000502198000 


0817000502170500 


0817000602219900 


0817000502172800 


0817000602226000 


0817000602225700 


0817000502191700 


0817000602224800 


0817000502196200 


0817000502170600 


0817000502194700 


0817000602226300 


0817000502172900 


0817000502192400 


0817000502177700 


0817000602224400 


0817000602225800 


0817000502191000 


0817000502171400 


0817000502178100 


0817000502173100 


0817000502195000 


0817000502193600 


0817000502195200 


0817000502198900 


0817000502197600 


0817000502195600 


0817000502175000 


0817000502175200 


0817000502192900 


0817000502192200 


0817000502175800 


0817000502174100 


0817000502175100 


0817000502195400 


0817000502193300 



Zone (Fresh 
/ Saline) 


1.33 Fresh 


8.92 Fresh 


12.66 Fresh 


9.93 Fresh 


9.16 Fresh 


5.75 Fresh 


6.33 Fresh 


3.51 Saline 


11.07 Fresh 


6.74 Saline 



7.31 Saline 


3.57 Fresh 


Saline 


18.54 Fresh 


5.55 Fresh 


Saline 


2.61 Saline 


13.44 Fresh 


9.54 Fresh 


7.03 Fresh 


10.48 Fresh 



5.51 Fresh 


12.54 Fresh 


41.44 Fresh 


5.09 Saline 


3.70 Fresh 



0817000502198300 


0817000502194800 


Saline 


11.72 Fresh 


14.71 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Older Alluvium 

Command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Younger Alluvium 

Command 

Older Alluvium 

Command 

Younger Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Younger Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

44.24 

130 

85.76 

40.00 

34.31 

0.0150 

0.6870 

8.23 

110 

101.77 

40.00 

40.71 

0.0200 

1.9124 

42.86 

130 

87.14 

40.00 

34.86 

0.0150 

6.6182 

49.18 

120 

70.82 

40.00 

28.33 

0.0150 

1.8479 

38.82 

120 

81.18 

40.00 

32.47 

0.0150 

4.4367 

42.49 

120 

77.51 

40.00 

31.01 

0.0150 

2.6725 

45.26 

120 

74.74 

40.00 

29.89 

0.0150 

2.5909 

11.37 

110 

98.63 

30.00 

29.59 

0.0150 

1.3887 

11.37 

110 

98.63 

30.00 

29.59 

0.0200 

0.2260 

45.34 

120 

74.66 

40.00 

29.86 

0.0150 

0.1412 

11.93 

110 

98.07 

30.00 

29.42 

0.0200 

3.7834 

11.93 

110 

98.07 

30.00 

29.42 

0.0200 

0.1617 

12.74 

120 

107.26 

40.00 

42.91 

0.0150 

1.6266 

12.74 

110 

97.26 

30.00 

29.18 

0.0150 

0.7614 

17.75 

120 

102.25 

40.00 

40.90 

0.0150 

0.1702 

17.75 

110 

92.25 

30.00 

27.68 

0.0150 

5.1871 

43.89 

130 

86.11 

40.00 

34.45 

0.0150 

1.6985 

5.61 

110 

104.39 

40.00 

41.76 

0.0200 

0.8802 

42.55 

120 

77.45 

40.00 

30.98 

0.0150 

2.7255 

46.02 

130 

83.98 

40.00 

33.59 

0.0150 

0.8623 

16.65 

120 

103.35 

40.00 

41.34 

0.0150 

1.1142 

47.67 

120 

72.33 

40.00 

28.93 

0.0150 

0.1542 

43.30 

120 

76.70 

40.00 

30.68 

0.0150 

3.6824 

46.63 

120 

73.37 

40.00 

29.35 

0.0150 

1.2161 

14.12 

110 

95.88 

30.00 

28.76 

0.0150 

1.6847 

41.25 

130 

88.75 

40.00 

35.50 

0.0150 

0.9086 

24.03 

120 

95.97 

40.00 

38.39 

0.0150 

7.6222 

45.37 

130 

84.63 

40.00 

33.85 

0.0150 

0.2342 

6.39 

110 

103.61 

40.00 

41.45 

0.0200 

1.1210 

6.39 

110 

103.61 

30.00 

31.08 

0.0150 

0.0324 

6.39 

110 

103.61 

30.00 

31.08 

0.0200 

7.9894 

16.83 

110 

93.17 

30.00 

27.95 

0.0150 

1.9239 

14.15 

120 

105.85 

40.00 

42.34 

0.0150 

0.8471 

14.15 

110 

95.85 

30.00 

28.75 

0.0150 

0.5948 

14.15 

110 

95.85 

30.00 

28.75 

0.0200 

0.4938 

5.12 

110 

104.88 

40.00 

41.95 

0.0200 

6.0314 

4.79 

110 

105.21 

40.00 

42.08 

0.0200 

0.4233 

4.79 

110 

105.21 

30.00 

31.56 

0.0200 

0.2280 

6.67 

110 

103.33 

30.00 

31.00 

0.0200 

0.2395 

45.71 

120 

74.29 

40.00 

29.72 

0.0150 

0.2347 

36.58 

120 

83.42 

40.00 

33.37 

0.0150 

2.9728 

14.53 

120 

105.47 

40.00 

42.19 

0.0150 

4.4489 

14.46 

120 

105.54 

40.00 

42.22 

0.0150 

0.3687 

14.46 

120 

105.54 

40.00 

42.22 

0.0150 

0.6011 

14.46 

110 

95.54 

30.00 

28.66 

0.0150 

0.0202 

14.46 

110 

95.54 

30.00 

28.66 

0.0150 

0.1571 

38.08 

120 

81.92 

40.00 

32.77 

0.0150 

0.1371 

50.71 

120 

69.29 

40.00 

27.72 

0.0150 

2.5374 

43.94 

120 

76.06 

40.00 

30.43 

0.0150 

7.4256 

4.61 

110 

105.39 

30.00 

31.62 

0.0200 

0.3799 

14.44 

120 

105.56 

40.00 

42.23 

0.0150 

1.0873 

14.44 

120 

105.56 

40.00 

42.23 

0.0150 

0.1006 

14.44 

110 

95.56 

30.00 

28.67 

0.0150 

0.7843 

6.25 

110 

103.75 

40.00 

41.50 

0.0200 

0.9041 

5.67 

110 

104.33 

40.00 

41.73 

0.0200 

5.5188 




































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 



Younger !■ 


Older AIIl 


Older AIIl 


Older AIIl 


Older AIIl 


Older AIIl 


Younger / 


Older AIIl 


Younger !■ 


Older AIIl 


Older AIIl 


Older AIIl 


Younger !■ 


Older AIIl 


Older AIIl 


Older AIIl 


Older AIIl 


Older AIIl 


Older AIIl 


Older AIIl 


Older AIIl 


Younger ! 


Older AIIl 


Younger t 


Older AIIl 


Older AIIl 


Younger / 


Younger ! 


Older AIIl 


Older AIIl 


Older AIIl 


Older AIIl 


Older AIIl 


Older AIIl 


Older AIIl 


Older AIIl 


Older AIIl 


Older AIIl 


Older AIIl 


Older AIIl 


Older AIIl 


Older AIIl 


Younger / 


Older AIIl 


Younger !■ 


Older AIIl 


Older AIIl 


Older AIIl 


Older AIIl 


Younger ! 


Older AIIl 


Younger ! 


Younger I 


Younger ! 


Older AIIl 


Alluvium 


uvium 


uvium 


uvium 


Alluvium 


uvium 


Alluvium 


uvium 


uvium 


uvium 


Alluvium 


uvium 


uvium 


uvium 


Alluvium 


uvium 


Alluvium 


uvium 


uvium 


Alluvium 


Alluvium 


uvium 


uvium 


uvium 


uvium 


Alluvium 


uvium 


Alluvium 


uvium 


uvium 


uvium 


uvium 


Alluvium 


uvium 


Alluvium 


Alluvium 


Alluvium 


uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

5.67 

110 

104.33 

30.00 

31.30 

0.0200 

0.5915 

16.57 

120 

103.43 

40.00 

41.37 

0.0150 

0.1594 

16.57 

110 

93.43 

30.00 

28.03 

0.0150 

0.0191 

19.21 

120 

100.79 

40.00 

40.32 

0.0150 

0.0899 

19.21 

120 

100.79 

40.00 

40.32 

0.0150 

0.0601 

19.21 

110 

90.79 

30.00 

27.24 

0.0150 

0.0738 

4.84 

110 

105.16 

40.00 

42.06 

0.0200 

4.2837 

58.12 

120 

61.88 

40.00 

24.75 

0.0150 

2.0756 

7.96 

110 

102.04 

40.00 

40.81 

0.0200 

0.0369 

45.32 

120 

74.68 

40.00 

29.87 

0.0150 

0.4965 

46.56 

120 

73.44 

40.00 

29.38 

0.0150 

2.1043 

18.79 

120 

101.21 

40.00 

40.48 

0.0150 

1.0618 

4.71 

110 

105.29 

30.00 

31.59 

0.0200 

0.2010 

18.87 

120 

101.13 

40.00 

40.45 

0.0150 

1.9524 

14.66 

120 

105.34 

40.00 

42.13 

0.0150 

0.1695 

14.66 

120 

105.34 

40.00 

42.13 

0.0150 

0.0003 

14.66 

110 

95.34 

30.00 

28.60 

0.0150 

1.1556 

22.87 

120 

97.13 

40.00 

38.85 

0.0150 

2.1594 

34.33 

120 

85.67 

40.00 

34.27 

0.0150 

0.1777 

22.01 

120 

97.99 

40.00 

39.20 

0.0150 

5.5640 

11.24 

120 

108.76 

40.00 

43.51 

0.0150 

0.0393 

11.24 

110 

98.76 

40.00 

39.51 

0.0200 

0.0003 

11.24 

110 

98.76 

30.00 

29.63 

0.0150 

0.0317 

11.24 

110 

98.76 

30.00 

29.63 

0.0200 

2.5127 

55.29 

120 

64.71 

40.00 

25.88 

0.0150 

4.9703 

12.01 

120 

107.99 

40.00 

43.20 

0.0150 

3.8844 

12.01 

110 

97.99 

40.00 

39.20 

0.0200 

1.7308 

12.01 

110 

97.99 

30.00 

29.40 

0.0200 

2.7577 

48.21 

120 

71.79 

40.00 

28.72 

0.0150 

4.7436 

36.99 

120 

83.01 

40.00 

33.21 

0.0150 

4.1437 

55.76 

120 

64.24 

40.00 

25.69 

0.0150 

2.2175 

17.47 

120 

102.53 

40.00 

41.01 

0.0150 

0.2485 

17.47 

110 

92.53 

30.00 

27.76 

0.0150 

2.2160 

30.53 

120 

89.47 

40.00 

35.79 

0.0150 

1.7145 

28.64 

120 

91.36 

40.00 

36.54 

0.0150 

4.4429 

14.62 

120 

105.38 

40.00 

42.15 

0.0150 

1.8390 

14.62 

120 

105.38 

40.00 

42.15 

0.0150 

2.3388 

38.86 

120 

81.14 

40.00 

32.46 

0.0150 

2.9863 

46.08 

120 

73.92 

40.00 

29.57 

0.0150 

0.3350 

50.47 

120 

69.53 

40.00 

27.81 

0.0150 

0.0152 

17.94 

120 

102.06 

40.00 

40.82 

0.0150 

8.7297 

48.14 

120 

71.86 

40.00 

28.75 

0.0150 

0.3664 

4.84 

110 

105.16 

40.00 

42.07 

0.0200 

0.4451 

15.47 

120 

104.53 

40.00 

41.81 

0.0150 

2.5789 

15.47 

110 

94.53 

40.00 

37.81 

0.0200 

0.1373 

15.47 

120 

104.53 

40.00 

41.81 

0.0150 

0.8032 

17.41 

110 

92.59 

30.00 

27.78 

0.0150 

2.4450 

10.92 

120 

109.08 

40.00 

43.63 

0.0150 

0.2758 

10.92 

110 

99.08 

30.00 

29.72 

0.0150 

1.4149 

10.92 

110 

99.08 

30.00 

29.72 

0.0200 

0.8354 

12.27 

110 

97.73 

30.00 

29.32 

0.0150 

0.3790 

12.27 

110 

97.73 

30.00 

29.32 

0.0200 

1.4813 

4.80 

110 

105.20 

40.00 

42.08 

0.0200 

4.1942 

8.23 

110 

101.77 

40.00 

40.71 

0.0200 

2.5005 

46.04 

120 

73.96 

40.00 

29.58 

0.0150 

0.6526 


















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



11008077 


Roli 


Sanawara Khurd 


Sauwon Ki Beri 


Shivji Ka Mandir 


Sudaberi 


Sudaberi Khurd 


Teja Ki Dhani 


Tejiyaws 


Veermaniyon Ki Dhani 


Akal 


Akwa 


Alwara 


Amarpura 


Amliyala 


Andaniyon Ki Beri 


Aratwaw 


Ariniyali Mahechan 


Babtara 


Bagora 


Bakani Sarnon Ki Dhani 


Bali 


Bamni 


Batera 


Berinari 


Bhakharpura 


Bhali Khal 


Census Code 


0817000502199200 


0817000502199100 


0817000502176000 


0817000502194700 


0817000502192300 


0817000502192400 


0817000502174300 


0817000502199000 


0817000502193200 


0817000602221600 


0818000102273000 


0818000102272500 


0817000502187700 


0817000502203400 


0817000502179100 


0817000502204800 


0817000502187500 


0818000102273400 


0818000502308400 


0817000502172500 


0818000502309900 


0817000502186300 


0817000502178800 


0817000502199400 


0818000502308700 


0817000402163900 


0817000502205000 


0817000502190700 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Command 

Younger Alluvium 

Fresh 

Command 

Older Alluvium 


4.88 Fresh 


29.33 Fresh 


3.53 Fresh 


2.54 Fresh 



Saline 


11.61 Saline 


8.85 Fresh 


13.78 Fresh 


13.54 Saline 


4.96 Fresh 


3.60 Fresh 


3.89 Fresh 


5.85 Fresh 


Saline 


69.65 Fresh 


25.47 Fresh 



10.88 Fresh 


28.38 Saline 


30.05 Fresh 


Saline 



7.85 Fresh 


7.71 Fresh 



7.66 Fresh 


Saline 


16.15 Fresh 


12.99 Fresh 


7.74 Fresh 


21.49 Fresh 



Bhambhuon Ka Bas 


Bhaogiriji Ka Meetha 


0817000502197300 


0817000502187300 


9.60 Saline 


17.35 Fresh 


Non-command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Rhyolite 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Jalore Granite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

8.34 

110 

101.66 

40.00 

40.66 

0.0200 

2.0142 

7.76 

110 

102.24 

40.00 

40.90 

0.0200 

1.7624 

48.01 

120 

71.99 

40.00 

28.80 

0.0150 

2.9405 

5.61 

110 

104.39 

40.00 

41.76 

0.0200 

3.7167 

16.34 

120 

103.66 

40.00 

41.46 

0.0150 

1.6554 

16.34 

120 

103.66 

40.00 

41.46 

0.0150 

5.9409 

16.65 

120 

103.35 

40.00 

41.34 

0.0150 

0.7992 

52.00 

120 

68.00 

40.00 

27.20 

0.0150 

5.0031 

5.52 

110 

104.48 

40.00 

41.79 

0.0200 

2.9522 

14.41 

120 

105.59 

40.00 

42.24 

0.0150 

1.1870 

14.41 

120 

105.59 

40.00 

42.24 

0.0150 

0.3563 

14.41 

110 

95.59 

30.00 

28.68 

0.0150 

0.0460 

8.28 

110 

101.72 

40.00 

40.69 

0.0200 

20.1953 

8.28 

110 

101.72 

40.00 

40.69 

0.0200 

7.9063 

8.28 

110 

101.72 

30.00 

30.51 

0.0200 

2.1927 

34.87 

80 

45.13 

5.00 

2.26 

0.0015 

0.0336 

64.49 

140 

75.51 

35.00 

26.43 

0.0150 

3.5099 

59.32 

140 

80.68 

35.00 

28.24 

0.0150 

5.8371 

22.59 

90 

67.41 

30.00 

20.22 

0.0200 

5.4749 

17.03 

110 

92.97 

40.00 

37.19 

0.0200 

3.6855 

17.44 

130 

112.56 

40.00 

45.02 

0.0150 

2.4282 

6.85 

110 

103.15 

40.00 

41.26 

0.0200 

3.2140 

24.98 

130 

105.02 

40.00 

42.01 

0.0150 

0.2699 

24.98 

80 

55.02 

40.00 

22.01 

0.0200 

1.4708 

24.98 

90 

65.02 

30.00 

19.50 

0.0200 

0.8101 

70.29 

140 

69.71 

35.00 

24.40 

0.0150 

17.1517 

34.49 

165 

130.51 

35.00 

45.68 

0.0150 

5.2684 

34.49 

175 

140.51 

35.00 

49.18 

0.0200 

12.5758 

25.35 

165 

139.65 

35.00 

48.88 

0.0150 

0.3240 

25.35 

175 

149.65 

35.00 

52.38 

0.0200 

16.7415 

36.45 

130 

93.55 

40.00 

37.42 

0.0150 

5.1860 

24.59 

175 

150.41 

35.00 

52.64 

0.0200 

1.2610 

24.57 

130 

105.44 

40.00 

42.17 

0.0150 

0.3963 

24.57 

90 

65.44 

30.00 

19.63 

0.0150 

4.5393 

24.57 

90 

65.44 

30.00 

19.63 

0.0200 

5.5004 

17.57 

130 

112.43 

40.00 

44.97 

0.0150 

5.1467 

8.79 

110 

101.21 

40.00 

40.48 

0.0200 

1.4161 

8.79 

110 

101.21 

40.00 

40.48 

0.0200 

4.8278 

8.79 

110 

101.21 

30.00 

30.36 

0.0200 

0.0008 

9.40 

110 

100.60 

30.00 

30.18 

0.0200 

9.2845 

9.40 

110 

100.60 

30.00 

30.18 

0.0200 

0.1489 

15.47 

110 

94.53 

40.00 

37.81 

0.0200 

5.7946 

15.47 

110 

94.53 

30.00 

28.36 

0.0200 

0.0009 

25.32 

175 

149.68 

35.00 

52.39 

0.0200 

16.9175 

66.42 

90 

23.58 

4.75 

1.12 

0.0015 

0.0057 

66.42 

130 

63.58 

40.00 

25.43 

0.0150 

0.4046 

10.76 

110 

99.24 

40.00 

39.70 

0.0200 

6.1474 

8.93 

120 

111.07 

40.00 

44.43 

0.0150 

0.8993 

8.93 

110 

101.07 

40.00 

40.43 

0.0200 

0.3837 

8.93 

110 

101.07 

30.00 

30.32 

0.0200 

6.6442 

17.91 

90 

72.09 

30.00 

21.63 

0.0150 

0.0311 

17.91 

90 

72.09 

30.00 

21.63 

0.0200 

5.0974 

8.43 

110 

101.57 

30.00 

30.47 

0.0200 

1.4806 

28.48 

130 

101.52 

40.00 

40.61 

0.0150 

10.0459 

28.48 

80 

51.52 

40.00 

20.61 

0.0200 

0.3536 











































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 



Older AIIl 


Younger ! 


Older AIIl 


Younger t 


Younger I 


Younger ! 


Older AIIl 


Older AIIl 


Younger !■ 


Younger ! 


Older AIIl 


Younger ! 


Younger !■ 


Older AIIl 


Younger / 


Older AIIl 


Older AIIl 


Rhyolite 


Younger l 


Younger t 


Older AIIl 


Younger ! 


Younger / 


Older AIIl 


Older AIIl 


Older AIIl 


Older AIIl 


Older AIIl 


Younger !■ 


Younger ! 


Younger l 


Younger t 


Older AIIl 


Older AIIl 


Younger l 


Older AIIl 


Alluvium 


uvium 


Alluvium 


Alluvium 


Alluvium 


uvium 


uvium 


Alluvium 


Alluvium 


uvium 


Alluvium 


Alluvium 


uvium 


Alluvium 


uvium 


uvium 


Alluvium 


Alluvium 


uvium 


Alluvium 


Alluvium 


uvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


uvium 


uvium 


Alluvium 


uvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger 


Younger 


Younger 


Younger 


Younger 


Younger 


Younger 


Younger 


Younger 


Younger 


Younger 


Younger 


Older All 


Younger 


Younger 


Older All 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


uvium 


Alluvium 


Alluvium 


uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

35.72 

130 

94.28 

40.00 

37.71 

0.0150 

31.0827 

24.63 

80 

55.37 

40.00 

22.15 

0.0200 

2.7633 

24.63 

90 

65.37 

30.00 

19.61 

0.0150 

0.3831 

24.63 

90 

65.37 

30.00 

19.61 

0.0200 

3.7241 

12.64 

110 

97.36 

40.00 

38.94 

0.0200 

1.9214 

24.23 

110 

85.77 

40.00 

34.31 

0.0200 

19.8264 

37.79 

130 

92.21 

40.00 

36.89 

0.0150 

4.9818 

22.80 

120 

97.20 

40.00 

38.88 

0.0150 

0.4225 

8.29 

110 

101.71 

40.00 

40.68 

0.0200 

3.6100 

8.29 

110 

101.71 

40.00 

40.68 

0.0200 

2.2146 

39.20 

90 

50.80 

30.00 

15.24 

0.0150 

3.7736 

39.20 

90 

50.80 

30.00 

15.24 

0.0200 

0.0080 

33.03 

90 

56.97 

30.00 

17.09 

0.0200 

0.5125 

50.81 

140 

89.19 

35.00 

31.22 

0.0150 

2.5697 

28.94 

175 

146.06 

35.00 

51.12 

0.0200 

1.4352 

37.16 

165 

127.84 

35.00 

44.74 

0.0150 

9.4530 

16.44 

90 

73.56 

30.00 

22.07 

0.0150 

1.0630 

16.44 

80 

63.56 

5.00 

3.18 

0.0015 

0.0067 

9.95 

110 

100.05 

40.00 

40.02 

0.0200 

7.5892 

9.95 

110 

100.05 

30.00 

30.01 

0.0200 

2.1818 

23.43 

130 

106.57 

40.00 

42.63 

0.0150 

0.6216 

23.43 

80 

56.57 

40.00 

22.63 

0.0200 

5.4477 

23.43 

90 

66.57 

30.00 

19.97 

0.0200 

2.6013 

33.84 

165 

131.16 

35.00 

45.91 

0.0150 

6.4866 

41.99 

90 

48.01 

30.00 

14.40 

0.0150 

0.3888 

33.28 

140 

106.72 

35.00 

37.35 

0.0150 

11.5352 

30.55 

130 

99.45 

40.00 

39.78 

0.0150 

9.5880 

31.34 

90 

58.66 

30.00 

17.60 

0.0150 

2.0457 

9.11 

110 

100.89 

40.00 

40.36 

0.0200 

0.1672 

9.11 

110 

100.89 

40.00 

40.36 

0.0200 

7.8067 

9.11 

110 

100.89 

30.00 

30.27 

0.0200 

0.4869 

9.11 

110 

100.89 

30.00 

30.27 

0.0200 

3.0869 

27.26 

90 

62.74 

30.00 

18.82 

0.0150 

4.9445 

42.07 

140 

97.93 

35.00 

34.28 

0.0150 

2.1469 

42.07 

90 

47.93 

35.00 

16.78 

0.0200 

2.9994 

67.65 

140 

72.35 

35.00 

25.32 

0.0150 

9.2487 

28.60 

90 

61.40 

30.00 

18.42 

0.0150 

0.3948 

28.60 

90 

61.40 

30.00 

18.42 

0.0200 

11.1228 

25.42 

90 

64.58 

30.00 

19.37 

0.0150 

1.1151 

25.42 

90 

64.58 

30.00 

19.37 

0.0200 

4.1173 

8.30 

110 

101.70 

40.00 

40.68 

0.0200 

0.3573 

8.30 

110 

101.70 

30.00 

30.51 

0.0200 

1.1067 

8.30 

110 

101.70 

30.00 

30.51 

0.0200 

14.0364 

20.70 

80 

59.30 

40.00 

23.72 

0.0200 

0.4336 

20.70 

90 

69.30 

30.00 

20.79 

0.0200 

7.7909 

24.20 

80 

55.80 

40.00 

22.32 

0.0200 

3.9993 

24.20 

90 

65.80 

30.00 

19.74 

0.0200 

0.2813 

11.95 

110 

98.05 

40.00 

39.22 

0.0200 

2.6281 

11.95 

110 

98.05 

40.00 

39.22 

0.0200 

3.5980 

12.15 

110 

97.85 

40.00 

39.14 

0.0200 

8.3882 

25.24 

175 

149.76 

35.00 

52.42 

0.0200 

9.5256 

28.26 

120 

91.74 

40.00 

36.70 

0.0150 

8.2049 

28.26 

110 

81.74 

40.00 

32.70 

0.0200 

11.9450 

12.28 

110 

97.72 

40.00 

39.09 

0.0200 

1.3301 

17.74 

90 

72.26 

30.00 

21.68 

0.0150 

8.9740 














































































































































































































































































































































































































































































































































































































































































































































Goliya Jetmal 

0817000502172600 

13.19 

Goliya Kalan 

0817000502203600 

6.90 

Goliya Maheechan 

0817000502186800 

8.05 

Goojarwara 

0818000502309300 

3.96 

Goramaniyon Ki Dhani 

0817000502190000 

2.71 

Gudhamalani 

0817000502196900 

9.60 

Gura Hema 

0818000602319600 

25.95 



Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 


Hydrogeological Unit 



Rhyolite 


Younger ! 


Older AIIl 


Older AIIl 


Younger I 


Younger ! 


Younger l 


Older AIIl 


Older AIIl 


Older AIIl 


Younger / 


Younger ! 


Older AIIl 


Older AIIl 


Older AIIl 


Younger t 


Older AIIl 


Older AIIl 


Older AIIl 


Rhyolite 


Younger /■ 


Rhyolite 


Rhyolite 


Younger l 


Younger !■ 


Younger ! 


Younger l 


Younger t 


Older AIIl 


Younger ! 


Younger / 


Younger ! 


Younger !■ 


Younger ! 


Younger l 


Younger t 


Younger !■ 


Younger ! 


Rhyolite 


Younger ! 


Younger !■ 


Younger ! 


Younger l 


Younger t 


Younger !■ 


Younger ! 


Older AIIl 


Younger l 


Older AIIl 


Younger ! 


Older AIIl 


Younger ! 


Younger I 


Younger ! 


Younger l 


Alluvium 


uvium 


uvium 


Alluvium 


Alluvium 


Alluvium 


uvium 


Alluvium 


Alluvium 


uvium 


uvium 


uvium 


Alluvium 


uvium 


uvium 


uvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


uvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


uvium 


Alluvium 


uvium 


Alluvium 


uvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

17.74 

80 

62.26 

5.00 

3.11 

0.0015 

0.0004 

17.74 

90 

72.26 

30.00 

21.68 

0.0200 

0.3741 

34.21 

130 

95.79 

40.00 

38.31 

0.0150 

10.0564 

34.21 

90 

55.79 

30.00 

16.74 

0.0150 

1.8314 

9.53 

110 

100.47 

40.00 

40.19 

0.0200 

2.2942 

9.53 

110 

100.47 

40.00 

40.19 

0.0200 

13.8940 

26.09 

80 

53.91 

40.00 

21.56 

0.0200 

2.4035 

40.66 

130 

89.34 

40.00 

35.74 

0.0150 

3.7543 

49.84 

130 

80.16 

40.00 

32.06 

0.0150 

9.5250 

37.82 

90 

52.18 

30.00 

15.65 

0.0150 

2.0449 

12.13 

110 

97.87 

40.00 

39.15 

0.0200 

0.1321 

12.13 

110 

97.87 

30.00 

29.36 

0.0200 

0.8466 

39.58 

130 

90.42 

40.00 

36.17 

0.0150 

0.5145 

62.91 

140 

77.09 

35.00 

26.98 

0.0150 

2.8988 

18.26 

90 

71.74 

30.00 

21.52 

0.0150 

6.0009 

18.26 

90 

71.74 

30.00 

21.52 

0.0200 

0.0789 

32.74 

90 

57.26 

30.00 

17.18 

0.0150 

1.5346 

18.20 

90 

71.80 

30.00 

21.54 

0.0150 

2.7583 

15.07 

90 

74.93 

30.00 

22.48 

0.0150 

0.0946 

15.07 

80 

64.93 

5.00 

3.25 

0.0015 

0.0152 

15.07 

90 

74.93 

30.00 

22.48 

0.0200 

4.9823 

18.08 

80 

61.92 

5.00 

3.10 

0.0015 

0.0036 

16.80 

80 

63.20 

5.00 

3.16 

0.0015 

0.0062 

16.80 

90 

73.20 

30.00 

21.96 

0.0200 

4.7267 

17.24 

90 

72.76 

30.00 

21.83 

0.0200 

3.7910 

8.12 

110 

101.88 

40.00 

40.75 

0.0200 

2.8959 

8.12 

110 

101.88 

40.00 

40.75 

0.0200 

2.7266 

8.12 

110 

101.88 

30.00 

30.56 

0.0200 

1.2847 

25.11 

130 

104.89 

40.00 

41.96 

0.0150 

0.3614 

25.11 

80 

54.89 

40.00 

21.96 

0.0200 

5.3413 

25.11 

90 

64.89 

30.00 

19.47 

0.0200 

2.2955 

8.15 

110 

101.85 

40.00 

40.74 

0.0200 

0.4085 

8.15 

110 

101.85 

30.00 

30.55 

0.0200 

2.8206 

8.15 

110 

101.85 

30.00 

30.55 

0.0200 

2.7588 

7.23 

110 

102.77 

40.00 

41.11 

0.0200 

13.4324 

7.23 

110 

102.77 

40.00 

41.11 

0.0200 

2.5686 

7.23 

110 

102.77 

30.00 

30.83 

0.0200 

0.5269 

7.23 

110 

102.77 

30.00 

30.83 

0.0200 

1.2437 

22.02 

80 

57.98 

5.00 

2.90 

0.0015 

0.0014 

22.02 

90 

67.98 

30.00 

20.39 

0.0200 

4.5515 

7.96 

110 

102.04 

40.00 

40.81 

0.0200 

4.1418 

7.96 

110 

102.04 

40.00 

40.81 

0.0200 

0.1523 

7.96 

110 

102.04 

30.00 

30.61 

0.0200 

0.2690 

7.96 

110 

102.04 

30.00 

30.61 

0.0200 

0.4172 

15.58 

110 

94.42 

40.00 

37.77 

0.0200 

0.9680 

15.58 

110 

94.42 

30.00 

28.32 

0.0200 

1.8727 

30.57 

130 

99.43 

40.00 

39.77 

0.0150 

1.2463 

30.57 

80 

49.43 

40.00 

19.77 

0.0200 

3.4530 

35.59 

130 

94.41 

40.00 

37.76 

0.0150 

1.3384 

14.27 

110 

95.73 

40.00 

38.29 

0.0200 

5.2875 

33.56 

90 

56.44 

30.00 

16.93 

0.0150 

2.0448 

26.19 

175 

148.81 

35.00 

52.08 

0.0200 

1.1415 

11.94 

110 

98.06 

40.00 

39.23 

0.0200 

0.6200 

9.64 

110 

100.36 

40.00 

40.15 

0.0200 

7.6011 

10.75 

175 

164.25 

35.00 

57.49 

0.0200 

4.6245 


























































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Rhyolite 


Older Alluvium 


Younger Alluvium 


Jalore Granite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Rhyolite 


Older Alluvium 


Rhyolite 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Rhyolite 


Younger Alluvium 


Younger Alluvium 


Jalore Granite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Rhyolite 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

36.71 

130 

93.29 

40.00 

37.31 

0.0150 

0.1220 

10.82 

110 

99.18 

40.00 

39.67 

0.0200 

7.3982 

46.06 

140 

93.94 

35.00 

32.88 

0.0150 

0.9039 

38.16 

90 

51.84 

30.00 

15.55 

0.0150 

3.6337 

38.16 

80 

41.84 

5.00 

2.09 

0.0015 

0.0010 

42.18 

130 

87.82 

40.00 

35.13 

0.0150 

0.1863 

22.99 

175 

152.01 

35.00 

53.20 

0.0200 

0.0235 

59.36 

90 

30.64 

4.75 

1.46 

0.0015 

0.0110 

59.36 

130 

70.64 

40.00 

28.26 

0.0150 

18.4333 

50.05 

165 

114.96 

35.00 

40.23 

0.0150 

8.3369 

74.43 

140 

65.57 

35.00 

22.95 

0.0150 

4.1681 

16.38 

80 

63.62 

40.00 

25.45 

0.0200 

10.7613 

16.38 

90 

73.62 

30.00 

22.09 

0.0200 

0.0269 

8.44 

110 

101.56 

40.00 

40.62 

0.0200 

8.2845 

8.44 

110 

101.56 

40.00 

40.62 

0.0200 

3.7998 

8.44 

110 

101.56 

30.00 

30.47 

0.0200 

0.7629 

76.52 

140 

63.48 

35.00 

22.22 

0.0150 

14.6501 

27.07 

90 

62.93 

30.00 

18.88 

0.0150 

1.6430 

33.77 

90 

56.23 

30.00 

16.87 

0.0150 

1.0034 

33.77 

80 

46.23 

5.00 

2.31 

0.0015 

0.0353 

33.59 

90 

56.41 

30.00 

16.92 

0.0150 

0.0861 

33.59 

80 

46.41 

5.00 

2.32 

0.0015 

0.0508 

31.39 

130 

98.61 

40.00 

39.44 

0.0150 

6.7060 

13.84 

110 

96.16 

40.00 

38.46 

0.0200 

4.9378 

6.78 

110 

103.22 

40.00 

41.29 

0.0200 

3.8889 

7.36 

110 

102.64 

40.00 

41.05 

0.0200 

4.3969 

7.36 

110 

102.64 

40.00 

41.05 

0.0200 

1.1157 

20.51 

80 

59.49 

40.00 

23.80 

0.0200 

1.3753 

20.51 

90 

69.49 

30.00 

20.85 

0.0200 

0.5700 

21.51 

90 

68.49 

30.00 

20.55 

0.0150 

1.1894 

21.51 

90 

68.49 

30.00 

20.55 

0.0200 

3.4960 

14.13 

90 

75.87 

30.00 

22.76 

0.0150 

2.6046 

14.13 

80 

65.87 

5.00 

3.29 

0.0015 

0.0312 

14.13 

90 

75.87 

30.00 

22.76 

0.0200 

4.7356 

11.23 

110 

98.77 

40.00 

39.51 

0.0200 

4.9757 

68.96 

90 

21.04 

4.75 

1.00 

0.0015 

0.0094 

68.96 

130 

61.04 

40.00 

24.41 

0.0150 

8.3507 

30.68 

90 

59.32 

30.00 

17.79 

0.0150 

2.7848 

26.96 

90 

63.04 

30.00 

18.91 

0.0150 

0.4934 

31.87 

130 

98.13 

40.00 

39.25 

0.0150 

0.6148 

31.87 

80 

48.13 

40.00 

19.25 

0.0200 

3.3461 

29.63 

90 

60.37 

30.00 

18.11 

0.0150 

0.1185 

29.63 

80 

50.37 

5.00 

2.52 

0.0015 

0.0012 

10.68 

130 

119.32 

40.00 

47.73 

0.0150 

0.0492 

10.68 

80 

69.32 

40.00 

27.73 

0.0200 

3.0324 

10.68 

90 

79.32 

30.00 

23.80 

0.0200 

3.8496 

10.40 

130 

119.60 

40.00 

47.84 

0.0150 

4.3876 

10.40 

80 

69.60 

40.00 

27.84 

0.0200 

0.9193 

10.40 

90 

79.60 

30.00 

23.88 

0.0200 

0.0784 

21.85 

130 

108.15 

40.00 

43.26 

0.0150 

0.5042 

21.85 

80 

58.15 

40.00 

23.26 

0.0200 

0.0511 

21.85 

90 

68.15 

30.00 

20.44 

0.0150 

0.3074 

21.85 

90 

68.15 

30.00 

20.44 

0.0200 

12.2936 

34.85 

140 

105.15 

35.00 

36.80 

0.0150 

9.9691 

34.85 

90 

55.15 

35.00 

19.30 

0.0200 

1.5371 





























































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Jalore Granite 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

17.59 

110 

92.41 

40.00 

36.97 

0.0200 

8.2907 

17.35 

175 

157.65 

35.00 

55.18 

0.0200 

7.4619 

27.79 

130 

102.21 

40.00 

40.88 

0.0150 

2.2514 

54.93 

140 

85.07 

35.00 

29.77 

0.0150 

1.5616 

55.68 

140 

84.32 

35.00 

29.51 

0.0150 

10.3933 

35.64 

165 

129.36 

35.00 

45.27 

0.0150 

5.9009 

27.22 

130 

102.78 

40.00 

41.11 

0.0150 

0.3114 

22.62 

80 

57.38 

40.00 

22.95 

0.0200 

2.0052 

22.62 

90 

67.38 

30.00 

20.21 

0.0200 

2.8240 

27.14 

130 

102.86 

40.00 

41.14 

0.0150 

1.0009 

27.14 

80 

52.86 

40.00 

21.14 

0.0200 

4.6351 

12.15 

110 

97.86 

40.00 

39.14 

0.0200 

2.1694 

42.05 

165 

122.95 

35.00 

43.03 

0.0150 

8.7432 

12.13 

120 

107.87 

40.00 

43.15 

0.0150 

1.9416 

26.96 

90 

63.04 

30.00 

18.91 

0.0150 

1.6683 

71.28 

90 

18.72 

4.75 

0.89 

0.0015 

0.0159 

71.28 

130 

58.72 

40.00 

23.49 

0.0150 

3.8303 

48.11 

165 

116.89 

35.00 

40.91 

0.0150 

8.1257 

48.11 

175 

126.89 

35.00 

44.41 

0.0200 

0.0129 

19.86 

80 

60.14 

40.00 

24.06 

0.0200 

0.8274 

19.86 

90 

70.14 

30.00 

21.04 

0.0200 

0.0178 

32.47 

90 

57.53 

30.00 

17.26 

0.0150 

0.0753 

12.37 

130 

117.63 

40.00 

47.05 

0.0150 

2.6350 

12.37 

80 

67.63 

40.00 

27.05 

0.0200 

0.0688 

10.44 

110 

99.56 

30.00 

29.87 

0.0200 

3.7811 

10.44 

110 

99.56 

30.00 

29.87 

0.0200 

0.7226 

41.09 

130 

88.91 

40.00 

35.56 

0.0150 

0.1470 

15.80 

90 

74.20 

30.00 

22.26 

0.0200 

5.8137 

22.75 

80 

57.25 

40.00 

22.90 

0.0200 

3.3597 

35.74 

90 

54.26 

30.00 

16.28 

0.0150 

1.6514 

8.77 

110 

101.23 

40.00 

40.49 

0.0200 

15.2167 

8.77 

110 

101.23 

30.00 

30.37 

0.0200 

6.4675 

25.13 

80 

54.87 

40.00 

21.95 

0.0200 

5.7465 

25.13 

90 

64.87 

30.00 

19.46 

0.0200 

0.4752 

12.57 

110 

97.43 

40.00 

38.97 

0.0200 

5.2838 

21.36 

110 

88.64 

40.00 

35.46 

0.0200 

24.0054 

38.53 

140 

101.47 

35.00 

35.51 

0.0150 

12.9275 

9.60 

110 

100.40 

40.00 

40.16 

0.0200 

2.9706 

12.06 

110 

97.94 

40.00 

39.17 

0.0200 

3.9829 

9.90 

175 

165.10 

35.00 

57.78 

0.0200 

2.2987 

9.90 

175 

165.10 

35.00 

57.78 

0.0200 

1.8595 

38.66 

130 

91.34 

40.00 

36.54 

0.0150 

2.9969 

29.81 

90 

60.19 

30.00 

18.06 

0.0200 

0.0812 

21.48 

80 

58.52 

40.00 

23.41 

0.0200 

2.9035 

22.46 

120 

97.54 

40.00 

39.02 

0.0150 

1.0684 

22.46 

110 

87.54 

40.00 

35.02 

0.0200 

0.3832 

22.46 

110 

87.54 

30.00 

26.26 

0.0200 

0.0044 

39.52 

130 

90.48 

40.00 

36.19 

0.0150 

1.9510 

37.66 

90 

52.34 

30.00 

15.70 

0.0150 

0.9989 

27.86 

90 

62.14 

30.00 

18.64 

0.0150 

1.7974 

51.73 

140 

88.27 

35.00 

30.90 

0.0150 

2.2661 

43.30 

130 

86.70 

40.00 

34.68 

0.0150 

2.5527 

12.34 

110 

97.66 

40.00 

39.06 

0.0200 

4.2763 

9.16 

110 

100.84 

30.00 

30.25 

0.0200 

1.5893 

9.16 

110 

100.84 

30.00 

30.25 

0.0200 

7.7552 



































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Jalore Granite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Jalore Granite 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Jalore Granite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Rhyolite 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

8.91 

110 

101.09 

40.00 

40.43 

0.0200 

0.0625 

8.91 

110 

101.09 

30.00 

30.33 

0.0200 

7.0516 

41.47 

120 

78.53 

40.00 

31.41 

0.0150 

0.9708 

21.22 

175 

153.78 

35.00 

53.82 

0.0200 

40.9563 

21.22 

175 

153.78 

35.00 

53.82 

0.0200 

0.7670 

19.83 

90 

70.17 

30.00 

21.05 

0.0200 

3.8734 

66.11 

90 

23.89 

4.75 

1.13 

0.0015 

0.0058 

66.11 

130 

63.89 

40.00 

25.56 

0.0150 

3.8101 

11.70 

110 

98.30 

40.00 

39.32 

0.0200 

1.5760 

26.98 

130 

103.02 

40.00 

41.21 

0.0150 

3.1838 

14.63 

130 

115.37 

40.00 

46.15 

0.0150 

2.3968 

14.63 

80 

65.37 

40.00 

26.15 

0.0200 

0.7327 

13.16 

110 

96.84 

40.00 

38.74 

0.0200 

7.8062 

20.80 

175 

154.20 

35.00 

53.97 

0.0200 

2.0254 

20.80 

175 

154.20 

35.00 

53.97 

0.0200 

4.2241 

13.30 

90 

76.70 

30.00 

23.01 

0.0200 

11.1312 

30.13 

165 

134.87 

35.00 

47.20 

0.0150 

26.0027 

52.71 

140 

87.29 

35.00 

30.55 

0.0150 

2.7336 

25.58 

165 

139.42 

35.00 

48.80 

0.0150 

3.0472 

25.58 

175 

149.42 

35.00 

52.30 

0.0200 

17.1735 

22.32 

175 

152.68 

35.00 

53.44 

0.0200 

1.9153 

19.38 

120 

100.62 

40.00 

40.25 

0.0150 

1.0445 

19.38 

110 

90.62 

40.00 

36.25 

0.0200 

2.5194 

21.72 

175 

153.28 

35.00 

53.65 

0.0200 

0.0454 

36.02 

90 

53.98 

30.00 

16.19 

0.0150 

0.2703 

16.99 

90 

73.01 

30.00 

21.90 

0.0150 

5.1786 

16.99 

90 

73.01 

30.00 

21.90 

0.0200 

3.4466 

26.34 

90 

63.66 

30.00 

19.10 

0.0150 

2.5892 

26.82 

90 

63.18 

30.00 

18.95 

0.0150 

1.8542 

8.10 

110 

101.90 

40.00 

40.76 

0.0200 

4.7586 

8.10 

110 

101.90 

30.00 

30.57 

0.0200 

9.1594 

9.97 

110 

100.03 

30.00 

30.01 

0.0200 

17.1849 

49.88 

90 

40.12 

4.75 

1.91 

0.0015 

0.0036 

49.88 

130 

80.12 

40.00 

32.05 

0.0150 

7.0922 

7.68 

110 

102.32 

40.00 

40.93 

0.0200 

1.9858 

7.68 

110 

102.32 

30.00 

30.70 

0.0200 

0.4817 

37.64 

90 

52.36 

30.00 

15.71 

0.0150 

0.3325 

20.47 

80 

59.53 

40.00 

23.81 

0.0200 

1.0159 

20.47 

90 

69.53 

30.00 

20.86 

0.0150 

0.9699 

20.47 

90 

69.53 

30.00 

20.86 

0.0200 

5.0703 

19.71 

90 

70.29 

30.00 

21.09 

0.0200 

1.8469 

66.02 

90 

23.98 

4.75 

1.14 

0.0015 

0.0064 

66.02 

130 

63.98 

40.00 

25.59 

0.0150 

0.0620 

18.37 

175 

156.63 

35.00 

54.82 

0.0200 

1.9074 

69.05 

130 

60.95 

40.00 

24.38 

0.0150 

13.0855 

7.59 

110 

102.41 

40.00 

40.96 

0.0200 

4.5411 

7.59 

110 

102.41 

30.00 

30.72 

0.0200 

0.0689 

24.34 

80 

55.66 

40.00 

22.26 

0.0200 

1.3361 

31.61 

90 

58.39 

30.00 

17.52 

0.0150 

1.2128 

9.17 

110 

100.83 

40.00 

40.33 

0.0200 

0.3326 

9.17 

110 

100.83 

30.00 

30.25 

0.0200 

6.4903 

41.95 

80 

38.05 

5.00 

1.90 

0.0015 

0.0001 

21.06 

90 

68.94 

30.00 

20.68 

0.0150 

3.1715 

21.06 

90 

68.94 

30.00 

20.68 

0.0200 

1.5083 

8.23 

110 

101.77 

40.00 

40.71 

0.0200 

2.8482 























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Rhyolite 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Jalore Granite 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Rhyolite 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Rhyolite 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Rhyolite 


Rhyolite 


Younger Alluvium 


Younger Alluvium 


Jalore Granite 


Older Alluvium 


Rhyolite 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

14.19 

175 

160.81 

35.00 

56.28 

0.0200 

0.8858 

14.19 

175 

160.81 

35.00 

56.28 

0.0200 

5.4404 

28.03 

130 

101.97 

40.00 

40.79 

0.0150 

12.8342 

18.34 

80 

61.66 

5.00 

3.08 

0.0015 

0.0167 

37.38 

165 

127.62 

35.00 

44.67 

0.0150 

18.3425 

37.38 

175 

137.62 

35.00 

48.17 

0.0200 

1.7075 

7.96 

175 

167.04 

35.00 

58.46 

0.0200 

0.9348 

7.96 

175 

167.04 

35.00 

58.46 

0.0200 

2.1009 

11.45 

110 

98.55 

40.00 

39.42 

0.0200 

5.1730 

9.76 

110 

100.24 

40.00 

40.10 

0.0200 

1.0215 

9.76 

110 

100.24 

40.00 

40.10 

0.0200 

9.5110 

9.76 

110 

100.24 

30.00 

30.07 

0.0200 

0.2751 

21.72 

175 

153.28 

35.00 

53.65 

0.0200 

15.4502 

15.09 

110 

94.91 

30.00 

28.47 

0.0200 

0.0001 

67.17 

90 

22.83 

4.75 

1.08 

0.0015 

0.0118 

67.17 

130 

62.83 

40.00 

25.13 

0.0150 

4.3887 

8.34 

110 

101.66 

40.00 

40.66 

0.0200 

5.2428 

9.24 

110 

100.76 

40.00 

40.31 

0.0200 

4.2036 

17.20 

175 

157.80 

35.00 

55.23 

0.0200 

0.2227 

17.20 

175 

157.80 

35.00 

55.23 

0.0200 

0.6976 

37.79 

90 

52.21 

30.00 

15.66 

0.0150 

2.2701 

37.79 

80 

42.21 

5.00 

2.11 

0.0015 

0.0019 

11.93 

110 

98.07 

30.00 

29.42 

0.0200 

0.0234 

7.76 

110 

102.24 

40.00 

40.90 

0.0200 

4.2353 

65.35 

140 

74.65 

35.00 

26.13 

0.0150 

10.4094 

31.03 

80 

48.97 

5.00 

2.45 

0.0015 

0.0169 

23.20 

80 

56.80 

40.00 

22.72 

0.0200 

0.1023 

23.20 

90 

66.80 

30.00 

20.04 

0.0150 

1.9829 

23.20 

90 

66.80 

30.00 

20.04 

0.0200 

7.6054 

25.21 

130 

104.79 

40.00 

41.92 

0.0150 

1.0486 

25.21 

80 

54.79 

40.00 

21.92 

0.0200 

8.9167 

25.21 

90 

64.79 

30.00 

19.44 

0.0200 

1.7884 

26.59 

90 

63.41 

30.00 

19.02 

0.0150 

5.5616 

38.54 

90 

51.46 

30.00 

15.44 

0.0150 

1.5821 

31.46 

80 

48.54 

5.00 

2.43 

0.0015 

0.0312 

37.61 

80 

42.39 

5.00 

2.12 

0.0015 

0.0026 

6.43 

110 

103.57 

40.00 

41.43 

0.0200 

5.0837 

6.43 

110 

103.57 

40.00 

41.43 

0.0200 

3.1827 

65.21 

90 

24.79 

4.75 

1.18 

0.0015 

0.0003 

65.21 

130 

64.79 

40.00 

25.92 

0.0150 

0.9384 

24.41 

80 

55.59 

5.00 

2.78 

0.0015 

0.0075 

7.30 

110 

102.70 

40.00 

41.08 

0.0200 

7.0646 

13.88 

90 

76.12 

30.00 

22.84 

0.0150 

1.1742 

13.88 

90 

76.12 

30.00 

22.84 

0.0200 

0.7236 

13.21 

90 

76.79 

30.00 

23.04 

0.0200 

10.3997 

13.38 

90 

76.62 

30.00 

22.99 

0.0200 

3.1225 

11.88 

110 

98.12 

40.00 

39.25 

0.0200 

4.9647 

35.67 

140 

104.33 

35.00 

36.51 

0.0150 

15.5780 

10.04 

110 

99.96 

40.00 

39.98 

0.0200 

7.1271 

34.45 

130 

95.55 

40.00 

38.22 

0.0150 

3.5861 

36.43 

165 

128.57 

35.00 

45.00 

0.0150 

8.4995 

15.05 

110 

94.95 

40.00 

37.98 

0.0200 

8.0237 

12.11 

110 

97.89 

40.00 

39.15 

0.0200 

6.3158 

46.45 

140 

93.55 

35.00 

32.74 

0.0150 

3.0779 

24.03 

90 

65.97 

30.00 

19.79 

0.0150 

0.0726 




























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 



Rhyolite 


Older AIIl 


Younger l 


Older AIIl 


Older AIIl 


Younger ! 


Older AIIl 


Older AIIl 


Younger !■ 


Younger ! 


Younger l 


Younger t 


Older AIIl 


Younger ! 


Older AIIl 


Older AIIl 


Older AIIl 


Younger ! 


Older AIIl 


Younger ! 


Older AIIl 


Older AIIl 


Older AIIl 


Older AIIl 


Older AIIl 


Older AIIl 


Older AIIl 


Older AIIl 


Younger !■ 


Older AIIl 


Older AIIl 


Older AIIl 


Younger !■ 


Older AIIl 


Younger / 


Older AIIl 


Older AIIl 


Older AIIl 


Older AIIl 


Younger l 


Younger !■ 


Older AIIl 


Older AIIl 


Older AIIl 


Younger !■ 


Older AIIl 


Older AIIl 


Older AIIl 


Older AIIl 


Older AIIl 


Older AIIl 


Older AIIl 


Older AIIl 


Younger ! 


Older AIIl 


uvium 


Alluvium 


uvium 


uvium 


Alluvium 


uvium 


uvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


uvium 


Alluvium 


uvium 


uvium 


uvium 


Alluvium 


uvium 


Alluvium 


uvium 


uvium 


uvium 


uvium 


Alluvium 


uvium 


uvium 


uvium 


Alluvium 


uvium 


Alluvium 


uvium 


Alluvium 


Alluvium 


uvium 


uvium 


uvium 


Alluvium 


uvium 


uvium 


uvium 


Alluvium 


uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

24.03 

80 

55.97 

5.00 

2.80 

0.0015 

0.0943 

60.31 

140 

79.69 

35.00 

27.89 

0.0150 

5.9563 

16.31 

175 

158.69 

35.00 

55.54 

0.0200 

0.6701 

45.36 

140 

94.64 

35.00 

33.12 

0.0150 

12.3543 

29.80 

130 

100.20 

40.00 

40.08 

0.0150 

1.9302 

29.80 

80 

50.20 

40.00 

20.08 

0.0200 

4.6655 

41.25 

130 

88.75 

40.00 

35.50 

0.0150 

3.6416 

44.88 

140 

95.12 

35.00 

33.29 

0.0150 

0.5622 

44.88 

90 

45.12 

35.00 

15.79 

0.0200 

0.0475 

20.41 

80 

59.59 

40.00 

23.84 

0.0200 

8.8690 

9.87 

110 

100.13 

40.00 

40.05 

0.0200 

1.0071 

9.87 

110 

100.13 

30.00 

30.04 

0.0200 

8.8727 

22.15 

135 

112.85 

35.00 

39.50 

0.0150 

0.0348 

22.15 

175 

152.85 

35.00 

53.50 

0.0200 

2.6411 

31.07 

90 

58.93 

30.00 

17.68 

0.0150 

1.5727 

27.05 

90 

62.95 

30.00 

18.88 

0.0150 

0.4079 

6.39 

120 

113.61 

40.00 

45.45 

0.0150 

1.1148 

6.39 

110 

103.61 

40.00 

41.45 

0.0200 

0.5281 

6.39 

110 

103.61 

30.00 

31.08 

0.0150 

0.4873 

6.39 

110 

103.61 

30.00 

31.08 

0.0200 

0.2063 

15.85 

120 

104.15 

40.00 

41.66 

0.0150 

6.6987 

15.78 

135 

119.22 

35.00 

41.73 

0.0150 

11.5643 

16.83 

110 

93.17 

30.00 

27.95 

0.0150 

1.1414 

21.43 

120 

98.57 

40.00 

39.43 

0.0150 

0.0000 

21.43 

110 

88.57 

30.00 

26.57 

0.0150 

1.4458 

21.57 

120 

98.43 

40.00 

39.37 

0.0150 

0.7719 

21.57 

110 

88.43 

30.00 

26.53 

0.0150 

0.7562 

5.12 

120 

114.88 

40.00 

45.95 

0.0150 

0.0235 

5.12 

110 

104.88 

40.00 

41.95 

0.0200 

7.3455 

20.44 

120 

99.56 

40.00 

39.82 

0.0150 

0.0476 

20.44 

110 

89.56 

30.00 

26.87 

0.0150 

0.0359 

11.77 

135 

123.23 

35.00 

43.13 

0.0150 

0.8660 

6.25 

110 

103.75 

40.00 

41.50 

0.0200 

1.4010 

5.67 

120 

114.33 

40.00 

45.73 

0.0150 

3.6899 

5.67 

110 

104.33 

40.00 

41.73 

0.0200 

1.4762 

19.21 

120 

100.79 

40.00 

40.32 

0.0150 

1.9024 

19.21 

120 

100.79 

40.00 

40.32 

0.0150 

0.0025 

19.21 

110 

90.79 

30.00 

27.24 

0.0150 

1.6556 

4.84 

120 

115.16 

40.00 

46.06 

0.0150 

0.4144 

4.84 

110 

105.16 

40.00 

42.06 

0.0200 

3.4041 

7.23 

110 

102.77 

40.00 

41.11 

0.0200 

0.1102 

21.08 

110 

88.92 

30.00 

26.67 

0.0150 

0.1208 

12.15 

120 

107.85 

40.00 

43.14 

0.0150 

3.6997 

7.75 

135 

127.25 

35.00 

44.54 

0.0150 

3.4686 

7.75 

175 

167.25 

35.00 

58.54 

0.0200 

1.4034 

11.81 

135 

123.19 

35.00 

43.12 

0.0150 

0.0949 

18.79 

120 

101.21 

40.00 

40.48 

0.0150 

0.4366 

18.79 

120 

101.21 

40.00 

40.48 

0.0150 

1.2330 

6.32 

120 

113.68 

40.00 

45.47 

0.0150 

7.2531 

18.87 

120 

101.13 

40.00 

40.45 

0.0150 

5.7397 

18.87 

120 

101.13 

40.00 

40.45 

0.0150 

2.9371 

14.66 

110 

95.34 

30.00 

28.60 

0.0150 

0.0004 

6.92 

135 

128.08 

35.00 

44.83 

0.0150 

0.0570 

6.92 

175 

168.08 

35.00 

58.83 

0.0200 

0.2263 

22.01 

120 

97.99 

40.00 

39.20 

0.0150 

0.2778 










































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 

Older Al 

uvium 

Older A! 

uvium 

Older Al 

uvium 

Older A! 

uvium 

Older Al 

uvium 

Older A! 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older A! 

uvium 

Older Al 

uvium 

Younger 

Alluvium 

Older Al 

uvium 

Older A! 

uvium 

Older Al 

uvium 

Younger Alluvium 

Younger Alluvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Younger 

Alluvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

22.01 

120 

97.99 

40.00 

39.20 

0.0150 

5.4371 

18.09 

120 

101.91 

40.00 

40.76 

0.0150 

0.3670 

15.72 

135 

119.28 

35.00 

41.75 

0.0150 

9.7198 

17.47 

120 

102.53 

40.00 

41.01 

0.0150 

4.0451 

17.47 

110 

92.53 

30.00 

27.76 

0.0150 

3.5534 

28.64 

120 

91.36 

40.00 

36.54 

0.0150 

1.8019 

10.42 

135 

124.58 

35.00 

43.60 

0.0150 

6.2375 

17.60 

120 

102.40 

40.00 

40.96 

0.0150 

8.9751 

17.60 

110 

92.40 

30.00 

27.72 

0.0150 

0.3083 

6.42 

120 

113.58 

40.00 

45.43 

0.0150 

1.6948 

4.84 

120 

115.16 

40.00 

46.07 

0.0150 

3.0603 

4.84 

110 

105.16 

40.00 

42.07 

0.0200 

6.3585 

17.41 

110 

92.59 

30.00 

27.78 

0.0150 

0.8349 

10.92 

120 

109.08 

40.00 

43.63 

0.0150 

7.0803 

10.92 

110 

99.08 

30.00 

29.72 

0.0150 

0.4713 

10.92 

110 

99.08 

30.00 

29.72 

0.0200 

0.0801 

4.80 

110 

105.20 

40.00 

42.08 

0.0200 

0.0940 

14.71 

120 

105.29 

40.00 

42.12 

0.0150 

3.4028 

7.81 

135 

127.19 

35.00 

44.51 

0.0150 

1.2413 

16.57 

135 

118.43 

35.00 

41.45 

0.0150 

0.0463 

15.01 

135 

119.99 

35.00 

42.00 

0.0150 

12.8381 

12.65 

135 

122.35 

35.00 

42.82 

0.0150 

0.1658 

11.87 

120 

108.13 

40.00 

43.25 

0.0150 

7.6127 

11.83 

135 

123.17 

35.00 

43.11 

0.0150 

5.9988 

6.92 

135 

128.08 

35.00 

44.83 

0.0150 

5.4706 

6.92 

175 

168.08 

35.00 

58.83 

0.0200 

0.6124 

24.51 

120 

95.49 

40.00 

38.20 

0.0150 

1.2148 

24.51 

120 

95.49 

40.00 

38.20 

0.0150 

4.3869 

66.01 

130 

63.99 

40.00 

25.60 

0.0150 

13.8515 

46.24 

120 

73.76 

40.00 

29.50 

0.0150 

2.2725 

64.66 

120 

55.34 

40.00 

22.14 

0.0150 

0.8536 

61.57 

120 

58.43 

40.00 

23.37 

0.0150 

1.5891 

19.86 

120 

100.14 

30.00 

30.04 

0.0150 

2.7959 

71.48 

130 

58.52 

40.00 

23.41 

0.0150 

3.0294 

71.48 

120 

48.52 

30.00 

14.56 

0.0150 

3.2984 

59.04 

130 

70.96 

40.00 

28.38 

0.0150 

2.1644 

17.11 

130 

112.89 

40.00 

45.16 

0.0150 

0.6337 

17.11 

130 

112.89 

40.00 

45.16 

0.0150 

0.6368 

17.11 

120 

102.89 

30.00 

30.87 

0.0150 

2.7131 

49.62 

120 

70.38 

40.00 

28.15 

0.0150 

2.4534 

73.70 

140 

66.30 

30.00 

19.89 

0.0150 

0.0633 

66.61 

130 

63.39 

40.00 

25.36 

0.0150 

7.5183 

31.74 

130 

98.26 

40.00 

39.30 

0.0150 

0.5184 

56.34 

130 

73.66 

40.00 

29.47 

0.0150 

6.3542 

57.40 

130 

72.60 

40.00 

29.04 

0.0150 

3.4706 

60.49 

120 

59.51 

30.00 

17.85 

0.0150 

4.1742 

32.07 

120 

87.93 

40.00 

35.17 

0.0150 

1.7126 

38.27 

120 

81.73 

40.00 

32.69 

0.0150 

3.3596 

74.27 

120 

45.73 

30.00 

13.72 

0.0150 

0.3603 

27.79 

120 

92.21 

40.00 

36.88 

0.0150 

1.9773 

27.79 

120 

92.21 

40.00 

36.88 

0.0150 

5.7153 

27.79 

110 

82.21 

30.00 

24.66 

0.0150 

0.0691 

57.30 

130 

72.70 

40.00 

29.08 

0.0150 

2.6512 

72.60 

130 

57.40 

40.00 

22.96 

0.0150 

1.0369 

59.50 

130 

70.50 

40.00 

28.20 

0.0150 

0.0049 







































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 

Census Code 

Itadiya 

0817000802257300 

Jakhron Ka Tala 

0817000802259900 

Janiyon Ki Beri 

0817000502174800 

Kaloo Ki Beri 

0817000802261000 

Kaprau 

0817000802244900 

Kartiya 

0817000802266400 

Kekar 

0817000802264200 

Kharader 

0817000802265900 

Kitnoriya 

0817000802259800 

Koliyana 

0817000502174700 

Konra 

0817000802252400 


Zone (Fresh 
/ Saline) 


11008080 


Kothe Ka Tala 


Kumbhoniyon Ka Tala 


Kundanpura 


Lomrodon Ka Tala 


Mandirwala 


Mandon Ki Beri 


Mate Ka Tala 


Meethi Nadi 


Mehrangadh 


Miyazal Ki Beri 


Nehron Ki Nari 


Ogala 


Ojiya 


Pabuberi 


Panoniyon Ki Dhani 


Panoriya 


Pawdon Ka Tala 


Phagloo Ka Tala 


Rabasar 


Ratanpura 


Rohila 


Sadram Ki Beri 


Sagarbao 


Sanwa 


Sarnon Ki Nari 


Sewron Ka Tala 


Sherpur 


Shobhala Darsan 


Shri Ramwala 


Sonri 


Soorpura 


Surte Ki Dhani 


Tajaniyon Ka Tala 


Tardon Ka Tala 


Ummed Nagar 


Veriya 


Abdul Raheem Ka Tala 


Aginshah Ki Dhani 


Ahsan Ka Tala 


0817000802245600 


0817000802258700 


0817000802261300 


0817000802260800 


0817000802258900 


0817000802260900 


0817000802250300 


0817000802259400 


0817000802252500 


0817000802266200 


0817000802256500 


0817000802265800 


0817000802259100 


0817000802266300 


0817000802245400 


0817000802268400 


0817000802259500 


0817000802260700 


0817000802258500 


0817000802252100 


0817000802264100 


0817000802259700 


0817000802268100 


0817000802259600 


0817000802260000 


0817000802245000 


0817000802265500 


0817000802261200 


0817000802258600 


0817000802264000 


0817000802252300 


0817000802259300 


0817000802245300 


0817000802256600 


0817000802252200 


0818000602314900 


0817000802258300 


0817000802258000 


0817000802261800 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

61.10 

130 

68.90 

40.00 

27.56 

0.0150 

9.1739 

49.87 

120 

70.13 

40.00 

28.05 

0.0150 

1.2751 

47.64 

120 

72.36 

40.00 

28.95 

0.0150 

3.4421 

49.49 

120 

70.51 

40.00 

28.21 

0.0150 

4.4642 

66.01 

120 

53.99 

30.00 

16.20 

0.0150 

0.2887 

42.26 

120 

77.74 

40.00 

31.09 

0.0150 

6.8919 

35.31 

120 

84.69 

40.00 

33.87 

0.0150 

11.5963 

22.12 

110 

87.88 

30.00 

26.36 

0.0150 

0.1014 

49.84 

120 

70.16 

40.00 

28.06 

0.0150 

5.0942 

49.28 

120 

70.72 

40.00 

28.29 

0.0150 

8.7557 

69.95 

130 

60.05 

40.00 

24.02 

0.0150 

8.0239 

69.95 

120 

50.05 

30.00 

15.01 

0.0150 

0.5007 

77.89 

140 

62.11 

30.00 

18.63 

0.0150 

0.0034 

55.78 

130 

74.22 

40.00 

29.69 

0.0150 

2.6054 

53.09 

130 

76.91 

40.00 

30.77 

0.0150 

1.3068 

49.43 

120 

70.57 

40.00 

28.23 

0.0150 

0.7915 

57.35 

130 

72.65 

40.00 

29.06 

0.0150 

5.2304 

49.55 

120 

70.45 

40.00 

28.18 

0.0150 

1.8508 

72.53 

120 

47.47 

30.00 

14.24 

0.0150 

2.1193 

55.03 

130 

74.97 

40.00 

29.99 

0.0150 

3.4879 

60.78 

130 

69.22 

40.00 

27.69 

0.0150 

0.3338 

33.58 

120 

86.42 

40.00 

34.57 

0.0150 

3.6231 

63.58 

120 

56.42 

40.00 

22.57 

0.0150 

0.0697 

22.67 

120 

97.33 

40.00 

38.93 

0.0150 

0.0133 

22.67 

110 

87.33 

30.00 

26.20 

0.0150 

0.2174 

57.70 

130 

72.30 

40.00 

28.92 

0.0150 

1.2630 

39.97 

120 

80.04 

40.00 

32.01 

0.0150 

5.8326 

69.10 

120 

50.90 

30.00 

15.27 

0.0150 

4.8274 

9.28 

120 

110.72 

30.00 

33.22 

0.0150 

0.5524 

54.39 

130 

75.61 

40.00 

30.24 

0.0150 

4.3742 

49.47 

120 

70.53 

40.00 

28.21 

0.0150 

0.1093 

59.67 

130 

70.33 

40.00 

28.13 

0.0150 

4.2508 

72.59 

130 

57.41 

40.00 

22.97 

0.0150 

0.9054 

72.59 

120 

47.41 

30.00 

14.22 

0.0150 

1.4719 

47.00 

120 

73.01 

40.00 

29.20 

0.0150 

6.3289 

52.60 

130 

77.40 

40.00 

30.96 

0.0150 

0.8614 

26.28 

130 

103.72 

40.00 

41.49 

0.0150 

0.7566 

56.04 

130 

73.96 

40.00 

29.59 

0.0150 

10.6304 

51.86 

120 

68.14 

40.00 

27.26 

0.0150 

1.5590 

55.74 

130 

74.26 

40.00 

29.70 

0.0150 

0.6439 

55.74 

120 

64.26 

30.00 

19.28 

0.0150 

1.3694 

23.63 

120 

96.37 

40.00 

38.55 

0.0150 

4.6895 

50.03 

120 

69.97 

40.00 

27.99 

0.0150 

15.3519 

57.40 

130 

72.60 

40.00 

29.04 

0.0150 

2.5655 

46.85 

120 

73.15 

40.00 

29.26 

0.0150 

12.4458 

64.79 

130 

65.21 

40.00 

26.08 

0.0150 

4.5602 

55.66 

130 

74.34 

40.00 

29.74 

0.0150 

3.0065 

71.78 

120 

48.22 

30.00 

14.47 

0.0150 

2.2673 

58.28 

120 

61.72 

40.00 

24.69 

0.0150 

1.4338 

67.72 

130 

62.28 

40.00 

24.91 

0.0150 

0.5652 

14.66 

135 

120.34 

35.00 

42.12 

0.0150 

0.2593 

14.66 

135 

120.34 

35.00 

42.12 

0.0150 

0.3349 

63.22 

130 

66.78 

40.00 

26.71 

0.0150 

0.3455 

72.04 

130 

57.96 

40.00 

23.19 

0.0150 

2.9760 

55.73 

130 

74.27 

40.00 

29.71 

0.0150 

3.9313 






































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 

Census Code 

Ali Ki Dhani 

0817000802251600 

Badha 

0817000802266700 

Bamarlader 

0817000802263400 

Bawri Kalan 

0817000802251900 

Beejasar 

0817000802257700 

Beendoniyon Ki Dhani 

0817000802250600 

Beesasar 

0817000802262800 

Bhanwar 

0817000802267000 

Bhara Gulmohmmad 

0817000802251700 


Zone (Fresh 
/ Saline) 


Bhilon Ka Tala 


Buran Ka Tala 


Cheetradi 


Dhemba 


Fakiron Ka Niwan 


Fitkariya 


Gohar Ka Tala 


Gumane Ka Tala 


Harpaliya 


Hemawas 


Husain Ka Tala 


Jaleela 


Janpaliya 


Jharpa 


Khari 


Krishan Ka Tala 


Lakrasar 


Manjhi Ka Tala 


Meethe Ka Tala 


Miyen Ka Tala 


Nawatala Jaitmalan 


Pancharla 


Pandhi Ka Niwan 


Panoriya 


Phagliya 


Poonjasar 


Rodiyon Ka Tala 


Sadram Ki Beri 


Salriya 


Samon Ki Dhani 


Sanwa 


Sanwlasi 


Sarla 


Saroope Ka Tala 


Sayed Mozali Ka Tala 


Serwa 


Sinhaniya 


Sinhar 


Talsar 


0817000802251200 


0817000802262600 


0817000802258400 


0817000802268300 


0817000802261700 


0817000802267100 


0817000802262000 


0817000802258100 


0817000802251400 


0817000802263300 


0817000802269000 


0817000802263200 


0817000802262500 


0817000802262700 


0817000802267700 


0817000802268800 


0817000802262200 


0817000802267800 


0817000802261400 


0817000802257600 


0817000802257800 


0817000802251500 


0817000802269100 


0817000802267200 


0817000802268400 


0817000802268000 


0817000802261900 


0817000802251800 


0817000802259700 


0817000802261500 


0817000802263700 


0817000802259600 


0817000802268900 


0817000802263100 


0817000802257900 


0817000802258200 


0817000802263500 


0817000802267900 


0817000802261600 


0817000802262100 


21.18 Fresh 


31.91 Fresh 


13.22 Fresh 


10.80 Fresh 


23.75 Fresh 


26.84 Fresh 


32.40 Fresh 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

67.58 

120 

52.42 

30.00 

15.72 

0.0150 

0.1938 

28.42 

120 

91.58 

40.00 

36.63 

0.0150 

7.2630 

35.88 

130 

94.12 

40.00 

37.65 

0.0150 

16.0913 

75.91 

120 

44.09 

30.00 

13.23 

0.0150 

0.0188 

73.03 

130 

56.97 

40.00 

22.79 

0.0150 

12.1088 

68.73 

120 

51.27 

30.00 

15.38 

0.0150 

0.0388 

51.40 

130 

78.60 

40.00 

31.44 

0.0150 

6.6216 

30.33 

130 

99.68 

40.00 

39.87 

0.0150 

6.8684 

70.71 

130 

59.29 

40.00 

23.72 

0.0150 

0.8856 

70.71 

120 

49.29 

30.00 

14.79 

0.0150 

1.5612 

70.74 

130 

59.26 

40.00 

23.70 

0.0150 

0.4324 

55.02 

130 

74.98 

40.00 

29.99 

0.0150 

2.8746 

59.04 

130 

70.96 

40.00 

28.38 

0.0150 

5.7035 

17.11 

130 

112.89 

40.00 

45.16 

0.0150 

0.0697 

52.34 

130 

77.66 

40.00 

31.07 

0.0150 

20.2680 

29.49 

130 

100.51 

40.00 

40.20 

0.0150 

3.6980 

57.41 

130 

72.59 

40.00 

29.04 

0.0150 

1.7942 

69.17 

130 

60.83 

40.00 

24.33 

0.0150 

6.2237 

70.10 

130 

59.90 

40.00 

23.96 

0.0150 

6.5873 

70.10 

120 

49.90 

30.00 

14.97 

0.0150 

2.3406 

38.25 

130 

91.75 

40.00 

36.70 

0.0150 

13.6298 

8.22 

130 

121.78 

40.00 

48.71 

0.0150 

6.3238 

46.94 

130 

83.06 

40.00 

33.22 

0.0150 

2.2912 

59.04 

130 

70.96 

40.00 

28.39 

0.0150 

5.4867 

56.75 

130 

73.25 

40.00 

29.30 

0.0150 

0.2497 

27.46 

130 

102.54 

40.00 

41.02 

0.0150 

2.4103 

4.83 

130 

125.17 

40.00 

50.07 

0.0150 

0.0883 

4.83 

130 

125.17 

40.00 

50.07 

0.0150 

0.0106 

70.24 

130 

59.76 

40.00 

23.90 

0.0150 

0.2367 

20.64 

130 

109.36 

40.00 

43.75 

0.0150 

0.3233 

53.30 

130 

76.70 

40.00 

30.68 

0.0150 

3.1860 

69.93 

130 

60.07 

40.00 

24.03 

0.0150 

0.0260 

72.51 

130 

57.49 

40.00 

23.00 

0.0150 

0.4996 

66.20 

120 

53.80 

30.00 

16.14 

0.0150 

1.6935 

7.21 

130 

122.79 

40.00 

49.12 

0.0150 

3.5338 

34.51 

130 

95.49 

40.00 

38.20 

0.0150 

4.6926 

9.28 

130 

120.72 

40.00 

48.29 

0.0150 

1.0513 

9.28 

130 

120.72 

40.00 

48.29 

0.0150 

1.2759 

18.87 

130 

111.13 

40.00 

44.45 

0.0150 

9.3284 

57.17 

130 

72.83 

40.00 

29.13 

0.0150 

17.0509 

76.54 

130 

53.46 

40.00 

21.38 

0.0150 

1.3526 

76.54 

120 

43.46 

30.00 

13.04 

0.0150 

0.3273 

52.60 

130 

77.40 

40.00 

30.96 

0.0150 

0.1060 

46.31 

130 

83.69 

40.00 

33.48 

0.0150 

12.6103 

46.39 

130 

83.61 

40.00 

33.44 

0.0150 

0.0096 

56.04 

130 

73.96 

40.00 

29.59 

0.0150 

0.0264 

4.91 

130 

125.09 

40.00 

50.03 

0.0150 

0.4459 

4.91 

130 

125.09 

40.00 

50.03 

0.0150 

3.9828 

41.74 

130 

88.26 

40.00 

35.31 

0.0150 

1.4581 

72.93 

130 

57.07 

40.00 

22.83 

0.0150 

0.8360 

69.99 

130 

60.01 

40.00 

24.00 

0.0150 

4.4389 

53.06 

130 

76.94 

40.00 

30.78 

0.0150 

0.4191 

26.06 

130 

103.94 

40.00 

41.57 

0.0150 

13.2993 

45.81 

130 

84.19 

40.00 

33.67 

0.0150 

13.5587 

64.21 

130 

65.79 

40.00 

26.32 

0.0150 

7.3859 






























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


11008081 


Village Name 

Census Code 

Vasiya Ka Tala 

0817000802262400 

Aakal 

0817000802265600 


Zone (Fresh 
/ Saline) 


23.17 Fresh 


21.99 Fresh 


Aakora 


Adarsh Nagar 


Aidan Ki Dhani 


Alamsar 


Ambedkar Nagar 


Ami Mohammad Shahki Basti 


Amirgarh 


Antiya 


Azad Nagar 


Bachhonion Ki Dhani 


Bamarla 


Bamnor Ameershah 


Bamnor Bhanwarshah 


Banda Bera 


Baotalai 


Barsal Ki Beri 


Bhaduoy Ka Tala 


Bhagbhare Ki Beri 


Bhakhar Pura 


Bharon Ka Tala 


Bharthe Ki Beri 


Bhawanipura 


Bhilonwala 


Bhojawas 


Bhooniya 


Birdon Ka Tala 


Bisaraniya 


Bool 


Borla Jatan 


Budiyon Ka Tala 


Chalkana 


Champa Beri 


Cheetradi 


Chimnasar 


Chohtan 


Chuli Doongri 


Darjion Ka Tala 


Deluon Wala 


Deopura 


Devaniyon Ka Tala 


Dhakon Ka Tala 


Dheerasar 


Dhok 


0817000802240800 


0817000802244200 


0817000802245900 


0817000802257100 


0817000802254800 


0817000802255100 


0817000802255400 


0817000802244600 


0817000802244100 


0817000802243500 


0817000802264400 


0817000802255000 


0817000802255200 


0817000802255500 


0817000802264900 


0818000602314000 


0817000802252800 


0817000502175000 


0817000802239900 


0817000802260300 


0817000502175200 


0817000802265100 


0817000802256400 


0817000802256800 


0817000802260400 


0817000802256700 


0817000802256300 


0817000502175100 


0817000802265700 


0817000802253400 


0817000802265200 


0817000802265300 


0817000802268300 


0817000802253000 


0817000802240100 


0817000802239700 


0817000802245700 


0817000802256200 


0817000802239400 


0817000802244800 


0817000802260100 


0817000802243800 


0817000802245200 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Command 


Command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

63.39 

130 

66.61 

40.00 

26.64 

0.0150 

0.0452 

24.51 

120 

95.49 

40.00 

38.20 

0.0150 

2.1277 

24.51 

120 

95.49 

40.00 

38.20 

0.0150 

2.3152 

24.51 

110 

85.49 

30.00 

25.65 

0.0150 

1.5445 

24.51 

110 

85.49 

30.00 

25.65 

0.0150 

0.1707 

34.22 

120 

85.78 

40.00 

34.31 

0.0150 

5.4138 

46.29 

130 

83.71 

40.00 

33.48 

0.0150 

2.8991 

77.96 

140 

62.04 

30.00 

18.61 

0.0150 

0.9497 

66.01 

130 

63.99 

40.00 

25.60 

0.0150 

8.7666 

62.85 

120 

57.15 

40.00 

22.86 

0.0150 

0.1094 

59.97 

120 

60.03 

40.00 

24.01 

0.0150 

0.8472 

58.43 

120 

61.57 

40.00 

24.63 

0.0150 

3.3939 

48.03 

130 

81.97 

40.00 

32.79 

0.0150 

0.0752 

48.03 

120 

71.97 

30.00 

21.59 

0.0150 

5.3226 

61.30 

130 

68.70 

40.00 

27.48 

0.0150 

1.9220 

63.66 

120 

56.34 

40.00 

22.54 

0.0150 

0.0142 

21.57 

120 

98.43 

40.00 

39.37 

0.0150 

0.5094 

21.57 

120 

98.43 

40.00 

39.37 

0.0150 

0.9722 

53.26 

120 

66.74 

40.00 

26.70 

0.0150 

0.5642 

66.53 

120 

53.47 

40.00 

21.39 

0.0150 

3.0909 

52.90 

120 

67.10 

40.00 

26.84 

0.0150 

0.1859 

21.61 

120 

98.39 

40.00 

39.36 

0.0150 

0.5482 

21.61 

110 

88.39 

30.00 

26.52 

0.0150 

0.3623 

13.70 

135 

121.30 

35.00 

42.45 

0.0150 

0.4796 

45.49 

130 

84.51 

40.00 

33.80 

0.0150 

4.5927 

45.71 

120 

74.29 

40.00 

29.72 

0.0150 

5.7555 

27.43 

120 

92.57 

30.00 

27.77 

0.0150 

2.7340 

50.46 

120 

69.54 

40.00 

27.81 

0.0150 

1.8075 

36.58 

120 

83.42 

40.00 

33.37 

0.0150 

1.8037 

21.34 

110 

88.66 

30.00 

26.60 

0.0150 

0.7495 

65.33 

120 

54.67 

40.00 

21.87 

0.0150 

2.1433 

64.66 

120 

55.34 

40.00 

22.14 

0.0150 

2.5518 

48.58 

120 

71.42 

40.00 

28.57 

0.0150 

1.1013 

61.57 

120 

58.43 

40.00 

23.37 

0.0150 

2.1002 

66.35 

120 

53.65 

40.00 

21.46 

0.0150 

6.1222 

43.94 

120 

76.06 

40.00 

30.43 

0.0150 

11.4861 

22.58 

110 

87.42 

30.00 

26.23 

0.0150 

5.8803 

69.43 

120 

50.57 

40.00 

20.23 

0.0150 

1.3640 

21.42 

120 

98.58 

40.00 

39.43 

0.0150 

0.0083 

21.42 

110 

88.58 

30.00 

26.57 

0.0150 

1.8375 

21.59 

120 

98.41 

40.00 

39.37 

0.0150 

2.1693 

21.59 

120 

98.41 

40.00 

39.37 

0.0150 

0.4459 

21.59 

110 

88.41 

30.00 

26.52 

0.0150 

0.2209 

17.11 

120 

102.89 

30.00 

30.87 

0.0150 

0.0278 

50.53 

130 

79.47 

40.00 

31.79 

0.0150 

5.9618 

44.60 

120 

75.40 

30.00 

22.62 

0.0150 

10.3468 

40.57 

120 

79.43 

30.00 

23.83 

0.0150 

4.3903 

73.70 

140 

66.30 

30.00 

19.89 

0.0150 

1.7689 

64.89 

120 

55.11 

40.00 

22.04 

0.0150 

2.8740 

63.79 

120 

56.21 

30.00 

16.86 

0.0150 

1.4658 

31.74 

130 

98.26 

40.00 

39.30 

0.0150 

3.9903 

31.74 

120 

88.26 

30.00 

26.48 

0.0150 

2.1692 

51.31 

120 

68.69 

40.00 

27.48 

0.0150 

2.8278 

34.36 

130 

95.64 

40.00 

38.26 

0.0150 

7.0885 

60.49 

120 

59.51 

30.00 

17.85 

0.0150 

14.9847 



















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 

Census Code 

Doogri 

0818000602313400 

Doothwa 

0818000602314200 

Dudhadiyon Ka Tala 

0817000802244300 


Zone (Fresh 
/ Saline) 


Dudhwa Khurd 


Gandhi Nagar 


Gangala 


Ganganiyon Ki Dhani 


Gorsiyon Ka Tala 


Hardanpura 


Harpuniyon Wala 


Hironion Ka Tala 


Indrawas 


Ishwarpura 


Isrol 


Jakhron Ka Tala 


Jakhronwala 


Jal Beri 


Jalberi 


Janiyon Ki Beri 


Jato Ki Dhani 


Jaton Ki Basti 


Jethmalpura 


Joona Lakhwara 


K.R.Bandha Kua 


Kabooli 


Kairnada 


Kaloo Ki Beri 


Kaprau 


Kayam Ka Tala 


Kekar 


Khairaj Ka Tala 


Khamrai 


Kharader 


Kharawala 


Khari 


Khariya Rathoran 


Konra 


Kumbharon Ki Beri 


Lachhiye Ka Tala 


Lakhwara 


Leelsar Dakhnad 


Lomrodon Ka Tala 


Madhopura 


Mahendrapura 


0817000802240400 


0817000702232700 


0817000702232400 


0817000702231600 


0817000802244700 


0817000802255800 


0817000802253300 


0817000802256100 


0817000702232500 


0817000802245100 


0817000802243400 


0817000702232600 


0817000802259900 


0817000802255900 


0817000502174500 


0818000602313500 


0817000502174800 


0817000802239800 


0817000802243900 


0817000802240600 


0817000802244400 


0818000602314600 


0817000502193100 


0817000802240000 


0817000802261000 


0817000802244900 


0817000802260600 


0817000802264200 


0817000802252600 


0818000602313300 


0817000802265900 


0817000802252900 


0817000502175500 


0817000702233000 


0817000802252400 


0817000502176200 


0817000802260200 


0817000802244500 


0817000802253500 


0817000802260800 


0818000602314700 


0817000802240500 


Type of Area 
(Command / Non¬ 
command) 


Command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

21.65 

135 

113.35 

35.00 

39.67 

0.0150 

14.7624 

10.55 

135 

124.45 

35.00 

43.56 

0.0150 

4.0167 

41.93 

130 

88.07 

40.00 

35.23 

0.0150 

6.7779 

41.93 

120 

78.07 

30.00 

23.42 

0.0150 

0.3552 

50.07 

120 

69.93 

40.00 

27.97 

0.0150 

4.7311 

50.07 

140 

89.93 

30.00 

26.98 

0.0150 

0.4460 

62.58 

140 

77.42 

30.00 

23.23 

0.0150 

0.0205 

67.51 

120 

52.49 

40.00 

21.00 

0.0150 

0.3700 

67.51 

140 

72.49 

30.00 

21.75 

0.0150 

6.1553 

35.07 

120 

84.93 

40.00 

33.97 

0.0150 

0.4518 

35.07 

140 

104.93 

30.00 

31.48 

0.0150 

0.0038 

34.86 

130 

95.14 

40.00 

38.05 

0.0150 

3.4225 

34.86 

120 

85.14 

30.00 

25.54 

0.0150 

0.5546 

62.62 

120 

57.38 

40.00 

22.95 

0.0150 

1.7259 

59.14 

120 

60.86 

40.00 

24.35 

0.0150 

2.5999 

65.67 

120 

54.33 

40.00 

21.73 

0.0150 

3.6946 

49.04 

120 

70.96 

40.00 

28.38 

0.0150 

0.0028 

49.04 

140 

90.96 

30.00 

27.29 

0.0150 

0.4568 

61.75 

120 

58.25 

30.00 

17.48 

0.0150 

1.1618 

32.40 

120 

87.60 

40.00 

35.04 

0.0150 

2.2010 

55.00 

140 

85.00 

30.00 

25.50 

0.0150 

0.7539 

49.87 

120 

70.13 

40.00 

28.05 

0.0150 

0.5520 

63.41 

120 

56.59 

40.00 

22.64 

0.0150 

2.6778 

46.56 

120 

73.44 

40.00 

29.38 

0.0150 

4.5969 

22.70 

135 

112.30 

35.00 

39.30 

0.0150 

6.3513 

47.64 

120 

72.36 

40.00 

28.95 

0.0150 

5.0624 

33.08 

120 

86.92 

30.00 

26.08 

0.0150 

2.5330 

33.07 

130 

96.93 

40.00 

38.77 

0.0150 

8.0423 

31.89 

120 

88.11 

40.00 

35.25 

0.0150 

6.2722 

31.89 

140 

108.11 

30.00 

32.43 

0.0150 

0.0059 

46.71 

130 

83.29 

40.00 

33.32 

0.0150 

0.9722 

46.71 

120 

73.29 

30.00 

21.99 

0.0150 

3.3584 

12.58 

135 

122.42 

35.00 

42.85 

0.0150 

2.7878 

18.87 

120 

101.13 

40.00 

40.45 

0.0150 

0.6443 

18.87 

120 

101.13 

40.00 

40.45 

0.0150 

0.4801 

27.96 

120 

92.04 

30.00 

27.61 

0.0150 

2.3987 

49.49 

120 

70.51 

40.00 

28.21 

0.0150 

2.7109 

66.01 

120 

53.99 

30.00 

16.20 

0.0150 

3.9485 

49.54 

120 

70.46 

40.00 

28.18 

0.0150 

1.0799 

35.31 

120 

84.69 

40.00 

33.87 

0.0150 

15.9165 

35.52 

130 

94.48 

40.00 

37.79 

0.0150 

6.4192 

21.92 

135 

113.08 

35.00 

39.58 

0.0150 

2.2691 

21.92 

135 

113.08 

35.00 

39.58 

0.0150 

0.6241 

22.12 

110 

87.88 

30.00 

26.36 

0.0150 

0.2234 

58.97 

130 

71.03 

40.00 

28.41 

0.0150 

6.1760 

22.01 

120 

97.99 

40.00 

39.20 

0.0150 

3.1752 

62.19 

140 

77.81 

30.00 

23.34 

0.0150 

5.0238 

69.95 

130 

60.05 

40.00 

24.02 

0.0150 

0.1401 

48.21 

120 

71.79 

40.00 

28.72 

0.0150 

0.0049 

50.82 

120 

69.18 

40.00 

27.67 

0.0150 

2.7594 

44.06 

130 

85.94 

40.00 

34.38 

0.0150 

4.2938 

75.74 

120 

44.26 

40.00 

17.70 

0.0150 

0.0011 

49.43 

120 

70.57 

40.00 

28.23 

0.0150 

0.0234 

10.29 

135 

124.71 

35.00 

43.65 

0.0150 

0.0130 

47.08 

120 

72.92 

40.00 

29.17 

0.0150 

8.7705 





















































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Rhyolite 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

47.08 

140 

92.92 

30.00 

27.88 

0.0150 

1.1097 

68.73 

140 

71.27 

30.00 

21.38 

0.0150 

1.5906 

54.35 

130 

75.65 

40.00 

30.26 

0.0150 

0.0196 

54.35 

120 

65.65 

30.00 

19.70 

0.0150 

2.7633 

61.44 

120 

58.56 

40.00 

23.42 

0.0150 

2.4653 

28.64 

120 

91.36 

40.00 

36.54 

0.0150 

4.8780 

48.31 

120 

71.69 

30.00 

21.51 

0.0150 

6.8630 

46.08 

120 

73.92 

40.00 

29.57 

0.0150 

6.2513 

60.78 

130 

69.22 

40.00 

27.69 

0.0150 

3.4741 

61.55 

120 

58.45 

40.00 

23.38 

0.0150 

1.7968 

30.87 

120 

89.13 

40.00 

35.65 

0.0150 

3.2399 

30.87 

100 

69.13 

5.00 

3.46 

0.0015 

0.0005 

57.65 

120 

62.35 

40.00 

24.94 

0.0150 

3.5442 

29.81 

120 

90.19 

40.00 

36.07 

0.0150 

6.1957 

63.58 

120 

56.42 

40.00 

22.57 

0.0150 

2.8758 

38.00 

130 

92.00 

40.00 

36.80 

0.0150 

7.0517 

66.95 

140 

73.05 

30.00 

21.92 

0.0150 

2.6136 

64.88 

130 

65.12 

40.00 

26.05 

0.0150 

3.3774 

22.67 

120 

97.33 

40.00 

38.93 

0.0150 

0.0012 

22.67 

110 

87.33 

30.00 

26.20 

0.0150 

4.0552 

7.24 

135 

127.76 

35.00 

44.72 

0.0150 

0.5125 

61.20 

120 

58.80 

30.00 

17.64 

0.0150 

2.0225 

56.79 

120 

63.21 

40.00 

25.28 

0.0150 

0.8785 

21.95 

120 

98.05 

40.00 

39.22 

0.0150 

0.9014 

21.95 

120 

98.05 

40.00 

39.22 

0.0150 

3.8385 

49.47 

120 

70.53 

40.00 

28.21 

0.0150 

0.8777 

56.86 

120 

63.14 

40.00 

25.26 

0.0150 

1.4415 

36.13 

130 

93.87 

40.00 

37.55 

0.0150 

6.8489 

72.10 

140 

67.90 

30.00 

20.37 

0.0150 

0.4630 

28.77 

120 

91.23 

40.00 

36.49 

0.0150 

1.2738 

46.04 

120 

73.96 

40.00 

29.58 

0.0150 

4.2720 

50.18 

120 

69.82 

40.00 

27.93 

0.0150 

1.1117 

50.18 

140 

89.82 

30.00 

26.95 

0.0150 

0.8267 

45.89 

120 

74.11 

40.00 

29.64 

0.0150 

0.2106 

47.00 

120 

73.01 

40.00 

29.20 

0.0150 

4.7035 

64.18 

130 

65.83 

40.00 

26.33 

0.0150 

1.8445 

61.40 

120 

58.60 

40.00 

23.44 

0.0150 

1.4985 

51.56 

120 

68.44 

40.00 

27.38 

0.0150 

2.3048 

51.56 

140 

88.44 

30.00 

26.53 

0.0150 

3.1283 

51.86 

120 

68.14 

40.00 

27.26 

0.0150 

2.4290 

65.33 

130 

64.67 

40.00 

25.87 

0.0150 

3.2337 

55.74 

130 

74.26 

40.00 

29.70 

0.0150 

0.2606 

55.74 

120 

64.26 

30.00 

19.28 

0.0150 

1.5568 

23.63 

120 

96.37 

40.00 

38.55 

0.0150 

6.2592 

23.63 

120 

96.37 

40.00 

38.55 

0.0150 

6.3985 

23.63 

110 

86.37 

30.00 

25.91 

0.0150 

4.0673 

60.11 

120 

59.89 

40.00 

23.95 

0.0150 

2.8324 

23.08 

120 

96.93 

40.00 

38.77 

0.0150 

2.3977 

61.67 

120 

58.33 

40.00 

23.33 

0.0150 

0.1539 

61.67 

140 

78.33 

30.00 

23.50 

0.0150 

1.1721 

21.29 

120 

98.71 

40.00 

39.49 

0.0150 

0.0097 

21.29 

110 

88.71 

30.00 

26.61 

0.0150 

1.0813 

48.85 

120 

71.15 

40.00 

28.46 

0.0150 

0.3291 

71.78 

120 

48.22 

30.00 

14.47 

0.0150 

0.3068 

7.07 

135 

127.93 

35.00 

44.78 

0.0150 

0.0000 













































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


11008082 


Village Name 

Census Code 

Tardon Ka Tala 

0817000802256600 

Teja Ki Dhani 

0817000502174300 

Tembi 

0818000602314300 

Ummed Nagar 

0817000802252200 

Uparla 

0817000802240200 


Zone (Fresh 
/ Saline) 


Vishnoiyon Ka Tala 


Abdul Raheem Ka Tala 


Ahsan Ka Tala 


Alisaron Ki Basti 


Aloo Ka Tala 


Badha 


Bamarlader 


Bandhniya 


Bawri Kalan 


Beejasar 


Bhanwar 


Bhanwariya 


Booth Rathoran 


Borla 


Buran Ka Tala 


Cheetradi 


Chicharasar 


Deedawa 


Gangasara 


Gangasariya 


Gohar Ka Tala 


Gora 


Hemawas 


Ibre Ka Tala 


Itada 


Itadiya 


Kalji Ki Beri 


Khari 


Khejariyali 


Kitnoriya 


Kundanpura 


Madawao 


Manjhi Ka Tala 


Mate Ka Tala 


Meethe Ka Tala 


Pancharla 


0817000702232000 


0817000802258300 


0817000802261800 


0817000802263600 


0817000802266800 


0817000802266700 


0817000802263400 


0817000802266500 


0817000802251900 


0817000802257700 


0817000802267000 


0817000802270200 


0817000802252000 


0817000802270500 


0817000802258400 


0817000802268300 


0817000802263900 


0817000802268600 


0817000802266600 


0817000802270300 


0817000802268700 


0817000802258100 


0817000802266000 


0817000802269000 


0817000802257500 


0817000802257400 


0817000802257300 


0818000602315100 


0817000802268800 


0818000602316300 


0817000802259800 


0817000802261300 


0817000802268500 


0817000802261400 


0817000802250300 


0817000802257600 


0817000802269100 


Saline 


13.86 Fresh 


8.28 Saline 


22.04 Fresh 


11.21 Fresh 


Saline 


14.48 Fresh 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Command 


Command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Command 


Command 


Command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

58.28 

120 

61.72 

40.00 

24.69 

0.0150 

2.9513 

52.00 

120 

68.00 

40.00 

27.20 

0.0150 

6.6338 

8.65 

135 

126.35 

35.00 

44.22 

0.0150 

0.0038 

67.72 

130 

62.28 

40.00 

24.91 

0.0150 

0.0848 

43.61 

130 

86.39 

40.00 

34.56 

0.0150 

0.0228 

43.61 

120 

76.39 

30.00 

22.92 

0.0150 

7.2139 

20.26 

120 

99.74 

40.00 

39.90 

0.0150 

0.5546 

63.22 

130 

66.78 

40.00 

26.71 

0.0150 

3.9810 

55.73 

130 

74.27 

40.00 

29.71 

0.0150 

2.2089 

52.91 

130 

77.09 

40.00 

30.83 

0.0150 

2.9958 

40.60 

130 

89.40 

40.00 

35.76 

0.0150 

12.5897 

28.42 

120 

91.58 

40.00 

36.63 

0.0150 

10.0001 

35.88 

130 

94.12 

40.00 

37.65 

0.0150 

1.7225 

46.24 

120 

73.76 

40.00 

29.50 

0.0150 

3.1405 

75.91 

130 

54.09 

40.00 

21.64 

0.0150 

1.7501 

75.91 

120 

44.09 

30.00 

13.23 

0.0150 

2.7189 

73.03 

130 

56.97 

40.00 

22.79 

0.0150 

1.7712 

30.33 

130 

99.68 

40.00 

39.87 

0.0150 

2.8120 

5.50 

120 

114.50 

30.00 

34.35 

0.0150 

0.0547 

71.48 

130 

58.52 

40.00 

23.41 

0.0150 

0.3764 

71.48 

120 

48.52 

30.00 

14.56 

0.0150 

5.3603 

6.49 

120 

113.51 

30.00 

34.05 

0.0150 

0.1487 

59.04 

130 

70.96 

40.00 

28.38 

0.0150 

14.6069 

17.11 

130 

112.89 

40.00 

45.16 

0.0150 

4.2439 

17.11 

130 

112.89 

40.00 

45.16 

0.0150 

5.1692 

17.11 

120 

102.89 

30.00 

30.87 

0.0150 

0.5392 

47.89 

130 

82.11 

40.00 

32.84 

0.0150 

6.8291 

5.34 

120 

114.66 

30.00 

34.40 

0.0150 

4.2718 

38.27 

120 

81.73 

40.00 

32.69 

0.0150 

7.4494 

5.42 

130 

124.58 

40.00 

49.83 

0.0150 

0.4384 

5.42 

120 

114.58 

30.00 

34.37 

0.0150 

0.3026 

4.71 

130 

125.29 

40.00 

50.11 

0.0150 

0.2633 

4.71 

130 

125.29 

40.00 

50.11 

0.0150 

0.2632 

4.71 

120 

115.29 

30.00 

34.59 

0.0150 

7.1487 

69.17 

130 

60.83 

40.00 

24.33 

0.0150 

4.1824 

27.79 

120 

92.21 

40.00 

36.88 

0.0150 

1.8858 

8.22 

130 

121.78 

40.00 

48.71 

0.0150 

1.4713 

72.60 

130 

57.40 

40.00 

22.96 

0.0150 

4.6631 

72.60 

120 

47.40 

30.00 

14.22 

0.0150 

0.0101 

59.50 

130 

70.50 

40.00 

28.20 

0.0150 

8.7560 

61.10 

130 

68.90 

40.00 

27.56 

0.0150 

2.3910 

13.68 

135 

121.32 

35.00 

42.46 

0.0150 

0.0258 

4.83 

130 

125.17 

40.00 

50.07 

0.0150 

1.8065 

4.83 

130 

125.17 

40.00 

50.07 

0.0150 

1.6099 

4.83 

120 

115.17 

30.00 

34.55 

0.0150 

0.4916 

6.41 

135 

128.59 

35.00 

45.01 

0.0150 

10.4399 

6.41 

135 

128.59 

35.00 

45.01 

0.0150 

0.0516 

49.84 

120 

70.16 

40.00 

28.06 

0.0150 

0.0140 

53.09 

130 

76.91 

40.00 

30.77 

0.0150 

4.9518 

7.63 

130 

122.37 

40.00 

48.95 

0.0150 

0.0767 

7.63 

120 

112.37 

30.00 

33.71 

0.0150 

4.2751 

53.30 

130 

76.70 

40.00 

30.68 

0.0150 

2.2999 

72.53 

120 

47.47 

30.00 

14.24 

0.0150 

2.1479 

69.93 

130 

60.07 

40.00 

24.03 

0.0150 

5.9707 

7.21 

130 

122.79 

40.00 

49.12 

0.0150 

0.0001 












































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

7.21 

130 

122.79 

40.00 

49.12 

0.0150 

0.0026 

69.10 

120 

50.90 

30.00 

15.27 

0.0150 

0.0141 

9.28 

130 

120.72 

40.00 

48.29 

0.0150 

4.2930 

9.28 

130 

120.72 

40.00 

48.29 

0.0150 

0.1918 

9.28 

120 

110.72 

30.00 

33.22 

0.0150 

0.6955 

37.22 

130 

92.78 

40.00 

37.11 

0.0150 

4.0797 

18.87 

130 

111.13 

40.00 

44.45 

0.0150 

12.5377 

74.29 

120 

45.71 

30.00 

13.71 

0.0150 

1.9625 

59.67 

130 

70.33 

40.00 

28.13 

0.0150 

19.0418 

8.76 

135 

126.24 

35.00 

44.18 

0.0150 

0.1787 

76.54 

130 

53.46 

40.00 

21.38 

0.0150 

2.7821 

76.54 

120 

43.46 

30.00 

13.04 

0.0150 

0.0702 

52.60 

130 

77.40 

40.00 

30.96 

0.0150 

10.1692 

26.28 

130 

103.72 

40.00 

41.49 

0.0150 

6.7520 

46.31 

130 

83.69 

40.00 

33.48 

0.0150 

2.2220 

47.54 

130 

82.46 

40.00 

32.98 

0.0150 

5.2402 

46.39 

130 

83.61 

40.00 

33.44 

0.0150 

10.4157 

56.04 

130 

73.96 

40.00 

29.59 

0.0150 

7.1129 

4.91 

130 

125.09 

40.00 

50.03 

0.0150 

0.0032 

4.91 

130 

125.09 

40.00 

50.03 

0.0150 

1.4135 

69.99 

130 

60.01 

40.00 

24.00 

0.0150 

0.3212 

53.06 

130 

76.94 

40.00 

30.78 

0.0150 

4.5670 

50.03 

120 

69.97 

40.00 

27.99 

0.0150 

3.2676 

57.40 

130 

72.60 

40.00 

29.04 

0.0150 

0.1045 

46.85 

120 

73.15 

40.00 

29.26 

0.0150 

2.5438 

75.41 

120 

44.59 

30.00 

13.38 

0.0150 

0.5983 

64.21 

130 

65.79 

40.00 

26.32 

0.0150 

1.5881 

4.50 

130 

125.50 

40.00 

50.20 

0.0150 

2.5564 

4.50 

130 

125.50 

40.00 

50.20 

0.0150 

0.1557 

4.50 

120 

115.50 

30.00 

34.65 

0.0150 

3.4906 

72.04 

130 

57.96 

40.00 

23.19 

0.0150 

2.2957 

5.22 

130 

124.78 

40.00 

49.91 

0.0150 

1.4272 

8.38 

130 

121.62 

40.00 

48.65 

0.0150 

0.0070 

8.38 

130 

121.62 

40.00 

48.65 

0.0150 

19.0088 

9.45 

130 

120.55 

40.00 

48.22 

0.0150 

5.6621 

9.45 

120 

110.55 

30.00 

33.17 

0.0150 

9.3776 

6.43 

130 

123.57 

40.00 

49.43 

0.0150 

1.6927 

6.43 

130 

123.57 

40.00 

49.43 

0.0150 

2.1222 

6.43 

120 

113.57 

30.00 

34.07 

0.0150 

8.2872 

6.43 

120 

113.57 

30.00 

34.07 

0.0150 

7.9886 

8.13 

120 

111.87 

30.00 

33.56 

0.0150 

1.3203 

73.03 

130 

56.97 

40.00 

22.79 

0.0150 

5.3434 

51.40 

130 

78.60 

40.00 

31.44 

0.0150 

1.3710 

7.92 

130 

122.08 

40.00 

48.83 

0.0150 

0.0003 

7.92 

120 

112.08 

30.00 

33.62 

0.0150 

7.1616 

30.33 

130 

99.68 

40.00 

39.87 

0.0150 

0.1632 

59.03 

130 

70.97 

40.00 

28.39 

0.0150 

6.8146 

70.74 

130 

59.26 

40.00 

23.70 

0.0150 

0.7408 

55.02 

130 

74.98 

40.00 

29.99 

0.0150 

0.3115 

6.49 

130 

123.51 

40.00 

49.40 

0.0150 

1.6145 

6.49 

130 

123.51 

40.00 

49.40 

0.0150 

0.2043 

6.49 

120 

113.51 

30.00 

34.05 

0.0150 

2.6199 

8.34 

130 

121.66 

40.00 

48.66 

0.0150 

1.1357 

8.34 

120 

111.66 

30.00 

33.50 

0.0150 

0.0003 

8.34 

120 

111.66 

30.00 

33.50 

0.0150 

6.0542 
























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


11008084 


Village Name 

Census Code 

Deepla 

0817000802263000 

Dhurawa 

0817000802267600 

Ekal 

0817000802269600 

Fakiron Ka Niwan 

0817000802267100 

Gangasariya 

0817000802270300 


Zone (Fresh 
/ Saline) 


Gohar Ka Tala 


Gumane Ka Tala 


Harpaliya 


Hathla 


Husain Ka Tala 


Jaleela 


Janpaliya 


Jharpa 


Krishan Ka Tala 


Lakrasar 


Meethri 


Miyen Ka Tala 


Mogawa 


Moolani 


Nawatala Bakhasar 


Pancharla 


Pandhi Ka Niwan 


Rampura 


Rangwali 


Ranwa 


Rate Ka Tala 


Sanwlasi 


Saraiyon Ka Tala 


Sarla 


Saroope Ka Tala 


Sata 


Sinhaniya 


Somrad 


Suhagi 


Sujon Ka Niwan 


Talsar 


Tareesara 


Vasiya Ka Tala 


Agrawa 


Akoli 


Akoriya 


Amarpura 


Amba Ki Goliya 


0817000802258100 


0817000802251400 


0817000802263300 


0817000802269800 


0817000802263200 


0817000802262500 


0817000802262700 


0817000802267700 


0817000802262200 


0817000802267800 


0817000802269900 


0817000802257800 


0817000802269300 


0817000802269400 


0817000802267400 


0817000802269100 


0817000802267200 


0817000802269700 


0817000802271000 


0817000802270900 


0817000802269500 


0817000802268900 


0817000802262900 


0817000802263100 


0817000802257900 


0817000802270400 


0817000802267900 


0817000802262300 


0817000802271100 


0817000802267300 


0817000802262100 


0817000802271600 


0817000802262400 


0818000602313800 


0818000602326000 


0818000602316500 


0818000602321100 


0818000602324400 


0818000602320700 


43.07 Fresh 


34.41 Fresh 


18.74 Fresh 


7.42 Fresh 


11.21 Fresh 


Saline 


25.50 Saline 


12.37 Fresh 


8.90 Fresh 


18.38 Fresh 


21.18 Fresh 


31.91 Fresh 


12.00 Fresh 


Saline 


23.75 Fresh 


6.40 Fresh 


12.03 Fresh 


23.51 Fresh 


32.40 Fresh 


6.37 Saline 


23.17 Fresh 


26.37 Fresh 


8.00 Fresh 


78.30 Fresh 


8.48 Fresh 


Saline 


14.47 Fresh 


6.85 Fresh 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Command 


Command 


Non-command 


Command 


Command 


Command 


Command 


Non-command 


Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

44.68 

130 

85.32 

40.00 

34.13 

0.0150 

22.0448 

41.87 

130 

88.13 

40.00 

35.25 

0.0150 

18.1937 

60.25 

130 

69.75 

40.00 

27.90 

0.0150 

7.8425 

29.49 

130 

100.51 

40.00 

40.20 

0.0150 

0.7773 

5.42 

130 

124.58 

40.00 

49.83 

0.0150 

2.0576 

5.42 

130 

124.58 

40.00 

49.83 

0.0150 

0.4401 

69.17 

130 

60.83 

40.00 

24.33 

0.0150 

0.4380 

70.10 

130 

59.90 

40.00 

23.96 

0.0150 

0.0068 

38.25 

130 

91.75 

40.00 

36.70 

0.0150 

0.2361 

28.59 

130 

101.41 

40.00 

40.56 

0.0150 

19.9443 

46.94 

130 

83.06 

40.00 

33.22 

0.0150 

4.4257 

59.04 

130 

70.96 

40.00 

28.39 

0.0150 

1.2584 

56.75 

130 

73.25 

40.00 

29.30 

0.0150 

15.0791 

27.46 

130 

102.54 

40.00 

41.02 

0.0150 

11.5406 

70.24 

130 

59.76 

40.00 

23.90 

0.0150 

3.4459 

20.64 

130 

109.36 

40.00 

43.75 

0.0150 

13.0642 

7.95 

130 

122.05 

40.00 

48.82 

0.0150 

0.0344 

7.95 

130 

122.05 

40.00 

48.82 

0.0150 

22.3804 

72.51 

130 

57.49 

40.00 

23.00 

0.0150 

5.0811 

13.45 

130 

116.55 

40.00 

46.62 

0.0150 

9.9873 

22.94 

130 

107.06 

40.00 

42.82 

0.0150 

13.8653 

49.24 

130 

80.76 

40.00 

32.30 

0.0150 

3.8628 

7.21 

130 

122.79 

40.00 

49.12 

0.0150 

7.7878 

34.51 

130 

95.49 

40.00 

38.20 

0.0150 

14.6765 

57.04 

130 

72.96 

40.00 

29.19 

0.0150 

4.9152 

7.51 

130 

122.49 

40.00 

48.99 

0.0150 

1.3544 

7.51 

130 

122.49 

40.00 

48.99 

0.0150 

1.8214 

7.51 

120 

112.49 

30.00 

33.75 

0.0150 

4.3361 

7.51 

120 

112.49 

30.00 

33.75 

0.0150 

6.4800 

51.88 

130 

78.12 

40.00 

31.25 

0.0150 

5.7958 

4.91 

130 

125.09 

40.00 

50.03 

0.0150 

0.0001 

48.55 

130 

81.45 

40.00 

32.58 

0.0150 

8.9805 

41.74 

130 

88.26 

40.00 

35.31 

0.0150 

9.7568 

72.93 

130 

57.07 

40.00 

22.83 

0.0150 

10.0888 

8.13 

130 

121.87 

40.00 

48.75 

0.0150 

2.2264 

8.13 

130 

121.87 

40.00 

48.75 

0.0150 

6.5236 

8.13 

120 

111.87 

30.00 

33.56 

0.0150 

0.0153 

26.06 

130 

103.94 

40.00 

41.57 

0.0150 

1.5110 

67.54 

130 

62.46 

40.00 

24.98 

0.0150 

2.3972 

6.51 

130 

123.49 

40.00 

49.39 

0.0150 

0.1283 

6.51 

130 

123.49 

40.00 

49.39 

0.0150 

8.7821 

40.47 

130 

89.53 

40.00 

35.81 

0.0150 

12.6290 

64.21 

130 

65.79 

40.00 

26.32 

0.0150 

3.8137 

7.40 

120 

112.60 

30.00 

33.78 

0.0150 

0.7431 

7.40 

120 

112.60 

30.00 

33.78 

0.0150 

0.8726 

63.39 

130 

66.61 

40.00 

26.64 

0.0150 

9.2146 

15.78 

135 

119.22 

35.00 

41.73 

0.0150 

2.1436 

21.94 

135 

113.06 

35.00 

39.57 

0.0150 

4.0131 

8.45 

135 

126.55 

35.00 

44.29 

0.0150 

2.4663 

8.45 

135 

126.55 

35.00 

44.29 

0.0150 

28.6259 

27.95 

135 

107.05 

35.00 

37.47 

0.0150 

2.1811 

27.95 

135 

107.05 

35.00 

37.47 

0.0150 

0.8236 

6.07 

135 

128.93 

35.00 

45.13 

0.0150 

0.7533 

38.02 

135 

96.98 

35.00 

33.94 

0.0150 

0.5487 

38.02 

135 

96.98 

35.00 

33.94 

0.0150 

0.6578 












































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 
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uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Younger 

Alluvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Younger 

Alluvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

5.22 

130 

124.78 

40.00 

49.91 

0.0150 

0.0852 

5.22 

130 

124.78 

40.00 

49.91 

0.0150 

1.1475 

29.98 

135 

105.02 

35.00 

36.76 

0.0150 

2.5520 

19.19 

135 

115.81 

35.00 

40.53 

0.0150 

5.6421 

21.43 

110 

88.57 

30.00 

26.57 

0.0150 

2.0388 

39.05 

135 

95.95 

35.00 

33.58 

0.0150 

1.2077 

39.05 

135 

95.95 

35.00 

33.58 

0.0150 

1.0499 

9.10 

135 

125.90 

35.00 

44.06 

0.0150 

6.4858 

21.57 

120 

98.43 

40.00 

39.37 

0.0150 

0.5813 

21.57 

110 

88.43 

30.00 

26.53 

0.0150 

1.4872 

8.19 

135 

126.81 

35.00 

44.38 

0.0150 

7.2231 

21.61 

120 

98.39 

40.00 

39.36 

0.0150 

1.0701 

13.70 

135 

121.30 

35.00 

42.45 

0.0150 

5.4794 

8.13 

130 

121.87 

40.00 

48.75 

0.0150 

6.2166 

8.13 

130 

121.87 

40.00 

48.75 

0.0150 

12.4379 

8.13 

120 

111.87 

30.00 

33.56 

0.0150 

1.6647 

8.13 

120 

111.87 

30.00 

33.56 

0.0150 

0.5696 

5.12 

110 

104.88 

40.00 

41.95 

0.0200 

2.1506 

14.92 

135 

120.08 

35.00 

42.03 

0.0150 

0.0547 

14.92 

135 

120.08 

35.00 

42.03 

0.0150 

0.0269 

8.27 

135 

126.73 

35.00 

44.36 

0.0150 

3.4156 

31.69 

135 

103.31 

35.00 

36.16 

0.0150 

6.9270 

31.69 

135 

103.31 

35.00 

36.16 

0.0150 

4.7153 

5.50 

120 

114.50 

30.00 

34.35 

0.0150 

2.9922 

28.76 

135 

106.24 

35.00 

37.19 

0.0150 

1.4589 

44.75 

80 

35.25 

35.00 

12.34 

0.0150 

2.3919 

8.97 

135 

126.03 

35.00 

44.11 

0.0150 

23.2445 

8.97 

135 

126.03 

35.00 

44.11 

0.0150 

5.5154 

7.37 

135 

127.63 

35.00 

44.67 

0.0150 

5.3773 

21.34 

110 

88.66 

30.00 

26.60 

0.0150 

0.2537 

8.44 

135 

126.56 

35.00 

44.30 

0.0150 

8.4168 

8.44 

135 

126.56 

35.00 

44.30 

0.0150 

1.3238 

9.43 

135 

125.57 

35.00 

43.95 

0.0150 

3.4897 

13.38 

135 

121.62 

35.00 

42.57 

0.0150 

4.2103 

20.44 

120 

99.56 

40.00 

39.82 

0.0150 

3.0192 

20.44 

110 

89.56 

30.00 

26.87 

0.0150 

0.8214 

44.83 

135 

90.17 

35.00 

31.56 

0.0150 

2.6128 

8.63 

135 

126.37 

35.00 

44.23 

0.0150 

5.2004 

40.58 

135 

94.42 

35.00 

33.05 

0.0150 

5.6603 

44.07 

135 

90.93 

35.00 

31.82 

0.0150 

6.2134 

19.86 

120 

100.14 

30.00 

30.04 

0.0150 

0.7892 

6.49 

130 

123.51 

40.00 

49.40 

0.0150 

0.5634 

6.49 

120 

113.51 

30.00 

34.05 

0.0150 

3.8111 

29.20 

135 

105.80 

35.00 

37.03 

0.0150 

0.3516 

29.20 

135 

105.80 

35.00 

37.03 

0.0150 

3.0893 

29.20 

135 

105.80 

35.00 

37.03 

0.0150 

0.0790 

21.42 

110 

88.58 

30.00 

26.57 

0.0150 

1.3331 

21.59 

120 

98.41 

40.00 

39.37 

0.0150 

0.3153 

21.59 

110 

88.41 

30.00 

26.52 

0.0150 

0.2230 

8.34 

130 

121.66 

40.00 

48.66 

0.0150 

5.9201 

8.34 

120 

111.66 

30.00 

33.50 

0.0150 

0.9342 

5.47 

135 

129.53 

35.00 

45.34 

0.0150 

3.3082 

5.47 

175 

169.53 

35.00 

59.34 

0.0200 

0.5730 

31.59 

135 

103.41 

35.00 

36.19 

0.0150 

2.4984 

31.59 

135 

103.41 

35.00 

36.19 

0.0150 

5.2395 



















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 

Census Code 

Cheetradi 

0817000802268300 

Chimra 

0818000602313900 

Chitalwana 

0818000602319300 

Dabli 

0817000502198300 

Dantiya 

0818000602323600 

Dantwara 

0818000702335800 


Zone (Fresh 
/ Saline) 


Daseriya 


Dawal 


Dedwa 


Deora 


Dhaneriya 


Dharnawas 


Dheengpura 


Digaon 


Doogri 


Doothwa 


Galifa 


Gandhaw Khurd 


Gangapur 


Gangasariya 


Gira 


Godaron Ki Dhani 


Gomi 


Gura Hema 


Hali Bao 


Hanuwantpura 


Hariyali 


Hoti Gaon 


Isrol 


Jalberi 


Janvi 


Jelatra 


Jerol 


Jhab 


Jhotra 


Joradar 


K.R.Bandha Kua 


Kalji Ki Beri 


Karawari 


Karda 


Karwara 


Keriya 


Kesoori 


Khamrai 


0817000802270700 


0818000602321800 


0818000602325600 


0818000602327200 


0818000602321600 


0818000602319900 


0818000602317200 


0818000702334100 


0818000602313400 


0818000602314200 


0818000602318100 


0817000502198400 


0817000802264600 


0817000802270300 


0817000802268700 


0817000502198500 


0818000602322200 


0818000602319600 


0818000602319100 


0818000602314100 


0818000602326600 


0818000602318200 


0818000602322400 


0818000602313500 


0818000602323000 


0818000602327500 


0818000602328000 


0818000602320800 


0818000602321700 


0818000602317000 


0818000602314600 


0818000602315100 


0818000602326300 


0818000702334300 


0818000702336100 


0818000602318600 


0818000602323100 


0818000602313300 


22.99 Saline 


11.08 Fresh 


30.30 Fresh 


11.72 Fresh 


14.50 Fresh 


17.38 Fresh 


8.03 Fresh 


Saline 


20.46 Fresh 


10.34 Fresh 


21.47 Fresh 


4.18 Fresh 


8.06 Saline 


Saline 


14.48 Saline 


7.41 Fresh 


9.50 Fresh 


25.95 Saline 


13.16 Fresh 


10.68 Fresh 


19.63 Fresh 


7.53 Fresh 


39.03 Fresh 


18.71 Fresh 


15.35 Fresh 


18.57 Fresh 


16.15 Fresh 


Type of Area 
(Command / Non¬ 
command) 


Command 


Command 


Command 


Command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Command 


Command 


Command 


Non-command 


Command 


Command 


Non-command 


Command 


Non-command 


Command 


Command 


Command 


Command 


Command 


Command 


Non-command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Non-command 


Non-command 


Command 


Command 


Command 


Command 


Non-command 


Command 


Command 


Command 


Non-command 


Non-command 


Command 


Command 


Command 


Command 


Hydrogeological Unit 

Older Al 

uvium 

Older A! 

uvium 

Older Al 

uvium 

Younger 

Alluvium 

Older Al 

uvium 

Older A! 

uvium 

Rhyolite 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Younger 

Alluvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Younger 

Alluvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Younger 

Alluvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Younger 

Alluvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

17.11 

120 

102.89 

30.00 

30.87 

0.0150 

0.0129 

11.77 

135 

123.23 

35.00 

43.13 

0.0150 

5.0132 

5.18 

135 

129.82 

35.00 

45.44 

0.0150 

15.2206 

6.25 

110 

103.75 

40.00 

41.50 

0.0200 

7.4197 

7.55 

135 

127.45 

35.00 

44.61 

0.0150 

1.6764 

24.92 

80 

55.08 

35.00 

19.28 

0.0150 

3.3933 

24.92 

100 

75.08 

35.00 

26.28 

0.0015 

0.0003 

6.89 

130 

123.11 

40.00 

49.24 

0.0150 

3.6084 

6.89 

130 

123.11 

40.00 

49.24 

0.0150 

0.7093 

6.89 

120 

113.11 

30.00 

33.93 

0.0150 

1.1107 

8.54 

135 

126.46 

35.00 

44.26 

0.0150 

2.4802 

12.41 

135 

122.59 

35.00 

42.91 

0.0150 

0.0166 

40.03 

135 

94.97 

35.00 

33.24 

0.0150 

0.7910 

40.03 

135 

94.97 

35.00 

33.24 

0.0150 

8.2215 

14.23 

135 

120.77 

35.00 

42.27 

0.0150 

1.0509 

22.79 

135 

112.21 

35.00 

39.28 

0.0150 

0.0679 

22.79 

135 

112.21 

35.00 

39.28 

0.0150 

0.0288 

9.31 

135 

125.69 

35.00 

43.99 

0.0150 

7.0515 

45.89 

80 

34.11 

35.00 

11.94 

0.0150 

1.3039 

21.65 

135 

113.35 

35.00 

39.67 

0.0150 

5.6140 

10.55 

135 

124.45 

35.00 

43.56 

0.0150 

3.5637 

8.51 

135 

126.49 

35.00 

44.27 

0.0150 

6.2297 

7.23 

110 

102.77 

40.00 

41.11 

0.0200 

9.2286 

21.08 

110 

88.92 

30.00 

26.67 

0.0150 

0.1523 

5.42 

130 

124.58 

40.00 

49.83 

0.0150 

3.9447 

5.42 

130 

124.58 

40.00 

49.83 

0.0150 

0.1000 

5.42 

120 

114.58 

30.00 

34.37 

0.0150 

0.6612 

4.71 

120 

115.29 

30.00 

34.59 

0.0150 

0.0002 

7.96 

110 

102.04 

40.00 

40.81 

0.0200 

0.8039 

6.38 

135 

128.62 

35.00 

45.02 

0.0150 

0.1582 

10.75 

135 

124.25 

35.00 

43.49 

0.0150 

0.0327 

7.75 

135 

127.25 

35.00 

44.54 

0.0150 

0.4062 

7.75 

175 

167.25 

35.00 

58.54 

0.0200 

4.2492 

11.81 

135 

123.19 

35.00 

43.12 

0.0150 

2.4290 

23.64 

135 

111.36 

35.00 

38.98 

0.0150 

0.1290 

10.31 

135 

124.69 

35.00 

43.64 

0.0150 

5.4843 

7.44 

135 

127.56 

35.00 

44.65 

0.0150 

0.7454 

22.70 

135 

112.30 

35.00 

39.30 

0.0150 

1.9832 

7.39 

135 

127.61 

35.00 

44.66 

0.0150 

3.2819 

42.57 

135 

92.43 

35.00 

32.35 

0.0150 

3.1337 

35.40 

135 

99.60 

35.00 

34.86 

0.0150 

3.6296 

33.11 

135 

101.89 

35.00 

35.66 

0.0150 

1.0244 

33.11 

135 

101.89 

35.00 

35.66 

0.0150 

0.8477 

8.98 

135 

126.02 

35.00 

44.11 

0.0150 

8.0959 

8.14 

135 

126.86 

35.00 

44.40 

0.0150 

10.0402 

8.14 

135 

126.86 

35.00 

44.40 

0.0150 

0.5132 

12.58 

135 

122.42 

35.00 

42.85 

0.0150 

2.2145 

13.68 

135 

121.32 

35.00 

42.46 

0.0150 

9.5200 

29.05 

135 

105.95 

35.00 

37.08 

0.0150 

3.8846 

19.54 

80 

60.46 

35.00 

21.16 

0.0150 

1.3756 

46.39 

80 

33.61 

35.00 

11.76 

0.0150 

0.1791 

6.92 

135 

128.08 

35.00 

44.83 

0.0150 

4.8856 

6.92 

175 

168.08 

35.00 

58.83 

0.0200 

1.6659 

8.30 

135 

126.70 

35.00 

44.34 

0.0150 

11.3060 

21.92 

135 

113.08 

35.00 

39.58 

0.0150 

3.6374 












































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 

Older Al 

uvium 

Older A! 

uvium 

Older Al 

uvium 

Older A! 

uvium 

Older Al 

uvium 

Older A! 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Rhyolite 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Younger 

Alluvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Younger 

Alluvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

21.92 

135 

113.08 

35.00 

39.58 

0.0150 

0.1552 

34.96 

135 

100.04 

35.00 

35.01 

0.0150 

8.2745 

22.12 

110 

87.88 

30.00 

26.36 

0.0150 

0.1050 

8.12 

135 

126.88 

35.00 

44.41 

0.0150 

9.4033 

6.41 

135 

128.59 

35.00 

45.01 

0.0150 

11.4150 

6.41 

135 

128.59 

35.00 

45.01 

0.0150 

1.1278 

6.41 

135 

128.59 

35.00 

45.01 

0.0150 

0.0379 

33.69 

80 

46.31 

35.00 

16.21 

0.0150 

0.1371 

33.69 

100 

66.31 

35.00 

23.21 

0.0015 

0.0045 

30.60 

135 

104.40 

35.00 

36.54 

0.0150 

7.8230 

32.01 

135 

102.99 

35.00 

36.05 

0.0150 

3.6703 

32.01 

135 

102.99 

35.00 

36.05 

0.0150 

1.3433 

40.72 

80 

39.28 

35.00 

13.75 

0.0150 

1.4328 

47.89 

80 

32.11 

35.00 

11.24 

0.0150 

1.5250 

18.09 

120 

101.91 

40.00 

40.76 

0.0150 

3.8224 

7.99 

135 

127.01 

35.00 

44.45 

0.0150 

6.2000 

7.99 

135 

127.01 

35.00 

44.45 

0.0150 

1.8435 

15.72 

135 

119.28 

35.00 

41.75 

0.0150 

0.1730 

35.91 

135 

99.09 

35.00 

34.68 

0.0150 

3.5135 

7.63 

130 

122.37 

40.00 

48.95 

0.0150 

0.0135 

7.63 

120 

112.37 

30.00 

33.71 

0.0150 

4.5182 

10.29 

135 

124.71 

35.00 

43.65 

0.0150 

2.6765 

7.89 

135 

127.11 

35.00 

44.49 

0.0150 

0.7026 

9.90 

175 

165.10 

35.00 

57.78 

0.0200 

1.1763 

28.47 

135 

106.53 

35.00 

37.29 

0.0150 

1.4656 

21.70 

135 

113.30 

35.00 

39.65 

0.0150 

5.3381 

8.26 

135 

126.74 

35.00 

44.36 

0.0150 

8.3558 

8.26 

135 

126.74 

35.00 

44.36 

0.0150 

7.8171 

9.05 

135 

125.95 

35.00 

44.08 

0.0150 

3.1423 

22.79 

135 

112.21 

35.00 

39.27 

0.0150 

2.1723 

8.03 

135 

126.97 

35.00 

44.44 

0.0150 

5.5575 

40.33 

135 

94.67 

35.00 

33.14 

0.0150 

1.3752 

17.60 

120 

102.40 

40.00 

40.96 

0.0150 

1.4714 

34.50 

135 

100.50 

35.00 

35.17 

0.0150 

4.8992 

8.66 

135 

126.34 

35.00 

44.22 

0.0150 

0.8909 

10.42 

135 

124.58 

35.00 

43.60 

0.0150 

3.0521 

7.13 

130 

122.87 

40.00 

49.15 

0.0150 

1.2984 

7.13 

120 

112.87 

30.00 

33.86 

0.0150 

2.6975 

7.34 

135 

127.66 

35.00 

44.68 

0.0150 

4.6163 

38.70 

135 

96.30 

35.00 

33.70 

0.0150 

0.9459 

7.24 

135 

127.76 

35.00 

44.72 

0.0150 

1.1636 

12.48 

135 

122.52 

35.00 

42.88 

0.0150 

1.0464 

12.48 

135 

122.52 

35.00 

42.88 

0.0150 

0.0002 

7.68 

110 

102.32 

40.00 

40.93 

0.0200 

0.8215 

39.69 

135 

95.31 

35.00 

33.36 

0.0150 

11.1920 

7.21 

130 

122.79 

40.00 

49.12 

0.0150 

0.2830 

7.21 

130 

122.79 

40.00 

49.12 

0.0150 

2.8975 

6.51 

120 

113.49 

30.00 

34.05 

0.0150 

3.3657 

9.28 

130 

120.72 

40.00 

48.29 

0.0150 

0.2941 

9.28 

120 

110.72 

30.00 

33.22 

0.0150 

2.8503 

14.52 

135 

120.48 

35.00 

42.17 

0.0150 

4.6052 

7.33 

135 

127.67 

35.00 

44.68 

0.0150 

8.3159 

8.82 

135 

126.18 

35.00 

44.16 

0.0150 

9.5076 

8.76 

135 

126.24 

35.00 

44.18 

0.0150 

6.4930 

7.81 

135 

127.19 

35.00 

44.51 

0.0150 

17.0937 










































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 


Rankhar 


Ranodar 


Ratanpura 


Rataura 


Ridka 


Sahu & Daukiyaon Ki Dha 


Sangarwa 


Sankariya 


Sanwlasi 


Sarwana 


Sayar Ka Koseeta 


Sensawa 


Shivpura 


Siloosan 


Siwara 


Siyako & Rado Ki Dhani 


Somaradi 


Soonthri 


Sunta Koi 


Surachand 


Tanpi 


Tareesara 


Tembi 


Tetrol Rathoran 


Umarkot 


Vapa 


Varanwa 


Veerawa 


Vishanpur 


Vodha 


11009085 


Agwari 


Census Code 


0818000602316400 


0818000602319400 


0817000802270900 


0818000602322000 


0818000602322300 


0818000602316600 


0818000602319700 


0818000602321000 


0818000602321900 


0818000602316100 


0817000802268900 


0818000602323400 


0818000602313600 


0818000602313700 


0818000602318300 


0818000602318400 


0818000602321500 


0818000602321300 


0817000802265000 


0818000602315800 


0818000602318700 


0818000602315300 


0818000602314500 


0817000802271600 


0817000802270100 


0818000602314300 


0818000602321200 


0818000602315900 


0818000602327300 


0818000602317500 


0818000602319000 


0818000602314900 


0818000602317400 


0818000602330800 


0818000202287400 


Zone (Fresh 
/ Saline) 


44.87 Fresh 


44.84 Fresh 


25.50 Fresh 


Saline 


16.47 Fresh 


11.26 Fresh 


18.56 Fresh 


11.73 Saline 


12.11 Fresh 


Saline 


18.24 Fresh 


8.58 Fresh 


Saline 


2.83 Fresh 


10.15 Fresh 


13.53 Fresh 


13.25 Fresh 


9.74 Fresh 


Saline 


5.25 Fresh 


13.49 Fresh 


8.01 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Younger Alluvium 

Command 

Older Alluvium 

Command 

Younger Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Younger Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Younger Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 


Sub Basin: Mithari 


Command 

Older Alluvium 

Command 

Younger Alluvium 

Non-command 

Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

9.12 

135 

125.88 

35.00 

44.06 

0.0150 

5.4902 

7.96 

135 

127.04 

35.00 

44.46 

0.0150 

7.3743 

7.96 

175 

167.04 

35.00 

58.46 

0.0200 

4.6197 

7.96 

135 

127.04 

35.00 

44.46 

0.0150 

3.2848 

7.96 

175 

167.04 

35.00 

58.46 

0.0200 

6.7974 

7.51 

130 

122.49 

40.00 

49.00 

0.0150 

0.1439 

7.51 

120 

112.49 

30.00 

33.75 

0.0150 

6.3304 

5.46 

135 

129.54 

35.00 

45.34 

0.0150 

7.0824 

7.82 

135 

127.18 

35.00 

44.51 

0.0150 

6.6410 

7.94 

135 

127.06 

35.00 

44.47 

0.0150 

4.8792 

7.94 

135 

127.06 

35.00 

44.47 

0.0150 

6.5695 

17.20 

135 

117.80 

35.00 

41.23 

0.0150 

2.8690 

17.20 

175 

157.80 

35.00 

55.23 

0.0200 

0.8138 

17.20 

135 

117.80 

35.00 

41.23 

0.0150 

0.0066 

17.20 

175 

157.80 

35.00 

55.23 

0.0200 

0.5082 

32.36 

135 

102.64 

35.00 

35.93 

0.0150 

4.9193 

32.36 

135 

102.64 

35.00 

35.93 

0.0150 

0.0504 

6.06 

135 

128.94 

35.00 

45.13 

0.0150 

2.2822 

9.40 

135 

125.60 

35.00 

43.96 

0.0150 

6.1874 

4.91 

130 

125.09 

40.00 

50.03 

0.0150 

0.8324 

8.05 

135 

126.95 

35.00 

44.43 

0.0150 

1.1059 

16.57 

135 

118.43 

35.00 

41.45 

0.0150 

9.7093 

15.01 

135 

119.99 

35.00 

42.00 

0.0150 

1.1822 

12.65 

135 

122.35 

35.00 

42.82 

0.0150 

12.0192 

9.64 

135 

125.36 

35.00 

43.88 

0.0150 

3.3074 

8.20 

135 

126.80 

35.00 

44.38 

0.0150 

6.6190 

21.26 

135 

113.74 

35.00 

39.81 

0.0150 

1.2530 

21.29 

120 

98.71 

40.00 

39.49 

0.0150 

0.4484 

21.29 

110 

88.71 

30.00 

26.61 

0.0150 

0.8650 

9.21 

135 

125.79 

35.00 

44.03 

0.0150 

9.0589 

11.83 

135 

123.17 

35.00 

43.11 

0.0150 

0.7293 

10.21 

135 

124.79 

35.00 

43.68 

0.0150 

19.4266 

7.07 

135 

127.93 

35.00 

44.78 

0.0150 

7.5466 

7.40 

120 

112.60 

30.00 

33.78 

0.0150 

0.7830 

7.40 

120 

112.60 

30.00 

33.78 

0.0150 

0.8307 

4.50 

130 

125.50 

40.00 

50.20 

0.0150 

0.5404 

4.50 

130 

125.50 

40.00 

50.20 

0.0150 

0.8101 

4.50 

120 

115.50 

30.00 

34.65 

0.0150 

0.0000 

8.65 

135 

126.35 

35.00 

44.22 

0.0150 

10.9173 

18.33 

135 

116.67 

35.00 

40.83 

0.0150 

1.0060 

18.33 

135 

116.67 

35.00 

40.83 

0.0150 

1.6713 

18.33 

175 

156.67 

35.00 

54.83 

0.0200 

0.0010 

9.49 

135 

125.51 

35.00 

43.93 

0.0150 

1.7494 

42.72 

135 

92.28 

35.00 

32.30 

0.0150 

2.2947 

8.95 

135 

126.05 

35.00 

44.12 

0.0150 

8.4776 

6.92 

135 

128.08 

35.00 

44.83 

0.0150 

0.1577 

6.92 

175 

168.08 

35.00 

58.83 

0.0200 

0.3121 

14.66 

135 

120.34 

35.00 

42.12 

0.0150 

2.6648 

14.66 

135 

120.34 

35.00 

42.12 

0.0150 

0.4669 

8.75 

135 

126.25 

35.00 

44.19 

0.0150 

2.8683 

32.75 

135 

102.25 

35.00 

35.79 

0.0150 

0.1772 


0.13 

37.65 

55 

17.35 

35.00 

6.07 

0.0150 

0.0114 

1.62 

37.65 

60 

22.35 

35.00 

7.82 

0.0200 

0.2531 

0.13 

37.65 

55 

17.35 

35.00 

6.07 

0.0150 

0.0122 


































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

37.65 

60 

22.35 

35.00 

7.82 

0.0200 

0.0255 

42.31 

55 

12.69 

35.00 

4.44 

0.0150 

0.1785 

23.29 

60 

36.71 

35.00 

12.85 

0.0150 

1.8047 

27.29 

60 

32.71 

35.00 

11.45 

0.0150 

0.7943 

18.27 

80 

61.73 

5.00 

3.09 

0.0015 

0.0003 

27.75 

55 

27.25 

35.00 

9.54 

0.0150 

1.0747 

27.75 

60 

32.25 

35.00 

11.29 

0.0150 

0.1029 

21.58 

55 

33.42 

35.00 

11.70 

0.0150 

0.4941 

27.64 

90 

62.36 

15.00 

9.35 

0.0015 

0.1516 

27.65 

60 

32.35 

35.00 

11.32 

0.0150 

1.2356 

38.91 

65 

26.09 

35.00 

9.13 

0.0150 

0.1533 

19.88 

60 

40.12 

35.00 

14.04 

0.0150 

0.4295 

22.22 

90 

67.78 

15.00 

10.17 

0.0015 

0.2692 

22.22 

80 

57.78 

5.00 

2.89 

0.0015 

0.0114 

24.24 

90 

65.76 

15.00 

9.86 

0.0015 

0.0136 

18.45 

80 

61.55 

5.00 

3.08 

0.0015 

0.0307 

18.45 

80 

61.55 

5.00 

3.08 

0.0015 

0.0052 

18.45 

80 

61.55 

5.00 

3.08 

0.0015 

0.0008 

18.45 

80 

61.55 

5.00 

3.08 

0.0015 

0.0025 

24.34 

90 

65.66 

15.00 

9.85 

0.0015 

0.0345 

24.34 

90 

65.66 

15.00 

9.85 

0.0015 

0.1020 

24.34 

80 

55.66 

5.00 

2.78 

0.0015 

0.0075 

24.24 

60 

35.76 

35.00 

12.52 

0.0150 

2.8483 

19.01 

90 

70.99 

15.00 

10.65 

0.0015 

0.0056 

28.19 

90 

61.81 

15.00 

9.27 

0.0015 

0.0055 

28.19 

90 

61.81 

15.00 

9.27 

0.0015 

0.1049 

28.19 

90 

61.81 

15.00 

9.27 

0.0015 

0.0844 

19.30 

80 

60.70 

5.00 

3.03 

0.0015 

0.0000 

16.68 

90 

73.32 

15.00 

11.00 

0.0015 

0.0232 

29.84 

55 

25.16 

35.00 

8.81 

0.0150 

0.2535 

29.84 

60 

30.16 

35.00 

10.56 

0.0150 

0.0042 

30.24 

60 

29.76 

35.00 

10.42 

0.0150 

4.5363 

15.43 

55 

39.57 

35.00 

13.85 

0.0150 

0.0210 

15.43 

60 

44.57 

35.00 

15.60 

0.0150 

2.3773 

21.63 

90 

68.38 

15.00 

10.26 

0.0015 

0.1278 

21.63 

90 

68.38 

15.00 

10.26 

0.0015 

0.0484 

24.01 

55 

30.99 

35.00 

10.85 

0.0150 

0.4115 

24.01 

55 

30.99 

35.00 

10.85 

0.0150 

1.0656 

24.01 

60 

35.99 

35.00 

12.60 

0.0200 

0.0000 

17.68 

55 

37.32 

35.00 

13.06 

0.0150 

3.2582 

17.68 

55 

37.32 

35.00 

13.06 

0.0150 

0.2409 

44.82 

55 

10.18 

35.00 

3.56 

0.0150 

0.2182 

28.14 

60 

31.86 

35.00 

11.15 

0.0150 

1.1173 

21.88 

60 

38.12 

35.00 

13.34 

0.0150 

0.9501 

23.36 

90 

66.64 

15.00 

10.00 

0.0015 

0.0902 

23.36 

80 

56.64 

5.00 

2.83 

0.0015 

0.0007 

40.02 

55 

14.98 

35.00 

5.24 

0.0150 

0.5430 

47.55 

55 

7.45 

35.00 

2.61 

0.0150 

0.0783 

22.25 

90 

67.75 

15.00 

10.16 

0.0015 

0.0128 

28.43 

60 

31.57 

35.00 

11.05 

0.0150 

1.1405 

22.78 

90 

67.22 

15.00 

10.08 

0.0015 

0.0077 

22.78 

80 

57.22 

5.00 

2.86 

0.0015 

0.0637 

22.78 

80 

57.22 

5.00 

2.86 

0.0015 

0.0431 

11.20 

90 

78.80 

15.00 

11.82 

0.0015 

0.1952 

35.00 

55 

20.00 

35.00 

7.00 

0.0150 

0.1973 











































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Erinpura Granite 


Older Alluvium 


Older Alluvium 


Erinpura Granite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Erinpura Granite 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

25.76 

55 

29.24 

35.00 

10.23 

0.0150 

0.2961 

25.76 

60 

34.24 

35.00 

11.98 

0.0150 

1.5062 

25.76 

60 

34.24 

35.00 

11.98 

0.0150 

0.6772 

28.13 

60 

31.87 

35.00 

11.16 

0.0150 

2.7300 

22.58 

80 

57.42 

5.00 

2.87 

0.0015 

0.0191 

22.58 

80 

57.42 

5.00 

2.87 

0.0015 

0.0003 

23.20 

55 

31.80 

35.00 

11.13 

0.0150 

1.0413 

23.20 

60 

36.80 

35.00 

12.88 

0.0200 

0.0368 

22.90 

90 

67.10 

15.00 

10.07 

0.0015 

0.2147 

22.90 

90 

67.10 

15.00 

10.07 

0.0015 

0.0293 

19.91 

90 

70.09 

5.00 

3.50 

0.0015 

0.0122 

27.69 

55 

27.31 

35.00 

9.56 

0.0150 

0.0778 

27.69 

60 

32.31 

35.00 

11.31 

0.0150 

1.4166 

11.53 

90 

78.47 

5.00 

3.92 

0.0015 

0.0188 

30.52 

55 

24.48 

35.00 

8.57 

0.0150 

1.3164 

30.52 

60 

29.48 

35.00 

10.32 

0.0150 

0.6088 

28.12 

60 

31.88 

35.00 

11.16 

0.0150 

0.5417 

23.46 

55 

31.54 

35.00 

11.04 

0.0150 

2.2699 

23.46 

60 

36.54 

35.00 

12.79 

0.0200 

0.0192 

23.46 

55 

31.54 

35.00 

11.04 

0.0150 

0.0181 

26.45 

55 

28.55 

35.00 

9.99 

0.0150 

1.6905 

26.45 

60 

33.55 

35.00 

11.74 

0.0150 

2.8354 

17.72 

60 

42.28 

35.00 

14.80 

0.0150 

3.7571 

21.97 

55 

33.03 

35.00 

11.56 

0.0150 

1.0830 

21.97 

60 

38.03 

35.00 

13.31 

0.0150 

0.4484 

21.35 

55 

33.65 

35.00 

11.78 

0.0150 

0.1671 

21.35 

60 

38.65 

35.00 

13.53 

0.0150 

0.6595 

27.32 

60 

32.68 

35.00 

11.44 

0.0150 

2.9909 

31.41 

90 

58.59 

30.00 

17.58 

0.0150 

0.0044 

18.78 

80 

61.22 

5.00 

3.06 

0.0015 

0.0071 

18.78 

80 

61.22 

5.00 

3.06 

0.0015 

0.0041 

36.50 

55 

18.50 

35.00 

6.48 

0.0150 

1.1203 

21.67 

90 

68.33 

15.00 

10.25 

0.0015 

0.0211 

21.67 

80 

58.33 

5.00 

2.92 

0.0015 

0.0165 

21.67 

90 

68.33 

15.00 

10.25 

0.0015 

0.0496 

21.67 

80 

58.33 

5.00 

2.92 

0.0015 

0.0042 

21.67 

90 

68.33 

15.00 

10.25 

0.0015 

0.0335 

21.67 

80 

58.33 

5.00 

2.92 

0.0015 

0.0018 

10.84 

90 

79.16 

15.00 

11.87 

0.0015 

0.1131 

30.78 

55 

24.22 

35.00 

8.48 

0.0150 

0.0072 

30.78 

60 

29.22 

35.00 

10.23 

0.0150 

0.7480 

14.40 

90 

75.60 

5.00 

3.78 

0.0015 

0.0763 

22.13 

90 

67.87 

15.00 

10.18 

0.0015 

0.0407 

22.13 

80 

57.87 

5.00 

2.89 

0.0015 

0.0185 

22.13 

90 

67.87 

15.00 

10.18 

0.0015 

0.0032 

22.13 

80 

57.87 

5.00 

2.89 

0.0015 

0.0544 

14.43 

60 

45.57 

35.00 

15.95 

0.0150 

0.0926 

24.78 

60 

35.22 

35.00 

12.33 

0.0150 

2.4155 

22.91 

90 

67.09 

15.00 

10.06 

0.0015 

0.3266 

22.91 

80 

57.09 

5.00 

2.85 

0.0015 

0.0141 

22.91 

90 

67.09 

15.00 

10.06 

0.0015 

0.0785 

22.91 

90 

67.09 

15.00 

10.06 

0.0015 

0.0127 

27.51 

60 

32.49 

35.00 

11.37 

0.0150 

1.9273 

20.83 

60 

39.17 

35.00 

13.71 

0.0150 

0.8903 

23.98 

55 

31.02 

35.00 

10.86 

0.0150 

0.6684 


























































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Erinpura Granite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Erinpura Granite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Erinpura Granite 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

23.98 

60 

36.02 

35.00 

12.61 

0.0200 

0.5305 

29.57 

55 

25.43 

35.00 

8.90 

0.0150 

1.6697 

23.51 

55 

31.49 

35.00 

11.02 

0.0150 

0.4585 

8.88 

60 

51.12 

35.00 

17.89 

0.0150 

2.0902 

31.24 

55 

23.76 

35.00 

8.32 

0.0150 

0.0000 

31.24 

60 

28.76 

35.00 

10.07 

0.0200 

0.2358 

22.81 

55 

32.19 

35.00 

11.27 

0.0150 

0.9939 

22.81 

55 

32.19 

35.00 

11.27 

0.0150 

0.3264 

14.68 

90 

75.32 

15.00 

11.30 

0.0015 

0.2359 

9.49 

90 

80.51 

5.00 

4.03 

0.0015 

0.0141 

25.26 

60 

34.74 

35.00 

12.16 

0.0150 

2.1296 

25.22 

60 

34.78 

35.00 

12.17 

0.0150 

4.8252 

11.62 

55 

43.38 

35.00 

15.18 

0.0150 

6.2227 

22.46 

55 

32.54 

35.00 

11.39 

0.0150 

0.0867 

22.46 

55 

32.54 

35.00 

11.39 

0.0150 

0.0554 

24.37 

55 

30.63 

35.00 

10.72 

0.0150 

1.5669 

24.37 

60 

35.63 

35.00 

12.47 

0.0150 

0.7140 

21.80 

55 

33.20 

35.00 

11.62 

0.0150 

0.6400 

12.07 

90 

77.93 

5.00 

3.90 

0.0015 

0.0471 

27.10 

90 

62.90 

15.00 

9.44 

0.0015 

0.2391 

27.10 

90 

62.90 

15.00 

9.44 

0.0015 

0.0031 

27.10 

90 

62.90 

15.00 

9.44 

0.0015 

0.0910 

27.10 

90 

62.90 

15.00 

9.44 

0.0015 

0.1725 

22.62 

90 

67.38 

15.00 

10.11 

0.0015 

0.1199 

23.36 

55 

31.64 

35.00 

11.08 

0.0150 

0.7696 

23.36 

55 

31.64 

35.00 

11.08 

0.0150 

1.7240 

23.36 

60 

36.64 

35.00 

12.83 

0.0150 

0.0258 

44.00 

60 

16.00 

35.00 

5.60 

0.0150 

0.6127 

19.18 

90 

70.82 

15.00 

10.62 

0.0015 

0.1935 

22.20 

55 

32.80 

35.00 

11.48 

0.0150 

0.0686 

21.15 

55 

33.85 

35.00 

11.85 

0.0150 

0.2568 

25.21 

55 

29.79 

35.00 

10.43 

0.0150 

1.3284 

25.21 

55 

29.79 

35.00 

10.43 

0.0150 

0.0170 

25.21 

60 

34.79 

35.00 

12.18 

0.0150 

0.5250 

25.21 

60 

34.79 

35.00 

12.18 

0.0150 

0.1851 

38.27 

130 

91.73 

40.00 

36.69 

0.0150 

1.5972 

38.27 

90 

51.73 

30.00 

15.52 

0.0150 

0.0555 

12.35 

80 

67.65 

5.00 

3.38 

0.0015 

0.0048 

6.74 

60 

53.26 

35.00 

18.64 

0.0150 

0.6716 

37.33 

65 

27.67 

35.00 

9.68 

0.0150 

0.0457 

37.33 

55 

17.67 

35.00 

6.18 

0.0150 

0.1151 

23.64 

60 

36.36 

35.00 

12.73 

0.0150 

0.5950 

16.20 

80 

63.80 

5.00 

3.19 

0.0015 

0.1018 

16.20 

90 

73.80 

5.00 

3.69 

0.0015 

0.0224 

16.20 

80 

63.80 

5.00 

3.19 

0.0015 

0.0843 

28.16 

55 

26.84 

35.00 

9.40 

0.0150 

0.5434 

28.16 

60 

31.84 

35.00 

11.15 

0.0150 

4.8048 

24.86 

60 

35.14 

35.00 

12.30 

0.0150 

0.8600 

25.54 

90 

64.46 

30.00 

19.34 

0.0150 

0.0459 

17.63 

90 

72.37 

5.00 

3.62 

0.0015 

0.0973 

17.63 

80 

62.37 

5.00 

3.12 

0.0015 

0.0359 

22.23 

55 

32.77 

35.00 

11.47 

0.0150 

1.2189 

22.81 

60 

37.19 

35.00 

13.02 

0.0150 

1.9963 

11.42 

60 

48.58 

35.00 

17.00 

0.0150 

1.9745 

18.73 

90 

71.27 

15.00 

10.69 

0.0015 

0.5761 














































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Older Alluvium 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Older Alluvium 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Older Alluvium 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Older Alluvium 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

22.49 

55 

32.51 

35.00 

11.38 

0.0150 

0.0221 

22.49 

60 

37.51 

35.00 

13.13 

0.0150 

3.3852 

11.86 

55 

43.14 

35.00 

15.10 

0.0150 

1.1205 

31.17 

55 

23.83 

35.00 

8.34 

0.0150 

0.3250 

31.17 

60 

28.83 

35.00 

10.09 

0.0150 

0.2498 

24.82 

55 

30.18 

35.00 

10.56 

0.0150 

0.1247 

24.82 

55 

30.18 

35.00 

10.56 

0.0150 

0.7982 

24.78 

55 

30.22 

35.00 

10.58 

0.0150 

0.7552 

24.78 

60 

35.22 

35.00 

12.33 

0.0200 

0.4011 

13.00 

55 

42.00 

35.00 

14.70 

0.0150 

0.0091 

13.00 

60 

47.00 

35.00 

16.45 

0.0150 

3.2006 

26.88 

60 

33.12 

35.00 

11.59 

0.0150 

1.4745 

23.59 

55 

31.41 

35.00 

10.99 

0.0150 

0.8428 

23.59 

60 

36.41 

35.00 

12.74 

0.0200 

0.1176 

22.65 

55 

32.35 

35.00 

11.32 

0.0150 

0.3579 

23.33 

60 

36.67 

35.00 

12.83 

0.0150 

1.5398 

18.27 

80 

61.73 

5.00 

3.09 

0.0015 

0.0212 

13.46 

100 

86.54 

3.00 

2.60 

0.0020 

0.0003 

23.01 

90 

66.99 

5.00 

3.35 

0.0015 

0.1668 

18.45 

80 

61.55 

5.00 

3.08 

0.0015 

0.0000 

26.11 

90 

63.89 

5.00 

3.19 

0.0015 

0.0256 

26.11 

90 

63.89 

15.00 

9.58 

0.0015 

0.0070 

15.53 

90 

74.47 

5.00 

3.72 

0.0015 

0.0116 

19.30 

80 

60.70 

5.00 

3.03 

0.0015 

0.0013 

11.31 

90 

78.69 

5.00 

3.93 

0.0015 

0.0451 

13.01 

90 

76.99 

5.00 

3.85 

0.0015 

0.0900 

15.36 

90 

74.64 

5.00 

3.73 

0.0015 

0.0679 

13.79 

90 

76.21 

5.00 

3.81 

0.0015 

0.0360 

33.67 

90 

56.33 

5.00 

2.82 

0.0015 

0.0544 

33.54 

90 

56.46 

5.00 

2.82 

0.0015 

0.0148 

9.85 

100 

90.15 

3.00 

2.70 

0.0020 

0.0677 

22.52 

90 

67.48 

5.00 

3.37 

0.0015 

0.1148 

24.72 

90 

65.28 

5.00 

3.26 

0.0015 

0.0416 

26.05 

90 

63.95 

5.00 

3.20 

0.0015 

0.0255 

13.14 

90 

76.86 

5.00 

3.84 

0.0015 

0.0162 

13.14 

80 

66.86 

5.00 

3.34 

0.0015 

0.0471 

25.79 

90 

64.21 

5.00 

3.21 

0.0015 

0.0186 

33.61 

90 

56.39 

5.00 

2.82 

0.0015 

0.0111 

26.18 

90 

63.82 

5.00 

3.19 

0.0015 

0.0764 

16.81 

90 

73.19 

5.00 

3.66 

0.0015 

0.0050 

16.14 

90 

73.86 

5.00 

3.69 

0.0015 

0.0077 

16.14 

90 

73.86 

15.00 

11.08 

0.0015 

0.0167 

16.14 

100 

83.86 

5.00 

4.19 

0.0015 

0.0412 

26.92 

90 

63.08 

5.00 

3.15 

0.0015 

0.0050 

31.03 

90 

58.97 

5.00 

2.95 

0.0015 

0.0139 

31.03 

90 

58.97 

15.00 

8.85 

0.0015 

0.0358 

19.91 

90 

70.09 

5.00 

3.50 

0.0015 

0.0649 

11.53 

90 

78.47 

5.00 

3.92 

0.0015 

0.0029 

33.06 

90 

56.94 

5.00 

2.85 

0.0015 

0.0135 

25.46 

90 

64.54 

5.00 

3.23 

0.0015 

0.0218 

26.65 

90 

63.35 

5.00 

3.17 

0.0015 

0.0004 

26.65 

90 

63.35 

15.00 

9.50 

0.0015 

0.0597 

25.66 

90 

64.34 

5.00 

3.22 

0.0015 

0.0209 

27.29 

90 

62.71 

5.00 

3.14 

0.0015 

0.0155 

18.78 

80 

61.22 

5.00 

3.06 

0.0015 

0.0002 







































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Older Alluvium 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Older Alluvium 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Older Alluvium 


Phyllite & Schist 


Erinpura Granite 


Older Alluvium 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Older Alluvium 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Older Alluvium 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Older Alluvium 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

25.31 

90 

64.69 

5.00 

3.23 

0.0015 

0.0045 

25.31 

100 

74.69 

5.00 

3.73 

0.0015 

0.0001 

14.40 

90 

75.60 

5.00 

3.78 

0.0015 

0.0103 

19.54 

90 

70.46 

5.00 

3.52 

0.0015 

0.0191 

19.54 

90 

70.46 

15.00 

10.57 

0.0015 

0.0044 

14.14 

90 

75.86 

5.00 

3.79 

0.0015 

0.0032 

29.76 

90 

60.24 

5.00 

3.01 

0.0015 

0.0532 

16.45 

90 

73.55 

5.00 

3.68 

0.0015 

0.0439 

8.95 

90 

81.05 

5.00 

4.05 

0.0015 

0.0157 

8.95 

90 

81.05 

15.00 

12.16 

0.0015 

0.0008 

8.95 

100 

91.05 

5.00 

4.55 

0.0015 

0.0366 

31.14 

90 

58.86 

5.00 

2.94 

0.0015 

0.0462 

29.10 

90 

60.90 

5.00 

3.05 

0.0015 

0.0351 

29.10 

90 

60.90 

15.00 

9.14 

0.0015 

0.1442 

29.10 

100 

70.90 

5.00 

3.55 

0.0015 

0.0276 

22.70 

90 

67.30 

5.00 

3.37 

0.0015 

0.0059 

22.70 

90 

67.30 

15.00 

10.10 

0.0015 

0.1312 

22.70 

100 

77.30 

5.00 

3.87 

0.0015 

0.0393 

30.57 

90 

59.43 

5.00 

2.97 

0.0015 

0.0362 

12.86 

100 

87.14 

3.00 

2.61 

0.0020 

0.0370 

28.34 

90 

61.66 

5.00 

3.08 

0.0015 

0.0331 

28.34 

100 

71.66 

5.00 

3.58 

0.0015 

0.0172 

26.28 

90 

63.72 

5.00 

3.19 

0.0015 

0.0016 

26.28 

90 

63.72 

15.00 

9.56 

0.0015 

0.0456 

34.33 

90 

55.67 

5.00 

2.78 

0.0015 

0.0213 

35.07 

90 

54.93 

5.00 

2.75 

0.0015 

0.0771 

20.19 

90 

69.81 

5.00 

3.49 

0.0015 

0.0383 

29.86 

90 

60.14 

5.00 

3.01 

0.0015 

0.0237 

12.07 

90 

77.93 

5.00 

3.90 

0.0015 

0.0198 

25.37 

90 

64.63 

5.00 

3.23 

0.0015 

0.0124 

25.37 

90 

64.63 

15.00 

9.69 

0.0015 

0.0001 

14.65 

90 

75.35 

15.00 

11.30 

0.0015 

0.0011 

14.65 

100 

85.35 

5.00 

4.27 

0.0015 

0.0746 

11.56 

90 

78.44 

5.00 

3.92 

0.0015 

0.0682 

26.39 

90 

63.61 

5.00 

3.18 

0.0015 

0.0583 

28.53 

90 

61.47 

5.00 

3.07 

0.0015 

0.0160 

31.05 

90 

58.95 

5.00 

2.95 

0.0015 

0.0127 

26.22 

90 

63.78 

5.00 

3.19 

0.0015 

0.0011 

26.22 

90 

63.78 

15.00 

9.57 

0.0015 

0.1924 

26.22 

100 

73.78 

5.00 

3.69 

0.0015 

0.0346 

20.76 

90 

69.24 

5.00 

3.46 

0.0015 

0.0169 

23.85 

90 

66.15 

5.00 

3.31 

0.0015 

0.0880 

23.85 

100 

76.15 

5.00 

3.81 

0.0015 

0.0159 

16.20 

80 

63.80 

5.00 

3.19 

0.0015 

0.0000 

16.20 

90 

73.80 

5.00 

3.69 

0.0015 

0.0092 

16.20 

80 

63.80 

5.00 

3.19 

0.0015 

0.0374 

23.22 

90 

66.78 

5.00 

3.34 

0.0015 

0.0669 

27.04 

90 

62.96 

5.00 

3.15 

0.0015 

0.0496 

22.47 

90 

67.53 

5.00 

3.38 

0.0015 

0.0665 

22.47 

90 

67.53 

15.00 

10.13 

0.0015 

0.1035 

22.47 

100 

77.53 

5.00 

3.88 

0.0015 

0.0012 

34.66 

90 

55.34 

5.00 

2.77 

0.0015 

0.0353 

33.34 

90 

56.66 

5.00 

2.83 

0.0015 

0.0006 

14.76 

90 

75.24 

5.00 

3.76 

0.0015 

0.0287 

30.37 

90 

59.63 

5.00 

2.98 

0.0015 

0.0353 






































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



11010087 


Venpura 


Akhrad 


Alri 


Bhadarda 


Bhagal Bhim 


Bhalni 


Bhinmal (M) 


Bhinmal (Rural’ 


Bhootel 


Bilar 


Chak Jeran 


Chandpura 


Chara 


Chatwara 


Chekla 


Chirpatiya 


Delwara 


Derdi 


Census Code 


0820000802470500 


0818000702337300 


0818000702334800 


0818000402300800 


0818000402299600 


0818000502310100 


0818000441802000 


0818000402299400 


0818000602327400 


0818000702335100 


0818000502311200 


0818000702337000 


0818000702335200 


0818000702334400 


0818000402305500 


0818000702336900 


0818000402300600 


0818000402305900 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Phyllite & Schist 


6.88 Fresh 


12.28 Fresh 


11.00 Fresh 


11.58 Fresh 


13.35 Fresh 


104.56 Fresh 


14.34 Fresh 


7.81 Fresh 


5.40 Fresh 


8.91 Fresh 


6.19 Fresh 


11.86 Fresh 


24.77 Fresh 


9.30 Fresh 


7.77 Fresh 


20.14 Fresh 


2.01 Fresh 


Sub Basin: Sagi 






Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

22.61 

80 

57.39 

5.00 

2.87 

0.0015 

0.0014 


Non-command 

Older Alluvium 

5.66 

33.15 

80 

46.85 

35.00 

16.40 

0.0150 

1.3926 

Non-command 

Jalore Granite 

3.41 

30.37 

50 

19.63 

35.00 

6.87 

0.0015 

0.0351 

Non-command 

Younger Alluvium 

8.63 

30.37 

75 

44.63 

35.00 

15.62 

0.0200 

2.6963 

Command 

Older Alluvium 

0.20 

32.69 

135 

102.31 

35.00 

35.81 

0.0150 

0.1071 

Command 

Older Alluvium 

0.46 

32.69 

135 

102.31 

35.00 

35.81 

0.0150 

0.2454 

Non-command 

Older Alluvium 

0.86 

32.69 

135 

102.31 

35.00 

35.81 

0.0150 

0.4636 

Command 

Older Alluvium 

0.09 

24.59 

165 

140.41 

35.00 

49.14 

0.0150 

0.0687 

Non-command 

Older Alluvium 

10.61 

24.59 

165 

140.41 

35.00 

49.14 

0.0150 

7.8178 

Command 

Older Alluvium 

0.03 

24.59 

175 

150.41 

35.00 

52.64 

0.0150 

0.0201 

Non-command 

Older Alluvium 

6.81 

24.59 

175 

150.41 

35.00 

52.64 

0.0150 

5.3814 

Non-command 

Younger Alluvium 

0.01 

24.59 

175 

150.41 

35.00 

52.64 

0.0200 

0.0064 

Non-command 

Jalore Granite 

0.68 

17.94 

50 

32.06 

35.00 

11.22 

0.0015 

0.0115 

Non-command 

Rhyolite 

3.89 

17.94 

100 

82.06 

35.00 

28.72 

0.0015 

0.1674 

Non-command 

Younger Alluvium 

0.71 

17.94 

75 

57.06 

35.00 

19.97 

0.0200 

0.2845 

Non-command 

Jalore Granite 

6.97 

28.45 

50 

21.55 

35.00 

7.54 

0.0015 

0.0788 

Non-command 

Younger Alluvium 

3.24 

28.45 

75 

46.55 

35.00 

16.29 

0.0200 

1.0560 

Non-command 

Jalore Granite 

0.84 

25.53 

50 

24.47 

35.00 

8.56 

0.0015 

0.0108 

Non-command 

Younger Alluvium 

9.96 

25.53 

75 

49.47 

35.00 

17.31 

0.0200 

3.4496 

Non-command 

Jalore Granite 

0.63 

20.65 

40 

19.35 

35.00 

6.77 

0.0015 

0.0064 

Non-command 

Older Alluvium 

11.58 

53.34 

165 

111.66 

35.00 

39.08 

0.0150 

6.7876 

Non-command 

Older Alluvium 

4.07 

29.08 

165 

135.92 

35.00 

47.57 

0.0150 

2.9069 

Non-command 

Jalore Granite 

38.13 

27.45 

40 

12.55 

35.00 

4.39 

0.0015 

0.2512 

Non-command 

Older Alluvium 

50.42 

27.45 

65 

37.55 

35.00 

13.14 

0.0150 

9.9390 

Non-command 

Older Alluvium 

11.69 

71.21 

165 

93.79 

35.00 

32.83 

0.0150 

5.7561 

Non-command 

Older Alluvium 

1.81 

44.83 

135 

90.17 

35.00 

31.56 

0.0150 

0.8562 

Non-command 

Jalore Granite 

5.15 

28.01 

50 

21.99 

35.00 

7.69 

0.0015 

0.0594 

Non-command 

Younger Alluvium 

0.00 

28.01 

75 

46.99 

35.00 

16.44 

0.0200 

0.0008 

Non-command 

Older Alluvium 

3.73 

71.26 

165 

93.74 

35.00 

32.81 

0.0150 

1.8372 

Non-command 

Jalore Granite 

1.65 

25.71 

50 

24.29 

35.00 

8.50 

0.0015 

0.0210 

Non-command 

Younger Alluvium 

3.84 

25.71 

75 

49.29 

35.00 

17.25 

0.0200 

1.3236 

Non-command 

Jalore Granite 

11.02 

27.92 

50 

22.08 

35.00 

7.73 

0.0015 

0.1278 

Non-command 

Older Alluvium 

12.40 

11.39 

80 

68.61 

35.00 

24.01 

0.0150 

4.4669 

Non-command 

Rhyolite 

12.28 

11.39 

100 

88.61 

35.00 

31.01 

0.0015 

0.5714 

Non-command 

Jalore Granite 

1.05 

15.38 

40 

24.62 

35.00 

8.62 

0.0015 

0.0135 

Non-command 

Jalore Granite 

5.20 

29.36 

50 

20.64 

35.00 

7.23 

0.0015 

0.0564 

Non-command 

Older Alluvium 

0.04 

29.36 

80 

50.64 

35.00 

17.73 

0.0150 

0.0109 

Non-command 

Jalore Granite 

0.50 

26.67 

50 

23.33 

35.00 

8.16 

0.0015 

0.0062 

Non-command 

Younger Alluvium 

9.64 

26.67 

75 

48.33 

35.00 

16.91 

0.0200 

3.2600 

Non-command 

Jalore Granite 

6.06 

29.71 

50 

20.29 

35.00 

7.10 

0.0015 

0.0646 

Non-command 

Older Alluvium 

6.51 

29.71 

80 

50.29 

35.00 

17.60 

0.0150 

1.7188 

Non-command 

Older Alluvium 

27.42 

32.85 

165 

132.16 

35.00 

46.25 

0.0150 

19.0271 

Non-command 

Younger Alluvium 

1.20 

32.85 

175 

142.16 

35.00 

49.75 

0.0200 

1.1902 

Non-command 

Jalore Granite 

5.25 

18.23 

40 

21.77 

35.00 

7.62 

0.0015 

0.0600 

Non-command 

Younger Alluvium 

2.33 

18.23 

60 

41.77 

40.00 

16.71 

0.0200 

0.7791 

Non-command 

Older Alluvium 

2.26 

24.92 

80 

55.08 

35.00 

19.28 

0.0150 

0.6532 

Non-command 

Rhyolite 

3.09 

24.92 

100 

75.08 

35.00 

26.28 

0.0015 

0.1219 

Non-command 

Older Alluvium 

4.33 

38.26 

80 

41.74 

35.00 

14.61 

0.0150 

0.9486 

Non-command 

Younger Alluvium 

0.14 

38.26 

75 

36.74 

35.00 

12.86 

0.0200 

0.0360 

Non-command 

Jalore Granite 

13.25 

28.17 

40 

11.83 

35.00 

4.14 

0.0015 

0.0823 

Non-command 

Older Alluvium 

1.48 

31.54 

65 

33.46 

35.00 

11.71 

0.0150 

0.2597 

Non-command 

Younger Alluvium 

0.53 

31.54 

60 

28.46 

40.00 

11.38 

0.0200 

0.1204 

Non-command 

Older Alluvium 

1.96 

28.29 

65 

36.71 

35.00 

12.85 

0.0150 

0.3777 

Non-command 

Younger Alluvium 

5.71 

28.29 

60 

31.71 

40.00 

12.68 

0.0200 

1.4476 









































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Jalore Granite 


Older Alluvium 


Jalore Granite 


Older Alluvium 


Older Alluvium 


Jalore Granite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Jalore Granite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Rhyolite 


Jalore Granite 


Jalore Granite 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Jalore Granite 


Jalore Granite 


Rhyolite 


Rhyolite 


Older Alluvium 


Jalore Granite 


Older Alluvium 


Jalore Granite 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Rhyolite 


Older Alluvium 


Younger Alluvium 


Jalore Granite 


Jalore Granite 


Older Alluvium 


Older Alluvium 


Jalore Granite 


Older Alluvium 


Jalore Granite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

44.11 

80 

35.89 

35.00 

12.56 

0.0150 

0.2875 

44.11 

75 

30.89 

35.00 

10.81 

0.0200 

1.7388 

19.45 

75 

55.55 

35.00 

19.44 

0.0200 

0.0389 

45.89 

80 

34.11 

35.00 

11.94 

0.0150 

0.4929 

35.13 

165 

129.87 

35.00 

45.45 

0.0150 

6.0753 

21.95 

80 

58.05 

35.00 

20.32 

0.0150 

0.0001 

21.95 

75 

53.05 

35.00 

18.57 

0.0200 

0.1854 

22.93 

40 

17.07 

35.00 

5.97 

0.0015 

0.0345 

39.66 

80 

40.34 

35.00 

14.12 

0.0150 

0.2331 

27.06 

40 

12.94 

35.00 

4.53 

0.0015 

0.0460 

33.07 

165 

131.93 

35.00 

46.18 

0.0150 

0.4155 

32.44 

165 

132.56 

35.00 

46.40 

0.0150 

5.6996 

19.08 

40 

20.92 

35.00 

7.32 

0.0015 

0.0481 

42.57 

135 

92.43 

35.00 

32.35 

0.0150 

7.3801 

56.85 

165 

108.15 

35.00 

37.85 

0.0150 

10.1154 

33.45 

135 

101.55 

35.00 

35.54 

0.0150 

0.5264 

33.45 

135 

101.55 

35.00 

35.54 

0.0150 

4.7274 

40.25 

165 

124.75 

35.00 

43.66 

0.0150 

3.1952 

89.59 

165 

75.41 

35.00 

26.39 

0.0150 

7.4810 

29.37 

50 

20.63 

35.00 

7.22 

0.0015 

0.0642 

29.37 

80 

50.63 

35.00 

17.72 

0.0150 

0.7238 

29.37 

75 

45.63 

35.00 

15.97 

0.0200 

0.2270 

19.54 

80 

60.46 

35.00 

21.16 

0.0150 

7.7445 

19.54 

100 

80.46 

35.00 

28.16 

0.0015 

0.4176 

25.50 

40 

14.50 

35.00 

5.08 

0.0015 

0.0447 

18.01 

40 

21.99 

35.00 

7.70 

0.0015 

0.0724 

24.11 

75 

50.89 

35.00 

17.81 

0.0200 

0.1806 

20.02 

165 

144.98 

35.00 

50.74 

0.0150 

2.1189 

20.02 

175 

154.98 

35.00 

54.24 

0.0200 

4.6222 

29.44 

40 

10.56 

35.00 

3.70 

0.0015 

0.0418 

26.71 

40 

13.29 

35.00 

4.65 

0.0015 

0.0375 

33.69 

100 

66.31 

35.00 

23.21 

0.0015 

0.0166 

14.49 

100 

85.51 

35.00 

29.93 

0.0015 

0.1764 

34.14 

165 

130.86 

35.00 

45.80 

0.0150 

2.7394 

27.23 

40 

12.77 

35.00 

4.47 

0.0015 

0.0164 

35.25 

165 

129.75 

35.00 

45.41 

0.0150 

9.7909 

29.01 

50 

20.99 

35.00 

7.35 

0.0015 

0.0260 

29.01 

75 

45.99 

35.00 

16.10 

0.0200 

1.0887 

40.72 

80 

39.28 

35.00 

13.75 

0.0150 

3.3055 

38.63 

65 

26.37 

35.00 

9.23 

0.0150 

0.1299 

14.71 

100 

85.29 

35.00 

29.85 

0.0015 

0.2775 

26.02 

80 

53.98 

35.00 

18.89 

0.0150 

0.6835 

26.02 

75 

48.98 

35.00 

17.14 

0.0200 

0.9943 

27.09 

40 

12.91 

35.00 

4.52 

0.0015 

0.0304 

24.93 

40 

15.07 

35.00 

5.28 

0.0015 

0.0801 

34.95 

165 

130.05 

35.00 

45.52 

0.0150 

5.8130 

42.14 

165 

122.86 

35.00 

43.00 

0.0150 

0.1913 

32.25 

50 

17.75 

35.00 

6.21 

0.0015 

0.0002 

32.25 

80 

47.75 

35.00 

16.71 

0.0150 

0.0047 

29.99 

40 

10.01 

35.00 

3.50 

0.0015 

0.0275 

20.80 

165 

144.20 

35.00 

50.47 

0.0150 

0.0869 

20.80 

175 

154.20 

35.00 

53.97 

0.0200 

0.2629 

20.80 

175 

154.20 

35.00 

53.97 

0.0150 

0.0418 

20.80 

175 

154.20 

35.00 

53.97 

0.0200 

0.0053 

38.70 

135 

96.30 

35.00 

33.70 

0.0150 

3.4372 
































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Jalore Granite 


Older Alluvium 


Younger Alluvium 


Jalore Granite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Jalore Granite 


Jalore Granite 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Jalore Granite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Rhyolite 


Younger Alluvium 


Older Alluvium 


Jalore Granite 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Jalore Granite 


Younger Alluvium 


Jalore Granite 


Jalore Granite 


Older Alluvium 


Jalore Granite 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Jalore Granite 


Rhyolite 


Younger Alluvium 


Jalore Granite 


Jalore Granite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

56.66 

165 

108.34 

35.00 

37.92 

0.0150 

5.2804 

56.66 

175 

118.34 

35.00 

41.42 

0.0200 

19.0457 

41.81 

165 

123.19 

35.00 

43.12 

0.0150 

2.8129 

41.81 

175 

133.19 

35.00 

46.62 

0.0200 

11.2092 

31.45 

175 

143.55 

35.00 

50.24 

0.0200 

3.4497 

25.87 

40 

14.13 

35.00 

4.95 

0.0015 

0.0424 

39.69 

135 

95.31 

35.00 

33.36 

0.0150 

1.0234 

22.19 

60 

37.81 

40.00 

15.12 

0.0200 

4.9480 

27.91 

40 

12.09 

35.00 

4.23 

0.0015 

0.0957 

40.86 

165 

124.14 

35.00 

43.45 

0.0150 

4.3170 

22.64 

60 

37.36 

40.00 

14.94 

0.0200 

6.3232 

44.51 

165 

120.49 

35.00 

42.17 

0.0150 

8.7864 

44.51 

175 

130.49 

35.00 

45.67 

0.0200 

17.0942 

55.93 

165 

109.07 

35.00 

38.17 

0.0150 

0.0047 

21.77 

40 

18.23 

35.00 

6.38 

0.0015 

0.1159 

17.75 

40 

22.25 

35.00 

7.79 

0.0015 

0.0909 

17.75 

60 

42.25 

40.00 

16.90 

0.0200 

0.7869 

34.00 

80 

46.00 

35.00 

16.10 

0.0150 

0.0056 

34.00 

75 

41.00 

35.00 

14.35 

0.0200 

0.0013 

37.05 

50 

12.95 

35.00 

4.53 

0.0015 

0.0281 

37.05 

80 

42.95 

35.00 

15.03 

0.0150 

0.3250 

37.05 

75 

37.95 

35.00 

13.28 

0.0200 

4.5671 

27.62 

80 

52.38 

35.00 

18.33 

0.0150 

3.5389 

19.40 

80 

60.60 

35.00 

21.21 

0.0150 

0.4341 

19.40 

100 

80.60 

35.00 

28.21 

0.0015 

0.1009 

19.40 

75 

55.60 

35.00 

19.46 

0.0200 

3.3018 

39.78 

165 

125.22 

35.00 

43.83 

0.0150 

6.6461 

26.44 

40 

13.56 

35.00 

4.75 

0.0015 

0.0611 

26.44 

60 

33.56 

40.00 

13.43 

0.0200 

0.2272 

51.21 

165 

113.79 

35.00 

39.83 

0.0150 

6.2308 

51.21 

175 

123.79 

35.00 

43.33 

0.0200 

5.3071 

22.07 

40 

17.94 

35.00 

6.28 

0.0015 

0.0504 

22.07 

60 

37.94 

40.00 

15.17 

0.0200 

0.1830 

26.74 

50 

23.26 

35.00 

8.14 

0.0015 

0.0066 

30.63 

40 

9.37 

35.00 

3.28 

0.0015 

0.0034 

38.30 

80 

41.70 

35.00 

14.59 

0.0150 

1.7320 

20.66 

40 

19.34 

35.00 

6.77 

0.0015 

0.0037 

20.66 

60 

39.34 

40.00 

15.74 

0.0200 

0.0013 

38.20 

165 

126.80 

35.00 

44.38 

0.0150 

20.1876 

27.32 

80 

52.68 

35.00 

18.44 

0.0150 

0.4007 

27.32 

75 

47.68 

35.00 

16.69 

0.0200 

1.6992 

38.33 

165 

126.67 

35.00 

44.33 

0.0150 

10.0651 

38.33 

175 

136.67 

35.00 

47.83 

0.0200 

7.9282 

35.25 

165 

129.76 

35.00 

45.41 

0.0150 

3.2431 

22.15 

135 

112.85 

35.00 

39.50 

0.0150 

0.1867 

39.49 

165 

125.51 

35.00 

43.93 

0.0150 

10.9945 

42.72 

135 

92.28 

35.00 

32.30 

0.0150 

1.6196 

52.13 

165 

112.87 

35.00 

39.51 

0.0150 

4.7350 

52.13 

175 

122.87 

35.00 

43.01 

0.0200 

17.7038 

33.15 

80 

46.85 

35.00 

16.40 

0.0150 

0.0007 

17.94 

50 

32.06 

35.00 

11.22 

0.0015 

0.1053 

17.94 

100 

82.06 

35.00 

28.72 

0.0015 

0.0703 

17.94 

75 

57.06 

35.00 

19.97 

0.0200 

0.5940 

28.45 

50 

21.55 

35.00 

7.54 

0.0015 

0.0780 

27.92 

50 

22.08 

35.00 

7.73 

0.0015 

0.0002 











































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



11011089 


Chirpatiya 


Dadoki 


Dhanwara 


Doodhwat 


Golwara 


Jalera Kalan 


Jalera Khurd 


Khera Sariyana 


Pal 


Parawi 


Raniwara Kalan 


Raniwara Khurd 


Ropsi 


Sanwlawas 


Silasan 


Taveedar 


Ambon Ka Bara 


Barwan 


Bassi 


Beenja 



Bhawnagar 


Bhawri 


Bhinder 


Burd (Boorad) 


Chenda 


Dayalpura 


Deeri 


Dheedhas 


Gelawas 


Ghana 


Godawas 


Census Code 


0818000702336900 


0818000702337200 


0818000702334600 


0818000702336500 


0818000702336400 


0818000702338400 


0818000702338500 


0818000702336200 


0818000702338700 


0818000702336700 


0818000702338300 


0818000702338200 


0818000702334700 


0818000702334500 


0818000702336800 


0818000702336300 


0818000702338600 


0817000402167200 


0818000202276700 


0820000402425400 


0820000402424200 


0820000502437600 


0820000502437300 


0820000402425100 


0817000402161700 


0820000402424300 


0820000502434700 


0820000502437500 


0817000402167900 


0820000402422500 


0818000202276800 


0820000502437400 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Jalore Granite 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Jalore Granite 


8.03 Fresh 


13.24 Fresh 


13.77 Fresh 



15.59 Fresh 


6.96 Fresh 


17.54 Fresh 


20.45 Fresh 


23.83 Fresh 


13.17 Fresh 


31.30 Fresh 


17.53 Fresh 



4.41 Fresh 


9.97 Fresh 


Saline 


31.10 Saline 



43.35 Saline 


10.42 Fresh 


24.89 Fresh 


Saline 



19.17 Saline 


31.49 Saline 


23.88 Saline 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Jalore Granite 


Older Alluvium 


Jalore Granite 


Rhyolite 


Jalore Granite 


Older Alluvium 


Older Alluvium 


Jalore Granite 


Older Alluvium 


Older Alluvium 


Jalore Granite 


Younger Alluvium 


Younger Alluvium 


Jalore Granite 


Jalore Granite 


Older Alluvium 


Rhyolite 


Older Alluvium 


Sub Basin: 





Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

29.36 

50 

20.64 

35.00 

7.23 

0.0015 

0.0202 

29.71 

80 

50.29 

35.00 

17.60 

0.0150 

0.0128 

44.11 

75 

30.89 

35.00 

10.81 

0.0200 

0.0119 

35.27 

80 

44.73 

35.00 

15.66 

0.0150 

1.1792 

37.23 

50 

12.77 

35.00 

4.47 

0.0015 

0.0654 

37.23 

80 

42.77 

35.00 

14.97 

0.0150 

1.1958 

55.55 

80 

24.45 

35.00 

8.56 

0.0150 

0.0070 

48.25 

80 

31.75 

35.00 

11.11 

0.0150 

1.0587 

33.69 

50 

16.31 

35.00 

5.71 

0.0015 

0.0000 

33.69 

80 

46.31 

35.00 

16.21 

0.0150 

0.0017 

14.71 

50 

35.29 

35.00 

12.35 

0.0015 

0.3059 

14.71 

100 

85.29 

35.00 

29.85 

0.0015 

0.2934 

32.25 

50 

17.75 

35.00 

6.21 

0.0015 

0.0512 

32.25 

80 

47.75 

35.00 

16.71 

0.0150 

0.4500 

38.77 

80 

41.23 

35.00 

14.43 

0.0150 

0.0020 

28.77 

50 

21.23 

35.00 

7.43 

0.0015 

0.0742 

38.14 

80 

41.86 

35.00 

14.65 

0.0150 

0.2673 

34.00 

80 

46.00 

35.00 

16.10 

0.0150 

0.5731 

37.05 

50 

12.95 

35.00 

4.53 

0.0015 

0.0000 

37.05 

75 

37.95 

35.00 

13.28 

0.0200 

0.1783 

19.40 

75 

55.60 

35.00 

19.46 

0.0200 

0.3303 

26.74 

50 

23.26 

35.00 

8.14 

0.0015 

0.3356 

29.53 

50 

20.47 

35.00 

7.16 

0.0015 

0.1358 

29.53 

80 

50.47 

35.00 

17.66 

0.0150 

0.5650 

29.53 

100 

70.47 

35.00 

24.66 

0.0015 

0.0001 

44.48 

80 

35.52 

35.00 

12.43 

0.0150 

0.2713 


Non-command 

Older Alluvium 

0.27 

18.09 

130 

111.91 

40.00 

44.76 

0.0150 

0.1825 

Non-command 

Older Alluvium 

0.18 

18.09 

90 

71.91 

30.00 

21.57 

0.0150 

0.0590 

Non-command 

Older Alluvium 

0.36 

16.18 

70 

53.82 

15.00 

8.07 

0.0015 

0.0044 

Non-command 

Phyllite & Schist 

0.81 

16.18 

70 

53.82 

5.00 

2.69 

0.0015 

0.0033 

Command 

Older Alluvium 

11.78 

7.36 

55 

47.64 

35.00 

16.67 

0.0150 

2.9466 

Non-command 

Older Alluvium 

7.98 

7.36 

55 

47.64 

35.00 

16.67 

0.0150 

1.9948 

Command 

Older Alluvium 

0.41 

7.36 

60 

52.64 

35.00 

18.42 

0.0150 

0.1146 

Non-command 

Older Alluvium 

0.07 

7.36 

60 

52.64 

35.00 

18.42 

0.0150 

0.0202 

Non-command 

Older Alluvium 

18.00 

17.24 

60 

42.76 

35.00 

14.97 

0.0150 

4.0413 

Non-command 

Older Alluvium 

10.42 

12.63 

40 

27.37 

15.00 

4.10 

0.0015 

0.0642 

Non-command 

Older Alluvium 

0.14 

10.16 

40 

29.84 

15.00 

4.48 

0.0015 

0.0009 

Command 

Older Alluvium 

0.35 

10.16 

40 

29.84 

5.00 

1.49 

0.0015 

0.0008 

Non-command 

Older Alluvium 

1.50 

10.16 

40 

29.84 

5.00 

1.49 

0.0015 

0.0034 

Non-command 

Older Alluvium 

3.18 

15.73 

70 

54.27 

15.00 

8.14 

0.0015 

0.0388 

Non-command 

Older Alluvium 

27.72 

10.96 

70 

59.04 

15.00 

8.86 

0.0015 

0.3682 

Non-command 

Older Alluvium 

2.16 

15.18 

40 

24.82 

5.00 

1.24 

0.0015 

0.0040 

Non-command 

Younger Alluvium 

2.74 

20.24 

80 

59.76 

40.00 

23.90 

0.0200 

1.3085 

Non-command 

Older Alluvium 

0.04 

9.36 

40 

30.64 

15.00 

4.60 

0.0015 

0.0003 

Non-command 

Older Alluvium 

1.20 

12.19 

70 

57.81 

15.00 

8.67 

0.0015 

0.0157 

Non-command 

Older Alluvium 

15.18 

12.26 

70 

57.74 

15.00 

8.66 

0.0015 

0.1973 

Non-command 

Older Alluvium 

18.95 

25.93 

90 

64.07 

30.00 

19.22 

0.0150 

5.4622 

Non-command 

Younger Alluvium 

2.49 

25.93 

80 

54.07 

30.00 

16.22 

0.0200 

0.8069 

Command 

Older Alluvium 

5.38 

8.50 

40 

31.50 

5.00 

1.58 

0.0015 

0.0127 

Non-command 

Older Alluvium 

0.69 

8.50 

40 

31.50 

5.00 

1.58 

0.0015 

0.0016 

Non-command 

Older Alluvium 

5.17 

14.75 

40 

25.25 

5.00 

1.26 

0.0015 

0.0098 

Command 

Older Alluvium 

4.60 

15.69 

60 

44.31 

35.00 

15.51 

0.0150 

1.0691 

Non-command 

Older Alluvium 

2.96 

15.69 

60 

44.31 

35.00 

15.51 

0.0150 

0.6882 

Non-command 

Older Alluvium 

18.71 

12.31 

70 

57.69 

15.00 

8.65 

0.0015 

0.2428 





































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Erinpura Granite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

19.00 

70 

51.00 

15.00 

7.65 

0.0015 

0.0526 

19.00 

70 

51.00 

5.00 

2.55 

0.0015 

0.0023 

8.17 

40 

31.83 

15.00 

4.77 

0.0015 

0.0008 

8.17 

40 

31.83 

15.00 

4.77 

0.0015 

0.0353 

7.82 

40 

32.18 

5.00 

1.61 

0.0015 

0.0014 

28.77 

80 

51.23 

30.00 

15.37 

0.0200 

1.0080 

13.47 

40 

26.53 

5.00 

1.33 

0.0015 

0.0027 

31.78 

80 

48.22 

40.00 

19.29 

0.0200 

1.7563 

31.78 

80 

48.22 

30.00 

14.47 

0.0200 

0.2444 

15.34 

40 

24.66 

15.00 

3.70 

0.0015 

0.0345 

15.34 

40 

24.66 

5.00 

1.23 

0.0015 

0.0007 

25.82 

130 

104.18 

40.00 

41.67 

0.0150 

0.8493 

25.82 

80 

54.18 

40.00 

21.67 

0.0200 

1.7753 

26.98 

130 

103.02 

40.00 

41.21 

0.0150 

0.6174 

26.98 

80 

53.02 

40.00 

21.21 

0.0200 

1.1819 

26.98 

90 

63.02 

30.00 

18.91 

0.0150 

6.2067 

26.98 

80 

53.02 

30.00 

15.91 

0.0200 

1.3946 

11.34 

40 

28.66 

5.00 

1.43 

0.0015 

0.0006 

26.56 

70 

43.44 

15.00 

6.52 

0.0015 

0.3972 

26.56 

70 

43.44 

5.00 

2.17 

0.0015 

0.0012 

29.37 

90 

60.63 

30.00 

18.19 

0.0150 

0.1338 

29.37 

80 

50.63 

30.00 

15.19 

0.0200 

0.5476 

10.75 

40 

29.25 

5.00 

1.46 

0.0015 

0.0006 

10.35 

40 

29.65 

15.00 

4.45 

0.0015 

0.0007 

10.35 

40 

29.65 

15.00 

4.45 

0.0015 

0.1649 

10.35 

40 

29.65 

5.00 

1.48 

0.0015 

0.0002 

15.40 

40 

24.60 

5.00 

1.23 

0.0015 

0.0067 

13.70 

40 

26.30 

15.00 

3.95 

0.0015 

0.0500 

11.64 

40 

28.36 

15.00 

4.25 

0.0015 

0.0215 

11.64 

40 

28.36 

5.00 

1.42 

0.0015 

0.0075 

11.64 

40 

28.36 

5.00 

1.42 

0.0015 

0.0646 

15.52 

55 

39.48 

35.00 

13.82 

0.0150 

0.0079 

12.32 

55 

42.68 

35.00 

14.94 

0.0150 

0.0004 

12.32 

55 

42.68 

35.00 

14.94 

0.0150 

0.1039 

12.32 

60 

47.68 

35.00 

16.69 

0.0150 

1.8812 

12.32 

60 

47.68 

35.00 

16.69 

0.0150 

0.2887 

13.95 

40 

26.05 

5.00 

1.30 

0.0015 

0.0000 

13.95 

40 

26.05 

5.00 

1.30 

0.0015 

0.0161 

13.80 

90 

76.20 

30.00 

22.86 

0.0150 

1.2120 

13.80 

80 

66.20 

30.00 

19.86 

0.0200 

0.2598 

9.90 

40 

30.10 

5.00 

1.51 

0.0015 

0.0348 

8.26 

40 

31.74 

15.00 

4.76 

0.0015 

0.0282 

8.26 

40 

31.74 

5.00 

1.59 

0.0015 

0.0029 

8.26 

40 

31.74 

5.00 

1.59 

0.0015 

0.0146 

24.65 

90 

65.35 

30.00 

19.60 

0.0150 

3.2677 

16.78 

55 

38.22 

35.00 

13.38 

0.0150 

0.2664 

16.78 

55 

38.22 

35.00 

13.38 

0.0150 

0.5372 

16.78 

60 

43.22 

35.00 

15.13 

0.0150 

0.0311 

16.78 

60 

43.22 

35.00 

15.13 

0.0150 

0.0014 

10.01 

40 

29.99 

5.00 

1.50 

0.0015 

0.0094 

10.01 

40 

29.99 

5.00 

1.50 

0.0015 

0.0055 

12.33 

40 

27.67 

15.00 

4.15 

0.0015 

0.0663 

12.33 

40 

27.67 

5.00 

1.38 

0.0015 

0.0186 

12.33 

40 

27.67 

5.00 

1.38 

0.0015 

0.0104 

19.59 

90 

70.41 

5.00 

3.52 

0.0015 

0.0086 

















































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Older Alluvium 


Phyllite & Schist 


Erinpura Granite 


Older Alluvium 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Older Alluvium 


Older Alluvium 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

19.59 

90 

70.41 

5.00 

3.52 

0.0015 

0.0527 

21.87 

90 

68.13 

5.00 

3.41 

0.0015 

0.0148 

21.87 

90 

68.13 

5.00 

3.41 

0.0015 

0.0194 

16.18 

70 

53.82 

15.00 

8.07 

0.0015 

0.0058 

16.18 

70 

53.82 

5.00 

2.69 

0.0015 

0.1051 

18.56 

80 

61.44 

5.00 

3.07 

0.0015 

0.0006 

10.96 

70 

59.04 

15.00 

8.86 

0.0015 

0.0165 

29.79 

80 

50.21 

5.00 

2.51 

0.0015 

0.0290 

25.48 

80 

54.52 

5.00 

2.73 

0.0015 

0.0264 

28.05 

80 

51.95 

5.00 

2.60 

0.0015 

0.0294 

22.55 

90 

67.45 

5.00 

3.37 

0.0015 

0.0152 

9.13 

70 

60.87 

15.00 

9.13 

0.0015 

0.0323 

9.13 

70 

60.87 

15.00 

9.13 

0.0020 

0.0152 

9.13 

70 

60.87 

15.00 

9.13 

0.0015 

0.0000 

12.19 

70 

57.81 

15.00 

8.67 

0.0015 

0.5421 

16.21 

90 

73.79 

5.00 

3.69 

0.0015 

0.0526 

16.94 

90 

73.06 

5.00 

3.65 

0.0015 

0.0003 

12.84 

70 

57.16 

5.00 

2.86 

0.0015 

0.1878 

34.06 

80 

45.94 

5.00 

2.30 

0.0015 

0.0316 

17.88 

90 

72.12 

5.00 

3.61 

0.0015 

0.0651 

17.88 

100 

82.12 

5.00 

4.11 

0.0015 

0.0146 

32.53 

80 

47.47 

5.00 

2.37 

0.0015 

0.0279 

32.53 

90 

57.47 

5.00 

2.87 

0.0015 

0.0114 

23.16 

90 

66.84 

5.00 

3.34 

0.0015 

0.0221 

9.11 

70 

60.89 

5.00 

3.04 

0.0015 

0.0239 

30.72 

80 

49.28 

5.00 

2.46 

0.0015 

0.0442 

30.72 

90 

59.28 

5.00 

2.96 

0.0015 

0.0019 

22.60 

80 

57.40 

5.00 

2.87 

0.0015 

0.0346 

15.19 

90 

74.81 

5.00 

3.74 

0.0015 

0.0058 

8.50 

40 

31.50 

5.00 

1.58 

0.0015 

0.0007 

8.50 

40 

31.50 

5.00 

1.58 

0.0015 

0.0111 

23.51 

80 

56.49 

5.00 

2.82 

0.0015 

0.0537 

23.51 

80 

56.49 

5.00 

2.82 

0.0015 

0.0060 

9.18 

70 

60.82 

5.00 

3.04 

0.0015 

0.0000 

7.99 

70 

62.01 

15.00 

9.30 

0.0015 

0.0717 

7.99 

70 

62.01 

5.00 

3.10 

0.0015 

0.0079 

7.99 

70 

62.01 

15.00 

9.30 

0.0015 

0.0044 

6.54 

70 

63.46 

5.00 

3.17 

0.0015 

0.0205 

9.63 

70 

60.37 

5.00 

3.02 

0.0015 

0.0001 

9.63 

70 

60.37 

5.00 

3.02 

0.0015 

0.0640 

9.63 

70 

60.37 

5.00 

3.02 

0.0015 

0.1234 

9.35 

70 

60.65 

5.00 

3.03 

0.0015 

0.0150 

30.83 

80 

49.17 

5.00 

2.46 

0.0015 

0.0049 

18.66 

70 

51.34 

5.00 

2.57 

0.0015 

0.0042 

25.30 

90 

64.70 

5.00 

3.23 

0.0015 

0.0112 

32.98 

80 

47.02 

5.00 

2.35 

0.0015 

0.0126 

32.98 

80 

47.02 

5.00 

2.35 

0.0015 

0.0024 

9.81 

70 

60.19 

5.00 

3.01 

0.0015 

0.0163 

9.81 

70 

60.19 

5.00 

3.01 

0.0015 

0.0064 

5.69 

70 

64.31 

15.00 

9.65 

0.0015 

0.0040 

5.69 

70 

64.31 

5.00 

3.22 

0.0015 

0.0422 

5.69 

70 

64.31 

15.00 

9.65 

0.0015 

0.0191 

5.69 

70 

64.31 

5.00 

3.22 

0.0015 

0.0654 

23.51 

90 

66.49 

5.00 

3.32 

0.0015 

0.0347 

17.10 

90 

72.90 

5.00 

3.65 

0.0015 

0.0069 












































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Gurha Bheemsingh 


Gurha Keshar Singh 


Gurha Khowa 


Gurha Roopsingh 


Hathlai 


Hemawas 


Hirankhuri 


ltdara Mertiyan 


Jaitpur 


Jawali 


Jeewand Kalan 


Jeewand Khurd 


Jooni Endla 


Jor Kandra 


Jorjoonamath 


Kandara 


Kanlao 


Karnawa 


Kerli 


Kesargarh 


Kesuli 


Kharada 


Khor 


Koorna 


Kotri 


Lampi 


Malwa 


Mandiya 


Mandli Khurd 


Mandpur 


Manihari 


Muliawas 


Nadol 


Narlai 


Nawa Gurha 


Neembara 


Census Code 


0820000702457900 


0820000702461800 


0820000702464700 


0820000702461900 


0820000502435100 


0820000502433300 


0820000502435900 


0820000702454300 


0820000402424100 


0820000702458300 


0820000702459200 


0820000702461600 


0820000502438700 


0820000502433500 


0820000502433600 


0820000502435000 


0820000502436900 


0820000702463700 


0820000702459700 


0820000702461400 


0820000702461100 


0820000702459100 


0820000502436700 


0820000502438400 


0820000702463600 


0820000702464600 


0820000402426000 


0820000520900004 


0820000520900003 


0820000702461000 


0820000502437200 


0820000502434300 


0820000702462000 


0820000702464000 


0820000702462100 


0820000502435700 



Zone (Fresh 
/ Saline) 


2.87 Fresh 


3.29 Fresh 


5.64 Fresh 


Saline 


4.62 Fresh 


11.79 Saline 


21.60 Fresh 



6.03 Fresh 


7.94 Fresh 


39.00 Saline 


17.59 Fresh 


6.39 Fresh 


6.48 Fresh 


21.67 Saline 


4.92 Saline 


2.23 Saline 


14.21 Saline 


13.37 Saline 


14.36 Fresh 


7.04 Saline 


3.74 Fresh 


13.12 Fresh 


Saline 


14.24 Fresh 


50.15 Fresh 




42.03 Saline 


8.39 Fresh 


3.60 Fresh 


Saline 


20.96 Saline 


10.58 Saline 


16.81 Saline 


11.88 Saline 


8.32 Saline 


45.18 Saline 


12.88 Saline 



42.75 Fresh 


32.33 Fresh 


11.97 Fresh 


19.38 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Erinpura Granite 

Non-command 

Erinpura Granite 

Non-command 

Erinpura Granite 

Non-command 

Erinpura Granite 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Erinpura Granite 

Non-command 

Erinpura Granite 

Non-command 

Erinpura Granite 

Non-command 

Erinpura Granite 

Non-command 

Erinpura Granite 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Erinpura Granite 

Non-command 

Erinpura Granite 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Erinpura Granite 

Non-command 

Erinpura Granite 

Non-command 

Erinpura Granite 

Non-command 

Erinpura Granite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

33.56 

80 

46.44 

5.00 

2.32 

0.0015 

0.0100 

25.20 

80 

54.80 

5.00 

2.74 

0.0015 

0.0135 

18.39 

90 

71.61 

5.00 

3.58 

0.0015 

0.0203 

18.39 

90 

71.61 

5.00 

3.58 

0.0015 

0.0072 

26.02 

80 

53.98 

5.00 

2.70 

0.0015 

0.0187 

9.79 

70 

60.21 

5.00 

3.01 

0.0015 

0.0532 

7.88 

70 

62.12 

5.00 

3.11 

0.0015 

0.0019 

7.88 

70 

62.12 

5.00 

3.11 

0.0015 

0.0005 

7.88 

70 

62.12 

5.00 

3.11 

0.0015 

0.0000 

7.88 

70 

62.12 

5.00 

3.11 

0.0015 

0.0531 

27.78 

80 

52.22 

5.00 

2.61 

0.0015 

0.0236 

30.03 

80 

49.97 

5.00 

2.50 

0.0015 

0.0069 

30.03 

90 

59.97 

5.00 

3.00 

0.0015 

0.0275 

7.82 

40 

32.18 

5.00 

1.61 

0.0015 

0.0208 

31.15 

90 

58.85 

5.00 

2.94 

0.0015 

0.0382 

30.08 

80 

49.92 

5.00 

2.50 

0.0015 

0.0239 

23.85 

80 

56.15 

5.00 

2.81 

0.0015 

0.0273 

8.43 

70 

61.57 

5.00 

3.08 

0.0015 

0.0006 

7.47 

70 

62.53 

5.00 

3.13 

0.0015 

0.0155 

7.47 

70 

62.53 

5.00 

3.13 

0.0015 

0.0076 

5.61 

70 

64.39 

5.00 

3.22 

0.0015 

0.0108 

7.35 

70 

62.65 

5.00 

3.13 

0.0015 

0.0113 

7.35 

70 

62.65 

5.00 

3.13 

0.0015 

0.0555 

11.72 

70 

58.28 

5.00 

2.91 

0.0015 

0.0529 

25.50 

90 

64.50 

5.00 

3.22 

0.0015 

0.0057 

32.13 

80 

47.87 

5.00 

2.39 

0.0015 

0.0127 

22.25 

80 

57.75 

5.00 

2.89 

0.0015 

0.0162 

20.97 

90 

69.03 

5.00 

3.45 

0.0015 

0.0130 

20.97 

90 

69.03 

5.00 

3.45 

0.0015 

0.0548 

31.90 

80 

48.10 

5.00 

2.40 

0.0015 

0.0449 

17.56 

80 

62.44 

5.00 

3.12 

0.0015 

0.0001 

17.56 

90 

72.44 

5.00 

3.62 

0.0015 

0.1371 

17.56 

90 

72.44 

5.00 

3.62 

0.0015 

0.0070 

13.47 

40 

26.53 

5.00 

1.33 

0.0015 

0.0007 

13.47 

40 

26.53 

5.00 

1.33 

0.0015 

0.0190 

14.81 

70 

55.19 

5.00 

2.76 

0.0015 

0.0205 

26.35 

90 

63.65 

5.00 

3.18 

0.0015 

0.0000 

17.46 

90 

72.54 

5.00 

3.63 

0.0015 

0.0034 

17.46 

90 

72.54 

5.00 

3.63 

0.0015 

0.0162 

9.53 

70 

60.47 

15.00 

9.07 

0.0015 

0.0956 

9.53 

70 

60.47 

5.00 

3.02 

0.0015 

0.0625 

11.34 

40 

28.66 

5.00 

1.43 

0.0015 

0.0222 

9.86 

70 

60.14 

5.00 

3.01 

0.0015 

0.0286 

7.60 

70 

62.40 

5.00 

3.12 

0.0015 

0.0221 

7.60 

70 

62.40 

5.00 

3.12 

0.0015 

0.0292 

18.65 

90 

71.35 

5.00 

3.57 

0.0015 

0.0438 

26.56 

70 

43.44 

15.00 

6.52 

0.0015 

0.0262 

9.17 

70 

60.83 

15.00 

9.12 

0.0015 

0.0004 

9.17 

70 

60.83 

15.00 

9.12 

0.0020 

0.0008 

9.17 

70 

60.83 

15.00 

9.12 

0.0015 

0.0000 

9.17 

70 

60.83 

15.00 

9.12 

0.0020 

0.0009 

26.70 

90 

63.30 

5.00 

3.16 

0.0015 

0.0986 

21.58 

90 

68.42 

5.00 

3.42 

0.0015 

0.0959 

27.94 

90 

62.06 

5.00 

3.10 

0.0015 

0.0013 

26.41 

80 

53.59 

5.00 

2.68 

0.0015 

0.0001 




















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Older Alluvium 


Younger Alluvium 


Erinpura Granite 


Phyllite & Schist 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Erinpura Granite 


Older Alluvium 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Erinpura Granite 


Older Alluvium 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

22.15 

80 

57.85 

5.00 

2.89 

0.0015 

0.0204 

27.59 

80 

52.41 

5.00 

2.62 

0.0015 

0.0303 

23.95 

80 

56.05 

5.00 

2.80 

0.0015 

0.0299 

23.95 

90 

66.05 

5.00 

3.30 

0.0015 

0.0067 

15.73 

70 

54.27 

5.00 

2.71 

0.0015 

0.0005 

31.37 

80 

48.63 

5.00 

2.43 

0.0015 

0.0001 

7.63 

70 

62.37 

5.00 

3.12 

0.0015 

0.0070 

22.30 

90 

67.70 

5.00 

3.39 

0.0015 

0.0125 

22.30 

90 

67.70 

5.00 

3.39 

0.0015 

0.0000 

9.50 

70 

60.50 

15.00 

9.08 

0.0015 

0.0000 

9.50 

70 

60.50 

15.00 

9.08 

0.0020 

0.0000 

28.60 

80 

51.41 

5.00 

2.57 

0.0015 

0.0109 

14.42 

100 

85.58 

3.00 

2.57 

0.0015 

0.0088 

9.60 

70 

60.40 

15.00 

9.06 

0.0015 

0.0868 

9.60 

70 

60.40 

15.00 

9.06 

0.0020 

0.0002 

9.60 

70 

60.40 

15.00 

9.06 

0.0015 

0.2695 

33.56 

80 

46.44 

5.00 

2.32 

0.0015 

0.0301 

9.90 

40 

30.10 

5.00 

1.51 

0.0015 

0.0013 

23.71 

80 

56.29 

5.00 

2.81 

0.0015 

0.0298 

23.71 

90 

66.29 

5.00 

3.31 

0.0015 

0.0267 

23.80 

80 

56.20 

5.00 

2.81 

0.0015 

0.0501 

24.81 

90 

65.19 

5.00 

3.26 

0.0015 

0.0009 

18.75 

70 

51.25 

5.00 

2.56 

0.0015 

0.0280 

18.75 

70 

51.25 

5.00 

2.56 

0.0015 

0.0064 

21.99 

80 

58.01 

5.00 

2.90 

0.0015 

0.0388 

10.28 

70 

59.72 

5.00 

2.99 

0.0015 

0.0351 

10.28 

70 

59.72 

5.00 

2.99 

0.0015 

0.0134 

10.28 

70 

59.72 

5.00 

2.99 

0.0015 

0.0043 

9.02 

40 

30.98 

5.00 

1.55 

0.0015 

0.0047 

9.02 

40 

30.98 

5.00 

1.55 

0.0015 

0.0095 

9.02 

40 

30.98 

5.00 

1.55 

0.0020 

0.0000 

14.64 

90 

75.36 

5.00 

3.77 

0.0015 

0.0073 

14.64 

100 

85.36 

5.00 

4.27 

0.0015 

0.0139 

14.64 

90 

75.36 

5.00 

3.77 

0.0015 

0.0281 

14.64 

100 

85.36 

5.00 

4.27 

0.0015 

0.0012 

17.34 

90 

72.66 

5.00 

3.63 

0.0015 

0.0435 

22.55 

70 

47.45 

5.00 

2.37 

0.0015 

0.0070 

19.32 

70 

50.68 

5.00 

2.53 

0.0015 

0.0147 

13.38 

70 

56.62 

5.00 

2.83 

0.0015 

0.0069 

13.38 

70 

56.62 

5.00 

2.83 

0.0015 

0.0280 

27.89 

80 

52.11 

5.00 

2.61 

0.0015 

0.0003 

10.01 

40 

29.99 

5.00 

1.50 

0.0015 

0.0004 

10.01 

40 

29.99 

5.00 

1.50 

0.0015 

0.0055 

30.96 

90 

59.04 

5.00 

2.95 

0.0015 

0.0152 

30.88 

80 

49.12 

5.00 

2.46 

0.0015 

0.0018 

30.88 

90 

59.12 

5.00 

2.96 

0.0015 

0.0127 

25.18 

90 

64.82 

5.00 

3.24 

0.0015 

0.0604 

13.68 

90 

76.32 

15.00 

11.45 

0.0015 

0.0244 

10.75 

100 

89.25 

3.00 

2.68 

0.0015 

0.0012 

16.18 

70 

53.82 

5.00 

2.69 

0.0015 

0.0116 

20.38 

70 

49.62 

15.00 

7.44 

0.0015 

0.1586 

7.36 

55 

47.64 

35.00 

16.67 

0.0150 

1.7843 

25.31 

90 

64.69 

5.00 

3.23 

0.0015 

0.0130 

21.18 

90 

68.82 

15.00 

10.32 

0.0015 

0.0025 

25.48 

90 

64.52 

5.00 

3.23 

0.0015 

0.0256 

















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Beejowa 


Beer Ki Bhagal 


Beethura 


Bhachoonda 


Bhadrajoon 


Bhagwan Pura 


Bhagwanpura Station 


Bhawnagar 


Bhinder 


Bigarla 


Borda Ki Bhagal 


Chanchori 


Chanod 


Chawrda 


Chhora 


Choonda 


Dadai 


Dewan 


Dhalop 


Dhanda 


Dhariya 


Dhingana 


Dhola Jageer 


Dhola Sasan 


Dingai 


Dudapura 


Endlawas 


Gawar 


Ghanerao 


Girali 


Girwar 


Godawas 


Goindla 


Gundoj 


Gura Durgadas 


Gura Endla 


Gura Khuni 


Gura Pratapsingh 


Census Code 


0820000702462300 


0825000403005300 


0820000802468100 


0820000802468400 


0818000202278500 


0820000702462500 


0820000702462400 


0820000502437600 


0820000402425100 


0820000702463200 


0825000403000400 


0820000502439800 


Zone (Fresh 
/ Saline) 


0820000802467900 


0818000202279500 


0820000702466600 


0818000202280000 


0820000702463400 


0820000502437500 


0820000702467000 


0820000402425000 


0820000702465200 


0820000902474700 


0820000702458200 


0820000402424700 


0820000802468200 


0820000802468700 


0820000502436800 


0820000702466700 


0820000502438600 


0825000403004300 


0820000702467200 


0820000702465700 


0820000502438500 


0820000502437400 


0818000202277500 


0820000502435200 


0820000502439500 


0820000502438900 


0820000502439900 


0820000502438100 



4.59 Fresh 


39.66 Fresh 


Saline 



67.03 Saline 


24.89 Saline 


14.82 Fresh 


16.72 Saline 


9.78 Fresh 


40.73 Saline 


60.13 Fresh 


17.65 Saline 


4.24 Fresh 


3.37 Fresh 


14.39 Fresh 


9.08 Fresh 


22.23 Saline 


4.33 Saline 


14.03 Saline 


5.02 Fresh 


7.72 Saline 


31.92 Fresh 


22.47 Fresh 



23.83 Saline 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Erinpura Granite 

Non-command 

Older Alluvium 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

27.63 

90 

62.37 

5.00 

3.12 

0.0015 

0.0962 

9.78 

100 

90.22 

3.00 

2.71 

0.0015 

0.0095 

18.40 

90 

71.60 

15.00 

10.74 

0.0015 

0.3248 

16.68 

90 

73.32 

15.00 

11.00 

0.0015 

0.0001 

29.84 

55 

25.16 

35.00 

8.81 

0.0150 

0.3881 

29.84 

60 

30.16 

35.00 

10.56 

0.0150 

4.2296 

25.91 

90 

64.09 

5.00 

3.20 

0.0015 

0.0425 

29.90 

90 

60.10 

5.00 

3.01 

0.0015 

0.0405 

15.73 

70 

54.27 

15.00 

8.14 

0.0015 

0.0542 

15.18 

40 

24.82 

5.00 

1.24 

0.0015 

0.0144 

32.76 

80 

47.24 

5.00 

2.36 

0.0015 

0.0174 

32.76 

90 

57.24 

5.00 

2.86 

0.0015 

0.0353 

15.87 

100 

84.13 

3.00 

2.52 

0.0015 

0.0025 

22.21 

90 

67.79 

5.00 

3.39 

0.0015 

0.1044 

22.21 

70 

47.79 

15.00 

7.17 

0.0015 

0.0123 

22.21 

90 

67.79 

5.00 

3.39 

0.0015 

0.0914 

16.33 

90 

73.67 

5.00 

3.68 

0.0015 

0.0003 

16.33 

70 

53.67 

15.00 

8.05 

0.0015 

0.0309 

16.33 

90 

73.67 

5.00 

3.68 

0.0015 

0.0651 

10.19 

90 

79.81 

15.00 

11.97 

0.0015 

1.0202 

11.87 

60 

48.13 

35.00 

16.84 

0.0150 

4.5185 

24.41 

90 

65.59 

5.00 

3.28 

0.0015 

0.0218 

21.88 

60 

38.12 

35.00 

13.34 

0.0150 

2.2180 

27.66 

90 

62.34 

5.00 

3.12 

0.0015 

0.0325 

27.66 

100 

72.34 

5.00 

3.62 

0.0015 

0.0003 

12.26 

70 

57.74 

15.00 

8.66 

0.0015 

0.3153 

17.88 

90 

72.12 

5.00 

3.61 

0.0015 

0.1045 

17.88 

100 

82.12 

5.00 

4.11 

0.0015 

0.0772 

11.88 

40 

28.12 

5.00 

1.41 

0.0015 

0.0342 

26.08 

90 

63.92 

5.00 

3.20 

0.0015 

0.0203 

24.26 

100 

75.74 

5.00 

3.79 

0.0015 

0.0049 

32.53 

80 

47.47 

5.00 

2.37 

0.0015 

0.0044 

32.53 

90 

57.47 

5.00 

2.87 

0.0015 

0.0115 

15.43 

40 

24.57 

15.00 

3.69 

0.0015 

0.0502 

26.56 

90 

63.44 

15.00 

9.52 

0.0015 

0.1613 

23.11 

90 

66.89 

15.00 

10.03 

0.0015 

0.0005 

9.11 

70 

60.89 

5.00 

3.04 

0.0015 

0.0401 

22.79 

90 

67.21 

5.00 

3.36 

0.0015 

0.0223 

9.52 

70 

60.48 

15.00 

9.07 

0.0015 

0.1047 

9.52 

70 

60.48 

5.00 

3.02 

0.0015 

0.0001 

14.66 

100 

85.34 

3.00 

2.56 

0.0015 

0.0663 

20.21 

90 

69.79 

5.00 

3.49 

0.0015 

0.0990 

20.21 

100 

79.79 

5.00 

3.99 

0.0015 

0.0017 

26.50 

90 

63.50 

5.00 

3.17 

0.0015 

0.0104 

15.03 

70 

54.97 

15.00 

8.25 

0.0015 

0.1861 

12.31 

70 

57.69 

15.00 

8.65 

0.0015 

0.0672 

37.61 

55 

17.39 

35.00 

6.09 

0.0150 

0.9161 

37.61 

60 

22.39 

35.00 

7.84 

0.0150 

0.0168 

9.63 

70 

60.37 

5.00 

3.02 

0.0015 

0.0001 

19.38 

90 

70.62 

5.00 

3.53 

0.0015 

0.0134 

19.38 

90 

70.62 

5.00 

3.53 

0.0015 

0.0057 

14.73 

70 

55.27 

15.00 

8.29 

0.0015 

0.2059 

20.86 

70 

49.14 

15.00 

7.37 

0.0015 

0.0716 

20.86 

90 

69.14 

5.00 

3.46 

0.0015 

0.0006 

19.00 

70 

51.00 

15.00 

7.65 

0.0015 

0.0438 
































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Erinpura Granite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Erinpura Granite 


Older Alluvium 


Phyllite & Schist 


Erinpura Granite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

19.00 

70 

51.00 

5.00 

2.55 

0.0015 

0.0410 

25.30 

90 

64.70 

5.00 

3.23 

0.0015 

0.0121 

17.34 

90 

72.66 

5.00 

3.63 

0.0015 

0.0061 

17.34 

100 

82.66 

5.00 

4.13 

0.0015 

0.0524 

31.57 

90 

58.43 

5.00 

2.92 

0.0015 

0.0191 

31.93 

80 

48.07 

5.00 

2.40 

0.0015 

0.0000 

31.93 

90 

58.07 

5.00 

2.90 

0.0015 

0.0263 

25.31 

90 

64.69 

5.00 

3.23 

0.0015 

0.0015 

8.17 

40 

31.83 

15.00 

4.77 

0.0015 

0.0464 

24.38 

90 

65.62 

5.00 

3.28 

0.0015 

0.0449 

11.28 

70 

58.72 

15.00 

8.81 

0.0015 

0.0101 

11.28 

70 

58.72 

5.00 

2.94 

0.0015 

0.0359 

31.15 

90 

58.85 

5.00 

2.94 

0.0015 

0.0394 

19.70 

90 

70.30 

5.00 

3.51 

0.0015 

0.0011 

8.43 

70 

61.57 

15.00 

9.24 

0.0015 

0.1261 

8.43 

70 

61.57 

5.00 

3.08 

0.0015 

0.0574 

18.69 

90 

71.31 

5.00 

3.57 

0.0015 

0.0299 

23.16 

90 

66.84 

5.00 

3.34 

0.0015 

0.0302 

11.72 

70 

58.28 

5.00 

2.91 

0.0015 

0.0055 

25.50 

90 

64.50 

5.00 

3.22 

0.0015 

0.0637 

17.72 

60 

42.28 

35.00 

14.80 

0.0150 

0.0063 

18.29 

70 

51.71 

15.00 

7.76 

0.0015 

0.2390 

18.29 

90 

71.71 

5.00 

3.59 

0.0015 

0.0042 

31.90 

80 

48.10 

5.00 

2.40 

0.0015 

0.0064 

30.78 

60 

29.22 

35.00 

10.23 

0.0150 

0.2652 

9.87 

60 

50.13 

35.00 

17.54 

0.0150 

1.4811 

6.94 

60 

53.06 

35.00 

18.57 

0.0150 

0.7328 

17.56 

90 

72.44 

5.00 

3.62 

0.0015 

0.0955 

17.56 

90 

72.44 

5.00 

3.62 

0.0015 

0.0328 

22.59 

90 

67.41 

5.00 

3.37 

0.0015 

0.0766 

22.59 

90 

67.41 

5.00 

3.37 

0.0015 

0.0008 

14.43 

60 

45.57 

35.00 

15.95 

0.0150 

1.3632 

28.47 

80 

51.53 

5.00 

2.58 

0.0015 

0.0217 

14.81 

70 

55.19 

15.00 

8.28 

0.0015 

0.1146 

14.81 

70 

55.19 

5.00 

2.76 

0.0015 

0.1152 

26.35 

90 

63.65 

5.00 

3.18 

0.0015 

0.0400 

23.72 

60 

36.28 

35.00 

12.70 

0.0150 

2.4558 

15.34 

40 

24.66 

15.00 

3.70 

0.0015 

0.0319 

15.34 

40 

24.66 

5.00 

1.23 

0.0015 

0.0008 

14.19 

60 

45.81 

35.00 

16.03 

0.0150 

2.1395 

15.05 

40 

24.95 

5.00 

1.25 

0.0015 

0.0178 

20.83 

60 

39.17 

35.00 

13.71 

0.0150 

0.4969 

14.89 

100 

85.11 

3.00 

2.55 

0.0015 

0.0466 

9.54 

60 

50.46 

35.00 

17.66 

0.0150 

7.8190 

15.02 

100 

84.98 

3.00 

2.55 

0.0015 

0.0000 

21.65 

90 

68.35 

5.00 

3.42 

0.0015 

0.0009 

21.65 

70 

48.35 

15.00 

7.25 

0.0015 

0.0445 

21.65 

90 

68.35 

5.00 

3.42 

0.0015 

0.0260 

26.56 

70 

43.44 

5.00 

2.17 

0.0015 

0.0000 

26.10 

100 

73.90 

5.00 

3.70 

0.0015 

0.0001 

11.84 

60 

48.16 

35.00 

16.86 

0.0150 

3.5158 

8.88 

60 

51.12 

35.00 

17.89 

0.0150 

0.0091 

14.03 

60 

45.97 

35.00 

16.09 

0.0150 

0.9430 

25.88 

90 

64.12 

5.00 

3.21 

0.0015 

0.0509 

27.57 

90 

62.43 

5.00 

3.12 

0.0015 

0.0680 







































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Erinpura Granite 


Erinpura Granite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Erinpura Granite 


Older Alluvium 


Older Alluvium 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Erinpura Granite 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Erinpura Granite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

26.70 

90 

63.30 

5.00 

3.16 

0.0015 

0.0930 

26.70 

100 

73.30 

5.00 

3.66 

0.0015 

0.0122 

21.58 

90 

68.42 

5.00 

3.42 

0.0015 

0.0666 

27.94 

90 

62.06 

5.00 

3.10 

0.0015 

0.0542 

18.97 

70 

51.03 

15.00 

7.65 

0.0015 

0.1177 

25.26 

60 

34.74 

35.00 

12.16 

0.0150 

1.7734 

15.69 

60 

44.31 

35.00 

15.51 

0.0150 

3.7405 

13.88 

100 

86.12 

3.00 

2.58 

0.0015 

0.0038 

26.74 

90 

63.26 

5.00 

3.16 

0.0015 

0.0262 

18.58 

70 

51.42 

5.00 

2.57 

0.0015 

0.0357 

18.73 

55 

36.27 

35.00 

12.69 

0.0150 

0.6368 

18.73 

60 

41.27 

35.00 

14.44 

0.0150 

1.9329 

21.70 

90 

68.30 

5.00 

3.42 

0.0015 

0.0111 

21.70 

90 

68.30 

5.00 

3.42 

0.0015 

0.0032 

15.30 

100 

84.70 

3.00 

2.54 

0.0015 

0.0420 

12.40 

100 

87.60 

3.00 

2.63 

0.0015 

0.0275 

31.37 

80 

48.63 

5.00 

2.43 

0.0015 

0.0179 

31.37 

90 

58.63 

5.00 

2.93 

0.0015 

0.0113 

13.70 

40 

26.30 

15.00 

3.95 

0.0015 

0.0137 

27.07 

90 

62.93 

5.00 

3.15 

0.0015 

0.0200 

26.17 

90 

63.83 

5.00 

3.19 

0.0015 

0.0024 

18.85 

120 

101.15 

4.00 

4.05 

0.0018 

0.0013 

18.85 

100 

81.15 

3.00 

2.43 

0.0015 

0.0030 

14.42 

100 

85.58 

3.00 

2.57 

0.0015 

0.0059 

6.74 

60 

53.26 

35.00 

18.64 

0.0150 

2.5068 

17.83 

70 

52.17 

15.00 

7.83 

0.0015 

0.0736 

17.83 

70 

52.17 

5.00 

2.61 

0.0015 

0.0147 

12.63 

70 

57.37 

15.00 

8.60 

0.0015 

0.0141 

31.70 

90 

58.30 

5.00 

2.91 

0.0015 

0.0487 

24.24 

90 

65.76 

5.00 

3.29 

0.0015 

0.0126 

24.57 

100 

75.43 

5.00 

3.77 

0.0015 

0.0027 

19.50 

55 

35.50 

35.00 

12.42 

0.0150 

3.7358 

19.50 

60 

40.50 

35.00 

14.17 

0.0150 

0.0542 

24.81 

90 

65.19 

5.00 

3.26 

0.0015 

0.0245 

22.00 

90 

68.00 

5.00 

3.40 

0.0015 

0.0159 

11.42 

60 

48.58 

35.00 

17.00 

0.0150 

0.8713 

13.58 

70 

56.42 

15.00 

8.46 

0.0015 

0.2705 

22.49 

60 

37.51 

35.00 

13.13 

0.0150 

0.0000 

17.86 

100 

82.14 

3.00 

2.46 

0.0015 

0.0094 

27.90 

90 

62.10 

5.00 

3.10 

0.0015 

0.0146 

15.73 

40 

24.27 

15.00 

3.64 

0.0015 

0.0200 

15.73 

40 

24.27 

5.00 

1.21 

0.0015 

0.0073 

28.60 

90 

61.40 

5.00 

3.07 

0.0015 

0.0286 

19.28 

90 

70.72 

5.00 

3.54 

0.0015 

0.0281 

25.70 

90 

64.30 

5.00 

3.22 

0.0015 

0.0060 

25.70 

100 

74.30 

5.00 

3.72 

0.0015 

0.0193 

18.27 

80 

61.73 

5.00 

3.09 

0.0015 

0.0040 

13.68 

90 

76.32 

15.00 

11.45 

0.0015 

0.0556 

27.64 

90 

62.36 

15.00 

9.35 

0.0015 

0.0013 

26.70 

90 

63.30 

5.00 

3.16 

0.0015 

0.0652 

26.70 

100 

73.30 

5.00 

3.66 

0.0015 

0.0057 

21.18 

90 

68.82 

15.00 

10.32 

0.0015 

0.2531 

19.01 

90 

70.99 

15.00 

10.65 

0.0015 

0.1059 

19.01 

80 

60.99 

5.00 

3.05 

0.0015 

0.0015 

31.89 

90 

58.11 

5.00 

2.91 

0.0015 

0.0000 











































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Phyllite & Schist 

Saline 

Non-command 

Older Alluvium 



Beethura 


Bhachoonda 


Bheetwara 


Chanod 


Chawrda 


Dantiwara 


Daulatpura 


Deeri 


Deotara 


Dhana 


Dhani 


Dhola Jageer 


Dhola Sasan 


Dudwar 


Faina (M) 


Fattapura 


Guralas 


ltdara Charnan 


Kagri 


Kawla 


Kenpura 


Khangri 


11011093 


Lapod 


Mandal 


Mataji Ka Bara 


Mokhampura 


Padarli Singhlan 


Panchalwara 


Pawa 


Pechawa 


Penawa 


Punariya 


Ramaniya 


Rani (M) 


Rani Kalan 


Sakdara 


Sarthur 


Sugaliya Sindhian 


Sundelao 


Venpura 


Alsipura 


0820000802468100 


0820000802468400 


0820000902476400 


0820000802467900 


0818000202279500 


0820000902476200 


0820000802469100 


0820000502437500 


0820000802470600 


0820000802469000 


0820000902475300 


0820000802468200 


0820000802468700 


0820000702463000 


0820000942010000 


0820000902474900 


0820000902475200 


0820000702462600 


0820000902475900 


0818000202282700 


0820000802468800 


0820000802470300 



0820000802468600 


0820000502440000 


0820000902474800 


0820000902474500 


0820000702462700 


0820000902476300 


0820000802469400 


0820000802468500 


0820000502437800 


0820000702462800 


0820000902475100 


0820000742006000 


0820000702462900 


0820000502437700 


0820000702465500 


0818000202282600 


0820000502437900 


0820000802470500 


0820000702467700 


21.63 Saline 


33.94 Saline 


13.76 Fresh 


67.03 Saline 


24.89 Saline 


7.62 Fresh 


6.43 Saline 


40.73 Saline 


12.57 Fresh 


7.48 Saline 


18.71 Fresh 


22.23 Saline 


4.33 Saline 


13.94 Fresh 


16.23 Fresh 


3.88 Fresh 


13.28 Fresh 


9.80 Fresh 


4.56 Fresh 


35.84 Saline 


6.94 Saline 


3.53 Fresh 


Saline 


29.46 Fresh 


13.20 Saline 


20.53 Saline 


8.91 Fresh 


5.63 Fresh 


4.96 Fresh 


9.78 Fresh 


38.93 Saline 


12.64 Saline 


10.64 Saline 


16.47 Fresh 


Saline 


3.75 Fresh 


10.55 Fresh 


3.92 Fresh 


9.24 Saline 


7.86 Fresh 


11.24 Saline 


22.81 Saline 


9.91 Fresh 


10.51 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Erinpura Granite 


Older Alluvium 


Older Alluvium 


Erinpura Granite 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Erinpura Granite 


Phyllite & Schist 


Older Alluvium 


Erinpura Granite 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Erinpura Granite 


Older Alluvium 


Older Alluvium 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

19.30 

80 

60.70 

5.00 

3.03 

0.0015 

0.0662 

19.30 

90 

70.70 

15.00 

10.60 

0.0015 

0.0791 

19.30 

80 

60.70 

5.00 

3.03 

0.0015 

0.0361 

18.40 

90 

71.60 

15.00 

10.74 

0.0015 

0.0238 

16.68 

90 

73.32 

15.00 

11.00 

0.0015 

0.5367 

33.67 

90 

56.33 

5.00 

2.82 

0.0015 

0.0005 

10.19 

90 

79.81 

15.00 

11.97 

0.0015 

0.1835 

11.87 

60 

48.13 

35.00 

16.84 

0.0150 

1.6556 

26.05 

90 

63.95 

5.00 

3.20 

0.0015 

0.0100 

23.36 

90 

66.64 

15.00 

10.00 

0.0015 

0.0026 

23.36 

80 

56.64 

5.00 

2.83 

0.0015 

0.0003 

12.26 

70 

57.74 

15.00 

8.66 

0.0015 

0.0088 

13.14 

90 

76.86 

5.00 

3.84 

0.0015 

0.0008 

13.14 

80 

66.86 

5.00 

3.34 

0.0015 

0.0010 

22.25 

90 

67.75 

15.00 

10.16 

0.0015 

0.1013 

25.79 

90 

64.21 

5.00 

3.21 

0.0015 

0.0713 

26.56 

90 

63.44 

15.00 

9.52 

0.0015 

0.1560 

23.11 

90 

66.89 

15.00 

10.03 

0.0015 

0.0647 

25.10 

90 

64.90 

5.00 

3.25 

0.0015 

0.0679 

26.18 

90 

63.82 

5.00 

3.19 

0.0015 

0.0013 

25.17 

90 

64.83 

5.00 

3.24 

0.0015 

0.0065 

25.17 

100 

74.83 

5.00 

3.74 

0.0015 

0.0049 

26.92 

90 

63.08 

5.00 

3.15 

0.0015 

0.0472 

24.38 

90 

65.62 

5.00 

3.28 

0.0015 

0.0033 

25.46 

90 

64.54 

5.00 

3.23 

0.0015 

0.0003 

17.72 

60 

42.28 

35.00 

14.80 

0.0150 

4.0509 

19.17 

90 

70.83 

15.00 

10.62 

0.0015 

0.1106 

18.78 

80 

61.22 

5.00 

3.06 

0.0015 

0.0022 

18.78 

80 

61.22 

5.00 

3.06 

0.0015 

0.0026 

25.31 

90 

64.69 

5.00 

3.23 

0.0015 

0.1132 

25.31 

100 

74.69 

5.00 

3.73 

0.0015 

0.0264 

23.19 

90 

66.81 

15.00 

10.02 

0.0015 

0.1984 

21.65 

70 

48.35 

15.00 

7.25 

0.0015 

0.1018 

21.65 

90 

68.35 

5.00 

3.42 

0.0015 

0.0094 

26.10 

90 

63.90 

5.00 

3.20 

0.0015 

0.0092 

26.64 

90 

63.36 

5.00 

3.17 

0.0015 

0.0000 

26.64 

100 

73.36 

5.00 

3.67 

0.0015 

0.0247 

24.43 

90 

65.57 

5.00 

3.28 

0.0015 

0.0244 

29.86 

90 

60.14 

5.00 

3.01 

0.0015 

0.0166 

27.10 

90 

62.90 

15.00 

9.44 

0.0015 

0.0452 

22.62 

90 

67.38 

15.00 

10.11 

0.0015 

0.0717 

13.93 

70 

56.07 

15.00 

8.41 

0.0015 

0.1342 

21.70 

90 

68.30 

5.00 

3.42 

0.0015 

0.0400 

21.70 

70 

48.30 

15.00 

7.25 

0.0015 

0.0005 

21.70 

90 

68.30 

5.00 

3.42 

0.0015 

0.0298 

28.59 

90 

61.41 

5.00 

3.07 

0.0015 

0.0141 

27.07 

90 

62.93 

5.00 

3.15 

0.0015 

0.0273 

26.17 

90 

63.83 

5.00 

3.19 

0.0015 

0.0164 

12.63 

70 

57.37 

15.00 

8.60 

0.0015 

0.1051 

30.08 

90 

59.92 

5.00 

3.00 

0.0015 

0.0115 

11.42 

60 

48.58 

35.00 

17.00 

0.0150 

0.0066 

13.58 

70 

56.42 

15.00 

8.46 

0.0015 

0.0120 

22.61 

90 

67.39 

5.00 

3.37 

0.0015 

0.0044 

22.61 

80 

57.39 

5.00 

2.87 

0.0015 

0.0375 

18.76 

90 

71.24 

5.00 

3.56 

0.0015 

0.0366 







































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

18.76 

100 

81.24 

5.00 

4.06 

0.0015 

0.0023 

25.18 

90 

64.82 

5.00 

3.24 

0.0015 

0.0012 

10.75 

100 

89.25 

3.00 

2.68 

0.0015 

0.0050 

13.46 

120 

106.54 

4.00 

4.26 

0.0015 

0.0017 

13.46 

100 

86.54 

3.00 

2.60 

0.0020 

0.0232 

25.31 

90 

64.69 

5.00 

3.23 

0.0015 

0.0031 

31.89 

90 

58.11 

5.00 

2.91 

0.0015 

0.0440 

27.63 

90 

62.37 

5.00 

3.12 

0.0015 

0.0021 

33.67 

90 

56.33 

5.00 

2.82 

0.0015 

0.0033 

9.85 

100 

90.15 

3.00 

2.70 

0.0020 

0.0085 

24.41 

90 

65.59 

5.00 

3.28 

0.0015 

0.0510 

27.66 

90 

62.34 

5.00 

3.12 

0.0015 

0.0126 

27.66 

100 

72.34 

5.00 

3.62 

0.0015 

0.0004 

24.26 

100 

75.74 

5.00 

3.79 

0.0015 

0.0143 

9.70 

100 

90.30 

3.00 

2.71 

0.0020 

0.0047 

22.79 

90 

67.21 

5.00 

3.36 

0.0015 

0.0030 

25.17 

90 

64.83 

5.00 

3.24 

0.0015 

0.0000 

25.17 

100 

74.83 

5.00 

3.74 

0.0015 

0.0094 

20.21 

90 

69.79 

5.00 

3.49 

0.0015 

0.0172 

26.50 

90 

63.50 

5.00 

3.17 

0.0015 

0.0464 

27.47 

90 

62.53 

5.00 

3.13 

0.0015 

0.0219 

19.11 

90 

70.89 

5.00 

3.54 

0.0015 

0.0165 

17.34 

90 

72.66 

5.00 

3.63 

0.0015 

0.0120 

17.34 

100 

82.66 

5.00 

4.13 

0.0015 

0.0307 

18.99 

90 

71.01 

5.00 

3.55 

0.0015 

0.0164 

25.31 

90 

64.69 

5.00 

3.23 

0.0015 

0.0141 

19.70 

90 

70.30 

5.00 

3.51 

0.0015 

0.0311 

9.69 

100 

90.31 

3.00 

2.71 

0.0020 

0.0042 

13.20 

100 

86.80 

5.00 

4.34 

0.0015 

0.0001 

13.20 

100 

86.80 

3.00 

2.60 

0.0015 

0.0041 

10.10 

100 

89.90 

3.00 

2.70 

0.0020 

0.0023 

10.22 

100 

89.78 

3.00 

2.69 

0.0015 

0.0047 

14.77 

100 

85.23 

5.00 

4.26 

0.0015 

0.0048 

14.77 

100 

85.23 

3.00 

2.56 

0.0015 

0.0100 

30.57 

90 

59.43 

5.00 

2.97 

0.0015 

0.0298 

12.86 

100 

87.14 

3.00 

2.61 

0.0020 

0.0408 

19.67 

90 

70.33 

5.00 

3.52 

0.0015 

0.0576 

19.67 

100 

80.33 

5.00 

4.02 

0.0015 

0.0158 

26.10 

90 

63.90 

5.00 

3.20 

0.0015 

0.0172 

26.10 

100 

73.90 

5.00 

3.70 

0.0015 

0.0187 

26.64 

100 

73.36 

5.00 

3.67 

0.0015 

0.0063 

34.33 

90 

55.67 

5.00 

2.78 

0.0015 

0.0046 

26.74 

90 

63.26 

5.00 

3.16 

0.0015 

0.0219 

26.74 

90 

63.26 

5.00 

3.16 

0.0015 

0.0036 

12.40 

100 

87.60 

5.00 

4.38 

0.0015 

0.0009 

12.40 

100 

87.60 

3.00 

2.63 

0.0015 

0.0055 

19.87 

90 

70.13 

5.00 

3.51 

0.0015 

0.0974 

28.59 

90 

61.41 

5.00 

3.07 

0.0015 

0.0032 

27.07 

90 

62.93 

5.00 

3.15 

0.0015 

0.0025 

20.76 

90 

69.24 

5.00 

3.46 

0.0015 

0.1125 

23.85 

90 

66.15 

5.00 

3.31 

0.0015 

0.0586 

23.85 

100 

76.15 

5.00 

3.81 

0.0015 

0.0070 

24.57 

100 

75.43 

5.00 

3.77 

0.0015 

0.0128 

30.08 

90 

59.92 

5.00 

3.00 

0.0015 

0.0239 

33.34 

90 

56.66 

5.00 

2.83 

0.0015 

0.0534 






































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 


11012094 


Singhara 


Sinya 


Udarthal 


Udawar 


Warka 


Amba Ki Goliya 


Ankhol 


Babtara 


Bagawas 


Bagora 


Bali 


Bhadoo & Goyton Ki Dhan 


Bhagal Sephta 


Bhalni 


Bhinmal (Rural) 


Bhundwa 


Bichhawari 


Borli 


Borta 


Borwara 


Chainpura 


Chak Chandpan 


Chak Jeran 


Chaurau 


Dadal 


Daman 


Dangariya 


Daspan 


Deta Kalan 


Deta Khurd 


Dhanani 


Census Code 


0826000203070200 


0825000403005100 


0820000702465400 


0825000403004900 


0820000702463300 


0818000602320700 


0818000602320400 


0818000502311100 


0818000102275700 


0818000102273400 


0818000502311300 


0818000502308400 


0818000502309900 


0818000602319800 


0818000402299100 


0818000502310100 


0818000402299400 


0818000102272900 


0818000502309400 


0818000602320900 


0818000402298900 


0818000102275500 


0818000502309500 


0818000402298200 


0818000502311200 


0818000102273700 


0818000102274500 


0818000502310500 


0817000502198700 


0818000402297900 


0818000102274800 


0818000102274900 


0818000102275900 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Erinpura Granite 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 


6.85 Fresh 


14.10 Fresh 


3.51 Fresh 


27.92 Fresh 


69.65 Fresh 


9.72 Fresh 


25.47 Fresh 


28.38 Fresh 


8.96 Saline 


12.18 Fresh 


13.35 Fresh 


14.34 Fresh 


11.65 Fresh 


3.97 Fresh 


9.29 Saline 


29.26 Fresh 


11.61 Fresh 


5.63 Fresh 


9.30 Fresh 


8.91 Fresh 


27.90 Fresh 


34.46 Fresh 


20.56 Fresh 


26.44 Saline 


34.23 Fresh 


22.10 Fresh 


6.24 Fresh 


7.54 Fresh 


Sub Basin: Sukri (Sayla) 


Command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

9.69 

100 

90.31 

3.00 

2.71 

0.0020 

0.0000 

9.90 

100 

90.10 

3.00 

2.70 

0.0015 

0.0003 

27.90 

90 

62.10 

5.00 

3.10 

0.0015 

0.0356 

11.78 

100 

88.22 

3.00 

2.65 

0.0015 

0.0083 

25.70 

100 

74.30 

5.00 

3.72 

0.0015 

0.0004 


1.57 

38.02 

135 

96.98 

35.00 

33.94 

0.0150 

0.7969 

0.88 

38.02 

135 

96.98 

35.00 

33.94 

0.0150 

0.4477 

2.47 

32.69 

135 

102.31 

35.00 

35.81 

0.0150 

1.3258 

0.03 

32.69 

135 

102.31 

35.00 

35.81 

0.0150 

0.0177 

3.32 

32.69 

135 

102.31 

35.00 

35.81 

0.0150 

1.7837 

0.06 

32.69 

135 

102.31 

35.00 

35.81 

0.0150 

0.0316 

3.40 

52.49 

165 

112.51 

35.00 

39.38 

0.0150 

2.0108 

16.48 

55.31 

140 

84.69 

35.00 

29.64 

0.0150 

7.3287 

11.44 

55.31 

90 

34.69 

35.00 

12.14 

0.0200 

2.7776 

20.77 

70.29 

140 

69.71 

35.00 

24.40 

0.0150 

7.6000 

2.03 

70.29 

90 

19.71 

35.00 

6.90 

0.0200 

0.2796 

3.93 

49.19 

165 

115.81 

35.00 

40.53 

0.0150 

2.3874 

5.00 

34.49 

175 

140.51 

35.00 

49.18 

0.0200 

4.9135 

0.25 

24.59 

165 

140.41 

35.00 

49.14 

0.0150 

0.1873 

0.16 

24.59 

175 

150.41 

35.00 

52.64 

0.0200 

0.1655 

4.46 

24.59 

175 

150.41 

35.00 

52.64 

0.0150 

3.5258 

4.76 

24.59 

175 

150.41 

35.00 

52.64 

0.0200 

5.0105 

0.02 

14.92 

135 

120.08 

35.00 

42.03 

0.0150 

0.0098 

0.24 

14.92 

135 

120.08 

35.00 

42.03 

0.0150 

0.1529 

5.24 

14.92 

175 

160.08 

35.00 

56.03 

0.0200 

5.8697 

1.01 

49.84 

175 

125.16 

35.00 

43.81 

0.0200 

0.8857 

8.38 

29.08 

165 

135.92 

35.00 

47.57 

0.0150 

5.9812 

0.89 

29.08 

175 

145.92 

35.00 

51.07 

0.0200 

0.9107 

1.63 

71.21 

165 

93.79 

35.00 

32.83 

0.0150 

0.8025 

5.14 

50.81 

140 

89.19 

35.00 

31.22 

0.0150 

2.4052 

1.02 

50.81 

90 

39.19 

35.00 

13.72 

0.0200 

0.2811 

2.56 

28.94 

175 

146.06 

35.00 

51.12 

0.0200 

2.6202 

0.32 

29.20 

135 

105.80 

35.00 

37.03 

0.0150 

0.1774 

0.23 

29.20 

135 

105.80 

35.00 

37.03 

0.0150 

0.1283 

7.16 

24.76 

165 

140.24 

35.00 

49.09 

0.0150 

5.2744 

10.31 

50.68 

140 

89.32 

35.00 

31.26 

0.0150 

4.8357 

1.30 

50.68 

90 

39.32 

35.00 

13.76 

0.0200 

0.3579 

5.63 

27.41 

175 

147.59 

35.00 

51.66 

0.0200 

5.8140 

8.71 

22.60 

165 

142.40 

35.00 

49.84 

0.0150 

6.5119 

0.59 

22.60 

175 

152.40 

35.00 

53.34 

0.0200 

0.6328 

5.18 

71.26 

165 

93.74 

35.00 

32.81 

0.0150 

2.5480 

0.22 

60.92 

140 

79.08 

35.00 

27.68 

0.0150 

0.0899 

27.69 

60.92 

90 

29.08 

35.00 

10.18 

0.0200 

5.6370 

21.34 

42.07 

90 

47.93 

35.00 

16.78 

0.0200 

7.1609 

5.01 

49.62 

165 

115.38 

35.00 

40.38 

0.0150 

3.0321 

9.99 

49.62 

175 

125.38 

35.00 

43.88 

0.0200 

8.7718 

1.18 

8.30 

110 

101.70 

30.00 

30.51 

0.0200 

0.7205 

5.00 

48.87 

175 

126.13 

35.00 

44.15 

0.0200 

4.4119 

0.05 

45.64 

140 

94.36 

35.00 

33.03 

0.0150 

0.0252 

22.05 

45.64 

90 

44.36 

35.00 

15.53 

0.0200 

6.8472 

1.63 

42.97 

140 

97.03 

35.00 

33.96 

0.0150 

0.8303 

4.59 

42.97 

90 

47.03 

35.00 

16.46 

0.0200 

1.5116 

0.10 

55.47 

140 

84.53 

35.00 

29.59 

0.0150 

0.0444 

4.78 

55.47 

90 

34.53 

35.00 

12.09 

0.0200 

1.1559 





















































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 



Older AIIl 


Younger ! 


Older AIIl 


Older AIIl 


Younger I 


Older AIIl 


Younger / 


Older AIIl 


Younger !■ 


Younger ! 


Older AIIl 


Younger ! 


Younger !■ 


Older AIIl 


Younger / 


Older AIIl 


Younger !■ 


Older AIIl 


Older AIIl 


Younger t 


Older AIIl 


Older AIIl 


Younger i 


Older AIIl 


Older AIIl 


Older AIIl 


Older AIIl 


Older AIIl 


Older AIIl 


Older AIIl 


Older AIIl 


Younger t 


Older AIIl 


Older AIIl 


Older AIIl 


Younger ! 


Older AIIl 


Younger ! 


Older AIIl 


Younger ! 


Older AIIl 


Younger ! 


Older AIIl 


Older AIIl 


Younger !■ 


Older AIIl 


Older AIIl 


Younger i 


Older AIIl 


Older AIIl 


Younger l 


Younger t 


Older AIIl 


Younger ! 


Older AIIl 


Alluvium 


uvium 


uvium 


Alluvium 


uvium 


Alluvium 


uvium 


Alluvium 


Alluvium 


uvium 


Alluvium 


Alluvium 


uvium 


Alluvium 


uvium 


Alluvium 


uvium 


uvium 


Alluvium 


uvium 


uvium 


Alluvium 


uvium 


Alluvium 


uvium 


uvium 


uvium 


Alluvium 


uvium 


Alluvium 


uvium 


Alluvium 


uvium 


Alluvium 


uvium 


uvium 


Alluvium 


uvium 


uvium 


Alluvium 


uvium 


uvium 


Alluvium 


Alluvium 


uvium 


Alluvium 


uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

40.04 

65 

24.96 

35.00 

8.74 

0.0150 

5.3300 

40.04 

60 

19.96 

40.00 

7.99 

0.0200 

0.1490 

22.79 

135 

112.21 

35.00 

39.28 

0.0150 

0.0139 

22.79 

135 

112.21 

35.00 

39.28 

0.0150 

1.7441 

22.79 

175 

152.21 

35.00 

53.28 

0.0200 

1.4079 

35.47 

165 

129.53 

35.00 

45.34 

0.0150 

7.0244 

35.47 

175 

139.53 

35.00 

48.84 

0.0200 

26.0975 

35.13 

165 

129.87 

35.00 

45.45 

0.0150 

2.2958 

8.15 

110 

101.85 

30.00 

30.55 

0.0200 

0.4309 

7.23 

110 

102.77 

30.00 

30.83 

0.0200 

0.1726 

33.07 

165 

131.93 

35.00 

46.18 

0.0150 

6.4548 

33.07 

175 

141.93 

35.00 

49.68 

0.0200 

3.4199 

26.19 

175 

148.81 

35.00 

52.08 

0.0200 

2.9878 

10.75 

135 

124.25 

35.00 

43.49 

0.0150 

0.0163 

10.75 

175 

164.25 

35.00 

57.49 

0.0200 

0.0705 

10.75 

135 

124.25 

35.00 

43.49 

0.0150 

0.0000 

10.75 

175 

164.25 

35.00 

57.49 

0.0200 

7.6706 

32.44 

165 

132.56 

35.00 

46.40 

0.0150 

0.7243 

46.06 

140 

93.94 

35.00 

32.88 

0.0150 

1.9878 

46.06 

90 

43.94 

35.00 

15.38 

0.0200 

3.8760 

22.99 

135 

112.01 

35.00 

39.20 

0.0150 

0.0607 

22.99 

135 

112.01 

35.00 

39.20 

0.0150 

1.0505 

22.99 

175 

152.01 

35.00 

53.20 

0.0200 

3.4108 

56.85 

165 

108.15 

35.00 

37.85 

0.0150 

3.3965 

33.11 

135 

101.89 

35.00 

35.66 

0.0150 

0.9568 

33.11 

135 

101.89 

35.00 

35.66 

0.0150 

1.6752 

33.11 

135 

101.89 

35.00 

35.66 

0.0150 

0.7860 

33.45 

135 

101.55 

35.00 

35.54 

0.0150 

0.7145 

33.45 

135 

101.55 

35.00 

35.54 

0.0150 

1.6162 

89.59 

165 

75.41 

35.00 

26.39 

0.0150 

0.3868 

51.04 

165 

113.96 

35.00 

39.89 

0.0150 

0.0273 

51.04 

175 

123.96 

35.00 

43.39 

0.0200 

1.1062 

68.96 

130 

61.04 

40.00 

24.41 

0.0150 

3.6766 

66.58 

165 

98.42 

35.00 

34.45 

0.0150 

1.3324 

54.93 

140 

85.07 

35.00 

29.77 

0.0150 

0.5659 

47.30 

90 

42.70 

35.00 

14.95 

0.0200 

2.0251 

47.82 

165 

117.18 

35.00 

41.01 

0.0150 

1.9912 

47.82 

175 

127.18 

35.00 

44.51 

0.0200 

9.5536 

60.11 

140 

79.89 

35.00 

27.96 

0.0150 

2.1059 

20.79 

175 

154.21 

35.00 

53.97 

0.0200 

15.9098 

54.26 

140 

85.74 

35.00 

30.01 

0.0150 

3.7017 

54.26 

90 

35.74 

35.00 

12.51 

0.0200 

0.1727 

54.86 

165 

110.14 

35.00 

38.55 

0.0150 

2.2126 

45.78 

140 

94.22 

35.00 

32.98 

0.0150 

1.7873 

45.78 

90 

44.22 

35.00 

15.48 

0.0200 

0.7537 

34.95 

165 

130.05 

35.00 

45.52 

0.0150 

0.0004 

51.73 

140 

88.27 

35.00 

30.90 

0.0150 

1.4182 

51.73 

90 

38.27 

35.00 

13.40 

0.0200 

2.5584 

53.72 

165 

111.28 

35.00 

38.95 

0.0150 

5.5716 

70.03 

140 

69.97 

35.00 

24.49 

0.0150 

5.1002 

21.22 

175 

153.78 

35.00 

53.82 

0.0200 

11.2413 

21.22 

175 

153.78 

35.00 

53.82 

0.0200 

0.2222 

20.80 

165 

144.20 

35.00 

50.47 

0.0150 

0.0020 

20.80 

175 

154.20 

35.00 

53.97 

0.0200 

1.6317 

20.80 

175 

154.20 

35.00 

53.97 

0.0150 

0.0610 





























































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Zone (Fresh 
/ Saline) 


Narsana 


Narwara 


Naya Chainpura 


Naya Morseem 


Nimbau 


Padarri Khurd 


Pariharon Ki Dhani 


Pata Ki Dhani 


Patheri 


Punrau 


Raghunathpur 


Rah 


Tatra 


Thalwar 


Tilora 


0818000502311600 


0818000102274300 


0818000402299000 


0818000502309200 


0818000502309700 


0818000602320600 


0817000502199600 


0817000402164700 


0818000502309000 


0818000102275400 


0818000102274600 


0818000118900001 


0818000502311500 


0818000502309100 


0818000602320100 


0818000102275600 


0818000102274400 


25.59 Fresh 


6.02 Fresh 


14.88 Fresh 


5.26 Fresh 


21.74 Fresh 


Saline 


16.33 Fresh 


31.20 Saline 


40.37 Fresh 


7.89 Fresh 


35.22 Fresh 


13.76 Fresh 


7.44 Fresh 


16.77 Fresh 


16.93 Fresh 


11.98 Fresh 


4.18 Saline 


20.81 Fresh 


28.63 Fresh 


Type of Area 

(Command / Non- Hydrogeological Unit 
command) 





Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Jalore Granite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


River Basin: Mahi 


Sub Basin: Anas 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

20.80 

175 

154.20 

35.00 

53.97 

0.0200 

3.7550 

48.18 

165 

116.82 

35.00 

40.89 

0.0150 

14.6522 

52.71 

140 

87.29 

35.00 

30.55 

0.0150 

0.0248 

43.98 

165 

121.02 

35.00 

42.36 

0.0150 

0.6450 

43.98 

175 

131.02 

35.00 

45.86 

0.0200 

1.3762 

22.32 

175 

152.68 

35.00 

53.44 

0.0200 

3.7091 

21.72 

165 

143.28 

35.00 

50.15 

0.0150 

1.2442 

21.72 

175 

153.28 

35.00 

53.65 

0.0200 

21.3002 

21.72 

175 

153.28 

35.00 

53.65 

0.0200 

0.2073 

38.70 

135 

96.30 

35.00 

33.70 

0.0150 

1.2866 

9.97 

110 

100.03 

30.00 

30.01 

0.0200 

1.5378 

66.02 

90 

23.98 

4.75 

1.14 

0.0015 

0.0003 

66.02 

130 

63.98 

40.00 

25.59 

0.0150 

9.8038 

18.37 

175 

156.63 

35.00 

54.82 

0.0200 

6.7387 

45.15 

140 

94.85 

35.00 

33.20 

0.0150 

17.2178 

45.15 

90 

44.85 

35.00 

15.70 

0.0200 

0.2011 

56.66 

140 

83.34 

35.00 

29.17 

0.0150 

3.7655 

56.66 

90 

33.34 

35.00 

11.67 

0.0200 

1.5795 

49.78 

140 

90.22 

35.00 

31.58 

0.0150 

0.2048 

49.78 

90 

40.22 

35.00 

14.08 

0.0200 

2.0711 

43.42 

90 

46.58 

35.00 

16.30 

0.0200 

2.9730 

47.91 

140 

92.09 

35.00 

32.23 

0.0150 

3.5969 

55.93 

165 

109.07 

35.00 

38.17 

0.0150 

7.3076 

21.72 

175 

153.28 

35.00 

53.65 

0.0200 

2.7149 

53.81 

140 

86.19 

35.00 

30.17 

0.0150 

3.1603 

53.81 

90 

36.19 

35.00 

12.67 

0.0200 

1.2649 

37.60 

165 

127.40 

35.00 

44.59 

0.0150 

7.0342 

37.60 

175 

137.40 

35.00 

48.09 

0.0200 

12.7215 

17.20 

135 

117.80 

35.00 

41.23 

0.0150 

0.0182 

17.20 

175 

157.80 

35.00 

55.23 

0.0200 

0.0195 

17.20 

135 

117.80 

35.00 

41.23 

0.0150 

0.0009 

17.20 

175 

157.80 

35.00 

55.23 

0.0200 

0.6430 

41.41 

175 

133.59 

35.00 

46.76 

0.0200 

5.6484 

60.67 

140 

79.33 

35.00 

27.76 

0.0150 

3.9964 

60.67 

90 

29.33 

35.00 

10.26 

0.0200 

6.3652 

35.15 

65 

29.85 

35.00 

10.45 

0.0150 

0.0021 

51.21 

165 

113.79 

35.00 

39.83 

0.0150 

3.1565 

51.21 

175 

123.79 

35.00 

43.33 

0.0200 

0.0117 

46.45 

140 

93.55 

35.00 

32.74 

0.0150 

3.1898 

46.45 

90 

43.55 

35.00 

15.24 

0.0200 

9.7743 

16.31 

175 

158.69 

35.00 

55.54 

0.0200 

1.1440 

47.17 

140 

92.83 

35.00 

32.49 

0.0150 

10.1422 

44.88 

140 

95.12 

35.00 

33.29 

0.0150 

0.7817 

44.88 

90 

45.12 

35.00 

15.79 

0.0200 

8.1243 

58.52 

140 

81.48 

35.00 

28.52 

0.0150 

0.3555 

58.52 

90 

31.48 

35.00 

11.02 

0.0200 

1.3048 

46.34 

140 

93.66 

35.00 

32.78 

0.0150 

7.7292 

22.15 

135 

112.85 

35.00 

39.50 

0.0150 

0.5594 

22.15 

175 

152.85 

35.00 

53.50 

0.0200 

0.7386 

47.67 

140 

92.33 

35.00 

32.31 

0.0150 

4.3743 

47.67 

90 

42.33 

35.00 

14.81 

0.0200 

0.2989 

66.41 

140 

73.59 

35.00 

25.76 

0.0150 

4.7101 

66.41 

90 

23.59 

35.00 

8.26 

0.0200 

3.0582 





































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


09001001 


Village Name 

Census Code 

Amariya Para 

0828000403479600 

Amba Zibelapara 

0828000403472200 

Angoriya 

0828000403472100 

Arjunpura 

0828000403464200 

Badlipara 

0828000403472300 

Bagidora 

0828000403472000 

Bagkhora 

0828000403478000 


Zone (Fresh 
/ Saline) 


Balawara 


Bankaner 


Bansla 


Baori 


Baori Dooda 


Bara Talab 


Bari Khen 


Barjariya 


Barkota 


Barliya 


Barodiya 


Bedau 


Bhaisau 


Bhaler Bhodar 


Bhaler Chamna 


Bhaler Damar 


Bhamariya 


Bhatar 


Bhawan Pura 


Bhujela 


Bodigama 


Bor Bhator 


Bora Khandi 


Bori 


Boriya Talai 


Borwaniya 


Budwa 


Chandarwara 


Chauthmal 


Chauvda Talai 


Chelkari 


Chhaja 


Chhapra 


Chhayna 


Chheench 


Chokhla 


0828000403471500 


0828000403479000 


0828000403471400 


0828000403461000 


0828000403476200 


0828000403464600 


0828000203422500 


0828000403460200 


0828000403457700 


0828000403467500 


0828000403470600 


0828000403479700 


0828000203420100 


0828000403468300 


0828000403468200 


0828000403476800 


0828000403463100 


0828000203423000 


0828000403459000 


0828000403460600 


0828000403470000 


0828000403460100 


0828000403468700 


0828000403460400 


0828000403465100 


0828000403459900 


0828000403473200 


0828000403459500 


0828000403459700 


0828000403469800 


0828000403478100 


0828000403457800 


0828000403465600 


0828000403458800 


0828000403470500 


0828000403471300 


2.61 Fresh 


2.89 Fresh 


3.51 Fresh 


0.89 Fresh 


1.58 Fresh 


3.38 Fresh 


1.58 Fresh 


1.94 Fresh 


2.89 Fresh 


8.24 Fresh 


0.77 Fresh 


2.65 Fresh 


1.27 Fresh 


3.27 Fresh 


1.49 Fresh 


0.68 Fresh 


1.76 Fresh 


7.42 Fresh 


1.37 Fresh 


2.18 Fresh 


2.44 Fresh 


2.65 Fresh 


2.53 Fresh 


2.11 Fresh 


4.78 Fresh 


7.41 Fresh 


0.61 Fresh 


5.07 Fresh 


1.37 Fresh 


3.86 Fresh 


0.48 Fresh 


2.49 Fresh 


2.65 Fresh 


8.31 Fresh 


2.42 Fresh 


1.78 Fresh 


3.38 Fresh 


3.79 Fresh 


1.63 Fresh 


3.07 Fresh 


4.56 Fresh 


22.49 Fresh 


8.25 Fresh 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Command 


Command 


Command 


Command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Command 


Non-command 


Command 


Command 


Command 


Command 


Command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Command 


Command 


Command 


Non-command 


Command 


Command 


Command 


Non-command 


Command 


Command 


Non-command 


Command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Command 


Command 


Non-command 


Command 


Hydrogeological Unit 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Deccan Traps 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Deccan Traps 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

5.66 

120 

114.34 

4.00 

4.57 

0.0023 

0.0064 

4.67 

120 

115.33 

4.00 

4.61 

0.0023 

0.0300 

6.11 

120 

113.89 

4.00 

4.56 

0.0023 

0.0360 

13.42 

120 

106.58 

5.00 

5.33 

0.0023 

0.0106 

5.23 

120 

114.77 

4.00 

4.59 

0.0023 

0.0163 

5.66 

120 

114.34 

4.00 

4.57 

0.0023 

0.0347 

6.83 

125 

118.17 

3.00 

3.55 

0.0018 

0.0001 

6.83 

120 

113.17 

4.00 

4.53 

0.0023 

0.0008 

9.61 

120 

110.39 

4.00 

4.42 

0.0023 

0.0193 

5.40 

120 

114.60 

4.00 

4.58 

0.0023 

0.0007 

6.64 

120 

113.36 

4.00 

4.53 

0.0023 

0.0841 

6.30 

120 

113.70 

5.00 

5.68 

0.0023 

0.0040 

5.51 

120 

114.49 

5.00 

5.72 

0.0023 

0.0253 

5.51 

120 

114.49 

5.00 

5.72 

0.0023 

0.0055 

6.94 

120 

113.06 

5.00 

5.65 

0.0023 

0.0161 

11.27 

120 

108.73 

4.00 

4.35 

0.0023 

0.0211 

12.24 

120 

107.76 

5.00 

5.39 

0.0023 

0.0181 

13.39 

120 

106.61 

5.00 

5.33 

0.0023 

0.0082 

10.13 

120 

109.87 

5.00 

5.49 

0.0023 

0.0010 

10.13 

120 

109.87 

5.00 

5.49 

0.0023 

0.0024 

4.64 

120 

115.36 

4.00 

4.61 

0.0023 

0.0134 

4.64 

120 

115.36 

4.00 

4.61 

0.0023 

0.0004 

5.80 

120 

114.20 

4.00 

4.57 

0.0023 

0.0140 

11.40 

120 

108.60 

4.00 

4.34 

0.0023 

0.0103 

6.99 

120 

113.01 

5.00 

5.65 

0.0023 

0.0311 

6.54 

120 

113.46 

5.00 

5.67 

0.0023 

0.0309 

6.10 

120 

113.90 

5.00 

5.70 

0.0023 

0.0319 

11.94 

120 

108.06 

5.00 

5.40 

0.0023 

0.0257 

7.09 

120 

112.91 

4.00 

4.52 

0.0023 

0.0046 

7.09 

120 

112.91 

4.00 

4.52 

0.0023 

0.0194 

11.20 

120 

108.80 

5.00 

5.44 

0.0023 

0.0133 

11.20 

120 

108.80 

5.00 

5.44 

0.0023 

0.0739 

12.43 

120 

107.57 

5.00 

5.38 

0.0023 

0.0074 

9.75 

120 

110.25 

4.00 

4.41 

0.0023 

0.0497 

11.44 

120 

108.56 

5.00 

5.43 

0.0023 

0.0029 

11.44 

120 

108.56 

5.00 

5.43 

0.0023 

0.0138 

6.37 

120 

113.63 

5.00 

5.68 

0.0023 

0.0477 

12.02 

120 

107.98 

5.00 

5.40 

0.0023 

0.0058 

16.25 

120 

103.75 

5.00 

5.19 

0.0023 

0.0015 

16.25 

120 

103.75 

5.00 

5.19 

0.0023 

0.0276 

12.50 

120 

107.50 

5.00 

5.37 

0.0023 

0.0321 

5.66 

120 

114.34 

4.00 

4.57 

0.0023 

0.0006 

6.54 

120 

113.46 

5.00 

5.67 

0.0023 

0.0309 

12.31 

120 

107.69 

5.00 

5.38 

0.0023 

0.0216 

7.53 

120 

112.47 

4.00 

4.50 

0.0023 

0.0342 

7.11 

125 

117.89 

3.00 

3.54 

0.0018 

0.0135 

7.11 

120 

112.89 

4.00 

4.52 

0.0023 

0.0142 

13.44 

120 

106.56 

5.00 

5.33 

0.0023 

0.0039 

13.44 

120 

106.56 

5.00 

5.33 

0.0023 

0.0157 

11.10 

120 

108.90 

5.00 

5.44 

0.0023 

0.0026 

11.10 

120 

108.90 

5.00 

5.44 

0.0023 

0.0303 

7.20 

120 

112.80 

5.00 

5.64 

0.0023 

0.0579 

5.29 

120 

114.71 

4.00 

4.59 

0.0023 

0.0522 

4.86 

120 

115.14 

4.00 

4.61 

0.0023 

0.0378 

4.86 

120 

115.14 

4.00 

4.61 

0.0023 

0.0472 







































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Deccan Traps 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Limestone 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Limestone 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

6.81 

120 

113.19 

5.00 

5.66 

0.0023 

0.0552 

6.81 

120 

113.19 

5.00 

5.66 

0.0023 

0.0113 

8.09 

125 

116.91 

3.00 

3.51 

0.0018 

0.0173 

8.09 

120 

111.91 

4.00 

4.48 

0.0023 

0.0000 

6.37 

120 

113.63 

5.00 

5.68 

0.0023 

0.0061 

6.37 

120 

113.63 

5.00 

5.68 

0.0023 

0.0126 

13.20 

120 

106.80 

5.00 

5.34 

0.0023 

0.0097 

12.99 

120 

107.01 

4.00 

4.28 

0.0023 

0.0270 

12.74 

120 

107.26 

5.00 

5.36 

0.0023 

0.0142 

12.31 

120 

107.69 

5.00 

5.38 

0.0023 

0.0104 

12.31 

120 

107.69 

5.00 

5.38 

0.0023 

0.0016 

7.53 

120 

112.47 

5.00 

5.62 

0.0023 

0.0002 

7.53 

120 

112.47 

5.00 

5.62 

0.0023 

0.0001 

10.65 

120 

109.35 

5.00 

5.47 

0.0023 

0.0006 

10.65 

120 

109.35 

5.00 

5.47 

0.0023 

0.0669 

5.39 

120 

114.61 

4.00 

4.58 

0.0023 

0.0106 

7.11 

120 

112.89 

5.00 

5.64 

0.0023 

0.0075 

7.11 

120 

112.89 

5.00 

5.64 

0.0023 

0.0639 

7.56 

120 

112.44 

5.00 

5.62 

0.0023 

0.0544 

7.56 

120 

112.44 

5.00 

5.62 

0.0023 

0.0082 

10.49 

120 

109.51 

5.00 

5.48 

0.0023 

0.0057 

12.50 

120 

107.50 

5.00 

5.37 

0.0023 

0.0093 

8.35 

120 

111.65 

4.00 

4.47 

0.0023 

0.0060 

8.35 

120 

111.65 

4.00 

4.47 

0.0023 

0.0230 

3.96 

120 

116.04 

4.00 

4.64 

0.0023 

0.0125 

6.41 

120 

113.59 

5.00 

5.68 

0.0023 

0.0140 

8.53 

120 

111.47 

4.00 

4.46 

0.0023 

0.0110 

8.53 

120 

111.47 

4.00 

4.46 

0.0023 

0.0318 

7.75 

120 

112.25 

5.00 

5.61 

0.0030 

0.0043 

7.75 

120 

112.25 

4.00 

4.49 

0.0023 

0.0039 

4.09 

120 

115.91 

4.00 

4.64 

0.0023 

0.0272 

5.33 

120 

114.67 

4.00 

4.59 

0.0023 

0.0134 

5.85 

120 

114.15 

5.00 

5.71 

0.0023 

0.0086 

13.00 

120 

107.00 

4.00 

4.28 

0.0023 

0.0082 

13.00 

120 

107.00 

4.00 

4.28 

0.0023 

0.0179 

5.27 

120 

114.73 

4.00 

4.59 

0.0023 

0.0064 

6.87 

120 

113.13 

5.00 

5.66 

0.0023 

0.0027 

6.87 

120 

113.13 

5.00 

5.66 

0.0023 

0.0274 

9.77 

120 

110.23 

5.00 

5.51 

0.0030 

0.0938 

9.77 

120 

110.23 

4.00 

4.41 

0.0023 

0.0144 

13.18 

120 

106.82 

5.00 

5.34 

0.0023 

0.0068 

13.18 

120 

106.82 

5.00 

5.34 

0.0023 

0.0226 

5.03 

120 

114.97 

4.00 

4.60 

0.0023 

0.0008 

12.40 

120 

107.60 

4.00 

4.30 

0.0023 

0.0150 

12.40 

120 

107.60 

4.00 

4.30 

0.0023 

0.0205 

16.50 

120 

103.50 

5.00 

5.18 

0.0023 

0.0497 

11.08 

120 

108.93 

4.00 

4.36 

0.0023 

0.0076 

9.47 

120 

110.53 

5.00 

5.53 

0.0023 

0.0001 

9.47 

120 

110.53 

5.00 

5.53 

0.0023 

0.0275 

12.33 

120 

107.67 

5.00 

5.38 

0.0023 

0.0053 

12.33 

120 

107.67 

5.00 

5.38 

0.0023 

0.0166 

10.39 

120 

109.61 

5.00 

5.48 

0.0023 

0.0077 

7.37 

120 

112.63 

5.00 

5.63 

0.0023 

0.0246 

7.37 

120 

112.63 

5.00 

5.63 

0.0023 

0.0147 

7.50 

120 

112.50 

4.00 

4.50 

0.0023 

0.0202 









































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Deccan Traps 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Limestone 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Deccan Traps 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Limestone 1 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

16.19 

120 

103.81 

5.00 

5.19 

0.0023 

0.0122 

13.32 

120 

106.68 

5.00 

5.33 

0.0023 

0.0119 

13.32 

120 

106.68 

5.00 

5.33 

0.0023 

0.0157 

6.40 

120 

113.60 

5.00 

5.68 

0.0023 

0.0041 

10.45 

120 

109.55 

4.00 

4.38 

0.0023 

0.0002 

6.04 

120 

113.96 

4.00 

4.56 

0.0023 

0.0066 

7.22 

120 

112.78 

4.00 

4.51 

0.0023 

0.1211 

6.96 

125 

118.04 

3.00 

3.54 

0.0018 

0.0056 

6.96 

120 

113.04 

5.00 

5.65 

0.0023 

0.0648 

10.18 

120 

109.82 

5.00 

5.49 

0.0023 

0.0076 

10.18 

120 

109.82 

5.00 

5.49 

0.0023 

0.0166 

9.82 

120 

110.18 

5.00 

5.51 

0.0023 

0.0081 

11.89 

120 

108.11 

5.00 

5.41 

0.0023 

0.0179 

13.15 

120 

106.85 

4.00 

4.27 

0.0023 

0.0134 

13.15 

120 

106.85 

4.00 

4.27 

0.0023 

0.0110 

13.09 

120 

106.91 

5.00 

5.35 

0.0023 

0.0018 

13.09 

120 

106.91 

5.00 

5.35 

0.0023 

0.0109 

12.32 

120 

107.68 

5.00 

5.38 

0.0023 

0.0060 

7.37 

120 

112.63 

5.00 

5.63 

0.0030 

0.0061 

5.03 

120 

114.97 

4.00 

4.60 

0.0023 

0.0322 

4.29 

120 

115.71 

4.00 

4.63 

0.0023 

0.0075 

4.29 

120 

115.71 

4.00 

4.63 

0.0023 

0.0000 

4.78 

120 

115.22 

4.00 

4.61 

0.0023 

0.0030 

4.78 

120 

115.22 

4.00 

4.61 

0.0023 

0.0465 

9.80 

120 

110.20 

4.00 

4.41 

0.0023 

0.0052 

9.80 

120 

110.20 

4.00 

4.41 

0.0023 

0.0115 

11.31 

120 

108.69 

5.00 

5.43 

0.0023 

0.0012 

11.31 

120 

108.69 

5.00 

5.43 

0.0023 

0.0727 

11.75 

120 

108.25 

5.00 

5.41 

0.0023 

0.0000 

11.75 

120 

108.25 

5.00 

5.41 

0.0023 

0.0377 

6.44 

125 

118.56 

3.00 

3.56 

0.0018 

0.0001 

11.85 

120 

108.15 

5.00 

5.41 

0.0023 

0.0016 

11.85 

120 

108.15 

5.00 

5.41 

0.0023 

0.0180 

13.27 

120 

106.73 

4.00 

4.27 

0.0023 

0.0182 

13.27 

120 

106.73 

4.00 

4.27 

0.0023 

0.0188 

4.51 

120 

115.49 

4.00 

4.62 

0.0023 

0.0357 

4.51 

120 

115.49 

4.00 

4.62 

0.0023 

0.0015 

10.73 

120 

109.27 

5.00 

5.46 

0.0023 

0.0428 

7.83 

120 

112.17 

4.00 

4.49 

0.0023 

0.0091 

7.83 

120 

112.17 

4.00 

4.49 

0.0023 

0.0411 

13.05 

150 

136.95 

5.00 

6.85 

0.0020 

0.0000 

5.61 

120 

114.39 

5.00 

5.72 

0.0023 

0.0002 

8.34 

120 

111.66 

5.00 

5.58 

0.0023 

0.0035 

8.34 

120 

111.66 

5.00 

5.58 

0.0023 

0.0238 

6.59 

120 

113.41 

4.00 

4.54 

0.0023 

0.0552 

11.71 

120 

108.29 

4.00 

4.33 

0.0023 

0.0000 

13.02 

120 

106.98 

5.00 

5.35 

0.0023 

0.0098 

12.40 

120 

107.60 

5.00 

5.38 

0.0023 

0.0211 

3.67 

120 

116.33 

4.00 

4.65 

0.0023 

0.0016 

7.84 

120 

112.16 

4.00 

4.49 

0.0023 

0.0141 

10.33 

120 

109.67 

4.00 

4.39 

0.0023 

0.0008 

10.58 

120 

109.42 

4.00 

4.38 

0.0023 

0.0106 

10.58 

120 

109.42 

4.00 

4.38 

0.0023 

0.0090 

6.47 

120 

113.53 

5.00 

5.68 

0.0023 

0.0073 

5.08 

120 

114.92 

5.00 

5.75 

0.0030 

0.0050 





















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Limestone 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Deccan Traps 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

5.19 

120 

114.81 

5.00 

5.74 

0.0023 

0.0206 

10.15 

120 

109.85 

5.00 

5.49 

0.0023 

0.0240 

5.05 

120 

114.95 

5.00 

5.75 

0.0030 

0.0410 

9.41 

120 

110.59 

4.00 

4.42 

0.0023 

0.0379 

8.00 

120 

112.00 

5.00 

5.60 

0.0023 

0.0123 

8.00 

120 

112.00 

5.00 

5.60 

0.0023 

0.0415 

5.98 

120 

114.02 

5.00 

5.70 

0.0023 

0.0328 

5.98 

120 

114.02 

5.00 

5.70 

0.0023 

0.0090 

5.42 

120 

114.58 

5.00 

5.73 

0.0023 

0.0402 

14.82 

120 

105.18 

5.00 

5.26 

0.0023 

0.0233 

10.75 

120 

109.25 

5.00 

5.46 

0.0023 

0.0161 

10.75 

120 

109.25 

5.00 

5.46 

0.0023 

0.0258 

5.33 

120 

114.67 

4.00 

4.59 

0.0023 

0.0178 

5.33 

120 

114.67 

4.00 

4.59 

0.0023 

0.0105 

7.38 

120 

112.62 

5.00 

5.63 

0.0023 

0.0202 

8.90 

120 

111.10 

4.00 

4.44 

0.0023 

0.0578 

9.17 

120 

110.83 

5.00 

5.54 

0.0023 

0.0090 

9.17 

120 

110.83 

5.00 

5.54 

0.0023 

0.0505 

6.91 

120 

113.09 

4.00 

4.52 

0.0023 

0.0363 

6.30 

120 

113.70 

5.00 

5.68 

0.0023 

0.0328 

6.30 

120 

113.70 

5.00 

5.68 

0.0023 

0.0075 

4.39 

120 

115.61 

4.00 

4.62 

0.0023 

0.0124 

4.39 

120 

115.61 

4.00 

4.62 

0.0023 

0.0379 

4.23 

120 

115.77 

4.00 

4.63 

0.0023 

0.0002 

17.65 

120 

102.35 

5.00 

5.12 

0.0023 

0.0195 

8.97 

120 

111.03 

4.00 

4.44 

0.0023 

0.0228 

11.40 

120 

108.60 

5.00 

5.43 

0.0023 

0.0320 

9.94 

120 

110.06 

5.00 

5.50 

0.0023 

0.0125 

6.05 

120 

113.95 

4.00 

4.56 

0.0023 

0.0152 

6.95 

120 

113.05 

5.00 

5.65 

0.0023 

0.0009 

6.95 

120 

113.05 

5.00 

5.65 

0.0023 

0.0145 

6.02 

120 

113.98 

4.00 

4.56 

0.0023 

0.0016 

12.33 

120 

107.67 

5.00 

5.38 

0.0023 

0.0128 

5.36 

120 

114.64 

4.00 

4.59 

0.0023 

0.0169 

7.41 

120 

112.59 

4.00 

4.50 

0.0023 

0.0006 

5.24 

120 

114.76 

4.00 

4.59 

0.0023 

0.0389 

12.47 

120 

107.53 

5.00 

5.38 

0.0023 

0.0072 

4.71 

120 

115.29 

4.00 

4.61 

0.0023 

0.0387 

7.13 

120 

112.87 

5.00 

5.64 

0.0023 

0.0028 

7.13 

120 

112.87 

5.00 

5.64 

0.0023 

0.0502 

6.46 

120 

113.54 

4.00 

4.54 

0.0023 

0.0113 

9.09 

120 

110.91 

5.00 

5.55 

0.0023 

0.0327 

10.99 

120 

109.01 

5.00 

5.45 

0.0023 

0.0013 

10.99 

120 

109.01 

5.00 

5.45 

0.0023 

0.0187 

5.84 

125 

119.16 

3.00 

3.57 

0.0018 

0.0057 

5.85 

120 

114.15 

4.00 

4.57 

0.0023 

0.0097 

12.56 

120 

107.44 

4.00 

4.30 

0.0023 

0.0012 

7.01 

120 

112.99 

4.00 

4.52 

0.0023 

0.0077 

7.01 

120 

112.99 

4.00 

4.52 

0.0023 

0.0664 

12.42 

120 

107.58 

5.00 

5.38 

0.0023 

0.0009 

12.42 

120 

107.58 

5.00 

5.38 

0.0023 

0.0574 

6.91 

120 

113.09 

5.00 

5.65 

0.0023 

0.0015 

6.91 

120 

113.09 

5.00 

5.65 

0.0023 

0.0214 

7.43 

120 

112.57 

4.00 

4.50 

0.0023 

0.0157 

9.18 

120 

110.82 

5.00 

5.54 

0.0023 

0.0253 





























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



09001002 


Tanda 


Tandi Moti 


Tandi Nani 


Tarwan 


Thali Talai 


Thapra 


Timruwa 


Tori 


Udaipura Bara 


Udaipura Chhota 


Ummed Garhi 


Ummedpura 


Vanela Para 


Velari 


Vilri 


Aghoriya 


Amariya Para 


Amarpura 


Amba 


Bagkhora 


Bajar 


Bankaner 


Bansripara 


Baori Dooda 


Berau-dhuliya 


Berau-natha 


Bhandara 


Bharwel 


Bhat Varla 


Bheelkua 


Bhonga Pura 


Bhoora Kua 


Bhoora Temba Bara 


Bhoora-daur 


Bhoori-ghati 


Bhuri Ser 


Bijalpur-bhaliya 


Bijalpur-haliya 


Borkunda 


Charkani 


Census Code 


0828000403478300 


0828000403478800 


0828000403478900 


0828000403465200 


0828000203422700 


0828000403464500 


0828000203424000 


0828000403463700 


0828000403465000 


0828000403464300 


0828000403468900 


0828000403465500 


0828000403472400 


0828000403468000 


0828000203420200 


0828000503490400 


0828000403479600 


0828000403477300 


0828000503487600 


0828000403478000 


0828000403485200 


0828000403479000 


0828000503492500 


0828000403476200 


0828000503490800 


0828000503492300 


0828000403480300 


0828000503488900 


0828000503490200 


0828000503488700 


0828000403481300 


0828000503492400 


0828000403477800 


0828000503487700 


0828000503488300 


0828000403484000 


0828000503488500 


0828000503488400 


0828000403483500 


0828000403481400 



Zone (Fresh 
/ Saline) 


0.46 Fresh 


2.90 Fresh 


1.06 Fresh 


2.55 Fresh 



1.30 Fresh 


3.61 Fresh 


6.01 Fresh 


0.68 Fresh 



3.67 Fresh 


2.53 Fresh 


5.52 Fresh 


1.86 Fresh 


2.65 Fresh 


1.27 Fresh 


5.99 Fresh 



0.94 Fresh 


2.61 Fresh 


1.61 Fresh 


2.48 Fresh 


1.58 Fresh 



2.71 Fresh 


1.58 Fresh 



1.99 Fresh 


1.85 Fresh 


0.71 Fresh 


0.34 Fresh 


2.46 Fresh 


2.23 Fresh 


2.77 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Deccan Traps 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Deccan Traps 

Non-command 

Phyllite & Schist 

Non-command 

Deccan Traps 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Deccan Traps 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Deccan Traps 

Non-command 

Phyllite & Schist 

Non-command 

Deccan Traps 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Deccan Traps 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

5.85 

120 

114.15 

4.00 

4.57 

0.0023 

0.0044 

5.55 

120 

114.45 

4.00 

4.58 

0.0023 

0.0197 

5.48 

120 

114.52 

4.00 

4.58 

0.0023 

0.0001 

6.15 

120 

113.85 

5.00 

5.69 

0.0023 

0.0042 

6.15 

120 

113.85 

5.00 

5.69 

0.0023 

0.0284 

7.22 

125 

117.78 

3.00 

3.53 

0.0018 

0.0007 

7.22 

120 

112.78 

5.00 

5.64 

0.0023 

0.0107 

10.24 

120 

109.76 

4.00 

4.39 

0.0023 

0.0005 

6.77 

120 

113.23 

5.00 

5.66 

0.0023 

0.0443 

8.13 

120 

111.87 

4.00 

4.47 

0.0023 

0.0005 

13.06 

120 

106.94 

5.00 

5.35 

0.0023 

0.0007 

13.06 

120 

106.94 

5.00 

5.35 

0.0023 

0.0075 

7.50 

120 

112.50 

5.00 

5.62 

0.0023 

0.0004 

7.50 

120 

112.50 

5.00 

5.62 

0.0023 

0.0282 

14.28 

120 

105.72 

5.00 

5.29 

0.0023 

0.0436 

10.10 

120 

109.90 

5.00 

5.50 

0.0023 

0.0312 

5.62 

120 

114.38 

4.00 

4.58 

0.0023 

0.0568 

8.28 

120 

111.72 

5.00 

5.59 

0.0023 

0.0063 

8.28 

120 

111.72 

5.00 

5.59 

0.0023 

0.0125 

4.62 

120 

115.38 

4.00 

4.62 

0.0023 

0.0275 

6.57 

120 

113.43 

5.00 

5.67 

0.0023 

0.0160 

12.42 

120 

107.58 

4.00 

4.30 

0.0023 

0.0396 

12.42 

120 

107.58 

4.00 

4.30 

0.0023 

0.0046 

9.62 

120 

110.38 

5.00 

5.52 

0.0023 

0.0129 

9.62 

120 

110.38 

5.00 

5.52 

0.0023 

0.0185 

11.87 

120 

108.13 

5.00 

5.41 

0.0023 

0.0115 

5.66 

120 

114.34 

4.00 

4.57 

0.0023 

0.0205 

5.42 

125 

119.58 

3.00 

3.59 

0.0018 

0.0101 

7.81 

120 

112.19 

5.00 

5.61 

0.0023 

0.0313 

6.83 

125 

118.17 

3.00 

3.55 

0.0018 

0.0050 

6.83 

120 

113.17 

4.00 

4.53 

0.0023 

0.0070 

9.44 

120 

110.56 

4.00 

4.42 

0.0023 

0.0102 

5.40 

120 

114.60 

4.00 

4.58 

0.0023 

0.0197 

8.67 

120 

111.33 

5.00 

5.57 

0.0023 

0.0112 

5.51 

120 

114.49 

5.00 

5.72 

0.0023 

0.0000 

10.58 

120 

109.42 

5.00 

5.47 

0.0023 

0.0322 

9.54 

120 

110.46 

5.00 

5.52 

0.0023 

0.0218 

5.96 

120 

114.04 

4.00 

4.56 

0.0023 

0.0131 

11.42 

120 

108.58 

5.00 

5.43 

0.0023 

0.0434 

11.83 

120 

108.17 

5.00 

5.41 

0.0023 

0.0184 

11.79 

120 

108.21 

5.00 

5.41 

0.0023 

0.0198 

7.40 

125 

117.60 

3.00 

3.53 

0.0018 

0.0150 

7.40 

120 

112.60 

4.00 

4.50 

0.0023 

0.0011 

9.27 

120 

110.73 

5.00 

5.54 

0.0023 

0.0306 

6.49 

125 

118.51 

3.00 

3.56 

0.0018 

0.0040 

6.49 

120 

113.51 

4.00 

4.54 

0.0023 

0.0095 

6.61 

125 

118.39 

3.00 

3.55 

0.0018 

0.0045 

6.61 

120 

113.39 

4.00 

4.54 

0.0023 

0.0095 

8.98 

120 

111.02 

5.00 

5.55 

0.0023 

0.0248 

10.83 

120 

109.17 

5.00 

5.46 

0.0023 

0.0157 

8.60 

120 

111.40 

4.00 

4.46 

0.0023 

0.0071 

12.18 

120 

107.82 

5.00 

5.39 

0.0023 

0.0041 

11.76 

120 

108.24 

5.00 

5.41 

0.0023 

0.0300 

8.81 

120 

111.19 

4.00 

4.45 

0.0023 

0.0222 

7.03 

125 

117.97 

3.00 

3.54 

0.0018 

0.0020 









































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite & Schist 


Deccan Traps 


Deccan Traps 


Phyllite & Schist 


Phyllite & Schist 


Deccan Traps 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Deccan Traps 


Phyllite & Schist 


Phyllite & Schist 


Deccan Traps 


Phyllite & Schist 


Phyllite & Schist 


Deccan Traps 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Deccan Traps 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

7.03 

120 

112.97 

4.00 

4.52 

0.0023 

0.0243 

7.11 

125 

117.89 

3.00 

3.54 

0.0018 

0.0013 

6.23 

125 

118.77 

3.00 

3.56 

0.0018 

0.0053 

6.23 

120 

113.77 

4.00 

4.55 

0.0023 

0.0371 

8.46 

120 

111.54 

4.00 

4.46 

0.0023 

0.0051 

8.09 

125 

116.91 

3.00 

3.51 

0.0018 

0.0000 

5.57 

120 

114.43 

4.00 

4.58 

0.0023 

0.0089 

5.66 

120 

114.34 

4.00 

4.57 

0.0023 

0.0418 

5.39 

120 

114.61 

4.00 

4.58 

0.0023 

0.0133 

5.96 

120 

114.04 

4.00 

4.56 

0.0023 

0.0283 

10.21 

120 

109.79 

4.00 

4.39 

0.0023 

0.0144 

6.00 

120 

114.00 

4.00 

4.56 

0.0023 

0.0248 

11.63 

120 

108.37 

4.00 

4.33 

0.0023 

0.0148 

6.27 

125 

118.73 

3.00 

3.56 

0.0018 

0.0000 

6.27 

120 

113.73 

4.00 

4.55 

0.0023 

0.0313 

5.48 

120 

114.52 

4.00 

4.58 

0.0023 

0.0234 

6.46 

125 

118.54 

3.00 

3.56 

0.0018 

0.0052 

6.46 

120 

113.54 

4.00 

4.54 

0.0023 

0.0078 

8.90 

120 

111.10 

5.00 

5.55 

0.0023 

0.0074 

5.87 

125 

119.13 

3.00 

3.57 

0.0018 

0.0019 

5.87 

120 

114.13 

4.00 

4.57 

0.0023 

0.0299 

5.80 

120 

114.20 

4.00 

4.57 

0.0023 

0.0256 

6.33 

120 

113.67 

4.00 

4.55 

0.0023 

0.0285 

6.09 

120 

113.91 

5.00 

5.70 

0.0023 

0.0148 

10.46 

120 

109.54 

5.00 

5.48 

0.0023 

0.0155 

10.42 

120 

109.58 

5.00 

5.48 

0.0023 

0.0429 

6.26 

120 

113.74 

4.00 

4.55 

0.0023 

0.0330 

7.08 

120 

112.92 

5.00 

5.65 

0.0023 

0.0067 

7.41 

120 

112.59 

5.00 

5.63 

0.0023 

0.0087 

8.82 

120 

111.18 

5.00 

5.56 

0.0023 

0.0044 

5.00 

120 

115.00 

4.00 

4.60 

0.0023 

0.0135 

7.15 

120 

112.85 

5.00 

5.64 

0.0023 

0.0241 

5.82 

120 

114.18 

4.00 

4.57 

0.0023 

0.0174 

6.81 

120 

113.19 

4.00 

4.53 

0.0023 

0.0142 

10.77 

120 

109.23 

5.00 

5.46 

0.0023 

0.0118 

10.51 

120 

109.49 

5.00 

5.47 

0.0023 

0.0133 

5.37 

120 

114.63 

4.00 

4.59 

0.0023 

0.0147 

5.07 

125 

119.93 

3.00 

3.60 

0.0018 

0.0156 

8.70 

120 

111.30 

5.00 

5.56 

0.0023 

0.0003 

9.05 

120 

110.95 

5.00 

5.55 

0.0023 

0.0016 

8.81 

120 

111.19 

5.00 

5.56 

0.0023 

0.0304 

5.48 

120 

114.52 

4.00 

4.58 

0.0023 

0.0049 

6.08 

120 

113.92 

4.00 

4.56 

0.0023 

0.0162 

5.79 

120 

114.21 

4.00 

4.57 

0.0023 

0.0443 

6.02 

120 

113.98 

4.00 

4.56 

0.0023 

0.0119 

12.23 

120 

107.77 

4.00 

4.31 

0.0023 

0.0135 

7.45 

120 

112.55 

5.00 

5.63 

0.0023 

0.0490 

5.10 

120 

114.90 

4.00 

4.60 

0.0023 

0.0102 

7.59 

120 

112.41 

5.00 

5.62 

0.0023 

0.0000 

6.34 

120 

113.66 

4.00 

4.55 

0.0023 

0.0157 

5.01 

120 

114.99 

4.00 

4.60 

0.0023 

0.0118 

5.06 

120 

114.94 

4.00 

4.60 

0.0023 

0.0133 

5.09 

120 

114.91 

4.00 

4.60 

0.0023 

0.0196 

9.12 

120 

110.88 

5.00 

5.54 

0.0023 

0.0012 

9.20 

120 

110.80 

5.00 

5.54 

0.0023 

0.0009 

























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Khunta-chatra 


Khunta-ratna 


Kundla 


Kunpri 


Lalawara 


Lankai 


Lasoriya 


Mahuri 


Mahuriya Bajja 


Mandali-moti 


Mandali-nani 


Merana 


Moti Timbi 


Motiya 


Munna Doongri 


Munna Khera 


Nawagaon 


Panchal 


Peeplai Jogra 


Phalwan 


Phulpuri 


Ram Ka Munna 


Ratanpura Ki Tori 


Rath Dhanraj 


Rohaniya 


Rohaniya Laxmansingh 


Rohaniya-ramsingh 


Rohanwari 


Rola 


Roopa Khera 


Sagan 


Sagwa 


Sajjangarh 


Sallo Pat 


Sangariya 


Semal Khera 


Send Moti 


Send Nani 


Shambhoopura 


Sharda 


Sodla Chamna 


Sodla Dooda 


Tanda 


Tanda-mangla 


Tanda-ratna 


Tandi Moti 


Tandi Nani 


Tejpura 


Timba-mahuri 


Todi-kaloo 


Census Code 


0828000503491900 


0828000503492000 


0828000403484100 


0828000403483000 


0828000403476100 


0828000403482700 


0828000503489400 


0828000503487500 


0828000503488000 


0828000503489200 


0828000503489100 


0828000503489600 


0828000403477500 


0828000503487800 


0828000403481700 


0828000403480600 


0828000403479400 


0828000503492700 


0828000403479100 


0828000403482600 


0828000403467000 


0828000403481100 



Zone (Fresh 
/ Saline) 


0828000403481200 


0828000403479900 


0828000503490000 


0828000403479800 


0828000503490700 


0828000503490600 


0828000403480100 


0828000403484400 


0828000403478700 


0828000403484200 


0828000503488200 


0828000503490100 


0828000403485600 


0828000403485100 


0828000503489500 


0828000403483800 


0828000403483900 


0828000503492100 


0828000403477100 


0828000403482500 


0828000403482300 


0828000403478300 


0828000503488800 


0828000503490300 


0828000403478800 


0828000403478900 


0828000403477400 


0828000503490500 


0828000503488600 


1.15 Fresh 


1.96 Fresh 


1.09 Fresh 


0.92 Fresh 


6.66 Fresh 



2.20 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Deccan Traps 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Phyllite & Schist 

Non-command 

Deccan Traps 

Non-command 

Phyllite & Schist 

Non-command 

Deccan Traps 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Deccan Traps 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Deccan Traps 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

8.89 

120 

111.11 

5.00 

5.56 

0.0023 

0.0014 

9.38 

120 

110.62 

5.00 

5.53 

0.0023 

0.0126 

9.58 

120 

110.42 

4.00 

4.42 

0.0023 

0.0086 

5.12 

120 

114.88 

4.00 

4.60 

0.0023 

0.0095 

4.78 

120 

115.22 

4.00 

4.61 

0.0023 

0.0107 

4.78 

120 

115.22 

4.00 

4.61 

0.0023 

0.0006 

5.80 

120 

114.20 

4.00 

4.57 

0.0023 

0.0054 

11.19 

120 

108.81 

5.00 

5.44 

0.0023 

0.0294 

7.08 

120 

112.92 

5.00 

5.65 

0.0023 

0.0456 

8.85 

120 

111.15 

5.00 

5.56 

0.0023 

0.0161 

7.47 

120 

112.53 

5.00 

5.63 

0.0023 

0.0201 

8.52 

120 

111.48 

5.00 

5.57 

0.0023 

0.0178 

7.92 

120 

112.08 

5.00 

5.60 

0.0023 

0.0008 

6.44 

125 

118.56 

3.00 

3.56 

0.0018 

0.0844 

8.61 

120 

111.39 

5.00 

5.57 

0.0023 

0.0535 

5.06 

120 

114.94 

4.00 

4.60 

0.0023 

0.0302 

6.16 

120 

113.84 

4.00 

4.55 

0.0023 

0.0146 

6.05 

120 

113.95 

4.00 

4.56 

0.0023 

0.0175 

7.56 

120 

112.44 

5.00 

5.62 

0.0023 

0.0013 

5.63 

120 

114.37 

4.00 

4.57 

0.0023 

0.0321 

5.91 

120 

114.09 

4.00 

4.56 

0.0023 

0.0015 

5.80 

125 

119.20 

3.00 

3.58 

0.0018 

0.0013 

6.49 

125 

118.51 

3.00 

3.56 

0.0018 

0.0119 

6.49 

120 

113.51 

4.00 

4.54 

0.0023 

0.0011 

9.60 

125 

115.40 

3.00 

3.46 

0.0018 

0.0031 

9.60 

120 

110.40 

4.00 

4.42 

0.0023 

0.0159 

6.53 

125 

118.47 

3.00 

3.55 

0.0018 

0.0342 

6.09 

120 

113.91 

4.00 

4.56 

0.0023 

0.0063 

11.61 

120 

108.39 

5.00 

5.42 

0.0023 

0.0430 

6.02 

120 

113.98 

4.00 

4.56 

0.0023 

0.0393 

9.57 

120 

110.43 

5.00 

5.52 

0.0023 

0.0181 

10.28 

120 

109.72 

5.00 

5.49 

0.0023 

0.0218 

6.21 

120 

113.79 

4.00 

4.55 

0.0023 

0.0200 

7.11 

120 

112.89 

4.00 

4.52 

0.0023 

0.0074 

5.36 

120 

114.64 

4.00 

4.59 

0.0023 

0.0001 

9.53 

120 

110.47 

4.00 

4.42 

0.0023 

0.0051 

8.28 

120 

111.72 

5.00 

5.59 

0.0023 

0.0186 

11.81 

120 

108.19 

5.00 

5.41 

0.0023 

0.0191 

7.94 

120 

112.06 

4.00 

4.48 

0.0023 

0.0020 

10.34 

120 

109.66 

4.00 

4.39 

0.0023 

0.0076 

8.54 

120 

111.46 

5.00 

5.57 

0.0023 

0.0283 

10.87 

120 

109.13 

4.00 

4.37 

0.0023 

0.0264 

9.45 

120 

110.55 

4.00 

4.42 

0.0023 

0.0185 

9.77 

120 

110.23 

5.00 

5.51 

0.0023 

0.0119 

5.84 

125 

119.16 

3.00 

3.57 

0.0018 

0.0029 

5.16 

120 

114.84 

4.00 

4.59 

0.0023 

0.0090 

5.39 

120 

114.61 

4.00 

4.58 

0.0023 

0.0154 

5.85 

120 

114.15 

4.00 

4.57 

0.0023 

0.0003 

12.25 

120 

107.75 

5.00 

5.39 

0.0023 

0.0123 

11.86 

120 

108.14 

5.00 

5.41 

0.0023 

0.0220 

5.55 

120 

114.45 

4.00 

4.58 

0.0023 

0.0094 

5.48 

120 

114.52 

4.00 

4.58 

0.0023 

0.0105 

5.60 

125 

119.40 

3.00 

3.58 

0.0018 

0.0269 

8.80 

120 

111.20 

5.00 

5.56 

0.0023 

0.0014 

12.15 

120 

107.85 

5.00 

5.39 

0.0023 

0.0330 





































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 

Village Name 

Census Code 

09001003 

Bagaycha 

0828000503513800 


Bajar 


Banka-khoonta 


Bansripara 


Baori Para 


Baori-para 


Barli Para 


Bhandariya 


Bhoora Kua 


Bhoraj Jooni 


Bhoraj Nai 


Biya Para 


Bocharda 


Bordabra 


Borkunda 


Chak Ghorwara 


Cheeta Thala 


Chhiya Ka Khoonta 


Chhiya Sath 


Chhotiya 


Chittaura-khalsa 


Chora Kalan 


Chora Khurd 


Dagal 


Dama-sath 


Doongiya Ki Ser 


Doongra-kalan 


Doongra-khurd 


Gamana Mala 


Ganeshpura 


Gariya Ki Todi 


Ghorwara 


Ghoti Ki Todi 


Golamar 


Goondi Kalan 


Goondi Khurd 


Gora 


Goyka Bariya Sath 


Goyka Pargi Sath 


Handi 


Harendar-garh 


Harmatiya 


Himmatgarh 


Imali Jharan 


0828000403485200 


0828000503501600 


0828000503492500 


0828000503502400 


0828000503501800 


0828000503501500 


0828000503502500 


0828000503492400 


0828000503511600 


0828000503511500 


0828000503503800 


0828000503512900 


0828000403484500 


0828000503513300 


0828000503511900 


0828000403486100 


0828000503503100 


0828000503502700 


0828000503511800 


0828000503499800 


0828000503513100 


0828000503513200 


0828000403482200 


0828000503500000 


0828000403485300 


0828000503502000 


0828000503502300 


0828000403486000 


0828000503491100 


0828000503502800 


0828000503511700 


0828000503502100 


0828000503500800 


0828000503512700 


0828000503512800 


0828000503491300 


0828000503501000 


0828000503501100 


0828000403485000 


0828000503501900 


0828000403484600 


0828000503513700 


0828000503513000 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Deccan Traps 



1.06 Fresh 


0.91 Fresh 


0.83 Fresh 





2.23 Fresh 


2.50 Fresh 


1.76 Fresh 


0.79 Fresh 


2.83 Fresh 


3.12 Fresh 



2.45 Fresh 


1.06 Fresh 


1.81 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Deccan Traps 


Phyllite & Schist 


Deccan Traps 


Phyllite & Schist 


Deccan Traps 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Deccan Traps 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Deccan Traps 


Phyllite & Schist 


Deccan Traps 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Deccan Traps 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Deccan Traps 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Deccan Traps 


Phyllite & Schist 


Phyllite & Schist 


Deccan Traps 


Phyllite & Schist 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

4.66 

125 

120.34 

3.00 

3.61 

0.0018 

0.0154 

9.44 

120 

110.56 

4.00 

4.42 

0.0023 

0.0028 

6.46 

120 

113.54 

5.00 

5.68 

0.0023 

0.0055 

8.67 

120 

111.33 

5.00 

5.57 

0.0023 

0.0035 

6.89 

125 

118.11 

3.00 

3.54 

0.0018 

0.0024 

6.89 

120 

113.11 

5.00 

5.66 

0.0023 

0.0031 

8.03 

120 

111.97 

5.00 

5.60 

0.0023 

0.0133 

7.05 

120 

112.95 

5.00 

5.65 

0.0023 

0.0115 

7.00 

125 

118.00 

3.00 

3.54 

0.0018 

0.0032 

7.00 

120 

113.00 

5.00 

5.65 

0.0023 

0.0040 

7.93 

125 

117.07 

3.00 

3.51 

0.0018 

0.0000 

7.93 

120 

112.07 

5.00 

5.60 

0.0023 

0.0160 

6.68 

125 

118.32 

3.00 

3.55 

0.0018 

0.0000 

6.68 

120 

113.32 

5.00 

5.67 

0.0023 

0.0177 

9.27 

120 

110.73 

5.00 

5.54 

0.0023 

0.0031 

6.64 

120 

113.36 

5.00 

5.67 

0.0023 

0.0146 

6.63 

120 

113.37 

5.00 

5.67 

0.0023 

0.0022 

6.25 

125 

118.75 

3.00 

3.56 

0.0018 

0.0058 

10.13 

120 

109.87 

5.00 

5.49 

0.0023 

0.0198 

10.22 

120 

109.78 

4.00 

4.39 

0.0023 

0.0242 

11.98 

120 

108.02 

5.00 

5.40 

0.0023 

0.0327 

6.55 

120 

113.45 

5.00 

5.67 

0.0023 

0.0028 

9.30 

120 

110.70 

4.00 

4.43 

0.0023 

0.0301 

6.86 

120 

113.14 

5.00 

5.66 

0.0023 

0.0132 

6.91 

120 

113.09 

5.00 

5.65 

0.0023 

0.0110 

6.84 

120 

113.16 

5.00 

5.66 

0.0023 

0.0072 

8.18 

125 

116.82 

3.00 

3.50 

0.0018 

0.0011 

8.18 

120 

111.82 

5.00 

5.59 

0.0023 

0.0058 

7.95 

125 

117.05 

3.00 

3.51 

0.0018 

0.0032 

7.95 

120 

112.05 

5.00 

5.60 

0.0023 

0.0055 

12.13 

120 

107.87 

5.00 

5.39 

0.0023 

0.0270 

11.64 

120 

108.36 

5.00 

5.42 

0.0023 

0.0305 

5.57 

120 

114.43 

4.00 

4.58 

0.0023 

0.0091 

8.49 

120 

111.51 

5.00 

5.58 

0.0023 

0.0099 

10.21 

120 

109.79 

4.00 

4.39 

0.0023 

0.0135 

7.37 

125 

117.63 

3.00 

3.53 

0.0018 

0.0080 

7.37 

120 

112.63 

5.00 

5.63 

0.0023 

0.0232 

7.45 

120 

112.55 

5.00 

5.63 

0.0023 

0.0127 

12.79 

120 

107.21 

4.00 

4.29 

0.0023 

0.0143 

8.90 

120 

111.10 

5.00 

5.55 

0.0023 

0.0216 

7.04 

125 

117.96 

3.00 

3.54 

0.0018 

0.0045 

6.72 

120 

113.28 

5.00 

5.66 

0.0023 

0.0219 

8.61 

120 

111.39 

5.00 

5.57 

0.0023 

0.0027 

5.75 

120 

114.25 

5.00 

5.71 

0.0023 

0.0169 

7.67 

120 

112.33 

5.00 

5.62 

0.0023 

0.0378 

8.69 

120 

111.31 

5.00 

5.57 

0.0023 

0.0198 

7.48 

120 

112.52 

5.00 

5.63 

0.0023 

0.0228 

6.20 

120 

113.80 

5.00 

5.69 

0.0023 

0.0148 

5.99 

120 

114.01 

5.00 

5.70 

0.0023 

0.0281 

11.83 

120 

108.17 

4.00 

4.33 

0.0023 

0.0261 

8.35 

125 

116.65 

3.00 

3.50 

0.0018 

0.0000 

8.35 

120 

111.65 

5.00 

5.58 

0.0023 

0.0158 

7.37 

120 

112.63 

4.00 

4.51 

0.0023 

0.0249 

4.50 

125 

120.50 

3.00 

3.62 

0.0018 

0.0067 

11.38 

120 

108.62 

5.00 

5.43 

0.0023 

0.0222 



















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Jalimpura 


Jhakoriya Modar 


Jhakoriya-natha 


Jhalakiya 


Jhermoti 


Jhernani 


Kadaimal 


Kalakhet 


Kaliya 


Kanchla 


Karmi 


Kasarwari 


Kawwa Ki Chhayan 


Kharod Chatra 


Khoonta Galiya 


Khoonta Jeeva 


Khoonta Roopji 


Khundani Roopa 


Khundani-hala 


Khunta Dalji Mala 


Khunta-chatra 


Khunta-ratna 


Kishanpara 


Koi Doban 


Kumbhpura 


Kunda 


Kundla 


Kunpra 


Kushli Para 


Lankai 


Machchar-para 


Mahuri 


Mahuriya-natha 


Maiyawat 


Markhemji 


Maska Kalan 


Maska Khurd 


Mehndi Khera 


Merana 


Motapara 


Muniya Khoonta 


Munna Doongar 


Nalpara 


Palakpara 


Panch Mahura 


Pandwal Lunja 


Pandwal Unkar 


Patariya 


Peeplai Jogra 


Phoolpuri 


Census Code 


0828000503500900 


0828000503489900 


0828000503490900 


0828000503491600 


0828000403484800 


0828000403484700 


0828000503500100 


0828000503491800 


0828000503500200 


0828000503512000 


0828000503512300 


0828000503512100 


0828000503514100 


0828000503492200 


0828000403485400 


0828000503489300 


0828000503501300 


0828000503489800 


0828000503491000 


0828000403484900 


0828000503491900 


0828000503492000 


0828000503499300 


0828000503512400 


0828000503491700 


0828000503499400 


0828000403484100 


0828000403482400 


0828000503501400 


0828000403482700 


0828000503501700 


0828000503503200 


0828000503491400 


0828000503489700 


0828000503491500 


0828000503511300 


0828000503503600 


0828000403486200 


0828000503489600 


0828000503499500 


0828000503512500 


0828000403485900 


0828000503503900 


0828000503504000 


0828000403485500 


0828000503500500 


0828000503500400 


0828000503502600 


0828000403482600 


0828000503514000 


Zone (Fresh 
/ Saline) 



2.00 Fresh 


3.11 Fresh 



1.06 Fresh 


1.59 Fresh 


1.09 Fresh 


0.64 Fresh 


1.31 Fresh 


1.52 Fresh 


0.56 Fresh 


2.17 Fresh 


1.97 Fresh 


2.15 Fresh 


1.64 Fresh 


4.19 Fresh 


6.04 Fresh 


1.57 Fresh 


1.30 Fresh 


1.97 Fresh 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Phyllite & Schist 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Deccan Traps 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Deccan Traps 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Deccan Traps 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

5.74 

120 

114.26 

5.00 

5.71 

0.0023 

0.0377 

10.77 

120 

109.23 

5.00 

5.46 

0.0023 

0.0030 

10.51 

120 

109.49 

5.00 

5.47 

0.0023 

0.0013 

7.19 

120 

112.81 

5.00 

5.64 

0.0023 

0.0134 

8.08 

120 

111.92 

4.00 

4.48 

0.0023 

0.0157 

8.97 

120 

111.03 

4.00 

4.44 

0.0023 

0.0271 

8.70 

120 

111.30 

5.00 

5.56 

0.0023 

0.0147 

7.94 

120 

112.06 

5.00 

5.60 

0.0023 

0.0158 

9.05 

120 

110.95 

5.00 

5.55 

0.0023 

0.0136 

6.46 

120 

113.54 

5.00 

5.68 

0.0023 

0.0242 

4.90 

125 

120.10 

3.00 

3.60 

0.0018 

0.0218 

5.91 

125 

119.09 

3.00 

3.57 

0.0018 

0.0277 

5.91 

120 

114.09 

5.00 

5.70 

0.0023 

0.0084 

4.91 

125 

120.09 

3.00 

3.60 

0.0018 

0.0099 

8.81 

125 

116.19 

3.00 

3.49 

0.0018 

0.0001 

8.81 

120 

111.19 

5.00 

5.56 

0.0023 

0.0047 

12.23 

120 

107.77 

4.00 

4.31 

0.0023 

0.0394 

7.45 

120 

112.55 

5.00 

5.63 

0.0023 

0.0010 

7.06 

120 

112.94 

5.00 

5.65 

0.0023 

0.0038 

9.12 

120 

110.88 

5.00 

5.54 

0.0023 

0.0128 

9.20 

120 

110.80 

5.00 

5.54 

0.0023 

0.0281 

12.44 

120 

107.56 

4.00 

4.30 

0.0023 

0.0292 

8.89 

120 

111.11 

5.00 

5.56 

0.0023 

0.0130 

9.38 

120 

110.62 

5.00 

5.53 

0.0023 

0.0119 

7.46 

125 

117.54 

3.00 

3.53 

0.0018 

0.0059 

6.63 

125 

118.37 

3.00 

3.55 

0.0018 

0.0084 

6.63 

120 

113.37 

5.00 

5.67 

0.0023 

0.0292 

7.22 

120 

112.78 

5.00 

5.64 

0.0023 

0.0134 

8.81 

120 

111.19 

5.00 

5.56 

0.0023 

0.0199 

9.58 

120 

110.42 

4.00 

4.42 

0.0023 

0.0022 

5.87 

120 

114.13 

4.00 

4.57 

0.0023 

0.0065 

7.05 

120 

112.95 

5.00 

5.65 

0.0023 

0.0166 

5.80 

120 

114.20 

4.00 

4.57 

0.0023 

0.0103 

7.57 

120 

112.43 

5.00 

5.62 

0.0023 

0.0071 

6.89 

125 

118.11 

3.00 

3.54 

0.0018 

0.0070 

6.89 

120 

113.11 

5.00 

5.66 

0.0023 

0.0133 

7.31 

120 

112.69 

5.00 

5.63 

0.0023 

0.0250 

7.36 

120 

112.64 

5.00 

5.63 

0.0023 

0.0272 

7.19 

120 

112.81 

5.00 

5.64 

0.0023 

0.0209 

6.69 

125 

118.31 

3.00 

3.55 

0.0018 

0.0261 

6.16 

125 

118.84 

3.00 

3.57 

0.0018 

0.0310 

7.97 

120 

112.03 

4.00 

4.48 

0.0023 

0.0158 

7.92 

120 

112.08 

5.00 

5.60 

0.0023 

0.0156 

7.80 

125 

117.20 

3.00 

3.52 

0.0018 

0.0106 

7.80 

120 

112.20 

5.00 

5.61 

0.0023 

0.0001 

6.63 

120 

113.37 

5.00 

5.67 

0.0023 

0.0621 

10.14 

120 

109.86 

4.00 

4.39 

0.0023 

0.0463 

7.28 

125 

117.72 

3.00 

3.53 

0.0018 

0.0086 

7.05 

125 

117.95 

3.00 

3.54 

0.0018 

0.0000 

10.11 

120 

109.89 

4.00 

4.40 

0.0023 

0.0499 

7.76 

120 

112.24 

5.00 

5.61 

0.0023 

0.0259 

6.63 

120 

113.37 

5.00 

5.67 

0.0023 

0.0431 

6.89 

120 

113.11 

5.00 

5.66 

0.0023 

0.0100 

5.91 

120 

114.09 

4.00 

4.56 

0.0023 

0.0142 

5.34 

125 

119.66 

3.00 

3.59 

0.0018 

0.0072 






























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 


Census Code 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Hydrogeological Unit 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Deccan Traps 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Deccan Traps 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Deccan Traps 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Deccan Traps 


Phyllite & Schist 


Deccan Traps 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Deccan Traps 


Phyllite & Schist 


Deccan Traps 


Phyllite & Schist 


Deccan Traps 


Phyllite & Schist 


Deccan Traps 


Phyllite & Schist 


Phyllite & Schist 


Deccan Traps 


Phyllite & Schist 


Deccan Traps 


Phyllite & Schist 


Phyllite & Schist 


Deccan Traps 


Deccan Traps 


Phyllite & Schist 


Deccan Traps 


Phyllite & Schist 


Deccan Traps 


Phyllite & Schist 


Deccan Traps 


Deccan Traps 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

5.34 

120 

114.66 

5.00 

5.73 

0.0023 

0.0021 

7.78 

120 

112.22 

4.00 

4.49 

0.0023 

0.0443 

7.81 

120 

112.19 

5.00 

5.61 

0.0023 

0.0328 

6.72 

125 

118.28 

3.00 

3.55 

0.0018 

0.0055 

6.43 

120 

113.57 

5.00 

5.68 

0.0023 

0.0158 

7.01 

120 

112.99 

5.00 

5.65 

0.0023 

0.0149 

7.11 

120 

112.89 

4.00 

4.52 

0.0023 

0.0122 

6.48 

120 

113.52 

5.00 

5.68 

0.0023 

0.0292 

12.01 

120 

107.99 

5.00 

5.40 

0.0023 

0.0030 

7.20 

125 

117.80 

3.00 

3.53 

0.0018 

0.0085 

7.20 

120 

112.80 

5.00 

5.64 

0.0023 

0.0230 

9.53 

120 

110.47 

4.00 

4.42 

0.0023 

0.0111 

7.94 

120 

112.06 

4.00 

4.48 

0.0023 

0.0254 

6.70 

120 

113.30 

5.00 

5.66 

0.0023 

0.0224 

7.48 

120 

112.52 

5.00 

5.63 

0.0023 

0.0197 

10.34 

120 

109.66 

4.00 

4.39 

0.0023 

0.0096 

8.75 

120 

111.25 

5.00 

5.56 

0.0023 

0.0107 

7.66 

125 

117.34 

3.00 

3.52 

0.0018 

0.0026 

7.66 

120 

112.34 

5.00 

5.62 

0.0023 

0.0201 

10.92 

120 

109.08 

5.00 

5.45 

0.0023 

0.0110 

8.54 

120 

111.46 

5.00 

5.57 

0.0023 

0.0080 

11.74 

120 

108.26 

4.00 

4.33 

0.0023 

0.0060 

5.16 

120 

114.84 

4.00 

4.59 

0.0023 

0.0037 

5.39 

120 

114.61 

4.00 

4.58 

0.0023 

0.0108 

7.87 

125 

117.13 

3.00 

3.51 

0.0018 

0.0031 

7.87 

120 

112.13 

5.00 

5.61 

0.0023 

0.0001 

6.83 

125 

118.17 

3.00 

3.55 

0.0018 

0.0003 

6.83 

120 

113.17 

5.00 

5.66 

0.0023 

0.0125 

6.68 

120 

113.32 

5.00 

5.67 

0.0023 

0.0200 

6.66 

120 

113.34 

5.00 

5.67 

0.0023 

0.0418 

8.64 

120 

111.36 

4.00 

4.45 

0.0023 

0.0309 

6.62 

125 

118.38 

3.00 

3.55 

0.0018 

0.0051 

6.62 

120 

113.38 

5.00 

5.67 

0.0023 

0.0055 

6.18 

125 

118.82 

3.00 

3.56 

0.0018 

0.0148 

7.40 

120 

112.60 

5.00 

5.63 

0.0023 

0.0408 

7.90 

125 

117.10 

3.00 

3.51 

0.0018 

0.0079 

5.78 

120 

114.22 

5.00 

5.71 

0.0023 

0.0206 

8.51 

125 

116.49 

3.00 

3.49 

0.0018 

0.0073 

5.67 

120 

114.33 

5.00 

5.72 

0.0023 

0.0254 

7.23 

120 

112.77 

5.00 

5.64 

0.0023 

0.0769 

6.73 

125 

118.27 

3.00 

3.55 

0.0018 

0.0060 

6.73 

120 

113.27 

5.00 

5.66 

0.0023 

0.0082 

46.92 

125 

78.08 

3.00 

2.34 

0.0018 

0.0353 

7.66 

120 

112.34 

5.00 

5.62 

0.0023 

0.0194 

5.34 

120 

114.66 

5.00 

5.73 

0.0023 

0.0172 

5.27 

125 

119.73 

3.00 

3.59 

0.0018 

0.0162 

6.74 

125 

118.26 

3.00 

3.55 

0.0018 

0.0001 

6.74 

120 

113.26 

5.00 

5.66 

0.0023 

0.0344 

7.05 

125 

117.95 

3.00 

3.54 

0.0018 

0.0020 

7.05 

120 

112.95 

5.00 

5.65 

0.0023 

0.0247 

7.50 

125 

117.50 

3.00 

3.52 

0.0018 

0.0095 

5.40 

120 

114.60 

4.00 

4.58 

0.0023 

0.0075 

16.53 

125 

108.47 

3.00 

3.25 

0.0018 

0.0095 

9.04 

125 

115.96 

3.00 

3.48 

0.0018 

0.0155 

3.56 

120 

116.44 

4.00 

4.66 

0.0023 

0.0072 














































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Barla Ki Rel 


Barlipara 


Barwas Kalan 


Barwas Khurd 


Bassi 


Beeli Para 


Beelri 


Bhagatpura 


Bhandariya 


Bhanwarkot 


Bharatgarh 


Bhat-mahuri 


Bheemgarh 


Bheleeya Talab 


Bhimpura 


Bhoori Para 


Bhoori-ghati 


Bhoyan 


Bhramri 


Bichhawara 


Biya Para 


Bod Bhator 


Bor Talai 


Borkheri 


Budwa 


Chanawla 


Chanderi 


Charkali 


Charkani 


Chhani Mahuri 


Chhapri 


Chittaura-khalsa 


Chittaura-mafi 


Choki-doongri 


Chor-parnala 


Chuli Para 


Chunakhan 


Churada 


Dabri Kamal 


Daulpura 


Detkiya Bara 


Devda Sath 


Census Code 


0828000503509000 


0828000503516000 


0828000503505900 


0828000503505600 


0828000503507800 


0828000503514800 


0828000503494600 


0828000503510000 


0828000503506700 


0828000503515800 


0828000503510900 


0828000503496600 


0828000503497900 


0828000303453400 


0828000503518500 


0828000503521900 


0828000503488300 


0828000403472900 


0828000503494100 


0828000503494900 


0828000503503800 


0828000503494400 


0828000403475000 


0828000503505800 


0828000503514400 


0828000403473200 


0828000503486900 


0828000503498100 


0828000503498400 


0828000503497100 


0828000303452100 


0828000503516200 


0828000503499800 


0828000503499900 


0828000503496000 


0828000503495600 


0828000503511200 


0828000503493800 


0828000503504700 


0828000303452900 


0828000503509900 


0828000303452800 


0828000503504400 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Deccan Traps 



2.48 Fresh 


0.85 Fresh 


2.36 Fresh 


0.64 Fresh 


1.60 Fresh 


5.87 Fresh 


0.96 Fresh 


2.72 Fresh 


1.66 Fresh 


2.72 Fresh 


4.52 Fresh 


4.70 Fresh 


1.85 Fresh 


0.80 Fresh 


1.30 Fresh 


2.14 Fresh 



3.56 Fresh 


1.88 Fresh 


0.22 Fresh 


1.44 Fresh 


1.70 Fresh 


8.31 Fresh 


2.21 Fresh 


0.44 Fresh 



0.65 Fresh 


4.90 Fresh 


0.65 Fresh 


2.85 Fresh 


1.40 Fresh 


1.59 Fresh 


0.80 Fresh 


0.14 Fresh 


2.99 Fresh 


0.45 Fresh 


4.84 Fresh 


3.01 Fresh 


1.08 Fresh 


1.24 Fresh 


1.84 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Phyllite & Schist 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Phyllite & Schist 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Phyllite & Schist 


Phyllite & Schist 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Deccan 


Phyllite 


Deccan 


Phyllite 


Deccan 


Phyllite 


Phyllite 


Deccan 


Phyllite 


Deccan 


Phyllite 


Phyllite 


Deccan 


Phyllite 


Deccan 


Phyllite 


Deccan 


Deccan 


Phyllite 


Deccan 


Deccan 


Deccan 


Deccan 


Deccan 


Phyllite 


Phyllite 


Deccan 


Phyllite 


Deccan 


Deccan 


Deccan 


Deccan 


Deccan 


Traps 


& Schist 


Traps 


& Schist 


Traps 


& Schist 


& Schist 


Traps 


& Schist 


Traps 


& Schist 


& Schist 


Traps 


& Schist 


Traps 


& Schist 


Traps 


Traps 


& Schist 


Traps 


Traps 


Traps 


Traps 


Traps 


& Schist 


& Schist 


Traps 


& Schist 


Traps 


Traps 


Traps 


Traps 


Traps 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

8.69 

125 

116.31 

3.00 

3.49 

0.0018 

0.0017 

15.54 

125 

109.46 

3.00 

3.28 

0.0018 

0.0095 

7.96 

120 

112.04 

5.00 

5.60 

0.0023 

0.0268 

9.02 

125 

115.98 

3.00 

3.48 

0.0018 

0.0002 

9.02 

120 

110.98 

5.00 

5.55 

0.0023 

0.0212 

4.66 

125 

120.34 

3.00 

3.61 

0.0018 

0.0157 

6.35 

125 

118.65 

3.00 

3.56 

0.0018 

0.0053 

6.24 

125 

118.76 

3.00 

3.56 

0.0018 

0.0034 

6.24 

120 

113.76 

5.00 

5.69 

0.0023 

0.0228 

7.08 

125 

117.92 

3.00 

3.54 

0.0018 

0.0040 

6.93 

125 

118.07 

3.00 

3.54 

0.0018 

0.0099 

6.37 

125 

118.63 

3.00 

3.56 

0.0018 

0.0351 

6.21 

125 

118.79 

3.00 

3.56 

0.0018 

0.0060 

6.62 

125 

118.38 

3.00 

3.55 

0.0018 

0.0052 

6.62 

120 

113.38 

5.00 

5.67 

0.0023 

0.0239 

6.69 

120 

113.31 

5.00 

5.67 

0.0023 

0.0211 

13.13 

125 

111.87 

3.00 

3.36 

0.0018 

0.0026 

8.58 

125 

116.42 

3.00 

3.49 

0.0018 

0.0254 

11.33 

125 

113.67 

3.00 

3.41 

0.0018 

0.0194 

10.83 

120 

109.17 

5.00 

5.46 

0.0023 

0.0064 

2.61 

120 

117.39 

4.00 

4.70 

0.0023 

0.0085 

8.00 

120 

112.00 

5.00 

5.60 

0.0023 

0.0163 

6.65 

125 

118.35 

3.00 

3.55 

0.0018 

0.0008 

6.65 

120 

113.35 

5.00 

5.67 

0.0023 

0.0256 

9.03 

125 

115.97 

3.00 

3.48 

0.0018 

0.0003 

9.03 

120 

110.97 

5.00 

5.55 

0.0023 

0.0223 

6.25 

125 

118.75 

3.00 

3.56 

0.0018 

0.0165 

7.36 

120 

112.64 

5.00 

5.63 

0.0023 

0.0238 

3.68 

120 

116.32 

4.00 

4.65 

0.0023 

0.0023 

6.40 

125 

118.60 

3.00 

3.56 

0.0018 

0.0000 

6.40 

120 

113.60 

5.00 

5.68 

0.0023 

0.0184 

5.94 

125 

119.06 

3.00 

3.57 

0.0018 

0.0106 

5.66 

120 

114.34 

4.00 

4.57 

0.0023 

0.0127 

7.67 

120 

112.33 

5.00 

5.62 

0.0023 

0.0279 

5.27 

125 

119.73 

3.00 

3.59 

0.0018 

0.0014 

5.27 

120 

114.73 

5.00 

5.74 

0.0023 

0.0028 

7.89 

125 

117.11 

3.00 

3.51 

0.0018 

0.0046 

7.89 

120 

112.11 

5.00 

5.61 

0.0023 

0.0064 

4.41 

125 

120.59 

3.00 

3.62 

0.0018 

0.0041 

8.52 

125 

116.48 

3.00 

3.49 

0.0018 

0.0268 

8.52 

120 

111.48 

5.00 

5.57 

0.0023 

0.0000 

8.23 

125 

116.77 

3.00 

3.50 

0.0018 

0.0024 

10.62 

125 

114.38 

3.00 

3.43 

0.0018 

0.0164 

8.18 

125 

116.82 

3.00 

3.50 

0.0018 

0.0046 

7.95 

125 

117.05 

3.00 

3.51 

0.0018 

0.0039 

4.42 

125 

120.58 

3.00 

3.62 

0.0018 

0.0036 

4.42 

120 

115.58 

5.00 

5.78 

0.0023 

0.0030 

5.45 

120 

114.55 

5.00 

5.73 

0.0023 

0.0019 

6.45 

125 

118.55 

3.00 

3.56 

0.0018 

0.0186 

8.08 

120 

111.92 

5.00 

5.60 

0.0023 

0.0057 

7.38 

125 

117.62 

3.00 

3.53 

0.0018 

0.0299 

8.16 

125 

116.84 

3.00 

3.51 

0.0018 

0.0020 

9.25 

125 

115.75 

3.00 

3.47 

0.0018 

0.0065 

6.75 

125 

118.25 

3.00 

3.55 

0.0018 

0.0019 

6.87 

125 

118.13 

3.00 

3.54 

0.0018 

0.0114 









































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Dharki 


Dhebri Dewa 


Dhebri Kalu 


Dhola Kheriya 


Doongar Bheet 


Doongra Pani 


Doongri 


Doongri Para 


Durjaniya 


Fera Doongri 


Galapara 


Galdhar 


Galwani 


Gara 


Garadiya 


Garadkhora 


Gercha Bhatra 


Ghartara 


Ghata 


Ghatiya 


Ghodadara 


Guwari 


Hameerpura 


Hameerpura Bara 


Hameerpura Chhota 


Harkapara 


Heja Mogji 


Heja-bhavji 


Himmatpura 


Hindoliya Charan 


Hindoliya Khurd 


Itala 


Jalampuri 


Jamrai 


Jari 


Jaspura 


Jhagola 


Jhamri 


Jhappa Mahuri 


Jheekli 


Jhoomaki 


Jogri-mata 


Jora 


Juna Padariya 


Kajalpara 


Kajoora 


Kakaniya 


Kakanwani 


Kalakhet 


Kalinjara 


Kanajpara 


Census Code 


0828000503511100 


0828000503494800 


0828000503494700 


0828000403475200 


0828000403473000 


0828000403474700 


0828000503514300 


0828000503499200 


0828000403474800 


0828000503504200 


0828000503493600 


0828000503508300 


0828000503510700 


0828000503518900 


0828000503515700 


0828000303452300 


0828000503486300 


0828000503518400 


0828000503518100 


0828000503515900 


0828000503497200 


0828000503487000 


0828000503518200 


0828000503518300 


0828000503507300 


0828000403471000 


0828000403475100 


0828000503510100 


0828000503488100 


0828000503487300 


0828000503504500 


0828000503516700 


0828000503517500 


0828000503494000 


0828000503515000 


0828000503506800 


0828000503515200 


0828000503495700 


0828000503486800 


0828000503495300 


0828000503515100 


0828000503497800 


0828000503486400 


0828000503495100 


0828000503514600 


0828000403475400 


0828000503507500 


0828000503514700 


0828000503508100 


0828000503516600 


0828000503510300 


0828000403475600 


0828000503515500 


0828000503498000 



Zone (Fresh 
/ Saline) 


1.31 Fresh 


1.77 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Phyllite & Schist 

Non-command 

Deccan Traps 

Non-command 

Phyllite & Schist 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Phyllite & Schist 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Phyllite & Schist 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Deccan Traps 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Phyllite & Schist 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Deccan Traps 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Deccan Traps 

Non-command 

Phyllite & Schist 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Phyllite & Schist 

Non-command 

Deccan Traps 

Non-command 

Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

6.62 

125 

118.38 

3.00 

3.55 

0.0018 

0.0081 

7.25 

125 

117.75 

3.00 

3.53 

0.0018 

0.0021 

7.25 

120 

112.75 

5.00 

5.64 

0.0023 

0.0182 

7.26 

120 

112.74 

5.00 

5.64 

0.0023 

0.0110 

2.77 

120 

117.23 

4.00 

4.69 

0.0023 

0.0129 

3.14 

120 

116.86 

4.00 

4.67 

0.0023 

0.0316 

5.43 

120 

114.57 

4.00 

4.58 

0.0023 

0.0400 

6.20 

125 

118.80 

3.00 

3.56 

0.0018 

0.0238 

7.60 

125 

117.40 

3.00 

3.52 

0.0018 

0.0066 

6.18 

120 

113.82 

4.00 

4.55 

0.0023 

0.0040 

6.93 

125 

118.07 

3.00 

3.54 

0.0018 

0.0163 

8.37 

120 

111.63 

5.00 

5.58 

0.0023 

0.0218 

12.90 

125 

112.10 

3.00 

3.36 

0.0018 

0.0037 

9.83 

125 

115.17 

3.00 

3.46 

0.0018 

0.0050 

8.47 

125 

116.53 

3.00 

3.50 

0.0018 

0.0055 

7.04 

125 

117.96 

3.00 

3.54 

0.0018 

0.0644 

7.36 

125 

117.64 

3.00 

3.53 

0.0018 

0.0043 

6.09 

120 

113.91 

5.00 

5.70 

0.0023 

0.0162 

8.02 

125 

116.98 

3.00 

3.51 

0.0018 

0.0065 

8.65 

125 

116.35 

3.00 

3.49 

0.0018 

0.0021 

13.43 

125 

111.57 

3.00 

3.35 

0.0018 

0.0166 

7.03 

125 

117.97 

3.00 

3.54 

0.0018 

0.0281 

7.70 

120 

112.30 

5.00 

5.62 

0.0023 

0.0232 

7.57 

125 

117.43 

3.00 

3.52 

0.0018 

0.0055 

7.74 

125 

117.26 

3.00 

3.52 

0.0018 

0.0045 

7.91 

125 

117.09 

3.00 

3.51 

0.0018 

0.0070 

4.09 

120 

115.91 

4.00 

4.64 

0.0023 

0.0007 

5.08 

120 

114.92 

4.00 

4.60 

0.0023 

0.0173 

9.71 

125 

115.29 

3.00 

3.46 

0.0018 

0.0058 

7.08 

120 

112.92 

5.00 

5.65 

0.0023 

0.0019 

7.41 

120 

112.59 

5.00 

5.63 

0.0023 

0.0003 

6.74 

125 

118.26 

3.00 

3.55 

0.0018 

0.0069 

6.07 

125 

118.93 

3.00 

3.57 

0.0018 

0.0130 

6.05 

125 

118.95 

3.00 

3.57 

0.0018 

0.0077 

8.82 

120 

111.18 

5.00 

5.56 

0.0023 

0.0898 

6.90 

125 

118.10 

3.00 

3.54 

0.0018 

0.0028 

7.06 

125 

117.94 

3.00 

3.54 

0.0018 

0.0036 

6.41 

125 

118.59 

3.00 

3.56 

0.0018 

0.0055 

6.05 

120 

113.95 

5.00 

5.70 

0.0023 

0.0203 

7.53 

120 

112.47 

5.00 

5.62 

0.0023 

0.0167 

7.29 

120 

112.71 

5.00 

5.64 

0.0023 

0.0098 

6.93 

125 

118.07 

3.00 

3.54 

0.0018 

0.0049 

7.94 

120 

112.06 

5.00 

5.60 

0.0023 

0.0118 

6.61 

120 

113.39 

5.00 

5.67 

0.0023 

0.0275 

8.05 

120 

111.95 

5.00 

5.60 

0.0023 

0.0058 

6.56 

125 

118.44 

3.00 

3.55 

0.0018 

0.0055 

5.03 

120 

114.97 

4.00 

4.60 

0.0023 

0.0206 

6.60 

125 

118.40 

3.00 

3.55 

0.0018 

0.0076 

6.72 

125 

118.28 

3.00 

3.55 

0.0018 

0.0088 

7.93 

125 

117.07 

3.00 

3.51 

0.0018 

0.0189 

7.09 

125 

117.91 

3.00 

3.54 

0.0018 

0.0169 

9.02 

125 

115.98 

3.00 

3.48 

0.0018 

0.0054 

6.54 

120 

113.46 

4.00 

4.54 

0.0023 

0.0361 

6.14 

125 

118.86 

3.00 

3.57 

0.0018 

0.0226 

8.26 

120 

111.74 

5.00 

5.59 

0.0023 

0.0118 













































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Kanikara 


Kankra Khurd Dungri 


Karmadiya 


Karmi 


Kasoomba 


Kawariya 


Kawwa Ki Chhayan 


Kewadiya 


Khajoora 


Khandi-deri 


Khankhariya 


Khariya-sath 


Kharod Chatra 


Kherda 


Kheriya 


Kherpur 


Khoonta Machar 


Khoonta-kalan 


Kothariya 


Kotra 


Kotri 


Koya Jhoos 


Kushalgarh (m) 


Kushalpara 


Ladela 


Lalawara 


Leelwani 


Lohariya Kalan 


Lohariya-khurd 


Loonawara 


Macha 


Magarda-damra-sath 


Magarda-khatela-sath 


Magarda-machhara-sath 


Mahuriya Bajja 


Mai 


Maska Khurd 


Molan 


Mooni-para 


Mor 


Motapara 


Mundari 


Naganwat 


Nagawara 


Census Code 


0828000503514900 


0828000503505700 


0828000503508200 


0828000503512300 


0828000503493200 


0828000503486700 


0828000503514100 


0828000403473100 


0828000503509100 


0828000503493900 


0828000503522000 


0828000503499100 


0828000503492200 



Zone (Fresh 
/ Saline) 


0828000503507400 


0828000503492900 


0828000503516900 


0828000403475900 


0828000503487100 


0828000503517400 


0828000503497300 


0828000503522400 


0828000503514200 


0828000542803000 


0828000503510400 


0828000503495200 


0828000403476100 


0828000403476000 


0828000503505200 


0828000503499000 


0828000503506000 


0828000503493700 


0828000503496200 


0828000503496300 


0828000503496100 


0828000503488000 


0828000503509700 


0828000503503600 


0828000503493300 


0828000503496700 


0828000503506500 


0828000503499500 


0828000503507100 


0828000503516400 


0828000403472700 


2.75 Fresh 


0.68 Fresh 


6.20 Fresh 


5.42 Fresh 


0.89 Fresh 


0.56 Fresh 


2.00 Fresh 


1.76 Fresh 


3.67 Fresh 


0.76 Fresh 


4.16 Fresh 


2.65 Fresh 


3.11 Fresh 



1.62 Fresh 


2.75 Fresh 


1.68 Fresh 


1.39 Fresh 


1.87 Fresh 


6.16 Fresh 


1.50 Fresh 


4.73 Fresh 


2.15 Fresh 


3.41 Fresh 


1.69 Fresh 


0.25 Fresh 


6.66 Fresh 


3.21 Fresh 


2.09 Fresh 


2.40 Fresh 


0.88 Fresh 


1.14 Fresh 


0.71 Fresh 


0.77 Fresh 


1.01 Fresh 


1.29 Fresh 


3.58 Fresh 


6.04 Fresh 


0.51 Fresh 


1.59 Fresh 


2.17 Fresh 


1.97 Fresh 


0.60 Fresh 


1.89 Fresh 


4.83 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Deccan Traps 

Non-command 

Phyllite & Schist 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Phyllite & Schist 

Non-command 

Deccan Traps 

Non-command 

Phyllite & Schist 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Phyllite & Schist 

Non-command 

Deccan Traps 

Non-command 

Phyllite & Schist 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Phyllite & Schist 

Non-command 

Deccan Traps 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Phyllite & Schist 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Deccan Traps 

Non-command 

Phyllite & Schist 

Non-command 

Deccan Traps 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Deccan Traps 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Phyllite & Schist 

Non-command 

Deccan Traps 

Non-command 

Phyllite & Schist 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

7.93 

125 

117.07 

3.00 

3.51 

0.0018 

0.0126 

7.04 

120 

112.96 

5.00 

5.65 

0.0023 

0.0086 

8.27 

125 

116.73 

3.00 

3.50 

0.0018 

0.0333 

4.90 

125 

120.10 

3.00 

3.60 

0.0018 

0.0113 

5.24 

120 

114.76 

5.00 

5.74 

0.0023 

0.0115 

7.70 

120 

112.30 

5.00 

5.62 

0.0023 

0.0071 

4.91 

125 

120.09 

3.00 

3.60 

0.0018 

0.0022 

5.17 

125 

119.83 

3.00 

3.60 

0.0018 

0.0002 

5.17 

120 

114.83 

4.00 

4.59 

0.0023 

0.0086 

6.48 

125 

118.52 

3.00 

3.56 

0.0018 

0.0027 

7.80 

120 

112.20 

5.00 

5.61 

0.0023 

0.0096 

31.36 

125 

93.64 

3.00 

2.81 

0.0018 

0.0190 

7.80 

125 

117.20 

3.00 

3.52 

0.0018 

0.0163 

8.81 

125 

116.19 

3.00 

3.49 

0.0018 

0.0001 

8.81 

120 

111.19 

5.00 

5.56 

0.0023 

0.0032 

7.17 

125 

117.83 

3.00 

3.53 

0.0018 

0.0056 

7.17 

120 

112.83 

5.00 

5.64 

0.0023 

0.0040 

7.95 

125 

117.05 

3.00 

3.51 

0.0018 

0.0100 

5.32 

125 

119.68 

3.00 

3.59 

0.0018 

0.0056 

5.32 

120 

114.68 

5.00 

5.73 

0.0023 

0.0240 

6.09 

125 

118.91 

3.00 

3.57 

0.0018 

0.0075 

4.73 

120 

115.27 

4.00 

4.61 

0.0023 

0.0136 

4.73 

120 

115.27 

4.00 

4.61 

0.0023 

0.0008 

7.59 

120 

112.41 

5.00 

5.62 

0.0023 

0.0236 

7.75 

125 

117.25 

3.00 

3.52 

0.0018 

0.0269 

5.25 

125 

119.75 

3.00 

3.59 

0.0018 

0.0094 

5.25 

120 

114.75 

5.00 

5.74 

0.0023 

0.0001 

42.11 

125 

82.89 

3.00 

2.49 

0.0018 

0.0192 

6.87 

125 

118.13 

3.00 

3.54 

0.0018 

0.0133 

6.93 

125 

118.07 

3.00 

3.54 

0.0018 

0.0211 

7.40 

125 

117.60 

3.00 

3.53 

0.0018 

0.0104 

7.98 

120 

112.02 

5.00 

5.60 

0.0023 

0.0031 

4.78 

120 

115.22 

4.00 

4.61 

0.0023 

0.0051 

4.78 

120 

115.22 

4.00 

4.61 

0.0023 

0.0031 

5.16 

120 

114.84 

4.00 

4.59 

0.0023 

0.0331 

7.37 

125 

117.63 

3.00 

3.53 

0.0018 

0.0077 

7.37 

120 

112.63 

5.00 

5.63 

0.0023 

0.0107 

7.85 

125 

117.15 

3.00 

3.51 

0.0018 

0.0147 

8.77 

120 

111.23 

5.00 

5.56 

0.0023 

0.0110 

8.08 

120 

111.92 

5.00 

5.60 

0.0023 

0.0143 

4.75 

120 

115.25 

5.00 

5.76 

0.0023 

0.0093 

4.89 

120 

115.11 

5.00 

5.76 

0.0023 

0.0100 

4.55 

125 

120.45 

3.00 

3.61 

0.0018 

0.0009 

4.55 

120 

115.45 

5.00 

5.77 

0.0023 

0.0112 

8.85 

120 

111.15 

5.00 

5.56 

0.0023 

0.0000 

8.64 

125 

116.36 

3.00 

3.49 

0.0018 

0.0218 

6.16 

125 

118.84 

3.00 

3.57 

0.0018 

0.0067 

8.03 

120 

111.97 

5.00 

5.60 

0.0023 

0.0064 

7.12 

125 

117.88 

3.00 

3.54 

0.0018 

0.0044 

7.12 

120 

112.88 

5.00 

5.64 

0.0023 

0.0112 

6.94 

125 

118.06 

3.00 

3.54 

0.0018 

0.0134 

7.80 

125 

117.20 

3.00 

3.52 

0.0018 

0.0015 

8.03 

125 

116.97 

3.00 

3.51 

0.0018 

0.0037 

5.34 

125 

119.66 

3.00 

3.59 

0.0018 

0.0119 

4.51 

120 

115.49 

4.00 

4.62 

0.0023 

0.0130 










































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Nagda Kalan 


Nagda Khurd 


Nal 


Nalpara 


Nani Ka Sath 


Nathpura 


Nawagaon 


Naya Padariya 


Nisnawat 


Osara 


Padla Mokha 


Padla-barkiya 


Padla-katara 


Palakpara 


Pali-kalan 


Pandera 


Parla 


Parnala 


Patapor 


Pati 


Peepli Para 


Phoolpuri 


Potalia 


Ragapara 


Rakho 


Ramgarh 


Ranagi 


Rangi 


Ranjeetgarh 


Ratanmal 


Rath Dhanraj 


Rati Mahuri 


Renganiya 


Richhwani 


Rohaniya 


Rohaniya Laxmansingh 


Rohaniya-ramsingh 


Roopa-kheri 


Roopa-para 


Sabalpura 


Sagwa 


Sajjan Garh 


Census Code 


0828000503516800 


0828000503516300 


0828000403474600 



0828000503503900 


0828000503504100 


0828000503507000 


0828000503492700 


0828000403475300 


0828000503506300 


0828000503495800 


0828000503494300 


0828000503494200 


0828000503495000 


0828000503504000 


0828000503498600 


0828000403474900 


0828000503515600 


0828000503497700 


0828000503495500 


0828000503510800 


0828000503504300 


0828000503510600 


0828000503514000 


0828000503506600 


0828000503506400 


0828000403472600 


0828000503516500 


0828000503493000 


0828000303452400 


0828000503507600 


0828000503509600 


0828000503490000 


0828000503505000 


0828000503503700 


0828000503516100 


0828000503505500 


0828000503490700 


0828000503490600 


0828000503498500 


0828000503498900 


0828000503508000 


0828000503488200 


0828000303452200 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 



2.08 Fresh 


1.46 Fresh 


1.35 Fresh 


3.94 Fresh 


1.62 Fresh 


0.27 Fresh 


0.50 Fresh 


0.58 Fresh 


0.81 Fresh 


0.29 Fresh 


1.94 Fresh 


1.43 Fresh 





2.62 Fresh 


1.17 Fresh 


1.41 Fresh 


0.16 Fresh 


1.80 Fresh 


3.61 Fresh 


0.90 Fresh 


0.90 Fresh 


1.26 Fresh 


1.18 Fresh 


1.55 Fresh 


2.06 Fresh 


1.87 Fresh 


1.38 Fresh 


4.46 Fresh 


3.92 Fresh 


1.05 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Phyllite & Schist 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Phyllite & Schist 


Phyllite & Schist 


Deccan Traps 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Deccan Traps 


Deccan Traps 


Phyllite & Schist 


Deccan Traps 


Phyllite & Schist 


Phyllite & Schist 


Deccan Traps 


Phyllite & Schist 


Phyllite & Schist 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Deccan Traps 


Phyllite & Schist 


Deccan Traps 


Deccan Traps 


Phyllite & Schist 


Deccan Traps 


Phyllite & Schist 


Deccan Traps 


Phyllite & Schist 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Phyllite & Schist 


Deccan Traps 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

6.09 

125 

118.91 

3.00 

3.57 

0.0018 

0.0116 

7.23 

125 

117.77 

3.00 

3.53 

0.0018 

0.0131 

7.04 

125 

117.96 

3.00 

3.54 

0.0018 

0.0547 

7.04 

120 

112.96 

4.00 

4.52 

0.0023 

0.0139 

7.28 

125 

117.72 

3.00 

3.53 

0.0018 

0.0042 

7.54 

125 

117.46 

3.00 

3.52 

0.0018 

0.0090 

7.57 

125 

117.43 

3.00 

3.52 

0.0018 

0.0084 

7.56 

125 

117.44 

3.00 

3.52 

0.0018 

0.0184 

7.56 

120 

112.44 

5.00 

5.62 

0.0023 

0.0107 

3.67 

120 

116.33 

4.00 

4.65 

0.0023 

0.0154 

8.81 

125 

116.19 

3.00 

3.49 

0.0018 

0.0015 

8.81 

120 

111.19 

5.00 

5.56 

0.0023 

0.0004 

5.77 

120 

114.23 

5.00 

5.71 

0.0023 

0.0064 

7.70 

120 

112.30 

5.00 

5.62 

0.0023 

0.0073 

8.08 

120 

111.92 

5.00 

5.60 

0.0023 

0.0103 

8.10 

120 

111.90 

5.00 

5.60 

0.0023 

0.0037 

7.05 

125 

117.95 

3.00 

3.54 

0.0018 

0.0120 

4.47 

125 

120.53 

3.00 

3.62 

0.0018 

0.0047 

4.47 

120 

115.53 

5.00 

5.78 

0.0023 

0.0089 

4.86 

125 

120.14 

3.00 

3.60 

0.0018 

0.0079 

4.86 

120 

115.14 

5.00 

5.76 

0.0023 

0.0045 

6.26 

120 

113.74 

4.00 

4.55 

0.0023 

0.0088 

8.27 

125 

116.73 

3.00 

3.50 

0.0018 

0.0534 

5.90 

120 

114.10 

5.00 

5.71 

0.0023 

0.0217 

6.95 

120 

113.05 

5.00 

5.65 

0.0023 

0.0070 

7.25 

125 

117.75 

3.00 

3.53 

0.0018 

0.0051 

7.21 

125 

117.79 

3.00 

3.53 

0.0018 

0.0102 

6.71 

125 

118.29 

3.00 

3.55 

0.0018 

0.0161 

5.34 

125 

119.66 

3.00 

3.59 

0.0018 

0.0029 

6.55 

125 

118.45 

3.00 

3.55 

0.0018 

0.0130 

7.90 

125 

117.10 

3.00 

3.51 

0.0018 

0.0086 

4.39 

120 

115.61 

4.00 

4.62 

0.0023 

0.0216 

4.39 

120 

115.61 

4.00 

4.62 

0.0023 

0.0095 

4.23 

120 

115.77 

4.00 

4.63 

0.0023 

0.0026 

4.23 

120 

115.77 

4.00 

4.63 

0.0023 

0.0033 

5.62 

125 

119.38 

3.00 

3.58 

0.0018 

0.0165 

4.89 

120 

115.11 

5.00 

5.76 

0.0023 

0.0152 

6.60 

125 

118.40 

3.00 

3.55 

0.0018 

0.0009 

6.27 

125 

118.73 

3.00 

3.56 

0.0018 

0.0002 

6.27 

120 

113.73 

5.00 

5.69 

0.0023 

0.0016 

8.17 

125 

116.83 

3.00 

3.50 

0.0018 

0.0110 

11.61 

120 

108.39 

5.00 

5.42 

0.0023 

0.0003 

7.10 

125 

117.90 

3.00 

3.54 

0.0018 

0.0052 

7.10 

120 

112.90 

5.00 

5.64 

0.0023 

0.0007 

6.72 

125 

118.28 

3.00 

3.55 

0.0018 

0.0001 

5.42 

125 

119.58 

3.00 

3.59 

0.0018 

0.0079 

8.16 

125 

116.84 

3.00 

3.51 

0.0018 

0.0050 

8.16 

120 

111.84 

5.00 

5.59 

0.0023 

0.0046 

9.57 

120 

110.43 

5.00 

5.52 

0.0023 

0.0011 

10.28 

120 

109.72 

5.00 

5.49 

0.0023 

0.0032 

5.03 

125 

119.97 

3.00 

3.60 

0.0018 

0.0118 

7.67 

125 

117.33 

3.00 

3.52 

0.0018 

0.0085 

7.06 

125 

117.94 

3.00 

3.54 

0.0018 

0.0248 

8.28 

120 

111.72 

5.00 

5.59 

0.0023 

0.0307 

8.31 

125 

116.69 

3.00 

3.50 

0.0018 

0.0059 









































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Sajjangarh 


Sandari 


Sandlai 


Sani Doongri 


Sansa Varla 


Saran 


Saredi Bheelan 


Sarel 


Seemsagra 


Semalda 


Sewaniya 


Shakkarwara 


Shikarwari 


Sigara-ki-garli 


Singli 


Sodaliya 


Somaji Para 


Sooliya Malpura 


Sooraj Kund 


Sukhera 


Sunariya 


Surwan 


Suwala 


Tada Barla 


Talaba 


Talaipara 


Taleti 


Tambesara 


Tanda-ratna 


Tandi Moti 


Taraliya 


Teemera-kalan 


Timba-mahuri 


Tiriyadev 


Todi 


Udaigarh Kalakhet 


Udaigarh Nisnawat 


Udaigarh Vasooni 


Ukala 


Umar Jhonka 


Umrawat 


Undwa 


Census Code 


0828000503490100 


0828000403474300 


0828000503497000 


0828000503493400 


0828000503505300 


0828000503507700 


0828000403475800 


0828000503517100 


0828000503518600 


0828000503518800 


0828000503487200 


0828000503486600 


0828000503510500 


0828000503496800 




0828000503507900 


0828000503509800 


0828000503502200 


0828000503522200 


0828000503509500 


0828000503498700 


0828000503506900 


0828000503517600 


0828000403475700 


0828000503511000 


0828000503505100 


0828000503507200 


0828000503518000 


0828000503493100 


0828000503490300 


0828000403478800 


0828000503521800 


0828000503497400 


0828000503490500 


0828000503492800 


0828000503495900 


0828000503497600 


0828000503510200 


0828000503517000 


0828000503515400 


0828000503514500 


0828000503509300 


0828000503504600 


0828000503517200 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Deccan Traps 




2.51 Fresh 


4.39 Fresh 


1.18 Fresh 


0.67 Fresh 


2.45 Fresh 


2.80 Fresh 


1.17 Fresh 


0.49 Fresh 


7.19 Fresh 


5.07 Fresh 


2.79 Fresh 


2.05 Fresh 


1.10 Fresh 


0.40 Fresh 


0.78 Fresh 


1.84 Fresh 


2.90 Fresh 


3.41 Fresh 


0.92 Fresh 



4.43 Fresh 


1.08 Fresh 


2.28 Fresh 


0.26 Fresh 


1.07 Fresh 


1.06 Fresh 


3.16 Fresh 


1.31 Fresh 


1.73 Fresh 


4.59 Fresh 


0.79 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Phyllite & Schist 


Deccan Traps 


Phyllite & Schist 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Phyllite & Schist 


Phyllite & Schist 


Deccan 


Deccan 


Phyllite 


Deccan 


Phyllite 


Deccan 


Deccan 


Deccan 


Deccan 


Deccan 


Deccan 


Phyllite 


Deccan 


Deccan 


Phyllite 


Deccan 


Deccan 


Deccan 


Deccan 


Deccan 


Phyllite 


Phyllite 


Phyllite 


Deccan 


Deccan 


Phyllite 


Deccan 


Phyllite 


Deccan 


Phyllite 


Phyllite 


Phyllite 


Deccan 


Phyllite 


Phyllite 


Deccan 


Deccan 


Deccan 


Deccan 


Deccan 


Deccan 


Deccan 


Traps 


Traps 


& Schist 


Traps 


& Schist 


Traps 


Traps 


Traps 


Traps 


Traps 


Traps 


& Schist 


Traps 


Traps 


& Schist 


Traps 


Traps 


Traps 


Traps 


Traps 


& Schist 


& Schist 


& Schist 


Traps 


Traps 


& Schist 


Traps 


& Schist 


Traps 


& Schist 


& Schist 


& Schist 


Traps 


& Schist 


& Schist 


Traps 


Traps 


Traps 


Traps 


Traps 


Traps 


Traps 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.81 

120 

108.19 

5.00 

5.41 

0.0023 

0.0013 

5.84 

120 

114.16 

4.00 

4.57 

0.0023 

0.0046 

8.30 

125 

116.70 

3.00 

3.50 

0.0018 

0.0076 

7.18 

120 

112.82 

5.00 

5.64 

0.0023 

0.0096 

7.14 

125 

117.86 

3.00 

3.54 

0.0018 

0.0004 

7.14 

120 

112.86 

5.00 

5.64 

0.0023 

0.0081 

4.61 

125 

120.39 

3.00 

3.61 

0.0018 

0.0347 

5.83 

120 

114.17 

4.00 

4.57 

0.0023 

0.0328 

6.69 

125 

118.31 

3.00 

3.55 

0.0018 

0.0066 

6.93 

125 

118.07 

3.00 

3.54 

0.0018 

0.0041 

8.25 

125 

116.75 

3.00 

3.50 

0.0018 

0.0007 

6.66 

120 

113.34 

5.00 

5.67 

0.0023 

0.0292 

7.43 

120 

112.57 

5.00 

5.63 

0.0023 

0.0314 

7.34 

125 

117.66 

3.00 

3.53 

0.0018 

0.0086 

7.45 

125 

117.55 

3.00 

3.53 

0.0018 

0.0040 

7.45 

120 

112.55 

5.00 

5.63 

0.0023 

0.0148 

7.95 

125 

117.05 

3.00 

3.51 

0.0018 

0.0140 

7.95 

120 

112.05 

5.00 

5.60 

0.0023 

0.0030 

5.90 

125 

119.10 

3.00 

3.57 

0.0018 

0.0112 

8.26 

125 

116.74 

3.00 

3.50 

0.0018 

0.0072 

7.87 

125 

117.13 

3.00 

3.51 

0.0018 

0.0010 

21.16 

125 

103.84 

3.00 

3.12 

0.0018 

0.0133 

6.10 

125 

118.90 

3.00 

3.57 

0.0018 

0.0130 

5.99 

125 

119.01 

3.00 

3.57 

0.0018 

0.0047 

5.99 

120 

114.01 

5.00 

5.70 

0.0023 

0.0053 

6.99 

125 

118.01 

3.00 

3.54 

0.0018 

0.0030 

7.74 

125 

117.26 

3.00 

3.52 

0.0018 

0.0149 

5.59 

120 

114.41 

4.00 

4.58 

0.0023 

0.0522 

6.32 

125 

118.68 

3.00 

3.56 

0.0018 

0.0174 

7.81 

125 

117.19 

3.00 

3.52 

0.0018 

0.0126 

7.94 

125 

117.06 

3.00 

3.51 

0.0018 

0.0067 

8.16 

125 

116.84 

3.00 

3.51 

0.0018 

0.0018 

4.46 

125 

120.54 

3.00 

3.62 

0.0018 

0.0041 

4.46 

120 

115.54 

5.00 

5.78 

0.0023 

0.0018 

11.86 

120 

108.14 

5.00 

5.41 

0.0023 

0.0004 

5.55 

120 

114.45 

4.00 

4.58 

0.0023 

0.0000 

5.90 

125 

119.10 

3.00 

3.57 

0.0018 

0.0072 

5.78 

125 

119.22 

3.00 

3.58 

0.0018 

0.0005 

5.78 

120 

114.22 

5.00 

5.71 

0.0023 

0.0108 

5.90 

125 

119.10 

3.00 

3.57 

0.0018 

0.0035 

5.90 

120 

114.10 

5.00 

5.71 

0.0023 

0.0209 

7.36 

125 

117.64 

3.00 

3.53 

0.0018 

0.0031 

7.36 

120 

112.64 

5.00 

5.63 

0.0023 

0.0002 

8.80 

120 

111.20 

5.00 

5.56 

0.0023 

0.0539 

8.57 

120 

111.43 

5.00 

5.57 

0.0023 

0.0135 

4.55 

125 

120.45 

3.00 

3.61 

0.0018 

0.0058 

4.55 

120 

115.45 

5.00 

5.77 

0.0023 

0.0177 

6.18 

120 

113.82 

5.00 

5.69 

0.0023 

0.0033 

10.08 

125 

114.92 

3.00 

3.45 

0.0018 

0.0064 

5.96 

125 

119.04 

3.00 

3.57 

0.0018 

0.0066 

7.11 

125 

117.89 

3.00 

3.54 

0.0018 

0.0196 

6.59 

125 

118.41 

3.00 

3.55 

0.0018 

0.0081 

4.17 

125 

120.83 

3.00 

3.62 

0.0018 

0.0047 

6.67 

125 

118.33 

3.00 

3.55 

0.0018 

0.0285 

7.09 

125 

117.91 

3.00 

3.54 

0.0018 

0.0047 













































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 




09002005 


Vagol 


Van raj 


Varli Para 


Vasooni 


Adarsh Gaon 


Amarpura 


Badela 


Bageri Ka Vela 


Bankra 


Bansiya 


Beda 


Bhachadiya 


Bhandara 


Bhandari 


Bhatiya 


Bheelwa Panchela 


Bormali 


Dhambola 


Dharmpuri 


Dhechra Bhagat 


Dhechra Mashoor 


Dhodhra 


Dol Kujela 


Dooka 


Forest 


Gara Patte Peeth 


Gelan 


Ghantigala 


Ghuved With Vankhandbhadar 


Ijjatpura 


Jhalai 


Jhanjri 


Jharni 


Jorawar Pura 


Kaberi Bari 


Census Code 


0828000503505400 


0828000403474400 


0828000503506100 


0828000503515300 


0827000403358500 


0827000403365300 


0827000403369300 


0827000403357000 


0827000403365600 


0827000403364100 


0827000403357400 


0827000403366000 


0827000403364000 


0827000403362700 


0827000403367900 


0827000403357600 


0827000403363900 


0827000403359600 


0827000403358000 


0827000403366900 


0827000403365900 


0827000403363800 


0827000403357100 


0827000403366800 


0827000427900006 


0827000427900011 


0827000403363400 


0827000403363700 


0827000403368200 


0827000403358600 


0827000403366700 


0827000403362600 


0827000403364900 


0827000403366200 


0827000403365000 


0827000403364700 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 


Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Deccan Traps 


0.70 Fresh 


0.92 Fresh 


0.98 Fresh 


1.47 Fresh 


3.10 Fresh 


7.11 Fresh 


1.07 Fresh 


3.03 Fresh 


2.25 Fresh 


3.52 Fresh 


1.93 Fresh 


8.24 Fresh 


10.50 Fresh 


11.09 Fresh 


1.24 Fresh 


3.54 Fresh 


3.12 Fresh 


4.68 Fresh 


Sub Basin: Bhadar 







Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

6.74 

120 

113.26 

5.00 

5.66 

0.0023 

0.0181 

8.03 

125 

116.97 

3.00 

3.51 

0.0018 

0.0127 

7.19 

125 

117.81 

3.00 

3.53 

0.0018 

0.0181 

7.19 

120 

112.81 

5.00 

5.64 

0.0023 

0.0139 

5.80 

125 

119.20 

3.00 

3.58 

0.0018 

0.0057 


Non-command 

Phyllite & Schist 

0.70 

11.22 

150 

138.78 

5.00 

6.94 

0.0020 

0.0097 

Non-command 

Ultra Basics 

0.00 

11.22 

120 

108.78 

4.00 

4.35 

0.0013 

0.0000 

Non-command 

Phyllite & Schist 

0.92 

13.15 

150 

136.85 

5.00 

6.84 

0.0020 

0.0126 

Non-command 

Ultra Basics 

0.33 

6.35 

120 

113.65 

4.00 

4.55 

0.0013 

0.0019 

Non-command 

Phyllite & Schist 

0.33 

7.19 

125 

117.81 

5.00 

5.89 

0.0020 

0.0039 

Non-command 

Phyllite & Schist 

3.10 

9.63 

150 

140.37 

5.00 

7.02 

0.0020 

0.0435 

Non-command 

Phyllite & Schist 

1.24 

10.76 

150 

139.24 

5.00 

6.96 

0.0020 

0.0173 

Non-command 

Ultra Basics 

4.52 

10.76 

120 

109.24 

4.00 

4.37 

0.0013 

0.0247 

Non-command 

Phyllite & Schist 

1.75 

11.81 

150 

138.19 

5.00 

6.91 

0.0020 

0.0242 

Non-command 

Ultra Basics 

0.01 

11.81 

120 

108.19 

4.00 

4.33 

0.0013 

0.0001 

Non-command 

Phyllite & Schist 

0.02 

8.19 

125 

116.81 

5.00 

5.84 

0.0020 

0.0002 

Non-command 

Phyllite & Schist 

3.03 

15.62 

150 

134.38 

5.00 

6.72 

0.0020 

0.0407 

Non-command 

Phyllite & Schist 

1.61 

9.57 

150 

140.43 

5.00 

7.02 

0.0020 

0.0226 

Non-command 

Ultra Basics 

0.64 

9.57 

120 

110.43 

4.00 

4.42 

0.0013 

0.0035 

Non-command 

Phyllite & Schist 

3.37 

13.98 

150 

136.02 

5.00 

6.80 

0.0020 

0.0458 

Non-command 

Phyllite & Schist 

1.93 

15.66 

150 

134.34 

5.00 

6.72 

0.0020 

0.0260 

Non-command 

Phyllite & Schist 

2.24 

8.05 

125 

116.95 

5.00 

5.85 

0.0020 

0.0262 

Non-command 

Phyllite & Schist 

0.65 

9.29 

150 

140.71 

5.00 

7.04 

0.0020 

0.0092 

Non-command 

Ultra Basics 

9.85 

9.29 

120 

110.71 

4.00 

4.43 

0.0013 

0.0545 

Non-command 

Phyllite & Schist 

0.01 

5.08 

150 

144.92 

5.00 

7.25 

0.0020 

0.0001 

Non-command 

Ultra Basics 

0.07 

5.08 

120 

114.92 

4.00 

4.60 

0.0013 

0.0004 

Non-command 

Phyllite & Schist 

0.70 

13.25 

150 

136.75 

5.00 

6.84 

0.0020 

0.0096 

Non-command 

Ultra Basics 

1.01 

13.25 

120 

106.75 

4.00 

4.27 

0.0013 

0.0054 

Non-command 

Phyllite & Schist 

0.74 

8.89 

150 

141.11 

5.00 

7.06 

0.0020 

0.0104 

Non-command 

Ultra Basics 

0.04 

8.89 

120 

111.11 

4.00 

4.44 

0.0013 

0.0002 

Non-command 

Phyllite & Schist 

1.52 

14.41 

150 

135.59 

5.00 

6.78 

0.0020 

0.0206 

Non-command 

Ultra Basics 

0.72 

14.41 

120 

105.59 

4.00 

4.22 

0.0013 

0.0038 

Non-command 

Phyllite & Schist 

2.84 

8.88 

150 

141.12 

5.00 

7.06 

0.0020 

0.0401 

Non-command 

Phyllite & Schist 

1.24 

10.07 

150 

139.93 

5.00 

7.00 

0.0020 

0.0174 

Non-command 

Phyllite & Schist 

3.54 

14.59 

150 

135.41 

5.00 

6.77 

0.0020 

0.0479 

Non-command 

Phyllite & Schist 

3.12 

15.34 

150 

134.66 

5.00 

6.73 

0.0020 

0.0419 

Non-command 

Phyllite & Schist 

4.64 

8.28 

150 

141.72 

5.00 

7.09 

0.0020 

0.0657 

Non-command 

Ultra Basics 

0.05 

8.28 

120 

111.72 

4.00 

4.47 

0.0013 

0.0003 

Non-command 

Phyllite & Schist 

2.91 

14.52 

150 

135.48 

5.00 

6.77 

0.0020 

0.0394 

Non-command 

Ultra Basics 

1.44 

14.52 

120 

105.48 

4.00 

4.22 

0.0013 

0.0076 

Non-command 

Phyllite & Schist 

1.21 

7.31 

125 

117.69 

5.00 

5.88 

0.0020 

0.0142 

Non-command 

Phyllite & Schist 

8.82 

12.26 

150 

137.74 

5.00 

6.89 

0.0020 

0.1215 

Non-command 

Phyllite & Schist 

4.09 

15.44 

150 

134.56 

5.00 

6.73 

0.0020 

0.0551 

Non-command 

Ultra Basics 

0.00 

13.75 

120 

106.25 

4.00 

4.25 

0.0013 

0.0000 

Non-command 

Phyllite & Schist 

0.71 

10.86 

150 

139.14 

5.00 

6.96 

0.0020 

0.0098 

Non-command 

Phyllite & Schist 

3.70 

8.86 

150 

141.14 

5.00 

7.06 

0.0020 

0.0522 

Non-command 

Ultra Basics 

0.07 

11.52 

120 

108.48 

4.00 

4.34 

0.0013 

0.0004 

Non-command 

Phyllite & Schist 

0.29 

8.69 

150 

141.31 

5.00 

7.07 

0.0020 

0.0041 

Non-command 

Phyllite & Schist 

0.93 

17.88 

150 

132.12 

5.00 

6.61 

0.0020 

0.0123 

Non-command 

Phyllite & Schist 

0.03 

14.00 

150 

136.00 

5.00 

6.80 

0.0020 

0.0004 

Non-command 

Phyllite & Schist 

2.25 

7.56 

150 

142.44 

5.00 

7.12 

0.0020 

0.0320 

Non-command 

Phyllite & Schist 

3.57 

14.65 

150 

135.35 

5.00 

6.77 

0.0020 

0.0483 

Non-command 

Phyllite & Schist 

5.17 

7.75 

150 

142.25 

5.00 

7.11 

0.0020 

0.0735 

Non-command 

Phyllite & Schist 

0.40 

12.77 

150 

137.23 

5.00 

6.86 

0.0020 

0.0055 





















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone (Fresh 
/ Saline) 



09003006 


Kaberi Chhoti 


Kampa Kundali 


Kanba 


Kankori 


Kankra Dara 


Kesharpura 


Khar 


Kheer Khaiya 


Khumanpura 


Kodariya 


Kundali 


Mala Kasba 


Mala Kholra 


Meroowa 


Nagariya Panchela 


Nai Basti Baragama 


Nawagaon Ballu 


Nawagaon Gobar 


Negala Peeth 


Nithauwa 


Pagara 


Parda Dariyati 


Peeth 


Punawara 


Rajpur 


Ramsor Bara 


Ramsor Joona 


Rati Beri 


Rojela 


Sadariya 


Sajjanpura 


Sarthoona 


Seemalwara 


Sohan Barli 


Takari 


Vagpur 


Vedsa 


Wadela 



0827000403368900 


0827000403358300 


0827000403367800 


0827000403366600 


0827000403367100 


0827000403367000 


0827000403364600 


0827000403365100 


0827000403368700 


0827000403364500 


0827000403358700 


0827000403366100 


0827000403364800 


0827000403365800 


0827000403357900 


0827000403368300 


0827000403365700 


0827000403365500 


0827000403365200 


0827000403367400 


0827000403357200 


0827000403368800 


0827000403363600 


0827000403368100 


0827000403363500 


0827000403367700 


0827000403367600 


0827000403362800 


0827000403358100 


0827000403362500 


0827000403365400 


0827000403366500 


0827000403362900 


0827000403369200 


0827000403367300 


0827000403367200 


0827000403358200 


0827000403367500 


0.70 Fresh 


1.98 Fresh 


0.75 Fresh 


0.01 Fresh 


5.70 Fresh 


1.96 Fresh 


5.08 Fresh 


3.05 Fresh 


1.05 Fresh 


4.51 Fresh 


0.54 Fresh 


1.15 Fresh 


9.85 Fresh 


1.65 Fresh 


5.10 Fresh 


0.00 Fresh 


1.68 Fresh 


1.99 Fresh 


4.60 Fresh 


1.30 Fresh 


3.64 Fresh 


0.79 Fresh 


12.16 Fresh 


6.29 Fresh 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Ultra Basics 

Non-command 

Ultra Basics 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Ultra Basics 

Non-command 

Phyllite & Schist 

Non-command 

Ultra Basics 

Non-command 

Phyllite & Schist 

Non-command 

Ultra Basics 

Non-command 

Ultra Basics 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Ultra Basics 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Ultra Basics 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Ultra Basics 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Ultra Basics 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Ultra Basics 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Ultra Basics 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 


Sub Basin: Jakham 


Ambao 

0826000703215300 

4.15 

Fresh 

Non-command 

Gneisses(B.G.C) 

Bheema Gaon 

0826000803231100 

0.22 

Fresh 

Non-command 

Gneisses(B.G.C) 

Deola 

0826000703215200 

11.43 

Fresh 

Non-command 

Gneisses(B.G.C) 

Dholi Magri 

0826000703218200 

2.56 

Fresh 

Non-command 

Gneisses(B.G.C) 

Kaparwas 

0826000703215400 

1.03 

Fresh 

Non-command 

Gneisses(B.G.C) 

Malpur 

0826000803232500 

24.68 

Fresh 

Non-command 

Gneisses(B.G.C) 

Padla Baori 

0826000703214800 

5.91 

Fresh 

Non-command 

Gneisses(B.G.C) 

Pahara 

0826000703207400 

8.60 

Fresh 

Non-command 

Gneisses(B.G.C) 

Talapur 

0826000703214900 

5.31 

Fresh 

Non-command 

Gneisses(B.G.C) 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.77 

120 

107.23 

4.00 

4.29 

0.0013 

0.0071 

7.56 

120 

112.44 

4.00 

4.50 

0.0013 

0.0039 

11.99 

150 

138.01 

5.00 

6.90 

0.0020 

0.0267 

16.15 

150 

133.85 

5.00 

6.69 

0.0020 

0.0100 

17.05 

150 

132.95 

5.00 

6.65 

0.0020 

0.0001 

13.32 

150 

136.68 

5.00 

6.83 

0.0020 

0.0779 

12.48 

150 

137.52 

5.00 

6.88 

0.0020 

0.0269 

11.08 

150 

138.92 

5.00 

6.95 

0.0020 

0.0016 

11.08 

120 

108.92 

4.00 

4.36 

0.0013 

0.0230 

7.07 

150 

142.93 

5.00 

7.15 

0.0020 

0.0363 

7.07 

120 

112.93 

4.00 

4.52 

0.0013 

0.0029 

7.09 

150 

142.91 

5.00 

7.15 

0.0020 

0.0050 

7.09 

120 

112.91 

4.00 

4.52 

0.0013 

0.0040 

10.02 

120 

109.98 

4.00 

4.40 

0.0013 

0.0200 

9.95 

150 

140.05 

5.00 

7.00 

0.0020 

0.0061 

15.85 

150 

134.15 

5.00 

6.71 

0.0020 

0.0154 

6.82 

150 

143.18 

5.00 

7.16 

0.0020 

0.0286 

6.82 

120 

113.18 

4.00 

4.53 

0.0013 

0.0444 

12.38 

150 

137.62 

5.00 

6.88 

0.0020 

0.0226 

8.68 

150 

141.32 

5.00 

7.07 

0.0020 

0.0024 

11.59 

120 

108.41 

4.00 

4.34 

0.0013 

0.0000 

10.91 

150 

139.09 

5.00 

6.95 

0.0020 

0.0234 

14.54 

150 

135.46 

5.00 

6.77 

0.0020 

0.0269 

9.97 

150 

140.03 

5.00 

7.00 

0.0020 

0.0639 

9.97 

120 

110.03 

4.00 

4.40 

0.0013 

0.0002 

15.98 

150 

134.02 

5.00 

6.70 

0.0020 

0.0174 

7.45 

125 

117.55 

5.00 

5.88 

0.0020 

0.0213 

7.37 

120 

112.63 

4.00 

4.51 

0.0013 

0.0044 

8.93 

150 

141.07 

5.00 

7.05 

0.0020 

0.1677 

10.80 

150 

139.20 

5.00 

6.96 

0.0020 

0.0481 

10.80 

120 

109.20 

4.00 

4.37 

0.0013 

0.0155 

9.25 

150 

140.75 

5.00 

7.04 

0.0020 

0.0343 

21.15 

150 

128.85 

5.00 

6.44 

0.0020 

0.0385 

19.82 

150 

130.18 

5.00 

6.51 

0.0020 

0.0683 

13.63 

150 

136.37 

5.00 

6.82 

0.0020 

0.0118 

11.37 

150 

138.63 

5.00 

6.93 

0.0020 

0.0166 

15.07 

150 

134.93 

5.00 

6.75 

0.0020 

0.0000 

13.03 

150 

136.97 

5.00 

6.85 

0.0020 

0.0145 

15.13 

150 

134.87 

5.00 

6.74 

0.0020 

0.0419 

13.51 

150 

136.49 

5.00 

6.82 

0.0020 

0.0085 

13.19 

120 

106.81 

4.00 

4.27 

0.0013 

0.0013 

15.45 

150 

134.55 

5.00 

6.73 

0.0020 

0.0373 

14.90 

150 

135.10 

5.00 

6.75 

0.0020 

0.0215 

11.34 

150 

138.66 

5.00 

6.93 

0.0020 

0.1704 

18.16 

150 

131.84 

5.00 

6.59 

0.0020 

0.0620 


2.75 

4.04 

120 

115.96 

5.00 

5.80 

0.0018 

0.0287 

0.04 

6.74 

120 

113.26 

4.00 

4.53 

0.0018 

0.0003 

0.28 

3.20 

120 

116.80 

5.00 

5.84 

0.0018 

0.0029 

0.37 

5.04 

120 

114.96 

5.00 

5.75 

0.0018 

0.0039 

0.08 

5.09 

120 

114.91 

5.00 

5.75 

0.0018 

0.0008 

0.10 

9.30 

120 

110.70 

4.00 

4.43 

0.0018 

0.0008 

4.22 

4.17 

120 

115.83 

5.00 

5.79 

0.0018 

0.0440 

6.22 

6.37 

120 

113.63 

5.00 

5.68 

0.0018 

0.0636 

1.33 

4.43 

120 

115.57 

5.00 

5.78 

0.0018 

0.0138 










































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



09003007 


Ultan 


Afron Ka Talab 


Akhepur 


Anoppura 


Baliya Khera@Peepli Kher 


Billi Khera 


Borundi 


Chandpura 


Charliya Amba 


Cheerwa 


Deeponka Talab 


Deoli 


Dhaula Pani 


Eklingpura @ Rohni Khera 


Fatehsingh Ji Ka Khera 


Garhvela 


Gundalpur 


Harisingh Ji Ka Khera Kh 


Harisinghji Ka Khera Kal 


Harmara Ki Rel 


Kalakhet 


Kalakot 


Kalmi 


Kankra 


Karanpur Kalan 


Karanpur Khurd 


Karjoo 


Karma Khera 


Kesharpura 


Madhura Talab 


Mahida Rel 


Manpura 


Mawai 


Nakor 


Nawan Kheri 


Naya Khera 


Negadiya 


Patiya 


Census Code 


0826000703217800 


0829001103711700 


0829001003687400 



0829001203718800 


0829001003686400 


0829001003686800 


0829001003687300 


0829001003689800 


0829001003690100 


0829001203712800 


0829001103704300 


0829001103704000 


0829001003690500 


0829001003689400 


0829001103711600 


0829001003687500 


0829001003690700 


0829001003685800 


0829001003685600 


0829001203712700 


0829001103704200 


0829001003686700 


0829001003686500 


0829001003690200 


0829001103711500 


0829001003690000 


0829001203719000 


0829001003687100 


0829001003687000 


0829001003686900 


0829001003685200 


0829001203719100 


0829001203713000 


0829001203713400 


0829001003689900 


0829001003689500 


0829001003689300 


0829001203718900 


0829001003690600 


0829001003686200 


0829001003686600 


0829001003690300 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 


4.96 Fresh 


2.77 Fresh 




1.32 Fresh 


5.17 Fresh 


2.36 Fresh 


3.34 Fresh 


0.30 Fresh 


18.26 Fresh 


0.95 Fresh 


1.19 Fresh 


1.89 Fresh 


3.88 Fresh 


1.73 Fresh 


10.65 Fresh 


1.66 Fresh 


0.44 Fresh 


0.26 Fresh 


5.23 Fresh 


1.62 Fresh 


1.40 Fresh 


0.38 Fresh 



2.98 Fresh 


8.48 Fresh 


1.41 Fresh 


2.37 Fresh 


5.36 Fresh 


0.81 Fresh 


11.22 Fresh 


4.12 Fresh 


0.36 Fresh 


16.42 Fresh 


1.22 Fresh 


1.67 Fresh 


0.24 Fresh 


14.11 Fresh 


2.47 Fresh 


1.08 Fresh 


1.29 Fresh 


1.15 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Shale 


Deccan Traps 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Shale 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Shale 


Phyllite & Schist 


Shale 


Gneisses(B.G.C) 


Phyllite & Schist 


Shale 


Shale 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Deccan Traps 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Deccan Traps 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Deccan Traps 


Deccan Traps 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Shale 


Deccan Traps 


Phyllite & Schist 


Shale 


Phyllite & Schist 


Gneisses(B.G.C.) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

4.14 

120 

115.86 

5.00 

5.79 

0.0018 

0.0098 

15.05 

120 

104.95 

4.58 

4.81 

0.0012 

0.0150 

15.68 

120 

104.32 

5.00 

5.22 

0.0012 

0.0230 

15.68 

300 

284.32 

7.00 

19.90 

0.0015 

0.0189 

8.22 

120 

111.78 

5.00 

5.59 

0.0010 

0.0009 

19.91 

120 

100.09 

5.00 

5.00 

0.0012 

0.0000 

19.91 

120 

100.09 

5.00 

5.00 

0.0012 

0.0166 

13.60 

120 

106.40 

5.00 

5.32 

0.0012 

0.0080 

16.76 

120 

103.24 

5.00 

5.16 

0.0012 

0.0318 

16.76 

300 

283.24 

7.00 

19.83 

0.0015 

0.0002 

12.21 

120 

107.79 

5.00 

5.39 

0.0012 

0.0153 

8.29 

120 

111.71 

5.00 

5.59 

0.0012 

0.0025 

8.29 

120 

111.71 

5.00 

5.59 

0.0012 

0.0199 

8.77 

120 

111.23 

5.00 

5.56 

0.0012 

0.0020 

19.54 

120 

100.46 

4.58 

4.60 

0.0012 

0.0296 

21.10 

120 

98.90 

4.58 

4.53 

0.0012 

0.0049 

7.61 

120 

112.39 

5.00 

5.62 

0.0012 

0.0079 

11.33 

120 

108.67 

5.00 

5.43 

0.0012 

0.0109 

11.33 

300 

288.67 

7.00 

20.21 

0.0015 

0.0051 

16.69 

120 

103.31 

4.58 

4.73 

0.0012 

0.0113 

15.44 

300 

284.57 

7.00 

19.92 

0.0015 

0.0039 

7.41 

120 

112.59 

5.00 

5.63 

0.0012 

0.0335 

7.41 

120 

112.59 

5.00 

5.63 

0.0012 

0.0158 

12.93 

300 

287.07 

7.00 

20.10 

0.0015 

0.0024 

15.30 

300 

284.70 

7.00 

19.93 

0.0015 

0.0001 

10.41 

120 

109.59 

5.00 

5.48 

0.0012 

0.0017 

17.43 

120 

102.57 

4.58 

4.70 

0.0012 

0.0282 

12.96 

120 

107.04 

5.00 

5.35 

0.0012 

0.0099 

15.32 

120 

104.68 

5.00 

5.23 

0.0012 

0.0088 

8.23 

120 

111.77 

5.00 

5.59 

0.0010 

0.0001 

8.23 

120 

111.77 

5.00 

5.59 

0.0012 

0.0024 

8.23 

120 

111.77 

5.00 

5.59 

0.0012 

0.0001 

7.42 

120 

112.58 

5.00 

5.63 

0.0012 

0.0390 

7.42 

120 

112.58 

5.00 

5.63 

0.0012 

0.0101 

16.48 

120 

103.52 

4.58 

4.74 

0.0012 

0.0000 

10.82 

120 

109.18 

5.00 

5.46 

0.0012 

0.0555 

8.50 

120 

111.50 

5.00 

5.58 

0.0010 

0.0072 

15.44 

120 

104.56 

5.00 

5.23 

0.0012 

0.0147 

13.57 

120 

106.43 

5.00 

5.32 

0.0012 

0.0319 

11.57 

120 

108.43 

5.00 

5.42 

0.0012 

0.0053 

22.12 

120 

97.88 

5.00 

4.89 

0.0012 

0.0070 

22.12 

120 

97.88 

5.00 

4.89 

0.0012 

0.0059 

8.23 

120 

111.77 

5.00 

5.59 

0.0010 

0.0179 

8.28 

120 

111.72 

5.00 

5.59 

0.0010 

0.0015 

8.28 

120 

111.72 

5.00 

5.59 

0.0012 

0.0001 

8.28 

120 

111.72 

5.00 

5.59 

0.0012 

0.0006 

8.55 

120 

111.45 

5.00 

5.57 

0.0012 

0.0157 

9.30 

120 

110.70 

5.00 

5.53 

0.0012 

0.0081 

9.97 

120 

110.03 

5.00 

5.50 

0.0012 

0.0110 

13.67 

300 

286.33 

7.00 

20.04 

0.0015 

0.0025 

8.67 

120 

111.33 

5.00 

5.57 

0.0010 

0.0258 

7.67 

120 

112.33 

5.00 

5.62 

0.0012 

0.0101 

11.97 

300 

288.03 

7.00 

20.16 

0.0015 

0.0289 

13.70 

120 

106.30 

5.00 

5.31 

0.0012 

0.0082 

8.11 

120 

111.89 

5.00 

5.59 

0.0012 

0.0077 




































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Shale 


Deccan Traps 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Deccan Traps 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Shale 


Gneisses(B.G.C.) 


Phyllite & Schist 


Shale 


Deccan Traps 


Phyllite & Schist 


Shale 


Gneisses(B.G.C) 


Phyllite & Schist 


Shale 


Phyllite & Schist 


Shale 


Deccan Traps 


Gneisses(B.G.C.) 


Deccan Traps 


Deccan Traps 


Phyllite & Schist 


Deccan Traps 


Deccan Traps 


Phyllite & Schist 


Deccan Traps 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

15.82 

120 

104.18 

5.00 

5.21 

0.0012 

0.0451 

13.13 

120 

106.87 

5.00 

5.34 

0.0012 

0.0103 

21.41 

120 

98.59 

4.58 

4.52 

0.0012 

0.0009 

20.07 

120 

99.93 

5.00 

5.00 

0.0012 

0.0012 

20.07 

120 

99.93 

5.00 

5.00 

0.0012 

0.0011 

20.07 

300 

279.93 

7.00 

19.59 

0.0015 

0.0508 

10.35 

120 

109.65 

5.00 

5.48 

0.0010 

0.0022 

10.35 

120 

109.65 

5.00 

5.48 

0.0012 

0.0316 

13.74 

120 

106.26 

5.00 

5.31 

0.0012 

0.0004 

22.00 

120 

98.00 

4.58 

4.49 

0.0012 

0.0022 

8.37 

120 

111.63 

5.00 

5.58 

0.0010 

0.0013 

8.37 

120 

111.63 

5.00 

5.58 

0.0012 

0.0007 

14.84 

120 

105.16 

5.00 

5.26 

0.0012 

0.0033 

8.45 

120 

111.55 

5.00 

5.58 

0.0012 

0.0016 

14.44 

120 

105.56 

5.00 

5.28 

0.0012 

0.0079 

14.44 

300 

285.56 

7.00 

19.99 

0.0015 

0.1686 

7.30 

120 

112.70 

5.00 

5.63 

0.0012 

0.0018 

12.46 

120 

107.54 

5.00 

5.38 

0.0012 

0.0009 

11.36 

300 

288.64 

7.00 

20.21 

0.0015 

0.0157 

8.39 

120 

111.61 

5.00 

5.58 

0.0010 

0.0011 

8.39 

120 

111.61 

5.00 

5.58 

0.0012 

0.0001 

17.50 

300 

282.50 

7.00 

19.77 

0.0015 

0.0000 

21.34 

120 

98.66 

5.00 

4.93 

0.0012 

0.0020 

21.34 

120 

98.66 

5.00 

4.93 

0.0012 

0.0043 

21.34 

300 

278.66 

7.00 

19.51 

0.0015 

0.0023 

12.95 

120 

107.05 

5.00 

5.35 

0.0012 

0.0130 

12.95 

300 

287.05 

7.00 

20.09 

0.0015 

0.0277 

8.40 

120 

111.60 

5.00 

5.58 

0.0010 

0.0127 

8.40 

120 

111.60 

5.00 

5.58 

0.0012 

0.0078 

8.22 

120 

111.78 

5.00 

5.59 

0.0010 

0.0011 

7.55 

120 

112.45 

5.00 

5.62 

0.0010 

0.0009 

7.55 

120 

112.45 

5.00 

5.62 

0.0012 

0.0014 

8.03 

120 

111.97 

5.00 

5.60 

0.0010 

0.0018 

7.73 

120 

112.27 

5.00 

5.61 

0.0010 

0.0126 

7.73 

120 

112.27 

5.00 

5.61 

0.0012 

0.0046 

8.23 

120 

111.77 

5.00 

5.59 

0.0010 

0.0029 

8.23 

120 

111.77 

5.00 

5.59 

0.0012 

0.0002 

8.30 

120 

111.70 

5.00 

5.58 

0.0012 

0.0059 

7.63 

120 

112.37 

5.00 

5.62 

0.0018 

0.0001 

7.63 

120 

112.37 

5.00 

5.62 

0.0012 

0.0002 

6.70 

120 

113.30 

5.00 

5.67 

0.0012 

0.0103 

5.55 

120 

114.45 

5.00 

5.72 

0.0018 

0.0007 

5.55 

120 

114.45 

5.00 

5.72 

0.0012 

0.0025 

5.02 

120 

114.98 

5.00 

5.75 

0.0018 

0.0000 

5.02 

120 

114.98 

5.00 

5.75 

0.0018 

0.0009 

5.02 

120 

114.98 

5.00 

5.75 

0.0012 

0.0011 

6.07 

120 

113.93 

5.00 

5.70 

0.0012 

0.0138 

6.10 

120 

113.90 

5.00 

5.69 

0.0012 

0.0034 

10.35 

120 

109.65 

5.00 

5.48 

0.0012 

0.0306 

8.30 

120 

111.70 

5.00 

5.58 

0.0012 

0.0021 

8.33 

120 

111.67 

5.00 

5.58 

0.0012 

0.0073 

3.89 

120 

116.11 

5.00 

5.81 

0.0018 

0.0112 

3.89 

120 

116.11 

5.00 

5.81 

0.0018 

0.0085 

3.67 

120 

116.33 

5.00 

5.82 

0.0018 

0.0039 

3.67 

120 

116.33 

5.00 

5.82 

0.0018 

0.0026 







































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Deccan Traps 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Deccan Traps 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Deccan Traps 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

5.60 

120 

114.40 

5.00 

5.72 

0.0018 

0.0102 

7.17 

120 

112.83 

5.00 

5.64 

0.0018 

0.0079 

7.17 

120 

112.83 

5.00 

5.64 

0.0018 

0.0153 

5.85 

120 

114.15 

5.00 

5.71 

0.0018 

0.0197 

4.32 

120 

115.68 

5.00 

5.78 

0.0018 

0.0509 

7.92 

120 

112.08 

5.00 

5.60 

0.0018 

0.0197 

7.92 

120 

112.08 

5.00 

5.60 

0.0018 

0.0036 

4.06 

120 

115.94 

5.00 

5.80 

0.0018 

0.0865 

7.71 

120 

112.29 

5.00 

5.61 

0.0010 

0.0028 

3.74 

120 

116.26 

5.00 

5.81 

0.0018 

0.0206 

8.04 

120 

111.96 

5.00 

5.60 

0.0018 

0.0008 

7.76 

120 

112.24 

5.00 

5.61 

0.0010 

0.0159 

7.76 

120 

112.24 

5.00 

5.61 

0.0012 

0.0002 

3.45 

120 

116.55 

5.00 

5.83 

0.0018 

0.0167 

3.45 

120 

116.55 

5.00 

5.83 

0.0018 

0.0061 

3.55 

120 

116.45 

5.00 

5.82 

0.0018 

0.0106 

3.55 

120 

116.45 

5.00 

5.82 

0.0018 

0.0061 

3.69 

120 

116.31 

5.00 

5.82 

0.0018 

0.0020 

9.75 

120 

110.25 

5.00 

5.51 

0.0018 

0.0004 

4.00 

120 

116.00 

5.00 

5.80 

0.0018 

0.0084 

4.59 

120 

115.41 

5.00 

5.77 

0.0018 

0.0543 

3.48 

120 

116.52 

5.00 

5.83 

0.0018 

0.0094 

4.40 

120 

115.60 

5.00 

5.78 

0.0018 

0.0159 

3.56 

120 

116.44 

5.00 

5.82 

0.0018 

0.0206 

4.01 

120 

115.99 

5.00 

5.80 

0.0018 

0.0250 

8.03 

120 

111.97 

5.00 

5.60 

0.0010 

0.0052 

8.03 

120 

111.97 

5.00 

5.60 

0.0012 

0.0001 

4.12 

120 

115.88 

5.00 

5.79 

0.0018 

0.0285 

4.03 

120 

115.97 

5.00 

5.80 

0.0018 

0.0235 

8.79 

120 

111.21 

5.00 

5.56 

0.0018 

0.0003 

8.79 

120 

111.21 

5.00 

5.56 

0.0018 

0.0264 

8.79 

120 

111.21 

5.00 

5.56 

0.0018 

0.0020 

5.66 

120 

114.34 

5.00 

5.72 

0.0018 

0.0221 

5.66 

120 

114.34 

5.00 

5.72 

0.0018 

0.0025 

5.09 

120 

114.91 

5.00 

5.75 

0.0018 

0.0246 

5.15 

120 

114.85 

5.00 

5.74 

0.0018 

0.0042 

5.23 

120 

114.77 

5.00 

5.74 

0.0018 

0.0327 

5.23 

120 

114.77 

5.00 

5.74 

0.0018 

0.0047 

8.78 

120 

111.22 

5.00 

5.56 

0.0018 

0.0024 

7.63 

120 

112.37 

5.00 

5.62 

0.0018 

0.0014 

7.63 

120 

112.37 

5.00 

5.62 

0.0018 

0.0078 

7.63 

120 

112.37 

5.00 

5.62 

0.0012 

0.0000 

6.70 

120 

113.30 

5.00 

5.67 

0.0012 

0.0007 

6.59 

120 

113.41 

5.00 

5.67 

0.0018 

0.0161 

3.98 

120 

116.02 

5.00 

5.80 

0.0018 

0.0149 

3.75 

120 

116.25 

5.00 

5.81 

0.0018 

0.0060 

5.55 

120 

114.45 

5.00 

5.72 

0.0018 

0.0138 

5.55 

120 

114.45 

5.00 

5.72 

0.0018 

0.0325 

5.02 

120 

114.98 

5.00 

5.75 

0.0018 

0.0085 

5.02 

120 

114.98 

5.00 

5.75 

0.0018 

0.0211 

5.02 

120 

114.98 

5.00 

5.75 

0.0012 

0.0005 

8.74 

120 

111.26 

5.00 

5.56 

0.0018 

0.0033 

7.48 

120 

112.52 

5.00 

5.63 

0.0018 

0.0002 

6.07 

120 

113.93 

5.00 

5.70 

0.0012 

0.0001 

5.85 

120 

114.15 

5.00 

5.71 

0.0018 

0.0001 

























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 


Census Code 



Sathpur 


Shehpura 


Shri Gurha 


Ujar Khera 


Undavela 


Vijaniya 


Waliseema 


Bagon Ka Gurha 


Belvi 



0826000703222500 


0829001203725500 


0826000703222600 


0826000703213300 


0826000703213500 


0826000703209400 


0826000703213100 


0826000703212300 


0826000703221900 


0826000703222400 


0826000703221800 


0826000703216300 


0826000703216700 


0826000703213700 


0826000803231400 


0826000703206900 



Berawal 


Bhanawata 


0826000803231300 


0826000703208300 


Bheema Gaon 


Bikroon 



Budel 


Chari 


Charniya 


Dai Ka Khera 



Deoliya 


Dhamniya Khalsa 


Dobdicha 


Garda 


Ghaghari 


Ghata 


Jamboora 


Jambua 


Jeewa Talab 


0826000803231100 


0826000703210900 


0826000703207100 


0826000703208000 


0826000703205300 


0826000803230600 


0826000703207600 


0826000703214300 


0826000703206000 


0826000703207200 


0826000703204600 


0826000703206200 


0826000803230300 


0826000703210700 


0826000703205500 


0826000703206700 


0826000803230800 


0826000703205700 


0826000703208100 


Jhadoli 


Kalipol 


Karseliya 


0826000703214500 


0826000803230400 


0826000703215900 


0826000703207300 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 


Non-command 

Fresh 

Command 

Fresh 

Non-command 


Non-command 

Fresh 

Command 


Non-command 

Fresh 

Command 

Fresh 

Command 

Fresh 

Command 

Fresh 

Command 

Fresh 

Command 


Non-command 

Fresh 

Command 


Non-command 

Fresh 

Command 


Non-command 

Fresh 

Non-command 

Fresh 

Command 

Fresh 

Command 

Fresh 

Command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Command 


Non-command 

Fresh 

Non-command 


Hydrogeological Unit 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Deccan Traps 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

5.85 

120 

114.15 

5.00 

5.71 

0.0018 

0.0196 

6.89 

120 

113.11 

5.00 

5.66 

0.0018 

0.0347 

8.33 

120 

111.67 

5.00 

5.58 

0.0010 

0.0003 

8.33 

120 

111.67 

5.00 

5.58 

0.0012 

0.0004 

8.72 

120 

111.28 

5.00 

5.56 

0.0018 

0.0052 

8.72 

120 

111.28 

5.00 

5.56 

0.0018 

0.0142 

4.16 

120 

115.84 

5.00 

5.79 

0.0018 

0.0351 

4.79 

120 

115.21 

5.00 

5.76 

0.0018 

0.0258 

3.63 

120 

116.37 

5.00 

5.82 

0.0018 

0.0077 

4.06 

120 

115.94 

5.00 

5.80 

0.0018 

0.0142 

4.82 

120 

115.18 

5.00 

5.76 

0.0018 

0.0115 

4.82 

120 

115.18 

5.00 

5.76 

0.0018 

0.0064 

6.39 

120 

113.61 

5.00 

5.68 

0.0018 

0.0366 

6.39 

120 

113.61 

5.00 

5.68 

0.0018 

0.0759 

4.90 

120 

115.10 

5.00 

5.75 

0.0018 

0.0155 

4.90 

120 

115.10 

5.00 

5.75 

0.0018 

0.0007 

7.99 

120 

112.01 

5.00 

5.60 

0.0018 

0.0007 

6.00 

120 

114.00 

5.00 

5.70 

0.0018 

0.0081 

4.68 

120 

115.32 

5.00 

5.77 

0.0018 

0.0276 

6.56 

120 

113.44 

5.00 

5.67 

0.0018 

0.0021 

9.04 

120 

110.96 

4.00 

4.44 

0.0018 

0.0001 

7.08 

120 

112.92 

5.00 

5.65 

0.0018 

0.0146 

7.08 

120 

112.92 

4.00 

4.52 

0.0018 

0.0224 

8.12 

120 

111.88 

4.00 

4.48 

0.0018 

0.0130 

6.94 

120 

113.06 

5.00 

5.65 

0.0018 

0.0230 

6.94 

120 

113.06 

5.00 

5.65 

0.0018 

0.0098 

6.74 

120 

113.26 

4.00 

4.53 

0.0018 

0.0015 

6.90 

120 

113.10 

5.00 

5.65 

0.0018 

0.0181 

6.88 

120 

113.12 

5.00 

5.66 

0.0018 

0.0213 

6.84 

120 

113.16 

5.00 

5.66 

0.0018 

0.0014 

6.84 

120 

113.16 

5.00 

5.66 

0.0018 

0.0048 

8.35 

120 

111.65 

5.00 

5.58 

0.0018 

0.0010 

8.35 

120 

111.65 

4.00 

4.47 

0.0018 

0.0859 

6.88 

120 

113.12 

4.00 

4.52 

0.0018 

0.0007 

6.80 

120 

113.20 

5.00 

5.66 

0.0018 

0.0470 

6.71 

120 

113.29 

5.00 

5.66 

0.0018 

0.0152 

7.91 

120 

112.09 

5.00 

5.60 

0.0018 

0.0000 

7.91 

120 

112.09 

4.00 

4.48 

0.0018 

0.0000 

6.79 

120 

113.21 

4.00 

4.53 

0.0018 

0.0010 

6.79 

120 

113.21 

5.00 

5.66 

0.0018 

0.0335 

8.15 

120 

111.85 

4.00 

4.47 

0.0018 

0.0239 

7.41 

120 

112.59 

4.00 

4.50 

0.0018 

0.0005 

8.78 

120 

111.22 

4.00 

4.45 

0.0018 

0.0005 

6.97 

120 

113.03 

5.00 

5.65 

0.0018 

0.0459 

6.94 

120 

113.06 

5.00 

5.65 

0.0018 

0.0181 

7.66 

120 

112.34 

4.00 

4.49 

0.0018 

0.0000 

6.87 

120 

113.13 

4.00 

4.53 

0.0018 

0.0004 

8.23 

120 

111.77 

4.00 

4.47 

0.0018 

0.0237 

6.92 

120 

113.08 

5.00 

5.65 

0.0018 

0.0019 

6.92 

120 

113.08 

5.00 

5.65 

0.0018 

0.0289 

6.24 

120 

113.76 

5.00 

5.69 

0.0018 

0.0001 

7.72 

120 

112.28 

4.00 

4.49 

0.0018 

0.0017 

6.29 

120 

113.71 

5.00 

5.69 

0.0018 

0.0017 

6.29 

120 

113.71 

5.00 

5.69 

0.0018 

0.0005 

6.81 

120 

113.19 

5.00 

5.66 

0.0018 

0.0092 




































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

7.12 

120 

112.88 

5.00 

5.64 

0.0018 

0.0326 

8.81 

120 

111.19 

4.00 

4.45 

0.0018 

0.0098 

6.71 

120 

113.29 

5.00 

5.66 

0.0018 

0.0001 

6.71 

120 

113.29 

5.00 

5.66 

0.0018 

0.0176 

6.79 

120 

113.21 

5.00 

5.66 

0.0018 

0.0067 

7.05 

120 

112.95 

5.00 

5.65 

0.0018 

0.0000 

7.05 

120 

112.95 

4.00 

4.52 

0.0018 

0.0028 

8.64 

120 

111.36 

4.00 

4.45 

0.0018 

0.0023 

9.30 

120 

110.70 

4.00 

4.43 

0.0018 

0.0299 

6.61 

120 

113.39 

5.00 

5.67 

0.0018 

0.0115 

6.61 

120 

113.39 

5.00 

5.67 

0.0018 

0.0122 

6.46 

120 

113.54 

5.00 

5.68 

0.0018 

0.0308 

6.73 

120 

113.27 

5.00 

5.66 

0.0018 

0.0158 

6.73 

120 

113.27 

5.00 

5.66 

0.0018 

0.0061 

8.02 

120 

111.98 

4.00 

4.48 

0.0018 

0.0000 

6.37 

120 

113.63 

5.00 

5.68 

0.0018 

0.0112 

8.22 

120 

111.78 

5.00 

5.59 

0.0018 

0.0001 

8.22 

120 

111.78 

4.00 

4.47 

0.0018 

0.0178 

6.76 

120 

113.24 

5.00 

5.66 

0.0018 

0.0020 

6.76 

120 

113.24 

5.00 

5.66 

0.0018 

0.0076 

6.54 

120 

113.46 

5.00 

5.67 

0.0018 

0.0191 

6.54 

120 

113.46 

5.00 

5.67 

0.0018 

0.0036 

7.38 

120 

112.62 

5.00 

5.63 

0.0018 

0.0000 

7.38 

120 

112.62 

4.00 

4.50 

0.0018 

0.0005 

7.38 

120 

112.62 

5.00 

5.63 

0.0018 

0.0076 

7.38 

120 

112.62 

4.00 

4.50 

0.0018 

0.0101 

7.38 

120 

112.62 

4.00 

4.50 

0.0018 

0.0201 

6.97 

120 

113.03 

5.00 

5.65 

0.0018 

0.0009 

6.97 

120 

113.03 

5.00 

5.65 

0.0018 

0.0131 

7.00 

120 

113.00 

5.00 

5.65 

0.0018 

0.0151 

7.00 

120 

113.00 

5.00 

5.65 

0.0018 

0.0078 

7.53 

120 

112.47 

4.00 

4.50 

0.0018 

0.0000 

7.53 

120 

112.47 

5.00 

5.62 

0.0018 

0.0057 

7.53 

120 

112.47 

4.00 

4.50 

0.0018 

0.0286 

6.24 

120 

113.76 

5.00 

5.69 

0.0018 

0.0054 

7.04 

120 

112.96 

4.00 

4.52 

0.0018 

0.0109 

6.77 

120 

113.23 

4.00 

4.53 

0.0018 

0.0013 

6.26 

120 

113.74 

5.00 

5.69 

0.0018 

0.0212 

8.67 

120 

111.33 

4.00 

4.45 

0.0018 

0.0003 

6.96 

120 

113.04 

5.00 

5.65 

0.0018 

0.0148 

7.00 

120 

113.00 

5.00 

5.65 

0.0018 

0.0052 

7.00 

120 

113.00 

5.00 

5.65 

0.0018 

0.0096 

6.38 

120 

113.62 

5.00 

5.68 

0.0018 

0.0089 

6.38 

120 

113.62 

5.00 

5.68 

0.0018 

0.0113 

6.77 

120 

113.23 

5.00 

5.66 

0.0018 

0.0873 

6.14 

120 

113.86 

5.00 

5.69 

0.0018 

0.0169 

4.04 

120 

115.96 

5.00 

5.80 

0.0018 

0.0025 

4.04 

120 

115.96 

5.00 

5.80 

0.0018 

0.0069 

5.22 

120 

114.78 

5.00 

5.74 

0.0018 

0.0131 

5.22 

120 

114.78 

5.00 

5.74 

0.0018 

0.0072 

9.25 

120 

110.75 

5.00 

5.54 

0.0018 

0.0043 

5.68 

120 

114.32 

5.00 

5.72 

0.0018 

0.0230 

5.60 

120 

114.40 

5.00 

5.72 

0.0018 

0.0244 

6.20 

120 

113.80 

5.00 

5.69 

0.0018 

0.0321 

9.12 

120 

110.88 

5.00 

5.54 

0.0018 

0.0454 
























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

9.12 

120 

110.88 

5.00 

5.54 

0.0018 

0.0021 

7.08 

120 

112.92 

4.00 

4.52 

0.0018 

0.0011 

7.08 

120 

112.92 

5.00 

5.65 

0.0018 

0.0024 

6.94 

120 

113.06 

5.00 

5.65 

0.0018 

0.0028 

6.94 

120 

113.06 

5.00 

5.65 

0.0018 

0.0028 

6.18 

120 

113.82 

5.00 

5.69 

0.0018 

0.0104 

12.16 

120 

107.84 

5.00 

5.39 

0.0018 

0.0059 

12.13 

120 

107.87 

5.00 

5.39 

0.0018 

0.0020 

12.13 

120 

107.87 

5.00 

5.39 

0.0018 

0.0269 

5.30 

120 

114.70 

5.00 

5.74 

0.0018 

0.0000 

5.30 

120 

114.70 

5.00 

5.74 

0.0018 

0.0088 

5.30 

120 

114.70 

5.00 

5.74 

0.0012 

0.0000 

6.90 

120 

113.10 

5.00 

5.65 

0.0018 

0.0021 

6.88 

120 

113.12 

5.00 

5.66 

0.0018 

0.0025 

7.73 

120 

112.27 

5.00 

5.61 

0.0018 

0.0067 

6.06 

120 

113.94 

5.00 

5.70 

0.0018 

0.0380 

6.69 

120 

113.31 

5.00 

5.67 

0.0018 

0.0697 

6.71 

120 

113.29 

5.00 

5.66 

0.0018 

0.0193 

6.18 

120 

113.82 

5.00 

5.69 

0.0018 

0.0178 

5.82 

120 

114.18 

5.00 

5.71 

0.0018 

0.0022 

5.82 

120 

114.18 

5.00 

5.71 

0.0018 

0.0188 

5.04 

120 

114.96 

5.00 

5.75 

0.0018 

0.0092 

5.04 

120 

114.96 

5.00 

5.75 

0.0018 

0.0091 

6.20 

120 

113.80 

5.00 

5.69 

0.0018 

0.0234 

7.66 

120 

112.34 

5.00 

5.62 

0.0018 

0.0014 

7.66 

120 

112.34 

4.00 

4.49 

0.0018 

0.0020 

6.23 

120 

113.77 

5.00 

5.69 

0.0018 

0.0225 

5.87 

120 

114.13 

5.00 

5.71 

0.0018 

0.0141 

5.87 

120 

114.13 

5.00 

5.71 

0.0018 

0.0021 

6.21 

120 

113.79 

5.00 

5.69 

0.0018 

0.0164 

6.06 

120 

113.94 

5.00 

5.70 

0.0018 

0.0116 

12.48 

120 

107.52 

5.00 

5.38 

0.0018 

0.0113 

6.24 

120 

113.76 

5.00 

5.69 

0.0018 

0.0039 

6.24 

120 

113.76 

5.00 

5.69 

0.0018 

0.0204 

5.09 

120 

114.91 

5.00 

5.75 

0.0018 

0.0088 

8.34 

120 

111.66 

5.00 

5.58 

0.0018 

0.0013 

6.29 

120 

113.71 

5.00 

5.69 

0.0018 

0.0142 

6.29 

120 

113.71 

5.00 

5.69 

0.0018 

0.0061 

7.12 

120 

112.88 

5.00 

5.64 

0.0018 

0.0396 

7.12 

120 

112.88 

5.00 

5.64 

0.0018 

0.0009 

5.23 

120 

114.77 

5.00 

5.74 

0.0018 

0.0869 

5.23 

120 

114.77 

5.00 

5.74 

0.0018 

0.0020 

5.11 

120 

114.89 

5.00 

5.74 

0.0018 

0.0017 

7.05 

120 

112.95 

4.00 

4.52 

0.0018 

0.0007 

6.17 

120 

113.83 

5.00 

5.69 

0.0018 

0.0188 

6.25 

120 

113.75 

5.00 

5.69 

0.0018 

0.0707 

6.61 

120 

113.39 

5.00 

5.67 

0.0018 

0.0009 

5.75 

120 

114.25 

5.00 

5.71 

0.0018 

0.0904 

6.28 

120 

113.72 

5.00 

5.69 

0.0018 

0.0558 

6.28 

120 

113.72 

5.00 

5.69 

0.0018 

0.0005 

6.59 

120 

113.41 

5.00 

5.67 

0.0018 

0.0074 

7.08 

120 

112.92 

5.00 

5.65 

0.0018 

0.0251 

7.08 

120 

112.92 

5.00 

5.65 

0.0018 

0.0035 

12.24 

120 

107.76 

5.00 

5.39 

0.0018 

0.0190 

12.24 

120 

107.76 

5.00 

5.39 

0.0018 

0.0028 


















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Limestone 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Limestone 


Phyllite & Schist 


Gneisses(B.G.C) 


Limestone 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

6.20 

120 

113.80 

5.00 

5.69 

0.0018 

0.0129 

7.29 

120 

112.71 

5.00 

5.64 

0.0018 

0.0000 

7.29 

120 

112.71 

5.00 

5.64 

0.0018 

0.0099 

7.48 

120 

112.52 

5.00 

5.63 

0.0018 

0.0163 

6.51 

120 

113.49 

5.00 

5.67 

0.0018 

0.0121 

6.51 

120 

113.49 

5.00 

5.67 

0.0018 

0.0154 

6.46 

120 

113.54 

5.00 

5.68 

0.0018 

0.0257 

5.52 

120 

114.48 

5.00 

5.72 

0.0018 

0.0316 

6.73 

120 

113.27 

5.00 

5.66 

0.0018 

0.0132 

4.17 

120 

115.83 

5.00 

5.79 

0.0018 

0.0001 

6.54 

120 

113.46 

5.00 

5.67 

0.0018 

0.0028 

6.08 

120 

113.92 

5.00 

5.70 

0.0018 

0.0626 

6.08 

120 

113.92 

5.00 

5.70 

0.0018 

0.0195 

10.30 

120 

109.70 

5.00 

5.48 

0.0018 

0.0116 

10.30 

120 

109.70 

5.00 

5.48 

0.0018 

0.0000 

6.08 

120 

113.92 

5.00 

5.70 

0.0018 

0.0029 

6.19 

120 

113.81 

5.00 

5.69 

0.0018 

0.0227 

6.24 

120 

113.76 

5.00 

5.69 

0.0018 

0.0206 

7.48 

120 

112.52 

5.00 

5.63 

0.0018 

0.0149 

9.49 

120 

110.51 

5.00 

5.53 

0.0018 

0.0014 

9.49 

120 

110.51 

5.00 

5.53 

0.0018 

0.0016 

4.70 

110 

105.30 

5.00 

5.27 

0.0018 

0.0000 

4.70 

120 

115.30 

5.00 

5.77 

0.0015 

0.0000 

6.26 

120 

113.74 

5.00 

5.69 

0.0018 

0.0069 

7.04 

120 

112.96 

5.00 

5.65 

0.0018 

0.0085 

6.96 

120 

113.04 

5.00 

5.65 

0.0018 

0.0004 

6.38 

120 

113.62 

5.00 

5.68 

0.0018 

0.0001 

6.38 

120 

113.62 

5.00 

5.68 

0.0018 

0.0033 

10.09 

120 

109.91 

5.00 

5.50 

0.0018 

0.0294 

4.14 

120 

115.86 

5.00 

5.79 

0.0018 

0.0000 

4.14 

120 

115.86 

5.00 

5.79 

0.0018 

0.0037 

6.00 

120 

114.00 

5.00 

5.70 

0.0018 

0.0047 

6.56 

120 

113.44 

5.00 

5.67 

0.0018 

0.0185 

9.15 

120 

110.85 

4.00 

4.43 

0.0018 

0.0002 

9.15 

100 

90.85 

3.00 

2.73 

0.0020 

0.0006 

4.04 

120 

115.96 

5.00 

5.80 

0.0018 

0.0021 

5.38 

120 

114.62 

5.00 

5.73 

0.0018 

0.0290 

5.38 

300 

294.62 

8.00 

23.57 

0.0020 

0.1670 

5.38 

120 

114.62 

5.00 

5.73 

0.0012 

0.0000 

5.30 

120 

114.70 

5.00 

5.74 

0.0018 

0.0199 

5.30 

120 

114.70 

5.00 

5.74 

0.0012 

0.0000 

5.13 

110 

104.87 

5.00 

5.24 

0.0018 

0.0119 

5.13 

120 

114.87 

5.00 

5.74 

0.0015 

0.0049 

5.83 

100 

94.17 

3.00 

2.83 

0.0020 

0.0031 

7.29 

120 

112.71 

4.00 

4.51 

0.0018 

0.0009 

7.29 

120 

112.71 

10.00 

11.27 

0.0020 

0.0167 

7.29 

100 

92.71 

3.00 

2.78 

0.0020 

0.0051 

3.20 

120 

116.80 

5.00 

5.84 

0.0018 

0.0331 

3.20 

300 

296.80 

8.00 

23.74 

0.0020 

0.3672 

5.02 

120 

114.98 

4.00 

4.60 

0.0018 

0.0210 

5.02 

100 

94.98 

3.00 

2.85 

0.0020 

0.0058 

5.51 

120 

114.49 

4.00 

4.58 

0.0018 

0.0022 

5.51 

100 

94.49 

3.00 

2.83 

0.0020 

0.0126 

5.04 

120 

114.96 

5.00 

5.75 

0.0018 

0.0027 

5.40 

120 

114.60 

5.00 

5.73 

0.0015 

0.0002 












































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Limestone 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Limestone 


Phyllite & Schist 


Limestone 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Limestone 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Deccan Traps 


Shale 


Shale 


Shale 


Deccan Traps 


Shale 


Deccan Traps 


Deccan Traps 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

6.37 

120 

113.63 

5.00 

5.68 

0.0015 

0.0158 

6.81 

120 

113.19 

5.00 

5.66 

0.0015 

0.0157 

9.71 

120 

110.29 

5.00 

5.51 

0.0015 

0.0124 

7.76 

120 

112.24 

4.00 

4.49 

0.0018 

0.0050 

7.76 

120 

112.24 

10.00 

11.22 

0.0020 

0.0084 

7.76 

100 

92.24 

3.00 

2.77 

0.0020 

0.0073 

8.22 

120 

111.78 

4.00 

4.47 

0.0018 

0.0036 

8.22 

100 

91.78 

3.00 

2.75 

0.0020 

0.0000 

5.29 

120 

114.71 

4.00 

4.59 

0.0018 

0.0063 

5.29 

100 

94.71 

3.00 

2.84 

0.0020 

0.0019 

6.68 

100 

93.32 

3.00 

2.80 

0.0020 

0.0000 

8.28 

120 

111.72 

4.00 

4.47 

0.0018 

0.0007 

8.28 

100 

91.72 

3.00 

2.75 

0.0020 

0.0010 

5.75 

120 

114.25 

5.00 

5.71 

0.0015 

0.0388 

9.02 

120 

110.98 

5.00 

5.55 

0.0015 

0.0099 

5.11 

120 

114.89 

5.00 

5.74 

0.0018 

0.0138 

5.56 

110 

104.44 

5.00 

5.22 

0.0018 

0.0048 

5.56 

120 

114.44 

5.00 

5.72 

0.0015 

0.0040 

5.19 

120 

114.81 

5.00 

5.74 

0.0018 

0.0310 

5.19 

300 

294.81 

8.00 

23.58 

0.0020 

0.0918 

5.19 

120 

114.81 

5.00 

5.74 

0.0012 

0.0135 

5.11 

300 

294.89 

8.00 

23.59 

0.0020 

0.0977 

5.11 

120 

114.89 

5.00 

5.74 

0.0012 

0.0003 

9.30 

120 

110.70 

4.00 

4.43 

0.0018 

0.0018 

5.80 

120 

114.20 

4.00 

4.57 

0.0018 

0.0590 

5.80 

100 

94.20 

3.00 

2.83 

0.0020 

0.0059 

5.37 

120 

114.63 

4.00 

4.59 

0.0018 

0.0062 

5.37 

100 

94.63 

3.00 

2.84 

0.0020 

0.0065 

4.40 

120 

115.60 

4.00 

4.62 

0.0018 

0.0155 

4.40 

100 

95.60 

3.00 

2.87 

0.0020 

0.0142 

5.75 

120 

114.25 

5.00 

5.71 

0.0015 

0.0089 

8.11 

120 

111.89 

5.00 

5.59 

0.0015 

0.0299 

4.17 

120 

115.83 

5.00 

5.79 

0.0018 

0.0060 

6.37 

120 

113.63 

5.00 

5.68 

0.0018 

0.0080 

8.01 

80 

71.99 

8.00 

5.76 

0.0020 

0.0022 

8.01 

120 

111.99 

5.00 

5.60 

0.0015 

0.0116 

7.12 

120 

112.88 

4.00 

4.52 

0.0018 

0.0000 

4.53 

120 

115.47 

5.00 

5.77 

0.0015 

0.0000 

7.59 

100 

92.41 

3.00 

2.77 

0.0020 

0.0315 

6.52 

110 

103.48 

5.00 

5.17 

0.0018 

0.0025 

6.52 

120 

113.48 

5.00 

5.67 

0.0015 

0.0152 

5.54 

120 

114.46 

4.00 

4.58 

0.0018 

0.0007 

5.54 

100 

94.46 

3.00 

2.83 

0.0020 

0.0005 

4.70 

120 

115.30 

5.00 

5.77 

0.0015 

0.0000 

7.17 

120 

112.83 

4.00 

4.51 

0.0018 

0.0039 

4.43 

120 

115.57 

5.00 

5.78 

0.0018 

0.0360 

4.14 

120 

115.86 

5.00 

5.79 

0.0018 

0.0026 

20.38 

120 

99.63 

5.00 

4.98 

0.0010 

0.0263 

20.38 

300 

279.63 

7.00 

19.57 

0.0015 

0.0114 

15.68 

300 

284.32 

7.00 

19.90 

0.0015 

0.0224 

14.51 

300 

285.50 

7.00 

19.98 

0.0015 

0.0900 

20.39 

120 

99.61 

5.00 

4.98 

0.0010 

0.0141 

17.78 

300 

282.22 

7.00 

19.76 

0.0015 

0.1829 

20.70 

120 

99.30 

5.00 

4.97 

0.0010 

0.0177 

21.00 

120 

99.00 

5.00 

4.95 

0.0010 

0.0142 



















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Census Code 



Zone (Fresh 
/ Saline) 


Barwara Goojar 


Baseri Kundal 


Bhagwanpura 


Bhairvi 


Bhalan Ka Khera 


Biliya 


Chak Mohammadpura 


Chak Sookar 


Chakar Khera@ Balia Kher 


Chauhan Khera 


Cheerwa 


Chhayan Jageer 


Chhayan Kalan 


Chhayan Khurd 


Chhot Sadri(Rural) 


Chhoti Sadri (M) 


Dawta 


Deoli 


Dhamaniya Jageer 


Dhoolkot 


Eklingpura @ Rohni Khera 


Fatehsingh Ji Ka Khera 


Gadariyawas 


Gagrol 


Ganeshpura 


Gomana 


Hamerpura @ Dudhitalai 


Haripura 


Harmatiya Jageer 


Hingoriya 


Jakhamiya 


Jaloda Jageer 


Jalodiya Keloo 


Jodhpuriya 


Jogi Khera @Malji Ka Kher 


Kala Khet 


Kalyanpura 


0829001003683900 


0829001003693000 


0829001003695600 


0829001003694600 


0829001003690900 


0829001003687900 


0829001003691200 


0829001003688400 


0829001003684100 



0829001003693600 


0829001003689400 


0829001003696200 


0829001003695700 


0829001003695300 


0829001003691300 


0829001042906000 


0829001003689100 


0829001003687500 


0829001003693800 


0829001003695000 


0829001003685800 


0829001003685600 


0829001003693900 


0829001003683600 


0829001003688900 


0829001003691400 


0829001003684900 


0829001003684800 


0829001003681800 


0829001003684300 


0829001003694700 


0829001003685000 


0829001003692800 


0829001003694800 


0829001003694300 


0829001003696100 


0829001003696400 



1.15 Fresh 


1.89 Fresh 


1.71 Fresh 


1.37 Fresh 


1.65 Fresh 


1.81 Fresh 


12.13 Fresh 


2.65 Fresh 


1.73 Fresh 


1.35 Fresh 



2.47 Fresh 


1.66 Fresh 


0.44 Fresh 


1.13 Fresh 


5.56 Fresh 


3.06 Fresh 


9.36 Fresh 


5.88 Fresh 


1.90 Fresh 


3.56 Fresh 


1.41 Fresh 


2.07 Fresh 


10.52 Fresh 


10.59 Fresh 


1.04 Fresh 


1.91 Fresh 


3.85 Fresh 


1.53 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Deccan Traps 

Non-command 

Shale 

Non-command 

Gneisses(B.G.C) 

Non-command 

Shale 

Non-command 

Deccan Traps 

Non-command 

Shale 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Deccan Traps 

Non-command 

Shale 

Non-command 

Deccan Traps 

Non-command 

Shale 

Non-command 

Deccan Traps 

Non-command 

Phyllite & Schist 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Deccan Traps 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Deccan Traps 

Non-command 

Shale 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Deccan Traps 

Non-command 

Shale 

Non-command 

Deccan Traps 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Deccan Traps 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Gneisses(B.G.C) 

Non-command 

Shale 

Non-command 

Shale 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

20.02 

120 

99.98 

5.00 

5.00 

0.0010 

0.0009 

20.02 

300 

279.98 

7.00 

19.60 

0.0015 

0.0266 

10.15 

120 

109.85 

5.00 

5.49 

0.0012 

0.0000 

10.15 

300 

289.85 

7.00 

20.29 

0.0015 

0.1662 

20.16 

120 

99.84 

5.00 

4.99 

0.0010 

0.0108 

20.16 

300 

279.84 

7.00 

19.59 

0.0015 

0.0002 

20.31 

120 

99.69 

5.00 

4.98 

0.0010 

0.0197 

19.56 

120 

100.44 

5.00 

5.02 

0.0010 

0.0078 

12.28 

300 

287.72 

7.00 

20.14 

0.0015 

0.0174 

18.59 

300 

281.41 

7.00 

19.70 

0.0015 

0.0237 

16.58 

300 

283.42 

7.00 

19.84 

0.0015 

0.1016 

19.09 

300 

280.91 

7.00 

19.66 

0.0015 

0.0710 

21.08 

300 

278.92 

7.00 

19.52 

0.0015 

0.0280 

20.13 

300 

279.87 

7.00 

19.59 

0.0015 

0.0025 

20.04 

120 

99.96 

5.00 

5.00 

0.0010 

0.0016 

20.04 

300 

279.96 

7.00 

19.60 

0.0015 

0.0003 

19.78 

120 

100.22 

5.00 

5.01 

0.0010 

0.0018 

19.78 

300 

280.22 

7.00 

19.62 

0.0015 

0.0877 

21.06 

120 

98.94 

5.00 

4.95 

0.0010 

0.0057 

11.33 

120 

108.67 

5.00 

5.43 

0.0012 

0.0000 

11.33 

300 

288.67 

7.00 

20.21 

0.0015 

0.0015 

8.99 

300 

291.01 

7.00 

20.37 

0.0015 

0.0019 

10.57 

300 

289.43 

7.00 

20.26 

0.0015 

0.0311 

11.17 

300 

288.83 

7.00 

20.22 

0.0015 

0.0500 

21.38 

300 

278.62 

7.00 

19.50 

0.0015 

0.0530 

19.23 

120 

100.77 

5.00 

5.04 

0.0010 

0.0283 

19.23 

300 

280.77 

7.00 

19.65 

0.0015 

0.1820 

18.84 

300 

281.16 

7.00 

19.68 

0.0015 

0.0781 

15.44 

300 

284.57 

7.00 

19.92 

0.0015 

0.0479 

20.57 

120 

99.43 

5.00 

4.97 

0.0010 

0.0046 

20.57 

300 

279.43 

7.00 

19.56 

0.0015 

0.0123 

7.41 

120 

112.59 

5.00 

5.63 

0.0012 

0.0018 

7.41 

120 

112.59 

5.00 

5.63 

0.0012 

0.0071 

7.41 

300 

292.59 

7.00 

20.48 

0.0015 

0.0492 

16.42 

300 

283.58 

7.00 

19.85 

0.0015 

0.0733 

12.93 

300 

287.07 

7.00 

20.10 

0.0015 

0.0475 

15.30 

300 

284.70 

7.00 

19.93 

0.0015 

0.0131 

19.96 

300 

280.04 

7.00 

19.60 

0.0015 

0.0333 

15.83 

120 

104.17 

5.00 

5.21 

0.0010 

0.0000 

19.11 

300 

280.89 

7.00 

19.66 

0.0015 

0.0901 

21.38 

120 

98.62 

5.00 

4.93 

0.0010 

0.0394 

21.38 

300 

278.62 

7.00 

19.50 

0.0015 

0.0398 

17.69 

300 

282.31 

7.00 

19.76 

0.0015 

0.1315 

18.15 

300 

281.85 

7.00 

19.73 

0.0015 

0.0562 

16.79 

300 

283.21 

7.00 

19.82 

0.0015 

0.0000 

19.22 

300 

280.78 

7.00 

19.65 

0.0015 

0.0417 

17.97 

300 

282.03 

7.00 

19.74 

0.0015 

0.0613 

15.85 

300 

284.15 

7.00 

19.89 

0.0015 

0.0146 

18.63 

120 

101.37 

5.00 

5.07 

0.0010 

0.0057 

18.63 

300 

281.37 

7.00 

19.70 

0.0015 

0.0495 

17.69 

300 

282.31 

7.00 

19.76 

0.0015 

0.0309 

19.35 

300 

280.65 

7.00 

19.65 

0.0015 

0.0562 

8.13 

120 

111.87 

5.00 

5.59 

0.0012 

0.0065 

8.13 

300 

291.87 

7.00 

20.43 

0.0015 

0.0045 

10.66 

300 

289.34 

7.00 

20.25 

0.0015 

0.0456 






























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Kanpuriya 


Kanwar Choki 


Khera 


Kishanpura 


Kishanpuriya 


Kit Khera 


Labana Khera 


Lakhiyon Ka Khera 


Lalpura 


Mahuriya 


Malawada 


Mali Khera 


Manpura @ Bhatiya 


Manpura Jageer 


Mawai 


Mohanpura 


Motipura 


Narwal Khera 


Nawan Kheri 


Naya Khera 


Peethalwari Kalan 


Peethalwari Khurd 


Pratappura 


Rajiya 


Rajpura 


Raju Khera 


Rambhawali 


Ratee Rundi 


Rawatpura 


Rooppura 


Sajjanganj @ Dariya Kare 


Sajjanpura @ Handiya Doh 


Sakriya 


Salera 


Sandi Khera 


Sarwaniya 


Satola 


Semarda 


Semarthali 


Shambhooganj @ Haripura 


Census Code 


0829001003694900 


0829001003687700 


0829001003694200 


0829001003685900 


0829001003695800 


0829001003695200 


0829001003688600 


0829001003687800 


0829001003684400 


0829001003693100 


0829001003691600 


0829001003685500 


0829001003693300 


0829001003685700 


0829001003689300 


0829001003688700 


0829001003682000 


0829001003694500 


0829001003690600 


0829001003686200 


0829001003684600 


0829001003688200 


0829001003682300 


0829001003693700 


0829001003682200 


0829001003688500 


0829001003694400 


0829001003696300 


0829001003685400 


0829001003688000 


0829001003695400 


0829001003689200 


0829001003695500 


0829001003693400 


0829001003688100 


0829001003692900 


0829001003688800 


0829001003686300 


0829001003683800 


0829001003684000 


0829001003691000 



Zone (Fresh 
/ Saline) 


0.19 Fresh 


2.18 Fresh 


2.50 Fresh 



0.13 Fresh 


0.90 Fresh 


0.83 Fresh 


0.83 Fresh 


0.99 Fresh 


2.27 Fresh 


2.20 Fresh 


7.72 Fresh 


2.60 Fresh 


0.54 Fresh 


4.73 Fresh 


0.24 Fresh 


0.40 Fresh 


2.52 Fresh 



1.20 Fresh 


2.47 Fresh 


1.08 Fresh 


3.81 Fresh 




0.28 Fresh 


7.20 Fresh 


3.90 Fresh 


11.40 Fresh 


3.47 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Deccan Traps 

Non-command 

Shale 

Non-command 

Limestone 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Deccan Traps 

Non-command 

Shale 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Shale 

Non-command 

Deccan Traps 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Limestone 

Non-command 

Shale 

Non-command 

Deccan Traps 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Phyllite & Schist 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Deccan Traps 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Deccan Traps 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Deccan Traps 

Non-command 

Shale 

Non-command 

Deccan Traps 

Non-command 

Shale 

Non-command 

Deccan Traps 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Shale 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Shale 

Non-command 

Deccan Traps 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

17.58 

300 

282.42 

7.00 

19.77 

0.0015 

0.0058 

18.47 

300 

281.53 

7.00 

19.71 

0.0015 

0.0645 

19.60 

120 

100.40 

5.00 

5.02 

0.0010 

0.0015 

19.60 

300 

280.40 

7.00 

19.63 

0.0015 

0.0650 

17.43 

300 

282.57 

8.00 

22.61 

0.0020 

0.0001 

17.43 

300 

282.57 

7.00 

19.78 

0.0015 

0.0441 

13.81 

300 

286.19 

7.00 

20.03 

0.0015 

0.0040 

9.29 

300 

290.71 

7.00 

20.35 

0.0015 

0.0079 

11.50 

300 

288.50 

7.00 

20.19 

0.0015 

0.0251 

20.58 

300 

279.42 

7.00 

19.56 

0.0015 

0.0235 

18.81 

300 

281.19 

7.00 

19.68 

0.0015 

0.0293 

19.36 

120 

100.64 

5.00 

5.03 

0.0010 

0.0014 

19.36 

300 

280.64 

7.00 

19.64 

0.0015 

0.0586 

20.98 

120 

99.02 

5.00 

4.95 

0.0010 

0.0109 

19.71 

120 

100.29 

5.00 

5.01 

0.0010 

0.0300 

17.58 

300 

282.42 

7.00 

19.77 

0.0015 

0.0772 

20.03 

120 

99.97 

5.00 

5.00 

0.0010 

0.0023 

20.03 

300 

279.97 

7.00 

19.60 

0.0015 

0.0024 

15.80 

300 

284.20 

7.00 

19.89 

0.0015 

0.1410 

13.67 

300 

286.33 

7.00 

20.04 

0.0015 

0.0048 

19.18 

300 

280.82 

7.00 

19.66 

0.0015 

0.0119 

16.84 

300 

283.16 

8.00 

22.65 

0.0020 

0.0001 

16.84 

300 

283.16 

7.00 

19.82 

0.0015 

0.0214 

20.31 

120 

99.69 

5.00 

4.98 

0.0010 

0.0041 

20.31 

300 

279.69 

7.00 

19.58 

0.0015 

0.0035 

19.49 

300 

280.51 

7.00 

19.64 

0.0015 

0.0353 

7.67 

120 

112.33 

5.00 

5.62 

0.0012 

0.0041 

7.67 

300 

292.33 

7.00 

20.46 

0.0015 

0.0111 

11.97 

300 

288.03 

7.00 

20.16 

0.0015 

0.0039 

19.45 

120 

100.55 

5.00 

5.03 

0.0010 

0.0026 

19.45 

300 

280.55 

7.00 

19.64 

0.0015 

0.0972 

19.19 

300 

280.81 

7.00 

19.66 

0.0015 

0.0506 

17.16 

300 

282.84 

7.00 

19.80 

0.0015 

0.0015 

20.65 

120 

99.35 

5.00 

4.97 

0.0010 

0.0107 

18.59 

300 

281.41 

7.00 

19.70 

0.0015 

0.0970 

21.37 

300 

278.63 

7.00 

19.50 

0.0015 

0.0895 

18.75 

300 

281.25 

7.00 

19.69 

0.0015 

0.0805 

10.90 

300 

289.10 

7.00 

20.24 

0.0015 

0.0263 

20.07 

300 

279.93 

7.00 

19.59 

0.0015 

0.0835 

18.16 

300 

281.84 

7.00 

19.73 

0.0015 

0.0843 

13.32 

300 

286.68 

7.00 

20.07 

0.0015 

0.0293 

16.73 

300 

283.27 

7.00 

19.83 

0.0015 

0.0147 

13.79 

300 

286.21 

7.00 

20.03 

0.0015 

0.1261 

20.48 

120 

99.52 

5.00 

4.98 

0.0010 

0.0087 

19.02 

300 

280.98 

7.00 

19.67 

0.0015 

0.1017 

19.42 

120 

100.58 

5.00 

5.03 

0.0010 

0.0125 

19.42 

300 

280.58 

7.00 

19.64 

0.0015 

0.0020 

18.77 

120 

101.23 

5.00 

5.06 

0.0010 

0.0011 

18.77 

300 

281.23 

7.00 

19.69 

0.0015 

0.1570 

19.49 

300 

280.51 

7.00 

19.64 

0.0015 

0.0082 

14.44 

300 

285.56 

7.00 

19.99 

0.0015 

0.0101 

18.59 

120 

101.41 

5.00 

5.07 

0.0010 

0.0025 

17.90 

120 

102.10 

5.00 

5.10 

0.0010 

0.0001 

17.90 

300 

282.10 

7.00 

19.75 

0.0015 

0.0016 

18.38 

120 

101.62 

5.00 

5.08 

0.0010 

0.0001 






































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Shale 


Gneisses(B.G.C) 


Shale 


Deccan Traps 


Shale 


Shale 


Shale 


Shale 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 



I Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

18.38 

300 

281.62 

7.00 

19.71 

0.0015 

0.1022 

7.30 

120 

112.70 

5.00 

5.63 

0.0012 

0.0093 

7.30 

300 

292.70 

7.00 

20.49 

0.0015 

0.0051 

20.92 

120 

99.08 

5.00 

4.95 

0.0010 

0.0053 

20.92 

300 

279.08 

7.00 

19.54 

0.0015 

0.1516 

17.50 

300 

282.50 

7.00 

19.77 

0.0015 

0.0903 

17.18 

300 

282.82 

7.00 

19.80 

0.0015 

0.0256 

12.95 

300 

287.05 

7.00 

20.09 

0.0015 

0.0122 

8.12 

120 

111.88 

5.00 

5.59 

0.0012 

0.0005 

17.60 

120 

102.40 

5.00 

5.12 

0.0012 

0.0001 

17.60 

120 

102.40 

4.58 

4.69 

0.0012 

0.0020 

9.25 

120 

110.75 

5.00 

5.54 

0.0018 

0.0066 

9.25 

120 

110.75 

5.00 

5.54 

0.0012 

0.0000 

15.67 

120 

104.33 

5.00 

5.22 

0.0012 

0.0220 

15.67 

120 

104.33 

4.58 

4.78 

0.0012 

0.0180 

16.16 

120 

103.84 

5.00 

5.19 

0.0012 

0.0080 

16.16 

120 

103.84 

4.58 

4.76 

0.0012 

0.0007 

19.54 

120 

100.46 

4.58 

4.60 

0.0012 

0.0037 

15.61 

120 

104.39 

5.00 

5.22 

0.0012 

0.0002 

3.74 

120 

116.26 

5.00 

5.81 

0.0018 

0.0023 

15.89 

120 

104.11 

4.58 

4.77 

0.0012 

0.0011 

16.69 

120 

103.31 

4.58 

4.73 

0.0012 

0.0047 

13.03 

120 

106.97 

5.00 

5.35 

0.0018 

0.0011 

13.03 

120 

106.97 

5.00 

5.35 

0.0012 

0.0001 

13.03 

100 

86.97 

3.00 

2.61 

0.0020 

0.0002 

17.45 

120 

102.55 

4.58 

4.70 

0.0012 

0.0068 

17.22 

120 

102.78 

4.58 

4.71 

0.0012 

0.0016 

14.45 

120 

105.55 

4.58 

4.83 

0.0012 

0.0029 

17.26 

120 

102.74 

4.58 

4.71 

0.0012 

0.0099 

16.83 

120 

103.17 

4.58 

4.73 

0.0012 

0.0150 

16.73 

120 

103.27 

4.58 

4.73 

0.0012 

0.0031 

15.08 

120 

104.92 

5.00 

5.25 

0.0012 

0.0007 

15.08 

100 

84.92 

3.00 

2.55 

0.0020 

0.0194 

16.48 

120 

103.52 

4.58 

4.74 

0.0012 

0.0155 

17.03 

120 

102.97 

4.58 

4.72 

0.0012 

0.0086 

17.17 

120 

102.83 

4.58 

4.71 

0.0012 

0.0068 

15.44 

120 

104.56 

5.00 

5.23 

0.0012 

0.0000 

17.28 

120 

102.72 

4.58 

4.70 

0.0012 

0.0060 

17.03 

120 

102.97 

4.58 

4.72 

0.0012 

0.0050 

16.61 

120 

103.39 

4.58 

4.74 

0.0012 

0.0168 

16.91 

120 

103.09 

4.58 

4.72 

0.0012 

0.0032 

17.45 

120 

102.55 

4.58 

4.70 

0.0012 

0.0178 

15.61 

100 

84.39 

3.00 

2.53 

0.0020 

0.0227 

17.15 

120 

102.85 

4.58 

4.71 

0.0012 

0.0069 

17.00 

120 

103.00 

4.58 

4.72 

0.0012 

0.0122 

6.70 

120 

113.30 

5.00 

5.67 

0.0012 

0.0002 

17.05 

120 

102.95 

4.58 

4.72 

0.0012 

0.0071 

17.00 

120 

103.00 

4.58 

4.72 

0.0012 

0.0095 

13.73 

100 

86.27 

3.00 

2.59 

0.0020 

0.0009 

13.73 

120 

106.27 

5.00 

5.31 

0.0012 

0.0042 

17.10 

120 

102.90 

4.58 

4.71 

0.0012 

0.0111 

3.75 

120 

116.25 

5.00 

5.81 

0.0018 

0.0041 

5.02 

120 

114.98 

5.00 

5.75 

0.0018 

0.0003 

16.07 

120 

103.93 

5.00 

5.20 

0.0012 

0.0023 

16.07 

120 

103.93 

4.58 

4.76 

0.0012 

0.0169 









































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 


Census Code 


Pancha Gurha 
Payri 

Puja Ka Phalian 
Rana 

Rani Maliya 

Reecharipal 

Rooppura 

Shyampura 

Tajela 

Tegariyo Ka Phala 

Achalpur 

Ambamata 

Amlawada 

Angora 

Anoppura 

Bambori Bari 

Bambori Chhoti 

Bamotar 

Bari _ 

Bari Lank 
Bihara 

Bordi _ 

Bori _ 

Chhayan Kotra 
Chhotilank 
Chiklad 
Devgarh 

Dhaman Doongri 

Dhamloo 

Dhamotar 

Dhudali @ Tanda 

Gopalpura 

Gyaspur 

Hathani Kundi 

Hingoriya 

Jamboo Khera 

Kamliya 

Karma Khera 

Karmadi Khera 

Karoli 

Khanan 

Kher Magri 

Kulmipura 

Lalpura 

Luhariya 

Madpuri _ 

Maheedon Ka Khera 

Majesariya 

Manawala 

Nakor 

Odwara 

Peepli Khera 

Phoolda 

Pratapgarh (M) 

PrayagJi Ka Pathar 


0826000703208900 

0829001103711000 

0829001103710900 

0829001203711800 

0829001103709300 

0829001203712400 

0829001103710300 

0829001103709900 

0829001103708200 

0829001103709100 

0829001203730900 

0829001203726800 

0829001203728100 

0829001203724700 

0829001203718800 

0829001203731100 

0829001203731000 

0829001203726700 

0829001203725100 

0829001203731600 

0829001203719900 

0829001203719500 

0829001203727000 

0829001203732400 

0829001203731300 

0829001203725400 

0829001203726100 

0829001203732800 

0829001203724400 

0829001203724100 

0829001203724300 

0829001203724500 

0829001203719400 

0829001203724900 

0829001203724600 

0829001203719800 

0829001203728000 

0829001203719100 

0829001203730500 

0829001203732900 

0829001203731500 

0829001203726400 

0829001203724200 

0829001203726200 

0829001203726500 

0829001203732500 

0829001203732700 

0829001203724800 

0829001203726600 

0829001203718900 

0829001203732600 

0829001203719600 

0829001203719700 

0829001242908000 

0829001203726300 


Village 

Area, 

sq.km 


Zone (Fresh 
/ Saline) 


Type of Area 
(Command / Non¬ 
command) 


2.96 
3.26 
3.01 
1.09 
1.14 

16.69 

0.88 

0.37 

0.83 

1.29 
14.65 

0.62 

12.60 

3.97 

4.96 
7.94 
3.06 

4.84 
3.33 

11.32 

4.37 

4.97 

7.85 

1.17 
3.39 

10.76 

11.25 

2.47 

3.81 
8.51 

2.82 

2.29 

7.63 
3.20 

1.63 
5.80 
3.22 

4.12 
2.41 

5.30 

4.13 
4.02 
3.78 
1.50 
2.82 
2.10 

1.18 
1.18 

2.38 
14.11 

2.66 

5.84 

5.58 

22.82 

3.70 


Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 


Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 


Hydrogeological Unit 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

5.85 

120 

114.15 

5.00 

5.71 

0.0018 

0.0023 

17.36 

120 

102.64 

4.58 

4.70 

0.0012 

0.0176 

17.57 

120 

102.43 

4.58 

4.69 

0.0012 

0.0162 

10.22 

120 

109.78 

5.00 

5.49 

0.0012 

0.0072 

16.16 

120 

103.84 

4.58 

4.76 

0.0012 

0.0062 

10.35 

120 

109.65 

5.00 

5.48 

0.0012 

0.0189 

17.23 

120 

102.77 

4.58 

4.71 

0.0012 

0.0047 

17.10 

120 

102.90 

4.58 

4.71 

0.0012 

0.0020 

15.65 

120 

104.35 

5.00 

5.22 

0.0012 

0.0001 

15.71 

120 

104.29 

5.00 

5.21 

0.0012 

0.0078 

9.02 

120 

110.98 

5.00 

5.55 

0.0010 

0.0078 

9.73 

120 

110.27 

5.00 

5.51 

0.0010 

0.0034 

9.24 

120 

110.76 

5.00 

5.54 

0.0010 

0.0021 

10.03 

120 

109.97 

5.00 

5.50 

0.0010 

0.0218 

8.22 

120 

111.78 

5.00 

5.59 

0.0010 

0.0257 

7.33 

120 

112.67 

5.00 

5.63 

0.0010 

0.0313 

8.80 

120 

111.20 

5.00 

5.56 

0.0010 

0.0170 

9.60 

120 

110.40 

5.00 

5.52 

0.0010 

0.0260 

6.81 

120 

113.19 

5.00 

5.66 

0.0010 

0.0187 

6.96 

120 

113.04 

5.00 

5.65 

0.0010 

0.0070 

12.83 

120 

107.17 

5.00 

5.36 

0.0010 

0.0212 

7.71 

120 

112.29 

5.00 

5.61 

0.0010 

0.0251 

13.76 

120 

106.24 

5.00 

5.31 

0.0010 

0.0023 

7.28 

120 

112.72 

5.00 

5.64 

0.0010 

0.0023 

6.33 

120 

113.67 

5.00 

5.68 

0.0010 

0.0193 

7.76 

120 

112.24 

5.00 

5.61 

0.0010 

0.0177 

6.59 

120 

113.41 

5.00 

5.67 

0.0010 

0.0272 

8.84 

120 

111.16 

5.00 

5.56 

0.0010 

0.0018 

12.88 

120 

107.12 

5.00 

5.36 

0.0010 

0.0204 

15.82 

120 

104.18 

5.00 

5.21 

0.0010 

0.0017 

16.15 

120 

103.85 

5.00 

5.19 

0.0010 

0.0135 

9.98 

120 

110.02 

5.00 

5.50 

0.0010 

0.0126 

8.03 

120 

111.97 

5.00 

5.60 

0.0010 

0.0356 

8.62 

120 

111.38 

5.00 

5.57 

0.0010 

0.0174 

10.00 

120 

110.00 

5.00 

5.50 

0.0010 

0.0089 

8.82 

120 

111.18 

5.00 

5.56 

0.0010 

0.0322 

10.60 

120 

109.40 

5.00 

5.47 

0.0010 

0.0006 

8.23 

120 

111.77 

5.00 

5.59 

0.0010 

0.0014 

9.63 

120 

110.37 

5.00 

5.52 

0.0010 

0.0126 

9.12 

120 

110.88 

5.00 

5.54 

0.0010 

0.0006 

6.42 

120 

113.58 

5.00 

5.68 

0.0010 

0.0208 

6.71 

120 

113.29 

5.00 

5.66 

0.0010 

0.0223 

16.71 

120 

103.29 

5.00 

5.16 

0.0010 

0.0024 

6.24 

120 

113.76 

5.00 

5.69 

0.0010 

0.0019 

8.89 

120 

111.11 

5.00 

5.56 

0.0010 

0.0157 

8.61 

120 

111.39 

5.00 

5.57 

0.0010 

0.0003 

7.60 

120 

112.40 

5.00 

5.62 

0.0010 

0.0057 

12.31 

120 

107.69 

5.00 

5.38 

0.0010 

0.0064 

9.68 

120 

110.32 

5.00 

5.52 

0.0010 

0.0131 

8.67 

120 

111.33 

5.00 

5.57 

0.0010 

0.0390 

7.88 

120 

112.12 

5.00 

5.61 

0.0010 

0.0068 

7.68 

120 

112.32 

5.00 

5.62 

0.0010 

0.0328 

7.95 

120 

112.05 

5.00 

5.60 

0.0010 

0.0312 

10.58 

120 

109.42 

5.00 

5.47 

0.0010 

0.0021 

6.49 

120 

113.51 

5.00 

5.68 

0.0010 

0.0210 



















































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



09003016 


Rampuriya 


Ranchhorpura 


Ranpur 


Rohan Khera 


Salamgarh 


Samli Pathar 


Shahji Ki Pathar 


Sidhpura 


Sitamagri 


Teela 


Arampura 


Bageri 


Bansi 


Belvi 


Bharev 


Bhatiya 


Bheema Gaon 


Bhootiya 


Borka Pani 


Chakmal 


Chauhanon Ka Khera 


Dabi Khera 


Dai Ka Khera 


Dhalawar 


Dhamniya Jageer 


Dhamniya Khalsa 


Dhar 


Dhariawad (CT) 


Gadriyawas 


Ghata 


Jaya Khera 


Jharna 


Kalakhet 


Kali Bheet 


Kalyanpura 


Kandela 


Karnagarh 


Kel Ki Kui 


Khokhoriya 


Laku Ka Lewa 


Census Code 


0829001203732300 


0829001203725000 


0829001203725300 


0829001203718700 


0829001203730600 


0829001203725200 


0829001203731200 


0829001203726900 


0829001203731400 


0829001203720000 


0826000703208800 


0826000703201800 


0829001103708400 


0826000703206900 


0826000703201700 


0826000703200700 


0826000703208700 


0826000703206400 


0826000703201600 


0829001103708600 


0826000703211400 


0826000703209700 


0826000703206000 



Zone (Fresh 
/ Saline) 


Type of Area 

(Command / Non- Hydrogeological Unit 
command) 




0829001103707800 


0826000703206300 


0826000703206200 


0826000703201000 


0826000742605000 


0829001103707700 


0826000703206700 


0826000703208600 


0826000703206100 


0826000703201200 


0826000703200100 


0826000703209900 


0826000703201900 


0826000703206600 


0826000703205900 


0826000703201100 


0826000703200800 


5.28 Fresh 


2.79 Fresh 


3.24 Fresh 


3.76 Fresh 


0.61 Fresh 




Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

7.79 

120 

112.21 

5.00 

5.61 

0.0010 

0.0000 

8.93 

120 

111.07 

5.00 

5.55 

0.0010 

0.0088 

7.28 

120 

112.72 

5.00 

5.64 

0.0010 

0.0457 

9.25 

120 

110.75 

5.00 

5.54 

0.0010 

0.0158 

9.61 

120 

110.39 

5.00 

5.52 

0.0010 

0.0004 

6.45 

120 

113.55 

5.00 

5.68 

0.0010 

0.0414 

6.26 

120 

113.74 

5.00 

5.69 

0.0010 

0.0076 

12.81 

120 

107.19 

5.00 

5.36 

0.0010 

0.0442 

6.76 

120 

113.24 

5.00 

5.66 

0.0010 

0.0086 

10.27 

120 

109.73 

5.00 

5.49 

0.0010 

0.0054 

9.25 

120 

110.75 

5.00 

5.54 

0.0018 

0.0029 

10.04 

120 

109.96 

4.00 

4.40 

0.0018 

0.0583 

15.67 

120 

104.33 

5.00 

5.22 

0.0012 

0.0218 

15.67 

120 

104.33 

4.58 

4.78 

0.0012 

0.0122 

7.08 

120 

112.92 

4.00 

4.52 

0.0018 

0.0045 

13.02 

120 

106.98 

4.00 

4.28 

0.0018 

0.0841 

15.72 

120 

104.28 

4.00 

4.17 

0.0018 

0.0098 

12.16 

120 

107.84 

5.00 

5.39 

0.0018 

0.0010 

9.20 

120 

110.80 

5.00 

5.54 

0.0018 

0.0005 

9.20 

120 

110.80 

4.00 

4.43 

0.0018 

0.0329 

12.13 

120 

107.87 

4.00 

4.31 

0.0018 

0.0527 

15.61 

120 

104.39 

5.00 

5.22 

0.0012 

0.0076 

8.04 

120 

111.96 

5.00 

5.60 

0.0018 

0.0101 

3.55 

120 

116.45 

5.00 

5.82 

0.0018 

0.0048 

7.91 

120 

112.09 

5.00 

5.60 

0.0018 

0.0003 

7.91 

120 

112.09 

4.00 

4.48 

0.0018 

0.0142 

15.61 

120 

104.39 

4.00 

4.18 

0.0018 

0.0089 

15.61 

100 

84.39 

3.00 

2.53 

0.0020 

0.0073 

9.75 

120 

110.25 

5.00 

5.51 

0.0018 

0.0361 

9.75 

120 

110.25 

5.00 

5.51 

0.0018 

0.0147 

15.65 

120 

104.35 

5.00 

5.22 

0.0012 

0.0078 

8.46 

120 

111.54 

4.00 

4.46 

0.0018 

0.0260 

7.41 

120 

112.59 

4.00 

4.50 

0.0018 

0.0300 

13.03 

120 

106.97 

5.00 

5.35 

0.0018 

0.0045 

13.03 

120 

106.97 

5.00 

5.35 

0.0012 

0.0001 

13.03 

120 

106.97 

4.00 

4.28 

0.0018 

0.1991 

13.03 

100 

86.97 

3.00 

2.61 

0.0020 

0.0654 

4.59 

120 

115.41 

5.00 

5.77 

0.0018 

0.0161 

15.81 

120 

104.19 

5.00 

5.21 

0.0012 

0.0003 

7.66 

120 

112.34 

5.00 

5.62 

0.0018 

0.0002 

7.66 

120 

112.34 

5.00 

5.62 

0.0018 

0.0013 

7.66 

120 

112.34 

4.00 

4.49 

0.0018 

0.0589 

12.48 

120 

107.52 

5.00 

5.38 

0.0018 

0.0018 

7.62 

120 

112.38 

4.00 

4.50 

0.0018 

0.0043 

15.08 

120 

104.92 

5.00 

5.25 

0.0012 

0.0000 

15.08 

100 

84.92 

3.00 

2.55 

0.0020 

0.0011 

14.74 

120 

105.26 

4.00 

4.21 

0.0018 

0.0018 

8.79 

120 

111.21 

5.00 

5.56 

0.0018 

0.0208 

9.47 

120 

110.53 

4.00 

4.42 

0.0018 

0.0083 

8.34 

120 

111.66 

5.00 

5.58 

0.0018 

0.0000 

8.34 

120 

111.66 

5.00 

5.58 

0.0018 

0.0219 

8.50 

120 

111.50 

4.00 

4.46 

0.0018 

0.0110 

15.61 

100 

84.39 

3.00 

2.53 

0.0020 

0.0086 

15.44 

120 

104.56 

4.00 

4.18 

0.0018 

0.0086 

15.44 

100 

84.56 

3.00 

2.54 

0.0020 

0.0003 













































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Census Code 



09003017 


Lasadiya 


Makanpura 


Manpura 


Mau 


Muniya 


Nalwa 


Napaniya 


Pai Madli 


Peepala Pani 


Relmahuri 


Relwara 


Shivpura 


Tajela 


Takhatpura 


Tatakiya 


Udaibhanpura 


Umarkota 


Amli Khora 


Amli Phalan 


Baori Khera 


Bara Varda 


Bhagwanpura 


Bihara 


Bilya Rundi 


Bujhon Ka Ganwa 


Chamalawada 


Charpoton Ka Pathar 


Chhayan Jageer 


Chhayan Kalan 


Chirwa 


Chowkri 


Daikaniya 


Dalelpur Mota 


Dhamotar 


Dhaula Pani 


Dhudali @ Tanda 


Guman Pura Chhota 


Gumanpura Bara 


Hanuman Chauraya 


Havaniya Rundi 


Inton Ka Talab 


0826000703205000 


0829001103708500 


0826000703201500 


0826000703213600 


0826000703210000 


0826000703211300 


0826000703202300 


0826000703205800 


0826000703205600 


0826000703202000 


0826000703202200 


0829001103708800 


0829001103708200 


0826000703200600 


0826000703202100 


0826000703210100 


0826000703206500 


0829001203720600 


0829001203717800 


0829001203720300 


0829001203718400 


0829001203720200 


0829001203719900 


0829001203723800 


0829001203718500 


0829001203717200 


0829001203714500 


0829001003696200 


0829001003695700 


0829001203713500 


0829001203724000 


0829001203718200 


0829001203721000 


0829001203724100 


0829001003690700 


0829001203724300 


0829001203717700 


0829001203717900 


0829001203718300 


0829001203720500 


0829001003690400 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Command 

Gneisses(B.G.C) 

Fresh 

Command 

Gneisses(B.G.C) 



2.19 Fresh 


3.04 Fresh 


0.02 Fresh 


3.10 Fresh 


2.96 Fresh 



1.25 Fresh 


2.16 Fresh 


0.86 Fresh 


0.49 Fresh 


0.83 Fresh 


1.04 Fresh 


3.56 Fresh 


4.12 Fresh 


2.47 Fresh 


2.94 Fresh 


2.57 Fresh 


8.97 Fresh 


15.43 Fresh 



1.76 Fresh 


4.37 Fresh 


1.34 Fresh 


2.15 Fresh 


5.39 Fresh 


2.19 Fresh 


1.71 Fresh 


1.37 Fresh 


1.39 Fresh 


2.64 Fresh 


8.71 Fresh 


1.08 Fresh 


8.51 Fresh 


10.65 Fresh 


2.82 Fresh 


0.44 Fresh 


0.42 Fresh 


1.26 Fresh 


1.02 Fresh 


7.27 Fresh 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Shale 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Gneisses(B.G.C) 


Shale 


Shale 


Gneisses(B.G.C.) 


Deccan Traps 


Deccan Traps 


Gneisses(B.G.C) 


Deccan Traps 


Deccan Traps 


Gneisses(B.G.C.) 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Gneisses(B.G.C.) 


Deccan Traps 


Gneisses(B.G.C.) 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

7.05 

120 

112.95 

5.00 

5.65 

0.0018 

0.0000 

7.05 

120 

112.95 

4.00 

4.52 

0.0018 

0.0033 

8.64 

120 

111.36 

4.00 

4.45 

0.0018 

0.0394 

15.61 

120 

104.39 

5.00 

5.22 

0.0012 

0.0033 

11.12 

120 

108.88 

4.00 

4.36 

0.0018 

0.0391 

6.59 

120 

113.41 

5.00 

5.67 

0.0018 

0.0021 

12.24 

120 

107.76 

5.00 

5.39 

0.0018 

0.0135 

12.24 

120 

107.76 

5.00 

5.39 

0.0018 

0.0002 

7.48 

120 

112.52 

5.00 

5.63 

0.0018 

0.0057 

12.50 

120 

107.50 

4.00 

4.30 

0.0018 

0.0113 

8.22 

120 

111.78 

5.00 

5.59 

0.0018 

0.0001 

8.22 

120 

111.78 

4.00 

4.47 

0.0018 

0.0071 

5.85 

120 

114.15 

5.00 

5.71 

0.0018 

0.0006 

5.85 

120 

114.15 

5.00 

5.71 

0.0018 

0.0077 

15.63 

120 

104.37 

5.00 

5.22 

0.0012 

0.0097 

15.63 

120 

104.37 

4.58 

4.78 

0.0012 

0.0007 

7.38 

120 

112.62 

4.00 

4.50 

0.0018 

0.0000 

8.44 

120 

111.56 

4.00 

4.46 

0.0018 

0.0000 

10.68 

120 

109.32 

4.00 

4.37 

0.0018 

0.0003 

15.65 

120 

104.35 

5.00 

5.22 

0.0012 

0.0001 

15.65 

120 

104.35 

5.00 

5.22 

0.0012 

0.0001 

15.65 

120 

104.35 

4.58 

4.78 

0.0012 

0.0041 

15.75 

120 

104.25 

4.00 

4.17 

0.0018 

0.0029 

9.74 

120 

110.26 

4.00 

4.41 

0.0018 

0.0088 

10.09 

120 

109.91 

5.00 

5.50 

0.0018 

0.0114 

8.59 

120 

111.41 

4.00 

4.46 

0.0018 

0.0198 

8.63 

120 

111.37 

5.00 

5.57 

0.0010 

0.0154 

8.94 

120 

111.06 

5.00 

5.55 

0.0010 

0.0143 

6.88 

120 

113.12 

5.00 

5.66 

0.0010 

0.0504 

8.58 

120 

111.42 

5.00 

5.57 

0.0010 

0.0400 

8.58 

120 

111.42 

5.00 

5.57 

0.0012 

0.0545 

10.15 

120 

109.85 

5.00 

5.49 

0.0012 

0.0004 

10.15 

300 

289.85 

7.00 

20.29 

0.0015 

0.0044 

9.71 

120 

110.29 

5.00 

5.51 

0.0010 

0.0097 

12.83 

120 

107.17 

5.00 

5.36 

0.0010 

0.0015 

8.84 

120 

111.16 

5.00 

5.56 

0.0010 

0.0074 

7.98 

120 

112.02 

5.00 

5.60 

0.0010 

0.0120 

10.18 

120 

109.82 

5.00 

5.49 

0.0010 

0.0001 

8.45 

120 

111.55 

5.00 

5.58 

0.0010 

0.0122 

8.99 

120 

111.01 

5.00 

5.55 

0.0012 

0.0041 

8.99 

300 

291.01 

7.00 

20.37 

0.0015 

0.0314 

10.57 

300 

289.43 

7.00 

20.26 

0.0015 

0.0106 

7.98 

120 

112.02 

5.00 

5.60 

0.0012 

0.0093 

14.92 

120 

105.08 

5.00 

5.25 

0.0010 

0.0000 

7.85 

120 

112.15 

5.00 

5.61 

0.0010 

0.0478 

7.85 

120 

112.15 

5.00 

5.61 

0.0012 

0.0000 

9.82 

120 

110.18 

5.00 

5.51 

0.0010 

0.0059 

15.82 

120 

104.18 

5.00 

5.21 

0.0010 

0.0375 

7.41 

120 

112.59 

5.00 

5.63 

0.0012 

0.0030 

16.15 

120 

103.85 

5.00 

5.19 

0.0010 

0.0011 

9.47 

120 

110.53 

5.00 

5.53 

0.0010 

0.0024 

9.07 

120 

110.93 

5.00 

5.55 

0.0010 

0.0023 

7.57 

120 

112.43 

5.00 

5.62 

0.0012 

0.0085 

7.70 

120 

112.30 

5.00 

5.61 

0.0010 

0.0056 

7.42 

120 

112.58 

5.00 

5.63 

0.0012 

0.0000 















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Jakhli 


Jhantla 


Joda Mahuda 


Jora Mahoora Kundaliya 


Kala Khet 


Kalsiya 


Kalyanpura 


Kesharpura 


Khakhri Khera No.2 


Kheejan Khera 


Khera Nahar Singh Mata 


Kheriyado 


Khoriya 


Kishanpuriya 


Kulmipura 


Kunda Ka Tapra 


Kundwa Rundi 


Madhura Talab 


Mahoori Khera 


Meriya Kheri 


Nagpura 


Nakor 


Nalwa 


Narayan Khera 


Naya Tapra 


Parkhanda 


Peeplitapra 


Pipala Pani 


Ratee Rundi 


Ratniya Kheri 


Rohan Khera 


Saba Khera No.l 


Saba Khera No.2 


Saga Magri 


Semalon Ka Khera 


Semlop 


Sewra 


Shikargah 


Siya Kheri 


Talaya 


Tayari 


Teela 


Ummedpura 


Unta Khera 


Census Code 


0829001203714300 


0829001203714600 


0829001003696000 


0829001203714000 


0829001003696100 


0829001203723900 


0829001003696400 


0829001203714900 


0829001203714800 


0829001203717600 


0829001203718100 


0829001203713900 


0829001203720400 


0829001203721100 


0829001003695800 


0829001203724200 


0829001203723700 


0829001203720900 


0829001203713400 


0829001203720100 


0829001203714100 


0829001203721200 


0829001203718900 


0829001203718600 


0829001203723600 


0829001203718000 


0829001203720700 


0829001203723500 


0829001203714400 


0829001003696300 


0829001203721300 


0829001203718700 


0829001203717400 


0829001203717500 


0829001203713600 


0829001203714700 


0829001203723400 


0829001203713800 


0829001203714200 


0829001003695900 


0829001203713700 


0829001203720800 


0829001203720000 


0829001203715500 


0829001203713300 



Zone (Fresh 
/ Saline) 


1.30 Fresh 


2.97 Fresh 


0.59 Fresh 


2.93 Fresh 



3.78 Fresh 


1.16 Fresh 


0.36 Fresh 


16.42 Fresh 


4.02 Fresh 


3.91 Fresh 



7.32 Fresh 


4.00 Fresh 


0.55 Fresh 


20.23 Fresh 


0.62 Fresh 


4.93 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Gneisses(B.G.C) 

Non-command 

Deccan Traps 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Deccan Traps 

Non-command 

Shale 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Gneisses(B.G.C) 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Gneisses(B.G.C) 

Non-command 

Shale 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Gneisses(B.G.C) 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Gneisses(B.G.C) 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Shale 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Gneisses(B.G.C) 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Gneisses(B.G.C) 

Non-command 

Deccan Traps 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Gneisses(B.G.C) 


Sub Basin: 


09004018 


Ambapara 

0828000303442900 

1.06 

Fresh 

Non-command 

Deccan Traps 

Ambawaj 

0828000303440800 

1.23 

Fresh 

Non-command 

Deccan Traps 

Ambeerama 

0829001303765300 

9.82 

Fresh 

Non-command 

Deccan Traps 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

8.09 

120 

111.91 

5.00 

5.60 

0.0010 

0.0057 

8.17 

120 

111.83 

5.00 

5.59 

0.0010 

0.0054 

8.03 

120 

111.97 

5.00 

5.60 

0.0012 

0.0036 

7.74 

120 

112.26 

5.00 

5.61 

0.0010 

0.0000 

7.74 

120 

112.26 

5.00 

5.61 

0.0012 

0.0197 

8.13 

120 

111.87 

5.00 

5.59 

0.0012 

0.0180 

12.13 

120 

107.88 

5.00 

5.39 

0.0010 

0.0110 

10.66 

300 

289.34 

7.00 

20.25 

0.0015 

0.0010 

8.59 

120 

111.41 

5.00 

5.57 

0.0010 

0.0003 

8.69 

120 

111.31 

5.00 

5.57 

0.0010 

0.0016 

9.62 

120 

110.38 

5.00 

5.52 

0.0010 

0.0039 

8.26 

120 

111.74 

5.00 

5.59 

0.0010 

0.0107 

7.41 

120 

112.59 

5.00 

5.63 

0.0012 

0.0174 

7.06 

120 

112.94 

5.00 

5.65 

0.0010 

0.0118 

10.01 

120 

109.99 

5.00 

5.50 

0.0010 

0.0015 

9.29 

120 

110.71 

5.00 

5.54 

0.0012 

0.0000 

9.29 

300 

290.71 

7.00 

20.35 

0.0015 

0.0195 

16.71 

120 

103.29 

5.00 

5.16 

0.0010 

0.0171 

10.74 

120 

109.26 

5.00 

5.46 

0.0010 

0.0063 

9.14 

120 

110.86 

5.00 

5.54 

0.0010 

0.0020 

8.55 

120 

111.45 

5.00 

5.57 

0.0010 

0.0191 

8.55 

120 

111.45 

5.00 

5.57 

0.0012 

0.0712 

7.85 

120 

112.15 

5.00 

5.61 

0.0010 

0.0225 

7.77 

120 

112.23 

5.00 

5.61 

0.0010 

0.0168 

7.77 

120 

112.23 

5.00 

5.61 

0.0012 

0.0052 

10.56 

120 

109.44 

5.00 

5.47 

0.0010 

0.0047 

8.67 

120 

111.33 

5.00 

5.57 

0.0010 

0.0131 

8.78 

120 

111.22 

5.00 

5.56 

0.0010 

0.0235 

13.03 

120 

106.97 

5.00 

5.35 

0.0010 

0.0103 

8.68 

120 

111.32 

5.00 

5.57 

0.0010 

0.0030 

9.43 

120 

110.57 

5.00 

5.53 

0.0010 

0.0034 

10.46 

120 

109.54 

5.00 

5.48 

0.0010 

0.0068 

8.19 

120 

111.81 

5.00 

5.59 

0.0010 

0.0022 

10.90 

300 

289.10 

7.00 

20.24 

0.0015 

0.0023 

11.28 

120 

108.72 

5.00 

5.44 

0.0010 

0.0000 

9.25 

120 

110.75 

5.00 

5.54 

0.0010 

0.0074 

9.05 

120 

110.95 

5.00 

5.55 

0.0010 

0.0008 

9.40 

120 

110.60 

5.00 

5.53 

0.0010 

0.0021 

8.55 

120 

111.45 

5.00 

5.57 

0.0012 

0.0163 

8.79 

120 

111.21 

5.00 

5.56 

0.0010 

0.0059 

11.07 

120 

108.93 

5.00 

5.45 

0.0010 

0.0245 

7.81 

120 

112.19 

5.00 

5.61 

0.0012 

0.0223 

8.00 

120 

112.00 

5.00 

5.60 

0.0010 

0.0025 

8.00 

120 

112.00 

5.00 

5.60 

0.0012 

0.0029 

7.30 

120 

112.70 

5.00 

5.63 

0.0012 

0.0373 

7.92 

120 

112.08 

5.00 

5.60 

0.0012 

0.0269 

9.50 

120 

110.50 

5.00 

5.52 

0.0010 

0.0030 

10.27 

120 

109.73 

5.00 

5.49 

0.0010 

0.1045 

8.82 

120 

111.18 

5.00 

5.56 

0.0010 

0.0003 

8.40 

120 

111.60 

5.00 

5.58 

0.0010 

0.0069 

8.40 

120 

111.60 

5.00 

5.58 

0.0012 

0.0017 


0.69 

21.17 

120 

98.83 

4.00 

3.95 

0.0018 

0.0047 

1.23 

9.26 

120 

110.74 

4.00 

4.43 

0.0018 

0.0095 

6.95 

13.68 

120 

106.33 

5.00 

5.32 

0.0010 

0.0370 













































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Badli Khera 


Beo 


Bhagi Deri 


Bhaison Ki Nal 


Bhameri 


Bhat Bhamriya 


Bhoori Ghata 


Chhayan Bari 


Chhoti Chhayan 


Danpur 


Daulatpura 


Derkeeya 


Garh 


Ghori 


Got Ka Mahura 


Hameerpura 


Harnathpura 


Haro 


Hiriya Garhi 


Jahanpura 


Jhanjhiyamal 


Joona Khera 


Jormiya 


Kadwali 


Kagwa 


Kangarh 


Karchhi 


Kelwani 


Khadiyawani 


Kharwara 


Koibao 


Kumharon Ka Pathar 


Kundal 


Lalpura 


Lambi Sadar 


Leeliya 


Luhar Khali 


Makanpura 


Mana Peepli 


Mandvi 


Manpura Kalan 


Mokam Pura 


Mothiya 


Nandi Khera 


Nawa Khera 


Negariya 


Parthipura 


Peepalda 


Ranpur 


Reechhri 


Retiya 


Rohaniya 


Roonjiya 


Roonjiya Para 


Census Code 


0828000103406500 


0829001303764100 


0828000303440400 


0829001303765100 


0828000103406000 


0829001303765000 


0829001303764200 


0828000303439500 


0828000303440600 


0828000303443300 


0828000303439300 


0828000303441300 


0828000303441600 


0828000303428800 


0828000303439400 


0829001303764500 


0828000303440900 


0828000103405300 


0828000303441500 


0828000303441400 


0828000303441700 


0828000303439900 


0828000303439000 


0828000303439700 


0828000303440500 


0829001303764600 


0828000303443000 


0828000303438900 


0828000103406300 


0828000103406400 


0828000303439200 


0829001303763900 


0828000303438700 


0829001303764800 


0828000303440700 


0829001303761300 


0829001303765200 


0828000303438800 


0829001303764400 


0828000103405600 


0829001303763500 


0828000303441200 


0829001303765400 


0829001303763700 


0828000303440300 


0828000303440000 


0828000103406200 


0828000103406600 


0828000103405700 


0829001303761500 


0828000303439600 


0828000103405800 


0828000303441000 


0828000303441100 



Zone (Fresh 
/ Saline) 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Gneisses(B.G.C) 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

7.82 

120 

112.18 

5.00 

5.61 

0.0010 

0.0130 

10.60 

120 

109.40 

5.00 

5.47 

0.0010 

0.0345 

9.62 

120 

110.38 

4.00 

4.42 

0.0018 

0.0095 

12.78 

120 

107.22 

5.00 

5.36 

0.0010 

0.0114 

7.30 

120 

112.70 

5.00 

5.63 

0.0010 

0.0221 

11.21 

120 

108.79 

5.00 

5.44 

0.0010 

0.0113 

13.47 

120 

106.53 

5.00 

5.33 

0.0010 

0.0079 

8.44 

120 

111.56 

4.00 

4.46 

0.0018 

0.0194 

9.21 

120 

110.79 

4.00 

4.43 

0.0018 

0.0043 

8.57 

120 

111.43 

4.00 

4.46 

0.0018 

0.0005 

8.15 

120 

111.85 

4.00 

4.47 

0.0018 

0.0143 

18.49 

120 

101.51 

4.00 

4.06 

0.0018 

0.0051 

26.06 

120 

93.94 

4.00 

3.76 

0.0018 

0.0061 

8.72 

120 

111.28 

4.00 

4.45 

0.0018 

0.0227 

11.40 

120 

108.60 

4.00 

4.34 

0.0018 

0.0078 

10.39 

120 

109.61 

5.00 

5.48 

0.0010 

0.0151 

8.89 

120 

111.11 

4.00 

4.44 

0.0018 

0.0054 

6.26 

120 

113.74 

5.00 

5.69 

0.0010 

0.0010 

26.53 

120 

93.47 

4.00 

3.74 

0.0018 

0.0178 

22.54 

120 

97.46 

4.00 

3.90 

0.0018 

0.0303 

24.94 

120 

95.06 

4.00 

3.80 

0.0018 

0.0006 

8.85 

120 

111.15 

4.00 

4.45 

0.0018 

0.0052 

8.92 

120 

111.08 

4.00 

4.44 

0.0018 

0.0237 

8.65 

120 

111.35 

4.00 

4.45 

0.0018 

0.0095 

9.49 

120 

110.51 

4.00 

4.42 

0.0018 

0.0073 

11.58 

120 

108.42 

5.00 

5.42 

0.0010 

0.0482 

22.25 

120 

97.75 

4.00 

3.91 

0.0018 

0.0132 

10.31 

120 

109.69 

4.00 

4.39 

0.0018 

0.0123 

6.76 

120 

113.24 

5.00 

5.66 

0.0010 

0.0061 

6.74 

120 

113.26 

5.00 

5.66 

0.0010 

0.0114 

8.11 

120 

111.89 

4.00 

4.48 

0.0018 

0.0117 

11.07 

120 

108.93 

5.00 

5.45 

0.0010 

0.0013 

17.87 

120 

102.14 

4.00 

4.09 

0.0018 

0.0695 

8.59 

120 

111.41 

5.00 

5.57 

0.0010 

0.0425 

7.79 

120 

112.21 

4.00 

4.49 

0.0018 

0.0101 

7.90 

120 

112.10 

5.00 

5.60 

0.0010 

0.0077 

10.84 

120 

109.16 

5.00 

5.46 

0.0010 

0.0293 

16.31 

120 

103.69 

4.00 

4.15 

0.0018 

0.0605 

11.43 

120 

108.57 

5.00 

5.43 

0.0010 

0.0056 

7.06 

120 

112.94 

5.00 

5.65 

0.0010 

0.0180 

7.06 

120 

112.94 

5.00 

5.65 

0.0012 

0.0007 

11.41 

120 

108.59 

5.00 

5.43 

0.0010 

0.0075 

15.32 

120 

104.68 

4.00 

4.19 

0.0018 

0.0068 

13.56 

120 

106.44 

5.00 

5.32 

0.0010 

0.0145 

10.67 

120 

109.33 

5.00 

5.47 

0.0010 

0.0078 

9.75 

120 

110.25 

4.00 

4.41 

0.0018 

0.0074 

9.22 

120 

110.78 

4.00 

4.43 

0.0018 

0.0062 

6.94 

120 

113.06 

5.00 

5.65 

0.0010 

0.0272 

5.98 

120 

114.02 

5.00 

5.70 

0.0010 

0.0001 

6.64 

120 

113.36 

5.00 

5.67 

0.0010 

0.0009 

9.39 

120 

110.61 

5.00 

5.53 

0.0010 

0.0008 

8.02 

120 

111.98 

4.00 

4.48 

0.0018 

0.0067 

6.15 

120 

113.85 

5.00 

5.69 

0.0010 

0.0000 

10.66 

120 

109.34 

4.00 

4.37 

0.0018 

0.0075 

13.60 

120 

106.40 

4.00 

4.26 

0.0018 

0.0111 














































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



09004019 


Roopgarh 


Sagron Ka Khera 


Saliya 


Sarkot 


Sarsi Khera 


Sat Rudiya 


Surajpura 


Tamtiya 


Tejpur 


Thakra 


Tilgari 


Ubapan 


Uthel 


Veerpura 


Wara 


Amarpura 


Amli Khera 


Arniya 


Badliya 


Badrel Jageer 


Bakhatpura 


Banswara (m+og) 


Banswara (rural) 


Barbadiya 


Bargaon 


Bari Daylan 


Bari Saiyatalai 


Barwi 


Bassi Makwana 


Bhachariya 


Bhagat Pura 


Bhandariya (rural) 


Bhanwarkara 


Bhapor 


Census Code 


0829001303764000 


0829001303763800 


0828000103405400 


0829001303764700 


0828000303440100 


0828000303440200 


0828000303439800 


0828000303443100 


0828000303428900 


0828000103406100 


0828000303438500 


0828000303438600 


0829001303763300 


0829001303764300 


0828000303439100 


0828000303433500 


0828000303427500 


0828000303425700 


0828000103403200 


0828000303447100 


0828000342802000 


0828000303435100 


0828000103403800 


0828000303431000 


0828000303432800 


0828000303432700 


0828000303432500 


0828000303448200 


0828000303431800 


0828000303426300 


0828000303435200 


0828000303426700 


0828000303435400 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Command 

Gneisses(B.G.C) 


3.54 Fresh 




2.82 Fresh 


1.94 Fresh 


5.70 Fresh 


0.46 Fresh 


3.99 Fresh 


6.59 Fresh 


0.90 Fresh 


0.52 Fresh 



0.96 Fresh 


0.68 Fresh 


8.45 Fresh 


2.51 Fresh 


4.81 Fresh 


0.36 Fresh 


1.22 Fresh 



Bhawanpura (rural) 


Bheelwan 


0828000303435000 


0828000303426100 


0.36 Fresh 


2.28 Fresh 


Command 


Command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Command 


Command 


Command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Command 


Command 


Command 


Command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Command 


Command 


Command 


Non-command 


Command 


Limestone 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Deccan Traps 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Limestone 


Deccan Traps 


Gneisses(B.G.C.) 


Limestone 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Deccan Traps 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Limestone 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.05 

120 

108.95 

5.00 

5.45 

0.0010 

0.0005 

10.42 

120 

109.58 

5.00 

5.48 

0.0010 

0.0001 

7.21 

120 

112.79 

5.00 

5.64 

0.0012 

0.0000 

12.31 

120 

107.69 

5.00 

5.38 

0.0010 

0.0522 

8.36 

120 

111.64 

4.00 

4.47 

0.0018 

0.0109 

8.92 

120 

111.08 

4.00 

4.44 

0.0018 

0.0071 

8.09 

120 

111.91 

4.00 

4.48 

0.0018 

0.0055 

8.16 

120 

111.84 

4.00 

4.47 

0.0018 

0.0066 

12.49 

120 

107.51 

4.00 

4.30 

0.0018 

0.1918 

6.61 

120 

113.39 

5.00 

5.67 

0.0010 

0.0081 

24.94 

120 

95.06 

4.00 

3.80 

0.0018 

0.0237 

24.39 

120 

95.61 

4.00 

3.82 

0.0018 

0.0176 

12.27 

120 

107.73 

5.00 

5.39 

0.0010 

0.0003 

13.02 

120 

106.98 

5.00 

5.35 

0.0010 

0.0187 

11.29 

120 

108.71 

4.00 

4.35 

0.0018 

0.0151 

5.58 

110 

104.42 

5.00 

5.22 

0.0025 

0.0195 

4.10 

110 

105.90 

5.00 

5.30 

0.0025 

0.0061 

4.52 

110 

105.48 

5.00 

5.27 

0.0025 

0.0405 

4.52 

120 

115.48 

5.00 

5.77 

0.0030 

0.0000 

4.52 

120 

115.48 

4.00 

4.62 

0.0023 

0.0160 

4.43 

110 

105.57 

5.00 

5.28 

0.0025 

0.0066 

4.43 

120 

115.57 

4.00 

4.62 

0.0023 

0.0316 

8.29 

125 

116.71 

3.00 

3.50 

0.0018 

0.0025 

8.29 

110 

101.71 

5.00 

5.09 

0.0025 

0.0007 

8.65 

110 

101.35 

5.00 

5.07 

0.0025 

0.0010 

5.46 

110 

104.54 

5.00 

5.23 

0.0025 

0.0241 

5.46 

110 

104.54 

5.00 

5.23 

0.0025 

0.0398 

5.43 

110 

104.57 

5.00 

5.23 

0.0025 

0.0060 

5.96 

110 

104.04 

5.00 

5.20 

0.0025 

0.0104 

6.33 

110 

103.67 

5.00 

5.18 

0.0025 

0.0854 

4.82 

110 

105.18 

5.00 

5.26 

0.0025 

0.0118 

5.38 

110 

104.62 

5.00 

5.23 

0.0025 

0.0016 

5.38 

110 

104.62 

5.00 

5.23 

0.0025 

0.0038 

5.03 

110 

104.97 

5.00 

5.25 

0.0025 

0.0005 

5.03 

120 

114.97 

5.00 

5.75 

0.0030 

0.0353 

5.46 

125 

119.54 

3.00 

3.59 

0.0018 

0.0018 

5.46 

110 

104.54 

5.00 

5.23 

0.0025 

0.0084 

4.64 

120 

115.36 

5.00 

5.77 

0.0030 

0.0068 

4.64 

120 

115.36 

4.00 

4.61 

0.0023 

0.0146 

4.64 

120 

115.36 

4.00 

4.61 

0.0023 

0.0153 

5.13 

110 

104.87 

5.00 

5.24 

0.0025 

0.0073 

4.46 

110 

105.54 

5.00 

5.28 

0.0025 

0.0090 

4.21 

110 

105.79 

5.00 

5.29 

0.0025 

0.1118 

6.47 

110 

103.53 

5.00 

5.18 

0.0025 

0.0324 

5.85 

110 

104.15 

5.00 

5.21 

0.0025 

0.0437 

5.85 

125 

119.15 

3.00 

3.57 

0.0018 

0.0000 

5.85 

110 

104.15 

5.00 

5.21 

0.0025 

0.0185 

3.54 

110 

106.46 

5.00 

5.32 

0.0025 

0.0048 

5.66 

110 

104.34 

5.00 

5.22 

0.0025 

0.0034 

5.66 

110 

104.34 

5.00 

5.22 

0.0025 

0.0097 

4.06 

110 

105.94 

5.00 

5.30 

0.0025 

0.0016 

4.06 

120 

115.94 

5.00 

5.80 

0.0030 

0.0695 

4.06 

120 

115.94 

4.00 

4.64 

0.0023 

0.0075 

5.73 

110 

104.27 

5.00 

5.21 

0.0025 

0.0045 

4.73 

110 

105.27 

5.00 

5.26 

0.0025 

0.0228 
























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite & Schist 


Deccan Traps 


Gneisses(B.G.C) 


Deccan Traps 


Phyllite & Schist 


Gneisses(B.G.C) 


Deccan Traps 


Gneisses(B.G.C) 


Limestone 


Deccan Traps 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Limestone 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Limestone 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Deccan Traps 


Deccan Traps 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Limestone 


Deccan Traps 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Limestone 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Limestone 


Deccan Traps 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Limestone 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Deccan Traps 


Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

4.73 

120 

115.27 

4.00 

4.61 

0.0023 

0.0057 

7.10 

125 

117.90 

3.00 

3.54 

0.0018 

0.0164 

7.10 

110 

102.90 

5.00 

5.15 

0.0025 

0.0071 

8.03 

125 

116.97 

3.00 

3.51 

0.0018 

0.0001 

9.75 

120 

110.25 

4.00 

4.41 

0.0023 

0.0006 

5.73 

110 

104.27 

5.00 

5.21 

0.0025 

0.0538 

8.32 

125 

116.68 

3.00 

3.50 

0.0018 

0.0008 

4.54 

110 

105.46 

5.00 

5.27 

0.0025 

0.0179 

4.54 

120 

115.46 

5.00 

5.77 

0.0030 

0.0090 

6.20 

125 

118.80 

3.00 

3.56 

0.0018 

0.0009 

6.71 

110 

103.29 

5.00 

5.16 

0.0025 

0.0580 

4.95 

110 

105.05 

5.00 

5.25 

0.0025 

0.0043 

4.95 

120 

115.05 

5.00 

5.75 

0.0030 

0.0289 

4.11 

110 

105.89 

5.00 

5.29 

0.0025 

0.0037 

4.81 

110 

105.19 

5.00 

5.26 

0.0025 

0.0247 

4.81 

110 

105.19 

5.00 

5.26 

0.0025 

0.0387 

5.29 

120 

114.71 

5.00 

5.74 

0.0030 

0.0429 

5.29 

120 

114.71 

4.00 

4.59 

0.0023 

0.1542 

4.77 

110 

105.23 

5.00 

5.26 

0.0025 

0.0455 

4.86 

120 

115.14 

4.00 

4.61 

0.0023 

0.0004 

5.24 

110 

104.76 

5.00 

5.24 

0.0025 

0.0156 

6.72 

110 

103.28 

5.00 

5.16 

0.0025 

0.0383 

4.98 

110 

105.02 

5.00 

5.25 

0.0025 

0.0487 

4.39 

110 

105.61 

5.00 

5.28 

0.0025 

0.0235 

8.88 

125 

116.12 

3.00 

3.48 

0.0018 

0.0021 

5.02 

125 

119.98 

3.00 

3.60 

0.0018 

0.0022 

5.02 

110 

104.98 

5.00 

5.25 

0.0025 

0.0072 

4.39 

110 

105.61 

5.00 

5.28 

0.0025 

0.0079 

4.39 

110 

105.61 

5.00 

5.28 

0.0025 

0.0482 

5.88 

110 

104.12 

5.00 

5.21 

0.0025 

0.0594 

5.88 

120 

114.12 

5.00 

5.71 

0.0030 

0.0160 

5.41 

125 

119.59 

3.00 

3.59 

0.0018 

0.0004 

5.41 

110 

104.59 

5.00 

5.23 

0.0025 

0.0378 

2.90 

110 

107.10 

5.00 

5.36 

0.0025 

0.0149 

5.71 

110 

104.29 

5.00 

5.21 

0.0025 

0.0205 

14.45 

110 

95.55 

5.00 

4.78 

0.0025 

0.0043 

4.50 

110 

105.50 

5.00 

5.27 

0.0025 

0.0792 

5.16 

110 

104.84 

5.00 

5.24 

0.0025 

0.0469 

6.33 

110 

103.67 

5.00 

5.18 

0.0025 

0.0223 

3.40 

110 

106.60 

5.00 

5.33 

0.0025 

0.0545 

7.75 

120 

112.25 

5.00 

5.61 

0.0030 

0.0016 

7.75 

120 

112.25 

4.00 

4.49 

0.0023 

0.0062 

4.99 

110 

105.01 

5.00 

5.25 

0.0025 

0.0055 

4.99 

110 

105.01 

5.00 

5.25 

0.0025 

0.0074 

3.43 

120 

116.57 

5.00 

5.83 

0.0030 

0.0357 

13.97 

125 

111.03 

3.00 

3.33 

0.0018 

0.0001 

13.97 

110 

96.03 

5.00 

4.80 

0.0025 

0.0004 

10.56 

110 

99.44 

5.00 

4.97 

0.0025 

0.0035 

9.77 

120 

110.23 

5.00 

5.51 

0.0030 

0.0005 

5.59 

110 

104.41 

5.00 

5.22 

0.0025 

0.0070 

6.35 

110 

103.65 

5.00 

5.18 

0.0025 

0.0415 

6.14 

110 

103.86 

5.00 

5.19 

0.0025 

0.0281 

4.95 

110 

105.05 

5.00 

5.25 

0.0025 

0.0319 

6.75 

125 

118.25 

3.00 

3.55 

0.0018 

0.0165 

6.75 

110 

103.25 

5.00 

5.16 

0.0025 

0.0252 



























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Gneisses(B.G.C.) 


Deccan Traps 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Deccan Traps 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Deccan Traps 


Deccan Traps 


Gneisses(B.G.C) 


Limestone 


Gneisses(B.G.C) 


Limestone 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Deccan Traps 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Limestone 


Phyllite & Schist 


Gneisses(B.G.C.) 


Limestone 


Limestone 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Deccan Traps 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Deccan Traps 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Limestone 


Phyllite & Schist 


Limestone 


Deccan Traps 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Limestone 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

4.63 

110 

105.37 

5.00 

5.27 

0.0025 

0.0075 

6.82 

125 

118.18 

3.00 

3.55 

0.0018 

0.0001 

6.82 

110 

103.18 

5.00 

5.16 

0.0025 

0.0106 

5.32 

110 

104.68 

5.00 

5.23 

0.0025 

0.0094 

6.87 

125 

118.13 

3.00 

3.54 

0.0018 

0.0021 

5.09 

110 

104.91 

5.00 

5.25 

0.0025 

0.0405 

5.09 

110 

104.91 

5.00 

5.25 

0.0025 

0.0041 

7.29 

110 

102.71 

5.00 

5.14 

0.0025 

0.0001 

4.44 

110 

105.56 

5.00 

5.28 

0.0025 

0.0044 

7.81 

125 

117.19 

3.00 

3.52 

0.0018 

0.0043 

8.88 

125 

116.12 

3.00 

3.48 

0.0018 

0.0006 

8.88 

110 

101.12 

5.00 

5.06 

0.0025 

0.0003 

4.66 

120 

115.34 

5.00 

5.77 

0.0030 

0.0064 

5.70 

110 

104.30 

5.00 

5.22 

0.0025 

0.0540 

5.27 

120 

114.73 

5.00 

5.74 

0.0030 

0.0133 

4.94 

110 

105.06 

5.00 

5.25 

0.0025 

0.0292 

4.94 

120 

115.06 

4.00 

4.60 

0.0023 

0.0015 

4.94 

110 

105.06 

5.00 

5.25 

0.0025 

0.0212 

8.85 

125 

116.15 

3.00 

3.48 

0.0018 

0.0009 

4.65 

110 

105.35 

5.00 

5.27 

0.0025 

0.0119 

4.91 

110 

105.09 

5.00 

5.25 

0.0025 

0.1127 

6.19 

110 

103.81 

5.00 

5.19 

0.0025 

0.0063 

4.73 

110 

105.27 

5.00 

5.26 

0.0025 

0.0210 

4.73 

110 

105.27 

5.00 

5.26 

0.0025 

0.0124 

7.02 

110 

102.98 

5.00 

5.15 

0.0025 

0.0118 

5.73 

110 

104.27 

5.00 

5.21 

0.0025 

0.0411 

6.35 

120 

113.65 

5.00 

5.68 

0.0030 

0.1529 

6.35 

120 

113.65 

4.00 

4.55 

0.0023 

0.0012 

3.47 

110 

106.53 

5.00 

5.33 

0.0025 

0.0032 

3.47 

120 

116.53 

5.00 

5.83 

0.0030 

0.0719 

6.32 

120 

113.68 

5.00 

5.68 

0.0030 

0.0016 

3.87 

120 

116.13 

4.00 

4.65 

0.0023 

0.0010 

5.15 

110 

104.85 

5.00 

5.24 

0.0025 

0.0421 

4.61 

110 

105.39 

5.00 

5.27 

0.0025 

0.0132 

6.81 

125 

118.19 

3.00 

3.55 

0.0018 

0.0066 

6.81 

110 

103.19 

5.00 

5.16 

0.0025 

0.0194 

4.56 

110 

105.44 

5.00 

5.27 

0.0025 

0.0928 

4.56 

110 

105.44 

5.00 

5.27 

0.0025 

0.0555 

9.26 

125 

115.74 

3.00 

3.47 

0.0018 

0.0057 

4.46 

110 

105.54 

5.00 

5.28 

0.0025 

0.0538 

4.46 

110 

105.54 

5.00 

5.28 

0.0025 

0.0081 

4.31 

120 

115.69 

4.00 

4.63 

0.0023 

0.0236 

5.75 

110 

104.25 

5.00 

5.21 

0.0025 

0.0417 

6.45 

110 

103.55 

5.00 

5.18 

0.0025 

0.0330 

3.60 

110 

106.40 

5.00 

5.32 

0.0025 

0.0129 

7.29 

120 

112.71 

5.00 

5.64 

0.0030 

0.0198 

7.29 

120 

112.71 

4.00 

4.51 

0.0023 

0.0007 

4.81 

120 

115.19 

5.00 

5.76 

0.0030 

0.0056 

9.39 

125 

115.61 

3.00 

3.47 

0.0018 

0.0000 

9.39 

110 

100.61 

5.00 

5.03 

0.0025 

0.0078 

4.69 

110 

105.31 

5.00 

5.27 

0.0025 

0.0439 

5.08 

120 

114.92 

5.00 

5.75 

0.0030 

0.0020 

4.04 

110 

105.96 

5.00 

5.30 

0.0025 

0.0346 

4.04 

110 

105.96 

5.00 

5.30 

0.0025 

0.0062 

4.95 

110 

105.05 

5.00 

5.25 

0.0025 

0.0070 



























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Gneisses(B.G.C.) 


Deccan Traps 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Limestone 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Limestone 


Phyllite & Schist 


Limestone 


Gneisses(B.G.C.) 


Limestone 


Gneisses(B.G.C) 


Limestone 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Deccan Traps 


Gneisses(B.G.C) 


Limestone 


Deccan Traps 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Deccan Traps 


Gneisses(B.G.C) 


Deccan Traps 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Limestone 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Limestone 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Limestone 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Limestone 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

4.95 

110 

105.05 

5.00 

5.25 

0.0025 

0.0178 

5.59 

125 

119.41 

3.00 

3.58 

0.0018 

0.0011 

5.59 

110 

104.41 

5.00 

5.22 

0.0025 

0.0002 

4.81 

110 

105.19 

5.00 

5.26 

0.0025 

0.0072 

5.05 

120 

114.95 

5.00 

5.75 

0.0030 

0.1596 

5.05 

120 

114.95 

4.00 

4.60 

0.0023 

0.0151 

5.06 

110 

104.94 

5.00 

5.25 

0.0025 

0.0206 

4.11 

110 

105.89 

5.00 

5.29 

0.0025 

0.0216 

4.05 

110 

105.95 

5.00 

5.30 

0.0025 

0.0212 

3.94 

120 

116.06 

5.00 

5.80 

0.0030 

0.0160 

6.91 

120 

113.09 

4.00 

4.52 

0.0023 

0.0001 

4.21 

120 

115.79 

5.00 

5.79 

0.0030 

0.0205 

6.28 

110 

103.72 

5.00 

5.19 

0.0025 

0.0096 

4.98 

120 

115.02 

5.00 

5.75 

0.0030 

0.0142 

6.59 

110 

103.41 

5.00 

5.17 

0.0025 

0.0002 

6.59 

120 

113.41 

5.00 

5.67 

0.0030 

0.0440 

4.41 

110 

105.59 

5.00 

5.28 

0.0025 

0.0273 

5.33 

110 

104.67 

5.00 

5.23 

0.0025 

0.0099 

6.58 

125 

118.42 

3.00 

3.55 

0.0018 

0.0018 

6.58 

110 

103.42 

5.00 

5.17 

0.0025 

0.0025 

3.46 

120 

116.54 

5.00 

5.83 

0.0030 

0.0279 

11.39 

125 

113.61 

3.00 

3.41 

0.0018 

0.0318 

11.39 

110 

98.61 

5.00 

4.93 

0.0025 

0.0387 

5.96 

110 

104.04 

5.00 

5.20 

0.0025 

0.0184 

4.96 

125 

120.04 

3.00 

3.60 

0.0018 

0.0001 

4.96 

110 

105.04 

5.00 

5.25 

0.0025 

0.0029 

7.78 

125 

117.22 

3.00 

3.52 

0.0018 

0.0038 

7.78 

110 

102.22 

5.00 

5.11 

0.0025 

0.1226 

5.80 

110 

104.20 

5.00 

5.21 

0.0025 

0.0113 

8.18 

120 

111.82 

4.00 

4.47 

0.0023 

0.0007 

4.81 

110 

105.19 

5.00 

5.26 

0.0025 

0.0492 

6.32 

110 

103.68 

5.00 

5.18 

0.0025 

0.0170 

6.32 

120 

113.68 

4.00 

4.55 

0.0023 

0.0008 

4.92 

120 

115.08 

5.00 

5.75 

0.0030 

0.0667 

5.48 

110 

104.52 

5.00 

5.23 

0.0025 

0.0207 

4.75 

110 

105.25 

5.00 

5.26 

0.0025 

0.0293 

5.24 

110 

104.76 

5.00 

5.24 

0.0025 

0.0009 

5.66 

110 

104.34 

5.00 

5.22 

0.0025 

0.0298 

5.82 

110 

104.18 

5.00 

5.21 

0.0025 

0.0015 

4.60 

110 

105.40 

5.00 

5.27 

0.0025 

0.0210 

4.60 

120 

115.40 

5.00 

5.77 

0.0030 

0.0128 

6.72 

110 

103.28 

5.00 

5.16 

0.0025 

0.0074 

3.73 

110 

106.27 

5.00 

5.31 

0.0025 

0.0224 

3.73 

120 

116.27 

5.00 

5.81 

0.0030 

0.2183 

5.46 

110 

104.54 

5.00 

5.23 

0.0025 

0.0706 

4.27 

120 

115.73 

4.00 

4.63 

0.0023 

0.0071 

3.89 

110 

106.11 

5.00 

5.31 

0.0025 

0.0872 

4.37 

110 

105.63 

5.00 

5.28 

0.0025 

0.0802 

3.03 

120 

116.97 

4.00 

4.68 

0.0023 

0.0444 

5.80 

110 

104.20 

5.00 

5.21 

0.0025 

0.0034 

5.80 

120 

114.20 

4.00 

4.57 

0.0023 

0.0368 

4.25 

120 

115.75 

5.00 

5.79 

0.0030 

0.1155 

5.04 

110 

104.96 

5.00 

5.25 

0.0025 

0.0195 

5.04 

110 

104.96 

5.00 

5.25 

0.0025 

0.0167 

4.60 

110 

105.40 

5.00 

5.27 

0.0025 

0.0266 






























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone (Fresh 
/ Saline) 


Type of Area 

(Command / Non- Hydrogeological Unit 
command) 



09004020 


Wanala 


Akhepanji Ka Gara 


Akheraj Ka Gara 


Amja 


Aro Ki Padar 


Aror 


Asan 


Asora 


Awalpura 


Badana 


Baja Khara 


Bakhat Pura 


Bankawara 


Berwa 


Bhagora 


Bharda Jal 


Bhatar 


Bhatwara 


Bheeloori 


Bheempur 


Bheemsor 


Bhuwasa 


Bodiya 


Borda 


Bori 


Budha 


Chanda Kheri 


Chaupasanga 


Chirawala Garda 


Chirola 


Dadooka 


Daiyana 


Daliya 


Dalji Ka Gara 


Daulat Singh Ka G 


Dukwara 


Gamri Narayan 


Ganora 


Garhi 


Gopinath Ka Gara 


Guweriya 


Himta Ki Dhani 


Isarwala 


0828000303426600 


0828000203408300 


0828000203411700 


0828000203423800 


0828000203408600 


0828000203416300 


0828000203410500 


0828000203408700 


0828000203417700 


0828000103387700 


0828000203411400 


0828000203417500 


0828000203413100 


0828000203414500 


0828000203414900 


0828000203423600 


0828000203423000 


0828000303424900 


0827000303346900 


0828000203410800 


0828000203413700 


0828000103388000 


0828000203417200 


0828000103382300 


0828000203415700 


0828000103388500 


0828000103394000 


0828000203415300 


0828000103388100 


0828000103387900 


0828000203417600 


0828000203411200 


0828000203408500 


0828000203410400 


0828000103393800 


0828000103382100 


0828000203423700 


0828000103381400 


0828000203415800 


0828000203417000 


0828000203416800 


0828000203415000 


0828000103402800 


3.56 Fresh 


2.94 Fresh 


1.67 Fresh 


5.83 Fresh 


0.32 Fresh 


8.38 Fresh 


3.95 Fresh 


7.78 Fresh 


2.31 Fresh 


12.10 Fresh 


2.78 Fresh 


5.51 Fresh 


5.56 Fresh 



4.17 Fresh 


9.28 Fresh 


3.37 Fresh 


4.78 Fresh 


6.44 Fresh 


0.96 Fresh 


2.71 Fresh 


5.02 Fresh 


9.49 Fresh 


6.40 Fresh 


5.74 Fresh 


18.99 Fresh 


2.81 Fresh 


1.62 Fresh 


7.20 Fresh 


0.57 Fresh 


3.81 Fresh 


6.61 Fresh 


2.72 Fresh 


2.16 Fresh 


3.38 Fresh 


2.76 Fresh 


8.39 Fresh 


3.51 Fresh 


9.28 Fresh 


5.60 Fresh 


2.44 Fresh 


0.49 Fresh 


0.57 Fresh 


2.52 Fresh 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Non-command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Non-command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Non-command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Limestone 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Limestone 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Limestone 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

4.60 

120 

115.40 

4.00 

4.62 

0.0023 

0.0041 

4.58 

110 

105.42 

5.00 

5.27 

0.0025 

0.0469 

4.32 

120 

115.68 

4.00 

4.63 

0.0023 

0.0032 

5.64 

120 

114.36 

4.00 

4.57 

0.0023 

0.0172 

6.76 

120 

113.24 

4.00 

4.53 

0.0023 

0.0578 

5.75 

120 

114.25 

4.00 

4.57 

0.0023 

0.0009 

6.47 

120 

113.53 

5.00 

5.68 

0.0030 

0.0001 

6.47 

120 

113.53 

4.00 

4.54 

0.0023 

0.0855 

2.87 

120 

117.13 

4.00 

4.69 

0.0023 

0.0417 

5.82 

120 

114.18 

4.00 

4.57 

0.0023 

0.0016 

8.51 

120 

111.49 

4.00 

4.46 

0.0023 

0.0126 

6.01 

110 

103.99 

5.00 

5.20 

0.0025 

0.0016 

8.20 

120 

111.80 

4.00 

4.47 

0.0023 

0.0280 

7.06 

120 

112.94 

4.00 

4.52 

0.0023 

0.0517 

8.69 

120 

111.31 

4.00 

4.45 

0.0023 

0.0056 

8.69 

120 

111.31 

4.00 

4.45 

0.0023 

0.0002 

5.25 

110 

104.75 

5.00 

5.24 

0.0025 

0.0096 

5.25 

120 

114.75 

4.00 

4.59 

0.0023 

0.0462 

6.67 

120 

113.33 

4.00 

4.53 

0.0023 

0.0426 

7.72 

120 

112.28 

4.00 

4.49 

0.0023 

0.0937 

5.60 

120 

114.40 

4.00 

4.58 

0.0023 

0.0289 

7.09 

120 

112.91 

4.00 

4.52 

0.0023 

0.0213 

4.06 

120 

115.94 

5.00 

5.80 

0.0030 

0.0103 

4.06 

120 

115.94 

4.00 

4.64 

0.0023 

0.0106 

8.88 

125 

116.12 

4.00 

4.64 

0.0020 

0.0000 

2.79 

120 

117.21 

4.00 

4.69 

0.0023 

0.0286 

7.64 

120 

112.36 

4.00 

4.49 

0.0023 

0.0508 

3.94 

120 

116.06 

4.00 

4.64 

0.0023 

0.0348 

7.91 

120 

112.09 

4.00 

4.48 

0.0023 

0.0645 

7.21 

110 

102.79 

5.00 

5.14 

0.0025 

0.0018 

7.50 

120 

112.50 

4.00 

4.50 

0.0023 

0.0016 

4.86 

110 

105.14 

5.00 

5.26 

0.0025 

0.0058 

4.86 

120 

115.14 

4.00 

4.61 

0.0023 

0.0245 

5.50 

110 

104.50 

5.00 

5.22 

0.0025 

0.0007 

9.47 

120 

110.53 

4.00 

4.42 

0.0023 

0.0562 

9.47 

120 

110.53 

4.00 

4.42 

0.0023 

0.0080 

2.71 

120 

117.29 

4.00 

4.69 

0.0023 

0.0060 

4.64 

110 

105.36 

5.00 

5.27 

0.0025 

0.0095 

4.64 

120 

115.36 

4.00 

4.61 

0.0023 

0.0317 

8.34 

120 

111.66 

4.00 

4.47 

0.0023 

0.0588 

6.39 

120 

113.61 

5.00 

5.68 

0.0030 

0.0056 

6.39 

120 

113.61 

4.00 

4.54 

0.0023 

0.0244 

4.40 

120 

115.60 

4.00 

4.62 

0.0023 

0.0222 

4.89 

120 

115.11 

4.00 

4.60 

0.0023 

0.0350 

6.87 

110 

103.13 

5.00 

5.16 

0.0025 

0.0070 

6.87 

120 

113.13 

4.00 

4.53 

0.0023 

0.0003 

5.49 

110 

104.51 

5.00 

5.23 

0.0025 

0.0046 

5.26 

120 

114.74 

4.00 

4.59 

0.0023 

0.0362 

5.28 

110 

104.72 

5.00 

5.24 

0.0025 

0.0006 

5.28 

120 

114.72 

4.00 

4.59 

0.0023 

0.0006 

9.06 

120 

110.94 

4.00 

4.44 

0.0023 

0.0521 

7.04 

120 

112.96 

4.00 

4.52 

0.0023 

0.0248 

6.30 

120 

113.70 

4.00 

4.55 

0.0023 

0.0050 

9.39 

120 

110.61 

4.00 

4.42 

0.0023 

0.0056 

4.56 

110 

105.44 

5.00 

5.27 

0.0025 

0.0193 








































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite & Schist 


Limestone 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Limestone 


Phyllite & Schist 


Limestone 


Limestone 


Phyllite & Schist 


Limestone 


Phyllite & Schist 


Limestone 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Limestone 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Limestone 


Limestone 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

4.56 

120 

115.44 

4.00 

4.62 

0.0023 

0.0110 

9.77 

120 

110.23 

5.00 

5.51 

0.0030 

0.0029 

9.77 

120 

110.23 

4.00 

4.41 

0.0023 

0.0170 

6.82 

100 

93.18 

5.00 

4.66 

0.0025 

0.0080 

6.82 

120 

113.18 

4.00 

4.53 

0.0023 

0.0297 

7.34 

120 

112.66 

4.00 

4.51 

0.0023 

0.0363 

7.89 

120 

112.11 

4.00 

4.48 

0.0023 

0.0029 

6.22 

120 

113.78 

4.00 

4.55 

0.0023 

0.1166 

6.97 

120 

113.03 

4.00 

4.52 

0.0023 

0.0319 

5.91 

120 

114.09 

4.00 

4.56 

0.0023 

0.0366 

4.95 

120 

115.05 

4.00 

4.60 

0.0023 

0.0163 

7.28 

120 

112.72 

4.00 

4.51 

0.0023 

0.0642 

8.55 

120 

111.45 

4.00 

4.46 

0.0023 

0.0421 

7.22 

120 

112.78 

4.00 

4.51 

0.0023 

0.0037 

9.36 

120 

110.64 

4.00 

4.43 

0.0023 

0.0205 

11.09 

120 

108.91 

4.00 

4.36 

0.0023 

0.0317 

7.37 

120 

112.63 

5.00 

5.63 

0.0030 

0.0441 

7.37 

120 

112.63 

4.00 

4.51 

0.0023 

0.0125 

4.66 

120 

115.34 

5.00 

5.77 

0.0030 

0.0056 

5.07 

120 

114.93 

5.00 

5.75 

0.0030 

0.0997 

5.07 

120 

114.93 

4.00 

4.60 

0.0023 

0.0411 

5.27 

120 

114.73 

5.00 

5.74 

0.0030 

0.0666 

5.27 

120 

114.73 

4.00 

4.59 

0.0023 

0.0344 

8.40 

120 

111.60 

5.00 

5.58 

0.0030 

0.0002 

8.40 

120 

111.60 

4.00 

4.46 

0.0023 

0.0335 

3.63 

120 

116.37 

4.00 

4.65 

0.0023 

0.0358 

6.70 

120 

113.30 

4.00 

4.53 

0.0023 

0.0223 

6.72 

120 

113.28 

4.00 

4.53 

0.0023 

0.0495 

6.77 

120 

113.23 

4.00 

4.53 

0.0023 

0.0782 

9.19 

120 

110.81 

4.00 

4.43 

0.0023 

0.0186 

6.65 

120 

113.35 

4.00 

4.53 

0.0023 

0.0168 

6.99 

120 

113.01 

4.00 

4.52 

0.0023 

0.0170 

7.61 

120 

112.39 

4.00 

4.50 

0.0023 

0.0000 

7.37 

120 

112.63 

4.00 

4.51 

0.0023 

0.0253 

4.78 

120 

115.22 

4.00 

4.61 

0.0023 

0.0217 

6.86 

120 

113.14 

4.00 

4.53 

0.0023 

0.0154 

6.32 

120 

113.68 

5.00 

5.68 

0.0030 

0.0384 

8.14 

120 

111.86 

4.00 

4.47 

0.0023 

0.0507 

10.06 

120 

109.94 

4.00 

4.40 

0.0023 

0.0269 

3.87 

110 

106.13 

5.00 

5.31 

0.0025 

0.0105 

3.87 

120 

116.13 

4.00 

4.65 

0.0023 

0.0015 

4.64 

120 

115.36 

4.00 

4.61 

0.0023 

0.0455 

7.64 

110 

102.36 

5.00 

5.12 

0.0025 

0.0167 

2.96 

120 

117.04 

4.00 

4.68 

0.0023 

0.0191 

6.59 

120 

113.41 

4.00 

4.54 

0.0023 

0.0185 

7.83 

120 

112.17 

4.00 

4.49 

0.0023 

0.0350 

7.01 

120 

112.99 

4.00 

4.52 

0.0023 

0.0256 

9.13 

120 

110.87 

4.00 

4.43 

0.0023 

0.0242 

4.83 

120 

115.17 

4.00 

4.61 

0.0023 

0.0630 

6.21 

120 

113.79 

4.00 

4.55 

0.0023 

0.0170 

6.12 

120 

113.88 

4.00 

4.56 

0.0023 

0.0126 

7.04 

110 

102.96 

5.00 

5.15 

0.0025 

0.0020 

5.08 

120 

114.92 

5.00 

5.75 

0.0030 

0.0446 

5.83 

120 

114.17 

5.00 

5.71 

0.0030 

0.0212 

5.83 

120 

114.17 

4.00 

4.57 

0.0023 

0.0250 














































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



09004021 


Parahera 


Parliya Ki Dhani 


Parsoliya 


Partapur (ct) 


Phati Khan 


Raiyana 


Rajpur 


Rathriya Parda 


Rohal 


Rohira 


Rohniya Khera 


Roonjiya 


Sagela 


Sageta 


Sagwariya 


Sakriya 


Saliya 


Sareri Bari 


Sareri Chhoti 


Sawa Ka Parda 


Semaliya 


Singhpura 


Sundani 


Tali 


Tamatiya Rathor 


Tatiya 


Timruwa 


Torna 


Umbara 


Unti 


Vajwana 


Vardiya 


Bambori 


Bhoot Para 


Bodla 


Borkheri @ Chandraveergarh 


Budwa 


Chhani Mahuri 


Chhappar 


Chirola Bara 


Gara 


Gauwapara 


Census Code 


0828000203416200 


0828000203416100 


0828000203415400 


0828000242801000 


0828000303425300 


0828000203423500 


0828000203411900 


0828000203410300 


0828000203416400 


0828000203411600 


0828000203412600 


0828000203411800 


0828000203423400 


0828000303424500 


0828000203411300 


0828000203414300 


0828000203413800 


0828000203412100 


0828000203412200 


0828000103388400 


0828000203415900 


0828000103388300 


0828000203411000 


0828000203412500 


0828000203423200 


0828000103402900 



0828000203424000 


0828000203408400 


0828000203410200 


0828000203413400 


0828000203413900 


0828000203423900 


0828000403474500 


0828000303451600 


0828000303434500 


0828000303433800 


0828000403473200 


0828000303452100 


0828000303451900 


0828000403470900 


0828000303452300 


0828000303448700 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Command 

Phyllite & Schist 

Fresh 

Command 

Phyllite & Schist 

Fresh 

Command 

Phyllite & Schist 

Fresh 

Command 

Phyllite & Schist 

Fresh 

Command 

Limestone 

Fresh 

Command 

Phyllite & Schist 

Fresh 

Command 

Phyllite & Schist 

Fresh 

Command 

Phyllite & Schist 

Fresh 

Command 

Limestone 



8.50 Fresh 


4.10 Fresh 


1.48 Fresh 


2.39 Fresh 


3.21 Fresh 


7.39 Fresh 


3.06 Fresh 


4.46 Fresh 


13.80 Fresh 


2.94 Fresh 


2.66 Fresh 


2.63 Fresh 


2.79 Fresh 


5.45 Fresh 


3.11 Fresh 


6.07 Fresh 


1.86 Fresh 



6.01 Fresh 


4.52 Fresh 


6.99 Fresh 


2.11 Fresh 


10.06 Fresh 


8.89 Fresh 


4.02 Fresh 




Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Limestone 


Limestone 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Limestone 


Phyllite & Schist 


Phyllite & Schist 


Deccan Traps 


Phyllite & Schist 


Deccan Traps 


Phyllite & Schist 


Limestone 


Phyllite & Schist 


Phyllite & Schist 


Deccan Traps 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Deccan Traps 


Deccan Traps 


Phyllite & Schist 


Deccan Traps 


Gneisses(B.G.C.) 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

6.86 

120 

113.14 

4.00 

4.53 

0.0023 

0.0564 

9.11 

120 

110.89 

4.00 

4.44 

0.0023 

0.0040 

8.84 

120 

111.16 

4.00 

4.45 

0.0023 

0.0141 

9.08 

120 

110.92 

4.00 

4.44 

0.0023 

0.0341 

3.94 

120 

116.06 

5.00 

5.80 

0.0030 

0.0034 

6.04 

120 

113.96 

4.00 

4.56 

0.0023 

0.0354 

5.37 

120 

114.63 

4.00 

4.59 

0.0023 

0.0074 

5.55 

120 

114.45 

4.00 

4.58 

0.0023 

0.0313 

4.21 

120 

115.79 

5.00 

5.79 

0.0030 

0.0106 

4.21 

120 

115.79 

4.00 

4.63 

0.0023 

0.0011 

7.18 

120 

112.82 

4.00 

4.51 

0.0023 

0.0864 

6.59 

120 

113.41 

4.00 

4.54 

0.0023 

0.0356 

5.94 

120 

114.06 

4.00 

4.56 

0.0023 

0.0152 

7.41 

120 

112.59 

4.00 

4.50 

0.0023 

0.0236 

4.98 

120 

115.02 

5.00 

5.75 

0.0030 

0.0411 

8.10 

120 

111.90 

5.00 

5.59 

0.0030 

0.0210 

8.10 

120 

111.90 

4.00 

4.48 

0.0023 

0.0618 

7.11 

120 

112.89 

4.00 

4.52 

0.0023 

0.0311 

8.07 

120 

111.93 

4.00 

4.48 

0.0023 

0.0450 

6.44 

120 

113.56 

4.00 

4.54 

0.0023 

0.1410 

7.47 

120 

112.53 

4.00 

4.50 

0.0023 

0.0298 

4.12 

120 

115.88 

4.00 

4.64 

0.0023 

0.0277 

9.05 

120 

110.95 

4.00 

4.44 

0.0023 

0.0262 

3.35 

120 

116.65 

4.00 

4.67 

0.0023 

0.0293 

5.39 

100 

94.61 

5.00 

4.73 

0.0025 

0.0112 

5.39 

120 

114.61 

4.00 

4.58 

0.0023 

0.0465 

6.42 

120 

113.58 

4.00 

4.54 

0.0023 

0.0318 

7.43 

120 

112.57 

4.00 

4.50 

0.0023 

0.0458 

4.27 

110 

105.73 

5.00 

5.29 

0.0025 

0.0000 

4.27 

120 

115.73 

4.00 

4.63 

0.0023 

0.0122 

4.84 

110 

105.16 

5.00 

5.26 

0.0025 

0.0243 

4.84 

120 

115.16 

4.00 

4.61 

0.0023 

0.0078 

8.13 

120 

111.87 

4.00 

4.47 

0.0023 

0.0599 

3.46 

120 

116.54 

4.00 

4.66 

0.0023 

0.0470 

6.08 

120 

113.92 

4.00 

4.56 

0.0023 

0.0019 

6.43 

120 

113.57 

4.00 

4.54 

0.0023 

0.0216 

7.85 

120 

112.15 

5.00 

5.61 

0.0030 

0.0753 

7.85 

120 

112.15 

4.00 

4.49 

0.0023 

0.0564 

6.83 

120 

113.17 

4.00 

4.53 

0.0023 

0.0905 

7.50 

125 

117.50 

3.00 

3.52 

0.0018 

0.0019 

7.50 

120 

112.50 

4.00 

4.50 

0.0023 

0.0076 

7.08 

125 

117.92 

3.00 

3.54 

0.0018 

0.0000 

7.08 

120 

112.92 

4.00 

4.52 

0.0023 

0.0130 

4.64 

120 

115.36 

5.00 

5.77 

0.0030 

0.0146 

4.64 

120 

115.36 

4.00 

4.61 

0.0023 

0.0044 

4.64 

120 

115.36 

4.00 

4.61 

0.0023 

0.0161 

8.03 

125 

116.97 

3.00 

3.51 

0.0018 

0.0006 

5.73 

110 

104.27 

5.00 

5.21 

0.0025 

0.0092 

4.54 

110 

105.46 

5.00 

5.27 

0.0025 

0.0006 

5.66 

120 

114.34 

4.00 

4.57 

0.0023 

0.0510 

8.23 

125 

116.77 

3.00 

3.50 

0.0018 

0.0014 

6.95 

125 

118.05 

3.00 

3.54 

0.0018 

0.0028 

5.07 

120 

114.93 

4.00 

4.60 

0.0023 

0.0271 

7.36 

125 

117.64 

3.00 

3.53 

0.0018 

0.0003 

14.45 

110 

95.55 

5.00 

4.78 

0.0025 

0.0004 











































































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Phyllite & Schist 


Deccan Traps 


Gneisses(B.G.C) 


Phyllite & Schist 


Deccan Traps 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Deccan Traps 


Gneisses(B.G.C) 


Deccan Traps 


Phyllite & Schist 


Deccan Traps 


Gneisses(B.G.C) 


Phyllite & Schist 


Deccan Traps 


Phyllite & Schist 


Deccan Traps 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Deccan Traps 


Gneisses(B.G.C) 


Limestone 


Phyllite & Schist 


Phyllite & Schist 


Limestone 


Gneisses(B.G.C) 


Limestone 


Gneisses(B.G.C.) 


Limestone 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Deccan Traps 


Gneisses(B.G.C) 


Limestone 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Limestone 


Gneisses(B.G.C) 


Deccan Traps 


Deccan Traps 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Limestone 


Gneisses(B.G.C) 


Phyllite & Schist 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

4.09 

120 

115.91 

4.00 

4.64 

0.0023 

0.0058 

8.27 

125 

116.73 

3.00 

3.50 

0.0018 

0.0041 

13.97 

110 

96.03 

5.00 

4.80 

0.0025 

0.0012 

13.97 

120 

106.03 

4.00 

4.24 

0.0023 

0.0027 

13.97 

125 

111.03 

3.00 

3.33 

0.0018 

0.0012 

13.97 

110 

96.03 

5.00 

4.80 

0.0025 

0.0444 

13.97 

120 

106.03 

4.00 

4.24 

0.0023 

0.0507 

10.56 

110 

99.44 

5.00 

4.97 

0.0025 

0.0066 

19.56 

125 

105.44 

3.00 

3.16 

0.0018 

0.0083 

19.56 

110 

90.44 

5.00 

4.52 

0.0025 

0.0066 

7.72 

125 

117.28 

3.00 

3.52 

0.0018 

0.0045 

7.72 

120 

112.28 

4.00 

4.49 

0.0023 

0.0078 

16.86 

125 

108.14 

3.00 

3.24 

0.0018 

0.0069 

16.86 

110 

93.14 

5.00 

4.66 

0.0025 

0.0034 

16.86 

120 

103.14 

4.00 

4.13 

0.0023 

0.0360 

5.17 

125 

119.83 

3.00 

3.60 

0.0018 

0.0000 

5.17 

120 

114.83 

4.00 

4.59 

0.0023 

0.0008 

15.46 

125 

109.54 

3.00 

3.29 

0.0018 

0.0073 

4.73 

110 

105.27 

5.00 

5.26 

0.0025 

0.0042 

4.73 

110 

105.27 

5.00 

5.26 

0.0025 

0.0048 

10.15 

125 

114.85 

3.00 

3.45 

0.0018 

0.0089 

4.61 

110 

105.39 

5.00 

5.27 

0.0025 

0.0276 

4.78 

120 

115.22 

5.00 

5.76 

0.0030 

0.0002 

4.78 

120 

115.22 

4.00 

4.61 

0.0023 

0.0034 

4.78 

120 

115.22 

4.00 

4.61 

0.0023 

0.0117 

7.29 

120 

112.71 

5.00 

5.64 

0.0030 

0.0475 

4.81 

110 

105.19 

5.00 

5.26 

0.0025 

0.0026 

4.81 

120 

115.19 

5.00 

5.76 

0.0030 

0.0445 

5.25 

110 

104.75 

5.00 

5.24 

0.0025 

0.0139 

5.25 

120 

114.75 

5.00 

5.74 

0.0030 

0.0357 

5.25 

120 

114.75 

4.00 

4.59 

0.0023 

0.0072 

5.25 

110 

104.75 

5.00 

5.24 

0.0025 

0.0076 

5.25 

120 

114.75 

4.00 

4.59 

0.0023 

0.0002 

7.60 

125 

117.40 

3.00 

3.52 

0.0018 

0.0034 

6.59 

110 

103.41 

5.00 

5.17 

0.0025 

0.0133 

6.59 

120 

113.41 

5.00 

5.67 

0.0030 

0.0737 

4.41 

110 

105.59 

5.00 

5.28 

0.0025 

0.0005 

5.33 

110 

104.67 

5.00 

5.23 

0.0025 

0.0496 

5.33 

120 

114.67 

5.00 

5.73 

0.0030 

0.0589 

5.33 

110 

104.67 

5.00 

5.23 

0.0025 

0.0185 

7.25 

125 

117.75 

3.00 

3.53 

0.0018 

0.0038 

11.39 

125 

113.61 

3.00 

3.41 

0.0018 

0.0008 

11.39 

110 

98.61 

5.00 

4.93 

0.0025 

0.0000 

8.63 

120 

111.37 

4.00 

4.45 

0.0023 

0.0393 

4.75 

110 

105.25 

5.00 

5.26 

0.0025 

0.0170 

5.82 

110 

104.18 

5.00 

5.21 

0.0025 

0.0095 

5.82 

120 

114.18 

5.00 

5.71 

0.0030 

0.0191 

5.82 

110 

104.18 

5.00 

5.21 

0.0025 

0.0204 

16.86 

120 

103.14 

4.00 

4.13 

0.0023 

0.0270 

8.03 

125 

116.97 

3.00 

3.51 

0.0018 

0.0172 

9.02 

120 

110.98 

5.00 

5.55 

0.0010 

0.0722 

9.07 

120 

110.93 

5.00 

5.55 

0.0010 

0.0086 

8.54 

120 

111.46 

5.00 

5.57 

0.0010 

0.0500 

11.37 

120 

108.63 

5.00 

5.43 

0.0010 

0.0000 

8.77 

120 

111.23 

5.00 

5.56 

0.0010 

0.0011 






















































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Amarpura 


Amlawada 


Amli Khera 


Anoppura 


Arnod 


Badayala 


Bagrawad 


Bakhatpura 


Bala Khera 


Bambori Bari 


Bamotar 


Bandi Khari 


Baneriya Khurd 


Banghati 


Banjari 


Barda 


Bari Ambeli 


Barmadon Ka Khera 


Barwas Kalan 


Basad 


Bhaisa Dawar 


Bhanawaton Ka Khera 


Bhanwar Semla 


Bheema Khera 


Bheempura 


Bhoori Ghati 


Bilri 


Bor Khera 


Boran Khera 


Bori 


Borwana 


Chain Puriya 


Chatariya Kheri 


Cheekat 


Cheeron Ka Mai 


Chhari 


Chhayan 


Chhota Dhamaniya 


Chhota Manyaga 


Chhoti Ambeli 


Chhoti Kheri 


Chhoti Photwa 


Chooli 


Churayta 


Dangpura 


Datla Kund 


Deendor Ka Khera 


Depur 


Dhaman Doongri 


Dhariya Kheri 


Dhurawato Ka Khera 


Dindor Khera 


Dodiyar Khera 


Doli 


Dor Ka Khera 


Census Code 


0829001203737600 


0829001203728100 


0829001203738100 


0829001203744200 


0829001303751000 


0829001303748500 


0829001303748300 


0828000103397900 


0828000103398200 


0829001203731100 


0829001203726700 


0829001203733100 


0829001203733900 


0828000103407100 


0829001203744300 


0829001203741900 


0829001203739900 


0829001203741700 


0829001303756700 


0829001203730400 


0829001303755000 


0829001203741100 


0829001203733300 


0829001303752300 


0829001303754700 


0829001303748800 


0829001203742500 


0828000103396700 


0829001203744400 


0828000103399400 


0829001203745700 


0829001203742800 


0829001203733500 


0829001303751200 


0829001203741200 


0828000103396500 


0829001203742300 


0829001303748000 


0829001203742400 


0829001203741500 


0829001203745200 


0829001203744900 


0828000103398900 


0829001203738400 


0829001203743400 


0829001203739300 


0829001203741600 


0829001303757100 


0829001203732800 


0829001203739600 


0829001303747900 


0829001203738200 


0829001203737700 


0829001203739700 


0829001203738300 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

16.97 

120 

103.03 

5.00 

5.15 

0.0010 

0.0023 

9.24 

120 

110.76 

5.00 

5.54 

0.0010 

0.0055 

16.71 

120 

103.29 

5.00 

5.16 

0.0010 

0.0050 

11.09 

120 

108.91 

5.00 

5.45 

0.0010 

0.0028 

9.89 

120 

110.11 

5.00 

5.51 

0.0010 

0.0137 

8.73 

120 

111.27 

5.00 

5.56 

0.0010 

0.0043 

8.87 

120 

111.13 

5.00 

5.56 

0.0010 

0.0027 

7.25 

120 

112.75 

5.00 

5.64 

0.0010 

0.0035 

6.85 

120 

113.15 

5.00 

5.66 

0.0010 

0.0028 

7.33 

120 

112.67 

5.00 

5.63 

0.0010 

0.0135 

9.60 

120 

110.40 

5.00 

5.52 

0.0010 

0.0005 

11.02 

120 

108.98 

5.00 

5.45 

0.0010 

0.0076 

12.07 

120 

107.93 

5.00 

5.40 

0.0010 

0.0121 

8.73 

120 

111.27 

5.00 

5.56 

0.0010 

0.0192 

10.34 

120 

109.66 

5.00 

5.48 

0.0010 

0.0288 

10.57 

120 

109.43 

5.00 

5.47 

0.0010 

0.0051 

7.97 

120 

112.03 

5.00 

5.60 

0.0010 

0.0109 

10.61 

120 

109.39 

5.00 

5.47 

0.0010 

0.0027 

11.66 

120 

108.34 

5.00 

5.42 

0.0010 

0.0003 

10.84 

120 

109.16 

5.00 

5.46 

0.0010 

0.0027 

9.63 

120 

110.37 

5.00 

5.52 

0.0010 

0.0070 

9.71 

120 

110.29 

5.00 

5.51 

0.0010 

0.0029 

11.25 

120 

108.75 

5.00 

5.44 

0.0010 

0.0146 

9.06 

120 

110.94 

5.00 

5.55 

0.0010 

0.0042 

9.65 

120 

110.35 

5.00 

5.52 

0.0010 

0.0050 

8.77 

120 

111.23 

5.00 

5.56 

0.0010 

0.0024 

11.40 

120 

108.60 

5.00 

5.43 

0.0010 

0.0165 

8.11 

120 

111.89 

5.00 

5.59 

0.0010 

0.0000 

11.27 

120 

108.73 

5.00 

5.44 

0.0010 

0.0049 

9.15 

120 

110.85 

5.00 

5.54 

0.0010 

0.0111 

13.37 

120 

106.63 

5.00 

5.33 

0.0010 

0.0067 

14.46 

120 

105.54 

5.00 

5.28 

0.0010 

0.0035 

12.65 

120 

107.35 

5.00 

5.37 

0.0010 

0.0114 

7.26 

120 

112.74 

5.00 

5.64 

0.0010 

0.0019 

10.30 

120 

109.70 

5.00 

5.48 

0.0010 

0.0029 

7.25 

120 

112.75 

5.00 

5.64 

0.0010 

0.0032 

11.33 

120 

108.67 

5.00 

5.43 

0.0010 

0.0149 

9.28 

120 

110.72 

5.00 

5.54 

0.0010 

0.0043 

11.31 

120 

108.69 

5.00 

5.43 

0.0010 

0.0117 

10.07 

120 

109.93 

5.00 

5.50 

0.0010 

0.0017 

10.61 

120 

109.39 

5.00 

5.47 

0.0010 

0.0069 

10.75 

120 

109.25 

5.00 

5.46 

0.0010 

0.0012 

8.25 

120 

111.75 

5.00 

5.59 

0.0010 

0.0050 

16.67 

120 

103.33 

5.00 

5.17 

0.0010 

0.0016 

11.30 

120 

108.70 

5.00 

5.44 

0.0010 

0.0056 

10.32 

120 

109.68 

5.00 

5.48 

0.0010 

0.0251 

10.10 

120 

109.90 

5.00 

5.49 

0.0010 

0.0038 

9.67 

120 

110.33 

5.00 

5.52 

0.0010 

0.0048 

8.84 

120 

111.16 

5.00 

5.56 

0.0010 

0.0119 

9.50 

120 

110.50 

5.00 

5.52 

0.0010 

0.0143 

9.03 

120 

110.97 

5.00 

5.55 

0.0010 

0.0033 

15.68 

120 

104.32 

5.00 

5.22 

0.0010 

0.0042 

16.88 

120 

103.12 

5.00 

5.16 

0.0010 

0.0046 

8.87 

120 

111.13 

5.00 

5.56 

0.0010 

0.0029 

16.71 

120 

103.29 

5.00 

5.16 

0.0010 

0.0052 



















































































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.57 

120 

108.43 

5.00 

5.42 

0.0010 

0.0135 

9.86 

120 

110.14 

5.00 

5.51 

0.0010 

0.0191 

9.29 

120 

110.71 

5.00 

5.54 

0.0010 

0.0146 

15.92 

120 

104.08 

5.00 

5.20 

0.0010 

0.0011 

9.57 

120 

110.43 

5.00 

5.52 

0.0010 

0.0047 

8.40 

120 

111.60 

5.00 

5.58 

0.0010 

0.0026 

10.35 

120 

109.65 

5.00 

5.48 

0.0010 

0.0280 

6.86 

120 

113.14 

5.00 

5.66 

0.0010 

0.0049 

7.18 

120 

112.82 

5.00 

5.64 

0.0010 

0.0072 

11.20 

120 

108.80 

5.00 

5.44 

0.0010 

0.0013 

13.90 

120 

106.10 

5.00 

5.30 

0.0010 

0.0052 

9.59 

120 

110.41 

5.00 

5.52 

0.0010 

0.0142 

8.38 

120 

111.62 

5.00 

5.58 

0.0010 

0.0152 

8.21 

120 

111.79 

5.00 

5.59 

0.0010 

0.0163 

15.27 

120 

104.73 

5.00 

5.24 

0.0010 

0.0054 

8.87 

120 

111.13 

5.00 

5.56 

0.0010 

0.0183 

8.26 

120 

111.74 

5.00 

5.59 

0.0010 

0.0062 

10.24 

120 

109.76 

5.00 

5.49 

0.0010 

0.0092 

13.18 

120 

106.82 

5.00 

5.34 

0.0010 

0.0047 

15.32 

120 

104.68 

5.00 

5.23 

0.0010 

0.0122 

16.31 

120 

103.69 

5.00 

5.18 

0.0010 

0.0016 

8.89 

120 

111.11 

5.00 

5.56 

0.0010 

0.0021 

11.48 

120 

108.52 

5.00 

5.43 

0.0010 

0.0239 

8.04 

120 

111.96 

5.00 

5.60 

0.0010 

0.0130 

8.39 

120 

111.61 

5.00 

5.58 

0.0010 

0.0124 

10.09 

120 

109.91 

5.00 

5.50 

0.0010 

0.0225 

8.88 

120 

111.12 

5.00 

5.56 

0.0010 

0.0089 

15.65 

120 

104.35 

5.00 

5.22 

0.0010 

0.0107 

13.33 

120 

106.67 

5.00 

5.33 

0.0010 

0.0110 

9.16 

120 

110.84 

5.00 

5.54 

0.0010 

0.0026 

8.88 

120 

111.12 

5.00 

5.56 

0.0010 

0.0184 

9.63 

120 

110.37 

5.00 

5.52 

0.0010 

0.0007 

9.12 

120 

110.88 

5.00 

5.54 

0.0010 

0.0282 

11.90 

120 

108.10 

5.00 

5.41 

0.0010 

0.0264 

8.07 

120 

111.93 

5.00 

5.60 

0.0010 

0.0195 

6.73 

120 

113.27 

5.00 

5.66 

0.0010 

0.0163 

6.79 

120 

113.21 

5.00 

5.66 

0.0010 

0.0254 

13.73 

120 

106.27 

5.00 

5.31 

0.0010 

0.0000 

12.61 

120 

107.39 

5.00 

5.37 

0.0010 

0.0145 

8.26 

120 

111.74 

5.00 

5.59 

0.0010 

0.0068 

9.59 

120 

110.41 

5.00 

5.52 

0.0010 

0.0034 

8.27 

120 

111.73 

5.00 

5.59 

0.0010 

0.0021 

10.54 

120 

109.46 

5.00 

5.47 

0.0010 

0.0369 

16.95 

120 

103.05 

5.00 

5.15 

0.0010 

0.0016 

8.78 

120 

111.22 

5.00 

5.56 

0.0010 

0.0022 

10.31 

120 

109.69 

5.00 

5.48 

0.0010 

0.0099 

17.04 

120 

102.96 

5.00 

5.15 

0.0010 

0.0192 

9.68 

120 

110.32 

5.00 

5.52 

0.0010 

0.0052 

9.55 

120 

110.45 

5.00 

5.52 

0.0010 

0.0036 

7.32 

120 

112.68 

5.00 

5.63 

0.0010 

0.0058 

7.81 

120 

112.19 

5.00 

5.61 

0.0010 

0.0111 

8.17 

120 

111.83 

5.00 

5.59 

0.0010 

0.0062 

11.15 

120 

108.85 

5.00 

5.44 

0.0010 

0.0109 

10.79 

120 

109.21 

5.00 

5.46 

0.0010 

0.0045 

7.63 

120 

112.37 

5.00 

5.62 

0.0010 

0.0051 

















































































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 


Deccan' 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

16.69 

120 

103.31 

5.00 

5.17 

0.0010 

0.0026 

12.22 

120 

107.78 

5.00 

5.39 

0.0010 

0.0053 

8.26 

120 

111.74 

5.00 

5.59 

0.0010 

0.0247 

9.60 

120 

110.40 

5.00 

5.52 

0.0010 

0.0039 

6.76 

120 

113.24 

5.00 

5.66 

0.0010 

0.0152 

13.80 

120 

106.20 

5.00 

5.31 

0.0010 

0.0017 

10.37 

120 

109.63 

5.00 

5.48 

0.0010 

0.0066 

8.61 

120 

111.39 

5.00 

5.57 

0.0010 

0.0114 

7.60 

120 

112.40 

5.00 

5.62 

0.0010 

0.0009 

8.65 

120 

111.35 

5.00 

5.57 

0.0010 

0.0051 

7.99 

120 

112.01 

5.00 

5.60 

0.0010 

0.0125 

11.66 

120 

108.34 

5.00 

5.42 

0.0010 

0.0063 

13.86 

120 

106.14 

5.00 

5.31 

0.0010 

0.0364 

8.80 

120 

111.20 

5.00 

5.56 

0.0010 

0.0020 

9.67 

120 

110.33 

5.00 

5.52 

0.0010 

0.0069 

14.27 

120 

105.73 

5.00 

5.29 

0.0010 

0.0089 

6.78 

120 

113.22 

5.00 

5.66 

0.0010 

0.0072 

9.65 

120 

110.35 

5.00 

5.52 

0.0010 

0.0072 

9.76 

120 

110.24 

5.00 

5.51 

0.0010 

0.0091 

11.63 

120 

108.37 

5.00 

5.42 

0.0010 

0.0005 

8.35 

120 

111.65 

5.00 

5.58 

0.0010 

0.0111 

9.91 

120 

110.09 

5.00 

5.50 

0.0010 

0.0027 

11.27 

120 

108.73 

5.00 

5.44 

0.0010 

0.0032 

9.65 

120 

110.35 

5.00 

5.52 

0.0010 

0.0402 

11.28 

120 

108.72 

5.00 

5.44 

0.0010 

0.0125 

10.82 

120 

109.18 

5.00 

5.46 

0.0010 

0.0037 

11.02 

120 

108.98 

5.00 

5.45 

0.0010 

0.0043 

11.70 

120 

108.30 

5.00 

5.41 

0.0010 

0.0080 

7.93 

120 

112.07 

5.00 

5.60 

0.0010 

0.0098 

9.90 

120 

110.10 

5.00 

5.50 

0.0010 

0.0256 

15.31 

120 

104.69 

5.00 

5.23 

0.0010 

0.0084 

14.73 

120 

105.27 

5.00 

5.26 

0.0010 

0.0048 

9.41 

120 

110.59 

5.00 

5.53 

0.0010 

0.0063 

10.90 

120 

109.10 

5.00 

5.45 

0.0010 

0.0056 

9.02 

120 

110.98 

5.00 

5.55 

0.0010 

0.0097 

10.74 

120 

109.26 

5.00 

5.46 

0.0010 

0.0062 

8.86 

120 

111.14 

5.00 

5.56 

0.0010 

0.0023 

13.07 

120 

106.93 

5.00 

5.35 

0.0010 

0.0000 

7.75 

120 

112.25 

5.00 

5.61 

0.0010 

0.0061 

7.88 

120 

112.12 

5.00 

5.61 

0.0010 

0.0081 

11.12 

120 

108.88 

5.00 

5.44 

0.0010 

0.0037 

11.31 

120 

108.69 

5.00 

5.43 

0.0010 

0.0081 

15.16 

120 

104.84 

5.00 

5.24 

0.0010 

0.0077 

13.00 

120 

107.00 

5.00 

5.35 

0.0010 

0.0069 

9.43 

120 

110.57 

5.00 

5.53 

0.0010 

0.0158 

10.82 

120 

109.18 

5.00 

5.46 

0.0010 

0.0065 

16.09 

120 

103.91 

5.00 

5.20 

0.0010 

0.0028 

11.08 

120 

108.92 

5.00 

5.45 

0.0010 

0.0068 

7.30 

120 

112.70 

5.00 

5.64 

0.0010 

0.0029 

10.30 

120 

109.70 

5.00 

5.48 

0.0010 

0.0085 

10.04 

120 

109.96 

5.00 

5.50 

0.0010 

0.0066 

9.51 

120 

110.49 

5.00 

5.52 

0.0010 

0.0149 

10.88 

120 

109.12 

5.00 

5.46 

0.0010 

0.0097 

13.31 

120 

106.69 

5.00 

5.33 

0.0010 

0.0067 

10.96 

120 

109.04 

5.00 

5.45 

0.0010 

0.0029 


















































































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Gneisses(B.G.C) 


Deccan Traps 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Deccan Traps 


Gneisses(B.G.C) 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

10.58 

120 

109.42 

5.00 

5.47 

0.0010 

0.1205 

9.57 

120 

110.43 

5.00 

5.52 

0.0010 

0.0002 

11.87 

120 

108.13 

5.00 

5.41 

0.0010 

0.0267 

7.79 

120 

112.21 

5.00 

5.61 

0.0010 

0.0107 

8.88 

120 

111.12 

5.00 

5.56 

0.0010 

0.0081 

8.29 

120 

111.71 

5.00 

5.59 

0.0010 

0.0208 

8.72 

120 

111.28 

5.00 

5.56 

0.0010 

0.0027 

8.22 

120 

111.78 

5.00 

5.59 

0.0010 

0.0040 

7.03 

120 

112.97 

5.00 

5.65 

0.0010 

0.0297 

7.96 

120 

112.04 

5.00 

5.60 

0.0010 

0.0224 

11.82 

120 

108.18 

5.00 

5.41 

0.0010 

0.0041 

8.66 

120 

111.34 

5.00 

5.57 

0.0010 

0.0058 

11.22 

120 

108.78 

5.00 

5.44 

0.0010 

0.0063 

9.64 

120 

110.36 

5.00 

5.52 

0.0010 

0.0270 

9.61 

120 

110.39 

5.00 

5.52 

0.0010 

0.0211 

7.85 

120 

112.15 

5.00 

5.61 

0.0010 

0.0274 

8.52 

120 

111.48 

5.00 

5.57 

0.0010 

0.0086 

13.63 

120 

106.37 

5.00 

5.32 

0.0010 

0.0089 

15.28 

120 

104.72 

5.00 

5.24 

0.0010 

0.0024 

8.56 

120 

111.44 

5.00 

5.57 

0.0010 

0.0149 

8.78 

120 

111.22 

5.00 

5.56 

0.0010 

0.0165 

8.72 

120 

111.28 

5.00 

5.56 

0.0010 

0.0070 

8.89 

120 

111.11 

5.00 

5.56 

0.0010 

0.0017 

6.76 

120 

113.24 

5.00 

5.66 

0.0010 

0.0001 

8.36 

120 

111.64 

5.00 

5.58 

0.0010 

0.0029 

14.41 

120 

105.59 

5.00 

5.28 

0.0010 

0.0027 

11.19 

120 

108.81 

5.00 

5.44 

0.0010 

0.0035 

9.25 

120 

110.75 

5.00 

5.54 

0.0010 

0.0063 

10.95 

120 

109.05 

5.00 

5.45 

0.0010 

0.0051 

11.32 

120 

108.68 

5.00 

5.43 

0.0010 

0.0131 

11.18 

120 

108.82 

5.00 

5.44 

0.0010 

0.0106 

7.34 

120 

112.66 

5.00 

5.63 

0.0010 

0.0147 

8.62 

120 

111.38 

5.00 

5.57 

0.0010 

0.0064 

16.80 

120 

103.20 

5.00 

5.16 

0.0010 

0.0035 

8.64 

120 

111.36 

5.00 

5.57 

0.0010 

0.0121 

11.31 

120 

108.69 

5.00 

5.43 

0.0010 

0.0094 

8.47 

120 

111.53 

5.00 

5.58 

0.0010 

0.0137 

9.41 

120 

110.59 

5.00 

5.53 

0.0010 

0.0051 

9.12 

120 

110.88 

5.00 

5.54 

0.0010 

0.0085 

10.89 

120 

109.11 

5.00 

5.46 

0.0010 

0.0043 

11.14 

120 

108.86 

5.00 

5.44 

0.0010 

0.0241 

11.24 

120 

108.76 

5.00 

5.44 

0.0010 

0.0062 

8.70 

120 

111.30 

5.00 

5.57 

0.0010 

0.0111 

5.50 

120 

114.50 

5.00 

5.72 

0.0010 

0.0307 

7.20 

120 

112.80 

5.00 

5.64 

0.0010 

0.0061 

7.30 

120 

112.70 

5.00 

5.63 

0.0012 

0.0147 

9.07 

120 

110.93 

5.00 

5.55 

0.0010 

0.0055 

7.45 

120 

112.55 

5.00 

5.63 

0.0012 

0.0099 

7.99 

120 

112.01 

5.00 

5.60 

0.0012 

0.0083 

6.81 

120 

113.19 

5.00 

5.66 

0.0010 

0.0006 

6.81 

120 

113.19 

5.00 

5.66 

0.0012 

0.0122 

10.60 

120 

109.40 

5.00 

5.47 

0.0010 

0.0030 

7.30 

120 

112.70 

5.00 

5.63 

0.0010 

0.0200 

9.04 

120 

110.96 

5.00 

5.55 

0.0010 

0.0091 

9.65 

120 

110.35 

5.00 

5.52 

0.0010 

0.0065 















































































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Deccan Traps 


Deccan Traps 


Gneisses(B.G.C) 


Deccan Traps 


Gneisses(B.G.C.) 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Gneisses(B.G.C.) 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Gneisses(B.G.C.) 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Gneisses(B.G.C) 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Gneisses(B.G.C) 


Deccan Traps 


Deccan Traps 


Gneisses(B.G.C) 


Deccan Traps 


Gneisses(B.G.C) 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Gneisses(B.G.C) 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Gneisses(B.G.C) 


Deccan Traps 


Gneisses(B.G.C) 


Deccan Traps 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

9.26 

120 

110.74 

5.00 

5.54 

0.0010 

0.0069 

8.97 

120 

111.03 

5.00 

5.55 

0.0010 

0.0134 

7.61 

120 

112.39 

5.00 

5.62 

0.0012 

0.0238 

8.11 

120 

111.89 

5.00 

5.59 

0.0010 

0.0089 

6.17 

120 

113.83 

5.00 

5.69 

0.0012 

0.0002 

7.92 

120 

112.08 

5.00 

5.60 

0.0010 

0.0385 

8.92 

120 

111.08 

5.00 

5.55 

0.0010 

0.0040 

7.25 

120 

112.75 

5.00 

5.64 

0.0010 

0.0100 

7.25 

120 

112.75 

5.00 

5.64 

0.0012 

0.0000 

9.67 

120 

110.33 

5.00 

5.52 

0.0010 

0.0038 

7.48 

120 

112.52 

5.00 

5.63 

0.0010 

0.0161 

6.74 

120 

113.26 

5.00 

5.66 

0.0010 

0.1043 

6.74 

120 

113.26 

5.00 

5.66 

0.0012 

0.0321 

7.10 

120 

112.90 

4.00 

4.52 

0.0018 

0.0353 

7.44 

120 

112.56 

5.00 

5.63 

0.0010 

0.0051 

12.63 

120 

107.37 

5.00 

5.37 

0.0010 

0.0002 

9.03 

120 

110.97 

5.00 

5.55 

0.0010 

0.0009 

9.03 

120 

110.97 

5.00 

5.55 

0.0012 

0.0429 

7.81 

120 

112.19 

5.00 

5.61 

0.0012 

0.0047 

9.75 

120 

110.25 

5.00 

5.51 

0.0010 

0.0149 

10.39 

120 

109.61 

5.00 

5.48 

0.0010 

0.0114 

6.26 

120 

113.74 

5.00 

5.69 

0.0010 

0.0265 

6.26 

120 

113.74 

5.00 

5.69 

0.0012 

0.0027 

9.59 

120 

110.41 

5.00 

5.52 

0.0010 

0.0057 

10.03 

120 

109.97 

5.00 

5.50 

0.0010 

0.0414 

8.26 

120 

111.74 

5.00 

5.59 

0.0010 

0.0004 

7.71 

120 

112.29 

5.00 

5.61 

0.0012 

0.0071 

9.97 

120 

110.03 

5.00 

5.50 

0.0010 

0.0114 

8.94 

120 

111.06 

5.00 

5.55 

0.0010 

0.0063 

7.58 

120 

112.42 

5.00 

5.62 

0.0012 

0.0202 

8.13 

120 

111.87 

5.00 

5.59 

0.0010 

0.0002 

8.13 

120 

111.87 

5.00 

5.59 

0.0012 

0.0173 

5.90 

120 

114.10 

5.00 

5.71 

0.0010 

0.0003 

10.52 

120 

109.48 

5.00 

5.47 

0.0010 

0.0106 

6.76 

120 

113.24 

5.00 

5.66 

0.0010 

0.0001 

6.76 

120 

113.24 

5.00 

5.66 

0.0012 

0.0002 

9.38 

120 

110.62 

5.00 

5.53 

0.0010 

0.0025 

9.01 

120 

110.99 

5.00 

5.55 

0.0010 

0.0022 

5.31 

120 

114.69 

4.00 

4.59 

0.0018 

0.0091 

9.00 

120 

111.00 

5.00 

5.55 

0.0010 

0.0025 

4.63 

120 

115.37 

5.00 

5.77 

0.0010 

0.0310 

6.74 

120 

113.26 

5.00 

5.66 

0.0010 

0.0004 

11.07 

120 

108.93 

5.00 

5.45 

0.0010 

0.0006 

8.17 

120 

111.83 

5.00 

5.59 

0.0010 

0.0000 

6.41 

120 

113.59 

4.00 

4.54 

0.0018 

0.0134 

5.85 

120 

114.15 

5.00 

5.71 

0.0010 

0.0180 

8.91 

120 

111.09 

5.00 

5.55 

0.0010 

0.0056 

9.13 

120 

110.87 

5.00 

5.54 

0.0010 

0.0008 

9.46 

120 

110.54 

5.00 

5.53 

0.0010 

0.0027 

7.90 

120 

112.10 

5.00 

5.60 

0.0010 

0.0181 

8.34 

120 

111.66 

5.00 

5.58 

0.0010 

0.0121 

8.34 

120 

111.66 

5.00 

5.58 

0.0012 

0.0032 

8.21 

120 

111.79 

5.00 

5.59 

0.0010 

0.0023 

6.30 

120 

113.70 

5.00 

5.68 

0.0012 

0.0015 

9.02 

120 

110.98 

5.00 

5.55 

0.0010 

0.0013 



















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Mahuwal 


MALIYA 


Mandli 


Mandvi 


Manpura Kalan 


Manpura Khurd 


Matasula 


Mau Khera 


Morundi 


Morwaniya 


Mundi Khera 


Nandi Khera 


Naroo Ka Khera 


Nawa Khera 


Nayan 


Pada 


Padampuri 


Padriyon Ka Khera 


Pagara 


Panthol 


Pathari 


Peepal Khoont 


Pratappura 


Raipur 


Raipur Jangal 


Ramgarh 


Ramjhara 


Rana Ki Harbar 


Ranon Ka Khera 


Ranpur 


Reechhri 


Rohaniya 


Roopgarh 


Sagron Ka Khera 


Sagwari 


Salamgarh 


Saliya 


Sardarpura 


Seegaron Ka Khera 


Sewana 


Shambhoopura 


Sodalpur 


Suthar Ghati 


Talab Khera 


Tejpur 


Thakra 


Census Code 


0828000103399900 


0828000103401000 


0828000103405900 


0828000103405600 


0829001303763500 


0829001303763400 


0828000303428600 


0829001303757500 


0829001303756900 


0828000103396100 


0828000103396900 


0829001303763700 


0828000103396300 


0829001303758100 


0829001303761900 


0828000103405500 


0828000303427800 


0829001303757900 


0829001303761700 


0829001303758000 


0828000103396600 


0829001303757200 


0828000103391700 



0829001303754800 


0829001303760000 


0829001303761800 


0828000303427700 


0829001303757700 


0828000103399700 


0829001303760600 


0828000103405700 


0828000103400900 


0829001303761500 


0828000103405800 


0829001303764000 


0829001303763800 


0828000103404900 


0829001303758200 


0828000103405400 


0829001303759700 


0829001303761600 


0829001303758500 


0829001303757600 


0828000103396800 


0829001303760100 


0829001303761000 


0829001303762100 


0828000303428900 


0828000103406100 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 



0.61 Fresh 


27.47 Fresh 




Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Gneisses(B.G.C.) 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Gneisses(B.G.C.) 


Deccan Traps 


Deccan Traps 


Gneisses(B.G.C) 


Deccan Traps 


Deccan Traps 


Gneisses(B.G.C.) 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Gneisses(B.G.C.) 


Deccan Traps 


Deccan Traps 


Gneisses(B.G.C) 


Deccan Traps 


Gneisses(B.G.C) 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Gneisses(B.G.C.) 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Gneisses(B.G.C.) 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

7.99 

120 

112.01 

5.00 

5.60 

0.0010 

0.0225 

8.13 

120 

111.87 

5.00 

5.59 

0.0012 

0.0190 

5.46 

120 

114.54 

5.00 

5.73 

0.0010 

0.0260 

7.06 

120 

112.94 

5.00 

5.65 

0.0010 

0.0008 

7.06 

120 

112.94 

5.00 

5.65 

0.0012 

0.0031 

11.41 

120 

108.59 

5.00 

5.43 

0.0010 

0.0057 

10.83 

120 

109.17 

5.00 

5.46 

0.0010 

0.0028 

5.21 

120 

114.79 

4.00 

4.59 

0.0018 

0.0331 

8.95 

120 

111.05 

5.00 

5.55 

0.0010 

0.0178 

10.30 

120 

109.70 

5.00 

5.48 

0.0010 

0.0075 

7.05 

120 

112.95 

5.00 

5.65 

0.0012 

0.0028 

7.93 

120 

112.07 

5.00 

5.60 

0.0010 

0.0003 

10.67 

120 

109.33 

5.00 

5.47 

0.0010 

0.0084 

7.49 

120 

112.51 

5.00 

5.63 

0.0012 

0.0168 

9.10 

120 

110.90 

5.00 

5.54 

0.0010 

0.0046 

9.17 

120 

110.83 

5.00 

5.54 

0.0010 

0.0138 

7.52 

120 

112.48 

5.00 

5.62 

0.0012 

0.0254 

4.02 

120 

115.98 

4.00 

4.64 

0.0018 

0.0007 

9.06 

120 

110.94 

5.00 

5.55 

0.0010 

0.0142 

10.30 

120 

109.70 

5.00 

5.49 

0.0010 

0.0011 

9.28 

120 

110.72 

5.00 

5.54 

0.0010 

0.0067 

7.41 

120 

112.59 

5.00 

5.63 

0.0010 

0.0180 

7.41 

120 

112.59 

5.00 

5.63 

0.0012 

0.0027 

9.59 

120 

110.41 

5.00 

5.52 

0.0010 

0.0031 

7.41 

120 

112.59 

5.00 

5.63 

0.0010 

0.0013 

7.41 

120 

112.59 

5.00 

5.63 

0.0012 

0.0033 

5.98 

120 

114.02 

5.00 

5.70 

0.0010 

0.0256 

5.98 

120 

114.02 

5.00 

5.70 

0.0012 

0.0100 

9.57 

120 

110.43 

5.00 

5.52 

0.0010 

0.0138 

9.00 

120 

111.00 

5.00 

5.55 

0.0010 

0.0024 

9.40 

120 

110.60 

5.00 

5.53 

0.0010 

0.0318 

3.88 

120 

116.12 

4.00 

4.64 

0.0018 

0.0095 

8.90 

120 

111.10 

5.00 

5.55 

0.0010 

0.0036 

8.29 

120 

111.71 

5.00 

5.59 

0.0010 

0.0000 

9.01 

120 

110.99 

5.00 

5.55 

0.0010 

0.0052 

6.64 

120 

113.36 

5.00 

5.67 

0.0010 

0.0003 

8.02 

120 

111.98 

5.00 

5.60 

0.0012 

0.0097 

9.39 

120 

110.61 

5.00 

5.53 

0.0010 

0.0077 

6.15 

120 

113.85 

5.00 

5.69 

0.0010 

0.0180 

11.05 

120 

108.95 

5.00 

5.45 

0.0010 

0.0008 

10.42 

120 

109.58 

5.00 

5.48 

0.0010 

0.0053 

6.00 

120 

114.00 

5.00 

5.70 

0.0010 

0.0008 

8.94 

120 

111.06 

5.00 

5.55 

0.0010 

0.0163 

7.21 

120 

112.79 

5.00 

5.64 

0.0010 

0.0019 

7.21 

120 

112.79 

5.00 

5.64 

0.0012 

0.0034 

9.30 

120 

110.70 

5.00 

5.54 

0.0010 

0.0004 

9.84 

120 

110.16 

5.00 

5.51 

0.0010 

0.0080 

12.00 

120 

108.00 

5.00 

5.40 

0.0010 

0.0008 

8.91 

120 

111.09 

5.00 

5.55 

0.0010 

0.0032 

8.36 

120 

111.64 

5.00 

5.58 

0.0010 

0.0014 

9.00 

120 

111.00 

5.00 

5.55 

0.0010 

0.0025 

8.92 

120 

111.08 

5.00 

5.55 

0.0010 

0.0097 

11.18 

120 

108.82 

5.00 

5.44 

0.0010 

0.0018 

12.49 

120 

107.51 

4.00 

4.30 

0.0018 

0.0052 

6.61 

120 

113.39 

5.00 

5.67 

0.0010 

0.0072 



























































































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Deccan Traps 


Gneisses(B.G.C) 


Deccan Traps 


Gneisses(B.G.C) 


Phyllite & Schist 


Deccan Traps 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Deccan Traps 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Deccan Traps 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Deccan Traps 


Deccan Traps 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Deccan Traps 


Deccan Traps 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Deccan Traps 


Gneisses(B.G.C.) 


Deccan Traps 


Gneisses(B.G.C) 


Deccan Traps 


Deccan Traps 


Gneisses(B.G.C) 


Deccan Traps 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Deccan Traps 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

8.48 

120 

111.52 

5.00 

5.58 

0.0010 

0.0173 

8.48 

120 

111.52 

5.00 

5.58 

0.0012 

0.0037 

8.70 

120 

111.30 

5.00 

5.57 

0.0010 

0.0300 

5.47 

110 

104.53 

5.00 

5.23 

0.0025 

0.0010 

5.47 

120 

114.53 

4.00 

4.58 

0.0023 

0.0005 

4.10 

125 

120.90 

3.00 

3.63 

0.0018 

0.0000 

4.10 

110 

105.90 

5.00 

5.30 

0.0025 

0.0004 

8.96 

120 

111.04 

5.00 

5.55 

0.0018 

0.0134 

8.96 

120 

111.04 

5.00 

5.55 

0.0018 

0.0001 

7.59 

110 

102.41 

5.00 

5.12 

0.0025 

0.0050 

7.59 

110 

102.41 

5.00 

5.12 

0.0025 

0.0236 

7.59 

110 

102.41 

5.00 

5.12 

0.0025 

0.0142 

6.91 

110 

103.09 

5.00 

5.15 

0.0025 

0.0030 

6.91 

110 

103.09 

5.00 

5.15 

0.0025 

0.0006 

5.96 

120 

114.04 

4.00 

4.56 

0.0018 

0.0023 

5.96 

110 

104.04 

5.00 

5.20 

0.0025 

0.0105 

5.96 

110 

104.04 

5.00 

5.20 

0.0025 

0.0241 

5.37 

110 

104.63 

5.00 

5.23 

0.0025 

0.0285 

5.37 

110 

104.63 

5.00 

5.23 

0.0025 

0.0908 

7.97 

120 

112.03 

5.00 

5.60 

0.0010 

0.0007 

5.50 

110 

104.50 

5.00 

5.23 

0.0025 

0.0037 

5.50 

120 

114.50 

4.00 

4.58 

0.0023 

0.0004 

5.92 

120 

114.08 

5.00 

5.70 

0.0012 

0.0122 

9.71 

120 

110.29 

5.00 

5.51 

0.0010 

0.0003 

8.32 

120 

111.68 

5.00 

5.58 

0.0010 

0.0041 

8.32 

120 

111.68 

5.00 

5.58 

0.0012 

0.0021 

6.08 

110 

103.92 

5.00 

5.20 

0.0025 

0.0231 

6.08 

110 

103.92 

5.00 

5.20 

0.0025 

0.0049 

6.44 

110 

103.56 

5.00 

5.18 

0.0025 

0.0070 

6.44 

110 

103.56 

5.00 

5.18 

0.0025 

0.0110 

6.85 

110 

103.15 

5.00 

5.16 

0.0025 

0.0190 

6.85 

110 

103.15 

5.00 

5.16 

0.0025 

0.0026 

3.78 

125 

121.22 

3.00 

3.64 

0.0018 

0.0015 

3.78 

125 

121.22 

3.00 

3.64 

0.0018 

0.0051 

6.17 

120 

113.83 

5.00 

5.69 

0.0012 

0.0001 

6.17 

120 

113.83 

5.00 

5.69 

0.0012 

0.0329 

7.53 

110 

102.47 

5.00 

5.12 

0.0025 

0.0011 

7.53 

110 

102.47 

5.00 

5.12 

0.0025 

0.0271 

7.53 

110 

102.47 

5.00 

5.12 

0.0025 

0.0151 

8.23 

110 

101.77 

5.00 

5.09 

0.0025 

0.0034 

8.23 

110 

101.77 

5.00 

5.09 

0.0025 

0.0007 

8.28 

120 

111.72 

5.00 

5.59 

0.0018 

0.0022 

8.28 

120 

111.72 

5.00 

5.59 

0.0018 

0.0005 

6.27 

120 

113.73 

5.00 

5.69 

0.0010 

0.0005 

6.27 

120 

113.73 

5.00 

5.69 

0.0012 

0.0016 

6.27 

120 

113.73 

5.00 

5.69 

0.0010 

0.0135 

6.27 

120 

113.73 

5.00 

5.69 

0.0012 

0.0043 

4.11 

125 

120.89 

3.00 

3.63 

0.0018 

0.0019 

4.11 

125 

120.89 

3.00 

3.63 

0.0018 

0.0097 

4.11 

110 

105.89 

5.00 

5.29 

0.0025 

0.0155 

7.25 

120 

112.75 

5.00 

5.64 

0.0010 

0.0118 

5.22 

120 

114.78 

5.00 

5.74 

0.0012 

0.0066 

5.22 

120 

114.78 

5.00 

5.74 

0.0012 

0.0136 

7.04 

120 

112.96 

5.00 

5.65 

0.0012 

0.0012 

7.04 

120 

112.96 

5.00 

5.65 

0.0010 

0.0004 



































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Deccan Traps 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Deccan Traps 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Deccan Traps 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Deccan Traps 


Deccan Traps 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

7.04 

120 

112.96 

5.00 

5.65 

0.0012 

0.0365 

8.30 

110 

101.70 

5.00 

5.09 

0.0025 

0.0138 

8.30 

110 

101.70 

5.00 

5.09 

0.0025 

0.0035 

4.60 

110 

105.40 

5.00 

5.27 

0.0025 

0.0709 

4.60 

110 

105.40 

5.00 

5.27 

0.0025 

0.0090 

5.80 

120 

114.20 

5.00 

5.71 

0.0012 

0.0005 

5.80 

120 

114.20 

5.00 

5.71 

0.0012 

0.0099 

8.87 

120 

111.13 

5.00 

5.56 

0.0010 

0.0023 

7.72 

110 

102.28 

5.00 

5.11 

0.0025 

0.0143 

7.72 

110 

102.28 

5.00 

5.11 

0.0025 

0.0107 

4.97 

110 

105.03 

5.00 

5.25 

0.0025 

0.0136 

4.97 

110 

105.03 

5.00 

5.25 

0.0025 

0.0232 

4.39 

110 

105.61 

5.00 

5.28 

0.0025 

0.0147 

6.49 

120 

113.51 

5.00 

5.68 

0.0012 

0.0181 

6.49 

120 

113.51 

5.00 

5.68 

0.0012 

0.0133 

6.64 

110 

103.36 

5.00 

5.17 

0.0025 

0.0239 

6.77 

120 

113.23 

5.00 

5.66 

0.0012 

0.0028 

6.81 

110 

103.19 

5.00 

5.16 

0.0025 

0.0015 

8.40 

120 

111.60 

5.00 

5.58 

0.0010 

0.0054 

5.64 

110 

104.36 

5.00 

5.22 

0.0025 

0.0285 

5.64 

110 

104.36 

5.00 

5.22 

0.0025 

0.0036 

6.33 

110 

103.67 

5.00 

5.18 

0.0025 

0.0117 

6.33 

110 

103.67 

5.00 

5.18 

0.0025 

0.0598 

8.55 

120 

111.45 

5.00 

5.57 

0.0018 

0.0761 

8.55 

120 

111.45 

5.00 

5.57 

0.0018 

0.0017 

8.62 

120 

111.38 

5.00 

5.57 

0.0018 

0.0007 

8.52 

120 

111.48 

5.00 

5.57 

0.0018 

0.0540 

8.52 

120 

111.48 

5.00 

5.57 

0.0018 

0.0022 

8.07 

110 

101.93 

5.00 

5.10 

0.0025 

0.0002 

8.07 

110 

101.93 

5.00 

5.10 

0.0025 

0.0026 

7.69 

110 

102.31 

5.00 

5.12 

0.0025 

0.0006 

7.69 

120 

112.31 

4.00 

4.49 

0.0023 

0.0005 

5.59 

110 

104.41 

5.00 

5.22 

0.0025 

0.0025 

7.31 

120 

112.69 

5.00 

5.63 

0.0012 

0.0315 

7.31 

120 

112.69 

5.00 

5.63 

0.0012 

0.0063 

7.31 

120 

112.69 

5.00 

5.63 

0.0010 

0.0155 

7.31 

120 

112.69 

5.00 

5.63 

0.0012 

0.1260 

7.80 

110 

102.20 

5.00 

5.11 

0.0025 

0.0044 

7.80 

110 

102.20 

5.00 

5.11 

0.0025 

0.0076 

7.80 

110 

102.20 

5.00 

5.11 

0.0025 

0.0067 

7.51 

120 

112.49 

5.00 

5.62 

0.0018 

0.0676 

7.51 

120 

112.49 

5.00 

5.62 

0.0018 

0.0041 

9.26 

110 

100.74 

5.00 

5.04 

0.0025 

0.0095 

9.26 

110 

100.74 

5.00 

5.04 

0.0025 

0.0028 

7.71 

120 

112.29 

5.00 

5.61 

0.0012 

0.0000 

7.14 

110 

102.86 

5.00 

5.14 

0.0025 

0.0067 

8.97 

110 

101.03 

5.00 

5.05 

0.0025 

0.0094 

8.97 

110 

101.03 

5.00 

5.05 

0.0025 

0.0098 

8.97 

120 

111.03 

4.00 

4.44 

0.0023 

0.0001 

6.63 

110 

103.37 

5.00 

5.17 

0.0025 

0.0343 

6.63 

110 

103.37 

5.00 

5.17 

0.0025 

0.0011 

8.28 

110 

101.72 

5.00 

5.09 

0.0025 

0.0466 

8.28 

110 

101.72 

5.00 

5.09 

0.0025 

0.0135 

6.73 

120 

113.27 

5.00 

5.66 

0.0010 

0.0000 

3.79 

125 

121.21 

3.00 

3.64 

0.0018 

0.0027 


















































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Deccan Traps 


Gneisses(B.G.C) 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Deccan Traps 


Gneisses(B.G.C) 


Deccan Traps 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Deccan Traps 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Deccan Traps 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Deccan Traps 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

3.79 

125 

121.21 

3.00 

3.64 

0.0018 

0.0046 

5.90 

120 

114.10 

5.00 

5.71 

0.0012 

0.0195 

9.59 

120 

110.41 

5.00 

5.52 

0.0010 

0.0006 

4.63 

120 

115.37 

5.00 

5.77 

0.0010 

0.0003 

4.44 

125 

120.56 

3.00 

3.62 

0.0018 

0.0018 

4.44 

125 

120.56 

3.00 

3.62 

0.0018 

0.0019 

4.44 

110 

105.56 

5.00 

5.28 

0.0025 

0.0825 

5.08 

110 

104.92 

5.00 

5.25 

0.0025 

0.0058 

5.14 

110 

104.86 

5.00 

5.24 

0.0025 

0.0011 

5.14 

120 

114.86 

4.00 

4.59 

0.0023 

0.0097 

6.42 

120 

113.58 

4.00 

4.54 

0.0018 

0.0011 

6.42 

110 

103.58 

5.00 

5.18 

0.0025 

0.0048 

9.55 

120 

110.45 

5.00 

5.52 

0.0010 

0.0026 

3.58 

110 

106.42 

5.00 

5.32 

0.0025 

0.0025 

3.58 

110 

106.42 

5.00 

5.32 

0.0025 

0.0045 

3.58 

120 

116.42 

4.00 

4.66 

0.0023 

0.0106 

7.36 

110 

102.64 

5.00 

5.13 

0.0025 

0.0074 

7.36 

120 

112.64 

4.00 

4.51 

0.0023 

0.0023 

8.42 

120 

111.58 

5.00 

5.58 

0.0018 

0.0390 

8.42 

120 

111.58 

5.00 

5.58 

0.0018 

0.0104 

7.24 

120 

112.76 

5.00 

5.64 

0.0018 

0.0393 

7.24 

120 

112.76 

5.00 

5.64 

0.0018 

0.0070 

9.53 

110 

100.47 

5.00 

5.02 

0.0025 

0.0117 

9.53 

110 

100.47 

5.00 

5.02 

0.0025 

0.0020 

6.76 

120 

113.24 

5.00 

5.66 

0.0010 

0.0192 

4.91 

110 

105.09 

5.00 

5.25 

0.0025 

0.0001 

9.51 

120 

110.49 

5.00 

5.52 

0.0018 

0.0095 

9.51 

120 

110.49 

5.00 

5.52 

0.0018 

0.0051 

6.30 

120 

113.70 

5.00 

5.68 

0.0012 

0.0029 

7.34 

120 

112.66 

5.00 

5.63 

0.0010 

0.0047 

7.34 

120 

112.66 

5.00 

5.63 

0.0012 

0.0062 

3.59 

110 

106.41 

5.00 

5.32 

0.0025 

0.0407 

3.59 

110 

106.41 

5.00 

5.32 

0.0025 

0.0067 

6.09 

120 

113.91 

5.00 

5.70 

0.0018 

0.0134 

6.09 

120 

113.91 

5.00 

5.70 

0.0018 

0.0061 

6.54 

110 

103.46 

5.00 

5.17 

0.0025 

0.0180 

6.54 

110 

103.46 

5.00 

5.17 

0.0025 

0.0221 

6.54 

120 

113.46 

4.00 

4.54 

0.0023 

0.0045 

7.05 

120 

112.95 

5.00 

5.65 

0.0012 

0.0434 

7.61 

110 

102.39 

5.00 

5.12 

0.0025 

0.0460 

7.61 

110 

102.39 

5.00 

5.12 

0.0025 

0.0260 

5.42 

120 

114.58 

5.00 

5.73 

0.0010 

0.0062 

6.20 

120 

113.80 

5.00 

5.69 

0.0012 

0.0013 

6.20 

120 

113.80 

5.00 

5.69 

0.0012 

0.0131 

5.69 

110 

104.31 

5.00 

5.22 

0.0025 

0.0006 

5.34 

110 

104.66 

5.00 

5.23 

0.0025 

0.0119 

5.34 

120 

114.66 

4.00 

4.59 

0.0023 

0.0059 

5.34 

110 

104.66 

5.00 

5.23 

0.0025 

0.0047 

5.34 

120 

114.66 

4.00 

4.59 

0.0023 

0.0002 

8.18 

120 

111.82 

4.00 

4.47 

0.0023 

0.0024 

6.52 

110 

103.48 

5.00 

5.17 

0.0025 

0.0095 

7.12 

120 

112.88 

5.00 

5.64 

0.0018 

0.0367 

7.12 

120 

112.88 

5.00 

5.64 

0.0018 

0.0047 

5.86 

110 

104.14 

5.00 

5.21 

0.0025 

0.0047 

5.86 

120 

114.14 

4.00 

4.57 

0.0023 

0.0003 


















































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Deccan Traps 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Deccan Traps 


Deccan Traps 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Deccan Traps 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Deccan Traps 


Gneisses(B.G.C) 


Deccan Traps 


Gneisses(B.G.C.) 


Deccan Traps 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Deccan Traps 


Deccan Traps 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Deccan Traps 


Gneisses(B.G.C) 


Deccan Traps 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Deccan Traps 


Deccan Traps 


Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

4.87 

120 

115.13 

4.00 

4.61 

0.0023 

0.0060 

4.70 

110 

105.30 

5.00 

5.27 

0.0025 

0.0434 

4.70 

110 

105.30 

5.00 

5.27 

0.0025 

0.0137 

4.70 

120 

115.30 

4.00 

4.61 

0.0023 

0.0013 

6.36 

120 

113.64 

5.00 

5.68 

0.0012 

0.0223 

6.65 

110 

103.35 

5.00 

5.17 

0.0025 

0.0072 

7.80 

110 

102.20 

5.00 

5.11 

0.0025 

0.0018 

7.80 

110 

102.20 

5.00 

5.11 

0.0025 

0.0113 

7.80 

110 

102.20 

5.00 

5.11 

0.0025 

0.0129 

7.41 

120 

112.59 

5.00 

5.63 

0.0010 

0.0183 

7.41 

120 

112.59 

5.00 

5.63 

0.0012 

0.1536 

6.42 

110 

103.58 

5.00 

5.18 

0.0025 

0.0109 

6.42 

110 

103.58 

5.00 

5.18 

0.0025 

0.0126 

3.88 

120 

116.12 

4.00 

4.64 

0.0018 

0.0011 

8.72 

120 

111.28 

5.00 

5.56 

0.0010 

0.0129 

8.72 

120 

111.28 

5.00 

5.56 

0.0012 

0.0000 

5.07 

110 

104.93 

5.00 

5.25 

0.0025 

0.0073 

4.01 

120 

115.99 

5.00 

5.80 

0.0010 

0.0126 

4.01 

120 

115.99 

5.00 

5.80 

0.0010 

0.0141 

6.00 

120 

114.00 

5.00 

5.70 

0.0010 

0.0023 

6.00 

120 

114.00 

5.00 

5.70 

0.0012 

0.0020 

7.87 

110 

102.13 

5.00 

5.11 

0.0025 

0.0002 

7.87 

120 

112.13 

4.00 

4.49 

0.0023 

0.0001 

7.85 

120 

112.15 

5.00 

5.61 

0.0010 

0.0177 

7.85 

120 

112.15 

5.00 

5.61 

0.0012 

0.0041 

4.18 

110 

105.82 

5.00 

5.29 

0.0025 

0.0350 

4.18 

110 

105.82 

5.00 

5.29 

0.0025 

0.0151 

6.49 

120 

113.51 

5.00 

5.68 

0.0018 

0.0037 

4.84 

110 

105.16 

5.00 

5.26 

0.0025 

0.0104 

5.24 

120 

114.76 

4.00 

4.59 

0.0018 

0.0133 

5.24 

110 

104.76 

5.00 

5.24 

0.0025 

0.0036 

5.24 

120 

114.76 

4.00 

4.59 

0.0018 

0.0063 

5.24 

110 

104.76 

5.00 

5.24 

0.0025 

0.0311 

9.25 

120 

110.75 

5.00 

5.54 

0.0010 

0.0025 

7.35 

120 

112.65 

5.00 

5.63 

0.0012 

0.0490 

7.35 

120 

112.65 

5.00 

5.63 

0.0012 

0.0099 

3.54 

120 

116.46 

5.00 

5.82 

0.0018 

0.0015 

3.54 

120 

116.46 

5.00 

5.82 

0.0018 

0.0032 

6.18 

110 

103.82 

5.00 

5.19 

0.0025 

0.0127 

4.79 

120 

115.21 

5.00 

5.76 

0.0010 

0.0001 

4.79 

120 

115.21 

5.00 

5.76 

0.0010 

0.0166 

6.28 

120 

113.72 

5.00 

5.69 

0.0012 

0.0007 

6.28 

120 

113.72 

5.00 

5.69 

0.0012 

0.0061 

7.46 

110 

102.54 

5.00 

5.13 

0.0025 

0.0824 

7.46 

110 

102.54 

5.00 

5.13 

0.0025 

0.0068 

6.50 

120 

113.50 

4.00 

4.54 

0.0018 

0.0022 

6.50 

110 

103.50 

5.00 

5.17 

0.0025 

0.0011 

6.50 

120 

113.50 

4.00 

4.54 

0.0018 

0.0000 

3.18 

110 

106.82 

5.00 

5.34 

0.0025 

0.0095 

3.18 

120 

116.82 

4.00 

4.67 

0.0023 

0.0053 

3.18 

110 

106.82 

5.00 

5.34 

0.0025 

0.0144 

3.18 

120 

116.82 

4.00 

4.67 

0.0023 

0.0264 

4.07 

120 

115.93 

4.00 

4.64 

0.0018 

0.0034 

4.07 

120 

115.93 

4.00 

4.64 

0.0018 

0.0026 

4.07 

110 

105.93 

5.00 

5.30 

0.0025 

0.0071 





































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

8.06 

110 

101.94 

5.00 

5.10 

0.0025 

0.0005 

6.77 

120 

113.23 

5.00 

5.66 

0.0018 

0.0053 

4.32 

120 

115.68 

4.00 

4.63 

0.0023 

0.0274 

5.47 

110 

104.53 

5.00 

5.23 

0.0025 

0.0021 

5.47 

120 

114.53 

4.00 

4.58 

0.0023 

0.0109 

5.98 

120 

114.02 

4.00 

4.56 

0.0023 

0.0117 

8.12 

120 

111.88 

4.00 

4.48 

0.0023 

0.0116 

6.92 

120 

113.08 

4.00 

4.52 

0.0023 

0.0137 

8.96 

120 

111.04 

5.00 

5.55 

0.0018 

0.0046 

2.87 

120 

117.13 

4.00 

4.69 

0.0023 

0.0000 

5.82 

120 

114.18 

4.00 

4.57 

0.0023 

0.0029 

6.75 

120 

113.25 

4.00 

4.53 

0.0023 

0.0073 

6.75 

120 

113.25 

4.00 

4.53 

0.0023 

0.0067 

8.26 

100 

91.74 

5.00 

4.59 

0.0025 

0.0020 

8.07 

120 

111.93 

4.00 

4.48 

0.0023 

0.0002 

5.50 

110 

104.50 

5.00 

5.23 

0.0025 

0.0003 

5.50 

120 

114.50 

4.00 

4.58 

0.0023 

0.0051 

5.25 

110 

104.75 

5.00 

5.24 

0.0025 

0.0003 

6.45 

120 

113.55 

4.00 

4.54 

0.0023 

0.0254 

6.45 

110 

103.55 

5.00 

5.18 

0.0025 

0.0002 

6.45 

120 

113.55 

4.00 

4.54 

0.0023 

0.0208 

5.38 

120 

114.62 

5.00 

5.73 

0.0018 

0.0000 

5.38 

120 

114.62 

5.00 

5.73 

0.0012 

0.0000 

7.12 

120 

112.88 

5.00 

5.64 

0.0015 

0.0156 

7.12 

120 

112.88 

5.00 

5.64 

0.0015 

0.0490 

5.12 

110 

104.88 

5.00 

5.24 

0.0018 

0.0010 

5.12 

120 

114.88 

5.00 

5.74 

0.0015 

0.0000 

5.17 

120 

114.83 

4.00 

4.59 

0.0023 

0.0187 

7.40 

120 

112.60 

4.00 

4.50 

0.0023 

0.0086 

5.60 

110 

104.40 

5.00 

5.22 

0.0018 

0.0164 

5.60 

120 

114.40 

5.00 

5.72 

0.0015 

0.0000 

5.17 

110 

104.83 

5.00 

5.24 

0.0025 

0.0144 

5.17 

120 

114.83 

4.00 

4.59 

0.0023 

0.0264 

5.30 

120 

114.70 

5.00 

5.74 

0.0018 

0.0019 

5.30 

120 

114.70 

5.00 

5.74 

0.0012 

0.0000 

7.82 

110 

102.18 

4.00 

4.09 

0.0018 

0.0047 

7.82 

125 

117.18 

4.00 

4.69 

0.0020 

0.0144 

3.94 

120 

116.06 

4.00 

4.64 

0.0023 

0.0644 

3.52 

120 

116.48 

4.00 

4.66 

0.0023 

0.0373 

4.52 

120 

115.48 

5.00 

5.77 

0.0015 

0.0056 

7.73 

120 

112.27 

5.00 

5.61 

0.0018 

0.0094 

7.21 

110 

102.79 

5.00 

5.14 

0.0025 

0.0249 

8.23 

110 

101.77 

5.00 

5.09 

0.0025 

0.0032 

8.23 

120 

111.77 

4.00 

4.47 

0.0023 

0.0010 

5.68 

120 

114.32 

4.00 

4.57 

0.0023 

0.0112 

9.25 

120 

110.75 

4.00 

4.43 

0.0023 

0.0234 

9.25 

110 

100.75 

5.00 

5.04 

0.0025 

0.0000 

9.25 

120 

110.75 

4.00 

4.43 

0.0023 

0.0076 

8.28 

120 

111.72 

5.00 

5.59 

0.0018 

0.0464 

8.28 

120 

111.72 

5.00 

5.59 

0.0018 

0.0086 

8.28 

120 

111.72 

5.00 

5.59 

0.0012 

0.0000 

8.62 

110 

101.38 

4.00 

4.06 

0.0018 

0.0043 

8.62 

125 

116.38 

4.00 

4.66 

0.0020 

0.0126 

8.47 

120 

111.53 

5.00 

5.58 

0.0018 

0.0244 

8.47 

120 

111.53 

5.00 

5.58 

0.0018 

0.0226 










































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

8.47 

120 

111.53 

5.00 

5.58 

0.0012 

0.0000 

6.15 

120 

113.85 

4.00 

4.55 

0.0023 

0.0126 

4.64 

110 

105.36 

5.00 

5.27 

0.0025 

0.0001 

4.64 

120 

115.36 

4.00 

4.61 

0.0023 

0.0002 

7.52 

110 

102.48 

5.00 

5.12 

0.0025 

0.0010 

7.52 

120 

112.48 

4.00 

4.50 

0.0023 

0.0143 

4.91 

120 

115.09 

4.00 

4.60 

0.0023 

0.0523 

8.97 

125 

116.03 

4.00 

4.64 

0.0020 

0.0009 

5.47 

120 

114.53 

5.00 

5.73 

0.0015 

0.0098 

3.80 

120 

116.20 

4.00 

4.65 

0.0023 

0.0002 

4.65 

120 

115.35 

4.00 

4.61 

0.0023 

0.0011 

8.19 

120 

111.81 

4.00 

4.47 

0.0023 

0.0170 

8.19 

110 

101.81 

5.00 

5.09 

0.0025 

0.0000 

8.19 

120 

111.81 

4.00 

4.47 

0.0023 

0.0065 

3.33 

120 

116.67 

5.00 

5.83 

0.0015 

0.0339 

4.09 

110 

105.91 

5.00 

5.30 

0.0018 

0.0016 

7.82 

120 

112.18 

4.00 

4.49 

0.0023 

0.0174 

9.58 

100 

90.42 

5.00 

4.52 

0.0025 

0.0063 

4.75 

120 

115.25 

4.00 

4.61 

0.0023 

0.0457 

4.75 

120 

115.25 

4.00 

4.61 

0.0023 

0.0170 

3.56 

110 

106.44 

5.00 

5.32 

0.0025 

0.0005 

3.56 

120 

116.44 

4.00 

4.66 

0.0023 

0.0130 

7.72 

110 

102.28 

5.00 

5.11 

0.0025 

0.0009 

5.40 

120 

114.60 

5.00 

5.73 

0.0015 

0.0072 

5.49 

110 

104.51 

5.00 

5.23 

0.0025 

0.1046 

8.13 

120 

111.87 

4.00 

4.47 

0.0023 

0.0177 

6.37 

120 

113.63 

5.00 

5.68 

0.0015 

0.0292 

6.37 

120 

113.63 

5.00 

5.68 

0.0015 

0.0183 

7.11 

125 

117.89 

4.00 

4.72 

0.0020 

0.0105 

6.81 

120 

113.19 

5.00 

5.66 

0.0015 

0.0108 

5.70 

120 

114.30 

4.00 

4.57 

0.0023 

0.0099 

5.28 

110 

104.72 

5.00 

5.24 

0.0025 

0.0257 

5.28 

120 

114.72 

4.00 

4.59 

0.0023 

0.0740 

4.94 

110 

105.06 

5.00 

5.25 

0.0018 

0.0135 

4.94 

120 

115.06 

5.00 

5.75 

0.0015 

0.0015 

5.71 

120 

114.29 

4.00 

4.57 

0.0023 

0.0013 

8.20 

120 

111.80 

5.00 

5.59 

0.0018 

0.0364 

7.97 

120 

112.03 

5.00 

5.60 

0.0018 

0.0000 

6.73 

120 

113.27 

5.00 

5.66 

0.0015 

0.0005 

6.73 

120 

113.27 

5.00 

5.66 

0.0015 

0.0004 

7.94 

110 

102.06 

4.00 

4.08 

0.0018 

0.0028 

8.62 

120 

111.38 

5.00 

5.57 

0.0018 

0.0533 

8.07 

110 

101.93 

5.00 

5.10 

0.0025 

0.0005 

4.31 

110 

105.69 

5.00 

5.28 

0.0018 

0.0170 

5.80 

120 

114.20 

4.00 

4.57 

0.0023 

0.0074 

7.14 

120 

112.86 

4.00 

4.51 

0.0023 

0.0122 

6.92 

120 

113.08 

4.00 

4.52 

0.0023 

0.0039 

7.69 

120 

112.31 

4.00 

4.49 

0.0023 

0.0022 

5.36 

120 

114.64 

4.00 

4.59 

0.0023 

0.0049 

4.25 

120 

115.75 

4.00 

4.63 

0.0023 

0.1239 

4.25 

120 

115.75 

4.00 

4.63 

0.0023 

0.0494 

9.37 

125 

115.63 

4.00 

4.63 

0.0020 

0.0317 

5.87 

120 

114.13 

4.00 

4.57 

0.0023 

0.0141 

5.71 

120 

114.29 

4.00 

4.57 

0.0023 

0.0016 

5.71 

120 

114.29 

4.00 

4.57 

0.0023 

0.0000 






























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

5.86 

120 

114.14 

5.00 

5.71 

0.0015 

0.0217 

5.56 

110 

104.44 

5.00 

5.22 

0.0025 

0.0094 

5.56 

120 

114.44 

4.00 

4.58 

0.0023 

0.0073 

3.20 

120 

116.80 

4.00 

4.67 

0.0023 

0.0177 

8.97 

110 

101.03 

5.00 

5.05 

0.0025 

0.0002 

8.97 

120 

111.03 

4.00 

4.44 

0.0023 

0.0001 

9.94 

110 

100.06 

4.00 

4.00 

0.0018 

0.0000 

9.94 

125 

115.06 

4.00 

4.60 

0.0020 

0.0054 

9.94 

125 

115.06 

4.00 

4.60 

0.0020 

0.0011 

7.80 

120 

112.20 

4.00 

4.49 

0.0023 

0.0006 

6.26 

120 

113.74 

4.00 

4.55 

0.0023 

0.0520 

6.26 

120 

113.74 

4.00 

4.55 

0.0023 

0.0088 

5.49 

125 

119.51 

4.00 

4.78 

0.0020 

0.0008 

8.18 

120 

111.82 

4.00 

4.47 

0.0023 

0.0122 

9.36 

125 

115.64 

4.00 

4.63 

0.0020 

0.0018 

3.70 

120 

116.30 

5.00 

5.81 

0.0015 

0.0228 

3.70 

120 

116.30 

5.00 

5.81 

0.0015 

0.0301 

4.34 

110 

105.66 

5.00 

5.28 

0.0018 

0.0051 

7.89 

110 

102.11 

4.00 

4.08 

0.0018 

0.0006 

7.89 

125 

117.11 

4.00 

4.68 

0.0020 

0.0009 

7.97 

110 

102.03 

4.00 

4.08 

0.0018 

0.0041 

7.97 

125 

117.03 

4.00 

4.68 

0.0020 

0.0008 

7.43 

120 

112.57 

4.00 

4.50 

0.0023 

0.0047 

7.36 

110 

102.64 

5.00 

5.13 

0.0025 

0.0006 

7.36 

120 

112.64 

4.00 

4.51 

0.0023 

0.0120 

8.85 

100 

91.15 

5.00 

4.56 

0.0025 

0.0363 

8.85 

100 

91.15 

5.00 

4.56 

0.0025 

0.0128 

8.85 

120 

111.15 

4.00 

4.45 

0.0023 

0.0000 

8.37 

100 

91.63 

5.00 

4.58 

0.0025 

0.0080 

3.57 

120 

116.43 

4.00 

4.66 

0.0023 

0.0200 

3.57 

120 

116.43 

4.00 

4.66 

0.0023 

0.0015 

4.71 

120 

115.29 

4.00 

4.61 

0.0023 

0.0024 

6.67 

120 

113.33 

4.00 

4.53 

0.0023 

0.0083 

6.21 

110 

103.79 

5.00 

5.19 

0.0025 

0.0008 

6.21 

120 

113.79 

4.00 

4.55 

0.0023 

0.0002 

5.09 

120 

114.91 

4.00 

4.60 

0.0023 

0.0322 

8.62 

100 

91.38 

5.00 

4.57 

0.0025 

0.0128 

8.62 

120 

111.38 

4.00 

4.46 

0.0023 

0.0266 

8.62 

100 

91.38 

5.00 

4.57 

0.0025 

0.0046 

8.62 

120 

111.38 

4.00 

4.46 

0.0023 

0.0030 

9.51 

120 

110.49 

5.00 

5.52 

0.0018 

0.0034 

3.32 

120 

116.68 

4.00 

4.67 

0.0023 

0.0962 

6.51 

120 

113.49 

4.00 

4.54 

0.0023 

0.0200 

6.38 

110 

103.62 

5.00 

5.18 

0.0025 

0.0000 

6.37 

110 

103.63 

5.00 

5.18 

0.0025 

0.0009 

6.37 

120 

113.63 

4.00 

4.55 

0.0023 

0.0012 

6.43 

110 

103.57 

5.00 

5.18 

0.0025 

0.0002 

6.43 

120 

113.57 

4.00 

4.54 

0.0023 

0.0040 

7.55 

120 

112.45 

4.00 

4.50 

0.0023 

0.0335 

7.06 

120 

112.94 

4.00 

4.52 

0.0023 

0.0078 

8.05 

120 

111.95 

4.00 

4.48 

0.0023 

0.0114 

8.74 

120 

111.26 

4.00 

4.45 

0.0023 

0.0074 

8.74 

120 

111.26 

4.00 

4.45 

0.0023 

0.0119 

7.21 

110 

102.79 

5.00 

5.14 

0.0018 

0.0276 

7.21 

120 

112.79 

5.00 

5.64 

0.0015 

0.0036 



































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

3.87 

120 

116.13 

5.00 

5.81 

0.0015 

0.0129 

7.08 

120 

112.92 

5.00 

5.65 

0.0018 

0.0080 

7.08 

120 

112.92 

5.00 

5.65 

0.0018 

0.0133 

7.08 

120 

112.92 

5.00 

5.65 

0.0012 

0.0000 

5.39 

110 

104.61 

5.00 

5.23 

0.0025 

0.0134 

5.39 

120 

114.61 

4.00 

4.58 

0.0023 

0.0081 

5.20 

120 

114.80 

4.00 

4.59 

0.0023 

0.0212 

5.97 

110 

104.03 

5.00 

5.20 

0.0025 

0.0000 

5.97 

120 

114.03 

4.00 

4.56 

0.0023 

0.0628 

2.50 

120 

117.51 

4.00 

4.70 

0.0023 

0.0084 

8.43 

120 

111.57 

5.00 

5.58 

0.0015 

0.0039 

8.43 

120 

111.57 

5.00 

5.58 

0.0015 

0.0005 

6.82 

110 

103.18 

5.00 

5.16 

0.0018 

0.0080 

6.82 

120 

113.18 

5.00 

5.66 

0.0015 

0.0179 

7.82 

120 

112.18 

4.00 

4.49 

0.0023 

0.0107 

7.93 

100 

92.07 

5.00 

4.60 

0.0025 

0.0294 

7.93 

100 

92.07 

5.00 

4.60 

0.0025 

0.0008 

8.13 

100 

91.87 

5.00 

4.59 

0.0025 

0.0212 

8.13 

100 

91.87 

5.00 

4.59 

0.0025 

0.0038 

5.60 

120 

114.40 

4.00 

4.58 

0.0023 

0.0324 

5.75 

120 

114.25 

5.00 

5.71 

0.0015 

0.0072 

5.86 

120 

114.14 

4.00 

4.57 

0.0023 

0.0273 

5.34 

120 

114.66 

4.00 

4.59 

0.0023 

0.0034 

5.34 

110 

104.66 

5.00 

5.23 

0.0025 

0.0003 

5.34 

120 

114.66 

4.00 

4.59 

0.0023 

0.0022 

8.62 

125 

116.38 

4.00 

4.66 

0.0020 

0.0153 

6.06 

125 

118.94 

4.00 

4.76 

0.0020 

0.0003 

5.70 

120 

114.30 

5.00 

5.72 

0.0015 

0.0003 

5.86 

110 

104.14 

5.00 

5.21 

0.0025 

0.0020 

5.86 

120 

114.14 

4.00 

4.57 

0.0023 

0.0051 

8.11 

120 

111.89 

5.00 

5.59 

0.0015 

0.0002 

5.38 

110 

104.62 

5.00 

5.23 

0.0025 

0.0281 

5.38 

120 

114.62 

4.00 

4.58 

0.0023 

0.0015 

8.25 

120 

111.75 

4.00 

4.47 

0.0023 

0.0188 

6.52 

120 

113.48 

4.00 

4.54 

0.0023 

0.0259 

4.80 

120 

115.20 

4.00 

4.61 

0.0023 

0.0455 

8.20 

125 

116.80 

4.00 

4.67 

0.0020 

0.0225 

8.58 

110 

101.42 

4.00 

4.06 

0.0018 

0.0014 

8.58 

125 

116.42 

4.00 

4.66 

0.0020 

0.0433 

8.01 

120 

111.99 

5.00 

5.60 

0.0015 

0.0000 

7.82 

100 

92.18 

5.00 

4.61 

0.0025 

0.1004 

7.82 

120 

112.18 

4.00 

4.49 

0.0023 

0.0559 

8.46 

125 

116.54 

4.00 

4.66 

0.0020 

0.0107 

8.27 

110 

101.73 

4.00 

4.07 

0.0018 

0.0006 

8.27 

125 

116.73 

4.00 

4.67 

0.0020 

0.0282 

3.80 

120 

116.20 

5.00 

5.81 

0.0015 

0.0099 

7.80 

110 

102.20 

5.00 

5.11 

0.0025 

0.0001 

4.53 

110 

105.47 

5.00 

5.27 

0.0018 

0.0000 

4.53 

120 

115.47 

5.00 

5.77 

0.0015 

0.0056 

8.24 

120 

111.76 

4.00 

4.47 

0.0023 

0.0066 

3.86 

120 

116.14 

4.00 

4.65 

0.0023 

0.0039 

7.63 

120 

112.37 

5.00 

5.62 

0.0015 

0.0030 

7.63 

120 

112.37 

5.00 

5.62 

0.0015 

0.0688 

4.00 

120 

116.00 

5.00 

5.80 

0.0015 

0.0068 

5.41 

110 

104.59 

5.00 

5.23 

0.0025 

0.0012 















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

5.41 

120 

114.59 

4.00 

4.58 

0.0023 

0.0115 

7.29 

120 

112.71 

4.00 

4.51 

0.0023 

0.0185 

7.29 

120 

112.71 

4.00 

4.51 

0.0023 

0.0019 

6.52 

110 

103.48 

5.00 

5.17 

0.0018 

0.0265 

6.52 

120 

113.48 

5.00 

5.67 

0.0015 

0.0100 

6.52 

110 

103.48 

5.00 

5.17 

0.0018 

0.0023 

6.52 

120 

113.48 

5.00 

5.67 

0.0015 

0.0064 

5.07 

110 

104.93 

5.00 

5.25 

0.0025 

0.0010 

6.42 

120 

113.58 

4.00 

4.54 

0.0023 

0.0087 

6.42 

120 

113.58 

4.00 

4.54 

0.0023 

0.0007 

7.43 

110 

102.57 

5.00 

5.13 

0.0025 

0.0000 

7.43 

120 

112.57 

4.00 

4.50 

0.0023 

0.0209 

6.65 

120 

113.35 

4.00 

4.53 

0.0023 

0.0099 

5.87 

120 

114.13 

4.00 

4.57 

0.0023 

0.0135 

6.00 

120 

114.00 

4.00 

4.56 

0.0023 

0.0000 

5.21 

120 

114.79 

5.00 

5.74 

0.0015 

0.0018 

6.39 

120 

113.61 

4.00 

4.54 

0.0023 

0.0006 

7.01 

120 

112.99 

4.00 

4.52 

0.0023 

0.0224 

4.69 

110 

105.31 

5.00 

5.27 

0.0018 

0.0011 

5.29 

120 

114.71 

4.00 

4.59 

0.0023 

0.0140 

6.01 

110 

103.99 

5.00 

5.20 

0.0018 

0.0005 

6.01 

120 

113.99 

5.00 

5.70 

0.0015 

0.0060 

6.01 

120 

113.99 

5.00 

5.70 

0.0015 

0.0059 

6.01 

120 

113.99 

5.00 

5.70 

0.0015 

0.0003 

5.51 

110 

104.49 

5.00 

5.22 

0.0025 

0.0000 

5.51 

120 

114.49 

4.00 

4.58 

0.0023 

0.0311 

4.67 

120 

115.33 

5.00 

5.77 

0.0015 

0.0172 

8.35 

100 

91.65 

5.00 

4.58 

0.0025 

0.0003 

8.35 

120 

111.65 

4.00 

4.47 

0.0023 

0.0048 

8.81 

125 

116.19 

4.00 

4.65 

0.0020 

0.0362 

7.48 

120 

112.52 

5.00 

5.63 

0.0018 

0.0248 

7.87 

110 

102.13 

5.00 

5.11 

0.0025 

0.0004 

7.87 

120 

112.13 

4.00 

4.49 

0.0023 

0.0116 

5.09 

120 

114.91 

5.00 

5.75 

0.0015 

0.0043 

9.51 

125 

115.49 

4.00 

4.62 

0.0020 

0.0518 

4.70 

110 

105.30 

5.00 

5.27 

0.0018 

0.0000 

4.70 

120 

115.30 

5.00 

5.77 

0.0015 

0.0052 

5.35 

120 

114.65 

4.00 

4.59 

0.0023 

0.0255 

5.35 

120 

114.65 

4.00 

4.59 

0.0023 

0.0005 

7.32 

125 

117.68 

4.00 

4.71 

0.0020 

0.0212 

3.85 

120 

116.15 

5.00 

5.81 

0.0015 

0.0142 

6.77 

125 

118.23 

4.00 

4.73 

0.0020 

0.0181 

3.81 

120 

116.19 

5.00 

5.81 

0.0015 

0.0029 

6.95 

120 

113.05 

4.00 

4.52 

0.0023 

0.0148 

8.91 

120 

111.09 

4.00 

4.44 

0.0023 

0.0067 

8.42 

120 

111.58 

4.00 

4.46 

0.0023 

0.0058 

8.14 

120 

111.86 

4.00 

4.47 

0.0023 

0.0188 

10.63 

120 

109.37 

5.00 

5.47 

0.0015 

0.0026 

10.63 

120 

109.37 

5.00 

5.47 

0.0015 

0.0398 

6.95 

120 

113.05 

4.00 

4.52 

0.0023 

0.0071 

6.54 

120 

113.46 

4.00 

4.54 

0.0023 

0.0128 

6.49 

120 

113.51 

4.00 

4.54 

0.0023 

0.0332 

6.49 

110 

103.51 

5.00 

5.18 

0.0018 

0.0230 

6.49 

120 

113.51 

5.00 

5.68 

0.0015 

0.0059 

10.12 

100 

89.88 

5.00 

4.49 

0.0025 

0.0190 














































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone (Fresh 
/ Saline) 



Type of Area 

(Command / Non- Hydrogeological Unit 
command) 


09004026 


Todi Simrol 


Torna 


Umarjhala 


Veripura 


Adi Bheet 


Ala Prithvigarh 


Bagra 


Bakhatpura 


Bari 


Bari Mala 


Baroda 


Beelriya 


Bhatpura 


Bheemgarh 


Bilakho 


Bor Khera 


Boriya 


Borkhera 


Bortalab 


Chacha Kota 


Chanda Doongri 


Cheeb 


Chhapariya 


Chhoti Mala 


Chitab 


Danakshari 


Deogarh 


Deri 


Ganaoo 


Himmatpuri 


Jeewa Ka Parda 


Jet 


Kakanseja 


Kalyanpura 


Katumbi 


0828000103384900 


0828000203408400 


0828000103375700 


0828000103383800 


0828000303443800 


0828000303429900 


0828000303427900 


0828000303447100 


0828000303437500 


0828000303436500 


0828000303436200 


0828000303445800 


0828000303437100 


0828000303446800 


0828000303429800 


0828000303429500 


0828000303427600 


0828000303445900 


0828000303444700 


0828000303435900 


0828000303429700 


0828000303455900 


0828000303427400 


0828000303437300 


0828000303436400 


0828000303444300 


0828000303437600 


0828000303447200 


0828000303443700 


0828000303449500 


0828000303455800 


0828000303436600 


0828000303456300 


0828000303430000 


0828000303449700 


0828000303437800 


7.12 Fresh 


4.52 Fresh 


5.08 Fresh 



1.66 Fresh 


2.25 Fresh 


1.41 Fresh 



3.50 Fresh 


1.94 Fresh 


4.23 Fresh 


1.28 Fresh 


5.83 Fresh 


1.31 Fresh 


1.19 Fresh 


1.29 Fresh 


4.48 Fresh 


0.95 Fresh 


2.47 Fresh 


2.93 Fresh 


1.79 Fresh 


1.23 Fresh 


6.64 Fresh 


0.74 Fresh 


3.84 Fresh 



1.36 Fresh 


11.29 Fresh 


Non-command 


Non-command 


Command 


Command 


Command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Deccan Traps 


Deccan Traps 


Gneisses(B.G.C.) 


Deccan Traps 


Gneisses(B.G.C.) 


Deccan Traps 


Deccan Traps 


Gneisses(B.G.C) 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Gneisses(B.G.C) 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Gneisses(B.G.C.) 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Gneisses(B.G.C) 


Deccan Traps 


Deccan Traps 


Gneisses(B.G.C.) 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Gneisses(B.G.C) 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Deccan Traps 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

10.12 

100 

89.88 

5.00 

4.49 

0.0025 

0.0067 

10.12 

120 

109.88 

4.00 

4.40 

0.0023 

0.0000 

7.46 

110 

102.54 

5.00 

5.13 

0.0025 

0.0021 

3.46 

120 

116.54 

4.00 

4.66 

0.0023 

0.0005 

5.93 

120 

114.07 

4.00 

4.56 

0.0023 

0.0281 

5.93 

120 

114.07 

4.00 

4.56 

0.0023 

0.0231 

4.95 

110 

105.05 

5.00 

5.25 

0.0018 

0.0285 

4.95 

120 

115.05 

5.00 

5.75 

0.0015 

0.0000 

8.42 

110 

101.58 

4.00 

4.06 

0.0018 

0.0000 

8.42 

125 

116.58 

4.00 

4.66 

0.0020 

0.0040 

8.42 

125 

116.58 

4.00 

4.66 

0.0020 

0.0226 

8.06 

110 

101.94 

5.00 

5.10 

0.0025 

0.0019 

8.06 

120 

111.94 

4.00 

4.48 

0.0023 

0.0064 

7.53 

120 

112.47 

4.00 

4.50 

0.0023 

0.0168 

4.53 

120 

115.47 

4.00 

4.62 

0.0018 

0.0182 

5.15 

125 

119.85 

3.00 

3.60 

0.0018 

0.0001 

5.15 

110 

104.85 

5.00 

5.24 

0.0025 

0.0164 

4.10 

125 

120.90 

3.00 

3.63 

0.0018 

0.0154 

4.10 

110 

105.90 

5.00 

5.30 

0.0025 

0.0101 

3.93 

120 

116.07 

4.00 

4.64 

0.0018 

0.0285 

8.65 

125 

116.35 

3.00 

3.49 

0.0018 

0.0013 

8.65 

110 

101.35 

5.00 

5.07 

0.0025 

0.0006 

6.20 

120 

113.80 

4.00 

4.55 

0.0018 

0.0337 

6.29 

120 

113.71 

4.00 

4.55 

0.0018 

0.0102 

5.46 

125 

119.54 

3.00 

3.59 

0.0018 

0.0211 

5.46 

110 

104.54 

5.00 

5.23 

0.0025 

0.0192 

6.61 

125 

118.39 

3.00 

3.55 

0.0018 

0.0009 

6.28 

120 

113.72 

4.00 

4.55 

0.0018 

0.0095 

9.48 

125 

115.52 

3.00 

3.47 

0.0018 

0.0009 

5.65 

125 

119.35 

3.00 

3.58 

0.0018 

0.0240 

5.65 

110 

104.35 

5.00 

5.22 

0.0025 

0.0029 

6.55 

120 

113.45 

4.00 

4.54 

0.0018 

0.0075 

3.78 

125 

121.22 

3.00 

3.64 

0.0018 

0.0091 

5.97 

125 

119.03 

3.00 

3.57 

0.0018 

0.0110 

7.83 

125 

117.17 

3.00 

3.51 

0.0018 

0.0110 

6.20 

125 

118.80 

3.00 

3.56 

0.0018 

0.0067 

5.04 

125 

119.96 

3.00 

3.60 

0.0018 

0.0406 

5.04 

110 

104.96 

5.00 

5.25 

0.0025 

0.0014 

6.54 

125 

118.46 

3.00 

3.55 

0.0018 

0.0046 

4.11 

125 

120.89 

3.00 

3.63 

0.0018 

0.0010 

4.11 

110 

105.89 

5.00 

5.29 

0.0025 

0.0002 

6.31 

120 

113.69 

4.00 

4.55 

0.0018 

0.0116 

6.20 

120 

113.80 

4.00 

4.55 

0.0018 

0.0095 

7.21 

120 

112.79 

4.00 

4.51 

0.0018 

0.0121 

6.61 

120 

113.39 

4.00 

4.54 

0.0018 

0.0078 

9.40 

125 

115.60 

3.00 

3.47 

0.0018 

0.0020 

6.78 

120 

113.22 

4.00 

4.53 

0.0018 

0.0780 

5.41 

110 

104.59 

5.00 

5.23 

0.0025 

0.0001 

5.97 

125 

119.03 

3.00 

3.57 

0.0018 

0.0070 

6.37 

120 

113.63 

4.00 

4.55 

0.0018 

0.0084 

8.02 

125 

116.98 

3.00 

3.51 

0.0018 

0.0032 

4.63 

125 

120.37 

3.00 

3.61 

0.0018 

0.0175 

4.63 

110 

105.37 

5.00 

5.27 

0.0025 

0.0525 

6.82 

110 

103.18 

5.00 

5.16 

0.0025 

0.0007 

6.67 

120 

113.33 

4.00 

4.53 

0.0018 

0.0134 






















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone (Fresh 
/ Saline) 



Khalda 


Khandiya Deo 


Khanpura 


Khardeo 


Kharkhoti 


Kharwali 


Kherdi 


Kheri Kachriya 


Khori Peepli 


Kikapara 


Kotra 


Kular Kheri 


Kundla Kalan 


Kundla Khurd 


Laloopara 


Lalpura 


Laxmangarh @ Jhari 


Lodha Jageer 


Mahuri Para 


Mangaliya Khora 


Mara 


Mundri Para 


Nadiya 


Napla 


Nathpura Kalan 


Nathpura Khurd 


Nawa Tapra Deva 


Pachor 


Pada 


Padla 


Pagari 


Palaswani 


Panchalwasa 


Patinagra 


Phephar 


Ramgarh 


Rel 


Sajwaniya 


Samapara 


Sarwan 


Seengpura 


Semla Khora 


Semla Para 


Semliya 


Siyari 


Surjipara 


Talab 


Tamtiya 


0828000303428100 


0828000303445300 


0828000303436800 


0828000303445200 


0828000103405000 


0828000303447500 


0828000303428000 


0828000303456600 


0828000303447300 


0828000303444100 


0828000303429600 


0828000303445700 


0828000303436100 


0828000303444800 


0828000303445500 


0828000303437400 


0828000303430100 


0828000303444500 


0828000303436900 


0828000303455600 


0828000303444400 


0828000303437000 


0828000303456800 


0828000303444000 


0828000303456500 


0828000303447400 


0828000303456200 


0828000303456700 


0828000303427800 


0828000303444900 


0828000303446700 


0828000303456400 


0828000303436300 


0828000303429400 


0828000303443500 


0828000303427700 


0828000303443900 


0828000303437200 


0828000303445100 


0828000303443600 


0828000303447600 


0828000303456100 


0828000303456000 


0828000303444600 


0828000303428200 


0828000303449600 


0828000303444200 


0828000103404600 


4.52 Fresh 


1.85 Fresh 


0.83 Fresh 


0.63 Fresh 


5.61 Fresh 


3.44 Fresh 


1.74 Fresh 


2.01 Fresh 


1.83 Fresh 


1.11 Fresh 


9.76 Fresh 


3.42 Fresh 


3.59 Fresh 


6.70 Fresh 



0.85 Fresh 


0.64 Fresh 


1.63 Fresh 


4.22 Fresh 


0.75 Fresh 


2.64 Fresh 


2.61 Fresh 


2.14 Fresh 


13.79 Fresh 


3.98 Fresh 


1.08 Fresh 


2.93 Fresh 


1.40 Fresh 


11.35 Fresh 


12.22 Fresh 


0.89 Fresh 


1.30 Fresh 


3.91 Fresh 


3.02 Fresh 


0.93 Fresh 


1.86 Fresh 


2.97 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Deccan Traps 

Non-command 

Gneisses(B.G.C) 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Gneisses(B.G.C) 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Gneisses(B.G.C) 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Gneisses(B.G.C) 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Gneisses(B.G.C) 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Gneisses(B.G.C) 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Gneisses(B.G.C) 

Non-command 

Deccan Traps 

Non-command 

Gneisses(B.G.C) 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Gneisses(B.G.C) 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

9.41 

125 

115.59 

3.00 

3.47 

0.0018 

0.0106 

9.41 

110 

100.59 

5.00 

5.03 

0.0025 

0.0173 

5.31 

120 

114.69 

4.00 

4.59 

0.0018 

0.0000 

8.84 

125 

116.16 

3.00 

3.48 

0.0018 

0.0002 

6.43 

120 

113.57 

4.00 

4.54 

0.0018 

0.0066 

9.17 

125 

115.83 

3.00 

3.47 

0.0018 

0.0030 

4.63 

120 

115.37 

5.00 

5.77 

0.0010 

0.0004 

7.29 

125 

117.71 

3.00 

3.53 

0.0018 

0.0058 

7.29 

110 

102.71 

5.00 

5.14 

0.0025 

0.0286 

4.51 

120 

115.49 

4.00 

4.62 

0.0018 

0.0095 

6.74 

125 

118.26 

3.00 

3.55 

0.0018 

0.0125 

9.08 

125 

115.92 

3.00 

3.48 

0.0018 

0.0111 

6.15 

120 

113.85 

4.00 

4.55 

0.0018 

0.0088 

5.99 

120 

114.01 

4.00 

4.56 

0.0018 

0.0779 

7.13 

125 

117.87 

3.00 

3.54 

0.0018 

0.0150 

7.81 

125 

117.19 

3.00 

3.52 

0.0018 

0.0177 

8.88 

125 

116.12 

3.00 

3.48 

0.0018 

0.0356 

8.88 

110 

101.12 

5.00 

5.06 

0.0025 

0.0085 

7.63 

125 

117.37 

3.00 

3.52 

0.0018 

0.0020 

6.40 

120 

113.60 

4.00 

4.54 

0.0018 

0.0070 

4.91 

110 

105.09 

5.00 

5.25 

0.0025 

0.0045 

7.98 

125 

117.02 

3.00 

3.51 

0.0018 

0.0085 

6.62 

120 

113.38 

4.00 

4.54 

0.0018 

0.0032 

8.10 

125 

116.90 

3.00 

3.51 

0.0018 

0.0003 

6.79 

120 

113.21 

4.00 

4.53 

0.0018 

0.0049 

6.72 

120 

113.28 

4.00 

4.53 

0.0018 

0.0155 

8.17 

120 

111.83 

4.00 

4.47 

0.0018 

0.1316 

5.67 

120 

114.33 

4.00 

4.57 

0.0018 

0.0171 

7.60 

125 

117.40 

3.00 

3.52 

0.0018 

0.0249 

8.27 

125 

116.73 

3.00 

3.50 

0.0018 

0.0057 

8.27 

110 

101.73 

5.00 

5.09 

0.0025 

0.0107 

7.95 

125 

117.05 

3.00 

3.51 

0.0018 

0.0050 

6.73 

125 

118.27 

3.00 

3.55 

0.0018 

0.0039 

4.02 

120 

115.98 

4.00 

4.64 

0.0018 

0.0027 

9.39 

125 

115.61 

3.00 

3.47 

0.0018 

0.0100 

9.39 

110 

100.61 

5.00 

5.03 

0.0025 

0.0225 

9.32 

125 

115.68 

3.00 

3.47 

0.0018 

0.0000 

8.00 

125 

117.00 

3.00 

3.51 

0.0018 

0.0155 

6.75 

120 

113.25 

4.00 

4.53 

0.0018 

0.0207 

6.57 

120 

113.43 

4.00 

4.54 

0.0018 

0.0100 

8.76 

120 

111.24 

4.00 

4.45 

0.0018 

0.0209 

3.88 

120 

116.12 

4.00 

4.64 

0.0018 

0.0213 

5.30 

120 

114.70 

4.00 

4.59 

0.0018 

0.0086 

6.00 

120 

114.00 

4.00 

4.56 

0.0018 

0.0234 

9.11 

125 

115.89 

3.00 

3.48 

0.0018 

0.0025 

9.11 

110 

100.89 

5.00 

5.04 

0.0025 

0.0103 

10.68 

120 

109.32 

4.00 

4.37 

0.0018 

0.0083 

7.78 

110 

102.22 

5.00 

5.11 

0.0025 

0.0141 

7.39 

125 

117.61 

3.00 

3.53 

0.0018 

0.0040 

6.25 

125 

118.75 

3.00 

3.56 

0.0018 

0.0081 

7.17 

125 

117.83 

3.00 

3.54 

0.0018 

0.0242 

6.02 

120 

113.98 

4.00 

4.56 

0.0018 

0.0117 

6.72 

110 

103.28 

5.00 

5.16 

0.0025 

0.0003 

6.67 

120 

113.33 

4.00 

4.53 

0.0018 

0.0148 

4.79 

120 

115.21 

5.00 

5.76 

0.0010 

0.0003 


























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 

Census Code 

Wank 

0828000303436700 

Abapura 

0828000303446200 

Amarpura 

0828000303446400 

Anandpura 

0828000303455300 

Badleeya Khurd 

0828000303446100 

Badrel Jageer 

0828000303449900 



Badrel Khurd 


Bageri Charpota 


Bageri Hareg 


Bageri Maida 


Bakhatpura 


0828000303447000 


0828000303453500 


0828000303453800 


0828000303454000 


0828000303447100 


Bala Chuna 


Barla Ki Rel 


Barlipara 


Barlipara Manji 


Baroda 


Barwara Bherooji 


Barwara Machhar 


Barwara Rajeeya 


Bharatliya 


Bhatpura 


Bhawanpura 


Bheleeya Talab 


Bhojiya Kalan 


Bhojiya Khurd 


Bhoot Para 


Bijalpur 


Bijori Kalan 


Bor Khabar 


Boriya 


Chapariya 


Chhani Mahuri 


Chhappar 


Chitab 


Dabri Kamal 


Deogarh 


Deoka 


Detkiya Bara 


Detkiya Chhota 


Dhawara Dara 


Doriya Ki Rel 


Fateh Pura 


Fera Doongri 


Gamda 


Gara 


Ghora 


Himmatpuri 


Jagpura 


Jaswantpura 


Jharniya 


Jogrimal 


Kalanala 


Kaliyari 


0828000503509400 


0828000503509000 


0828000303452600 


0828000303454500 


0828000303445800 


0828000303453600 


0828000303453300 


0828000303453200 


0828000303453900 


0828000303446800 


0828000303451800 


0828000303453400 


0828000303449200 


0828000303450300 


0828000303451600 


0828000503509200 


0828000503519500 


0828000303451500 


0828000303445900 


0828000303455000 


0828000303452100 


0828000303451900 


0828000303444300 


0828000303452900 


0828000303447200 


0828000303454200 


0828000303452800 


0828000303453000 


0828000303455100 


0828000303451300 


0828000303450100 


0828000503508300 


0828000303450500 


0828000303452300 


0828000303454900 


0828000303455800 


0828000303445600 


0828000303450200 


0828000303455500 


0828000503508400 


0828000303450800 


0828000303455400 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Hydrogeological Unit 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Gneisses(B.G.C) 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Gneisses(B.G.C.) 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

6.47 

120 

113.53 

4.00 

4.54 

0.0018 

0.0127 

7.18 

125 

117.82 

3.00 

3.53 

0.0018 

0.0024 

8.49 

125 

116.51 

3.00 

3.50 

0.0018 

0.0046 

9.69 

125 

115.31 

3.00 

3.46 

0.0018 

0.0101 

7.73 

125 

117.27 

3.00 

3.52 

0.0018 

0.0060 

8.29 

125 

116.71 

3.00 

3.50 

0.0018 

0.0130 

8.29 

110 

101.71 

5.00 

5.09 

0.0025 

0.0003 

9.65 

125 

115.35 

3.00 

3.46 

0.0018 

0.0044 

14.59 

125 

110.41 

3.00 

3.31 

0.0018 

0.0143 

9.17 

125 

115.83 

3.00 

3.47 

0.0018 

0.0077 

11.36 

125 

113.64 

3.00 

3.41 

0.0018 

0.0060 

8.65 

125 

116.35 

3.00 

3.49 

0.0018 

0.0072 

8.65 

110 

101.35 

5.00 

5.07 

0.0025 

0.0000 

5.27 

125 

119.73 

3.00 

3.59 

0.0018 

0.0098 

8.69 

125 

116.31 

3.00 

3.49 

0.0018 

0.0210 

6.30 

125 

118.70 

3.00 

3.56 

0.0018 

0.0018 

11.99 

125 

113.01 

3.00 

3.39 

0.0018 

0.0386 

6.61 

125 

118.39 

3.00 

3.55 

0.0018 

0.0073 

9.95 

125 

115.05 

3.00 

3.45 

0.0018 

0.0148 

12.02 

125 

112.98 

3.00 

3.39 

0.0018 

0.0104 

10.16 

125 

114.84 

3.00 

3.45 

0.0018 

0.0151 

8.31 

125 

116.69 

3.00 

3.50 

0.0018 

0.0158 

9.48 

125 

115.52 

3.00 

3.47 

0.0018 

0.0070 

6.56 

125 

118.44 

3.00 

3.55 

0.0018 

0.0050 

13.13 

125 

111.87 

3.00 

3.36 

0.0018 

0.0134 

7.10 

125 

117.90 

3.00 

3.54 

0.0018 

0.0062 

9.33 

125 

115.67 

3.00 

3.47 

0.0018 

0.0043 

8.03 

125 

116.97 

3.00 

3.51 

0.0018 

0.0241 

6.09 

125 

118.91 

3.00 

3.57 

0.0018 

0.0170 

7.36 

125 

117.64 

3.00 

3.53 

0.0018 

0.0011 

8.32 

125 

116.68 

3.00 

3.50 

0.0018 

0.0344 

5.97 

125 

119.03 

3.00 

3.57 

0.0018 

0.0073 

9.68 

125 

115.32 

3.00 

3.46 

0.0018 

0.0310 

8.23 

125 

116.77 

3.00 

3.50 

0.0018 

0.0002 

6.95 

125 

118.05 

3.00 

3.54 

0.0018 

0.0040 

7.21 

120 

112.79 

4.00 

4.51 

0.0018 

0.0009 

8.16 

125 

116.84 

3.00 

3.51 

0.0018 

0.0165 

9.40 

125 

115.60 

3.00 

3.47 

0.0018 

0.0075 

16.65 

125 

108.35 

3.00 

3.25 

0.0018 

0.0151 

6.75 

125 

118.25 

3.00 

3.55 

0.0018 

0.0058 

6.51 

125 

118.49 

3.00 

3.55 

0.0018 

0.0020 

9.75 

125 

115.25 

3.00 

3.46 

0.0018 

0.0113 

8.88 

125 

116.12 

3.00 

3.48 

0.0018 

0.0082 

9.53 

125 

115.47 

3.00 

3.46 

0.0018 

0.0040 

12.90 

125 

112.10 

3.00 

3.36 

0.0018 

0.0240 

8.91 

125 

116.09 

3.00 

3.48 

0.0018 

0.0135 

7.36 

125 

117.64 

3.00 

3.53 

0.0018 

0.0100 

9.09 

125 

115.91 

3.00 

3.48 

0.0018 

0.0043 

5.97 

125 

119.03 

3.00 

3.57 

0.0018 

0.0119 

7.94 

125 

117.06 

3.00 

3.51 

0.0018 

0.0089 

9.53 

125 

115.47 

3.00 

3.46 

0.0018 

0.0046 

9.63 

125 

115.37 

3.00 

3.46 

0.0018 

0.0224 

10.23 

125 

114.77 

3.00 

3.44 

0.0018 

0.0075 

9.41 

125 

115.59 

3.00 

3.47 

0.0018 

0.0107 

9.69 

125 

115.31 

3.00 

3.46 

0.0018 

0.0168 











































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Khajoora 


Khalpur 


Khandiya Deo 


Khandu 


Khardeo 


Kharwali 


Khera 


Khoonta 


Khopara 


Khori Peepli 


Kotra 


Kular Kheri 


Kundiya 


Kundla Khurd 


Lala Ada 


Laloopara 


Lodha Gariyan 


Lodha Jageer 


Maheshpura 


Mahuri Para 


Mangaladayra 


Mangaliya Khora 


Manpura 


Mediya Katara 


Mediya Maida 


Mediyadidor 


Nal 


Nalda 


Nawa Khera 


Nawalapara 


Nawatapra Hira 


Padla 


Pagari 


Potaliya 


Raghunathpura 


Ramgarh 


Rangi 


Rani Bani 


Ratan Pura Galiya 


Ratan Pura Kaliya 


Rooparel 


Rooppura 


Sakarwat 


Sakri Nal 


Saliya 


Salrapara 


Samriya 


Sangesari 


Seemsagra 


Semla Khora 


Singli 


Surwaniya 


Tagu Pipli 


Talaipara 


Theekariya 


Census Code 


0828000503509100 


0828000303453700 


0828000303445300 


0828000303446300 


0828000303445200 


0828000303447500 


0828000303452700 


0828000503508800 


0828000403473600 


0828000303447300 


0828000503508900 


0828000303445700 


0828000503508600 


0828000303444800 


0828000303451400 


0828000303445500 


0828000303445400 


0828000303444500 


0828000303454100 


0828000303453100 


0828000403473700 


0828000303455600 


0828000303446500 


0828000303450700 


0828000303451000 


0828000303450900 


0828000303449400 


0828000303451100 


0828000303451200 


0828000303452500 


0828000303446600 


0828000303444900 


0828000303446700 


0828000503508500 


0828000303449800 


0828000303454600 


0828000303452400 


0828000303449300 


0828000303452000 


0828000303450000 


0828000303454800 


0828000303455700 


0828000303454700 


0828000303454400 


0828000303451700 


0828000303446900 


0828000303448800 


0828000303455200 


0828000503518600 


0828000303456100 


0828000503507900 


0828000303454300 


0828000303450400 


0828000503508700 


0828000303446000 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

6.48 

125 

118.52 

3.00 

3.56 

0.0018 

0.0188 

8.47 

125 

116.53 

3.00 

3.50 

0.0018 

0.0224 

8.84 

125 

116.16 

3.00 

3.48 

0.0018 

0.0110 

8.37 

125 

116.63 

3.00 

3.50 

0.0018 

0.0080 

9.17 

125 

115.83 

3.00 

3.47 

0.0018 

0.0008 

7.29 

125 

117.71 

3.00 

3.53 

0.0018 

0.0000 

6.52 

125 

118.48 

3.00 

3.55 

0.0018 

0.0193 

9.16 

125 

115.84 

3.00 

3.48 

0.0018 

0.0228 

15.46 

125 

109.54 

3.00 

3.29 

0.0018 

0.0000 

9.08 

125 

115.92 

3.00 

3.48 

0.0018 

0.0000 

9.28 

125 

115.72 

3.00 

3.47 

0.0018 

0.0074 

7.13 

125 

117.87 

3.00 

3.54 

0.0018 

0.0061 

9.98 

125 

115.02 

3.00 

3.45 

0.0018 

0.0220 

8.88 

125 

116.12 

3.00 

3.48 

0.0018 

0.0005 

8.85 

125 

116.15 

3.00 

3.48 

0.0018 

0.0243 

7.63 

125 

117.37 

3.00 

3.52 

0.0018 

0.0092 

8.47 

125 

116.53 

3.00 

3.50 

0.0018 

0.0026 

7.98 

125 

117.02 

3.00 

3.51 

0.0018 

0.0111 

16.75 

125 

108.25 

3.00 

3.25 

0.0018 

0.0318 

8.01 

125 

116.99 

3.00 

3.51 

0.0018 

0.0070 

10.15 

125 

114.85 

3.00 

3.45 

0.0018 

0.0000 

8.10 

125 

116.90 

3.00 

3.51 

0.0018 

0.0125 

8.93 

125 

116.07 

3.00 

3.48 

0.0018 

0.0065 

10.56 

125 

114.44 

3.00 

3.43 

0.0018 

0.0061 

8.40 

125 

116.60 

3.00 

3.50 

0.0018 

0.0087 

8.74 

125 

116.26 

3.00 

3.49 

0.0018 

0.0088 

6.81 

125 

118.19 

3.00 

3.55 

0.0018 

0.0036 

7.93 

125 

117.07 

3.00 

3.51 

0.0018 

0.0268 

9.26 

125 

115.74 

3.00 

3.47 

0.0018 

0.0607 

6.33 

125 

118.67 

3.00 

3.56 

0.0018 

0.0086 

9.07 

125 

115.93 

3.00 

3.48 

0.0018 

0.0044 

9.39 

125 

115.61 

3.00 

3.47 

0.0018 

0.0008 

9.32 

125 

115.68 

3.00 

3.47 

0.0018 

0.0045 

12.75 

125 

112.25 

3.00 

3.37 

0.0018 

0.0172 

9.64 

125 

115.36 

3.00 

3.46 

0.0018 

0.0019 

10.00 

125 

115.00 

3.00 

3.45 

0.0018 

0.0089 

6.60 

125 

118.40 

3.00 

3.55 

0.0018 

0.0079 

7.91 

125 

117.09 

3.00 

3.51 

0.0018 

0.0036 

7.60 

125 

117.40 

3.00 

3.52 

0.0018 

0.0006 

9.62 

125 

115.38 

3.00 

3.46 

0.0018 

0.0023 

8.34 

125 

116.66 

3.00 

3.50 

0.0018 

0.0064 

5.86 

125 

119.14 

3.00 

3.57 

0.0018 

0.0112 

9.38 

125 

115.62 

3.00 

3.47 

0.0018 

0.0069 

17.89 

125 

107.11 

3.00 

3.21 

0.0018 

0.0207 

7.25 

125 

117.75 

3.00 

3.53 

0.0018 

0.0139 

9.57 

125 

115.43 

3.00 

3.46 

0.0018 

0.0057 

11.39 

125 

113.61 

3.00 

3.41 

0.0018 

0.0011 

9.46 

125 

115.54 

3.00 

3.47 

0.0018 

0.0121 

6.93 

125 

118.07 

3.00 

3.54 

0.0018 

0.0016 

7.39 

125 

117.61 

3.00 

3.53 

0.0018 

0.0015 

5.90 

125 

119.10 

3.00 

3.57 

0.0018 

0.0061 

22.16 

125 

102.84 

3.00 

3.09 

0.0018 

0.0135 

7.16 

125 

117.84 

3.00 

3.54 

0.0018 

0.0029 

9.39 

125 

115.61 

3.00 

3.47 

0.0018 

0.0015 

5.66 

125 

119.34 

3.00 

3.58 

0.0018 

0.0033 


















































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 


Census Code 



Awalpura 


Bai Ka Gara 


Bakhat Pura 


Balrampur 


Bandarber 


Bankawara 


Bari Khen 


Bariya 


Barliya 


Barodiya 



0828000503509300 


0828000303450600 


0828000203413000 


0828000203419100 


0827000303341700 


0828000203418600 


0828000203408600 


0828000203421800 


0828000203408700 


0828000203417700 


0828000203409600 


0828000203417500 


0828000203421600 


0827000303341200 


0827000303347500 


0828000203413100 


0828000203422500 


0828000203418700 


0827000303340000 


0828000203409700 



Bhaga Talab 


Bhagatpura 


0827000403370800 


0828000203419600 


Bhaisau 


Bhanakapura 


0828000203420100 


0827000327900019 


Bhanon Ka Parda 


Bharda Jal 


Bharkariya Parda 


0828000203419800 


0828000203423600 


0828000203419200 


Bhatar 


Bheeloora 



Bheemdari 


Bhuwasa 


Biloda 



Buchiya Bara 


Buchiya Chhota 


Chatar Pura 


Chaupasanga 


0828000203423000 


0827000303346400 


0827000303346900 


0827000303339500 


0827000303336000 


0828000203415600 


0828000203415700 


0827000303340700 


0827000303340500 


0827000303336800 


0828000203415300 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Command 


Command 

Fresh 

Command 

Fresh 

Non-command 


Non-command 

Fresh 

Command 

Fresh 

Command 

Fresh 

Command 

Fresh 

Command 

Fresh 

Command 

Fresh 

Command 

Fresh 

Command 

Fresh 

Command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Command 


Command 


Non-command 


Non-command 

Fresh 

Command 

Fresh 

Command 

Fresh 

Non-command 

Fresh 

Command 


Non-command 

Fresh 

Non-command 

Fresh 

Command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Command 

Fresh 

Command 

Fresh 

Command 


Non-command 

Fresh 

Command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Command 


Non-command 

Fresh 

Command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Command 


Chhaparon Ka Kuan 

Chiboora 

Chitroriya 


0827000303352300 

0827000303341300 

0828000203418000 


1.96 Fresh 
1.69 Fresh 
1.51 Fresh 


Hydrogeological Unit 


Deccan Traps 


Deccan Traps 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

4.17 

125 

120.83 

3.00 

3.62 

0.0018 

0.0061 

11.02 

125 

113.98 

3.00 

3.42 

0.0018 

0.0122 

6.90 

100 

93.10 

5.00 

4.65 

0.0025 

0.0185 

6.90 

120 

113.10 

4.00 

4.52 

0.0023 

0.0030 

5.26 

120 

114.74 

4.00 

4.59 

0.0023 

0.1102 

9.38 

110 

100.62 

4.00 

4.02 

0.0018 

0.0201 

9.38 

125 

115.62 

4.00 

4.62 

0.0020 

0.0164 

8.70 

120 

111.30 

4.00 

4.45 

0.0023 

0.0134 

5.75 

120 

114.25 

4.00 

4.57 

0.0023 

0.0023 

10.67 

120 

109.33 

4.00 

4.37 

0.0023 

0.0289 

5.82 

120 

114.18 

4.00 

4.57 

0.0023 

0.0754 

8.51 

120 

111.49 

4.00 

4.46 

0.0023 

0.0106 

8.26 

100 

91.74 

5.00 

4.59 

0.0025 

0.0239 

7.06 

120 

112.94 

4.00 

4.52 

0.0023 

0.0043 

10.96 

120 

109.04 

4.00 

4.36 

0.0023 

0.0256 

8.60 

110 

101.40 

4.00 

4.06 

0.0018 

0.0139 

11.89 

125 

113.11 

4.00 

4.52 

0.0020 

0.0322 

8.69 

100 

91.31 

5.00 

4.57 

0.0025 

0.0111 

8.69 

120 

111.31 

4.00 

4.45 

0.0023 

0.0215 

8.69 

100 

91.31 

5.00 

4.57 

0.0025 

0.0152 

8.69 

120 

111.31 

4.00 

4.45 

0.0023 

0.0054 

11.27 

120 

108.73 

4.00 

4.35 

0.0023 

0.0109 

8.76 

120 

111.24 

4.00 

4.45 

0.0023 

0.0209 

8.12 

125 

116.88 

4.00 

4.68 

0.0020 

0.0074 

6.27 

100 

93.73 

5.00 

4.69 

0.0025 

0.0522 

6.27 

100 

93.73 

5.00 

4.69 

0.0025 

0.0107 

10.08 

150 

139.92 

5.00 

7.00 

0.0020 

0.0047 

10.73 

120 

109.27 

4.00 

4.37 

0.0023 

0.0064 

10.73 

120 

109.27 

4.00 

4.37 

0.0023 

0.0124 

11.40 

120 

108.60 

4.00 

4.34 

0.0023 

0.0000 

10.43 

110 

99.57 

4.00 

3.98 

0.0018 

0.0020 

10.43 

125 

114.57 

4.00 

4.58 

0.0020 

0.0107 

10.89 

120 

109.11 

4.00 

4.36 

0.0023 

0.0391 

5.60 

120 

114.40 

4.00 

4.58 

0.0023 

0.0057 

7.48 

120 

112.52 

4.00 

4.50 

0.0023 

0.0120 

7.48 

120 

112.52 

4.00 

4.50 

0.0023 

0.0167 

7.09 

120 

112.91 

4.00 

4.52 

0.0023 

0.0032 

10.79 

110 

99.21 

4.00 

3.97 

0.0018 

0.0097 

10.79 

125 

114.21 

4.00 

4.57 

0.0020 

0.0720 

8.88 

110 

101.12 

4.00 

4.04 

0.0018 

0.0007 

8.88 

125 

116.12 

4.00 

4.64 

0.0020 

0.0079 

6.34 

125 

118.66 

4.00 

4.75 

0.0020 

0.0073 

7.82 

110 

102.18 

4.00 

4.09 

0.0018 

0.0001 

9.01 

120 

110.99 

4.00 

4.44 

0.0023 

0.0346 

9.01 

120 

110.99 

4.00 

4.44 

0.0023 

0.0155 

7.50 

120 

112.50 

4.00 

4.50 

0.0023 

0.1907 

7.50 

120 

112.50 

4.00 

4.50 

0.0023 

0.0000 

8.36 

110 

101.64 

4.00 

4.07 

0.0018 

0.0208 

8.30 

110 

101.70 

4.00 

4.07 

0.0018 

0.0123 

8.62 

110 

101.38 

4.00 

4.06 

0.0018 

0.0050 

9.47 

120 

110.53 

4.00 

4.42 

0.0023 

0.0000 

9.47 

120 

110.53 

4.00 

4.42 

0.0023 

0.0074 

13.95 

150 

136.05 

5.00 

6.80 

0.0020 

0.0267 

8.67 

110 

101.33 

4.00 

4.05 

0.0018 

0.0120 

7.95 

120 

112.05 

4.00 

4.48 

0.0023 

0.0152 


























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Daliya 


Daulatpura 


Dawela 


Dhani 


Dhani Mala 


Dhanikalanji 


Dhebriya 


Dhoolji Ka Gara 


Divda Bada 


Doongar 


Faladauli 


Falater 


Falatorniya 


Forest 



Gamracharaniya 


Gara Jasrajpur 


Gara Mertiya 


Garajhoomji 


Gareeya 


Garhi 


Gariyata 


Garnawat 


Ghani 


Ghanora 


Gora Fala 


Gusai Ka Parda 


Hanela 


Harmatiya 


Himmatsingh Ji Ka Gara 


Itauwa 


Jasela 


Jethana (rural) 


Jharas 


Jogpur 


Johniya @ Ratanpura 


Kadwal 


Kailashpuri 


Kalali Khunta 


Kali Ka Parda 


Kalyanpur 


Census Code 


0828000203417600 


0827000303347400 


0828000203408500 


0828000203418900 


0828000203420700 


0828000203409100 


0827000303346600 


0827000303346500 


0827000303351000 


0828000203409300 


0827000303346100 


0828000203418300 


0827000303347100 


0827000303347200 


0827000303347000 


0827000327900013 


0827000327900018 


0827000342703000 


0827000303339600 


0827000303350200 


0827000303352400 


0827000303340400 


0827000303350900 


0828000203415800 


0827000303351800 


0828000203421500 


0828000203419000 


0827000403370900 


0827000303340600 


0828000203421000 


0827000303339400 


0828000203418400 


0828000203408800 


0828000203420400 


0827000303352500 


0827000303341800 


0828000203417800 


0827000303348200 


0828000203412800 


0828000203422100 


0827000303341400 


0828000203422400 


0827000303352200 


0827000303340300 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Command 

Phyllite & Schist 

Fresh 

Non-command 

Gneisses(B.G.C) 



1.26 Fresh 


2.22 Fresh 


1.47 Fresh 


1.60 Fresh 


2.26 Fresh 


11.81 Fresh 


11.84 Fresh 


0.42 Fresh 


2.60 Fresh 


1.54 Fresh 


2.38 Fresh 




2.96 Fresh 


5.19 Fresh 


1.84 Fresh 



4.35 Fresh 


0.04 Fresh 


1.14 Fresh 


2.75 Fresh 


1.83 Fresh 


Non-command 


Command 


Command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

8.34 

120 

111.66 

4.00 

4.47 

0.0023 

0.0076 

13.43 

110 

96.57 

4.00 

3.86 

0.0018 

0.0009 

13.43 

125 

111.57 

4.00 

4.46 

0.0020 

0.0076 

4.40 

120 

115.60 

4.00 

4.62 

0.0023 

0.0003 

5.99 

120 

114.01 

4.00 

4.56 

0.0023 

0.0155 

12.99 

120 

107.01 

4.00 

4.28 

0.0023 

0.0134 

7.67 

120 

112.33 

4.00 

4.49 

0.0023 

0.0094 

8.65 

110 

101.35 

4.00 

4.05 

0.0018 

0.0066 

8.73 

110 

101.27 

4.00 

4.05 

0.0018 

0.0020 

12.96 

150 

137.04 

5.00 

6.85 

0.0020 

0.0099 

9.58 

100 

90.42 

5.00 

4.52 

0.0025 

0.0151 

13.21 

110 

96.79 

4.00 

3.87 

0.0018 

0.0072 

13.21 

125 

111.79 

4.00 

4.47 

0.0020 

0.0001 

10.08 

120 

109.92 

4.00 

4.40 

0.0023 

0.0124 

9.50 

110 

100.50 

4.00 

4.02 

0.0018 

0.0079 

9.50 

125 

115.50 

4.00 

4.62 

0.0020 

0.0102 

9.19 

125 

115.81 

4.00 

4.63 

0.0020 

0.0137 

10.40 

110 

99.60 

4.00 

3.98 

0.0018 

0.0112 

9.94 

125 

115.06 

4.00 

4.60 

0.0020 

0.0006 

7.11 

125 

117.89 

4.00 

4.72 

0.0020 

0.0534 

12.12 

150 

137.88 

5.00 

6.89 

0.0020 

0.0259 

12.12 

150 

137.88 

5.00 

6.89 

0.0020 

0.0795 

6.36 

125 

118.64 

4.00 

4.75 

0.0020 

0.0040 

10.57 

150 

139.43 

5.00 

6.97 

0.0020 

0.0003 

12.28 

150 

137.72 

5.00 

6.89 

0.0020 

0.0212 

7.71 

110 

102.29 

4.00 

4.09 

0.0018 

0.0167 

7.71 

125 

117.29 

4.00 

4.69 

0.0020 

0.0005 

8.58 

110 

101.42 

4.00 

4.06 

0.0018 

0.0015 

8.58 

125 

116.42 

4.00 

4.66 

0.0020 

0.0014 

12.12 

150 

137.88 

5.00 

6.89 

0.0020 

0.0013 

9.06 

120 

110.94 

4.00 

4.44 

0.0023 

0.0038 

7.22 

150 

142.78 

5.00 

7.14 

0.0020 

0.0048 

8.38 

120 

111.62 

4.00 

4.46 

0.0023 

0.0128 

7.96 

120 

112.04 

4.00 

4.48 

0.0023 

0.0094 

11.47 

150 

138.53 

5.00 

6.93 

0.0020 

0.0012 

7.94 

110 

102.06 

4.00 

4.08 

0.0018 

0.0247 

10.50 

120 

109.50 

4.00 

4.38 

0.0023 

0.0325 

6.41 

125 

118.59 

4.00 

4.74 

0.0020 

0.0050 

11.93 

120 

108.07 

4.00 

4.32 

0.0023 

0.0202 

5.36 

120 

114.64 

4.00 

4.59 

0.0023 

0.0223 

13.00 

120 

107.00 

4.00 

4.28 

0.0023 

0.0076 

13.39 

150 

136.61 

5.00 

6.83 

0.0020 

0.0324 

12.63 

110 

97.37 

4.00 

3.89 

0.0018 

0.0411 

12.63 

125 

112.37 

4.00 

4.49 

0.0020 

0.0193 

7.89 

120 

112.11 

4.00 

4.48 

0.0023 

0.0270 

10.74 

125 

114.26 

4.00 

4.57 

0.0020 

0.0021 

7.07 

100 

92.93 

5.00 

4.65 

0.0025 

0.0205 

7.07 

100 

92.93 

5.00 

4.65 

0.0025 

0.0008 

7.14 

100 

92.86 

5.00 

4.64 

0.0025 

0.0122 

7.14 

100 

92.86 

5.00 

4.64 

0.0025 

0.0105 

12.40 

120 

107.60 

4.00 

4.30 

0.0023 

0.0066 

7.41 

125 

117.59 

4.00 

4.70 

0.0020 

0.0004 

11.08 

120 

108.93 

4.00 

4.36 

0.0023 

0.0036 

14.44 

150 

135.56 

5.00 

6.78 

0.0020 

0.0373 

7.79 

110 

102.21 

4.00 

4.09 

0.0018 

0.0130 














































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

7.79 

125 

117.21 

4.00 

4.69 

0.0020 

0.0001 

11.98 

110 

98.02 

4.00 

3.92 

0.0018 

0.0016 

11.98 

125 

113.02 

4.00 

4.52 

0.0020 

0.0215 

13.72 

150 

136.28 

5.00 

6.81 

0.0020 

0.0058 

10.45 

120 

109.55 

4.00 

4.38 

0.0023 

0.0219 

7.89 

110 

102.11 

4.00 

4.08 

0.0018 

0.0114 

7.89 

125 

117.11 

4.00 

4.68 

0.0020 

0.0002 

9.28 

120 

110.72 

4.00 

4.43 

0.0023 

0.0383 

9.28 

120 

110.72 

4.00 

4.43 

0.0023 

0.0211 

7.97 

110 

102.03 

4.00 

4.08 

0.0018 

0.0119 

6.63 

100 

93.37 

5.00 

4.67 

0.0025 

0.0662 

6.63 

120 

113.37 

4.00 

4.53 

0.0023 

0.0569 

6.63 

100 

93.37 

5.00 

4.67 

0.0025 

0.0053 

10.28 

120 

109.72 

4.00 

4.39 

0.0023 

0.0060 

6.50 

125 

118.50 

4.00 

4.74 

0.0020 

0.0106 

12.38 

110 

97.62 

4.00 

3.90 

0.0018 

0.0000 

12.38 

125 

112.62 

4.00 

4.50 

0.0020 

0.0015 

14.10 

150 

135.90 

5.00 

6.79 

0.0020 

0.0297 

8.59 

110 

101.41 

4.00 

4.06 

0.0018 

0.0102 

8.44 

110 

101.56 

4.00 

4.06 

0.0018 

0.0079 

10.57 

120 

109.43 

4.00 

4.38 

0.0023 

0.0171 

7.61 

120 

112.39 

4.00 

4.50 

0.0023 

0.0378 

7.68 

125 

117.32 

4.00 

4.69 

0.0020 

0.0080 

7.66 

100 

92.34 

5.00 

4.62 

0.0025 

0.0141 

7.66 

120 

112.34 

4.00 

4.49 

0.0023 

0.0343 

12.61 

150 

137.39 

5.00 

6.87 

0.0020 

0.0086 

6.86 

120 

113.14 

4.00 

4.53 

0.0023 

0.0044 

8.14 

100 

91.86 

5.00 

4.59 

0.0025 

0.0115 

8.14 

120 

111.86 

4.00 

4.47 

0.0023 

0.0277 

11.22 

120 

108.78 

4.00 

4.35 

0.0023 

0.0785 

11.22 

120 

108.78 

4.00 

4.35 

0.0023 

0.0105 

7.93 

100 

92.07 

5.00 

4.60 

0.0025 

0.0103 

7.93 

100 

92.07 

5.00 

4.60 

0.0025 

0.0080 

13.05 

150 

136.95 

5.00 

6.85 

0.0020 

0.0137 

6.06 

125 

118.94 

4.00 

4.76 

0.0020 

0.0264 

11.71 

120 

108.29 

4.00 

4.33 

0.0023 

0.0274 

9.98 

120 

110.02 

4.00 

4.40 

0.0023 

0.0081 

13.12 

150 

136.88 

5.00 

6.84 

0.0020 

0.0251 

6.78 

125 

118.22 

4.00 

4.73 

0.0020 

0.0093 

7.84 

120 

112.16 

4.00 

4.49 

0.0023 

0.0973 

6.52 

120 

113.48 

4.00 

4.54 

0.0023 

0.0001 

10.33 

120 

109.67 

4.00 

4.39 

0.0023 

0.0283 

10.58 

120 

109.42 

4.00 

4.38 

0.0023 

0.0019 

10.58 

120 

109.42 

4.00 

4.38 

0.0023 

0.0000 

12.89 

120 

107.11 

4.00 

4.28 

0.0023 

0.0215 

12.89 

120 

107.11 

4.00 

4.28 

0.0023 

0.0037 

7.82 

100 

92.18 

5.00 

4.61 

0.0025 

0.0000 

7.82 

120 

112.18 

4.00 

4.49 

0.0023 

0.0039 

13.24 

120 

106.76 

4.00 

4.27 

0.0023 

0.0219 

13.24 

120 

106.76 

4.00 

4.27 

0.0023 

0.0176 

8.71 

110 

101.29 

4.00 

4.05 

0.0018 

0.0085 

8.27 

110 

101.73 

4.00 

4.07 

0.0018 

0.0001 

13.81 

150 

136.19 

5.00 

6.81 

0.0020 

0.0000 

11.18 

150 

138.82 

5.00 

6.94 

0.0020 

0.0057 

11.27 

150 

138.73 

5.00 

6.94 

0.0020 

0.0115 




















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Census Code 



Zone (Fresh 
/ Saline) 


Phalabara 


Pichhora Bara 


Pichhora Chhota 


Piplara 


Porda 


Raiyana 


Rajpur 


Ramsor 


Ratanpura 


Rathriya Parda 


Rohniya Khera 


Sagwara Municipality 


Sainala 


Sama Phala 


Samagara 


Sareri Bari 


Selota 


Semaliya Pandya 


Shivrajpura 


Siloi 


Singharon Ka Parda 


Sookhapadar 


Sujaji Ka Gara 


Sundarpura 


Tali 


Tamboliya 


Teem Roowa 


Thali Talai 


Todi Bari 


Todi Chhoti 


Ubali 


Udaiya 


Udela 


Umbara 


Vageri 


Vamaniya Wara 


Vaniyap 


Vankhand Kanthal 


0827000403371000 


0828000203417900 


0828000203418200 


0828000203410000 


0828000203410100 


0828000203420300 


0828000203421700 


0828000203423500 


0827000303346200 


0827000303352900 


0827000303350600 


0828000203410300 


0828000203412600 


0827000342702000 


0828000203418800 


0828000203409800 


0828000203408900 


0828000203412100 


0827000303346300 


0827000303341600 


0827000303337100 


0827000303347600 


0828000203420800 


0827000303341500 


0828000203409900 


0827000303337200 


0828000203412500 


0827000303352800 


0827000303341100 


0828000203422700 


0828000203421100 


0828000203421200 


0827000303352100 


0827000303347800 


0828000203421400 


0828000203410200 


0827000303346800 


0827000303351900 


0827000303347700 


0827000303337000 



3.75 Fresh 


0.77 Fresh 


3.55 Fresh 


4.10 Fresh 


15.58 Fresh 


1.56 Fresh 


0.55 Fresh 


6.16 Fresh 



13.80 Fresh 


4.11 Fresh 


1.13 Fresh 


2.28 Fresh 


4.96 Fresh 


0.95 Fresh 


0.59 Fresh 


3.61 Fresh 



2.40 Fresh 


2.84 Fresh 


0.69 Fresh 



Varsinghpur 


Vayla 


Vilri 


0827000303339900 


0828000203409000 


0828000203420200 


2.92 Fresh 


0.57 Fresh 


5.99 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Command 

Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

8.84 

120 

111.16 

4.00 

4.45 

0.0023 

0.0183 

8.84 

120 

111.16 

4.00 

4.45 

0.0023 

0.0064 

13.27 

150 

136.73 

5.00 

6.84 

0.0020 

0.0004 

8.00 

120 

112.00 

4.00 

4.48 

0.0023 

0.0060 

8.30 

120 

111.70 

4.00 

4.47 

0.0023 

0.0247 

4.86 

120 

115.14 

4.00 

4.61 

0.0023 

0.0258 

5.71 

120 

114.29 

4.00 

4.57 

0.0023 

0.0166 

12.82 

120 

107.18 

4.00 

4.29 

0.0023 

0.0148 

11.66 

120 

108.34 

4.00 

4.33 

0.0023 

0.0119 

6.04 

120 

113.96 

4.00 

4.56 

0.0023 

0.0335 

12.95 

110 

97.05 

4.00 

3.88 

0.0018 

0.0203 

12.95 

125 

112.05 

4.00 

4.48 

0.0020 

0.0003 

13.78 

150 

136.22 

5.00 

6.81 

0.0020 

0.0508 

11.54 

150 

138.46 

5.00 

6.92 

0.0020 

0.0005 

5.55 

120 

114.45 

4.00 

4.58 

0.0023 

0.0052 

6.59 

120 

113.41 

4.00 

4.54 

0.0023 

0.0063 

8.61 

125 

116.39 

4.00 

4.66 

0.0020 

0.0361 

5.69 

120 

114.31 

4.00 

4.57 

0.0023 

0.0160 

7.79 

100 

92.21 

5.00 

4.61 

0.0025 

0.0064 

8.35 

100 

91.65 

5.00 

4.58 

0.0025 

0.0144 

8.35 

120 

111.65 

4.00 

4.47 

0.0023 

0.0442 

12.39 

120 

107.61 

4.00 

4.30 

0.0023 

0.0069 

12.39 

120 

107.61 

4.00 

4.30 

0.0023 

0.0251 

6.44 

120 

113.56 

4.00 

4.54 

0.0023 

0.0001 

10.99 

110 

99.01 

4.00 

3.96 

0.0018 

0.0115 

10.99 

125 

114.01 

4.00 

4.56 

0.0020 

0.0224 

9.46 

110 

100.54 

4.00 

4.02 

0.0018 

0.0079 

7.32 

125 

117.68 

4.00 

4.71 

0.0020 

0.0003 

11.82 

150 

138.18 

5.00 

6.91 

0.0020 

0.0104 

12.56 

120 

107.44 

4.00 

4.30 

0.0023 

0.0080 

8.34 

110 

101.66 

4.00 

4.07 

0.0018 

0.0042 

4.14 

100 

95.86 

5.00 

4.79 

0.0025 

0.0055 

4.14 

120 

115.86 

4.00 

4.63 

0.0023 

0.0328 

6.77 

125 

118.23 

4.00 

4.73 

0.0020 

0.0001 

6.42 

120 

113.58 

4.00 

4.54 

0.0023 

0.0001 

13.29 

150 

136.71 

5.00 

6.84 

0.0020 

0.0160 

8.24 

110 

101.76 

4.00 

4.07 

0.0018 

0.0053 

10.24 

120 

109.76 

4.00 

4.39 

0.0023 

0.0123 

9.63 

120 

110.37 

4.00 

4.41 

0.0023 

0.0051 

8.98 

120 

111.02 

4.00 

4.44 

0.0023 

0.0295 

14.86 

150 

135.14 

5.00 

6.76 

0.0020 

0.0585 

11.54 

150 

138.46 

5.00 

6.92 

0.0020 

0.0129 

9.55 

120 

110.45 

4.00 

4.42 

0.0023 

0.0152 

6.08 

120 

113.92 

4.00 

4.56 

0.0023 

0.0698 

8.65 

110 

101.35 

4.00 

4.05 

0.0018 

0.0087 

8.65 

125 

116.35 

4.00 

4.65 

0.0020 

0.0001 

11.38 

150 

138.62 

5.00 

6.93 

0.0020 

0.0266 

11.81 

150 

138.19 

5.00 

6.91 

0.0020 

0.0205 

6.87 

110 

103.13 

4.00 

4.13 

0.0018 

0.0036 

6.87 

125 

118.13 

4.00 

4.73 

0.0020 

0.0018 

10.66 

110 

99.34 

4.00 

3.97 

0.0018 

0.0016 

10.66 

125 

114.34 

4.00 

4.57 

0.0020 

0.0044 

7.61 

125 

117.39 

4.00 

4.70 

0.0020 

0.0274 

8.64 

120 

111.36 

4.00 

4.45 

0.0023 

0.0058 

12.42 

120 

107.58 

4.00 

4.30 

0.0023 

0.0068 













































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 


Census Code 



Zone (Fresh 
/ Saline) 


Amba 

0828000403467300 

1.33 

Fresh 

Ambadara 

0828000403461900 

4.08 

Fresh 

Ambara 

0827000403373200 

3.48 

Fresh 

Amla 

0828000403467400 

1.79 

Fresh 

Amleeya 

0828000403461800 

5.35 

Fresh 

Anandpuri 

0828000403462400 

1.03 

Fresh 


Bareth 


Bargama 


Barliya 


0827000403373500 

5.26 

Fresh 

0828000403461000 

0.77 

Fresh 

0828000403466400 

9.73 

Fresh 

0827000403375300 

3.78 

Fresh 

0828000403467500 

1.76 

Fresh 


Baroonara 


Beduwa 


Bhachariya Jagtan 


Bhachariya Khas 


Bhadela 


Bhairavpura 


Bhaisau 


Bormata 


Bujwara 


Cheekhli 


Chikli Badra 


Chikli Poona 


Chikli Teja 


Dad 


0827000403372000 

0.42 

Fresh 

0827000403374200 

0.41 

Fresh 

0827000403371400 

3.46 

Fresh 

0827000403371500 

1.08 

Fresh 

0827000403373800 

1.23 

Fresh 

0827000403373900 

1.65 

Fresh 

0828000203420100 

2.18 

Fresh 

0827000403374700 

1.22 

Fresh 

0827000403374400 

0.46 

Fresh 

0827000403374000 

4.48 

Fresh 

0828000403466700 

2.39 

Fresh 

0828000403466900 

1.42 

Fresh 

0828000403466800 

5.29 

Fresh 

0827000403375400 

0.39 

Fresh 

0828000403461100 

2.02 

Fresh 



Daroo Dhawra 

0827000403372200 

3.63 

Fresh 

Deephor 

0828000403466600 

2.14 

Fresh 

Dhangaon 

0827000403371300 

1.73 

Fresh 

Dhankoo 

0828000403462600 

2.35 

Fresh 


Dhebra 

0827000403371700 

1.10 

Fresh 

Dhodiya 

0828000403465800 

5.58 

Fresh 



Fatehpura 

0827000403371900 

0.74 

Fresh 

Forest 

0827000427900011 

0.73 

Fresh 


Gadeeth 

0827000403372600 

0.44 

Fresh 

Galal Pura 

0827000403372300 

1.03 

Fresh 

Gamana 

0828000403467800 

5.47 

Fresh 

Gamana Diphor 

0828000403466500 

2.64 

Fresh 

Gamela 

0827000403374500 

2.13 

Fresh 

Gatroad 

0828000403462100 

1.46 

Fresh 

Gulabpura 

0827000403373700 

0.64 

Fresh 

Guman Pura 

0827000403372700 

0.60 

Fresh 

Halera 

0828000403461300 

1.37 

Fresh 


Type of Area 
(Command / Non¬ 
command) 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Command 

Non-command 

Non-command 

Command 

Non-command 

Non-command 

Command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Command 

Non-command 

Command 

Non-command 

Non-command 

Non-command 

Non-command 

Command 

Non-command 

Non-command 

Command 

Non-command 

Command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Command 


Hydrogeological Unit 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Ultra Basics 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.42 

120 

107.58 

4.00 

4.30 

0.0023 

0.0001 

11.44 

120 

108.57 

5.00 

5.43 

0.0023 

0.0154 

11.15 

120 

108.85 

5.00 

5.44 

0.0023 

0.0432 

23.83 

150 

126.17 

5.00 

6.31 

0.0020 

0.0440 

9.91 

120 

110.09 

5.00 

5.50 

0.0023 

0.0216 

9.78 

120 

110.22 

5.00 

5.51 

0.0023 

0.0558 

6.01 

120 

113.99 

5.00 

5.70 

0.0023 

0.0104 

6.01 

120 

113.99 

5.00 

5.70 

0.0023 

0.0028 

16.10 

150 

133.90 

5.00 

6.70 

0.0020 

0.0704 

6.30 

120 

113.70 

5.00 

5.68 

0.0023 

0.0059 

13.82 

120 

106.18 

5.00 

5.31 

0.0023 

0.1127 

15.46 

150 

134.54 

5.00 

6.73 

0.0020 

0.0508 

10.13 

120 

109.87 

5.00 

5.49 

0.0023 

0.0005 

10.13 

120 

109.87 

5.00 

5.49 

0.0023 

0.0179 

24.13 

150 

125.87 

5.00 

6.29 

0.0020 

0.0053 

12.91 

150 

137.09 

5.00 

6.85 

0.0020 

0.0056 

8.75 

150 

141.25 

5.00 

7.06 

0.0020 

0.0027 

13.41 

150 

136.59 

5.00 

6.83 

0.0020 

0.0147 

13.86 

150 

136.14 

5.00 

6.81 

0.0020 

0.0167 

13.34 

150 

136.66 

5.00 

6.83 

0.0020 

0.0225 

11.40 

120 

108.60 

4.00 

4.34 

0.0023 

0.0110 

14.08 

150 

135.92 

5.00 

6.80 

0.0020 

0.0166 

12.57 

150 

137.43 

5.00 

6.87 

0.0020 

0.0063 

14.19 

150 

135.81 

5.00 

6.79 

0.0020 

0.0602 

10.44 

120 

109.56 

5.00 

5.48 

0.0023 

0.0295 

6.58 

120 

113.42 

5.00 

5.67 

0.0023 

0.0180 

6.52 

120 

113.48 

5.00 

5.67 

0.0023 

0.0675 

20.61 

150 

129.39 

5.00 

6.47 

0.0020 

0.0051 

5.37 

120 

114.63 

5.00 

5.73 

0.0023 

0.0195 

5.37 

120 

114.63 

5.00 

5.73 

0.0023 

0.0066 

9.68 

120 

110.32 

5.00 

5.52 

0.0023 

0.0035 

9.68 

120 

110.32 

5.00 

5.52 

0.0023 

0.0986 

12.71 

150 

137.29 

5.00 

6.86 

0.0020 

0.0293 

12.83 

120 

107.17 

5.00 

5.36 

0.0023 

0.0258 

13.83 

150 

136.17 

5.00 

6.81 

0.0020 

0.0236 

7.53 

120 

112.47 

5.00 

5.62 

0.0023 

0.0005 

7.53 

120 

112.47 

5.00 

5.62 

0.0023 

0.0289 

10.92 

150 

139.08 

5.00 

6.95 

0.0020 

0.0000 

10.65 

120 

109.35 

5.00 

5.47 

0.0023 

0.0000 

10.65 

120 

109.35 

5.00 

5.47 

0.0023 

0.0011 

7.11 

120 

112.89 

5.00 

5.64 

0.0023 

0.0349 

7.11 

120 

112.89 

5.00 

5.64 

0.0023 

0.0006 

22.07 

150 

127.93 

5.00 

6.40 

0.0020 

0.0011 

13.75 

150 

136.25 

5.00 

6.81 

0.0020 

0.0044 

13.75 

120 

106.25 

4.00 

4.25 

0.0013 

0.0008 

14.14 

150 

135.86 

5.00 

6.79 

0.0020 

0.0060 

14.18 

150 

135.82 

5.00 

6.79 

0.0020 

0.0140 

7.56 

120 

112.44 

5.00 

5.62 

0.0023 

0.0011 

13.04 

120 

106.96 

5.00 

5.35 

0.0023 

0.0317 

13.48 

150 

136.52 

5.00 

6.83 

0.0020 

0.0290 

7.90 

120 

112.10 

5.00 

5.60 

0.0023 

0.0185 

14.39 

150 

135.61 

5.00 

6.78 

0.0020 

0.0086 

14.05 

150 

135.95 

5.00 

6.80 

0.0020 

0.0081 

6.00 

120 

114.00 

5.00 

5.70 

0.0023 

0.0021 

6.00 

120 

114.00 

5.00 

5.70 

0.0023 

0.0156 












































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 

Census Code 

Jasela 

0827000303352500 

Jher 

0828000403467100 

Jooni Timbi 

0828000403477200 

Kahawara 

0828000403466100 

Kasumbariya 

0828000403462300 


Zone (Fresh 
/ Saline) 


Katara Para 


Kesharpura 


Khatwa 


Khoonta Chandna 


Khoonta Laloo Pargi 


Khoonti Chandna 


Kochri 


Kundela 


Madkola Makan 


Madkola Mogji 


Mahuri Khoonta 


Mali 


Medi Temba 


Mena Padhar 


Modari 


Mundri 


Nainsawa 


Nana Mukhiya 


Nani Padar 


Navaghara 


Nawa Gaon 


Noliya Wara 


Obla 


Ojariya 


Ora 


Palsau 


Panchwara 


Pandola 


Parda Vishnuji 


Pat @ Nawadhara 


Patiya 


Phalwan 


Piyola 


Pothiwara 


Rahdor 


Ramela 


Ramsor 


Rathri 


Sakodra 


Salakhari 


Salera 


0827000403371200 


0827000303352700 


0828000403467600 


0828000403466200 


0828000403467200 


0828000403466000 


0827000403373300 


0827000403373600 


0828000403462900 


0828000403463000 


0828000403461200 


0827000403374300 


0827000403374100 


0828000403461500 


0827000403375000 


0828000403465900 


0827000303353000 


0828000403460900 


0828000403461600 


0828000403462700 


0827000403374600 


0827000403371100 


0828000403466300 


0827000403373100 


0827000403374900 


0827000403372100 


0828000203420000 


0828000403462200 


0827000303352600 


0828000403461400 


0827000403371000 


0828000403467000 


0827000403373000 


0828000403462000 


0827000403375200 


0828000403462500 


0827000303352900 


0827000403372900 


0827000403372500 


0827000403375500 


0827000403374800 


2.70 Fresh 


6.56 Fresh 


2.49 Fresh 


3.00 Fresh 


0.63 Fresh 


3.10 Fresh 


0.76 Fresh 


0.73 Fresh 


1.57 Fresh 


3.42 Fresh 


0.17 Fresh 


7.10 Fresh 


6.61 Fresh 


0.59 Fresh 


1.28 Fresh 


0.71 Fresh 


1.99 Fresh 


2.20 Fresh 


5.18 Fresh 


3.33 Fresh 


0.79 Fresh 


5.29 Fresh 


4.19 Fresh 


1.06 Fresh 


0.45 Fresh 


4.42 Fresh 


3.09 Fresh 


9.00 Fresh 


0.68 Fresh 


3.72 Fresh 


1.08 Fresh 


1.09 Fresh 


3.75 Fresh 


1.27 Fresh 


0.25 Fresh 


1.05 Fresh 


1.23 Fresh 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hydrogeological Unit 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Deccan Traps 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Deccan Traps 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

13.39 

150 

136.61 

5.00 

6.83 

0.0020 

0.0045 

10.20 

120 

109.80 

5.00 

5.49 

0.0023 

0.0624 

5.07 

125 

119.93 

3.00 

3.60 

0.0018 

0.0000 

9.62 

120 

110.38 

5.00 

5.52 

0.0023 

0.0373 

5.88 

120 

114.12 

5.00 

5.71 

0.0023 

0.0010 

5.88 

120 

114.12 

5.00 

5.71 

0.0023 

0.0071 

13.87 

150 

136.13 

5.00 

6.81 

0.0020 

0.0204 

13.72 

150 

136.28 

5.00 

6.81 

0.0020 

0.0229 

8.31 

120 

111.69 

5.00 

5.58 

0.0023 

0.0293 

8.28 

120 

111.72 

5.00 

5.59 

0.0023 

0.0124 

11.64 

120 

108.36 

5.00 

5.42 

0.0023 

0.0302 

11.20 

120 

108.80 

5.00 

5.44 

0.0023 

0.0149 

21.67 

150 

128.33 

5.00 

6.42 

0.0020 

0.0460 

15.52 

150 

134.48 

5.00 

6.72 

0.0020 

0.0154 

11.31 

120 

108.69 

5.00 

5.43 

0.0023 

0.0000 

11.31 

120 

108.69 

5.00 

5.43 

0.0023 

0.0010 

11.75 

120 

108.25 

5.00 

5.41 

0.0023 

0.0000 

11.75 

120 

108.25 

5.00 

5.41 

0.0023 

0.0000 

5.91 

120 

114.09 

5.00 

5.70 

0.0023 

0.0089 

5.91 

120 

114.09 

5.00 

5.70 

0.0023 

0.0009 

13.10 

150 

136.90 

5.00 

6.84 

0.0020 

0.0100 

13.43 

150 

136.57 

5.00 

6.83 

0.0020 

0.0215 

7.49 

120 

112.51 

5.00 

5.63 

0.0023 

0.0433 

12.31 

150 

137.69 

5.00 

6.88 

0.0020 

0.0024 

11.85 

120 

108.15 

5.00 

5.41 

0.0023 

0.0002 

11.85 

120 

108.15 

5.00 

5.41 

0.0023 

0.0665 

13.05 

150 

136.95 

5.00 

6.85 

0.0020 

0.0768 

5.61 

120 

114.39 

5.00 

5.72 

0.0023 

0.0073 

7.81 

120 

112.19 

5.00 

5.61 

0.0023 

0.0162 

5.65 

120 

114.35 

5.00 

5.72 

0.0023 

0.0090 

5.65 

120 

114.35 

5.00 

5.72 

0.0023 

0.0001 

13.49 

150 

136.51 

5.00 

6.83 

0.0020 

0.0272 

13.12 

150 

136.88 

5.00 

6.84 

0.0020 

0.0038 

12.53 

120 

107.47 

5.00 

5.37 

0.0023 

0.0625 

18.31 

150 

131.69 

5.00 

6.58 

0.0020 

0.0439 

13.20 

150 

136.80 

5.00 

6.84 

0.0020 

0.0109 

18.13 

150 

131.87 

5.00 

6.59 

0.0020 

0.0511 

13.24 

120 

106.76 

4.00 

4.27 

0.0023 

0.0000 

13.24 

120 

106.76 

4.00 

4.27 

0.0023 

0.0007 

10.00 

120 

110.00 

5.00 

5.50 

0.0023 

0.0132 

13.81 

150 

136.19 

5.00 

6.81 

0.0020 

0.0061 

8.11 

120 

111.89 

5.00 

5.59 

0.0023 

0.0532 

13.27 

150 

136.73 

5.00 

6.84 

0.0020 

0.0146 

5.80 

125 

119.20 

3.00 

3.58 

0.0018 

0.0171 

5.80 

120 

114.20 

5.00 

5.71 

0.0023 

0.0713 

24.35 

150 

125.65 

5.00 

6.28 

0.0020 

0.0085 

12.25 

120 

107.75 

5.00 

5.39 

0.0023 

0.0425 

14.36 

150 

135.64 

5.00 

6.78 

0.0020 

0.0147 

5.84 

120 

114.16 

5.00 

5.71 

0.0023 

0.0127 

5.84 

120 

114.16 

5.00 

5.71 

0.0023 

0.0012 

13.78 

150 

136.22 

5.00 

6.81 

0.0020 

0.0002 

14.56 

150 

135.44 

5.00 

6.77 

0.0020 

0.0171 

14.33 

150 

135.67 

5.00 

6.78 

0.0020 

0.0034 

17.89 

150 

132.11 

5.00 

6.61 

0.0020 

0.0138 

13.66 

150 

136.34 

5.00 

6.82 

0.0020 

0.0167 

















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



09004030 


09004031 


Sarwai 


Saslai 


Sera Nagla 


Sharda 


Shishot 


Tejpura 


Temran 


Udariya 


Vilri 


Wagva 


Wanda 


Amaliya Mai 


Badoopara 


Bari Sarwa 


Chorbar 


Darobadiya 


Gokalpara 


Haldu Para 


Joonapani 


Kadwali Khurd 


Kadwalikalan 


Kookaripara 


Malwan 


Matwala Khakhra 


Morjhari 


Panda 


Patan 


Peepli Para 


Potaliya 


Sarona 


Semalpara 


Singla Kundi 


Ugamnapara 


Amaliya Mai 


Amli Para 


Baori Dindor 


Baori Ninama 


Barli Para 


Bassi 


Bawaliya Para 


Bhanwarda 


Bhawanon Ki Todi 


Bhimpura 


Bhoori Para 


Bhoraj 


Bijalpur 


Bijori Kalan 


Bijori Khurd 


Boriya 


Census Code 


0828000403461700 


0827000403372400 


0828000403460800 


0828000403477100 


0827000403373400 


0828000403477400 


0828000403467700 



Zone (Fresh 
/ Saline) 


0827000403372800 


0828000203420200 


0827000403375100 


0828000403457000 


0828000503524300 


0828000503525800 


0828000503525500 


0828000503523800 


0828000503525700 


0828000503525000 


0828000503520600 


0828000503525100 


0828000503524600 


0828000503524800 


0828000503525900 


0828000503525300 


0828000503524900 


0828000503524000 


0828000503524200 


0828000503524400 


0828000503525600 


0828000503524500 


0828000503525200 


0828000503525400 


0828000503524100 


0828000503524700 


0828000503524300 


0828000503517900 


0828000503517700 


0828000503517800 


0828000503520900 


0828000503523300 


0828000503521400 


0828000503522800 


0828000503521300 


0828000503518500 


0828000503521900 


0828000503522700 


0828000503509200 


0828000503519500 


0828000503518700 


0828000503519400 


0.89 Fresh 


0.40 Fresh 


2.75 Fresh 


6.76 Fresh 


2.67 Fresh 


5.29 Fresh 


5.10 Fresh 



1.89 Fresh 


5.99 Fresh 


1.16 Fresh 


6.68 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Deccan Traps 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

9.60 

120 

110.40 

5.00 

5.52 

0.0023 

0.0110 

14.52 

150 

135.48 

5.00 

6.77 

0.0020 

0.0054 

9.09 

120 

110.91 

5.00 

5.55 

0.0023 

0.0016 

5.84 

125 

119.16 

3.00 

3.57 

0.0018 

0.0212 

5.84 

120 

114.16 

5.00 

5.71 

0.0023 

0.0233 

22.76 

150 

127.24 

5.00 

6.36 

0.0020 

0.0340 

5.60 

125 

119.40 

3.00 

3.58 

0.0018 

0.0063 

7.22 

125 

117.78 

3.00 

3.53 

0.0018 

0.0011 

7.22 

120 

112.78 

5.00 

5.64 

0.0023 

0.0448 

7.50 

120 

112.50 

5.00 

5.62 

0.0023 

0.0158 

7.50 

120 

112.50 

5.00 

5.62 

0.0023 

0.0021 

14.97 

150 

135.03 

5.00 

6.75 

0.0020 

0.0255 

12.42 

120 

107.58 

4.00 

4.30 

0.0023 

0.0000 

12.42 

120 

107.58 

4.00 

4.30 

0.0023 

0.0068 

13.21 

150 

136.79 

5.00 

6.84 

0.0020 

0.0158 

9.62 

120 

110.38 

5.00 

5.52 

0.0023 

0.0303 

9.62 

120 

110.38 

5.00 

5.52 

0.0023 

0.0212 

10.78 

125 

114.22 

3.00 

3.43 

0.0018 

0.0127 

9.51 

125 

115.49 

3.00 

3.46 

0.0018 

0.0112 

9.50 

125 

115.50 

3.00 

3.46 

0.0018 

0.0147 

10.66 

125 

114.34 

3.00 

3.43 

0.0018 

0.0012 

9.52 

125 

115.48 

3.00 

3.46 

0.0018 

0.0226 

9.55 

125 

115.45 

3.00 

3.46 

0.0018 

0.0122 

14.44 

125 

110.56 

3.00 

3.32 

0.0018 

0.0026 

9.56 

125 

115.44 

3.00 

3.46 

0.0018 

0.0188 

10.07 

125 

114.93 

3.00 

3.45 

0.0018 

0.0240 

9.77 

125 

115.23 

3.00 

3.46 

0.0018 

0.0063 

9.59 

125 

115.41 

3.00 

3.46 

0.0018 

0.0298 

9.51 

125 

115.49 

3.00 

3.46 

0.0018 

0.0103 

9.64 

125 

115.36 

3.00 

3.46 

0.0018 

0.0204 

12.17 

125 

112.83 

3.00 

3.38 

0.0018 

0.0130 

9.68 

125 

115.32 

3.00 

3.46 

0.0018 

0.0108 

11.03 

125 

113.97 

3.00 

3.42 

0.0018 

0.0257 

9.50 

125 

115.50 

3.00 

3.46 

0.0018 

0.0136 

10.75 

125 

114.25 

3.00 

3.43 

0.0018 

0.0097 

9.58 

125 

115.42 

3.00 

3.46 

0.0018 

0.0158 

9.50 

125 

115.50 

3.00 

3.46 

0.0018 

0.0063 

10.13 

125 

114.87 

3.00 

3.45 

0.0018 

0.0091 

9.94 

125 

115.06 

3.00 

3.45 

0.0018 

0.0090 

10.78 

125 

114.22 

3.00 

3.43 

0.0018 

0.0027 

8.51 

125 

116.49 

3.00 

3.49 

0.0018 

0.0030 

9.04 

125 

115.96 

3.00 

3.48 

0.0018 

0.0204 

9.95 

125 

115.05 

3.00 

3.45 

0.0018 

0.0192 

15.80 

125 

109.20 

3.00 

3.28 

0.0018 

0.0064 

10.40 

125 

114.60 

3.00 

3.44 

0.0018 

0.0188 

9.51 

125 

115.49 

3.00 

3.46 

0.0018 

0.0160 

5.92 

125 

119.08 

3.00 

3.57 

0.0018 

0.0078 

10.30 

125 

114.70 

3.00 

3.44 

0.0018 

0.0224 

8.58 

125 

116.42 

3.00 

3.49 

0.0018 

0.0004 

11.33 

125 

113.67 

3.00 

3.41 

0.0018 

0.0000 

6.12 

125 

118.88 

3.00 

3.57 

0.0018 

0.0023 

6.09 

125 

118.91 

3.00 

3.57 

0.0018 

0.0000 

7.36 

125 

117.64 

3.00 

3.53 

0.0018 

0.0204 

9.86 

125 

115.14 

3.00 

3.45 

0.0018 

0.0302 

16.56 

125 

108.44 

3.00 

3.25 

0.0018 

0.0040 

































































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Deccan Traps 


Phyllite & Schist 


Phyllite & Schist 


Ultra Basics 


Phyllite & Schist 


Ultra Basics 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Ultra Basics 


Phyllite & Schist 


Phyllite & Schist 


Ultra Basics 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

17.99 

125 

107.01 

3.00 

3.21 

0.0018 

0.0134 

16.96 

125 

108.04 

3.00 

3.24 

0.0018 

0.0206 

10.66 

125 

114.34 

3.00 

3.43 

0.0018 

0.0176 

13.12 

125 

111.88 

3.00 

3.36 

0.0018 

0.0266 

8.47 

125 

116.53 

3.00 

3.50 

0.0018 

0.0115 

17.21 

125 

107.79 

3.00 

3.23 

0.0018 

0.0252 

9.86 

125 

115.14 

3.00 

3.45 

0.0018 

0.0136 

14.44 

125 

110.56 

3.00 

3.32 

0.0018 

0.0326 

5.42 

125 

119.58 

3.00 

3.59 

0.0018 

0.0038 

15.89 

125 

109.11 

3.00 

3.27 

0.0018 

0.0134 

15.11 

125 

109.89 

3.00 

3.30 

0.0018 

0.0074 

5.47 

125 

119.53 

3.00 

3.59 

0.0018 

0.0068 

11.49 

125 

113.51 

3.00 

3.41 

0.0018 

0.0093 

18.07 

125 

106.93 

3.00 

3.21 

0.0018 

0.0061 

9.16 

125 

115.84 

3.00 

3.48 

0.0018 

0.0060 

9.98 

125 

115.02 

3.00 

3.45 

0.0018 

0.0015 

17.83 

125 

107.17 

3.00 

3.22 

0.0018 

0.0408 

12.71 

125 

112.29 

3.00 

3.37 

0.0018 

0.0188 

15.58 

125 

109.42 

3.00 

3.28 

0.0018 

0.0250 

5.32 

125 

119.68 

3.00 

3.59 

0.0018 

0.0084 

12.17 

125 

112.83 

3.00 

3.38 

0.0018 

0.0115 

14.94 

125 

110.06 

3.00 

3.30 

0.0018 

0.0132 

14.51 

125 

110.49 

3.00 

3.31 

0.0018 

0.0124 

5.27 

125 

119.73 

3.00 

3.59 

0.0018 

0.0142 

11.03 

125 

113.97 

3.00 

3.42 

0.0018 

0.0001 

10.72 

125 

114.28 

3.00 

3.43 

0.0018 

0.0194 

17.09 

125 

107.91 

3.00 

3.24 

0.0018 

0.0167 

14.62 

125 

110.38 

3.00 

3.31 

0.0018 

0.0145 

6.74 

125 

118.26 

3.00 

3.55 

0.0018 

0.0261 

9.37 

125 

115.63 

3.00 

3.47 

0.0018 

0.0077 

12.21 

125 

112.79 

3.00 

3.38 

0.0018 

0.0061 

5.42 

125 

119.58 

3.00 

3.59 

0.0018 

0.0092 

7.53 

125 

117.47 

3.00 

3.52 

0.0018 

0.0159 

6.93 

125 

118.07 

3.00 

3.54 

0.0018 

0.0140 

8.25 

125 

116.75 

3.00 

3.50 

0.0018 

0.0037 

13.89 

125 

111.11 

3.00 

3.33 

0.0018 

0.0382 

10.13 

125 

114.87 

3.00 

3.45 

0.0018 

0.0110 

16.80 

125 

108.20 

3.00 

3.25 

0.0018 

0.0163 

8.52 

125 

116.48 

3.00 

3.49 

0.0018 

0.0016 

7.74 

125 

117.26 

3.00 

3.52 

0.0018 

0.0278 

5.90 

125 

119.10 

3.00 

3.57 

0.0018 

0.0132 

15.72 

125 

109.28 

3.00 

3.28 

0.0018 

0.0065 

16.39 

125 

108.61 

3.00 

3.26 

0.0018 

0.0300 

10.65 

125 

114.35 

4.00 

4.57 

0.0020 

0.0035 

10.12 

150 

139.88 

5.00 

6.99 

0.0020 

0.0267 

6.35 

120 

113.65 

4.00 

4.55 

0.0013 

0.0037 

10.76 

150 

139.24 

5.00 

6.96 

0.0020 

0.0066 

10.76 

120 

109.24 

4.00 

4.37 

0.0013 

0.0045 

8.38 

150 

141.62 

5.00 

7.08 

0.0020 

0.0482 

10.49 

150 

139.51 

5.00 

6.98 

0.0020 

0.0416 

8.75 

150 

141.25 

5.00 

7.06 

0.0020 

0.0461 

8.75 

120 

111.25 

4.00 

4.45 

0.0013 

0.0000 

10.08 

150 

139.92 

5.00 

7.00 

0.0020 

0.1217 

12.51 

150 

137.49 

5.00 

6.87 

0.0020 

0.0751 

12.51 

120 

107.49 

4.00 

4.30 

0.0013 

0.0001 






































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Bhaisrachhota 


Bhemai 


Chadoli 


Chak Chariyala 


Chandro Diya 


Cheekhli 


Cheentri 


Dadrora 


Damariya @ Dahla 


Dariyati 


Daroo Dhawra 


Dharmpuri 


Dhebra 


Dhebriya 


Dhoondi 


Doongar 


Doongar Saran 


Fatehpura 


Fofli Bor 


Forest 


Galiakot 


Ganderi 


Gara Jasrajpur 


Gareeya 


Gariyata 


Gehuwa 


Ghanora 


Ghata Ka Gaon 


Gundlara 


Hansla 


Hindoliya 


Jadela 


Jhosawa 


Jogpur 


Kaberi Bari 


Kasariya 


Khar 


Kherasa 


Khumanpura 


Khuntwara 


Kodariya 


Kuwan 


Lembriya 


Likhatiya 


Mahuwara 


Census Code 


0827000303349000 


0827000303348600 


0827000403364400 


0827000403368500 


0827000403369100 


0827000403374000 


0827000303350100 


0827000303349400 


0827000303350000 


0827000403369000 


0827000403372200 


0827000403370100 


0827000403371700 


0827000303351000 


0827000403369600 


0827000403370000 


0827000403369700 


0827000403371900 


0827000303349600 


0827000327900012 


0827000427900011 


0827000342703000 


0827000403370200 


0827000303350200 


0827000303350900 


0827000303351800 


0827000403370700 


0827000403370900 


0827000303348800 


0827000403371600 


0827000303349300 


0827000303349500 


0827000303348700 


0827000303349200 


0827000303348200 


0827000403364700 


0827000303350800 


0827000403364600 


0827000303351300 


0827000303348400 


0827000303348300 


0827000403364500 


0827000403370600 


0827000303352000 


0827000303349100 


0827000303351600 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 



0.08 Fresh 


3.17 Fresh 


4.48 Fresh 


7.49 Fresh 


3.18 Fresh 


1.21 Fresh 


4.01 Fresh 


3.63 Fresh 


1.36 Fresh 


1.10 Fresh 


1.16 Fresh 


2.47 Fresh 


1.93 Fresh 


1.18 Fresh 


0.74 Fresh 


1.65 Fresh 


3.65 Fresh 


0.73 Fresh 


11.84 Fresh 


1.35 Fresh 


2.60 Fresh 


0.34 Fresh 


3.74 Fresh 


0.97 Fresh 


3.45 Fresh 


7.96 Fresh 


1.67 Fresh 


1.60 Fresh 


2.70 Fresh 


2.37 Fresh 


4.54 Fresh 


5.19 Fresh 


2.47 Fresh 


3.70 Fresh 


5.08 Fresh 


1.07 Fresh 


2.68 Fresh 


5.61 Fresh 


4.51 Fresh 


2.87 Fresh 


2.26 Fresh 


4.46 Fresh 


2.87 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Ultra Basics 


Ultra Basics 


Phyllite & Schist 


Ultra Basics 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Ultra Basics 


Phyllite & Schist 


Ultra Basics 


Phyllite & Schist 


Ultra Basics 


Ultra Basics 


Ultra Basics 


Phyllite & Schist 


Ultra Basics 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Ultra Basics 


Phyllite & Schist 


Phyllite & Schist 


Ultra Basics 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Ultra Basics 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Ultra Basics 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Ultra Basics 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.86 

150 

138.14 

5.00 

6.91 

0.0020 

0.1013 

11.75 

150 

138.25 

5.00 

6.91 

0.0020 

0.0613 

11.45 

150 

138.55 

5.00 

6.93 

0.0020 

0.0316 

11.45 

120 

108.55 

4.00 

4.34 

0.0013 

0.0075 

5.08 

120 

114.92 

4.00 

4.60 

0.0013 

0.0000 

13.25 

150 

136.75 

5.00 

6.84 

0.0020 

0.0199 

13.25 

120 

106.75 

4.00 

4.27 

0.0013 

0.0000 

14.19 

150 

135.81 

5.00 

6.79 

0.0020 

0.0006 

10.37 

150 

139.63 

5.00 

6.98 

0.0020 

0.1046 

11.50 

150 

138.50 

5.00 

6.92 

0.0020 

0.0441 

10.83 

150 

139.17 

5.00 

6.96 

0.0020 

0.0169 

14.41 

150 

135.59 

5.00 

6.78 

0.0020 

0.0239 

12.71 

150 

137.29 

5.00 

6.86 

0.0020 

0.0205 

6.87 

120 

113.13 

4.00 

4.53 

0.0013 

0.0077 

10.92 

150 

139.08 

5.00 

6.95 

0.0020 

0.0023 

10.92 

120 

109.08 

4.00 

4.36 

0.0013 

0.0051 

12.96 

150 

137.04 

5.00 

6.85 

0.0020 

0.0060 

5.58 

120 

114.42 

4.00 

4.58 

0.0013 

0.0142 

8.05 

120 

111.95 

4.00 

4.48 

0.0013 

0.0108 

4.20 

120 

115.80 

4.00 

4.63 

0.0013 

0.0068 

22.07 

150 

127.93 

5.00 

6.40 

0.0020 

0.0073 

22.07 

120 

97.93 

4.00 

3.92 

0.0013 

0.0004 

11.36 

150 

138.64 

5.00 

6.93 

0.0020 

0.0228 

12.05 

150 

137.95 

5.00 

6.90 

0.0020 

0.0504 

13.75 

150 

136.25 

5.00 

6.81 

0.0020 

0.0022 

13.75 

120 

106.25 

4.00 

4.25 

0.0013 

0.0005 

12.12 

150 

137.88 

5.00 

6.89 

0.0020 

0.0579 

6.70 

150 

143.30 

5.00 

7.17 

0.0020 

0.0024 

6.70 

120 

113.30 

4.00 

4.53 

0.0013 

0.0067 

10.57 

150 

139.43 

5.00 

6.97 

0.0020 

0.0360 

12.12 

150 

137.88 

5.00 

6.89 

0.0020 

0.0034 

7.22 

150 

142.78 

5.00 

7.14 

0.0020 

0.0487 

7.46 

150 

142.54 

5.00 

7.13 

0.0020 

0.0139 

11.47 

150 

138.53 

5.00 

6.93 

0.0020 

0.0466 

13.24 

125 

111.76 

4.00 

4.47 

0.0020 

0.0695 

8.25 

150 

141.75 

5.00 

7.09 

0.0020 

0.0131 

8.25 

120 

111.75 

4.00 

4.47 

0.0013 

0.0042 

12.44 

150 

137.56 

5.00 

6.88 

0.0020 

0.0220 

11.15 

150 

138.85 

5.00 

6.94 

0.0020 

0.0371 

12.47 

125 

112.53 

4.00 

4.50 

0.0020 

0.0016 

11.85 

150 

138.15 

5.00 

6.91 

0.0020 

0.0628 

10.74 

125 

114.26 

4.00 

4.57 

0.0020 

0.0258 

12.77 

150 

137.23 

5.00 

6.86 

0.0020 

0.0104 

12.13 

150 

137.87 

5.00 

6.89 

0.0020 

0.0510 

11.08 

150 

138.92 

5.00 

6.95 

0.0020 

0.0102 

11.08 

120 

108.92 

4.00 

4.36 

0.0013 

0.0001 

10.38 

150 

139.62 

5.00 

6.98 

0.0020 

0.0149 

9.98 

125 

115.02 

4.00 

4.60 

0.0020 

0.0093 

10.33 

125 

114.67 

4.00 

4.59 

0.0020 

0.0381 

10.02 

150 

139.98 

5.00 

7.00 

0.0020 

0.0003 

10.02 

120 

109.98 

4.00 

4.40 

0.0013 

0.0047 

6.81 

150 

143.19 

5.00 

7.16 

0.0020 

0.0411 

14.10 

150 

135.90 

5.00 

6.79 

0.0020 

0.0010 

14.86 

150 

135.14 

5.00 

6.76 

0.0020 

0.0603 

8.80 

150 

141.20 

5.00 

7.06 

0.0020 

0.0405 














































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite & Schist 


Ultra Basics 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Ultra Basics 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Ultra Basics 


Ultra Basics 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Ultra Basics 


Phyllite & Schist 


Ultra Basics 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Ultra Basics 


Ultra Basics 


Phyllite & Schist 


Phyllite & Schist 


Ultra Basics 


Phyllite & Schist 


Ultra Basics 


Phyllite & Schist 


Ultra Basics 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Deccan Traps 


Gneisses(B.G.C) 


Deccan Traps 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Deccan Traps 


Deccan Traps 


Gneisses(B.G.C.) 


Deccan Traps 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Deccan Traps 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

8.16 

150 

141.84 

5.00 

7.09 

0.0020 

0.0049 

8.16 

120 

111.84 

4.00 

4.47 

0.0013 

0.0048 

11.82 

150 

138.18 

5.00 

6.91 

0.0020 

0.0586 

10.11 

150 

139.89 

5.00 

6.99 

0.0020 

0.0123 

12.61 

150 

137.39 

5.00 

6.87 

0.0020 

0.0470 

4.28 

120 

115.72 

4.00 

4.63 

0.0013 

0.0012 

11.09 

150 

138.91 

5.00 

6.95 

0.0020 

0.0373 

7.18 

150 

142.82 

5.00 

7.14 

0.0020 

0.0692 

12.02 

150 

137.98 

5.00 

6.90 

0.0020 

0.0110 

13.12 

150 

136.88 

5.00 

6.84 

0.0020 

0.0012 

18.13 

150 

131.87 

5.00 

6.59 

0.0020 

0.0187 

7.09 

150 

142.91 

5.00 

7.15 

0.0020 

0.0059 

7.09 

120 

112.91 

4.00 

4.52 

0.0013 

0.0000 

7.37 

120 

112.63 

4.00 

4.51 

0.0013 

0.0000 

11.18 

150 

138.82 

5.00 

6.94 

0.0020 

0.0029 

11.27 

150 

138.73 

5.00 

6.94 

0.0020 

0.0047 

13.27 

150 

136.73 

5.00 

6.84 

0.0020 

0.0273 

7.17 

150 

142.83 

5.00 

7.14 

0.0020 

0.0023 

7.17 

120 

112.83 

4.00 

4.51 

0.0013 

0.0074 

10.69 

150 

139.31 

5.00 

6.97 

0.0020 

0.0525 

16.07 

120 

103.93 

4.00 

4.16 

0.0013 

0.0052 

11.54 

150 

138.46 

5.00 

6.92 

0.0020 

0.0102 

9.85 

150 

140.15 

5.00 

7.01 

0.0020 

0.0640 

9.62 

150 

140.38 

5.00 

7.02 

0.0020 

0.0047 

9.62 

120 

110.38 

4.00 

4.42 

0.0013 

0.0090 

5.08 

120 

114.92 

4.00 

4.60 

0.0013 

0.0036 

12.74 

125 

112.26 

4.00 

4.49 

0.0020 

0.0283 

10.80 

150 

139.20 

5.00 

6.96 

0.0020 

0.0096 

10.80 

120 

109.20 

4.00 

4.37 

0.0013 

0.0178 

13.19 

150 

136.81 

5.00 

6.84 

0.0020 

0.0130 

13.19 

120 

106.81 

4.00 

4.27 

0.0013 

0.0066 

11.15 

150 

138.85 

5.00 

6.94 

0.0020 

0.0303 

11.15 

120 

108.85 

4.00 

4.35 

0.0013 

0.0077 

11.54 

150 

138.46 

5.00 

6.92 

0.0020 

0.0009 

11.38 

150 

138.62 

5.00 

6.93 

0.0020 

0.0067 

7.47 

150 

142.53 

5.00 

7.13 

0.0020 

0.0101 

7.24 

150 

142.76 

5.00 

7.14 

0.0020 

0.0607 

8.33 

120 

111.67 

5.00 

5.58 

0.0012 

0.0182 

8.96 

120 

111.04 

5.00 

5.55 

0.0018 

0.0042 

7.31 

120 

112.69 

5.00 

5.63 

0.0018 

0.0182 

7.44 

120 

112.56 

5.00 

5.63 

0.0018 

0.0006 

7.97 

120 

112.03 

5.00 

5.60 

0.0010 

0.0215 

7.97 

120 

112.03 

5.00 

5.60 

0.0012 

0.0003 

6.96 

120 

113.04 

5.00 

5.65 

0.0010 

0.0555 

7.88 

120 

112.12 

5.00 

5.61 

0.0018 

0.0162 

7.73 

120 

112.27 

5.00 

5.61 

0.0018 

0.0798 

7.28 

120 

112.72 

5.00 

5.64 

0.0010 

0.0042 

7.76 

120 

112.24 

5.00 

5.61 

0.0010 

0.0251 

7.76 

120 

112.24 

5.00 

5.61 

0.0012 

0.0019 

7.45 

120 

112.55 

5.00 

5.63 

0.0010 

0.0314 

5.84 

120 

114.16 

5.00 

5.71 

0.0018 

0.0263 

5.84 

120 

114.16 

5.00 

5.71 

0.0018 

0.0042 

6.51 

120 

113.49 

5.00 

5.67 

0.0018 

0.0098 

6.51 

120 

113.49 

5.00 

5.67 

0.0018 

0.0217 

6.59 

120 

113.41 

5.00 

5.67 

0.0010 

0.0360 








































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Deccan Traps 


Gneisses(B.G.C) 


Deccan Traps 


Gneisses(B.G.C) 


Deccan Traps 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Deccan Traps 


Gneisses(B.G.C.) 


Deccan Traps 


Deccan Traps 


Gneisses(B.G.C) 


Deccan Traps 


Gneisses(B.G.C) 


Deccan Traps 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Deccan Traps 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Deccan Traps 


Gneisses(B.G.C) 


Deccan Traps 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Deccan Traps 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Deccan Traps 


Deccan Traps 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

7.31 

120 

112.69 

5.00 

5.63 

0.0010 

0.0003 

7.31 

120 

112.69 

5.00 

5.63 

0.0012 

0.0066 

8.87 

120 

111.13 

5.00 

5.56 

0.0010 

0.0001 

7.65 

120 

112.35 

5.00 

5.62 

0.0018 

0.0201 

7.43 

120 

112.57 

5.00 

5.63 

0.0010 

0.0128 

7.43 

120 

112.57 

5.00 

5.63 

0.0012 

0.0002 

7.97 

120 

112.03 

5.00 

5.60 

0.0018 

0.0104 

8.55 

120 

111.45 

5.00 

5.57 

0.0018 

0.0567 

8.55 

120 

111.45 

5.00 

5.57 

0.0018 

0.0007 

8.62 

120 

111.38 

5.00 

5.57 

0.0018 

0.0052 

6.06 

120 

113.94 

5.00 

5.70 

0.0018 

0.0110 

7.43 

120 

112.57 

5.00 

5.63 

0.0010 

0.0003 

7.43 

120 

112.57 

5.00 

5.63 

0.0012 

0.0255 

7.60 

120 

112.40 

5.00 

5.62 

0.0010 

0.0191 

6.83 

120 

113.17 

5.00 

5.66 

0.0010 

0.0067 

6.83 

120 

113.17 

5.00 

5.66 

0.0012 

0.0103 

6.42 

120 

113.58 

5.00 

5.68 

0.0010 

0.0026 

7.23 

120 

112.77 

5.00 

5.64 

0.0018 

0.0180 

7.73 

120 

112.27 

5.00 

5.61 

0.0010 

0.0069 

7.73 

120 

112.27 

5.00 

5.61 

0.0012 

0.0102 

7.06 

120 

112.94 

5.00 

5.65 

0.0012 

0.0088 

7.06 

120 

112.94 

5.00 

5.65 

0.0012 

0.0083 

6.24 

120 

113.76 

5.00 

5.69 

0.0010 

0.0066 

7.64 

120 

112.36 

5.00 

5.62 

0.0018 

0.0539 

6.25 

120 

113.75 

5.00 

5.69 

0.0018 

0.0058 

7.75 

120 

112.25 

5.00 

5.61 

0.0018 

0.0769 

7.60 

120 

112.40 

5.00 

5.62 

0.0010 

0.0076 

7.60 

120 

112.40 

5.00 

5.62 

0.0012 

0.0019 

7.34 

120 

112.66 

5.00 

5.63 

0.0010 

0.0035 

7.34 

120 

112.66 

5.00 

5.63 

0.0012 

0.0132 

5.75 

120 

114.25 

5.00 

5.71 

0.0018 

0.0000 

5.27 

120 

114.73 

5.00 

5.74 

0.0018 

0.0203 

6.89 

120 

113.11 

5.00 

5.66 

0.0012 

0.0092 

6.89 

120 

113.11 

5.00 

5.66 

0.0010 

0.0010 

6.89 

120 

113.11 

5.00 

5.66 

0.0012 

0.0322 

6.09 

120 

113.91 

5.00 

5.70 

0.0018 

0.0022 

7.99 

120 

112.01 

5.00 

5.60 

0.0018 

0.0387 

6.51 

120 

113.49 

5.00 

5.67 

0.0018 

0.1160 

6.51 

120 

113.49 

5.00 

5.67 

0.0018 

0.0081 

6.36 

120 

113.64 

5.00 

5.68 

0.0012 

0.0028 

7.79 

120 

112.21 

5.00 

5.61 

0.0010 

0.0182 

7.28 

120 

112.72 

5.00 

5.64 

0.0010 

0.0010 

4.18 

110 

105.82 

5.00 

5.29 

0.0025 

0.0002 

6.49 

120 

113.51 

5.00 

5.68 

0.0018 

0.0068 

7.11 

120 

112.89 

5.00 

5.64 

0.0018 

0.0432 

7.11 

120 

112.89 

5.00 

5.64 

0.0018 

0.0053 

3.54 

120 

116.46 

5.00 

5.82 

0.0018 

0.0053 

3.54 

120 

116.46 

5.00 

5.82 

0.0018 

0.0010 

7.99 

120 

112.01 

5.00 

5.60 

0.0018 

0.0015 

8.31 

125 

116.69 

4.00 

4.67 

0.0020 

0.0235 

5.41 

120 

114.59 

5.00 

5.73 

0.0015 

0.0664 

5.41 

120 

114.59 

5.00 

5.73 

0.0015 

0.0085 

6.17 

125 

118.83 

5.00 

5.94 

0.0020 

0.0121 

4.79 

120 

115.21 

5.00 

5.76 

0.0015 

0.0148 

4.79 

120 

115.21 

5.00 

5.76 

0.0015 

0.0155 



















































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 


Baroda 

Beekasor 

Bhachriya 

Bhasor 

Bhatwara 

Bhewri 

Bhojaton Ka Ora 

Bodigama Bara 

Bokarsel 

Chack Pawan 
Chundiyawara 

Damorwara 
Dhani Barwa 

Dhani Danji 
Dhani Dhoondha 

Dhani Hathai 

Dhani Talab 

Dhatana 

Doli 

Forest 

Galiyana 

Gameerpura 
Gamri Devki 

Gara Eklingji 

Gara Kumhariya 

Gara Siyaliya 
Gara Vasan 

Garhi Nawalsingh 


Village 

Area, 

sq.km 


Zone (Fresh 
/ Saline) 


Type of Area 
(Command / Non¬ 
command) 


0827000203323300 8.75 Fresh Non-command 

Command 

0827000103314000 ~ 3.12 7Tesh Non-command 

0827000303335300 _ 0.73 Fresh Non-command 

Command 

0827000303334100 ~ 7.32 7Tesh Non-command 

0827000203323200 3.89 Fresh Non-command 

Command 

0827000203326100 5.83 Fresh Non-command 

Command 

0827000103313800 1.98 Fresh Non-command 

Non-command 

0827000203326300 ~ 12.01 7Tesh Command 

0827000203326400 _ 9.10 Fresh Command 

0827000203320700 3.83 Fresh Non-command 

Non-command 

0827000203325700 ~ 2.76 7Tesh Command 

0827000203320500 _ 5.28 Fresh Non-command 

Command 

0827000303336600 ~ 1.25 Fresh Non-command 

0827000303334300 2.60 Fresh Non-command 

Command 

0827000203321200 ~ 0.74 7Tesh Non-command 

0827000203321100 _ 0.55 Fresh Non-command 

Non-command 

0827000103313900 ~ 0.95 Fresh Non-command 

0827000203321300 _ 2.48 Fresh Non-command 

0827000203318400 _ 10.04 Fresh Non-command 

0827000303334600 2.55 Fresh Non-command 

0827000327900018 ~ 11.81 7Tesh Non-command 

0827000203321600 3.39 Fresh Non-command 

Command 

0827000203321000 ~ 2.57 7Tesh Non-command 

0827000303334400 _ 2.80 Fresh Non-command 

Command 

0827000203323500 ~ 2.60 7Tesh Non-command 

Command 

0827000203322000 ~ 3.10 7Tesh Non-command 

Non-command 

0827000203321800 ~ 3.56 Fresh Command 

0827000303335100 3.21 Fresh Non-command 

Command 

0827000203322100 ~ 1.68 7Tesh Non-command 

Non-command 


Command 

Garhmaiyariya 0827000203322600 3.23 Fresh Non-command 

Non-command 


Command 


Command 

Gehuwara 0827000103314200 2.69 Fresh Non-command 

Non-command 

Ghanta 0827000203320900 0.76 Fresh Non-command 

Ghatra 0827000203326600 9.28 Fresh Non-command 

Command 

Gothra 0827000203323400 4.71 Fresh Non-command 


Hydrogeological Unit 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

2.79 

120 

117.21 

5.00 

5.86 

0.0015 

0.0191 

2.79 

120 

117.21 

5.00 

5.86 

0.0015 

0.0578 

9.98 

110 

100.02 

4.00 

4.00 

0.0018 

0.0195 

5.38 

125 

119.62 

4.00 

4.78 

0.0020 

0.0004 

5.38 

125 

119.62 

4.00 

4.78 

0.0020 

0.0066 

2.89 

125 

122.11 

4.00 

4.88 

0.0020 

0.0715 

3.20 

120 

116.80 

5.00 

5.84 

0.0015 

0.0062 

3.20 

120 

116.80 

5.00 

5.84 

0.0015 

0.0279 

7.31 

120 

112.69 

5.00 

5.63 

0.0015 

0.0263 

7.31 

120 

112.69 

5.00 

5.63 

0.0015 

0.0230 

6.86 

110 

103.14 

4.00 

4.13 

0.0018 

0.0002 

6.86 

125 

118.14 

5.00 

5.91 

0.0020 

0.0117 

4.40 

120 

115.60 

5.00 

5.78 

0.0015 

0.1041 

4.52 

120 

115.48 

5.00 

5.77 

0.0015 

0.0732 

10.56 

110 

99.44 

5.00 

4.97 

0.0018 

0.0324 

10.56 

120 

109.44 

5.00 

5.47 

0.0015 

0.0004 

6.20 

120 

113.80 

5.00 

5.69 

0.0015 

0.0235 

7.03 

120 

112.97 

5.00 

5.65 

0.0015 

0.0444 

7.03 

120 

112.97 

5.00 

5.65 

0.0015 

0.0003 

8.97 

125 

116.03 

4.00 

4.64 

0.0020 

0.0108 

5.47 

125 

119.53 

4.00 

4.78 

0.0020 

0.0235 

5.47 

125 

119.53 

4.00 

4.78 

0.0020 

0.0001 

7.95 

120 

112.05 

5.00 

5.60 

0.0015 

0.0062 

6.84 

110 

103.16 

5.00 

5.16 

0.0018 

0.0007 

6.84 

120 

113.16 

5.00 

5.66 

0.0015 

0.0040 

7.71 

110 

102.29 

4.00 

4.09 

0.0018 

0.0005 

7.30 

120 

112.70 

5.00 

5.64 

0.0015 

0.0210 

12.44 

120 

107.57 

5.00 

5.38 

0.0015 

0.0005 

8.77 

125 

116.23 

4.00 

4.65 

0.0020 

0.0237 

7.11 

125 

117.89 

4.00 

4.72 

0.0020 

0.0251 

5.86 

120 

114.14 

5.00 

5.71 

0.0015 

0.0026 

5.86 

120 

114.14 

5.00 

5.71 

0.0015 

0.0264 

8.20 

120 

111.80 

5.00 

5.59 

0.0015 

0.0215 

6.16 

125 

118.84 

4.00 

4.75 

0.0020 

0.0265 

6.16 

125 

118.84 

4.00 

4.75 

0.0020 

0.0001 

6.94 

120 

113.06 

5.00 

5.65 

0.0015 

0.0003 

6.94 

120 

113.06 

5.00 

5.65 

0.0015 

0.0128 

5.18 

110 

104.82 

5.00 

5.24 

0.0018 

0.0140 

5.18 

120 

114.82 

5.00 

5.74 

0.0015 

0.0136 

5.51 

120 

114.49 

5.00 

5.72 

0.0015 

0.0306 

6.76 

125 

118.24 

4.00 

4.73 

0.0020 

0.0302 

6.76 

125 

118.24 

4.00 

4.73 

0.0020 

0.0001 

3.95 

110 

106.05 

5.00 

5.30 

0.0018 

0.0130 

3.95 

120 

116.05 

5.00 

5.80 

0.0015 

0.0023 

3.95 

110 

106.05 

5.00 

5.30 

0.0018 

0.0000 

5.63 

110 

104.37 

5.00 

5.22 

0.0018 

0.0001 

5.63 

120 

114.37 

5.00 

5.72 

0.0015 

0.0203 

5.63 

110 

104.37 

5.00 

5.22 

0.0018 

0.0002 

5.63 

120 

114.37 

5.00 

5.72 

0.0015 

0.0060 

7.05 

110 

102.95 

4.00 

4.12 

0.0018 

0.0046 

7.05 

125 

117.95 

5.00 

5.90 

0.0020 

0.0242 

7.32 

120 

112.68 

5.00 

5.63 

0.0015 

0.0064 

6.73 

120 

113.27 

5.00 

5.66 

0.0015 

0.0030 

6.73 

120 

113.27 

5.00 

5.66 

0.0015 

0.0375 

7.34 

120 

112.66 

5.00 

5.63 

0.0015 

0.0164 






























































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

7.34 

120 

112.66 

5.00 

5.63 

0.0015 

0.0183 

4.74 

125 

120.26 

4.00 

4.81 

0.0020 

0.0256 

7.07 

120 

112.93 

5.00 

5.65 

0.0015 

0.0147 

7.07 

120 

112.93 

5.00 

5.65 

0.0015 

0.0062 

7.35 

125 

117.65 

4.00 

4.71 

0.0020 

0.0136 

4.20 

120 

115.80 

5.00 

5.79 

0.0015 

0.0556 

14.51 

125 

110.49 

5.00 

5.52 

0.0020 

0.0017 

5.86 

120 

114.14 

5.00 

5.71 

0.0015 

0.0193 

5.83 

120 

114.17 

5.00 

5.71 

0.0015 

0.0471 

7.41 

110 

102.59 

4.00 

4.10 

0.0018 

0.0164 

7.41 

125 

117.59 

5.00 

5.88 

0.0020 

0.0025 

9.94 

125 

115.06 

4.00 

4.60 

0.0020 

0.0101 

9.94 

125 

115.06 

4.00 

4.60 

0.0020 

0.0145 

7.53 

110 

102.47 

5.00 

5.12 

0.0018 

0.0009 

7.53 

120 

112.47 

5.00 

5.62 

0.0015 

0.0053 

11.31 

110 

98.69 

5.00 

4.93 

0.0018 

0.0072 

11.31 

120 

108.69 

5.00 

5.43 

0.0015 

0.0593 

8.48 

125 

116.52 

4.00 

4.66 

0.0020 

0.0594 

7.37 

125 

117.63 

4.00 

4.71 

0.0020 

0.0100 

5.49 

125 

119.51 

4.00 

4.78 

0.0020 

0.0503 

5.49 

125 

119.51 

4.00 

4.78 

0.0020 

0.0119 

11.55 

110 

98.45 

5.00 

4.92 

0.0018 

0.0057 

11.55 

120 

108.45 

5.00 

5.42 

0.0015 

0.0139 

5.94 

120 

114.06 

5.00 

5.70 

0.0015 

0.0764 

9.36 

125 

115.64 

4.00 

4.63 

0.0020 

0.0152 

9.09 

110 

100.91 

5.00 

5.05 

0.0018 

0.0395 

9.09 

120 

110.91 

5.00 

5.55 

0.0015 

0.0048 

5.46 

125 

119.54 

4.00 

4.78 

0.0020 

0.0037 

8.61 

120 

111.39 

5.00 

5.57 

0.0015 

0.0013 

8.61 

120 

111.39 

5.00 

5.57 

0.0015 

0.0177 

9.21 

120 

110.79 

5.00 

5.54 

0.0015 

0.0211 

3.54 

125 

121.46 

4.00 

4.86 

0.0020 

0.0127 

11.70 

120 

108.30 

5.00 

5.41 

0.0015 

0.0168 

5.67 

125 

119.33 

4.00 

4.77 

0.0020 

0.0006 

5.61 

125 

119.39 

4.00 

4.78 

0.0020 

0.0059 

9.52 

125 

115.48 

5.00 

5.77 

0.0020 

0.0642 

8.37 

125 

116.63 

5.00 

5.83 

0.0020 

0.1334 

13.73 

125 

111.27 

5.00 

5.56 

0.0020 

0.0031 

5.93 

120 

114.07 

5.00 

5.70 

0.0015 

0.0092 

5.13 

120 

114.87 

5.00 

5.74 

0.0015 

0.0263 

13.29 

120 

106.71 

5.00 

5.34 

0.0015 

0.0083 

5.70 

120 

114.30 

5.00 

5.72 

0.0015 

0.0334 

5.62 

120 

114.38 

5.00 

5.72 

0.0015 

0.0567 

5.22 

120 

114.78 

5.00 

5.74 

0.0015 

0.0154 

11.10 

110 

98.91 

5.00 

4.95 

0.0018 

0.0004 

11.10 

120 

108.91 

5.00 

5.45 

0.0015 

0.0000 

5.45 

120 

114.55 

5.00 

5.73 

0.0015 

0.0277 

4.64 

110 

105.36 

5.00 

5.27 

0.0018 

0.0000 

4.64 

120 

115.36 

5.00 

5.77 

0.0015 

0.0008 

4.64 

110 

105.36 

5.00 

5.27 

0.0018 

0.0005 

4.64 

120 

115.36 

5.00 

5.77 

0.0015 

0.0085 

8.62 

125 

116.38 

4.00 

4.66 

0.0020 

0.0004 

7.59 

120 

112.41 

5.00 

5.62 

0.0015 

0.0105 

7.59 

120 

112.41 

5.00 

5.62 

0.0015 

0.0282 

3.22 

120 

116.78 

5.00 

5.84 

0.0015 

0.0169 





















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



09004035 


Nayagaon Punali 


Nihalpura 


Pachlasa Bara 


Pada 


Padardi Bari 


Padwa 


Palthoor 


Pan Talai 


Parda Thoor 


Patli 


Pindawal 


Punali 


Punjpur 


Raiki 


Rama 


Ramgarh 


Rampur 


Rayna 


Sakani 


Samaliya 


Saroda 


Surela 


Talora 


Teetwa 


Usmaniya 


Varaghoriya 


Vasundar Bari 


Andok 


Bassi 


Bhanwarda 


Bhoori Para 


Bhoraj 


Chorbar 


Dholka Nai 


Haloopara 


Khana Para 


Khankhariya 


Kotri 


Census Code 


0827000103314300 


0827000203322800 


0827000203325200 


0827000303335400 


0827000303335800 


0827000303337500 


0827000203320600 


0827000303337400 


0827000203318800 


0827000103313500 


0827000203328600 


0827000103314500 


0827000203322700 


0827000203325000 


0827000103314800 


0827000203318500 


0827000303335000 


0827000203321700 


0827000203319200 


0827000303337300 


0827000303336400 


0827000303333800 


0827000203326500 


0827000303339100 


0827000203326200 


0827000203320200 


0827000203320100 


0828000503523100 


0828000503523300 


0828000503522800 


0828000503521900 


0828000503522700 


0828000503523800 


0828000503523200 


0828000503523000 


0828000503522500 


0828000503522000 


0828000503522400 



Zone (Fresh 
/ Saline) 


1.76 Fresh 


2.45 Fresh 


10.97 Fresh 



0.28 Fresh 


7.01 Fresh 



10.10 Fresh 


3.88 Fresh 


1.80 Fresh 


2.04 Fresh 


5.77 Fresh 


10.07 Fresh 


8.55 Fresh 


9.46 Fresh 


5.06 Fresh 


1.54 Fresh 


4.92 Fresh 


1.00 Fresh 


2.57 Fresh 


5.25 Fresh 


4.15 Fresh 


6.26 Fresh 


4.13 Fresh 


6.19 Fresh 


2.30 Fresh 


6.07 Fresh 



4.14 Fresh 


1.71 Fresh 




Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 

Non-command 

Deccan Traps 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

6.87 

125 

118.13 

5.00 

5.91 

0.0020 

0.0208 

5.01 

120 

114.99 

5.00 

5.75 

0.0015 

0.0211 

8.98 

120 

111.02 

5.00 

5.55 

0.0015 

0.0530 

8.98 

120 

111.02 

5.00 

5.55 

0.0015 

0.0159 

4.50 

120 

115.50 

5.00 

5.78 

0.0015 

0.0110 

4.50 

120 

115.50 

5.00 

5.78 

0.0015 

0.0856 

4.99 

125 

120.01 

4.00 

4.80 

0.0020 

0.0027 

8.20 

125 

116.80 

4.00 

4.67 

0.0020 

0.0359 

8.20 

125 

116.80 

4.00 

4.67 

0.0020 

0.0070 

5.13 

125 

119.87 

4.00 

4.79 

0.0020 

0.0030 

5.13 

125 

119.87 

4.00 

4.79 

0.0020 

0.0487 

8.87 

125 

116.13 

4.00 

4.65 

0.0020 

0.0936 

10.11 

110 

99.89 

5.00 

4.99 

0.0018 

0.0174 

10.11 

120 

109.89 

5.00 

5.49 

0.0015 

0.0147 

8.46 

125 

116.54 

4.00 

4.66 

0.0020 

0.0061 

11.06 

110 

98.94 

5.00 

4.95 

0.0018 

0.0159 

11.06 

120 

108.94 

5.00 

5.45 

0.0015 

0.0017 

6.09 

125 

118.91 

5.00 

5.95 

0.0020 

0.0343 

7.63 

120 

112.37 

5.00 

5.62 

0.0015 

0.0130 

6.86 

125 

118.14 

5.00 

5.91 

0.0020 

0.0383 

4.59 

120 

115.41 

5.00 

5.77 

0.0015 

0.0819 

13.12 

120 

106.88 

5.00 

5.34 

0.0015 

0.0001 

13.80 

125 

111.20 

5.00 

5.56 

0.0020 

0.0001 

12.46 

110 

97.54 

5.00 

4.88 

0.0018 

0.0002 

12.46 

120 

107.54 

5.00 

5.38 

0.0015 

0.0057 

5.95 

125 

119.05 

4.00 

4.76 

0.0020 

0.0076 

5.95 

125 

119.05 

4.00 

4.76 

0.0020 

0.0019 

6.03 

120 

113.97 

5.00 

5.70 

0.0015 

0.0007 

6.03 

120 

113.97 

5.00 

5.70 

0.0015 

0.0213 

12.31 

120 

107.69 

5.00 

5.38 

0.0015 

0.0035 

8.81 

125 

116.19 

4.00 

4.65 

0.0020 

0.0023 

9.51 

125 

115.49 

4.00 

4.62 

0.0020 

0.0060 

6.72 

125 

118.28 

4.00 

4.73 

0.0020 

0.0252 

10.63 

120 

109.37 

5.00 

5.47 

0.0015 

0.0080 

6.14 

125 

118.86 

4.00 

4.75 

0.0020 

0.0032 

6.26 

120 

113.74 

5.00 

5.69 

0.0015 

0.0091 

6.26 

120 

113.74 

5.00 

5.69 

0.0015 

0.0427 

8.42 

125 

116.58 

4.00 

4.66 

0.0020 

0.0003 

8.42 

125 

116.58 

4.00 

4.66 

0.0020 

0.0564 

13.11 

120 

106.89 

5.00 

5.34 

0.0015 

0.0045 

7.88 

120 

112.12 

5.00 

5.61 

0.0015 

0.0133 

7.88 

120 

112.12 

5.00 

5.61 

0.0015 

0.0001 

5.64 

120 

114.36 

5.00 

5.72 

0.0015 

0.0222 

5.64 

120 

114.36 

5.00 

5.72 

0.0015 

0.0065 

6.43 

125 

118.57 

3.00 

3.56 

0.0018 

0.0216 

10.40 

125 

114.60 

3.00 

3.44 

0.0018 

0.0395 

5.92 

125 

119.08 

3.00 

3.57 

0.0018 

0.0166 

11.33 

125 

113.67 

3.00 

3.41 

0.0018 

0.0080 

6.12 

125 

118.88 

3.00 

3.57 

0.0018 

0.0029 

10.66 

125 

114.34 

3.00 

3.43 

0.0018 

0.0021 

7.41 

125 

117.59 

3.00 

3.53 

0.0018 

0.0280 

5.42 

125 

119.58 

3.00 

3.59 

0.0018 

0.0017 

5.47 

125 

119.53 

3.00 

3.59 

0.0018 

0.0017 

31.36 

125 

93.64 

3.00 

2.81 

0.0018 

0.0010 

42.11 

125 

82.89 

3.00 

2.49 

0.0018 

0.0012 
































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



09004036 


09004037 


Orwa 


Roopgarh 


Sundri Para 


Taraliya 


Amargun 


Ambapara 


Bagpura 


Bhatiya 


Chandra Road 


Chhaliyawar 


Danakshari 


Danpur 


Doongra 


Gagarwa 


Garh 


Gopalpuri 


Harnathpura 


Hiriya Garhi 


Jhamliya 


Jhanjhiyamal 


Jhuwa 


Kala Khet 


Kanpuri 


Katumbi 


Khajuri 


Khalda 


Khanpura 


Kherdi 


Khuntdiya 


Kundli Para 


Kuntabari 


Lambi Sadar 


Mahuri Khera 


Manpuri 


Margali 


Muliya 


Nadiya 


Nagakhali 


Pada 


Patinagra 


Peepli Para 


Phephar 


Ramgarh 


Salrapara 


Sarwan 


Sarwani 


Siyari 


Tamtiya 


Tejpur 


Theekariya 


Tilgari 


Umripara 


Wagtalab 


Ajwaji Ka Gara 


Amarpura 


Census Code 


0828000503522900 


0828000503523400 


0828000503522600 


0828000503521800 


0828000303438200 


0828000303442900 


0828000303442500 


0828000303442600 


0828000303438100 


0828000303429300 


0828000303437600 


0828000303443300 


0828000303429000 


0828000303428700 


0828000303441600 


0828000303441900 


0828000303440900 


0828000303441500 


0828000303428300 


0828000303441700 


0828000303442400 


0828000303438300 


0828000303429100 


0828000303437800 


0828000303428400 


0828000303428100 


0828000303438400 


0828000303428000 


0828000303442300 


0828000303437900 


0828000303428500 


0828000303440700 


0828000303442200 


0828000303443200 


0828000303442000 


0828000303438000 


0828000303456800 


0828000303437700 


0828000303427800 


0828000303429400 


0828000303443400 


0828000303443500 


0828000303427700 


0828000303442700 


0828000303443600 


0828000303442800 


0828000303428200 


0828000303443100 


0828000303428900 


0828000303429200 


0828000303438500 


0828000303442100 


0828000303441800 


0828000103389000 


0828000103377800 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Non-command 

Deccan Traps 

Fresh 

Command 

Gneisses(B.G.C) 

Fresh 

Command 

Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

5.27 

125 

119.73 

3.00 

3.59 

0.0018 

0.0001 

6.74 

125 

118.26 

3.00 

3.55 

0.0018 

0.0137 

8.52 

125 

116.48 

3.00 

3.49 

0.0018 

0.0224 

5.90 

125 

119.10 

3.00 

3.57 

0.0018 

0.0009 

7.99 

120 

112.01 

4.00 

4.48 

0.0018 

0.0049 

21.17 

120 

98.83 

4.00 

3.95 

0.0018 

0.0026 

13.08 

120 

106.92 

4.00 

4.28 

0.0018 

0.0018 

13.54 

120 

106.46 

4.00 

4.26 

0.0018 

0.0074 

7.01 

120 

112.99 

4.00 

4.52 

0.0018 

0.0152 

6.75 

120 

113.25 

4.00 

4.53 

0.0018 

0.0141 

6.61 

120 

113.39 

4.00 

4.54 

0.0018 

0.0260 

8.57 

120 

111.43 

4.00 

4.46 

0.0018 

0.1005 

9.05 

120 

110.95 

4.00 

4.44 

0.0018 

0.0233 

7.10 

120 

112.90 

4.00 

4.52 

0.0018 

0.0058 

26.06 

120 

93.94 

4.00 

3.76 

0.0018 

0.0018 

13.90 

120 

106.10 

4.00 

4.24 

0.0018 

0.0126 

8.89 

120 

111.11 

4.00 

4.44 

0.0018 

0.0008 

26.53 

120 

93.47 

4.00 

3.74 

0.0018 

0.0000 

6.95 

120 

113.05 

4.00 

4.52 

0.0018 

0.0136 

24.94 

120 

95.06 

4.00 

3.80 

0.0018 

0.0156 

11.52 

120 

108.48 

4.00 

4.34 

0.0018 

0.0130 

13.38 

120 

106.62 

4.00 

4.26 

0.0018 

0.0370 

7.13 

120 

112.87 

4.00 

4.51 

0.0018 

0.0224 

6.67 

120 

113.33 

4.00 

4.53 

0.0018 

0.0752 

7.72 

120 

112.28 

4.00 

4.49 

0.0018 

0.0601 

5.31 

120 

114.69 

4.00 

4.59 

0.0018 

0.0272 

15.34 

120 

104.66 

4.00 

4.19 

0.0018 

0.0197 

4.51 

120 

115.49 

4.00 

4.62 

0.0018 

0.0046 

9.57 

120 

110.43 

4.00 

4.42 

0.0018 

0.0117 

6.96 

120 

113.04 

4.00 

4.52 

0.0018 

0.0097 

6.41 

120 

113.59 

4.00 

4.54 

0.0018 

0.0126 

7.79 

120 

112.21 

4.00 

4.49 

0.0018 

0.0015 

12.97 

120 

107.03 

4.00 

4.28 

0.0018 

0.0166 

7.99 

120 

112.01 

4.00 

4.48 

0.0018 

0.0159 

15.60 

120 

104.40 

4.00 

4.18 

0.0018 

0.0121 

7.08 

120 

112.92 

4.00 

4.52 

0.0018 

0.0239 

8.17 

120 

111.83 

4.00 

4.47 

0.0018 

0.0001 

6.64 

120 

113.36 

4.00 

4.53 

0.0018 

0.0212 

4.02 

120 

115.98 

4.00 

4.64 

0.0018 

0.0098 

6.57 

120 

113.43 

4.00 

4.54 

0.0018 

0.0062 

9.60 

120 

110.40 

4.00 

4.42 

0.0018 

0.0424 

8.76 

120 

111.24 

4.00 

4.45 

0.0018 

0.0864 

3.88 

120 

116.12 

4.00 

4.64 

0.0018 

0.0004 

13.47 

120 

106.53 

4.00 

4.26 

0.0018 

0.0593 

10.68 

120 

109.32 

4.00 

4.37 

0.0018 

0.0781 

10.27 

120 

109.73 

4.00 

4.39 

0.0018 

0.0246 

6.02 

120 

113.98 

4.00 

4.56 

0.0018 

0.0111 

8.16 

120 

111.84 

4.00 

4.47 

0.0018 

0.0080 

12.49 

120 

107.51 

4.00 

4.30 

0.0018 

0.0412 

6.79 

120 

113.21 

4.00 

4.53 

0.0018 

0.0240 

24.94 

120 

95.06 

4.00 

3.80 

0.0018 

0.0101 

12.62 

120 

107.38 

4.00 

4.30 

0.0018 

0.0162 

19.85 

120 

100.15 

4.00 

4.01 

0.0018 

0.0221 

3.87 

110 

106.13 

5.00 

5.31 

0.0025 

0.0353 

5.98 

120 

114.02 

4.00 

4.56 

0.0023 

0.0000 





















































































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

4.29 

110 

105.71 

5.00 

5.29 

0.0025 

0.0188 

4.29 

110 

105.71 

5.00 

5.29 

0.0025 

0.0360 

6.87 

110 

103.13 

5.00 

5.16 

0.0025 

0.0330 

6.01 

110 

103.99 

5.00 

5.20 

0.0025 

0.1557 

3.39 

110 

106.61 

5.00 

5.33 

0.0025 

0.0200 

3.39 

120 

116.61 

4.00 

4.66 

0.0023 

0.0002 

3.39 

110 

106.61 

5.00 

5.33 

0.0025 

0.0000 

6.75 

120 

113.25 

4.00 

4.53 

0.0023 

0.0001 

8.07 

110 

101.93 

5.00 

5.10 

0.0025 

0.0472 

8.07 

120 

111.93 

4.00 

4.48 

0.0023 

0.0015 

5.37 

110 

104.63 

5.00 

5.23 

0.0025 

0.0054 

6.14 

110 

103.86 

5.00 

5.19 

0.0025 

0.0022 

6.14 

120 

113.86 

4.00 

4.55 

0.0023 

0.0000 

6.14 

110 

103.86 

5.00 

5.19 

0.0025 

0.0192 

6.14 

120 

113.86 

4.00 

4.55 

0.0023 

0.0015 

5.25 

110 

104.75 

5.00 

5.24 

0.0025 

0.0001 

6.45 

120 

113.55 

4.00 

4.54 

0.0023 

0.0018 

4.84 

110 

105.16 

5.00 

5.26 

0.0025 

0.0507 

4.84 

110 

105.16 

5.00 

5.26 

0.0025 

0.0000 

5.81 

110 

104.19 

5.00 

5.21 

0.0025 

0.0232 

7.21 

110 

102.79 

5.00 

5.14 

0.0025 

0.0458 

4.86 

110 

105.14 

5.00 

5.26 

0.0025 

0.0000 

5.50 

110 

104.50 

5.00 

5.22 

0.0025 

0.0206 

3.50 

110 

106.50 

5.00 

5.33 

0.0025 

0.0377 

3.74 

110 

106.26 

5.00 

5.31 

0.0025 

0.0626 

3.74 

110 

106.26 

5.00 

5.31 

0.0025 

0.0002 

3.16 

110 

106.84 

5.00 

5.34 

0.0025 

0.0230 

3.16 

120 

116.84 

4.00 

4.67 

0.0023 

0.0065 

4.91 

120 

115.09 

4.00 

4.60 

0.0023 

0.0024 

6.87 

110 

103.13 

5.00 

5.16 

0.0025 

0.0278 

3.80 

120 

116.20 

4.00 

4.65 

0.0023 

0.0879 

4.65 

120 

115.35 

4.00 

4.61 

0.0023 

0.0343 

4.93 

110 

105.07 

5.00 

5.25 

0.0025 

0.0566 

8.22 

110 

101.78 

5.00 

5.09 

0.0025 

0.0349 

6.05 

120 

113.95 

4.00 

4.56 

0.0023 

0.0084 

3.56 

110 

106.44 

5.00 

5.32 

0.0025 

0.0003 

3.56 

120 

116.44 

4.00 

4.66 

0.0023 

0.0007 

6.01 

120 

113.99 

4.00 

4.56 

0.0023 

0.0160 

6.64 

110 

103.36 

5.00 

5.17 

0.0025 

0.0001 

3.43 

110 

106.57 

5.00 

5.33 

0.0025 

0.0172 

5.71 

120 

114.29 

4.00 

4.57 

0.0023 

0.0171 

4.98 

110 

105.02 

5.00 

5.25 

0.0025 

0.0017 

4.98 

120 

115.02 

4.00 

4.60 

0.0023 

0.0133 

7.74 

110 

102.26 

5.00 

5.11 

0.0025 

0.0508 

4.72 

110 

105.28 

5.00 

5.26 

0.0025 

0.1422 

4.72 

110 

105.28 

5.00 

5.26 

0.0025 

0.0581 

4.98 

110 

105.02 

5.00 

5.25 

0.0025 

0.0720 

12.02 

110 

97.98 

5.00 

4.90 

0.0025 

0.0137 

12.02 

120 

107.98 

4.00 

4.32 

0.0023 

0.0100 

6.33 

110 

103.67 

5.00 

5.18 

0.0025 

0.0083 

7.17 

120 

112.83 

4.00 

4.51 

0.0023 

0.0136 

7.14 

120 

112.86 

4.00 

4.51 

0.0023 

0.0022 

4.53 

110 

105.47 

5.00 

5.27 

0.0025 

0.0231 

5.54 

110 

104.46 

5.00 

5.22 

0.0025 

0.0024 

5.54 

120 

114.46 

4.00 

4.58 

0.0023 

0.0085 





















































































































































































































































































































































































































































































































































































































































































































































Kamji Ka Khera_|0828000103391000 | 1.63 


Kanji Ka Gara 

0828000103389300 

1.70 

Kanthao 

0828000103383200 

3.15 


Karagcheeya 

0828000103389100 

2.04 

Karwa Umri 

0828000103393300 

7.18 

Kehri 

0828000103393200 

3.62 

Khadiyon Ka Parda 

0828000103390000 

0.86 

Khamera 

0828000103390600 

0.75 


Kherdipara 

0828000103392800 

1.61 

Kherwa 

0828000103392700 

2.66 


Kunda 

0828000103392600 

1.24 

Kundli 

0828000103382500 

1.57 

Kuwaniya 

0828000103402300 

11.47 


Non-command 
Fresh Non-command 

Non-command 
Fresh Command 

Fresh Command 

Non-command 
Fresh Command 

Fresh Command 

Fresh Command 

Fresh Non-command 

Fresh Non-command 

Non-command 
Fresh Non-command 

Fresh Non-command 

Non-command 
Fresh Non-command 

Fresh Command 

Fresh Command 

Command 


Lakheriya_[0828000103393000 


Lalpura_|0828000103390700 


Mahapura Charel 

0828000103386300 

Mahapura Gara 

0828000103386200 

Mahapura Rathor 

0828000103386100 


Makanpura _ 0828000103377900 

_ 0828000103382800 

Mali Khera 0828000103383300 


Miya Ka Parda 

0828000103387500 

Miyasa 

0828000103392000 

Mordinichali 

0828000103402600 


Mordiupli 

0828000103402500 

Mundari Pada 

0828000103392300 


Mungana_|0828000103393900 



Non-command 
Fresh Command 

Non-command 
Fresh Non-command 

Non-command 
Fresh Non-command 

Fresh Non-command 

Fresh Non-command 

Non-command 
Fresh Command 

Fresh Command 

Fresh Non-command 

Non-command 
Fresh Command 

Fresh Non-command 

Fresh Command 

Command 
Fresh Command 

Fresh Non-command 

Non-command 
Fresh Command 


Hydrogeological Unit 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

5.54 

120 

114.46 

4.00 

4.58 

0.0023 

0.0062 

7.69 

110 

102.31 

5.00 

5.12 

0.0025 

0.0001 

7.69 

120 

112.31 

4.00 

4.49 

0.0023 

0.0137 

5.52 

110 

104.48 

5.00 

5.22 

0.0025 

0.0206 

5.52 

120 

114.48 

4.00 

4.58 

0.0023 

0.0099 

4.25 

120 

115.75 

4.00 

4.63 

0.0023 

0.0000 

5.59 

110 

104.41 

5.00 

5.22 

0.0025 

0.0825 

6.82 

100 

93.18 

5.00 

4.66 

0.0025 

0.0028 

6.82 

120 

113.18 

4.00 

4.53 

0.0023 

0.0025 

6.12 

110 

103.88 

5.00 

5.19 

0.0025 

0.0272 

5.71 

120 

114.29 

4.00 

4.57 

0.0023 

0.0534 

5.71 

120 

114.29 

4.00 

4.57 

0.0023 

0.0000 

7.26 

120 

112.74 

4.00 

4.51 

0.0023 

0.0213 

10.86 

110 

99.14 

5.00 

4.96 

0.0025 

0.0014 

10.86 

110 

99.14 

5.00 

4.96 

0.0025 

0.0188 

10.86 

120 

109.14 

4.00 

4.37 

0.0023 

0.0153 

8.97 

110 

101.03 

5.00 

5.05 

0.0025 

0.0000 

8.97 

120 

111.03 

4.00 

4.44 

0.0023 

0.0002 

3.19 

110 

106.81 

5.00 

5.34 

0.0025 

0.0228 

7.80 

120 

112.20 

4.00 

4.49 

0.0023 

0.0125 

7.80 

120 

112.20 

4.00 

4.49 

0.0023 

0.0187 

3.50 

110 

106.50 

5.00 

5.33 

0.0025 

0.0271 

5.43 

110 

104.57 

5.00 

5.23 

0.0025 

0.0939 

3.81 

110 

106.19 

5.00 

5.31 

0.0025 

0.0480 

8.04 

120 

111.96 

4.00 

4.48 

0.0023 

0.0087 

6.21 

110 

103.79 

5.00 

5.19 

0.0025 

0.0073 

6.21 

120 

113.79 

4.00 

4.55 

0.0023 

0.0019 

5.08 

110 

104.92 

5.00 

5.25 

0.0025 

0.0152 

5.14 

110 

104.86 

5.00 

5.24 

0.0025 

0.0010 

5.14 

120 

114.86 

4.00 

4.59 

0.0023 

0.0161 

5.80 

120 

114.20 

4.00 

4.57 

0.0023 

0.0128 

4.71 

120 

115.29 

4.00 

4.61 

0.0023 

0.0139 

4.94 

110 

105.06 

5.00 

5.25 

0.0025 

0.0535 

4.94 

120 

115.06 

4.00 

4.60 

0.0023 

0.0021 

4.94 

110 

105.06 

5.00 

5.25 

0.0025 

0.0420 

7.64 

110 

102.36 

5.00 

5.12 

0.0025 

0.0083 

7.64 

110 

102.36 

5.00 

5.12 

0.0025 

0.0624 

6.21 

110 

103.79 

5.00 

5.19 

0.0025 

0.0113 

6.21 

120 

113.79 

4.00 

4.55 

0.0023 

0.0027 

6.38 

110 

103.62 

5.00 

5.18 

0.0025 

0.0100 

6.37 

110 

103.63 

5.00 

5.18 

0.0025 

0.0096 

6.43 

110 

103.57 

5.00 

5.18 

0.0025 

0.0045 

6.43 

120 

113.57 

4.00 

4.54 

0.0023 

0.0006 

7.55 

120 

112.45 

4.00 

4.50 

0.0023 

0.0005 

6.59 

120 

113.41 

4.00 

4.54 

0.0023 

0.0274 

7.06 

110 

102.94 

5.00 

5.15 

0.0025 

0.0000 

7.06 

120 

112.94 

4.00 

4.52 

0.0023 

0.0076 

4.73 

110 

105.27 

5.00 

5.26 

0.0025 

0.0379 

6.54 

120 

113.46 

4.00 

4.54 

0.0023 

0.0006 

3.87 

110 

106.13 

5.00 

5.31 

0.0025 

0.0515 

3.87 

120 

116.13 

4.00 

4.65 

0.0023 

0.0021 

4.26 

110 

105.74 

5.00 

5.29 

0.0025 

0.0386 

6.22 

110 

103.78 

5.00 

5.19 

0.0025 

0.0016 

6.22 

120 

113.78 

4.00 

4.55 

0.0023 

0.0053 

7.64 

110 

102.36 

5.00 

5.12 

0.0025 

0.0810 





































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 


09005038 


Nagdala 


N a rot on Ki Goj 


Nathji Ka Gara 


Nathu Kheri 


Nawa Khera 


Negred 


Odwadiya 


Padal Bari 


Padal Chhoti 


Padi Khera 


Padiya 


Padoli Rathor 


Padra 


Paroli Gordhan 


Pathara 


Ramli 


Roojiya 


Roopji Ka Khera 


Rughnath Singh Ka 


Sadri 


Sagthali 


Salriya 


Savniya 


Senawasa 


Tekla 


Thikariya Chandra 


Timba Gamri 


Udaji Ka Gara 


Udpura 


Umarjhala 


Census Code 


0828000103394200 


0828000103394800 


0828000103390400 


0828000103392400 


0828000103392900 


0828000103390300 


0828000103388700 


0828000103386700 


0828000103386500 


0828000103392200 


0828000103387100 


0828000103388600 


0828000103389900 


0828000103393600 


0828000103378000 


0828000103386400 


0828000103382700 


0828000103386000 


0828000103382600 


0828000103392100 


0828000103393500 


0828000103387600 


0828000103389500 


0828000103394400 


0828000103402700 


0828000103387300 


0828000103403000 


0828000103389800 


0828000103402400 


0828000103375700 


Zone (Fresh 
/ Saline) 


3.07 Fresh 


1.74 Fresh 


4.39 Fresh 


0.97 Fresh 


1.91 Fresh 


5.66 Fresh 


2.23 Fresh 


2.59 Fresh 


3.53 Fresh 


0.86 Fresh 


2.03 Fresh 


2.47 Fresh 


0.76 Fresh 


4.11 Fresh 


1.01 Fresh 


1.39 Fresh 


4.38 Fresh 


1.05 Fresh 


3.28 Fresh 


1.81 Fresh 


0.98 Fresh 


1.78 Fresh 


0.76 Fresh 


5.15 Fresh 


2.85 Fresh 


1.50 Fresh 


4.26 Fresh 


1.93 Fresh 


5.47 Fresh 


5.08 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C.) 

Command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Command 

Phyllite & Schist 


Sub Basin: I 


Ambara 

0827000303345600 

9.87 

Fresh 

Non-command 

Phyllite & Schist 

Amli Phala 

0827000403354000 

0.94 

Fresh 

Non-command 

Phyllite & Schist 

Antri 

0827000103317400 

0.75 

Fresh 

Non-command 

Phyllite & Schist 

Asela 

0827000103312400 

2.94 

Fresh 

Non-command 

Phyllite & Schist 

Bagbol 

0827000103310400 

0.27 

Fresh 

Non-command 

Phyllite & Schist 

Bageri Ka Vela 

0827000403357000 

1.47 

Fresh 

Non-command 

Phyllite & Schist 

Baiyora 

0827000103316600 

0.65 

Fresh 

Non-command 

Phyllite & Schist 

Balota 

0827000103316500 

4.01 

Fresh 

Non-command 

Phyllite & Schist 

Balwara 

0827000103298600 

14.83 

Fresh 

Non-command 

Phyllite & Schist 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

4.76 

110 

105.24 

5.00 

5.26 

0.0025 

0.0404 

5.69 

110 

104.31 

5.00 

5.22 

0.0025 

0.0220 

8.18 

120 

111.82 

4.00 

4.47 

0.0023 

0.0418 

6.29 

120 

113.71 

4.00 

4.55 

0.0023 

0.0099 

8.26 

110 

101.74 

5.00 

5.09 

0.0025 

0.0243 

10.52 

110 

99.48 

5.00 

4.97 

0.0025 

0.0156 

10.52 

120 

109.48 

4.00 

4.38 

0.0023 

0.0434 

7.08 

110 

102.92 

5.00 

5.15 

0.0025 

0.0287 

3.62 

110 

106.38 

5.00 

5.32 

0.0025 

0.0229 

3.62 

120 

116.38 

4.00 

4.66 

0.0023 

0.0026 

3.62 

110 

106.38 

5.00 

5.32 

0.0025 

0.0053 

3.62 

120 

116.38 

4.00 

4.66 

0.0023 

0.0023 

7.64 

120 

112.36 

4.00 

4.49 

0.0023 

0.0123 

7.64 

110 

102.36 

5.00 

5.12 

0.0025 

0.0080 

7.64 

120 

112.36 

4.00 

4.49 

0.0023 

0.0170 

4.87 

120 

115.13 

4.00 

4.61 

0.0023 

0.0029 

4.36 

110 

105.64 

5.00 

5.28 

0.0025 

0.0267 

4.36 

120 

115.64 

4.00 

4.63 

0.0023 

0.0001 

7.04 

110 

102.96 

5.00 

5.15 

0.0025 

0.0298 

6.67 

120 

113.33 

4.00 

4.53 

0.0023 

0.0077 

6.35 

110 

103.65 

5.00 

5.18 

0.0025 

0.0532 

3.86 

120 

116.14 

4.00 

4.65 

0.0023 

0.0063 

7.49 

110 

102.51 

5.00 

5.13 

0.0025 

0.0049 

7.49 

120 

112.51 

4.00 

4.50 

0.0023 

0.0102 

6.07 

120 

113.93 

4.00 

4.56 

0.0023 

0.0449 

6.65 

110 

103.35 

5.00 

5.17 

0.0025 

0.0000 

6.65 

120 

113.35 

4.00 

4.53 

0.0023 

0.0008 

6.00 

120 

114.00 

4.00 

4.56 

0.0023 

0.0336 

6.39 

120 

113.61 

4.00 

4.54 

0.0023 

0.0180 

7.00 

110 

103.00 

5.00 

5.15 

0.0025 

0.0126 

6.27 

110 

103.74 

5.00 

5.19 

0.0025 

0.0231 

5.17 

110 

104.83 

5.00 

5.24 

0.0025 

0.0036 

5.17 

120 

114.83 

4.00 

4.59 

0.0023 

0.0041 

5.17 

110 

104.83 

5.00 

5.24 

0.0025 

0.0000 

5.17 

120 

114.83 

4.00 

4.59 

0.0023 

0.0009 

8.18 

110 

101.82 

5.00 

5.09 

0.0025 

0.0284 

8.18 

120 

111.82 

4.00 

4.47 

0.0023 

0.0287 

4.84 

110 

105.16 

5.00 

5.26 

0.0025 

0.0033 

5.36 

110 

104.64 

5.00 

5.23 

0.0025 

0.0196 

3.03 

120 

116.97 

4.00 

4.68 

0.0023 

0.0004 

6.22 

110 

103.78 

5.00 

5.19 

0.0025 

0.0207 

6.22 

120 

113.78 

4.00 

4.55 

0.0023 

0.0035 

5.80 

110 

104.20 

5.00 

5.21 

0.0025 

0.0056 

5.80 

120 

114.20 

4.00 

4.57 

0.0023 

0.0123 

5.93 

120 

114.07 

4.00 

4.56 

0.0023 

0.0004 


9.49 

10.65 

125 

114.35 

4.00 

4.57 

0.0020 

0.0868 

0.94 

9.48 

125 

115.52 

5.00 

5.78 

0.0020 

0.0109 

0.75 

4.94 

125 

120.06 

5.00 

6.00 

0.0020 

0.0090 

0.11 

7.94 

125 

117.06 

5.00 

5.85 

0.0020 

0.0012 

0.04 

11.51 

125 

113.49 

5.00 

5.67 

0.0020 

0.0005 

1.09 

7.19 

125 

117.81 

5.00 

5.89 

0.0020 

0.0128 

0.34 

4.54 

125 

120.46 

5.00 

6.02 

0.0020 

0.0041 

3.03 

6.23 

125 

118.77 

5.00 

5.94 

0.0020 

0.0360 

0.01 

11.99 

125 

113.01 

5.00 

5.65 

0.0020 

0.0001 










































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 

Census Code 

Bandarber 

0827000303347500 

Bandighati 

0827000103315600 

Bandra 

0827000103316900 

Bansiya 

0827000403364100 

Baori Khera 

0827000403356900 

Barboodaniya 

0827000303344000 

Bargama 

0827000303344600 

Beejawara 

0827000303338800 

Beelri 

0827000103305400 

Ben 

0827000303333500 

Bhachariya 

0827000303338600 

Bhagela 

0827000303332900 

Bhairavpura 

0827000303332700 

Bhanakapura 

0827000327900019 

Bhatra 

0827000103312800 

Bhawanpura 

0827000303338100 

Bheemdari 

0827000303339500 

Bhehan Beri 

0827000103311200 

Bhoolawara 

0827000303338300 

Biliya 

0827000303344400 

Borkher 

0827000303345100 

Chak Mahuri With Chak 1 

0827000103311600 

Chak Nokhna 

0827000303333200 

Charwara 

0827000303337700 

Chauki 

0827000403354200 

Chhani 

0827000303344200 

Dairiya Fala 

0827000303347400 


Zone (Fresh 
/ Saline) 


Daiyana 


Dara 


Dencha 


Deoli 


Dhani Nichli 


Dhaniupli 


Dholka 


Dibrachhota 


Divda Bada 


Doja 


Dol Kujela 


Dola 


Dolwar Nichali 


Dolwar Upli 


Dolwariyon Kaora 


Dugela Talab 


Fawta 


Forest 


Galandar 


Gamra Bamaniya 


Gamrabeer 


0827000303345800 


0827000103315900 


0827000303344800 


0827000103315800 


0827000303338500 


0827000303338400 


0827000403354100 


0827000303348100 


0827000303346100 


0827000103317700 


0827000403357100 


0827000303343200 


0827000103316300 


0827000103316000 


0827000103317800 


0827000403354900 


0827000303344900 


0827000127900003 


0827000127900010 


0827000327900013 


0827000327900018 


0827000327900021 


0827000103310500 


0827000303342900 


0827000303343000 


5.21 Fresh 


1.29 Fresh 


8.81 Fresh 


2.10 Fresh 


1.30 Fresh 


0.82 Fresh 


0.92 Fresh 


7.58 Fresh 


5.74 Fresh 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hydrogeological Unit 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Gne 

sses(B.G.C.) 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Gnei 

sses(B.G.C) 

Phyl 

ite & Schist 

Gnei 

sses(B.G.C) 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.89 

125 

113.11 

4.00 

4.52 

0.0020 

0.0250 

7.31 

125 

117.69 

5.00 

5.88 

0.0020 

0.0238 

5.98 

125 

119.02 

5.00 

5.95 

0.0020 

0.0037 

10.76 

150 

139.24 

5.00 

6.96 

0.0020 

0.0007 

8.97 

125 

116.03 

5.00 

5.80 

0.0020 

0.0004 

9.20 

125 

115.80 

4.00 

4.63 

0.0020 

0.0548 

4.65 

125 

120.35 

4.00 

4.81 

0.0020 

0.0245 

9.24 

125 

115.76 

4.00 

4.63 

0.0020 

0.0312 

8.23 

125 

116.77 

5.00 

5.84 

0.0020 

0.0005 

10.42 

125 

114.58 

4.00 

4.58 

0.0020 

0.0043 

15.23 

125 

109.77 

4.00 

4.39 

0.0020 

0.0167 

10.16 

125 

114.84 

4.00 

4.59 

0.0020 

0.0038 

9.38 

125 

115.62 

4.00 

4.62 

0.0020 

0.0142 

10.43 

125 

114.57 

4.00 

4.58 

0.0020 

0.0005 

6.25 

125 

118.75 

5.00 

5.94 

0.0020 

0.0006 

6.78 

125 

118.22 

4.00 

4.73 

0.0020 

0.0201 

6.34 

125 

118.66 

4.00 

4.75 

0.0020 

0.0014 

11.67 

125 

113.33 

5.00 

5.67 

0.0020 

0.0010 

15.47 

125 

109.53 

4.00 

4.38 

0.0020 

0.0117 

6.07 

125 

118.93 

4.00 

4.76 

0.0020 

0.0145 

10.66 

125 

114.34 

4.00 

4.57 

0.0020 

0.0236 

10.34 

125 

114.66 

5.00 

5.73 

0.0020 

0.0418 

12.81 

125 

112.19 

4.00 

4.49 

0.0020 

0.0003 

5.88 

125 

119.12 

4.00 

4.76 

0.0020 

0.0051 

9.53 

125 

115.47 

5.00 

5.77 

0.0020 

0.0344 

11.91 

125 

113.09 

4.00 

4.52 

0.0020 

0.0064 

13.43 

110 

96.57 

4.00 

3.86 

0.0018 

0.0019 

13.43 

125 

111.57 

4.00 

4.46 

0.0020 

0.0103 

9.20 

125 

115.80 

4.00 

4.63 

0.0020 

0.0483 

6.25 

125 

118.75 

5.00 

5.94 

0.0020 

0.0073 

8.57 

125 

116.43 

4.00 

4.66 

0.0020 

0.0821 

6.35 

125 

118.65 

5.00 

5.93 

0.0020 

0.0109 

15.25 

125 

109.75 

4.00 

4.39 

0.0020 

0.0114 

16.69 

125 

108.31 

4.00 

4.33 

0.0020 

0.0071 

10.95 

125 

114.05 

5.00 

5.70 

0.0020 

0.0105 

11.93 

110 

98.07 

4.00 

3.92 

0.0018 

0.0004 

11.93 

125 

113.07 

4.00 

4.52 

0.0020 

0.0681 

13.21 

110 

96.79 

4.00 

3.87 

0.0018 

0.0246 

13.21 

125 

111.79 

4.00 

4.47 

0.0020 

0.0093 

11.64 

125 

113.36 

5.00 

5.67 

0.0020 

0.0169 

7.31 

125 

117.69 

5.00 

5.88 

0.0020 

0.0237 

12.29 

125 

112.71 

4.00 

4.51 

0.0020 

0.0220 

7.86 

125 

117.14 

5.00 

5.86 

0.0020 

0.0827 

6.24 

125 

118.76 

5.00 

5.94 

0.0020 

0.0034 

5.23 

125 

119.77 

5.00 

5.99 

0.0020 

0.0185 

9.87 

125 

115.13 

5.00 

5.76 

0.0020 

0.0096 

10.27 

125 

114.73 

4.00 

4.59 

0.0020 

0.0293 

15.74 

125 

109.26 

5.00 

5.46 

0.0020 

0.0284 

8.85 

125 

116.15 

5.00 

5.81 

0.0020 

0.3149 

9.94 

125 

115.06 

4.00 

4.60 

0.0020 

0.0202 

7.11 

125 

117.89 

4.00 

4.72 

0.0020 

0.0223 

8.17 

125 

116.83 

4.00 

4.67 

0.0020 

0.0796 

14.36 

125 

110.64 

5.00 

5.53 

0.0020 

0.0047 

12.66 

125 

112.34 

4.00 

4.49 

0.0020 

0.0554 

13.10 

125 

111.90 

4.00 

4.48 

0.0020 

0.0078 





































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 

Census Code 

Garabejaniya 

0827000303343700 

Genji 

0827000103310000 

Ghata Dubara 

0827000403353300 

Ghata Ka Gaon 

0827000303348800 

Ghata With Chak 

0827000103306100 

Ghotad 

0827000303342300 

Gorada 

0827000403355100 

Gowari 

0827000303342600 

Gulabpura 

0827000303343400 

Hadmala 

0827000327900017 

Flanela 

0827000303339400 

Harjika Seera 

0827000303333600 

Flarmatiya 

0827000103315300 

Fleeratan 

0827000103316700 

Himmatpura 

0827000103311500 

Jadela 

0827000303348700 

Jeebeli Ka Banta 

0827000403353200 

Jhakhra 

0827000303344100 

Jodhpura 

0827000303342400 

Jogiwara 

0827000103314900 

Jogpur 

0827000303348200 

Johra 

0827000303345400 

Kahela 

0827000303333300 

Kanhari Chak -a 

0827000103316100 

Kanhari Chak -b 

0827000103316200 

Kankra Dara 

0827000103306200 

Kantari 

0827000303333400 

Kashipuri 

0827000303342200 

Kesharpura 

0827000303344700 

Khaparda 

0827000103305600 

Khara 

0827000103315700 

Khargada 

0827000303345900 

Kharwar Khunian 

0827000403353900 

Khemela 

0827000303333900 

Kheriya 

0827000303334000 

Khokhra 

0827000303337800 

Khumanpura 

0827000303348400 

Khuntwara 

0827000303348300 

Kokapur 

0827000303337600 

Kol Khanda Pal 

0827000103314700 

Kopra 

0827000303339700 

Kubera 

0827000103315000 

Kumela 

0827000403355400 

Ladsor 

0827000403353100 

Lakshmanpura 

0827000327900015 

Leemri 

0827000303342000 


Zone (Fresh 
/ Saline) 


Lolakpura With Chak 


Madkola 


Mahdwa With Chak I & li 


Mai 


Malvi 


Mandav 


Mandela Nichli 


Mandela Upli 


0827000103312200 


0827000327900014 


0827000103305700 


0827000403354500 


0827000303337900 


0827000303333700 


0827000403353600 


0827000403353500 


4.91 Fresh 


2.37 Fresh 


4.02 Fresh 


1.32 Fresh 


1.16 Fresh 


5.59 Fresh 


2.61 Fresh 


1.37 Fresh 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hydrogeological Unit 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Gneisses(B.G.C) 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.84 

125 

113.16 

4.00 

4.53 

0.0020 

0.0204 

11.65 

125 

113.35 

5.00 

5.67 

0.0020 

0.0220 

11.96 

125 

113.04 

5.00 

5.65 

0.0020 

0.0284 

13.24 

125 

111.76 

4.00 

4.47 

0.0020 

0.0017 

10.34 

125 

114.66 

5.00 

5.73 

0.0020 

0.0000 

12.02 

125 

112.98 

4.00 

4.52 

0.0020 

0.0378 

9.51 

125 

115.49 

5.00 

5.77 

0.0020 

0.0358 

9.61 

125 

115.39 

4.00 

4.62 

0.0020 

0.0347 

12.40 

125 

112.60 

4.00 

4.50 

0.0020 

0.0127 

8.50 

125 

116.50 

4.00 

4.66 

0.0020 

0.0178 

6.41 

125 

118.59 

4.00 

4.74 

0.0020 

0.0029 

6.05 

125 

118.95 

4.00 

4.76 

0.0020 

0.0111 

9.14 

125 

115.86 

5.00 

5.79 

0.0020 

0.0294 

4.59 

125 

120.41 

5.00 

6.02 

0.0020 

0.0478 

10.25 

125 

114.75 

5.00 

5.74 

0.0020 

0.0305 

12.47 

125 

112.53 

4.00 

4.50 

0.0020 

0.0197 

10.44 

125 

114.56 

5.00 

5.73 

0.0020 

0.0468 

13.34 

125 

111.66 

4.00 

4.47 

0.0020 

0.0240 

10.39 

125 

114.61 

4.00 

4.58 

0.0020 

0.0141 

14.51 

125 

110.49 

5.00 

5.52 

0.0020 

0.0064 

10.74 

125 

114.26 

4.00 

4.57 

0.0020 

0.0195 

10.33 

125 

114.67 

4.00 

4.59 

0.0020 

0.0112 

11.27 

125 

113.73 

4.00 

4.55 

0.0020 

0.0076 

6.38 

125 

118.62 

5.00 

5.93 

0.0020 

0.0064 

7.55 

125 

117.45 

5.00 

5.87 

0.0020 

0.0159 

10.93 

125 

114.07 

5.00 

5.70 

0.0020 

0.0237 

7.82 

125 

117.18 

4.00 

4.69 

0.0020 

0.0065 

10.99 

125 

114.01 

4.00 

4.56 

0.0020 

0.0056 

5.06 

125 

119.94 

4.00 

4.80 

0.0020 

0.0185 

7.47 

125 

117.53 

5.00 

5.88 

0.0020 

0.0031 

6.52 

125 

118.48 

5.00 

5.92 

0.0020 

0.0028 

9.43 

125 

115.57 

4.00 

4.62 

0.0020 

0.0908 

11.39 

125 

113.61 

5.00 

5.68 

0.0020 

0.0057 

5.46 

125 

119.54 

4.00 

4.78 

0.0020 

0.0125 

3.54 

125 

121.46 

4.00 

4.86 

0.0020 

0.0027 

5.67 

125 

119.33 

4.00 

4.77 

0.0020 

0.0165 

9.98 

125 

115.02 

4.00 

4.60 

0.0020 

0.0153 

10.33 

125 

114.67 

4.00 

4.59 

0.0020 

0.0134 

5.61 

125 

119.39 

4.00 

4.78 

0.0020 

0.0081 

8.37 

125 

116.63 

5.00 

5.83 

0.0020 

0.0042 

6.50 

125 

118.50 

4.00 

4.74 

0.0020 

0.0016 

13.73 

125 

111.27 

5.00 

5.56 

0.0020 

0.0075 

9.49 

125 

115.51 

5.00 

5.78 

0.0020 

0.0008 

9.76 

125 

115.24 

5.00 

5.76 

0.0020 

0.0082 

10.42 

125 

114.58 

4.00 

4.58 

0.0020 

0.0181 

12.38 

110 

97.62 

4.00 

3.90 

0.0018 

0.0004 

12.38 

125 

112.62 

4.00 

4.50 

0.0020 

0.0352 

6.68 

125 

118.32 

5.00 

5.92 

0.0020 

0.0577 

9.60 

125 

115.40 

4.00 

4.62 

0.0020 

0.0217 

8.84 

125 

116.16 

5.00 

5.81 

0.0020 

0.0452 

10.27 

125 

114.74 

5.00 

5.74 

0.0020 

0.0116 

5.30 

125 

119.70 

4.00 

4.79 

0.0020 

0.0111 

8.35 

125 

116.65 

4.00 

4.67 

0.0020 

0.0519 

10.51 

125 

114.49 

5.00 

5.72 

0.0020 

0.0298 

11.06 

125 

113.94 

5.00 

5.70 

0.0020 

0.0156 


















































































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Gneisses(B.G.C) 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

6.36 

125 

118.64 

5.00 

5.93 

0.0020 

0.0016 

11.36 

125 

113.64 

4.00 

4.55 

0.0020 

0.0166 

11.82 

150 

138.18 

5.00 

6.91 

0.0020 

0.0239 

5.92 

125 

119.08 

4.00 

4.76 

0.0020 

0.0365 

10.29 

125 

114.71 

5.00 

5.74 

0.0020 

0.0322 

11.22 

125 

113.78 

4.00 

4.55 

0.0020 

0.0088 

9.60 

125 

115.40 

4.00 

4.62 

0.0020 

0.0343 

13.07 

125 

111.93 

4.00 

4.48 

0.0020 

0.0194 

9.74 

125 

115.26 

5.00 

5.76 

0.0020 

0.0064 

9.77 

125 

115.23 

5.00 

5.76 

0.0020 

0.0202 

4.67 

125 

120.33 

5.00 

6.02 

0.0020 

0.0249 

11.00 

125 

114.00 

5.00 

5.70 

0.0020 

0.0144 

7.19 

125 

117.81 

4.00 

4.71 

0.0020 

0.0186 

10.53 

125 

114.47 

4.00 

4.58 

0.0020 

0.0157 

10.41 

125 

114.59 

4.00 

4.58 

0.0020 

0.0858 

6.78 

125 

118.22 

4.00 

4.73 

0.0020 

0.0170 

7.70 

125 

117.30 

5.00 

5.86 

0.0020 

0.0083 

12.12 

125 

112.88 

5.00 

5.64 

0.0020 

0.0120 

5.75 

125 

119.25 

4.00 

4.77 

0.0020 

0.0160 

12.45 

125 

112.55 

4.00 

4.50 

0.0020 

0.0183 

12.01 

125 

112.99 

5.00 

5.65 

0.0020 

0.0517 

10.80 

125 

114.20 

5.00 

5.71 

0.0020 

0.0426 

6.76 

125 

118.24 

4.00 

4.73 

0.0020 

0.0598 

8.87 

125 

116.13 

4.00 

4.65 

0.0020 

0.0003 

7.45 

125 

117.55 

5.00 

5.88 

0.0020 

0.0002 

10.66 

125 

114.34 

5.00 

5.72 

0.0020 

0.0404 

10.57 

125 

114.43 

5.00 

5.72 

0.0020 

0.0149 

8.10 

125 

116.90 

5.00 

5.85 

0.0020 

0.0639 

8.43 

125 

116.57 

4.00 

4.66 

0.0020 

0.0335 

10.17 

125 

114.83 

4.00 

4.59 

0.0020 

0.0091 

10.46 

125 

114.54 

5.00 

5.73 

0.0020 

0.0351 

10.98 

125 

114.02 

4.00 

4.56 

0.0020 

0.0443 

7.79 

125 

117.21 

5.00 

5.86 

0.0020 

0.0299 

11.27 

150 

138.73 

5.00 

6.94 

0.0020 

0.0074 

12.04 

125 

112.96 

5.00 

5.65 

0.0020 

0.0294 

9.33 

125 

115.67 

4.00 

4.63 

0.0020 

0.0053 

10.41 

125 

114.59 

4.00 

4.58 

0.0020 

0.0190 

10.54 

125 

114.46 

4.00 

4.58 

0.0020 

0.0114 

8.85 

125 

116.15 

4.00 

4.65 

0.0020 

0.0075 

6.86 

125 

118.14 

5.00 

5.91 

0.0020 

0.0180 

7.79 

125 

117.21 

5.00 

5.86 

0.0020 

0.0280 

10.64 

125 

114.36 

5.00 

5.72 

0.0020 

0.0190 

4.86 

125 

120.14 

4.00 

4.81 

0.0020 

0.0174 

12.95 

110 

97.05 

4.00 

3.88 

0.0018 

0.0009 

13.80 

125 

111.20 

5.00 

5.56 

0.0020 

0.0171 

10.77 

125 

114.23 

5.00 

5.71 

0.0020 

0.0006 

11.16 

125 

113.85 

5.00 

5.69 

0.0020 

0.0199 

12.55 

125 

112.45 

4.00 

4.50 

0.0020 

0.0167 

6.48 

125 

118.52 

4.00 

4.74 

0.0020 

0.0307 

8.61 

125 

116.39 

4.00 

4.66 

0.0020 

0.1090 

10.23 

125 

114.77 

4.00 

4.59 

0.0020 

0.0281 

10.42 

125 

114.58 

5.00 

5.73 

0.0020 

0.0144 

9.89 

125 

115.11 

5.00 

5.76 

0.0020 

0.0133 

13.43 

125 

111.57 

5.00 

5.58 

0.0020 

0.0160 

10.11 

125 

114.89 

5.00 

5.74 

0.0020 

0.0234 




















































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



09006039 


Sarkan Kopcha With Chak 


Sarkan Sai 


Selaj 


Semaliyaghata 


Shivpuri 


Siloi 


Surajgaon 


Surata 


Surela 


Talaiya 


Tamtiya 


Teetwa 


Thaiyata 


Thakarda 


Tham Ka Talab 


Udaipura Khalsa 


Udaipura Mafi 


Upar Gamiya 


Vaje Pura 


Vaniyap 


Vanori 


Varda 


Vasuwa 


Vedsa 


Veeri With Chak 


Venja 


Vikas Nagar 


Virat 


Wada Punali 


Bora-Talab 



Bori-Gamra 


Dhaora 


Gara Saktawat 


Ghater 


Harmatya Kalan 


Kenar 


Kookra 


Kyara 


Malpur 


Mander 


Matasula 


Panwa 


Sanjela 


Selpur 


Suthariya 


Thootha-Mahoora 


Census Code 


0827000103312300 


0827000103305200 


0827000103316800 


0827000303348500 


0827000327900016 


0827000303347600 


0827000303346000 


0827000403354400 


0827000303333800 


0827000103316400 


0827000303338700 


0827000303339100 


0827000103317100 


0827000303343300 


0827000403364200 


0827000303342700 


0827000303342800 


0827000103311300 


0827000103310200 


0827000303347700 


0827000303341900 


0827000303344300 


0827000103311900 


0827000403358200 


0827000103312000 


0827000403355200 


0827000103311400 


0827000303343900 


0827000103314400 


0826000803243400 


0826000803243000 


0826000803241900 


0827000203324100 


0826000803242300 


0826000803242200 


0826000803236300 


0826000803231000 


0826000803241800 


0826000803232500 


0826000803242100 


0826000803243200 


0826000803230900 


0826000803242000 


0826000803231200 


0826000803242400 


0826000803241700 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Gneisses(B.G.C) 


Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 


3.87 Fresh 


2.18 Fresh 


2.37 Fresh 


3.29 Fresh 


4.50 Fresh 


6.72 Fresh 


3.00 Fresh 


0.02 Fresh 


1.02 Fresh 


24.68 Fresh 


10.60 Fresh 


9.99 Fresh 


0.11 Fresh 


0.63 Fresh 


2.10 Fresh 


1.67 Fresh 


0.61 Fresh 


Sub Basin: 




Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

4.53 

125 

120.47 

5.00 

6.02 

0.0020 

0.0155 

9.33 

125 

115.67 

5.00 

5.78 

0.0020 

0.0002 

6.91 

125 

118.09 

5.00 

5.90 

0.0020 

0.0701 

12.74 

125 

112.26 

4.00 

4.49 

0.0020 

0.0000 

8.83 

125 

116.17 

4.00 

4.65 

0.0020 

0.0037 

11.82 

150 

138.18 

5.00 

6.91 

0.0020 

0.0581 

12.19 

110 

97.81 

4.00 

3.91 

0.0018 

0.0000 

12.19 

125 

112.81 

4.00 

4.51 

0.0020 

0.0528 

9.22 

125 

115.78 

5.00 

5.79 

0.0020 

0.0432 

6.72 

125 

118.28 

4.00 

4.73 

0.0020 

0.0138 

9.29 

125 

115.71 

5.00 

5.79 

0.0020 

0.0434 

11.53 

125 

113.47 

4.00 

4.54 

0.0020 

0.0420 

6.14 

125 

118.86 

4.00 

4.75 

0.0020 

0.0187 

5.99 

125 

119.01 

5.00 

5.95 

0.0020 

0.0374 

12.01 

125 

112.99 

4.00 

4.52 

0.0020 

0.0448 

11.15 

150 

138.85 

5.00 

6.94 

0.0020 

0.0113 

11.39 

125 

113.61 

4.00 

4.54 

0.0020 

0.0102 

10.18 

125 

114.82 

4.00 

4.59 

0.0020 

0.0164 

10.57 

125 

114.43 

5.00 

5.72 

0.0020 

0.0006 

11.93 

125 

113.07 

5.00 

5.65 

0.0020 

0.0055 

11.81 

150 

138.19 

5.00 

6.91 

0.0020 

0.0187 

10.66 

125 

114.34 

4.00 

4.57 

0.0020 

0.0164 

12.99 

125 

112.01 

4.00 

4.48 

0.0020 

0.0785 

10.81 

125 

114.19 

5.00 

5.71 

0.0020 

0.0330 

11.34 

150 

138.66 

5.00 

6.93 

0.0020 

0.0059 

8.58 

125 

116.42 

5.00 

5.82 

0.0020 

0.0011 

9.66 

125 

115.34 

5.00 

5.77 

0.0020 

0.0285 

9.96 

125 

115.04 

5.00 

5.75 

0.0020 

0.0678 

8.61 

125 

116.39 

4.00 

4.66 

0.0020 

0.0190 

5.98 

125 

119.02 

5.00 

5.95 

0.0020 

0.0000 


0.08 

7.06 

120 

112.94 

4.00 

4.52 

0.0018 

0.0007 

0.00 

7.06 

100 

92.94 

3.00 

2.79 

0.0020 

0.0000 

0.74 

6.90 

120 

113.10 

4.00 

4.52 

0.0018 

0.0060 

1.01 

6.90 

120 

113.10 

4.00 

4.52 

0.0018 

0.0082 

0.37 

7.52 

120 

112.48 

4.00 

4.50 

0.0018 

0.0030 

2.17 

7.87 

120 

112.13 

4.00 

4.49 

0.0018 

0.0175 

0.01 

9.36 

110 

100.64 

5.00 

5.03 

0.0018 

0.0001 

3.54 

8.01 

120 

111.99 

4.00 

4.48 

0.0018 

0.0286 

6.03 

6.69 

120 

113.31 

4.00 

4.53 

0.0018 

0.0492 

0.69 

6.69 

100 

93.31 

3.00 

2.80 

0.0020 

0.0039 

0.33 

6.64 

120 

113.36 

4.00 

4.53 

0.0018 

0.0027 

0.77 

6.64 

100 

93.36 

3.00 

2.80 

0.0020 

0.0043 

0.00 

8.65 

120 

111.35 

4.00 

4.45 

0.0018 

0.0000 

0.02 

7.00 

120 

113.00 

4.00 

4.52 

0.0018 

0.0002 

0.94 

8.42 

120 

111.58 

4.00 

4.46 

0.0018 

0.0076 

3.81 

9.30 

120 

110.70 

4.00 

4.43 

0.0018 

0.0303 

1.29 

5.80 

120 

114.20 

4.00 

4.57 

0.0018 

0.0106 

2.25 

8.77 

120 

111.23 

4.00 

4.45 

0.0018 

0.0180 

4.30 

8.77 

100 

91.23 

3.00 

2.74 

0.0020 

0.0235 

0.10 

7.12 

120 

112.88 

4.00 

4.52 

0.0018 

0.0008 

0.63 

6.97 

120 

113.03 

4.00 

4.52 

0.0018 

0.0051 

0.08 

8.67 

120 

111.33 

4.00 

4.45 

0.0018 

0.0007 

0.43 

7.88 

120 

112.12 

4.00 

4.48 

0.0018 

0.0035 

0.51 

8.67 

120 

111.33 

4.00 

4.45 

0.0018 

0.0041 














































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



09006040 


Ven 


Ambuja 


Bagruwa 


Ballabh 


Banoo 


Basa 


Basu 


Bemla 


Buthel 


Chansda 


Charmar 


Chhota Bhalo Ka Gurha 


Dakan Kotra 


Damron Ka Gurha 


Dantisar 


Dedkiya 


Deoda 


Eklingpura 


Gowala 


Hariyao 


Jagat 


Jaspura 


Jhali Ka Gurha 


Jhamar Kotra 


Jodhpuriya 


Kalarwas 


Kanpur 


Karakala 


Karakali 


Karget 


Keora Kalan 


Keora Khurd 


Kharwa 


Kheri 


Kiyawaton Ka Phala 


Kojon Ka Gurha 


Census Code 


0826000803232700 


0826000503152100 


0826000903248700 


0826000503166900 


0826000503163600 


0826000803222800 


0826000503162600 


0826000503166000 



0826000503166800 


0826000503162400 


0826000503166300 


0826000503150900 


0826000503160900 


0826000503162100 


0826000503166500 


0826000503152000 


0826000503161900 


0826000903246600 


0826000603177000 


0826000603177100 


0826000503162800 


0826000503162000 


0826000503161100 


0826000503161500 


0826000503162500 


0826000503152300 


0826000503151900 


0826000503166700 


0826000803222700 


0826000503161600 


0826000903246300 


0826000903246400 


0826000503161000 


0826000503166400 


0826000503164800 


0826000503163400 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 




4.05 Fresh 


7.92 Fresh 


1.55 Fresh 


8.51 Fresh 


5.62 Fresh 


3.99 Fresh 


2.82 Fresh 


2.98 Fresh 


10.81 Fresh 


2.84 Fresh 


5.23 Fresh 


6.62 Fresh 


6.59 Fresh 


6.33 Fresh 


2.78 Fresh 


3.63 Fresh 


26.39 Fresh 


0.93 Fresh 


5.68 Fresh 


11.69 Fresh 


2.40 Fresh 


5.62 Fresh 


15.02 Fresh 


0.88 Fresh 


7.65 Fresh 


17.74 Fresh 


7.96 Fresh 


1.90 Fresh 


18.32 Fresh 


6.95 Fresh 


1.03 Fresh 


3.82 Fresh 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Limestone 


Limestone 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

9.89 

120 

110.11 

4.00 

4.40 

0.0018 

0.0008 

24.94 

100 

75.06 

3.00 

2.25 

0.0020 

0.0443 

11.53 

100 

88.47 

3.00 

2.65 

0.0020 

0.0000 

11.00 

120 

109.00 

4.00 

4.36 

0.0018 

0.0015 

12.00 

120 

108.00 

4.00 

4.32 

0.0018 

0.0026 

13.56 

120 

106.44 

4.00 

4.26 

0.0018 

0.0037 

10.24 

120 

109.76 

4.00 

4.39 

0.0018 

0.0010 

10.39 

120 

109.61 

4.00 

4.38 

0.0018 

0.0009 

10.39 

100 

89.61 

3.00 

2.69 

0.0020 

0.0002 

13.16 

120 

106.84 

4.00 

4.27 

0.0018 

0.0007 

13.16 

100 

86.84 

3.00 

2.61 

0.0020 

0.0199 

14.51 

120 

105.49 

4.00 

4.22 

0.0018 

0.0266 

14.51 

100 

85.49 

3.00 

2.56 

0.0020 

0.0054 

14.90 

120 

105.10 

4.00 

4.20 

0.0018 

0.0035 

14.90 

100 

85.10 

3.00 

2.55 

0.0020 

0.0043 

11.11 

120 

108.89 

4.00 

4.36 

0.0018 

0.0003 

11.11 

100 

88.89 

3.00 

2.67 

0.0020 

0.0436 

11.75 

120 

108.25 

4.00 

4.33 

0.0018 

0.0191 

14.08 

120 

105.92 

4.00 

4.24 

0.0018 

0.0057 

14.08 

100 

85.92 

3.00 

2.58 

0.0020 

0.0167 

10.85 

120 

109.15 

4.00 

4.37 

0.0018 

0.0075 

18.46 

120 

101.54 

4.00 

4.06 

0.0018 

0.0142 

14.91 

100 

85.09 

3.00 

2.55 

0.0020 

0.0020 

13.02 

100 

86.98 

3.00 

2.61 

0.0020 

0.0148 

10.59 

120 

109.41 

4.00 

4.38 

0.0018 

0.0410 

27.45 

100 

72.55 

3.00 

2.18 

0.0020 

0.0288 

12.52 

120 

107.48 

4.00 

4.30 

0.0018 

0.0098 

12.52 

100 

87.48 

3.00 

2.62 

0.0020 

0.0263 

12.42 

100 

87.58 

3.00 

2.63 

0.0020 

0.0001 

13.78 

120 

106.22 

4.00 

4.25 

0.0018 

0.0055 

13.78 

100 

86.22 

3.00 

2.59 

0.0020 

0.0002 

17.86 

120 

102.14 

4.00 

4.09 

0.0018 

0.0091 

10.25 

120 

109.75 

4.00 

4.39 

0.0018 

0.0839 

10.25 

100 

89.75 

3.00 

2.69 

0.0020 

0.0008 

12.92 

100 

87.08 

3.00 

2.61 

0.0020 

0.0049 

14.52 

120 

105.48 

4.00 

4.22 

0.0018 

0.0009 

14.52 

100 

85.48 

3.00 

2.56 

0.0020 

0.0285 

12.94 

100 

87.06 

3.00 

2.61 

0.0020 

0.0545 

13.30 

120 

106.70 

4.00 

4.27 

0.0018 

0.0123 

13.30 

100 

86.70 

3.00 

2.60 

0.0020 

0.0042 

23.84 

120 

96.16 

10.00 

9.62 

0.0020 

0.0000 

26.80 

120 

93.20 

10.00 

9.32 

0.0020 

0.0448 

26.80 

100 

73.20 

3.00 

2.20 

0.0020 

0.0162 

12.24 

120 

107.76 

4.00 

4.31 

0.0018 

0.0069 

12.42 

120 

107.58 

4.00 

4.30 

0.0018 

0.0322 

14.64 

120 

105.36 

4.00 

4.21 

0.0018 

0.0378 

14.64 

100 

85.36 

3.00 

2.56 

0.0020 

0.0551 

13.65 

100 

86.35 

3.00 

2.59 

0.0020 

0.0003 

13.21 

100 

86.79 

3.00 

2.60 

0.0020 

0.0002 

15.23 

100 

84.77 

3.00 

2.54 

0.0020 

0.0659 

10.78 

120 

109.22 

4.00 

4.37 

0.0018 

0.0532 

10.78 

100 

89.22 

3.00 

2.68 

0.0020 

0.0002 

10.91 

120 

109.09 

4.00 

4.36 

0.0018 

0.0034 

11.16 

120 

108.84 

4.00 

4.35 

0.0018 

0.0031 

11.16 

100 

88.84 

3.00 

2.67 

0.0020 

0.0143 
























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Limestone 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

10.76 

120 

109.24 

4.00 

4.37 

0.0018 

0.0024 

10.76 

100 

89.24 

3.00 

2.68 

0.0020 

0.0012 

17.19 

100 

82.81 

3.00 

2.48 

0.0020 

0.0374 

11.71 

100 

88.29 

3.00 

2.65 

0.0020 

0.0091 

18.80 

120 

101.20 

4.00 

4.05 

0.0018 

0.0265 

12.87 

120 

107.13 

4.00 

4.29 

0.0018 

0.0236 

12.87 

100 

87.13 

3.00 

2.61 

0.0020 

0.0261 

18.31 

100 

81.69 

3.00 

2.45 

0.0020 

0.0128 

22.95 

100 

77.05 

3.00 

2.31 

0.0020 

0.0058 

17.76 

100 

82.24 

3.00 

2.47 

0.0020 

0.0254 

9.70 

120 

110.30 

4.00 

4.41 

0.0018 

0.0059 

9.70 

100 

90.30 

3.00 

2.71 

0.0020 

0.0005 

19.56 

120 

100.44 

4.00 

4.02 

0.0018 

0.0058 

19.56 

100 

80.44 

3.00 

2.41 

0.0020 

0.0229 

10.56 

120 

109.44 

4.00 

4.38 

0.0018 

0.0008 

10.56 

100 

89.44 

3.00 

2.68 

0.0020 

0.0132 

15.48 

120 

104.52 

4.00 

4.18 

0.0018 

0.0455 

15.48 

100 

84.52 

3.00 

2.54 

0.0020 

0.0064 

17.45 

120 

102.55 

4.00 

4.10 

0.0018 

0.0269 

11.00 

120 

109.00 

4.00 

4.36 

0.0018 

0.0444 

18.95 

120 

101.05 

4.00 

4.04 

0.0018 

0.0017 

14.18 

120 

105.82 

4.00 

4.23 

0.0018 

0.0162 

14.18 

100 

85.82 

3.00 

2.57 

0.0020 

0.0217 

13.48 

120 

106.52 

4.00 

4.26 

0.0018 

0.0441 

13.48 

100 

86.52 

3.00 

2.60 

0.0020 

0.0219 

13.21 

120 

106.79 

4.00 

4.27 

0.0018 

0.0364 

13.21 

100 

86.79 

3.00 

2.60 

0.0020 

0.0000 

11.65 

100 

88.35 

3.00 

2.65 

0.0020 

0.0086 

15.41 

120 

104.59 

4.00 

4.18 

0.0018 

0.0004 

18.10 

120 

101.90 

4.00 

4.08 

0.0018 

0.0465 

10.38 

120 

109.62 

4.00 

4.38 

0.0018 

0.0009 

10.38 

100 

89.62 

3.00 

2.69 

0.0020 

0.0012 

38.44 

120 

81.56 

10.00 

8.16 

0.0020 

0.0036 

38.44 

100 

61.56 

3.00 

1.85 

0.0020 

0.0385 

10.01 

120 

109.99 

4.00 

4.40 

0.0018 

0.0002 

10.92 

120 

109.08 

4.00 

4.36 

0.0018 

0.0560 

10.92 

100 

89.08 

3.00 

2.67 

0.0020 

0.0849 

11.57 

120 

108.43 

4.00 

4.34 

0.0018 

0.0108 

10.75 

120 

109.25 

4.00 

4.37 

0.0018 

0.0076 

11.73 

120 

108.27 

4.00 

4.33 

0.0018 

0.0513 

17.29 

120 

102.71 

4.00 

4.11 

0.0018 

0.0053 

13.70 

120 

106.30 

4.00 

4.25 

0.0018 

0.0073 

22.03 

120 

97.97 

4.00 

3.92 

0.0018 

0.0282 

10.73 

120 

109.27 

4.00 

4.37 

0.0018 

0.0123 

10.59 

120 

109.41 

4.00 

4.38 

0.0018 

0.0196 

11.00 

120 

109.00 

4.00 

4.36 

0.0018 

0.0245 

13.75 

120 

106.25 

4.00 

4.25 

0.0018 

0.0572 

10.28 

120 

109.72 

4.00 

4.39 

0.0018 

0.0088 

12.00 

120 

108.00 

4.00 

4.32 

0.0018 

0.0540 

13.56 

120 

106.44 

4.00 

4.26 

0.0018 

0.0249 

17.37 

120 

102.63 

4.00 

4.11 

0.0018 

0.0224 

11.29 

120 

108.71 

4.00 

4.35 

0.0018 

0.0214 

13.13 

120 

106.87 

4.00 

4.27 

0.0018 

0.0142 

10.39 

120 

109.61 

4.00 

4.38 

0.0018 

0.0282 

10.39 

100 

89.61 

3.00 

2.69 

0.0020 

0.0000 































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Beripura 


Bhachardi 


Bhaison Ka Namla 


Bhekra 


Bhootiya 


Bhootpura 


Bhopa Khera 


Bhopa Sagar 


Bichhawera 



Buthel 


Chak Wanagarh 


Chargadiya 


Charmar 


Chhaparwali Thori 


Chora 


Deoda 


Derawad 


Dhakarawala 


Dhani 


Dhawariya 


Dholi Khera 


Dhulji Ka Gurha 


Edana 


Gadariyawas 


Gajpura 


Gingla 


Gokalpura 


Goojaron Ka Limbawas 


Goonpara 


Gowala 


Guda 


Gudli 


Gurel 


Hamerpura 


Hariyao 


Harkawas 


Hatheedo 


Jailai 


Jaitpura 


Jamun 


Jaspura 


Jawarda 


Jud 


Kachher 


Kachher Ki Dhani 


Kaliwali 


Kalodiya 


Kapariyon Ka Khera 


Census Code 


0826000603182900 


0826000603177500 


0826000803226900 


0826000503164400 


0826000503164900 


0826000603175200 


0826000603182600 


0826000603183400 


0826000603175500 


0826000503167600 


0826000603191800 


0826000503163000 


0826000503166800 


0826000603192100 


0826000603182100 


0826000503166300 


0826000903249800 


0826000603177300 


0826000503161900 


0826000603185500 


0826000603185000 


0826000603183600 


0826000603185200 


0826000503167000 


0826000803224400 


0826000803223400 


0826000603182000 


0826000603182400 


0826000603182700 


0826000803223900 


0826000603177600 


0826000603184500 


0826000603176300 


0826000603177000 


0826000603178000 


0826000503167300 


0826000803223100 


0826000603182500 


0826000603177100 


0826000603183100 


0826000503168400 


0826000603178700 


0826000803223300 


0826000503168500 


0826000603176400 


0826000803223000 


0826000503164700 


0826000603185400 


0826000603185300 


0826000503164500 


0826000503167900 


0826000603183000 



Zone (Fresh 
/ Saline) 


4.64 Fresh 


1.32 Fresh 


15.56 Fresh 


4.35 Fresh 


1.42 Fresh 


0.46 Fresh 


2.36 Fresh 


3.40 Fresh 


8.23 Fresh 


3.37 Fresh 


0.06 Fresh 


8.51 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Limestone 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C.) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Limestone 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

22.91 

120 

97.09 

4.00 

3.88 

0.0018 

0.0324 

14.62 

120 

105.38 

4.00 

4.22 

0.0018 

0.0100 

11.02 

120 

108.98 

4.00 

4.36 

0.0018 

0.0002 

15.75 

120 

104.25 

4.00 

4.17 

0.0018 

0.0321 

10.53 

120 

109.47 

4.00 

4.38 

0.0018 

0.0112 

12.42 

120 

107.58 

4.00 

4.30 

0.0018 

0.0004 

16.71 

120 

103.29 

4.00 

4.13 

0.0018 

0.0154 

19.19 

120 

100.81 

4.00 

4.03 

0.0018 

0.0247 

15.88 

120 

104.12 

4.00 

4.16 

0.0018 

0.0461 

15.88 

120 

104.12 

10.00 

10.41 

0.0020 

0.0018 

11.21 

120 

108.79 

4.00 

4.35 

0.0018 

0.0264 

13.50 

120 

106.50 

4.00 

4.26 

0.0018 

0.0005 

11.11 

120 

108.89 

4.00 

4.36 

0.0018 

0.0011 

11.11 

100 

88.89 

3.00 

2.67 

0.0020 

0.0007 

11.75 

120 

108.25 

4.00 

4.33 

0.0018 

0.0247 

16.88 

120 

103.12 

4.00 

4.12 

0.0018 

0.0002 

19.69 

120 

100.31 

4.00 

4.01 

0.0018 

0.0000 

10.85 

120 

109.15 

4.00 

4.37 

0.0018 

0.0147 

12.05 

120 

107.95 

4.00 

4.32 

0.0018 

0.0009 

15.45 

120 

104.55 

4.00 

4.18 

0.0018 

0.0030 

12.52 

120 

107.48 

4.00 

4.30 

0.0018 

0.0001 

17.09 

120 

102.91 

4.00 

4.12 

0.0018 

0.0018 

16.76 

120 

103.24 

4.00 

4.13 

0.0018 

0.0110 

17.69 

120 

102.31 

4.00 

4.09 

0.0018 

0.0169 

16.73 

120 

103.27 

4.00 

4.13 

0.0018 

0.0041 

10.73 

120 

109.27 

4.00 

4.37 

0.0018 

0.0225 

12.02 

120 

107.98 

4.00 

4.32 

0.0018 

0.0098 

9.83 

120 

110.17 

4.00 

4.41 

0.0018 

0.0318 

14.58 

120 

105.42 

4.00 

4.22 

0.0018 

0.0125 

15.27 

120 

104.73 

4.00 

4.19 

0.0018 

0.0117 

14.75 

120 

105.25 

4.00 

4.21 

0.0018 

0.0117 

12.68 

120 

107.32 

4.00 

4.29 

0.0018 

0.0236 

13.62 

120 

106.38 

4.00 

4.26 

0.0018 

0.0114 

19.07 

120 

100.93 

4.00 

4.04 

0.0018 

0.0048 

18.20 

120 

101.80 

4.00 

4.07 

0.0018 

0.0554 

18.20 

120 

101.80 

10.00 

10.18 

0.0020 

0.0038 

13.78 

120 

106.22 

4.00 

4.25 

0.0018 

0.0154 

14.89 

120 

105.11 

4.00 

4.20 

0.0018 

0.0101 

10.88 

120 

109.12 

4.00 

4.36 

0.0018 

0.0835 

10.87 

120 

109.13 

4.00 

4.37 

0.0018 

0.1185 

14.34 

120 

105.66 

4.00 

4.23 

0.0018 

0.0048 

17.86 

120 

102.14 

4.00 

4.09 

0.0018 

0.0173 

20.65 

120 

99.35 

4.00 

3.97 

0.0018 

0.0080 

11.83 

120 

108.17 

4.00 

4.33 

0.0018 

0.0005 

25.61 

120 

94.39 

4.00 

3.78 

0.0018 

0.0185 

10.58 

120 

109.42 

4.00 

4.38 

0.0018 

0.0359 

12.68 

120 

107.32 

4.00 

4.29 

0.0018 

0.0182 

19.65 

120 

100.35 

4.00 

4.01 

0.0018 

0.0075 

11.79 

120 

108.21 

4.00 

4.33 

0.0018 

0.0047 

10.88 

120 

109.12 

4.00 

4.36 

0.0018 

0.0621 

16.50 

120 

103.50 

4.00 

4.14 

0.0018 

0.0003 

13.09 

120 

106.91 

4.00 

4.28 

0.0018 

0.0091 

10.97 

120 

109.03 

4.00 

4.36 

0.0018 

0.0374 

11.53 

120 

108.47 

4.00 

4.34 

0.0018 

0.0169 

22.72 

120 

97.28 

4.00 

3.89 

0.0018 

0.0205 





































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Karakali 


Karmal 


Kasiya 


Kemri 


Kenpura 


Keradiya 


Khakhariya Kheri 


Khana Ka Talab 


Kharsan 


Khera Phala 


Kheri 


Kheroda 


Khodao 


Khumanpura 


Kiyawaton Ka Phala 


Kojon Ka Gurha 


Kundai 


Kuntwas 


Kurawar 


Lag 


Loda 


Majawara 


Malo Ka Gurha 


Mand Kalan 


Manderiya 


Manohar Pura 


Mansing Pura 


Mardeeng Pura 


Mavli Dangiyan 


Mayda 


Methuri 


Modi 


Modji Ka Khera 


Morchana 


Nagaliya 


Nal Ka Gurha 


Nandivela 


Nar 


Narji Ka Gurha 


Nawal Singhji Ka Gurha 


Neemri 


Nichla Chotiya 


Onarsingh Ji Ki Bhagal 


Padampura 


Padmela 


Parmada 


Partal 


Patawaton Ka Limbawas 


Patiya 


Patoliya 


Patookhera 


Census Code 


0826000803222700 


0826000503169100 


0826000503165400 


0826000503164000 


0826000803224000 


0826000503168700 


0826000803223200 


0826000603191400 


0826000603173800 


0826000603185100 


0826000503166400 


0826000603173700 


0826000503167100 


0826000603178400 


0826000503164800 


0826000503163400 



Zone (Fresh 
/ Saline) 



0826000603185900 


0826000603184900 


0826000503165000 


0826000503167700 


0826000803223800 


0826000603177400 


0826000603191600 


0826000603191500 


0826000603175600 


0826000603178100 


0826000603183500 


0826000603178300 


0826000603177900 


0826000503169200 


0826000803224100 


0826000603175300 


0826000703197700 


0826000703198000 


0826000603184700 


0826000703197900 


0826000503168800 


0826000503165600 


0826000703197800 


0826000503165300 


0826000603182300 


0826000503164600 


0826000603184100 


0826000503163900 


0826000603183300 


0826000503165500 


0826000503163100 


0826000603184400 


0826000603178800 


0826000603183800 


0826000503168000 


5.10 Fresh 


0.48 Fresh 


5.73 Fresh 


0.60 Fresh 


2.24 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Limestone 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C.) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.42 

120 

107.58 

4.00 

4.30 

0.0018 

0.0128 

13.70 

120 

106.30 

4.00 

4.25 

0.0018 

0.0112 

10.28 

120 

109.72 

4.00 

4.39 

0.0018 

0.0188 

16.17 

120 

103.83 

4.00 

4.15 

0.0018 

0.0308 

12.38 

120 

107.62 

4.00 

4.30 

0.0018 

0.0050 

13.42 

120 

106.58 

4.00 

4.26 

0.0018 

0.0106 

11.28 

120 

108.72 

4.00 

4.35 

0.0018 

0.0186 

16.75 

120 

103.25 

4.00 

4.13 

0.0018 

0.0000 

12.83 

120 

107.17 

4.00 

4.29 

0.0018 

0.0089 

18.03 

120 

101.97 

4.00 

4.08 

0.0018 

0.0070 

10.78 

120 

109.22 

4.00 

4.37 

0.0018 

0.0011 

24.83 

120 

95.17 

4.00 

3.81 

0.0018 

0.0126 

10.82 

120 

109.18 

4.00 

4.37 

0.0018 

0.0086 

24.89 

120 

95.11 

4.00 

3.80 

0.0018 

0.0048 

10.91 

120 

109.09 

4.00 

4.36 

0.0018 

0.0047 

11.16 

120 

108.84 

4.00 

4.35 

0.0018 

0.0058 

11.16 

100 

88.84 

3.00 

2.67 

0.0020 

0.0000 

10.76 

120 

109.24 

4.00 

4.37 

0.0018 

0.0353 

10.76 

100 

89.24 

3.00 

2.68 

0.0020 

0.0001 

16.29 

120 

103.71 

4.00 

4.15 

0.0018 

0.0000 

17.46 

120 

102.54 

4.00 

4.10 

0.0018 

0.0114 

10.28 

120 

109.72 

4.00 

4.39 

0.0018 

0.0331 

11.40 

120 

108.60 

4.00 

4.34 

0.0018 

0.0105 

10.59 

120 

109.41 

4.00 

4.38 

0.0018 

0.0041 

15.56 

120 

104.44 

4.00 

4.18 

0.0018 

0.0200 

15.97 

120 

104.03 

4.00 

4.16 

0.0018 

0.0000 

16.97 

120 

103.03 

4.00 

4.12 

0.0018 

0.0015 

11.04 

120 

108.97 

10.00 

10.90 

0.0020 

0.0000 

13.95 

120 

106.05 

4.00 

4.24 

0.0018 

0.0059 

19.80 

120 

100.20 

4.00 

4.01 

0.0018 

0.0039 

18.10 

120 

101.90 

4.00 

4.08 

0.0018 

0.0177 

10.66 

120 

109.34 

4.00 

4.37 

0.0018 

0.0266 

15.02 

120 

104.98 

4.00 

4.20 

0.0018 

0.0450 

12.24 

120 

107.76 

4.00 

4.31 

0.0018 

0.0001 

13.96 

120 

106.04 

4.00 

4.24 

0.0018 

0.0135 

10.78 

120 

109.22 

4.00 

4.37 

0.0018 

0.0012 

10.17 

120 

109.83 

4.00 

4.39 

0.0018 

0.0001 

14.69 

120 

105.31 

4.00 

4.21 

0.0018 

0.0152 

10.32 

120 

109.68 

4.00 

4.39 

0.0018 

0.0010 

13.56 

120 

106.44 

4.00 

4.26 

0.0018 

0.0249 

10.39 

120 

109.61 

4.00 

4.38 

0.0018 

0.0142 

10.67 

120 

109.33 

4.00 

4.37 

0.0018 

0.0033 

10.30 

120 

109.70 

4.00 

4.39 

0.0018 

0.0081 

13.78 

120 

106.22 

4.00 

4.25 

0.0018 

0.0123 

10.77 

120 

109.23 

4.00 

4.37 

0.0018 

0.0137 

18.09 

120 

101.91 

4.00 

4.08 

0.0018 

0.0748 

17.63 

120 

102.37 

4.00 

4.09 

0.0018 

0.0312 

19.55 

120 

100.45 

4.00 

4.02 

0.0018 

0.0124 

10.45 

120 

109.55 

4.00 

4.38 

0.0018 

0.0280 

10.56 

120 

109.44 

4.00 

4.38 

0.0018 

0.0003 

10.56 

100 

89.44 

3.00 

2.68 

0.0020 

0.0012 

18.02 

120 

101.98 

4.00 

4.08 

0.0018 

0.0035 

23.40 

120 

96.60 

4.00 

3.86 

0.0018 

0.0224 

15.44 

120 

104.56 

4.00 

4.18 

0.0018 

0.0045 

12.96 

120 

107.04 

4.00 

4.28 

0.0018 

0.0173 






































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



09006042 


Pawand 


Phalet 


Pheela 


Phoosariya 


Pindoliya 


Rachka Ka Kuwa 


Ramaj 


Ramela 


Rani Doongla 


Raniya 


Ratanpura 


Ratarela 


Rathoron Ka Gurha 


Rawat Pura 


Rawatpura 


Rayla 


Sagtari 


Sakariya 


Satawal 


Sejlai 


Sheeshwi 


Sinhar 


Soma Khra 


Sulawas 


Suron Ka Gurha 


Ukar 


Upla Chotiya 


Upla Semaliya 


Utharda 


Wilkawas 


Andar Khet 


Ariwat 


Bagbol 


Baladeetmafi 


Balwara 


Beelri 


Bhandariya With Chak 


Bhatpur 


Bhehan Beri 


Bhehana 


Bhilwata 


Bor Ka Talab 


Bori 


Bubela 


Chela 


Dachki @ Jaswantpura 


Dadoriya 


Dedakon Ka Wela 


Dewalkhas 


Dhamlat Falan 


Dhuwaliya 


Census Code 


0826000503165700 


0826000603176900 


0826000503168200 


0826000603182800 


0826000603177200 


0826000603184000 


0826000503164300 


0826000603192200 


0826000603184600 


0826000603185600 


0826000503168300 


0826000603184300 


0826000603192000 


0826000503169000 


0826000603178200 


0826000603184800 


0826000503167400 


0826000603177700 


0826000603183700 


0826000503163800 


0826000503163700 


0826000603191700 


0826000503168100 


0826000503168900 


0826000503165900 


0826000603178600 


0826000503165800 


0826000503164100 


0826000503165200 


0826000603192300 


0826000803222900 


0826000603183200 


0827000103299300 


0827000103310800 


0827000103310400 


0827000103298800 


0827000103298600 


0827000103305400 


0827000103305800 


0827000103304700 


0827000103311200 


0827000103298400 


0827000103299200 


0827000103310700 


0827000103306000 


0827000103292200 


0827000103299800 


0827000103292600 


0827000103299500 


0827000103311100 


0827000103290500 


0827000103306600 


0827000103293300 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 


Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 


Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C.) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

10.36 

120 

109.64 

4.00 

4.39 

0.0018 

0.0123 

15.48 

120 

104.52 

4.00 

4.18 

0.0018 

0.0005 

11.52 

120 

108.48 

4.00 

4.34 

0.0018 

0.0661 

18.51 

120 

101.49 

4.00 

4.06 

0.0018 

0.0087 

13.93 

120 

106.07 

4.00 

4.24 

0.0018 

0.0823 

16.27 

120 

103.73 

4.00 

4.15 

0.0018 

0.0182 

12.80 

120 

107.20 

4.00 

4.29 

0.0018 

0.0388 

16.70 

120 

103.30 

4.00 

4.13 

0.0018 

0.0000 

20.08 

120 

99.92 

4.00 

4.00 

0.0018 

0.0271 

17.13 

120 

102.87 

4.00 

4.11 

0.0018 

0.0001 

11.39 

120 

108.61 

4.00 

4.34 

0.0018 

0.0028 

17.01 

120 

102.99 

4.00 

4.12 

0.0018 

0.0535 

14.50 

120 

105.50 

4.00 

4.22 

0.0018 

0.0016 

12.43 

120 

107.57 

4.00 

4.30 

0.0018 

0.0060 

19.26 

120 

100.74 

4.00 

4.03 

0.0018 

0.0036 

15.22 

120 

104.78 

4.00 

4.19 

0.0018 

0.0441 

12.25 

120 

107.75 

4.00 

4.31 

0.0018 

0.0131 

12.18 

120 

107.82 

4.00 

4.31 

0.0018 

0.0109 

15.38 

120 

104.62 

4.00 

4.18 

0.0018 

0.0247 

16.12 

120 

103.88 

4.00 

4.16 

0.0018 

0.0083 

15.41 

120 

104.59 

4.00 

4.18 

0.0018 

0.0501 

16.60 

120 

103.40 

4.00 

4.14 

0.0018 

0.0000 

13.32 

120 

106.68 

4.00 

4.27 

0.0018 

0.0313 

11.72 

120 

108.28 

4.00 

4.33 

0.0018 

0.0471 

10.30 

120 

109.70 

4.00 

4.39 

0.0018 

0.0246 

10.30 

100 

89.70 

3.00 

2.69 

0.0020 

0.0026 

24.95 

120 

95.05 

4.00 

3.80 

0.0018 

0.0101 

10.38 

120 

109.62 

4.00 

4.38 

0.0018 

0.0312 

10.38 

100 

89.62 

3.00 

2.69 

0.0020 

0.0001 

14.93 

120 

105.07 

4.00 

4.20 

0.0018 

0.0518 

10.46 

120 

109.54 

4.00 

4.38 

0.0018 

0.0081 

14.65 

120 

105.35 

4.00 

4.21 

0.0018 

0.0002 

13.26 

120 

106.74 

4.00 

4.27 

0.0018 

0.0605 

19.21 

120 

100.79 

4.00 

4.03 

0.0018 

0.0168 

12.46 

125 

112.54 

5.00 

5.63 

0.0020 

0.0006 

22.42 

125 

102.58 

5.00 

5.13 

0.0020 

0.0033 

11.51 

125 

113.49 

5.00 

5.67 

0.0020 

0.0026 

10.24 

125 

114.76 

5.00 

5.74 

0.0020 

0.0125 

11.99 

125 

113.01 

5.00 

5.65 

0.0020 

0.1625 

8.23 

125 

116.77 

5.00 

5.84 

0.0020 

0.0268 

10.43 

125 

114.57 

5.00 

5.73 

0.0020 

0.0238 

8.74 

125 

116.26 

5.00 

5.81 

0.0020 

0.0301 

11.67 

125 

113.33 

5.00 

5.67 

0.0020 

0.0278 

12.43 

125 

112.57 

5.00 

5.63 

0.0020 

0.0031 

12.48 

125 

112.52 

5.00 

5.63 

0.0020 

0.0059 

21.31 

125 

103.69 

5.00 

5.18 

0.0020 

0.0008 

9.58 

125 

115.42 

5.00 

5.77 

0.0020 

0.0467 

12.08 

125 

112.92 

5.00 

5.65 

0.0020 

0.0001 

9.47 

125 

115.53 

5.00 

5.78 

0.0020 

0.0093 

11.93 

125 

113.07 

5.00 

5.65 

0.0020 

0.0411 

12.06 

125 

112.94 

5.00 

5.65 

0.0020 

0.0134 

11.63 

125 

113.37 

5.00 

5.67 

0.0020 

0.0412 

14.35 

125 

110.65 

5.00 

5.53 

0.0020 

0.0222 

13.09 

125 

111.91 

5.00 

5.60 

0.0020 

0.0327 

12.18 

125 

112.82 

5.00 

5.64 

0.0020 

0.0083 












































































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

10.08 

125 

114.92 

5.00 

5.75 

0.0020 

0.0936 

15.74 

125 

109.26 

5.00 

5.46 

0.0020 

0.0069 

8.85 

125 

116.15 

5.00 

5.81 

0.0020 

0.0496 

14.36 

125 

110.64 

5.00 

5.53 

0.0020 

0.0693 

14.60 

125 

110.40 

5.00 

5.52 

0.0020 

0.0443 

8.83 

125 

116.17 

5.00 

5.81 

0.0020 

0.0198 

7.55 

125 

117.45 

5.00 

5.87 

0.0020 

0.0011 

10.34 

125 

114.66 

5.00 

5.73 

0.0020 

0.0238 

11.66 

125 

113.34 

5.00 

5.67 

0.0020 

0.0000 

9.64 

125 

115.36 

5.00 

5.77 

0.0020 

0.0279 

10.20 

125 

114.80 

5.00 

5.74 

0.0020 

0.0107 

10.25 

125 

114.75 

5.00 

5.74 

0.0020 

0.0058 

23.66 

125 

101.34 

5.00 

5.07 

0.0020 

0.0021 

11.18 

125 

113.82 

5.00 

5.69 

0.0020 

0.0214 

11.32 

125 

113.68 

5.00 

5.68 

0.0020 

0.0522 

10.93 

125 

114.07 

5.00 

5.70 

0.0020 

0.0601 

10.66 

125 

114.34 

5.00 

5.72 

0.0020 

0.0002 

7.47 

125 

117.53 

5.00 

5.88 

0.0020 

0.0138 

8.91 

125 

116.09 

5.00 

5.80 

0.0020 

0.0026 

9.58 

125 

115.42 

5.00 

5.77 

0.0020 

0.0561 

10.58 

125 

114.42 

5.00 

5.72 

0.0020 

0.0306 

8.62 

125 

116.38 

5.00 

5.82 

0.0020 

0.0297 

11.98 

125 

113.02 

5.00 

5.65 

0.0020 

0.0352 

8.84 

125 

116.16 

5.00 

5.81 

0.0020 

0.0015 

10.68 

125 

114.32 

5.00 

5.72 

0.0020 

0.0195 

9.82 

125 

115.18 

5.00 

5.76 

0.0020 

0.0304 

10.60 

125 

114.40 

5.00 

5.72 

0.0020 

0.0365 

12.47 

125 

112.53 

5.00 

5.63 

0.0020 

0.0119 

12.02 

125 

112.98 

5.00 

5.65 

0.0020 

0.0443 

8.31 

125 

116.69 

5.00 

5.83 

0.0020 

0.0351 

9.12 

125 

115.88 

5.00 

5.79 

0.0020 

0.0904 

12.04 

125 

112.96 

5.00 

5.65 

0.0020 

0.0000 

10.49 

125 

114.51 

5.00 

5.73 

0.0020 

0.0006 

11.91 

125 

113.09 

5.00 

5.65 

0.0020 

0.0167 

12.81 

125 

112.19 

5.00 

5.61 

0.0020 

0.0249 

10.02 

125 

114.98 

5.00 

5.75 

0.0020 

0.0671 

10.44 

125 

114.56 

5.00 

5.73 

0.0020 

0.0152 

11.66 

125 

113.34 

5.00 

5.67 

0.0020 

0.0087 

14.33 

125 

110.67 

5.00 

5.53 

0.0020 

0.0225 

11.48 

125 

113.52 

5.00 

5.68 

0.0020 

0.0009 

18.63 

125 

106.37 

5.00 

5.32 

0.0020 

0.0069 

22.41 

125 

102.59 

5.00 

5.13 

0.0020 

0.0162 

8.62 

125 

116.38 

5.00 

5.82 

0.0020 

0.0192 

12.51 

125 

112.49 

5.00 

5.62 

0.0020 

0.0229 

12.44 

125 

112.56 

5.00 

5.63 

0.0020 

0.0190 

12.07 

125 

112.93 

5.00 

5.65 

0.0020 

0.0315 

11.72 

125 

113.28 

5.00 

5.66 

0.0020 

0.0181 

7.59 

125 

117.41 

5.00 

5.87 

0.0020 

0.0194 

14.03 

125 

110.97 

5.00 

5.55 

0.0020 

0.0039 

12.11 

125 

112.89 

5.00 

5.64 

0.0020 

0.0151 

9.62 

125 

115.38 

5.00 

5.77 

0.0020 

0.0631 

10.76 

125 

114.24 

5.00 

5.71 

0.0020 

0.0168 

10.57 

125 

114.43 

5.00 

5.72 

0.0020 

0.0149 

13.11 

125 

111.89 

5.00 

5.59 

0.0020 

0.0667 

10.33 

125 

114.67 

5.00 

5.73 

0.0020 

0.0212 




















































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 


Census Code 



Veerpur With Chak 


Vikas Nagar 


Ambala 


0827000103305300 


0827000103311400 


0826000903253000 



Babari 


Badgari 


Baldar 


Balua 


Bana Kalan 


Bandoli 


Bargaon 


Behuti 


0826000903260100 


0826000903254700 


0826000903252500 


0826000903259200 


0826000903257700 


0826000903255300 


0826000903254600 


0826000903254300 


Chanawada 


Chawand 


0826000503159600 


0826000903255400 


Chhani 


Dakan Baori 


0826000903255800 


0826000903256900 


Dangikhera 


Dayli 


0826000903247700 


0826000903253100 


Deengri 


Dekali 


0826000903253500 


0826000903255500 


Delwas 


Dhakarda 


Jhalardevi 


Kachhota 


Katanwara 


0826000903252600 


0826000903257500 


0826000903252700 


0826000903257400 


0826000903255600 


Kejar 


Kharbar Chak (A) 


Kharbar Chak(B) 


Kherki 


Khori Mahuri 


Lalpura 


Makat 



Mayar 


Moondla 


0826000903255200 


0826000903256600 


0826000903256700 


0826000903252900 


0826000903252800 


0826000903253200 


0826000903252400 


0826000903255700 


0826000903254900 


0826000903253400 


Nal Alkar 


Naliya Wara 


Nathara 


Neemach 


Nimboda 


Pal Neemoda 


Pal Sarada 


0826000903255900 


0826000903256100 


0826000903252200 


0826000903257300 


0826000903257000 


0826000903256800 


0826000903259000 


Pal Sepur 


0826000903259100 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Command 


Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 


Parsad 


0826000903256000 11.55 Fresh Non-command 


Hydrogeological Unit 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

14.79 

125 

110.21 

5.00 

5.51 

0.0020 

0.0024 

9.96 

125 

115.04 

5.00 

5.75 

0.0020 

0.0084 

13.48 

120 

106.52 

4.00 

4.26 

0.0018 

0.0076 

13.48 

100 

86.52 

3.00 

2.60 

0.0020 

0.0224 

8.43 

100 

91.57 

3.00 

2.75 

0.0020 

0.0046 

9.82 

120 

110.18 

4.00 

4.41 

0.0018 

0.0125 

10.72 

100 

89.28 

3.00 

2.68 

0.0020 

0.0002 

9.27 

100 

90.73 

3.00 

2.72 

0.0020 

0.0033 

9.04 

120 

110.96 

4.00 

4.44 

0.0018 

0.0008 

11.61 

120 

108.39 

4.00 

4.34 

0.0018 

0.0299 

8.55 

120 

111.45 

4.00 

4.46 

0.0018 

0.0074 

9.15 

100 

90.85 

3.00 

2.73 

0.0020 

0.0004 

9.15 

120 

110.85 

4.00 

4.43 

0.0018 

0.0101 

9.15 

100 

90.85 

3.00 

2.73 

0.0020 

0.0035 

10.94 

100 

89.06 

3.00 

2.67 

0.0020 

0.0182 

12.77 

120 

107.23 

4.00 

4.29 

0.0018 

0.0892 

12.77 

100 

87.23 

3.00 

2.62 

0.0020 

0.0004 

12.78 

100 

87.22 

3.00 

2.62 

0.0020 

0.0304 

11.67 

120 

108.33 

4.00 

4.33 

0.0018 

0.0009 

11.67 

100 

88.33 

3.00 

2.65 

0.0020 

0.0038 

9.93 

100 

90.07 

3.00 

2.70 

0.0020 

0.0001 

12.81 

120 

107.19 

4.00 

4.29 

0.0018 

0.0308 

12.81 

100 

87.19 

3.00 

2.62 

0.0020 

0.0014 

9.67 

120 

110.33 

4.00 

4.41 

0.0018 

0.0007 

12.76 

120 

107.24 

4.00 

4.29 

0.0018 

0.0021 

12.76 

100 

87.24 

3.00 

2.62 

0.0020 

0.0004 

9.39 

100 

90.61 

3.00 

2.72 

0.0020 

0.0189 

9.93 

120 

110.07 

4.00 

4.40 

0.0018 

0.0166 

8.42 

100 

91.58 

3.00 

2.75 

0.0020 

0.0129 

10.93 

120 

109.07 

4.00 

4.36 

0.0018 

0.0147 

12.23 

120 

107.77 

4.00 

4.31 

0.0018 

0.0248 

12.23 

100 

87.77 

3.00 

2.63 

0.0020 

0.0128 

10.62 

120 

109.38 

4.00 

4.38 

0.0018 

0.0810 

8.84 

100 

91.16 

3.00 

2.73 

0.0020 

0.0392 

10.03 

100 

89.97 

3.00 

2.70 

0.0020 

0.0095 

10.81 

100 

89.19 

3.00 

2.68 

0.0020 

0.0375 

7.48 

100 

92.52 

3.00 

2.78 

0.0020 

0.0327 

11.92 

120 

108.09 

4.00 

4.32 

0.0018 

0.0119 

10.12 

120 

109.88 

4.00 

4.40 

0.0018 

0.0009 

10.12 

100 

89.88 

3.00 

2.70 

0.0020 

0.0105 

13.12 

120 

106.88 

4.00 

4.28 

0.0018 

0.0001 

13.12 

100 

86.88 

3.00 

2.61 

0.0020 

0.0132 

9.80 

120 

110.20 

4.00 

4.41 

0.0018 

0.0306 

11.17 

120 

108.84 

4.00 

4.35 

0.0018 

0.0046 

11.17 

100 

88.84 

3.00 

2.67 

0.0020 

0.0065 

10.23 

100 

89.77 

3.00 

2.69 

0.0020 

0.0276 

9.01 

100 

90.99 

3.00 

2.73 

0.0020 

0.0009 

8.41 

100 

91.59 

3.00 

2.75 

0.0020 

0.0568 

11.12 

120 

108.88 

4.00 

4.36 

0.0018 

0.0224 

10.88 

100 

89.12 

3.00 

2.67 

0.0020 

0.0042 

11.15 

100 

88.85 

3.00 

2.67 

0.0020 

0.0700 

8.84 

120 

111.16 

4.00 

4.45 

0.0018 

0.0168 

8.84 

100 

91.16 

3.00 

2.73 

0.0020 

0.0492 

9.39 

100 

90.61 

3.00 

2.72 

0.0020 

0.0336 

8.19 

100 

91.81 

3.00 

2.75 

0.0020 

0.0381 



































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Agar 


Ajbara 


Ajni 


Arawela 


Baba Ka Magra 


Bagruwa 


Baroliya 


Basu 


Beras 


Bhaison Ka Namla 


Bhimpura 


Biliya Ka Gurha 


Borka Pani 


Borla 


Chhaparwali Thori 


Chibora 


Dantardi 


Dawana 


Deoliya 


Deopura 


Dewala 


Dhawri 


Dhulji Ka Gurha 


Dobdicha 


Dolpura 


Edana 


Census Code 


0826000903255000 


0826000903254400 


0826000903252100 


0826000903252300 


0826000903254500 


0826000903257100 


0826001003271400 


0826000903253300 



0826000703204300 


0826000903248500 


0826000703204400 


0826000803226100 


0826000903250100 


0826000903248700 


0826000803229700 


0826000503162600 


0826000703204500 


0826000803226900 


0826000803227000 


0826000903248800 


0826000803227200 


0826000803227500 


0826000703205300 


0826000803225500 


0826000903249800 


0826000803227100 


0826000803224500 


0826000903249100 


0826000703204600 


0826000803225900 


0826000903247000 


0826000703198300 


0826000803224400 


0826000803230300 


0826000803226300 


0826000803223400 



Zone (Fresh 
/ Saline) 


5.81 Fresh 


18.99 Fresh 



7.70 Fresh 


3.97 Fresh 


0.95 Fresh 


3.75 Fresh 


11.92 Fresh 


4.85 Fresh 



12.61 Fresh 


9.68 Fresh 


19.48 Fresh 


0.41 Fresh 


21.00 Fresh 


6.18 Fresh 


2.87 Fresh 


11.43 Fresh 


5.82 Fresh 


15.56 Fresh 


1.16 Fresh 


3.30 Fresh 



0.71 Fresh 


3.48 Fresh 


11.20 Fresh 


1.20 Fresh 


11.02 Fresh 


1.40 Fresh 


2.37 Fresh 


2.19 Fresh 


13.80 Fresh 


1.77 Fresh 


9.17 Fresh 


3.31 Fresh 


5.03 Fresh 


0.43 Fresh 


1.63 Fresh 


9.36 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

10.64 

120 

109.36 

4.00 

4.37 

0.0018 

0.0406 

8.67 

100 

91.33 

3.00 

2.74 

0.0020 

0.0000 

8.67 

120 

111.33 

4.00 

4.45 

0.0018 

0.0000 

8.67 

100 

91.33 

3.00 

2.74 

0.0020 

0.0003 

9.71 

120 

110.29 

4.00 

4.41 

0.0018 

0.0527 

9.71 

100 

90.29 

3.00 

2.71 

0.0020 

0.0017 

11.26 

100 

88.74 

3.00 

2.66 

0.0020 

0.0001 

10.31 

100 

89.69 

3.00 

2.69 

0.0020 

0.0183 

8.98 

120 

111.02 

4.00 

4.44 

0.0018 

0.0066 

9.71 

100 

90.29 

3.00 

2.71 

0.0020 

0.0203 

9.18 

100 

90.82 

3.00 

2.72 

0.0020 

0.0006 

10.98 

120 

109.02 

4.00 

4.36 

0.0018 

0.0306 

10.98 

100 

89.02 

3.00 

2.67 

0.0020 

0.0014 

9.45 

100 

90.55 

3.00 

2.72 

0.0020 

0.0005 

9.45 

120 

110.55 

4.00 

4.42 

0.0018 

0.0009 

9.45 

100 

90.55 

3.00 

2.72 

0.0020 

0.0053 

9.35 

100 

90.65 

3.00 

2.72 

0.0020 

0.0003 

9.35 

100 

90.65 

3.00 

2.72 

0.0020 

0.0006 

9.16 

120 

110.84 

4.00 

4.43 

0.0018 

0.0263 

9.16 

100 

90.84 

3.00 

2.73 

0.0020 

0.0450 

8.88 

120 

111.12 

4.00 

4.44 

0.0018 

0.0007 

10.41 

100 

89.59 

3.00 

2.69 

0.0020 

0.0478 

9.52 

120 

110.48 

4.00 

4.42 

0.0018 

0.0816 

15.51 

120 

104.49 

4.00 

4.18 

0.0018 

0.0021 

7.58 

120 

112.42 

4.00 

4.50 

0.0018 

0.0001 

7.58 

120 

112.42 

4.00 

4.50 

0.0018 

0.1414 

7.58 

100 

92.42 

3.00 

2.77 

0.0020 

0.0164 

11.53 

100 

88.47 

3.00 

2.65 

0.0020 

0.0224 

13.92 

120 

106.08 

4.00 

4.24 

0.0018 

0.0014 

10.24 

120 

109.76 

4.00 

4.39 

0.0018 

0.0395 

10.24 

100 

89.76 

3.00 

2.69 

0.0020 

0.0282 

11.10 

120 

108.90 

4.00 

4.36 

0.0018 

0.0417 

11.02 

120 

108.98 

4.00 

4.36 

0.0018 

0.1219 

9.94 

120 

110.06 

4.00 

4.40 

0.0018 

0.0089 

8.85 

120 

111.15 

4.00 

4.45 

0.0018 

0.0210 

8.85 

100 

91.15 

3.00 

2.73 

0.0020 

0.0036 

8.02 

120 

111.98 

4.00 

4.48 

0.0018 

0.0004 

8.02 

100 

91.98 

3.00 

2.76 

0.0020 

0.0005 

13.79 

120 

106.21 

4.00 

4.25 

0.0018 

0.0054 

13.93 

120 

106.07 

4.00 

4.24 

0.0018 

0.0000 

8.35 

120 

111.65 

4.00 

4.47 

0.0018 

0.0003 

14.56 

120 

105.44 

4.00 

4.22 

0.0018 

0.0091 

12.05 

120 

107.95 

4.00 

4.32 

0.0018 

0.0847 

11.58 

120 

108.42 

4.00 

4.34 

0.0018 

0.0093 

10.41 

120 

109.59 

4.00 

4.38 

0.0018 

0.0187 

7.70 

120 

112.30 

4.00 

4.49 

0.0018 

0.0054 

7.70 

100 

92.30 

3.00 

2.77 

0.0020 

0.0084 

8.15 

120 

111.85 

4.00 

4.47 

0.0018 

0.0235 

15.10 

120 

104.90 

4.00 

4.20 

0.0018 

0.0133 

10.79 

100 

89.21 

3.00 

2.68 

0.0020 

0.0159 

10.71 

120 

109.29 

4.00 

4.37 

0.0018 

0.0001 

12.02 

120 

107.98 

4.00 

4.32 

0.0018 

0.0293 

8.78 

120 

111.22 

4.00 

4.45 

0.0018 

0.0026 

14.16 

120 

105.84 

4.00 

4.23 

0.0018 

0.0104 

9.83 

120 

110.17 

4.00 

4.41 

0.0018 

0.0425 


























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Gaonra-Pal 


Gatonr 


Geegachi Khera 


Ghati 


Gingla 


Guruon Ka Chibora 


Jagat 


Jaitpura 


Jamboora 


Juna Koa 


Junijhar 


Kaduni 


Kali-Magri 


Kanpura 


Kant 


Karakali 


Karawali 


Karodiya 


Kenpura 


Khajoori 


Kharka 


Kharwa 


Kota 


Kunda 


Loda 


Magrawali Thori 


Mahuri 


Makarsima 


Mendura 


Methuri 


Morchana 


Morpura 


Naijhar 


Nal Ka Gurha 


Nandvi 


Narpura 


Naya Kua 


Nimri Ka Gurha 


Oda 


Okhariya 


Palodra 


Census Code 


0826000903246600 


0826000903251200 


0826000803226200 


0826000903251100 


0826000903248000 


0826000803226800 


0826000803223900 


0826000803225700 


0826000503162800 


0826000803223300 


0826000803226400 


0826000903251300 


0826000803226500 


0826000903248900 


0826000903249700 


0826000903249200 


0826000803225100 


0826000803227300 


0826000803226000 


0826000803223600 


0826000803222700 


0826000803225800 


0826000903250300 


0826000803224000 


0826000803230200 


0826000803224600 


0826000503161000 


0826000803223500 


0826000803230100 


0826000803223800 


0826000903249900 


0826000903251400 


0826000803226600 


0826000903249400 


0826000803224100 


0826000703198000 


0826000803224700 


0826000903249300 


0826000703197900 


0826000903248200 


0826000803226700 


0826000903249600 


0826000703198100 


0826000903246900 


0826000803224900 


0826000903248400 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Gneisses(B.G.C) 



2.20 Fresh 


9.23 Fresh 


5.24 Fresh 


1.03 Fresh 


3.41 Fresh 


0.99 Fresh 


26.39 Fresh 


4.63 Fresh 


3.31 Fresh 


5.54 Fresh 



1.03 Fresh 


10.29 Fresh 



1.82 Fresh 


3.14 Fresh 


4.41 Fresh 


2.81 Fresh 


4.01 Fresh 


5.72 Fresh 


7.65 Fresh 


8.43 Fresh 


2.16 Fresh 


1.00 Fresh 


2.62 Fresh 


9.03 Fresh 


18.32 Fresh 


3.70 Fresh 


1.58 Fresh 


5.20 Fresh 


2.33 Fresh 


11.35 Fresh 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.42 

100 

87.58 

3.00 

2.63 

0.0020 

0.0000 

6.16 

120 

113.84 

4.00 

4.55 

0.0018 

0.0064 

6.16 

100 

93.84 

3.00 

2.82 

0.0020 

0.0063 

16.66 

120 

103.34 

4.00 

4.13 

0.0018 

0.0000 

7.92 

120 

112.08 

4.00 

4.48 

0.0018 

0.0001 

11.51 

100 

88.49 

3.00 

2.65 

0.0020 

0.0001 

12.99 

120 

107.01 

4.00 

4.28 

0.0018 

0.0079 

12.68 

120 

107.32 

4.00 

4.29 

0.0018 

0.0028 

14.45 

120 

105.55 

4.00 

4.22 

0.0018 

0.0075 

10.25 

120 

109.75 

4.00 

4.39 

0.0018 

0.1097 

10.25 

100 

89.75 

3.00 

2.69 

0.0020 

0.0046 

10.58 

120 

109.42 

4.00 

4.38 

0.0018 

0.0005 

15.16 

120 

104.84 

4.00 

4.19 

0.0018 

0.0250 

6.16 

120 

113.84 

4.00 

4.55 

0.0018 

0.0001 

6.16 

100 

93.84 

3.00 

2.82 

0.0020 

0.0027 

15.20 

120 

104.80 

4.00 

4.19 

0.0018 

0.0078 

9.60 

120 

110.40 

4.00 

4.42 

0.0018 

0.0782 

9.60 

100 

90.40 

3.00 

2.71 

0.0020 

0.0023 

5.31 

120 

114.69 

4.00 

4.59 

0.0018 

0.0032 

5.31 

100 

94.69 

3.00 

2.84 

0.0020 

0.0002 

11.81 

120 

108.19 

4.00 

4.33 

0.0018 

0.0142 

3.25 

120 

116.75 

4.00 

4.67 

0.0018 

0.0129 

3.25 

100 

96.75 

3.00 

2.90 

0.0020 

0.0091 

11.87 

120 

108.13 

4.00 

4.33 

0.0018 

0.0344 

15.40 

120 

104.60 

4.00 

4.18 

0.0018 

0.0041 

13.58 

120 

106.42 

4.00 

4.26 

0.0018 

0.0299 

9.70 

120 

110.30 

4.00 

4.41 

0.0018 

0.0093 

12.42 

120 

107.58 

4.00 

4.30 

0.0018 

0.0142 

15.00 

120 

105.00 

4.00 

4.20 

0.0018 

0.0632 

7.82 

120 

112.18 

4.00 

4.49 

0.0018 

0.0113 

7.82 

100 

92.18 

3.00 

2.77 

0.0020 

0.0042 

12.38 

120 

107.62 

4.00 

4.30 

0.0018 

0.0027 

8.81 

120 

111.19 

4.00 

4.45 

0.0018 

0.0076 

9.95 

120 

110.05 

4.00 

4.40 

0.0018 

0.0715 

15.23 

100 

84.77 

3.00 

2.54 

0.0020 

0.0074 

9.93 

120 

110.07 

4.00 

4.40 

0.0018 

0.0291 

9.46 

120 

110.54 

4.00 

4.42 

0.0018 

0.0101 

10.59 

120 

109.41 

4.00 

4.38 

0.0018 

0.0369 

9.74 

120 

110.26 

4.00 

4.41 

0.0018 

0.0185 

7.85 

120 

112.15 

4.00 

4.49 

0.0018 

0.0050 

7.85 

100 

92.15 

3.00 

2.76 

0.0020 

0.0112 

14.75 

120 

105.25 

4.00 

4.21 

0.0018 

0.0152 

8.06 

120 

111.94 

4.00 

4.48 

0.0018 

0.0142 

12.24 

120 

107.76 

4.00 

4.31 

0.0018 

0.0640 

10.17 

120 

109.83 

4.00 

4.39 

0.0018 

0.0276 

9.61 

120 

110.39 

4.00 

4.42 

0.0018 

0.0177 

9.44 

120 

110.56 

4.00 

4.42 

0.0018 

0.0439 

10.32 

120 

109.68 

4.00 

4.39 

0.0018 

0.0073 

11.40 

120 

108.60 

4.00 

4.34 

0.0018 

0.0014 

13.60 

120 

106.40 

4.00 

4.26 

0.0018 

0.0035 

8.66 

120 

111.34 

4.00 

4.45 

0.0018 

0.0180 

10.21 

120 

109.79 

4.00 

4.39 

0.0018 

0.0032 

10.72 

100 

89.28 

3.00 

2.68 

0.0020 

0.0009 

12.01 

120 

107.99 

4.00 

4.32 

0.0018 

0.0517 

11.44 

100 

88.56 

3.00 

2.66 

0.0020 

0.0024 


















































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.46 

120 

108.54 

4.00 

4.34 

0.0018 

0.0004 

11.46 

100 

88.54 

3.00 

2.66 

0.0020 

0.0010 

12.40 

120 

107.60 

4.00 

4.30 

0.0018 

0.0326 

11.56 

120 

108.44 

4.00 

4.34 

0.0018 

0.0063 

10.39 

120 

109.61 

4.00 

4.38 

0.0018 

0.0089 

13.14 

120 

106.86 

4.00 

4.27 

0.0018 

0.0000 

6.14 

120 

113.86 

4.00 

4.55 

0.0018 

0.0187 

10.09 

120 

109.91 

4.00 

4.40 

0.0018 

0.0214 

11.46 

120 

108.54 

4.00 

4.34 

0.0018 

0.0208 

9.88 

120 

110.12 

4.00 

4.40 

0.0018 

0.0104 

10.14 

120 

109.86 

4.00 

4.39 

0.0018 

0.0009 

8.98 

120 

111.02 

4.00 

4.44 

0.0018 

0.0003 

7.20 

120 

112.80 

4.00 

4.51 

0.0018 

0.0187 

11.00 

120 

109.00 

4.00 

4.36 

0.0018 

0.0173 

6.21 

120 

113.79 

4.00 

4.55 

0.0018 

0.0041 

9.21 

120 

110.79 

4.00 

4.43 

0.0018 

0.0317 

9.21 

100 

90.79 

3.00 

2.72 

0.0020 

0.0023 

12.18 

120 

107.82 

4.00 

4.31 

0.0018 

0.0388 

10.72 

120 

109.28 

4.00 

4.37 

0.0018 

0.0405 

14.46 

120 

105.54 

4.00 

4.22 

0.0018 

0.0176 

13.18 

120 

106.82 

4.00 

4.27 

0.0018 

0.0183 

9.69 

120 

110.31 

4.00 

4.41 

0.0018 

0.0419 

5.80 

120 

114.20 

4.00 

4.57 

0.0018 

0.0021 

13.26 

120 

106.74 

4.00 

4.27 

0.0018 

0.0501 

8.10 

120 

111.90 

4.00 

4.48 

0.0018 

0.0002 

8.10 

120 

111.90 

4.00 

4.48 

0.0018 

0.0029 

10.01 

120 

109.99 

4.00 

4.40 

0.0018 

0.0401 

9.94 

120 

110.06 

4.00 

4.40 

0.0018 

0.0135 

7.80 

100 

92.20 

3.00 

2.77 

0.0020 

0.0004 

7.94 

100 

92.06 

3.00 

2.76 

0.0020 

0.0273 

7.58 

120 

112.42 

4.00 

4.50 

0.0018 

0.0000 

7.58 

120 

112.42 

4.00 

4.50 

0.0018 

0.0001 

8.43 

100 

91.57 

3.00 

2.75 

0.0020 

0.0137 

10.33 

100 

89.67 

3.00 

2.69 

0.0020 

0.0453 

10.33 

100 

89.67 

3.00 

2.69 

0.0020 

0.0044 

9.82 

120 

110.18 

4.00 

4.41 

0.0018 

0.0021 

6.79 

100 

93.21 

3.00 

2.80 

0.0020 

0.0026 

6.79 

100 

93.21 

3.00 

2.80 

0.0020 

0.0108 

9.27 

100 

90.73 

3.00 

2.72 

0.0020 

0.0034 

6.83 

100 

93.17 

3.00 

2.80 

0.0020 

0.0068 

9.04 

120 

110.96 

4.00 

4.44 

0.0018 

0.0017 

9.04 

120 

110.96 

4.00 

4.44 

0.0018 

0.0338 

8.91 

120 

111.09 

4.00 

4.44 

0.0018 

0.0070 

8.91 

120 

111.09 

4.00 

4.44 

0.0018 

0.0159 

8.55 

120 

111.45 

4.00 

4.46 

0.0018 

0.0212 

8.55 

100 

91.45 

3.00 

2.74 

0.0020 

0.0143 

8.55 

120 

111.45 

4.00 

4.46 

0.0018 

0.0080 

5.94 

120 

114.06 

4.00 

4.56 

0.0018 

0.0065 

5.94 

100 

94.06 

3.00 

2.82 

0.0020 

0.0200 

5.94 

120 

114.06 

4.00 

4.56 

0.0018 

0.0033 

6.70 

100 

93.30 

3.00 

2.80 

0.0020 

0.0051 

5.31 

120 

114.69 

4.00 

4.59 

0.0018 

0.0088 

9.15 

100 

90.85 

3.00 

2.73 

0.0020 

0.0020 

9.15 

120 

110.85 

4.00 

4.43 

0.0018 

0.0000 

9.15 

100 

90.85 

3.00 

2.73 

0.0020 

0.0003 


























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Bejpur 


Bhaison Ka Namla 


Bheempur 


Bherwa 


Bhorai 


Biliya Ka Gurha 


Bootwas 


Bori 


Bujhara 


Chandora 


Chibora 


Darjanpura 


Dhakarda 


Dhan Ka Wara 


Dhani 


Dhani Sipoor 


Dolpura 


Gamri 


Gandhipur 


Gaonra-Pal 


Gatonr 


Gatora 


Gopalpura 


Gudiya Wara 


Hemato Ki Bhagal 


Intali 


Jagatpuriyan 


Jailawata Phala 


Jaipura 


Jalampura 


Jambora 


Jhadol 


Jodhpuriya 


Joonpuriya 


Kachhota 


Kali-Magri 


Kantora 


Karan Puriya 


Kareli 


Khakhariya 


Census Code 


0826000903254000 


0826000803227000 


0826000903261100 


0826000903254800 


0826000903263800 


0826000803227500 


0826000903251000 


0826000903262300 


0826000803234100 


0826000903262000 


0826000803227100 


0826000903262200 


0826000903257500 


0826000903259300 


0826000903262400 


0826000903258100 


0826000803226300 


0826000903251200 


0826000903250600 


0826000803226200 


0826000903251100 


0826000903260500 


0826000903258400 


0826000903261900 


0826000903264500 


0826000903260700 


0826000803227400 


0826001003286900 


0826000903259800 


0826000903264000 


0826000903253600 


0826000903262100 


0826000903258500 


0826000903257400 


0826000803227300 


0826000903250800 


0826000903260400 


0826000903258000 


0826000903262600 



Zone (Fresh 
/ Saline) 


2.48 Fresh 


1.16 Fresh 


3.41 Fresh 


2.75 Fresh 


10.00 Fresh 


3.48 Fresh 


3.64 Fresh 


4.26 Fresh 


12.00 Fresh 


2.69 Fresh 




1.49 Fresh 


2.10 Fresh 


1.36 Fresh 




1.88 Fresh 


2.81 Fresh 


7.13 Fresh 


1.75 Fresh 


1.97 Fresh 


1.10 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

9.41 

100 

90.59 

3.00 

2.72 

0.0020 

0.0014 

9.94 

120 

110.06 

4.00 

4.40 

0.0018 

0.0003 

7.96 

100 

92.04 

3.00 

2.76 

0.0020 

0.0188 

8.58 

120 

111.42 

4.00 

4.46 

0.0018 

0.0001 

8.58 

120 

111.42 

4.00 

4.46 

0.0018 

0.0220 

6.84 

100 

93.16 

3.00 

2.79 

0.0020 

0.0003 

13.93 

120 

106.07 

4.00 

4.24 

0.0018 

0.0127 

8.75 

120 

111.25 

4.00 

4.45 

0.0018 

0.0237 

8.75 

100 

91.25 

3.00 

2.74 

0.0020 

0.0007 

7.88 

100 

92.12 

3.00 

2.76 

0.0020 

0.0201 

7.56 

100 

92.44 

3.00 

2.77 

0.0020 

0.0157 

10.15 

100 

89.85 

3.00 

2.70 

0.0020 

0.0023 

10.15 

100 

89.85 

3.00 

2.70 

0.0020 

0.0122 

8.00 

120 

112.00 

4.00 

4.48 

0.0018 

0.0062 

8.00 

120 

112.00 

4.00 

4.48 

0.0018 

0.0007 

5.50 

120 

114.50 

4.00 

4.58 

0.0018 

0.0113 

5.50 

120 

114.50 

4.00 

4.58 

0.0018 

0.0022 

11.58 

120 

108.42 

4.00 

4.34 

0.0018 

0.0016 

8.06 

100 

91.94 

3.00 

2.76 

0.0020 

0.0134 

9.93 

120 

110.07 

4.00 

4.40 

0.0018 

0.0334 

7.32 

100 

92.68 

3.00 

2.78 

0.0020 

0.0416 

7.86 

100 

92.14 

3.00 

2.76 

0.0020 

0.0045 

7.97 

100 

92.03 

3.00 

2.76 

0.0020 

0.0264 

14.16 

120 

105.84 

4.00 

4.23 

0.0018 

0.0021 

6.16 

120 

113.84 

4.00 

4.55 

0.0018 

0.0010 

7.93 

120 

112.07 

4.00 

4.48 

0.0018 

0.0064 

16.66 

120 

103.34 

4.00 

4.13 

0.0018 

0.0088 

7.92 

120 

112.08 

4.00 

4.48 

0.0018 

0.0469 

7.92 

120 

112.08 

4.00 

4.48 

0.0018 

0.0108 

7.17 

100 

92.83 

3.00 

2.78 

0.0020 

0.0083 

7.52 

100 

92.48 

3.00 

2.77 

0.0020 

0.0102 

7.52 

100 

92.48 

3.00 

2.77 

0.0020 

0.0015 

10.66 

100 

89.34 

3.00 

2.68 

0.0020 

0.0062 

10.66 

100 

89.34 

3.00 

2.68 

0.0020 

0.0011 

5.83 

100 

94.17 

3.00 

2.82 

0.0020 

0.0014 

5.83 

120 

114.17 

4.00 

4.57 

0.0018 

0.0018 

5.83 

100 

94.17 

3.00 

2.82 

0.0020 

0.0103 

13.24 

100 

86.76 

3.00 

2.60 

0.0020 

0.0151 

8.05 

100 

91.95 

3.00 

2.76 

0.0020 

0.0075 

16.62 

120 

103.38 

4.00 

4.14 

0.0018 

0.0003 

6.46 

100 

93.54 

3.00 

2.81 

0.0020 

0.0013 

7.77 

100 

92.23 

3.00 

2.77 

0.0020 

0.0165 

7.78 

100 

92.22 

3.00 

2.77 

0.0020 

0.0241 

9.38 

100 

90.62 

3.00 

2.72 

0.0020 

0.0014 

8.40 

100 

91.60 

3.00 

2.75 

0.0020 

0.0186 

7.46 

100 

92.54 

3.00 

2.78 

0.0020 

0.0014 

7.46 

100 

92.54 

3.00 

2.78 

0.0020 

0.0092 

10.93 

120 

109.07 

4.00 

4.36 

0.0018 

0.0000 

15.40 

120 

104.60 

4.00 

4.18 

0.0018 

0.0171 

7.72 

120 

112.28 

4.00 

4.49 

0.0018 

0.0230 

7.72 

100 

92.28 

3.00 

2.77 

0.0020 

0.0237 

6.20 

100 

93.80 

3.00 

2.81 

0.0020 

0.0099 

7.98 

120 

112.02 

4.00 

4.48 

0.0018 

0.0062 

7.98 

100 

92.02 

3.00 

2.76 

0.0020 

0.0066 

7.63 

100 

92.37 

3.00 

2.77 

0.0020 

0.0051 































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

7.25 

100 

92.75 

3.00 

2.78 

0.0020 

0.0165 

7.31 

100 

92.69 

3.00 

2.78 

0.0020 

0.0000 

5.84 

120 

114.16 

4.00 

4.57 

0.0018 

0.0059 

5.84 

120 

114.16 

4.00 

4.57 

0.0018 

0.0468 

5.84 

100 

94.16 

3.00 

2.82 

0.0020 

0.0002 

13.00 

100 

87.00 

3.00 

2.61 

0.0020 

0.0138 

6.53 

120 

113.47 

4.00 

4.54 

0.0018 

0.0135 

6.53 

100 

93.47 

3.00 

2.80 

0.0020 

0.0004 

7.51 

100 

92.49 

3.00 

2.77 

0.0020 

0.0168 

7.73 

100 

92.27 

3.00 

2.77 

0.0020 

0.0130 

7.98 

100 

92.02 

3.00 

2.76 

0.0020 

0.0031 

7.36 

120 

112.64 

4.00 

4.51 

0.0018 

0.0106 

7.36 

120 

112.64 

4.00 

4.51 

0.0018 

0.0005 

11.89 

100 

88.11 

3.00 

2.64 

0.0020 

0.0007 

11.89 

100 

88.11 

3.00 

2.64 

0.0020 

0.0131 

6.44 

120 

113.56 

4.00 

4.54 

0.0018 

0.0023 

6.44 

100 

93.56 

3.00 

2.81 

0.0020 

0.0089 

8.02 

100 

91.98 

3.00 

2.76 

0.0020 

0.0299 

7.98 

100 

92.02 

3.00 

2.76 

0.0020 

0.0189 

6.94 

120 

113.06 

4.00 

4.52 

0.0018 

0.0126 

6.94 

100 

93.06 

3.00 

2.79 

0.0020 

0.0020 

6.94 

120 

113.06 

4.00 

4.52 

0.0018 

0.0195 

6.94 

100 

93.06 

3.00 

2.79 

0.0020 

0.0002 

8.94 

100 

91.06 

3.00 

2.73 

0.0020 

0.0027 

8.94 

100 

91.06 

3.00 

2.73 

0.0020 

0.0246 

7.76 

100 

92.24 

3.00 

2.77 

0.0020 

0.0029 

8.78 

100 

91.22 

3.00 

2.74 

0.0020 

0.0024 

10.97 

100 

89.03 

3.00 

2.67 

0.0020 

0.0001 

12.24 

100 

87.76 

3.00 

2.63 

0.0020 

0.0032 

12.24 

100 

87.76 

3.00 

2.63 

0.0020 

0.0145 

9.11 

100 

90.89 

3.00 

2.73 

0.0020 

0.0078 

8.84 

120 

111.16 

4.00 

4.45 

0.0018 

0.0119 

8.84 

100 

91.16 

3.00 

2.73 

0.0020 

0.0765 

5.84 

120 

114.16 

4.00 

4.57 

0.0018 

0.0009 

5.84 

100 

94.16 

3.00 

2.82 

0.0020 

0.0119 

12.70 

100 

87.30 

3.00 

2.62 

0.0020 

0.0046 

8.13 

120 

111.87 

4.00 

4.47 

0.0018 

0.0295 

8.13 

100 

91.87 

3.00 

2.76 

0.0020 

0.0002 

9.46 

100 

90.54 

3.00 

2.72 

0.0020 

0.0108 

8.53 

100 

91.47 

3.00 

2.74 

0.0020 

0.0064 

8.53 

100 

91.47 

3.00 

2.74 

0.0020 

0.0285 

8.98 

120 

111.02 

4.00 

4.44 

0.0018 

0.0182 

6.21 

120 

113.79 

4.00 

4.55 

0.0018 

0.0044 

10.21 

100 

89.79 

3.00 

2.69 

0.0020 

0.0019 

10.21 

100 

89.79 

3.00 

2.69 

0.0020 

0.0230 

10.64 

120 

109.36 

4.00 

4.37 

0.0018 

0.0051 

8.67 

120 

111.33 

4.00 

4.45 

0.0018 

0.0003 

8.67 

100 

91.33 

3.00 

2.74 

0.0020 

0.1000 

8.67 

120 

111.33 

4.00 

4.45 

0.0018 

0.0006 

8.67 

100 

91.33 

3.00 

2.74 

0.0020 

0.0032 

8.98 

120 

111.02 

4.00 

4.44 

0.0018 

0.0009 

8.08 

100 

91.92 

3.00 

2.76 

0.0020 

0.0365 

7.99 

100 

92.01 

3.00 

2.76 

0.0020 

0.0151 

9.46 

120 

110.54 

4.00 

4.42 

0.0018 

0.0050 

8.06 

100 

91.94 

3.00 

2.76 

0.0020 

0.0144 





































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone (Fresh 
/ Saline) 



09006046 


Tanda 


Thara 


Tharoda 


Toda 


Tulchhon Ka Namla 


Udpuriya (Khalsa) 


Upla Fala Sadkari 


Upla Gurha 


Wali 


Achlana 


Ajeetpura 


Akola 


Aloo Khera 


Amarpura Jageer 


Amba Ka Kuwa 


Amliya 


Andon Ka Khera 


Angora 


Arniya 


Badli Ka Chora 


Badwai 


Baleecha 


Bambora 


Bedwi 


Beeron Ka Khera 


Bejarda 


Bhaggar 


Bhamela 


Bhanpa 


Bhaopura 


Bhardiya 


Bheekhawaniya 


Bhinder (M) 


Bhiyana 


Bobri 


Bodki 


Bohera 


Bortalai 


Chainpuriya 


Chak Pemlakui 


Chak Umarnara 


Chamlawadi 


Chargadiya 


Charma Talab 


Choi 


Dabiyon Ka Khera 


0826000903261700 


0826000803234200 


0826000803234300 



0826000803234700 


0826000803227700 


0826000903254100 


0826000903259400 


0826000903261300 


0826000903262500 


0826000603189900 


0829000703643900 


0826000603190300 


0826000603192500 


0826000603197100 


0826000603196300 


0826000603186900 


0829001103706500 


0826000603192800 


0826000703204100 


0826000703199000 


0829000703643600 


0826000703199400 


0826000503168600 


0826000603190600 


0829000703644200 


0826000603187300 


0826000603193100 


0826000603185800 


0829000703644300 


0826000603195700 


0826000603187000 


0826000603193900 


0826000642603000 


0829001103706700 


0826000703198700 


0826000703199100 


0829001103706400 


0826000603187200 


0826000603189400 


0826000603193300 


0826000603193200 


0826000603188100 


0826000603182100 


0826000703198400 


0826000603186800 


0826000603187700 


2.92 Fresh 


2.16 Fresh 


3.19 Fresh 


5.88 Fresh 


4.82 Fresh 



1.58 Fresh 


3.94 Fresh 


0.96 Fresh 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C.) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

7.30 

120 

112.70 

4.00 

4.51 

0.0018 

0.0069 

7.30 

100 

92.70 

3.00 

2.78 

0.0020 

0.0172 

6.03 

120 

113.97 

4.00 

4.56 

0.0018 

0.0494 

6.03 

100 

93.97 

3.00 

2.82 

0.0020 

0.0295 

10.33 

100 

89.67 

3.00 

2.69 

0.0020 

0.0124 

8.00 

100 

92.00 

3.00 

2.76 

0.0020 

0.0119 

7.83 

120 

112.17 

4.00 

4.49 

0.0018 

0.0124 

7.83 

100 

92.17 

3.00 

2.76 

0.0020 

0.0092 

8.38 

100 

91.62 

3.00 

2.75 

0.0020 

0.0001 

5.80 

120 

114.20 

4.00 

4.57 

0.0018 

0.0028 

5.80 

120 

114.20 

4.00 

4.57 

0.0018 

0.0347 

9.35 

100 

90.65 

3.00 

2.72 

0.0020 

0.0027 

7.79 

100 

92.21 

3.00 

2.77 

0.0020 

0.0217 

8.20 

100 

91.80 

3.00 

2.75 

0.0020 

0.0002 

8.20 

100 

91.80 

3.00 

2.75 

0.0020 

0.0050 

8.10 

120 

111.90 

4.00 

4.48 

0.0018 

0.0255 

8.10 

120 

111.90 

4.00 

4.48 

0.0018 

0.0019 

7.63 

100 

92.37 

3.00 

2.77 

0.0020 

0.0138 

10.84 

120 

109.16 

4.00 

4.37 

0.0018 

0.0072 

17.58 

120 

102.42 

5.00 

5.12 

0.0012 

0.0278 

13.63 

120 

106.37 

4.00 

4.25 

0.0018 

0.0034 

14.97 

120 

105.03 

4.00 

4.20 

0.0018 

0.0280 

17.92 

120 

102.08 

4.00 

4.08 

0.0018 

0.0094 

18.31 

120 

101.69 

4.00 

4.07 

0.0018 

0.0087 

18.37 

120 

101.63 

4.00 

4.07 

0.0018 

0.0109 

16.42 

120 

103.58 

5.00 

5.18 

0.0012 

0.0000 

13.94 

120 

106.06 

4.00 

4.24 

0.0018 

0.0126 

10.77 

120 

109.23 

4.00 

4.37 

0.0018 

0.0019 

15.67 

120 

104.33 

4.00 

4.17 

0.0018 

0.0141 

17.63 

120 

102.37 

5.00 

5.12 

0.0012 

0.0016 

21.58 

120 

98.42 

4.00 

3.94 

0.0018 

0.0042 

13.75 

120 

106.25 

4.00 

4.25 

0.0018 

0.0001 

14.29 

120 

105.71 

4.00 

4.23 

0.0018 

0.0063 

17.36 

120 

102.64 

5.00 

5.13 

0.0012 

0.0045 

18.51 

120 

101.49 

4.00 

4.06 

0.0018 

0.0125 

13.24 

120 

106.76 

4.00 

4.27 

0.0018 

0.0005 

17.73 

120 

102.27 

4.00 

4.09 

0.0018 

0.0362 

15.14 

120 

104.86 

5.00 

5.24 

0.0012 

0.0382 

17.35 

120 

102.65 

4.00 

4.11 

0.0018 

0.0004 

19.58 

120 

100.42 

4.00 

4.02 

0.0018 

0.0061 

12.85 

120 

107.15 

4.00 

4.29 

0.0018 

0.0014 

19.74 

120 

100.26 

4.00 

4.01 

0.0018 

0.0763 

16.36 

120 

103.64 

5.00 

5.18 

0.0012 

0.0074 

11.06 

120 

108.94 

4.00 

4.36 

0.0018 

0.0075 

13.32 

120 

106.68 

4.00 

4.27 

0.0018 

0.0013 

16.58 

120 

103.42 

5.00 

5.17 

0.0012 

0.0059 

19.50 

120 

100.50 

4.00 

4.02 

0.0018 

0.0179 

18.59 

120 

101.41 

4.00 

4.06 

0.0018 

0.0068 

13.20 

120 

106.80 

4.00 

4.27 

0.0018 

0.0042 

12.72 

120 

107.28 

4.00 

4.29 

0.0018 

0.0004 

18.81 

120 

101.19 

4.00 

4.05 

0.0018 

0.0022 

19.69 

120 

100.31 

4.00 

4.01 

0.0018 

0.0517 

10.64 

120 

109.36 

4.00 

4.37 

0.0018 

0.0011 

17.51 

120 

102.49 

4.00 

4.10 

0.0018 

0.0160 

20.97 

120 

99.03 

4.00 

3.96 

0.0018 

0.0009 




























































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

17.01 

120 

102.99 

4.00 

4.12 

0.0018 

0.0009 

13.89 

120 

106.11 

4.00 

4.24 

0.0018 

0.0036 

13.88 

120 

106.12 

4.00 

4.24 

0.0018 

0.0006 

15.65 

120 

104.35 

5.00 

5.22 

0.0012 

0.0056 

10.71 

120 

109.29 

4.00 

4.37 

0.0018 

0.0034 

10.48 

120 

109.52 

4.00 

4.38 

0.0018 

0.0029 

17.45 

120 

102.55 

4.00 

4.10 

0.0018 

0.0048 

19.09 

120 

100.91 

4.00 

4.04 

0.0018 

0.0028 

16.44 

120 

103.56 

4.00 

4.14 

0.0018 

0.0000 

20.83 

120 

99.17 

4.00 

3.97 

0.0018 

0.0024 

14.58 

120 

105.42 

4.00 

4.22 

0.0018 

0.0086 

15.81 

120 

104.19 

5.00 

5.21 

0.0012 

0.0080 

17.70 

120 

102.30 

4.00 

4.09 

0.0018 

0.0040 

9.21 

120 

110.79 

4.00 

4.43 

0.0018 

0.0054 

18.22 

120 

101.78 

5.00 

5.09 

0.0012 

0.0054 

16.46 

120 

103.54 

4.00 

4.14 

0.0018 

0.0099 

17.69 

120 

102.31 

4.00 

4.09 

0.0018 

0.0041 

22.05 

120 

97.95 

4.00 

3.92 

0.0018 

0.0000 

9.66 

120 

110.34 

4.00 

4.41 

0.0018 

0.0011 

18.61 

120 

101.39 

4.00 

4.06 

0.0018 

0.0091 

17.34 

120 

102.66 

4.00 

4.11 

0.0018 

0.0076 

17.86 

120 

102.14 

4.00 

4.09 

0.0018 

0.0057 

18.95 

120 

101.05 

4.00 

4.04 

0.0018 

0.0046 

18.25 

120 

101.75 

5.00 

5.09 

0.0012 

0.0212 

17.79 

120 

102.21 

5.00 

5.11 

0.0012 

0.0001 

19.33 

120 

100.67 

5.00 

5.03 

0.0012 

0.0007 

18.49 

120 

101.51 

4.00 

4.06 

0.0018 

0.0165 

13.29 

120 

106.71 

4.00 

4.27 

0.0018 

0.0044 

11.83 

120 

108.17 

4.00 

4.33 

0.0018 

0.0227 

10.58 

120 

109.42 

4.00 

4.38 

0.0018 

0.0000 

15.84 

120 

104.16 

4.00 

4.17 

0.0018 

0.0030 

20.24 

120 

99.76 

4.00 

3.99 

0.0018 

0.0040 

23.32 

120 

96.68 

4.00 

3.87 

0.0018 

0.0070 

18.08 

120 

101.92 

4.00 

4.08 

0.0018 

0.0075 

18.05 

120 

101.95 

4.00 

4.08 

0.0018 

0.0149 

16.50 

120 

103.50 

4.00 

4.14 

0.0018 

0.0002 

16.36 

120 

103.64 

5.00 

5.18 

0.0012 

0.0001 

16.27 

120 

103.73 

5.00 

5.19 

0.0012 

0.0012 

18.77 

120 

101.23 

4.00 

4.05 

0.0018 

0.0305 

10.85 

120 

109.15 

4.00 

4.37 

0.0018 

0.1522 

19.06 

120 

100.94 

4.00 

4.04 

0.0018 

0.0426 

11.44 

120 

108.56 

4.00 

4.34 

0.0018 

0.0073 

15.15 

120 

104.85 

4.00 

4.19 

0.0018 

0.0176 

14.22 

120 

105.78 

4.00 

4.23 

0.0018 

0.0131 

16.75 

120 

103.25 

4.00 

4.13 

0.0018 

0.0197 

12.29 

120 

107.71 

4.00 

4.31 

0.0018 

0.0007 

13.86 

120 

106.14 

4.00 

4.25 

0.0018 

0.0003 

18.58 

120 

101.42 

4.00 

4.06 

0.0018 

0.0022 

15.84 

120 

104.16 

5.00 

5.21 

0.0012 

0.0054 

16.76 

120 

103.24 

5.00 

5.16 

0.0012 

0.0001 

21.25 

120 

98.75 

4.00 

3.95 

0.0018 

0.0059 

10.64 

120 

109.36 

4.00 

4.37 

0.0018 

0.0092 

16.29 

120 

103.71 

4.00 

4.15 

0.0018 

0.0244 

25.14 

120 

94.86 

4.00 

3.79 

0.0018 

0.0002 

18.06 

120 

101.94 

5.00 

5.10 

0.0012 

0.0313 

















































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Lilariyanji Ka Khera 


Loonanda 


Loonanda Mai 


Magri Ka Phala 


Mahoora 


Mahuri Khera 


Malanawas 


Mand Kalan 


Manji Ka Khera 


Manpura 


Medi Khera 


Modji Ka Khera 


Mokala Talab 


Morchana 


Motida 


Naharpura 


Naharpura @ Narpura 


Nal Ka Gurha 


Nankiya Ka Khera 


Narda 


Narji Ka Gurha 


Neemri (Kanor) 


Nichala Semaliya 


Nimri Ka Gurha 


Opa Ka Khera 


Padmakhera 


Padwal 


Panoond 


Patiya 


Peepalwas 


Peepla Pani 


Peethal Pura 


Pemla Kui 


Phalador 


Pheela 


Phoosriya 


Rajpura 


Ranawaton Ka Khera 


Raniya 


Ratanpura 


Rawatpura 


Rayla 


Royan Phala 


Sabalpura 


Sagatpura 


Salarmala 


Salera 


Samel (Khurd) 


Sangrampura 


Sarangpura (Bhinder) 


Sarangpura (Kanor) 


Saredi 


Sarwaniya 


Satya Talai 


Sawna 


Census Code 


0826000603197300 


0826000603196700 


0826000603196600 


0826000603195600 


0829001103706800 


0826000603186600 


0826000603196200 


0826000603191500 


0826000603195900 


0829001103707000 


0826000603187100 


0826000703197700 


0826000603193800 


0826000703198000 


0826000603190400 


0826000603196000 


0826000603185700 


0826000703197900 


0826000603196500 


0826000603190900 


0826000703197800 


0826000603189600 


0826000603192400 


0826000703198100 


0826000603192900 


0826000603186000 


0826000603190700 


0826000603193600 


0826000703198600 


0826000603194700 


0826000603194000 


0826000603188600 


0826000603193500 


0826000603191300 


0826000503168200 


0826000703199800 


0826000603188300 


0826000603189300 


0826000603185600 


0826000503168300 


0829000703644400 


0826000603184800 


0826000603194100 


0829001103707900 


0826000603191100 


0826000603189800 


0826000603180300 


0826000603193000 


0826000603196900 


0826000603188000 


0826000603189700 


0826000703200500 


0826000603188700 


0826000703198500 


0826000603192600 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C.) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

18.26 

120 

101.74 

4.00 

4.07 

0.0018 

0.0047 

18.67 

120 

101.33 

4.00 

4.05 

0.0018 

0.0132 

18.10 

120 

101.90 

4.00 

4.08 

0.0018 

0.0094 

17.42 

120 

102.58 

4.00 

4.10 

0.0018 

0.0002 

16.29 

120 

103.71 

5.00 

5.19 

0.0012 

0.0076 

16.34 

120 

103.66 

4.00 

4.15 

0.0018 

0.0011 

18.23 

120 

101.77 

4.00 

4.07 

0.0018 

0.0042 

16.97 

120 

103.03 

4.00 

4.12 

0.0018 

0.0051 

18.08 

120 

101.92 

4.00 

4.08 

0.0018 

0.0072 

16.62 

120 

103.38 

5.00 

5.17 

0.0012 

0.0041 

19.05 

120 

100.95 

4.00 

4.04 

0.0018 

0.0065 

10.78 

120 

109.22 

4.00 

4.37 

0.0018 

0.0297 

11.06 

120 

108.94 

4.00 

4.36 

0.0018 

0.0002 

10.17 

120 

109.83 

4.00 

4.39 

0.0018 

0.0010 

13.67 

120 

106.33 

4.00 

4.25 

0.0018 

0.0005 

17.90 

120 

102.10 

4.00 

4.08 

0.0018 

0.0049 

17.30 

120 

102.70 

4.00 

4.11 

0.0018 

0.0114 

10.32 

120 

109.68 

4.00 

4.39 

0.0018 

0.0143 

18.84 

120 

101.16 

4.00 

4.05 

0.0018 

0.0110 

16.74 

120 

103.26 

4.00 

4.13 

0.0018 

0.0094 

10.67 

120 

109.33 

4.00 

4.37 

0.0018 

0.0192 

13.46 

120 

106.54 

4.00 

4.26 

0.0018 

0.0133 

13.56 

120 

106.44 

4.00 

4.26 

0.0018 

0.0008 

10.21 

120 

109.79 

4.00 

4.39 

0.0018 

0.0180 

13.61 

120 

106.39 

4.00 

4.26 

0.0018 

0.0062 

15.89 

120 

104.12 

4.00 

4.16 

0.0018 

0.0153 

16.09 

120 

103.91 

4.00 

4.16 

0.0018 

0.0119 

10.28 

120 

109.72 

4.00 

4.39 

0.0018 

0.0319 

10.63 

120 

109.37 

4.00 

4.37 

0.0018 

0.0090 

14.11 

120 

105.89 

4.00 

4.24 

0.0018 

0.0177 

13.58 

120 

106.42 

4.00 

4.26 

0.0018 

0.0002 

13.07 

120 

106.93 

4.00 

4.28 

0.0018 

0.0045 

11.94 

120 

108.06 

4.00 

4.32 

0.0018 

0.0004 

16.90 

120 

103.10 

4.00 

4.12 

0.0018 

0.0068 

11.52 

120 

108.48 

4.00 

4.34 

0.0018 

0.0000 

18.05 

120 

101.95 

4.00 

4.08 

0.0018 

0.0140 

14.98 

120 

105.02 

4.00 

4.20 

0.0018 

0.0197 

17.41 

120 

102.59 

4.00 

4.10 

0.0018 

0.0000 

17.13 

120 

102.87 

4.00 

4.11 

0.0018 

0.0057 

11.39 

120 

108.61 

4.00 

4.34 

0.0018 

0.0223 

18.09 

120 

101.91 

5.00 

5.10 

0.0012 

0.0015 

15.22 

120 

104.78 

4.00 

4.19 

0.0018 

0.0088 

13.83 

120 

106.17 

4.00 

4.25 

0.0018 

0.0005 

15.85 

120 

104.15 

5.00 

5.21 

0.0012 

0.0003 

15.57 

120 

104.43 

4.00 

4.18 

0.0018 

0.0449 

8.95 

120 

111.05 

4.00 

4.44 

0.0018 

0.0030 

20.58 

120 

99.42 

4.00 

3.98 

0.0018 

0.0006 

13.60 

120 

106.40 

4.00 

4.26 

0.0018 

0.0003 

18.06 

120 

101.94 

4.00 

4.08 

0.0018 

0.0149 

19.70 

120 

100.30 

4.00 

4.01 

0.0018 

0.0065 

11.40 

120 

108.60 

4.00 

4.34 

0.0018 

0.0278 

16.00 

120 

104.00 

4.00 

4.16 

0.0018 

0.0040 

14.53 

120 

105.47 

4.00 

4.22 

0.0018 

0.0002 

10.44 

120 

109.56 

4.00 

4.38 

0.0018 

0.0129 

16.15 

120 

103.85 

4.00 

4.15 

0.0018 

0.0155 


















































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 


Census Code 


Seer 

Semal Khurd 

Sethwana 

Shavpura 

Shivpura 

Shobji Ka Gurha 

Sisodiyon Ka Gurha 

Solankiyon Ka Khera 


Sonigaron Ka Khera 

Sundarpura 

Surkhand 

Tekan 

Udpura 

Umaron Ka Vela 
Ummedpura 
Utarwara 
Vaniya Talai 
Varnoda 

Agar _ 

Ajni _ 

Andiyon Ka Gurha 
Arniya 

Badli Ka Chora 
Baleecha 

Bargaton Ka Phala 
Berasota 
Bhaopura 
Bharev 

Bhatiya _ 

Bilri Khera 

Biriyan 

Bodki 

Borka Pani 

Chandaji Ka Gurha 

Charma Talab 

Chhapriya 

Chiklari 

Chitoriya 

Dani Talai 


Dayalpura 

Deoliya 

Dhalawar 

Dhawri 

Dheekiya 

Dheemra 

Dholiya 

Duma Ka Talab 

Fatehsingh Ji Ki Bhagal 

Fatpura 

Gopa Ki Bhagal 

Gopalpura 

Gujron Ka Gurha 

Gundla Ki Bhagal 


0826000603194900 

0826000603194600 

0829000703647500 

0826000603188500 

0829001103708800 

0826000703199200 

0826000603192700 

0826000603196400 

0829001103708000 

0826000603197400 

0826000603193400 

0826000603194500 

0826000703198800 

0826000603195100 

0826000603195200 

0826000603187500 

0829001103706900 

0826000603191000 

0826000603190500 

0826000703204300 

0826000703204400 

0826000703203300 

0826000703204100 

0826000703199000 

0826000703199400 

0826000703203200 

0826000703203600 

0826000603195700 

0826000703201700 

0826000703200700 

0826000703200400 

0826000603195400 

0826000703199100 

0826000703205300 

0826000703202500 

0826000703198400 

0826000703199700 

0826000703202600 

0826000703204700 

0826000703200900 


0829001103707300 

0826000703204600 

0829001103707800 

0826000703198300 

0826000703200000 

0826000603193700 

0826000703204200 

0826000703202700 

0826000703200200 

0826000603195500 

0826000603195800 

0826000703204000 

0826000703199600 

0826000703199500 


Village 

Area, 

sq.km 


Zone (Fresh 
/ Saline) 


Type of Area 
(Command / Non¬ 
command) 


3.64 

0.84 

1.95 

0.74 

0.49 

1.53 

3.21 
0.66 
0.20 
0.44 
0.86 
0.42 
2.00 
5.07 

1.22 
1.62 
4.02 
4.42 
0.77 

12.61 

19.48 

1.20 

1.40 

1.88 

1.53 

0.95 

1.24 

0.66 

10.93 

1.47 

1.81 

0.37 

1.02 

11.20 

2.00 

0.49 

0.85 

0.72 

5.03 

2.89 


Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 


0.39 

13.80 

2.79 

3.31 

3.81 

0.63 

10.04 

5.43 

2.08 

0.89 

0.63 

1.17 

0.47 

0.75 


Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 


Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 


Hydrogeological Unit 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

16.85 

120 

103.15 

4.00 

4.13 

0.0018 

0.0270 

16.05 

120 

103.95 

4.00 

4.16 

0.0018 

0.0063 

18.67 

120 

101.33 

5.00 

5.07 

0.0012 

0.0024 

10.69 

120 

109.31 

4.00 

4.37 

0.0018 

0.0058 

15.65 

120 

104.35 

5.00 

5.22 

0.0012 

0.0000 

20.12 

120 

99.88 

4.00 

4.00 

0.0018 

0.0035 

14.30 

120 

105.70 

4.00 

4.23 

0.0018 

0.0244 

18.46 

120 

101.54 

4.00 

4.06 

0.0018 

0.0048 

15.66 

120 

104.34 

5.00 

5.22 

0.0012 

0.0003 

18.17 

120 

101.83 

4.00 

4.07 

0.0018 

0.0033 

13.18 

120 

106.82 

4.00 

4.27 

0.0018 

0.0066 

16.03 

120 

103.98 

4.00 

4.16 

0.0018 

0.0031 

11.53 

120 

108.47 

4.00 

4.34 

0.0018 

0.0156 

17.10 

120 

102.90 

4.00 

4.12 

0.0018 

0.0312 

16.43 

120 

103.57 

4.00 

4.14 

0.0018 

0.0109 

20.24 

120 

99.76 

4.00 

3.99 

0.0018 

0.0070 

17.16 

120 

102.84 

5.00 

5.14 

0.0012 

0.0233 

17.91 

120 

102.09 

4.00 

4.08 

0.0018 

0.0325 

14.14 

120 

105.86 

4.00 

4.23 

0.0018 

0.0058 

8.88 

120 

111.12 

4.00 

4.44 

0.0018 

0.1002 

9.52 

120 

110.48 

4.00 

4.42 

0.0018 

0.0612 

7.95 

120 

112.05 

4.00 

4.48 

0.0018 

0.0097 

10.77 

120 

109.23 

4.00 

4.37 

0.0018 

0.0091 

15.67 

120 

104.33 

4.00 

4.17 

0.0018 

0.0000 

21.58 

120 

98.42 

4.00 

3.94 

0.0018 

0.0067 

7.76 

120 

112.24 

4.00 

4.49 

0.0018 

0.0077 

7.68 

120 

112.32 

4.00 

4.49 

0.0018 

0.0101 

17.35 

120 

102.65 

4.00 

4.11 

0.0018 

0.0045 

13.02 

120 

106.98 

4.00 

4.28 

0.0018 

0.0001 

15.72 

120 

104.28 

4.00 

4.17 

0.0018 

0.0012 

16.01 

120 

103.99 

4.00 

4.16 

0.0018 

0.0136 

16.78 

120 

103.22 

4.00 

4.13 

0.0018 

0.0027 

13.32 

120 

106.68 

4.00 

4.27 

0.0018 

0.0066 

8.35 

120 

111.65 

4.00 

4.47 

0.0018 

0.0028 

10.34 

120 

109.66 

4.00 

4.39 

0.0018 

0.0158 

10.64 

120 

109.36 

4.00 

4.37 

0.0018 

0.0027 

21.87 

120 

98.13 

4.00 

3.93 

0.0018 

0.0060 

9.72 

120 

110.28 

4.00 

4.41 

0.0018 

0.0058 

7.79 

120 

112.21 

4.00 

4.49 

0.0018 

0.0406 

15.61 

120 

104.39 

4.00 

4.18 

0.0018 

0.0011 

15.61 

100 

84.39 

3.00 

2.53 

0.0020 

0.0006 

16.15 

120 

103.85 

5.00 

5.19 

0.0012 

0.0023 

8.15 

120 

111.85 

4.00 

4.47 

0.0018 

0.0637 

15.65 

120 

104.35 

5.00 

5.22 

0.0012 

0.0033 

10.71 

120 

109.29 

4.00 

4.37 

0.0018 

0.0224 

13.78 

120 

106.22 

4.00 

4.25 

0.0018 

0.0291 

10.48 

120 

109.52 

4.00 

4.38 

0.0018 

0.0021 

8.66 

120 

111.34 

4.00 

4.45 

0.0018 

0.0805 

8.51 

120 

111.49 

4.00 

4.46 

0.0018 

0.0436 

16.44 

120 

103.56 

4.00 

4.14 

0.0018 

0.0155 

17.05 

120 

102.95 

4.00 

4.12 

0.0018 

0.0066 

17.69 

120 

102.31 

4.00 

4.09 

0.0018 

0.0005 

9.66 

120 

110.34 

4.00 

4.41 

0.0018 

0.0082 

21.79 

120 

98.21 

4.00 

3.93 

0.0018 

0.0033 

18.95 

120 

101.05 

4.00 

4.04 

0.0018 

0.0008 














































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



09006048 


Kachumara 


Kahara Chak (B) 


Kahara Jageer(A) 


Kali Bheet 


Kandela 


Kant 


Kelwa 


Khedasiya 


Khoriyon Ka Khera 


Khuman Singhji Ka Khera 


Kodarbariya 


Kota 


Kun 


Laku Ka Lewa 


Lasadiya 


Lifafa 


Madawata 


Magri Ka Phala 


Malon Ka Gurha 


Malon Ka Oda 


Manji Ka Khera 


Manpura 


Manpuriyon Ka Gurha 


Morchana 


Morpura 


Mota Khera 


Napaniya 


Nimri Ka Gurha 


Ovra 


Phoosriya 


Pratapgarh Ki Bhagal 


Rathoron Ka Gurha 


Relmahuri 


Relwara 


Sabalpura 


Sakalda 


Samel 


Saredi 


Sargana Talai 


Satya Talai 


Shobji Ka Gurha 


Sodala 


Solankiyon Ka Khera 


Takhatpura 


Talab 


Tatakiya 


Udpura 


Umaron Ka Vela 


Ummedpura @Daberi 


Utarwara 


Amarpura 


Athmana Kotra 


Baran 


Baroti 


Census Code 


0826000703199900 


0829001103707400 


0829001103707200 


0826000703200100 


0826000703201900 


0826000803223600 


0826000703203700 


0826000703203000 


0829001103707600 


0829001103707100 


0826000703199300 


0826000803223500 


0826000703203400 


0826000703200800 


0826000703205000 


0826000703205200 


0826000703204800 


0826000603195600 


0826000703203800 


0826000703200300 


0826000603195900 


0829001103707000 


0826000703203100 


0826000703198000 


0826000803224700 


0826000603195300 


0826000703202300 


0826000703198100 


0826000703204900 


0826000703199800 


0826000703203500 


0826000703198200 


0826000703202000 


0826000703202200 


0829001103707900 


0826000703202800 


0826000703205100 


0826000703200500 


0826000703203900 


0826000703198500 


0826000703199200 


0826000703202900 


0829001103708000 


0826000703200600 


0826000803224800 


0826000703202100 


0826000603195100 


0826000603195200 


0826000703202400 


0829001103706900 


0826000503159100 


0826001003271800 


0826000503159500 


0826000903256200 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 


Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C.) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Gneisses(B.G.C) 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

16.50 

120 

103.50 

4.00 

4.14 

0.0018 

0.0382 

16.36 

120 

103.64 

5.00 

5.18 

0.0012 

0.0008 

16.31 

120 

103.69 

5.00 

5.18 

0.0012 

0.0009 

14.74 

120 

105.26 

4.00 

4.21 

0.0018 

0.1034 

9.47 

120 

110.53 

4.00 

4.42 

0.0018 

0.0050 

9.70 

120 

110.30 

4.00 

4.41 

0.0018 

0.0362 

9.34 

120 

110.66 

4.00 

4.43 

0.0018 

0.0189 

15.72 

120 

104.28 

4.00 

4.17 

0.0018 

0.0075 

15.84 

120 

104.16 

5.00 

5.21 

0.0012 

0.0014 

16.76 

120 

103.24 

5.00 

5.16 

0.0012 

0.0045 

21.25 

120 

98.75 

4.00 

3.95 

0.0018 

0.0000 

9.93 

120 

110.07 

4.00 

4.40 

0.0018 

0.0002 

7.54 

120 

112.46 

4.00 

4.50 

0.0018 

0.0406 

15.44 

120 

104.56 

4.00 

4.18 

0.0018 

0.0280 

15.44 

100 

84.56 

3.00 

2.54 

0.0020 

0.0014 

8.64 

120 

111.36 

4.00 

4.45 

0.0018 

0.0939 

8.54 

120 

111.46 

4.00 

4.46 

0.0018 

0.0031 

7.99 

120 

112.01 

4.00 

4.48 

0.0018 

0.0112 

17.42 

120 

102.58 

4.00 

4.10 

0.0018 

0.0098 

7.88 

120 

112.12 

4.00 

4.48 

0.0018 

0.0066 

16.22 

120 

103.78 

4.00 

4.15 

0.0018 

0.0052 

18.08 

120 

101.92 

4.00 

4.08 

0.0018 

0.0016 

16.62 

120 

103.38 

5.00 

5.17 

0.0012 

0.0001 

8.42 

120 

111.58 

4.00 

4.46 

0.0018 

0.0076 

10.17 

120 

109.83 

4.00 

4.39 

0.0018 

0.0000 

9.61 

120 

110.39 

4.00 

4.42 

0.0018 

0.0057 

16.87 

120 

103.13 

4.00 

4.13 

0.0018 

0.0075 

12.50 

120 

107.50 

4.00 

4.30 

0.0018 

0.0122 

10.21 

120 

109.79 

4.00 

4.39 

0.0018 

0.0073 

8.02 

120 

111.98 

4.00 

4.48 

0.0018 

0.0513 

18.05 

120 

101.95 

4.00 

4.08 

0.0018 

0.0209 

7.76 

120 

112.24 

4.00 

4.49 

0.0018 

0.0138 

10.14 

120 

109.86 

4.00 

4.39 

0.0018 

0.0203 

8.44 

120 

111.56 

4.00 

4.46 

0.0018 

0.0173 

10.68 

120 

109.32 

4.00 

4.37 

0.0018 

0.0065 

15.85 

120 

104.15 

5.00 

5.21 

0.0012 

0.0028 

8.63 

120 

111.37 

4.00 

4.45 

0.0018 

0.0192 

8.09 

120 

111.91 

4.00 

4.48 

0.0018 

0.0225 

16.00 

120 

104.00 

4.00 

4.16 

0.0018 

0.0137 

9.10 

120 

110.90 

4.00 

4.44 

0.0018 

0.0016 

10.44 

120 

109.56 

4.00 

4.38 

0.0018 

0.0005 

20.12 

120 

99.88 

4.00 

4.00 

0.0018 

0.0075 

16.03 

120 

103.97 

4.00 

4.16 

0.0018 

0.0022 

15.66 

120 

104.34 

5.00 

5.22 

0.0012 

0.0008 

15.75 

120 

104.25 

4.00 

4.17 

0.0018 

0.0049 

9.69 

120 

110.31 

4.00 

4.41 

0.0018 

0.0013 

9.74 

120 

110.26 

4.00 

4.41 

0.0018 

0.0195 

17.10 

120 

102.90 

4.00 

4.12 

0.0018 

0.0064 

16.43 

120 

103.57 

4.00 

4.14 

0.0018 

0.0429 

11.84 

120 

108.16 

4.00 

4.33 

0.0018 

0.0061 

17.16 

120 

102.84 

5.00 

5.14 

0.0012 

0.0005 

7.39 

100 

92.61 

3.00 

2.78 

0.0020 

0.0106 

8.24 

100 

91.76 

3.00 

2.75 

0.0020 

0.0005 

10.09 

100 

89.91 

3.00 

2.70 

0.0020 

0.0363 

8.79 

100 

91.21 

3.00 

2.74 

0.0020 

0.0154 















































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 

Census Code 

Bhauwa 

0826001003286300 


Zone (Fresh 
/ Saline) 


6.75 Fresh 


09006049 


Bhoodar 


Bori Malan 


Chanawada 


Chikla 


Delwas 


Dhelai 


Gadawat Gorimba 


Garnala Kotra 


Jawla 


Kagdar Bhatiya 


Kalaliyakad 


Kalawat 


Kanuwara 


Keekawat 


Kesarpura 


Khajoori 


Kharbar Chak (A) 


Khootaneri 


Makarjapa 


Mandwa Phala Kagdar 


Naliya Wara 


Nenbara 


Odwas 


Padoona 


Parai 


Parsad 


Peepli (A) 


Peepli (B) 


Ratanpura 


Rikhabdeo (CT) 


Saroo 


Sera 


Somawat 


Teeri 


Thana 


Amjhara 


Amliya Fala 


Andar Khet 


Antarsuwa 


Baladeetmafi 


Baldiya 


Balwara 


Bantabalgun 


Baroti With Chak 


Bhehana 


Bhilwata 


Bichhiwara 


Bilpan 


Bokhla 


0826001003271000 


0826000903256300 


0826000503159600 


0826001003272300 


0826000903252600 


0826000903256400 


0826001003271600 


0826001003272000 


0826000503159300 


0826001003286100 


0826001003271300 


0826001003271500 


0826001003273100 


0826001003271700 


0826001003286400 


0826000503158800 


0826000903256600 


0826001003272500 


0826001003272600 


0826001003286200 


0826000903256100 


0826000403135200 


0826001003287700 


0826000503159200 


0826000903256500 


0826000903256000 


0826001003271100 


0826001003271200 


0826001003272700 


0826001042609000 


0826000503159400 


0826000403128800 


0826001003271400 


0826000503160200 


0826001003272100 


0827000103291300 


0827000103291700 


0827000103299300 


0827000103298100 


0827000103298800 


0827000103298000 


0827000103298600 


0827000103297800 


0827000103291500 


0827000103298400 


0827000103299200 


0827000103297300 


0827000103297900 


0827000103291000 


5.26 Fresh 


1.77 Fresh 


11.17 Fresh 


8.46 Fresh 


4.91 Fresh 


14.74 Fresh 


13.12 Fresh 


0.80 Fresh 


2.87 Fresh 


6.27 Fresh 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hydrogeological Unit 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

9.69 

100 

90.31 

3.00 

2.71 

0.0020 

0.0239 

9.69 

100 

90.31 

3.00 

2.71 

0.0020 

0.0115 

4.16 

100 

95.84 

3.00 

2.88 

0.0020 

0.0011 

11.28 

100 

88.72 

3.00 

2.66 

0.0020 

0.0180 

10.94 

100 

89.06 

3.00 

2.67 

0.0020 

0.0412 

8.76 

100 

91.24 

3.00 

2.74 

0.0020 

0.0001 

9.39 

100 

90.61 

3.00 

2.72 

0.0020 

0.0287 

8.35 

100 

91.65 

3.00 

2.75 

0.0020 

0.0263 

11.35 

100 

88.65 

3.00 

2.66 

0.0020 

0.0261 

6.56 

100 

93.44 

3.00 

2.80 

0.0020 

0.0185 

10.09 

100 

89.91 

3.00 

2.70 

0.0020 

0.0689 

10.21 

100 

89.79 

3.00 

2.69 

0.0020 

0.0013 

10.21 

100 

89.79 

3.00 

2.69 

0.0020 

0.0001 

8.37 

100 

91.63 

3.00 

2.75 

0.0020 

0.0249 

10.15 

100 

89.85 

3.00 

2.70 

0.0020 

0.0093 

9.26 

100 

90.74 

3.00 

2.72 

0.0020 

0.0089 

9.26 

100 

90.74 

3.00 

2.72 

0.0020 

0.0003 

10.12 

100 

89.88 

3.00 

2.70 

0.0020 

0.0242 

5.88 

100 

94.12 

3.00 

2.82 

0.0020 

0.0192 

5.47 

100 

94.53 

3.00 

2.84 

0.0020 

0.0013 

8.84 

100 

91.16 

3.00 

2.73 

0.0020 

0.0307 

3.48 

100 

96.52 

3.00 

2.90 

0.0020 

0.0002 

6.33 

100 

93.67 

3.00 

2.81 

0.0020 

0.0130 

9.68 

100 

90.32 

3.00 

2.71 

0.0020 

0.0021 

9.68 

100 

90.32 

3.00 

2.71 

0.0020 

0.0058 

9.01 

100 

90.99 

3.00 

2.73 

0.0020 

0.0010 

9.41 

100 

90.59 

3.00 

2.72 

0.0020 

0.0025 

6.71 

100 

93.29 

3.00 

2.80 

0.0020 

0.0029 

10.52 

100 

89.48 

3.00 

2.68 

0.0020 

0.1250 

7.66 

100 

92.34 

3.00 

2.77 

0.0020 

0.0322 

8.19 

100 

91.81 

3.00 

2.75 

0.0020 

0.0190 

7.69 

100 

92.31 

3.00 

2.77 

0.0020 

0.0377 

7.76 

100 

92.24 

3.00 

2.77 

0.0020 

0.0420 

4.41 

100 

95.59 

3.00 

2.87 

0.0020 

0.0001 

11.45 

100 

88.56 

3.00 

2.66 

0.0020 

0.0412 

11.45 

100 

88.56 

3.00 

2.66 

0.0020 

0.0001 

8.78 

100 

91.22 

3.00 

2.74 

0.0020 

0.1137 

7.51 

100 

92.49 

3.00 

2.77 

0.0020 

0.0001 

9.18 

100 

90.82 

3.00 

2.72 

0.0020 

0.0478 

6.55 

100 

93.45 

3.00 

2.80 

0.0020 

0.0006 

11.43 

100 

88.57 

3.00 

2.66 

0.0020 

0.0378 

6.78 

125 

118.22 

5.00 

5.91 

0.0020 

0.0534 

6.04 

125 

118.96 

5.00 

5.95 

0.0020 

0.0258 

12.46 

125 

112.54 

5.00 

5.63 

0.0020 

0.0210 

10.00 

125 

115.00 

5.00 

5.75 

0.0020 

0.0229 

10.24 

125 

114.76 

5.00 

5.74 

0.0020 

0.0160 

10.05 

125 

114.95 

5.00 

5.75 

0.0020 

0.0337 

11.99 

125 

113.01 

5.00 

5.65 

0.0020 

0.0051 

12.55 

125 

112.45 

5.00 

5.62 

0.0020 

0.0087 

10.37 

125 

114.63 

5.00 

5.73 

0.0020 

0.1123 

12.43 

125 

112.57 

5.00 

5.63 

0.0020 

0.0529 

12.48 

125 

112.52 

5.00 

5.63 

0.0020 

0.0093 

11.95 

125 

113.05 

5.00 

5.65 

0.0020 

0.0558 

11.90 

125 

113.10 

5.00 

5.65 

0.0020 

0.0270 

7.38 

125 

117.62 

5.00 

5.88 

0.0020 

0.0413 



































































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.08 

125 

112.92 

5.00 

5.65 

0.0020 

0.0144 

12.89 

125 

112.11 

5.00 

5.61 

0.0020 

0.0261 

11.99 

125 

113.01 

5.00 

5.65 

0.0020 

0.0426 

8.80 

100 

91.20 

3.00 

2.74 

0.0020 

0.0000 

12.60 

125 

112.40 

5.00 

5.62 

0.0020 

0.0861 

12.06 

125 

112.94 

5.00 

5.65 

0.0020 

0.0007 

13.89 

125 

111.11 

5.00 

5.56 

0.0020 

0.0061 

14.35 

125 

110.65 

5.00 

5.53 

0.0020 

0.0048 

11.67 

125 

113.33 

5.00 

5.67 

0.0020 

0.0259 

12.18 

125 

112.82 

5.00 

5.64 

0.0020 

0.0075 

11.04 

125 

113.96 

5.00 

5.70 

0.0020 

0.0445 

8.05 

125 

116.95 

5.00 

5.85 

0.0020 

0.0605 

14.60 

125 

110.40 

5.00 

5.52 

0.0020 

0.0001 

5.38 

125 

119.62 

5.00 

5.98 

0.0020 

0.0140 

14.27 

125 

110.73 

5.00 

5.54 

0.0020 

0.0119 

12.21 

125 

112.79 

5.00 

5.64 

0.0020 

0.0186 

11.66 

125 

113.34 

5.00 

5.67 

0.0020 

0.0482 

10.98 

125 

114.02 

5.00 

5.70 

0.0020 

0.0207 

9.85 

125 

115.15 

5.00 

5.76 

0.0020 

0.0221 

16.47 

125 

108.53 

5.00 

5.43 

0.0020 

0.0182 

9.34 

125 

115.66 

5.00 

5.78 

0.0020 

0.0808 

7.95 

100 

92.05 

3.00 

2.76 

0.0020 

0.0093 

8.17 

100 

91.83 

3.00 

2.75 

0.0020 

0.0095 

8.04 

100 

91.96 

3.00 

2.76 

0.0020 

0.0010 

10.84 

125 

114.16 

5.00 

5.71 

0.0020 

0.0599 

10.66 

125 

114.34 

5.00 

5.72 

0.0020 

0.0456 

12.10 

125 

112.90 

5.00 

5.65 

0.0020 

0.0053 

11.44 

125 

113.56 

5.00 

5.68 

0.0020 

0.0147 

11.98 

125 

113.02 

5.00 

5.65 

0.0020 

0.0068 

6.56 

125 

118.44 

5.00 

5.92 

0.0020 

0.0237 

5.66 

125 

119.34 

5.00 

5.97 

0.0020 

0.0234 

12.04 

125 

112.96 

5.00 

5.65 

0.0020 

0.0304 

9.29 

125 

115.71 

5.00 

5.79 

0.0020 

0.0410 

13.74 

125 

111.26 

5.00 

5.56 

0.0020 

0.0232 

8.78 

125 

116.22 

5.00 

5.81 

0.0020 

0.0814 

10.49 

125 

114.51 

5.00 

5.73 

0.0020 

0.0464 

9.10 

125 

115.90 

5.00 

5.80 

0.0020 

0.0233 

9.14 

125 

115.86 

5.00 

5.79 

0.0020 

0.0258 

12.81 

125 

112.19 

5.00 

5.61 

0.0020 

0.0064 

7.46 

125 

117.54 

5.00 

5.88 

0.0020 

0.0729 

10.69 

125 

114.31 

5.00 

5.72 

0.0020 

0.0180 

10.60 

125 

114.40 

5.00 

5.72 

0.0020 

0.0043 

7.90 

125 

117.10 

5.00 

5.86 

0.0020 

0.0142 

5.58 

125 

119.42 

5.00 

5.97 

0.0020 

0.0223 

7.12 

125 

117.88 

5.00 

5.89 

0.0020 

0.0713 

12.44 

125 

112.56 

5.00 

5.63 

0.0020 

0.0021 

12.07 

125 

112.93 

5.00 

5.65 

0.0020 

0.0089 

8.57 

125 

116.43 

5.00 

5.82 

0.0020 

0.0005 

11.81 

125 

113.19 

5.00 

5.66 

0.0020 

0.0104 

12.11 

125 

112.89 

5.00 

5.64 

0.0020 

0.0093 

7.60 

125 

117.40 

5.00 

5.87 

0.0020 

0.0635 

9.62 

125 

115.38 

5.00 

5.77 

0.0020 

0.0052 

13.11 

125 

111.89 

5.00 

5.59 

0.0020 

0.0123 

11.65 

125 

113.35 

5.00 

5.67 

0.0020 

0.0119 

7.96 

100 

92.04 

3.00 

2.76 

0.0020 

0.0030 





















































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Agatiya 


Amara-Dungari 


Amloda 


Arawela 


Badawali 


Bagon Ka Gurha 


Bagpur 


Bamaniya 


Bandarwara 


Banora 


Bara 


Baran 


Barbari Rawan 


Baroliya 


Barora 


Baseetar Jhujhawat 


Berawal 


Beshma 


Bhai 


Bhandon Ka Gurha 


Bhanpur 


Bhatwara 


Bheempur Barbari 


Bichli-Magri 


Biliya Ka Gurha 


Boraj Majawatan 


Boraj Tawaran 


Bujhara 


Chauhano-Ka-Khandela 


Dagar 


Dal 


Dangiwara 


Deo-Gaon 


Dhai-Khera 


Dhani Sipoor 


Dharod 


Dholapani Ka Gurha 


Census Code 


0826000803234600 


0826000803234400 


0826000803238800 


0826000803226100 


0826000903261500 


0826000803231400 


0826000803232300 


0826000803237400 


0826000803239200 


0826000803229400 


0826000803239400 


0826000803231800 


0826000803236900 


0826000803229700 


0826000803238600 


0826000803228100 


Zone (Fresh 
/ Saline) 



0826000803231300 


0826000803233700 


0826000803229100 


0826000803232000 


0826000803235300 


0826000803237000 


0826000803236800 


0826000803237200 


0826000803227500 


0826000803232100 


0826000803232200 


0826000803234100 


0826000803236700 


0826000803238400 


0826000803233900 


0826000803234000 


0826000803235500 


0826000803231500 


0826000903258100 


0826000803235100 


0826000803240100 



4.54 Fresh 


1.92 Fresh 


0.51 Fresh 



5.77 Fresh 


9.77 Fresh 


3.35 Fresh 



0.22 Fresh 


4.97 Fresh 


3.13 Fresh 


1.74 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

8.03 

100 

91.97 

3.00 

2.76 

0.0020 

0.0024 

7.80 

100 

92.20 

3.00 

2.77 

0.0020 

0.0052 

8.82 

100 

91.18 

3.00 

2.74 

0.0020 

0.0264 

15.51 

120 

104.49 

4.00 

4.18 

0.0018 

0.0010 

10.33 

100 

89.67 

3.00 

2.69 

0.0020 

0.0018 

9.04 

120 

110.96 

4.00 

4.44 

0.0018 

0.0049 

12.03 

120 

107.97 

4.00 

4.32 

0.0018 

0.0044 

10.03 

100 

89.97 

3.00 

2.70 

0.0020 

0.0119 

9.09 

100 

90.91 

3.00 

2.73 

0.0020 

0.0098 

13.16 

120 

106.84 

4.00 

4.27 

0.0018 

0.0559 

7.69 

100 

92.31 

3.00 

2.77 

0.0020 

0.0075 

11.70 

120 

108.30 

4.00 

4.33 

0.0018 

0.0004 

9.72 

100 

90.28 

3.00 

2.71 

0.0020 

0.0078 

13.92 

120 

106.08 

4.00 

4.24 

0.0018 

0.0198 

10.24 

100 

89.76 

3.00 

2.69 

0.0020 

0.0280 

5.94 

120 

114.06 

4.00 

4.56 

0.0018 

0.0003 

5.94 

100 

94.06 

3.00 

2.82 

0.0020 

0.0333 

5.94 

120 

114.06 

4.00 

4.56 

0.0018 

0.0073 

5.94 

100 

94.06 

3.00 

2.82 

0.0020 

0.0105 

6.70 

100 

93.30 

3.00 

2.80 

0.0020 

0.0374 

6.70 

120 

113.30 

4.00 

4.53 

0.0018 

0.0000 

6.70 

100 

93.30 

3.00 

2.80 

0.0020 

0.0060 

7.28 

100 

92.72 

3.00 

2.78 

0.0020 

0.0235 

7.28 

120 

112.72 

4.00 

4.51 

0.0018 

0.0018 

7.28 

100 

92.72 

3.00 

2.78 

0.0020 

0.0129 

8.12 

120 

111.88 

4.00 

4.48 

0.0018 

0.0235 

8.88 

100 

91.12 

3.00 

2.73 

0.0020 

0.0105 

10.80 

120 

109.20 

4.00 

4.37 

0.0018 

0.0011 

10.80 

100 

89.20 

3.00 

2.68 

0.0020 

0.0018 

12.52 

120 

107.48 

4.00 

4.30 

0.0018 

0.0011 

8.54 

100 

91.46 

3.00 

2.74 

0.0020 

0.0091 

9.65 

100 

90.35 

3.00 

2.71 

0.0020 

0.0070 

9.70 

100 

90.30 

3.00 

2.71 

0.0020 

0.0097 

9.56 

100 

90.44 

3.00 

2.71 

0.0020 

0.0103 

13.93 

120 

106.07 

4.00 

4.24 

0.0018 

0.0139 

12.60 

120 

107.40 

4.00 

4.30 

0.0018 

0.0038 

12.02 

120 

107.98 

4.00 

4.32 

0.0018 

0.0124 

7.56 

100 

92.44 

3.00 

2.77 

0.0020 

0.0500 

10.80 

100 

89.20 

3.00 

2.68 

0.0020 

0.0138 

10.63 

100 

89.37 

3.00 

2.68 

0.0020 

0.0491 

10.63 

100 

89.37 

3.00 

2.68 

0.0020 

0.0069 

8.49 

100 

91.51 

3.00 

2.75 

0.0020 

0.0317 

8.20 

100 

91.80 

3.00 

2.75 

0.0020 

0.0538 

8.52 

120 

111.48 

4.00 

4.46 

0.0018 

0.0044 

8.52 

100 

91.48 

3.00 

2.74 

0.0020 

0.0077 

8.52 

120 

111.48 

4.00 

4.46 

0.0018 

0.0021 

8.52 

100 

91.48 

3.00 

2.74 

0.0020 

0.0062 

8.62 

100 

91.38 

3.00 

2.74 

0.0020 

0.0074 

8.62 

100 

91.38 

3.00 

2.74 

0.0020 

0.0026 

9.39 

120 

110.61 

4.00 

4.42 

0.0018 

0.0016 

7.97 

100 

92.03 

3.00 

2.76 

0.0020 

0.0011 

7.72 

100 

92.28 

3.00 

2.77 

0.0020 

0.0173 

8.33 

100 

91.67 

3.00 

2.75 

0.0020 

0.0005 

8.33 

100 

91.67 

3.00 

2.75 

0.0020 

0.0089 

8.33 

100 

91.67 

3.00 

2.75 

0.0020 

0.0001 























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

8.78 

120 

111.22 

4.00 

4.45 

0.0018 

0.0004 

9.37 

100 

90.63 

3.00 

2.72 

0.0020 

0.0057 

9.37 

100 

90.63 

3.00 

2.72 

0.0020 

0.0041 

8.15 

100 

91.85 

3.00 

2.76 

0.0020 

0.0046 

8.15 

100 

91.85 

3.00 

2.76 

0.0020 

0.0074 

16.66 

120 

103.34 

4.00 

4.13 

0.0018 

0.0073 

8.59 

100 

91.41 

3.00 

2.74 

0.0020 

0.0076 

8.59 

100 

91.41 

3.00 

2.74 

0.0020 

0.0017 

8.59 

100 

91.41 

3.00 

2.74 

0.0020 

0.0026 

10.35 

120 

109.65 

4.00 

4.39 

0.0018 

0.0136 

8.11 

100 

91.89 

3.00 

2.76 

0.0020 

0.0191 

9.22 

100 

90.78 

3.00 

2.72 

0.0020 

0.0190 

13.24 

100 

86.76 

3.00 

2.60 

0.0020 

0.0019 

10.18 

100 

89.82 

3.00 

2.69 

0.0020 

0.0028 

10.18 

100 

89.82 

3.00 

2.69 

0.0020 

0.0004 

14.48 

100 

85.52 

3.00 

2.57 

0.0020 

0.0000 

14.48 

120 

105.52 

4.00 

4.22 

0.0018 

0.0243 

14.48 

100 

85.52 

3.00 

2.57 

0.0020 

0.0004 

12.67 

100 

87.33 

3.00 

2.62 

0.0020 

0.0020 

16.62 

120 

103.38 

4.00 

4.14 

0.0018 

0.0055 

12.87 

100 

87.13 

3.00 

2.61 

0.0020 

0.0072 

8.90 

100 

91.10 

3.00 

2.73 

0.0020 

0.0005 

8.90 

100 

91.10 

3.00 

2.73 

0.0020 

0.0013 

8.90 

100 

91.10 

3.00 

2.73 

0.0020 

0.0084 

9.28 

100 

90.72 

3.00 

2.72 

0.0020 

0.0402 

9.43 

120 

110.57 

4.00 

4.42 

0.0018 

0.0005 

9.78 

100 

90.22 

3.00 

2.71 

0.0020 

0.0074 

10.22 

100 

89.78 

3.00 

2.69 

0.0020 

0.0067 

12.15 

120 

107.85 

4.00 

4.31 

0.0018 

0.0076 

12.29 

120 

107.71 

4.00 

4.31 

0.0018 

0.0062 

8.61 

100 

91.39 

3.00 

2.74 

0.0020 

0.0176 

8.61 

100 

91.39 

3.00 

2.74 

0.0020 

0.0084 

7.33 

100 

92.67 

3.00 

2.78 

0.0020 

0.0013 

8.94 

100 

91.06 

3.00 

2.73 

0.0020 

0.0061 

9.20 

100 

90.80 

3.00 

2.72 

0.0020 

0.0049 

7.92 

100 

92.08 

3.00 

2.76 

0.0020 

0.0212 

13.18 

120 

106.82 

4.00 

4.27 

0.0018 

0.0129 

8.81 

120 

111.19 

4.00 

4.45 

0.0018 

0.0025 

5.84 

120 

114.16 

4.00 

4.57 

0.0018 

0.0042 

5.84 

100 

94.16 

3.00 

2.82 

0.0020 

0.0013 

13.00 

100 

87.00 

3.00 

2.61 

0.0020 

0.0017 

9.64 

100 

90.36 

3.00 

2.71 

0.0020 

0.0229 

10.85 

120 

109.15 

4.00 

4.37 

0.0018 

0.0016 

10.85 

100 

89.15 

3.00 

2.67 

0.0020 

0.0146 

10.85 

120 

109.15 

4.00 

4.37 

0.0018 

0.0005 

8.60 

100 

91.40 

3.00 

2.74 

0.0020 

0.0225 

8.85 

100 

91.15 

3.00 

2.73 

0.0020 

0.0067 

9.46 

120 

110.54 

4.00 

4.42 

0.0018 

0.0010 

8.90 

100 

91.10 

3.00 

2.73 

0.0020 

0.0131 

8.90 

100 

91.10 

3.00 

2.73 

0.0020 

0.0002 

7.60 

100 

92.40 

3.00 

2.77 

0.0020 

0.0113 

7.60 

100 

92.40 

3.00 

2.77 

0.0020 

0.0005 

7.70 

100 

92.30 

3.00 

2.77 

0.0020 

0.0107 

8.02 

100 

91.98 

3.00 

2.76 

0.0020 

0.0018 

9.30 

120 

110.70 

4.00 

4.43 

0.0018 

0.1005 






















































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

9.95 

120 

110.05 

4.00 

4.40 

0.0018 

0.0015 

9.95 

100 

90.05 

3.00 

2.70 

0.0020 

0.0011 

11.86 

120 

108.14 

4.00 

4.33 

0.0018 

0.0189 

12.92 

120 

107.08 

4.00 

4.28 

0.0018 

0.0195 

9.69 

120 

110.31 

4.00 

4.41 

0.0018 

0.0008 

9.69 

100 

90.31 

3.00 

2.71 

0.0020 

0.0003 

7.63 

100 

92.37 

3.00 

2.77 

0.0020 

0.0063 

9.00 

120 

111.00 

4.00 

4.44 

0.0018 

0.0105 

9.00 

100 

91.00 

3.00 

2.73 

0.0020 

0.0001 

7.56 

100 

92.44 

3.00 

2.77 

0.0020 

0.0076 

10.97 

100 

89.03 

3.00 

2.67 

0.0020 

0.0621 

8.58 

120 

111.42 

4.00 

4.46 

0.0018 

0.0004 

8.58 

100 

91.42 

3.00 

2.74 

0.0020 

0.0159 

8.58 

100 

91.42 

3.00 

2.74 

0.0020 

0.0001 

9.73 

120 

110.27 

4.00 

4.41 

0.0018 

0.0147 

14.91 

120 

105.09 

4.00 

4.20 

0.0018 

0.0023 

11.69 

120 

108.31 

4.00 

4.33 

0.0018 

0.0095 

11.46 

120 

108.54 

4.00 

4.34 

0.0018 

0.0003 

9.39 

100 

90.61 

3.00 

2.72 

0.0020 

0.0090 

10.19 

100 

89.81 

3.00 

2.69 

0.0020 

0.0326 

9.46 

100 

90.54 

3.00 

2.72 

0.0020 

0.0112 

8.98 

120 

111.02 

4.00 

4.44 

0.0018 

0.0008 

10.11 

100 

89.89 

3.00 

2.70 

0.0020 

0.0296 

9.37 

100 

90.63 

3.00 

2.72 

0.0020 

0.0340 

9.84 

100 

90.16 

3.00 

2.70 

0.0020 

0.0004 

9.65 

120 

110.35 

4.00 

4.41 

0.0018 

0.0004 

9.65 

100 

90.35 

3.00 

2.71 

0.0020 

0.0223 

9.65 

120 

110.35 

4.00 

4.41 

0.0018 

0.0130 

9.65 

100 

90.35 

3.00 

2.71 

0.0020 

0.0079 

11.42 

120 

108.58 

4.00 

4.34 

0.0018 

0.0042 

7.58 

100 

92.42 

3.00 

2.77 

0.0020 

0.0128 

10.12 

120 

109.88 

4.00 

4.40 

0.0018 

0.0060 

15.58 

120 

104.42 

4.00 

4.18 

0.0018 

0.0161 

8.67 

120 

111.33 

4.00 

4.45 

0.0018 

0.0158 

8.02 

100 

91.98 

3.00 

2.76 

0.0020 

0.0118 

8.22 

100 

91.78 

3.00 

2.75 

0.0020 

0.0015 

8.60 

100 

91.40 

3.00 

2.74 

0.0020 

0.0044 

8.60 

100 

91.40 

3.00 

2.74 

0.0020 

0.0019 

7.38 

100 

92.62 

3.00 

2.78 

0.0020 

0.0055 

7.38 

100 

92.62 

3.00 

2.78 

0.0020 

0.0035 

8.11 

100 

91.89 

3.00 

2.76 

0.0020 

0.0211 

10.86 

100 

89.14 

3.00 

2.67 

0.0020 

0.0007 

10.33 

100 

89.67 

3.00 

2.69 

0.0020 

0.0034 

9.47 

120 

110.53 

4.00 

4.42 

0.0018 

0.0004 

9.47 

100 

90.53 

3.00 

2.72 

0.0020 

0.0039 

8.38 

100 

91.62 

3.00 

2.75 

0.0020 

0.0322 

8.92 

100 

91.08 

3.00 

2.73 

0.0020 

0.0021 

8.92 

100 

91.08 

3.00 

2.73 

0.0020 

0.0026 

9.89 

120 

110.11 

4.00 

4.40 

0.0018 

0.0080 

8.75 

100 

91.25 

3.00 

2.74 

0.0020 

0.0020 

8.75 

100 

91.25 

3.00 

2.74 

0.0020 

0.0127 

8.75 

100 

91.25 

3.00 

2.74 

0.0020 

0.0029 

8.65 

100 

91.35 

3.00 

2.74 

0.0020 

0.0086 

8.65 

100 

91.35 

3.00 

2.74 

0.0020 

0.0022 

8.65 

100 

91.35 

3.00 

2.74 

0.0020 

0.0017 

















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 

Census Code 


Waliya-Khera 

0826000803230000 

2.74 

Akot 

0826001003267000 

3.40 

Asariwara 

0826001003282900 

3.31 

Bagpura 

0826000403129600 

6.55 

Balvi Baroliya 

0826000403135500 

11.11 

Barlipara 

0826000403134600 

3.06 

Baroti Bheelan 

0826001003268400 

1.71 

Baroti Brahamanan 

0826001003268600 

6.03 

Bawai 

0826001003264600 

2.12 

Bawal Wara 

0826001003268900 

6.43 

Beranpara 

0826000403135300 

7.57 

Bhakhra 

0826001003265300 

8.62 

Bhalai 

0826001003265200 

6.06 

Bhamti 

0826000403139500 

12.52 

Bhandara 

0826001003269500 

0.74 

Bhilwara 

0826001003275800 

1.10 

Bhunwal 

0826001003269400 

1.69 

Bijli 

0826000403140200 

4.38 

Chatol 

0826001003276100 

1.87 

Cheekalwas 

0826001003265000 

3.13 

Choki 

0826001003267900 

7.81 

Daben 

0826001003265800 

1.15 

Daiyawara 

0826001003268500 

5.62 

Damana 

0826000403140400 

4.32 

Damatalab 

0826001003266700 

2.72 

Deonal Kalan 

0826001003275600 

1.90 

Deonal Khurd 

0826001003275500 

1.17 

Deri 

0826001003276200 

5.84 

Dewanpara 

0826000403134800 

0.59 

Dheekwas 

0826001003265100 

11.77 

Gadawan Kakan 

0826001003266100 

12.44 

Garaja 

0826001003265600 

5.14 

Garanwas 

0826000403138800 

16.62 

Gatrali 

0826001003268200 

6.00 

Ghogharwara 

0826001003284500 

2.19 

Gohawara 

0826001003268100 

2.76 

Goran 

0826000403134500 

4.77 

Govinddeo 

0826001003282300 

1.11 

Harsawara 

0826001003276300 

2.18 

Heeka 

0826001003269700 

3.08 

Jamun 

0826000403139800 

7.36 

Jekra 

0826000403129100 

7.05 

Jhadol 

0826001003269600 

0.86 

Kakardara 

0826001003268800 

1.26 

Kanpur 

0826001003267600 

1.19 

Kanthariya 

0826000403129900 

9.07 

Karel 

0826000403139300 

12.38 


Karmala 

0826001003276000 

1.16 

Katar 

0826001003265500 

4.73 


0826001003282700 

1.04 

Katarwas Kalan 

0826001003268000 

1.66 

Katarwas Khurd 

0826001003267700 

0.98 

Katvi 

0826001003267800 

9.54 

Kelawara (A) 

0826001003269800 

2.74 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Hydrogeological Unit 

Gneisses(B.G.C) 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Quartzite 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

9.94 

120 

110.06 

4.00 

4.40 

0.0018 

0.0062 

7.86 

100 

92.14 

3.00 

2.76 

0.0020 

0.0161 

8.42 

100 

91.58 

3.00 

2.75 

0.0020 

0.0056 

9.49 

100 

90.51 

3.00 

2.72 

0.0020 

0.0058 

9.61 

100 

90.39 

3.00 

2.71 

0.0020 

0.0575 

9.84 

100 

90.16 

3.00 

2.70 

0.0020 

0.0166 

6.61 

100 

93.39 

3.00 

2.80 

0.0020 

0.0096 

6.45 

100 

93.55 

3.00 

2.81 

0.0020 

0.0333 

9.81 

100 

90.19 

3.00 

2.71 

0.0020 

0.0101 

7.04 

100 

92.96 

3.00 

2.79 

0.0020 

0.0346 

9.82 

100 

90.18 

3.00 

2.71 

0.0020 

0.0369 

5.46 

100 

94.54 

3.00 

2.84 

0.0020 

0.0485 

3.68 

100 

96.32 

3.00 

2.89 

0.0020 

0.0344 

12.39 

100 

87.61 

3.00 

2.63 

0.0020 

0.0527 

6.76 

100 

93.24 

3.00 

2.80 

0.0020 

0.0041 

8.53 

100 

91.47 

3.00 

2.74 

0.0020 

0.0060 

7.81 

100 

92.19 

3.00 

2.77 

0.0020 

0.0002 

8.62 

100 

91.38 

3.00 

2.74 

0.0020 

0.0237 

6.20 

100 

93.80 

3.00 

2.81 

0.0020 

0.0105 

3.02 

100 

96.98 

3.00 

2.91 

0.0020 

0.0181 

4.49 

100 

95.51 

3.00 

2.87 

0.0020 

0.0337 

7.06 

100 

92.94 

3.00 

2.79 

0.0020 

0.0063 

6.36 

100 

93.64 

3.00 

2.81 

0.0020 

0.0316 

7.65 

100 

92.35 

3.00 

2.77 

0.0020 

0.0239 

7.50 

100 

92.50 

3.00 

2.78 

0.0020 

0.0034 

6.63 

100 

93.37 

3.00 

2.80 

0.0020 

0.0106 

6.28 

100 

93.72 

3.00 

2.81 

0.0020 

0.0065 

5.02 

100 

94.98 

3.00 

2.85 

0.0020 

0.0333 

9.93 

100 

90.07 

3.00 

2.70 

0.0020 

0.0032 

3.01 

100 

96.99 

3.00 

2.91 

0.0020 

0.0677 

8.37 

100 

91.63 

3.00 

2.75 

0.0020 

0.0553 

6.84 

100 

93.16 

3.00 

2.79 

0.0020 

0.0278 

9.27 

100 

90.73 

3.00 

2.72 

0.0020 

0.0298 

4.81 

100 

95.19 

3.00 

2.86 

0.0020 

0.0265 

9.47 

100 

90.53 

3.00 

2.72 

0.0020 

0.0051 

5.53 

100 

94.47 

3.00 

2.83 

0.0020 

0.0157 

9.82 

100 

90.18 

3.00 

2.71 

0.0020 

0.0217 

5.94 

100 

94.06 

3.00 

2.82 

0.0020 

0.0003 

4.81 

100 

95.19 

3.00 

2.86 

0.0020 

0.0124 

7.44 

100 

92.56 

3.00 

2.78 

0.0020 

0.0162 

10.05 

100 

89.95 

3.00 

2.70 

0.0020 

0.0366 

8.97 

100 

91.03 

3.00 

2.73 

0.0020 

0.0002 

7.17 

100 

92.83 

3.00 

2.78 

0.0020 

0.0047 

6.97 

100 

93.03 

3.00 

2.79 

0.0020 

0.0070 

4.38 

100 

95.62 

3.00 

2.87 

0.0020 

0.0068 

10.26 

100 

89.74 

3.00 

2.69 

0.0020 

0.0008 

11.33 

100 

88.67 

3.00 

2.66 

0.0020 

0.0228 

11.33 

100 

88.67 

3.00 

2.66 

0.0010 

0.0021 

6.89 

100 

93.11 

3.00 

2.79 

0.0020 

0.0065 

7.04 

100 

92.96 

3.00 

2.79 

0.0020 

0.0257 

8.14 

100 

91.86 

3.00 

2.76 

0.0020 

0.0057 

5.20 

100 

94.80 

3.00 

2.84 

0.0020 

0.0094 

3.97 

100 

96.03 

3.00 

2.88 

0.0020 

0.0057 

3.68 

100 

96.32 

3.00 

2.89 

0.0020 

0.0117 

8.60 

100 

91.40 

3.00 

2.74 

0.0020 

0.0081 


















































































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Quartzite 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

6.70 

100 

93.30 

3.00 

2.80 

0.0020 

0.0022 

4.73 

100 

95.27 

3.00 

2.86 

0.0020 

0.0000 

6.94 

100 

93.06 

3.00 

2.79 

0.0020 

0.0035 

10.24 

100 

89.76 

3.00 

2.69 

0.0020 

0.0040 

9.84 

100 

90.16 

3.00 

2.70 

0.0020 

0.0378 

6.31 

100 

93.69 

3.00 

2.81 

0.0020 

0.0117 

9.49 

100 

90.51 

3.00 

2.72 

0.0020 

0.0024 

7.09 

100 

92.91 

3.00 

2.79 

0.0020 

0.0147 

7.48 

100 

92.52 

3.00 

2.78 

0.0020 

0.0747 

10.27 

100 

89.73 

3.00 

2.69 

0.0020 

0.0236 

5.55 

100 

94.45 

3.00 

2.83 

0.0020 

0.0078 

9.29 

100 

90.71 

3.00 

2.72 

0.0020 

0.0332 

10.17 

100 

89.83 

3.00 

2.69 

0.0020 

0.0694 

2.88 

100 

97.12 

3.00 

2.91 

0.0020 

0.0233 

7.11 

100 

92.89 

3.00 

2.79 

0.0020 

0.0241 

8.45 

100 

91.55 

3.00 

2.75 

0.0020 

0.0080 

8.95 

100 

91.05 

3.00 

2.73 

0.0020 

0.0010 

6.40 

100 

93.60 

3.00 

2.81 

0.0020 

0.0061 

5.27 

100 

94.73 

3.00 

2.84 

0.0020 

0.0205 

10.32 

100 

89.68 

3.00 

2.69 

0.0020 

0.0023 

10.54 

100 

89.46 

3.00 

2.68 

0.0020 

0.0006 

7.70 

100 

92.30 

3.00 

2.77 

0.0020 

0.0036 

6.89 

100 

93.11 

3.00 

2.79 

0.0020 

0.0268 

9.15 

100 

90.85 

3.00 

2.73 

0.0020 

0.0002 

9.41 

100 

90.59 

3.00 

2.72 

0.0020 

0.0026 

5.80 

100 

94.20 

3.00 

2.83 

0.0020 

0.0155 

6.36 

100 

93.64 

3.00 

2.81 

0.0020 

0.0051 

11.85 

100 

88.15 

3.00 

2.64 

0.0020 

0.0366 

7.63 

100 

92.37 

3.00 

2.77 

0.0020 

0.0116 

7.16 

100 

92.84 

3.00 

2.79 

0.0020 

0.0121 

4.58 

100 

95.42 

3.00 

2.86 

0.0020 

0.0095 

6.62 

100 

93.38 

3.00 

2.80 

0.0020 

0.0711 

10.70 

100 

89.30 

3.00 

2.68 

0.0020 

0.0010 

8.19 

100 

91.81 

3.00 

2.75 

0.0020 

0.0097 

9.02 

100 

90.98 

3.00 

2.73 

0.0020 

0.0000 

7.22 

100 

92.78 

3.00 

2.78 

0.0020 

0.0461 

7.08 

100 

92.92 

3.00 

2.79 

0.0020 

0.0075 

6.56 

100 

93.44 

3.00 

2.80 

0.0020 

0.0253 

7.59 

100 

92.41 

3.00 

2.77 

0.0020 

0.0169 

4.57 

100 

95.43 

3.00 

2.86 

0.0020 

0.0023 

9.91 

100 

90.09 

3.00 

2.70 

0.0020 

0.0065 

9.33 

100 

90.67 

3.00 

2.72 

0.0020 

0.0264 

7.48 

100 

92.52 

3.00 

2.78 

0.0020 

0.0086 

9.42 

100 

90.58 

3.00 

2.72 

0.0020 

0.0039 

7.29 

100 

92.71 

3.00 

2.78 

0.0020 

0.0233 

5.52 

100 

94.48 

3.00 

2.83 

0.0020 

0.0406 

6.78 

100 

93.22 

3.00 

2.80 

0.0020 

0.0064 

9.79 

100 

90.21 

3.00 

2.71 

0.0020 

0.0308 

9.96 

100 

90.04 

3.00 

2.70 

0.0020 

0.0018 

4.57 

100 

95.43 

3.00 

2.86 

0.0020 

0.0102 

12.74 

100 

87.26 

3.00 

2.62 

0.0020 

0.0445 

12.74 

100 

87.26 

3.00 

2.62 

0.0010 

0.0095 

6.50 

100 

93.50 

3.00 

2.81 

0.0020 

0.0108 

6.31 

100 

93.69 

3.00 

2.81 

0.0020 

0.0218 

7.26 

100 

92.74 

3.00 

2.78 

0.0020 

0.0023 














































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 


Census Code 


Umariya 

Umra 

Uplathooriya 
Upli Sigari 
Akot 
Anela 

Arsorawara 

Asariwara 


Badla _ 

Bagpur 

Bambala 

Banibor 

Banjariya 

Banjarwara 

Bayri 

Belwa 

Bhagorphala 

Bhanda 

Bhatariya 

Bhunwal 

Bhuwali 

Bichala Phala 

Chhani 

Chitaura 

Damatalab 

Dechara 

Dhanol 

Dharpur 

Forest 

Gadawan Kakan 

Ghati _ 

Ghogharwara 

Govinddeo 

Hathiya 

Itwa 

Jalpaka 

Jaoli 

Jawas 

Jhadol _ 

Jhunthri 

Jhusawara 

Kanbai 

Kanbai Chak No. 1 
Kandal 
Kanuwara 
Karawara 
Karchha Kalan 
Karchha Khurd 
Karnauwa 
Katewari 
Kelawara (A) 

Kelawara Jageer 
Khandiovri Uplaphala 
Khaniyalimbhri 


0826000403140100 

0826001003264900 

0826001003275700 

0826000403139700 

0826001003267000 

0826001003281600 

0826001003283900 

0826001003282900 

0826001003283200 

0826001003285300 

0826001003274000 

0826001003277200 

0826001003270200 

0826001003274500 

0826001003276900 

0826001003284700 

0826001003282200 

0826001003281200 

0826001003284300 

0826001003281500 

0826001003269400 

0827000103289900 

0826001003281300 

0826001003283500 

0826001003283300 

0826001003266700 

0826001003277100 

0826001003283400 

0826001003273500 

0827000127900002 

0826001003266100 

0826001003282100 

0826001003284500 

0826001003282300 

0826001003281900 

0826001003282000 

0826001003266600 

0826001003284200 

0826001003270300 

0826001003269600 

0826001003275000 

0826001003274600 

0826001003280600 

0826001003280500 

0826001003285400 

0826001003273100 

0826001003277000 

0826001003274900 

0826001003273800 

0826001003285500 

0826001003285000 

0826001003269800 

0826001003269300 

0826001003274400 

0826001003273600 


Village 

Area, 

sq.km 


Zone (Fresh 
/ Saline) 


Type of Area 
(Command / Non¬ 
command) 


3.03 

10.34 

1.72 

8.16 

3.40 
1.35 
3.19 

3.31 
1.26 
3.21 
2.56 

2.14 
2.24 

3.37 
2.89 

3.34 

1.14 

3.18 
1.92 

1.72 
1.69 

4.31 
2.54 

2.35 
4.42 

2.72 

1.38 

4.50 
0.99 
9.12 

12.44 

1.75 

2.19 
1.11 

1.32 
2.59 
4.03 
2.17 

2.41 
0.86 
8.48 

1.51 
4.58 

3.10 
3.82 

11.17 

6.10 
1.45 
8.84 
3.03 
2.98 
2.74 
1.65 
3.28 

1.33 


Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 


Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 


Hydrogeological Unit 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

9.19 

100 

90.81 

3.00 

2.72 

0.0020 

0.0165 

3.48 

100 

96.52 

3.00 

2.90 

0.0020 

0.0314 

7.86 

100 

92.14 

3.00 

2.76 

0.0020 

0.0078 

10.57 

100 

89.43 

3.00 

2.68 

0.0020 

0.0145 

7.86 

100 

92.14 

3.00 

2.76 

0.0020 

0.0002 

8.01 

100 

91.99 

3.00 

2.76 

0.0020 

0.0069 

9.52 

100 

90.48 

3.00 

2.71 

0.0020 

0.0142 

8.42 

100 

91.58 

3.00 

2.75 

0.0020 

0.0126 

9.10 

100 

90.90 

3.00 

2.73 

0.0020 

0.0069 

11.68 

100 

88.32 

3.00 

2.65 

0.0020 

0.0150 

11.61 

100 

88.39 

3.00 

2.65 

0.0020 

0.0124 

6.68 

100 

93.32 

3.00 

2.80 

0.0020 

0.0040 

9.93 

100 

90.07 

3.00 

2.70 

0.0020 

0.0076 

12.13 

100 

87.87 

3.00 

2.64 

0.0020 

0.0159 

4.76 

100 

95.24 

3.00 

2.86 

0.0020 

0.0093 

9.72 

100 

90.28 

3.00 

2.71 

0.0020 

0.0125 

6.61 

100 

93.39 

3.00 

2.80 

0.0020 

0.0064 

7.37 

100 

92.63 

3.00 

2.78 

0.0020 

0.0079 

9.61 

100 

90.39 

3.00 

2.71 

0.0020 

0.0104 

7.80 

100 

92.20 

3.00 

2.77 

0.0020 

0.0003 

7.81 

100 

92.19 

3.00 

2.77 

0.0020 

0.0091 

9.76 

125 

115.24 

5.00 

5.76 

0.0020 

0.0002 

8.02 

100 

91.98 

3.00 

2.76 

0.0020 

0.0128 

9.20 

100 

90.80 

3.00 

2.72 

0.0020 

0.0092 

8.80 

100 

91.20 

3.00 

2.74 

0.0020 

0.0224 

7.50 

100 

92.50 

3.00 

2.78 

0.0020 

0.0047 

5.62 

100 

94.38 

3.00 

2.83 

0.0020 

0.0044 

8.75 

100 

91.25 

3.00 

2.74 

0.0020 

0.0187 

11.29 

100 

88.71 

3.00 

2.66 

0.0020 

0.0052 

8.05 

125 

116.95 

5.00 

5.85 

0.0020 

0.0013 

8.37 

100 

91.63 

3.00 

2.75 

0.0020 

0.0025 

6.88 

100 

93.12 

3.00 

2.79 

0.0020 

0.0091 

9.47 

100 

90.53 

3.00 

2.72 

0.0020 

0.0068 

5.94 

100 

94.06 

3.00 

2.82 

0.0020 

0.0059 

8.42 

100 

91.58 

3.00 

2.75 

0.0020 

0.0072 

7.87 

100 

92.13 

3.00 

2.76 

0.0020 

0.0143 

7.59 

100 

92.41 

3.00 

2.77 

0.0020 

0.0130 

9.61 

100 

90.39 

3.00 

2.71 

0.0020 

0.0099 

10.83 

100 

89.17 

3.00 

2.68 

0.0020 

0.0089 

7.17 

100 

92.83 

3.00 

2.78 

0.0020 

0.0001 

10.56 

100 

89.44 

3.00 

2.68 

0.0020 

0.0344 

10.64 

100 

89.36 

3.00 

2.68 

0.0020 

0.0081 

7.95 

100 

92.05 

3.00 

2.76 

0.0020 

0.0021 

8.17 

100 

91.83 

3.00 

2.75 

0.0020 

0.0063 

11.75 

100 

88.25 

3.00 

2.65 

0.0020 

0.0061 

9.26 

100 

90.74 

3.00 

2.72 

0.0020 

0.0002 

5.10 

100 

94.90 

3.00 

2.85 

0.0020 

0.0079 

11.18 

100 

88.82 

3.00 

2.66 

0.0020 

0.0074 

11.15 

100 

88.85 

3.00 

2.67 

0.0020 

0.0413 

10.89 

100 

89.11 

3.00 

2.67 

0.0020 

0.0000 

11.10 

100 

88.90 

3.00 

2.67 

0.0020 

0.0151 

8.60 

100 

91.40 

3.00 

2.74 

0.0020 

0.0047 

6.70 

100 

93.30 

3.00 

2.80 

0.0020 

0.0070 

11.79 

100 

88.21 

3.00 

2.65 

0.0020 

0.0060 

11.34 

100 

88.66 

3.00 

2.66 

0.0020 

0.0057 





















































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


09006053 


Village Name 

Census Code 

Khanmeen 

0826001003285600 

Kharadiwara 

0826001003276700 

Kherwara Chhaoni (CT) 

0826001042610000 

Kherwara Khalsa 

0826001003273900 

Khokhadara 

0826001003274200 

Khunadari 

0826001003269100 

Khutwara 

0826001003284400 

Kojawara 

0826001003266500 

Lakora 

0826001003284900 

Lamba Panwa 

0826001003273700 

Larathi 

0826001003270600 

Magra 

0826001003266200 

Maheeda 

0826001003283100 

Mahudara 

0826001003274800 

Mai 

0826001003270000 

Meethimahuri 

0826001003283600 

Modiwasa 

0826001003284000 

Mothli 

0826001003285200 

Mundwara 

0826001003273400 

Mundwara (B) 

0826001003273300 

Nagar 

0826001003282400 

Nalapeepla 

0826001003266800 

Nayagaon 

0826001003283000 

Pacha Padla 

0826001003266900 

Pahara 

0826001003276800 

Palsiya 

0826001003274700 

Palwara 

0827000103289800 

Parbeela 

0826001003274300 

Pareda 

0826001003266300 

Pareda Chak No. 1 

0826001003266400 

Parmarwara 

0826001003276600 

Peepola 

0826001003281800 

Phutala 

0826001003284600 

Pograkalan 

0826001003285100 

Pograkhurd 

0826001003283700 

Ramabaori 

0826001003270100 

Robiya 

0826001003283800 

Sagwara 

0826001003265900 

Sa la la 

0826001003284100 

Samdar 

0826001003273200 

Samiter 

0826001003270400 

Sarera 

0826001003281000 

Sareri 

0826001003275100 

Saroli 

0826001003269900 

Suberi 

0826001003270500 

Sukhlal 

0826001003281700 

Sulai 

0826001003275300 

Sundara 

0826001003284800 

Thana 

0826001003282800 

Thobawara 

0826001003274100 

Uplathooriya 

0826001003275700 

Wadila 

0826001003270700 

Amarpura 

0826001003289400 


Zone (Fresh 
/ Saline) 


Amartiya 


0827000203319600 


2.75 Fresh 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Hydrogeological Unit 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.13 

100 

88.87 

3.00 

2.67 

0.0020 

0.0000 

4.73 

100 

95.27 

3.00 

2.86 

0.0020 

0.0070 

11.84 

100 

88.16 

3.00 

2.64 

0.0020 

0.0194 

11.84 

100 

88.16 

3.00 

2.64 

0.0020 

0.0034 

11.92 

100 

88.08 

3.00 

2.64 

0.0020 

0.0019 

6.31 

100 

93.69 

3.00 

2.81 

0.0020 

0.0000 

9.49 

100 

90.51 

3.00 

2.72 

0.0020 

0.0188 

6.46 

100 

93.54 

3.00 

2.81 

0.0020 

0.0155 

10.73 

100 

89.27 

3.00 

2.68 

0.0020 

0.0304 

10.90 

100 

89.10 

3.00 

2.67 

0.0020 

0.0102 

9.50 

100 

90.50 

3.00 

2.71 

0.0020 

0.0525 

8.07 

100 

91.93 

3.00 

2.76 

0.0020 

0.0134 

8.91 

100 

91.09 

3.00 

2.73 

0.0020 

0.0069 

11.28 

100 

88.72 

3.00 

2.66 

0.0020 

0.0115 

8.95 

100 

91.05 

3.00 

2.73 

0.0020 

0.0087 

9.30 

100 

90.70 

3.00 

2.72 

0.0020 

0.0254 

9.46 

100 

90.54 

3.00 

2.72 

0.0020 

0.0176 

11.30 

100 

88.70 

3.00 

2.66 

0.0020 

0.0093 

11.34 

100 

88.66 

3.00 

2.66 

0.0020 

0.0162 

10.87 

100 

89.13 

3.00 

2.67 

0.0020 

0.0031 

5.27 

100 

94.73 

3.00 

2.84 

0.0020 

0.0022 

7.70 

100 

92.30 

3.00 

2.77 

0.0020 

0.0003 

9.15 

100 

90.85 

3.00 

2.73 

0.0020 

0.0263 

7.63 

100 

92.37 

3.00 

2.77 

0.0020 

0.0000 

5.30 

100 

94.70 

3.00 

2.84 

0.0020 

0.0075 

11.15 

100 

88.85 

3.00 

2.67 

0.0020 

0.0080 

10.88 

125 

114.12 

5.00 

5.71 

0.0020 

0.0011 

11.66 

100 

88.34 

3.00 

2.65 

0.0020 

0.0001 

7.03 

100 

92.97 

3.00 

2.79 

0.0020 

0.0025 

6.38 

100 

93.62 

3.00 

2.81 

0.0020 

0.0012 

4.58 

100 

95.42 

3.00 

2.86 

0.0020 

0.0040 

8.58 

100 

91.42 

3.00 

2.74 

0.0020 

0.0040 

9.02 

100 

90.98 

3.00 

2.73 

0.0020 

0.0414 

11.06 

100 

88.94 

3.00 

2.67 

0.0020 

0.0233 

10.28 

100 

89.72 

3.00 

2.69 

0.0020 

0.0046 

8.70 

100 

91.30 

3.00 

2.74 

0.0020 

0.0041 

10.00 

100 

90.00 

3.00 

2.70 

0.0020 

0.0170 

7.29 

100 

92.71 

3.00 

2.78 

0.0020 

0.0012 

9.58 

100 

90.42 

3.00 

2.71 

0.0020 

0.0049 

9.87 

100 

90.13 

3.00 

2.70 

0.0020 

0.0003 

10.75 

100 

89.25 

3.00 

2.68 

0.0020 

0.0147 

7.73 

100 

92.27 

3.00 

2.77 

0.0020 

0.0050 

8.47 

100 

91.53 

3.00 

2.75 

0.0020 

0.0055 

9.96 

100 

90.04 

3.00 

2.70 

0.0020 

0.0206 

9.73 

100 

90.27 

3.00 

2.71 

0.0020 

0.0249 

8.55 

100 

91.45 

3.00 

2.74 

0.0020 

0.0143 

6.31 

100 

93.69 

3.00 

2.81 

0.0020 

0.0048 

9.99 

100 

90.01 

3.00 

2.70 

0.0020 

0.0123 

7.26 

100 

92.74 

3.00 

2.78 

0.0020 

0.0089 

11.82 

100 

88.18 

3.00 

2.65 

0.0020 

0.0049 

7.86 

100 

92.14 

3.00 

2.76 

0.0020 

0.0017 

5.92 

100 

94.08 

3.00 

2.82 

0.0020 

0.0011 

9.93 

100 

90.07 

3.00 

2.70 

0.0020 

0.0017 

9.93 

100 

90.07 

3.00 

2.70 

0.0020 

0.0179 

6.57 

120 

113.43 

5.00 

5.67 

0.0015 

0.0000 


















































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Bagdari 


Bara Hathai 


Barod 


Bassi 


Beekasor 


Berniya 


Bhachariya 


Bhagal Salawatan 


Bhatwara 


Bhojaton Ka Ora 


Devla 


Devsomnath 


Dhamala 


Dhani Hathai 


Dhawari 


Dolpura 


Emaniya-Padla 


Faloj 


Gamri 


Ganeshpur 


Gara Bhabha 


Gara Malji 


Garamoraiya 


Ghorasar 


Hathai 


Indaura 


Intali 


Itali-Khera 


Jaimal-Pura 


Jaipura 


Jhankol 


Kali Ghati 


Kaloo Gamra 


Kalyanpur 


Census Code 


0827000103302400 


0827000103313600 


0827000103300800 


0827000103304200 


0827000103314000 


0827000103302200 


0827000103302800 


0827000103302100 


0827000103300900 


0827000103313800 


0826000903262300 


0826000803238400 


0826000803239300 


0826001003289300 


0827000203317900 


0827000103302000 


0827000103304300 


0827000103313900 


0827000103301500 


0826001003289200 


0826000803238300 


0827000103303300 


0826000803239600 


0827000203318000 


0827000203318600 


0827000103300700 


0827000103300600 


0826000903262800 


0827000103303000 


0827000203318300 


0826000903264500 


0826000803238100 


0826000803237800 


0826001003286900 


0827000103300300 


0826000903263200 


0827000103314100 


0826001003287000 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Gneisses(B.G.C) 


3.72 Fresh 


5.67 Fresh 


1.21 Fresh 


1.47 Fresh 


1.98 Fresh 



4.26 Fresh 


13.45 Fresh 



1.99 Fresh 


7.07 Fresh 


8.82 Fresh 


1.36 Fresh 


3.83 Fresh 


0.95 Fresh 



4.58 Fresh 


2.25 Fresh 


5.94 Fresh 



5.79 Fresh 


2.27 Fresh 


2.34 Fresh 


0.64 Fresh 


3.67 Fresh 


1.70 Fresh 


7.53 Fresh 


8.18 Fresh 


6.56 Fresh 


5.40 Fresh 


9.61 Fresh 



4.16 Fresh 


3.02 Fresh 


1.90 Fresh 


1.50 Fresh 


2.50 Fresh 


3.65 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

6.91 

125 

118.09 

5.00 

5.90 

0.0020 

0.0329 

6.17 

125 

118.83 

5.00 

5.94 

0.0020 

0.0260 

7.88 

125 

117.12 

5.00 

5.86 

0.0020 

0.0569 

12.68 

125 

112.32 

5.00 

5.62 

0.0020 

0.0025 

9.98 

110 

100.02 

4.00 

4.00 

0.0018 

0.0012 

9.98 

125 

115.02 

5.00 

5.75 

0.0020 

0.0019 

9.53 

125 

115.47 

5.00 

5.77 

0.0020 

0.0024 

7.85 

125 

117.15 

5.00 

5.86 

0.0020 

0.0663 

10.30 

125 

114.70 

5.00 

5.73 

0.0020 

0.0002 

10.37 

125 

114.63 

5.00 

5.73 

0.0020 

0.0169 

6.86 

110 

103.14 

4.00 

4.13 

0.0018 

0.0000 

6.86 

125 

118.14 

5.00 

5.91 

0.0020 

0.0113 

6.84 

100 

93.16 

3.00 

2.79 

0.0020 

0.0381 

6.84 

100 

93.16 

3.00 

2.79 

0.0020 

0.0054 

7.88 

100 

92.12 

3.00 

2.76 

0.0020 

0.0010 

10.63 

100 

89.37 

3.00 

2.68 

0.0020 

0.0152 

10.63 

100 

89.37 

3.00 

2.68 

0.0020 

0.0009 

8.62 

100 

91.38 

3.00 

2.74 

0.0020 

0.0009 

8.77 

100 

91.23 

3.00 

2.74 

0.0020 

0.0003 

8.77 

100 

91.23 

3.00 

2.74 

0.0020 

0.0018 

9.26 

120 

110.74 

5.00 

5.54 

0.0015 

0.0720 

9.52 

125 

115.48 

5.00 

5.77 

0.0020 

0.0023 

10.69 

125 

114.31 

5.00 

5.72 

0.0020 

0.0083 

7.71 

110 

102.29 

4.00 

4.09 

0.0018 

0.0010 

7.71 

125 

117.29 

5.00 

5.86 

0.0020 

0.0086 

12.44 

110 

97.57 

5.00 

4.88 

0.0018 

0.0475 

12.44 

120 

107.57 

5.00 

5.38 

0.0015 

0.0344 

8.88 

125 

116.12 

5.00 

5.81 

0.0020 

0.0236 

7.79 

100 

92.21 

3.00 

2.77 

0.0020 

0.0021 

13.66 

120 

106.34 

4.00 

4.25 

0.0018 

0.0001 

13.66 

100 

86.34 

3.00 

2.59 

0.0020 

0.0031 

13.66 

120 

106.34 

4.00 

4.25 

0.0018 

0.0356 

13.66 

100 

86.34 

3.00 

2.59 

0.0020 

0.0035 

6.55 

125 

118.45 

5.00 

5.92 

0.0020 

0.0035 

8.15 

100 

91.85 

3.00 

2.76 

0.0020 

0.0006 

11.22 

120 

108.78 

5.00 

5.44 

0.0015 

0.0184 

12.15 

120 

107.85 

5.00 

5.39 

0.0015 

0.0051 

8.83 

125 

116.17 

5.00 

5.81 

0.0020 

0.0228 

7.55 

125 

117.45 

5.00 

5.87 

0.0020 

0.0189 

6.30 

100 

93.70 

3.00 

2.81 

0.0020 

0.0223 

6.30 

100 

93.70 

3.00 

2.81 

0.0020 

0.0059 

6.28 

125 

118.72 

5.00 

5.94 

0.0020 

0.0919 

13.05 

110 

96.95 

5.00 

4.85 

0.0018 

0.0556 

13.05 

120 

106.95 

5.00 

5.35 

0.0015 

0.0001 

13.24 

100 

86.76 

3.00 

2.60 

0.0020 

0.0104 

12.67 

120 

107.33 

4.00 

4.29 

0.0018 

0.0000 

12.67 

100 

87.33 

3.00 

2.62 

0.0020 

0.0291 

12.67 

120 

107.33 

4.00 

4.29 

0.0018 

0.0055 

12.67 

100 

87.33 

3.00 

2.62 

0.0020 

0.0155 

12.87 

100 

87.13 

3.00 

2.61 

0.0020 

0.0145 

6.46 

100 

93.54 

3.00 

2.81 

0.0020 

0.0000 

11.18 

125 

113.82 

5.00 

5.69 

0.0020 

0.0002 

6.78 

100 

93.22 

3.00 

2.80 

0.0020 

0.0084 

7.41 

110 

102.59 

4.00 

4.10 

0.0018 

0.0000 

5.27 

100 

94.73 

3.00 

2.84 

0.0020 

0.0005 























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

5.27 

100 

94.73 

3.00 

2.84 

0.0020 

0.0007 

7.05 

110 

102.95 

5.00 

5.15 

0.0018 

0.0026 

7.05 

120 

112.95 

5.00 

5.65 

0.0015 

0.0005 

7.05 

110 

102.95 

5.00 

5.15 

0.0018 

0.0000 

6.19 

100 

93.81 

3.00 

2.81 

0.0020 

0.0111 

8.26 

100 

91.74 

3.00 

2.75 

0.0020 

0.0028 

8.26 

100 

91.74 

3.00 

2.75 

0.0020 

0.0171 

11.31 

120 

108.69 

5.00 

5.43 

0.0015 

0.0007 

11.88 

110 

98.12 

5.00 

4.91 

0.0018 

0.0271 

11.88 

120 

108.12 

5.00 

5.41 

0.0015 

0.0152 

11.55 

110 

98.45 

5.00 

4.92 

0.0018 

0.0001 

11.55 

120 

108.45 

5.00 

5.42 

0.0015 

0.0060 

6.39 

100 

93.61 

3.00 

2.81 

0.0020 

0.0049 

6.39 

100 

93.61 

3.00 

2.81 

0.0020 

0.0146 

7.51 

125 

117.49 

5.00 

5.87 

0.0020 

0.0512 

7.63 

100 

92.37 

3.00 

2.77 

0.0020 

0.0009 

12.25 

100 

87.75 

3.00 

2.63 

0.0020 

0.0151 

7.31 

100 

92.69 

3.00 

2.78 

0.0020 

0.0072 

8.91 

125 

116.09 

5.00 

5.80 

0.0020 

0.0348 

9.58 

125 

115.42 

5.00 

5.77 

0.0020 

0.0387 

9.21 

120 

110.79 

5.00 

5.54 

0.0015 

0.0047 

11.70 

120 

108.30 

5.00 

5.41 

0.0015 

0.0000 

12.53 

120 

107.47 

4.00 

4.30 

0.0018 

0.0005 

12.53 

100 

87.47 

3.00 

2.62 

0.0020 

0.0021 

12.53 

120 

107.47 

4.00 

4.30 

0.0018 

0.0134 

12.53 

100 

87.47 

3.00 

2.62 

0.0020 

0.0009 

10.52 

125 

114.48 

5.00 

5.72 

0.0020 

0.0070 

7.51 

100 

92.49 

3.00 

2.77 

0.0020 

0.0051 

5.91 

100 

94.09 

3.00 

2.82 

0.0020 

0.0049 

5.91 

100 

94.09 

3.00 

2.82 

0.0020 

0.0007 

14.20 

120 

105.81 

4.00 

4.23 

0.0018 

0.0195 

14.20 

100 

85.81 

3.00 

2.57 

0.0020 

0.0001 

5.00 

100 

95.00 

3.00 

2.85 

0.0020 

0.0002 

6.44 

100 

93.56 

3.00 

2.81 

0.0020 

0.0001 

6.44 

100 

93.56 

3.00 

2.81 

0.0020 

0.0057 

8.66 

125 

116.34 

5.00 

5.82 

0.0020 

0.0096 

5.96 

100 

94.04 

3.00 

2.82 

0.0020 

0.0001 

11.10 

110 

98.91 

5.00 

4.95 

0.0018 

0.0016 

11.10 

120 

108.91 

5.00 

5.45 

0.0015 

0.0453 

9.19 

125 

115.81 

5.00 

5.79 

0.0020 

0.0070 

9.86 

125 

115.14 

5.00 

5.76 

0.0020 

0.0214 

9.86 

125 

115.14 

5.00 

5.76 

0.0020 

0.0001 

7.97 

100 

92.03 

3.00 

2.76 

0.0020 

0.0027 

7.97 

100 

92.03 

3.00 

2.76 

0.0020 

0.0223 

13.02 

125 

111.98 

5.00 

5.60 

0.0020 

0.0417 

10.02 

125 

114.98 

5.00 

5.75 

0.0020 

0.0049 

8.79 

100 

91.21 

3.00 

2.74 

0.0020 

0.0028 

8.79 

100 

91.21 

3.00 

2.74 

0.0020 

0.0255 

16.87 

110 

93.13 

5.00 

4.66 

0.0018 

0.0148 

12.70 

100 

87.30 

3.00 

2.62 

0.0020 

0.0123 

12.70 

100 

87.30 

3.00 

2.62 

0.0020 

0.0077 

5.63 

100 

94.37 

3.00 

2.83 

0.0020 

0.0036 

14.33 

125 

110.67 

5.00 

5.53 

0.0020 

0.0002 

8.76 

125 

116.24 

5.00 

5.81 

0.0020 

0.0229 

5.64 

100 

94.36 

3.00 

2.83 

0.0020 

0.0005 









































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.46 

110 

97.54 

5.00 

4.88 

0.0018 

0.0234 

12.46 

120 

107.54 

5.00 

5.38 

0.0015 

0.0117 

6.07 

100 

93.93 

3.00 

2.82 

0.0020 

0.0045 

11.48 

125 

113.52 

5.00 

5.68 

0.0020 

0.0398 

7.30 

125 

117.70 

5.00 

5.89 

0.0020 

0.0409 

8.53 

100 

91.47 

3.00 

2.74 

0.0020 

0.0018 

8.53 

100 

91.47 

3.00 

2.74 

0.0020 

0.0091 

10.36 

125 

114.64 

5.00 

5.73 

0.0020 

0.0294 

6.14 

100 

93.86 

3.00 

2.82 

0.0020 

0.0030 

12.31 

110 

97.69 

5.00 

4.88 

0.0018 

0.0009 

12.31 

120 

107.69 

5.00 

5.38 

0.0015 

0.0351 

9.84 

120 

110.16 

4.00 

4.41 

0.0018 

0.0052 

9.84 

100 

90.16 

3.00 

2.70 

0.0020 

0.0028 

9.84 

120 

110.16 

4.00 

4.41 

0.0018 

0.0000 

9.84 

100 

90.16 

3.00 

2.70 

0.0020 

0.0002 

9.58 

125 

115.42 

5.00 

5.77 

0.0020 

0.0219 

7.28 

125 

117.72 

5.00 

5.89 

0.0020 

0.0645 

8.39 

125 

116.61 

5.00 

5.83 

0.0020 

0.1201 

6.52 

125 

118.48 

5.00 

5.92 

0.0020 

0.0488 

7.85 

100 

92.15 

3.00 

2.76 

0.0020 

0.0085 

7.85 

100 

92.15 

3.00 

2.76 

0.0020 

0.0352 

10.86 

120 

109.14 

4.00 

4.37 

0.0018 

0.0023 

10.86 

100 

89.14 

3.00 

2.67 

0.0020 

0.0205 

11.67 

120 

108.33 

5.00 

5.42 

0.0015 

0.0213 

5.52 

100 

94.48 

3.00 

2.83 

0.0020 

0.0208 

5.52 

100 

94.48 

3.00 

2.83 

0.0020 

0.0399 

6.78 

125 

118.22 

5.00 

5.91 

0.0020 

0.0197 

16.37 

110 

93.63 

5.00 

4.68 

0.0018 

0.0107 

16.37 

120 

103.63 

5.00 

5.18 

0.0015 

0.0003 

13.11 

110 

96.89 

5.00 

4.84 

0.0018 

0.0081 

13.11 

120 

106.89 

5.00 

5.34 

0.0015 

0.0208 

7.88 

120 

112.12 

5.00 

5.61 

0.0015 

0.0000 

5.64 

120 

114.36 

5.00 

5.72 

0.0015 

0.0006 

11.03 

120 

108.97 

4.00 

4.36 

0.0018 

0.0064 

11.03 

100 

88.97 

3.00 

2.67 

0.0020 

0.0014 

11.03 

120 

108.97 

4.00 

4.36 

0.0018 

0.0021 

9.15 

120 

110.85 

4.00 

4.43 

0.0018 

0.0000 

9.15 

100 

90.85 

3.00 

2.73 

0.0020 

0.0158 

6.57 

110 

103.43 

5.00 

5.17 

0.0018 

0.0082 

6.57 

120 

113.43 

5.00 

5.67 

0.0015 

0.0132 

6.57 

120 

113.43 

5.00 

5.67 

0.0015 

0.0023 

13.49 

120 

106.51 

5.00 

5.33 

0.0015 

0.0386 

13.49 

120 

106.51 

5.00 

5.33 

0.0015 

0.0146 

5.13 

110 

104.87 

5.00 

5.24 

0.0018 

0.0019 

5.13 

110 

104.87 

5.00 

5.24 

0.0018 

0.0475 

7.95 

120 

112.05 

4.00 

4.48 

0.0018 

0.0070 

7.95 

100 

92.05 

3.00 

2.76 

0.0020 

0.0001 

9.57 

120 

110.43 

4.00 

4.42 

0.0018 

0.0048 

5.33 

110 

104.67 

5.00 

5.23 

0.0018 

0.0173 

5.33 

110 

104.67 

5.00 

5.23 

0.0018 

0.0350 

7.12 

120 

112.88 

5.00 

5.64 

0.0015 

0.0037 

7.12 

120 

112.88 

5.00 

5.64 

0.0015 

0.0020 

5.12 

110 

104.88 

5.00 

5.24 

0.0018 

0.0070 

5.12 

120 

114.88 

5.00 

5.74 

0.0015 

0.0052 

5.12 

110 

104.88 

5.00 

5.24 

0.0018 

0.0030 























































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

5.12 

120 

114.88 

5.00 

5.74 

0.0015 

0.0023 

12.55 

120 

107.45 

4.00 

4.30 

0.0018 

0.0739 

12.55 

100 

87.45 

3.00 

2.62 

0.0020 

0.0008 

5.60 

110 

104.40 

5.00 

5.22 

0.0018 

0.0002 

9.76 

120 

110.24 

4.00 

4.41 

0.0018 

0.0065 

9.76 

100 

90.24 

3.00 

2.71 

0.0020 

0.0007 

5.13 

110 

104.87 

5.00 

5.24 

0.0018 

0.0446 

5.13 

110 

104.87 

5.00 

5.24 

0.0018 

0.0022 

7.06 

120 

112.94 

4.00 

4.52 

0.0018 

0.0121 

7.06 

100 

92.94 

3.00 

2.79 

0.0020 

0.0113 

6.90 

120 

113.10 

4.00 

4.52 

0.0018 

0.0092 

6.90 

120 

113.10 

4.00 

4.52 

0.0018 

0.0035 

7.52 

120 

112.48 

4.00 

4.50 

0.0018 

0.0072 

7.52 

120 

112.48 

4.00 

4.50 

0.0018 

0.0075 

5.83 

100 

94.17 

3.00 

2.83 

0.0020 

0.0009 

10.80 

100 

89.20 

3.00 

2.68 

0.0020 

0.0018 

5.28 

110 

104.72 

5.00 

5.24 

0.0018 

0.0126 

5.28 

110 

104.72 

5.00 

5.24 

0.0018 

0.0041 

7.77 

120 

112.23 

4.00 

4.49 

0.0018 

0.0037 

7.77 

120 

112.23 

4.00 

4.49 

0.0018 

0.0057 

4.49 

110 

105.51 

5.00 

5.28 

0.0018 

0.0001 

4.49 

110 

105.51 

5.00 

5.28 

0.0018 

0.0301 

5.02 

120 

114.98 

4.00 

4.60 

0.0018 

0.0030 

10.15 

120 

109.85 

4.00 

4.39 

0.0018 

0.0024 

10.15 

100 

89.85 

3.00 

2.70 

0.0020 

0.0131 

4.09 

110 

105.91 

5.00 

5.30 

0.0018 

0.0077 

10.04 

120 

109.96 

4.00 

4.40 

0.0018 

0.0074 

8.96 

120 

111.04 

4.00 

4.44 

0.0018 

0.0083 

8.96 

120 

111.04 

4.00 

4.44 

0.0018 

0.0120 

7.82 

120 

112.18 

4.00 

4.49 

0.0018 

0.0010 

7.82 

120 

112.18 

4.00 

4.49 

0.0018 

0.0125 

8.33 

100 

91.67 

3.00 

2.75 

0.0020 

0.0001 

11.18 

120 

108.82 

5.00 

5.44 

0.0015 

0.0038 

11.18 

120 

108.82 

5.00 

5.44 

0.0015 

0.0252 

4.98 

110 

105.02 

5.00 

5.25 

0.0018 

0.0006 

4.98 

110 

105.02 

5.00 

5.25 

0.0018 

0.0244 

10.98 

110 

99.02 

5.00 

4.95 

0.0018 

0.0058 

10.98 

110 

99.02 

5.00 

4.95 

0.0018 

0.0177 

6.94 

120 

113.06 

5.00 

5.65 

0.0015 

0.0090 

10.46 

110 

99.54 

5.00 

4.98 

0.0018 

0.0094 

10.46 

120 

109.54 

5.00 

5.48 

0.0015 

0.0071 

5.49 

110 

104.51 

5.00 

5.23 

0.0018 

0.0012 

5.49 

110 

104.51 

5.00 

5.23 

0.0018 

0.0326 

9.36 

110 

100.64 

5.00 

5.03 

0.0018 

0.0030 

9.36 

110 

100.64 

5.00 

5.03 

0.0018 

0.0259 

8.59 

100 

91.41 

3.00 

2.74 

0.0020 

0.0002 

8.59 

100 

91.41 

3.00 

2.74 

0.0020 

0.0006 

8.01 

120 

111.99 

4.00 

4.48 

0.0018 

0.0069 

6.73 

110 

103.27 

5.00 

5.16 

0.0018 

0.0001 

6.73 

120 

113.27 

5.00 

5.66 

0.0015 

0.0344 

6.73 

120 

113.27 

5.00 

5.66 

0.0015 

0.0028 

10.34 

110 

99.66 

5.00 

4.98 

0.0018 

0.0402 

10.34 

120 

109.66 

5.00 

5.48 

0.0015 

0.0351 

10.34 

110 

99.66 

5.00 

4.98 

0.0018 

0.0005 

10.34 

120 

109.66 

5.00 

5.48 

0.0015 

0.0126 














































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

7.34 

120 

112.66 

5.00 

5.63 

0.0015 

0.0052 

4.31 

110 

105.69 

5.00 

5.28 

0.0018 

0.0055 

7.76 

100 

92.24 

3.00 

2.77 

0.0020 

0.0005 

9.74 

110 

100.26 

5.00 

5.01 

0.0018 

0.0193 

9.74 

120 

110.26 

5.00 

5.51 

0.0015 

0.0019 

8.90 

100 

91.10 

3.00 

2.73 

0.0020 

0.0127 

8.90 

100 

91.10 

3.00 

2.73 

0.0020 

0.0317 

9.28 

120 

110.72 

4.00 

4.43 

0.0018 

0.0249 

9.28 

100 

90.72 

3.00 

2.72 

0.0020 

0.0083 

6.64 

120 

113.36 

4.00 

4.53 

0.0018 

0.0000 

6.64 

100 

93.36 

3.00 

2.80 

0.0020 

0.0098 

9.43 

120 

110.57 

4.00 

4.42 

0.0018 

0.0049 

9.43 

120 

110.57 

4.00 

4.42 

0.0018 

0.0237 

5.29 

120 

114.71 

4.00 

4.59 

0.0018 

0.0153 

5.29 

100 

94.71 

3.00 

2.84 

0.0020 

0.0007 

6.68 

120 

113.32 

4.00 

4.53 

0.0018 

0.0222 

6.68 

100 

93.32 

3.00 

2.80 

0.0020 

0.0067 

9.30 

100 

90.70 

3.00 

2.72 

0.0020 

0.0050 

8.90 

120 

111.10 

4.00 

4.44 

0.0018 

0.0003 

8.90 

100 

91.10 

3.00 

2.73 

0.0020 

0.0090 

10.11 

120 

109.89 

4.00 

4.40 

0.0018 

0.0147 

8.28 

100 

91.72 

3.00 

2.75 

0.0020 

0.0010 

8.81 

120 

111.19 

4.00 

4.45 

0.0018 

0.0133 

8.81 

120 

111.19 

4.00 

4.45 

0.0018 

0.0024 

9.81 

120 

110.19 

4.00 

4.41 

0.0018 

0.0237 

9.31 

120 

110.69 

4.00 

4.43 

0.0018 

0.0236 

9.31 

120 

110.69 

4.00 

4.43 

0.0018 

0.0033 

7.05 

110 

102.95 

5.00 

5.15 

0.0018 

0.0037 

7.05 

120 

112.95 

5.00 

5.65 

0.0015 

0.0033 

7.05 

110 

102.95 

5.00 

5.15 

0.0018 

0.0002 

7.05 

120 

112.95 

5.00 

5.65 

0.0015 

0.0137 

8.94 

100 

91.06 

3.00 

2.73 

0.0020 

0.0041 

8.94 

100 

91.06 

3.00 

2.73 

0.0020 

0.0050 

9.38 

120 

110.62 

5.00 

5.53 

0.0015 

0.0244 

9.75 

110 

100.25 

5.00 

5.01 

0.0018 

0.0014 

9.75 

110 

100.25 

5.00 

5.01 

0.0018 

0.0154 

6.21 

110 

103.79 

5.00 

5.19 

0.0018 

0.0003 

6.21 

110 

103.79 

5.00 

5.19 

0.0018 

0.0115 

8.65 

120 

111.35 

4.00 

4.45 

0.0018 

0.0207 

4.34 

110 

105.66 

5.00 

5.28 

0.0018 

0.0065 

5.98 

110 

104.02 

5.00 

5.20 

0.0018 

0.0217 

8.61 

120 

111.39 

5.00 

5.57 

0.0015 

0.0036 

8.61 

120 

111.39 

5.00 

5.57 

0.0015 

0.0079 

10.85 

120 

109.15 

4.00 

4.37 

0.0018 

0.0058 

10.85 

100 

89.15 

3.00 

2.67 

0.0020 

0.0065 

10.85 

120 

109.15 

4.00 

4.37 

0.0018 

0.0048 

3.97 

110 

106.03 

5.00 

5.30 

0.0018 

0.0064 

3.97 

110 

106.03 

5.00 

5.30 

0.0018 

0.0906 

9.99 

100 

90.01 

3.00 

2.70 

0.0020 

0.0061 

13.29 

120 

106.71 

5.00 

5.34 

0.0015 

0.0233 

5.56 

110 

104.44 

5.00 

5.22 

0.0018 

0.0197 

5.56 

110 

104.44 

5.00 

5.22 

0.0018 

0.0530 

5.56 

120 

114.44 

5.00 

5.72 

0.0015 

0.0003 

5.35 

110 

104.65 

5.00 

5.23 

0.0018 

0.0039 

5.35 

110 

104.65 

5.00 

5.23 

0.0018 

0.0789 






















































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

9.30 

120 

110.70 

4.00 

4.43 

0.0018 

0.0095 

5.80 

120 

114.20 

4.00 

4.57 

0.0018 

0.0014 

5.80 

100 

94.20 

3.00 

2.83 

0.0020 

0.0008 

9.77 

120 

110.23 

4.00 

4.41 

0.0018 

0.0181 

9.77 

100 

90.23 

3.00 

2.71 

0.0020 

0.0007 

5.37 

120 

114.63 

4.00 

4.59 

0.0018 

0.0091 

5.37 

100 

94.63 

3.00 

2.84 

0.0020 

0.0002 

9.95 

120 

110.05 

4.00 

4.40 

0.0018 

0.0020 

8.77 

120 

111.23 

4.00 

4.45 

0.0018 

0.0121 

8.77 

100 

91.23 

3.00 

2.74 

0.0020 

0.0106 

8.81 

120 

111.19 

4.00 

4.45 

0.0018 

0.0229 

8.81 

120 

111.19 

4.00 

4.45 

0.0018 

0.0052 

8.81 

120 

111.19 

4.00 

4.45 

0.0018 

0.0000 

5.45 

110 

104.55 

5.00 

5.23 

0.0018 

0.0025 

5.45 

110 

104.55 

5.00 

5.23 

0.0018 

0.0365 

8.36 

120 

111.64 

4.00 

4.47 

0.0018 

0.0210 

8.36 

100 

91.64 

3.00 

2.75 

0.0020 

0.0001 

8.43 

110 

101.57 

5.00 

5.08 

0.0018 

0.0075 

8.43 

120 

111.57 

5.00 

5.58 

0.0015 

0.0494 

8.43 

110 

101.57 

5.00 

5.08 

0.0018 

0.0279 

8.43 

120 

111.57 

5.00 

5.58 

0.0015 

0.0187 

10.63 

110 

99.37 

5.00 

4.97 

0.0018 

0.0420 

10.63 

110 

99.37 

5.00 

4.97 

0.0018 

0.0004 

10.07 

110 

99.93 

5.00 

5.00 

0.0018 

0.0127 

5.70 

110 

104.30 

5.00 

5.22 

0.0018 

0.0008 

5.70 

120 

114.30 

5.00 

5.72 

0.0015 

0.0094 

5.70 

120 

114.30 

5.00 

5.72 

0.0015 

0.0155 

9.69 

120 

110.31 

4.00 

4.41 

0.0018 

0.0002 

9.33 

120 

110.67 

4.00 

4.43 

0.0018 

0.0010 

9.33 

100 

90.67 

3.00 

2.72 

0.0020 

0.0036 

9.00 

120 

111.00 

4.00 

4.44 

0.0018 

0.0003 

9.33 

120 

110.67 

4.00 

4.43 

0.0018 

0.0014 

9.33 

100 

90.67 

3.00 

2.72 

0.0020 

0.0065 

8.76 

120 

111.24 

4.00 

4.45 

0.0018 

0.0103 

3.98 

110 

106.02 

5.00 

5.30 

0.0018 

0.0104 

3.98 

110 

106.02 

5.00 

5.30 

0.0018 

0.0175 

8.98 

120 

111.02 

5.00 

5.55 

0.0015 

0.0224 

8.58 

120 

111.42 

4.00 

4.46 

0.0018 

0.0285 

8.58 

100 

91.42 

3.00 

2.74 

0.0020 

0.0056 

8.58 

120 

111.42 

4.00 

4.46 

0.0018 

0.0042 

8.58 

100 

91.42 

3.00 

2.74 

0.0020 

0.0008 

8.58 

120 

111.42 

4.00 

4.46 

0.0018 

0.0001 

5.68 

110 

104.32 

5.00 

5.22 

0.0018 

0.0361 

4.98 

110 

105.02 

5.00 

5.25 

0.0018 

0.0007 

4.98 

110 

105.02 

5.00 

5.25 

0.0018 

0.0338 

8.91 

110 

101.09 

5.00 

5.05 

0.0018 

0.0228 

16.87 

110 

93.13 

5.00 

4.66 

0.0018 

0.0048 

6.01 

110 

103.99 

5.00 

5.20 

0.0018 

0.0149 

6.01 

110 

103.99 

5.00 

5.20 

0.0018 

0.0016 

9.38 

120 

110.62 

4.00 

4.42 

0.0018 

0.0213 

9.38 

120 

110.62 

4.00 

4.42 

0.0018 

0.0129 

13.12 

110 

96.88 

5.00 

4.84 

0.0018 

0.0179 

13.12 

120 

106.88 

5.00 

5.34 

0.0015 

0.0235 

6.39 

110 

103.61 

5.00 

5.18 

0.0018 

0.0149 

6.39 

120 

113.61 

5.00 

5.68 

0.0015 

0.0003 









































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

6.39 

110 

103.61 

5.00 

5.18 

0.0018 

0.0268 

6.39 

120 

113.61 

5.00 

5.68 

0.0015 

0.0021 

6.52 

110 

103.48 

5.00 

5.17 

0.0018 

0.0078 

6.52 

110 

103.48 

5.00 

5.17 

0.0018 

0.0007 

6.52 

120 

113.48 

5.00 

5.67 

0.0015 

0.0002 

5.21 

110 

104.79 

5.00 

5.24 

0.0018 

0.0022 

5.21 

120 

114.79 

5.00 

5.74 

0.0015 

0.0057 

5.21 

110 

104.79 

5.00 

5.24 

0.0018 

0.0623 

5.21 

120 

114.79 

5.00 

5.74 

0.0015 

0.0272 

4.69 

110 

105.31 

5.00 

5.27 

0.0018 

0.0627 

4.69 

110 

105.31 

5.00 

5.27 

0.0018 

0.0269 

4.69 

110 

105.31 

5.00 

5.27 

0.0018 

0.0123 

5.54 

120 

114.46 

4.00 

4.58 

0.0018 

0.0050 

5.54 

100 

94.46 

3.00 

2.83 

0.0020 

0.0002 

6.01 

110 

103.99 

5.00 

5.20 

0.0018 

0.0000 

6.01 

120 

113.99 

5.00 

5.70 

0.0015 

0.0057 

6.01 

120 

113.99 

5.00 

5.70 

0.0015 

0.0013 

6.01 

120 

113.99 

5.00 

5.70 

0.0015 

0.0000 

9.84 

120 

110.16 

4.00 

4.41 

0.0018 

0.0000 

9.84 

100 

90.16 

3.00 

2.70 

0.0020 

0.0051 

9.84 

120 

110.16 

4.00 

4.41 

0.0018 

0.0000 

9.84 

100 

90.16 

3.00 

2.70 

0.0020 

0.0049 

8.86 

120 

111.14 

4.00 

4.45 

0.0018 

0.0128 

8.86 

100 

91.14 

3.00 

2.73 

0.0020 

0.0128 

9.57 

120 

110.43 

4.00 

4.42 

0.0018 

0.0104 

8.04 

110 

101.96 

5.00 

5.10 

0.0018 

0.0146 

7.79 

120 

112.21 

4.00 

4.49 

0.0018 

0.0196 

7.79 

120 

112.21 

4.00 

4.49 

0.0018 

0.0040 

8.22 

120 

111.78 

4.00 

4.47 

0.0018 

0.0230 

8.22 

100 

91.78 

3.00 

2.75 

0.0020 

0.0110 

8.22 

120 

111.78 

4.00 

4.47 

0.0018 

0.0000 

8.91 

120 

111.09 

4.00 

4.44 

0.0018 

0.0130 

7.88 

120 

112.12 

4.00 

4.48 

0.0018 

0.0100 

10.63 

120 

109.37 

5.00 

5.47 

0.0015 

0.0002 

6.49 

110 

103.51 

5.00 

5.18 

0.0018 

0.0019 

8.67 

120 

111.33 

4.00 

4.45 

0.0018 

0.0000 

10.08 

120 

109.92 

5.00 

5.50 

0.0015 

0.0053 

10.08 

120 

109.92 

5.00 

5.50 

0.0015 

0.0054 

4.95 

110 

105.05 

5.00 

5.25 

0.0018 

0.0011 

8.57 

110 

101.43 

5.00 

5.07 

0.0018 

0.0000 

8.57 

120 

111.43 

5.00 

5.57 

0.0015 

0.0015 

8.57 

110 

101.43 

5.00 

5.07 

0.0018 

0.0003 

8.57 

120 

111.43 

5.00 

5.57 

0.0015 

0.0133 

3.94 

110 

106.06 

5.00 

5.30 

0.0018 

0.0055 

3.94 

110 

106.06 

5.00 

5.30 

0.0018 

0.0430 

13.11 

110 

96.89 

5.00 

4.84 

0.0018 

0.0001 

13.11 

120 

106.89 

5.00 

5.34 

0.0015 

0.0000 

6.45 

110 

103.55 

5.00 

5.18 

0.0018 

0.0238 

9.33 

110 

100.67 

5.00 

5.03 

0.0018 

0.0227 

9.33 

110 

100.67 

5.00 

5.03 

0.0018 

0.0164 

7.88 

120 

112.12 

5.00 

5.61 

0.0015 

0.0010 

9.89 

120 

110.11 

4.00 

4.40 

0.0018 

0.0000 

8.75 

100 

91.25 

3.00 

2.74 

0.0020 

0.0025 

8.75 

100 

91.25 

3.00 

2.74 

0.0020 

0.0015 

8.65 

100 

91.35 

3.00 

2.74 

0.0020 

0.0000 


































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 


Census Code 


Zone (Fresh 
/ Saline) 


Ajlaiyan 


Amliya Fala 


Babrikhera 


0826001003272900 


0827000103291700 


0826001003288400 


1.61 Fresh 


2.62 Fresh 


2.42 Fresh 


Badla 

0826001003285300 

3.21 

Fresh 

Baleori 

0826001003285700 

5.41 

Fresh 

Banjariya 

0826001003274500 

3.37 

Fresh 

Barna 

0826001003288000 

1.16 

Fresh 


Baron Ka Sher 

0827000103290300 

1.67 

Fresh 

Beechhiwara 

0826001003287600 

3.77 

Fresh 

Bhaloon 

0826001003288800 

2.48 

Fresh 


Bharda 

0826001003273000 

1.42 

Fresh 

Bhauwa 

0826001003286300 

6.75 

Fresh 

Bhimpur 

0826001003288100 

1.31 

Fresh 


Bhoodar 

0826001003271000 

12.38 

Fresh 

Bhuwali 

0827000103289900 

4.31 

Fresh 

Bokhla 

0827000103291000 

4.01 

Fresh 

Chikla 

0826001003272300 

2.01 

Fresh 

Chorai 

0826001003287500 

4.42 

Fresh 


Dachki @ Jaswantpura 

0827000103292600 

4.63 

Fresh 

Depur 

0826001003289300 

7.07 

Fresh 


Dewalkhas 

0827000103290500 

3.06 

Fresh 

Dhanol 

0826001003283400 

4.50 

Fresh 

Dhelana 

0826001003288700 

3.82 

Fresh 

Forest 

0827000127900002 

9.12 

Fresh 

Gadawan Kakan 

0826001003266100 

12.44 

Fresh 

Gamri Dewal 

0827000103290700 

2.79 

Fresh 

Garduna 

0827000103290000 

3.71 

Fresh 

Ghata 

0826001003272400 

0.50 

Fresh 

Ghodi 

0826001003285800 

5.36 

Fresh 

Gumanpura 

0826001003288600 

5.75 

Fresh 

Hathiya 

0826001003270800 

1.70 

Fresh 

Jalpaka 

0826001003266600 

4.03 

Fresh 

Kagdar Bhatiya 

0826001003286100 

11.41 

Fresh 


Kandal 

0826001003285400 

3.82 

Fresh 

Kandula 

0827000103292400 

5.36 

Fresh 

Kanuwara 

0826001003273100 

11.17 

Fresh 

Karnauwa 

0826001003285500 

3.03 

Fresh 

Kesarpura 

0826001003286400 

4.91 

Fresh 

Khandiovri Nichla Phala 

0826001003286000 

8.65 

Fresh 


Khandiovri Uplaphala 

0826001003274400 

3.28 

Fresh 

Khanmeen 

0826001003285600 

5.99 

Fresh 

Khootaneri 

0826001003272500 

0.80 

Fresh 

Kojawara 

0826001003266500 

9.60 

Fresh 

Larathi 

0826001003270600 

12.37 

Fresh 

Magra 

0826001003266200 

7.40 

Fresh 

Makarjapa 

0826001003272600 

2.87 

Fresh 

Mandwa Phala Kagdar 

0826001003286200 

6.27 

Fresh 


Type of Area 
(Command / Non¬ 
command) 

Non-command 

Non-command 

Non-command 

Command 

Non-command 

Non-command 

Non-command 

Non-command 

Command 

Non-command 

Non-command 

Non-command 

Command 

Non-command 

Non-command 

Non-command 

Command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Command 

Non-command 

Non-command 

Command 

Non-command 

Non-command 

Command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Command 

Non-command 

Non-command 

Non-command 

Command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 


Hydrogeological Unit 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

7.23 

100 

92.77 

3.00 

2.78 

0.0020 

0.0090 

6.04 

125 

118.96 

5.00 

5.95 

0.0020 

0.0051 

12.97 

100 

87.03 

3.00 

2.61 

0.0020 

0.0064 

12.97 

100 

87.03 

3.00 

2.61 

0.0020 

0.0054 

11.68 

100 

88.32 

3.00 

2.65 

0.0020 

0.0003 

10.52 

100 

89.48 

3.00 

2.68 

0.0020 

0.0290 

12.13 

100 

87.87 

3.00 

2.64 

0.0020 

0.0016 

10.05 

100 

89.95 

3.00 

2.70 

0.0020 

0.0008 

10.05 

100 

89.95 

3.00 

2.70 

0.0020 

0.0053 

11.99 

125 

113.01 

5.00 

5.65 

0.0020 

0.0189 

6.49 

100 

93.51 

3.00 

2.81 

0.0020 

0.0017 

4.79 

100 

95.21 

3.00 

2.86 

0.0020 

0.0001 

4.79 

100 

95.21 

3.00 

2.86 

0.0020 

0.0066 

5.31 

100 

94.69 

3.00 

2.84 

0.0020 

0.0081 

9.69 

100 

90.31 

3.00 

2.71 

0.0020 

0.0000 

10.75 

100 

89.25 

3.00 

2.68 

0.0020 

0.0069 

10.75 

100 

89.25 

3.00 

2.68 

0.0020 

0.0001 

4.16 

100 

95.84 

3.00 

2.88 

0.0020 

0.0655 

9.76 

125 

115.24 

5.00 

5.76 

0.0020 

0.0489 

7.38 

125 

117.62 

5.00 

5.88 

0.0020 

0.0059 

8.76 

100 

91.24 

3.00 

2.74 

0.0020 

0.0100 

5.44 

100 

94.56 

3.00 

2.84 

0.0020 

0.0040 

5.44 

100 

94.56 

3.00 

2.84 

0.0020 

0.0014 

11.93 

125 

113.07 

5.00 

5.65 

0.0020 

0.0109 

8.77 

100 

91.23 

3.00 

2.74 

0.0020 

0.0062 

8.77 

100 

91.23 

3.00 

2.74 

0.0020 

0.0076 

14.35 

125 

110.65 

5.00 

5.53 

0.0020 

0.0040 

8.75 

100 

91.25 

3.00 

2.74 

0.0020 

0.0029 

4.98 

100 

95.02 

3.00 

2.85 

0.0020 

0.0201 

8.05 

125 

116.95 

5.00 

5.85 

0.0020 

0.0220 

8.37 

100 

91.63 

3.00 

2.75 

0.0020 

0.0013 

5.38 

125 

119.62 

5.00 

5.98 

0.0020 

0.0194 

9.50 

125 

115.50 

5.00 

5.78 

0.0020 

0.0428 

7.22 

100 

92.78 

3.00 

2.78 

0.0020 

0.0026 

10.18 

100 

89.82 

3.00 

2.69 

0.0020 

0.0277 

6.57 

100 

93.43 

3.00 

2.80 

0.0020 

0.0197 

4.71 

100 

95.29 

3.00 

2.86 

0.0020 

0.0066 

7.59 

100 

92.41 

3.00 

2.77 

0.0020 

0.0004 

10.21 

100 

89.79 

3.00 

2.69 

0.0020 

0.0288 

10.21 

100 

89.79 

3.00 

2.69 

0.0020 

0.0265 

11.75 

100 

88.25 

3.00 

2.65 

0.0020 

0.0098 

11.32 

125 

113.68 

5.00 

5.68 

0.0020 

0.0035 

9.26 

100 

90.74 

3.00 

2.72 

0.0020 

0.0492 

10.89 

100 

89.11 

3.00 

2.67 

0.0020 

0.0155 

5.88 

100 

94.12 

3.00 

2.82 

0.0020 

0.0053 

10.70 

100 

89.30 

3.00 

2.68 

0.0020 

0.0274 

10.70 

100 

89.30 

3.00 

2.68 

0.0020 

0.0143 

11.79 

100 

88.21 

3.00 

2.65 

0.0020 

0.0075 

11.13 

100 

88.87 

3.00 

2.67 

0.0020 

0.0313 

3.48 

100 

96.52 

3.00 

2.90 

0.0020 

0.0036 

6.46 

100 

93.54 

3.00 

2.81 

0.0020 

0.0313 

9.50 

100 

90.50 

3.00 

2.71 

0.0020 

0.0032 

8.07 

100 

91.93 

3.00 

2.76 

0.0020 

0.0164 

6.33 

100 

93.67 

3.00 

2.81 

0.0020 

0.0002 

9.68 

100 

90.32 

3.00 

2.71 

0.0020 

0.0028 























































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

9.68 

100 

90.32 

3.00 

2.71 

0.0020 

0.0220 

8.08 

100 

91.92 

3.00 

2.76 

0.0020 

0.0079 

8.08 

100 

91.92 

3.00 

2.76 

0.0020 

0.0321 

9.30 

100 

90.70 

3.00 

2.72 

0.0020 

0.0059 

11.30 

100 

88.70 

3.00 

2.66 

0.0020 

0.0003 

11.34 

100 

88.66 

3.00 

2.66 

0.0020 

0.0070 

10.87 

100 

89.13 

3.00 

2.67 

0.0020 

0.0018 

9.41 

100 

90.59 

3.00 

2.72 

0.0020 

0.0251 

9.52 

100 

90.48 

3.00 

2.71 

0.0020 

0.0017 

9.52 

100 

90.48 

3.00 

2.71 

0.0020 

0.0229 

6.71 

100 

93.29 

3.00 

2.80 

0.0020 

0.0327 

6.71 

100 

93.29 

3.00 

2.80 

0.0020 

0.0021 

12.68 

100 

87.32 

3.00 

2.62 

0.0020 

0.0027 

12.68 

100 

87.32 

3.00 

2.62 

0.0020 

0.0008 

4.03 

100 

95.97 

3.00 

2.88 

0.0020 

0.0342 

12.81 

125 

112.19 

5.00 

5.61 

0.0020 

0.2359 

7.66 

125 

117.34 

5.00 

5.87 

0.0020 

0.0756 

10.88 

125 

114.12 

5.00 

5.71 

0.0020 

0.1078 

11.66 

100 

88.34 

3.00 

2.65 

0.0020 

0.0120 

7.03 

100 

92.97 

3.00 

2.79 

0.0020 

0.0141 

6.38 

100 

93.62 

3.00 

2.81 

0.0020 

0.0058 

7.69 

100 

92.31 

3.00 

2.77 

0.0020 

0.0072 

7.76 

100 

92.24 

3.00 

2.77 

0.0020 

0.0042 

14.33 

125 

110.67 

5.00 

5.53 

0.0020 

0.0318 

11.06 

100 

88.94 

3.00 

2.67 

0.0020 

0.0001 

10.28 

100 

89.72 

3.00 

2.69 

0.0020 

0.0056 

11.48 

125 

113.52 

5.00 

5.68 

0.0020 

0.0033 

4.41 

100 

95.59 

3.00 

2.87 

0.0020 

0.0058 

11.48 

100 

88.52 

3.00 

2.66 

0.0020 

0.0037 

11.45 

100 

88.56 

3.00 

2.66 

0.0020 

0.0000 

12.51 

125 

112.49 

5.00 

5.62 

0.0020 

0.0597 

7.90 

125 

117.10 

5.00 

5.86 

0.0020 

0.0104 

9.42 

100 

90.58 

3.00 

2.72 

0.0020 

0.0000 

9.87 

100 

90.13 

3.00 

2.70 

0.0020 

0.0126 

8.78 

100 

91.22 

3.00 

2.74 

0.0020 

0.0899 

8.57 

125 

116.43 

5.00 

5.82 

0.0020 

0.1711 

9.73 

100 

90.27 

3.00 

2.71 

0.0020 

0.0007 

10.51 

100 

89.49 

3.00 

2.68 

0.0020 

0.0077 

10.51 

100 

89.49 

3.00 

2.68 

0.0020 

0.0115 

7.60 

125 

117.40 

5.00 

5.87 

0.0020 

0.0044 

11.43 

100 

88.57 

3.00 

2.66 

0.0020 

0.0000 

4.03 

100 

95.97 

3.00 

2.88 

0.0020 

0.0218 

10.11 

100 

89.89 

3.00 

2.70 

0.0020 

0.0067 

10.11 

100 

89.89 

3.00 

2.70 

0.0020 

0.0044 

13.11 

125 

111.89 

5.00 

5.59 

0.0020 

0.0007 

5.92 

100 

94.08 

3.00 

2.82 

0.0020 

0.0041 

7.94 

125 

117.06 

5.00 

5.85 

0.0020 

0.0332 

4.54 

125 

120.46 

5.00 

6.02 

0.0020 

0.0037 

6.23 

125 

118.77 

5.00 

5.94 

0.0020 

0.0117 

7.31 

125 

117.69 

5.00 

5.88 

0.0020 

0.0197 

6.17 

125 

118.83 

5.00 

5.94 

0.0020 

0.0100 

12.68 

125 

112.32 

5.00 

5.62 

0.0020 

0.0219 

9.53 

125 

115.47 

5.00 

5.77 

0.0020 

0.0404 

10.30 

125 

114.70 

5.00 

5.73 

0.0020 

0.0137 

6.25 

125 

118.75 

5.00 

5.94 

0.0020 

0.0432 


























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


09006057 


Village Name 

Census Code 

Dabela 

0827000103313100 

Damri 

0827000103313300 

Dara 

0827000103315900 

Deoli 

0827000103315800 

Devsomnath 

0827000103302000 

Dhamala 

0827000103304300 

Dhani Ghatau 

0827000103303500 

Dhawari 

0827000103301500 

Dolwar Nichali 

0827000103316300 

Dolwar Upli 

0827000103316000 

Dovra 

0827000103313200 

Faloj 

0827000103303300 

Forest 

0827000127900010 

Garda 

0827000103301600 

Ghatau 

0827000103303600 

Gokal Pura 

0827000103304800 

Hathai 

0827000103303000 

Heeratan 

0827000103316700 

Kesar Pura 

0827000103304100 

Khajooriya 

0827000103303200 

Khara 

0827000103315700 

Khera Kachwasa 

0827000103303900 

Kherwara Seedri 

0827000103313000 

Manpur 

0827000103304500 

Moth 

0827000103301900 

Narniya 

0827000103313400 

Naya Gaon 

0827000103312900 

Nejpur 

0827000103312500 

Orwariya 

0827000103301800 

Pagara 

0827000103303700 

Palbassi 

0827000103301400 

Palmathu Gamra 

0827000103304600 

Parda Chaubisan 

0827000103301700 

Patli 

0827000103313500 

Phooti Talai 

0827000103303400 

Punali 

0827000103314500 

Raghunath Pura 

0827000103303100 

Ransagar Pachor 

0827000103303800 

Sarkan Kopcha With Chak 

0827000103312300 

Sarkan Sai 

0827000103305200 

Savgar 

0827000103302300 

Shaktawaton Ka Gurha 

0826000903263700 

Siyal Dari 

0827000103305000 

Sulai 

0827000103304000 

Teejwar 

0827000103305100 

Undarda 

0827000103312700 

Upargam 

0827000103312600 

Veerpur With Chak 

0827000103305300 

Wada Punali 

0827000103314400 

Amarpura 

0826000503159100 

Amdari 

0826000503158200 

Babarmal 

0826000903246200 

Baleecha 

0826000503153500 

Barapal 

0826000503158900 

Bari 

0826000403127600 


Zone (Fresh 
/ Saline) 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hydrogeological Unit 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

7.33 

125 

117.67 

5.00 

5.88 

0.0020 

0.0163 

6.18 

125 

118.82 

5.00 

5.94 

0.0020 

0.0349 

6.25 

125 

118.75 

5.00 

5.94 

0.0020 

0.0080 

6.35 

125 

118.65 

5.00 

5.93 

0.0020 

0.0123 

9.52 

125 

115.48 

5.00 

5.77 

0.0020 

0.0135 

10.69 

125 

114.31 

5.00 

5.72 

0.0020 

0.0354 

7.65 

125 

117.35 

5.00 

5.87 

0.0020 

0.0369 

8.88 

125 

116.12 

5.00 

5.81 

0.0020 

0.0287 

7.86 

125 

117.14 

5.00 

5.86 

0.0020 

0.0005 

6.24 

125 

118.76 

5.00 

5.94 

0.0020 

0.0029 

7.46 

125 

117.54 

5.00 

5.88 

0.0020 

0.0250 

6.55 

125 

118.45 

5.00 

5.92 

0.0020 

0.0651 

8.85 

125 

116.15 

5.00 

5.81 

0.0020 

0.0221 

11.25 

125 

113.75 

5.00 

5.69 

0.0020 

0.0201 

12.91 

125 

112.09 

5.00 

5.60 

0.0020 

0.0321 

9.64 

125 

115.36 

5.00 

5.77 

0.0020 

0.0006 

6.28 

125 

118.72 

5.00 

5.94 

0.0020 

0.0000 

4.59 

125 

120.41 

5.00 

6.02 

0.0020 

0.0000 

15.43 

125 

109.57 

5.00 

5.48 

0.0020 

0.0275 

7.51 

125 

117.49 

5.00 

5.87 

0.0020 

0.0017 

6.52 

125 

118.48 

5.00 

5.92 

0.0020 

0.0047 

14.34 

125 

110.66 

5.00 

5.53 

0.0020 

0.0225 

7.10 

125 

117.90 

5.00 

5.90 

0.0020 

0.0218 

8.66 

125 

116.34 

5.00 

5.82 

0.0020 

0.0600 

9.19 

125 

115.81 

5.00 

5.79 

0.0020 

0.0167 

6.76 

125 

118.24 

5.00 

5.91 

0.0020 

0.0472 

6.59 

125 

118.41 

5.00 

5.92 

0.0020 

0.0181 

5.30 

125 

119.70 

5.00 

5.99 

0.0020 

0.0248 

12.23 

125 

112.77 

5.00 

5.64 

0.0020 

0.0358 

12.19 

125 

112.81 

5.00 

5.64 

0.0020 

0.0381 

13.02 

125 

111.98 

5.00 

5.60 

0.0020 

0.0717 

10.02 

125 

114.98 

5.00 

5.75 

0.0020 

0.0119 

14.21 

125 

110.79 

5.00 

5.54 

0.0020 

0.0384 

6.09 

125 

118.91 

5.00 

5.95 

0.0020 

0.0344 

7.82 

125 

117.18 

5.00 

5.86 

0.0020 

0.0261 

6.86 

125 

118.14 

5.00 

5.91 

0.0020 

0.0426 

8.76 

125 

116.24 

5.00 

5.81 

0.0020 

0.0008 

8.30 

125 

116.70 

5.00 

5.84 

0.0020 

0.0151 

4.53 

125 

120.47 

5.00 

6.02 

0.0020 

0.0076 

9.33 

125 

115.67 

5.00 

5.78 

0.0020 

0.0365 

8.39 

125 

116.61 

5.00 

5.83 

0.0020 

0.0018 

7.85 

100 

92.15 

3.00 

2.76 

0.0020 

0.0001 

14.03 

125 

110.97 

5.00 

5.55 

0.0020 

0.0071 

7.11 

125 

117.89 

5.00 

5.89 

0.0020 

0.0784 

12.31 

125 

112.69 

5.00 

5.63 

0.0020 

0.0176 

6.41 

125 

118.59 

5.00 

5.93 

0.0020 

0.0400 

6.20 

125 

118.80 

5.00 

5.94 

0.0020 

0.0861 

14.79 

125 

110.21 

5.00 

5.51 

0.0020 

0.0084 

5.98 

125 

119.02 

5.00 

5.95 

0.0020 

0.0461 

7.39 

100 

92.61 

3.00 

2.78 

0.0020 

0.0504 

8.97 

100 

91.03 

3.00 

2.73 

0.0020 

0.0081 

11.30 

100 

88.70 

3.00 

2.66 

0.0020 

0.0078 

11.13 

100 

88.87 

3.00 

2.67 

0.0020 

0.0072 

5.27 

100 

94.73 

3.00 

2.84 

0.0020 

0.0686 

3.56 

100 

96.44 

3.00 

2.89 

0.0020 

0.0002 























































































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Gne 

sses(B.G.C) 

Gne 

sses(B.G.C.) 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Phyl 

ite & Schist 

Gneisses(B.G.C) 1 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

7.87 

100 

92.13 

3.00 

2.76 

0.0020 

0.0297 

4.30 

100 

95.70 

3.00 

2.87 

0.0020 

0.0199 

8.85 

100 

91.15 

3.00 

2.73 

0.0020 

0.0000 

7.36 

100 

92.64 

3.00 

2.78 

0.0020 

0.0350 

8.99 

100 

91.01 

3.00 

2.73 

0.0020 

0.0008 

7.77 

100 

92.23 

3.00 

2.77 

0.0020 

0.0062 

6.26 

100 

93.74 

3.00 

2.81 

0.0020 

0.0121 

5.26 

100 

94.74 

3.00 

2.84 

0.0020 

0.0148 

6.23 

100 

93.77 

3.00 

2.81 

0.0020 

0.0091 

6.76 

100 

93.24 

3.00 

2.80 

0.0020 

0.0301 

10.09 

100 

89.91 

3.00 

2.70 

0.0020 

0.0115 

8.97 

100 

91.03 

3.00 

2.73 

0.0020 

0.0149 

7.80 

100 

92.20 

3.00 

2.77 

0.0020 

0.0014 

9.35 

100 

90.65 

3.00 

2.72 

0.0020 

0.0856 

5.47 

100 

94.53 

3.00 

2.84 

0.0020 

0.0699 

5.00 

100 

95.00 

3.00 

2.85 

0.0020 

0.0062 

6.96 

100 

93.04 

3.00 

2.79 

0.0020 

0.0390 

5.60 

100 

94.40 

3.00 

2.83 

0.0020 

0.0267 

9.02 

100 

90.98 

3.00 

2.73 

0.0020 

0.0229 

8.48 

100 

91.52 

3.00 

2.75 

0.0020 

0.0001 

11.55 

100 

88.45 

3.00 

2.65 

0.0020 

0.0002 

7.70 

100 

92.30 

3.00 

2.77 

0.0020 

0.0000 

9.41 

100 

90.59 

3.00 

2.72 

0.0020 

0.0249 

9.94 

100 

90.06 

3.00 

2.70 

0.0020 

0.0024 

11.27 

100 

88.73 

3.00 

2.66 

0.0020 

0.0035 

8.89 

100 

91.11 

3.00 

2.73 

0.0020 

0.0001 

10.52 

100 

89.48 

3.00 

2.68 

0.0020 

0.0022 

5.70 

100 

94.30 

3.00 

2.83 

0.0020 

0.0505 

8.67 

100 

91.33 

3.00 

2.74 

0.0020 

0.0050 

5.08 

100 

94.92 

3.00 

2.85 

0.0020 

0.0059 

9.02 

100 

90.98 

3.00 

2.73 

0.0020 

0.0339 

8.20 

100 

91.80 

3.00 

2.75 

0.0020 

0.0057 

5.18 

100 

94.82 

3.00 

2.84 

0.0020 

0.0078 

9.33 

100 

90.67 

3.00 

2.72 

0.0020 

0.0055 

9.42 

100 

90.58 

3.00 

2.72 

0.0020 

0.0039 

7.73 

100 

92.27 

3.00 

2.77 

0.0020 

0.0039 

9.73 

100 

90.27 

3.00 

2.71 

0.0020 

0.0443 

7.51 

100 

92.49 

3.00 

2.77 

0.0020 

0.0517 

11.10 

100 

88.90 

3.00 

2.67 

0.0020 

0.0105 

9.73 

100 

90.27 

3.00 

2.71 

0.0020 

0.0195 

8.66 

100 

91.34 

3.00 

2.74 

0.0020 

0.0055 

6.55 

100 

93.45 

3.00 

2.80 

0.0020 

0.0511 

8.98 

100 

91.02 

3.00 

2.73 

0.0020 

0.0171 

4.84 

100 

95.16 

3.00 

2.85 

0.0020 

0.0242 

6.84 

100 

93.16 

3.00 

2.79 

0.0020 

0.0006 

8.57 

100 

91.43 

3.00 

2.74 

0.0020 

0.0172 

8.41 

100 

91.59 

3.00 

2.75 

0.0020 

0.0014 

9.16 

120 

110.84 

4.00 

4.43 

0.0018 

0.0019 

11.41 

120 

108.59 

4.00 

4.34 

0.0018 

0.0028 

11.41 

100 

88.59 

3.00 

2.66 

0.0020 

0.0131 

11.30 

100 

88.70 

3.00 

2.66 

0.0020 

0.0249 

11.53 

100 

88.47 

3.00 

2.65 

0.0020 

0.0007 

10.72 

100 

89.28 

3.00 

2.68 

0.0020 

0.0016 

11.13 

100 

88.87 

3.00 

2.67 

0.0020 

0.0094 

11.46 

120 

108.54 

4.00 

4.34 

0.0018 

0.0215 


















































































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.46 

120 

108.54 

4.00 

4.34 

0.0018 

0.0024 

9.41 

100 

90.59 

3.00 

2.72 

0.0020 

0.0117 

9.41 

100 

90.59 

3.00 

2.72 

0.0020 

0.0004 

7.87 

100 

92.13 

3.00 

2.76 

0.0020 

0.0010 

12.54 

120 

107.46 

4.00 

4.30 

0.0018 

0.0228 

8.75 

120 

111.25 

4.00 

4.45 

0.0018 

0.0019 

8.75 

100 

91.25 

3.00 

2.74 

0.0020 

0.0013 

10.94 

100 

89.06 

3.00 

2.67 

0.0020 

0.0278 

12.79 

120 

107.21 

4.00 

4.29 

0.0018 

0.0105 

12.79 

120 

107.21 

4.00 

4.29 

0.0018 

0.0263 

14.91 

100 

85.09 

3.00 

2.55 

0.0020 

0.0177 

9.93 

120 

110.07 

4.00 

4.40 

0.0018 

0.0085 

9.93 

100 

90.07 

3.00 

2.70 

0.0020 

0.0006 

9.67 

120 

110.33 

4.00 

4.41 

0.0018 

0.0000 

9.67 

100 

90.33 

3.00 

2.71 

0.0020 

0.0026 

9.67 

120 

110.33 

4.00 

4.41 

0.0018 

0.0111 

9.67 

100 

90.33 

3.00 

2.71 

0.0020 

0.0048 

12.11 

100 

87.89 

3.00 

2.64 

0.0020 

0.0072 

10.22 

120 

109.78 

4.00 

4.39 

0.0018 

0.0227 

10.22 

100 

89.78 

3.00 

2.69 

0.0020 

0.0003 

10.79 

100 

89.21 

3.00 

2.68 

0.0020 

0.0109 

10.00 

120 

110.00 

4.00 

4.40 

0.0018 

0.0182 

10.00 

100 

90.00 

3.00 

2.70 

0.0020 

0.0064 

10.00 

120 

110.00 

4.00 

4.40 

0.0018 

0.0003 

11.35 

120 

108.65 

4.00 

4.35 

0.0018 

0.0136 

11.35 

100 

88.65 

3.00 

2.66 

0.0020 

0.0001 

12.42 

100 

87.58 

3.00 

2.63 

0.0020 

0.0178 

6.16 

120 

113.84 

4.00 

4.55 

0.0018 

0.0001 

6.16 

100 

93.84 

3.00 

2.82 

0.0020 

0.0000 

7.92 

120 

112.08 

4.00 

4.48 

0.0018 

0.0028 

7.92 

120 

112.08 

4.00 

4.48 

0.0018 

0.0052 

11.51 

120 

108.49 

4.00 

4.34 

0.0018 

0.0060 

11.51 

100 

88.49 

3.00 

2.65 

0.0020 

0.0184 

9.14 

100 

90.86 

3.00 

2.73 

0.0020 

0.0332 

6.16 

120 

113.84 

4.00 

4.55 

0.0018 

0.0052 

6.16 

120 

113.84 

4.00 

4.55 

0.0018 

0.0211 

6.16 

100 

93.84 

3.00 

2.82 

0.0020 

0.0000 

11.71 

120 

108.29 

4.00 

4.33 

0.0018 

0.0062 

11.71 

100 

88.29 

3.00 

2.65 

0.0020 

0.0048 

6.76 

100 

93.24 

3.00 

2.80 

0.0020 

0.0000 

9.38 

120 

110.62 

4.00 

4.42 

0.0018 

0.0001 

9.38 

100 

90.62 

3.00 

2.72 

0.0020 

0.0397 

9.38 

100 

90.62 

3.00 

2.72 

0.0020 

0.0000 

7.80 

100 

92.20 

3.00 

2.77 

0.0020 

0.0100 

9.35 

100 

90.65 

3.00 

2.72 

0.0020 

0.0316 

10.62 

120 

109.38 

4.00 

4.38 

0.0018 

0.0009 

13.65 

100 

86.35 

3.00 

2.59 

0.0020 

0.0225 

13.21 

100 

86.79 

3.00 

2.60 

0.0020 

0.0075 

9.02 

100 

90.98 

3.00 

2.73 

0.0020 

0.0012 

9.02 

100 

90.98 

3.00 

2.73 

0.0020 

0.0036 

9.92 

120 

110.08 

4.00 

4.40 

0.0018 

0.0029 

9.92 

100 

90.08 

3.00 

2.70 

0.0020 

0.0170 

15.23 

100 

84.77 

3.00 

2.54 

0.0020 

0.0012 

9.36 

100 

90.64 

3.00 

2.72 

0.0020 

0.0185 

7.85 

120 

112.15 

4.00 

4.49 

0.0018 

0.0090 



























































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

7.85 

120 

112.15 

4.00 

4.49 

0.0018 

0.0376 

10.71 

120 

109.29 

4.00 

4.37 

0.0018 

0.0474 

10.71 

100 

89.29 

3.00 

2.68 

0.0020 

0.0159 

11.17 

120 

108.84 

4.00 

4.35 

0.0018 

0.0010 

11.17 

120 

108.84 

4.00 

4.35 

0.0018 

0.0051 

11.17 

100 

88.84 

3.00 

2.67 

0.0020 

0.0014 

10.71 

100 

89.29 

3.00 

2.68 

0.0020 

0.0105 

8.48 

100 

91.52 

3.00 

2.75 

0.0020 

0.0095 

11.40 

120 

108.60 

4.00 

4.34 

0.0018 

0.0012 

8.41 

120 

111.59 

4.00 

4.46 

0.0018 

0.0101 

8.41 

100 

91.59 

3.00 

2.75 

0.0020 

0.0150 

7.70 

100 

92.30 

3.00 

2.77 

0.0020 

0.0105 

10.26 

100 

89.74 

3.00 

2.69 

0.0020 

0.0057 

9.94 

100 

90.06 

3.00 

2.70 

0.0020 

0.0402 

10.72 

100 

89.28 

3.00 

2.68 

0.0020 

0.0070 

10.46 

120 

109.54 

4.00 

4.38 

0.0018 

0.0232 

10.46 

100 

89.54 

3.00 

2.69 

0.0020 

0.0042 

10.46 

120 

109.54 

4.00 

4.38 

0.0018 

0.0015 

9.95 

120 

110.05 

4.00 

4.40 

0.0018 

0.0010 

9.95 

100 

90.05 

3.00 

2.70 

0.0020 

0.0426 

10.52 

100 

89.48 

3.00 

2.68 

0.0020 

0.0046 

9.11 

100 

90.89 

3.00 

2.73 

0.0020 

0.0044 

11.44 

100 

88.56 

3.00 

2.66 

0.0020 

0.0066 

11.46 

120 

108.54 

4.00 

4.34 

0.0018 

0.0005 

11.46 

100 

88.54 

3.00 

2.66 

0.0020 

0.0090 

13.14 

120 

106.86 

4.00 

4.27 

0.0018 

0.0106 

13.14 

120 

106.86 

4.00 

4.27 

0.0018 

0.0914 

9.02 

100 

90.98 

3.00 

2.73 

0.0020 

0.0012 

10.37 

120 

109.63 

4.00 

4.39 

0.0018 

0.0014 

10.37 

100 

89.63 

3.00 

2.69 

0.0020 

0.0184 

8.67 

100 

91.33 

3.00 

2.74 

0.0020 

0.0000 

11.26 

120 

108.74 

4.00 

4.35 

0.0018 

0.0115 

11.26 

120 

108.74 

4.00 

4.35 

0.0018 

0.0436 

11.26 

100 

88.74 

3.00 

2.66 

0.0020 

0.0003 

11.26 

120 

108.74 

4.00 

4.35 

0.0018 

0.0174 

9.73 

100 

90.27 

3.00 

2.71 

0.0020 

0.0052 

9.73 

100 

90.27 

3.00 

2.71 

0.0020 

0.0216 

11.92 

100 

88.08 

3.00 

2.64 

0.0020 

0.0001 

11.10 

100 

88.90 

3.00 

2.67 

0.0020 

0.0008 

9.46 

120 

110.54 

4.00 

4.42 

0.0018 

0.0304 

9.46 

100 

90.54 

3.00 

2.72 

0.0020 

0.0050 

9.46 

120 

110.54 

4.00 

4.42 

0.0018 

0.0000 

9.73 

100 

90.27 

3.00 

2.71 

0.0020 

0.0009 

6.55 

100 

93.45 

3.00 

2.80 

0.0020 

0.0024 

10.98 

120 

109.02 

4.00 

4.36 

0.0018 

0.0054 

10.98 

100 

89.02 

3.00 

2.67 

0.0020 

0.0000 

10.18 

100 

89.82 

3.00 

2.69 

0.0020 

0.0023 

6.84 

100 

93.16 

3.00 

2.79 

0.0020 

0.0014 

9.45 

100 

90.55 

3.00 

2.72 

0.0020 

0.0004 

9.45 

100 

90.55 

3.00 

2.72 

0.0020 

0.0008 

9.35 

100 

90.65 

3.00 

2.72 

0.0020 

0.0038 

9.35 

100 

90.65 

3.00 

2.72 

0.0020 

0.0013 

9.93 

100 

90.07 

3.00 

2.70 

0.0020 

0.0005 

8.24 

100 

91.76 

3.00 

2.75 

0.0020 

0.0339 

9.27 

100 

90.73 

3.00 

2.72 

0.0020 

0.0556 











































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



14001001 


Dhan Ka Wara 


Dolpura 


Garnala Kotra 


Ghoriyawara 


Gumanpura 


Gurha 


Jaipura 


Kalyanpur 


Keekawat 


Kesarpura 


Kundal 


Mahoowara 


Manpura 


Pagara 


Pal Neemoda 


Pal Sarada 


Pal Sepur 


Rajol 


Shyampura 


Somawat 


Thana 


Tokar 


Ugmana Kotra 



Dangra 


Dantwara 


Dhamana 


Gundav 


Hariyali 


Jakhal 


Jerol 


Karwara 


Khara 


Census Code 


0826001003286700 


0826001003287600 


0826001003287400 


0826001003288800 


0826001003287500 


0826000903259300 


0826001003289200 


0826001003272000 


0826001003286600 


0826001003288600 


0826001003288900 


0826001003286900 


0826001003287000 


0826001003286500 


0826001003287100 


0826001003271700 


0826001003286400 


0826000903263000 


0826001003287300 


0826001003287200 


0826001003289100 


0826000903256800 


0826000903259000 


0826000903259100 


0826001003286800 


0826001003289000 


0826001003271400 


0826001003272100 


0826000903262900 


0826001003271900 


0818000602328100 


0818000602326500 


0818000602326700 


0818000602328500 


0818000702335800 


0818000602328600 


0818000602331100 


0818000602326600 


0818000602325700 


0818000602328000 


0818000702336100 


0818000602330900 



Zone (Fresh 
/ Saline) 


5.63 Fresh 


3.77 Fresh 


1.10 Fresh 


2.48 Fresh 


4.42 Fresh 



13.62 Fresh 


2.25 Fresh 


6.99 Fresh 


9.27 Fresh 


5.75 Fresh 


0.85 Fresh 


3.02 Fresh 


3.65 Fresh 


5.94 Fresh 


4.04 Fresh 




1.29 Fresh 


11.92 Fresh 


7.71 Fresh 


11.81 Fresh 


1.86 Fresh 


35.35 Fresh 


4.05 Fresh 


21.40 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 


River Basin: Other Nallahs of Jalore 


Sub Basin: Other Nallahs of Jalore 




Command 

Older Al 

uvium 

Non-command 

Older Al 

uvium 

Command 

Older Al 

uvium 

Non-command 

Older Al 

uvium 

Command 

Older Al 

uvium 

Command 

Older Al 

uvium 

Non-command 

Older Al 

uvium 

Command 

Older Al 

uvium 

Non-command 

Older Al 

uvium 

Command 

Older Al 

uvium 

Non-command 

Older Al 

uvium 

Command 

Older Al 

uvium 

Command 

Older Al 

uvium 

Non-command 

Older Al 

uvium 

Non-command 

Older Al 

uvium 

Non-command 

Older Al 

uvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

6.83 

100 

93.17 

3.00 

2.80 

0.0020 

6.49 

100 

93.51 

3.00 

2.81 

0.0020 

6.49 

100 

93.51 

3.00 

2.81 

0.0020 

4.99 

100 

95.01 

3.00 

2.85 

0.0020 

4.79 

100 

95.21 

3.00 

2.86 

0.0020 

5.44 

100 

94.56 

3.00 

2.84 

0.0020 

5.44 

100 

94.56 

3.00 

2.84 

0.0020 

8.77 

100 

91.23 

3.00 

2.74 

0.0020 

8.77 

100 

91.23 

3.00 

2.74 

0.0020 

7.32 

100 

92.68 

3.00 

2.78 

0.0020 

7.79 

100 

92.21 

3.00 

2.77 

0.0020 

6.56 

100 

93.44 

3.00 

2.80 

0.0020 

6.47 

100 

93.53 

3.00 

2.81 

0.0020 

6.57 

100 

93.43 

3.00 

2.80 

0.0020 

5.00 

100 

95.00 

3.00 

2.85 

0.0020 

6.46 

100 

93.54 

3.00 

2.81 

0.0020 

5.27 

100 

94.73 

3.00 

2.84 

0.0020 

5.27 

100 

94.73 

3.00 

2.84 

0.0020 

6.42 

100 

93.58 

3.00 

2.81 

0.0020 

6.39 

100 

93.61 

3.00 

2.81 

0.0020 

6.39 

100 

93.61 

3.00 

2.81 

0.0020 

10.12 

100 

89.88 

3.00 

2.70 

0.0020 

5.88 

100 

94.12 

3.00 

2.82 

0.0020 

5.91 

100 

94.09 

3.00 

2.82 

0.0020 

5.00 

100 

95.00 

3.00 

2.85 

0.0020 

5.96 

100 

94.04 

3.00 

2.82 

0.0020 

5.88 

100 

94.12 

3.00 

2.82 

0.0020 

11.15 

100 

88.85 

3.00 

2.67 

0.0020 

8.84 

100 

91.16 

3.00 

2.73 

0.0020 

9.39 

100 

90.61 

3.00 

2.72 

0.0020 

5.64 

100 

94.36 

3.00 

2.83 

0.0020 

5.64 

100 

94.36 

3.00 

2.83 

0.0020 

5.73 

100 

94.27 

3.00 

2.83 

0.0020 

9.18 

100 

90.82 

3.00 

2.72 

0.0020 

11.43 

100 

88.57 

3.00 

2.66 

0.0020 

5.52 

100 

94.48 

3.00 

2.83 

0.0020 

6.17 

100 

93.83 

3.00 

2.82 

0.0020 


1.89 

29.98 

135 

105.02 

35.00 

36.76 

0.0150 

19.18 

29.98 

135 

105.02 

35.00 

36.76 

0.0150 

1.68 

24.84 

135 

110.16 

35.00 

38.55 

0.0150 

2.40 

24.84 

135 

110.16 

35.00 

38.55 

0.0150 

0.59 

28.76 

135 

106.24 

35.00 

37.19 

0.0150 

3.69 

31.59 

135 

103.41 

35.00 

36.19 

0.0150 

0.82 

31.59 

135 

103.41 

35.00 

36.19 

0.0150 

1.38 

13.76 

135 

121.24 

35.00 

42.43 

0.0150 

0.26 

24.92 

80 

55.08 

35.00 

19.28 

0.0150 

0.63 

11.92 

135 

123.08 

35.00 

43.08 

0.0150 

17.47 

45.68 

135 

89.32 

35.00 

31.26 

0.0150 

16.48 

23.64 

135 

111.36 

35.00 

38.98 

0.0150 

3.37 

14.43 

135 

120.57 

35.00 

42.20 

0.0150 

0.00 

35.40 

135 

99.60 

35.00 

34.86 

0.0150 

17.65 

46.39 

80 

33.61 

35.00 

11.76 

0.0150 

10.85 

34.96 

135 

100.04 

35.00 

35.01 

0.0150 


Static 

Groundwater 

Resources, 

Mm 3 

0.0187 

0.0165 

0.0029 

0.0062 

0.0068 

0.0101 

0.0095 

0.0004 

0.0224 

0.0255 

0.0104 

0.0206 

0.0498 

0.0126 

0.0048 

0.0126 

0.0047 

0.0148 

0.0306 

0.0012 

0.0020 

0.0136 

0.0029 

0.0004 

0.0096 

0.0047 

0.0075 

0.0001 

0.0019 

0.0000 

0.0223 

0.0001 

0.0073 

0.0072 

0.0001 

0.0022 

0.0094 


1.0403 

10.5747 

0.9721 

1.3859 

0.3275 

2.0019 

0.4428 

0.8794 

0.0759 

0.4091 

8.1926 

9.6352 

2.1308 

0.0024 

3.1136 

5.6986 
























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone (Fresh 
/ Saline) 



14001002 


Kotra 


Lakhawas 


Meerpura 


Mokhatara 


Pur 


Sankar 


Satroo 


Sediya 


Sewara 


Taveedar 


Vadal 


Vodha 


Arnay 


Balana 


Dangra 


Danta 


Dhamana 


Dhanta 


Gang 


Gundav 


Hadetar 


Hariyali 


Harshwara 


Heerpura 


Jakhal 


Jalera Khurd 


Kantol 


Karola 


Kiloopiya 


Kura 


Lachhiwar 


Lachhiwar Ka Goliya 


Mandardi 


Nagolri 


Pal 


Palri Deoran 


Panchla 


Pur 


Sankar 


Sarnau 


Satroo 


Sediya 


Sewara 


Teetop 


0818000702335900 


0818000702335600 


0818000602331000 


0818000702336000 


0818000602330700 


0818000602332900 


0818000702338900 


0818000602331200 


0818000702339000 


0818000702336300 


0818000702338600 


0818000602330800 


0818000602328100 


0818000602328200 


0818000602328500 


0818000602331400 


0818000602328600 


0818000602328300 


0818000702339400 


0818000602331100 


0818000602330400 


0818000602326600 


0818000702339200 


0818000702338800 


0818000602325700 


0818000702338500 


0818000602331500 


0818000602328400 


0818000602330600 


0818000602332700 


0818000702339100 


0818000602333700 


0818000602333800 


0818000702339300 


0818000602330500 


0818000702338700 


0818000602332800 


0818000602332600 


0818000602330700 


0818000602332900 


0818000602331300 


0818000702338900 


0818000602331200 


0818000702339000 


0818000602333600 


24.71 Fresh 


31.86 Fresh 



4.41 Fresh 


13.49 Fresh 


35.35 Fresh 


7.22 Fresh 


14.70 Fresh 


13.02 Fresh 


15.16 Fresh 


16.09 Fresh 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Jalore Granite 

Non-command 

Older Alluvium 

Non-command 

Rhyolite 

Non-command 

Jalore Granite 

Non-command 

Rhyolite 

Non-command 

Older Alluvium 

Non-command 

Jalore Granite 

Non-command 

Rhyolite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Jalore Granite 

Non-command 

Older Alluvium 

Non-command 

Rhyolite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

33.69 

50 

16.31 

35.00 

5.71 

0.0015 

0.0073 

33.69 

80 

46.31 

35.00 

16.21 

0.0150 

2.2663 

33.69 

100 

66.31 

35.00 

23.21 

0.0015 

0.0631 

14.49 

50 

35.51 

35.00 

12.43 

0.0015 

0.0005 

14.49 

100 

85.51 

35.00 

29.93 

0.0015 

0.0521 

47.89 

80 

32.11 

35.00 

11.24 

0.0150 

2.6401 

14.71 

50 

35.29 

35.00 

12.35 

0.0015 

0.0000 

14.71 

100 

85.29 

35.00 

29.85 

0.0015 

0.0220 

40.33 

135 

94.67 

35.00 

33.14 

0.0150 

4.5974 

50.95 

80 

29.05 

35.00 

10.17 

0.0150 

3.9718 

26.76 

135 

108.24 

35.00 

37.88 

0.0150 

1.9355 

53.88 

135 

81.12 

35.00 

28.39 

0.0150 

0.0913 

53.31 

80 

26.69 

35.00 

9.34 

0.0150 

1.5103 

42.21 

135 

92.79 

35.00 

32.48 

0.0150 

4.9215 

57.81 

80 

22.19 

35.00 

7.77 

0.0150 

0.7595 

29.53 

50 

20.47 

35.00 

7.16 

0.0015 

0.0068 

29.53 

80 

50.47 

35.00 

17.66 

0.0150 

0.2012 

29.53 

100 

70.47 

35.00 

24.66 

0.0015 

0.0011 

44.48 

80 

35.52 

35.00 

12.43 

0.0150 

0.0601 

32.75 

135 

102.25 

35.00 

35.79 

0.0150 

5.4948 

29.98 

135 

105.02 

35.00 

36.76 

0.0150 

0.6466 

24.84 

135 

110.16 

35.00 

38.55 

0.0150 

0.2879 

24.84 

135 

110.16 

35.00 

38.55 

0.0150 

0.3952 

13.76 

135 

121.24 

35.00 

42.43 

0.0150 

4.4868 

31.39 

135 

103.61 

35.00 

36.26 

0.0150 

4.1701 

11.92 

135 

123.08 

35.00 

43.08 

0.0150 

1.4230 

22.43 

135 

112.57 

35.00 

39.40 

0.0150 

1.9785 

22.43 

135 

112.57 

35.00 

39.40 

0.0150 

5.4077 

76.39 

80 

3.61 

35.00 

1.26 

0.0150 

0.0038 

45.68 

135 

89.32 

35.00 

31.26 

0.0150 

1.3458 

22.44 

135 

112.56 

35.00 

39.40 

0.0150 

0.0314 

23.64 

135 

111.36 

35.00 

38.98 

0.0150 

0.2380 

58.74 

80 

21.26 

35.00 

7.44 

0.0150 

0.5619 

51.88 

80 

28.12 

35.00 

9.84 

0.0150 

0.0664 

14.43 

135 

120.57 

35.00 

42.20 

0.0150 

0.0139 

48.25 

80 

31.75 

35.00 

11.11 

0.0150 

0.1985 

31.64 

135 

103.36 

35.00 

36.18 

0.0150 

0.0021 

13.43 

135 

121.57 

35.00 

42.55 

0.0150 

5.7971 

24.07 

135 

110.93 

35.00 

38.83 

0.0150 

2.5597 

36.01 

135 

98.99 

35.00 

34.65 

0.0150 

2.4748 

68.36 

80 

11.64 

35.00 

4.07 

0.0150 

0.4239 

53.49 

135 

81.51 

35.00 

28.53 

0.0150 

2.1673 

52.63 

135 

82.37 

35.00 

28.83 

0.0150 

0.2646 

72.94 

80 

7.06 

35.00 

2.47 

0.0150 

0.0104 

26.51 

135 

108.49 

35.00 

37.97 

0.0150 

0.0999 

38.77 

80 

41.23 

35.00 

14.43 

0.0150 

2.7403 

41.31 

135 

93.69 

35.00 

32.79 

0.0150 

4.5062 

36.89 

135 

98.11 

35.00 

34.34 

0.0150 

0.4343 

26.76 

135 

108.24 

35.00 

37.88 

0.0150 

8.4109 

53.88 

135 

81.12 

35.00 

28.39 

0.0150 

12.5819 

38.41 

135 

96.59 

35.00 

33.81 

0.0150 

14.8528 

53.31 

80 

26.69 

35.00 

9.34 

0.0150 

0.5915 

42.21 

135 

92.79 

35.00 

32.48 

0.0150 

5.2883 

57.81 

80 

22.19 

35.00 

7.77 

0.0150 

2.5622 

51.08 

135 

83.92 

35.00 

29.37 

0.0150 

0.3767 




















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


14001003 


14001004 


Village Name 

Census Code 

Vadal 

0818000702338600 

Vasan Deoran 

0818000602333000 

Agar 

0818000602329000 

Amarpura 

0818000602324400 

Amli 

0818000602325300 

Bagsari 

0818000602322900 

Barsam 

0818000602331800 


Zone (Fresh 
/ Saline) 


Bawarla 


Bhadroon 


Bharkua 


Dabal 


Dadoosan 


Dawal 


Dedwa 


Dhamana 


Galifa 


Godaron Ki Dhani (Hanum 


Gomi 


Hadecha 


Haripura Hema Ki Dhani 


Hariyali 


Hidwara 


Isrol 


Jajoosan 


Jakhal 


Janvi 


Jhotra 


Kachhela 


Kamalpura 


Kesoori 


Maliyon Ka Goliya 


Malwara 


Palri Solankiyan 


Parawa 


Ratanpura 


Sanchore (M) 


Sangarwa 


Siddheshwar 


Varanpuri 


Vishnu Nagar 


Bali Khera 


Barsam 


Dadhoora 


Dangra 


Danta 


Dhamana 


Dhanta 


Hadetar 


Jajoosan 


Kamalpura 


0818000602324900 


0818000602317700 


0818000602326500 


0818000602328900 


0818000602325200 


0818000602321800 


0818000602325600 


0818000602328600 


0818000602318100 


0818000602322500 


0818000602322200 


0818000602322700 


0818000602322600 


0818000602326600 


0818000602322100 


0818000602322400 


0818000602330100 


0818000602325700 


0818000602323000 


0818000602321700 


0818000602322800 


0818000602328700 


0818000602323100 


0818000602326400 


0818000602325900 


0818000602325400 


0818000602325800 


0818000602322000 


0818000641803000 


0818000602321900 


0818000602328800 


0818000602325500 


0818000602325100 


0818000602333100 


0818000602331800 


0818000602333500 


0818000602328500 


0818000602331400 


0818000602328600 


0818000602328300 


0818000602330400 


0818000602330100 


0818000602328700 


4.41 Fresh 


4.56 Fresh 


9.41 Fresh 


14.47 Fresh 


22.13 Fresh 


8.87 Fresh 


14.24 Fresh 


14.09 Fresh 


4.52 Fresh 


5.49 Fresh 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Non-command 


Command 


Command 


Command 


Command 


Command 


Non-command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Non-command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Command 


Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

44.48 

80 

35.52 

35.00 

12.43 

0.0150 

0.3211 

44.97 

135 

90.04 

35.00 

31.51 

0.0150 

1.8407 

12.70 

135 

122.30 

35.00 

42.80 

0.0150 

1.9607 

6.07 

135 

128.93 

35.00 

45.13 

0.0150 

0.7653 

7.61 

135 

127.39 

35.00 

44.59 

0.0150 

12.2239 

5.76 

135 

129.24 

35.00 

45.24 

0.0150 

3.6351 

23.48 

135 

111.52 

35.00 

39.03 

0.0150 

0.0003 

23.48 

135 

111.52 

35.00 

39.03 

0.0150 

0.0200 

4.82 

135 

130.18 

35.00 

45.56 

0.0150 

0.0079 

8.27 

135 

126.73 

35.00 

44.36 

0.0150 

0.1102 

28.76 

135 

106.24 

35.00 

37.19 

0.0150 

0.0487 

8.43 

135 

126.57 

35.00 

44.30 

0.0150 

10.0019 

4.99 

135 

130.01 

35.00 

45.50 

0.0150 

9.0038 

8.54 

135 

126.46 

35.00 

44.26 

0.0150 

9.2036 

12.41 

135 

122.59 

35.00 

42.91 

0.0150 

5.5284 

11.92 

135 

123.08 

35.00 

43.08 

0.0150 

3.2093 

8.51 

135 

126.49 

35.00 

44.27 

0.0150 

4.1487 

6.52 

135 

128.48 

35.00 

44.97 

0.0150 

2.0819 

6.38 

135 

128.62 

35.00 

45.02 

0.0150 

4.0890 

5.44 

135 

129.56 

35.00 

45.35 

0.0150 

6.5409 

5.99 

135 

129.01 

35.00 

45.15 

0.0150 

1.5477 

23.64 

135 

111.36 

35.00 

38.98 

0.0150 

0.6155 

6.38 

135 

128.62 

35.00 

45.02 

0.0150 

4.7928 

7.44 

135 

127.56 

35.00 

44.65 

0.0150 

3.8313 

20.72 

135 

114.28 

35.00 

40.00 

0.0150 

0.4298 

20.72 

135 

114.28 

35.00 

40.00 

0.0150 

0.1791 

14.43 

135 

120.57 

35.00 

42.20 

0.0150 

4.9107 

7.39 

135 

127.61 

35.00 

44.66 

0.0150 

9.9062 

8.98 

135 

126.02 

35.00 

44.11 

0.0150 

0.6588 

5.40 

135 

129.60 

35.00 

45.36 

0.0150 

5.7257 

12.35 

135 

122.65 

35.00 

42.93 

0.0150 

1.5527 

8.30 

135 

126.70 

35.00 

44.34 

0.0150 

0.1371 

28.47 

135 

106.53 

35.00 

37.29 

0.0150 

0.1091 

21.70 

135 

113.30 

35.00 

39.65 

0.0150 

1.2149 

11.85 

135 

123.15 

35.00 

43.10 

0.0150 

7.0666 

14.52 

135 

120.48 

35.00 

42.17 

0.0150 

2.6867 

5.46 

135 

129.54 

35.00 

45.34 

0.0150 

1.8003 

16.25 

135 

118.75 

35.00 

41.56 

0.0150 

6.2633 

6.06 

135 

128.94 

35.00 

45.13 

0.0150 

3.5404 

12.41 

135 

122.59 

35.00 

42.91 

0.0150 

3.2170 

12.04 

135 

122.96 

35.00 

43.04 

0.0150 

1.0544 

4.87 

135 

130.13 

35.00 

45.55 

0.0150 

1.2906 

46.29 

135 

88.71 

35.00 

31.05 

0.0150 

0.8209 

23.48 

135 

111.52 

35.00 

39.03 

0.0150 

2.6478 

51.18 

135 

83.82 

35.00 

29.34 

0.0150 

0.0144 

13.76 

135 

121.24 

35.00 

42.43 

0.0150 

0.5834 

31.39 

135 

103.61 

35.00 

36.26 

0.0150 

2.1724 

11.92 

135 

123.08 

35.00 

43.08 

0.0150 

2.6390 

22.43 

135 

112.57 

35.00 

39.40 

0.0150 

0.1641 

22.43 

135 

112.57 

35.00 

39.40 

0.0150 

0.1157 

22.44 

135 

112.56 

35.00 

39.40 

0.0150 

1.7734 

22.44 

135 

112.56 

35.00 

39.40 

0.0150 

5.2969 

20.72 

135 

114.28 

35.00 

40.00 

0.0150 

1.1692 

20.72 

135 

114.28 

35.00 

40.00 

0.0150 

0.5105 

12.35 

135 

122.65 

35.00 

42.93 

0.0150 

1.0134 


































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


14001005 


Village Name 

Census Code 

Kantol 

0818000602331500 

Karola 

0818000602328400 

Kiloopiya 

0818000602330600 

Kura 

0818000602332700 

Lachhiwar 

0818000602333700 

Lachhri 

0818000602330200 

Looniyasar 

0818000602332200 

Meda Jageer 

0818000602331600 

Nagolri 

0818000602330500 

Nainol 

0818000602332300 

Palri Solankiyan 

0818000602325400 

Panchla 

0818000602332600 

Pathmera 

0818000602331700 

Phalna 

0818000602330300 

Sanchore (M) 

0818000641803000 

Sankar 

0818000602332900 

Siddheshwar 

0818000602328800 

Teetop 

0818000602333600 

Tetrol Sunakhera 

0818000602332400 

Vasan Deoran 

0818000602333000 

Agar 

0818000602329000 

Amarpura 

0818000602324400 

Bagsari 

0818000602322900 

Balera 

0818000602317300 

Bank 

0818000602323500 

Bapunagar 

0818000602324000 

Barsam 

0818000602331800 


Zone (Fresh 
/ Saline) 


Bawarla 


Bharwal 


Bhatki 


Bhuwana 


Bichhawari 


Chhajara 


Dabal 


Dadoosan 


Dantiya 


Dhoorwa 


Gangasar 


Golasan 


Jaisla 


Jajoosan 


Kachhela 


Kailash Nagar 


Kesoori 


Kilawa 


Kod 


Lalpur 


Naldhara 


Paharpura 


Prajapati Nagar 


Pratappura 


Raghunathpura 


Rajeshwar Pura 


0818000602324900 


0818000602329200 


0818000602317100 


0818000602323300 


0818000602324300 


0818000602324700 


0818000602328900 


0818000602325200 


0818000602323600 


0818000602329300 


0818000602324200 


0818000602329700 


0818000602323800 


0818000602330100 


0818000602322800 


0818000602324100 


0818000602323100 


0818000602329100 


0818000602329600 


0818000602329400 


0818000602323200 


0818000602329900 


0818000602324500 


0818000602330000 


0818000602325000 


0818000602324600 


2.23 Fresh 


4.43 Fresh 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Non-command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Non-command 


Command 


Command 


Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

31.64 

135 

103.36 

35.00 

36.18 

0.0150 

3.4115 

13.43 

135 

121.57 

35.00 

42.55 

0.0150 

2.8759 

24.07 

135 

110.93 

35.00 

38.83 

0.0150 

0.0501 

36.01 

135 

98.99 

35.00 

34.65 

0.0150 

3.4134 

53.49 

135 

81.51 

35.00 

28.53 

0.0150 

1.8909 

15.69 

135 

119.31 

35.00 

41.76 

0.0150 

2.1574 

27.99 

135 

107.01 

35.00 

37.45 

0.0150 

1.5440 

28.35 

135 

106.65 

35.00 

37.33 

0.0150 

8.0281 

26.51 

135 

108.49 

35.00 

37.97 

0.0150 

1.2609 

31.67 

135 

103.33 

35.00 

36.16 

0.0150 

2.0147 

11.85 

135 

123.15 

35.00 

43.10 

0.0150 

0.0814 

36.89 

135 

98.11 

35.00 

34.34 

0.0150 

5.8547 

28.08 

135 

106.92 

35.00 

37.42 

0.0150 

1.3175 

16.98 

135 

118.02 

35.00 

41.31 

0.0150 

1.7189 

16.25 

135 

118.75 

35.00 

41.56 

0.0150 

3.3435 

53.88 

135 

81.12 

35.00 

28.39 

0.0150 

0.0657 

12.41 

135 

122.59 

35.00 

42.91 

0.0150 

0.0425 

51.08 

135 

83.92 

35.00 

29.37 

0.0150 

6.2034 

33.12 

135 

101.88 

35.00 

35.66 

0.0150 

0.0742 

44.97 

135 

90.04 

35.00 

31.51 

0.0150 

0.2790 

12.70 

135 

122.30 

35.00 

42.80 

0.0150 

2.5931 

6.07 

135 

128.93 

35.00 

45.13 

0.0150 

7.4393 

5.76 

135 

129.24 

35.00 

45.24 

0.0150 

1.7581 

9.10 

135 

125.90 

35.00 

44.06 

0.0150 

0.1385 

8.19 

135 

126.81 

35.00 

44.38 

0.0150 

0.1661 

8.53 

135 

126.47 

35.00 

44.26 

0.0150 

2.5813 

23.48 

135 

111.52 

35.00 

39.03 

0.0150 

0.8256 

23.48 

135 

111.52 

35.00 

39.03 

0.0150 

3.1142 

4.82 

135 

130.18 

35.00 

45.56 

0.0150 

5.1219 

9.89 

135 

125.11 

35.00 

43.79 

0.0150 

6.3919 

8.97 

135 

126.03 

35.00 

44.11 

0.0150 

0.5491 

8.63 

135 

126.37 

35.00 

44.23 

0.0150 

1.8518 

5.82 

135 

129.18 

35.00 

45.21 

0.0150 

10.2833 

6.68 

135 

128.32 

35.00 

44.91 

0.0150 

3.4929 

8.43 

135 

126.57 

35.00 

44.30 

0.0150 

3.1544 

4.99 

135 

130.01 

35.00 

45.50 

0.0150 

0.9781 

7.55 

135 

127.45 

35.00 

44.61 

0.0150 

7.0674 

12.81 

135 

122.19 

35.00 

42.77 

0.0150 

0.8221 

7.59 

135 

127.41 

35.00 

44.59 

0.0150 

8.4059 

14.00 

135 

121.00 

35.00 

42.35 

0.0150 

3.6301 

7.74 

135 

127.26 

35.00 

44.54 

0.0150 

3.1421 

20.72 

135 

114.28 

35.00 

40.00 

0.0150 

0.0427 

5.40 

135 

129.60 

35.00 

45.36 

0.0150 

1.0587 

8.11 

135 

126.89 

35.00 

44.41 

0.0150 

2.5120 

8.30 

135 

126.70 

35.00 

44.34 

0.0150 

0.1265 

9.68 

135 

125.32 

35.00 

43.86 

0.0150 

6.5854 

9.74 

135 

125.26 

35.00 

43.84 

0.0150 

5.8670 

10.65 

135 

124.35 

35.00 

43.52 

0.0150 

3.2712 

8.66 

135 

126.34 

35.00 

44.22 

0.0150 

4.0068 

14.51 

135 

120.49 

35.00 

42.17 

0.0150 

5.2790 

7.05 

135 

127.95 

35.00 

44.78 

0.0150 

2.5064 

21.99 

135 

113.01 

35.00 

39.55 

0.0150 

1.1221 

21.99 

135 

113.01 

35.00 

39.55 

0.0150 

0.3829 

4.85 

135 

130.15 

35.00 

45.55 

0.0150 

1.4029 

5.19 

135 

129.81 

35.00 

45.43 

0.0150 

2.6461 













































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


14001006 


14001007 


Village Name 

Census Code 

Sanchore (M) 

0818000641803000 

Sarwana 

0818000602323400 

Siloo 

0818000602329500 

Suthana 

0818000602323700 

Vasan Chauhan 

0818000602324800 

Vishanpur 

0818000602317400 

Vishnu Nagar 

0818000602325100 

Bali Khera 

0818000602333100 

Barsam 

0818000602331800 

Dadhoora 

0818000602333500 

Dugawa 

0818000602333300 

Gardali 

0818000602329800 


Zone (Fresh 
/ Saline) 


Golasan 


Harshwara 


Khaprol Ki Dhani 


Kod 


Lachhiwar 


Lachhiwar Ka Goliya 


Lalpur 


Looniyasar 


Mandardi 


Nainol 


Paharpura 


Paladar 


Panchla 


Pratappura 


Sanchore (M) 


Surawa 


Teetop 


Tetrol Sunakhera 


Vandeo 


Virol Bari 


Virol Chhoti 


Adapura 


Adarwara 


Ajodar 


Akhrad 


Bargaon 


Bhatwas 


Bhawariya 


Chimangarh 


Daipur 


Daulatpura 


Dhamseen 


Dhanol 


Dhuliya 


Dodwadiya 


Doongri 


Gang 


Harshwara 


Heerpura 


0818000602329700 


0818000702339200 


0818000602332500 


0818000602329600 


0818000602333700 


0818000602333800 


0818000602329400 


0818000602332200 


0818000702339300 


0818000602332300 


0818000602329900 


0818000602331900 


0818000602332600 


0818000602330000 


0818000641803000 


0818000602333400 


0818000602333600 


0818000602332400 


0818000602333200 


0818000602332100 


0818000602332000 


0818000702341900 


0818000702340700 


0818000702340800 


0818000702337300 


0818000702341800 


0818000702341200 


0818000702340100 


0818000702339500 


0818000702339600 


0818000702338000 


0818000702341600 


0818000702340200 


0818000702337500 


0818000702340600 


0818000702340900 


0818000702339400 


0818000702339200 


0818000702338800 


5.30 Fresh 


19.00 Fresh 


22.02 Fresh 


13.33 Fresh 


3.23 Fresh 


14.37 Fresh 


8.49 Fresh 


18.06 Fresh 


7.08 Fresh 


Type of Area 
(Command / Non¬ 
command) 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Younger Alluvium 

Younger Alluvium 

Younger Alluvium 

Older Alluvium 

Younger Alluvium 

Younger Alluvium 

Younger Alluvium 

Older Alluvium 

Older Alluvium 

Younger Alluvium 

Older Alluvium 

Younger Alluvium 

Younger Alluvium 

Younger Alluvium 

Younger Alluvium 

Younger Alluvium 

Younger Alluvium 

Older Alluvium 

Older Alluvium 

Older Alluvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

16.25 

135 

118.75 

35.00 

41.56 

0.0150 

3.4572 

8.05 

135 

126.95 

35.00 

44.43 

0.0150 

15.1268 

6.81 

135 

128.19 

35.00 

44.87 

0.0150 

5.4591 

7.72 

135 

127.28 

35.00 

44.55 

0.0150 

4.5524 

6.84 

135 

128.16 

35.00 

44.86 

0.0150 

4.8906 

8.75 

135 

126.25 

35.00 

44.19 

0.0150 

0.3717 

4.87 

135 

130.13 

35.00 

45.55 

0.0150 

0.5677 

46.29 

135 

88.71 

35.00 

31.05 

0.0150 

0.3302 

23.48 

135 

111.52 

35.00 

39.03 

0.0150 

0.8217 

51.18 

135 

83.82 

35.00 

29.34 

0.0150 

3.4113 

48.81 

135 

86.19 

35.00 

30.16 

0.0150 

7.2200 

18.10 

135 

116.90 

35.00 

40.92 

0.0150 

4.6593 

18.10 

135 

116.90 

35.00 

40.92 

0.0150 

1.0752 

14.00 

135 

121.00 

35.00 

42.35 

0.0150 

7.7542 

58.74 

80 

21.26 

35.00 

7.44 

0.0150 

0.8860 

40.55 

135 

94.45 

35.00 

33.06 

0.0150 

2.2985 

9.74 

135 

125.26 

35.00 

43.84 

0.0150 

0.3648 

53.49 

135 

81.51 

35.00 

28.53 

0.0150 

2.4024 

52.63 

135 

82.37 

35.00 

28.83 

0.0150 

4.2675 

10.65 

135 

124.35 

35.00 

43.52 

0.0150 

0.1855 

27.99 

135 

107.01 

35.00 

37.45 

0.0150 

7.9013 

72.94 

80 

7.06 

35.00 

2.47 

0.0150 

0.0000 

31.67 

135 

103.33 

35.00 

36.16 

0.0150 

6.1389 

14.51 

135 

120.49 

35.00 

42.17 

0.0150 

0.4722 

23.21 

135 

111.79 

35.00 

39.13 

0.0150 

6.3136 

36.89 

135 

98.11 

35.00 

34.34 

0.0150 

1.3615 

21.99 

135 

113.01 

35.00 

39.55 

0.0150 

2.4379 

21.99 

135 

113.01 

35.00 

39.55 

0.0150 

2.6777 

16.25 

135 

118.75 

35.00 

41.56 

0.0150 

0.0080 

51.14 

135 

83.86 

35.00 

29.35 

0.0150 

6.2286 

51.08 

135 

83.92 

35.00 

29.37 

0.0150 

1.2758 

33.12 

135 

101.88 

35.00 

35.66 

0.0150 

1.0583 

47.94 

135 

87.06 

35.00 

30.47 

0.0150 

1.0482 

28.01 

135 

106.99 

35.00 

37.45 

0.0150 

7.4911 

27.17 

135 

107.83 

35.00 

37.74 

0.0150 

9.1941 

16.88 

75 

58.12 

35.00 

20.34 

0.0200 

1.3125 

30.19 

75 

44.81 

35.00 

15.68 

0.0200 

1.3850 

20.53 

75 

54.47 

35.00 

19.06 

0.0200 

3.5812 

33.15 

80 

46.85 

35.00 

16.40 

0.0150 

0.0183 

16.43 

75 

58.57 

35.00 

20.50 

0.0200 

6.4774 

14.07 

75 

60.93 

35.00 

21.33 

0.0200 

2.1276 

30.66 

75 

44.34 

35.00 

15.52 

0.0200 

2.8093 

76.97 

80 

3.03 

35.00 

1.06 

0.0150 

0.0695 

69.66 

80 

10.34 

35.00 

3.62 

0.0150 

0.2062 

69.66 

75 

5.34 

35.00 

1.87 

0.0200 

0.3315 

38.26 

80 

41.74 

35.00 

14.61 

0.0150 

0.0603 

38.26 

75 

36.74 

35.00 

12.86 

0.0200 

0.0011 

27.44 

75 

47.56 

35.00 

16.64 

0.0200 

2.7566 

26.87 

75 

48.13 

35.00 

16.85 

0.0200 

6.8356 

19.45 

75 

55.55 

35.00 

19.44 

0.0200 

4.8562 

32.30 

75 

42.70 

35.00 

14.94 

0.0200 

0.9583 

21.95 

75 

53.05 

35.00 

18.57 

0.0200 

4.7860 

76.39 

80 

3.61 

35.00 

1.26 

0.0150 

0.1564 

58.74 

80 

21.26 

35.00 

7.44 

0.0150 

0.5674 

51.88 

80 

28.12 

35.00 

9.84 

0.0150 

0.9782 






































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



14001008 


14001009 


Jakhri 


Jalampura 


Jalera Kalan 


Jalera Khurd 


Jetpura 


Jorwas 


Ker 


Maitriwara 


Malwara 


Mandardi 


Maroowara 


Medak Kalan 


Medak Khurd 


Mokhampura 


Pal 


Pooran 


Rampura 


Raniwara Kalan 


Ratanpur 


Roda 


Sewadiya 


Singawas 


Surajwara 


Tejawas 


Vada 


Vagatapura 


Wadwaj 


Bamanwara 


Bant 


Hadmatiya 


Jetawara 


Kotra 


Mohabbatpura 


Morwara 


Nimtalai 


Peethapura M 


Raipur 


Rohua 


Sorda 


Wadwaj 


Wasada 


Adapura 


Amrapura 


Bamanwara 


Dhamseen 


Hadmatiya 


Himmatpura 


Jalampura 


Census Code 


0818000702340000 


0819000502376000 


0818000702338400 


0818000702338500 


0818000702341700 


0818000702340300 


0818000702337900 


0818000702339700 


0818000702337700 


0818000702339300 


0818000702339800 


0818000702341500 


0818000702341400 


0818000702341300 


0818000702338700 


0818000402306100 


0818000702341100 


0818000702338300 



Zone (Fresh 
/ Saline) 


0818000702339900 


0818000702341000 


0818000702340500 


0818000702340400 


0818000702337800 


0818000702338100 


0818000702337400 


0818000702342000 


0819000502376100 


0818000702342300 


0819000502384300 


0819000502380500 


0819000502384200 


0819000502384500 


0819000502384400 


0819000502380700 


0819000502380100 


0819000502380800 


0819000502380200 


0819000502380000 


0819000502384700 


0819000502376100 


0819000502384600 


0818000702341900 


0819000502380400 


0818000702342300 


0818000702341600 


0819000502380500 


0819000502376300 


0819000502376000 


18.99 Fresh 


20.25 Fresh 


8.03 Fresh 


13.24 Fresh 


10.43 Fresh 


5.34 Fresh 


4.17 Fresh 


25.90 Fresh 


15.62 Fresh 


8.10 Fresh 


9.73 Fresh 


4.71 Fresh 


4.75 Fresh 


3.46 Fresh 


15.59 Fresh 


41.30 Fresh 


15.43 Fresh 


17.54 Fresh 




20.25 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Jalore Granite 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Jalore Granite 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

40.95 

75 

34.05 

35.00 

11.92 

0.0200 

4.4291 

16.79 

100 

83.21 

15.00 

12.48 

0.0015 

0.0662 

55.55 

80 

24.45 

35.00 

8.56 

0.0150 

0.9242 

55.55 

75 

19.45 

35.00 

6.81 

0.0200 

0.1026 

48.25 

80 

31.75 

35.00 

11.11 

0.0150 

0.9262 

21.98 

75 

53.02 

35.00 

18.56 

0.0200 

1.8558 

26.34 

75 

48.66 

35.00 

17.03 

0.0200 

1.7742 

24.11 

75 

50.89 

35.00 

17.81 

0.0200 

1.2729 

71.18 

80 

8.82 

35.00 

3.09 

0.0150 

0.6734 

71.18 

75 

3.82 

35.00 

1.34 

0.0200 

0.3014 

26.02 

75 

48.98 

35.00 

17.14 

0.0200 

3.1014 

72.94 

80 

7.06 

35.00 

2.47 

0.0150 

0.2899 

52.19 

75 

22.81 

35.00 

7.98 

0.0200 

1.5541 

19.91 

75 

55.09 

35.00 

19.28 

0.0200 

1.7807 

16.54 

75 

58.46 

35.00 

20.46 

0.0200 

1.9058 

16.43 

75 

58.57 

35.00 

20.50 

0.0200 

1.3705 

38.77 

80 

41.23 

35.00 

14.43 

0.0150 

0.5974 

22.64 

40 

17.36 

35.00 

6.08 

0.0015 

0.0014 

22.64 

60 

37.36 

40.00 

14.94 

0.0200 

2.8929 

12.50 

75 

62.50 

35.00 

21.87 

0.0200 

5.9208 

38.14 

80 

41.86 

35.00 

14.65 

0.0150 

0.7796 

38.14 

75 

36.86 

35.00 

12.90 

0.0200 

3.1841 

34.00 

80 

46.00 

35.00 

16.10 

0.0150 

2.6845 

34.00 

75 

41.00 

35.00 

14.35 

0.0200 

1.2528 

62.49 

75 

12.51 

35.00 

4.38 

0.0200 

1.0353 

12.26 

75 

62.74 

35.00 

21.96 

0.0200 

5.2708 

52.32 

75 

22.68 

35.00 

7.94 

0.0200 

1.2130 

53.14 

75 

21.86 

35.00 

7.65 

0.0200 

1.8981 

13.04 

75 

61.96 

35.00 

21.69 

0.0200 

1.3173 

38.30 

80 

41.70 

35.00 

14.59 

0.0150 

0.1418 

27.32 

75 

47.68 

35.00 

16.69 

0.0200 

0.1673 

18.28 

75 

56.72 

35.00 

19.85 

0.0200 

0.2920 

20.32 

100 

79.68 

15.00 

11.95 

0.0015 

0.0094 

26.50 

75 

48.50 

35.00 

16.98 

0.0200 

0.5627 

27.04 

100 

72.96 

15.00 

10.94 

0.0015 

0.2277 

18.29 

100 

81.71 

15.00 

12.26 

0.0015 

0.0011 

31.18 

100 

68.82 

15.00 

10.32 

0.0015 

0.1612 

28.25 

100 

71.75 

15.00 

10.76 

0.0015 

0.1050 

26.94 

100 

73.06 

15.00 

10.96 

0.0015 

0.1001 

29.47 

100 

70.53 

15.00 

10.58 

0.0015 

0.1021 

20.35 

100 

79.65 

15.00 

11.95 

0.0015 

0.1064 

20.50 

100 

79.50 

15.00 

11.92 

0.0015 

0.1168 

10.48 

100 

89.52 

15.00 

13.43 

0.0015 

0.0223 

20.82 

100 

79.18 

15.00 

11.88 

0.0015 

0.0414 

32.69 

100 

67.31 

15.00 

10.10 

0.0015 

0.0831 

20.32 

100 

79.68 

15.00 

11.95 

0.0015 

0.0003 

32.20 

100 

67.80 

15.00 

10.17 

0.0015 

0.1057 

16.88 

75 

58.12 

35.00 

20.34 

0.0200 

0.7269 

9.53 

100 

90.47 

15.00 

13.57 

0.0015 

0.1163 

26.50 

75 

48.50 

35.00 

16.98 

0.0200 

6.0863 

27.44 

75 

47.56 

35.00 

16.64 

0.0200 

2.6842 

18.29 

100 

81.71 

15.00 

12.26 

0.0015 

0.1187 

22.85 

100 

77.15 

5.00 

3.86 

0.0015 

0.0099 

22.85 

100 

77.15 

15.00 

11.57 

0.0015 

0.0070 

16.79 

100 

83.21 

15.00 

12.48 

0.0015 

0.3114 




























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 




16007001 


Kolapura 


Nimbaj 


Nimtalai 


Raipur 


Rampura 


Roda 


Rohua 


Vagatapura 


Wadwaj 


Census Code 


0819000502379900 


0818000702341700 


0819000502376200 


0819000502380300 


0819000502376400 


0819000502380100 


0819000502380200 


0818000702341100 


0818000702341000 


0819000502380000 


0818000702342000 


0819000502376100 



0801000100001200 


0801000100001000 


0801000100004600 


0801000100004700 


0801000100006600 


0801000100002700 


0801000100013200 


0801000100001100 


0801000100014300 


0801000100011200 


0801000100013100 


0801000100001700 


0801000100012000 


0801000100011800 


0801000100002400 


0801000100016900 


0801000100012100 


0801000100002600 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Jalore Granite 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Jalore Granite 


Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Jalore Granite 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Jalore Granite 


Non-command 

Younger Alluvium 






River Basin: Outside 


13 0 (RURAL) 


0801000100012400 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

23.77 

100 

76.23 

5.00 

3.81 

0.0015 

0.0000 

21.98 

75 

53.02 

35.00 

18.56 

0.0200 

1.8925 

20.84 

100 

79.16 

5.00 

3.96 

0.0015 

0.0071 

20.84 

100 

79.16 

15.00 

11.87 

0.0015 

0.0212 

9.61 

100 

90.39 

15.00 

13.56 

0.0015 

0.1226 

24.01 

100 

75.99 

5.00 

3.80 

0.0015 

0.0105 

20.35 

100 

79.65 

15.00 

11.95 

0.0015 

0.0510 

10.48 

100 

89.52 

15.00 

13.43 

0.0015 

0.2934 

12.50 

75 

62.50 

35.00 

21.87 

0.0200 

0.3671 

12.26 

75 

62.74 

35.00 

21.96 

0.0200 

0.2609 

20.82 

100 

79.18 

15.00 

11.88 

0.0015 

0.0038 

18.28 

75 

56.72 

35.00 

19.85 

0.0200 

0.6953 

20.32 

100 

79.68 

5.00 

3.98 

0.0015 

0.0183 

20.32 

100 

79.68 

15.00 

11.95 

0.0015 

0.2820 


Fresh 

Command 

Younger Alluvium 

0.24 

6.62 

40 

33.38 

40.00 

13.35 

0.0300 

0.0960 

Saline 

Command 

Younger Alluvium 

1.83 

6.62 

35 

28.38 

30.00 

8.51 

0.0300 

0.4662 

Fresh 

Command 

Younger Alluvium 

0.04 

6.94 

40 

33.06 

40.00 

13.22 

0.0300 

0.0167 

Saline 

Command 

Younger Alluvium 

3.11 

6.94 

35 

28.06 

30.00 

8.42 

0.0300 

0.7858 

Fresh 

Command 

Younger Alluvium 

2.71 

6.82 

40 

33.18 

40.00 

13.27 

0.0300 

1.0779 

Saline 

Command 

Younger Alluvium 

2.70 

6.82 

35 

28.18 

30.00 

8.45 

0.0300 

0.6860 

Fresh 

Command 

Younger Alluvium 

0.29 

7.53 

40 

32.47 

40.00 

12.99 

0.0300 

0.1123 

Saline 

Command 

Younger Alluvium 

2.77 

7.53 

35 

27.47 

30.00 

8.24 

0.0300 

0.6838 

Fresh 

Command 

Younger Alluvium 

0.23 

8.58 

40 

31.42 

40.00 

12.57 

0.0300 

0.0857 

Saline 

Command 

Younger Alluvium 

1.38 

8.58 

35 

26.42 

30.00 

7.93 

0.0300 

0.3280 

Fresh 

Command 

Younger Alluvium 

1.49 

7.13 

40 

32.87 

40.00 

13.15 

0.0300 

0.5885 

Fresh 

Command 

Younger Alluvium 

6.24 

6.68 

40 

33.32 

40.00 

13.33 

0.0300 

2.4955 

Saline 

Command 

Younger Alluvium 

1.26 

7.38 

35 

27.62 

30.00 

8.29 

0.0300 

0.3143 

Fresh 

Command 

Younger Alluvium 

1.66 

7.37 

40 

32.63 

40.00 

13.05 

0.0300 

0.6485 

Saline 

Command 

Younger Alluvium 

1.09 

7.37 

35 

27.63 

30.00 

8.29 

0.0300 

0.2712 

Saline 

Command 

Younger Alluvium 

2.07 

6.42 

35 

28.58 

30.00 

8.57 

0.0300 

0.5329 

Saline 

Command 

Younger Alluvium 

5.47 

3.73 

35 

31.27 

30.00 

9.38 

0.0300 

1.5390 

Saline 

Command 

Younger Alluvium 

4.53 

4.68 

35 

30.32 

30.00 

9.10 

0.0300 

1.2352 

Fresh 

Command 

Younger Alluvium 

4.06 

6.76 

40 

33.24 

40.00 

13.30 

0.0300 

1.6181 

Fresh 

Command 

Younger Alluvium 

1.82 

7.99 

40 

32.01 

40.00 

12.80 

0.0300 

0.6979 

Saline 

Command 

Younger Alluvium 

0.95 

7.99 

35 

27.01 

30.00 

8.10 

0.0300 

0.2311 

Fresh 

Command 

Younger Alluvium 

0.00 

6.45 

40 

33.55 

40.00 

13.42 

0.0300 

0.0019 

Saline 

Command 

Younger Alluvium 

4.51 

6.45 

35 

28.55 

30.00 

8.57 

0.0300 

1.1595 

Saline 

Command 

Younger Alluvium 

4.48 

6.87 

35 

28.13 

30.00 

8.44 

0.0300 

1.1345 

Fresh 

Command 

Younger Alluvium 

1.46 

5.23 

40 

34.77 

40.00 

13.91 

0.0300 

0.6090 

Saline 

Command 

Younger Alluvium 

4.45 

5.23 

35 

29.77 

30.00 

8.93 

0.0300 

1.1916 

Fresh 

Command 

Younger Alluvium 

2.12 

6.50 

40 

33.50 

40.00 

13.40 

0.0300 

0.8528 

Saline 

Command 

Younger Alluvium 

2.44 

6.45 

35 

28.55 

30.00 

8.56 

0.0300 

0.6266 

Fresh 

Command 

Younger Alluvium 

0.08 

6.95 

40 

33.05 

40.00 

13.22 

0.0300 

0.0321 

Saline 

Command 

Younger Alluvium 

5.43 

6.95 

35 

28.05 

30.00 

8.42 

0.0300 

1.3710 

Saline 

Command 

Younger Alluvium 

3.29 

4.09 

35 

30.91 

30.00 

9.27 

0.0300 

0.9160 

Fresh 

Command 

Younger Alluvium 

1.45 

6.24 

40 

33.76 

40.00 

13.50 

0.0300 

0.5891 

Saline 

Command 

Younger Alluvium 

4.21 

6.24 

35 

28.76 

30.00 

8.63 

0.0300 

1.0907 

Saline 

Command 

Younger Alluvium 

3.84 

6.56 

35 

28.44 

30.00 

8.53 

0.0300 

0.9819 

Fresh 

Command 

Younger Alluvium 

0.11 

3.46 

40 

36.54 

40.00 

14.62 

0.0300 

0.0502 

Saline 

Command 

Younger Alluvium 

3.31 

3.46 

35 

31.54 

30.00 

9.46 

0.0300 

0.9386 

Fresh 

Command 

Younger Alluvium 

4.44 

6.97 

40 

33.03 

40.00 

13.21 

0.0300 

1.7596 

Saline 

Command 

Younger Alluvium 

0.04 

6.97 

35 

28.03 

30.00 

8.41 

0.0300 

0.0097 

Saline 

Command 

Younger Alluvium 

7.09 

6.41 

35 

28.59 

30.00 

8.58 

0.0300 

1.8242 












































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 


13 S-A 

13 S-B 

14 H 
14 0 

14 S 

15 O 

15 S 

16 0 

16 S 

16/17 H 

17 0 

17 S 

18 H 

19 F 

19 H 

19 0 
2 FA 
2 FB 
2 F-C 
2 FF 

2 N 

20 

2 R 

2_S_ 

2 U 


2 VII 
2 W 
2 X 
20 F 

20 H 

21 F 


210 
22 F 


22 0-A 

22 0-B 

23 F 


Village 

Area, 

sq.km 


Zone (Fresh 
/ Saline) 


Type of Area 
(Command / Non¬ 
command) 


0801000100000400 _ 3.66 Fresh Command 

Saline Command 

0801000100000300 ~ 4.27 Fresh Command 

Saline Command 

0801000100005300 3.99 Saline Command 

0801000100008800 ~ 3.17 Saline Command 

0801000100000200 _ 5.41 Fresh Command 

Saline Command 

0801000100012200 ~ 1.73 Saline Command 

0801000100000100 _ 13.62 Fresh Command 

Saline Command 

0801000100012300 ~ 2.23 Saline Command 

0801000100003000 _ 4.27 Fresh Command 

Saline Command 

0801000100005100 ~ 8.05 Fresh Command 

Saline Command 

0801000100012500 ~ 2.63 Saline Command 

0801000100002900 _ 2.82 Saline Command 

0801000100005000 _ 2.35 Fresh Command 

Saline Command 

0801000100006200 ~ 3.28 Fresh Command 

Saline Command 

0801000100006500 ~ 2.17 Saline Command 

0801000100012600 _ 6.48 Saline Command 

0801000100013600 3.95 Saline Command 

0801000100017100 ~ 3.14 Saline Command 

0801000100020200 _ 4.03 Fresh Command 

0801000100016200 _ 3.03 Fresh Command 

Saline Command 

0801000100011000 ~ 2.83 Fresh Command 

Saline Command 

0801000100014400 ~ 1.69 Fresh Command 

Saline Command 

0801000100001300 ~ 5.74 Fresh Command 

0801000100001800 _ 2.26 Fresh Command 

0801000100005900 _ 2.90 Saline Command 

0801000100004900 _ 2.81 Fresh Command 

Saline Command 

0801000100004800 1.93 Saline Command 

0801000100006800 ~ 3.23 Saline Command 

0801000100002800 3.41 Saline Command 

0801000100006300 ~ 2.49 Fresh Command 

Saline Command 

0801000100004500 ~ 4.31 Fresh Command 

Saline Command 

0801000100010000 ~ 3.54 Fresh Command 

0801000100004300 _ 4.48 Fresh Command 

Saline Command 

0801000100012800 ~ 2.71 Saline Command 

0801000100009800 _ 2.22 Fresh Command 

Saline Command 

0801000100006900 ~ 3.05 Saline Command 

0801000100012700 _ 1.18 Saline Command 

0801000100012900 _ 1.54 Saline Command 

0801000100009900 5.60 Fresh Command 


Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

3.61 

40 

36.39 

40.00 

14.55 

0.0300 

0.6778 

3.61 

35 

31.39 

30.00 

9.42 

0.0300 

0.5952 

4.01 

40 

35.99 

40.00 

14.39 

0.0300 

0.8333 

4.01 

35 

30.99 

30.00 

9.30 

0.0300 

0.6524 

6.49 

35 

28.51 

30.00 

8.55 

0.0300 

0.0001 

6.09 

35 

28.91 

30.00 

8.67 

0.0300 

0.8249 

4.36 

40 

35.64 

40.00 

14.26 

0.0300 

1.5532 

4.36 

35 

30.64 

30.00 

9.19 

0.0300 

0.4906 

6.25 

35 

28.75 

30.00 

8.63 

0.0300 

0.4476 

4.30 

40 

35.70 

40.00 

14.28 

0.0300 

5.4291 

4.30 

35 

30.70 

30.00 

9.21 

0.0300 

0.2626 

6.22 

35 

28.78 

30.00 

8.64 

0.0300 

0.5779 

4.36 

40 

35.64 

40.00 

14.26 

0.0300 

0.3281 

4.36 

35 

30.64 

30.00 

9.19 

0.0300 

0.9645 

7.41 

40 

32.59 

40.00 

13.04 

0.0300 

1.8737 

7.41 

35 

27.59 

30.00 

8.28 

0.0300 

0.6369 

6.13 

35 

28.87 

30.00 

8.66 

0.0300 

0.6828 

4.31 

35 

30.69 

30.00 

9.21 

0.0300 

0.7789 

7.59 

40 

32.41 

40.00 

12.96 

0.0300 

0.2666 

7.59 

35 

27.41 

30.00 

8.22 

0.0300 

0.4099 

8.47 

40 

31.53 

40.00 

12.61 

0.0300 

0.6121 

8.47 

35 

26.53 

30.00 

7.96 

0.0300 

0.0119 

6.82 

35 

28.18 

30.00 

8.45 

0.0300 

0.5504 

5.95 

35 

29.05 

30.00 

8.71 

0.0300 

1.6945 

6.12 

35 

28.88 

30.00 

8.66 

0.0300 

1.0257 

6.35 

35 

28.65 

30.00 

8.60 

0.0300 

0.8095 

6.32 

40 

33.68 

40.00 

13.47 

0.0300 

1.6289 

6.91 

40 

33.09 

40.00 

13.24 

0.0300 

0.0040 

6.91 

35 

28.09 

30.00 

8.43 

0.0300 

0.0027 

7.76 

40 

32.24 

40.00 

12.89 

0.0300 

0.9048 

7.76 

35 

27.24 

30.00 

8.17 

0.0300 

0.1212 

7.96 

40 

32.04 

40.00 

12.81 

0.0300 

0.5291 

7.96 

35 

27.04 

30.00 

8.11 

0.0300 

0.0774 

7.13 

40 

32.87 

40.00 

13.15 

0.0300 

0.0918 

6.91 

40 

33.09 

40.00 

13.23 

0.0300 

0.8984 

7.23 

35 

27.77 

30.00 

8.33 

0.0300 

0.3124 

7.72 

40 

32.28 

40.00 

12.91 

0.0300 

0.5727 

7.72 

35 

27.28 

30.00 

8.18 

0.0300 

0.3273 

7.33 

35 

27.67 

30.00 

8.30 

0.0300 

0.4816 

5.81 

35 

29.19 

30.00 

8.76 

0.0300 

0.8493 

3.79 

35 

31.21 

30.00 

9.36 

0.0300 

0.9580 

7.46 

40 

32.54 

40.00 

13.02 

0.0300 

0.5410 

7.46 

35 

27.54 

30.00 

8.26 

0.0300 

0.2735 

6.56 

40 

33.44 

40.00 

13.38 

0.0300 

0.0003 

6.56 

35 

28.44 

30.00 

8.53 

0.0300 

1.1033 

9.41 

40 

30.59 

40.00 

12.23 

0.0300 

0.0324 

4.81 

40 

35.19 

40.00 

14.08 

0.0300 

0.0301 

4.81 

35 

30.19 

30.00 

9.06 

0.0300 

1.1981 

4.84 

35 

30.16 

30.00 

9.05 

0.0300 

0.7367 

6.91 

40 

33.09 

40.00 

13.24 

0.0300 

0.6132 

6.91 

35 

28.09 

30.00 

8.43 

0.0300 

0.1224 

4.51 

35 

30.49 

30.00 

9.15 

0.0300 

0.8367 

5.47 

35 

29.53 

30.00 

8.86 

0.0300 

0.3128 

4.36 

35 

30.64 

30.00 

9.19 

0.0300 

0.4235 

9.18 

40 

30.82 

40.00 

12.33 

0.0300 

0.2766 




































































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

4.54 

35 

30.46 

30.00 

9.14 

0.0300 

0.8154 

4.07 

40 

35.93 

40.00 

14.37 

0.0300 

1.1827 

4.07 

35 

30.93 

30.00 

9.28 

0.0300 

2.2095 

6.86 

40 

33.14 

40.00 

13.25 

0.0300 

0.2737 

6.86 

35 

28.14 

30.00 

8.44 

0.0300 

0.7269 

4.60 

40 

35.40 

40.00 

14.16 

0.0300 

0.3139 

4.60 

35 

30.40 

30.00 

9.12 

0.0300 

0.1600 

4.48 

40 

35.52 

40.00 

14.21 

0.0300 

0.3694 

4.48 

35 

30.52 

30.00 

9.16 

0.0300 

0.0473 

3.74 

40 

36.26 

40.00 

14.51 

0.0300 

0.7179 

3.74 

35 

31.26 

30.00 

9.38 

0.0300 

1.4979 

7.20 

40 

32.80 

40.00 

13.12 

0.0300 

0.4068 

4.62 

35 

30.38 

30.00 

9.11 

0.0300 

0.6425 

4.25 

40 

35.75 

40.00 

14.30 

0.0300 

1.0747 

4.25 

35 

30.75 

30.00 

9.23 

0.0300 

0.1170 

7.47 

40 

32.53 

40.00 

13.01 

0.0300 

0.0255 

4.73 

35 

30.27 

30.00 

9.08 

0.0300 

0.2362 

4.77 

35 

30.23 

30.00 

9.07 

0.0300 

0.6120 

8.28 

40 

31.72 

40.00 

12.69 

0.0300 

0.3373 

4.33 

40 

35.67 

40.00 

14.27 

0.0300 

0.7190 

4.33 

35 

30.67 

30.00 

9.20 

0.0300 

0.4942 

9.25 

35 

25.75 

30.00 

7.72 

0.0300 

0.0725 

4.76 

40 

35.24 

40.00 

14.10 

0.0300 

0.4234 

4.76 

35 

30.24 

30.00 

9.07 

0.0300 

0.3599 

6.66 

40 

33.34 

40.00 

13.34 

0.0300 

0.5536 

6.66 

35 

28.34 

30.00 

8.50 

0.0300 

0.5262 

6.28 

40 

33.72 

40.00 

13.49 

0.0300 

0.8626 

6.28 

35 

28.72 

30.00 

8.62 

0.0300 

0.7229 

6.25 

40 

33.75 

40.00 

13.50 

0.0300 

1.9150 

7.72 

40 

32.28 

40.00 

12.91 

0.0300 

0.1030 

7.72 

35 

27.28 

30.00 

8.19 

0.0300 

0.4933 

7.05 

40 

32.95 

40.00 

13.18 

0.0300 

1.7428 

7.90 

40 

32.10 

40.00 

12.84 

0.0300 

0.1470 

7.90 

35 

27.10 

30.00 

8.13 

0.0300 

0.4104 

7.13 

35 

27.87 

30.00 

8.36 

0.0300 

0.8163 

6.66 

40 

33.34 

40.00 

13.34 

0.0300 

0.9300 

6.66 

35 

28.34 

30.00 

8.50 

0.0300 

0.3018 

6.77 

35 

28.23 

30.00 

8.47 

0.0300 

0.8876 

3.49 

35 

31.51 

30.00 

9.45 

0.0300 

0.6537 

8.75 

40 

31.25 

40.00 

12.50 

0.0300 

0.6199 

8.75 

35 

26.25 

30.00 

7.88 

0.0300 

0.0849 

5.32 

35 

29.68 

30.00 

8.90 

0.0300 

0.7389 

5.54 

35 

29.46 

30.00 

8.84 

0.0300 

1.2281 

8.82 

40 

31.18 

40.00 

12.47 

0.0300 

0.0263 

8.82 

35 

26.18 

30.00 

7.86 

0.0300 

0.5172 

5.10 

35 

29.90 

30.00 

8.97 

0.0300 

0.2463 

5.08 

40 

34.92 

40.00 

13.97 

0.0300 

0.0000 

5.08 

35 

29.92 

30.00 

8.98 

0.0300 

0.3700 

9.74 

35 

25.26 

30.00 

7.58 

0.0300 

0.0704 

4.59 

40 

35.41 

40.00 

14.16 

0.0300 

0.3718 

4.59 

35 

30.41 

30.00 

9.12 

0.0300 

0.7426 

8.71 

40 

31.29 

40.00 

12.51 

0.0300 

0.9964 

8.71 

35 

26.29 

30.00 

7.89 

0.0300 

0.4577 

4.41 

40 

35.59 

40.00 

14.24 

0.0300 

0.9486 

4.41 

35 

30.59 

30.00 

9.18 

0.0300 

0.7821 



























































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

8.45 

40 

31.55 

40.00 

12.62 

0.0300 

1.2141 

8.45 

35 

26.55 

30.00 

7.96 

0.0300 

0.3930 

4.60 

40 

35.40 

40.00 

14.16 

0.0300 

0.2028 

4.60 

35 

30.40 

30.00 

9.12 

0.0300 

1.4201 

6.98 

40 

33.02 

40.00 

13.21 

0.0300 

0.5856 

6.98 

35 

28.02 

30.00 

8.40 

0.0300 

0.2121 

4.25 

40 

35.75 

40.00 

14.30 

0.0300 

2.0844 

4.25 

35 

30.75 

30.00 

9.22 

0.0300 

0.2270 

9.67 

35 

25.33 

30.00 

7.60 

0.0300 

0.0615 

4.26 

40 

35.74 

40.00 

14.29 

0.0300 

1.3564 

4.26 

35 

30.74 

30.00 

9.22 

0.0300 

1.1169 

9.92 

35 

25.08 

30.00 

7.52 

0.0300 

0.0354 

4.28 

35 

30.72 

30.00 

9.22 

0.0300 

0.6134 

9.44 

35 

25.56 

30.00 

7.67 

0.0300 

0.0725 

5.12 

35 

29.88 

30.00 

8.96 

0.0300 

0.7579 

6.87 

40 

33.13 

40.00 

13.25 

0.0300 

0.0204 

6.87 

35 

28.13 

30.00 

8.44 

0.0300 

0.8787 

6.31 

40 

33.69 

40.00 

13.48 

0.0300 

0.9288 

6.31 

35 

28.69 

30.00 

8.61 

0.0300 

0.2865 

6.30 

40 

33.70 

40.00 

13.48 

0.0300 

1.7655 

7.08 

35 

27.92 

30.00 

8.38 

0.0300 

0.7788 

7.61 

40 

32.39 

40.00 

12.96 

0.0300 

1.2531 

7.51 

35 

27.49 

30.00 

8.25 

0.0300 

0.1049 

7.73 

40 

32.27 

40.00 

12.91 

0.0300 

0.1199 

7.73 

35 

27.27 

30.00 

8.18 

0.0300 

0.7222 

5.37 

40 

34.63 

40.00 

13.85 

0.0300 

0.9857 

5.37 

35 

29.63 

30.00 

8.89 

0.0300 

0.0382 

5.23 

35 

29.77 

30.00 

8.93 

0.0300 

0.8070 

3.97 

35 

31.03 

30.00 

9.31 

0.0300 

0.7992 

9.26 

35 

25.74 

30.00 

7.72 

0.0300 

0.0768 

5.68 

35 

29.32 

30.00 

8.80 

0.0300 

0.4356 

5.75 

35 

29.25 

30.00 

8.78 

0.0300 

0.4879 

8.59 

35 

26.41 

30.00 

7.92 

0.0300 

0.0837 

4.70 

35 

30.30 

30.00 

9.09 

0.0300 

0.7989 

7.68 

35 

27.32 

30.00 

8.20 

0.0300 

0.0224 

5.35 

35 

29.65 

30.00 

8.89 

0.0300 

0.7923 

6.62 

40 

33.38 

40.00 

13.35 

0.0300 

0.7333 

6.62 

35 

28.38 

30.00 

8.51 

0.0300 

0.7584 

6.63 

40 

33.37 

40.00 

13.35 

0.0300 

0.6641 

6.63 

35 

28.37 

30.00 

8.51 

0.0300 

0.5383 

6.64 

40 

33.36 

40.00 

13.34 

0.0300 

1.0133 

6.64 

35 

28.36 

30.00 

8.51 

0.0300 

0.0024 

6.67 

40 

33.33 

40.00 

13.33 

0.0300 

0.5846 

6.67 

35 

28.33 

30.00 

8.50 

0.0300 

0.6137 

6.67 

40 

33.33 

40.00 

13.33 

0.0300 

0.4818 

6.57 

40 

33.43 

40.00 

13.37 

0.0300 

1.1124 

6.57 

35 

28.43 

30.00 

8.53 

0.0300 

0.0169 

6.91 

40 

33.09 

40.00 

13.24 

0.0300 

0.0598 

7.11 

40 

32.89 

40.00 

13.15 

0.0300 

0.0500 

6.02 

35 

28.98 

30.00 

8.70 

0.0300 

0.9232 

6.26 

35 

28.74 

30.00 

8.62 

0.0300 

0.4812 

7.37 

40 

32.63 

40.00 

13.05 

0.0300 

1.3856 

7.37 

35 

27.63 

30.00 

8.29 

0.0300 

0.2784 

7.26 

40 

32.74 

40.00 

13.10 

0.0300 

0.6822 

7.26 

35 

27.74 

30.00 

8.32 

0.0300 

0.5119 


































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Older Alluvium 

Saline 

Command 

Older Alluvium 

Saline 

Command 

Older Alluvium 

Saline 

Command 

Older Alluvium 

Saline 

Command 

Older Alluvium 

Saline 

Command 

Older Alluvium 

Saline 

Command 

Older Alluvium 

Saline 

Command 

Older Alluvium 

Saline 

Command 

Older Alluvium 

Saline 

Command 

Older Alluvium 

Saline 

Command 

Older Alluvium 

Saline 

Command 

Older Alluvium 

Saline 

Command 

Older Alluvium 

Saline 

Command 

Older Alluvium 

Saline 

Command 

Older Alluvium 

Saline 

Command 

Older Alluvium 

Saline 

Command 

Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

7.39 

35 

27.61 

30.00 

8.28 

0.0300 

0.5505 

7.19 

35 

27.81 

30.00 

8.34 

0.0300 

0.6302 

7.16 

40 

32.84 

40.00 

13.14 

0.0300 

0.8300 

7.16 

35 

27.84 

30.00 

8.35 

0.0300 

0.0682 

7.27 

40 

32.73 

40.00 

13.09 

0.0300 

0.0139 

7.35 

40 

32.65 

40.00 

13.06 

0.0300 

0.2758 

7.35 

35 

27.65 

30.00 

8.29 

0.0300 

0.0798 

6.86 

40 

33.14 

40.00 

13.26 

0.0300 

0.1689 

5.98 

35 

29.02 

30.00 

8.70 

0.0300 

0.7375 

5.92 

35 

29.08 

30.00 

8.73 

0.0300 

0.2065 

6.44 

35 

28.56 

30.00 

8.57 

0.0300 

0.2815 

7.67 

40 

32.33 

40.00 

12.93 

0.0300 

0.1899 

7.67 

35 

27.33 

30.00 

8.20 

0.0300 

0.3865 

4.09 

40 

35.91 

40.00 

14.36 

0.0300 

0.5160 

4.09 

35 

30.91 

30.00 

9.27 

0.0300 

0.1654 

4.69 

35 

30.31 

30.00 

9.09 

0.0300 

0.5954 

6.92 

40 

33.08 

40.00 

13.23 

0.0300 

0.0876 

6.75 

35 

28.25 

30.00 

8.47 

0.0300 

0.8915 

6.08 

35 

28.92 

30.00 

8.68 

0.0300 

0.5944 

7.55 

35 

27.45 

30.00 

8.23 

0.0300 

1.2457 

3.70 

40 

36.30 

40.00 

14.52 

0.0300 

1.6137 

3.70 

35 

31.30 

30.00 

9.39 

0.0300 

0.5528 

5.24 

35 

29.76 

30.00 

8.93 

0.0300 

1.1228 

5.81 

35 

29.19 

30.00 

8.76 

0.0300 

0.6950 

5.85 

35 

29.15 

30.00 

8.75 

0.0300 

0.7988 

7.24 

35 

27.76 

30.00 

8.33 

0.0300 

1.0742 

4.20 

40 

35.80 

40.00 

14.32 

0.0300 

0.6379 

5.28 

35 

29.72 

30.00 

8.91 

0.0300 

0.4871 

6.33 

35 

28.67 

30.00 

8.60 

0.0300 

1.0031 

6.00 

35 

29.00 

30.00 

8.70 

0.0300 

0.7920 

6.20 

40 

33.80 

40.00 

13.52 

0.0300 

0.6199 

6.20 

35 

28.80 

30.00 

8.64 

0.0300 

0.8554 

3.85 

40 

36.15 

40.00 

14.46 

0.0300 

0.6839 

3.85 

35 

31.15 

30.00 

9.35 

0.0300 

1.3210 

5.07 

35 

29.93 

30.00 

8.98 

0.0300 

0.6433 

7.17 

45 

37.83 

40.00 

15.13 

0.0300 

0.0047 

5.94 

35 

29.06 

30.00 

8.72 

0.0300 

0.4119 

7.35 

35 

27.65 

30.00 

8.29 

0.0300 

0.9213 

22.01 

90 

67.99 

40.00 

27.20 

0.0150 

1.6325 

19.07 

90 

70.93 

40.00 

28.37 

0.0150 

7.7662 

19.48 

90 

70.52 

40.00 

28.21 

0.0150 

6.1855 

18.86 

90 

71.14 

40.00 

28.46 

0.0150 

1.2809 

25.37 

90 

64.63 

40.00 

25.85 

0.0150 

15.9655 

19.25 

90 

70.75 

40.00 

28.30 

0.0150 

1.7194 

19.59 

90 

70.41 

40.00 

28.16 

0.0150 

7.1534 

20.06 

90 

69.94 

40.00 

27.98 

0.0150 

3.2993 

20.00 

90 

70.00 

40.00 

28.00 

0.0150 

5.5878 

25.32 

90 

64.68 

40.00 

25.87 

0.0150 

7.3462 

25.77 

90 

64.23 

40.00 

25.69 

0.0150 

4.3833 

28.17 

90 

61.83 

40.00 

24.73 

0.0150 

7.2454 

18.89 

90 

71.11 

40.00 

28.44 

0.0150 

7.1270 

18.81 

90 

71.19 

40.00 

28.48 

0.0150 

1.8227 

26.29 

90 

63.71 

40.00 

25.48 

0.0150 

2.0992 

18.96 

90 

71.04 

40.00 

28.41 

0.0150 

4.4678 

20.70 

90 

69.30 

40.00 

27.72 

0.0150 

10.1735 



























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



3 Pwm 


3 Vgm (guluwali) 


31 Kyd 


33 Kjd 


34 Kyd 


4 Awm 


4 Bgm 


4 Dkd 


40 Kyd 


5 Awm (a) 


5 Kjd 


5 Pb(a) 


6 Kjd 


7 Phm 


8 Awm (aawa) 


8 Dkd 


Ajeetmana 


Aladin Ka Bera 


Ambaran 


Beriyawali 


Binjharwali 


Chhatragarh 


Dhodha 


Haphasar 


Kakrala 


Karanpura 


Karnali 


Kelan 


Kishanpura (14 Kpd) 


Kunda 


Lakhawar 


Loonkhan 


Makrasar 


Moti Garh 


Napasariya 


Nosera 


Phalawali 


Rajasar Bhatiyan 


Ramjanwala 


Ranewala 


Ranisar 


Sardarpura 


Satasar 


Siyasar Chaugan 


Census Code 


0803000600562100 


0803000600562600 


0803000600560100 


0803000600559800 


0803000600560200 


0803000700567600 


0803000600562200 


0803000200503800 


0803000600559900 


0803000700567700 


Zone (Fresh 
/ Saline) 


0803000600560900 


0803000200503200 


0803000600561900 


0803000600563600 


0803000700567900 


0803000200503900 


0803000300514200 


0803000600563000 


0803000700569600 


0803000600561800 


0803000300514500 


0803000700567500 


0803000200505800 


0803000300516400 


0803000700568700 


0803000200505700 


0803000300514300 


0803000700569000 


0803000700568300 


0803000700569400 


0803000300514100 


0803000700568400 


0803000300514400 


0803000700568800 


0803000700569500 


0803000600562800 


0803000200504200 


0803000700569700 


0803000600563400 


0803000200504000 


0803000200504300 


0803000700568900 


0803000700569100 


0803000600562700 



51.76 Sali 


18.26 Sali 


85.34 Sali 


17.21 Sali 




63.79 Sali 


48.65 Sali 


243.06 Sali 



32.22 Saline 


63.48 Saline 


39.08 Saline 


90.78 Saline 


34.82 Saline 


93.12 Saline 


24.53 Saline 


120.13 Saline 


14.11 Saline 


54.47 Saline 


48.36 Saline 


80.09 Saline 


168.84 Saline 


142.45 Saline 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Command 

Older Alluvium 

Command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Tertiary Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Command 

Older Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Older Alluvium 



18.35 


30.23 


24.74 


5.43 


35.45 


11.66 


0.06 


51.65 


18.26 


72.06 


15.94 


1.27 


3.01 


8.86 


0.05 


10.91 


4.44 


0.05 


21.44 


18.16 


1.07 


36.07 


9.40 


1.62 


46.30 


11.04 


24.14 


79.38 


23.59 


0.27 


38.23 


0.53 


2.20 


102.35 


9.48 


17.23 


2.14 


17.83 


3.81 


63.48 


5.24 


70.28 


29.22 


5.60 


36.03 


16.76 


0.67 


100.83 


9.20 


52.35 


16.09 


23.55 


23.95 


144.89 


5.38 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

26.08 

90 

63.92 

40.00 

25.57 

0.0150 

7.0384 

26.25 

90 

63.75 

40.00 

25.50 

0.0150 

11.5644 

25.38 

90 

64.62 

40.00 

25.85 

0.0150 

9.5915 

20.98 

90 

69.02 

40.00 

27.61 

0.0150 

2.2474 

24.92 

90 

65.08 

40.00 

26.03 

0.0150 

13.8436 

31.75 

90 

58.25 

40.00 

23.30 

0.0150 

4.0732 

31.75 

90 

58.25 

40.00 

23.30 

0.0150 

0.0210 

24.63 

90 

65.37 

40.00 

26.15 

0.0150 

20.2610 

19.63 

90 

70.37 

40.00 

28.15 

0.0150 

7.7105 

23.65 

90 

66.35 

40.00 

26.54 

0.0150 

28.6879 

30.22 

90 

59.78 

40.00 

23.91 

0.0150 

5.7178 

30.22 

90 

59.78 

40.00 

23.91 

0.0150 

0.4567 

30.51 

90 

59.49 

40.00 

23.80 

0.0150 

1.0758 

30.51 

90 

59.49 

40.00 

23.80 

0.0150 

3.1631 

26.01 

90 

63.99 

40.00 

25.60 

0.0150 

0.0181 

18.83 

90 

71.17 

40.00 

28.47 

0.0150 

4.6581 

26.39 

90 

63.61 

40.00 

25.45 

0.0150 

1.6938 

21.98 

90 

68.02 

40.00 

27.21 

0.0150 

0.0196 

27.08 

90 

62.92 

40.00 

25.17 

0.0150 

8.0953 

19.47 

90 

70.53 

40.00 

28.21 

0.0150 

7.6855 

66.45 

130 

63.55 

30.00 

19.06 

0.0030 

0.0609 

19.08 

90 

70.92 

40.00 

28.37 

0.0150 

15.3505 

50.75 

90 

39.25 

30.00 

11.77 

0.0150 

1.6601 

50.75 

130 

79.25 

30.00 

23.77 

0.0030 

0.1157 

23.70 

90 

66.30 

40.00 

26.52 

0.0150 

18.4193 

66.07 

130 

63.93 

30.00 

19.18 

0.0030 

0.6353 

29.47 

90 

60.53 

40.00 

24.21 

0.0150 

8.7686 

29.47 

90 

60.53 

40.00 

24.21 

0.0150 

28.8325 

26.77 

90 

63.23 

40.00 

25.29 

0.0150 

8.9500 

43.50 

130 

86.50 

30.00 

25.95 

0.0030 

0.0208 

25.53 

90 

64.47 

40.00 

25.79 

0.0150 

14.7870 

22.97 

90 

67.03 

40.00 

26.81 

0.0150 

0.2145 

63.45 

130 

66.55 

30.00 

19.96 

0.0030 

0.1319 

40.41 

90 

49.59 

30.00 

14.88 

0.0150 

22.8377 

20.42 

90 

69.58 

40.00 

27.83 

0.0150 

3.9568 

42.84 

90 

47.16 

30.00 

14.15 

0.0150 

3.6562 

42.84 

100 

57.16 

30.00 

17.15 

0.0100 

0.3676 

42.84 

130 

87.16 

30.00 

26.15 

0.0030 

1.3989 

67.76 

130 

62.24 

30.00 

18.67 

0.0030 

0.2135 

19.06 

90 

70.94 

40.00 

28.38 

0.0150 

27.0204 

53.77 

130 

76.23 

30.00 

22.87 

0.0030 

0.3594 

32.25 

90 

57.75 

40.00 

23.10 

0.0150 

24.3514 

44.40 

90 

45.60 

30.00 

13.68 

0.0150 

5.9960 

44.40 

130 

85.60 

30.00 

25.68 

0.0030 

0.4313 

23.45 

90 

66.55 

40.00 

26.62 

0.0150 

14.3853 

20.19 

90 

69.81 

40.00 

27.92 

0.0150 

7.0219 

61.85 

90 

28.15 

30.00 

8.44 

0.0150 

0.0845 

61.85 

130 

68.15 

30.00 

20.44 

0.0030 

6.1845 

20.75 

90 

69.26 

40.00 

27.70 

0.0150 

3.8236 

22.48 

90 

67.52 

40.00 

27.01 

0.0150 

21.2056 

19.07 

90 

70.93 

40.00 

28.37 

0.0150 

6.8486 

40.03 

90 

49.97 

30.00 

14.99 

0.0150 

5.2958 

30.07 

90 

59.93 

40.00 

23.97 

0.0150 

8.6112 

30.07 

90 

59.93 

40.00 

23.97 

0.0150 

52.1008 

17.73 

90 

72.27 

40.00 

28.91 

0.0150 

2.3343 











































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 


16001003 


Sodhwali 


Tharoosar 


1 BLW 


1 DBN-A 


1 DBN-B 


1 GMD 


1 HDP 


1JRK 


1 TKW-A 


1 TKW-B 


10 BLW 


10JDW 


10 JRK 


10 LKS 


10 MK 


10 MOD 


10 PS 


10 RB-A 


10 RB-B 


10 TK 


11 JRK 


11 LKS-A 


11 LKS-B 


11 MOD 


Census Code 


0803000300516300 


0803000200505900 


0802000400387900 


0801000900260700 


0801000900260600 


0801000900258500 


0802000400394900 


0802000300355800 


0802000300363400 


0802000400394300 


0801000500116100 


0801000500116200 


0801000500120600 


0801000900258300 


0801000400095500 


0801000400091800 


0801000900255200 


0801000900265500 


0801000500120100 


0802000400389200 


0802000400389100 


0802000400386300 


0802000300354700 


0802000300354800 


0802000400396400 


0801000500117700 


0802000300361100 


0801000500124600 


0801000500109400 


0801000400090400 


0801000400089800 


0801000500118400 


0802000300360500 


0802000400390400 


0802000400390300 


0802000400393700 


0801000500124700 


0801000500109500 


Zone (Fresh 
/ Saline) 


42.92 Saline 


38.79 Saline 


3.96 Saline 


2.13 Saline 


1.33 Saline 


1.67 Saline 


2.93 Saline 


3.89 Fresh 


6.13 Fresh 


2.69 Fresh 


Saline 


2.27 Fresh 


Saline 


3.16 Saline 


0.82 Saline 


2.78 Saline 


5.26 Saline 


3.13 Fresh 


5.00 Saline 


3.47 Saline 


10.33 Fresh 


2.58 Fresh 


Saline 


3.66 Saline 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Vindhyan Sandstone 

Command 

Older Alluvium 

Non-command 

Older Alluvium 


Sub Basin: 


Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

53.87 

130 

76.13 

30.00 

22.84 

0.0030 

0.0172 

29.50 

90 

60.50 

40.00 

24.20 

0.0150 

2.9143 

29.50 

90 

60.50 

40.00 

24.20 

0.0150 

4.3789 


3.96 

18.31 

45 

26.69 

30.00 

8.01 

0.0300 

0.9519 

2.13 

14.96 

45 

30.04 

30.00 

9.01 

0.0300 

0.5764 

1.33 

14.83 

45 

30.17 

30.00 

9.05 

0.0300 

0.3623 

0.25 

11.32 

45 

33.68 

30.00 

10.10 

0.0300 

0.0772 

2.93 

19.28 

45 

25.72 

30.00 

7.72 

0.0300 

0.6787 

0.86 

21.42 

45 

23.58 

40.00 

9.43 

0.0300 

0.2446 

0.29 

21.42 

45 

23.58 

40.00 

9.43 

0.0300 

0.0816 

1.16 

23.33 

45 

21.67 

40.00 

8.67 

0.0300 

0.3004 

0.04 

22.34 

45 

22.66 

40.00 

9.06 

0.0300 

0.0111 

0.03 

22.34 

45 

22.66 

40.00 

9.06 

0.0300 

0.0069 

0.21 

22.34 

45 

22.66 

30.00 

6.80 

0.0300 

0.0420 

0.53 

12.31 

35 

22.69 

40.00 

9.08 

0.0300 

0.1449 

3.44 

12.31 

35 

22.69 

30.00 

6.81 

0.0300 

0.7029 

1.83 

11.44 

35 

23.56 

40.00 

9.42 

0.0300 

0.5187 

1.62 

11.44 

35 

23.56 

30.00 

7.07 

0.0300 

0.3435 

2.58 

11.30 

35 

23.70 

40.00 

9.48 

0.0300 

0.7329 

0.02 

11.54 

45 

33.46 

30.00 

10.04 

0.0300 

0.0072 

0.80 

13.11 

40 

26.89 

40.00 

10.76 

0.0300 

0.2570 

0.99 

13.11 

40 

26.89 

30.00 

8.07 

0.0300 

0.2393 

0.19 

12.99 

40 

27.01 

40.00 

10.80 

0.0300 

0.0618 

0.61 

12.99 

40 

27.01 

30.00 

8.10 

0.0300 

0.1477 

1.83 

11.21 

45 

33.79 

30.00 

10.14 

0.0300 

0.5578 

0.01 

10.72 

45 

34.28 

30.00 

10.28 

0.0300 

0.0033 

1.94 

12.75 

35 

22.25 

40.00 

8.90 

0.0300 

0.5184 

3.10 

12.75 

35 

22.25 

30.00 

6.67 

0.0300 

0.6199 

1.87 

21.40 

45 

23.60 

30.00 

7.08 

0.0300 

0.3975 

2.84 

21.04 

45 

23.96 

30.00 

7.19 

0.0300 

0.6123 

2.27 

15.29 

45 

29.71 

30.00 

8.91 

0.0300 

0.6078 

0.26 

23.57 

45 

21.43 

40.00 

8.57 

0.0300 

0.0667 

0.00 

23.57 

45 

21.43 

30.00 

6.43 

0.0300 

0.0001 

2.86 

22.93 

45 

22.07 

40.00 

8.83 

0.0300 

0.7570 

15.28 

16.22 

45 

28.78 

30.00 

8.64 

0.0300 

3.9590 

2.58 

12.88 

35 

22.12 

30.00 

6.64 

0.0300 

0.5129 

4.33 

23.30 

45 

21.70 

40.00 

8.68 

0.0300 

1.1265 

2.73 

23.30 

45 

21.70 

40.00 

8.68 

0.0300 

0.7114 

0.89 

23.30 

45 

21.70 

30.00 

6.51 

0.0300 

0.1735 

0.33 

11.91 

35 

23.09 

40.00 

9.24 

0.0300 

0.0909 

1.94 

11.91 

35 

23.09 

30.00 

6.93 

0.0300 

0.4034 

3.16 

12.13 

35 

22.87 

30.00 

6.86 

0.0300 

0.6506 

0.33 

11.18 

40 

28.82 

30.00 

8.65 

0.0300 

0.0849 

1.21 

10.88 

40 

29.12 

30.00 

8.74 

0.0300 

0.3177 

5.26 

12.38 

35 

22.62 

30.00 

6.79 

0.0300 

1.0698 

0.60 

22.41 

45 

22.59 

40.00 

9.04 

0.0300 

0.1632 

2.53 

22.41 

45 

22.59 

40.00 

9.04 

0.0300 

0.6852 

5.00 

15.09 

45 

29.91 

30.00 

8.97 

0.0300 

1.3469 

3.47 

15.05 

45 

29.95 

30.00 

8.99 

0.0300 

0.9343 

3.79 

23.73 

45 

21.27 

40.00 

8.51 

0.0300 

0.9671 

3.42 

23.73 

45 

21.27 

40.00 

8.51 

0.0300 

0.8727 

0.03 

12.26 

35 

22.74 

40.00 

9.10 

0.0300 

0.0078 

2.55 

12.26 

35 

22.74 

30.00 

6.82 

0.0300 

0.5213 

3.66 

12.18 

35 

22.82 

30.00 

6.85 

0.0300 

0.7523 


















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



11 RB 


11 TK (RURAL) 


12 JDW 


12 JRK 


12 PS 


12 RB 


12 TK 


13 JRK 


13 LGW 


13 LKS 


13 ML 


14 JDW 


14 JRK-A 


14JRK-B 


14 PS-A 


14 PS-B 


Census Code 


0801000400090000 


0801000500118500 


0802000300354200 


0802000300360600 


0801000900261500 


0801000400095700 


0801000500109600 


0801000400090100 


0801000500118600 


0802000300354600 


0802000400398700 


0801000900261600 


0801000400095800 



0801000500124900 


0801000500115600 


0801000500117000 


0802000300354300 


0802000300360700 


0802000300360800 


0801000900261900 


0801000500115700 


0801000500115500 


0801000500115100 



Zone (Fresh 
/ Saline) 


3.71 Saline 


3.94 Saline 


3.47 Saline 


3.41 Fresh 



Saline 


1.76 Saline 


2.83 Fresh 


Saline 


7.76 Fresh 






Saline 


2.05 Fresh 


Saline 


1.16 Saline 


1.85 Fresh 


5.08 Fresh 


Saline 


3.54 Saline 


3.66 Fresh 


2.35 Fresh 


Saline 


2.11 Fresh 



Saline 


1.83 Saline 


4.90 Fresh 


Saline 


2.94 Fresh 



15 JDW 


0802000300354400 


Saline 


2.30 Fresh 


Saline 


3.55 Fresh 


3.07 Fresh 


Saline 


3.28 Fresh 


Saline 


6.24 Saline 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

10.99 

40 

29.01 

30.00 

8.70 

0.0300 

0.2260 

12.23 

35 

22.77 

30.00 

6.83 

0.0300 

0.8077 

23.74 

45 

21.26 

30.00 

6.38 

0.0300 

0.0124 

22.87 

45 

22.13 

40.00 

8.85 

0.0300 

0.6121 

22.87 

45 

22.13 

40.00 

8.85 

0.0300 

0.2940 

20.67 

45 

24.33 

40.00 

9.73 

0.0300 

0.0919 

20.67 

45 

24.33 

40.00 

9.73 

0.0300 

0.0320 

20.67 

45 

24.33 

30.00 

7.30 

0.0300 

0.3134 

14.42 

45 

30.58 

30.00 

9.17 

0.0300 

0.4855 

12.80 

40 

27.20 

40.00 

10.88 

0.0300 

0.8005 

12.80 

40 

27.20 

30.00 

8.16 

0.0300 

0.0931 

23.80 

45 

21.20 

40.00 

8.48 

0.0300 

0.1206 

23.80 

45 

21.20 

40.00 

8.48 

0.0300 

1.1913 

23.80 

45 

21.20 

30.00 

6.36 

0.0300 

0.0035 

11.17 

35 

23.83 

40.00 

9.53 

0.0300 

0.2091 

11.17 

35 

23.83 

30.00 

7.15 

0.0300 

0.4340 

12.18 

35 

22.82 

30.00 

6.85 

0.0300 

0.7589 

11.11 

40 

28.89 

30.00 

8.67 

0.0300 

0.0054 

11.46 

35 

23.54 

30.00 

7.06 

0.0300 

0.4811 

23.24 

45 

21.76 

40.00 

8.71 

0.0300 

0.5434 

20.79 

45 

24.21 

40.00 

9.68 

0.0300 

0.0380 

15.29 

45 

29.71 

30.00 

8.91 

0.0300 

0.2756 

13.03 

40 

26.97 

40.00 

10.79 

0.0300 

0.9589 

13.03 

40 

26.97 

30.00 

8.09 

0.0300 

0.6951 

23.83 

45 

21.17 

40.00 

8.47 

0.0300 

0.6833 

23.83 

45 

21.17 

40.00 

8.47 

0.0300 

0.0793 

23.83 

45 

21.17 

30.00 

6.35 

0.0300 

0.0239 

23.87 

45 

21.13 

40.00 

8.45 

0.0300 

0.1465 

23.87 

45 

21.13 

30.00 

6.34 

0.0300 

0.2804 

11.54 

35 

23.46 

30.00 

7.04 

0.0300 

0.2452 

12.72 

35 

22.28 

40.00 

8.91 

0.0300 

0.4938 

12.09 

35 

22.91 

40.00 

9.16 

0.0300 

0.9679 

12.09 

35 

22.91 

30.00 

6.87 

0.0300 

0.3221 

23.85 

45 

21.15 

30.00 

6.35 

0.0300 

0.0324 

23.12 

45 

21.88 

40.00 

8.75 

0.0300 

0.8735 

23.12 

45 

21.88 

40.00 

8.75 

0.0300 

0.0886 

23.24 

45 

21.76 

40.00 

8.70 

0.0300 

0.6014 

23.24 

45 

21.76 

30.00 

6.53 

0.0300 

0.0096 

19.20 

45 

25.80 

40.00 

10.32 

0.0300 

0.0832 

19.20 

45 

25.80 

40.00 

10.32 

0.0300 

0.0030 

19.20 

45 

25.80 

30.00 

7.74 

0.0300 

0.3499 

12.80 

45 

32.20 

30.00 

9.66 

0.0300 

0.4663 

12.72 

35 

22.28 

40.00 

8.91 

0.0300 

0.6603 

12.72 

35 

22.28 

30.00 

6.68 

0.0300 

0.4868 

23.70 

45 

21.30 

40.00 

8.52 

0.0300 

0.0065 

23.70 

45 

21.30 

40.00 

8.52 

0.0300 

0.0321 

23.70 

45 

21.30 

30.00 

6.39 

0.0300 

0.2029 

11.27 

35 

23.73 

40.00 

9.49 

0.0300 

0.0040 

11.27 

35 

23.73 

30.00 

7.12 

0.0300 

0.0064 

12.81 

35 

22.19 

40.00 

8.88 

0.0300 

0.9466 

13.09 

35 

21.91 

40.00 

8.76 

0.0300 

0.7847 

13.09 

35 

21.91 

30.00 

6.57 

0.0300 

0.0164 

12.38 

35 

22.62 

40.00 

9.05 

0.0300 

0.1455 

12.38 

35 

22.62 

30.00 

6.79 

0.0300 

0.5587 

23.58 

45 

21.42 

30.00 

6.43 

0.0300 

0.0301 











































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 


15 JRK 

15 LGW-A 
15 LGW-C 

15 LKS 
15 LLW-B 
15 MOD-A 

15 MOD-B 

15 NWD 
15 PS 

15 TK 

16 JRK 

16 LKS 
16 MOD 

16 PS 
16 TK 


17 LGW 
17 LKS 
17 MOD 
17 PS 
17 RB 

17 TK 

18 JRK 

18 LGW-A 
18 MOD 

18 PS 

19 JRK 

19 LGW-A 
19 LGW-B 
19 MOD 
19 PS 
2 BLW-A 
2 BLW-B 
2 DBN 
2 GMD 
2 HDP 
2 JRK 
2 LGW 
2 LKS 

2 MK 
2 MOD-B 

2 NP 
2 PS 


Village 

Area, 

sq.km 


Zone (Fresh 
/ Saline) 


Type of Area 
(Command / Non¬ 
command) 


0802000300354500 _ 4.14 Fresh Command 

Saline Command 

0802000400398800 ~ 1.54 Fresh Command 

0802000400398900 _ 1.85 Fresh Command 

Command 

0801000900262000 ~ 0.98 Saline Command 

0802000300352600 _ 3.19 Fresh Command 

0802000400393400 _ 4.20 Fresh Command 

Saline Command 

0802000400393300 ~ 3.45 Fresh Command 

Saline Command 

0801000500121900 ~ 4.68 Saline Command 

0801000500114900 _ 4.67 Fresh Command 

Saline Command 

0801000500117100 ~ 2.58 Fresh Command 

Saline Command 

0802000300360900 6.06 Fresh Command 

Saline Command 

0801000900262100 ~ 0.87 Saline Command 

0802000400393200 _ 5.93 Fresh Command 

Saline Command 

0801000500114700 ~ 3.11 Saline Command 

0801000500117200 _ 3.23 Saline Command 

0802000400391900 _ 8.60 Fresh Command 

Saline Command 

0802000400396500 ~ 7.92 Saline Command 

0801000900262200 _ 1.16 Saline Command 

0802000400393100 _ 2.98 Saline Command 

0801000500114600 _ 4.50 Saline Command 

0801000500105000 _ 4.43 Saline Command 

0801000500117900 _ 3.10 Saline Command 

0802000400392000 _ 2.19 Fresh Command 

Saline Command 

0801000900263300 ~ 0.76 Saline Command 

0802000400393000 4.13 Saline Command 

0801000500114300 ~ 3.79 Saline Command 

0802000300346700 5.18 Saline Command 

0801000900261700 ~ 0.87 Saline Command 

0801000900261800 _ 1.09 Saline Command 

0802000400394600 _ 3.69 Saline Command 

0801000500114200 _ 3.65 Saline Command 

0802000400387800 _ 6.60 Saline _ Command 

0802000400387400 ~ 4.89 Saline Command 

0801000900260900 _ 1.11 Saline Command 

0801000900258600 _ 1.22 Saline Command 

0802000400392800 _ 3.09 Saline Command 

0802000300359700 _ 3.03 Fresh Command 

0802000400393900 _ 9.36 Fresh Command 

0802000400394400 _ 2.01 Fresh Command 

Saline Command 

0801000500116300 ~ 3.44 Fresh Command 

0802000300361800 _ 3.85 Fresh Command 

Command 

0801000500120500 ~ 3.30 Fresh Command 

0801000400095600 4.29 Fresh Command 


Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

23.47 

45 

21.53 

40.00 

8.61 

0.0300 

0.4970 

23.47 

45 

21.53 

30.00 

6.46 

0.0300 

0.3702 

19.08 

45 

25.92 

40.00 

10.37 

0.0300 

0.0084 

18.82 

45 

26.18 

40.00 

10.47 

0.0300 

0.0296 

18.82 

45 

26.18 

40.00 

10.47 

0.0300 

0.0686 

12.80 

45 

32.20 

30.00 

9.66 

0.0300 

0.2849 

22.42 

45 

22.58 

40.00 

9.03 

0.0300 

0.0352 

23.82 

45 

21.18 

40.00 

8.47 

0.0300 

0.1740 

23.82 

45 

21.18 

30.00 

6.35 

0.0300 

0.6686 

23.54 

45 

21.46 

40.00 

8.58 

0.0300 

0.1780 

23.54 

45 

21.46 

30.00 

6.44 

0.0300 

0.5319 

10.50 

35 

24.50 

30.00 

7.35 

0.0300 

0.1124 

14.31 

35 

20.69 

40.00 

8.28 

0.0300 

0.0167 

14.31 

35 

20.69 

30.00 

6.21 

0.0300 

0.8577 

12.27 

35 

22.73 

40.00 

9.09 

0.0300 

0.5419 

12.27 

35 

22.73 

30.00 

6.82 

0.0300 

0.1211 

23.07 

45 

21.93 

40.00 

8.77 

0.0300 

1.0038 

23.07 

45 

21.93 

30.00 

6.58 

0.0300 

0.4443 

13.68 

45 

31.32 

30.00 

9.40 

0.0300 

0.2460 

22.48 

45 

22.52 

40.00 

9.01 

0.0300 

0.0984 

22.48 

45 

22.52 

30.00 

6.76 

0.0300 

1.1123 

14.12 

35 

20.88 

30.00 

6.27 

0.0300 

0.5852 

12.72 

35 

22.28 

30.00 

6.68 

0.0300 

0.6486 

23.27 

45 

21.73 

40.00 

8.69 

0.0300 

1.2145 

23.27 

45 

21.73 

30.00 

6.52 

0.0300 

0.7713 

17.06 

45 

27.94 

30.00 

8.38 

0.0300 

0.5841 

12.75 

45 

32.25 

30.00 

9.67 

0.0300 

0.3359 

21.45 

45 

23.55 

30.00 

7.07 

0.0300 

0.6316 

13.16 

35 

21.84 

30.00 

6.55 

0.0300 

0.8842 

10.91 

35 

24.09 

30.00 

7.23 

0.0300 

0.1205 

12.83 

35 

22.17 

30.00 

6.65 

0.0300 

0.6191 

23.19 

45 

21.81 

40.00 

8.73 

0.0300 

0.2578 

23.19 

45 

21.81 

30.00 

6.54 

0.0300 

0.2368 

18.47 

45 

26.53 

30.00 

7.96 

0.0300 

0.0057 

20.62 

45 

24.38 

30.00 

7.32 

0.0300 

0.9054 

12.84 

35 

22.16 

30.00 

6.65 

0.0300 

0.7567 

23.07 

45 

21.93 

30.00 

6.58 

0.0300 

0.1328 

16.61 

45 

28.39 

30.00 

8.52 

0.0300 

0.0929 

13.54 

45 

31.46 

30.00 

9.44 

0.0300 

0.0846 

21.34 

45 

23.66 

30.00 

7.10 

0.0300 

0.7455 

12.80 

35 

22.20 

30.00 

6.66 

0.0300 

0.7296 

19.32 

45 

25.68 

30.00 

7.70 

0.0300 

1.5263 

17.86 

45 

27.14 

30.00 

8.14 

0.0300 

1.1951 

14.65 

45 

30.35 

30.00 

9.11 

0.0300 

0.3029 

11.32 

45 

33.68 

30.00 

10.10 

0.0300 

0.3139 

19.17 

45 

25.83 

30.00 

7.75 

0.0300 

0.7171 

23.08 

45 

21.92 

40.00 

8.77 

0.0300 

0.1391 

23.30 

45 

21.70 

40.00 

8.68 

0.0300 

0.0526 

21.26 

45 

23.74 

40.00 

9.50 

0.0300 

0.0101 

21.26 

45 

23.74 

30.00 

7.12 

0.0300 

0.2841 

12.71 

35 

22.29 

40.00 

8.91 

0.0300 

0.9195 

21.46 

45 

23.54 

40.00 

9.42 

0.0300 

0.0015 

21.46 

45 

23.54 

40.00 

9.42 

0.0300 

0.0100 

11.75 

35 

23.25 

40.00 

9.30 

0.0300 

0.8689 

12.79 

40 

27.21 

40.00 

10.88 

0.0300 

1.3998 














































































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 


2 RB 
2 RM-A 
2 TK 
20JRK 

20 MOD 
20 NP 

20 PS 


21 LGW _ 

21 MOD 

21 PS _ 

21/23 NP 

22JRK 

22 LGW-A 
22 LGW-C 
22 MOD 

22 PS(RURAL) 

23 JRK-A 

23JRK-B 

23 MOD-1 
23 MOD-II 
23 PS-A(RURAL) 

23 PS-C _ 

23 STB _ 

23 STB-A 

24JRK 

24 LGW 
24 MOD 

24 NP _ 

24 PS _ 

25JRK _ 

25 LGW-A 

25 LGW-B 


25 

MOD 

25 

NP 

25 

PS-A( RURAL) 

25 

PS-B(RURAL) 

26 

JRK 

26 

MOD 

26 

NP 

26 

PS-A 

26 

PS-B 

27 

JRK 


Village 

Area, 

sq.km 


Zone (Fresh 
/ Saline) 


Type of Area 
(Command / Non¬ 
command) 


0801000400091700 _ 2.76 Saline Command 

0801000900255100 _ 5.37 Saline Command 

0801000500118000 _ 4.47 Saline Command 

0802000400392100 _ 3.69 Fresh Command 

Saline Command 

0802000400392900 ~ 5.37 Saline Command 

0801000500124500 _ 2.76 Fresh Command 

Saline Command 

0801000500114000 ~ 4.04 Saline Command 

0802000400392200 _ 3.91 Fresh Command 

Saline Command 

0801000900262300 ~ 1.70 Saline Command 

0802000400395600 _ 3.79 Saline Command 

0801000500113900 _ 3.72 Saline Command 

0801000500125000 _ 4.06 Fresh Command 

Saline Command 

0802000400392300 ~ 3.97 Fresh Command 

Saline Command 

0801000900262400 3.00 Saline Command 

0801000900259600 ~ 1.31 Saline Command 

0802000400394800 _ 4.43 Saline Command 

0801000500113800 _ 3.04 Saline Command 

0802000400391800 _ 19.54 Fresh Command 

Saline Command 

0802000400391500 ~ 10.65 Fresh Command 

Saline Command 

0802000400395500 ~ 3.42 Saline Command 

0802000400395100 _ 3.33 Saline Command 

0801000500113700 _ 3.09 Saline Command 

0801000500113400 _ 3.16 Saline Command 

0801000900265300 3.03 Saline Command 

Command 

0801000900265400 ~ 2.20 Saline Command 

Command 

0802000400392400 ~ 4.85 Fresh Command 

Saline Command 

0801000900259700 ~ 2.20 Saline Command 

0802000400395300 _ 2.82 Saline Command 

0801000500133100 _ 3.49 Saline Command 

0801000500109700 _ 3.93 Saline Command 

0802000400392500 _ 2.82 Saline Command 

0801000900259400 _ 1.31 Saline Command 

Command 

0801000900259500 ~ 2.33 Saline Command 

Command 

0802000400395200 ~ 5.88 Saline Command 

0801000500133000 1.60 Saline Command 

0801000500113500 ~ 2.09 Saline Command 

0801000500113600 _ 2.01 Saline Command 

0802000400391400 _ 3.35 Saline Command 

0801000900261100 _ 1.66 Saline Command 

0801000500119600 _ 5.36 Saline Command 

0801000500109800 3.09 Saline Command 

0801000500109900 ~ 3.08 Saline Command 

0802000400392600 4.08 Saline Command 


Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.33 

40 

27.67 

30.00 

8.30 

0.0300 

0.0359 

10.96 

45 

34.04 

30.00 

10.21 

0.0300 

0.7141 

12.81 

35 

22.19 

30.00 

6.66 

0.0300 

0.8928 

22.98 

45 

22.02 

40.00 

8.81 

0.0300 

0.3163 

22.98 

45 

22.02 

30.00 

6.61 

0.0300 

0.4950 

20.09 

45 

24.91 

30.00 

7.47 

0.0300 

1.2043 

11.69 

35 

23.31 

40.00 

9.32 

0.0300 

0.6911 

11.69 

35 

23.31 

30.00 

6.99 

0.0300 

0.0015 

12.79 

35 

22.21 

30.00 

6.66 

0.0300 

0.8075 

22.53 

45 

22.47 

40.00 

8.99 

0.0300 

0.2742 

22.53 

45 

22.47 

30.00 

6.74 

0.0300 

0.5856 

11.66 

45 

33.34 

30.00 

10.00 

0.0300 

0.1126 

19.97 

45 

25.03 

30.00 

7.51 

0.0300 

0.8533 

12.45 

35 

22.55 

30.00 

6.76 

0.0300 

0.7544 

9.55 

35 

25.45 

40.00 

10.18 

0.0300 

0.7375 

9.55 

35 

25.45 

30.00 

7.63 

0.0300 

0.2618 

21.62 

45 

23.38 

40.00 

9.35 

0.0300 

0.0065 

21.62 

45 

23.38 

30.00 

7.01 

0.0300 

0.8294 

11.59 

45 

33.41 

30.00 

10.02 

0.0300 

0.5081 

11.06 

45 

33.94 

30.00 

10.18 

0.0300 

0.1801 

19.97 

45 

25.03 

30.00 

7.51 

0.0300 

0.9977 

12.38 

35 

22.62 

30.00 

6.79 

0.0300 

0.6188 

22.51 

45 

22.49 

40.00 

9.00 

0.0300 

2.4082 

22.51 

45 

22.49 

30.00 

6.75 

0.0300 

2.1508 

21.37 

45 

23.63 

40.00 

9.45 

0.0300 

0.9868 

21.37 

45 

23.63 

30.00 

7.09 

0.0300 

1.5261 

19.37 

45 

25.63 

30.00 

7.69 

0.0300 

0.7897 

18.58 

45 

26.42 

30.00 

7.92 

0.0300 

0.7908 

11.84 

35 

23.16 

30.00 

6.95 

0.0300 

0.6442 

11.95 

35 

23.05 

30.00 

6.91 

0.0300 

0.6555 

10.79 

45 

34.21 

30.00 

10.26 

0.0300 

0.1407 

10.79 

45 

34.21 

30.00 

10.26 

0.0300 

0.0843 

11.18 

45 

33.82 

30.00 

10.14 

0.0300 

0.0278 

11.18 

45 

33.82 

30.00 

10.14 

0.0300 

0.4019 

20.34 

45 

24.66 

40.00 

9.87 

0.0300 

0.0008 

20.34 

45 

24.66 

30.00 

7.40 

0.0300 

1.0766 

11.88 

45 

33.12 

30.00 

9.94 

0.0300 

0.5516 

15.65 

45 

29.35 

30.00 

8.81 

0.0300 

0.7456 

6.65 

35 

28.35 

30.00 

8.51 

0.0300 

0.0125 

12.16 

35 

22.84 

30.00 

6.85 

0.0300 

0.8085 

19.19 

45 

25.81 

30.00 

7.74 

0.0300 

0.6557 

11.64 

45 

33.36 

30.00 

10.01 

0.0300 

0.0783 

11.64 

45 

33.36 

30.00 

10.01 

0.0300 

0.3113 

12.77 

45 

32.23 

30.00 

9.67 

0.0300 

0.4835 

12.77 

45 

32.23 

30.00 

9.67 

0.0300 

0.1935 

17.05 

45 

27.95 

30.00 

8.39 

0.0300 

1.4800 

6.77 

35 

28.23 

30.00 

8.47 

0.0300 

0.0327 

12.25 

35 

22.75 

30.00 

6.82 

0.0300 

0.4283 

12.28 

35 

22.72 

30.00 

6.82 

0.0300 

0.4116 

19.63 

45 

25.37 

30.00 

7.61 

0.0300 

0.7644 

14.95 

45 

30.05 

30.00 

9.02 

0.0300 

0.4499 

11.46 

35 

23.54 

30.00 

7.06 

0.0300 

1.1350 

11.63 

35 

23.37 

30.00 

7.01 

0.0300 

0.6500 

11.28 

35 

23.72 

30.00 

7.12 

0.0300 

0.6571 

18.54 

45 

26.46 

30.00 

7.94 

0.0300 

0.9706 












































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 

Census Code 

27 ML 

0801000400096000 

27 MOD-A 

0801000900261200 

27 MOD-B 

0801000900261300 

27 NP-A 

0801000500119500 


Zone (Fresh 
/ Saline) 


27 NP-B 


27 PS 


28JRK 


28 ML-A 


28 ML-B 


28 MOD 


28 NP 


28 PS 


29 JRK 


29 MOD-A 


29 MOD-B 


29 NP 


29 PS-A 


29 PS-B 


3 BLW 


3 DBN 


3 GMD 


3 HDP 


3 JRK 


3 MOD 


3 NP 


3 NRD-A 


3 NRD-B 


3 PS 


3 RB-A 


3 RPM 


3 TK 


3 TKW 


30 JRK 


30 ML 


30 MOD 


30 NP 


31 JRK 


31 ML 


31 MOD 


31 NP 


31 RB I 


0801000500119400 


0801000500110000 


0802000400391300 


0801000500115900 


0801000500116000 


0801000900261400 


0801000500119300 


0801000500110100 


0802000400391200 


0802000400390500 


0802000400390200 


0801000500119200 


0801000500113200 


0801000500111000 


0802000400387700 


0801000900260500 


0801000900258700 


0802000400392700 


0802000300355700 


0802000400394000 


0802000400394500 


0801000500116400 


0802000300361700 


0801000500120400 


0801000900258200 


0801000900258100 


0801000500115400 


0801000400091600 


0801000500121000 


0801000500118100 


0802000400388500 


0802000400391100 


0801000500115800 


0801000900261000 


0801000500119000 


0802000400391000 


0801000500116700 


0802000400387000 


0801000500118900 


0801000400093900 


0801000400094000 


3.56 Fresh 


4.13 Fresh 


Type of Area 
(Command / Non¬ 
command) 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.86 

40 

27.14 

30.00 

8.14 

0.0300 

0.8065 

14.55 

45 

30.45 

30.00 

9.14 

0.0300 

0.3628 

14.13 

45 

30.87 

30.00 

9.26 

0.0300 

0.4281 

9.58 

35 

25.42 

40.00 

10.17 

0.0300 

0.6860 

9.58 

35 

25.42 

30.00 

7.63 

0.0300 

0.4387 

9.61 

35 

25.39 

40.00 

10.16 

0.0300 

0.8579 

9.61 

35 

25.39 

30.00 

7.62 

0.0300 

0.5175 

10.66 

35 

24.34 

30.00 

7.30 

0.0300 

0.8929 

19.03 

45 

25.97 

30.00 

7.79 

0.0300 

0.9151 

12.13 

35 

22.87 

30.00 

6.86 

0.0300 

0.9557 

12.21 

35 

22.79 

30.00 

6.84 

0.0300 

0.7908 

14.10 

45 

30.90 

30.00 

9.27 

0.0300 

0.5070 

10.37 

35 

24.63 

40.00 

9.85 

0.0300 

0.1546 

10.37 

35 

24.63 

30.00 

7.39 

0.0300 

0.9372 

10.91 

35 

24.09 

30.00 

7.23 

0.0300 

0.7171 

18.84 

45 

26.16 

30.00 

7.85 

0.0300 

0.4691 

15.83 

45 

29.17 

30.00 

8.75 

0.0300 

0.8558 

15.35 

45 

29.65 

30.00 

8.89 

0.0300 

2.4066 

10.30 

35 

24.70 

40.00 

9.88 

0.0300 

0.0132 

10.30 

35 

24.70 

30.00 

7.41 

0.0300 

0.6580 

11.07 

35 

23.93 

30.00 

7.18 

0.0300 

0.6486 

11.25 

35 

23.75 

30.00 

7.13 

0.0300 

0.0890 

17.36 

45 

27.64 

30.00 

8.29 

0.0300 

0.8147 

14.46 

45 

30.54 

30.00 

9.16 

0.0300 

0.2880 

11.79 

45 

33.21 

30.00 

9.96 

0.0300 

0.2840 

18.51 

45 

26.49 

30.00 

7.95 

0.0300 

1.1671 

22.08 

45 

22.92 

40.00 

9.17 

0.0300 

0.5456 

22.08 

45 

22.92 

40.00 

9.17 

0.0300 

0.1555 

23.35 

45 

21.65 

40.00 

8.66 

0.0300 

0.0069 

20.69 

45 

24.31 

40.00 

9.72 

0.0300 

0.0520 

20.69 

45 

24.31 

40.00 

9.72 

0.0300 

0.0001 

20.69 

45 

24.31 

30.00 

7.29 

0.0300 

0.8433 

12.92 

35 

22.08 

40.00 

8.83 

0.0300 

0.6605 

12.92 

35 

22.08 

30.00 

6.62 

0.0300 

0.0347 

21.75 

45 

23.25 

40.00 

9.30 

0.0300 

0.2206 

12.40 

35 

22.60 

40.00 

9.04 

0.0300 

1.1997 

12.40 

35 

22.60 

30.00 

6.78 

0.0300 

0.0820 

11.64 

45 

33.36 

30.00 

10.01 

0.0300 

0.0982 

11.65 

45 

33.35 

30.00 

10.00 

0.0300 

0.6913 

12.94 

35 

22.06 

40.00 

8.82 

0.0300 

0.6727 

12.88 

40 

27.12 

30.00 

8.13 

0.0300 

0.0358 

10.65 

35 

24.35 

30.00 

7.31 

0.0300 

0.3229 

12.79 

35 

22.21 

30.00 

6.66 

0.0300 

0.8117 

20.36 

45 

24.64 

30.00 

7.39 

0.0300 

0.5279 

18.70 

45 

26.30 

30.00 

7.89 

0.0300 

0.5280 

12.68 

35 

22.32 

30.00 

6.70 

0.0300 

0.7193 

14.21 

45 

30.79 

30.00 

9.24 

0.0300 

0.4422 

10.34 

35 

24.66 

30.00 

7.40 

0.0300 

0.5481 

18.51 

45 

26.49 

30.00 

7.95 

0.0300 

0.9066 

11.18 

35 

23.82 

30.00 

7.14 

0.0300 

0.8853 

15.27 

45 

29.73 

30.00 

8.92 

0.0300 

1.6476 

10.35 

35 

24.65 

30.00 

7.39 

0.0300 

0.6143 

13.31 

40 

26.69 

40.00 

10.67 

0.0300 

1.7527 

13.31 

40 

26.69 

30.00 

8.01 

0.0300 

0.0018 

13.24 

40 

26.76 

40.00 

10.70 

0.0300 

0.5560 




















































































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 


31 RB III 

32 ML 

32 MOD 
32 NP 

32 RB 

33 LLW 

33 ML 

33 MOD 

33 NP 

33 RB 

34 LLW 
34 MOD 

34 RB 

35 LLW 
35 ML 

35 MOD 

35 NP 

35 RB 

36 LLW 
36 MOD 

36 NP 
36 RB-A 

36 RB-B 

37 LLW-A 
37 LLW-B 
37 MOD 

37 NP 

37 NP-A 

37 RB 

38 LLW-A 
38 LLW-B 
38 MOD 

38 RB 

39 LLW 



Zone (Fresh 
/ Saline) 


0801000900260800 


0801000500118700 


0801000400094200 


0801000500125100 


0801000400095400 


0802000400389300 


0802000400386900 


0801000400094300 


0802000400391600 


0801000500120800 


0801000500132800 


0801000400094500 


0802000400389400 


0802000400386500 


0801000500126100 


0801000400094600 


0802000400389600 


0802000400389700 


0802000400386700 


0801000500125300 


0802000400389500 


0802000400388200 


0802000400386600 


0801000400091300 


0802000400389800 


Saline 


3.83 Fresh 


Saline 


2.50 Fresh 


Saline 


3.12 Saline 


5.74 Saline 


2.66 Fresh 


Saline 


13.41 Fresh 


Saline 






2.02 Fresh 


Saline 


4.09 Saline 


27.93 Saline 


1.09 Saline 


3.11 Fresh 


Saline 


9.71 Saline 


2.86 Fresh 


Saline 


1.39 Saline 


3.51 Saline 


3.41 Fresh 


Saline 


5.37 Saline 


3.68 Saline 


1.56 Fresh 


2.54 Fresh 


Saline 


1.92 Fresh 


Saline 


1.63 Saline 


4.00 Saline 


1.33 Saline 


2.65 Fresh 


Saline 


3.11 Fresh 


Saline 


2.95 Fresh 


Saline 


1.38 Saline 


11.69 Saline 


3.01 Saline 


3.33 Fresh 


Saline 


2.16 Saline 


Type of Area 
(Command / Non¬ 
command) 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

13.24 

40 

26.76 

30.00 

8.03 

0.0300 

0.0245 

13.14 

40 

26.86 

40.00 

10.75 

0.0300 

1.0462 

13.14 

40 

26.86 

30.00 

8.06 

0.0300 

0.1418 

11.13 

35 

23.87 

40.00 

9.55 

0.0300 

0.5494 

11.13 

35 

23.87 

30.00 

7.16 

0.0300 

0.1256 

15.01 

45 

29.99 

30.00 

9.00 

0.0300 

0.8414 

10.66 

35 

24.34 

30.00 

7.30 

0.0300 

1.2582 

13.28 

40 

26.72 

40.00 

10.69 

0.0300 

0.0314 

13.28 

40 

26.72 

30.00 

8.01 

0.0300 

0.6163 

22.78 

45 

22.22 

40.00 

8.89 

0.0300 

0.0746 

22.78 

45 

22.22 

30.00 

6.66 

0.0300 

2.5769 

10.74 

35 

24.26 

40.00 

9.70 

0.0300 

0.8156 

10.74 

35 

24.26 

30.00 

7.28 

0.0300 

0.1750 

15.24 

45 

29.76 

30.00 

8.93 

0.0300 

0.5076 

15.24 

45 

29.76 

30.00 

8.93 

0.0300 

0.4664 

7.27 

35 

27.73 

40.00 

11.09 

0.0300 

0.0767 

7.27 

35 

27.73 

30.00 

8.32 

0.0300 

0.1185 

13.61 

40 

26.39 

30.00 

7.92 

0.0300 

0.9715 

22.09 

45 

22.91 

30.00 

6.87 

0.0300 

3.7077 

15.15 

45 

29.85 

30.00 

8.96 

0.0300 

0.2936 

13.38 

40 

26.62 

40.00 

10.65 

0.0300 

0.0174 

13.38 

40 

26.62 

30.00 

7.99 

0.0300 

0.7326 

21.14 

45 

23.86 

30.00 

7.16 

0.0300 

2.0847 

10.48 

35 

24.52 

40.00 

9.81 

0.0300 

0.0085 

10.48 

35 

24.52 

30.00 

7.36 

0.0300 

0.0098 

15.09 

45 

29.91 

30.00 

8.97 

0.0300 

0.3742 

15.09 

45 

29.91 

30.00 

8.97 

0.0300 

0.0004 

6.19 

35 

28.81 

30.00 

8.64 

0.0300 

0.0011 

13.37 

40 

26.63 

40.00 

10.65 

0.0300 

0.4426 

13.37 

40 

26.63 

30.00 

7.99 

0.0300 

0.4807 

20.97 

45 

24.03 

30.00 

7.21 

0.0300 

1.1616 

15.07 

45 

29.93 

30.00 

8.98 

0.0300 

0.2052 

15.07 

45 

29.93 

30.00 

8.98 

0.0300 

0.7857 

9.11 

35 

25.89 

40.00 

10.36 

0.0300 

0.0024 

13.38 

40 

26.62 

40.00 

10.65 

0.0300 

0.3580 

13.38 

40 

26.62 

30.00 

7.99 

0.0300 

0.3028 

13.45 

40 

26.55 

40.00 

10.62 

0.0300 

0.2150 

13.45 

40 

26.55 

30.00 

7.96 

0.0300 

0.2960 

19.85 

45 

25.15 

30.00 

7.54 

0.0300 

0.3700 

20.01 

45 

24.99 

30.00 

7.50 

0.0300 

0.8985 

15.06 

45 

29.94 

30.00 

8.98 

0.0300 

0.3199 

15.06 

45 

29.94 

30.00 

8.98 

0.0300 

0.0389 

9.99 

35 

25.01 

40.00 

10.00 

0.0300 

0.4145 

9.99 

35 

25.01 

30.00 

7.50 

0.0300 

0.2517 

10.29 

35 

24.71 

40.00 

9.88 

0.0300 

0.0122 

10.29 

35 

24.71 

30.00 

7.41 

0.0300 

0.5886 

13.22 

40 

26.78 

40.00 

10.71 

0.0300 

0.5692 

13.22 

40 

26.78 

30.00 

8.03 

0.0300 

0.2507 

20.16 

45 

24.84 

30.00 

7.45 

0.0300 

0.3081 

20.23 

45 

24.77 

30.00 

7.43 

0.0300 

2.6057 

14.93 

45 

30.07 

30.00 

9.02 

0.0300 

0.1215 

14.93 

45 

30.07 

30.00 

9.02 

0.0300 

0.6922 

13.00 

40 

27.00 

40.00 

10.80 

0.0300 

0.4721 

13.00 

40 

27.00 

30.00 

8.10 

0.0300 

0.3693 

19.42 

45 

25.58 

30.00 

7.68 

0.0300 

0.4985 
















































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 


39 MOD 

39 RB 

4 BLW 
4 DBN 
4 GMD 

4 HDP 
4 JRK 

4 LKS-A 
4 LKS-B 
4 MK 
4 MOD 
4 NP 

4 PS-A 
4 PS-B 

4 RB 
4 TK 
4 TKW 

4 UMW 

40 LLW 
40 LLW-A 

40 RB 

41 LLW 
41 LNP 

41 RB 

42 LNP I 
42 NP 

42 RB 

43 LLW 

43 LNP 
43 NP 

43 RB 

44 LLW 
44 LNP 
44 NP 

44 RB 

45 LLW 
45 LNP 
45 PS 

45 RB 

46 LLW 
46 LNP 
46 RB-A 
46 RB-B 


Village 

Area, 

sq.km 


Zone (Fresh 
/ Saline) 


Type of Area 
(Command / Non¬ 
command) 


0801000900260100 _ 24.84 Saline Command 

Command 

0801000400091200 ~ 2.97 Fresh Command 

Saline Command 

0802000400387600 2.81 Saline Command 

0801000900260200 ~ 0.91 Saline Command 

0801000900258800 _ 1.46 Saline Command 

Command 

0802000400395000 3.58 Saline Command 

0802000300355300 ~ 3.18 Fresh Command 

Command 

0802000400394700 ~ 3.52 Saline Command 

0802000400395800 _ 3.14 Saline Command 

0801000500116600 _ 4.08 Fresh Command 

0802000300361500 _ 4.92 Fresh Command 

0801000500120300 _ 2.01 Fresh Command 

Saline Command 

0801000500115300 ~ 1.48 Fresh Command 

0801000500115200 _ 1.91 Fresh Command 

Saline Command 

0801000400089100 ~ 5.78 Saline Command 

0801000500120000 _ 2.70 Saline Command 

0801000300073300 15.70 Saline Command 

0802000400388300 ~ 4.45 Saline Command 

0802000400388600 8.48 Saline Command 

0802000400390000 ~ 1.49 Saline Command 

0802000400389900 _ 1.27 Saline Command 

0801000400091100 _ 3.27 Fresh Command 

Saline Command 

0802000400388000 ~ 7.51 Saline Command 

0801000400100400 _ 4.25 Saline Command 

0801000400091000 _ 3.77 Fresh Command 

Saline Command 

0801000400100100 ~ 5.36 Saline Command 

0801000500125500 _ 2.71 Saline Command 

0801000400090900 _ 3.17 Saline Command 

0801000300073000 0.49 Saline Command 

0802000400388100 ~ 8.09 Saline Command 

0801000400093400 _ 4.18 Saline Command 

0801000500125700 _ 1.91 Saline Command 

0801000400090600 _ 4.17 Fresh Command 

Saline Command 

0801000300072800 0.23 Saline Command 

0801000400096600 ~ 3.31 Saline Command 

0801000500125600 _ 2.47 Saline Command 

0801000400090800 _ 3.37 Fresh Command 

Saline Command 

0801000400086600 _ 0.59 Saline _ Command 

0801000400096500 ~ 2.98 Saline Command 

0801000500118800 _ 4.06 Saline Command 

0801000400090700 _ 2.98 Saline Command 

0801000400086500 _ 0.58 Saline _ Command 

0801000400093600 5.48 Saline Command 

0801000400090300 ~ 4.25 Saline Command 

0801000400090500 1.33 Saline Command 


Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

14.84 

45 

30.16 

30.00 

9.05 

0.0300 

4.8970 

14.84 

45 

30.16 

30.00 

9.05 

0.0300 

1.8450 

12.87 

40 

27.13 

40.00 

10.85 

0.0300 

0.4213 

12.87 

40 

27.13 

30.00 

8.14 

0.0300 

0.4084 

16.61 

45 

28.39 

30.00 

8.52 

0.0300 

0.7182 

14.63 

45 

30.37 

30.00 

9.11 

0.0300 

0.2477 

11.99 

45 

33.01 

30.00 

9.90 

0.0300 

0.0002 

11.99 

45 

33.01 

30.00 

9.90 

0.0300 

0.4325 

18.55 

45 

26.45 

30.00 

7.94 

0.0300 

0.8514 

22.00 

45 

23.00 

40.00 

9.20 

0.0300 

0.2988 

22.00 

45 

23.00 

40.00 

9.20 

0.0300 

0.1761 

20.16 

45 

24.84 

30.00 

7.45 

0.0300 

0.7879 

20.10 

45 

24.90 

30.00 

7.47 

0.0300 

0.7037 

11.98 

35 

23.02 

40.00 

9.21 

0.0300 

1.1273 

22.29 

45 

22.71 

40.00 

9.09 

0.0300 

1.3259 

12.74 

35 

22.26 

40.00 

8.90 

0.0300 

0.4304 

12.74 

35 

22.26 

30.00 

6.68 

0.0300 

0.0789 

12.50 

35 

22.50 

40.00 

9.00 

0.0300 

0.3984 

12.81 

35 

22.19 

40.00 

8.88 

0.0300 

0.3051 

12.81 

35 

22.19 

30.00 

6.66 

0.0300 

0.1533 

12.25 

40 

27.75 

30.00 

8.33 

0.0300 

0.1335 

12.69 

35 

22.31 

30.00 

6.69 

0.0300 

0.5416 

20.54 

40 

19.46 

30.00 

5.84 

0.0300 

0.2360 

20.46 

45 

24.54 

30.00 

7.36 

0.0300 

0.9821 

20.18 

45 

24.82 

30.00 

7.44 

0.0300 

1.6577 

19.12 

45 

25.88 

30.00 

7.77 

0.0300 

0.3477 

19.39 

45 

25.62 

30.00 

7.68 

0.0300 

0.2930 

12.79 

40 

27.21 

40.00 

10.88 

0.0300 

0.3643 

12.79 

40 

27.21 

30.00 

8.16 

0.0300 

0.3747 

19.66 

45 

25.34 

30.00 

7.60 

0.0300 

1.7119 

14.32 

40 

25.68 

30.00 

7.70 

0.0300 

0.0608 

12.79 

40 

27.21 

40.00 

10.88 

0.0300 

0.7649 

12.79 

40 

27.21 

30.00 

8.16 

0.0300 

0.2711 

14.21 

40 

25.79 

30.00 

7.74 

0.0300 

0.6036 

10.52 

35 

24.48 

30.00 

7.34 

0.0300 

0.2852 

12.42 

40 

27.58 

30.00 

8.27 

0.0300 

0.0139 

20.02 

40 

19.98 

30.00 

5.99 

0.0300 

0.0063 

20.16 

45 

24.84 

30.00 

7.45 

0.0300 

1.8098 

14.11 

40 

25.89 

30.00 

7.77 

0.0300 

0.0003 

10.65 

35 

24.35 

30.00 

7.31 

0.0300 

0.0061 

11.84 

40 

28.16 

40.00 

11.26 

0.0300 

0.0072 

11.84 

40 

28.16 

30.00 

8.45 

0.0300 

1.0190 

19.59 

40 

20.41 

30.00 

6.12 

0.0300 

0.0016 

14.08 

40 

25.92 

30.00 

7.78 

0.0300 

0.7499 

11.06 

35 

23.94 

30.00 

7.18 

0.0300 

0.0369 

12.57 

40 

27.43 

40.00 

10.97 

0.0300 

0.8385 

12.57 

40 

27.43 

30.00 

8.23 

0.0300 

0.1995 

19.63 

40 

20.37 

30.00 

6.11 

0.0300 

0.0974 

13.97 

40 

26.03 

30.00 

7.81 

0.0300 

0.6974 

10.36 

35 

24.64 

30.00 

7.39 

0.0300 

0.9010 

11.58 

40 

28.42 

30.00 

8.53 

0.0300 

0.0253 

19.32 

40 

20.68 

30.00 

6.20 

0.0300 

0.0690 

13.84 

40 

26.16 

30.00 

7.85 

0.0300 

1.1871 

11.12 

40 

28.88 

30.00 

8.66 

0.0300 

1.0236 

11.32 

40 

28.68 

30.00 

8.60 

0.0300 

0.3332 

















































































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

19.80 

40 

20.21 

30.00 

6.06 

0.0300 

1.2973 

15.69 

45 

29.31 

30.00 

8.79 

0.0300 

0.2774 

15.69 

45 

29.31 

30.00 

8.79 

0.0300 

0.9815 

11.76 

40 

28.24 

30.00 

8.47 

0.0300 

0.0000 

15.14 

40 

24.86 

30.00 

7.46 

0.0300 

0.0529 

15.14 

40 

24.86 

30.00 

7.46 

0.0300 

0.1644 

14.01 

40 

25.99 

30.00 

7.80 

0.0300 

1.1146 

13.57 

40 

26.43 

40.00 

10.57 

0.0300 

0.7750 

13.57 

40 

26.43 

30.00 

7.93 

0.0300 

0.5874 

19.54 

40 

20.46 

30.00 

6.14 

0.0300 

3.3814 

19.54 

40 

20.46 

30.00 

6.14 

0.0300 

0.0260 

14.75 

45 

30.25 

30.00 

9.08 

0.0300 

0.8361 

14.60 

40 

25.40 

30.00 

7.62 

0.0300 

0.6857 

16.01 

45 

28.99 

30.00 

8.70 

0.0300 

0.6367 

16.01 

45 

28.99 

30.00 

8.70 

0.0300 

0.0359 

13.26 

45 

31.74 

30.00 

9.52 

0.0300 

0.2571 

12.26 

45 

32.74 

30.00 

9.82 

0.0300 

0.1139 

12.26 

45 

32.74 

30.00 

9.82 

0.0300 

0.1910 

18.41 

45 

26.59 

30.00 

7.98 

0.0300 

0.7981 

18.47 

45 

26.53 

30.00 

7.96 

0.0300 

0.5422 

22.31 

45 

22.69 

40.00 

9.08 

0.0300 

0.5285 

23.13 

45 

21.87 

30.00 

6.56 

0.0300 

0.0052 

20.29 

45 

24.71 

30.00 

7.41 

0.0300 

0.5153 

20.19 

45 

24.81 

30.00 

7.44 

0.0300 

0.4223 

13.85 

35 

21.15 

40.00 

8.46 

0.0300 

0.3216 

13.85 

35 

21.15 

30.00 

6.35 

0.0300 

0.6074 

21.99 

45 

23.01 

40.00 

9.20 

0.0300 

0.0017 

21.99 

45 

23.01 

40.00 

9.20 

0.0300 

0.2770 

10.81 

35 

24.19 

40.00 

9.68 

0.0300 

0.0150 

11.33 

45 

33.67 

30.00 

10.10 

0.0300 

1.0642 

13.65 

35 

21.35 

30.00 

6.41 

0.0300 

0.6829 

11.90 

40 

28.10 

30.00 

8.43 

0.0300 

0.0401 

12.56 

35 

22.44 

30.00 

6.73 

0.0300 

0.6421 

20.46 

45 

24.54 

30.00 

7.36 

0.0300 

0.8034 

21.46 

45 

23.54 

30.00 

7.06 

0.0300 

0.8911 

17.17 

40 

22.83 

30.00 

6.85 

0.0300 

0.2484 

17.17 

40 

22.83 

30.00 

6.85 

0.0300 

0.0115 

13.95 

40 

26.05 

40.00 

10.42 

0.0300 

0.3620 

13.95 

40 

26.05 

30.00 

7.81 

0.0300 

0.4570 

18.33 

40 

21.67 

30.00 

6.50 

0.0300 

0.7601 

18.33 

40 

21.67 

30.00 

6.50 

0.0300 

0.0854 

12.98 

40 

27.02 

40.00 

10.81 

0.0300 

0.0073 

12.98 

40 

27.02 

30.00 

8.11 

0.0300 

0.8304 

12.57 

40 

27.43 

40.00 

10.97 

0.0300 

0.3848 

12.57 

40 

27.43 

30.00 

8.23 

0.0300 

0.3894 

14.26 

40 

25.74 

30.00 

7.72 

0.0300 

0.4253 

12.67 

40 

27.33 

40.00 

10.93 

0.0300 

0.0246 

12.67 

40 

27.33 

30.00 

8.20 

0.0300 

0.8578 

14.43 

40 

25.57 

30.00 

7.67 

0.0300 

0.3733 

12.82 

35 

22.18 

40.00 

8.87 

0.0300 

0.0021 

12.82 

35 

22.18 

30.00 

6.65 

0.0300 

0.6012 

14.36 

40 

25.64 

30.00 

7.69 

0.0300 

0.3631 

12.80 

35 

22.20 

30.00 

6.66 

0.0300 

0.3352 

12.97 

35 

22.03 

40.00 

8.81 

0.0300 

0.0094 

12.97 

35 

22.03 

30.00 

6.61 

0.0300 

0.2410 


























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



59 LNP I 


59 LNP I 


59 RB 


6 BLW 


6 DBN 


6 GMD 



6 LKS 


6 MK-A 


6 MK-B 


6 MOD 


6 NP 


6 PS 


6 TK 


6 TKW 


6 UMW 


60 LNP 


60 RB 


61 LNP 


61 RB 


62 LNP 


62 RB 


63 LNP 


63 RB-A 


63 RB-B 


64 LNPI 


64 LNP II 


65 LNP 


65 RB 


66 LNP 


66 RB 


67 LNP 


67 RB 


68 LNP 


68 RB 


Census Code 


0801000400096700 


0801000500108800 


0801000400099600 


0801000500108400 


0801000400096400 


0801000500108300 


0801000400097000 


0801000400096900 


0801000500108900 


0802000400387300 


0801000900260300 


0801000900259000 


0802000400390700 


0802000300355000 


0802000300354900 


Zone (Fresh 
/ Saline) 


0802000400395700 


0801000500116500 


0801000500117400 


0802000300361400 


0801000500122700 


0801000500114500 


0801000500118200 


0801000300073200 


0802000400388700 


0801000400096200 


0801000500109000 


0801000400096300 


0801000500108200 


0801000400099400 


0801000500108100 


0801000400099500 


0801000500109200 


0801000500109100 


0801000400098900 


0801000400098800 


0801000400099300 


0801000500108000 


0801000400099200 


0801000500107900 


0801000400097200 


0801000500107800 


0801000400097100 


0801000500107700 



Type of Area 

(Command / Non- Hydrogeological Unit 
command) 



1.42 Saline 


1.09 Saline 


3.81 Saline 


3.91 Fresh 


4.70 Fresh 



Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

14.11 

40 

25.89 

30.00 

7.77 

0.0300 

0.9184 

13.22 

35 

21.78 

30.00 

6.53 

0.0300 

0.6266 

14.18 

40 

25.82 

30.00 

7.75 

0.0300 

0.9049 

12.79 

35 

22.21 

40.00 

8.88 

0.0300 

0.2334 

12.79 

35 

22.21 

30.00 

6.66 

0.0300 

0.2969 

13.68 

40 

26.32 

30.00 

7.90 

0.0300 

1.0019 

12.14 

35 

22.86 

40.00 

9.14 

0.0300 

0.6550 

12.14 

35 

22.86 

30.00 

6.86 

0.0300 

0.0838 

13.10 

40 

26.90 

30.00 

8.07 

0.0300 

0.4850 

13.37 

40 

26.63 

30.00 

7.99 

0.0300 

0.3197 

12.96 

35 

22.04 

30.00 

6.61 

0.0300 

0.6755 

16.57 

45 

28.44 

30.00 

8.53 

0.0300 

0.7338 

16.57 

45 

28.44 

30.00 

8.53 

0.0300 

0.3616 

14.14 

45 

30.86 

30.00 

9.26 

0.0300 

0.3942 

12.65 

45 

32.35 

30.00 

9.71 

0.0300 

0.0047 

12.65 

45 

32.35 

30.00 

9.71 

0.0300 

0.3120 

18.48 

45 

26.52 

30.00 

7.96 

0.0300 

0.9094 

23.03 

45 

21.97 

40.00 

8.79 

0.0300 

0.0051 

22.14 

45 

22.86 

40.00 

9.14 

0.0300 

0.7922 

22.14 

45 

22.86 

40.00 

9.14 

0.0300 

0.1921 

22.14 

45 

22.86 

30.00 

6.86 

0.0300 

0.0007 

20.00 

45 

25.00 

30.00 

7.50 

0.0300 

0.8346 

12.69 

35 

22.31 

40.00 

8.92 

0.0300 

0.4411 

12.69 

35 

22.31 

30.00 

6.69 

0.0300 

0.3288 

13.06 

35 

21.94 

30.00 

6.58 

0.0300 

0.5730 

22.73 

45 

22.27 

40.00 

8.91 

0.0300 

0.1521 

11.40 

35 

23.60 

40.00 

9.44 

0.0300 

0.1261 

11.40 

35 

23.60 

30.00 

7.08 

0.0300 

0.0476 

13.55 

35 

21.45 

30.00 

6.44 

0.0300 

0.7928 

12.71 

35 

22.29 

30.00 

6.69 

0.0300 

0.7400 

20.30 

40 

19.70 

30.00 

5.91 

0.0300 

0.0538 

20.66 

45 

24.34 

30.00 

7.30 

0.0300 

0.8723 

13.02 

40 

26.98 

30.00 

8.09 

0.0300 

0.6382 

12.62 

35 

22.38 

40.00 

8.95 

0.0300 

0.0205 

12.62 

35 

22.38 

30.00 

6.71 

0.0300 

0.6158 

13.20 

40 

26.80 

30.00 

8.04 

0.0300 

0.2582 

11.60 

35 

23.40 

40.00 

9.36 

0.0300 

0.3156 

11.60 

35 

23.40 

30.00 

7.02 

0.0300 

0.3066 

14.27 

40 

25.73 

30.00 

7.72 

0.0300 

0.4322 

11.71 

35 

23.29 

40.00 

9.31 

0.0300 

0.2815 

11.71 

35 

23.29 

30.00 

6.99 

0.0300 

0.1237 

14.53 

40 

25.47 

30.00 

7.64 

0.0300 

0.1973 

12.09 

35 

22.91 

30.00 

6.87 

0.0300 

0.5090 

12.21 

35 

22.79 

40.00 

9.12 

0.0300 

0.0202 

12.21 

35 

22.79 

30.00 

6.84 

0.0300 

0.5448 

14.64 

40 

25.36 

30.00 

7.61 

0.0300 

0.9293 

13.73 

40 

26.27 

30.00 

7.88 

0.0300 

0.3903 

14.05 

40 

25.95 

30.00 

7.79 

0.0300 

0.4905 

11.90 

35 

23.10 

30.00 

6.93 

0.0300 

0.5752 

13.45 

40 

26.55 

30.00 

7.96 

0.0300 

1.3093 

11.82 

35 

23.18 

30.00 

6.95 

0.0300 

0.6602 

12.74 

40 

27.26 

30.00 

8.18 

0.0300 

0.5810 

11.94 

35 

23.06 

30.00 

6.92 

0.0300 

0.3736 

12.52 

40 

27.48 

30.00 

8.24 

0.0300 

1.5903 

11.56 

35 

23.44 

30.00 

7.03 

0.0300 

0.7890 













































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 

Census Code 

69 LNP 

0801000400099000 

69 RB 

0801000500107600 

7 BLW 

0802000400387200 


Zone (Fresh 
/ Saline) 


7GMD-A 


7GMD-B 


7 HDP 


7 JRK 


7 LKS 


7 MK 


7 MOD 


7 NP-A 


7 TKW (TAKHRAWALI) 


70 LNP 


70 RB 


71 LNP 


71 RB 


72 LNP 


72 RB 


73 LNP I 


73 LNP II 


73 RB 


74 LNP 


75 LNP 


76 LNP 


77 LNP 


78 LNP 


78 RB 


79 LNPI 


79 LNP II 


79 RB-A 


79 RB-B 


8 BLW 


8 DBN 


8 HDP 


8 JRK 


8 LGW-A 


8 LGW-B 


8 LKS 


8 MK 


8 MOD 


0801000900260000 


0801000900259300 


0801000900259200 


0801000900259100 


0802000400390100 


0802000300360200 


0802000400396100 


0801000500117500 


0802000300361300 


0801000500122800 


0801000500114400 


0801000500118300 


0801000300073100 


0801000400099100 


0801000500107500 


0801000400098100 


0801000500105600 


0801000400098000 


0801000500105700 


0801000400097300 


0801000400097400 


0801000500105900 


0801000400097900 


0801000400097800 


0801000400097700 


0801000400097500 


0801000400098200 


0801000500105800 


0801000400098700 


0801000400098600 


0801000500107400 


0801000500107300 


0802000400386200 


0801000900259900 


0802000400390600 


0802000300360300 


0802000400397000 


0802000400396900 


0802000400395400 


0801000500117800 


0802000300361000 


0801000500123100 


2.62 Saline 


3.25 Saline 


3.12 Saline 


1.73 Saline 


2.72 Saline 


Saline 


4.61 Fresh 


Saline 


13.65 Saline 


3.43 Saline 


3.61 Fresh 


Saline 


8.64 Fresh 


Type of Area 
(Command / Non¬ 
command) 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

13.68 

40 

26.32 

30.00 

7.89 

0.0300 

0.6215 

11.31 

35 

23.69 

30.00 

7.11 

0.0300 

0.6926 

15.64 

45 

29.36 

30.00 

8.81 

0.0300 

0.0423 

15.64 

45 

29.36 

30.00 

8.81 

0.0300 

0.7810 

14.34 

45 

30.66 

30.00 

9.20 

0.0300 

0.4026 

14.34 

45 

30.66 

30.00 

9.20 

0.0300 

0.0736 

12.46 

45 

32.54 

30.00 

9.76 

0.0300 

0.7510 

12.46 

45 

32.54 

30.00 

9.76 

0.0300 

0.0454 

12.25 

45 

32.75 

30.00 

9.82 

0.0300 

0.3556 

11.84 

45 

33.16 

30.00 

9.95 

0.0300 

0.2063 

18.04 

45 

26.96 

30.00 

8.09 

0.0300 

1.1900 

22.05 

45 

22.95 

40.00 

9.18 

0.0300 

0.7838 

19.84 

45 

25.16 

30.00 

7.55 

0.0300 

0.7637 

14.20 

35 

20.80 

30.00 

6.24 

0.0300 

0.5281 

22.71 

45 

22.29 

40.00 

8.91 

0.0300 

0.8572 

12.24 

35 

22.76 

40.00 

9.11 

0.0300 

0.0047 

12.24 

35 

22.76 

30.00 

6.83 

0.0300 

0.1771 

12.97 

35 

22.03 

30.00 

6.61 

0.0300 

0.9130 

12.58 

35 

22.42 

30.00 

6.73 

0.0300 

0.7648 

19.92 

40 

20.08 

30.00 

6.03 

0.0300 

0.0056 

13.09 

40 

26.91 

30.00 

8.07 

0.0300 

0.7698 

10.88 

35 

24.12 

30.00 

7.24 

0.0300 

0.7251 

12.83 

40 

27.17 

30.00 

8.15 

0.0300 

0.4682 

11.63 

35 

23.37 

30.00 

7.01 

0.0300 

0.5003 

12.14 

40 

27.86 

30.00 

8.36 

0.0300 

0.8698 

10.78 

35 

24.22 

30.00 

7.27 

0.0300 

0.3733 

12.41 

40 

27.59 

30.00 

8.28 

0.0300 

0.9306 

11.98 

40 

28.02 

30.00 

8.40 

0.0300 

0.3115 

10.46 

35 

24.54 

30.00 

7.36 

0.0300 

0.0953 

11.73 

40 

28.27 

30.00 

8.48 

0.0300 

0.9439 

11.54 

40 

28.46 

30.00 

8.54 

0.0300 

0.5780 

11.58 

40 

28.42 

30.00 

8.53 

0.0300 

0.1412 

11.58 

40 

28.42 

30.00 

8.53 

0.0300 

0.7841 

12.79 

40 

27.21 

30.00 

8.16 

0.0300 

0.3522 

10.39 

35 

24.61 

30.00 

7.38 

0.0300 

1.3986 

13.67 

40 

26.33 

30.00 

7.90 

0.0300 

0.6930 

13.60 

40 

26.40 

30.00 

7.92 

0.0300 

0.4523 

10.95 

35 

24.05 

30.00 

7.22 

0.0300 

0.2056 

10.74 

35 

24.26 

30.00 

7.28 

0.0300 

0.6390 

15.00 

45 

30.00 

30.00 

9.00 

0.0300 

1.4897 

13.65 

45 

31.35 

30.00 

9.41 

0.0300 

0.5280 

17.66 

45 

27.34 

30.00 

8.20 

0.0300 

0.9983 

21.91 

45 

23.09 

40.00 

9.24 

0.0300 

0.9329 

21.67 

45 

23.33 

40.00 

9.33 

0.0300 

0.1707 

21.67 

45 

23.33 

40.00 

9.33 

0.0300 

0.3339 

21.67 

45 

23.33 

30.00 

7.00 

0.0300 

0.0185 

21.26 

45 

23.74 

40.00 

9.50 

0.0300 

0.0146 

21.26 

45 

23.74 

40.00 

9.50 

0.0300 

0.0024 

21.26 

45 

23.74 

30.00 

7.12 

0.0300 

0.2588 

17.77 

45 

27.23 

30.00 

8.17 

0.0300 

3.3459 

12.85 

35 

22.15 

30.00 

6.65 

0.0300 

0.6840 

23.05 

45 

21.95 

40.00 

8.78 

0.0300 

0.2054 

23.05 

45 

21.95 

40.00 

8.78 

0.0300 

0.0840 

23.05 

45 

21.95 

30.00 

6.58 

0.0300 

0.4953 

12.20 

35 

22.80 

40.00 

9.12 

0.0300 

0.3987 
















































































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 


8 PS 
8 RB 
8 STG-B 

8 TK 
80 LNP 

80 RB 

81 LNP 

81 RB 

82 LNP 

82 RB 

83 LNP 

83 RB 

84 LNP 

84 RB-A 

85 LNP 
85 RB 

9 BLW 
9 DBN 


Zone (Fresh 
/ Saline) 



Type of Area 
(Command / Non¬ 
command) 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


9 JRK 0802000300360400 2.74 


9 LKS-A 

0802000400396200 

2.65 

9 LKS-B 

0802000400396300 

2.25 

9 MK 

0801000500117600 

4.46 

9 MOD 

0802000300361200 

4.29 


9 NP 0801000500124400 2.87 


9 PS 

0801000500109300 

5.09 

9 TK 

0801000500119700 

4.18 

9 TKW 

0801000300072900 

2.35 

9 UTS 

0802000400389000 

1.21 

Amargarh 

0801000500125200 

1.87 


Amarsar 

0801000500112900 

6.22 

Baranwali 

0801000500116800 

0.98 

Chak Chitha 

0801000400095900 

1.82 

Faqirwali Barani 

0801000400094400 

2.64 


Ghamandia Barani 

0801000400096800 

3.16 

Jiwandesar 

0801000400093700 

5.04 


Kararwali 0801000500123200 5.65 


Kishanpura Barani 

0801000400093500 

1.01 

Lakha Tiba 

0801000500110200 

38.21 

Likhmewala 

0801000500113300 

2.22 

Mukalawa 

0801000500120200 

4.41 


Na 0801000901900020 0.37 



Command 

Fresh 

Command 


Command 

Saline 

Command 

Saline 

Command 

Saline 

Command 

Fresh 

Command 


Command 

Fresh 

Command 

Saline 

Command 

Saline 

Command 

Saline 

Command 

Saline 

Command 

Saline 

Command 

Fresh 

Command 

Saline 

Command 

Saline 

Command 

Saline 

Command 

Saline 

Command 

Fresh 

Command 

Saline 

Command 

Saline 

Command 

Fresh 

Command 

Saline 

Command 

Fresh 

Command 

Saline 

Command 

Saline 

Command 

Saline 

Command 

Saline 

Command 

Fresh 

Command 

Saline 

Command 

Saline 

Command 


Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.20 

35 

22.80 

30.00 

6.84 

0.0300 

0.2437 

12.73 

35 

22.28 

30.00 

6.68 

0.0300 

0.8952 

10.99 

40 

29.01 

30.00 

8.70 

0.0300 

0.0959 

21.95 

45 

23.05 

40.00 

9.22 

0.0300 

0.1071 

21.95 

45 

23.05 

40.00 

9.22 

0.0300 

0.1569 

12.05 

35 

22.95 

30.00 

6.88 

0.0300 

1.1123 

12.80 

40 

27.20 

30.00 

8.16 

0.0300 

0.7994 

10.45 

35 

24.55 

30.00 

7.36 

0.0300 

0.0095 

12.25 

40 

27.75 

30.00 

8.32 

0.0300 

0.4157 

9.94 

35 

25.06 

30.00 

7.52 

0.0300 

0.0044 

12.99 

40 

27.01 

30.00 

8.10 

0.0300 

1.0511 

12.99 

40 

27.01 

30.00 

8.10 

0.0300 

0.0167 

8.94 

35 

26.06 

30.00 

7.82 

0.0300 

1.3171 

15.95 

40 

24.05 

30.00 

7.22 

0.0300 

0.5480 

15.95 

40 

24.05 

30.00 

7.22 

0.0300 

0.3761 

8.22 

35 

26.78 

30.00 

8.03 

0.0300 

0.0076 

14.83 

40 

25.17 

30.00 

7.55 

0.0300 

0.3216 

6.93 

35 

28.07 

30.00 

8.42 

0.0300 

0.2002 

10.53 

35 

24.47 

30.00 

7.34 

0.0300 

0.4437 

7.11 

35 

27.89 

30.00 

8.37 

0.0300 

0.0048 

14.95 

45 

30.05 

30.00 

9.01 

0.0300 

1.1509 

13.45 

45 

31.55 

30.00 

9.47 

0.0300 

0.3044 

13.45 

45 

31.55 

30.00 

9.47 

0.0300 

0.3578 

13.45 

45 

31.55 

30.00 

9.47 

0.0300 

0.4929 

22.06 

45 

22.94 

40.00 

9.18 

0.0300 

0.0302 

22.06 

45 

22.94 

40.00 

9.18 

0.0300 

0.7200 

18.99 

45 

26.01 

30.00 

7.80 

0.0300 

0.5017 

17.99 

45 

27.01 

30.00 

8.10 

0.0300 

0.2626 

13.45 

35 

21.55 

30.00 

6.47 

0.0300 

0.8654 

23.14 

45 

21.86 

40.00 

8.74 

0.0300 

0.0294 

23.14 

45 

21.86 

40.00 

8.74 

0.0300 

1.0204 

12.45 

35 

22.55 

40.00 

9.02 

0.0300 

0.6699 

12.45 

35 

22.55 

30.00 

6.76 

0.0300 

0.0793 

12.48 

35 

22.52 

30.00 

6.76 

0.0300 

1.0308 

12.04 

35 

22.96 

30.00 

6.89 

0.0300 

0.8642 

19.43 

40 

20.57 

30.00 

6.17 

0.0300 

0.0074 

21.59 

45 

23.41 

30.00 

7.02 

0.0300 

0.2552 

8.45 

35 

26.55 

40.00 

10.62 

0.0300 

0.3262 

8.45 

35 

26.55 

30.00 

7.97 

0.0300 

0.0585 

11.14 

35 

23.86 

30.00 

7.16 

0.0300 

0.3808 

10.63 

35 

24.37 

30.00 

7.31 

0.0300 

0.2099 

13.14 

40 

26.86 

30.00 

8.06 

0.0300 

0.4409 

13.20 

40 

26.80 

40.00 

10.72 

0.0300 

0.2572 

13.20 

40 

26.80 

30.00 

8.04 

0.0300 

0.2102 

13.76 

40 

26.24 

30.00 

7.87 

0.0300 

0.7463 

13.62 

40 

26.38 

40.00 

10.55 

0.0300 

0.1152 

13.62 

40 

26.38 

30.00 

7.91 

0.0300 

0.8025 

11.98 

35 

23.02 

40.00 

9.21 

0.0300 

0.0340 

11.98 

35 

23.02 

30.00 

6.91 

0.0300 

0.3104 

14.09 

40 

25.91 

30.00 

7.77 

0.0300 

0.1546 

7.16 

35 

27.84 

30.00 

8.35 

0.0300 

1.9583 

11.63 

35 

23.37 

30.00 

7.01 

0.0300 

0.4665 

12.68 

35 

22.32 

40.00 

8.93 

0.0300 

0.4008 

12.68 

35 

22.32 

30.00 

6.70 

0.0300 

0.3787 

12.16 

45 

32.84 

30.00 

9.85 

0.0300 

0.1004 




































































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.16 

45 

32.84 

30.00 

9.85 

0.0300 

0.0080 

11.88 

45 

33.12 

30.00 

9.94 

0.0300 

0.0213 

11.88 

45 

33.12 

30.00 

9.94 

0.0300 

0.0464 

12.33 

35 

22.67 

30.00 

6.80 

0.0300 

0.3687 

11.12 

40 

28.88 

30.00 

8.66 

0.0300 

1.1739 

12.77 

40 

27.23 

30.00 

8.17 

0.0300 

0.7513 

14.48 

40 

25.52 

30.00 

7.65 

0.0300 

0.2653 

10.55 

35 

24.45 

30.00 

7.34 

0.0300 

1.4612 

10.87 

35 

24.13 

30.00 

7.24 

0.0300 

0.7826 

8.24 

45 

36.76 

30.00 

11.03 

0.0300 

0.6068 

14.00 

45 

31.00 

30.00 

9.30 

0.0300 

0.4495 

6.95 

45 

38.05 

40.00 

15.22 

0.0300 

0.1855 

6.95 

40 

33.05 

30.00 

9.92 

0.0300 

0.7258 

5.61 

45 

39.39 

40.00 

15.76 

0.0300 

0.2946 

5.61 

40 

34.39 

30.00 

10.32 

0.0300 

0.7172 

11.33 

45 

33.67 

40.00 

13.47 

0.0300 

1.7943 

11.33 

40 

28.67 

30.00 

8.60 

0.0300 

0.5325 

11.14 

40 

28.86 

40.00 

11.54 

0.0300 

1.8688 

10.08 

45 

34.92 

40.00 

13.97 

0.0300 

1.1522 

10.08 

45 

34.92 

40.00 

13.97 

0.0300 

0.0055 

14.40 

45 

30.60 

40.00 

12.24 

0.0300 

0.0024 

14.40 

40 

25.60 

30.00 

7.68 

0.0300 

0.6033 

14.36 

40 

25.64 

30.00 

7.69 

0.0300 

0.9212 

9.96 

35 

25.04 

30.00 

7.51 

0.0300 

0.0098 

9.96 

35 

25.04 

30.00 

7.51 

0.0300 

0.0941 

9.90 

35 

25.10 

30.00 

7.53 

0.0300 

0.2259 

10.04 

35 

24.96 

30.00 

7.49 

0.0300 

0.0174 

10.04 

35 

24.96 

30.00 

7.49 

0.0300 

0.2494 

5.54 

40 

34.46 

30.00 

10.34 

0.0300 

0.7923 

8.49 

40 

31.51 

30.00 

9.45 

0.0300 

0.9623 

13.39 

40 

26.61 

30.00 

7.98 

0.0300 

0.9551 

11.34 

45 

33.66 

40.00 

13.46 

0.0300 

0.4133 

5.34 

40 

34.66 

30.00 

10.40 

0.0300 

1.0538 

6.13 

45 

38.87 

40.00 

15.55 

0.0300 

1.2113 

9.84 

40 

30.16 

40.00 

12.06 

0.0300 

0.1029 

9.84 

40 

30.16 

30.00 

9.05 

0.0300 

0.7995 

14.71 

45 

30.29 

40.00 

12.11 

0.0300 

1.1202 

7.68 

45 

37.32 

30.00 

11.20 

0.0300 

1.0336 

4.88 

40 

35.12 

30.00 

10.53 

0.0300 

0.6428 

6.40 

45 

38.60 

40.00 

15.44 

0.0300 

1.2443 

10.64 

40 

29.36 

30.00 

8.81 

0.0300 

0.7355 

13.16 

40 

26.84 

40.00 

10.73 

0.0300 

0.8348 

13.16 

40 

26.84 

30.00 

8.05 

0.0300 

0.0460 

13.13 

40 

26.87 

40.00 

10.75 

0.0300 

0.8050 

13.13 

40 

26.87 

30.00 

8.06 

0.0300 

0.2303 

4.67 

40 

35.33 

30.00 

10.60 

0.0300 

0.9229 

7.20 

45 

37.80 

40.00 

15.12 

0.0300 

0.7142 

7.20 

40 

32.80 

30.00 

9.84 

0.0300 

0.0002 

6.82 

40 

33.18 

40.00 

13.27 

0.0300 

1.3177 

6.82 

35 

28.18 

30.00 

8.45 

0.0300 

0.0044 

7.98 

35 

27.02 

30.00 

8.11 

0.0300 

0.5774 

7.80 

35 

27.20 

30.00 

8.16 

0.0300 

0.9515 

9.59 

40 

30.41 

40.00 

12.16 

0.0300 

0.1160 

9.59 

35 

25.41 

30.00 

7.62 

0.0300 

0.4756 

10.23 

35 

24.77 

30.00 

7.43 

0.0300 

0.7254 





























































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

10.37 

40 

29.63 

40.00 

11.85 

0.0300 

0.3562 

10.37 

40 

29.63 

30.00 

8.89 

0.0300 

0.3301 

4.69 

40 

35.31 

30.00 

10.59 

0.0300 

0.3863 

7.09 

45 

37.91 

40.00 

15.16 

0.0300 

2.2005 

7.09 

40 

32.91 

30.00 

9.87 

0.0300 

0.0392 

4.74 

45 

40.26 

40.00 

16.10 

0.0300 

0.1867 

4.74 

40 

35.26 

30.00 

10.58 

0.0300 

0.6097 

9.68 

45 

35.32 

40.00 

14.13 

0.0300 

1.0898 

3.04 

45 

41.96 

40.00 

16.79 

0.0300 

1.6737 

6.97 

45 

38.03 

40.00 

15.21 

0.0300 

0.0057 

6.97 

45 

38.03 

30.00 

11.41 

0.0300 

0.5299 

16.40 

45 

28.60 

30.00 

8.58 

0.0300 

0.9424 

4.75 

45 

40.25 

40.00 

16.10 

0.0300 

0.0804 

4.75 

40 

35.25 

30.00 

10.57 

0.0300 

0.6182 

22.13 

45 

22.87 

40.00 

9.15 

0.0300 

0.3683 

22.13 

45 

22.87 

30.00 

6.86 

0.0300 

0.3603 

11.53 

40 

28.47 

30.00 

8.54 

0.0300 

0.8350 

21.42 

45 

23.58 

40.00 

9.43 

0.0300 

0.0052 

6.57 

40 

33.43 

30.00 

10.03 

0.0300 

0.7891 

12.09 

45 

32.91 

40.00 

13.17 

0.0300 

1.5185 

13.64 

40 

26.37 

40.00 

10.55 

0.0300 

1.2874 

17.82 

45 

27.18 

40.00 

10.87 

0.0300 

0.5865 

17.82 

45 

27.18 

30.00 

8.16 

0.0300 

0.5869 

17.10 

40 

22.90 

30.00 

6.87 

0.0300 

0.8487 

7.19 

45 

37.81 

30.00 

11.34 

0.0300 

1.7188 

7.25 

40 

32.75 

30.00 

9.83 

0.0300 

0.8628 

7.67 

45 

37.33 

40.00 

14.93 

0.0300 

1.2913 

24.71 

40 

15.29 

30.00 

4.59 

0.0300 

0.9546 

13.45 

45 

31.55 

40.00 

12.62 

0.0300 

0.2482 

13.45 

45 

31.55 

30.00 

9.46 

0.0300 

0.4006 

8.89 

45 

36.11 

40.00 

14.44 

0.0300 

0.0271 

8.89 

40 

31.11 

30.00 

9.33 

0.0300 

0.8827 

9.35 

35 

25.65 

30.00 

7.69 

0.0300 

0.6410 

12.44 

45 

32.56 

40.00 

13.02 

0.0300 

0.3115 

12.44 

45 

32.56 

30.00 

9.77 

0.0300 

0.2180 

8.73 

45 

36.27 

40.00 

14.51 

0.0300 

0.6674 

8.73 

45 

36.27 

30.00 

10.88 

0.0300 

0.3435 

8.47 

45 

36.53 

40.00 

14.61 

0.0300 

0.2613 

8.47 

45 

36.53 

30.00 

10.96 

0.0300 

0.3153 

7.93 

45 

37.07 

40.00 

14.83 

0.0300 

1.6328 

13.57 

35 

21.43 

30.00 

6.43 

0.0300 

0.9292 

12.33 

45 

32.67 

40.00 

13.07 

0.0300 

1.0530 

12.33 

45 

32.67 

30.00 

9.80 

0.0300 

0.2926 

9.04 

45 

35.96 

30.00 

10.79 

0.0300 

1.2080 

17.86 

45 

27.14 

30.00 

8.14 

0.0300 

1.6696 

14.64 

40 

25.36 

30.00 

7.61 

0.0300 

0.9877 

16.17 

45 

28.83 

40.00 

11.53 

0.0300 

1.1261 

18.64 

45 

26.36 

30.00 

7.91 

0.0300 

0.2733 

8.58 

35 

26.42 

30.00 

7.93 

0.0300 

0.0010 

14.03 

40 

25.97 

40.00 

10.39 

0.0300 

1.4238 

14.03 

40 

25.97 

30.00 

7.79 

0.0300 

0.0004 

15.50 

45 

29.50 

30.00 

8.85 

0.0300 

1.5314 

7.13 

40 

32.87 

40.00 

13.15 

0.0300 

0.7855 

7.13 

35 

27.87 

30.00 

8.36 

0.0300 

0.4459 

12.99 

40 

27.01 

40.00 

10.80 

0.0300 

0.2741 




































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Census Code 



1 RRW 


1 RTP(RURAL) 


ISBN 


1 SDP 


1 SDS 


1 SNG 


1 SPM (SARDARPURA) 


1 STP 


IT 


1 UMW 


1 UTS 


1 Y 


Z 


1:00 AM 


1:00 PM 


10 HH 


10 LL 


10 LNP 


10 ML 


10 Q 


10 Q-A 


10 Y 


10 Z 


10 AMP 


10 BB 


10 BGP 


10 BNW 


10 DLP 


10 EEA 


10 G 


10 H 


10JDW 


10 KRW 


10 KSD 


0802000100318300 


0802000100315500 


0802000200320300 


0801000300069000 


0801000300057400 


0802000100311300 


0801000300074300 


0802000100303500 


0801000100005500 


0801000300074400 


0802000300347600 


0801000200034300 


0801000200035200 


0801000200039400 


0801000200030800 


0801000200054100 


0801000200049900 


0801000200038400 


0801000200054300 


0801000200029900 


0801000200030000 


0801000200033800 


0801000200039800 


0802000100312800 


0801000400079600 


0802000100311800 


0801000300060900 


0802000300349900 


0801000400092200 


0801000200045400 


0801000100001100 


0802000300354700 


0801000300059500 


0802000100301800 


0801000300066900 







Zone (Fresh 
/ Saline) 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.99 

40 

27.01 

30.00 

8.10 

0.0300 

0.4496 

17.07 

45 

27.93 

30.00 

8.38 

0.0300 

0.7089 

15.21 

45 

29.79 

40.00 

11.92 

0.0300 

0.1602 

11.03 

45 

33.97 

40.00 

13.59 

0.0300 

1.0465 

11.03 

45 

33.97 

30.00 

10.19 

0.0300 

0.5594 

25.18 

40 

14.82 

30.00 

4.45 

0.0300 

0.4237 

18.02 

40 

21.98 

30.00 

6.59 

0.0300 

0.8183 

12.19 

45 

32.81 

40.00 

13.13 

0.0300 

0.5082 

25.62 

40 

14.38 

30.00 

4.32 

0.0300 

0.2172 

7.10 

45 

37.90 

40.00 

15.16 

0.0300 

0.0082 

7.10 

45 

37.90 

30.00 

11.37 

0.0300 

0.8762 

6.77 

35 

28.23 

30.00 

8.47 

0.0300 

0.5515 

24.99 

40 

15.01 

30.00 

4.50 

0.0300 

0.4474 

24.55 

45 

20.45 

30.00 

6.14 

0.0300 

0.4659 

4.82 

45 

40.18 

40.00 

16.07 

0.0300 

1.7445 

5.26 

45 

39.74 

40.00 

15.89 

0.0300 

0.5645 

6.75 

45 

38.25 

40.00 

15.30 

0.0300 

0.8149 

4.73 

45 

40.27 

40.00 

16.11 

0.0300 

0.2081 

4.73 

40 

35.27 

30.00 

10.58 

0.0300 

0.4362 

7.14 

45 

37.86 

40.00 

15.15 

0.0300 

0.3718 

7.14 

40 

32.86 

30.00 

9.86 

0.0300 

0.7154 

5.54 

45 

39.46 

40.00 

15.78 

0.0300 

1.4636 

14.41 

40 

25.59 

30.00 

7.68 

0.0300 

0.8055 

13.72 

45 

31.28 

40.00 

12.51 

0.0300 

0.1716 

13.72 

45 

31.28 

40.00 

12.51 

0.0300 

0.7959 

9.84 

45 

35.16 

40.00 

14.07 

0.0300 

1.4564 

6.84 

40 

33.16 

30.00 

9.95 

0.0300 

0.8845 

6.94 

40 

33.06 

30.00 

9.92 

0.0300 

1.6320 

5.08 

40 

34.92 

30.00 

10.47 

0.0300 

0.6203 

7.77 

40 

32.23 

30.00 

9.67 

0.0300 

0.4050 

17.94 

45 

27.06 

30.00 

8.12 

0.0300 

0.4269 

9.08 

40 

30.92 

30.00 

9.28 

0.0300 

1.2884 

13.11 

45 

31.89 

40.00 

12.76 

0.0300 

0.8206 

13.11 

45 

31.89 

30.00 

9.57 

0.0300 

0.0342 

8.90 

45 

36.10 

40.00 

14.44 

0.0300 

0.0027 

8.90 

45 

36.10 

40.00 

14.44 

0.0300 

0.0006 

8.90 

45 

36.10 

40.00 

14.44 

0.0300 

0.0000 

8.90 

40 

31.10 

30.00 

9.33 

0.0300 

0.4119 

8.90 

40 

31.10 

30.00 

9.33 

0.0300 

0.1190 

18.12 

40 

21.88 

30.00 

6.56 

0.0300 

0.7810 

19.55 

45 

25.45 

30.00 

7.63 

0.0300 

2.1309 

13.22 

40 

26.78 

40.00 

10.71 

0.0300 

1.1016 

13.22 

40 

26.78 

30.00 

8.03 

0.0300 

0.4648 

7.91 

40 

32.09 

40.00 

12.84 

0.0300 

0.2099 

7.91 

35 

27.09 

30.00 

8.13 

0.0300 

0.8379 

14.00 

45 

31.00 

40.00 

12.40 

0.0300 

1.7897 

6.76 

40 

33.24 

40.00 

13.30 

0.0300 

0.4888 

23.57 

45 

21.43 

40.00 

8.57 

0.0300 

0.0387 

23.57 

45 

21.43 

30.00 

6.43 

0.0300 

0.6244 

22.93 

45 

22.07 

40.00 

8.83 

0.0300 

0.0784 

22.93 

45 

22.07 

30.00 

6.62 

0.0300 

0.1961 

18.20 

40 

21.80 

30.00 

6.54 

0.0300 

1.0978 

17.54 

45 

27.46 

40.00 

10.98 

0.0300 

0.0029 

17.54 

45 

27.46 

30.00 

8.24 

0.0300 

1.5990 

20.26 

40 

19.74 

30.00 

5.92 

0.0300 

0.7094 
































































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

19.16 

45 

25.84 

40.00 

10.34 

0.0300 

0.2216 

19.16 

45 

25.84 

30.00 

7.75 

0.0300 

0.8397 

10.07 

45 

34.93 

30.00 

10.48 

0.0300 

0.9152 

11.45 

45 

33.55 

30.00 

10.06 

0.0300 

0.5510 

19.61 

45 

25.39 

40.00 

10.15 

0.0300 

0.5130 

19.61 

45 

25.39 

30.00 

7.62 

0.0300 

0.2131 

17.98 

45 

27.02 

40.00 

10.81 

0.0300 

0.5037 

17.98 

45 

27.02 

30.00 

8.10 

0.0300 

0.7403 

7.99 

40 

32.01 

40.00 

12.80 

0.0300 

0.0027 

7.99 

35 

27.01 

30.00 

8.10 

0.0300 

0.2296 

15.59 

45 

29.41 

30.00 

8.82 

0.0300 

1.0039 

11.18 

40 

28.82 

30.00 

8.65 

0.0300 

0.1284 

10.88 

40 

29.12 

30.00 

8.74 

0.0300 

0.4120 

10.86 

45 

34.14 

30.00 

10.24 

0.0300 

1.8739 

23.30 

40 

16.70 

30.00 

5.01 

0.0300 

0.5866 

18.25 

40 

21.75 

30.00 

6.53 

0.0300 

0.7463 

22.33 

40 

17.67 

30.00 

5.30 

0.0300 

0.3560 

18.89 

40 

21.11 

30.00 

6.33 

0.0300 

0.1235 

9.10 

45 

35.90 

40.00 

14.36 

0.0300 

2.5689 

7.10 

45 

37.90 

40.00 

15.16 

0.0300 

0.1898 

7.10 

40 

32.90 

30.00 

9.87 

0.0300 

1.2833 

7.14 

40 

32.86 

30.00 

9.86 

0.0300 

0.8431 

6.48 

45 

38.52 

40.00 

15.41 

0.0300 

0.3116 

6.48 

40 

33.52 

30.00 

10.05 

0.0300 

0.3051 

14.51 

40 

25.49 

30.00 

7.65 

0.0300 

0.4679 

13.14 

45 

31.86 

40.00 

12.74 

0.0300 

1.9224 

7.14 

45 

37.86 

40.00 

15.14 

0.0300 

0.9914 

7.14 

40 

32.86 

30.00 

9.86 

0.0300 

0.4910 

5.53 

40 

34.47 

30.00 

10.34 

0.0300 

0.7633 

6.40 

40 

33.60 

30.00 

10.08 

0.0300 

0.7714 

18.42 

45 

26.58 

30.00 

7.97 

0.0300 

1.1643 

10.92 

40 

29.08 

30.00 

8.72 

0.0300 

0.4447 

14.42 

45 

30.58 

40.00 

12.23 

0.0300 

0.9407 

14.42 

45 

30.58 

30.00 

9.17 

0.0300 

0.0702 

8.90 

40 

31.10 

30.00 

9.33 

0.0300 

0.1924 

13.66 

40 

26.34 

30.00 

7.90 

0.0300 

1.5480 

19.58 

45 

25.42 

40.00 

10.17 

0.0300 

0.1548 

19.58 

45 

25.42 

30.00 

7.62 

0.0300 

0.6282 

12.92 

40 

27.08 

30.00 

8.12 

0.0300 

0.7770 

8.51 

35 

26.49 

30.00 

7.95 

0.0300 

0.2692 

8.67 

40 

31.33 

40.00 

12.53 

0.0300 

0.1869 

8.67 

35 

26.33 

30.00 

7.90 

0.0300 

0.5158 

13.54 

45 

31.46 

40.00 

12.58 

0.0300 

1.8236 

6.50 

40 

33.50 

40.00 

13.40 

0.0300 

0.5710 

23.79 

45 

21.21 

30.00 

6.36 

0.0300 

0.4854 

20.52 

40 

19.48 

30.00 

5.85 

0.0300 

0.7124 

17.67 

45 

27.33 

40.00 

10.93 

0.0300 

0.0054 

17.67 

45 

27.33 

30.00 

8.20 

0.0300 

1.5162 

19.94 

40 

20.06 

30.00 

6.02 

0.0300 

1.2000 

21.95 

45 

23.05 

40.00 

9.22 

0.0300 

0.1098 

21.95 

45 

23.05 

30.00 

6.92 

0.0300 

0.0157 

19.47 

45 

25.53 

40.00 

10.21 

0.0300 

0.0170 

19.47 

45 

25.53 

30.00 

7.66 

0.0300 

0.6163 

19.77 

45 

25.23 

40.00 

10.09 

0.0300 

0.3489 

19.77 

45 

25.23 

30.00 

7.57 

0.0300 

0.5467 










































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 

Census Code 

11 PTP(KISHANPURA UTRADA) 

0802000100305800 

11 RB 

0801000400090000 

11SBN 

0802000100319600 

11SDP 

0801000300068200 

USDS 

0801000300062800 

11SPM 

0801000300071900 


Zone (Fresh 
/ Saline) 


11TKW 


12 LL 


12 Q 


12 Z 


12 AMP 


12 BB 


12 BGP 


12 BNW 


12 EEA 


12 JDW 


12 KRW 


12 KSD 


12 LLG 


12 MJD 


12 MMK 


12 PTP 


12 RB 


12SBN 


12SDP 


12SDS 


12SPM 


12LNP 


13 LNP I 


13 LNP II 


13 a 


0801000300072600 


0801000200042900 


0801000200033300 


0801000200054000 


0801000200050300 


0801000200032800 


0801000200039900 


0802000100309600 


0801000400079700 


0802000100312000 


0801000300055200 


0801000300061000 


0801000400092100 


0801000100022600 


0801000200045200 


0801000100001600 


0802000300354200 


0801000300063800 


0802000100301600 


0801000300067900 


0802000100313700 


0802000300350400 


0802000100306100 


0801000400090100 


0802000100319800 


0801000300068300 


0801000300062700 


0801000300073900 


0801000200043000 


0801000200033200 


0801000200048100 


0801000200043400 


0801000200047300 


0801000200033000 


4.36 Saline 


3.71 Saline 


3.05 Saline 


4.20 Saline 


6.36 Saline 


3.59 Saline 


1.50 Saline 


1.83 Fresh 


Saline 


1.06 Fresh 


Saline 


1.30 Fresh 


2.46 Fresh 


3.81 Fresh 


Type of Area 
(Command / Non¬ 
command) 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

13.18 

45 

31.82 

30.00 

9.55 

0.0300 

1.2493 

10.99 

40 

29.01 

30.00 

8.70 

0.0300 

0.7429 

11.53 

45 

33.47 

30.00 

10.04 

0.0300 

0.9171 

25.12 

40 

14.88 

30.00 

4.47 

0.0300 

0.5621 

21.43 

40 

18.57 

30.00 

5.57 

0.0300 

1.0631 

18.68 

40 

21.32 

30.00 

6.40 

0.0300 

0.4861 

18.68 

40 

21.32 

30.00 

6.40 

0.0300 

0.2029 

19.23 

40 

20.77 

30.00 

6.23 

0.0300 

0.2599 

19.23 

40 

20.77 

30.00 

6.23 

0.0300 

0.0214 

11.25 

45 

33.75 

40.00 

13.50 

0.0300 

1.6771 

7.18 

45 

37.82 

40.00 

15.13 

0.0300 

0.0136 

7.18 

40 

32.82 

30.00 

9.85 

0.0300 

0.9985 

9.15 

45 

35.85 

40.00 

14.34 

0.0300 

1.0802 

9.15 

40 

30.85 

30.00 

9.25 

0.0300 

0.0453 

14.28 

40 

25.72 

30.00 

7.72 

0.0300 

1.0245 

6.78 

40 

33.22 

30.00 

9.97 

0.0300 

1.1984 

8.67 

40 

31.33 

30.00 

9.40 

0.0300 

0.5541 

20.25 

45 

24.75 

30.00 

7.43 

0.0300 

0.7059 

9.25 

40 

30.75 

30.00 

9.23 

0.0300 

1.5838 

15.43 

45 

29.57 

40.00 

11.83 

0.0300 

0.8324 

15.43 

45 

29.57 

30.00 

8.87 

0.0300 

0.0982 

9.09 

45 

35.91 

40.00 

14.36 

0.0300 

0.0572 

9.09 

40 

30.91 

30.00 

9.27 

0.0300 

0.1174 

9.09 

40 

30.91 

30.00 

9.27 

0.0300 

0.7323 

17.93 

40 

22.07 

30.00 

6.62 

0.0300 

1.0562 

12.91 

40 

27.09 

40.00 

10.83 

0.0300 

0.2754 

12.91 

40 

27.09 

30.00 

8.13 

0.0300 

0.7234 

9.18 

40 

30.82 

40.00 

12.33 

0.0300 

0.1643 

9.18 

35 

25.82 

30.00 

7.75 

0.0300 

0.5545 

14.18 

45 

30.82 

40.00 

12.33 

0.0300 

1.9786 

6.39 

40 

33.61 

40.00 

13.44 

0.0300 

0.0694 

6.39 

35 

28.61 

30.00 

8.58 

0.0300 

0.4525 

23.74 

45 

21.26 

40.00 

8.51 

0.0300 

0.0007 

23.74 

45 

21.26 

30.00 

6.38 

0.0300 

0.6507 

18.10 

40 

21.90 

30.00 

6.57 

0.0300 

0.7344 

17.95 

45 

27.05 

30.00 

8.12 

0.0300 

0.8509 

21.03 

40 

18.97 

30.00 

5.69 

0.0300 

0.4910 

19.88 

45 

25.12 

30.00 

7.54 

0.0300 

0.2731 

19.66 

45 

25.34 

40.00 

10.14 

0.0300 

0.4507 

19.66 

45 

25.34 

30.00 

7.60 

0.0300 

0.3292 

16.11 

45 

28.89 

30.00 

8.67 

0.0300 

1.2862 

11.11 

40 

28.89 

30.00 

8.67 

0.0300 

1.2897 

12.16 

45 

32.84 

30.00 

9.85 

0.0300 

0.6132 

22.50 

40 

17.50 

30.00 

5.25 

0.0300 

0.4647 

17.00 

40 

23.00 

30.00 

6.90 

0.0300 

0.9651 

20.11 

40 

19.89 

30.00 

5.97 

0.0300 

0.9407 

16.10 

45 

28.90 

40.00 

11.56 

0.0300 

0.0402 

16.10 

45 

28.90 

40.00 

11.56 

0.0300 

0.8131 

7.18 

45 

37.82 

40.00 

15.13 

0.0300 

0.0446 

7.18 

40 

32.82 

30.00 

9.85 

0.0300 

0.5123 

0.94 

45 

44.06 

40.00 

17.62 

0.0300 

0.5043 

0.94 

40 

39.06 

30.00 

11.72 

0.0300 

0.0363 

12.27 

45 

32.73 

40.00 

13.09 

0.0300 

0.5104 

15.40 

45 

29.60 

40.00 

11.84 

0.0300 

0.8732 

7.14 

45 

37.86 

40.00 

15.15 

0.0300 

1.0780 



































































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 


13 Z _ 

13 AMP _ 

13 BB _ 

13 BGP _ 

13 BNW (DULRASAR) 


Village 

Area, 

sq.km 


Zone (Fresh 
/ Saline) 


Type of Area 
(Command / Non¬ 
command) 


Saline 


Command 


0801000200040000 


4.96 


Saline 


Command 


0802000100312900 


2.58 


Saline 


Command 


0801000400078400 


4.08 


Saline 


Command 


0802000100312100 _ 2.66 Fresh Command 

Saline Command 

0801000300061200 ~ 4.38 Fresh Command 

Command 


13 EEA 

0801000400088500 

4.52 

13 FF 

0801000100023300 

2.91 

13 G 

0801000200045100 

2.44 

13 H 

0801000100005200 

4.59 


13 JDW 

0802000300354100 

3.29 

13 JRK 

0802000300354600 

2.08 

13 KRW 

0801000300064100 

2.14 

13 KSD 

0801000300058600 

0.41 

13 LLG (SHERAWALI) 

0801000300067500 

1.02 

13 LLW 

0802000300352800 

3.05 


13 MJD 

0802000100313300 

2.88 

13 MKS 

0802000100318900 

4.53 

13 MMK 

0802000300350500 

2.54 


13 PTP 

0802000100306400 

3.73 

13 RB 

0801000500105200 

2.99 

13SBN 

0802000100319700 

5.29 

13 SDP (JAMEETASINGHWALI) 

0801000300068100 

4.18 

13SDS 

0801000300062600 

4.41 

13SPM 

0801000300072000 

2.71 

14 AF 

0801000200036100 

0.66 

14 F 

0801000200036000 

2.40 

14 LNP 

0801000200047400 

0.73 



14 Z 

0801000200041500 

2.89 

14 AMP 

0802000100313100 

2.34 

14 BB 

0801000400080300 

2.51 

14 BGP(BHAGATPURA) 

0802000100312200 

2.74 


14 BNW (DHARAMSINGHWALA) 

0801000300061500 

5.06 

14 EEA 

0801000400088400 

7.80 


14 FF 

0801000100023100 

2.44 

14 FF-A 

0801000100023200 

0.70 

14 G 

0801000200045000 

2.83 

14 H 

0801000100005300 

3.99 


14 JDW 

0802000300354300 

3.54 

14 KRW 

0801000300063900 

3.97 

14 KSD 

0801000300058700 

2.88 

14 LLG 

0801000300067800 

3.97 

14 LLW 

0802000300352400 

6.09 


Saline 

Command 

Saline 

Command 

Saline 

Command 

Fresh 

Command 

Fresh 

Command 

Saline 

Command 

Saline 

Command 

Fresh 

Command 

Saline 

Command 

Saline 

Command 

Saline 

Command 

Fresh 

Command 

Saline 

Command 

Saline 

Command 

Saline 

Command 

Fresh 

Command 

Saline 

Command 

Saline 

Command 

Saline 

Command 

Saline 

Command 

Saline 

Command 

Saline 

Command 

Saline 

Command 

Saline 

Command 

Saline 

Command 

Fresh 

Command 


Command 

Fresh 

Command 

Saline 

Command 

Saline 

Command 

Saline 

Command 

Saline 

Command 

Fresh 

Command 

Saline 

Command 

Saline 

Command 

Fresh 

Command 

Saline 

Command 

Saline 

Command 

Saline 

Command 

Fresh 

Command 

Fresh 

Command 

Saline 

Command 

Saline 

Command 

Saline 

Command 

Saline 

Command 

Saline 

Command 

Fresh 

Command 


Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

7.14 

40 

32.86 

30.00 

9.86 

0.0300 

0.4239 

8.50 

40 

31.50 

30.00 

9.45 

0.0300 

1.4064 

19.36 

45 

25.64 

30.00 

7.69 

0.0300 

0.5960 

12.40 

40 

27.60 

30.00 

8.28 

0.0300 

1.0140 

16.59 

45 

28.41 

40.00 

11.36 

0.0300 

0.8395 

16.59 

45 

28.41 

30.00 

8.52 

0.0300 

0.0495 

13.05 

45 

31.95 

40.00 

12.78 

0.0300 

0.1703 

13.05 

45 

31.95 

40.00 

12.78 

0.0300 

0.1457 

13.05 

40 

26.95 

30.00 

8.08 

0.0300 

0.8623 

11.56 

40 

28.44 

30.00 

8.53 

0.0300 

1.1569 

9.70 

35 

25.30 

30.00 

7.59 

0.0300 

0.6634 

12.72 

45 

32.28 

40.00 

12.91 

0.0300 

0.9435 

6.97 

40 

33.03 

40.00 

13.21 

0.0300 

0.0090 

6.97 

35 

28.03 

30.00 

8.41 

0.0300 

0.0229 

23.92 

45 

21.08 

30.00 

6.33 

0.0300 

0.6236 

23.24 

45 

21.76 

40.00 

8.71 

0.0300 

0.0000 

19.93 

40 

20.07 

30.00 

6.02 

0.0300 

0.3861 

17.57 

40 

22.44 

30.00 

6.73 

0.0300 

0.0822 

20.08 

40 

19.92 

30.00 

5.98 

0.0300 

0.1828 

21.92 

45 

23.08 

40.00 

9.23 

0.0300 

0.0713 

21.92 

45 

23.08 

30.00 

6.93 

0.0300 

0.0688 

20.47 

45 

24.53 

30.00 

7.36 

0.0300 

0.6348 

12.62 

45 

32.38 

30.00 

9.72 

0.0300 

0.1100 

19.90 

45 

25.10 

40.00 

10.04 

0.0300 

0.3222 

19.90 

45 

25.10 

30.00 

7.53 

0.0300 

0.3331 

15.27 

45 

29.73 

30.00 

8.92 

0.0300 

0.9984 

10.86 

35 

24.14 

30.00 

7.24 

0.0300 

0.6501 

11.74 

45 

33.26 

30.00 

9.98 

0.0300 

1.5827 

24.09 

40 

15.91 

30.00 

4.77 

0.0300 

0.5983 

16.95 

40 

23.05 

30.00 

6.92 

0.0300 

0.9158 

20.80 

40 

19.20 

30.00 

5.76 

0.0300 

0.4691 

7.18 

40 

32.82 

30.00 

9.85 

0.0300 

0.1962 

7.20 

40 

32.80 

30.00 

9.84 

0.0300 

0.7085 

17.96 

45 

27.04 

40.00 

10.82 

0.0300 

0.0508 

17.96 

45 

27.04 

40.00 

10.82 

0.0300 

0.1853 

7.03 

45 

37.97 

40.00 

15.19 

0.0300 

2.5738 

7.03 

40 

32.97 

30.00 

9.89 

0.0300 

1.1840 

9.02 

40 

30.98 

30.00 

9.30 

0.0300 

0.8059 

20.43 

45 

24.57 

30.00 

7.37 

0.0300 

0.5168 

11.69 

40 

28.31 

30.00 

8.49 

0.0300 

0.6407 

17.32 

45 

27.68 

40.00 

11.07 

0.0300 

0.6752 

17.32 

45 

27.68 

30.00 

8.30 

0.0300 

0.1763 

18.10 

40 

21.90 

30.00 

6.57 

0.0300 

0.9976 

12.44 

40 

27.56 

40.00 

11.02 

0.0300 

0.1250 

12.44 

40 

27.56 

30.00 

8.27 

0.0300 

1.8402 

9.85 

35 

25.15 

30.00 

7.55 

0.0300 

0.5525 

9.36 

35 

25.64 

30.00 

7.69 

0.0300 

0.1619 

13.73 

45 

31.27 

40.00 

12.51 

0.0300 

1.0639 

6.49 

40 

33.51 

40.00 

13.40 

0.0300 

0.0378 

6.49 

35 

28.51 

30.00 

8.55 

0.0300 

0.9990 

23.85 

45 

21.15 

30.00 

6.35 

0.0300 

0.6414 

18.00 

40 

22.00 

30.00 

6.60 

0.0300 

0.7853 

17.43 

40 

22.57 

30.00 

6.77 

0.0300 

0.5861 

20.46 

40 

19.54 

30.00 

5.86 

0.0300 

0.6976 

22.48 

45 

22.52 

40.00 

9.01 

0.0300 

0.0145 














































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



14 MJD 


14MKS (SHERGARH) 


14 MMK 


14 PTD 


14 PTP 


14 RB 


14SBN 


14 SDP (PANIWALI) 


14SDS 


14SPM 


15 FI 


15 F II 


15 G 


15 LNPIIA 


15 LNP-11B 


15 ML 


15 Z 


15 AMP(JATWALA SIKHAN) 


15 BB 


15 EEA 


15 FF 


15 H 


15 JDW 


15 JRK 


15 KRW 


15 KSD (DHINGTANIA) 


15 LLG 


15 LLW-A 


15 LLW-B 


15 MJD 


15 MKS 


15 MMK 


15 PTP 


15 RB 


15 SDS (DUDA KHINCHAR) 


15SPM 


16 F 


Census Code 


0802000100313600 


0802000100319200 


0802000300349700 


0801000500131000 


0802000100306200 


0801000500105100 


0802000100318000 


0801000300068000 


0801000300062500 


0801000300073800 


0801000200036200 


0801000200036300 


0801000200049400 


0801000200052300 


Zone (Fresh 
/ Saline) 



0801000200047600 


0801000200038900 


0801000200041400 


0802000100309500 


0801000400080000 


0801000400088600 


0801000100022700 


0801000100005400 


0802000300354400 


0802000300354500 


0801000300063300 


0801000300058800 


0801000300067600 


0802000300352500 


0802000300352600 


0802000100313400 


0802000100319100 


0802000300349600 


0802000100306300 


0801000500105300 


0801000300062200 


0801000300072100 


0801000200033100 


0801000200049300 




1.62 Saline 


2.58 Fresh 


2.74 Saline 


4.77 Saline 


4.92 Fresh 


Saline 


2.78 Fresh 


Saline 


4.23 Fresh 


Saline 


3.21 Saline 


3.44 Saline 


2.42 Saline 


6.24 Saline 


4.14 Fresh 


Saline 


4.26 Saline 


5.67 Saline 


11.32 Saline 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

19.83 

45 

25.17 

30.00 

7.55 

0.0300 

0.9581 

11.86 

45 

33.14 

30.00 

9.94 

0.0300 

0.9029 

19.70 

45 

25.30 

40.00 

10.12 

0.0300 

0.5815 

19.70 

45 

25.30 

30.00 

7.59 

0.0300 

0.1375 

10.37 

35 

24.63 

30.00 

7.39 

0.0300 

0.0478 

13.40 

45 

31.60 

30.00 

9.48 

0.0300 

0.1803 

10.51 

35 

24.49 

30.00 

7.35 

0.0300 

0.7335 

11.81 

45 

33.19 

30.00 

9.96 

0.0300 

1.3369 

22.17 

40 

17.83 

30.00 

5.35 

0.0300 

0.6519 

17.07 

40 

22.93 

30.00 

6.88 

0.0300 

0.6738 

18.70 

40 

21.30 

30.00 

6.39 

0.0300 

0.3955 

7.09 

40 

32.91 

30.00 

9.87 

0.0300 

0.5457 

7.06 

40 

32.94 

30.00 

9.88 

0.0300 

0.6276 

13.37 

40 

26.63 

30.00 

7.99 

0.0300 

1.1061 

18.51 

45 

26.49 

40.00 

10.60 

0.0300 

1.1878 

18.51 

45 

26.49 

40.00 

10.60 

0.0300 

0.0811 

17.84 

45 

27.17 

40.00 

10.87 

0.0300 

0.0610 

17.84 

45 

27.17 

40.00 

10.87 

0.0300 

0.2685 

17.84 

40 

22.17 

30.00 

6.65 

0.0300 

0.1059 

17.84 

40 

22.17 

30.00 

6.65 

0.0300 

0.0126 

18.95 

40 

21.05 

30.00 

6.32 

0.0300 

0.3068 

7.66 

45 

37.34 

40.00 

14.94 

0.0300 

1.1568 

9.05 

40 

30.95 

30.00 

9.29 

0.0300 

0.7622 

20.85 

45 

24.15 

30.00 

7.24 

0.0300 

1.0367 

10.81 

40 

29.19 

40.00 

11.68 

0.0300 

0.4232 

10.81 

40 

29.19 

30.00 

8.76 

0.0300 

0.9748 

17.88 

45 

27.12 

40.00 

10.85 

0.0300 

0.2220 

17.88 

45 

27.12 

30.00 

8.14 

0.0300 

0.5121 

15.98 

45 

29.02 

40.00 

11.61 

0.0300 

0.9201 

15.98 

45 

29.02 

40.00 

11.61 

0.0300 

0.0915 

15.98 

40 

24.02 

30.00 

7.21 

0.0300 

0.2865 

11.63 

40 

28.37 

30.00 

8.51 

0.0300 

0.8197 

9.53 

35 

25.47 

30.00 

7.64 

0.0300 

0.7878 

6.61 

35 

28.39 

30.00 

8.52 

0.0300 

0.6197 

23.58 

45 

21.42 

30.00 

6.43 

0.0300 

1.1730 

23.47 

45 

21.53 

40.00 

8.61 

0.0300 

0.0004 

23.47 

45 

21.53 

30.00 

6.46 

0.0300 

0.0584 

17.93 

40 

22.07 

30.00 

6.62 

0.0300 

0.8466 

17.24 

40 

22.76 

30.00 

6.83 

0.0300 

1.1621 

18.26 

40 

21.74 

30.00 

6.52 

0.0300 

1.7588 

18.26 

40 

21.74 

30.00 

6.52 

0.0300 

0.4555 

22.53 

45 

22.47 

40.00 

8.99 

0.0300 

0.1672 

22.42 

45 

22.58 

40.00 

9.03 

0.0300 

0.3388 

22.42 

45 

22.58 

30.00 

6.77 

0.0300 

0.2016 

20.06 

45 

24.94 

30.00 

7.48 

0.0300 

0.7961 

14.27 

45 

30.73 

30.00 

9.22 

0.0300 

0.5186 

20.01 

45 

24.99 

40.00 

9.99 

0.0300 

0.6634 

20.01 

45 

24.99 

30.00 

7.50 

0.0300 

0.2827 

14.20 

45 

30.80 

30.00 

9.24 

0.0300 

1.4188 

11.04 

35 

23.96 

30.00 

7.19 

0.0300 

0.5892 

19.87 

40 

20.13 

30.00 

6.04 

0.0300 

0.9512 

18.92 

40 

21.08 

30.00 

6.32 

0.0300 

0.4130 

7.14 

45 

37.86 

40.00 

15.14 

0.0300 

0.0736 

7.14 

40 

32.86 

30.00 

9.86 

0.0300 

0.2525 

14.86 

40 

25.14 

30.00 

7.54 

0.0300 

1.2015 





































































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

16.92 

45 

28.08 

40.00 

11.23 

0.0300 

0.1729 

16.92 

45 

28.08 

40.00 

11.23 

0.0300 

1.1128 

9.02 

40 

30.98 

30.00 

9.30 

0.0300 

1.1371 

20.75 

45 

24.25 

30.00 

7.27 

0.0300 

0.9422 

12.23 

40 

27.77 

40.00 

11.11 

0.0300 

0.5468 

12.23 

40 

27.77 

30.00 

8.33 

0.0300 

0.4837 

17.70 

45 

27.30 

40.00 

10.92 

0.0300 

0.5380 

17.70 

45 

27.30 

30.00 

8.19 

0.0300 

0.0527 

18.00 

45 

27.00 

40.00 

10.80 

0.0300 

0.3976 

18.00 

45 

27.00 

40.00 

10.80 

0.0300 

1.6324 

18.00 

40 

22.00 

30.00 

6.60 

0.0300 

0.1826 

18.00 

40 

22.00 

30.00 

6.60 

0.0300 

0.0002 

9.64 

40 

30.36 

40.00 

12.14 

0.0300 

0.4185 

9.64 

35 

25.36 

30.00 

7.61 

0.0300 

0.6166 

19.80 

40 

20.20 

30.00 

6.06 

0.0300 

0.6504 

17.38 

45 

27.62 

40.00 

11.05 

0.0300 

0.0076 

17.38 

40 

22.62 

30.00 

6.79 

0.0300 

0.4459 

18.80 

40 

21.20 

30.00 

6.36 

0.0300 

0.8125 

18.80 

40 

21.20 

30.00 

6.36 

0.0300 

0.0253 

22.43 

45 

22.57 

40.00 

9.03 

0.0300 

0.3061 

22.43 

45 

22.57 

30.00 

6.77 

0.0300 

0.1812 

21.77 

45 

23.23 

40.00 

9.29 

0.0300 

0.4216 

21.77 

45 

23.23 

30.00 

6.97 

0.0300 

0.0111 

19.77 

45 

25.23 

30.00 

7.57 

0.0300 

1.0194 

12.35 

45 

32.65 

30.00 

9.80 

0.0300 

0.9151 

19.97 

45 

25.03 

40.00 

10.01 

0.0300 

0.7232 

19.97 

45 

25.03 

30.00 

7.51 

0.0300 

0.3843 

10.21 

35 

24.79 

30.00 

7.44 

0.0300 

0.1046 

10.18 

35 

24.82 

30.00 

7.45 

0.0300 

0.1884 

10.18 

35 

24.82 

30.00 

7.45 

0.0300 

0.3864 

13.69 

40 

26.31 

30.00 

7.89 

0.0300 

0.9951 

11.80 

35 

23.20 

30.00 

6.96 

0.0300 

0.5466 

17.39 

40 

22.61 

30.00 

6.78 

0.0300 

0.6883 

18.10 

40 

21.90 

30.00 

6.57 

0.0300 

0.6501 

7.41 

40 

32.59 

40.00 

13.04 

0.0300 

0.0001 

7.41 

35 

27.59 

30.00 

8.28 

0.0300 

0.1715 

8.04 

45 

36.96 

40.00 

14.78 

0.0300 

2.0481 

7.22 

45 

37.78 

40.00 

15.11 

0.0300 

0.7588 

7.22 

40 

32.78 

30.00 

9.83 

0.0300 

0.5900 

3.64 

45 

41.36 

40.00 

16.54 

0.0300 

1.4630 

16.99 

45 

28.01 

40.00 

11.20 

0.0300 

0.0047 

16.99 

45 

28.01 

40.00 

11.20 

0.0300 

1.3207 

9.18 

40 

30.82 

30.00 

9.24 

0.0300 

0.5437 

20.83 

45 

24.17 

30.00 

7.25 

0.0300 

0.7043 

11.62 

40 

28.38 

40.00 

11.35 

0.0300 

0.5569 

11.62 

40 

28.38 

30.00 

8.51 

0.0300 

0.3429 

17.96 

45 

27.04 

40.00 

10.82 

0.0300 

0.0187 

17.96 

45 

27.04 

30.00 

8.11 

0.0300 

0.9279 

10.12 

40 

29.88 

40.00 

11.95 

0.0300 

0.0659 

10.12 

35 

24.88 

30.00 

7.46 

0.0300 

1.0994 

18.73 

40 

21.27 

30.00 

6.38 

0.0300 

0.7494 

17.55 

45 

27.45 

40.00 

10.98 

0.0300 

0.0033 

17.55 

40 

22.45 

30.00 

6.73 

0.0300 

0.5928 

21.14 

45 

23.86 

40.00 

9.55 

0.0300 

0.5098 

21.14 

45 

23.86 

30.00 

7.16 

0.0300 

0.4788 















































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 


17 MJD(INDRAPURA) 
17 MMK _ 

17 PTP 

17 RB _ 

17SDS _ 

17SPM _ 

17ML _ 

18 F _ 

18 GG _ 

18 LNP _ 

18 ML 

18 Z _ 

18 AMP _ 

18 BB _ 

18 FF _ 

18 KRW _ 

18 KSD _ 

18 LLW-A 

18 LLW-B 

18 MJD _ 

18 MKS _ 

18 MMK _ 

18 PTP 

18 RB _ 

18SDS _ 

18SPM _ 

19 GG 

19 LNP _ 

19 ML _ 

19 Z _ 

19 AMP (SHAHPINI) 
19 BB _ 

19 F 

19 FF 

19 JRK 

19 KSD _ 

19 LLW 


19 MJD _ 

19 MKS (MANAKSAR) 
19 MMK 



Village 

Area, 

sq.km 


Zone (Fresh 
/ Saline) 


Type of Area 
(Command / Non¬ 
command) 


0802000100309000 _ 2.25 Saline Command 

0802000300349200 _ 3.64 Fresh Command 

Saline Command 

0801000300064900 ~ 2.70 Saline Command 

0801000500105000 _ 4.43 Saline Command 

0801000300062300 _ 5.34 Saline Command 

0801000300073600 3.95 Saline Command 

0801000200042700 ~ 3.65 Fresh Command 

0801000200036500 4.93 Saline Command 

0801000200046700 ~ 2.56 Fresh Command 

0801000200052500 _ 2.86 Fresh Command 

Command 

0801000200047200 ~ 7.64 Fresh Command 

0801000200040300 _ 3.55 Saline Command 

0802000100307700 3.07 Saline Command 

0801000400084900 ~ 1.68 Fresh Command 

0801000100022900 _ 4.42 Saline Command 

0801000300063100 _ 4.59 Saline Command 

0801000300058200 _ 3.65 Fresh Command 

Saline Command 

0802000300353200 ~ 2.83 Fresh Command 

Saline Command 

0802000300353300 2.19 Saline Command 

0802000100308900 ~ 3.50 Saline Command 

0802000100318200 _ 2.41 Saline Command 

0802000300349400 _ 3.00 Fresh Command 

Saline Command 

0801000300064700 ~ 2.60 Saline Command 

0801000500104900 _ 3.35 Saline Command 

0801000300062100 _ 4.64 Saline Command 

0801000300072200 _ 10.01 Saline Command 

Command 

0801000200046600 ~ 1.87 Fresh Command 

0801000200052700 _ 4.96 Fresh Command 

0801000200047800 _ 2.76 Fresh Command 

0801000200040500 _ 3.78 Saline Command 

0802000100309300 3.36 Saline Command 

0801000400084800 ~ 3.82 Fresh Command 

Saline Command 

0801000100006200 ~ 3.28 Fresh Command 

Saline Command 

0801000100022200 ~ 4.34 Fresh Command 

Saline Command 

0802000300346700 ~ 5.18 Saline Command 

0801000300057700 _ 0.78 Fresh Command 

Saline Command 

0802000300353100 ~ 2.34 Fresh Command 

Saline Command 

0802000100308800 4.63 Saline Command 

0802000100318400 ~ 3.00 Saline Command 

0802000300349100 _ 3.35 Fresh Command 

Saline Command 

0801000500128800 ~ 1.56 Saline Command 

Command 

0801000300065000 7.95 Saline Command 


Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

19.77 

45 

25.23 

30.00 

7.57 

0.0300 

0.5115 

19.84 

45 

25.16 

40.00 

10.06 

0.0300 

0.3729 

19.84 

45 

25.16 

30.00 

7.55 

0.0300 

0.5453 

15.73 

40 

24.27 

30.00 

7.28 

0.0300 

0.5896 

10.91 

35 

24.09 

30.00 

7.23 

0.0300 

0.8398 

17.81 

40 

22.19 

30.00 

6.66 

0.0300 

1.0659 

18.02 

40 

21.98 

30.00 

6.59 

0.0300 

0.7824 

8.89 

45 

36.11 

40.00 

14.44 

0.0300 

1.5807 

7.96 

40 

32.04 

30.00 

9.61 

0.0300 

1.4226 

3.80 

45 

41.20 

40.00 

16.48 

0.0300 

1.2647 

17.64 

45 

27.36 

40.00 

10.94 

0.0300 

0.7132 

17.64 

45 

27.36 

40.00 

10.94 

0.0300 

0.2265 

9.73 

45 

35.27 

40.00 

14.11 

0.0300 

3.2327 

8.95 

40 

31.05 

30.00 

9.32 

0.0300 

0.9912 

20.38 

45 

24.62 

30.00 

7.39 

0.0300 

0.6799 

11.13 

40 

28.87 

40.00 

11.55 

0.0300 

0.5823 

9.71 

35 

25.29 

30.00 

7.59 

0.0300 

1.0053 

20.05 

40 

19.95 

30.00 

5.99 

0.0300 

0.8248 

18.03 

45 

26.97 

40.00 

10.79 

0.0300 

0.0029 

18.03 

40 

21.97 

30.00 

6.59 

0.0300 

0.7204 

20.45 

45 

24.55 

40.00 

9.82 

0.0300 

0.0690 

20.45 

45 

24.55 

30.00 

7.36 

0.0300 

0.5738 

20.57 

45 

24.43 

30.00 

7.33 

0.0300 

0.4810 

19.66 

45 

25.34 

30.00 

7.60 

0.0300 

0.7990 

15.35 

45 

29.65 

30.00 

8.89 

0.0300 

0.6422 

19.73 

45 

25.27 

40.00 

10.11 

0.0300 

0.2584 

19.73 

45 

25.27 

30.00 

7.58 

0.0300 

0.4875 

22.34 

40 

17.66 

30.00 

5.30 

0.0300 

0.4137 

10.49 

35 

24.51 

30.00 

7.35 

0.0300 

0.7390 

20.06 

40 

19.94 

30.00 

5.98 

0.0300 

0.8319 

17.51 

40 

22.49 

30.00 

6.75 

0.0300 

0.3403 

17.51 

40 

22.49 

30.00 

6.75 

0.0300 

1.6846 

4.67 

45 

40.33 

40.00 

16.13 

0.0300 

0.9037 

16.78 

45 

28.22 

40.00 

11.29 

0.0300 

1.6809 

8.78 

45 

36.22 

40.00 

14.49 

0.0300 

1.1992 

9.06 

40 

30.94 

30.00 

9.28 

0.0300 

1.0530 

20.21 

45 

24.79 

30.00 

7.44 

0.0300 

0.7497 

10.64 

40 

29.36 

40.00 

11.74 

0.0300 

0.2268 

10.64 

40 

29.36 

30.00 

8.81 

0.0300 

0.8393 

8.47 

40 

31.53 

40.00 

12.61 

0.0300 

0.3049 

8.47 

35 

26.53 

30.00 

7.96 

0.0300 

0.1927 

9.53 

40 

30.47 

40.00 

12.19 

0.0300 

1.0532 

9.53 

35 

25.47 

30.00 

7.64 

0.0300 

0.3337 

23.07 

45 

21.93 

30.00 

6.58 

0.0300 

0.8903 

18.19 

45 

26.81 

40.00 

10.72 

0.0300 

0.0038 

18.19 

40 

21.81 

30.00 

6.54 

0.0300 

0.1515 

21.54 

45 

23.46 

40.00 

9.39 

0.0300 

0.2507 

21.54 

45 

23.46 

30.00 

7.04 

0.0300 

0.3052 

19.61 

45 

25.39 

30.00 

7.62 

0.0300 

1.0570 

16.29 

45 

28.71 

30.00 

8.61 

0.0300 

0.2284 

19.83 

45 

25.17 

40.00 

10.07 

0.0300 

0.0731 

19.83 

45 

25.17 

30.00 

7.55 

0.0300 

0.7046 

10.05 

35 

24.95 

30.00 

7.49 

0.0300 

0.0717 

10.05 

35 

24.95 

30.00 

7.49 

0.0300 

0.1042 

19.67 

40 

20.33 

30.00 

6.10 

0.0300 

1.4551 










































































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

10.47 

35 

24.53 

30.00 

7.36 

0.0300 

0.7721 

19.19 

40 

20.81 

30.00 

6.24 

0.0300 

1.1310 

18.14 

40 

21.86 

30.00 

6.56 

0.0300 

0.6466 

18.14 

40 

21.86 

30.00 

6.56 

0.0300 

0.4401 

6.88 

45 

38.12 

40.00 

15.25 

0.0300 

0.8292 

6.88 

40 

33.12 

30.00 

9.94 

0.0300 

0.5432 

7.45 

45 

37.55 

40.00 

15.02 

0.0300 

0.3929 

7.45 

40 

32.55 

30.00 

9.77 

0.0300 

0.9673 

11.60 

45 

33.40 

30.00 

10.02 

0.0300 

1.2883 

7.01 

40 

32.99 

30.00 

9.90 

0.0300 

0.9129 

5.27 

40 

34.73 

30.00 

10.42 

0.0300 

0.7210 

11.48 

40 

28.52 

40.00 

11.41 

0.0300 

0.2631 

11.48 

40 

28.52 

30.00 

8.56 

0.0300 

0.6965 

11.12 

40 

28.88 

40.00 

11.55 

0.0300 

1.1564 

11.22 

45 

33.78 

40.00 

13.51 

0.0300 

0.7790 

14.18 

45 

30.82 

40.00 

12.33 

0.0300 

0.0042 

14.18 

40 

25.82 

30.00 

7.75 

0.0300 

0.9563 

15.53 

40 

24.47 

30.00 

7.34 

0.0300 

1.2770 

9.98 

35 

25.02 

30.00 

7.51 

0.0300 

0.2194 

9.98 

35 

25.02 

30.00 

7.51 

0.0300 

0.0028 

9.98 

35 

25.02 

30.00 

7.51 

0.0300 

0.3215 

9.98 

35 

25.02 

30.00 

7.51 

0.0300 

0.0000 

10.09 

35 

24.92 

30.00 

7.47 

0.0300 

0.5249 

10.09 

35 

24.92 

30.00 

7.47 

0.0300 

0.0353 

6.18 

45 

38.82 

40.00 

15.53 

0.0300 

0.2955 

6.18 

40 

33.82 

30.00 

10.15 

0.0300 

1.4675 

7.15 

40 

32.85 

30.00 

9.85 

0.0300 

1.1574 

13.60 

40 

26.40 

30.00 

7.92 

0.0300 

0.7320 

12.81 

45 

32.19 

40.00 

12.88 

0.0300 

0.0511 

5.22 

40 

34.78 

30.00 

10.43 

0.0300 

0.6743 

6.56 

45 

38.44 

40.00 

15.38 

0.0300 

0.5453 

10.75 

40 

29.25 

40.00 

11.70 

0.0300 

0.2414 

10.75 

40 

29.25 

30.00 

8.77 

0.0300 

0.7699 

12.58 

45 

32.42 

40.00 

12.97 

0.0300 

0.8665 

7.87 

45 

37.13 

30.00 

11.14 

0.0300 

1.0490 

4.67 

40 

35.33 

30.00 

10.60 

0.0300 

0.7472 

6.95 

45 

38.05 

40.00 

15.22 

0.0300 

1.3687 

11.38 

40 

28.62 

40.00 

11.45 

0.0300 

0.0118 

11.38 

40 

28.62 

30.00 

8.58 

0.0300 

0.6857 

13.56 

40 

26.44 

40.00 

10.58 

0.0300 

1.3578 

13.56 

40 

26.44 

30.00 

7.93 

0.0300 

0.5804 

4.67 

40 

35.33 

30.00 

10.60 

0.0300 

0.7236 

6.92 

45 

38.08 

40.00 

15.23 

0.0300 

0.6500 

7.98 

35 

27.02 

30.00 

8.10 

0.0300 

0.5152 

7.83 

35 

27.17 

30.00 

8.15 

0.0300 

0.5189 

6.91 

40 

33.09 

40.00 

13.24 

0.0300 

0.1676 

6.91 

35 

28.09 

30.00 

8.43 

0.0300 

0.6543 

8.13 

40 

31.87 

40.00 

12.75 

0.0300 

0.4576 

8.13 

35 

26.87 

30.00 

8.06 

0.0300 

0.2072 

10.30 

35 

24.70 

30.00 

7.41 

0.0300 

0.8132 

4.82 

45 

40.18 

40.00 

16.07 

0.0300 

0.3211 

4.82 

40 

35.18 

30.00 

10.55 

0.0300 

1.4820 

6.23 

45 

38.77 

40.00 

15.51 

0.0300 

0.0425 

6.23 

40 

33.77 

30.00 

10.13 

0.0300 

0.7681 

6.61 

40 

33.39 

30.00 

10.02 

0.0300 

0.9179 


























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



2 KKW 


2 KRW(NURPURA) 


2 KSD 


2 L 


2 LL 


2 LLG(CHAK KHERA) 


2 LLW 


2 MKS-A 


2 MM 


2 MMK 


2 NGR 


2 NKR 


2 NN 


2 NTW-A 


2 NTW-B 


2 PP 


2 PTP(NUKERA) 


2 Q 


2 R 


2 RB 


2 RRW 


Census Code 


0801000200045700 


0801000200045600 


0801000200047000 


0801000200047100 


0802000100303300 


0802000100305000 


0801000200028900 


0802000300355600 


0801000400084000 


0801000400083300 


0801000200033700 


0802000200320600 


0801000400085800 


0802000300351100 


0801000300058300 


0802000100302500 


0801000200036700 


0801000200048200 


0801000300066400 


0802000100317800 



Zone (Fresh 
/ Saline) 



2 SDP 


2 SDS 


2 SNG 


2 SPM (MAMMAR) 


0801000100010200 


0802000100315800 


0802000200323100 


0801000100018200 


0802000100317300 


0802000200321600 


0802000100309900 


0801000400078000 


0802000100315600 


0802000100315300 


0801000400087700 


0802000100306900 


0801000200029500 


0801000100001300 


0801000400091700 


0802000300351600 


0802000100315400 


0802000200320800 


0801000300070800 


0801000300057300 


0802000100311100 


0801000300074600 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.76 

45 

33.24 

40.00 

13.30 

0.0300 

0.6915 

13.32 

45 

31.68 

40.00 

12.67 

0.0300 

0.7955 

4.58 

45 

40.42 

40.00 

16.17 

0.0300 

1.4812 

6.70 

45 

38.30 

40.00 

15.32 

0.0300 

1.2837 

7.06 

45 

37.94 

40.00 

15.18 

0.0300 

0.0112 

7.06 

45 

37.94 

30.00 

11.38 

0.0300 

0.6774 

17.00 

45 

28.00 

30.00 

8.40 

0.0300 

0.7675 

4.73 

40 

35.27 

30.00 

10.58 

0.0300 

0.6613 

22.19 

45 

22.81 

40.00 

9.13 

0.0300 

0.0624 

22.19 

45 

22.81 

30.00 

6.84 

0.0300 

0.4003 

11.49 

40 

28.51 

30.00 

8.55 

0.0300 

0.7028 

11.25 

40 

28.75 

30.00 

8.62 

0.0300 

0.4215 

6.50 

40 

33.50 

30.00 

10.05 

0.0300 

1.2964 

11.95 

45 

33.05 

40.00 

13.22 

0.0300 

0.8542 

12.85 

40 

27.15 

40.00 

10.86 

0.0300 

1.2593 

12.85 

40 

27.15 

30.00 

8.14 

0.0300 

0.0493 

17.52 

45 

27.48 

40.00 

10.99 

0.0300 

1.0259 

18.04 

40 

21.96 

30.00 

6.59 

0.0300 

0.5033 

9.57 

45 

35.43 

40.00 

14.17 

0.0300 

0.0009 

9.57 

45 

35.43 

30.00 

10.63 

0.0300 

1.8008 

7.11 

40 

32.89 

30.00 

9.87 

0.0300 

0.5719 

1.94 

45 

43.06 

40.00 

17.22 

0.0300 

1.3572 

24.50 

40 

15.50 

30.00 

4.65 

0.0300 

0.5126 

14.41 

45 

30.59 

40.00 

12.24 

0.0300 

0.0271 

14.41 

45 

30.59 

30.00 

9.18 

0.0300 

0.8727 

8.94 

45 

36.06 

40.00 

14.42 

0.0300 

0.9342 

8.94 

40 

31.06 

30.00 

9.32 

0.0300 

0.2460 

8.94 

40 

31.06 

30.00 

9.32 

0.0300 

1.2362 

8.94 

40 

31.06 

30.00 

9.32 

0.0300 

0.0006 

9.74 

35 

25.26 

30.00 

7.58 

0.0300 

0.5093 

12.23 

45 

32.77 

40.00 

13.11 

0.0300 

1.3014 

12.23 

45 

32.77 

30.00 

9.83 

0.0300 

0.6537 

9.33 

45 

35.67 

40.00 

14.27 

0.0300 

0.0204 

12.08 

35 

22.92 

30.00 

6.88 

0.0300 

2.6911 

12.05 

45 

32.95 

30.00 

9.88 

0.0300 

0.7735 

9.94 

45 

35.06 

30.00 

10.52 

0.0300 

0.8727 

18.15 

45 

26.85 

30.00 

8.06 

0.0300 

0.7156 

14.50 

40 

25.50 

30.00 

7.65 

0.0300 

0.6140 

15.46 

45 

29.54 

40.00 

11.82 

0.0300 

0.3900 

15.32 

45 

29.68 

40.00 

11.87 

0.0300 

0.5927 

14.15 

40 

25.85 

30.00 

7.76 

0.0300 

0.2490 

17.63 

45 

27.37 

30.00 

8.21 

0.0300 

1.2303 

5.54 

40 

34.46 

30.00 

10.34 

0.0300 

0.6425 

7.13 

40 

32.87 

40.00 

13.15 

0.0300 

0.0533 

7.13 

35 

27.87 

30.00 

8.36 

0.0300 

1.3472 

12.33 

40 

27.67 

30.00 

8.30 

0.0300 

0.6520 

19.76 

45 

25.24 

40.00 

10.10 

0.0300 

0.1097 

19.76 

45 

25.24 

30.00 

7.57 

0.0300 

0.0928 

14.32 

45 

30.68 

40.00 

12.27 

0.0300 

0.1903 

10.17 

45 

34.83 

40.00 

13.93 

0.0300 

0.7524 

10.17 

45 

34.83 

30.00 

10.45 

0.0300 

0.5862 

25.32 

40 

14.68 

30.00 

4.40 

0.0300 

0.3633 

17.85 

40 

22.15 

30.00 

6.65 

0.0300 

0.5147 

11.05 

45 

33.95 

40.00 

13.58 

0.0300 

0.5234 

25.74 

40 

14.26 

30.00 

4.28 

0.0300 

0.7700 













































































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

6.93 

45 

38.08 

30.00 

11.42 

0.0300 

1.4143 

7.01 

40 

32.99 

40.00 

13.20 

0.0300 

0.1380 

7.01 

35 

27.99 

30.00 

8.40 

0.0300 

1.1596 

7.23 

35 

27.77 

30.00 

8.33 

0.0300 

0.4114 

25.18 

45 

19.82 

30.00 

5.95 

0.0300 

1.4983 

4.97 

45 

40.03 

40.00 

16.01 

0.0300 

0.4962 

5.61 

45 

39.39 

40.00 

15.76 

0.0300 

2.8492 

4.68 

45 

40.32 

40.00 

16.13 

0.0300 

0.3144 

4.68 

40 

35.32 

30.00 

10.60 

0.0300 

0.4831 

6.67 

45 

38.33 

40.00 

15.33 

0.0300 

1.0735 

17.26 

45 

27.74 

40.00 

11.10 

0.0300 

0.5809 

9.25 

45 

35.75 

40.00 

14.30 

0.0300 

0.8322 

10.13 

45 

34.87 

40.00 

13.95 

0.0300 

1.7092 

9.70 

40 

30.30 

30.00 

9.09 

0.0300 

0.5623 

19.57 

45 

25.43 

30.00 

7.63 

0.0300 

0.7301 

10.16 

40 

29.84 

40.00 

11.94 

0.0300 

1.0448 

10.16 

40 

29.84 

30.00 

8.95 

0.0300 

0.1529 

11.43 

40 

28.57 

40.00 

11.43 

0.0300 

0.1765 

11.43 

40 

28.57 

30.00 

8.57 

0.0300 

0.6468 

7.46 

40 

32.54 

40.00 

13.02 

0.0300 

0.0003 

9.68 

35 

25.32 

30.00 

7.60 

0.0300 

0.7533 

18.39 

40 

21.61 

30.00 

6.48 

0.0300 

0.6920 

21.59 

45 

23.41 

30.00 

7.02 

0.0300 

0.4035 

21.59 

45 

23.41 

30.00 

7.02 

0.0300 

2.7220 

19.75 

45 

25.25 

30.00 

7.58 

0.0300 

0.7540 

23.35 

40 

16.65 

30.00 

4.99 

0.0300 

0.2873 

10.39 

35 

24.61 

30.00 

7.38 

0.0300 

0.9505 

19.95 

40 

20.05 

30.00 

6.01 

0.0300 

0.6799 

17.30 

40 

22.70 

30.00 

6.81 

0.0300 

0.1677 

17.30 

40 

22.70 

30.00 

6.81 

0.0300 

3.2678 

9.77 

45 

35.23 

40.00 

14.09 

0.0300 

1.1237 

17.22 

45 

27.78 

40.00 

11.11 

0.0300 

1.5167 

10.66 

45 

34.34 

40.00 

13.74 

0.0300 

0.9199 

10.66 

40 

29.34 

30.00 

8.80 

0.0300 

0.0064 

8.49 

40 

31.51 

30.00 

9.45 

0.0300 

1.1780 

19.10 

45 

25.90 

30.00 

7.77 

0.0300 

1.1156 

10.32 

40 

29.68 

40.00 

11.87 

0.0300 

0.0081 

10.32 

40 

29.68 

30.00 

8.91 

0.0300 

1.0737 

9.41 

40 

30.59 

40.00 

12.23 

0.0300 

0.4084 

9.41 

35 

25.59 

30.00 

7.68 

0.0300 

0.5386 

9.71 

35 

25.29 

30.00 

7.59 

0.0300 

0.7185 

18.28 

40 

21.72 

30.00 

6.51 

0.0300 

0.7323 

22.03 

45 

22.97 

30.00 

6.89 

0.0300 

0.4999 

22.11 

45 

22.89 

30.00 

6.87 

0.0300 

2.3944 

19.84 

45 

25.16 

30.00 

7.55 

0.0300 

0.7099 

23.47 

40 

16.53 

30.00 

4.96 

0.0300 

0.3852 

9.98 

35 

25.02 

30.00 

7.51 

0.0300 

0.8091 

18.51 

40 

21.49 

30.00 

6.45 

0.0300 

0.9533 

17.77 

40 

22.23 

30.00 

6.67 

0.0300 

0.0406 

17.77 

40 

22.23 

30.00 

6.67 

0.0300 

1.0671 

12.15 

45 

32.85 

40.00 

13.14 

0.0300 

1.1863 

16.41 

45 

28.59 

40.00 

11.44 

0.0300 

0.3939 

16.41 

45 

28.59 

40.00 

11.44 

0.0300 

1.0593 

13.80 

45 

31.20 

40.00 

12.48 

0.0300 

1.0848 

13.80 

40 

26.20 

30.00 

7.86 

0.0300 

0.0325 
















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 

Census Code 

22 Z 

0801000200041100 

22 AMP(SINGHPURA) 

0802000100309200 

22 F 

0801000100009800 

22 FF 

0801000500103200 


Zone (Fresh 
/ Saline) 


22 KSD (GADARKHERA) 


22 LLW-A 


22 LLW-B 


22 MJD 


22 MMK 


22 PTD-A 


22 PTD-B 


22 PTP-A (KHAIROOWALA) 


22 PTP-B 


22 RB 


22SDS 


23 GG 


23 LNP 


23 ML 


23 Z 


23 AMP 


23 BB (RURAL) 


23 F 


23 LLW 


23 MJD 


23 MMK 


23 PTD-B 


23 PTP 


23 RB 


23SDS 


24 GG 


24 LNP 


24 ML 


24 Z 


24 AMP 


24 BB (RURAL) 


24 F 


24 FF 


24 KSD 


24 LLW-A 


24 LLW-B 


24 MJD 


24 MMK 


24 PTP (HATHYAWALA) 


0801000300057500 


0802000300353600 


0802000300353700 


0802000300348800 


0802000300348900 


0801000500129900 


0801000500130000 


0801000300065200 


0801000300065300 


0801000500104500 


0801000300061800 


0801000200048600 


0801000200052100 


0801000200054400 


0801000200040700 


0802000100308000 


0801000400084400 


0801000100009900 


0801000500102900 


0801000300057600 


0802000300347400 


0802000300348700 


0802000300348500 


0801000600142000 


0801000300064500 


0801000500104400 


0801000300061600 


0801000200048700 


0801000200052000 


0801000200053800 


0801000200040800 


0802000100308100 


0801000400084500 


0801000100009700 


0801000500102800 


0801000300057200 


0802000300347300 


0802000300347200 


0801000300076000 


0802000300348600 


0801000300064300 


Type of Area 
(Command / Non¬ 
command) 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

9.82 

40 

30.18 

30.00 

9.05 

0.0300 

0.7287 

19.95 

45 

25.05 

30.00 

7.52 

0.0300 

0.7409 

6.91 

40 

33.09 

40.00 

13.24 

0.0300 

0.0775 

9.71 

35 

25.29 

40.00 

10.12 

0.0300 

0.0021 

9.71 

35 

25.29 

30.00 

7.59 

0.0300 

0.4804 

18.06 

40 

21.94 

30.00 

6.58 

0.0300 

0.4701 

22.99 

45 

22.01 

30.00 

6.60 

0.0300 

0.2987 

23.49 

45 

21.51 

30.00 

6.45 

0.0300 

0.4249 

19.81 

45 

25.19 

30.00 

7.56 

0.0300 

1.1842 

19.75 

45 

25.25 

30.00 

7.58 

0.0300 

1.2546 

9.87 

35 

25.13 

30.00 

7.54 

0.0300 

0.0647 

9.88 

35 

25.12 

30.00 

7.54 

0.0300 

0.3076 

23.59 

40 

16.41 

30.00 

4.92 

0.0300 

0.4571 

23.55 

40 

16.45 

30.00 

4.94 

0.0300 

0.4832 

9.39 

35 

25.61 

30.00 

7.68 

0.0300 

0.8732 

19.12 

40 

20.88 

30.00 

6.26 

0.0300 

0.6018 

13.54 

40 

26.47 

30.00 

7.94 

0.0300 

0.8876 

14.36 

45 

30.64 

40.00 

12.26 

0.0300 

1.3192 

15.77 

45 

29.23 

40.00 

11.69 

0.0300 

0.6613 

15.77 

40 

24.23 

30.00 

7.27 

0.0300 

0.2755 

7.52 

40 

32.48 

30.00 

9.74 

0.0300 

0.7789 

19.86 

45 

25.14 

30.00 

7.54 

0.0300 

1.1202 

10.17 

40 

29.83 

30.00 

8.95 

0.0300 

0.9129 

9.18 

40 

30.82 

40.00 

12.33 

0.0300 

0.6087 

9.18 

35 

25.82 

30.00 

7.75 

0.0300 

0.7457 

9.87 

35 

25.13 

40.00 

10.05 

0.0300 

0.0153 

9.87 

35 

25.13 

30.00 

7.54 

0.0300 

0.7385 

17.94 

45 

27.06 

40.00 

10.82 

0.0300 

0.0073 

17.94 

40 

22.06 

30.00 

6.62 

0.0300 

0.2997 

23.40 

45 

21.60 

30.00 

6.48 

0.0300 

0.8075 

20.19 

45 

24.81 

30.00 

7.44 

0.0300 

1.4261 

19.92 

45 

25.08 

30.00 

7.52 

0.0300 

0.4302 

9.79 

40 

30.21 

30.00 

9.06 

0.0300 

0.0019 

23.38 

40 

16.62 

30.00 

4.99 

0.0300 

0.4431 

8.37 

35 

26.63 

30.00 

7.99 

0.0300 

1.0512 

18.53 

45 

26.47 

40.00 

10.59 

0.0300 

0.0154 

18.53 

45 

26.47 

40.00 

10.59 

0.0300 

0.1141 

18.53 

40 

21.47 

30.00 

6.44 

0.0300 

0.7870 

18.53 

40 

21.47 

30.00 

6.44 

0.0300 

0.0014 

14.12 

45 

30.88 

40.00 

12.35 

0.0300 

1.0562 

14.53 

45 

30.47 

40.00 

12.19 

0.0300 

1.1313 

15.56 

45 

29.45 

40.00 

11.78 

0.0300 

1.0453 

15.56 

40 

24.45 

30.00 

7.33 

0.0300 

0.0307 

8.00 

40 

32.00 

30.00 

9.60 

0.0300 

0.9572 

21.58 

45 

23.42 

30.00 

7.03 

0.0300 

1.2546 

10.80 

40 

29.20 

40.00 

11.68 

0.0300 

2.3338 

10.80 

40 

29.20 

30.00 

8.76 

0.0300 

0.5487 

6.86 

40 

33.14 

40.00 

13.25 

0.0300 

0.0335 

9.85 

35 

25.15 

30.00 

7.54 

0.0300 

0.5833 

17.78 

40 

22.22 

30.00 

6.67 

0.0300 

0.5283 

23.67 

45 

21.33 

30.00 

6.40 

0.0300 

0.5241 

23.56 

45 

21.44 

30.00 

6.43 

0.0300 

0.5513 

24.21 

40 

15.79 

30.00 

4.74 

0.0300 

0.2827 

20.11 

45 

24.89 

30.00 

7.47 

0.0300 

0.8040 

22.81 

40 

17.19 

30.00 

5.16 

0.0300 

0.2381 




















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 

Census Code 

24 RB 

0801000500104300 

24 SDS(KIKARCHAK) 

0801000300067000 

25 GG 

0801000200048800 

25 LNP 

0801000200051900 

25 ML 

0801000200053700 


Zone (Fresh 
/ Saline) 


25 Z 


25 AMP 


25 BB I 


25 BB II 


25 F 


25 FF-A 


25 FF-B 


25 KSD-A 


25 KSD-B(PATLI) 


25 LLW 


25 MJD 


25 MMK 


25 PTD 


25 PTP (BUDHSINGHWALA) 


25 RB 


25/1 AMP 


26 GG 


26 LNP 


26 AMP 


26 BB 


26 KSD 


26 LLW 


26 MJD 


26 ML 


26 MMK 


26 PTP 


26 RB 


27 GG 


27 LNP 


27 AMP 


27 BB 


27 F 


27 FF 


27 KSD 


27 LLW 


27 MJD (CHHAPAWALI) 


27 MMK 


27 PTD 


27 PTP 


27 RB 


0801000200041000 


0802000100309100 


0801000400084300 


0801000400084200 


0801000100010900 


0801000500102700 


0801000500102600 


0801000300057100 


0801000300056700 


0802000300347500 


0801000300076100 


0802000300348400 


0801000500129700 


0801000300065500 


0801000500104200 


0802000100308700 


0801000200048900 


0801000200052800 


0802000100308200 


0801000400083800 


0801000100010600 


0801000500102400 


0801000300057000 


0802000300347100 


0801000300075900 


0801000400092700 


0801000300076200 


0801000300064200 


0801000500104000 


0801000200049000 


0801000200053000 


0802000100308300 


0801000400084100 


0801000100010700 


0801000500102300 


0801000300056900 


0802000300347000 


0801000300075800 


0802000300348300 


0801000500129400 


0801000300070000 


0801000500104100 


Type of Area 
(Command / Non¬ 
command) 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

8.35 

35 

26.65 

30.00 

7.99 

0.0300 

1.1245 

19.86 

40 

20.14 

30.00 

6.04 

0.0300 

0.2774 

14.07 

45 

30.93 

40.00 

12.37 

0.0300 

0.4416 

14.99 

45 

30.01 

40.00 

12.00 

0.0300 

1.4033 

15.94 

45 

29.06 

40.00 

11.63 

0.0300 

0.8460 

15.94 

40 

24.06 

30.00 

7.22 

0.0300 

0.0108 

9.71 

40 

30.29 

30.00 

9.09 

0.0300 

0.8946 

19.99 

45 

25.01 

30.00 

7.50 

0.0300 

0.6127 

10.55 

40 

29.45 

30.00 

8.83 

0.0300 

0.7509 

11.13 

40 

28.87 

30.00 

8.66 

0.0300 

0.6186 

7.20 

40 

32.80 

40.00 

13.12 

0.0300 

0.7928 

9.52 

35 

25.48 

30.00 

7.64 

0.0300 

0.2395 

9.08 

35 

25.92 

40.00 

10.37 

0.0300 

0.2002 

9.08 

35 

25.92 

30.00 

7.78 

0.0300 

0.3598 

17.29 

45 

27.71 

40.00 

11.08 

0.0300 

0.0032 

17.29 

40 

22.71 

30.00 

6.81 

0.0300 

0.2061 

16.67 

45 

28.33 

40.00 

11.33 

0.0300 

0.0036 

16.67 

40 

23.33 

30.00 

7.00 

0.0300 

0.3139 

24.03 

45 

20.97 

30.00 

6.29 

0.0300 

0.7569 

24.33 

40 

15.67 

30.00 

4.70 

0.0300 

0.0976 

20.33 

45 

24.67 

30.00 

7.40 

0.0300 

1.3053 

9.84 

35 

25.16 

30.00 

7.55 

0.0300 

0.0222 

23.34 

40 

16.66 

30.00 

5.00 

0.0300 

0.1802 

8.43 

35 

26.57 

30.00 

7.97 

0.0300 

0.8279 

19.85 

45 

25.15 

30.00 

7.55 

0.0300 

1.2419 

14.20 

45 

30.80 

40.00 

12.32 

0.0300 

1.0963 

16.23 

45 

28.77 

40.00 

11.51 

0.0300 

1.2809 

22.70 

45 

22.30 

30.00 

6.69 

0.0300 

1.8789 

11.94 

40 

28.06 

40.00 

11.22 

0.0300 

0.7111 

11.94 

40 

28.06 

30.00 

8.42 

0.0300 

0.2817 

8.66 

40 

31.34 

40.00 

12.54 

0.0300 

0.5352 

8.66 

35 

26.34 

30.00 

7.90 

0.0300 

0.6677 

8.82 

35 

26.18 

40.00 

10.47 

0.0300 

0.0756 

8.82 

35 

26.18 

30.00 

7.86 

0.0300 

0.8005 

17.50 

40 

22.50 

30.00 

6.75 

0.0300 

0.6032 

23.93 

45 

21.07 

30.00 

6.32 

0.0300 

0.4299 

24.27 

40 

15.73 

30.00 

4.72 

0.0300 

0.0187 

13.88 

40 

26.12 

30.00 

7.84 

0.0300 

0.2949 

24.03 

40 

15.97 

30.00 

4.79 

0.0300 

0.2467 

22.47 

40 

17.53 

30.00 

5.26 

0.0300 

0.3840 

8.43 

35 

26.57 

30.00 

7.97 

0.0300 

0.9653 

14.36 

45 

30.64 

40.00 

12.26 

0.0300 

0.9182 

16.68 

45 

28.32 

40.00 

11.33 

0.0300 

0.3614 

16.68 

40 

23.32 

30.00 

6.99 

0.0300 

0.6197 

22.64 

45 

22.36 

30.00 

6.71 

0.0300 

2.3955 

11.57 

40 

28.43 

30.00 

8.53 

0.0300 

0.7385 

7.47 

40 

32.53 

40.00 

13.01 

0.0300 

0.9598 

8.68 

35 

26.32 

30.00 

7.90 

0.0300 

0.7881 

17.42 

40 

22.58 

30.00 

6.77 

0.0300 

0.6429 

24.27 

45 

20.73 

30.00 

6.22 

0.0300 

0.5114 

24.13 

40 

15.87 

30.00 

4.76 

0.0300 

0.6346 

21.91 

45 

23.09 

30.00 

6.93 

0.0300 

1.2167 

9.86 

35 

25.14 

30.00 

7.54 

0.0300 

0.1390 

23.13 

40 

16.88 

30.00 

5.06 

0.0300 

0.2830 

8.45 

35 

26.55 

30.00 

7.97 

0.0300 

1.0771 




























































































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

15.16 

45 

29.84 

40.00 

11.94 

0.0300 

1.1651 

16.16 

45 

28.84 

40.00 

11.54 

0.0300 

0.4482 

16.16 

40 

23.84 

30.00 

7.15 

0.0300 

0.3579 

16.99 

45 

28.01 

40.00 

11.20 

0.0300 

0.0379 

16.99 

40 

23.01 

30.00 

6.90 

0.0300 

0.9506 

23.34 

40 

16.66 

30.00 

5.00 

0.0300 

0.3299 

11.71 

40 

28.29 

40.00 

11.32 

0.0300 

0.0471 

11.71 

40 

28.29 

30.00 

8.49 

0.0300 

0.8719 

8.28 

40 

31.72 

40.00 

12.69 

0.0300 

0.3340 

8.28 

35 

26.72 

30.00 

8.02 

0.0300 

0.0134 

8.30 

35 

26.70 

30.00 

8.01 

0.0300 

1.0268 

16.89 

40 

23.11 

30.00 

6.93 

0.0300 

1.0538 

24.23 

45 

20.77 

30.00 

6.23 

0.0300 

0.7445 

24.38 

40 

15.62 

30.00 

4.69 

0.0300 

0.2629 

22.45 

45 

22.55 

30.00 

6.77 

0.0300 

1.3400 

10.91 

35 

24.09 

30.00 

7.23 

0.0300 

0.2840 

22.53 

40 

17.47 

30.00 

5.24 

0.0300 

0.3878 

8.43 

35 

26.57 

30.00 

7.97 

0.0300 

0.5983 

15.19 

45 

29.81 

40.00 

11.92 

0.0300 

1.4801 

13.31 

40 

26.69 

40.00 

10.67 

0.0300 

0.8990 

13.31 

40 

26.69 

30.00 

8.01 

0.0300 

0.1475 

21.65 

45 

23.35 

30.00 

7.01 

0.0300 

1.4446 

11.73 

40 

28.27 

40.00 

11.31 

0.0300 

1.5234 

11.73 

40 

28.27 

30.00 

8.48 

0.0300 

0.0017 

9.25 

35 

25.75 

30.00 

7.72 

0.0300 

0.8818 

16.50 

40 

23.50 

30.00 

7.05 

0.0300 

0.8644 

23.99 

45 

21.01 

30.00 

6.30 

0.0300 

0.5970 

17.91 

40 

22.09 

40.00 

8.83 

0.0300 

0.2059 

17.91 

40 

22.09 

30.00 

6.63 

0.0300 

0.7008 

24.16 

40 

15.84 

30.00 

4.75 

0.0300 

0.6799 

13.71 

40 

26.29 

40.00 

10.51 

0.0300 

0.0102 

13.71 

40 

26.29 

30.00 

7.89 

0.0300 

0.9320 

23.50 

45 

21.50 

30.00 

6.45 

0.0300 

0.7137 

11.25 

35 

23.75 

30.00 

7.13 

0.0300 

0.6698 

22.96 

40 

17.04 

30.00 

5.11 

0.0300 

0.1698 

8.11 

35 

26.89 

30.00 

8.07 

0.0300 

0.8472 

8.11 

35 

26.89 

30.00 

8.07 

0.0300 

0.0000 

6.95 

45 

38.05 

40.00 

15.22 

0.0300 

0.1026 

6.95 

40 

33.05 

30.00 

9.92 

0.0300 

0.5777 

4.85 

45 

40.15 

40.00 

16.06 

0.0300 

1.2862 

4.85 

40 

35.15 

30.00 

10.55 

0.0300 

0.3475 

7.28 

45 

37.72 

40.00 

15.09 

0.0300 

1.6320 

16.99 

45 

28.01 

30.00 

8.40 

0.0300 

1.8575 

6.69 

45 

38.31 

40.00 

15.32 

0.0300 

0.2582 

6.69 

40 

33.31 

30.00 

9.99 

0.0300 

0.6573 

5.50 

40 

34.50 

30.00 

10.35 

0.0300 

0.9142 

11.32 

40 

28.68 

30.00 

8.60 

0.0300 

0.8108 

10.53 

40 

29.47 

40.00 

11.79 

0.0300 

1.2838 

10.53 

40 

29.47 

30.00 

8.84 

0.0300 

0.0013 

8.72 

45 

36.28 

40.00 

14.51 

0.0300 

0.5835 

8.72 

45 

36.28 

30.00 

10.88 

0.0300 

0.4650 

13.84 

40 

26.16 

30.00 

7.85 

0.0300 

0.8202 

16.28 

40 

23.72 

30.00 

7.12 

0.0300 

0.4989 

9.99 

35 

25.01 

30.00 

7.50 

0.0300 

0.3733 

9.99 

35 

25.01 

30.00 

7.50 

0.0300 

0.2070 





































































































































































































































































































































































































































































































































































































































































































































































_ 0801000200044600 

3 HH 0801000200048000 



3 IDG 

0802000100301900 

3 J 

0801000200031100 



3 JJ 

0801000400089600 

3 JRK 

0802000300355700 


3 K 

0801000200035700 

3 KHR 

0802000200320400 

3 KK 

0801000400079300 


3 KKW-A 0802000300350900 


3 KKW-B 0802000300350800 


3 KRW 

0801000300059000 

3 KSD 

0802000100304700 


4.10 Fresh 

3.19 Fresh 
Saline 

4.18 Fresh 
Saline 

2.19 Saline 

3.64 Fresh 

Saline 
2.85 Fresh 
Saline 

3.19 Saline 
3.83 Fresh 

Saline 
1.56 Saline 
4.92 Fresh 

3.64 Fresh 
Saline 

2.70 Fresh 
Saline 
2.02 Fresh 
Saline 

3.65 Saline 
1.78 Saline 


Command 

Command 

Command 

Command 

Command 

Command 

Command 

Command 

Command 

Command 

Command 

Command 

Command 

Command 

Command 

Command 

Command 

Command 

Command 

Command 

Command 

Command 

Command 


Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

9.99 

35 

25.01 

30.00 

7.50 

0.0300 

0.0000 

10.06 

35 

24.94 

30.00 

7.48 

0.0300 

0.5575 

6.04 

40 

33.96 

30.00 

10.19 

0.0300 

0.9188 

7.83 

40 

32.17 

30.00 

9.65 

0.0300 

0.9117 

13.16 

40 

26.84 

40.00 

10.74 

0.0300 

0.0034 

13.16 

40 

26.84 

30.00 

8.05 

0.0300 

0.5374 

5.28 

40 

34.72 

30.00 

10.42 

0.0300 

0.8392 

8.15 

45 

36.85 

40.00 

14.74 

0.0300 

0.6115 

8.15 

40 

31.85 

30.00 

9.56 

0.0300 

0.0490 

12.21 

40 

27.79 

40.00 

11.12 

0.0300 

0.5945 

12.21 

40 

27.79 

30.00 

8.34 

0.0300 

0.2944 

13.13 

45 

31.87 

40.00 

12.75 

0.0300 

0.9374 

7.18 

45 

37.82 

30.00 

11.35 

0.0300 

0.8123 

4.87 

40 

35.13 

30.00 

10.54 

0.0300 

0.5772 

4.77 

40 

35.23 

30.00 

10.57 

0.0300 

0.7626 

6.92 

45 

38.08 

40.00 

15.23 

0.0300 

1.0906 

11.63 

40 

28.37 

30.00 

8.51 

0.0300 

1.1203 

13.52 

40 

26.48 

40.00 

10.59 

0.0300 

1.1190 

4.81 

45 

40.19 

40.00 

16.08 

0.0300 

1.3792 

4.81 

40 

35.19 

30.00 

10.56 

0.0300 

0.1897 

7.20 

45 

37.80 

40.00 

15.12 

0.0300 

0.4065 

7.20 

40 

32.80 

30.00 

9.84 

0.0300 

0.3323 

7.60 

35 

27.40 

40.00 

10.96 

0.0300 

0.2280 

7.60 

35 

27.40 

30.00 

8.22 

0.0300 

0.2752 

8.41 

35 

26.59 

30.00 

7.98 

0.0300 

0.5833 

8.37 

40 

31.63 

40.00 

12.65 

0.0300 

1.0138 

10.11 

35 

24.89 

30.00 

7.47 

0.0300 

0.9477 

4.82 

45 

40.18 

40.00 

16.07 

0.0300 

0.2082 

4.82 

40 

35.18 

30.00 

10.56 

0.0300 

0.9781 

7.42 

45 

37.58 

40.00 

15.03 

0.0300 

1.4186 

4.75 

45 

40.25 

40.00 

16.10 

0.0300 

1.0283 

4.75 

40 

35.25 

30.00 

10.58 

0.0300 

0.1750 

11.27 

45 

33.73 

40.00 

13.49 

0.0300 

1.6588 

1.43 

45 

43.57 

40.00 

17.43 

0.0300 

1.1131 

1.43 

40 

38.57 

30.00 

11.57 

0.0300 

0.3674 

6.94 

45 

38.06 

40.00 

15.22 

0.0300 

0.0056 

6.94 

45 

38.06 

30.00 

11.42 

0.0300 

1.4291 

17.12 

45 

27.88 

30.00 

8.36 

0.0300 

0.5501 

4.76 

45 

40.24 

40.00 

16.10 

0.0300 

1.3674 

4.76 

40 

35.24 

30.00 

10.57 

0.0300 

0.2566 

22.05 

45 

22.95 

40.00 

9.18 

0.0300 

0.5491 

22.05 

45 

22.95 

30.00 

6.88 

0.0300 

0.1772 

11.18 

40 

28.82 

30.00 

8.64 

0.0300 

0.8264 

22.08 

45 

22.92 

40.00 

9.17 

0.0300 

0.3504 

22.08 

45 

22.92 

30.00 

6.88 

0.0300 

0.0003 

7.11 

40 

32.89 

30.00 

9.87 

0.0300 

0.4624 

11.70 

45 

33.30 

40.00 

13.32 

0.0300 

1.9644 

10.66 

40 

29.34 

40.00 

11.74 

0.0300 

0.0011 

10.66 

40 

29.34 

30.00 

8.80 

0.0300 

0.9599 

19.20 

45 

25.80 

40.00 

10.32 

0.0300 

0.6476 

19.20 

45 

25.80 

30.00 

7.74 

0.0300 

0.1413 

19.82 

45 

25.18 

40.00 

10.07 

0.0300 

0.5919 

19.82 

45 

25.18 

30.00 

7.55 

0.0300 

0.0131 

17.88 

40 

22.12 

30.00 

6.63 

0.0300 

0.7273 

12.09 

45 

32.91 

30.00 

9.87 

0.0300 

0.5281 

























































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 


Village 

Area, 

sq.km 


Zone (Fresh 
/ Saline) 


Type of Area 
(Command / Non¬ 
command) 



3 LLW (LILAWALI) 


3 LNP 



3 RRW-A 


3 RTP-II (RURAL) 



3 UMW-A 


3 UMW-B 



30 MJD 


30 MMK 


30 PS-A 


0801000200036600 

0801000200050600 

0801000300066300 

0802000100317700 

0801000200034800 

0801000200040900 

0802000100314500 

0802000200322000 

0802000100316900 

0802000100319400 

0802000100309800 

0801000400077600 

0802000100315100 

0801000400085600 

0802000100305100 

0801000200029700 

0801000100001500 

0801000400091600 

0801000400091500 

0802000300351700 

0802000100320000 



0801000300068900 

0801000300059600 

0802000100311400 

0801000300071400 

0802000100302900 

0801000100005800 

0802000300345600 

0802000300345700 

0802000300346000 

0801000200034200 

0801000200037900 

0801000200039500 

0801000200029400 

0801000200049800 

0801000300070200 

0801000400083500 



0802000300346800 

0801000400087100 

0801000300075600 

0802000300348100 

0801000500110900 


1.51 

Saline 

Command 

4.90 

Saline 

Command 

6.35 

Saline 

Command 

3.16 

Saline 

Command 

3.74 

Fresh 

Command 

4.24 

Saline 

Command 

4.07 

Fresh 

Command 

2.68 

Fresh 

Command 


Saline 

Command 

2.91 

Fresh 

Command 

2.90 

Saline 

Command 

1.32 

Saline 

Command 

2.81 

Saline 

Command 

1.59 

Fresh 

Command 

6.88 

Fresh 

Command 


Saline 

Command 

1.86 

Saline 

Command 

2.28 

Saline 

Command 

2.94 

Saline 

Command 

1.85 

Saline 

Command 

1.65 

Saline 

Command 

3.37 

Fresh 

Command 

1.33 

Fresh 

Command 


Saline 

Command 

4.71 

Fresh 

Command 


Saline 

Command 

2.36 

Saline 

Command 

2.84 

Saline 

Command 

2.44 

Fresh 

Command 

3.37 

Saline 

Command 

3.29 

Saline 

Command 

2.43 

Fresh 

Command 


Saline 

Command 

1.88 

Saline 

Command 

4.22 

Saline 

Command 

9.94 

Saline 

Command 

5.55 

Fresh 

Command 


Saline 

Command 

2.03 

Fresh 

Command 

4.72 

Fresh 

Command 


Saline 

Command 

2.27 

Saline 

Command 

4.01 

Saline 

Command 

0.65 

Saline 

Command 

3.37 

Fresh 

Command 


Saline 

Command 

2.59 

Fresh 

Command 


Saline 

Command 

2.72 

Fresh 

Command 


Saline 

Command 

4.41 

Saline 

Command 

4.70 

Saline 

Command 

1.13 

Saline 

Command 

6.42 

Saline 

Command 

4.00 

Saline 

Command 


Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

7.08 

40 

32.92 

30.00 

9.88 

0.0300 

0.4460 

8.91 

40 

31.09 

30.00 

9.33 

0.0300 

1.3706 

22.02 

40 

17.98 

30.00 

5.40 

0.0300 

1.0285 

16.29 

45 

28.71 

30.00 

8.61 

0.0300 

0.8159 

8.65 

45 

36.35 

40.00 

14.54 

0.0300 

1.6321 

9.26 

40 

30.74 

30.00 

9.22 

0.0300 

1.1731 

13.24 

45 

31.76 

40.00 

12.70 

0.0300 

1.5525 

8.34 

45 

36.66 

40.00 

14.66 

0.0300 

0.1684 

8.34 

45 

36.66 

30.00 

11.00 

0.0300 

0.7238 

13.33 

45 

31.67 

40.00 

12.67 

0.0300 

1.1051 

11.16 

45 

33.84 

30.00 

10.15 

0.0300 

0.8819 

18.90 

45 

26.10 

30.00 

7.83 

0.0300 

0.3101 

14.60 

40 

25.40 

30.00 

7.62 

0.0300 

0.6424 

16.12 

45 

28.88 

40.00 

11.55 

0.0300 

0.5502 

12.82 

40 

27.18 

40.00 

10.87 

0.0300 

1.3675 

12.82 

40 

27.18 

30.00 

8.15 

0.0300 

0.6577 

17.11 

45 

27.89 

30.00 

8.37 

0.0300 

0.4658 

7.21 

40 

32.79 

30.00 

9.84 

0.0300 

0.6720 

6.39 

35 

28.61 

30.00 

8.58 

0.0300 

0.7558 

12.88 

40 

27.12 

30.00 

8.13 

0.0300 

0.4156 

12.40 

40 

27.60 

30.00 

8.28 

0.0300 

0.4110 

20.08 

45 

24.92 

40.00 

9.97 

0.0300 

0.0340 

12.19 

45 

32.81 

40.00 

13.12 

0.0300 

0.0051 

12.19 

45 

32.81 

30.00 

9.84 

0.0300 

0.3889 

10.59 

45 

34.41 

40.00 

13.76 

0.0300 

0.0022 

10.59 

45 

34.41 

30.00 

10.32 

0.0300 

1.4565 

25.28 

40 

14.72 

30.00 

4.42 

0.0300 

0.3122 

18.02 

40 

21.98 

30.00 

6.59 

0.0300 

0.5612 

13.19 

45 

31.81 

40.00 

12.72 

0.0300 

0.9303 

25.67 

40 

14.33 

30.00 

4.30 

0.0300 

0.4351 

6.91 

45 

38.09 

30.00 

11.43 

0.0300 

1.1292 

7.90 

40 

32.10 

40.00 

12.84 

0.0300 

0.1228 

7.90 

35 

27.10 

30.00 

8.13 

0.0300 

0.0125 

23.70 

45 

21.30 

30.00 

6.39 

0.0300 

0.3608 

24.74 

45 

20.26 

30.00 

6.08 

0.0300 

0.7692 

24.33 

45 

20.67 

30.00 

6.20 

0.0300 

1.8492 

4.71 

45 

40.29 

40.00 

16.12 

0.0300 

2.5500 

4.71 

40 

35.29 

30.00 

10.59 

0.0300 

0.0876 

5.54 

45 

39.46 

40.00 

15.78 

0.0300 

0.9599 

6.77 

45 

38.23 

40.00 

15.29 

0.0300 

1.7177 

6.77 

40 

33.23 

30.00 

9.97 

0.0300 

0.2910 

4.75 

40 

35.25 

30.00 

10.57 

0.0300 

0.7189 

14.44 

40 

25.56 

30.00 

7.67 

0.0300 

0.9218 

23.02 

40 

16.98 

30.00 

5.09 

0.0300 

0.0998 

11.46 

40 

28.54 

40.00 

11.42 

0.0300 

0.0950 

11.46 

40 

28.54 

30.00 

8.56 

0.0300 

0.7939 

8.75 

40 

31.25 

40.00 

12.50 

0.0300 

0.1221 

8.75 

35 

26.25 

30.00 

7.88 

0.0300 

0.0594 

16.00 

45 

29.00 

40.00 

11.60 

0.0300 

0.0023 

16.00 

40 

24.00 

30.00 

7.20 

0.0300 

0.5850 

23.60 

45 

21.40 

30.00 

6.42 

0.0300 

0.8496 

19.64 

40 

20.36 

30.00 

6.11 

0.0300 

0.8609 

23.97 

40 

16.03 

30.00 

4.81 

0.0300 

0.1629 

23.24 

45 

21.76 

30.00 

6.53 

0.0300 

1.2576 

10.10 

35 

24.90 

30.00 

7.47 

0.0300 

0.8973 





















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 

Census Code 

30 PS-B 

0801000500110800 

30 PTP (PRATAPPURA) 

0801000300065600 

31 GG 

0801000200050100 

31 BB 

0801000400083400 

31 F 

0801000100015100 

31 KSD 

0801000300060000 

31 LLW 

0802000300346600 

31 LNP 

0801000400086400 


Zone (Fresh 
/ Saline) 


31 MJD-A 


31 MJD-B 


31 MMK 


31 PS 


31 PTP (DHOLA) 


31 RB I 


32 GG 


32 AMP 


32 BB 


32 F 


32 KSD 


32 LLW 


32 LNP 


32 MJD-A 


32 MJD-B 


32 MMK 


32 PS-A 


32 PS-B 


32 PTP 


33 AMP (KALWASIA) 


33 BB 


33 F 


33 GG 


33 KSD 


33 LLW 


33 LNP 


33 MMK 


33 PS 


33 PTP 


34 GG 


34 BB 


34 KSD (BUDHARWALA) 


34 LLW 


34 LNP 


34 MJD 


34 MMK (KILAWALI) 


34 PS 


34 PTP 


34 RB 


35 BB 


0801000300075500 


0801000300075400 


0802000300347900 


0801000500110700 


0801000300069800 


0801000400093900 


0801000200050000 


0801000300070100 


0801000400082900 


0801000100014800 


0801000300056500 


0802000300346400 


0801000400087000 


0801000300070500 


0801000300070600 


0802000300347800 


0801000500111200 


0801000500111300 


0801000300069700 


0801000300070300 


0801000400083100 


0801000100015200 


0801000400078200 


0801000300056400 


0802000400391700 


0801000400087300 


0802000300347700 


0801000500110600 


0801000300069600 


0801000200049700 


0801000400083000 


0801000300060100 


0802000400389300 


0801000400087500 


0801000300070700 


0801000300075200 


0801000500111400 


0801000300065800 


0801000400094300 


0801000400082700 


3.45 Sali 


3.51 Sali 


4.53 Sali 


2.32 Sali 


1.79 Sali 


2.73 Sali 


6.64 Sali 


7.98 Sali 


Type of Area 
(Command / Non¬ 
command) 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

10.34 

35 

24.66 

30.00 

7.40 

0.0300 

0.7658 

22.48 

40 

17.52 

30.00 

5.26 

0.0300 

0.5538 

14.58 

40 

25.42 

30.00 

7.63 

0.0300 

1.0361 

11.15 

40 

28.85 

30.00 

8.66 

0.0300 

0.6012 

10.96 

35 

24.04 

30.00 

7.21 

0.0300 

0.3878 

16.26 

40 

23.74 

30.00 

7.12 

0.0300 

0.5832 

22.95 

45 

22.05 

30.00 

6.61 

0.0300 

1.3171 

19.69 

40 

20.31 

30.00 

6.09 

0.0300 

0.7644 

19.69 

40 

20.31 

30.00 

6.09 

0.0300 

0.6951 

24.24 

40 

15.76 

30.00 

4.73 

0.0300 

0.1291 

24.38 

40 

15.62 

30.00 

4.68 

0.0300 

0.1006 

23.91 

45 

21.09 

30.00 

6.33 

0.0300 

0.5383 

11.16 

35 

23.84 

30.00 

7.15 

0.0300 

1.4502 

23.99 

40 

16.01 

30.00 

4.80 

0.0300 

0.3108 

13.31 

40 

26.69 

40.00 

10.67 

0.0300 

0.7780 

13.31 

40 

26.69 

30.00 

8.01 

0.0300 

0.0427 

14.54 

40 

25.46 

30.00 

7.64 

0.0300 

1.1533 

22.97 

40 

17.03 

30.00 

5.11 

0.0300 

0.5698 

11.11 

40 

28.89 

40.00 

11.55 

0.0300 

0.6145 

11.11 

40 

28.89 

30.00 

8.67 

0.0300 

0.5058 

8.82 

35 

26.18 

30.00 

7.86 

0.0300 

0.0010 

15.29 

45 

29.71 

40.00 

11.88 

0.0300 

0.0054 

15.29 

40 

24.71 

30.00 

7.41 

0.0300 

0.8904 

23.18 

45 

21.82 

30.00 

6.55 

0.0300 

1.2750 

20.20 

40 

19.80 

30.00 

5.94 

0.0300 

0.0189 

20.20 

40 

19.80 

30.00 

5.94 

0.0300 

0.9949 

24.40 

40 

15.60 

30.00 

4.68 

0.0300 

0.1816 

24.62 

40 

15.38 

30.00 

4.61 

0.0300 

0.2360 

23.67 

45 

21.33 

30.00 

6.40 

0.0300 

0.8515 

11.50 

35 

23.50 

30.00 

7.05 

0.0300 

0.4735 

11.47 

35 

23.53 

30.00 

7.06 

0.0300 

1.0336 

24.35 

40 

15.65 

30.00 

4.69 

0.0300 

0.3633 

23.33 

40 

16.67 

30.00 

5.00 

0.0300 

0.5360 

11.00 

40 

29.00 

30.00 

8.70 

0.0300 

0.8625 

9.74 

35 

25.26 

30.00 

7.58 

0.0300 

1.0828 

14.53 

40 

25.47 

30.00 

7.64 

0.0300 

1.3456 

14.60 

45 

30.40 

40.00 

12.16 

0.0300 

0.0032 

14.60 

40 

25.40 

30.00 

7.62 

0.0300 

1.2934 

22.78 

45 

22.22 

30.00 

6.66 

0.0300 

0.0491 

20.06 

40 

19.94 

30.00 

5.98 

0.0300 

0.5637 

24.09 

45 

20.91 

30.00 

6.27 

0.0300 

1.0592 

10.70 

35 

24.30 

30.00 

7.29 

0.0300 

0.9995 

24.21 

40 

15.79 

30.00 

4.74 

0.0300 

0.2465 

14.45 

40 

25.55 

30.00 

7.66 

0.0300 

0.4609 

10.97 

40 

29.03 

30.00 

8.71 

0.0300 

1.1192 

16.39 

40 

23.62 

30.00 

7.08 

0.0300 

0.5941 

22.09 

45 

22.91 

30.00 

6.87 

0.0300 

2.0511 

17.37 

40 

22.63 

30.00 

6.79 

0.0300 

0.9851 

25.10 

40 

14.90 

30.00 

4.47 

0.0300 

0.6289 

24.56 

40 

15.44 

30.00 

4.63 

0.0300 

0.2117 

11.23 

35 

23.77 

30.00 

7.13 

0.0300 

1.4615 

22.64 

40 

17.36 

30.00 

5.21 

0.0300 

0.6137 

13.38 

40 

26.62 

30.00 

7.99 

0.0300 

0.0002 

10.91 

40 

29.09 

40.00 

11.64 

0.0300 

0.5740 

10.91 

40 

29.09 

30.00 

8.73 

0.0300 

0.5503 






























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 

Census Code 

35 GG 

0801000400078100 

35 LNP 

0801000400087600 

35 MMK 

0801000300075100 

35 PS 

0801000500110500 

35 PTP 

0801000300065900 

35 RB 

0801000400094500 


Zone (Fresh 
/ Saline) 


36 GG I 


36 GG II 


36 BB 


36 F 


36 LNP 


36 MMK 


36 PS 


36 PTP (MANIYANWALI) 


36 RB-A 


36 RB-B 


37 BB 


37 F 


37 GG 


37 LNP 


37 MMK 


37 NP-A 


37 PS 


37 PTP 


37 RB 


38 BB 


38 F 


38 GG II 


38GG-1 


38 LNP 


38 MMK 


38 PS 


38 PTP 


38 RB 


39 BB (RURAL) 


39 LNP 


39 MMK 


39 NP 


39 PS-A 


39 PS-B 


39 PTP 


39 RB 


3A 


3ML 


4 AMP 


0801000200049600 


0801000200049500 


0801000400082600 


0801000100014200 


0801000400086100 


0801000300075300 


0801000500111500 


0801000300069500 


0801000400094600 


0801000400094700 


0801000400082200 


0801000100015300 


0801000400077800 


0801000400087400 


0801000300074900 


0801000500119100 


0801000500110400 


0801000300066000 


0801000400091400 


0801000400082500 


0801000100015500 


0801000400077300 


0801000400077700 


0801000400092900 


0801000300075000 


0801000500111600 


0801000300069400 


0801000400091300 


0801000400082400 


0801000100015600 


0801000100018400 


0801000400092800 


0801000300074800 


0801000500125400 


0801000500112300 


0801000500111800 


0801000300066100 


0801000400091200 


0801000200025200 


0801000200042600 


0802000100304100 


Type of Area 
(Command / Non¬ 
command) 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

14.86 

40 

25.14 

30.00 

7.54 

0.0300 

0.3137 

14.93 

40 

25.07 

30.00 

7.52 

0.0300 

0.5500 

24.97 

40 

15.03 

30.00 

4.51 

0.0300 

0.2981 

10.13 

35 

24.87 

30.00 

7.46 

0.0300 

0.6734 

22.95 

40 

17.05 

30.00 

5.12 

0.0300 

0.5761 

13.37 

40 

26.63 

40.00 

10.65 

0.0300 

0.0052 

13.37 

40 

26.63 

30.00 

7.99 

0.0300 

0.0010 

14.52 

40 

25.48 

30.00 

7.64 

0.0300 

1.0811 

15.14 

40 

24.86 

30.00 

7.46 

0.0300 

0.7810 

10.70 

40 

29.30 

30.00 

8.79 

0.0300 

0.9214 

6.98 

40 

33.02 

40.00 

13.21 

0.0300 

0.0932 

6.98 

35 

28.02 

30.00 

8.40 

0.0300 

0.0372 

16.31 

40 

23.69 

40.00 

9.48 

0.0300 

0.9331 

16.31 

40 

23.69 

30.00 

7.11 

0.0300 

0.5057 

24.61 

40 

15.39 

30.00 

4.62 

0.0300 

0.1861 

10.72 

35 

24.28 

30.00 

7.28 

0.0300 

0.9796 

24.37 

40 

15.63 

30.00 

4.69 

0.0300 

0.6993 

13.38 

40 

26.62 

30.00 

7.99 

0.0300 

0.0370 

13.45 

40 

26.55 

30.00 

7.96 

0.0300 

0.0020 

10.63 

40 

29.37 

40.00 

11.75 

0.0300 

0.8404 

10.63 

40 

29.37 

30.00 

8.81 

0.0300 

0.1166 

9.67 

35 

25.33 

30.00 

7.60 

0.0300 

0.7337 

14.66 

40 

25.34 

30.00 

7.60 

0.0300 

0.4003 

19.59 

40 

20.41 

30.00 

6.12 

0.0300 

0.1916 

25.41 

40 

14.59 

30.00 

4.38 

0.0300 

0.5719 

10.29 

35 

24.71 

30.00 

7.41 

0.0300 

0.0497 

9.58 

35 

25.42 

30.00 

7.62 

0.0300 

0.7621 

23.31 

40 

16.69 

30.00 

5.01 

0.0300 

0.5184 

13.22 

40 

26.78 

30.00 

8.03 

0.0300 

0.0331 

10.57 

40 

29.43 

40.00 

11.77 

0.0300 

0.0087 

10.57 

40 

29.43 

30.00 

8.83 

0.0300 

1.1991 

9.92 

35 

25.08 

30.00 

7.52 

0.0300 

0.7718 

14.12 

40 

25.88 

30.00 

7.76 

0.0300 

0.2991 

14.63 

40 

25.37 

30.00 

7.61 

0.0300 

0.3304 

18.16 

40 

21.84 

30.00 

6.55 

0.0300 

0.0090 

18.16 

40 

21.84 

30.00 

6.55 

0.0300 

1.1158 

25.48 

40 

14.52 

30.00 

4.35 

0.0300 

0.2534 

10.07 

35 

24.93 

30.00 

7.48 

0.0300 

0.8944 

24.38 

40 

15.62 

30.00 

4.69 

0.0300 

0.4700 

13.00 

40 

27.00 

30.00 

8.10 

0.0300 

0.0864 

10.42 

40 

29.58 

30.00 

8.87 

0.0300 

1.0474 

9.44 

35 

25.56 

30.00 

7.67 

0.0300 

0.9426 

12.71 

40 

27.29 

40.00 

10.91 

0.0300 

0.0013 

12.71 

35 

22.29 

30.00 

6.69 

0.0300 

0.5419 

14.21 

40 

25.79 

30.00 

7.74 

0.0300 

0.9916 

25.75 

40 

14.25 

30.00 

4.28 

0.0300 

0.3416 

10.33 

35 

24.67 

30.00 

7.40 

0.0300 

0.3549 

10.94 

35 

24.06 

30.00 

7.22 

0.0300 

0.4143 

10.75 

35 

24.25 

30.00 

7.27 

0.0300 

0.5616 

22.30 

40 

17.70 

30.00 

5.31 

0.0300 

0.6528 

12.87 

40 

27.13 

30.00 

8.14 

0.0300 

0.0010 

7.04 

45 

37.96 

40.00 

15.18 

0.0300 

1.2054 

7.04 

40 

32.96 

30.00 

9.89 

0.0300 

0.7071 

7.24 

45 

37.76 

40.00 

15.10 

0.0300 

1.2935 

15.46 

45 

29.54 

30.00 

8.86 

0.0300 

1.2113 



























































































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

6.77 

40 

33.23 

30.00 

9.97 

0.0300 

0.5593 

5.46 

40 

34.54 

30.00 

10.36 

0.0300 

0.7011 

11.59 

40 

28.41 

30.00 

8.52 

0.0300 

0.5238 

10.56 

40 

29.44 

40.00 

11.78 

0.0300 

1.2125 

10.56 

40 

29.44 

30.00 

8.83 

0.0300 

0.0926 

8.32 

45 

36.68 

40.00 

14.67 

0.0300 

0.1645 

8.32 

45 

36.68 

30.00 

11.00 

0.0300 

0.6436 

12.59 

45 

32.41 

40.00 

12.96 

0.0300 

1.6023 

14.08 

40 

25.92 

30.00 

7.77 

0.0300 

2.2182 

9.94 

35 

25.06 

30.00 

7.52 

0.0300 

0.5252 

10.19 

35 

24.81 

30.00 

7.44 

0.0300 

0.6706 

5.36 

40 

34.64 

30.00 

10.39 

0.0300 

1.4487 

7.88 

40 

32.12 

30.00 

9.64 

0.0300 

1.0423 

13.81 

40 

26.19 

30.00 

7.86 

0.0300 

0.6053 

5.33 

40 

34.67 

30.00 

10.40 

0.0300 

0.9276 

7.52 

45 

37.48 

40.00 

14.99 

0.0300 

1.4885 

12.14 

40 

27.86 

40.00 

11.14 

0.0300 

0.0100 

12.14 

40 

27.86 

30.00 

8.36 

0.0300 

0.6531 

15.39 

45 

29.61 

40.00 

11.84 

0.0300 

0.4633 

8.39 

45 

36.61 

30.00 

10.98 

0.0300 

0.6551 

4.68 

40 

35.32 

30.00 

10.60 

0.0300 

0.5882 

7.30 

45 

37.70 

40.00 

15.08 

0.0300 

0.7703 

11.30 

40 

28.70 

30.00 

8.61 

0.0300 

0.7921 

13.13 

40 

26.87 

40.00 

10.75 

0.0300 

0.7040 

4.87 

45 

40.13 

40.00 

16.05 

0.0300 

1.0457 

7.17 

45 

37.83 

40.00 

15.13 

0.0300 

2.5111 

6.30 

40 

33.70 

40.00 

13.48 

0.0300 

0.9037 

7.61 

35 

27.39 

30.00 

8.22 

0.0300 

0.5193 

7.28 

40 

32.72 

40.00 

13.09 

0.0300 

0.0006 

7.28 

35 

27.72 

30.00 

8.32 

0.0300 

0.5412 

8.04 

40 

31.96 

40.00 

12.78 

0.0300 

0.4122 

8.04 

35 

26.96 

30.00 

8.09 

0.0300 

0.7240 

9.47 

35 

25.53 

30.00 

7.66 

0.0300 

0.8050 

4.61 

45 

40.39 

40.00 

16.16 

0.0300 

0.6141 

4.61 

40 

35.39 

30.00 

10.62 

0.0300 

0.0001 

8.02 

45 

36.98 

40.00 

14.79 

0.0300 

1.3023 

11.45 

45 

33.55 

40.00 

13.42 

0.0300 

2.9483 

1.03 

45 

43.97 

40.00 

17.59 

0.0300 

1.4082 

6.91 

45 

38.09 

40.00 

15.24 

0.0300 

0.0029 

6.91 

45 

38.09 

30.00 

11.43 

0.0300 

1.3270 

17.06 

45 

27.94 

30.00 

8.38 

0.0300 

0.7344 

4.68 

45 

40.32 

40.00 

16.13 

0.0300 

0.8633 

4.68 

40 

35.32 

30.00 

10.59 

0.0300 

0.3032 

22.24 

45 

22.76 

40.00 

9.10 

0.0300 

0.0534 

22.24 

45 

22.76 

30.00 

6.83 

0.0300 

0.3626 

11.07 

40 

28.93 

30.00 

8.68 

0.0300 

0.7823 

22.00 

45 

23.00 

40.00 

9.20 

0.0300 

0.2331 

22.00 

45 

23.00 

30.00 

6.90 

0.0300 

0.1281 

7.28 

40 

32.72 

30.00 

9.81 

0.0300 

0.5468 

11.05 

45 

33.95 

40.00 

13.58 

0.0300 

1.2365 

11.19 

40 

28.81 

40.00 

11.52 

0.0300 

0.1337 

11.19 

40 

28.81 

30.00 

8.64 

0.0300 

0.8692 

20.14 

45 

24.86 

40.00 

9.94 

0.0300 

0.9581 

18.18 

40 

21.82 

30.00 

6.54 

0.0300 

1.0862 

12.33 

45 

32.67 

40.00 

13.07 

0.0300 

0.0075 











































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.33 

45 

32.67 

30.00 

9.80 

0.0300 

2.8031 

1.89 

40 

38.11 

30.00 

11.43 

0.0300 

0.7858 

22.65 

40 

17.35 

30.00 

5.20 

0.0300 

0.5600 

16.67 

45 

28.33 

40.00 

11.33 

0.0300 

1.0834 

16.67 

45 

28.33 

30.00 

8.50 

0.0300 

0.1002 

9.35 

45 

35.65 

40.00 

14.26 

0.0300 

0.9817 

9.69 

35 

25.31 

30.00 

7.59 

0.0300 

0.2611 

12.54 

45 

32.46 

40.00 

12.98 

0.0300 

1.0149 

8.54 

45 

36.46 

40.00 

14.58 

0.0300 

0.0880 

12.24 

45 

32.76 

40.00 

13.11 

0.0300 

0.2301 

12.24 

45 

32.76 

30.00 

9.83 

0.0300 

0.8843 

11.35 

45 

33.65 

30.00 

10.09 

0.0300 

0.6695 

18.20 

45 

26.80 

30.00 

8.04 

0.0300 

0.4737 

18.89 

45 

26.11 

30.00 

7.83 

0.0300 

0.5118 

14.19 

40 

25.81 

30.00 

7.74 

0.0300 

0.7552 

17.49 

45 

27.51 

40.00 

11.01 

0.0300 

0.6292 

12.17 

40 

27.83 

30.00 

8.35 

0.0300 

0.7663 

18.05 

45 

26.95 

30.00 

8.08 

0.0300 

0.7843 

5.93 

45 

39.07 

40.00 

15.63 

0.0300 

0.0593 

5.93 

40 

34.07 

30.00 

10.22 

0.0300 

0.8693 

6.56 

35 

28.44 

30.00 

8.53 

0.0300 

0.6291 

12.25 

40 

27.75 

30.00 

8.33 

0.0300 

1.3112 

12.20 

45 

32.80 

40.00 

13.12 

0.0300 

0.0068 

12.20 

45 

32.80 

30.00 

9.84 

0.0300 

1.5242 

9.44 

45 

35.56 

30.00 

10.67 

0.0300 

0.9957 

25.31 

40 

14.69 

30.00 

4.41 

0.0300 

0.3590 

17.68 

40 

22.32 

30.00 

6.70 

0.0300 

0.5992 

25.17 

40 

14.83 

30.00 

4.45 

0.0300 

0.2499 

7.91 

45 

37.09 

40.00 

14.84 

0.0300 

0.0040 

7.91 

45 

37.09 

30.00 

11.13 

0.0300 

2.6501 

7.51 

40 

32.49 

40.00 

12.99 

0.0300 

0.5262 

7.51 

35 

27.49 

30.00 

8.25 

0.0300 

0.3569 

20.54 

40 

19.46 

30.00 

5.84 

0.0300 

2.5140 

20.18 

45 

24.82 

30.00 

7.44 

0.0300 

0.2362 

24.50 

45 

20.50 

30.00 

6.15 

0.0300 

1.1226 

4.48 

45 

40.52 

40.00 

16.21 

0.0300 

1.5476 

5.57 

45 

39.43 

40.00 

15.77 

0.0300 

0.9807 

5.57 

40 

34.43 

30.00 

10.33 

0.0300 

0.2539 

7.16 

45 

37.84 

40.00 

15.14 

0.0300 

0.3479 

7.16 

40 

32.84 

30.00 

9.85 

0.0300 

0.5870 

5.20 

45 

39.80 

40.00 

15.92 

0.0300 

0.6208 

5.20 

40 

34.80 

30.00 

10.44 

0.0300 

0.3314 

9.26 

35 

25.74 

30.00 

7.72 

0.0300 

0.9036 

12.33 

40 

27.67 

40.00 

11.07 

0.0300 

0.1099 

12.33 

35 

22.67 

30.00 

6.80 

0.0300 

0.5506 

14.22 

40 

25.78 

30.00 

7.74 

0.0300 

0.6411 

25.70 

40 

14.30 

30.00 

4.29 

0.0300 

0.2802 

10.30 

35 

24.70 

40.00 

9.88 

0.0300 

0.0369 

10.30 

35 

24.70 

30.00 

7.41 

0.0300 

0.1710 

10.32 

35 

24.68 

30.00 

7.40 

0.0300 

1.6904 

24.41 

40 

15.59 

30.00 

4.68 

0.0300 

0.5484 

12.79 

40 

27.21 

30.00 

8.16 

0.0300 

0.1538 

9.16 

35 

25.84 

30.00 

7.75 

0.0300 

0.5420 

8.59 

35 

26.41 

30.00 

7.92 

0.0300 

0.2198 

11.36 

40 

28.64 

40.00 

11.46 

0.0300 

0.2830 
















































































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 


41LNP _ 

41 NP _ 

41 PS 

41 PTP _ 

41 RB _ 

42 F 

42 GG _ 

42LNP I 

42 LNP-II _ 

42 MMK _ 

42 NP _ 

42 PS _ 

42 PTP _ 

42 RB _ 

43 F _ 

43 GG 

43 LLW _ 

43 LNP _ 

43 MMK (MORJANDAKHARI) 
43 NP _ 

43 PS 

43 RB _ 

44 F _ 

44 GG 

44 LLW _ 

44 LNP _ 

44 NP _ 

44 PS _ 

44 RB _ 

45 F _ 

45 GG 

45 LLW 

45 RB _ 

46 F (RURAL) _ 

46 GG _ 

46 LLW _ 

46 LNP _ 

46 NP _ 

46 RB-A 

46 RB-B _ 

47 F _ 

47 FA _ 

47 GG I _ 

47 GG II 


Zone (Fresh 
/ Saline) 



0801000400076900 


Type of Area 
(Command / Non¬ 
command) 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.36 

35 

23.64 

30.00 

7.09 

0.0300 

0.3278 

14.32 

40 

25.68 

30.00 

7.70 

0.0300 

0.9210 

10.42 

35 

24.58 

40.00 

9.83 

0.0300 

0.0071 

10.42 

35 

24.58 

30.00 

7.37 

0.0300 

0.3462 

10.36 

35 

24.64 

30.00 

7.39 

0.0300 

0.7562 

23.04 

40 

16.96 

30.00 

5.09 

0.0300 

0.3686 

12.79 

40 

27.21 

40.00 

10.88 

0.0300 

0.0104 

12.79 

40 

27.21 

30.00 

8.16 

0.0300 

0.0704 

7.68 

35 

27.32 

30.00 

8.20 

0.0300 

0.8895 

11.07 

40 

28.93 

40.00 

11.57 

0.0300 

0.1751 

11.07 

35 

23.93 

30.00 

7.18 

0.0300 

0.3924 

14.21 

40 

25.79 

30.00 

7.74 

0.0300 

0.6417 

14.55 

40 

25.45 

30.00 

7.64 

0.0300 

0.5477 

25.08 

40 

14.92 

30.00 

4.47 

0.0300 

0.5996 

10.52 

35 

24.48 

30.00 

7.34 

0.0300 

0.3107 

10.28 

35 

24.72 

30.00 

7.41 

0.0300 

0.7153 

24.65 

40 

15.35 

30.00 

4.60 

0.0300 

0.5248 

12.42 

40 

27.58 

30.00 

8.27 

0.0300 

0.7727 

6.62 

40 

33.38 

40.00 

13.35 

0.0300 

0.1460 

6.62 

35 

28.38 

30.00 

8.51 

0.0300 

0.0489 

9.43 

35 

25.57 

30.00 

7.67 

0.0300 

0.5808 

20.02 

40 

19.98 

30.00 

5.99 

0.0300 

0.0816 

14.11 

40 

25.89 

30.00 

7.77 

0.0300 

0.9739 

25.76 

40 

14.24 

30.00 

4.27 

0.0300 

0.1936 

10.65 

35 

24.35 

40.00 

9.74 

0.0300 

0.0282 

10.65 

35 

24.35 

30.00 

7.31 

0.0300 

0.3925 

10.61 

35 

24.39 

30.00 

7.32 

0.0300 

1.0619 

11.84 

40 

28.16 

30.00 

8.45 

0.0300 

0.0311 

6.63 

40 

33.37 

40.00 

13.35 

0.0300 

0.0010 

6.63 

35 

28.37 

30.00 

8.51 

0.0300 

0.0209 

9.64 

35 

25.36 

30.00 

7.61 

0.0300 

0.6563 

19.59 

40 

20.41 

30.00 

6.12 

0.0300 

0.0399 

14.08 

40 

25.92 

30.00 

7.78 

0.0300 

0.0229 

11.06 

35 

23.94 

30.00 

7.18 

0.0300 

0.4951 

10.19 

35 

24.81 

30.00 

7.44 

0.0300 

1.1715 

12.57 

40 

27.43 

30.00 

8.23 

0.0300 

0.0045 

6.64 

40 

33.36 

40.00 

13.34 

0.0300 

0.0345 

6.64 

35 

28.36 

30.00 

8.51 

0.0300 

0.0219 

10.74 

40 

29.27 

40.00 

11.71 

0.0300 

0.0047 

10.74 

35 

24.27 

30.00 

7.28 

0.0300 

0.5447 

19.63 

40 

20.37 

30.00 

6.11 

0.0300 

0.0110 

11.58 

40 

28.42 

30.00 

8.53 

0.0300 

0.7370 

6.67 

40 

33.33 

40.00 

13.33 

0.0300 

0.0186 

12.99 

40 

27.01 

30.00 

8.10 

0.0300 

0.9071 

19.32 

40 

20.68 

30.00 

6.20 

0.0300 

0.0384 

13.84 

40 

26.16 

30.00 

7.85 

0.0300 

0.1023 

10.13 

35 

24.87 

40.00 

9.95 

0.0300 

0.1218 

10.13 

35 

24.87 

30.00 

7.46 

0.0300 

0.0346 

11.12 

40 

28.88 

30.00 

8.66 

0.0300 

0.0798 

11.32 

40 

28.68 

30.00 

8.60 

0.0300 

0.0095 

6.67 

40 

33.33 

40.00 

13.33 

0.0300 

0.0311 

6.57 

40 

33.43 

40.00 

13.37 

0.0300 

0.0326 

11.04 

40 

28.96 

40.00 

11.58 

0.0300 

0.0840 

11.04 

40 

28.96 

30.00 

8.69 

0.0300 

0.2683 

10.29 

40 

29.71 

40.00 

11.88 

0.0300 

0.3137 



















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 




5 BGS(DALIYAWALI) 


5 BNW (FATEHSINGHPURA) 


5 BWM 


5 DLP 


5 DNG(DEENGARH) 


5 EEA 


5 F 


Census Code 


0801000400086700 


0801000400093100 


0801000400093200 


0801000500126700 


0801000400090200 


0801000100017500 


Zone (Fresh 
/ Saline) 



0801000100017400 


0801000100018800 


0801000100018900 


0801000400100500 


0801000500127000 


0801000200042200 


0802000100310300 


0801000200026200 


0801000200035600 


0801000400079400 


0801000400082800 


0802000100311500 


0801000300055700 


0801000300060400 


0801000500129300 




0801000200026800 


0801000200040400 


0801000400080600 


0801000200027500 


0801000400076500 


0802000100316200 


0802000100304000 


0801000400088700 


0801000200032100 


0801000500101700 


0801000100019000 


0801000100021500 


0801000500102500 


0801000200046300 




4.88 Fresh 


Saline 


2.58 Fresh 


6.13 Fresh 


2.04 Fresh 


Saline 


22.48 Saline 




Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

19.80 

40 

20.21 

30.00 

6.06 

0.0300 

0.2096 

15.45 

40 

24.55 

30.00 

7.37 

0.0300 

0.5166 

14.26 

40 

25.74 

30.00 

7.72 

0.0300 

0.2833 

9.77 

35 

25.23 

30.00 

7.57 

0.0300 

0.0110 

11.76 

40 

28.24 

30.00 

8.47 

0.0300 

0.6591 

6.91 

40 

33.09 

40.00 

13.24 

0.0300 

1.0957 

6.91 

35 

28.09 

30.00 

8.43 

0.0300 

0.1313 

11.05 

40 

28.95 

40.00 

11.58 

0.0300 

1.4390 

11.05 

35 

23.95 

30.00 

7.18 

0.0300 

0.0659 

15.14 

40 

24.86 

30.00 

7.46 

0.0300 

0.0243 

15.14 

40 

24.86 

30.00 

7.46 

0.0300 

0.8401 

10.52 

35 

24.48 

40.00 

9.79 

0.0300 

1.0899 

10.52 

35 

24.48 

30.00 

7.34 

0.0300 

0.2281 

7.11 

40 

32.89 

40.00 

13.15 

0.0300 

0.9692 

11.27 

40 

28.73 

40.00 

11.49 

0.0300 

2.1127 

11.05 

40 

28.95 

40.00 

11.58 

0.0300 

0.2323 

11.05 

35 

23.95 

30.00 

7.18 

0.0300 

0.2954 

19.54 

40 

20.46 

30.00 

6.14 

0.0300 

0.4770 

19.54 

40 

20.46 

30.00 

6.14 

0.0300 

0.2540 

14.60 

40 

25.40 

30.00 

7.62 

0.0300 

0.3078 

10.59 

35 

24.41 

40.00 

9.76 

0.0300 

0.0546 

10.59 

35 

24.41 

30.00 

7.32 

0.0300 

0.5288 

7.00 

45 

38.00 

40.00 

15.20 

0.0300 

0.2253 

7.00 

40 

33.00 

30.00 

9.90 

0.0300 

0.9128 

4.83 

45 

40.17 

40.00 

16.07 

0.0300 

0.5518 

4.83 

40 

35.17 

30.00 

10.55 

0.0300 

1.0358 

7.22 

45 

37.78 

40.00 

15.11 

0.0300 

1.5022 

17.27 

45 

27.73 

30.00 

8.32 

0.0300 

0.8421 

6.88 

40 

33.12 

30.00 

9.94 

0.0300 

0.9183 

5.79 

40 

34.21 

30.00 

10.26 

0.0300 

0.7790 

9.53 

40 

30.47 

30.00 

9.14 

0.0300 

1.6748 

11.17 

40 

28.83 

40.00 

11.53 

0.0300 

0.9387 

11.56 

45 

33.44 

40.00 

13.38 

0.0300 

0.8343 

9.73 

45 

35.27 

40.00 

14.11 

0.0300 

1.6658 

15.86 

40 

24.14 

30.00 

7.24 

0.0300 

0.5678 

9.94 

35 

25.06 

30.00 

7.52 

0.0300 

0.0645 

9.94 

35 

25.06 

30.00 

7.52 

0.0300 

0.5662 

9.94 

35 

25.06 

30.00 

7.52 

0.0300 

0.0000 

5.67 

40 

34.33 

30.00 

10.30 

0.0300 

1.1073 

8.06 

40 

31.94 

30.00 

9.58 

0.0300 

0.8574 

14.11 

40 

25.89 

30.00 

7.77 

0.0300 

0.7431 

5.30 

40 

34.70 

30.00 

10.41 

0.0300 

0.4997 

12.21 

40 

27.79 

40.00 

11.11 

0.0300 

1.2881 

12.21 

40 

27.79 

30.00 

8.34 

0.0300 

0.5370 

17.33 

45 

27.67 

40.00 

11.07 

0.0300 

1.6763 

10.28 

45 

34.72 

30.00 

10.42 

0.0300 

1.4136 

10.78 

40 

29.22 

30.00 

8.76 

0.0300 

0.7785 

4.94 

45 

40.06 

40.00 

16.02 

0.0300 

0.5445 

4.94 

40 

35.06 

30.00 

10.52 

0.0300 

0.1932 

8.12 

35 

26.88 

30.00 

8.07 

0.0300 

0.9174 

9.64 

35 

25.36 

30.00 

7.61 

0.0300 

0.3548 

8.15 

40 

31.85 

40.00 

12.74 

0.0300 

0.1960 

8.15 

35 

26.85 

30.00 

8.06 

0.0300 

1.4550 

9.37 

35 

25.63 

30.00 

7.69 

0.0300 

0.9508 

8.73 

45 

36.27 

40.00 

14.51 

0.0300 

1.0889 




































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 




5 NGR (NAGARANA) 


5 NKR(CHAK HIRASINGH WALA) 


5 NN 


5 SDP 


5 SDS 


5 SPM 


5 UMW 


5 UTS 


5 Y 


5 Z 


5:00 AM 


5:00 PM 


Census Code 


0801000200044800 


0801000200051200 


0802000100305400 


0802000300355100 


0801000200035800 


0802000200322600 


0801000400079500 


0802000300350700 


0801000300058000 


0802000100304800 


0801000200050700 


0801000300066600 


0802000300351300 


0801000100010300 


0802000100314400 


0802000200321900 


0801000200043500 


0802000100316700 


0802000100319500 


0802000100307200 


0801000400077400 


0802000100315000 


0802000100305200 


0801000200030400 


0801000400089200 


0802000200321000 


0801000300071000 


0801000300059800 


0801000300071500 


0802000400388800 


0802000300346100 


0801000200034100 


0801000200037800 


0801000200041800 


0801000200030700 







Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 


Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 


Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.39 

45 

32.61 

40.00 

13.04 

0.0300 

0.8488 

1.08 

45 

43.92 

40.00 

17.57 

0.0300 

0.5577 

1.08 

40 

38.92 

30.00 

11.67 

0.0300 

1.0544 

7.00 

45 

38.00 

40.00 

15.20 

0.0300 

0.0070 

7.00 

45 

38.00 

30.00 

11.40 

0.0300 

2.3020 

17.14 

45 

27.86 

30.00 

8.36 

0.0300 

1.0337 

22.69 

45 

22.31 

40.00 

8.93 

0.0300 

0.5766 

22.69 

45 

22.31 

30.00 

6.69 

0.0300 

0.1630 

7.22 

40 

32.78 

30.00 

9.84 

0.0300 

0.3065 

11.86 

45 

33.14 

40.00 

13.25 

0.0300 

2.2768 

9.49 

40 

30.51 

30.00 

9.15 

0.0300 

0.9272 

20.30 

45 

24.70 

40.00 

9.88 

0.0300 

0.6391 

20.30 

45 

24.70 

30.00 

7.41 

0.0300 

0.0063 

18.85 

40 

21.15 

30.00 

6.35 

0.0300 

0.5768 

14.78 

45 

30.22 

30.00 

9.07 

0.0300 

0.8742 

9.07 

40 

30.93 

30.00 

9.28 

0.0300 

1.0608 

20.93 

40 

19.07 

30.00 

5.72 

0.0300 

0.5769 

17.39 

45 

27.61 

40.00 

11.04 

0.0300 

0.4968 

17.39 

45 

27.61 

30.00 

8.28 

0.0300 

0.6990 

9.33 

45 

35.67 

40.00 

14.27 

0.0300 

0.0000 

9.33 

45 

35.67 

40.00 

14.27 

0.0300 

1.7836 

9.33 

40 

30.67 

30.00 

9.20 

0.0300 

0.0326 

9.33 

40 

30.67 

30.00 

9.20 

0.0300 

0.0649 

9.77 

35 

25.23 

30.00 

7.57 

0.0300 

0.5511 

14.99 

45 

30.01 

40.00 

12.00 

0.0300 

1.4147 

8.35 

45 

36.65 

40.00 

14.66 

0.0300 

0.0896 

8.35 

45 

36.65 

30.00 

11.00 

0.0300 

1.2076 

7.33 

45 

37.67 

40.00 

15.07 

0.0300 

2.2121 

14.64 

45 

30.37 

40.00 

12.15 

0.0300 

1.2663 

14.64 

45 

30.37 

30.00 

9.11 

0.0300 

0.1568 

11.48 

45 

33.52 

30.00 

10.06 

0.0300 

1.0445 

19.85 

45 

25.15 

30.00 

7.55 

0.0300 

0.7754 

14.24 

40 

25.76 

30.00 

7.73 

0.0300 

0.9001 

14.84 

45 

30.16 

40.00 

12.06 

0.0300 

1.4405 

14.84 

45 

30.16 

30.00 

9.05 

0.0300 

0.0040 

13.59 

40 

26.41 

40.00 

10.56 

0.0300 

0.3539 

13.59 

40 

26.41 

30.00 

7.92 

0.0300 

0.3013 

13.14 

40 

26.86 

40.00 

10.74 

0.0300 

1.6697 

13.14 

40 

26.86 

30.00 

8.06 

0.0300 

0.4873 

16.89 

45 

28.11 

30.00 

8.43 

0.0300 

0.9992 

6.42 

45 

38.58 

40.00 

15.43 

0.0300 

0.3090 

6.42 

40 

33.58 

30.00 

10.07 

0.0300 

1.1005 

11.90 

40 

28.10 

30.00 

8.43 

0.0300 

1.3134 

9.33 

45 

35.67 

40.00 

14.27 

0.0300 

0.0040 

9.33 

45 

35.67 

30.00 

10.70 

0.0300 

1.5149 

25.35 

40 

14.65 

30.00 

4.39 

0.0300 

0.2860 

17.32 

40 

22.68 

30.00 

6.80 

0.0300 

0.8253 

25.31 

40 

14.69 

30.00 

4.41 

0.0300 

0.3580 

21.46 

45 

23.54 

30.00 

7.06 

0.0300 

0.1212 

24.21 

45 

20.79 

30.00 

6.24 

0.0300 

0.4545 

4.61 

45 

40.39 

40.00 

16.15 

0.0300 

0.1535 

4.61 

40 

35.39 

30.00 

10.62 

0.0300 

0.4910 

5.50 

45 

39.50 

40.00 

15.80 

0.0300 

1.3287 

7.44 

40 

32.56 

30.00 

9.77 

0.0300 

1.0549 

4.95 

45 

40.05 

40.00 

16.02 

0.0300 

1.0918 

































































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

4.95 

40 

35.05 

30.00 

10.51 

0.0300 

0.0637 

7.16 

40 

32.84 

40.00 

13.14 

0.0300 

0.3746 

11.75 

40 

28.25 

40.00 

11.30 

0.0300 

0.9215 

17.17 

40 

22.83 

30.00 

6.85 

0.0300 

0.0657 

17.17 

40 

22.83 

30.00 

6.85 

0.0300 

0.4256 

9.85 

35 

25.15 

30.00 

7.54 

0.0300 

0.1353 

4.89 

45 

40.11 

40.00 

16.04 

0.0300 

0.3717 

4.89 

40 

35.11 

30.00 

10.53 

0.0300 

1.7822 

18.23 

45 

26.77 

40.00 

10.71 

0.0300 

0.2265 

18.23 

45 

26.77 

40.00 

10.71 

0.0300 

0.1526 

7.27 

40 

32.73 

40.00 

13.09 

0.0300 

1.1528 

7.27 

35 

27.73 

30.00 

8.32 

0.0300 

0.1214 

12.11 

40 

27.89 

40.00 

11.16 

0.0300 

0.2908 

18.33 

40 

21.67 

30.00 

6.50 

0.0300 

0.4592 

10.25 

35 

24.75 

30.00 

7.42 

0.0300 

0.1428 

8.02 

40 

31.98 

40.00 

12.79 

0.0300 

1.5173 

8.02 

35 

26.98 

30.00 

8.09 

0.0300 

0.0009 

11.29 

40 

28.71 

40.00 

11.48 

0.0300 

0.7524 

11.29 

35 

23.71 

30.00 

7.11 

0.0300 

0.3334 

19.57 

40 

20.43 

30.00 

6.13 

0.0300 

1.1037 

19.57 

40 

20.43 

30.00 

6.13 

0.0300 

0.0150 

11.07 

35 

23.93 

40.00 

9.57 

0.0300 

0.0489 

11.07 

35 

23.93 

30.00 

7.18 

0.0300 

0.5108 

9.23 

40 

30.77 

40.00 

12.31 

0.0300 

1.0444 

9.23 

35 

25.77 

30.00 

7.73 

0.0300 

0.2166 

10.93 

40 

29.07 

40.00 

11.63 

0.0300 

1.1241 

10.93 

35 

24.07 

30.00 

7.22 

0.0300 

0.9098 

10.93 

35 

24.07 

30.00 

7.22 

0.0300 

0.6086 

7.35 

40 

32.65 

40.00 

13.06 

0.0300 

0.7846 

7.35 

35 

27.65 

30.00 

8.29 

0.0300 

0.5691 

11.57 

40 

28.43 

40.00 

11.37 

0.0300 

0.7549 

10.62 

35 

24.38 

30.00 

7.31 

0.0300 

0.2710 

9.25 

40 

30.75 

40.00 

12.30 

0.0300 

0.5984 

9.25 

35 

25.75 

30.00 

7.72 

0.0300 

0.7048 

9.02 

40 

30.98 

40.00 

12.39 

0.0300 

0.0525 

9.02 

35 

25.98 

30.00 

7.80 

0.0300 

0.7528 

8.38 

35 

26.62 

30.00 

7.99 

0.0300 

0.9721 

7.92 

40 

32.08 

40.00 

12.83 

0.0300 

0.0012 

7.92 

35 

27.08 

30.00 

8.12 

0.0300 

0.6026 

7.95 

35 

27.05 

30.00 

8.12 

0.0300 

0.1883 

7.58 

40 

32.42 

40.00 

12.97 

0.0300 

0.4679 

7.58 

35 

27.42 

30.00 

8.23 

0.0300 

0.3154 

6.86 

40 

33.14 

40.00 

13.26 

0.0300 

0.9692 

6.86 

35 

28.14 

30.00 

8.44 

0.0300 

0.0010 

7.20 

45 

37.80 

40.00 

15.12 

0.0300 

0.9846 

6.54 

45 

38.46 

40.00 

15.38 

0.0300 

0.4827 

6.54 

40 

33.46 

30.00 

10.04 

0.0300 

1.5661 

17.68 

45 

27.32 

30.00 

8.19 

0.0300 

1.1731 

17.82 

45 

27.18 

30.00 

8.15 

0.0300 

0.8874 

6.87 

40 

33.13 

30.00 

9.94 

0.0300 

0.7465 

11.25 

40 

28.75 

30.00 

8.62 

0.0300 

0.7402 

9.21 

45 

35.79 

40.00 

14.31 

0.0300 

0.4535 

9.21 

45 

35.79 

30.00 

10.74 

0.0300 

0.5190 

9.41 

45 

35.59 

40.00 

14.24 

0.0300 

0.1649 

9.41 

45 

35.59 

30.00 

10.68 

0.0300 

0.5131 





















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



6 E(RURAL) 


6 EEA 


6 F 


6 KRW (DHANIKHINCHRAN) 


6 KSD(MALARAMPURA) 


6 ML 


6 MMK 


6 NGR 


6 NKR 


6 NN 


6 NTW 


6 PTP 


6 Q 


Census Code 


0801000300055600 


0801000300060800 


0801000200026900 


0801000400080700 


0801000200027600 



0801000200039300 


0801000400088800 


0801000200032200 


0801000500101800 


0801000100019100 


0801000500102200 


0801000200046200 


0801000200046100 


0801000200044900 


0801000200051300 


0802000300355000 



0802000200322500 


0801000400085300 


0802000300352100 


0801000300059200 


0802000100302300 


0801000200050900 


0801000300066700 


0802000300351400 


0801000200038800 


0801000100010400 


0802000100316000 


0801000200051600 


0802000100317500 


0802000100318100 


0802000100307300 


0801000400081000 


0802000100314700 


0802000100306700 


0801000200030300 


0801000400089400 


0802000200321200 






0801000300068800 


0801000300063600 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

10.62 

45 

34.38 

40.00 

13.75 

0.0300 

2.0201 

14.41 

40 

25.59 

30.00 

7.68 

0.0300 

0.8787 

5.33 

40 

34.67 

30.00 

10.40 

0.0300 

0.5528 

13.94 

40 

26.06 

30.00 

7.82 

0.0300 

0.5150 

5.17 

45 

39.83 

40.00 

15.93 

0.0300 

0.0080 

5.17 

40 

34.83 

30.00 

10.45 

0.0300 

0.8959 

12.12 

40 

27.88 

40.00 

11.15 

0.0300 

0.6566 

12.12 

40 

27.88 

30.00 

8.36 

0.0300 

0.3014 

16.33 

45 

28.67 

40.00 

11.47 

0.0300 

0.3192 

16.33 

45 

28.67 

30.00 

8.60 

0.0300 

0.0449 

7.09 

45 

37.91 

40.00 

15.16 

0.0300 

1.8112 

11.35 

40 

28.65 

30.00 

8.59 

0.0300 

1.0346 

5.13 

45 

39.87 

40.00 

15.95 

0.0300 

0.1191 

5.13 

40 

34.87 

30.00 

10.46 

0.0300 

0.6729 

8.18 

35 

26.82 

30.00 

8.05 

0.0300 

0.9638 

10.40 

35 

24.60 

30.00 

7.38 

0.0300 

0.5142 

8.63 

35 

26.37 

30.00 

7.91 

0.0300 

0.8593 

9.69 

45 

35.31 

40.00 

14.13 

0.0300 

1.0095 

10.31 

45 

34.69 

40.00 

13.88 

0.0300 

1.3290 

10.53 

45 

34.47 

40.00 

13.79 

0.0300 

1.8898 

0.95 

45 

44.05 

40.00 

17.62 

0.0300 

1.1234 

23.03 

45 

21.97 

40.00 

8.79 

0.0300 

0.1159 

23.03 

45 

21.97 

30.00 

6.59 

0.0300 

0.6827 

22.14 

45 

22.86 

40.00 

9.14 

0.0300 

0.0707 

22.14 

45 

22.86 

30.00 

6.86 

0.0300 

0.1753 

11.00 

45 

34.00 

40.00 

13.60 

0.0300 

0.8290 

10.23 

40 

29.77 

30.00 

8.93 

0.0300 

1.2064 

21.01 

45 

23.99 

40.00 

9.60 

0.0300 

1.1748 

21.01 

45 

23.99 

30.00 

7.20 

0.0300 

0.1142 

20.97 

40 

19.03 

30.00 

5.71 

0.0300 

0.5718 

15.59 

45 

29.41 

40.00 

11.76 

0.0300 

0.0044 

15.59 

45 

29.41 

30.00 

8.82 

0.0300 

1.4527 

6.71 

40 

33.29 

30.00 

9.99 

0.0300 

1.4453 

20.37 

40 

19.63 

30.00 

5.89 

0.0300 

0.8115 

18.51 

45 

26.49 

40.00 

10.60 

0.0300 

0.6506 

18.51 

45 

26.49 

30.00 

7.95 

0.0300 

0.2204 

8.46 

45 

36.54 

40.00 

14.62 

0.0300 

0.6690 

9.74 

35 

25.26 

30.00 

7.58 

0.0300 

0.6777 

15.87 

45 

29.13 

40.00 

11.65 

0.0300 

2.3673 

15.87 

45 

29.13 

30.00 

8.74 

0.0300 

0.0270 

3.81 

45 

41.19 

40.00 

16.47 

0.0300 

1.9731 

14.42 

45 

30.58 

40.00 

12.23 

0.0300 

1.7185 

14.42 

45 

30.58 

30.00 

9.17 

0.0300 

0.0721 

13.02 

45 

31.98 

30.00 

9.59 

0.0300 

0.8766 

20.46 

45 

24.54 

30.00 

7.36 

0.0300 

0.4606 

13.88 

40 

26.12 

30.00 

7.84 

0.0300 

0.8384 

16.23 

45 

28.77 

40.00 

11.51 

0.0300 

1.0076 

17.65 

45 

27.35 

30.00 

8.21 

0.0300 

0.9420 

6.67 

45 

38.33 

40.00 

15.33 

0.0300 

0.4375 

6.67 

40 

33.33 

30.00 

10.00 

0.0300 

0.7445 

11.99 

40 

28.01 

30.00 

8.40 

0.0300 

0.9381 

10.86 

45 

34.14 

40.00 

13.65 

0.0300 

0.0027 

10.86 

45 

34.14 

30.00 

10.24 

0.0300 

0.1693 

25.05 

40 

14.95 

30.00 

4.48 

0.0300 

0.4403 

17.42 

40 

22.58 

30.00 

6.77 

0.0300 

0.6200 










































































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

24.63 

40 

15.37 

30.00 

4.61 

0.0300 

0.3237 

20.30 

40 

19.70 

30.00 

5.91 

0.0300 

0.2313 

23.79 

45 

21.21 

30.00 

6.36 

0.0300 

0.7897 

4.47 

45 

40.53 

40.00 

16.21 

0.0300 

0.6564 

4.47 

40 

35.53 

30.00 

10.66 

0.0300 

0.7634 

5.73 

45 

39.27 

40.00 

15.71 

0.0300 

0.6308 

5.73 

40 

34.27 

30.00 

10.28 

0.0300 

0.5455 

5.81 

45 

39.19 

40.00 

15.67 

0.0300 

0.3652 

8.39 

40 

31.61 

30.00 

9.48 

0.0300 

0.9697 

7.74 

40 

32.26 

40.00 

12.90 

0.0300 

0.6399 

7.74 

35 

27.26 

30.00 

8.18 

0.0300 

0.5146 

6.59 

40 

33.41 

40.00 

13.36 

0.0300 

0.7858 

7.03 

40 

32.97 

40.00 

13.19 

0.0300 

0.6228 

7.03 

35 

27.97 

30.00 

8.39 

0.0300 

0.0130 

11.60 

35 

23.40 

30.00 

7.02 

0.0300 

0.0831 

7.51 

40 

32.49 

40.00 

12.99 

0.0300 

0.9519 

7.51 

35 

27.49 

30.00 

8.25 

0.0300 

0.2709 

11.71 

35 

23.29 

40.00 

9.31 

0.0300 

0.0101 

11.71 

35 

23.29 

30.00 

6.99 

0.0300 

0.2661 

6.92 

40 

33.08 

40.00 

13.23 

0.0300 

2.4134 

6.92 

35 

28.08 

30.00 

8.42 

0.0300 

0.3224 

12.09 

35 

22.91 

30.00 

6.87 

0.0300 

0.0345 

11.90 

35 

23.10 

30.00 

6.93 

0.0300 

0.4835 

11.90 

35 

23.10 

30.00 

6.93 

0.0300 

0.0659 

11.82 

35 

23.18 

30.00 

6.95 

0.0300 

0.0045 

11.94 

35 

23.06 

30.00 

6.92 

0.0300 

0.2332 

7.20 

45 

37.80 

40.00 

15.12 

0.0300 

0.1786 

7.20 

40 

32.80 

30.00 

9.84 

0.0300 

0.9681 

7.74 

40 

32.26 

30.00 

9.68 

0.0300 

0.2981 

7.37 

40 

32.63 

30.00 

9.79 

0.0300 

0.3642 

17.84 

45 

27.16 

40.00 

10.86 

0.0300 

0.4323 

17.84 

45 

27.16 

30.00 

8.15 

0.0300 

0.3974 

11.85 

40 

28.15 

30.00 

8.45 

0.0300 

1.4950 

11.89 

45 

33.11 

40.00 

13.24 

0.0300 

0.8771 

9.01 

45 

35.99 

40.00 

14.39 

0.0300 

1.4459 

15.65 

40 

24.35 

30.00 

7.30 

0.0300 

0.8739 

12.20 

40 

27.80 

40.00 

11.12 

0.0300 

1.1705 

12.20 

40 

27.80 

30.00 

8.34 

0.0300 

0.4484 

11.77 

40 

28.23 

40.00 

11.29 

0.0300 

0.8571 

19.44 

45 

25.56 

40.00 

10.23 

0.0300 

0.7307 

19.44 

45 

25.56 

30.00 

7.67 

0.0300 

0.5139 

10.62 

40 

29.38 

30.00 

8.81 

0.0300 

1.4458 

5.76 

45 

39.24 

40.00 

15.70 

0.0300 

0.7565 

5.76 

40 

34.24 

30.00 

10.27 

0.0300 

0.6067 

8.49 

35 

26.51 

30.00 

7.95 

0.0300 

0.7635 

9.27 

35 

25.73 

30.00 

7.72 

0.0300 

0.7764 

8.39 

35 

26.61 

30.00 

7.98 

0.0300 

0.8397 

10.34 

45 

34.66 

40.00 

13.86 

0.0300 

0.9302 

2.32 

45 

42.68 

40.00 

17.07 

0.0300 

0.2066 

2.32 

40 

37.68 

30.00 

11.30 

0.0300 

1.7498 

17.71 

45 

27.29 

30.00 

8.19 

0.0300 

1.0444 

23.44 

45 

21.56 

40.00 

8.62 

0.0300 

0.3969 

23.44 

45 

21.56 

30.00 

6.47 

0.0300 

0.3669 

10.18 

45 

34.82 

40.00 

13.93 

0.0300 

1.1639 

10.18 

45 

34.82 

30.00 

10.45 

0.0300 

0.0002 







































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 

Census Code 

7 KK 

0801000400085400 

7 KRW 

0801000300059300 

7 KSD 

0802000100302000 

7 LL 

0801000200050800 

7 LLG 

0801000300068500 

7 LLW 

0802000300351200 

7 LNP 

0801000200038600 

7 MJD (MORJAND) 

0802000100314100 


Zone (Fresh 
/ Saline) 


7 MKS 


7 ML 


7 MMK 


7 SDP (DHANISIKHONKI) 


7 SDS-B 


7 SPM 


7 TKW (TAKHRAWALI) 


7 UTS 


79 RB-B 


7B 


0802000200323400 


0801000200051500 


0802000100316500 


0802000100307400 


0801000400081100 


0802000100314800 


0802000100305500 


0801000200030200 


0801000400089500 


0802000200321100 


0801000300071200 


0801000300063400 


0801000300071600 


0801000300073100 


0802000300346300 


0801000200034000 


0801000200037500 


0801000500127400 


0801000500127500 


0801000500105600 


0801000500131300 


0801000500105700 


0801000500131100 


0801000500105900 


0801000500127600 


0801000500106000 


0801000500127700 


0801000500106100 


0801000500127800 


0801000500106200 


0801000500127900 


0801000500106300 


0801000500128400 


0801000500105800 


0801000500128500 


0801000500107300 


0801000200025100 


0801000200025000 


8.13 Saline 


2.70 Saline 


3.44 Saline 


5.33 Fresh 


Saline 


2.14 Saline 


Type of Area 
(Command / Non¬ 
command) 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.04 

40 

28.96 

30.00 

8.69 

0.0300 

0.6782 

21.28 

40 

18.72 

30.00 

5.62 

0.0300 

0.6806 

16.03 

45 

28.97 

30.00 

8.69 

0.0300 

1.0485 

11.90 

40 

28.10 

30.00 

8.43 

0.0300 

1.3243 

20.73 

40 

19.27 

30.00 

5.78 

0.0300 

0.9080 

19.32 

45 

25.68 

40.00 

10.27 

0.0300 

0.6902 

9.77 

45 

35.23 

40.00 

14.09 

0.0300 

0.7734 

18.20 

45 

26.80 

40.00 

10.72 

0.0300 

0.1804 

18.20 

45 

26.80 

30.00 

8.04 

0.0300 

0.9755 

8.88 

45 

36.12 

40.00 

14.45 

0.0300 

0.0016 

2.63 

45 

42.37 

40.00 

16.95 

0.0300 

2.4750 

17.32 

45 

27.68 

40.00 

11.07 

0.0300 

0.5187 

17.32 

45 

27.68 

30.00 

8.30 

0.0300 

0.0976 

20.66 

45 

24.34 

30.00 

7.30 

0.0300 

0.8162 

9.13 

40 

30.87 

40.00 

12.35 

0.0300 

0.0148 

9.13 

40 

30.87 

30.00 

9.26 

0.0300 

1.0543 

17.80 

45 

27.20 

40.00 

10.88 

0.0300 

1.2109 

17.80 

45 

27.20 

30.00 

8.16 

0.0300 

0.0270 

16.19 

45 

28.81 

30.00 

8.64 

0.0300 

0.7122 

6.89 

45 

38.11 

40.00 

15.24 

0.0300 

0.2725 

6.89 

40 

33.11 

30.00 

9.93 

0.0300 

1.0292 

11.70 

40 

28.30 

30.00 

8.49 

0.0300 

0.9693 

9.14 

45 

35.86 

40.00 

14.34 

0.0300 

0.0036 

9.14 

45 

35.86 

30.00 

10.76 

0.0300 

2.0502 

25.79 

40 

14.21 

30.00 

4.26 

0.0300 

0.4134 

17.96 

40 

22.04 

30.00 

6.61 

0.0300 

0.3967 

24.69 

40 

15.31 

30.00 

4.59 

0.0300 

0.4156 

19.92 

40 

20.08 

30.00 

6.03 

0.0300 

0.2809 

23.49 

45 

21.51 

30.00 

6.45 

0.0300 

0.8150 

4.49 

40 

35.51 

30.00 

10.65 

0.0300 

0.8565 

5.62 

40 

34.38 

30.00 

10.31 

0.0300 

0.3891 

10.71 

35 

24.29 

30.00 

7.29 

0.0300 

0.1210 

10.84 

35 

24.16 

30.00 

7.25 

0.0300 

0.4704 

11.63 

35 

23.37 

30.00 

7.01 

0.0300 

0.0738 

10.50 

35 

24.50 

30.00 

7.35 

0.0300 

0.0082 

10.78 

35 

24.22 

30.00 

7.27 

0.0300 

0.0995 

10.66 

35 

24.34 

30.00 

7.30 

0.0300 

0.0174 

10.46 

35 

24.54 

30.00 

7.36 

0.0300 

0.8459 

10.76 

35 

24.24 

30.00 

7.27 

0.0300 

0.2087 

9.98 

35 

25.02 

30.00 

7.51 

0.0300 

1.3394 

10.63 

35 

24.37 

30.00 

7.31 

0.0300 

0.4690 

8.58 

35 

26.42 

30.00 

7.93 

0.0300 

0.3850 

10.39 

35 

24.61 

30.00 

7.38 

0.0300 

0.4295 

7.65 

35 

27.35 

30.00 

8.20 

0.0300 

0.6758 

10.40 

35 

24.60 

30.00 

7.38 

0.0300 

0.7126 

8.19 

35 

26.81 

30.00 

8.04 

0.0300 

0.7596 

10.22 

35 

24.78 

30.00 

7.43 

0.0300 

0.4202 

10.22 

35 

24.78 

30.00 

7.43 

0.0300 

0.0623 

10.39 

35 

24.61 

30.00 

7.38 

0.0300 

0.4022 

10.18 

35 

24.82 

30.00 

7.45 

0.0300 

0.0565 

10.18 

35 

24.82 

30.00 

7.45 

0.0300 

0.5458 

10.74 

35 

24.26 

30.00 

7.28 

0.0300 

0.1113 

6.65 

45 

38.35 

40.00 

15.34 

0.0300 

0.9959 

6.65 

40 

33.35 

30.00 

10.00 

0.0300 

0.9491 

5.46 

40 

34.54 

30.00 

10.36 

0.0300 

0.6640 

























































































































































































































































































































































































































































































































































































































































































































































































8 KHR 

8 KRW 
8 KSD 

8~LL 


8 LLG(LALGARH) 
8 LLW _ 

8 LNP 


8 MJD _ 

8 MKS 

8 ML 

8 MMK (KIKARWALI) 
8 NKR 


8 NN-A 

8 NN-B 

8 NTW 
8 PTP 


8 Q 
8 RB 


8 SBN 


0801000200045900 

0801000200053300 

0802000100305900 

0802000200322300 

0801000300057900 

0802000100302200 

0801000200050400 

0801000300066800 

0802000300351500 

0801000200038300 

0802000100314000 

0802000200321800 

0801000200053200 

0802000100316400 

0802000100307600 

0801000400077000 

0801000400076800 

0802000100314600 

0802000100306600 

0801000200029800 

0801000400089700 

0802000200321300 


1.80 

Fresh 

Command 

3.00 

Fresh 

Command 

2.85 

Saline 

Command 

3.50 

Fresh 

Command 


Saline 

Command 

3.58 

Saline 

Command 

3.75 

Fresh 

Command 


Saline 

Command 

4.30 

Saline 

Command 

4.89 

Saline 

Command 

3.15 

Fresh 

Command 


Saline 

Command 

1.42 

Fresh 

Command 

6.37 

Fresh 

Command 


Saline 

Command 

4.82 

Fresh 

Command 


Saline 

Command 

3.82 

Fresh 

Command 

6.23 

Fresh 

Command 


Saline 

Command 

3.01 

Saline 

Command 

1.75 

Fresh 

Command 


Saline 

Command 

2.20 

Fresh 

Command 


Saline 

Command 

2.17 

Fresh 

Command 

3.67 

Saline 

Command 

2.89 

Saline 

Command 

2.30 

Saline 

Command 

4.95 

Saline 

Command 


Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

5.40 

45 

39.60 

40.00 

15.84 

0.0300 

0.7316 

5.40 

40 

34.60 

30.00 

10.38 

0.0300 

1.1260 

5.13 

45 

39.87 

40.00 

15.95 

0.0300 

0.8327 

5.13 

40 

34.87 

30.00 

10.46 

0.0300 

0.5284 

7.20 

45 

37.80 

40.00 

15.12 

0.0300 

1.0353 

7.06 

45 

37.94 

40.00 

15.17 

0.0300 

0.3991 

7.06 

40 

32.94 

30.00 

9.88 

0.0300 

1.6454 

17.86 

40 

22.14 

30.00 

6.64 

0.0300 

0.4004 

17.91 

45 

27.09 

30.00 

8.13 

0.0300 

1.4570 

6.80 

40 

33.20 

30.00 

9.96 

0.0300 

0.7999 

11.60 

40 

28.40 

30.00 

8.52 

0.0300 

0.6893 

12.85 

45 

32.15 

40.00 

12.86 

0.0300 

1.1899 

9.66 

45 

35.34 

40.00 

14.14 

0.0300 

1.7675 

9.66 

45 

35.34 

40.00 

14.14 

0.0300 

0.1097 

16.83 

40 

23.17 

30.00 

6.95 

0.0300 

0.8070 

11.84 

40 

28.16 

40.00 

11.26 

0.0300 

1.2477 

19.53 

45 

25.47 

40.00 

10.19 

0.0300 

0.0058 

19.53 

45 

25.47 

30.00 

7.64 

0.0300 

0.2084 

11.27 

40 

28.73 

30.00 

8.62 

0.0300 

1.2556 

6.30 

45 

38.70 

40.00 

15.48 

0.0300 

0.0001 

6.30 

40 

33.70 

30.00 

10.11 

0.0300 

0.7979 

8.39 

35 

26.61 

30.00 

7.98 

0.0300 

0.7725 

9.70 

35 

25.30 

30.00 

7.59 

0.0300 

0.5933 

8.79 

35 

26.21 

30.00 

7.86 

0.0300 

0.6641 

13.19 

45 

31.81 

40.00 

12.73 

0.0300 

1.5655 

11.63 

45 

33.37 

40.00 

13.35 

0.0300 

0.7217 

1.87 

45 

43.13 

40.00 

17.25 

0.0300 

1.5501 

17.75 

45 

27.25 

30.00 

8.17 

0.0300 

0.6989 

9.30 

45 

35.70 

40.00 

14.28 

0.0300 

1.0173 

9.30 

45 

35.70 

30.00 

10.71 

0.0300 

0.1365 

18.78 

40 

21.22 

30.00 

6.37 

0.0300 

0.6837 

17.01 

45 

27.99 

40.00 

11.20 

0.0300 

0.0043 

17.01 

45 

27.99 

30.00 

8.40 

0.0300 

0.9402 

13.51 

40 

26.49 

30.00 

7.95 

0.0300 

1.0254 

20.33 

40 

19.67 

30.00 

5.90 

0.0300 

0.8650 

19.38 

45 

25.62 

40.00 

10.25 

0.0300 

0.8011 

19.38 

45 

25.62 

30.00 

7.68 

0.0300 

0.0155 

10.61 

45 

34.39 

40.00 

13.75 

0.0300 

0.5858 

18.26 

45 

26.74 

40.00 

10.70 

0.0300 

0.5860 

18.26 

45 

26.74 

30.00 

8.02 

0.0300 

1.0937 

8.39 

45 

36.61 

40.00 

14.65 

0.0300 

0.0722 

8.39 

45 

36.61 

30.00 

10.98 

0.0300 

1.4260 

2.39 

45 

42.61 

40.00 

17.04 

0.0300 

1.9536 

19.02 

45 

25.98 

40.00 

10.39 

0.0300 

1.5160 

19.02 

45 

25.98 

30.00 

7.79 

0.0300 

0.3191 

19.62 

45 

25.38 

30.00 

7.62 

0.0300 

0.6888 

9.74 

40 

30.26 

40.00 

12.10 

0.0300 

0.3745 

9.74 

40 

30.26 

30.00 

9.08 

0.0300 

0.1963 

10.85 

40 

29.15 

40.00 

11.66 

0.0300 

0.6685 

10.85 

40 

29.15 

30.00 

8.75 

0.0300 

0.0766 

16.45 

45 

28.55 

40.00 

11.42 

0.0300 

0.7440 

15.96 

45 

29.04 

30.00 

8.71 

0.0300 

0.9604 

6.91 

40 

33.09 

30.00 

9.93 

0.0300 

0.8616 

10.99 

40 

29.01 

30.00 

8.70 

0.0300 

0.5044 

9.12 

45 

35.88 

30.00 

10.76 

0.0300 

1.5976 







































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 

Census Code 

8 SDP 

0801000300068700 

8 SPM 

0801000300071700 

8 TKW 

0801000300073400 

8 UTS 

0802000400388900 

8 Y 

0801000200033900 

8 Z 

0801000200039700 

8:00 AM 

0801000200041600 

80 RB 

0801000500107100 

81 RB 

0801000500107000 

82 RB 

0801000500107200 

83 LNP 

0801000400100800 

83 RB 

0801000500106900 

84 RB-A 

0801000500106800 

84 RB-B 

0801000500106600 

85 RB 

0801000500106700 

8C 

0801000200024800 


Zone (Fresh 
/ Saline) 


8SDS(TAKHAT HAZARABAWARIYAN) 


9 AMP 


9 BB (RATEWALA) 


9 BGP-A 


9 BGP-B 


9 BGS 


9 BNW 


9 DD 


9 DLP 


9 IDG 


9 JDW 


9 KRW (KARADWALA) 


9 KSD 


9 LL 


9 LLG 


9 LLW 


9 LNP 


9 MJD 


9 ML 


9 MMK 


0801000200024600 


0801000200023900 


0801000300063500 


0802000100312600 


0801000400078600 


0802000100310500 


0802000100310400 


0801000300055400 


0801000300060700 


0801000400076300 


0802000300350000 


0801000200032500 


0801000500101900 


0801000100017600 


0801000500103500 


0801000200045500 


0801000200053400 


0802000100306000 


0802000300353900 


0801000300059400 


0802000100302100 


0801000200050500 


0801000300068400 


0802000300351900 


0801000200038500 


0802000100313000 


0801000200054200 


0802000100316300 


4.35 Saline 


2.05 Fresh 


6.91 Fresh 


Saline 


2.75 Fresh 


Saline 


3.98 Saline 


Type of Area 
(Command / Non¬ 
command) 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Non-command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

24.35 

40 

15.65 

30.00 

4.70 

0.0300 

0.4530 

23.62 

40 

16.38 

30.00 

4.91 

0.0300 

0.4304 

18.93 

40 

21.07 

30.00 

6.32 

0.0300 

1.4380 

22.81 

45 

22.19 

30.00 

6.66 

0.0300 

4.6583 

4.83 

40 

35.17 

30.00 

10.55 

0.0300 

0.6812 

6.59 

40 

33.41 

30.00 

10.02 

0.0300 

0.8629 

8.79 

40 

31.21 

30.00 

9.36 

0.0300 

1.0540 

10.45 

35 

24.55 

30.00 

7.36 

0.0300 

0.6332 

9.94 

35 

25.06 

30.00 

7.52 

0.0300 

0.8271 

8.94 

35 

26.06 

30.00 

7.82 

0.0300 

0.0055 

15.95 

40 

24.05 

30.00 

7.22 

0.0300 

0.0329 

8.22 

35 

26.78 

30.00 

8.03 

0.0300 

0.6825 

6.93 

35 

28.07 

30.00 

8.42 

0.0300 

0.3347 

6.61 

35 

28.39 

30.00 

8.52 

0.0300 

1.0069 

7.11 

35 

27.89 

30.00 

8.37 

0.0300 

0.5703 

5.30 

45 

39.70 

40.00 

15.88 

0.0300 

0.7795 

5.30 

40 

34.70 

30.00 

10.41 

0.0300 

0.6989 

4.97 

45 

40.03 

40.00 

16.01 

0.0300 

0.5456 

4.97 

40 

35.03 

30.00 

10.51 

0.0300 

0.6879 

7.01 

45 

37.99 

40.00 

15.20 

0.0300 

0.2348 

7.01 

40 

32.99 

30.00 

9.90 

0.0300 

1.1698 

17.19 

40 

22.81 

30.00 

6.84 

0.0300 

0.9744 

17.86 

45 

27.14 

40.00 

10.86 

0.0300 

0.0000 

17.86 

45 

27.14 

30.00 

8.14 

0.0300 

0.5187 

11.86 

40 

28.14 

30.00 

8.44 

0.0300 

0.6114 

10.54 

45 

34.46 

40.00 

13.78 

0.0300 

0.0017 

10.54 

45 

34.46 

30.00 

10.34 

0.0300 

0.5907 

13.33 

45 

31.67 

30.00 

9.50 

0.0300 

0.6011 

8.92 

45 

36.08 

40.00 

14.43 

0.0300 

2.2252 

8.92 

45 

36.08 

40.00 

14.43 

0.0300 

0.0309 

17.54 

40 

22.46 

30.00 

6.74 

0.0300 

0.8793 

11.33 

40 

28.67 

40.00 

11.47 

0.0300 

0.7069 

19.57 

45 

25.43 

40.00 

10.17 

0.0300 

0.0022 

19.57 

45 

25.43 

30.00 

7.63 

0.0300 

1.5805 

6.91 

45 

38.09 

40.00 

15.24 

0.0300 

0.2113 

6.91 

40 

33.09 

30.00 

9.93 

0.0300 

0.6815 

8.36 

35 

26.64 

30.00 

7.99 

0.0300 

0.9536 

8.36 

35 

26.64 

30.00 

7.99 

0.0300 

0.0000 

7.36 

40 

32.64 

40.00 

13.06 

0.0300 

0.2773 

7.36 

35 

27.64 

30.00 

8.29 

0.0300 

0.4952 

10.10 

35 

24.90 

30.00 

7.47 

0.0300 

0.5498 

13.85 

45 

31.15 

40.00 

12.46 

0.0300 

0.5157 

5.42 

45 

39.58 

40.00 

15.83 

0.0300 

0.6408 

5.42 

40 

34.58 

30.00 

10.37 

0.0300 

1.0309 

17.48 

45 

27.52 

30.00 

8.25 

0.0300 

2.2863 

23.69 

45 

21.31 

30.00 

6.39 

0.0300 

0.5227 

18.68 

40 

21.32 

30.00 

6.39 

0.0300 

0.6948 

17.01 

45 

27.99 

30.00 

8.40 

0.0300 

0.8211 

14.07 

40 

25.93 

30.00 

7.78 

0.0300 

1.0295 

20.93 

40 

19.07 

30.00 

5.72 

0.0300 

0.5333 

20.72 

45 

24.28 

40.00 

9.71 

0.0300 

0.0399 

12.07 

45 

32.93 

40.00 

13.17 

0.0300 

1.1749 

20.26 

45 

24.74 

30.00 

7.42 

0.0300 

0.4978 

5.62 

45 

39.38 

40.00 

15.75 

0.0300 

1.9039 

18.99 

45 

26.01 

40.00 

10.40 

0.0300 

1.2162 

















































































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

18.99 

45 

26.01 

30.00 

7.80 

0.0300 

0.1434 

20.62 

45 

24.38 

30.00 

7.31 

0.0300 

0.6874 

12.17 

40 

27.83 

40.00 

11.13 

0.0300 

0.2051 

12.17 

40 

27.83 

30.00 

8.35 

0.0300 

0.0562 

17.10 

45 

27.90 

40.00 

11.16 

0.0300 

0.8409 

17.10 

45 

27.90 

30.00 

8.37 

0.0300 

0.0717 

15.12 

45 

29.88 

30.00 

8.96 

0.0300 

0.8629 

7.07 

45 

37.93 

40.00 

15.17 

0.0300 

0.5213 

7.07 

40 

32.93 

30.00 

9.88 

0.0300 

0.7629 

10.75 

40 

29.25 

30.00 

8.78 

0.0300 

0.6451 

11.78 

45 

33.22 

40.00 

13.29 

0.0300 

0.0040 

11.78 

45 

33.22 

30.00 

9.96 

0.0300 

0.9115 

25.64 

40 

14.36 

30.00 

4.31 

0.0300 

0.5372 

17.30 

40 

22.70 

30.00 

6.81 

0.0300 

0.5519 

23.03 

40 

16.97 

30.00 

5.09 

0.0300 

0.4569 

19.43 

40 

20.57 

30.00 

6.17 

0.0300 

0.4281 

4.78 

40 

35.22 

30.00 

10.57 

0.0300 

1.0992 

5.91 

40 

34.09 

30.00 

10.23 

0.0300 

0.7154 

9.04 

45 

35.96 

40.00 

14.38 

0.0300 

1.0264 

7.17 

45 

37.83 

40.00 

15.13 

0.0300 

0.5309 

7.17 

40 

32.83 

30.00 

9.85 

0.0300 

0.7311 

11.14 

35 

23.86 

30.00 

7.16 

0.0300 

0.9543 

4.77 

45 

40.23 

40.00 

16.09 

0.0300 

1.2651 

4.77 

40 

35.23 

30.00 

10.57 

0.0300 

0.3162 

8.06 

35 

26.94 

40.00 

10.78 

0.0300 

0.2734 

8.06 

35 

26.94 

30.00 

8.08 

0.0300 

1.4186 

12.45 

40 

27.55 

40.00 

11.02 

0.0300 

0.0003 

12.45 

40 

27.55 

30.00 

8.26 

0.0300 

1.0035 

11.24 

35 

23.76 

40.00 

9.50 

0.0300 

1.0634 

11.24 

35 

23.76 

30.00 

7.13 

0.0300 

1.8527 

14.22 

40 

25.78 

30.00 

7.73 

0.0300 

0.5304 

11.45 

35 

23.55 

30.00 

7.07 

0.0300 

0.5697 

17.30 

45 

27.71 

40.00 

11.08 

0.0300 

1.6576 

11.11 

35 

23.89 

30.00 

7.17 

0.0300 

2.6445 

13.20 

40 

26.80 

40.00 

10.72 

0.0300 

0.2409 

13.20 

40 

26.80 

30.00 

8.04 

0.0300 

0.0520 

12.79 

40 

27.21 

40.00 

10.88 

0.0300 

0.0797 

12.79 

40 

27.21 

30.00 

8.16 

0.0300 

0.4548 

10.44 

40 

29.56 

40.00 

11.83 

0.0300 

0.2509 

10.44 

40 

29.56 

30.00 

8.87 

0.0300 

0.1737 

17.41 

40 

22.59 

30.00 

6.78 

0.0300 

0.5911 

17.41 

40 

22.59 

30.00 

6.78 

0.0300 

0.1609 

5.83 

45 

39.17 

40.00 

15.67 

0.0300 

3.6287 

13.98 

40 

26.02 

30.00 

7.81 

0.0300 

0.2756 

13.62 

40 

26.38 

40.00 

10.55 

0.0300 

0.3223 

13.62 

40 

26.38 

30.00 

7.91 

0.0300 

0.0655 

8.24 

35 

26.76 

30.00 

8.03 

0.0300 

2.7124 

19.00 

40 

21.00 

30.00 

6.30 

0.0300 

0.1538 

14.09 

40 

25.91 

30.00 

7.77 

0.0300 

0.0804 

7.16 

35 

27.84 

30.00 

8.35 

0.0300 

7.6171 

7.16 

35 

27.84 

30.00 

8.35 

0.0300 

0.0000 

18.19 

45 

26.81 

40.00 

10.72 

0.0300 

0.9499 

18.19 

45 

26.81 

40.00 

10.72 

0.0300 

0.1347 

18.19 

40 

21.81 

30.00 

6.54 

0.0300 

0.2837 

18.19 

40 

21.81 

30.00 

6.54 

0.0300 

0.0001 























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



16002005 


Lalgarh Barani 2 


Likhmisar 


Luhara 



Narsinghpura Barani 


Nursar Barani 


Padampur (m) 


Patti Kheeyan I 


Patti Kheeyan li 


Ramsara Kumharan 



Sadulshahar (m) 


Sangaria (M) 


Sanwatsar 


Sharkaj Nahar Baliwala 


Sharkaj Nahar Khakho 


Sharkaj Nahar Kotha 


Sharkaj Nahar Orki 


Sharkaj Nahar Pakki 


Shyamsinghwala 


Thakari-a 


Tiba Motasar Khooni 


1AM 


1 AM-A 


1 AM-B 


1 BD-A 


1 BD-B 


1 DD 


1GD-A 


1GD-B 


Census Code 


0801000300067300 


0801000500112400 


0801000500103100 


0801000201900001 


0801000501900002 


0801000501900003 


0801000501900004 


0801000501900005 


0801000501900006 


0801000400086300 


0801000400081700 


0801000440105000 


0801000200043300 


0801000200043200 


0801000500112600 


0801000340104000 


0802000140201000 


0801000500112700 


0801000200027200 


0801000200025600 


0801000200043100 


0801000500113000 


0801000100021900 


0801000600172100 


0801000700197600 


0801000700197500 


0801000700196800 


0801000700196900 


0801000600176500 


0801000700217700 


0801000700217600 





Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 




i Basin: Sub 2 


1GM-B 


0801000700209900 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

18.94 

40 

21.06 

30.00 

6.32 

0.0300 

0.1407 

10.82 

35 

24.18 

30.00 

7.25 

0.0300 

0.5689 

9.81 

35 

25.19 

40.00 

10.08 

0.0300 

0.0562 

9.81 

35 

25.19 

30.00 

7.56 

0.0300 

0.4417 

7.06 

40 

32.94 

30.00 

9.88 

0.0300 

0.2129 

10.41 

35 

24.59 

30.00 

7.38 

0.0300 

0.2148 

7.94 

35 

27.06 

30.00 

8.12 

0.0300 

0.2648 

9.85 

35 

25.15 

40.00 

10.06 

0.0300 

0.3731 

9.85 

35 

25.15 

30.00 

7.54 

0.0300 

0.2343 

9.71 

35 

25.29 

30.00 

7.59 

0.0300 

0.0856 

11.06 

35 

23.94 

30.00 

7.18 

0.0300 

0.1299 

17.25 

40 

22.75 

30.00 

6.82 

0.0300 

0.5465 

10.91 

40 

29.09 

40.00 

11.63 

0.0300 

3.4401 

10.91 

40 

29.09 

30.00 

8.73 

0.0300 

0.4146 

12.02 

40 

27.98 

40.00 

11.19 

0.0300 

0.3729 

10.08 

45 

34.92 

40.00 

13.97 

0.0300 

0.5145 

10.62 

45 

34.38 

40.00 

13.75 

0.0300 

1.4118 

11.31 

35 

23.69 

40.00 

9.47 

0.0300 

0.1539 

11.31 

35 

23.69 

30.00 

7.11 

0.0300 

2.5949 

19.34 

40 

20.66 

40.00 

8.26 

0.0300 

0.1221 

19.34 

40 

20.66 

30.00 

6.20 

0.0300 

1.0522 

16.82 

40 

23.18 

30.00 

6.95 

0.0300 

0.6513 

13.79 

45 

31.21 

40.00 

12.48 

0.0300 

1.1882 

13.79 

45 

31.21 

30.00 

9.36 

0.0300 

0.0018 

11.50 

35 

23.50 

30.00 

7.05 

0.0300 

0.8960 

5.65 

45 

39.35 

40.00 

15.74 

0.0300 

0.2040 

5.65 

40 

34.35 

30.00 

10.31 

0.0300 

0.4724 

6.90 

45 

38.10 

40.00 

15.24 

0.0300 

0.3036 

6.90 

40 

33.10 

30.00 

9.93 

0.0300 

0.4290 

6.86 

45 

38.14 

40.00 

15.26 

0.0300 

0.2802 

6.86 

40 

33.14 

30.00 

9.94 

0.0300 

0.6068 

5.30 

45 

39.70 

40.00 

15.88 

0.0300 

0.5269 

5.30 

40 

34.70 

30.00 

10.41 

0.0300 

1.8342 

6.59 

45 

38.41 

40.00 

15.37 

0.0300 

0.0278 

6.59 

40 

33.41 

30.00 

10.02 

0.0300 

0.4646 

15.75 

45 

29.25 

40.00 

11.70 

0.0300 

0.5609 

10.55 

35 

24.45 

30.00 

7.34 

0.0300 

1.0376 

8.92 

40 

31.08 

40.00 

12.43 

0.0300 

1.7006 

8.92 

35 

26.08 

30.00 

7.82 

0.0300 

1.2767 


Saline 

Command 

Younger Alluvium 

2.49 

17.64 

40 

22.36 

30.00 

6.71 

0.0300 

0.5013 

Saline 

Command 

Older Alluvium 

2.65 

22.15 

90 

67.85 

30.00 

20.36 

0.0150 

0.8101 

Saline 

Command 

Older Alluvium 

4.17 

22.54 

90 

67.46 

30.00 

20.24 

0.0150 

1.2646 

Saline 

Command 

Younger Alluvium 

1.61 

21.53 

40 

18.47 

30.00 

5.54 

0.0300 

0.2671 

Saline 

Command 

Younger Alluvium 

1.57 

21.57 

40 

18.43 

30.00 

5.53 

0.0300 

0.2599 

Fresh 

Command 

Younger Alluvium 

0.24 

11.56 

40 

28.44 

40.00 

11.38 

0.0300 

0.0804 

Saline 

Command 

Younger Alluvium 

3.64 

11.56 

40 

28.44 

30.00 

8.53 

0.0300 

0.9323 

Fresh 

Command 

Younger Alluvium 

0.10 

21.29 

40 

18.71 

40.00 

7.49 

0.0300 

0.0230 

Saline 

Command 

Younger Alluvium 

2.04 

21.29 

40 

18.71 

30.00 

5.61 

0.0300 

0.3431 

Saline 

Command 

Younger Alluvium 

1.32 

18.35 

40 

21.65 

30.00 

6.49 

0.0300 

0.2581 

Fresh 

Command 

Younger Alluvium 

0.09 

18.26 

40 

21.74 

40.00 

8.70 

0.0300 

0.0233 

Saline 

Command 

Younger Alluvium 

1.28 

18.26 

40 

21.74 

30.00 

6.52 

0.0300 

0.2504 

Fresh 

Command 

Younger Alluvium 

0.71 

18.02 

40 

21.98 

40.00 

8.79 

0.0300 

0.1872 

Saline 

Command 

Younger Alluvium 

0.57 

18.02 

40 

21.98 

30.00 

6.59 

0.0300 

0.1122 

Fresh 

Command 

Younger Alluvium 

2.02 

17.73 

40 

22.27 

40.00 

8.91 

0.0300 

0.5393 



















































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 



Younger 


Younger 


Younger 


Younger 


Younger 


Younger 


Older All 


Older All 


Younger 


Younger 


Younger 


Younger 


Younger 


Younger 


Younger 


Younger 


Younger 


Younger 


Older All 


Younger 


Younger 


Younger 


Older All 


Younger 


Younger 


Younger 


Older All 


Older All 


Younger 


Younger 


Younger 


Younger 


Older All 


Younger 


Older All 


Younger 


Older All 


Younger 


Younger 


Younger 


Younger 


Younger 


Younger 


Younger 


Older All 


Younger 


Younger 


Younger 


Younger 


Younger 


Younger 


Younger 


Younger 


Younger 


Younger 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


uvium 


uvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


uvium 


Alluvium 


Alluvium 


Alluvium 


uvium 


Alluvium 


Alluvium 


Alluvium 


uvium 


uvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


uvium 


Alluvium 


uvium 


Alluvium 


uvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


uvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

17.73 

40 

22.27 

30.00 

6.68 

0.0300 

0.0001 

17.44 

40 

22.56 

40.00 

9.02 

0.0300 

0.0031 

17.44 

40 

22.56 

30.00 

6.77 

0.0300 

0.0658 

13.71 

40 

26.29 

30.00 

7.89 

0.0300 

0.0503 

17.32 

40 

22.69 

40.00 

9.07 

0.0300 

0.5501 

18.03 

40 

21.97 

40.00 

8.79 

0.0300 

0.3829 

26.92 

90 

63.08 

40.00 

25.23 

0.0150 

4.0489 

21.70 

90 

68.30 

30.00 

20.49 

0.0150 

0.5797 

21.18 

40 

18.82 

30.00 

5.64 

0.0300 

0.1794 

20.75 

40 

19.25 

30.00 

5.78 

0.0300 

0.5328 

20.52 

40 

19.48 

30.00 

5.85 

0.0300 

0.3099 

21.38 

40 

18.62 

40.00 

7.45 

0.0300 

0.7334 

21.38 

40 

18.62 

30.00 

5.58 

0.0300 

0.0079 

21.35 

40 

18.65 

30.00 

5.59 

0.0300 

0.6153 

21.34 

40 

18.66 

30.00 

5.60 

0.0300 

0.2932 

21.42 

40 

18.58 

30.00 

5.57 

0.0300 

0.3098 

21.40 

40 

18.60 

40.00 

7.44 

0.0300 

0.0000 

21.40 

40 

18.60 

30.00 

5.58 

0.0300 

0.4769 

21.95 

90 

68.06 

30.00 

20.42 

0.0150 

1.7168 

21.95 

40 

18.06 

30.00 

5.42 

0.0300 

0.0084 

15.89 

40 

24.11 

40.00 

9.64 

0.0300 

0.3590 

15.89 

40 

24.11 

30.00 

7.23 

0.0300 

0.1481 

19.07 

90 

70.93 

40.00 

28.37 

0.0150 

0.8126 

16.78 

40 

23.22 

40.00 

9.29 

0.0300 

0.1310 

17.73 

40 

22.27 

40.00 

8.91 

0.0300 

0.1546 

17.73 

40 

22.27 

30.00 

6.68 

0.0300 

0.0013 

21.35 

90 

68.65 

40.00 

27.46 

0.0150 

0.1359 

21.35 

90 

68.65 

30.00 

20.59 

0.0150 

0.8744 

17.63 

40 

22.37 

40.00 

8.95 

0.0300 

0.5493 

18.27 

40 

21.73 

40.00 

8.69 

0.0300 

0.5477 

18.27 

40 

21.73 

30.00 

6.52 

0.0300 

0.0173 

18.35 

40 

21.65 

40.00 

8.66 

0.0300 

0.4971 

23.21 

90 

66.79 

40.00 

26.72 

0.0150 

8.9159 

23.21 

110 

86.79 

40.00 

34.72 

0.0200 

0.0000 

21.37 

90 

68.63 

40.00 

27.45 

0.0150 

0.2460 

21.37 

40 

18.63 

40.00 

7.45 

0.0300 

0.1084 

21.37 

90 

68.63 

30.00 

20.59 

0.0150 

0.0390 

21.37 

40 

18.63 

30.00 

5.59 

0.0300 

0.0779 

17.97 

40 

22.03 

40.00 

8.81 

0.0300 

0.0781 

17.97 

40 

22.03 

30.00 

6.61 

0.0300 

0.3935 

17.82 

40 

22.18 

40.00 

8.87 

0.0300 

0.0269 

17.82 

40 

22.18 

30.00 

6.65 

0.0300 

0.4643 

17.71 

40 

22.29 

30.00 

6.69 

0.0300 

0.5590 

21.33 

40 

18.67 

40.00 

7.47 

0.0300 

0.3633 

23.02 

90 

66.98 

40.00 

26.79 

0.0150 

4.4719 

21.37 

40 

18.63 

30.00 

5.59 

0.0300 

0.4222 

21.37 

40 

18.63 

30.00 

5.59 

0.0300 

0.3644 

17.73 

40 

22.27 

40.00 

8.91 

0.0300 

0.9702 

17.73 

40 

22.27 

30.00 

6.68 

0.0300 

0.0028 

17.43 

40 

22.57 

40.00 

9.03 

0.0300 

0.6961 

21.39 

40 

18.61 

40.00 

7.45 

0.0300 

0.0124 

21.39 

40 

18.61 

30.00 

5.58 

0.0300 

0.5301 

21.39 

40 

18.61 

30.00 

5.58 

0.0300 

0.5368 

17.73 

40 

22.27 

40.00 

8.91 

0.0300 

0.6691 

17.73 

40 

22.27 

30.00 

6.68 

0.0300 

0.0004 
























































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

17.69 

40 

22.31 

40.00 

8.92 

0.0300 

0.6359 

17.69 

40 

22.31 

30.00 

6.69 

0.0300 

0.2894 

17.98 

40 

22.02 

30.00 

6.61 

0.0300 

0.8495 

21.38 

40 

18.62 

40.00 

7.45 

0.0300 

0.5972 

21.39 

40 

18.61 

40.00 

7.45 

0.0300 

0.3125 

21.39 

40 

18.61 

30.00 

5.58 

0.0300 

0.0180 

21.39 

40 

18.61 

30.00 

5.58 

0.0300 

0.2188 

21.39 

40 

18.61 

30.00 

5.58 

0.0300 

0.2447 

19.20 

90 

70.80 

30.00 

21.24 

0.0150 

0.7115 

8.90 

40 

31.10 

30.00 

9.33 

0.0300 

0.0087 

18.36 

40 

21.64 

40.00 

8.66 

0.0300 

1.3774 

18.36 

40 

21.64 

30.00 

6.49 

0.0300 

0.1884 

17.51 

40 

22.49 

40.00 

9.00 

0.0300 

0.9361 

17.51 

40 

22.49 

30.00 

6.75 

0.0300 

0.0001 

21.39 

90 

68.61 

30.00 

20.58 

0.0150 

0.2963 

21.39 

40 

18.61 

30.00 

5.58 

0.0300 

0.1027 

21.43 

90 

68.57 

30.00 

20.57 

0.0150 

0.7743 

21.43 

40 

18.57 

30.00 

5.57 

0.0300 

0.0637 

17.64 

40 

22.36 

30.00 

6.71 

0.0300 

0.4245 

18.05 

40 

21.95 

30.00 

6.59 

0.0300 

0.7702 

21.31 

40 

18.69 

40.00 

7.48 

0.0300 

0.3325 

21.31 

40 

18.69 

30.00 

5.61 

0.0300 

0.1373 

21.38 

40 

18.62 

30.00 

5.59 

0.0300 

0.4740 

18.73 

90 

71.27 

30.00 

21.38 

0.0150 

0.2902 

25.14 

90 

64.86 

40.00 

25.94 

0.0150 

4.0414 

18.86 

90 

71.14 

40.00 

28.46 

0.0150 

8.1290 

17.87 

40 

22.13 

40.00 

8.85 

0.0300 

0.2558 

17.87 

40 

22.13 

30.00 

6.64 

0.0300 

0.0338 

17.91 

40 

22.09 

40.00 

8.84 

0.0300 

0.1426 

17.91 

40 

22.09 

30.00 

6.63 

0.0300 

0.1169 

17.39 

40 

22.61 

40.00 

9.04 

0.0300 

0.4056 

17.39 

40 

22.61 

30.00 

6.78 

0.0300 

0.1806 

21.39 

40 

18.61 

30.00 

5.58 

0.0300 

0.2419 

21.40 

40 

18.60 

30.00 

5.58 

0.0300 

0.3104 

17.65 

40 

22.35 

30.00 

6.70 

0.0300 

0.7969 

17.57 

40 

22.43 

30.00 

6.73 

0.0300 

0.5371 

21.21 

40 

18.79 

40.00 

7.52 

0.0300 

0.1598 

21.21 

40 

18.79 

30.00 

5.64 

0.0300 

0.7829 

21.28 

40 

18.72 

40.00 

7.49 

0.0300 

0.0006 

21.28 

40 

18.72 

30.00 

5.62 

0.0300 

0.3874 

25.37 

90 

64.63 

40.00 

25.85 

0.0150 

7.9037 

24.77 

90 

65.23 

40.00 

26.09 

0.0150 

5.7362 

21.39 

40 

18.61 

30.00 

5.58 

0.0300 

0.2089 

21.40 

40 

18.60 

30.00 

5.58 

0.0300 

0.2612 

21.43 

40 

18.57 

30.00 

5.57 

0.0300 

0.3636 

19.25 

90 

70.75 

40.00 

28.30 

0.0150 

11.3970 

25.61 

90 

64.39 

40.00 

25.76 

0.0150 

10.0437 

8.91 

40 

31.09 

30.00 

9.33 

0.0300 

0.2050 

18.10 

40 

21.90 

40.00 

8.76 

0.0300 

0.2275 

18.10 

40 

21.90 

30.00 

6.57 

0.0300 

0.2789 

18.29 

40 

21.71 

40.00 

8.68 

0.0300 

0.2728 

18.29 

40 

21.71 

30.00 

6.51 

0.0300 

0.1361 

17.16 

40 

22.84 

30.00 

6.85 

0.0300 

0.3174 

25.09 

90 

64.91 

40.00 

25.97 

0.0150 

15.6908 

25.09 

90 

64.91 

40.00 

25.97 

0.0150 

0.0000 


































































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 


14 DQL-A 

14 DOL-B 

14 DOL-C 

14 GD 


14 

H 

14 

KD 

14 

KND-A 

14 

KND-B 

14 

MD 

14 

P 

15 

GD 

15 

H 

15 

KD-A 


15 KD-B 

15 KND-A 
15 KND-B 
15 LM 
15 MD 


16 

GD 

16 

H 

16 

KD-A 

16 

KD-B 

16 

KND-A 

16 

KND-B 

16 

Lkd 

16 

LM 

16 

MD 


17 

GD-A 

17 

GD-B 

17 

H 

17 

KD 

17 

KND-A 

17 

KND-B 

17 

Kyd 

17 

LM 

17 

MD-A 


17 MD-B 

18 GD 
18 H 

18 KD-A 
18 KD-B 
18 KND 
18 MD-A 

18 MD-B 

19 GD 


Village 

Area, 

sq.km 


Zone (Fresh 
/ Saline) 


Type of Area 
(Command / Non¬ 
command) 


0801000700196500 _ 3.23 Saline Command 

Command 

0801000700196600 ~ 1.90 Saline Command 

Command 

0801000700196700 ~ 3.35 Saline Command 

Command 

0801000700214600 ~ 4.95 Fresh Command 

Saline Command 

0801000600173400 ~ 2.90 Saline Command 

0801000700190200 _ 2.88 Saline Command 

0801000700187300 _ 1.90 Saline Command 

0801000700187400 _ 1.90 Saline Command 

0801000700216600 _ 2.06 Fresh Command 

0801000600170800 _ 3.49 Saline Command 

0801000700214500 _ 3.56 Saline Command 

0801000600171400 _ 4.95 Saline Command 

0801000700190100 _ 2.44 Fresh Command 

Saline Command 

0801000700190000 ~ 1.95 Fresh Command 

Saline Command 

0801000700184900 ~ 1.23 Saline Command 

0801000700184800 _ 1.66 Saline Command 

0801000600179900 _ 3.49 Saline Command 

0801000600173600 _ 2.86 Fresh Command 

Saline Command 

0801000700214000 ~ 1.81 Saline Command 

0801000600173100 _ 3.52 Saline Command 

0801000700189900 _ 2.47 Saline Command 

0801000700189800 _ 4.49 Saline Command 

0801000700187500 _ 1.24 Saline Command 

0801000700187600 _ 1.45 Saline Command 

0803000200503600 _ 19.97 Saline Command 

0801000600181600 _ 1.97 Saline Command 

0801000700216500 _ 2.17 Fresh Command 

Saline Command 

0801000700213900 ~ 2.47 Saline Command 

0801000700213800 2.36 Saline Command 

0801000600171500 ~ 4.45 Saline Command 

0801000700189700 _ 4.11 Saline Command 

0801000700184700 _ 1.49 Saline Command 

0801000700184600 _ 2.59 Saline Command 

0803000600561600 _ 16.87 Saline Command 

0801000600182800 6.33 Saline Command 

0801000700216400 ~ 1.47 Fresh Command 

Saline Command 

0801000700216300 ~ 4.25 Fresh Command 

Saline Command 

0801000700213700 ~ 1.83 Saline Command 

0801000600173000 3.25 Saline Command 

0801000700189600 ~ 2.65 Saline Command 

0801000700189500 _ 4.34 Saline Command 

0801000700184500 _ 2.35 Saline Command 

0801000600173300 _ 1.72 Saline Command 

0801000600173200 _ 1.41 Saline Command 

0801000700213600 2.83 Saline Command 


Hydrogeological Unit 


Older Alluvium 


Younger Alluviu 


Older Alluvium 


Younger Alluviu 


Older Alluvium 


Younger Alluviu 


Younger Alluviu 


Younger Alluviu 


Younger Alluviu 


Younger Alluviu 


Younger Alluviu 


Younger Alluviu 


Younger Alluviu 


Younger Alluviu 


Younger Alluviu 


Younger Alluviu 


Younger Alluviu 


Younger Alluviu 


Younger Alluviu 


Younger Alluviu 


Younger Alluviu 


Younger Alluviu 


Younger Alluviu 


Younger Alluviu 


Younger Alluviu 


Younger Alluviu 


Younger Alluviu 


Younger Alluviu 


Younger Alluviu 


Younger Alluviu 


Younger Alluviu 


Older Alluvium 


Younger Alluviu 


Younger Alluviu 


Younger Alluviu 


Younger Alluviu 


Younger Alluviu 


Younger Alluviu 


Younger Alluviu 


Younger Alluviu 


Younger Alluviu 


Older Alluvium 


Younger Alluviu 


Younger Alluviu 


Younger Alluviu 


Younger Alluviu 


Younger Alluviu 


Younger Alluviu 


Younger Alluviu 


Younger Alluviu 


Younger Alluviu 


Younger Alluviu 


Younger Alluviu 


Younger Alluviu 


Younger Alluviu 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

21.41 

90 

68.59 

30.00 

20.58 

0.0150 

0.0001 

21.41 

40 

18.59 

30.00 

5.58 

0.0300 

0.5403 

21.44 

90 

68.56 

30.00 

20.57 

0.0150 

0.0055 

21.44 

40 

18.56 

30.00 

5.57 

0.0300 

0.3144 

21.49 

90 

68.51 

30.00 

20.55 

0.0150 

0.0417 

21.49 

40 

18.51 

30.00 

5.55 

0.0300 

0.5354 

17.56 

40 

22.44 

40.00 

8.97 

0.0300 

0.1388 

17.56 

40 

22.44 

30.00 

6.73 

0.0300 

0.8957 

18.02 

40 

21.98 

30.00 

6.59 

0.0300 

0.5746 

21.29 

40 

18.71 

30.00 

5.61 

0.0300 

0.4850 

21.41 

40 

18.59 

30.00 

5.58 

0.0300 

0.3177 

21.46 

40 

18.54 

30.00 

5.56 

0.0300 

0.3163 

18.37 

40 

21.63 

40.00 

8.65 

0.0300 

0.5340 

17.16 

40 

22.84 

30.00 

6.85 

0.0300 

0.0433 

17.85 

40 

22.15 

30.00 

6.65 

0.0300 

0.7101 

17.39 

40 

22.61 

30.00 

6.78 

0.0300 

0.9409 

21.39 

40 

18.61 

40.00 

7.44 

0.0300 

0.1199 

21.39 

40 

18.61 

30.00 

5.58 

0.0300 

0.3182 

21.39 

40 

18.61 

40.00 

7.44 

0.0300 

0.0079 

21.39 

40 

18.61 

30.00 

5.58 

0.0300 

0.3209 

21.46 

40 

18.54 

30.00 

5.56 

0.0300 

0.2051 

21.51 

40 

18.49 

30.00 

5.55 

0.0300 

0.2763 

8.97 

40 

31.03 

30.00 

9.31 

0.0300 

0.5543 

18.32 

40 

21.68 

40.00 

8.67 

0.0300 

0.0523 

18.32 

40 

21.68 

30.00 

6.50 

0.0300 

0.5197 

17.88 

40 

22.12 

30.00 

6.64 

0.0300 

0.3602 

17.91 

40 

22.09 

30.00 

6.63 

0.0300 

0.6993 

21.30 

40 

18.70 

30.00 

5.61 

0.0300 

0.4150 

21.33 

40 

18.67 

30.00 

5.60 

0.0300 

0.7537 

21.53 

40 

18.47 

30.00 

5.54 

0.0300 

0.2070 

21.62 

40 

18.38 

30.00 

5.52 

0.0300 

0.2403 

19.59 

90 

70.41 

40.00 

28.16 

0.0150 

1.2824 

9.19 

40 

30.81 

30.00 

9.24 

0.0300 

0.4071 

18.39 

40 

21.61 

40.00 

8.65 

0.0300 

0.5606 

18.39 

40 

21.61 

30.00 

6.48 

0.0300 

0.0016 

17.91 

40 

22.09 

30.00 

6.63 

0.0300 

0.4918 

18.21 

40 

21.79 

30.00 

6.54 

0.0300 

0.4636 

17.27 

40 

22.73 

30.00 

6.82 

0.0300 

0.9078 

21.39 

40 

18.61 

30.00 

5.58 

0.0300 

0.6876 

21.59 

40 

18.41 

30.00 

5.52 

0.0300 

0.2467 

21.75 

40 

18.25 

30.00 

5.47 

0.0300 

0.4248 

25.98 

90 

64.02 

40.00 

25.61 

0.0150 

6.4807 

9.49 

40 

30.51 

30.00 

9.15 

0.0300 

0.1034 

18.38 

40 

21.62 

40.00 

8.65 

0.0300 

0.3179 

18.38 

40 

21.62 

30.00 

6.48 

0.0300 

0.0484 

18.36 

40 

21.64 

40.00 

8.65 

0.0300 

0.5667 

18.36 

40 

21.64 

30.00 

6.49 

0.0300 

0.4024 

18.19 

40 

21.81 

30.00 

6.54 

0.0300 

0.3594 

17.73 

40 

22.27 

30.00 

6.68 

0.0300 

0.6520 

21.33 

40 

18.67 

30.00 

5.60 

0.0300 

0.4459 

21.33 

40 

18.67 

30.00 

5.60 

0.0300 

0.7294 

21.79 

40 

18.21 

30.00 

5.46 

0.0300 

0.3856 

18.25 

40 

21.75 

30.00 

6.52 

0.0300 

0.3375 

18.27 

40 

21.73 

30.00 

6.52 

0.0300 

0.2751 

18.57 

40 

21.43 

30.00 

6.43 

0.0300 

0.5449 



















































































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 


19 H 
19 KD-A 
19 KD-B 
19 KND-A 

19 KND-B 

19 MD 

2 AM 
2 BD 

2 Brwm 
2 DD-A 
2 DD-B 
2 POL 
2GD-A 

2GD-B 

2GM-A 
2 GM-B 
2 H 

2 JM 
2 KD 
2 KLD 

2 KLM-A 

2 KLM-B 
2 KM 

2 KND 

2 KNM l-A 
2 KNM l-B 
2 KNM I l-A 
2 KNM ll-B 

2 Kwm 
2 MD 

2 MLD-A 
2 NWM 
2 P-A 
2 PSD-B 

2SJM-A 

2SJM-B 
2 SKM-A 
2SKM-B 

2 STR 


Village 

Area, 

sq.km 


Zone (Fresh 
/ Saline) 


Type of Area 
(Command / Non¬ 
command) 


0801000600171600 _ 4.16 Saline Command 

0801000700189400 _ 2.14 Saline Command 

0801000700189300 _ 3.25 Saline Command 

0801000700184400 _ 1.29 Saline Command 

Command 

0801000700184300 ~ 1.30 Saline Command 

Command 

0801000700216200 ~ 2.18 Fresh Command 

Saline Command 

0801000600172000 ~ 3.15 Saline Command 

0801000700197700 _ 2.96 Saline Command 

Command 

0803000600561700 ~ 11.29 Saline Command 

0801000700219300 _ 1.73 Saline Command 

0801000700219600 _ 2.33 Saline Command 

0801000700194500 _ 1.31 Saline Command 

0801000700217900 _ 2.69 Fresh Command 

Saline Command 

0801000700217800 ~ 2.69 Fresh Command 

Saline Command 

0801000700209700 ~ 1.62 Fresh Command 

0801000700209800 _ 1.38 Fresh Command 

0801000600175100 _ 3.12 Fresh Command 

Saline Command 

0801000600180000 2.85 Saline Command 

0801000700192000 ~ 0.94 Fresh Command 

0801000700198000 2.80 Saline Command 

Command 

0801000700199100 ~ 3.79 Saline Command 

Command 

0801000700199000 ~ 2.24 Saline Command 

0801000700212100 _ 3.47 Fresh Command 

Saline Command 

0801000700186200 ~ 4.27 Fresh Command 

Saline Command 

0801000700188300 ~ 0.73 Saline Command 

0801000700188200 _ 0.92 Saline Command 

0801000700187700 _ 2.16 Saline Command 

0801000700187800 _ 2.39 Fresh Command 

Saline Command 

0803000600560600 32.13 Saline Command 

0801000600176000 ~ 2.52 Fresh Command 

Saline Command 

0801000700209500 ~ 2.79 Saline Command 

0801000600176600 5.00 Saline Command 

0801000600168900 ~ 1.44 Fresh Command 

0801000700192600 _ 3.80 Fresh Command 

Saline Command 

0801000700198400 ~ 3.04 Fresh Command 

Saline Command 

0801000700198500 ~ 3.49 Saline Command 

0801000700211300 _ 3.09 Fresh Command 

0801000700211400 _ 2.33 Fresh Command 

Saline Command 

0801000700216900 0.78 Fresh Command 


Hydrogeological Unit 



Younger 


Younger 


Younger 


Older All 


Younger 


Older All 


Younger 


Younger 


Younger 


Younger 


Older All 


Younger 


Older All 


Younger 


Younger 


Younger 


Younger 


Younger 


Younger 


Younger 


Younger 


Younger 


Younger 


Younger 


Younger 


Younger 


Older All 


Younger 


Older All 


Younger 


Older All 


Younger 


Younger 


Younger 


Younger 


Younger 


Younger 


Younger 


Younger 


Younger 


Older All 


Younger 


Younger 


Younger 


Younger 


Younger 


Younger 


Younger 


Older All 


Older All 


Older All 


Younger 


Younger 


Younger 


Younger 


Alluvium 


Alluvium 


Alluvium 


uvium 


Alluvium 


uvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


uvium 


Alluvium 


uvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


uvium 


Alluvium 


uvium 


Alluvium 


uvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


uvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


uvium 


uvium 


uvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

16.89 

40 

23.11 

30.00 

6.93 

0.0300 

0.8540 

21.39 

40 

18.61 

30.00 

5.58 

0.0300 

0.3584 

21.38 

40 

18.62 

30.00 

5.59 

0.0300 

0.5452 

21.94 

90 

68.06 

30.00 

20.42 

0.0150 

0.0003 

21.94 

40 

18.06 

30.00 

5.42 

0.0300 

0.2087 

22.09 

90 

67.91 

30.00 

20.37 

0.0150 

0.0880 

22.09 

40 

17.91 

30.00 

5.37 

0.0300 

0.1626 

18.31 

40 

21.69 

40.00 

8.68 

0.0300 

0.0037 

18.31 

40 

21.69 

30.00 

6.51 

0.0300 

0.4235 

17.52 

40 

22.48 

30.00 

6.75 

0.0300 

0.6368 

21.80 

90 

68.20 

30.00 

20.46 

0.0150 

0.7988 

21.80 

40 

18.20 

30.00 

5.46 

0.0300 

0.0586 

20.06 

90 

69.94 

40.00 

27.98 

0.0150 

1.4371 

15.22 

40 

24.78 

30.00 

7.43 

0.0300 

0.3860 

14.37 

40 

25.63 

30.00 

7.69 

0.0300 

0.4672 

21.18 

40 

18.82 

30.00 

5.65 

0.0300 

0.1118 

18.39 

40 

21.61 

40.00 

8.64 

0.0300 

0.0299 

18.39 

40 

21.61 

30.00 

6.48 

0.0300 

0.4635 

18.39 

40 

21.61 

40.00 

8.64 

0.0300 

0.6199 

18.39 

40 

21.61 

30.00 

6.48 

0.0300 

0.0580 

18.20 

40 

21.80 

40.00 

8.72 

0.0300 

0.4225 

18.08 

40 

21.92 

40.00 

8.77 

0.0300 

0.3633 

17.47 

40 

22.53 

40.00 

9.01 

0.0300 

0.8021 

17.47 

40 

22.53 

30.00 

6.76 

0.0300 

0.0085 

9.45 

40 

30.55 

30.00 

9.17 

0.0300 

0.6932 

18.70 

40 

21.30 

40.00 

8.52 

0.0300 

0.2397 

21.52 

90 

68.48 

30.00 

20.54 

0.0150 

0.8594 

21.52 

40 

18.48 

30.00 

5.54 

0.0300 

0.0011 

21.28 

90 

68.72 

30.00 

20.62 

0.0150 

0.6084 

21.28 

40 

18.72 

30.00 

5.62 

0.0300 

0.2438 

21.19 

90 

68.81 

30.00 

20.64 

0.0150 

0.6669 

20.90 

40 

19.10 

40.00 

7.64 

0.0300 

0.1136 

20.90 

40 

19.10 

30.00 

5.73 

0.0300 

0.5116 

21.40 

40 

18.60 

40.00 

7.44 

0.0300 

0.9519 

21.40 

40 

18.60 

30.00 

5.58 

0.0300 

0.0002 

21.38 

40 

18.62 

30.00 

5.59 

0.0300 

0.1215 

21.35 

40 

18.65 

30.00 

5.59 

0.0300 

0.1551 

21.63 

40 

18.37 

30.00 

5.51 

0.0300 

0.3578 

21.54 

40 

18.46 

40.00 

7.38 

0.0300 

0.0001 

21.54 

40 

18.46 

30.00 

5.54 

0.0300 

0.3972 

25.77 

90 

64.23 

40.00 

25.69 

0.0150 

8.0002 

16.49 

40 

23.51 

40.00 

9.40 

0.0300 

0.1279 

16.49 

40 

23.51 

30.00 

7.05 

0.0300 

0.4371 

18.28 

40 

21.72 

30.00 

6.52 

0.0300 

0.0001 

9.04 

40 

30.96 

30.00 

9.29 

0.0300 

0.5754 

12.53 

40 

27.47 

40.00 

10.99 

0.0300 

0.0274 

16.47 

40 

23.53 

40.00 

9.41 

0.0300 

0.0216 

16.47 

40 

23.53 

30.00 

7.06 

0.0300 

0.0135 

21.29 

90 

68.71 

40.00 

27.49 

0.0150 

0.0322 

21.29 

90 

68.71 

30.00 

20.61 

0.0150 

0.9156 

21.24 

90 

68.76 

30.00 

20.63 

0.0150 

1.0800 

18.67 

40 

21.33 

40.00 

8.53 

0.0300 

0.7907 

19.35 

40 

20.65 

40.00 

8.26 

0.0300 

0.5407 

19.35 

40 

20.65 

30.00 

6.19 

0.0300 

0.0279 

18.40 

40 

21.60 

40.00 

8.64 

0.0300 

0.2022 





























































































































































































































































































































































































































































































































































































































































































































































Village Name 

Census Code 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

20 Bd 

0803000600560700 

11.82 

Saline 

Command 

20 GD 

0801000700213500 

1.84 

Saline 

Command 

20 H 

0801000600171700 

3.53 

Saline 

Command 

20 KD-A 

0801000700189200 

2.57 

Saline 

Command 

20 KD-B 

0801000700189100 

1.93 

Saline 

Command 

20 KND 

0801000700184200 

5.02 

Fresh 

Command 




Saline 

Command 


20 MD-A 

0801000700216100 

2.47 

20 MD-B 

0801000700216000 

2.53 

20 P 

0801000600170500 

3.31 

21 AS-A 

0801000700219200 

1.81 

21 AS-B 

0801000700219100 

2.01 

21 GD 

0801000700213400 

5.36 


21 H 

0801000600171800 

4.25 

21 KD 

0801000700189000 

4.69 

21 KND 

0801000700184100 

2.38 


21 MD 

0801000600172900 

3.04 

21 P 

0801000600170300 

3.73 

22 GD 

0801000700213300 

3.35 


22 KD 0801000700188900 15.90 



Command 

Saline 

Command 

Saline 

Command 

Saline 

Command 

Saline 

Command 

Saline 

Command 

Fresh 

Command 

Saline 

Command 

Saline 

Command 

Saline 

Command 

Saline 

Command 


Command 

Saline 

Command 

Saline 

Command 

Fresh 

Command 

Saline 

Command 

Fresh 

Command 


Non-command 


Saline Command 

22KND 0801000700184000 1.56~ Fresh Command - 

Saline Command 


22 Kyd 

0803000600560800 

27.21 

22 MD 

0801000700215900 

7.10 

22 P 

0801000600170200 

4.47 

23 AS 

0801000700218800 

3.44 

23 GD 

0801000700213200 

5.46 


23 KD 0801000700188800 8.49 


Command 


Saline 

Command 

Saline 

Command 

Saline 

Command 

Saline 

Command 

Fresh 

Command 

Saline 

Command 

Fresh 

Command 


Non-command 


23 MD-A 

0801000600172800 

23 MD-B 

0801000600172700 

24 AS-A 

0801000700218700 


24 AS-B 0801000700218600 


24 AS-C 0801000700218500 


24 MD-A 

0801000600172500 

24 MD-B 

0801000600172200 

24 P 

0801000600170100 

24-25 Kyd 

0803000600560500 

25 MD 

0801000600172400 

26 MD 

0801000700214300 


27 AS 

0801000700218200 

27 MD 

0801000600172300 



Saline 

Command 

1.56 

Saline 

Command 

2.59 

Saline 

Command 

2.80 

Fresh 

Command 


Saline 

Command 

2.71 

Fresh 

Command 


Saline 

Command 

4.47 

Fresh 

Command 


Saline 

Command 

1.96 

Saline 

Command 

2.33 

Saline 

Command 

4.56 

Saline 

Command 

15.03 

Saline 

Command 

2.41 

Saline 

Command 

4.06 

Fresh 

Command 


Saline 

Command 

1.71 

Saline 

Command 

1.23 

Saline 

Command 


Hydrogeological Unit 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

25.62 

90 

64.38 

40.00 

25.75 

0.0150 

4.5643 

19.12 

40 

20.88 

30.00 

6.27 

0.0300 

0.3457 

17.00 

40 

23.00 

30.00 

6.90 

0.0300 

0.7301 

21.36 

40 

18.64 

30.00 

5.59 

0.0300 

0.4306 

21.35 

40 

18.65 

30.00 

5.59 

0.0300 

0.3248 

21.98 

40 

18.02 

40.00 

7.21 

0.0300 

0.0001 

21.98 

90 

68.02 

30.00 

20.40 

0.0150 

0.0963 

21.98 

40 

18.02 

30.00 

5.40 

0.0300 

0.7630 

18.24 

40 

21.76 

30.00 

6.53 

0.0300 

0.4845 

18.16 

40 

21.84 

30.00 

6.55 

0.0300 

0.4972 

16.97 

40 

23.03 

30.00 

6.91 

0.0300 

0.0549 

15.39 

40 

24.61 

30.00 

7.38 

0.0300 

0.1761 

16.10 

40 

23.90 

30.00 

7.17 

0.0300 

0.1016 

18.81 

40 

21.19 

40.00 

8.47 

0.0300 

0.0005 

18.81 

40 

21.19 

30.00 

6.36 

0.0300 

1.0209 

17.38 

40 

22.62 

30.00 

6.78 

0.0300 

0.8645 

21.33 

40 

18.67 

30.00 

5.60 

0.0300 

0.7882 

22.31 

90 

67.69 

30.00 

20.31 

0.0150 

0.5805 

22.31 

40 

17.69 

30.00 

5.31 

0.0300 

0.0751 

18.12 

40 

21.88 

30.00 

6.57 

0.0300 

0.5988 

16.67 

40 

23.33 

30.00 

7.00 

0.0300 

0.0092 

19.29 

40 

20.71 

40.00 

8.29 

0.0300 

0.0007 

19.29 

40 

20.71 

30.00 

6.21 

0.0300 

0.6243 

21.07 

40 

18.93 

40.00 

7.57 

0.0300 

0.0017 

21.07 

40 

18.93 

40.00 

7.57 

0.0300 

0.0000 

21.07 

40 

18.93 

30.00 

5.68 

0.0300 

2.7069 

22.25 

40 

17.75 

40.00 

7.10 

0.0300 

0.0000 

22.25 

90 

67.75 

30.00 

20.32 

0.0150 

0.2529 

22.25 

40 

17.75 

30.00 

5.32 

0.0300 

0.1174 

26.32 

90 

63.68 

40.00 

25.47 

0.0150 

10.3953 

17.96 

40 

22.04 

30.00 

6.61 

0.0300 

1.4089 

16.63 

40 

23.37 

30.00 

7.01 

0.0300 

0.0446 

17.10 

40 

22.90 

30.00 

6.87 

0.0300 

0.4653 

19.84 

40 

20.16 

40.00 

8.06 

0.0300 

0.0007 

19.84 

40 

20.16 

30.00 

6.05 

0.0300 

0.9906 

21.20 

40 

18.80 

40.00 

7.52 

0.0300 

0.0009 

21.20 

40 

18.80 

40.00 

7.52 

0.0300 

0.0000 

21.20 

40 

18.80 

30.00 

5.64 

0.0300 

1.4364 

17.94 

40 

22.06 

30.00 

6.62 

0.0300 

0.3089 

17.85 

40 

22.15 

30.00 

6.64 

0.0300 

0.5163 

17.91 

40 

22.09 

40.00 

8.83 

0.0300 

0.0082 

17.91 

40 

22.09 

30.00 

6.63 

0.0300 

0.4580 

18.26 

40 

21.74 

40.00 

8.70 

0.0300 

0.0423 

18.26 

40 

21.74 

30.00 

6.52 

0.0300 

0.3921 

18.37 

40 

21.63 

40.00 

8.65 

0.0300 

0.0779 

18.37 

40 

21.63 

30.00 

6.49 

0.0300 

0.6054 

17.82 

40 

22.18 

30.00 

6.65 

0.0300 

0.3907 

17.69 

40 

22.31 

30.00 

6.69 

0.0300 

0.4674 

16.32 

40 

23.68 

30.00 

7.11 

0.0300 

0.0830 

26.53 

90 

63.47 

40.00 

25.39 

0.0150 

5.7257 

17.70 

40 

22.30 

30.00 

6.69 

0.0300 

0.4840 

17.56 

40 

22.44 

40.00 

8.98 

0.0300 

0.0001 

17.56 

40 

22.44 

30.00 

6.73 

0.0300 

0.8207 

18.39 

40 

21.61 

30.00 

6.48 

0.0300 

0.2044 

17.58 

40 

22.42 

30.00 

6.73 

0.0300 

0.2488 






























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older AIIl 


Older AIIl 


Older AIIl 
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Younger !■ 


Younger ! 
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Younger i 


Younger !■ 


Younger ! 


Younger l 


Older AIIl 


Younger !■ 


Younger ! 


Younger l 


Younger t 


Younger !■ 


Younger ! 


Younger l 


Older AIIl 


Older AIIl 


Younger ! 


Younger l 


Younger t 


Younger !■ 


Younger ! 


Younger l 


Older AIIl 


Younger I 


Younger ! 


Younger l 


Younger i 


Older AIIl 


Older AIIl 


Younger i 


Older AIIl 


Younger I 


Younger ! 


Younger l 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


uvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


uvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


uvium 


uvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


uvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


uvium 


uvium 


Alluvium 


uvium 


Alluvium 


Alluvium 


Alluvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

18.61 

90 

71.39 

30.00 

21.42 

0.0150 

0.1144 

26.18 

90 

63.82 

40.00 

25.53 

0.0150 

2.9136 

26.29 

90 

63.71 

40.00 

25.48 

0.0150 

12.4928 

17.53 

40 

22.47 

40.00 

8.99 

0.0300 

0.0008 

17.53 

40 

22.47 

40.00 

8.99 

0.0300 

0.0000 

17.53 

40 

22.47 

30.00 

6.74 

0.0300 

0.5149 

17.79 

40 

22.21 

40.00 

8.88 

0.0300 

0.0016 

17.79 

40 

22.21 

30.00 

6.66 

0.0300 

1.4345 

16.86 

40 

23.14 

40.00 

9.26 

0.0300 

0.3415 

16.79 

40 

23.21 

40.00 

9.28 

0.0300 

0.3847 

17.70 

40 

22.30 

30.00 

6.69 

0.0300 

0.2444 

17.46 

40 

22.54 

30.00 

6.76 

0.0300 

0.2966 

21.65 

90 

68.35 

30.00 

20.51 

0.0150 

0.0005 

21.65 

40 

18.35 

30.00 

5.51 

0.0300 

0.4203 

13.15 

40 

26.85 

30.00 

8.06 

0.0300 

0.4390 

12.23 

40 

27.77 

30.00 

8.33 

0.0300 

0.2620 

21.38 

40 

18.62 

40.00 

7.45 

0.0300 

0.3191 

21.38 

40 

18.62 

30.00 

5.59 

0.0300 

0.1833 

18.36 

40 

21.64 

40.00 

8.66 

0.0300 

0.3734 

18.36 

40 

21.64 

30.00 

6.49 

0.0300 

0.2248 

17.38 

40 

22.62 

40.00 

9.05 

0.0300 

0.4920 

17.40 

40 

22.60 

40.00 

9.04 

0.0300 

0.5468 

17.40 

40 

22.60 

30.00 

6.78 

0.0300 

0.2683 

10.25 

40 

29.75 

30.00 

8.92 

0.0300 

0.7197 

19.89 

40 

20.11 

40.00 

8.04 

0.0300 

0.3226 

20.57 

40 

19.43 

40.00 

7.77 

0.0300 

0.5253 

20.57 

40 

19.43 

30.00 

5.83 

0.0300 

0.0019 

21.02 

90 

68.98 

30.00 

20.69 

0.0150 

0.8098 

21.40 

40 

18.60 

40.00 

7.44 

0.0300 

0.3704 

21.40 

40 

18.60 

40.00 

7.44 

0.0300 

0.2538 

21.40 

40 

18.60 

30.00 

5.58 

0.0300 

0.0419 

21.32 

40 

18.68 

30.00 

5.60 

0.0300 

0.4499 

17.32 

40 

22.68 

40.00 

9.07 

0.0300 

0.6198 

19.06 

40 

20.94 

40.00 

8.37 

0.0300 

0.0054 

19.06 

40 

20.94 

30.00 

6.28 

0.0300 

0.0013 

26.08 

90 

63.92 

40.00 

25.57 

0.0150 

1.6492 

21.38 

90 

68.62 

30.00 

20.58 

0.0150 

1.6244 

18.44 

40 

21.56 

40.00 

8.62 

0.0300 

0.1495 

18.44 

40 

21.56 

30.00 

6.47 

0.0300 

0.2478 

18.84 

40 

21.16 

40.00 

8.47 

0.0300 

0.0223 

18.84 

40 

21.16 

30.00 

6.35 

0.0300 

0.4898 

18.40 

40 

21.60 

40.00 

8.64 

0.0300 

0.6542 

18.40 

40 

21.60 

30.00 

6.48 

0.0300 

0.0864 

26.25 

90 

63.75 

40.00 

25.50 

0.0150 

0.4138 

21.24 

40 

18.76 

40.00 

7.50 

0.0300 

0.2745 

21.24 

40 

18.76 

30.00 

5.63 

0.0300 

0.1118 

21.19 

40 

18.81 

40.00 

7.52 

0.0300 

0.0326 

21.19 

40 

18.81 

30.00 

5.64 

0.0300 

0.5058 

25.38 

90 

64.62 

40.00 

25.85 

0.0150 

0.1168 

21.78 

90 

68.22 

30.00 

20.46 

0.0150 

0.0251 

21.78 

40 

18.22 

30.00 

5.46 

0.0300 

0.2632 

21.96 

90 

68.04 

30.00 

20.41 

0.0150 

0.3371 

21.96 

40 

18.04 

30.00 

5.41 

0.0300 

0.1527 

21.33 

40 

18.67 

30.00 

5.60 

0.0300 

0.2756 

18.38 

40 

21.62 

40.00 

8.65 

0.0300 

0.6877 



























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



4 KLD 


4 KLM-A 


4 KLM-B 


4 KND-A 


4 SJM 


4 SKM-A 


4 SKM-B 


4 STR 


5 BD-A 


5 BD-B 


5 DOL 


5GD-A 


5 GD-B 


5 Gm 


5 H 


5 K 


5 K-A 


5 KD-A 


5 KD-B 


5 Kjd 


5 KND 


5 KNM I 


5 Kyd 


5 MD-A 


5 MD-B 


Census Code 


0801000700217200 


0801000700210000 


0801000700210100 


0801000600171000 


0801000600180200 


0801000600168700 


0801000600168800 


0801000700191500 


0801000700198100 


0801000700198800 


0801000700198700 


0801000700186300 




0801000600169000 


0801000700198600 


0801000700211800 


0801000700211700 


0801000700217000 


0801000700197300 


0801000700197400 


0801000700194900 


0801000700217300 


0801000700217400 


0801000700210400 


0801000600174900 


0801000600165200 


0801000600164300 


0801000700191900 


0801000700191800 


0803000600560900 


0801000700186500 


0801000700188700 


0803000600561400 


0801000600175600 


0801000600175200 


0801000600176300 



5 PSD-B 


0801000700193200 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Older Alluvium 

Saline 

Command 

Older Alluvium 

Saline 

Command 

Older Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Older Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Older Alluvium 


Command 

Younger Alluvium 

Saline 

Command 

Older Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Older Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 


Non-command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Older Alluvium 

Fresh 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

18.36 

40 

21.64 

40.00 

8.66 

0.0300 

0.3276 

17.85 

40 

22.15 

40.00 

8.86 

0.0300 

0.4155 

17.57 

40 

22.43 

40.00 

8.97 

0.0300 

0.3027 

17.25 

40 

22.75 

30.00 

6.83 

0.0300 

0.0313 

11.39 

40 

28.61 

30.00 

8.58 

0.0300 

0.1896 

13.55 

40 

26.45 

40.00 

10.58 

0.0300 

0.1052 

14.89 

40 

25.11 

40.00 

10.04 

0.0300 

0.4475 

20.88 

40 

19.12 

40.00 

7.65 

0.0300 

0.8118 

20.88 

40 

19.12 

30.00 

5.74 

0.0300 

0.0915 

21.64 

90 

68.36 

30.00 

20.51 

0.0150 

1.0657 

20.70 

90 

69.30 

30.00 

20.79 

0.0150 

1.4926 

20.99 

90 

69.01 

30.00 

20.70 

0.0150 

1.0050 

21.40 

40 

18.60 

40.00 

7.44 

0.0300 

0.2749 

21.40 

40 

18.60 

30.00 

5.58 

0.0300 

0.1483 

21.40 

40 

18.60 

40.00 

7.44 

0.0300 

0.0814 

21.40 

40 

18.60 

30.00 

5.58 

0.0300 

0.3165 

21.30 

40 

18.70 

40.00 

7.48 

0.0300 

0.0001 

21.30 

40 

18.70 

30.00 

5.61 

0.0300 

0.3141 

16.73 

40 

23.27 

40.00 

9.31 

0.0300 

0.1709 

16.73 

40 

23.27 

30.00 

6.98 

0.0300 

0.3294 

17.47 

40 

22.53 

40.00 

9.01 

0.0300 

0.0070 

17.47 

40 

22.53 

30.00 

6.76 

0.0300 

0.0009 

13.73 

40 

26.27 

40.00 

10.51 

0.0300 

0.0034 

21.17 

90 

68.83 

30.00 

20.65 

0.0150 

1.7961 

20.09 

40 

19.91 

40.00 

7.96 

0.0300 

0.2835 

20.09 

40 

19.91 

30.00 

5.97 

0.0300 

0.2823 

20.01 

40 

19.99 

30.00 

6.00 

0.0300 

0.4681 

18.40 

40 

21.60 

40.00 

8.64 

0.0300 

0.6637 

22.19 

90 

67.81 

30.00 

20.34 

0.0150 

0.5182 

22.19 

40 

17.81 

30.00 

5.34 

0.0300 

0.0375 

22.49 

90 

67.51 

30.00 

20.25 

0.0150 

0.8514 

21.36 

40 

18.64 

40.00 

7.46 

0.0300 

0.7892 

21.36 

40 

18.64 

30.00 

5.59 

0.0300 

0.5459 

18.36 

40 

21.64 

40.00 

8.66 

0.0300 

0.4948 

18.30 

40 

21.70 

40.00 

8.68 

0.0300 

0.4855 

17.34 

40 

22.67 

40.00 

9.07 

0.0300 

0.8060 

17.33 

40 

22.67 

40.00 

9.07 

0.0300 

0.2151 

17.33 

40 

22.67 

30.00 

6.80 

0.0300 

0.6452 

14.22 

40 

25.78 

40.00 

10.31 

0.0300 

0.0362 

14.99 

40 

25.01 

40.00 

10.00 

0.0300 

0.0330 

18.95 

40 

21.05 

40.00 

8.42 

0.0300 

0.3056 

19.52 

40 

20.48 

40.00 

8.19 

0.0300 

0.3252 

26.01 

90 

63.99 

40.00 

25.60 

0.0150 

7.6195 

21.40 

40 

18.60 

30.00 

5.58 

0.0300 

0.3637 

21.25 

40 

18.75 

40.00 

7.50 

0.0300 

0.0010 

21.25 

40 

18.75 

40.00 

7.50 

0.0300 

0.0000 

21.25 

40 

18.75 

30.00 

5.62 

0.0300 

1.1971 

23.56 

90 

66.44 

40.00 

26.57 

0.0150 

12.7970 

17.39 

40 

22.61 

40.00 

9.05 

0.0300 

0.7193 

17.33 

40 

22.67 

40.00 

9.07 

0.0300 

0.6459 

14.76 

40 

25.24 

40.00 

10.10 

0.0300 

0.6405 

14.76 

40 

25.24 

30.00 

7.57 

0.0300 

0.0037 

19.51 

40 

20.49 

40.00 

8.20 

0.0300 

0.0047 

19.51 

40 

20.49 

30.00 

6.15 

0.0300 

0.0098 

19.53 

40 

20.47 

40.00 

8.19 

0.0300 

0.0001 




































































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 



Younger 


Younger 


Younger 


Younger 


Older All 


Younger 


Younger 


Younger 


Younger 


Younger 


Younger 


Younger 


Younger 


Younger 


Younger 


Younger 


Older All 


Younger 


Younger 


Younger 


Younger 


Younger 


Younger 


Younger 


Younger 


Younger 


Younger 


Younger 


Older All 


Younger 


Younger 


Younger 


Younger 


Younger 


Younger 


Younger 


Younger 


Younger 


Younger 


Younger 


Younger 


Younger 


Younger 


Older All 


Younger 


Younger 


Older All 


Younger 


Younger 


Older All 


Younger 


Younger 


Older All 


Younger 


Older All 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


uvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


uvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


uvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


uvium 


Alluvium 


Alluvium 


uvium 


Alluvium 


Alluvium 


uvium 


Alluvium 


Alluvium 


uvium 


Alluvium 


uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

19.53 

40 

20.47 

30.00 

6.14 

0.0300 

0.0214 

19.90 

40 

20.10 

30.00 

6.03 

0.0300 

0.1687 

19.33 

40 

20.67 

30.00 

6.20 

0.0300 

0.6737 

19.75 

40 

20.25 

30.00 

6.07 

0.0300 

0.2110 

23.37 

90 

66.63 

40.00 

26.65 

0.0150 

5.0728 

21.39 

40 

18.61 

40.00 

7.44 

0.0300 

0.7600 

21.39 

40 

18.61 

30.00 

5.58 

0.0300 

0.0077 

21.40 

40 

18.60 

40.00 

7.44 

0.0300 

0.5550 

18.31 

40 

21.70 

40.00 

8.68 

0.0300 

0.6514 

18.31 

40 

21.70 

30.00 

6.51 

0.0300 

0.0808 

16.85 

40 

23.15 

40.00 

9.26 

0.0300 

0.5141 

17.31 

40 

22.69 

30.00 

6.81 

0.0300 

0.6018 

16.35 

40 

23.65 

40.00 

9.46 

0.0300 

0.8015 

16.63 

40 

23.37 

40.00 

9.35 

0.0300 

0.5830 

16.63 

40 

23.37 

30.00 

7.01 

0.0300 

0.0747 

20.19 

40 

19.81 

40.00 

7.92 

0.0300 

0.5950 

26.39 

90 

63.61 

40.00 

25.45 

0.0150 

4.8922 

21.40 

40 

18.60 

40.00 

7.44 

0.0300 

0.0234 

21.40 

40 

18.60 

30.00 

5.58 

0.0300 

0.1659 

21.40 

40 

18.60 

30.00 

5.58 

0.0300 

0.3032 

17.01 

40 

22.99 

40.00 

9.20 

0.0300 

0.2688 

17.01 

40 

22.99 

30.00 

6.90 

0.0300 

0.2059 

17.28 

40 

22.72 

40.00 

9.09 

0.0300 

0.5976 

17.28 

40 

22.72 

30.00 

6.82 

0.0300 

0.0358 

16.60 

40 

23.40 

40.00 

9.36 

0.0300 

0.6406 

20.12 

40 

19.88 

30.00 

5.96 

0.0300 

0.0672 

20.28 

40 

19.72 

30.00 

5.92 

0.0300 

0.0569 

20.47 

40 

19.53 

30.00 

5.86 

0.0300 

0.0299 

20.07 

90 

69.93 

40.00 

27.97 

0.0150 

0.7744 

20.26 

40 

19.74 

30.00 

5.92 

0.0300 

0.2991 

20.81 

40 

19.19 

30.00 

5.76 

0.0300 

0.7118 

21.40 

40 

18.60 

40.00 

7.44 

0.0300 

0.4855 

21.40 

40 

18.60 

30.00 

5.58 

0.0300 

0.0073 

21.39 

40 

18.61 

40.00 

7.44 

0.0300 

0.2883 

21.39 

40 

18.61 

30.00 

5.58 

0.0300 

0.0753 

18.24 

40 

21.76 

40.00 

8.70 

0.0300 

0.4282 

18.17 

40 

21.83 

40.00 

8.73 

0.0300 

0.3437 

16.87 

40 

23.13 

40.00 

9.25 

0.0300 

0.5637 

17.03 

40 

22.97 

30.00 

6.89 

0.0300 

0.0692 

15.28 

40 

24.72 

40.00 

9.89 

0.0300 

0.0502 

15.28 

40 

24.72 

40.00 

9.89 

0.0300 

0.1707 

21.09 

40 

18.91 

40.00 

7.57 

0.0300 

0.7009 

21.19 

40 

18.81 

40.00 

7.52 

0.0300 

0.6443 

22.21 

90 

67.79 

40.00 

27.12 

0.0150 

3.9177 

21.40 

40 

18.60 

30.00 

5.58 

0.0300 

0.4488 

21.39 

40 

18.61 

30.00 

5.58 

0.0300 

0.2902 

19.95 

90 

70.05 

30.00 

21.01 

0.0150 

1.0714 

17.46 

40 

22.54 

40.00 

9.02 

0.0300 

0.6104 

17.21 

40 

22.79 

40.00 

9.12 

0.0300 

1.0296 

21.98 

90 

68.02 

40.00 

27.21 

0.0150 

3.2566 

19.96 

40 

20.05 

30.00 

6.01 

0.0300 

0.2958 

20.37 

40 

19.63 

30.00 

5.89 

0.0300 

0.3952 

21.34 

90 

68.66 

40.00 

27.46 

0.0150 

0.1127 

21.34 

40 

18.66 

40.00 

7.46 

0.0300 

0.3651 

21.34 

90 

68.66 

30.00 

20.60 

0.0150 

0.9380 










































































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

21.34 

40 

18.66 

30.00 

5.60 

0.0300 

0.0445 

21.37 

90 

68.63 

40.00 

27.45 

0.0150 

0.3318 

21.37 

40 

18.63 

40.00 

7.45 

0.0300 

0.4300 

18.08 

40 

21.92 

40.00 

8.77 

0.0300 

0.4190 

17.95 

40 

22.05 

40.00 

8.82 

0.0300 

0.4685 

17.41 

40 

22.59 

40.00 

9.03 

0.0300 

0.3982 

17.41 

40 

22.59 

30.00 

6.78 

0.0300 

0.1492 

17.39 

40 

22.61 

40.00 

9.04 

0.0300 

0.5240 

17.39 

40 

22.61 

30.00 

6.78 

0.0300 

0.0374 

17.49 

40 

22.51 

30.00 

6.75 

0.0300 

0.3352 

16.52 

40 

23.48 

40.00 

9.39 

0.0300 

0.0220 

16.52 

40 

23.48 

30.00 

7.04 

0.0300 

0.2165 

16.49 

40 

23.52 

40.00 

9.41 

0.0300 

0.0015 

16.49 

40 

23.52 

30.00 

7.05 

0.0300 

0.2697 

20.62 

40 

19.38 

40.00 

7.75 

0.0300 

0.6523 

20.62 

40 

19.38 

30.00 

5.81 

0.0300 

0.0495 

21.39 

40 

18.61 

30.00 

5.58 

0.0300 

0.2230 

21.39 

40 

18.61 

30.00 

5.58 

0.0300 

0.2965 

24.47 

90 

65.53 

40.00 

26.21 

0.0150 

4.0079 

17.81 

40 

22.19 

40.00 

8.88 

0.0300 

0.4477 

17.81 

40 

22.19 

30.00 

6.66 

0.0300 

0.0542 

17.37 

40 

22.63 

40.00 

9.05 

0.0300 

0.8742 

20.48 

40 

19.52 

30.00 

5.86 

0.0300 

0.1662 

21.10 

40 

18.90 

30.00 

5.67 

0.0300 

0.5908 

21.04 

40 

18.96 

30.00 

5.69 

0.0300 

0.5496 

21.39 

40 

18.61 

40.00 

7.44 

0.0300 

0.2108 

21.39 

40 

18.61 

30.00 

5.58 

0.0300 

0.1228 

21.39 

40 

18.61 

40.00 

7.44 

0.0300 

0.2071 

21.39 

40 

18.61 

30.00 

5.58 

0.0300 

0.4615 

18.21 

40 

21.79 

40.00 

8.72 

0.0300 

0.2065 

18.21 

40 

21.79 

30.00 

6.54 

0.0300 

0.2381 

18.13 

40 

21.87 

40.00 

8.75 

0.0300 

0.1859 

18.13 

40 

21.87 

30.00 

6.56 

0.0300 

0.3190 

17.34 

40 

22.66 

40.00 

9.06 

0.0300 

0.7900 

17.29 

40 

22.71 

30.00 

6.81 

0.0300 

0.5795 

16.03 

40 

23.97 

30.00 

7.19 

0.0300 

0.0034 

21.07 

40 

18.93 

40.00 

7.57 

0.0300 

0.5530 

21.07 

40 

18.93 

30.00 

5.68 

0.0300 

0.0795 

21.31 

40 

18.69 

40.00 

7.47 

0.0300 

0.8514 

21.39 

40 

18.61 

30.00 

5.58 

0.0300 

0.2387 

21.38 

40 

18.62 

30.00 

5.59 

0.0300 

0.2474 

18.13 

40 

21.87 

40.00 

8.75 

0.0300 

0.3123 

17.50 

40 

22.50 

40.00 

9.00 

0.0300 

0.8570 

20.42 

40 

19.58 

40.00 

7.83 

0.0300 

0.0008 

20.42 

40 

19.58 

40.00 

7.83 

0.0300 

0.0000 

20.42 

40 

19.58 

30.00 

5.87 

0.0300 

0.9562 

20.80 

40 

19.20 

40.00 

7.68 

0.0300 

0.0006 

20.80 

40 

19.20 

30.00 

5.76 

0.0300 

0.9672 

23.70 

90 

66.30 

40.00 

26.52 

0.0150 

6.9593 

21.22 

90 

68.78 

40.00 

27.51 

0.0150 

8.5245 

20.42 

90 

69.58 

40.00 

27.83 

0.0150 

27.2776 

20.75 

90 

69.26 

40.00 

27.70 

0.0150 

2.0407 

23.80 

90 

66.20 

40.00 

26.48 

0.0150 

3.6100 

14.46 

40 

25.54 

30.00 

7.66 

0.0300 

0.0841 

14.46 

40 

25.54 

30.00 

7.66 

0.0300 

0.0687 



























































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 


1 ANM _ 

1 Arm (surjanwali) 
1 BPM 
1 Chtm 

1 CM 

1 Dlsm _ 

1 DM 

1 DO _ 

1 DSM _ 

1 FM _ 

1GD-A _ 

1GD-B _ 

1 GDM _ 

1GDSM _ 

1GM _ 

1GM-A _ 

1GM-B _ 

1JM 

1JSM _ 

1 KAM-A _ 

1 KAM-B 

1 KAM-C 

1 KD-A _ 

1 KD-B _ 

1 KHM _ 

1 KLM 

1 Km 

1 KPD-A 

1 KPD-B _ 

1 Lkd 

1 LM _ 

1 MGM 

1 MLD-A _ 

1 MLD-B _ 

1 MLK-A _ 

1 MLK-B _ 

1 MLK-C _ 

1 MM _ 

1 Mmwm 
1 ND 

1 NM 

1 NSM _ 

1 NWM 


Village 

Area, 

sq.km 


Zone (Fresh 
/ Saline) 


Type of Area 
(Command / Non¬ 
command) 


0801000700205700 _ 17.60 Saline Command 

Command 

0803000700567100 ~ 29.64 Saline Command 

0801000900285300 _ 2.39 Saline Command 

0803000700567200 _ 31.61 Saline Command 

Non-command 

0801000900297500 ~ 1.72 Saline Command 

0803000700565200 _ 9.29 Saline Command 

Non-command 

0801000800238000 ~ 14.04 Saline Command 

0801000900297300 _ 5.68 Saline Command 

0801000600183500 _ 3.68 Saline Command 

0801000700221100 _ 4.11 Saline Command 

0801000700217700 _ 1.75 Saline Command 

0801000700217600 _ 1.77 Saline Command 

0801000900285600 _ 1.53 Saline Command 

0801000900283800 _ 2.29 Saline Command 

0801000900285000 _ 1.77 Saline Command 

0801000700209600 1.63 Saline Command 

0801000700209900 ~ 2.27 7Tesh Command 

Saline Command 

0801000600181500 ~ 2.65 Saline Command 

0801000700219700 _ 1.99 Saline Command 

0801000600167000 _ 1.30 Saline Command 

Command 

0801000600178100 ~ 1.97 Saline Command 

Command 

0801000600178200 ~ 1.59 Saline Command 

0801000700192200 _ 2.07 Fresh Command 

0801000700192100 _ 1.52 Fresh Command 

0801000700205000 3.87 Saline Command 

Command 

0801000700199200 ~ 3.50 Saline Command 

Command 

0801000700221600 ~ 2.60 Saline Command 

0803000700566300 _ 19.57 Saline Non-command 

0801000700199500 _ 2.09 Saline Command 

0801000700199600 _ 4.26 Saline Command 

Command 

0803000300520800 ~ 7.38 Fresh Command 

0801000600177700 _ 2.63 Saline Command 

0801000900284800 _ 1.31 Saline Command 

0801000700204900 _ 2.91 Saline Command 

0801000700209300 _ 2.30 Saline Command 

0801000700209200 _ 1.79 Saline Command 

0801000700223600 _ 3.22 Saline Command 

0801000700223700 3.63 Saline Command 

0801000700223800 ~ 1.59 Saline Command 

0801000700224800 _ 3.35 Saline Command 

0803000700568000 _ 42.88 Saline Command 

0801000600167100 _ 1.53 Saline Command 

Command 

0801000600183600 2.93 Saline Command 

0801000600181900 ~ 3.16 Saline Command 

0801000600176700 2.79 Fresh Command 


Hydrogeological Unit 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Tertiary Sandstone 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

13.67 

90 

76.33 

30.00 

22.90 

0.0150 

1.9847 

13.67 

40 

26.33 

30.00 

7.90 

0.0300 

2.8009 

15.70 

90 

74.30 

40.00 

29.72 

0.0150 

13.2138 

4.27 

45 

40.73 

30.00 

12.22 

0.0300 

0.4142 

23.59 

90 

66.41 

40.00 

26.56 

0.0150 

8.8008 

23.59 

90 

66.41 

40.00 

26.56 

0.0150 

3.7953 

2.92 

45 

42.08 

30.00 

12.62 

0.0300 

0.6499 

16.24 

90 

73.76 

30.00 

22.13 

0.0150 

1.3925 

16.24 

90 

73.76 

30.00 

22.13 

0.0150 

1.6913 

10.09 

40 

29.91 

30.00 

8.97 

0.0300 

3.7794 

6.98 

45 

38.02 

30.00 

11.40 

0.0300 

0.7607 

10.55 

40 

29.45 

30.00 

8.83 

0.0300 

0.9746 

16.18 

40 

23.82 

30.00 

7.15 

0.0300 

0.8821 

18.35 

40 

21.65 

30.00 

6.49 

0.0300 

0.0831 

18.26 

40 

21.74 

30.00 

6.52 

0.0300 

0.0792 

6.76 

45 

38.24 

30.00 

11.47 

0.0300 

0.2332 

8.00 

45 

37.00 

30.00 

11.10 

0.0300 

0.2023 

3.09 

45 

41.91 

30.00 

12.57 

0.0300 

0.6674 

18.02 

40 

21.98 

30.00 

6.59 

0.0300 

0.0695 

17.73 

40 

22.27 

40.00 

8.91 

0.0300 

0.0676 

17.73 

40 

22.27 

30.00 

6.68 

0.0300 

0.0000 

9.87 

40 

30.13 

30.00 

9.04 

0.0300 

0.7185 

13.71 

40 

26.29 

30.00 

7.89 

0.0300 

0.4207 

13.99 

40 

26.01 

30.00 

7.80 

0.0300 

0.1642 

13.99 

40 

26.01 

30.00 

7.80 

0.0300 

0.1404 

13.42 

40 

26.58 

30.00 

7.98 

0.0300 

0.1002 

13.42 

40 

26.58 

30.00 

7.98 

0.0300 

0.3721 

12.67 

40 

27.33 

30.00 

8.20 

0.0300 

0.3913 

17.32 

40 

22.69 

40.00 

9.07 

0.0300 

0.0126 

18.03 

40 

21.97 

40.00 

8.79 

0.0300 

0.0173 

9.15 

90 

80.85 

30.00 

24.25 

0.0150 

1.3256 

9.15 

40 

30.85 

30.00 

9.25 

0.0300 

0.0640 

21.18 

90 

68.82 

30.00 

20.64 

0.0150 

0.0131 

21.18 

40 

18.82 

30.00 

5.64 

0.0300 

0.4053 

13.96 

40 

26.04 

30.00 

7.81 

0.0300 

0.6092 

19.15 

90 

70.85 

30.00 

21.26 

0.0150 

6.2379 

20.64 

40 

19.36 

30.00 

5.81 

0.0300 

0.3646 

19.13 

90 

70.87 

30.00 

21.26 

0.0150 

0.0092 

19.13 

40 

20.87 

30.00 

6.26 

0.0300 

0.7950 

25.47 

100 

74.53 

35.00 

26.09 

0.0100 

1.9247 

12.58 

40 

27.42 

30.00 

8.23 

0.0300 

0.1856 

2.42 

45 

42.58 

30.00 

12.77 

0.0300 

0.5021 

8.98 

90 

81.02 

30.00 

24.31 

0.0150 

1.0595 

18.25 

40 

21.75 

30.00 

6.52 

0.0300 

0.4504 

18.00 

40 

22.00 

30.00 

6.60 

0.0300 

0.3546 

15.30 

40 

24.70 

30.00 

7.41 

0.0300 

0.7163 

13.56 

40 

26.44 

30.00 

7.93 

0.0300 

0.8629 

12.87 

40 

27.13 

30.00 

8.14 

0.0300 

0.3885 

13.40 

40 

26.60 

30.00 

7.98 

0.0300 

0.8023 

19.07 

90 

70.93 

40.00 

28.37 

0.0150 

9.6718 

13.70 

40 

26.30 

30.00 

7.89 

0.0300 

0.0009 

13.70 

40 

26.30 

30.00 

7.89 

0.0300 

0.3391 

10.56 

40 

29.44 

30.00 

8.83 

0.0300 

0.7750 

9.27 

40 

30.73 

30.00 

9.22 

0.0300 

0.8742 

9.07 

40 

30.93 

40.00 

12.37 

0.0300 

0.0371 









































































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 


1 PM 
1 PM I 
1 PM II 
1 PSD-A 
1 PSD-B 

1 RJM 

1 RKM-A 
1 RKM-B 
1 RSM 
1 Sid 
1 STY-A 
1 STY-B 
1 TSM 

10 DP 
10 Gm 


Village 

Area, 

sq.km 


Zone (Fresh 
/ Saline) 


Type of Area 
(Command / Non¬ 
command) 


Saline 


Command 


0801000700221200 


5.51 


Saline 


Command 


0801000700206300 


6.93 


Saline 


Command 


0801000700206200 


1.31 


Saline 


Command 


0801000700192300 _ 1.32 Fresh Command 

0801000700192400 _ 1.22 Fresh Command 

Saline Command 

0801000700203100 ~ 3.22 Saline Command 

Command 

0801000700206400 2.20 Saline Command 


0801000700206500 2.88 Saline Command 

0801000700225900 4.79 Saline Command 


0803000700565100 _ 11.28 Saline Command 

0801000700223500 1.44 Saline Command 


0801000700223400 _ 5.09 Saline Command 

0801000800238400 _ 6.54 Saline Command 

Command 

0801000700220900 6.85 Saline Command 


0801000800239300 

5.03 

Saline 

Command 

0803000700566000 

9.59 

Saline 

Command 


10 KPD 

0801000700200400 

6.92 

10 KWM 

0801000700225200 

10.27 

10 LM-A 

0801000600176900 

1.98 


10 LM-B 

0801000600176800 

1.94 

10 MC 

0801000900296700 

7.60 


10 MLD 0801000700207500 1.90 


10 ND 

0801000600182400 

2.15 

10 RJD 

0801000700202600 

4.23 

10 RJM 

0801000700203800 

1.44 

10 SM 

0801000700222300 

3.93 

10 ZWM 

0801000700222900 

3.80 

11 ARM 

0801000700202400 

5.00 

11 GM 

0801000900284600 

1.87 

11 KPD 

0801000700200600 

9.95 

11 LM 

0801000600179700 

2.01 

11 Mkd 

0803000300519800 

2.58 

11 MLD 

0801000700207400 

2.42 


11 ND 

0801000600182600 

3.69 

11 RJD 

0801000700202700 

3.53 


11 SM 

0801000700221900 

4.26 

11 ZWM 

0801000700223000 

3.15 

11,12 KWM 

0801000700226100 

6.43 

11,12 RJM 

0801000700203900 

6.06 

12 GM 

0801000800239500 

11.31 

12 KPD-A 

0801000700200500 

5.33 

12 KPD-B 

0801000700200700 

3.68 

12 Lkd 

0803000700568100 

23.11 

12 LM 

0801000600181800 

1.87 

12 MLD-A 

0801000700207300 

2.45 



Command 

Saline 

Command 

Saline 

Command 

Fresh 

Command 

Saline 

Command 

Saline 

Command 

Saline 

Command 


Non-command 

Fresh 

Command 

Saline 

Command 

Saline 

Command 

Saline 

Command 

Saline 

Command 

Saline 

Command 

Saline 

Command 

Saline 

Command 

Saline 

Command 

Saline 

Command 

Saline 

Command 

Fresh 

Command 

Fresh 

Command 

Saline 

Command 

Saline 

Command 

Saline 

Command 


Command 

Saline 

Command 

Saline 

Command 

Saline 

Command 

Saline 

Command 

Saline 

Command 

Saline 

Command 

Saline 

Command 

Saline 

Command 

Saline 

Command 

Fresh 

Command 


Hydrogeological Unit 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Tertiary Sandstone 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

9.07 

40 

30.93 

30.00 

9.28 

0.0300 

0.0573 

16.90 

40 

23.10 

30.00 

6.93 

0.0300 

1.1453 

12.96 

40 

27.04 

30.00 

8.11 

0.0300 

1.6878 

15.66 

40 

24.34 

30.00 

7.30 

0.0300 

0.2860 

16.78 

40 

23.22 

40.00 

9.29 

0.0300 

0.2358 

17.73 

40 

22.27 

40.00 

8.91 

0.0300 

0.1590 

17.73 

40 

22.27 

30.00 

6.68 

0.0300 

0.0072 

8.90 

90 

81.10 

30.00 

24.33 

0.0150 

0.3391 

8.90 

40 

31.10 

30.00 

9.33 

0.0300 

0.6420 

15.52 

40 

24.48 

30.00 

7.35 

0.0300 

0.4856 

14.17 

40 

25.83 

30.00 

7.75 

0.0300 

0.6688 

8.93 

40 

31.07 

30.00 

9.32 

0.0300 

1.3391 

8.13 

90 

81.87 

30.00 

24.56 

0.0150 

4.1576 

16.02 

40 

23.98 

30.00 

7.20 

0.0300 

0.3118 

15.60 

40 

24.40 

30.00 

7.32 

0.0300 

1.1171 

9.32 

90 

80.68 

30.00 

24.21 

0.0150 

0.7358 

9.32 

40 

30.68 

30.00 

9.21 

0.0300 

1.2453 

15.53 

40 

24.47 

30.00 

7.34 

0.0300 

1.5094 

9.65 

40 

30.35 

30.00 

9.11 

0.0300 

0.7224 

16.44 

90 

73.56 

30.00 

22.07 

0.0150 

0.5687 

16.44 

110 

93.56 

30.00 

28.07 

0.0200 

4.4217 

14.61 

90 

75.39 

30.00 

22.62 

0.0150 

2.3489 

10.88 

40 

29.12 

30.00 

8.74 

0.0300 

2.6908 

8.94 

40 

31.06 

40.00 

12.42 

0.0300 

0.1482 

8.94 

40 

31.06 

30.00 

9.32 

0.0300 

0.4383 

8.90 

40 

31.10 

30.00 

9.33 

0.0300 

0.5296 

25.34 

45 

19.66 

30.00 

5.90 

0.0300 

0.0600 

25.34 

45 

19.66 

30.00 

5.90 

0.0300 

0.0004 

16.30 

40 

23.70 

40.00 

9.48 

0.0300 

0.5301 

16.30 

40 

23.70 

30.00 

7.11 

0.0300 

0.0069 

10.70 

40 

29.30 

30.00 

8.79 

0.0300 

0.5656 

10.00 

90 

80.00 

30.00 

24.00 

0.0150 

1.5232 

9.08 

40 

30.92 

30.00 

9.28 

0.0300 

0.4012 

15.08 

40 

24.92 

30.00 

7.48 

0.0300 

0.8813 

14.24 

40 

25.76 

30.00 

7.73 

0.0300 

0.8818 

11.21 

90 

78.79 

30.00 

23.64 

0.0150 

1.7719 

3.90 

45 

41.10 

30.00 

12.33 

0.0300 

0.6910 

19.20 

90 

70.80 

30.00 

21.24 

0.0150 

2.4578 

8.90 

40 

31.10 

30.00 

9.33 

0.0300 

0.5552 

19.70 

100 

80.30 

35.00 

28.11 

0.0100 

0.7237 

15.35 

40 

24.65 

40.00 

9.86 

0.0300 

0.0284 

15.35 

40 

24.65 

30.00 

7.40 

0.0300 

0.5151 

10.09 

40 

29.91 

30.00 

8.97 

0.0300 

0.9936 

8.80 

90 

81.20 

30.00 

24.36 

0.0150 

0.4461 

8.80 

40 

31.20 

30.00 

9.36 

0.0300 

0.6476 

15.83 

40 

24.17 

30.00 

7.25 

0.0300 

0.9269 

13.60 

40 

26.40 

30.00 

7.92 

0.0300 

0.7474 

9.21 

40 

30.79 

30.00 

9.24 

0.0300 

1.7823 

9.84 

40 

30.16 

30.00 

9.05 

0.0300 

1.6437 

9.42 

40 

30.58 

30.00 

9.17 

0.0300 

3.0956 

17.93 

90 

72.07 

30.00 

21.62 

0.0150 

1.7282 

18.73 

90 

71.27 

30.00 

21.38 

0.0150 

0.8905 

18.86 

90 

71.14 

40.00 

28.46 

0.0150 

0.4527 

9.01 

40 

30.99 

30.00 

9.30 

0.0300 

0.5226 

16.01 

40 

23.99 

40.00 

9.59 

0.0300 

0.5927 















































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Tertiary Sandstone 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

16.01 

40 

23.99 

30.00 

7.20 

0.0300 

0.0839 

14.59 

40 

25.41 

40.00 

10.16 

0.0300 

0.0564 

14.59 

40 

25.41 

30.00 

7.62 

0.0300 

0.7829 

10.23 

40 

29.77 

30.00 

8.93 

0.0300 

0.8854 

10.05 

90 

79.95 

30.00 

23.98 

0.0150 

1.3461 

16.82 

90 

73.18 

30.00 

21.95 

0.0150 

2.5218 

16.82 

110 

93.18 

30.00 

27.95 

0.0200 

7.0839 

14.98 

40 

25.02 

30.00 

7.51 

0.0300 

0.5848 

13.67 

40 

26.33 

30.00 

7.90 

0.0300 

0.8408 

9.36 

40 

30.64 

30.00 

9.19 

0.0300 

1.5107 

19.25 

90 

70.75 

40.00 

28.30 

0.0150 

0.0244 

9.66 

40 

30.34 

30.00 

9.10 

0.0300 

0.6397 

8.91 

40 

31.09 

30.00 

9.33 

0.0300 

0.6705 

13.41 

40 

26.59 

30.00 

7.98 

0.0300 

0.4021 

15.41 

40 

24.59 

40.00 

9.83 

0.0300 

0.2233 

15.41 

40 

24.59 

30.00 

7.38 

0.0300 

0.5052 

9.44 

90 

80.56 

30.00 

24.17 

0.0150 

1.1073 

14.64 

40 

25.36 

30.00 

7.61 

0.0300 

1.5960 

10.31 

40 

29.69 

30.00 

8.91 

0.0300 

0.0019 

10.37 

40 

29.63 

30.00 

8.89 

0.0300 

0.1834 

9.43 

40 

30.57 

30.00 

9.17 

0.0300 

1.3069 

9.11 

40 

30.89 

30.00 

9.27 

0.0300 

0.7694 

12.57 

40 

27.43 

30.00 

8.23 

0.0300 

0.3527 

13.75 

40 

26.25 

30.00 

7.87 

0.0300 

1.1509 

9.52 

90 

80.48 

30.00 

24.15 

0.0150 

0.8779 

15.50 

40 

24.50 

30.00 

7.35 

0.0300 

0.2752 

9.74 

40 

30.26 

30.00 

9.08 

0.0300 

1.4798 

9.76 

40 

30.24 

30.00 

9.07 

0.0300 

0.6523 

10.99 

40 

29.01 

30.00 

8.70 

0.0300 

0.3870 

8.97 

40 

31.03 

30.00 

9.31 

0.0300 

0.4204 

10.57 

90 

79.43 

30.00 

23.83 

0.0150 

1.2818 

14.09 

40 

25.91 

30.00 

7.77 

0.0300 

1.7738 

10.90 

40 

29.10 

30.00 

8.73 

0.0300 

0.3134 

9.37 

40 

30.63 

30.00 

9.19 

0.0300 

4.5360 

12.35 

40 

27.65 

30.00 

8.30 

0.0300 

2.2421 

9.19 

40 

30.81 

30.00 

9.24 

0.0300 

0.1389 

11.73 

90 

78.27 

30.00 

23.48 

0.0150 

0.8468 

9.32 

90 

80.68 

30.00 

24.20 

0.0150 

2.2219 

9.32 

40 

30.68 

30.00 

9.20 

0.0300 

3.4683 

10.57 

40 

29.43 

30.00 

8.83 

0.0300 

0.8921 

9.49 

40 

30.51 

30.00 

9.15 

0.0300 

1.6338 

12.07 

90 

77.93 

30.00 

23.38 

0.0150 

1.1719 

11.78 

40 

28.22 

30.00 

8.47 

0.0300 

0.4447 

10.22 

40 

29.78 

30.00 

8.94 

0.0300 

1.3184 

16.52 

100 

83.48 

35.00 

29.22 

0.0100 

1.0874 

14.29 

90 

75.71 

30.00 

22.71 

0.0150 

0.9043 

14.51 

40 

25.49 

30.00 

7.65 

0.0300 

0.0202 

11.86 

40 

28.14 

30.00 

8.44 

0.0300 

0.8114 

9.83 

40 

30.17 

30.00 

9.05 

0.0300 

0.7537 

16.74 

90 

73.26 

30.00 

21.98 

0.0150 

1.9755 

14.16 

40 

25.84 

30.00 

7.75 

0.0300 

0.0575 

16.66 

90 

73.34 

30.00 

22.00 

0.0150 

1.4823 

16.66 

40 

23.34 

30.00 

7.00 

0.0300 

0.0492 

10.17 

45 

34.83 

30.00 

10.45 

0.0300 

0.0133 

2.72 

45 

42.28 

30.00 

12.69 

0.0300 

0.5105 






























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



2 KLM-B 


2 KM 


2 KPD-A 


2 KPD-B 


2 LM 


2 LM -A 


2 LM -B 


2 MGM-A 


2 MGM-B 


2 MLD-A 


2 MLD-B 


2 MLK-A 


2 MLK-B 


2 ND-A 


2 ND-B 


2 NM 


2 NSM 


2 NWM 


2 PM 


2 PM ll-A 


2 PM ll-B 


2 PSD-A 


2 RKM-A 


2 RKM-B 


2 Rm(465 Rd) 


2 RSM 


2 STY 


2,3 RJM 


20 AS 


Census Code 


0801000900297400 


0801000700219600 


0803000700564700 


0801000800238100 


0801000900297600 


0801000700194500 


0801000600183700 


0801000700221000 


0801000700217900 


0801000900285500 


0801000900285700 


0801000800238600 


0801000900296900 


0801000600180000 


0801000700219800 


0801000600178400 


0801000700205300 


0801000700199100 


0801000700199000 


0801000700221500 


0801000700199300 


0801000700199400 


0801000900284900 


0801000600177600 


0801000600177500 


0801000700204800 


0801000700204700 


0801000700209500 


0801000700209400 


0801000700224000 


0801000700223900 


0801000600177800 


0801000600177900 


0801000600183300 


0801000600182700 


0801000600176600 


0801000700221300 


0801000700206000 


0801000700206100 


0801000700192500 



Zone (Fresh 
/ Saline) 


0801000700206700 


0801000700206600 


0803000700565300 


0801000700225800 


0801000700223300 


0801000700203200 


0801000600166900 


2.85 Sali 


4.17 Sali 


4.04 Sali 


5.42 Sali 


3.79 Sali 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Older Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Older Alluvium 

Command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Younger Alluvium 

Command 

Older Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Older Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

5.48 

45 

39.52 

30.00 

11.86 

0.0300 

0.5804 

14.37 

40 

25.63 

30.00 

7.69 

0.0300 

0.0714 

7.49 

90 

82.51 

30.00 

24.75 

0.0150 

2.7634 

9.50 

40 

30.50 

30.00 

9.15 

0.0300 

2.8853 

2.34 

45 

42.66 

30.00 

12.80 

0.0300 

0.6765 

21.18 

40 

18.82 

30.00 

5.65 

0.0300 

0.1093 

10.63 

40 

29.37 

30.00 

8.81 

0.0300 

1.3124 

15.04 

40 

24.96 

30.00 

7.49 

0.0300 

3.5106 

18.39 

40 

21.61 

30.00 

6.48 

0.0300 

0.0375 

4.91 

45 

40.09 

30.00 

12.03 

0.0300 

0.8849 

5.40 

45 

39.60 

30.00 

11.88 

0.0300 

1.0023 

9.28 

90 

80.72 

30.00 

24.22 

0.0150 

2.1926 

23.40 

45 

21.60 

30.00 

6.48 

0.0300 

0.0127 

23.40 

90 

66.60 

30.00 

19.98 

0.0150 

0.0403 

23.40 

45 

21.60 

30.00 

6.48 

0.0300 

0.2612 

9.45 

40 

30.55 

30.00 

9.17 

0.0300 

0.0896 

13.87 

40 

26.13 

30.00 

7.84 

0.0300 

0.9798 

12.84 

40 

27.16 

30.00 

8.15 

0.0300 

0.1468 

12.84 

40 

27.16 

30.00 

8.15 

0.0300 

0.7552 

11.41 

90 

78.59 

30.00 

23.58 

0.0150 

1.9153 

21.28 

90 

68.72 

30.00 

20.62 

0.0150 

0.0253 

21.28 

40 

18.72 

30.00 

5.62 

0.0300 

0.0503 

21.19 

90 

68.81 

30.00 

20.64 

0.0150 

0.0281 

14.88 

40 

25.12 

30.00 

7.54 

0.0300 

0.6151 

21.01 

40 

18.99 

30.00 

5.70 

0.0300 

0.2430 

20.67 

40 

19.33 

30.00 

5.80 

0.0300 

0.2453 

2.99 

45 

42.01 

30.00 

12.60 

0.0300 

1.0208 

11.99 

40 

28.01 

30.00 

8.40 

0.0300 

0.1130 

11.49 

40 

28.51 

30.00 

8.55 

0.0300 

0.0719 

8.69 

90 

81.31 

30.00 

24.39 

0.0150 

0.9806 

8.55 

90 

81.45 

30.00 

24.43 

0.0150 

0.2085 

8.55 

40 

31.45 

30.00 

9.43 

0.0300 

0.9281 

18.28 

40 

21.72 

30.00 

6.52 

0.0300 

0.5461 

18.11 

40 

21.89 

30.00 

6.57 

0.0300 

0.3741 

13.81 

40 

26.19 

30.00 

7.86 

0.0300 

0.5358 

12.55 

40 

27.45 

30.00 

8.24 

0.0300 

0.2741 

13.51 

40 

26.49 

30.00 

7.95 

0.0300 

0.0329 

12.89 

40 

27.11 

30.00 

8.13 

0.0300 

0.1737 

9.98 

40 

30.02 

30.00 

9.01 

0.0300 

1.1041 

9.39 

40 

30.61 

30.00 

9.18 

0.0300 

0.8162 

9.04 

40 

30.96 

30.00 

9.29 

0.0300 

0.2120 

16.03 

40 

23.97 

30.00 

7.19 

0.0300 

0.9097 

11.81 

40 

28.19 

30.00 

8.46 

0.0300 

1.0966 

12.32 

40 

27.68 

30.00 

8.30 

0.0300 

2.0936 

16.04 

40 

23.96 

40.00 

9.58 

0.0300 

0.0960 

16.04 

40 

23.96 

30.00 

7.19 

0.0300 

0.2629 

16.47 

40 

23.53 

40.00 

9.41 

0.0300 

0.0107 

16.47 

40 

23.53 

30.00 

7.06 

0.0300 

0.7669 

12.07 

40 

27.93 

30.00 

8.38 

0.0300 

1.3330 

12.05 

40 

27.95 

30.00 

8.39 

0.0300 

1.0671 

13.79 

90 

76.21 

30.00 

22.86 

0.0150 

5.5877 

8.94 

40 

31.06 

30.00 

9.32 

0.0300 

0.5930 

15.54 

40 

24.46 

30.00 

7.34 

0.0300 

2.1853 

8.77 

40 

31.23 

30.00 

9.37 

0.0300 

0.8910 

14.69 

40 

25.31 

30.00 

7.59 

0.0300 

0.2788 

























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 




3 LM 


3 MGM 


3 MLD-A 


3 MLD-B 


3 MLK-A 


3 MLK-B 


3 MLK-C 


3 MLK-D 


3 ND 


3 NM 


3 PM 


Census Code 


0801000700224900 


0801000600181300 


0801000700201500 


0801000700219200 


0801000700219100 


0801000700201400 


0801000700219000 


0801000700218900 


0801000700201300 


0801000700218800 


0801000700201200 


0801000700218700 


0801000700218600 


0801000700218500 


0801000700201100 


0801000700218400 


0801000700200900 


0801000700218300 


0801000700201000 


0803000300519000 


0801000700218200 


0801000700200800 


0801000700218100 


0801000700218000 


0801000700210900 


0801000700211000 


0801000900297800 


0801000600183800 


0801000900284000 


0801000700210200 


0801000800238700 


0801000600180100 


0801000600178300 


0801000700205100 


0801000700198900 


0801000700221700 


0801000700199700 



0801000600179100 


0801000700204600 


0801000700209100 


0801000700209000 


0801000700224700 


0801000700224400 


0801000700224600 


0801000700224500 


0801000600178000 


0801000600183200 


0801000700221400 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Older Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Older Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Older Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Older Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Older Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Older Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Older Alluvium 

Fresh 

Command 

Tertiary Sandstone 




2.76 Saline 


2.85 Saline 


1.84 Saline 


3.32 Saline 


6.95 Saline 


2.70 Saline 




Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Non-command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Vindhyan Sandstone 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

13.20 

40 

26.80 

30.00 

8.04 

0.0300 

0.5093 

11.47 

40 

28.53 

30.00 

8.56 

0.0300 

1.7258 

17.55 

90 

72.45 

30.00 

21.74 

0.0150 

2.1047 

15.39 

40 

24.61 

30.00 

7.38 

0.0300 

0.2241 

16.10 

40 

23.90 

30.00 

7.17 

0.0300 

0.3306 

12.92 

90 

77.08 

30.00 

23.12 

0.0150 

0.7938 

17.08 

40 

22.92 

30.00 

6.88 

0.0300 

0.2979 

17.60 

40 

22.40 

30.00 

6.72 

0.0300 

0.2844 

14.00 

90 

76.00 

30.00 

22.80 

0.0150 

1.3295 

17.10 

40 

22.90 

30.00 

6.87 

0.0300 

0.2440 

16.94 

90 

73.06 

30.00 

21.92 

0.0150 

0.4310 

17.91 

40 

22.09 

30.00 

6.63 

0.0300 

0.0922 

18.26 

40 

21.74 

30.00 

6.52 

0.0300 

0.1073 

18.37 

40 

21.63 

30.00 

6.49 

0.0300 

0.2067 

15.98 

90 

74.02 

30.00 

22.21 

0.0150 

1.3370 

18.23 

40 

21.77 

30.00 

6.53 

0.0300 

0.3180 

17.88 

90 

72.12 

30.00 

21.64 

0.0150 

0.6759 

18.34 

40 

21.67 

30.00 

6.50 

0.0300 

0.1863 

17.47 

90 

72.53 

30.00 

21.76 

0.0150 

1.4848 

39.78 

100 

60.22 

35.00 

21.08 

0.0100 

0.0910 

39.78 

130 

90.22 

35.00 

31.58 

0.0030 

0.2646 

18.39 

40 

21.61 

30.00 

6.48 

0.0300 

0.1288 

18.61 

90 

71.39 

30.00 

21.42 

0.0150 

1.9451 

17.53 

40 

22.47 

30.00 

6.74 

0.0300 

2.8443 

18.29 

40 

21.71 

30.00 

6.51 

0.0300 

0.6195 

16.86 

40 

23.14 

40.00 

9.26 

0.0300 

0.0689 

16.79 

40 

23.21 

40.00 

9.28 

0.0300 

0.1949 

2.44 

45 

42.56 

30.00 

12.77 

0.0300 

0.9345 

9.88 

40 

30.12 

30.00 

9.04 

0.0300 

3.3028 

8.60 

45 

36.40 

30.00 

10.92 

0.0300 

1.7501 

17.38 

40 

22.62 

40.00 

9.05 

0.0300 

0.1102 

5.75 

90 

84.25 

30.00 

25.28 

0.0150 

9.3314 

5.75 

40 

34.25 

30.00 

10.28 

0.0300 

0.0593 

5.75 

90 

84.25 

30.00 

25.28 

0.0150 

1.5609 

10.25 

40 

29.75 

30.00 

8.92 

0.0300 

0.0192 

11.96 

40 

28.04 

30.00 

8.41 

0.0300 

0.7195 

9.06 

90 

80.94 

30.00 

24.28 

0.0150 

0.3203 

9.06 

40 

30.94 

30.00 

9.28 

0.0300 

0.2677 

21.02 

90 

68.98 

30.00 

20.69 

0.0150 

0.2195 

13.35 

40 

26.65 

30.00 

7.99 

0.0300 

1.6658 

19.42 

90 

70.58 

30.00 

21.17 

0.0150 

0.5365 

19.42 

40 

20.58 

30.00 

6.17 

0.0300 

0.1877 

13.69 

90 

76.31 

30.00 

22.89 

0.0150 

2.8447 

13.69 

110 

96.31 

30.00 

28.89 

0.0200 

4.9495 

10.97 

40 

29.03 

30.00 

8.71 

0.0300 

0.5746 

8.53 

40 

31.47 

30.00 

9.44 

0.0300 

1.5264 

17.57 

40 

22.43 

30.00 

6.73 

0.0300 

0.5401 

17.55 

40 

22.45 

30.00 

6.74 

0.0300 

0.1885 

11.58 

40 

28.42 

30.00 

8.53 

0.0300 

0.5433 

10.70 

40 

29.30 

30.00 

8.79 

0.0300 

1.5802 

11.80 

40 

28.20 

30.00 

8.46 

0.0300 

1.1320 

10.40 

40 

29.60 

30.00 

8.88 

0.0300 

1.1140 

12.82 

40 

27.18 

30.00 

8.15 

0.0300 

0.7966 

10.86 

40 

29.14 

30.00 

8.74 

0.0300 

1.8629 

15.05 

40 

24.95 

30.00 

7.49 

0.0300 

1.5506 

























































































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Tertiary Sandstone 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

14.47 

40 

25.53 

30.00 

7.66 

0.0300 

0.6561 

18.45 

40 

21.55 

40.00 

8.62 

0.0300 

0.2835 

18.45 

40 

21.55 

30.00 

6.46 

0.0300 

0.1163 

19.06 

40 

20.94 

40.00 

8.37 

0.0300 

0.1654 

19.06 

40 

20.94 

30.00 

6.28 

0.0300 

0.4220 

17.13 

90 

72.87 

30.00 

21.86 

0.0150 

4.9646 

23.67 

90 

66.33 

30.00 

19.90 

0.0150 

0.2509 

23.67 

45 

21.33 

30.00 

6.40 

0.0300 

0.0209 

11.57 

40 

28.43 

30.00 

8.53 

0.0300 

1.9731 

16.54 

90 

73.46 

30.00 

22.04 

0.0150 

0.1473 

16.54 

110 

93.46 

30.00 

28.04 

0.0200 

12.1840 

9.38 

40 

30.62 

30.00 

9.18 

0.0300 

1.2734 

15.31 

90 

74.69 

40.00 

29.88 

0.0150 

6.7604 

31.75 

90 

58.25 

40.00 

23.30 

0.0150 

0.2559 

3.40 

45 

41.60 

30.00 

12.48 

0.0300 

0.5024 

16.90 

45 

28.10 

30.00 

8.43 

0.0300 

0.0251 

16.90 

45 

28.10 

30.00 

8.43 

0.0300 

0.0637 

15.48 

40 

24.52 

30.00 

7.36 

0.0300 

0.3528 

16.08 

40 

23.92 

30.00 

7.18 

0.0300 

0.6184 

16.91 

40 

23.09 

30.00 

6.93 

0.0300 

0.6068 

16.81 

90 

73.19 

30.00 

21.96 

0.0150 

0.3328 

16.81 

90 

73.19 

30.00 

21.96 

0.0150 

1.1234 

16.81 

100 

83.19 

30.00 

24.96 

0.0100 

0.0684 

21.33 

40 

18.67 

30.00 

5.60 

0.0300 

0.0000 

8.02 

90 

81.98 

30.00 

24.59 

0.0150 

6.4887 

8.02 

90 

81.98 

30.00 

24.59 

0.0150 

3.1845 

6.89 

45 

38.11 

30.00 

11.43 

0.0300 

1.1606 

2.29 

90 

87.71 

30.00 

26.31 

0.0150 

1.7408 

2.29 

45 

42.71 

30.00 

12.81 

0.0300 

0.8663 

2.29 

90 

87.71 

30.00 

26.31 

0.0150 

0.8284 

16.67 

90 

73.33 

30.00 

22.00 

0.0150 

3.2236 

16.67 

90 

73.33 

30.00 

22.00 

0.0150 

0.3806 

11.39 

40 

28.61 

30.00 

8.58 

0.0300 

0.5578 

10.83 

40 

29.17 

30.00 

8.75 

0.0300 

1.1470 

10.08 

90 

79.92 

30.00 

23.98 

0.0150 

0.7282 

10.08 

40 

29.92 

30.00 

8.98 

0.0300 

0.0033 

14.16 

40 

25.84 

30.00 

7.75 

0.0300 

1.8556 

20.65 

90 

69.35 

30.00 

20.80 

0.0150 

0.8330 

20.65 

40 

19.35 

30.00 

5.80 

0.0300 

0.2037 

10.58 

40 

29.42 

30.00 

8.83 

0.0300 

0.2392 

8.79 

40 

31.21 

30.00 

9.36 

0.0300 

1.2761 

17.90 

40 

22.10 

30.00 

6.63 

0.0300 

0.2164 

17.69 

40 

22.31 

30.00 

6.69 

0.0300 

0.4467 

17.80 

40 

22.20 

30.00 

6.66 

0.0300 

0.3325 

17.47 

40 

22.53 

40.00 

9.01 

0.0300 

0.1173 

17.47 

40 

22.53 

30.00 

6.76 

0.0300 

0.2033 

12.18 

40 

27.82 

30.00 

8.34 

0.0300 

0.3415 

11.96 

40 

28.04 

30.00 

8.41 

0.0300 

0.2779 

11.98 

40 

28.02 

30.00 

8.41 

0.0300 

0.6189 

10.31 

40 

29.69 

30.00 

8.91 

0.0300 

1.0715 

16.31 

40 

23.69 

30.00 

7.11 

0.0300 

0.9760 

16.29 

40 

23.71 

30.00 

7.11 

0.0300 

0.8992 

18.50 

90 

71.50 

40.00 

28.60 

0.0150 

5.4232 

9.16 

40 

30.84 

30.00 

9.25 

0.0300 

0.7211 

12.67 

90 

77.33 

30.00 

23.20 

0.0150 

0.0008 



























































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 


4 SSM 

4 ZWM 
415 Sm 

5 Awm (a) 
5 CM 


Village 

Area, 

sq.km 


Zone (Fresh 
/ Saline) 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


0801000600180900 

5.57 

Saline 

Command 

0801000700222400 

5.78 

Saline 

Command 

0803000700563900 

7.11 

Saline 

Command 

0803000700567700 

17.21 

Saline 

Command 

0801000900298000 

5.30 

Saline 

Command 


Command 


Non-command 


5 DD 

0801000700220200 

2.96 

5 Dim 

0803000700565700 

6.34 


5 DOL 

0801000700194900 

7.13 

5 GDM 

0801000900284200 

3.86 

5 Gm 

0801000800238800 

8.57 


Non-command 


Saline 

Command 

Saline 

Command 


Non-command 

Saline 

Command 

Saline 

Command 

Saline 

Command 


Command 


0803000700566100 20.03 Saline Command 


5 JM _ 

5 KAM _ 

5 KD-A _ 

5 KD-B _ 

5 KHM _ 

5 KPD 

5 KWSM _ 

5 LM _ 

5 MGM _ 

5 MLD-A _ 

5 MLD-B _ 

5 MLK _ 

5 ND _ 

5 NM _ 

5 PSD-A _ 

5 PSD-B _ 

5 PSD-C _ 

5 RJM _ 

5 RSM _ 

5 SSM _ 

5,6 KWM _ 

6 BKM _ 

6 DP _ 

6 GDM _ 

6 GM _ 

6 JM 

6 KAM _ 

6 KAM (CAD PURV) 

6 KD _ 

6 KHM _ 

6 KPD 
6 Kpm 


0801000600181400 

0801000600178700 

0801000700191900 

0801000700191800 

0801000700205400 

0801000700199900 

0801000700226600 

0801000600179200 

0801000700204400 

0801000700208500 

0801000700208400 

0801000700224300 

0801000600178900 

0801000600181200 

0801000700193100 

0801000700193200 

0801000700193300 

0801000700203400 

0801000700225700 

0801000600181000 

0801000700226400 

0801000900283300 

0801000700220300 

0801000900284100 

0801000700210300 

0801000800238900 

0801000600180300 

0801000600178600 

0801000600178500 

0801000700191200 

0801000700205500 

0801000700200000 

0803000700564400 



2.71 

3.89 

2.22 

3.65 

2.44 

1.23 

6.41 

5.98 

10.48 

0.71 

0.86 

2.96 

2.07 

2.83 

5.13 

10.03 

7.64 

1.28 

2.08 

3.31 

3.01 

4.15 

3.93 

3.74 

2.54 

3.73 




Command 

Saline 

Command 

Saline 

Command 

Fresh 

Command 

Fresh 

Command 

Saline 

Command 


Command 

Saline 

Command 

Saline 

Command 

Saline 

Command 

Saline 

Command 

Saline 

Command 

Saline 

Command 

Saline 

Command 

Saline 

Command 

Saline 

Command 

Saline 

Command 

Saline 

Command 

Saline 

Command 

Saline 

Command 

Saline 

Command 

Saline 

Command 

Saline 

Command 

Saline 

Command 

Saline 

Command 

Saline 

Command 

Fresh 

Command 

Saline 

Command 

Saline 

Command 

Saline 

Command 

Saline 

Command 

Fresh 

Command 

Saline 

Command 


Command 

Saline 

Command 

Saline 

Command 


Command 

Saline 

Command 


6 LM -A 


0801000600179300 


1.49 Saline 


Hydrogeological Unit 



Older AIIl 


Younger ! 


Younger / 


Younger ! 


Older AIIl 


Older AIIl 


Younger / 


Older AIIl 


Younger !■ 


Younger ! 


Older AIIl 


Older AIIl 


Younger I 


Younger ! 


Older AIIl 


Younger ! 


Older AIIl 


Younger ! 


Younger l 


Younger t 


Younger !■ 


Younger ! 


Older AIIl 


Younger t 


Older AIIl 


Younger ! 


Younger l 


Younger t 


Younger I 


Younger ! 


Younger l 


Younger t 


Younger !■ 


Younger ! 


Younger l 


Younger t 


Younger !■ 


Younger ! 


Younger l 


Younger t 


Younger !■ 


Younger ! 


Younger l 


Younger t 


Younger !■ 


Younger ! 


Younger l 


Younger i 


Younger !■ 


Older AIIl 


Younger / 


Older AIIl 


Alluvium 


Alluvium 


Alluvium 


uvium 


uvium 


Alluvium 


uvium 


Alluvium 


Alluvium 


uvium 


uvium 


Alluvium 


Alluvium 


uvium 


Alluvium 


uvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


uvium 


Alluvium 


uvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


uvium 


Alluvium 


uvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.67 

90 

77.33 

30.00 

23.20 

0.0150 

2.0309 

12.95 

40 

27.05 

30.00 

8.12 

0.0300 

1.3570 

15.76 

40 

24.24 

30.00 

7.27 

0.0300 

1.2616 

14.78 

110 

95.22 

30.00 

28.57 

0.0200 

4.0614 

30.22 

90 

59.78 

40.00 

23.91 

0.0150 

0.0000 

9.52 

90 

80.48 

30.00 

24.14 

0.0150 

0.5601 

9.52 

45 

35.48 

30.00 

10.64 

0.0300 

0.3652 

9.52 

90 

80.48 

30.00 

24.14 

0.0150 

0.6108 

9.52 

45 

35.48 

30.00 

10.64 

0.0300 

0.2447 

16.18 

40 

23.82 

30.00 

7.15 

0.0300 

0.6351 

16.75 

90 

73.25 

30.00 

21.97 

0.0150 

0.4655 

16.75 

90 

73.25 

30.00 

21.97 

0.0150 

1.6256 

21.36 

40 

18.64 

30.00 

5.59 

0.0300 

0.0589 

7.14 

45 

37.86 

30.00 

11.36 

0.0300 

1.1641 

6.42 

90 

83.58 

30.00 

25.08 

0.0150 

0.3566 

6.42 

40 

33.58 

30.00 

10.08 

0.0300 

2.3023 

16.95 

90 

73.05 

30.00 

21.91 

0.0150 

5.9312 

16.95 

110 

93.05 

30.00 

27.91 

0.0200 

1.1079 

10.76 

40 

29.24 

30.00 

8.77 

0.0300 

0.7596 

9.78 

40 

30.22 

30.00 

9.07 

0.0300 

0.7485 

18.95 

40 

21.05 

40.00 

8.42 

0.0300 

0.0461 

19.52 

40 

20.48 

40.00 

8.19 

0.0300 

0.1017 

10.70 

90 

79.30 

30.00 

23.79 

0.0150 

0.6665 

10.70 

40 

29.30 

30.00 

8.79 

0.0300 

0.0663 

20.46 

90 

69.54 

30.00 

20.86 

0.0150 

0.8478 

12.52 

40 

27.48 

30.00 

8.24 

0.0300 

0.9634 

10.15 

40 

29.85 

30.00 

8.95 

0.0300 

0.5966 

8.93 

40 

31.07 

30.00 

9.32 

0.0300 

1.0214 

16.76 

40 

23.24 

30.00 

6.97 

0.0300 

0.5095 

16.14 

40 

23.86 

30.00 

7.16 

0.0300 

0.2637 

10.41 

40 

29.59 

30.00 

8.88 

0.0300 

1.7064 

11.06 

40 

28.94 

30.00 

8.68 

0.0300 

1.5567 

11.62 

40 

28.38 

30.00 

8.51 

0.0300 

2.6754 

19.51 

40 

20.49 

30.00 

6.15 

0.0300 

0.1170 

19.53 

40 

20.47 

30.00 

6.14 

0.0300 

0.1374 

19.90 

40 

20.10 

30.00 

6.03 

0.0300 

0.3670 

8.97 

40 

31.03 

30.00 

9.31 

0.0300 

0.5775 

9.27 

40 

30.73 

30.00 

9.22 

0.0300 

0.7839 

14.00 

40 

26.00 

30.00 

7.80 

0.0300 

1.2007 

10.38 

40 

29.62 

30.00 

8.89 

0.0300 

2.6734 

8.03 

45 

36.97 

30.00 

11.09 

0.0300 

0.4041 

17.88 

40 

22.12 

30.00 

6.64 

0.0300 

0.2541 

4.98 

45 

40.02 

30.00 

12.01 

0.0300 

0.7476 

16.85 

40 

23.15 

40.00 

9.26 

0.0300 

0.4041 

8.55 

40 

31.45 

30.00 

9.44 

0.0300 

0.8533 

11.77 

40 

28.23 

30.00 

8.47 

0.0300 

1.0543 

9.47 

40 

30.53 

30.00 

9.16 

0.0300 

1.0796 

9.96 

40 

30.04 

30.00 

9.01 

0.0300 

1.0109 

20.19 

40 

19.81 

40.00 

7.92 

0.0300 

0.0087 

9.53 

90 

80.47 

30.00 

24.14 

0.0150 

0.2676 

9.53 

40 

30.47 

30.00 

9.14 

0.0300 

0.8209 

18.96 

90 

71.04 

30.00 

21.31 

0.0150 

1.3109 

11.98 

90 

78.02 

30.00 

23.41 

0.0150 

0.6599 

11.98 

110 

98.02 

30.00 

29.41 

0.0200 

4.8834 

9.63 

40 

30.37 

30.00 

9.11 

0.0300 

0.4086 








































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



6 LM -B 


6 MGM 


6 MLD-A 


6 MLD-B 


6 ND 


6 PSD-A 


6 PSD-B 


6 PSD-C 


6 RJM 


6 ZWM 


7 ARM 


7 DD-A 


7 DD-B 


7 GDM 


7 GM 



7 KPD 


7 KWM 


7 LM-A 


7 LM-B 


7 MGM 


7 MLD-A 


7 MLD-B 


7 MLD-C 


7 ND 


7 PSD-A 


7 PSD-B 


7 RJM 


7 Sid (a) 


7 ZWM 


8 DD-A 


8 DD-B 


8 GM 


8 JM 


8 KD 


8 KPD 


8 KWM 


8 KWSM 


8 LM -A 


8 LM -B 


8 MGM 


8 MLD-A 


8 MLD-B 


8 ND 


8 PSD-A 


8 PSD-B 


8 RJD 


8 RJM 


8 SM 


8 ZWM 


Census Code 


0801000600179400 


0801000700204300 


0801000700208300 


0801000700208200 


0801000600182100 


0801000700193400 


0801000700193500 


0801000700193600 


0801000700203500 


0801000700222500 


0801000700202500 


0801000700220400 


0801000700220500 


0801000900284400 


0801000700210500 


0801000800239000 


0801000600180400 


0801000700205600 


0801000700200100 


0801000700226500 


0801000600177300 


0801000600177200 


0801000700204200 


0801000700208100 


0801000700208000 


0801000700207900 


0801000600182200 


0801000700193700 


0801000700193800 


0801000700203300 


0803000700564200 


0801000700222600 


0801000700220600 


0801000700220700 


0801000800239100 


0801000600180500 


0801000700191100 


0801000700200200 


0801000700226200 


0801000700226700 


0801000600179500 


0801000600179600 


0801000700204100 


0801000700207800 


0801000700207700 


0801000600182300 


0801000700194100 


0801000700194200 


0801000700202800 


0801000700203600 


0801000700222100 


0801000700222700 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Older Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Older Alluvium 


Command 

Younger Alluvium 

Saline 

Command 

Older Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Older Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Older Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Older Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

9.41 

40 

30.59 

30.00 

9.18 

0.0300 

0.3483 

8.73 

40 

31.27 

30.00 

9.38 

0.0300 

1.4502 

17.16 

40 

22.84 

30.00 

6.85 

0.0300 

0.5372 

16.90 

40 

23.10 

40.00 

9.24 

0.0300 

0.0055 

16.90 

40 

23.10 

30.00 

6.93 

0.0300 

0.3660 

11.31 

40 

28.69 

30.00 

8.61 

0.0300 

0.5019 

20.12 

40 

19.88 

30.00 

5.96 

0.0300 

0.2428 

20.28 

40 

19.72 

30.00 

5.92 

0.0300 

0.2988 

20.47 

40 

19.53 

30.00 

5.86 

0.0300 

0.1617 

8.78 

40 

31.22 

30.00 

9.37 

0.0300 

1.3661 

15.80 

40 

24.20 

30.00 

7.26 

0.0300 

0.3386 

12.59 

90 

77.41 

30.00 

23.22 

0.0150 

1.7909 

17.77 

40 

22.23 

30.00 

6.67 

0.0300 

0.2608 

17.75 

40 

22.26 

30.00 

6.68 

0.0300 

0.3467 

5.72 

45 

39.28 

30.00 

11.78 

0.0300 

0.8791 

16.87 

40 

23.13 

40.00 

9.25 

0.0300 

0.0049 

8.75 

40 

31.25 

30.00 

9.38 

0.0300 

2.3474 

12.57 

40 

27.43 

30.00 

8.23 

0.0300 

0.9025 

10.50 

90 

79.50 

30.00 

23.85 

0.0150 

0.0178 

10.50 

40 

29.50 

30.00 

8.85 

0.0300 

0.9380 

19.95 

90 

70.05 

30.00 

21.01 

0.0150 

2.3770 

10.87 

40 

29.13 

30.00 

8.74 

0.0300 

1.0511 

9.95 

40 

30.05 

30.00 

9.02 

0.0300 

0.1081 

9.66 

40 

30.34 

30.00 

9.10 

0.0300 

0.0637 

9.66 

40 

30.34 

30.00 

9.10 

0.0300 

1.2044 

15.74 

40 

24.26 

30.00 

7.28 

0.0300 

0.3264 

15.57 

40 

24.43 

30.00 

7.33 

0.0300 

0.2609 

15.46 

40 

24.54 

30.00 

7.36 

0.0300 

0.5690 

11.18 

40 

28.82 

30.00 

8.65 

0.0300 

0.7885 

17.45 

40 

22.55 

30.00 

6.77 

0.0300 

0.2560 

17.19 

40 

22.81 

30.00 

6.84 

0.0300 

0.3184 

8.67 

40 

31.33 

30.00 

9.40 

0.0300 

1.1206 

16.82 

90 

73.18 

30.00 

21.96 

0.0150 

2.3170 

15.31 

40 

24.69 

30.00 

7.41 

0.0300 

1.1653 

17.97 

40 

22.03 

30.00 

6.61 

0.0300 

0.3173 

17.92 

40 

22.08 

30.00 

6.62 

0.0300 

0.4081 

9.20 

40 

30.80 

30.00 

9.24 

0.0300 

1.0767 

12.23 

40 

27.77 

30.00 

8.33 

0.0300 

1.9268 

20.62 

40 

19.38 

40.00 

7.75 

0.0300 

0.1120 

18.43 

90 

71.57 

30.00 

21.47 

0.0150 

0.6171 

10.46 

40 

29.54 

30.00 

8.86 

0.0300 

0.6212 

14.85 

40 

25.15 

30.00 

7.55 

0.0300 

1.2600 

9.23 

40 

30.77 

30.00 

9.23 

0.0300 

0.3536 

9.05 

40 

30.95 

30.00 

9.29 

0.0300 

0.5647 

9.51 

40 

30.49 

30.00 

9.15 

0.0300 

2.2053 

16.84 

40 

23.16 

40.00 

9.27 

0.0300 

0.3702 

16.84 

40 

23.16 

30.00 

6.95 

0.0300 

0.1242 

16.55 

40 

23.45 

40.00 

9.38 

0.0300 

0.2170 

11.01 

40 

28.99 

30.00 

8.70 

0.0300 

0.6067 

18.95 

40 

21.05 

30.00 

6.31 

0.0300 

0.6578 

20.48 

40 

19.52 

30.00 

5.86 

0.0300 

0.7627 

12.15 

90 

77.85 

30.00 

23.35 

0.0150 

1.2799 

8.68 

40 

31.32 

30.00 

9.39 

0.0300 

1.3297 

16.24 

40 

23.76 

30.00 

7.13 

0.0300 

0.2415 

14.81 

40 

25.19 

30.00 

7.56 

0.0300 

0.9831 







































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



9 Chtm 


9 DD 


9 GM 


9 KPD 


9 KWM 


9 KWSM 


9 LM-A 


9 MGM 


9 Mkd 


9 MLD 


9 ND 


9 ND-A 


9 PSD-A 


9 PSD-B 


9 RJD 


9 RJM 


9 SM 


9 ZWM 


Adsisar 


Ajeetmana 


Alauda 


Amarsar 


Arjanotpura 


Asrasar 


Baderan 


Bayla 


Beer Sangreu 


Beermana 


Bhaderan 


Bhadwan 


Bhandsar 


Bheekhnera 


Bhojawas 


Census Code 


0803000700567400 


0801000700220800 


0801000800239200 


0801000700200300 


0801000700226300 


0801000700226800 


0801000600177100 


0801000700204000 


0803000300519900 


0801000700207600 


0801000600182500 


0801000600182000 


0801000700193900 


0801000700194000 


0801000700202900 


0801000700203700 


0801000700222200 


0801000700222800 


0804000300610100 


0803000300514200 


0803000300514700 


0804000300615000 


0801000900283900 


0803000300510400 


0803000300513000 


0804000300610800 


0803000300519700 


0803000300513700 


0803000300519100 


0803000300516000 


0803000700564600 


0803000300513400 


0803000300515100 



Zone (Fresh 
/ Saline) 






Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Command 

Older Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Older Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Tertiary Sandstone 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Older Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Older Alluvium 

Command 

Tertiary Sandstone 

Command 

Vindhyan Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Tertiary Sandstone 

Non-command 

Older Alluvium 

Non-command 

Tertiary Sandstone 

Non-command 

Younger Alluvium 

Command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Vindhyan Sandstone 

Command 

Tertiary Sandstone 

Command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Command 

Tertiary Sandstone 

Command 

Vindhyan Sandstone 

Command 

Tertiary Sandstone 

Command 

Vindhyan Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

19.41 

90 

70.59 

40.00 

28.24 

0.0150 

5.4233 

17.70 

40 

22.30 

30.00 

6.69 

0.0300 

0.7852 

9.27 

40 

30.73 

30.00 

9.22 

0.0300 

1.4532 

16.65 

90 

73.35 

30.00 

22.00 

0.0150 

2.6162 

9.27 

40 

30.73 

30.00 

9.22 

0.0300 

1.2862 

12.69 

40 

27.31 

30.00 

8.19 

0.0300 

1.6983 

9.29 

40 

30.71 

40.00 

12.29 

0.0300 

0.1326 

9.29 

40 

30.71 

30.00 

9.21 

0.0300 

0.1199 

9.07 

40 

30.93 

40.00 

12.37 

0.0300 

0.1239 

9.07 

40 

30.93 

30.00 

9.28 

0.0300 

0.0268 

10.46 

40 

29.54 

30.00 

8.86 

0.0300 

1.4477 

17.87 

100 

82.13 

35.00 

28.75 

0.0100 

1.9894 

15.72 

40 

24.29 

40.00 

9.71 

0.0300 

0.0094 

15.72 

40 

24.29 

30.00 

7.29 

0.0300 

0.4503 

10.36 

40 

29.64 

30.00 

8.89 

0.0300 

0.5194 

10.23 

40 

29.77 

30.00 

8.93 

0.0300 

0.7473 

17.26 

40 

22.74 

30.00 

6.82 

0.0300 

0.6008 

17.46 

40 

22.54 

30.00 

6.76 

0.0300 

0.8519 

10.73 

90 

79.27 

30.00 

23.78 

0.0150 

1.2999 

10.73 

40 

29.27 

30.00 

8.78 

0.0300 

1.2285 

8.78 

40 

31.22 

30.00 

9.37 

0.0300 

0.9491 

15.94 

40 

24.06 

30.00 

7.22 

0.0300 

0.2510 

14.76 

40 

25.24 

30.00 

7.57 

0.0300 

1.4351 

55.78 

155 

99.22 

40.00 

39.69 

0.0200 

39.1932 

66.45 

130 

63.55 

30.00 

19.06 

0.0030 

0.6925 

63.83 

130 

66.17 

30.00 

19.85 

0.0030 

0.6652 

55.08 

155 

99.92 

40.00 

39.97 

0.0200 

15.8265 

9.10 

45 

35.90 

30.00 

10.77 

0.0300 

1.0051 

32.72 

90 

57.28 

30.00 

17.18 

0.0150 

0.9126 

41.37 

100 

58.63 

30.00 

17.59 

0.0100 

0.3827 

41.37 

130 

88.63 

30.00 

26.59 

0.0030 

1.6185 

41.37 

100 

58.63 

30.00 

17.59 

0.0100 

0.0535 

41.37 

130 

88.63 

30.00 

26.59 

0.0030 

2.3915 

42.31 

90 

47.69 

30.00 

14.31 

0.0150 

1.0666 

42.31 

100 

57.69 

30.00 

17.31 

0.0100 

2.4030 

27.88 

90 

62.12 

30.00 

18.64 

0.0150 

5.1397 

27.88 

100 

72.12 

30.00 

21.64 

0.0100 

0.7205 

62.02 

155 

92.98 

40.00 

37.19 

0.0200 

12.5083 

23.89 

100 

76.11 

35.00 

26.64 

0.0100 

0.8966 

23.89 

100 

76.11 

35.00 

26.64 

0.0100 

0.0016 

23.89 

100 

76.11 

30.00 

22.83 

0.0100 

1.3928 

23.89 

100 

76.11 

30.00 

22.83 

0.0100 

1.1924 

55.24 

130 

74.76 

30.00 

22.43 

0.0030 

1.4138 

26.79 

100 

73.21 

35.00 

25.62 

0.0100 

0.7132 

26.79 

130 

103.21 

35.00 

36.12 

0.0030 

2.8508 

58.00 

130 

72.00 

30.00 

21.60 

0.0030 

0.7082 

8.44 

90 

81.56 

30.00 

24.47 

0.0150 

10.4020 

8.44 

90 

81.56 

30.00 

24.47 

0.0150 

15.6762 

41.38 

130 

88.62 

30.00 

26.59 

0.0030 

2.0960 

49.17 

130 

80.83 

30.00 

24.25 

0.0030 

0.1380 

49.17 

130 

80.83 

30.00 

24.25 

0.0030 

0.6572 

26.30 

100 

73.70 

35.00 

25.79 

0.0100 

1.5101 

26.30 

130 

103.70 

35.00 

36.29 

0.0030 

0.4492 

26.30 

100 

73.70 

30.00 

22.11 

0.0100 

0.5762 

26.30 

130 

103.70 

30.00 

31.11 

0.0030 

0.0832 
















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Younger Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Younger Alluvium 


Tertiary Sandstone 


Older Alluvium 


Older Alluvium 


Tertiary Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Younger Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Younger Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Tertiary Sandstone 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Older Alluvium 


Younger Alluvium 


Tertiary Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Olrlor A II i i\/ii im 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

2.22 

90 

87.78 

30.00 

26.33 

0.0150 

1.5750 

2.22 

45 

42.78 

30.00 

12.83 

0.0300 

0.6447 

66.07 

130 

63.93 

30.00 

19.18 

0.0030 

2.1150 

48.77 

130 

81.23 

35.00 

28.43 

0.0030 

1.3401 

48.77 

130 

81.23 

35.00 

28.43 

0.0030 

0.0030 

45.93 

130 

84.07 

35.00 

29.43 

0.0030 

0.2730 

45.93 

130 

84.07 

30.00 

25.22 

0.0030 

0.0092 

66.37 

90 

23.63 

40.00 

9.45 

0.0150 

0.3197 

61.52 

155 

93.48 

40.00 

37.39 

0.0200 

0.2902 

61.10 

100 

38.90 

35.00 

13.61 

0.0100 

3.9889 

29.47 

90 

60.53 

40.00 

24.21 

0.0150 

26.7058 

29.47 

90 

60.53 

40.00 

24.21 

0.0150 

23.9725 

29.47 

90 

60.53 

30.00 

18.16 

0.0150 

0.0006 

44.97 

130 

85.03 

30.00 

25.51 

0.0030 

0.3433 

44.97 

130 

85.03 

30.00 

25.51 

0.0030 

2.8948 

42.23 

130 

87.77 

30.00 

26.33 

0.0030 

1.1496 

42.23 

130 

87.77 

30.00 

26.33 

0.0030 

0.4201 

10.41 

40 

29.59 

30.00 

8.88 

0.0300 

0.3522 

9.37 

90 

80.63 

30.00 

24.19 

0.0150 

0.0441 

9.37 

40 

30.63 

30.00 

9.19 

0.0300 

1.6134 

48.71 

100 

51.29 

35.00 

17.95 

0.0100 

0.0026 

48.71 

100 

51.29 

35.00 

17.95 

0.0100 

3.9184 

50.64 

100 

49.36 

35.00 

17.28 

0.0100 

2.4965 

50.64 

100 

49.36 

35.00 

17.28 

0.0100 

1.1282 

52.42 

180 

127.58 

35.00 

44.65 

0.0100 

5.7325 

52.42 

155 

102.58 

40.00 

41.03 

0.0200 

11.4742 

28.34 

100 

71.66 

35.00 

25.08 

0.0100 

3.2706 

28.34 

100 

71.66 

35.00 

25.08 

0.0100 

10.3598 

58.34 

130 

71.66 

35.00 

25.08 

0.0030 

0.3316 

54.58 

130 

75.42 

35.00 

26.40 

0.0030 

0.0413 

54.58 

130 

75.42 

30.00 

22.63 

0.0030 

0.0136 

56.17 

130 

73.83 

35.00 

25.84 

0.0030 

0.0085 

56.17 

130 

73.83 

30.00 

22.15 

0.0030 

0.3785 

58.23 

130 

71.77 

35.00 

25.12 

0.0030 

0.4015 

16.42 

90 

73.58 

30.00 

22.07 

0.0150 

4.4057 

16.42 

110 

93.58 

30.00 

28.07 

0.0200 

2.2739 

53.67 

130 

76.33 

30.00 

22.90 

0.0030 

1.1700 

61.10 

90 

28.90 

40.00 

11.56 

0.0150 

1.5697 

61.10 

100 

38.90 

35.00 

13.62 

0.0100 

7.2944 

61.10 

110 

48.90 

40.00 

19.56 

0.0200 

7.0972 

53.95 

155 

101.05 

40.00 

40.42 

0.0200 

52.9312 

20.02 

90 

69.98 

30.00 

20.99 

0.0150 

3.0223 

20.02 

90 

69.98 

30.00 

20.99 

0.0150 

10.1809 

33.42 

90 

56.58 

30.00 

16.97 

0.0150 

0.3866 

9.30 

90 

80.70 

30.00 

24.21 

0.0150 

2.3162 

22.18 

100 

77.82 

35.00 

27.24 

0.0100 

12.8343 

22.18 

130 

107.82 

35.00 

37.74 

0.0030 

0.1345 

22.18 

100 

77.82 

35.00 

27.24 

0.0100 

0.7021 

29.45 

90 

60.55 

30.00 

18.16 

0.0150 

6.7136 

9.48 

45 

35.52 

30.00 

10.66 

0.0300 

0.8639 

47.77 

100 

52.23 

30.00 

15.67 

0.0100 

3.3856 

56.89 

130 

73.11 

35.00 

25.59 

0.0030 

0.1111 

56.89 

130 

73.11 

35.00 

25.59 

0.0030 

1.0050 

3.95 

90 

86.05 

30.00 

25.81 

0.0150 

0.8354 

3.95 

90 

86.05 

30.00 

25.81 

0.0150 

0.7994 






























































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Younger Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Younger Alluvium 


Older Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Younger Alluvium 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Younger Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Younger Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Younger Alluvium 


Vindhyan Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Younger Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Tertiary Sandstone 


Vindhyan Sandstone 


Younger Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

64.96 

155 

90.04 

40.00 

36.01 

0.0200 

3.2981 

53.41 

130 

76.59 

35.00 

26.81 

0.0030 

0.4293 

53.41 

130 

76.59 

35.00 

26.81 

0.0030 

0.1661 

61.89 

110 

48.11 

40.00 

19.24 

0.0200 

0.1795 

27.62 

90 

62.38 

30.00 

18.71 

0.0150 

2.9811 

49.45 

100 

50.55 

35.00 

17.69 

0.0100 

0.7568 

56.83 

100 

43.17 

35.00 

15.11 

0.0100 

3.8509 

56.83 

110 

53.17 

40.00 

21.27 

0.0200 

0.7583 

49.03 

100 

50.97 

35.00 

17.84 

0.0100 

1.1777 

49.03 

130 

80.97 

35.00 

28.34 

0.0030 

0.2253 

49.59 

100 

50.41 

35.00 

17.64 

0.0100 

1.5960 

55.00 

100 

45.00 

35.00 

15.75 

0.0100 

0.0310 

55.00 

100 

45.00 

35.00 

15.75 

0.0100 

11.0515 

47.78 

100 

52.22 

35.00 

18.28 

0.0100 

3.5412 

47.78 

100 

52.22 

35.00 

18.28 

0.0100 

0.0905 

14.49 

40 

25.51 

30.00 

7.65 

0.0300 

0.8463 

32.56 

130 

97.44 

35.00 

34.10 

0.0030 

0.7368 

32.56 

130 

97.44 

30.00 

29.23 

0.0030 

1.8776 

32.56 

130 

97.44 

30.00 

29.23 

0.0030 

1.1794 

52.15 

180 

127.85 

35.00 

44.75 

0.0100 

1.2790 

52.15 

155 

102.85 

40.00 

41.14 

0.0200 

39.3656 

17.37 

100 

82.63 

35.00 

28.92 

0.0100 

5.1399 

17.37 

100 

82.63 

35.00 

28.92 

0.0100 

2.5461 

54.79 

155 

100.21 

40.00 

40.08 

0.0200 

9.4011 

63.45 

130 

66.55 

30.00 

19.96 

0.0030 

0.8329 

54.13 

180 

125.87 

35.00 

44.06 

0.0100 

0.0533 

54.13 

180 

125.87 

35.00 

44.06 

0.0100 

3.2539 

54.13 

155 

100.87 

40.00 

40.35 

0.0200 

13.3713 

60.86 

90 

29.14 

40.00 

11.66 

0.0150 

0.5449 

9.86 

90 

80.14 

30.00 

24.04 

0.0150 

16.6642 

9.86 

90 

80.14 

30.00 

24.04 

0.0150 

1.0945 

57.08 

130 

72.92 

35.00 

25.52 

0.0030 

0.1400 

57.08 

130 

72.92 

30.00 

21.87 

0.0030 

0.2271 

64.81 

130 

65.19 

30.00 

19.56 

0.0030 

1.4521 

57.57 

130 

72.43 

35.00 

25.35 

0.0030 

0.2436 

57.57 

130 

72.43 

30.00 

21.73 

0.0030 

0.5656 

56.86 

130 

73.14 

30.00 

21.94 

0.0030 

2.6872 

53.19 

155 

101.81 

40.00 

40.72 

0.0200 

3.7936 

41.70 

100 

58.30 

35.00 

20.41 

0.0100 

3.2719 

41.70 

100 

58.30 

35.00 

20.41 

0.0100 

7.5156 

59.17 

90 

30.83 

40.00 

12.33 

0.0150 

2.1058 

59.17 

110 

50.83 

40.00 

20.33 

0.0200 

0.0206 

13.89 

90 

76.11 

30.00 

22.83 

0.0150 

1.0965 

13.89 

90 

76.11 

30.00 

22.83 

0.0150 

5.2786 

42.84 

90 

47.16 

30.00 

14.15 

0.0150 

0.1537 

42.84 

100 

57.16 

30.00 

17.15 

0.0100 

0.6791 

42.84 

130 

87.16 

30.00 

26.15 

0.0030 

0.5014 

9.66 

40 

30.34 

30.00 

9.10 

0.0300 

0.6218 

15.71 

90 

74.29 

30.00 

22.29 

0.0150 

3.7069 

67.76 

130 

62.24 

30.00 

18.67 

0.0030 

1.5913 

33.09 

90 

56.91 

30.00 

17.07 

0.0150 

0.0001 

56.63 

130 

73.37 

30.00 

22.01 

0.0030 

0.6630 

38.51 

130 

91.49 

30.00 

27.45 

0.0030 

0.8737 

38.51 

130 

91.49 

30.00 

27.45 

0.0030 

0.9244 

62.01 

155 

92.99 

40.00 

37.20 

0.0200 

8.2838 





































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Younger Alluvium 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 


Older Alluvium 


Tertiary Sandstone 


Vindhyan Sandstone 


Younger Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Younger Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Younger Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Younger Alluvium 


Younger Alluvium 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Younger Alluvium 


Tertiary Sandstone 


Younger Alluvium 


Vindhyan Sandstone 


Tertiary Sandstone 



1.84 


46.19 


17.73 


2.44 


0.99 


26.30 


27.88 


4.38 


27.13 


53.02 


13.32 


464.05 


553.10 


289.51 


4.69 


26.45 


5.30 


12.54 


7.91 


1.00 


16.09 


23.77 


21.78 


6.39 


0.01 


24.33 


4.79 


0.05 


12.38 


2.05 


3.24 


1.61 


0.26 


0.04 


8.26 


4.08 


0.01 


29.30 


2.74 


21.85 


15.71 


20.35 


0.95 


16.71 


3.88 


0.66 


4.45 


2.90 


0.00 


14.27 


53.47 


24.38 


14.71 


25.49 


15.39 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.85 

40 

27.15 

30.00 

8.14 

0.0300 

0.4497 

47.94 

100 

52.06 

35.00 

18.22 

0.0100 

8.4172 

47.94 

130 

82.06 

35.00 

28.72 

0.0030 

1.5275 

47.94 

100 

52.06 

35.00 

18.22 

0.0100 

0.4446 

47.94 

130 

82.06 

35.00 

28.72 

0.0030 

0.0852 

26.17 

90 

63.83 

30.00 

19.15 

0.0150 

7.5530 

26.17 

100 

73.83 

30.00 

22.15 

0.0100 

6.1751 

37.53 

100 

62.47 

30.00 

18.74 

0.0100 

0.8210 

37.53 

90 

52.47 

30.00 

15.74 

0.0150 

6.4067 

37.53 

100 

62.47 

30.00 

18.74 

0.0100 

9.9365 

31.37 

90 

58.63 

30.00 

17.59 

0.0150 

3.5152 

31.37 

90 

58.63 

30.00 

17.59 

0.0150 

122.4316 

31.37 

100 

68.63 

30.00 

20.59 

0.0100 

113.8767 

31.37 

130 

98.63 

30.00 

29.59 

0.0030 

25.6987 

62.91 

155 

92.09 

40.00 

36.83 

0.0200 

3.4553 

16.86 

100 

83.14 

35.00 

29.10 

0.0100 

7.6962 

16.86 

100 

83.14 

35.00 

29.10 

0.0100 

1.5422 

53.18 

180 

126.82 

35.00 

44.39 

0.0100 

5.5670 

53.18 

155 

101.82 

40.00 

40.73 

0.0200 

6.4408 

42.05 

100 

57.95 

35.00 

20.28 

0.0100 

0.2029 

42.05 

100 

57.95 

35.00 

20.28 

0.0100 

3.2628 

47.33 

100 

52.67 

30.00 

15.80 

0.0100 

3.7558 

47.33 

130 

82.67 

30.00 

24.80 

0.0030 

1.6202 

66.26 

155 

88.74 

40.00 

35.50 

0.0200 

4.5344 

35.40 

100 

64.60 

35.00 

22.61 

0.0100 

0.0024 

35.40 

100 

64.60 

30.00 

19.38 

0.0100 

4.7145 

35.40 

130 

94.60 

30.00 

28.38 

0.0030 

0.4076 

35.40 

100 

64.60 

30.00 

19.38 

0.0100 

0.0092 

65.23 

130 

64.77 

30.00 

19.43 

0.0030 

0.7218 

14.87 

40 

25.13 

30.00 

7.54 

0.0300 

0.4645 

9.59 

40 

30.41 

30.00 

9.12 

0.0300 

0.8876 

14.56 

40 

25.44 

30.00 

7.63 

0.0300 

0.3692 

22.83 

45 

22.17 

30.00 

6.65 

0.0300 

0.0523 

22.83 

45 

22.17 

30.00 

6.65 

0.0300 

0.0076 

60.70 

155 

94.30 

40.00 

37.72 

0.0200 

6.2276 

64.61 

90 

25.39 

40.00 

10.16 

0.0150 

0.6215 

64.61 

110 

45.39 

40.00 

18.16 

0.0200 

0.0019 

31.98 

100 

68.02 

35.00 

23.81 

0.0100 

6.9746 

31.98 

100 

68.02 

35.00 

23.81 

0.0100 

0.6527 

57.42 

155 

97.58 

40.00 

39.03 

0.0200 

17.0552 

52.84 

155 

102.16 

40.00 

40.86 

0.0200 

12.8384 

23.97 

100 

76.03 

35.00 

26.61 

0.0100 

5.4154 

23.97 

130 

106.03 

35.00 

37.11 

0.0030 

0.1054 

42.55 

100 

57.45 

35.00 

20.11 

0.0100 

3.3600 

49.26 

130 

80.74 

35.00 

28.26 

0.0030 

0.3292 

49.26 

130 

80.74 

35.00 

28.26 

0.0030 

0.0559 

49.26 

130 

80.74 

30.00 

24.22 

0.0030 

0.3236 

49.26 

130 

80.74 

30.00 

24.22 

0.0030 

0.2107 

36.97 

90 

53.03 

30.00 

15.91 

0.0150 

0.0010 

57.00 

155 

98.00 

40.00 

39.20 

0.0200 

11.1848 

54.30 

100 

45.70 

35.00 

15.99 

0.0100 

8.5531 

57.95 

155 

97.05 

40.00 

38.82 

0.0200 

18.9277 

61.85 

130 

68.15 

30.00 

20.44 

0.0030 

0.9024 

52.24 

100 

47.76 

35.00 

16.71 

0.0100 

4.2609 

19.09 

90 

70.91 

30.00 

21.27 

0.0150 

4.9127 





















































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Tertiary Sandstone 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 


Tertiary Sandstone 


Younger Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Tertiary Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Younger Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Younger Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Younger Alluvium 


Vindhyan Sandstone 


Younger Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Younger Alluvium 


Vindhyan Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


\/i nrl h\/Q n Qa nrlctono 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

19.09 

100 

80.91 

30.00 

24.27 

0.0100 

3.9010 

29.02 

90 

60.98 

30.00 

18.29 

0.0150 

1.4824 

13.60 

40 

26.40 

30.00 

7.92 

0.0300 

1.1412 

16.07 

90 

73.93 

30.00 

22.18 

0.0150 

21.3436 

16.07 

100 

83.93 

30.00 

25.18 

0.0100 

0.1659 

16.07 

90 

73.93 

30.00 

22.18 

0.0150 

5.4912 

16.07 

100 

83.93 

30.00 

25.18 

0.0100 

6.0526 

58.43 

155 

96.57 

40.00 

38.63 

0.0200 

26.4965 

58.88 

130 

71.12 

30.00 

21.33 

0.0030 

0.6940 

37.88 

90 

52.12 

30.00 

15.64 

0.0150 

3.9160 

42.85 

130 

87.15 

30.00 

26.15 

0.0030 

0.6008 

44.31 

130 

85.69 

35.00 

29.99 

0.0030 

0.9063 

44.31 

130 

85.69 

30.00 

25.71 

0.0030 

1.2831 

58.06 

130 

71.94 

35.00 

25.18 

0.0030 

0.0761 

58.06 

130 

71.94 

30.00 

21.58 

0.0030 

0.0279 

33.80 

90 

56.20 

30.00 

16.86 

0.0150 

3.0311 

33.80 

100 

66.20 

30.00 

19.86 

0.0100 

5.7167 

33.80 

130 

96.20 

30.00 

28.86 

0.0030 

0.2724 

16.04 

90 

73.96 

30.00 

22.19 

0.0150 

6.6669 

16.04 

110 

93.96 

30.00 

28.19 

0.0200 

5.2218 

40.00 

130 

90.00 

35.00 

31.50 

0.0030 

1.0423 

40.00 

130 

90.00 

30.00 

27.00 

0.0030 

0.8337 

57.97 

130 

72.03 

35.00 

25.21 

0.0030 

0.3372 

57.35 

130 

72.65 

35.00 

25.43 

0.0030 

0.4524 

51.13 

130 

78.87 

35.00 

27.60 

0.0030 

0.1826 

51.13 

130 

78.87 

35.00 

27.60 

0.0030 

0.2655 

55.71 

130 

74.29 

35.00 

26.00 

0.0030 

0.3003 

55.71 

130 

74.29 

30.00 

22.29 

0.0030 

0.2320 

28.13 

100 

71.87 

35.00 

25.16 

0.0100 

5.1061 

28.13 

100 

71.87 

35.00 

25.16 

0.0100 

1.1065 

28.04 

100 

71.96 

35.00 

25.19 

0.0100 

0.4644 

28.04 

100 

71.96 

35.00 

25.19 

0.0100 

1.2103 

28.04 

90 

61.96 

30.00 

18.59 

0.0150 

1.1095 

28.04 

100 

71.96 

30.00 

21.59 

0.0100 

2.5727 

12.79 

90 

77.21 

30.00 

23.16 

0.0150 

11.6941 

67.79 

130 

62.21 

30.00 

18.66 

0.0030 

1.2501 

47.10 

100 

52.91 

30.00 

15.87 

0.0100 

1.3798 

47.10 

130 

82.91 

30.00 

24.87 

0.0030 

0.1935 

53.87 

130 

76.13 

35.00 

26.64 

0.0030 

0.1233 

53.87 

130 

76.13 

30.00 

22.84 

0.0030 

1.6166 

57.86 

90 

32.14 

40.00 

12.86 

0.0150 

0.2147 

57.86 

155 

97.14 

40.00 

38.86 

0.0200 

20.4948 

56.88 

180 

123.12 

35.00 

43.09 

0.0100 

0.2631 

56.88 

180 

123.12 

35.00 

43.09 

0.0100 

3.0260 

56.88 

155 

98.12 

40.00 

39.25 

0.0200 

23.9880 

40.85 

130 

89.15 

30.00 

26.74 

0.0030 

1.6255 

4.42 

45 

40.58 

30.00 

12.17 

0.0300 

1.0211 

51.97 

130 

78.03 

35.00 

27.31 

0.0030 

0.0318 

51.97 

130 

78.03 

35.00 

27.31 

0.0030 

0.8272 

8.75 

90 

81.25 

30.00 

24.37 

0.0150 

18.0151 

8.75 

110 

101.25 

30.00 

30.37 

0.0200 

4.3943 

35.03 

130 

94.97 

35.00 

33.24 

0.0030 

0.0514 

35.03 

100 

64.97 

30.00 

19.49 

0.0100 

0.0000 

35.03 

130 

94.97 

30.00 

28.49 

0.0030 

1.7077 

35.03 

130 

94.97 

30.00 

28.49 

0.0030 

0.0245 
















































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



16003007 


1BARANI 


0802000700470600 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Command 

Tertiary Sandstone 


Non-command 

Tertiary Sandstone 

Fresh 

Command 

Tertiary Sandstone 


Command 

Vindhyan Sandstone 

Fresh 

Command 

Vindhyan Sandstone 


Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Saline 

Non-command 

Vindhyan Sandstone 


10.32 Fresh 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

48.31 

100 

51.69 

35.00 

18.09 

0.0100 

0.3557 

48.31 

100 

51.69 

35.00 

18.09 

0.0100 

2.9210 

36.54 

100 

63.46 

35.00 

22.21 

0.0100 

0.0226 

36.54 

130 

93.46 

35.00 

32.71 

0.0030 

2.2686 

53.40 

130 

76.60 

35.00 

26.81 

0.0030 

0.1860 

53.40 

130 

76.60 

35.00 

26.81 

0.0030 

0.5879 

53.49 

130 

76.51 

35.00 

26.78 

0.0030 

0.4274 

53.49 

130 

76.51 

30.00 

22.95 

0.0030 

0.2398 


Sub Basin: Sub 3 



Command 

Younger Alluvium 

0.00 

15.01 

50 

34.99 

40.00 

13.99 

0.0300 

0.0011 

Command 

Younger Alluvium 

0.00 

15.01 

50 

34.99 

40.00 

13.99 

0.0300 

0.0016 

Command 

Younger Alluvium 

9.34 

15.01 

50 

34.99 

30.00 

10.50 

0.0300 

2.9419 

Command 

Younger Alluvium 

0.97 

15.01 

50 

34.99 

30.00 

10.50 

0.0300 

0.3049 

Command 

Younger Alluvium 

0.01 

11.24 

50 

38.76 

40.00 

15.50 

0.0300 

0.0066 

Command 

Younger Alluvium 

7.28 

11.24 

50 

38.76 

30.00 

11.63 

0.0300 

2.5411 

Command 

Younger Alluvium 

1.30 

18.14 

50 

31.86 

30.00 

9.56 

0.0300 

0.3728 

Command 

Younger Alluvium 

0.63 

13.14 

50 

36.86 

40.00 

14.74 

0.0300 

0.2784 

Command 

Younger Alluvium 

2.07 

13.14 

50 

36.86 

30.00 

11.06 

0.0300 

0.6872 

Command 

Younger Alluvium 

1.98 

12.25 

50 

37.75 

40.00 

15.10 

0.0300 

0.8980 

Command 

Younger Alluvium 

0.48 

12.25 

50 

37.75 

30.00 

11.33 

0.0300 

0.1620 

Command 

Younger Alluvium 

1.14 

14.08 

50 

35.92 

40.00 

14.37 

0.0300 

0.4906 

Command 

Younger Alluvium 

0.00 

14.08 

50 

35.92 

30.00 

10.77 

0.0300 

0.0008 

Command 

Younger Alluvium 

1.15 

10.50 

55 

44.50 

40.00 

17.80 

0.0300 

0.6134 

Command 

Younger Alluvium 

2.39 

10.50 

50 

39.50 

30.00 

11.85 

0.0300 

0.8503 

Command 

Younger Alluvium 

3.69 

10.45 

55 

44.55 

40.00 

17.82 

0.0300 

1.9713 

Command 

Younger Alluvium 

0.29 

10.45 

50 

39.55 

30.00 

11.86 

0.0300 

0.1020 

Command 

Younger Alluvium 

0.08 

12.81 

50 

37.19 

40.00 

14.88 

0.0300 

0.0341 

Command 

Younger Alluvium 

0.01 

12.81 

50 

37.19 

30.00 

11.16 

0.0300 

0.0025 

Command 

Younger Alluvium 

2.66 

16.23 

50 

33.77 

30.00 

10.13 

0.0300 

0.8090 

Command 

Younger Alluvium 

0.06 

17.43 

50 

32.57 

30.00 

9.77 

0.0300 

0.0184 

Command 

Younger Alluvium 

2.08 

12.28 

50 

37.72 

40.00 

15.09 

0.0300 

0.9417 

Command 

Younger Alluvium 

3.31 

12.28 

50 

37.72 

30.00 

11.32 

0.0300 

1.1240 

Command 

Younger Alluvium 

0.40 

16.06 

50 

33.94 

30.00 

10.18 

0.0300 

0.1235 

Command 

Younger Alluvium 

8.02 

15.85 

50 

34.15 

30.00 

10.24 

0.0300 

2.4638 

Command 

Younger Alluvium 

1.79 

17.16 

55 

37.84 

40.00 

15.14 

0.0300 

0.8148 

Command 

Younger Alluvium 

0.18 

17.16 

50 

32.84 

30.00 

9.85 

0.0300 

0.0526 

Command 

Younger Alluvium 

1.94 

12.01 

50 

37.99 

40.00 

15.20 

0.0300 

0.8840 

Command 

Younger Alluvium 

0.04 

12.01 

50 

37.99 

30.00 

11.40 

0.0300 

0.0149 

Command 

Younger Alluvium 

0.85 

15.63 

50 

34.37 

30.00 

10.31 

0.0300 

0.2622 

Command 

Younger Alluvium 

0.57 

11.23 

55 

43.77 

40.00 

17.51 

0.0300 

0.3002 

Command 

Younger Alluvium 

4.90 

11.23 

50 

38.77 

30.00 

11.63 

0.0300 

1.7084 

Command 

Younger Alluvium 

1.85 

14.48 

55 

40.52 

40.00 

16.21 

0.0300 

0.9002 

Command 

Younger Alluvium 

1.10 

14.48 

50 

35.52 

30.00 

10.66 

0.0300 

0.3506 

Command 

Younger Alluvium 

0.21 

15.48 

50 

34.52 

40.00 

13.81 

0.0300 

0.0863 

Command 

Younger Alluvium 

3.25 

15.48 

50 

34.52 

30.00 

10.36 

0.0300 

1.0097 

Command 

Younger Alluvium 

0.16 

15.48 

50 

34.52 

30.00 

10.36 

0.0300 

0.0508 

Command 

Younger Alluvium 

0.01 

9.41 

50 

40.59 

40.00 

16.23 

0.0300 

0.0063 

Command 

Younger Alluvium 

11.18 

9.41 

50 

40.59 

30.00 

12.18 

0.0300 

4.0832 

Command 

Younger Alluvium 

0.06 

15.67 

50 

34.33 

30.00 

10.30 

0.0300 

0.0181 

Command 

Younger Alluvium 

0.03 

13.29 

55 

41.71 

40.00 

16.68 

0.0300 

0.0145 

Command 

Younger Alluvium 

4.16 

13.29 

50 

36.71 

30.00 

11.01 

0.0300 

1.3739 

Command 

Younger Alluvium 

0.17 

14.06 

55 

40.94 

40.00 

16.38 

0.0300 

0.0836 

Command 

Younger Alluvium 

4.35 

14.06 

50 

35.94 

30.00 

10.78 

0.0300 

1.4059 

Command 

Younger Alluvium 

0.04 

15.83 

50 

34.17 

30.00 

10.25 

0.0300 

0.0138 

Command 

Younger Alluvium 

4.41 

15.83 

50 

34.17 

30.00 

10.25 

0.0300 

1.3561 























































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

15.54 

50 

34.46 

30.00 

10.34 

0.0300 

0.0003 

15.54 

50 

34.46 

30.00 

10.34 

0.0300 

1.2373 

16.07 

55 

38.93 

40.00 

15.57 

0.0300 

0.2814 

16.07 

50 

33.93 

30.00 

10.18 

0.0300 

0.6556 

13.70 

50 

36.30 

30.00 

10.89 

0.0300 

0.8840 

16.06 

55 

38.94 

40.00 

15.58 

0.0300 

0.8291 

16.06 

50 

33.94 

30.00 

10.18 

0.0300 

0.5658 

15.66 

55 

39.34 

40.00 

15.74 

0.0300 

0.4285 

15.66 

50 

34.34 

30.00 

10.30 

0.0300 

0.8952 

15.66 

50 

34.34 

30.00 

10.30 

0.0300 

0.0293 

11.84 

50 

38.16 

40.00 

15.26 

0.0300 

0.0122 

11.84 

50 

38.16 

30.00 

11.45 

0.0300 

0.5852 

14.13 

50 

35.87 

30.00 

10.76 

0.0300 

0.9794 

16.66 

55 

38.34 

40.00 

15.34 

0.0300 

1.5780 

16.66 

50 

33.34 

30.00 

10.00 

0.0300 

0.4461 

15.93 

50 

34.07 

30.00 

10.22 

0.0300 

0.1884 

15.93 

50 

34.07 

30.00 

10.22 

0.0300 

0.9193 

18.39 

50 

31.61 

30.00 

9.48 

0.0300 

0.7205 

15.68 

50 

34.32 

30.00 

10.29 

0.0300 

0.1373 

12.77 

50 

37.23 

30.00 

11.17 

0.0300 

1.3004 

16.45 

50 

33.55 

30.00 

10.06 

0.0300 

0.4227 

15.90 

55 

39.10 

40.00 

15.64 

0.0300 

0.1799 

15.90 

50 

34.10 

30.00 

10.23 

0.0300 

1.0455 

15.90 

50 

34.10 

30.00 

10.23 

0.0300 

0.1939 

11.47 

50 

38.53 

40.00 

15.41 

0.0300 

0.1843 

11.47 

50 

38.53 

30.00 

11.56 

0.0300 

1.2124 

17.32 

50 

32.68 

30.00 

9.80 

0.0300 

1.5283 

18.41 

50 

31.59 

30.00 

9.48 

0.0300 

1.3669 

15.94 

50 

34.06 

30.00 

10.22 

0.0300 

0.1907 

15.94 

50 

34.06 

30.00 

10.22 

0.0300 

0.9971 

15.96 

50 

34.04 

30.00 

10.21 

0.0300 

0.3464 

15.96 

50 

34.04 

30.00 

10.21 

0.0300 

0.9955 

15.71 

55 

39.29 

40.00 

15.72 

0.0300 

0.3308 

15.71 

50 

34.29 

30.00 

10.29 

0.0300 

0.1231 

18.70 

50 

31.30 

30.00 

9.39 

0.0300 

1.1501 

15.97 

55 

39.03 

40.00 

15.61 

0.0300 

0.4333 

15.97 

50 

34.03 

30.00 

10.21 

0.0300 

2.0439 

15.68 

55 

39.32 

40.00 

15.73 

0.0300 

0.0710 

15.68 

50 

34.32 

30.00 

10.30 

0.0300 

1.7563 

15.92 

55 

39.08 

40.00 

15.63 

0.0300 

0.4003 

15.92 

50 

34.08 

30.00 

10.22 

0.0300 

1.0508 

12.25 

50 

37.75 

40.00 

15.10 

0.0300 

0.1568 

15.94 

55 

39.06 

40.00 

15.62 

0.0300 

0.5309 

15.94 

50 

34.06 

30.00 

10.22 

0.0300 

1.5001 

18.86 

50 

31.14 

30.00 

9.34 

0.0300 

1.0623 

15.96 

55 

39.04 

40.00 

15.61 

0.0300 

0.3494 

15.96 

50 

34.04 

30.00 

10.21 

0.0300 

1.0751 

12.25 

50 

37.75 

40.00 

15.10 

0.0300 

0.7534 

16.16 

50 

33.84 

30.00 

10.15 

0.0300 

0.1623 

17.89 

50 

32.11 

30.00 

9.63 

0.0300 

1.6007 

15.97 

50 

34.03 

30.00 

10.21 

0.0300 

0.2298 

15.97 

50 

34.03 

30.00 

10.21 

0.0300 

1.1996 

10.05 

50 

39.95 

40.00 

15.98 

0.0300 

0.0000 

10.05 

50 

39.95 

30.00 

11.98 

0.0300 

1.0110 

11.84 

50 

38.16 

30.00 

11.45 

0.0300 

1.5641 














































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

18.34 

50 

31.66 

30.00 

9.50 

0.0300 

0.8474 

13.21 

50 

36.79 

40.00 

14.72 

0.0300 

1.4228 

13.21 

50 

36.79 

30.00 

11.04 

0.0300 

0.3334 

12.86 

50 

37.14 

40.00 

14.85 

0.0300 

1.1669 

12.86 

50 

37.14 

30.00 

11.14 

0.0300 

0.0022 

10.51 

55 

44.49 

40.00 

17.80 

0.0300 

0.6729 

10.50 

55 

44.50 

40.00 

17.80 

0.0300 

0.3464 

10.50 

50 

39.50 

30.00 

11.85 

0.0300 

0.9028 

13.62 

50 

36.38 

40.00 

14.55 

0.0300 

0.4204 

13.62 

50 

36.38 

30.00 

10.91 

0.0300 

1.1232 

15.87 

50 

34.13 

30.00 

10.24 

0.0300 

1.4869 

18.20 

55 

36.80 

40.00 

14.72 

0.0300 

1.1148 

18.20 

50 

31.80 

30.00 

9.54 

0.0300 

1.1871 

10.78 

50 

39.22 

40.00 

15.69 

0.0300 

0.1510 

10.78 

50 

39.22 

30.00 

11.77 

0.0300 

1.2449 

12.23 

50 

37.77 

40.00 

15.11 

0.0300 

0.7323 

12.23 

50 

37.77 

30.00 

11.33 

0.0300 

0.3540 

16.03 

55 

38.97 

40.00 

15.59 

0.0300 

0.0003 

16.03 

50 

33.97 

30.00 

10.19 

0.0300 

1.5451 

18.90 

50 

31.10 

30.00 

9.33 

0.0300 

1.0308 

16.61 

50 

33.39 

30.00 

10.02 

0.0300 

0.0496 

16.61 

50 

33.39 

30.00 

10.02 

0.0300 

1.2977 

18.89 

50 

31.11 

30.00 

9.33 

0.0300 

1.2999 

18.51 

50 

31.49 

30.00 

9.45 

0.0300 

1.1066 

18.19 

50 

31.81 

30.00 

9.54 

0.0300 

0.2442 

18.19 

50 

31.81 

30.00 

9.54 

0.0300 

1.2197 

17.51 

50 

32.49 

30.00 

9.75 

0.0300 

0.1410 

18.85 

50 

31.15 

30.00 

9.34 

0.0300 

0.9164 

18.89 

50 

31.11 

30.00 

9.33 

0.0300 

0.6608 

18.89 

50 

31.11 

30.00 

9.33 

0.0300 

0.4732 

18.92 

50 

31.08 

30.00 

9.33 

0.0300 

1.0884 

18.55 

50 

31.45 

30.00 

9.44 

0.0300 

0.7032 

18.92 

50 

31.08 

30.00 

9.33 

0.0300 

0.5447 

18.92 

50 

31.08 

30.00 

9.33 

0.0300 

0.8395 

18.77 

50 

31.23 

30.00 

9.37 

0.0300 

0.4663 

18.90 

50 

31.10 

30.00 

9.33 

0.0300 

0.8877 

18.90 

50 

31.10 

30.00 

9.33 

0.0300 

0.7528 

12.43 

55 

42.57 

40.00 

17.03 

0.0300 

0.0064 

12.43 

50 

37.57 

30.00 

11.27 

0.0300 

3.9641 

9.61 

50 

40.39 

30.00 

12.12 

0.0300 

0.6776 

19.10 

50 

30.90 

30.00 

9.27 

0.0300 

1.3639 

19.10 

50 

30.90 

30.00 

9.27 

0.0300 

0.0761 

13.77 

50 

36.23 

40.00 

14.49 

0.0300 

0.0781 

13.77 

50 

36.23 

30.00 

10.87 

0.0300 

2.2014 

11.60 

50 

38.40 

40.00 

15.36 

0.0300 

1.1849 

11.60 

50 

38.40 

30.00 

11.52 

0.0300 

0.6013 

10.50 

55 

44.50 

40.00 

17.80 

0.0300 

1.4213 

10.50 

50 

39.50 

30.00 

11.85 

0.0300 

0.3604 

13.14 

50 

36.86 

40.00 

14.74 

0.0300 

0.1106 

13.14 

50 

36.86 

30.00 

11.06 

0.0300 

0.2337 

13.44 

50 

36.56 

40.00 

14.62 

0.0300 

2.1799 

13.44 

50 

36.56 

30.00 

10.97 

0.0300 

0.1671 

16.12 

50 

33.88 

30.00 

10.16 

0.0300 

0.8521 

10.23 

50 

39.77 

40.00 

15.91 

0.0300 

0.0060 

10.23 

50 

39.77 

30.00 

11.93 

0.0300 

1.5144 














































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone (Fresh 
/ Saline) 



0802000600454600 


3.13 Fresh 


5.00 Fresh 


3.86 Fresh 


Saline 


5.14 Fresh 


Saline 


6.96 Fresh 


Saline 


4.70 Fresh 


Saline 


18.79 Fresh 


Saline 


3.76 Fresh 


Saline 


2.53 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

18.90 

50 

31.10 

30.00 

9.33 

0.0300 

0.6816 

18.90 

50 

31.10 

30.00 

9.33 

0.0300 

1.1158 

10.98 

55 

44.02 

40.00 

17.61 

0.0300 

2.1666 

10.98 

50 

39.02 

30.00 

11.71 

0.0300 

0.2266 

10.43 

50 

39.57 

30.00 

11.87 

0.0300 

1.5863 

16.70 

50 

33.30 

30.00 

9.99 

0.0300 

1.0867 

14.30 

50 

35.70 

30.00 

10.71 

0.0300 

1.8517 

11.64 

50 

38.36 

40.00 

15.34 

0.0300 

1.0279 

11.64 

50 

38.36 

30.00 

11.51 

0.0300 

0.5541 

10.48 

55 

44.52 

40.00 

17.81 

0.0300 

0.6611 

10.58 

55 

44.42 

40.00 

17.77 

0.0300 

0.3231 

10.58 

50 

39.42 

30.00 

11.83 

0.0300 

1.3170 

14.87 

50 

35.13 

40.00 

14.05 

0.0300 

0.0137 

14.87 

50 

35.13 

30.00 

10.54 

0.0300 

1.7427 

18.59 

55 

36.41 

40.00 

14.57 

0.0300 

0.2384 

18.59 

50 

31.41 

30.00 

9.42 

0.0300 

0.0326 

11.89 

50 

38.11 

40.00 

15.24 

0.0300 

1.0273 

11.89 

50 

38.11 

30.00 

11.43 

0.0300 

0.1223 

11.36 

50 

38.64 

40.00 

15.45 

0.0300 

0.0232 

11.36 

50 

38.64 

30.00 

11.59 

0.0300 

0.9348 

11.29 

55 

43.71 

40.00 

17.48 

0.0300 

0.0015 

11.29 

50 

38.71 

30.00 

11.61 

0.0300 

3.9133 

15.72 

50 

34.28 

30.00 

10.28 

0.0300 

2.7767 

14.33 

50 

35.67 

40.00 

14.27 

0.0300 

0.0009 

14.33 

50 

35.67 

30.00 

10.70 

0.0300 

1.7224 

14.33 

50 

35.67 

30.00 

10.70 

0.0300 

0.0000 

11.66 

50 

38.34 

40.00 

15.34 

0.0300 

1.2070 

11.66 

50 

38.34 

30.00 

11.50 

0.0300 

0.9518 

10.45 

55 

44.55 

40.00 

17.82 

0.0300 

0.6006 

10.45 

50 

39.55 

30.00 

11.86 

0.0300 

0.4493 

10.77 

55 

44.23 

40.00 

17.69 

0.0300 

0.9013 

10.77 

50 

39.23 

30.00 

11.77 

0.0300 

1.5319 

15.46 

50 

34.54 

40.00 

13.82 

0.0300 

0.1498 

15.46 

50 

34.54 

30.00 

10.36 

0.0300 

2.0698 

18.75 

55 

36.25 

40.00 

14.50 

0.0300 

0.4427 

18.75 

50 

31.25 

30.00 

9.37 

0.0300 

1.9743 

9.60 

50 

40.40 

40.00 

16.16 

0.0300 

0.0103 

9.60 

50 

40.40 

30.00 

12.12 

0.0300 

1.2941 

19.19 

50 

30.81 

30.00 

9.24 

0.0300 

0.0676 

19.19 

50 

30.81 

30.00 

9.24 

0.0300 

6.9369 

13.43 

50 

36.57 

40.00 

14.63 

0.0300 

0.5628 

10.59 

55 

44.41 

40.00 

17.77 

0.0300 

2.6635 

11.75 

55 

43.26 

40.00 

17.30 

0.0300 

0.7091 

11.75 

50 

38.26 

30.00 

11.48 

0.0300 

0.8585 

14.54 

50 

35.46 

40.00 

14.18 

0.0300 

0.6937 

14.54 

50 

35.46 

30.00 

10.64 

0.0300 

1.1187 

19.05 

55 

35.95 

40.00 

14.38 

0.0300 

0.3674 

19.05 

50 

30.95 

30.00 

9.28 

0.0300 

1.7005 

11.00 

50 

39.00 

40.00 

15.60 

0.0300 

1.1624 

11.00 

50 

39.00 

30.00 

11.70 

0.0300 

0.7770 

15.20 

55 

39.80 

40.00 

15.92 

0.0300 

0.0111 

15.20 

50 

34.80 

30.00 

10.44 

0.0300 

5.8777 

14.64 

50 

35.36 

40.00 

14.15 

0.0300 

0.2745 

14.64 

50 

35.36 

30.00 

10.61 

0.0300 

0.3006 

10.46 

55 

44.54 

40.00 

17.82 

0.0300 

0.1026 








































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 


7 KNN _ 

7 NTR 

7 RPM 

7 SDR _ 

8 DPN 

8 JSN 

8 KNN 

8 NTR 

8 SDR 

9 AMS 

9 KNN _ 

9 NTR 

9 RPM 

9 SDR _ 

BHOOKARKABARANI 

CHAK RAJASAR 

Nohar(M) 

Sonri 
1 CLP 

1 DWD _ 

1 DWM 

1 DWSM _ 

1 KDD _ 

1 KDD-A _ 

1 KDM _ 

1 KHD _ 

1 KKM _ 

1 KKSM _ 

1 NGM _ 

1 NWD _ 

1 NWM _ 

1 RPM 

I SPD 

10 AM _ 

10 DWM _ 

10 KKM _ 

10 SPM TEMPORARY 
109 RD _ 

II KKM 


Zone (Fresh 
/ Saline) 



0802000640205000 


0802000600451900 


0802000500421300 


0802000500438600 


0802000500418600 


0802000500426500 


0802000500429000 


0802000500444100 


0802000500436800 


0802000500418500 


0802000500443800 


4.71 Saline 


49.44 Saline 


1.84 Saline 


1.27 Saline 



4.29 Saline 


5.87 Saline 


6.11 Saline 


4.27 Saline 


1.65 Saline 


5.13 Saline 


2.51 Saline 


Type of Area 
(Command / Non¬ 
command) 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

10.46 

50 

39.54 

30.00 

11.86 

0.0300 

0.8307 

11.40 

55 

43.60 

40.00 

17.44 

0.0300 

0.3586 

11.40 

50 

38.60 

30.00 

11.58 

0.0300 

1.1660 

15.05 

50 

34.95 

40.00 

13.98 

0.0300 

0.2243 

15.05 

50 

34.95 

30.00 

10.48 

0.0300 

0.8948 

19.02 

50 

30.98 

30.00 

9.30 

0.0300 

0.0596 

9.69 

50 

40.31 

40.00 

16.12 

0.0300 

0.2384 

9.69 

50 

40.31 

30.00 

12.09 

0.0300 

2.0783 

14.91 

50 

35.09 

40.00 

14.04 

0.0300 

0.8728 

14.91 

50 

35.09 

30.00 

10.53 

0.0300 

0.0381 

10.55 

55 

44.45 

40.00 

17.78 

0.0300 

0.6551 

10.55 

50 

39.45 

30.00 

11.83 

0.0300 

1.2539 

12.33 

55 

42.67 

40.00 

17.07 

0.0300 

0.8309 

12.33 

50 

37.67 

30.00 

11.30 

0.0300 

1.2684 

15.32 

50 

34.68 

40.00 

13.87 

0.0300 

0.1091 

15.32 

50 

34.68 

30.00 

10.40 

0.0300 

1.3480 

9.39 

50 

40.61 

40.00 

16.25 

0.0300 

0.0144 

9.39 

50 

40.61 

30.00 

12.18 

0.0300 

3.9869 

12.37 

50 

37.63 

30.00 

11.29 

0.0300 

0.1988 

13.76 

55 

41.24 

40.00 

16.50 

0.0300 

0.4874 

13.76 

50 

36.24 

30.00 

10.87 

0.0300 

0.8284 

15.60 

50 

34.40 

40.00 

13.76 

0.0300 

0.5507 

15.60 

50 

34.40 

30.00 

10.32 

0.0300 

2.0137 

19.18 

50 

30.82 

30.00 

9.25 

0.0300 

0.4697 

9.48 

50 

40.52 

30.00 

12.16 

0.0300 

1.8691 

19.86 

50 

30.14 

30.00 

9.04 

0.0300 

0.3187 

19.86 

50 

30.14 

30.00 

9.04 

0.0300 

4.4726 

17.73 

50 

32.27 

30.00 

9.68 

0.0300 

1.3002 

17.73 

50 

32.27 

30.00 

9.68 

0.0300 

1.5252 

15.75 

50 

34.25 

30.00 

10.27 

0.0300 

0.5083 

21.82 

50 

28.18 

30.00 

8.45 

0.0300 

0.0165 

12.85 

60 

47.15 

30.00 

14.14 

0.0300 

0.7045 

13.45 

60 

46.55 

30.00 

13.96 

0.0300 

0.5232 

13.45 

60 

46.55 

30.00 

13.96 

0.0300 

0.0009 

8.16 

60 

51.84 

30.00 

15.55 

0.0300 

0.8318 

4.39 

60 

55.61 

30.00 

16.68 

0.0300 

0.3657 

12.12 

60 

47.88 

30.00 

14.36 

0.0300 

1.5879 

13.06 

60 

46.94 

30.00 

14.08 

0.0300 

1.9529 

7.73 

60 

52.27 

30.00 

15.68 

0.0300 

0.0497 

12.42 

60 

47.58 

30.00 

14.27 

0.0300 

0.6720 

17.49 

60 

42.51 

30.00 

12.75 

0.0300 

0.4458 

15.56 

60 

44.44 

30.00 

13.33 

0.0300 

0.7330 

11.21 

60 

48.79 

30.00 

14.64 

0.0300 

2.5940 

12.38 

60 

47.62 

30.00 

14.29 

0.0300 

0.5235 

19.87 

60 

40.13 

30.00 

12.04 

0.0300 

0.1082 

19.87 

60 

40.13 

30.00 

12.04 

0.0300 

1.4515 

15.16 

60 

44.84 

30.00 

13.45 

0.0300 

0.6317 

15.16 

60 

44.84 

30.00 

13.45 

0.0300 

0.0170 

9.97 

60 

50.03 

30.00 

15.01 

0.0300 

1.2392 

2.87 

60 

57.13 

30.00 

17.14 

0.0300 

1.5274 

10.57 

60 

49.43 

30.00 

14.83 

0.0300 

2.7183 

20.57 

60 

39.43 

30.00 

11.83 

0.0300 

1.5152 

10.73 

60 

49.27 

30.00 

14.78 

0.0300 

0.3907 

11.33 

60 

48.67 

30.00 

14.60 

0.0300 

2.2481 

21.28 

60 

38.72 

30.00 

11.61 

0.0300 

0.0018 

































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

21.28 

60 

38.72 

30.00 

11.61 

0.0300 

0.8728 

3.85 

60 

56.15 

30.00 

16.85 

0.0300 

0.4410 

14.27 

60 

45.73 

30.00 

13.72 

0.0300 

0.4803 

21.46 

60 

38.54 

30.00 

11.56 

0.0300 

0.9047 

4.20 

60 

55.80 

30.00 

16.74 

0.0300 

0.9678 

14.28 

60 

45.72 

30.00 

13.72 

0.0300 

0.6548 

6.46 

60 

53.54 

30.00 

16.06 

0.0300 

0.7842 

14.31 

60 

45.69 

30.00 

13.71 

0.0300 

0.6193 

13.61 

60 

46.39 

30.00 

13.92 

0.0300 

0.6627 

8.18 

60 

51.82 

30.00 

15.55 

0.0300 

0.9381 

13.17 

60 

46.83 

30.00 

14.05 

0.0300 

0.7846 

9.93 

60 

50.07 

30.00 

15.02 

0.0300 

1.3872 

12.32 

60 

47.68 

30.00 

14.30 

0.0300 

0.7080 

3.26 

60 

56.74 

30.00 

17.02 

0.0300 

1.4118 

11.98 

60 

48.02 

30.00 

14.41 

0.0300 

0.2443 

12.08 

60 

47.92 

30.00 

14.38 

0.0300 

1.3699 

4.27 

60 

55.73 

30.00 

16.72 

0.0300 

0.0002 

11.65 

60 

48.35 

30.00 

14.50 

0.0300 

1.4279 

14.80 

60 

45.20 

30.00 

13.56 

0.0300 

0.6280 

6.28 

60 

53.72 

30.00 

16.12 

0.0300 

1.0236 

9.98 

60 

50.02 

30.00 

15.01 

0.0300 

0.8341 

4.93 

60 

55.07 

30.00 

16.52 

0.0300 

0.1033 

12.84 

60 

47.16 

30.00 

14.15 

0.0300 

0.2122 

18.54 

60 

41.46 

30.00 

12.44 

0.0300 

0.3333 

17.74 

60 

42.26 

30.00 

12.68 

0.0300 

0.4106 

15.67 

60 

44.34 

30.00 

13.30 

0.0300 

1.5838 

15.67 

60 

44.33 

30.00 

13.30 

0.0300 

1.0237 

9.82 

60 

50.18 

30.00 

15.05 

0.0300 

1.0432 

12.03 

60 

47.97 

30.00 

14.39 

0.0300 

0.7767 

21.46 

60 

38.54 

30.00 

11.56 

0.0300 

1.2137 

13.05 

60 

46.95 

30.00 

14.08 

0.0300 

0.8465 

13.05 

60 

46.95 

30.00 

14.08 

0.0300 

0.0466 

15.93 

60 

44.07 

30.00 

13.22 

0.0300 

0.9761 

10.37 

60 

49.63 

30.00 

14.89 

0.0300 

1.4124 

12.04 

60 

47.96 

30.00 

14.39 

0.0300 

0.9405 

11.82 

60 

48.18 

30.00 

14.45 

0.0300 

0.4427 

4.83 

60 

55.17 

30.00 

16.55 

0.0300 

0.7602 

11.77 

60 

48.23 

30.00 

14.47 

0.0300 

0.8667 

3.72 

60 

56.28 

30.00 

16.88 

0.0300 

0.8261 

3.05 

60 

56.95 

30.00 

17.08 

0.0300 

1.0335 

5.41 

60 

54.59 

30.00 

16.38 

0.0300 

1.0734 

3.70 

60 

56.30 

30.00 

16.89 

0.0300 

0.8490 

10.07 

60 

49.93 

30.00 

14.98 

0.0300 

0.8599 

10.51 

60 

49.49 

30.00 

14.85 

0.0300 

0.6256 

19.14 

60 

40.87 

30.00 

12.26 

0.0300 

0.0406 

8.80 

60 

51.20 

30.00 

15.36 

0.0300 

0.7428 

17.18 

60 

42.82 

30.00 

12.85 

0.0300 

0.0121 

16.40 

60 

43.60 

30.00 

13.08 

0.0300 

0.4922 

10.26 

60 

49.74 

30.00 

14.92 

0.0300 

0.7073 

4.43 

60 

55.57 

30.00 

16.67 

0.0300 

0.2611 

11.78 

60 

48.22 

30.00 

14.47 

0.0300 

1.6798 

19.10 

60 

40.90 

30.00 

12.27 

0.0300 

0.5187 

15.55 

60 

44.45 

30.00 

13.33 

0.0300 

1.0214 

12.81 

60 

47.19 

30.00 

14.16 

0.0300 

0.8173 

14.99 

60 

45.01 

30.00 

13.50 

0.0300 

0.9240 














































































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

3.13 

60 

56.87 

30.00 

17.06 

0.0300 

0.0115 

8.00 

60 

52.00 

30.00 

15.60 

0.0300 

0.3163 

18.01 

60 

41.99 

30.00 

12.60 

0.0300 

0.3922 

18.01 

60 

41.99 

30.00 

12.60 

0.0300 

2.3343 

11.39 

60 

48.61 

30.00 

14.58 

0.0300 

1.1884 

11.67 

60 

48.33 

30.00 

14.50 

0.0300 

1.9692 

10.99 

60 

49.01 

30.00 

14.70 

0.0300 

0.4806 

21.91 

60 

38.09 

30.00 

11.43 

0.0300 

0.2268 

15.39 

60 

44.61 

30.00 

13.38 

0.0300 

0.4847 

15.39 

60 

44.61 

30.00 

13.38 

0.0300 

0.0271 

18.23 

60 

41.77 

30.00 

12.53 

0.0300 

0.7330 

18.23 

60 

41.77 

30.00 

12.53 

0.0300 

0.5248 

16.85 

60 

43.15 

30.00 

12.94 

0.0300 

1.0046 

7.29 

60 

52.71 

30.00 

15.81 

0.0300 

0.4920 

9.02 

60 

50.98 

30.00 

15.30 

0.0300 

0.4194 

16.65 

60 

43.35 

30.00 

13.01 

0.0300 

0.0378 

11.78 

60 

48.22 

30.00 

14.47 

0.0300 

0.9487 

19.02 

60 

40.98 

30.00 

12.30 

0.0300 

0.4813 

15.77 

60 

44.23 

30.00 

13.27 

0.0300 

0.3175 

15.47 

60 

44.53 

30.00 

13.36 

0.0300 

0.8749 

15.47 

60 

44.53 

30.00 

13.36 

0.0300 

0.5963 

14.17 

60 

45.83 

30.00 

13.75 

0.0300 

2.8202 

14.17 

60 

45.83 

30.00 

13.75 

0.0300 

0.7662 

14.69 

60 

45.31 

30.00 

13.59 

0.0300 

1.1105 

8.43 

60 

51.57 

30.00 

15.47 

0.0300 

0.3374 

8.92 

60 

51.08 

30.00 

15.33 

0.0300 

1.1995 

13.45 

60 

46.55 

30.00 

13.97 

0.0300 

1.0457 

13.45 

60 

46.55 

30.00 

13.97 

0.0300 

0.3335 

9.42 

60 

50.58 

30.00 

15.17 

0.0300 

0.6832 

10.66 

60 

49.34 

30.00 

14.80 

0.0300 

0.6752 

13.27 

60 

46.73 

30.00 

14.02 

0.0300 

0.0015 

11.79 

60 

48.21 

30.00 

14.46 

0.0300 

0.2718 

20.87 

60 

39.13 

30.00 

11.74 

0.0300 

0.3784 

20.87 

60 

39.13 

30.00 

11.74 

0.0300 

0.1836 

17.77 

60 

42.23 

30.00 

12.67 

0.0300 

0.4833 

17.77 

60 

42.23 

30.00 

12.67 

0.0300 

0.4945 

14.95 

60 

45.05 

30.00 

13.51 

0.0300 

0.2782 

14.95 

60 

45.05 

30.00 

13.51 

0.0300 

0.5353 

14.48 

60 

45.52 

30.00 

13.66 

0.0300 

3.0093 

14.69 

60 

45.31 

30.00 

13.59 

0.0300 

1.1075 

9.87 

60 

50.13 

30.00 

15.04 

0.0300 

1.0826 

11.96 

60 

48.04 

30.00 

14.41 

0.0300 

1.0733 

15.14 

60 

44.86 

30.00 

13.46 

0.0300 

0.6439 

12.86 

60 

47.14 

30.00 

14.14 

0.0300 

0.2438 

12.86 

60 

47.14 

30.00 

14.14 

0.0300 

0.6834 

19.32 

60 

40.68 

30.00 

12.20 

0.0300 

0.6648 

12.76 

60 

47.24 

30.00 

14.17 

0.0300 

0.5314 

14.60 

60 

45.40 

30.00 

13.62 

0.0300 

0.7010 

7.16 

60 

52.84 

30.00 

15.85 

0.0300 

0.9056 

11.98 

60 

48.02 

30.00 

14.41 

0.0300 

2.3181 

13.32 

60 

46.68 

30.00 

14.00 

0.0300 

3.5198 

19.69 

60 

40.31 

30.00 

12.09 

0.0300 

0.5214 

21.09 

60 

38.91 

30.00 

11.67 

0.0300 

1.7655 

21.09 

60 

38.91 

30.00 

11.67 

0.0300 

0.1861 

2.98 

60 

57.02 

30.00 

17.11 

0.0300 

0.8781 










































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 



Younger Alluvii 


Younger Alluvii 


Younger Alluvii 


Younger Alluvii 


Younger Alluvii 


Younger Alluvii 


Younger Alluvii 


Younger Alluvii 


Younger Alluvii 


Younger Alluvii 


Younger Alluvii 


Younger Alluvii 


Younger Alluvii 


Younger Alluvii 


Younger Alluvii 


Younger Alluvii 


Younger Alluvii 


Younger Alluvii 


Younger Alluvii 


Younger Alluvii 


Younger Alluvii 


Younger Alluvii 


Younger Alluvii 


Older Alluvium 


Younger Alluvii 


Younger Alluvii 


Younger Alluvii 


Vindhyan Sand 


Younger Alluvii 


Younger Alluvii 


Vindhyan Sand 


Younger Alluvii 


Younger Alluvii 


Younger Alluvii 


Younger Alluvii 


Younger Alluvii 


Younger Alluvii 


Younger Alluvii 


Younger Alluvii 


Younger Alluvii 


Younger Alluvii 


Younger Alluvii 


Younger Alluvii 


Younger Alluvii 


Younger Alluvii 


Younger Alluvii 


Younger Alluvii 


Younger Alluvii 


Younger Alluvii 


Younger Alluvii 


Younger Alluvii 


Younger Alluvii 


Younger Alluvii 


Older Alluvium 


Older Alluvium 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


^/ium 


lluvium 


lluvium 


lluvium 


Sandstone 


lluvium 


lluvium 


Sandstone 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

14.63 

60 

45.37 

30.00 

13.61 

0.0300 

0.3811 

14.63 

60 

45.37 

30.00 

13.61 

0.0300 

0.0100 

7.58 

60 

52.42 

30.00 

15.73 

0.0300 

0.1001 

3.83 

60 

56.17 

30.00 

16.85 

0.0300 

0.2530 

3.01 

60 

56.99 

30.00 

17.10 

0.0300 

0.1563 

5.65 

60 

54.35 

30.00 

16.31 

0.0300 

0.0757 

8.94 

60 

51.06 

30.00 

15.32 

0.0300 

0.8428 

20.00 

60 

40.00 

30.00 

12.00 

0.0300 

0.3772 

20.00 

60 

40.00 

30.00 

12.00 

0.0300 

0.0531 

2.86 

60 

57.14 

30.00 

17.14 

0.0300 

0.0920 

12.74 

60 

47.26 

30.00 

14.18 

0.0300 

1.6225 

6.14 

60 

53.86 

30.00 

16.16 

0.0300 

0.0077 

6.35 

60 

53.65 

30.00 

16.09 

0.0300 

1.2923 

18.18 

60 

41.82 

30.00 

12.54 

0.0300 

0.3380 

18.18 

60 

41.82 

30.00 

12.54 

0.0300 

1.9383 

14.16 

60 

45.84 

30.00 

13.75 

0.0300 

0.9485 

8.44 

60 

51.56 

30.00 

15.47 

0.0300 

1.5770 

6.77 

60 

53.23 

30.00 

15.97 

0.0300 

0.4037 

31.16 

50 

18.84 

30.00 

5.65 

0.0300 

1.1760 

31.16 

50 

18.84 

30.00 

5.65 

0.0300 

0.1955 

21.48 

60 

38.52 

30.00 

11.56 

0.0300 

1.0675 

21.48 

60 

38.52 

30.00 

11.56 

0.0300 

0.2714 

21.48 

60 

38.52 

30.00 

11.56 

0.0300 

9.6309 

42.81 

90 

47.19 

30.00 

14.16 

0.0150 

0.3442 

42.81 

60 

17.19 

30.00 

5.16 

0.0300 

3.7458 

24.90 

60 

35.10 

30.00 

10.53 

0.0300 

0.0307 

24.90 

60 

35.10 

30.00 

10.53 

0.0300 

15.2421 

49.16 

155 

105.84 

30.00 

31.75 

0.0040 

2.5771 

49.16 

90 

40.84 

30.00 

12.25 

0.0200 

1.1277 

22.53 

50 

27.47 

30.00 

8.24 

0.0300 

5.7589 

46.83 

155 

108.17 

30.00 

32.45 

0.0040 

0.5842 

64.39 

155 

90.61 

40.00 

36.24 

0.0200 

0.0312 

60.17 

155 

94.83 

40.00 

37.93 

0.0200 

5.4966 

60.17 

90 

29.83 

30.00 

8.95 

0.0200 

2.9504 

49.18 

60 

10.82 

30.00 

3.25 

0.0300 

0.7640 

45.16 

60 

14.84 

30.00 

4.45 

0.0300 

6.8603 

22.29 

60 

37.71 

30.00 

11.31 

0.0300 

6.7046 

21.54 

60 

38.46 

30.00 

11.54 

0.0300 

0.1952 

21.54 

60 

38.46 

30.00 

11.54 

0.0300 

5.8246 

33.92 

60 

26.08 

30.00 

7.83 

0.0300 

5.5479 

27.91 

60 

32.09 

30.00 

9.63 

0.0300 

5.6002 

54.96 

155 

100.04 

40.00 

40.01 

0.0200 

0.3672 

54.96 

90 

35.04 

30.00 

10.51 

0.0200 

1.0318 

41.11 

60 

18.89 

30.00 

5.67 

0.0300 

1.8163 

41.11 

60 

18.89 

30.00 

5.67 

0.0300 

1.9121 

36.70 

50 

13.30 

30.00 

3.99 

0.0300 

1.7608 

42.29 

60 

17.71 

30.00 

5.31 

0.0300 

3.0379 

41.90 

60 

18.10 

30.00 

5.43 

0.0300 

2.2382 

43.36 

50 

6.64 

30.00 

1.99 

0.0300 

1.9662 

47.23 

90 

42.77 

30.00 

12.83 

0.0200 

7.8358 

12.33 

60 

47.67 

30.00 

14.30 

0.0300 

4.0441 

12.33 

60 

47.67 

30.00 

14.30 

0.0300 

1.1831 

42.92 

50 

7.08 

30.00 

2.13 

0.0300 

2.0625 

46.41 

90 

43.59 

30.00 

13.08 

0.0150 

2.0176 

46.41 

90 

43.59 

30.00 

13.08 

0.0150 

0.0114 



























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Vindhyan Sandstone 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.94 

45 

32.06 

30.00 

9.62 

0.0300 

0.2334 

12.94 

45 

32.06 

30.00 

9.62 

0.0300 

3.8009 

21.36 

50 

28.64 

30.00 

8.59 

0.0300 

0.1830 

42.18 

60 

17.82 

30.00 

5.35 

0.0300 

1.3203 

42.18 

60 

17.82 

30.00 

5.35 

0.0300 

0.5049 

22.79 

60 

37.21 

30.00 

11.16 

0.0300 

2.7700 

19.11 

60 

40.89 

30.00 

12.27 

0.0300 

2.4153 

19.11 

60 

40.89 

30.00 

12.27 

0.0300 

14.8577 

19.11 

60 

40.89 

30.00 

12.27 

0.0300 

0.5469 

58.10 

155 

96.90 

40.00 

38.76 

0.0200 

0.0685 

58.10 

90 

31.90 

30.00 

9.57 

0.0200 

0.8356 

50.17 

90 

39.83 

30.00 

11.95 

0.0200 

10.1618 

46.36 

90 

43.64 

30.00 

13.09 

0.0150 

0.7131 

46.36 

90 

43.64 

30.00 

13.09 

0.0150 

0.0588 

47.45 

155 

107.55 

30.00 

32.26 

0.0040 

6.3332 

47.45 

90 

42.55 

30.00 

12.76 

0.0200 

5.1167 

33.94 

60 

26.06 

30.00 

7.82 

0.0300 

16.4846 

28.47 

50 

21.53 

30.00 

6.46 

0.0300 

1.0011 

45.15 

90 

44.85 

30.00 

13.46 

0.0150 

0.0364 

45.15 

90 

44.85 

30.00 

13.46 

0.0150 

0.2544 

45.15 

60 

14.85 

30.00 

4.46 

0.0300 

0.3218 

43.76 

60 

16.24 

30.00 

4.87 

0.0300 

5.4333 

47.32 

155 

107.68 

30.00 

32.31 

0.0040 

1.1424 

26.41 

50 

23.59 

30.00 

7.08 

0.0300 

10.7233 

45.92 

60 

14.08 

30.00 

4.22 

0.0300 

1.9277 

16.14 

60 

43.86 

30.00 

13.16 

0.0300 

1.5564 

26.39 

50 

23.61 

30.00 

7.08 

0.0300 

7.5319 

21.18 

60 

38.82 

30.00 

11.65 

0.0300 

0.4516 

21.18 

60 

38.82 

30.00 

11.65 

0.0300 

4.7919 

30.72 

50 

19.28 

30.00 

5.79 

0.0300 

0.8127 

49.95 

60 

10.05 

30.00 

3.01 

0.0300 

0.8107 

51.22 

90 

38.78 

30.00 

11.63 

0.0200 

4.3224 

47.36 

90 

42.64 

30.00 

12.79 

0.0150 

0.0000 

38.79 

60 

21.21 

30.00 

6.36 

0.0300 

1.9681 

45.06 

90 

44.94 

30.00 

13.48 

0.0150 

0.8462 

45.06 

60 

14.94 

30.00 

4.48 

0.0300 

1.7984 

39.56 

60 

20.44 

30.00 

6.13 

0.0300 

9.2716 

27.20 

60 

32.80 

30.00 

9.84 

0.0300 

4.6488 

52.16 

90 

37.84 

30.00 

11.35 

0.0200 

2.1250 

28.81 

50 

21.19 

30.00 

6.36 

0.0300 

4.7281 

28.81 

50 

21.19 

30.00 

6.36 

0.0300 

0.8298 

24.98 

60 

35.02 

30.00 

10.51 

0.0300 

2.1913 

30.11 

50 

19.89 

30.00 

5.97 

0.0300 

2.6168 

38.11 

60 

21.89 

30.00 

6.57 

0.0300 

0.0737 

38.11 

60 

21.89 

30.00 

6.57 

0.0300 

2.1365 

23.84 

50 

26.16 

30.00 

7.85 

0.0300 

1.2572 

20.96 

60 

39.04 

30.00 

11.71 

0.0300 

0.8807 

23.30 

50 

26.70 

30.00 

8.01 

0.0300 

6.1434 

24.84 

50 

25.16 

30.00 

7.55 

0.0300 

4.6141 

22.87 

60 

37.13 

30.00 

11.14 

0.0300 

3.4883 

46.93 

90 

43.07 

30.00 

12.92 

0.0150 

0.3773 

43.80 

90 

46.20 

30.00 

13.86 

0.0150 

0.8074 

43.80 

60 

16.20 

30.00 

4.86 

0.0300 

4.1158 

43.80 

90 

46.20 

30.00 

13.86 

0.0150 

0.0154 

43.80 

60 

16.20 

30.00 

4.86 

0.0300 

0.3591 





















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Younger Alluvium 


Younger Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Vindhyan Sandstone 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Younger Alluvium 


Vindhyan Sandstone 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Vindhyan Sandstone 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

16.97 

60 

43.03 

30.00 

12.91 

0.0300 

0.9120 

16.97 

60 

43.03 

30.00 

12.91 

0.0300 

5.4065 

48.74 

155 

106.26 

30.00 

31.88 

0.0040 

1.6168 

47.75 

155 

107.25 

30.00 

32.17 

0.0040 

2.7732 

16.79 

60 

43.21 

30.00 

12.96 

0.0300 

2.8184 

16.79 

60 

43.21 

30.00 

12.96 

0.0300 

11.8389 

44.35 

60 

15.65 

30.00 

4.69 

0.0300 

2.6266 

36.54 

60 

23.46 

30.00 

7.04 

0.0300 

4.5428 

47.50 

155 

107.50 

30.00 

32.25 

0.0040 

2.6727 

47.50 

90 

42.50 

30.00 

12.75 

0.0200 

1.2643 

15.95 

60 

44.05 

30.00 

13.21 

0.0300 

1.7074 

15.95 

60 

44.05 

30.00 

13.21 

0.0300 

4.7921 

16.62 

60 

43.38 

30.00 

13.02 

0.0300 

1.0280 

16.62 

60 

43.38 

30.00 

13.02 

0.0300 

0.1131 

50.61 

155 

104.39 

40.00 

41.75 

0.0200 

0.0299 

50.61 

90 

39.39 

30.00 

11.82 

0.0200 

9.5698 

29.90 

50 

20.10 

30.00 

6.03 

0.0300 

2.8340 

64.31 

155 

90.69 

40.00 

36.27 

0.0200 

2.4615 

46.48 

90 

43.52 

30.00 

13.06 

0.0150 

1.3132 

46.48 

90 

43.52 

30.00 

13.06 

0.0150 

0.5907 

48.61 

155 

106.39 

30.00 

31.92 

0.0040 

1.2055 

36.91 

60 

23.09 

30.00 

6.93 

0.0300 

1.3592 

36.91 

60 

23.09 

30.00 

6.93 

0.0300 

0.8819 

39.46 

60 

20.54 

30.00 

6.16 

0.0300 

3.8338 

39.46 

60 

20.54 

30.00 

6.16 

0.0300 

0.0889 

45.29 

90 

44.71 

30.00 

13.41 

0.0150 

0.2683 

45.29 

60 

14.71 

30.00 

4.41 

0.0300 

0.3843 

49.35 

155 

105.65 

30.00 

31.70 

0.0040 

0.3294 

49.62 

155 

105.38 

30.00 

31.61 

0.0040 

0.5851 

49.75 

155 

105.25 

30.00 

31.58 

0.0040 

0.5395 

35.12 

60 

24.88 

30.00 

7.46 

0.0300 

0.8748 

43.06 

60 

16.94 

30.00 

5.08 

0.0300 

0.3813 

43.06 

60 

16.94 

30.00 

5.08 

0.0300 

0.0814 

44.29 

90 

45.71 

30.00 

13.71 

0.0150 

0.0031 

57.21 

155 

97.79 

30.00 

29.34 

0.0040 

0.1022 

57.21 

90 

32.79 

30.00 

9.84 

0.0200 

6.3095 

53.12 

155 

101.88 

30.00 

30.57 

0.0040 

0.0458 

53.12 

90 

36.88 

30.00 

11.07 

0.0200 

10.1681 

44.72 

90 

45.28 

30.00 

13.58 

0.0150 

0.0345 

44.72 

90 

45.28 

30.00 

13.58 

0.0150 

0.8402 

44.72 

60 

15.28 

30.00 

4.58 

0.0300 

1.0669 

48.72 

155 

106.28 

30.00 

31.88 

0.0040 

0.1057 

35.07 

50 

14.93 

30.00 

4.48 

0.0300 

3.7622 

45.81 

90 

44.19 

30.00 

13.26 

0.0150 

2.1895 

45.81 

60 

14.19 

30.00 

4.26 

0.0300 

0.0328 

26.39 

50 

23.61 

30.00 

7.08 

0.0300 

8.4960 

49.70 

60 

10.30 

30.00 

3.09 

0.0300 

0.0211 

49.28 

90 

40.72 

30.00 

12.22 

0.0150 

0.2982 

21.73 

50 

28.27 

30.00 

8.48 

0.0300 

8.7328 

56.87 

155 

98.13 

40.00 

39.25 

0.0200 

0.1262 

44.49 

90 

45.51 

30.00 

13.65 

0.0150 

1.1794 

44.49 

60 

15.51 

30.00 

4.65 

0.0300 

0.5825 

13.45 

60 

46.55 

30.00 

13.96 

0.0300 

0.0071 

21.83 

60 

38.17 

30.00 

11.45 

0.0300 

1.1044 

21.83 

60 

38.17 

30.00 

11.45 

0.0300 

0.0211 













































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 



Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


lluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

21.95 

60 

38.05 

30.00 

11.41 

0.0300 

0.0006 

21.95 

60 

38.05 

30.00 

11.41 

0.0300 

0.7600 

21.64 

60 

38.36 

30.00 

11.51 

0.0300 

0.1393 

21.64 

60 

38.36 

30.00 

11.51 

0.0300 

0.1144 

21.76 

60 

38.24 

30.00 

11.47 

0.0300 

0.0171 

19.14 

60 

40.87 

30.00 

12.26 

0.0300 

0.6462 

19.14 

60 

40.87 

30.00 

12.26 

0.0300 

0.1216 

22.10 

60 

37.90 

30.00 

11.37 

0.0300 

0.5401 

22.10 

60 

37.90 

30.00 

11.37 

0.0300 

0.4904 

19.89 

60 

40.11 

30.00 

12.03 

0.0300 

0.2597 

19.89 

60 

40.11 

30.00 

12.03 

0.0300 

0.5724 

21.91 

60 

38.09 

30.00 

11.43 

0.0300 

0.1333 

21.91 

60 

38.09 

30.00 

11.43 

0.0300 

0.4451 

21.91 

60 

38.09 

30.00 

11.43 

0.0300 

0.3954 

15.39 

60 

44.61 

30.00 

13.38 

0.0300 

0.0295 

15.39 

60 

44.61 

30.00 

13.38 

0.0300 

0.1544 

18.23 

60 

41.77 

30.00 

12.53 

0.0300 

0.1266 

18.23 

60 

41.77 

30.00 

12.53 

0.0300 

0.1091 

21.84 

50 

28.16 

30.00 

8.45 

0.0300 

0.2374 

21.84 

50 

28.16 

30.00 

8.45 

0.0300 

0.8609 

21.85 

50 

28.15 

30.00 

8.45 

0.0300 

0.2728 

21.85 

50 

28.15 

30.00 

8.45 

0.0300 

0.7707 

21.80 

50 

28.20 

30.00 

8.46 

0.0300 

0.1438 

21.80 

50 

28.20 

30.00 

8.46 

0.0300 

0.3346 

21.80 

50 

28.20 

30.00 

8.46 

0.0300 

0.5283 

31.92 

90 

58.08 

30.00 

17.42 

0.0150 

0.0002 

31.92 

155 

123.08 

30.00 

36.92 

0.0040 

1.2205 

25.20 

150 

124.80 

30.00 

37.44 

0.0040 

0.3850 

25.20 

150 

124.80 

30.00 

37.44 

0.0040 

0.6807 

21.28 

50 

28.72 

30.00 

8.62 

0.0300 

0.1203 

29.02 

110 

80.98 

30.00 

24.29 

0.0150 

9.4611 

36.22 

110 

73.78 

30.00 

22.13 

0.0150 

0.0585 

20.70 

90 

69.30 

30.00 

20.79 

0.0150 

8.4911 

25.11 

150 

124.89 

30.00 

37.47 

0.0040 

1.2192 

21.92 

150 

128.08 

30.00 

38.42 

0.0040 

1.2757 

31.85 

110 

78.15 

30.00 

23.44 

0.0150 

3.1424 

34.54 

110 

75.46 

30.00 

22.64 

0.0150 

4.2991 

26.20 

150 

123.80 

30.00 

37.14 

0.0040 

2.7372 

26.20 

165 

138.80 

10.00 

13.88 

0.0040 

0.0368 

24.89 

150 

125.11 

30.00 

37.53 

0.0040 

0.0584 

24.89 

150 

125.11 

30.00 

37.53 

0.0040 

2.8602 

26.84 

110 

83.16 

30.00 

24.95 

0.0150 

1.5323 

35.56 

110 

74.44 

40.00 

29.78 

0.0150 

8.5483 

35.56 

110 

74.44 

30.00 

22.33 

0.0150 

1.1862 

22.44 

150 

127.56 

30.00 

38.27 

0.0040 

1.6065 

22.53 

50 

27.47 

30.00 

8.24 

0.0300 

2.6346 

26.05 

110 

83.95 

30.00 

25.19 

0.0150 

6.0721 

16.55 

150 

133.45 

30.00 

40.03 

0.0040 

1.9789 

14.33 

150 

135.67 

30.00 

40.70 

0.0040 

1.0178 

25.52 

150 

124.48 

30.00 

37.34 

0.0040 

0.3689 

29.61 

110 

80.39 

30.00 

24.12 

0.0150 

3.2994 

19.63 

150 

130.37 

30.00 

39.11 

0.0040 

2.5069 

26.01 

150 

123.99 

30.00 

37.20 

0.0040 

0.7615 

26.01 

150 

123.99 

30.00 

37.20 

0.0040 

0.5424 

17.50 

50 

32.50 

30.00 

9.75 

0.0300 

0.6259 














































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

17.50 

90 

72.50 

30.00 

21.75 

0.0150 

2.2161 

17.50 

50 

32.50 

30.00 

9.75 

0.0300 

1.0669 

15.65 

150 

134.35 

30.00 

40.30 

0.0040 

2.3700 

15.67 

150 

134.33 

30.00 

40.30 

0.0040 

5.1729 

16.13 

50 

33.87 

30.00 

10.16 

0.0300 

0.0725 

22.31 

150 

127.69 

30.00 

38.31 

0.0040 

1.0922 

22.33 

150 

127.67 

30.00 

38.30 

0.0040 

0.8823 

41.67 

155 

113.33 

30.00 

34.00 

0.0040 

0.0017 

21.71 

50 

28.29 

30.00 

8.49 

0.0300 

0.7002 

21.71 

50 

28.29 

30.00 

8.49 

0.0300 

0.3017 

35.53 

110 

74.47 

40.00 

29.79 

0.0150 

0.1292 

35.53 

110 

74.47 

30.00 

22.34 

0.0150 

5.5840 

18.01 

150 

131.99 

30.00 

39.60 

0.0040 

1.0595 

26.52 

150 

123.48 

30.00 

37.04 

0.0040 

12.2586 

26.52 

150 

123.48 

30.00 

37.04 

0.0040 

1.2978 

18.82 

50 

31.18 

30.00 

9.35 

0.0300 

0.6028 

18.82 

50 

31.18 

30.00 

9.35 

0.0300 

5.6469 

25.28 

110 

84.72 

30.00 

25.42 

0.0150 

7.0171 

28.62 

110 

81.38 

30.00 

24.41 

0.0150 

2.5053 

25.79 

150 

124.21 

30.00 

37.26 

0.0040 

0.5016 

24.87 

150 

125.13 

30.00 

37.54 

0.0040 

0.5000 

28.98 

110 

81.02 

30.00 

24.31 

0.0150 

1.8001 

26.11 

110 

83.90 

30.00 

25.17 

0.0150 

1.3035 

37.59 

110 

72.41 

40.00 

28.96 

0.0150 

2.1283 

36.16 

110 

73.84 

40.00 

29.54 

0.0150 

2.1941 

36.16 

110 

73.84 

30.00 

22.15 

0.0150 

0.8895 

35.45 

110 

74.55 

40.00 

29.82 

0.0150 

2.9454 

35.45 

110 

74.55 

30.00 

22.37 

0.0150 

6.0051 

37.28 

110 

72.72 

40.00 

29.09 

0.0150 

0.6065 

12.96 

150 

137.04 

30.00 

41.11 

0.0040 

1.2002 

12.96 

150 

137.04 

30.00 

41.11 

0.0020 

0.2566 

10.85 

150 

139.15 

30.00 

41.74 

0.0040 

0.8392 

18.71 

50 

31.29 

30.00 

9.39 

0.0300 

1.2407 

26.61 

150 

123.39 

30.00 

37.02 

0.0040 

0.5294 

35.30 

110 

74.70 

40.00 

29.88 

0.0150 

0.0118 

42.09 

155 

112.91 

30.00 

33.87 

0.0040 

0.5075 

25.62 

110 

84.38 

30.00 

25.31 

0.0150 

3.0941 

24.31 

150 

125.69 

30.00 

37.71 

0.0040 

1.1773 

24.28 

150 

125.72 

30.00 

37.72 

0.0040 

0.5946 

25.96 

150 

124.04 

30.00 

37.21 

0.0040 

0.4786 

25.96 

150 

124.04 

30.00 

37.21 

0.0040 

0.0264 

23.66 

150 

126.34 

30.00 

37.90 

0.0040 

0.2298 

26.06 

150 

123.94 

30.00 

37.18 

0.0040 

0.7704 

22.91 

150 

127.09 

30.00 

38.13 

0.0040 

2.8546 

11.64 

150 

138.36 

30.00 

41.51 

0.0040 

0.7703 

35.50 

110 

74.50 

30.00 

22.35 

0.0150 

3.8651 

21.15 

110 

88.85 

30.00 

26.66 

0.0150 

0.2494 

10.10 

150 

139.90 

30.00 

41.97 

0.0040 

8.1335 

10.10 

150 

139.90 

30.00 

41.97 

0.0020 

0.3547 

10.10 

150 

139.90 

30.00 

41.97 

0.0040 

0.0213 

10.10 

150 

139.90 

30.00 

41.97 

0.0020 

0.0031 

13.15 

150 

136.85 

30.00 

41.06 

0.0040 

0.1051 

13.15 

150 

136.85 

30.00 

41.06 

0.0020 

0.9464 

13.15 

150 

136.85 

30.00 

41.06 

0.0020 

0.0375 

21.30 

110 

88.70 

30.00 

26.61 

0.0150 

5.7462 

























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Dudhwa Meetha 


Duleri 


DUMASAR 


DURJANA 


Gadana 


Gajoowas 


Gajsar 


GANDHELI 


Ghantel 


GHOTRA KHALSA 


GHOTRA PATTA 


Ginri Patta Lohsana 


Ginri Patta Rajpura 


Godas 


Gogtiya Baghawatan 


Gogtiya Charnan 


Gogtiya Kachchawata 


Gogtiya Pata Chango 


GORKHANA 


Indasi 


Indrapura 


JABRASAR 


Jawanipura 


Jhadsar Ganjiya 


Jhadsar Kandhlan 


Jhanjhani 


Jhariya 


JOJASAR 


Jori Patta Charnan 


Jori Patta Lohsana 


Kalas 


Kalwas 


Census Code 


0804000400624600 


0804000100574000 


0802000600451600 


0802000600469200 


0804000100574900 


0804000100576300 


0804000400627100 


0802000500439100 


0804000400624800 


0802000700486200 


0802000700486000 


0804000400626800 


0804000400626600 


0804000100579100 


0804000100579800 


0804000100578500 


0804000100578600 


0804000100578800 


0802000600451500 


0804000100576600 


0804000400626700 


0802000600468600 


0804000100580000 


0804000100571300 


0804000100573100 


0804000100573000 


0804000400625200 


0802000600468100 


0804000400623000 


0804000400622900 


0804000100576800 


0804000100570800 



Zone (Fresh 
/ Saline) 


23.71 Saline 


6.47 Saline 


23.46 Saline 


24.32 Saline 


21.25 Saline 


9.49 Saline 


31.32 Saline 


2.03 Saline 



14.29 Saline 


7.11 Saline 






8.86 Sali 


4.79 Sali 


56.21 Sali 


36.40 Fre 


Sali 


12.65 Sali 


3.97 Sali 


25.34 Sali 


16.26 Sali 


38.12 Sali 


3.95 Sali 


8.80 Sali 


13.89 Sali 


23.00 Sali 


17.43 Sali 


21.95 Sali 


46.93 Saline 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Older Alluvium 

Command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Older Alluvium 

Command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

35.91 

110 

74.09 

30.00 

22.23 

0.0150 

3.9927 

14.39 

150 

135.61 

30.00 

40.68 

0.0040 

1.0534 

20.52 

50 

29.48 

30.00 

8.84 

0.0300 

4.5727 

20.52 

50 

29.48 

30.00 

8.84 

0.0300 

0.6415 

15.59 

50 

34.41 

30.00 

10.32 

0.0300 

7.4146 

23.27 

150 

126.73 

30.00 

38.02 

0.0040 

3.2310 

25.59 

150 

124.41 

30.00 

37.32 

0.0040 

1.4170 

33.21 

110 

76.79 

30.00 

23.04 

0.0150 

10.8238 

22.13 

60 

37.87 

30.00 

11.36 

0.0300 

0.1941 

22.13 

60 

37.87 

30.00 

11.36 

0.0300 

0.0572 

22.13 

60 

37.87 

30.00 

11.36 

0.0300 

0.4404 

34.75 

90 

55.25 

30.00 

16.57 

0.0150 

0.0346 

34.75 

155 

120.25 

30.00 

36.07 

0.0040 

0.0054 

34.56 

110 

75.44 

30.00 

22.63 

0.0150 

4.8498 

14.28 

50 

35.72 

30.00 

10.72 

0.0300 

0.7938 

14.28 

50 

35.72 

30.00 

10.72 

0.0300 

1.4938 

14.44 

120 

105.56 

30.00 

31.67 

0.0150 

0.0002 

14.44 

50 

35.56 

30.00 

10.67 

0.0300 

0.0105 

14.44 

120 

105.56 

30.00 

31.67 

0.0150 

0.0326 

14.44 

50 

35.56 

30.00 

10.67 

0.0300 

1.3042 

14.71 

50 

35.29 

30.00 

10.59 

0.0300 

2.9219 

30.20 

110 

79.80 

30.00 

23.94 

0.0150 

5.6504 

25.68 

110 

84.32 

30.00 

25.30 

0.0150 

3.8227 

25.99 

150 

124.01 

30.00 

37.20 

0.0040 

1.3276 

24.53 

150 

125.47 

30.00 

37.64 

0.0040 

1.0273 

22.44 

150 

127.56 

30.00 

38.27 

0.0040 

0.0015 

23.87 

150 

126.13 

30.00 

37.84 

0.0040 

0.1321 

22.73 

150 

127.27 

30.00 

38.18 

0.0040 

1.8386 

21.36 

50 

28.64 

30.00 

8.59 

0.0300 

1.2077 

21.36 

50 

28.64 

30.00 

8.59 

0.0300 

3.6819 

22.35 

150 

127.65 

30.00 

38.30 

0.0040 

1.3569 

25.05 

110 

84.95 

30.00 

25.48 

0.0150 

1.8319 

25.35 

90 

64.65 

30.00 

19.40 

0.0150 

0.0102 

25.35 

90 

64.65 

30.00 

19.40 

0.0150 

0.1719 

37.32 

110 

72.68 

40.00 

29.07 

0.0150 

0.9342 

37.32 

110 

72.68 

30.00 

21.81 

0.0150 

2.6548 

24.62 

150 

125.38 

30.00 

37.61 

0.0040 

1.9034 

9.72 

150 

140.28 

30.00 

42.08 

0.0040 

0.6691 

14.63 

150 

135.37 

30.00 

40.61 

0.0040 

2.9762 

14.87 

150 

135.13 

30.00 

40.54 

0.0040 

2.6367 

32.68 

110 

77.32 

30.00 

23.20 

0.0150 

13.2646 

28.43 

90 

61.57 

30.00 

18.47 

0.0150 

1.0165 

28.43 

155 

126.57 

30.00 

37.97 

0.0040 

0.0222 

26.93 

110 

83.07 

30.00 

24.92 

0.0150 

3.2886 

26.21 

110 

83.79 

30.00 

25.14 

0.0150 

0.0070 

26.21 

110 

83.79 

30.00 

25.14 

0.0150 

5.2310 

26.68 

110 

83.32 

30.00 

25.00 

0.0150 

2.6968 

26.68 

110 

83.32 

30.00 

25.00 

0.0150 

5.9269 

15.55 

150 

134.45 

30.00 

40.34 

0.0040 

2.8116 

14.85 

150 

135.15 

30.00 

40.54 

0.0020 

0.1162 

14.85 

150 

135.15 

30.00 

40.54 

0.0020 

0.0523 

14.85 

150 

135.15 

30.00 

40.54 

0.0020 

1.2299 

16.26 

50 

33.74 

30.00 

10.12 

0.0300 

4.8634 

16.26 

120 

103.74 

30.00 

31.12 

0.0150 

0.0212 

16.26 

50 

33.74 

30.00 

10.12 

0.0300 

8.3433 













































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

27.64 

110 

82.36 

30.00 

24.71 

0.0150 

5.6634 

21.47 

50 

28.53 

30.00 

8.56 

0.0300 

1.2374 

21.47 

50 

28.53 

30.00 

8.56 

0.0300 

0.7374 

25.07 

150 

124.93 

30.00 

37.48 

0.0040 

2.2214 

26.85 

110 

83.15 

30.00 

24.95 

0.0150 

0.1731 

17.08 

150 

132.92 

30.00 

39.88 

0.0040 

0.2385 

26.04 

110 

83.96 

30.00 

25.19 

0.0150 

0.2406 

35.92 

110 

74.08 

30.00 

22.23 

0.0150 

7.1843 

29.71 

110 

80.29 

30.00 

24.09 

0.0150 

6.9955 

24.70 

150 

125.30 

30.00 

37.59 

0.0040 

0.2103 

24.70 

150 

125.30 

30.00 

37.59 

0.0040 

0.1587 

21.13 

150 

128.87 

30.00 

38.66 

0.0040 

1.7422 

35.03 

110 

74.97 

40.00 

29.99 

0.0150 

0.0232 

35.03 

110 

74.97 

30.00 

22.49 

0.0150 

4.9812 

16.78 

90 

73.22 

30.00 

21.97 

0.0150 

0.2524 

16.78 

50 

33.22 

30.00 

9.97 

0.0300 

1.6875 

16.78 

90 

73.22 

30.00 

21.97 

0.0150 

1.7108 

16.78 

50 

33.22 

30.00 

9.97 

0.0300 

1.8113 

19.46 

150 

130.54 

30.00 

39.16 

0.0040 

0.0663 

27.65 

110 

82.35 

30.00 

24.70 

0.0150 

10.1909 

18.34 

90 

71.66 

30.00 

21.50 

0.0150 

4.9869 

16.00 

50 

34.00 

30.00 

10.20 

0.0300 

2.5130 

18.67 

150 

131.33 

30.00 

39.40 

0.0040 

0.3035 

18.67 

150 

131.33 

30.00 

39.40 

0.0020 

0.2458 

22.16 

150 

127.84 

30.00 

38.35 

0.0040 

0.9982 

19.22 

150 

130.78 

30.00 

39.23 

0.0040 

0.4876 

16.78 

150 

133.22 

30.00 

39.97 

0.0040 

1.2882 

25.82 

150 

124.18 

30.00 

37.25 

0.0040 

2.9750 

25.82 

165 

139.18 

10.00 

13.92 

0.0040 

0.0725 

25.82 

150 

124.18 

30.00 

37.25 

0.0040 

3.3439 

25.82 

165 

139.18 

10.00 

13.92 

0.0040 

0.0047 

26.81 

110 

83.19 

30.00 

24.96 

0.0150 

4.0082 

26.20 

110 

83.80 

30.00 

25.14 

0.0150 

5.5994 

26.70 

110 

83.30 

30.00 

24.99 

0.0150 

3.7873 

14.35 

50 

35.65 

30.00 

10.69 

0.0300 

2.7235 

14.35 

50 

35.65 

30.00 

10.69 

0.0300 

1.1565 

34.73 

110 

75.27 

30.00 

22.58 

0.0150 

0.0815 

25.78 

150 

124.22 

30.00 

37.26 

0.0040 

0.0717 

25.78 

150 

124.22 

30.00 

37.26 

0.0040 

1.3634 

17.02 

50 

32.98 

30.00 

9.89 

0.0300 

3.3614 

17.02 

50 

32.98 

30.00 

9.89 

0.0300 

4.4319 

17.08 

90 

72.92 

30.00 

21.88 

0.0150 

0.0236 

17.08 

90 

72.92 

30.00 

21.88 

0.0150 

1.1785 

17.08 

50 

32.92 

30.00 

9.88 

0.0300 

4.1218 

26.64 

110 

83.36 

30.00 

25.01 

0.0150 

1.5913 

26.53 

110 

83.47 

30.00 

25.04 

0.0150 

4.5602 

15.01 

150 

134.99 

30.00 

40.50 

0.0040 

0.0120 

15.01 

150 

134.99 

30.00 

40.50 

0.0020 

0.1901 

14.41 

150 

135.59 

30.00 

40.68 

0.0020 

0.1885 

18.77 

150 

131.23 

30.00 

39.37 

0.0040 

1.2872 

24.77 

150 

125.23 

30.00 

37.57 

0.0040 

1.5768 

24.77 

150 

125.23 

30.00 

37.57 

0.0040 

0.2767 

23.71 

150 

126.29 

30.00 

37.89 

0.0040 

1.1760 

26.11 

150 

123.89 

30.00 

37.17 

0.0040 

0.0734 

26.11 

150 

123.89 

30.00 

37.17 

0.0040 

0.2892 










































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone (Fresh 
/ Saline) 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Command 

Older Alluvium 

Command 

Younger Alluvium 

Command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Command 

Older Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Younger Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Vindhyan Sandstone 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Vindhyan Sandstone 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

21.22 

50 

28.78 

30.00 

8.63 

0.0300 

0.2207 

14.29 

50 

35.71 

30.00 

10.71 

0.0300 

3.8650 

14.29 

50 

35.71 

30.00 

10.71 

0.0300 

0.4453 

28.81 

50 

21.19 

30.00 

6.36 

0.0300 

0.2233 

28.81 

50 

21.19 

30.00 

6.36 

0.0300 

2.8680 

24.49 

110 

85.51 

30.00 

25.65 

0.0150 

6.8429 

16.23 

90 

73.77 

30.00 

22.13 

0.0150 

0.3221 

16.23 

50 

33.77 

30.00 

10.13 

0.0300 

5.8879 

16.23 

90 

73.77 

30.00 

22.13 

0.0150 

4.5292 

16.23 

50 

33.77 

30.00 

10.13 

0.0300 

0.2263 

13.12 

150 

136.88 

30.00 

41.06 

0.0040 

2.7156 

15.57 

50 

34.43 

30.00 

10.33 

0.0300 

0.1928 

43.75 

155 

111.25 

30.00 

33.37 

0.0040 

0.5708 

26.77 

155 

128.23 

30.00 

38.47 

0.0040 

0.0012 

26.44 

150 

123.56 

30.00 

37.07 

0.0040 

0.8238 

15.50 

50 

34.50 

30.00 

10.35 

0.0300 

0.0141 

15.50 

50 

34.50 

30.00 

10.35 

0.0300 

0.0705 

23.84 

50 

26.16 

30.00 

7.85 

0.0300 

2.0568 

23.84 

50 

26.16 

30.00 

7.85 

0.0300 

1.6412 

16.16 

50 

33.84 

30.00 

10.15 

0.0300 

3.2182 

16.16 

50 

33.84 

30.00 

10.15 

0.0300 

1.1646 

16.19 

50 

33.81 

30.00 

10.14 

0.0300 

0.9080 

16.19 

50 

33.81 

30.00 

10.14 

0.0300 

0.0840 

23.30 

50 

26.70 

30.00 

8.01 

0.0300 

3.8201 

23.30 

50 

26.70 

30.00 

8.01 

0.0300 

1.2580 

26.26 

110 

83.74 

30.00 

25.12 

0.0150 

1.4529 

14.86 

150 

135.14 

30.00 

40.54 

0.0040 

2.5763 

15.15 

50 

34.85 

30.00 

10.45 

0.0300 

0.8544 

21.02 

150 

128.98 

30.00 

38.70 

0.0040 

0.0026 

21.09 

150 

128.91 

30.00 

38.67 

0.0040 

0.2265 

22.55 

150 

127.45 

30.00 

38.23 

0.0040 

2.4800 

34.48 

110 

75.52 

30.00 

22.66 

0.0150 

11.0102 

22.35 

150 

127.65 

30.00 

38.29 

0.0040 

2.1965 

37.06 

110 

72.94 

40.00 

29.18 

0.0150 

4.5767 

37.06 

110 

72.94 

30.00 

21.88 

0.0150 

0.3286 

25.44 

150 

124.56 

30.00 

37.37 

0.0040 

4.0782 

25.44 

165 

139.56 

10.00 

13.96 

0.0040 

0.6349 

17.14 

50 

32.86 

30.00 

9.86 

0.0300 

4.1116 

17.14 

50 

32.86 

30.00 

9.86 

0.0300 

0.3554 

23.47 

150 

126.53 

30.00 

37.96 

0.0040 

8.5123 

26.97 

90 

63.03 

30.00 

18.91 

0.0150 

0.0358 

14.51 

50 

35.49 

30.00 

10.65 

0.0300 

1.3350 

35.70 

110 

74.30 

30.00 

22.29 

0.0150 

4.5053 

26.77 

110 

83.23 

30.00 

24.97 

0.0150 

4.9890 

13.95 

150 

136.05 

30.00 

40.82 

0.0020 

0.1021 

13.95 

150 

136.05 

30.00 

40.82 

0.0020 

0.8799 

19.95 

90 

70.05 

30.00 

21.02 

0.0150 

0.0989 

19.95 

90 

70.05 

30.00 

21.02 

0.0150 

1.0101 

19.50 

150 

130.50 

30.00 

39.15 

0.0040 

2.3816 

34.55 

90 

55.45 

30.00 

16.64 

0.0150 

0.2200 

34.55 

155 

120.45 

30.00 

36.14 

0.0040 

0.4099 

19.72 

150 

130.28 

30.00 

39.08 

0.0040 

0.3614 

22.83 

90 

67.17 

30.00 

20.15 

0.0150 

1.8347 

16.83 

150 

133.17 

30.00 

39.95 

0.0040 

0.8459 

31.56 

110 

78.44 

30.00 

23.53 

0.0150 

0.5938 





















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Younger Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

29.69 

110 

80.31 

30.00 

24.09 

0.0150 

6.8112 

37.43 

155 

117.57 

30.00 

35.27 

0.0040 

2.5703 

37.37 

110 

72.63 

30.00 

21.79 

0.0150 

5.2714 

18.48 

150 

131.52 

30.00 

39.45 

0.0040 

12.4637 

18.48 

150 

131.52 

30.00 

39.45 

0.0040 

6.7803 

18.48 

150 

131.52 

30.00 

39.45 

0.0020 

0.2102 

25.47 

90 

64.53 

30.00 

19.36 

0.0150 

0.3038 

25.47 

50 

24.53 

30.00 

7.36 

0.0300 

0.0521 

25.47 

90 

64.53 

30.00 

19.36 

0.0150 

0.0137 

25.47 

50 

24.53 

30.00 

7.36 

0.0300 

2.1333 

25.93 

150 

124.07 

30.00 

37.22 

0.0040 

4.1168 

25.93 

165 

139.07 

10.00 

13.91 

0.0040 

0.1026 

40.40 

110 

69.60 

40.00 

27.84 

0.0150 

1.2123 

23.59 

150 

126.41 

30.00 

37.92 

0.0040 

1.4810 

14.33 

150 

135.67 

30.00 

40.70 

0.0040 

0.6942 

18.83 

90 

71.17 

30.00 

21.35 

0.0150 

0.9974 

18.83 

90 

71.17 

30.00 

21.35 

0.0150 

8.1423 

14.54 

150 

135.46 

30.00 

40.64 

0.0040 

0.2027 

34.87 

110 

75.13 

40.00 

30.05 

0.0150 

2.2357 

34.87 

110 

75.13 

30.00 

22.54 

0.0150 

0.0062 

31.33 

110 

78.67 

30.00 

23.60 

0.0150 

2.5830 

25.77 

150 

124.23 

30.00 

37.27 

0.0040 

2.0647 

25.77 

165 

139.23 

10.00 

13.92 

0.0040 

0.3066 

16.87 

50 

33.13 

30.00 

9.94 

0.0300 

0.3462 

20.79 

150 

129.21 

30.00 

38.76 

0.0040 

0.1747 

19.03 

150 

130.97 

30.00 

39.29 

0.0040 

2.9790 

19.03 

150 

130.97 

30.00 

39.29 

0.0040 

0.0686 

24.56 

110 

85.44 

30.00 

25.63 

0.0150 

4.5266 

22.31 

150 

127.69 

30.00 

38.31 

0.0040 

2.1882 

20.47 

90 

69.53 

30.00 

20.86 

0.0150 

5.6939 

25.72 

150 

124.28 

30.00 

37.28 

0.0040 

1.2521 

25.72 

150 

124.28 

30.00 

37.28 

0.0040 

1.3798 

26.78 

90 

63.22 

30.00 

18.97 

0.0150 

0.1008 

26.78 

155 

128.22 

30.00 

38.47 

0.0040 

0.0113 

31.92 

155 

123.08 

30.00 

36.92 

0.0040 

0.1226 

33.25 

90 

56.75 

30.00 

17.02 

0.0150 

1.9108 

45.09 

155 

109.91 

30.00 

32.97 

0.0040 

0.0007 

31.16 

50 

18.84 

30.00 

5.65 

0.0300 

0.9741 

31.16 

50 

18.84 

30.00 

5.65 

0.0300 

0.0009 

25.91 

90 

64.09 

30.00 

19.23 

0.0150 

3.3121 

20.70 

90 

69.30 

30.00 

20.79 

0.0150 

0.0185 

38.90 

110 

71.10 

30.00 

21.33 

0.0150 

0.3757 

26.20 

150 

123.80 

30.00 

37.14 

0.0040 

0.0407 

26.20 

165 

138.80 

10.00 

13.88 

0.0040 

0.3726 

25.52 

150 

124.48 

30.00 

37.34 

0.0040 

2.5906 

26.01 

150 

123.99 

30.00 

37.20 

0.0040 

0.0074 

46.83 

155 

108.17 

30.00 

32.45 

0.0040 

2.3706 

41.01 

90 

48.99 

30.00 

14.70 

0.0150 

0.9239 

41.01 

155 

113.99 

30.00 

34.20 

0.0040 

2.3121 

41.01 

50 

8.99 

30.00 

2.70 

0.0300 

0.1190 

46.48 

155 

108.52 

30.00 

32.56 

0.0040 

1.0315 

41.67 

155 

113.33 

30.00 

34.00 

0.0040 

5.4816 

47.14 

155 

107.86 

30.00 

32.36 

0.0040 

2.6168 

48.25 

155 

106.75 

30.00 

32.03 

0.0040 

3.8792 

28.62 

110 

81.38 

30.00 

24.41 

0.0150 

2.2668 






















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Younger Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

28.41 

90 

61.59 

30.00 

18.48 

0.0150 

4.2613 

33.53 

90 

56.47 

30.00 

16.94 

0.0150 

2.4862 

34.25 

155 

120.75 

30.00 

36.22 

0.0040 

0.5253 

34.25 

90 

55.75 

30.00 

16.72 

0.0150 

1.0984 

34.25 

155 

120.75 

30.00 

36.22 

0.0040 

4.8630 

37.19 

90 

52.81 

30.00 

15.84 

0.0150 

0.4326 

42.09 

155 

112.91 

30.00 

33.87 

0.0040 

2.7753 

25.62 

110 

84.38 

30.00 

25.31 

0.0150 

0.0721 

43.39 

90 

46.61 

30.00 

13.98 

0.0150 

0.0599 

43.39 

155 

111.61 

30.00 

33.48 

0.0040 

0.3848 

43.39 

50 

6.61 

30.00 

1.98 

0.0300 

0.6306 

37.61 

90 

52.39 

30.00 

15.72 

0.0150 

1.1079 

43.83 

155 

111.17 

30.00 

33.35 

0.0040 

0.9543 

44.27 

90 

45.73 

30.00 

13.72 

0.0150 

0.0905 

44.27 

155 

110.73 

30.00 

33.22 

0.0040 

0.8948 

45.18 

155 

109.82 

30.00 

32.95 

0.0040 

2.1818 

45.18 

155 

109.82 

30.00 

32.95 

0.0040 

0.0175 

42.92 

50 

7.08 

30.00 

2.13 

0.0300 

1.7764 

35.91 

110 

74.09 

30.00 

22.23 

0.0150 

0.0043 

26.24 

150 

123.76 

30.00 

37.13 

0.0040 

1.0020 

34.75 

90 

55.25 

30.00 

16.57 

0.0150 

1.5702 

34.75 

155 

120.25 

30.00 

36.07 

0.0040 

0.7268 

28.15 

90 

61.85 

30.00 

18.55 

0.0150 

2.9372 

28.15 

50 

21.85 

30.00 

6.55 

0.0300 

0.1473 

38.97 

90 

51.03 

30.00 

15.31 

0.0150 

0.0223 

25.35 

90 

64.65 

30.00 

19.40 

0.0150 

13.8775 

25.35 

50 

24.65 

30.00 

7.40 

0.0300 

0.3842 

25.35 

90 

64.65 

30.00 

19.40 

0.0150 

1.7894 

37.19 

90 

52.81 

30.00 

15.84 

0.0150 

1.8465 

35.79 

90 

54.21 

30.00 

16.26 

0.0150 

0.5701 

29.14 

90 

60.86 

30.00 

18.26 

0.0150 

0.8221 

28.43 

90 

61.57 

30.00 

18.47 

0.0150 

0.0369 

28.47 

90 

61.53 

30.00 

18.46 

0.0150 

3.9925 

28.47 

50 

21.53 

30.00 

6.46 

0.0300 

1.0614 

26.63 

90 

63.37 

30.00 

19.01 

0.0150 

3.2993 

36.07 

90 

53.93 

30.00 

16.18 

0.0150 

0.4020 

42.91 

90 

47.09 

30.00 

14.13 

0.0150 

0.8108 

42.91 

155 

112.09 

30.00 

33.63 

0.0040 

3.1240 

29.71 

110 

80.29 

30.00 

24.09 

0.0150 

6.6947 

27.48 

110 

82.52 

30.00 

24.76 

0.0150 

0.7779 

28.81 

110 

81.19 

30.00 

24.36 

0.0150 

2.6065 

47.27 

155 

107.73 

30.00 

32.32 

0.0040 

0.0517 

25.82 

165 

139.18 

10.00 

13.92 

0.0040 

0.2102 

25.82 

150 

124.18 

30.00 

37.25 

0.0040 

2.0765 

25.82 

165 

139.18 

10.00 

13.92 

0.0040 

0.0596 

30.72 

50 

19.28 

30.00 

5.79 

0.0300 

0.0032 

39.39 

110 

70.61 

30.00 

21.18 

0.0150 

4.0897 

25.78 

150 

124.22 

30.00 

37.26 

0.0040 

0.4323 

31.78 

110 

78.22 

30.00 

23.46 

0.0150 

8.0882 

28.81 

50 

21.19 

30.00 

6.36 

0.0300 

0.0142 

28.81 

50 

21.19 

30.00 

6.36 

0.0300 

0.0897 

43.75 

155 

111.25 

30.00 

33.37 

0.0040 

0.9784 

27.01 

155 

127.99 

30.00 

38.40 

0.0040 

0.5865 

27.01 

155 

127.99 

30.00 

38.40 

0.0040 

0.1272 

26.77 

155 

128.23 

30.00 

38.47 

0.0040 

0.0079 




















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

26.77 

90 

63.23 

30.00 

18.97 

0.0150 

1.6561 

26.77 

155 

128.23 

30.00 

38.47 

0.0040 

2.3587 

28.96 

155 

126.04 

30.00 

37.81 

0.0040 

1.7199 

28.96 

155 

126.04 

30.00 

37.81 

0.0040 

0.0364 

25.36 

90 

64.64 

30.00 

19.39 

0.0150 

9.0865 

30.11 

50 

19.89 

30.00 

5.97 

0.0300 

1.4659 

34.45 

90 

55.55 

30.00 

16.67 

0.0150 

0.8233 

29.59 

90 

60.41 

30.00 

18.12 

0.0150 

4.5922 

46.00 

155 

109.00 

30.00 

32.70 

0.0040 

3.2591 

32.47 

90 

57.53 

30.00 

17.26 

0.0150 

6.1155 

32.47 

50 

17.53 

30.00 

5.26 

0.0300 

0.8648 

34.48 

110 

75.52 

30.00 

22.66 

0.0150 

4.3370 

43.15 

90 

46.85 

30.00 

14.06 

0.0150 

0.4230 

43.15 

155 

111.85 

30.00 

33.56 

0.0040 

0.8398 

28.40 

90 

61.60 

30.00 

18.48 

0.0150 

1.8135 

43.56 

90 

46.44 

30.00 

13.93 

0.0150 

0.5012 

43.56 

155 

111.44 

30.00 

33.43 

0.0040 

0.2482 

41.01 

90 

48.99 

30.00 

14.70 

0.0150 

0.6766 

30.56 

90 

59.44 

30.00 

17.83 

0.0150 

4.2593 

47.50 

155 

107.50 

30.00 

32.25 

0.0040 

0.2445 

47.50 

90 

42.50 

30.00 

12.75 

0.0200 

0.3899 

26.97 

90 

63.03 

30.00 

18.91 

0.0150 

5.7874 

29.90 

90 

60.10 

30.00 

18.03 

0.0150 

0.6174 

29.90 

50 

20.10 

30.00 

6.03 

0.0300 

0.6097 

48.61 

155 

106.39 

30.00 

31.92 

0.0040 

4.6436 

19.95 

90 

70.05 

30.00 

21.02 

0.0150 

0.0279 

19.95 

90 

70.05 

30.00 

21.02 

0.0150 

4.3440 

34.55 

155 

120.45 

30.00 

36.14 

0.0040 

0.5247 

27.23 

90 

62.77 

30.00 

18.83 

0.0150 

1.1133 

49.62 

155 

105.38 

30.00 

31.61 

0.0040 

0.3526 

49.75 

155 

105.25 

30.00 

31.58 

0.0040 

0.6051 

22.83 

90 

67.17 

30.00 

20.15 

0.0150 

2.5950 

25.46 

150 

124.54 

30.00 

37.36 

0.0040 

2.4652 

31.56 

110 

78.44 

30.00 

23.53 

0.0150 

8.8130 

37.43 

155 

117.57 

30.00 

35.27 

0.0040 

0.6834 

25.47 

90 

64.53 

30.00 

19.36 

0.0150 

1.2936 

25.47 

50 

24.53 

30.00 

7.36 

0.0300 

1.3915 

25.47 

50 

24.53 

30.00 

7.36 

0.0300 

0.5657 

25.93 

150 

124.07 

30.00 

37.22 

0.0040 

0.1684 

25.93 

165 

139.07 

10.00 

13.91 

0.0040 

0.3412 

18.83 

90 

71.17 

30.00 

21.35 

0.0150 

0.8360 

48.72 

155 

106.28 

30.00 

31.88 

0.0040 

2.7548 

48.72 

155 

106.28 

30.00 

31.88 

0.0040 

0.9784 

35.89 

90 

54.11 

30.00 

16.23 

0.0150 

0.4923 

25.77 

165 

139.23 

10.00 

13.92 

0.0040 

0.0522 

25.72 

150 

124.28 

30.00 

37.28 

0.0040 

0.7255 

26.78 

90 

63.22 

30.00 

18.97 

0.0150 

1.6320 

39.69 

120 

80.31 

30.00 

24.09 

0.0150 

2.6889 

61.95 

100 

38.05 

20.00 

7.61 

0.0150 

0.2841 

61.60 

100 

38.40 

20.00 

7.68 

0.0150 

0.1600 

61.60 

85 

23.40 

20.00 

4.68 

0.0200 

0.0134 

63.11 

100 

36.89 

20.00 

7.38 

0.0150 

0.4016 

63.11 

85 

21.89 

20.00 

4.38 

0.0200 

0.0254 

35.17 

120 

84.83 

30.00 

25.45 

0.0150 

1.5827 

35.12 

120 

84.88 

30.00 

25.47 

0.0150 

1.1001 
























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 

Census Code 

Bairasar Chhota 

0804000200596600 

Bajawa 

0805000200698600 


Zone (Fresh 
/ Saline) 


7.30 Saline 


14.40 Fresh 


Bakhtawarpura 


Bangarwa 


Bas Brahmanan 


Bas Govindsingh 


Bas Kirtan 


Bas Lalsingh 


Bas Mamraj 


Beenjawas 


Bewad 


Bhabhreend 


Bhagela 


Bhatod 


Bhojan 


Brijlalpura 


Budhawas 


Chainpura 


Chak Alampura 


Chand Gothi 


Dandeoo Mohansingh 


Dandeoo Ramsingh 


Dandeoo Sultansing 


Deengli 


Dhandhar 


Dhandhariya 


Dhani Daroga 


Dhani Khudani 


Dhani Mauji 


Dhanothi Bari 


Dhanothi Chhoti 


Dhatarwalon Ka Bas 


Dumki 


Garinda 


Ghumansar Kalan 


Gothra Lamba 


Gothra Nooniya 


Gothri 


Gothyan Bari 


Gothyan Chhoti 


Gowli 


Gudan 


0805000200702600 


0804000200598800 


0804000200600300 


0804000200603300 


0804000200600700 


0804000200600900 


0804000200603100 


0804000200596900 


0804000200598900 


0804000200598700 


0804000200586300 


0804000200586900 


0804000200597300 


0805000200711100 


0804000200602500 


0805000200700700 


0805000200700500 


0804000200601100 


0804000200599500 


0804000200599600 


0804000200599300 


0804000200602800 


0805000200698300 


0805000200698500 


0805000200701300 


0804000200597600 


0804000200599800 


0804000200584000 


0804000200583900 


0805000200710900 


0804000200584300 


0805000200698200 


0805000200698000 


0805000200703000 


0805000200702700 


0805000200702800 


0804000200586500 


0804000200590700 


0805000200700800 


0804000200601000 


6.86 Saline 


17.32 Saline 


5.37 Fresh 


5.08 Fresh 


2.58 Fresh 


0.51 Fresh 


24.54 Fresh 


8.48 Saline 


5.65 Saline 


12.05 Saline 


9.89 Fresh 


5.68 Fresh 


3.98 Fresh 


1.33 Fresh 


5.92 Saline 


6.00 Saline 


19.94 Fresh 


Saline 


9.48 Fresh 


Saline 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Younger 

Alluvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Younger 

Alluvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Younger 

Alluvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

34.26 

120 

85.74 

30.00 

25.72 

0.0150 

0.0015 

53.32 

100 

46.68 

20.00 

9.34 

0.0150 

0.1851 

53.32 

85 

31.68 

20.00 

6.34 

0.0200 

0.0833 

61.24 

100 

38.76 

20.00 

7.75 

0.0150 

0.0647 

47.19 

120 

72.81 

40.00 

29.12 

0.0150 

0.0811 

47.19 

120 

72.81 

30.00 

21.84 

0.0150 

0.6538 

41.00 

120 

79.00 

30.00 

23.70 

0.0150 

0.0012 

61.70 

120 

58.30 

40.00 

23.32 

0.0150 

0.5147 

46.91 

120 

73.09 

40.00 

29.24 

0.0150 

2.3177 

46.91 

120 

73.09 

30.00 

21.93 

0.0150 

0.6641 

49.71 

120 

70.29 

40.00 

28.11 

0.0150 

1.8939 

64.90 

120 

55.10 

40.00 

22.04 

0.0150 

0.2608 

37.03 

120 

82.97 

30.00 

24.89 

0.0150 

2.7711 

48.16 

120 

71.84 

30.00 

21.55 

0.0150 

1.0040 

46.84 

120 

73.16 

40.00 

29.26 

0.0150 

0.6943 

46.84 

120 

73.16 

30.00 

21.95 

0.0150 

1.0129 

28.15 

120 

91.85 

30.00 

27.56 

0.0150 

5.2137 

28.15 

120 

91.85 

30.00 

27.56 

0.0150 

0.0788 

29.75 

120 

90.25 

30.00 

27.08 

0.0150 

0.8008 

29.75 

120 

90.25 

30.00 

27.08 

0.0150 

1.1178 

51.24 

120 

68.76 

30.00 

20.63 

0.0150 

0.6435 

63.94 

100 

36.06 

20.00 

7.21 

0.0150 

0.1298 

53.00 

120 

67.00 

40.00 

26.80 

0.0150 

0.2158 

53.00 

120 

67.00 

40.00 

26.80 

0.0200 

0.0288 

63.87 

100 

36.13 

20.00 

7.23 

0.0150 

0.2796 

60.12 

100 

39.88 

20.00 

7.98 

0.0150 

0.0605 

62.56 

120 

57.44 

40.00 

22.98 

0.0150 

8.4503 

44.55 

120 

75.45 

30.00 

22.64 

0.0150 

2.7331 

39.68 

120 

80.32 

30.00 

24.10 

0.0150 

1.9445 

40.38 

120 

79.62 

30.00 

23.89 

0.0150 

4.3169 

57.78 

120 

62.22 

40.00 

24.89 

0.0150 

3.6905 

65.42 

105 

39.58 

20.00 

7.92 

0.0150 

0.6747 

55.87 

105 

49.13 

20.00 

9.83 

0.0150 

0.4971 

55.87 

60 

4.13 

20.00 

0.83 

0.0200 

0.0020 

62.89 

100 

37.11 

20.00 

7.42 

0.0150 

0.1482 

50.41 

120 

69.59 

30.00 

20.88 

0.0150 

0.0838 

37.67 

120 

82.33 

30.00 

24.70 

0.0150 

0.5124 

28.90 

120 

91.10 

40.00 

36.44 

0.0150 

0.0079 

28.90 

120 

91.10 

30.00 

27.33 

0.0150 

2.0589 

28.90 

120 

91.10 

30.00 

27.33 

0.0150 

5.5121 

20.56 

120 

99.44 

40.00 

39.78 

0.0150 

0.0010 

20.56 

120 

99.44 

30.00 

29.83 

0.0150 

0.0398 

20.56 

120 

99.44 

30.00 

29.83 

0.0150 

0.1404 

66.21 

100 

33.79 

20.00 

6.76 

0.0150 

0.0000 

24.83 

120 

95.17 

30.00 

28.55 

0.0150 

0.8129 

65.47 

105 

39.53 

20.00 

7.91 

0.0150 

0.2586 

63.53 

105 

41.47 

20.00 

8.29 

0.0150 

1.3028 

62.22 

100 

37.78 

20.00 

7.56 

0.0150 

0.6566 

62.40 

100 

37.60 

20.00 

7.52 

0.0150 

0.3012 

61.28 

100 

38.72 

20.00 

7.74 

0.0150 

0.2794 

26.27 

120 

93.73 

40.00 

37.49 

0.0150 

0.0059 

26.27 

120 

93.73 

30.00 

28.12 

0.0150 

2.0366 

30.12 

120 

89.88 

30.00 

26.97 

0.0150 

1.6426 

63.68 

100 

36.32 

20.00 

7.26 

0.0150 

0.4799 

62.98 

120 

57.02 

40.00 

22.81 

0.0150 

2.4808 






































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 

Census Code 

Gwalisar 

0804000200586400 


Zone (Fresh 
/ Saline) 


11.52 Fresh 


Saline 


Hameerwas Bara 


Hameerwas Chhota 


Hanutpura 


Harpaloo Kubdi 


Harpaloo Kushala 


Harpaloo Patram 


Harpaloo Ramdhan 


Harpaloo Ramsukh 


Harpaloo Sanwal 


Indasar 


Indrapura 


Ismailpura 


Janau Khari 


Janau Meethi 


Jaswantpura 


Jatoowas 


Jhanbar 


Jherli 


Juharpura 


Kaji 


Kalri 


Kaman 


Kandran 


Kanwarpura 


Kherla 


Khudaniya 


Khuriya 


Khyali 


Kulhariyon Ka Bas 


Kutubpura 


Lambor Bari 


Lambor Chhipiyan 


Lambor Chhoti 


Lasedi 


Ludi Khuba 


Lutana Amichand 


Lutana Magni 


Lutana Magnibas 


Lutana Poorn 


Lutana Raju 


Lutana Sadasukh 


Mithi 


Narhar 


Naurangpura 


Nawan 


Neema 


0804000200599100 


0804000200600600 


0805000200697900 


0804000200592200 


0804000200597000 


0804000200591900 


0804000200592000 


0804000200592100 


0804000200597100 


0804000200586600 


0804000200599700 


0805000200701200 


0804000200600400 


0804000200601200 


0804000200601300 


0804000200591600 


0804000200589900 


0805000200698100 


0805000200700300 


0805000200695000 


0804000200597200 


0804000200597400 


0804000200591800 


0805000200702500 


0805000200697800 


0805000200700600 


0805000200701100 


0804000200586200 


0805000200698400 


0805000200700400 


0804000200592500 


0804000200592600 


0804000200592400 


0804000200590600 


0804000200589700 


0804000200590400 


0804000200590100 


0804000200590200 


0804000200590500 


0804000200590000 


0804000200590300 


0804000200586800 


0805000200703200 


0804000200602400 


0804000200600800 


0804000200600500 


10.26 Fresh 


12.57 Saline 


3.66 Saline 


8.98 Saline 


3.42 Fresh 


7.35 Fresh 


10.58 Fresh 


5.80 Fresh 


21.13 Saline 


6.24 Fresh 


4.36 Fresh 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Younger 

Alluvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Younger 

Alluvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Younger 

Alluvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

28.57 

120 

91.43 

40.00 

36.57 

0.0150 

0.0195 

28.57 

120 

91.43 

30.00 

27.43 

0.0150 

0.1290 

28.57 

120 

91.43 

30.00 

27.43 

0.0150 

4.5978 

42.64 

120 

77.36 

40.00 

30.94 

0.0150 

0.0094 

42.64 

120 

77.36 

30.00 

23.21 

0.0150 

5.9107 

42.86 

120 

77.14 

40.00 

30.86 

0.0150 

1.0698 

42.86 

120 

77.14 

30.00 

23.14 

0.0150 

2.3226 

65.39 

105 

39.61 

20.00 

7.92 

0.0150 

0.7439 

36.11 

120 

83.89 

30.00 

25.17 

0.0150 

1.8361 

37.11 

120 

82.89 

30.00 

24.87 

0.0150 

0.8640 

39.60 

120 

80.40 

30.00 

24.12 

0.0150 

2.9766 

37.27 

120 

82.73 

30.00 

24.82 

0.0150 

1.7574 

36.43 

120 

83.57 

30.00 

25.07 

0.0150 

2.3882 

37.76 

120 

82.24 

30.00 

24.67 

0.0150 

2.7265 

26.74 

120 

93.26 

30.00 

27.98 

0.0150 

3.6158 

37.53 

120 

82.47 

30.00 

24.74 

0.0150 

2.1471 

64.27 

100 

35.73 

20.00 

7.15 

0.0150 

0.3989 

43.97 

120 

76.03 

30.00 

22.81 

0.0150 

2.1632 

52.83 

120 

67.17 

40.00 

26.87 

0.0150 

1.0168 

49.91 

120 

70.09 

40.00 

28.04 

0.0150 

4.7685 

49.91 

120 

70.09 

30.00 

21.03 

0.0150 

0.4629 

46.26 

120 

73.74 

30.00 

22.12 

0.0150 

0.9803 

29.96 

120 

90.04 

30.00 

27.01 

0.0150 

2.9518 

63.83 

105 

41.17 

20.00 

8.23 

0.0150 

1.3870 

57.60 

105 

47.40 

20.00 

9.48 

0.0150 

0.1866 

57.60 

60 

2.40 

20.00 

0.48 

0.0200 

0.0031 

64.97 

105 

40.03 

20.00 

8.01 

0.0150 

0.0773 

47.05 

120 

72.95 

30.00 

21.88 

0.0150 

3.9824 

51.89 

120 

68.11 

30.00 

20.43 

0.0150 

0.0219 

41.77 

120 

78.23 

30.00 

23.47 

0.0150 

2.8962 

61.55 

100 

38.45 

20.00 

7.69 

0.0150 

0.0451 

66.06 

105 

38.94 

20.00 

7.79 

0.0150 

0.5375 

60.79 

105 

44.21 

20.00 

8.84 

0.0150 

1.4027 

62.38 

100 

37.62 

20.00 

7.52 

0.0150 

0.4361 

62.38 

85 

22.62 

20.00 

4.52 

0.0200 

0.0668 

25.85 

120 

94.15 

30.00 

28.25 

0.0150 

0.0011 

59.34 

105 

45.66 

20.00 

9.13 

0.0150 

0.8553 

60.49 

100 

39.51 

20.00 

7.90 

0.0150 

0.2478 

60.49 

85 

24.51 

20.00 

4.90 

0.0200 

0.0267 

33.69 

120 

86.31 

30.00 

25.89 

0.0150 

1.7975 

28.72 

120 

91.28 

30.00 

27.39 

0.0150 

0.5686 

32.75 

120 

87.25 

30.00 

26.17 

0.0150 

1.4861 

33.41 

120 

86.59 

30.00 

25.98 

0.0150 

0.7616 

34.61 

120 

85.39 

30.00 

25.62 

0.0150 

1.1106 

34.64 

120 

85.36 

30.00 

25.61 

0.0150 

0.7830 

34.78 

120 

85.22 

30.00 

25.57 

0.0150 

1.9269 

34.55 

120 

85.45 

30.00 

25.63 

0.0150 

0.5485 

34.54 

120 

85.46 

30.00 

25.64 

0.0150 

1.2849 

34.24 

120 

85.76 

30.00 

25.73 

0.0150 

0.7479 

35.45 

120 

84.55 

30.00 

25.36 

0.0150 

1.5877 

32.41 

120 

87.59 

30.00 

26.28 

0.0150 

4.3000 

66.02 

100 

33.98 

20.00 

6.80 

0.0150 

2.0132 

53.09 

120 

66.91 

40.00 

26.76 

0.0150 

1.6567 

51.95 

120 

68.05 

40.00 

27.22 

0.0150 

9.0064 

50.36 

120 

69.64 

40.00 

27.85 

0.0150 

5.3114 


























































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Younger 

Alluvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Younger 

Alluvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Younger 

Alluvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

50.36 

120 

69.64 

30.00 

20.89 

0.0150 

0.2432 

67.15 

120 

52.85 

40.00 

21.14 

0.0150 

2.9040 

29.83 

120 

90.17 

30.00 

27.05 

0.0150 

2.4007 

29.83 

120 

90.17 

30.00 

27.05 

0.0150 

1.5986 

30.58 

120 

89.42 

40.00 

35.77 

0.0150 

0.0063 

30.58 

120 

89.42 

30.00 

26.83 

0.0150 

5.4993 

65.63 

100 

34.37 

20.00 

6.87 

0.0150 

0.3193 

33.84 

120 

86.16 

30.00 

25.85 

0.0150 

0.1912 

61.76 

100 

38.24 

20.00 

7.65 

0.0150 

0.0995 

61.76 

85 

23.24 

20.00 

4.65 

0.0200 

0.0018 

65.80 

105 

39.20 

20.00 

7.84 

0.0150 

0.0245 

64.79 

105 

40.21 

20.00 

8.04 

0.0150 

0.4507 

39.16 

120 

80.84 

30.00 

24.25 

0.0150 

4.0530 

46.66 

120 

73.34 

30.00 

22.00 

0.0150 

0.0139 

42.69 

120 

77.31 

30.00 

23.19 

0.0150 

0.2049 

26.14 

120 

93.86 

30.00 

28.16 

0.0150 

9.6188 

65.39 

105 

39.61 

20.00 

7.92 

0.0150 

0.6921 

46.76 

120 

73.24 

40.00 

29.30 

0.0150 

0.0331 

46.76 

120 

73.24 

30.00 

21.97 

0.0150 

1.5980 

35.77 

120 

84.23 

30.00 

25.27 

0.0150 

0.1373 

42.84 

120 

77.16 

30.00 

23.15 

0.0150 

2.3074 

65.40 

100 

34.60 

20.00 

6.92 

0.0150 

0.3773 

29.62 

120 

90.38 

30.00 

27.11 

0.0150 

1.8319 

65.36 

100 

34.64 

20.00 

6.93 

0.0150 

0.0026 

51.26 

120 

68.74 

40.00 

27.50 

0.0150 

0.6210 

52.80 

120 

67.20 

40.00 

26.88 

0.0150 

2.1523 

66.52 

100 

33.48 

20.00 

6.70 

0.0150 

0.3219 

38.66 

120 

81.34 

30.00 

24.40 

0.0150 

4.5229 

57.69 

120 

62.31 

40.00 

24.92 

0.0150 

2.3780 

55.83 

120 

64.17 

40.00 

25.67 

0.0150 

1.7869 

55.83 

120 

64.17 

40.00 

25.67 

0.0200 

0.0446 

70.71 

120 

49.29 

40.00 

19.72 

0.0150 

3.1199 

70.25 

120 

49.75 

40.00 

19.90 

0.0150 

2.7066 

64.47 

105 

40.53 

20.00 

8.11 

0.0150 

0.4841 

24.57 

150 

125.43 

30.00 

37.63 

0.0040 

0.6991 

20.58 

150 

129.42 

30.00 

38.83 

0.0040 

2.5337 

33.03 

80 

46.97 

20.00 

9.39 

0.0150 

0.2956 

23.83 

120 

96.17 

30.00 

28.85 

0.0150 

3.0269 

33.58 

80 

46.42 

20.00 

9.28 

0.0150 

0.2154 

35.65 

80 

44.35 

20.00 

8.87 

0.0150 

0.4507 

36.22 

110 

73.78 

30.00 

22.13 

0.0150 

1.7799 

32.45 

80 

47.55 

20.00 

9.51 

0.0150 

2.1204 

29.75 

110 

80.25 

30.00 

24.07 

0.0150 

3.2480 

19.33 

150 

130.67 

30.00 

39.20 

0.0040 

1.5253 

19.33 

150 

130.67 

30.00 

39.20 

0.0020 

0.2152 

50.11 

90 

39.89 

25.00 

9.97 

0.0150 

0.0545 

39.74 

110 

70.26 

40.00 

28.10 

0.0150 

3.2335 

20.68 

150 

129.32 

30.00 

38.80 

0.0040 

0.6198 

31.85 

110 

78.15 

30.00 

23.44 

0.0150 

0.5895 

54.74 

90 

35.26 

20.00 

7.05 

0.0150 

0.2379 

46.69 

80 

33.32 

20.00 

6.66 

0.0150 

0.5757 

30.45 

80 

49.55 

20.00 

9.91 

0.0150 

0.3223 

30.64 

110 

79.36 

30.00 

23.81 

0.0150 

1.8141 

30.42 

80 

49.58 

20.00 

9.92 

0.0150 

0.2996 

34.33 

80 

45.67 

20.00 

9.13 

0.0150 

0.4628 


























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 

Census Code 

Bas Jaiseka 

0804000400632000 


Zone (Fresh 
/ Saline) 


Bas Kaliyasar 


Bas Kanjan 


Bas Kuharoo 


Bas Mahlan 


Bas Mundi 


Bas Purian 


Bas Radsana 


Bas Seowa 


Beedasar 


Beeghran 


Beer Rajgarh 


Beer Taranagar 


Bhagwatpura 


Bhamasi 


Bhambhara 


Bharoo 


Bhatawas 


Bheekhansar 


Bheemasar @ P( 


Bheemsar 


Bhojasar 


Bhootiya 


Bhuda Ka Bas 


Bhutiyawas 


Bhuwari 


Birmi 


Birmi Khalsa 


Bishanpura 


Bissau (M) 


Boontiya 


Brahmanagar 


Bungi 


Chaharwala 


Chailanabas 


Chainpura 


Chak Nyola 


Chak Ranasar 


Chakwas 


Chanana 


Chandrapura 


Chandwa 


Changoi 


Charanwasi 


Chatarpura 


Chimanpura 


Peepal 


0805000100668500 


0804000200584800 


0805000100683000 


0804000400631500 


0804000200593800 


0805000100676100 


0804000200593500 


0804000200588500 


0805000100671900 


0804000100579900 


0804000200585400 


0804000100577800 


0805000100672000 


0804000200593100 


0804000200585500 


0805000100685300 


0804000200593000 


0805000100677100 


0805000100683400 


0805000100684200 


0805000100687400 


0804000100577900 


0805000100669300 


0805000100671800 


0804000200593300 


0805000100676000 


0804000200585000 


0805000100678400 


0805000140501000 


0804000400630900 


0804000100580700 


0804000200587900 


0804000200585200 


0804000200587600 


0805000100674800 


0805000100670800 


0805000100669400 


0805000100685400 


0804000200587800 


0805000100677700 


0805000100688200 


0805000100671500 


0804000100577600 


0805000100678900 


0805000100685000 


0804000200593400 


5.98 Fresh 


22.98 Saline 


9.42 Saline 


3.83 Saline 


6.19 Fresh 


13.86 Saline 


6.53 Saline 


3.94 Fresh 


28.17 Fresh 


25.55 Fresh 


Saline 


9.31 Saline 


18.32 Saline 


5.26 Saline 


8.52 Saline 


2.18 Fresh 


0.92 Fresh 


1.43 Saline 


2.10 Fresh 


8.40 Saline 


2.02 Fresh 


4.25 Fresh 


13.38 Fresh 


28.72 Saline 


1.68 Fresh 


3.41 Fresh 


5.52 Saline 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Younger 

Alluvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

35.18 

110 

74.82 

40.00 

29.93 

0.0150 

3.0375 

35.18 

110 

74.82 

30.00 

22.45 

0.0150 

0.6712 

34.46 

80 

45.54 

20.00 

9.11 

0.0150 

0.5767 

27.25 

120 

92.75 

30.00 

27.83 

0.0150 

0.5627 

41.57 

100 

58.43 

20.00 

11.69 

0.0150 

0.1765 

26.80 

110 

83.20 

30.00 

24.96 

0.0150 

2.4321 

22.76 

120 

97.24 

30.00 

29.17 

0.0150 

2.7859 

39.82 

80 

40.18 

20.00 

8.04 

0.0150 

0.7027 

20.06 

120 

99.94 

30.00 

29.98 

0.0150 

2.7713 

16.23 

120 

103.77 

30.00 

31.13 

0.0150 

3.7475 

16.23 

120 

103.77 

30.00 

31.13 

0.0150 

0.0575 

47.52 

80 

32.48 

20.00 

6.50 

0.0150 

0.5828 

24.89 

150 

125.11 

30.00 

37.53 

0.0040 

0.1822 

24.89 

150 

125.11 

30.00 

37.53 

0.0040 

0.3491 

21.97 

120 

98.03 

30.00 

29.41 

0.0150 

4.1533 

19.42 

150 

130.58 

30.00 

39.18 

0.0040 

0.5996 

45.67 

80 

34.33 

20.00 

6.87 

0.0150 

0.6368 

23.60 

120 

96.40 

30.00 

28.92 

0.0150 

6.0140 

20.25 

120 

99.75 

30.00 

29.93 

0.0150 

2.7772 

20.25 

120 

99.75 

30.00 

29.93 

0.0150 

0.1539 

46.90 

100 

53.10 

20.00 

10.62 

0.0150 

0.8531 

22.35 

120 

97.65 

30.00 

29.29 

0.0150 

1.6346 

48.73 

80 

31.27 

20.00 

6.25 

0.0150 

0.7061 

42.17 

100 

57.83 

20.00 

11.57 

0.0150 

0.5552 

47.84 

100 

52.16 

20.00 

10.43 

0.0150 

0.8398 

48.82 

100 

51.18 

20.00 

10.24 

0.0150 

0.4995 

19.87 

150 

130.13 

30.00 

39.04 

0.0040 

0.7608 

29.14 

80 

50.86 

20.00 

10.17 

0.0150 

0.6486 

44.05 

80 

35.95 

20.00 

7.19 

0.0150 

0.2976 

18.81 

120 

101.19 

30.00 

30.36 

0.0150 

5.0071 

39.72 

80 

40.28 

20.00 

8.06 

0.0150 

1.0744 

22.03 

120 

97.97 

30.00 

29.39 

0.0150 

0.0224 

22.03 

120 

97.97 

30.00 

29.39 

0.0200 

0.6075 

43.43 

80 

36.57 

20.00 

7.31 

0.0150 

0.4324 

38.31 

80 

41.69 

20.00 

8.34 

0.0150 

3.5115 

35.53 

110 

74.47 

40.00 

29.79 

0.0150 

1.7139 

35.53 

110 

74.47 

30.00 

22.34 

0.0150 

1.5946 

27.27 

150 

122.73 

30.00 

36.82 

0.0040 

1.3712 

22.34 

120 

97.66 

30.00 

29.30 

0.0150 

0.4843 

22.34 

120 

97.66 

30.00 

29.30 

0.0150 

7.5659 

21.51 

120 

98.49 

30.00 

29.55 

0.0150 

1.9386 

20.59 

120 

99.41 

30.00 

29.82 

0.0150 

3.5263 

51.45 

80 

28.55 

20.00 

5.71 

0.0150 

0.1871 

33.97 

80 

46.03 

20.00 

9.21 

0.0150 

0.1276 

31.43 

80 

48.57 

20.00 

9.71 

0.0150 

0.0043 

46.59 

100 

53.41 

20.00 

10.68 

0.0150 

0.3365 

24.68 

120 

95.32 

30.00 

28.59 

0.0150 

0.9133 

24.68 

120 

95.32 

30.00 

28.59 

0.0150 

1.7798 

44.53 

100 

55.47 

20.00 

11.09 

0.0150 

0.3364 

47.89 

100 

52.11 

20.00 

10.42 

0.0150 

0.3891 

40.19 

80 

39.81 

20.00 

7.96 

0.0150 

1.5983 

19.31 

150 

130.69 

30.00 

39.21 

0.0040 

4.5047 

47.23 

80 

32.77 

20.00 

6.55 

0.0150 

0.0012 

48.24 

100 

51.76 

20.00 

10.35 

0.0150 

0.4952 

21.60 

120 

98.40 

30.00 

29.52 

0.0150 

2.4441 






















































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Younger 

Alluvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

35.35 

80 

44.65 

20.00 

8.93 

0.0150 

0.0144 

35.35 

80 

44.65 

20.00 

8.93 

0.0150 

0.5876 

51.49 

90 

38.51 

20.00 

7.70 

0.0150 

0.1545 

43.12 

80 

36.88 

20.00 

7.38 

0.0150 

0.8241 

36.16 

110 

73.84 

40.00 

29.54 

0.0150 

0.0824 

35.45 

110 

74.55 

40.00 

29.82 

0.0150 

4.3579 

35.45 

110 

74.55 

30.00 

22.37 

0.0150 

0.2273 

37.28 

110 

72.72 

40.00 

29.09 

0.0150 

1.0841 

52.56 

90 

37.44 

20.00 

7.49 

0.0150 

0.0211 

15.59 

120 

104.41 

30.00 

31.32 

0.0150 

22.7841 

35.02 

110 

74.98 

40.00 

29.99 

0.0150 

2.6696 

21.03 

120 

98.97 

30.00 

29.69 

0.0150 

1.4998 

21.03 

120 

98.97 

30.00 

29.69 

0.0200 

0.9209 

45.85 

100 

54.15 

20.00 

10.83 

0.0150 

0.2047 

55.66 

90 

34.34 

20.00 

6.87 

0.0150 

0.1637 

54.15 

90 

35.85 

20.00 

7.17 

0.0150 

0.1049 

51.93 

90 

38.08 

20.00 

7.62 

0.0150 

0.3052 

30.91 

120 

89.09 

30.00 

26.73 

0.0150 

0.9035 

37.33 

110 

72.67 

40.00 

29.07 

0.0150 

10.3704 

37.33 

110 

72.67 

30.00 

21.80 

0.0150 

1.0734 

26.34 

150 

123.66 

30.00 

37.10 

0.0040 

0.7577 

24.28 

150 

125.72 

30.00 

37.72 

0.0040 

1.4823 

23.66 

150 

126.34 

30.00 

37.90 

0.0040 

0.0688 

23.66 

150 

126.34 

30.00 

37.90 

0.0040 

0.0005 

33.52 

80 

46.48 

20.00 

9.30 

0.0150 

0.0997 

33.52 

80 

46.48 

20.00 

9.30 

0.0150 

1.1924 

33.32 

80 

46.68 

20.00 

9.34 

0.0150 

0.4728 

31.96 

80 

48.04 

20.00 

9.61 

0.0150 

1.1195 

33.04 

80 

46.96 

20.00 

9.39 

0.0150 

0.0204 

40.52 

80 

39.48 

20.00 

7.90 

0.0150 

0.2912 

40.18 

80 

39.82 

20.00 

7.96 

0.0150 

0.1709 

23.41 

150 

126.59 

30.00 

37.98 

0.0040 

1.3436 

32.19 

110 

77.81 

30.00 

23.34 

0.0150 

0.7705 

26.38 

150 

123.62 

30.00 

37.09 

0.0040 

0.8830 

23.23 

150 

126.77 

30.00 

38.03 

0.0040 

1.4714 

24.93 

150 

125.07 

30.00 

37.52 

0.0040 

0.6444 

21.15 

110 

88.85 

30.00 

26.66 

0.0150 

3.5833 

35.96 

80 

44.04 

20.00 

8.81 

0.0150 

1.7361 

25.80 

150 

124.20 

30.00 

37.26 

0.0040 

1.0566 

37.17 

80 

42.83 

20.00 

8.57 

0.0150 

1.0074 

51.05 

90 

38.95 

20.00 

7.79 

0.0150 

0.3284 

15.37 

120 

104.63 

30.00 

31.39 

0.0150 

2.2202 

15.37 

120 

104.63 

30.00 

31.39 

0.0150 

5.5817 

42.73 

80 

37.27 

20.00 

7.45 

0.0150 

0.9174 

43.91 

80 

36.09 

20.00 

7.22 

0.0150 

0.2121 

29.86 

120 

90.14 

30.00 

27.04 

0.0150 

4.8859 

53.39 

90 

36.61 

20.00 

7.32 

0.0150 

0.3453 

51.76 

90 

38.24 

20.00 

7.65 

0.0150 

0.2371 

32.07 

80 

47.93 

20.00 

9.59 

0.0150 

0.2287 

54.73 

90 

35.27 

20.00 

7.05 

0.0150 

0.8427 

44.84 

80 

35.16 

20.00 

7.03 

0.0150 

0.3066 

21.30 

110 

88.70 

30.00 

26.61 

0.0150 

11.8206 

38.62 

80 

41.38 

20.00 

8.28 

0.0150 

0.7668 

49.87 

100 

50.13 

20.00 

10.03 

0.0150 

0.0180 

51.50 

90 

38.50 

20.00 

7.70 

0.0150 

0.4532 

























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 

Census Code 

Gagor 

0804000200592700 

Gangiyasar 

0805000100671200 

Ghanau 

0804000200585800 

Ghanghoo 

0804000400632100 


Zone (Fresh 
/ Saline) 


Ghasla Agoona 


Ghasla Athoona 


Ghisa Ki Dhani 


Ghoribara Khurd 


Godoo Ka Bas 


Gogtiya Baghawatan 


Gogtiya Charnan 


Gogtiya Kachchawata 


Gogtiya Pata Chango 


Gokhri 


Govindpura 


Hadiyal 


Hameerwas 


Hansasar 


Hansasari 


Hanumanpura @ Tilo 


Harnathpura 


Hetamsar 


Himmatpura 


Jabasar 


Jaipuriya Khalsa 


Jaipuriya Patta 


Jaisinghpura 


Jalimpura 


Jaswantpura 


Jawaharpura 


Jejusar 


Jhadsar Bara 


Jhadsar Chhota 


Jhatawa Kalan 


Jhatawa Khurd 


Jhoongli 


Jhothra 


Jigsana Tal 


Jigsana Teeba 


Jodhawas 


Jorji Ka Bas 


Juharpura 


Kabeersar 


Kairu 


Kaliyasar 


0804000100577400 


0804000100577300 


0805000500739400 


0805000500736800 


0805000100683300 


0804000100579800 


0804000100578500 


0804000100578600 


0804000100578800 


0805000100670000 


0805000100672800 


0804000100580800 


0805000100675800 


0805000100688000 


0805000100678700 


0805000100678800 


0805000100675600 


0805000100687600 


0805000100685200 


0805000500737200 


0805000100668900 


0804000200594200 


0804000200594300 


0805000100687700 


0805000100668300 


0804000400632200 


0805000100669000 


0805000500738300 


0804000100581300 


0804000100581200 


0805000100670900 


0805000100670600 


0804000200592900 


0804000100573400 


0804000100578000 


0804000100578200 


0804000200585300 


0804000100578300 


0805000100687800 


0805000100676400 


0805000500740000 


0805000100668400 


4.34 Saline 


3.13 Saline 


3.38 Saline 


4.98 Saline 


2.58 Fresh 


5.62 Fresh 


8.03 Fresh 


3.29 Fresh 


Saline 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

26.43 

120 

93.57 

30.00 

28.07 

0.0150 

1.1909 

36.60 

80 

43.40 

20.00 

8.68 

0.0150 

2.5845 

28.22 

120 

91.78 

30.00 

27.53 

0.0150 

4.2738 

35.81 

110 

74.19 

40.00 

29.67 

0.0150 

9.7750 

35.81 

110 

74.19 

30.00 

22.26 

0.0150 

1.7421 

20.08 

150 

129.92 

30.00 

38.98 

0.0040 

0.8355 

20.59 

150 

129.41 

30.00 

38.82 

0.0040 

1.1086 

55.94 

90 

34.06 

20.00 

6.81 

0.0150 

0.4473 

49.39 

90 

40.61 

20.00 

8.12 

0.0150 

0.0203 

41.25 

100 

58.75 

20.00 

11.75 

0.0150 

0.1130 

24.53 

150 

125.47 

30.00 

37.64 

0.0040 

0.4947 

24.53 

150 

125.47 

30.00 

37.64 

0.0040 

0.1195 

22.44 

150 

127.56 

30.00 

38.27 

0.0040 

0.1429 

22.44 

150 

127.56 

30.00 

38.27 

0.0040 

0.5203 

23.87 

150 

126.13 

30.00 

37.84 

0.0040 

0.2051 

23.87 

150 

126.13 

30.00 

37.84 

0.0040 

0.1365 

22.73 

150 

127.27 

30.00 

38.18 

0.0040 

0.1596 

33.78 

80 

46.22 

20.00 

9.24 

0.0150 

0.4120 

33.25 

80 

46.75 

20.00 

9.35 

0.0150 

0.5481 

26.54 

150 

123.46 

30.00 

37.04 

0.0040 

3.3327 

41.27 

80 

38.73 

20.00 

7.75 

0.0150 

0.4602 

50.32 

100 

49.68 

20.00 

9.94 

0.0150 

0.0002 

46.10 

80 

33.90 

20.00 

6.78 

0.0150 

0.9958 

47.79 

80 

32.21 

20.00 

6.44 

0.0150 

0.2074 

41.04 

80 

38.96 

20.00 

7.79 

0.0150 

0.2986 

47.00 

100 

53.00 

20.00 

10.60 

0.0150 

0.7684 

47.05 

100 

52.95 

20.00 

10.59 

0.0150 

1.6606 

52.02 

90 

37.98 

20.00 

7.60 

0.0150 

0.3499 

28.26 

80 

51.74 

20.00 

10.35 

0.0150 

0.9420 

26.87 

120 

93.13 

30.00 

27.94 

0.0150 

3.8072 

25.98 

120 

94.02 

30.00 

28.21 

0.0150 

2.3515 

46.89 

100 

53.11 

20.00 

10.62 

0.0150 

0.2780 

36.41 

80 

43.59 

20.00 

8.72 

0.0150 

0.3369 

36.41 

80 

43.59 

20.00 

8.72 

0.0150 

0.5169 

35.17 

110 

74.83 

40.00 

29.93 

0.0150 

1.1710 

27.87 

80 

52.13 

20.00 

10.43 

0.0150 

1.3810 

52.92 

90 

37.08 

20.00 

7.42 

0.0150 

0.7986 

24.81 

150 

125.19 

30.00 

37.56 

0.0040 

0.9567 

24.74 

150 

125.26 

30.00 

37.58 

0.0040 

1.3635 

34.54 

80 

45.46 

20.00 

9.09 

0.0150 

0.7444 

35.24 

80 

44.76 

20.00 

8.95 

0.0150 

0.8150 

35.24 

80 

44.76 

20.00 

8.95 

0.0150 

0.4859 

23.56 

120 

96.44 

30.00 

28.93 

0.0150 

2.6955 

20.51 

150 

129.49 

30.00 

38.85 

0.0040 

2.3259 

18.26 

150 

131.74 

30.00 

39.52 

0.0040 

2.0432 

19.02 

150 

130.98 

30.00 

39.29 

0.0040 

0.9416 

19.02 

150 

130.98 

30.00 

39.29 

0.0040 

0.1265 

21.73 

120 

98.27 

30.00 

29.48 

0.0150 

1.4950 

18.72 

150 

131.28 

30.00 

39.38 

0.0040 

0.3514 

18.72 

150 

131.28 

30.00 

39.38 

0.0040 

0.4333 

46.93 

100 

53.07 

20.00 

10.61 

0.0150 

0.4112 

39.52 

80 

40.48 

20.00 

8.10 

0.0150 

0.6819 

54.59 

90 

35.41 

20.00 

7.08 

0.0150 

0.3463 

35.90 

80 

44.10 

20.00 

8.82 

0.0150 

0.0050 

35.90 

80 

44.10 

20.00 

8.82 

0.0150 

0.4306 



















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 

Census Code 

Kalori 

0804000200594100 

Kamal Nagar 

0805000100687900 

Kamalsar 

0805000100677800 

Kanjan 

0804000200584900 

Kant 

0805000100672100 

Karanpura 

0804000400626200 

Karoli 

0804000200588000 

Kaseru 

0805000500738600 

Kasoombi 

0804000200585600 

Khansoli 

0804000400630400 

Kharathwasiya 

0804000100579700 

Khemana 

0804000200592800 

Khijarsar 

0805000100675900 

Khori 

0805000100669200 

Khuddi 

0804000200587700 

Khyali 

0805000100667700 

Kirsali Brahman 

0804000100577000 

Kodesar 

0805000100671600 

Kolali 

0805000100677500 

Kolinda 

0805000100675400 

Kuharoo 

0805000100682900 

Kumas 

0805000100684000 

Kumawas 

0805000500739500 

Ladariya 

0804000400631100 

Ladsar 

0805000100685700 

Ladusar 

0805000100675200 

Lakh Ki Dhani 

0805000500739900 

Lakhau 

0804000400631300 


Zone (Fresh 
/ Saline) 


Lakhlan 


Lakhlan Chhoti 


Lalasar Banirotan 


Leelki 


Lohsana Bara 


Lohsana Chhota 


Loomas 


Lootoo 


Madansar 


Mahansar 


Mahatma 


Mahlana Dikhnada 


Mahlana Utrada 


Mahradas 


Mahradasi 


Mainas 


Mandasi 


Manpura 


Marigsar 


Mikhala 


Mithdi Balwantsing 


Mithdi Kesarisingh 


0804000200589100 


0804000200589000 


0804000400626300 


0804000200585700 


0804000400631600 


0804000400631700 


0805000100685600 


0805000100675300 


0805000100685100 


0805000100677000 


0804000100578400 


0804000200588300 


0804000200588200 


0805000100672300 


0805000100682800 


0805000500739600 


0805000500737100 


0804000200593200 


0805000100681900 


0804000100577700 


0804000200594600 


0804000200594700 


28.42 Saline 


11.12 Saline 


6.54 Fresh 


12.93 Fresh 


2.21 Fresh 


14.48 Fresh 


4.83 Saline 


10.91 Saline 


28.09 Saline 


3.77 Fresh 


4.65 Fresh 


7.71 Fresh 


5.12 Fresh 


18.82 Saline 


5.76 Fresh 


35.85 Saline 


6.89 Saline 


6.15 Saline 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

26.88 

120 

93.12 

30.00 

27.94 

0.0150 

2.4984 

50.32 

100 

49.68 

20.00 

9.94 

0.0150 

0.6363 

42.17 

80 

37.83 

20.00 

7.57 

0.0150 

0.8074 

24.80 

120 

95.20 

30.00 

28.56 

0.0150 

2.6180 

45.78 

80 

34.22 

20.00 

6.84 

0.0150 

0.2668 

26.85 

110 

83.15 

30.00 

24.95 

0.0150 

4.1825 

20.36 

120 

99.64 

30.00 

29.89 

0.0150 

3.8798 

50.68 

90 

39.32 

20.00 

7.86 

0.0150 

0.5906 

23.89 

120 

96.11 

30.00 

28.83 

0.0150 

1.3633 

40.34 

110 

69.66 

40.00 

27.87 

0.0150 

3.1889 

24.70 

150 

125.30 

30.00 

37.59 

0.0040 

0.0052 

23.06 

120 

96.94 

30.00 

29.08 

0.0150 

0.0817 

40.55 

80 

39.45 

20.00 

7.89 

0.0150 

0.6990 

27.47 

80 

52.53 

20.00 

10.51 

0.0150 

0.0718 

20.96 

120 

99.04 

30.00 

29.71 

0.0150 

3.2860 

31.71 

80 

48.29 

20.00 

9.66 

0.0150 

0.9102 

19.22 

150 

130.78 

30.00 

39.23 

0.0040 

0.1848 

38.03 

80 

41.97 

20.00 

8.39 

0.0150 

1.3175 

42.36 

100 

57.64 

20.00 

11.53 

0.0150 

1.1419 

50.33 

80 

29.67 

20.00 

5.93 

0.0150 

0.8726 

41.77 

100 

58.23 

20.00 

11.65 

0.0150 

0.9820 

45.63 

100 

54.38 

20.00 

10.88 

0.0150 

1.3789 

56.27 

90 

33.73 

20.00 

6.75 

0.0150 

0.8321 

34.73 

110 

75.27 

30.00 

22.58 

0.0150 

3.6085 

47.10 

100 

52.90 

20.00 

10.58 

0.0150 

0.3095 

46.47 

80 

33.53 

20.00 

6.71 

0.0150 

0.2742 

56.00 

90 

34.00 

20.00 

6.80 

0.0150 

0.0729 

35.36 

110 

74.64 

40.00 

29.86 

0.0150 

0.0215 

35.36 

110 

74.64 

30.00 

22.39 

0.0150 

5.9017 

20.14 

120 

99.86 

30.00 

29.96 

0.0150 

2.8910 

17.57 

120 

102.43 

30.00 

30.73 

0.0150 

3.7146 

26.64 

110 

83.36 

30.00 

25.01 

0.0150 

1.7024 

23.13 

120 

96.87 

30.00 

29.06 

0.0150 

3.5601 

23.13 

120 

96.87 

30.00 

29.06 

0.0150 

2.0550 

28.53 

110 

81.47 

30.00 

24.44 

0.0150 

10.4192 

29.11 

110 

80.89 

30.00 

24.27 

0.0150 

4.0471 

47.02 

100 

52.98 

20.00 

10.60 

0.0150 

0.9976 

52.80 

80 

27.20 

20.00 

5.44 

0.0150 

0.9435 

47.53 

100 

52.47 

20.00 

10.49 

0.0150 

0.3469 

38.58 

80 

41.42 

20.00 

8.28 

0.0150 

0.3279 

21.54 

150 

128.46 

30.00 

38.54 

0.0040 

0.0737 

21.54 

150 

128.46 

30.00 

38.54 

0.0040 

0.6711 

15.32 

120 

104.68 

30.00 

31.40 

0.0150 

2.3517 

15.32 

120 

104.68 

30.00 

31.40 

0.0150 

2.7877 

17.48 

120 

102.52 

30.00 

30.76 

0.0150 

10.6407 

17.48 

120 

102.52 

30.00 

30.76 

0.0150 

2.3166 

35.76 

80 

44.24 

20.00 

8.85 

0.0150 

0.0186 

43.12 

100 

56.88 

20.00 

11.38 

0.0150 

0.7938 

56.06 

90 

33.94 

20.00 

6.79 

0.0150 

0.0011 

52.22 

90 

37.78 

20.00 

7.56 

0.0150 

0.5787 

17.20 

120 

102.80 

30.00 

30.84 

0.0150 

8.7066 

52.69 

100 

47.31 

20.00 

9.46 

0.0150 

0.0016 

19.31 

150 

130.69 

30.00 

39.21 

0.0040 

5.6217 

32.80 

120 

87.20 

30.00 

26.16 

0.0150 

0.7752 

33.41 

120 

86.59 

30.00 

25.98 

0.0150 

0.9887 


































































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

18.13 

120 

101.87 

30.00 

30.56 

0.0150 

3.3339 

20.00 

120 

100.00 

30.00 

30.00 

0.0150 

0.0752 

32.07 

80 

47.93 

20.00 

9.59 

0.0150 

0.3209 

41.84 

100 

58.16 

20.00 

11.63 

0.0150 

0.1408 

45.78 

100 

54.22 

20.00 

10.84 

0.0150 

0.6927 

25.26 

150 

124.74 

30.00 

37.42 

0.0040 

1.8398 

29.97 

110 

80.03 

30.00 

24.01 

0.0150 

1.5434 

45.36 

100 

54.64 

20.00 

10.93 

0.0150 

0.6255 

30.97 

80 

49.03 

20.00 

9.81 

0.0150 

0.7599 

43.50 

100 

56.50 

20.00 

11.30 

0.0150 

0.2966 

24.57 

120 

95.43 

30.00 

28.63 

0.0150 

2.8846 

24.80 

120 

95.20 

30.00 

28.56 

0.0150 

6.0889 

51.49 

90 

38.51 

20.00 

7.70 

0.0150 

0.2335 

43.87 

80 

36.13 

20.00 

7.23 

0.0150 

0.5930 

43.73 

80 

36.27 

20.00 

7.25 

0.0150 

0.4831 

42.29 

90 

47.71 

25.00 

11.93 

0.0150 

0.5332 

26.15 

150 

123.85 

30.00 

37.15 

0.0040 

1.1476 

38.48 

80 

41.52 

20.00 

8.30 

0.0150 

0.5259 

33.51 

80 

46.49 

20.00 

9.30 

0.0150 

0.0098 

39.69 

80 

40.31 

20.00 

8.06 

0.0150 

0.0685 

36.04 

80 

43.96 

20.00 

8.79 

0.0150 

3.9400 

56.22 

90 

33.78 

20.00 

6.76 

0.0150 

0.2989 

48.20 

100 

51.80 

20.00 

10.36 

0.0150 

1.5436 

21.01 

120 

98.99 

30.00 

29.70 

0.0150 

3.9518 

32.03 

80 

47.97 

20.00 

9.59 

0.0150 

0.4717 

16.22 

150 

133.78 

30.00 

40.13 

0.0040 

0.9113 

16.22 

120 

103.78 

30.00 

31.13 

0.0150 

3.7356 

38.13 

80 

41.87 

20.00 

8.37 

0.0150 

0.4054 

21.02 

150 

128.98 

30.00 

38.70 

0.0040 

1.6433 

21.09 

150 

128.91 

30.00 

38.67 

0.0040 

0.5452 

42.82 

80 

37.18 

20.00 

7.44 

0.0150 

1.6823 

35.32 

80 

44.68 

20.00 

8.94 

0.0150 

0.6538 

33.67 

80 

46.33 

20.00 

9.27 

0.0150 

0.1132 

33.67 

80 

46.33 

20.00 

9.27 

0.0150 

0.8375 

39.41 

80 

40.59 

20.00 

8.12 

0.0150 

1.2201 

40.47 

80 

39.53 

20.00 

7.91 

0.0150 

0.2674 

40.14 

80 

39.86 

20.00 

7.97 

0.0150 

0.3777 

24.07 

150 

125.93 

30.00 

37.78 

0.0040 

6.6254 

19.14 

150 

130.86 

30.00 

39.26 

0.0040 

2.6884 

36.01 

80 

43.99 

20.00 

8.80 

0.0150 

0.4975 

36.01 

80 

43.99 

20.00 

8.80 

0.0150 

0.0144 

37.00 

110 

73.00 

40.00 

29.20 

0.0150 

5.8140 

30.35 

80 

49.65 

20.00 

9.93 

0.0150 

0.4543 

47.27 

100 

52.73 

20.00 

10.55 

0.0150 

0.1386 

48.93 

100 

51.07 

20.00 

10.21 

0.0150 

0.2571 

24.79 

120 

95.21 

30.00 

28.56 

0.0150 

8.1943 

26.39 

120 

93.61 

30.00 

28.08 

0.0150 

0.0219 

47.04 

80 

32.96 

20.00 

6.59 

0.0150 

0.0191 

19.41 

150 

130.59 

30.00 

39.18 

0.0040 

0.3309 

43.68 

100 

56.32 

20.00 

11.26 

0.0150 

0.3387 

52.30 

90 

37.70 

20.00 

7.54 

0.0150 

0.1702 

23.59 

150 

126.41 

30.00 

37.92 

0.0040 

7.7981 

44.98 

100 

55.02 

20.00 

11.00 

0.0150 

0.6958 

44.97 

100 

55.03 

20.00 

11.01 

0.0150 

0.9925 

16.54 

120 

103.46 

30.00 

31.04 

0.0150 

0.4719 













































































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Quartzite 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

16.54 

120 

103.46 

30.00 

31.04 

0.0150 

5.3087 

42.72 

80 

37.28 

20.00 

7.46 

0.0150 

1.0810 

45.06 

100 

54.94 

20.00 

10.99 

0.0150 

1.5671 

36.74 

80 

43.26 

20.00 

8.65 

0.0150 

0.6188 

44.87 

80 

35.13 

20.00 

7.03 

0.0150 

0.2565 

49.13 

100 

50.87 

20.00 

10.17 

0.0150 

0.6894 

34.70 

110 

75.30 

30.00 

22.59 

0.0150 

1.9395 

20.58 

150 

129.42 

30.00 

38.83 

0.0040 

0.4786 

44.31 

100 

55.69 

20.00 

11.14 

0.0150 

0.1280 

50.23 

100 

49.77 

20.00 

9.95 

0.0150 

0.0258 

44.53 

80 

35.47 

20.00 

7.09 

0.0150 

0.3309 

29.87 

110 

80.13 

30.00 

24.04 

0.0150 

8.0548 

26.61 

110 

83.39 

30.00 

25.02 

0.0150 

6.7135 

52.22 

90 

37.78 

20.00 

7.56 

0.0150 

1.1918 

20.79 

150 

129.21 

30.00 

38.76 

0.0040 

0.6146 

56.09 

90 

33.91 

20.00 

6.78 

0.0150 

0.2532 

39.42 

80 

40.58 

20.00 

8.12 

0.0150 

0.2762 

26.84 

80 

53.16 

20.00 

10.63 

0.0150 

0.8455 

45.95 

80 

34.05 

20.00 

6.81 

0.0150 

2.5447 

19.03 

150 

130.97 

30.00 

39.29 

0.0040 

3.7211 

19.03 

150 

130.97 

30.00 

39.29 

0.0040 

0.0464 

24.56 

110 

85.44 

30.00 

25.63 

0.0150 

0.0011 

46.01 

90 

43.99 

25.00 

11.00 

0.0150 

0.7525 

42.41 

100 

57.59 

20.00 

11.52 

0.0150 

0.4935 

45.00 

100 

55.00 

20.00 

11.00 

0.0150 

0.6618 

35.95 

110 

74.05 

40.00 

29.62 

0.0150 

0.9229 

45.99 

100 

54.01 

20.00 

10.80 

0.0150 

1.4250 

41.82 

100 

58.18 

20.00 

11.64 

0.0150 

0.2797 

44.96 

100 

55.04 

20.00 

11.01 

0.0150 

0.2352 

60.86 

105 

44.14 

20.00 

8.83 

0.0150 

0.2530 

58.90 

105 

46.10 

20.00 

9.22 

0.0150 

1.0596 

60.25 

105 

44.75 

20.00 

8.95 

0.0150 

0.3701 

28.04 

100 

71.96 

20.00 

14.39 

0.0200 

0.6234 

64.13 

100 

35.87 

20.00 

7.17 

0.0200 

0.3069 

38.11 

100 

61.89 

20.00 

12.38 

0.0200 

0.0718 

52.55 

105 

52.45 

20.00 

10.49 

0.0150 

2.5453 

64.20 

100 

35.80 

20.00 

7.16 

0.0200 

1.0700 

61.99 

105 

43.01 

20.00 

8.60 

0.0150 

0.6772 

59.72 

105 

45.28 

20.00 

9.06 

0.0150 

2.2331 

68.41 

100 

31.59 

20.00 

6.32 

0.0200 

0.2878 

29.70 

100 

70.30 

20.00 

14.06 

0.0200 

0.3432 

29.70 

90 

60.30 

5.00 

3.01 

0.0015 

0.0002 

61.77 

105 

43.23 

20.00 

8.65 

0.0150 

0.6673 

70.36 

100 

29.64 

20.00 

5.93 

0.0200 

0.0170 

48.24 

105 

56.76 

20.00 

11.35 

0.0150 

2.2164 

48.59 

100 

51.41 

20.00 

10.28 

0.0200 

0.9706 

45.41 

100 

54.59 

20.00 

10.92 

0.0200 

0.8369 

59.37 

105 

45.63 

20.00 

9.13 

0.0150 

0.9355 

61.16 

100 

38.84 

20.00 

7.77 

0.0200 

1.0873 

49.06 

100 

50.94 

20.00 

10.19 

0.0200 

0.0952 

69.23 

100 

30.77 

20.00 

6.15 

0.0200 

0.3460 

55.24 

105 

49.76 

20.00 

9.95 

0.0150 

0.5470 

54.76 

105 

50.24 

20.00 

10.05 

0.0150 

0.7222 

59.92 

105 

45.08 

20.00 

9.02 

0.0150 

0.3367 

72.82 

100 

27.18 

20.00 

5.44 

0.0200 

2.6912 






































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 

Census Code 

Cheema Ka Bas 

0805000200706800 

Chirasan 

0805000200712700 

Chitausa 

0805000300720500 

Choradi Aguni 

0805000200708200 

Deota 

0805000400728100 


Zone (Fresh 
/ Saline) 


Dhadhot Kalan 


Dhadhot Khurd 


Dhaka Mandi 


Dhani Bara 


Dhani Hukma 


Dhani Laxman 


Dhani Sampatsingh 


Dheegariya 


Dhoolwa 


Fatehpura 


Gada Khera 


Gadli 


Ghardana Kalan 


Ghardana Khurd 


Gordhanpura 


Goth 


Gujarwas 


Hameerwas 


Hammerwas 


Hasas 


Heerwa 


Ismailpur 


Jaimal Ka Was 


Jaisinghpura 


Jaisinghsar 


Jaisinghwas 


Jaitpur 


Jakhod 


Jasrapur 


Jeevan Niwas 


Jhajhariyon Ki Dha 


Jharoda 


Kajlan 


Kakora 


Kalakhari 


Kalgaon 


Kalwa 


Khanpur 


Kharkhara 


Khejra Ki Dhani 


Khudot 


Khyaliyon Ki Dhani 


Kirwana 


Kithana 


Kuharwas 


Kuloth Kalan 


0805000300721000 


0805000300721100 


0805000300719200 


0805000400728000 


0805000300727000 


0805000300716700 


0805000300718000 


0805000200708100 


0805000300717300 


0805000200707800 


0805000300715500 


0805000300717000 


0805000300721500 


0805000300721700 


0805000300722000 


0805000300720900 


0805000300726800 


0805000200714500 


0805000300722900 


0805000300719300 


0805000300715300 


0805000300717600 


0805000300720600 


0805000300716400 


0805000300715800 


0805000200708000 


0805000300718400 


0805000200707300 


0805000400728500 


0805000300721200 


0805000200708800 


0805000300717700 


0805000300717900 


0805000200708900 


0805000300720000 


0805000300715400 


0805000300717500 


0805000300722600 


0805000400728300 


0805000200708500 


0805000200713700 


0805000200708700 


0805000200714300 


0805000200713100 


0805000300718500 


0805000200706000 


5.57 Fresh 


7.60 Fresh 


4.64 Fresh 


4.04 Fresh 


10.02 Fresh 


2.61 Fresh 


2.22 Fresh 


4.46 Fresh 


2.52 Fresh 


11.76 Fresh 


3.25 Fresh 


5.79 Fresh 


2.26 Fresh 


4.43 Fresh 


3.75 Fresh 


2.34 Fresh 


5.16 Fresh 


2.89 Fresh 


9.59 Fresh 


20.42 Fresh 


14.64 Fresh 


10.60 Fresh 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Quartzite 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Quartzite 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Quartzite 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Quartzite 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

50.73 

105 

54.27 

20.00 

10.85 

0.0150 

0.9062 

41.08 

100 

58.92 

20.00 

11.78 

0.0150 

0.0877 

57.39 

100 

42.61 

20.00 

8.52 

0.0200 

0.7912 

59.94 

105 

45.06 

20.00 

9.01 

0.0150 

0.5456 

19.88 

85 

65.12 

20.00 

13.02 

0.0150 

1.5732 

19.88 

80 

60.12 

5.00 

3.01 

0.0015 

0.0067 

55.88 

100 

44.12 

20.00 

8.82 

0.0200 

1.0929 

60.47 

100 

39.53 

20.00 

7.91 

0.0200 

0.3821 

70.02 

100 

29.98 

20.00 

6.00 

0.0200 

0.1082 

24.02 

85 

60.98 

20.00 

12.20 

0.0150 

0.8926 

37.25 

100 

62.75 

20.00 

12.55 

0.0200 

1.0142 

58.44 

100 

41.56 

20.00 

8.31 

0.0200 

1.1185 

65.46 

100 

34.54 

20.00 

6.91 

0.0200 

0.0505 

51.26 

105 

53.74 

20.00 

10.75 

0.0150 

1.3879 

67.41 

100 

32.59 

20.00 

6.52 

0.0200 

0.4583 

56.13 

105 

48.87 

20.00 

9.77 

0.0150 

0.5282 

62.91 

100 

37.09 

20.00 

7.42 

0.0200 

0.8928 

60.45 

100 

39.55 

20.00 

7.91 

0.0200 

1.0029 

50.53 

100 

49.47 

20.00 

9.89 

0.0200 

1.4844 

33.41 

100 

66.59 

20.00 

13.32 

0.0200 

3.5128 

21.63 

100 

78.37 

20.00 

15.67 

0.0200 

3.2540 

21.63 

90 

68.37 

5.00 

3.42 

0.0015 

0.0010 

37.82 

100 

62.18 

20.00 

12.44 

0.0200 

1.0330 

49.66 

100 

50.34 

20.00 

10.07 

0.0200 

1.1676 

62.02 

105 

42.98 

20.00 

8.60 

0.0150 

0.2327 

59.25 

100 

40.75 

20.00 

8.15 

0.0200 

0.1977 

76.62 

100 

23.38 

20.00 

4.68 

0.0200 

0.0424 

64.09 

100 

35.91 

20.00 

7.18 

0.0200 

1.3441 

69.61 

100 

30.39 

20.00 

6.08 

0.0200 

0.6688 

53.00 

100 

47.00 

20.00 

9.40 

0.0200 

0.1532 

64.35 

100 

35.65 

20.00 

7.13 

0.0200 

0.5680 

62.33 

100 

37.67 

20.00 

7.53 

0.0200 

0.3996 

53.15 

105 

51.85 

20.00 

10.37 

0.0150 

0.5150 

71.08 

100 

28.92 

20.00 

5.78 

0.0200 

1.3369 

55.43 

105 

49.57 

20.00 

9.91 

0.0150 

1.2304 

21.45 

85 

63.55 

20.00 

12.71 

0.0150 

1.3944 

21.45 

80 

58.55 

5.00 

2.93 

0.0015 

0.0265 

56.14 

100 

43.86 

20.00 

8.77 

0.0200 

0.4570 

56.06 

105 

48.94 

20.00 

9.79 

0.0150 

0.3258 

69.88 

100 

30.12 

20.00 

6.02 

0.0200 

0.5378 

66.42 

100 

33.58 

20.00 

6.72 

0.0200 

0.3382 

58.10 

105 

46.90 

20.00 

9.38 

0.0150 

0.6925 

66.89 

100 

33.11 

20.00 

6.62 

0.0200 

0.4302 

64.27 

100 

35.73 

20.00 

7.15 

0.0200 

0.4447 

69.78 

100 

30.22 

20.00 

6.04 

0.0200 

0.2412 

51.16 

100 

48.84 

20.00 

9.77 

0.0200 

0.8526 

18.82 

85 

66.18 

20.00 

13.24 

0.0150 

0.0051 

18.82 

80 

61.18 

5.00 

3.06 

0.0015 

0.0007 

55.54 

105 

49.46 

20.00 

9.89 

0.0150 

0.3467 

64.90 

100 

35.10 

20.00 

7.02 

0.0150 

0.1393 

56.75 

105 

48.25 

20.00 

9.65 

0.0150 

0.4188 

63.89 

105 

41.11 

20.00 

8.22 

0.0150 

0.6980 

52.11 

100 

47.89 

20.00 

9.58 

0.0150 

0.4769 

70.92 

100 

29.08 

20.00 

5.82 

0.0200 

1.4368 

55.76 

105 

49.24 

20.00 

9.85 

0.0150 

1.5658 




































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 

Census Code 

Kuloth Khurd 

0805000200705900 

Kushalpura 

0805000200706900 

Kuthaniya 

0805000300722100 


Zone (Fresh 
/ Saline) 


Ladi Ka Bas 


Lalamandi 


Lambi Aheer 


Lambijat 


Lotiya 


Madansar 


Maharana 


Mahpalwas 


Mainana 


Mankdo 


Manoharpura 


Manota (Jatan ) 


Manpura 


Moi Bharu 


Moi Sadda 


Nanwas 


Narat 


Netrampura 


Nimbas 


Noohaniya 


Palota 


Panne Singh Pura 


Paras Nagar 


Peethola 


Pichanwa 


Pichanwasi 


Prithvipura 


Puhaniya 


Radhu Ki Dhani 


Raghuveerpura 


Raipur (Jatan ) 


Rajpura 


Rajveerpura 


Rambas 


Rathiyon Ki Dhani 


Rayli 


Rooppura 


Saga 


Saidpur 


Salam Ka Bas 


Santriya 


Sanwlod 


Sardarpura 


Shahpura 


Shree Sardarpura 


Shyampura 


Silarpuri 


Singhana 


Sirsala 


Siwni 


0805000300726700 


0805000300719000 


0805000300723100 


0805000300719700 


0805000200707700 


0805000300716800 


0805000300722700 


0805000200706500 


0805000300716100 


0805000300727100 


0805000300717200 


0805000400727900 


0805000300719600 


0805000300722300 


0805000300722400 


0805000300718700 


0805000300717400 


0805000200707500 


0805000300718800 


0805000300718300 


0805000300720200 


0805000200707100 


0805000200714400 


0805000300726900 


0805000200714200 


0805000200708300 


0805000300719800 


0805000300720400 


0805000300716900 


0805000200708400 


0805000300721300 


0805000300721600 


0805000200707200 


0805000300718100 


0805000200707900 


0805000300718600 


0805000200705800 


0805000300719900 


0805000300715900 


0805000200715000 


0805000300722500 


0805000300720300 


0805000200706400 


0805000300715700 


0805000400728600 


0805000300716000 


0805000300721400 


0805000300727300 


0805000200715200 


0805000300722800 


9.46 Fresh 


5.14 Fresh 


6.90 Fresh 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Quartzite 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Quartzite 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

55.73 

105 

49.27 

20.00 

9.85 

0.0150 

1.3940 

52.99 

105 

52.01 

20.00 

10.40 

0.0150 

0.8014 

21.25 

100 

78.75 

20.00 

15.75 

0.0200 

1.8171 

21.25 

90 

68.75 

5.00 

3.44 

0.0015 

0.0034 

53.80 

100 

46.20 

20.00 

9.24 

0.0200 

0.2028 

72.73 

100 

27.27 

20.00 

5.45 

0.0200 

0.0398 

68.63 

100 

31.37 

20.00 

6.27 

0.0200 

0.0664 

68.95 

100 

31.05 

20.00 

6.21 

0.0200 

0.2592 

57.31 

105 

47.69 

20.00 

9.54 

0.0150 

0.7811 

62.74 

100 

37.26 

20.00 

7.45 

0.0200 

0.3006 

56.39 

100 

43.61 

20.00 

8.72 

0.0200 

0.8212 

55.19 

105 

49.81 

20.00 

9.96 

0.0150 

1.6270 

63.07 

100 

36.93 

20.00 

7.39 

0.0200 

0.8528 

25.15 

100 

74.85 

20.00 

14.97 

0.0200 

1.5803 

25.15 

90 

64.85 

5.00 

3.24 

0.0015 

0.0032 

66.45 

100 

33.55 

20.00 

6.71 

0.0200 

0.4861 

32.34 

85 

52.66 

20.00 

10.53 

0.0150 

0.5833 

70.96 

100 

29.04 

20.00 

5.81 

0.0200 

0.2552 

32.45 

100 

67.55 

20.00 

13.51 

0.0200 

0.8345 

36.66 

100 

63.34 

20.00 

12.67 

0.0200 

1.1421 

71.05 

100 

28.95 

20.00 

5.79 

0.0200 

0.7565 

69.21 

100 

30.79 

20.00 

6.16 

0.0200 

0.5219 

55.82 

105 

49.18 

20.00 

9.84 

0.0150 

0.4566 

71.73 

100 

28.27 

20.00 

5.65 

0.0200 

0.0506 

70.06 

100 

29.94 

20.00 

5.99 

0.0200 

0.7381 

65.14 

100 

34.86 

20.00 

6.97 

0.0200 

0.6012 

55.37 

105 

49.63 

20.00 

9.93 

0.0150 

0.5342 

62.84 

105 

42.16 

20.00 

8.43 

0.0150 

0.4548 

44.93 

100 

55.07 

20.00 

11.01 

0.0200 

0.7484 

64.49 

105 

40.51 

20.00 

8.10 

0.0150 

0.0970 

58.85 

105 

46.15 

20.00 

9.23 

0.0150 

0.6367 

65.47 

100 

34.53 

20.00 

6.91 

0.0200 

0.0751 

55.20 

100 

44.80 

20.00 

8.96 

0.0200 

0.9207 

64.07 

100 

35.93 

20.00 

7.19 

0.0200 

0.2154 

55.02 

105 

49.99 

20.00 

10.00 

0.0150 

0.4476 

47.16 

100 

52.84 

20.00 

10.57 

0.0200 

0.9744 

47.38 

100 

52.62 

20.00 

10.52 

0.0200 

0.8331 

56.87 

105 

48.13 

20.00 

9.63 

0.0150 

0.0393 

65.51 

100 

34.49 

20.00 

6.90 

0.0200 

0.8935 

53.70 

105 

51.30 

20.00 

10.26 

0.0150 

0.4510 

71.15 

100 

28.85 

20.00 

5.77 

0.0200 

0.3134 

56.11 

105 

48.89 

20.00 

9.78 

0.0150 

0.9933 

63.14 

100 

36.86 

20.00 

7.37 

0.0200 

0.6100 

61.71 

100 

38.29 

20.00 

7.66 

0.0200 

0.7115 

62.03 

105 

42.97 

20.00 

8.59 

0.0150 

0.2956 

45.93 

100 

54.07 

20.00 

10.81 

0.0200 

0.5295 

60.14 

100 

39.86 

20.00 

7.97 

0.0200 

1.1101 

55.71 

105 

49.29 

20.00 

9.86 

0.0150 

0.4133 

60.91 

100 

39.09 

20.00 

7.82 

0.0200 

0.4453 

31.32 

85 

53.68 

20.00 

10.74 

0.0150 

0.0007 

61.21 

100 

38.79 

20.00 

7.76 

0.0200 

0.4541 

60.29 

100 

39.71 

20.00 

7.94 

0.0200 

1.0680 

43.76 

100 

56.24 

20.00 

11.25 

0.0200 

0.4002 

62.89 

105 

42.11 

20.00 

8.42 

0.0150 

0.8772 

63.86 

100 

36.14 

20.00 

7.23 

0.0200 

0.2905 












































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


16003014 


Village Name 

Census Code 

Sultana Ahiran 

0805000300716200 

Swami Sehi 

0805000200709700 

Tateeja 

0805000400728200 


Zone (Fresh 
/ Saline) 


Teekoopura 


Thali 


Theecholi 


Thonthi 


Thonthwal 


Ureeka 


Ureeki 


Vishanpura 


Abusar 


Adarsh Nagar 


Ajari Kalan 


Ajari Khurd 


Alsisar 


Ambedkar Nagar 


Anandpura 


Angasar 


Ashok Nagar 


Badalwas 


Baggar (M) 


Bajawa 


Bajla 


Bakra 


Bara Gaon 


Barwasi 


Bas Brahmanan 


Bas Budana 


Bas Ghasiram Ka 


Bas Nanag 


Basri 


Beebasar 


Bhadunda Kalan 


Bhadunda Khurd 


Bhagera 


Bhagwatpura 


Bhairoogarh 


Bharoo Ka Bas 


Bheemsar 


Bhompura 


Bhorki 


Bhuda Ka Bas 


Bhurasar 


Bhurasar Ka Bas 


Bhuriwas 


Bijarniya Ki Dhani 


Binjusar 


Bishanpura 


Bola Ki Dhani 


0805000300726600 


0805000300723000 


0805000300721800 


0805000300717100 


0805000300720100 


0805000200706100 


0805000200706200 


0805000300715600 


0805000100684700 


0805000100681300 


0805000100694300 


0805000100690100 


0805000100673000 


0805000100689200 


0805000100672200 


0805000100684400 


0805000100691200 


0805000100689100 


0805000140504000 


0805000600745700 


0805000100674400 


0805000100693100 


0805000600746100 


0805000500741300 


0804000200600300 


0805000100680800 


0805000100674200 


0805000100694500 


0805000100674900 


0805000100693300 


0805000100692600 


0805000100692400 


0805000500741600 


0805000100672000 


0805000200700000 


0805000100673500 


0805000100684200 


0805000100694000 


0805000600748300 


0805000100669300 


0805000100681700 


0805000100681800 


0805000100689500 


0805000600748200 


0805000100694600 


0805000100694700 


0805000200700100 


8.15 Fresh 


5.59 Fresh 


8.27 Fresh 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Quartzite 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Younger 

Alluvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Younger Alluvium 

Younger Alluvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

64.18 

100 

35.82 

20.00 

7.16 

0.0200 

1.1675 

62.63 

105 

42.37 

20.00 

8.47 

0.0150 

0.0112 

18.72 

85 

66.28 

20.00 

13.26 

0.0150 

1.2361 

18.72 

80 

61.28 

5.00 

3.06 

0.0015 

0.0057 

52.12 

100 

47.88 

20.00 

9.58 

0.0200 

0.3021 

59.58 

100 

40.42 

20.00 

8.08 

0.0200 

0.3005 

33.96 

100 

66.04 

20.00 

13.21 

0.0200 

2.0351 

59.50 

100 

40.50 

20.00 

8.10 

0.0200 

0.8323 

67.48 

100 

32.52 

20.00 

6.50 

0.0200 

0.3153 

56.33 

105 

48.67 

20.00 

9.73 

0.0150 

0.7558 

57.01 

105 

47.99 

20.00 

9.60 

0.0150 

0.7676 

59.88 

100 

40.12 

20.00 

8.02 

0.0200 

0.1979 

58.37 

100 

41.63 

20.00 

8.33 

0.0150 

0.8225 

48.20 

100 

51.80 

20.00 

10.36 

0.0150 

0.1311 

50.34 

100 

49.66 

20.00 

9.93 

0.0150 

0.6974 

48.37 

100 

51.63 

20.00 

10.33 

0.0150 

0.8934 

33.03 

80 

46.97 

20.00 

9.39 

0.0150 

3.2608 

33.03 

80 

46.97 

20.00 

9.39 

0.0150 

0.0001 

57.40 

100 

42.60 

20.00 

8.52 

0.0150 

0.1649 

35.65 

80 

44.35 

20.00 

8.87 

0.0150 

0.0059 

56.68 

100 

43.32 

20.00 

8.66 

0.0150 

0.7950 

60.41 

100 

39.59 

20.00 

7.92 

0.0150 

0.5495 

60.41 

85 

24.59 

30.00 

7.38 

0.0200 

0.0006 

58.55 

100 

41.46 

20.00 

8.29 

0.0150 

0.3742 

59.28 

100 

40.72 

20.00 

8.14 

0.0150 

1.8482 

38.22 

100 

61.78 

20.00 

12.36 

0.0150 

1.7238 

42.47 

80 

37.53 

20.00 

7.51 

0.0150 

0.9469 

52.91 

100 

47.09 

20.00 

9.42 

0.0150 

2.1833 

41.14 

100 

58.86 

20.00 

11.77 

0.0150 

0.8071 

54.74 

90 

35.26 

20.00 

7.05 

0.0150 

0.2952 

41.00 

120 

79.00 

40.00 

31.60 

0.0150 

1.3579 

41.00 

120 

79.00 

30.00 

23.70 

0.0150 

1.5661 

49.83 

100 

50.17 

20.00 

10.03 

0.0150 

0.3272 

34.79 

80 

45.21 

20.00 

9.04 

0.0150 

0.4737 

50.28 

100 

49.72 

20.00 

9.94 

0.0150 

1.3089 

38.56 

80 

41.44 

20.00 

8.29 

0.0150 

1.1203 

51.57 

100 

48.43 

20.00 

9.69 

0.0150 

1.5988 

41.60 

100 

58.40 

20.00 

11.68 

0.0150 

0.1385 

41.60 

85 

43.40 

30.00 

13.02 

0.0200 

0.9346 

43.13 

85 

41.87 

30.00 

12.56 

0.0200 

1.0218 

54.04 

90 

35.96 

20.00 

7.19 

0.0150 

0.4054 

45.67 

80 

34.33 

20.00 

6.87 

0.0150 

0.0008 

53.71 

100 

46.29 

20.00 

9.26 

0.0150 

0.1121 

36.76 

80 

43.24 

20.00 

8.65 

0.0150 

0.4954 

47.84 

100 

52.16 

20.00 

10.43 

0.0150 

0.5794 

53.52 

100 

46.48 

20.00 

9.30 

0.0150 

0.3725 

49.16 

100 

50.84 

20.00 

10.17 

0.0150 

5.0240 

29.14 

80 

50.86 

20.00 

10.17 

0.0150 

0.1082 

59.44 

100 

40.56 

20.00 

8.11 

0.0150 

1.1899 

60.46 

100 

39.54 

20.00 

7.91 

0.0150 

0.2928 

58.34 

100 

41.66 

20.00 

8.33 

0.0150 

0.1213 

46.93 

100 

53.07 

20.00 

10.61 

0.0150 

0.0360 

49.14 

100 

50.86 

20.00 

10.17 

0.0150 

0.9816 

43.77 

100 

56.23 

20.00 

11.25 

0.0150 

0.4085 

53.43 

100 

46.57 

20.00 

9.31 

0.0150 

0.3552 




































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 

Census Code 

Brahmano Ki Dhani 

0805000100681500 

Budana 

0805000100680600 

Budaniya 

0805000200701700 

Bugala 

0805000500741800 

Chak Ranasar 

0805000100669400 

Chand Gothi 

0804000200601100 

Chandrapura 

0805000100688200 

Charan Ki Dhani 

0805000500743300 

Charanwas @ Sultan 

0805000100690900 

Charanwasi 

0805000100678900 

Chatarpura 

0805000100685000 

Chhau 

0805000600745500 

Chinchroli 

0805000100691600 

Choradi Athuni 

0805000500737700 

Dabli Dhani 

0804000200595900 


Zone (Fresh 
/ Saline) 


Dabri 


Dabri Dheersingh 


Deepalwas 


Delsar Kalan 


Delsar Khurd 


Derwala 


Desoosar 


Devipura 


Dhaka Ka Bas 


Dhamora 


Dhani Baga Partan 


Dhani Barwa 


Dhani Bhera Ki Nor 


Dhani Bhera Ki Sou 


Dhani Charan 


Dhani Majhau 


Dhani Meelon Ki 


Dhani Purohiton Ki 


Dhanuri 


Dheva Ka Bas 


Dhigal 


Dhola khera 


Dilawarpura 


Doodiyo Ki Dhani 


Doolpura 


Doradas 


Dorasar 


Durana 


Durjanpura 


Fatehsara 


Fatehsari 


Gheerawali Dhani 


Ghumansar Khurd 


Gokhri 


Gopalpura 


Govindpura 


0805000500737800 


0805000100673600 


0805000100689400 


0805000500738100 


0805000500738200 


0805000100688900 


0805000100681200 


0805000100693700 


0805000500741500 


0805000600748700 


0805000100670400 


0805000100672900 


0805000100689700 


0805000100689800 


0805000100669500 


0805000600748500 


0805000100689600 


0805000100689900 


0805000100674700 


0805000100693500 


0805000500737600 


0805000600748800 


0805000200699300 


0805000500737400 


0805000100669800 


0805000100693800 


0805000100692700 


0805000100684900 


0805000100684800 


0805000100693200 


0805000500737500 


0805000200702100 


0805000200701800 


0805000100670000 


0805000100679400 


0805000100672800 


0805000200699600 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Younger 

Alluvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

61.10 

80 

18.90 

20.00 

3.78 

0.0150 

0.0581 

51.69 

100 

48.31 

20.00 

9.66 

0.0150 

0.9130 

57.81 

100 

42.19 

20.00 

8.44 

0.0150 

0.2675 

50.37 

90 

39.63 

20.00 

7.93 

0.0150 

1.7288 

31.43 

80 

48.57 

20.00 

9.71 

0.0150 

0.1640 

62.56 

120 

57.44 

40.00 

22.98 

0.0150 

0.0084 

47.89 

100 

52.11 

20.00 

10.42 

0.0150 

0.2758 

28.19 

90 

61.81 

20.00 

12.36 

0.0150 

0.7145 

48.65 

100 

51.35 

20.00 

10.27 

0.0150 

0.9901 

47.23 

80 

32.77 

20.00 

6.55 

0.0150 

0.1636 

48.24 

100 

51.76 

20.00 

10.35 

0.0150 

0.0348 

45.42 

100 

54.58 

20.00 

10.92 

0.0150 

2.1839 

48.21 

85 

36.79 

30.00 

11.04 

0.0200 

0.1409 

51.49 

90 

38.51 

20.00 

7.70 

0.0150 

0.2226 

35.29 

120 

84.71 

40.00 

33.88 

0.0150 

1.3139 

35.29 

120 

84.71 

30.00 

25.41 

0.0150 

1.9303 

52.56 

90 

37.44 

20.00 

7.49 

0.0150 

0.8550 

48.22 

80 

31.78 

20.00 

6.36 

0.0150 

1.7582 

59.02 

100 

40.98 

20.00 

8.20 

0.0150 

0.1480 

55.66 

90 

34.34 

20.00 

6.87 

0.0150 

0.2010 

54.15 

90 

35.85 

20.00 

7.17 

0.0150 

0.1688 

52.49 

100 

47.51 

20.00 

9.50 

0.0150 

0.6960 

49.90 

100 

50.10 

20.00 

10.02 

0.0150 

0.2129 

49.42 

100 

50.58 

20.00 

10.12 

0.0150 

0.5524 

53.63 

90 

36.37 

20.00 

7.27 

0.0150 

0.3755 

44.55 

100 

55.45 

20.00 

11.09 

0.0150 

2.0907 

33.52 

80 

46.48 

20.00 

9.30 

0.0150 

0.0523 

33.52 

80 

46.48 

20.00 

9.30 

0.0150 

0.0420 

33.32 

80 

46.68 

20.00 

9.34 

0.0150 

0.0175 

58.45 

100 

41.55 

20.00 

8.31 

0.0150 

0.1331 

56.73 

100 

43.27 

20.00 

8.65 

0.0150 

0.1045 

33.04 

80 

46.96 

20.00 

9.39 

0.0150 

0.1631 

44.84 

100 

55.16 

20.00 

11.03 

0.0150 

0.8653 

60.01 

100 

39.99 

20.00 

8.00 

0.0150 

0.1653 

54.96 

100 

45.04 

20.00 

9.01 

0.0150 

0.3728 

39.62 

80 

40.38 

20.00 

8.08 

0.0150 

1.3306 

52.62 

100 

47.38 

20.00 

9.48 

0.0150 

0.0895 

51.05 

90 

38.95 

20.00 

7.79 

0.0150 

1.5217 

42.13 

100 

57.87 

20.00 

11.57 

0.0150 

1.2420 

52.61 

100 

47.39 

20.00 

9.48 

0.0150 

0.7826 

51.76 

90 

38.24 

20.00 

7.65 

0.0150 

0.0593 

32.07 

80 

47.93 

20.00 

9.59 

0.0150 

0.0216 

48.97 

100 

51.03 

20.00 

10.21 

0.0150 

0.8362 

44.63 

100 

55.37 

20.00 

11.07 

0.0150 

1.3408 

49.87 

100 

50.13 

20.00 

10.03 

0.0150 

0.4473 

53.69 

100 

46.31 

20.00 

9.26 

0.0150 

0.5861 

51.93 

100 

48.07 

20.00 

9.61 

0.0150 

0.4310 

51.50 

90 

38.50 

20.00 

7.70 

0.0150 

0.0407 

60.87 

100 

39.13 

20.00 

7.83 

0.0150 

0.0009 

58.16 

100 

41.84 

20.00 

8.37 

0.0150 

0.7779 

33.78 

80 

46.22 

20.00 

9.24 

0.0150 

0.0272 

33.78 

80 

46.22 

20.00 

9.24 

0.0150 

0.8782 

57.34 

80 

22.66 

20.00 

4.53 

0.0150 

0.1988 

33.25 

80 

46.75 

20.00 

9.35 

0.0150 

0.0226 

53.62 

100 

46.38 

20.00 

9.28 

0.0150 

0.4914 










































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 

Census Code 

Gugan Ki Dhani 

0805000100673300 

Gumana Ka Was 

0805000600745600 

Flameer Khurd 

0805000100681600 

Hameeri Kalan 

0805000100681000 

Flameerwas 

0805000100688000 

Hameerwas ( Bajawa 

0805000100694800 

Flameerwas Lamba 

0805000100680200 

Flameerwas Rijani 

0805000100682000 

Flansalsar 

0805000600746200 

Flansasar 

0805000100678700 

Flansasari 

0805000100678800 

Flanuman Pura 

0805000100688800 

Hanutpura 

0805000100679800 

Haripura 

0805000100672400 

Hejampura 

0805000100692000 


Zone (Fresh 
/ Saline) 


Indrapura 


Isharpura 


Islampur 


Jaisingh Pura 


Jaitpura 


Jakhal 


Jakhara 


Jakhron Ka Bas 


Janau Khari 


Janau Meethi 


Jaswantpura 


Jeevanwali Dhani 


Jei Pahari 


Jejusar 


Jhunjhunun ( Rural 


Jhunjhunun (M) 


Kakreu Kalan 


Kakreu Khurd 


Kaleri Dhani 


Kali Pahari 


Kant 


Kari 


Kasimpura 


Kayampura 


Kayasthpura 


Keharpura Kalan 


Kesaripura 


Khabarpura 


Khagan Ka Bas 


Khajpur Bas 


Khajpur Naya 


Khajpur Purana 


Khariya 


Khariyabas 


Kharkhari 


0805000100692300 


0805000100679500 


0805000100680900 


0805000100691500 


0805000500741400 


0805000100679300 


0805000500742000 


0805000200699700 


0805000100692200 


0804000200600400 


0804000200601200 


0804000200601300 


0805000100680500 


0805000100691100 


0805000500738300 


0805000100681400 


0805000140503000 


0805000100673200 


0805000100673400 


0805000100680000 


0805000100691900 


0805000100672100 


0805000500742100 


0805000100680300 


0805000100674000 


0805000100680400 


0805000200711400 


0805000600745900 


0804000200600100 


0805000100688600 


0805000100690600 


0805000100690700 


0805000100690500 


0805000100674100 


0804000200595600 


0805000100679100 


10.97 Fresh 


5.68 Fresh 


1.32 Fresh 


7.81 Fresh 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Younger 

Alluvium 

Older Al 

uvium 

Younger 

Alluvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Younger 

Alluvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Younger 

Alluvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

34.92 

80 

45.08 

20.00 

9.02 

0.0150 

0.2511 

42.19 

100 

57.81 

20.00 

11.56 

0.0150 

2.4501 

61.24 

80 

18.76 

20.00 

3.75 

0.0150 

0.1607 

56.96 

80 

23.04 

20.00 

4.61 

0.0150 

0.2823 

50.32 

100 

49.68 

20.00 

9.94 

0.0150 

0.7157 

41.68 

100 

58.32 

20.00 

11.66 

0.0150 

0.6858 

55.32 

100 

44.68 

20.00 

8.94 

0.0150 

0.6533 

53.87 

100 

46.13 

20.00 

9.23 

0.0150 

0.3878 

41.01 

100 

58.99 

20.00 

11.80 

0.0150 

0.2906 

46.10 

80 

33.90 

20.00 

6.78 

0.0150 

0.1152 

47.79 

80 

32.21 

20.00 

6.44 

0.0150 

0.6419 

51.33 

100 

48.67 

20.00 

9.73 

0.0150 

0.6811 

47.59 

80 

32.41 

20.00 

6.48 

0.0150 

0.7419 

35.28 

80 

44.72 

20.00 

8.94 

0.0150 

0.5407 

47.78 

100 

52.22 

20.00 

10.44 

0.0150 

0.6634 

47.78 

85 

37.22 

30.00 

11.17 

0.0200 

0.0084 

44.26 

100 

55.74 

20.00 

11.15 

0.0150 

1.6777 

44.26 

85 

40.74 

30.00 

12.22 

0.0200 

0.2286 

54.76 

80 

25.24 

20.00 

5.05 

0.0150 

0.4297 

55.05 

80 

24.95 

20.00 

4.99 

0.0150 

0.0985 

57.58 

100 

42.42 

20.00 

8.48 

0.0150 

0.5021 

57.58 

85 

27.42 

30.00 

8.23 

0.0200 

0.1915 

51.87 

90 

38.13 

20.00 

7.63 

0.0150 

0.1836 

53.40 

80 

26.60 

20.00 

5.32 

0.0150 

0.4373 

50.20 

90 

39.80 

20.00 

7.96 

0.0150 

1.9192 

54.12 

100 

45.88 

20.00 

9.18 

0.0150 

0.1680 

45.03 

100 

54.98 

20.00 

11.00 

0.0150 

0.8428 

43.97 

120 

76.03 

30.00 

22.81 

0.0150 

0.4754 

52.83 

120 

67.17 

40.00 

26.87 

0.0150 

2.6064 

49.91 

120 

70.09 

40.00 

28.04 

0.0150 

3.3978 

49.91 

120 

70.09 

30.00 

21.03 

0.0150 

0.0100 

52.42 

100 

47.58 

20.00 

9.52 

0.0150 

0.3699 

56.62 

100 

43.38 

20.00 

8.68 

0.0150 

0.7241 

52.92 

90 

37.08 

20.00 

7.42 

0.0150 

0.0074 

55.57 

100 

44.43 

20.00 

8.89 

0.0150 

0.9386 

61.02 

100 

38.98 

20.00 

7.80 

0.0150 

4.9643 

38.52 

80 

41.48 

20.00 

8.30 

0.0150 

1.1424 

37.77 

80 

42.23 

20.00 

8.45 

0.0150 

0.6190 

52.97 

100 

47.03 

20.00 

9.41 

0.0150 

0.4995 

53.35 

100 

46.65 

20.00 

9.33 

0.0150 

1.4710 

45.78 

80 

34.22 

20.00 

6.84 

0.0150 

0.5226 

50.42 

90 

39.58 

20.00 

7.92 

0.0150 

2.3090 

55.67 

100 

44.33 

20.00 

8.87 

0.0150 

1.2289 

35.76 

80 

44.24 

20.00 

8.85 

0.0150 

0.2735 

58.40 

100 

41.60 

20.00 

8.32 

0.0150 

0.5895 

60.62 

85 

24.38 

20.00 

4.88 

0.0200 

0.0002 

40.55 

100 

59.45 

20.00 

11.89 

0.0150 

0.0590 

37.06 

120 

82.94 

30.00 

24.88 

0.0150 

0.1585 

54.10 

100 

45.90 

20.00 

9.18 

0.0150 

0.2178 

51.16 

100 

48.84 

20.00 

9.77 

0.0150 

0.4441 

51.67 

100 

48.33 

20.00 

9.67 

0.0150 

0.6496 

53.50 

100 

46.50 

20.00 

9.30 

0.0150 

0.4115 

35.16 

80 

44.84 

20.00 

8.97 

0.0150 

0.4456 

35.10 

120 

84.90 

30.00 

25.47 

0.0150 

1.7123 

53.09 

80 

26.91 

20.00 

5.38 

0.0150 

0.1994 





































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 

Census Code 

Khatehpura 

0805000100692100 

Khatiyon Ka Bas 

0805000100673700 

Khatiyonwali Dhani 

0805000100680700 

Kheedarsar ( Rural 

0805000100688400 

Khichron Ka Bas 

0805000100673800 

Khinwasar 

0805000600748000 

Khori 

0805000100669200 

Khudana 

0805000200702300 


Zone (Fresh 
/ Saline) 


Kolsiya 


Koonjla Bas 


Kulod Kalan 


Kulod Khurd 


Kumawas 


Kyamsar 


Ladusar 


Lalpur 


Lamba 


Leelawathi 


Loona 


Lootoo 


Madansar 


Mahradas 


Mahti Ki Dhani 


Mainas 


Majhau 


Makhar 


Mali Gaon 


Malsar 


Mandrela 


Manpura 


Manrooppura 


Marigsar 


Marodha 


Marot 


Marot Ka Bas 


Milo Ka Bas 


Mishrapura 


Moga 


Mukha Ka Bas 


Nalwa 


Nand 


Nanda Ka Bas 


Nandrampura 


Narnod 


Narsinghpura 


Nathpura 


Naurangpura 


Nayabas 


Nayasar 


0805000500742200 


0804000200601700 


0805000100690300 


0805000100690400 


0805000500739500 


0805000100674600 


0805000100675200 


0805000100679900 


0805000200699500 


0804000200600200 


0805000100679200 


0805000100675300 


0805000100685100 


0805000100672300 


0805000200699000 


0805000500739600 


0805000600748400 


0805000100691400 


0805000200701900 


0805000100692900 


0805000200699200 


0805000200700200 


0805000100670200 


0805000100681900 


0805000100673900 


0805000100691700 


0805000100691800 


0805000500741200 


0805000100693900 


0805000100672500 


0805000100669900 


0805000200699400 


0805000100682200 


0804000200601400 


0805000200698800 


0805000200702000 


0805000100690200 


0805000100669600 


0804000200602400 


0804000200601900 


0805000100684500 


2.22 Fresh 


1.63 Fresh 


3.55 Fresh 


6.77 Fresh 


5.20 Fresh 


6.40 Fresh 


6.92 Saline 


7.42 Fresh 


4.39 Fresh 


6.84 Fresh 


12.65 Fresh 


3.94 Fresh 


9.66 Fresh 


Saline 


5.76 Fresh 


7.12 Fresh 


1.92 Fresh 


4.20 Fresh 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Younger 

Alluvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Younger 

Alluvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Younger 

Alluvium 

Older Al 

uvium 

Younger 

Alluvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

45.54 

100 

54.46 

20.00 

10.89 

0.0150 

0.3624 

52.72 

80 

27.28 

20.00 

5.46 

0.0150 

0.1338 

48.80 

100 

51.20 

20.00 

10.24 

0.0150 

0.5454 

60.13 

100 

39.87 

20.00 

7.97 

0.0150 

0.8094 

41.53 

80 

38.47 

20.00 

7.69 

0.0150 

0.6004 

32.88 

100 

67.12 

20.00 

13.42 

0.0150 

0.2234 

27.47 

80 

52.53 

20.00 

10.51 

0.0150 

0.0900 

61.28 

100 

38.72 

20.00 

7.74 

0.0150 

0.1760 

61.28 

85 

23.72 

20.00 

4.74 

0.0200 

0.0196 

45.66 

90 

44.34 

20.00 

8.87 

0.0150 

0.9809 

33.18 

120 

86.82 

40.00 

34.73 

0.0150 

2.2815 

33.18 

120 

86.82 

30.00 

26.05 

0.0150 

0.0001 

46.03 

100 

53.97 

20.00 

10.79 

0.0150 

0.3109 

48.35 

100 

51.65 

20.00 

10.33 

0.0150 

0.4504 

56.27 

90 

33.73 

20.00 

6.75 

0.0150 

0.0403 

38.98 

80 

41.02 

20.00 

8.20 

0.0150 

0.6678 

46.47 

80 

33.53 

20.00 

6.71 

0.0150 

0.8608 

52.32 

100 

47.68 

20.00 

9.54 

0.0150 

1.8691 

54.10 

100 

45.90 

20.00 

9.18 

0.0150 

1.3126 

38.31 

120 

81.69 

30.00 

24.51 

0.0150 

1.3724 

47.26 

80 

32.74 

20.00 

6.55 

0.0150 

0.6944 

52.80 

80 

27.20 

20.00 

5.44 

0.0150 

0.1119 

47.53 

100 

52.47 

20.00 

10.49 

0.0150 

0.0004 

35.76 

80 

44.24 

20.00 

8.85 

0.0150 

0.4822 

52.00 

100 

48.00 

20.00 

9.60 

0.0150 

0.7587 

56.06 

90 

33.94 

20.00 

6.79 

0.0150 

0.7838 

47.42 

100 

52.58 

20.00 

10.52 

0.0150 

2.4688 

57.21 

100 

42.79 

20.00 

8.56 

0.0150 

0.0397 

57.21 

85 

27.79 

30.00 

8.34 

0.0200 

0.2828 

58.85 

100 

41.15 

20.00 

8.23 

0.0150 

0.5422 

43.88 

100 

56.12 

20.00 

11.22 

0.0150 

1.1516 

53.66 

100 

46.34 

20.00 

9.27 

0.0150 

1.4836 

54.21 

100 

45.79 

20.00 

9.16 

0.0150 

0.0007 

33.67 

80 

46.33 

20.00 

9.27 

0.0150 

0.2422 

33.67 

80 

46.33 

20.00 

9.27 

0.0150 

1.1006 

52.69 

100 

47.31 

20.00 

9.46 

0.0150 

0.8163 

37.05 

80 

42.95 

20.00 

8.59 

0.0150 

0.9177 

55.80 

100 

44.20 

20.00 

8.84 

0.0150 

0.2530 

55.80 

85 

29.20 

30.00 

8.76 

0.0200 

0.0029 

50.25 

100 

49.75 

20.00 

9.95 

0.0150 

0.1692 

50.25 

85 

34.75 

30.00 

10.43 

0.0200 

0.5800 

54.99 

90 

35.01 

20.00 

7.00 

0.0150 

0.2963 

53.84 

100 

46.16 

20.00 

9.23 

0.0150 

0.3925 

32.07 

80 

47.93 

20.00 

9.59 

0.0150 

0.4260 

30.97 

80 

49.03 

20.00 

9.81 

0.0150 

0.0677 

53.63 

100 

46.37 

20.00 

9.27 

0.0150 

0.6972 

43.87 

80 

36.13 

20.00 

7.23 

0.0150 

0.0676 

49.16 

120 

70.84 

40.00 

28.34 

0.0150 

2.8008 

52.46 

100 

47.54 

20.00 

9.51 

0.0150 

0.0179 

60.31 

100 

39.69 

20.00 

7.94 

0.0150 

0.1696 

44.85 

100 

55.15 

20.00 

11.03 

0.0150 

0.4091 

33.51 

80 

46.49 

20.00 

9.30 

0.0150 

0.3477 

53.09 

120 

66.91 

40.00 

26.76 

0.0150 

0.7796 

38.07 

120 

81.93 

40.00 

32.77 

0.0150 

0.6644 

61.27 

100 

38.73 

20.00 

7.75 

0.0150 

1.0495 






























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 

Census Code 

Neshal 

0804000200601500 

Niwai 

0805000500739700 

Nooan 

0805000100688100 

Nyola 

0805000100672600 

Pakori Dhani 

0805000100680100 

Pandasi 

0805000100673100 


Zone (Fresh 
/ Saline) 


Paniyan Ki Dhani 


Patusari 


Peeplai Ka Bas 


Pheeras Ka Bas 


Poojari Ki Dhani 


Posana 


Pratappura 


Raboodi 


Raghunathpura 


Raghveerpura 


Rahdon Ka Bas 


Rajeev Nagar 


Rampura 


Ranasar 


Rasora 


Ratan Shahar 


Rawatsar Koojla 


Rijani 


Sainipura 


Samaspur 


Sankhan Tal 


Sankhan Toomli 


Sankhoo 


Seethal 


Seetsar 


Seta Ki Dhani 


Shobha Ka Bas 


Shree Krishanpura 


Shyampura @ Charan 


Shyopura 


Signor 


Siriyasar Kalan 


Sisiyan 


Sonasar 


Sonthli 


Soti 


Sri Phoole Rao Nag 


Sulkhaniya Bara 


Sulkhaniya Chhota 


Sultanpura 


Tarpura @ Chandrap 


Teetanwar 


Tigiyas 


0805000500741700 


0805000100693000 


0805000100679700 


0805000100674500 


0805000500742600 


0805000600749000 


0805000100691000 


0804000200601800 


0805000100688700 


0805000600748900 


0805000200699100 


0805000100675100 


0805000100689000 


0805000100674300 


0805000100669700 


0805000500737900 


0805000100684300 


0805000100691300 


0804000200601600 


0805000100682100 


0805000600746000 


0805000100690800 


0804000200602100 


0804000200602000 


0804000200596000 


0805000600745800 


0805000100684600 


0805000100694400 


0805000100675000 


0805000100679000 


0805000100692800 


0805000100670100 


0805000600748600 


0805000100688300 


0805000100693400 


0805000100679600 


0805000500741900 


0805000100681100 


0805000500741100 


0804000200602200 


0804000200602300 


0805000500739800 


0805000100690000 


0805000600748100 


0805000200698900 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Younger Alluvium 1 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

41.81 

120 

78.19 

40.00 

31.28 

0.0150 

5.9812 

56.22 

90 

33.78 

20.00 

6.76 

0.0150 

0.2546 

48.20 

100 

51.80 

20.00 

10.36 

0.0150 

0.0331 

32.03 

80 

47.97 

20.00 

9.59 

0.0150 

0.0877 

53.26 

100 

46.74 

20.00 

9.35 

0.0150 

0.3352 

33.93 

80 

46.07 

20.00 

9.21 

0.0150 

1.2015 

33.93 

80 

46.07 

20.00 

9.21 

0.0150 

0.0155 

52.30 

90 

37.70 

20.00 

7.54 

0.0150 

0.4494 

47.97 

100 

52.03 

20.00 

10.41 

0.0150 

1.1149 

44.71 

80 

35.29 

20.00 

7.06 

0.0150 

0.4244 

40.64 

80 

39.36 

20.00 

7.87 

0.0150 

0.2330 

41.13 

90 

48.87 

20.00 

9.77 

0.0150 

0.0616 

51.36 

100 

48.64 

20.00 

9.73 

0.0150 

0.1933 

50.29 

100 

49.71 

20.00 

9.94 

0.0150 

0.5676 

34.02 

120 

85.98 

40.00 

34.39 

0.0150 

2.5459 

51.43 

100 

48.57 

20.00 

9.71 

0.0150 

0.3990 

49.74 

100 

50.26 

20.00 

10.05 

0.0150 

1.1778 

46.79 

100 

53.21 

20.00 

10.64 

0.0150 

0.8295 

47.13 

80 

32.87 

20.00 

6.57 

0.0150 

0.1318 

54.82 

100 

45.18 

20.00 

9.04 

0.0150 

0.3997 

37.16 

80 

42.84 

20.00 

8.57 

0.0150 

1.2865 

30.35 

80 

49.65 

20.00 

9.93 

0.0150 

0.0140 

54.13 

90 

35.87 

20.00 

7.17 

0.0150 

1.1270 

48.93 

100 

51.07 

20.00 

10.21 

0.0150 

0.4211 

60.36 

100 

39.64 

20.00 

7.93 

0.0150 

0.1902 

33.19 

120 

86.81 

40.00 

34.73 

0.0150 

6.7517 

33.19 

120 

86.81 

30.00 

26.04 

0.0150 

0.0001 

47.04 

80 

32.96 

20.00 

6.59 

0.0150 

0.6099 

41.04 

100 

58.96 

20.00 

11.79 

0.0150 

1.0767 

53.19 

100 

46.81 

20.00 

9.36 

0.0150 

0.6113 

40.12 

120 

79.88 

40.00 

31.95 

0.0150 

5.8187 

42.95 

120 

77.05 

40.00 

30.82 

0.0150 

3.6301 

34.36 

120 

85.64 

40.00 

34.26 

0.0150 

3.2779 

34.36 

120 

85.64 

30.00 

25.69 

0.0150 

5.5902 

35.77 

100 

64.23 

20.00 

12.85 

0.0150 

0.8049 

62.36 

100 

37.64 

20.00 

7.53 

0.0150 

0.3201 

47.39 

100 

52.61 

20.00 

10.52 

0.0150 

0.4404 

38.09 

80 

41.91 

20.00 

8.38 

0.0150 

0.2603 

51.14 

80 

28.86 

20.00 

5.77 

0.0150 

0.1934 

42.29 

100 

57.71 

20.00 

11.54 

0.0150 

0.5652 

33.99 

80 

46.01 

20.00 

9.20 

0.0150 

0.2712 

36.98 

100 

63.02 

20.00 

12.60 

0.0150 

2.7547 

50.23 

100 

49.77 

20.00 

9.95 

0.0150 

1.0399 

54.28 

100 

45.72 

20.00 

9.14 

0.0150 

1.0427 

52.06 

80 

27.94 

20.00 

5.59 

0.0150 

1.3185 

47.75 

90 

42.25 

20.00 

8.45 

0.0150 

0.9974 

51.49 

100 

48.51 

20.00 

9.70 

0.0150 

0.6389 

52.07 

90 

37.93 

20.00 

7.59 

0.0150 

0.2917 

51.26 

120 

68.74 

40.00 

27.50 

0.0150 

1.9554 

52.80 

120 

67.20 

40.00 

26.88 

0.0150 

1.6757 

56.09 

90 

33.91 

20.00 

6.78 

0.0150 

0.0175 

50.01 

100 

50.00 

20.00 

10.00 

0.0150 

0.4987 

43.19 

100 

56.81 

20.00 

11.36 

0.0150 

0.9503 

50.70 

100 

49.30 

20.00 

9.86 

0.0150 

1.0464 

50.70 

85 

34.30 

20.00 

6.86 

0.0200 

0.0002 






































































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

50.44 

100 

49.56 

20.00 

9.91 

0.0150 

0.0497 

54.26 

90 

35.74 

20.00 

7.15 

0.0150 

0.9648 

54.67 

100 

45.33 

20.00 

9.07 

0.0150 

0.6321 

53.21 

100 

46.79 

20.00 

9.36 

0.0150 

0.3693 

55.85 

100 

44.15 

20.00 

8.83 

0.0150 

1.2793 

53.61 

100 

46.39 

20.00 

9.28 

0.0150 

0.3881 

32.27 

120 

87.73 

30.00 

26.32 

0.0150 

0.5479 

59.87 

100 

40.14 

20.00 

8.03 

0.0150 

0.1891 

47.44 

100 

52.56 

20.00 

10.51 

0.0150 

1.8565 

49.89 

90 

40.11 

20.00 

8.02 

0.0150 

0.2217 

73.35 

90 

16.65 

25.00 

4.16 

0.0150 

0.4480 

68.76 

90 

21.24 

25.00 

5.31 

0.0150 

0.6700 

46.28 

90 

43.72 

25.00 

10.93 

0.0150 

1.3417 

48.41 

90 

41.59 

25.00 

10.40 

0.0150 

0.6498 

47.96 

90 

42.04 

25.00 

10.51 

0.0150 

1.4768 

50.31 

90 

39.69 

25.00 

9.92 

0.0150 

0.7541 

42.00 

90 

48.00 

25.00 

12.00 

0.0150 

0.7397 

46.77 

90 

43.23 

25.00 

10.81 

0.0150 

2.4165 

46.77 

90 

43.23 

3.00 

1.30 

0.0015 

0.0002 

49.85 

90 

40.15 

25.00 

10.04 

0.0150 

0.0000 

36.09 

90 

53.91 

25.00 

13.48 

0.0150 

1.6688 

44.36 

90 

45.64 

25.00 

11.41 

0.0150 

1.7097 

31.07 

100 

68.93 

20.00 

13.79 

0.0150 

0.0204 

31.07 

80 

48.93 

5.00 

2.45 

0.0015 

0.0132 

35.51 

80 

44.49 

5.00 

2.22 

0.0015 

0.0141 

49.55 

90 

40.45 

25.00 

10.11 

0.0150 

1.3961 

62.42 

90 

27.58 

25.00 

6.90 

0.0150 

0.2713 

50.11 

90 

39.89 

25.00 

9.97 

0.0150 

0.6855 

48.52 

90 

41.48 

25.00 

10.37 

0.0150 

0.9355 

47.76 

90 

42.24 

25.00 

10.56 

0.0150 

0.9718 

47.72 

90 

42.28 

25.00 

10.57 

0.0150 

1.7450 

39.89 

90 

50.11 

25.00 

12.53 

0.0150 

3.3118 

43.35 

90 

46.65 

25.00 

11.66 

0.0150 

2.0987 

40.52 

90 

49.48 

25.00 

12.37 

0.0150 

1.6863 

49.71 

90 

40.29 

20.00 

8.06 

0.0150 

0.9631 

53.15 

90 

36.85 

20.00 

7.37 

0.0150 

0.4976 

50.74 

90 

39.26 

25.00 

9.81 

0.0150 

0.1551 

42.57 

90 

47.43 

25.00 

11.86 

0.0150 

1.4969 

38.51 

90 

51.49 

20.00 

10.30 

0.0150 

0.1923 

38.51 

80 

41.49 

5.00 

2.07 

0.0015 

0.0214 

54.74 

90 

35.26 

20.00 

7.05 

0.0150 

1.0923 

41.57 

100 

58.43 

20.00 

11.69 

0.0150 

0.0031 

57.39 

90 

32.61 

20.00 

6.52 

0.0150 

1.5003 

57.39 

80 

22.61 

5.00 

1.13 

0.0015 

0.0007 

48.98 

90 

41.02 

25.00 

10.26 

0.0150 

0.9879 

48.58 

90 

41.42 

25.00 

10.36 

0.0150 

1.7971 

62.29 

90 

27.71 

25.00 

6.93 

0.0150 

0.6207 

32.53 

90 

57.47 

25.00 

14.37 

0.0150 

1.1729 

49.26 

90 

40.74 

20.00 

8.15 

0.0150 

1.5601 

61.60 

90 

28.40 

25.00 

7.10 

0.0150 

1.6005 

57.05 

90 

32.95 

25.00 

8.24 

0.0150 

0.7890 

35.56 

110 

74.44 

40.00 

29.78 

0.0150 

1.3377 

47.28 

90 

42.72 

25.00 

10.68 

0.0150 

4.4499 

47.28 

90 

42.72 

3.00 

1.28 

0.0015 

0.0204 

65.07 

90 

24.93 

25.00 

6.23 

0.0150 

0.1355 





























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 

Census Code 

Beerodi Chhoti 

0813000201686200 

Beri 

0813000301688200 

Beswa 

0813000101669900 

Bhadarwas 

0805000100686700 

Bhagasara 

0813000101670100 

Bhagoo Mil Ka Bas 

0813000201673700 

Bhagowa 

0813000301702100 

Bhairoo Pura 

0813000201672700 

Bhakharwasi 

0813000101661600 

Bharwari 

0805000500743400 

Bheechri 

0813000101670200 

Bheekamsara 

0813000101667000 

Bheekhansar 

0805000100677100 

Bheemasar @ Peepal 

0805000100683400 

Bhojasar 

0805000100687400 

Bhojasar Bara 

0813000201684200 

Bhojdesar 

0813000101662600 

Bhojnagar 

0805000500743600 

Bhopatpura 

0805000500743200 

Bibipur Bara 

0813000101668200 

Bibipur Chhota 

0813000101668100 

Biraniya 

0813000101666600 

Birol 

0805000500742400 

Bissau (M) 

0805000140501000 

Chak Beerodi 

0813000201686400 

Chak Nangal 

0805000600750100 

Charan Ki Dhani 

0805000500743300 

Chaurhani 

0805000500742900 

Chelasi 

0805000500740100 

Chhajusar 

0804000400629000 

Chhinchhas 

0813000201671900 

Chirana 

0805000500745200 

Churi Chatarpura 

0805000100687100 

Churi Miyan 

0813000201672900 

Churu (M) 

0804000440404000 


Zone (Fresh 
/ Saline) 


Churu (Rural) 


Chuwas 


Dab Panora 


Dabri 


Dadiya 


Dadunda 


Dagra 


Dantujala 


Daulatpura 


Daultabad (Rural) 


Deenarpura 


Deenwa 


Deenwa Jatan 


Deenwaladkhani 


Deogaon ( Gothra ) 


Depalsar 


Devipura 


Dewas 


0804000400629300 


0813000101668400 


0813000301702000 


0813000101664600 


0813000301688400 


0813000101659600 


0813000201671400 


0813000201675900 


0813000301691600 


0813000101664200 


0813000101666400 


0805000100686500 


0813000201671600 


0813000101669800 


0805000500742800 


0804000400629400 


0805000500744400 


0813000101663100 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Quartzite 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Quartzite 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Quartzite 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Quartzite 

Older Alluvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

65.77 

90 

24.23 

25.00 

6.06 

0.0150 

0.2557 

61.58 

85 

23.42 

25.00 

5.86 

0.0150 

2.7630 

45.65 

90 

44.35 

25.00 

11.09 

0.0150 

1.5099 

47.62 

100 

52.38 

20.00 

10.48 

0.0150 

0.8414 

47.18 

90 

42.82 

25.00 

10.70 

0.0150 

1.5096 

59.02 

90 

30.98 

25.00 

7.74 

0.0150 

0.3580 

39.04 

100 

60.96 

3.00 

1.83 

0.0015 

0.0022 

47.73 

90 

42.27 

25.00 

10.57 

0.0150 

0.8271 

44.38 

90 

45.62 

25.00 

11.41 

0.0150 

1.2567 

26.60 

90 

63.40 

20.00 

12.68 

0.0150 

0.3584 

47.79 

90 

42.21 

25.00 

10.55 

0.0150 

0.5802 

44.83 

90 

45.17 

25.00 

11.29 

0.0150 

0.5809 

48.73 

80 

31.27 

20.00 

6.25 

0.0150 

0.0666 

42.17 

100 

57.83 

20.00 

11.57 

0.0150 

0.0330 

48.82 

100 

51.18 

20.00 

10.24 

0.0150 

0.9219 

51.66 

90 

38.34 

25.00 

9.59 

0.0150 

0.0672 

39.24 

90 

50.76 

25.00 

12.69 

0.0150 

0.4954 

33.42 

90 

56.58 

20.00 

11.32 

0.0150 

1.1870 

27.70 

90 

62.30 

20.00 

12.46 

0.0150 

0.3385 

48.09 

90 

41.91 

25.00 

10.48 

0.0150 

2.0839 

46.04 

90 

43.96 

25.00 

10.99 

0.0150 

1.2740 

39.94 

90 

50.06 

25.00 

12.52 

0.0150 

0.4944 

55.22 

90 

34.78 

20.00 

6.96 

0.0150 

1.0917 

38.31 

80 

41.69 

20.00 

8.34 

0.0150 

0.0117 

66.70 

90 

23.30 

25.00 

5.83 

0.0150 

0.1613 

35.33 

100 

64.67 

20.00 

12.93 

0.0150 

0.9578 

28.19 

90 

61.81 

20.00 

12.36 

0.0150 

1.8527 

34.32 

90 

55.68 

20.00 

11.14 

0.0150 

0.8527 

54.38 

90 

35.62 

20.00 

7.12 

0.0150 

0.3137 

37.59 

110 

72.41 

40.00 

28.96 

0.0150 

0.0758 

48.46 

90 

41.54 

25.00 

10.39 

0.0150 

1.2409 

34.57 

80 

45.43 

5.00 

2.27 

0.0015 

0.0154 

47.94 

100 

52.06 

20.00 

10.41 

0.0150 

0.8455 

48.16 

90 

41.84 

25.00 

10.46 

0.0150 

1.6540 

36.16 

110 

73.84 

40.00 

29.54 

0.0150 

4.9315 

36.16 

110 

73.84 

30.00 

22.15 

0.0150 

0.0070 

35.45 

110 

74.55 

40.00 

29.82 

0.0150 

5.2924 

47.25 

90 

42.75 

25.00 

10.69 

0.0150 

1.3646 

43.55 

85 

41.45 

25.00 

10.36 

0.0150 

0.5602 

43.55 

100 

56.45 

3.00 

1.69 

0.0015 

0.0055 

41.44 

90 

48.56 

25.00 

12.14 

0.0150 

2.0774 

66.74 

85 

18.26 

25.00 

4.56 

0.0150 

0.6580 

34.86 

90 

55.14 

25.00 

13.79 

0.0150 

3.0787 

48.98 

90 

41.02 

25.00 

10.25 

0.0150 

0.5412 

51.13 

90 

38.87 

25.00 

9.72 

0.0150 

0.4899 

68.67 

85 

16.33 

25.00 

4.08 

0.0150 

0.4554 

45.18 

90 

44.82 

25.00 

11.20 

0.0150 

1.3534 

38.75 

90 

51.25 

25.00 

12.81 

0.0150 

1.1428 

45.15 

100 

54.85 

20.00 

10.97 

0.0150 

0.8580 

48.77 

90 

41.23 

25.00 

10.31 

0.0150 

1.0176 

42.24 

90 

47.76 

25.00 

11.94 

0.0150 

0.8509 

35.99 

90 

54.01 

20.00 

10.80 

0.0150 

0.2916 

35.30 

110 

74.70 

40.00 

29.88 

0.0150 

4.1887 

34.96 

80 

45.04 

5.00 

2.25 

0.0015 

0.0378 

39.74 

90 

50.26 

25.00 

12.57 

0.0150 

1.3103 













































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 

Census Code 

Dhaka Ki Dhani 

0805000500740600 

Dhakali 

0813000101664700 

Dhakasa 

0813000101660400 

Dhanawata 

0805000600749900 


Zone (Fresh 
/ Saline) 


Dhandhan 


Dhani Baijnath 


Dhani Doongarsinghp 


Dhani Hattidan Charan 


Dhani Joshiyan 


Dhani Khareta 


Dhani Lalsinghpura 


Dhani Lawanda 


Dhani Neema 


Dhani Pannesingh 


Dhani Pooniyan 


Dhani Sunda 


Dhani Teeba 


Dhani Thedi 


Dhokar 


Dhola khera 


Dholas 


Dinarpura 


Dishnau 


Doodwa 


Dundlod 


Durjanpura 


Fadanpura 


Fatehpur (M) 


Fatehpur (Rural) 


Gangapura 


Gangyasar 


Garandwa 


Garhwalon Ki Dhani 


Garinda 


Ghassu 


Ghoribara Kalan 


Ghoribara Khurd 


Girdharpura Shahpu 


Godiya Bara 


Godoo Ka Bas 


Goras 


Goriya Chhota 


Gothra 


Gothra Bhookran 


Govindpura 


Govindpura With Hardayalpura 


Gudrawas 


Gumana Ka Bas 


Gungara 


0813000101659400 


0813000101662400 


0804000400629700 


0813000101659000 


0805000100686200 


0813000101660700 


0804000400629800 


0813000101660200 


0813000101660800 


0804000400630200 


0813000101658500 


0813000101660300 


0813000201671300 


0813000101660500 


0813000301702300 


0805000600748800 


0813000201674800 


0813000301691500 


0813000201672300 


0813000201685400 


0805000500738800 


0805000500740500 


0813000101662100 


0813000201685300 


0813000141302000 


0813000101665100 


0813000101659800 


0813000101665000 


0813000101661100 


0805000500744000 


0813000101669000 


0813000201675200 


0805000500736900 


0805000500736800 


0805000500743500 


0813000101664100 


0805000100683300 


0813000101662200 


0813000101663200 


0805000500742700 


0813000301688600 


0805000100686800 


0813000101665700 


0813000101660900 


0813000301691700 


0813000301701500 


0813000501724600 


8.49 Fresh 


4.13 Fresh 


4.86 Fresh 


12.70 Fresh 


13.42 Fresh 


18.69 Fresh 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Quartzite 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Quartzite 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Quartzite 

Older Al 

uvium 

Quartzite 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Quartzite 

Quartzite 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

60.30 

90 

29.70 

20.00 

5.94 

0.0150 

0.7561 

41.97 

90 

48.03 

25.00 

12.01 

0.0150 

0.7442 

37.89 

90 

52.11 

25.00 

13.03 

0.0150 

0.9495 

35.98 

100 

64.02 

20.00 

12.80 

0.0150 

0.7668 

35.98 

80 

44.02 

5.00 

2.20 

0.0015 

0.0147 

35.96 

90 

54.04 

25.00 

13.51 

0.0150 

3.9290 

38.72 

90 

51.28 

25.00 

12.82 

0.0150 

0.2444 

36.00 

110 

74.00 

40.00 

29.60 

0.0150 

2.0047 

35.08 

90 

54.92 

25.00 

13.73 

0.0150 

0.4584 

42.07 

100 

57.93 

20.00 

11.59 

0.0150 

0.3006 

34.08 

90 

55.92 

25.00 

13.98 

0.0150 

0.6182 

35.89 

110 

74.11 

40.00 

29.64 

0.0150 

2.9583 

37.56 

90 

52.44 

25.00 

13.11 

0.0150 

0.4259 

36.17 

90 

53.83 

25.00 

13.46 

0.0150 

0.2883 

36.41 

110 

73.59 

40.00 

29.44 

0.0150 

2.0147 

34.76 

90 

55.24 

25.00 

13.81 

0.0150 

0.3976 

43.87 

90 

46.13 

25.00 

11.53 

0.0150 

1.1975 

48.48 

90 

41.52 

25.00 

10.38 

0.0150 

0.1738 

32.54 

90 

57.46 

25.00 

14.37 

0.0150 

0.6414 

36.73 

100 

63.27 

3.00 

1.90 

0.0015 

0.0018 

42.13 

100 

57.87 

20.00 

11.57 

0.0150 

1.7967 

59.07 

90 

30.93 

25.00 

7.73 

0.0150 

0.4897 

69.78 

85 

15.22 

25.00 

3.81 

0.0150 

0.7383 

48.41 

90 

41.59 

25.00 

10.40 

0.0150 

1.4964 

61.20 

90 

28.80 

25.00 

7.20 

0.0150 

1.0951 

52.16 

90 

37.84 

20.00 

7.57 

0.0150 

1.3075 

62.49 

90 

27.51 

20.00 

5.50 

0.0150 

0.1292 

35.05 

90 

54.95 

25.00 

13.74 

0.0150 

1.2160 

57.38 

90 

32.62 

25.00 

8.15 

0.0150 

0.4198 

45.36 

90 

44.64 

25.00 

11.16 

0.0150 

5.2637 

47.41 

90 

42.59 

25.00 

10.65 

0.0150 

1.6444 

31.55 

90 

58.45 

25.00 

14.61 

0.0150 

0.5648 

45.92 

90 

44.08 

25.00 

11.02 

0.0150 

1.0377 

46.50 

90 

43.50 

25.00 

10.88 

0.0150 

0.8158 

57.26 

90 

32.74 

20.00 

6.55 

0.0150 

0.0018 

57.26 

80 

22.74 

5.00 

1.14 

0.0015 

0.0057 

47.47 

90 

42.53 

25.00 

10.63 

0.0150 

2.1347 

47.47 

90 

42.53 

3.00 

1.28 

0.0015 

0.0001 

61.85 

90 

28.15 

25.00 

7.04 

0.0150 

0.3963 

50.66 

90 

39.34 

20.00 

7.87 

0.0150 

1.2581 

49.39 

90 

40.61 

20.00 

8.12 

0.0150 

1.1134 

29.71 

90 

60.29 

20.00 

12.06 

0.0150 

2.1518 

41.73 

90 

48.27 

25.00 

12.07 

0.0150 

1.2743 

41.25 

100 

58.75 

20.00 

11.75 

0.0150 

0.6694 

36.18 

90 

53.82 

25.00 

13.45 

0.0150 

0.9495 

41.02 

90 

48.98 

25.00 

12.25 

0.0150 

1.0193 

54.17 

90 

35.83 

20.00 

7.17 

0.0150 

0.8663 

70.67 

90 

19.33 

25.00 

4.83 

0.0150 

0.8848 

47.37 

100 

52.63 

20.00 

10.53 

0.0150 

0.2650 

41.94 

90 

48.06 

25.00 

12.02 

0.0150 

1.1648 

36.79 

90 

53.21 

25.00 

13.30 

0.0150 

0.2890 

63.91 

85 

21.09 

25.00 

5.27 

0.0150 

0.2026 

56.09 

85 

28.91 

25.00 

7.23 

0.0150 

1.3529 

56.09 

100 

43.91 

3.00 

1.32 

0.0015 

0.0026 

32.41 

90 

57.59 

3.00 

1.73 

0.0015 

0.0000 





































































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 

Quartzite 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Quartzite 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Quartzite 

Older Al 

uvium 

Quartzite 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Quartzite 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

35.03 

90 

54.97 

3.00 

1.65 

0.0015 

0.0000 

54.14 

90 

35.86 

25.00 

8.97 

0.0150 

0.0708 

40.73 

85 

44.27 

40.00 

17.71 

0.0150 

0.0289 

47.48 

100 

52.52 

20.00 

10.50 

0.0150 

0.5109 

48.21 

90 

41.79 

25.00 

10.45 

0.0150 

1.0521 

48.06 

90 

41.94 

25.00 

10.49 

0.0150 

0.5177 

38.50 

100 

61.50 

3.00 

1.84 

0.0015 

0.0044 

36.52 

90 

53.49 

25.00 

13.37 

0.0150 

1.8969 

45.82 

90 

44.18 

25.00 

11.04 

0.0150 

1.1448 

33.55 

90 

56.45 

25.00 

14.11 

0.0150 

1.3356 

37.97 

90 

52.03 

25.00 

13.01 

0.0150 

0.4231 

34.75 

110 

75.25 

40.00 

30.10 

0.0150 

1.8434 

38.99 

100 

61.01 

20.00 

12.20 

0.0150 

1.8889 

51.87 

90 

38.13 

20.00 

7.63 

0.0150 

0.4152 

42.43 

100 

57.57 

20.00 

11.51 

0.0150 

0.1405 

42.43 

80 

37.57 

5.00 

1.88 

0.0015 

0.0028 

46.05 

90 

43.95 

25.00 

10.99 

0.0150 

0.8842 

46.05 

90 

43.95 

3.00 

1.32 

0.0015 

0.0035 

37.63 

90 

52.37 

25.00 

13.09 

0.0150 

1.1125 

38.00 

85 

47.00 

40.00 

18.80 

0.0150 

0.1073 

38.00 

80 

42.00 

30.00 

12.60 

0.0150 

1.9155 

62.66 

90 

27.34 

25.00 

6.84 

0.0150 

0.2581 

48.39 

90 

41.61 

20.00 

8.32 

0.0150 

0.5221 

46.81 

100 

53.19 

20.00 

10.64 

0.0150 

0.4155 

68.82 

90 

21.18 

25.00 

5.30 

0.0150 

1.1635 

64.55 

90 

25.45 

25.00 

6.36 

0.0150 

0.1549 

56.98 

90 

33.02 

20.00 

6.60 

0.0150 

1.4748 

64.26 

90 

25.74 

25.00 

6.44 

0.0150 

0.0909 

63.83 

90 

26.17 

25.00 

6.54 

0.0150 

0.2273 

59.18 

90 

30.82 

20.00 

6.16 

0.0150 

0.7913 

35.71 

90 

54.29 

25.00 

13.57 

0.0150 

1.4021 

39.34 

110 

70.66 

40.00 

28.26 

0.0150 

0.4277 

54.59 

90 

35.41 

20.00 

7.08 

0.0150 

0.5072 

44.24 

85 

40.76 

25.00 

10.19 

0.0150 

0.0022 

39.14 

90 

50.86 

25.00 

12.72 

0.0150 

1.1927 

62.57 

90 

27.43 

25.00 

6.86 

0.0150 

0.6411 

57.77 

90 

32.23 

20.00 

6.45 

0.0150 

0.3014 

46.40 

90 

43.60 

25.00 

10.90 

0.0150 

2.9479 

51.45 

90 

38.55 

25.00 

9.64 

0.0150 

1.4192 

41.21 

90 

48.79 

25.00 

12.20 

0.0150 

0.0327 

43.30 

90 

46.70 

25.00 

11.68 

0.0150 

0.7565 

50.68 

90 

39.32 

20.00 

7.86 

0.0150 

0.5642 

48.55 

90 

41.45 

25.00 

10.36 

0.0150 

1.0174 

63.63 

85 

21.37 

25.00 

5.34 

0.0150 

0.7160 

34.36 

90 

55.64 

25.00 

13.91 

0.0150 

1.8630 

60.42 

90 

29.58 

20.00 

5.92 

0.0150 

0.8820 

60.42 

80 

19.58 

5.00 

0.98 

0.0015 

0.0022 

26.65 

90 

63.35 

20.00 

12.67 

0.0150 

0.2301 

41.38 

100 

58.62 

20.00 

11.72 

0.0150 

1.2899 

40.34 

110 

69.66 

40.00 

27.87 

0.0150 

7.0392 

68.44 

90 

21.56 

25.00 

5.39 

0.0150 

0.2527 

51.88 

90 

38.12 

25.00 

9.53 

0.0150 

0.4253 

67.55 

90 

22.45 

25.00 

5.61 

0.0150 

0.8541 

60.78 

90 

29.22 

25.00 

7.31 

0.0150 

0.7014 

51.11 

90 

38.89 

25.00 

9.72 

0.0150 

0.1480 



































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Khori Brahmanan 


Khoru 


Khotiya 


Khuri 


Khuri Bari 


Kirodi 


Kisari 


Koleera 


Kolsiya 


Kot 


Kudan 


Kuharoo 


Kumas Jatan 


Kushalpura 


Lachhmangarh (M) 


Lachhmangarh (Rural) 


Ladsar 


Lakheepura 


Lalasi 


Lawanda 


Laxman Ka Bas 


Lohargal 


Loomas 


Madhopura 


Madhopura @ Ghassu Ka Bas 


Mahansar 


Manasi 


Manasiya 


Mandasi 


Mandawa (M) 


Mandela Bara 


Mandela Chhota 


Mardatoo Bari 


Mardatoo Chhoti 


Meethwas 


Meghsar 


Mirjwas 


Mohabbatsar 


Mohabbatsari 


Mohanbari 


Mojas 


Moleesar Bara 


Molisar Chhota 


Mukandgarh (M) 


Census Code 


0813000201673900 


0805000500744100 



Zone (Fresh 
/ Saline) 


0813000301701800 


0813000201675400 


0813000101659700 


0813000101665400 


0813000201684700 


0805000500745400 


0805000100686600 


0813000301688100 


0805000500742200 


0805000600750300 


0813000301688000 


0805000100682900 


0813000201671700 


0813000301701400 


0813000241303000 


0813000201675300 


0805000100685700 


0813000301701300 


0813000201685000 


0813000101661700 


0813000301691800 


0805000500745300 


0805000100685600 


0813000101661000 


0813000201674000 


0813000201675100 


0805000100677000 


0813000201671800 


0813000201675500 


0805000500737100 


0805000140502000 


0813000101666800 


0813000101666900 


0813000101668000 


0813000101667900 


0805000100686400 


0804000400629600 


0813000201673100 


0805000500740300 


0805000500736700 


0805000500744300 


0805000100683100 


0804000400628600 


0804000600648500 


0805000540511000 


6.49 Fresh 


15.71 Fresh 



11.50 Fresh 


8.43 Fresh 


14.23 Fresh 


6.93 Fresh 


4.22 Fresh 


3.24 Fresh 


3.02 Fresh 


26.31 Fresh 


10.16 Fresh 


29.30 Fresh 


14.09 Fresh 


7.32 Fresh 


4.50 Fresh 


5.42 Fresh 


25.35 Fresh 


5.68 Fresh 


1.96 Fresh 


10.10 Fresh 



3.72 Fresh 


4.97 Fresh 


13.24 Fresh 


Saline 


10.91 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

49.39 

90 

40.61 

25.00 

10.15 

0.0150 

0.9880 

57.91 

90 

32.09 

20.00 

6.42 

0.0150 

0.4076 

57.91 

80 

22.09 

5.00 

1.10 

0.0015 

0.0190 

46.30 

90 

43.70 

20.00 

8.74 

0.0150 

0.4938 

46.30 

80 

33.70 

5.00 

1.68 

0.0015 

0.0001 

36.56 

100 

63.44 

3.00 

1.90 

0.0015 

0.0284 

60.80 

90 

29.20 

25.00 

7.30 

0.0150 

0.6006 

33.04 

90 

56.96 

25.00 

14.24 

0.0150 

3.0400 

45.49 

90 

44.51 

25.00 

11.13 

0.0150 

1.1559 

63.49 

90 

26.51 

25.00 

6.63 

0.0150 

0.2364 

37.43 

90 

52.57 

20.00 

10.51 

0.0150 

0.1422 

37.43 

80 

42.57 

5.00 

2.13 

0.0015 

0.0075 

47.36 

100 

52.64 

20.00 

10.53 

0.0150 

0.4768 

69.02 

85 

15.98 

25.00 

3.99 

0.0150 

1.5763 

45.66 

90 

44.34 

20.00 

8.87 

0.0150 

0.3709 

36.84 

80 

43.17 

5.00 

2.16 

0.0015 

0.0541 

72.74 

90 

17.26 

25.00 

4.32 

0.0150 

0.9123 

41.77 

100 

58.23 

20.00 

11.65 

0.0150 

0.2971 

48.74 

90 

41.26 

25.00 

10.32 

0.0150 

0.6959 

52.53 

85 

32.47 

25.00 

8.12 

0.0150 

0.4046 

52.53 

100 

47.47 

3.00 

1.42 

0.0015 

0.0042 

50.60 

90 

39.40 

25.00 

9.85 

0.0150 

3.7453 

55.11 

90 

34.89 

25.00 

8.72 

0.0150 

0.7157 

47.10 

100 

52.90 

20.00 

10.58 

0.0150 

0.0018 

50.13 

85 

34.87 

25.00 

8.72 

0.0150 

0.9448 

50.13 

100 

49.87 

3.00 

1.50 

0.0015 

0.0044 

62.92 

90 

27.08 

25.00 

6.77 

0.0150 

0.9504 

38.46 

90 

51.54 

25.00 

12.88 

0.0150 

2.3956 

62.51 

85 

22.49 

25.00 

5.62 

0.0150 

0.2364 

36.12 

80 

43.88 

5.00 

2.19 

0.0015 

0.0001 

47.02 

100 

52.98 

20.00 

10.60 

0.0150 

0.0418 

38.79 

90 

51.21 

25.00 

12.80 

0.0150 

0.2485 

48.21 

90 

41.79 

25.00 

10.45 

0.0150 

0.9531 

62.70 

90 

27.30 

25.00 

6.83 

0.0150 

0.3523 

38.58 

80 

41.42 

20.00 

8.28 

0.0150 

1.4717 

48.48 

90 

41.52 

25.00 

10.38 

0.0150 

0.6759 

58.05 

90 

31.95 

25.00 

7.99 

0.0150 

0.0005 

52.22 

90 

37.78 

20.00 

7.56 

0.0150 

0.0013 

41.38 

100 

58.62 

20.00 

11.72 

0.0150 

4.1692 

45.17 

90 

44.83 

25.00 

11.21 

0.0150 

1.4268 

46.30 

90 

43.70 

25.00 

10.93 

0.0150 

0.9587 

43.45 

90 

46.55 

25.00 

11.64 

0.0150 

0.1281 

42.54 

90 

47.46 

25.00 

11.86 

0.0150 

0.0960 

42.67 

100 

57.33 

20.00 

11.47 

0.0150 

1.0576 

35.30 

110 

74.70 

40.00 

29.88 

0.0150 

3.7798 

51.69 

90 

38.31 

25.00 

9.58 

0.0150 

0.6040 

57.12 

90 

32.88 

20.00 

6.58 

0.0150 

0.2667 

48.63 

90 

41.37 

20.00 

8.27 

0.0150 

0.4676 

48.89 

90 

41.11 

20.00 

8.22 

0.0150 

0.1944 

48.89 

80 

31.11 

5.00 

1.56 

0.0015 

0.0251 

41.84 

100 

58.16 

20.00 

11.63 

0.0150 

0.5082 

40.06 

110 

69.94 

40.00 

27.98 

0.0150 

0.9231 

39.75 

85 

45.25 

40.00 

18.10 

0.0150 

0.4519 

39.75 

80 

40.25 

30.00 

12.07 

0.0150 

0.9396 

48.39 

90 

41.61 

20.00 

8.32 

0.0150 

1.3618 






















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Nabipura 


Nagardas 


Nahar Singhani 


Nangal 


Nangali 


Narayan Ka Bas 


Nari 


Narodara (Rural) 


Narsara 


Narsara (Hardayalpura) 


Nawalgarh (M) 


Nawalri 


Naya Bas 


Nethwa 


Olagarh 


Pabana ( Rural) 


Pahadila 


Palas 


Palri 


Palthana 


Panlawa 


Parasrampura 


Peepli 


Phooskhani 


Piprali 


Poojari Ki Dhani 


Pooniyan Ka Bas 


Posani 


Pratappura 


Purohit Ka Bas 


Raghunathpura 


Rahnawa 


Rajpur 


Ramchandra Ka Bas 


Ramgarh (M) 


Ramgarh (Rural) 


Ramnagar 


Rampura 


Ramsara 


Ramsingh Pura 


Ramsisar 


Ranjeetpura 


Rasoolpur 


Ratannagar (M) 


Rinau 


Rinu 


Rohal 


Rookansar 


Roroo Bari 


Census Code 


0813000101669700 


0813000101659500 


0805000500739100 


0805000600750200 


0813000101663700 


0813000201684900 


0813000101665800 


0813000201675000 


0813000101668600 


0813000101660000 


0805000540512000 


0805000500740900 


0813000101668300 


0813000101658600 


0813000201673600 


0805000500738700 


0805000500745100 


0813000101658700 


0813000201686600 


0813000301687700 


0813000201685600 


0805000500743100 


0813000201674300 


0805000100686900 


0813000301701100 


0805000500742600 


0813000201673400 


0813000201686500 


0813000201684800 


0813000301701200 



0805000600748900 


0813000201673800 


0813000201672400 


0813000201685700 


0813000141301000 


0813000101660600 


0813000301701700 


0805000500744500 


0804000400629900 


0813000201686100 


0813000101659300 


0805000100685800 


0813000101661900 


0804000440405000 


0813000101668500 


0813000201672100 


0813000101662300 


0813000101659900 


0813000201671100 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 



14.30 Fresh 


1.52 Fresh 


4.79 Fresh 


2.26 Fresh 


9.06 Fresh 



14.15 Fresh 


6.87 Fresh 


6.84 Fresh 


3.02 Fresh 


17.51 Fresh 


5.92 Fresh 


5.63 Fresh 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

43.75 

90 

46.25 

25.00 

11.56 

0.0150 

1.6066 

35.48 

90 

54.52 

25.00 

13.63 

0.0150 

1.0852 

51.49 

90 

38.51 

20.00 

7.70 

0.0150 

0.8638 

36.74 

100 

63.26 

20.00 

12.65 

0.0150 

0.8514 

36.74 

80 

43.26 

5.00 

2.16 

0.0015 

0.0063 

42.29 

90 

47.71 

25.00 

11.93 

0.0150 

2.1477 

62.81 

90 

27.20 

25.00 

6.80 

0.0150 

0.5154 

38.05 

90 

51.95 

25.00 

12.99 

0.0150 

2.6368 

59.77 

90 

30.23 

25.00 

7.56 

0.0150 

1.4636 

48.52 

90 

41.48 

25.00 

10.37 

0.0150 

0.9700 

31.65 

90 

58.35 

25.00 

14.59 

0.0150 

1.9290 

62.38 

90 

27.62 

20.00 

5.52 

0.0150 

1.2345 

54.56 

90 

35.44 

20.00 

7.09 

0.0150 

1.3340 

46.05 

90 

43.95 

25.00 

10.99 

0.0150 

1.6796 

32.72 

90 

57.28 

25.00 

14.32 

0.0150 

4.8174 

55.02 

90 

34.98 

25.00 

8.75 

0.0150 

0.2344 

48.90 

90 

41.10 

20.00 

8.22 

0.0150 

1.9183 

38.07 

80 

41.93 

5.00 

2.10 

0.0015 

0.0095 

33.81 

90 

56.19 

25.00 

14.05 

0.0150 

1.5249 

67.61 

90 

22.39 

25.00 

5.60 

0.0150 

1.0828 

64.95 

90 

25.05 

25.00 

6.26 

0.0150 

0.7584 

64.25 

90 

25.75 

25.00 

6.44 

0.0150 

1.1450 

26.42 

90 

63.58 

20.00 

12.72 

0.0150 

0.1514 

54.18 

90 

35.82 

25.00 

8.96 

0.0150 

0.6311 

47.45 

100 

52.55 

20.00 

10.51 

0.0150 

0.9667 

52.09 

85 

32.91 

25.00 

8.23 

0.0150 

1.3284 

52.09 

100 

47.91 

3.00 

1.44 

0.0015 

0.0008 

41.13 

90 

48.87 

20.00 

9.77 

0.0150 

2.0357 

65.31 

90 

24.69 

25.00 

6.17 

0.0150 

0.1403 

69.07 

90 

20.93 

25.00 

5.23 

0.0150 

0.3755 

62.75 

90 

27.25 

25.00 

6.81 

0.0150 

0.2311 

41.70 

85 

43.30 

25.00 

10.83 

0.0150 

0.0940 

41.70 

100 

58.30 

3.00 

1.75 

0.0015 

0.0020 

45.98 

85 

39.02 

25.00 

9.75 

0.0150 

0.2383 

45.98 

100 

54.02 

3.00 

1.62 

0.0015 

0.0221 

49.74 

100 

50.26 

20.00 

10.05 

0.0150 

0.0497 

52.86 

90 

37.14 

25.00 

9.29 

0.0150 

0.9575 

47.62 

90 

42.38 

25.00 

10.60 

0.0150 

1.0868 

68.31 

90 

21.69 

25.00 

5.42 

0.0150 

0.2459 

30.81 

90 

59.19 

25.00 

14.80 

0.0150 

3.8864 

31.57 

90 

58.43 

25.00 

14.61 

0.0150 

1.2973 

59.87 

85 

25.13 

25.00 

6.28 

0.0150 

0.5182 

59.87 

100 

40.13 

3.00 

1.20 

0.0015 

0.0002 

30.61 

80 

49.39 

5.00 

2.47 

0.0015 

0.0113 

37.88 

110 

72.12 

40.00 

28.85 

0.0150 

8.3595 

66.05 

90 

23.96 

25.00 

5.99 

0.0150 

0.0619 

38.69 

90 

51.31 

25.00 

12.83 

0.0150 

0.8957 

47.27 

100 

52.73 

20.00 

10.55 

0.0150 

0.4317 

33.53 

90 

56.47 

25.00 

14.12 

0.0150 

1.6962 

35.34 

110 

74.66 

40.00 

29.86 

0.0150 

6.0957 

47.39 

90 

42.61 

25.00 

10.65 

0.0150 

1.1569 

48.25 

90 

41.75 

25.00 

10.44 

0.0150 

1.7350 

35.74 

90 

54.26 

25.00 

13.56 

0.0150 

1.9464 

30.94 

90 

59.06 

25.00 

14.77 

0.0150 

2.1840 

48.70 

90 

41.30 

25.00 

10.32 

0.0150 

0.0803 






























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Roroo Chhoti 


Rughnathpura (Rural’ 


Sadeensar 


Sahabsar 


Sahnali Bari 


Sahnali Chhoti 


Sahnoosar 


Saininagar 


Sainipura 


Sakrai 


Sangasi 


Sanjay Nagar 


Sanjhasar 


Sankhoo 


Sanwali 


Sardarpura 


Sawai Laxmanpura 


Sawaroopsar 


Seswas 


Sevli 


Sewa Nagar 


Shekhisar 


Shivnagar 


Shyampura 


Shyopura 


Shyorana Ka Bas 


Sigaro Ki Dhani 


Signor 


Singhasan 


Singodara 


Singodari 


Sob 


Sotwara 


Suratpura 


Swami Ki Dhani 


Tajsar 


Takhalsar 


Tanee 


Tarpura 


Tetara 


Thedi 


Theemoli 


Thelasar 


Thithawata Bodiya 


Thithawata Peeran 


Thorasi 


Tihawali 


Tihay 


Census Code 


0813000201671000 


0813000101665300 


0813000101663900 


0813000101662800 


0804000400628900 


0804000400628800 


0813000101661300 


0805000500741000 


0805000500738900 


0813000301702200 


0805000500737000 


0805000100687300 


0813000101663400 


0813000201673000 


0813000201675800 


0813000101665500 


0813000101658900 


0813000101669300 


0805000100687200 


0813000501722900 


0805000500744200 


0813000101662700 


0813000301701600 


0804000400629200 


0805000100687500 


0804000400629500 


0805000100686100 


0813000201674900 


0813000101661400 


0805000600748600 


0813000301692000 


0813000201674600 


0813000201674700 


0813000301703300 


0805000500738400 


0804000400628700 


0813000201672600 


0813000101664300 


0813000101660100 


0805000100677200 


0813000301688300 


0805000100686300 


0813000101663500 


0813000101661500 


0804000400630000 


0813000101666500 


0813000101666700 


0813000301687900 


0813000101663800 


0813000101663600 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Saline 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Quartzite 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Quartzite 

Fresh 

Non-command 

Quartzite 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 


Non-command 

Quartzite 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 


Non-command 

Quartzite 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Saline 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 


Non-command 

Quartzite 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

46.35 

90 

43.65 

25.00 

10.91 

0.0150 

0.0453 

47.79 

90 

42.21 

25.00 

10.55 

0.0150 

0.7469 

40.63 

90 

49.37 

25.00 

12.34 

0.0150 

1.1581 

35.83 

90 

54.17 

25.00 

13.54 

0.0150 

2.5116 

37.15 

110 

72.85 

40.00 

29.14 

0.0150 

1.4264 

36.39 

110 

73.61 

40.00 

29.44 

0.0150 

3.5892 

36.39 

110 

73.61 

30.00 

22.08 

0.0150 

0.4828 

45.78 

90 

44.22 

25.00 

11.05 

0.0150 

0.7453 

54.77 

90 

35.23 

20.00 

7.05 

0.0150 

0.2236 

56.60 

90 

33.40 

20.00 

6.68 

0.0150 

0.2615 

37.77 

100 

62.23 

3.00 

1.87 

0.0015 

0.0165 

52.30 

90 

37.70 

20.00 

7.54 

0.0150 

0.3225 

48.65 

100 

51.35 

20.00 

10.27 

0.0150 

0.5726 

40.11 

90 

49.89 

25.00 

12.47 

0.0150 

0.7338 

49.60 

90 

40.40 

25.00 

10.10 

0.0150 

0.9488 

50.55 

90 

39.45 

25.00 

9.86 

0.0150 

0.5144 

43.84 

90 

46.16 

25.00 

11.54 

0.0150 

0.9496 

32.83 

90 

57.17 

25.00 

14.29 

0.0150 

1.4478 

47.80 

90 

42.20 

25.00 

10.55 

0.0150 

0.8563 

48.13 

100 

51.87 

20.00 

10.37 

0.0150 

0.6900 

34.35 

90 

55.65 

3.00 

1.67 

0.0015 

0.0000 

51.04 

80 

28.96 

5.00 

1.45 

0.0015 

0.0134 

39.00 

90 

51.00 

25.00 

12.75 

0.0150 

0.1563 

53.28 

85 

31.72 

25.00 

7.93 

0.0150 

0.0426 

53.28 

100 

46.72 

3.00 

1.40 

0.0015 

0.0086 

34.87 

110 

75.13 

40.00 

30.05 

0.0150 

0.9616 

49.13 

100 

50.87 

20.00 

10.17 

0.0150 

0.0049 

35.57 

110 

74.43 

40.00 

29.77 

0.0150 

6.4517 

44.31 

100 

55.69 

20.00 

11.14 

0.0150 

0.5273 

62.06 

90 

27.94 

25.00 

6.98 

0.0150 

0.9211 

37.80 

90 

52.20 

25.00 

13.05 

0.0150 

0.1895 

36.98 

100 

63.02 

20.00 

12.60 

0.0150 

0.0876 

53.05 

85 

31.95 

25.00 

7.99 

0.0150 

0.5738 

50.82 

90 

39.18 

25.00 

9.79 

0.0150 

0.7437 

53.50 

90 

36.50 

25.00 

9.12 

0.0150 

0.4028 

48.22 

85 

36.78 

25.00 

9.19 

0.0150 

0.0939 

48.22 

100 

51.78 

3.00 

1.55 

0.0015 

0.0012 

52.22 

90 

37.78 

20.00 

7.56 

0.0150 

0.0684 

40.31 

110 

69.69 

40.00 

27.88 

0.0150 

2.0389 

40.31 

110 

69.69 

30.00 

20.91 

0.0150 

0.3706 

47.76 

90 

42.24 

25.00 

10.56 

0.0150 

0.6023 

43.56 

90 

46.44 

25.00 

11.61 

0.0150 

2.0115 

33.99 

90 

56.01 

25.00 

14.00 

0.0150 

2.2628 

45.95 

80 

34.05 

20.00 

6.81 

0.0150 

0.4485 

62.10 

85 

22.90 

25.00 

5.73 

0.0150 

1.8274 

62.10 

100 

37.90 

3.00 

1.14 

0.0015 

0.0004 

44.45 

100 

55.55 

20.00 

11.11 

0.0150 

1.3333 

39.04 

90 

50.96 

25.00 

12.74 

0.0150 

2.0702 

46.01 

90 

43.99 

25.00 

11.00 

0.0150 

1.2928 

35.71 

110 

74.29 

40.00 

29.72 

0.0150 

3.9475 

39.92 

90 

50.08 

25.00 

12.52 

0.0150 

0.2087 

41.67 

90 

48.33 

25.00 

12.08 

0.0150 

1.6407 

66.71 

90 

23.29 

25.00 

5.82 

0.0150 

0.6294 

40.67 

90 

49.33 

25.00 

12.33 

0.0150 

2.2532 

40.54 

90 

49.46 

25.00 

12.37 

0.0150 

1.9282 






























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



16003016 


Tonk Dhaka Ki Dhan 


Udaipurwati (M) 


Udansar 


Udansari 


Untwaliya 


Wahidpura 


Wajidsar 


Yalsar 


Adooka 


Agwana Khurd 


Akhtar Pura 


Amarsinghpura 


Ardawata 


Aryanagar 


Bamanwas 


Bankoti 


Bari 


Bas Bijoli 


Bas Gokal 


Bas Kalana 


Bas Tokha 


Basant Bihar 


Bhaothari 


Bhapar 


Bheetera 


Bhgina 


Bhobiya 


Bhoja Ka Bas 


Bhompura 


Bhukana 


Bigodna 


Bijoli 


Brahmano Ki Dhani 


Brijlalpura 


Chandana 


Charawas 


Chirasan 


Chirawa (M) 


Dalmiyon Ki Dhani 


Dangar 


Deorod 


Dhakkarwal 


Dhani Brahamnan 


0805000500744800 


0805000640513000 


0813000101664900 


0813000101664400 


0804000400630300 


0805000100685500 


0805000100683500 


0813000201686700 


0805000200710100 


0805000200708600 


0805000200711200 


0805000200705500 


0805000200710500 


0805000300721900 


0805000200713900 


0805000400729200 


0805000200713500 


0805000200705200 


0805000200704800 


0805000200709600 


0805000200704700 


0805000400728400 


0805000200705700 


0805000200704500 


0805000400729000 


0805000200697300 


0805000200704000 


0805000200697400 


0805000200703600 


0805000200712600 


0805000200703800 


0805000200705300 


0805000200710000 


0805000200711100 


0805000200712400 


0805000400728800 


0805000200712700 


0805000240507000 


0805000200710200 


0805000200710300 


0805000200703500 


0805000200704200 


0805000200703700 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Older Alluvium 



4.80 Fresh 


4.80 Fresh 


13.01 Fresh 





16.17 Fresh 


9.72 Fresh 


6.23 Fresh 



7.60 Fresh 


16.76 Fresh 


3.11 Fresh 


5.31 Fresh 


9.92 Fresh 


6.52 Fresh 


4.31 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

37.10 

90 

52.90 

20.00 

10.58 

0.0150 

0.9031 

37.10 

80 

42.90 

5.00 

2.15 

0.0015 

0.0355 

33.83 

90 

56.17 

20.00 

11.23 

0.0150 

0.7604 

33.83 

80 

46.17 

5.00 

2.31 

0.0015 

0.0010 

31.67 

90 

58.33 

20.00 

11.67 

0.0150 

0.8406 

35.58 

100 

64.42 

20.00 

12.88 

0.0150 

1.1086 

35.58 

80 

44.42 

5.00 

2.22 

0.0015 

0.0120 

45.72 

90 

44.28 

25.00 

11.07 

0.0150 

1.6436 

45.48 

90 

44.52 

25.00 

11.13 

0.0150 

1.4000 

35.95 

110 

74.05 

40.00 

29.62 

0.0150 

2.5336 

45.99 

100 

54.01 

20.00 

10.80 

0.0150 

0.1097 

41.82 

100 

58.18 

20.00 

11.64 

0.0150 

0.6085 

65.07 

90 

24.93 

25.00 

6.23 

0.0150 

0.7887 

64.66 

105 

40.34 

20.00 

8.07 

0.0150 

1.1643 

58.90 

105 

46.10 

20.00 

9.22 

0.0150 

0.1367 

61.91 

100 

38.09 

20.00 

7.62 

0.0150 

0.0072 

65.85 

105 

39.15 

20.00 

7.83 

0.0150 

0.1822 

66.79 

100 

33.21 

20.00 

6.64 

0.0150 

0.8200 

38.11 

100 

61.89 

20.00 

12.38 

0.0200 

0.5077 

64.68 

105 

40.32 

20.00 

8.06 

0.0150 

0.6820 

23.27 

85 

61.73 

20.00 

12.35 

0.0150 

0.2550 

66.23 

100 

33.77 

20.00 

6.75 

0.0150 

0.3709 

64.92 

105 

40.08 

20.00 

8.02 

0.0150 

0.1911 

66.91 

105 

38.09 

20.00 

7.62 

0.0150 

0.3789 

61.84 

105 

43.16 

20.00 

8.63 

0.0150 

0.2924 

67.38 

105 

37.62 

20.00 

7.52 

0.0150 

0.8037 

18.99 

85 

66.01 

20.00 

13.20 

0.0150 

0.0089 

18.99 

80 

61.01 

5.00 

3.05 

0.0015 

0.0017 

24.34 

85 

60.66 

20.00 

12.13 

0.0150 

0.0539 

24.34 

80 

55.66 

5.00 

2.78 

0.0015 

0.0002 

61.84 

100 

38.16 

20.00 

7.63 

0.0150 

0.0197 

61.84 

85 

23.16 

20.00 

4.63 

0.0200 

0.1633 

59.37 

105 

45.63 

20.00 

9.13 

0.0150 

1.2775 

64.46 

105 

40.54 

20.00 

8.11 

0.0150 

1.1821 

26.30 

85 

58.70 

20.00 

11.74 

0.0150 

0.0330 

26.30 

80 

53.70 

5.00 

2.69 

0.0015 

0.0005 

68.75 

105 

36.25 

20.00 

7.25 

0.0150 

0.5320 

65.18 

105 

39.82 

20.00 

7.96 

0.0150 

0.3951 

67.77 

105 

37.23 

20.00 

7.45 

0.0150 

0.2280 

66.49 

100 

33.51 

20.00 

6.70 

0.0150 

0.5254 

40.20 

100 

59.80 

20.00 

11.96 

0.0150 

0.7390 

65.57 

105 

39.43 

20.00 

7.89 

0.0150 

0.9134 

65.97 

105 

39.03 

20.00 

7.81 

0.0150 

0.7787 

64.62 

105 

40.38 

20.00 

8.08 

0.0150 

0.3435 

63.94 

100 

36.06 

20.00 

7.21 

0.0150 

0.4437 

39.02 

100 

60.98 

20.00 

12.20 

0.0150 

0.1062 

34.80 

85 

50.20 

20.00 

10.04 

0.0150 

0.0238 

34.80 

80 

45.20 

5.00 

2.26 

0.0015 

0.0006 

41.08 

100 

58.92 

20.00 

11.78 

0.0150 

1.2555 

65.51 

100 

34.49 

20.00 

6.90 

0.0150 

1.7338 

64.81 

105 

40.19 

20.00 

8.04 

0.0150 

0.3748 

65.41 

105 

39.59 

20.00 

7.92 

0.0150 

0.6306 

66.55 

105 

38.45 

20.00 

7.69 

0.0150 

1.1448 

65.33 

105 

39.67 

20.00 

7.93 

0.0150 

0.7764 

66.50 

105 

38.50 

20.00 

7.70 

0.0150 

0.4976 



















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Dhani Chauhan 


Dhani Shyorani 


Dhani Thakran @ Sh 


Dhatarwalon Ka Bas 


Dheendhwa Aguna 


Dheendhwa Athoona 


Dheendhwa Nichla 


Dobra 


Doodi 


Doodwa 


Dulaniya 


Farat 


Gadaniya 


Ghadawa 


Ghardu 


Gopalpura 


Gowla 


Hameerwas 


Haripura 


Heerwa 


Ismailpur 


Jakhod 


Jasrapur 


Jeeni 


Jhanjhot 


Kajra 


Kakora 


Kalgaon 


Kanwarpura 


Kasni 


Kayamsar 


Keharpura Kalan 


Keharpura Khurd 


Khemu Ki Dhani 


Kherla 


Khudot 


Kirwana 


Kishanpura 


Kithana 


Kuloth Khurd 


Ladunda 


Lakhoo 


Leekhwa 


Lodipura 


Lotiya 


Loyal 


Mahrampur 


Makhar 


Census Code 


0805000200709900 


0805000200703400 


0805000200712500 


0805000200710900 


0805000200697500 


0805000200697700 


0805000200697600 


0805000200705400 


0805000200696000 


0805000200695800 


0805000200696300 


0805000200704900 


0805000200713800 


0805000200703900 


0805000200709100 


0805000200707600 


0805000200712200 


0805000200714500 


0805000200704400 


0805000300715300 


0805000200714100 


0805000200707300 


0805000400728500 


0805000200704300 


0805000200713600 


0805000200704600 


0805000200708900 


0805000300715400 


0805000200702500 


0805000200705100 


0805000200711900 


0805000200711400 


0805000200711600 


0805000200710400 


0805000200697800 


0805000200713700 


0805000200714300 


0805000200713300 



Zone (Fresh 
/ Saline) 


0805000200713100 


0805000200705900 


0805000200695900 


0805000200714000 


0805000200695700 


0805000200712900 


0805000200707700 


0805000400728700 


0805000200712000 


0805000100691400 


2.48 Fresh 


3.67 Fresh 


2.72 Fresh 



3.42 Fresh 


3.25 Fresh 


18.06 Fresh 


2.87 Fresh 


11.76 Fresh 


24.99 Fresh 




20.42 Fresh 


9.46 Fresh 


15.98 Fresh 


2.22 Fresh 


18.11 Fresh 


3.28 Fresh 


10.86 Fresh 


8.76 Fresh 


4.88 Fresh 


11.75 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

64.55 

105 

40.45 

20.00 

8.09 

0.0150 

0.3011 

66.60 

105 

38.40 

20.00 

7.68 

0.0150 

0.4234 

39.37 

100 

60.63 

20.00 

12.13 

0.0150 

0.2400 

39.37 

85 

45.63 

20.00 

9.13 

0.0200 

0.1217 

66.21 

100 

33.79 

20.00 

6.76 

0.0150 

0.1889 

66.34 

105 

38.66 

20.00 

7.73 

0.0150 

0.5094 

65.90 

105 

39.10 

20.00 

7.82 

0.0150 

0.3803 

66.18 

105 

38.82 

20.00 

7.76 

0.0150 

0.7754 

66.14 

105 

38.86 

20.00 

7.77 

0.0150 

1.0437 

66.47 

105 

38.53 

20.00 

7.71 

0.0150 

0.6793 

65.72 

105 

39.28 

20.00 

7.86 

0.0150 

0.6098 

68.09 

105 

36.91 

20.00 

7.38 

0.0150 

1.8852 

65.25 

105 

39.75 

20.00 

7.95 

0.0150 

1.8662 

66.51 

100 

33.49 

20.00 

6.70 

0.0150 

0.5495 

65.21 

105 

39.79 

20.00 

7.96 

0.0150 

0.8180 

64.44 

105 

40.56 

20.00 

8.11 

0.0150 

0.4304 

57.40 

105 

47.60 

20.00 

9.52 

0.0150 

0.4226 

38.92 

100 

61.08 

20.00 

12.22 

0.0150 

0.0011 

38.92 

85 

46.08 

20.00 

9.22 

0.0200 

0.0367 

62.02 

105 

42.98 

20.00 

8.60 

0.0150 

0.2085 

64.89 

105 

40.11 

20.00 

8.02 

0.0150 

0.3910 

64.09 

100 

35.91 

20.00 

7.18 

0.0200 

1.2499 

64.62 

105 

40.38 

20.00 

8.08 

0.0150 

0.3477 

55.43 

105 

49.57 

20.00 

9.91 

0.0150 

0.5188 

21.45 

85 

63.55 

20.00 

12.71 

0.0150 

0.8773 

21.45 

80 

58.55 

5.00 

2.93 

0.0015 

0.0153 

64.52 

105 

40.48 

20.00 

8.10 

0.0150 

0.4804 

66.14 

100 

33.86 

20.00 

6.77 

0.0150 

0.7951 

65.39 

105 

39.61 

20.00 

7.92 

0.0150 

0.6979 

58.10 

105 

46.90 

20.00 

9.38 

0.0150 

0.9623 

64.27 

100 

35.73 

20.00 

7.15 

0.0200 

0.3822 

61.55 

100 

38.45 

20.00 

7.69 

0.0150 

0.0015 

59.62 

105 

45.38 

20.00 

9.08 

0.0150 

2.2914 

41.68 

85 

43.32 

20.00 

8.66 

0.0200 

0.6023 

60.62 

85 

24.38 

20.00 

4.88 

0.0200 

0.0898 

50.43 

85 

34.57 

20.00 

6.91 

0.0200 

0.1443 

66.29 

100 

33.71 

20.00 

6.74 

0.0150 

0.4491 

66.06 

105 

38.94 

20.00 

7.79 

0.0150 

0.3214 

64.90 

100 

35.10 

20.00 

7.02 

0.0150 

0.4039 

63.89 

105 

41.11 

20.00 

8.22 

0.0150 

0.4841 

57.40 

100 

42.60 

20.00 

8.52 

0.0150 

0.0002 

57.40 

85 

27.60 

20.00 

5.52 

0.0200 

0.2206 

43.54 

100 

56.46 

20.00 

11.29 

0.0150 

0.0004 

43.54 

85 

41.46 

20.00 

8.29 

0.0200 

0.2616 

52.11 

100 

47.89 

20.00 

9.58 

0.0150 

2.4570 

55.73 

105 

49.27 

20.00 

9.85 

0.0150 

0.0039 

65.93 

105 

39.07 

20.00 

7.81 

0.0150 

1.8723 

64.63 

105 

40.37 

20.00 

8.07 

0.0150 

0.2683 

65.73 

105 

39.27 

20.00 

7.85 

0.0150 

0.2964 

41.07 

100 

58.93 

20.00 

11.79 

0.0150 

0.4186 

41.07 

85 

43.93 

20.00 

8.79 

0.0200 

0.1595 

57.31 

105 

47.69 

20.00 

9.54 

0.0150 

0.7733 

38.08 

85 

46.92 

20.00 

9.38 

0.0150 

0.7522 

40.04 

85 

44.96 

20.00 

8.99 

0.0200 

0.0726 

57.21 

85 

27.79 

30.00 

8.34 

0.0200 

0.1225 




























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



16003017 


Malupura 


Manota (Jatan ) 


Morwa 


Nangli Saledisingh 


Narhar 


Nari 


Netrampura 


Nijampura 


Ojtu 


Padampura 


Panthariya 


Peepli 


Pichanwa 


Pilani ( Rural) 


Pilani (M) 


Pilod 


Purohiton Ka Bas 


Raghunathpura 


Rajveerpura 


Ramnathpura 


Sari 


Sehi Kalan 


Shekhpura 


Shree Sardarpura 


Shri Amarpura 


Shyampura 


Shyolana 


Shyopura 


Shyosinghpura 


Sultana 


Sultana Ka Bas 


Surajgarh (M) 


Surajgarh RURAL 


Swami Sehi 


Syaloo Kalan 


Syaloo Khurd 


Teelawali 


Theecholi 

Tola Sehi _ 

Udhampura 
llAP __ 


1 BKM 


1 BMM 


Census Code 


0805000200711500 


0805000400727900 


0805000200697200 


0805000400728900 


0805000200703200 


0805000200711000 


0805000200707500 


0805000200710700 


0805000200710800 


0805000200713000 


0805000200697100 


0805000200696100 


0805000200714200 


0805000200696900 


0805000240505000 


0805000200705600 


0805000200696400 


0805000200709000 


0805000200707200 


0805000200704100 


0805000200713400 


0805000200709500 


0805000200703100 


0805000400728600 


0805000200712800 


0805000400729100 


Zone (Fresh 
/ Saline) 


0805000200712100 


0805000200710600 


0805000200696200 


0805000200713200 


0805000200703300 


0805000240508000 


0805000200705000 


0805000200709700 


0805000200709300 


0805000200709200 


0805000400729300 


0805000300721800 
' 0805000200709800 
' 0805000200709400 
" 0801000900287700 


0801000900285800 


0801000900286500 



8.54 Fresh 


11.13 Fresh 


7.35 Fresh 


1.99 Fresh 


5.99 Fresh 



7.24 Fresh 


4.01 Fresh 


2.47 Fresh 


15.04 Fresh 


4.74 Fresh 


8.57 Fresh 


4.09 Fresh 


5.59 Fresh 


3.50 Fresh 


2.67 Fresh 


3.93 Fresh 


8.17 Fresh 


6.32 Fresh 


2.16 Fresh 


2.11 Saline 


2.52 Saline 


10.37 Saline 



0801000900285300 


0801000900297300 


2.39 Saline 


5.68 Saline 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

59.82 

85 

25.18 

20.00 

5.04 

0.0200 

0.3128 

32.34 

85 

52.66 

20.00 

10.53 

0.0150 

0.9304 

70.21 

105 

34.79 

20.00 

6.96 

0.0150 

0.4710 

34.10 

85 

50.90 

20.00 

10.18 

0.0150 

0.0001 

66.02 

100 

33.98 

20.00 

6.80 

0.0150 

0.3860 

66.43 

100 

33.57 

20.00 

6.71 

0.0150 

0.8533 

55.82 

105 

49.18 

20.00 

9.84 

0.0150 

0.0836 

65.68 

100 

34.32 

20.00 

6.86 

0.0150 

0.1235 

65.63 

100 

34.37 

20.00 

6.87 

0.0150 

1.2816 

45.09 

100 

54.91 

20.00 

10.98 

0.0150 

0.8074 

45.09 

85 

39.91 

20.00 

7.98 

0.0200 

0.2236 

66.59 

105 

38.41 

20.00 

7.68 

0.0150 

0.0133 

66.49 

105 

38.51 

20.00 

7.70 

0.0150 

1.7776 

64.49 

105 

40.51 

20.00 

8.10 

0.0150 

0.5092 

65.80 

105 

39.20 

20.00 

7.84 

0.0150 

0.0864 

64.79 

105 

40.21 

20.00 

8.04 

0.0150 

0.0000 

63.51 

105 

41.49 

20.00 

8.30 

0.0150 

1.0596 

70.34 

105 

34.66 

20.00 

6.93 

0.0150 

0.0310 

62.26 

105 

42.74 

20.00 

8.55 

0.0150 

0.6200 

56.87 

105 

48.13 

20.00 

9.63 

0.0150 

0.4375 

65.34 

105 

39.66 

20.00 

7.93 

0.0150 

0.3769 

64.73 

100 

35.27 

20.00 

7.05 

0.0150 

0.4114 

64.73 

85 

20.27 

20.00 

4.05 

0.0200 

0.0721 

64.32 

105 

40.68 

20.00 

8.14 

0.0150 

1.0422 

65.40 

100 

34.60 

20.00 

6.92 

0.0150 

0.7777 

31.32 

85 

53.68 

20.00 

10.74 

0.0150 

1.0007 

43.36 

100 

56.64 

20.00 

11.33 

0.0150 

0.3379 

24.14 

85 

60.86 

20.00 

12.17 

0.0150 

0.0447 

24.14 

80 

55.86 

5.00 

2.79 

0.0015 

0.0124 

46.06 

100 

53.94 

20.00 

10.79 

0.0150 

0.0536 

46.06 

85 

38.94 

20.00 

7.79 

0.0200 

0.2872 

39.46 

85 

45.54 

20.00 

9.11 

0.0200 

0.1055 

65.36 

100 

34.64 

20.00 

6.93 

0.0150 

0.4142 

67.52 

105 

37.48 

20.00 

7.50 

0.0150 

0.2774 

59.42 

100 

40.58 

20.00 

8.12 

0.0150 

1.7259 

59.42 

85 

25.58 

20.00 

5.12 

0.0200 

0.0886 

66.52 

100 

33.48 

20.00 

6.70 

0.0150 

0.1545 

61.69 

105 

43.31 

20.00 

8.66 

0.0150 

1.1140 

60.85 

105 

44.15 

20.00 

8.83 

0.0150 

0.5423 

62.63 

105 

42.37 

20.00 

8.47 

0.0150 

0.6994 

63.14 

105 

41.86 

20.00 

8.37 

0.0150 

0.4397 

63.38 

105 

41.62 

20.00 

8.32 

0.0150 

0.3340 

20.89 

85 

64.11 

20.00 

12.82 

0.0150 

0.2188 

20.89 

80 

59.11 

5.00 

2.96 

0.0015 

0.0014 

33.96 

100 

66.04 

20.00 

13.21 

0.0200 

0.1223 

64.24 

105 

40.76 

20.00 

8.15 

0.0150 

0.7731 

64.48 

105 

40.52 

20.00 

8.10 

0.0150 

0.2621 

10.96 

45 

34.04 

30.00 

10.21 

0.0300 

0.6454 

16.63 

45 

28.37 

30.00 

8.51 

0.0300 

0.6183 

25.03 

45 

19.97 

30.00 

5.99 

0.0300 

0.8322 

25.03 

45 

19.97 

30.00 

5.99 

0.0300 

1.0310 

22.59 

45 

22.41 

30.00 

6.72 

0.0300 

0.2202 

22.59 

45 

22.41 

30.00 

6.72 

0.0300 

1.3137 

4.27 

45 

40.73 

30.00 

12.22 

0.0300 

0.4621 

6.98 

45 

38.02 

30.00 

11.40 

0.0300 

1.1838 
















































































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

18.85 

45 

26.15 

30.00 

7.85 

0.0300 

0.9700 

22.01 

45 

22.99 

30.00 

6.90 

0.0300 

0.1774 

22.01 

45 

22.99 

30.00 

6.90 

0.0300 

0.6414 

17.48 

45 

27.52 

30.00 

8.26 

0.0300 

0.3114 

25.76 

45 

19.24 

30.00 

5.77 

0.0300 

0.4301 

25.76 

45 

19.24 

30.00 

5.77 

0.0300 

0.4578 

20.98 

45 

24.02 

30.00 

7.21 

0.0300 

0.2384 

17.19 

45 

27.81 

30.00 

8.34 

0.0300 

0.1926 

13.35 

45 

31.65 

30.00 

9.49 

0.0300 

0.0069 

8.94 

45 

36.06 

30.00 

10.82 

0.0300 

0.7078 

8.05 

45 

36.95 

30.00 

11.08 

0.0300 

0.0267 

8.05 

45 

36.95 

30.00 

11.08 

0.0300 

0.1189 

25.26 

45 

19.74 

30.00 

5.92 

0.0300 

0.4407 

16.69 

45 

28.31 

30.00 

8.49 

0.0300 

0.2723 

20.08 

45 

24.92 

30.00 

7.48 

0.0300 

0.5633 

25.34 

45 

19.66 

30.00 

5.90 

0.0300 

0.9759 

25.34 

45 

19.66 

30.00 

5.90 

0.0300 

0.3082 

35.36 

90 

54.64 

30.00 

16.39 

0.0150 

3.6092 

35.36 

45 

9.64 

30.00 

2.89 

0.0300 

0.1095 

36.00 

90 

54.00 

30.00 

16.20 

0.0150 

2.1751 

16.34 

45 

28.66 

30.00 

8.60 

0.0300 

0.5443 

29.88 

45 

15.12 

30.00 

4.54 

0.0300 

0.4968 

21.33 

45 

23.67 

30.00 

7.10 

0.0300 

0.5717 

5.86 

45 

39.14 

30.00 

11.74 

0.0300 

0.4293 

10.17 

45 

34.83 

30.00 

10.45 

0.0300 

0.3175 

16.91 

45 

28.09 

30.00 

8.43 

0.0300 

2.1610 

16.91 

45 

28.09 

30.00 

8.43 

0.0300 

0.4925 

17.56 

45 

27.44 

30.00 

8.23 

0.0300 

0.1212 

17.56 

45 

27.44 

30.00 

8.23 

0.0300 

2.1799 

5.48 

45 

39.52 

30.00 

11.86 

0.0300 

0.3971 

23.93 

45 

21.07 

30.00 

6.32 

0.0300 

2.1641 

20.91 

45 

24.09 

30.00 

7.23 

0.0300 

0.6084 

4.91 

45 

40.09 

30.00 

12.03 

0.0300 

0.0716 

23.40 

45 

21.60 

30.00 

6.48 

0.0300 

0.0391 

23.40 

45 

21.60 

30.00 

6.48 

0.0300 

0.1082 

25.28 

45 

19.72 

30.00 

5.92 

0.0300 

0.0278 

25.28 

45 

19.72 

30.00 

5.92 

0.0300 

1.1228 

9.36 

45 

35.64 

30.00 

10.69 

0.0300 

1.5695 

8.09 

45 

36.91 

30.00 

11.07 

0.0300 

0.0477 

13.96 

45 

31.04 

30.00 

9.31 

0.0300 

0.5351 

20.13 

45 

24.87 

30.00 

7.46 

0.0300 

0.6800 

17.70 

45 

27.30 

30.00 

8.19 

0.0300 

0.1583 

20.58 

45 

24.42 

30.00 

7.33 

0.0300 

0.3041 

32.83 

45 

12.17 

30.00 

3.65 

0.0300 

0.0897 

30.64 

45 

14.36 

30.00 

4.31 

0.0300 

0.0715 

30.64 

45 

14.36 

30.00 

4.31 

0.0300 

1.8100 

26.83 

45 

18.17 

30.00 

5.45 

0.0300 

0.2333 

3.32 

45 

41.68 

30.00 

12.50 

0.0300 

0.3673 

3.32 

45 

41.68 

30.00 

12.50 

0.0300 

0.4844 

19.42 

45 

25.58 

30.00 

7.67 

0.0300 

0.6876 

7.68 

45 

37.32 

30.00 

11.20 

0.0300 

1.1024 

25.82 

45 

19.18 

30.00 

5.75 

0.0300 

0.6315 

33.95 

90 

56.05 

30.00 

16.81 

0.0150 

0.7736 

33.95 

45 

11.05 

30.00 

3.31 

0.0300 

0.4375 

33.95 

90 

56.05 

30.00 

16.81 

0.0150 

0.6607 

































































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Tertiary Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

33.95 

45 

11.05 

30.00 

3.31 

0.0300 

0.5416 

29.12 

45 

15.89 

30.00 

4.77 

0.0300 

0.1768 

29.12 

45 

15.89 

30.00 

4.77 

0.0300 

0.3817 

29.12 

45 

15.89 

30.00 

4.77 

0.0300 

0.5672 

11.48 

45 

33.52 

30.00 

10.06 

0.0300 

0.2614 

11.48 

45 

33.52 

30.00 

10.06 

0.0300 

1.2709 

11.27 

45 

33.73 

30.00 

10.12 

0.0300 

0.3258 

11.27 

45 

33.73 

30.00 

10.12 

0.0300 

0.5501 

23.67 

90 

66.33 

30.00 

19.90 

0.0150 

0.1070 

23.67 

45 

21.33 

30.00 

6.40 

0.0300 

0.0969 

20.67 

45 

24.33 

30.00 

7.30 

0.0300 

1.3297 

30.51 

45 

14.49 

30.00 

4.35 

0.0300 

0.1292 

35.78 

45 

9.22 

30.00 

2.77 

0.0300 

0.0982 

16.60 

45 

28.40 

30.00 

8.52 

0.0300 

0.1954 

3.40 

45 

41.60 

30.00 

12.48 

0.0300 

0.1042 

16.90 

45 

28.10 

30.00 

8.43 

0.0300 

0.3849 

16.90 

45 

28.10 

30.00 

8.43 

0.0300 

0.0033 

29.09 

45 

15.91 

30.00 

4.77 

0.0300 

0.7514 

29.09 

45 

15.91 

30.00 

4.77 

0.0300 

0.3604 

21.94 

45 

23.06 

30.00 

6.92 

0.0300 

0.0877 

21.94 

45 

23.06 

30.00 

6.92 

0.0300 

0.5535 

9.52 

45 

35.48 

30.00 

10.64 

0.0300 

0.0455 

9.52 

45 

35.48 

30.00 

10.64 

0.0300 

0.0051 

19.75 

45 

25.25 

30.00 

7.58 

0.0300 

0.7756 

22.23 

45 

22.77 

30.00 

6.83 

0.0300 

0.5431 

22.23 

45 

22.77 

30.00 

6.83 

0.0300 

0.0249 

22.64 

45 

22.36 

30.00 

6.71 

0.0300 

0.4719 

22.64 

45 

22.36 

30.00 

6.71 

0.0300 

0.9238 

30.65 

45 

14.35 

30.00 

4.31 

0.0300 

0.1821 

38.52 

45 

6.48 

30.00 

1.94 

0.0300 

0.3203 

24.00 

45 

21.00 

30.00 

6.30 

0.0300 

0.2757 

24.00 

45 

21.00 

30.00 

6.30 

0.0300 

0.8668 

36.01 

90 

53.99 

30.00 

16.20 

0.0150 

0.3063 

36.01 

45 

8.99 

30.00 

2.70 

0.0300 

0.0012 

37.58 

90 

52.42 

30.00 

15.73 

0.0150 

0.0466 

37.58 

45 

7.42 

30.00 

2.23 

0.0300 

0.5743 

25.75 

45 

19.25 

30.00 

5.77 

0.0300 

0.2908 

29.52 

90 

60.48 

30.00 

18.14 

0.0150 

2.1109 

34.65 

90 

55.35 

30.00 

16.61 

0.0150 

0.7388 

34.65 

45 

10.35 

30.00 

3.11 

0.0300 

0.0996 

21.32 

90 

68.68 

30.00 

20.60 

0.0150 

6.8818 

23.35 

90 

66.65 

30.00 

19.99 

0.0150 

4.0905 

19.29 

90 

70.71 

30.00 

21.21 

0.0150 

3.4621 

32.72 

90 

57.28 

30.00 

17.18 

0.0150 

1.5021 

42.16 

90 

47.84 

30.00 

14.35 

0.0150 

1.1686 

42.16 

45 

2.84 

30.00 

0.85 

0.0300 

0.0753 

60.03 

155 

94.97 

40.00 

37.99 

0.0200 

5.8720 

53.73 

110 

56.27 

40.00 

22.51 

0.0200 

1.8060 

53.83 

155 

101.17 

40.00 

40.47 

0.0200 

9.3898 

52.24 

90 

37.76 

40.00 

15.10 

0.0150 

0.1856 

52.24 

155 

102.76 

40.00 

41.10 

0.0200 

15.6479 

52.24 

90 

37.76 

30.00 

11.33 

0.0200 

0.9978 

64.39 

155 

90.61 

40.00 

36.24 

0.0200 

8.3154 

57.48 

90 

32.52 

40.00 

13.01 

0.0150 

2.1076 

57.48 

180 

122.52 

35.00 

42.88 

0.0100 

1.7443 




































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Younger Alluvium 


Older Alluvium 


Tertiary Sandstone 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 



27.50 


1.34 


28.95 


35.55 


3.90 


0.01 


8.83 


1.56 


0.19 


4.46 


0.10 


11.55 


4.38 


5.12 


0.04 


0.13 


21.33 


2.98 


0.32 


33.14 


19.19 


0.86 


17.86 


2.76 


0.98 


0.92 


10.14 


7.58 


3.58 


0.01 


13.20 


16.23 


0.01 


0.10 


28.33 


10.34 


23.94 


6.24 


17.05 


1.31 


0.59 


4.81 


1.19 


0.24 


0.01 


3.13 


3.45 


20.31 


36.46 


125.34 


19.43 


34.73 


2.36 


7.18 


0.01 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

57.48 

155 

97.52 

40.00 

39.01 

0.0200 

21.4511 

58.26 

90 

31.74 

40.00 

12.69 

0.0150 

0.2547 

58.26 

180 

121.74 

35.00 

42.61 

0.0100 

12.3336 

58.26 

155 

96.74 

40.00 

38.69 

0.0200 

27.5151 

60.17 

155 

94.83 

40.00 

37.93 

0.0200 

2.9620 

60.17 

90 

29.83 

30.00 

8.95 

0.0200 

0.0018 

42.84 

45 

2.16 

30.00 

0.65 

0.0300 

0.1719 

22.06 

45 

22.94 

30.00 

6.88 

0.0300 

0.3218 

45.16 

90 

44.84 

30.00 

13.45 

0.0150 

0.0376 

45.16 

60 

14.84 

30.00 

4.45 

0.0300 

0.5951 

38.74 

90 

51.26 

30.00 

15.38 

0.0150 

0.0240 

38.74 

45 

6.26 

30.00 

1.88 

0.0300 

0.6503 

24.50 

90 

65.50 

30.00 

19.65 

0.0150 

1.2920 

21.04 

90 

68.96 

30.00 

20.69 

0.0150 

1.5897 

20.13 

45 

24.88 

30.00 

7.46 

0.0300 

0.0098 

26.83 

90 

63.17 

30.00 

18.95 

0.0150 

0.0358 

26.83 

90 

63.17 

30.00 

18.95 

0.0150 

6.0625 

40.56 

45 

4.44 

30.00 

1.33 

0.0300 

0.1191 

31.11 

90 

58.89 

30.00 

17.67 

0.0150 

0.0858 

31.11 

90 

58.89 

30.00 

17.67 

0.0150 

8.7808 

33.08 

90 

56.92 

30.00 

17.08 

0.0150 

4.9160 

27.18 

45 

17.82 

30.00 

5.34 

0.0300 

0.1372 

54.96 

155 

100.04 

40.00 

40.01 

0.0200 

14.2932 

54.96 

90 

35.04 

30.00 

10.51 

0.0200 

0.5803 

42.21 

90 

47.79 

30.00 

14.34 

0.0150 

0.2099 

42.21 

45 

2.79 

30.00 

0.84 

0.0300 

0.0232 

26.82 

90 

63.18 

40.00 

25.27 

0.0150 

3.8447 

26.82 

90 

63.18 

40.00 

25.27 

0.0150 

2.8753 

47.44 

90 

42.56 

30.00 

12.77 

0.0150 

0.6851 

47.44 

90 

42.56 

30.00 

12.77 

0.0150 

0.0019 

34.35 

90 

55.65 

30.00 

16.70 

0.0150 

3.3046 

50.64 

100 

49.36 

35.00 

17.28 

0.0100 

2.8046 

50.64 

100 

49.36 

35.00 

17.28 

0.0100 

0.0016 

46.41 

90 

43.59 

30.00 

13.08 

0.0150 

0.0205 

51.31 

90 

38.69 

40.00 

15.48 

0.0150 

6.5776 

51.31 

110 

58.69 

40.00 

23.48 

0.0200 

4.8553 

50.67 

90 

39.33 

30.00 

11.80 

0.0150 

4.2359 

33.42 

90 

56.58 

30.00 

16.97 

0.0150 

1.5899 

33.42 

90 

56.58 

30.00 

16.97 

0.0150 

4.3407 

28.56 

90 

61.44 

30.00 

18.43 

0.0150 

0.3624 

28.56 

45 

16.44 

30.00 

4.93 

0.0300 

0.0869 

60.29 

155 

94.71 

40.00 

37.88 

0.0200 

3.6414 

60.29 

155 

94.71 

40.00 

37.88 

0.0200 

0.8984 

58.10 

155 

96.90 

40.00 

38.76 

0.0200 

0.1847 

58.10 

90 

31.90 

30.00 

9.57 

0.0200 

0.0016 

23.18 

45 

21.82 

30.00 

6.55 

0.0300 

0.6152 

23.18 

45 

21.82 

30.00 

6.55 

0.0300 

0.6769 

39.66 

45 

5.34 

30.00 

1.60 

0.0300 

0.9764 

46.36 

90 

43.64 

40.00 

17.45 

0.0150 

9.5473 

46.36 

90 

43.64 

30.00 

13.09 

0.0150 

24.6126 

46.36 

90 

43.64 

30.00 

13.09 

0.0150 

3.8158 

27.62 

90 

62.38 

30.00 

18.71 

0.0150 

9.7486 

17.37 

90 

72.63 

40.00 

29.05 

0.0150 

1.0281 

17.37 

100 

82.63 

35.00 

28.92 

0.0100 

2.0762 

17.37 

100 

82.63 

35.00 

28.92 

0.0100 

0.0032 


























































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Younger Alluvium 


Younger Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Tertiary Sandstone 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 


Tertiary Sandstone 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Tertiary Sandstone 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Tertiary Sandstone 


Younger Alluvium 


Tertiary Sandstone 


Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

41.42 

45 

3.58 

30.00 

1.07 

0.0300 

0.9943 

41.01 

45 

3.99 

30.00 

1.20 

0.0300 

0.1047 

54.13 

180 

125.87 

35.00 

44.06 

0.0100 

1.1431 

54.13 

180 

125.87 

35.00 

44.06 

0.0100 

0.1972 

39.48 

90 

50.52 

30.00 

15.16 

0.0150 

0.5049 

39.48 

90 

50.52 

30.00 

15.16 

0.0150 

6.0827 

47.63 

90 

42.37 

40.00 

16.95 

0.0150 

0.7426 

47.63 

100 

52.37 

35.00 

18.33 

0.0100 

3.9339 

49.95 

60 

10.05 

30.00 

3.01 

0.0300 

0.0128 

37.39 

45 

7.61 

30.00 

2.28 

0.0300 

0.3652 

37.39 

45 

7.61 

30.00 

2.28 

0.0300 

0.2010 

47.36 

90 

42.64 

30.00 

12.79 

0.0150 

1.7766 

47.36 

60 

12.64 

30.00 

3.79 

0.0300 

0.0001 

33.09 

90 

56.91 

30.00 

17.07 

0.0150 

2.4882 

31.25 

45 

13.75 

30.00 

4.12 

0.0300 

0.6230 

62.01 

155 

92.99 

40.00 

37.20 

0.0200 

1.0787 

61.00 

155 

94.00 

40.00 

37.60 

0.0200 

15.2972 

61.00 

155 

94.00 

40.00 

37.60 

0.0200 

1.9654 

45.06 

90 

44.94 

30.00 

13.48 

0.0150 

0.3214 

45.06 

60 

14.94 

30.00 

4.48 

0.0300 

0.2102 

37.53 

90 

52.47 

30.00 

15.74 

0.0150 

4.6364 

31.37 

90 

58.63 

30.00 

17.59 

0.0150 

0.2523 

31.37 

90 

58.63 

30.00 

17.59 

0.0150 

5.8665 

62.91 

155 

92.09 

40.00 

36.83 

0.0200 

0.1771 

62.91 

155 

92.09 

40.00 

36.83 

0.0200 

14.5974 

51.07 

90 

38.93 

30.00 

11.68 

0.0150 

1.7717 

51.07 

60 

8.93 

30.00 

2.68 

0.0300 

0.3390 

34.67 

45 

10.33 

30.00 

3.10 

0.0300 

1.6720 

34.67 

45 

10.33 

30.00 

3.10 

0.0300 

2.1081 

16.86 

90 

73.14 

40.00 

29.26 

0.0150 

3.3141 

16.86 

100 

83.14 

35.00 

29.10 

0.0100 

1.1126 

16.86 

90 

73.14 

40.00 

29.26 

0.0150 

0.9616 

16.86 

100 

83.14 

35.00 

29.10 

0.0100 

1.0777 

59.29 

155 

95.71 

40.00 

38.28 

0.0200 

0.0183 

52.16 

155 

102.84 

40.00 

41.14 

0.0200 

3.6948 

52.16 

90 

37.84 

30.00 

11.35 

0.0200 

2.4325 

22.06 

90 

67.94 

30.00 

20.38 

0.0150 

13.7467 

41.53 

90 

48.47 

30.00 

14.54 

0.0150 

0.0759 

22.83 

45 

22.17 

30.00 

6.65 

0.0300 

0.3227 

35.54 

45 

9.46 

30.00 

2.84 

0.0300 

0.1451 

60.70 

155 

94.30 

40.00 

37.72 

0.0200 

2.1229 

60.70 

155 

94.30 

40.00 

37.72 

0.0200 

14.3827 

53.56 

90 

36.44 

40.00 

14.58 

0.0150 

1.8158 

53.56 

155 

101.44 

40.00 

40.58 

0.0200 

5.3062 

46.93 

90 

43.07 

30.00 

12.92 

0.0150 

1.7826 

38.80 

45 

6.20 

30.00 

1.86 

0.0300 

0.6738 

42.55 

100 

57.45 

35.00 

20.11 

0.0100 

3.2472 

36.97 

90 

53.03 

30.00 

15.91 

0.0150 

2.7984 

36.97 

110 

73.03 

30.00 

21.91 

0.0200 

4.8912 

36.97 

90 

53.03 

30.00 

15.91 

0.0150 

3.5535 

58.57 

180 

121.44 

35.00 

42.50 

0.0100 

3.0822 

58.57 

155 

96.44 

40.00 

38.57 

0.0200 

10.4469 

58.36 

180 

121.64 

35.00 

42.57 

0.0100 

7.3507 

58.36 

155 

96.64 

40.00 

38.66 

0.0200 

20.9713 

40.45 

90 

49.55 

30.00 

14.86 

0.0150 

1.8690 































































































































































































































































































































































































































































































































































































































































































































Sumeriya 

0804000300604500 

22.18 

Surajpura 

0803000300511900 

7.75 

SWAROOP DESAR 

0802000500447200 

10.58 


Taliwala 0803000300511200 46.78 


Tolasar 

0804000300604400 

23.73 

Udaipur Godaran 

0801000900294500 

4.72 

Udaipur Musalmanan 

0801000900295500 

4.65 


Udaipur Udasar 

0801000900294400 

9.98 

Balan 

0804000200597900 

4.87 


Bangarwa_|0804000200598800 | 4.59 


Bangothri Kalan_|0805000200695200 | 7.87 



Command 

Fresh 

Command 

Saline 

Non-command 

Saline 

Command 


Command 

Fresh 

Command 

Saline 

Command 

Fresh 

Command 

Saline 

Non-command 

Saline 

Command 


Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 


Hydrogeological Unit 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Tertiary Sandstone 


Younger Alluvium 


Tertiary Sandstone 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

40.45 

45 

4.55 

30.00 

1.36 

0.0300 

0.3709 

31.61 

90 

58.39 

30.00 

17.52 

0.0150 

1.3595 

31.61 

90 

58.39 

30.00 

17.52 

0.0150 

3.0836 

29.02 

90 

60.98 

30.00 

18.29 

0.0150 

4.8321 

50.61 

155 

104.39 

40.00 

41.75 

0.0200 

0.3306 

50.61 

90 

39.39 

30.00 

11.82 

0.0200 

0.0383 

27.72 

90 

62.28 

30.00 

18.68 

0.0150 

0.1125 

27.72 

90 

62.28 

30.00 

18.68 

0.0150 

5.3297 

64.31 

155 

90.69 

40.00 

36.27 

0.0200 

31.0159 

37.88 

90 

52.12 

30.00 

15.64 

0.0150 

0.4389 

29.35 

45 

15.65 

30.00 

4.70 

0.0300 

0.5683 

49.01 

90 

40.99 

30.00 

12.30 

0.0150 

1.2173 

58.53 

155 

96.47 

40.00 

38.59 

0.0200 

4.7022 

59.15 

155 

95.85 

40.00 

38.34 

0.0200 

3.6990 

51.72 

155 

103.28 

40.00 

41.31 

0.0200 

3.5578 

51.72 

90 

38.28 

30.00 

11.48 

0.0200 

2.9400 

4.27 

45 

40.73 

30.00 

12.22 

0.0300 

1.2385 

4.27 

45 

40.73 

30.00 

12.22 

0.0300 

0.5287 

53.12 

90 

36.88 

30.00 

11.07 

0.0200 

0.0367 

28.13 

90 

61.87 

40.00 

24.75 

0.0150 

1.3721 

28.13 

100 

71.87 

35.00 

25.16 

0.0100 

7.8872 

28.04 

90 

61.96 

40.00 

24.78 

0.0150 

1.2463 

28.04 

90 

61.96 

40.00 

24.78 

0.0150 

4.3234 

28.04 

100 

71.96 

35.00 

25.19 

0.0100 

0.6040 

28.04 

90 

61.96 

30.00 

18.59 

0.0150 

0.2289 

28.04 

90 

61.96 

30.00 

18.59 

0.0150 

10.6388 

28.04 

100 

71.96 

30.00 

21.59 

0.0100 

0.0942 

35.84 

90 

54.16 

30.00 

16.25 

0.0150 

0.6461 

35.84 

45 

9.16 

30.00 

2.75 

0.0300 

0.0872 

35.84 

90 

54.16 

30.00 

16.25 

0.0150 

2.1309 

35.84 

45 

9.16 

30.00 

2.75 

0.0300 

0.3402 

56.88 

180 

123.12 

35.00 

43.09 

0.0100 

3.2799 

56.88 

155 

98.12 

40.00 

39.25 

0.0200 

0.2426 

56.88 

180 

123.12 

35.00 

43.09 

0.0100 

1.3898 

56.88 

155 

98.12 

40.00 

39.25 

0.0200 

6.7899 

48.78 

90 

41.22 

40.00 

16.49 

0.0150 

23.8539 

48.78 

110 

61.22 

40.00 

24.49 

0.0200 

1.8659 

48.78 

90 

41.22 

30.00 

12.37 

0.0150 

2.5771 

48.78 

110 

61.22 

30.00 

18.37 

0.0200 

0.1997 

55.59 

155 

99.41 

40.00 

39.76 

0.0200 

17.6424 

25.25 

90 

64.75 

30.00 

19.42 

0.0150 

2.2594 

49.70 

90 

40.30 

30.00 

12.09 

0.0150 

0.7187 

49.70 

60 

10.30 

30.00 

3.09 

0.0300 

0.5923 

49.28 

90 

40.72 

40.00 

16.29 

0.0150 

0.0532 

49.28 

90 

40.72 

30.00 

12.22 

0.0150 

8.2338 

56.87 

155 

98.13 

40.00 

39.25 

0.0200 

18.5053 

30.94 

45 

14.06 

30.00 

4.22 

0.0300 

0.5977 

22.27 

45 

22.73 

30.00 

6.82 

0.0300 

0.1008 

22.27 

45 

22.73 

30.00 

6.82 

0.0300 

0.8504 

41.02 

45 

3.98 

30.00 

1.19 

0.0300 

0.3577 

48.67 

120 

71.33 

40.00 

28.53 

0.0150 

0.0025 

48.67 

120 

71.33 

30.00 

21.40 

0.0150 

1.5601 

47.19 

120 

72.81 

40.00 

29.12 

0.0150 

0.1520 

47.19 

120 

72.81 

30.00 

21.84 

0.0150 

0.6769 

63.52 

105 

41.48 

20.00 

8.30 

0.0150 

0.9790 


















































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 

Census Code 

Bangothri Khurd 

0805000200695100 

Bas Bhamreend 

0804000200598200 


Zone (Fresh 
/ Saline) 


Bas Chanani 


Bas Govindsingh 


Bas Kirtan 


Bas Mamraj 


Beeran 


Beeslan 


Beri 


Bewad 


Bhabhreend 


Bhainsali 


Bhakhran 


Bhojan 


Bishanpura 


Bishanpura ( Naya 


Chak Gadoli @ Kerp 


Chhapra 


Dhani Khudani 


Dheendhwa Athoona 


Dheendhwa Nichla 


Doodwa 


Dulaniya 


Gadoli 


Gagarwas 


Gothyan Chhoti 


Gugalwa 


Hameenpur 


Harpaloo Patram 


Jatoowas 


Jeeram Bas 


Jhanbar 


Kaji 


Kalri 


Kaman 


Kandran 


Khairoo Bari 


Khairoo Chhoti 


Khundiya Bas 


Kirtan 


Lasedi 


Leekhwa 


Lutana Magni 


Lutana Magnibas 


Lutana Poorn 


Lutana Raju 


0804000200598000 


0804000200603300 


0804000200600700 


0804000200603100 


0804000200597800 


0804000200591100 


0805000200695300 


0804000200598900 


0804000200598700 


0804000200598600 


0804000200591300 


0804000200597300 


0805000200697000 


0805000200696800 


0805000200696700 


0805000200695400 


0804000200597600 


0805000200697700 


0805000200697600 


0805000200695800 


0805000200696300 


0805000200696500 


0804000200591200 


0804000200590700 


0804000200598100 


0805000200696600 


0804000200591900 


0804000200591600 


0804000200597500 


0804000200589900 


0805000200695000 


0804000200597200 


0804000200597400 


0804000200591800 


0804000200597700 


0804000200591400 


0804000200598500 


0804000200598300 


0804000200590600 


0805000200695700 


0804000200590100 


0804000200590200 


0804000200590500 


0804000200590000 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

64.33 

105 

40.67 

20.00 

8.13 

0.0150 

1.5798 

49.37 

120 

70.63 

40.00 

28.25 

0.0150 

0.3925 

49.37 

120 

70.63 

30.00 

21.19 

0.0150 

1.9371 

49.60 

120 

70.40 

40.00 

28.16 

0.0150 

0.0015 

49.60 

120 

70.40 

30.00 

21.12 

0.0150 

1.0175 

61.70 

120 

58.30 

40.00 

23.32 

0.0150 

0.4496 

46.91 

120 

73.09 

40.00 

29.24 

0.0150 

1.1364 

64.90 

120 

55.10 

40.00 

22.04 

0.0150 

1.3695 

49.77 

120 

70.23 

30.00 

21.07 

0.0150 

3.1227 

39.19 

120 

80.81 

30.00 

24.24 

0.0150 

3.8308 

61.04 

105 

43.96 

20.00 

8.79 

0.0150 

2.6312 

48.16 

120 

71.84 

40.00 

28.74 

0.0150 

0.4389 

48.16 

120 

71.84 

30.00 

21.55 

0.0150 

2.2998 

46.84 

120 

73.16 

40.00 

29.26 

0.0150 

0.2637 

50.55 

120 

69.45 

40.00 

27.78 

0.0150 

9.4528 

47.06 

120 

72.94 

40.00 

29.18 

0.0150 

0.0033 

47.06 

120 

72.94 

30.00 

21.88 

0.0150 

2.2223 

51.24 

120 

68.76 

30.00 

20.63 

0.0150 

4.7165 

64.10 

105 

40.90 

20.00 

8.18 

0.0150 

0.6343 

69.51 

105 

35.49 

20.00 

7.10 

0.0150 

0.1128 

66.92 

105 

38.08 

20.00 

7.62 

0.0150 

0.5022 

64.94 

105 

40.06 

20.00 

8.01 

0.0150 

1.2355 

50.41 

120 

69.59 

30.00 

20.88 

0.0150 

1.7693 

65.90 

105 

39.10 

20.00 

7.82 

0.0150 

0.3769 

66.18 

105 

38.82 

20.00 

7.76 

0.0150 

0.0900 

65.72 

105 

39.28 

20.00 

7.86 

0.0150 

0.7180 

68.09 

105 

36.91 

20.00 

7.38 

0.0150 

0.0896 

68.63 

105 

36.37 

20.00 

7.27 

0.0150 

0.5220 

45.28 

120 

74.72 

40.00 

29.89 

0.0150 

0.0028 

45.28 

120 

74.72 

30.00 

22.42 

0.0150 

3.4222 

30.12 

120 

89.88 

40.00 

35.95 

0.0150 

0.0041 

30.12 

120 

89.88 

30.00 

26.97 

0.0150 

2.3267 

50.65 

120 

69.35 

40.00 

27.74 

0.0150 

0.0023 

50.65 

120 

69.35 

30.00 

20.81 

0.0150 

1.2869 

67.60 

105 

37.40 

20.00 

7.48 

0.0150 

0.5606 

39.60 

120 

80.40 

30.00 

24.12 

0.0150 

0.0497 

46.26 

120 

73.74 

30.00 

22.12 

0.0150 

1.0886 

51.43 

120 

68.57 

30.00 

20.57 

0.0150 

1.0010 

29.96 

120 

90.04 

30.00 

27.01 

0.0150 

0.0525 

64.97 

105 

40.03 

20.00 

8.01 

0.0150 

1.1549 

47.05 

120 

72.95 

30.00 

21.88 

0.0150 

0.1438 

51.89 

120 

68.11 

30.00 

20.43 

0.0150 

1.0995 

41.77 

120 

78.23 

30.00 

23.47 

0.0150 

0.2644 

48.80 

120 

71.20 

40.00 

28.48 

0.0150 

0.0006 

48.80 

120 

71.20 

30.00 

21.36 

0.0150 

2.2076 

47.55 

120 

72.45 

30.00 

21.74 

0.0150 

0.9145 

54.02 

120 

65.98 

40.00 

26.39 

0.0150 

1.1165 

51.16 

120 

68.84 

40.00 

27.53 

0.0150 

1.6974 

51.16 

120 

68.84 

30.00 

20.65 

0.0150 

1.1421 

33.41 

120 

86.59 

30.00 

25.98 

0.0150 

4.1669 

65.73 

105 

39.27 

20.00 

7.85 

0.0150 

1.8376 

34.78 

120 

85.22 

30.00 

25.57 

0.0150 

0.9984 

34.55 

120 

85.45 

30.00 

25.63 

0.0150 

0.1896 

34.54 

120 

85.46 

30.00 

25.64 

0.0150 

0.7859 

34.24 

120 

85.76 

30.00 

25.73 

0.0150 

0.2943 

























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



16003019 


Mithi 


Morwa 


Nawan 


Noohand 


Panthariya 


Pilani ( Rural) 


Pilani (M) 


Purohiton Ka Bas 


Ragha Bari 


Ragha Chhoti 


Rampura 


Rayla 


Sadau 


Sardarpura 


Shyopura 


Sujdola 


Suratpura 


Than Mathooi 


Vidyavihar (M) 


Ajeetsar 


Alakhpura Bogan 


Anandwasi 


Armalsar 


Asalsar 


Asoosar 


Aspalsar Bara 


Aspalsar Bhainsera 


Aspalsar Dhurkera 


Aspalsar Khamera 


Aspalsar Kuntalsar 


Aspalsar Muglera 


Bachharara Bara 


Badhan Ki Dhani 


Badriya 


Badusar 


Bagri 


Balrasar Athoona 


Census Code 


0804000200586800 


0805000200697200 


0804000200600800 


0804000200603200 


0805000200697100 


0805000200696900 


0805000240505000 


0805000200696400 


0804000200591500 


0804000200591700 


0804000200598400 


0805000200694900 


0804000200590900 


0805000200695500 


0804000200586700 


0805000200695600 


0804000200590800 


0804000200591000 


0805000240506000 


0804000300621000 


0813000201679800 


0804000300620600 


0804000300619200 


0804000300620900 


0804000300618400 


0804000300611200 


0804000300611600 


0804000300611400 


0804000300611500 


0804000300611100 


0804000300611800 


0804000600648700 


0804000600642200 


0804000300608800 


0813000201671200 


0813000201671500 


0804000400624500 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Saline 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Saline 

Non-command 

Older Alluvium 

Saline 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Saline 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Saline 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Saline 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Saline 

Non-command 

Older Alluvium 

Saline 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Saline 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 


37.16 Fresh 


7.57 Saline 


9.45 Saline 


9.33 Saline 


9.54 Saline 


7.45 Saline 


22.31 Fresh 


Saline 




5.19 Saline 


6.51 Fresh 


Saline 


9.10 Fresh 


Saline 


30.50 Fresh 


22.51 Fresh 


Saline 


11.38 Fresh 


11.41 Fresh 


14.62 Saline 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Younger Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Younger Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Younger Alluvium 


Vindhyan Sandstone 


Younger Alluvium 


Vindhyan Sandstone 


Younger Alluvium 


Vindhyan Sandstone 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

32.41 

120 

87.59 

30.00 

26.28 

0.0150 

0.0175 

70.21 

105 

34.79 

20.00 

6.96 

0.0150 

0.3479 

51.95 

120 

68.05 

40.00 

27.22 

0.0150 

2.9504 

67.15 

120 

52.85 

40.00 

21.14 

0.0150 

0.0582 

66.59 

105 

38.41 

20.00 

7.68 

0.0150 

0.5813 

65.80 

105 

39.20 

20.00 

7.84 

0.0150 

0.0239 

64.79 

105 

40.21 

20.00 

8.04 

0.0150 

0.8539 

70.34 

105 

34.66 

20.00 

6.93 

0.0150 

0.2292 

46.66 

120 

73.34 

30.00 

22.00 

0.0150 

3.0230 

42.69 

120 

77.31 

30.00 

23.19 

0.0150 

3.0578 

59.90 

120 

60.10 

40.00 

24.04 

0.0150 

3.9462 

59.90 

120 

60.10 

30.00 

18.03 

0.0150 

0.2376 

65.39 

105 

39.61 

20.00 

7.92 

0.0150 

0.2690 

35.77 

120 

84.23 

30.00 

25.27 

0.0150 

5.3093 

65.06 

105 

39.94 

20.00 

7.99 

0.0150 

0.3748 

29.62 

120 

90.38 

30.00 

27.11 

0.0150 

0.4788 

65.14 

105 

39.86 

20.00 

7.97 

0.0150 

1.2715 

33.34 

120 

86.66 

40.00 

34.66 

0.0150 

0.0077 

33.34 

120 

86.66 

30.00 

26.00 

0.0150 

7.0895 

38.66 

120 

81.34 

30.00 

24.40 

0.0150 

2.1175 

64.47 

105 

40.53 

20.00 

8.11 

0.0150 

0.0003 

40.30 

90 

49.70 

40.00 

19.88 

0.0150 

10.3881 

40.30 

90 

49.70 

30.00 

14.91 

0.0150 

0.1021 

50.83 

90 

39.17 

25.00 

9.79 

0.0150 

0.3590 

43.31 

90 

46.69 

40.00 

18.67 

0.0150 

4.1067 

44.50 

90 

45.50 

40.00 

18.20 

0.0150 

1.0970 

44.50 

165 

120.50 

35.00 

42.17 

0.0040 

1.3031 

41.26 

90 

48.74 

40.00 

19.49 

0.0150 

10.8649 

33.25 

90 

56.75 

30.00 

17.02 

0.0150 

0.0232 

45.44 

155 

109.56 

30.00 

32.87 

0.0040 

0.1779 

45.44 

155 

109.56 

30.00 

32.87 

0.0040 

1.0398 

45.44 

90 

44.56 

30.00 

13.37 

0.0200 

0.0499 

45.64 

155 

109.36 

30.00 

32.81 

0.0040 

1.2239 

45.57 

155 

109.43 

30.00 

32.83 

0.0040 

0.8796 

45.57 

90 

44.43 

30.00 

13.33 

0.0200 

0.7006 

45.57 

155 

109.43 

30.00 

32.83 

0.0040 

0.0275 

45.09 

155 

109.91 

30.00 

32.97 

0.0040 

0.9822 

51.31 

155 

103.69 

40.00 

41.48 

0.0200 

0.2020 

51.31 

155 

103.69 

30.00 

31.11 

0.0040 

0.0020 

51.31 

90 

38.69 

30.00 

11.61 

0.0200 

2.0132 

51.31 

155 

103.69 

30.00 

31.11 

0.0040 

0.0124 

51.31 

90 

38.69 

30.00 

11.61 

0.0200 

3.0811 

47.64 

155 

107.36 

30.00 

32.21 

0.0040 

0.3789 

47.64 

90 

42.36 

30.00 

12.71 

0.0200 

0.0822 

51.66 

90 

38.34 

30.00 

11.50 

0.0200 

1.1930 

42.23 

85 

42.77 

40.00 

17.11 

0.0150 

0.4350 

42.23 

80 

37.77 

30.00 

11.33 

0.0150 

0.8175 

41.23 

85 

43.77 

40.00 

17.51 

0.0150 

0.7304 

41.23 

80 

38.77 

30.00 

11.63 

0.0150 

1.1018 

68.11 

165 

96.89 

35.00 

33.91 

0.0040 

0.0000 

60.03 

155 

94.97 

40.00 

37.99 

0.0200 

11.1623 

60.03 

90 

29.97 

30.00 

8.99 

0.0200 

0.0155 

49.85 

90 

40.15 

25.00 

10.04 

0.0150 

1.7136 

49.55 

90 

40.45 

25.00 

10.11 

0.0150 

0.3339 

38.90 

110 

71.10 

30.00 

21.33 

0.0150 

4.3024 





























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Younger Alluvium 


Vindhyan Sandstone 


Younger Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Younger Alluvium 


Vindhyan Sandstone 


Younger Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

50.74 

90 

39.26 

25.00 

9.81 

0.0150 

0.4853 

68.11 

90 

21.89 

40.00 

8.76 

0.0150 

0.0827 

68.11 

165 

96.89 

35.00 

33.91 

0.0040 

0.4391 

71.42 

90 

18.58 

40.00 

7.43 

0.0150 

1.3146 

71.42 

165 

93.58 

35.00 

32.75 

0.0040 

0.7708 

71.42 

155 

83.58 

40.00 

33.43 

0.0200 

2.2143 

49.16 

155 

105.84 

30.00 

31.75 

0.0040 

0.6586 

49.16 

90 

40.84 

30.00 

12.25 

0.0200 

1.8501 

45.88 

90 

44.12 

40.00 

17.65 

0.0150 

0.3002 

45.88 

165 

119.12 

35.00 

41.69 

0.0040 

1.0259 

50.55 

90 

39.45 

25.00 

9.86 

0.0150 

0.7248 

40.50 

90 

49.50 

25.00 

12.38 

0.0150 

1.6803 

62.02 

155 

92.98 

40.00 

37.19 

0.0200 

1.2599 

53.64 

90 

36.36 

40.00 

14.54 

0.0150 

1.7817 

53.64 

155 

101.36 

40.00 

40.54 

0.0200 

18.8122 

38.74 

85 

46.26 

40.00 

18.50 

0.0150 

1.0268 

38.74 

80 

41.26 

30.00 

12.38 

0.0150 

1.8917 

38.21 

90 

51.79 

30.00 

15.54 

0.0150 

1.3212 

58.26 

155 

96.74 

40.00 

38.70 

0.0200 

3.7135 

58.26 

90 

31.74 

30.00 

9.52 

0.0200 

3.5686 

40.65 

90 

49.35 

25.00 

12.34 

0.0150 

0.5904 

44.83 

90 

45.17 

25.00 

11.29 

0.0150 

0.0945 

39.53 

90 

50.47 

30.00 

15.14 

0.0150 

0.4101 

39.53 

155 

115.47 

30.00 

34.64 

0.0040 

1.5248 

51.66 

90 

38.34 

25.00 

9.59 

0.0150 

0.1939 

39.24 

90 

50.76 

25.00 

12.69 

0.0150 

0.4994 

49.77 

165 

115.23 

35.00 

40.33 

0.0040 

0.0439 

49.77 

155 

105.23 

40.00 

42.09 

0.0200 

10.1839 

49.77 

155 

105.23 

30.00 

31.57 

0.0040 

1.0810 

49.77 

90 

40.23 

30.00 

12.07 

0.0200 

2.3695 

37.89 

90 

52.11 

30.00 

15.63 

0.0150 

1.0134 

37.89 

155 

117.11 

30.00 

35.13 

0.0040 

0.9894 

35.40 

85 

49.60 

40.00 

19.84 

0.0150 

1.2826 

35.40 

80 

44.60 

30.00 

13.38 

0.0150 

2.6478 

51.04 

90 

38.96 

25.00 

9.74 

0.0150 

0.8011 

50.54 

90 

39.46 

25.00 

9.87 

0.0150 

1.7263 

48.09 

90 

41.91 

25.00 

10.48 

0.0150 

0.0177 

46.04 

90 

43.96 

25.00 

10.99 

0.0150 

0.0829 

39.94 

90 

50.06 

25.00 

12.52 

0.0150 

2.0914 

44.51 

90 

45.49 

25.00 

11.37 

0.0150 

0.6504 

53.17 

90 

36.83 

30.00 

11.05 

0.0200 

10.2188 

53.17 

90 

36.83 

30.00 

11.05 

0.0200 

0.0599 

43.06 

155 

111.94 

30.00 

33.58 

0.0040 

1.7779 

36.01 

90 

53.99 

25.00 

13.50 

0.0150 

0.5593 

36.01 

90 

53.99 

25.00 

13.50 

0.0150 

0.0152 

37.31 

90 

52.69 

25.00 

13.17 

0.0150 

0.9652 

37.31 

90 

52.69 

25.00 

13.17 

0.0200 

0.0070 

41.30 

85 

43.70 

40.00 

17.48 

0.0150 

4.4584 

40.78 

85 

44.22 

40.00 

17.69 

0.0150 

0.2726 

40.78 

80 

39.22 

30.00 

11.77 

0.0150 

0.1737 

57.87 

165 

107.13 

35.00 

37.50 

0.0040 

0.1001 

31.45 

80 

48.55 

30.00 

14.57 

0.0150 

0.0024 

35.12 

85 

49.88 

40.00 

19.95 

0.0150 

0.2733 

35.12 

80 

44.88 

30.00 

13.46 

0.0150 

2.8442 

31.36 

80 

48.64 

30.00 

14.59 

0.0150 

1.8614 













































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Chhajoosar 


Chhajusar 


Chhotriya 


Dagra 


Dandoosar 


Dantru 


Dantujala 


Daudsar 


Deenarpura 


Deepsar 


Deewanji Ka Bas 


Degan 


Derajsar 


Dhadhariya Baneerot 


Dhadhariya Charnan 


Dhanani 


Dhani Baijnath 


Dhani Charan 


Dhani Charnan 


Dhani Degan 


Dhani Doodgir 


Dhani Kalera 


Dhani Pachera 


Dhani Ridmal 


Dhani Suhana 


Dhani Teeba 


Dheerasar Beekan 


Dheerasar Charnan 


Dheerasar Shekhawat 


Dhodhliya 


Dudhwa Meetha 


Dulrasar 


Fransa 


Gajoosar 


Ghadsisar 


Ghumanda 


Girgichiya 


Gogasar 


Golsar 


Gomtiya 


Gusainsar 


Halasar 


Census Code 


0804000300621700 


0804000400629000 


0804000600642900 


0813000201671400 


0804000300618700 


0813000101667800 


0813000201675900 


0804000600643300 


0813000101666400 


0804000600652000 


0813000201677200 


0804000300619900 


0804000300621100 


0804000400624300 


0804000400624400 


0813000201677300 


0813000101662400 


0813000201676900 


0804000300613300 


0804000300619800 


0804000300612400 


0804000300614600 


0804000300612200 


0813000101667300 


0804000300614200 


0813000201671300 


0804000400627900 


0804000400627700 


0804000400627800 


0804000400627600 


0804000400624600 


0804000300619700 


0804000600651700 


0804000300613600 


0804000300610200 


0804000600648900 


0804000300614100 


0804000600644300 


0804000600644400 


0804000300616400 



0804000600649000 


0804000300608900 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Saline 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Saline 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 




8.16 Saline 


11.81 Saline 


67.82 Fresh 


10.77 Saline 


39.77 Fresh 


9.10 Fresh 


27.45 Fresh 


8.27 Fresh 


29.39 Fresh 


Saline 


13.86 Saline 


25.43 Fresh 



Hansasar 


0804000600644500 


16.05 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Younger Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

33.53 

90 

56.47 

30.00 

16.94 

0.0150 

1.0551 

37.59 

110 

72.41 

40.00 

28.96 

0.0150 

2.2610 

43.29 

85 

41.71 

40.00 

16.69 

0.0150 

0.9035 

48.98 

90 

41.02 

25.00 

10.25 

0.0150 

0.2519 

37.19 

90 

52.81 

30.00 

15.84 

0.0150 

1.4206 

39.65 

90 

50.35 

25.00 

12.59 

0.0150 

3.5969 

39.65 

90 

50.35 

25.00 

12.59 

0.0200 

0.0243 

51.13 

90 

38.87 

25.00 

9.72 

0.0150 

0.5695 

41.70 

85 

43.30 

40.00 

17.32 

0.0150 

12.5475 

38.75 

90 

51.25 

25.00 

12.81 

0.0150 

0.7402 

34.64 

80 

45.36 

30.00 

13.61 

0.0150 

0.5669 

47.29 

90 

42.71 

25.00 

10.68 

0.0150 

0.0005 

61.38 

165 

103.62 

35.00 

36.27 

0.0040 

2.0425 

39.51 

90 

50.49 

40.00 

20.20 

0.0150 

3.1669 

39.51 

90 

50.49 

30.00 

15.15 

0.0150 

3.6161 

42.67 

110 

67.33 

30.00 

20.20 

0.0150 

5.4978 

43.09 

110 

66.91 

30.00 

20.07 

0.0150 

4.6476 

46.20 

90 

43.80 

25.00 

10.95 

0.0150 

0.2114 

38.72 

90 

51.28 

25.00 

12.82 

0.0150 

0.2636 

50.50 

90 

39.50 

25.00 

9.88 

0.0150 

0.1246 

37.61 

90 

52.39 

30.00 

15.72 

0.0150 

0.2061 

59.31 

90 

30.69 

40.00 

12.28 

0.0150 

0.3293 

59.31 

165 

105.69 

35.00 

36.99 

0.0040 

1.0184 

43.83 

155 

111.17 

30.00 

33.35 

0.0040 

0.1853 

67.34 

155 

87.66 

40.00 

35.07 

0.0200 

4.2184 

44.27 

155 

110.73 

30.00 

33.22 

0.0040 

1.0158 

39.29 

90 

50.71 

25.00 

12.68 

0.0150 

0.6593 

56.14 

155 

98.86 

40.00 

39.54 

0.0200 

6.9453 

48.48 

90 

41.52 

25.00 

10.38 

0.0150 

0.0089 

40.32 

110 

69.68 

40.00 

27.87 

0.0150 

2.2796 

39.91 

110 

70.09 

40.00 

28.04 

0.0150 

5.3912 

40.18 

110 

69.82 

40.00 

27.93 

0.0150 

2.9564 

41.28 

110 

68.72 

40.00 

27.49 

0.0150 

4.5851 

41.28 

110 

68.72 

30.00 

20.62 

0.0150 

4.0622 

35.91 

110 

74.09 

30.00 

22.23 

0.0150 

3.9061 

55.68 

90 

34.32 

40.00 

13.73 

0.0150 

1.1338 

55.68 

165 

109.32 

35.00 

38.26 

0.0040 

1.6356 

35.00 

80 

45.00 

30.00 

13.50 

0.0150 

0.3557 

44.17 

155 

110.83 

30.00 

33.25 

0.0040 

1.5713 

53.95 

155 

101.05 

40.00 

40.42 

0.0200 

1.8899 

41.05 

80 

38.95 

30.00 

11.69 

0.0150 

1.8651 

52.90 

155 

102.10 

40.00 

40.84 

0.0200 

32.4861 

41.42 

85 

43.58 

40.00 

17.43 

0.0150 

2.3800 

41.96 

85 

43.04 

40.00 

17.22 

0.0150 

2.5239 

75.37 

90 

14.63 

40.00 

5.85 

0.0150 

0.0134 

75.37 

155 

79.63 

40.00 

31.85 

0.0200 

5.1689 

40.39 

85 

44.61 

40.00 

17.84 

0.0150 

6.5151 

40.39 

80 

39.61 

30.00 

11.88 

0.0150 

0.1297 

39.96 

80 

40.04 

30.00 

12.01 

0.0150 

1.3320 

60.29 

155 

94.71 

40.00 

37.88 

0.0200 

13.9691 

60.29 

155 

94.71 

40.00 

37.88 

0.0200 

0.4047 

60.29 

90 

29.71 

30.00 

8.91 

0.0200 

0.0823 

52.99 

85 

32.01 

40.00 

12.80 

0.0150 

0.0899 

52.99 

165 

112.01 

35.00 

39.20 

0.0040 

0.0247 

42.87 

85 

42.13 

40.00 

16.85 

0.0150 

1.5999 















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Hanumanpura 


Har Desar 


Hardesar 


Haripura 


Hariyasar Gharsotan 


Hariyasar Jatan 


Harpalsar 


Hirajsar 


Hudera 


Jaisangsar 


Jajod 


Jaleu Bari 


Jaleu Chhoti 


Jalpan Garbi 


Jandwa 


Jasasar 


Jasrasar 


Jethwan Ka Bas 


Jetsi Sariya 


Juharpura 


Kadiya 


Kaklasar 


Kaloosar 


Kalyanpura 


Kalyanpura Bidawata 


Kalyanpura Purohita 


Kamasar 


Kanarwas 


Kandlau 


Kangar 


Karanga Bara 


Karanga Chhota 


Khaliya Nau 


Khariya 


Khariya Kaniram 


Kheenwansar 


Khejr Uttarada 


Census Code 


0804000600643500 


0804000600650500 


0804000300608600 


0804000600648000 


0804000300614000 


0804000300618600 


0804000300617500 


0804000300614800 


0813000101665900 


0804000300617900 


0813000201676800 


0804000600647800 


0804000600643900 


0804000300613100 


0804000600648600 


0804000400628000 


0804000400628200 


0813000101667700 


0804000300612100 


0804000400628500 


0804000600650900 


0804000300621600 


0804000300618900 


0813000101662500 


0804000300617100 


0804000300619500 


0804000300619100 


0804000300612500 


0813000201670600 


0804000600643200 


0813000101667200 


0813000101667100 


0813000201670700 


0804000600648100 


0804000700666900 


0804000300621500 


0804000300608400 



Zone (Fresh 
/ Saline) 


5.01 Fresh 


14.60 Saline 


47.41 Fresh 


Saline 


1.24 Saline 


24.87 Fresh 


Saline 


8.22 Saline 


13.46 Saline 




Saline 


5.20 Fresh 


11.13 Saline 


5.71 Fresh 


15.81 Fresh 


Saline 


7.57 Saline 


8.10 Fresh 



7.28 Fresh 


23.21 Fresh 


18.59 Fresh 


17.45 Fresh 


Saline 


35.89 Saline 


9.45 Fresh 


18.99 Fresh 


13.91 Fresh 


11.85 Fresh 


6.39 Fresh 


6.89 Saline 


19.72 Saline 


5.01 Saline 


34.23 Saline 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Younger Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Command 

Vindhyan Sandstone 

Command 

Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

40.73 

85 

44.27 

40.00 

17.71 

0.0150 

1.3015 

36.80 

80 

43.20 

30.00 

12.96 

0.0150 

2.8383 

58.10 

155 

96.90 

40.00 

38.76 

0.0200 

1.0759 

58.10 

90 

31.90 

30.00 

9.57 

0.0200 

7.9094 

40.75 

80 

39.25 

30.00 

11.78 

0.0150 

0.2196 

44.36 

165 

120.64 

35.00 

42.23 

0.0040 

1.4235 

44.36 

155 

110.64 

40.00 

44.26 

0.0200 

5.1735 

44.36 

155 

110.64 

30.00 

33.19 

0.0040 

1.4072 

38.97 

90 

51.03 

30.00 

15.31 

0.0150 

1.8646 

36.97 

90 

53.03 

30.00 

15.91 

0.0150 

3.1008 

36.97 

155 

118.03 

30.00 

35.41 

0.0040 

0.0661 

64.96 

155 

90.04 

40.00 

36.01 

0.0200 

4.9021 

37.97 

90 

52.03 

25.00 

13.01 

0.0150 

1.1921 

37.19 

90 

52.81 

30.00 

15.84 

0.0150 

7.1096 

50.32 

90 

39.68 

25.00 

9.92 

0.0150 

2.8546 

43.11 

85 

41.89 

40.00 

16.76 

0.0150 

0.0019 

43.52 

85 

41.48 

40.00 

16.59 

0.0150 

0.5405 

35.79 

90 

54.21 

30.00 

16.26 

0.0150 

0.4103 

38.00 

85 

47.00 

40.00 

18.80 

0.0150 

0.1936 

38.00 

80 

42.00 

30.00 

12.60 

0.0150 

0.2286 

40.57 

110 

69.43 

40.00 

27.77 

0.0150 

11.7497 

37.32 

110 

72.68 

40.00 

29.07 

0.0150 

5.1023 

37.32 

110 

72.68 

30.00 

21.81 

0.0150 

4.7246 

43.95 

90 

46.05 

40.00 

18.42 

0.0150 

1.8458 

43.95 

165 

121.05 

35.00 

42.37 

0.0040 

2.1367 

43.95 

155 

111.05 

30.00 

33.32 

0.0040 

0.1697 

38.94 

90 

51.06 

25.00 

12.77 

0.0150 

0.9949 

44.59 

155 

110.41 

30.00 

33.12 

0.0040 

1.4751 

39.34 

110 

70.66 

40.00 

28.26 

0.0150 

1.9947 

36.80 

85 

48.20 

40.00 

19.28 

0.0150 

0.0117 

36.80 

80 

43.20 

30.00 

12.96 

0.0150 

3.0653 

36.07 

90 

53.93 

30.00 

16.18 

0.0150 

1.4362 

39.18 

90 

50.82 

40.00 

20.33 

0.0150 

0.0612 

39.18 

165 

125.82 

35.00 

44.04 

0.0040 

0.0199 

39.18 

90 

50.82 

30.00 

15.25 

0.0150 

1.4919 

39.18 

155 

115.82 

30.00 

34.75 

0.0040 

0.1758 

39.14 

90 

50.86 

25.00 

12.72 

0.0150 

0.1965 

62.54 

90 

27.46 

40.00 

10.98 

0.0150 

0.0483 

62.54 

165 

102.46 

35.00 

35.86 

0.0040 

3.2866 

61.46 

165 

103.54 

35.00 

36.24 

0.0040 

2.6951 

39.98 

90 

50.02 

40.00 

20.01 

0.0150 

1.1295 

39.98 

165 

125.02 

35.00 

43.76 

0.0040 

0.0089 

39.98 

90 

50.02 

30.00 

15.01 

0.0150 

3.0683 

42.91 

155 

112.09 

30.00 

33.63 

0.0040 

1.1886 

41.69 

90 

48.31 

25.00 

12.08 

0.0150 

1.7115 

41.03 

85 

43.97 

40.00 

17.59 

0.0150 

5.0104 

41.21 

90 

48.79 

25.00 

12.20 

0.0150 

2.5118 

43.30 

90 

46.70 

25.00 

11.68 

0.0150 

1.3189 

42.32 

90 

47.68 

25.00 

11.92 

0.0150 

1.1418 

39.74 

80 

40.26 

30.00 

12.08 

0.0150 

1.2466 

33.87 

90 

56.13 

30.00 

16.84 

0.0150 

1.1434 

33.87 

90 

56.13 

30.00 

16.84 

0.0200 

3.1741 

38.37 

90 

51.63 

30.00 

15.49 

0.0150 

1.1630 

47.27 

155 

107.73 

30.00 

32.32 

0.0040 

2.1317 

47.27 

90 

42.73 

30.00 

12.82 

0.0200 

0.4855 























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Vindhyan Sandstone 


Vindhyan Sandstone 


Younger Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

47.27 

155 

107.73 

30.00 

32.32 

0.0040 

1.9973 

45.77 

155 

109.23 

30.00 

32.77 

0.0040 

1.0140 

45.77 

90 

44.23 

30.00 

13.27 

0.0200 

1.2073 

45.77 

155 

109.23 

30.00 

32.77 

0.0040 

1.8423 

51.11 

90 

38.89 

25.00 

9.72 

0.0150 

1.1528 

42.47 

90 

47.53 

40.00 

19.01 

0.0150 

1.9997 

42.07 

80 

37.93 

30.00 

11.38 

0.0150 

1.3542 

41.10 

85 

43.90 

40.00 

17.56 

0.0150 

0.0126 

41.10 

80 

38.90 

30.00 

11.67 

0.0150 

0.8360 

41.59 

85 

43.41 

40.00 

17.36 

0.0150 

0.1145 

41.59 

80 

38.41 

30.00 

11.52 

0.0150 

0.9428 

53.19 

155 

101.81 

40.00 

40.72 

0.0200 

1.8015 

32.19 

90 

57.81 

30.00 

17.34 

0.0200 

0.5331 

37.77 

90 

52.23 

25.00 

13.06 

0.0150 

1.6518 

39.39 

110 

70.61 

30.00 

21.18 

0.0150 

2.8896 

34.27 

80 

45.73 

30.00 

13.72 

0.0150 

0.8539 

42.07 

85 

42.93 

40.00 

17.17 

0.0150 

4.6387 

33.89 

80 

46.11 

30.00 

13.83 

0.0150 

1.8060 

62.91 

155 

92.09 

40.00 

36.83 

0.0200 

3.8340 

40.22 

85 

44.78 

40.00 

17.91 

0.0150 

6.2434 

38.08 

80 

41.92 

30.00 

12.58 

0.0150 

0.5464 

59.29 

155 

95.71 

40.00 

38.28 

0.0200 

3.9849 

59.29 

155 

95.71 

40.00 

38.28 

0.0200 

43.9569 

59.29 

90 

30.71 

30.00 

9.21 

0.0200 

0.4863 

59.29 

90 

30.71 

30.00 

9.21 

0.0200 

0.4131 

47.57 

90 

42.43 

25.00 

10.61 

0.0150 

0.5543 

45.17 

90 

44.83 

25.00 

11.21 

0.0150 

0.1106 

48.11 

90 

41.89 

40.00 

16.76 

0.0150 

3.0295 

48.11 

165 

116.89 

35.00 

40.91 

0.0040 

0.0043 

43.45 

90 

46.55 

25.00 

11.64 

0.0150 

1.5372 

42.54 

90 

47.46 

25.00 

11.86 

0.0150 

0.9371 

35.30 

110 

74.70 

40.00 

29.88 

0.0150 

0.0577 

48.35 

90 

41.65 

40.00 

16.66 

0.0150 

0.6814 

48.35 

165 

116.65 

35.00 

40.83 

0.0040 

1.5124 

66.26 

155 

88.74 

40.00 

35.50 

0.0200 

4.2073 

41.60 

85 

43.40 

40.00 

17.36 

0.0150 

5.8527 

65.16 

155 

89.84 

40.00 

35.94 

0.0200 

27.9561 

40.06 

110 

69.94 

40.00 

27.98 

0.0150 

1.1643 

39.75 

85 

45.25 

40.00 

18.10 

0.0150 

1.1796 

39.75 

80 

40.25 

30.00 

12.07 

0.0150 

0.3699 

34.45 

90 

55.55 

30.00 

16.67 

0.0150 

1.4425 

39.99 

110 

70.01 

40.00 

28.00 

0.0150 

6.1048 

39.99 

110 

70.01 

30.00 

21.00 

0.0150 

3.7844 

38.05 

90 

51.95 

25.00 

12.99 

0.0150 

0.0003 

50.06 

90 

39.94 

25.00 

9.98 

0.0150 

0.0005 

46.05 

90 

43.95 

25.00 

10.99 

0.0150 

0.0112 

37.38 

90 

52.62 

40.00 

21.05 

0.0150 

0.0000 

37.38 

90 

52.62 

30.00 

15.79 

0.0150 

1.8043 

37.38 

90 

52.62 

30.00 

15.79 

0.0200 

0.0464 

46.70 

85 

38.30 

40.00 

15.32 

0.0150 

2.2514 

46.70 

165 

118.30 

35.00 

41.41 

0.0040 

1.5514 

43.15 

155 

111.85 

30.00 

33.56 

0.0040 

0.0171 

43.56 

90 

46.44 

30.00 

13.93 

0.0150 

0.2260 

43.56 

155 

111.44 

30.00 

33.43 

0.0040 

0.8496 

41.01 

90 

48.99 

30.00 

14.70 

0.0150 

0.4042 

























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Younger Alluvium 


Vindhyan Sandstone 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Younger Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

41.01 

155 

113.99 

30.00 

34.20 

0.0040 

0.1301 

41.03 

90 

48.97 

30.00 

14.69 

0.0150 

0.5323 

41.03 

155 

113.97 

30.00 

34.19 

0.0040 

0.0363 

48.74 

155 

106.26 

30.00 

31.88 

0.0040 

1.5475 

48.74 

90 

41.26 

30.00 

12.38 

0.0200 

0.1950 

49.57 

155 

105.43 

30.00 

31.63 

0.0040 

0.6091 

49.57 

90 

40.43 

30.00 

12.13 

0.0200 

0.7378 

49.95 

90 

40.05 

25.00 

10.01 

0.0150 

0.0003 

57.00 

155 

98.00 

40.00 

39.20 

0.0200 

4.2935 

37.06 

110 

72.94 

40.00 

29.18 

0.0150 

0.8764 

39.82 

90 

50.18 

40.00 

20.07 

0.0150 

0.2517 

39.82 

165 

125.18 

35.00 

43.81 

0.0040 

0.0038 

39.82 

90 

50.18 

30.00 

15.05 

0.0150 

2.3561 

41.05 

90 

48.95 

30.00 

14.68 

0.0150 

0.0994 

41.05 

155 

113.95 

30.00 

34.18 

0.0040 

1.4870 

48.91 

90 

41.09 

25.00 

10.27 

0.0150 

1.4697 

57.95 

155 

97.05 

40.00 

38.82 

0.0200 

30.0657 

37.41 

110 

72.59 

30.00 

21.78 

0.0150 

2.3128 

37.53 

90 

52.47 

25.00 

13.12 

0.0150 

1.1158 

35.70 

110 

74.30 

30.00 

22.29 

0.0150 

1.1842 

54.03 

90 

35.97 

40.00 

14.39 

0.0150 

0.1124 

54.03 

165 

110.97 

35.00 

38.84 

0.0040 

2.0245 

38.69 

90 

51.31 

25.00 

12.83 

0.0150 

3.9846 

67.43 

155 

87.57 

40.00 

35.03 

0.0200 

14.9725 

68.47 

155 

86.53 

40.00 

34.61 

0.0200 

5.9412 

66.28 

155 

88.72 

40.00 

35.49 

0.0200 

10.3979 

42.51 

90 

47.49 

40.00 

19.00 

0.0150 

6.9162 

42.51 

165 

122.49 

35.00 

42.87 

0.0040 

1.1517 

64.31 

155 

90.69 

40.00 

36.27 

0.0200 

0.3698 

41.69 

80 

38.31 

30.00 

11.49 

0.0150 

0.0032 

41.91 

85 

43.09 

40.00 

17.24 

0.0150 

2.8511 

41.91 

80 

38.09 

30.00 

11.43 

0.0150 

0.6270 

40.83 

110 

69.17 

40.00 

27.67 

0.0150 

6.3333 

49.35 

155 

105.65 

30.00 

31.70 

0.0040 

0.7331 

53.10 

90 

36.90 

40.00 

14.76 

0.0150 

1.5505 

53.10 

165 

111.90 

35.00 

39.17 

0.0040 

2.4492 

48.70 

90 

41.30 

25.00 

10.32 

0.0150 

2.2852 

46.35 

90 

43.65 

25.00 

10.91 

0.0150 

1.1136 

37.45 

90 

52.55 

25.00 

13.14 

0.0150 

2.1955 

57.21 

90 

32.79 

30.00 

9.84 

0.0200 

0.0700 

35.83 

90 

54.17 

25.00 

13.54 

0.0150 

0.0230 

37.15 

110 

72.85 

40.00 

29.14 

0.0150 

2.4352 

36.39 

110 

73.61 

40.00 

29.44 

0.0150 

0.2584 

53.26 

90 

36.74 

40.00 

14.70 

0.0150 

4.2320 

36.14 

90 

53.86 

30.00 

16.16 

0.0150 

0.0643 

36.14 

90 

53.86 

30.00 

16.16 

0.0200 

3.2126 

30.43 

80 

49.57 

30.00 

14.87 

0.0150 

0.0018 

41.08 

90 

48.92 

40.00 

19.57 

0.0150 

9.6168 

41.08 

165 

123.92 

35.00 

43.37 

0.0040 

0.4984 

41.08 

155 

113.92 

40.00 

45.57 

0.0200 

1.1968 

41.08 

90 

48.92 

30.00 

14.68 

0.0150 

0.0234 

41.08 

155 

113.92 

30.00 

34.18 

0.0040 

0.5420 

39.38 

90 

50.62 

40.00 

20.25 

0.0150 

0.7653 

39.38 

90 

50.62 

30.00 

15.19 

0.0150 

5.1747 

40.40 

110 

69.60 

40.00 

27.84 

0.0150 

9.2799 



















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

57.85 

90 

32.15 

40.00 

12.86 

0.0150 

1.2427 

67.26 

90 

22.74 

40.00 

9.10 

0.0150 

1.8206 

67.26 

165 

97.74 

35.00 

34.21 

0.0040 

0.1929 

67.26 

155 

87.74 

40.00 

35.10 

0.0200 

0.0029 

62.28 

90 

27.72 

40.00 

11.09 

0.0150 

1.6307 

62.28 

155 

92.72 

40.00 

37.09 

0.0200 

3.7767 

52.30 

90 

37.70 

40.00 

15.08 

0.0150 

1.5553 

42.28 

85 

42.72 

40.00 

17.09 

0.0150 

4.8709 

50.31 

90 

39.69 

25.00 

9.92 

0.0150 

0.4180 

39.00 

90 

51.00 

25.00 

12.75 

0.0150 

1.3375 

42.02 

90 

47.98 

25.00 

12.00 

0.0150 

0.3991 

48.72 

155 

106.28 

30.00 

31.88 

0.0040 

0.8777 

48.72 

155 

106.28 

30.00 

31.88 

0.0040 

0.1445 

35.57 

110 

74.43 

40.00 

29.77 

0.0150 

0.0585 

57.18 

165 

107.82 

35.00 

37.74 

0.0040 

0.8836 

35.89 

90 

54.11 

30.00 

16.23 

0.0150 

0.8541 

37.58 

85 

47.42 

40.00 

18.97 

0.0150 

0.0000 

37.58 

80 

42.42 

30.00 

12.73 

0.0150 

2.1754 

40.31 

110 

69.69 

40.00 

27.88 

0.0150 

3.2075 

38.56 

90 

51.44 

25.00 

12.86 

0.0150 

0.0945 

38.32 

85 

46.68 

40.00 

18.67 

0.0150 

0.7737 

38.32 

80 

41.68 

30.00 

12.50 

0.0150 

1.4560 

38.61 

90 

51.39 

25.00 

12.85 

0.0150 

1.8712 

45.70 

155 

109.30 

30.00 

32.79 

0.0040 

1.4628 

39.92 

90 

50.08 

25.00 

12.52 

0.0150 

0.6110 

40.11 

85 

44.89 

40.00 

17.95 

0.0150 

0.0403 

40.11 

80 

39.89 

30.00 

11.97 

0.0150 

4.5462 

38.98 

90 

51.02 

30.00 

15.31 

0.0150 

3.9793 

60.29 

90 

29.71 

40.00 

11.88 

0.0150 

0.1247 

60.29 

165 

104.71 

35.00 

36.65 

0.0040 

0.5237 

37.55 

90 

52.45 

40.00 

20.98 

0.0150 

0.1065 

37.55 

165 

127.45 

35.00 

44.61 

0.0040 

0.1421 

37.55 

90 

52.45 

30.00 

15.73 

0.0150 

2.2784 

37.55 

155 

117.45 

30.00 

35.23 

0.0040 

0.7490 

38.67 

90 

51.33 

40.00 

20.53 

0.0150 

0.0032 

38.67 

90 

51.33 

30.00 

15.40 

0.0150 

0.2428 

38.67 

155 

116.33 

30.00 

34.90 

0.0040 

0.7103 

3.77 

60 

56.23 

30.00 

16.87 

0.0300 

1.1424 

5.20 

50 

44.80 

40.00 

17.92 

0.0300 

0.0234 

5.20 

50 

44.80 

30.00 

13.44 

0.0300 

1.5648 

3.35 

60 

56.65 

30.00 

16.99 

0.0300 

1.0715 

18.97 

50 

31.03 

30.00 

9.31 

0.0300 

1.9505 

11.24 

50 

38.76 

40.00 

15.50 

0.0300 

0.0016 

11.24 

50 

38.76 

30.00 

11.63 

0.0300 

0.9212 

12.51 

50 

37.49 

40.00 

15.00 

0.0300 

0.9697 

12.51 

50 

37.49 

30.00 

11.25 

0.0300 

0.7424 

13.08 

50 

36.92 

40.00 

14.77 

0.0300 

1.1514 

13.08 

50 

36.92 

30.00 

11.08 

0.0300 

1.6108 

18.14 

50 

31.86 

30.00 

9.56 

0.0300 

0.3823 

6.39 

45 

38.61 

30.00 

11.58 

0.0300 

0.4419 

5.88 

45 

39.12 

30.00 

11.73 

0.0300 

1.6225 

17.55 

45 

27.45 

30.00 

8.23 

0.0300 

0.4397 

5.26 

60 

54.74 

30.00 

16.42 

0.0300 

2.3402 

12.83 

50 

37.17 

40.00 

14.87 

0.0300 

1.2053 

3.42 

60 

56.58 

30.00 

16.97 

0.0300 

0.5455 
























































































































































































































































































































































































































































































































































































































































































































































Zone (Fresh 
/ Saline) 



0802000700481400 


0802000700481900 


0802000500434200 


0802000500425100 


0802000700480400 


1.89 Saline 


10.14 Saline 


3.59 Saline 


1.06 Saline 


6.98 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.25 

50 

37.75 

40.00 

15.10 

0.0300 

0.7823 

12.25 

50 

37.75 

30.00 

11.33 

0.0300 

0.0247 

8.16 

60 

51.84 

30.00 

15.55 

0.0300 

0.2292 

4.39 

60 

55.61 

30.00 

16.68 

0.0300 

0.3188 

14.08 

50 

35.92 

40.00 

14.37 

0.0300 

0.0578 

14.08 

50 

35.92 

30.00 

10.77 

0.0300 

0.8950 

4.24 

60 

55.76 

30.00 

16.73 

0.0300 

2.1087 

13.16 

50 

36.84 

40.00 

14.74 

0.0300 

1.1357 

4.03 

50 

45.97 

40.00 

18.39 

0.0300 

3.7426 

4.03 

50 

45.97 

30.00 

13.79 

0.0300 

0.0318 

3.03 

60 

56.97 

30.00 

17.09 

0.0300 

0.7655 

3.45 

60 

56.55 

30.00 

16.97 

0.0300 

0.5851 

11.01 

50 

38.99 

30.00 

11.70 

0.0300 

1.7048 

13.13 

50 

36.87 

40.00 

14.75 

0.0300 

1.0376 

13.15 

50 

36.85 

40.00 

14.74 

0.0300 

1.2145 

13.15 

50 

36.85 

30.00 

11.06 

0.0300 

0.4622 

12.81 

50 

37.19 

40.00 

14.88 

0.0300 

0.8077 

12.81 

50 

37.19 

30.00 

11.16 

0.0300 

0.5343 

16.23 

50 

33.77 

30.00 

10.13 

0.0300 

0.7825 

17.43 

50 

32.57 

30.00 

9.77 

0.0300 

1.8718 

21.83 

60 

38.17 

30.00 

11.45 

0.0300 

0.6673 

16.06 

55 

38.94 

40.00 

15.58 

0.0300 

0.4451 

16.06 

50 

33.94 

30.00 

10.18 

0.0300 

0.6429 

6.96 

60 

53.04 

30.00 

15.91 

0.0300 

2.0039 

3.66 

60 

56.34 

30.00 

16.90 

0.0300 

1.1685 

12.01 

50 

37.99 

40.00 

15.20 

0.0300 

0.6905 

9.97 

60 

50.03 

30.00 

15.01 

0.0300 

0.6923 

10.77 

60 

49.23 

30.00 

14.77 

0.0300 

0.6344 

10.77 

60 

49.23 

30.00 

14.77 

0.0300 

1.5736 

5.94 

50 

44.06 

30.00 

13.22 

0.0300 

2.1176 

5.94 

50 

44.06 

30.00 

13.22 

0.0300 

0.2828 

2.98 

60 

57.02 

30.00 

17.11 

0.0300 

1.2510 

3.14 

60 

56.86 

30.00 

17.06 

0.0300 

2.8333 

26.46 

45 

18.54 

30.00 

5.56 

0.0300 

0.0063 

23.32 

45 

21.68 

30.00 

6.51 

0.0300 

0.0741 

2.87 

60 

57.13 

30.00 

17.14 

0.0300 

1.4908 

12.61 

50 

37.39 

40.00 

14.95 

0.0300 

1.1429 

12.61 

50 

37.39 

30.00 

11.22 

0.0300 

0.0060 

12.61 

50 

37.39 

30.00 

11.22 

0.0300 

0.1697 

15.19 

50 

34.81 

30.00 

10.44 

0.0300 

0.0000 

15.19 

50 

34.81 

30.00 

10.44 

0.0300 

0.5371 

13.13 

50 

36.87 

40.00 

14.75 

0.0300 

2.6190 

17.20 

50 

32.80 

30.00 

9.84 

0.0300 

0.4139 

3.29 

60 

56.71 

30.00 

17.01 

0.0300 

2.4645 

15.63 

55 

39.37 

40.00 

15.75 

0.0300 

0.1167 

15.63 

50 

34.37 

30.00 

10.31 

0.0300 

0.4630 

4.11 

60 

55.89 

30.00 

16.77 

0.0300 

0.4001 

10.57 

60 

49.43 

30.00 

14.83 

0.0300 

0.0007 

15.32 

50 

34.68 

30.00 

10.40 

0.0300 

0.4467 

15.32 

50 

34.68 

30.00 

10.40 

0.0300 

0.3413 

12.61 

50 

37.39 

30.00 

11.22 

0.0300 

0.6362 

11.67 

50 

38.33 

30.00 

11.50 

0.0300 

3.4978 

3.45 

60 

56.55 

30.00 

16.97 

0.0300 

1.8262 

2.89 

60 

57.11 

30.00 

17.13 

0.0300 

0.5459 

13.57 

50 

36.43 

40.00 

14.57 

0.0300 

0.8956 







































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone (Fresh 
/ Saline) 



0802000700483300 


0802000500437100 


2.05 Saline 


3.57 Saline 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

13.57 

50 

36.43 

30.00 

10.93 

0.0300 

1.2370 

13.57 

50 

36.43 

30.00 

10.93 

0.0300 

0.3813 

5.06 

45 

39.94 

30.00 

11.98 

0.0300 

0.8613 

14.04 

60 

45.96 

30.00 

13.79 

0.0300 

0.3007 

14.04 

60 

45.96 

30.00 

13.79 

0.0300 

0.3339 

14.04 

60 

45.96 

30.00 

13.79 

0.0300 

0.5089 

10.73 

60 

49.27 

30.00 

14.78 

0.0300 

0.3389 

12.45 

50 

37.55 

40.00 

15.02 

0.0300 

1.2981 

12.45 

50 

37.55 

30.00 

11.26 

0.0300 

0.0043 

12.45 

50 

37.55 

30.00 

11.26 

0.0300 

0.1317 

15.67 

55 

39.33 

40.00 

15.73 

0.0300 

0.0889 

15.67 

50 

34.33 

30.00 

10.30 

0.0300 

5.0435 

15.26 

50 

34.75 

30.00 

10.42 

0.0300 

0.5292 

3.33 

60 

56.67 

30.00 

17.00 

0.0300 

0.4326 

15.71 

55 

39.29 

40.00 

15.72 

0.0300 

0.8105 

15.71 

50 

34.29 

30.00 

10.29 

0.0300 

0.2908 

4.62 

60 

55.38 

30.00 

16.62 

0.0300 

1.2505 

15.36 

50 

34.64 

30.00 

10.39 

0.0300 

0.9853 

15.36 

50 

34.64 

30.00 

10.39 

0.0300 

0.0238 

12.43 

50 

37.57 

30.00 

11.27 

0.0300 

5.3388 

3.32 

60 

56.68 

30.00 

17.00 

0.0300 

2.3170 

14.43 

50 

35.57 

40.00 

14.23 

0.0300 

1.5904 

14.43 

50 

35.57 

30.00 

10.67 

0.0300 

0.6210 

26.05 

45 

18.95 

30.00 

5.69 

0.0300 

0.5622 

14.76 

45 

30.24 

30.00 

9.07 

0.0300 

0.4197 

12.37 

50 

37.63 

40.00 

15.05 

0.0300 

0.8684 

12.37 

50 

37.63 

30.00 

11.29 

0.0300 

0.0287 

12.37 

50 

37.63 

30.00 

11.29 

0.0300 

0.1378 

16.07 

55 

38.93 

40.00 

15.57 

0.0300 

0.1612 

16.07 

50 

33.93 

30.00 

10.18 

0.0300 

0.3626 

14.83 

50 

35.17 

40.00 

14.07 

0.0300 

0.0005 

14.83 

50 

35.17 

30.00 

10.55 

0.0300 

0.3348 

3.29 

60 

56.71 

30.00 

17.01 

0.0300 

0.8143 

15.72 

55 

39.28 

40.00 

15.71 

0.0300 

1.0466 

4.29 

60 

55.71 

30.00 

16.71 

0.0300 

0.6861 

15.69 

50 

34.31 

30.00 

10.29 

0.0300 

0.1228 

15.69 

50 

34.31 

30.00 

10.29 

0.0300 

1.0542 

12.66 

50 

37.34 

30.00 

11.20 

0.0300 

0.9858 

3.27 

60 

56.73 

30.00 

17.02 

0.0300 

0.5391 

4.20 

60 

55.80 

30.00 

16.74 

0.0300 

0.5825 

14.78 

50 

35.22 

30.00 

10.56 

0.0300 

0.4967 

14.78 

50 

35.22 

30.00 

10.56 

0.0300 

2.5251 

20.06 

45 

24.94 

30.00 

7.48 

0.0300 

0.2592 

20.06 

45 

24.94 

30.00 

7.48 

0.0300 

0.3697 

13.47 

45 

31.53 

30.00 

9.46 

0.0300 

0.8327 

6.50 

45 

38.50 

30.00 

11.55 

0.0300 

0.6838 

11.84 

50 

38.16 

40.00 

15.26 

0.0300 

0.4518 

11.84 

50 

38.16 

30.00 

11.45 

0.0300 

0.0279 

17.87 

50 

32.13 

30.00 

9.64 

0.0300 

0.4642 

3.36 

60 

56.64 

30.00 

16.99 

0.0300 

1.3698 

4.71 

60 

55.29 

30.00 

16.59 

0.0300 

0.6884 

15.47 

50 

34.53 

30.00 

10.36 

0.0300 

0.0345 

15.47 

50 

34.53 

30.00 

10.36 

0.0300 

0.9716 

12.68 

50 

37.32 

30.00 

11.20 

0.0300 

0.6879 

3.53 

60 

56.47 

30.00 

16.94 

0.0300 

1.8130 

















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



13 KWD-A 


13 KWD-B 


13 RWD 


14 AG 


14 AMS 


14 BARANI 


14 BPM 


14DPN 


14 DWD 


14JGW 


14 KM 


14 RWD 


15 AG 


15 AMS 


15 BARANI 


15 BPM 


15 DPN 


15 DWD 


15 JGW 


15 KWD 


15 RWD 


16 AG 


16 AMS 


16 DWD 


16 KWD 


16 NTR 


16 RWD-A 


17 AG 


17 AMS 


17 DPN 


17 DWD 


17 RWD 


18 AG 


18 AMS 


18 DPN 


18 RWD 


19 AMS 


19 DPN 


Census Code 


0802000500424600 


0802000500420700 


0802000200344600 


0802000300385700 


0802000700478300 


0802000600459000 


0802000500432000 


0802000600461600 


0802000500427100 


0802000700483200 


0802000500437200 


0802000600448600 


0802000300385600 


0802000700474300 


0802000600459600 


0802000500431900 


0802000600461800 


0802000500427200 


0802000700483400 


0802000500424000 


0802000600448500 


0802000300385500 


0802000700478400 



Zone (Fresh 
/ Saline) 


0802000500427300 


0802000500423900 


0802000600461000 


0802000600449800 


0802000300385400 


0802000700478500 


0802000600461500 


0802000500426800 


0802000600449000 


0802000300385000 


0802000700473800 


0802000600461200 


0802000600448700 


0802000700473700 


0802000600464200 


1.83 Saline 


2.02 Saline 


3.43 Fresh 


Saline 


3.32 Saline 


5.81 Fresh 


Saline 


7.41 Saline 


1.26 Saline 


5.63 Fresh 


Saline 


1.78 Saline 


5.07 Saline 


1.22 Saline 


12.07 Saline 



1.57 Saline 


7.57 Fresh 


Saline 



3.38 Fresh 


Saline 


2.68 Saline 


3.08 Saline 


7.68 Saline 


5.26 Saline 


2.18 Saline 


3.63 Fresh 


Saline 


6.81 Saline 


4.98 Saline 


2.48 Saline 


0.90 Saline 


0.56 Fresh 


6.14 Saline 


2.30 Saline 


3.38 Fresh 


6.51 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

6.46 

60 

53.54 

30.00 

16.06 

0.0300 

0.0952 

4.40 

60 

55.60 

30.00 

16.68 

0.0300 

1.0120 

26.11 

45 

18.89 

40.00 

7.56 

0.0300 

0.0353 

26.11 

45 

18.89 

30.00 

5.67 

0.0300 

0.0448 

26.11 

45 

18.89 

30.00 

5.67 

0.0300 

0.4374 

7.91 

45 

37.09 

30.00 

11.13 

0.0300 

1.1070 

12.45 

50 

37.55 

40.00 

15.02 

0.0300 

1.1580 

12.45 

50 

37.55 

30.00 

11.27 

0.0300 

0.2645 

12.45 

50 

37.55 

30.00 

11.27 

0.0300 

0.8314 

18.39 

50 

31.61 

30.00 

9.48 

0.0300 

1.3877 

3.72 

60 

56.28 

30.00 

16.88 

0.0300 

0.6406 

15.68 

55 

39.32 

40.00 

15.73 

0.0300 

0.5392 

15.68 

50 

34.32 

30.00 

10.29 

0.0300 

1.2498 

3.93 

60 

56.07 

30.00 

16.82 

0.0300 

0.8993 

12.86 

50 

37.14 

30.00 

11.14 

0.0300 

1.6934 

3.39 

60 

56.61 

30.00 

16.98 

0.0300 

0.6201 

18.04 

50 

31.96 

30.00 

9.59 

0.0300 

0.1481 

18.04 

50 

31.96 

30.00 

9.59 

0.0300 

1.6241 

8.48 

45 

36.52 

30.00 

10.96 

0.0300 

0.1947 

11.47 

50 

38.53 

40.00 

15.41 

0.0300 

0.8105 

16.92 

50 

33.08 

30.00 

9.92 

0.0300 

1.1131 

3.92 

60 

56.08 

30.00 

16.83 

0.0300 

1.1081 

15.70 

55 

39.30 

40.00 

15.72 

0.0300 

0.6347 

15.70 

50 

34.30 

30.00 

10.29 

0.0300 

0.0073 

3.84 

60 

56.16 

30.00 

16.85 

0.0300 

0.6247 

12.77 

50 

37.23 

40.00 

14.89 

0.0300 

0.1778 

12.77 

50 

37.23 

30.00 

11.17 

0.0300 

0.4361 

8.18 

60 

51.82 

30.00 

15.55 

0.0300 

0.2854 

8.32 

50 

41.68 

30.00 

12.50 

0.0300 

0.3754 

8.32 

50 

41.68 

30.00 

12.50 

0.0300 

0.7601 

7.64 

45 

37.36 

30.00 

11.21 

0.0300 

0.5140 

12.54 

50 

37.46 

40.00 

14.99 

0.0300 

0.5219 

12.54 

50 

37.46 

30.00 

11.24 

0.0300 

0.3945 

12.54 

50 

37.46 

30.00 

11.24 

0.0300 

1.7663 

15.71 

55 

39.29 

40.00 

15.72 

0.0300 

0.8294 

15.71 

50 

34.29 

30.00 

10.29 

0.0300 

0.1598 

4.30 

60 

55.70 

30.00 

16.71 

0.0300 

1.3444 

9.93 

60 

50.07 

30.00 

15.02 

0.0300 

0.0006 

15.97 

50 

34.03 

30.00 

10.21 

0.0300 

0.0260 

17.40 

50 

32.60 

30.00 

9.78 

0.0300 

1.4762 

6.68 

45 

38.32 

30.00 

11.50 

0.0300 

0.6870 

12.45 

50 

37.55 

40.00 

15.02 

0.0300 

0.4443 

12.45 

50 

37.55 

30.00 

11.26 

0.0300 

0.8599 

12.45 

50 

37.55 

30.00 

11.26 

0.0300 

0.0323 

15.68 

50 

34.32 

30.00 

10.30 

0.0300 

0.3008 

3.26 

60 

56.74 

30.00 

17.02 

0.0300 

1.1316 

7.72 

50 

42.28 

30.00 

12.68 

0.0300 

0.2594 

7.72 

50 

42.28 

30.00 

12.68 

0.0300 

0.6829 

6.35 

45 

38.65 

30.00 

11.59 

0.0300 

0.1736 

12.25 

50 

37.75 

40.00 

15.10 

0.0300 

0.0982 

15.94 

50 

34.06 

30.00 

10.22 

0.0300 

0.0340 

14.70 

50 

35.30 

30.00 

10.59 

0.0300 

0.3968 

14.70 

50 

35.30 

30.00 

10.59 

0.0300 

0.3349 

12.25 

50 

37.75 

40.00 

15.10 

0.0300 

0.7754 

16.16 

55 

38.84 

40.00 

15.53 

0.0300 

0.5119 




























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone (Fresh 
/ Saline) 



0802000600461100 


3.10 Saline 


1.60 Saline 


3.30 Saline 


2.64 Saline 


3.17 Saline 


6.78 Fresh 


Saline 


5.19 Saline 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

16.16 

50 

33.84 

30.00 

10.15 

0.0300 

1.4867 

4.27 

60 

55.73 

30.00 

16.72 

0.0300 

0.6486 

7.33 

50 

42.67 

30.00 

12.80 

0.0300 

0.7275 

7.33 

50 

42.67 

30.00 

12.80 

0.0300 

0.8387 

5.09 

45 

39.91 

30.00 

11.97 

0.0300 

1.1344 

5.31 

50 

44.69 

40.00 

17.87 

0.0300 

0.0334 

5.31 

50 

44.69 

30.00 

13.41 

0.0300 

2.0370 

2.94 

60 

57.06 

30.00 

17.12 

0.0300 

0.6945 

11.84 

50 

38.16 

30.00 

11.45 

0.0300 

0.5900 

13.07 

50 

36.93 

30.00 

11.08 

0.0300 

1.2479 

13.07 

50 

36.93 

30.00 

11.08 

0.0300 

0.0075 

13.22 

50 

36.78 

40.00 

14.71 

0.0300 

1.4434 

5.37 

60 

54.63 

30.00 

16.39 

0.0300 

1.5128 

3.91 

60 

56.09 

30.00 

16.83 

0.0300 

0.7524 

15.94 

45 

29.06 

30.00 

8.72 

0.0300 

0.6453 

5.37 

60 

54.63 

30.00 

16.39 

0.0300 

1.7251 

5.29 

50 

44.71 

40.00 

17.88 

0.0300 

2.1680 

5.29 

50 

44.71 

30.00 

13.41 

0.0300 

0.3289 

5.29 

50 

44.71 

30.00 

13.41 

0.0300 

0.0038 

3.49 

60 

56.51 

30.00 

16.95 

0.0300 

0.8102 

12.86 

50 

37.14 

40.00 

14.85 

0.0300 

0.2630 

12.86 

50 

37.14 

30.00 

11.14 

0.0300 

0.3262 

6.28 

60 

53.72 

30.00 

16.12 

0.0300 

0.0063 

4.93 

60 

55.07 

30.00 

16.52 

0.0300 

0.1114 

15.17 

55 

39.84 

40.00 

15.93 

0.0300 

0.4377 

15.17 

50 

34.84 

30.00 

10.45 

0.0300 

1.4763 

13.36 

50 

36.64 

40.00 

14.65 

0.0300 

1.4784 

4.24 

50 

45.76 

40.00 

18.30 

0.0300 

0.3203 

4.24 

50 

45.76 

40.00 

18.30 

0.0300 

0.0003 

4.24 

50 

45.76 

30.00 

13.73 

0.0300 

0.3895 

4.24 

50 

45.76 

30.00 

13.73 

0.0300 

0.7221 

5.34 

60 

54.66 

30.00 

16.40 

0.0300 

1.5943 

3.77 

60 

56.23 

30.00 

16.87 

0.0300 

1.4279 

7.25 

50 

42.75 

30.00 

12.83 

0.0300 

1.2251 

7.25 

50 

42.75 

30.00 

12.83 

0.0300 

0.1126 

14.84 

50 

35.16 

30.00 

10.55 

0.0300 

0.2925 

3.16 

60 

56.84 

30.00 

17.05 

0.0300 

1.1206 

4.55 

45 

40.45 

30.00 

12.13 

0.0300 

0.0969 

12.95 

50 

37.05 

30.00 

11.12 

0.0300 

0.9146 

12.94 

50 

37.06 

40.00 

14.83 

0.0300 

0.1583 

12.94 

50 

37.06 

30.00 

11.12 

0.0300 

0.8170 

9.82 

60 

50.18 

30.00 

15.05 

0.0300 

1.0066 

13.62 

50 

36.38 

30.00 

10.91 

0.0300 

0.0157 

3.41 

60 

56.59 

30.00 

16.98 

0.0300 

0.8092 

10.78 

50 

39.22 

40.00 

15.69 

0.0300 

0.0133 

12.49 

60 

47.51 

30.00 

14.25 

0.0300 

2.3765 

12.49 

60 

47.51 

30.00 

14.25 

0.0300 

0.6494 

4.73 

50 

45.27 

30.00 

13.58 

0.0300 

1.2624 

3.17 

60 

56.83 

30.00 

17.05 

0.0300 

0.8178 

3.34 

60 

56.66 

30.00 

17.00 

0.0300 

1.6807 

3.91 

60 

56.09 

30.00 

16.83 

0.0300 

0.7396 

5.22 

45 

39.78 

30.00 

11.93 

0.0300 

1.1058 

12.23 

50 

37.77 

40.00 

15.11 

0.0300 

1.8454 

12.23 

50 

37.77 

30.00 

11.33 

0.0300 

0.0174 

16.03 

50 

33.97 

30.00 

10.19 

0.0300 

0.0407 
































































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

10.45 

50 

39.55 

30.00 

11.86 

0.0300 

1.3873 

12.35 

50 

37.65 

30.00 

11.29 

0.0300 

0.5233 

12.35 

50 

37.65 

30.00 

11.29 

0.0300 

0.8250 

11.40 

50 

38.60 

30.00 

11.58 

0.0300 

0.4441 

11.40 

50 

38.60 

30.00 

11.58 

0.0300 

1.1233 

21.64 

60 

38.36 

30.00 

11.51 

0.0300 

0.1287 

21.64 

60 

38.36 

30.00 

11.51 

0.0300 

0.3925 

5.28 

45 

39.72 

30.00 

11.92 

0.0300 

0.9450 

6.68 

60 

53.32 

30.00 

16.00 

0.0300 

1.6805 

6.68 

60 

53.32 

30.00 

16.00 

0.0300 

0.1833 

4.83 

60 

55.17 

30.00 

16.55 

0.0300 

0.9616 

3.79 

60 

56.21 

30.00 

16.86 

0.0300 

2.4302 

16.31 

50 

33.69 

30.00 

10.11 

0.0300 

0.3749 

18.58 

45 

26.42 

30.00 

7.93 

0.0300 

0.0416 

18.19 

50 

31.81 

30.00 

9.54 

0.0300 

0.0368 

15.59 

60 

44.41 

30.00 

13.32 

0.0300 

1.0702 

17.97 

60 

42.03 

30.00 

12.61 

0.0300 

1.8489 

19.24 

60 

40.76 

30.00 

12.23 

0.0300 

1.9858 

3.85 

60 

56.15 

30.00 

16.85 

0.0300 

1.8773 

16.94 

50 

33.06 

30.00 

9.92 

0.0300 

0.9303 

16.94 

50 

33.06 

30.00 

9.92 

0.0300 

0.1782 

17.51 

55 

37.49 

40.00 

15.00 

0.0300 

0.7208 

17.51 

50 

32.49 

30.00 

9.75 

0.0300 

0.8653 

15.28 

60 

44.72 

30.00 

13.42 

0.0300 

0.7682 

15.28 

60 

44.72 

30.00 

13.42 

0.0300 

0.0810 

16.80 

50 

33.20 

30.00 

9.96 

0.0300 

1.1411 

18.89 

50 

31.11 

30.00 

9.33 

0.0300 

0.0233 

18.37 

60 

41.63 

30.00 

12.49 

0.0300 

0.4836 

18.37 

60 

41.63 

30.00 

12.49 

0.0300 

0.9179 

20.23 

60 

39.77 

30.00 

11.93 

0.0300 

0.1086 

20.23 

60 

39.77 

30.00 

11.93 

0.0300 

0.9240 

20.23 

60 

39.77 

30.00 

11.93 

0.0300 

0.7009 

16.91 

55 

38.09 

40.00 

15.24 

0.0300 

0.0576 

16.91 

50 

33.09 

30.00 

9.93 

0.0300 

1.3157 

18.55 

55 

36.45 

40.00 

14.58 

0.0300 

0.0071 

18.55 

50 

31.45 

30.00 

9.44 

0.0300 

0.7757 

20.62 

60 

39.38 

30.00 

11.81 

0.0300 

2.2649 

17.89 

50 

32.11 

30.00 

9.63 

0.0300 

1.6313 

21.50 

60 

38.50 

30.00 

11.55 

0.0300 

1.3967 

21.50 

60 

38.50 

30.00 

11.55 

0.0300 

0.6171 

18.77 

50 

31.23 

30.00 

9.37 

0.0300 

0.0016 

21.76 

60 

38.24 

30.00 

11.47 

0.0300 

1.8232 

21.76 

60 

38.24 

30.00 

11.47 

0.0300 

0.4852 

19.14 

60 

40.87 

30.00 

12.26 

0.0300 

0.6605 

19.14 

60 

40.87 

30.00 

12.26 

0.0300 

0.0005 

17.18 

60 

42.82 

30.00 

12.85 

0.0300 

0.8888 

3.49 

60 

56.51 

30.00 

16.95 

0.0300 

0.6849 

4.18 

50 

45.82 

40.00 

18.33 

0.0300 

0.7890 

4.18 

50 

45.82 

30.00 

13.75 

0.0300 

0.2183 

2.90 

60 

57.10 

30.00 

17.13 

0.0300 

1.5090 

13.23 

50 

36.77 

40.00 

14.71 

0.0300 

0.1569 

13.23 

50 

36.77 

40.00 

14.71 

0.0300 

0.0558 

13.23 

50 

36.77 

30.00 

11.03 

0.0300 

0.9365 

13.23 

50 

36.77 

30.00 

11.03 

0.0300 

0.2194 

5.74 

45 

39.26 

30.00 

11.78 

0.0300 

1.6155 














































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 

Younger Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

4.99 

45 

40.01 

30.00 

12.00 

0.0300 

1.9849 

8.68 

45 

36.32 

30.00 

10.90 

0.0300 

0.7163 

13.12 

50 

36.88 

40.00 

14.75 

0.0300 

1.4476 

13.12 

50 

36.88 

30.00 

11.06 

0.0300 

0.0926 

3.53 

60 

56.47 

30.00 

16.94 

0.0300 

1.2646 

3.56 

60 

56.44 

30.00 

16.93 

0.0300 

0.4551 

4.43 

60 

55.57 

30.00 

16.67 

0.0300 

0.2735 

14.34 

50 

35.66 

30.00 

10.70 

0.0300 

0.9262 

13.05 

50 

36.95 

40.00 

14.78 

0.0300 

1.4909 

6.52 

50 

43.48 

40.00 

17.39 

0.0300 

0.0107 

6.52 

50 

43.48 

30.00 

13.04 

0.0300 

1.4597 

7.40 

60 

52.60 

30.00 

15.78 

0.0300 

0.9245 

5.99 

50 

44.01 

30.00 

13.20 

0.0300 

0.6949 

5.99 

50 

44.01 

30.00 

13.20 

0.0300 

0.0038 

13.22 

50 

36.78 

40.00 

14.71 

0.0300 

1.0739 

13.22 

50 

36.78 

30.00 

11.04 

0.0300 

1.5534 

13.22 

50 

36.78 

30.00 

11.04 

0.0300 

1.4822 

2.89 

60 

57.11 

30.00 

17.13 

0.0300 

1.2365 

3.60 

45 

41.40 

30.00 

12.42 

0.0300 

1.9019 

12.72 

50 

37.28 

30.00 

11.18 

0.0300 

1.2742 

13.14 

50 

36.86 

30.00 

11.06 

0.0300 

2.0165 

16.25 

50 

33.75 

30.00 

10.12 

0.0300 

0.6569 

16.25 

50 

33.75 

30.00 

10.12 

0.0300 

0.4647 

5.49 

60 

54.51 

30.00 

16.35 

0.0300 

0.8561 

3.13 

60 

56.87 

30.00 

17.06 

0.0300 

0.8341 

7.16 

60 

52.84 

30.00 

15.85 

0.0300 

2.5896 

7.16 

60 

52.84 

30.00 

15.85 

0.0300 

0.0720 

7.16 

60 

52.84 

30.00 

15.85 

0.0300 

0.1215 

8.18 

60 

51.82 

30.00 

15.55 

0.0300 

2.3412 

8.18 

60 

51.82 

30.00 

15.55 

0.0300 

0.0486 

8.18 

60 

51.82 

30.00 

15.55 

0.0300 

1.0559 

2.90 

60 

57.10 

30.00 

17.13 

0.0300 

0.9936 

4.21 

60 

55.79 

30.00 

16.74 

0.0300 

1.2949 

4.33 

60 

55.67 

30.00 

16.70 

0.0300 

4.3723 

5.03 

50 

44.97 

40.00 

17.99 

0.0300 

0.2261 

5.03 

50 

44.97 

30.00 

13.49 

0.0300 

1.7036 

13.06 

50 

36.94 

40.00 

14.77 

0.0300 

0.7602 

16.70 

50 

33.30 

30.00 

9.99 

0.0300 

0.0236 

3.75 

60 

56.25 

30.00 

16.88 

0.0300 

0.8098 

20.24 

45 

24.76 

30.00 

7.43 

0.0300 

0.7115 

5.29 

60 

54.71 

30.00 

16.41 

0.0300 

2.5447 

8.71 

50 

41.29 

40.00 

16.51 

0.0300 

0.3904 

8.71 

50 

41.29 

30.00 

12.39 

0.0300 

0.2721 

8.71 

50 

41.29 

30.00 

12.39 

0.0300 

0.3546 

3.56 

60 

56.44 

30.00 

16.93 

0.0300 

0.8192 

9.02 

60 

50.98 

30.00 

15.30 

0.0300 

0.2571 

12.85 

50 

37.15 

40.00 

14.86 

0.0300 

0.4566 

12.85 

50 

37.15 

30.00 

11.14 

0.0300 

0.2091 

12.85 

50 

37.15 

30.00 

11.14 

0.0300 

2.3811 

10.06 

50 

39.94 

40.00 

15.98 

0.0300 

0.0064 

10.06 

50 

39.94 

30.00 

11.98 

0.0300 

3.0162 

4.58 

60 

55.42 

30.00 

16.63 

0.0300 

1.0575 

3.00 

60 

57.00 

30.00 

17.10 

0.0300 

0.9633 

2.91 

60 

57.09 

30.00 

17.13 

0.0300 

0.6177 

12.27 

50 

37.73 

30.00 

11.32 

0.0300 

1.1858 



























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Census Code 



Zone (Fresh 
/ Saline) 


4 MZW 


4 NTR 


4 PPM 


4 RWM 


4 SDR 


4 SPD 


4 SPM 


4 ZWD 


5 AM 


5 AMS 


5 BARANI 


5 BHD 


5 BPM 


5 BRN 


5 BWM 


5 CHN 


5 KM 


5 KWD 


5 KWM 


5 LK 


5 MRN 


5 NTR 


5 PPM 


5 RMG 


5 RWM 


5 SPM 


5 ZWD 


6 AM 


6 AMS 


0802000200342300 


0802000700471800 


0802000600451000 


0802000500429800 


0802000700473900 


0802000500418200 


0802000500435100 


0802000500417900 


0802000500426000 


0802000700476000 


0802000700472600 


0802000700484200 


0802000500432800 


0802000200344000 


0802000500433000 


0802000700477200 



0802000600449200 


0802000500420000 


0802000500420300 


0802000300384100 


0802000700475300 


0802000700471700 


0802000600450900 


0802000600463800 


0802000500429400 


0802000500436900 


0802000500417600 


0802000500426300 


0802000700475900 



8.60 Fresh 


Saline 


2.22 Fresh 


Saline 


3.17 Fresh 


Saline 


2.75 Fresh 




2.46 Saline 


2.30 Saline 


5.64 Saline 


3.02 Saline 


2.99 Fresh 


Saline 


6.46 Fresh 


Saline 



0802000500433400 


2.93 Saline 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

13.22 

50 

36.78 

40.00 

14.71 

0.0300 

0.5576 

13.22 

50 

36.78 

30.00 

11.03 

0.0300 

1.1057 

10.85 

45 

34.15 

30.00 

10.25 

0.0300 

0.8459 

14.87 

50 

35.13 

30.00 

10.54 

0.0300 

0.1675 

21.84 

50 

28.16 

30.00 

8.45 

0.0300 

0.0165 

8.43 

60 

51.57 

30.00 

15.47 

0.0300 

0.4614 

11.89 

50 

38.11 

40.00 

15.24 

0.0300 

0.4323 

8.92 

60 

51.08 

30.00 

15.33 

0.0300 

0.2172 

4.08 

60 

55.92 

30.00 

16.78 

0.0300 

2.5899 

5.85 

60 

54.15 

30.00 

16.24 

0.0300 

0.0203 

3.10 

60 

56.90 

30.00 

17.07 

0.0300 

0.8744 

5.27 

50 

44.73 

40.00 

17.89 

0.0300 

0.8985 

5.27 

50 

44.73 

30.00 

13.42 

0.0300 

2.4613 

11.36 

50 

38.64 

40.00 

15.45 

0.0300 

0.3595 

13.25 

50 

36.75 

40.00 

14.70 

0.0300 

1.9191 

4.77 

60 

55.23 

30.00 

16.57 

0.0300 

1.4331 

8.35 

45 

36.65 

30.00 

10.99 

0.0300 

0.9140 

5.30 

60 

54.70 

30.00 

16.41 

0.0300 

3.0461 

12.94 

50 

37.06 

40.00 

14.82 

0.0300 

0.0787 

12.94 

50 

37.06 

30.00 

11.12 

0.0300 

0.3248 

12.94 

50 

37.06 

30.00 

11.12 

0.0300 

0.8724 

15.68 

55 

39.32 

40.00 

15.73 

0.0300 

1.4646 

15.68 

50 

34.32 

30.00 

10.30 

0.0300 

1.6983 

14.89 

50 

35.11 

40.00 

14.04 

0.0300 

0.3059 

14.89 

50 

35.11 

30.00 

10.53 

0.0300 

0.4717 

12.98 

50 

37.02 

40.00 

14.81 

0.0300 

1.2678 

12.98 

50 

37.02 

30.00 

11.10 

0.0300 

0.1063 

4.15 

50 

45.85 

40.00 

18.34 

0.0300 

0.4575 

4.15 

50 

45.85 

40.00 

18.34 

0.0300 

0.0049 

4.15 

50 

45.85 

30.00 

13.75 

0.0300 

0.2397 

4.15 

50 

45.85 

30.00 

13.75 

0.0300 

0.5486 

5.31 

50 

44.69 

30.00 

13.41 

0.0300 

1.3899 

2.89 

60 

57.11 

30.00 

17.13 

0.0300 

0.9311 

2.90 

60 

57.10 

30.00 

17.13 

0.0300 

0.9806 

4.25 

45 

40.75 

30.00 

12.22 

0.0300 

0.3423 

11.93 

50 

38.07 

40.00 

15.23 

0.0300 

0.0054 

11.93 

50 

38.07 

30.00 

11.42 

0.0300 

3.1655 

13.66 

50 

36.34 

40.00 

14.54 

0.0300 

0.0157 

13.66 

50 

36.34 

30.00 

10.90 

0.0300 

0.9979 

15.46 

50 

34.54 

30.00 

10.36 

0.0300 

0.0151 

21.85 

50 

28.15 

30.00 

8.45 

0.0300 

0.0001 

16.08 

50 

33.92 

30.00 

10.18 

0.0300 

0.3243 

16.08 

50 

33.92 

30.00 

10.18 

0.0300 

1.3547 

5.51 

60 

54.49 

30.00 

16.35 

0.0300 

1.2062 

6.30 

60 

53.70 

30.00 

16.11 

0.0300 

1.1097 

3.76 

60 

56.24 

30.00 

16.87 

0.0300 

0.6574 

2.96 

60 

57.04 

30.00 

17.11 

0.0300 

1.5520 

4.80 

50 

45.20 

40.00 

18.08 

0.0300 

0.6226 

4.80 

50 

45.20 

30.00 

13.56 

0.0300 

0.7491 

12.37 

50 

37.63 

40.00 

15.05 

0.0300 

0.1777 

12.37 

50 

37.63 

30.00 

11.29 

0.0300 

1.3053 

12.37 

50 

37.63 

30.00 

11.29 

0.0300 

0.7478 

13.73 

50 

36.27 

40.00 

14.51 

0.0300 

1.0051 

13.73 

50 

36.27 

40.00 

14.51 

0.0300 

0.1680 

5.14 

60 

54.86 

30.00 

16.46 

0.0300 

1.4463 


























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



6 KM 


6 KWD 


6 KWM 


6 MRN 


6 RMG 


6 RWM 


6 SPM 


7 AM 


7 AMS 


7 BPM 


7 BPSM 


7 DPN 


7 DWD 


7 GGM 


7 JGW 


7 JSL 


7 KM 


7 KWD 


7 MRN 


7 MZW 


7 RMG 


7 RWM 


7 SPM 


Census Code 


0802000500432500 


0802000200344100 


0802000700482300 


0802000500433600 


0802000500425500 


0802000500425000 


0802000700475200 


0802000600463900 


0802000500429300 


0802000500437000 


0802000500426200 


0802000700475800 


0802000500433900 


0802000500432400 


0802000700472000 


0802000500431400 


0802000600462800 


0802000700477800 


0802000700482000 


0802000500433800 


0802000500424900 


0802000700474900 


0802000200342000 


0802000600464300 


0802000500429200 


0802000500437700 



Zone (Fresh 
/ Saline) 


2.29 Saline 


3.28 Saline 


2.72 Saline 






1.55 Saline 


1.58 Saline 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

3.41 

60 

56.59 

30.00 

16.98 

0.0300 

1.1666 

5.62 

45 

39.38 

30.00 

11.81 

0.0300 

1.1616 

10.00 

50 

40.00 

30.00 

12.00 

0.0300 

0.0566 

10.00 

50 

40.00 

30.00 

12.00 

0.0300 

0.9212 

13.43 

50 

36.57 

40.00 

14.63 

0.0300 

0.1282 

13.43 

50 

36.57 

30.00 

10.97 

0.0300 

0.5127 

15.19 

55 

39.81 

40.00 

15.93 

0.0300 

1.2099 

15.19 

50 

34.81 

30.00 

10.44 

0.0300 

0.9070 

14.89 

50 

35.11 

40.00 

14.05 

0.0300 

0.0406 

14.89 

50 

35.11 

30.00 

10.53 

0.0300 

1.5399 

14.89 

50 

35.11 

30.00 

10.53 

0.0300 

0.2537 

12.82 

50 

37.18 

40.00 

14.87 

0.0300 

0.1817 

12.82 

50 

37.18 

30.00 

11.16 

0.0300 

0.2769 

12.82 

50 

37.18 

30.00 

11.16 

0.0300 

0.7425 

10.73 

50 

39.27 

40.00 

15.71 

0.0300 

0.0042 

10.73 

50 

39.27 

30.00 

11.78 

0.0300 

2.6278 

4.02 

60 

55.98 

30.00 

16.79 

0.0300 

0.9509 

2.85 

60 

57.15 

30.00 

17.14 

0.0300 

0.6354 

2.97 

60 

57.03 

30.00 

17.11 

0.0300 

0.5833 

11.14 

50 

38.86 

40.00 

15.54 

0.0300 

0.0095 

11.14 

50 

38.86 

30.00 

11.66 

0.0300 

1.1475 

13.20 

50 

36.80 

40.00 

14.72 

0.0300 

1.9545 

13.20 

50 

36.80 

30.00 

11.04 

0.0300 

0.0007 

16.60 

50 

33.40 

30.00 

10.02 

0.0300 

0.9680 

5.92 

60 

54.08 

30.00 

16.22 

0.0300 

0.6385 

4.31 

60 

55.69 

30.00 

16.71 

0.0300 

1.9558 

3.36 

60 

56.64 

30.00 

16.99 

0.0300 

1.2262 

6.82 

50 

43.18 

40.00 

17.27 

0.0300 

0.9821 

6.82 

50 

43.18 

30.00 

12.95 

0.0300 

1.2407 

12.77 

50 

37.23 

40.00 

14.89 

0.0300 

0.6489 

12.77 

50 

37.23 

30.00 

11.17 

0.0300 

1.3121 

14.59 

50 

35.41 

40.00 

14.17 

0.0300 

0.1753 

14.59 

50 

35.41 

40.00 

14.17 

0.0300 

0.2817 

14.59 

50 

35.41 

30.00 

10.62 

0.0300 

0.2144 

14.59 

50 

35.41 

30.00 

10.62 

0.0300 

0.7620 

3.63 

60 

56.37 

30.00 

16.91 

0.0300 

0.5346 

3.61 

60 

56.39 

30.00 

16.92 

0.0300 

1.1418 

14.64 

50 

35.36 

40.00 

14.15 

0.0300 

0.1665 

14.64 

50 

35.36 

30.00 

10.61 

0.0300 

0.5644 

7.16 

60 

52.84 

30.00 

15.85 

0.0300 

0.0112 

15.52 

50 

34.48 

30.00 

10.34 

0.0300 

0.4413 

12.71 

50 

37.29 

30.00 

11.19 

0.0300 

0.9516 

10.40 

50 

39.60 

30.00 

11.88 

0.0300 

1.5759 

3.53 

60 

56.47 

30.00 

16.94 

0.0300 

1.1036 

2.98 

60 

57.02 

30.00 

17.11 

0.0300 

1.3002 

11.47 

50 

38.53 

40.00 

15.41 

0.0300 

0.0008 

11.47 

50 

38.53 

30.00 

11.56 

0.0300 

1.6974 

13.57 

50 

36.43 

40.00 

14.57 

0.0300 

1.0015 

13.57 

50 

36.43 

30.00 

10.93 

0.0300 

0.5635 

7.29 

45 

37.71 

30.00 

11.31 

0.0300 

0.0057 

16.58 

55 

38.42 

40.00 

15.37 

0.0300 

0.1668 

16.58 

50 

33.42 

30.00 

10.03 

0.0300 

0.7464 

16.58 

50 

33.42 

30.00 

10.03 

0.0300 

0.9222 

7.58 

60 

52.42 

30.00 

15.73 

0.0300 

0.6319 

3.83 

60 

56.17 

30.00 

16.85 

0.0300 

0.5453 

















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



8 DWD 


8 DWM 


8 JGW 


8 JSL 


8 KM 


8 KWD 


8 MRN 


8 MZW 


9 AM 


9 AMS 


9 BARANI 


9 DWD 


9 DWM 


9 GGM 


9 JGW 


9 JSL 


9 KM 


9 KWD 


9 MRN 


9 MZW 


9 NTR 


9 SPM 


91 RD 


99 RD 


Ajeetpura 


Census Code 


0802000500419100 


0802000500426600 


0802000700475700 


0802000500434400 


0802000700479500 


0802000500431500 


0802000500429100 


0802000700477900 


0802000700482600 


0802000500433700 


0802000500425200 


0802000700475000 


0802000200341900 


0802000500426400 


0802000700474500 


0802000600462900 


0802000700481200 



0802000700487400 


0802000500434100 


0802000600462200 


0802000500431600 


0802000500427900 


0802000600463700 


0802000700481500 


0802000700481800 


0802000500435000 


0802000500425300 


0802000700475100 


0802000300384600 


0802000700471600 


0802000500438500 


0802000500418700 


0802000500420800 


0802000700490700 







Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 


Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 


Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 


Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 


Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

3.10 

60 

56.90 

30.00 

17.07 

0.0300 

2.9078 

3.01 

60 

56.99 

30.00 

17.10 

0.0300 

0.9787 

12.96 

50 

37.04 

40.00 

14.81 

0.0300 

1.2142 

12.96 

50 

37.04 

30.00 

11.11 

0.0300 

1.3402 

15.49 

55 

39.51 

40.00 

15.80 

0.0300 

1.6409 

15.49 

50 

34.51 

30.00 

10.35 

0.0300 

0.5622 

13.01 

50 

36.99 

40.00 

14.79 

0.0300 

0.5399 

13.01 

50 

36.99 

40.00 

14.79 

0.0300 

0.2739 

14.50 

50 

35.50 

40.00 

14.20 

0.0300 

0.3127 

14.50 

50 

35.50 

40.00 

14.20 

0.0300 

0.0392 

14.50 

50 

35.50 

30.00 

10.65 

0.0300 

0.0458 

14.50 

50 

35.50 

30.00 

10.65 

0.0300 

0.1489 

3.31 

60 

56.69 

30.00 

17.01 

0.0300 

0.4825 

14.91 

50 

35.09 

40.00 

14.04 

0.0300 

0.9144 

14.91 

50 

35.09 

30.00 

10.53 

0.0300 

0.7844 

5.65 

60 

54.35 

30.00 

16.31 

0.0300 

0.6024 

8.94 

60 

51.06 

30.00 

15.32 

0.0300 

0.3430 

12.53 

50 

37.47 

30.00 

11.24 

0.0300 

2.3433 

8.92 

50 

41.08 

40.00 

16.43 

0.0300 

0.0178 

8.92 

50 

41.08 

30.00 

12.32 

0.0300 

5.7853 

3.95 

60 

56.05 

30.00 

16.82 

0.0300 

1.5032 

2.86 

60 

57.14 

30.00 

17.14 

0.0300 

0.8659 

10.81 

50 

39.19 

40.00 

15.68 

0.0300 

0.0037 

10.81 

50 

39.19 

30.00 

11.76 

0.0300 

3.6706 

13.12 

50 

36.88 

40.00 

14.75 

0.0300 

1.5246 

13.12 

50 

36.88 

30.00 

11.06 

0.0300 

0.3385 

5.92 

45 

39.08 

30.00 

11.72 

0.0300 

0.3451 

2.86 

60 

57.14 

30.00 

17.14 

0.0300 

0.5408 

12.37 

50 

37.63 

40.00 

15.05 

0.0300 

0.7393 

12.37 

50 

37.63 

30.00 

11.29 

0.0300 

1.1876 

15.23 

50 

34.77 

30.00 

10.43 

0.0300 

0.6041 

12.79 

50 

37.21 

40.00 

14.88 

0.0300 

1.8212 

12.79 

50 

37.21 

30.00 

11.16 

0.0300 

0.6753 

16.60 

50 

33.40 

30.00 

10.02 

0.0300 

0.8886 

3.32 

60 

56.68 

30.00 

17.00 

0.0300 

0.6257 

15.64 

55 

39.36 

40.00 

15.75 

0.0300 

0.6420 

15.64 

50 

34.36 

30.00 

10.31 

0.0300 

0.3325 

6.14 

60 

53.86 

30.00 

16.16 

0.0300 

0.5980 

6.35 

60 

53.65 

30.00 

16.09 

0.0300 

0.0389 

15.64 

50 

34.36 

30.00 

10.31 

0.0300 

1.0471 

15.64 

50 

34.36 

30.00 

10.31 

0.0300 

0.0196 

12.54 

50 

37.46 

30.00 

11.24 

0.0300 

0.9004 

12.12 

50 

37.88 

30.00 

11.36 

0.0300 

5.1584 

3.94 

60 

56.06 

30.00 

16.82 

0.0300 

1.8596 

2.90 

60 

57.10 

30.00 

17.13 

0.0300 

0.5472 

9.77 

50 

40.23 

40.00 

16.09 

0.0300 

0.0257 

9.77 

50 

40.23 

30.00 

12.07 

0.0300 

2.7521 

13.14 

50 

36.86 

40.00 

14.74 

0.0300 

1.1305 

13.14 

50 

36.86 

30.00 

11.06 

0.0300 

0.2739 

5.65 

45 

39.35 

30.00 

11.81 

0.0300 

0.2147 

15.60 

50 

34.40 

30.00 

10.32 

0.0300 

0.0102 

8.44 

60 

51.56 

30.00 

15.47 

0.0300 

0.1917 

7.01 

60 

52.99 

30.00 

15.90 

0.0300 

0.7400 

6.77 

60 

53.23 

30.00 

15.97 

0.0300 

1.6973 

14.16 

50 

35.84 

30.00 

10.75 

0.0300 

14.8450 
































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 
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Younger i 
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Younger ! 
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Older AIIl 


Younger ! 


Older AIIl 


Older AIIl 


Older AIIl 


Older AIIl 
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Older AIIl 
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Older AIIl 
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Younger ! 
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Older AIIl 


Younger !■ 
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Younger t 


Younger !■ 


Younger ! 


Younger l 


Younger i 


Older AIIl 


Younger ! 


Younger / 


Younger ! 


Younger I 


Younger ! 


Younger l 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


uvium 


Alluvium 


uvium 


uvium 


Alluvium 


Alluvium 


uvium 


uvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


uvium 


Alluvium 


uvium 


Alluvium 


Alluvium 


Alluvium 


uvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


uvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


uvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

17.63 

50 

32.37 

30.00 

9.71 

0.0300 

3.1320 

17.63 

50 

32.37 

30.00 

9.71 

0.0300 

0.3237 

12.84 

50 

37.16 

30.00 

11.15 

0.0300 

2.3830 

18.53 

50 

31.47 

30.00 

9.44 

0.0300 

8.5066 

21.88 

50 

28.12 

30.00 

8.44 

0.0300 

3.3611 

21.28 

50 

28.72 

30.00 

8.62 

0.0300 

5.8848 

13.97 

50 

36.03 

30.00 

10.81 

0.0300 

3.7156 

21.81 

50 

28.19 

30.00 

8.46 

0.0300 

3.8694 

19.33 

150 

130.67 

30.00 

39.20 

0.0040 

2.2928 

19.33 

150 

130.67 

30.00 

39.20 

0.0020 

2.2748 

35.17 

120 

84.83 

30.00 

25.45 

0.0150 

1.5471 

35.12 

120 

84.88 

30.00 

25.47 

0.0150 

1.2720 

34.26 

120 

85.74 

30.00 

25.72 

0.0150 

2.8147 

34.39 

120 

85.61 

30.00 

25.68 

0.0150 

1.7223 

34.69 

120 

85.31 

30.00 

25.59 

0.0150 

3.3847 

20.68 

150 

129.32 

30.00 

38.80 

0.0040 

1.5093 

18.22 

50 

31.78 

30.00 

9.53 

0.0300 

0.0566 

18.22 

50 

31.78 

30.00 

9.53 

0.0300 

9.0520 

27.25 

120 

92.75 

30.00 

27.83 

0.0150 

3.5877 

33.63 

120 

86.37 

30.00 

25.91 

0.0150 

3.7496 

19.66 

50 

30.34 

30.00 

9.10 

0.0300 

5.6098 

19.66 

50 

30.34 

30.00 

9.10 

0.0300 

2.6985 

13.26 

50 

36.74 

40.00 

14.70 

0.0300 

2.5674 

13.26 

50 

36.74 

40.00 

14.70 

0.0300 

3.1352 

19.26 

50 

30.74 

30.00 

9.22 

0.0300 

0.9134 

28.15 

120 

91.85 

30.00 

27.56 

0.0150 

3.3033 

19.20 

50 

30.80 

30.00 

9.24 

0.0300 

5.3813 

16.55 

150 

133.45 

30.00 

40.03 

0.0040 

0.6824 

15.98 

50 

34.02 

30.00 

10.21 

0.0300 

10.8003 

12.66 

50 

37.34 

30.00 

11.20 

0.0300 

4.6211 

13.87 

50 

36.13 

30.00 

10.84 

0.0300 

3.4869 

15.65 

150 

134.35 

30.00 

40.30 

0.0040 

1.2975 

29.75 

120 

90.25 

30.00 

27.08 

0.0150 

0.5245 

29.75 

120 

90.25 

30.00 

27.08 

0.0150 

0.3438 

13.16 

120 

106.84 

30.00 

32.05 

0.0200 

5.3302 

11.92 

50 

38.08 

40.00 

15.23 

0.0300 

0.0253 

11.92 

50 

38.08 

30.00 

11.42 

0.0300 

11.3200 

16.13 

50 

33.87 

30.00 

10.16 

0.0300 

5.7779 

19.86 

50 

30.14 

30.00 

9.04 

0.0300 

7.8703 

29.14 

80 

50.86 

20.00 

10.17 

0.0150 

0.0354 

22.53 

45 

22.47 

40.00 

8.99 

0.0300 

0.0201 

22.53 

45 

22.47 

40.00 

8.99 

0.0300 

0.2875 

22.53 

45 

22.47 

30.00 

6.74 

0.0300 

0.0551 

22.53 

45 

22.47 

30.00 

6.74 

0.0300 

0.3916 

17.75 

50 

32.25 

40.00 

12.90 

0.0300 

0.0033 

17.75 

50 

32.25 

30.00 

9.68 

0.0300 

1.4241 

21.71 

50 

28.29 

30.00 

8.49 

0.0300 

1.7150 

21.71 

50 

28.29 

30.00 

8.49 

0.0300 

0.1601 

22.03 

120 

97.97 

30.00 

29.39 

0.0150 

1.6547 

22.03 

120 

97.97 

30.00 

29.39 

0.0200 

2.6129 

21.74 

120 

98.26 

30.00 

29.48 

0.0200 

6.5014 

16.38 

50 

33.62 

30.00 

10.09 

0.0300 

3.7266 

19.47 

50 

30.53 

30.00 

9.16 

0.0300 

0.4304 

19.47 

50 

30.53 

30.00 

9.16 

0.0300 

2.1040 

19.47 

50 

30.53 

30.00 

9.16 

0.0300 

0.0000 


























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



BUDHER 


Chaharwala 


Chailanabas 


Chainpura Bara 


Chainpura Chhota 


CHAK DEIDASPURA 


Chak Ranasar 


Chak Sardarpura 


CHANAN 


Chanana 


CHOBARA 


Chubkiya Tal 


Dabli Dhani 


Dabri 


Census Code 


0802000700490900 


0804000200585200 


0804000200587600 


0804000200584700 


0804000200586000 


0802000600465100 


0805000100669400 


0802000600459800 


0802000700488400 


0804000200587800 


0802000700488800 


0804000200584600 


0804000200595900 


0802000700491400 



Zone (Fresh 
/ Saline) 


5.68 Saline 


5.26 Saline 


8.52 Saline 


13.88 Saline 


24.26 Saline 


12.59 Saline 



1.43 Saline 


13.82 Saline 


6.35 Saline 


8.40 Saline 


5.56 Saline 


11.47 Saline 



7.72 Saline 


32.97 Fresh 



Dhani Bari 


Dhani Charnan 


0804000200582400 


0802000600464900 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Command 

Younger Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Younger Alluvium 

Command 

Older Alluvium 

Command 

Younger Alluvium 

Command 

Older Alluvium 

Command 

Younger Alluvium 

Command 

Older Alluvium 

Command 

Younger Alluvium 

Non-command 

Older Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Older Alluvium 

Command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Younger Alluvium 

Command 

Older Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Older Alluvium 

Command 

Younger Alluvium 

Non-command 

Older Alluvium 

Command 

Younger Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Younger Alluvium 

Command 

Older Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

14.32 

50 

35.68 

30.00 

10.70 

0.0300 

1.8223 

21.51 

120 

98.49 

30.00 

29.55 

0.0150 

0.3917 

20.59 

120 

99.41 

30.00 

29.82 

0.0150 

0.2848 

25.06 

120 

94.94 

30.00 

28.48 

0.0150 

5.9297 

23.49 

120 

96.51 

30.00 

28.95 

0.0150 

10.5338 

20.50 

50 

29.50 

30.00 

8.85 

0.0300 

2.0391 

20.50 

50 

29.50 

30.00 

8.85 

0.0300 

1.3040 

20.50 

50 

29.50 

30.00 

8.85 

0.0300 

0.0000 

17.73 

50 

32.27 

30.00 

9.68 

0.0300 

1.0497 

17.73 

50 

32.27 

30.00 

9.68 

0.0300 

0.6469 

17.73 

50 

32.27 

30.00 

9.68 

0.0300 

0.0000 

31.43 

80 

48.57 

20.00 

9.71 

0.0150 

0.0396 

18.03 

50 

31.97 

30.00 

9.59 

0.0300 

2.3836 

18.03 

50 

31.97 

30.00 

9.59 

0.0300 

1.5938 

17.08 

50 

32.92 

30.00 

9.88 

0.0300 

1.8824 

24.68 

120 

95.32 

30.00 

28.59 

0.0150 

0.5559 

24.68 

120 

95.32 

30.00 

28.59 

0.0150 

0.3553 

19.21 

50 

30.79 

30.00 

9.24 

0.0300 

1.5404 

22.36 

120 

97.64 

30.00 

29.29 

0.0150 

5.0393 

22.36 

120 

97.64 

30.00 

29.29 

0.0200 

0.0013 

21.15 

120 

98.85 

30.00 

29.65 

0.0150 

2.7086 

21.15 

120 

98.85 

30.00 

29.65 

0.0200 

0.0359 

21.15 

120 

98.85 

30.00 

29.65 

0.0150 

1.2312 

21.15 

120 

98.85 

30.00 

29.65 

0.0200 

0.1948 

35.29 

120 

84.71 

30.00 

25.41 

0.0150 

0.0256 

15.67 

50 

34.33 

40.00 

13.73 

0.0300 

0.0084 

15.67 

50 

34.33 

30.00 

10.30 

0.0300 

10.1803 

12.96 

150 

137.04 

30.00 

41.11 

0.0040 

0.0021 

18.71 

50 

31.29 

30.00 

9.39 

0.0300 

7.8980 

44.55 

120 

75.45 

30.00 

22.64 

0.0150 

0.1448 

39.68 

120 

80.32 

30.00 

24.10 

0.0150 

0.0982 

21.03 

120 

98.97 

30.00 

29.69 

0.0150 

0.3079 

21.03 

120 

98.97 

30.00 

29.69 

0.0200 

0.2138 

22.53 

120 

97.47 

30.00 

29.24 

0.0150 

0.0018 

22.53 

120 

97.47 

30.00 

29.24 

0.0200 

5.5751 

17.13 

50 

32.87 

30.00 

9.86 

0.0300 

0.5710 

17.13 

50 

32.87 

30.00 

9.86 

0.0300 

0.3609 

19.64 

50 

30.36 

30.00 

9.11 

0.0300 

4.1835 

17.70 

150 

132.30 

30.00 

39.69 

0.0040 

0.7816 

17.70 

150 

132.30 

30.00 

39.69 

0.0020 

1.1690 

30.91 

120 

89.09 

30.00 

26.73 

0.0150 

0.6066 

16.45 

50 

33.55 

30.00 

10.07 

0.0300 

1.9680 

22.05 

120 

97.95 

30.00 

29.39 

0.0150 

3.0617 

22.05 

120 

97.95 

30.00 

29.39 

0.0150 

1.4211 

26.34 

150 

123.66 

30.00 

37.10 

0.0040 

0.2753 

34.04 

120 

85.96 

30.00 

25.79 

0.0150 

1.2590 

25.09 

120 

94.91 

30.00 

28.47 

0.0150 

1.9122 

33.81 

120 

86.19 

30.00 

25.86 

0.0150 

1.7451 

30.18 

120 

89.82 

30.00 

26.95 

0.0150 

2.1328 

18.95 

50 

31.05 

30.00 

9.31 

0.0300 

2.6314 

19.16 

120 

100.84 

30.00 

30.25 

0.0150 

1.8425 

19.16 

120 

100.84 

30.00 

30.25 

0.0200 

1.6985 

19.16 

120 

100.84 

30.00 

30.25 

0.0200 

2.1948 

13.32 

120 

106.68 

30.00 

32.01 

0.0200 

7.9114 

19.08 

50 

30.92 

30.00 

9.28 

0.0300 

1.6509 












































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 



Younger 


Younger 


Older All 


Older All 


Younger 


Older All 


Younger 


Older All 


Alluvium 


Alluvium 


uvium 


uvium 


Alluvium 


uvium 


Alluvium 


uvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger 


Older All 


Younger 


Younger 


Younger 


Younger 


Older All 


Younger 


Younger 


Older All 


Older All 


Younger 


Younger 


Younger 


Older All 


Younger 


Younger 


Younger 


Younger 


Younger 


Older All 


Older All 


Younger 


Younger 


Younger 


Older All 


Younger 


Younger 


Younger 


Older All 


Younger 


Younger 


Older All 


Younger 


Older All 


Alluvium 


uvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


uvium 


Alluvium 


Alluvium 


uvium 


uvium 


Alluvium 


Alluvium 


Alluvium 


uvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


uvium 


uvium 


Alluvium 


Alluvium 


Alluvium 


uvium 


Alluvium 


Alluvium 


Alluvium 


uvium 


Alluvium 


Alluvium 


uvium 


Alluvium 


uvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

19.08 

50 

30.92 

30.00 

9.28 

0.0300 

1.7052 

16.15 

120 

103.85 

30.00 

31.16 

0.0200 

6.2074 

32.95 

120 

87.05 

30.00 

26.12 

0.0150 

2.0370 

34.10 

120 

85.90 

30.00 

25.77 

0.0150 

2.6615 

18.32 

50 

31.68 

30.00 

9.50 

0.0300 

2.0185 

20.38 

120 

99.63 

30.00 

29.89 

0.0150 

2.0508 

19.08 

50 

30.92 

30.00 

9.28 

0.0300 

0.9728 

37.67 

120 

82.33 

30.00 

24.70 

0.0150 

1.7113 

26.38 

150 

123.62 

30.00 

37.09 

0.0040 

0.1224 

13.30 

50 

36.70 

40.00 

14.68 

0.0300 

0.7185 

13.30 

50 

36.70 

30.00 

11.01 

0.0300 

1.4927 

28.90 

120 

91.10 

30.00 

27.33 

0.0150 

0.5849 

28.90 

120 

91.10 

30.00 

27.33 

0.0150 

0.0148 

20.56 

120 

99.44 

40.00 

39.78 

0.0150 

0.0009 

20.56 

120 

99.44 

40.00 

39.78 

0.0150 

0.0017 

20.56 

120 

99.44 

30.00 

29.83 

0.0150 

2.1211 

20.56 

120 

99.44 

30.00 

29.83 

0.0150 

0.9997 

20.56 

120 

99.44 

30.00 

29.83 

0.0200 

0.3203 

20.56 

120 

99.44 

30.00 

29.83 

0.0150 

0.6965 

15.00 

50 

35.00 

30.00 

10.50 

0.0300 

1.1794 

15.00 

50 

35.00 

30.00 

10.50 

0.0300 

0.0333 

15.21 

50 

34.79 

30.00 

10.44 

0.0300 

0.1778 

15.21 

50 

34.79 

30.00 

10.44 

0.0300 

2.9370 

25.80 

150 

124.20 

30.00 

37.26 

0.0040 

0.3988 

13.15 

150 

136.85 

30.00 

41.06 

0.0020 

0.0784 

13.15 

150 

136.85 

30.00 

41.06 

0.0020 

0.0010 

22.58 

120 

97.42 

30.00 

29.22 

0.0150 

13.8657 

14.79 

120 

105.21 

30.00 

31.56 

0.0150 

0.0357 

14.79 

120 

105.21 

30.00 

31.56 

0.0200 

4.5658 

18.54 

50 

31.46 

30.00 

9.44 

0.0300 

2.3192 

15.29 

50 

34.71 

30.00 

10.41 

0.0300 

4.0332 

29.86 

120 

90.14 

30.00 

27.04 

0.0150 

2.6561 

15.76 

50 

34.24 

30.00 

10.27 

0.0300 

2.3411 

15.76 

50 

34.24 

30.00 

10.27 

0.0300 

0.3485 

20.03 

50 

29.97 

30.00 

8.99 

0.0300 

8.0635 

20.52 

50 

29.48 

30.00 

8.84 

0.0300 

0.9454 

20.52 

50 

29.48 

30.00 

8.84 

0.0300 

0.0642 

24.83 

120 

95.17 

30.00 

28.55 

0.0150 

9.6110 

24.83 

120 

95.17 

30.00 

28.55 

0.0150 

0.0686 

15.59 

50 

34.41 

30.00 

10.32 

0.0300 

0.1163 

14.72 

50 

35.28 

30.00 

10.59 

0.0300 

6.1195 

13.84 

50 

36.16 

30.00 

10.85 

0.0300 

2.8998 

26.43 

120 

93.57 

30.00 

28.07 

0.0150 

4.0048 

16.97 

120 

103.03 

30.00 

30.91 

0.0200 

12.7883 

13.77 

50 

36.23 

40.00 

14.49 

0.0300 

1.8634 

13.77 

50 

36.23 

30.00 

10.87 

0.0300 

0.0835 

28.22 

120 

91.78 

30.00 

27.53 

0.0150 

7.0205 

14.83 

50 

35.17 

30.00 

10.55 

0.0300 

11.1752 

21.36 

50 

28.64 

30.00 

8.59 

0.0300 

0.0646 

37.12 

120 

82.88 

30.00 

24.86 

0.0150 

4.5136 

19.35 

50 

30.65 

30.00 

9.19 

0.0300 

1.6904 

24.13 

120 

95.87 

30.00 

28.76 

0.0150 

8.8171 

20.24 

150 

129.76 

30.00 

38.93 

0.0040 

0.9224 

36.11 

120 

83.89 

30.00 

25.17 

0.0150 

0.0673 

15.92 

50 

34.08 

30.00 

10.22 

0.0300 

0.6189 






















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Janau Khari 


JATAN 


Jetpura 


Jhadsar Kandhlan 


Jhanbar 


JHILODA 


Jhoongli 


JOGIWALA BARANI 


JOGIYASAN NO.l 


JOGIYASAN NO.2 


JOGIYASAN NO.3 


Jorawarpura 


Kalal Kotra 


Kalana 


Kalana Teeba 


Kalori 


Kalwas 


KANAU 


Kanawasi 


Kanjan 


KARANPURA BARANI 


KAROTI 


KEHARWALA BARANI 


Kerlibas 


Khabarpura 


Khariya 


Khariyabas 


Khemana 


Kheri 


Khori 


Khuddi 


Khyali 


Census Code 


0802000700485300 


0802000700489500 



Zone (Fresh 
/ Saline) 



0804000200600400 


0802000700485400 


0804000200600000 


0804000100573100 


0804000200589900 


0802000700491200 


0804000200592900 


0802000700483100 


0802000600459500 


0802000600465000 


0802000600464800 


0802000600469500 


0804000200585900 


0802000700486900 


0804000200595100 


0804000200595000 


0804000200594100 


0804000100570800 


0802000700485700 


0804000200596400 


0804000200584900 


0802000700485000 


0802000600464600 


0802000200343200 


0804000200595800 


0804000200600100 


0804000200594900 


0804000200595600 


0804000200592800 


0804000200594500 


0805000100669200 


0804000200587700 


0804000200586200 


12.63 Sali 


12.81 Sali 


11.89 Sali 


11.28 Sali 


14.49 Sali 


5.83 Sali 


25.34 Sali 


8.14 Sali 


12.58 Sali 


6.81 Sali 


6.60 Sali 


4.68 Sali 


1.57 Sali 


5.13 Sali 


6.74 Sali 


7.53 Sali 


40.59 Sali 


10.69 Sali 


0.72 Sali 


8.90 Sali 


21.95 Sali 


46.93 Sali 


3.57 Sali 


18.67 Sali 


19.17 Sali 


2.71 Sali 



Kishanpura 


Kishanpuriya 


Kunji 


Lakhasar 


0804000200587300 


0804000200583300 


0802000700486300 


0802000600465800 


18.60 Sali 


15.98 Sali 


11.87 Sali 


23.31 Sali 


5.14 Sali 


12.67 Sali 


26.66 Sali 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Command 

Younger Alluvium 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Younger Alluvium 

Non-command 

Older Alluvium 

Command 

Younger Alluvium 

Non-command 

Older Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Older Alluvium 

Command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

15.82 

50 

34.18 

30.00 

10.25 

0.0300 

3.8843 

16.54 

50 

33.46 

30.00 

10.04 

0.0300 

3.3901 

16.54 

50 

33.46 

30.00 

10.04 

0.0300 

0.4675 

16.68 

50 

33.32 

30.00 

10.00 

0.0300 

1.5091 

16.68 

50 

33.32 

30.00 

10.00 

0.0300 

2.0570 

43.97 

120 

76.03 

30.00 

22.81 

0.0150 

1.2213 

15.40 

50 

34.60 

30.00 

10.38 

0.0300 

4.5126 

36.01 

120 

83.99 

30.00 

25.20 

0.0150 

2.2018 

14.63 

150 

135.37 

30.00 

40.61 

0.0040 

0.7324 

14.63 

150 

135.37 

30.00 

40.61 

0.0020 

0.2043 

29.96 

120 

90.04 

30.00 

27.01 

0.0150 

0.2921 

13.05 

50 

36.95 

30.00 

11.08 

0.0300 

4.1830 

23.56 

120 

96.44 

30.00 

28.93 

0.0150 

0.2580 

13.25 

50 

36.75 

30.00 

11.02 

0.0300 

2.1842 

15.88 

50 

34.12 

30.00 

10.24 

0.0300 

1.4358 

21.58 

50 

28.42 

30.00 

8.53 

0.0300 

0.0223 

21.58 

50 

28.42 

30.00 

8.53 

0.0300 

0.3800 

19.88 

50 

30.12 

30.00 

9.04 

0.0300 

1.3910 

18.43 

50 

31.57 

30.00 

9.47 

0.0300 

1.9148 

26.77 

120 

93.23 

30.00 

27.97 

0.0150 

3.1603 

19.75 

50 

30.25 

30.00 

9.07 

0.0300 

11.0491 

28.96 

120 

91.04 

30.00 

27.31 

0.0150 

4.3789 

33.34 

120 

86.66 

30.00 

26.00 

0.0150 

0.2822 

26.88 

120 

93.12 

30.00 

27.94 

0.0150 

1.2301 

14.85 

150 

135.15 

30.00 

40.54 

0.0020 

0.2039 

14.85 

150 

135.15 

30.00 

40.54 

0.0020 

0.0007 

14.85 

150 

135.15 

30.00 

40.54 

0.0020 

0.1773 

16.26 

50 

33.74 

30.00 

10.12 

0.0300 

1.0286 

34.13 

120 

85.87 

30.00 

25.76 

0.0150 

1.3792 

24.80 

120 

95.20 

30.00 

28.56 

0.0150 

5.3803 

15.35 

50 

34.65 

30.00 

10.39 

0.0300 

5.9770 

17.91 

50 

32.09 

30.00 

9.63 

0.0300 

0.4677 

17.91 

50 

32.09 

30.00 

9.63 

0.0300 

0.3138 

26.55 

45 

18.45 

40.00 

7.38 

0.0300 

0.1944 

31.85 

120 

88.15 

30.00 

26.44 

0.0150 

1.1435 

37.06 

120 

82.94 

30.00 

24.88 

0.0150 

0.8511 

32.42 

120 

87.58 

30.00 

26.27 

0.0150 

2.5445 

35.10 

120 

84.90 

30.00 

25.47 

0.0150 

0.0324 

23.06 

120 

96.94 

30.00 

29.08 

0.0150 

1.0350 

32.74 

120 

87.26 

30.00 

26.18 

0.0150 

2.9064 

27.47 

80 

52.53 

20.00 

10.51 

0.0150 

0.9293 

20.96 

120 

99.04 

30.00 

29.71 

0.0150 

1.2885 

25.85 

120 

94.15 

30.00 

28.25 

0.0150 

8.3815 

25.85 

120 

94.15 

30.00 

28.25 

0.0150 

0.5702 

19.77 

50 

30.23 

30.00 

9.07 

0.0300 

5.0549 

19.77 

50 

30.23 

30.00 

9.07 

0.0300 

0.0057 

18.31 

50 

31.69 

30.00 

9.51 

0.0300 

1.1849 

18.31 

50 

31.69 

30.00 

9.51 

0.0300 

3.3747 

18.60 

50 

31.40 

30.00 

9.42 

0.0300 

0.0090 

18.60 

50 

31.40 

30.00 

9.42 

0.0300 

0.9804 

18.60 

50 

31.40 

30.00 

9.42 

0.0300 

2.3652 

19.68 

120 

100.32 

30.00 

30.10 

0.0150 

10.5248 

13.21 

120 

106.79 

30.00 

32.04 

0.0200 

3.2905 

14.35 

50 

35.65 

30.00 

10.69 

0.0300 

0.1836 

17.02 

50 

32.98 

30.00 

9.89 

0.0300 

0.1183 



































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Lakhlan 


LALANAWAS DIKHNADA 


LALANAWAS JETASARI 


LALANAWAS NATHWANIYA 


LALANAWAS SHEOPURA 


LALANAWAS UTRADA 


Lambor Bari 


Lambor Chhipiyan 


Lambor Chhoti 


Leelawathi 


Loodniya 


Loodniya Chhota 


Ludi Khuba 


Lutana Sadasukh 


Maghau 


Malanabas 


MALIYA 


MALKAS 


Malsisar 


Malwas 


Mangla 


MEGHSINGHPURA 


MEHLIYA 


MEHRIYAN 


Mithdi Balwantsing 


Mithdi Kesarisingh 


Mithi 


Modawasi 


MOJANA 


MOMANWAS 


MOTHSARAN 


Motipura 


MUNASARI BARANI 


MUNDARIYA BARA 


MUNDARIYA CHHOTA 


NAHRANA 


Narwasi 


Nohar (M) 


NOONWAN 


Nyagal Bari 


Nyangali 


PACHARWALI 


Paharsar 


Palri 


Census Code 


0804000200589100 


0802000600469900 


0802000600470000 


0802000600469800 


0802000600469700 


0802000600469600 


0804000200592500 


0804000200592600 


0804000200592400 


0804000200600200 


0804000100571000 


0804000100570900 


0804000200589700 


0804000200590300 


0804000200595400 


0804000200595500 


0802000600451700 


0802000700490100 


0802000700486400 


0804000200582100 


0804000200589200 


0802000600451800 


0802000700486600 


0802000700491900 



Zone (Fresh 
/ Saline) 


0804000200594600 


0804000200594700 


0804000200586800 


0804000200587500 


0802000700491500 


0802000700488500 


0802000700488600 


0802000700487800 


0802000700480300 


0802000700489300 


0802000700489200 


0802000600470200 


0804000200587200 


0802000640205000 


0802000700485600 


0804000200584200 


0804000200588900 


0802000700488300 


0804000200587000 


0802000700490000 


2.76 Sali 


4.29 Sali 


6.19 Sali 


3.76 Sali 


4.76 Sali 


15.26 Sali 


12.15 Sali 


25.84 Sali 


17.01 Sali 


6.37 Sali 


10.12 Sali 


6.45 Sali 


10.10 Fre 



22.16 Sali 


8.34 Sali 


4.71 Sali 


38.20 Sali 


19.11 Sali 


11.26 Sali 


9.56 Sali 


15.84 Sali 


5.96 Sali 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Older Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Older Alluvium 

Command 

Younger Alluvium 

Non-command 

Older Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Younger Alluvium 

Non-command 

Older Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

20.14 

120 

99.86 

30.00 

29.96 

0.0150 

4.3588 

16.84 

50 

33.16 

30.00 

9.95 

0.0300 

8.7027 

16.33 

50 

33.67 

30.00 

10.10 

0.0300 

4.2137 

15.38 

50 

34.62 

30.00 

10.39 

0.0300 

4.5972 

15.78 

50 

34.22 

30.00 

10.27 

0.0300 

2.7741 

17.35 

50 

32.65 

30.00 

9.79 

0.0300 

7.8639 

33.69 

120 

86.31 

30.00 

25.89 

0.0150 

4.2954 

28.72 

120 

91.28 

30.00 

27.39 

0.0150 

2.4262 

32.75 

120 

87.25 

30.00 

26.17 

0.0150 

0.8119 

38.31 

120 

81.69 

30.00 

24.51 

0.0150 

0.0434 

15.01 

150 

134.99 

30.00 

40.50 

0.0040 

0.0044 

15.01 

150 

134.99 

30.00 

40.50 

0.0020 

0.3468 

14.41 

150 

135.59 

30.00 

40.68 

0.0020 

0.0360 

34.61 

120 

85.39 

30.00 

25.62 

0.0150 

0.5381 

35.45 

120 

84.55 

30.00 

25.36 

0.0150 

0.7674 

28.07 

120 

91.93 

30.00 

27.58 

0.0150 

1.5558 

32.84 

120 

87.16 

30.00 

26.15 

0.0150 

1.8669 

21.22 

50 

28.78 

30.00 

8.63 

0.0300 

3.0477 

21.22 

50 

28.78 

30.00 

8.63 

0.0300 

0.6840 

19.72 

50 

30.28 

30.00 

9.08 

0.0300 

3.3112 

14.29 

50 

35.71 

30.00 

10.71 

0.0300 

3.9966 

25.30 

120 

94.70 

30.00 

28.41 

0.0150 

6.8363 

25.30 

120 

94.70 

30.00 

28.41 

0.0200 

0.5490 

23.82 

120 

96.18 

30.00 

28.85 

0.0150 

2.7549 

20.16 

50 

29.84 

30.00 

8.95 

0.0300 

2.7181 

15.57 

50 

34.43 

30.00 

10.33 

0.0300 

1.8042 

17.82 

50 

32.18 

40.00 

12.87 

0.0300 

0.0183 

17.82 

50 

32.18 

40.00 

12.87 

0.0300 

0.0016 

17.82 

50 

32.18 

30.00 

9.65 

0.0300 

2.9083 

17.82 

50 

32.18 

30.00 

9.65 

0.0300 

0.0008 

32.80 

120 

87.20 

30.00 

26.16 

0.0150 

1.9304 

33.41 

120 

86.59 

30.00 

25.98 

0.0150 

1.4076 

32.41 

120 

87.59 

30.00 

26.28 

0.0150 

0.9611 

20.00 

120 

100.00 

30.00 

30.00 

0.0150 

3.6103 

16.14 

50 

33.86 

40.00 

13.55 

0.0300 

0.0130 

16.14 

50 

33.86 

30.00 

10.16 

0.0300 

0.8238 

17.99 

50 

32.01 

30.00 

9.60 

0.0300 

2.2218 

18.57 

50 

31.43 

30.00 

9.43 

0.0300 

2.7513 

16.85 

50 

33.15 

30.00 

9.94 

0.0300 

1.0172 

14.92 

50 

35.08 

30.00 

10.52 

0.0300 

8.6305 

15.93 

50 

34.07 

30.00 

10.22 

0.0300 

3.3827 

15.50 

50 

34.50 

30.00 

10.35 

0.0300 

1.0255 

15.50 

50 

34.50 

30.00 

10.35 

0.0300 

1.5952 

16.19 

50 

33.81 

30.00 

10.14 

0.0300 

5.7507 

24.72 

120 

95.28 

30.00 

28.58 

0.0150 

0.0664 

24.72 

120 

95.28 

30.00 

28.58 

0.0150 

3.5088 

15.75 

50 

34.25 

30.00 

10.27 

0.0300 

0.9428 

15.15 

50 

34.85 

30.00 

10.45 

0.0300 

11.1240 

29.83 

120 

90.17 

30.00 

27.05 

0.0150 

3.7548 

21.01 

120 

98.99 

30.00 

29.70 

0.0150 

1.0659 

15.26 

50 

34.74 

30.00 

10.42 

0.0300 

2.9891 

33.84 

120 

86.16 

30.00 

25.85 

0.0150 

5.9492 

18.90 

50 

31.10 

30.00 

9.33 

0.0300 

0.9012 

18.90 

50 

31.10 

30.00 

9.33 

0.0300 

0.5837 

18.90 

50 

31.10 

30.00 

9.33 

0.0300 

0.1820 









































































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Older AIIl 


Older AIIl 



Younger 


Younger 


Younger 


Older All 


Older All 


Younger 


Younger 


Younger 


Younger 


Younger 


Younger 


Younger 


Younger 


Younger 


Younger 


Younger 


Younger 


Older All 


Younger 


Younger 


Younger 


Younger 


Older All 


Older All 


Older All 


Younger 


Older All 


Younger 


Older All 


Younger 


Younger 


Younger 


Older All 


Younger 


Younger 


Younger 


Younger 


Younger 


Older All 


Younger 


Older All 


Younger 


Younger 


Younger 


Older All 


Younger 


Younger 


Younger 


Younger 


Younger 


Younger 


Younger 


Younger 


Alluvium 


Alluvium 


Alluvium 


uvium 


uvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


uvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


uvium 


uvium 


uvium 


Alluvium 


uvium 


Alluvium 


uvium 


Alluvium 


Alluvium 


Alluvium 


uvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


uvium 


Alluvium 


uvium 


Alluvium 


Alluvium 


Alluvium 


uvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

21.02 

150 

128.98 

30.00 

38.70 

0.0040 

0.0046 

21.09 

150 

128.91 

30.00 

38.67 

0.0040 

0.6627 

12.94 

50 

37.06 

40.00 

14.82 

0.0300 

0.0384 

12.94 

50 

37.06 

30.00 

11.12 

0.0300 

1.0225 

17.14 

50 

32.86 

30.00 

9.86 

0.0300 

1.5064 

26.14 

120 

93.86 

30.00 

28.16 

0.0150 

23.3015 

21.51 

120 

98.49 

30.00 

29.55 

0.0150 

1.0042 

15.28 

50 

34.72 

40.00 

13.89 

0.0300 

0.1104 

15.28 

50 

34.72 

40.00 

13.89 

0.0300 

0.0124 

15.28 

50 

34.72 

30.00 

10.42 

0.0300 

0.2796 

15.28 

50 

34.72 

30.00 

10.42 

0.0300 

0.7340 

13.68 

120 

106.32 

30.00 

31.90 

0.0200 

6.9099 

18.52 

50 

31.48 

30.00 

9.44 

0.0300 

3.4575 

18.70 

50 

31.30 

30.00 

9.39 

0.0300 

0.3890 

18.70 

50 

31.30 

30.00 

9.39 

0.0300 

1.5180 

18.70 

50 

31.30 

30.00 

9.39 

0.0300 

0.7261 

17.23 

50 

32.77 

30.00 

9.83 

0.0300 

2.1254 

17.23 

50 

32.77 

30.00 

9.83 

0.0300 

1.2830 

14.30 

120 

105.70 

30.00 

31.71 

0.0200 

6.1622 

16.56 

120 

103.45 

30.00 

31.03 

0.0150 

0.9300 

16.56 

120 

103.45 

30.00 

31.03 

0.0200 

2.0556 

17.93 

50 

32.07 

30.00 

9.62 

0.0300 

7.6472 

16.91 

50 

33.09 

40.00 

13.24 

0.0300 

0.0080 

16.91 

50 

33.09 

30.00 

9.93 

0.0300 

2.0619 

24.79 

120 

95.21 

30.00 

28.56 

0.0150 

0.3196 

26.39 

120 

93.61 

30.00 

28.08 

0.0150 

1.4331 

27.89 

120 

92.11 

30.00 

27.63 

0.0150 

4.2471 

3.06 

60 

56.94 

30.00 

17.08 

0.0300 

1.5089 

17.90 

120 

102.10 

40.00 

40.84 

0.0150 

0.0009 

17.90 

120 

102.10 

40.00 

40.84 

0.0200 

0.0000 

17.90 

120 

102.10 

30.00 

30.63 

0.0150 

0.2554 

17.90 

120 

102.10 

30.00 

30.63 

0.0200 

4.4134 

12.96 

120 

107.04 

30.00 

32.11 

0.0200 

7.2781 

10.79 

50 

39.21 

30.00 

11.76 

0.0300 

0.4139 

34.36 

120 

85.64 

30.00 

25.69 

0.0150 

1.3397 

12.77 

120 

107.23 

30.00 

32.17 

0.0200 

3.9957 

14.33 

50 

35.67 

40.00 

14.27 

0.0300 

0.0707 

14.33 

50 

35.67 

30.00 

10.70 

0.0300 

0.5822 

11.89 

50 

38.11 

30.00 

11.43 

0.0300 

0.3127 

19.09 

45 

25.91 

30.00 

7.77 

0.0300 

0.4264 

17.81 

120 

102.19 

40.00 

40.88 

0.0150 

0.0000 

17.81 

50 

32.19 

40.00 

12.88 

0.0300 

0.0225 

17.81 

120 

102.19 

30.00 

30.66 

0.0150 

0.0000 

17.81 

50 

32.19 

30.00 

9.66 

0.0300 

11.7209 

13.58 

50 

36.42 

30.00 

10.93 

0.0300 

4.4852 

18.51 

50 

31.49 

30.00 

9.45 

0.0300 

2.0492 

19.70 

120 

100.30 

30.00 

30.09 

0.0150 

4.2180 

19.70 

120 

100.30 

30.00 

30.09 

0.0200 

11.7849 

19.70 

120 

100.30 

30.00 

30.09 

0.0200 

13.1647 

13.67 

50 

36.33 

40.00 

14.53 

0.0300 

1.2255 

13.67 

50 

36.33 

30.00 

10.90 

0.0300 

0.7164 

13.67 

50 

36.33 

30.00 

10.90 

0.0300 

0.1946 

21.82 

50 

28.18 

30.00 

8.45 

0.0300 

12.5224 

21.82 

50 

28.18 

30.00 

8.45 

0.0300 

0.0021 

12.50 

50 

37.50 

30.00 

11.25 

0.0300 

3.1695 





































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Younger All 


Younger All 


Younger All 


Older Alluv 


Younger All 


Older Alluv 


Younger All 


Older Alluv 


Younger All 


Younger All 


Younger All 


Younger All 


Younger All 


Younger All 


Older Alluv 


Younger All 


Younger All 


Younger All 


Younger All 


Younger All 


Younger All 


Younger All 


Younger All 


Younger All 


Younger All 


Younger All 


Younger All 


Younger All 


Younger All 


Younger All 


Younger All 


Younger All 


Younger All 


Younger All 


Younger All 


Younger All 


Younger All 


Younger All 


Younger All 


Younger All 


Younger All 


Younger All 


Younger All 


Younger All 


Younger All 


Younger All 


Younger All 


Younger All 


Younger All 


Younger All 


Younger All 


Younger All 


Younger All 


Younger All 


Younger All 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

16.87 

50 

33.13 

30.00 

9.94 

0.0300 

3.0750 

17.94 

50 

32.06 

30.00 

9.62 

0.0300 

1.8306 

17.94 

50 

32.06 

30.00 

9.62 

0.0300 

0.3247 

17.29 

120 

102.71 

30.00 

30.81 

0.0150 

1.3923 

17.29 

120 

102.71 

30.00 

30.81 

0.0200 

0.5637 

17.29 

120 

102.71 

30.00 

30.81 

0.0150 

1.2185 

17.29 

120 

102.71 

30.00 

30.81 

0.0200 

5.8647 

26.84 

80 

53.16 

20.00 

10.63 

0.0150 

1.1195 

5.45 

50 

44.55 

30.00 

13.37 

0.0300 

1.8637 

5.45 

50 

44.55 

30.00 

13.37 

0.0300 

0.0286 

16.18 

50 

33.82 

30.00 

10.15 

0.0300 

3.2993 

16.18 

50 

33.82 

30.00 

10.15 

0.0300 

0.1014 

12.74 

120 

107.26 

30.00 

32.18 

0.0200 

0.5946 

16.21 

50 

33.79 

30.00 

10.14 

0.0300 

5.6458 

32.27 

120 

87.73 

30.00 

26.32 

0.0150 

4.8059 

23.00 

45 

22.00 

30.00 

6.60 

0.0300 

0.4953 

23.00 

45 

22.00 

30.00 

6.60 

0.0300 

0.1993 

12.85 

60 

47.15 

30.00 

14.14 

0.0300 

0.0767 

8.96 

60 

51.04 

30.00 

15.31 

0.0300 

1.4947 

7.73 

60 

52.27 

30.00 

15.68 

0.0300 

0.0637 

12.42 

60 

47.58 

30.00 

14.27 

0.0300 

1.0359 

7.15 

45 

37.85 

30.00 

11.36 

0.0300 

0.5900 

20.98 

45 

24.02 

30.00 

7.21 

0.0300 

0.0422 

17.19 

45 

27.81 

30.00 

8.34 

0.0300 

0.1087 

13.35 

45 

31.65 

30.00 

9.49 

0.0300 

0.5336 

23.11 

45 

21.89 

30.00 

6.57 

0.0300 

0.3772 

23.11 

45 

21.89 

30.00 

6.57 

0.0300 

1.1500 

5.84 

45 

39.16 

30.00 

11.75 

0.0300 

0.3665 

6.73 

60 

53.27 

30.00 

15.98 

0.0300 

1.0785 

12.02 

45 

32.98 

30.00 

9.89 

0.0300 

0.3364 

12.02 

45 

32.98 

30.00 

9.89 

0.0300 

0.1025 

11.52 

45 

33.48 

30.00 

10.04 

0.0300 

0.7533 

11.52 

45 

33.48 

30.00 

10.04 

0.0300 

0.0043 

12.86 

45 

32.14 

30.00 

9.64 

0.0300 

0.0007 

12.86 

45 

32.14 

30.00 

9.64 

0.0300 

0.0450 

18.28 

45 

26.72 

30.00 

8.02 

0.0300 

0.1285 

18.28 

45 

26.72 

30.00 

8.02 

0.0300 

0.5569 

22.02 

45 

22.98 

30.00 

6.89 

0.0300 

0.8164 

23.39 

45 

21.61 

30.00 

6.48 

0.0300 

0.4141 

23.39 

45 

21.61 

30.00 

6.48 

0.0300 

0.7356 

22.20 

45 

22.80 

30.00 

6.84 

0.0300 

0.2900 

23.61 

45 

21.39 

30.00 

6.42 

0.0300 

0.2934 

5.85 

45 

39.15 

30.00 

11.75 

0.0300 

0.5664 

5.85 

45 

39.15 

30.00 

11.74 

0.0300 

1.9306 

12.84 

60 

47.16 

30.00 

14.15 

0.0300 

0.9616 

19.89 

45 

25.11 

30.00 

7.53 

0.0300 

0.8539 

8.09 

45 

36.91 

30.00 

11.07 

0.0300 

0.0617 

8.09 

45 

36.91 

30.00 

11.07 

0.0300 

0.6345 

23.59 

45 

21.41 

30.00 

6.42 

0.0300 

0.1632 

23.59 

45 

21.41 

30.00 

6.42 

0.0300 

0.3552 

10.37 

60 

49.63 

30.00 

14.89 

0.0300 

0.3912 

19.46 

45 

25.54 

30.00 

7.66 

0.0300 

0.5055 

21.25 

45 

23.75 

30.00 

7.13 

0.0300 

1.2226 

19.32 

45 

25.68 

30.00 

7.70 

0.0300 

0.9203 

32.83 

45 

12.17 

30.00 

3.65 

0.0300 

0.1371 


























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



BANNASAR 


Bhojewala 


Bhojoosar 


Chaharsar 


Chak Bhagwanwala 


Chak Sadani 


Deidaspura 


DHANDHUSAR 


Dhani Chhiplai 


Faridsar 


Gusainsar 


HARDASWALI 


Jaisa Bhatti 


Jaitpura 


Kardoo 


Kaunpalsar 


Khariya 


KHODA 


Kishanpura 


Lader 


MALKASAR 


Mokalsar 


Census Code 


0802000500422800 


0802000500422400 


0802000500416800 


0802000500421600 


0801000900288200 


0801000900292800 


0802000500418300 


0802000500422700 


0802000500422300 


0802000500421700 


0801000900288400 


0801000900292900 


0802000500422100 


0802000500421800 


0802000500422200 


0801000900291500 


0802000500441000 


0802000500445400 


0801000900289000 


0801000900301000 


0801000900301200 


0801000900288700 


0801000900293900 


0801000900300600 


0802000500445100 


0803000300511000 



0801000900293500 


0801000900301300 


0802000500440900 


0801000900292100 


0803000300511100 


0801000900300400 


0801000900300900 


0801000900299600 


0802000500422600 


0801000900277600 


0801000900300800 


0802000500441100 


0801000900299800 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 



27.05 Sali 


38.49 Sali 


12.20 Sali 


21.16 Sali 


1.25 Sali 


1.06 Sali 


3.46 Sali 




4.84 


200.13 


51.90 Sali 


20.24 Sali 


66.37 Sali 


7.42 Sali 


33.32 Sali 


7.60 Sali 


21.20 Sali 


14.22 Sali 


Non-command 


Non-command 


Command 


Command 


Command 


Command 


Non-command 


Non-command 


Command 


Command 


Command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

16.40 

60 

43.60 

30.00 

13.08 

0.0300 

0.0385 

14.76 

60 

45.24 

30.00 

13.57 

0.0300 

1.5103 

6.11 

60 

53.89 

30.00 

16.17 

0.0300 

1.2780 

8.66 

60 

51.34 

30.00 

15.40 

0.0300 

1.6579 

11.27 

45 

33.73 

30.00 

10.12 

0.0300 

0.0120 

11.27 

45 

33.73 

30.00 

10.12 

0.0300 

0.3758 

23.66 

45 

21.34 

30.00 

6.40 

0.0300 

0.6311 

8.00 

60 

52.00 

30.00 

15.60 

0.0300 

1.2398 

16.85 

60 

43.15 

30.00 

12.94 

0.0300 

1.7285 

16.65 

60 

43.35 

30.00 

13.01 

0.0300 

2.2883 

9.12 

60 

50.88 

30.00 

15.26 

0.0300 

2.7779 

7.10 

45 

37.90 

30.00 

11.37 

0.0300 

0.0094 

25.56 

45 

19.44 

30.00 

5.83 

0.0300 

0.5332 

13.27 

60 

46.73 

30.00 

14.02 

0.0300 

0.8566 

6.10 

60 

53.90 

30.00 

16.17 

0.0300 

2.0592 

15.14 

60 

44.86 

30.00 

13.46 

0.0300 

0.1646 

5.92 

45 

39.08 

30.00 

11.72 

0.0300 

0.0369 

21.48 

60 

38.52 

30.00 

11.56 

0.0300 

0.2867 

21.48 

60 

38.52 

30.00 

11.56 

0.0300 

6.6851 

42.81 

60 

17.19 

30.00 

5.16 

0.0300 

0.1885 

19.48 

45 

25.52 

30.00 

7.66 

0.0300 

2.7768 

39.66 

45 

5.34 

30.00 

1.60 

0.0300 

0.5859 

26.55 

45 

18.45 

30.00 

5.54 

0.0300 

3.5140 

20.13 

45 

24.88 

30.00 

7.46 

0.0300 

0.2692 

27.18 

45 

17.82 

30.00 

5.34 

0.0300 

0.0332 

42.21 

90 

47.79 

30.00 

14.34 

0.0150 

0.1792 

42.21 

45 

2.79 

30.00 

0.84 

0.0300 

0.0182 

32.27 

60 

27.73 

30.00 

8.32 

0.0300 

9.3778 

47.44 

90 

42.56 

30.00 

12.77 

0.0150 

1.9312 

47.44 

90 

42.56 

30.00 

12.77 

0.0150 

2.2143 

40.93 

90 

49.07 

30.00 

14.72 

0.0150 

1.2336 

40.93 

60 

19.07 

30.00 

5.72 

0.0300 

2.8007 

42.09 

90 

47.91 

30.00 

14.37 

0.0150 

0.2986 

42.09 

45 

2.91 

30.00 

0.87 

0.0300 

0.0283 

12.94 

45 

32.06 

30.00 

9.62 

0.0300 

2.7509 

12.94 

45 

32.06 

30.00 

9.62 

0.0300 

6.4045 

32.77 

45 

12.23 

30.00 

3.67 

0.0300 

2.7072 

31.26 

45 

13.74 

30.00 

4.12 

0.0300 

3.8401 

19.11 

60 

40.89 

30.00 

12.27 

0.0300 

1.9767 

19.11 

60 

40.89 

30.00 

12.27 

0.0300 

1.0529 

6.81 

45 

38.19 

30.00 

11.46 

0.0300 

1.6621 

46.36 

90 

43.64 

30.00 

13.09 

0.0150 

1.5032 

46.36 

90 

43.64 

30.00 

13.09 

0.0150 

1.4348 

17.00 

45 

28.00 

30.00 

8.40 

0.0300 

0.1354 

17.00 

45 

28.00 

30.00 

8.40 

0.0300 

2.8900 

41.42 

45 

3.58 

30.00 

1.07 

0.0300 

0.6787 

41.01 

45 

3.99 

30.00 

1.20 

0.0300 

0.6214 

39.48 

90 

50.52 

30.00 

15.16 

0.0150 

0.0043 

39.48 

90 

50.52 

30.00 

15.16 

0.0150 

8.4953 

16.14 

60 

43.86 

30.00 

13.16 

0.0300 

1.3708 

12.12 

45 

32.88 

30.00 

9.86 

0.0300 

1.0848 

41.58 

45 

3.42 

30.00 

1.03 

0.0300 

0.2341 

27.20 

60 

32.80 

30.00 

9.84 

0.0300 

1.6082 

41.53 

90 

48.47 

30.00 

14.54 

0.0150 

2.0890 

41.53 

45 

3.47 

30.00 

1.04 

0.0300 

0.1343 




































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

38.11 

60 

21.89 

30.00 

6.57 

0.0300 

1.3640 

38.11 

60 

21.89 

30.00 

6.57 

0.0300 

5.6709 

17.63 

45 

27.37 

30.00 

8.21 

0.0300 

2.5519 

46.48 

90 

43.52 

30.00 

13.06 

0.0150 

0.0051 

46.48 

90 

43.52 

30.00 

13.06 

0.0150 

0.1724 

35.20 

45 

9.80 

30.00 

2.94 

0.0300 

1.7528 

29.35 

45 

15.65 

30.00 

4.70 

0.0300 

3.2346 

36.91 

60 

23.09 

30.00 

6.93 

0.0300 

0.1681 

35.12 

60 

24.88 

30.00 

7.46 

0.0300 

0.1968 

44.29 

90 

45.71 

30.00 

13.71 

0.0150 

7.4105 

37.89 

45 

7.11 

30.00 

2.13 

0.0300 

1.1866 

5.88 

45 

39.12 

30.00 

11.74 

0.0300 

0.3075 

40.65 

90 

49.35 

30.00 

14.81 

0.0150 

0.4160 

40.65 

45 

4.35 

30.00 

1.31 

0.0300 

0.8174 

45.81 

90 

44.19 

30.00 

13.26 

0.0150 

0.3725 

24.20 

45 

20.80 

30.00 

6.24 

0.0300 

1.9638 

24.20 

45 

20.80 

30.00 

6.24 

0.0300 

0.8780 

30.29 

45 

14.71 

30.00 

4.41 

0.0300 

0.2195 

30.29 

45 

14.71 

30.00 

4.41 

0.0300 

8.5005 

10.05 

45 

34.95 

30.00 

10.49 

0.0300 

1.1867 

44.49 

90 

45.51 

30.00 

13.65 

0.0150 

3.6854 

44.49 

60 

15.51 

30.00 

4.65 

0.0300 

0.3354 

19.90 

45 

25.10 

40.00 

10.04 

0.0300 

0.0045 

19.90 

45 

25.10 

30.00 

7.53 

0.0300 

1.9792 

3.56 

45 

41.44 

40.00 

16.57 

0.0300 

0.0001 

3.56 

45 

41.44 

40.00 

16.57 

0.0300 

0.0070 

3.56 

45 

41.44 

30.00 

12.43 

0.0300 

0.4514 

3.56 

45 

41.44 

30.00 

12.43 

0.0300 

0.0187 

10.15 

45 

34.85 

40.00 

13.94 

0.0300 

1.0906 

3.19 

45 

41.81 

40.00 

16.72 

0.0300 

0.0166 

3.19 

45 

41.81 

40.00 

16.72 

0.0300 

0.0031 

3.19 

45 

41.81 

30.00 

12.54 

0.0300 

0.5882 

12.91 

45 

32.09 

30.00 

9.63 

0.0300 

0.4798 

7.71 

45 

37.29 

30.00 

11.19 

0.0300 

0.6323 

3.39 

45 

41.61 

40.00 

16.64 

0.0300 

0.0000 

3.39 

45 

41.61 

30.00 

12.48 

0.0300 

0.0174 

17.16 

55 

37.84 

40.00 

15.14 

0.0300 

0.2442 

17.16 

50 

32.84 

30.00 

9.85 

0.0300 

0.1668 

4.65 

45 

40.35 

40.00 

16.14 

0.0300 

0.1944 

4.65 

45 

40.35 

30.00 

12.10 

0.0300 

0.0207 

4.65 

45 

40.35 

30.00 

12.10 

0.0300 

0.3726 

26.46 

45 

18.54 

30.00 

5.56 

0.0300 

0.6195 

23.32 

45 

21.68 

30.00 

6.51 

0.0300 

0.4280 

4.29 

45 

40.71 

30.00 

12.21 

0.0300 

0.4703 

5.06 

45 

39.94 

30.00 

11.98 

0.0300 

0.0004 

26.95 

45 

18.06 

40.00 

7.22 

0.0300 

0.2683 

26.95 

45 

18.06 

30.00 

5.42 

0.0300 

0.0020 

26.95 

45 

18.06 

30.00 

5.42 

0.0300 

0.2424 

21.21 

45 

23.79 

30.00 

7.14 

0.0300 

0.5004 

5.10 

45 

39.90 

30.00 

11.97 

0.0300 

0.4228 

26.05 

45 

18.95 

30.00 

5.69 

0.0300 

0.1714 

14.76 

45 

30.24 

30.00 

9.07 

0.0300 

0.2548 

5.95 

45 

39.05 

30.00 

11.71 

0.0300 

1.0195 

13.47 

45 

31.53 

30.00 

9.46 

0.0300 

0.0061 

5.62 

45 

39.38 

30.00 

11.81 

0.0300 

0.4882 


















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



16 RWD-A 


17 AG 


17 KNN 


18 AG 


18 KNN 


19 AG 


19 KNN 


2 DBL 


2 MZW 


2 MZW SM 


2 RPM 


2 RWB 


20 AG 


20 KNN 


21 AG 


21 KNN 


22 KNN 


3 AG 


3 BARANI 


3 BRW 


3 DBL 


3 MZW 


3 MZW SM 


3 RWB 


Census Code 


0802000600455800 


0802000200344600 


0802000200341800 


0802000600453000 


0802000300385600 


0802000300385500 


0802000600452800 


0802000600449800 


0802000300385400 


0802000600452700 


0802000300385000 


0802000200345400 


0802000300384900 


0802000200345300 


0802000200339100 


0802000200341100 


0802000200339800 


0802000600455900 


0802000200335300 


0802000300384800 


0802000200345000 


0802000300384700 


0802000200345200 


0802000200345100 


0802000200340200 


0802000600453100 


0802000200335100 


0802000200339200 


0802000200341200 


0802000200341300 


0802000200335400 



Zone (Fresh 
/ Saline) 


4.92 Fresh 


3.43 Fresh 


Saline 


3.62 Saline 


13.08 Fresh 


Saline 


12.07 Fresh 





0.92 Saline 


1.98 Saline 


1.21 Saline 


7.10 Fresh 


2.70 Fresh 





0802000200340400 


2.43 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

16.66 

55 

38.34 

40.00 

15.34 

0.0300 

0.0000 

26.11 

45 

18.89 

40.00 

7.56 

0.0300 

0.0017 

26.11 

45 

18.89 

30.00 

5.67 

0.0300 

0.0161 

26.11 

45 

18.89 

30.00 

5.67 

0.0300 

0.0569 

6.05 

45 

38.95 

30.00 

11.69 

0.0300 

1.1733 

16.45 

55 

38.55 

40.00 

15.42 

0.0300 

0.0046 

16.45 

50 

33.55 

30.00 

10.06 

0.0300 

3.5246 

18.04 

55 

36.96 

40.00 

14.79 

0.0300 

0.0063 

18.04 

55 

36.96 

40.00 

14.79 

0.0300 

0.0000 

18.04 

50 

31.96 

30.00 

9.59 

0.0300 

1.4399 

18.04 

50 

31.96 

30.00 

9.59 

0.0300 

0.2549 

8.48 

45 

36.52 

30.00 

10.96 

0.0300 

0.1172 

7.64 

45 

37.36 

30.00 

11.21 

0.0300 

0.0139 

17.95 

55 

37.05 

40.00 

14.82 

0.0300 

0.1349 

17.95 

50 

32.05 

30.00 

9.61 

0.0300 

0.9365 

17.40 

50 

32.60 

30.00 

9.78 

0.0300 

0.0670 

6.68 

45 

38.32 

30.00 

11.50 

0.0300 

0.0632 

18.41 

55 

36.59 

40.00 

14.64 

0.0300 

0.1535 

18.41 

50 

31.59 

30.00 

9.48 

0.0300 

1.5011 

6.35 

45 

38.65 

30.00 

11.59 

0.0300 

0.1393 

18.52 

45 

26.48 

30.00 

7.94 

0.0300 

1.6074 

6.87 

45 

38.13 

30.00 

11.44 

0.0300 

0.2561 

18.32 

45 

26.68 

40.00 

10.67 

0.0300 

0.0015 

18.32 

45 

26.68 

30.00 

8.00 

0.0300 

0.7753 

18.10 

45 

26.90 

40.00 

10.76 

0.0300 

0.0105 

18.10 

45 

26.90 

30.00 

8.07 

0.0300 

1.1666 

6.42 

45 

38.58 

30.00 

11.57 

0.0300 

0.0822 

6.42 

45 

38.58 

30.00 

11.57 

0.0300 

0.2725 

3.48 

45 

41.52 

30.00 

12.46 

0.0300 

0.3423 

14.13 

45 

30.87 

30.00 

9.26 

0.0300 

0.5503 

5.79 

45 

39.21 

30.00 

11.76 

0.0300 

0.4286 

18.20 

55 

36.80 

40.00 

14.72 

0.0300 

0.1867 

3.64 

45 

41.36 

40.00 

16.54 

0.0300 

1.0101 

3.64 

45 

41.36 

40.00 

16.54 

0.0300 

0.0899 

3.64 

45 

41.36 

30.00 

12.41 

0.0300 

0.1723 

6.68 

45 

38.32 

40.00 

15.33 

0.0300 

1.3566 

6.68 

45 

38.32 

30.00 

11.49 

0.0300 

0.0448 

5.22 

45 

39.78 

30.00 

11.93 

0.0300 

0.0287 

18.73 

45 

26.27 

40.00 

10.51 

0.0300 

0.0034 

18.73 

45 

26.27 

30.00 

7.88 

0.0300 

0.9857 

5.28 

45 

39.72 

30.00 

11.92 

0.0300 

0.0860 

18.60 

45 

26.40 

30.00 

7.92 

0.0300 

0.8603 

18.58 

45 

26.42 

30.00 

7.93 

0.0300 

0.5392 

4.38 

45 

40.62 

30.00 

12.19 

0.0300 

0.4577 

12.43 

55 

42.57 

40.00 

17.03 

0.0300 

0.0250 

12.43 

50 

37.57 

30.00 

11.27 

0.0300 

4.0400 

7.32 

45 

37.68 

40.00 

15.07 

0.0300 

3.0598 

3.53 

45 

41.47 

30.00 

12.44 

0.0300 

0.6353 

10.74 

45 

34.27 

30.00 

10.28 

0.0300 

0.4668 

6.85 

45 

38.15 

30.00 

11.45 

0.0300 

0.6338 

3.19 

45 

41.81 

40.00 

16.72 

0.0300 

0.0115 

3.19 

45 

41.81 

40.00 

16.72 

0.0300 

0.0180 

3.19 

45 

41.81 

30.00 

12.54 

0.0300 

0.3384 

3.19 

45 

41.81 

30.00 

12.54 

0.0300 

0.0188 

14.28 

45 

30.72 

40.00 

12.29 

0.0300 

0.0082 




















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


4 BRN 


4 DBL 


4 MZW 


4 RP 


4 RPM 


5 AG 


5 DBL 


5 MZW 


5 RWB 


6 AG 


6 DBL 


6 MZW 


6 RWB 


644 RD 


650 RD 


654 RD 


7 AG 


7 DBL 


7 MZW 


7 RPM 


8 AG 


8 DBL 


8 MZW 


8 RWD 


0802000200343700 


0802000200338600 


0802000200342300 


0802000200341700 


0802000600452600 


0802000200340100 


0802000200338500 


0802000200342200 


0802000200337300 


0802000200340900 


0802000200339400 


0802000200342100 


0802000200337400 


0802000200334900 


0802000200334800 


0802000200335200 


0802000200340700 


0802000200339300 


0802000200342000 


0802000600452200 


0802000200342800 


0802000200339700 


0802000200341900 


0802000200343400 


Zone (Fresh 
/ Saline) 



3.21 Saline 


1.27 Saline 


4.45 Saline 


3.86 Saline 


3.40 Fresh 


Saline 


1.41 Fresh 



1.41 Fresh 


Saline 


2.44 Saline 


1.77 Saline 


3.11 Saline 


2.11 Fresh 



3.19 Saline 


1.66 Saline 


1.78 Saline 


1.41 Fresh 





1.51 Saline 


1.28 Saline 


5.16 Saline 


2.19 Saline 



0802000200342700 


0802000200339600 


0802000600452300 


1.82 Saline 


1.80 Saline 


1.90 Saline 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

14.28 

45 

30.72 

30.00 

9.22 

0.0300 

0.0892 

14.28 

45 

30.72 

30.00 

9.22 

0.0300 

0.5761 

9.33 

45 

35.67 

30.00 

10.70 

0.0300 

0.3242 

9.33 

45 

35.67 

30.00 

10.70 

0.0300 

0.0092 

20.24 

45 

24.76 

30.00 

7.43 

0.0300 

0.0038 

3.13 

45 

41.87 

30.00 

12.56 

0.0300 

0.4671 

10.85 

45 

34.15 

30.00 

10.25 

0.0300 

0.5224 

5.27 

45 

39.73 

30.00 

11.92 

0.0300 

0.2522 

18.59 

55 

36.41 

40.00 

14.57 

0.0300 

1.0364 

18.59 

50 

31.41 

30.00 

9.42 

0.0300 

0.1038 

3.20 

45 

41.80 

40.00 

16.72 

0.0300 

0.0026 

3.20 

45 

41.80 

40.00 

16.72 

0.0300 

0.1066 

3.20 

45 

41.80 

30.00 

12.54 

0.0300 

0.2349 

3.20 

45 

41.80 

30.00 

12.54 

0.0300 

0.1241 

3.20 

45 

41.80 

30.00 

12.54 

0.0300 

0.0231 

19.02 

45 

25.98 

40.00 

10.39 

0.0300 

0.4275 

19.02 

45 

25.98 

30.00 

7.79 

0.0300 

0.0080 

6.63 

45 

38.37 

30.00 

11.51 

0.0300 

0.8409 

3.18 

45 

41.82 

30.00 

12.54 

0.0300 

0.4940 

8.46 

45 

36.54 

30.00 

10.96 

0.0300 

1.0230 

3.21 

45 

41.79 

40.00 

16.72 

0.0300 

0.0016 

3.21 

45 

41.79 

40.00 

16.72 

0.0300 

0.0564 

3.21 

45 

41.79 

40.00 

16.72 

0.0300 

0.0911 

3.21 

45 

41.79 

30.00 

12.54 

0.0300 

0.0021 

3.21 

45 

41.79 

30.00 

12.54 

0.0300 

0.5921 

22.86 

45 

22.14 

30.00 

6.64 

0.0300 

0.0470 

22.86 

45 

22.14 

30.00 

6.64 

0.0300 

0.2292 

17.02 

45 

27.98 

30.00 

8.39 

0.0300 

0.8040 

3.54 

45 

41.46 

30.00 

12.44 

0.0300 

0.5082 

8.57 

45 

36.43 

30.00 

10.93 

0.0300 

0.5843 

3.18 

45 

41.82 

40.00 

16.73 

0.0300 

0.0991 

3.18 

45 

41.82 

40.00 

16.73 

0.0300 

0.0437 

3.18 

45 

41.82 

30.00 

12.55 

0.0300 

0.3968 

25.71 

45 

19.29 

40.00 

7.72 

0.0300 

0.1760 

25.71 

45 

19.29 

30.00 

5.79 

0.0300 

0.0334 

12.18 

45 

32.82 

40.00 

13.13 

0.0300 

0.3331 

10.25 

45 

34.75 

40.00 

13.90 

0.0300 

1.9066 

6.57 

45 

38.43 

40.00 

15.37 

0.0300 

3.0793 

18.86 

45 

26.14 

30.00 

7.84 

0.0300 

0.3575 

3.77 

45 

41.23 

30.00 

12.37 

0.0300 

0.7321 

7.29 

45 

37.71 

30.00 

11.31 

0.0300 

0.8632 

19.02 

55 

35.98 

40.00 

14.39 

0.0300 

0.0790 

19.02 

50 

30.98 

30.00 

9.30 

0.0300 

0.9647 

26.02 

45 

18.98 

30.00 

5.69 

0.0300 

0.1429 

26.02 

45 

18.98 

30.00 

5.69 

0.0300 

0.1260 

24.39 

45 

20.61 

30.00 

6.18 

0.0300 

0.2797 

4.23 

45 

40.77 

30.00 

12.23 

0.0300 

0.4694 

5.92 

45 

39.08 

30.00 

11.72 

0.0300 

1.4591 

26.94 

45 

18.06 

30.00 

5.42 

0.0300 

0.1937 

26.94 

45 

18.06 

30.00 

5.42 

0.0300 

0.1619 

27.07 

45 

17.93 

30.00 

5.38 

0.0300 

0.3355 

27.07 

45 

17.93 

30.00 

5.38 

0.0300 

0.0443 

26.35 

45 

18.65 

30.00 

5.59 

0.0300 

0.3047 

4.48 

45 

40.52 

30.00 

12.16 

0.0300 

0.6582 

19.18 

50 

30.82 

30.00 

9.25 

0.0300 

0.0581 








































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Zone (Fresh 
/ Saline) 


16004023 


16004024 


BHOOKAR KA BARANI 


BHURANPURABARANI 


DEIDAS 


DHANDHELA 


DHANI LALKHAN 


KEHARWALA BARANI 


SHEODANPURABARANI 


1 Aim (aldin) 


2 Gwm 


2 Pb 


28 Kjd 


33 Kjd 


39 Kjd 


4 Bgm 


40 Kyd 


Akasar 


Aladin Ka Bera 


Ballar 


Bhanawatawala 


Chakosa 


Dantaur 


Dhodha 


Gulamaliwala 


Karanpura 


Karnisar Bhatiyan 


Moti Garh 


Noor Mohammad Ka Dhadhala 


Nosera 


Pahalwan Ka Bera 


Phalawali 


Poogal 


Ranewala 


Ranisar 


Rasoolsar Daber 


Sardarpura 


Siyasar Chaugan 


Siyasar Panchkosa 


0802000600452100 


0802000200344700 


0802000600450200 


0802000600449900 


0802000600450100 


0802000200343200 


0802000200344900 


0803000600560000 


0803000600562300 


0803000200503400 


0803000600562500 


0803000600559800 


0803000600559700 


0803000600562200 


0803000600559900 


0803000600559500 


0803000600563000 


0803000600559400 


0803000200507300 


0803000200506100 


0803000600562400 


0803000200505800 


0803000600559600 


0803000200505700 


0803000200507400 


0803000700568800 


0803000200504400 


0803000600562800 


0803000200504500 


0803000200504200 


0803000200505600 


0803000200504000 


0803000200504300 


0803000200504600 


0803000700568900 


0803000600562700 


0803000200506000 


1.33 Fresh 


Saline 


51.04 Saline 


3.44 Fresh 


Saline 



15.41 Saline 


13.43 Fresh 


Saline 


10.03 Saline 


6.02 Fresh 


Saline 




5.61 Saline 


22.99 


19.08 


17.09 


24.48 


35.96 


56.49 


51.76 


85.34 


122.30 


40.56 


307.53 


30.60 Saline 


24.02 Saline 


118.77 Saline 


75.60 Saline 


120.85 


50.05 


96.56 


90.78 


6.19 


93.12 


28.10 


24.53 


125.13 


54.47 


48.36 


121.05 


80.09 


142.45 


113.64 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 


Sub Basin: 




Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

26.70 

45 

18.30 

40.00 

7.32 

0.0300 

0.2459 

26.70 

45 

18.30 

30.00 

5.49 

0.0300 

0.0347 

19.86 

50 

30.14 

30.00 

9.04 

0.0300 

1.1851 

22.53 

45 

22.47 

40.00 

8.99 

0.0300 

0.0030 

22.53 

45 

22.47 

30.00 

6.74 

0.0300 

0.0115 

22.53 

45 

22.47 

30.00 

6.74 

0.0300 

0.0048 

19.64 

50 

30.36 

30.00 

9.11 

0.0300 

0.0279 

18.95 

55 

36.05 

40.00 

14.42 

0.0300 

0.0021 

18.95 

50 

31.05 

30.00 

9.31 

0.0300 

1.1206 

19.08 

50 

30.92 

30.00 

9.28 

0.0300 

1.8182 

26.55 

45 

18.45 

40.00 

7.38 

0.0300 

0.8456 

26.55 

45 

18.45 

30.00 

5.54 

0.0300 

0.0089 

26.55 

45 

18.45 

30.00 

5.54 

0.0300 

0.2101 

19.09 

45 

25.91 

30.00 

7.77 

0.0300 

0.8810 


Command 

Older Al 

uvium 

18.98 

22.01 

90 

67.99 

40.00 

27.20 

0.0150 

7.7446 

Command 

Older Al 

uvium 

0.15 

25.32 

90 

64.68 

40.00 

25.87 

0.0150 

0.0577 

Command 

Older Al 

uvium 

0.38 

18.89 

90 

71.11 

40.00 

28.44 

0.0150 

0.1635 

Command 

Older Al 

uvium 

20.21 

18.81 

90 

71.19 

40.00 

28.48 

0.0150 

8.6323 

Command 

Older Al 

uvium 

30.53 

20.98 

90 

69.02 

40.00 

27.61 

0.0150 

12.6424 

Command 

Older Al 

uvium 

56.49 

19.92 

90 

70.08 

40.00 

28.03 

0.0150 

23.7509 

Command 

Older Al 

uvium 

0.10 

24.63 

90 

65.37 

40.00 

26.15 

0.0150 

0.0395 

Command 

Older Al 

uvium 

13.28 

23.65 

90 

66.35 

40.00 

26.54 

0.0150 

5.2869 

Command 

Older Al 

uvium 

11.66 

15.07 

90 

74.93 

40.00 

29.97 

0.0150 

5.2433 

Command 

Older Al 

uvium 

4.48 

19.08 

90 

70.92 

40.00 

28.37 

0.0150 

1.9077 

Command 

Older Al 

uvium 

144.65 

18.13 

90 

71.87 

40.00 

28.75 

0.0150 

62.3720 

Non-command 

Older Al 

uvium 

0.00 

18.13 

90 

71.87 

40.00 

28.75 

0.0150 

0.0000 

Non-command 

Older Al 

uvium 

16.75 

35.29 

90 

54.71 

40.00 

21.88 

0.0150 

5.4973 

Non-command 

Older Al 

uvium 

3.99 

28.84 

90 

61.16 

40.00 

24.46 

0.0150 

1.4639 

Command 

Older Al 

uvium 

2.81 

13.37 

90 

76.63 

40.00 

30.65 

0.0150 

1.2934 

Command 

Older Al 

uvium 

35.55 

26.77 

90 

63.23 

40.00 

25.29 

0.0150 

13.4872 

Non-command 

Older Al 

uvium 

0.09 

26.77 

90 

63.23 

40.00 

25.29 

0.0150 

0.0332 

Command 

Older Al 

uvium 

118.01 

17.47 

90 

72.53 

40.00 

29.01 

0.0150 

51.3561 

Command 

Older Al 

uvium 

29.18 

22.97 

90 

67.03 

40.00 

26.81 

0.0150 

11.7365 

Non-command 

Older Al 

uvium 

22.06 

41.04 

90 

48.96 

40.00 

19.58 

0.0150 

6.4798 

Non-command 

Older Al 

uvium 

20.50 

32.25 

90 

57.75 

40.00 

23.10 

0.0150 

7.1039 

Command 

Older Al 

uvium 

6.19 

19.17 

90 

70.83 

40.00 

28.33 

0.0150 

2.6310 

Command 

Older Al 

uvium 

56.43 

23.45 

90 

66.55 

40.00 

26.62 

0.0150 

22.5314 

Command 

Older Al 

uvium 

18.60 

19.29 

90 

70.71 

40.00 

28.28 

0.0150 

7.8912 

Command 

Older Al 

uvium 

7.76 

20.19 

90 

69.81 

40.00 

27.92 

0.0150 

3.2515 

Command 

Older Al 

uvium 

5.04 

21.09 

90 

68.91 

40.00 

27.57 

0.0150 

2.0837 

Command 

Older Al 

uvium 

2.13 

22.48 

90 

67.52 

40.00 

27.01 

0.0150 

0.8610 

Command 

Older Al 

uvium 

31.92 

19.07 

90 

70.93 

40.00 

28.37 

0.0150 

13.5854 

Command 

Older Al 

uvium 

23.85 

18.59 

90 

71.41 

40.00 

28.56 

0.0150 

10.2194 

Non-command 

Older Al 

uvium 

19.49 

40.03 

90 

49.97 

30.00 

14.99 

0.0150 

4.3823 

Command 

Older Al 

uvium 

98.73 

17.73 

90 

72.27 

40.00 

28.91 

0.0150 

42.8129 

Command 

Older Al 

uvium 

2.56 

30.83 

90 

59.17 

40.00 

23.67 

0.0150 

0.9074 

Non-command 

Older Al 

uvium 

86.70 

30.83 

90 

59.17 

40.00 

23.67 

0.0150 

30.7793 

Command 

Older Al 

uvium 

2.94 

29.50 

90 

60.50 

40.00 

24.20 

0.0150 

1.0664 

Non-command 

Older Al 

uvium 

15.76 

29.50 

90 

60.50 

40.00 

24.20 

0.0150 

5.7228 

Command 

Older Al 

uvium 

3.48 

22.94 

90 

67.06 

40.00 

26.82 

0.0150 

1.4003 

Command 

Older Al 

uvium 

2.82 

22.94 

90 

67.06 

40.00 

26.82 

0.0150 

1.1357 

Non-command 

Older Al 

uvium 

13.93 

22.94 

90 

67.06 

40.00 

26.82 

0.0150 

5.6065 

Command 

Older Al 

uvium 

1.48 

39.32 

90 

50.68 

40.00 

20.27 

0.0150 

0.4511 

Non-command 

Older Al 

uvium 

4.97 

39.32 

90 

50.68 

40.00 

20.27 

0.0150 

1.5103 


























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Tertiary Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 



11.47 


4.36 


36.44 


24.51 


102.30 


101.40 


53.80 


2.24 


16.24 


17.86 


94.00 


4.37 


47.43 


38.32 


29.52 


57.58 


13.86 


92.10 


93.55 


0.43 


15.32 


0.85 


17.14 


4.47 


15.56 


15.78 


13.57 


1.10 


115.96 


11.27 


0.86 


1.07 


16.37 


31.44 


51.07 


39.53 


38.56 


2.85 


17.79 


24.78 


5.31 


14.76 


91.40 


12.40 


8.41 


11.65 


0.27 


4.11 


5.63 


55.74 


121.79 


4.52 


31.18 


3.12 


37.60 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

26.03 

90 

63.97 

40.00 

25.59 

0.0150 

4.4041 

26.03 

90 

63.97 

40.00 

25.59 

0.0150 

1.6741 

21.88 

90 

68.12 

40.00 

27.25 

0.0150 

14.8931 

21.88 

90 

68.12 

40.00 

27.25 

0.0150 

10.0159 

15.07 

90 

74.93 

40.00 

29.97 

0.0150 

45.9912 

42.29 

90 

47.71 

40.00 

19.08 

0.0150 

29.0257 

42.29 

90 

47.71 

40.00 

19.08 

0.0150 

15.3998 

50.75 

90 

39.25 

30.00 

11.77 

0.0150 

0.3955 

22.04 

90 

67.96 

40.00 

27.19 

0.0150 

6.6206 

22.04 

90 

67.96 

40.00 

27.19 

0.0150 

7.2812 

54.90 

90 

35.10 

30.00 

10.53 

0.0150 

14.8492 

54.90 

90 

35.10 

30.00 

10.53 

0.0150 

0.6899 

18.13 

90 

71.87 

40.00 

28.75 

0.0150 

20.4505 

43.17 

90 

46.83 

40.00 

18.73 

0.0150 

10.7685 

42.96 

90 

47.04 

40.00 

18.82 

0.0150 

8.3335 

42.71 

90 

47.29 

40.00 

18.92 

0.0150 

16.3390 

35.29 

90 

54.71 

40.00 

21.88 

0.0150 

4.5486 

47.36 

90 

42.64 

40.00 

17.06 

0.0150 

23.5662 

47.36 

90 

42.64 

40.00 

17.06 

0.0150 

23.9361 

19.48 

90 

70.52 

30.00 

21.16 

0.0150 

0.1350 

19.48 

90 

70.52 

30.00 

21.16 

0.0150 

4.8634 

66.07 

130 

63.93 

30.00 

19.18 

0.0030 

0.0488 

62.38 

90 

27.62 

30.00 

8.29 

0.0150 

2.1307 

28.84 

90 

61.16 

40.00 

24.46 

0.0150 

1.6393 

28.84 

90 

61.16 

40.00 

24.46 

0.0150 

5.7096 

21.30 

90 

68.70 

40.00 

27.48 

0.0150 

6.5052 

19.65 

90 

70.35 

30.00 

21.10 

0.0150 

4.2957 

19.65 

90 

70.35 

30.00 

21.10 

0.0150 

0.3494 

13.37 

90 

76.63 

40.00 

30.65 

0.0150 

53.3146 

42.99 

90 

47.01 

40.00 

18.81 

0.0150 

3.1778 

43.14 

90 

46.86 

30.00 

14.06 

0.0150 

0.1815 

43.14 

140 

96.86 

30.00 

29.06 

0.0030 

0.0931 

26.77 

90 

63.23 

40.00 

25.29 

0.0150 

6.2117 

19.21 

90 

70.79 

40.00 

28.32 

0.0150 

13.3546 

15.96 

90 

74.04 

40.00 

29.62 

0.0150 

22.6870 

25.54 

90 

64.46 

40.00 

25.78 

0.0150 

15.2875 

25.54 

90 

64.46 

40.00 

25.78 

0.0150 

14.9138 

17.47 

90 

72.53 

40.00 

29.01 

0.0150 

1.2388 

20.10 

90 

69.90 

30.00 

20.97 

0.0150 

5.5968 

20.10 

90 

69.90 

30.00 

20.97 

0.0150 

7.7958 

43.50 

130 

86.50 

35.00 

30.27 

0.0030 

0.4819 

43.50 

130 

86.50 

30.00 

25.95 

0.0030 

1.1494 

19.10 

90 

70.90 

30.00 

21.27 

0.0150 

29.1632 

19.10 

90 

70.90 

30.00 

21.27 

0.0150 

3.9556 

44.85 

165 

120.15 

30.00 

36.04 

0.0100 

3.0299 

44.85 

140 

95.15 

30.00 

28.54 

0.0030 

0.9979 

44.85 

90 

45.15 

30.00 

13.54 

0.0150 

0.0548 

44.85 

140 

95.15 

30.00 

28.54 

0.0030 

0.3518 

43.44 

90 

46.56 

30.00 

13.97 

0.0150 

1.1793 

17.74 

90 

72.26 

40.00 

28.90 

0.0150 

24.1670 

21.41 

90 

68.59 

40.00 

27.44 

0.0150 

50.1240 

21.41 

90 

68.59 

40.00 

27.44 

0.0150 

1.8583 

21.41 

90 

68.59 

40.00 

27.44 

0.0150 

12.8336 

43.24 

140 

96.76 

35.00 

33.87 

0.0030 

0.3174 

43.24 

90 

46.76 

30.00 

14.03 

0.0150 

7.9134 






































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Tertiary Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 



38.43 


20.33 


74.50 


12.16 


2.92 


37.63 


3.41 


50.65 


41.55 


0.37 


0.29 


21.54 


33.84 


19.74 


10.63 


21.15 


8.87 


0.23 


0.33 


0.02 


34.66 


21.05 


6.30 


1.21 


0.15 


2.31 


0.66 


9.50 


120.09 


0.99 


0.37 


3.54 


12.80 


3.01 


63.98 


33.12 


0.15 


77.25 


83.14 


14.17 


0.67 


0.34 


97.20 


0.28 


49.94 


40.51 


37.05 


2.80 


15.05 


16.56 


0.17 


13.44 


7.64 


38.34 


12.26 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

43.24 

140 

96.76 

30.00 

29.03 

0.0030 

3.3464 

22.97 

90 

67.03 

40.00 

26.81 

0.0150 

8.1765 

41.04 

90 

48.96 

40.00 

19.58 

0.0150 

21.8851 

45.24 

90 

44.76 

30.00 

13.43 

0.0150 

2.4488 

45.24 

140 

94.76 

30.00 

28.43 

0.0030 

0.2491 

40.41 

90 

49.59 

30.00 

14.88 

0.0150 

8.3960 

66.07 

160 

93.94 

30.00 

28.18 

0.0100 

0.9616 

19.32 

90 

70.68 

40.00 

28.27 

0.0150 

21.4777 

43.00 

90 

47.00 

30.00 

14.10 

0.0150 

8.7877 

43.00 

140 

97.00 

30.00 

29.10 

0.0030 

0.0327 

19.24 

90 

70.76 

30.00 

21.23 

0.0150 

0.0928 

21.14 

90 

68.86 

40.00 

27.54 

0.0150 

8.8979 

53.77 

130 

76.23 

30.00 

22.87 

0.0030 

2.3215 

43.38 

90 

46.62 

30.00 

13.99 

0.0150 

4.1414 

43.38 

140 

96.62 

30.00 

28.99 

0.0030 

0.9240 

19.29 

90 

70.71 

30.00 

21.21 

0.0150 

6.7311 

19.29 

90 

70.71 

30.00 

21.21 

0.0150 

2.8224 

62.72 

160 

97.28 

30.00 

29.18 

0.0100 

0.0674 

19.96 

90 

70.04 

30.00 

21.01 

0.0150 

0.1038 

19.96 

90 

70.04 

30.00 

21.01 

0.0150 

0.0052 

53.55 

90 

36.45 

30.00 

10.94 

0.0150 

5.6852 

53.55 

160 

106.45 

30.00 

31.94 

0.0100 

6.7223 

53.55 

140 

86.45 

30.00 

25.94 

0.0030 

0.4904 

53.55 

90 

36.45 

30.00 

10.94 

0.0150 

0.1987 

43.23 

140 

96.77 

35.00 

33.87 

0.0030 

0.0149 

43.23 

140 

96.77 

30.00 

29.03 

0.0030 

0.2011 

23.45 

90 

66.55 

40.00 

26.62 

0.0150 

0.2645 

19.29 

90 

70.71 

40.00 

28.28 

0.0150 

4.0310 

21.09 

90 

68.91 

40.00 

27.57 

0.0150 

49.6563 

43.70 

90 

46.30 

30.00 

13.89 

0.0150 

0.2072 

61.85 

90 

28.15 

30.00 

8.44 

0.0150 

0.0465 

61.85 

130 

68.15 

30.00 

20.44 

0.0030 

0.2173 

25.91 

90 

64.09 

40.00 

25.63 

0.0150 

4.9203 

25.91 

90 

64.09 

40.00 

25.63 

0.0150 

1.1592 

21.68 

90 

68.32 

40.00 

27.33 

0.0150 

26.2264 

21.68 

90 

68.32 

40.00 

27.33 

0.0150 

13.5762 

37.86 

90 

52.14 

40.00 

20.86 

0.0150 

0.0472 

37.86 

90 

52.14 

40.00 

20.86 

0.0150 

24.1673 

61.22 

90 

28.78 

30.00 

8.63 

0.0150 

10.7679 

61.22 

160 

98.78 

30.00 

29.63 

0.0100 

4.1983 

61.22 

160 

98.78 

30.00 

29.63 

0.0100 

0.1977 

19.07 

90 

70.93 

40.00 

28.37 

0.0150 

0.1450 

18.59 

90 

71.41 

40.00 

28.56 

0.0150 

41.6456 

25.61 

90 

64.39 

40.00 

25.76 

0.0150 

0.1082 

25.61 

90 

64.39 

40.00 

25.76 

0.0150 

19.2950 

17.35 

90 

72.65 

40.00 

29.06 

0.0150 

17.6588 

40.03 

90 

49.97 

30.00 

14.99 

0.0150 

8.3325 

42.47 

140 

97.53 

35.00 

34.14 

0.0030 

0.2868 

42.47 

140 

97.53 

30.00 

29.26 

0.0030 

1.3211 

56.27 

165 

108.73 

30.00 

32.62 

0.0100 

5.4031 

56.27 

165 

108.73 

30.00 

32.62 

0.0100 

0.0565 

21.44 

90 

68.56 

30.00 

20.57 

0.0150 

4.1454 

21.44 

90 

68.56 

30.00 

20.57 

0.0150 

2.3573 

17.73 

90 

72.27 

40.00 

28.91 

0.0150 

16.6257 

30.83 

90 

59.17 

40.00 

23.67 

0.0150 

4.3522 







































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Tertiary 

Sandstone 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Younger 

Alluvium 

Older Al 

uvium 

Younger 

Alluvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 



12.13 


42.62 


48.06 


13.49 


0.00 


0.12 


1.74 


36.11 


4.17 


53.65 


0.02 


53.07 


7.33 


1.76 


3.96 


33.93 


6.50 


3.96 


7.50 


2.28 


20.44 


3.89 


17.89 


3.97 


119.10 


18.27 


20.79 


35.65 


9.40 


24.79 


10.89 


2.70 


0.88 


112.16 


0.78 


30.10 


8.57 


82.30 


13.85 


16.11 


1.69 


117.19 


4.55 


2.38 


54.92 


5.64 


3.56 


0.58 


30.97 


11.95 


2.44 


31.82 


4.65 


50.54 


2.34 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

30.83 

90 

59.17 

40.00 

23.67 

0.0150 

4.3049 

34.10 

90 

55.90 

40.00 

22.36 

0.0150 

14.2951 

34.10 

90 

55.90 

40.00 

22.36 

0.0150 

16.1207 

62.57 

90 

27.43 

30.00 

8.23 

0.0150 

1.6654 

62.57 

160 

97.43 

30.00 

29.23 

0.0100 

0.0003 

19.90 

90 

70.10 

30.00 

21.03 

0.0150 

0.0392 

21.94 

90 

68.06 

30.00 

20.42 

0.0150 

0.5338 

39.32 

90 

50.68 

40.00 

20.27 

0.0150 

10.9806 

39.32 

90 

50.68 

40.00 

20.27 

0.0150 

1.2673 

26.03 

90 

63.97 

40.00 

25.59 

0.0150 

20.5902 

26.03 

90 

63.97 

40.00 

25.59 

0.0150 

0.0096 

20.66 

90 

69.34 

30.00 

20.80 

0.0150 

16.5591 

20.66 

90 

69.34 

30.00 

20.80 

0.0150 

2.2887 

42.29 

90 

47.71 

40.00 

19.08 

0.0150 

0.5026 

42.29 

90 

47.71 

40.00 

19.08 

0.0150 

1.1326 

54.90 

90 

35.10 

30.00 

10.53 

0.0150 

5.3592 

54.90 

90 

35.10 

30.00 

10.53 

0.0150 

1.0267 

19.38 

90 

70.62 

30.00 

21.19 

0.0150 

1.2570 

26.98 

90 

63.02 

30.00 

18.91 

0.0150 

2.1271 

26.98 

90 

63.02 

30.00 

18.91 

0.0150 

0.6467 

35.01 

90 

54.99 

30.00 

16.50 

0.0150 

5.0585 

35.01 

90 

54.99 

30.00 

16.50 

0.0150 

0.9625 

17.25 

90 

72.75 

30.00 

21.82 

0.0150 

5.8569 

15.37 

90 

74.63 

30.00 

22.39 

0.0150 

1.3330 

16.60 

90 

73.40 

30.00 

22.02 

0.0150 

39.3387 

16.60 

90 

73.40 

30.00 

22.02 

0.0150 

6.0346 

14.82 

90 

75.18 

30.00 

22.55 

0.0150 

7.0345 

15.06 

90 

74.94 

30.00 

22.48 

0.0150 

12.0214 

19.48 

90 

70.52 

30.00 

21.16 

0.0150 

2.9816 

19.48 

90 

70.52 

30.00 

21.16 

0.0150 

7.8666 

19.45 

90 

70.55 

30.00 

21.17 

0.0150 

3.4565 

19.45 

90 

70.55 

30.00 

21.17 

0.0150 

0.8566 

62.38 

90 

27.62 

30.00 

8.29 

0.0150 

0.1095 

21.80 

90 

68.20 

30.00 

20.46 

0.0150 

34.4213 

21.80 

110 

88.20 

30.00 

26.46 

0.0200 

0.4151 

21.80 

90 

68.20 

30.00 

20.46 

0.0150 

9.2381 

21.80 

110 

88.20 

30.00 

26.46 

0.0200 

4.5369 

18.24 

90 

71.76 

30.00 

21.53 

0.0150 

26.5750 

53.53 

90 

36.47 

30.00 

10.94 

0.0150 

2.2732 

19.19 

90 

70.82 

30.00 

21.24 

0.0150 

5.1339 

19.19 

90 

70.82 

30.00 

21.24 

0.0150 

0.5393 

20.65 

90 

69.35 

30.00 

20.80 

0.0150 

36.5702 

22.04 

90 

67.96 

30.00 

20.39 

0.0150 

1.3918 

22.04 

90 

67.96 

30.00 

20.39 

0.0150 

0.7285 

16.06 

90 

73.94 

30.00 

22.18 

0.0150 

18.2728 

21.41 

90 

68.59 

40.00 

27.44 

0.0150 

2.3196 

21.41 

90 

68.59 

40.00 

27.44 

0.0150 

1.4634 

18.68 

90 

71.32 

30.00 

21.40 

0.0150 

0.1866 

19.13 

90 

70.87 

30.00 

21.26 

0.0150 

9.8762 

17.53 

90 

72.47 

30.00 

21.74 

0.0150 

3.8965 

44.69 

90 

45.31 

30.00 

13.59 

0.0150 

0.4984 

12.93 

90 

77.07 

30.00 

23.12 

0.0150 

11.0358 

17.56 

90 

72.44 

30.00 

21.73 

0.0150 

1.5173 

19.09 

90 

70.91 

30.00 

21.27 

0.0150 

16.1274 

19.09 

90 

70.91 

30.00 

21.27 

0.0150 

0.7466 







































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



16004026 


Modayat 


Pabusar Sindooka 


Panna 


Panwarwala 


Phulasar Bara 


Phulasar Chhota 


Prithviraj Ka Bera 


Puranwala 


Ranasar 


Raowala 


Rawalotan Ka Tala 


Sadolai 


Sanchoo 


Shastri Nagar 


Sheroowala 


Akasar 


Amarsar 


Ambasar 


Anasar 


Ankhisar 


Araji Jitoosingh 


Araji Nala 


Bachhasar 


Badhnu 


Bagseu 


Bakhtawarpura 


Balala 


Bandhala 


Baniya 


Bapeu 


Barh Kakra 


Barh Karnidan 


Barsingsar 


Basti Chauhanan 


Basti Chawadan 


Beechhwal (rural) 


Beedasariya 


Beekasar 


Census Code 


0803000400533400 


0803000400532700 


0816000202046100 


0803000400533300 


0803000400533600 


0803000400533700 


0803000400527900 


0803000400527600 


0803000400532000 


0803000400526600 


0803000400526900 


0803000400526200 


0803000400523700 


0803000400527400 


0803000400525800 


0803000400538300 


0804000700653100 


0803000100500700 


0803000500552800 


0803000500552300 


0803000400530300 


0803000400538100 


0803000100499700 


0803000500547300 


0803000500558700 


0803000500552500 


0803000400529600 


0803000500550100 


0803000500546800 


0803000800640800 


0803000500557700 


0803000100502700 


0803000100500300 


0803000400530000 


0803000100494600 


0803000100495600 


0803000500547400 


0803000500554200 



Zone (Fresh 
/ Saline) 




30.87 Sali 


45.23 Sali 


188.07 Sali 


42.42 Saline 


30.83 Saline 


24.73 Saline 


17.87 Saline 


13.56 Saline 


56.52 Saline 


380.91 Saline 


68.31 Saline 


65.82 Saline 


19.22 Saline 


103.48 Saline 


6.22 Saline 


160.15 Saline 


86.96 Saline 


2.54 Fresh 


17.74 Fresh 


11.91 Fresh 


58.80 Fresh 


1.61 Fresh 


2.13 Fresh 


82.01 Fresh 



6.80 Fresh 


12.68 Fresh 


39.66 Fresh 


7.38 Fresh 


16.19 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Tertiary Sandstone 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Older Alluvium 

Non-command 

Tertiary Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Vindhyan Sandstone 



30.87 


0.62 


0.66 


2.35 


8.14 


41.26 


23.90 


1.40 


16.87 


13.56 


12.51 


3.59 


159.04 


16.55 


68.31 


22.44 


18.31 


19.22 


30.71 


1.37 


6.22 


107.34 


31.73 


49.89 


8.36 


0.48 


49.22 


0.46 


28.18 


4.42 


42.47 


13.29 


2.69 


18.46 


55.81 


8.45 


0.86 


5.87 


2.54 


9.49 


11.91 


3.41 


1.61 


2.13 


78.54 


3.47 


33.23 


10.81 


4.93 


2.48 


6.80 


12.68 


1.78 


7.38 


16.19 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

15.11 

90 

74.89 

30.00 

22.47 

0.0150 

10.4043 

56.84 

90 

33.16 

30.00 

9.95 

0.0150 

0.0926 

18.56 

90 

71.44 

30.00 

21.43 

0.0150 

0.2112 

18.56 

110 

91.44 

25.00 

22.86 

0.0200 

1.0737 

18.56 

110 

91.44 

25.00 

22.86 

0.0200 

3.7214 

17.13 

90 

72.87 

30.00 

21.86 

0.0150 

13.5305 

19.95 

90 

70.05 

30.00 

21.01 

0.0150 

7.5320 

19.34 

90 

70.66 

30.00 

21.20 

0.0150 

0.4467 

43.70 

90 

46.30 

30.00 

13.89 

0.0150 

3.5155 

15.46 

90 

74.54 

30.00 

22.36 

0.0150 

4.5473 

61.50 

90 

28.50 

30.00 

8.55 

0.0150 

1.6047 

61.50 

160 

98.50 

30.00 

29.55 

0.0100 

1.0612 

23.48 

90 

66.52 

30.00 

19.96 

0.0150 

47.6086 

23.48 

90 

66.52 

30.00 

19.96 

0.0150 

4.9544 

18.52 

90 

71.48 

30.00 

21.44 

0.0150 

21.9722 

24.32 

90 

65.68 

30.00 

19.70 

0.0150 

6.6341 

24.32 

90 

65.68 

30.00 

19.70 

0.0150 

5.4119 

16.90 

90 

73.10 

30.00 

21.93 

0.0150 

6.3217 

21.74 

90 

68.26 

30.00 

20.48 

0.0150 

9.4322 

21.74 

90 

68.26 

30.00 

20.48 

0.0150 

0.4217 

17.56 

90 

72.44 

30.00 

21.73 

0.0150 

2.0292 

21.44 

90 

68.56 

30.00 

20.57 

0.0150 

33.1181 

21.44 

90 

68.56 

30.00 

20.57 

0.0150 

9.7902 

62.57 

90 

27.43 

30.00 

8.23 

0.0150 

6.1577 

62.57 

160 

97.43 

30.00 

29.23 

0.0100 

2.4434 

62.57 

160 

97.43 

30.00 

29.23 

0.0100 

0.1402 

95.25 

160 

64.75 

35.00 

22.66 

0.0100 

11.1536 

50.72 

165 

114.28 

35.00 

40.00 

0.0040 

0.0728 

82.48 

165 

82.52 

35.00 

28.88 

0.0100 

8.1388 

99.76 

140 

40.24 

35.00 

14.09 

0.0030 

0.1870 

68.01 

140 

71.99 

35.00 

25.20 

0.0030 

3.2105 

62.53 

160 

97.47 

35.00 

34.11 

0.0100 

4.5347 

107.27 

160 

52.73 

35.00 

18.46 

0.0100 

0.4966 

70.71 

165 

94.29 

35.00 

33.00 

0.0100 

6.0916 

104.23 

170 

65.77 

35.00 

23.02 

0.0100 

12.8468 

34.39 

90 

55.61 

40.00 

22.25 

0.0150 

2.8205 

93.81 

170 

76.19 

35.00 

26.67 

0.0100 

0.2305 

93.81 

140 

46.19 

35.00 

16.17 

0.0030 

0.2848 

78.60 

160 

81.40 

35.00 

28.49 

0.0100 

0.7228 

108.84 

140 

31.16 

35.00 

10.90 

0.0030 

0.3106 

90.17 

170 

79.83 

35.00 

27.94 

0.0100 

3.3262 

97.37 

180 

82.63 

35.00 

28.92 

0.0100 

0.9870 

38.62 

140 

101.38 

35.00 

35.48 

0.0030 

0.1717 

89.71 

165 

75.29 

35.00 

26.35 

0.0100 

0.5604 

110.09 

165 

54.91 

35.00 

19.22 

0.0100 

15.0951 

110.09 

140 

29.91 

35.00 

10.47 

0.0030 

0.1089 

116.63 

165 

48.37 

35.00 

16.93 

0.0100 

5.6248 

116.63 

140 

23.37 

35.00 

8.18 

0.0030 

0.2651 

103.38 

170 

66.62 

35.00 

23.32 

0.0100 

1.1496 

103.38 

140 

36.62 

35.00 

12.82 

0.0030 

0.0953 

68.84 

160 

91.16 

35.00 

31.91 

0.0100 

2.1711 

69.37 

165 

95.63 

35.00 

33.47 

0.0100 

4.2424 

71.12 

165 

93.88 

35.00 

32.86 

0.0100 

0.5846 

117.89 

170 

52.11 

35.00 

18.24 

0.0100 

1.3451 

61.97 

140 

78.03 

35.00 

27.31 

0.0030 

1.3265 
































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Bhamatsar 


Bhayala 


Bhinasar (rural) 


Bhojan Shala (rural) 


Bhojoosar 


Bholasar Budhan 


Bholasar Chauhanan 


Bhom Bagseu 


Bhom Beedasariya 


Bhom Bilniyasar 


Bhom Kirtasar 


Bhom Maiyasar 


Bikaner (M CL) 


Bilniyasar 


Boodhron Ki Dhani 


Chachaniya 


Chainasar 


Chak Chani 


Chak Garbi (rural) 


Chak Mulajman 


Chak Vijaisinghpura 


Chandasar 


Chani 


Dasnoo 


Derajsar 


Desalsar Bhatiyan 


Desalsar Mandlawatan 


Desalsar Purohitan 


Deshnok (Rural) 


Deshnoke (M) 


Dewasar 


Dheengsari 


Dhoopaliya 


Doodawas 


Gajner 


Gajroopdesar 


Gajsukhdesar 


Garhwala 


Geegasar 


Gewarsar 


Ghattoo 


Govind Nagar 


Goyalri 


Gusaisar 


Hadla Bhatiyan 


Hadla Rawalotan 


Himatsar 


Himtasar 


Census Code 


0803000100502800 


0803000500552400 


0803000500549300 


0803000400538800 


0803000100495300 


0803000100495500 


0803000100500000 


0803000400538400 


0803000400538500 


0803000500558800 


0803000500547500 


0803000500559100 


0803000500548800 


0803000500557400 


0803000140301000 


0803000500559000 


0803000500552000 


0803000500558100 


0803000500557900 


0803000400537900 


0803000100494800 


0803000400539800 


0803000400544400 


0803000400530100 


0803000400538000 


0803000500557200 


0803000800634700 


0803000500549700 


0803000500549600 


0803000500549500 


0803000100500400 


0803000140302000 


0803000100501900 


0803000500549900 


0803000500557600 


0803000500558900 


0803000400528600 


0803000500546700 


0803000500553200 


0803000100502000 


0803000100501000 


0804000700652300 


0803000500552200 


0803000500554500 


0803000400530200 


0803000100502500 


0803000400538700 


0803000400538600 


0803000500553600 


0803000100498800 



29.18 


2.93 


10.48 


1.25 


17.86 


6.87 


22.32 


4.11 


3.68 


2.15 


2.21 


8.93 


47.62 


61.58 


14.44 


6.35 


6.74 


2.04 


2.58 


44.81 


14.09 


17.50 


25.97 


33.25 


29.89 


22.70 


13.45 


18.36 


23.08 


2.64 


107.38 


4.97 


73.63 


17.84 


22.51 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Tertiary Sandstone 

Fresh 

Non-command 

Tertiary Sandstone 


Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Tertiary Sandstone 

Fresh 

Non-command 

Tertiary Sandstone 

Fresh 

Non-command 

Tertiary Sandstone 

Fresh 

Non-command 

Tertiary Sandstone 

Fresh 

Non-command 

Tertiary Sandstone 

Fresh 

Non-command 

Tertiary Sandstone 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Tertiary Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Tertiary Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Tertiary Sandstone 

Fresh 

Non-command 

Tertiary Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Tertiary Sandstone 

Fresh 

Non-command 

Tertiary Sandstone 

Fresh 

Non-command 

Tertiary Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Tertiary Sandstone 

Fresh 

Non-command 

Tertiary Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Tertiary Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Tertiary Sandstone 

Fresh 

Non-command 

Tertiary Sandstone 

Fresh 

Non-command 

Tertiary Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Older Alluvium 


Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Tertiary Sandstone 

Fresh 

Non-command 

Tertiary Sandstone 

Fresh 

Non-command 

Older Alluvium 


Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Tertiary Sandstone 

Fresh 

Non-command 

Tertiary Sandstone 

Fresh 

Non-command 

Tertiary Sandstone 


Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Tertiary Sandstone 

Fresh 

Non-command 

Tertiary Sandstone 

Fresh 

Non-command 

Tertiary Sandstone 

Fresh 

Non-command 

Tertiary Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Tertiary Sandstone 



29.62 


9.53 


19.38 


29.18 


2.93 


10.48 


1.25 


17.86 


6.87 


22.32 


3.97 


3.68 


0.14 


2.21 


5.81 


47.62 


58.25 


9.26 


6.35 


1.19 


0.14 


2.58 


8.23 


0.66 


7.11 


25.96 


33.25 


16.32 


8.30 


13.45 


18.36 


23.08 


2.64 


107.38 


4.97 


19.84 


14.48 


1.12 


0.66 


15.99 


13.37 


6.83 


22.00 


34.83 


27.09 


5.36 


8.67 


25.28 


4.37 


6.31 


0.15 


19.76 


26.16 


46.94 


19.61 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

87.27 

165 

77.73 

35.00 

27.21 

0.0100 

8.0583 

88.86 

170 

81.14 

35.00 

28.40 

0.0100 

2.7071 

88.86 

140 

51.14 

35.00 

17.90 

0.0030 

1.0407 

101.18 

140 

38.82 

35.00 

13.59 

0.0030 

1.1892 

109.61 

160 

50.39 

35.00 

17.64 

0.0100 

0.5174 

66.96 

165 

98.04 

35.00 

34.32 

0.0100 

3.5964 

74.85 

165 

90.15 

35.00 

31.55 

0.0100 

0.3931 

107.02 

165 

57.98 

35.00 

20.29 

0.0100 

3.6248 

109.54 

160 

50.46 

35.00 

17.66 

0.0100 

1.2133 

111.90 

160 

48.10 

35.00 

16.84 

0.0100 

3.7570 

40.01 

90 

49.99 

40.00 

20.00 

0.0150 

1.1897 

117.99 

170 

52.02 

35.00 

18.21 

0.0100 

0.6694 

44.37 

140 

95.63 

35.00 

33.47 

0.0030 

0.0138 

94.62 

170 

75.38 

35.00 

26.38 

0.0100 

0.5821 

29.68 

140 

110.33 

35.00 

38.61 

0.0030 

0.6729 

76.37 

165 

88.63 

35.00 

31.02 

0.0100 

14.7732 

76.37 

165 

88.63 

35.00 

31.02 

0.0100 

18.0710 

54.51 

140 

85.49 

35.00 

29.92 

0.0030 

0.8316 

84.46 

140 

55.54 

35.00 

19.44 

0.0030 

0.3701 

27.99 

140 

112.01 

35.00 

39.20 

0.0030 

0.1401 

33.14 

140 

106.86 

35.00 

37.40 

0.0030 

0.0153 

70.86 

160 

89.14 

35.00 

31.20 

0.0100 

0.8036 

56.86 

165 

108.14 

35.00 

37.85 

0.0100 

3.1161 

62.20 

160 

97.80 

35.00 

34.23 

0.0100 

0.2260 

96.26 

140 

43.74 

35.00 

15.31 

0.0030 

0.3266 

62.49 

160 

97.51 

35.00 

34.13 

0.0100 

8.8604 

77.88 

160 

82.12 

35.00 

28.74 

0.0100 

9.5571 

42.37 

140 

97.63 

35.00 

34.17 

0.0030 

1.6727 

69.33 

180 

110.67 

35.00 

38.73 

0.0100 

3.2151 

99.67 

140 

40.33 

35.00 

14.12 

0.0030 

0.5698 

100.68 

140 

39.32 

35.00 

13.76 

0.0030 

0.7578 

108.46 

140 

31.54 

35.00 

11.04 

0.0030 

0.7643 

108.09 

165 

56.91 

35.00 

19.92 

0.0100 

0.5257 

110.54 

165 

54.46 

35.00 

19.06 

0.0100 

20.4659 

86.98 

165 

78.02 

35.00 

27.31 

0.0100 

1.3577 

99.68 

140 

40.32 

35.00 

14.11 

0.0030 

0.8399 

32.03 

140 

107.97 

35.00 

37.79 

0.0030 

1.6415 

41.24 

90 

48.76 

40.00 

19.51 

0.0150 

0.3282 

41.24 

140 

98.76 

35.00 

34.57 

0.0030 

0.0685 

61.58 

160 

98.42 

35.00 

34.45 

0.0100 

5.5064 

91.23 

170 

78.77 

35.00 

27.57 

0.0100 

3.6851 

57.11 

90 

32.89 

40.00 

13.15 

0.0150 

1.3474 

57.11 

140 

82.89 

35.00 

29.01 

0.0030 

1.9149 

91.34 

165 

73.66 

35.00 

25.78 

0.0100 

8.9787 

88.47 

165 

76.53 

35.00 

26.78 

0.0100 

7.2554 

90.46 

180 

89.54 

35.00 

31.34 

0.0100 

1.6796 

90.46 

165 

74.54 

35.00 

26.09 

0.0040 

0.9052 

71.08 

140 

68.92 

35.00 

24.12 

0.0030 

1.8298 

66.45 

140 

73.55 

35.00 

25.74 

0.0030 

0.3378 

62.33 

160 

97.67 

35.00 

34.18 

0.0100 

2.1560 

89.26 

165 

75.74 

35.00 

26.51 

0.0100 

0.0390 

113.46 

160 

46.54 

35.00 

16.29 

0.0100 

3.2191 

113.76 

160 

46.24 

35.00 

16.18 

0.0100 

4.2335 

49.94 

140 

90.06 

35.00 

31.52 

0.0030 

4.4395 

75.97 

165 

89.03 

35.00 

31.16 

0.0100 

6.1101 
































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Hiyadesar 


Inda Ka Bala 


Jaisingh Desar Kaliyan 


Jaisingh Desar Magra 


Jangloo 


Jegla Gogliyan 


Jegla Panna Daroga 


Jhajhoo 


Jhajhoobas Nathotan 


Jhareli 


Jorbeer (rural) 


Kakra 


Kalyansar Agoona 


Kalyansar Bara 


Kalyansar Utrada 


Kandhalsar 


Karmisar (rural) 


Katar Bari 


Katar Chhoti 


Kesar Desar Boran 


Kesar Desar Gangaguran 


Kesar DesarJatan 


Kheechiyasar 


Khet Chandasar 


Kilchoo Deodan 


Kilchoo Sahlotan 


Kirtasar 


Kishnayat Budhan 


Kismi Desar (rural) 


Kisnasar 


Kolasar 


Kolayat 


Koodsoo 


Kookniya 


Kotra 


Kotri 


Kuchor Aguni 


Kuchor Athooni 


Kurjadi 


Lalam Desar Bara 


Lalam Desar Chhota 


Lalamdesar 


Lalasar 


Lalsinghpura 


Likhmisar Dikhnada 


Likhmisar Utrada 


Census Code 


0803000500551800 


0803000400537800 


0803000500546900 


0803000500545700 


0803000500545900 



0803000500546000 


0803000400539300 


0803000500553300 


0803000100499400 


0803000500553500 


0803000100501800 


0803000100501600 


0803000100501700 


0804000700653300 


0803000100495200 


0804000700652200 


0804000700653000 


0803000100501300 


0803000100501100 


0803000100501200 


0803000500557500 


0803000400529900 


0803000100501500 


0803000100501400 


0803000500548900 


0803000400530400 


0803000100495400 


0803000500549800 


0803000100499800 


0803000400539700 


0803000500551700 


0803000500548300 


0803000400528900 


0803000400537700 


0803000500547200 


0803000500547000 


0803000500552700 


0803000500547700 


0803000500547100 


0803000100500100 


0803000500548200 


0803000100502200 


0803000800638300 


0803000800638200 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Tertiary Sandstone 

Fresh 

Non-command 

Tertiary Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Tertiary Sandstone 




116.56 Fresh 


19.84 Fresh 



18.38 Fresh 


122.54 Fresh 


17.34 Fresh 


42.98 Fresh 


59.58 Fresh 


34.57 Fresh 


7.85 Fresh 


21.82 Fresh 


9.95 Fresh 


23.99 Fresh 


8.93 Fresh 


51.73 Fresh 




Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Vindhyan Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


40.81 


18.52 


15.72 


35.64 


4.11 


80.15 


3.44 


113.12 


7.12 


12.72 


11.31 


7.07 


67.90 


11.48 


2.27 


0.43 


42.55 


59.58 


34.57 


7.85 


21.82 


9.95 


14.98 


8.93 


5.80 


29.66 


6.42 


10.19 


17.50 


50.66 


15.07 


1.68 


16.26 


14.42 


14.42 


0.83 


8.45 


24.67 


18.22 


23.94 


10.01 


29.40 


0.20 


12.41 


7.19 


45.46 


49.41 


16.29 


34.39 


20.07 


38.89 


29.29 


2.01 


16.37 


6.13 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

81.30 

140 

58.70 

35.00 

20.55 

0.0030 

2.5153 

65.07 

160 

94.93 

35.00 

33.23 

0.0100 

6.1537 

89.98 

170 

80.02 

35.00 

28.01 

0.0100 

4.4019 

111.95 

140 

28.05 

35.00 

9.82 

0.0030 

1.0498 

111.55 

170 

58.45 

35.00 

20.46 

0.0100 

0.8417 

111.55 

140 

28.45 

35.00 

9.96 

0.0030 

2.3942 

88.86 

170 

81.14 

35.00 

28.40 

0.0100 

0.9781 

88.86 

140 

51.14 

35.00 

17.90 

0.0030 

6.0735 

112.90 

170 

57.10 

35.00 

19.99 

0.0100 

1.4231 

112.90 

140 

27.10 

35.00 

9.49 

0.0030 

0.3621 

114.21 

170 

55.79 

35.00 

19.53 

0.0100 

2.2087 

114.21 

140 

25.79 

35.00 

9.03 

0.0030 

0.1914 

90.21 

160 

69.79 

35.00 

24.42 

0.0100 

16.5857 

90.21 

140 

49.79 

35.00 

17.42 

0.0030 

0.6001 

74.88 

160 

85.12 

35.00 

29.79 

0.0100 

0.6772 

69.82 

90 

20.18 

40.00 

8.07 

0.0150 

0.0515 

69.82 

140 

70.18 

35.00 

24.56 

0.0030 

3.1359 

87.07 

165 

77.93 

35.00 

27.28 

0.0100 

16.2522 

72.57 

140 

67.43 

35.00 

23.60 

0.0030 

2.4475 

78.14 

165 

86.86 

35.00 

30.40 

0.0100 

2.3857 

94.42 

165 

70.58 

35.00 

24.70 

0.0100 

5.3894 

84.37 

165 

80.63 

35.00 

28.22 

0.0100 

2.8082 

45.84 

165 

119.16 

35.00 

41.71 

0.0040 

2.4985 

69.40 

165 

95.60 

35.00 

33.46 

0.0100 

2.9891 

83.04 

180 

96.96 

35.00 

33.94 

0.0100 

1.9679 

83.04 

165 

81.96 

35.00 

28.69 

0.0040 

3.4040 

77.68 

165 

87.32 

35.00 

30.56 

0.0040 

0.7850 

92.79 

165 

72.21 

35.00 

25.27 

0.0100 

2.5742 

91.65 

165 

73.35 

35.00 

25.67 

0.0100 

4.4940 

92.36 

165 

72.64 

35.00 

25.42 

0.0100 

12.8793 

29.57 

140 

110.43 

35.00 

38.65 

0.0030 

1.7472 

77.63 

160 

82.37 

35.00 

28.83 

0.0100 

0.4839 

92.56 

165 

72.44 

35.00 

25.35 

0.0100 

4.1236 

94.90 

165 

70.10 

35.00 

24.54 

0.0100 

3.5373 

95.30 

170 

74.70 

35.00 

26.14 

0.0100 

3.7699 

65.97 

160 

94.03 

35.00 

32.91 

0.0100 

0.2725 

71.99 

165 

93.01 

35.00 

32.56 

0.0100 

2.7493 

98.72 

140 

41.28 

35.00 

14.45 

0.0030 

1.0692 

77.71 

165 

87.29 

35.00 

30.55 

0.0100 

5.5675 

61.78 

160 

98.22 

35.00 

34.38 

0.0100 

8.2311 

68.80 

140 

71.20 

35.00 

24.92 

0.0030 

0.7484 

94.70 

170 

75.30 

35.00 

26.35 

0.0100 

7.7485 

94.70 

140 

45.30 

35.00 

15.85 

0.0030 

0.0096 

52.90 

160 

107.10 

35.00 

37.49 

0.0100 

4.6537 

63.65 

160 

96.35 

35.00 

33.72 

0.0100 

2.4249 

95.02 

170 

74.98 

35.00 

26.24 

0.0100 

11.9311 

94.86 

170 

75.14 

35.00 

26.30 

0.0100 

12.9939 

100.67 

140 

39.33 

35.00 

13.76 

0.0030 

0.6725 

107.94 

170 

62.06 

35.00 

21.72 

0.0100 

7.4700 

105.14 

170 

64.86 

35.00 

22.70 

0.0100 

4.5552 

116.19 

165 

48.81 

35.00 

17.08 

0.0100 

6.6444 

97.44 

170 

72.56 

35.00 

25.39 

0.0100 

7.4387 

80.70 

165 

84.30 

35.00 

29.51 

0.0100 

0.5929 

120.43 

180 

59.57 

35.00 

20.85 

0.0100 

3.4134 

121.61 

180 

58.39 

35.00 

20.44 

0.0100 

1.2528 


















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Maiyasar 


Malasar 


Manaksar 


Mariya 


Masoori 


Meghasar 


Meusar 


Mokha Charnan 


Mokha Khalsa 


Moondsar 


Morkhana Agoona 


Morkhana Athoona 


Mukam 


Munjasar 


Mureedsar 


Nainon Ka Bas 


Naiyon Ki Basti 


Nal Chhoti 


Nalbari 


Napasar 


Narsisar 


Nathusar (rural) 


Nimdiyasar 


Nokha (M) 


Nokhagaon 


Nokhamandi (Rural) 


Norang Desar 


Palana 


Parwa 


Peempasar 


Pithrasar 


Raisar 


Rajedoo 


Ramsar 


Rasisar Bas Bara 


Rasisar Bas Panchaytiy 


Rasisar Bas Purohitan 


Rasisar Bas Talriya 


Ridmalsar Purohitan 


Ridmalsar Sipahiyan 


Rora 


Rughnathsar (rural) 


Sadhasar 


Sainiwala 


Census Code 


0803000400537600 


0803000500548100 


0803000500557300 


0804000700653200 


0803000500548700 



Zone (Fresh 
/ Saline) 


0803000500554100 


0803000500547600 


0803000100499900 


0803000500547900 


0803000400539000 


0803000400538900 


0803000100502900 


0803000500548500 


0803000500548600 


0803000500553700 


0803000500550300 


0803000500550200 


0803000100498900 


0803000400529700 


0803000100494500 


0803000100493800 


0803000100502100 


0803000800634600 


0803000100495000 


0803000500553800 


0803000540303000 


0803000500551900 


0803000500554300 


0803000100502400 


0803000100500500 


0803000500549200 


0814000401798400 


0803000500545800 


0803000100498700 


0803000800640700 


0803000100503000 


0803000500546300 


0803000500546500 


0803000500546200 


0803000500546400 


0803000100499000 


0803000100499300 


0803000500554400 


0803000100494900 


0803000500553000 


0803000500552600 


18.76 Fresh 


9.99 Fresh 


22.59 Fresh 


16.53 Fresh 


11.48 Fresh 



16.53 Fresh 


27.55 Fresh 


23.96 Fresh 


14.90 Fresh 


21.56 Fresh 


23.36 


59.20 


11.46 


9.54 


4.74 


20.40 


6.82 


12.43 


14.81 


42.58 


104.07 


66.04 


43.91 


5.06 


7.11 


14.36 


34.14 


1.07 


71.35 


50.30 


48.92 


52.50 Fresh 


27.36 Fresh 


13.78 Fresh 


49.10 Fresh 


105.12 Fresh 


4.85 Fresh 


11.54 Fresh 


25.01 Fresh 


14.40 Fresh 


18.88 Fresh 


0.98 Fresh 


65.74 Fresh 


8.35 Fresh 


61.62 Fresh 


21.88 Fresh 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Tertiary Sandstone 



1.66 


9.76 


0.23 


12.60 


13.02 


11.00 


0.48 


0.34 


15.62 


16.49 


27.55 


23.96 


14.90 


3.75 


16.31 


23.36 


59.20 


11.46 


9.54 


4.74 


7.17 


0.00 


12.43 


14.81 


27.35 


1.76 


62.85 


19.10 


4.39 


7.11 


1.36 


34.14 


0.15 


0.30 


50.30 


32.94 


15.98 


5.40 


2.40 


24.96 


1.43 


30.87 


105.12 


4.85 


11.54 


25.01 


14.40 


1.00 


13.43 


0.98 


13.74 


8.16 


50.50 


11.12 


5.84 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

63.37 

160 

96.63 

35.00 

33.82 

0.0100 

0.5603 

102.27 

170 

67.73 

35.00 

23.71 

0.0100 

2.3149 

102.27 

140 

37.73 

35.00 

13.21 

0.0030 

0.0091 

33.89 

140 

106.11 

35.00 

37.14 

0.0030 

1.4033 

65.84 

165 

99.16 

35.00 

34.71 

0.0040 

1.8081 

93.80 

170 

76.20 

35.00 

26.67 

0.0100 

2.9348 

93.80 

140 

46.20 

35.00 

16.17 

0.0030 

0.0231 

110.65 

170 

59.35 

35.00 

20.77 

0.0100 

0.0714 

110.65 

140 

29.35 

35.00 

10.27 

0.0030 

0.4814 

57.57 

140 

82.43 

35.00 

28.85 

0.0030 

1.4271 

101.62 

170 

68.38 

35.00 

23.93 

0.0100 

6.5935 

82.96 

165 

82.04 

35.00 

28.72 

0.0100 

6.8790 

103.10 

170 

66.90 

35.00 

23.41 

0.0100 

3.4886 

107.50 

160 

52.50 

35.00 

18.37 

0.0100 

0.6894 

107.50 

140 

32.50 

35.00 

11.37 

0.0030 

0.5566 

111.86 

160 

48.14 

35.00 

16.85 

0.0100 

3.9360 

85.55 

165 

79.45 

35.00 

27.81 

0.0100 

16.4628 

91.68 

170 

78.32 

35.00 

27.41 

0.0100 

3.1421 

93.12 

170 

76.88 

35.00 

26.91 

0.0100 

2.5680 

37.74 

140 

102.26 

35.00 

35.79 

0.0030 

0.5092 

104.23 

140 

35.77 

35.00 

12.52 

0.0030 

0.2691 

105.01 

140 

34.99 

35.00 

12.25 

0.0030 

0.0001 

82.53 

165 

82.47 

35.00 

28.87 

0.0100 

3.5880 

74.39 

160 

85.61 

35.00 

29.96 

0.0100 

4.4379 

59.98 

165 

105.02 

35.00 

36.76 

0.0100 

10.0546 

34.65 

165 

130.35 

35.00 

45.62 

0.0100 

0.8036 

78.48 

165 

86.52 

35.00 

30.28 

0.0100 

19.0321 

80.67 

180 

99.33 

35.00 

34.76 

0.0100 

6.6400 

82.98 

165 

82.02 

35.00 

28.71 

0.0100 

1.2589 

54.04 

140 

85.96 

35.00 

30.08 

0.0030 

0.6414 

61.57 

140 

78.43 

35.00 

27.45 

0.0030 

0.1123 

70.37 

140 

69.63 

35.00 

24.37 

0.0030 

2.4959 

56.32 

140 

83.68 

35.00 

29.29 

0.0030 

0.0131 

77.84 

165 

87.16 

35.00 

30.51 

0.0100 

0.0929 

88.59 

165 

76.41 

35.00 

26.74 

0.0100 

13.4524 

107.07 

170 

62.93 

35.00 

22.02 

0.0100 

7.2539 

107.07 

140 

32.93 

35.00 

11.52 

0.0030 

0.5526 

25.47 

120 

94.53 

25.00 

23.63 

0.0040 

0.5102 

116.11 

170 

53.89 

35.00 

18.86 

0.0100 

0.4536 

116.11 

140 

23.89 

35.00 

8.36 

0.0030 

0.6260 

74.15 

165 

90.85 

35.00 

31.80 

0.0100 

0.4550 

92.74 

180 

87.26 

35.00 

30.54 

0.0100 

9.4261 

89.07 

165 

75.93 

35.00 

26.58 

0.0100 

27.9380 

109.20 

170 

60.80 

35.00 

21.28 

0.0100 

1.0318 

107.77 

170 

62.23 

35.00 

21.78 

0.0100 

2.5143 

112.23 

170 

57.77 

35.00 

20.22 

0.0100 

5.0576 

106.73 

170 

63.27 

35.00 

22.14 

0.0100 

3.1880 

78.34 

165 

86.66 

35.00 

30.33 

0.0100 

0.3029 

78.34 

165 

86.66 

35.00 

30.33 

0.0100 

4.0723 

83.24 

165 

81.76 

35.00 

28.61 

0.0100 

0.2798 

65.05 

140 

74.95 

35.00 

26.23 

0.0030 

1.0813 

78.08 

165 

86.92 

35.00 

30.42 

0.0100 

2.4825 

102.77 

170 

67.24 

35.00 

23.53 

0.0100 

11.8848 

102.77 

140 

37.24 

35.00 

13.03 

0.0030 

0.4347 

99.24 

170 

70.76 

35.00 

24.77 

0.0100 

1.4463 



















































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Vindhyan Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Older Alluvium 


Younger Alluvium 


Rilrjrrj I imoctnno 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

99.24 

140 

40.76 

35.00 

14.27 

0.0030 

0.6865 

76.11 

180 

103.89 

35.00 

36.36 

0.0100 

0.0217 

76.11 

165 

88.89 

35.00 

31.11 

0.0040 

0.3446 

102.59 

140 

37.41 

35.00 

13.09 

0.0030 

0.4966 

70.41 

160 

89.59 

35.00 

31.36 

0.0100 

6.5074 

77.84 

140 

62.16 

35.00 

21.76 

0.0030 

2.9404 

116.95 

180 

63.05 

35.00 

22.07 

0.0100 

0.9591 

75.62 

165 

89.38 

35.00 

31.28 

0.0100 

12.3404 

83.56 

165 

81.44 

35.00 

28.50 

0.0100 

12.9857 

82.98 

160 

77.02 

35.00 

26.96 

0.0100 

3.2098 

69.11 

165 

95.89 

35.00 

33.56 

0.0100 

1.7203 

48.69 

160 

111.31 

35.00 

38.96 

0.0100 

0.3881 

100.64 

140 

39.36 

35.00 

13.78 

0.0030 

0.2171 

82.64 

165 

82.36 

35.00 

28.83 

0.0100 

2.4621 

66.59 

160 

93.41 

35.00 

32.70 

0.0100 

1.2408 

60.51 

160 

99.49 

35.00 

34.82 

0.0100 

0.8004 

67.03 

165 

97.97 

35.00 

34.29 

0.0100 

11.9597 

111.25 

140 

28.75 

35.00 

10.06 

0.0030 

0.4686 

69.01 

165 

95.99 

35.00 

33.60 

0.0100 

0.5492 

107.75 

160 

52.25 

35.00 

18.29 

0.0100 

1.3822 

66.27 

160 

93.73 

35.00 

32.81 

0.0100 

0.0038 

80.70 

165 

84.30 

35.00 

29.51 

0.0100 

1.3173 

92.83 

170 

77.17 

35.00 

27.01 

0.0100 

6.4910 

94.35 

170 

75.65 

35.00 

26.48 

0.0100 

6.1460 

94.35 

140 

45.65 

35.00 

15.98 

0.0030 

1.0620 

94.36 

140 

45.64 

35.00 

15.97 

0.0030 

0.0024 

102.20 

140 

37.80 

35.00 

13.23 

0.0030 

0.0090 

101.16 

140 

38.84 

35.00 

13.59 

0.0030 

0.1502 

103.95 

140 

36.05 

35.00 

12.62 

0.0030 

0.0503 

50.28 

140 

89.72 

35.00 

31.40 

0.0030 

1.9139 

100.10 

170 

69.90 

35.00 

24.47 

0.0100 

8.9940 

100.10 

140 

39.90 

35.00 

13.97 

0.0030 

0.4638 

93.80 

170 

76.20 

35.00 

26.67 

0.0100 

9.9128 

82.73 

180 

97.27 

35.00 

34.04 

0.0100 

9.2994 

89.69 

165 

75.31 

35.00 

26.36 

0.0100 

4.9201 

87.06 

165 

77.94 

35.00 

27.28 

0.0100 

1.9402 

91.38 

165 

73.62 

35.00 

25.77 

0.0100 

6.5572 

88.40 

165 

76.60 

35.00 

26.81 

0.0100 

4.4285 

41.32 

140 

98.68 

35.00 

34.54 

0.0030 

1.0202 

89.65 

165 

75.35 

35.00 

26.37 

0.0100 

11.7695 

88.56 

180 

91.44 

35.00 

32.00 

0.0100 

0.2059 

42.83 

90 

47.17 

40.00 

18.87 

0.0150 

1.1572 

42.83 

140 

97.17 

35.00 

34.01 

0.0030 

3.1610 

71.04 

165 

93.96 

35.00 

32.88 

0.0100 

19.1814 

78.69 

165 

86.31 

35.00 

30.21 

0.0100 

0.0551 

78.19 

140 

61.81 

35.00 

21.63 

0.0030 

0.4998 

92.24 

140 

47.76 

35.00 

16.72 

0.0030 

1.0365 

103.50 

170 

66.50 

35.00 

23.28 

0.0100 

4.8205 

41.53 

85 

43.47 

40.00 

17.39 

0.0150 

2.0058 

41.53 

165 

123.47 

35.00 

43.22 

0.0040 

1.3784 

65.05 

180 

114.95 

35.00 

40.23 

0.0100 

1.9088 

65.05 

180 

114.95 

30.00 

34.49 

0.0100 

0.1456 

46.52 

110 

63.48 

30.00 

19.04 

0.0150 

7.8729 

46.52 

110 

63.48 

40.00 

25.39 

0.0200 

0.2403 

90.75 

150 

59.25 

35.00 

20.74 

0.0040 

0.0410 




















































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Vindhyan Sandstone 


Vindhyan Sandstone 


Younger Alluvium 


Tertiary Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Younger Alluvium 


Tertiary Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Phyllite & Schist 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Younger Alluvium 


Vindhyan Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Tertiary Sandstone 


Vindhyan Sandstone 


Phyllite & Schist 


Older Alluvium 


Younger Alluvium 


Phyllite & Schist 


Vindhyan Sandstone 


Phyllite & Schist 


Vindhyan Sandstone 


Older Alluvium 


Tertiary Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Younger Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Bilara Limestone 


Vindhyan Sandstone 


Rilrjrrj I imoctnno 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

90.75 

165 

74.25 

35.00 

25.99 

0.0040 

3.8629 

85.22 

165 

79.78 

35.00 

27.92 

0.0040 

4.5985 

55.08 

155 

99.92 

40.00 

39.97 

0.0200 

6.1008 

71.07 

180 

108.93 

35.00 

38.12 

0.0100 

0.0812 

71.07 

130 

58.93 

35.00 

20.62 

0.0030 

0.6283 

44.33 

90 

45.67 

40.00 

18.27 

0.0150 

2.5802 

44.33 

155 

110.67 

40.00 

44.27 

0.0200 

1.7383 

77.97 

180 

102.03 

35.00 

35.71 

0.0100 

0.4800 

77.97 

130 

52.03 

35.00 

18.21 

0.0030 

1.5028 

68.11 

165 

96.89 

35.00 

33.91 

0.0040 

4.1366 

60.58 

165 

104.42 

35.00 

36.55 

0.0040 

2.4698 

31.71 

80 

48.29 

5.00 

2.41 

0.0015 

0.0307 

54.16 

165 

110.84 

35.00 

38.80 

0.0040 

1.1987 

68.11 

90 

21.89 

40.00 

8.76 

0.0150 

0.8992 

68.11 

165 

96.89 

35.00 

33.91 

0.0040 

2.0044 

71.42 

90 

18.58 

40.00 

7.43 

0.0150 

0.5839 

71.42 

165 

93.58 

35.00 

32.75 

0.0040 

0.2013 

71.42 

155 

83.58 

40.00 

33.43 

0.0200 

2.0669 

54.39 

165 

110.61 

35.00 

38.71 

0.0040 

3.4177 

65.13 

180 

114.87 

35.00 

40.20 

0.0100 

0.0839 

65.13 

130 

64.87 

35.00 

22.70 

0.0030 

1.0979 

44.82 

85 

40.18 

40.00 

16.07 

0.0150 

1.5480 

44.82 

165 

120.18 

35.00 

42.06 

0.0040 

0.0183 

58.42 

180 

121.58 

35.00 

42.55 

0.0100 

3.0510 

58.42 

130 

71.58 

35.00 

25.05 

0.0030 

0.0130 

55.75 

110 

54.25 

30.00 

16.28 

0.0150 

2.0991 

66.18 

180 

113.82 

35.00 

39.84 

0.0100 

1.4124 

66.18 

130 

63.82 

35.00 

22.34 

0.0030 

2.5559 

16.39 

80 

63.61 

5.00 

3.18 

0.0015 

0.0008 

52.18 

90 

37.82 

40.00 

15.13 

0.0150 

2.0553 

52.18 

155 

102.82 

40.00 

41.13 

0.0200 

20.5386 

30.85 

80 

49.15 

5.00 

2.46 

0.0015 

0.0410 

30.85 

165 

134.15 

30.00 

40.24 

0.0040 

0.9647 

28.25 

80 

51.75 

5.00 

2.59 

0.0015 

0.0329 

28.25 

165 

136.75 

30.00 

41.02 

0.0040 

0.0416 

72.24 

90 

17.76 

40.00 

7.11 

0.0150 

2.8279 

72.24 

180 

107.76 

35.00 

37.72 

0.0100 

0.2433 

72.24 

165 

92.76 

35.00 

32.47 

0.0040 

1.3860 

63.37 

90 

26.63 

40.00 

10.65 

0.0150 

3.3801 

63.37 

155 

91.63 

40.00 

36.65 

0.0200 

1.1944 

56.84 

165 

108.16 

35.00 

37.86 

0.0040 

3.2882 

53.90 

165 

111.10 

35.00 

38.89 

0.0040 

0.8294 

42.09 

85 

42.91 

40.00 

17.17 

0.0150 

1.6736 

42.12 

85 

42.88 

40.00 

17.15 

0.0150 

1.6345 

42.51 

85 

42.49 

40.00 

17.00 

0.0150 

2.8407 

40.91 

85 

44.09 

40.00 

17.64 

0.0150 

3.2579 

40.91 

80 

39.09 

30.00 

11.73 

0.0150 

0.7508 

31.20 

80 

48.80 

30.00 

14.64 

0.0150 

2.0189 

39.72 

80 

40.28 

30.00 

12.08 

0.0150 

2.9311 

76.23 

90 

13.77 

40.00 

5.51 

0.0150 

0.0936 

76.23 

165 

88.77 

35.00 

31.07 

0.0040 

0.6333 

47.67 

90 

42.33 

40.00 

16.93 

0.0150 

1.9716 

40.36 

150 

109.64 

35.00 

38.38 

0.0040 

0.4307 

40.36 

165 

124.64 

35.00 

43.63 

0.0040 

1.5403 

40.36 

150 

109.64 

30.00 

32.89 

0.0040 

0.0268 
































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite & Schist 


Vindhyan Sandstone 


Older Alluvium 


Tertiary Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Vindhyan Sandstone 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Bilara Limestone 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Older Alluvium 


Phyllite & Schist 


Tertiary Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Phyllite & Schist 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Dhx/llito Qrhict 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

40.36 

80 

39.64 

5.00 

1.98 

0.0015 

0.0319 

40.36 

165 

124.64 

30.00 

37.39 

0.0040 

5.9669 

56.25 

110 

53.75 

30.00 

16.13 

0.0150 

3.4321 

56.25 

180 

123.75 

35.00 

43.31 

0.0100 

23.9842 

56.25 

130 

73.75 

35.00 

25.81 

0.0030 

0.0220 

50.84 

165 

114.16 

35.00 

39.96 

0.0040 

3.5801 

45.46 

165 

119.54 

35.00 

41.84 

0.0040 

0.4461 

32.55 

80 

47.45 

5.00 

2.37 

0.0015 

0.0000 

31.76 

80 

48.24 

30.00 

14.47 

0.0150 

1.3882 

27.18 

80 

52.82 

5.00 

2.64 

0.0015 

0.1082 

40.94 

165 

124.06 

35.00 

43.42 

0.0040 

1.8046 

44.25 

90 

45.75 

40.00 

18.30 

0.0150 

0.1872 

44.25 

155 

110.75 

40.00 

44.30 

0.0200 

5.6262 

28.74 

90 

61.26 

30.00 

18.38 

0.0150 

0.0372 

43.42 

85 

41.58 

40.00 

16.63 

0.0150 

1.2178 

42.13 

85 

42.87 

40.00 

17.15 

0.0150 

1.7327 

61.52 

90 

28.48 

40.00 

11.39 

0.0150 

0.3316 

61.52 

155 

93.48 

40.00 

37.39 

0.0200 

4.8319 

37.53 

80 

42.47 

5.00 

2.12 

0.0015 

0.0225 

35.12 

80 

44.88 

30.00 

13.46 

0.0150 

0.1687 

31.36 

80 

48.64 

30.00 

14.59 

0.0150 

0.9232 

41.51 

85 

43.49 

40.00 

17.40 

0.0150 

1.7854 

26.31 

80 

53.69 

5.00 

2.68 

0.0015 

0.0758 

43.29 

85 

41.71 

40.00 

16.69 

0.0150 

0.9741 

44.17 

150 

105.83 

35.00 

37.04 

0.0040 

0.0458 

44.17 

85 

40.83 

40.00 

16.33 

0.0150 

1.6246 

44.17 

165 

120.83 

35.00 

42.29 

0.0040 

3.2564 

44.17 

80 

35.83 

30.00 

10.75 

0.0150 

0.1424 

61.38 

165 

103.62 

35.00 

36.27 

0.0040 

0.3901 

42.74 

80 

37.26 

30.00 

11.18 

0.0150 

0.9564 

43.27 

85 

41.73 

40.00 

16.69 

0.0150 

0.2059 

78.70 

150 

71.30 

35.00 

24.96 

0.0040 

1.3625 

78.70 

165 

86.30 

35.00 

30.21 

0.0040 

1.8355 

86.97 

150 

63.03 

35.00 

22.06 

0.0040 

0.5566 

86.97 

165 

78.03 

35.00 

27.31 

0.0040 

1.0315 

52.51 

130 

77.49 

35.00 

27.12 

0.0030 

5.1525 

52.51 

130 

77.49 

30.00 

23.25 

0.0030 

0.9803 

50.36 

150 

99.64 

35.00 

34.87 

0.0040 

1.1492 

50.36 

165 

114.64 

35.00 

40.12 

0.0040 

0.8742 

50.36 

165 

114.64 

30.00 

34.39 

0.0040 

1.1793 

87.10 

180 

92.90 

35.00 

32.51 

0.0100 

1.2209 

87.10 

180 

92.90 

30.00 

27.87 

0.0100 

0.0438 

30.34 

90 

59.66 

30.00 

17.90 

0.0150 

0.5081 

30.34 

80 

49.66 

5.00 

2.48 

0.0015 

0.0273 

65.50 

180 

114.50 

35.00 

40.07 

0.0100 

4.3168 

65.50 

130 

64.50 

35.00 

22.57 

0.0030 

2.9811 

50.90 

110 

59.10 

30.00 

17.73 

0.0150 

5.2634 

35.16 

165 

129.84 

35.00 

45.44 

0.0040 

0.8516 

35.16 

80 

44.84 

5.00 

2.24 

0.0015 

0.0013 

35.16 

165 

129.84 

30.00 

38.95 

0.0040 

2.0736 

45.15 

165 

119.85 

35.00 

41.95 

0.0040 

1.5031 

59.18 

110 

50.82 

30.00 

15.25 

0.0150 

0.2101 

30.10 

80 

49.90 

5.00 

2.50 

0.0015 

0.0212 

30.59 

80 

49.41 

5.00 

2.47 

0.0015 

0.0897 

31.42 

80 

48.58 

5.00 

2.43 

0.0015 

0.0612 












































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Vindhyan Sandstone 


Vindhyan Sandstone 


Phyllite & Schist 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Phyllite & Schist 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Phyllite & Schist 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Tortiarx/ Qanrlctnno 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

31.42 

165 

133.58 

30.00 

40.08 

0.0040 

0.1795 

30.95 

165 

134.05 

35.00 

46.92 

0.0040 

0.1562 

30.95 

80 

49.05 

5.00 

2.45 

0.0015 

0.0022 

30.95 

165 

134.05 

30.00 

40.21 

0.0040 

1.8215 

41.05 

80 

38.95 

30.00 

11.69 

0.0150 

0.0228 

41.96 

85 

43.04 

40.00 

17.22 

0.0150 

4.5645 

19.32 

80 

60.68 

5.00 

3.03 

0.0015 

0.1327 

42.65 

85 

42.35 

40.00 

16.94 

0.0150 

3.4708 

40.39 

85 

44.61 

40.00 

17.84 

0.0150 

1.1089 

40.39 

80 

39.61 

30.00 

11.88 

0.0150 

0.0324 

10.37 

80 

69.63 

5.00 

3.48 

0.0015 

0.0030 

39.96 

80 

40.04 

30.00 

12.01 

0.0150 

1.1655 

52.99 

85 

32.01 

40.00 

12.80 

0.0150 

0.7089 

52.99 

165 

112.01 

35.00 

39.20 

0.0040 

2.5989 

42.87 

85 

42.13 

40.00 

16.85 

0.0150 

2.4568 

32.19 

80 

47.81 

5.00 

2.39 

0.0015 

0.0298 

42.96 

85 

42.04 

40.00 

16.82 

0.0150 

2.0756 

42.46 

85 

42.54 

40.00 

17.02 

0.0150 

2.4820 

42.82 

85 

42.18 

40.00 

16.87 

0.0150 

0.8148 

66.34 

180 

113.66 

35.00 

39.78 

0.0100 

0.6261 

66.34 

130 

63.66 

35.00 

22.28 

0.0030 

1.7571 

86.62 

180 

93.38 

35.00 

32.68 

0.0100 

4.5124 

86.62 

180 

93.38 

30.00 

28.01 

0.0100 

2.5232 

80.39 

180 

99.61 

35.00 

34.86 

0.0100 

3.6595 

75.39 

180 

104.61 

35.00 

36.61 

0.0100 

1.7742 

75.39 

130 

54.61 

35.00 

19.11 

0.0030 

0.0162 

72.89 

180 

107.11 

35.00 

37.49 

0.0100 

1.0431 

72.89 

130 

57.11 

35.00 

19.99 

0.0030 

0.3703 

60.74 

110 

49.26 

30.00 

14.78 

0.0150 

2.1638 

48.99 

85 

36.01 

40.00 

14.40 

0.0150 

1.7502 

48.99 

165 

116.01 

35.00 

40.60 

0.0040 

0.9598 

38.93 

165 

126.07 

35.00 

44.12 

0.0040 

1.1279 

38.93 

90 

51.07 

30.00 

15.32 

0.0150 

0.0334 

38.93 

80 

41.07 

5.00 

2.05 

0.0015 

0.0693 

38.93 

165 

126.07 

30.00 

37.82 

0.0040 

1.8677 

43.11 

85 

41.89 

40.00 

16.76 

0.0150 

2.5324 

43.11 

80 

36.89 

30.00 

11.07 

0.0150 

1.0965 

43.52 

85 

41.48 

40.00 

16.59 

0.0150 

0.5234 

48.20 

165 

116.80 

35.00 

40.88 

0.0040 

2.0451 

78.31 

150 

71.69 

35.00 

25.09 

0.0040 

3.1467 

78.31 

165 

86.69 

35.00 

30.34 

0.0040 

1.5867 

55.42 

110 

54.58 

30.00 

16.37 

0.0150 

4.7481 

36.31 

90 

53.69 

40.00 

21.48 

0.0150 

0.1935 

36.31 

165 

128.69 

35.00 

45.04 

0.0040 

0.3320 

36.31 

90 

53.69 

30.00 

16.11 

0.0150 

1.0210 

36.31 

80 

43.69 

5.00 

2.18 

0.0015 

0.0900 

36.31 

165 

128.69 

30.00 

38.61 

0.0040 

0.0910 

88.53 

165 

76.47 

35.00 

26.76 

0.0040 

4.9907 

55.57 

150 

94.43 

35.00 

33.05 

0.0040 

2.0223 

55.57 

165 

109.43 

35.00 

38.30 

0.0040 

0.0064 

55.57 

165 

109.43 

30.00 

32.83 

0.0040 

0.0058 

39.74 

80 

40.26 

30.00 

12.08 

0.0150 

0.0011 

35.64 

80 

44.36 

30.00 

13.31 

0.0150 

3.5612 

69.27 

130 

60.73 

35.00 

21.26 

0.0030 

1.5485 

63.39 

180 

116.61 

35.00 

40.81 

0.0100 

0.0793 





































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Vindhyan Sandstone 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Tertiary Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Tertiary Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Phyllite & Schist 


Vindhyan Sandstone 


Younger Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Bilara Limestone 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Olrlor A II i i\/ii im 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

63.39 

130 

66.61 

35.00 

23.31 

0.0030 

0.9475 

32.07 

80 

47.93 

5.00 

2.40 

0.0015 

0.0346 

32.11 

80 

47.89 

5.00 

2.39 

0.0015 

0.0195 

62.11 

110 

47.89 

30.00 

14.37 

0.0150 

1.0622 

62.11 

180 

117.89 

35.00 

41.26 

0.0100 

2.6172 

34.27 

80 

45.73 

30.00 

13.72 

0.0150 

0.0159 

75.40 

165 

89.60 

35.00 

31.36 

0.0040 

12.0399 

42.07 

85 

42.93 

40.00 

17.17 

0.0150 

1.9140 

49.19 

110 

60.81 

30.00 

18.24 

0.0150 

0.0049 

49.19 

110 

60.81 

40.00 

24.32 

0.0200 

8.2340 

52.63 

110 

57.37 

30.00 

17.21 

0.0150 

3.3061 

59.30 

110 

50.70 

30.00 

15.21 

0.0150 

10.1259 

35.87 

80 

44.13 

30.00 

13.24 

0.0150 

4.8064 

43.99 

85 

41.01 

40.00 

16.40 

0.0150 

2.6331 

43.99 

80 

36.01 

30.00 

10.80 

0.0150 

0.0100 

33.89 

80 

46.11 

30.00 

13.83 

0.0150 

3.2512 

38.08 

85 

46.92 

40.00 

18.77 

0.0150 

0.1031 

38.08 

80 

41.92 

30.00 

12.58 

0.0150 

1.4608 

29.79 

80 

50.21 

30.00 

15.06 

0.0150 

2.6041 

75.87 

180 

104.13 

35.00 

36.45 

0.0100 

0.3428 

75.87 

130 

54.13 

35.00 

18.95 

0.0030 

0.4766 

68.83 

110 

41.17 

30.00 

12.35 

0.0150 

5.8827 

68.83 

180 

111.17 

35.00 

38.91 

0.0100 

13.9881 

68.83 

130 

61.17 

35.00 

21.41 

0.0030 

1.8465 

42.30 

85 

42.70 

40.00 

17.08 

0.0150 

4.8335 

38.90 

85 

46.10 

40.00 

18.44 

0.0150 

1.4704 

38.90 

80 

41.10 

30.00 

12.33 

0.0150 

4.3192 

91.56 

180 

88.44 

35.00 

30.95 

0.0100 

1.1549 

91.56 

130 

38.44 

35.00 

13.45 

0.0030 

0.0148 

91.56 

180 

88.44 

30.00 

26.53 

0.0100 

0.7909 

46.70 

165 

118.30 

35.00 

41.41 

0.0040 

0.6163 

36.53 

165 

128.47 

35.00 

44.96 

0.0040 

0.3226 

36.53 

165 

128.47 

30.00 

38.54 

0.0040 

0.7769 

24.44 

80 

55.56 

30.00 

16.67 

0.0150 

0.6129 

24.44 

165 

140.56 

5.00 

7.03 

0.0015 

0.0144 

88.61 

165 

76.39 

35.00 

26.74 

0.0040 

3.0817 

52.84 

155 

102.16 

40.00 

40.86 

0.0200 

3.5953 

83.54 

165 

81.46 

35.00 

28.51 

0.0040 

4.0076 

73.53 

165 

91.47 

35.00 

32.01 

0.0040 

2.9675 

81.50 

165 

83.50 

35.00 

29.22 

0.0040 

0.5049 

41.87 

85 

43.13 

40.00 

17.25 

0.0150 

3.1908 

41.87 

80 

38.13 

30.00 

11.44 

0.0150 

0.4598 

88.60 

165 

76.40 

35.00 

26.74 

0.0040 

0.7116 

41.27 

80 

38.73 

30.00 

11.62 

0.0150 

0.4971 

50.21 

150 

99.79 

35.00 

34.93 

0.0040 

0.2029 

50.21 

85 

34.79 

40.00 

13.92 

0.0150 

4.3703 

50.21 

165 

114.79 

35.00 

40.18 

0.0040 

4.9981 

47.50 

85 

37.50 

40.00 

15.00 

0.0150 

0.3765 

46.28 

155 

108.72 

40.00 

43.49 

0.0200 

7.2217 

57.95 

155 

97.05 

40.00 

38.82 

0.0200 

1.0429 

29.48 

90 

60.52 

30.00 

18.16 

0.0150 

0.1189 

30.20 

80 

49.80 

5.00 

2.49 

0.0015 

0.0085 

41.69 

85 

43.31 

40.00 

17.32 

0.0150 

3.1570 

41.69 

80 

38.31 

30.00 

11.49 

0.0150 

8.0162 

42.26 

80 

37.74 

30.00 

11.32 

0.0150 

0.0811 






















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Bilara Limestone 


Vindhyan Sandstone 


Younger Alluvium 


Older Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Phyllite & Schist 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Tertiary Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 



15.48 


6.57 


10.13 


2.72 


4.46 


4.94 


14.16 


9.69 


6.05 


0.07 


1.56 


16.74 


2.41 


12.77 


2.76 


1.67 


16.37 


18.23 


6.01 


16.86 


9.46 


10.93 


5.41 


2.06 


6.17 


11.46 


4.79 


15.10 


0.08 


0.01 


6.56 


1.68 


38.21 


47.86 


0.23 


7.16 


1.86 


0.29 


8.86 


8.33 


6.04 


12.52 


30.06 


115.45 


86.91 


27.18 


61.04 


0.01 


23.94 


1.39 


0.54 


2.65 


9.97 


6.85 


4.65 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

31.36 

80 

48.64 

30.00 

14.59 

0.0150 

3.3884 

45.80 

150 

104.20 

35.00 

36.47 

0.0040 

0.9578 

45.80 

165 

119.20 

35.00 

41.72 

0.0040 

1.6905 

44.14 

155 

110.86 

40.00 

44.34 

0.0200 

2.4113 

62.13 

110 

47.87 

30.00 

14.36 

0.0150 

0.9599 

62.13 

180 

117.87 

35.00 

41.25 

0.0100 

2.0367 

88.11 

180 

91.89 

35.00 

32.16 

0.0100 

4.5554 

88.11 

180 

91.89 

30.00 

27.57 

0.0100 

2.6703 

30.71 

80 

49.29 

5.00 

2.46 

0.0015 

0.0224 

53.10 

165 

111.90 

35.00 

39.17 

0.0040 

0.0106 

28.85 

80 

51.15 

30.00 

15.34 

0.0150 

0.3591 

52.87 

165 

112.13 

35.00 

39.24 

0.0040 

2.6285 

52.87 

165 

112.13 

30.00 

33.64 

0.0040 

0.3240 

30.43 

80 

49.57 

30.00 

14.87 

0.0150 

2.8496 

46.49 

80 

33.51 

30.00 

10.05 

0.0150 

0.4157 

36.46 

80 

43.54 

5.00 

2.18 

0.0015 

0.0055 

53.52 

110 

56.48 

30.00 

16.94 

0.0150 

4.1609 

60.51 

110 

49.49 

30.00 

14.85 

0.0150 

4.0608 

60.51 

180 

119.49 

35.00 

41.82 

0.0100 

2.5142 

77.94 

130 

52.06 

35.00 

18.22 

0.0030 

0.9217 

53.25 

165 

111.75 

35.00 

39.11 

0.0040 

1.4795 

39.75 

85 

45.25 

40.00 

18.10 

0.0150 

2.9687 

39.75 

80 

40.25 

30.00 

12.07 

0.0150 

0.9798 

34.06 

85 

50.94 

40.00 

20.38 

0.0150 

0.6291 

34.06 

80 

45.94 

30.00 

13.78 

0.0150 

1.2763 

57.18 

165 

107.82 

35.00 

37.74 

0.0040 

1.7305 

60.57 

150 

89.43 

35.00 

31.30 

0.0040 

0.5993 

60.57 

165 

104.43 

35.00 

36.55 

0.0040 

2.2082 

11.53 

80 

68.47 

5.00 

3.42 

0.0015 

0.0004 

10.81 

80 

69.19 

5.00 

3.46 

0.0015 

0.0000 

50.86 

110 

59.14 

30.00 

17.74 

0.0150 

1.7452 

70.03 

180 

109.97 

35.00 

38.49 

0.0100 

0.6449 

49.19 

110 

60.81 

30.00 

18.24 

0.0150 

10.4550 

54.00 

110 

56.00 

30.00 

16.80 

0.0150 

12.0605 

29.30 

80 

50.70 

5.00 

2.54 

0.0015 

0.0009 

48.11 

110 

61.89 

30.00 

18.57 

0.0150 

1.9951 

48.11 

110 

61.89 

40.00 

24.76 

0.0200 

0.9214 

50.36 

110 

59.64 

30.00 

17.89 

0.0150 

0.0786 

31.52 

80 

48.48 

5.00 

2.42 

0.0015 

0.0322 

15.07 

90 

74.93 

40.00 

29.97 

0.0150 

3.7470 

20.66 

90 

69.34 

30.00 

20.80 

0.0150 

1.8837 

20.66 

90 

69.34 

30.00 

20.80 

0.0150 

3.9061 

19.38 

90 

70.62 

30.00 

21.19 

0.0150 

9.5543 

18.13 

90 

71.87 

40.00 

28.75 

0.0150 

49.7825 

17.25 

90 

72.75 

30.00 

21.82 

0.0150 

28.4497 

19.07 

90 

70.93 

30.00 

21.28 

0.0150 

8.6756 

19.07 

90 

70.93 

30.00 

21.28 

0.0150 

19.4836 

19.07 

90 

70.93 

30.00 

21.28 

0.0150 

0.0029 

19.48 

90 

70.52 

30.00 

21.16 

0.0150 

7.5986 

19.45 

90 

70.55 

30.00 

21.17 

0.0150 

0.4403 

21.80 

90 

68.20 

30.00 

20.46 

0.0150 

0.1659 

21.80 

110 

88.20 

30.00 

26.46 

0.0200 

1.4023 

18.24 

90 

71.76 

30.00 

21.53 

0.0150 

3.2181 

19.19 

90 

70.82 

30.00 

21.24 

0.0150 

2.1834 

19.19 

90 

70.82 

30.00 

21.24 

0.0150 

1.4814 
































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Older Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Older Alluvium 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 



29.88 


61.30 


63.42 


17.33 


3.09 


3.51 


0.72 


5.68 


62.57 


0.00 


33.42 


2.57 


25.80 


26.13 


29.10 


16.41 


0.62 


0.06 


7.32 


11.65 


21.26 


8.00 


12.94 


47.76 


0.09 


6.40 


4.89 


7.92 


0.00 


31.77 


23.39 


142.81 


62.43 


10.59 


14.24 


0.23 


48.03 


23.36 


5.74 


13.89 


6.17 


12.34 


0.72 


19.05 


17.39 


15.56 


7.75 


8.20 


0.73 


11.77 


1.49 


14.43 


14.13 


4.20 


0.02 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

18.27 

90 

71.73 

30.00 

21.52 

0.0150 

9.6464 

23.12 

90 

66.88 

30.00 

20.06 

0.0150 

18.4499 

23.12 

110 

86.88 

30.00 

26.06 

0.0200 

33.0620 

23.12 

90 

66.88 

30.00 

20.06 

0.0150 

5.2162 

23.12 

110 

86.88 

30.00 

26.06 

0.0200 

1.6119 

16.06 

90 

73.94 

30.00 

22.18 

0.0150 

1.1667 

19.10 

90 

70.90 

30.00 

21.27 

0.0150 

0.2311 

19.10 

90 

70.90 

30.00 

21.27 

0.0150 

1.8131 

18.68 

90 

71.32 

30.00 

21.40 

0.0150 

20.0805 

18.68 

90 

71.32 

30.00 

21.40 

0.0150 

0.0000 

19.84 

90 

70.16 

30.00 

21.05 

0.0150 

10.5510 

19.84 

90 

70.16 

30.00 

21.05 

0.0150 

0.8122 

18.11 

90 

71.89 

30.00 

21.57 

0.0150 

8.3448 

20.89 

110 

89.11 

25.00 

22.28 

0.0200 

11.6401 

19.24 

90 

70.76 

30.00 

21.23 

0.0150 

9.2662 

19.24 

90 

70.76 

30.00 

21.23 

0.0150 

5.2245 

19.24 

90 

70.76 

30.00 

21.23 

0.0150 

0.1963 

19.29 

90 

70.71 

30.00 

21.21 

0.0150 

0.0191 

19.29 

90 

70.71 

30.00 

21.21 

0.0150 

2.3278 

19.29 

90 

70.71 

30.00 

21.21 

0.0150 

3.7067 

19.75 

90 

70.25 

30.00 

21.08 

0.0150 

6.7204 

19.85 

90 

70.15 

30.00 

21.05 

0.0150 

2.5250 

19.85 

90 

70.15 

30.00 

21.05 

0.0150 

4.0858 

18.83 

90 

71.17 

30.00 

21.35 

0.0150 

15.2974 

19.96 

90 

70.04 

30.00 

21.01 

0.0150 

0.0271 

19.96 

90 

70.04 

30.00 

21.01 

0.0150 

2.0186 

18.56 

110 

91.44 

25.00 

22.86 

0.0200 

2.2358 

18.56 

110 

91.44 

25.00 

22.86 

0.0200 

3.6213 

21.92 

90 

68.08 

30.00 

20.42 

0.0150 

0.0001 

21.92 

110 

88.08 

25.00 

22.02 

0.0200 

13.9890 

21.92 

110 

88.08 

25.00 

22.02 

0.0200 

10.2998 

23.48 

90 

66.52 

30.00 

19.96 

0.0150 

42.7523 

23.48 

90 

66.52 

30.00 

19.96 

0.0150 

18.6894 

24.32 

90 

65.68 

30.00 

19.70 

0.0150 

3.1316 

24.32 

90 

65.68 

30.00 

19.70 

0.0150 

4.2098 

24.32 

110 

85.68 

30.00 

25.70 

0.0200 

0.1159 

21.74 

90 

68.26 

30.00 

20.48 

0.0150 

14.7555 

21.74 

90 

68.26 

30.00 

20.48 

0.0150 

7.1765 

19.90 

90 

70.10 

30.00 

21.03 

0.0150 

1.8106 

19.90 

90 

70.10 

30.00 

21.03 

0.0150 

4.3829 

65.05 

110 

44.95 

30.00 

13.49 

0.0150 

1.2488 

65.05 

180 

114.95 

35.00 

40.23 

0.0100 

4.9639 

65.05 

180 

114.95 

30.00 

34.49 

0.0100 

0.2493 

66.94 

90 

23.06 

40.00 

9.22 

0.0150 

2.6347 

66.94 

100 

33.06 

35.00 

11.57 

0.0100 

2.0118 

59.99 

165 

105.01 

35.00 

36.75 

0.0100 

5.7199 

72.28 

165 

92.72 

35.00 

32.45 

0.0100 

2.5136 

77.97 

180 

102.03 

35.00 

35.71 

0.0100 

2.9292 

77.97 

130 

52.03 

35.00 

18.21 

0.0030 

0.0398 

77.97 

180 

102.03 

30.00 

30.61 

0.0100 

3.6040 

104.23 

170 

65.77 

35.00 

23.02 

0.0100 

0.3421 

49.86 

110 

60.14 

30.00 

18.04 

0.0150 

3.9058 

49.86 

180 

130.14 

35.00 

45.55 

0.0100 

6.4378 

60.58 

165 

104.42 

35.00 

36.55 

0.0040 

0.6138 

46.82 

100 

53.18 

35.00 

18.61 

0.0100 

0.0039 















































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Vindhyan Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 


Younger Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Older Alluvium 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Older Alluvium 


Tortiarx/ Qanrlctnno 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

46.82 

130 

83.18 

35.00 

29.11 

0.0030 

1.4222 

61.61 

165 

103.39 

35.00 

36.18 

0.0040 

0.3878 

117.11 

180 

62.89 

30.00 

18.87 

0.0100 

5.6518 

46.37 

165 

118.63 

35.00 

41.52 

0.0100 

15.9275 

46.37 

140 

93.63 

35.00 

32.77 

0.0030 

0.0551 

97.37 

180 

82.63 

35.00 

28.92 

0.0100 

14.4775 

97.37 

180 

82.63 

30.00 

24.79 

0.0100 

0.3910 

93.60 

180 

86.40 

35.00 

30.24 

0.0100 

2.6903 

93.60 

180 

86.40 

30.00 

25.92 

0.0100 

0.7294 

65.13 

180 

114.87 

35.00 

40.20 

0.0100 

3.9524 

65.13 

130 

64.87 

35.00 

22.70 

0.0030 

0.4621 

62.87 

90 

27.13 

40.00 

10.85 

0.0150 

0.0369 

62.87 

100 

37.13 

35.00 

13.00 

0.0100 

0.8814 

58.37 

100 

41.63 

35.00 

14.57 

0.0100 

2.9868 

63.96 

180 

116.04 

35.00 

40.61 

0.0100 

5.4434 

68.44 

110 

41.56 

30.00 

12.47 

0.0150 

10.1233 

68.44 

180 

111.56 

35.00 

39.05 

0.0100 

4.7125 

59.99 

110 

50.01 

30.00 

15.00 

0.0150 

1.7982 

59.99 

110 

50.01 

40.00 

20.00 

0.0200 

1.3723 

62.31 

100 

37.69 

35.00 

13.19 

0.0100 

1.7314 

49.81 

180 

130.19 

35.00 

45.57 

0.0100 

12.4014 

65.63 

165 

99.37 

35.00 

34.78 

0.0100 

3.1111 

56.25 

110 

53.75 

30.00 

16.13 

0.0150 

0.8959 

56.25 

180 

123.75 

35.00 

43.31 

0.0100 

0.1437 

66.37 

90 

23.63 

40.00 

9.45 

0.0150 

0.8417 

47.36 

165 

117.64 

35.00 

41.17 

0.0100 

0.1915 

35.74 

165 

129.26 

35.00 

45.24 

0.0100 

0.0371 

35.74 

140 

104.26 

35.00 

36.49 

0.0030 

0.0091 

72.44 

110 

37.56 

30.00 

11.27 

0.0150 

8.2121 

69.33 

180 

110.67 

35.00 

38.73 

0.0100 

3.8204 

48.71 

100 

51.29 

35.00 

17.95 

0.0100 

0.3290 

50.90 

110 

59.10 

30.00 

17.73 

0.0150 

0.5281 

62.73 

165 

102.27 

35.00 

35.79 

0.0100 

4.7623 

58.34 

130 

71.66 

35.00 

25.08 

0.0030 

1.1629 

53.52 

100 

46.48 

35.00 

16.27 

0.0100 

0.2220 

53.52 

130 

76.48 

35.00 

26.77 

0.0030 

1.7476 

36.94 

110 

73.06 

30.00 

21.92 

0.0150 

4.4450 

54.58 

130 

75.42 

35.00 

26.40 

0.0030 

0.4929 

54.58 

130 

75.42 

30.00 

22.63 

0.0030 

0.0001 

56.17 

130 

73.83 

35.00 

25.84 

0.0030 

0.0634 

56.17 

130 

73.83 

30.00 

22.15 

0.0030 

0.0379 

67.54 

180 

112.46 

35.00 

39.36 

0.0100 

7.7466 

58.23 

130 

71.77 

35.00 

25.12 

0.0030 

0.9203 

56.95 

100 

43.05 

35.00 

15.07 

0.0100 

0.6133 

56.95 

130 

73.05 

35.00 

25.57 

0.0030 

1.3195 

59.18 

110 

50.82 

30.00 

15.25 

0.0150 

10.4860 

59.18 

180 

120.82 

35.00 

42.29 

0.0100 

3.4866 

57.03 

110 

52.97 

30.00 

15.89 

0.0150 

0.6656 

98.19 

180 

81.81 

35.00 

28.63 

0.0100 

5.2055 

98.19 

180 

81.81 

30.00 

24.54 

0.0100 

0.0295 

112.60 

180 

67.40 

35.00 

23.59 

0.0100 

2.1452 

112.60 

180 

67.40 

30.00 

20.22 

0.0100 

0.3086 

96.38 

180 

83.62 

35.00 

29.27 

0.0100 

4.8649 

38.99 

110 

71.01 

30.00 

21.30 

0.0150 

0.0232 

38.99 

180 

141.01 

35.00 

49.35 

0.0100 

10.1595 
















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Older Alluvium 


Tertiary Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Older Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

61.10 

90 

28.90 

40.00 

11.56 

0.0150 

0.1362 

61.10 

100 

38.90 

35.00 

13.62 

0.0100 

2.8872 

49.52 

180 

130.48 

35.00 

45.67 

0.0100 

8.2905 

75.68 

110 

34.32 

30.00 

10.30 

0.0150 

11.7809 

56.89 

130 

73.11 

35.00 

25.59 

0.0030 

0.4499 

43.50 

130 

86.50 

35.00 

30.27 

0.0030 

0.0707 

59.85 

180 

120.15 

35.00 

42.05 

0.0100 

4.8546 

63.03 

165 

101.97 

35.00 

35.69 

0.0100 

11.8756 

86.62 

180 

93.38 

30.00 

28.01 

0.0100 

0.0266 

35.47 

165 

129.53 

35.00 

45.34 

0.0100 

3.8976 

60.74 

110 

49.26 

30.00 

14.78 

0.0150 

3.7757 

60.74 

180 

119.26 

35.00 

41.74 

0.0100 

4.4050 

49.80 

130 

80.20 

35.00 

28.07 

0.0030 

1.8303 

53.41 

130 

76.59 

35.00 

26.81 

0.0030 

0.3583 

91.53 

180 

88.47 

35.00 

30.96 

0.0100 

6.4498 

91.53 

180 

88.47 

30.00 

26.54 

0.0100 

3.1313 

68.53 

180 

111.47 

35.00 

39.01 

0.0100 

2.3731 

61.44 

180 

118.56 

35.00 

41.49 

0.0100 

2.9704 

61.89 

110 

48.11 

30.00 

14.43 

0.0150 

2.3730 

61.89 

110 

48.11 

40.00 

19.24 

0.0200 

10.1654 

55.42 

110 

54.58 

30.00 

16.37 

0.0150 

8.2335 

46.81 

110 

63.19 

30.00 

18.96 

0.0150 

0.0346 

46.81 

180 

133.19 

35.00 

46.62 

0.0100 

17.8893 

36.24 

110 

73.76 

30.00 

22.13 

0.0150 

2.3838 

36.24 

180 

143.76 

35.00 

50.32 

0.0100 

13.5987 

49.45 

100 

50.55 

35.00 

17.69 

0.0100 

0.2772 

49.03 

100 

50.97 

35.00 

17.84 

0.0100 

0.0834 

49.03 

130 

80.97 

35.00 

28.34 

0.0030 

0.0000 

49.59 

100 

50.41 

35.00 

17.64 

0.0100 

0.7824 

55.00 

100 

45.00 

35.00 

15.75 

0.0100 

7.6893 

124.23 

180 

55.77 

35.00 

19.52 

0.0100 

5.9348 

124.23 

180 

55.77 

30.00 

16.73 

0.0100 

7.5061 

128.43 

180 

51.57 

30.00 

15.47 

0.0100 

1.2293 

61.73 

165 

103.27 

35.00 

36.14 

0.0100 

12.5840 

64.80 

165 

100.20 

35.00 

35.07 

0.0100 

13.3604 

103.59 

180 

76.41 

35.00 

26.74 

0.0100 

1.7501 

103.59 

180 

76.41 

30.00 

22.92 

0.0100 

5.6769 

60.86 

90 

29.14 

40.00 

11.66 

0.0150 

1.1804 

60.86 

100 

39.14 

35.00 

13.70 

0.0100 

0.2821 

58.54 

165 

106.46 

35.00 

37.26 

0.0100 

23.7249 

57.36 

100 

42.64 

35.00 

14.92 

0.0100 

4.1023 

57.36 

130 

72.64 

35.00 

25.42 

0.0030 

0.1557 

57.57 

130 

72.43 

35.00 

25.35 

0.0030 

0.0260 

103.98 

180 

76.02 

35.00 

26.61 

0.0100 

0.1679 

103.98 

180 

76.02 

30.00 

22.81 

0.0100 

2.2188 

39.15 

100 

60.85 

35.00 

21.30 

0.0100 

3.2112 

39.15 

130 

90.85 

35.00 

31.80 

0.0030 

2.3880 

59.17 

90 

30.83 

40.00 

12.33 

0.0150 

0.1971 

99.31 

180 

80.69 

35.00 

28.24 

0.0100 

6.8475 

57.69 

100 

42.31 

35.00 

14.81 

0.0100 

8.7377 

59.23 

180 

120.77 

35.00 

42.27 

0.0100 

0.4453 

59.23 

130 

70.77 

35.00 

24.77 

0.0030 

0.9501 

64.76 

165 

100.24 

35.00 

35.08 

0.0100 

2.9046 

74.16 

110 

35.84 

30.00 

10.75 

0.0150 

5.4756 

49.19 

110 

60.81 

30.00 

18.24 

0.0150 

0.0692 































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Younger Alluvium 


Older Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Tertiary Sandstone 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 


Younger Alluvium 


Tertiary Sandstone 


Older Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Younger Alluvium 


Younger Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Older Alluvium 


Tertiary Sandstone 


Younger Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Older Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Older Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Older Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Younger Alluvium 


Tertiary Sandstone 


Tortiarx/ Qanrlctnno 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

49.19 

110 

60.81 

40.00 

24.32 

0.0200 

4.6516 

37.56 

110 

72.44 

30.00 

21.73 

0.0150 

13.5865 

37.56 

180 

142.44 

35.00 

49.85 

0.0100 

4.2062 

120.43 

180 

59.57 

35.00 

20.85 

0.0100 

4.4206 

121.61 

180 

58.39 

35.00 

20.44 

0.0100 

3.1442 

77.42 

110 

32.58 

30.00 

9.77 

0.0150 

2.0383 

56.31 

130 

73.69 

35.00 

25.79 

0.0030 

0.6136 

55.47 

165 

109.53 

35.00 

38.34 

0.0100 

11.4603 

66.47 

110 

43.53 

30.00 

13.06 

0.0150 

6.9657 

62.23 

165 

102.77 

35.00 

35.97 

0.0100 

7.7935 

64.61 

90 

25.39 

40.00 

10.16 

0.0150 

2.8199 

64.61 

110 

45.39 

40.00 

18.16 

0.0200 

1.3450 

80.67 

180 

99.33 

35.00 

34.76 

0.0100 

1.1400 

61.91 

90 

28.09 

40.00 

11.23 

0.0150 

1.2573 

61.91 

100 

38.09 

35.00 

13.33 

0.0100 

1.7695 

91.56 

180 

88.44 

35.00 

30.95 

0.0100 

0.4373 

91.56 

180 

88.44 

30.00 

26.53 

0.0100 

1.3597 

57.42 

155 

97.58 

40.00 

39.03 

0.0200 

2.3159 

52.84 

155 

102.16 

40.00 

40.86 

0.0200 

9.0818 

86.77 

180 

93.23 

35.00 

32.63 

0.0100 

11.1418 

86.77 

180 

93.23 

30.00 

27.97 

0.0100 

2.9145 

52.53 

110 

57.47 

30.00 

17.24 

0.0150 

18.2328 

52.53 

180 

127.47 

35.00 

44.61 

0.0100 

17.5644 

46.28 

155 

108.72 

40.00 

43.49 

0.0200 

0.0036 

92.74 

180 

87.26 

35.00 

30.54 

0.0100 

4.8368 

59.43 

165 

105.57 

35.00 

36.95 

0.0100 

4.6532 

58.35 

110 

51.65 

30.00 

15.49 

0.0150 

1.4986 

58.35 

180 

121.65 

35.00 

42.58 

0.0100 

12.4701 

58.02 

180 

121.98 

35.00 

42.69 

0.0100 

1.4309 

58.02 

130 

71.98 

35.00 

25.19 

0.0030 

0.0743 

60.90 

180 

119.10 

35.00 

41.68 

0.0100 

0.9937 

60.90 

130 

69.10 

35.00 

24.18 

0.0030 

0.0016 

71.19 

165 

93.81 

35.00 

32.83 

0.0100 

0.3718 

66.99 

90 

23.01 

40.00 

9.21 

0.0150 

3.9760 

66.99 

100 

33.01 

35.00 

11.55 

0.0100 

0.1636 

75.27 

180 

104.73 

35.00 

36.66 

0.0100 

0.0651 

88.11 

110 

21.89 

30.00 

6.57 

0.0150 

0.0125 

88.11 

180 

91.89 

35.00 

32.16 

0.0100 

2.9763 

88.11 

180 

91.89 

30.00 

27.57 

0.0100 

12.0199 

61.02 

165 

103.98 

35.00 

36.39 

0.0100 

6.9028 

61.31 

165 

103.69 

35.00 

36.29 

0.0100 

20.4442 

58.06 

130 

71.94 

35.00 

25.18 

0.0030 

1.0027 

54.21 

100 

45.79 

35.00 

16.03 

0.0100 

12.6781 

72.24 

180 

107.76 

35.00 

37.72 

0.0100 

11.2451 

72.24 

180 

107.76 

30.00 

32.33 

0.0100 

0.4453 

40.27 

110 

69.73 

30.00 

20.92 

0.0150 

20.0546 

116.95 

180 

63.05 

35.00 

22.07 

0.0100 

9.4668 

53.52 

110 

56.48 

30.00 

16.94 

0.0150 

0.0186 

71.73 

165 

93.27 

35.00 

32.64 

0.0100 

3.0087 

59.11 

180 

120.89 

35.00 

42.31 

0.0100 

41.5870 

53.87 

130 

76.13 

35.00 

26.64 

0.0030 

0.6832 

53.87 

130 

76.13 

30.00 

22.84 

0.0030 

0.3480 

57.86 

155 

97.14 

40.00 

38.86 

0.0200 

19.4941 

55.81 

180 

124.19 

35.00 

43.47 

0.0100 

0.4325 

56.15 

180 

123.85 

35.00 

43.35 

0.0100 

0.3254 




























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Vindhyan Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Older Alluvium 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Older Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


\/inrlh\/Qn Qanrlctnno 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

56.15 

130 

73.85 

35.00 

25.85 

0.0030 

0.3387 

60.28 

180 

119.72 

35.00 

41.90 

0.0100 

0.0977 

57.03 

130 

72.97 

35.00 

25.54 

0.0030 

0.1552 

82.73 

180 

97.27 

35.00 

34.04 

0.0100 

2.3662 

50.86 

110 

59.14 

30.00 

17.74 

0.0150 

0.7213 

51.97 

100 

48.03 

35.00 

16.81 

0.0100 

1.4063 

51.97 

130 

78.03 

35.00 

27.31 

0.0030 

0.6586 

89.65 

165 

75.35 

35.00 

26.37 

0.0100 

0.1623 

88.56 

180 

91.44 

35.00 

32.00 

0.0100 

6.0491 

49.19 

110 

60.81 

30.00 

18.24 

0.0150 

5.7137 

54.00 

110 

56.00 

30.00 

16.80 

0.0150 

3.2005 

48.11 

110 

61.89 

30.00 

18.57 

0.0150 

0.7024 

48.11 

110 

61.89 

40.00 

24.76 

0.0200 

0.0071 

50.36 

110 

59.64 

30.00 

17.89 

0.0150 

20.7755 

124.49 

180 

55.51 

30.00 

16.65 

0.0100 

4.0863 

49.60 

100 

50.40 

35.00 

17.64 

0.0100 

1.1653 

49.60 

130 

80.40 

35.00 

28.14 

0.0030 

0.6451 

36.62 

140 

103.38 

35.00 

36.18 

0.0030 

1.7702 

72.28 

165 

92.72 

35.00 

32.45 

0.0100 

3.3478 

36.69 

165 

128.31 

35.00 

44.91 

0.0100 

6.6907 

36.69 

140 

103.31 

35.00 

36.16 

0.0030 

0.0112 

36.69 

165 

128.31 

35.00 

44.91 

0.0100 

0.1739 

36.69 

140 

103.31 

35.00 

36.16 

0.0030 

0.2187 

68.50 

165 

96.50 

35.00 

33.77 

0.0100 

17.2604 

42.96 

90 

47.04 

40.00 

18.82 

0.0150 

0.7420 

58.20 

165 

106.80 

35.00 

37.38 

0.0100 

3.1056 

58.20 

165 

106.80 

35.00 

37.38 

0.0100 

1.0675 

71.12 

165 

93.88 

35.00 

32.86 

0.0100 

4.8812 

71.12 

165 

93.88 

35.00 

32.86 

0.0100 

7.5642 

87.27 

165 

77.73 

35.00 

27.21 

0.0100 

0.0587 

42.68 

165 

122.32 

35.00 

42.81 

0.0100 

2.5483 

42.68 

165 

122.32 

35.00 

42.81 

0.0100 

1.1158 

42.68 

140 

97.32 

35.00 

34.06 

0.0030 

0.8599 

42.68 

140 

97.32 

30.00 

29.20 

0.0030 

0.1229 

47.36 

90 

42.64 

40.00 

17.06 

0.0150 

2.4365 

47.13 

165 

117.87 

35.00 

41.25 

0.0100 

13.4538 

47.13 

140 

92.87 

35.00 

32.50 

0.0030 

0.2762 

47.13 

165 

117.87 

35.00 

41.25 

0.0100 

0.4490 

47.13 

140 

92.87 

35.00 

32.50 

0.0030 

0.6030 

65.63 

165 

99.37 

35.00 

34.78 

0.0100 

0.0017 

76.37 

165 

88.63 

35.00 

31.02 

0.0100 

1.0323 

56.86 

165 

108.14 

35.00 

37.85 

0.0100 

13.8437 

62.49 

160 

97.51 

35.00 

34.13 

0.0100 

0.0019 

22.76 

165 

142.24 

35.00 

49.78 

0.0100 

2.2736 

22.76 

165 

142.24 

35.00 

49.78 

0.0100 

0.2830 

47.36 

165 

117.64 

35.00 

41.17 

0.0100 

3.2347 

47.36 

165 

117.64 

35.00 

41.17 

0.0100 

17.3754 

35.74 

165 

129.26 

35.00 

45.24 

0.0100 

2.8082 

35.74 

140 

104.26 

35.00 

36.49 

0.0030 

1.1026 

69.33 

180 

110.67 

35.00 

38.73 

0.0100 

1.7577 

43.14 

140 

96.86 

30.00 

29.06 

0.0030 

0.0099 

47.75 

165 

117.25 

35.00 

41.04 

0.0100 

3.5649 

47.75 

165 

117.25 

35.00 

41.04 

0.0100 

0.0178 

45.00 

165 

120.00 

35.00 

42.00 

0.0100 

0.1184 

45.00 

140 

95.00 

35.00 

33.25 

0.0030 

0.0176 





































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Older Alluvium 


Tertiary Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tortiarx/ Qanrlctnno 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

45.00 

165 

120.00 

35.00 

42.00 

0.0100 

1.3117 

45.00 

140 

95.00 

35.00 

33.25 

0.0030 

0.9636 

44.56 

165 

120.44 

35.00 

42.15 

0.0100 

0.5992 

44.56 

165 

120.44 

35.00 

42.15 

0.0100 

0.4078 

44.56 

140 

95.44 

35.00 

33.40 

0.0030 

0.0002 

43.40 

165 

121.60 

35.00 

42.56 

0.0100 

1.3944 

43.40 

165 

121.60 

35.00 

42.56 

0.0100 

0.5842 

61.58 

160 

98.42 

35.00 

34.45 

0.0100 

4.0320 

64.10 

165 

100.90 

35.00 

35.31 

0.0100 

6.6540 

45.55 

165 

119.45 

35.00 

41.81 

0.0100 

2.3426 

45.55 

140 

94.45 

35.00 

33.06 

0.0030 

0.8205 

62.33 

160 

97.67 

35.00 

34.18 

0.0100 

1.6273 

89.26 

165 

75.74 

35.00 

26.51 

0.0100 

8.9026 

43.50 

130 

86.50 

35.00 

30.27 

0.0030 

3.6970 

43.50 

130 

86.50 

30.00 

25.95 

0.0030 

0.8324 

63.03 

165 

101.97 

35.00 

35.69 

0.0100 

0.3536 

75.97 

165 

89.03 

35.00 

31.16 

0.0100 

1.8277 

58.02 

165 

106.98 

35.00 

37.44 

0.0100 

1.1818 

58.02 

165 

106.98 

35.00 

37.44 

0.0100 

4.2000 

35.47 

165 

129.53 

35.00 

45.34 

0.0100 

0.0438 

35.47 

165 

129.53 

35.00 

45.34 

0.0100 

4.3675 

64.52 

165 

100.48 

35.00 

35.17 

0.0100 

1.2644 

64.52 

165 

100.48 

35.00 

35.17 

0.0100 

3.5811 

44.85 

165 

120.15 

35.00 

42.05 

0.0100 

2.1351 

44.85 

90 

45.15 

30.00 

13.54 

0.0150 

0.0624 

44.85 

165 

120.15 

30.00 

36.04 

0.0100 

12.1256 

44.85 

140 

95.15 

30.00 

28.54 

0.0030 

1.3600 

44.85 

90 

45.15 

30.00 

13.54 

0.0150 

2.4094 

44.85 

140 

95.15 

30.00 

28.54 

0.0030 

1.8352 

35.19 

165 

129.81 

35.00 

45.43 

0.0100 

2.1576 

35.19 

165 

129.81 

35.00 

45.43 

0.0100 

3.1196 

35.19 

140 

104.81 

35.00 

36.68 

0.0030 

0.0830 

43.44 

140 

96.56 

35.00 

33.80 

0.0030 

0.6984 

43.44 

90 

46.56 

30.00 

13.97 

0.0150 

2.3859 

43.44 

140 

96.56 

30.00 

28.97 

0.0030 

1.4868 

33.48 

165 

131.52 

35.00 

46.03 

0.0100 

2.3755 

33.48 

165 

131.52 

35.00 

46.03 

0.0100 

6.3074 

33.48 

140 

106.52 

35.00 

37.28 

0.0030 

0.0793 

43.24 

140 

96.76 

35.00 

33.87 

0.0030 

0.6521 

43.24 

140 

96.76 

30.00 

29.03 

0.0030 

0.0015 

54.15 

165 

110.85 

35.00 

38.80 

0.0100 

8.8183 

54.15 

165 

110.85 

35.00 

38.80 

0.0100 

19.0730 

64.80 

165 

100.20 

35.00 

35.07 

0.0100 

8.3798 

45.24 

165 

119.76 

35.00 

41.92 

0.0100 

5.6693 

45.24 

140 

94.76 

35.00 

33.17 

0.0030 

0.9226 

45.24 

165 

119.76 

35.00 

41.92 

0.0100 

0.0001 

45.24 

140 

94.76 

35.00 

33.17 

0.0030 

0.0368 

45.24 

140 

94.76 

30.00 

28.43 

0.0030 

1.0113 

45.24 

90 

44.76 

30.00 

13.43 

0.0150 

2.6032 

45.24 

140 

94.76 

30.00 

28.43 

0.0030 

6.1350 

49.41 

165 

115.59 

35.00 

40.46 

0.0100 

17.4488 

49.41 

165 

115.59 

35.00 

40.46 

0.0100 

10.8194 

66.07 

160 

93.94 

35.00 

32.88 

0.0100 

1.4409 

66.07 

160 

93.94 

30.00 

28.18 

0.0100 

0.0201 

66.07 

160 

93.94 

30.00 

28.18 

0.0100 

5.2228 

























































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Tertiary Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


\/inrlh\/Qn Qanrlctnno 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

38.47 

165 

126.53 

35.00 

44.29 

0.0100 

0.9672 

38.47 

165 

126.53 

35.00 

44.29 

0.0100 

3.8830 

38.47 

140 

101.53 

35.00 

35.54 

0.0030 

0.0737 

39.15 

130 

90.85 

35.00 

31.80 

0.0030 

0.2410 

32.74 

160 

127.26 

35.00 

44.54 

0.0100 

7.8428 

32.74 

160 

127.26 

35.00 

44.54 

0.0100 

3.4537 

52.90 

160 

107.10 

35.00 

37.49 

0.0100 

7.2434 

64.76 

165 

100.24 

35.00 

35.08 

0.0100 

12.6338 

43.00 

90 

47.00 

30.00 

14.10 

0.0150 

2.7473 

43.00 

140 

97.00 

30.00 

29.10 

0.0030 

0.1332 

35.06 

165 

129.94 

35.00 

45.48 

0.0100 

0.3107 

35.06 

140 

104.94 

35.00 

36.73 

0.0030 

2.0945 

66.41 

160 

93.59 

35.00 

32.76 

0.0100 

0.0111 

53.77 

130 

76.23 

30.00 

22.87 

0.0030 

0.0001 

55.47 

165 

109.53 

35.00 

38.34 

0.0100 

7.6999 

43.38 

140 

96.62 

35.00 

33.82 

0.0030 

0.0844 

43.38 

90 

46.62 

30.00 

13.99 

0.0150 

0.6168 

43.38 

140 

96.62 

30.00 

28.99 

0.0030 

1.7942 

62.72 

160 

97.28 

35.00 

34.05 

0.0100 

0.8801 

62.72 

160 

97.28 

35.00 

34.05 

0.0100 

6.5381 

62.72 

160 

97.28 

30.00 

29.18 

0.0100 

2.3426 

62.72 

160 

97.28 

30.00 

29.18 

0.0100 

0.3443 

62.23 

165 

102.77 

35.00 

35.97 

0.0100 

0.1303 

60.63 

165 

104.37 

35.00 

36.53 

0.0100 

1.6878 

64.66 

165 

100.34 

35.00 

35.12 

0.0100 

1.6243 

59.98 

165 

105.02 

35.00 

36.76 

0.0100 

5.5964 

34.65 

165 

130.35 

35.00 

45.62 

0.0100 

21.2360 

34.65 

165 

130.35 

35.00 

45.62 

0.0100 

25.4387 

78.48 

165 

86.52 

35.00 

30.28 

0.0100 

0.9659 

80.67 

180 

99.33 

35.00 

34.76 

0.0100 

7.4844 

82.98 

165 

82.02 

35.00 

28.71 

0.0100 

0.1934 

53.55 

90 

36.45 

30.00 

10.94 

0.0150 

0.1551 

53.55 

140 

86.45 

30.00 

25.94 

0.0030 

0.0451 

53.55 

90 

36.45 

30.00 

10.94 

0.0150 

0.0903 

43.23 

140 

96.77 

35.00 

33.87 

0.0030 

0.2437 

43.23 

140 

96.77 

30.00 

29.03 

0.0030 

0.3929 

45.55 

140 

94.45 

35.00 

33.06 

0.0030 

0.0006 

45.55 

140 

94.45 

35.00 

33.06 

0.0030 

2.3572 

45.55 

140 

94.45 

30.00 

28.34 

0.0030 

0.0765 

77.84 

165 

87.16 

35.00 

30.51 

0.0100 

21.6735 

72.10 

165 

92.90 

35.00 

32.52 

0.0100 

10.2790 

68.42 

165 

96.58 

35.00 

33.80 

0.0100 

3.0693 

68.42 

165 

96.58 

35.00 

33.80 

0.0100 

7.8131 

74.15 

165 

90.85 

35.00 

31.80 

0.0100 

3.9272 

33.68 

165 

131.32 

35.00 

45.96 

0.0100 

0.1096 

33.68 

165 

131.32 

35.00 

45.96 

0.0100 

1.2406 

71.19 

165 

93.81 

35.00 

32.83 

0.0100 

5.2646 

39.57 

165 

125.43 

35.00 

43.90 

0.0100 

0.0431 

39.57 

165 

125.43 

35.00 

43.90 

0.0100 

11.7968 

66.73 

160 

93.27 

35.00 

32.64 

0.0100 

0.9055 

66.73 

160 

93.27 

30.00 

27.98 

0.0100 

0.2010 

78.34 

165 

86.66 

35.00 

30.33 

0.0100 

0.3666 

78.34 

165 

86.66 

35.00 

30.33 

0.0100 

0.9840 

78.08 

165 

86.92 

35.00 

30.42 

0.0100 

0.0575 

42.47 

140 

97.53 

35.00 

34.14 

0.0030 

0.2738 



































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



16004031 


Seethal 


Serera 


Sharah Acharjan 


Sharah Bardi 


Sharah Bedana 


Sharah Bhauvyas 


Sharah Harkhasar Bagoran 


Sharah Jugaldas 


Sharah Kiradoo 


Sharah Kishnayat 


Sharah Koojiya 


Sharah Kulera 


Sharah Nathaniya (rural) 


Sharah Pabi Brahman 


Sharah Ratani Vyas 


Sharah Roopayat 


Sharah Sutharan Gopalan 


Sheruna 


Shobhasar 


Sodhwali 


Tejrasar 


Udasar 


Census Code 


0803000100502300 


0803000100497900 


0803000100498600 


0803000100493200 


0803000100498000 


0803000100493300 


0803000200508800 


0803000400529200 


0803000400529400 


0803000400530700 


0803000100496100 


0803000400529300 


0803000100494700 


0803000400529100 


0803000100494300 


0803000200508000 


0803000100494000 


0803000800634500 


0803000100493600 


0803000300516300 


0803000100502600 


0803000100495700 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Tertiary Sandstone 

Fresh 

Non-command 

Tertiary Sandstone 

Fresh 

Non-command 

Tertiary Sandstone 

Fresh 

Command 

Tertiary Sandstone 


6.41 Fresh 


3.64 Fresh 




3.49 Fresh 


7.67 Fresh 


4.29 Fresh 


2.88 Fresh 


4.30 Fresh 


5.36 Fresh 


34.88 Fresh 


9.94 Fresh 


5.70 Fresh 


3.50 Fresh 


5.01 Fresh 


Saline 


10.00 Fresh 



114.64 Fresh 


28.43 Fresh 


42.92 Fresh 


Saline 


61.89 Fresh 


21.52 Fresh 



Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Command 


Command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

83.56 

165 

81.44 

35.00 

28.50 

0.0100 

1.3720 

71.73 

165 

93.27 

35.00 

32.64 

0.0100 

3.2387 

72.58 

165 

92.42 

35.00 

32.35 

0.0100 

0.5299 

46.92 

165 

118.08 

35.00 

41.33 

0.0100 

0.9043 

46.92 

165 

118.08 

35.00 

41.33 

0.0100 

0.1570 

81.49 

165 

83.51 

35.00 

29.23 

0.0100 

1.8723 

48.65 

165 

116.35 

35.00 

40.72 

0.0100 

1.4192 

48.65 

165 

116.35 

35.00 

40.72 

0.0100 

0.0621 

53.62 

160 

106.38 

35.00 

37.23 

0.0100 

2.8958 

53.62 

160 

106.38 

35.00 

37.23 

0.0100 

2.5000 

53.62 

160 

106.38 

30.00 

31.91 

0.0100 

1.3218 

56.27 

165 

108.73 

30.00 

32.62 

0.0100 

1.1101 

56.27 

165 

108.73 

30.00 

32.62 

0.0100 

0.0144 

36.40 

165 

128.60 

35.00 

45.01 

0.0100 

0.9292 

36.40 

140 

103.60 

35.00 

36.26 

0.0030 

0.1068 

39.66 

165 

125.34 

35.00 

43.87 

0.0100 

0.0638 

39.66 

140 

100.34 

35.00 

35.12 

0.0030 

1.2751 

23.15 

160 

136.85 

35.00 

47.90 

0.0100 

0.5776 

23.15 

160 

136.85 

35.00 

47.90 

0.0100 

2.3199 

43.40 

140 

96.60 

35.00 

33.81 

0.0030 

0.3535 

48.69 

160 

111.31 

35.00 

38.96 

0.0100 

2.5983 

66.59 

160 

93.41 

35.00 

32.70 

0.0100 

0.1611 

66.64 

160 

93.36 

35.00 

32.68 

0.0100 

0.2755 

61.48 

165 

103.52 

35.00 

36.23 

0.0100 

1.5579 

61.48 

165 

103.52 

35.00 

36.23 

0.0100 

0.0017 

60.51 

160 

99.49 

35.00 

34.82 

0.0100 

1.0668 

67.03 

165 

97.97 

35.00 

34.29 

0.0100 

0.0001 

30.51 

160 

129.49 

35.00 

45.32 

0.0100 

4.5045 

26.13 

165 

138.87 

35.00 

48.61 

0.0100 

2.7710 

44.70 

165 

120.30 

35.00 

42.11 

0.0100 

1.4735 

45.29 

140 

94.71 

35.00 

33.15 

0.0030 

0.4460 

45.29 

140 

94.71 

30.00 

28.41 

0.0030 

0.0444 

35.56 

165 

129.44 

35.00 

45.30 

0.0100 

2.9342 

35.56 

140 

104.44 

35.00 

36.55 

0.0030 

0.1012 

35.56 

165 

129.44 

30.00 

38.83 

0.0100 

0.3955 

35.56 

140 

104.44 

30.00 

31.33 

0.0030 

0.1489 

59.11 

180 

120.89 

35.00 

42.31 

0.0100 

6.9202 

28.85 

165 

136.15 

35.00 

47.65 

0.0100 

7.0623 

28.85 

165 

136.15 

35.00 

47.65 

0.0100 

6.4850 

53.87 

130 

76.13 

35.00 

26.64 

0.0030 

0.0478 

53.87 

130 

76.13 

30.00 

22.84 

0.0030 

0.2262 

89.65 

165 

75.35 

35.00 

26.37 

0.0100 

4.3912 

78.69 

165 

86.31 

35.00 

30.21 

0.0100 

5.6435 

78.69 

165 

86.31 

35.00 

30.21 

0.0100 

0.8020 

26.98 

90 

63.02 

30.00 

18.91 

0.0150 

1.3889 

26.98 

160 

133.02 

30.00 

39.91 

0.0100 

0.1909 

26.98 

90 

63.02 

30.00 

18.91 

0.0150 

5.5810 

26.98 

160 

133.02 

30.00 

39.91 

0.0100 

0.1779 

35.50 

90 

54.50 

30.00 

16.35 

0.0150 

3.3307 

35.50 

160 

124.50 

30.00 

37.35 

0.0100 

24.2936 

35.50 

90 

54.50 

30.00 

16.35 

0.0150 

2.1650 

35.50 

160 

124.50 

30.00 

37.35 

0.0100 

2.3895 

35.01 

90 

54.99 

30.00 

16.50 

0.0150 

5.3203 

35.01 

160 

124.99 

30.00 

37.50 

0.0100 

34.5742 

35.01 

90 

54.99 

30.00 

16.50 

0.0150 

1.4122 























































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Tertiary Sandstone 


Older Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Older Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tortiarx/ Qanrlctnno 



0.16 


1.12 


212.35 


24.75 


7.79 


4.94 


6.42 


0.02 


0.06 


13.36 


0.77 


1.06 


0.09 


0.79 


4.73 


1.03 


20.59 


19.16 


6.26 


0.72 


0.11 


0.64 


8.73 


4.71 


0.01 


2.86 


0.78 


0.11 


5.45 


20.34 


11.29 


10.09 


13.43 


3.58 


3.76 


4.43 


9.19 


7.72 


8.44 


4.03 


1.12 


0.95 


5.10 


9.27 


9.34 


2.19 


6.04 


1.82 


0.69 


16.52 


14.54 


15.84 


0.93 


18.96 


12.42 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

35.01 

160 

124.99 

30.00 

37.50 

0.0100 

0.0604 

52.68 

90 

37.33 

30.00 

11.20 

0.0150 

0.1876 

52.68 

160 

107.33 

30.00 

32.20 

0.0100 

68.3701 

52.68 

160 

107.33 

30.00 

32.20 

0.0100 

7.9700 

113.56 

160 

46.44 

35.00 

16.26 

0.0100 

1.2658 

62.96 

160 

97.04 

35.00 

33.96 

0.0100 

1.6788 

66.29 

160 

93.71 

35.00 

32.80 

0.0100 

2.1046 

66.29 

160 

93.71 

30.00 

28.11 

0.0100 

0.0067 

76.12 

160 

83.88 

35.00 

29.36 

0.0100 

0.0181 

76.12 

160 

83.88 

35.00 

29.36 

0.0100 

3.9230 

76.12 

160 

83.88 

30.00 

25.17 

0.0100 

0.1929 

76.12 

160 

83.88 

30.00 

25.17 

0.0100 

0.2678 

80.22 

160 

79.78 

35.00 

27.92 

0.0100 

0.0248 

80.22 

160 

79.78 

35.00 

27.92 

0.0100 

0.2202 

80.22 

160 

79.78 

30.00 

23.93 

0.0100 

1.1315 

80.22 

160 

79.78 

30.00 

23.93 

0.0100 

0.2457 

68.23 

160 

91.77 

30.00 

27.53 

0.0100 

5.6685 

68.23 

160 

91.77 

30.00 

27.53 

0.0100 

5.2739 

86.68 

160 

73.32 

30.00 

22.00 

0.0100 

1.3776 

86.68 

140 

53.32 

30.00 

16.00 

0.0030 

0.0344 

69.38 

160 

90.62 

35.00 

31.72 

0.0100 

0.0339 

69.38 

160 

90.62 

30.00 

27.19 

0.0100 

0.1751 

69.38 

160 

90.62 

30.00 

27.19 

0.0100 

2.3729 

80.99 

160 

79.01 

35.00 

27.65 

0.0100 

1.3022 

80.99 

160 

79.01 

30.00 

23.70 

0.0100 

0.0030 

101.50 

160 

58.50 

35.00 

20.47 

0.0100 

0.5857 

101.50 

160 

58.50 

30.00 

17.55 

0.0100 

0.1376 

64.64 

160 

95.36 

30.00 

28.61 

0.0100 

0.0319 

64.64 

160 

95.36 

30.00 

28.61 

0.0100 

1.5584 

68.72 

160 

91.28 

30.00 

27.38 

0.0100 

5.5689 

68.72 

160 

91.28 

30.00 

27.38 

0.0100 

3.0913 

100.00 

160 

60.00 

30.00 

18.00 

0.0100 

1.8169 

62.20 

160 

97.80 

35.00 

34.23 

0.0100 

4.5966 

66.82 

160 

93.18 

30.00 

27.95 

0.0100 

1.0006 

66.66 

160 

93.34 

30.00 

28.00 

0.0100 

1.0540 

66.33 

160 

93.67 

30.00 

28.10 

0.0100 

1.2436 

65.38 

160 

94.62 

30.00 

28.39 

0.0100 

2.6086 

66.42 

160 

93.58 

30.00 

28.07 

0.0100 

2.1672 

65.15 

160 

94.85 

30.00 

28.46 

0.0100 

2.4027 

66.92 

160 

93.08 

30.00 

27.92 

0.0100 

1.1262 

66.94 

160 

93.06 

30.00 

27.92 

0.0100 

0.3120 

69.61 

160 

90.39 

30.00 

27.12 

0.0100 

0.2577 

69.61 

160 

90.39 

30.00 

27.12 

0.0100 

1.3842 

73.99 

160 

86.01 

35.00 

30.10 

0.0100 

2.7911 

96.26 

140 

43.74 

35.00 

15.31 

0.0030 

0.4288 

111.37 

160 

48.63 

35.00 

17.02 

0.0100 

0.3726 

111.37 

160 

48.63 

30.00 

14.59 

0.0100 

0.8812 

53.53 

90 

36.47 

30.00 

10.94 

0.0150 

0.2985 

53.53 

160 

106.47 

30.00 

31.94 

0.0100 

0.2208 

65.96 

160 

94.04 

35.00 

32.91 

0.0100 

5.4385 

65.96 

160 

94.04 

30.00 

28.21 

0.0100 

4.1013 

95.92 

160 

64.08 

35.00 

22.43 

0.0100 

3.5513 

95.92 

160 

64.08 

30.00 

19.22 

0.0100 

0.1779 

95.92 

160 

64.08 

30.00 

19.22 

0.0100 

3.6456 

66.88 

160 

93.12 

35.00 

32.59 

0.0100 

4.0473 




























































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Older Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Older Alluvium 


Older Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Older Alluvium 


Older Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

66.88 

160 

93.12 

30.00 

27.94 

0.0100 

3.0144 

60.11 

160 

99.89 

30.00 

29.97 

0.0100 

24.7944 

60.11 

160 

99.89 

30.00 

29.97 

0.0100 

3.4701 

60.04 

160 

99.96 

30.00 

29.99 

0.0100 

2.2696 

60.04 

160 

99.96 

30.00 

29.99 

0.0100 

0.0339 

59.33 

160 

100.67 

30.00 

30.20 

0.0100 

5.8008 

62.33 

160 

97.67 

35.00 

34.18 

0.0100 

0.0987 

48.44 

160 

111.56 

30.00 

33.47 

0.0100 

13.7267 

61.57 

160 

98.43 

30.00 

29.53 

0.0100 

1.8872 

61.57 

160 

98.43 

30.00 

29.53 

0.0100 

15.3328 

82.77 

160 

77.23 

30.00 

23.17 

0.0100 

1.9680 

82.77 

140 

57.23 

30.00 

17.17 

0.0030 

0.1765 

65.07 

160 

94.93 

35.00 

33.23 

0.0100 

1.5359 

90.21 

160 

69.79 

35.00 

24.42 

0.0100 

3.0397 

90.21 

140 

49.79 

35.00 

17.42 

0.0030 

1.2737 

74.88 

160 

85.12 

35.00 

29.79 

0.0100 

4.4872 

114.90 

160 

45.10 

35.00 

15.78 

0.0100 

0.2482 

114.90 

160 

45.10 

30.00 

13.53 

0.0100 

0.1816 

66.07 

160 

93.94 

30.00 

28.18 

0.0100 

0.4784 

66.07 

160 

93.94 

30.00 

28.18 

0.0100 

5.0833 

78.80 

160 

81.20 

35.00 

28.42 

0.0100 

2.1835 

92.10 

160 

67.90 

35.00 

23.77 

0.0100 

6.3497 

93.54 

160 

66.46 

35.00 

23.26 

0.0100 

1.8579 

93.54 

140 

46.46 

35.00 

16.26 

0.0030 

0.4099 

107.65 

160 

52.35 

35.00 

18.32 

0.0100 

2.6039 

65.97 

160 

94.03 

35.00 

32.91 

0.0100 

2.1709 

44.69 

90 

45.31 

30.00 

13.59 

0.0150 

0.0732 

61.78 

160 

98.22 

35.00 

34.38 

0.0100 

1.5680 

63.65 

160 

96.35 

35.00 

33.72 

0.0100 

0.1561 

29.07 

90 

60.93 

30.00 

18.28 

0.0150 

1.1864 

29.07 

90 

60.93 

30.00 

18.28 

0.0150 

4.2581 

101.33 

160 

58.67 

35.00 

20.53 

0.0100 

0.2160 

101.33 

160 

58.67 

30.00 

17.60 

0.0100 

3.4769 

101.33 

140 

38.67 

30.00 

11.60 

0.0030 

0.1175 

56.36 

160 

103.64 

30.00 

31.09 

0.0100 

7.1778 

56.36 

160 

103.64 

30.00 

31.09 

0.0100 

0.1025 

104.90 

160 

55.10 

35.00 

19.28 

0.0100 

1.5919 

104.90 

140 

35.10 

35.00 

12.28 

0.0030 

0.0067 

63.39 

160 

96.61 

30.00 

28.98 

0.0100 

1.8845 

63.39 

160 

96.61 

30.00 

28.98 

0.0100 

2.4442 

63.37 

160 

96.63 

35.00 

33.82 

0.0100 

5.7854 

66.41 

160 

93.59 

35.00 

32.76 

0.0100 

0.1921 

76.46 

160 

83.54 

30.00 

25.06 

0.0100 

0.4408 

76.46 

160 

83.54 

30.00 

25.06 

0.0100 

4.5853 

77.94 

160 

82.06 

30.00 

24.62 

0.0100 

1.4346 

77.94 

160 

82.06 

30.00 

24.62 

0.0100 

2.3250 

89.90 

160 

70.10 

30.00 

21.03 

0.0100 

2.5034 

19.09 

90 

70.91 

30.00 

21.27 

0.0150 

1.7425 

19.09 

90 

70.91 

30.00 

21.27 

0.0150 

0.4802 

58.69 

160 

101.31 

30.00 

30.39 

0.0100 

6.2535 

66.93 

160 

93.07 

35.00 

32.58 

0.0100 

0.7441 

66.93 

160 

93.07 

30.00 

27.92 

0.0100 

2.0100 

87.69 

160 

72.31 

30.00 

21.69 

0.0100 

0.1485 

87.69 

140 

52.31 

30.00 

15.69 

0.0030 

0.4695 

56.84 

90 

33.16 

30.00 

9.95 

0.0150 

0.3506 







































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Tertiary Sandstone 


Tertiary Sandstone 


Older Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Phyllite & Schist 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Vindhyan Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

56.84 

160 

103.16 

30.00 

30.95 

0.0100 

12.1556 

56.84 

160 

103.16 

30.00 

30.95 

0.0100 

0.9215 

17.13 

90 

72.87 

30.00 

21.86 

0.0150 

0.3814 

70.19 

160 

89.81 

30.00 

26.94 

0.0100 

0.3818 

70.19 

160 

89.81 

30.00 

26.94 

0.0100 

1.6215 

70.19 

140 

69.81 

30.00 

20.94 

0.0030 

0.2644 

61.50 

90 

28.50 

30.00 

8.55 

0.0150 

0.1753 

61.50 

160 

98.50 

30.00 

29.55 

0.0100 

9.8203 

61.50 

160 

98.50 

30.00 

29.55 

0.0100 

1.7185 

61.22 

160 

98.78 

30.00 

29.63 

0.0100 

0.4100 

61.22 

160 

98.78 

30.00 

29.63 

0.0100 

0.0009 

107.52 

160 

52.48 

35.00 

18.37 

0.0100 

0.5312 

107.52 

160 

52.48 

30.00 

15.74 

0.0100 

1.9122 

66.73 

160 

93.27 

35.00 

32.64 

0.0100 

0.7935 

66.73 

160 

93.27 

30.00 

27.98 

0.0100 

0.1592 

65.90 

160 

94.10 

30.00 

28.23 

0.0100 

4.0502 

100.28 

160 

59.73 

35.00 

20.90 

0.0100 

0.8632 

66.88 

160 

93.12 

30.00 

27.94 

0.0100 

1.3977 

95.44 

160 

64.56 

30.00 

19.37 

0.0100 

2.2083 

93.65 

140 

46.35 

35.00 

16.22 

0.0030 

0.0427 

65.11 

160 

94.89 

30.00 

28.47 

0.0100 

0.5649 

100.64 

140 

39.36 

35.00 

13.78 

0.0030 

0.0102 

114.27 

160 

45.73 

35.00 

16.01 

0.0100 

0.8524 

109.89 

160 

50.11 

35.00 

17.54 

0.0100 

0.3553 

66.64 

160 

93.36 

35.00 

32.68 

0.0100 

0.6645 

102.99 

140 

37.01 

35.00 

12.95 

0.0030 

0.0181 

97.04 

160 

62.96 

30.00 

18.89 

0.0100 

1.3650 

112.68 

160 

47.32 

35.00 

16.56 

0.0100 

0.8992 

112.68 

160 

47.32 

30.00 

14.20 

0.0100 

0.0031 

66.27 

160 

93.73 

35.00 

32.81 

0.0100 

0.2390 

94.36 

140 

45.64 

35.00 

15.97 

0.0030 

0.0048 

62.57 

90 

27.43 

30.00 

8.23 

0.0150 

0.0872 

62.57 

160 

97.43 

30.00 

29.23 

0.0100 

2.7305 

62.57 

160 

97.43 

30.00 

29.23 

0.0100 

1.3692 

26.23 

80 

53.77 

5.00 

2.69 

0.0015 

0.0761 

45.45 

85 

39.55 

25.00 

9.89 

0.0150 

0.9227 

45.45 

100 

54.55 

3.00 

1.64 

0.0015 

0.0000 

54.94 

85 

30.06 

25.00 

7.51 

0.0150 

0.2366 

54.94 

100 

45.06 

3.00 

1.35 

0.0015 

0.0066 

38.25 

85 

46.75 

25.00 

11.69 

0.0150 

1.3823 

68.76 

90 

21.24 

25.00 

5.31 

0.0150 

0.2221 

50.83 

90 

39.17 

25.00 

9.79 

0.0150 

1.5425 

23.23 

80 

56.77 

5.00 

2.84 

0.0028 

0.0178 

20.53 

80 

59.47 

5.00 

2.97 

0.0015 

0.0038 

20.53 

80 

59.47 

30.00 

17.84 

0.0150 

0.3865 

20.53 

80 

59.47 

5.00 

2.97 

0.0015 

0.0264 

28.69 

80 

51.31 

5.00 

2.57 

0.0015 

0.0382 

28.69 

90 

61.31 

30.00 

18.39 

0.0200 

0.5143 

55.24 

90 

34.76 

25.00 

8.69 

0.0150 

2.8882 

43.14 

90 

46.86 

25.00 

11.71 

0.0150 

0.1843 

43.14 

80 

36.86 

3.00 

1.11 

0.0015 

0.0037 

43.14 

90 

46.86 

25.00 

11.71 

0.0150 

0.0592 

43.14 

80 

36.86 

3.00 

1.11 

0.0015 

0.0043 

9.76 

120 

110.24 

25.00 

27.56 

0.0040 

0.4922 

68.22 

90 

21.78 

25.00 

5.44 

0.0150 

1.0584 








































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone (Fresh 
/ Saline) 



Bader 


Badhadar 


Baghsara ( East) 


Bahadurpura 


Baidh Ki Dhani 


Bajaj Gram 


Bajor 


Bajroli 


Balloopura 


Balsamand 


Bamaniya 


Bamanvas @ Sajanpura 


Bankliya 


Bara 


Barabar 


Baral 


Basi Agooni 


Basni 


Basri Kalan 


Bathoth 


Beer Chhapar ( Rura 


Ber 


Bhadwasi 


Bhagatpura 


Bhagiwad 


Bhagowa 


Bhairoopura 


Bhakharo Ki Dhani 


Bhamas 


Bhanisar Harawatan 


Bhanisar Tejsinghot 


Bharkasli 


Bhawanipura 


Bheekhanwasi 


Bheenchari 


Bheenwsar 


Bheerana 


Bhidasari 


0814000101763600 


0813000301689200 


0804000700667100 


0813000501728800 


0813000401709000 


0813000301693300 


0813000301700700 


0813000201680100 


0813000301697800 


0814000101763100 


0804000700663800 


0813000501728600 


0814000101759700 


0804000700660800 


0804000700664200 


0813000301703100 


0804000700662900 


0813000201676400 


0813000401707600 


0813000201683900 


0804000700661700 


0814000101763700 


0813000301692500 


0813000401710300 


0804000700666100 


0813000301702100 


0813000301691300 


0813000301695700 


0813000201682600 


0814000101761200 


0804000700663100 


0804000700663000 


0813000301696500 


0813000301695300 


0813000301698700 


0804000600651100 


0804000700665600 


0813000401704900 


0814000101762700 


11.98 Fresh 


10.78 Fresh 


5.23 Fresh 



11.46 Fresh 


2.28 Fresh 


0.95 Fresh 


7.22 Fresh 


7.46 Fresh 


6.19 Fresh 


8.13 Fresh 


14.43 Saline 


5.78 Fresh 


24.59 Fresh 


10.24 Fresh 


Saline 


27.82 Saline 


12.56 Fresh 


5.60 Saline 


4.96 Fresh 


1.18 Fresh 


22.90 Fresh 


13.70 Saline 


7.03 Fresh 


4.91 Fresh 


1.11 Fresh 


9.31 Saline 




Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Phyllite & Schist 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Vindhyan Sandstone 

Non-command 

Phyllite & Schist 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Vindhyan Sandstone 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Younger Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

21.73 

80 

58.27 

5.00 

2.91 

0.0015 

0.0058 

21.73 

120 

98.27 

25.00 

24.57 

0.0040 

0.4367 

23.65 

120 

96.35 

25.00 

24.09 

0.0040 

0.1568 

62.94 

90 

27.06 

25.00 

6.77 

0.0150 

1.0937 

29.40 

90 

60.60 

40.00 

24.24 

0.0150 

0.1923 

29.40 

155 

125.60 

40.00 

50.24 

0.0200 

1.8892 

29.40 

90 

60.60 

30.00 

18.18 

0.0150 

0.0144 

29.40 

90 

60.60 

30.00 

18.18 

0.0200 

1.0066 

48.27 

80 

31.73 

25.00 

7.93 

0.0150 

1.0577 

32.12 

85 

52.88 

25.00 

13.22 

0.0150 

0.4513 

59.91 

85 

25.09 

25.00 

6.27 

0.0150 

0.0896 

45.87 

85 

39.13 

25.00 

9.78 

0.0150 

1.0598 

49.37 

90 

40.63 

25.00 

10.16 

0.0150 

1.1362 

64.77 

90 

25.23 

25.00 

6.31 

0.0150 

0.5856 

11.80 

80 

68.20 

5.00 

3.41 

0.0015 

0.0364 

11.80 

120 

108.20 

25.00 

27.05 

0.0040 

0.1095 

29.11 

80 

50.89 

5.00 

2.54 

0.0015 

0.0019 

29.11 

90 

60.89 

30.00 

18.27 

0.0200 

5.0941 

45.28 

80 

34.72 

25.00 

8.68 

0.0150 

0.1316 

45.28 

90 

44.72 

3.00 

1.34 

0.0015 

0.0022 

15.53 

120 

104.47 

25.00 

26.12 

0.0040 

2.4893 

44.17 

80 

35.83 

5.00 

1.79 

0.0028 

0.0000 

44.17 

80 

35.83 

5.00 

1.79 

0.0015 

0.0275 

23.88 

80 

56.12 

5.00 

2.81 

0.0015 

0.1171 

52.22 

85 

32.78 

25.00 

8.20 

0.0150 

0.2285 

52.22 

100 

47.78 

3.00 

1.43 

0.0015 

0.0181 

25.17 

80 

54.83 

5.00 

2.74 

0.0015 

0.0230 

50.55 

90 

39.45 

25.00 

9.86 

0.0150 

0.0091 

48.74 

80 

31.26 

3.00 

0.94 

0.0015 

0.0017 

53.13 

90 

36.87 

25.00 

9.22 

0.0150 

3.1664 

16.39 

80 

63.61 

5.00 

3.18 

0.0015 

0.0646 

25.28 

120 

94.72 

25.00 

23.68 

0.0040 

0.0903 

58.26 

85 

26.74 

25.00 

6.68 

0.0150 

0.4925 

43.85 

85 

41.15 

25.00 

10.29 

0.0150 

0.1706 

27.12 

80 

52.88 

5.00 

2.64 

0.0015 

0.0293 

27.12 

90 

62.88 

30.00 

18.86 

0.0200 

0.7257 

39.04 

100 

60.96 

3.00 

1.83 

0.0015 

0.0004 

57.98 

90 

32.02 

25.00 

8.01 

0.0150 

0.9528 

51.71 

90 

38.29 

25.00 

9.57 

0.0150 

0.0540 

49.52 

90 

40.48 

25.00 

10.12 

0.0150 

0.2030 

17.59 

80 

62.41 

5.00 

3.12 

0.0015 

0.0700 

17.59 

80 

62.41 

5.00 

3.12 

0.0015 

0.0029 

25.20 

80 

54.80 

5.00 

2.74 

0.0015 

0.0179 

23.96 

80 

56.04 

5.00 

2.80 

0.0015 

0.0256 

62.49 

90 

27.51 

25.00 

6.88 

0.0150 

0.5854 

46.87 

90 

43.13 

25.00 

10.78 

0.0150 

0.8181 

67.33 

90 

22.67 

25.00 

5.67 

0.0150 

0.0852 

31.20 

80 

48.80 

30.00 

14.64 

0.0150 

0.0260 

14.80 

80 

65.20 

5.00 

3.26 

0.0028 

0.0000 

14.80 

80 

65.20 

5.00 

3.26 

0.0015 

0.0746 

67.26 

75 

7.74 

25.00 

1.94 

0.0150 

0.0742 

31.04 

80 

48.96 

40.00 

19.58 

0.0150 

3.8101 

31.04 

80 

48.96 

5.00 

2.45 

0.0015 

0.0086 

31.04 

80 

48.96 

30.00 

14.69 

0.0150 

0.6263 

31.04 

80 

48.96 

5.00 

2.45 

0.0015 

0.0085 



























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Phyllite & Schist 


Vindhyan Sandstone 


Phyllite & Schist 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Quartzite 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Vindhyan Sandstone 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

49.08 

90 

40.92 

25.00 

10.23 

0.0150 

1.6883 

12.89 

80 

67.11 

5.00 

3.36 

0.0015 

0.0124 

12.89 

120 

107.11 

25.00 

26.78 

0.0040 

0.1374 

12.89 

80 

67.11 

5.00 

3.36 

0.0015 

0.0014 

28.73 

85 

56.27 

25.00 

14.07 

0.0150 

2.1602 

28.73 

100 

71.27 

3.00 

2.14 

0.0015 

0.0004 

39.72 

80 

40.28 

30.00 

12.08 

0.0150 

0.0890 

51.66 

90 

38.34 

25.00 

9.59 

0.0150 

1.7698 

56.61 

90 

33.39 

25.00 

8.35 

0.0150 

1.4163 

19.14 

80 

60.86 

5.00 

3.04 

0.0015 

0.0738 

15.40 

80 

64.60 

5.00 

3.23 

0.0015 

0.0133 

66.71 

90 

23.29 

25.00 

5.82 

0.0150 

0.2647 

50.93 

90 

39.07 

25.00 

9.77 

0.0150 

0.7178 

61.48 

90 

28.52 

25.00 

7.13 

0.0150 

1.3413 

29.99 

85 

55.01 

25.00 

13.75 

0.0150 

0.3425 

29.99 

85 

55.01 

25.00 

13.75 

0.0150 

0.1065 

35.40 

80 

44.60 

30.00 

13.38 

0.0150 

1.0068 

51.04 

90 

38.96 

25.00 

9.74 

0.0150 

0.2035 

23.77 

80 

56.23 

5.00 

2.81 

0.0015 

0.0162 

47.48 

90 

42.52 

25.00 

10.63 

0.0150 

0.8091 

47.48 

80 

32.52 

3.00 

0.98 

0.0015 

0.0001 

49.55 

80 

30.45 

5.00 

1.52 

0.0028 

0.0154 

49.55 

80 

30.45 

5.00 

1.52 

0.0015 

0.0041 

23.10 

80 

56.90 

5.00 

2.85 

0.0015 

0.0158 

51.28 

90 

38.72 

25.00 

9.68 

0.0150 

2.0030 

31.19 

80 

48.81 

40.00 

19.53 

0.0150 

1.0705 

31.19 

80 

48.81 

5.00 

2.44 

0.0015 

0.0007 

18.12 

80 

61.88 

5.00 

3.09 

0.0015 

0.0537 

16.48 

80 

63.52 

5.00 

3.18 

0.0015 

0.0120 

35.78 

90 

54.22 

25.00 

13.55 

0.0150 

0.3963 

35.78 

90 

54.22 

5.00 

2.71 

0.0015 

0.0184 

47.09 

90 

42.91 

25.00 

10.73 

0.0150 

1.0060 

54.88 

85 

30.12 

25.00 

7.53 

0.0150 

0.2974 

69.77 

90 

20.23 

25.00 

5.06 

0.0150 

0.7506 

32.55 

80 

47.45 

5.00 

2.37 

0.0015 

0.0503 

31.76 

80 

48.24 

30.00 

14.47 

0.0150 

2.8641 

31.76 

165 

133.24 

5.00 

6.66 

0.0015 

0.0073 

36.01 

90 

53.99 

25.00 

13.50 

0.0150 

1.9183 

36.01 

90 

53.99 

25.00 

13.50 

0.0200 

0.0148 

36.01 

90 

53.99 

25.00 

13.50 

0.0150 

1.0674 

36.01 

90 

53.99 

25.00 

13.50 

0.0200 

0.3387 

37.31 

90 

52.69 

25.00 

13.17 

0.0150 

0.3570 

37.31 

90 

52.69 

25.00 

13.17 

0.0200 

0.0353 

27.18 

80 

52.82 

5.00 

2.64 

0.0015 

0.0070 

46.97 

90 

43.03 

25.00 

10.76 

0.0150 

1.0785 

51.80 

85 

33.20 

25.00 

8.30 

0.0150 

0.4573 

40.42 

85 

44.58 

25.00 

11.15 

0.0150 

0.1208 

32.53 

75 

42.47 

25.00 

10.62 

0.0150 

1.5395 

38.81 

85 

46.19 

25.00 

11.55 

0.0150 

0.0676 

38.66 

85 

46.34 

25.00 

11.59 

0.0150 

0.3630 

38.66 

100 

61.34 

3.00 

1.84 

0.0015 

0.0001 

43.76 

120 

76.24 

25.00 

19.06 

0.0040 

0.1593 

23.12 

80 

56.88 

5.00 

2.84 

0.0015 

0.0137 

28.05 

75 

46.95 

25.00 

11.74 

0.0150 

0.0892 

50.24 

85 

34.76 

25.00 

8.69 

0.0150 

0.3387 






























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Quartzite 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Younger Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Quartzite 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


I Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

50.24 

100 

49.76 

3.00 

1.49 

0.0015 

0.0003 

41.56 

85 

43.44 

25.00 

10.86 

0.0150 

0.1403 

28.74 

90 

61.26 

30.00 

18.38 

0.0150 

1.8285 

28.74 

90 

61.26 

30.00 

18.38 

0.0200 

0.1261 

39.01 

85 

45.99 

25.00 

11.50 

0.0150 

0.2268 

45.90 

85 

39.10 

25.00 

9.77 

0.0150 

0.0829 

56.38 

90 

33.62 

25.00 

8.40 

0.0150 

0.7199 

67.37 

85 

17.63 

25.00 

4.41 

0.0150 

0.7729 

32.61 

90 

57.39 

25.00 

14.35 

0.0150 

0.3055 

52.87 

85 

32.13 

25.00 

8.03 

0.0150 

0.9126 

62.97 

90 

27.03 

25.00 

6.76 

0.0150 

0.3652 

31.45 

80 

48.55 

30.00 

14.57 

0.0150 

1.7698 

29.31 

80 

50.69 

5.00 

2.53 

0.0015 

0.0156 

29.31 

90 

60.69 

30.00 

18.21 

0.0200 

6.5771 

37.53 

80 

42.47 

5.00 

2.12 

0.0015 

0.0561 

54.96 

90 

35.04 

25.00 

8.76 

0.0150 

1.2415 

35.12 

80 

44.88 

30.00 

13.46 

0.0150 

0.7507 

26.31 

80 

53.69 

5.00 

2.68 

0.0015 

0.0964 

21.34 

80 

58.66 

5.00 

2.93 

0.0015 

0.0543 

49.76 

80 

30.24 

25.00 

7.56 

0.0150 

0.4098 

49.76 

90 

40.24 

3.00 

1.21 

0.0015 

0.0011 

20.96 

75 

54.04 

25.00 

13.51 

0.0150 

1.2104 

67.28 

90 

22.72 

25.00 

5.68 

0.0150 

0.5699 

56.40 

90 

33.60 

25.00 

8.40 

0.0150 

0.9411 

21.88 

80 

58.12 

5.00 

2.91 

0.0015 

0.0092 

43.55 

100 

56.45 

3.00 

1.69 

0.0015 

0.0002 

10.06 

120 

109.94 

25.00 

27.49 

0.0040 

1.4609 

52.50 

85 

32.50 

25.00 

8.13 

0.0150 

0.5562 

53.46 

90 

36.54 

25.00 

9.13 

0.0150 

1.5746 

39.36 

80 

40.64 

3.00 

1.22 

0.0015 

0.0006 

51.13 

90 

38.87 

25.00 

9.72 

0.0150 

0.0169 

53.65 

85 

31.35 

25.00 

7.84 

0.0150 

0.2654 

68.67 

85 

16.33 

25.00 

4.08 

0.0150 

0.0355 

28.07 

110 

81.93 

40.00 

32.77 

0.0150 

4.7933 

55.57 

90 

34.43 

25.00 

8.61 

0.0150 

0.3449 

58.37 

90 

31.63 

25.00 

7.91 

0.0150 

0.3329 

34.64 

80 

45.36 

30.00 

13.61 

0.0150 

1.6993 

47.29 

90 

42.71 

25.00 

10.68 

0.0150 

0.9244 

48.22 

85 

36.78 

25.00 

9.20 

0.0150 

2.6335 

32.76 

80 

47.24 

40.00 

18.90 

0.0150 

0.9248 

32.76 

80 

47.24 

5.00 

2.36 

0.0015 

0.0024 

11.33 

80 

68.67 

5.00 

3.43 

0.0015 

0.0701 

36.80 

90 

53.20 

25.00 

13.30 

0.0150 

2.0599 

30.77 

90 

59.23 

30.00 

17.77 

0.0150 

2.3264 

30.77 

90 

59.23 

30.00 

17.77 

0.0200 

0.4540 

12.04 

80 

67.96 

5.00 

3.40 

0.0028 

0.0000 

12.04 

80 

67.96 

5.00 

3.40 

0.0015 

0.0166 

46.20 

90 

43.80 

25.00 

10.95 

0.0150 

1.4197 

52.54 

90 

37.46 

25.00 

9.37 

0.0150 

1.2765 

50.50 

90 

39.50 

25.00 

9.88 

0.0150 

0.1884 

46.11 

90 

43.89 

25.00 

10.97 

0.0150 

0.6501 

55.48 

90 

34.52 

25.00 

8.63 

0.0150 

0.3562 

53.81 

90 

36.19 

25.00 

9.05 

0.0150 

0.3708 

39.91 

90 

50.09 

25.00 

12.52 

0.0150 

0.7955 

40.74 

90 

49.26 

25.00 

12.32 

0.0150 

0.3424 






















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Dhani Ridmal 


Dhani Salamsingh (Rural) 


Dhani Sawairam 


Dhani Takhran 


Dhanichaindas 


Dhanilalana 


Dhaninathawatan 


Dhatri 


Dheejpura 


Dhod 


Dhokar 


Dholiya 


DHOLPALIYA 


Dhyawa 


Dinarpura 


Dobron Ka Bas 


Doodwa 


Doogoli 


Doojod 


Dookiya 


Dotasara 


Dujar 


Dulhepura 


Dulla Ki Dhani 


Dungras Agoona 


Dungras Athoona 


Fakeerpura 


Fatehpura 


Fatehpura Bhomiyan 


Fransa 


Ganeri 


Garoda 


Ghana 


Gheerdoda Khara 


Census Code 


0813000201678200 


0813000301693200 


0813000301698600 


0813000301700100 


0813000201683400 


0813000201683300 


0813000301690400 


0804000700656800 


0813000401706900 


0813000301696700 


0813000301702300 


0814000101762900 


0813000201681100 


0814000101766500 


0813000301691500 


0814000101762000 


0813000401707000 


0813000301694200 


0813000301693500 


0813000401715000 


0813000201679700 


0814000101759600 


0813000301702900 


0813000301693000 


0804000700663200 


0804000700661100 


0813000301690200 


0813000301695200 


0813000501724700 


0804000600651700 


0813000201678500 


0813000401712900 


0813000201679300 


0813000201680200 


0814000101766200 



Zone (Fresh 
/ Saline) 


2.79 Fresh 


4.68 Fresh 


2.57 Fresh 


8.65 Fresh 



2.15 Fresh 


1.93 Fresh 


6.91 Fresh 


10.03 Saline 


3.50 Fresh 


22.77 Fresh 


4.54 Fresh 


14.71 Fresh 


4.14 Fresh 


21.37 Fresh 




13.25 Fresh 


1.42 Fresh 


Saline 


6.95 Fresh 


5.96 Fresh 


4.50 Fresh 


17.80 Fresh 


19.09 Fresh 




Saline 


7.08 Fresh 


13.95 Fresh 


2.42 Fresh 


2.19 Fresh 


8.77 Saline 


18.23 Saline 


2.71 Fresh 


7.93 Fresh 


10.07 Fresh 


8.16 Saline 


15.03 Fresh 


12.86 Fresh 


Saline 


13.11 Fresh 


14.20 Fresh 


7.24 Fresh 


11.22 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

37.94 

90 

52.06 

25.00 

13.02 

0.0150 

0.5441 

53.41 

85 

31.59 

25.00 

7.90 

0.0150 

0.5542 

66.25 

90 

23.75 

25.00 

5.94 

0.0150 

0.2293 

38.66 

90 

51.34 

25.00 

12.83 

0.0150 

1.0232 

38.66 

80 

41.34 

3.00 

1.24 

0.0015 

0.0021 

38.66 

90 

51.34 

25.00 

12.83 

0.0150 

0.2326 

38.66 

80 

41.34 

3.00 

1.24 

0.0015 

0.0003 

49.79 

90 

40.21 

25.00 

10.05 

0.0150 

0.3245 

47.52 

90 

42.48 

25.00 

10.62 

0.0150 

0.3070 

60.11 

85 

24.89 

25.00 

6.22 

0.0150 

0.6452 

30.34 

90 

59.66 

30.00 

17.90 

0.0150 

0.0369 

30.34 

80 

49.66 

5.00 

2.48 

0.0015 

0.0025 

52.75 

80 

27.25 

3.00 

0.82 

0.0015 

0.0043 

60.41 

90 

29.59 

25.00 

7.40 

0.0150 

2.5268 

36.73 

100 

63.27 

3.00 

1.90 

0.0015 

0.0021 

14.33 

80 

65.67 

5.00 

3.28 

0.0015 

0.0725 

43.29 

90 

46.71 

25.00 

11.68 

0.0150 

0.7255 

28.99 

80 

51.01 

40.00 

20.40 

0.0150 

1.8361 

28.99 

80 

51.01 

5.00 

2.55 

0.0015 

0.0404 

28.99 

80 

51.01 

30.00 

15.30 

0.0150 

0.6584 

28.99 

80 

51.01 

5.00 

2.55 

0.0015 

0.0074 

69.78 

85 

15.22 

25.00 

3.81 

0.0150 

0.0180 

33.04 

80 

46.96 

5.00 

2.35 

0.0015 

0.0014 

33.04 

80 

46.96 

5.00 

2.35 

0.0015 

0.0036 

46.35 

80 

33.65 

25.00 

8.41 

0.0150 

0.3603 

46.35 

90 

43.65 

3.00 

1.31 

0.0015 

0.0014 

49.24 

80 

30.76 

3.00 

0.92 

0.0015 

0.0082 

60.96 

90 

29.04 

25.00 

7.26 

0.0150 

0.4903 

64.17 

90 

25.83 

25.00 

6.46 

0.0150 

1.7239 

26.03 

75 

48.97 

25.00 

12.24 

0.0150 

0.0002 

26.03 

80 

53.97 

3.00 

1.62 

0.0015 

0.0006 

32.38 

90 

57.62 

25.00 

14.41 

0.0150 

0.0170 

32.38 

90 

57.62 

5.00 

2.88 

0.0015 

0.0119 

32.38 

90 

57.62 

5.00 

2.88 

0.0015 

0.0161 

50.57 

90 

39.43 

25.00 

9.86 

0.0150 

1.0468 

19.69 

120 

100.31 

25.00 

25.08 

0.0040 

1.3996 

41.45 

85 

43.55 

25.00 

10.89 

0.0150 

0.0351 

41.45 

100 

58.55 

3.00 

1.76 

0.0015 

0.0058 

52.32 

85 

32.68 

25.00 

8.17 

0.0150 

0.2689 

27.21 

80 

52.79 

5.00 

2.64 

0.0015 

0.0347 

30.10 

80 

49.90 

5.00 

2.50 

0.0015 

0.0461 

64.95 

90 

25.05 

25.00 

6.26 

0.0150 

0.2549 

50.35 

90 

39.65 

25.00 

9.91 

0.0150 

1.1796 

36.28 

80 

43.72 

25.00 

10.93 

0.0150 

0.2252 

36.28 

90 

53.72 

3.00 

1.61 

0.0015 

0.0201 

35.00 

80 

45.00 

30.00 

13.50 

0.0150 

1.2965 

38.03 

90 

51.97 

25.00 

12.99 

0.0150 

2.6813 

38.03 

90 

51.97 

5.00 

2.60 

0.0015 

0.0050 

31.90 

80 

48.10 

5.00 

2.41 

0.0028 

0.0000 

31.90 

80 

48.10 

5.00 

2.41 

0.0015 

0.0464 

37.33 

80 

42.67 

3.00 

1.28 

0.0015 

0.0072 

40.77 

90 

49.23 

25.00 

12.31 

0.0150 

2.6216 

47.81 

90 

42.19 

25.00 

10.55 

0.0150 

1.1457 

30.98 

80 

49.02 

40.00 

19.61 

0.0150 

0.3379 

30.98 

80 

49.02 

5.00 

2.45 

0.0015 

0.0022 



















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Younger Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Quartzite 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Younger Alluvium 


Phyllite & Schist 


Younger Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Vindhyan Sandstone 


Quartzite 


Quartzite 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Phyllite & Schist 


Phyllite & Schist 


Vindhyan Sandstone 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

30.23 

80 

49.77 

40.00 

19.91 

0.0150 

1.6662 

30.23 

80 

49.77 

5.00 

2.49 

0.0015 

0.0161 

42.45 

90 

47.55 

25.00 

11.89 

0.0150 

2.0124 

42.92 

90 

47.08 

25.00 

11.77 

0.0150 

0.9856 

27.31 

80 

52.69 

5.00 

2.63 

0.0015 

0.0388 

27.31 

90 

62.69 

30.00 

18.81 

0.0200 

0.2450 

23.85 

80 

56.15 

30.00 

16.84 

0.0150 

0.6418 

32.86 

80 

47.14 

5.00 

2.36 

0.0015 

0.0091 

44.51 

80 

35.49 

25.00 

8.87 

0.0150 

0.1318 

44.51 

90 

45.49 

3.00 

1.36 

0.0015 

0.0065 

51.88 

85 

33.12 

25.00 

8.28 

0.0150 

1.8973 

19.32 

80 

60.68 

5.00 

3.03 

0.0028 

0.0000 

19.32 

80 

60.68 

5.00 

3.03 

0.0015 

0.0482 

31.69 

120 

88.31 

25.00 

22.08 

0.0040 

0.1662 

20.50 

85 

64.50 

25.00 

16.12 

0.0150 

0.8114 

50.29 

90 

39.71 

25.00 

9.93 

0.0150 

0.0000 

50.29 

80 

29.71 

3.00 

0.89 

0.0015 

0.0010 

36.99 

75 

38.01 

25.00 

9.50 

0.0150 

0.0339 

27.14 

155 

127.86 

40.00 

51.14 

0.0200 

1.2112 

27.14 

80 

52.86 

5.00 

2.64 

0.0015 

0.0414 

27.14 

90 

62.86 

30.00 

18.86 

0.0200 

1.3490 

10.37 

80 

69.63 

5.00 

3.48 

0.0015 

0.0794 

50.98 

90 

39.02 

25.00 

9.76 

0.0150 

1.5647 

22.81 

80 

57.19 

5.00 

2.86 

0.0015 

0.0029 

22.81 

120 

97.19 

25.00 

24.30 

0.0040 

0.0802 

32.41 

90 

57.59 

3.00 

1.73 

0.0015 

0.0121 

41.67 

100 

58.33 

3.00 

1.75 

0.0015 

0.0059 

45.34 

100 

54.66 

3.00 

1.64 

0.0015 

0.0116 

54.14 

90 

35.86 

25.00 

8.97 

0.0150 

0.8852 

57.45 

90 

32.55 

25.00 

8.14 

0.0150 

0.1583 

51.17 

90 

38.83 

25.00 

9.71 

0.0150 

1.5189 

28.28 

90 

61.72 

30.00 

18.52 

0.0150 

0.7634 

28.28 

80 

51.72 

5.00 

2.59 

0.0015 

0.1223 

54.46 

85 

30.54 

25.00 

7.64 

0.0150 

0.4608 

58.90 

85 

26.10 

25.00 

6.52 

0.0150 

0.2525 

39.55 

85 

45.45 

25.00 

11.36 

0.0150 

0.6180 

39.55 

85 

45.45 

25.00 

11.36 

0.0150 

0.0089 

38.50 

100 

61.50 

3.00 

1.84 

0.0015 

0.0042 

20.39 

80 

59.61 

5.00 

2.98 

0.0015 

0.0271 

53.85 

80 

26.15 

5.00 

1.31 

0.0015 

0.0042 

53.85 

120 

66.15 

25.00 

16.54 

0.0040 

0.1469 

34.41 

80 

45.59 

40.00 

18.24 

0.0150 

0.2573 

34.41 

80 

45.59 

5.00 

2.28 

0.0015 

0.0268 

28.86 

80 

51.14 

40.00 

20.46 

0.0150 

1.5454 

28.86 

80 

51.14 

5.00 

2.56 

0.0015 

0.0062 

67.26 

90 

22.74 

25.00 

5.69 

0.0150 

0.1091 

59.48 

90 

30.52 

25.00 

7.63 

0.0150 

0.3130 

56.88 

85 

28.12 

25.00 

7.03 

0.0150 

0.8584 

33.56 

90 

56.44 

25.00 

14.11 

0.0150 

2.0895 

50.32 

90 

39.68 

25.00 

9.92 

0.0150 

0.3789 

47.63 

90 

42.37 

25.00 

10.59 

0.0150 

0.5932 

41.09 

90 

48.91 

25.00 

12.23 

0.0150 

1.6116 

62.66 

90 

27.34 

25.00 

6.84 

0.0150 

0.6978 

54.81 

90 

35.19 

25.00 

8.80 

0.0150 

0.3724 

8.85 

80 

71.15 

5.00 

3.56 

0.0015 

0.0507 

































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Vindhyan Sandstone 


Phyllite & Schist 


Quartzite 


Quartzite 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Younger Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Vindhyan Sandstone 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Quartzite 


Phyllite & Schist 


Phyllite & Schist 


Quartzite 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Quartzite 


Older Alluvium 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

8.85 

120 

111.15 

25.00 

27.79 

0.0040 

0.4675 

8.85 

80 

71.15 

5.00 

3.56 

0.0015 

0.0345 

27.42 

80 

52.58 

3.00 

1.58 

0.0015 

0.0083 

32.53 

80 

47.47 

3.00 

1.42 

0.0015 

0.0030 

39.14 

90 

50.86 

25.00 

12.71 

0.0150 

2.1389 

29.53 

80 

50.47 

40.00 

20.19 

0.0150 

2.5474 

29.53 

80 

50.47 

5.00 

2.52 

0.0015 

0.0131 

39.92 

90 

50.08 

25.00 

12.52 

0.0150 

1.6528 

61.16 

90 

28.84 

25.00 

7.21 

0.0150 

0.3868 

64.26 

90 

25.74 

25.00 

6.44 

0.0150 

0.8276 

11.21 

80 

68.79 

5.00 

3.44 

0.0015 

0.0397 

38.54 

90 

51.47 

25.00 

12.87 

0.0150 

1.9619 

23.51 

80 

56.49 

5.00 

2.82 

0.0015 

0.0331 

36.31 

80 

43.69 

5.00 

2.18 

0.0015 

0.0097 

30.05 

90 

59.95 

25.00 

14.99 

0.0200 

2.8254 

39.42 

85 

45.58 

25.00 

11.39 

0.0150 

0.4993 

39.42 

100 

60.58 

3.00 

1.82 

0.0015 

0.0142 

46.62 

90 

43.38 

25.00 

10.84 

0.0150 

1.9408 

73.08 

90 

16.92 

25.00 

4.23 

0.0150 

0.2278 

66.14 

85 

18.86 

25.00 

4.71 

0.0150 

0.0919 

44.24 

85 

40.76 

25.00 

10.19 

0.0150 

0.0010 

44.24 

100 

55.76 

3.00 

1.67 

0.0015 

0.0102 

35.54 

90 

54.46 

25.00 

13.61 

0.0150 

0.7899 

35.54 

90 

54.46 

5.00 

2.72 

0.0015 

0.0078 

41.69 

90 

48.31 

25.00 

12.08 

0.0150 

0.0003 

51.45 

90 

38.55 

25.00 

9.64 

0.0150 

0.0028 

47.84 

80 

32.16 

3.00 

0.96 

0.0015 

0.0020 

27.42 

110 

82.58 

40.00 

33.03 

0.0150 

0.0038 

27.42 

80 

52.58 

5.00 

2.63 

0.0028 

0.0588 

28.22 

80 

51.78 

30.00 

15.53 

0.0150 

3.1724 

59.93 

90 

30.07 

25.00 

7.52 

0.0150 

1.4536 

68.31 

90 

21.69 

25.00 

5.42 

0.0150 

0.1686 

36.40 

80 

43.60 

5.00 

2.18 

0.0015 

0.0452 

73.61 

90 

16.39 

25.00 

4.10 

0.0150 

0.1967 

65.15 

90 

24.85 

25.00 

6.21 

0.0150 

2.0330 

7.29 

80 

72.71 

5.00 

3.64 

0.0015 

0.0580 

7.29 

120 

112.71 

25.00 

28.18 

0.0040 

0.2709 

7.29 

80 

72.71 

5.00 

3.64 

0.0015 

0.0099 

7.92 

80 

72.08 

5.00 

3.60 

0.0015 

0.0630 

10.32 

80 

69.68 

5.00 

3.48 

0.0015 

0.0087 

10.32 

80 

69.68 

5.00 

3.48 

0.0015 

0.0000 

7.13 

80 

72.87 

5.00 

3.64 

0.0015 

0.0552 

7.13 

120 

112.87 

25.00 

28.22 

0.0040 

0.0064 

63.63 

85 

21.37 

25.00 

5.34 

0.0150 

1.4844 

31.63 

75 

43.37 

25.00 

10.84 

0.0150 

0.0082 

31.63 

80 

48.37 

3.00 

1.45 

0.0015 

0.0014 

12.56 

80 

67.44 

5.00 

3.37 

0.0028 

0.0000 

12.56 

80 

67.44 

5.00 

3.37 

0.0015 

0.0292 

27.25 

80 

52.75 

3.00 

1.58 

0.0015 

0.0002 

57.88 

90 

32.12 

25.00 

8.03 

0.0150 

0.6860 

22.84 

80 

57.16 

5.00 

2.86 

0.0015 

0.0346 

39.64 

80 

40.36 

25.00 

10.09 

0.0150 

0.0016 

39.64 

90 

50.36 

3.00 

1.51 

0.0015 

0.0104 

38.66 

75 

36.34 

25.00 

9.09 

0.0150 

0.3354 

11.48 

80 

68.52 

5.00 

3.43 

0.0015 

0.0261 






























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite & Schist 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Phyllite & Schist 


Younger Alluvium 


Younger Alluvium 


Phyllite & Schist 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Vindhyan Sandstone 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Vindhyan Sandstone 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.48 

80 

68.52 

5.00 

3.43 

0.0015 

0.0110 

34.96 

90 

55.04 

40.00 

22.02 

0.0150 

0.0003 

34.96 

155 

120.04 

40.00 

48.02 

0.0200 

1.6280 

34.96 

90 

55.04 

30.00 

16.51 

0.0150 

0.2917 

34.96 

80 

45.04 

5.00 

2.25 

0.0015 

0.0005 

34.96 

90 

55.04 

30.00 

16.51 

0.0200 

1.1206 

31.69 

155 

123.31 

40.00 

49.32 

0.0200 

1.4187 

31.69 

80 

48.31 

5.00 

2.42 

0.0015 

0.0013 

31.69 

90 

58.31 

30.00 

17.49 

0.0200 

1.3462 

33.87 

90 

56.13 

30.00 

16.84 

0.0200 

1.9427 

61.83 

90 

28.17 

25.00 

7.04 

0.0150 

0.5156 

58.40 

75 

16.60 

25.00 

4.15 

0.0150 

0.0332 

58.40 

80 

21.60 

3.00 

0.65 

0.0015 

0.0002 

30.94 

80 

49.06 

40.00 

19.62 

0.0150 

2.3489 

30.94 

80 

49.06 

5.00 

2.45 

0.0015 

0.0135 

51.11 

90 

38.89 

25.00 

9.72 

0.0150 

0.1184 

22.04 

120 

97.96 

25.00 

24.49 

0.0040 

0.2772 

22.03 

80 

57.97 

5.00 

2.90 

0.0028 

0.0000 

22.03 

80 

57.97 

5.00 

2.90 

0.0015 

0.0328 

67.53 

90 

22.47 

25.00 

5.62 

0.0150 

0.8316 

67.53 

80 

12.47 

3.00 

0.37 

0.0015 

0.0000 

60.80 

90 

29.20 

25.00 

7.30 

0.0150 

0.3222 

50.70 

90 

39.30 

25.00 

9.82 

0.0150 

0.8401 

32.19 

90 

57.81 

30.00 

17.34 

0.0200 

12.0821 

63.49 

90 

26.51 

25.00 

6.63 

0.0150 

0.1829 

65.76 

90 

24.24 

25.00 

6.06 

0.0150 

0.4117 

37.97 

85 

47.03 

25.00 

11.76 

0.0150 

0.2798 

37.97 

100 

62.03 

3.00 

1.86 

0.0015 

0.0002 

61.09 

90 

28.91 

25.00 

7.23 

0.0150 

1.7795 

32.00 

90 

58.00 

25.00 

14.50 

0.0150 

2.3391 

32.57 

90 

57.43 

25.00 

14.36 

0.0150 

1.1776 

44.97 

85 

40.03 

25.00 

10.01 

0.0150 

0.5686 

44.97 

100 

55.03 

3.00 

1.65 

0.0015 

0.0002 

28.73 

75 

46.27 

25.00 

11.57 

0.0150 

1.1467 

28.73 

80 

51.27 

3.00 

1.54 

0.0015 

0.0164 

40.44 

90 

49.56 

25.00 

12.39 

0.0150 

0.5016 

26.38 

80 

53.62 

5.00 

2.68 

0.0015 

0.0200 

58.64 

85 

26.36 

25.00 

6.59 

0.0150 

0.6295 

39.05 

90 

50.95 

25.00 

12.74 

0.0150 

1.5186 

28.34 

80 

51.66 

5.00 

2.58 

0.0015 

0.0054 

28.34 

80 

51.66 

5.00 

2.58 

0.0015 

0.0141 

62.57 

90 

27.43 

25.00 

6.86 

0.0150 

0.3448 

31.79 

80 

48.21 

5.00 

2.41 

0.0015 

0.0174 

34.27 

80 

45.73 

30.00 

13.72 

0.0150 

2.3040 

55.11 

90 

34.89 

25.00 

8.72 

0.0150 

0.0272 

34.23 

80 

45.77 

3.00 

1.37 

0.0015 

0.0033 

32.72 

80 

47.28 

40.00 

18.91 

0.0150 

0.5254 

32.72 

80 

47.28 

5.00 

2.36 

0.0015 

0.0257 

40.76 

75 

34.24 

25.00 

8.56 

0.0150 

0.6441 

25.15 

80 

54.85 

5.00 

2.74 

0.0015 

0.0743 

25.15 

120 

94.85 

25.00 

23.71 

0.0040 

2.5940 

25.15 

80 

54.85 

5.00 

2.74 

0.0015 

0.0060 

54.90 

90 

35.10 

25.00 

8.78 

0.0150 

0.7717 

26.66 

80 

53.34 

5.00 

2.67 

0.0015 

0.0289 

8.76 

80 

71.24 

5.00 

3.56 

0.0015 

0.0664 

















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Vindhyan Sandstone 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Phyllite & Schist 


Vindhyan Sandstone 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

8.76 

120 

111.24 

25.00 

27.81 

0.0040 

0.4727 

12.70 

80 

67.30 

5.00 

3.37 

0.0028 

0.0000 

12.70 

80 

67.30 

5.00 

3.37 

0.0015 

0.0396 

12.59 

80 

67.41 

5.00 

3.37 

0.0015 

0.0000 

12.59 

80 

67.41 

5.00 

3.37 

0.0015 

0.0552 

23.39 

80 

56.61 

5.00 

2.83 

0.0015 

0.0285 

42.29 

80 

37.71 

5.00 

1.89 

0.0015 

0.0009 

34.80 

90 

55.20 

25.00 

13.80 

0.0200 

1.1270 

65.48 

90 

24.52 

25.00 

6.13 

0.0150 

0.4736 

64.79 

90 

25.21 

25.00 

6.30 

0.0150 

0.5901 

15.70 

75 

59.30 

25.00 

14.83 

0.0150 

1.0243 

33.44 

90 

56.56 

30.00 

16.97 

0.0150 

0.1172 

33.44 

90 

56.56 

30.00 

16.97 

0.0200 

2.4702 

49.82 

80 

30.18 

5.00 

1.51 

0.0015 

0.0015 

49.82 

120 

70.18 

25.00 

17.55 

0.0040 

0.6132 

38.52 

85 

46.48 

25.00 

11.62 

0.0150 

0.8088 

17.04 

80 

62.96 

5.00 

3.15 

0.0015 

0.1525 

40.69 

90 

49.31 

25.00 

12.33 

0.0150 

0.3380 

58.05 

90 

31.95 

25.00 

7.99 

0.0150 

0.2072 

68.29 

90 

21.71 

25.00 

5.43 

0.0150 

0.7960 

40.72 

90 

49.28 

25.00 

12.32 

0.0150 

1.5939 

26.20 

75 

48.80 

25.00 

12.20 

0.0150 

0.2588 

26.20 

80 

53.80 

3.00 

1.61 

0.0015 

0.0086 

65.51 

90 

24.49 

25.00 

6.12 

0.0150 

0.7846 

12.70 

120 

107.30 

25.00 

26.83 

0.0040 

0.4385 

37.57 

90 

52.43 

25.00 

13.11 

0.0150 

4.2701 

37.57 

90 

52.43 

25.00 

13.11 

0.0200 

1.3799 

29.88 

80 

50.12 

40.00 

20.05 

0.0150 

0.4075 

29.88 

80 

50.12 

5.00 

2.51 

0.0015 

0.0076 

49.74 

80 

30.26 

5.00 

1.51 

0.0028 

0.0065 

49.74 

80 

30.26 

5.00 

1.51 

0.0015 

0.0020 

33.11 

110 

76.89 

40.00 

30.76 

0.0150 

2.2231 

12.04 

80 

67.96 

5.00 

3.40 

0.0028 

0.0000 

12.04 

80 

67.96 

5.00 

3.40 

0.0015 

0.0968 

41.50 

90 

48.50 

25.00 

12.13 

0.0150 

0.5287 

33.14 

80 

46.86 

5.00 

2.34 

0.0015 

0.0359 

29.79 

80 

50.21 

30.00 

15.06 

0.0150 

2.4074 

45.02 

90 

44.98 

25.00 

11.24 

0.0150 

3.3521 

49.40 

85 

35.60 

25.00 

8.90 

0.0150 

0.2361 

49.40 

100 

50.60 

3.00 

1.52 

0.0015 

0.0035 

35.25 

80 

44.75 

3.00 

1.34 

0.0015 

0.0095 

58.07 

90 

31.93 

25.00 

7.98 

0.0150 

1.0762 

44.45 

90 

45.55 

25.00 

11.39 

0.0150 

0.1048 

61.53 

90 

28.47 

25.00 

7.12 

0.0150 

0.5542 

68.73 

90 

21.27 

25.00 

5.32 

0.0150 

1.8596 

27.39 

80 

52.61 

5.00 

2.63 

0.0015 

0.0433 

27.39 

90 

62.61 

30.00 

18.78 

0.0200 

2.0638 

63.44 

90 

26.56 

25.00 

6.64 

0.0150 

1.3217 

33.84 

90 

56.16 

25.00 

14.04 

0.0150 

0.6350 

45.74 

85 

39.26 

25.00 

9.82 

0.0150 

1.0172 

45.74 

100 

54.26 

3.00 

1.63 

0.0015 

0.0030 

54.47 

85 

30.53 

25.00 

7.63 

0.0150 

1.5987 

50.06 

90 

39.94 

25.00 

9.98 

0.0150 

1.9057 

46.63 

90 

43.37 

25.00 

10.84 

0.0150 

1.1766 

15.54 

120 

104.46 

25.00 

26.12 

0.0040 

0.1585 































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Vindhyan Sandstone 


Phyllite & Schist 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Younger Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Quartzite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

38.70 

90 

51.30 

25.00 

12.82 

0.0150 

3.2476 

15.94 

80 

64.06 

3.00 

1.92 

0.0015 

0.0174 

15.94 

75 

59.06 

25.00 

14.77 

0.0150 

0.0018 

15.94 

80 

64.06 

3.00 

1.92 

0.0015 

0.0034 

22.99 

80 

57.01 

5.00 

2.85 

0.0015 

0.0211 

20.51 

80 

59.49 

5.00 

2.97 

0.0015 

0.0208 

63.57 

90 

26.43 

25.00 

6.61 

0.0150 

0.6968 

46.61 

120 

73.39 

25.00 

18.35 

0.0040 

0.7215 

24.99 

80 

55.01 

5.00 

2.75 

0.0015 

0.0362 

24.99 

90 

65.01 

30.00 

19.50 

0.0200 

0.0881 

37.38 

90 

52.62 

40.00 

21.05 

0.0150 

0.9443 

37.38 

90 

52.62 

30.00 

15.79 

0.0150 

1.7330 

37.38 

90 

52.62 

30.00 

15.79 

0.0200 

0.3699 

47.69 

120 

72.31 

25.00 

18.08 

0.0040 

0.5470 

63.05 

90 

26.95 

25.00 

6.74 

0.0150 

0.3613 

11.33 

120 

108.67 

25.00 

27.17 

0.0040 

0.5299 

56.92 

85 

28.08 

25.00 

7.02 

0.0150 

0.2974 

41.60 

85 

43.40 

25.00 

10.85 

0.0150 

1.3164 

64.95 

90 

25.05 

25.00 

6.26 

0.0150 

0.4775 

57.08 

90 

32.92 

25.00 

8.23 

0.0150 

1.2223 

30.60 

110 

79.40 

40.00 

31.76 

0.0150 

5.5286 

30.60 

80 

49.40 

5.00 

2.47 

0.0028 

0.0195 

58.89 

90 

31.11 

25.00 

7.78 

0.0150 

0.7631 

57.87 

90 

32.13 

25.00 

8.03 

0.0150 

0.6676 

24.44 

80 

55.56 

30.00 

16.67 

0.0150 

2.9422 

24.44 

165 

140.56 

5.00 

7.03 

0.0015 

0.1579 

24.03 

80 

55.97 

30.00 

16.79 

0.0150 

0.5557 

24.03 

165 

140.97 

5.00 

7.05 

0.0015 

0.0696 

21.35 

80 

58.65 

5.00 

2.93 

0.0015 

0.0762 

21.35 

90 

68.65 

30.00 

20.59 

0.0200 

0.0024 

51.00 

90 

39.00 

25.00 

9.75 

0.0150 

1.4170 

32.83 

80 

47.17 

5.00 

2.36 

0.0015 

0.0039 

32.83 

80 

47.17 

5.00 

2.36 

0.0015 

0.0126 

61.79 

90 

28.21 

25.00 

7.05 

0.0150 

1.6968 

55.69 

90 

34.31 

25.00 

8.58 

0.0150 

1.9269 

33.16 

80 

46.84 

40.00 

18.73 

0.0150 

2.1094 

33.16 

80 

46.84 

5.00 

2.34 

0.0015 

0.0432 

52.09 

85 

32.91 

25.00 

8.23 

0.0150 

2.3807 

52.09 

100 

47.91 

3.00 

1.44 

0.0015 

0.0001 

49.95 

90 

40.05 

25.00 

10.01 

0.0150 

0.6391 

57.55 

90 

32.45 

25.00 

8.11 

0.0150 

0.4937 

39.22 

85 

45.78 

25.00 

11.44 

0.0150 

0.2961 

39.22 

100 

60.78 

3.00 

1.82 

0.0015 

0.0004 

70.23 

90 

19.77 

25.00 

4.94 

0.0150 

0.7896 

67.45 

90 

22.55 

25.00 

5.64 

0.0150 

0.6488 

41.70 

85 

43.30 

25.00 

10.83 

0.0150 

0.9503 

41.70 

100 

58.30 

3.00 

1.75 

0.0015 

0.0049 

56.33 

85 

28.67 

25.00 

7.17 

0.0150 

0.6775 

24.21 

75 

50.79 

25.00 

12.70 

0.0150 

0.9270 

24.21 

80 

55.79 

3.00 

1.67 

0.0015 

0.0013 

31.26 

80 

48.74 

5.00 

2.44 

0.0015 

0.0039 

31.26 

80 

48.74 

5.00 

2.44 

0.0015 

0.0187 

43.04 

85 

41.96 

25.00 

10.49 

0.0150 

1.0049 

18.21 

75 

56.79 

25.00 

14.20 

0.0150 

3.7958 

18.21 

80 

61.79 

3.00 

1.85 

0.0015 

0.0001 


















































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Older Alluvium 


Quartzite 


Older Alluvium 


Phyllite & Schist 


Younger Alluvium 


Older Alluvium 


Phyllite & Schist 


Younger Alluvium 


Phyllite & Schist 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Quartzite 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Quartzite 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Younger Alluvium 


Phyllite & Schist 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

18.21 

75 

56.79 

25.00 

14.20 

0.0150 

0.3544 

18.21 

80 

61.79 

3.00 

1.85 

0.0015 

0.0039 

29.07 

90 

60.93 

30.00 

18.28 

0.0150 

0.0054 

29.07 

80 

50.93 

5.00 

2.55 

0.0015 

0.0037 

29.07 

90 

60.93 

30.00 

18.28 

0.0200 

2.5299 

29.48 

90 

60.52 

30.00 

18.16 

0.0150 

1.7034 

29.48 

80 

50.52 

5.00 

2.53 

0.0015 

0.0063 

29.48 

90 

60.52 

30.00 

18.16 

0.0200 

0.0528 

20.16 

80 

59.84 

5.00 

2.99 

0.0015 

0.0227 

44.21 

85 

40.79 

25.00 

10.20 

0.0150 

0.1940 

44.21 

100 

55.79 

3.00 

1.67 

0.0015 

0.0111 

65.40 

75 

9.60 

25.00 

2.40 

0.0150 

0.4073 

22.04 

80 

57.96 

3.00 

1.74 

0.0015 

0.0134 

61.69 

90 

28.31 

25.00 

7.08 

0.0150 

0.2177 

42.67 

90 

47.33 

25.00 

11.83 

0.0150 

0.7461 

15.61 

80 

64.39 

5.00 

3.22 

0.0015 

0.0418 

64.41 

90 

25.59 

25.00 

6.40 

0.0150 

0.4363 

51.86 

80 

28.14 

3.00 

0.84 

0.0015 

0.0018 

31.74 

80 

48.26 

5.00 

2.41 

0.0015 

0.0206 

42.33 

90 

47.67 

25.00 

11.92 

0.0150 

0.8545 

30.20 

80 

49.80 

5.00 

2.49 

0.0015 

0.0616 

41.44 

85 

43.56 

25.00 

10.89 

0.0150 

1.1519 

29.04 

80 

50.96 

5.00 

2.55 

0.0015 

0.0012 

29.04 

90 

60.96 

30.00 

18.29 

0.0200 

1.3999 

66.68 

90 

23.32 

25.00 

5.83 

0.0150 

0.7775 

33.38 

80 

46.62 

40.00 

18.65 

0.0150 

2.2862 

32.46 

80 

47.54 

5.00 

2.38 

0.0015 

0.0065 

32.46 

80 

47.54 

5.00 

2.38 

0.0015 

0.0471 

42.11 

80 

37.89 

3.00 

1.14 

0.0015 

0.0292 

32.94 

80 

47.06 

5.00 

2.35 

0.0015 

0.0197 

32.94 

80 

47.06 

5.00 

2.35 

0.0015 

0.0040 

51.25 

90 

38.75 

25.00 

9.69 

0.0150 

0.8993 

30.39 

80 

49.61 

5.00 

2.48 

0.0015 

0.0197 

20.61 

80 

59.39 

40.00 

23.75 

0.0150 

4.1260 

20.61 

80 

59.39 

5.00 

2.97 

0.0015 

0.0923 

20.61 

80 

59.39 

30.00 

17.82 

0.0150 

1.7229 

20.61 

80 

59.39 

5.00 

2.97 

0.0015 

0.0186 

53.50 

80 

26.50 

3.00 

0.79 

0.0015 

0.0118 

61.64 

90 

28.36 

25.00 

7.09 

0.0150 

0.3317 

32.28 

75 

42.72 

25.00 

10.68 

0.0150 

0.1056 

32.28 

80 

47.72 

3.00 

1.43 

0.0015 

0.0159 

44.87 

90 

45.14 

3.00 

1.35 

0.0015 

0.0000 

28.85 

80 

51.15 

30.00 

15.34 

0.0150 

1.0606 

54.05 

90 

35.95 

25.00 

8.99 

0.0150 

1.2104 

49.48 

90 

40.52 

25.00 

10.13 

0.0150 

0.5854 

50.92 

90 

39.08 

25.00 

9.77 

0.0150 

2.4520 

57.33 

90 

32.67 

25.00 

8.17 

0.0150 

0.8555 

37.77 

100 

62.23 

3.00 

1.87 

0.0015 

0.0002 

31.29 

155 

123.71 

40.00 

49.48 

0.0200 

4.4232 

31.29 

80 

48.71 

5.00 

2.44 

0.0015 

0.0109 

31.29 

90 

58.71 

30.00 

17.61 

0.0200 

1.0336 

66.44 

75 

8.56 

25.00 

2.14 

0.0150 

0.0853 

58.60 

85 

26.40 

25.00 

6.60 

0.0150 

0.3919 

36.14 

90 

53.86 

30.00 

16.16 

0.0150 

0.0607 

36.14 

90 

53.86 

30.00 

16.16 

0.0200 

1.4754 














































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Sangarwa 


Santoshpura 


Sanwaloda Dhaylan 


Sanwaloda Ladkhani 


Sanwaloda Purohitan 


Sanwatiya 


Sanwrad 


Sarothiya 


Sarwari 


Sawaipura 


Seetsar 


Sesam 


Sewa 


Sewad Bari 


Sewad Chhoti 


Sewdara 


Shahpura 


Shastrinagar 


Sheeshyoo 


Sherpura 


Shimla 


Shivsinghpura 


Shobhasar 


Shyamgarh 


Shyampura 


Sigdola Bara 


Sigdola Chhota 


Sihot Bari 


Sihot Chhoti 


Sikar (M CI+ OG) 


Singhasan 


Sob 


Sola 


Soorwas 


Sotya Ka Bas 


Suhagpura 


Sujangarh (M) 


Sujangarh (Rural) 


Sujanpura 


Sujawas 


Sunari 


Suthoth 


Sutod 


Census Code 


0813000401708900 


0813000301693700 


0813000301687300 


0813000301687400 


0813000301687200 


0804000600650100 


0814000101765800 



0804000700660700 


0813000301697700 


0813000401712300 


0804000600651900 


0813000401705100 


0813000301689600 


0813000301689800 


0813000301694500 


0813000201682000 


0813000301695400 


0813000301688900 


0813000401709500 


0813000401708200 


0814000101765600 


0813000301692400 


0804000700667200 


0813000301702400 


0813000301690800 


0813000401708600 


0813000201683800 


0813000201683700 


0813000301694900 


0813000301690900 


0813000341304000 


0813000301692000 


0813000301703300 


0813000201679400 


0804000700661300 


0813000301694800 


0813000501725000 


0804000740411000 


0804000700661600 


0813000301695800 


0813000401708300 


0814000101758800 


0813000201683200 


0813000201678100 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Saline 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 



19.39 Fresh 


Saline 


20.86 Saline 


12.21 Fresh 


9.49 Fresh 




6.98 Fresh 


6.23 Fresh 


9.89 Fresh 


14.58 Fresh 


28.82 Fresh 


7.26 Fresh 


15.90 Fresh 


22.62 Fresh 


12.20 Saline 


2.79 Fresh 


2.75 Fresh 


60.28 Fresh 


Saline 


1.42 Saline 


6.53 Fresh 


6.32 Fresh 


8.34 Fresh 


12.43 Fresh 


14.35 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Phyllite & Schist 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Quartzite 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

43.82 

85 

41.18 

25.00 

10.30 

0.0150 

0.8097 

63.52 

90 

26.48 

25.00 

6.62 

0.0150 

0.3620 

59.84 

90 

30.16 

25.00 

7.54 

0.0150 

1.1464 

65.82 

90 

24.18 

25.00 

6.04 

0.0150 

0.6612 

57.22 

90 

32.78 

25.00 

8.20 

0.0150 

1.9582 

46.49 

80 

33.51 

30.00 

10.05 

0.0150 

0.3644 

28.60 

80 

51.40 

40.00 

20.56 

0.0150 

0.0289 

28.60 

80 

51.40 

5.00 

2.57 

0.0015 

0.0090 

20.17 

80 

59.84 

5.00 

2.99 

0.0015 

0.0663 

20.17 

80 

59.84 

5.00 

2.99 

0.0015 

0.0207 

44.03 

80 

35.97 

5.00 

1.80 

0.0015 

0.0321 

62.25 

90 

27.75 

25.00 

6.94 

0.0150 

0.3914 

30.90 

75 

44.10 

25.00 

11.02 

0.0150 

1.2854 

30.90 

80 

49.10 

3.00 

1.47 

0.0015 

0.0038 

32.43 

80 

47.57 

30.00 

14.27 

0.0150 

1.4351 

64.15 

75 

10.85 

25.00 

2.71 

0.0150 

0.0145 

60.16 

90 

29.84 

25.00 

7.46 

0.0150 

1.0447 

55.12 

90 

34.88 

25.00 

8.72 

0.0150 

1.0810 

57.05 

90 

32.95 

25.00 

8.24 

0.0150 

1.0118 

43.19 

90 

46.81 

25.00 

11.70 

0.0150 

2.0961 

37.74 

90 

52.26 

25.00 

13.07 

0.0150 

4.1205 

65.19 

90 

24.81 

25.00 

6.20 

0.0150 

0.1575 

53.84 

85 

31.16 

25.00 

7.79 

0.0150 

2.0541 

26.39 

85 

58.61 

25.00 

14.65 

0.0150 

0.5461 

23.31 

80 

56.69 

5.00 

2.83 

0.0015 

0.0007 

58.83 

85 

26.17 

25.00 

6.54 

0.0150 

0.2203 

29.35 

155 

125.65 

40.00 

50.26 

0.0200 

0.8779 

29.35 

90 

60.65 

30.00 

18.19 

0.0200 

9.1636 

36.23 

100 

63.77 

3.00 

1.91 

0.0015 

0.0234 

58.46 

90 

31.54 

25.00 

7.88 

0.0150 

0.8578 

46.10 

85 

38.90 

25.00 

9.73 

0.0150 

1.3135 

46.10 

100 

53.90 

3.00 

1.62 

0.0015 

0.0086 

10.02 

80 

69.98 

5.00 

3.50 

0.0015 

0.0299 

10.02 

120 

109.98 

25.00 

27.50 

0.0040 

0.1892 

50.98 

90 

39.02 

25.00 

9.75 

0.0150 

1.0214 

52.02 

90 

37.98 

25.00 

9.49 

0.0150 

0.8871 

52.85 

90 

37.15 

25.00 

9.29 

0.0150 

1.3773 

57.84 

90 

32.16 

25.00 

8.04 

0.0150 

1.7579 

57.23 

85 

27.77 

25.00 

6.94 

0.0150 

3.0014 

53.05 

85 

31.95 

25.00 

7.99 

0.0150 

0.2962 

48.22 

85 

36.78 

25.00 

9.19 

0.0150 

1.0077 

48.22 

100 

51.78 

3.00 

1.55 

0.0015 

0.0064 

44.56 

90 

45.44 

25.00 

11.36 

0.0150 

3.8547 

11.53 

80 

68.47 

5.00 

3.42 

0.0015 

0.0623 

54.68 

90 

35.32 

25.00 

8.83 

0.0150 

0.3702 

43.84 

90 

46.16 

3.00 

1.38 

0.0015 

0.0008 

11.01 

80 

68.99 

5.00 

3.45 

0.0028 

0.0000 

11.01 

80 

68.99 

5.00 

3.45 

0.0015 

0.3119 

10.81 

80 

69.19 

5.00 

3.46 

0.0015 

0.0073 

49.10 

90 

40.90 

25.00 

10.23 

0.0150 

0.6191 

16.82 

85 

68.18 

25.00 

17.04 

0.0150 

1.6147 

48.90 

80 

31.10 

5.00 

1.56 

0.0015 

0.0189 

48.90 

120 

71.10 

25.00 

17.78 

0.0040 

0.0169 

50.32 

90 

39.68 

25.00 

9.92 

0.0150 

1.8490 

38.45 

90 

51.55 

25.00 

12.89 

0.0150 

2.7598 















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 


16005033 


Swami Ki Dhani 


Tada 


Tajsar Karnawatan 


Tajsar Khejdoliyan 


Tambakhoopura 


Tanwara 


Tatanwa 


Tehat 


Tharda 


Tilokpura 


Tiloti 


Tiro Ki Bari 


Tiro Ki Chhoti 


Tirwa 


Todi Madhopura 


Toliyasar 


Tuli Ka Charanbas 


Tulsirampura 


Tunwa 


Turkasiya 


Udaipura 


Udasar 


Udrasar 


Vijaipura 


Vishwanathpura 


Akal Ka Tala 


Bahia 


Bharamsar 


Bharewala 


Chinnoo 


Dadoorewala 


Ghantiyali 


Census Code 


0813000201678700 


0804000700662800 


0813000301690700 


0813000301690100 


0813000401708000 


0814000101761100 


0813000301696200 


0813000401706800 


0804000700664700 


0813000401709200 


0814000101761900 


0813000201677900 


0813000201677800 


0813000201682300 


0813000301703700 


0804000700666500 


0813000401706400 


0813000401715200 


0813000201681000 


0813000201680400 


0813000401707200 


0804000700657100 


0814000101761800 


0813000201683500 


0814000101759000 


0816000202046400 


0816000202047400 


0816000102022900 


0816000202047700 


0816000202045400 


0816000202047500 


0816000202045200 


0816000202047000 


Zone (Fresh 
/ Saline) 


3.68 Fresh 


4.87 Saline 


4.70 Fresh 


7.08 Fresh 


3.77 Fresh 


15.02 Fresh 


Saline 


8.62 Fresh 


11.13 Fresh 


7.10 Fresh 


Saline 


5.80 Fresh 


8.45 Fresh 


Saline 


10.59 Fresh 


10.90 Fresh 


2.99 Fresh 


6.87 Fresh 


11.77 Saline 


2.80 Fresh 


4.33 Fresh 


6.74 Fresh 


2.92 Fresh 


4.22 Fresh 


2.93 Saline 


7.36 Fresh 


Saline 


11.18 Fresh 


2.90 Fresh 


116.09 Saline 


115.60 Saline 


703.61 Saline 


111.29 Saline 


213.77 Saline 


97.51 Saline 


250.94 Fresh 


Saline 


162.22 Saline 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 


Sub Basin: 


Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Younger Alluvium 

Command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

38.45 

90 

51.55 

25.00 

12.89 

0.0200 

0.0184 

37.31 

90 

52.69 

25.00 

13.17 

0.0150 

0.6096 

37.31 

90 

52.69 

5.00 

2.63 

0.0015 

0.0024 

23.45 

80 

56.55 

5.00 

2.83 

0.0015 

0.0207 

59.34 

90 

30.66 

25.00 

7.66 

0.0150 

0.5407 

61.59 

90 

28.41 

25.00 

7.10 

0.0150 

0.7546 

15.39 

75 

59.61 

25.00 

14.90 

0.0150 

0.1060 

15.39 

80 

64.61 

3.00 

1.94 

0.0015 

0.0011 

15.39 

75 

59.61 

25.00 

14.90 

0.0150 

0.4164 

15.39 

80 

64.61 

3.00 

1.94 

0.0015 

0.0022 

14.85 

80 

65.15 

5.00 

3.26 

0.0015 

0.0269 

14.85 

80 

65.15 

5.00 

3.26 

0.0015 

0.0465 

57.85 

90 

32.15 

25.00 

8.04 

0.0150 

1.0397 

53.84 

80 

26.16 

3.00 

0.78 

0.0015 

0.0109 

8.67 

80 

71.33 

5.00 

3.57 

0.0028 

0.0000 

8.67 

80 

71.33 

5.00 

3.57 

0.0015 

0.0380 

30.57 

85 

54.43 

25.00 

13.61 

0.0150 

1.1829 

33.18 

80 

46.82 

5.00 

2.34 

0.0015 

0.0129 

33.18 

80 

46.82 

5.00 

2.34 

0.0015 

0.0168 

39.06 

90 

50.94 

25.00 

12.73 

0.0150 

1.0567 

39.06 

90 

50.94 

25.00 

12.73 

0.0200 

1.2877 

40.33 

90 

49.67 

25.00 

12.42 

0.0150 

1.6948 

40.33 

90 

49.67 

25.00 

12.42 

0.0200 

0.4467 

47.30 

90 

42.70 

25.00 

10.67 

0.0150 

0.4791 

36.91 

85 

48.09 

25.00 

12.02 

0.0150 

0.6474 

36.91 

100 

63.09 

3.00 

1.89 

0.0015 

0.0089 

29.58 

90 

60.42 

30.00 

18.13 

0.0150 

0.1598 

29.58 

90 

60.42 

30.00 

18.13 

0.0200 

4.0543 

54.81 

80 

25.19 

3.00 

0.76 

0.0015 

0.0005 

40.87 

75 

34.13 

25.00 

8.53 

0.0150 

0.4163 

40.87 

80 

39.13 

3.00 

1.17 

0.0015 

0.0004 

42.95 

90 

47.05 

25.00 

11.76 

0.0150 

1.1898 

45.09 

90 

44.91 

25.00 

11.23 

0.0150 

0.4924 

49.42 

80 

30.58 

3.00 

0.92 

0.0015 

0.0055 

29.30 

80 

50.70 

5.00 

2.54 

0.0015 

0.0103 

33.80 

80 

46.20 

5.00 

2.31 

0.0015 

0.0097 

33.80 

80 

46.20 

5.00 

2.31 

0.0015 

0.0158 

54.70 

90 

35.30 

25.00 

8.82 

0.0150 

1.4798 

47.20 

120 

72.80 

25.00 

18.20 

0.0040 

0.2114 


4.92 

20.93 

110 

89.07 

25.00 

22.27 

0.0200 

2.1910 

0.11 

20.93 

110 

89.07 

25.00 

22.27 

0.0200 

0.0509 

12.49 

7.76 

110 

102.24 

25.00 

25.56 

0.0200 

6.3861 

13.57 

7.76 

110 

102.24 

25.00 

25.56 

0.0200 

6.9347 

7.22 

16.44 

110 

93.56 

25.00 

23.39 

0.0200 

3.3797 

2.66 

16.24 

110 

93.76 

25.00 

23.44 

0.0200 

1.2483 

0.48 

16.24 

110 

93.76 

25.00 

23.44 

0.0200 

0.2258 

142.50 

30.04 

110 

79.96 

25.00 

19.99 

0.0200 

56.9743 

0.00 

30.04 

110 

79.96 

25.00 

19.99 

0.0200 

0.0000 

0.39 

18.37 

110 

91.63 

25.00 

22.91 

0.0200 

0.1774 

42.14 

18.37 

110 

91.63 

25.00 

22.91 

0.0200 

19.3088 

0.00 

22.61 

110 

87.39 

40.00 

34.95 

0.0200 

0.0008 

154.52 

22.61 

110 

87.39 

25.00 

21.85 

0.0200 

67.5122 

50.90 

14.56 

230 

215.44 

25.00 

53.86 

0.0200 

54.8306 

0.51 

14.56 

230 

215.44 

25.00 

53.86 

0.0200 

0.5521 


























































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Tertiary Sandstone 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Younger Alluvium 


Younger Alluvium 


Tertiary Sandstone 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Tertiary Sandstone 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Younger Alluvium 


Vindhyan Sandstone 


Younger Alluvium 


Vindhyan Sandstone 


Younger Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Tertiary Sandstone 


Vindhyan Sandstone 


Younger Alluvium 


Tertiary Sandstone 


Vindhyan Sandstone 


Younger Alluvium 


Vindhyan Sandstone 



117.86 


118.07 


65.69 


0.07 


1.89 


24.30 


10.49 


22.85 


4.61 


29.86 


0.01 


4.48 


247.99 


25.18 


0.47 


151.39 


6.82 


81.11 


17.32 


0.12 


0.01 


176.24 


26.25 


3.20 


3.44 


101.31 


31.91 


2.62 


1.86 


13.51 


33.20 


9.01 


44.47 


0.05 


9.00 


0.57 


0.22 


13.06 


40.72 


20.29 


14.69 


0.96 


0.00 


89.10 


12.65 


0.58 


9.55 


5.04 


6.53 


0.61 


12.18 


0.02 


0.09 


1.96 


0.81 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

16.39 

230 

213.61 

25.00 

53.40 

0.0200 

125.8865 

16.39 

110 

93.61 

25.00 

23.40 

0.0200 

55.2661 

35.10 

110 

74.90 

25.00 

18.73 

0.0200 

24.6012 

20.04 

110 

89.96 

25.00 

22.49 

0.0200 

0.0299 

20.04 

110 

89.96 

25.00 

22.49 

0.0200 

0.8481 

22.82 

110 

87.18 

25.00 

21.80 

0.0200 

10.5925 

22.82 

110 

87.18 

25.00 

21.80 

0.0200 

4.5717 

20.42 

230 

209.58 

25.00 

52.40 

0.0200 

23.9408 

20.42 

230 

209.58 

25.00 

52.40 

0.0200 

4.8347 

27.32 

110 

82.68 

25.00 

20.67 

0.0200 

12.3425 

13.32 

110 

96.68 

40.00 

38.67 

0.0200 

0.0087 

13.32 

230 

216.68 

25.00 

54.17 

0.0200 

4.8531 

13.32 

110 

96.68 

25.00 

24.17 

0.0200 

119.8733 

13.32 

110 

96.68 

25.00 

24.17 

0.0200 

12.1725 

19.25 

110 

90.75 

40.00 

36.30 

0.0200 

0.3433 

19.25 

110 

90.75 

25.00 

22.69 

0.0200 

68.6953 

21.92 

110 

88.08 

25.00 

22.02 

0.0200 

3.0028 

16.65 

230 

213.35 

25.00 

53.34 

0.0200 

86.5213 

16.65 

230 

213.35 

25.00 

53.34 

0.0200 

18.4764 

29.49 

110 

80.51 

40.00 

32.20 

0.0200 

0.0754 

29.49 

110 

80.51 

40.00 

32.20 

0.0200 

0.0046 

29.49 

110 

80.51 

25.00 

20.13 

0.0200 

70.9431 

15.64 

230 

214.36 

25.00 

53.59 

0.0200 

28.1391 

15.64 

110 

94.36 

25.00 

23.59 

0.0200 

1.5103 

18.49 

110 

91.51 

40.00 

36.60 

0.0200 

2.5195 

18.49 

110 

91.51 

25.00 

22.88 

0.0200 

46.3569 

22.38 

200 

177.62 

35.00 

62.17 

0.0040 

7.9345 

61.80 

175 

113.20 

35.00 

39.62 

0.0040 

0.4144 

66.71 

175 

108.29 

35.00 

37.90 

0.0040 

0.2820 

30.27 

150 

119.73 

25.00 

29.93 

0.0100 

4.0434 

30.27 

160 

129.73 

25.00 

32.43 

0.0200 

21.5368 

30.27 

150 

119.73 

25.00 

29.93 

0.0100 

2.6979 

30.27 

230 

199.73 

25.00 

49.93 

0.0200 

44.4086 

30.27 

230 

199.73 

25.00 

49.93 

0.0200 

0.0474 

30.27 

230 

199.73 

25.00 

49.93 

0.0200 

8.9831 

7.76 

160 

152.24 

25.00 

38.06 

0.0200 

0.4333 

7.76 

110 

102.24 

40.00 

40.90 

0.0200 

0.1768 

7.76 

230 

222.24 

25.00 

55.56 

0.0200 

14.5139 

7.76 

110 

102.24 

25.00 

25.56 

0.0200 

20.8149 

7.76 

230 

222.24 

25.00 

55.56 

0.0200 

22.5461 

7.76 

110 

102.24 

25.00 

25.56 

0.0200 

7.5095 

29.28 

230 

200.72 

25.00 

50.18 

0.0200 

0.9665 

29.28 

230 

200.72 

25.00 

50.18 

0.0200 

0.0007 

42.72 

175 

132.28 

35.00 

46.30 

0.0040 

16.5001 

42.72 

200 

157.28 

35.00 

55.05 

0.0040 

2.7849 

42.72 

200 

157.28 

35.00 

55.05 

0.0040 

0.1266 

42.72 

200 

157.28 

10.00 

15.73 

0.0040 

0.6009 

8.87 

150 

141.13 

25.00 

35.28 

0.0100 

1.7766 

8.87 

160 

151.13 

25.00 

37.78 

0.0200 

4.9331 

8.87 

110 

101.13 

40.00 

40.45 

0.0200 

0.4937 

8.87 

150 

141.13 

25.00 

35.28 

0.0100 

4.2988 

8.87 

160 

151.13 

25.00 

37.78 

0.0200 

0.0176 

8.87 

110 

101.13 

40.00 

40.45 

0.0200 

0.0715 

8.87 

230 

221.13 

25.00 

55.28 

0.0200 

2.1634 

8.87 

110 

101.13 

25.00 

25.28 

0.0200 

0.4105 




















































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Tertiary Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Younger Alluvium 


Vindhyan Sandstone 


Younger Alluvium 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Tertiary Sandstone 


Tertiary Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Jurassic Sandstone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Tertiary Sandstone 


Vnnntror Alluwiiim 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

8.87 

230 

221.13 

25.00 

55.28 

0.0200 

2.2520 

12.73 

200 

187.27 

35.00 

65.54 

0.0040 

7.7417 

12.73 

200 

187.27 

10.00 

18.73 

0.0040 

4.7239 

12.73 

200 

187.27 

10.00 

18.73 

0.0040 

1.1020 

67.73 

120 

52.27 

25.00 

13.07 

0.0200 

0.0002 

72.39 

120 

47.61 

25.00 

11.90 

0.0200 

1.2307 

72.39 

120 

47.61 

25.00 

11.90 

0.0040 

0.8849 

72.39 

120 

47.61 

25.00 

11.90 

0.0200 

0.4721 

72.39 

120 

47.61 

25.00 

11.90 

0.0200 

1.1153 

18.37 

230 

211.63 

25.00 

52.91 

0.0200 

11.6010 

18.37 

110 

91.63 

25.00 

22.91 

0.0200 

0.0004 

18.37 

230 

211.63 

25.00 

52.91 

0.0200 

0.8988 

18.37 

110 

91.63 

25.00 

22.91 

0.0200 

0.6726 

40.43 

175 

134.57 

35.00 

47.10 

0.0040 

6.0161 

40.43 

175 

134.57 

35.00 

47.10 

0.0040 

0.0027 

40.43 

200 

159.57 

10.00 

15.96 

0.0040 

0.0008 

71.88 

175 

103.12 

35.00 

36.09 

0.0040 

1.8751 

71.88 

200 

128.12 

35.00 

44.84 

0.0040 

0.1231 

71.88 

175 

103.12 

35.00 

36.09 

0.0040 

6.1678 

71.88 

200 

128.12 

35.00 

44.84 

0.0040 

1.4592 

71.88 

200 

128.12 

10.00 

12.81 

0.0040 

1.1075 

71.88 

200 

128.12 

10.00 

12.81 

0.0040 

0.8739 

48.04 

160 

111.96 

25.00 

27.99 

0.0200 

7.0856 

48.04 

230 

181.96 

35.00 

63.68 

0.0040 

0.2069 

48.04 

160 

111.96 

25.00 

27.99 

0.0200 

14.8924 

48.04 

230 

181.96 

25.00 

45.49 

0.0200 

2.2310 

48.04 

230 

181.96 

25.00 

45.49 

0.0200 

0.5615 

48.04 

230 

181.96 

25.00 

45.49 

0.0200 

0.7254 

48.04 

230 

181.96 

25.00 

45.49 

0.0200 

6.8828 

75.87 

175 

99.13 

35.00 

34.70 

0.0040 

4.8199 

36.88 

175 

138.12 

35.00 

48.34 

0.0040 

11.8011 

36.88 

200 

163.12 

35.00 

57.09 

0.0040 

3.6972 

36.88 

175 

138.12 

35.00 

48.34 

0.0040 

0.0063 

36.88 

200 

163.12 

10.00 

16.31 

0.0040 

0.0051 

36.88 

200 

163.12 

10.00 

16.31 

0.0040 

0.0149 

14.56 

230 

215.44 

25.00 

53.86 

0.0200 

51.9734 

14.56 

230 

215.44 

25.00 

53.86 

0.0200 

12.4703 

88.00 

175 

87.00 

35.00 

30.45 

0.0040 

4.6839 

88.00 

200 

112.00 

35.00 

39.20 

0.0040 

6.6742 

68.22 

175 

106.78 

35.00 

37.37 

0.0040 

0.9551 

75.56 

175 

99.44 

35.00 

34.80 

0.0040 

4.1559 

76.08 

175 

98.92 

35.00 

34.62 

0.0040 

1.2063 

76.08 

200 

123.92 

35.00 

43.37 

0.0040 

0.1364 

38.64 

230 

191.36 

25.00 

47.84 

0.0200 

0.2529 

46.91 

175 

128.09 

35.00 

44.83 

0.0040 

1.8828 

46.91 

175 

128.09 

35.00 

44.83 

0.0040 

0.0280 

71.20 

175 

103.80 

35.00 

36.33 

0.0040 

1.1014 

71.20 

175 

103.80 

35.00 

36.33 

0.0040 

2.3978 

71.20 

200 

128.80 

10.00 

12.88 

0.0040 

0.1511 

74.76 

175 

100.24 

35.00 

35.08 

0.0040 

0.8547 

87.34 

175 

87.66 

35.00 

30.68 

0.0040 

0.4801 

73.86 

175 

101.14 

35.00 

35.40 

0.0040 

4.5881 

73.86 

200 

126.14 

10.00 

12.61 

0.0040 

0.2042 

13.32 

150 

136.68 

25.00 

34.17 

0.0100 

4.0381 

13.32 

110 

96.68 

40.00 

38.67 

0.0200 

30.3243 



















































































































































































































































































































































































































































































































































































































































































Bhadla 

0803000500554900 

141.41 

Bhane Ka Gaon 

0803000400541200 

30.59 


Bheloo 

0803000400545400 

116.76 

Bhom Akhesingh 

0803000400542600 

7.89 

Bhom Hemsingh 

0803000400542700 

11.18 

Bhom Naharsingh 

0803000400542800 

7.78 

Boogdi 

0815000101924000 

82.54 

Chak Vijaisinghpura 

0803000400544400 

17.50 

Chakhu 

0815000101916500 

23.77 

Dasori 

0803000400543300 

46.10 

Dawa 

0803000500556500 

61.61 

Dhadharwala 

0815000101917100 

22.85 



Command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Hydrogeological Unit 


Tertiary Sandstone 


Younger Alluvium 


Younger Alluvium 


Tertiary Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Younger Alluvium 


Younger Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Tertiary Sandstone 


Younger Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Younger Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Younger Alluvium 


Tertiary Sandstone 


Younger Alluvium 


Younger Alluvium 


Bilara Limestone 


Bilara Limestone 


Jurassic Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Older Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


\/i nrl h\/Q n Qa nrlctono 



15.49 


0.24 


29.57 


6.97 


16.96 


10.82 


2.33 


10.87 


13.73 


0.72 


1.48 


49.23 


71.10 


1.49 


1.04 


1.92 


8.52 


3.28 


0.24 


1.29 


12.00 


25.84 


3.93 


17.10 


3.12 


12.73 


54.55 


5.27 


129.22 


15.63 


0.19 


9.40 


0.64 


22.03 


72.44 


4.63 


6.67 


8.25 


12.36 


27.97 


19.09 


20.91 


109.96 


12.03 


10.77 


86.27 


7.89 


11.18 


7.78 


40.23 


1.05 


6.40 


37.49 


2.59 


0.05 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

13.32 

150 

136.68 

25.00 

34.17 

0.0100 

5.2919 

13.32 

110 

96.68 

40.00 

38.67 

0.0200 

0.1823 

13.32 

110 

96.68 

25.00 

24.17 

0.0200 

14.2943 

13.32 

230 

216.68 

25.00 

54.17 

0.0200 

7.5472 

19.78 

200 

180.22 

35.00 

63.08 

0.0040 

4.2792 

19.78 

200 

180.22 

10.00 

18.02 

0.0040 

0.7801 

27.03 

200 

172.97 

35.00 

60.54 

0.0040 

0.5652 

19.25 

110 

90.75 

40.00 

36.30 

0.0200 

7.8949 

19.25 

110 

90.75 

25.00 

22.69 

0.0200 

6.2287 

70.94 

120 

49.06 

25.00 

12.27 

0.0040 

0.0353 

70.94 

120 

49.06 

25.00 

12.27 

0.0200 

0.3636 

13.66 

175 

161.34 

35.00 

56.47 

0.0040 

11.1200 

13.66 

200 

186.34 

35.00 

65.22 

0.0040 

18.5493 

13.66 

200 

186.34 

35.00 

65.22 

0.0040 

0.3894 

13.66 

200 

186.34 

10.00 

18.63 

0.0040 

0.0775 

13.66 

200 

186.34 

10.00 

18.63 

0.0040 

0.1429 

88.17 

120 

31.83 

25.00 

7.96 

0.0200 

1.3558 

88.17 

120 

31.83 

25.00 

7.96 

0.0040 

0.1044 

88.17 

120 

31.83 

25.00 

7.96 

0.0200 

0.0376 

88.17 

120 

31.83 

25.00 

7.96 

0.0200 

0.2050 

6.69 

150 

143.31 

25.00 

35.83 

0.0100 

4.2985 

6.69 

110 

103.31 

40.00 

41.32 

0.0200 

21.3515 

6.69 

150 

143.31 

25.00 

35.83 

0.0100 

1.4072 

15.64 

150 

134.36 

25.00 

33.59 

0.0100 

5.7457 

15.64 

110 

94.36 

40.00 

37.75 

0.0200 

2.3527 

15.64 

150 

134.36 

25.00 

33.59 

0.0100 

4.2776 

15.64 

230 

214.36 

25.00 

53.59 

0.0200 

58.4705 

15.64 

110 

94.36 

25.00 

23.59 

0.0200 

2.4844 

15.64 

230 

214.36 

25.00 

53.59 

0.0200 

138.4961 

18.49 

110 

91.51 

40.00 

36.60 

0.0200 

11.4420 

18.49 

110 

91.51 

25.00 

22.88 

0.0200 

0.0880 

74.18 

175 

100.82 

35.00 

35.29 

0.0040 

1.3269 

70.72 

175 

104.28 

35.00 

36.50 

0.0040 

0.0928 

15.28 

230 

214.72 

25.00 

53.68 

0.0200 

23.6530 

15.28 

230 

214.72 

25.00 

53.68 

0.0200 

77.7751 

75.58 

200 

124.42 

35.00 

43.55 

0.0040 

0.8059 

94.36 

140 

45.64 

35.00 

15.97 

0.0030 

0.3195 

108.84 

140 

31.16 

35.00 

10.90 

0.0030 

0.2698 

31.62 

175 

143.38 

35.00 

50.18 

0.0040 

2.4814 

31.62 

200 

168.38 

10.00 

16.84 

0.0040 

1.8836 

31.62 

80 

48.38 

10.00 

4.84 

0.0150 

1.3852 

31.62 

200 

168.38 

10.00 

16.84 

0.0040 

1.4085 

53.34 

140 

86.66 

35.00 

30.33 

0.0030 

10.0057 

113.56 

160 

46.44 

35.00 

16.26 

0.0100 

1.9562 

113.56 

140 

26.44 

35.00 

9.26 

0.0030 

0.2989 

76.09 

140 

63.91 

35.00 

22.37 

0.0030 

5.7891 

94.11 

140 

45.89 

35.00 

16.06 

0.0030 

0.3803 

101.10 

140 

38.90 

35.00 

13.61 

0.0030 

0.4565 

108.17 

140 

31.83 

35.00 

11.14 

0.0030 

0.2600 

50.59 

200 

149.41 

35.00 

52.29 

0.0040 

8.4150 

96.26 

140 

43.74 

35.00 

15.31 

0.0030 

0.0483 

64.87 

200 

135.13 

35.00 

47.30 

0.0040 

1.2110 

77.27 

140 

62.73 

35.00 

21.96 

0.0030 

2.4693 

54.18 

140 

85.82 

35.00 

30.04 

0.0030 

0.2330 

74.95 

200 

125.05 

35.00 

43.77 

0.0040 

0.0092 
















































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Dharnok 


Dheengsari 


Gadna 


Girajsar 


Govind Nagar 


Gurha 


Hadan 


Hansasar 


Hanuman Nagar 


Hirai Ki Dhani 


Jetugo Ki Dhani 


Jhajhoo 


Kakkoo 


Kalrawa Bera 


Kalyan Singh Seer 


Kansingh Ki Seer 


Kanwlisar 


Khajora 


Khakhoosar 


Khara 


Khara Lohan 


Khariya Malinath 


Khariya Patawatan 


Khariyabas 


Kheendasar 


Khet Bheloo 


Khetolai Mulwan 


Khetolai Shimbhoo 


Khidrat 


Khikhniya Kundaliya 


Khikhniya Patta 


Kisnasar 


Koodsoo 


Kumbhasar 


Ladkhan @ Nayagaon 


Lambana Bhatiyan 


Lambana Moolwan 


Lohiya 


Lumbasar 


Census Code 


0803000500550900 


0803000500549900 


0815000101911400 


0803000400535500 


0803000500554500 


0815000101911900 


0803000400541100 


0803000500554700 


0803000400545500 


0803000400541800 


0803000400535300 


0803000400539200 


0803000500554800 


0815000101913200 


0815000101912100 


Zone (Fresh 
/ Saline) 


0803000500556800 


0803000400545300 


0803000400541000 


0803000500554600 


0803000400545100 


0803000400542500 


0803000400542200 


0803000400542400 


0803000400543400 


0803000400545600 


0803000400540900 


0803000400540500 


0815000101911700 


0803000400543200 


0803000400543100 


0803000500549800 


0803000500551700 


0803000500551300 


0803000400541600 


0803000400543600 


0803000400543700 


0803000400540700 


0803000500551200 


0815000101916800 



17.07 Fresh 


Saline 


131.35 Fresh 




5.82 Fresh 


10.24 Fresh 


27.33 Fresh 


32.38 Fresh 


15.10 Fresh 


41.06 Fresh 



13.51 Fresh 


9.24 Fresh 


15.11 Fresh 


9.28 Fresh 


42.31 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Command 

Bilara Limestone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Command 

Bilara Limestone 

Command 

Bilara Limestone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Command 

Bilara Limestone 

Non-command 

Bilara Limestone 

Command 

Bilara Limestone 

Command 

Bilara Limestone 

Command 

Bilara Limestone 

Non-command 

Vindhyan Sandstone 

Command 

Bilara Limestone 

Command 

Older Alluvium 

Command 

Vindhyan Sandstone 

Non-command 

Bilara Limestone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Tertiary Sandstone 

Command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

85.48 

140 

54.52 

35.00 

19.08 

0.0030 

3.2244 

99.68 

140 

40.32 

35.00 

14.11 

0.0030 

2.2774 

18.27 

175 

156.73 

35.00 

54.86 

0.0040 

1.6298 

60.04 

140 

79.96 

30.00 

23.99 

0.0030 

0.7698 

66.45 

140 

73.55 

35.00 

25.74 

0.0030 

0.5323 

24.29 

175 

150.71 

35.00 

52.75 

0.0040 

0.9366 

24.29 

200 

175.71 

10.00 

17.57 

0.0040 

0.0423 

99.35 

140 

40.66 

35.00 

14.23 

0.0030 

2.1256 

61.77 

140 

78.23 

35.00 

27.38 

0.0030 

4.1603 

70.20 

140 

69.80 

35.00 

24.43 

0.0030 

0.8499 

82.77 

140 

57.23 

30.00 

17.17 

0.0030 

0.0049 

57.34 

140 

82.66 

30.00 

24.80 

0.0030 

0.2055 

90.21 

140 

49.79 

35.00 

17.42 

0.0030 

0.3319 

54.58 

140 

85.42 

35.00 

29.90 

0.0030 

4.9666 

62.11 

175 

112.89 

35.00 

39.51 

0.0040 

0.0567 

62.11 

175 

112.89 

35.00 

39.51 

0.0040 

0.0059 

23.66 

175 

151.34 

35.00 

52.97 

0.0040 

1.7963 

23.66 

200 

176.34 

10.00 

17.63 

0.0040 

0.0036 

64.93 

175 

110.08 

35.00 

38.53 

0.0040 

1.0353 

64.93 

200 

135.08 

35.00 

47.28 

0.0040 

0.9569 

64.93 

200 

135.08 

10.00 

13.51 

0.0040 

2.7856 

64.93 

80 

15.08 

10.00 

1.51 

0.0150 

0.0731 

64.93 

200 

135.08 

10.00 

13.51 

0.0040 

1.2672 

64.93 

200 

135.08 

10.00 

13.51 

0.0040 

0.0108 

64.93 

200 

135.08 

10.00 

13.51 

0.0040 

2.2223 

65.51 

140 

74.49 

35.00 

26.07 

0.0030 

0.2410 

78.61 

140 

61.39 

35.00 

21.49 

0.0030 

1.2061 

95.78 

140 

44.22 

35.00 

15.48 

0.0030 

0.6171 

64.58 

140 

75.42 

35.00 

26.40 

0.0030 

1.0472 

92.71 

140 

47.29 

35.00 

16.55 

0.0030 

1.4092 

90.56 

140 

49.44 

35.00 

17.30 

0.0030 

1.4359 

86.82 

140 

53.18 

35.00 

18.61 

0.0030 

1.5871 

86.82 

140 

53.18 

30.00 

15.96 

0.0030 

0.2039 

91.87 

140 

48.13 

35.00 

16.84 

0.0030 

0.1684 

86.52 

140 

53.48 

35.00 

18.72 

0.0030 

5.1656 

75.72 

140 

64.28 

35.00 

22.50 

0.0030 

0.2981 

93.54 

140 

46.46 

35.00 

16.26 

0.0030 

0.3027 

107.65 

160 

52.35 

35.00 

18.32 

0.0100 

0.0523 

70.59 

200 

129.41 

10.00 

12.94 

0.0040 

1.9491 

70.59 

200 

129.41 

10.00 

12.94 

0.0040 

1.7966 

80.40 

140 

59.60 

35.00 

20.86 

0.0030 

0.3641 

81.98 

140 

58.02 

35.00 

20.31 

0.0030 

0.6239 

98.72 

140 

41.28 

35.00 

14.45 

0.0030 

0.1155 

68.80 

140 

71.20 

35.00 

24.92 

0.0030 

1.6724 

77.82 

140 

62.18 

35.00 

21.76 

0.0030 

0.9862 

101.33 

160 

58.67 

35.00 

20.53 

0.0100 

0.4276 

101.33 

140 

38.67 

35.00 

13.53 

0.0030 

0.0055 

101.33 

160 

58.67 

30.00 

17.60 

0.0100 

0.8921 

101.33 

140 

38.67 

30.00 

11.60 

0.0030 

0.3337 

94.62 

140 

45.38 

35.00 

15.88 

0.0030 

0.6438 

94.48 

140 

45.52 

35.00 

15.93 

0.0030 

0.4417 

104.90 

160 

55.10 

35.00 

19.28 

0.0100 

0.6454 

104.90 

140 

35.10 

35.00 

12.28 

0.0030 

0.1228 

73.52 

140 

66.48 

35.00 

23.27 

0.0030 

0.6479 

70.35 

200 

129.65 

35.00 

45.38 

0.0040 

4.0363 


























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Luna 


Malamsingh Ki Seer 


Matol 


Mayakor 


Meethadiya 


Meghasar 


Miyakor 


Modiya 


Mokha Charnan 


Munjasar 


Mureedsar 


Nandra 


Nathoosar 


Naya Gaon 


Neniya 


Nokhra 


Panchoo 


Ram Nagar 


Raoneri 


Ratriya 


Rohina 


Rora 


Sadhoona 


Saisar 


Saruda 


Satheeka 


Sekhasar 


Seora 


Sharah Adwayat 


Sharah Ekaliya 


Sharah Gageri 


Sharah Kalasar 


Sharah Karnet 


Sharah Kumbholai 


Sharah Lavayat 


Sharah Manaksar 


Sharah Panchoo 


Sharah Teliya 


Sharah Thoomli 


Shimbhoo Ka Burj 


Siyana Bhatiyan 


Siyana Charnan 


Siyana Jodhasar 


Siyana Kabadiyan 


Siyana Kundaliyan 


Siyana Sakhlan 


Siyana Sutharan 


Sobhana 


Soda Dhara 


Census Code 


0815000101912700 


0815000101912200 



Zone (Fresh 
/ Saline) 


0815000101916400 


0815000101912500 


0815000101912600 


0803000500550500 


0803000400543000 


0803000400542000 


0803000400539000 


0803000500550300 


0803000500550200 


0803000400545200 


0803000500551100 


0815000101912000 


0803000400544200 


0803000400541900 


0803000500551400 


0803000500551600 


0803000400541500 


0803000500550800 


0815000101923900 


0803000500554400 


0803000500555700 


0803000500551000 


0803000500555200 


0803000500550600 


0803000500556700 


0803000400534600 


0803000400543900 


0803000400543500 


0803000400544000 


0803000500550400 


0803000400540600 


0803000400540800 


0803000400544100 


0803000500550700 


0803000500555000 


0803000500550000 


0803000400542900 


0803000400535100 


0803000400544300 


0803000400544700 


0803000400544500 


0803000400544900 


0803000400544800 


0803000400544600 


0803000400545000 


0803000500555100 


0815000101912300 


51.25 Fresh 


15.35 Fresh 



24.24 


78.60 


153.28 


12.13 


15.07 


12.40 


76.82 


65.74 


37.86 


30.50 


114.42 


29.53 


16.20 


263.93 


6.50 


8.56 


11.06 


5.84 


6.15 


7.23 


10.57 Fresh 


8.07 Fresh 


4.23 Fresh 


15.55 Fresh 


13.15 Fresh 


13.82 Saline 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Vindhyan Sandstone 

Command 

Bilara Limestone 

Non-command 

Bilara Limestone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Command 

Bilara Limestone 

Command 

Bilara Limestone 

Command 

Older Alluvium 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Command 

Bilara Limestone 



51.25 


11.79 


0.63 


12.04 


37.09 


28.54 


16.60 


11.49 


0.64 


33.03 


1.49 


13.23 


6.82 


38.23 


90.62 


0.84 


0.80 


1.82 


24.24 


66.76 


153.28 


12.13 


0.04 


12.40 


3.91 


21.94 


12.05 


30.50 


24.68 


29.53 


10.35 


3.12 


6.50 


8.56 


10.19 


5.84 


0.82 


0.00 


6.76 


10.57 


8.07 


4.23 


0.03 


13.15 


5.10 


8.72 


25.58 


6.51 


2.63 


4.98 


4.06 


1.61 


13.32 


20.81 


14.29 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

68.49 

200 

131.51 

35.00 

46.03 

0.0040 

9.4359 

38.66 

175 

136.34 

35.00 

47.72 

0.0040 

2.2510 

38.66 

175 

136.34 

35.00 

47.72 

0.0040 

0.1208 

66.56 

200 

133.44 

35.00 

46.70 

0.0040 

2.2486 

80.86 

200 

119.14 

35.00 

41.70 

0.0040 

6.1866 

75.91 

200 

124.09 

35.00 

43.43 

0.0040 

4.9585 

92.86 

140 

47.14 

35.00 

16.50 

0.0030 

0.8215 

85.05 

140 

54.95 

35.00 

19.23 

0.0030 

0.6632 

85.72 

140 

54.28 

35.00 

19.00 

0.0030 

0.0362 

85.72 

140 

54.28 

30.00 

16.28 

0.0030 

1.6134 

107.50 

140 

32.50 

35.00 

11.37 

0.0030 

0.0510 

104.23 

140 

35.77 

35.00 

12.52 

0.0030 

0.4971 

105.01 

140 

34.99 

35.00 

12.25 

0.0030 

0.2507 

84.49 

140 

55.51 

35.00 

19.43 

0.0030 

2.2284 

66.60 

140 

73.40 

35.00 

25.69 

0.0030 

6.9848 

16.84 

175 

158.16 

35.00 

55.36 

0.0040 

0.1852 

16.84 

200 

183.16 

10.00 

18.32 

0.0040 

0.0583 

16.84 

80 

63.16 

10.00 

6.32 

0.0150 

0.1725 

93.91 

140 

46.09 

35.00 

16.13 

0.0030 

1.1733 

87.69 

140 

52.31 

30.00 

15.69 

0.0030 

3.1429 

69.90 

140 

70.10 

35.00 

24.54 

0.0030 

11.2827 

65.02 

140 

74.98 

35.00 

26.24 

0.0030 

0.9552 

107.52 

160 

52.48 

35.00 

18.37 

0.0100 

0.0067 

83.39 

140 

56.61 

35.00 

19.81 

0.0030 

0.7372 

58.95 

200 

141.05 

35.00 

49.37 

0.0040 

0.7727 

65.05 

140 

74.95 

35.00 

26.23 

0.0030 

1.7267 

52.42 

140 

87.58 

35.00 

30.65 

0.0030 

1.1079 

76.25 

140 

63.75 

35.00 

22.31 

0.0030 

2.0415 

55.94 

140 

84.06 

35.00 

29.42 

0.0030 

2.1788 

91.74 

140 

48.26 

35.00 

16.89 

0.0030 

1.4965 

64.54 

140 

75.46 

35.00 

26.41 

0.0030 

0.8200 

26.57 

140 

113.43 

30.00 

34.03 

0.0030 

0.3188 

94.10 

140 

45.90 

35.00 

16.07 

0.0030 

0.3133 

94.46 

140 

45.54 

35.00 

15.94 

0.0030 

0.4094 

93.65 

140 

46.35 

35.00 

16.22 

0.0030 

0.4957 

97.10 

140 

42.90 

35.00 

15.01 

0.0030 

0.2630 

114.27 

160 

45.73 

35.00 

16.01 

0.0100 

0.1317 

102.99 

160 

57.01 

35.00 

19.95 

0.0100 

0.0000 

102.99 

140 

37.01 

35.00 

12.95 

0.0030 

0.2628 

93.67 

140 

46.33 

35.00 

16.21 

0.0030 

0.5140 

82.87 

140 

57.13 

35.00 

20.00 

0.0030 

0.4843 

60.11 

140 

79.89 

35.00 

27.96 

0.0030 

0.3552 

111.25 

140 

28.75 

35.00 

10.06 

0.0030 

0.0009 

99.59 

140 

40.41 

35.00 

14.14 

0.0030 

0.5579 

67.04 

140 

72.96 

30.00 

21.89 

0.0030 

0.3351 

67.04 

140 

72.96 

30.00 

21.89 

0.0030 

0.5723 

94.36 

140 

45.64 

35.00 

15.97 

0.0030 

1.2258 

102.20 

140 

37.80 

35.00 

13.23 

0.0030 

0.2585 

101.16 

140 

38.84 

35.00 

13.59 

0.0030 

0.1074 

97.50 

140 

42.50 

35.00 

14.88 

0.0030 

0.2222 

97.75 

140 

42.25 

35.00 

14.79 

0.0030 

0.1800 

103.95 

140 

36.05 

35.00 

12.62 

0.0030 

0.0611 

97.05 

140 

42.95 

35.00 

15.03 

0.0030 

0.6007 

50.13 

140 

89.87 

35.00 

31.46 

0.0030 

1.9637 

72.98 

175 

102.02 

35.00 

35.71 

0.0040 

2.0409 





























































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Phyllite & Schist 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

72.98 

175 

102.02 

35.00 

35.71 

0.0040 

2.8615 

72.98 

200 

127.02 

35.00 

44.46 

0.0040 

5.9721 

72.98 

200 

127.02 

10.00 

12.70 

0.0040 

0.0020 

72.98 

200 

127.02 

10.00 

12.70 

0.0040 

0.0062 

72.98 

200 

127.02 

10.00 

12.70 

0.0040 

0.0783 

56.56 

140 

83.44 

30.00 

25.03 

0.0030 

0.7666 

56.56 

140 

83.44 

30.00 

25.03 

0.0030 

0.2083 

75.43 

175 

99.57 

35.00 

34.85 

0.0040 

0.5377 

75.43 

175 

99.57 

35.00 

34.85 

0.0040 

0.6011 

71.90 

175 

103.10 

35.00 

36.09 

0.0040 

0.1722 

71.90 

200 

128.10 

35.00 

44.84 

0.0040 

0.1090 

91.53 

140 

48.47 

35.00 

16.96 

0.0030 

0.3706 

91.53 

140 

48.47 

30.00 

14.54 

0.0030 

1.7312 

78.19 

140 

61.81 

35.00 

21.63 

0.0030 

2.2367 

80.38 

140 

59.62 

35.00 

20.87 

0.0030 

0.7389 

80.38 

140 

59.62 

30.00 

17.89 

0.0030 

0.0040 

77.65 

200 

122.35 

35.00 

42.82 

0.0040 

7.6894 

77.65 

200 

122.35 

10.00 

12.23 

0.0040 

1.4254 

17.09 

110 

92.91 

40.00 

37.16 

0.0150 

0.3175 

17.09 

80 

62.91 

5.00 

3.15 

0.0028 

0.0750 

60.56 

100 

39.44 

40.00 

15.78 

0.0150 

0.4535 

28.82 

80 

51.18 

5.00 

2.56 

0.0028 

0.0621 

57.05 

110 

52.95 

40.00 

21.18 

0.0150 

3.6853 

20.05 

80 

59.95 

5.00 

3.00 

0.0028 

0.0556 

23.23 

80 

56.77 

5.00 

2.84 

0.0028 

0.0423 

54.62 

90 

35.38 

25.00 

8.84 

0.0150 

0.6547 

55.91 

110 

54.09 

40.00 

21.64 

0.0150 

1.8464 

68.22 

90 

21.78 

25.00 

5.44 

0.0150 

0.0431 

23.65 

120 

96.35 

25.00 

24.09 

0.0040 

0.9975 

43.61 

110 

66.39 

40.00 

26.56 

0.0150 

0.0314 

44.79 

80 

35.21 

5.00 

1.76 

0.0015 

0.0090 

44.79 

120 

75.21 

25.00 

18.80 

0.0040 

2.6801 

20.77 

110 

89.23 

40.00 

35.69 

0.0150 

11.2382 

15.53 

120 

104.47 

25.00 

26.12 

0.0040 

0.0801 

63.48 

75 

11.52 

25.00 

2.88 

0.0150 

0.6895 

43.77 

110 

66.23 

40.00 

26.49 

0.0150 

2.3635 

61.59 

110 

48.41 

40.00 

19.36 

0.0150 

0.5730 

35.10 

110 

74.90 

40.00 

29.96 

0.0150 

3.3448 

35.99 

110 

74.01 

40.00 

29.61 

0.0150 

6.0550 

58.90 

100 

41.10 

40.00 

16.44 

0.0150 

0.4590 

30.06 

110 

79.94 

40.00 

31.98 

0.0150 

4.1806 

25.28 

120 

94.72 

25.00 

23.68 

0.0040 

0.5757 

44.80 

110 

65.20 

40.00 

26.08 

0.0150 

3.1901 

53.96 

110 

56.04 

40.00 

22.41 

0.0150 

3.8476 

45.50 

110 

64.50 

40.00 

25.80 

0.0150 

0.0286 

62.37 

75 

12.63 

25.00 

3.16 

0.0150 

0.2478 

51.71 

90 

38.29 

25.00 

9.57 

0.0150 

0.9697 

29.33 

80 

50.67 

5.00 

2.53 

0.0028 

0.0140 

25.80 

80 

54.20 

5.00 

2.71 

0.0028 

0.0364 

67.33 

90 

22.67 

25.00 

5.67 

0.0150 

0.1587 

58.47 

75 

16.53 

25.00 

4.13 

0.0150 

1.1107 

67.26 

75 

7.74 

25.00 

1.94 

0.0150 

0.2056 

47.48 

90 

42.52 

25.00 

10.63 

0.0150 

0.3850 

47.48 

80 

32.52 

3.00 

0.98 

0.0015 

0.0004 

55.91 

90 

34.09 

25.00 

8.52 

0.0150 

0.2215 






























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Bithooda 


Bosana 


Bugaliyon Ki Dhan 


Chak 


Chand Basni 


Chandrasinghpura 


Charanwas 


Chawandiya 


Chhapara 


Chhapri Kalan 


Chhapri Khurd 


Chirasara 


Cholookhan 


Chugni 


Dabra 


Dadu Basni 


Datau 


Daudsar 


Daulatpura 


Dayalpura 


Deendarpura 


Deorathi 


Dhankoli 


Didwana (M) 


Elichpura 


Ganeshpura 


Gardeja Basni 


Genana 


Gheerdoda Khara 


Gheerdoda Meetha 


Girdharipura 


Godras 


Gothra Tagalan 


Gumanpura 


Gunathoo 


Gunpaliya 


Hudeel 


Hukampura 


Jachas 


Jana 


Jassoopura 


Jatanpura 


Jeenwas 


Jeslan 


Jewaliyawas 


Census Code 


0814000101766000 


0813000301697900 


0814000201776900 


0814000201767800 


0814000201769500 


0813000401704100 


0814001001889800 


0814001001888900 


0814000101763300 


0814000201777100 


0814000201777200 


0813000401704300 


0814000201771300 


0814000201777300 


0814000201783200 


0814000201769100 


0814000101765700 


0814000201784200 


0814000201775100 


0814000201770300 


0814000201775600 


0814000201769900 


0814000201784000 


0814000241402000 



0814000201769400 


0813000301697400 


0814000201770600 


0814000201769000 


0814000101764000 


0814000101766200 


0814000101766300 


0814000201769600 


0814000201774200 


0813000301699300 


0813000401703800 


0813000301695900 


0814000101763400 


0814001001889600 


0813000301697600 


0813000301698800 


0813000401703900 


0813000301697000 


0814000201776500 


0813000401707400 


0814000101766400 


0814000201777800 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 



9.96 Fresh 


12.66 Fresh 


19.91 Fresh 


6.53 Fresh 


9.45 Fresh 


14.77 Fresh 


56.57 Fresh 



8.77 Fresh 


6.72 Fresh 


5.07 Fresh 


5.46 Fresh 


16.42 Fresh 


11.22 Fresh 


14.74 Fresh 


6.98 Fresh 


12.47 Fresh 


14.64 Fresh 


3.12 Fresh 


10.70 Fresh 


5.38 Fresh 


13.97 Fresh 


1.69 Fresh 


6.26 Fresh 


3.78 Fresh 


6.18 Fresh 


5.54 Fresh 


6.38 Fresh 


13.66 Fresh 


13.91 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Bilara Limestone 


Phyllite & Schist 


Vindhyan Sandstone 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Vindhyan Sandstone 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Phyllite & Schist 


Older Alluvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

31.19 

80 

48.81 

40.00 

19.53 

0.0150 

1.2319 

69.77 

90 

20.23 

25.00 

5.06 

0.0150 

0.1406 

45.15 

110 

64.85 

40.00 

25.94 

0.0150 

2.4361 

27.87 

80 

52.13 

5.00 

2.61 

0.0028 

0.0483 

20.32 

80 

59.68 

5.00 

2.98 

0.0028 

0.0473 

57.02 

75 

17.98 

25.00 

4.50 

0.0150 

0.4182 

68.40 

100 

31.60 

40.00 

12.64 

0.0150 

0.2167 

59.02 

100 

40.98 

40.00 

16.39 

0.0150 

0.5231 

21.34 

80 

58.66 

5.00 

2.93 

0.0015 

0.0044 

39.44 

110 

70.56 

40.00 

28.23 

0.0150 

3.3355 

33.57 

110 

76.43 

40.00 

30.57 

0.0150 

3.3968 

57.66 

75 

17.34 

25.00 

4.34 

0.0150 

0.8164 

25.77 

110 

84.23 

40.00 

33.69 

0.0150 

2.5850 

40.78 

110 

69.22 

40.00 

27.69 

0.0150 

2.4985 

60.15 

110 

49.85 

40.00 

19.94 

0.0150 

3.9720 

23.39 

80 

56.61 

5.00 

2.83 

0.0028 

0.0439 

27.00 

80 

53.00 

5.00 

2.65 

0.0015 

0.0407 

27.00 

120 

93.00 

25.00 

23.25 

0.0040 

0.0019 

56.17 

110 

53.83 

40.00 

21.53 

0.0150 

2.9845 

28.48 

110 

81.52 

40.00 

32.61 

0.0150 

6.1908 

28.07 

110 

81.93 

40.00 

32.77 

0.0150 

4.9962 

38.01 

110 

71.99 

40.00 

28.79 

0.0150 

2.8184 

17.29 

80 

62.71 

5.00 

3.14 

0.0028 

0.0830 

59.46 

110 

50.54 

40.00 

20.22 

0.0150 

2.8555 

15.73 

110 

94.27 

40.00 

37.71 

0.0150 

16.9214 

15.73 

80 

64.27 

5.00 

3.21 

0.0028 

0.1953 

43.74 

140 

96.26 

25.00 

24.06 

0.0040 

0.1831 

43.74 

80 

36.26 

5.00 

1.81 

0.0028 

0.0831 

43.74 

120 

76.26 

25.00 

19.06 

0.0040 

0.5984 

22.91 

80 

57.09 

5.00 

2.85 

0.0028 

0.0701 

53.73 

90 

36.27 

25.00 

9.07 

0.0150 

0.9142 

31.14 

110 

78.86 

40.00 

31.55 

0.0150 

2.3998 

20.81 

80 

59.19 

5.00 

2.96 

0.0028 

0.0441 

61.24 

120 

58.76 

25.00 

14.69 

0.0040 

0.5308 

30.98 

80 

49.02 

40.00 

19.61 

0.0150 

0.6275 

30.98 

80 

49.02 

5.00 

2.45 

0.0015 

0.0270 

30.23 

80 

49.77 

5.00 

2.49 

0.0015 

0.0181 

26.82 

80 

53.18 

5.00 

2.66 

0.0028 

0.0520 

27.47 

110 

82.53 

40.00 

33.01 

0.0150 

0.4737 

50.29 

90 

39.71 

25.00 

9.93 

0.0150 

0.7283 

50.29 

80 

29.71 

3.00 

0.89 

0.0015 

0.0048 

56.97 

75 

18.03 

25.00 

4.51 

0.0150 

0.2109 

50.98 

90 

39.02 

25.00 

9.76 

0.0150 

0.0004 

22.81 

80 

57.19 

5.00 

2.86 

0.0015 

0.0008 

22.81 

120 

97.19 

25.00 

24.30 

0.0040 

0.3576 

68.03 

100 

31.97 

40.00 

12.79 

0.0150 

1.2929 

55.02 

90 

34.98 

25.00 

8.74 

0.0150 

0.2221 

67.26 

90 

22.74 

25.00 

5.69 

0.0150 

0.4246 

58.15 

75 

16.85 

25.00 

4.21 

0.0150 

0.2390 

54.81 

90 

35.19 

25.00 

8.80 

0.0150 

0.4426 

46.27 

110 

63.73 

40.00 

25.49 

0.0150 

2.1181 

32.53 

75 

42.47 

25.00 

10.62 

0.0150 

0.3295 

32.53 

80 

47.47 

3.00 

1.42 

0.0015 

0.0062 

29.53 

80 

50.47 

5.00 

2.52 

0.0015 

0.0068 

42.41 

110 

67.59 

40.00 

27.04 

0.0150 

1.8662 


















































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

63.71 

75 

11.29 

25.00 

2.82 

0.0150 

0.2815 

32.59 

80 

47.41 

5.00 

2.37 

0.0028 

0.0023 

59.03 

100 

40.97 

40.00 

16.39 

0.0150 

0.1866 

27.69 

80 

52.31 

5.00 

2.62 

0.0028 

0.0719 

27.42 

80 

52.58 

5.00 

2.63 

0.0028 

0.0133 

68.31 

90 

21.69 

25.00 

5.42 

0.0150 

0.4053 

20.26 

80 

59.74 

5.00 

2.99 

0.0028 

0.0000 

65.25 

75 

9.75 

25.00 

2.44 

0.0150 

0.3237 

29.16 

110 

80.84 

40.00 

32.34 

0.0150 

1.5978 

56.63 

110 

53.37 

40.00 

21.35 

0.0150 

2.1002 

52.42 

110 

57.58 

40.00 

23.03 

0.0150 

3.1692 

60.35 

75 

14.65 

25.00 

3.66 

0.0150 

0.2834 

56.03 

110 

53.97 

40.00 

21.59 

0.0150 

3.6812 

27.93 

80 

52.07 

5.00 

2.60 

0.0028 

0.0664 

33.21 

110 

76.79 

40.00 

30.72 

0.0150 

3.7411 

30.79 

110 

79.21 

40.00 

31.68 

0.0150 

2.5475 

23.54 

110 

86.46 

40.00 

34.58 

0.0150 

3.0209 

23.54 

80 

56.46 

5.00 

2.82 

0.0028 

0.0045 

64.60 

75 

10.40 

25.00 

2.60 

0.0150 

0.1792 

45.72 

120 

74.28 

25.00 

18.57 

0.0040 

1.0553 

67.46 

75 

7.54 

25.00 

1.88 

0.0150 

0.3776 

32.22 

110 

77.78 

40.00 

31.11 

0.0150 

1.8609 

58.78 

100 

41.22 

40.00 

16.49 

0.0150 

0.5240 

40.80 

120 

79.20 

25.00 

19.80 

0.0040 

0.2102 

36.66 

110 

73.34 

40.00 

29.33 

0.0150 

2.8001 

51.93 

110 

58.07 

40.00 

23.23 

0.0150 

2.6727 

26.46 

110 

83.54 

40.00 

33.41 

0.0150 

2.7579 

24.80 

110 

85.20 

40.00 

34.08 

0.0150 

5.2609 

24.80 

80 

55.20 

5.00 

2.76 

0.0028 

0.0165 

25.05 

110 

84.95 

40.00 

33.98 

0.0150 

0.1434 

25.05 

80 

54.95 

5.00 

2.75 

0.0028 

0.0419 

60.44 

75 

14.56 

25.00 

3.64 

0.0150 

2.0349 

53.75 

90 

36.25 

25.00 

9.06 

0.0150 

1.4009 

30.42 

110 

79.58 

40.00 

31.83 

0.0150 

1.4463 

30.42 

80 

49.58 

5.00 

2.48 

0.0028 

0.0554 

58.60 

75 

16.40 

25.00 

4.10 

0.0150 

0.3034 

27.28 

110 

82.72 

40.00 

33.09 

0.0150 

1.1170 

25.92 

110 

84.08 

40.00 

33.63 

0.0150 

1.6420 

20.79 

80 

59.21 

5.00 

2.96 

0.0028 

0.0078 

40.72 

90 

49.28 

25.00 

12.32 

0.0150 

0.1822 

26.20 

80 

53.80 

3.00 

1.61 

0.0015 

0.0000 

65.51 

90 

24.49 

25.00 

6.12 

0.0150 

1.1431 

33.11 

110 

76.89 

40.00 

30.76 

0.0150 

5.2068 

29.73 

80 

50.27 

40.00 

20.11 

0.0150 

0.8573 

29.73 

80 

50.27 

5.00 

2.51 

0.0015 

0.0215 

35.25 

80 

44.75 

3.00 

1.34 

0.0015 

0.0003 

60.76 

110 

49.24 

40.00 

19.69 

0.0150 

3.5378 

44.45 

90 

45.55 

25.00 

11.39 

0.0150 

3.1380 

34.12 

110 

75.88 

40.00 

30.35 

0.0150 

5.6369 

28.28 

80 

51.72 

5.00 

2.59 

0.0028 

0.0251 

65.49 

100 

34.51 

40.00 

13.80 

0.0150 

0.7279 

26.36 

110 

83.64 

40.00 

33.45 

0.0150 

2.2901 

46.61 

120 

73.39 

25.00 

18.35 

0.0040 

0.7377 

34.11 

110 

75.89 

40.00 

30.36 

0.0150 

2.3097 

34.23 

110 

75.77 

40.00 

30.31 

0.0150 

3.3171 




























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Ninawata 


Noowa 


Palot 


Pandorai 


Paota 


Parewadi 


Patan 


Pathanon Ka Barh 


Payli 


Phogri 


Pooranpura 


Pyawan 


Rad Ki Dhani 


Raisinghpura 


Rajpura 


Ramsabas 


Ratau 


Ratheel 


Sami 


Sangalya 


Sanwrad 


Sardarpura Kalan 


Sardarpura Khurd 


Sarwari 


Seenwa 


Sekha Basni 


Sesam 


Sewa 


Shimla 


16005037 


Singrawat 


Singrawat Kalan 


Singrawat Khurd 


Soopka 


Sudrasan 


Sujanpura 


Tarpura 


Thakariyas 


Thanu 


Tigariya 


Todas 


Toliyasar 


Aakeli -B 


Achhotai 


Achla Ka Khet 


Census Code 


0814000201775000 


0814000201776100 


0814000201768800 


0814000201770200 


0814000201775200 


0814001001888600 


0814000201768300 


0814000201769300 


0814000201775800 


0814000201775300 


0813000301697100 


0814000201774400 


0813000401704400 


0814000201772100 


0813000401705000 


0814000201771800 


0814000101765400 


0814000101766100 


0813000401705200 


0813000401704700 


0814000101765800 


0814000201777400 


0814000201776200 


0813000301697700 


0814000101765300 


0814000201771700 


0813000401705100 


0814000201771100 


0814000101765600 



Zone (Fresh 
/ Saline) 


0813000301697200 


0814000201774600 


0814000201774500 


0814000201771000 


0814000201775900 


0813000301695800 


0814000201776700 


0814000201767700 


0814000201769800 


0814000201768900 


0814001001889500 


0814000201776300 


0814000701846400 


0814000401811900 


0814000701848200 


9.49 Fresh 


15.12 Fresh 


17.95 Fresh 


14.92 Fresh 



11.79 Fresh 


7.39 Fresh 


12.95 Fresh 


17.56 Fresh 


6.11 Fresh 


10.65 Fresh 


12.21 Fresh 


27.43 Fresh 


5.47 Fresh 


8.75 Fresh 


8.29 Fresh 


10.21 Fresh 



13.81 Fresh 


10.47 Fresh 


7.68 Fresh 


10.84 Fresh 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Bilara Limestone 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Bilara Limestone 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Vindhyan Sandstone 

Non-command 

Bilara Limestone 

Non-command 

Vindhyan Sandstone 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Tertiary Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

30.71 

110 

79.29 

40.00 

31.72 

0.0150 

4.5159 

50.42 

110 

59.58 

40.00 

23.83 

0.0150 

5.4049 

26.40 

80 

53.60 

5.00 

2.68 

0.0028 

0.0265 

30.60 

110 

79.40 

40.00 

31.76 

0.0150 

0.0881 

30.60 

80 

49.40 

5.00 

2.47 

0.0028 

0.0022 

28.83 

110 

81.17 

40.00 

32.47 

0.0150 

3.0063 

59.00 

100 

41.00 

40.00 

16.40 

0.0150 

0.5433 

28.98 

80 

51.02 

5.00 

2.55 

0.0028 

0.0491 

21.11 

80 

58.89 

5.00 

2.94 

0.0028 

0.0583 

47.99 

110 

62.01 

40.00 

24.80 

0.0150 

3.6497 

30.10 

110 

79.90 

40.00 

31.96 

0.0150 

5.3374 

53.16 

90 

36.84 

25.00 

9.21 

0.0150 

0.8115 

28.89 

110 

81.11 

40.00 

32.45 

0.0150 

3.9881 

59.85 

75 

15.15 

25.00 

3.79 

0.0150 

0.4159 

21.06 

110 

88.94 

40.00 

35.57 

0.0150 

2.4876 

65.40 

75 

9.60 

25.00 

2.40 

0.0150 

0.0712 

21.87 

110 

88.13 

40.00 

35.25 

0.0150 

2.6421 

52.07 

140 

87.93 

25.00 

21.98 

0.0040 

0.7239 

52.07 

120 

67.93 

25.00 

16.98 

0.0040 

0.2785 

33.38 

80 

46.62 

40.00 

18.65 

0.0150 

1.0124 

66.44 

75 

8.56 

25.00 

2.14 

0.0150 

0.1519 

60.62 

75 

14.38 

25.00 

3.59 

0.0150 

0.6980 

28.60 

80 

51.40 

40.00 

20.56 

0.0150 

0.5238 

28.60 

80 

51.40 

5.00 

2.57 

0.0015 

0.0518 

33.63 

110 

76.37 

40.00 

30.55 

0.0150 

2.8016 

52.40 

110 

57.60 

40.00 

23.04 

0.0150 

3.6805 

62.25 

90 

27.75 

25.00 

6.94 

0.0150 

0.8790 

44.38 

140 

95.62 

25.00 

23.91 

0.0040 

0.3999 

44.38 

80 

35.62 

5.00 

1.78 

0.0015 

0.0037 

22.01 

110 

87.99 

40.00 

35.19 

0.0150 

2.8878 

64.15 

75 

10.85 

25.00 

2.71 

0.0150 

0.3417 

20.60 

110 

89.40 

40.00 

35.76 

0.0150 

4.4485 

23.31 

80 

56.69 

5.00 

2.83 

0.0015 

0.0320 

23.31 

120 

96.69 

25.00 

24.17 

0.0040 

0.2442 

57.84 

140 

82.16 

25.00 

20.54 

0.0040 

0.1184 

57.84 

120 

62.16 

25.00 

15.54 

0.0040 

0.0927 

29.55 

110 

80.45 

40.00 

32.18 

0.0150 

0.0264 

29.55 

80 

50.45 

5.00 

2.52 

0.0028 

0.0801 

53.17 

90 

36.83 

25.00 

9.21 

0.0150 

1.9074 

34.53 

110 

75.47 

40.00 

30.19 

0.0150 

4.4601 

38.53 

110 

71.47 

40.00 

28.59 

0.0150 

0.5739 

15.94 

110 

94.06 

40.00 

37.62 

0.0150 

2.7280 

15.94 

80 

64.06 

5.00 

3.20 

0.0028 

0.0538 

51.82 

110 

58.18 

40.00 

23.27 

0.0150 

6.3570 

49.10 

90 

40.90 

25.00 

10.23 

0.0150 

0.3820 

55.79 

110 

54.21 

40.00 

21.68 

0.0150 

2.3415 

28.54 

80 

51.46 

5.00 

2.57 

0.0028 

0.0854 

17.31 

80 

62.69 

5.00 

3.13 

0.0028 

0.0700 

22.04 

80 

57.96 

5.00 

2.90 

0.0028 

0.0094 

63.07 

100 

36.93 

40.00 

14.77 

0.0150 

0.6452 

52.72 

110 

57.28 

40.00 

22.91 

0.0150 

1.9664 

52.42 

145 

92.58 

25.00 

23.14 

0.0100 

4.2710 

52.09 

160 

107.91 

25.00 

26.98 

0.0040 

0.2038 

54.58 

145 

90.42 

25.00 

22.60 

0.0100 

0.3104 

54.58 

145 

90.42 

20.00 

18.08 

0.0100 

0.0286 
















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Agoonta 


Agrot 


Aheerpura 


Ahmadpura 


Aidanpura 


Ajabpura 


Akbarpura 


Akora 


Alay 


Amanda 


Amarpura 


Amarsar 


Ambali 


Anwaliyasar 


Arsinga 


Arwar 


Athiyasan 


Awad 


Badhsar 


Baghsara Athuna 


Bagrasar 


Bagseu 


Bairasar 


Balaji Nagar 


Balasar 


Baldoo 


Baliya 


Census Code 


0814000201774000 


0814000201773100 


0814000301794400 


0814000401813700 


0804000700652900 


0814000301788700 



0814000401811200 


0814000301785700 


0814000401803000 


0814000401812400 


0814000401805200 


0804000700653100 


0814000301793000 


0814000301784800 


0814000301789700 


0814000301795100 


0814000401808900 


0814000301787700 


0804000700653400 


0804000700659300 


0814000301784900 


0803000500558700 


0804000700654600 


0814000301797600 


0814000401802700 


0814000101765500 


0814000201772000 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Bilara Limestone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Bilara Limestone 

Saline 

Non-command 

Bilara Limestone 

Fresh 

Non-command 

Older Alluvium 


3.37 Fresh 


13.45 Fresh 


43.14 Fresh 


Saline 


16.14 Fresh 


16.40 Fresh 


23.93 Fresh 


6.81 Fresh 


21.49 Fresh 


17.03 Fresh 


15.65 Fresh 




25.76 Fresh 


20.97 Fresh 


Saline 


18.63 Fresh 


Saline 


30.33 Fresh 


28.49 Fresh 


16.90 Fresh 


21.03 Fresh 


27.42 Fresh 


7.72 Fresh 


3.57 Saline 



39.62 Fresh 


21.95 Fresh 



0814000401809200 


4.84 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Older Alluvium 


Tertiary Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Tertiary Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Phyllite & Schist 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

39.96 

110 

70.04 

40.00 

28.02 

0.0150 

3.1201 

37.66 

110 

72.34 

40.00 

28.93 

0.0150 

3.2145 

56.19 

120 

63.81 

25.00 

15.95 

0.0040 

0.5077 

94.89 

130 

35.11 

25.00 

8.78 

0.0040 

0.0685 

71.42 

165 

93.58 

35.00 

32.75 

0.0040 

0.3989 

38.24 

140 

101.76 

25.00 

25.44 

0.0040 

0.4461 

38.24 

140 

101.76 

20.00 

20.35 

0.0040 

0.1582 

24.74 

110 

85.26 

40.00 

34.11 

0.0150 

4.9180 

24.74 

120 

95.26 

25.00 

23.82 

0.0040 

0.2665 

88.60 

160 

71.40 

25.00 

17.85 

0.0040 

0.2405 

34.34 

140 

105.66 

25.00 

26.42 

0.0040 

1.4209 

52.59 

130 

77.41 

25.00 

19.35 

0.0040 

0.0059 

52.59 

120 

67.41 

25.00 

16.85 

0.0040 

2.9021 

52.59 

120 

67.41 

20.00 

13.48 

0.0040 

0.0006 

74.95 

160 

85.05 

25.00 

21.26 

0.0040 

1.3726 

33.90 

120 

86.10 

25.00 

21.53 

0.0040 

1.4122 

50.72 

165 

114.28 

35.00 

40.00 

0.0040 

3.7554 

72.46 

140 

67.54 

25.00 

16.89 

0.0040 

0.3734 

72.46 

120 

47.54 

25.00 

11.89 

0.0040 

0.0608 

34.07 

120 

85.93 

25.00 

21.48 

0.0040 

1.8463 

47.05 

140 

92.95 

25.00 

23.24 

0.0040 

1.5832 

33.28 

140 

106.72 

25.00 

26.68 

0.0040 

0.3267 

33.28 

110 

76.72 

40.00 

30.69 

0.0150 

0.0942 

33.28 

145 

111.72 

25.00 

27.93 

0.0100 

3.4595 

35.90 

130 

94.10 

25.00 

23.52 

0.0040 

0.2298 

35.90 

120 

84.10 

25.00 

21.02 

0.0040 

0.0617 

34.32 

150 

115.68 

35.00 

40.49 

0.0040 

1.0037 

34.32 

165 

130.68 

35.00 

45.74 

0.0040 

2.9724 

36.66 

120 

83.34 

25.00 

20.84 

0.0040 

2.1470 

26.97 

140 

113.03 

25.00 

28.26 

0.0040 

1.8613 

26.97 

140 

113.03 

20.00 

22.61 

0.0040 

0.4075 

54.67 

145 

90.33 

25.00 

22.58 

0.0100 

2.8180 

54.67 

145 

90.33 

20.00 

18.07 

0.0100 

1.1113 

37.70 

165 

127.30 

35.00 

44.56 

0.0040 

5.4056 

45.87 

150 

104.13 

35.00 

36.45 

0.0040 

2.9454 

45.87 

90 

44.13 

40.00 

17.65 

0.0150 

2.1935 

29.85 

120 

90.15 

25.00 

22.54 

0.0040 

1.5238 

34.39 

90 

55.61 

40.00 

22.25 

0.0150 

4.1972 

60.58 

165 

104.42 

35.00 

36.55 

0.0040 

0.9242 

69.53 

120 

50.47 

25.00 

12.62 

0.0040 

0.3896 

57.11 

130 

72.89 

25.00 

18.22 

0.0040 

0.1897 

57.11 

120 

62.89 

20.00 

12.58 

0.0040 

0.0486 

71.02 

170 

98.98 

25.00 

24.74 

0.0040 

1.4908 

71.02 

160 

88.98 

25.00 

22.24 

0.0040 

0.5213 

44.79 

120 

75.21 

25.00 

18.80 

0.0040 

0.0440 

20.77 

110 

89.23 

40.00 

35.69 

0.0150 

0.3131 

20.77 

80 

59.23 

5.00 

2.96 

0.0028 

0.0031 

54.42 

120 

65.58 

25.00 

16.39 

0.0040 

0.0924 

54.42 

130 

75.58 

25.00 

18.89 

0.0040 

0.0508 

54.42 

120 

65.58 

20.00 

13.12 

0.0040 

0.6955 

61.61 

150 

88.39 

35.00 

30.93 

0.0040 

5.0164 

61.61 

165 

103.39 

35.00 

36.18 

0.0040 

1.0133 

36.02 

150 

113.98 

35.00 

39.89 

0.0030 

0.0598 

36.02 

140 

103.98 

35.00 

36.39 

0.0030 

2.2522 

32.82 

120 

87.18 

25.00 

21.79 

0.0040 

0.4216 












































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Bilara Limestone 


Older Alluvium 


Tertiary Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Older Alluvium 


Tertiary Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Older Alluvium 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Bilara Limestone 


Older Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Older Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


\/i nrl h\/Q n Qa nrlctono 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

53.40 

140 

86.60 

25.00 

21.65 

0.0040 

0.3387 

53.40 

110 

56.60 

40.00 

22.64 

0.0150 

2.5277 

97.37 

180 

82.63 

35.00 

28.92 

0.0100 

1.0850 

68.62 

130 

61.38 

25.00 

15.35 

0.0040 

0.0095 

68.62 

120 

51.38 

25.00 

12.85 

0.0040 

0.5134 

70.40 

130 

59.60 

25.00 

14.90 

0.0040 

0.5672 

70.40 

120 

49.60 

25.00 

12.40 

0.0040 

0.2377 

57.96 

120 

62.04 

25.00 

15.51 

0.0040 

0.0534 

57.96 

120 

62.04 

20.00 

12.41 

0.0040 

0.7663 

70.57 

140 

69.43 

25.00 

17.36 

0.0040 

1.0128 

70.57 

120 

49.43 

25.00 

12.36 

0.0040 

0.5264 

51.61 

110 

58.39 

40.00 

23.36 

0.0150 

2.1562 

51.61 

145 

93.39 

25.00 

23.35 

0.0100 

0.6177 

47.49 

150 

102.51 

35.00 

35.88 

0.0040 

2.6601 

54.79 

120 

65.21 

25.00 

16.30 

0.0040 

1.0034 

67.23 

150 

82.77 

25.00 

20.69 

0.0100 

0.3759 

67.23 

160 

92.77 

25.00 

23.19 

0.0040 

0.2346 

35.22 

120 

84.78 

25.00 

21.20 

0.0040 

0.1144 

77.35 

150 

72.65 

25.00 

18.16 

0.0100 

0.0605 

74.03 

130 

55.97 

25.00 

13.99 

0.0040 

0.5932 

74.03 

120 

45.97 

25.00 

11.49 

0.0040 

0.1518 

39.68 

140 

100.32 

25.00 

25.08 

0.0040 

0.3027 

60.76 

140 

79.24 

25.00 

19.81 

0.0040 

0.0423 

60.76 

110 

49.24 

40.00 

19.69 

0.0150 

3.1434 

75.29 

160 

84.71 

25.00 

21.18 

0.0040 

0.8254 

22.90 

130 

107.10 

25.00 

26.77 

0.0040 

0.1359 

22.90 

120 

97.10 

25.00 

24.27 

0.0040 

0.8312 

66.25 

110 

43.75 

40.00 

17.50 

0.0150 

0.6852 

66.25 

120 

53.75 

25.00 

13.44 

0.0040 

0.0201 

34.06 

130 

95.94 

25.00 

23.99 

0.0040 

2.1627 

34.06 

120 

85.94 

25.00 

21.49 

0.0040 

1.2083 

80.26 

160 

79.74 

25.00 

19.93 

0.0040 

2.3240 

50.78 

130 

79.22 

25.00 

19.81 

0.0040 

0.6990 

50.78 

120 

69.22 

20.00 

13.84 

0.0040 

0.0809 

55.72 

145 

89.28 

25.00 

22.32 

0.0100 

0.0104 

55.72 

145 

89.28 

20.00 

17.86 

0.0100 

0.2943 

36.01 

90 

53.99 

40.00 

21.60 

0.0150 

1.0890 

36.01 

140 

103.99 

35.00 

36.40 

0.0030 

0.3267 

92.26 

170 

77.74 

25.00 

19.44 

0.0040 

1.7196 

38.00 

110 

72.00 

40.00 

28.80 

0.0150 

2.6462 

58.22 

120 

61.78 

25.00 

15.44 

0.0040 

0.9317 

49.52 

120 

70.48 

25.00 

17.62 

0.0040 

0.3145 

46.20 

150 

103.80 

35.00 

36.33 

0.0040 

2.4243 

90.18 

160 

69.82 

25.00 

17.45 

0.0040 

0.0001 

50.55 

110 

59.45 

40.00 

23.78 

0.0150 

1.1433 

60.01 

145 

84.99 

25.00 

21.25 

0.0100 

3.1121 

60.01 

145 

84.99 

25.00 

21.25 

0.0100 

1.8039 

74.07 

120 

45.93 

25.00 

11.48 

0.0040 

0.0460 

71.90 

120 

48.10 

25.00 

12.03 

0.0040 

0.0515 

73.06 

120 

46.94 

25.00 

11.73 

0.0040 

0.0944 

40.01 

90 

49.99 

40.00 

20.00 

0.0150 

0.0422 

44.37 

140 

95.63 

35.00 

33.47 

0.0030 

0.2022 

49.07 

150 

100.93 

35.00 

35.33 

0.0040 

0.4232 

37.24 

150 

112.76 

35.00 

39.47 

0.0040 

0.1822 

29.68 

140 

110.33 

35.00 

38.61 

0.0030 

0.3619 




















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Phyllite & Schist 


Phyllite & Schist 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Tertiary Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Older Alluvium 


Tertiary Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Phyllite & Schist 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Older Alluvium 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


\/i nrl h\/Q n Qa nrlctono 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

40.37 

150 

109.63 

35.00 

38.37 

0.0040 

0.3845 

57.09 

150 

92.91 

35.00 

32.52 

0.0040 

0.2126 

57.09 

150 

92.91 

30.00 

27.87 

0.0040 

0.0086 

47.20 

150 

102.80 

35.00 

35.98 

0.0040 

0.4816 

54.85 

150 

95.15 

35.00 

33.30 

0.0040 

0.5247 

31.27 

165 

133.73 

35.00 

46.81 

0.0040 

0.3239 

65.39 

140 

74.61 

35.00 

26.12 

0.0030 

0.6628 

49.55 

80 

30.45 

5.00 

1.52 

0.0028 

0.0142 

49.55 

80 

30.45 

5.00 

1.52 

0.0015 

0.0087 

54.51 

140 

85.49 

35.00 

29.92 

0.0030 

0.4647 

27.77 

140 

112.23 

35.00 

39.28 

0.0030 

2.8804 

38.16 

140 

101.84 

25.00 

25.46 

0.0040 

0.4907 

38.16 

120 

81.84 

25.00 

20.46 

0.0040 

0.2323 

38.36 

120 

81.64 

25.00 

20.41 

0.0040 

0.4778 

85.05 

130 

44.95 

25.00 

11.24 

0.0040 

0.4944 

51.03 

140 

88.97 

25.00 

22.24 

0.0040 

2.3307 

51.03 

145 

93.97 

25.00 

23.49 

0.0100 

0.7225 

35.59 

110 

74.41 

40.00 

29.77 

0.0150 

4.2068 

35.59 

120 

84.41 

25.00 

21.10 

0.0040 

1.7577 

77.07 

140 

62.93 

25.00 

15.73 

0.0040 

0.9809 

25.43 

120 

94.57 

25.00 

23.64 

0.0040 

3.6293 

86.48 

160 

73.52 

25.00 

18.38 

0.0040 

1.4407 

37.52 

140 

102.48 

25.00 

25.62 

0.0040 

0.5723 

37.52 

140 

102.48 

20.00 

20.50 

0.0040 

0.2699 

35.53 

110 

74.47 

40.00 

29.79 

0.0150 

7.7208 

59.18 

145 

85.82 

25.00 

21.45 

0.0100 

5.9710 

27.99 

140 

112.01 

35.00 

39.20 

0.0030 

0.6526 

33.14 

140 

106.86 

35.00 

37.40 

0.0030 

0.2141 

72.71 

120 

47.29 

25.00 

11.82 

0.0040 

0.7673 

44.01 

130 

85.99 

25.00 

21.50 

0.0040 

0.7315 

87.36 

160 

72.64 

25.00 

18.16 

0.0040 

0.1341 

45.25 

145 

99.75 

25.00 

24.94 

0.0100 

0.0157 

40.16 

120 

79.84 

25.00 

19.96 

0.0040 

0.5746 

49.64 

110 

60.36 

40.00 

24.14 

0.0150 

0.0108 

49.40 

140 

90.60 

35.00 

31.71 

0.0030 

7.2088 

37.53 

80 

42.47 

5.00 

2.12 

0.0015 

0.0167 

71.26 

130 

58.74 

25.00 

14.68 

0.0040 

0.4719 

71.26 

120 

48.74 

25.00 

12.18 

0.0040 

0.0285 

24.04 

120 

95.96 

25.00 

23.99 

0.0040 

2.3215 

39.61 

140 

100.39 

25.00 

25.10 

0.0040 

0.0269 

39.61 

140 

100.39 

20.00 

20.08 

0.0040 

0.8879 

41.03 

140 

98.97 

25.00 

24.74 

0.0040 

0.9074 

41.03 

110 

68.97 

40.00 

27.59 

0.0150 

0.4745 

66.26 

130 

63.74 

25.00 

15.93 

0.0040 

0.1082 

33.31 

120 

86.69 

25.00 

21.67 

0.0040 

0.8262 

27.47 

130 

102.53 

25.00 

25.63 

0.0040 

1.0545 

27.47 

120 

92.53 

25.00 

23.13 

0.0040 

1.6347 

40.77 

140 

99.23 

25.00 

24.81 

0.0040 

1.1665 

40.77 

140 

99.23 

20.00 

19.85 

0.0040 

2.2112 

53.81 

140 

86.19 

25.00 

21.55 

0.0040 

0.4851 

72.57 

140 

67.43 

25.00 

16.86 

0.0040 

0.6588 

29.20 

130 

100.80 

25.00 

25.20 

0.0040 

0.0058 

29.20 

120 

90.80 

25.00 

22.70 

0.0040 

3.0005 

80.02 

160 

79.98 

25.00 

19.99 

0.0040 

0.9107 

64.75 

160 

95.25 

25.00 

23.81 

0.0040 

0.7554 








































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Vindhyan Sandstone 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Older Alluvium 


Vindhyan Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Older Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Older Alluvium 


Tertiary Sandstone 


Phyllite & Schist 


Vindhyan Sandstone 


Rilrjrrj I imoctnno 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

97.27 

160 

62.73 

25.00 

15.68 

0.0040 

0.1773 

32.41 

80 

47.59 

5.00 

2.38 

0.0028 

0.0604 

48.58 

110 

61.42 

40.00 

24.57 

0.0150 

1.6382 

52.77 

110 

57.23 

40.00 

22.89 

0.0150 

6.0279 

52.77 

120 

67.23 

25.00 

16.81 

0.0040 

0.1831 

52.77 

110 

57.23 

35.00 

20.03 

0.0150 

0.0049 

52.21 

120 

67.79 

25.00 

16.95 

0.0040 

0.1660 

51.83 

120 

68.17 

25.00 

17.04 

0.0040 

0.6294 

42.20 

130 

87.80 

25.00 

21.95 

0.0040 

0.1221 

42.20 

120 

77.80 

25.00 

19.45 

0.0040 

0.4020 

42.20 

130 

87.80 

25.00 

21.95 

0.0040 

1.7674 

42.20 

120 

77.80 

20.00 

15.56 

0.0040 

0.0135 

57.17 

140 

82.83 

25.00 

20.71 

0.0040 

0.1360 

57.17 

110 

52.83 

40.00 

21.13 

0.0150 

4.9038 

49.98 

110 

60.02 

40.00 

24.01 

0.0150 

1.4029 

57.38 

110 

52.62 

40.00 

21.05 

0.0150 

1.2761 

57.38 

120 

62.62 

25.00 

15.65 

0.0040 

0.1534 

38.35 

110 

71.65 

40.00 

28.66 

0.0150 

2.9170 

38.35 

80 

41.65 

5.00 

2.08 

0.0028 

0.0221 

51.42 

110 

58.58 

40.00 

23.43 

0.0150 

0.1437 

51.42 

145 

93.58 

25.00 

23.39 

0.0100 

1.7031 

58.54 

145 

86.46 

25.00 

21.61 

0.0100 

1.3462 

101.78 

120 

18.22 

25.00 

4.56 

0.0040 

0.0846 

42.37 

140 

97.63 

35.00 

34.17 

0.0030 

1.3915 

54.18 

140 

85.82 

35.00 

30.04 

0.0030 

5.3186 

27.99 

140 

112.01 

25.00 

28.00 

0.0040 

4.3609 

27.99 

140 

112.01 

20.00 

22.40 

0.0040 

3.3591 

48.28 

110 

61.72 

40.00 

24.69 

0.0150 

2.3322 

51.72 

120 

68.28 

25.00 

17.07 

0.0040 

0.8535 

79.33 

150 

70.67 

25.00 

17.67 

0.0100 

1.7314 

79.33 

140 

60.67 

25.00 

15.17 

0.0040 

1.2194 

77.70 

145 

67.30 

25.00 

16.83 

0.0100 

1.7535 

77.70 

120 

42.30 

25.00 

10.58 

0.0040 

0.1194 

79.53 

150 

70.47 

25.00 

17.62 

0.0100 

0.6703 

79.53 

160 

80.47 

25.00 

20.12 

0.0040 

0.2237 

32.25 

130 

97.75 

25.00 

24.44 

0.0040 

0.4886 

32.25 

130 

97.75 

25.00 

24.44 

0.0040 

1.1089 

38.56 

140 

101.44 

25.00 

25.36 

0.0040 

1.0305 

38.56 

140 

101.44 

20.00 

20.29 

0.0040 

0.5268 

46.13 

140 

93.87 

25.00 

23.47 

0.0040 

0.0484 

46.13 

110 

63.87 

40.00 

25.55 

0.0150 

2.1468 

46.13 

120 

73.87 

25.00 

18.47 

0.0040 

1.1243 

44.72 

160 

115.28 

25.00 

28.82 

0.0040 

0.7465 

36.04 

140 

103.96 

25.00 

25.99 

0.0040 

1.1274 

98.82 

160 

61.18 

25.00 

15.29 

0.0040 

0.3673 

74.50 

150 

75.50 

25.00 

18.87 

0.0100 

2.4468 

74.50 

150 

75.50 

20.00 

15.10 

0.0100 

0.3732 

80.69 

130 

49.31 

25.00 

12.33 

0.0040 

0.0108 

41.28 

140 

98.72 

25.00 

24.68 

0.0040 

1.4977 

41.28 

140 

98.72 

20.00 

19.74 

0.0040 

0.0037 

44.63 

110 

65.37 

40.00 

26.15 

0.0150 

6.0409 

44.63 

145 

100.37 

25.00 

25.09 

0.0100 

0.0612 

35.16 

80 

44.84 

5.00 

2.24 

0.0015 

0.0004 

35.16 

165 

129.84 

30.00 

38.95 

0.0040 

0.1146 

37.75 

130 

92.25 

25.00 

23.06 

0.0040 

0.2238 





































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Older Alluvium 


Phyllite & Schist 


Bilara Limestone 


Bilara Limestone 


Older Alluvium 


Phyllite & Schist 


Bilara Limestone 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Tertiary Sandstone 


Phyllite & Schist 


Older Alluvium 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Older Alluvium 


Older Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Tertiary Sandstone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Phyllite & Schist 


Vindhyan Sandstone 


Older Alluvium 


Bilara Limestone 


Tertiary Sandstone 


Vindhyan Sandstone 


Tortiarx/ Qanrlctnno 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

37.75 

130 

92.25 

25.00 

23.06 

0.0040 

0.1404 

32.03 

140 

107.97 

35.00 

37.79 

0.0030 

0.3808 

57.93 

120 

62.07 

25.00 

15.52 

0.0040 

0.0365 

57.93 

130 

72.07 

25.00 

18.02 

0.0040 

0.0288 

57.93 

120 

62.07 

20.00 

12.41 

0.0040 

0.2653 

44.51 

140 

95.49 

25.00 

23.87 

0.0040 

1.6992 

44.51 

80 

35.49 

40.00 

14.19 

0.0150 

0.0464 

44.51 

80 

35.49 

5.00 

1.77 

0.0015 

0.0099 

61.58 

140 

78.42 

25.00 

19.60 

0.0040 

1.4119 

67.49 

140 

72.51 

25.00 

18.13 

0.0040 

0.8862 

15.73 

110 

94.27 

40.00 

37.71 

0.0150 

0.0026 

15.73 

80 

64.27 

5.00 

3.21 

0.0028 

0.0445 

34.35 

140 

105.65 

25.00 

26.41 

0.0040 

0.9278 

34.35 

120 

85.65 

25.00 

21.41 

0.0040 

0.7649 

41.24 

90 

48.76 

40.00 

19.51 

0.0150 

5.0699 

41.24 

140 

98.76 

35.00 

34.57 

0.0030 

0.3528 

51.28 

145 

93.72 

25.00 

23.43 

0.0100 

0.9486 

43.74 

80 

36.26 

5.00 

1.81 

0.0028 

0.0024 

59.06 

110 

50.94 

40.00 

20.37 

0.0150 

3.4631 

31.71 

140 

108.29 

25.00 

27.07 

0.0040 

3.3009 

31.71 

120 

88.29 

25.00 

22.07 

0.0040 

0.2947 

41.34 

140 

98.66 

25.00 

24.67 

0.0040 

2.5608 

41.34 

110 

68.66 

40.00 

27.47 

0.0150 

4.8146 

41.34 

110 

68.66 

30.00 

20.60 

0.0150 

0.3124 

55.71 

145 

89.29 

25.00 

22.32 

0.0100 

0.1432 

55.71 

145 

89.29 

20.00 

17.86 

0.0100 

0.1516 

54.14 

145 

90.86 

25.00 

22.72 

0.0100 

0.7420 

54.14 

145 

90.86 

20.00 

18.17 

0.0100 

0.0061 

55.22 

145 

89.78 

25.00 

22.44 

0.0100 

0.1951 

55.22 

145 

89.78 

20.00 

17.96 

0.0100 

1.1327 

45.14 

120 

74.86 

25.00 

18.72 

0.0040 

0.8018 

25.26 

90 

64.75 

40.00 

25.90 

0.0150 

4.3830 

31.68 

130 

98.32 

25.00 

24.58 

0.0040 

0.1331 

31.68 

120 

88.32 

25.00 

22.08 

0.0040 

0.7149 

96.88 

140 

43.12 

25.00 

10.78 

0.0040 

0.0035 

96.88 

120 

23.12 

25.00 

5.78 

0.0040 

0.2371 

63.33 

150 

86.67 

25.00 

21.67 

0.0100 

0.9025 

34.10 

140 

105.90 

25.00 

26.47 

0.0040 

0.1408 

34.10 

140 

105.90 

20.00 

21.18 

0.0040 

0.7287 

36.76 

130 

93.24 

25.00 

23.31 

0.0040 

2.1331 

36.76 

120 

83.24 

25.00 

20.81 

0.0040 

0.1048 

70.68 

150 

79.32 

25.00 

19.83 

0.0100 

3.1292 

70.68 

160 

89.32 

25.00 

22.33 

0.0040 

0.2961 

57.11 

90 

32.89 

40.00 

13.15 

0.0150 

0.2384 

57.11 

140 

82.89 

35.00 

29.01 

0.0030 

0.0358 

44.45 

120 

75.55 

25.00 

18.89 

0.0040 

0.3579 

12.51 

130 

117.49 

25.00 

29.37 

0.0040 

2.2682 

12.51 

130 

117.49 

25.00 

29.37 

0.0040 

0.5985 

20.81 

80 

59.19 

5.00 

2.96 

0.0028 

0.0012 

86.58 

160 

73.42 

25.00 

18.35 

0.0040 

2.2852 

42.36 

110 

67.64 

40.00 

27.06 

0.0150 

0.4126 

47.71 

150 

102.29 

35.00 

35.80 

0.0040 

6.4780 

52.28 

145 

92.72 

25.00 

23.18 

0.0100 

5.0874 

61.24 

120 

58.76 

25.00 

14.69 

0.0040 

0.4340 

90.46 

180 

89.54 

35.00 

31.34 

0.0100 

0.0151 






































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Vindhyan Sandstone 


Phyllite & Schist 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Older Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Bilara Limestone 


Tertiary Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Older Alluvium 


Bilara Limestone 


Older Alluvium 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Older Alluvium 


Older Alluvium 


Bilara Limestone 


Older Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Phyllite & Schist 


Vindhyan Sandstone 


Rilrjrrj I imoctnno 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

90.46 

165 

74.54 

35.00 

26.09 

0.0040 

0.0021 

31.42 

80 

48.58 

5.00 

2.43 

0.0015 

0.0000 

23.29 

130 

106.71 

25.00 

26.68 

0.0040 

0.7231 

23.29 

120 

96.71 

25.00 

24.18 

0.0040 

0.0009 

68.41 

130 

61.59 

25.00 

15.40 

0.0040 

0.1210 

27.47 

110 

82.53 

40.00 

33.01 

0.0150 

4.7884 

57.78 

120 

62.22 

25.00 

15.55 

0.0040 

1.0654 

57.78 

120 

62.22 

20.00 

12.44 

0.0040 

0.0216 

58.21 

120 

61.79 

25.00 

15.45 

0.0040 

0.6424 

58.21 

120 

61.79 

20.00 

12.36 

0.0040 

0.5188 

86.80 

160 

73.20 

25.00 

18.30 

0.0040 

0.2966 

26.85 

120 

93.15 

20.00 

18.63 

0.0040 

0.2368 

29.78 

90 

60.22 

40.00 

24.09 

0.0150 

8.6227 

29.78 

140 

110.22 

35.00 

38.58 

0.0030 

0.2062 

50.91 

150 

99.09 

35.00 

34.68 

0.0040 

0.4555 

49.47 

150 

100.53 

35.00 

35.18 

0.0040 

0.4476 

54.47 

140 

85.53 

25.00 

21.38 

0.0040 

1.2627 

54.47 

110 

55.53 

40.00 

22.21 

0.0150 

5.6969 

54.47 

120 

65.53 

25.00 

16.38 

0.0040 

0.0000 

54.47 

110 

55.53 

30.00 

16.66 

0.0150 

0.6238 

21.20 

120 

98.80 

25.00 

24.70 

0.0040 

2.2933 

71.53 

140 

68.47 

25.00 

17.12 

0.0040 

0.0242 

71.53 

145 

73.47 

25.00 

18.37 

0.0100 

0.3023 

71.53 

120 

48.47 

25.00 

12.12 

0.0040 

0.2304 

39.78 

120 

80.22 

25.00 

20.06 

0.0040 

0.4287 

73.71 

150 

76.29 

25.00 

19.07 

0.0100 

0.5927 

73.71 

160 

86.29 

25.00 

21.57 

0.0040 

1.0204 

58.90 

120 

61.10 

25.00 

15.27 

0.0040 

0.6384 

68.32 

130 

61.68 

25.00 

15.42 

0.0040 

0.6497 

68.32 

120 

51.68 

25.00 

12.92 

0.0040 

0.0170 

68.99 

130 

61.01 

25.00 

15.25 

0.0040 

0.3476 

43.64 

140 

96.36 

25.00 

24.09 

0.0040 

0.0805 

43.64 

110 

66.36 

40.00 

26.55 

0.0150 

5.5997 

43.64 

140 

96.36 

20.00 

19.27 

0.0040 

0.1292 

43.64 

110 

66.36 

30.00 

19.91 

0.0150 

0.5568 

39.06 

140 

100.94 

25.00 

25.23 

0.0040 

0.1532 

39.06 

120 

80.94 

25.00 

20.23 

0.0040 

0.2493 

36.31 

140 

103.69 

25.00 

25.92 

0.0040 

0.0094 

36.31 

110 

73.69 

40.00 

29.48 

0.0150 

0.1882 

36.31 

110 

73.69 

30.00 

22.11 

0.0150 

0.1015 

46.44 

140 

93.56 

25.00 

23.39 

0.0040 

0.0482 

46.44 

110 

63.56 

40.00 

25.42 

0.0150 

6.2066 

35.66 

120 

84.34 

25.00 

21.08 

0.0040 

0.8677 

25.16 

120 

94.84 

25.00 

23.71 

0.0040 

0.3244 

61.77 

140 

78.23 

35.00 

27.38 

0.0030 

0.2983 

32.80 

130 

97.20 

25.00 

24.30 

0.0040 

1.7971 

32.80 

120 

87.20 

25.00 

21.80 

0.0040 

0.1025 

26.71 

90 

63.29 

40.00 

25.32 

0.0150 

0.6838 

26.71 

140 

113.29 

35.00 

39.65 

0.0030 

0.4788 

22.00 

120 

98.00 

25.00 

24.50 

0.0040 

0.1732 

22.00 

120 

98.00 

20.00 

19.60 

0.0040 

0.8428 

89.76 

120 

30.24 

25.00 

7.56 

0.0040 

0.1599 

53.85 

80 

26.15 

5.00 

1.31 

0.0015 

0.0014 

53.85 

120 

66.15 

25.00 

16.54 

0.0040 

0.4766 

50.20 

140 

89.80 

25.00 

22.45 

0.0040 

1.4083 



























































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Vindhyan Sandstone 


Bilara Limestone 


Older Alluvium 


Tertiary Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Older Alluvium 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Phyllite & Schist 


Vindhyan Sandstone 


Phyllite & Schist 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


\/i nrl h\/Q n Qa nrlctono 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

50.20 

120 

69.80 

25.00 

17.45 

0.0040 

1.1435 

34.20 

140 

105.80 

25.00 

26.45 

0.0040 

0.2710 

34.20 

110 

75.80 

40.00 

30.32 

0.0150 

4.3624 

34.20 

145 

110.80 

25.00 

27.70 

0.0100 

0.6063 

50.46 

170 

119.54 

25.00 

29.89 

0.0040 

1.0211 

50.46 

160 

109.54 

25.00 

27.39 

0.0040 

4.3742 

57.08 

120 

62.92 

25.00 

15.73 

0.0040 

1.3296 

86.89 

160 

73.11 

25.00 

18.28 

0.0040 

1.1471 

55.70 

150 

94.30 

35.00 

33.01 

0.0040 

7.9492 

55.70 

165 

109.30 

35.00 

38.26 

0.0040 

0.1516 

39.50 

130 

90.50 

25.00 

22.62 

0.0040 

0.1685 

39.50 

130 

90.50 

25.00 

22.62 

0.0040 

0.1514 

28.63 

130 

101.37 

25.00 

25.34 

0.0040 

0.3473 

28.63 

120 

91.37 

25.00 

22.84 

0.0040 

0.0016 

28.63 

130 

101.37 

25.00 

25.34 

0.0040 

0.2404 

28.63 

120 

91.37 

20.00 

18.27 

0.0040 

0.2031 

45.34 

140 

94.66 

25.00 

23.67 

0.0040 

0.2066 

42.94 

130 

87.06 

25.00 

21.76 

0.0040 

0.3704 

42.94 

120 

77.06 

25.00 

19.26 

0.0040 

1.0883 

32.80 

140 

107.20 

25.00 

26.80 

0.0040 

0.0004 

32.80 

120 

87.20 

25.00 

21.80 

0.0040 

1.4997 

86.63 

160 

73.37 

25.00 

18.34 

0.0040 

1.7134 

29.15 

120 

90.85 

25.00 

22.71 

0.0040 

0.5549 

29.15 

140 

110.85 

20.00 

22.17 

0.0040 

0.0115 

29.15 

120 

90.85 

20.00 

18.17 

0.0040 

0.4617 

27.18 

120 

92.82 

25.00 

23.21 

0.0040 

0.7525 

27.18 

120 

92.82 

20.00 

18.56 

0.0040 

0.1698 

57.74 

140 

82.26 

25.00 

20.57 

0.0040 

0.8863 

57.74 

110 

52.26 

40.00 

20.91 

0.0150 

0.1952 

42.98 

140 

97.02 

25.00 

24.25 

0.0040 

0.7016 

42.98 

120 

77.02 

25.00 

19.25 

0.0040 

0.0895 

28.66 

130 

101.34 

25.00 

25.34 

0.0040 

0.1489 

28.66 

120 

91.34 

25.00 

22.84 

0.0040 

0.0336 

28.66 

120 

91.34 

20.00 

18.27 

0.0040 

0.3547 

47.21 

140 

92.79 

25.00 

23.20 

0.0040 

0.2472 

47.21 

120 

72.79 

25.00 

18.20 

0.0040 

4.2277 

49.43 

80 

30.57 

5.00 

1.53 

0.0028 

0.0000 

49.43 

165 

115.57 

35.00 

40.45 

0.0040 

0.3499 

49.43 

80 

30.57 

5.00 

1.53 

0.0015 

0.0089 

49.43 

165 

115.57 

30.00 

34.67 

0.0040 

0.0672 

27.09 

130 

102.91 

25.00 

25.73 

0.0040 

0.7449 

27.09 

120 

92.91 

25.00 

23.23 

0.0040 

0.1867 

27.09 

120 

92.91 

20.00 

18.58 

0.0040 

0.0017 

28.75 

90 

61.25 

40.00 

24.50 

0.0150 

2.0357 

28.75 

140 

111.25 

35.00 

38.94 

0.0030 

0.6702 

58.45 

145 

86.55 

25.00 

21.64 

0.0100 

0.8564 

58.45 

145 

86.55 

20.00 

17.31 

0.0100 

0.3769 

56.26 

145 

88.74 

25.00 

22.18 

0.0100 

0.7244 

56.26 

145 

88.74 

20.00 

17.75 

0.0100 

1.1624 

50.69 

145 

94.31 

25.00 

23.58 

0.0100 

0.3223 

28.52 

130 

101.48 

25.00 

25.37 

0.0040 

0.2658 

28.52 

120 

91.48 

25.00 

22.87 

0.0040 

0.3942 

28.52 

120 

91.48 

20.00 

18.30 

0.0040 

0.3355 

41.78 

120 

78.22 

25.00 

19.56 

0.0040 

0.7274 

50.14 

120 

69.86 

25.00 

17.46 

0.0040 

0.7899 









































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Bilara Limestone 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Tertiary Sandstone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Phyllite & Schist 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Phyllite & Schist 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Tertiary Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Older Alluvium 


Bilara Limestone 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Bilara Limestone 


Phyllite & Schist 


Tertiary Sandstone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Tertiary Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Olrlor A II i i\/ii im 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

39.17 

140 

100.83 

25.00 

25.21 

0.0040 

4.4963 

84.17 

160 

75.83 

25.00 

18.96 

0.0040 

1.1210 

27.38 

110 

82.62 

40.00 

33.05 

0.0150 

1.1585 

27.38 

120 

92.62 

25.00 

23.15 

0.0040 

1.5295 

63.46 

145 

81.54 

25.00 

20.38 

0.0100 

1.2804 

31.95 

130 

98.05 

25.00 

24.51 

0.0040 

0.7910 

51.36 

140 

88.64 

25.00 

22.16 

0.0040 

0.9264 

21.40 

120 

98.60 

25.00 

24.65 

0.0040 

0.0946 

21.40 

120 

98.60 

20.00 

19.72 

0.0040 

0.6824 

36.81 

150 

113.19 

35.00 

39.62 

0.0040 

1.6993 

36.81 

165 

128.19 

35.00 

44.87 

0.0040 

4.3154 

32.59 

80 

47.41 

5.00 

2.37 

0.0028 

0.0271 

60.59 

120 

59.41 

25.00 

14.85 

0.0040 

0.7861 

35.16 

150 

114.85 

35.00 

40.20 

0.0040 

2.0539 

35.16 

165 

129.85 

35.00 

45.45 

0.0040 

1.6958 

86.17 

120 

33.83 

25.00 

8.46 

0.0040 

0.1863 

67.02 

120 

52.98 

25.00 

13.25 

0.0040 

0.3725 

35.67 

110 

74.33 

40.00 

29.73 

0.0150 

10.7621 

35.67 

80 

44.33 

5.00 

2.22 

0.0028 

0.0167 

54.58 

140 

85.42 

35.00 

29.90 

0.0030 

3.2550 

46.58 

130 

83.42 

25.00 

20.86 

0.0040 

0.7388 

46.58 

120 

73.42 

25.00 

18.36 

0.0040 

0.9138 

58.94 

145 

86.07 

25.00 

21.52 

0.0100 

2.7564 

36.56 

150 

113.44 

35.00 

39.70 

0.0040 

1.8690 

36.56 

165 

128.44 

35.00 

44.95 

0.0040 

1.3156 

32.60 

140 

107.40 

25.00 

26.85 

0.0040 

1.5658 

32.60 

120 

87.40 

25.00 

21.85 

0.0040 

0.0404 

32.60 

140 

107.40 

20.00 

21.48 

0.0040 

0.4005 

32.60 

120 

87.40 

20.00 

17.48 

0.0040 

0.0077 

45.84 

165 

119.16 

35.00 

41.71 

0.0040 

1.5039 

35.87 

140 

104.13 

25.00 

26.03 

0.0040 

2.0050 

35.87 

110 

74.13 

40.00 

29.65 

0.0150 

0.3108 

50.38 

150 

99.62 

35.00 

34.87 

0.0040 

3.2015 

50.38 

90 

39.62 

40.00 

15.85 

0.0150 

1.4826 

49.34 

110 

60.66 

40.00 

24.26 

0.0150 

0.1482 

65.51 

140 

74.49 

35.00 

26.07 

0.0030 

1.7102 

33.46 

130 

96.54 

25.00 

24.14 

0.0040 

0.6007 

20.26 

80 

59.74 

5.00 

2.99 

0.0028 

0.0519 

50.06 

145 

94.94 

25.00 

23.73 

0.0100 

0.5190 

42.91 

150 

107.09 

35.00 

37.48 

0.0040 

2.6533 

77.63 

170 

92.37 

25.00 

23.09 

0.0040 

0.7308 

77.63 

160 

82.37 

25.00 

20.59 

0.0040 

2.6589 

24.20 

120 

95.80 

25.00 

23.95 

0.0040 

0.3718 

71.90 

120 

48.10 

25.00 

12.02 

0.0040 

0.1647 

43.60 

110 

66.40 

40.00 

26.56 

0.0150 

2.9332 

43.60 

110 

66.40 

30.00 

19.92 

0.0150 

3.4012 

35.73 

110 

74.27 

40.00 

29.71 

0.0150 

0.2009 

35.73 

145 

109.27 

25.00 

27.32 

0.0100 

4.1759 

83.04 

165 

81.96 

35.00 

28.69 

0.0040 

1.8672 

77.68 

165 

87.32 

35.00 

30.56 

0.0040 

2.0730 

53.39 

140 

86.61 

25.00 

21.65 

0.0040 

4.7821 

46.12 

150 

103.88 

35.00 

36.36 

0.0030 

2.1691 

46.12 

140 

93.88 

35.00 

32.86 

0.0030 

0.0572 

44.03 

140 

95.97 

25.00 

23.99 

0.0040 

0.3843 

44.03 

110 

65.97 

40.00 

26.39 

0.0150 

5.9665 

















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Older Alluvium 


Phyllite & Schist 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Phyllite & Schist 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Older Alluvium 


Older Alluvium 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Tertiary Sandstone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Older Alluvium 


Older Alluvium 


Tertiary Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Older Alluvium 


Phyllite & Schist 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


\/i nrl h\/Q n Qa nrlctono 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

55.42 

130 

74.58 

25.00 

18.64 

0.0040 

0.7492 

55.42 

120 

64.58 

25.00 

16.14 

0.0040 

0.1829 

86.78 

160 

73.22 

25.00 

18.30 

0.0040 

4.0913 

42.95 

140 

97.05 

25.00 

24.26 

0.0040 

1.0022 

42.95 

80 

37.05 

40.00 

14.82 

0.0150 

0.9948 

42.95 

80 

37.05 

5.00 

1.85 

0.0015 

0.0001 

45.92 

140 

94.08 

25.00 

23.52 

0.0040 

1.1324 

67.22 

140 

72.78 

25.00 

18.20 

0.0040 

0.3456 

63.31 

140 

76.69 

25.00 

19.17 

0.0040 

1.0067 

53.72 

80 

26.28 

5.00 

1.31 

0.0028 

0.0037 

53.72 

165 

111.28 

35.00 

38.95 

0.0040 

0.2973 

39.86 

140 

100.14 

25.00 

25.03 

0.0040 

0.4789 

76.12 

160 

83.88 

25.00 

20.97 

0.0040 

0.8835 

38.66 

140 

101.34 

25.00 

25.34 

0.0040 

0.4545 

38.66 

110 

71.34 

40.00 

28.54 

0.0150 

2.3413 

38.66 

110 

71.34 

30.00 

21.40 

0.0150 

0.0078 

64.26 

130 

65.74 

25.00 

16.43 

0.0040 

0.2423 

64.26 

120 

55.74 

25.00 

13.93 

0.0040 

1.2922 

22.02 

120 

97.98 

25.00 

24.49 

0.0040 

0.8329 

68.76 

170 

101.24 

25.00 

25.31 

0.0040 

2.2799 

68.76 

160 

91.24 

25.00 

22.81 

0.0040 

0.6997 

94.18 

110 

15.82 

40.00 

6.33 

0.0150 

0.0535 

94.18 

120 

25.82 

25.00 

6.45 

0.0040 

0.8035 

59.81 

110 

50.19 

40.00 

20.08 

0.0150 

0.1253 

59.81 

120 

60.19 

25.00 

15.05 

0.0040 

0.1590 

29.57 

140 

110.43 

35.00 

38.65 

0.0030 

0.2171 

57.75 

160 

102.25 

25.00 

25.56 

0.0040 

0.7167 

60.50 

145 

84.50 

25.00 

21.13 

0.0100 

1.0814 

33.62 

140 

106.38 

25.00 

26.59 

0.0040 

0.1610 

33.62 

140 

106.38 

20.00 

21.28 

0.0040 

0.7772 

28.03 

140 

111.97 

20.00 

22.39 

0.0040 

0.4610 

28.03 

120 

91.97 

20.00 

18.39 

0.0040 

1.8077 

50.24 

145 

94.76 

25.00 

23.69 

0.0100 

0.4566 

49.04 

140 

90.96 

25.00 

22.74 

0.0040 

0.9369 

16.32 

130 

113.68 

25.00 

28.42 

0.0040 

2.0951 

16.32 

120 

103.68 

25.00 

25.92 

0.0040 

0.1530 

16.32 

130 

113.68 

25.00 

28.42 

0.0040 

0.0308 

35.05 

130 

94.95 

25.00 

23.74 

0.0040 

0.7039 

43.14 

140 

96.86 

25.00 

24.21 

0.0040 

3.2296 

57.88 

110 

52.12 

40.00 

20.85 

0.0150 

0.3875 

50.51 

110 

59.49 

40.00 

23.79 

0.0150 

8.4289 

49.66 

145 

95.34 

25.00 

23.84 

0.0100 

0.6797 

45.72 

120 

74.28 

25.00 

18.57 

0.0040 

0.0023 

33.21 

110 

76.79 

40.00 

30.72 

0.0150 

2.7765 

84.01 

160 

75.99 

25.00 

19.00 

0.0040 

0.4362 

81.90 

160 

78.10 

25.00 

19.52 

0.0040 

0.8322 

33.51 

140 

106.49 

20.00 

21.30 

0.0040 

0.3246 

28.32 

120 

91.68 

20.00 

18.34 

0.0040 

0.3894 

22.35 

110 

87.65 

40.00 

35.06 

0.0150 

3.7024 

22.35 

80 

57.65 

5.00 

2.88 

0.0028 

0.1303 

78.07 

120 

41.93 

25.00 

10.48 

0.0040 

0.0006 

54.81 

130 

75.19 

25.00 

18.80 

0.0040 

0.0818 

54.81 

120 

65.19 

25.00 

16.30 

0.0040 

0.0997 

54.81 

130 

75.19 

25.00 

18.80 

0.0040 

0.2582 

54.81 

120 

65.19 

20.00 

13.04 

0.0040 

0.0622 















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Bilara Limestone 


Vindhyan Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Older Alluvium 


Bilara Limestone 


Phyllite & Schist 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Bilara Limestone 


Phyllite & Schist 


Vindhyan Sandstone 


Phyllite & Schist 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Older Alluvium 


Phyllite & Schist 


Vindhyan Sandstone 


Phyllite & Schist 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Phyllite & Schist 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Tertiary Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


\/i nrl h\/Q n Qa nrlctono 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

54.65 

130 

75.35 

25.00 

18.84 

0.0040 

0.3370 

54.65 

120 

65.35 

20.00 

13.07 

0.0040 

0.3812 

57.33 

150 

92.67 

25.00 

23.17 

0.0100 

17.2955 

63.98 

120 

56.02 

25.00 

14.00 

0.0040 

0.9232 

70.29 

120 

49.71 

25.00 

12.43 

0.0040 

0.1405 

37.24 

120 

82.76 

25.00 

20.69 

0.0040 

0.4791 

23.35 

110 

86.65 

40.00 

34.66 

0.0150 

3.3545 

23.35 

120 

96.65 

25.00 

24.16 

0.0040 

0.6722 

36.08 

165 

128.92 

35.00 

45.12 

0.0040 

5.2374 

25.25 

140 

114.75 

35.00 

40.16 

0.0030 

0.8761 

42.88 

150 

107.12 

35.00 

37.49 

0.0040 

1.8538 

42.88 

165 

122.12 

35.00 

42.74 

0.0040 

2.9206 

46.45 

110 

63.55 

40.00 

25.42 

0.0150 

0.1051 

42.29 

150 

107.71 

30.00 

32.31 

0.0040 

0.5652 

42.29 

80 

37.71 

5.00 

1.89 

0.0015 

0.0666 

42.29 

165 

122.71 

30.00 

36.81 

0.0040 

0.2913 

44.20 

120 

75.80 

25.00 

18.95 

0.0040 

0.3331 

62.16 

120 

57.84 

25.00 

14.46 

0.0040 

0.5996 

52.07 

145 

92.93 

25.00 

23.23 

0.0100 

7.9000 

43.99 

130 

86.01 

25.00 

21.50 

0.0040 

0.4671 

43.99 

120 

76.01 

20.00 

15.20 

0.0040 

0.0630 

52.07 

150 

97.93 

35.00 

34.28 

0.0040 

0.5160 

52.07 

90 

37.93 

40.00 

15.17 

0.0150 

5.2271 

30.25 

90 

59.75 

40.00 

23.90 

0.0150 

16.5898 

33.89 

140 

106.11 

35.00 

37.14 

0.0030 

1.1134 

41.45 

130 

88.55 

25.00 

22.14 

0.0040 

1.6292 

50.88 

80 

29.12 

5.00 

1.46 

0.0028 

0.0147 

50.88 

165 

114.12 

35.00 

39.94 

0.0040 

0.7476 

50.88 

80 

29.12 

5.00 

1.46 

0.0015 

0.0113 

65.84 

165 

99.16 

35.00 

34.71 

0.0040 

0.4869 

58.53 

120 

61.47 

25.00 

15.37 

0.0040 

0.6570 

35.61 

130 

94.39 

25.00 

23.60 

0.0040 

1.5007 

35.61 

120 

84.39 

25.00 

21.10 

0.0040 

0.7278 

40.46 

140 

99.54 

25.00 

24.89 

0.0040 

0.0296 

40.46 

110 

69.54 

40.00 

27.82 

0.0150 

5.0242 

40.46 

80 

39.54 

5.00 

1.98 

0.0028 

0.0013 

35.00 

120 

85.00 

25.00 

21.25 

0.0040 

0.3065 

20.79 

80 

59.21 

5.00 

2.96 

0.0028 

0.0391 

19.43 

120 

100.57 

25.00 

25.14 

0.0040 

0.4639 

19.43 

120 

100.57 

20.00 

20.11 

0.0040 

0.2802 

48.47 

150 

101.53 

35.00 

35.53 

0.0040 

1.5438 

48.47 

165 

116.53 

35.00 

40.78 

0.0040 

0.4992 

48.47 

150 

101.53 

30.00 

30.46 

0.0040 

0.1581 

48.47 

80 

31.53 

5.00 

1.58 

0.0015 

0.0117 

48.47 

165 

116.53 

30.00 

34.96 

0.0040 

0.0957 

30.01 

140 

109.99 

25.00 

27.50 

0.0040 

2.7867 

30.11 

130 

99.89 

25.00 

24.97 

0.0040 

1.6185 

38.84 

120 

81.16 

25.00 

20.29 

0.0040 

1.7601 

57.57 

140 

82.43 

35.00 

28.85 

0.0030 

0.0035 

38.46 

110 

71.54 

40.00 

28.61 

0.0150 

7.0879 

38.46 

145 

106.54 

25.00 

26.63 

0.0100 

0.0510 

33.40 

140 

106.60 

25.00 

26.65 

0.0040 

0.3585 

33.40 

120 

86.60 

25.00 

21.65 

0.0040 

1.0575 

34.45 

140 

105.55 

25.00 

26.39 

0.0040 

0.5616 

34.45 

120 

85.55 

25.00 

21.39 

0.0040 

0.6085 




































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Mirjas 


Miyasar 


Moolwas 


Moondar 


Mundwa (M) 


Nabawas 


Nabbasar 


Nagaur (M) 


Nakas 


Nandwan 


Nandwani 


Naradhana 


Nathanara 


Naya Gaon 


Neem Nagar 


Nimbari Chandawatan 


Nimbi Jodhan 


Nimbora 


Nodiya 


Nojloki Dhani 


Nokha (M) 


Nokha Jodha 


Nokhamandi (Rural) 


Nooriyas 


Nosariya 


Odeet 


Oladan 


Pabuthal 


Census Code 


0814000401811100 


0814000701850500 


0803000500556400 


0803000500559200 


0814000441405000 


0814000401808000 


0804000700659200 


0814000441403000 


0814000401805400 


0814000101765000 


0814000501822500 


0814000301795500 


0814000401800000 


0814000401800600 


0814000301798100 


0814000701846100 


0814000101758200 


0814000301785600 


0804000700653700 


0814000201772600 


0803000540303000 


0814000301789900 


0803000500554300 


0814000301793800 


0814000301786300 


0814000101758500 


0814000601827400 


0814000401801000 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Older Alluvium 



47.77 Fresh 


1.17 Fresh 


15.13 Fresh 


25.77 Fresh 


2.42 Fresh 


2.62 Fresh 


37.42 Fresh 


22.03 Fresh 


7.77 Fresh 


16.65 Fresh 


4.71 Fresh 


52.33 Fresh 


61.23 Fresh 


9.75 Fresh 


26.00 Fresh 


11.68 Fresh 


14.36 Fresh 


13.18 Fresh 


1.07 Fresh 


3.45 Fresh 


7.86 Saline 


29.25 Fresh 


31.52 Fresh 


7.44 Fresh 



Palari Pichkiyan 


Palas 


Palot 


Palri Jodha 


0814000401811500 


0804000700654900 


0814000201768800 


0814000401811000 


Saline 


17.27 Fresh 


12.21 Saline 


17.95 Fresh 


26.48 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Older Alluvium 


Tertiary Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Older Alluvium 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Older Alluvium 


Tertiary Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Older Alluvium 


Phyllite & Schist 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Phyllite & Schist 


Vindhyan Sandstone 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

85.58 

160 

74.42 

25.00 

18.61 

0.0040 

0.5563 

40.17 

110 

69.83 

40.00 

27.93 

0.0150 

0.0227 

46.51 

140 

93.49 

35.00 

32.72 

0.0030 

0.5147 

36.57 

90 

53.43 

40.00 

21.37 

0.0150 

6.0308 

36.57 

140 

103.43 

35.00 

36.20 

0.0030 

0.6784 

83.32 

110 

26.68 

40.00 

10.67 

0.0150 

0.3285 

83.32 

120 

36.68 

25.00 

9.17 

0.0040 

0.0069 

61.35 

150 

88.65 

25.00 

22.16 

0.0100 

0.3981 

61.35 

150 

88.65 

20.00 

17.73 

0.0100 

0.1804 

29.39 

130 

100.61 

25.00 

25.15 

0.0040 

0.6526 

29.39 

120 

90.61 

25.00 

22.65 

0.0040 

0.0311 

53.77 

110 

56.23 

40.00 

22.49 

0.0150 

0.0107 

53.77 

145 

91.23 

25.00 

22.81 

0.0100 

2.5511 

85.43 

170 

84.57 

25.00 

21.14 

0.0040 

1.1380 

85.43 

160 

74.57 

25.00 

18.64 

0.0040 

0.0683 

41.73 

140 

98.27 

25.00 

24.57 

0.0040 

0.2394 

41.73 

110 

68.27 

40.00 

27.31 

0.0150 

2.5584 

44.71 

150 

105.29 

35.00 

36.85 

0.0040 

4.3701 

44.71 

165 

120.29 

35.00 

42.10 

0.0040 

0.4847 

89.46 

160 

70.54 

25.00 

17.64 

0.0040 

3.3694 

53.05 

120 

66.95 

25.00 

16.74 

0.0040 

0.0781 

41.45 

150 

108.55 

35.00 

37.99 

0.0040 

2.2994 

38.18 

120 

81.82 

25.00 

20.46 

0.0040 

2.1084 

34.07 

120 

85.93 

25.00 

21.48 

0.0040 

0.2076 

37.95 

80 

42.05 

40.00 

16.82 

0.0150 

0.6617 

70.40 

130 

59.60 

25.00 

14.90 

0.0040 

1.1826 

72.71 

140 

67.29 

25.00 

16.82 

0.0040 

0.7674 

72.71 

120 

47.29 

25.00 

11.82 

0.0040 

0.5023 

21.69 

120 

98.31 

25.00 

24.58 

0.0040 

0.7643 

41.62 

130 

88.38 

25.00 

22.10 

0.0040 

0.0153 

41.62 

120 

78.38 

25.00 

19.60 

0.0040 

1.2912 

85.03 

110 

24.97 

40.00 

9.99 

0.0150 

0.0382 

74.80 

145 

70.20 

25.00 

17.55 

0.0100 

9.1837 

46.61 

120 

73.39 

25.00 

18.35 

0.0040 

3.0347 

36.33 

140 

103.67 

25.00 

25.92 

0.0040 

1.0109 

35.54 

165 

129.46 

35.00 

45.31 

0.0040 

4.7129 

26.32 

110 

83.68 

40.00 

33.47 

0.0150 

5.8003 

26.32 

80 

53.68 

5.00 

2.68 

0.0028 

0.0007 

61.57 

140 

78.43 

35.00 

27.45 

0.0030 

1.0703 

49.26 

140 

90.74 

25.00 

22.68 

0.0040 

1.1957 

56.32 

140 

83.68 

35.00 

29.29 

0.0030 

0.0811 

72.81 

120 

47.19 

25.00 

11.80 

0.0040 

0.1628 

30.68 

140 

109.32 

20.00 

21.86 

0.0040 

0.6572 

30.68 

120 

89.32 

20.00 

17.86 

0.0040 

0.0250 

47.69 

120 

72.31 

25.00 

18.08 

0.0040 

1.5677 

82.40 

140 

57.60 

25.00 

14.40 

0.0040 

0.1015 

27.11 

130 

102.89 

25.00 

25.72 

0.0040 

0.0268 

27.11 

120 

92.89 

25.00 

23.22 

0.0040 

0.6673 

40.45 

130 

89.55 

25.00 

22.39 

0.0040 

0.2398 

40.45 

120 

79.55 

25.00 

19.89 

0.0040 

0.3060 

40.45 

130 

89.55 

25.00 

22.39 

0.0040 

0.1404 

89.71 

160 

70.29 

25.00 

17.57 

0.0040 

1.2143 

36.53 

165 

128.47 

30.00 

38.54 

0.0040 

0.8286 

26.40 

80 

53.60 

5.00 

2.68 

0.0028 

0.1081 

80.13 

160 

79.87 

25.00 

19.97 

0.0040 

2.1151 

























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Bilara Limestone 


Older Alluvium 


Tertiary Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Phyllite & Schist 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Tertiary Sandstone 


Bilara Limestone 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Older Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Bilara Limestone 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Tertiary Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Older Alluvium 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


\/i nrl h\/Q n Qa nrlctono 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

88.25 

170 

81.75 

25.00 

20.44 

0.0040 

0.9690 

55.29 

110 

54.71 

40.00 

21.88 

0.0150 

0.5180 

55.29 

145 

89.71 

25.00 

22.43 

0.0100 

0.4491 

67.96 

170 

102.04 

25.00 

25.51 

0.0040 

0.1869 

67.96 

160 

92.04 

25.00 

23.01 

0.0040 

1.4271 

46.29 

150 

103.71 

35.00 

36.30 

0.0040 

0.1033 

46.29 

150 

103.71 

30.00 

31.11 

0.0040 

0.3155 

46.29 

80 

33.71 

5.00 

1.69 

0.0015 

0.0645 

56.51 

150 

93.49 

35.00 

32.72 

0.0040 

7.2113 

56.51 

150 

93.49 

30.00 

28.05 

0.0040 

0.0135 

60.56 

140 

79.44 

25.00 

19.86 

0.0040 

0.1086 

60.56 

145 

84.44 

25.00 

21.11 

0.0100 

0.9407 

31.96 

130 

98.04 

25.00 

24.51 

0.0040 

0.3796 

25.47 

110 

84.53 

40.00 

33.81 

0.0150 

2.6645 

25.47 

120 

94.53 

25.00 

23.63 

0.0040 

3.9565 

69.24 

110 

40.76 

40.00 

16.30 

0.0150 

0.5544 

69.24 

120 

50.76 

25.00 

12.69 

0.0040 

0.6871 

27.85 

130 

102.15 

25.00 

25.54 

0.0040 

0.1490 

27.85 

120 

92.15 

25.00 

23.04 

0.0040 

0.1984 

23.02 

120 

96.98 

25.00 

24.25 

0.0040 

0.9912 

23.02 

120 

96.98 

20.00 

19.40 

0.0040 

0.3740 

32.70 

120 

87.30 

25.00 

21.83 

0.0040 

0.5972 

40.34 

140 

99.66 

25.00 

24.92 

0.0040 

3.5715 

40.34 

110 

69.66 

40.00 

27.86 

0.0150 

7.1387 

40.34 

120 

79.66 

25.00 

19.92 

0.0040 

0.1147 

59.78 

160 

100.22 

25.00 

25.06 

0.0040 

3.4839 

28.07 

140 

111.93 

25.00 

27.98 

0.0040 

0.6496 

32.87 

130 

97.13 

25.00 

24.28 

0.0040 

0.4468 

32.87 

120 

87.13 

25.00 

21.78 

0.0040 

0.0347 

55.63 

160 

104.37 

25.00 

26.09 

0.0040 

0.8348 

49.22 

145 

95.78 

25.00 

23.95 

0.0100 

0.5192 

68.85 

130 

61.15 

25.00 

15.29 

0.0040 

0.6410 

28.89 

110 

81.11 

40.00 

32.45 

0.0150 

0.0156 

20.11 

110 

89.89 

40.00 

35.96 

0.0150 

1.1752 

20.11 

80 

59.89 

5.00 

2.99 

0.0028 

0.0204 

67.11 

130 

62.89 

25.00 

15.72 

0.0040 

1.1419 

67.11 

120 

52.89 

25.00 

13.22 

0.0040 

0.3540 

32.70 

140 

107.30 

35.00 

37.56 

0.0030 

4.1275 

21.06 

110 

88.94 

40.00 

35.57 

0.0150 

2.7149 

92.74 

180 

87.26 

35.00 

30.54 

0.0100 

0.7323 

39.25 

140 

100.75 

25.00 

25.19 

0.0040 

2.5717 

39.25 

120 

80.75 

25.00 

20.19 

0.0040 

0.0952 

43.43 

145 

101.57 

25.00 

25.39 

0.0100 

1.6422 

42.89 

120 

77.11 

25.00 

19.28 

0.0040 

0.4754 

40.86 

140 

99.14 

25.00 

24.79 

0.0040 

0.6452 

39.34 

140 

100.66 

25.00 

25.16 

0.0040 

0.5188 

40.62 

140 

99.38 

25.00 

24.84 

0.0040 

0.2250 

40.62 

140 

99.38 

20.00 

19.88 

0.0040 

0.0266 

40.74 

120 

79.26 

25.00 

19.82 

0.0040 

0.6537 

40.37 

140 

99.63 

25.00 

24.91 

0.0040 

0.2944 

40.37 

110 

69.63 

40.00 

27.85 

0.0150 

5.0677 

34.54 

140 

105.46 

25.00 

26.36 

0.0040 

3.4568 

52.07 

140 

87.93 

25.00 

21.98 

0.0040 

2.3755 

57.66 

120 

62.34 

25.00 

15.58 

0.0040 

0.6693 

57.66 

120 

62.34 

20.00 

12.47 

0.0040 

0.0314 











































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Tertiary Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Older Alluvium 


Bilara Limestone 


Older Alluvium 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Older Alluvium 


Bilara Limestone 


Older Alluvium 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Tertiary Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Older Alluvium 


Tertiary Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Tertiary Sandstone 


Phyllite & Schist 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Phyllite & Schist 


Bilara Limestone 


Bilara Limestone 


Rilrjrrj I imoctnno 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

75.27 

180 

104.73 

35.00 

36.66 

0.0100 

2.2256 

75.27 

165 

89.73 

35.00 

31.41 

0.0040 

1.4209 

59.42 

110 

50.58 

40.00 

20.23 

0.0150 

4.4581 

59.42 

120 

60.58 

25.00 

15.15 

0.0040 

0.1460 

19.08 

130 

110.92 

25.00 

27.73 

0.0040 

3.6593 

19.08 

120 

100.92 

25.00 

25.23 

0.0040 

0.6558 

36.44 

140 

103.56 

25.00 

25.89 

0.0040 

0.9693 

36.44 

80 

43.56 

40.00 

17.42 

0.0150 

0.0397 

36.44 

140 

103.56 

20.00 

20.71 

0.0040 

0.3028 

36.44 

80 

43.56 

30.00 

13.07 

0.0150 

0.7146 

68.65 

140 

71.35 

25.00 

17.84 

0.0040 

2.8226 

89.85 

160 

70.15 

25.00 

17.54 

0.0040 

3.6099 

74.56 

140 

65.44 

25.00 

16.36 

0.0040 

0.6781 

60.14 

170 

109.86 

25.00 

27.46 

0.0040 

0.8448 

60.14 

160 

99.86 

25.00 

24.96 

0.0040 

0.6929 

46.91 

145 

98.09 

25.00 

24.52 

0.0100 

4.6079 

65.05 

140 

74.95 

35.00 

26.23 

0.0030 

2.3654 

41.78 

140 

98.22 

25.00 

24.55 

0.0040 

0.0940 

41.78 

110 

68.22 

40.00 

27.29 

0.0150 

0.3781 

41.78 

140 

98.22 

20.00 

19.64 

0.0040 

0.1875 

41.78 

110 

68.22 

30.00 

20.47 

0.0150 

3.4866 

52.42 

140 

87.58 

35.00 

30.65 

0.0030 

0.0537 

32.01 

130 

97.99 

25.00 

24.50 

0.0040 

0.0904 

32.01 

120 

87.99 

25.00 

22.00 

0.0040 

1.6215 

31.08 

165 

133.92 

35.00 

46.87 

0.0040 

6.7573 

31.94 

165 

133.06 

35.00 

46.57 

0.0040 

1.1223 

42.12 

110 

67.88 

40.00 

27.15 

0.0150 

4.0864 

56.11 

110 

53.89 

40.00 

21.55 

0.0150 

0.5089 

76.11 

180 

103.89 

35.00 

36.36 

0.0100 

0.5273 

76.11 

165 

88.89 

35.00 

31.11 

0.0040 

2.9929 

46.19 

120 

73.81 

25.00 

18.45 

0.0040 

0.2300 

46.19 

120 

73.81 

20.00 

14.76 

0.0040 

0.0000 

32.20 

120 

87.80 

25.00 

21.95 

0.0040 

0.3227 

52.77 

140 

87.23 

25.00 

21.81 

0.0040 

0.9588 

52.77 

120 

67.23 

25.00 

16.81 

0.0040 

0.3747 

60.24 

110 

49.76 

40.00 

19.91 

0.0150 

0.2048 

60.24 

120 

59.76 

25.00 

14.94 

0.0040 

0.7555 

52.87 

150 

97.13 

35.00 

33.99 

0.0040 

1.0569 

52.87 

165 

112.13 

35.00 

39.24 

0.0040 

0.6715 

52.87 

150 

97.13 

30.00 

29.14 

0.0040 

1.2190 

52.87 

165 

112.13 

30.00 

33.64 

0.0040 

1.2460 

51.45 

110 

58.55 

40.00 

23.42 

0.0150 

4.1918 

51.45 

145 

93.55 

25.00 

23.39 

0.0100 

1.7333 

84.50 

170 

85.50 

25.00 

21.38 

0.0040 

0.0007 

84.50 

160 

75.50 

25.00 

18.88 

0.0040 

0.9358 

49.24 

145 

95.76 

25.00 

23.94 

0.0100 

0.3260 

36.46 

80 

43.54 

5.00 

2.18 

0.0015 

0.0367 

36.46 

165 

128.54 

30.00 

38.56 

0.0040 

2.4186 

40.26 

120 

79.74 

25.00 

19.94 

0.0040 

0.6553 

40.26 

120 

79.74 

20.00 

15.95 

0.0040 

0.0267 

29.00 

130 

101.00 

25.00 

25.25 

0.0040 

1.7331 

44.03 

80 

35.97 

5.00 

1.80 

0.0015 

0.0241 

38.95 

130 

91.05 

25.00 

22.76 

0.0040 

0.4487 

38.95 

130 

91.05 

25.00 

22.76 

0.0040 

0.1437 

28.56 

140 

111.44 

20.00 

22.29 

0.0040 

0.0885 




























































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Older Alluvium 


Phyllite & Schist 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Bilara Limestone 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Older Alluvium 


Tertiary Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Tertiary Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Tertiary Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


\/i nrl h\/Q n Qa nrlctono 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

28.56 

120 

91.44 

20.00 

18.29 

0.0040 

0.1274 

34.43 

140 

105.57 

35.00 

36.95 

0.0030 

1.6303 

57.98 

120 

62.02 

25.00 

15.51 

0.0040 

1.7613 

57.98 

120 

62.02 

20.00 

12.40 

0.0040 

0.0042 

44.38 

140 

95.62 

25.00 

23.91 

0.0040 

0.3513 

44.38 

80 

35.62 

40.00 

14.25 

0.0150 

0.0260 

44.38 

80 

35.62 

5.00 

1.78 

0.0015 

0.0483 

64.54 

140 

75.46 

35.00 

26.41 

0.0030 

0.4634 

25.58 

120 

94.42 

25.00 

23.61 

0.0040 

2.1699 

93.41 

170 

76.59 

25.00 

19.15 

0.0040 

0.0009 

61.89 

140 

78.11 

25.00 

19.53 

0.0040 

0.4405 

61.89 

110 

48.11 

40.00 

19.25 

0.0150 

1.2866 

61.89 

120 

58.11 

25.00 

14.53 

0.0040 

0.0781 

60.65 

110 

49.35 

40.00 

19.74 

0.0150 

0.5107 

68.23 

130 

61.77 

25.00 

15.44 

0.0040 

0.3318 

68.23 

120 

51.77 

25.00 

12.94 

0.0040 

0.0133 

29.15 

90 

60.85 

40.00 

24.34 

0.0150 

1.5398 

20.72 

120 

99.28 

25.00 

24.82 

0.0040 

1.6680 

26.49 

110 

83.51 

40.00 

33.40 

0.0150 

9.5864 

26.49 

120 

93.51 

25.00 

23.38 

0.0040 

1.1016 

57.84 

140 

82.16 

25.00 

20.54 

0.0040 

0.3451 

57.84 

120 

62.16 

25.00 

15.54 

0.0040 

0.1738 

44.15 

140 

95.85 

25.00 

23.96 

0.0040 

4.9474 

52.70 

110 

57.30 

40.00 

22.92 

0.0150 

3.0986 

55.13 

145 

89.87 

25.00 

22.47 

0.0100 

3.9910 

39.00 

120 

81.00 

25.00 

20.25 

0.0040 

0.5491 

86.37 

130 

43.63 

25.00 

10.91 

0.0040 

1.0119 

73.66 

150 

76.34 

25.00 

19.08 

0.0100 

0.3740 

73.66 

150 

76.34 

20.00 

15.27 

0.0100 

0.1628 

93.51 

160 

66.49 

25.00 

16.62 

0.0040 

0.9211 

50.28 

140 

89.72 

35.00 

31.40 

0.0030 

0.0293 

23.06 

140 

116.94 

25.00 

29.23 

0.0040 

4.0729 

21.50 

140 

118.50 

25.00 

29.63 

0.0040 

3.2838 

55.81 

180 

124.19 

35.00 

43.47 

0.0100 

1.6463 

55.81 

130 

74.19 

35.00 

25.97 

0.0030 

0.5907 

55.31 

150 

94.69 

35.00 

33.14 

0.0030 

0.2183 

55.31 

130 

74.69 

35.00 

26.14 

0.0030 

0.7851 

56.15 

180 

123.85 

35.00 

43.35 

0.0100 

0.1960 

56.15 

130 

73.85 

35.00 

25.85 

0.0030 

0.1501 

55.63 

150 

94.37 

35.00 

33.03 

0.0030 

0.1504 

55.63 

130 

74.37 

35.00 

26.03 

0.0030 

0.0481 

55.63 

130 

74.37 

35.00 

26.03 

0.0030 

0.9017 

56.09 

165 

108.91 

35.00 

38.12 

0.0040 

0.8409 

60.28 

180 

119.72 

35.00 

41.90 

0.0100 

1.8240 

60.28 

165 

104.72 

35.00 

36.65 

0.0040 

0.5897 

57.03 

150 

92.97 

35.00 

32.54 

0.0030 

0.0006 

57.03 

130 

72.97 

35.00 

25.54 

0.0030 

0.4077 

23.76 

130 

106.24 

25.00 

26.56 

0.0040 

0.1383 

23.76 

120 

96.24 

25.00 

24.06 

0.0040 

0.1726 

62.87 

130 

67.13 

25.00 

16.78 

0.0040 

0.0015 

62.87 

120 

57.13 

25.00 

14.28 

0.0040 

0.6830 

42.62 

130 

87.38 

25.00 

21.84 

0.0040 

1.0610 

24.05 

120 

95.95 

25.00 

23.99 

0.0040 

0.4489 

32.64 

130 

97.36 

25.00 

24.34 

0.0040 

0.9788 

32.64 

120 

87.36 

25.00 

21.84 

0.0040 

0.0000 







































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Bilara Limestone 


Older Alluvium 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Older Alluvium 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Older Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Phyllite & Schist 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Phyllite & Schist 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Phyllite & Schist 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Jurassic Sandstone 


Jalore Granite 


Jalore Granite 


Jurassic Sandstone 


Jalore Granite 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 



7.91 


14.53 


10.87 


0.10 


0.32 


14.32 


11.34 


18.97 


13.40 


5.73 


1.88 


4.78 


5.37 


7.87 


4.32 


26.22 


1.98 


1.65 


2.37 


16.84 


4.16 


5.40 


4.49 


1.34 


14.25 


4.88 


48.26 


0.24 


17.16 


1.22 


3.15 


21.16 


0.18 


9.98 


12.36 


7.83 


1.65 


11.92 


0.93 


22.42 


4.27 


14.35 


28.92 


1.44 


25.03 


6.72 


15.36 


0.01 


1.39 


25.24 


17.14 


1.50 


116.00 


23.26 


18.46 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

39.54 

140 

100.46 

25.00 

25.12 

0.0040 

0.7944 

39.54 

110 

70.46 

40.00 

28.19 

0.0150 

6.1439 

39.17 

140 

100.83 

25.00 

25.21 

0.0040 

1.0957 

39.17 

120 

80.83 

25.00 

20.21 

0.0040 

0.0084 

48.32 

150 

101.68 

35.00 

35.59 

0.0030 

0.0338 

48.32 

140 

91.68 

35.00 

32.09 

0.0030 

1.3784 

39.12 

140 

100.88 

25.00 

25.22 

0.0040 

1.1439 

39.12 

110 

70.88 

40.00 

28.35 

0.0150 

8.0677 

60.67 

140 

79.33 

25.00 

19.83 

0.0040 

1.0632 

50.49 

140 

89.51 

25.00 

22.38 

0.0040 

0.5132 

90.95 

130 

39.05 

25.00 

9.76 

0.0040 

0.0732 

45.76 

150 

104.24 

35.00 

36.48 

0.0030 

0.5230 

45.76 

140 

94.24 

35.00 

32.98 

0.0030 

0.5313 

40.12 

140 

99.88 

25.00 

24.97 

0.0040 

0.7860 

40.12 

140 

99.88 

20.00 

19.98 

0.0040 

0.3449 

46.98 

110 

63.02 

40.00 

25.21 

0.0150 

9.9149 

46.98 

120 

73.02 

25.00 

18.26 

0.0040 

0.1446 

75.08 

120 

44.92 

25.00 

11.23 

0.0040 

0.0741 

71.92 

120 

48.08 

25.00 

12.02 

0.0040 

0.1137 

34.64 

120 

85.36 

25.00 

21.34 

0.0040 

1.4373 

16.44 

130 

113.56 

25.00 

28.39 

0.0040 

0.4725 

16.44 

120 

103.56 

25.00 

25.89 

0.0040 

0.5595 

29.30 

140 

110.70 

25.00 

27.68 

0.0040 

0.4968 

29.30 

120 

90.70 

25.00 

22.68 

0.0040 

0.1218 

47.53 

150 

102.47 

35.00 

35.86 

0.0040 

2.0436 

61.91 

150 

88.09 

35.00 

30.83 

0.0040 

0.6023 

61.91 

165 

103.09 

35.00 

36.08 

0.0040 

6.9661 

28.54 

80 

51.46 

5.00 

2.57 

0.0028 

0.0018 

53.43 

120 

66.57 

25.00 

16.64 

0.0040 

1.1423 

42.83 

90 

47.17 

40.00 

18.87 

0.0150 

0.3444 

42.83 

140 

97.17 

35.00 

34.01 

0.0030 

0.3218 

86.93 

160 

73.07 

25.00 

18.27 

0.0040 

1.5460 

22.04 

80 

57.96 

5.00 

2.90 

0.0028 

0.0015 

50.44 

140 

89.56 

25.00 

22.39 

0.0040 

0.8942 

49.08 

140 

90.92 

25.00 

22.73 

0.0040 

1.1241 

41.46 

120 

78.54 

25.00 

19.64 

0.0040 

0.6151 

68.38 

110 

41.62 

40.00 

16.65 

0.0150 

0.4122 

68.38 

120 

51.62 

25.00 

12.91 

0.0040 

0.6151 

51.06 

150 

98.94 

35.00 

34.63 

0.0040 

0.1293 

51.06 

150 

98.94 

30.00 

29.68 

0.0040 

2.6617 

51.06 

80 

28.94 

5.00 

1.45 

0.0015 

0.0093 

68.35 

120 

51.65 

25.00 

12.91 

0.0040 

0.7410 

44.59 

150 

105.41 

35.00 

36.89 

0.0040 

4.2672 

44.59 

165 

120.41 

35.00 

42.14 

0.0040 

0.2423 

21.78 

130 

108.22 

25.00 

27.05 

0.0040 

2.7090 

21.78 

130 

108.22 

25.00 

27.05 

0.0040 

0.7270 

60.19 

160 

99.81 

25.00 

24.95 

0.0200 

7.6661 

12.89 

90 

77.11 

35.00 

26.99 

0.0015 

0.0003 

46.54 

70 

23.46 

35.00 

8.21 

0.0015 

0.0171 

46.54 

160 

113.46 

25.00 

28.36 

0.0100 

7.1589 

46.54 

70 

23.46 

30.00 

7.04 

0.0015 

0.1810 

46.54 

160 

113.46 

25.00 

28.36 

0.0200 

0.8506 

44.03 

230 

185.97 

25.00 

46.49 

0.0200 

107.8586 

49.95 

160 

110.05 

25.00 

27.51 

0.0200 

12.7979 

49.95 

160 

110.05 

25.00 

27.51 

0.0200 

10.1549 








































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jalore Granite 


Jalore Granite 


Jurassic Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jalore Granite 


Jurassic Sandstone 


Jalore Granite 


Jurassic Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Vindhyan Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jalore Granite 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jalore Granite 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jalore Granite 


Jurassic Sandstone 


Vindhyan Sandstone 


Jalore Granite 


Jurassic Sandstone 


Vindhyan Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Vindhyan Sandstone 


Jurassic Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 



59.92 


0.27 


17.11 


2.67 


29.80 


44.39 


28.70 


7.44 


9.86 


65.37 


5.36 


10.23 


11.73 


0.21 


1.56 


111.53 


157.36 


17.84 


10.32 


40.90 


27.72 


145.26 


37.70 


46.27 


1.26 


23.70 


1.75 


62.09 


32.80 


3.08 


30.94 


40.39 


15.09 


1.38 


27.46 


16.82 


30.87 


27.54 


23.31 


12.86 


30.41 


0.29 


3.48 


4.70 


19.70 


5.05 


16.20 


24.94 


101.59 


17.90 


0.82 


0.55 


26.57 


13.21 


10.93 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

91.98 

160 

68.02 

25.00 

17.00 

0.0200 

20.3798 

47.68 

160 

112.32 

25.00 

28.08 

0.0200 

0.1534 

105.87 

160 

54.13 

25.00 

13.53 

0.0100 

2.3153 

25.73 

90 

64.27 

35.00 

22.50 

0.0015 

0.0901 

25.73 

90 

64.27 

30.00 

19.28 

0.0010 

0.5747 

44.61 

230 

185.39 

25.00 

46.35 

0.0200 

41.1456 

71.11 

160 

88.89 

25.00 

22.22 

0.0200 

12.7572 

30.27 

230 

199.73 

25.00 

49.93 

0.0200 

7.4300 

113.28 

160 

46.72 

25.00 

11.68 

0.0100 

1.1518 

67.04 

160 

92.96 

25.00 

23.24 

0.0200 

30.3841 

25.75 

90 

64.25 

35.00 

22.49 

0.0015 

0.1808 

25.75 

120 

94.25 

25.00 

23.56 

0.0040 

0.9642 

25.75 

90 

64.25 

30.00 

19.28 

0.0010 

0.2261 

25.75 

120 

94.25 

20.00 

18.85 

0.0040 

0.0156 

29.28 

230 

200.72 

25.00 

50.18 

0.0200 

1.5675 

29.28 

230 

200.72 

25.00 

50.18 

0.0200 

111.9294 

29.28 

230 

200.72 

25.00 

50.18 

0.0200 

157.9266 

62.46 

120 

57.54 

25.00 

14.39 

0.0040 

1.0263 

62.46 

120 

57.54 

25.00 

14.39 

0.0040 

0.5939 

54.98 

160 

105.02 

25.00 

26.25 

0.0200 

21.4759 

78.45 

160 

81.55 

25.00 

20.39 

0.0200 

11.3017 

43.54 

120 

76.46 

25.00 

19.12 

0.0040 

11.1070 

43.54 

120 

76.46 

20.00 

15.29 

0.0040 

2.3060 

50.70 

160 

109.30 

25.00 

27.32 

0.0200 

25.2890 

27.17 

120 

92.83 

25.00 

23.21 

0.0040 

0.1169 

27.17 

90 

62.83 

30.00 

18.85 

0.0010 

0.4466 

27.17 

120 

92.83 

20.00 

18.57 

0.0040 

0.1302 

39.49 

160 

120.51 

25.00 

30.13 

0.0200 

37.4125 

99.39 

160 

60.61 

25.00 

15.15 

0.0100 

4.9711 

39.69 

70 

30.31 

35.00 

10.61 

0.0015 

0.0491 

39.69 

160 

120.31 

25.00 

30.08 

0.0100 

9.3050 

51.89 

160 

108.11 

25.00 

27.03 

0.0100 

10.9173 

58.78 

160 

101.22 

25.00 

25.30 

0.0200 

7.6380 

34.88 

160 

125.12 

25.00 

31.28 

0.0200 

0.8621 

34.88 

230 

195.12 

25.00 

48.78 

0.0200 

26.7926 

38.85 

160 

121.15 

25.00 

30.29 

0.0200 

10.1904 

96.97 

160 

63.03 

25.00 

15.76 

0.0200 

9.7291 

65.71 

160 

94.29 

25.00 

23.57 

0.0100 

6.4921 

114.86 

160 

45.14 

25.00 

11.28 

0.0200 

5.2608 

109.18 

160 

50.82 

25.00 

12.70 

0.0100 

1.6335 

38.59 

230 

191.41 

25.00 

47.85 

0.0200 

29.1057 

33.07 

90 

56.93 

35.00 

19.93 

0.0015 

0.0087 

33.07 

120 

86.93 

25.00 

21.73 

0.0040 

0.3023 

33.07 

120 

86.93 

25.00 

21.73 

0.0040 

0.4086 

33.07 

90 

56.93 

30.00 

17.08 

0.0010 

0.3365 

33.07 

120 

86.93 

20.00 

17.39 

0.0040 

0.3509 

33.07 

120 

86.93 

25.00 

21.73 

0.0200 

7.0396 

44.23 

160 

115.77 

25.00 

28.94 

0.0200 

14.4385 

44.23 

230 

185.77 

25.00 

46.44 

0.0200 

94.3611 

58.26 

120 

61.74 

25.00 

15.44 

0.0040 

1.1050 

58.26 

120 

61.74 

25.00 

15.44 

0.0040 

0.0507 

98.00 

160 

62.00 

25.00 

15.50 

0.0100 

0.0856 

67.73 

120 

52.27 

25.00 

13.07 

0.0040 

1.3887 

67.73 

120 

52.27 

25.00 

13.07 

0.0200 

3.4533 

72.39 

120 

47.61 

25.00 

11.90 

0.0040 

0.5204 










































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Vindhyan Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jalore Granite 


Jurassic Sandstone 


Jalore Granite 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Vindhyan Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Vindhyan Sandstone 


Jurassic Sandstone 


Vindhyan Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 



39.37 


23.29 


72.94 


25.60 


9.81 


0.27 


2.40 


9.36 


86.44 


123.76 


40.18 


105.80 


0.00 


22.93 


8.73 


11.28 


94.35 


46.22 


0.90 


25.20 


20.46 


2.56 


1.02 


0.36 


45.68 


20.80 


6.98 


14.28 


2.45 


18.22 


5.00 


139.13 


38.04 


12.94 


2.62 


24.60 


22.70 


30.12 


25.60 


109.18 


3.63 


63.09 


11.47 


16.03 


25.25 


17.02 


3.31 


18.35 


18.41 


12.03 


11.59 


26.91 


11.25 


24.15 


10.15 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

72.39 

120 

47.61 

25.00 

11.90 

0.0200 

9.3735 

63.46 

160 

96.54 

25.00 

24.14 

0.0100 

5.6218 

75.81 

160 

84.19 

25.00 

21.05 

0.0100 

15.3517 

86.56 

160 

73.44 

25.00 

18.36 

0.0200 

9.3982 

26.87 

70 

43.13 

35.00 

15.09 

0.0015 

0.2222 

26.87 

160 

133.13 

25.00 

33.28 

0.0100 

0.0914 

26.87 

70 

43.13 

30.00 

12.94 

0.0015 

0.0466 

84.47 

160 

75.53 

25.00 

18.88 

0.0200 

3.5350 

67.45 

160 

92.55 

25.00 

23.14 

0.0100 

20.0005 

55.37 

160 

104.63 

25.00 

26.16 

0.0200 

64.7451 

41.75 

230 

188.25 

25.00 

47.06 

0.0200 

37.8234 

100.99 

160 

59.02 

25.00 

14.75 

0.0100 

15.6092 

29.57 

230 

200.43 

25.00 

50.11 

0.0200 

0.0014 

73.35 

160 

86.65 

25.00 

21.66 

0.0200 

9.9346 

84.55 

160 

75.45 

25.00 

18.86 

0.0200 

3.2914 

33.71 

160 

126.29 

25.00 

31.57 

0.0200 

7.1228 

55.53 

160 

104.47 

25.00 

26.12 

0.0200 

49.2815 

57.29 

120 

62.71 

25.00 

15.68 

0.0040 

2.8981 

57.29 

120 

62.71 

25.00 

15.68 

0.0040 

0.0566 

57.29 

120 

62.71 

20.00 

12.54 

0.0040 

1.2640 

48.04 

160 

111.96 

25.00 

27.99 

0.0200 

11.4508 

48.04 

160 

111.96 

25.00 

27.99 

0.0200 

1.4317 

48.04 

160 

111.96 

25.00 

27.99 

0.0200 

0.5682 

48.04 

160 

111.96 

25.00 

27.99 

0.0200 

0.2019 

48.04 

230 

181.96 

25.00 

45.49 

0.0200 

41.5562 

48.04 

230 

181.96 

25.00 

45.49 

0.0200 

18.9227 

48.04 

230 

181.96 

25.00 

45.49 

0.0200 

6.3546 

48.04 

230 

181.96 

25.00 

45.49 

0.0200 

12.9941 

48.04 

230 

181.96 

25.00 

45.49 

0.0200 

2.2250 

48.04 

230 

181.96 

25.00 

45.49 

0.0200 

16.5784 

50.16 

120 

69.84 

25.00 

17.46 

0.0040 

0.3495 

50.16 

120 

69.84 

25.00 

17.46 

0.0040 

9.7163 

14.56 

230 

215.44 

25.00 

53.86 

0.0200 

40.9742 

14.56 

230 

215.44 

25.00 

53.86 

0.0200 

13.9336 

83.41 

160 

76.59 

25.00 

19.15 

0.0200 

1.0041 

33.49 

230 

196.51 

25.00 

49.13 

0.0200 

24.1732 

41.49 

160 

118.51 

25.00 

29.63 

0.0200 

13.4524 

41.49 

230 

188.51 

25.00 

47.13 

0.0200 

28.3922 

41.50 

160 

118.50 

25.00 

29.62 

0.0200 

15.1705 

56.27 

160 

103.73 

25.00 

25.93 

0.0200 

56.6250 

43.00 

160 

117.00 

25.00 

29.25 

0.0200 

2.1223 

41.04 

230 

188.96 

25.00 

47.24 

0.0200 

59.6107 

70.02 

160 

89.98 

25.00 

22.50 

0.0200 

5.1599 

103.13 

160 

56.87 

25.00 

14.22 

0.0100 

2.2783 

52.94 

160 

107.06 

25.00 

26.76 

0.0200 

13.5168 

43.02 

160 

116.98 

25.00 

29.25 

0.0200 

9.9566 

40.74 

160 

119.26 

25.00 

29.82 

0.0200 

1.9764 

88.18 

160 

71.82 

25.00 

17.95 

0.0200 

6.5906 

43.96 

230 

186.04 

25.00 

46.51 

0.0200 

17.1214 

36.45 

160 

123.55 

25.00 

30.89 

0.0200 

7.4324 

36.45 

230 

193.55 

25.00 

48.39 

0.0200 

11.2118 

41.48 

160 

118.52 

25.00 

29.63 

0.0200 

15.9459 

23.29 

160 

136.71 

25.00 

34.18 

0.0200 

7.6885 

95.60 

160 

64.40 

25.00 

16.10 

0.0200 

7.7772 

85.47 

160 

74.53 

25.00 

18.63 

0.0200 

3.7811 
















































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Vindhyan Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jalore Granite 


Jurassic Sandstone 


Jalore Granite 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jalore Granite 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Vindhyan Sandstone 


Jalore Granite 


Jalore Granite 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jalore Granite 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Vindhyan Sandstone 


Jurassic Sandstone 


Jalore Granite 


Jurassic Sandstone 


Jurassic Sandstone 


Jalore Granite 


Jurassic Sandstone 


Jalore Granite 


Jurassic Sandstone 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jurassic Sandstone 


Jurassic Sandstone 


Vindhyan Sandstone 


Jurassic Sandstone 


Tortiarx/ Qanrlctnno 



0.10 


23.56 


8.65 


30.53 


84.06 


17.52 


18.03 


4.86 


16.15 


1.79 


101.04 


3.94 


35.68 


32.86 


55.33 


18.56 


48.80 


30.63 


2.65 


34.12 


0.19 


23.24 


10.95 


1.83 


34.75 


20.64 


1.13 


0.01 


2.94 


28.18 


16.40 


5.44 


4.07 


28.72 


19.22 


45.81 


9.55 


24.20 


24.23 


14.42 


0.01 


1.97 


5.23 


4.73 


23.60 


18.31 


1.83 


1.11 


50.29 


8.04 


66.40 


0.79 


3.27 


100.23 


9.27 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

37.04 

120 

82.96 

25.00 

20.74 

0.0040 

0.0079 

43.64 

160 

116.36 

25.00 

29.09 

0.0200 

13.7061 

43.64 

230 

186.36 

25.00 

46.59 

0.0200 

8.0609 

40.97 

230 

189.03 

25.00 

47.26 

0.0200 

28.8596 

37.61 

230 

192.39 

25.00 

48.10 

0.0200 

80.8566 

33.91 

70 

36.09 

35.00 

12.63 

0.0015 

0.3319 

33.91 

160 

126.09 

25.00 

31.52 

0.0100 

5.6823 

33.91 

70 

36.09 

30.00 

10.83 

0.0015 

0.0789 

45.59 

160 

114.41 

25.00 

28.60 

0.0200 

9.2364 

45.59 

230 

184.41 

25.00 

46.10 

0.0200 

1.6463 

92.82 

160 

67.18 

25.00 

16.80 

0.0200 

33.9411 

77.23 

90 

12.77 

35.00 

4.47 

0.0015 

0.0264 

77.23 

120 

42.77 

25.00 

10.69 

0.0040 

1.5262 

38.64 

160 

121.36 

25.00 

30.34 

0.0200 

19.9388 

38.64 

160 

121.36 

25.00 

30.34 

0.0200 

33.5759 

38.64 

230 

191.36 

25.00 

47.84 

0.0200 

17.7593 

38.64 

230 

191.36 

25.00 

47.84 

0.0200 

46.6877 

45.00 

230 

185.00 

25.00 

46.25 

0.0200 

28.3366 

42.35 

230 

187.65 

25.00 

46.91 

0.0200 

2.4902 

42.35 

230 

187.65 

25.00 

46.91 

0.0200 

32.0144 

42.35 

230 

187.65 

25.00 

46.91 

0.0200 

0.1766 

24.78 

120 

95.22 

25.00 

23.81 

0.0040 

2.2127 

24.78 

120 

95.22 

25.00 

23.81 

0.0040 

1.0431 

17.48 

90 

72.52 

35.00 

25.38 

0.0015 

0.0696 

17.48 

90 

72.52 

30.00 

21.76 

0.0010 

0.7560 

65.22 

160 

94.78 

25.00 

23.70 

0.0200 

9.7803 

101.18 

160 

58.83 

25.00 

14.71 

0.0100 

0.1656 

31.94 

160 

128.06 

25.00 

32.02 

0.0200 

0.0073 

33.95 

230 

196.05 

25.00 

49.01 

0.0200 

2.8814 

33.95 

230 

196.05 

25.00 

49.01 

0.0200 

27.6198 

41.43 

120 

78.57 

25.00 

19.64 

0.0040 

1.2889 

41.43 

90 

48.57 

30.00 

14.57 

0.0010 

0.0793 

41.43 

120 

78.57 

20.00 

15.71 

0.0040 

0.2560 

84.70 

160 

75.30 

25.00 

18.83 

0.0100 

5.4066 

44.97 

160 

115.03 

25.00 

28.76 

0.0100 

5.5273 

49.51 

120 

70.49 

25.00 

17.62 

0.0040 

3.2294 

49.51 

120 

70.49 

20.00 

14.10 

0.0040 

0.5387 

66.14 

120 

53.86 

25.00 

13.47 

0.0040 

1.3035 

66.14 

120 

53.86 

25.00 

13.47 

0.0040 

1.3049 

55.01 

120 

64.99 

25.00 

16.25 

0.0040 

0.9370 

18.13 

90 

71.87 

35.00 

25.16 

0.0015 

0.0004 

18.13 

120 

101.87 

25.00 

25.47 

0.0040 

0.2008 

95.21 

160 

64.79 

25.00 

16.20 

0.0100 

0.8474 

21.93 

90 

68.07 

35.00 

23.82 

0.0015 

0.1690 

21.93 

120 

98.07 

25.00 

24.52 

0.0040 

2.3146 

21.93 

90 

68.07 

30.00 

20.42 

0.0010 

0.3738 

21.93 

120 

98.07 

20.00 

19.61 

0.0040 

0.1436 

19.85 

90 

70.15 

35.00 

24.55 

0.0015 

0.0408 

19.85 

90 

70.15 

30.00 

21.04 

0.0010 

1.0583 

19.56 

90 

70.44 

30.00 

21.13 

0.0010 

0.1699 

44.41 

230 

185.59 

25.00 

46.40 

0.0200 

61.6155 

64.45 

120 

55.55 

25.00 

13.89 

0.0040 

0.0441 

64.45 

120 

55.55 

25.00 

13.89 

0.0040 

0.1815 

35.16 

230 

194.84 

25.00 

48.71 

0.0200 

97.6406 

35.16 

230 

194.84 

25.00 

48.71 

0.0200 

9.0337 




























































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Jurassic Sandstone 


Jalore Granite 


Jurassic Sandstone 


Jalore Granite 


Jalore Granite 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jalore Granite 


Jurassic Sandstone 


Jurassic Sandstone 


Jalore Granite 


Jalore Granite 


Jurassic Sandstone 


Jalore Granite 


Jurassic Sandstone 


Jalore Granite 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jalore Granite 


Jalore Granite 


Tertiary Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jalore Granite 


Jurassic Sandstone 


Jalore Granite 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Jalore Granite 


Jalore Granite 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Tortiarx/ Qanrlctnno 



30.17 


3.68 


13.89 


5.24 


0.01 


54.53 


21.78 


30.79 


94.05 


22.09 


202.56 


8.22 


115.62 


3.62 


1.47 


0.01 


11.50 


59.10 


4.92 


22.34 


13.98 


21.48 


45.37 


1.15 


18.60 


7.04 


0.30 


11.27 


7.01 


83.00 


19.51 


0.47 


18.31 


18.87 


3.01 


5.97 


10.12 


7.11 


11.38 


4.19 


24.09 


10.32 


51.24 


13.80 


1.95 


2.04 


9.03 


0.00 


2.43 


4.46 


18.10 


28.83 


67.96 


2.12 


2.20 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

35.16 

230 

194.84 

25.00 

48.71 

0.0200 

29.3884 

40.46 

70 

29.54 

35.00 

10.34 

0.0015 

0.0571 

40.46 

160 

119.54 

25.00 

29.89 

0.0100 

4.1500 

40.46 

70 

29.54 

30.00 

8.86 

0.0015 

0.0697 

20.42 

70 

49.58 

30.00 

14.87 

0.0015 

0.0002 

42.97 

230 

187.03 

25.00 

46.76 

0.0200 

50.9974 

99.53 

160 

60.47 

25.00 

15.12 

0.0100 

3.2927 

20.42 

230 

209.58 

25.00 

52.40 

0.0200 

32.2609 

20.42 

230 

209.58 

25.00 

52.40 

0.0200 

98.5552 

20.42 

230 

209.58 

25.00 

52.40 

0.0200 

23.1503 

20.42 

230 

209.58 

25.00 

52.40 

0.0200 

212.2635 

59.00 

160 

101.00 

25.00 

25.25 

0.0200 

4.1502 

62.75 

160 

97.25 

25.00 

24.31 

0.0100 

28.1118 

17.52 

160 

142.48 

25.00 

35.62 

0.0200 

2.5821 

29.37 

160 

130.63 

25.00 

32.66 

0.0200 

0.9581 

13.78 

90 

76.22 

35.00 

26.68 

0.0015 

0.0003 

113.50 

160 

46.50 

25.00 

11.62 

0.0100 

1.3369 

43.19 

120 

76.81 

25.00 

19.20 

0.0040 

4.5391 

22.49 

90 

67.51 

35.00 

23.63 

0.0015 

0.1744 

22.49 

90 

67.51 

30.00 

20.25 

0.0010 

0.4524 

113.43 

160 

46.57 

25.00 

11.64 

0.0200 

3.2548 

47.00 

90 

43.00 

35.00 

15.05 

0.0015 

0.4850 

47.00 

120 

73.00 

25.00 

18.25 

0.0040 

3.3117 

47.00 

90 

43.00 

30.00 

12.90 

0.0010 

0.0148 

113.17 

160 

46.83 

25.00 

11.71 

0.0200 

4.3561 

97.76 

160 

62.24 

25.00 

15.56 

0.0200 

2.1921 

28.36 

230 

201.65 

25.00 

50.41 

0.0200 

0.2979 

62.30 

160 

97.70 

25.00 

24.42 

0.0200 

5.5047 

96.20 

160 

63.80 

25.00 

15.95 

0.0100 

1.1187 

83.16 

160 

76.84 

25.00 

19.21 

0.0100 

15.9434 

59.12 

120 

60.88 

25.00 

15.22 

0.0040 

1.1875 

59.12 

120 

60.88 

20.00 

12.18 

0.0040 

0.0231 

16.65 

230 

213.35 

25.00 

53.34 

0.0200 

19.5351 

43.55 

160 

116.45 

25.00 

29.11 

0.0200 

10.9862 

43.55 

230 

186.45 

25.00 

46.61 

0.0200 

2.8018 

16.31 

90 

73.69 

35.00 

25.79 

0.0015 

0.2311 

16.31 

90 

73.69 

30.00 

22.11 

0.0010 

0.2238 

12.52 

230 

217.48 

25.00 

54.37 

0.0200 

7.7339 

41.50 

160 

118.50 

25.00 

29.62 

0.0200 

6.7421 

41.50 

230 

188.50 

25.00 

47.12 

0.0200 

3.9532 

38.78 

90 

51.22 

35.00 

17.93 

0.0015 

0.6478 

38.78 

120 

81.22 

25.00 

20.30 

0.0040 

0.8384 

38.78 

90 

51.22 

30.00 

15.37 

0.0010 

0.7874 

66.06 

160 

93.94 

25.00 

23.49 

0.0100 

3.2412 

104.50 

160 

55.50 

25.00 

13.88 

0.0100 

0.2712 

31.44 

120 

88.56 

25.00 

22.14 

0.0040 

0.1808 

14.74 

230 

215.26 

25.00 

53.81 

0.0200 

9.7143 

14.74 

230 

215.26 

25.00 

53.81 

0.0200 

0.0035 

14.29 

90 

75.71 

35.00 

26.50 

0.0015 

0.0964 

14.29 

90 

75.71 

30.00 

22.71 

0.0010 

0.1014 

41.59 

160 

118.41 

25.00 

29.60 

0.0200 

10.7170 

41.59 

230 

188.41 

25.00 

47.10 

0.0200 

27.1633 

41.60 

160 

118.40 

25.00 

29.60 

0.0100 

20.1159 

15.64 

230 

214.36 

25.00 

53.59 

0.0200 

2.2716 

15.64 

230 

214.36 

25.00 

53.59 

0.0200 

2.3607 
















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



16005039 


Soron Ki Dhani 


Sujiya 


Tadana 


Thaiyat 


Tota 


Ugawa 


Unda 


Aau 


Ajasar 


Akhasar 


Amla 


Asolai 


Balasar 


Bapini 


Bapini Khurd 


Barjasar 


Barsingon Ka Bas 


Basi 


Bedon Ka Bera 


Bedoo 


Bedoo Kalan 


Bhadla 


Bhajan Nagar 


Bhakhri 


Bhanda 


Bheekam Kor 


Bheeyadiya 


Bheeyasar 


Bheloo 


Bhimsagar 


Bhoja Nagar 


Census Code 


0816000302069100 


0816000302070100 


0816000102038100 


0816000102040100 


0816000102037900 


0816000102023300 


0816000102039400 


0816000202048700 


Bhojas 


Bhojasar 


Boogdi 


0816000302069600 


0816000302069000 


0815000101925400 


0815000101924200 


0814000501817800 


0815000101922200 


0815000101918900 


0815000101918200 


0815000201933000 


0815000201933100 


0815000101922700 


0815000101925800 


0803000500555400 


0815000201934500 


0815000201932600 


0815000201932500 


0803000500554900 


0815000101926500 


0815000201931900 


0815000201932700 


0815000201935200 


0815000201935100 


0815000101918100 


0803000400545400 


0815000201931800 


0815000101915200 


0814000501817400 


0815000101923200 


0815000101924000 



Zone (Fresh 
/ Saline) 


34.39 Fresh 


34.15 Fresh 


92.11 Fresh 


Saline 


14.74 Fresh 


32.96 Saline 


166.11 Saline 



45.02 Fresh 


Saline 


18.57 Fresh 


49.10 Fresh 




32.24 Fresh 


42.21 Fresh 


33.91 Fresh 


22.19 Fresh 


Saline 


20.99 Fresh 


25.12 Fresh 


31.77 Fresh 


141.41 Fresh 


2.10 Fresh 


22.67 Fresh 


22.63 Fresh 


27.34 Fresh 


31.26 Fresh 


119.04 Fresh 


Saline 


116.76 Fresh 


29.34 Fresh 


16.06 Fresh 


38.57 Fresh 


Saline 


13.19 Fresh 


82.54 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Vindhyan Sandstone 

Command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Bilara Limestone 

Non-command 

Vindhyan Sandstone 

Non-command 

Bilara Limestone 

Non-command 

Vindhyan Sandstone 

Non-command 

Bilara Limestone 

Non-command 

Bilara Limestone 

Non-command 

Bilara Limestone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Bilara Limestone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Bilara Limestone 

Non-command 

Bilara Limestone 

Non-command 

Vindhyan Sandstone 

Non-command 

Bilara Limestone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Bilara Limestone 

Non-command 

Vindhyan Sandstone 

Non-command 

Bilara Limestone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Bilara Limestone 

Non-command 

Vindhyan Sandstone 

Non-command 

Bilara Limestone 

Non-command 

Bilara Limestone 

Non-command 

Bilara Limestone 

Non-command 

Vindhyan Sandstone 



16.18 


8.96 


55.88 


36.23 


14.74 


32.96 


0.15 


36.92 


34.56 


9.17 


35.85 


18.57 


0.34 


33.22 


3.52 


1.14 


3.73 


7.15 


3.10 


41.49 


39.71 


23.97 


9.96 


19.93 


16.53 


16.02 


2.92 


35.90 


31.22 


41.90 


0.31 


33.91 


4.86 


17.34 


20.99 


3.53 


21.58 


31.77 


31.45 


2.10 


5.16 


22.63 


14.41 


21.74 


103.31 


0.31 


15.42 


15.06 


4.90 


9.10 


6.96 


16.97 


21.60 


13.19 


42.31 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

98.79 

160 

61.21 

25.00 

15.30 

0.0100 

2.4767 

101.93 

160 

58.07 

25.00 

14.52 

0.0100 

1.3015 

46.74 

160 

113.26 

25.00 

28.32 

0.0200 

31.6450 

46.74 

230 

183.26 

25.00 

45.82 

0.0200 

33.2013 

71.04 

160 

88.96 

25.00 

22.24 

0.0200 

6.5564 

45.75 

230 

184.25 

25.00 

46.06 

0.0200 

30.3670 

15.28 

230 

214.72 

25.00 

53.68 

0.0200 

0.1605 

15.28 

230 

214.72 

25.00 

53.68 

0.0200 

39.6386 

15.28 

230 

214.72 

25.00 

53.68 

0.0200 

37.1031 

42.54 

160 

117.46 

25.00 

29.37 

0.0200 

5.3856 

42.54 

230 

187.46 

25.00 

46.87 

0.0200 

33.6035 

45.59 

160 

114.41 

25.00 

28.60 

0.0200 

10.6205 

60.03 

160 

99.97 

25.00 

24.99 

0.0200 

0.1680 

60.03 

160 

99.97 

25.00 

24.99 

0.0200 

16.6033 

60.03 

160 

99.97 

25.00 

24.99 

0.0200 

1.7618 

60.03 

230 

169.97 

25.00 

42.49 

0.0200 

0.9657 

60.03 

230 

169.97 

25.00 

42.49 

0.0200 

3.1728 

60.03 

230 

169.97 

25.00 

42.49 

0.0200 

6.0791 

103.23 

160 

56.77 

25.00 

14.19 

0.0100 

0.4394 

104.92 

160 

55.08 

25.00 

13.77 

0.0100 

5.7133 

79.00 

200 

121.00 

35.00 

42.35 

0.0040 

6.7261 

59.18 

200 

140.82 

35.00 

49.29 

0.0040 

4.7251 

74.96 

130 

55.05 

25.00 

13.76 

0.0040 

0.5481 

90.40 

200 

109.60 

35.00 

38.36 

0.0040 

3.0585 

53.31 

200 

146.69 

35.00 

51.34 

0.0040 

3.3943 

61.59 

175 

113.41 

35.00 

39.69 

0.0040 

2.5439 

89.96 

175 

85.04 

35.00 

29.76 

0.0040 

0.3472 

89.96 

150 

60.04 

35.00 

21.01 

0.0040 

3.0173 

87.69 

150 

62.31 

35.00 

21.81 

0.0040 

2.7234 

73.55 

200 

126.45 

35.00 

44.26 

0.0040 

7.4186 

73.55 

200 

126.45 

35.00 

44.26 

0.0040 

0.0541 

91.57 

200 

108.43 

35.00 

37.95 

0.0040 

5.1475 

55.10 

150 

94.90 

35.00 

33.21 

0.0030 

0.4839 

55.10 

150 

94.90 

30.00 

28.47 

0.0150 

7.4037 

81.20 

150 

68.80 

35.00 

24.08 

0.0040 

2.0214 

83.42 

175 

91.58 

35.00 

32.05 

0.0040 

0.4532 

83.42 

150 

66.58 

35.00 

23.30 

0.0040 

2.0119 

90.36 

150 

59.64 

35.00 

20.88 

0.0040 

2.6528 

53.34 

140 

86.66 

35.00 

30.33 

0.0030 

2.8614 

91.88 

200 

108.12 

35.00 

37.84 

0.0040 

0.3172 

56.00 

150 

94.00 

35.00 

32.90 

0.0040 

0.6785 

83.40 

150 

66.60 

35.00 

23.31 

0.0040 

2.1104 

47.00 

150 

103.00 

35.00 

36.05 

0.0040 

2.0782 

63.29 

150 

86.71 

35.00 

30.35 

0.0040 

2.6388 

70.06 

200 

129.94 

35.00 

45.48 

0.0040 

18.7936 

70.06 

200 

129.94 

35.00 

45.48 

0.0040 

0.0560 

70.06 

200 

129.94 

35.00 

45.48 

0.0040 

2.8054 

76.09 

140 

63.91 

35.00 

22.37 

0.0030 

1.0108 

72.08 

150 

77.92 

35.00 

27.27 

0.0040 

0.5345 

58.45 

175 

116.55 

35.00 

40.79 

0.0040 

1.4849 

58.45 

200 

141.55 

35.00 

49.54 

0.0040 

1.3790 

60.34 

130 

69.66 

25.00 

17.42 

0.0040 

1.1823 

60.34 

130 

69.66 

25.00 

17.42 

0.0040 

1.5047 

72.65 

200 

127.35 

35.00 

44.57 

0.0040 

2.3508 

50.59 

200 

149.41 

35.00 

52.29 

0.0040 

8.8495 






















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

73.92 

200 

126.08 

35.00 

44.13 

0.0040 

4.3367 

77.35 

200 

122.65 

35.00 

42.93 

0.0040 

0.8777 

77.35 

200 

122.65 

35.00 

42.93 

0.0040 

4.0644 

86.98 

200 

113.02 

35.00 

39.56 

0.0040 

3.6732 

86.98 

200 

113.02 

35.00 

39.56 

0.0040 

0.0264 

57.47 

175 

117.53 

35.00 

41.14 

0.0040 

0.0460 

57.47 

200 

142.53 

35.00 

49.89 

0.0040 

8.1086 

85.77 

200 

114.23 

35.00 

39.98 

0.0040 

1.3838 

39.16 

175 

135.84 

35.00 

47.54 

0.0040 

0.5294 

62.87 

130 

67.13 

25.00 

16.78 

0.0040 

0.0923 

62.87 

130 

67.13 

25.00 

16.78 

0.0040 

0.0018 

71.56 

200 

128.44 

35.00 

44.95 

0.0040 

1.8980 

72.85 

200 

127.15 

35.00 

44.50 

0.0040 

2.6925 

72.85 

200 

127.15 

35.00 

44.50 

0.0040 

0.8723 

72.81 

200 

127.19 

35.00 

44.52 

0.0040 

1.1811 

84.55 

200 

115.45 

35.00 

40.41 

0.0040 

1.1420 

56.52 

200 

143.48 

35.00 

50.22 

0.0040 

1.3945 

41.19 

175 

133.81 

35.00 

46.83 

0.0040 

2.0127 

54.25 

150 

95.75 

35.00 

33.51 

0.0030 

0.2102 

54.25 

150 

95.75 

30.00 

28.72 

0.0150 

8.8879 

76.76 

200 

123.24 

35.00 

43.13 

0.0040 

2.2863 

54.52 

130 

75.48 

25.00 

18.87 

0.0040 

0.2447 

57.61 

130 

72.40 

25.00 

18.10 

0.0040 

0.0213 

79.70 

200 

120.30 

35.00 

42.11 

0.0040 

6.8215 

79.70 

200 

120.30 

35.00 

42.11 

0.0040 

5.0014 

52.33 

130 

77.67 

25.00 

19.42 

0.0040 

0.0078 

74.95 

200 

125.05 

35.00 

43.77 

0.0040 

2.2625 

52.72 

200 

147.28 

35.00 

51.55 

0.0040 

6.9494 

45.67 

200 

154.33 

35.00 

54.02 

0.0040 

2.8813 

60.50 

130 

69.50 

25.00 

17.37 

0.0040 

1.4401 

60.50 

120 

59.50 

25.00 

14.87 

0.0040 

1.9373 

56.61 

130 

73.39 

25.00 

18.35 

0.0040 

1.1296 

56.61 

130 

73.39 

25.00 

18.35 

0.0040 

0.3365 

73.26 

200 

126.74 

35.00 

44.36 

0.0040 

4.0694 

73.26 

200 

126.74 

10.00 

12.67 

0.0040 

0.0102 

68.32 

130 

61.68 

25.00 

15.42 

0.0040 

0.0112 

86.83 

200 

113.17 

35.00 

39.61 

0.0040 

1.0583 

71.48 

200 

128.52 

35.00 

44.98 

0.0040 

8.8016 

42.69 

175 

132.31 

35.00 

46.31 

0.0040 

2.0758 

77.08 

150 

72.92 

35.00 

25.52 

0.0040 

1.5138 

72.72 

175 

102.29 

35.00 

35.80 

0.0040 

0.1535 

72.72 

200 

127.29 

35.00 

44.55 

0.0040 

0.1564 

72.72 

200 

127.29 

10.00 

12.73 

0.0040 

0.0992 

72.72 

200 

127.29 

10.00 

12.73 

0.0040 

0.1800 

87.32 

200 

112.68 

35.00 

39.44 

0.0040 

6.9611 

84.79 

200 

115.21 

35.00 

40.32 

0.0040 

9.3945 

84.79 

200 

115.21 

35.00 

40.32 

0.0040 

1.8562 

67.40 

175 

107.60 

35.00 

37.66 

0.0040 

1.7193 

67.40 

200 

132.60 

35.00 

46.41 

0.0040 

7.0171 

74.65 

200 

125.35 

35.00 

43.87 

0.0040 

1.9813 

45.56 

175 

129.44 

35.00 

45.30 

0.0040 

2.0836 

57.86 

175 

117.14 

35.00 

41.00 

0.0040 

0.2303 

46.02 

175 

128.98 

35.00 

45.14 

0.0040 

1.9073 

59.10 

200 

140.90 

35.00 

49.31 

0.0040 

0.6205 

95.38 

150 

54.62 

35.00 

19.12 

0.0040 

1.5116 





























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

56.71 

130 

73.29 

25.00 

18.32 

0.0040 

0.5854 

56.71 

120 

63.29 

25.00 

15.82 

0.0040 

1.6228 

56.71 

130 

73.29 

25.00 

18.32 

0.0040 

0.0598 

50.91 

150 

99.09 

35.00 

34.68 

0.0030 

1.1725 

50.91 

150 

99.09 

30.00 

29.73 

0.0150 

1.0517 

72.00 

200 

128.00 

35.00 

44.80 

0.0040 

1.7636 

72.00 

200 

128.00 

35.00 

44.80 

0.0040 

0.3941 

46.58 

130 

83.42 

25.00 

20.86 

0.0040 

0.0214 

77.63 

150 

72.37 

35.00 

25.33 

0.0040 

0.0000 

43.81 

200 

156.19 

35.00 

54.67 

0.0040 

1.9539 

77.32 

130 

52.68 

25.00 

13.17 

0.0040 

0.8431 

84.40 

150 

65.60 

35.00 

22.96 

0.0040 

3.4404 

46.12 

150 

103.88 

35.00 

36.36 

0.0030 

0.1591 

74.26 

200 

125.74 

35.00 

44.01 

0.0040 

8.6923 

88.00 

200 

112.00 

35.00 

39.20 

0.0040 

0.2206 

88.00 

200 

112.00 

35.00 

39.20 

0.0040 

3.1238 

53.51 

150 

96.49 

35.00 

33.77 

0.0040 

4.0376 

55.42 

130 

74.58 

25.00 

18.64 

0.0040 

1.6386 

55.42 

120 

64.58 

25.00 

16.14 

0.0040 

0.0003 

72.91 

200 

127.09 

35.00 

44.48 

0.0040 

1.5610 

72.91 

200 

127.09 

10.00 

12.71 

0.0040 

0.1375 

57.19 

200 

142.81 

35.00 

49.98 

0.0040 

5.3098 

71.96 

175 

103.04 

35.00 

36.06 

0.0040 

0.0286 

71.96 

200 

128.04 

35.00 

44.81 

0.0040 

1.4626 

68.95 

175 

106.05 

35.00 

37.12 

0.0040 

1.7216 

68.95 

200 

131.05 

35.00 

45.87 

0.0040 

0.6042 

74.78 

200 

125.22 

35.00 

43.83 

0.0040 

1.6376 

72.62 

175 

102.38 

35.00 

35.83 

0.0040 

0.6266 

72.62 

200 

127.38 

35.00 

44.58 

0.0040 

2.9225 

72.62 

200 

127.38 

10.00 

12.74 

0.0040 

0.0083 

78.11 

150 

71.89 

35.00 

25.16 

0.0040 

1.1147 

66.28 

200 

133.72 

35.00 

46.80 

0.0040 

5.8643 

57.57 

200 

142.43 

35.00 

49.85 

0.0040 

7.3159 

54.40 

200 

145.60 

35.00 

50.96 

0.0040 

0.7996 

56.28 

150 

93.72 

30.00 

28.12 

0.0150 

1.7095 

57.39 

175 

117.61 

35.00 

41.16 

0.0040 

1.6167 

57.39 

200 

142.61 

35.00 

49.91 

0.0040 

0.5095 

80.18 

150 

69.82 

35.00 

24.44 

0.0040 

6.6840 

82.84 

150 

67.16 

35.00 

23.50 

0.0040 

0.3481 

77.75 

200 

122.25 

35.00 

42.79 

0.0040 

2.1036 

82.21 

200 

117.79 

35.00 

41.23 

0.0040 

1.0974 

71.11 

200 

128.89 

35.00 

45.11 

0.0040 

5.0007 

71.11 

200 

128.89 

35.00 

45.11 

0.0040 

0.0356 

48.24 

175 

126.76 

35.00 

44.37 

0.0040 

9.6926 

77.12 

200 

122.88 

35.00 

43.01 

0.0040 

0.8319 

77.12 

200 

122.88 

35.00 

43.01 

0.0040 

3.0458 

41.47 

175 

133.53 

35.00 

46.74 

0.0040 

2.8020 

63.99 

175 

111.01 

35.00 

38.85 

0.0040 

0.4393 

72.62 

150 

77.38 

35.00 

27.08 

0.0040 

7.5032 

77.90 

200 

122.10 

35.00 

42.74 

0.0040 

5.6957 

58.37 

130 

71.63 

25.00 

17.91 

0.0040 

0.9086 

58.76 

130 

71.24 

25.00 

17.81 

0.0040 

0.0073 

87.92 

150 

62.08 

35.00 

21.73 

0.0040 

2.5895 

57.06 

175 

117.94 

35.00 

41.28 

0.0040 

0.5312 

61.73 

175 

113.27 

35.00 

39.65 

0.0040 

3.4725 































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Nokhra Godara 


Nokhra Patawatan 


Ompura 


Paboosar 


Pabupura 


Paleena 


Pali-1 


Palli 


Palli li 


Parasala 


Pariyal 


Pashchimi Dhani 


Poonasar 


Radiya Bera 


Radka Pura 


Raika Bagh 


Raimalwara 


Rajala 


Ranisar 


Ridmalsar 


Rohina 


Roopana Jaitana 


Sadhoona 


Sadri 


Sajnaniyon Ki Dhani 


Sanwata 


Saruda 


Shivpuri 


Shri Jammeshwar Nag 


Singdasar 


Sobhana 


Son Nagar 


Sri Krishnanagar 


Sri Lachhamannagar 


Sri Ramnagar 


Sutharanada 


Suwap 


Tant 


Tantwas 


Census Code 


0815000101925000 


0815000101925300 


0815000201933200 


0814000501817600 


0815000101916100 


0815000101919200 


0815000201932000 


0815000201932200 


0815000201932100 


0815000201936900 


0815000101919000 


0815000101930800 


0815000201933300 


0815000201934400 


0815000101918700 


0815000101918300 


0815000201933900 


0815000101930600 


0815000101922600 


0815000101924500 


0815000101923900 


0815000101927300 


0803000500555700 


0815000101931100 


0815000101917900 


0815000201934200 


0803000500555200 


Zone (Fresh 
/ Saline) 


0815000101926900 


0815000101926800 


0815000101926700 


0803000500555100 


0814000501817500 


0815000101924800 


0815000101924900 


0815000101924700 


0815000101923800 


0815000101925600 


0803000500556000 


0814000501817900 



Type of Area 

(Command / Non- Hydrogeological Unit 
command) 



24.35 Fresh 


11.23 Fresh 


7.23 Fresh 


56.65 Fresh 


8.11 Fresh 


29.86 Fresh 


95.86 Fresh 


76.82 Fresh 


18.70 Fresh 


37.86 Fresh 


5.58 Fresh 


14.32 Saline 


14.61 Fresh 


114.42 Fresh 






12.98 Fresh 


27.66 Fresh 


Saline 


20.41 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

57.18 

175 

117.82 

35.00 

41.24 

0.0040 

0.7238 

59.93 

200 

140.08 

35.00 

49.03 

0.0040 

2.0976 

86.72 

150 

63.28 

35.00 

22.15 

0.0040 

0.2596 

71.84 

130 

58.16 

25.00 

14.54 

0.0040 

2.0657 

65.11 

175 

109.89 

35.00 

38.46 

0.0040 

1.0941 

53.93 

200 

146.07 

35.00 

51.12 

0.0040 

12.7608 

99.66 

150 

50.34 

35.00 

17.62 

0.0040 

1.2862 

100.37 

150 

49.63 

35.00 

17.37 

0.0040 

4.6601 

93.72 

150 

56.28 

35.00 

19.70 

0.0040 

2.7554 

76.76 

150 

73.24 

35.00 

25.63 

0.0040 

2.6325 

53.22 

200 

146.78 

35.00 

51.37 

0.0040 

7.3865 

68.58 

200 

131.42 

35.00 

46.00 

0.0040 

1.4510 

84.17 

175 

90.83 

35.00 

31.79 

0.0040 

5.4089 

84.17 

150 

65.83 

35.00 

23.04 

0.0040 

0.6448 

90.81 

150 

59.19 

35.00 

20.72 

0.0040 

2.0180 

43.22 

200 

156.78 

35.00 

54.87 

0.0040 

2.4653 

54.12 

175 

120.88 

35.00 

42.31 

0.0040 

0.4516 

72.99 

150 

77.01 

35.00 

26.95 

0.0040 

0.0807 

49.14 

200 

150.86 

35.00 

52.80 

0.0040 

1.2696 

58.24 

200 

141.76 

35.00 

49.62 

0.0040 

5.9268 

67.29 

200 

132.71 

35.00 

46.45 

0.0040 

11.1645 

67.29 

200 

132.71 

35.00 

46.45 

0.0040 

0.5356 

58.95 

200 

141.05 

35.00 

49.37 

0.0040 

14.3973 

78.55 

200 

121.45 

35.00 

42.51 

0.0040 

2.6614 

52.42 

150 

97.58 

35.00 

34.15 

0.0030 

1.1761 

52.42 

140 

87.58 

35.00 

30.65 

0.0030 

1.2643 

48.84 

200 

151.16 

35.00 

52.91 

0.0040 

0.5809 

72.83 

200 

127.17 

10.00 

12.72 

0.0040 

0.3927 

72.83 

200 

127.17 

10.00 

12.72 

0.0040 

0.3356 

81.28 

150 

68.72 

35.00 

24.05 

0.0040 

1.4051 

55.94 

150 

94.06 

35.00 

32.92 

0.0030 

0.3841 

55.94 

140 

84.06 

35.00 

29.42 

0.0030 

1.4386 

55.94 

150 

94.06 

30.00 

28.22 

0.0150 

28.9846 

55.94 

140 

84.06 

30.00 

25.22 

0.0030 

0.0765 

68.53 

200 

131.47 

35.00 

46.01 

0.0040 

0.9789 

68.53 

200 

131.47 

35.00 

46.01 

0.0040 

2.1594 

74.10 

200 

125.90 

35.00 

44.07 

0.0040 

1.3996 

86.69 

200 

113.31 

35.00 

39.66 

0.0040 

1.2117 

94.06 

200 

105.94 

35.00 

37.08 

0.0040 

0.6416 

50.13 

140 

89.87 

35.00 

31.46 

0.0030 

4.0175 

65.11 

130 

64.89 

25.00 

16.22 

0.0040 

0.9195 

65.87 

200 

134.13 

35.00 

46.94 

0.0040 

9.4363 

62.37 

200 

137.63 

35.00 

48.17 

0.0040 

5.7354 

79.18 

200 

120.82 

35.00 

42.29 

0.0040 

3.1203 

68.31 

200 

131.69 

35.00 

46.09 

0.0040 

1.8755 

87.24 

200 

112.76 

35.00 

39.47 

0.0040 

0.4977 

87.24 

200 

112.76 

35.00 

39.47 

0.0040 

0.4096 

48.32 

150 

101.68 

35.00 

35.59 

0.0030 

3.9034 

48.32 

140 

91.68 

35.00 

32.09 

0.0030 

0.3341 

45.76 

150 

104.24 

35.00 

36.48 

0.0030 

0.3098 

58.05 

130 

71.95 

25.00 

17.99 

0.0040 

1.6613 

58.05 

130 

71.95 

25.00 

17.99 

0.0040 

0.0151 

72.87 

175 

102.13 

35.00 

35.74 

0.0040 

0.1370 

72.87 

200 

127.13 

35.00 

44.49 

0.0040 

1.4655 

72.87 

200 

127.13 

10.00 

12.71 

0.0040 

0.3812 


































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 

Vindhya 

n Sandstone 

Vindhyan Sandstone 

Vindhya 

n Sandstone 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Phyllite 

& Schist 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Phyllite 

& Schist 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Phyllite 

& Schist 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Vindhyan Sandstone 

Older Al 

uvium 

Older Al 

uvium 

Vindhya 

n Sandstone 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

72.87 

200 

127.13 

10.00 

12.71 

0.0040 

0.1892 

93.89 

150 

56.11 

35.00 

19.64 

0.0040 

1.7640 

75.66 

200 

124.34 

35.00 

43.52 

0.0040 

2.5898 

60.56 

100 

39.44 

40.00 

15.78 

0.0150 

0.7089 

39.96 

110 

70.04 

40.00 

28.02 

0.0150 

4.9318 

48.20 

110 

61.80 

40.00 

24.72 

0.0150 

1.5798 

49.71 

110 

60.29 

40.00 

24.12 

0.0150 

2.8943 

57.05 

110 

52.95 

40.00 

21.18 

0.0150 

1.4880 

61.53 

100 

38.47 

40.00 

15.39 

0.0150 

0.3781 

53.18 

110 

56.82 

40.00 

22.73 

0.0150 

0.0940 

33.70 

110 

76.30 

40.00 

30.52 

0.0150 

2.2093 

43.23 

110 

66.77 

40.00 

26.71 

0.0150 

1.8998 

38.45 

110 

71.55 

40.00 

28.62 

0.0150 

1.0663 

43.61 

110 

66.39 

40.00 

26.56 

0.0150 

1.1784 

42.30 

80 

37.70 

5.00 

1.88 

0.0015 

0.0008 

64.74 

110 

45.26 

40.00 

18.11 

0.0150 

2.5339 

61.59 

110 

48.41 

40.00 

19.36 

0.0150 

2.3632 

59.03 

100 

40.97 

40.00 

16.39 

0.0150 

0.5918 

35.10 

110 

74.90 

40.00 

29.96 

0.0150 

2.0693 

34.79 

110 

75.21 

40.00 

30.08 

0.0150 

4.5138 

60.76 

110 

49.24 

40.00 

19.69 

0.0150 

1.1015 

39.74 

80 

40.27 

5.00 

2.01 

0.0015 

0.0000 

58.90 

100 

41.10 

40.00 

16.44 

0.0150 

0.0189 

46.18 

110 

63.82 

40.00 

25.53 

0.0150 

6.1024 

45.50 

110 

64.50 

40.00 

25.80 

0.0150 

5.1055 

59.63 

110 

50.37 

40.00 

20.15 

0.0150 

1.5429 

56.89 

110 

53.11 

40.00 

21.24 

0.0150 

2.2261 

32.72 

110 

77.28 

40.00 

30.91 

0.0150 

3.1542 

58.75 

100 

41.25 

40.00 

16.50 

0.0150 

0.0321 

58.47 

75 

16.53 

25.00 

4.13 

0.0150 

0.0007 

48.10 

110 

61.90 

40.00 

24.76 

0.0150 

2.1940 

58.97 

100 

41.03 

40.00 

16.41 

0.0150 

0.7832 

34.79 

110 

75.21 

40.00 

30.08 

0.0150 

1.3894 

34.79 

80 

45.21 

5.00 

2.26 

0.0015 

0.0016 

50.36 

110 

59.64 

40.00 

23.86 

0.0150 

3.4635 

59.02 

100 

40.98 

40.00 

16.39 

0.0150 

1.1133 

35.58 

110 

74.42 

40.00 

29.77 

0.0150 

0.0111 

57.13 

100 

42.87 

40.00 

17.15 

0.0150 

0.0013 

50.37 

110 

59.63 

40.00 

23.85 

0.0150 

2.7150 

57.17 

110 

52.83 

40.00 

21.13 

0.0150 

1.4032 

61.83 

110 

48.17 

40.00 

19.27 

0.0150 

2.1288 

45.71 

110 

64.29 

40.00 

25.72 

0.0150 

2.1873 

44.94 

110 

65.06 

40.00 

26.02 

0.0150 

4.7368 

56.17 

110 

53.83 

40.00 

21.53 

0.0150 

0.2330 

59.50 

100 

40.50 

40.00 

16.20 

0.0150 

0.4057 

50.93 

110 

59.07 

40.00 

23.63 

0.0150 

2.1722 

45.53 

110 

64.47 

40.00 

25.79 

0.0150 

1.8047 

55.53 

110 

54.47 

40.00 

21.79 

0.0150 

2.4565 

59.46 

110 

50.54 

40.00 

20.22 

0.0150 

1.6246 

50.31 

110 

59.69 

40.00 

23.88 

0.0150 

2.7846 

97.06 

110 

12.94 

40.00 

5.17 

0.0150 

0.7116 

97.06 

120 

22.94 

25.00 

5.73 

0.0040 

0.0096 

45.27 

110 

64.73 

40.00 

25.89 

0.0150 

1.7571 

42.84 

110 

67.16 

40.00 

26.87 

0.0150 

2.2181 

96.88 

120 

23.12 

25.00 

5.78 

0.0040 

0.0260 









































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 

Census Code 

Gaonri 

0814000201780700 

Gawariyon Ki Dhan 

0814000201773800 

Gelasar 

0814000901877700 

Godras 

0814000201774200 

Gothri 

0814000901877000 


Zone (Fresh 
/ Saline) 


Hudeel 


Indrapura 


Jaitpura 


Jakharon Ka Bas 


Jewaliyawas 


Jharod 


Jiliya 


Kaloli 


Kalyanpura 


Karkeri 


Khanri 


Khardiya 


Kharesh 


Kharwaliya 


Khateera Ki Dhani 


Khatu Kalan 


Khatu Khurd 


Khojas 


Khorandi 


Khunkhuna 


Khuri 


Kishanpura 


Kodiya 


Kokpura 


Koniyara 


Kuchetiya 


Kukrod 


Kunkana Ki Dhani 


Kurli 


Kuroli 


Ladariya 


Ladpura 


Lakheepura 


Lalas 


Lega Ki Dhani 


Loroli 


Loroli Kalan 


Loroli Khurd 


Magrasi 


Manda Kheri 


Mandookara 


Mangalpura 


Mangalwa 


Molasar 


Moti Nagar 


0814001001889600 


0814000201779100 


0814000201781600 


0814000201782400 


0814000201777800 


0814000201782300 


0814001001892800 


0814001001888700 


0814000201780100 


0814001001888400 


0814000201784300 


0814000901880800 


0814000201777900 


0814000201780000 


0814000201782900 


0814000301797900 


0814000201778700 


0814000201780900 


0814001001890000 


0814000201774300 


0814000201779300 


0814000201784600 


0814000201778900 


0814001001889400 


0814000201778800 


0814000201779500 


0814000901878200 


0814000201780600 


0814000201782100 


0814000201778400 


0814000201782500 


0814000901877600 


0814000201783600 


0814001001889900 


0814000201780500 


0814000201778200 


0814000201773900 


0814000201778300 


0813000401704000 


0814000901880900 


0814000201779800 


0814001001892500 


0814000901876800 


0814000201783100 


0814000301798300 


5.47 Fresh 


2.63 Fresh 


15.07 Fresh 


12.47 Fresh 


16.96 Fresh 


13.61 Fresh 


11.39 Fresh 


13.04 Fresh 


7.99 Fresh 


7.85 Fresh 


2.99 Fresh 


7.40 Fresh 


3.39 Fresh 


5.66 Fresh 


13.99 Fresh 


5.80 Fresh 


3.46 Fresh 


12.67 Fresh 


2.64 Fresh 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Phyllite & Schist 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Vindhya 

n Sandstone 

Older Al 

uvium 

Vindhya 

n Sandstone 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Vindhyan Sandstone 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Phyllite & Schist 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

48.48 

110 

61.52 

40.00 

24.61 

0.0150 

2.0174 

42.36 

110 

67.64 

40.00 

27.06 

0.0150 

0.6540 

51.10 

110 

58.90 

40.00 

23.56 

0.0150 

5.3260 

27.47 

110 

82.53 

40.00 

33.01 

0.0150 

0.9152 

36.85 

110 

73.15 

40.00 

29.26 

0.0150 

3.9700 

36.85 

80 

43.15 

5.00 

2.16 

0.0015 

0.0024 

68.03 

100 

31.97 

40.00 

12.79 

0.0150 

1.1371 

37.24 

110 

72.76 

40.00 

29.11 

0.0150 

2.2411 

41.97 

110 

68.03 

40.00 

27.21 

0.0150 

1.9769 

57.46 

110 

52.54 

40.00 

21.02 

0.0150 

0.9716 

42.41 

110 

67.59 

40.00 

27.04 

0.0150 

3.7743 

51.10 

110 

58.90 

40.00 

23.56 

0.0150 

2.9960 

57.45 

100 

42.55 

40.00 

17.02 

0.0150 

0.0225 

59.03 

100 

40.97 

40.00 

16.39 

0.0150 

1.1127 

39.25 

110 

70.75 

40.00 

28.30 

0.0150 

1.7986 

60.96 

100 

39.04 

40.00 

15.62 

0.0150 

0.5752 

56.03 

110 

53.97 

40.00 

21.59 

0.0150 

0.4284 

37.85 

110 

72.15 

40.00 

28.86 

0.0150 

0.0700 

43.70 

110 

66.30 

40.00 

26.52 

0.0150 

5.3611 

38.16 

110 

71.84 

40.00 

28.74 

0.0150 

3.8496 

63.56 

110 

46.44 

40.00 

18.58 

0.0150 

1.3011 

94.18 

110 

15.82 

40.00 

6.33 

0.0150 

0.2662 

94.18 

120 

25.82 

25.00 

6.45 

0.0040 

0.1800 

59.81 

110 

50.19 

40.00 

20.08 

0.0150 

2.6980 

59.81 

120 

60.19 

25.00 

15.05 

0.0040 

0.0961 

45.61 

110 

64.39 

40.00 

25.76 

0.0150 

4.4016 

66.07 

100 

33.93 

40.00 

13.57 

0.0150 

0.0031 

33.21 

110 

76.79 

40.00 

30.72 

0.0150 

0.9067 

27.73 

110 

82.27 

40.00 

32.91 

0.0150 

3.8738 

39.24 

110 

70.76 

40.00 

28.31 

0.0150 

1.2700 

32.52 

110 

77.48 

40.00 

30.99 

0.0150 

3.4381 

58.78 

100 

41.22 

40.00 

16.49 

0.0150 

0.3146 

78.07 

110 

31.93 

40.00 

12.77 

0.0150 

0.5997 

78.07 

120 

41.93 

25.00 

10.48 

0.0040 

0.1054 

31.09 

110 

78.91 

40.00 

31.57 

0.0150 

2.4383 

51.09 

110 

58.91 

40.00 

23.56 

0.0150 

3.2876 

55.53 

110 

54.47 

40.00 

21.79 

0.0150 

1.5562 

36.66 

110 

73.34 

40.00 

29.33 

0.0150 

2.1570 

43.65 

110 

66.35 

40.00 

26.54 

0.0150 

4.5792 

57.79 

110 

52.21 

40.00 

20.88 

0.0150 

5.8540 

50.52 

110 

59.48 

40.00 

23.79 

0.0150 

2.1087 

64.90 

110 

45.10 

40.00 

18.04 

0.0150 

0.3734 

67.99 

100 

32.01 

40.00 

12.80 

0.0150 

0.9383 

51.83 

110 

58.17 

40.00 

23.27 

0.0150 

2.6294 

47.76 

110 

62.24 

40.00 

24.90 

0.0150 

1.8121 

46.45 

110 

63.55 

40.00 

25.42 

0.0150 

2.4864 

50.41 

110 

59.59 

40.00 

23.84 

0.0150 

4.2040 

58.60 

75 

16.40 

25.00 

4.10 

0.0150 

0.2179 

40.99 

110 

69.01 

40.00 

27.60 

0.0150 

0.9404 

40.99 

80 

39.01 

5.00 

1.95 

0.0015 

0.0010 

33.59 

110 

76.41 

40.00 

30.56 

0.0150 

6.4151 

61.89 

100 

38.11 

40.00 

15.24 

0.0150 

0.0048 

28.38 

110 

81.62 

40.00 

32.65 

0.0150 

1.6959 

60.76 

110 

49.24 

40.00 

19.69 

0.0150 

0.2062 

83.32 

110 

26.68 

40.00 

10.67 

0.0150 

0.0557 
































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


16005041 


Village Name 

Census Code 

Nandoli Chandawatan 

0814000901877800 

Nandoliwas 

0814000901877900 

Nawad 

0814000901877100 

Neem Nagar 

0814000301798100 

Nehru Nagar 

0814001001889700 

Nimba Ka Bas 

0814000201783400 

Nimod 

0814000201782800 

Nosar 

0814000201782600 

Parewadi 

0814001001888600 

Pawa 

0814000201779200 


Zone (Fresh 
/ Saline) 


Peedwa 


Peepala Ka Bas 


Pyawan 


Raithaliya 


Rajapura 


Rajpura 


Rampur 


Ranasar 


Rani Gaon 


Rasal 


Raseedpura 


Reeksabas 


Ruwan 


Safer Chhoti 


Sagoo Kalan 


Sagoo Khurd 


Saniya 


Seeniya 


Sherani Abad 


Shivpurvi 


Singrawat Kalan 


Singrawat Khurd 


Soothli 


Suratpura 


Thebri 


Todas 


Tosina 


Ucheriya 


Achalpura 


Bagdawat Nagar 


Baiteena 


Baloosingh Ki Dhani 


Bamnoo 


Barath Ka Gaon 


Barlimanda 


Begti Kalan 


Begti Khurd 


Bhakhri 


0814000201779700 


0814000201783700 


0814000201774400 


0814000901877300 


0814000701849600 


0814001001888500 


0814000901878000 


0814001001893600 


0814000901876600 


0814001001893900 


0814000201783000 


0814000201783900 


0814000201778100 


0814000901878500 


0814000201773700 


0814000201773600 


0814000201778000 


0814000901876900 


0814000201778600 


0814001001892100 


0814000201774600 


0814000201774500 


0814000901878400 


0814001001889000 


0814000201781000 


0814001001889500 


0814000201780400 


0814000901876500 


0814000901878300 


0816000202058300 


0815000101930200 


0816000202058400 


0816000202056300 


0815000101928900 


0816000202056200 


0816000202053000 


0815000101914900 


0815000101920700 


0815000201931900 


15.73 Fresh 


7.15 Fresh 


8.72 Fresh 


7.72 Fresh 


7.05 Fresh 


6.89 Fresh 


6.84 Fresh 


7.20 Fresh 


10.75 Fresh 


9.46 Fresh 


34.77 Fresh 


14.85 Fresh 


Saline 


11.21 Fresh 


Saline 


72.31 Fresh 


47.59 Fresh 


22.67 Fresh 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Phyllite & Schist 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Phyllite & Schist 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Phyllite & Schist 

Older Alluvium 

Jalore Granite 

Vindhya 

n Sandstone 

Jalore Granite 

Jurassic Sandstone 

Rhyolite 

Vindhya 

n Sandstone 

Rhyolite 

Rhyolite 

Rhyolite 

Rhyolite 

Bilara Limestone 

Bilara Limestone 

Vindhyan Sandstone 

Vindhya 

n Sandstone 1 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

50.69 

110 

59.31 

40.00 

23.72 

0.0150 

2.4465 

51.15 

110 

58.85 

40.00 

23.54 

0.0150 

1.5781 

49.00 

110 

61.00 

40.00 

24.40 

0.0150 

0.9148 

85.03 

110 

24.97 

40.00 

9.99 

0.0150 

0.2572 

65.49 

100 

34.51 

40.00 

13.80 

0.0150 

0.0856 

64.49 

110 

45.51 

40.00 

18.20 

0.0150 

4.2660 

63.84 

110 

46.16 

40.00 

18.46 

0.0150 

3.6774 

53.53 

110 

56.47 

40.00 

22.59 

0.0150 

1.8798 

59.00 

100 

41.00 

40.00 

16.40 

0.0150 

1.4507 

47.63 

110 

62.37 

40.00 

24.95 

0.0150 

5.3053 

47.63 

80 

32.37 

5.00 

1.62 

0.0028 

0.0038 

38.48 

110 

71.52 

40.00 

28.61 

0.0150 

6.7495 

63.93 

110 

46.07 

40.00 

18.43 

0.0150 

1.9750 

28.89 

110 

81.11 

40.00 

32.45 

0.0150 

0.2386 

53.66 

110 

56.34 

40.00 

22.54 

0.0150 

2.1723 

61.59 

110 

48.41 

40.00 

19.36 

0.0150 

0.5124 

59.13 

100 

40.87 

40.00 

16.35 

0.0150 

0.8061 

52.51 

110 

57.49 

40.00 

22.99 

0.0150 

1.5599 

54.79 

100 

45.21 

40.00 

18.08 

0.0150 

0.3221 

43.32 

110 

66.68 

40.00 

26.67 

0.0150 

0.3291 

43.32 

80 

36.68 

5.00 

1.83 

0.0015 

0.0106 

55.24 

100 

44.76 

40.00 

17.91 

0.0150 

1.3017 

61.40 

110 

48.60 

40.00 

19.44 

0.0150 

4.2038 

62.42 

110 

47.58 

40.00 

19.03 

0.0150 

1.2861 

42.52 

110 

67.48 

40.00 

26.99 

0.0150 

6.6049 

49.00 

110 

61.00 

40.00 

24.40 

0.0150 

0.3035 

42.12 

110 

67.88 

40.00 

27.15 

0.0150 

0.0027 

56.11 

110 

53.89 

40.00 

21.55 

0.0150 

1.6794 

42.05 

110 

67.95 

40.00 

27.18 

0.0150 

7.4801 

33.01 

110 

76.99 

40.00 

30.80 

0.0150 

2.9113 

61.89 

110 

48.11 

40.00 

19.25 

0.0150 

0.2063 

58.03 

100 

41.97 

40.00 

16.79 

0.0150 

0.0464 

34.53 

110 

75.47 

40.00 

30.19 

0.0150 

0.2821 

38.53 

110 

71.47 

40.00 

28.59 

0.0150 

2.7198 

50.45 

110 

59.55 

40.00 

23.82 

0.0150 

2.9715 

59.06 

100 

40.94 

40.00 

16.38 

0.0150 

1.0455 

50.92 

110 

59.08 

40.00 

23.63 

0.0150 

4.1647 

63.07 

100 

36.93 

40.00 

14.77 

0.0150 

1.9915 

51.77 

110 

58.23 

40.00 

23.29 

0.0150 

6.0139 

41.59 

80 

38.41 

5.00 

1.92 

0.0015 

0.0065 

51.73 

110 

58.27 

40.00 

23.31 

0.0150 

0.8087 

12.89 

90 

77.11 

35.00 

26.99 

0.0015 

1.0799 

58.92 

200 

141.08 

35.00 

49.38 

0.0040 

4.9938 

25.75 

90 

64.25 

35.00 

22.49 

0.0015 

0.0215 

25.75 

120 

94.25 

25.00 

23.56 

0.0040 

0.0003 

14.69 

100 

85.31 

35.00 

29.86 

0.0015 

0.1677 

52.24 

200 

147.76 

35.00 

51.71 

0.0040 

7.1923 

16.17 

100 

83.83 

35.00 

29.34 

0.0015 

0.1230 

16.17 

100 

83.83 

30.00 

25.15 

0.0015 

0.1751 

7.20 

100 

92.80 

35.00 

32.48 

0.0015 

0.1615 

7.20 

100 

92.80 

30.00 

27.84 

0.0015 

0.3299 

65.70 

200 

134.30 

35.00 

47.00 

0.0040 

9.2721 

77.21 

200 

122.79 

35.00 

42.98 

0.0040 

1.3015 

77.21 

200 

122.79 

35.00 

42.98 

0.0040 

0.1288 

56.00 

150 

94.00 

35.00 

32.90 

0.0040 

2.2945 






























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Bhankhri 


Bhayyon Ki Dhani 


Bher 


Bhimsagar 


Bhoja Kor 


Biliya 


Chacha 


Chanani 


Chand Sama 


Chhayan-I 


Chhayan-li 


Chikni Nari 


Chok 


Daya Kor 


Daya Sagar 


Dechoo 


Dediya 


Devalpura 


Dhadho 


Dhelana 


Dholiya 


Dhoorsar 


Didaniya 


Doodhiya 


Fateh Sagar 


Galar 


Gilakor 


Gomat 


Gumanpura 


Gundala 


Hadman Nagar 


Hanumanpura 


Harisingh Nagar 


Census Code 


0816000202055700 


0815000101929700 


0815000201931300 


0815000201931800 


0815000101929900 


0816000202053100 


0816000202051600 


0816000202051300 


0815000501970900 


0816000202049400 


0816000202049500 


0815000101930700 


0816000202053800 


0815000101930500 


0815000101921100 


0815000501973900 


0815000101929100 


0816000202055300 


0815000101929000 


0815000101931200 


0816000202050900 


0816000202052700 


0816000202052000 


0816000202049800 


0815000101930300 


0816000202050000 


0815000501972600 


0816000202051700 


0815000501972300 


0816000202060100 


0815000201931600 


0815000101920900 


0815000501972500 


Zone (Fresh 
/ Saline) 



66.05 Fresh 


55.63 Fresh 


Saline 


80.88 Saline 


15.05 Fresh 


12.19 Fresh 





5.36 Fresh 


43.46 Fresh 



34.73 Fresh 


Saline 


18.37 Fresh 


12.39 Fresh 


29.41 Fresh 


60.05 Fresh 



43.30 Fresh 


Saline 


60.42 Fresh 


15.69 Fresh 


31.84 Fresh 


61.18 Fresh 


9.97 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Rhyolite 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Jalore Granite 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Jalore Granite 

Non-command 

Rhyolite 

Non-command 

Jalore Granite 

Non-command 

Rhyolite 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Rhyolite 

Non-command 

Rhyolite 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Rhyolite 

Non-command 

Vindhyan Sandstone 

Non-command 

Rhyolite 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Bilara Limestone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Jalore Granite 

Non-command 

Rhyolite 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Bilara Limestone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Rhyolite 

Non-command 

Vindhyan Sandstone 

Non-command 

Rhyolite 

Non-command 

Vindhyan Sandstone 

Non-command 

Rhyolite 

Non-command 

Rhyolite 

Non-command 

Vindhyan Sandstone 

Non-command 

Jalore Granite 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

31.00 

120 

89.00 

25.00 

22.25 

0.0040 

1.1656 

47.55 

200 

152.45 

35.00 

53.36 

0.0040 

4.7342 

69.54 

150 

80.46 

35.00 

28.16 

0.0040 

2.0420 

72.08 

150 

77.92 

35.00 

27.27 

0.0040 

2.6667 

46.68 

200 

153.32 

35.00 

53.66 

0.0040 

7.8033 

19.31 

100 

80.69 

35.00 

28.24 

0.0015 

0.8953 

16.89 

120 

103.11 

25.00 

25.78 

0.0040 

2.3680 

33.07 

120 

86.93 

25.00 

21.73 

0.0040 

1.0510 

33.07 

90 

56.93 

30.00 

17.08 

0.0010 

0.0004 

33.07 

120 

86.93 

25.00 

21.73 

0.0200 

3.2128 

37.58 

150 

112.42 

35.00 

39.35 

0.0040 

3.4139 

67.73 

120 

52.27 

25.00 

13.07 

0.0040 

0.2127 

67.73 

120 

52.27 

25.00 

13.07 

0.0200 

3.0801 

72.39 

120 

47.61 

25.00 

11.90 

0.0200 

0.0356 

56.52 

200 

143.48 

35.00 

50.22 

0.0040 

0.3292 

8.43 

90 

81.57 

35.00 

28.55 

0.0015 

0.5220 

8.43 

100 

91.57 

35.00 

32.05 

0.0015 

0.0000 

11.89 

90 

78.12 

35.00 

27.34 

0.0015 

1.0193 

11.89 

100 

88.12 

35.00 

30.84 

0.0015 

0.3954 

54.09 

200 

145.91 

35.00 

51.07 

0.0040 

7.8146 

77.98 

200 

122.02 

35.00 

42.71 

0.0040 

1.9524 

51.97 

150 

98.03 

35.00 

34.31 

0.0040 

1.3562 

32.50 

200 

167.50 

35.00 

58.63 

0.0040 

11.6817 

8.30 

100 

91.70 

35.00 

32.09 

0.0015 

0.1078 

8.30 

100 

91.70 

30.00 

27.51 

0.0015 

0.9355 

50.63 

200 

149.37 

35.00 

52.28 

0.0040 

13.1269 

52.72 

200 

147.28 

35.00 

51.55 

0.0040 

0.8076 

57.29 

120 

62.71 

25.00 

15.68 

0.0040 

0.0256 

25.17 

100 

74.83 

35.00 

26.19 

0.0015 

0.2781 

25.17 

120 

94.83 

25.00 

23.71 

0.0040 

2.4164 

25.17 

100 

74.83 

30.00 

22.45 

0.0015 

1.4151 

25.17 

120 

94.83 

25.00 

23.71 

0.0200 

1.8908 

33.66 

120 

86.34 

25.00 

21.58 

0.0040 

0.4625 

62.73 

120 

57.27 

25.00 

14.32 

0.0200 

0.9741 

62.73 

120 

57.27 

25.00 

14.32 

0.0040 

0.8013 

62.73 

120 

57.27 

25.00 

14.32 

0.0200 

7.4647 

13.88 

90 

76.12 

35.00 

26.64 

0.0015 

0.4304 

13.88 

100 

86.12 

35.00 

30.14 

0.0015 

0.3543 

40.32 

120 

79.68 

25.00 

19.92 

0.0040 

2.6932 

40.32 

120 

79.68 

25.00 

19.92 

0.0200 

0.3708 

56.28 

200 

143.72 

35.00 

50.30 

0.0040 

3.6964 

48.99 

120 

71.01 

25.00 

17.75 

0.0200 

0.4496 

48.99 

120 

71.01 

25.00 

17.75 

0.0040 

0.7901 

39.46 

150 

110.54 

35.00 

38.69 

0.0040 

1.2174 

23.61 

100 

76.39 

35.00 

26.74 

0.0015 

0.2418 

23.61 

120 

96.39 

25.00 

24.10 

0.0040 

3.5736 

23.61 

100 

76.39 

30.00 

22.92 

0.0015 

0.0207 

23.61 

120 

96.39 

25.00 

24.10 

0.0200 

7.8764 

7.83 

100 

92.17 

35.00 

32.26 

0.0015 

1.0881 

7.83 

100 

92.17 

30.00 

27.65 

0.0015 

0.8632 

51.35 

150 

98.65 

35.00 

34.53 

0.0040 

7.9448 

12.28 

90 

77.72 

35.00 

27.20 

0.0015 

0.0004 

65.58 

150 

84.42 

35.00 

29.55 

0.0040 

0.8296 

52.12 

200 

147.88 

35.00 

51.76 

0.0040 

12.6660 

43.60 

150 

106.40 

35.00 

37.24 

0.0040 

1.1143 


















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Vindhyan Sandstone 


Jalore Granite 


Rhyolite 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Rhyolite 


Vindhyan Sandstone 


Vindhyan Sandstone 


Jalore Granite 


Rhyolite 


Bilara Limestone 


Rhyolite 


Vindhyan Sandstone 


Jalore Granite 


Rhyolite 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Rhyolite 


Rhyolite 


Rhyolite 


Vindhyan Sandstone 


Rhyolite 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Jalore Granite 


Rhyolite 


Jurassic Sandstone 


Vindhyan Sandstone 


Jalore Granite 


Jalore Granite 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Rhyolite 


Vindhyan Sandstone 


Rhyolite 


Vindhyan Sandstone 


Jalore Granite 


Jurassic Sandstone 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Vindhyan Sandstone 


Vindhyan Sandstone 


Rhyolite 


Rhyolite 


Jalore Granite 


Rhyolite 


Vindhyan Sandstone 


Vindhyan Sandstone 



7.56 


3.96 


10.95 


4.13 


6.06 


28.82 


61.82 


2.86 


11.80 


0.62 


27.40 


7.28 


12.60 


7.39 


6.69 


13.47 


2.71 


4.94 


108.11 


8.07 


35.92 


9.26 


0.02 


13.26 


1.12 


0.95 


45.43 


43.50 


25.96 


15.32 


1.84 


63.92 


0.03 


0.02 


20.43 


61.88 


42.46 


13.10 


18.55 


19.08 


3.55 


9.82 


4.67 


5.53 


49.27 


1.31 


0.49 


54.71 


33.18 


35.50 


45.63 


5.92 


0.95 


27.41 


13.50 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

77.08 

150 

72.92 

35.00 

25.52 

0.0040 

0.7713 

13.56 

90 

76.44 

35.00 

26.75 

0.0015 

0.1587 

13.56 

100 

86.44 

35.00 

30.25 

0.0015 

0.4968 

76.80 

200 

123.20 

35.00 

43.12 

0.0040 

0.7128 

47.52 

200 

152.48 

35.00 

53.37 

0.0040 

1.2934 

49.82 

175 

125.18 

35.00 

43.81 

0.0040 

5.0517 

9.74 

100 

90.26 

35.00 

31.59 

0.0015 

2.9295 

68.35 

200 

131.65 

35.00 

46.08 

0.0040 

0.5277 

33.60 

150 

116.40 

35.00 

40.74 

0.0040 

1.9229 

12.24 

90 

77.76 

35.00 

27.22 

0.0015 

0.0252 

12.24 

100 

87.76 

35.00 

30.72 

0.0015 

1.2626 

88.00 

175 

87.00 

35.00 

30.45 

0.0040 

0.8867 

24.18 

100 

75.82 

30.00 

22.75 

0.0015 

0.4300 

24.18 

120 

95.82 

25.00 

23.96 

0.0200 

3.5425 

13.86 

90 

76.14 

35.00 

26.65 

0.0015 

0.2673 

13.86 

100 

86.14 

35.00 

30.15 

0.0015 

0.6092 

68.22 

175 

106.78 

35.00 

37.37 

0.0040 

0.4047 

55.76 

200 

144.24 

35.00 

50.49 

0.0040 

0.9985 

37.04 

120 

82.96 

25.00 

20.74 

0.0040 

8.9697 

13.18 

100 

86.82 

35.00 

30.39 

0.0015 

0.3676 

22.07 

100 

77.93 

35.00 

27.28 

0.0015 

1.4694 

22.07 

100 

77.93 

30.00 

23.38 

0.0015 

0.3246 

22.07 

120 

97.93 

25.00 

24.48 

0.0200 

0.0114 

27.06 

100 

72.94 

35.00 

25.53 

0.0015 

0.5078 

27.06 

120 

92.94 

25.00 

23.23 

0.0040 

0.1045 

67.51 

200 

132.49 

35.00 

46.37 

0.0040 

0.1759 

67.51 

200 

132.49 

35.00 

46.37 

0.0040 

8.4270 

35.60 

200 

164.40 

35.00 

57.54 

0.0040 

10.0124 

10.16 

90 

79.84 

35.00 

27.95 

0.0015 

1.0883 

10.16 

100 

89.84 

35.00 

31.45 

0.0015 

0.7226 

24.78 

120 

95.22 

25.00 

23.81 

0.0040 

0.1752 

24.78 

120 

95.22 

25.00 

23.81 

0.0040 

6.0861 

17.48 

90 

72.52 

35.00 

25.38 

0.0015 

0.0013 

17.48 

90 

72.52 

30.00 

21.76 

0.0010 

0.0005 

49.05 

200 

150.95 

35.00 

52.83 

0.0040 

4.3173 

48.47 

200 

151.53 

35.00 

53.03 

0.0040 

13.1269 

46.37 

200 

153.63 

35.00 

53.77 

0.0040 

9.1321 

33.44 

150 

116.56 

35.00 

40.80 

0.0040 

2.1375 

23.93 

100 

76.07 

35.00 

26.62 

0.0015 

0.7409 

23.93 

120 

96.07 

25.00 

24.02 

0.0040 

1.8326 

23.93 

100 

76.07 

30.00 

22.82 

0.0015 

0.1214 

66.14 

120 

53.86 

25.00 

13.47 

0.0040 

0.5290 

18.13 

90 

71.87 

35.00 

25.16 

0.0015 

0.1763 

18.13 

120 

101.87 

25.00 

25.47 

0.0040 

0.5630 

12.79 

90 

77.21 

35.00 

27.03 

0.0015 

1.9974 

19.85 

90 

70.15 

35.00 

24.55 

0.0015 

0.0484 

19.85 

90 

70.15 

30.00 

21.04 

0.0010 

0.0104 

49.86 

200 

150.14 

35.00 

52.55 

0.0040 

11.4993 

51.84 

200 

148.16 

35.00 

51.85 

0.0040 

6.8824 

12.25 

100 

87.75 

35.00 

30.71 

0.0015 

1.6355 

12.25 

100 

87.75 

30.00 

26.32 

0.0015 

1.8017 

19.56 

90 

70.44 

30.00 

21.13 

0.0010 

0.1252 

19.56 

100 

80.44 

30.00 

24.13 

0.0015 

0.0344 

19.56 

120 

100.44 

25.00 

25.11 

0.0200 

13.7644 

64.45 

120 

55.55 

25.00 

13.89 

0.0040 

0.7499 















































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Raipalon Ki Dhani_|0816000202055600 | 35.83 


Raisinghpura 

0816000202056700 

13.05 

Rajala 

0815000101930600 

8.11 

Ramdeora 

0816000202050400 

74.26 


Rampura_|0816000202053600 | 12.33 


Ramsar 

0815000501971400 

11.28 

Ranjeetpura 

0816000202057700 

6.74 

Rathora 

0816000202049700 

25.83 


Saline 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Hydrogeological Unit 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Rhyolite 


Rhyolite 


Rhyolite 


Vindhyan Sandstone 


Jalore Granite 


Rhyolite 


Rhyolite 


Rhyolite 


Vindhyan Sandstone 


Rhyolite 


Rhyolite 


Jalore Granite 


Jalore Granite 


Vindhyan Sandstone 


Rhyolite 


Vindhyan Sandstone 


Rhyolite 


Vindhyan Sandstone 


Vindhyan Sandstone 


Rhyolite 


Rhyolite 


Vindhyan Sandstone 


Vindhyan Sandstone 


Rhyolite 


Vindhyan Sandstone 


Rhyolite 


Vindhyan Sandstone 


Vindhyan Sandstone 


Rhyolite 


Jalore Granite 


Rhyolite 


Vindhyan Sandstone 


Jalore Granite 


Rhyolite 


Vindhyan Sandstone 


Rhyolite 


Vindhyan Sandstone 


Rhyolite 


Vindhyan Sandstone 


Vindhyan Sandstone 


Rhyolite 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Jalore Granite 


Rhyolite 


Vindhyan Sandstone 


Rhyolite 


Vindhyan Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

87.34 

175 

87.66 

35.00 

30.68 

0.0040 

4.5045 

87.34 

200 

112.66 

35.00 

39.43 

0.0040 

0.2233 

50.00 

200 

150.00 

35.00 

52.50 

0.0040 

2.6879 

64.25 

200 

135.75 

35.00 

47.51 

0.0040 

6.3241 

47.94 

120 

72.06 

25.00 

18.02 

0.0040 

2.3178 

47.94 

120 

72.06 

25.00 

18.02 

0.0200 

18.5477 

8.83 

100 

91.17 

35.00 

31.91 

0.0015 

2.2331 

8.83 

100 

91.17 

30.00 

27.35 

0.0015 

0.6481 

25.85 

100 

74.15 

35.00 

25.95 

0.0015 

0.2822 

25.85 

120 

94.15 

25.00 

23.54 

0.0040 

0.5565 

13.78 

90 

76.22 

35.00 

26.68 

0.0015 

0.8395 

9.46 

100 

90.54 

35.00 

31.69 

0.0015 

1.1640 

16.53 

100 

83.47 

35.00 

29.21 

0.0015 

0.8242 

16.53 

100 

83.47 

30.00 

25.04 

0.0015 

0.9402 

16.53 

120 

103.47 

25.00 

25.87 

0.0200 

0.0206 

17.86 

100 

82.14 

30.00 

24.64 

0.0015 

0.5400 

7.99 

100 

92.01 

30.00 

27.60 

0.0015 

1.3420 

22.49 

90 

67.51 

35.00 

23.63 

0.0015 

0.1400 

22.49 

90 

67.51 

30.00 

20.25 

0.0010 

0.0587 

52.88 

150 

97.12 

35.00 

33.99 

0.0040 

1.2032 

17.14 

100 

82.86 

35.00 

29.00 

0.0015 

0.0580 

17.14 

120 

102.86 

25.00 

25.71 

0.0040 

2.8195 

17.14 

100 

82.86 

30.00 

24.86 

0.0015 

0.0936 

17.14 

120 

102.86 

25.00 

25.71 

0.0200 

11.4742 

56.83 

200 

143.17 

35.00 

50.11 

0.0040 

5.6695 

12.81 

100 

87.19 

35.00 

30.52 

0.0015 

1.1023 

12.81 

100 

87.19 

30.00 

26.16 

0.0015 

0.6039 

93.72 

150 

56.28 

35.00 

19.70 

0.0040 

0.0388 

60.55 

200 

139.45 

35.00 

48.81 

0.0040 

7.1145 

18.36 

100 

81.64 

35.00 

28.57 

0.0015 

3.6380 

18.36 

120 

101.64 

25.00 

25.41 

0.0040 

3.4747 

18.36 

100 

81.64 

30.00 

24.49 

0.0015 

0.6773 

18.36 

120 

101.64 

25.00 

25.41 

0.0200 

0.7516 

37.10 

120 

82.90 

25.00 

20.72 

0.0040 

1.2799 

9.55 

100 

90.45 

35.00 

31.66 

0.0015 

0.7087 

10.67 

90 

79.33 

35.00 

27.77 

0.0015 

0.7016 

10.67 

100 

89.33 

35.00 

31.27 

0.0015 

0.2325 

10.67 

120 

109.33 

25.00 

27.33 

0.0040 

0.0125 

10.67 

90 

79.33 

30.00 

23.80 

0.0010 

0.0637 

10.67 

100 

89.33 

30.00 

26.80 

0.0015 

0.4656 

10.67 

120 

109.33 

25.00 

27.33 

0.0200 

3.0479 

26.10 

100 

73.90 

35.00 

25.86 

0.0015 

0.0761 

26.10 

120 

93.90 

25.00 

23.47 

0.0040 

2.0403 

26.10 

100 

73.90 

30.00 

22.17 

0.0015 

0.0003 

25.62 

120 

94.38 

25.00 

23.59 

0.0040 

0.5782 

25.62 

120 

94.38 

25.00 

23.59 

0.0200 

5.7281 

12.06 

100 

87.94 

35.00 

30.78 

0.0015 

0.1829 

49.14 

200 

150.86 

35.00 

52.80 

0.0040 

0.4435 

34.61 

120 

85.39 

25.00 

21.35 

0.0040 

0.8731 

34.61 

120 

85.39 

25.00 

21.35 

0.0200 

27.3435 

7.79 

90 

82.21 

35.00 

28.77 

0.0015 

0.0726 

7.79 

100 

92.21 

35.00 

32.27 

0.0015 

0.5157 

29.36 

150 

120.64 

35.00 

42.22 

0.0040 

0.0701 

7.74 

100 

92.26 

35.00 

32.29 

0.0015 

0.3266 

70.94 

120 

49.06 

25.00 

12.27 

0.0040 

0.0672 






























































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Vindhyan Sandstone 


Vindhyan Sandstone 


Rhyolite 


Rhyolite 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Jalore Granite 


Jalore Granite 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Vindhyan Sandstone 


Rhyolite 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Rhyolite 


Vindhyan Sandstone 


Rhyolite 


Rhyolite 


Vindhyan Sandstone 


Vindhyan Sandstone 


Rhyolite 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Younger Alluvium 


Younger Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Older Alluvium 


Tertiary Sandstone 


\/inrlh\/Qn Qanrlctnno 



22.25 


19.58 


2.35 


11.13 


47.21 


10.01 


0.88 


6.40 


1.63 


15.15 


0.18 


2.83 


4.80 


28.61 


7.50 


5.47 


68.34 


0.81 


32.15 


1.46 


10.29 


1.81 


8.91 


15.23 


1.42 


4.38 


46.35 


6.61 


72.80 


9.71 


14.26 


2.17 


2.51 


0.89 


5.03 


6.53 


7.76 


36.94 


52.23 


29.68 


1.33 


22.80 


10.21 


34.89 


3.46 


0.37 


110.82 


0.24 


0.00 


15.63 


9.91 


9.63 


0.86 


45.46 


0.01 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

70.94 

120 

49.06 

25.00 

12.27 

0.0200 

5.4595 

56.28 

200 

143.72 

35.00 

50.30 

0.0040 

3.9396 

22.60 

100 

77.40 

35.00 

27.09 

0.0015 

0.0953 

22.60 

100 

77.40 

30.00 

23.22 

0.0015 

0.3875 

59.66 

200 

140.34 

35.00 

49.12 

0.0040 

9.2762 

59.66 

200 

140.34 

35.00 

49.12 

0.0040 

1.9665 

88.17 

120 

31.83 

25.00 

7.96 

0.0200 

0.1403 

88.17 

120 

31.83 

25.00 

7.96 

0.0040 

0.2038 

88.17 

120 

31.83 

25.00 

7.96 

0.0200 

0.2597 

16.31 

90 

73.69 

35.00 

25.79 

0.0015 

0.5861 

16.31 

90 

73.69 

30.00 

22.11 

0.0010 

0.0040 

48.84 

200 

151.16 

35.00 

52.91 

0.0040 

0.5995 

33.61 

150 

116.39 

35.00 

40.74 

0.0040 

0.7819 

54.35 

150 

95.65 

35.00 

33.48 

0.0040 

3.8312 

62.25 

150 

87.75 

35.00 

30.71 

0.0040 

0.9217 

38.78 

90 

51.22 

35.00 

17.93 

0.0015 

0.1470 

14.29 

90 

75.71 

35.00 

26.50 

0.0015 

2.7163 

14.29 

90 

75.71 

30.00 

22.71 

0.0010 

0.0184 

62.96 

200 

137.04 

35.00 

47.97 

0.0040 

6.1677 

10.86 

100 

89.14 

35.00 

31.20 

0.0015 

0.0682 

38.97 

120 

81.03 

25.00 

20.26 

0.0040 

0.8342 

38.97 

120 

81.03 

25.00 

20.26 

0.0200 

0.7332 

24.56 

120 

95.44 

25.00 

23.86 

0.0040 

0.8500 

68.66 

200 

131.34 

35.00 

45.97 

0.0040 

2.8009 

68.66 

200 

131.34 

35.00 

45.97 

0.0040 

0.2604 

52.09 

200 

147.91 

35.00 

51.77 

0.0040 

0.9078 

52.09 

200 

147.91 

35.00 

51.77 

0.0040 

9.5969 

54.18 

150 

95.82 

35.00 

33.54 

0.0040 

0.8861 

74.18 

175 

100.82 

35.00 

35.29 

0.0040 

10.2755 

40.18 

120 

79.82 

25.00 

19.95 

0.0040 

0.7752 

40.18 

120 

79.82 

25.00 

19.95 

0.0200 

5.6921 

51.76 

150 

98.24 

35.00 

34.38 

0.0040 

0.2986 

61.05 

200 

138.95 

35.00 

48.63 

0.0040 

0.4875 

10.45 

100 

89.55 

35.00 

31.34 

0.0015 

0.0417 

45.06 

150 

104.94 

35.00 

36.73 

0.0040 

0.7395 

10.26 

100 

89.74 

35.00 

31.41 

0.0015 

0.3076 

10.26 

100 

89.74 

30.00 

26.92 

0.0015 

0.3135 

71.93 

200 

128.07 

35.00 

44.82 

0.0040 

6.6229 

56.46 

200 

143.54 

35.00 

50.24 

0.0040 

10.4953 

14.11 

100 

85.89 

30.00 

25.77 

0.0015 

1.1472 

34.49 

120 

85.51 

25.00 

21.38 

0.0040 

0.1134 

34.49 

120 

85.51 

25.00 

21.38 

0.0200 

9.7470 

65.85 

150 

84.15 

35.00 

29.45 

0.0040 

1.2032 

21.94 

90 

68.06 

30.00 

20.42 

0.0150 

10.6848 

22.38 

200 

177.62 

35.00 

62.17 

0.0040 

0.8613 

22.38 

200 

177.62 

10.00 

17.76 

0.0040 

0.0265 

20.93 

110 

89.07 

25.00 

22.27 

0.0200 

49.3526 

20.93 

110 

89.07 

25.00 

22.27 

0.0200 

0.1052 

18.71 

200 

181.29 

35.00 

63.45 

0.0040 

0.0009 

18.71 

200 

181.29 

35.00 

63.45 

0.0040 

3.9662 

61.80 

175 

113.20 

35.00 

39.62 

0.0040 

1.5700 

66.71 

175 

108.29 

35.00 

37.90 

0.0040 

1.4601 

35.50 

90 

54.50 

30.00 

16.35 

0.0150 

0.2099 

35.50 

160 

124.50 

30.00 

37.35 

0.0100 

16.9803 

31.62 

200 

168.38 

10.00 

16.84 

0.0040 

0.0009 

























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Vindhyan Sandstone 


Younger Alluvium 


Older Alluvium 


Tertiary Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Vindhyan Sandstone 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Younger Alluvium 


Vindhyan Sandstone 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Younger Alluvium 


Vindhyan Sandstone 


Younger Alluvium 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Younger Alluvium 


Tertiary Sandstone 


Vindhyan Sandstone 


Younger Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 



43.50 


115.97 


7.17 


7.67 


5.62 


8.25 


1.15 


10.91 


10.52 


1.72 


20.37 


3.90 


7.59 


74.52 


0.05 


71.27 


0.29 


8.54 


33.58 


33.20 


15.86 


65.88 


31.83 


0.53 


97.93 


0.26 


24.39 


11.06 


1.83 


4.42 


22.14 


4.59 


8.87 


5.34 


0.80 


1.09 


19.62 


0.90 


11.94 


2.51 


9.74 


0.97 


0.24 


7.32 


9.50 


3.83 


0.01 


0.17 


15.56 


0.42 


1.15 


3.21 


0.80 


0.93 


2.67 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

14.60 

90 

75.40 

40.00 

30.16 

0.0150 

19.6780 

14.60 

90 

75.40 

40.00 

30.16 

0.0150 

52.4666 

14.60 

90 

75.40 

30.00 

22.62 

0.0150 

2.4312 

15.21 

110 

94.79 

40.00 

37.92 

0.0200 

5.8161 

15.21 

230 

214.79 

25.00 

53.70 

0.0200 

6.0334 

15.21 

110 

94.79 

25.00 

23.70 

0.0200 

3.9122 

54.21 

90 

35.79 

30.00 

10.74 

0.0150 

0.1849 

54.21 

160 

105.79 

30.00 

31.74 

0.0100 

3.4615 

12.73 

200 

187.27 

10.00 

18.73 

0.0040 

0.7879 

16.24 

90 

73.76 

40.00 

29.51 

0.0150 

0.7628 

16.24 

110 

93.76 

40.00 

37.51 

0.0200 

15.2813 

16.24 

90 

73.76 

40.00 

29.51 

0.0150 

1.7244 

16.24 

110 

93.76 

40.00 

37.51 

0.0200 

5.6922 

16.24 

110 

93.76 

25.00 

23.44 

0.0200 

34.9374 

16.24 

110 

93.76 

25.00 

23.44 

0.0200 

0.0217 

30.04 

110 

79.96 

25.00 

19.99 

0.0200 

28.4943 

16.52 

90 

73.48 

40.00 

29.39 

0.0150 

0.1271 

16.52 

110 

93.48 

40.00 

37.39 

0.0200 

6.3898 

16.52 

90 

73.48 

40.00 

29.39 

0.0150 

14.8055 

16.52 

110 

93.48 

40.00 

37.39 

0.0200 

24.8260 

16.52 

230 

213.48 

25.00 

53.37 

0.0200 

16.9254 

16.52 

110 

93.48 

25.00 

23.37 

0.0200 

30.7929 

16.52 

110 

93.48 

25.00 

23.37 

0.0200 

14.8769 

21.80 

90 

68.20 

40.00 

27.28 

0.0150 

0.2163 

21.80 

90 

68.20 

30.00 

20.46 

0.0150 

30.0534 

21.80 

90 

68.20 

30.00 

20.46 

0.0150 

0.0797 

18.37 

230 

211.63 

25.00 

52.91 

0.0200 

25.8108 

18.37 

110 

91.63 

25.00 

22.91 

0.0200 

5.0671 

18.37 

230 

211.63 

25.00 

52.91 

0.0200 

1.9340 

18.37 

110 

91.63 

25.00 

22.91 

0.0200 

2.0262 

15.10 

90 

74.90 

40.00 

29.96 

0.0150 

9.9494 

15.10 

110 

94.90 

40.00 

37.96 

0.0200 

3.4841 

15.10 

90 

74.90 

30.00 

22.47 

0.0150 

2.9897 

40.43 

175 

134.57 

35.00 

47.10 

0.0040 

1.0063 

40.43 

200 

159.57 

35.00 

55.85 

0.0040 

0.1791 

40.43 

175 

134.57 

35.00 

47.10 

0.0040 

0.2060 

40.43 

200 

159.57 

35.00 

55.85 

0.0040 

4.3824 

40.43 

200 

159.57 

10.00 

15.96 

0.0040 

0.0572 

40.43 

200 

159.57 

10.00 

15.96 

0.0040 

0.7624 

40.43 

200 

159.57 

10.00 

15.96 

0.0040 

0.1599 

56.16 

160 

103.84 

30.00 

31.15 

0.0100 

3.0338 

56.16 

140 

83.84 

30.00 

25.15 

0.0030 

0.0731 

15.93 

110 

94.07 

40.00 

37.63 

0.0200 

0.1789 

15.93 

230 

214.07 

25.00 

53.52 

0.0200 

7.8309 

15.93 

110 

94.07 

25.00 

23.52 

0.0200 

4.4700 

75.87 

175 

99.13 

35.00 

34.70 

0.0040 

0.5314 

36.88 

175 

138.12 

35.00 

48.34 

0.0040 

0.0028 

36.88 

200 

163.12 

35.00 

57.09 

0.0040 

0.0382 

23.12 

110 

86.88 

30.00 

26.06 

0.0200 

8.1124 

60.11 

160 

99.89 

30.00 

29.97 

0.0100 

0.1246 

12.78 

200 

187.22 

35.00 

65.53 

0.0040 

0.3004 

12.78 

110 

97.22 

40.00 

38.89 

0.0200 

2.4981 

12.78 

200 

187.22 

35.00 

65.53 

0.0040 

0.2087 

12.78 

200 

187.22 

10.00 

18.72 

0.0040 

0.0697 

12.78 

110 

97.22 

10.00 

9.72 

0.0200 

0.5185 







































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Tertiary Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Tertiary Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Younger Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Younger Alluvium 


Vindhyan Sandstone 


Younger Alluvium 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Tertiary Sandstone 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Bilara Limestone 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Tertiary Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Younger Alluvium 



63.60 


9.16 


2.71 


21.75 


0.03 


17.90 


15.81 


88.33 


56.65 


82.66 


5.11 


0.43 


36.08 


4.95 


5.06 


20.83 


0.00 


1.97 


46.35 


5.01 


3.27 


18.90 


9.08 


8.59 


7.74 


0.09 


17.98 


76.64 


48.03 


126.12 


37.42 


15.01 


0.45 


0.32 


18.08 


1.98 


45.78 


20.09 


12.92 


7.12 


2.64 


1.76 


2.91 


6.36 


52.00 


10.55 


1.42 


12.96 


17.81 


4.85 


75.29 


18.43 


114.38 


0.58 


8.83 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

60.04 

160 

99.96 

30.00 

29.99 

0.0100 

19.0715 

60.04 

140 

79.96 

30.00 

23.99 

0.0030 

0.6592 

60.04 

160 

99.96 

30.00 

29.99 

0.0100 

0.8140 

60.04 

140 

79.96 

30.00 

23.99 

0.0030 

1.5649 

20.65 

90 

69.35 

30.00 

20.80 

0.0150 

0.0108 

22.04 

90 

67.96 

40.00 

27.18 

0.0150 

7.2989 

22.04 

90 

67.96 

40.00 

27.18 

0.0150 

6.4469 

22.04 

90 

67.96 

30.00 

20.39 

0.0150 

27.0126 

22.04 

90 

67.96 

30.00 

20.39 

0.0150 

17.3246 

48.44 

160 

111.56 

30.00 

33.47 

0.0100 

27.6668 

49.82 

175 

125.18 

35.00 

43.81 

0.0040 

0.8950 

49.82 

200 

150.18 

35.00 

52.56 

0.0040 

0.0908 

19.81 

110 

90.19 

25.00 

22.55 

0.0200 

16.2703 

57.34 

140 

82.66 

30.00 

24.80 

0.0030 

0.3680 

57.34 

140 

82.66 

30.00 

24.80 

0.0030 

0.3766 

68.22 

175 

106.78 

35.00 

37.37 

0.0040 

3.1137 

17.86 

200 

182.14 

35.00 

63.75 

0.0040 

0.0012 

17.86 

200 

182.14 

35.00 

63.75 

0.0040 

0.5023 

17.86 

200 

182.14 

10.00 

18.21 

0.0040 

3.3768 

17.86 

110 

92.14 

10.00 

9.21 

0.0200 

0.9235 

17.86 

200 

182.14 

10.00 

18.21 

0.0040 

0.2383 

20.16 

110 

89.84 

25.00 

22.46 

0.0200 

8.4885 

46.91 

175 

128.09 

35.00 

44.83 

0.0040 

1.6280 

46.91 

175 

128.09 

35.00 

44.83 

0.0040 

1.5396 

46.91 

200 

153.09 

35.00 

53.58 

0.0040 

1.6589 

16.00 

90 

74.00 

40.00 

29.60 

0.0150 

0.0407 

16.00 

110 

94.00 

40.00 

37.60 

0.0200 

13.5233 

16.00 

110 

94.00 

25.00 

23.50 

0.0200 

36.0191 

20.89 

110 

89.11 

25.00 

22.28 

0.0200 

21.4008 

44.69 

90 

45.31 

30.00 

13.59 

0.0150 

25.7160 

44.69 

160 

115.31 

30.00 

34.59 

0.0100 

12.9456 

44.69 

90 

45.31 

30.00 

13.59 

0.0150 

3.0616 

29.07 

90 

60.93 

30.00 

18.28 

0.0150 

0.1232 

29.07 

90 

60.93 

30.00 

18.28 

0.0150 

0.0880 

55.91 

160 

104.09 

30.00 

31.23 

0.0100 

5.6455 

20.04 

110 

89.96 

40.00 

35.98 

0.0200 

1.4218 

20.04 

110 

89.96 

25.00 

22.49 

0.0200 

20.5918 

20.04 

110 

89.96 

25.00 

22.49 

0.0200 

9.0373 

22.82 

110 

87.18 

25.00 

21.80 

0.0200 

5.6316 

22.82 

110 

87.18 

25.00 

21.80 

0.0200 

3.1032 

14.05 

110 

95.95 

40.00 

38.38 

0.0200 

2.0261 

14.05 

110 

95.95 

10.00 

9.59 

0.0200 

0.3383 

19.09 

90 

70.91 

30.00 

21.27 

0.0150 

0.9279 

73.86 

175 

101.14 

35.00 

35.40 

0.0040 

0.9001 

27.32 

110 

82.68 

25.00 

20.67 

0.0200 

21.4942 

13.32 

110 

96.68 

25.00 

24.17 

0.0200 

5.0976 

51.71 

90 

38.29 

30.00 

11.49 

0.0150 

0.2448 

51.71 

160 

108.29 

30.00 

32.49 

0.0100 

4.2104 

51.71 

140 

88.29 

30.00 

26.49 

0.0030 

1.4153 

51.71 

140 

88.29 

30.00 

26.49 

0.0030 

0.3853 

20.10 

90 

69.90 

30.00 

20.97 

0.0150 

23.6824 

19.78 

200 

180.22 

35.00 

63.08 

0.0040 

4.6489 

19.78 

200 

180.22 

10.00 

18.02 

0.0040 

8.2455 

19.78 

110 

90.22 

10.00 

9.02 

0.0200 

0.1040 

15.40 

90 

74.60 

40.00 

29.84 

0.0150 

3.9525 









































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Vindhyan Sandstone 


Younger Alluvium 


Younger Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Tertiary Sandstone 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Tertiary Sandstone 


Vindhyan Sandstone 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Younger Alluvium 


Vindhyan Sandstone 


Younger Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Tertiary Sandstone 


Vindhyan Sandstone 


Younger Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

15.40 

110 

94.60 

40.00 

37.84 

0.0200 

16.0338 

15.40 

90 

74.60 

40.00 

29.84 

0.0150 

4.7013 

15.40 

110 

94.60 

40.00 

37.84 

0.0200 

37.0901 

15.40 

230 

214.60 

25.00 

53.65 

0.0200 

16.0071 

15.40 

110 

94.60 

25.00 

23.65 

0.0200 

13.2425 

15.40 

110 

94.60 

25.00 

23.65 

0.0200 

4.3713 

87.69 

140 

52.31 

30.00 

15.69 

0.0030 

0.0561 

27.03 

200 

172.97 

35.00 

60.54 

0.0040 

0.5942 

27.03 

200 

172.97 

10.00 

17.30 

0.0040 

0.5430 

31.89 

90 

58.11 

40.00 

23.24 

0.0150 

0.0006 

31.89 

90 

58.11 

40.00 

23.24 

0.0150 

1.6069 

31.89 

90 

58.11 

30.00 

17.43 

0.0150 

0.8603 

31.89 

90 

58.11 

30.00 

17.43 

0.0150 

6.5219 

54.42 

160 

105.58 

30.00 

31.67 

0.0100 

3.6619 

18.56 

90 

71.44 

40.00 

28.58 

0.0150 

6.9497 

18.56 

110 

91.44 

40.00 

36.58 

0.0200 

0.2949 

18.56 

90 

71.44 

30.00 

21.43 

0.0150 

15.4657 

18.56 

110 

91.44 

25.00 

22.86 

0.0200 

44.0431 

18.56 

110 

91.44 

25.00 

22.86 

0.0200 

1.4012 

70.19 

160 

89.81 

30.00 

26.94 

0.0100 

0.1610 

70.19 

140 

69.81 

30.00 

20.94 

0.0030 

0.3614 

19.95 

90 

70.05 

30.00 

21.01 

0.0150 

2.1864 

19.34 

90 

70.66 

30.00 

21.20 

0.0150 

7.4169 

21.92 

110 

88.08 

25.00 

22.02 

0.0200 

9.3417 

21.92 

110 

88.08 

25.00 

22.02 

0.0200 

4.2315 

43.96 

175 

131.04 

35.00 

45.87 

0.0040 

1.7998 

43.96 

200 

156.04 

35.00 

54.62 

0.0040 

0.3600 

43.31 

175 

131.69 

35.00 

46.09 

0.0040 

3.7596 

43.31 

200 

156.69 

35.00 

54.84 

0.0040 

3.4310 

15.21 

200 

184.79 

35.00 

64.68 

0.0040 

0.5214 

15.21 

110 

94.79 

40.00 

37.91 

0.0200 

0.7340 

15.21 

200 

184.79 

35.00 

64.68 

0.0040 

6.5273 

15.21 

110 

94.79 

40.00 

37.91 

0.0200 

0.0712 

15.21 

200 

184.79 

10.00 

18.48 

0.0040 

0.0005 

25.46 

200 

174.54 

35.00 

61.09 

0.0040 

0.1670 

14.57 

110 

95.43 

40.00 

38.17 

0.0200 

6.0287 

14.57 

110 

95.43 

40.00 

38.17 

0.0200 

2.6727 

26.57 

90 

63.43 

40.00 

25.37 

0.0150 

9.3353 

26.57 

110 

83.43 

40.00 

33.37 

0.0200 

0.3877 

26.57 

110 

83.43 

40.00 

33.37 

0.0200 

0.0396 

26.57 

90 

63.43 

30.00 

19.03 

0.0150 

22.7493 

26.57 

160 

133.43 

30.00 

40.03 

0.0100 

1.8362 

26.57 

140 

113.43 

30.00 

34.03 

0.0030 

5.5032 

26.57 

110 

83.43 

30.00 

25.03 

0.0200 

0.6211 

26.57 

90 

63.43 

30.00 

19.03 

0.0150 

0.0733 

26.57 

140 

113.43 

30.00 

34.03 

0.0030 

0.0010 

18.84 

200 

181.16 

35.00 

63.40 

0.0040 

0.0958 

74.18 

175 

100.82 

35.00 

35.29 

0.0040 

0.0016 

56.56 

140 

83.44 

30.00 

25.03 

0.0030 

0.0274 

56.56 

140 

83.44 

30.00 

25.03 

0.0030 

0.0186 

70.72 

175 

104.28 

35.00 

36.50 

0.0040 

1.2978 

14.61 

90 

75.39 

40.00 

30.16 

0.0150 

5.0256 

14.61 

110 

95.39 

40.00 

38.16 

0.0200 

10.7047 

14.61 

110 

95.39 

25.00 

23.85 

0.0200 

1.6892 

16.37 

90 

73.63 

40.00 

29.45 

0.0150 

4.6688 


















































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Younger Alluvium 


Bilara Limestone 


Older Alluvium 


Younger Alluvium 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Younger Alluvium 


Bilara Limestone 


Younger Alluvium 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Younger Alluvium 


Bilara Limestone 


Older Alluvium 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Younger Alluvium 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Younger Alluvium 


Bilara Limestone 


Vindhyan Sandstone 


Younger Alluvium 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

16.37 

110 

93.63 

40.00 

37.45 

0.0200 

6.2267 

16.37 

110 

93.63 

25.00 

23.41 

0.0200 

33.9006 

17.12 

90 

72.88 

40.00 

29.15 

0.0150 

8.0113 

17.12 

90 

72.88 

40.00 

29.15 

0.0150 

16.5873 

18.71 

200 

181.29 

35.00 

63.45 

0.0040 

0.5090 

18.71 

200 

181.29 

35.00 

63.45 

0.0040 

6.6420 

90.40 

200 

109.60 

35.00 

38.36 

0.0040 

4.4384 

90.40 

200 

109.60 

35.00 

38.36 

0.0040 

3.7225 

75.58 

200 

124.42 

35.00 

43.55 

0.0040 

0.9860 

43.71 

200 

156.29 

35.00 

54.70 

0.0040 

0.4860 

12.09 

175 

162.91 

35.00 

57.02 

0.0040 

0.6933 

12.09 

200 

187.91 

35.00 

65.77 

0.0040 

1.8243 

72.59 

175 

102.41 

35.00 

35.84 

0.0040 

1.3667 

61.59 

175 

113.41 

35.00 

39.69 

0.0040 

0.0011 

14.57 

175 

160.43 

35.00 

56.15 

0.0040 

1.4071 

14.57 

110 

95.43 

40.00 

38.17 

0.0200 

0.4135 

14.57 

200 

185.43 

10.00 

18.54 

0.0040 

0.0634 

14.57 

80 

65.43 

10.00 

6.54 

0.0150 

3.2391 

14.57 

110 

95.43 

10.00 

9.54 

0.0200 

0.2932 

28.81 

175 

146.19 

35.00 

51.17 

0.0040 

2.3348 

28.81 

200 

171.19 

35.00 

59.92 

0.0040 

7.8870 

37.69 

175 

137.31 

35.00 

48.06 

0.0040 

0.2588 

37.69 

200 

162.31 

35.00 

56.81 

0.0040 

1.1820 

11.29 

175 

163.71 

35.00 

57.30 

0.0040 

5.8800 

11.29 

200 

188.71 

35.00 

66.05 

0.0040 

0.0122 

11.29 

110 

98.71 

40.00 

39.48 

0.0200 

1.5634 

11.29 

175 

163.71 

35.00 

57.30 

0.0040 

9.8986 

11.29 

110 

98.71 

40.00 

39.48 

0.0200 

5.3469 

85.10 

200 

114.90 

35.00 

40.22 

0.0040 

0.9531 

12.05 

175 

162.95 

35.00 

57.03 

0.0040 

1.7019 

12.05 

200 

187.95 

35.00 

65.78 

0.0040 

2.4639 

12.05 

110 

97.95 

40.00 

39.18 

0.0200 

3.3986 

31.62 

200 

168.38 

10.00 

16.84 

0.0040 

0.0664 

31.62 

80 

48.38 

10.00 

4.84 

0.0150 

1.2426 

31.62 

200 

168.38 

10.00 

16.84 

0.0040 

0.5805 

71.00 

200 

129.00 

35.00 

45.15 

0.0040 

2.7320 

71.00 

200 

129.00 

35.00 

45.15 

0.0040 

0.8859 

65.70 

200 

134.30 

35.00 

47.00 

0.0040 

4.3236 

77.21 

200 

122.79 

35.00 

42.98 

0.0040 

5.0676 

77.21 

200 

122.79 

35.00 

42.98 

0.0040 

1.6830 

28.30 

200 

171.70 

35.00 

60.10 

0.0040 

1.8091 

11.98 

200 

188.02 

35.00 

65.81 

0.0040 

6.4535 

11.98 

110 

98.02 

40.00 

39.21 

0.0200 

13.3739 

11.98 

200 

188.02 

35.00 

65.81 

0.0040 

0.0100 

76.09 

140 

63.91 

35.00 

22.37 

0.0030 

1.0351 

47.09 

175 

127.91 

35.00 

44.77 

0.0040 

1.9217 

10.12 

175 

164.88 

35.00 

57.71 

0.0040 

3.5309 

10.12 

200 

189.88 

35.00 

66.46 

0.0040 

0.2787 

10.12 

110 

99.88 

40.00 

39.95 

0.0200 

0.1544 

10.12 

175 

164.88 

35.00 

57.71 

0.0040 

0.0672 

10.12 

200 

189.88 

35.00 

66.46 

0.0040 

0.0004 

10.12 

110 

99.88 

40.00 

39.95 

0.0200 

0.0420 

64.87 

200 

135.13 

35.00 

47.30 

0.0040 

3.2861 

39.16 

175 

135.84 

35.00 

47.54 

0.0040 

10.7746 

71.56 

200 

128.44 

35.00 

44.95 

0.0040 

7.6583 

































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Chheela 


Chhila Nadi 


Chikni Nari 


Dalji Ki Dhani 


Dasori 


Daya Kor 


Daya Sagar 


Dedisara 


Deriyon Ki Dhani 


Dhadharwala 


Dholasar 


Dumaderi(khanpur) 


Eka Bhatiyan 


Gajja 


Ganesh Nagar 


Gopa 


Hanuman Sagar 


Hopardi 


Jagariya 


Jalora 


Jamba 


Jamba Ki Dhani 


Jhardeji Ki Bhakri 


Jor 


Junejo Ki Dhani 


Kalathal 


Census Code 


0815000101927400 


0815000101917300 


0815000101930700 


0815000101927800 


0803000400543300 


0815000101930500 


0815000101921100 


0815000101922100 


0815000101927500 


0815000101917100 


0815000101919500 


0815000101928000 


0815000101921600 


0815000101921700 


0815000101912800 


0815000101920400 


0815000101916700 


0815000101921200 


0815000101920000 


0815000101928100 


0815000101915900 


0815000101916000 


0815000101928400 


0815000101915400 


0815000101922000 


0815000101916300 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Bilara Limestone 



46.51 Fresh 


15.70 Fresh 


22.85 Fresh 


36.24 Fresh 


11.60 Fresh 


8.19 Fresh 




48.63 Fresh 


Saline 


11.69 Fresh 


21.34 Fresh 



8.04 Fresh 


32.54 Fresh 



45.16 Fresh 


23.71 Fresh 



33.53 Fresh 


18.64 Fresh 


33.71 Fresh 


17.72 Fresh 


11.30 Fresh 


19.04 Fresh 


20.29 Fresh 



Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

84.13 

200 

115.87 

35.00 

40.55 

0.0040 

4.1841 

72.81 

200 

127.19 

35.00 

44.52 

0.0040 

0.0022 

56.52 

200 

143.48 

35.00 

50.22 

0.0040 

1.2991 

78.76 

200 

121.24 

35.00 

42.43 

0.0040 

1.7929 

77.27 

140 

62.73 

35.00 

21.96 

0.0030 

0.5674 

54.09 

200 

145.91 

35.00 

51.07 

0.0040 

1.1390 

77.98 

200 

122.02 

35.00 

42.71 

0.0040 

0.3026 

90.60 

200 

109.40 

35.00 

38.29 

0.0040 

0.5877 

90.60 

200 

109.40 

35.00 

38.29 

0.0040 

0.8007 

23.16 

175 

151.84 

35.00 

53.14 

0.0040 

0.6234 

23.16 

175 

151.84 

35.00 

53.14 

0.0040 

9.2630 

80.33 

200 

119.67 

35.00 

41.89 

0.0040 

2.6299 

74.95 

200 

125.05 

35.00 

43.77 

0.0040 

1.7279 

45.67 

200 

154.33 

35.00 

54.02 

0.0040 

4.9478 

64.82 

200 

135.18 

35.00 

47.31 

0.0040 

2.1955 

59.26 

200 

140.74 

35.00 

49.26 

0.0040 

0.1860 

59.26 

200 

140.74 

35.00 

49.26 

0.0040 

1.4273 

18.27 

175 

156.73 

35.00 

54.86 

0.0040 

9.0409 

18.27 

200 

181.73 

10.00 

18.17 

0.0040 

0.0003 

60.18 

200 

139.82 

35.00 

48.94 

0.0040 

2.2889 

67.53 

175 

107.47 

35.00 

37.61 

0.0040 

3.2108 

67.53 

200 

132.47 

35.00 

46.36 

0.0040 

0.0000 

12.78 

175 

162.22 

35.00 

56.78 

0.0040 

1.7517 

12.78 

110 

97.22 

40.00 

38.89 

0.0200 

28.7202 

12.78 

110 

97.22 

40.00 

38.89 

0.0200 

18.5828 

12.78 

110 

97.22 

10.00 

9.72 

0.0200 

0.9093 

12.78 

110 

97.22 

10.00 

9.72 

0.0200 

1.3886 

30.66 

175 

144.34 

35.00 

50.52 

0.0040 

2.0264 

30.66 

175 

144.34 

35.00 

50.52 

0.0040 

9.1227 

52.94 

175 

122.06 

35.00 

42.72 

0.0040 

1.3740 

66.79 

175 

108.21 

35.00 

37.87 

0.0040 

0.0773 

66.79 

200 

133.21 

35.00 

46.62 

0.0040 

5.9732 

16.96 

175 

158.04 

35.00 

55.31 

0.0040 

2.5458 

16.96 

175 

158.04 

35.00 

55.31 

0.0040 

1.3724 

16.96 

200 

183.04 

35.00 

64.06 

0.0040 

0.6079 

76.80 

200 

123.20 

35.00 

43.12 

0.0040 

7.0769 

19.72 

175 

155.28 

35.00 

54.35 

0.0040 

2.3314 

19.72 

175 

155.28 

35.00 

54.35 

0.0040 

2.3714 

19.72 

200 

180.28 

35.00 

63.10 

0.0040 

0.5239 

49.82 

175 

125.18 

35.00 

43.81 

0.0040 

1.9623 

49.82 

200 

150.18 

35.00 

52.56 

0.0040 

1.8058 

68.35 

200 

131.65 

35.00 

46.08 

0.0040 

5.6521 

45.56 

175 

129.44 

35.00 

45.30 

0.0040 

1.2944 

57.86 

175 

117.14 

35.00 

41.00 

0.0040 

5.2982 

55.76 

200 

144.24 

35.00 

50.49 

0.0040 

2.5794 

16.38 

175 

158.62 

35.00 

55.52 

0.0040 

0.9842 

16.38 

175 

158.62 

35.00 

55.52 

0.0040 

1.2242 

16.38 

200 

183.62 

35.00 

64.27 

0.0040 

0.3493 

77.02 

200 

122.98 

35.00 

43.04 

0.0040 

3.2775 

64.71 

175 

110.29 

35.00 

38.60 

0.0040 

2.9141 

64.71 

200 

135.29 

35.00 

47.35 

0.0040 

0.2674 

78.66 

200 

121.34 

35.00 

42.47 

0.0040 

0.8217 

78.66 

200 

121.34 

35.00 

42.47 

0.0040 

1.2968 

62.11 

175 

112.89 

35.00 

39.51 

0.0040 

0.0034 

62.11 

175 

112.89 

35.00 

39.51 

0.0040 

4.6860 
































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Bilara Limestone 


Bilara Limestone 


Younger Alluvium 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Vindhyan Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

23.66 

175 

151.34 

35.00 

52.97 

0.0040 

1.8086 

23.66 

175 

151.34 

35.00 

52.97 

0.0040 

0.0013 

17.86 

110 

92.14 

10.00 

9.21 

0.0200 

0.0278 

36.86 

175 

138.14 

35.00 

48.35 

0.0040 

1.4532 

72.91 

200 

127.09 

35.00 

44.48 

0.0040 

0.1468 

78.61 

140 

61.39 

35.00 

21.49 

0.0030 

0.1015 

67.51 

200 

132.49 

35.00 

46.37 

0.0040 

0.3121 

71.96 

200 

128.04 

35.00 

44.81 

0.0040 

0.0221 

50.55 

200 

149.45 

35.00 

52.31 

0.0040 

0.4196 

50.55 

200 

149.45 

35.00 

52.31 

0.0040 

10.7744 

50.55 

200 

149.45 

35.00 

52.31 

0.0040 

0.0036 

14.06 

175 

160.94 

35.00 

56.33 

0.0040 

8.6606 

14.06 

175 

160.94 

35.00 

56.33 

0.0040 

2.7676 

14.06 

200 

185.94 

35.00 

65.08 

0.0040 

0.1662 

68.95 

175 

106.05 

35.00 

37.12 

0.0040 

0.6120 

68.95 

200 

131.05 

35.00 

45.87 

0.0040 

6.6836 

49.05 

200 

150.95 

35.00 

52.83 

0.0040 

0.1607 

69.56 

200 

130.44 

35.00 

45.65 

0.0040 

4.7913 

74.76 

200 

125.24 

35.00 

43.84 

0.0040 

5.1571 

13.56 

110 

96.44 

40.00 

38.58 

0.0200 

0.1955 

13.56 

110 

96.44 

40.00 

38.58 

0.0200 

1.0187 

13.56 

110 

96.44 

10.00 

9.64 

0.0200 

0.8982 

13.56 

110 

96.44 

10.00 

9.64 

0.0200 

0.8620 

70.35 

200 

129.65 

35.00 

45.38 

0.0040 

3.6444 

38.66 

175 

136.34 

35.00 

47.72 

0.0040 

0.1642 

38.66 

175 

136.34 

35.00 

47.72 

0.0040 

0.3934 

15.07 

175 

159.93 

35.00 

55.97 

0.0040 

3.5946 

15.07 

175 

159.93 

35.00 

55.97 

0.0040 

2.3948 

13.39 

110 

96.61 

40.00 

38.64 

0.0200 

0.7969 

13.39 

80 

66.61 

10.00 

6.66 

0.0150 

0.4534 

13.39 

110 

96.61 

10.00 

9.66 

0.0200 

5.8230 

14.05 

110 

95.95 

40.00 

38.38 

0.0200 

6.2195 

14.05 

110 

95.95 

10.00 

9.59 

0.0200 

2.7185 

14.05 

110 

95.95 

10.00 

9.59 

0.0200 

0.0010 

23.98 

175 

151.02 

35.00 

52.86 

0.0040 

4.1960 

23.98 

175 

151.02 

35.00 

52.86 

0.0040 

0.5149 

66.56 

175 

108.44 

35.00 

37.95 

0.0040 

0.3180 

66.56 

200 

133.44 

35.00 

46.70 

0.0040 

0.9101 

49.61 

175 

125.39 

35.00 

43.89 

0.0040 

2.1331 

49.61 

200 

150.39 

35.00 

52.64 

0.0040 

0.2333 

74.65 

200 

125.35 

35.00 

43.87 

0.0040 

1.3463 

20.43 

175 

154.57 

35.00 

54.10 

0.0040 

1.6189 

20.43 

175 

154.57 

35.00 

54.10 

0.0040 

0.7079 

63.10 

200 

136.90 

35.00 

47.91 

0.0040 

0.3644 

63.10 

200 

136.90 

35.00 

47.91 

0.0040 

9.2401 

48.24 

175 

126.76 

35.00 

44.37 

0.0040 

0.1693 

41.47 

175 

133.53 

35.00 

46.74 

0.0040 

11.7666 

63.99 

175 

111.01 

35.00 

38.85 

0.0040 

3.4101 

63.99 

200 

136.01 

35.00 

47.60 

0.0040 

0.5147 

16.84 

175 

158.16 

35.00 

55.36 

0.0040 

0.1893 

16.84 

200 

183.16 

10.00 

18.32 

0.0040 

0.0856 

16.84 

80 

63.16 

10.00 

6.32 

0.0150 

1.7221 

15.40 

110 

94.60 

40.00 

37.84 

0.0200 

2.4005 

15.40 

110 

94.60 

40.00 

37.84 

0.0200 

0.2533 

56.83 

200 

143.17 

35.00 

50.11 

0.0040 

3.4342 






















































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Younger Alluvium 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Vindhyan Sandstone 


Younger Alluvium 


Younger Alluvium 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

65.11 

175 

109.89 

35.00 

38.46 

0.0040 

0.8349 

53.93 

200 

146.07 

35.00 

51.12 

0.0040 

0.3298 

68.58 

200 

131.42 

35.00 

46.00 

0.0040 

0.8182 

21.64 

200 

178.36 

35.00 

62.42 

0.0040 

0.9096 

49.07 

200 

150.93 

35.00 

52.82 

0.0040 

5.5756 

49.07 

200 

150.93 

35.00 

52.82 

0.0040 

6.1048 

49.07 

200 

150.93 

35.00 

52.82 

0.0040 

2.0189 

54.12 

175 

120.88 

35.00 

42.31 

0.0040 

0.7728 

43.96 

175 

131.04 

35.00 

45.87 

0.0040 

0.0240 

43.96 

200 

156.04 

35.00 

54.62 

0.0040 

0.4868 

43.31 

175 

131.69 

35.00 

46.09 

0.0040 

0.0920 

43.31 

200 

156.69 

35.00 

54.84 

0.0040 

0.9153 

15.21 

200 

184.79 

35.00 

64.68 

0.0040 

0.5376 

15.21 

110 

94.79 

40.00 

37.91 

0.0200 

5.2938 

24.17 

175 

150.83 

35.00 

52.79 

0.0040 

3.8294 

78.55 

200 

121.45 

35.00 

42.51 

0.0040 

0.5180 

56.67 

200 

143.33 

35.00 

50.17 

0.0040 

3.2548 

25.46 

200 

174.54 

35.00 

61.09 

0.0040 

3.2357 

14.57 

110 

95.43 

40.00 

38.17 

0.0200 

1.1056 

14.57 

110 

95.43 

40.00 

38.17 

0.0200 

1.8177 

14.57 

110 

95.43 

10.00 

9.54 

0.0200 

0.0008 

14.57 

110 

95.43 

10.00 

9.54 

0.0200 

0.0008 

62.96 

200 

137.04 

35.00 

47.97 

0.0040 

0.7487 

29.92 

175 

145.08 

35.00 

50.78 

0.0040 

1.0498 

29.92 

175 

145.08 

35.00 

50.78 

0.0040 

4.4565 

26.57 

110 

83.43 

40.00 

33.37 

0.0200 

0.2846 

26.57 

110 

83.43 

40.00 

33.37 

0.0200 

2.5605 

26.57 

90 

63.43 

30.00 

19.03 

0.0150 

14.8491 

26.57 

140 

113.43 

30.00 

34.03 

0.0030 

1.1316 

26.57 

110 

83.43 

30.00 

25.03 

0.0200 

6.6690 

26.57 

110 

83.43 

30.00 

25.03 

0.0200 

7.6285 

68.53 

200 

131.47 

35.00 

46.01 

0.0040 

3.5084 

68.53 

200 

131.47 

35.00 

46.01 

0.0040 

0.0266 

18.84 

200 

181.16 

35.00 

63.40 

0.0040 

2.0425 

18.84 

200 

181.16 

35.00 

63.40 

0.0040 

10.7053 

31.14 

175 

143.86 

35.00 

50.35 

0.0040 

0.0288 

31.14 

175 

143.86 

35.00 

50.35 

0.0040 

1.6865 

82.01 

200 

117.99 

35.00 

41.30 

0.0040 

0.4277 

36.03 

175 

138.97 

35.00 

48.64 

0.0040 

3.1715 

72.98 

175 

102.02 

35.00 

35.71 

0.0040 

0.9120 

15.78 

175 

159.22 

35.00 

55.73 

0.0040 

1.0053 

15.78 

200 

184.22 

35.00 

64.48 

0.0040 

4.4229 

15.78 

175 

159.22 

35.00 

55.73 

0.0040 

0.0774 

15.78 

200 

184.22 

35.00 

64.48 

0.0040 

7.2509 

75.43 

175 

99.57 

35.00 

34.85 

0.0040 

0.0004 

75.43 

175 

99.57 

35.00 

34.85 

0.0040 

1.1362 

61.05 

200 

138.95 

35.00 

48.63 

0.0040 

0.9383 

71.90 

175 

103.10 

35.00 

36.09 

0.0040 

0.7705 

71.90 

200 

128.10 

35.00 

44.84 

0.0040 

0.0140 

71.93 

200 

128.07 

35.00 

44.82 

0.0040 

0.4929 

70.85 

200 

129.15 

35.00 

45.20 

0.0040 

1.4350 

47.68 

160 

112.32 

25.00 

28.08 

0.0200 

7.7919 

52.40 

160 

107.60 

25.00 

26.90 

0.0200 

10.4752 

52.40 

230 

177.60 

25.00 

44.40 

0.0200 

0.1658 

20.57 

160 

139.43 

25.00 

34.86 

0.0200 

0.7592 


























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 


Baran 


Bhadasar 


Bhatiya Khareen 


Boha 


Chahdoo 


Chaudhariya 


Chhatrel 


Chundhi 


Damodara 


Dedha 


Dewa 


Dhauwa 


Dhoba 


Dhuliya 


Doojasar 


Ganeshdas Ki Dhani 


Ganga 


Gogade 


Gorera 


Habur 


Hadda 


Hameera 


Hansuwa 


Jaisalmer (M) 


Jajiya 


Jamra 


Jethwai 


Jiyai 


Kahla 


Kalyan Ghat 


Kandiyala 


Kanod Rawlotan 


Kanoi 


Kathodi 


Khabha 


Khaderon Ki Dhani 


Kheenwsar 


Kishan Ghat 


Kotri 


Kuchhri 


Kuldhar 


Kumhar Kotha 


Lakha 


Lanela 


Lidarwa 


Census Code 


0816000102041500 


0816000102026100 


0816000102026200 


0816000102024600 


0816000102037300 


0816000102025600 


0816000102027000 


0816000102026600 


0816000102036000 


0816000102036100 


0816000102024800 


0816000102040600 


0816000102043600 


0816000102035700 


0816000102027100 


0816000102040900 


0816000102035300 


0816000102025100 


0816000102043700 


0816000102021200 


0816000102025700 


0816000102037200 


0816000102040500 


0816000141601000 


0816000102036200 


0816000102035600 


0816000102036900 


0816000102040700 


0816000102036500 


0816000102037100 


0816000102025000 


0816000102024200 


0816000102027700 


0816000102025500 


0816000102035900 


0816000102026900 


0816000102025200 


0816000102037000 


0816000302066800 


0816000102021100 


0816000102041100 


0816000102041400 


0816000102024700 


0816000102026000 


0816000102026700 


76.57 


14.18 


16.47 


61.24 


37.70 


23.49 


107.76 


8.43 


36.85 


43.25 


86.32 


14.36 


136.08 


26.06 


42.44 


57.73 


24.30 


29.22 


125.74 


107.54 


53.98 


33.13 


124.34 


14.90 


70.61 


14.23 


13.95 


23.83 


20.85 


167.48 


8.33 


18.84 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Saline 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Saline 

Non-command 

Saline 

Non-command 

Saline 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Saline 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Saline 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Saline 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 


Hydrogeological Unit 



Jurassic 


Jurassic 


Jurassic 


Jurassic 


Jurassic 


Jurassic 


Jurassic 


Jurassic 


Jurassic 


Jurassic 


Jurassic 


Jurassic 


Jurassic 


Jurassic 


Jurassic 


Jurassic 


Jurassic 


Jurassic 


Jurassic 


Jurassic 


Jurassic 


Jurassic 


Jurassic 


Jurassic 


Jurassic 


Jurassic 


Jurassic 


Jurassic 


Jurassic 


Jurassic 


Jurassic 


Jurassic 


Jurassic 


Jurassic 


Jurassic 


Jurassic 


Jurassic 


Jurassic 


Jurassic 


Jurassic 


Jurassic 


Jurassic 


Jurassic 


Jurassic 


Jurassic 


Jurassic 


Jurassic 


Jurassic 


Jurassic 


Jurassic 


Jurassic 


Jurassic 


Jurassic 


Jurassic 


Jurassic 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

20.57 

230 

209.43 

25.00 

52.36 

0.0200 

103.5258 

58.73 

160 

101.27 

25.00 

25.32 

0.0100 

0.0051 

37.22 

230 

192.78 

25.00 

48.20 

0.0200 

13.6720 

36.77 

230 

193.23 

25.00 

48.31 

0.0200 

15.9134 

46.49 

230 

183.51 

25.00 

45.88 

0.0200 

40.5555 

38.59 

230 

191.41 

25.00 

47.85 

0.0200 

6.9769 

30.96 

230 

199.04 

25.00 

49.76 

0.0200 

23.3732 

41.72 

160 

118.28 

25.00 

29.57 

0.0200 

11.8272 

41.72 

230 

188.28 

25.00 

47.07 

0.0200 

69.4713 

31.46 

160 

128.54 

25.00 

32.13 

0.0200 

5.4198 

18.34 

160 

141.66 

25.00 

35.41 

0.0100 

13.0497 

17.83 

160 

142.17 

25.00 

35.54 

0.0100 

15.3727 

29.57 

230 

200.43 

25.00 

50.11 

0.0200 

86.5035 

33.71 

160 

126.29 

25.00 

31.57 

0.0200 

1.9446 

69.14 

160 

90.86 

25.00 

22.71 

0.0100 

0.0044 

25.44 

160 

134.56 

25.00 

33.64 

0.0100 

4.1636 

25.44 

160 

134.56 

25.00 

33.64 

0.0200 

5.9324 

19.36 

160 

140.64 

25.00 

35.16 

0.0100 

4.5010 

19.36 

160 

140.64 

25.00 

35.16 

0.0200 

9.9649 

24.09 

160 

135.91 

25.00 

33.98 

0.0200 

28.8426 

16.82 

160 

143.18 

25.00 

35.79 

0.0200 

7.2644 

26.61 

230 

203.39 

25.00 

50.85 

0.0200 

24.7122 

83.41 

160 

76.59 

25.00 

19.15 

0.0200 

10.1857 

84.45 

160 

75.55 

25.00 

18.89 

0.0200 

23.5552 

33.49 

230 

196.51 

25.00 

49.13 

0.0200 

81.4957 

41.49 

230 

188.51 

25.00 

47.13 

0.0200 

1.0907 

41.50 

160 

118.50 

25.00 

29.62 

0.0200 

4.4601 

56.27 

160 

103.73 

25.00 

25.93 

0.0200 

7.8617 

18.91 

160 

141.09 

25.00 

35.27 

0.0100 

5.2546 

34.05 

160 

125.95 

25.00 

31.49 

0.0100 

0.1088 

34.05 

160 

125.95 

25.00 

31.49 

0.0200 

17.7089 

36.45 

160 

123.55 

25.00 

30.89 

0.0200 

1.1042 

36.45 

230 

193.55 

25.00 

48.39 

0.0200 

9.1170 

23.29 

160 

136.71 

25.00 

34.18 

0.0200 

1.5488 

23.06 

160 

136.94 

25.00 

34.23 

0.0200 

23.5210 

43.64 

230 

186.36 

25.00 

46.59 

0.0200 

0.0334 

24.47 

230 

205.53 

25.00 

51.38 

0.0200 

12.3291 

37.61 

230 

192.39 

25.00 

48.10 

0.0200 

2.3321 

16.62 

160 

143.38 

25.00 

35.85 

0.0100 

2.3480 

16.62 

160 

143.38 

25.00 

35.85 

0.0200 

33.4196 

34.55 

230 

195.45 

25.00 

48.86 

0.0200 

47.9761 

15.39 

160 

144.61 

25.00 

36.15 

0.0100 

7.2193 

15.39 

160 

144.61 

25.00 

36.15 

0.0200 

2.4070 

18.90 

160 

141.10 

25.00 

35.27 

0.0200 

10.0393 

46.02 

230 

183.98 

25.00 

46.00 

0.0200 

0.3695 

65.22 

160 

94.78 

25.00 

23.70 

0.0200 

1.5104 

70.46 

160 

89.54 

25.00 

22.39 

0.0100 

3.9764 

98.11 

160 

61.89 

25.00 

15.47 

0.0200 

0.5006 

31.94 

160 

128.06 

25.00 

32.02 

0.0200 

5.3275 

33.24 

160 

126.76 

25.00 

31.69 

0.0100 

3.8270 

33.24 

160 

126.76 

25.00 

31.69 

0.0200 

4.2878 

33.95 

230 

196.05 

25.00 

49.01 

0.0200 

10.7903 

36.75 

230 

193.25 

25.00 

48.31 

0.0200 

51.7975 

29.61 

160 

130.39 

25.00 

32.60 

0.0200 

4.6900 

29.61 

230 

200.39 

25.00 

50.10 

0.0200 

6.4092 




















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



16005045 


Manpiya 


Megwalon Ki Dhani 


Mokla 


Moolsagar 


Moondri 


Motikilon Ki Dhani 


Nediya 


Neemba 


Nehdai 


Nibiya 


Parewar 


Piparla 


Pithala 


Pohar 


Ramkunda 


Soda 


Sonoo 


Sutharon Ki Dhani 


Tawariya 


Tejwa 


Acheena 


Ahmadpura 


Akala 


Akhasar 


Akhawas 


Anndolav 


Asanda 


Asop 


Bamaniyala 


Bapini 


Bapini Khurd 


Barbata 


Barsaloo Kalan 


Barsaloo Khurd 


Basni Harisingh 


Census Code 


0816000302070200 


0816000102024300 


0816000102036400 


0816000102036300 


0816000102021700 


0816000102036600 


0816000102040800 


0816000102025300 


0816000302066900 


0816000102035400 


0816000102022300 


0816000102035800 


0816000102021800 


0816000102043800 


0816000102041200 


0816000102025800 


0816000102026500 



Zone (Fresh 
/ Saline) 



0816000102041000 


0816000102025400 


0816000302066700 


0816000102041300 


0816000302070100 


0816000102021600 


0816000102024900 


0816000102026800 


0816000102026300 


0814000501820700 


0814000401813700 


0814000501824900 


0814000501817800 


0814000501823700 


0814000501821500 


0815000301946400 


0815000301946900 


0814000501818300 


0815000201933000 


0815000201933100 


0814000501824200 


0815000201933600 


0815000201933700 


0815000301946700 


20.33 Fresh 


207.02 Saline 


17.04 


9.29 


144.23 


17.75 


26.39 


48.12 


14.11 


52.83 


113.13 


4.37 


190.28 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Jurassic Sandstone 

Command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Bilara Limestone 

Non-command 

Bilara Limestone 

Non-command 

Bilara Limestone 

Non-command 

Bilara Limestone 

Non-command 

Vindhyan Sandstone 

Non-command 

Bilara Limestone 

Non-command 

Bilara Limestone 

Non-command 

Bilara Limestone 

Non-command 

Bilara Limestone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Vindhyan Sandstone 

Non-command 

Bilara Limestone 

Non-command 

Vindhyan Sandstone 



11.12 


16.53 


28.60 


17.04 


9.29 


7.91 


127.60 


14.12 


24.92 


24.20 


0.11 


0.16 


2.72 


3.38 


4.36 


0.12 


4.98 


0.00 


62.21 


45.29 


3.32 


3.40 


2.41 


33.17 


5.50 


29.30 


15.84 


0.09 


44.35 


20.06 


1.98 


34.07 


10.20 


6.77 


3.26 


14.51 


9.64 


0.02 


23.51 


56.03 


4.84 


35.89 


18.37 


8.38 


3.85 


4.04 


6.92 


12.36 


0.03 


0.58 


0.03 


5.19 


5.69 


18.90 


4.56 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

95.21 

160 

64.79 

25.00 

16.20 

0.0100 

1.8007 

35.16 

230 

194.84 

25.00 

48.71 

0.0200 

16.1068 

35.16 

230 

194.84 

25.00 

48.71 

0.0200 

27.8648 

19.67 

160 

140.33 

25.00 

35.08 

0.0200 

11.9570 

18.87 

160 

141.13 

25.00 

35.28 

0.0100 

3.2777 

68.71 

160 

91.29 

25.00 

22.82 

0.0200 

3.6122 

68.71 

230 

161.29 

25.00 

40.32 

0.0200 

102.9026 

17.52 

160 

142.48 

25.00 

35.62 

0.0200 

10.0597 

29.37 

160 

130.63 

25.00 

32.66 

0.0200 

16.2799 

38.63 

230 

191.37 

25.00 

47.84 

0.0200 

23.1514 

113.43 

160 

46.57 

25.00 

11.64 

0.0200 

0.0265 

28.25 

160 

131.75 

25.00 

32.94 

0.0200 

0.1049 

21.98 

230 

208.02 

25.00 

52.01 

0.0200 

2.8276 

21.98 

230 

208.02 

25.00 

52.01 

0.0200 

3.5137 

14.55 

160 

145.45 

25.00 

36.36 

0.0100 

1.5859 

105.42 

160 

54.58 

25.00 

13.64 

0.0200 

0.0325 

105.42 

230 

124.58 

25.00 

31.14 

0.0200 

3.1021 

97.76 

160 

62.24 

25.00 

15.56 

0.0200 

0.0000 

40.64 

160 

119.36 

25.00 

29.84 

0.0200 

37.1252 

28.36 

230 

201.65 

25.00 

50.41 

0.0200 

45.6623 

31.17 

160 

128.83 

25.00 

32.21 

0.0200 

2.1392 

31.17 

230 

198.83 

25.00 

49.71 

0.0200 

3.3781 

29.96 

160 

130.04 

25.00 

32.51 

0.0200 

1.5638 

29.96 

230 

200.04 

25.00 

50.01 

0.0200 

33.1764 

30.90 

160 

129.10 

25.00 

32.27 

0.0100 

1.7762 

30.90 

160 

129.10 

25.00 

32.27 

0.0200 

18.9139 

14.74 

230 

215.26 

25.00 

53.81 

0.0200 

17.0528 

14.74 

230 

215.26 

25.00 

53.81 

0.0200 

0.0939 

36.44 

160 

123.56 

25.00 

30.89 

0.0200 

27.4010 

43.44 

230 

186.56 

25.00 

46.64 

0.0200 

18.7154 

48.92 

160 

111.08 

25.00 

27.77 

0.0100 

0.5502 

42.57 

160 

117.43 

25.00 

29.36 

0.0100 

10.0016 

42.57 

160 

117.43 

25.00 

29.36 

0.0200 

5.9903 

101.93 

160 

58.07 

25.00 

14.52 

0.0100 

0.9833 

113.29 

160 

46.72 

25.00 

11.68 

0.0100 

0.3809 

18.77 

230 

211.23 

25.00 

52.81 

0.0200 

15.3295 

22.74 

160 

137.26 

25.00 

34.32 

0.0200 

6.6131 

22.74 

230 

207.26 

25.00 

51.82 

0.0200 

0.0225 

35.12 

230 

194.88 

25.00 

48.72 

0.0200 

22.9126 

62.69 

170 

107.31 

25.00 

26.83 

0.0040 

6.0127 

94.89 

130 

35.11 

25.00 

8.78 

0.0040 

0.1700 

96.26 

170 

73.74 

25.00 

18.44 

0.0040 

2.6467 

74.96 

130 

55.05 

25.00 

13.76 

0.0040 

1.0113 

134.98 

160 

25.02 

25.00 

6.26 

0.0040 

0.2096 

67.57 

130 

62.43 

25.00 

15.61 

0.0040 

0.2402 

58.18 

150 

91.82 

35.00 

32.14 

0.0040 

0.5200 

56.82 

150 

93.18 

35.00 

32.61 

0.0040 

0.9028 

59.62 

130 

70.38 

25.00 

17.60 

0.0040 

0.8697 

89.96 

150 

60.04 

35.00 

21.01 

0.0040 

0.0021 

87.69 

150 

62.31 

35.00 

21.81 

0.0040 

0.0502 

114.49 

160 

45.51 

25.00 

11.38 

0.0040 

0.0012 

80.79 

150 

69.21 

35.00 

24.22 

0.0040 

0.5025 

78.33 

150 

71.67 

35.00 

25.08 

0.0040 

0.5706 

50.45 

150 

99.55 

35.00 

34.84 

0.0040 

2.6344 

50.45 

170 

119.55 

35.00 

41.84 

0.0040 

0.7631 














































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Beniwalon Ki Dhani 


Berathal Kalan 


Berathal Khurd 


Berawas 


Bhadora 


Bhaduon Ki Dhani 


Bhakrod 


Bhat Nokha 


Bhawanda 


Bher 


Bhomasar 


Bhundel 


Birloka 


Boodhi With Chak 


Chadi 


Charda 


Charnisara 


Chatra Manjra 


Chawandiya 


Chindari 


Chittani 


Dantina 


Davi Sagar 


Dehroo 


Deu 


Dhandhora 


Dharnawas 


Dheengsara 


Dhundhiyari 


Diyawari 


Dodiyal 


Dujasar 


Gajsinghpura 


Galni 


Gawaloo 


Giravandi 


Godaron Ki Dhani 


Godhan 


Golasani 


Gowa Kalan 


Gudha Bhagwan Das 


Gudha Bhagwan Das K 


Gulasar 


Guriya 


Hameerana 


Hanuman Nagar 


Hanuman Sagar 


Haripura 


Hempura 


Census Code 


0814000501823900 


0814000501822700 


0814000501822900 


0814000501825400 


0814000401815300 


0814000501824700 


0814000401813800 


0814000401816700 


0814000501825900 


0814000501822600 


0814000501818400 


0814000501821600 


0814000501819600 


0814000401813000 


0815000101924600 


0814000501825800 


0814000501821800 


0814000401807300 


0814000501822300 


0814000501825700 


0814000401816800 


0814000501818000 


0814000501821200 


0814000401813600 


0814000501818100 


0815000301946200 


0814000501825600 


0814000501825100 


0814000401815200 


0814000401815800 


0815000301946000 


0814000501821000 


0815000301946500 


0814000501821900 


0814000401816200 


0814000401813300 


0814000501824000 


0814000501822400 


0814000401816100 


0814000401814700 


0814000501822100 


0814000501822200 


0814000501819700 


0814000401813400 


0814000501825000 


0814000501823600 


0814000501819200 


0814000501825200 


0814000501819500 



Zone (Fresh 
/ Saline) 


2.92 Fresh 


25.67 Fresh 


18.38 Fresh 


14.89 Fresh 


23.03 Fresh 


4.01 Fresh 


13.89 Fresh 


10.79 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Vindhyan Sandstone 

Non-command 

Bilara Limestone 

Non-command 

Bilara Limestone 

Non-command 

Bilara Limestone 

Non-command 

Bilara Limestone 

Non-command 

Bilara Limestone 

Non-command 

Vindhyan Sandstone 

Non-command 

Bilara Limestone 

Non-command 

Vindhyan Sandstone 

Non-command 

Bilara Limestone 

Non-command 

Bilara Limestone 

Non-command 

Bilara Limestone 

Non-command 

Bilara Limestone 

Non-command 

Bilara Limestone 

Non-command 

Vindhyan Sandstone 

Non-command 

Bilara Limestone 

Non-command 

Bilara Limestone 

Non-command 

Bilara Limestone 

Non-command 

Bilara Limestone 

Non-command 

Bilara Limestone 

Non-command 

Bilara Limestone 

Non-command 

Bilara Limestone 

Non-command 

Bilara Limestone 

Non-command 

Vindhyan Sandstone 

Non-command 

Bilara Limestone 

Non-command 

Bilara Limestone 

Non-command 

Bilara Limestone 

Non-command 

Bilara Limestone 

Non-command 

Bilara Limestone 

Non-command 

Bilara Limestone 

Non-command 

Bilara Limestone 

Non-command 

Bilara Limestone 

Non-command 

Bilara Limestone 

Non-command 

Vindhyan Sandstone 

Non-command 

Bilara Limestone 

Non-command 

Bilara Limestone 

Non-command 

Bilara Limestone 

Non-command 

Bilara Limestone 

Non-command 

Bilara Limestone 

Non-command 

Vindhyan Sandstone 

Non-command 

Bilara Limestone 

Non-command 

Vindhyan Sandstone 

Non-command 

Bilara Limestone 

Non-command 

Vindhyan Sandstone 

Non-command 

Bilara Limestone 

Non-command 

Bilara Limestone 

Non-command 

Bilara Limestone 

Non-command 

Vindhyan Sandstone 

Non-command 

Bilara Limestone 

Non-command 

Bilara Limestone 

Non-command 

Vindhyan Sandstone 

Non-command 

Bilara Limestone 

Non-command 

Vindhyan Sandstone 

Non-command 

Bilara Limestone 

Non-command 

Vindhyan Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

113.88 

160 

46.12 

25.00 

11.53 

0.0040 

0.1191 

73.19 

170 

96.81 

25.00 

24.20 

0.0040 

2.4855 

88.27 

170 

81.73 

25.00 

20.43 

0.0040 

1.5019 

111.80 

170 

58.20 

25.00 

14.55 

0.0040 

0.8668 

74.24 

170 

95.76 

25.00 

23.94 

0.0040 

2.2050 

136.75 

170 

33.25 

25.00 

8.31 

0.0040 

0.0464 

136.75 

160 

23.25 

25.00 

5.81 

0.0040 

0.0608 

92.26 

170 

77.74 

25.00 

19.44 

0.0040 

0.3910 

90.18 

160 

69.82 

25.00 

17.45 

0.0040 

1.3146 

102.33 

170 

67.67 

25.00 

16.92 

0.0040 

1.6786 

73.22 

130 

56.78 

25.00 

14.20 

0.0040 

2.6190 

77.34 

130 

52.66 

25.00 

13.16 

0.0040 

1.4449 

64.67 

130 

65.33 

25.00 

16.33 

0.0040 

0.8483 

64.67 

130 

65.33 

25.00 

16.33 

0.0040 

0.1012 

84.42 

160 

75.58 

25.00 

18.90 

0.0040 

1.1572 

85.05 

130 

44.95 

25.00 

11.24 

0.0040 

0.0425 

73.92 

200 

126.08 

35.00 

44.13 

0.0040 

1.7908 

126.54 

170 

43.46 

25.00 

10.86 

0.0040 

0.2957 

62.87 

130 

67.13 

25.00 

16.78 

0.0040 

0.2831 

62.87 

130 

67.13 

25.00 

16.78 

0.0040 

0.4360 

71.26 

130 

58.74 

25.00 

14.68 

0.0040 

0.0006 

66.26 

130 

63.74 

25.00 

15.93 

0.0040 

1.2798 

133.70 

170 

36.30 

25.00 

9.07 

0.0040 

0.2086 

97.27 

160 

62.73 

25.00 

15.68 

0.0040 

0.1126 

54.52 

130 

75.48 

25.00 

18.87 

0.0040 

2.9072 

57.61 

130 

72.40 

25.00 

18.10 

0.0040 

0.3796 

93.82 

170 

76.18 

25.00 

19.04 

0.0040 

2.1993 

52.33 

130 

77.67 

25.00 

19.42 

0.0040 

2.3868 

103.18 

150 

46.82 

35.00 

16.39 

0.0040 

0.1559 

136.31 

170 

33.69 

25.00 

8.42 

0.0040 

0.4274 

80.69 

130 

49.31 

25.00 

12.33 

0.0040 

0.3713 

68.88 

170 

101.12 

25.00 

25.28 

0.0040 

1.9237 

87.88 

170 

82.12 

25.00 

20.53 

0.0040 

0.5260 

87.88 

160 

72.12 

25.00 

18.03 

0.0040 

0.5920 

132.46 

150 

17.54 

35.00 

6.14 

0.0040 

0.0128 

56.14 

170 

113.86 

25.00 

28.46 

0.0040 

2.3815 

69.92 

150 

80.08 

35.00 

28.03 

0.0040 

4.2018 

56.61 

130 

73.39 

25.00 

18.35 

0.0040 

0.0280 

56.61 

130 

73.39 

25.00 

18.35 

0.0040 

0.0162 

86.58 

160 

73.42 

25.00 

18.35 

0.0040 

0.2705 

93.31 

170 

76.69 

25.00 

19.17 

0.0040 

0.2893 

101.68 

160 

58.32 

25.00 

14.58 

0.0040 

0.2071 

68.41 

130 

61.59 

25.00 

15.40 

0.0040 

0.6478 

86.80 

160 

73.20 

25.00 

18.30 

0.0040 

0.3781 

88.14 

170 

81.86 

25.00 

20.46 

0.0040 

1.8862 

68.32 

130 

61.68 

25.00 

15.42 

0.0040 

0.4324 

68.99 

130 

61.01 

25.00 

15.25 

0.0040 

0.0128 

84.49 

160 

75.51 

25.00 

18.88 

0.0040 

0.3829 

95.64 

170 

74.36 

25.00 

18.59 

0.0040 

0.1905 

93.20 

170 

76.80 

25.00 

19.20 

0.0040 

1.2842 

115.48 

160 

44.52 

25.00 

11.13 

0.0040 

0.2380 

82.77 

170 

87.23 

25.00 

21.81 

0.0040 

0.4708 

82.77 

160 

77.23 

25.00 

19.31 

0.0040 

0.2075 

98.77 

170 

71.23 

25.00 

17.81 

0.0040 

0.9892 

85.11 

160 

74.89 

25.00 

18.72 

0.0040 

0.6565 





























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Hesaba 


Hilori 


Isar Navra 


Jagrampura 


Jakhan 


Jasnathpura 


Jaswant Nagar (Beni 


Jodhras 


Joginara 


Jorawarpura 


Kaliyas 


Kankrai 


Kapooriya 


Karnoo 


Khadkali 


Khatora 


Kheenvsar 


Khodwa 


Khundala 


Kinjari 


Kukarda 


Kurchhi 


Lalap 


Lalawas 


Lawari 


Loonawas 


Madhaniyon Ki Dhani 


Madpura 


Magraiwali Dhaniyan 


Maheshpura 


Manakpur 


Mandeliya 


Mangeriya 


Meras 


Mori 


Mundiyar 


Nagri 


Nandwani 


Narwa Kalan 


Narwa Khurd 


Nenau 


Nimbola 


Ompura 


Census Code 


0814000501820600 


0814000401816000 


0814000501819900 


0814000501822800 


0815000201933500 


0814000501819400 


0814000501824400 


0814000401814900 


0814000501823300 


0814000401813500 


0814000401815400 


0814000401815700 


0815000201933800 


0814000501817700 


0814000501822000 


0814000501819300 


0814000501824800 


0814000501825300 


0814000501824300 


0815000201938000 


0815000301946800 


0814000501824100 


0814000401815000 


0814000501824600 


0815000301947100 


0814000501823800 


0814000501820000 


0814000501820800 


0814000501823100 


0814000501823000 


0814000401815100 


0803000500555300 


0815000301946100 


0814000401814800 


0814000401815500 


0814000401814100 


0814000501824500 


0814000501822500 


0814000501823400 


0814000501823500 


0814000501821700 


0814000501821100 


0815000201933200 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Bilara Limestone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Vindhyan Sandstone 

Fresh 

Non-command 

Bilara Limestone 

Fresh 

Non-command 

Bilara Limestone 



14.82 Fresh 


4.55 Fresh 


5.27 Fresh 


6.55 Fresh 


8.66 Fresh 


12.85 Fresh 


23.05 Fresh 



26.99 Fresh 


31.40 Fresh 


34.88 Fresh 


18.36 Fresh 


51.27 Fresh 



15.35 Fresh 


22.02 Fresh 


25.39 Fresh 


17.76 Fresh 


46.39 Fresh 


14.00 Fresh 


12.43 Fresh 


9.60 Fresh 


5.97 Fresh 


20.80 Fresh 


34.44 Fresh 


3.57 Fresh 


7.80 Fresh 


42.06 Fresh 


4.10 Saline 


19.98 Fresh 


5.00 Fresh 


7.42 Fresh 


32.59 Fresh 


35.81 Fresh 


37.42 Fresh 


11.87 Fresh 


12.04 Fresh 


18.28 Fresh 


Saline 


13.63 Fresh 


39.68 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Vindhyan Sandstone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

77.67 

170 

92.33 

25.00 

23.08 

0.0040 

0.8243 

91.36 

160 

68.64 

25.00 

17.16 

0.0040 

0.5190 

85.00 

160 

75.00 

25.00 

18.75 

0.0040 

0.0557 

66.03 

170 

103.97 

25.00 

25.99 

0.0040 

0.8403 

80.03 

175 

94.97 

35.00 

33.24 

0.0040 

4.0978 

80.03 

150 

69.97 

35.00 

24.49 

0.0040 

1.7910 

85.12 

160 

74.88 

25.00 

18.72 

0.0040 

1.1094 

135.30 

160 

24.70 

25.00 

6.17 

0.0040 

0.0256 

90.28 

170 

79.72 

25.00 

19.93 

0.0040 

0.4201 

123.12 

170 

46.88 

25.00 

11.72 

0.0040 

0.0680 

123.12 

160 

36.88 

25.00 

9.22 

0.0040 

0.1880 

94.27 

170 

75.73 

25.00 

18.93 

0.0040 

0.6555 

83.03 

170 

86.97 

25.00 

21.74 

0.0040 

1.1176 

83.89 

170 

86.11 

25.00 

21.53 

0.0040 

1.2631 

83.89 

160 

76.11 

25.00 

19.03 

0.0040 

0.6382 

98.75 

170 

71.25 

25.00 

17.81 

0.0040 

1.4671 

98.75 

160 

61.25 

25.00 

15.31 

0.0040 

1.2984 

77.63 

150 

72.37 

35.00 

25.33 

0.0040 

0.4574 

77.32 

130 

52.68 

25.00 

13.17 

0.0040 

0.8108 

55.42 

130 

74.58 

25.00 

18.64 

0.0040 

0.0021 

83.81 

170 

86.19 

25.00 

21.55 

0.0040 

1.5826 

124.32 

170 

45.68 

25.00 

11.42 

0.0040 

1.1988 

124.32 

160 

35.68 

25.00 

8.92 

0.0040 

0.8932 

85.78 

170 

84.22 

25.00 

21.06 

0.0040 

0.0961 

85.78 

160 

74.22 

25.00 

18.56 

0.0040 

0.1501 

97.30 

170 

72.70 

25.00 

18.17 

0.0040 

1.1159 

129.76 

160 

30.24 

25.00 

7.56 

0.0040 

0.0325 

80.52 

150 

69.48 

35.00 

24.32 

0.0040 

0.0985 

54.83 

150 

95.17 

35.00 

33.31 

0.0040 

2.2312 

91.80 

160 

68.20 

25.00 

17.05 

0.0040 

0.0633 

91.50 

170 

78.50 

25.00 

19.62 

0.0040 

1.0992 

135.05 

170 

34.95 

25.00 

8.74 

0.0040 

0.3455 

135.05 

160 

24.95 

25.00 

6.24 

0.0040 

0.0634 

49.42 

150 

100.58 

35.00 

35.20 

0.0040 

0.7933 

125.00 

160 

35.00 

25.00 

8.75 

0.0040 

0.2090 

86.02 

160 

73.98 

25.00 

18.49 

0.0040 

1.5297 

53.77 

170 

116.23 

25.00 

29.06 

0.0040 

4.0032 

107.57 

160 

52.43 

25.00 

13.11 

0.0040 

0.1871 

119.29 

170 

50.71 

25.00 

12.68 

0.0040 

0.3928 

119.29 

160 

40.71 

25.00 

10.18 

0.0040 

0.0024 

75.37 

170 

94.63 

25.00 

23.66 

0.0040 

3.9808 

56.28 

150 

93.72 

30.00 

28.12 

0.0150 

0.0204 

123.28 

150 

26.72 

35.00 

9.35 

0.0040 

0.7476 

86.97 

170 

83.03 

25.00 

20.76 

0.0040 

0.4151 

84.80 

170 

85.20 

25.00 

21.30 

0.0040 

0.6325 

85.43 

170 

84.57 

25.00 

21.14 

0.0040 

1.5411 

136.85 

170 

33.15 

25.00 

8.29 

0.0040 

0.3452 

136.85 

160 

23.15 

25.00 

5.79 

0.0040 

0.5024 

70.40 

130 

59.60 

25.00 

14.90 

0.0040 

1.0478 

126.62 

160 

33.38 

25.00 

8.34 

0.0040 

0.3960 

134.17 

160 

25.83 

25.00 

6.46 

0.0040 

0.3110 

58.37 

130 

71.63 

25.00 

17.91 

0.0040 

0.0031 

58.37 

130 

71.63 

25.00 

17.91 

0.0040 

0.3976 

58.76 

130 

71.24 

25.00 

17.81 

0.0040 

0.9638 

86.72 

175 

88.28 

35.00 

30.90 

0.0040 

0.5787 












































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Bilara Limestone 


Vindhyan Sandstone 


Vindhyan Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Tertiary Sandstone 



32.06 


0.33 


4.76 


1.13 


0.63 


14.66 


59.87 


4.25 


13.18 


50.54 


0.04 


19.18 


7.70 


20.85 


3.50 


4.20 


32.89 


4.41 


9.70 


22.63 


0.05 


0.01 


13.15 


4.41 


10.39 


10.55 


21.53 


5.58 


4.13 


21.28 


27.83 


1.14 


5.48 


5.93 


4.40 


10.32 


3.21 


18.66 


5.95 


37.31 


4.37 


17.19 


5.09 


7.10 


10.76 


154.59 


16.24 


35.27 


8.27 


160.88 


535.50 


0.00 


4.80 


15.54 


47.95 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

86.72 

150 

63.28 

35.00 

22.15 

0.0040 

2.8406 

71.84 

130 

58.16 

25.00 

14.54 

0.0040 

0.0191 

52.73 

130 

77.27 

25.00 

19.32 

0.0040 

0.3679 

42.20 

150 

107.80 

35.00 

37.73 

0.0040 

0.1699 

88.25 

170 

81.75 

25.00 

20.44 

0.0040 

0.0516 

95.74 

160 

64.26 

25.00 

16.07 

0.0040 

0.9418 

73.35 

170 

96.65 

25.00 

24.16 

0.0040 

5.7865 

84.85 

160 

75.15 

25.00 

18.79 

0.0040 

0.3197 

87.38 

160 

72.62 

25.00 

18.16 

0.0040 

0.9569 

84.17 

175 

90.83 

35.00 

31.79 

0.0040 

6.4273 

84.17 

150 

65.83 

35.00 

23.04 

0.0040 

0.0035 

80.42 

175 

94.58 

35.00 

33.10 

0.0040 

2.5397 

68.85 

130 

61.15 

25.00 

15.29 

0.0040 

0.4710 

81.16 

130 

48.84 

25.00 

12.21 

0.0040 

1.0183 

46.04 

150 

103.96 

35.00 

36.39 

0.0040 

0.5094 

84.67 

170 

85.33 

25.00 

21.33 

0.0040 

0.3580 

67.29 

200 

132.71 

35.00 

46.45 

0.0040 

6.1111 

89.85 

160 

70.15 

25.00 

17.54 

0.0040 

0.3091 

84.50 

170 

85.50 

25.00 

21.38 

0.0040 

0.8291 

84.50 

160 

75.50 

25.00 

18.88 

0.0040 

1.7086 

55.94 

150 

94.06 

35.00 

32.92 

0.0030 

0.0050 

55.94 

150 

94.06 

30.00 

28.22 

0.0150 

0.0036 

85.32 

170 

84.68 

25.00 

21.17 

0.0040 

1.1139 

85.32 

160 

74.68 

25.00 

18.67 

0.0040 

0.3293 

85.02 

170 

84.98 

25.00 

21.24 

0.0040 

0.8832 

96.29 

160 

63.71 

25.00 

15.93 

0.0040 

0.6721 

93.41 

170 

76.59 

25.00 

19.15 

0.0040 

1.6487 

85.19 

170 

84.81 

25.00 

21.20 

0.0040 

0.4730 

85.19 

160 

74.81 

25.00 

18.70 

0.0040 

0.3088 

59.52 

170 

110.48 

25.00 

27.62 

0.0040 

2.3509 

78.97 

130 

51.03 

25.00 

12.76 

0.0040 

1.4203 

60.17 

130 

69.83 

25.00 

17.46 

0.0040 

0.0796 

60.17 

130 

69.83 

25.00 

17.46 

0.0040 

0.3828 

82.30 

130 

47.70 

25.00 

11.92 

0.0040 

0.2828 

85.02 

170 

84.98 

25.00 

21.25 

0.0040 

0.3737 

85.02 

160 

74.98 

25.00 

18.75 

0.0040 

0.7735 

67.75 

130 

62.25 

25.00 

15.56 

0.0040 

0.2000 

60.08 

150 

89.92 

35.00 

31.47 

0.0040 

2.3490 

60.08 

170 

109.92 

35.00 

38.47 

0.0040 

0.9158 

90.95 

130 

39.05 

25.00 

9.76 

0.0040 

1.4569 

58.05 

130 

71.95 

25.00 

17.99 

0.0040 

0.3142 

128.94 

170 

41.06 

25.00 

10.27 

0.0040 

0.7058 

83.33 

170 

86.67 

25.00 

21.67 

0.0040 

0.4408 

83.33 

160 

76.67 

25.00 

19.17 

0.0040 

0.5446 

96.60 

160 

63.40 

25.00 

15.85 

0.0040 

0.6825 

18.40 

230 

211.60 

25.00 

52.90 

0.0200 

163.5561 

18.40 

230 

211.60 

25.00 

52.90 

0.0200 

17.1834 

47.38 

150 

102.62 

25.00 

25.65 

0.0200 

18.0948 

47.38 

150 

102.62 

25.00 

25.65 

0.0200 

4.2429 

16.44 

230 

213.56 

25.00 

53.39 

0.0200 

171.7851 

16.44 

110 

93.56 

25.00 

23.39 

0.0200 

250.4985 

16.44 

110 

93.56 

25.00 

23.39 

0.0200 

0.0000 

44.39 

110 

65.61 

40.00 

26.25 

0.0200 

2.5191 

44.39 

150 

105.61 

25.00 

26.40 

0.0200 

8.2049 

44.39 

110 

65.61 

25.00 

16.40 

0.0200 

15.7319 






















































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Younger Alluvium 


Jurassic Sandstone 


Younger Alluvium 


Tertiary Sandstone 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Tertiary Sandstone 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Younger Alluvium 


Jurassic Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Younger Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Younger Alluvium 


Tertiary Sandstone 


Younger Alluvium 


liiraccir Qanrlctnna 



52.34 


17.04 


1.74 


104.82 


471.52 


38.65 


0.35 


0.00 


96.07 


156.42 


18.77 


60.29 


1.12 


3.01 


20.61 


8.75 


1.18 


10.78 


9.16 


9.19 


0.06 


75.18 


22.30 


13.55 


8.16 


34.13 


14.95 


25.28 


5.09 


0.28 


20.57 


0.19 


1.17 


197.10 


114.67 


0.03 


5.33 


23.93 


43.65 


13.54 


60.21 


4.04 


31.89 


14.28 


57.08 


30.74 


4.93 


2.64 


177.85 


4.69 


60.26 


33.64 


15.65 


4.89 


8.62 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

44.39 

110 

65.61 

25.00 

16.40 

0.0200 

17.1724 

46.49 

230 

183.51 

25.00 

45.88 

0.0200 

15.6341 

21.62 

110 

88.38 

40.00 

35.35 

0.0200 

1.2332 

21.62 

150 

128.38 

25.00 

32.09 

0.0200 

67.2799 

21.62 

110 

88.38 

25.00 

22.09 

0.0200 

208.3566 

21.62 

110 

88.38 

25.00 

22.09 

0.0200 

17.0770 

22.61 

110 

87.39 

40.00 

34.95 

0.0200 

0.2461 

22.61 

110 

87.39 

40.00 

34.95 

0.0200 

0.0000 

22.61 

110 

87.39 

25.00 

21.85 

0.0200 

41.9755 

8.28 

230 

221.72 

25.00 

55.43 

0.0200 

173.4040 

45.47 

110 

64.53 

40.00 

25.81 

0.0200 

9.6907 

45.47 

110 

64.53 

25.00 

16.13 

0.0200 

19.4532 

42.12 

110 

67.88 

25.00 

16.97 

0.0200 

0.3799 

64.57 

150 

85.43 

25.00 

21.36 

0.0200 

1.2839 

64.57 

150 

85.43 

25.00 

21.36 

0.0200 

8.8053 

16.39 

230 

213.61 

25.00 

53.40 

0.0200 

9.3469 

16.39 

110 

93.61 

25.00 

23.40 

0.0200 

0.5527 

85.28 

160 

74.72 

25.00 

18.68 

0.0100 

2.0139 

85.28 

160 

74.72 

25.00 

18.68 

0.0200 

3.4214 

85.28 

150 

64.72 

25.00 

16.18 

0.0200 

2.9746 

90.10 

230 

139.90 

25.00 

34.98 

0.0200 

0.0414 

90.10 

230 

139.90 

25.00 

34.98 

0.0200 

52.5924 

67.86 

150 

82.14 

25.00 

20.53 

0.0200 

9.1566 

46.02 

230 

183.98 

25.00 

46.00 

0.0200 

12.4606 

51.97 

230 

178.03 

25.00 

44.51 

0.0200 

7.2615 

52.42 

230 

177.58 

25.00 

44.40 

0.0200 

30.3045 

52.42 

230 

177.58 

25.00 

44.40 

0.0200 

13.2719 

46.22 

230 

183.78 

25.00 

45.95 

0.0200 

23.2332 

46.22 

230 

183.78 

25.00 

45.95 

0.0200 

4.6814 

35.16 

230 

194.84 

25.00 

48.71 

0.0200 

0.2749 

35.16 

230 

194.84 

25.00 

48.71 

0.0200 

20.0405 

35.16 

230 

194.84 

25.00 

48.71 

0.0200 

0.1805 

35.16 

230 

194.84 

25.00 

48.71 

0.0200 

1.1433 

20.42 

230 

209.58 

25.00 

52.40 

0.0200 

206.5423 

20.42 

230 

209.58 

25.00 

52.40 

0.0200 

120.1598 

68.71 

160 

91.29 

25.00 

22.82 

0.0200 

0.0125 

68.71 

230 

161.29 

25.00 

40.32 

0.0200 

4.2970 

38.63 

230 

191.37 

25.00 

47.84 

0.0200 

22.8926 

53.29 

150 

96.71 

25.00 

24.18 

0.0200 

21.1051 

53.29 

110 

56.71 

25.00 

14.18 

0.0200 

3.8395 

53.29 

150 

96.71 

25.00 

24.18 

0.0200 

29.1158 

63.79 

150 

86.21 

25.00 

21.55 

0.0200 

1.7417 

63.79 

150 

86.21 

25.00 

21.55 

0.0200 

13.7471 

21.98 

230 

208.02 

25.00 

52.01 

0.0200 

14.8524 

21.98 

230 

208.02 

25.00 

52.01 

0.0200 

59.3739 

21.98 

230 

208.02 

25.00 

52.01 

0.0200 

31.9772 

21.98 

230 

208.02 

25.00 

52.01 

0.0200 

5.1252 

105.42 

160 

54.58 

25.00 

13.64 

0.0200 

0.7192 

105.42 

230 

124.58 

25.00 

31.14 

0.0200 

110.7809 

105.42 

230 

124.58 

25.00 

31.14 

0.0200 

2.9222 

57.52 

150 

92.48 

25.00 

23.12 

0.0200 

27.8640 

57.52 

110 

52.48 

25.00 

13.12 

0.0200 

8.8264 

57.52 

150 

92.48 

25.00 

23.12 

0.0200 

7.2363 

57.52 

110 

52.48 

25.00 

13.12 

0.0200 

1.2844 

46.82 

230 

183.18 

25.00 

45.80 

0.0200 

7.8959 
































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 


16006047 


16006048 


16006049 


Rehrund 


Sadhna 


Sadrau (Pohar) 


Sankhla 


Selat 


Seuwa 


Sultana 


Tejpala 


Deetowala 


Godhoowala 


Kishangarh 


Ghotadoo 


Godhoowala 


Longewala 


Raghwa 


Ramgarh 


Sadhawala 


Tanot 


Asoo Ka Tala 


Deetowala 


Gamnewala 


Godhoowala 


Hansoowala 


Hingolewala 


Kalibhar 


Census Code 


0816000102023100 


0816000102015300 


0816000102024400 


0816000102024500 


0816000102025400 


0816000102015600 


0816000102021600 


0816000102022500 


0816000102014900 


0816000102014600 


0816000102014500 


0816000102014400 


0816000102014300 


0816000102014000 


0816000102014500 


0816000102014100 


0816000102015700 


0816000102015800 


0816000102014200 


0816000102014300 


0816000102016800 


0816000102014600 


0816000102016000 


0816000102014500 


0816000102016300 


0816000102016200 


0816000102016100 


Zone (Fresh 
/ Saline) 


131.15 Saline 


48.99 Saline 


141.23 Saline 


167.50 Saline 


28.58 Saline 


228.85 Saline 


38.66 Fresh 


Saline 


252.73 Saline 


92.38 Saline 


658.51 


90.92 


308.99 


254.00 


834.66 


318.84 


789.05 


298.39 


114.30 


50.20 


Saline 


90.92 Saline 


159.50 Fresh 


120.96 Fresh 


Saline 


76.11 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Command 

Jurassic Sandstone 

Command 

Tertiary Sandstone 

Non-command 

Jurassic Sandstone 

Command 

Tertiary Sandstone 

Command 

Younger Alluvium 

Non-command 

Tertiary Sandstone 

Non-command 

Younger Alluvium 

Non-command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Command 

Tertiary Sandstone 

Command 

Younger Alluvium 

Non-command 

Tertiary Sandstone 


Sub Basin: Sub 6 


Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 


3.35 


11.06 


45.51 


3.48 


100.44 


33.67 


16.41 


126.13 


8.52 


36.24 


23.92 


28.70 


9.50 


20.64 


0.00 


222.99 


29.74 


53.15 


8.27 


30.96 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

16.65 

230 

213.35 

25.00 

53.34 

0.0200 

3.5716 

16.65 

230 

213.35 

25.00 

53.34 

0.0200 

11.7973 

59.17 

150 

90.83 

25.00 

22.71 

0.0200 

20.6690 

59.17 

150 

90.83 

25.00 

22.71 

0.0200 

1.5786 

12.52 

230 

217.48 

25.00 

54.37 

0.0200 

109.2230 

12.52 

230 

217.48 

25.00 

54.37 

0.0200 

36.6152 

14.74 

230 

215.26 

25.00 

53.81 

0.0200 

17.6578 

14.74 

230 

215.26 

25.00 

53.81 

0.0200 

135.7565 

43.44 

230 

186.56 

25.00 

46.64 

0.0200 

7.9454 

59.35 

150 

90.65 

25.00 

22.66 

0.0200 

16.4264 

59.35 

110 

50.65 

25.00 

12.66 

0.0200 

6.0574 

59.35 

150 

90.65 

25.00 

22.66 

0.0200 

13.0082 

59.35 

110 

50.65 

25.00 

12.66 

0.0200 

2.4055 

113.29 

160 

46.72 

25.00 

11.68 

0.0100 

2.4105 

113.29 

160 

46.72 

25.00 

11.68 

0.0200 

0.0005 

35.94 

230 

194.06 

25.00 

48.52 

0.0200 

216.3748 

35.94 

230 

194.06 

25.00 

48.52 

0.0200 

28.8529 

49.48 

150 

100.52 

25.00 

25.13 

0.0200 

26.7147 

49.48 

110 

60.52 

25.00 

15.13 

0.0200 

2.5021 

49.48 

150 

100.52 

25.00 

25.13 

0.0200 

15.5605 


12.88 

45.47 

110 

64.53 

40.00 

25.81 

0.0200 

6.6490 

3.81 

45.47 

110 

64.53 

25.00 

16.13 

0.0200 

1.2289 

10.07 

42.12 

110 

67.88 

40.00 

27.15 

0.0200 

5.4694 

56.40 

42.12 

110 

67.88 

25.00 

16.97 

0.0200 

19.1419 

162.17 

34.70 

110 

75.30 

40.00 

30.12 

0.0200 

97.6915 

496.34 

34.70 

110 

75.30 

25.00 

18.82 

0.0200 

186.8662 

30.57 

36.36 

110 

73.64 

40.00 

29.45 

0.0200 

18.0074 

261.62 

36.36 

110 

73.64 

25.00 

18.41 

0.0200 

96.3241 

152.32 

43.08 

110 

66.92 

25.00 

16.73 

0.0200 

50.9681 

7.55 

42.12 

110 

67.88 

25.00 

16.97 

0.0200 

2.5637 

56.01 

49.66 

110 

60.34 

40.00 

24.14 

0.0200 

27.0360 

130.66 

49.66 

110 

60.34 

25.00 

15.09 

0.0200 

39.4232 

1.96 

57.55 

110 

52.45 

25.00 

13.11 

0.0200 

0.5146 

62.02 

54.15 

110 

55.85 

40.00 

22.34 

0.0200 

27.7121 

193.63 

54.15 

110 

55.85 

25.00 

13.96 

0.0200 

54.0760 

275.27 

45.88 

110 

64.12 

25.00 

16.03 

0.0200 

88.2510 

108.22 

36.36 

110 

73.64 

40.00 

29.45 

0.0200 

63.7516 

384.28 

36.36 

110 

73.64 

25.00 

18.41 

0.0200 

141.4831 

2.08 

64.93 

110 

45.07 

25.00 

11.27 

0.0200 

0.4677 

18.54 

45.47 

110 

64.53 

25.00 

16.13 

0.0200 

5.9830 

14.57 

65.11 

110 

44.89 

40.00 

17.96 

0.0200 

5.2326 

0.18 

65.11 

110 

44.89 

40.00 

17.96 

0.0200 

0.0637 

33.84 

65.11 

110 

44.89 

25.00 

11.22 

0.0200 

7.5960 

15.58 

42.12 

110 

67.88 

25.00 

16.97 

0.0200 

5.2865 

12.23 

55.28 

110 

54.72 

40.00 

21.89 

0.0200 

5.3537 

15.16 

55.28 

110 

54.72 

40.00 

21.89 

0.0200 

6.6357 

76.67 

55.28 

110 

54.72 

25.00 

13.68 

0.0200 

20.9753 

6.97 

55.28 

110 

54.72 

25.00 

13.68 

0.0200 

1.9080 

8.56 

47.14 

110 

62.86 

40.00 

25.14 

0.0200 

4.3037 

10.36 

47.14 

110 

62.86 

25.00 

15.72 

0.0200 

3.2571 

22.51 

59.41 

110 

50.59 

40.00 

20.24 

0.0200 

9.1092 

10.75 

59.41 

110 

50.59 

40.00 

20.24 

0.0200 

4.3525 

30.26 

59.41 

110 

50.59 

25.00 

12.65 

0.0200 

7.6533 

12.59 

59.41 

110 

50.59 

25.00 

12.65 

0.0200 

3.1856 











































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Tertiary Sandstone 


Younger Alluvium 


Tertiary Sandstone 


Younger Alluvium 


Younger Alluvium 


Tertiary Sandstone 


Younger Alluvium 


Tertiary Sandstone 


Younger Alluvium 


Tertiary Sandstone 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 



7.36 


0.44 


31.79 


29.86 


0.05 


12.46 


37.45 


3.48 


12.66 


37.53 


7.24 


8.90 


44.53 


5.28 


76.49 


89.86 


0.47 


0.96 


36.04 


2.44 


4.20 


25.62 


125.93 


0.48 


6.38 


12.50 


34.79 


1.64 


95.36 


64.37 


0.55 


17.91 


3.40 


6.32 


0.08 


0.34 


1.85 


28.39 


1.72 


7.64 


185.32 


0.01 


0.15 


9.13 


0.43 


0.87 


80.33 


88.89 


1.49 


222.89 


13.09 


13.58 


17.16 


9.76 


2.69 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

65.33 

110 

44.67 

40.00 

17.87 

0.0200 

2.6299 

65.33 

110 

44.67 

40.00 

17.87 

0.0200 

0.1556 

65.33 

110 

44.67 

25.00 

11.17 

0.0200 

7.0989 

49.66 

110 

60.34 

40.00 

24.14 

0.0200 

14.4153 

49.66 

110 

60.34 

25.00 

15.09 

0.0200 

0.0160 

57.72 

150 

92.28 

25.00 

23.07 

0.0200 

5.7477 

57.72 

110 

52.28 

25.00 

13.07 

0.0200 

9.7882 

57.55 

150 

92.45 

25.00 

23.11 

0.0200 

1.6068 

57.55 

110 

52.45 

25.00 

13.11 

0.0200 

3.3192 

57.55 

110 

52.45 

25.00 

13.11 

0.0200 

9.8436 

54.15 

150 

95.85 

25.00 

23.96 

0.0100 

1.7356 

54.15 

110 

55.85 

40.00 

22.34 

0.0200 

3.9772 

54.15 

150 

95.85 

25.00 

23.96 

0.0200 

21.3410 

54.15 

110 

55.85 

25.00 

13.96 

0.0200 

1.4753 

54.15 

150 

95.85 

25.00 

23.96 

0.0200 

36.6588 

54.15 

110 

55.85 

25.00 

13.96 

0.0200 

25.0951 

45.88 

110 

64.12 

40.00 

25.65 

0.0200 

0.2386 

45.88 

110 

64.12 

25.00 

16.03 

0.0200 

0.3068 

45.88 

110 

64.12 

25.00 

16.03 

0.0200 

11.5543 

59.35 

110 

50.65 

25.00 

12.66 

0.0200 

0.6182 

36.36 

110 

73.64 

25.00 

18.41 

0.0200 

1.5467 

26.01 

110 

83.99 

25.00 

21.00 

0.0200 

10.7596 

64.93 

110 

45.07 

25.00 

11.27 

0.0200 

28.3764 

64.93 

110 

45.07 

25.00 

11.27 

0.0200 

0.1085 

73.45 

110 

36.55 

25.00 

9.14 

0.0200 

1.1666 

23.99 

110 

86.01 

25.00 

21.50 

0.0200 

5.3770 

37.33 

110 

72.67 

25.00 

18.17 

0.0200 

12.6390 

43.08 

110 

66.92 

40.00 

26.77 

0.0200 

0.8800 

43.08 

110 

66.92 

25.00 

16.73 

0.0200 

31.9103 

43.08 

110 

66.92 

25.00 

16.73 

0.0200 

21.5380 

28.77 

110 

81.23 

25.00 

20.31 

0.0200 

0.2222 

55.28 

110 

54.72 

25.00 

13.68 

0.0200 

4.8992 

55.28 

110 

54.72 

25.00 

13.68 

0.0200 

0.9294 

47.14 

110 

62.86 

25.00 

15.72 

0.0200 

1.9863 

65.33 

110 

44.67 

25.00 

11.17 

0.0200 

0.0174 

23.40 

110 

86.60 

25.00 

21.65 

0.0200 

0.1464 

31.71 

110 

78.29 

40.00 

31.32 

0.0200 

1.1597 

31.71 

110 

78.29 

25.00 

19.57 

0.0200 

11.1151 

39.48 

110 

70.52 

40.00 

28.21 

0.0200 

0.9686 

39.48 

110 

70.52 

25.00 

17.63 

0.0200 

2.6943 

39.48 

110 

70.52 

25.00 

17.63 

0.0200 

65.3441 

16.50 

110 

93.50 

40.00 

37.40 

0.0200 

0.0073 

16.50 

110 

93.50 

25.00 

23.38 

0.0200 

0.0691 

23.99 

110 

86.01 

25.00 

21.50 

0.0200 

3.9253 

16.46 

110 

93.54 

25.00 

23.39 

0.0200 

0.2023 

24.68 

110 

85.32 

40.00 

34.13 

0.0200 

0.5912 

24.68 

110 

85.32 

25.00 

21.33 

0.0200 

34.2672 

43.08 

110 

66.92 

40.00 

26.77 

0.0200 

47.5923 

43.08 

110 

66.92 

25.00 

16.73 

0.0200 

0.4985 

43.08 

110 

66.92 

25.00 

16.73 

0.0200 

74.5833 

28.77 

110 

81.23 

40.00 

32.49 

0.0200 

8.5063 

28.77 

110 

81.23 

25.00 

20.31 

0.0200 

5.5157 

55.28 

110 

54.72 

25.00 

13.68 

0.0200 

4.6937 

55.28 

110 

54.72 

25.00 

13.68 

0.0200 

2.6711 

47.14 

110 

62.86 

40.00 

25.14 

0.0200 

1.3542 
























































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Jurassic Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Younger Alluvium 


Tertiary Sandstone 


Younger Alluvium 


Tertiary Sandstone 


Younger Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Younger Alluvium 


Younger Alluvium 


Tertiary Sandstone 


Younger Alluvium 


Younger Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Jurassic Sandstone 


Tertiary Sandstone 


Tortiarx/ Qanrlctnno 



0.00 


93.02 


0.05 


10.63 


0.65 


17.58 


78.35 


14.05 


33.75 


3.65 


23.11 


19.91 


14.35 


8.12 


6.11 


11.13 


5.05 


2.37 


7.94 


2.03 


3.37 


36.46 


28.60 


30.55 


8.90 


1.69 


35.41 


166.32 


1.31 


0.43 


0.93 


1.85 


26.39 


0.00 


20.90 


5.82 


0.21 


16.26 


22.66 


1.39 


3.02 


11.97 


31.68 


1.66 


22.67 


29.21 


2.69 


5.21 


0.48 


17.93 


8.28 


1.18 


6.61 


5.19 


82.17 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

47.14 

110 

62.86 

25.00 

15.72 

0.0200 

0.0014 

47.14 

110 

62.86 

25.00 

15.72 

0.0200 

29.2373 

23.47 

110 

86.53 

40.00 

34.61 

0.0200 

0.0326 

23.47 

110 

86.53 

25.00 

21.63 

0.0200 

4.5969 

19.93 

110 

90.07 

40.00 

36.03 

0.0200 

0.4710 

19.93 

110 

90.07 

25.00 

22.52 

0.0200 

7.9189 

49.66 

110 

60.34 

40.00 

24.14 

0.0200 

37.8229 

49.66 

110 

60.34 

25.00 

15.09 

0.0200 

4.2396 

18.94 

110 

91.06 

40.00 

36.42 

0.0200 

24.5846 

18.94 

110 

91.06 

25.00 

22.76 

0.0200 

1.6602 

31.71 

110 

78.29 

40.00 

31.32 

0.0200 

14.4753 

31.71 

110 

78.29 

25.00 

19.57 

0.0200 

7.7946 

26.33 

110 

83.67 

40.00 

33.47 

0.0200 

9.6045 

26.33 

110 

83.67 

25.00 

20.92 

0.0200 

3.3986 

45.88 

110 

64.12 

25.00 

16.03 

0.0200 

1.9577 

39.48 

110 

70.52 

40.00 

28.21 

0.0200 

6.2809 

39.48 

110 

70.52 

25.00 

17.63 

0.0200 

1.7794 

18.40 

110 

91.60 

40.00 

36.64 

0.0200 

1.7336 

18.40 

110 

91.60 

25.00 

22.90 

0.0200 

3.6357 

14.88 

110 

95.12 

40.00 

38.05 

0.0200 

1.5449 

43.97 

160 

116.03 

25.00 

29.01 

0.0200 

1.9532 

43.97 

150 

106.03 

25.00 

26.51 

0.0200 

19.3283 

73.45 

150 

76.55 

25.00 

19.14 

0.0200 

10.9452 

73.45 

150 

76.55 

25.00 

19.14 

0.0200 

11.6929 

53.22 

110 

56.78 

40.00 

22.71 

0.0200 

4.0435 

63.42 

150 

86.58 

25.00 

21.64 

0.0100 

0.3650 

63.42 

110 

46.58 

40.00 

18.63 

0.0200 

13.1944 

63.42 

150 

86.58 

25.00 

21.64 

0.0200 

71.9981 

63.42 

110 

46.58 

25.00 

11.64 

0.0200 

0.3056 

63.42 

150 

86.58 

25.00 

21.64 

0.0200 

0.1859 

44.01 

150 

105.99 

25.00 

26.50 

0.0200 

0.4916 

44.01 

150 

105.99 

25.00 

26.50 

0.0200 

0.9830 

69.97 

110 

40.03 

40.00 

16.01 

0.0200 

8.4518 

69.97 

110 

40.03 

40.00 

16.01 

0.0200 

0.0000 

69.97 

150 

80.03 

25.00 

20.01 

0.0200 

8.3644 

69.97 

110 

40.03 

25.00 

10.01 

0.0200 

1.1652 

69.97 

110 

40.03 

25.00 

10.01 

0.0200 

0.0420 

32.10 

150 

117.90 

25.00 

29.48 

0.0200 

9.5884 

32.10 

150 

117.90 

25.00 

29.48 

0.0200 

13.3614 

46.80 

110 

63.20 

40.00 

25.28 

0.0200 

0.7005 

46.80 

110 

63.20 

40.00 

25.28 

0.0200 

1.5284 

46.80 

110 

63.20 

25.00 

15.80 

0.0200 

3.7832 

46.80 

110 

63.20 

25.00 

15.80 

0.0200 

10.0105 

36.90 

110 

73.10 

25.00 

18.28 

0.0200 

0.6076 

62.54 

110 

47.46 

40.00 

18.99 

0.0200 

8.6097 

62.54 

110 

47.46 

40.00 

18.99 

0.0200 

11.0895 

62.54 

110 

47.46 

25.00 

11.87 

0.0200 

0.6395 

54.42 

110 

55.58 

40.00 

22.23 

0.0200 

2.3142 

63.88 

110 

46.12 

40.00 

18.45 

0.0200 

0.1774 

63.88 

110 

46.12 

40.00 

18.45 

0.0200 

6.6139 

63.88 

110 

46.12 

25.00 

11.53 

0.0200 

1.9095 

39.72 

110 

70.28 

25.00 

17.57 

0.0200 

0.4129 

43.70 

160 

116.30 

25.00 

29.08 

0.0200 

3.8424 

43.70 

150 

106.30 

25.00 

26.58 

0.0200 

2.7584 

55.97 

150 

94.03 

25.00 

23.51 

0.0200 

38.6346 











































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 


Census Code 



Nichoowali 


Rabhlau Fakironwala 


Siyambar 


Soma 


Surron Ki Dhani 


Turkon Ki Basti 


Jamrau 


Khuifatoojanwali@Khadoojanwali 


Liloi 


Lohar 


Ratrau 


Shekhar 


Bachhiya Chhor 


Bagnau 


Bandri 


Bhinda Deslonwala 


Bhinda Mangaliyowala 


Bichhiya 






0816000102020400 


0816000102020100 


0816000102020000 


0816000102034500 


0816000102034300 


0816000102028500 


0816000102033900 


0816000102020500 


0816000102034200 


0816000102020900 


0816000102028400 


0816000102021000 


0816000102020300 


0816000102029900 


0816000102030100 


0816000102030200 


0816000102018500 


0816000102030000 


0816000102018400 


0816000102030300 


0816000102018200 


0816000102029800 


0816000102018000 


0816000102029400 


0816000102031200 


0816000102019500 


0816000102019600 


0816000102017600 


0816000102030600 


0816000102019300 



Buranwali 


Butoi Jeevanwali 



Chakrau 


Chandrau 


Dorau 


Ganeshiya 


0816000102030700 


0816000102031000 


0816000102031100 


0816000102019400 


0816000102018900 


0816000102018600 


0816000102019100 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 


Non-command 

Saline 

Non-command 

Fresh 

Command 

Saline 

Command 


Command 

Fresh 

Command 

Saline 

Command 


Command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Fresh 

Command 

Saline 

Command 

Fresh 

Non-command 

Saline 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Command 

Saline 

Command 

Saline 

Non-command 


Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Saline 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 


Hydrogeological Unit 


Tertiary Sandstone 


Tertiary Sandstone 


Younger Alluvium 


Tertiary Sandstone 


Younger Alluvium 


Younger Alluvium 


Tertiary Sandstone 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Tertiary Sandstone 


Younger Alluvium 


Jurassic Sandstone 


Jurassic Sandstone 


Younger Alluvium 


Younger Alluvium 


Jurassic Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 



23.08 


15.10 


0.22 


46.94 


12.01 


47.68 


23.16 


18.78 


21.82 


16.38 


5.56 


1.68 


0.37 


10.80 


21.07 


133.28 


7.91 


0.00 


4.26 


80.73 


10.85 


5.65 


7.23 


42.14 


21.31 


31.49 


20.15 


14.93 


23.84 


37.75 


24.91 


7.32 


43.36 


23.79 


24.44 


18.99 


12.77 


1.26 


19.39 


15.70 


9.40 


2.99 


3.65 


0.63 


22.56 


13.32 


12.08 


0.96 


0.50 


3.55 


15.61 


4.79 


1.64 


16.37 


0.29 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

55.97 

150 

94.03 

25.00 

23.51 

0.0200 

10.8524 

44.46 

150 

105.54 

25.00 

26.39 

0.0200 

7.9693 

63.52 

110 

46.48 

40.00 

18.59 

0.0200 

0.0833 

63.52 

150 

86.48 

25.00 

21.62 

0.0200 

20.2962 

63.52 

110 

46.48 

25.00 

11.62 

0.0200 

2.7923 

54.36 

110 

55.64 

40.00 

22.26 

0.0200 

21.2214 

54.36 

150 

95.64 

25.00 

23.91 

0.0200 

11.0763 

54.36 

110 

55.64 

25.00 

13.91 

0.0200 

5.2245 

62.37 

110 

47.63 

40.00 

19.05 

0.0200 

8.3128 

62.37 

110 

47.63 

25.00 

11.91 

0.0200 

3.9016 

48.89 

110 

61.11 

40.00 

24.44 

0.0200 

2.7157 

49.00 

110 

61.00 

40.00 

24.40 

0.0200 

0.8206 

49.00 

110 

61.00 

25.00 

15.25 

0.0200 

0.1113 

47.09 

110 

62.91 

40.00 

25.16 

0.0200 

5.4365 

47.09 

110 

62.91 

25.00 

15.73 

0.0200 

6.6261 

60.82 

150 

89.18 

25.00 

22.30 

0.0200 

59.4316 

48.99 

110 

61.01 

40.00 

24.40 

0.0200 

3.8605 

102.87 

160 

57.13 

25.00 

14.28 

0.0100 

0.0007 

102.87 

160 

57.13 

25.00 

14.28 

0.0200 

1.2162 

61.55 

110 

48.45 

40.00 

19.38 

0.0200 

31.2923 

61.55 

110 

48.45 

25.00 

12.11 

0.0200 

2.6295 

99.27 

160 

60.73 

25.00 

15.18 

0.0200 

1.7168 

99.27 

150 

50.73 

25.00 

12.68 

0.0200 

1.8332 

43.32 

150 

106.68 

25.00 

26.67 

0.0200 

22.4784 

14.53 

110 

95.47 

40.00 

38.19 

0.0200 

16.2758 

15.08 

110 

94.92 

40.00 

37.97 

0.0200 

23.9148 

15.33 

110 

94.67 

40.00 

37.87 

0.0200 

15.2598 

14.10 

110 

95.90 

40.00 

38.36 

0.0200 

11.4522 

14.10 

110 

95.90 

25.00 

23.97 

0.0200 

11.4290 

14.62 

110 

95.38 

40.00 

38.15 

0.0200 

28.8025 

14.35 

110 

95.65 

25.00 

23.91 

0.0200 

11.9124 

14.61 

110 

95.39 

40.00 

38.16 

0.0200 

5.5833 

16.23 

110 

93.77 

25.00 

23.44 

0.0200 

20.3312 

14.22 

110 

95.78 

40.00 

38.31 

0.0200 

18.2319 

16.50 

110 

93.50 

40.00 

37.40 

0.0200 

18.2781 

16.50 

110 

93.50 

25.00 

23.38 

0.0200 

8.8760 

14.16 

110 

95.84 

40.00 

38.33 

0.0200 

9.7898 

14.16 

110 

95.84 

25.00 

23.96 

0.0200 

0.6046 

16.77 

110 

93.23 

40.00 

37.29 

0.0200 

14.4659 

16.68 

110 

93.32 

25.00 

23.33 

0.0200 

7.3243 

19.43 

110 

90.57 

25.00 

22.64 

0.0200 

4.2556 

23.99 

110 

86.01 

25.00 

21.50 

0.0200 

1.2859 

15.83 

110 

94.17 

40.00 

37.67 

0.0200 

2.7490 

15.18 

110 

94.82 

40.00 

37.93 

0.0200 

0.4756 

15.18 

110 

94.82 

25.00 

23.71 

0.0200 

10.6958 

15.17 

110 

94.83 

40.00 

37.93 

0.0200 

10.1064 

15.67 

110 

94.33 

40.00 

37.73 

0.0200 

9.1138 

15.67 

110 

94.33 

25.00 

23.58 

0.0200 

0.4534 

16.09 

110 

93.91 

40.00 

37.56 

0.0200 

0.3748 

16.09 

110 

93.91 

25.00 

23.48 

0.0200 

1.6689 

16.46 

110 

93.54 

25.00 

23.39 

0.0200 

7.3018 

14.26 

110 

95.74 

40.00 

38.30 

0.0200 

3.6657 

13.91 

110 

96.09 

40.00 

38.44 

0.0200 

1.2590 

13.99 

110 

96.01 

40.00 

38.40 

0.0200 

12.5732 

13.99 

110 

96.01 

25.00 

24.00 

0.0200 

0.1391 




























































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Younger Alluvium 


Tertiary Sandstone 


Younger Alluvium 


Tertiary Sandstone 


Younger Alluvium 


Tertiary Sandstone 


Younger Alluvium 


Younger Alluvium 


Tertiary Sandstone 


Younger Alluvium 


Younger Alluvium 


Tertiary Sandstone 


Younger Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


liiraccir Qanrlctnna 



34.33 


9.13 


9.50 


25.77 


2.13 


12.43 


1.30 


33.99 


16.06 


0.26 


8.26 


0.30 


12.37 


3.84 


7.90 


6.26 


8.28 


4.44 


0.38 


41.83 


0.99 


0.56 


19.14 


46.06 


0.04 


0.38 


5.43 


45.00 


5.16 


4.67 


2.76 


57.59 


0.61 


100.80 


87.81 


12.29 


89.75 


10.49 


0.00 


12.35 


1.53 


34.04 


9.96 


4.66 


29.56 


20.22 


79.46 


16.83 


0.00 


0.12 


0.97 


43.11 


9.77 


14.22 


10.60 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

24.68 

110 

85.32 

25.00 

21.33 

0.0200 

14.6454 

16.13 

110 

93.87 

25.00 

23.47 

0.0200 

4.2874 

14.39 

110 

95.61 

40.00 

38.24 

0.0200 

7.2649 

14.39 

110 

95.61 

25.00 

23.90 

0.0200 

12.3214 

14.70 

110 

95.30 

40.00 

38.12 

0.0200 

1.6263 

14.65 

110 

95.35 

40.00 

38.14 

0.0200 

9.4803 

14.65 

110 

95.35 

25.00 

23.84 

0.0200 

0.6182 

19.93 

110 

90.07 

25.00 

22.52 

0.0200 

15.3060 

18.94 

110 

91.06 

40.00 

36.42 

0.0200 

11.6975 

18.94 

110 

91.06 

25.00 

22.76 

0.0200 

0.1172 

14.14 

110 

95.86 

40.00 

38.34 

0.0200 

6.3323 

14.12 

110 

95.88 

40.00 

38.35 

0.0200 

0.2315 

15.79 

110 

94.21 

25.00 

23.55 

0.0200 

5.8285 

14.28 

110 

95.72 

40.00 

38.29 

0.0200 

2.9436 

14.21 

110 

95.79 

40.00 

38.31 

0.0200 

6.0498 

16.51 

110 

93.49 

40.00 

37.39 

0.0200 

4.6809 

16.51 

110 

93.49 

25.00 

23.37 

0.0200 

3.8683 

14.10 

110 

95.90 

40.00 

38.36 

0.0200 

3.4068 

15.37 

110 

94.63 

40.00 

37.85 

0.0200 

0.2849 

15.37 

110 

94.63 

25.00 

23.66 

0.0200 

19.7923 

26.33 

110 

83.67 

25.00 

20.92 

0.0200 

0.4159 

16.23 

110 

93.77 

40.00 

37.51 

0.0200 

0.4209 

14.37 

110 

95.63 

40.00 

38.25 

0.0200 

14.6436 

14.37 

110 

95.63 

25.00 

23.91 

0.0200 

22.0235 

19.75 

110 

90.25 

25.00 

22.56 

0.0200 

0.0187 

18.40 

110 

91.60 

40.00 

36.64 

0.0200 

0.2795 

18.40 

110 

91.60 

25.00 

22.90 

0.0200 

2.4852 

14.88 

110 

95.12 

40.00 

38.05 

0.0200 

34.2453 

14.88 

110 

95.12 

25.00 

23.78 

0.0200 

2.4563 

63.42 

150 

86.58 

25.00 

21.64 

0.0200 

2.0228 

44.01 

150 

105.99 

25.00 

26.50 

0.0200 

1.4627 

44.01 

150 

105.99 

25.00 

26.50 

0.0200 

30.5218 

69.97 

110 

40.03 

40.00 

16.01 

0.0200 

0.1941 

69.97 

150 

80.03 

25.00 

20.01 

0.0200 

40.3341 

69.97 

110 

40.03 

25.00 

10.01 

0.0200 

17.5761 

69.97 

150 

80.03 

25.00 

20.01 

0.0200 

4.9193 

69.97 

110 

40.03 

25.00 

10.01 

0.0200 

17.9629 

32.10 

150 

117.90 

25.00 

29.48 

0.0200 

6.1824 

63.88 

110 

46.12 

40.00 

18.45 

0.0200 

0.0001 

63.88 

110 

46.12 

25.00 

11.53 

0.0200 

2.8483 

65.73 

150 

84.27 

25.00 

21.07 

0.0200 

0.6445 

65.73 

110 

44.27 

25.00 

11.07 

0.0200 

7.5346 

65.73 

110 

44.27 

25.00 

11.07 

0.0200 

2.2040 

17.74 

150 

132.26 

25.00 

33.06 

0.0200 

3.0798 

62.37 

110 

47.63 

25.00 

11.91 

0.0200 

7.0401 

52.20 

150 

97.80 

25.00 

24.45 

0.0200 

9.8885 

52.20 

150 

97.80 

25.00 

24.45 

0.0200 

38.8529 

12.32 

150 

137.68 

25.00 

34.42 

0.0200 

11.5867 

58.73 

160 

101.27 

25.00 

25.32 

0.0100 

0.0007 

58.73 

160 

101.27 

25.00 

25.32 

0.0200 

0.0600 

46.33 

160 

113.67 

25.00 

28.42 

0.0100 

0.2765 

46.33 

160 

113.67 

25.00 

28.42 

0.0200 

24.5024 

46.33 

150 

103.67 

25.00 

25.92 

0.0200 

5.0667 

51.91 

160 

108.09 

25.00 

27.02 

0.0100 

3.8432 

51.91 

160 

108.09 

25.00 

27.02 

0.0200 

5.7260 
















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Younger Alluvium 


Tertiary Sandstone 


Younger Alluvium 


Tertiary Sandstone 


Jurassic Sandstone 


Younger Alluvium 


Jurassic Sandstone 


Younger Alluvium 


Younger Alluvium 


Jurassic Sandstone 


Younger Alluvium 


Jurassic Sandstone 


Jurassic Sandstone 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Jurassic Sandstone 


Younger Alluvium 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Jurassic Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Younger Alluvium 


Tertiary Sandstone 


Younger Alluvium 


Younger Alluvium 


Tertiary Sandstone 


Younger Alluvium 


Younger Alluvium 


Tertiary Sandstone 


Younger Alluvium 


Jurassic Sandstone 


Tertiary Sandstone 


Younger Alluvium 


Jurassic Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Younger Alluvium 


Jurassic Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Younger Alluvium 


liiraccir Qanrlctnna 



13.25 


33.07 


7.26 


14.03 


5.88 


6.96 


10.18 


0.07 


0.98 


2.48 


0.24 


4.86 


4.40 


0.25 


32.79 


3.01 


25.10 


7.51 


5.49 


3.31 


38.83 


60.41 


3.02 


110.89 


26.21 


4.62 


0.03 


0.55 


7.32 


7.54 


4.85 


1.23 


4.81 


0.30 


18.84 


3.35 


135.73 


16.34 


36.78 


3.94 


4.98 


8.84 


4.89 


11.95 


0.12 


24.95 


1.22 


49.42 


1.50 


16.05 


0.45 


16.89 


42.47 


0.09 


13.51 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

64.76 

110 

45.24 

40.00 

18.10 

0.0200 

4.7946 

64.76 

150 

85.24 

25.00 

21.31 

0.0100 

7.0470 

64.76 

110 

45.24 

40.00 

18.10 

0.0200 

2.6274 

64.76 

150 

85.24 

25.00 

21.31 

0.0200 

5.9813 

50.66 

160 

109.34 

25.00 

27.33 

0.0100 

1.6062 

50.66 

110 

59.34 

40.00 

23.73 

0.0200 

3.3027 

50.66 

160 

109.34 

25.00 

27.33 

0.0100 

2.7817 

50.66 

110 

59.34 

40.00 

23.73 

0.0200 

0.0324 

50.66 

110 

59.34 

25.00 

14.83 

0.0200 

0.2908 

50.66 

160 

109.34 

25.00 

27.33 

0.0200 

1.3564 

69.97 

110 

40.03 

25.00 

10.01 

0.0200 

0.0481 

25.44 

160 

134.56 

25.00 

33.64 

0.0200 

3.2711 

16.82 

160 

143.18 

25.00 

35.79 

0.0200 

3.1530 

56.03 

110 

53.97 

40.00 

21.59 

0.0200 

0.1083 

56.03 

110 

53.97 

25.00 

13.49 

0.0200 

8.8500 

82.43 

110 

27.57 

40.00 

11.03 

0.0200 

0.6636 

82.43 

160 

77.57 

25.00 

19.39 

0.0100 

4.8680 

82.43 

110 

27.57 

40.00 

11.03 

0.0200 

1.6565 

82.43 

160 

77.57 

25.00 

19.39 

0.0200 

2.1278 

34.05 

160 

125.95 

25.00 

31.49 

0.0100 

1.0429 

34.05 

160 

125.95 

25.00 

31.49 

0.0200 

24.4522 

48.44 

110 

61.56 

40.00 

24.63 

0.0200 

29.7521 

48.44 

110 

61.56 

40.00 

24.63 

0.0200 

1.4866 

48.44 

110 

61.56 

25.00 

15.39 

0.0200 

34.1346 

71.27 

160 

88.73 

25.00 

22.18 

0.0100 

5.8137 

71.27 

150 

78.73 

25.00 

19.68 

0.0100 

0.9098 

71.27 

160 

88.73 

25.00 

22.18 

0.0200 

0.0144 

71.27 

150 

78.73 

25.00 

19.68 

0.0200 

0.2184 

69.27 

110 

40.73 

40.00 

16.29 

0.0200 

2.3847 

69.27 

150 

80.73 

25.00 

20.18 

0.0100 

1.5208 

69.27 

110 

40.73 

40.00 

16.29 

0.0200 

1.5809 

69.27 

110 

40.73 

25.00 

10.18 

0.0200 

0.2513 

69.27 

150 

80.73 

25.00 

20.18 

0.0200 

1.9427 

69.27 

110 

40.73 

25.00 

10.18 

0.0200 

0.0615 

65.73 

110 

44.27 

40.00 

17.71 

0.0200 

6.6736 

65.73 

150 

84.27 

25.00 

21.07 

0.0200 

1.4115 

65.73 

110 

44.27 

25.00 

11.07 

0.0200 

30.0434 

79.90 

160 

80.10 

25.00 

20.03 

0.0100 

3.2726 

79.90 

150 

70.10 

25.00 

17.53 

0.0100 

6.4450 

79.90 

110 

30.10 

40.00 

12.04 

0.0200 

0.9494 

79.90 

160 

80.10 

25.00 

20.03 

0.0200 

1.9941 

79.90 

150 

70.10 

25.00 

17.53 

0.0200 

3.0988 

17.74 

160 

142.26 

25.00 

35.56 

0.0200 

3.4788 

17.74 

150 

132.26 

25.00 

33.06 

0.0200 

7.9033 

44.24 

150 

105.76 

25.00 

26.44 

0.0100 

0.0329 

44.24 

150 

105.76 

25.00 

26.44 

0.0200 

13.1921 

58.41 

110 

51.59 

25.00 

12.90 

0.0200 

0.3152 

28.25 

160 

131.75 

25.00 

32.94 

0.0200 

32.5567 

28.25 

150 

121.75 

25.00 

30.44 

0.0200 

0.9143 

55.23 

160 

104.77 

25.00 

26.19 

0.0100 

4.2049 

55.23 

150 

94.77 

25.00 

23.69 

0.0100 

0.1072 

55.23 

160 

104.77 

25.00 

26.19 

0.0200 

8.8492 

55.23 

150 

94.77 

25.00 

23.69 

0.0200 

20.1268 

53.61 

110 

56.39 

40.00 

22.56 

0.0200 

0.0409 

53.61 

160 

106.39 

25.00 

26.60 

0.0200 

7.1854 
















































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Younger Alluvium 


Younger Alluvium 


Tertiary Sandstone 


Younger Alluvium 


Tertiary Sandstone 


Younger Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Younger Alluvium 


Jurassic Sandstone 


Tertiary Sandstone 


Younger Alluvium 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jalore Granite 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jalore Granite 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jalore Granite 


Jurassic Sandstone 


Jalore Granite 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jalore Granite 



82.60 


10.54 


8.92 


2.26 


109.85 


0.04 


1.37 


4.86 


2.80 


4.18 


0.08 


13.97 


22.76 


51.03 


13.07 


14.43 


0.33 


17.35 


1.47 


14.76 


6.43 


23.46 


41.91 


8.14 


0.01 


1.69 


62.88 


9.71 


7.14 


36.00 


2.08 


31.19 


21.10 


9.63 


5.06 


0.05 


65.70 


12.98 


38.75 


0.35 


5.55 


8.29 


21.41 


2.49 


9.36 


18.73 


33.63 


16.68 


13.30 


19.37 


34.13 


54.91 


22.07 


39.49 


1.69 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

53.61 

110 

56.39 

25.00 

14.10 

0.0200 

23.2875 

53.61 

110 

56.39 

25.00 

14.10 

0.0200 

2.9726 

52.20 

150 

97.80 

25.00 

24.45 

0.0200 

4.3617 

52.20 

110 

57.80 

25.00 

14.45 

0.0200 

0.6519 

52.20 

150 

97.80 

25.00 

24.45 

0.0200 

53.7140 

52.20 

110 

57.80 

25.00 

14.45 

0.0200 

0.0119 

12.32 

150 

137.68 

25.00 

34.42 

0.0200 

0.9453 

65.25 

150 

84.75 

25.00 

21.19 

0.0200 

2.0587 

42.57 

160 

117.43 

25.00 

29.36 

0.0200 

1.6440 

72.41 

110 

37.59 

40.00 

15.03 

0.0200 

1.2562 

72.41 

160 

87.59 

25.00 

21.90 

0.0100 

0.0185 

72.41 

150 

77.59 

25.00 

19.40 

0.0100 

2.7093 

72.41 

110 

37.59 

40.00 

15.03 

0.0200 

6.8447 

94.09 

160 

65.91 

25.00 

16.48 

0.0100 

8.4083 

89.64 

160 

70.36 

25.00 

17.59 

0.0100 

2.3000 

94.16 

160 

65.84 

25.00 

16.46 

0.0100 

2.3756 

25.73 

90 

64.27 

30.00 

19.28 

0.0010 

0.0063 

78.57 

160 

81.43 

25.00 

20.36 

0.0100 

3.5310 

75.12 

140 

64.88 

20.00 

12.98 

0.0200 

0.3815 

85.42 

160 

74.58 

25.00 

18.65 

0.0100 

2.7529 

97.84 

160 

62.16 

25.00 

15.54 

0.0100 

0.9990 

99.37 

160 

60.63 

25.00 

15.16 

0.0100 

3.5564 

87.42 

160 

72.58 

25.00 

18.15 

0.0100 

7.6041 

99.39 

160 

60.61 

25.00 

15.15 

0.0100 

1.2341 

39.69 

70 

30.31 

35.00 

10.61 

0.0015 

0.0002 

39.69 

160 

120.31 

25.00 

30.08 

0.0100 

0.5088 

94.02 

160 

65.98 

25.00 

16.49 

0.0100 

10.3712 

94.85 

160 

65.15 

25.00 

16.29 

0.0100 

1.5809 

98.00 

160 

62.00 

25.00 

15.50 

0.0100 

1.1067 

97.30 

160 

62.70 

25.00 

15.67 

0.0100 

5.6428 

93.88 

160 

66.12 

25.00 

16.53 

0.0100 

0.3432 

63.46 

160 

96.54 

25.00 

24.14 

0.0100 

7.5286 

26.87 

70 

43.13 

35.00 

15.09 

0.0015 

0.4778 

26.87 

160 

133.13 

25.00 

33.28 

0.0100 

3.2054 

26.87 

70 

43.13 

30.00 

12.94 

0.0015 

0.0982 

67.15 

140 

72.85 

20.00 

14.57 

0.0200 

0.0153 

81.75 

160 

78.25 

25.00 

19.56 

0.0100 

12.8536 

98.44 

160 

61.56 

25.00 

15.39 

0.0100 

1.9969 

98.10 

160 

61.90 

25.00 

15.48 

0.0100 

5.9973 

68.02 

140 

71.98 

20.00 

14.40 

0.0200 

0.1012 

90.70 

160 

69.30 

25.00 

17.32 

0.0100 

0.9622 

93.77 

160 

66.23 

25.00 

16.56 

0.0100 

1.3723 

83.01 

160 

76.99 

25.00 

19.25 

0.0100 

4.1212 

80.20 

160 

79.80 

25.00 

19.95 

0.0100 

0.4962 

103.13 

160 

56.87 

25.00 

14.22 

0.0100 

1.3306 

94.21 

160 

65.79 

25.00 

16.45 

0.0100 

3.0800 

93.46 

160 

66.54 

25.00 

16.63 

0.0100 

5.5949 

98.97 

160 

61.03 

25.00 

15.26 

0.0100 

2.5456 

92.82 

160 

67.18 

25.00 

16.80 

0.0200 

4.4681 

98.11 

160 

61.89 

25.00 

15.47 

0.0100 

2.9969 

103.01 

160 

56.99 

25.00 

14.25 

0.0100 

4.8625 

76.35 

160 

83.65 

25.00 

20.91 

0.0100 

11.4828 

101.18 

160 

58.83 

25.00 

14.71 

0.0100 

3.2451 

82.67 

160 

77.33 

25.00 

19.33 

0.0100 

7.6345 

29.79 

70 

40.21 

35.00 

14.07 

0.0015 

0.0357 









































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jalore Granite 


Jalore Granite 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jalore Granite 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 



18.75 


0.50 


29.92 


0.05 


64.28 


0.26 


0.05 


10.13 


22.10 


0.32 


0.31 


7.65 


20.85 


11.53 


60.44 


15.39 


16.32 


9.78 


66.57 


27.66 


8.36 


39.81 


18.21 


56.26 


18.30 


0.56 


21.25 


2.45 


0.49 


54.66 


10.51 


0.36 


15.29 


10.81 


8.98 


61.73 


14.70 


113.50 


1.05 


37.31 


11.34 


1.70 


72.89 


56.72 


87.65 


10.48 


5.13 


56.92 


1.03 


132.99 


3.07 


16.83 


7.32 


3.58 


79.10 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

29.79 

160 

130.21 

25.00 

32.55 

0.0100 

6.1031 

95.21 

160 

64.79 

25.00 

16.20 

0.0100 

0.0815 

86.43 

160 

73.57 

25.00 

18.39 

0.0100 

5.5024 

75.89 

140 

64.11 

20.00 

12.82 

0.0200 

0.0117 

96.47 

160 

63.53 

25.00 

15.88 

0.0100 

10.2097 

20.42 

70 

49.58 

35.00 

17.35 

0.0015 

0.0068 

20.42 

70 

49.58 

30.00 

14.87 

0.0015 

0.0012 

88.50 

160 

71.50 

25.00 

17.87 

0.0100 

1.8101 

95.03 

160 

64.97 

25.00 

16.24 

0.0100 

3.5897 

113.50 

160 

46.50 

25.00 

11.62 

0.0100 

0.0367 

41.90 

70 

28.10 

35.00 

9.83 

0.0015 

0.0045 

41.90 

160 

118.10 

25.00 

29.52 

0.0100 

2.2595 

86.42 

160 

73.58 

25.00 

18.40 

0.0100 

3.8346 

98.54 

160 

61.46 

25.00 

15.36 

0.0100 

1.7723 

96.80 

160 

63.20 

25.00 

15.80 

0.0100 

9.5500 

90.80 

160 

69.20 

25.00 

17.30 

0.0100 

2.6628 

60.57 

160 

99.43 

25.00 

24.86 

0.0100 

4.0581 

96.38 

160 

63.62 

25.00 

15.90 

0.0100 

1.5549 

104.50 

160 

55.50 

25.00 

13.88 

0.0100 

9.2375 

78.67 

160 

81.33 

25.00 

20.33 

0.0100 

5.6238 

78.67 

150 

71.33 

25.00 

17.83 

0.0100 

1.4916 

98.99 

160 

61.01 

25.00 

15.25 

0.0100 

6.0717 

98.79 

160 

61.21 

25.00 

15.30 

0.0100 

2.7860 

97.03 

160 

62.98 

25.00 

15.74 

0.0100 

8.8581 

101.93 

160 

58.07 

25.00 

14.52 

0.0100 

2.6573 

85.12 

160 

74.88 

25.00 

18.72 

0.0100 

0.1055 

101.15 

160 

58.85 

25.00 

14.71 

0.0100 

3.1264 

82.19 

160 

77.81 

25.00 

19.45 

0.0100 

0.4757 

82.19 

150 

67.81 

25.00 

16.95 

0.0100 

0.0839 

103.23 

160 

56.77 

25.00 

14.19 

0.0100 

7.7579 

104.92 

160 

55.08 

25.00 

13.77 

0.0100 

1.4477 

83.09 

140 

56.91 

20.00 

11.38 

0.0200 

0.0826 

94.09 

160 

65.91 

25.00 

16.48 

0.0100 

2.5192 

94.16 

160 

65.84 

25.00 

16.46 

0.0100 

1.7788 

78.57 

160 

81.43 

25.00 

20.36 

0.0100 

1.8285 

58.73 

160 

101.27 

25.00 

25.32 

0.0100 

15.6285 

58.73 

160 

101.27 

25.00 

25.32 

0.0200 

7.4441 

95.93 

160 

64.07 

25.00 

16.02 

0.0100 

18.1796 

95.93 

160 

64.07 

25.00 

16.02 

0.0200 

0.3370 

87.42 

160 

72.58 

25.00 

18.15 

0.0100 

6.7700 

51.91 

160 

108.09 

25.00 

27.02 

0.0100 

3.0636 

51.91 

160 

108.09 

25.00 

27.02 

0.0200 

0.9168 

93.88 

160 

66.12 

25.00 

16.53 

0.0100 

12.0488 

50.66 

160 

109.34 

25.00 

27.33 

0.0100 

15.5043 

50.66 

160 

109.34 

25.00 

27.33 

0.0100 

23.9571 

50.66 

160 

109.34 

25.00 

27.33 

0.0200 

5.7264 

50.66 

160 

109.34 

25.00 

27.33 

0.0200 

2.8059 

71.50 

160 

88.50 

25.00 

22.12 

0.0100 

12.5937 

71.50 

160 

88.50 

25.00 

22.12 

0.0200 

0.4548 

69.14 

160 

90.86 

25.00 

22.71 

0.0100 

30.2083 

69.14 

160 

90.86 

25.00 

22.71 

0.0200 

1.3963 

90.70 

160 

69.30 

25.00 

17.32 

0.0100 

2.9154 

93.77 

160 

66.23 

25.00 

16.56 

0.0100 

1.2127 

82.43 

160 

77.57 

25.00 

19.39 

0.0100 

0.6948 

80.20 

160 

79.80 

25.00 

19.95 

0.0100 

15.7798 




































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jalore Granite 


Tertiary Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Jalore Granite 


Jurassic Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Jalore Granite 


Jurassic Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

94.21 

160 

65.79 

25.00 

16.45 

0.0100 

1.0927 

95.05 

160 

64.95 

25.00 

16.24 

0.0100 

4.2220 

95.05 

160 

64.95 

25.00 

16.24 

0.0200 

7.1518 

86.98 

160 

73.02 

25.00 

18.26 

0.0100 

9.5035 

86.98 

160 

73.02 

25.00 

18.26 

0.0200 

27.0586 

66.35 

160 

93.65 

25.00 

23.41 

0.0100 

18.1435 

66.35 

160 

93.65 

25.00 

23.41 

0.0200 

5.1975 

70.46 

160 

89.54 

25.00 

22.39 

0.0100 

0.6918 

95.21 

160 

64.79 

25.00 

16.20 

0.0100 

0.5633 

86.43 

160 

73.57 

25.00 

18.39 

0.0100 

0.0010 

87.01 

160 

72.99 

25.00 

18.25 

0.0100 

6.2591 

87.01 

160 

72.99 

25.00 

18.25 

0.0200 

1.1327 

84.54 

160 

75.46 

25.00 

18.87 

0.0100 

2.3571 

58.41 

160 

101.59 

25.00 

25.40 

0.0100 

11.8993 

58.41 

160 

101.59 

25.00 

25.40 

0.0200 

3.8030 

63.25 

140 

76.75 

10.00 

7.68 

0.0100 

0.0011 

55.23 

160 

104.77 

25.00 

26.19 

0.0100 

0.1989 

74.96 

160 

85.04 

25.00 

21.26 

0.0100 

4.5247 

74.96 

160 

85.04 

25.00 

21.26 

0.0100 

6.6869 

74.96 

160 

85.04 

25.00 

21.26 

0.0200 

2.9746 

74.96 

160 

85.04 

25.00 

21.26 

0.0200 

10.8925 

40.64 

160 

119.36 

25.00 

29.84 

0.0200 

1.8570 

70.54 

160 

89.46 

25.00 

22.37 

0.0200 

31.5941 

70.54 

160 

89.46 

25.00 

22.37 

0.0200 

26.7694 

48.92 

160 

111.08 

25.00 

27.77 

0.0100 

4.7789 

42.57 

160 

117.43 

25.00 

29.36 

0.0100 

1.7231 

42.57 

160 

117.43 

25.00 

29.36 

0.0200 

2.3574 

64.52 

160 

95.48 

25.00 

23.87 

0.0100 

4.3124 

83.48 

200 

116.52 

20.00 

23.30 

0.0100 

3.5401 

83.83 

140 

56.17 

20.00 

11.23 

0.0200 

2.1986 

81.90 

160 

78.10 

25.00 

19.52 

0.0100 

10.2029 

87.24 

140 

52.76 

20.00 

10.55 

0.0200 

1.8598 

80.02 

160 

79.98 

25.00 

20.00 

0.0100 

15.5735 

30.30 

100 

69.70 

5.00 

3.49 

0.0015 

0.0274 

30.30 

200 

169.70 

20.00 

33.94 

0.0100 

1.3990 

84.16 

140 

55.84 

20.00 

11.17 

0.0200 

1.3924 

84.16 

140 

55.84 

10.00 

5.58 

0.0100 

0.7295 

84.16 

160 

75.84 

15.00 

11.38 

0.0100 

0.3112 

77.51 

100 

22.49 

5.00 

1.12 

0.0015 

0.0216 

77.51 

140 

62.49 

20.00 

12.50 

0.0200 

0.4600 

77.51 

200 

122.49 

20.00 

24.50 

0.0100 

7.6834 

85.42 

160 

74.58 

25.00 

18.65 

0.0100 

0.1121 

61.38 

70 

8.62 

35.00 

3.02 

0.0015 

0.0133 

61.38 

160 

98.62 

25.00 

24.65 

0.0100 

2.6140 

61.38 

150 

88.62 

25.00 

22.15 

0.0100 

0.0000 

87.42 

160 

72.58 

25.00 

18.15 

0.0100 

4.8469 

82.38 

200 

117.62 

20.00 

23.52 

0.0100 

1.5457 

81.30 

140 

58.70 

20.00 

11.74 

0.0200 

4.5147 

81.30 

140 

58.70 

10.00 

5.87 

0.0100 

0.2282 

85.38 

150 

64.62 

25.00 

16.16 

0.0100 

1.6633 

81.75 

160 

78.25 

25.00 

19.56 

0.0100 

5.9202 

87.06 

160 

72.94 

25.00 

18.24 

0.0100 

10.3091 

90.85 

140 

49.15 

20.00 

9.83 

0.0200 

0.1438 

71.57 

160 

88.43 

25.00 

22.11 

0.0100 

3.2854 

83.01 

160 

76.99 

25.00 

19.25 

0.0100 

1.0016 




















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Jhanphli Kalan 


Jhanphli Khurd 


Jhijhaniyali 


Jogidas Ka Gaon 


Kalijal 


Kane Ka Gaon 


Khariya (Jethwi) 


Kotha 


Kubriya 


Kundal @ Godhanili 


Lakha 


Leekari 


Magra 


Manihari 


Matuon Ki Dhani 


Mege Ka Gaon 


Mehron Ki Dhani 


Neembali 


Negrada 


Nohdiyala 


Pancha 


Punjraj Ka Par 


Randha 


Sanjeet 


Sarswati Nagar 


Satto 


Shastri Gaon 


Sihdar 


Sodat 


Swami Ka Gaon 


Tejmalta 


Census Code 


0817000102091500 


0817000102091600 


0816000302075500 


0816000302076000 


0817000102090500 


0817000102090000 


0816000102045000 


0816000302075000 


0817000102082800 


0817000102082600 


0816000302076700 


0817000102089900 


0816000302075300 


0817000102096800 


0817000102090400 


0817000102091300 


0816000302076400 


0816000302076300 


0817000102090600 


0817000102078300 


0816000302074800 


0817000102082300 


0816000302076800 


0816000302077400 


0817000102089400 


0816000302070700 


0817000102082700 


0816000302070900 


0816000302075800 


0817000102090200 


0816000302075900 



Zone (Fresh 
/ Saline) 




30.45 Fresh 


3.42 Fresh 


46.90 Fresh 


56.29 Fresh 


29.10 Fresh 


15.60 Fresh 


153.58 Fresh 


Saline 


30.55 Fresh 


53.43 Fresh 


19.11 Fresh 


Saline 


47.30 Fresh 


19.40 Fresh 


72.87 Fresh 


8.44 Fresh 


67.78 Fresh 


64.27 Fresh 


7.44 Fresh 


14.42 Fresh 


35.24 Fresh 



26.07 Fresh 


27.47 Fresh 


68.54 Saline 


21.14 


47.24 


47.24 


70.78 


20.82 


242.20 


18.43 


41.01 


12.43 


12.70 


51.81 


74.58 Fresh 


Saline 


71.03 Fresh 


16006060 




19.07 Fresh 


Saline 


287.66 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Jalore Granite 

Non-command 

Tertiary Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Jalore Granite 

Non-command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Jalore Granite 

Non-command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Jalore Granite 

Non-command 

Jalore Granite 

Non-command 

Tertiary Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Jalore Granite 

Non-command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Jalore Granite 

Non-command 

Tertiary Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Jalore Granite 

Non-command 

Tertiary Sandstone 

Non-command 

Jalore Granite 

Non-command 

Jurassic Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Command 

Jurassic Sandstone 

Command 

Younger Alluvium 

Non-command 

Jurassic Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

66.78 

200 

133.22 

20.00 

26.64 

0.0100 

5.2410 

66.18 

200 

133.82 

20.00 

26.76 

0.0100 

0.6466 

67.60 

160 

92.40 

25.00 

23.10 

0.0100 

10.6103 

91.63 

160 

68.37 

25.00 

17.09 

0.0100 

9.6223 

75.88 

200 

124.12 

20.00 

24.82 

0.0100 

7.1707 

70.63 

100 

29.37 

5.00 

1.47 

0.0015 

0.0007 

70.63 

200 

129.37 

20.00 

25.87 

0.0100 

3.9517 

86.98 

160 

73.02 

25.00 

18.26 

0.0100 

1.8435 

86.98 

160 

73.02 

25.00 

18.26 

0.0200 

6.3216 

50.62 

70 

19.38 

35.00 

6.78 

0.0015 

0.1579 

50.62 

160 

109.38 

25.00 

27.35 

0.0100 

3.9543 

82.67 

160 

77.33 

25.00 

19.33 

0.0100 

2.6944 

89.63 

140 

50.37 

20.00 

10.07 

0.0200 

1.3165 

89.63 

140 

50.37 

10.00 

5.04 

0.0100 

0.0098 

51.50 

70 

18.50 

35.00 

6.48 

0.0015 

0.0283 

51.50 

160 

108.50 

25.00 

27.13 

0.0100 

10.9305 

80.64 

140 

59.36 

20.00 

11.87 

0.0200 

4.6057 

24.13 

70 

45.87 

35.00 

16.05 

0.0015 

0.1495 

55.84 

100 

44.16 

5.00 

2.21 

0.0015 

0.0269 

55.84 

200 

144.16 

20.00 

28.83 

0.0100 

0.0936 

86.43 

160 

73.57 

25.00 

18.39 

0.0100 

6.9616 

73.20 

200 

126.80 

20.00 

25.36 

0.0100 

0.0002 

84.58 

200 

115.42 

20.00 

23.08 

0.0100 

1.7167 

58.98 

200 

141.02 

20.00 

28.20 

0.0100 

0.2756 

22.11 

70 

47.89 

35.00 

16.76 

0.0015 

0.0163 

22.11 

160 

137.89 

25.00 

34.47 

0.0100 

0.5105 

86.36 

160 

73.64 

25.00 

18.41 

0.0100 

1.1332 

86.36 

150 

63.64 

25.00 

15.91 

0.0100 

1.3140 

83.49 

100 

16.51 

5.00 

0.83 

0.0015 

0.0001 

83.49 

200 

116.51 

20.00 

23.30 

0.0100 

2.2519 

30.53 

160 

129.47 

25.00 

32.37 

0.0100 

3.7503 

74.77 

200 

125.23 

20.00 

25.05 

0.0100 

2.8149 

73.66 

140 

66.34 

10.00 

6.63 

0.0100 

1.5005 

73.66 

160 

86.34 

15.00 

12.95 

0.0100 

0.3230 

86.42 

160 

73.58 

25.00 

18.40 

0.0100 

0.0533 

68.85 

140 

71.15 

10.00 

7.11 

0.0100 

0.3554 

33.65 

70 

36.35 

35.00 

12.72 

0.0015 

0.8711 

78.67 

150 

71.33 

25.00 

17.83 

0.0100 

4.5924 

19.91 

100 

80.09 

5.00 

4.00 

0.0015 

0.0304 

70.54 

160 

89.46 

25.00 

22.37 

0.0200 

29.5887 

82.29 

160 

77.71 

15.00 

11.66 

0.0100 

0.4226 

81.31 

160 

78.69 

25.00 

19.67 

0.0100 

8.0672 

85.12 

160 

74.88 

25.00 

18.72 

0.0100 

2.2221 

84.53 

200 

115.47 

20.00 

23.09 

0.0100 

2.9326 

88.23 

160 

71.77 

25.00 

17.94 

0.0100 

8.2172 

88.23 

150 

61.77 

25.00 

15.44 

0.0100 

0.9289 

78.46 

160 

81.54 

25.00 

20.39 

0.0100 

9.8890 

78.46 

160 

81.54 

25.00 

20.39 

0.0200 

10.6294 

82.19 

160 

77.81 

25.00 

19.45 

0.0100 

2.1680 

82.19 

150 

67.81 

25.00 

16.95 

0.0100 

9.6533 

53.70 

140 

86.30 

20.00 

17.26 

0.0200 

0.0044 

53.70 

140 

86.30 

10.00 

8.63 

0.0100 

0.0018 

50.66 

160 

109.34 

25.00 

27.33 

0.0100 

2.8844 

50.66 

110 

59.34 

40.00 

23.73 

0.0200 

0.2286 

50.66 

160 

109.34 

25.00 

27.33 

0.0100 

3.2402 
























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Jurassic Sandstone 


Younger Alluvium 


Jurassic Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Younger Alluvium 


Younger Alluvium 


Jurassic Sandstone 


Tertiary Sandstone 


Younger Alluvium 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Younger Alluvium 


Tertiary Sandstone 


Jurassic Sandstone 


Younger Alluvium 


Jurassic Sandstone 


Younger Alluvium 


Jurassic Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Younger Alluvium 


Tertiary Sandstone 


Younger Alluvium 


Tertiary Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Younger Alluvium 


Younger Alluvium 


Jurassic Sandstone 


Younger Alluvium 


Younger Alluvium 


Jurassic Sandstone 


Tertiary Sandstone 


Younger Alluvium 


Tertiary Sandstone 


Younger Alluvium 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Jalore Granite 


Jurassic Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tortiarx/ Qanrlctnno 



20.70 


7.68 


49.88 


0.56 


2.12 


23.44 


12.42 


4.49 


6.98 


0.02 


6.66 


39.47 


0.60 


0.26 


0.11 


16.16 


16.02 


132.44 


12.34 


4.16 


50.52 


56.31 


10.25 


2.36 


23.45 


53.94 


0.06 


4.92 


2.15 


1.45 


3.26 


3.68 


17.18 


9.16 


4.07 


1.43 


5.43 


26.16 


29.07 


30.92 


1.27 


0.67 


9.04 


0.22 


25.34 


3.14 


1.62 


23.25 


4.99 


5.76 


0.03 


0.26 


3.05 


3.13 


3.69 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

50.66 

160 

109.34 

25.00 

27.33 

0.0200 

11.3159 

50.66 

110 

59.34 

25.00 

14.83 

0.0200 

2.2774 

50.66 

160 

109.34 

25.00 

27.33 

0.0200 

27.2666 

71.50 

160 

88.50 

25.00 

22.12 

0.0100 

0.1237 

47.24 

200 

152.76 

20.00 

30.55 

0.0100 

0.6463 

82.43 

160 

77.57 

25.00 

19.39 

0.0100 

4.5461 

82.43 

160 

77.57 

25.00 

19.39 

0.0200 

4.8155 

48.44 

110 

61.56 

25.00 

15.39 

0.0200 

1.3819 

35.14 

110 

74.86 

40.00 

29.94 

0.0200 

4.1818 

35.14 

160 

124.86 

25.00 

31.22 

0.0200 

0.0139 

35.14 

150 

114.86 

25.00 

28.72 

0.0200 

3.8231 

35.14 

110 

74.86 

25.00 

18.72 

0.0200 

14.7726 

71.27 

160 

88.73 

25.00 

22.18 

0.0100 

0.1325 

79.90 

160 

80.10 

25.00 

20.03 

0.0100 

0.0529 

79.90 

160 

80.10 

25.00 

20.03 

0.0200 

0.0438 

35.12 

110 

74.88 

25.00 

18.72 

0.0200 

6.0497 

36.68 

160 

123.32 

15.00 

18.50 

0.0100 

2.9631 

58.41 

160 

101.59 

25.00 

25.40 

0.0100 

33.6358 

58.41 

110 

51.59 

40.00 

20.63 

0.0200 

5.0910 

58.41 

160 

101.59 

25.00 

25.40 

0.0100 

1.0575 

58.41 

110 

51.59 

40.00 

20.63 

0.0200 

20.8482 

58.41 

160 

101.59 

25.00 

25.40 

0.0200 

28.5995 

58.41 

160 

101.59 

25.00 

25.40 

0.0200 

5.2076 

58.41 

150 

91.59 

25.00 

22.90 

0.0200 

1.0817 

58.41 

110 

51.59 

25.00 

12.90 

0.0200 

6.0482 

39.04 

200 

160.96 

20.00 

32.19 

0.0100 

17.3650 

39.04 

110 

70.96 

40.00 

28.39 

0.0200 

0.0346 

39.04 

160 

120.96 

15.00 

18.14 

0.0100 

0.8921 

55.23 

160 

104.77 

25.00 

26.19 

0.0100 

0.5627 

53.61 

160 

106.39 

25.00 

26.60 

0.0100 

0.3853 

53.61 

110 

56.39 

40.00 

22.56 

0.0200 

1.4722 

53.61 

110 

56.39 

40.00 

22.56 

0.0200 

1.6598 

53.61 

160 

106.39 

25.00 

26.60 

0.0200 

9.1370 

53.61 

110 

56.39 

25.00 

14.10 

0.0200 

2.5837 

53.61 

110 

56.39 

25.00 

14.10 

0.0200 

1.1488 

70.54 

160 

89.46 

25.00 

22.37 

0.0200 

0.6387 

30.79 

200 

169.21 

20.00 

33.84 

0.0100 

1.8384 

30.79 

110 

79.21 

40.00 

31.68 

0.0200 

16.5739 

30.79 

160 

129.21 

15.00 

19.38 

0.0100 

5.6334 

30.79 

110 

79.21 

25.00 

19.80 

0.0200 

12.2456 

83.83 

140 

56.17 

20.00 

11.23 

0.0200 

0.2854 

83.83 

140 

56.17 

10.00 

5.62 

0.0100 

0.0375 

52.55 

140 

87.45 

10.00 

8.75 

0.0100 

0.7909 

75.99 

140 

64.01 

20.00 

12.80 

0.0200 

0.0552 

75.99 

140 

64.01 

10.00 

6.40 

0.0100 

1.6222 

87.24 

140 

52.76 

20.00 

10.55 

0.0200 

0.6618 

87.24 

140 

52.76 

10.00 

5.28 

0.0100 

0.0852 

82.68 

140 

57.32 

20.00 

11.46 

0.0200 

5.3307 

82.68 

140 

57.32 

10.00 

5.73 

0.0100 

0.2861 

82.68 

160 

77.32 

15.00 

11.60 

0.0100 

0.6679 

30.30 

100 

69.70 

5.00 

3.49 

0.0015 

0.0002 

84.16 

140 

55.84 

10.00 

5.58 

0.0100 

0.0143 

84.16 

160 

75.84 

15.00 

11.38 

0.0100 

0.3471 

77.98 

160 

82.02 

15.00 

12.30 

0.0100 

0.3852 

63.43 

200 

136.57 

20.00 

27.31 

0.0100 

1.0092 



































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Tertiary Sandstone 


Tertiary Sandstone 


Jalore Granite 


Jurassic Sandstone 


Jalore Granite 


Jurassic Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Jalore Granite 


Jalore Granite 


Jurassic Sandstone 


Jalore Granite 


Jurassic Sandstone 


Jalore Granite 


Jurassic Sandstone 


Jalore Granite 


Jurassic Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Jalore Granite 


Jurassic Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Jalore Granite 


Jurassic Sandstone 


Jalore Granite 


Jalore Granite 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Jalore Granite 


Jurassic Sandstone 


Tortiarx/ Qanrlctnno 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

63.43 

160 

96.57 

15.00 

14.49 

0.0100 

11.1176 

80.63 

160 

79.37 

15.00 

11.91 

0.0100 

2.8969 

12.24 

70 

57.76 

35.00 

20.22 

0.0015 

0.0248 

61.37 

140 

78.63 

20.00 

15.73 

0.0200 

1.1273 

61.37 

100 

38.63 

5.00 

1.93 

0.0100 

0.0164 

61.37 

140 

78.63 

10.00 

7.86 

0.0100 

4.5333 

71.25 

160 

88.75 

15.00 

13.31 

0.0100 

0.1745 

47.24 

200 

152.76 

20.00 

30.55 

0.0100 

2.8889 

47.24 

160 

112.76 

15.00 

16.91 

0.0100 

12.5173 

47.24 

160 

112.76 

15.00 

16.91 

0.0100 

6.0193 

90.85 

140 

49.15 

20.00 

9.83 

0.0200 

9.5389 

90.85 

200 

109.15 

20.00 

21.83 

0.0100 

0.0575 

90.85 

140 

49.15 

10.00 

4.91 

0.0100 

0.2017 

90.85 

160 

69.15 

15.00 

10.37 

0.0100 

0.1206 

78.68 

140 

61.32 

10.00 

6.13 

0.0100 

0.0053 

78.68 

160 

81.32 

15.00 

12.20 

0.0100 

0.3312 

78.68 

140 

61.32 

10.00 

6.13 

0.0100 

0.3831 

78.68 

160 

81.32 

15.00 

12.20 

0.0100 

0.0053 

69.89 

200 

130.11 

20.00 

26.02 

0.0100 

0.0012 

69.89 

160 

90.11 

15.00 

13.52 

0.0100 

1.6923 

88.25 

140 

51.75 

20.00 

10.35 

0.0200 

1.7214 

88.25 

200 

111.75 

20.00 

22.35 

0.0100 

1.9583 

88.25 

160 

71.75 

15.00 

10.76 

0.0100 

1.2896 

61.46 

140 

78.54 

10.00 

7.85 

0.0100 

2.4526 

79.42 

140 

60.58 

20.00 

12.12 

0.0200 

0.1415 

79.42 

160 

80.58 

15.00 

12.09 

0.0100 

0.3352 

79.42 

140 

60.58 

10.00 

6.06 

0.0100 

0.0238 

79.42 

160 

80.58 

15.00 

12.09 

0.0100 

5.5160 

13.79 

100 

86.21 

5.00 

4.31 

0.0015 

0.0000 

13.79 

100 

86.21 

5.00 

4.31 

0.0100 

0.3636 

67.60 

160 

92.40 

25.00 

23.10 

0.0100 

0.2235 

22.23 

100 

77.77 

5.00 

3.89 

0.0100 

0.2162 

22.23 

140 

117.77 

10.00 

11.78 

0.0100 

0.0015 

21.87 

100 

78.13 

5.00 

3.91 

0.0015 

0.0000 

21.87 

140 

118.13 

20.00 

23.63 

0.0200 

0.0000 

21.87 

100 

78.13 

5.00 

3.91 

0.0100 

0.2238 

21.87 

140 

118.13 

10.00 

11.81 

0.0100 

1.5557 

78.73 

160 

81.27 

15.00 

12.19 

0.0100 

3.8908 

78.73 

160 

81.27 

15.00 

12.19 

0.0100 

1.2130 

50.62 

70 

19.38 

35.00 

6.78 

0.0015 

0.0057 

89.63 

140 

50.37 

20.00 

10.07 

0.0200 

2.2829 

89.63 

140 

50.37 

10.00 

5.04 

0.0100 

0.0417 

89.63 

160 

70.37 

15.00 

10.56 

0.0100 

0.0230 

51.50 

70 

18.50 

35.00 

6.48 

0.0015 

0.0043 

51.50 

160 

108.50 

25.00 

27.13 

0.0100 

0.9885 

24.13 

70 

45.87 

35.00 

16.05 

0.0015 

1.3462 

24.13 

70 

45.87 

30.00 

13.76 

0.0015 

0.0271 

90.38 

140 

49.62 

20.00 

9.92 

0.0200 

1.0268 

90.38 

140 

49.62 

10.00 

4.96 

0.0100 

0.1009 

96.52 

140 

43.48 

10.00 

4.35 

0.0100 

0.0929 

80.49 

140 

59.51 

10.00 

5.95 

0.0100 

0.5333 

80.49 

160 

79.51 

15.00 

11.93 

0.0100 

0.1488 

22.11 

70 

47.89 

35.00 

16.76 

0.0015 

0.8118 

22.11 

160 

137.89 

25.00 

34.47 

0.0100 

0.2807 

27.63 

200 

172.37 

20.00 

34.47 

0.0100 

0.2258 







































































































































































































































































































































































































































































































































































































































































































Sarswati Nagar 

0817000102089400 

20.82 

Shadad Ka Par Khurd 

0817000102077900 

31.04 


Shameer Ka Par 

0817000102081300 

2.73 

Shastri Gaon 

0817000102082700 

18.43 

Solankiyon Ki Bastti 

0817000102086500 

28.82 


Turbi 

0817000102086300 

20.48 

Ugeri 

0817000102083700 

13.97 


Unrod 0817000102083000 19.07 


Abhe Ka Par 

0817000702236800 

10.84 

Ajbani 

0817000702226800 

40.94 


Ajbe Ka Par 

0817000702236700 

1.16 

Alarakh Ka Par 

0817000702235700 

1.99 

Babuguleriya 

0817000702227500 

23.98 

Balewa 

0817000102087800 

47.87 

Baloo Ka Par 

0817000702235300 

1.15 



Non-command 

Fresh 

Non-command 

Saline 

Command 


Non-command 

Saline 

Command 

Saline 

Non-command 

Saline 

Non-command 


Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Saline 

Non-command 

Saline 

Non-command 


Non-command 

Saline 

Non-command 

Saline 

Non-command 

Saline 

Non-command 

Saline 

Non-command 

Saline 

Non-command 


Hydrogeological Unit 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jurassic Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Jalore Granite 


Tertiary Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Jalore Granite 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Jalore Granite 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Rhyolite 


Jurassic Sandstone 


Rhyolite 


Rhyolite 


Rhyolite 


Rhyolite 


Jalore Granite 


Rh\/olito 



37.37 


3.40 


15.04 


0.06 


0.64 


1.05 


13.43 


2.81 


7.56 


0.12 


7.67 


23.65 


0.75 


1.54 


26.02 


60.48 


5.94 


3.12 


1.57 


0.19 


0.04 


104.82 


9.07 


2.86 


0.06 


27.85 


0.09 


36.86 


0.08 


20.35 


17.39 


20.02 


9.69 


0.05 


0.89 


1.72 


5.93 


6.48 


1.00 


12.74 


3.50 


13.37 


14.56 


7.72 


6.26 


0.02 


19.02 


10.84 


1.79 


15.61 


1.16 


1.99 


19.83 


5.43 


1.15 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

27.63 

200 

172.37 

20.00 

34.47 

0.0100 

12.8817 

27.63 

160 

132.37 

15.00 

19.86 

0.0100 

0.6749 

27.63 

160 

132.37 

15.00 

19.86 

0.0100 

2.9868 

13.17 

100 

86.83 

5.00 

4.34 

0.0015 

0.0004 

13.17 

100 

86.83 

5.00 

4.34 

0.0100 

0.0277 

30.53 

70 

39.47 

35.00 

13.82 

0.0015 

0.0218 

30.53 

160 

129.47 

25.00 

32.37 

0.0100 

4.3464 

30.79 

200 

169.21 

20.00 

33.84 

0.0100 

0.9510 

30.79 

200 

169.21 

20.00 

33.84 

0.0100 

2.5599 

26.17 

200 

173.83 

20.00 

34.77 

0.0100 

0.0424 

24.72 

200 

175.28 

20.00 

35.06 

0.0100 

2.6890 

24.72 

200 

175.28 

20.00 

35.06 

0.0100 

8.2904 

24.72 

160 

135.28 

15.00 

20.29 

0.0100 

0.1513 

33.65 

70 

36.35 

35.00 

12.72 

0.0015 

0.0294 

79.75 

160 

80.25 

15.00 

12.04 

0.0100 

3.1318 

86.13 

140 

53.87 

20.00 

10.77 

0.0200 

13.0332 

86.13 

140 

53.87 

10.00 

5.39 

0.0100 

0.3200 

84.26 

140 

55.74 

20.00 

11.15 

0.0200 

0.6946 

84.26 

140 

55.74 

10.00 

5.57 

0.0100 

0.0875 

53.98 

200 

146.02 

20.00 

29.20 

0.0100 

0.0545 

53.98 

160 

106.02 

15.00 

15.90 

0.0100 

0.0065 

20.92 

200 

179.08 

20.00 

35.82 

0.0100 

37.5418 

83.40 

140 

56.60 

20.00 

11.32 

0.0200 

2.0540 

83.40 

200 

116.60 

20.00 

23.32 

0.0100 

0.6658 

83.40 

140 

56.60 

10.00 

5.66 

0.0100 

0.0033 

83.40 

160 

76.60 

15.00 

11.49 

0.0100 

3.2005 

46.85 

200 

153.15 

20.00 

30.63 

0.0100 

0.0261 

46.85 

160 

113.15 

15.00 

16.97 

0.0100 

6.2569 

46.85 

160 

113.15 

15.00 

16.97 

0.0100 

0.0142 

88.60 

140 

51.40 

20.00 

10.28 

0.0200 

4.1846 

88.60 

140 

51.40 

10.00 

5.14 

0.0100 

0.8941 

76.38 

160 

83.62 

15.00 

12.54 

0.0100 

2.5105 

78.77 

160 

81.23 

15.00 

12.19 

0.0100 

1.1810 

78.77 

140 

61.23 

10.00 

6.12 

0.0100 

0.0030 

78.77 

160 

81.23 

15.00 

12.19 

0.0100 

0.1081 

19.91 

100 

80.09 

5.00 

4.00 

0.0015 

0.0103 

64.37 

160 

95.63 

15.00 

14.34 

0.0100 

0.8505 

64.37 

160 

95.63 

15.00 

14.34 

0.0100 

0.9299 

78.05 

160 

81.95 

15.00 

12.29 

0.0100 

0.1228 

82.29 

160 

77.71 

15.00 

11.66 

0.0100 

1.4851 

52.24 

100 

47.77 

5.00 

2.39 

0.0100 

0.0837 

52.24 

140 

87.77 

10.00 

8.78 

0.0100 

1.1734 

93.09 

140 

46.91 

10.00 

4.69 

0.0100 

0.6828 

90.22 

140 

49.79 

20.00 

9.96 

0.0200 

1.5364 

90.22 

140 

49.79 

10.00 

4.98 

0.0100 

0.3116 

53.70 

140 

86.30 

20.00 

17.26 

0.0200 

0.0070 

53.70 

140 

86.30 

10.00 

8.63 

0.0100 

1.6412 

62.76 

100 

37.24 

5.00 

1.86 

0.0015 

0.0303 

72.81 

140 

67.19 

10.00 

6.72 

0.0015 

0.0181 

72.81 

100 

27.19 

5.00 

1.36 

0.0015 

0.0318 

61.44 

100 

38.56 

5.00 

1.93 

0.0015 

0.0034 

63.31 

100 

36.69 

5.00 

1.83 

0.0015 

0.0055 

37.05 

100 

62.95 

5.00 

3.15 

0.0015 

0.0936 

17.94 

100 

82.06 

5.00 

4.10 

0.0100 

0.2226 

57.68 

100 

42.32 

5.00 

2.12 

0.0015 

0.0036 






























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Bangli 


Banwa 


Bhachbhar 


Bhanpura 


Bheelon Ka Par 


Bindu Sinhani 


Bukri 


Chandaniyon Ka Par 


Charwa @ Jharwa 


Charwa Takhata Bad 


Daweka Par 


Deoron Ki Basti 


Detani 


Devi Pura 


Dewaniyon Ka Par 


Gagriya 


Ganganiyon Ka Par 


Hindiya 


Jaitaniyon Ka Par 


Jaleela 


Jheloon 


Kantal Ka Par 


Kantaliya Ka Par 


Kharchi 


Khariya Kalan 


Khariya Kita 


Ladhe Ka Par 


Lakriyali 


Lasuwa 


Mahinaniyon Ki Basti 


Manakki Dhani 


Mandroop Ka Par 


Mandroop Ka Tala 


Manjholi 


Moseri 


Naisiyae 


Neelsar 


Neemblee 


0817000702236000 


0817000702227800 


0817000702230400 


0817000702230900 


0817000702235600 


0817000702237300 


0817000702238100 


0817000702237400 


0817000702236400 


0817000702235900 


0817000702235000 


0817000102088000 


0817000102085500 


0817000102088200 


0817000702236500 


0817000702235100 


0817000702237100 


0817000702234500 


0817000702235400 


0817000702234900 


0817000702226700 


0817000702227200 


0817000702227400 


0817000702227900 


0817000702230800 


0817000702234200 


0817000702238300 


0817000702237800 


0817000702231000 


0817000702234800 


0817000702234600 


0817000702235800 


0817000702238900 


0817000102087900 


0817000102087600 


0817000702227000 


0817000702235500 


0817000102088300 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Saline 

Non-command 

Older Alluvium 




12.41 Sali 


11.81 Sali 


42.26 Sali 


7.23 Sali 


10.49 Sali 


6.13 Sali 


33.92 Sali 


7.34 Sali 


8.36 Sali 


45.74 Sali 



15.90 Fresh 


17.81 Sali 


7.60 Sali 


7.07 Sali 


45.03 Sali 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Rhyolite 


Rhyolite 


Rhyolite 


Rhyolite 


Rhyolite 


Rhyolite 


Older Alluvium 


Rhyolite 


Jurassic Sandstone 


Older Alluvium 


Rhyolite 


Rhyolite 


Older Alluvium 


Rhyolite 


Jalore Granite 


Rhyolite 


Rhyolite 


Rhyolite 


Rhyolite 


Jalore Granite 


Rhyolite 


Rhyolite 


Rhyolite 


Rhyolite 


Rhyolite 


Rhyolite 


Rhyolite 


Rhyolite 


Jurassic Sandstone 


Rhyolite 


Jurassic Sandstone 


Older Alluvium 


Jurassic Sandstone 


Older Alluvium 


Rhyolite 


Rhyolite 


Rhyolite 


Rhyolite 


Rhyolite 


Rhyolite 


Older Alluvium 


Older Alluvium 


Rhyolite 


Rhyolite 


Rhyolite 


Rhyolite 


Rhyolite 


Jalore Granite 


Rhyolite 


Rhyolite 


Rhyolite 


Rhyolite 


Jalore Granite 


Rhyolite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

78.59 

140 

61.41 

30.00 

18.42 

0.0150 

3.4758 

78.59 

100 

21.41 

5.00 

1.07 

0.0015 

0.0002 

83.16 

100 

16.84 

5.00 

0.84 

0.0015 

0.0157 

27.29 

100 

72.71 

5.00 

3.64 

0.0015 

0.0014 

32.17 

100 

67.83 

5.00 

3.39 

0.0015 

0.0437 

59.56 

100 

40.44 

5.00 

2.02 

0.0015 

0.0219 

59.13 

100 

40.87 

5.00 

2.04 

0.0015 

0.0322 

81.48 

140 

58.52 

30.00 

17.56 

0.0150 

1.2228 

81.48 

100 

18.52 

5.00 

0.93 

0.0015 

0.0021 

93.29 

140 

46.71 

10.00 

4.67 

0.0015 

0.0732 

93.29 

140 

46.71 

30.00 

14.01 

0.0150 

0.0009 

93.29 

100 

6.71 

5.00 

0.34 

0.0015 

0.0084 

69.92 

100 

30.08 

5.00 

1.50 

0.0015 

0.0002 

81.78 

140 

58.22 

30.00 

17.47 

0.0150 

2.1742 

81.78 

100 

18.22 

5.00 

0.91 

0.0015 

0.0001 

22.04 

100 

77.96 

5.00 

3.90 

0.0100 

0.0412 

22.04 

100 

77.96 

5.00 

3.90 

0.0015 

0.0650 

72.40 

100 

27.60 

5.00 

1.38 

0.0015 

0.0286 

69.72 

100 

30.28 

5.00 

1.51 

0.0015 

0.0233 

61.48 

100 

38.52 

5.00 

1.93 

0.0015 

0.0333 

19.71 

100 

80.29 

5.00 

4.01 

0.0100 

0.1675 

59.48 

100 

40.52 

5.00 

2.03 

0.0015 

0.0008 

18.22 

100 

81.78 

5.00 

4.09 

0.0015 

0.0002 

65.06 

100 

34.94 

5.00 

1.75 

0.0015 

0.0083 

59.00 

100 

41.00 

5.00 

2.05 

0.0015 

0.0231 

68.16 

100 

31.84 

5.00 

1.59 

0.0015 

0.0118 

64.19 

100 

35.81 

5.00 

1.79 

0.0015 

0.0001 

58.50 

100 

41.50 

5.00 

2.07 

0.0015 

0.0079 

61.75 

100 

38.25 

5.00 

1.91 

0.0015 

0.0124 

98.59 

140 

41.41 

10.00 

4.14 

0.0015 

0.0435 

98.59 

100 

1.41 

5.00 

0.07 

0.0015 

0.0000 

93.18 

140 

46.82 

20.00 

9.36 

0.0020 

0.0244 

93.18 

120 

26.82 

40.00 

10.73 

0.0150 

0.0094 

93.18 

140 

46.82 

10.00 

4.68 

0.0015 

0.0331 

93.18 

140 

46.82 

30.00 

14.05 

0.0150 

1.5785 

93.18 

100 

6.82 

5.00 

0.34 

0.0015 

0.0008 

41.43 

100 

58.57 

5.00 

2.93 

0.0015 

0.0170 

47.73 

100 

52.27 

5.00 

2.61 

0.0015 

0.0323 

23.35 

100 

76.65 

5.00 

3.83 

0.0015 

0.0010 

63.30 

100 

36.70 

5.00 

1.84 

0.0015 

0.0185 

63.62 

100 

36.38 

5.00 

1.82 

0.0015 

0.0271 

73.70 

140 

66.30 

30.00 

19.89 

0.0150 

0.2279 

79.02 

140 

60.98 

30.00 

18.29 

0.0150 

2.2304 

51.32 

100 

48.68 

5.00 

2.43 

0.0015 

0.0262 

62.85 

100 

37.15 

5.00 

1.86 

0.0015 

0.0153 

62.90 

100 

37.10 

5.00 

1.85 

0.0015 

0.0144 

62.43 

100 

37.57 

5.00 

1.88 

0.0015 

0.0138 

67.39 

100 

32.61 

5.00 

1.63 

0.0015 

0.0000 

22.04 

100 

77.96 

5.00 

3.90 

0.0100 

0.3215 

22.04 

100 

77.96 

5.00 

3.90 

0.0015 

0.0378 

26.79 

100 

73.21 

5.00 

3.66 

0.0015 

0.0009 

55.93 

100 

44.07 

5.00 

2.20 

0.0015 

0.0214 

59.76 

100 

40.24 

5.00 

2.01 

0.0015 

0.0214 

19.95 

100 

80.05 

5.00 

4.00 

0.0100 

0.1954 

19.95 

100 

80.05 

5.00 

4.00 

0.0015 

0.1140 


































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Rhyolite 


Rhyolite 


Older Alluvium 


Rhyolite 


Rhyolite 


Jurassic Sandstone 


Older Alluvium 


Older Alluvium 


Rhyolite 


Rhyolite 


Older Alluvium 


Rhyolite 


Rhyolite 


Rhyolite 


Rhyolite 


Rhyolite 


Rhyolite 


Rhyolite 


Older Alluvium 


Rhyolite 


Rhyolite 


Rhyolite 


Rhyolite 


Rhyolite 


Rhyolite 


Older Alluvium 


Rhyolite 


Rhyolite 


Rhyolite 


Rhyolite 


Tertiary Sandstone 


Younger Alluvium 


Tertiary Sandstone 


Younger Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Younger Alluvium 


Tertiary Sandstone 


Younger Alluvium 


Tertiary Sandstone 


Younger Alluvium 


Jurassic Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


liiraccir Qanrlctnna 



0.04 


5.46 


39.17 


1.13 


2.49 


4.09 


0.03 


0.40 


9.33 


5.45 


2.13 


4.53 


2.68 


41.00 


3.42 


0.06 


2.05 


1.46 


22.21 


9.57 


6.83 


0.07 


4.21 


4.73 


10.43 


6.82 


10.72 


8.72 


3.23 


2.36 


0.00 


15.25 


11.04 


20.67 


24.10 


0.17 


132.29 


0.47 


41.25 


7.00 


5.89 


1.81 


81.89 


1.61 


2.86 


0.26 


27.51 


27.53 


21.95 


6.92 


8.22 


34.25 


0.98 


0.03 


0.38 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

63.77 

140 

76.23 

30.00 

22.87 

0.0150 

0.0128 

63.77 

100 

36.23 

5.00 

1.81 

0.0015 

0.0148 

28.62 

100 

71.38 

5.00 

3.57 

0.0015 

0.2097 

73.65 

140 

66.35 

30.00 

19.90 

0.0150 

0.3375 

73.65 

100 

26.35 

5.00 

1.32 

0.0015 

0.0049 

63.33 

100 

36.67 

5.00 

1.83 

0.0015 

0.0112 

85.16 

140 

54.84 

20.00 

10.97 

0.0020 

0.0007 

85.16 

120 

34.84 

40.00 

13.94 

0.0150 

0.0828 

85.16 

140 

54.84 

30.00 

16.45 

0.0150 

2.3032 

85.16 

100 

14.84 

5.00 

0.74 

0.0015 

0.0061 

68.44 

100 

31.56 

5.00 

1.58 

0.0015 

0.0050 

63.86 

140 

76.14 

30.00 

22.84 

0.0150 

1.5534 

63.86 

100 

36.14 

5.00 

1.81 

0.0015 

0.0073 

57.44 

100 

42.56 

5.00 

2.13 

0.0015 

0.1309 

43.69 

100 

56.31 

5.00 

2.82 

0.0015 

0.0145 

70.33 

100 

29.67 

5.00 

1.48 

0.0015 

0.0001 

63.44 

100 

36.56 

5.00 

1.83 

0.0015 

0.0056 

70.28 

100 

29.72 

5.00 

1.49 

0.0015 

0.0032 

69.04 

100 

30.96 

5.00 

1.55 

0.0015 

0.0516 

62.55 

140 

77.45 

30.00 

23.23 

0.0150 

3.3347 

62.55 

100 

37.45 

5.00 

1.87 

0.0015 

0.0192 

63.59 

100 

36.41 

5.00 

1.82 

0.0015 

0.0002 

50.04 

100 

49.96 

5.00 

2.50 

0.0015 

0.0158 

62.16 

100 

37.84 

5.00 

1.89 

0.0015 

0.0134 

50.27 

100 

49.73 

5.00 

2.49 

0.0015 

0.0389 

62.56 

100 

37.44 

5.00 

1.87 

0.0015 

0.0191 

75.62 

140 

64.38 

30.00 

19.31 

0.0150 

3.1043 

43.55 

100 

56.45 

5.00 

2.82 

0.0015 

0.0369 

65.04 

100 

34.96 

5.00 

1.75 

0.0015 

0.0085 

71.80 

100 

28.20 

5.00 

1.41 

0.0015 

0.0050 

43.94 

100 

56.06 

5.00 

2.80 

0.0015 

0.0000 

43.97 

150 

106.03 

25.00 

26.51 

0.0200 

8.0855 

64.93 

110 

45.07 

25.00 

11.27 

0.0200 

2.4877 

73.45 

150 

76.55 

25.00 

19.14 

0.0200 

7.9115 

73.45 

110 

36.55 

25.00 

9.14 

0.0200 

4.4037 

73.45 

150 

76.55 

25.00 

19.14 

0.0200 

0.0648 

73.45 

150 

76.55 

25.00 

19.14 

0.0200 

50.6353 

46.64 

150 

103.36 

25.00 

25.84 

0.0100 

0.1206 

46.64 

150 

103.36 

25.00 

25.84 

0.0200 

21.3154 

66.76 

150 

83.24 

25.00 

20.81 

0.0100 

1.4559 

66.76 

150 

83.24 

25.00 

20.81 

0.0200 

2.4536 

66.76 

110 

43.24 

25.00 

10.81 

0.0200 

0.3905 

66.76 

150 

83.24 

25.00 

20.81 

0.0200 

34.0825 

65.11 

110 

44.89 

25.00 

11.22 

0.0200 

0.3615 

64.57 

150 

85.43 

25.00 

21.36 

0.0200 

1.2215 

55.28 

110 

54.72 

25.00 

13.68 

0.0200 

0.0698 

79.57 

160 

80.43 

25.00 

20.11 

0.0100 

5.5318 

79.57 

150 

70.43 

25.00 

17.61 

0.0100 

4.8478 

85.28 

160 

74.72 

25.00 

18.68 

0.0100 

4.0994 

85.28 

150 

64.72 

25.00 

16.18 

0.0100 

1.1193 

85.28 

160 

74.72 

25.00 

18.68 

0.0200 

3.0698 

85.28 

150 

64.72 

25.00 

16.18 

0.0200 

11.0822 

43.70 

160 

116.30 

25.00 

29.08 

0.0100 

0.2855 

43.70 

150 

106.30 

25.00 

26.58 

0.0100 

0.0074 

43.70 

160 

116.30 

25.00 

29.08 

0.0200 

0.2223 









































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Tertiary Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Younger Alluvium 


Tertiary Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Younger Alluvium 


Tertiary Sandstone 


Tertiary Sandstone 


Younger Alluvium 


Tertiary Sandstone 


Younger Alluvium 


Jurassic Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Younger Alluvium 


Tertiary Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Younger Alluvium 


Tertiary Sandstone 


Younger Alluvium 


Jurassic Sandstone 


Younger Alluvium 


Tertiary Sandstone 


Younger Alluvium 


Younger Alluvium 


Tertiary Sandstone 


Younger Alluvium 


Tertiary Sandstone 


Younger Alluvium 


Tertiary Sandstone 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Tertiary Sandstone 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 



37.05 


5.02 


7.82 


7.26 


7.35 


192.69 


1.69 


0.14 


47.46 


31.01 


100.48 


52.52 


118.04 


29.31 


50.72 


0.30 


17.38 


33.55 


194.18 


3.74 


97.75 


20.51 


47.78 


19.85 


53.68 


6.74 


14.17 


12.03 


3.94 


155.76 


3.11 


16.66 


16.04 


56.92 


0.12 


35.15 


14.57 


58.39 


0.60 


1.39 


2.29 


22.68 


3.17 


72.10 


0.14 


14.32 


2.02 


26.64 


25.82 


4.79 


21.59 


0.50 


97.17 


14.94 


12.25 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

43.70 

150 

106.30 

25.00 

26.58 

0.0200 

19.6942 

70.65 

160 

89.35 

25.00 

22.34 

0.0100 

1.1218 

70.65 

150 

79.35 

25.00 

19.84 

0.0100 

1.5506 

70.65 

150 

79.35 

25.00 

19.84 

0.0200 

2.8793 

65.33 

150 

84.67 

25.00 

21.17 

0.0200 

3.1135 

65.33 

110 

44.67 

25.00 

11.17 

0.0200 

43.0323 

65.33 

150 

84.67 

25.00 

21.17 

0.0200 

0.7135 

68.71 

160 

91.29 

25.00 

22.82 

0.0200 

0.0645 

57.72 

150 

92.28 

25.00 

23.07 

0.0100 

10.9483 

57.72 

150 

92.28 

25.00 

23.07 

0.0200 

14.3073 

57.72 

110 

52.28 

25.00 

13.07 

0.0200 

26.2639 

57.72 

150 

92.28 

25.00 

23.07 

0.0200 

24.2312 

57.55 

150 

92.45 

25.00 

23.11 

0.0200 

54.5637 

57.55 

110 

52.45 

25.00 

13.11 

0.0200 

7.6853 

57.55 

150 

92.45 

25.00 

23.11 

0.0200 

23.4438 

57.55 

110 

52.45 

25.00 

13.11 

0.0200 

0.0800 

54.15 

160 

105.85 

25.00 

26.46 

0.0100 

4.5985 

54.15 

150 

95.85 

25.00 

23.96 

0.0100 

8.0398 

54.15 

150 

95.85 

25.00 

23.96 

0.0200 

93.0622 

54.15 

110 

55.85 

25.00 

13.96 

0.0200 

1.0436 

54.15 

150 

95.85 

25.00 

23.96 

0.0200 

46.8502 

102.31 

160 

57.69 

25.00 

14.42 

0.0100 

2.9587 

59.35 

150 

90.65 

25.00 

22.66 

0.0200 

21.6563 

59.35 

110 

50.65 

25.00 

12.66 

0.0200 

5.0269 

59.35 

150 

90.65 

25.00 

22.66 

0.0200 

24.3331 

59.35 

110 

50.65 

25.00 

12.66 

0.0200 

1.7079 

113.29 

160 

46.72 

25.00 

11.68 

0.0100 

1.6549 

26.01 

110 

83.99 

25.00 

21.00 

0.0200 

5.0506 

43.97 

150 

106.03 

25.00 

26.51 

0.0200 

2.0900 

64.93 

110 

45.07 

25.00 

11.27 

0.0200 

35.0995 

64.93 

110 

45.07 

25.00 

11.27 

0.0200 

0.7006 

73.45 

150 

76.55 

25.00 

19.14 

0.0200 

6.3783 

73.45 

110 

36.55 

25.00 

9.14 

0.0200 

2.9315 

73.45 

150 

76.55 

25.00 

19.14 

0.0200 

21.7865 

73.45 

110 

36.55 

25.00 

9.14 

0.0200 

0.0213 

73.45 

150 

76.55 

25.00 

19.14 

0.0200 

13.4520 

37.33 

110 

72.67 

25.00 

18.17 

0.0200 

5.2939 

37.33 

110 

72.67 

25.00 

18.17 

0.0200 

21.2163 

46.80 

110 

63.20 

40.00 

25.28 

0.0200 

0.3020 

46.80 

110 

63.20 

25.00 

15.80 

0.0200 

0.4379 

23.40 

110 

86.60 

25.00 

21.65 

0.0200 

0.9912 

63.52 

110 

46.48 

40.00 

18.59 

0.0200 

8.4348 

63.52 

110 

46.48 

40.00 

18.59 

0.0200 

1.1801 

63.52 

110 

46.48 

25.00 

11.62 

0.0200 

16.7568 

63.52 

150 

86.48 

25.00 

21.62 

0.0200 

0.0607 

63.52 

110 

46.48 

25.00 

11.62 

0.0200 

3.3270 

54.36 

110 

55.64 

40.00 

22.26 

0.0200 

0.8996 

54.36 

110 

55.64 

40.00 

22.26 

0.0200 

11.8581 

54.36 

110 

55.64 

25.00 

13.91 

0.0200 

7.1840 

54.36 

110 

55.64 

25.00 

13.91 

0.0200 

1.3329 

35.30 

110 

74.70 

25.00 

18.68 

0.0200 

8.0634 

35.30 

110 

74.70 

25.00 

18.68 

0.0200 

0.1864 

35.30 

110 

74.70 

25.00 

18.68 

0.0200 

36.2925 

49.00 

110 

61.00 

40.00 

24.40 

0.0200 

7.2917 

49.00 

110 

61.00 

25.00 

15.25 

0.0200 

3.7358 














































































































































































































































































































































































































































































































































































































































































Micro-watershed 



16006065 


16006066 


Asooda 


Bachhiya Chhor 


Badhwa 


Bagnau 


Bichhiya 


Buranwali 


Dorau 


Ganeshiya 


Ganeshiya Kot 


Ghotadoo 


Janiya 


Karta 


Khariya 


Khariya (Bhaikhan) 


Khuifatoojanwali@Khadoojanwali 


Kundhau 


Lalewali 


Langtala 


Liloi 


Lohar 


Meethatala 


Mehna 


Mithrau Sachenewala 


Momdau 


Muradenwala 


Ratrau 


Shekhar 


Tharoi 


Changaniyon Ki Basti 


Chhatrel 


Doojasar 


Ganga 


Habur 


Hameeron Ki Basti 


Hema 


Kanoi 


Keshoovon Ki Basti 


0816000102020500 


0816000102028400 


0816000102030400 


0816000102018000 


0816000102029400 


0816000102031200 


0816000102030600 


0816000102030700 


0816000102018600 


0816000102019100 


0816000102017100 


0816000102014000 


0816000102029700 


0816000102030200 


0816000102018500 


0816000102029300 


0816000102030000 


0816000102030800 


0816000102030900 


0816000102017200 


0816000102018400 


0816000102030300 


0816000102018700 


0816000102029600 


0816000102019000 


0816000102018100 


0816000102029500 


0816000102018200 


0816000102029800 


0816000102030500 


0816000102028200 


0816000102027000 


0816000102027100 


0816000102035300 


0816000102021200 


0816000102028100 


0816000102021300 


0816000102027700 


0816000102027300 


142.18 


105.05 


28.08 


43.59 


41.50 


24.70 


21.07 


15.35 


32.54 


24.01 


366.58 


658.51 


37.42 


32.12 


83.26 


35.69 


49.22 


20.36 


15.79 


131.21 


62.21 



11.54 


263.42 



38.50 


14.66 


63.18 


107.76 


27.02 


57.73 


125.74 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 


Command 

Younger Alluvium 


Non-command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 


Non-command 

Younger Alluvium 

Saline 

Non-command 

Tertiary Sandstone 

Fresh 

Command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Saline 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Saline 

Non-command 

Younger Alluvium 

Saline 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Saline 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Saline 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Saline 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Saline 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Saline 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Saline 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Saline 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Saline 

Non-command 

Tertiary Sandstone 

Saline 

Non-command 

Jurassic Sandstone 

Saline 

Non-command 

Jurassic Sandstone 

Saline 

Non-command 

Jurassic Sandstone 

Fresh 

Non-command 

Jurassic Sandstone 

Saline 

Non-command 

Jurassic Sandstone 

Saline 

Non-command 

Tertiary Sandstone 

Fresh 

Non-command 

Jurassic Sandstone 

Saline 

Non-command 

Jurassic Sandstone 

Saline 

Non-command 

Jurassic Sandstone 


Non-command 

Tertiary Sandstone 



2.44 


10.68 


30.53 


11.94 


2.05 


17.41 


0.21 


9.51 


3.95 


28.08 


0.01 


27.47 


0.02 


17.43 


2.03 


30.90 


7.35 


251.06 


31.55 


37.42 


11.97 


37.01 


7.49 


0.42 


11.48 


18.23 


2.07 


78.98 


8.78 


28.52 


38.11 


15.58 


2.33 


59.90 


0.33 


5.18 


11.54 


7.10 


4.03 


215.46 


0.33 


6.11 


14.70 


14.66 


0.05 


13.97 


0.05 


43.18 


44.61 


18.78 


36.13 


11.20 


40.44 


41.38 


0.23 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

41.68 

110 

68.32 

40.00 

27.33 

0.0200 

1.3311 

41.68 

110 

68.32 

25.00 

17.08 

0.0200 

3.6490 

41.68 

110 

68.32 

25.00 

17.08 

0.0200 

10.4292 

41.68 

110 

68.32 

25.00 

17.08 

0.0200 

4.0794 

39.48 

110 

70.52 

25.00 

17.63 

0.0200 

0.7245 

39.48 

110 

70.52 

25.00 

17.63 

0.0200 

6.1392 

60.82 

150 

89.18 

25.00 

22.30 

0.0200 

0.0917 

61.55 

110 

48.45 

40.00 

19.38 

0.0200 

3.6879 

61.55 

110 

48.45 

25.00 

12.11 

0.0200 

0.9561 

15.10 

110 

94.90 

40.00 

37.96 

0.0200 

21.3216 

16.50 

110 

93.50 

25.00 

23.38 

0.0200 

0.0063 

14.16 

110 

95.84 

40.00 

38.33 

0.0200 

21.0579 

16.77 

110 

93.23 

40.00 

37.29 

0.0200 

0.0181 

15.83 

110 

94.17 

40.00 

37.67 

0.0200 

13.1281 

15.17 

110 

94.83 

40.00 

37.93 

0.0200 

1.5383 

13.91 

110 

96.09 

40.00 

38.44 

0.0200 

23.7531 

13.99 

110 

96.01 

40.00 

38.40 

0.0200 

5.6460 

24.68 

110 

85.32 

25.00 

21.33 

0.0200 

107.1043 

43.08 

110 

66.92 

25.00 

16.73 

0.0200 

10.5579 

14.08 

110 

95.92 

40.00 

38.37 

0.0200 

28.7129 

15.33 

110 

94.67 

40.00 

37.87 

0.0200 

9.0636 

14.10 

110 

95.90 

40.00 

38.36 

0.0200 

28.3907 

14.10 

110 

95.90 

25.00 

23.97 

0.0200 

3.5931 

14.39 

110 

95.61 

40.00 

38.24 

0.0200 

0.3210 

14.62 

110 

95.38 

40.00 

38.15 

0.0200 

8.7587 

14.70 

110 

95.30 

40.00 

38.12 

0.0200 

13.8978 

14.65 

110 

95.35 

40.00 

38.14 

0.0200 

1.5768 

19.93 

110 

90.07 

25.00 

22.52 

0.0200 

35.5695 

14.35 

110 

95.65 

40.00 

38.26 

0.0200 

6.7204 

14.35 

110 

95.65 

25.00 

23.91 

0.0200 

13.6415 

14.61 

110 

95.39 

40.00 

38.16 

0.0200 

29.0830 

14.14 

110 

95.86 

40.00 

38.34 

0.0200 

11.9503 

14.14 

110 

95.86 

25.00 

23.96 

0.0200 

1.1184 

14.12 

110 

95.88 

40.00 

38.35 

0.0200 

45.9442 

14.21 

110 

95.79 

40.00 

38.31 

0.0200 

0.2497 

16.51 

110 

93.49 

40.00 

37.39 

0.0200 

3.8726 

16.51 

110 

93.49 

25.00 

23.37 

0.0200 

5.3945 

14.10 

110 

95.90 

40.00 

38.36 

0.0200 

5.4503 

16.23 

110 

93.77 

40.00 

37.51 

0.0200 

3.0220 

16.23 

110 

93.77 

25.00 

23.44 

0.0200 

101.0215 

14.35 

110 

95.65 

40.00 

38.26 

0.0200 

0.2551 

14.35 

110 

95.65 

25.00 

23.91 

0.0200 

2.9198 

14.22 

110 

95.78 

40.00 

38.31 

0.0200 

11.2661 

15.67 

110 

94.33 

40.00 

37.73 

0.0200 

11.0598 

44.01 

150 

105.99 

25.00 

26.50 

0.0200 

0.0239 

41.72 

230 

188.28 

25.00 

47.07 

0.0200 

13.1511 

19.36 

160 

140.64 

25.00 

35.16 

0.0200 

0.0361 

16.82 

160 

143.18 

25.00 

35.79 

0.0200 

30.9120 

84.45 

160 

75.55 

25.00 

18.89 

0.0100 

8.4255 

84.45 

160 

75.55 

25.00 

18.89 

0.0200 

7.0943 

32.10 

150 

117.90 

25.00 

29.48 

0.0200 

21.3005 

79.57 

160 

80.43 

25.00 

20.11 

0.0100 

2.2526 

16.62 

160 

143.38 

25.00 

35.85 

0.0200 

28.9891 

41.36 

160 

118.64 

25.00 

29.66 

0.0200 

24.5438 

41.36 

150 

108.64 

25.00 

27.16 

0.0200 

0.1252 











































































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 



Jurassic 


Jurassic 


Jurassic 


Jurassic 


Jurassic 


Tertiary 


Jurassic 


Tertiary 


Jurassic 


Tertiary 


Tertiary 


Jurassic 


Tertiary 


Jurassic 


Jurassic 


Jurassic 


Tertiary 


Tertiary 


Jurassic 


Tertiary 


Jurassic 


Jurassic 


Tertiary 


Jurassic 


Jurassic 


Jurassic 


Tertiary 


Tertiary 


Jurassic 


Jurassic 


Jurassic 


Jurassic 


Tertiary 


Tertiary 


Tertiary 


Tertiary 


Tertiary 


Tertiary 


Tertiary 


Tertiary 


Tertiary 


Tertiary 


Tertiary 


Jurassic 


Tertiary 


Tertiary 


Tertiary 


Jurassic 


Tertiary 


Jurassic 


Tertiary 


Tertiary 


Jurassic 


Tertiary 


Tertiary 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


1.48 


1.96 


3.32 


1.96 


161.81 


2.10 


24.41 


37.74 


7.05 


23.77 


52.16 


3.42 


0.07 


2.62 


0.60 


1.74 


0.69 


23.85 


2.40 


33.13 


65.36 


26.28 


9.08 


32.11 


0.10 


9.68 


20.43 


8.70 


0.58 


3.65 


5.70 


16.26 


0.71 


2.33 


14.86 


15.46 


24.45 


12.38 


5.74 


93.35 


83.26 


8.36 


39.71 


3.40 


74.20 


39.66 


0.25 


83.69 


0.12 


1.29 


0.64 


5.59 


5.03 


32.80 


44.09 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

43.70 

160 

116.30 

25.00 

29.08 

0.0100 

0.4291 

43.70 

160 

116.30 

25.00 

29.08 

0.0200 

1.1397 

70.65 

160 

89.35 

25.00 

22.34 

0.0100 

0.7425 

98.11 

160 

61.89 

25.00 

15.47 

0.0100 

0.3028 

98.11 

160 

61.89 

25.00 

15.47 

0.0200 

50.0715 

98.11 

150 

51.89 

25.00 

12.97 

0.0200 

0.5436 

17.25 

160 

142.75 

25.00 

35.69 

0.0200 

17.4201 

17.25 

150 

132.75 

25.00 

33.19 

0.0200 

25.0476 

12.53 

160 

147.47 

25.00 

36.87 

0.0200 

5.1988 

12.53 

150 

137.47 

25.00 

34.37 

0.0200 

16.3384 

44.46 

150 

105.54 

25.00 

26.39 

0.0200 

27.5263 

17.74 

160 

142.26 

25.00 

35.56 

0.0200 

2.4332 

17.74 

150 

132.26 

25.00 

33.06 

0.0200 

0.0482 

68.71 

160 

91.29 

25.00 

22.82 

0.0200 

1.1944 

68.71 

230 

161.29 

25.00 

40.32 

0.0200 

0.4850 

28.25 

160 

131.75 

25.00 

32.94 

0.0200 

1.1492 

52.20 

150 

97.80 

25.00 

24.45 

0.0200 

0.3351 

12.53 

150 

137.47 

25.00 

34.37 

0.0200 

16.3920 

12.32 

160 

147.68 

25.00 

36.92 

0.0200 

1.7723 

12.32 

150 

137.68 

25.00 

34.42 

0.0200 

22.8066 

30.90 

160 

129.10 

25.00 

32.27 

0.0200 

42.1866 

11.35 

160 

148.65 

25.00 

37.16 

0.0200 

19.5339 

11.35 

150 

138.65 

25.00 

34.66 

0.0200 

6.2949 

102.31 

160 

57.69 

25.00 

14.42 

0.0100 

4.6305 

102.31 

160 

57.69 

25.00 

14.42 

0.0200 

0.0283 

67.35 

160 

92.65 

25.00 

23.16 

0.0200 

4.4856 

67.35 

150 

82.65 

25.00 

20.66 

0.0200 

8.4417 

60.82 

150 

89.18 

25.00 

22.30 

0.0200 

3.8778 

113.29 

160 

46.72 

25.00 

11.68 

0.0100 

0.0680 

102.87 

160 

57.13 

25.00 

14.28 

0.0100 

0.5209 

102.87 

160 

57.13 

25.00 

14.28 

0.0200 

1.6279 

99.27 

160 

60.73 

25.00 

15.18 

0.0200 

4.9369 

99.27 

150 

50.73 

25.00 

12.68 

0.0200 

0.1789 

43.32 

150 

106.68 

25.00 

26.67 

0.0200 

1.2407 

67.29 

160 

92.71 

15.00 

13.91 

0.0100 

2.0661 

80.63 

160 

79.37 

15.00 

11.91 

0.0100 

1.8405 

33.85 

160 

126.15 

15.00 

18.92 

0.0100 

4.6265 

71.25 

160 

88.75 

15.00 

13.31 

0.0100 

1.6478 

71.25 

160 

88.75 

15.00 

13.31 

0.0100 

0.7638 

47.24 

200 

152.76 

20.00 

30.55 

0.0100 

28.5214 

47.24 

160 

112.76 

15.00 

16.91 

0.0100 

14.0828 

47.24 

160 

112.76 

15.00 

16.91 

0.0100 

1.4144 

62.12 

160 

97.88 

15.00 

14.68 

0.0100 

5.8297 

36.68 

140 

103.32 

10.00 

10.33 

0.0100 

0.3512 

36.68 

160 

123.32 

15.00 

18.50 

0.0100 

13.7263 

36.68 

160 

123.32 

15.00 

18.50 

0.0100 

7.3367 

27.63 

200 

172.37 

20.00 

34.47 

0.0100 

0.0862 

58.41 

160 

101.59 

25.00 

25.40 

0.0200 

42.5111 

58.41 

150 

91.59 

25.00 

22.90 

0.0200 

0.0546 

58.41 

160 

101.59 

25.00 

25.40 

0.0200 

0.6534 

58.41 

150 

91.59 

25.00 

22.90 

0.0200 

0.2941 

73.66 

160 

86.34 

15.00 

12.95 

0.0100 

0.7239 

73.66 

140 

66.34 

10.00 

6.63 

0.0100 

0.3337 

73.66 

160 

86.34 

15.00 

12.95 

0.0100 

4.2485 

39.04 

200 

160.96 

20.00 

32.19 

0.0100 

14.1923 






























































































































































































































































































































































































































































































































































































































































































































Rohiri 

0817000102078900 

171.35 

Satto 

0816000302070700 

242.20 


Shadad Ka Par Khurd 0817000102077900 31.04 


Shastri Gaon 

0817000102082700 

18.43 

Sirguwala 

0817000102081800 

3.31 

Sundra 

0817000102077700 

93.68 

Ajbani 

0817000702226800 

40.94 


Amee Ka Par 

0817000102084900 

4.65 

Balewa 

0817000102087800 

47.87 

Bandasar 

0817000102085300 

64.50 

Bhadli 

0816000302076500 

18.33 


Boothiya 

0817000702236100 

33.92 

Charno Ki Dhani 

0817000102087700 

45.74 


Chheepasariya 

0816000302076600 

15.08 

Dedariyar 

0817000102088500 

16.43 

Deoron Ki Basti 

0817000102088000 

48.29 

Detani 

0817000102085500 

32.02 

Dhamdali 

0817000102085900 

21.51 

Doodhora 

0817000102087000 

61.38 

Gadraroad @ Ber Seeng Desar 

0817000102085100 

23.31 

Goraliya 

0817000102084100 

22.32 

Gordiya 

0817000102087400 

21.05 

Harsani 

0817000102086400 

61.09 


Jansingh Ki Beri 

0817000102087100 

1.15 

Jhankali 

0817000102086800 

19.64 


Jheloon 

0817000702226700 

22.47 

Judiya 

0817000102086600 

16.46 

Kantal Ka Par 

0817000702227200 

7.32 

Kareem Ka Par 

0817000102085700 

28.45 

Khalife Ki Baori @ Medusar 

0817000102081200 

28.85 


Khaniyani 

0817000102085800 

10.24 

Kharchi 

0817000102087500 

19.09 


Khudani 0817000102086000 53.45 



Non-command 

Fresh 

Non-command 

Saline 

Command 


Non-command 

Saline 

Command 


Non-command 

Saline 

Non-command 

Saline 

Command 

Saline 

Non-command 

Saline 

Non-command 


Non-command 

Saline 

Non-command 

Saline 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Saline 

Non-command 

Saline 

Non-command 


Non-command 

Saline 

Non-command 

Saline 

Non-command 

Saline 

Non-command 

Saline 

Non-command 

Saline 

Non-command 

Saline 

Non-command 

Saline 

Non-command 

Saline 

Non-command 

Saline 

Non-command 

Saline 

Non-command 


Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Saline 

Non-command 

Saline 

Non-command 

Saline 

Non-command 

Saline 

Non-command 


Saline 

Command 


Non-command 

Saline 

Non-command 


Saline Non-command 

Non-command 
Saline Non-command 

Non-command 



0816000302076700 


72.87 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Hydrogeological Unit 


Tertiary Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Rhyolite 


Jurassic Sandstone 


Jalore Granite 


Jurassic Sandstone 


Jalore Granite 


Jalore Granite 


Jurassic Sandstone 


Jalore Granite 


Rhyolite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Rhyolite 


Jurassic Sandstone 


Jalore Granite 


Jurassic Sandstone 


Jurassic Sandstone 


Jalore Granite 


Jalore Granite 


Jurassic Sandstone 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jurassic Sandstone 


Jalore Granite 


Rhyolite 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jalore Granite 


Rhyolite 


Jalore Granite 


Jurassic Sandstone 


Rhyolite 


Jalore Granite 


Jurassic Sandstone 


Iq loro r^ranito 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

39.04 

160 

120.96 

15.00 

18.14 

0.0100 

7.1372 

39.04 

160 

120.96 

15.00 

18.14 

0.0100 

14.2380 

63.25 

140 

76.75 

10.00 

7.68 

0.0100 

3.1635 

63.25 

160 

96.75 

15.00 

14.51 

0.0100 

3.2388 

68.85 

140 

71.15 

10.00 

7.11 

0.0100 

1.1750 

68.85 

160 

91.15 

15.00 

13.67 

0.0100 

1.7466 

68.85 

140 

71.15 

10.00 

7.11 

0.0100 

0.6449 

68.85 

160 

91.15 

15.00 

13.67 

0.0100 

0.5318 

20.92 

200 

179.08 

20.00 

35.82 

0.0100 

18.8624 

70.54 

160 

89.46 

25.00 

22.37 

0.0200 

17.4553 

70.54 

160 

89.46 

25.00 

22.37 

0.0200 

2.2867 

64.37 

160 

95.63 

15.00 

14.34 

0.0100 

2.6643 

64.37 

160 

95.63 

15.00 

14.34 

0.0100 

0.0079 

82.29 

160 

77.71 

15.00 

11.66 

0.0100 

0.2411 

47.84 

160 

112.16 

15.00 

16.82 

0.0100 

0.5561 

30.79 

160 

129.21 

15.00 

19.38 

0.0100 

0.4077 

72.81 

140 

67.19 

10.00 

6.72 

0.0015 

0.0398 

72.81 

100 

27.19 

5.00 

1.36 

0.0015 

0.0399 

97.02 

140 

42.98 

10.00 

4.30 

0.0100 

0.2000 

17.94 

100 

82.06 

5.00 

4.10 

0.0100 

1.7416 

101.12 

140 

38.88 

10.00 

3.89 

0.0100 

0.8358 

12.24 

70 

57.76 

35.00 

20.22 

0.0015 

0.2569 

12.24 

70 

57.76 

30.00 

17.33 

0.0015 

0.2349 

93.29 

140 

46.71 

10.00 

4.67 

0.0015 

0.0001 

22.04 

100 

77.96 

5.00 

3.90 

0.0100 

1.2665 

22.04 

100 

77.96 

5.00 

3.90 

0.0015 

0.0063 

7.99 

70 

62.01 

30.00 

18.60 

0.0015 

0.4209 

19.03 

100 

80.97 

5.00 

4.05 

0.0100 

0.4463 

19.71 

100 

80.29 

5.00 

4.01 

0.0100 

0.1492 

59.48 

100 

40.52 

5.00 

2.03 

0.0015 

0.0965 

93.22 

140 

46.78 

10.00 

4.68 

0.0100 

1.0062 

21.55 

100 

78.45 

5.00 

3.92 

0.0100 

2.4077 

100.99 

140 

39.01 

10.00 

3.90 

0.0100 

0.7368 

78.68 

140 

61.32 

10.00 

6.13 

0.0100 

0.3999 

16.57 

100 

83.43 

5.00 

4.17 

0.0100 

0.8781 

61.46 

100 

38.54 

5.00 

1.93 

0.0100 

0.2883 

61.46 

140 

78.54 

10.00 

7.85 

0.0100 

1.1702 

6.18 

100 

93.82 

5.00 

4.69 

0.0100 

0.0537 

13.79 

100 

86.21 

5.00 

4.31 

0.0015 

0.0000 

13.79 

100 

86.21 

5.00 

4.31 

0.0100 

0.4831 

98.59 

140 

41.41 

10.00 

4.14 

0.0015 

0.0612 

22.23 

100 

77.77 

5.00 

3.89 

0.0100 

0.4234 

41.43 

100 

58.57 

5.00 

2.93 

0.0015 

0.0151 

100.83 

140 

39.17 

10.00 

3.92 

0.0100 

1.1143 

77.65 

140 

62.36 

10.00 

6.24 

0.0100 

0.1178 

77.65 

140 

62.36 

10.00 

6.24 

0.0100 

0.0082 

101.30 

140 

38.70 

10.00 

3.87 

0.0100 

0.3962 

35.35 

100 

64.65 

5.00 

3.23 

0.0100 

0.5789 

35.35 

100 

64.65 

5.00 

3.23 

0.0015 

0.0057 

88.67 

100 

11.33 

5.00 

0.57 

0.0100 

0.0162 

88.67 

140 

51.33 

10.00 

5.13 

0.0100 

1.5928 

88.67 

100 

11.33 

5.00 

0.57 

0.0015 

0.0166 

64.44 

100 

35.56 

5.00 

1.78 

0.0100 

0.2913 

64.44 

140 

75.56 

10.00 

7.56 

0.0100 

0.2735 

24.13 

70 

45.87 

35.00 

16.05 

0.0015 

0.0767 
















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Jalore Granite 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jalore Granite 


Jalore Granite 


Jurassic Sandstone 


Rhyolite 


Jalore Granite 


Jurassic Sandstone 


Jalore Granite 


Jalore Granite 


Rhyolite 


Jalore Granite 


Jalore Granite 


Rhyolite 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Rhyolite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jurassic Sandstone 


Rhyolite 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Rhyolite 


Jalore Granite 


Jurassic Sandstone 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jurassic Sandstone 


Rhyolite 


Jurassic Sandstone 


Jurassic Sandstone 


Rhyolite 


Tertiary Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Jurassic Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tertiary Sandstone 


Tortiarx/ Qanrlctnno 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

24.13 

70 

45.87 

30.00 

13.76 

0.0015 

0.1261 

97.13 

140 

42.87 

10.00 

4.29 

0.0100 

0.6286 

90.38 

140 

49.62 

20.00 

9.92 

0.0200 

0.2959 

90.38 

140 

49.62 

10.00 

4.96 

0.0100 

0.7912 

9.90 

100 

90.10 

5.00 

4.51 

0.0100 

0.2760 

96.52 

100 

3.48 

5.00 

0.17 

0.0100 

0.0044 

96.52 

140 

43.48 

10.00 

4.35 

0.0100 

1.7548 

96.52 

100 

3.48 

5.00 

0.17 

0.0015 

0.0002 

12.03 

100 

87.97 

5.00 

4.40 

0.0100 

0.2757 

98.36 

140 

41.64 

10.00 

4.16 

0.0100 

0.3475 

22.11 

70 

47.89 

35.00 

16.76 

0.0015 

0.0001 

26.79 

100 

73.21 

5.00 

3.66 

0.0100 

0.2476 

26.79 

100 

73.21 

5.00 

3.66 

0.0015 

0.0598 

13.17 

100 

86.83 

5.00 

4.34 

0.0015 

0.0000 

13.17 

100 

86.83 

5.00 

4.34 

0.0100 

1.2972 

55.93 

100 

44.07 

5.00 

2.20 

0.0015 

0.0037 

96.33 

140 

43.67 

10.00 

4.37 

0.0100 

0.1977 

83.97 

140 

56.03 

10.00 

5.60 

0.0100 

0.0044 

83.97 

140 

56.03 

10.00 

5.60 

0.0100 

0.7591 

28.62 

100 

71.38 

5.00 

3.57 

0.0015 

0.0214 

10.47 

100 

89.53 

5.00 

4.48 

0.0100 

0.9586 

12.52 

100 

87.48 

5.00 

4.37 

0.0100 

0.0045 

8.65 

100 

91.35 

5.00 

4.57 

0.0015 

0.0000 

8.65 

100 

91.35 

5.00 

4.57 

0.0100 

1.2018 

70.33 

140 

69.67 

10.00 

6.97 

0.0100 

1.0565 

70.33 

100 

29.67 

5.00 

1.48 

0.0015 

0.0635 

84.26 

140 

55.74 

20.00 

11.15 

0.0200 

0.3875 

84.26 

140 

55.74 

10.00 

5.57 

0.0100 

0.7123 

88.60 

140 

51.40 

20.00 

10.28 

0.0200 

0.0193 

88.60 

140 

51.40 

10.00 

5.14 

0.0100 

0.0887 

80.72 

140 

59.28 

10.00 

5.93 

0.0100 

0.1635 

80.72 

140 

59.28 

10.00 

5.93 

0.0100 

0.2089 

50.04 

100 

49.96 

5.00 

2.50 

0.0015 

0.0092 

52.24 

100 

47.77 

5.00 

2.39 

0.0100 

0.2806 

52.24 

140 

87.77 

10.00 

8.78 

0.0100 

0.0173 

6.75 

100 

93.25 

5.00 

4.66 

0.0100 

0.1295 

8.33 

100 

91.67 

5.00 

4.58 

0.0100 

0.5258 

8.48 

100 

91.52 

5.00 

4.58 

0.0015 

0.0000 

8.48 

100 

91.52 

5.00 

4.58 

0.0100 

0.6299 

88.30 

140 

51.70 

10.00 

5.17 

0.0100 

0.5679 

88.30 

100 

11.70 

5.00 

0.59 

0.0015 

0.0040 

93.09 

140 

46.91 

10.00 

4.69 

0.0100 

0.2778 

102.63 

140 

37.38 

10.00 

3.74 

0.0100 

0.3903 

43.94 

100 

56.06 

5.00 

2.80 

0.0015 

0.0629 

33.61 

200 

166.39 

20.00 

33.28 

0.0100 

9.4021 

78.45 

140 

61.55 

10.00 

6.16 

0.0100 

0.0486 

78.45 

160 

81.55 

15.00 

12.23 

0.0100 

0.9315 

101.12 

140 

38.88 

20.00 

7.78 

0.0200 

0.2201 

101.12 

140 

38.88 

10.00 

3.89 

0.0100 

0.0704 

101.12 

140 

38.88 

10.00 

3.89 

0.0100 

1.5464 

77.98 

160 

82.02 

15.00 

12.30 

0.0100 

2.3155 

54.80 

200 

145.20 

20.00 

29.04 

0.0100 

3.3838 

74.79 

200 

125.21 

20.00 

25.04 

0.0100 

6.2891 

63.43 

200 

136.57 

20.00 

27.31 

0.0100 

1.3519 

63.43 

200 

136.57 

20.00 

27.31 

0.0100 

0.0311 















































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 



Tertiary 


Tertiary 


Tertiary 


Jurassic 


Jurassic 


Tertiary 


Jurassic 


Jurassic 


Jurassic 


Tertiary 


Jurassic 


Tertiary 


Tertiary 


Tertiary 


Tertiary 


Tertiary 


Tertiary 


Tertiary 


Tertiary 


Tertiary 


Tertiary 


Jurassic 


Jurassic 


Jurassic 


Jurassic 


Tertiary 


Jurassic 


Tertiary 


Jurassic 


Jurassic 


Tertiary 


Jurassic 


Tertiary 


Jurassic 


Tertiary 


Tertiary 


Tertiary 


Tertiary 


Tertiary 


Jurassic 


Jurassic 


Tertiary 


Tertiary 


Tertiary 


Tertiary 


Tertiary 


Tertiary 


Tertiary 


Tertiary 


Tertiary 


Tertiary 


Jurassic 


Tertiary 


Jurassic 


Tertiary 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

63.43 

160 

96.57 

15.00 

14.49 

0.0100 

0.3784 

77.71 

160 

82.29 

15.00 

12.34 

0.0100 

2.2904 

77.71 

160 

82.29 

15.00 

12.34 

0.0100 

1.5018 

93.29 

140 

46.71 

20.00 

9.34 

0.0020 

0.0009 

93.29 

140 

46.71 

10.00 

4.67 

0.0015 

0.0470 

24.67 

200 

175.33 

20.00 

35.07 

0.0100 

11.8892 

100.99 

140 

39.01 

10.00 

3.90 

0.0100 

0.0902 

100.99 

140 

39.01 

10.00 

3.90 

0.0100 

0.0823 

78.68 

140 

61.32 

10.00 

6.13 

0.0100 

0.0299 

78.68 

160 

81.32 

15.00 

12.20 

0.0100 

0.5401 

78.68 

140 

61.32 

10.00 

6.13 

0.0100 

0.1099 

69.89 

160 

90.11 

15.00 

13.52 

0.0100 

0.9133 

69.89 

160 

90.11 

15.00 

13.52 

0.0100 

0.5927 

48.34 

200 

151.66 

20.00 

30.33 

0.0100 

8.5562 

82.90 

200 

117.10 

20.00 

23.42 

0.0100 

0.0181 

82.90 

200 

117.10 

20.00 

23.42 

0.0100 

1.4150 

82.90 

160 

77.10 

15.00 

11.56 

0.0100 

1.7588 

82.90 

160 

77.10 

15.00 

11.56 

0.0100 

0.9015 

73.79 

200 

126.21 

20.00 

25.24 

0.0100 

9.5981 

73.79 

160 

86.21 

15.00 

12.93 

0.0100 

0.6901 

73.79 

160 

86.21 

15.00 

12.93 

0.0100 

3.9026 

98.59 

140 

41.41 

10.00 

4.14 

0.0015 

0.0325 

93.18 

140 

46.82 

20.00 

9.36 

0.0020 

0.0070 

93.18 

140 

46.82 

10.00 

4.68 

0.0015 

0.0027 

77.65 

140 

62.36 

10.00 

6.24 

0.0100 

0.3800 

77.65 

160 

82.36 

15.00 

12.35 

0.0100 

2.5470 

77.65 

140 

62.36 

10.00 

6.24 

0.0100 

0.0074 

78.73 

160 

81.27 

15.00 

12.19 

0.0100 

0.0391 

97.13 

140 

42.87 

10.00 

4.29 

0.0100 

0.0144 

97.13 

140 

42.87 

10.00 

4.29 

0.0100 

0.0479 

87.02 

200 

112.98 

20.00 

22.60 

0.0100 

0.0008 

87.02 

140 

52.98 

10.00 

5.30 

0.0100 

0.0900 

87.02 

160 

72.98 

15.00 

10.95 

0.0100 

0.0995 

87.02 

140 

52.98 

10.00 

5.30 

0.0100 

0.0244 

87.02 

160 

72.98 

15.00 

10.95 

0.0100 

0.7300 

63.90 

200 

136.10 

20.00 

27.22 

0.0100 

7.5696 

40.50 

200 

159.50 

20.00 

31.90 

0.0100 

7.0342 

30.79 

200 

169.21 

20.00 

33.84 

0.0100 

0.3697 

30.79 

200 

169.21 

20.00 

33.84 

0.0100 

2.9891 

83.97 

140 

56.03 

10.00 

5.60 

0.0100 

0.0085 

87.82 

140 

52.18 

10.00 

5.22 

0.0100 

1.3498 

87.82 

160 

72.18 

15.00 

10.83 

0.0100 

1.3131 

26.17 

200 

173.83 

20.00 

34.77 

0.0100 

9.8235 

51.30 

200 

148.70 

20.00 

29.74 

0.0100 

4.4346 

53.98 

200 

146.02 

20.00 

29.20 

0.0100 

0.5604 

53.98 

200 

146.02 

20.00 

29.20 

0.0100 

9.4925 

53.98 

160 

106.02 

15.00 

15.90 

0.0100 

0.0251 

53.98 

160 

106.02 

15.00 

15.90 

0.0100 

0.5828 

20.92 

200 

179.08 

20.00 

35.82 

0.0100 

4.9683 

76.38 

160 

83.62 

15.00 

12.54 

0.0100 

0.0625 

78.77 

160 

81.23 

15.00 

12.19 

0.0100 

0.0013 

80.72 

140 

59.28 

10.00 

5.93 

0.0100 

1.0491 

80.72 

160 

79.28 

15.00 

11.89 

0.0100 

4.4520 

80.72 

140 

59.28 

10.00 

5.93 

0.0100 

0.0630 

78.05 

160 

81.95 

15.00 

12.29 

0.0100 

0.2129 













































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone (Fresh 
/ Saline) 



16006070 


Adarsh Basti 


Ajabpura 


Andaniyon Ka Tala 


Anta 


Asara Ki Beri 


Babuguleriya 


Balasar 


Bano Ka Tala 


Banwa 


Basra 


Beebara 


Bhachbhar 


Bhadaroo 


Bhanwarlai 


Bhibhara 


Bola 


Chauthiya 


Chawa 


Chokhoniyon Ki Dhani 


Davkiyon Ki Dhani 


Dedariyar 


Deoron Ki Basti 


Derasar 


Devi Pura 


Dhanora 


Dholaniyon Ki Dhani 


Doodaberi 


Gandhi Nagar 


Ganganiyon Ki Dhani 


Gurisar 


Hale Potaron Ki Basti 


Harsana 


Hathma 


Hothoyoniyon Ki Basti 


Indrawas 


Indrohi 


Jakhron Ka Tala 


Jasai 


Jaydoo 


Jhari 


0817000102092200 


0817000702229900 


0817000602206300 


0817000702228400 


0817000602212100 


0817000702227500 


0817000102089800 


0817000702229700 


0817000702227800 


0817000702228800 


0817000602212000 


0817000702230400 


0817000702230300 


0817000702229100 


0817000102089000 


0817000602211700 


0817000702229000 


0817000702228100 


0817000602206200 


0817000702230100 


0817000102088500 


0817000102088000 


0817000702229300 


0817000102088200 


0817000602211500 


0817000602212500 


0817000602205700 


0817000702232700 


0817000702231600 


0817000602210900 


0817000702228700 


0817000602211800 


0817000702229800 


0817000702229600 


0817000702232500 


0817000702228200 


0817000702232600 


0817000602212200 


0817000702228600 


0817000102092300 



20.73 Fresh 


10.89 Fresh 


26.10 Saline 


4.69 Saline 


9.63 Fresh 




Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Tertiary Sandstone 

Command 

Jurassic Sandstone 

Non-command 

Jurassic Sandstone 

Non-command 

Tertiary Sandstone 

Non-command 

Jalore Granite 

Non-command 

Rhyolite 

Non-command 

Rhyolite 

Non-command 

Rhyolite 

Non-command 

Rhyolite 

Non-command 

Rhyolite 

Non-command 

Rhyolite 

Non-command 

Jalore Granite 

Non-command 

Rhyolite 

Non-command 

Rhyolite 

Non-command 

Rhyolite 

Non-command 

Rhyolite 

Non-command 

Rhyolite 

Non-command 

Rhyolite 

Non-command 

Rhyolite 

Non-command 

Rhyolite 

Non-command 

Jalore Granite 

Non-command 

Rhyolite 

Non-command 

Rhyolite 

Non-command 

Rhyolite 

Non-command 

Rhyolite 

Non-command 

Rhyolite 

Non-command 

Rhyolite 

Non-command 

Jalore Granite 

Non-command 

Jalore Granite 

Non-command 

Rhyolite 

Non-command 

Jalore Granite 

Non-command 

Rhyolite 

Non-command 

Rhyolite 

Non-command 

Rhyolite 

Non-command 

Jalore Granite 

Non-command 

Rhyolite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Rhyolite 

Non-command 

Older Alluvium 

Non-command 

Rhyolite 

Non-command 

Rhyolite 

Non-command 

Rhyolite 

Non-command 

Rhyolite 

Non-command 

Rhyolite 

Non-command 

Rhyolite 

Non-command 

Rhyolite 

Non-command 

Older Alluvium 

Non-command 

Rhyolite 

Non-command 

Older Alluvium 

Non-command 

Rhyolite 

Non-command 

Rhyolite 

Non-command 

Jalore Granite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

92.72 

140 

47.28 

20.00 

9.46 

0.0200 

0.1731 

92.72 

140 

47.28 

20.00 

9.46 

0.0200 

0.4840 

92.72 

200 

107.28 

20.00 

21.46 

0.0100 

0.0055 

92.72 

140 

47.28 

10.00 

4.73 

0.0100 

1.1921 

92.72 

140 

47.28 

10.00 

4.73 

0.0100 

0.2441 

92.72 

160 

67.28 

15.00 

10.09 

0.0100 

0.0150 

14.89 

100 

85.11 

5.00 

4.26 

0.0100 

0.0012 

23.09 

100 

76.91 

5.00 

3.85 

0.0015 

0.0641 

12.33 

100 

87.67 

5.00 

4.38 

0.0015 

0.0756 

19.11 

100 

80.89 

5.00 

4.04 

0.0015 

0.0205 

19.11 

100 

80.89 

5.00 

4.04 

0.0015 

0.0942 

21.67 

100 

78.33 

5.00 

3.92 

0.0015 

0.0602 

37.05 

100 

62.95 

5.00 

3.15 

0.0015 

0.0196 

30.30 

100 

69.70 

5.00 

3.49 

0.0015 

0.0070 

23.81 

100 

76.19 

5.00 

3.81 

0.0015 

0.0135 

27.29 

100 

72.71 

5.00 

3.64 

0.0015 

0.0630 

14.48 

100 

85.52 

5.00 

4.28 

0.0015 

0.0087 

14.48 

100 

85.52 

5.00 

4.28 

0.0015 

0.1065 

19.17 

100 

80.83 

5.00 

4.04 

0.0015 

0.0204 

32.17 

100 

67.83 

5.00 

3.39 

0.0015 

0.1713 

28.02 

100 

71.98 

5.00 

3.60 

0.0015 

0.0732 

13.82 

100 

86.18 

5.00 

4.31 

0.0015 

0.0472 

10.58 

100 

89.42 

5.00 

4.47 

0.0100 

0.1993 

12.45 

100 

87.55 

5.00 

4.38 

0.0015 

0.3973 

12.45 

100 

87.55 

5.00 

4.38 

0.0015 

0.0748 

12.92 

100 

87.08 

5.00 

4.35 

0.0015 

0.0287 

14.11 

100 

85.89 

5.00 

4.29 

0.0015 

0.0976 

16.25 

100 

83.75 

5.00 

4.19 

0.0015 

0.0302 

33.69 

100 

66.31 

5.00 

3.32 

0.0015 

0.0351 

19.03 

100 

80.97 

5.00 

4.05 

0.0100 

0.2188 

19.71 

100 

80.29 

5.00 

4.01 

0.0100 

1.6220 

13.00 

100 

87.00 

5.00 

4.35 

0.0015 

0.0219 

18.22 

100 

81.78 

5.00 

4.09 

0.0100 

0.0378 

18.22 

100 

81.78 

5.00 

4.09 

0.0015 

0.0479 

13.70 

100 

86.30 

5.00 

4.32 

0.0015 

0.0361 

17.51 

100 

82.49 

5.00 

4.12 

0.0015 

0.0044 

11.35 

80 

68.65 

5.00 

3.43 

0.0010 

0.0426 

11.35 

100 

88.65 

5.00 

4.43 

0.0015 

0.0911 

62.58 

140 

77.42 

30.00 

23.23 

0.0150 

0.6668 

35.07 

120 

84.93 

40.00 

33.97 

0.0150 

1.4896 

35.07 

100 

64.93 

5.00 

3.25 

0.0015 

0.0166 

35.07 

140 

104.93 

30.00 

31.48 

0.0150 

1.0468 

35.07 

100 

64.93 

5.00 

3.25 

0.0015 

0.0009 

15.97 

100 

84.03 

5.00 

4.20 

0.0015 

0.0128 

15.06 

100 

84.94 

5.00 

4.25 

0.0015 

0.1563 

12.38 

100 

87.62 

5.00 

4.38 

0.0015 

0.0344 

27.73 

100 

72.27 

5.00 

3.61 

0.0015 

0.0534 

27.73 

100 

72.27 

5.00 

3.61 

0.0015 

0.0581 

21.35 

100 

78.65 

5.00 

3.93 

0.0015 

0.0496 

49.04 

140 

90.96 

30.00 

27.29 

0.0150 

2.4284 

13.46 

100 

86.54 

5.00 

4.33 

0.0015 

0.1445 

55.00 

140 

85.00 

30.00 

25.50 

0.0150 

2.8948 

21.00 

100 

79.00 

5.00 

3.95 

0.0015 

0.0146 

15.95 

100 

84.05 

5.00 

4.20 

0.0015 

0.1634 

11.96 

100 

88.04 

5.00 

4.40 

0.0100 

0.0191 


































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Rhyolite 


Jalore Granite 


Rhyolite 


Rhyolite 


Rhyolite 


Rhyolite 


Rhyolite 


Older Alluvium 


Rhyolite 


Rhyolite 


Rhyolite 


Rhyolite 


Rhyolite 


Rhyolite 


Older Alluvium 


Rhyolite 


Rhyolite 


Jalore Granite 


Rhyolite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Rhyolite 


Jalore Granite 


Older Alluvium 


Rhyolite 


Rhyolite 


Rhyolite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Rhyolite 


Jalore Granite 


Rhyolite 


Rhyolite 


Rhyolite 


Rhyolite 


Jalore Granite 


Jalore Granite 


Rhyolite 


Older Alluvium 


Rhyolite 


Rhyolite 


Rhyolite 


Rhyolite 


Rhyolite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Rhyolite 


Rhyolite 


Jalore Granite 


Jalore Granite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

31.24 

140 

108.76 

30.00 

32.63 

0.0150 

0.2613 

31.24 

100 

68.76 

5.00 

3.44 

0.0015 

0.0392 

24.02 

100 

75.98 

5.00 

3.80 

0.0100 

0.0605 

18.24 

100 

81.76 

5.00 

4.09 

0.0015 

0.0570 

13.30 

100 

86.70 

5.00 

4.33 

0.0015 

0.0896 

13.30 

100 

86.70 

5.00 

4.33 

0.0015 

0.0029 

14.44 

100 

85.56 

5.00 

4.28 

0.0015 

0.0313 

14.44 

100 

85.56 

5.00 

4.28 

0.0015 

0.0714 

35.06 

140 

104.94 

30.00 

31.48 

0.0150 

3.5108 

35.06 

100 

64.94 

5.00 

3.25 

0.0015 

0.0353 

22.99 

100 

77.01 

5.00 

3.85 

0.0015 

0.0543 

23.35 

100 

76.65 

5.00 

3.83 

0.0015 

0.0459 

22.36 

100 

77.64 

5.00 

3.88 

0.0015 

0.0435 

22.36 

100 

77.64 

5.00 

3.88 

0.0015 

0.0324 

14.51 

100 

85.49 

5.00 

4.27 

0.0015 

0.1210 

18.48 

120 

101.52 

40.00 

40.61 

0.0150 

0.4695 

18.48 

100 

81.52 

5.00 

4.08 

0.0015 

0.0107 

12.83 

100 

87.17 

5.00 

4.36 

0.0015 

0.0195 

24.13 

70 

45.87 

35.00 

16.05 

0.0015 

0.0036 

51.32 

100 

48.68 

5.00 

2.43 

0.0015 

0.0004 

9.90 

100 

90.10 

5.00 

4.51 

0.0100 

0.1495 

12.38 

100 

87.62 

5.00 

4.38 

0.0015 

0.0173 

12.38 

100 

87.62 

5.00 

4.38 

0.0100 

0.6653 

16.12 

80 

63.88 

5.00 

3.19 

0.0010 

0.1333 

16.12 

100 

83.88 

5.00 

4.19 

0.0015 

0.0659 

12.03 

100 

87.97 

5.00 

4.40 

0.0100 

1.2473 

30.87 

120 

89.13 

40.00 

35.65 

0.0150 

0.3862 

30.87 

100 

69.13 

5.00 

3.46 

0.0015 

0.0059 

14.70 

100 

85.31 

5.00 

4.27 

0.0015 

0.0404 

15.96 

100 

84.04 

5.00 

4.20 

0.0015 

0.0332 

13.17 

100 

86.83 

5.00 

4.34 

0.0015 

0.0090 

13.17 

100 

86.83 

5.00 

4.34 

0.0100 

0.4228 

9.14 

80 

70.86 

5.00 

3.54 

0.0010 

0.0618 

9.14 

100 

90.86 

5.00 

4.54 

0.0015 

0.0698 

19.95 

100 

80.05 

5.00 

4.00 

0.0100 

0.6118 

19.95 

100 

80.05 

5.00 

4.00 

0.0015 

0.0353 

16.47 

100 

83.53 

5.00 

4.18 

0.0015 

0.0599 

28.62 

100 

71.38 

5.00 

3.57 

0.0015 

0.0191 

17.11 

100 

82.89 

5.00 

4.14 

0.0015 

0.0545 

10.47 

100 

89.53 

5.00 

4.48 

0.0100 

0.3050 

12.52 

100 

87.48 

5.00 

4.37 

0.0100 

0.4518 

33.11 

100 

66.89 

5.00 

3.34 

0.0015 

0.0051 

33.11 

140 

106.89 

30.00 

32.07 

0.0150 

0.9239 

33.11 

100 

66.89 

5.00 

3.34 

0.0015 

0.0222 

36.31 

100 

63.69 

5.00 

3.18 

0.0015 

0.0495 

14.20 

100 

85.80 

5.00 

4.29 

0.0015 

0.0297 

57.44 

100 

42.56 

5.00 

2.13 

0.0015 

0.0004 

43.69 

100 

56.31 

5.00 

2.82 

0.0015 

0.0164 

13.56 

100 

86.44 

5.00 

4.32 

0.0015 

0.0012 

13.56 

100 

86.44 

5.00 

4.32 

0.0100 

0.2444 

18.74 

100 

81.26 

5.00 

4.06 

0.0100 

0.3671 

18.74 

100 

81.26 

5.00 

4.06 

0.0015 

0.0068 

14.95 

100 

85.05 

5.00 

4.25 

0.0015 

0.0919 

19.91 

100 

80.09 

5.00 

4.00 

0.0015 

0.0653 

19.91 

100 

80.09 

5.00 

4.00 

0.0100 

0.0892 






















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone (Fresh 
/ Saline) 



16006071 


Sihani 


Sodha Basti 


Sokhru 


Sura Charnan 


Sura Narpatan 


Suwala 


Suwara 


Tamliyar 


Tirsingri 


Uttri Der 


Vishala Agor 


Vishnoiyon Ka Tala 


Wagta Ki Beri 


Adarsh Dharasar 


Aidan Ki Dhani 


Ali Ki Dhani 


Arbi Ki Gafan 


Bajrangpura 


Bane Ki Basti 


Bankalsar 


Bankana 


Bawri Kalan 


Beendoniyon Ki Dhani 


Bhabhoote Ki Dhani 


Bhara Gulmohmmad 


Bheende Ka Par 


Bhilon Ka Tala 


Bhojriya 


Bijrar 


Bukar 


Bukri 


Chadar Bankalsar 


Chadar Dakhnad 


Chadar Mandroop 


Chari 


Chhota Bhojriya 


Darjion Ka Tala 


Dedoosar 


Deopura 


0817000702228300 


0817000702230000 


0817000602205900 


0817000602208800 



0817000602209000 


0817000102089700 


0817000702230500 


0817000702231100 


0817000602211600 


0817000102088100 


0817000602209300 


0817000702232000 


0817000702230200 


0817000802245800 


0817000802245900 


0817000802251600 


0817000802249400 


0817000802246500 


0817000702237600 


0817000802247200 


0817000802246300 


0817000802251900 


0817000802250600 


0817000802248100 


0817000802251700 


0817000702238200 


0817000802248900 


0817000802251200 


0817000802247700 


0817000802250100 


0817000702237900 


0817000702238100 


0817000702233300 


0817000702233200 


0817000702233800 


0817000702233500 


0817000802248300 


0817000802245700 


0817000802250500 


0817000802239400 


11.58 Saline 


12.01 Saline 


21.04 Saline 


5.56 Fresh 


Saline 


20.59 Fresh 


Saline 


11.88 Saline 


7.83 Fresh 


Saline 


18.77 Saline 


60.20 Saline 



8.45 Saline 


10.67 Saline 


14.42 Saline 


6.58 Saline 


13.88 Saline 


9.05 Saline 


14.72 Saline 


22.34 Saline 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Jalore Granite 

Non-command 

Rhyolite 

Non-command 

Jalore Granite 

Non-command 

Rhyolite 

Non-command 

Tertiary Sandstone 

Non-command 

Rhyolite 

Non-command 

Rhyolite 

Non-command 

Jalore Granite 

Non-command 

Rhyolite 

Non-command 

Rhyolite 

Non-command 

Rhyolite 

Non-command 

Rhyolite 

Non-command 

Rhyolite 

Non-command 

Rhyolite 

Non-command 

Jalore Granite 

Non-command 

Jalore Granite 

Non-command 

Rhyolite 

Non-command 

Older Alluvium 

Non-command 

Rhyolite 

Non-command 

Rhyolite 

Non-command 

Jalore Granite 

Non-command 

Rhyolite 

Non-command 

Older Alluvium 

Non-command 

Rhyolite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Rhyolite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Rhyolite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Rhyolite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

9.94 

80 

70.06 

5.00 

3.50 

0.0010 

0.1902 

9.94 

100 

90.06 

5.00 

4.50 

0.0015 

0.0134 

10.19 

80 

69.81 

5.00 

3.49 

0.0010 

0.0346 

10.19 

100 

89.81 

5.00 

4.49 

0.0015 

0.0157 

10.19 

140 

129.81 

15.00 

19.47 

0.0100 

0.2834 

39.33 

100 

60.67 

5.00 

3.03 

0.0015 

0.0527 

41.46 

100 

58.54 

5.00 

2.93 

0.0015 

0.0527 

17.42 

80 

62.58 

5.00 

3.13 

0.0010 

0.0024 

17.42 

100 

82.58 

5.00 

4.13 

0.0015 

0.1255 

17.05 

100 

82.95 

5.00 

4.15 

0.0015 

0.0042 

17.05 

100 

82.95 

5.00 

4.15 

0.0015 

0.0001 

16.90 

100 

83.10 

5.00 

4.16 

0.0015 

0.0037 

16.90 

100 

83.10 

5.00 

4.16 

0.0015 

0.0387 

15.35 

100 

84.65 

5.00 

4.23 

0.0015 

0.0754 

17.25 

100 

82.75 

5.00 

4.14 

0.0015 

0.0021 

17.25 

100 

82.75 

5.00 

4.14 

0.0100 

0.0060 

19.83 

100 

80.17 

5.00 

4.01 

0.0015 

0.1129 

43.55 

140 

96.45 

30.00 

28.93 

0.0150 

1.7760 

43.55 

100 

56.45 

5.00 

2.82 

0.0015 

0.0342 

12.54 

100 

87.46 

5.00 

4.37 

0.0015 

0.0095 

18.72 

100 

81.28 

5.00 

4.06 

0.0100 

0.0633 

13.01 

100 

86.99 

5.00 

4.35 

0.0015 

0.0354 

20.26 

120 

99.74 

40.00 

39.90 

0.0150 

0.6604 

31.15 

100 

68.85 

5.00 

3.44 

0.0015 

0.0599 

79.08 

140 

60.92 

30.00 

18.28 

0.0150 

0.7061 

77.96 

140 

62.04 

30.00 

18.61 

0.0150 

3.6108 

67.58 

120 

52.42 

30.00 

15.72 

0.0150 

2.5425 

63.50 

120 

56.50 

30.00 

16.95 

0.0150 

4.6920 

77.63 

140 

62.37 

30.00 

18.71 

0.0150 

1.4429 

78.59 

140 

61.41 

30.00 

18.42 

0.0150 

1.6166 

78.59 

100 

21.41 

5.00 

1.07 

0.0015 

0.0000 

74.56 

140 

65.44 

30.00 

19.63 

0.0150 

1.7491 

76.74 

140 

63.26 

30.00 

18.98 

0.0150 

2.6402 

75.91 

120 

44.09 

30.00 

13.23 

0.0150 

0.5370 

68.73 

120 

51.27 

30.00 

15.38 

0.0150 

5.8731 

66.77 

120 

53.23 

30.00 

15.97 

0.0150 

2.1388 

70.71 

120 

49.29 

30.00 

14.79 

0.0150 

0.2145 

69.75 

140 

70.25 

30.00 

21.07 

0.0150 

3.8261 

63.08 

120 

56.92 

30.00 

17.07 

0.0150 

1.9902 

70.74 

130 

59.26 

40.00 

23.70 

0.0150 

4.3219 

70.74 

120 

49.26 

30.00 

14.78 

0.0150 

0.0218 

68.81 

120 

51.19 

30.00 

15.36 

0.0150 

5.1646 

77.40 

120 

42.60 

30.00 

12.78 

0.0150 

4.9497 

72.32 

140 

67.68 

30.00 

20.30 

0.0150 

0.9875 

69.92 

140 

70.08 

30.00 

21.02 

0.0150 

1.7488 

69.92 

100 

30.08 

5.00 

1.50 

0.0015 

0.0038 

63.65 

140 

76.35 

30.00 

22.90 

0.0150 

2.9047 

68.14 

140 

71.86 

30.00 

21.56 

0.0150 

3.4519 

64.19 

140 

75.81 

30.00 

22.74 

0.0150 

4.6906 

64.19 

100 

35.81 

5.00 

1.79 

0.0015 

0.0018 

60.37 

140 

79.63 

30.00 

23.89 

0.0150 

2.3577 

68.45 

120 

51.55 

30.00 

15.47 

0.0150 

3.2205 

73.70 

140 

66.30 

30.00 

19.89 

0.0150 

0.8670 

75.99 

120 

44.01 

30.00 

13.20 

0.0150 

2.9153 

63.79 

120 

56.21 

30.00 

16.86 

0.0150 

4.1839 








































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 

Census Code 

Dhanora 

0817000702232800 

Dharasar 

0817000802246000 

Dhok 

0817000802245200 

Gandhi Nagar 

0817000702232700 

Gangala 

0817000702232400 

Gardiya 

0817000702239100 


Zone (Fresh 
/ Saline) 


Ghoniya 


Gidaliyon Ka Tala 


Gumane Ka Tala 


Hanumanpura 


Heerpura 


Hejam Ka Bhara 


Hejam Ka Tala 


Hindiya 


Huron Ka Tala 


Jairamderiya 


Jaisar 


Jakharo Ki Dhani 


Jakhron Ka Tala 


Jaleela 


Jandooyon Ka Tala 


Janeki Beri 


Jaton Ki Basti 


Kalyanpura 


Kelan Ka Par 


Kelnor 


Khadeen 


Kharipa Der 


Khariya Rathoran 


Kothe Ka Tala 


Kumharon Ka Teeba 


Ladhe Ka Par 


Lakhe Ka Tala 


Lariyala 


Loombasar 


Macharon Ka Tala 


Madhuri Ka Tala 


Manakki Dhani 


Mandroop Ka Tala 


Mate Ka Tala 


Meghpura 


Mekaran Wala 


Mitharaoo 


Mohammad Ka Par 


Nageka Par 


Nandram Ki Dhani 


0817000802245500 


0817000702232900 


0817000802251400 


0817000802247400 


0817000802247600 


0817000802249600 


0817000802249200 


0817000702234500 


0817000802251000 


0817000802247100 


0817000802247500 


0817000802246800 


0817000702232600 


0817000702234900 


0817000802247000 


0817000702239000 


0817000702239300 


0817000802249500 


0817000702238600 


0817000802250900 


0817000702231300 


0817000802250000 


0817000702233000 


0817000802245600 


0817000802247900 


0817000702238300 


0817000802248200 


0817000802250700 


0817000802246600 


0817000802249900 


0817000802248800 


0817000702234600 


0817000702238900 


0817000802250300 


0817000802247300 


0817000702238800 


0817000802251300 


0817000702238500 


0817000702238700 


0817000802246400 


8.79 Sali 


5.52 Sali 


71.83 Sali 


4.69 Sali 


30.35 Sali 


16.75 Sali 


22.79 Sali 


6.53 Sali 


32.20 Fre 


Sali 


27.28 Sali 


4.91 Sali 


6.18 Sali 


7.88 Sali 


22.76 Sali 


4.14 Sali 


5.27 Sali 


45.59 Sali 


6.22 Sali 


9.97 Sali 


4.35 Sali 


2.99 Sali 


13.62 Sali 


6.94 Sali 


20.25 Sali 


7.36 Sali 


11.06 Sali 


11.62 Fre 


Sali 


2.27 Sali 


8.32 Sali 


7.01 Sali 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hydrogeological Unit 

Older Al 

uvium 

Older A! 

uvium 

Older Al 

uvium 

Older A! 

uvium 

Older Al 

uvium 

Older A! 

uvium 

Rhyolite 

Older A! 

uvium 

Older Al 

uvium 

Older A! 

uvium 

Older Al 

uvium 

Older A! 

uvium 

Rhyolite 

Older A! 

uvium 

Older Al 

uvium 

Older A! 

uvium 

Older Al 

uvium 

Rhyolite 

Older Al 

uvium 

Older A! 

uvium 

Older Al 

uvium 

Rhyolite 

Older Al 

uvium 

Older A! 

uvium 

Rhyolite 

Older Ai 

uvium 

Older Al 

uvium 

Rhyolite 

Older Al 

uvium 

Rhyolite 

Older Al 

uvium 

Older Ai 

uvium 

Older Al 

uvium 

Older Ai 

uvium 

Older Al 

uvium 

Older A! 

uvium 

Older Al 

uvium 

Older As 

uvium 

Older Al 

uvium 

Older A! 

uvium 

Older Al 

uvium 

Older Ai 

uvium 

Older Al 

uvium 

Older A! 

uvium 

Rhyolite 

Older Al 

uvium 

Rhyolite 

Older Al 

uvium 

Older Al 

uvium 

Older Ai 

uvium 

Older Al 

uvium 

Older A! 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

67.47 

140 

72.53 

30.00 

21.76 

0.0150 

2.8674 

78.87 

140 

61.13 

30.00 

18.34 

0.0150 

1.5178 

60.49 

120 

59.51 

30.00 

17.85 

0.0150 

0.0775 

62.58 

140 

77.42 

30.00 

23.23 

0.0150 

0.9458 

67.51 

140 

72.49 

30.00 

21.75 

0.0150 

3.3633 

65.54 

140 

74.46 

30.00 

22.34 

0.0150 

2.5340 

65.54 

100 

34.46 

5.00 

1.72 

0.0015 

0.0237 

74.27 

120 

45.73 

30.00 

13.72 

0.0150 

4.3302 

64.25 

140 

75.75 

30.00 

22.72 

0.0150 

2.2246 

70.10 

130 

59.90 

40.00 

23.96 

0.0150 

0.4321 

70.10 

120 

49.90 

30.00 

14.97 

0.0150 

0.5009 

69.44 

140 

70.56 

30.00 

21.17 

0.0150 

6.7964 

69.44 

100 

30.56 

5.00 

1.53 

0.0015 

0.0135 

71.42 

140 

68.58 

30.00 

20.57 

0.0150 

1.5139 

62.50 

120 

57.50 

30.00 

17.25 

0.0150 

1.5998 

62.38 

120 

57.62 

30.00 

17.29 

0.0150 

2.0433 

64.19 

140 

75.81 

30.00 

22.74 

0.0150 

0.4921 

64.19 

100 

35.81 

5.00 

1.79 

0.0015 

0.0571 

65.87 

120 

54.13 

30.00 

16.24 

0.0150 

1.0095 

72.69 

140 

67.31 

30.00 

20.19 

0.0150 

1.5957 

69.28 

140 

70.72 

30.00 

21.22 

0.0150 

14.5079 

69.28 

100 

30.72 

5.00 

1.54 

0.0015 

0.0000 

74.30 

140 

65.70 

30.00 

19.71 

0.0150 

1.8394 

55.00 

140 

85.00 

30.00 

25.50 

0.0150 

0.1653 

61.75 

100 

38.25 

5.00 

1.91 

0.0015 

0.0000 

73.47 

140 

66.53 

30.00 

19.96 

0.0150 

0.8961 

65.07 

140 

74.93 

30.00 

22.48 

0.0150 

1.9322 

65.07 

100 

34.93 

5.00 

1.75 

0.0015 

0.0207 

67.55 

140 

72.45 

30.00 

21.74 

0.0150 

2.2463 

67.55 

100 

32.45 

5.00 

1.62 

0.0015 

0.0001 

62.02 

120 

57.98 

30.00 

17.39 

0.0150 

2.2058 

70.28 

140 

69.72 

30.00 

20.92 

0.0150 

1.6506 

62.97 

120 

57.03 

30.00 

17.11 

0.0150 

10.4583 

35.06 

140 

104.94 

30.00 

31.48 

0.0150 

0.0049 

72.98 

120 

47.02 

30.00 

14.10 

0.0150 

1.3982 

62.19 

140 

77.81 

30.00 

23.34 

0.0150 

1.0296 

77.89 

140 

62.11 

30.00 

18.63 

0.0150 

2.4280 

69.56 

120 

50.44 

30.00 

15.13 

0.0150 

9.2605 

73.70 

140 

66.30 

30.00 

19.89 

0.0150 

3.0935 

67.23 

120 

52.77 

30.00 

15.83 

0.0150 

0.6401 

66.93 

120 

53.07 

30.00 

15.92 

0.0150 

4.7574 

75.24 

140 

64.76 

30.00 

19.43 

0.0150 

2.7074 

75.44 

120 

44.56 

30.00 

13.37 

0.0150 

3.4471 

64.80 

120 

55.20 

30.00 

16.56 

0.0150 

5.3601 

62.90 

100 

37.10 

5.00 

1.85 

0.0015 

0.0180 

67.39 

140 

72.61 

30.00 

21.78 

0.0150 

0.7718 

67.39 

100 

32.61 

5.00 

1.63 

0.0015 

0.0064 

72.53 

120 

47.47 

30.00 

14.24 

0.0150 

0.0588 

73.40 

140 

66.60 

30.00 

19.98 

0.0150 

2.2066 

67.37 

140 

72.63 

30.00 

21.79 

0.0150 

3.6159 

68.39 

130 

61.61 

40.00 

24.64 

0.0150 

0.2505 

68.39 

120 

51.61 

30.00 

15.48 

0.0150 

2.5413 

71.95 

140 

68.05 

30.00 

20.42 

0.0150 

0.6954 

69.05 

140 

70.95 

30.00 

21.29 

0.0150 

2.6574 

77.52 

140 

62.48 

30.00 

18.75 

0.0150 

1.9722 



















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



16006072 


Nawatala Jaitmalan 


Naya Bhojriya 


Paboodan Singh Ki Dhani 


Padhariya 


Panoniyon Ki Dhani 


Parariya 


Pooniyon Ka Tala 


Posal 


Prem Singh Ki Dhani 


Purpuriya 


Ramdeo Ka Mandir 


Ramji Ki Dhani 


Ramzan Ki Gafan 


Ranatali 


Rasbani 


Ratasar 


Ratasarder 


Rathoron Ka Tala 


Rawat Ka Tala 


Rodi Nadi 


Rodiyon Ka Tala 


Sabu Ka Par 


Sadul Ki Gafan 


Saiyon Ki Basti 


Sajjan Ka Par 


Salariya Kanlariya 


Samelon Ka Tala 


Samoton Ka Par 


Selau 


Shere Ka Tala 


Sobhala Jetmalan 


Sukaliya 


Surali 


Talab Ka Par 


Tamachi Ki Gafan 


Tamliyar 


Udsiyar 


Ummedpura 


Adkiya 


Akanwali 


Asoda 


Babuwali 


Bagnau 


Census Code 


0817000802251500 


0817000802248400 


0817000702234100 


0817000702237500 


0817000802245400 


0817000802239500 


0817000702233100 


0817000802249800 


0817000802250400 


0817000702237000 


0817000702233700 


0817000802246100 


0817000802248700 


0817000802248500 


0817000802249100 


0817000802246900 


0817000802246700 


0817000802248000 


0817000702234400 


0817000702233400 


0817000802251800 


0817000702238000 


0817000802249000 


0817000802246200 


0817000702238400 


0817000702233900 


0817000802251100 


0817000802247800 


0817000702239200 



0817000702234000 


0817000802250800 


0817000802250200 


0817000702234700 


0817000702237700 


0817000802248600 


0817000702231100 


0817000802249700 


0817000802249300 


0816000102019700 


0816000102032600 


0816000102031700 


0816000102031900 


0816000102031200 


0816000102019500 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Saline 

Non-command 

Older Alluvium 

Saline 

Non-command 

Older Alluvium 

Saline 

Non-command 

Older Alluvium 





9.73 Sali 


35.03 Sali 


7.17 Sali 


6.85 Sali 


9.28 Sali 


8.95 Sali 


5.98 Sali 


34.75 Sali 


4.13 Sali 


31.43 Sali 


20.03 Sali 


11.80 Sali 


17.91 Sali 


3.95 Sali 


60.20 Sali 


12.88 Sali 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Rhyolite 


Rhyolite 


Older All 


Older All 


Older All 


Older All 


Older All 


Rhyolite 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Rhyolite 


Older All 


Older All 


Older All 


Rhyolite 


Older All 


Older All 


Older All 


Older All 


Rhyolite 


Older All 


Older All 


Older All 


Rhyolite 


Older All 


Rhyolite 


Rhyolite 


Older All 


Older All 


Rhyolite 


Older All 


Older All 


Older All 


Rhyolite 


Older All 


Rhyolite 


Older All 


Older All 


Younger 


Younger 


Younger 


Younger 


Younger 


Younger 


Younger 


Younger 


uvium 


uvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Alluvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

66.20 

120 

53.80 

30.00 

16.14 

0.0150 

4.9564 

70.13 

120 

49.87 

30.00 

14.96 

0.0150 

4.1331 

63.77 

140 

76.23 

30.00 

22.87 

0.0150 

0.0969 

63.77 

100 

36.23 

5.00 

1.81 

0.0015 

0.0087 

73.65 

100 

26.35 

5.00 

1.32 

0.0015 

0.0001 

69.10 

120 

50.90 

30.00 

15.27 

0.0150 

0.1702 

61.20 

120 

58.80 

30.00 

17.64 

0.0150 

0.0075 

72.10 

140 

67.90 

30.00 

20.37 

0.0150 

2.9426 

72.01 

120 

47.99 

30.00 

14.40 

0.0150 

5.5329 

74.29 

120 

45.71 

30.00 

13.71 

0.0150 

1.3314 

68.44 

100 

31.56 

5.00 

1.58 

0.0015 

0.0001 

63.86 

140 

76.14 

30.00 

22.84 

0.0150 

1.6900 

78.97 

140 

61.03 

30.00 

18.31 

0.0150 

2.3902 

66.18 

120 

53.82 

30.00 

16.15 

0.0150 

2.0563 

70.05 

120 

49.95 

30.00 

14.99 

0.0150 

2.7790 

62.61 

120 

57.39 

30.00 

17.22 

0.0150 

3.6230 

72.98 

140 

67.02 

30.00 

20.11 

0.0150 

3.5588 

75.03 

140 

64.97 

30.00 

19.49 

0.0150 

2.3965 

67.07 

120 

52.93 

30.00 

15.88 

0.0150 

3.5500 

63.44 

100 

36.56 

5.00 

1.83 

0.0015 

0.0009 

62.63 

140 

77.37 

30.00 

23.21 

0.0150 

2.8144 

76.54 

120 

43.46 

30.00 

13.04 

0.0150 

0.0037 

70.28 

140 

69.72 

30.00 

20.92 

0.0150 

0.0253 

70.28 

100 

29.72 

5.00 

1.49 

0.0015 

0.0043 

64.05 

120 

55.95 

30.00 

16.79 

0.0150 

2.4509 

75.64 

140 

64.36 

30.00 

19.31 

0.0150 

10.1448 

73.09 

140 

66.91 

30.00 

20.07 

0.0150 

2.1577 

64.09 

140 

75.91 

30.00 

22.77 

0.0150 

0.2434 

64.09 

100 

35.91 

5.00 

1.80 

0.0015 

0.0165 

66.11 

120 

53.89 

30.00 

16.17 

0.0150 

2.2501 

68.79 

120 

51.21 

30.00 

15.36 

0.0150 

2.0630 

64.94 

140 

75.06 

30.00 

22.52 

0.0150 

0.1373 

64.94 

100 

35.06 

5.00 

1.75 

0.0015 

0.0147 

62.55 

140 

77.45 

30.00 

23.23 

0.0150 

6.3346 

62.55 

100 

37.45 

5.00 

1.87 

0.0015 

0.0005 

63.59 

100 

36.41 

5.00 

1.82 

0.0015 

0.0111 

67.63 

120 

52.37 

30.00 

15.71 

0.0150 

7.4071 

75.41 

120 

44.59 

30.00 

13.38 

0.0150 

3.4199 

62.56 

100 

37.44 

5.00 

1.87 

0.0015 

0.0140 

75.62 

140 

64.38 

30.00 

19.31 

0.0150 

2.0853 

66.99 

120 

53.01 

30.00 

15.90 

0.0150 

0.9433 

43.55 

140 

96.45 

30.00 

28.93 

0.0150 

12.8922 

43.55 

100 

56.45 

5.00 

2.82 

0.0015 

0.0407 

65.04 

140 

74.96 

30.00 

22.49 

0.0150 

0.0198 

65.04 

100 

34.96 

5.00 

1.75 

0.0015 

0.0252 

65.28 

120 

54.72 

30.00 

16.42 

0.0150 

2.5453 

62.09 

120 

57.91 

30.00 

17.37 

0.0150 

2.5710 

26.01 

110 

83.99 

25.00 

21.00 

0.0200 

4.8185 

35.83 

110 

74.17 

40.00 

29.67 

0.0200 

9.4653 

35.83 

110 

74.17 

25.00 

18.54 

0.0200 

0.0198 

17.63 

110 

92.37 

25.00 

23.09 

0.0200 

7.0293 

20.61 

110 

89.39 

25.00 

22.35 

0.0200 

13.9993 

16.77 

110 

93.23 

40.00 

37.29 

0.0200 

3.9391 

16.77 

110 

93.23 

25.00 

23.31 

0.0200 

0.0014 

16.68 

110 

93.32 

25.00 

23.33 

0.0200 

2.5156 




















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Census Code 



Bhiloi 


Bhinda Deslonwala 


Bhinda Khara 


Bhinda Mangaliyowala 


Bichau 


Biryaree 


Dhaloowal 


Edewali 


Gajau 


Geraja 


Harda 


Hotiya 


Jhalariya 


Jiyau Khara 


Kalau 


Kangoor 


Khabdela 


Kiradwali 


Kula Tala 


Kuntara 


Maghla 


Mandhalwali 


Mehnau 


Mehrana 


Mithikhui 


Nichoowali 


Nijau 


Patanwali 


Rabhlau Fakironwala 


Rabhlau Rajronwala 


Relna 


Sanger 


Shahra 


Soma 


Somrau 


0816000102033300 


0816000102019600 


0816000102028900 


0816000102017600 


0816000102033000 


0816000102032500 


0816000102032200 


0816000102031600 


0816000102032000 


0816000102019900 


0816000102033500 


0816000102033400 


0816000102032700 


0816000102032900 


0816000102033200 


0816000102031500 


0816000102034000 


0816000102032800 


0816000102028800 


0816000102031800 


0816000102031400 


0816000102032300 


0816000102028700 


0816000102029100 


0816000102032400 


0816000102034300 


0816000102029200 


0816000102032100 


0816000102028500 


0816000102028600 


0816000102033900 


0816000102019200 


0816000102029000 


0816000102034200 


0816000102033100 




15.91 


7.36 


16.29 


107.80 


55.75 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Younger Alluvium 

Saline 

Non-command 

Younger Alluvium 

Saline 

Non-command 

Younger Alluvium 

Saline 

Non-command 

Younger Alluvium 

Saline 

Non-command 

Younger Alluvium 

Saline 

Non-command 

Younger Alluvium 

Saline 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Saline 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Saline 

Non-command 

Younger Alluvium 

Saline 

Non-command 

Younger Alluvium 

Saline 

Non-command 

Younger Alluvium 

Saline 

Non-command 

Younger Alluvium 

Saline 

Non-command 

Younger Alluvium 

Saline 

Command 

Younger Alluvium 





22.10 Saline 


17.71 Saline 


32.79 Saline 


35.22 Saline 


41.71 Saline 


13.22 Fresh 


Saline 


24.66 Fresh 


Saline 


152.90 Saline 



14.19 Fresh 


6.29 Saline 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


Younger A 


River Basin: Parbati 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

20.02 

110 

89.98 

40.00 

35.99 

0.0200 

29.9952 

20.02 

110 

89.98 

25.00 

22.50 

0.0200 

6.8450 

26.45 

110 

83.55 

25.00 

20.89 

0.0200 

5.3038 

19.43 

110 

90.57 

25.00 

22.64 

0.0200 

7.6610 

19.19 

110 

90.81 

25.00 

22.70 

0.0200 

2.9860 

23.99 

110 

86.01 

25.00 

21.50 

0.0200 

2.6074 

26.43 

110 

83.57 

25.00 

20.89 

0.0200 

3.1939 

26.49 

110 

83.51 

40.00 

33.40 

0.0200 

13.3620 

26.49 

110 

83.51 

25.00 

20.88 

0.0200 

0.2110 

16.09 

110 

93.91 

40.00 

37.56 

0.0200 

0.0354 

16.09 

110 

93.91 

25.00 

23.48 

0.0200 

2.2438 

22.94 

110 

87.06 

25.00 

21.76 

0.0200 

6.9262 

16.13 

110 

93.87 

25.00 

23.47 

0.0200 

3.4566 

23.47 

110 

86.53 

25.00 

21.63 

0.0200 

7.0464 

37.33 

110 

72.67 

25.00 

18.17 

0.0200 

0.0162 

31.48 

110 

78.52 

25.00 

19.63 

0.0200 

3.0807 

31.48 

110 

78.52 

25.00 

19.63 

0.0200 

18.8062 

46.80 

110 

63.20 

25.00 

15.80 

0.0200 

7.6462 

46.80 

110 

63.20 

25.00 

15.80 

0.0200 

3.6307 

36.90 

110 

73.10 

25.00 

18.28 

0.0200 

6.9600 

27.60 

110 

82.41 

40.00 

32.96 

0.0200 

4.8145 

27.60 

110 

82.41 

25.00 

20.60 

0.0200 

5.5976 

32.77 

110 

77.23 

25.00 

19.31 

0.0200 

12.3278 

22.82 

110 

87.18 

25.00 

21.79 

0.0200 

4.5972 

16.13 

110 

93.87 

25.00 

23.47 

0.0200 

6.2516 

39.72 

110 

70.28 

40.00 

28.11 

0.0200 

0.0645 

39.72 

110 

70.28 

25.00 

17.57 

0.0200 

5.9524 

31.24 

110 

78.76 

40.00 

31.50 

0.0200 

5.0599 

23.40 

110 

86.60 

25.00 

21.65 

0.0200 

1.5422 

23.40 

110 

86.60 

25.00 

21.65 

0.0200 

12.5064 

17.75 

110 

92.25 

25.00 

23.06 

0.0200 

10.1956 

17.39 

110 

92.61 

25.00 

23.15 

0.0200 

8.2017 

19.18 

110 

90.82 

25.00 

22.70 

0.0200 

14.8914 

30.11 

110 

79.89 

25.00 

19.97 

0.0200 

13.6743 

30.11 

110 

79.89 

25.00 

19.97 

0.0200 

0.3920 

15.79 

110 

94.21 

25.00 

23.55 

0.0200 

13.8198 

22.04 

110 

87.96 

40.00 

35.18 

0.0200 

0.0246 

22.04 

110 

87.96 

25.00 

21.99 

0.0200 

5.7972 

41.41 

110 

68.59 

40.00 

27.43 

0.0200 

10.9703 

41.41 

110 

68.59 

25.00 

17.15 

0.0200 

1.6019 

35.30 

110 

74.70 

25.00 

18.68 

0.0200 

5.7675 

35.30 

110 

74.70 

25.00 

18.68 

0.0200 

6.7976 

48.89 

110 

61.11 

40.00 

24.44 

0.0200 

1.2842 

15.37 

110 

94.63 

25.00 

23.66 

0.0200 

23.8545 

28.83 

110 

81.17 

25.00 

20.29 

0.0200 

13.5436 

49.00 

110 

61.00 

25.00 

15.25 

0.0200 

0.7204 

41.68 

110 

68.32 

25.00 

17.08 

0.0200 

5.6777 

47.09 

110 

62.91 

40.00 

25.16 

0.0200 

0.3929 

47.09 

110 

62.91 

25.00 

15.73 

0.0200 

0.6042 

14.37 

110 

95.63 

25.00 

23.91 

0.0200 

0.0016 

19.75 

110 

90.25 

25.00 

22.56 

0.0200 

6.3786 

19.75 

110 

90.25 

25.00 

22.56 

0.0200 

36.5814 

48.99 

110 

61.01 

40.00 

24.40 

0.0200 

3.0639 

23.41 

110 

86.59 

25.00 

21.65 

0.0200 

2.7233 























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 


Census Code 


Vi 

A 

sc 


| Ajaipura_|0808000301147100 | 1.85 


Badrika 

0808000301146500 

2.41 

Bhaulpura 

0808000301146400 

1.00 

Bhoorapura 

0808000301146600 

0.92 

Bothpura 

0808000401151500 

3.32 

Chaina Ka Pura (Bothpura) 

0808000401151800 

1.20 

Chunnapura 

0808000301146000 

0.38 

Darupura 

0808000401152700 

1.69 

Dayeri 

0808000401151700 

1.86 

Durgpura 

0808000401152900 

0.67 

Kaimara 

0808000301147000 

1.49 


Kharagpur_|0808000301146900 | 5.28 


Kolari 

0808000301143700 

1.65 

Mahoori 

0808000401152800 

1.24 

Malpur 

0808000301146200 

0.74 

Mansoorpura 

0808000301143800 

2.86 

Mauza Ka Nagla 

0808000401151600 

0.79 

Moosalpur 

0808000301146300 

0.81 

Nagla Kharapur 

0808000301146700 

2.62 

Nayapur 

0808000301147300 

0.58 

Nidhaira Kalan 

0808000301147200 

5.03 


Nidhaira Khurd 0808000301147400 3.83 


Sakhwara 0808000301145900 8.71 


Sarkana 

0808000301142400 

3.73 

Sastnagar 

0808000301146100 

3.16 

Tanda 

0808000401156800 

2.15 

Adampur 

0808000201122300 

4.78 


Afzalpur 

0808000201129500 

5.54 

Ahmadpur 

0808000201132200 

0.74 

Aligarh 

0808000201128400 

4.39 


Bahadurpura 

0808000201136000 

1.40 

Bainpura Mafi 

0808000201130600 

1.21 

Bari (M) 

0808000240801000 

17.81 


Baripura 

0808000201135700 

11.87 

Bidarpur 

0808000201128600 

6.19 

Bijauli 

0808000201136100 

6.50 


Dhanora 

0808000201131200 

1.15 

Dhaunspur 

0808000201129300 

2.14 

Gaonri 

0808000201129400 

3.96 

Garhi Jakhoda 

0808000201130400 

5.02 


Gujarra Kalan Khurd_|0808000201129700 | 2.65 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Sub Basin: 

Fresh 

Non-command 


Command 

Fresh 

Command 

Fresh 

Command 

Fresh 

Command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Command 

Fresh 

Non-command 


Command 

Fresh 

Command 

Fresh 

Non-command 

Fresh 

Command 

Fresh 

Command 

Fresh 

Non-command 

Fresh 

Command 

Fresh 

Command 

Fresh 

Command 

Fresh 

Non-command 


Command 

Fresh 

Non-command 


Command 

Fresh 

Non-command 


Command 

Fresh 

Command 

Fresh 

Command 

Fresh 

Non-command 

Fresh 

Non-command 


Command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 


Command 


Command 

Fresh 

Non-command 

Fresh 

Command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 


Hydrogeological Unit 


Parbati 



Depth to 
Water Level, 
m bgl (Pre 
Monsoon 
2010 ) 


Average 
Depth to 
Basement 
Rock, m bgl 


Utilizable 
Saturated Percent of 
Thickness, Saturated 
m Thickness, 


Utilizable Average Static 

Saturated Specific Groundwater 
Thickness, Yield of Resources, 

m Acquifer Mm 3 


Older Alluvium 

1.02 

33.04 

100 

66.96 

20.00 

13.39 

0.0100 

0.1362 

Older Alluvium 

0.84 

33.04 

100 

66.96 

20.00 

13.39 

0.0100 

0.1122 

Older Alluvium 

0.53 

29.64 

100 

70.36 

20.00 

14.07 

0.0100 

0.0746 

Older Alluvium 

0.84 

29.63 

100 

70.37 

20.00 

14.07 

0.0100 

0.1180 

Older Alluvium 

0.82 

29.88 

100 

70.12 

20.00 

14.02 

0.0100 

0.1148 

Older Alluvium 

2.31 

32.91 

100 

67.09 

20.00 

13.42 

0.0100 

0.3101 

Older Alluvium 

0.05 

32.49 

100 

67.51 

20.00 

13.50 

0.0100 

0.0074 

Older Alluvium 

0.38 

29.66 

100 

70.34 

20.00 

14.07 

0.0100 

0.0539 

Older Alluvium 

0.11 

33.34 

100 

66.66 

20.00 

13.33 

0.0100 

0.0141 

Older Alluvium 

0.00 

31.09 

100 

68.91 

20.00 

13.78 

0.0100 

0.0001 

Older Alluvium 

0.13 

34.64 

100 

65.36 

20.00 

13.07 

0.0100 

0.0165 

Older Alluvium 

0.11 

32.45 

100 

67.55 

20.00 

13.51 

0.0100 

0.0147 

Older Alluvium 

1.38 

32.45 

100 

67.55 

20.00 

13.51 

0.0100 

0.1864 

Older Alluvium 

0.00 

31.86 

100 

68.14 

20.00 

13.63 

0.0100 

0.0000 

Older Alluvium 

0.95 

31.86 

100 

68.14 

20.00 

13.63 

0.0100 

0.1299 

Older Alluvium 

0.25 

30.15 

100 

69.85 

20.00 

13.97 

0.0100 

0.0346 

Older Alluvium 

0.17 

34.11 

100 

65.89 

20.00 

13.18 

0.0100 

0.0225 

Older Alluvium 

0.74 

29.78 

100 

70.22 

20.00 

14.04 

0.0100 

0.1037 

Older Alluvium 

1.91 

30.40 

100 

69.60 

20.00 

13.92 

0.0100 

0.2661 

Older Alluvium 

0.28 

32.85 

100 

67.15 

20.00 

13.43 

0.0100 

0.0382 

Older Alluvium 

0.34 

29.92 

100 

70.08 

20.00 

14.02 

0.0100 

0.0482 

Older Alluvium 

0.51 

29.97 

100 

70.03 

20.00 

14.01 

0.0100 

0.0719 

Older Alluvium 

0.58 

29.92 

100 

70.08 

20.00 

14.02 

0.0100 

0.0814 

Older Alluvium 

1.09 

31.97 

100 

68.03 

20.00 

13.61 

0.0100 

0.1484 

Older Alluvium 

3.94 

31.97 

100 

68.03 

20.00 

13.61 

0.0100 

0.5354 

Older Alluvium 

2.61 

32.29 

100 

67.71 

20.00 

13.54 

0.0100 

0.3535 

Older Alluvium 

1.21 

32.29 

100 

67.71 

20.00 

13.54 

0.0100 

0.1640 

Older Alluvium 

0.73 

30.99 

100 

69.01 

20.00 

13.80 

0.0100 

0.1007 

Older Alluvium 

3.87 

30.99 

100 

69.01 

20.00 

13.80 

0.0100 

0.5346 

Older Alluvium 

0.08 

32.35 

100 

67.65 

20.00 

13.53 

0.0100 

0.0109 

Older Alluvium 

1.91 

29.98 

100 

70.02 

20.00 

14.00 

0.0100 

0.2676 

Older Alluvium 

0.25 

34.90 

100 

65.10 

20.00 

13.02 

0.0100 

0.0329 

Bhander Sandstone 

2.27 

13.68 

90 

76.32 

10.00 

7.63 

0.0020 

0.0347 

Bhander Sandstone 

0.49 

13.68 

90 

76.32 

10.00 

7.63 

0.0020 

0.0075 

Older Alluvium 

0.43 

17.69 

100 

82.31 

20.00 

16.46 

0.0100 

0.0703 

Bhander Sandstone 

0.74 

12.99 

90 

77.01 

10.00 

7.70 

0.0020 

0.0114 

Older Alluvium 

0.03 

12.04 

100 

87.96 

20.00 

17.59 

0.0100 

0.0061 

Older Alluvium 

1.45 

12.04 

100 

87.96 

20.00 

17.59 

0.0100 

0.2550 

Older Alluvium 

1.40 

13.60 

100 

86.40 

20.00 

17.28 

0.0100 

0.2420 

Older Alluvium 

1.21 

17.02 

100 

82.98 

20.00 

16.60 

0.0100 

0.2008 

Bhander Sandstone 

2.30 

16.78 

90 

73.22 

10.00 

7.32 

0.0020 

0.0337 

Older Alluvium 

0.19 

16.78 

100 

83.22 

20.00 

16.64 

0.0100 

0.0320 

Bhander Sandstone 

7.16 

16.78 

90 

73.22 

10.00 

7.32 

0.0020 

0.1049 

Older Alluvium 

5.66 

16.78 

100 

83.22 

20.00 

16.64 

0.0100 

0.9413 

Bhander Sandstone 

0.00 

6.26 

90 

83.74 

10.00 

8.37 

0.0020 

0.0001 

Older Alluvium 

3.00 

13.98 

100 

86.03 

20.00 

17.21 

0.0100 

0.5169 

Bhander Sandstone 

4.66 

8.57 

90 

81.43 

10.00 

8.14 

0.0020 

0.0760 

Older Alluvium 

0.96 

8.57 

100 

91.43 

20.00 

18.29 

0.0100 

0.1749 

Older Alluvium 

1.15 

6.98 

100 

93.02 

20.00 

18.60 

0.0100 

0.2135 

Older Alluvium 

1.72 

20.22 

100 

79.78 

20.00 

15.96 

0.0100 

0.2747 

Older Alluvium 

3.96 

19.88 

100 

80.12 

20.00 

16.02 

0.0100 

0.6349 

Bhander Sandstone 

0.78 

10.33 

90 

79.67 

10.00 

7.97 

0.0020 

0.0124 

Older Alluvium 

0.16 

10.33 

100 

89.67 

20.00 

17.93 

0.0100 

0.0293 

Older Alluvium 

1.73 

20.32 

100 

79.68 

20.00 

15.94 

0.0100 

0.2761 




















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 



Bhander 


Older All 


Older All 


Bhander 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Bhander 


Older All 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Older All 


Bhander 


Older All 


Older All 


Bhander 


Bhander 


Older All 


Bhander 


Older All 


Bhander 


Older All 


Bhander 


Bhander 


Older All 


Bhander 


Bhander 


Older All 


Older All 


Bhander 


Older All 


Bhander 


Older All 


Older All 


Bhander 


Bhander 


Bhander 


Older All 


Bhander 


Older All 


Bhander 


Bhander 


Older All 


Older All 


Older All 


Bhander 


Bhander 


Bhander 


Sandstone 


uvium 


uvium 


Sandstone 


uvium 


uvium 


uvium 


uvium 


uvium 


uvium 


Sandstone 


uvium 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


uvium 


Sandstone 


uvium 


uvium 


Sandstone 


Sandstone 


uvium 


Sandstone 


uvium 


Sandstone 


uvium 


Sandstone 


Sandstone 


uvium 


Sandstone 


Sandstone 


uvium 


uvium 


Sandstone 


uvium 


Sandstone 


uvium 


uvium 


Sandstone 


Sandstone 


Sandstone 


uvium 


Sandstone 


uvium 


Sandstone 


Sandstone 


uvium 


uvium 


uvium 


Sandstone 


Sandstone 


Sandstone 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.52 

90 

77.48 

10.00 

7.75 

0.0020 

0.0286 

11.97 

100 

88.03 

20.00 

17.61 

0.0100 

0.5854 

11.97 

100 

88.03 

20.00 

17.61 

0.0100 

0.0128 

3.96 

90 

86.04 

10.00 

8.60 

0.0020 

0.0423 

13.85 

100 

86.15 

20.00 

17.23 

0.0100 

0.1891 

13.41 

100 

86.59 

20.00 

17.32 

0.0100 

0.2064 

13.41 

100 

86.59 

20.00 

17.32 

0.0100 

0.0018 

14.84 

100 

85.16 

20.00 

17.03 

0.0100 

0.1194 

14.84 

100 

85.16 

20.00 

17.03 

0.0100 

0.0043 

19.36 

100 

80.64 

20.00 

16.13 

0.0100 

0.0715 

10.65 

90 

79.35 

10.00 

7.93 

0.0020 

0.0341 

10.65 

100 

89.35 

20.00 

17.87 

0.0100 

0.3929 

12.96 

90 

77.04 

10.00 

7.70 

0.0020 

0.0707 

5.76 

90 

84.24 

10.00 

8.42 

0.0020 

0.0584 

12.55 

90 

77.45 

10.00 

7.74 

0.0020 

0.0398 

13.60 

90 

76.40 

10.00 

7.64 

0.0020 

0.0435 

13.60 

90 

76.40 

10.00 

7.64 

0.0020 

0.0004 

10.57 

90 

79.43 

10.00 

7.94 

0.0020 

0.0054 

17.43 

100 

82.57 

20.00 

16.51 

0.0100 

0.4429 

14.31 

90 

75.69 

10.00 

7.57 

0.0020 

0.0006 

14.31 

100 

85.69 

20.00 

17.14 

0.0100 

0.2103 

16.39 

100 

83.61 

20.00 

16.72 

0.0100 

0.1459 

4.60 

90 

85.40 

10.00 

8.54 

0.0020 

0.0250 

13.59 

90 

76.41 

10.00 

7.64 

0.0020 

0.0221 

15.70 

100 

84.30 

20.00 

16.86 

0.0100 

0.0199 

3.58 

90 

86.42 

10.00 

8.64 

0.0020 

0.0558 

3.58 

100 

96.42 

20.00 

19.28 

0.0100 

0.1115 

4.55 

90 

85.45 

10.00 

8.55 

0.0020 

0.0596 

12.83 

100 

87.17 

20.00 

17.43 

0.0100 

0.0774 

9.01 

90 

80.99 

10.00 

8.10 

0.0020 

0.0739 

5.05 

90 

84.95 

10.00 

8.50 

0.0020 

0.0547 

5.05 

100 

94.95 

20.00 

18.99 

0.0100 

0.0012 

13.76 

90 

76.25 

10.00 

7.62 

0.0020 

0.0142 

14.07 

90 

75.93 

10.00 

7.59 

0.0020 

0.0001 

14.07 

100 

85.93 

20.00 

17.19 

0.0100 

0.3649 

17.60 

100 

82.40 

20.00 

16.48 

0.0100 

0.1190 

5.18 

90 

84.82 

10.00 

8.48 

0.0020 

0.0181 

5.18 

100 

94.82 

20.00 

18.96 

0.0100 

0.1056 

10.29 

90 

79.71 

10.00 

7.97 

0.0020 

0.0096 

12.81 

100 

87.19 

20.00 

17.44 

0.0100 

0.0977 

12.81 

100 

87.19 

20.00 

17.44 

0.0100 

0.2910 

13.48 

90 

76.52 

10.00 

7.65 

0.0020 

0.0018 

14.46 

90 

75.54 

10.00 

7.55 

0.0020 

0.0020 

7.01 

90 

82.99 

10.00 

8.30 

0.0020 

0.0016 

7.01 

100 

92.99 

20.00 

18.60 

0.0100 

0.6495 

6.84 

90 

83.16 

10.00 

8.32 

0.0020 

0.0091 

6.84 

100 

93.16 

20.00 

18.63 

0.0100 

0.5981 

10.14 

90 

79.86 

10.00 

7.99 

0.0020 

0.0273 

13.28 

90 

76.72 

10.00 

7.67 

0.0020 

0.0073 

16.94 

100 

83.06 

20.00 

16.61 

0.0100 

0.2500 

14.12 

100 

85.88 

20.00 

17.18 

0.0100 

0.0351 

14.12 

100 

85.88 

20.00 

17.18 

0.0100 

0.3654 

9.83 

90 

80.17 

10.00 

8.02 

0.0020 

0.0284 

6.60 

90 

83.40 

10.00 

8.34 

0.0020 

0.0711 

6.26 

90 

83.74 

10.00 

8.37 

0.0020 

0.1304 



























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



05001004 


05001005 


Beerpur 


Bijauli 


Gajpura 


Garhi Jakhoda 


Janpura 


Khanpur Goojar 


Madauna 


Mahadpura 


Mastoora 


Mohri 


Nibhi 


Nizampur 


Rudhera 


Aneejara 


Banswari 


Bhavli 


Bhojpur 


Bhood Khera 


Birhata 


Birhati 


Daudpur 


Deori 


Garh Mandora 


Guwreda 


Jamoora 


Keshpura 


Khaira 


Khanpura 


Khooda 


Khoondri 


Lot da 


Mangrol 


Mardai Kalan 


Mardai Khurd 


Masalpur 


Rohar 


Rughpura 


Sahanpur 


Sajnapur 


Sewli 


Thekra 


Tilua 


Badriya 


Bansrai 


Barman 


Bharkunjara 


Bhiramad 


Birhata 


Birhati 


Deori 


Dhanera 


Digori 


Garh Mandora 


Gumanpura 


Jamoora 


Census Code 


0808000201136400 


0808000201136100 


0808000201135200 


0808000201130400 


0808000201136200 


0808000201131700 


0808000201131600 


0808000201135400 


0808000201135800 


0808000201135900 


0808000401167000 


0808000201131900 


0808000201135000 


0809000401229000 


0809000401228900 


0809000401230400 


0809000401227800 


0809000401229800 


0809000401228200 


0809000401227900 


0809000401228300 


0809000401228500 


0809000401228000 


0809000401230600 


0809000401227000 


0809000401228800 


0809000401231000 


0809000401229600 


0809000401228600 


0809000401228700 


0809000401230000 


0809000401227300 


0809000401229700 


0809000401229500 


0809000401229300 


0809000401229200 


0809000401229400 


0809000401230200 


0809000401229900 


0809000401228100 


0809000401230100 


0808000101108700 


0808000101109500 


0808000101108400 


0808000101108600 


0808000101111100 


0808000101111200 


0809000401228200 


0809000401227900 


0809000401228500 


0808000101111300 


0808000101110900 


0809000401228000 


0808000101109200 


0809000401227000 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

6.29 

90 

83.71 

10.00 

8.37 

0.0020 

0.0143 

8.57 

90 

81.43 

10.00 

8.14 

0.0020 

0.0068 

8.50 

90 

81.50 

10.00 

8.15 

0.0020 

0.0893 

10.33 

90 

79.67 

10.00 

7.97 

0.0020 

0.0034 

9.31 

90 

80.69 

10.00 

8.07 

0.0020 

0.0046 

5.76 

90 

84.24 

10.00 

8.42 

0.0020 

0.0062 

4.60 

90 

85.40 

10.00 

8.54 

0.0020 

0.0320 

9.27 

90 

80.73 

10.00 

8.07 

0.0020 

0.0214 

3.58 

90 

86.42 

10.00 

8.64 

0.0020 

0.0032 

4.55 

90 

85.45 

10.00 

8.55 

0.0020 

0.0065 

9.75 

90 

80.25 

10.00 

8.02 

0.0020 

0.0158 

9.01 

90 

80.99 

10.00 

8.10 

0.0020 

0.0022 

10.29 

90 

79.71 

10.00 

7.97 

0.0020 

0.0165 

18.04 

100 

81.96 

10.00 

8.20 

0.0020 

0.0004 

18.00 

100 

82.00 

10.00 

8.20 

0.0020 

0.0661 

16.92 

100 

83.08 

10.00 

8.31 

0.0020 

0.0245 

16.96 

100 

83.04 

10.00 

8.30 

0.0020 

0.0211 

14.42 

100 

85.58 

10.00 

8.56 

0.0020 

0.1061 

12.56 

100 

87.44 

10.00 

8.74 

0.0020 

0.1197 

14.64 

100 

85.36 

10.00 

8.54 

0.0020 

0.2086 

17.62 

100 

82.38 

10.00 

8.24 

0.0020 

0.0623 

22.95 

100 

77.05 

10.00 

7.71 

0.0020 

0.1380 

11.86 

100 

88.14 

10.00 

8.81 

0.0020 

0.2014 

13.92 

100 

86.08 

10.00 

8.61 

0.0020 

0.0371 

11.01 

100 

88.99 

10.00 

8.90 

0.0020 

0.0336 

17.65 

100 

82.35 

10.00 

8.23 

0.0020 

0.2559 

12.01 

100 

87.99 

10.00 

8.80 

0.0020 

0.0994 

16.92 

100 

83.08 

10.00 

8.31 

0.0020 

0.0148 

16.89 

100 

83.11 

10.00 

8.31 

0.0020 

0.1551 

16.47 

100 

83.53 

10.00 

8.35 

0.0020 

0.1541 

16.40 

100 

83.60 

10.00 

8.36 

0.0020 

0.1662 

13.69 

100 

86.31 

10.00 

8.63 

0.0020 

0.0085 

16.70 

100 

83.30 

10.00 

8.33 

0.0020 

0.1343 

17.27 

100 

82.73 

10.00 

8.27 

0.0020 

0.1415 

18.32 

100 

81.68 

10.00 

8.17 

0.0020 

0.0876 

18.15 

100 

81.85 

10.00 

8.19 

0.0020 

0.0009 

17.23 

100 

82.77 

10.00 

8.28 

0.0020 

0.0843 

15.63 

100 

84.37 

10.00 

8.44 

0.0020 

0.0580 

12.28 

100 

87.72 

10.00 

8.77 

0.0020 

0.1641 

11.18 

100 

88.82 

10.00 

8.88 

0.0020 

0.0090 

12.11 

100 

87.89 

10.00 

8.79 

0.0020 

0.1251 

13.22 

90 

76.78 

10.00 

7.68 

0.0020 

0.0060 

11.14 

90 

78.86 

10.00 

7.89 

0.0020 

0.0309 

6.25 

90 

83.75 

10.00 

8.37 

0.0020 

0.1360 

7.57 

90 

82.43 

10.00 

8.24 

0.0020 

0.0912 

21.43 

90 

68.57 

10.00 

6.86 

0.0020 

0.0387 

28.01 

90 

61.99 

10.00 

6.20 

0.0020 

0.0835 

12.56 

100 

87.44 

10.00 

8.74 

0.0020 

0.0213 

14.64 

100 

85.36 

10.00 

8.54 

0.0020 

0.0001 

22.95 

100 

77.05 

10.00 

7.71 

0.0020 

0.1661 

26.33 

90 

63.67 

10.00 

6.37 

0.0020 

0.0000 

19.88 

90 

70.12 

10.00 

7.01 

0.0020 

0.0369 

11.86 

100 

88.14 

10.00 

8.81 

0.0020 

0.0390 

6.97 

90 

83.03 

10.00 

8.30 

0.0020 

0.0001 

11.01 

100 

88.99 

10.00 

8.90 

0.0020 

0.2953 




















































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



05001006 


05001007 


Kallapura 


Khanpura 


Khurdiya 


Kot 


Kurgawan 


Leelauti 


Madh Piprod 


Mardai Kalan 


Na 


Nadanpur 


Nayapura Radhol 


Piprani 


Pohai 


Sewli 


Singhrawali 


Tilua 


Vijaipura 


Barauli 


Bharkunjara 


Bhawanpura 


Bhindipura 


Bhiramad 


Bijholi 


Dhanera 


Digori 


Durgasi 


Gendapura 


Hulaspura 


Jhala 


Jhinna 


Jindapura 


Kankret 


Kanspura 


Khinnot 


Khintar 


Khokhala 


Khurdiya 


Kurgawan 


Leelauti 


Maharpur 


Manpura 


Mothiyapura 


Mugalpura 


Na 


Pabaini 


Sarmathura 


Sunkai 


Surari Kalan 


Surari Khurd 


Adampur 


Chila Chaund 


Jamboora 


Kachhpura 


Kankrai 


Census Code 


0808000101111000 


0808000101108200 


0808000101111500 


0807000901083600 


0808000101110800 


0808000101110700 


0808000101108800 


0809000401229700 


0808000108900001 


0808000101108900 


0808000101108500 


0809000401228400 


0808000101109100 


0809000401228100 


0807000901084000 


0808000101108700 


0808000101109000 


0808000101112000 


0808000101111100 


0808000101110300 


0808000101113700 


0808000101111200 


0808000101113900 


0808000101111300 


0808000101110900 


0808000101111400 


0808000101114700 


0808000101112600 


0808000101110600 


0808000101110100 


0808000101109600 


0808000101110500 


0808000101112400 


0808000101111700 


0808000101112500 


0808000101110200 


0808000101111500 


0808000101110800 


0808000101110700 


0808000101111600 


0808000101113800 


0808000101114200 


0808000101114100 


0808000108900001 


0808000101111800 


0808000101114600 


0808000101112200 


0808000101111900 


0808000101114000 


0808000201122300 


0808000201121500 


0808000201132700 


0808000101112900 


0808000201121700 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 


Command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

13.88 

90 

76.12 

10.00 

7.61 

0.0020 

0.0368 

5.76 

90 

84.24 

10.00 

8.42 

0.0020 

0.0000 

20.04 

90 

69.96 

10.00 

7.00 

0.0020 

0.0064 

9.87 

100 

90.13 

10.00 

9.01 

0.0020 

0.0992 

13.90 

90 

76.10 

10.00 

7.61 

0.0020 

0.0328 

16.47 

90 

73.53 

10.00 

7.35 

0.0020 

0.0065 

11.94 

90 

78.06 

10.00 

7.81 

0.0020 

0.0361 

16.70 

100 

83.30 

10.00 

8.33 

0.0020 

0.0475 

13.69 

90 

76.31 

10.00 

7.63 

0.0020 

0.0228 

11.32 

90 

78.68 

10.00 

7.87 

0.0020 

0.0733 

10.45 

90 

79.55 

10.00 

7.95 

0.0020 

0.0612 

20.30 

100 

79.70 

10.00 

7.97 

0.0020 

0.0782 

11.56 

90 

78.44 

10.00 

7.84 

0.0020 

0.0327 

11.18 

100 

88.82 

10.00 

8.88 

0.0020 

0.1468 

8.25 

100 

91.75 

10.00 

9.18 

0.0020 

0.0297 

13.22 

90 

76.78 

10.00 

7.68 

0.0020 

0.0799 

10.81 

90 

79.19 

10.00 

7.92 

0.0020 

0.0423 

6.97 

90 

83.03 

10.00 

8.30 

0.0020 

0.0019 

21.43 

90 

68.57 

10.00 

6.86 

0.0020 

0.0009 

13.87 

90 

76.13 

10.00 

7.61 

0.0020 

0.0113 

9.03 

90 

80.97 

10.00 

8.10 

0.0020 

0.0043 

28.01 

90 

61.99 

10.00 

6.20 

0.0020 

0.0136 

9.55 

90 

80.45 

10.00 

8.04 

0.0020 

0.0213 

26.33 

90 

63.67 

10.00 

6.37 

0.0020 

0.0385 

19.88 

90 

70.12 

10.00 

7.01 

0.0020 

0.0002 

18.28 

90 

71.72 

10.00 

7.17 

0.0020 

0.0799 

10.26 

90 

79.74 

10.00 

7.97 

0.0020 

0.0155 

13.46 

90 

76.54 

10.00 

7.65 

0.0020 

0.0194 

18.70 

90 

71.30 

10.00 

7.13 

0.0020 

0.0155 

14.17 

90 

75.83 

10.00 

7.58 

0.0020 

0.0029 

14.48 

90 

75.52 

10.00 

7.55 

0.0020 

0.0000 

12.78 

90 

77.22 

10.00 

7.72 

0.0020 

0.0015 

11.01 

90 

78.99 

10.00 

7.90 

0.0020 

0.0093 

11.45 

90 

78.55 

10.00 

7.86 

0.0020 

0.0329 

9.80 

90 

80.20 

10.00 

8.02 

0.0020 

0.0432 

14.48 

90 

75.52 

10.00 

7.55 

0.0020 

0.0089 

20.04 

90 

69.96 

10.00 

7.00 

0.0020 

0.0234 

13.90 

90 

76.10 

10.00 

7.61 

0.0020 

0.0217 

16.47 

90 

73.53 

10.00 

7.35 

0.0020 

0.0534 

13.56 

90 

76.44 

10.00 

7.64 

0.0020 

0.0005 

9.56 

90 

80.44 

10.00 

8.04 

0.0020 

0.0231 

8.60 

90 

81.40 

10.00 

8.14 

0.0020 

0.0297 

9.65 

90 

80.35 

10.00 

8.03 

0.0020 

0.0291 

13.69 

90 

76.31 

10.00 

7.63 

0.0020 

0.0597 

12.57 

90 

77.43 

10.00 

7.74 

0.0020 

0.0621 

10.23 

90 

79.78 

10.00 

7.98 

0.0020 

0.0508 

9.05 

90 

80.95 

10.00 

8.10 

0.0020 

0.0035 

11.91 

90 

78.09 

10.00 

7.81 

0.0020 

0.0774 

12.07 

90 

77.93 

10.00 

7.79 

0.0020 

0.0156 

13.68 

90 

76.32 

10.00 

7.63 

0.0020 

0.0051 

13.68 

90 

76.32 

10.00 

7.63 

0.0020 

0.0042 

12.69 

90 

77.31 

10.00 

7.73 

0.0020 

0.0216 

13.11 

90 

76.89 

10.00 

7.69 

0.0020 

0.0876 

9.45 

90 

80.55 

10.00 

8.05 

0.0020 

0.0027 

12.61 

90 

77.39 

10.00 

7.74 

0.0020 

0.0068 
















































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



05001008 


05001009 


Kasoti Khera 


Koyla 


Kudinna 


Maharajpura 


Mugalpura 


Na 


Nadroli 


Naksauda 


Narsinghpur 


Nayapura 


Rahe 


Reechhai 


Rudhera 


Saheri No. 1 


Saheri No. 2 


Talram Sagar 


Umreh 


Uwasa 


Barauli 


Bhindipura 


Bidarpur 


Bijholi 


Birja 


Chila Chaund 


Dhaundh 


Gopalpur 


Gurha 


Hulaspura 


Jhala 


Kachhpura 


Kankret 


Kanspura 


Khintar 


Kumarpura 


Leelauti 


Mathara 


Motipura 


Rahrai 


Soni 


Sunkai 


Surari Kalan 


Surari Khurd 


Tarwa 


Vateekra 


Baragaon 


Baraipura 


Barapura 


Basantpura 


Bhood Khera 


Chandelipura 


Chandpura 


Chandrawali 


Padroni 


Darura 


Census Code 


0808000201132400 


0808000201121800 


0808000201133700 


0808000201132800 


0808000201134800 


0808000208900003 


0808000201132600 


0808000201121600 


0808000201134200 


0808000201134100 


0808000201134900 


0808000201121200 


0808000201135000 


0808000201132900 


0808000201133100 


0808000201132500 


0808000201122100 


0808000201133200 


0808000101112000 


0808000101113700 


0808000101113100 


0808000101113900 


0808000101113200 


0808000201121500 


0808000101113000 


0808000101118900 


0808000101113600 


0808000101112600 


0808000101110600 


0808000101112900 


0808000101110500 


0808000101112400 


0808000101112500 


0808000101112300 


0808000101110700 


0808000101119000 


0808000101112100 


0808000101112700 


0808000101113300 


0808000101112200 


0808000101111900 


0808000101114000 


0808000101112800 


0808000101113400 


0808000101115200 


0808000101114400 


0808000101116500 


0808000101117100 


0809000401229800 


0809000501241700 


0808000101115300 


0808000101116900 


0808000101117600 


0809000501241800 



Zone (Fresh 
/ Saline) 


5.72 Fresh 


3.65 Fresh 


28.59 Fresh 


2.26 Fresh 


6.26 Fresh 


4.53 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 

Non-command 

Bhander Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.96 

90 

77.04 

10.00 

7.70 

0.0020 

0.0174 

13.60 

90 

76.40 

10.00 

7.64 

0.0020 

0.0426 

10.57 

90 

79.43 

10.00 

7.94 

0.0020 

0.2777 

13.59 

90 

76.41 

10.00 

7.64 

0.0020 

0.0049 

12.25 

90 

77.75 

10.00 

7.78 

0.0020 

0.0039 

13.70 

90 

76.30 

10.00 

7.63 

0.0020 

0.0672 

13.70 

90 

76.30 

10.00 

7.63 

0.0020 

0.0012 

12.88 

90 

77.12 

10.00 

7.71 

0.0020 

0.0179 

12.57 

90 

77.43 

10.00 

7.74 

0.0020 

0.1026 

12.02 

90 

77.98 

10.00 

7.80 

0.0020 

0.0044 

11.86 

90 

78.14 

10.00 

7.81 

0.0020 

0.0086 

11.85 

90 

78.15 

10.00 

7.82 

0.0020 

0.0226 

13.59 

90 

76.41 

10.00 

7.64 

0.0020 

0.0011 

10.29 

90 

79.71 

10.00 

7.97 

0.0020 

0.0963 

13.48 

90 

76.52 

10.00 

7.65 

0.0020 

0.0838 

12.72 

90 

77.28 

10.00 

7.73 

0.0020 

0.0239 

13.28 

90 

76.72 

10.00 

7.67 

0.0020 

0.0403 

13.87 

90 

76.13 

10.00 

7.61 

0.0020 

0.0156 

10.55 

90 

79.45 

10.00 

7.94 

0.0020 

0.0014 

6.97 

90 

83.03 

10.00 

8.30 

0.0020 

0.0566 

9.03 

90 

80.97 

10.00 

8.10 

0.0020 

0.0140 

8.35 

90 

81.65 

10.00 

8.17 

0.0020 

0.0070 

9.55 

90 

80.45 

10.00 

8.04 

0.0020 

0.0117 

8.80 

90 

81.20 

10.00 

8.12 

0.0020 

0.0929 

12.69 

90 

77.31 

10.00 

7.73 

0.0020 

0.0001 

8.48 

90 

81.52 

10.00 

8.15 

0.0020 

0.0024 

9.12 

90 

80.88 

10.00 

8.09 

0.0020 

0.0029 

9.82 

90 

80.18 

10.00 

8.02 

0.0020 

0.0596 

13.46 

90 

76.54 

10.00 

7.65 

0.0020 

0.0019 

18.70 

90 

71.30 

10.00 

7.13 

0.0020 

0.0007 

9.45 

90 

80.55 

10.00 

8.05 

0.0020 

0.0071 

12.78 

90 

77.22 

10.00 

7.72 

0.0020 

0.0487 

11.01 

90 

78.99 

10.00 

7.90 

0.0020 

0.0124 

9.80 

90 

80.20 

10.00 

8.02 

0.0020 

0.0026 

8.43 

90 

81.57 

10.00 

8.16 

0.0020 

0.0168 

16.47 

90 

73.53 

10.00 

7.35 

0.0020 

0.0040 

8.21 

90 

81.79 

10.00 

8.18 

0.0020 

0.0246 

11.28 

90 

78.72 

10.00 

7.87 

0.0020 

0.0273 

12.69 

90 

77.31 

10.00 

7.73 

0.0020 

0.0296 

10.38 

90 

79.62 

10.00 

7.96 

0.0020 

0.0848 

9.05 

90 

80.95 

10.00 

8.10 

0.0020 

0.0118 

11.91 

90 

78.09 

10.00 

7.81 

0.0020 

0.0031 

12.07 

90 

77.93 

10.00 

7.79 

0.0020 

0.0035 

12.12 

90 

77.88 

10.00 

7.79 

0.0020 

0.0855 

10.61 

90 

79.39 

10.00 

7.94 

0.0020 

0.0381 

12.96 

90 

77.04 

10.00 

7.70 

0.0020 

0.0822 

12.63 

90 

77.37 

10.00 

7.74 

0.0020 

0.0291 

12.92 

90 

77.08 

10.00 

7.71 

0.0020 

0.0030 

10.88 

90 

79.12 

10.00 

7.91 

0.0020 

0.0374 

14.42 

100 

85.58 

10.00 

8.56 

0.0020 

0.0041 

13.68 

100 

86.32 

10.00 

8.63 

0.0020 

0.0062 

9.76 

90 

80.24 

10.00 

8.02 

0.0020 

0.0013 

13.58 

90 

76.42 

10.00 

7.64 

0.0020 

0.0437 

12.12 

90 

77.88 

10.00 

7.79 

0.0020 

0.2361 

12.81 

100 

87.19 

10.00 

8.72 

0.0020 

0.0101 
















































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



05001010 


05001011 


Deori 


Domai 


Dompura 


Gendapura 


Ghari 


Gulalpura 


Harlalpura 


Kanchanpura 


Khinnot 


Khurdiya 


Konesa 


Kota 


Lokoopura 


Madasil 


Maharpur 


Mallapura 


Mardai Kalan 


Mede Ka Pura 


Mothiyapura 


Narayanpura 


Padampura 


Rijhoni 


Sajnapur 


Sarmathura 


Shitalpura 


Tejapura 


Bidarpur 


Birja 


Chila Chaund 


Dhaundh 


Gopalpur 


Gopalpura 


Gurja 


Indora 


Jamboora 


Kachhpura 


Khidarpur 


Kudinna 


Madanpur 


Mathara 


Naksauda 


Saheri No. 2 


Saipur 


Sewarpali 


Shahpur 


Talram Sagar 


Uwasa 


Amanpura 


Bahrai 


Baragaon 


Barapura 


Bhauwapura 


Chandelipura 


Chandpura 


Chhawar 


Census Code 


0809000401228500 


0808000101117400 


0808000101115100 


0808000101114700 


0808000101117500 


0808000101116800 


0808000101114900 


0808000101117000 


0808000101111700 


0808000101111500 


0808000101115000 


0808000101117200 


0808000101116700 


0808000101114800 


0808000101111600 


0808000101117900 


0809000401229700 


0808000101116300 


0808000101114200 


0808000101117300 


0808000101114300 


0808000101116400 


0809000401229900 


0808000101114600 


0808000101117700 


0808000101116600 


0808000101113100 


0808000101113200 


0808000201121500 


0808000101113000 


0808000101118900 


0808000101119300 


0808000201133500 


0808000101119200 


0808000201132700 


0808000101112900 


0808000101119100 


0808000201133700 


0808000101119500 


0808000101119000 


0808000201121600 


0808000201133100 


0808000101119400 


0808000201133400 


0808000201133600 


0808000201132500 


0808000201133200 


0808000101116100 


0809000401231200 


0808000101115200 


0808000101116500 


0809000401231100 


0809000501241700 


0808000101115300 


0809000401231400 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

22.95 

100 

77.05 

10.00 

7.71 

0.0020 

0.0021 

11.53 

90 

78.47 

10.00 

7.85 

0.0020 

0.0390 

15.35 

90 

74.65 

10.00 

7.46 

0.0020 

0.0710 

10.26 

90 

79.74 

10.00 

7.97 

0.0020 

0.0166 

12.31 

90 

77.69 

10.00 

7.77 

0.0020 

0.1119 

14.45 

90 

75.55 

10.00 

7.56 

0.0020 

0.0198 

14.51 

90 

75.49 

10.00 

7.55 

0.0020 

0.0450 

11.01 

90 

78.99 

10.00 

7.90 

0.0020 

0.0522 

11.45 

90 

78.55 

10.00 

7.86 

0.0020 

0.0130 

20.04 

90 

69.96 

10.00 

7.00 

0.0020 

0.0835 

15.92 

90 

74.08 

10.00 

7.41 

0.0020 

0.0313 

11.56 

90 

78.44 

10.00 

7.84 

0.0020 

0.0246 

13.52 

90 

76.48 

10.00 

7.65 

0.0020 

0.0082 

13.37 

90 

76.63 

10.00 

7.66 

0.0020 

0.0955 

13.56 

90 

76.44 

10.00 

7.64 

0.0020 

0.0921 

12.09 

90 

77.91 

10.00 

7.79 

0.0020 

0.0002 

16.70 

100 

83.30 

10.00 

8.33 

0.0020 

0.0048 

12.85 

90 

77.15 

10.00 

7.71 

0.0020 

0.0458 

8.60 

90 

81.40 

10.00 

8.14 

0.0020 

0.0011 

11.45 

90 

78.55 

10.00 

7.85 

0.0020 

0.0428 

10.89 

90 

79.11 

10.00 

7.91 

0.0020 

0.0048 

12.62 

90 

77.38 

10.00 

7.74 

0.0020 

0.1043 

12.28 

100 

87.72 

10.00 

8.77 

0.0020 

0.0539 

10.23 

90 

79.78 

10.00 

7.98 

0.0020 

0.0154 

12.79 

90 

77.21 

10.00 

7.72 

0.0020 

0.0112 

13.29 

90 

76.71 

10.00 

7.67 

0.0020 

0.0001 

8.35 

90 

81.65 

10.00 

8.17 

0.0020 

0.0189 

8.80 

90 

81.20 

10.00 

8.12 

0.0020 

0.0144 

12.69 

90 

77.31 

10.00 

7.73 

0.0020 

0.0002 

8.48 

90 

81.52 

10.00 

8.15 

0.0020 

0.0677 

9.12 

90 

80.88 

10.00 

8.09 

0.0020 

0.0116 

5.57 

90 

84.43 

10.00 

8.44 

0.0020 

0.0129 

5.42 

90 

84.58 

10.00 

8.46 

0.0020 

0.0155 

6.62 

90 

83.38 

10.00 

8.34 

0.0020 

0.1620 

13.11 

90 

76.89 

10.00 

7.69 

0.0020 

0.0057 

9.45 

90 

80.55 

10.00 

8.05 

0.0020 

0.0489 

9.17 

90 

80.83 

10.00 

8.08 

0.0020 

0.0765 

10.57 

90 

79.43 

10.00 

7.94 

0.0020 

0.0269 

8.13 

90 

81.87 

10.00 

8.19 

0.0020 

0.0035 

8.21 

90 

81.79 

10.00 

8.18 

0.0020 

0.1139 

12.57 

90 

77.43 

10.00 

7.74 

0.0020 

0.0025 

12.72 

90 

77.28 

10.00 

7.73 

0.0020 

0.0065 

5.80 

90 

84.20 

10.00 

8.42 

0.0020 

0.0000 

5.62 

90 

84.38 

10.00 

8.44 

0.0020 

0.0021 

6.72 

90 

83.28 

10.00 

8.33 

0.0020 

0.2217 

13.28 

90 

76.72 

10.00 

7.67 

0.0020 

0.0001 

10.55 

90 

79.45 

10.00 

7.94 

0.0020 

0.0464 

14.13 

90 

75.87 

10.00 

7.59 

0.0020 

0.0303 

13.12 

100 

86.88 

10.00 

8.69 

0.0020 

0.0059 

12.96 

90 

77.04 

10.00 

7.70 

0.0020 

0.0236 

12.92 

90 

77.08 

10.00 

7.71 

0.0020 

0.0362 

12.48 

100 

87.52 

10.00 

8.75 

0.0020 

0.0262 

13.68 

100 

86.32 

10.00 

8.63 

0.0020 

0.0166 

9.76 

90 

80.24 

10.00 

8.02 

0.0020 

0.0848 

11.67 

100 

88.33 

10.00 

8.83 

0.0020 

0.0031 




















































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


05001012 


Village Name 

Census Code 

Gulalpura 

0808000101116800 

Gurdah 

0809000501238300 

Fleerapura 

0808000101116200 

Kanhaiyapura 

0808000101115500 

Khaira 

0809000401231000 

Kharoli 

0808000101116000 

Kota(Chhawar) 

0809000401231500 

Krishnapura 

0808000101115600 

Lokoopura 

0808000101116700 

Mahuwa Khera 

0809000401230900 

Manakhur 

0809000501241600 

Mede Ka Pura 

0808000101116300 

Medhari 

0808000101115800 

Ratiyapura 

0809000401231300 

Rijhoni 

0808000101116400 

Sajnapur 

0809000401229900 

Subhanpura 

0808000101115900 

Tejapura 

0808000101116600 

Thekra 

0809000401230100 

Urdupura 

0808000101115400 

Viloni 

0808000101115700 

Andoa Ka Pura 

0808000301143500 

Baghpura 

0808000401165100 

Bahrawati 

0808000301144000 

Baldiya Pura 

0808000301143300 

Bara 

0808000301147900 

Bara Ka Pura 

0808000301148000 

Barkhera 

0808000301149000 

Bhagana 

0808000301147600 

Bhojpur 

0808000401159000 

Biparpur 

0808000401158600 

Chailpura 

0808000301143200 

Chainapura 

0808000401165600 

Chaura Khera 

0808000301144900 


Zone (Fresh 
/ Saline) 


Chitaura 


Dalelpur 


Dharampura 


Dheemri 


Dubepura 


Garhi Chatola 


Gurja 


Haidalpur 


Jagariyapura 


Jamalpur 


Jharpura 


Kalyanpur 


Kanasil 


Kareempur 


Kareempur Ka Pura 


Kisharpura 


Kolari 


Koluwa 


0808000301144100 


0808000301145800 


0808000401157000 


0808000401165300 


0808000301148700 


0808000301144700 


0808000201126300 


0808000301147800 


0808000301148800 


0808000301145700 


0808000301147500 


0808000401156900 


0808000301143600 


0808000301148500 


0808000301148600 


0808000301148300 


0808000301143700 


0808000301145100 


3.22 Fresh 


0.98 Fresh 


3.33 Fresh 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Hydrogeological Unit 

Bhander Sandstone 

Bhander Sandstone 

Bhander Sandstone 

Bhander Sandstone 

Bhander Sandstone 

Bhander Sandstone 

Bhander Sandstone 

Bhander Sandstone 

Bhander Sandstone 

Bhander Sandstone 

Bhander Sandstone 

Bhander Sandstone 

Bhander Sandstone 

Bhander Sandstone 

Bhander Sandstone 

Bhander Sandstone 

Bhander Sandstone 

Bhander Sandstone 

Bhander Sandstone 

Bhander Sandstone 

Bhander Sandstone 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

14.45 

90 

75.55 

10.00 

7.56 

0.0020 

0.0100 

12.65 

100 

87.35 

10.00 

8.74 

0.0020 

0.1615 

13.40 

90 

76.60 

10.00 

7.66 

0.0020 

0.1111 

12.52 

90 

77.48 

10.00 

7.75 

0.0020 

0.0284 

12.01 

100 

87.99 

10.00 

8.80 

0.0020 

0.1088 

12.38 

90 

77.62 

10.00 

7.76 

0.0020 

0.0238 

13.43 

100 

86.57 

10.00 

8.66 

0.0020 

0.0126 

12.20 

90 

77.80 

10.00 

7.78 

0.0020 

0.0201 

13.52 

90 

76.48 

10.00 

7.65 

0.0020 

0.0423 

12.56 

100 

87.44 

10.00 

8.74 

0.0020 

0.2170 

15.34 

100 

84.66 

10.00 

8.47 

0.0020 

0.0722 

12.85 

90 

77.15 

10.00 

7.71 

0.0020 

0.0415 

10.04 

90 

79.96 

10.00 

8.00 

0.0020 

0.0185 

12.21 

100 

87.79 

10.00 

8.78 

0.0020 

0.1358 

12.62 

90 

77.38 

10.00 

7.74 

0.0020 

0.0161 

12.28 

100 

87.72 

10.00 

8.77 

0.0020 

0.0037 

10.78 

90 

79.22 

10.00 

7.92 

0.0020 

0.0544 

13.29 

90 

76.71 

10.00 

7.67 

0.0020 

0.0844 

12.11 

100 

87.89 

10.00 

8.79 

0.0020 

0.0115 

12.02 

90 

77.98 

10.00 

7.80 

0.0020 

0.0417 

14.36 

90 

75.64 

10.00 

7.56 

0.0020 

0.1718 

24.04 

100 

75.96 

20.00 

15.19 

0.0100 

0.3428 

9.57 

100 

90.43 

20.00 

18.09 

0.0100 

0.0005 

27.29 

100 

72.71 

20.00 

14.54 

0.0100 

0.6351 

18.48 

100 

81.52 

20.00 

16.30 

0.0100 

0.0583 

20.01 

100 

79.99 

20.00 

16.00 

0.0100 

0.1891 

28.91 

100 

71.09 

20.00 

14.22 

0.0100 

0.0937 

24.64 

100 

75.36 

20.00 

15.07 

0.0100 

0.3000 

25.14 

100 

74.86 

20.00 

14.97 

0.0100 

0.3664 

13.32 

100 

86.68 

20.00 

17.34 

0.0100 

0.1054 

27.37 

100 

72.63 

20.00 

14.53 

0.0100 

0.0030 

20.57 

100 

79.43 

20.00 

15.89 

0.0100 

0.0081 

9.17 

100 

90.83 

20.00 

18.17 

0.0100 

0.0737 

20.58 

100 

79.42 

20.00 

15.88 

0.0100 

0.0378 

20.58 

100 

79.42 

20.00 

15.88 

0.0100 

0.2969 

20.83 

100 

79.18 

20.00 

15.84 

0.0100 

0.4683 

30.02 

100 

69.98 

20.00 

14.00 

0.0100 

0.0004 

30.02 

100 

69.98 

20.00 

14.00 

0.0100 

0.1370 

33.19 

100 

66.81 

20.00 

13.36 

0.0100 

0.2238 

33.19 

100 

66.81 

20.00 

13.36 

0.0100 

0.0017 

11.07 

100 

88.93 

20.00 

17.79 

0.0100 

0.0952 

30.35 

100 

69.65 

20.00 

13.93 

0.0100 

0.2064 

23.66 

100 

76.34 

20.00 

15.27 

0.0100 

0.1683 

27.58 

100 

72.42 

20.00 

14.48 

0.0100 

0.0301 

27.36 

100 

72.64 

20.00 

14.53 

0.0100 

0.1804 

33.20 

100 

66.80 

20.00 

13.36 

0.0100 

0.1447 

28.66 

100 

71.34 

20.00 

14.27 

0.0100 

0.2567 

22.73 

100 

77.27 

20.00 

15.45 

0.0100 

0.4128 

29.66 

100 

70.34 

20.00 

14.07 

0.0100 

0.0785 

28.88 

100 

71.12 

20.00 

14.22 

0.0100 

0.0275 

34.09 

100 

65.91 

20.00 

13.18 

0.0100 

0.1849 

34.12 

100 

65.88 

20.00 

13.18 

0.0100 

0.1583 

32.49 

100 

67.51 

20.00 

13.50 

0.0100 

0.0551 

30.15 

100 

69.85 

20.00 

13.97 

0.0100 

0.1775 

28.95 

100 

71.05 

20.00 

14.21 

0.0100 

0.3634 









































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


05001013 


Village Name 

Census Code 

Koluwa Ka Pura 

0808000301145000 

Kumheri 

0808000301144800 


Zone (Fresh 
/ Saline) 


05001014 


Langutpura 


Malauni Khurd 


Manpur 


Mansoorpura 


Mugarwara 


Nagla Dani 


Nekpur 


Norangabad 


Paraua 


Pathaina 


Pekri 


Phoolpura 


Pipari Pura 


Puraini 


Rajpur 


Ratanpura 


Sakhwara 


Sarkana 


Sastnagar 


Tahri 


Tahri Ka Pura 


Tanda 


Taseemo 


Thekooli 


Vikrampura 


Baguriyapura 


Baharda 


Bhankri 


Gurdah 


Heerapura 


Kota(Chhawar) 


Langra 


Mahuwa Khera 


Manakhur 


Naharpura 


Parasari 


Paseliya 


Ratiyapura 


Shyampur 


Teen Pokhar 


Andoa Ka Pura 


0808000301145400 


0808000301147700 


0808000301145500 


0808000301143800 


0808000401158700 


0808000301148400 


0808000401158900 


0808000301144400 


0808000301143400 


0808000301148900 


0808000301143900 


0808000301144500 


0808000301144200 


0808000301149100 


0808000301144300 


0808000301148200 


0808000301145900 


0808000301142400 


0808000301146100 


0808000301145200 


0808000301145300 


0808000401156800 


0808000301139700 


0808000301145600 


0808000301144600 


0809000501241500 


0809000501238500 


0809000501238200 


0809000501238300 


0808000101116200 


0809000401231500 


0809000501238700 


0809000401230900 


0809000501241600 


0809000501238400 


0809000401237600 


0809000501241400 


0809000401231300 


0809000501239500 


0809000501238600 


0808000301143500 


1.07 Fresh 


2.90 Fresh 


0.91 Fresh 


4.57 Fresh 


2.72 Fresh 


0.50 Fresh 


1.82 Fresh 


5.42 Fresh 


1.17 Fresh 


8.71 Fresh 


3.73 Fresh 


3.16 Fresh 


1.82 Fresh 


3.15 Fresh 


2.15 Fresh 


6.41 Fresh 


1.54 Fresh 


2.90 Fresh 


2.05 Fresh 


47.14 Fresh 


22.06 Fresh 


65.83 Fresh 


7.25 Fresh 


14.95 Fresh 


17.61 Fresh 


13.57 Fresh 


18.73 Fresh 


2.15 Fresh 


9.60 Fresh 


2.70 Fresh 


12.02 Fresh 


7.62 Fresh 


11.29 Fresh 


2.80 Fresh 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Command 


Non-command 


Command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Command 


Command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Bhander Sandstone 

Older Al 

uvium 

Bhander Sandstone 

Older Al 

uvium 

Bhander Sandstone 

Bhander Sandstone 

Bhander Sandstone 

Bhander Sandstone 

Bhander Sandstone 

Bhander Sandstone 

Bhander Sandstone 

Older Alluvium 

Bhander Sandstone 

Bhander Sandstone 

Older Alluvium 

Bhander Sandstone 

Bhander Sandstone 

Bhander Sandstone 

Older Alluvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

28.97 

100 

71.03 

20.00 

14.21 

0.0100 

0.1521 

27.33 

100 

72.67 

20.00 

14.53 

0.0100 

0.3849 

27.33 

100 

72.67 

20.00 

14.53 

0.0100 

0.0364 

25.87 

100 

74.13 

20.00 

14.83 

0.0100 

0.1343 

22.56 

100 

77.44 

20.00 

15.49 

0.0100 

0.7074 

24.79 

100 

75.21 

20.00 

15.04 

0.0100 

0.1715 

24.79 

100 

75.21 

20.00 

15.04 

0.0100 

0.2382 

30.40 

100 

69.60 

20.00 

13.92 

0.0100 

0.1213 

27.34 

100 

72.66 

20.00 

14.53 

0.0100 

0.0822 

33.40 

100 

66.60 

20.00 

13.32 

0.0100 

0.1580 

16.89 

100 

83.11 

20.00 

16.62 

0.0100 

0.1020 

19.63 

100 

80.37 

20.00 

16.07 

0.0100 

0.0402 

18.67 

100 

81.33 

20.00 

16.27 

0.0100 

0.0266 

33.27 

100 

66.73 

20.00 

13.35 

0.0100 

0.2130 

26.58 

100 

73.42 

20.00 

14.68 

0.0100 

0.3254 

18.84 

100 

81.16 

20.00 

16.23 

0.0100 

0.0872 

18.84 

100 

81.16 

20.00 

16.23 

0.0100 

0.2583 

22.43 

100 

77.57 

20.00 

15.51 

0.0100 

0.0776 

33.71 

100 

66.29 

20.00 

13.26 

0.0100 

0.1476 

21.74 

100 

78.26 

20.00 

15.65 

0.0100 

0.5912 

29.91 

100 

70.09 

20.00 

14.02 

0.0100 

0.1052 

30.99 

100 

69.01 

20.00 

13.80 

0.0100 

0.3217 

30.99 

100 

69.01 

20.00 

13.80 

0.0100 

0.2323 

32.35 

100 

67.65 

20.00 

13.53 

0.0100 

0.0028 

29.98 

100 

70.02 

20.00 

14.00 

0.0100 

0.1756 

21.84 

100 

78.16 

20.00 

15.63 

0.0100 

0.0452 

21.84 

100 

78.16 

20.00 

15.63 

0.0100 

0.0233 

23.25 

100 

76.75 

20.00 

15.35 

0.0100 

0.2018 

23.25 

100 

76.75 

20.00 

15.35 

0.0100 

0.1903 

34.90 

100 

65.10 

20.00 

13.02 

0.0100 

0.0351 

18.71 

100 

81.29 

20.00 

16.26 

0.0100 

0.0075 

18.71 

100 

81.29 

20.00 

16.26 

0.0100 

0.2697 

29.34 

100 

70.66 

20.00 

14.13 

0.0100 

0.0454 

29.34 

100 

70.66 

20.00 

14.13 

0.0100 

0.1725 

20.60 

100 

79.40 

20.00 

15.88 

0.0100 

0.2885 

20.60 

100 

79.40 

20.00 

15.88 

0.0100 

0.0045 

21.76 

100 

78.24 

10.00 

7.82 

0.0020 

0.0014 

21.76 

90 

68.24 

20.00 

13.65 

0.0150 

0.1602 

15.07 

100 

84.93 

10.00 

8.49 

0.0020 

0.7442 

15.07 

90 

74.93 

20.00 

14.99 

0.0150 

0.0655 

10.83 

100 

89.17 

10.00 

8.92 

0.0020 

0.1455 

12.65 

100 

87.35 

10.00 

8.74 

0.0020 

0.9476 

13.40 

90 

76.60 

10.00 

7.66 

0.0020 

0.0000 

13.43 

100 

86.57 

10.00 

8.66 

0.0020 

0.0023 

14.37 

100 

85.63 

10.00 

8.56 

0.0020 

0.1276 

12.56 

100 

87.44 

10.00 

8.74 

0.0020 

0.0188 

15.34 

100 

84.66 

10.00 

8.47 

0.0020 

0.1247 

15.34 

90 

74.66 

20.00 

14.93 

0.0150 

0.0118 

13.57 

100 

86.43 

10.00 

8.64 

0.0020 

0.0372 

10.84 

100 

89.16 

10.00 

8.92 

0.0020 

0.0020 

26.22 

90 

63.78 

20.00 

12.76 

0.0150 

0.0000 

12.21 

100 

87.79 

10.00 

8.78 

0.0020 

0.0413 

16.02 

100 

83.98 

10.00 

8.40 

0.0020 

0.0043 

16.45 

100 

83.55 

10.00 

8.36 

0.0020 

0.1178 

24.04 

100 

75.96 

20.00 

15.19 

0.0100 

0.0151 






































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


05001015 


Village Name 

Census Code 

Bala Ka Nagla 

0808000301143000 

Baldiya Pura 

0808000301143300 

Basai Murli 

0808000301137700 

Chailpura 

0808000301143200 

Chitaura 

0808000301144100 

Jhilra 

0808000301140200 

Khaprel 

0808000301139100 

Kookra Makra 

0808000301138300 

Ludhpura 

0808000301139900 

Manpur 

0808000301145500 

Motiram Ka Nagala 

0808000301143100 

Nandpura 

0808000301139800 

Nangoo Ka Nagala 

0808000301138000 

Norangabad 

0808000301144400 

Paraua 

0808000301143400 

Phoolpura 

0808000301144500 

Poothpura 

0808000301137900 

Raja Ka Nagla 

0808000301138100 


Zone (Fresh 
/ Saline) 


Rajaura Kalan 


Rajora Khurd 


Rajpur 


Rohai 


Rundh Rajora 


Sahroli 


Saipau 


Salepur 


Tahri Ka Pura 


Taseemo 


Ambar Khan Ka Nagla 


Ari 


Bainpura Khalsa 


Basai Murli 


Bhole Ka Nagla 


Chorpura 


Davopura 


Deenpur 


Dhanna Ka Pura 


Dhurwas 


Dinkata 


Ekta 


Garhi Chatola 


Garhi Lajja 


Gurja 


Hajipur 


Jageer Boreli 


0808000301140300 


0808000301137800 


0808000301144300 


0808000301138200 


0808000301137300 


0808000301137500 


0808000301140100 


0808000301140000 


0808000301137400 


0808000301145200 


0808000301145300 


0808000301139700 


0808000201125200 


0808000301139600 


0808000201124200 


0808000301137700 


0808000101102500 


0808000101104400 


0808000101105800 


0808000101103000 


0808000301138900 


0808000201125400 


0808000101105100 


0808000101102900 


0808000301144700 


0808000301138500 


0808000101104200 


0808000301139300 


0808000101102200 


5.45 Fresh 


4.59 Fresh 


5.42 Fresh 


1.78 Fresh 


1.63 Fresh 


3.51 Fresh 


7.21 Fresh 


2.98 Fresh 


1.95 Fresh 


1.82 Fresh 


3.15 Fresh 


6.41 Fresh 


1.35 Fresh 


2.21 Fresh 


3.29 Fresh 


0.89 Fresh 


2.67 Fresh 


2.71 Fresh 


3.15 Fresh 


1.90 Fresh 


1.09 Fresh 


2.86 Fresh 


1.32 Fresh 


5.98 Fresh 


1.81 Fresh 


6.72 Fresh 


1.88 Fresh 


6.34 Fresh 


2.80 Fresh 


Type of Area 
(Command / Non¬ 
command) 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Non-command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Non-command 


Command 


Non-command 


Command 


Command 


Non-command 


Command 


Command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Command 


Command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Command 


Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

25.05 

100 

74.95 

20.00 

14.99 

0.0100 

0.0013 

18.48 

100 

81.52 

20.00 

16.30 

0.0100 

0.2330 

7.82 

100 

92.18 

20.00 

18.44 

0.0100 

0.0089 

20.57 

100 

79.43 

20.00 

15.89 

0.0100 

0.1233 

20.83 

100 

79.18 

20.00 

15.84 

0.0100 

0.0414 

9.85 

100 

90.15 

20.00 

18.03 

0.0100 

0.1353 

7.79 

100 

92.21 

20.00 

18.44 

0.0100 

0.0338 

7.24 

100 

92.76 

20.00 

18.55 

0.0100 

0.1731 

17.01 

100 

82.99 

20.00 

16.60 

0.0100 

0.2017 

24.79 

100 

75.21 

20.00 

15.04 

0.0100 

0.0001 

26.86 

100 

73.14 

20.00 

14.63 

0.0100 

0.0014 

17.80 

100 

82.20 

20.00 

16.44 

0.0100 

0.1717 

7.79 

100 

92.21 

20.00 

18.44 

0.0100 

0.0620 

19.63 

100 

80.37 

20.00 

16.07 

0.0100 

0.3466 

18.67 

100 

81.33 

20.00 

16.27 

0.0100 

0.3122 

18.84 

100 

81.16 

20.00 

16.23 

0.0100 

0.1650 

10.02 

100 

89.98 

20.00 

18.00 

0.0100 

0.0003 

10.71 

100 

89.29 

20.00 

17.86 

0.0100 

0.0075 

10.71 

100 

89.29 

20.00 

17.86 

0.0100 

0.1618 

15.96 

100 

84.04 

20.00 

16.81 

0.0100 

0.6461 

7.78 

100 

92.22 

20.00 

18.44 

0.0100 

0.6140 

21.74 

100 

78.26 

20.00 

15.65 

0.0100 

0.2579 

10.00 

100 

90.00 

20.00 

18.00 

0.0100 

0.0829 

8.01 

100 

91.99 

20.00 

18.40 

0.0100 

0.0000 

7.91 

100 

92.09 

20.00 

18.42 

0.0100 

0.0896 

13.68 

100 

86.32 

20.00 

17.26 

0.0100 

0.0467 

13.68 

100 

86.32 

20.00 

17.26 

0.0100 

0.7672 

17.64 

100 

82.36 

20.00 

16.47 

0.0100 

0.0024 

17.64 

100 

82.36 

20.00 

16.47 

0.0100 

0.1239 

7.94 

100 

92.06 

20.00 

18.41 

0.0100 

0.0751 

21.84 

100 

78.16 

20.00 

15.63 

0.0100 

0.0028 

21.84 

100 

78.16 

20.00 

15.63 

0.0100 

0.2139 

23.25 

100 

76.75 

20.00 

15.35 

0.0100 

0.0909 

18.71 

100 

81.29 

20.00 

16.26 

0.0100 

0.5353 

16.19 

100 

83.81 

20.00 

16.76 

0.0100 

0.0457 

19.57 

100 

80.43 

20.00 

16.09 

0.0100 

0.1594 

19.57 

100 

80.43 

20.00 

16.09 

0.0100 

0.0326 

13.75 

100 

86.25 

20.00 

17.25 

0.0100 

0.3601 

7.82 

100 

92.18 

20.00 

18.44 

0.0100 

0.1546 

10.37 

100 

89.63 

20.00 

17.93 

0.0100 

0.3845 

10.37 

100 

89.63 

20.00 

17.93 

0.0100 

0.0946 

8.18 

100 

91.82 

20.00 

18.36 

0.0100 

0.0669 

9.40 

100 

90.60 

20.00 

18.12 

0.0100 

0.5160 

12.21 

100 

87.79 

20.00 

17.56 

0.0100 

0.0170 

12.21 

100 

87.79 

20.00 

17.56 

0.0100 

0.1591 

13.72 

100 

86.28 

20.00 

17.26 

0.0100 

0.0854 

11.50 

100 

88.50 

20.00 

17.70 

0.0100 

0.3489 

8.56 

100 

91.44 

20.00 

18.29 

0.0100 

0.2051 

8.90 

100 

91.10 

20.00 

18.22 

0.0100 

0.0008 

23.66 

100 

76.34 

20.00 

15.27 

0.0100 

0.0143 

8.74 

100 

91.26 

20.00 

18.25 

0.0100 

0.8808 

8.74 

100 

91.26 

20.00 

18.25 

0.0100 

0.3449 

8.72 

100 

91.28 

20.00 

18.26 

0.0100 

0.0163 

14.36 

100 

85.64 

20.00 

17.13 

0.0100 

1.0693 

8.25 

100 

91.75 

20.00 

18.35 

0.0100 

0.0148 






















































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Bhander Sandstone 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

13.35 

100 

86.65 

20.00 

17.33 

0.0100 

0.1741 

8.51 

100 

91.49 

20.00 

18.30 

0.0100 

0.1577 

11.10 

100 

88.90 

20.00 

17.78 

0.0100 

0.1131 

11.10 

100 

88.90 

20.00 

17.78 

0.0100 

0.1572 

11.63 

100 

88.37 

20.00 

17.67 

0.0100 

0.8977 

16.74 

100 

83.26 

20.00 

16.65 

0.0100 

0.0102 

8.73 

100 

91.27 

20.00 

18.25 

0.0100 

0.1838 

7.79 

100 

92.21 

20.00 

18.44 

0.0100 

0.0894 

7.79 

100 

92.21 

20.00 

18.44 

0.0100 

0.1640 

16.65 

100 

83.35 

20.00 

16.67 

0.0100 

0.6264 

7.76 

100 

92.24 

20.00 

18.45 

0.0100 

0.1055 

16.80 

100 

83.20 

20.00 

16.64 

0.0100 

0.1055 

7.24 

100 

92.76 

20.00 

18.55 

0.0100 

0.0321 

8.64 

100 

91.36 

20.00 

18.27 

0.0100 

0.0607 

8.64 

100 

91.36 

20.00 

18.27 

0.0100 

1.0210 

17.01 

100 

82.99 

20.00 

16.60 

0.0100 

0.0050 

13.78 

100 

86.22 

20.00 

17.24 

0.0100 

0.0186 

7.63 

100 

92.37 

20.00 

18.47 

0.0100 

0.0142 

7.63 

100 

92.37 

20.00 

18.47 

0.0100 

0.0953 

10.82 

100 

89.18 

20.00 

17.84 

0.0100 

0.2313 

11.06 

100 

88.94 

20.00 

17.79 

0.0100 

0.2563 

11.06 

100 

88.94 

20.00 

17.79 

0.0100 

0.4002 

18.97 

100 

81.03 

20.00 

16.21 

0.0100 

0.0402 

10.92 

100 

89.08 

20.00 

17.82 

0.0100 

0.2220 

16.98 

100 

83.02 

20.00 

16.60 

0.0100 

0.4678 

8.66 

100 

91.34 

20.00 

18.27 

0.0100 

0.1218 

11.32 

100 

88.68 

20.00 

17.74 

0.0100 

0.2532 

13.80 

100 

86.20 

20.00 

17.24 

0.0100 

0.5335 

12.97 

100 

87.03 

20.00 

17.41 

0.0100 

0.1428 

12.97 

100 

87.03 

20.00 

17.41 

0.0100 

0.0353 

11.48 

100 

88.52 

20.00 

17.70 

0.0100 

0.1393 

11.48 

100 

88.52 

20.00 

17.70 

0.0100 

0.1009 

12.71 

100 

87.29 

20.00 

17.46 

0.0100 

0.1989 

10.61 

100 

89.39 

20.00 

17.88 

0.0100 

0.1040 

10.61 

100 

89.39 

20.00 

17.88 

0.0100 

0.1079 

9.43 

100 

90.57 

20.00 

18.11 

0.0100 

0.2326 

9.43 

100 

90.57 

20.00 

18.11 

0.0100 

0.2122 

18.75 

100 

81.25 

20.00 

16.25 

0.0100 

0.4142 

17.37 

100 

82.63 

20.00 

16.53 

0.0100 

0.2359 

17.37 

100 

82.63 

20.00 

16.53 

0.0100 

0.1135 

10.21 

100 

89.79 

20.00 

17.96 

0.0100 

0.0837 

10.21 

100 

89.79 

20.00 

17.96 

0.0100 

0.0705 

8.22 

100 

91.78 

20.00 

18.36 

0.0100 

0.2368 

8.05 

100 

91.95 

20.00 

18.39 

0.0100 

0.0160 

8.43 

100 

91.57 

20.00 

18.31 

0.0100 

0.0006 

12.83 

100 

87.17 

20.00 

17.43 

0.0100 

0.1149 

8.64 

90 

81.36 

10.00 

8.14 

0.0020 

0.0046 

8.64 

100 

91.36 

20.00 

18.27 

0.0100 

0.0163 

10.71 

100 

89.29 

20.00 

17.86 

0.0100 

0.0134 

10.71 

100 

89.29 

20.00 

17.86 

0.0100 

0.0832 

7.78 

100 

92.22 

20.00 

18.44 

0.0100 

0.0695 

13.20 

100 

86.80 

20.00 

17.36 

0.0100 

0.0077 

8.77 

100 

91.23 

20.00 

18.25 

0.0100 

0.0298 

8.66 

100 

91.34 

20.00 

18.27 

0.0100 

0.1019 

12.95 

100 

87.05 

20.00 

17.41 

0.0100 

0.3574 




































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


05001016 


Sahroli 


Saipau 


Salempur Rawatpati 


Salepur 


Sarekhi 


Sikroda 


Taseemo 


Tontri 


Vikrampura 


Adarshnagar 


Alahpura 


Baghpura 


Bara 


Bara Ka Pura 


Barkhera 


Basai Samanta 


Beechhiya 


Bhagirathpura 


Bhojpur 


Bisatipura 


Bishnoda 


Chainapura 


Chandpur 


Dariyapur 


Dhaulpur (M) 


Dheemri 


Doon Ka Pura 


Firozpur 


Garhi Jakhoda 


0808000201123900 


0808000301138200 


0808000301137500 


0808000301140100 


0808000101105500 


0808000301140000 


0808000301138600 


0808000201125900 


0808000301139700 


0808000201123700 


0808000301144600 


0808000401164000 


0808000401160100 


0808000401165100 


0808000301147900 


0808000301148000 


0808000301149000 


0808000401164400 


0808000401168000 


0808000401164300 


0808000401159000 


0808000301148100 


0808000401166600 


0808000401165600 


0808000401164900 


0808000401160200 


0808000440802000 


0808000401165300 


0808000401163300 


0808000401163500 


0808000201130400 


Zone (Fresh 
/ Saline) 



3.20 Fresh 


1.78 Fresh 


3.51 Fresh 


7.21 Fresh 


6.36 Fresh 


2.98 Fresh 



2.50 Fresh 


2.64 Fresh 


6.41 Fresh 


7.79 Fresh 


2.90 Fresh 


1.05 Fresh 


2.01 Fresh 


1.31 Fresh 


3.54 Fresh 


0.68 Fresh 


2.58 Fresh 


1.35 Fresh 


11.94 Fresh 


0.97 Fresh 


1.93 Fresh 


1.23 Fresh 


9.02 Fresh 


0.95 Fresh 


1.85 Fresh 


1.32 Fresh 


26.28 Fresh 


2.05 Fresh 


0.55 Fresh 


0.87 Fresh 


5.02 Fresh 


Type of Area 

(Command / Non- Hydrogeological Unit 
command) 






Command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Command 


Non-command 


Command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Bhander 


Older All 


Older All 


Older All 


Older All 


Older All 


Bhander 


Older All 


Bhander 


Older All 


Older All 


Bhander 


Older All 


Bhander 


Older All 


Bhander 


Older All 


Older All 


Older All 


Bhander 


Bhander 


Bhander 


Older All 


Bhander 


Bhander 


Older All 


Bhander 


Older All 


Bhander 


Older All 


Older All 


Older All 


Older All 


Bhander 


uvium 


uvium 


uvium 


uvium 


uvium 


uvium 


uvium 


uvium 


uvium 


uvium 


uvium 


uvium 


uvium 


uvium 


uvium 


uvium 


uvium 


uvium 


uvium 


uvium 


uvium 


Sandstone 


uvium 


uvium 


uvium 


uvium 


uvium 


Sandstone 


uvium 


Sandstone 


uvium 


uvium 


Sandstone 


uvium 


Sandstone 


uvium 


Sandstone 


uvium 


uvium 


uvium 


Sandstone 


Sandstone 


Sandstone 


uvium 


Sandstone 


Sandstone 


uvium 


Sandstone 


uvium 


Sandstone 


uvium 


uvium 


uvium 


uvium 


Sandstone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.95 

100 

87.05 

20.00 

17.41 

0.0100 

0.0230 

11.39 

100 

88.61 

20.00 

17.72 

0.0100 

0.0601 

10.00 

100 

90.00 

20.00 

18.00 

0.0100 

0.1004 

10.00 

100 

90.00 

20.00 

18.00 

0.0100 

0.1375 

7.91 

100 

92.09 

20.00 

18.42 

0.0100 

0.0977 

13.68 

100 

86.32 

20.00 

17.26 

0.0100 

0.3634 

13.68 

100 

86.32 

20.00 

17.26 

0.0100 

0.0680 

8.74 

100 

91.26 

20.00 

18.25 

0.0100 

0.0400 

8.74 

100 

91.26 

20.00 

18.25 

0.0100 

0.1086 

11.81 

100 

88.19 

20.00 

17.64 

0.0100 

0.3203 

17.64 

100 

82.36 

20.00 

16.47 

0.0100 

0.1812 

17.64 

100 

82.36 

20.00 

16.47 

0.0100 

0.1838 

12.33 

100 

87.67 

20.00 

17.53 

0.0100 

0.1216 

14.89 

100 

85.11 

20.00 

17.02 

0.0100 

0.0089 

18.71 

100 

81.29 

20.00 

16.26 

0.0100 

0.0107 

18.71 

100 

81.29 

20.00 

16.26 

0.0100 

0.2196 

11.08 

100 

88.92 

20.00 

17.78 

0.0100 

0.1578 

20.60 

100 

79.40 

20.00 

15.88 

0.0100 

0.1177 

20.60 

100 

79.40 

20.00 

15.88 

0.0100 

0.0387 

11.57 

100 

88.43 

20.00 

17.69 

0.0100 

0.1849 

5.95 

100 

94.05 

20.00 

18.81 

0.0100 

0.2394 

9.57 

90 

80.43 

10.00 

8.04 

0.0020 

0.0026 

9.57 

100 

90.43 

20.00 

18.09 

0.0100 

0.2076 

20.01 

100 

79.99 

20.00 

16.00 

0.0100 

0.3742 

28.91 

100 

71.09 

20.00 

14.22 

0.0100 

0.0027 

24.64 

100 

75.36 

20.00 

15.07 

0.0100 

0.0770 

12.89 

100 

87.11 

20.00 

17.42 

0.0100 

0.0284 

12.89 

90 

77.11 

10.00 

7.71 

0.0020 

0.0081 

12.89 

100 

87.11 

20.00 

17.42 

0.0100 

0.1153 

12.59 

90 

77.41 

10.00 

7.74 

0.0020 

0.0056 

13.78 

100 

86.22 

20.00 

17.24 

0.0100 

0.0141 

13.78 

100 

86.22 

20.00 

17.24 

0.0100 

0.1533 

12.57 

90 

77.43 

10.00 

7.74 

0.0020 

0.0000 

12.57 

110 

97.43 

20.00 

19.49 

0.0100 

0.0087 

10.71 

90 

79.29 

10.00 

7.93 

0.0020 

0.0007 

10.71 

100 

89.29 

20.00 

17.86 

0.0100 

0.0079 

10.71 

90 

79.29 

10.00 

7.93 

0.0020 

0.0502 

10.71 

100 

89.29 

20.00 

17.86 

0.0100 

0.0008 

13.32 

100 

86.68 

20.00 

17.34 

0.0100 

0.0025 

24.84 

100 

75.16 

20.00 

15.03 

0.0100 

0.1854 

10.94 

90 

79.06 

10.00 

7.91 

0.0020 

0.0720 

10.94 

90 

79.06 

10.00 

7.91 

0.0020 

0.0699 

9.17 

90 

80.83 

10.00 

8.08 

0.0020 

0.0007 

9.17 

100 

90.83 

20.00 

18.17 

0.0100 

0.0908 

7.18 

90 

82.82 

10.00 

8.28 

0.0020 

0.0172 

7.18 

90 

82.82 

10.00 

8.28 

0.0020 

0.0135 

5.81 

100 

94.19 

20.00 

18.84 

0.0100 

0.2074 

16.96 

90 

73.04 

10.00 

7.30 

0.0020 

0.1041 

16.96 

100 

83.04 

20.00 

16.61 

0.0100 

0.0754 

16.96 

90 

73.04 

10.00 

7.30 

0.0020 

0.0083 

16.96 

100 

83.04 

20.00 

16.61 

0.0100 

0.0085 

11.07 

100 

88.93 

20.00 

17.79 

0.0100 

0.0411 

7.72 

110 

102.28 

20.00 

20.46 

0.0100 

0.0048 

6.14 

100 

93.86 

20.00 

18.77 

0.0100 

0.1634 

10.33 

90 

79.67 

10.00 

7.97 

0.0020 

0.0005 































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 



Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Older All 


Bhander 


Bhander 


Older All 


Older All 


Bhander 


Bhander 


Bhander 


Bhander 


Older All 


Bhander 


Bhander 


Bhander 


Older All 


Bhander 


Bhander 


Older All 


Older All 


Bhander 


Bhander 


Bhander 


Older All 


Bhander 


Older All 


Bhander 


Bhander 


Bhander 


Older All 


Bhander 


Older All 


Older All 


Bhander 


Older All 


Bhander 


Bhander 


Older All 


Bhander 


Older All 


Older All 


Older All 


Older All 


Bhander 


Older All 


Bhander 


Older All 


Older All 


Older All 


Bhander 


Bhander 


Bhander 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


uvium 


Sandstone 


Sandstone 


uvium 


uvium 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


uvium 


Sandstone 


Sandstone 


Sandstone 


uvium 


Sandstone 


Sandstone 


uvium 


uvium 


Sandstone 


Sandstone 


Sandstone 


uvium 


Sandstone 


uvium 


Sandstone 


Sandstone 


Sandstone 


uvium 


Sandstone 


uvium 


uvium 


Sandstone 


uvium 


Sandstone 


Sandstone 


uvium 


Sandstone 


uvium 


uvium 


uvium 


uvium 


Sandstone 


uvium 


Sandstone 


uvium 


uvium 


uvium 


Sandstone 


Sandstone 


Sandstone 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.62 

90 

78.38 

10.00 

7.84 

0.0020 

0.0017 

7.36 

90 

82.64 

10.00 

8.26 

0.0020 

0.0732 

7.36 

90 

82.64 

10.00 

8.26 

0.0020 

0.0005 

6.50 

90 

83.50 

10.00 

8.35 

0.0020 

0.0614 

6.50 

90 

83.50 

10.00 

8.35 

0.0020 

0.0247 

31.77 

100 

68.23 

20.00 

13.65 

0.0100 

0.2034 

9.24 

90 

80.76 

10.00 

8.08 

0.0020 

0.0024 

9.24 

90 

80.76 

10.00 

8.08 

0.0020 

0.0049 

7.10 

100 

92.90 

20.00 

18.58 

0.0100 

0.3763 

34.09 

100 

65.91 

20.00 

13.18 

0.0100 

0.0530 

10.43 

90 

79.57 

10.00 

7.96 

0.0020 

0.0165 

10.43 

90 

79.57 

10.00 

7.96 

0.0020 

0.0104 

7.85 

90 

82.15 

10.00 

8.21 

0.0020 

0.0015 

7.85 

90 

82.15 

10.00 

8.21 

0.0020 

0.0312 

32.49 

100 

67.51 

20.00 

13.50 

0.0100 

0.1062 

7.75 

90 

82.25 

10.00 

8.23 

0.0020 

0.0078 

8.71 

90 

81.29 

10.00 

8.13 

0.0020 

0.0042 

7.24 

90 

82.76 

10.00 

8.28 

0.0020 

0.0000 

7.24 

110 

102.76 

20.00 

20.55 

0.0100 

0.4279 

9.36 

90 

80.64 

10.00 

8.06 

0.0020 

0.0116 

9.36 

90 

80.64 

10.00 

8.06 

0.0020 

0.0651 

15.74 

100 

84.26 

20.00 

16.85 

0.0100 

0.0508 

15.74 

100 

84.26 

20.00 

16.85 

0.0100 

0.1033 

4.46 

90 

85.54 

10.00 

8.55 

0.0020 

0.0257 

4.46 

90 

85.54 

10.00 

8.55 

0.0020 

0.0011 

7.78 

90 

82.22 

10.00 

8.22 

0.0020 

0.0104 

7.78 

100 

92.22 

20.00 

18.44 

0.0100 

0.0002 

7.78 

90 

82.22 

10.00 

8.22 

0.0020 

0.0050 

15.79 

100 

84.21 

20.00 

16.84 

0.0100 

0.1923 

11.03 

90 

78.97 

10.00 

7.90 

0.0020 

0.0008 

11.03 

90 

78.97 

10.00 

7.90 

0.0020 

0.0248 

12.83 

90 

77.17 

10.00 

7.72 

0.0020 

0.0003 

22.84 

100 

77.16 

20.00 

15.43 

0.0100 

0.1410 

7.89 

90 

82.11 

10.00 

8.21 

0.0020 

0.0230 

15.29 

100 

84.71 

20.00 

16.94 

0.0100 

0.3658 

15.29 

100 

84.71 

20.00 

16.94 

0.0100 

0.0274 

10.14 

90 

79.86 

10.00 

7.99 

0.0020 

0.0180 

10.14 

100 

89.86 

20.00 

17.97 

0.0100 

0.0043 

10.14 

90 

79.86 

10.00 

7.99 

0.0020 

0.0002 

13.21 

90 

76.79 

10.00 

7.68 

0.0020 

0.0382 

13.21 

100 

86.79 

20.00 

17.36 

0.0100 

0.0623 

9.75 

90 

80.25 

10.00 

8.02 

0.0020 

0.0003 

8.28 

100 

91.72 

20.00 

18.34 

0.0100 

0.0484 

11.74 

100 

88.26 

20.00 

17.65 

0.0100 

0.2552 

9.36 

100 

90.64 

20.00 

18.13 

0.0100 

0.1404 

13.10 

100 

86.90 

20.00 

17.38 

0.0100 

0.3345 

13.10 

90 

76.90 

10.00 

7.69 

0.0020 

0.0400 

13.10 

100 

86.90 

20.00 

17.38 

0.0100 

0.1964 

9.14 

90 

80.86 

10.00 

8.09 

0.0020 

0.0011 

9.14 

100 

90.86 

20.00 

18.17 

0.0100 

0.0567 

15.97 

100 

84.03 

20.00 

16.81 

0.0100 

0.1498 

33.71 

100 

66.29 

20.00 

13.26 

0.0100 

0.0935 

11.87 

90 

78.13 

10.00 

7.81 

0.0020 

0.0113 

11.87 

90 

78.13 

10.00 

7.81 

0.0020 

0.0341 

8.14 

90 

81.86 

10.00 

8.19 

0.0020 

0.0123 

































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone (Fresh 
/ Saline) 



Type of Area 

(Command / Non- Hydrogeological Unit 
command) 



05001017 


Ramnagar 


Ratanpura 


Rupaspur 


Sanda 


Sandra 


Sarkan Khera 


Shahpur 


Afzalpur 


Ajeetpur 


Aligarh 


Ambar Khan Ka Nagla 


Ari 


Badhau Ka Nagla 


Badraitha 


Bainpura Khalsa 


Barapura 


Bari (M) 


Bidarpur 


Buddha Ka Pura 


Chhota Sonha 


Dadur 


Dhanna Ka Pura 


Dhaunspur 


Dhurwas 


Dhwajpura 


Garhi 


Garhi Khirana 


Garhi Sukkha 


Ghaisua 


Gujarra Kalan Khurd 


Hajipur 


Iqbalpur 


Jamalpur 


0808000401166200 


0808000301148200 


0808000401163800 


0808000401163200 


0808000401166300 


0808000401159700 


0808000401165500 


0808000201129500 


0808000201125600 


0808000201128400 


0808000201125200 


0808000301139600 


0808000201125500 


0808000201124900 


0808000201124200 


0808000201123800 


0808000240801000 


0808000201128600 


0808000201125000 


0808000201127600 


0808000201128300 


0808000301138900 


0808000201129300 


0808000201125400 


0808000201130000 


0808000201123500 


0808000201123400 


0808000201127300 


0808000201128200 


0808000201129700 


0808000301139300 


0808000201128000 


0808000201131000 


1.49 Fresh 


1.17 Fresh 


0.79 Fresh 


3.56 Fresh 


1.89 Fresh 



1.89 Fresh 


0.62 Fresh 



5.54 Fresh 


2.10 Fresh 


4.39 Fresh 


1.35 Fresh 


2.21 Fresh 


1.96 Fresh 


4.04 Fresh 


3.29 Fresh 


0.73 Fresh 


17.81 Fresh 


6.19 Fresh 


0.84 Fresh 


1.45 Fresh 


2.51 Fresh 


1.09 Fresh 


2.14 Fresh 


2.86 Fresh 


1.19 Fresh 


0.73 Fresh 


2.56 Fresh 


3.58 Fresh 


0.93 Fresh 


2.65 Fresh 


6.34 Fresh 


0.57 Fresh 


1.20 Fresh 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

8.14 

90 

81.86 

10.00 

8.19 

0.0020 

0.0127 

11.01 

90 

78.99 

10.00 

7.90 

0.0020 

0.0136 

29.91 

100 

70.09 

20.00 

14.02 

0.0100 

0.0583 

10.90 

100 

89.10 

20.00 

17.82 

0.0100 

0.1404 

7.43 

110 

102.57 

20.00 

20.51 

0.0100 

0.0221 

10.48 

90 

79.52 

10.00 

7.95 

0.0020 

0.0082 

10.48 

90 

79.52 

10.00 

7.95 

0.0020 

0.0177 

7.95 

90 

82.05 

10.00 

8.21 

0.0020 

0.0098 

7.95 

100 

92.05 

20.00 

18.41 

0.0100 

0.0066 

7.95 

90 

82.05 

10.00 

8.21 

0.0020 

0.0063 

6.92 

100 

93.08 

20.00 

18.62 

0.0100 

0.0999 

7.88 

90 

82.12 

10.00 

8.21 

0.0020 

0.0085 

7.88 

100 

92.12 

20.00 

18.42 

0.0100 

0.0032 

7.88 

90 

82.12 

10.00 

8.21 

0.0020 

0.0014 

9.94 

90 

80.06 

10.00 

8.01 

0.0020 

0.0070 

9.94 

90 

80.06 

10.00 

8.01 

0.0020 

0.0265 

7.89 

90 

82.11 

10.00 

8.21 

0.0020 

0.0000 

7.89 

100 

92.11 

20.00 

18.42 

0.0100 

0.2497 

24.03 

100 

75.97 

20.00 

15.19 

0.0100 

0.4188 

24.03 

100 

75.97 

20.00 

15.19 

0.0100 

0.0037 

17.69 

100 

82.31 

20.00 

16.46 

0.0100 

0.5962 

13.16 

100 

86.84 

20.00 

17.37 

0.0100 

0.3651 

12.04 

100 

87.96 

20.00 

17.59 

0.0100 

0.0226 

12.04 

100 

87.96 

20.00 

17.59 

0.0100 

0.4880 

16.19 

100 

83.81 

20.00 

16.76 

0.0100 

0.1798 

19.57 

100 

80.43 

20.00 

16.09 

0.0100 

0.1469 

19.57 

100 

80.43 

20.00 

16.09 

0.0100 

0.0008 

13.69 

100 

86.31 

20.00 

17.26 

0.0100 

0.3383 

18.60 

100 

81.40 

20.00 

16.28 

0.0100 

0.6572 

13.75 

100 

86.25 

20.00 

17.25 

0.0100 

0.1306 

8.73 

100 

91.27 

20.00 

18.25 

0.0100 

0.0098 

8.73 

100 

91.27 

20.00 

18.25 

0.0100 

0.0961 

16.78 

90 

73.22 

10.00 

7.32 

0.0020 

0.0198 

16.78 

100 

83.22 

20.00 

16.64 

0.0100 

0.0825 

13.98 

90 

76.03 

10.00 

7.60 

0.0020 

0.0005 

13.98 

100 

86.03 

20.00 

17.21 

0.0100 

0.5430 

19.12 

100 

80.88 

20.00 

16.18 

0.0100 

0.1365 

17.97 

100 

82.03 

20.00 

16.41 

0.0100 

0.2378 

10.52 

100 

89.48 

20.00 

17.90 

0.0100 

0.2070 

10.52 

100 

89.48 

20.00 

17.90 

0.0100 

0.0488 

13.72 

100 

86.28 

20.00 

17.26 

0.0100 

0.1030 

20.22 

100 

79.78 

20.00 

15.96 

0.0100 

0.0674 

11.50 

100 

88.50 

20.00 

17.70 

0.0100 

0.1579 

15.83 

100 

84.17 

20.00 

16.83 

0.0100 

0.1851 

8.13 

100 

91.87 

20.00 

18.37 

0.0100 

0.1167 

9.53 

100 

90.47 

20.00 

18.09 

0.0100 

0.0002 

9.53 

100 

90.47 

20.00 

18.09 

0.0100 

0.4638 

12.96 

100 

87.04 

20.00 

17.41 

0.0100 

0.6228 

13.91 

100 

86.09 

20.00 

17.22 

0.0100 

0.0987 

13.91 

100 

86.09 

20.00 

17.22 

0.0100 

0.0606 

20.32 

100 

79.68 

20.00 

15.94 

0.0100 

0.1459 

14.36 

100 

85.64 

20.00 

17.13 

0.0100 

0.0165 

13.51 

100 

86.49 

20.00 

17.30 

0.0100 

0.0940 

13.51 

100 

86.49 

20.00 

17.30 

0.0100 

0.0046 

13.41 

100 

86.59 

20.00 

17.32 

0.0100 

0.0001 














































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Bhander Sandstone 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Bhander Sandstone 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Bhander Sandstone 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Bhander Sandstone 

Bhander Sandstone 

Bhander Sandstone 

Bhander Sandstone 

Bhander Sandstone 

Bhander Sandstone 

Bhander Sandstone 

Bhander Sandstone 

Bhander Sandstone 

Bhander Sandstone 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

13.41 

100 

86.59 

20.00 

17.32 

0.0100 

0.0000 

11.64 

100 

88.36 

20.00 

17.67 

0.0100 

0.2946 

14.84 

100 

85.16 

20.00 

17.03 

0.0100 

0.1423 

14.84 

100 

85.16 

20.00 

17.03 

0.0100 

0.1012 

15.24 

100 

84.76 

20.00 

16.95 

0.0100 

0.1402 

19.36 

100 

80.64 

20.00 

16.13 

0.0100 

0.7306 

11.63 

100 

88.37 

20.00 

17.67 

0.0100 

0.0131 

16.74 

100 

83.26 

20.00 

16.65 

0.0100 

0.2180 

12.95 

100 

87.05 

20.00 

17.41 

0.0100 

0.2971 

16.65 

100 

83.35 

20.00 

16.67 

0.0100 

0.3054 

23.18 

100 

76.82 

20.00 

15.36 

0.0100 

0.0123 

9.17 

90 

80.83 

10.00 

8.08 

0.0020 

0.0012 

9.17 

100 

90.83 

20.00 

18.17 

0.0100 

0.5063 

18.02 

100 

81.98 

20.00 

16.40 

0.0100 

0.6204 

17.43 

100 

82.57 

20.00 

16.51 

0.0100 

0.0044 

10.97 

100 

89.03 

20.00 

17.81 

0.0100 

0.5009 

14.65 

100 

85.35 

20.00 

17.07 

0.0100 

0.4690 

15.09 

100 

84.92 

20.00 

16.98 

0.0100 

0.0195 

12.81 

100 

87.19 

20.00 

17.44 

0.0100 

0.5038 

12.11 

90 

77.89 

10.00 

7.79 

0.0020 

0.0033 

15.28 

100 

84.72 

20.00 

16.94 

0.0100 

0.4030 

13.78 

100 

86.22 

20.00 

17.24 

0.0100 

0.2104 

18.97 

100 

81.03 

20.00 

16.21 

0.0100 

0.2601 

16.98 

100 

83.02 

20.00 

16.60 

0.0100 

0.0049 

15.70 

100 

84.30 

20.00 

16.86 

0.0100 

0.0789 

13.80 

100 

86.20 

20.00 

17.24 

0.0100 

0.5597 

11.68 

100 

88.32 

20.00 

17.66 

0.0100 

0.6171 

18.68 

100 

81.32 

20.00 

16.26 

0.0100 

0.1198 

9.05 

90 

80.95 

10.00 

8.09 

0.0020 

0.0205 

9.05 

100 

90.95 

20.00 

18.19 

0.0100 

0.0342 

18.75 

100 

81.25 

20.00 

16.25 

0.0100 

0.2632 

17.37 

100 

82.63 

20.00 

16.53 

0.0100 

0.3555 

19.80 

100 

80.20 

20.00 

16.04 

0.0100 

0.4765 

19.56 

100 

80.44 

20.00 

16.09 

0.0100 

0.1722 

14.50 

100 

85.50 

20.00 

17.10 

0.0100 

0.5525 

13.83 

100 

86.17 

20.00 

17.23 

0.0100 

0.2130 

12.83 

100 

87.17 

20.00 

17.43 

0.0100 

0.0612 

17.48 

100 

82.52 

20.00 

16.50 

0.0100 

0.3299 

10.66 

100 

89.34 

20.00 

17.87 

0.0100 

0.1405 

11.39 

100 

88.61 

20.00 

17.72 

0.0100 

0.1567 

12.33 

100 

87.67 

20.00 

17.53 

0.0100 

0.3163 

6.04 

100 

93.96 

20.00 

18.79 

0.0100 

0.1442 

14.89 

100 

85.11 

20.00 

17.02 

0.0100 

0.4397 

20.54 

100 

79.46 

20.00 

15.89 

0.0100 

0.2685 

18.36 

100 

81.64 

20.00 

16.33 

0.0100 

0.5047 

14.62 

90 

75.38 

10.00 

7.54 

0.0020 

0.0867 

11.14 

90 

78.86 

10.00 

7.89 

0.0020 

0.0676 

9.52 

90 

80.48 

10.00 

8.05 

0.0020 

0.0239 

9.52 

90 

80.48 

10.00 

8.05 

0.0020 

0.0288 

6.25 

90 

83.75 

10.00 

8.37 

0.0020 

0.0059 

9.57 

90 

80.43 

10.00 

8.04 

0.0020 

0.0253 

8.40 

90 

81.60 

10.00 

8.16 

0.0020 

0.0065 

8.40 

90 

81.60 

10.00 

8.16 

0.0020 

0.0211 

13.87 

90 

76.13 

10.00 

7.61 

0.0020 

0.0476 

12.69 

90 

77.31 

10.00 

7.73 

0.0020 

0.0901 





























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Chilakhur 


Davopura 


Dhannu Ka Pura 


Dhaur 


Dheemiri 


Gadarpura 


Gumanpura 


Halle Ka Pura 


Harjoopura 


Jhinna 


Jindapura 


Kachhpura 


Kankor 


Kankret 


Khairari 


Khanpura 


Kharagpura 


Khauri Ibrahimpur 


Khokhala 


Khoole Ka Pura 


Matiyawas 


Mohari 


Na 


Nawaloo Ka Pura 


Noorpur 


Pipret 


Rahrai 


Ramphal Ka Pura 


Rampur 


05001019 


Ranpura 


Reechhai 


Salempur Pati 


Salempur Rawatpati 


Sanaura 


Sikarra 


Tajpur 


Tamoti 


Tarwa 


Todpura 


Tontri 


Totpura 


Adampur 


Census Code 


0808000101109700 


0808000101105800 


0808000201119800 


0808000101108100 


0808000201120200 


0808000201121100 


0808000101109200 


0808000201121400 


0808000101107600 


0808000101110100 


0808000101109600 


0808000101112900 


0808000101107900 


0808000101110500 


0808000201120500 


0808000101108200 


0808000101108000 


0808000201120400 


0808000101110200 


0808000201119900 


0808000101109400 


0808000101106700 


0808000108900001 


0808000101105300 


0808000101109900 


0808000101110400 


0808000101112700 


0808000101105400 


0808000101106600 


0808000201121300 


0808000201121200 


0808000101109800 


0808000101105500 


0808000201121000 


0808000201120000 


0808000101109300 


0808000201120300 


0808000101112800 


0808000201120100 


0808000201123700 


0808000201120900 


0808000201122300 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Command 

Older Alluvium 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 

Fresh 

Non-command 

Bhander Sandstone 



3.22 Fresh 



2.45 Fresh 


0.97 Fresh 


3.67 Fresh 


2.18 Fresh 


4.70 Fresh 


3.26 Fresh 


4.17 Fresh 


4.84 Fresh 


5.67 Fresh 


1.88 Fresh 


5.02 Fresh 


2.11 Fresh 


2.32 Fresh 


5.61 Fresh 


1.82 Fresh 


0.93 Fresh 


1.60 Fresh 


3.19 Fresh 


0.32 Fresh 


5.40 Fresh 



2.92 Fresh 


1.62 Fresh 


0.67 Fresh 


6.36 Fresh 


9.16 Fresh 


2.60 Fresh 


8.37 Fresh 


6.35 Fresh 


9.75 Fresh 


3.23 Fresh 


7.79 Fresh 


10.33 Fresh 


4.78 Fresh 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Bhander Sandstone 


Older Alluvium 


Older Alluvium 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 



Older Alluvium 


Bhander Sandstone 


Bhander Sandstone 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

14.17 

90 

75.83 

10.00 

7.58 

0.0020 

0.0713 

9.40 

100 

90.60 

20.00 

18.12 

0.0100 

0.0007 

9.96 

90 

80.04 

10.00 

8.00 

0.0020 

0.0102 

9.03 

90 

80.97 

10.00 

8.10 

0.0020 

0.0079 

9.78 

90 

80.22 

10.00 

8.02 

0.0020 

0.1284 

12.56 

90 

77.44 

10.00 

7.74 

0.0020 

0.0211 

6.97 

90 

83.03 

10.00 

8.30 

0.0020 

0.0477 

13.98 

90 

76.02 

10.00 

7.60 

0.0020 

0.0549 

8.87 

90 

81.13 

10.00 

8.11 

0.0020 

0.0126 

8.87 

90 

81.13 

10.00 

8.11 

0.0020 

0.0105 

13.35 

100 

86.65 

20.00 

17.33 

0.0100 

0.2717 

13.35 

100 

86.65 

20.00 

17.33 

0.0100 

0.1124 

14.17 

90 

75.83 

10.00 

7.58 

0.0020 

0.0343 

14.48 

90 

75.52 

10.00 

7.55 

0.0020 

0.0147 

9.45 

90 

80.55 

10.00 

8.05 

0.0020 

0.0005 

9.79 

90 

80.21 

10.00 

8.02 

0.0020 

0.0248 

9.79 

90 

80.21 

10.00 

8.02 

0.0020 

0.0066 

12.78 

90 

77.22 

10.00 

7.72 

0.0020 

0.0224 

7.45 

90 

82.55 

10.00 

8.26 

0.0020 

0.0029 

7.45 

100 

92.55 

20.00 

18.51 

0.0100 

0.1401 

5.76 

90 

84.24 

10.00 

8.42 

0.0020 

0.0588 

9.87 

90 

80.13 

10.00 

8.01 

0.0020 

0.0774 

9.87 

90 

80.13 

10.00 

8.01 

0.0020 

0.0000 

8.13 

90 

81.87 

10.00 

8.19 

0.0020 

0.0235 

14.48 

90 

75.52 

10.00 

7.55 

0.0020 

0.0195 

10.34 

90 

79.66 

10.00 

7.97 

0.0020 

0.0800 

13.37 

90 

76.63 

10.00 

7.66 

0.0020 

0.0323 

8.41 

90 

81.59 

10.00 

8.16 

0.0020 

0.0071 

8.41 

90 

81.59 

10.00 

8.16 

0.0020 

0.0211 

13.69 

90 

76.31 

10.00 

7.63 

0.0020 

0.0030 

10.61 

100 

89.39 

20.00 

17.88 

0.0100 

0.0848 

10.61 

100 

89.39 

20.00 

17.88 

0.0100 

0.0293 

14.63 

90 

75.37 

10.00 

7.54 

0.0020 

0.0140 

14.49 

90 

75.51 

10.00 

7.55 

0.0020 

0.0241 

12.69 

90 

77.31 

10.00 

7.73 

0.0020 

0.0197 

13.20 

100 

86.80 

20.00 

17.36 

0.0100 

0.0472 

8.88 

90 

81.12 

10.00 

8.11 

0.0020 

0.0064 

8.88 

100 

91.12 

20.00 

18.22 

0.0100 

0.2181 

8.88 

90 

81.12 

10.00 

8.11 

0.0020 

0.0154 

8.88 

100 

91.12 

20.00 

18.22 

0.0100 

0.3317 

14.31 

90 

75.69 

10.00 

7.57 

0.0020 

0.0443 

13.59 

90 

76.41 

10.00 

7.64 

0.0020 

0.0221 

14.63 

90 

75.37 

10.00 

7.54 

0.0020 

0.0101 

11.81 

100 

88.19 

20.00 

17.64 

0.0100 

0.3425 

11.81 

100 

88.19 

20.00 

17.64 

0.0100 

0.4235 

13.89 

90 

76.11 

10.00 

7.61 

0.0020 

0.0711 

13.35 

90 

76.65 

10.00 

7.66 

0.0020 

0.0398 

9.93 

90 

80.07 

10.00 

8.01 

0.0020 

0.1341 

9.00 

90 

81.00 

10.00 

8.10 

0.0020 

0.1021 

9.00 

90 

81.00 

10.00 

8.10 

0.0020 

0.0001 

12.12 

90 

77.88 

10.00 

7.79 

0.0020 

0.0664 

12.65 

90 

77.35 

10.00 

7.74 

0.0020 

0.0500 

11.08 

100 

88.92 

20.00 

17.78 

0.0100 

0.0982 

11.65 

90 

78.35 

10.00 

7.84 

0.0020 

0.0122 

13.68 

90 

76.32 

10.00 

7.63 

0.0020 

0.0154 




































































































































































































































































































































































































































































































































































































































































































































































Koyla 

0808000201121800 

3.65 

Kuhawani 

0808000201123200 

4.60 


Maharajpur_|0808000201122700 | 2.78 


Maharajpura 

0808000201132800 

2.26 

Mirpura 

0808000201123000 

1.24 


Na 

0808000208900003 

4.53 

Nadroli 

0808000201132600 

1.67 

Nawaloo Ka Pura 

0808000101105300 

1.82 

Nidhara 

0808000201123100 

4.78 


Puramdari 

0808000201124000 

2.09 

Rampur 

0808000101106600 

5.40 


Reechhai 

0808000201121200 

1.62 

Reti 

0808000201123900 

3.20 

Rewai 

0808000201120800 

4.92 


Command 

Fresh Non-command 

Fresh Command 

Command 

Fresh Non-command 

Command 

Fresh Non-command 

Fresh Non-command 

Command 

Fresh Non-command 

Fresh Non-command 

Fresh Non-command 

Fresh Non-command 

Command 

Fresh Non-command 

Fresh Non-command 

Command 

Fresh Non-command 

Fresh Non-command 


Fresh Non-command 

Command 


Rudh Ka Pura 

0808000201122600 

0.79 

Rundh Nidhara 

0808000201122900 

0.98 

Sagaur 

0808000201122200 

1.73 


Salemabad 0808000201122400 0.77 


Salempur Rawatpati 

0808000101105500 

6.36 

Sanaura 

0808000201121000 

9.16 


Command 


Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Command 

Fresh 

Non-command 


Command 

Fresh 

Non-command 

Fresh 

Non-command 


Hydrogeological Unit 



Bhander 


Older All 


Older All 


Older All 


Bhander 


Bhander 


Older All 


Bhander 


Bhander 


Older All 


Older All 


Older All 


Bhander 


Bhander 


Bhander 


Older All 


Bhander 


Bhander 


Bhander 


Bhander 


Older All 


Older All 


Bhander 


Older All 


Bhander 


Older All 


Bhander 


Bhander 


Older All 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Older All 


Bhander 


Bhander 


Older All 


Older All 


Older All 


Bhander 


Older All 


Bhander 


Bhander 


Older All 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Bhander 


Older All 


Bhander 


Sandstone 


uvium 


uvium 


uvium 


Sandstone 


Sandstone 


uvium 


Sandstone 


Sandstone 


uvium 


uvium 


uvium 


Sandstone 


Sandstone 


Sandstone 


uvium 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


uvium 


uvium 


Sandstone 


uvium 


Sandstone 


uvium 


Sandstone 


Sandstone 


uvium 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


uvium 


Sandstone 


Sandstone 


uvium 


uvium 


uvium 


Sandstone 


uvium 


Sandstone 


Sandstone 


uvium 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


Sandstone 


uvium 


Sandstone 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

13.68 

90 

76.32 

10.00 

7.63 

0.0020 

0.0061 

13.75 

100 

86.25 

20.00 

17.25 

0.0100 

0.0775 

8.73 

100 

91.27 

20.00 

18.25 

0.0100 

0.0000 

8.73 

100 

91.27 

20.00 

18.25 

0.0100 

0.0277 

16.78 

90 

73.22 

10.00 

7.32 

0.0020 

0.0096 

4.87 

90 

85.13 

10.00 

8.51 

0.0020 

0.0001 

4.87 

100 

95.13 

20.00 

19.03 

0.0100 

0.3143 

6.02 

90 

83.98 

10.00 

8.40 

0.0020 

0.0003 

6.02 

90 

83.98 

10.00 

8.40 

0.0020 

0.0102 

6.02 

100 

93.98 

20.00 

18.80 

0.0100 

0.2442 

10.52 

100 

89.48 

20.00 

17.90 

0.0100 

0.1930 

10.52 

100 

89.48 

20.00 

17.90 

0.0100 

0.0003 

13.90 

90 

76.10 

10.00 

7.61 

0.0020 

0.0317 

9.78 

90 

80.22 

10.00 

8.02 

0.0020 

0.0000 

12.56 

90 

77.44 

10.00 

7.74 

0.0020 

0.0367 

8.13 

100 

91.87 

20.00 

18.37 

0.0100 

0.0172 

14.52 

90 

75.48 

10.00 

7.55 

0.0020 

0.0193 

14.52 

90 

75.48 

10.00 

7.55 

0.0020 

0.0080 

12.61 

90 

77.39 

10.00 

7.74 

0.0020 

0.0452 

7.45 

90 

82.55 

10.00 

8.26 

0.0020 

0.0024 

7.45 

100 

92.55 

20.00 

18.51 

0.0100 

0.3269 

7.45 

100 

92.55 

20.00 

18.51 

0.0100 

0.0761 

8.13 

90 

81.87 

10.00 

8.19 

0.0020 

0.0649 

8.13 

100 

91.87 

20.00 

18.37 

0.0100 

0.0194 

8.13 

90 

81.87 

10.00 

8.19 

0.0020 

0.0025 

8.13 

100 

91.87 

20.00 

18.37 

0.0100 

0.0027 

13.60 

90 

76.40 

10.00 

7.64 

0.0020 

0.0133 

9.17 

90 

80.83 

10.00 

8.08 

0.0020 

0.0065 

9.17 

100 

90.83 

20.00 

18.17 

0.0100 

0.2430 

12.11 

90 

77.89 

10.00 

7.79 

0.0020 

0.0289 

12.11 

90 

77.89 

10.00 

7.79 

0.0020 

0.0112 

13.59 

90 

76.41 

10.00 

7.64 

0.0020 

0.0075 

11.54 

90 

78.46 

10.00 

7.85 

0.0020 

0.0170 

11.54 

90 

78.46 

10.00 

7.85 

0.0020 

0.0025 

13.70 

90 

76.30 

10.00 

7.63 

0.0020 

0.0007 

12.88 

90 

77.12 

10.00 

7.71 

0.0020 

0.0078 

10.61 

100 

89.39 

20.00 

17.88 

0.0100 

0.0000 

9.05 

90 

80.95 

10.00 

8.09 

0.0020 

0.0227 

9.05 

90 

80.95 

10.00 

8.09 

0.0020 

0.0311 

12.83 

100 

87.17 

20.00 

17.43 

0.0100 

0.1875 

8.88 

100 

91.12 

20.00 

18.22 

0.0100 

0.0702 

8.88 

100 

91.12 

20.00 

18.22 

0.0100 

0.0106 

13.59 

90 

76.41 

10.00 

7.64 

0.0020 

0.0015 

11.39 

100 

88.61 

20.00 

17.72 

0.0100 

0.3507 

8.31 

90 

81.69 

10.00 

8.17 

0.0020 

0.0491 

8.31 

90 

81.69 

10.00 

8.17 

0.0020 

0.0251 

8.31 

100 

91.69 

20.00 

18.34 

0.0100 

0.0693 

13.74 

90 

76.26 

10.00 

7.63 

0.0020 

0.0120 

13.26 

90 

76.74 

10.00 

7.67 

0.0020 

0.0150 

13.95 

90 

76.05 

10.00 

7.60 

0.0020 

0.0210 

13.95 

90 

76.05 

10.00 

7.60 

0.0020 

0.0053 

14.46 

90 

75.54 

10.00 

7.55 

0.0020 

0.0025 

14.46 

90 

75.54 

10.00 

7.55 

0.0020 

0.0071 

11.81 

100 

88.19 

20.00 

17.64 

0.0100 

0.0223 

13.89 

90 

76.11 

10.00 

7.61 

0.0020 

0.0683 






























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 


Census Code 




Beerpur 


Bijauli 


Dheemri 


Dhwajpura 


Dubepura 


Garhi Chatola 


Garhi Jakhoda 


0808000201123600 


0808000201122800 


0808000201121900 


0808000201120300 


0808000201123700 


0808000201120900 


0808000201122100 


0808000201126600 


0808000201129500 


0808000301139600 


0808000201130100 


0808000301149000 


0808000201126500 


0808000201136400 


0808000201136100 


0808000401165300 


0808000201130000 


0808000301148700 


0808000301144700 


0808000201130400 


Gurja 


Jagariyapura 


Janpura 


Khanpura 


0808000201126300 


0808000301148800 


0808000201136200 


0808000401166900 


Kolua 


Kookpur 


Lalonihar 


Lohare Ka Pura 


Marholi 



Nagla Dulhekhan 


Nakatpura 


0808000201126200 


0808000401167100 


0808000201126700 


0808000201126800 


0808000201130200 


0808000201130300 


0808000201127000 


0808000401166000 


Neem Khera 


Nibhi 


0808000201126100 


0808000401167000 


Nunhera 


Pai Ka Pura 


Pathaina 


Pidawali 


Poothpura 



Vikrampura 


0808000301139500 


0808000201126400 


0808000301148900 


0808000201126900 


0808000401165400 


0808000401166200 


0808000401166300 


0808000301144600 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Fresh 

Non-command 


Command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 


Command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 


Non-command 


Command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 


Command 

Fresh 

Non-command 


Hydrogeological Unit 



Older All 


Older All 


Bhander 


Bhander 


Bhander 


Older All 


Older All 


Bhander 


Bhander 


Older All 


Older All 


Older All 


Older All 


Older All 


Older All 


Bhander 


Bhander 


Older All 


Older All 


Older All 


Older All 


Bhander 


Older All 


Bhander 


Older All 


Older All 


Bhander 


Bhander 


Bhander 


Older All 


Bhander 


Older All 


Older All 


Bhander 


Older All 


Bhander 


Older All 


Bhander 


Older All 


Bhander 


Older All 


Older All 


Bhander 


Bhander 


Older All 


Older All 


Older All 


Older All 


Bhander 


Older All 


Bhander 


Older All 


Bhander 


Bhander 


Older All 


uvium 


uvium 


Sandstone 


Sandstone 


Sandstone 


uvium 


uvium 


Sandstone 


Sandstone 


uvium 


uvium 


uvium 


uvium 


uvium 


uvium 


Sandstone 


Sandstone 


uvium 


uvium 


uvium 


uvium 


Sandstone 


uvium 


Sandstone 


uvium 


uvium 


Sandstone 


Sandstone 


Sandstone 


uvium 


Sandstone 


uvium 


uvium 


Sandstone 


uvium 


Sandstone 


uvium 


Sandstone 


uvium 


Sandstone 


uvium 


uvium 


Sandstone 


Sandstone 


uvium 


uvium 


uvium 


uvium 


Sandstone 


uvium 


Sandstone 


uvium 


Sandstone 


Sandstone 


uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

6.04 

100 

93.96 

20.00 

18.79 

0.0100 

0.0501 

6.04 

100 

93.96 

20.00 

18.79 

0.0100 

1.1815 

13.87 

90 

76.13 

10.00 

7.61 

0.0020 

0.0413 

13.26 

90 

76.74 

10.00 

7.67 

0.0020 

0.0167 

9.00 

90 

81.00 

10.00 

8.10 

0.0020 

0.0007 

11.08 

100 

88.92 

20.00 

17.78 

0.0100 

0.6302 

11.08 

100 

88.92 

20.00 

17.78 

0.0100 

0.4987 

11.65 

90 

78.35 

10.00 

7.84 

0.0020 

0.1497 

13.87 

90 

76.13 

10.00 

7.61 

0.0020 

0.0313 

14.24 

100 

85.76 

20.00 

17.15 

0.0100 

0.1695 

17.69 

100 

82.31 

20.00 

16.46 

0.0100 

0.2447 

19.57 

100 

80.43 

20.00 

16.09 

0.0100 

0.0152 

15.79 

100 

84.21 

20.00 

16.84 

0.0100 

0.6268 

24.64 

100 

75.36 

20.00 

15.07 

0.0100 

0.0111 

18.98 

100 

81.02 

20.00 

16.20 

0.0100 

0.4764 

6.29 

90 

83.71 

10.00 

8.37 

0.0020 

0.0000 

8.57 

90 

81.43 

10.00 

8.14 

0.0020 

0.0075 

11.07 

100 

88.93 

20.00 

17.79 

0.0100 

0.2290 

15.83 

100 

84.17 

20.00 

16.83 

0.0100 

0.0153 

30.35 

100 

69.65 

20.00 

13.93 

0.0100 

0.1094 

23.66 

100 

76.34 

20.00 

15.27 

0.0100 

0.0943 

10.33 

90 

79.67 

10.00 

7.97 

0.0020 

0.0502 

10.33 

100 

89.67 

20.00 

17.93 

0.0100 

0.0207 

10.33 

90 

79.67 

10.00 

7.97 

0.0020 

0.0091 

27.58 

100 

72.42 

20.00 

14.48 

0.0100 

0.3536 

33.20 

100 

66.80 

20.00 

13.36 

0.0100 

0.0331 

9.31 

90 

80.69 

10.00 

8.07 

0.0020 

0.0029 

10.43 

90 

79.57 

10.00 

7.96 

0.0020 

0.0040 

10.43 

90 

79.57 

10.00 

7.96 

0.0020 

0.0024 

23.18 

100 

76.82 

20.00 

15.36 

0.0100 

0.4015 

7.75 

90 

82.25 

10.00 

8.23 

0.0020 

0.0037 

15.09 

100 

84.92 

20.00 

16.98 

0.0100 

0.4261 

12.81 

100 

87.19 

20.00 

17.44 

0.0100 

0.0376 

15.70 

90 

74.30 

10.00 

7.43 

0.0020 

0.0039 

15.70 

100 

84.30 

20.00 

16.86 

0.0100 

0.4632 

12.83 

90 

77.17 

10.00 

7.72 

0.0020 

0.0273 

12.83 

100 

87.17 

20.00 

17.43 

0.0100 

0.1407 

12.83 

90 

77.17 

10.00 

7.72 

0.0020 

0.0007 

11.68 

100 

88.32 

20.00 

17.66 

0.0100 

0.0188 

10.14 

90 

79.86 

10.00 

7.99 

0.0020 

0.0059 

10.14 

100 

89.86 

20.00 

17.97 

0.0100 

0.2142 

18.68 

100 

81.32 

20.00 

16.26 

0.0100 

0.4629 

9.75 

90 

80.25 

10.00 

8.02 

0.0020 

0.0362 

9.75 

90 

80.25 

10.00 

8.02 

0.0020 

0.0005 

17.37 

100 

82.63 

20.00 

16.53 

0.0100 

0.0063 

20.53 

100 

79.47 

20.00 

15.89 

0.0100 

0.4504 

33.27 

100 

66.73 

20.00 

13.35 

0.0100 

0.0067 

14.50 

100 

85.50 

20.00 

17.10 

0.0100 

0.1441 

9.14 

90 

80.86 

10.00 

8.09 

0.0020 

0.0008 

9.14 

100 

90.86 

20.00 

18.17 

0.0100 

0.1778 

11.01 

90 

78.99 

10.00 

7.90 

0.0020 

0.0100 

11.01 

100 

88.99 

20.00 

17.80 

0.0100 

0.0000 

10.48 

90 

79.52 

10.00 

7.95 

0.0020 

0.0034 

10.48 

90 

79.52 

10.00 

7.95 

0.0020 

0.0007 

20.60 

100 

79.40 

20.00 

15.88 

0.0100 

0.0107 































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 


Census Code 


Zone (Fresh 
/ Saline) 


Type of Area 

(Command / Non- Hydrogeological Unit 
command) 


River Basin: Ruparail 


Sub Basin: Ruparail 


02001001 


Adee Naka 


Ahamlaka 


Akleempur 


Alapur Jatt 


Alawal Pur 


Andhaka 


Baghor 


Baghora 


Bahadurpur Patti Katla 


Bai 


Baijalhera 


Balrampur 


Bambora 


Bandholi 


Baramda 


Barhera 


Beejwa 


Began Heri 


Berla 


Bhatkol 


Bhindoosi 


Bichpuri 


Bidarka 


Bilaspur 


Boojaka 


Chachaka 


Chamroda 


Chandigarh 


Chaundawata 


Chawandi Kalan 


Cheet Ghana 


Chor Basai 


Danwari 


Deota 


Dhamookar 


Dhaneta 


Dohli 


Dohra 


0806000600831800 


0806000400815500 


0806000600831200 


0806000400816800 


0806000600838300 


0806000400817500 


0806000400816000 


0806000500824000 


0806000700847400 


0806000400817100 


0806000400815400 


0806000600829900 


0806000500823400 


0806000600831600 


0806000600836800 


0806000400817200 


0806000600836300 


0806000400815600 


0806000400816900 


0806000500821300 


0806000400815100 


0806000400815200 


0806000500823900 


0806000400813400 


0806000500819300 


0806000600829400 


0806000500821600 


0806000500819200 


0806000600836000 


0806000500824100 


0806000400817000 


0806000500823500 


0806000500825300 


0806000600836900 


0806000500822200 


0806000500821700 


0806000600829200 


0806000600835800 


0806000500825800 


1.91 Fresh 


1.48 Fresh 


1.30 Fresh 


Saline 


2.52 Fresh 


2.95 Fresh 


4.58 Fresh 


6.38 Fresh 


5.58 Fresh 


10.35 Fresh 


2.82 Fresh 


1.73 Fresh 


2.16 Fresh 


7.56 Fresh 


1.36 Fresh 


2.70 Fresh 


2.14 Fresh 


3.30 Fresh 


4.27 Fresh 


5.95 Fresh 


2.67 Fresh 


3.76 Fresh 


2.54 Fresh 


3.23 Fresh 


3.50 Fresh 


4.57 Fresh 


6.97 Fresh 


4.11 Fresh 


5.38 Fresh 


1.64 Fresh 


1.61 Fresh 


5.96 Fresh 


2.09 Fresh 


8.01 Fresh 


3.90 Fresh 


4.65 Fresh 


3.10 Fresh 


1.41 Fresh 


5.86 Fresh 


3.05 Fresh 


Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 
Monsoon 
2010 ) 


Average 
Depth to 
Basement 
Rock, m bgl 


Utilizable 
Saturated Percent of 
Thickness, Saturated 
m Thickness, 


Utilizable Average Static 

Saturated Specific Groundwater 
Thickness, Yield of Resources, 

m Acquifer Mm 3 


1.91 

10.08 

80 

69.92 

20.00 

13.98 

0.0200 

0.5339 

1.48 

21.71 

90 

68.29 

20.00 

13.66 

0.0150 

0.3027 

1.26 

17.58 

80 

62.42 

20.00 

12.48 

0.0200 

0.3153 

0.04 

17.58 

80 

62.42 

20.00 

12.48 

0.0200 

0.0105 

2.46 

20.58 

90 

69.42 

20.00 

13.88 

0.0150 

0.5116 

0.06 

20.58 

80 

59.42 

5.00 

2.97 

0.0015 

0.0003 

0.35 

20.09 

80 

59.91 

20.00 

11.98 

0.0200 

0.0832 

3.13 

17.59 

90 

72.41 

20.00 

14.48 

0.0150 

0.6799 

1.37 

17.59 

80 

62.41 

5.00 

3.12 

0.0015 

0.0064 

0.02 

16.49 

90 

73.51 

20.00 

14.70 

0.0150 

0.0046 

0.06 

16.49 

80 

63.51 

5.00 

3.18 

0.0015 

0.0003 

5.12 

18.96 

65 

46.04 

20.00 

9.21 

0.0200 

0.9427 

0.08 

15.49 

65 

49.51 

20.00 

9.90 

0.0200 

0.0156 

2.82 

25.09 

90 

64.91 

20.00 

12.98 

0.0150 

0.5488 

1.49 

21.53 

90 

68.47 

20.00 

13.69 

0.0150 

0.3068 

0.24 

21.53 

80 

58.47 

5.00 

2.92 

0.0015 

0.0010 

2.14 

16.87 

80 

63.13 

20.00 

12.63 

0.0200 

0.5397 

0.09 

31.27 

65 

33.73 

20.00 

6.75 

0.0200 

0.0126 

1.19 

12.59 

80 

67.41 

20.00 

13.48 

0.0200 

0.3207 

1.03 

18.40 

80 

61.60 

20.00 

12.32 

0.0200 

0.2531 

1.49 

18.40 

100 

81.60 

5.00 

4.08 

0.0015 

0.0091 

2.07 

26.60 

90 

63.40 

20.00 

12.68 

0.0150 

0.3943 

0.05 

26.60 

80 

53.40 

5.00 

2.67 

0.0015 

0.0002 

3.30 

16.98 

80 

63.02 

20.00 

12.60 

0.0200 

0.8312 

4.27 

21.28 

90 

68.72 

20.00 

13.74 

0.0150 

0.8802 

5.56 

19.72 

90 

70.28 

20.00 

14.06 

0.0150 

1.1717 

0.39 

19.72 

80 

60.28 

5.00 

3.01 

0.0015 

0.0018 

2.42 

26.92 

65 

38.08 

20.00 

7.62 

0.0200 

0.3686 

0.13 

26.92 

80 

53.08 

5.00 

2.65 

0.0015 

0.0005 

3.74 

21.26 

90 

68.74 

20.00 

13.75 

0.0150 

0.7702 

2.54 

21.50 

90 

68.50 

20.00 

13.70 

0.0150 

0.5210 

2.59 

26.11 

65 

38.89 

20.00 

7.78 

0.0200 

0.4031 

3.36 

22.41 

90 

67.59 

20.00 

13.52 

0.0150 

0.6818 

0.14 

22.41 

80 

57.59 

5.00 

2.88 

0.0015 

0.0006 

3.49 

21.53 

65 

43.47 

20.00 

8.69 

0.0200 

0.6077 

0.97 

21.53 

80 

58.47 

5.00 

2.92 

0.0015 

0.0042 

1.24 

21.64 

80 

58.36 

20.00 

11.67 

0.0200 

0.2904 

3.99 

22.85 

65 

42.15 

20.00 

8.43 

0.0200 

0.6724 

2.68 

21.77 

65 

43.23 

20.00 

8.65 

0.0200 

0.4643 

1.64 

16.30 

80 

63.70 

20.00 

12.74 

0.0200 

0.4167 

1.53 

19.06 

65 

45.94 

20.00 

9.19 

0.0200 

0.2809 

5.60 

21.96 

90 

68.04 

20.00 

13.61 

0.0150 

1.1433 

1.44 

30.91 

65 

34.09 

20.00 

6.82 

0.0200 

0.1963 

0.51 

30.91 

80 

49.09 

5.00 

2.45 

0.0015 

0.0019 

4.02 

29.87 

65 

35.13 

20.00 

7.03 

0.0200 

0.5652 

2.92 

29.87 

80 

50.13 

5.00 

2.51 

0.0015 

0.0110 

0.94 

18.29 

80 

61.71 

20.00 

12.34 

0.0200 

0.2327 

1.60 

18.29 

100 

81.71 

5.00 

4.09 

0.0015 

0.0098 

0.06 

31.10 

65 

33.90 

20.00 

6.78 

0.0200 

0.0082 

2.87 

24.85 

65 

40.15 

20.00 

8.03 

0.0200 

0.4614 

1.37 

17.17 

80 

62.83 

20.00 

12.57 

0.0200 

0.3443 

0.39 

9.45 

80 

70.55 

20.00 

14.11 

0.0200 

0.1087 

0.07 

23.80 

65 

41.20 

20.00 

8.24 

0.0200 

0.0110 


































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Dotana 


Faizpur 


Gahankhar 


Garhi 


Golki 


Goojarpur Kalan 


Gothra 


Hajipur 


Hasanpur Mafi 


Ibrahimpur Mafi 


Jairoli 


Jaistika 


Jakopur 


Kala Ghata 


Kalsawara 


Karoli Jageer 


Karoli Khalsa 


Khalilpuri 


Khedli Jhanda 


Khilora 


Khoh 


Khoha 


Khohar 


Khohra Karmali 


Khohra Peepli 


Khojaka 


0806000400816700 


0806000500819500 


0806000400814500 


0806000600829100 


0806000600838100 


0806000600831500 


0806000400814900 


0806000600837300 


0806000400813200 


0806000400813600 


0806000400817400 


0806000500822100 


0806000600839600 


0806000600830100 


0806000600830200 


0806000600839500 


0806000600839700 


0806000400813500 



0806000600838200 


0806000600831900 


0806000600828600 


0806000500826100 


0806000600837200 


0806000600829700 


0806000500825400 


0806000500821500 


0806000600836200 


0806000500825700 


Zone (Fresh 
/ Saline) 



2.85 Fresh 


1.05 Fresh 


4.34 Fresh 


1.59 Fresh 


Saline 


7.66 Fresh 



2.42 Fresh 


4.12 Fresh 


4.65 Fresh 


3.55 Fresh 


4.52 Fresh 




0.62 Fresh 


17.29 Fresh 


2.56 Fresh 


1.43 Fresh 


2.57 Fresh 


2.46 Fresh 


1.12 Fresh 


0.44 Fresh 


3.44 Fresh 


1.87 Fresh 


Saline 


1.22 Fresh 


Saline 


1.84 Fresh 


7.55 Fresh 


6.54 Fresh 


10.92 Fresh 


1.02 Fresh 


5.32 Fresh 


2.80 Fresh 


1.31 Fresh 


2.28 Fresh 


1.65 Fresh 



Kota Kalan 


Kutiyapur 


0806000600829300 


0806000500823700 


1.83 Fresh 


1.86 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Slate 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

23.80 

80 

56.20 

5.00 

2.81 

0.0015 

0.0003 

30.95 

65 

34.05 

20.00 

6.81 

0.0200 

0.3326 

30.95 

80 

49.05 

5.00 

2.45 

0.0015 

0.0141 

21.52 

90 

68.48 

20.00 

13.70 

0.0150 

0.5798 

21.55 

65 

43.45 

20.00 

8.69 

0.0200 

0.1825 

17.26 

90 

72.74 

20.00 

14.55 

0.0150 

0.0545 

17.37 

80 

62.63 

20.00 

12.53 

0.0200 

0.3915 

17.37 

80 

62.63 

20.00 

12.53 

0.0200 

0.0057 

30.62 

65 

34.38 

20.00 

6.88 

0.0200 

0.5387 

30.62 

80 

49.38 

5.00 

2.47 

0.0015 

0.0120 

17.17 

90 

72.83 

20.00 

14.57 

0.0150 

0.3048 

17.17 

80 

62.83 

5.00 

3.14 

0.0015 

0.0143 

19.67 

80 

60.33 

20.00 

12.07 

0.0200 

0.4540 

14.98 

80 

65.02 

20.00 

13.00 

0.0200 

1.0709 

21.55 

90 

68.46 

20.00 

13.69 

0.0150 

0.0143 

18.47 

80 

61.53 

20.00 

12.31 

0.0200 

0.8744 

20.97 

90 

69.03 

20.00 

13.81 

0.0150 

0.2694 

20.97 

80 

59.03 

5.00 

2.95 

0.0015 

0.0010 

28.27 

65 

36.73 

20.00 

7.35 

0.0200 

0.3054 

28.27 

80 

51.73 

5.00 

2.59 

0.0015 

0.0046 

23.95 

90 

66.05 

20.00 

13.21 

0.0150 

0.0629 

17.68 

90 

72.32 

20.00 

14.46 

0.0150 

2.6518 

17.68 

80 

62.32 

5.00 

3.12 

0.0015 

0.0206 

29.04 

65 

35.96 

20.00 

7.19 

0.0200 

0.3510 

18.14 

80 

61.86 

20.00 

12.37 

0.0200 

0.3535 

16.91 

80 

63.09 

20.00 

12.62 

0.0200 

0.6196 

16.91 

80 

63.09 

20.00 

12.62 

0.0200 

0.6073 

18.77 

80 

61.23 

20.00 

12.25 

0.0200 

0.2293 

18.77 

100 

81.23 

5.00 

4.06 

0.0015 

0.0000 

16.97 

80 

63.03 

20.00 

12.61 

0.0200 

0.1113 

23.01 

90 

66.99 

20.00 

13.40 

0.0150 

0.5950 

23.01 

80 

56.99 

5.00 

2.85 

0.0015 

0.0021 

30.99 

65 

34.01 

20.00 

6.80 

0.0200 

0.4331 

30.99 

80 

49.01 

5.00 

2.45 

0.0015 

0.0117 

17.95 

80 

62.05 

20.00 

12.41 

0.0200 

0.4622 

17.95 

80 

62.05 

20.00 

12.41 

0.0200 

0.0012 

16.44 

80 

63.56 

20.00 

12.71 

0.0200 

0.2259 

16.44 

80 

63.56 

20.00 

12.71 

0.0200 

0.0430 

19.22 

80 

60.78 

20.00 

12.16 

0.0200 

0.4465 

10.08 

80 

69.92 

20.00 

13.98 

0.0200 

1.9369 

9.92 

80 

70.08 

20.00 

14.02 

0.0200 

1.3370 

28.87 

65 

36.13 

20.00 

7.23 

0.0200 

0.2620 

28.87 

80 

51.13 

5.00 

2.56 

0.0015 

0.0030 

18.16 

80 

61.84 

20.00 

12.37 

0.0200 

0.2332 

22.13 

80 

57.87 

20.00 

11.57 

0.0200 

0.9216 

29.57 

65 

35.43 

20.00 

7.09 

0.0200 

0.1554 

29.57 

80 

50.43 

5.00 

2.52 

0.0015 

0.0044 

22.95 

65 

42.05 

20.00 

8.41 

0.0200 

0.2206 

13.69 

80 

66.31 

20.00 

13.26 

0.0200 

0.6040 

24.96 

65 

40.04 

20.00 

8.01 

0.0200 

0.0083 

24.96 

80 

55.04 

5.00 

2.75 

0.0015 

0.0017 

28.58 

65 

36.42 

20.00 

7.28 

0.0200 

0.4683 

28.58 

80 

51.42 

5.00 

2.57 

0.0015 

0.0099 

19.15 

80 

60.85 

20.00 

12.17 

0.0200 

0.4076 

29.26 

65 

35.74 

20.00 

7.15 

0.0200 

0.1274 

















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Slate 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Slate 


Slate 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Slate 


Older Alluvium 


Slate 


Older Alluvium 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

29.26 

80 

50.74 

5.00 

2.54 

0.0015 

0.0036 

19.82 

65 

45.18 

20.00 

9.04 

0.0200 

0.1544 

23.44 

65 

41.56 

20.00 

8.31 

0.0200 

0.3599 

23.44 

80 

56.56 

5.00 

2.83 

0.0015 

0.0091 

22.85 

90 

67.15 

20.00 

13.43 

0.0150 

0.2642 

22.85 

80 

57.15 

5.00 

2.86 

0.0015 

0.0038 

27.48 

65 

37.52 

20.00 

7.50 

0.0200 

0.0829 

27.48 

80 

52.52 

5.00 

2.63 

0.0015 

0.0018 

23.13 

90 

66.87 

20.00 

13.37 

0.0150 

0.2474 

20.99 

90 

69.01 

20.00 

13.80 

0.0150 

0.2426 

21.14 

90 

68.86 

20.00 

13.77 

0.0150 

0.9300 

21.14 

80 

58.86 

5.00 

2.94 

0.0015 

0.0088 

28.07 

65 

36.93 

20.00 

7.39 

0.0200 

0.0319 

18.47 

80 

61.53 

20.00 

12.31 

0.0200 

0.6263 

21.90 

65 

43.10 

20.00 

8.62 

0.0200 

0.2217 

19.31 

80 

60.69 

20.00 

12.14 

0.0200 

0.1319 

19.31 

100 

80.69 

5.00 

4.03 

0.0015 

0.0000 

23.58 

65 

41.42 

20.00 

8.28 

0.0200 

0.2855 

18.20 

80 

61.80 

20.00 

12.36 

0.0200 

0.5870 

18.20 

100 

81.80 

5.00 

4.09 

0.0015 

0.0013 

18.55 

65 

46.45 

20.00 

9.29 

0.0200 

0.3819 

18.57 

80 

61.43 

20.00 

12.29 

0.0200 

0.6502 

30.53 

65 

34.47 

20.00 

6.89 

0.0200 

0.2154 

30.53 

80 

49.47 

5.00 

2.47 

0.0015 

0.0058 

30.16 

65 

34.84 

20.00 

6.97 

0.0200 

0.5696 

30.16 

80 

49.84 

5.00 

2.49 

0.0015 

0.0042 

17.76 

80 

62.24 

20.00 

12.45 

0.0200 

2.5674 

17.76 

100 

82.24 

5.00 

4.11 

0.0015 

0.0075 

17.76 

80 

62.24 

20.00 

12.45 

0.0200 

0.2647 

8.35 

80 

71.65 

20.00 

14.33 

0.0200 

0.0261 

16.23 

80 

63.77 

20.00 

12.75 

0.0200 

1.5668 

20.65 

90 

69.35 

20.00 

13.87 

0.0150 

0.5135 

17.75 

80 

62.25 

20.00 

12.45 

0.0200 

0.7614 

20.54 

80 

59.46 

20.00 

11.89 

0.0200 

0.0089 

20.54 

100 

79.46 

5.00 

3.97 

0.0015 

0.0017 

20.54 

100 

79.46 

5.00 

3.97 

0.0015 

0.0000 

21.81 

80 

58.19 

20.00 

11.64 

0.0200 

0.5947 

30.03 

65 

34.97 

20.00 

6.99 

0.0200 

0.0852 

30.03 

80 

49.97 

5.00 

2.50 

0.0015 

0.0036 

11.33 

80 

68.67 

20.00 

13.73 

0.0200 

0.6335 

16.95 

80 

63.05 

20.00 

12.61 

0.0200 

1.0716 

16.95 

100 

83.05 

5.00 

4.15 

0.0015 

0.0233 

17.55 

80 

62.45 

20.00 

12.49 

0.0200 

0.1714 

21.84 

65 

43.16 

20.00 

8.63 

0.0200 

0.2393 

21.84 

80 

58.16 

5.00 

2.91 

0.0015 

0.0071 

21.52 

90 

68.48 

20.00 

13.70 

0.0150 

0.3151 

21.52 

80 

58.48 

5.00 

2.92 

0.0015 

0.0081 

18.85 

80 

61.15 

20.00 

12.23 

0.0200 

2.3315 

18.85 

100 

81.15 

5.00 

4.06 

0.0015 

0.0003 

18.85 

100 

81.15 

5.00 

4.06 

0.0015 

0.0125 

18.85 

80 

61.15 

20.00 

12.23 

0.0200 

0.0032 

18.85 

100 

81.15 

5.00 

4.06 

0.0015 

0.0001 

21.06 

90 

68.94 

20.00 

13.79 

0.0150 

0.3305 

20.10 

80 

59.90 

20.00 

11.98 

0.0200 

1.3113 

16.43 

90 

73.57 

20.00 

14.71 

0.0150 

0.7047 

































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

16.43 

80 

63.57 

5.00 

3.18 

0.0015 

0.0307 

16.26 

80 

63.74 

20.00 

12.75 

0.0200 

0.6706 

16.48 

80 

63.52 

20.00 

12.70 

0.0200 

0.5595 

16.48 

80 

63.52 

20.00 

12.70 

0.0200 

0.1363 

15.33 

80 

64.67 

20.00 

12.93 

0.0200 

0.8676 

30.80 

65 

34.20 

20.00 

6.84 

0.0200 

0.2952 

30.80 

80 

49.20 

5.00 

2.46 

0.0015 

0.0088 

17.97 

80 

62.03 

20.00 

12.41 

0.0200 

0.2830 

20.10 

80 

59.90 

20.00 

11.98 

0.0200 

0.0250 

30.84 

65 

34.16 

20.00 

6.83 

0.0200 

0.0077 

16.92 

65 

48.08 

20.00 

9.62 

0.0200 

0.5608 

16.92 

80 

63.08 

5.00 

3.15 

0.0015 

0.0029 

30.86 

65 

34.14 

20.00 

6.83 

0.0200 

0.0427 

16.75 

90 

73.25 

20.00 

14.65 

0.0150 

0.7944 

16.75 

80 

63.25 

5.00 

3.16 

0.0015 

0.0004 

17.31 

80 

62.69 

20.00 

12.54 

0.0200 

0.0288 

17.31 

80 

62.69 

20.00 

12.54 

0.0200 

0.2935 

17.20 

80 

62.80 

20.00 

12.56 

0.0200 

1.8360 

16.99 

80 

63.01 

20.00 

12.60 

0.0200 

0.3324 

17.99 

90 

72.01 

20.00 

14.40 

0.0150 

0.2254 

17.99 

80 

62.01 

5.00 

3.10 

0.0015 

0.0107 

18.39 

80 

61.61 

20.00 

12.32 

0.0200 

0.2324 

18.39 

100 

81.61 

5.00 

4.08 

0.0015 

0.0007 

16.73 

80 

63.27 

20.00 

12.65 

0.0200 

0.0274 

16.79 

80 

63.21 

20.00 

12.64 

0.0200 

1.4771 

16.79 

100 

83.21 

5.00 

4.16 

0.0015 

0.0381 

18.68 

90 

71.32 

20.00 

14.26 

0.0150 

0.2344 

18.68 

80 

61.32 

5.00 

3.07 

0.0015 

0.0013 

18.93 

90 

71.07 

20.00 

14.21 

0.0150 

0.4392 

27.87 

65 

37.13 

20.00 

7.43 

0.0200 

0.3417 

14.53 

80 

65.47 

20.00 

13.09 

0.0200 

0.8534 

17.96 

80 

62.04 

20.00 

12.41 

0.0200 

0.5382 

17.54 

80 

62.46 

20.00 

12.49 

0.0200 

0.3781 

17.22 

65 

47.78 

20.00 

9.56 

0.0200 

0.5080 

17.22 

80 

62.78 

5.00 

3.14 

0.0015 

0.0230 

16.42 

90 

73.58 

20.00 

14.72 

0.0150 

0.5584 

16.42 

80 

63.58 

5.00 

3.18 

0.0015 

0.0037 

31.75 

65 

33.25 

20.00 

6.65 

0.0200 

0.8141 

31.75 

80 

48.25 

5.00 

2.41 

0.0015 

0.0041 

14.86 

80 

65.14 

20.00 

13.03 

0.0200 

0.6340 

17.92 

65 

47.08 

20.00 

9.42 

0.0200 

0.3921 

20.82 

90 

69.18 

20.00 

13.84 

0.0150 

0.4776 

18.95 

65 

46.05 

20.00 

9.21 

0.0200 

0.0369 

17.92 

80 

62.08 

20.00 

12.42 

0.0200 

0.6399 

19.20 

90 

70.80 

20.00 

14.16 

0.0150 

0.1554 

19.20 

80 

60.80 

5.00 

3.04 

0.0015 

0.0028 

20.89 

80 

59.11 

20.00 

11.82 

0.0200 

0.0181 

16.42 

80 

63.58 

20.00 

12.72 

0.0200 

0.0292 

21.61 

90 

68.40 

20.00 

13.68 

0.0150 

0.2763 

21.61 

80 

58.40 

5.00 

2.92 

0.0015 

0.0042 

19.01 

90 

70.99 

20.00 

14.20 

0.0150 

0.0191 

21.51 

65 

43.49 

20.00 

8.70 

0.0200 

0.2927 

21.51 

80 

58.49 

5.00 

2.92 

0.0015 

0.0009 

16.78 

65 

48.22 

20.00 

9.64 

0.0200 

0.5164 

20.44 

90 

69.56 

20.00 

13.91 

0.0150 

0.8394 



















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



02001002 


Tijara (M) 


Tismar 


Todli 


Vrisangpur 


Warispur 


Alampur 


Alawal Pur 


Alawara 


Badi Pokhar 


Bagar Meo 


Bagar Rajput 


Baghori 


Bahadurpur Patti Joriya 


Bahadurpur Patti Kanugo 


Bahadurpur Patti Katla 


Bahadurpur Patti Pahar 


Bahripur 


Bakayanka 


Baldeobas 


Bamboli 


Bamni Khera 


Bardod 


Barwada 


Bas Burja 


Bas Dayana 


BasaiJagta 


Bera Was 


Bere 


Bhajera 


Census Code 


0806000440603000 


0806000600828800 


0806000600828500 


0806000500824500 


0806000600828700 


0806000600837700 


0806000600838300 


0806000600843500 


0806000600832500 


0806000600834500 


0806000600841200 


0806000600835600 


0806000700847500 


0806000700847700 


0806000700847400 


0806000700847600 


0806000600837800 


0806000600838700 


0806000700848600 


0806000600841500 


0806000600841000 


0806000600835700 


0806000600844600 


0807000300986800 


0807000300986900 


0806000600835000 


0806000600835100 


0806000700848100 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Saline 

Non-command 

Older Alluvium 


2.95 Fresh 


10.00 Fresh 


2.51 Fresh 


5.10 Fresh 


7.53 Fresh 


1.20 Fresh 


2.72 Fresh 



2.04 Saline 


10.35 Fresh 




Saline 


3.90 Saline 


1.84 Fresh 


Saline 


1.47 Fresh 


1.52 Saline 


6.72 Fresh 


2.67 Fresh 


2.15 Fresh 


4.63 Fresh 


10.09 Fresh 


Saline 


5.34 Fresh 


Saline 


5.73 Fresh 


4.55 Fresh 


4.17 Fresh 


7.58 Fresh 



Boojaka 


Chandigarh 


Chandooki 


Chauma 


0806000600829400 


0806000600836000 


0806000700850600 


0806000600839300 


6.97 Fresh 


1.64 Fresh 


1.54 Fresh 


5.29 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Slate 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Quartzite 


Older Alluvium 


Phyllite & Schist 


Quartzite 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

22.30 

90 

67.70 

20.00 

13.54 

0.0150 

0.6652 

13.07 

80 

66.93 

20.00 

13.39 

0.0200 

0.2831 

10.12 

80 

69.88 

20.00 

13.98 

0.0200 

0.0342 

17.09 

65 

47.91 

20.00 

9.58 

0.0200 

0.6905 

12.02 

80 

67.98 

20.00 

13.60 

0.0200 

0.2782 

22.06 

80 

57.94 

20.00 

11.59 

0.0200 

0.1936 

22.06 

80 

57.94 

20.00 

11.59 

0.0200 

0.2475 

22.06 

100 

77.94 

5.00 

3.90 

0.0015 

0.0024 

20.09 

80 

59.91 

20.00 

11.98 

0.0200 

0.6249 

19.68 

80 

60.32 

20.00 

12.06 

0.0200 

2.4130 

40.00 

80 

40.00 

20.00 

8.00 

0.0200 

0.1269 

40.00 

80 

40.00 

5.00 

2.00 

0.0015 

0.0020 

14.46 

80 

65.54 

20.00 

13.11 

0.0200 

0.1455 

14.12 

80 

65.88 

20.00 

13.18 

0.0200 

1.4841 

14.16 

80 

65.84 

20.00 

13.17 

0.0200 

0.3022 

17.42 

65 

47.58 

20.00 

9.52 

0.0200 

0.0048 

17.42 

90 

72.58 

5.00 

3.63 

0.0015 

0.0002 

17.42 

80 

62.58 

5.00 

3.13 

0.0015 

0.0006 

17.42 

65 

47.58 

20.00 

9.52 

0.0200 

0.4626 

17.42 

90 

72.58 

5.00 

3.63 

0.0015 

0.0000 

17.42 

80 

62.58 

5.00 

3.13 

0.0015 

0.0004 

18.20 

65 

46.80 

20.00 

9.36 

0.0200 

0.3820 

15.49 

65 

49.51 

20.00 

9.90 

0.0200 

0.6109 

15.49 

90 

74.51 

5.00 

3.73 

0.0015 

0.0350 

15.49 

65 

49.51 

20.00 

9.90 

0.0200 

0.0069 

16.13 

65 

48.87 

20.00 

9.77 

0.0200 

0.5895 

16.13 

90 

73.87 

5.00 

3.69 

0.0015 

0.0137 

16.13 

65 

48.87 

20.00 

9.77 

0.0200 

0.6203 

18.45 

65 

46.55 

20.00 

9.31 

0.0200 

0.7267 

22.37 

80 

57.63 

20.00 

11.53 

0.0200 

0.2998 

22.37 

80 

57.63 

20.00 

11.53 

0.0200 

0.1240 

22.28 

80 

57.72 

20.00 

11.54 

0.0200 

0.3404 

43.33 

65 

21.67 

20.00 

4.33 

0.0200 

0.1317 

24.50 

80 

55.50 

20.00 

11.10 

0.0200 

0.0004 

15.75 

80 

64.25 

20.00 

12.85 

0.0200 

0.6641 

15.75 

80 

64.25 

5.00 

3.21 

0.0015 

0.0001 

11.85 

80 

68.15 

20.00 

13.63 

0.0200 

0.5869 

19.97 

90 

70.03 

20.00 

14.01 

0.0150 

0.3388 

15.18 

100 

84.82 

20.00 

16.96 

0.0150 

0.0000 

15.18 

100 

84.82 

20.00 

16.96 

0.0150 

1.3595 

16.39 

100 

83.61 

20.00 

16.72 

0.0150 

0.0000 

16.39 

100 

83.61 

20.00 

16.72 

0.0150 

0.5427 

36.57 

65 

28.43 

20.00 

5.69 

0.0200 

0.0119 

36.57 

80 

43.43 

5.00 

2.17 

0.0015 

0.0007 

8.76 

80 

71.24 

20.00 

14.25 

0.0200 

0.1915 

9.73 

80 

70.27 

20.00 

14.05 

0.0200 

0.0440 

15.64 

65 

49.36 

20.00 

9.87 

0.0200 

1.0705 

15.64 

90 

74.36 

5.00 

3.72 

0.0015 

0.0099 

15.64 

65 

49.36 

20.00 

9.87 

0.0200 

0.0561 

18.60 

80 

61.40 

20.00 

12.28 

0.0200 

0.1080 

18.60 

80 

61.40 

5.00 

3.07 

0.0015 

0.0099 

21.64 

80 

58.36 

20.00 

11.67 

0.0200 

0.5931 

16.30 

80 

63.70 

20.00 

12.74 

0.0200 

0.0015 

46.85 

65 

18.15 

20.00 

3.63 

0.0200 

0.0514 

21.99 

80 

58.01 

20.00 

11.60 

0.0200 

1.2277 











































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Cheerwa 


Chidwai 


Chikani 


Chirkhana 


Chowki 


Dhanota 


Doli 


Gajeeka 


Ghat 


Goha 


Golki 


Goojarpur Khurd 


Hasanpur 


Indpur 


Jahanpur 


Jahar Khera 


Jajor 


Jugrawar 


Kareeriya 


Karoli 


Karoli Jageer 


Khanpur Kalan 


Khanpur Khurd 


Kheri 


Kherthala 


Khilora 


Khoh 


Khoha 


Khohra Peepli 


Khudeena 


Khushpuri 


Kithoor 


Census Code 


0806000600837900 


0806000600844700 


0806000700846600 


0806000700850000 


0806000600835200 


0807000300986700 


0806000600835800 


0806000500825800 


0806000600840600 


0806000700850700 


0806001100928500 


0806000600835300 


0806000600838100 


0806000600839900 


0806000600843600 


0806000600843900 


0806000600844000 


0806000700849900 


0806000700846800 


0806000600842700 


0806000600832200 


0806000700846500 


0806000600839500 


0806000600840700 


0806000600843800 


0806000600840500 


0806000600838600 


0806000600831900 


0806000600828600 


0806000500826100 


0806000500825400 


0806000500825700 


0806000600838900 


0806000700847100 




Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Saline 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Saline 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Saline 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 


Saline 


4.28 Fresh 


1.30 Fresh 


9.23 Fresh 


2.20 Fresh 


2.42 Fresh 


1.45 Fresh 



1.58 Fresh 


3.82 Fresh 


Saline 


2.93 Fresh 


6.09 Fresh 


5.96 Saline 


7.41 Fresh 



4.99 Fresh 


11.16 Fresh 


Saline 


1.12 Fresh 


2.37 Fresh 


2.10 Fresh 


4.36 Fresh 


1.01 Fresh 


7.55 Fresh 


6.54 Fresh 


10.92 Fresh 


Saline 


2.80 Fresh 


1.65 Fresh 


2.55 Saline 


5.73 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Slate 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

22.25 

80 

57.75 

20.00 

11.55 

0.0200 

0.2999 

19.65 

90 

70.36 

20.00 

14.07 

0.0150 

0.3544 

35.25 

65 

29.75 

20.00 

5.95 

0.0200 

0.8326 

43.35 

65 

21.65 

20.00 

4.33 

0.0200 

0.4169 

43.35 

65 

21.65 

20.00 

4.33 

0.0200 

0.0322 

12.71 

80 

67.29 

20.00 

13.46 

0.0200 

0.6738 

14.12 

100 

85.88 

20.00 

17.18 

0.0150 

0.0000 

14.12 

100 

85.88 

20.00 

17.18 

0.0150 

0.6632 

9.45 

80 

70.55 

20.00 

14.11 

0.0200 

1.4123 

23.80 

65 

41.20 

20.00 

8.24 

0.0200 

0.0297 

23.80 

80 

56.20 

5.00 

2.81 

0.0015 

0.0106 

23.80 

65 

41.20 

20.00 

8.24 

0.0200 

0.0149 

15.34 

80 

64.66 

20.00 

12.93 

0.0200 

1.1071 

44.85 

65 

20.15 

20.00 

4.03 

0.0200 

0.0323 

26.17 

100 

73.83 

5.00 

3.69 

0.0015 

0.0000 

13.69 

80 

66.31 

20.00 

13.26 

0.0200 

0.5249 

19.67 

80 

60.33 

20.00 

12.07 

0.0200 

0.1291 

18.67 

80 

61.33 

20.00 

12.27 

0.0200 

0.1666 

18.67 

100 

81.33 

5.00 

4.07 

0.0015 

0.0047 

18.28 

80 

61.72 

20.00 

12.34 

0.0200 

0.2458 

18.28 

80 

61.72 

5.00 

3.09 

0.0015 

0.0000 

19.83 

90 

70.17 

20.00 

14.03 

0.0150 

0.3330 

20.18 

90 

69.82 

20.00 

13.96 

0.0150 

0.7253 

20.18 

90 

69.82 

20.00 

13.96 

0.0150 

0.0000 

17.86 

90 

72.14 

20.00 

14.43 

0.0150 

0.0014 

41.69 

65 

23.31 

20.00 

4.66 

0.0200 

0.2769 

34.21 

65 

30.79 

20.00 

6.16 

0.0200 

0.6744 

20.58 

80 

59.42 

20.00 

11.88 

0.0200 

0.9146 

20.58 

100 

79.42 

5.00 

3.97 

0.0015 

0.0029 

18.90 

65 

46.10 

20.00 

9.22 

0.0200 

0.0401 

18.90 

80 

61.10 

5.00 

3.06 

0.0015 

0.0044 

18.90 

65 

46.10 

20.00 

9.22 

0.0200 

0.0580 

46.49 

80 

33.51 

20.00 

6.70 

0.0200 

0.0725 

46.49 

80 

33.51 

5.00 

1.68 

0.0015 

0.0027 

11.17 

80 

68.83 

20.00 

13.77 

0.0200 

0.6029 

45.95 

65 

19.05 

20.00 

3.81 

0.0200 

0.2097 

45.95 

80 

34.05 

5.00 

1.70 

0.0015 

0.0002 

45.95 

65 

19.05 

20.00 

3.81 

0.0200 

0.4647 

18.77 

80 

61.23 

20.00 

12.25 

0.0200 

0.0450 

16.75 

80 

63.25 

20.00 

12.65 

0.0200 

0.4584 

16.75 

80 

63.25 

5.00 

3.16 

0.0015 

0.0024 

21.05 

90 

68.95 

20.00 

13.79 

0.0150 

0.4350 

16.64 

80 

63.36 

20.00 

12.67 

0.0200 

1.1060 

21.93 

80 

58.07 

20.00 

11.61 

0.0200 

0.2338 

10.08 

80 

69.92 

20.00 

13.98 

0.0200 

0.1715 

9.92 

80 

70.08 

20.00 

14.02 

0.0200 

0.0005 

28.87 

65 

36.13 

20.00 

7.23 

0.0200 

0.5251 

28.87 

80 

51.13 

5.00 

2.56 

0.0015 

0.0018 

28.87 

65 

36.13 

20.00 

7.23 

0.0200 

0.0620 

29.57 

65 

35.43 

20.00 

7.09 

0.0200 

0.0004 

24.96 

65 

40.04 

20.00 

8.01 

0.0200 

0.0104 

24.96 

80 

55.04 

5.00 

2.75 

0.0015 

0.0019 

19.32 

80 

60.68 

20.00 

12.14 

0.0200 

0.6181 

20.26 

65 

44.74 

20.00 

8.95 

0.0200 

0.0004 

20.26 

80 

59.74 

5.00 

2.99 

0.0015 

0.0069 

















































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Slate 


Older Alluvium 


Slate 


Older Alluvium 


Slate 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Slate 


Older Alluvium 


Slate 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

20.26 

65 

44.74 

20.00 

8.95 

0.0200 

0.6353 

20.26 

80 

59.74 

5.00 

2.99 

0.0015 

0.0029 

28.58 

65 

36.42 

20.00 

7.28 

0.0200 

0.0187 

7.73 

80 

72.27 

20.00 

14.45 

0.0200 

1.0949 

18.54 

80 

61.46 

20.00 

12.29 

0.0200 

1.3101 

18.54 

80 

61.46 

5.00 

3.07 

0.0015 

0.0049 

27.48 

65 

37.52 

20.00 

7.50 

0.0200 

0.0061 

27.48 

80 

52.52 

5.00 

2.63 

0.0015 

0.0015 

20.08 

90 

69.92 

20.00 

13.98 

0.0150 

0.4827 

17.53 

100 

82.47 

20.00 

16.49 

0.0150 

0.0000 

17.53 

100 

82.47 

20.00 

16.49 

0.0150 

0.3080 

17.70 

80 

62.30 

20.00 

12.46 

0.0200 

0.4470 

17.70 

100 

82.30 

5.00 

4.11 

0.0015 

0.0034 

17.79 

80 

62.21 

20.00 

12.44 

0.0200 

0.2793 

17.79 

100 

82.21 

5.00 

4.11 

0.0015 

0.0081 

19.31 

80 

60.69 

20.00 

12.14 

0.0200 

0.5829 

19.31 

100 

80.69 

5.00 

4.03 

0.0015 

0.0142 

21.85 

80 

58.15 

20.00 

11.63 

0.0200 

0.1981 

14.90 

80 

65.10 

20.00 

13.02 

0.0200 

0.7748 

14.90 

80 

65.10 

5.00 

3.25 

0.0015 

0.0002 

14.98 

80 

65.02 

20.00 

13.00 

0.0200 

0.7649 

14.98 

80 

65.02 

5.00 

3.25 

0.0015 

0.0003 

19.55 

80 

60.45 

20.00 

12.09 

0.0200 

0.9896 

45.23 

65 

19.77 

20.00 

3.95 

0.0200 

0.1003 

45.23 

65 

19.77 

20.00 

3.95 

0.0200 

0.0032 

23.82 

80 

56.18 

20.00 

11.24 

0.0200 

0.1067 

23.82 

100 

76.18 

5.00 

3.81 

0.0015 

0.0084 

8.35 

80 

71.65 

20.00 

14.33 

0.0200 

0.7641 

8.35 

80 

71.65 

5.00 

3.58 

0.0015 

0.0004 

28.36 

65 

36.64 

20.00 

7.33 

0.0200 

0.0109 

28.36 

65 

36.64 

20.00 

7.33 

0.0200 

0.5088 

24.10 

80 

55.90 

20.00 

11.18 

0.0200 

0.0917 

16.23 

80 

63.77 

20.00 

12.75 

0.0200 

0.2574 

14.82 

80 

65.18 

20.00 

13.04 

0.0200 

0.3734 

21.00 

80 

59.00 

20.00 

11.80 

0.0200 

1.1704 

16.94 

65 

48.06 

20.00 

9.61 

0.0200 

0.2679 

16.94 

65 

48.06 

20.00 

9.61 

0.0200 

0.0018 

20.54 

80 

59.46 

20.00 

11.89 

0.0200 

0.0107 

20.54 

100 

79.46 

5.00 

3.97 

0.0015 

0.0094 

20.54 

80 

59.46 

20.00 

11.89 

0.0200 

0.1032 

20.54 

100 

79.46 

5.00 

3.97 

0.0015 

0.0034 

16.49 

80 

63.51 

20.00 

12.70 

0.0200 

0.2155 

16.49 

80 

63.51 

5.00 

3.18 

0.0015 

0.0022 

19.45 

80 

60.55 

20.00 

12.11 

0.0200 

0.0987 

19.45 

80 

60.55 

5.00 

3.03 

0.0015 

0.0010 

24.63 

65 

40.37 

20.00 

8.07 

0.0200 

0.2859 

44.52 

65 

20.48 

20.00 

4.10 

0.0200 

0.0786 

44.52 

90 

45.48 

5.00 

2.27 

0.0015 

0.0026 

13.26 

80 

66.74 

20.00 

13.35 

0.0200 

0.0050 

42.05 

65 

22.95 

20.00 

4.59 

0.0200 

0.0169 

42.05 

80 

37.95 

5.00 

1.90 

0.0015 

0.0007 

12.66 

80 

67.34 

20.00 

13.47 

0.0200 

0.8415 

24.29 

80 

55.71 

20.00 

11.14 

0.0200 

0.2397 

24.29 

100 

75.71 

5.00 

3.79 

0.0015 

0.0037 

18.85 

80 

61.15 

20.00 

12.23 

0.0200 

0.4882 



























































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Slate 


Older Alluvium 


Slate 


Quartzite 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Slate 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Slate 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

18.85 

100 

81.15 

5.00 

4.06 

0.0015 

0.0002 

18.85 

80 

61.15 

20.00 

12.23 

0.0200 

0.4771 

18.85 

100 

81.15 

5.00 

4.06 

0.0015 

0.0001 

34.35 

100 

65.65 

5.00 

3.28 

0.0015 

0.0000 

21.22 

80 

58.78 

5.00 

2.94 

0.0015 

0.0007 

15.33 

80 

64.67 

20.00 

12.93 

0.0200 

0.3990 

20.10 

80 

59.90 

20.00 

11.98 

0.0200 

0.2178 

20.10 

100 

79.90 

5.00 

3.99 

0.0015 

0.0117 

27.22 

65 

37.78 

20.00 

7.56 

0.0200 

0.0028 

27.22 

65 

37.78 

20.00 

7.56 

0.0200 

0.1243 

21.12 

100 

78.88 

20.00 

15.78 

0.0150 

0.1786 

21.12 

100 

78.88 

20.00 

15.78 

0.0150 

0.2324 

27.18 

65 

37.82 

20.00 

7.56 

0.0200 

0.1698 

27.18 

65 

37.82 

20.00 

7.56 

0.0200 

0.2754 

12.68 

80 

67.32 

20.00 

13.46 

0.0200 

1.6465 

16.73 

80 

63.27 

20.00 

12.65 

0.0200 

1.4344 

16.73 

100 

83.27 

5.00 

4.16 

0.0015 

0.0006 

21.52 

80 

58.48 

20.00 

11.70 

0.0200 

0.1155 

21.52 

80 

58.48 

20.00 

11.70 

0.0200 

0.0000 

16.71 

80 

63.29 

20.00 

12.66 

0.0200 

1.0967 

11.12 

65 

53.88 

20.00 

10.78 

0.0200 

0.3515 

11.12 

90 

78.88 

5.00 

3.94 

0.0015 

0.0005 

17.34 

80 

62.66 

20.00 

12.53 

0.0200 

2.0458 

17.34 

80 

62.66 

20.00 

12.53 

0.0200 

0.0000 

14.53 

80 

65.47 

20.00 

13.09 

0.0200 

0.0001 

44.64 

65 

20.36 

20.00 

4.07 

0.0200 

0.0039 

44.64 

80 

35.36 

5.00 

1.77 

0.0015 

0.0002 

47.61 

65 

17.39 

20.00 

3.48 

0.0200 

0.0478 

47.61 

90 

42.39 

5.00 

2.12 

0.0015 

0.0001 

31.75 

65 

33.25 

20.00 

6.65 

0.0200 

0.0764 

31.75 

80 

48.25 

5.00 

2.41 

0.0015 

0.0016 

39.47 

65 

25.53 

20.00 

5.11 

0.0200 

0.0867 

39.47 

80 

40.53 

5.00 

2.03 

0.0015 

0.0000 

39.47 

65 

25.53 

20.00 

5.11 

0.0200 

0.1078 

12.57 

80 

67.43 

20.00 

13.49 

0.0200 

0.0609 

20.09 

80 

59.91 

20.00 

11.98 

0.0200 

1.1938 

19.55 

90 

70.45 

20.00 

14.09 

0.0150 

0.0463 

15.09 

80 

64.91 

20.00 

12.98 

0.0200 

0.4073 

19.47 

80 

60.53 

20.00 

12.11 

0.0200 

0.1936 

19.47 

80 

60.53 

5.00 

3.03 

0.0015 

0.0124 

40.04 

65 

24.96 

20.00 

4.99 

0.0200 

0.1228 

40.04 

90 

49.96 

5.00 

2.50 

0.0015 

0.0003 

40.04 

65 

24.96 

20.00 

4.99 

0.0200 

0.1754 

18.95 

65 

46.05 

20.00 

9.21 

0.0200 

1.4722 

18.95 

80 

61.05 

5.00 

3.05 

0.0015 

0.0061 

20.89 

80 

59.11 

20.00 

11.82 

0.0200 

0.7828 

36.26 

80 

43.74 

20.00 

8.75 

0.0200 

0.3450 

41.70 

65 

23.30 

20.00 

4.66 

0.0200 

0.4938 

41.70 

80 

38.30 

5.00 

1.91 

0.0015 

0.0002 

16.42 

80 

63.58 

20.00 

12.72 

0.0200 

0.5111 

8.71 

65 

56.29 

20.00 

11.26 

0.0200 

0.0076 

8.71 

90 

81.29 

5.00 

4.06 

0.0015 

0.0114 

21.77 

80 

58.23 

20.00 

11.65 

0.0200 

0.7175 

21.77 

80 

58.23 

20.00 

11.65 

0.0200 

0.0613 

22.25 

80 

57.75 

20.00 

11.55 

0.0200 

0.3704 






























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 


Census Code 



Zone (Fresh 
/ Saline) 


Bagar Meo 


Bagar Rajput 


Bahala 


Bajhot 


Bala Dahra 


Balwandka 


Bamboli 


Barh Kesharpur 


Barwara 


Basai Balan 


BasaiJagta 


Batesra 


Belaka 


Bera Was 


Bhakhera 


Bhandwara 


Bhoogar 


Chak Meenapura 


Chakoliya 


Chandoli 


0806000600834500 


0806000600841200 


0806000600834400 


0806000500827900 


0806000700849400 


0806000600833300 


0806000600841500 


0806000700854900 


0806000700845400 


0806000500828200 


0806000500828400 


0806000600833500 


0806000700853500 


0806000600835000 


0806000600835100 


0806000700852900 


0806000700846300 


0806000700853100 


0806000600834000 


0806000200785400 


0806000700845700 


5.16 Fresh 


1.26 Fresh 


3.17 Fresh 


2.12 Fresh 


4.31 Fresh 


5.04 Fresh 


1.10 Fresh 


58.71 Fresh 



2.51 Fresh 


5.10 Fresh 


7.53 Fresh 


6.84 Fresh 


4.77 Fresh 


3.69 Fresh 


2.18 Fresh 


6.72 Fresh 


1.27 Fresh 


2.56 Fresh 


2.66 Fresh 


5.73 Fresh 


1.73 Fresh 


2.18 Fresh 


4.55 Fresh 


4.17 Fresh 


0.76 Fresh 



3.29 Fresh 


4.79 Fresh 


6.38 Fresh 



1.84 Fresh 


3.40 Fresh 


10.83 Fresh 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hydrogeological Unit 

Potential 

Zone 

Area, 

sq.km 

Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

Older Alluvium 

5.16 

21.17 

90 

68.83 

20.00 

13.77 

0.0150 

1.0664 

Older Alluvium 

0.00 

13.07 

80 

66.93 

20.00 

13.39 

0.0200 

0.0009 

Older Alluvium 

0.69 

10.12 

80 

69.88 

20.00 

13.98 

0.0200 

0.1917 

Phyllite & Schist 

1.46 

10.12 

80 

69.88 

5.00 

3.49 

0.0015 

0.0077 

Older Alluvium 

0.01 

39.98 

90 

50.02 

20.00 

10.00 

0.0150 

0.0010 

Older Alluvium 

0.00 

30.72 

80 

49.28 

20.00 

9.86 

0.0200 

0.0007 

Phyllite & Schist 

1.64 

30.72 

80 

49.28 

5.00 

2.46 

0.0015 

0.0061 

Older Alluvium 

5.04 

19.73 

80 

60.27 

20.00 

12.05 

0.0200 

1.2157 

Older Alluvium 

0.14 

40.22 

90 

49.78 

20.00 

9.96 

0.0150 

0.0212 

Older Alluvium 

0.95 

40.22 

90 

49.78 

20.00 

9.96 

0.0150 

0.1426 

Older Alluvium 

1.73 

38.98 

90 

51.02 

20.00 

10.20 

0.0150 

0.2643 

Older Alluvium 

39.81 

38.98 

90 

51.02 

20.00 

10.20 

0.0150 

6.0940 

Quartzite 

11.16 

38.98 

100 

61.02 

5.00 

3.05 

0.0015 

0.0511 

Older Alluvium 

0.57 

40.00 

80 

40.00 

20.00 

8.00 

0.0200 

0.0919 

Phyllite & Schist 

0.47 

40.00 

80 

40.00 

5.00 

2.00 

0.0015 

0.0014 

Older Alluvium 

4.54 

14.46 

80 

65.54 

20.00 

13.11 

0.0200 

1.1908 

Older Alluvium 

1.90 

14.12 

80 

65.88 

20.00 

13.18 

0.0200 

0.5000 

Older Alluvium 

6.84 

19.78 

80 

60.22 

20.00 

12.04 

0.0200 

1.6479 

Quartzite 

0.43 

37.24 

80 

42.76 

5.00 

2.14 

0.0015 

0.0014 

Older Alluvium 

2.38 

43.99 

90 

46.01 

20.00 

9.20 

0.0150 

0.3287 

Quartzite 

0.41 

43.99 

100 

56.01 

5.00 

2.80 

0.0015 

0.0017 

Older Alluvium 

2.16 

26.27 

80 

53.73 

20.00 

10.75 

0.0200 

0.4650 

Older Alluvium 

0.90 

24.50 

80 

55.50 

20.00 

11.10 

0.0200 

0.2005 

Older Alluvium 

0.11 

21.29 

90 

68.71 

20.00 

13.74 

0.0150 

0.0224 

Older Alluvium 

2.34 

32.14 

90 

57.86 

20.00 

11.57 

0.0150 

0.4071 

Quartzite 

0.99 

38.87 

80 

41.13 

5.00 

2.06 

0.0015 

0.0031 

Older Alluvium 

0.70 

36.57 

65 

28.43 

20.00 

5.69 

0.0200 

0.0795 

Quartzite 

2.44 

36.57 

80 

43.43 

5.00 

2.17 

0.0015 

0.0080 

Older Alluvium 

1.61 

32.94 

80 

47.06 

20.00 

9.41 

0.0200 

0.3040 

Older Alluvium 

0.71 

42.02 

90 

47.98 

20.00 

9.60 

0.0150 

0.1023 

Older Alluvium 

1.47 

42.02 

90 

47.98 

20.00 

9.60 

0.0150 

0.2116 

Older Alluvium 

2.58 

8.76 

80 

71.24 

20.00 

14.25 

0.0200 

0.7349 

Older Alluvium 

3.30 

9.73 

80 

70.27 

20.00 

14.05 

0.0200 

0.9279 

Older Alluvium 

0.69 

41.41 

90 

48.59 

20.00 

9.72 

0.0150 

0.1012 

Older Alluvium 

0.07 

41.41 

90 

48.59 

20.00 

9.72 

0.0150 

0.0101 

Older Alluvium 

5.08 

35.44 

80 

44.56 

20.00 

8.91 

0.0200 

0.9058 

Older Alluvium 

2.90 

35.44 

80 

44.56 

20.00 

8.91 

0.0200 

0.5172 

Older Alluvium 

3.29 

33.74 

90 

56.26 

20.00 

11.25 

0.0150 

0.5560 

Older Alluvium 

4.79 

34.73 

90 

55.28 

20.00 

11.06 

0.0150 

0.7950 

Older Alluvium 

3.35 

36.84 

90 

53.16 

20.00 

10.63 

0.0150 

0.5344 

Older Alluvium 

3.03 

36.84 

90 

53.16 

20.00 

10.63 

0.0150 

0.4836 

Older Alluvium 

0.27 

47.09 

80 

32.91 

20.00 

6.58 

0.0200 

0.0359 

Phyllite & Schist 

1.16 

47.09 

80 

32.91 

5.00 

1.65 

0.0015 

0.0029 

Older Alluvium 

0.22 

35.38 

90 

54.62 

20.00 

10.92 

0.0150 

0.0353 

Quartzite 

0.90 

35.38 

100 

64.62 

5.00 

3.23 

0.0015 

0.0043 

Older Alluvium 

3.17 

34.16 

90 

55.84 

20.00 

11.17 

0.0150 

0.5317 

Quartzite 

1.23 

34.16 

100 

65.84 

5.00 

3.29 

0.0015 

0.0060 

Quartzite 

0.25 

33.13 

80 

46.87 

5.00 

2.34 

0.0015 

0.0009 

Older Alluvium 

1.66 

32.90 

90 

57.10 

20.00 

11.42 

0.0150 

0.2847 

Older Alluvium 

0.00 

32.90 

90 

57.10 

20.00 

11.42 

0.0150 

0.0008 

Older Alluvium 

1.84 

22.76 

80 

57.24 

20.00 

11.45 

0.0200 

0.4210 

Older Alluvium 

0.30 

35.04 

90 

54.96 

20.00 

10.99 

0.0150 

0.0496 

Quartzite 

0.63 

35.04 

80 

44.96 

5.00 

2.25 

0.0015 

0.0021 

Older Alluvium 

9.24 

38.95 

90 

51.05 

20.00 

10.21 

0.0150 

1.4150 

Quartzite 

0.88 

38.95 

100 

61.05 

5.00 

3.05 

0.0015 

0.0040 











































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Chandooki 


Chaprada 


Choroti Pahar 


Dadar 


Dadhikar ( Dadikar) 


Dahar Ka Bas 


Desoola 


Dhadholi 


Dhokri 


Dholi Doob 


Dhoolpuri 


Dilawarpur 


Diwakari 


Dohli 


Doomera 


Gajeeka 


Ghatla 


Ghegholi 


Goleta 


Goojooki 


Goondpur 


Ismalpur 


Itarna ( Rural' 


Jatpur 


Jeelota 


Jhareda 


Kadooki 


Kakrali 


Kakrali Jat 


Kamalpur 


Kareeriya 


Karoli 


Kasba Dahra 


Kemala 


Kerwa Jat 


Kesharpur 


Kesroli 


KhanpurJat 


Census Code 


0806000700850600 


0806000600833200 


0806000600832700 


0806000700856300 


0806000700851600 


0806000600832900 


0806000700854100 


0806000600833700 


0806000700849200 


0806000700851000 


0806000700845600 


0806000700846200 


0806000700853600 


0806000600835800 


0806000700856900 


0806000700850700 


0806000700845000 


0806000700854000 


0806000600833600 


0806000700856500 


0806000700854300 


0806000500826700 


0806000700853200 


0806000600841700 


0806000500827800 


0806000700856800 


0806000700849600 


0806000700850200 


0806000700857400 


0806000600833800 


0806000600832200 


0806000700846500 


0806000700849100 


0806000700853900 


0806000700857500 


0806000700854700 


0806000600833400 


0806000700856700 



Zone (Fresh 
/ Saline) 


1.54 Fresh 


3.05 Fresh 


4.72 Fresh 


5.85 Fresh 


3.78 Fresh 


1.89 Fresh 


5.78 Fresh 


1.82 Fresh 


2.45 Fresh 


1.60 Fresh 


2.21 Fresh 


2.94 Fresh 


3.06 Fresh 


5.86 Fresh 


1.77 Fresh 


1.30 Fresh 


8.58 Fresh 


4.47 Fresh 


2.54 Fresh 


2.37 Fresh 


4.56 Fresh 



9.82 Fresh 


1.97 Fresh 



5.88 Fresh 


6.52 Fresh 



4.43 Fresh 


1.94 Fresh 


3.42 Fresh 


1.38 Fresh 


2.62 Fresh 


4.99 Fresh 


11.16 Fresh 


1.94 Fresh 


3.26 Fresh 


7.64 Fresh 


2.67 Fresh 


2.16 Fresh 


2.06 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Quartzite 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Command 

Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

46.85 

65 

18.15 

20.00 

3.63 

0.0200 

0.0605 

17.42 

80 

62.58 

20.00 

12.52 

0.0200 

0.7450 

41.59 

80 

38.41 

20.00 

7.68 

0.0200 

0.7238 

33.43 

90 

56.57 

20.00 

11.31 

0.0150 

0.0129 

32.61 

100 

67.39 

5.00 

3.37 

0.0015 

0.0188 

37.74 

80 

42.26 

20.00 

8.45 

0.0200 

0.3200 

37.63 

80 

42.37 

20.00 

8.47 

0.0200 

0.1485 

37.63 

80 

42.37 

20.00 

8.47 

0.0200 

0.8308 

25.15 

80 

54.85 

20.00 

10.97 

0.0200 

0.3994 

44.22 

90 

45.78 

20.00 

9.16 

0.0150 

0.3156 

44.22 

100 

55.78 

5.00 

2.79 

0.0015 

0.0004 

42.37 

90 

47.63 

20.00 

9.53 

0.0150 

0.2285 

35.02 

90 

54.98 

20.00 

11.00 

0.0150 

0.0100 

35.02 

100 

64.98 

5.00 

3.25 

0.0015 

0.0105 

43.61 

90 

46.39 

20.00 

9.28 

0.0150 

0.4085 

43.19 

90 

46.81 

20.00 

9.36 

0.0150 

0.4291 

9.45 

80 

70.55 

20.00 

14.11 

0.0200 

0.0014 

24.34 

80 

55.66 

20.00 

11.13 

0.0200 

0.3947 

44.85 

65 

20.15 

20.00 

4.03 

0.0200 

0.0723 

34.53 

90 

55.47 

20.00 

11.09 

0.0150 

1.1126 

34.53 

100 

65.47 

5.00 

3.27 

0.0015 

0.0077 

41.40 

80 

38.60 

20.00 

7.72 

0.0200 

0.6378 

32.37 

80 

47.63 

20.00 

9.53 

0.0200 

0.4209 

34.24 

80 

45.76 

20.00 

9.15 

0.0200 

0.0084 

32.15 

80 

47.85 

20.00 

9.57 

0.0200 

0.1877 

32.15 

80 

47.85 

20.00 

9.57 

0.0200 

0.6855 

40.72 

90 

49.28 

20.00 

9.86 

0.0150 

0.2344 

40.72 

100 

59.28 

5.00 

2.96 

0.0015 

0.0314 

30.84 

80 

49.16 

5.00 

2.46 

0.0015 

0.0003 

39.20 

90 

50.80 

20.00 

10.16 

0.0150 

0.1385 

39.20 

90 

50.80 

20.00 

10.16 

0.0150 

0.1624 

41.69 

65 

23.31 

20.00 

4.66 

0.0200 

0.2252 

41.69 

80 

38.31 

5.00 

1.92 

0.0015 

0.0001 

41.33 

90 

48.67 

20.00 

9.73 

0.0150 

0.7966 

41.33 

100 

58.67 

5.00 

2.93 

0.0015 

0.0020 

24.53 

80 

55.48 

20.00 

11.10 

0.0200 

1.1678 

36.05 

65 

28.95 

20.00 

5.79 

0.0200 

0.0131 

36.05 

80 

43.95 

5.00 

2.20 

0.0015 

0.0002 

33.92 

90 

56.08 

20.00 

11.22 

0.0150 

0.3644 

33.92 

100 

66.08 

5.00 

3.30 

0.0015 

0.0008 

27.75 

80 

52.25 

20.00 

10.45 

0.0200 

0.9249 

41.53 

90 

48.47 

20.00 

9.69 

0.0150 

0.2816 

46.49 

80 

33.51 

20.00 

6.70 

0.0200 

0.0010 

46.49 

80 

33.51 

5.00 

1.68 

0.0015 

0.0045 

27.63 

80 

52.37 

20.00 

10.47 

0.0200 

0.2671 

30.54 

80 

49.46 

20.00 

9.89 

0.0200 

0.5190 

11.17 

80 

68.83 

20.00 

13.77 

0.0200 

0.5291 

45.95 

80 

34.05 

5.00 

1.70 

0.0015 

0.0001 

43.73 

90 

46.27 

20.00 

9.25 

0.0150 

0.2693 

45.25 

80 

34.75 

20.00 

6.95 

0.0200 

0.4149 

31.13 

80 

48.87 

20.00 

9.77 

0.0200 

0.7724 

29.76 

90 

60.24 

20.00 

12.05 

0.0150 

0.1504 

29.76 

90 

60.24 

20.00 

12.05 

0.0150 

0.1514 

27.80 

80 

52.20 

20.00 

10.44 

0.0200 

0.4511 

31.30 

80 

48.70 

20.00 

9.74 

0.0200 

0.2080 































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

31.30 

80 

48.70 

20.00 

9.74 

0.0200 

0.1548 

39.68 

80 

40.32 

5.00 

2.02 

0.0015 

0.0001 

25.82 

80 

54.18 

20.00 

10.84 

0.0200 

1.0969 

7.73 

80 

72.27 

20.00 

14.45 

0.0200 

0.0052 

24.41 

80 

55.59 

20.00 

11.12 

0.0200 

0.3837 

26.25 

90 

63.75 

20.00 

12.75 

0.0150 

0.1914 

47.43 

80 

32.57 

20.00 

6.51 

0.0200 

0.4603 

37.57 

80 

42.43 

20.00 

8.49 

0.0200 

0.3682 

37.57 

80 

42.43 

5.00 

2.12 

0.0015 

0.0003 

45.46 

90 

44.54 

20.00 

8.91 

0.0150 

0.3192 

30.91 

80 

49.09 

5.00 

2.45 

0.0015 

0.0023 

23.10 

80 

56.90 

20.00 

11.38 

0.0200 

0.4401 

47.30 

80 

32.70 

20.00 

6.54 

0.0200 

0.2257 

47.30 

80 

32.70 

5.00 

1.63 

0.0015 

0.0010 

24.10 

80 

55.90 

20.00 

11.18 

0.0200 

0.2346 

43.68 

90 

46.32 

20.00 

9.26 

0.0150 

0.3408 

33.42 

90 

56.58 

20.00 

11.32 

0.0150 

0.0591 

33.42 

90 

56.58 

20.00 

11.32 

0.0150 

0.0152 

42.66 

65 

22.34 

20.00 

4.47 

0.0200 

0.2010 

42.68 

90 

47.32 

20.00 

9.46 

0.0150 

0.3070 

21.00 

80 

59.00 

20.00 

11.80 

0.0200 

0.3559 

35.49 

80 

44.51 

20.00 

8.90 

0.0200 

0.5454 

25.28 

90 

64.72 

20.00 

12.94 

0.0150 

0.0457 

16.49 

80 

63.51 

20.00 

12.70 

0.0200 

0.2392 

16.49 

80 

63.51 

5.00 

3.18 

0.0015 

0.0018 

41.46 

90 

48.54 

20.00 

9.71 

0.0150 

0.0892 

13.26 

80 

66.74 

20.00 

13.35 

0.0200 

2.4416 

35.38 

65 

29.62 

20.00 

5.92 

0.0200 

0.0537 

35.38 

80 

44.62 

5.00 

2.23 

0.0015 

0.0006 

42.05 

65 

22.95 

20.00 

4.59 

0.0200 

0.0001 

42.05 

80 

37.95 

5.00 

1.90 

0.0015 

0.0063 

34.35 

90 

55.65 

20.00 

11.13 

0.0150 

0.2544 

34.35 

100 

65.65 

5.00 

3.28 

0.0015 

0.0078 

40.60 

90 

49.40 

20.00 

9.88 

0.0150 

0.0592 

40.60 

90 

49.40 

20.00 

9.88 

0.0150 

0.0714 

32.01 

90 

57.99 

20.00 

11.60 

0.0150 

0.3330 

32.01 

100 

67.99 

5.00 

3.40 

0.0015 

0.0073 

12.68 

80 

67.32 

20.00 

13.46 

0.0200 

0.0897 

43.48 

65 

21.52 

20.00 

4.30 

0.0200 

0.2021 

38.15 

80 

41.85 

5.00 

2.09 

0.0015 

0.0044 

44.64 

65 

20.36 

20.00 

4.07 

0.0200 

0.0000 

44.64 

80 

35.36 

5.00 

1.77 

0.0015 

0.0068 

47.61 

65 

17.39 

20.00 

3.48 

0.0200 

0.3370 

47.61 

90 

42.39 

5.00 

2.12 

0.0015 

0.0032 

26.59 

90 

63.41 

20.00 

12.68 

0.0150 

0.8696 

26.59 

100 

73.41 

5.00 

3.67 

0.0015 

0.0669 

15.47 

100 

84.53 

5.00 

4.23 

0.0015 

0.0277 

24.86 

80 

55.14 

20.00 

11.03 

0.0200 

1.3756 

38.48 

90 

51.52 

20.00 

10.30 

0.0150 

0.0077 

38.48 

100 

61.52 

5.00 

3.08 

0.0015 

0.0178 

31.75 

65 

33.25 

20.00 

6.65 

0.0200 

0.0402 

31.75 

80 

48.25 

5.00 

2.41 

0.0015 

0.0054 

43.73 

90 

46.27 

20.00 

9.25 

0.0150 

0.0022 

43.73 

100 

56.27 

5.00 

2.81 

0.0015 

0.0015 

40.72 

100 

59.28 

5.00 

2.96 

0.0015 

0.0067 



















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Phyllite & Schist 


Quartzite 


Older Alluvium 


Quartzite 


Limestone 


Quartzite 


Older Alluvium 


Limestone 


Older Alluvium 


Quartzite 


Limestone 


Quartzite 


Limestone 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Limestone 


Older Alluvium 


Quartzite 


Older Alluvium 


Limestone 


Quartzite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

42.30 

90 

47.70 

20.00 

9.54 

0.0150 

0.2081 

42.30 

100 

57.70 

5.00 

2.88 

0.0015 

0.0049 

41.26 

90 

48.74 

20.00 

9.75 

0.0150 

0.7463 

41.26 

100 

58.74 

5.00 

2.94 

0.0015 

0.0207 

26.50 

100 

73.50 

5.00 

3.68 

0.0015 

0.0229 

12.57 

80 

67.43 

20.00 

13.49 

0.0200 

0.4424 

36.61 

90 

53.39 

20.00 

10.68 

0.0150 

0.0805 

36.61 

100 

63.39 

5.00 

3.17 

0.0015 

0.0062 

16.16 

80 

63.84 

20.00 

12.77 

0.0200 

0.9832 

34.79 

80 

45.21 

20.00 

9.04 

0.0200 

0.2818 

20.74 

80 

59.26 

20.00 

11.85 

0.0200 

0.2977 

44.28 

90 

45.72 

20.00 

9.14 

0.0150 

0.6817 

41.70 

65 

23.30 

20.00 

4.66 

0.0200 

0.0008 

41.70 

80 

38.30 

5.00 

1.91 

0.0015 

0.0002 

32.15 

65 

32.85 

20.00 

6.57 

0.0200 

0.3541 

32.15 

80 

47.85 

5.00 

2.39 

0.0015 

0.0081 

36.18 

90 

53.82 

20.00 

10.76 

0.0150 

0.0283 

36.18 

80 

43.82 

5.00 

2.19 

0.0015 

0.0014 

39.05 

90 

50.95 

20.00 

10.19 

0.0150 

0.0215 

39.05 

80 

40.95 

5.00 

2.05 

0.0015 

0.0015 

43.25 

90 

46.75 

20.00 

9.35 

0.0150 

0.5969 

43.25 

100 

56.75 

5.00 

2.84 

0.0015 

0.0027 

32.92 

80 

47.08 

20.00 

9.42 

0.0200 

0.3443 

38.34 

90 

51.66 

20.00 

10.33 

0.0150 

0.5230 

41.69 

90 

48.31 

20.00 

9.66 

0.0150 

0.1445 

41.69 

100 

58.31 

5.00 

2.92 

0.0015 

0.0190 

45.71 

90 

44.29 

20.00 

8.86 

0.0150 

1.1862 

39.98 

90 

50.02 

20.00 

10.00 

0.0150 

0.2851 

39.98 

100 

60.02 

5.00 

3.00 

0.0015 

0.0003 

18.36 

90 

71.64 

20.00 

14.33 

0.0150 

0.0667 

18.36 

100 

81.64 

5.00 

4.08 

0.0015 

0.0017 

30.72 

80 

49.28 

20.00 

9.86 

0.0200 

0.1588 

30.72 

80 

49.28 

5.00 

2.46 

0.0015 

0.0069 

18.52 

100 

81.48 

5.00 

4.07 

0.0015 

0.0001 

25.58 

90 

64.42 

20.00 

12.88 

0.0150 

0.0001 

38.98 

100 

61.02 

5.00 

3.05 

0.0015 

0.0136 

11.50 

80 

68.50 

8.00 

5.48 

0.0020 

0.0095 

11.50 

100 

88.50 

5.00 

4.42 

0.0015 

0.0141 

21.29 

90 

68.71 

20.00 

13.74 

0.0150 

0.2397 

35.31 

80 

44.69 

8.00 

3.58 

0.0015 

0.0644 

35.31 

70 

34.69 

20.00 

6.94 

0.0200 

0.0074 

35.31 

80 

44.69 

5.00 

2.23 

0.0015 

0.0080 

11.70 

80 

68.30 

8.00 

5.46 

0.0020 

0.0236 

11.70 

100 

88.30 

5.00 

4.42 

0.0015 

0.0252 

31.26 

80 

48.74 

8.00 

3.90 

0.0015 

0.0032 

31.26 

70 

38.74 

20.00 

7.75 

0.0200 

0.3341 

31.26 

80 

48.74 

5.00 

2.44 

0.0015 

0.0104 

18.84 

90 

71.16 

20.00 

14.23 

0.0150 

0.0167 

18.84 

100 

81.16 

5.00 

4.06 

0.0015 

0.0066 

32.72 

80 

47.28 

8.00 

3.78 

0.0015 

0.0004 

32.72 

70 

37.28 

20.00 

7.46 

0.0200 

0.0295 

32.72 

80 

47.28 

5.00 

2.36 

0.0015 

0.0019 

29.76 

90 

60.24 

20.00 

12.05 

0.0150 

0.0476 

11.65 

80 

68.35 

8.00 

5.47 

0.0020 

0.0531 

11.65 

100 

88.35 

5.00 

4.42 

0.0015 

0.0130 



























































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Limestone 


Quartzite 


Older Alluvium 


Limestone 


Quartzite 


Limestone 


Quartzite 


Older Alluvium 


Quartzite 


Limestone 


Quartzite 


Limestone 


Quartzite 


Limestone 


Quartzite 


Limestone 


Quartzite 


Limestone 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Quartzite 


Limestone 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

26.25 

90 

63.75 

20.00 

12.75 

0.0150 

0.3068 

22.85 

90 

67.15 

20.00 

13.43 

0.0150 

0.2710 

30.28 

90 

59.72 

20.00 

11.94 

0.0150 

0.0042 

12.22 

80 

67.78 

8.00 

5.42 

0.0020 

0.0458 

12.22 

100 

87.78 

5.00 

4.39 

0.0015 

0.0155 

29.79 

90 

60.21 

20.00 

12.04 

0.0150 

0.0004 

12.20 

80 

67.80 

8.00 

5.42 

0.0020 

0.0126 

12.20 

100 

87.80 

5.00 

4.39 

0.0015 

0.0084 

13.29 

80 

66.71 

8.00 

5.34 

0.0020 

0.0257 

13.29 

100 

86.71 

5.00 

4.34 

0.0015 

0.0123 

26.59 

90 

63.41 

20.00 

12.68 

0.0150 

0.0016 

26.59 

100 

73.41 

5.00 

3.67 

0.0015 

0.0233 

13.39 

80 

66.61 

8.00 

5.33 

0.0020 

0.0020 

13.39 

100 

86.61 

5.00 

4.33 

0.0015 

0.1978 

15.47 

80 

64.53 

8.00 

5.16 

0.0020 

0.0183 

15.47 

100 

84.53 

5.00 

4.23 

0.0015 

0.0308 

41.26 

80 

38.74 

8.00 

3.10 

0.0020 

0.0001 

41.26 

100 

58.74 

5.00 

2.94 

0.0015 

0.0114 

26.50 

80 

53.50 

8.00 

4.28 

0.0020 

0.0394 

26.50 

100 

73.50 

5.00 

3.68 

0.0015 

0.0183 

23.82 

80 

56.18 

8.00 

4.49 

0.0020 

0.0429 

23.82 

90 

66.18 

20.00 

13.24 

0.0150 

0.1900 

23.82 

100 

76.18 

5.00 

3.81 

0.0015 

0.0453 

19.05 

90 

70.95 

20.00 

14.19 

0.0150 

0.3463 

19.05 

100 

80.95 

5.00 

4.05 

0.0015 

0.0190 

11.65 

100 

88.35 

5.00 

4.42 

0.0015 

0.0161 

14.22 

100 

85.78 

5.00 

4.29 

0.0015 

0.0141 

27.64 

80 

52.36 

8.00 

4.19 

0.0020 

0.0225 

27.64 

100 

72.36 

5.00 

3.62 

0.0015 

0.0046 

18.36 

90 

71.64 

20.00 

14.33 

0.0150 

0.0006 

18.36 

90 

71.64 

20.00 

14.33 

0.0150 

1.5372 

18.36 

100 

81.64 

5.00 

4.08 

0.0015 

0.0232 

14.42 

90 

75.58 

20.00 

15.12 

0.0150 

0.1380 

14.42 

90 

75.58 

20.00 

15.12 

0.0150 

0.0090 

12.77 

100 

87.24 

20.00 

17.45 

0.0150 

0.5549 

24.50 

80 

55.50 

20.00 

11.10 

0.0200 

1.2912 

26.09 

90 

63.91 

20.00 

12.78 

0.0150 

0.4106 

26.09 

90 

63.91 

20.00 

12.78 

0.0150 

0.0006 

19.97 

90 

70.03 

20.00 

14.01 

0.0150 

0.6341 

19.97 

90 

70.03 

20.00 

14.01 

0.0150 

0.0000 

15.18 

100 

84.82 

20.00 

16.96 

0.0150 

0.7448 

16.39 

100 

83.61 

20.00 

16.72 

0.0150 

0.7560 

25.74 

90 

64.26 

20.00 

12.85 

0.0150 

0.4944 

16.75 

100 

83.25 

20.00 

16.65 

0.0150 

0.0000 

16.75 

100 

83.25 

20.00 

16.65 

0.0150 

0.2754 

21.64 

100 

78.36 

20.00 

15.67 

0.0150 

0.0000 

21.64 

100 

78.36 

20.00 

15.67 

0.0150 

1.0954 

24.45 

90 

65.55 

20.00 

13.11 

0.0150 

0.5231 

25.95 

90 

64.05 

20.00 

12.81 

0.0150 

0.1636 

14.64 

90 

75.36 

20.00 

15.07 

0.0150 

0.1842 

14.64 

90 

75.36 

20.00 

15.07 

0.0150 

0.0000 

19.25 

90 

70.75 

20.00 

14.15 

0.0150 

0.0119 

10.28 

100 

89.72 

20.00 

17.94 

0.0150 

0.2243 

19.65 

90 

70.36 

20.00 

14.07 

0.0150 

0.4574 

19.65 

90 

70.36 

20.00 

14.07 

0.0150 

0.0000 








































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

24.58 

80 

55.42 

20.00 

11.08 

0.0200 

0.4720 

24.58 

100 

75.42 

5.00 

3.77 

0.0015 

0.0084 

14.12 

100 

85.88 

20.00 

17.18 

0.0150 

0.0428 

13.16 

90 

76.84 

20.00 

15.37 

0.0150 

0.3471 

7.93 

100 

92.07 

20.00 

18.41 

0.0150 

0.0063 

26.17 

90 

63.83 

20.00 

12.77 

0.0150 

0.5514 

26.17 

100 

73.83 

5.00 

3.69 

0.0015 

0.0025 

24.56 

80 

55.44 

20.00 

11.09 

0.0200 

0.4404 

20.51 

90 

69.49 

20.00 

13.90 

0.0150 

0.2464 

18.28 

80 

61.72 

20.00 

12.34 

0.0200 

0.0601 

18.28 

80 

61.72 

5.00 

3.09 

0.0015 

0.0010 

18.48 

90 

71.52 

20.00 

14.30 

0.0150 

0.5085 

18.48 

90 

71.52 

20.00 

14.30 

0.0150 

0.0000 

16.89 

100 

83.11 

20.00 

16.62 

0.0150 

0.0000 

16.89 

100 

83.11 

20.00 

16.62 

0.0150 

0.4087 

20.18 

90 

69.82 

20.00 

13.96 

0.0150 

0.0745 

20.69 

90 

69.31 

20.00 

13.86 

0.0150 

0.1266 

20.69 

90 

69.31 

20.00 

13.86 

0.0150 

0.0000 

19.67 

80 

60.33 

20.00 

12.07 

0.0200 

0.6310 

17.86 

90 

72.14 

20.00 

14.43 

0.0150 

0.6330 

17.86 

90 

72.14 

20.00 

14.43 

0.0150 

0.0000 

20.87 

90 

69.13 

20.00 

13.83 

0.0150 

0.7818 

20.87 

90 

69.13 

20.00 

13.83 

0.0150 

0.0000 

14.22 

100 

85.78 

20.00 

17.16 

0.0150 

0.0000 

14.22 

100 

85.78 

20.00 

17.16 

0.0150 

0.7763 

24.53 

80 

55.48 

20.00 

11.10 

0.0200 

0.0650 

20.58 

80 

59.42 

20.00 

11.88 

0.0200 

0.5697 

20.58 

100 

79.42 

5.00 

3.97 

0.0015 

0.0013 

9.49 

90 

80.51 

20.00 

16.10 

0.0150 

0.3419 

24.52 

80 

55.48 

20.00 

11.10 

0.0200 

0.4071 

15.92 

90 

74.08 

20.00 

14.82 

0.0150 

0.7033 

15.64 

90 

74.36 

20.00 

14.87 

0.0150 

0.7203 

15.64 

90 

74.36 

20.00 

14.87 

0.0150 

0.0000 

26.40 

90 

63.60 

20.00 

12.72 

0.0150 

0.1773 

24.58 

80 

55.42 

20.00 

11.08 

0.0200 

0.4511 

24.58 

100 

75.42 

5.00 

3.77 

0.0015 

0.0190 

24.59 

100 

75.41 

5.00 

3.77 

0.0015 

0.0007 

20.93 

100 

79.07 

20.00 

15.81 

0.0150 

0.0000 

20.93 

100 

79.07 

20.00 

15.81 

0.0150 

0.7085 

22.62 

80 

57.38 

20.00 

11.48 

0.0200 

0.2596 

22.62 

80 

57.38 

5.00 

2.87 

0.0015 

0.0014 

14.66 

100 

85.34 

20.00 

17.07 

0.0150 

0.0000 

14.66 

100 

85.34 

20.00 

17.07 

0.0150 

0.9526 

24.41 

80 

55.59 

20.00 

11.12 

0.0200 

0.3263 

13.07 

100 

86.93 

20.00 

17.39 

0.0150 

0.3071 

26.63 

90 

63.37 

20.00 

12.67 

0.0150 

0.2436 

20.08 

90 

69.92 

20.00 

13.98 

0.0150 

0.4974 

17.53 

100 

82.47 

20.00 

16.49 

0.0150 

0.0000 

17.53 

100 

82.47 

20.00 

16.49 

0.0150 

0.3913 

20.38 

80 

59.62 

20.00 

11.92 

0.0200 

0.6404 

20.91 

90 

69.09 

20.00 

13.82 

0.0150 

0.6042 

20.91 

90 

69.09 

20.00 

13.82 

0.0150 

0.0000 

19.55 

80 

60.45 

20.00 

12.09 

0.0200 

0.7671 

23.82 

80 

56.18 

20.00 

11.24 

0.0200 

0.2773 

23.82 

100 

76.18 

5.00 

3.81 

0.0015 

0.0053 





















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


02001006 


Village Name 

Census Code 

Mundpuri 

0806000600841400 

Mundpuri Kalan 

0806001100919700 

Nagli Megha 

0806000600841300 

Naithla 

0806000700857100 

Nangal Alaf 

0806000600843300 

Nasopur 

0806000600842400 


Zone (Fresh 
/ Saline) 


Naswari 


Naya Bas 


Nizamnagar 


Nyana 


Pagseri 


Palan Khera 


Peepal Khera 


Phootaki 


Poothka 


Raipur Khurd 


Ronpur 


Sadhpuri 


Sahajpur 


Sahanka 


Saidampur 


Seekri Chak No. 2 


Seetal 


Senthli 


Shahpur 


Singraka 


Sirmaur 


Tajpur 


Teekri 


Teski 


Udaipur Niham 


Udpuri 


Wajeer Kheri 


Achalpur ( Rural) 


Adhawali 


Agaraka 


Akbarpur Faujdar 


Alamshah 


Alghana 


0806001100919600 


0806000600843000 


0806001100924200 


0806001100920400 


0806001100920700 


0806001100921300 


0806001100924600 


0807000300987000 


0807000300979300 


0807000300979700 


0806001100925600 


0807000300979800 


0806000600844200 


0807000300985900 


0806001100920500 


0807000300985000 


0806001100925400 


0806000600843100 


0806001100920100 


0806000600844100 


0806000600844500 


0807000300985100 


0806001100921400 


0807000300987200 


0807000300985400 


0807000300979600 


0807000300985300 


0807000401000900 


0807000401001600 


0806001100920300 


0807000300992300 


0807000300989500 


0806001100921000 


2.80 Fresh 


3.19 Fresh 


6.71 Fresh 


7.92 Fresh 


1.37 Fresh 


3.52 Fresh 


4.65 Fresh 


Saline 


2.57 Fresh 


3.33 Fresh 


5.63 Fresh 


0.83 Fresh 


Saline 


1.57 Fresh 


Saline 


1.78 Fresh 


Saline 


1.43 Saline 


1.60 Fresh 


3.67 Saline 


5.04 Saline 


2.27 Fresh 


Saline 


2.15 Saline 


3.37 Saline 


3.25 Saline 


1.00 Fresh 


0.91 Saline 


4.16 Saline 


2.22 Fresh 


Saline 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Quartzite 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Phyllite & Schist 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Phyllite & Schist 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

24.10 

80 

55.90 

20.00 

11.18 

0.0200 

0.2996 

19.94 

90 

70.06 

20.00 

14.01 

0.0150 

0.6714 

21.00 

80 

59.00 

20.00 

11.80 

0.0200 

0.0573 

25.28 

90 

64.72 

20.00 

12.94 

0.0150 

0.0460 

19.45 

80 

60.55 

20.00 

12.11 

0.0200 

0.1812 

24.29 

80 

55.71 

20.00 

11.14 

0.0200 

0.2122 

24.29 

100 

75.71 

5.00 

3.79 

0.0015 

0.0047 

20.32 

90 

69.68 

20.00 

13.94 

0.0150 

0.9723 

20.32 

90 

69.68 

20.00 

13.94 

0.0150 

0.0000 

21.22 

80 

58.78 

20.00 

11.76 

0.0200 

0.3718 

21.22 

80 

58.78 

5.00 

2.94 

0.0015 

0.0034 

23.79 

90 

66.21 

20.00 

13.24 

0.0150 

0.9413 

23.79 

90 

66.21 

20.00 

13.24 

0.0150 

0.0000 

12.65 

90 

77.35 

20.00 

15.47 

0.0150 

0.0002 

12.65 

90 

77.35 

20.00 

15.47 

0.0150 

0.5144 

13.19 

90 

76.81 

20.00 

15.36 

0.0150 

0.2990 

15.35 

90 

74.65 

20.00 

14.93 

0.0150 

0.0201 

22.57 

90 

67.43 

20.00 

13.49 

0.0150 

0.0001 

14.58 

100 

85.42 

20.00 

17.08 

0.0150 

1.0458 

20.91 

100 

79.09 

20.00 

15.82 

0.0150 

0.0000 

20.91 

100 

79.09 

20.00 

15.82 

0.0150 

0.3845 

21.20 

100 

78.80 

20.00 

15.76 

0.0150 

0.0227 

28.58 

90 

61.42 

20.00 

12.28 

0.0150 

0.1686 

20.96 

100 

79.04 

20.00 

15.81 

0.0150 

0.0000 

20.96 

100 

79.04 

20.00 

15.81 

0.0150 

0.2626 

19.55 

90 

70.45 

20.00 

14.09 

0.0150 

0.5627 

13.58 

100 

86.42 

20.00 

17.28 

0.0150 

0.4054 

12.89 

90 

77.11 

20.00 

15.42 

0.0150 

0.3301 

14.49 

100 

85.51 

20.00 

17.10 

0.0150 

0.2426 

14.49 

100 

85.51 

20.00 

17.10 

0.0150 

0.0161 

27.01 

90 

62.99 

20.00 

12.60 

0.0150 

0.2784 

19.47 

80 

60.53 

20.00 

12.11 

0.0200 

0.4650 

19.47 

80 

60.53 

5.00 

3.03 

0.0015 

0.0008 

14.81 

90 

75.19 

20.00 

15.04 

0.0150 

0.1511 

14.81 

90 

75.19 

20.00 

15.04 

0.0150 

0.0000 

18.56 

90 

71.44 

20.00 

14.29 

0.0150 

0.3357 

18.56 

90 

71.44 

20.00 

14.29 

0.0150 

0.0000 

20.80 

90 

69.20 

20.00 

13.84 

0.0150 

0.3702 

20.80 

90 

69.20 

20.00 

13.84 

0.0150 

0.0000 

12.27 

100 

87.73 

20.00 

17.55 

0.0150 

0.3512 

17.27 

90 

72.73 

20.00 

14.55 

0.0150 

0.0615 

9.38 

100 

90.62 

20.00 

18.12 

0.0150 

0.0055 

12.33 

100 

87.67 

20.00 

17.53 

0.0150 

0.0160 

12.33 

100 

87.67 

20.00 

17.53 

0.0150 

0.0000 

20.95 

100 

79.05 

20.00 

15.81 

0.0150 

0.0000 

20.95 

100 

79.05 

20.00 

15.81 

0.0150 

0.5165 

13.34 

100 

86.66 

20.00 

17.33 

0.0150 

0.0245 

10.28 

100 

89.72 

20.00 

17.94 

0.0100 

0.6038 

7.24 

100 

92.76 

20.00 

18.55 

0.0100 

0.6025 

14.42 

90 

75.58 

20.00 

15.12 

0.0150 

0.0799 

7.52 

100 

92.48 

20.00 

18.50 

0.0150 

0.0012 

7.52 

100 

92.48 

20.00 

18.50 

0.0150 

0.1131 

7.88 

100 

92.12 

20.00 

18.42 

0.0150 

1.1486 

12.93 

90 

77.07 

20.00 

15.41 

0.0150 

0.2395 

12.93 

90 

77.07 

20.00 

15.41 

0.0150 

0.2747 































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 

Census Code 

Alghani 

0807000300984300 

Alipur 

0807000400999000 


Zone (Fresh 
/ Saline) 


Anjari 


Asaka 


Badri 


Badwara 


Bahoraki 


Bahtana 


Bajheri 


Baldeobas 


Baldeowas 


Balraka 


Banaini Chanda 


Banaini Dhonkla 


Banaini Garhi 


Banaini Khuajoo Ratna 


Banaini Toda 


Bandha Chauth 


Bandha Khalsa 


Barai 


Barka 


Barkhera Sad 


Baroda Meo 


Baroli 


Bas Dongri 


Bas Sanwat 


Bedham 


Beedooka 


Bhatpura 


Bhavli 


Bhoora Ka Jatmal 


Bhuapur Garhi 


Boolaheri 


Butyana 


Chamarwara 


Chhangalki 


Chhatarpur 


Chhpar 


Chulera 


Dabhawali 


Dabri 


Dahar Khoh 


0807000401001800 


0806001100921600 


0807000400998200 


0806001100922100 


0807000401002300 


0807000401003300 


0806001100922900 


0807000300989300 


0807000401001700 


0807000300990100 


0807000300994500 


0807000300994600 


0807000300994800 


0807000300994700 


0807000300994900 


0807000401001200 


0807000401001300 


0807000401000800 


0807000300993100 


0807000300989700 


0806001100924500 


0806001100921100 


0806001100922300 


0807000300992800 


0807000300993300 


0807000401002500 


0806001100923700 


0807000300989600 


0807000300979500 


0807000300983700 


0807000300983900 


0807000300993700 


0806001100922800 


0806001100925100 


0806001100920200 


0806001100925900 


0806001100921500 


0807000300984900 


0807000400996800 


0807000300995000 


0806001100922000 


0807000401000600 


1.59 Fresh 


Saline 


5.25 Saline 


1.94 Fresh 


Saline 


5.38 Saline 


4.89 Saline 


2.34 Saline 


1.52 Saline 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

10.92 

100 

89.08 

20.00 

17.82 

0.0150 

0.5044 

10.46 

100 

89.54 

20.00 

17.91 

0.0100 

1.0845 

10.46 

100 

89.54 

20.00 

17.91 

0.0100 

0.0023 

7.46 

100 

92.54 

20.00 

18.51 

0.0100 

0.3564 

16.89 

90 

73.11 

20.00 

14.62 

0.0150 

0.2192 

8.18 

100 

91.82 

20.00 

18.36 

0.0100 

0.0298 

12.56 

90 

77.44 

20.00 

15.49 

0.0150 

0.1037 

12.56 

90 

77.44 

20.00 

15.49 

0.0150 

0.9238 

9.37 

100 

90.63 

20.00 

18.13 

0.0100 

0.3326 

10.17 

100 

89.83 

20.00 

17.97 

0.0100 

0.0005 

15.53 

90 

74.47 

20.00 

14.89 

0.0150 

0.0840 

7.82 

100 

92.18 

20.00 

18.44 

0.0150 

0.6638 

7.53 

100 

92.47 

20.00 

18.49 

0.0100 

0.3777 

7.48 

100 

92.52 

20.00 

18.50 

0.0150 

0.2072 

7.65 

100 

92.35 

20.00 

18.47 

0.0150 

0.5142 

7.64 

100 

92.36 

20.00 

18.47 

0.0150 

0.6141 

7.61 

100 

92.39 

20.00 

18.48 

0.0150 

0.3350 

9.65 

100 

90.35 

20.00 

18.07 

0.0150 

0.1902 

9.16 

100 

90.84 

20.00 

18.17 

0.0150 

0.2616 

10.35 

100 

89.66 

20.00 

17.93 

0.0100 

0.4355 

9.94 

100 

90.06 

20.00 

18.01 

0.0100 

0.2949 

10.52 

100 

89.48 

20.00 

17.90 

0.0100 

0.9126 

8.94 

100 

91.06 

20.00 

18.21 

0.0150 

0.4991 

7.46 

100 

92.54 

20.00 

18.51 

0.0150 

0.5176 

26.09 

90 

63.91 

20.00 

12.78 

0.0150 

1.3890 

26.09 

90 

63.91 

20.00 

12.78 

0.0150 

0.0997 

14.71 

90 

75.29 

20.00 

15.06 

0.0150 

0.6289 

10.95 

90 

79.05 

20.00 

15.81 

0.0150 

0.2683 

7.93 

100 

92.07 

20.00 

18.41 

0.0150 

0.3084 

7.93 

100 

92.07 

20.00 

18.41 

0.0150 

0.0265 

9.22 

100 

90.78 

20.00 

18.16 

0.0150 

0.0050 

9.22 

100 

90.78 

20.00 

18.16 

0.0150 

0.4283 

9.22 

100 

90.78 

20.00 

18.16 

0.0100 

0.4171 

19.71 

90 

70.29 

20.00 

14.06 

0.0150 

0.2982 

19.71 

90 

70.29 

20.00 

14.06 

0.0150 

0.0000 

8.04 

100 

91.96 

20.00 

18.39 

0.0150 

0.2233 

8.04 

100 

91.96 

20.00 

18.39 

0.0150 

1.2596 

21.64 

100 

78.36 

20.00 

15.67 

0.0150 

0.0547 

9.08 

100 

90.92 

20.00 

18.18 

0.0150 

0.1965 

9.08 

100 

90.92 

20.00 

18.18 

0.0150 

0.0219 

9.85 

100 

90.15 

20.00 

18.03 

0.0150 

0.4014 

9.85 

100 

90.15 

20.00 

18.03 

0.0150 

0.0090 

18.44 

100 

81.56 

20.00 

16.31 

0.0150 

0.1728 

15.03 

90 

74.97 

20.00 

14.99 

0.0150 

0.0031 

28.72 

90 

61.28 

20.00 

12.26 

0.0150 

0.5136 

14.64 

90 

75.36 

20.00 

15.07 

0.0150 

0.2072 

29.47 

90 

60.53 

20.00 

12.11 

0.0150 

0.0137 

19.25 

90 

70.75 

20.00 

14.15 

0.0150 

0.3070 

10.28 

100 

89.72 

20.00 

17.94 

0.0150 

0.0027 

10.38 

100 

89.62 

20.00 

17.92 

0.0100 

0.7516 

7.61 

100 

92.39 

20.00 

18.48 

0.0150 

0.4255 

15.86 

90 

74.14 

20.00 

14.83 

0.0150 

0.1563 

15.86 

90 

74.14 

20.00 

14.83 

0.0150 

0.3665 

9.16 

100 

90.84 

20.00 

18.17 

0.0100 

0.1071 

9.16 

100 

90.84 

20.00 

18.17 

0.0100 

0.4598 
















































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 

Older Al 

uvium 

Older Al 
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Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

7.68 

100 

92.32 

20.00 

18.46 

0.0100 

0.2060 

8.65 

100 

91.35 

20.00 

18.27 

0.0150 

0.5629 

8.65 

100 

91.35 

20.00 

18.27 

0.0150 

0.9503 

9.36 

100 

90.64 

20.00 

18.13 

0.0100 

1.4505 

9.36 

100 

90.64 

20.00 

18.13 

0.0100 

0.3932 

8.88 

100 

91.12 

20.00 

18.22 

0.0100 

0.2708 

8.88 

100 

91.12 

20.00 

18.22 

0.0100 

0.1976 

8.61 

100 

91.39 

20.00 

18.28 

0.0100 

0.1227 

7.36 

100 

92.64 

20.00 

18.53 

0.0100 

0.1302 

11.63 

100 

88.37 

20.00 

17.67 

0.0150 

0.3056 

11.63 

100 

88.37 

20.00 

17.67 

0.0150 

0.3904 

12.18 

90 

77.82 

20.00 

15.56 

0.0150 

0.3638 

8.47 

100 

91.53 

20.00 

18.31 

0.0150 

0.1595 

7.49 

100 

92.51 

20.00 

18.50 

0.0150 

0.7915 

7.93 

100 

92.07 

20.00 

18.41 

0.0150 

0.1660 

7.93 

100 

92.07 

20.00 

18.41 

0.0150 

0.4396 

21.03 

100 

78.97 

20.00 

15.79 

0.0150 

0.0000 

21.03 

100 

78.97 

20.00 

15.79 

0.0150 

0.0348 

21.19 

100 

78.81 

20.00 

15.76 

0.0150 

0.0000 

21.19 

100 

78.81 

20.00 

15.76 

0.0150 

0.3072 

14.60 

90 

75.40 

20.00 

15.08 

0.0150 

0.3553 

9.64 

100 

90.36 

20.00 

18.07 

0.0100 

0.0265 

9.64 

100 

90.36 

20.00 

18.07 

0.0100 

0.4805 

26.17 

90 

63.83 

20.00 

12.77 

0.0150 

0.0582 

13.83 

100 

86.17 

20.00 

17.23 

0.0100 

0.5425 

15.07 

90 

74.93 

20.00 

14.99 

0.0150 

1.2044 

7.63 

100 

92.37 

20.00 

18.47 

0.0150 

0.0594 

7.63 

100 

92.37 

20.00 

18.47 

0.0150 

0.1272 

8.35 

100 

91.65 

20.00 

18.33 

0.0100 

0.7022 

8.81 

100 

91.19 

20.00 

18.24 

0.0150 

0.8483 

8.81 

100 

91.19 

20.00 

18.24 

0.0150 

0.0006 

12.17 

100 

87.83 

20.00 

17.57 

0.0150 

0.2024 

12.17 

100 

87.83 

20.00 

17.57 

0.0150 

0.2415 

12.17 

100 

87.83 

20.00 

17.57 

0.0150 

0.0762 

18.48 

90 

71.52 

20.00 

14.30 

0.0150 

0.0372 

7.50 

100 

92.50 

20.00 

18.50 

0.0100 

0.2595 

9.79 

100 

90.21 

20.00 

18.04 

0.0100 

0.2014 

13.71 

100 

86.29 

20.00 

17.26 

0.0150 

0.0002 

25.39 

90 

64.61 

20.00 

12.92 

0.0150 

0.0126 

9.01 

100 

90.99 

20.00 

18.20 

0.0150 

0.2837 

20.69 

90 

69.31 

20.00 

13.86 

0.0150 

0.2217 

20.69 

90 

69.31 

20.00 

13.86 

0.0150 

0.0000 

9.09 

100 

90.91 

20.00 

18.18 

0.0150 

0.2723 

7.58 

100 

92.42 

20.00 

18.48 

0.0150 

0.0006 

7.58 

100 

92.42 

20.00 

18.48 

0.0150 

0.8784 

7.58 

100 

92.42 

20.00 

18.48 

0.0150 

0.1523 

7.58 

100 

92.42 

20.00 

18.48 

0.0150 

0.1821 

8.55 

100 

91.45 

20.00 

18.29 

0.0100 

0.2165 

8.55 

100 

91.45 

20.00 

18.29 

0.0100 

0.9592 

9.43 

100 

90.57 

20.00 

18.11 

0.0150 

0.3587 

14.08 

90 

75.92 

20.00 

15.18 

0.0150 

0.1634 

15.41 

100 

84.59 

20.00 

16.92 

0.0100 

0.0011 

15.95 

90 

74.05 

20.00 

14.81 

0.0150 

0.2068 

9.49 

90 

80.51 

20.00 

16.10 

0.0150 

0.7571 

9.49 

90 

80.51 

20.00 

16.10 

0.0150 

0.0020 
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Older Al 
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Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

8.20 

100 

91.80 

20.00 

18.36 

0.0100 

0.9941 

12.14 

100 

87.86 

20.00 

17.57 

0.0150 

1.5219 

12.14 

100 

87.86 

20.00 

17.57 

0.0150 

0.2584 

7.28 

100 

92.72 

20.00 

18.54 

0.0100 

0.2486 

8.82 

100 

91.18 

20.00 

18.24 

0.0100 

0.0235 

12.38 

100 

87.62 

20.00 

17.52 

0.0100 

0.1901 

16.44 

90 

73.56 

20.00 

14.71 

0.0150 

0.3568 

17.76 

100 

82.24 

20.00 

16.45 

0.0100 

0.1184 

15.92 

90 

74.08 

20.00 

14.82 

0.0150 

0.1979 

9.12 

100 

90.88 

20.00 

18.18 

0.0100 

0.1943 

9.12 

100 

90.88 

20.00 

18.18 

0.0100 

0.0065 

27.09 

90 

62.91 

20.00 

12.58 

0.0150 

0.0697 

10.99 

100 

89.01 

20.00 

17.80 

0.0150 

1.1214 

6.90 

100 

93.10 

20.00 

18.62 

0.0100 

0.8976 

6.90 

100 

93.10 

20.00 

18.62 

0.0100 

1.2618 

6.90 

100 

93.10 

20.00 

18.62 

0.0100 

0.0033 

26.40 

90 

63.60 

20.00 

12.72 

0.0150 

0.2589 

8.99 

100 

91.01 

20.00 

18.20 

0.0100 

0.2795 

8.99 

100 

91.01 

20.00 

18.20 

0.0100 

0.1804 

10.88 

100 

89.12 

20.00 

17.82 

0.0150 

1.1159 

10.88 

100 

89.12 

20.00 

17.82 

0.0150 

0.5338 

7.35 

100 

92.65 

20.00 

18.53 

0.0150 

0.2926 

7.35 

100 

92.65 

20.00 

18.53 

0.0150 

0.4162 

7.53 

100 

92.47 

20.00 

18.49 

0.0150 

0.0204 

26.63 

90 

63.37 

20.00 

12.67 

0.0150 

0.1544 

10.24 

100 

89.76 

20.00 

17.95 

0.0100 

0.0167 

10.24 

100 

89.76 

20.00 

17.95 

0.0100 

0.4336 

8.82 

100 

91.18 

20.00 

18.24 

0.0100 

0.6527 

15.31 

90 

74.69 

20.00 

14.94 

0.0150 

0.4518 

8.30 

100 

91.70 

20.00 

18.34 

0.0100 

0.1628 

9.97 

100 

90.03 

20.00 

18.01 

0.0100 

0.4171 

19.94 

90 

70.06 

20.00 

14.01 

0.0150 

0.0000 

15.70 

90 

74.30 

20.00 

14.86 

0.0150 

0.0367 

15.70 

90 

74.30 

20.00 

14.86 

0.0150 

0.5176 

7.67 

100 

92.33 

20.00 

18.47 

0.0150 

0.3056 

7.29 

100 

92.71 

20.00 

18.54 

0.0150 

0.0867 

7.29 

100 

92.71 

20.00 

18.54 

0.0150 

0.2966 

7.59 

100 

92.41 

20.00 

18.48 

0.0100 

0.0656 

7.59 

100 

92.41 

20.00 

18.48 

0.0100 

0.1269 

7.59 

100 

92.41 

20.00 

18.48 

0.0100 

1.4062 

7.59 

100 

92.41 

20.00 

18.48 

0.0100 

0.3263 

8.72 

100 

91.28 

20.00 

18.26 

0.0100 

0.1949 

8.91 

100 

91.09 

20.00 

18.22 

0.0100 

0.0008 

15.19 

100 

84.81 

20.00 

16.96 

0.0150 

0.4954 

7.56 

100 

92.44 

20.00 

18.49 

0.0100 

0.2345 

10.72 

100 

89.28 

20.00 

17.86 

0.0100 

0.0228 

10.72 

100 

89.28 

20.00 

17.86 

0.0100 

0.7328 

7.47 

100 

92.53 

20.00 

18.51 

0.0150 

0.2254 

7.82 

100 

92.18 

20.00 

18.44 

0.0100 

0.5654 

7.82 

100 

92.18 

20.00 

18.44 

0.0100 

0.4091 

7.48 

100 

92.52 

20.00 

18.50 

0.0150 

0.3402 

12.65 

90 

77.35 

20.00 

15.47 

0.0150 

0.0302 

12.65 

90 

77.35 

20.00 

15.47 

0.0150 

0.3779 

12.67 

100 

87.33 

20.00 

17.47 

0.0150 

0.0040 

7.22 

100 

92.78 

20.00 

18.56 

0.0150 

0.6691 































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 
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Older Al 
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uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

7.22 

100 

92.78 

20.00 

18.56 

0.0150 

0.1844 

8.09 

100 

91.91 

20.00 

18.38 

0.0100 

0.1180 

8.09 

100 

91.91 

20.00 

18.38 

0.0100 

0.2730 

10.46 

100 

89.54 

20.00 

17.91 

0.0100 

0.0046 

10.46 

100 

89.54 

20.00 

17.91 

0.0100 

0.4189 

15.35 

90 

74.65 

20.00 

14.93 

0.0150 

0.2786 

8.42 

100 

91.58 

20.00 

18.32 

0.0150 

0.6811 

8.42 

100 

91.58 

20.00 

18.32 

0.0150 

1.0800 

10.87 

100 

89.13 

20.00 

17.83 

0.0100 

0.3080 

10.87 

100 

89.13 

20.00 

17.83 

0.0100 

1.0743 

9.04 

100 

90.96 

20.00 

18.19 

0.0100 

0.3725 

9.61 

100 

90.39 

20.00 

18.08 

0.0100 

0.1416 

12.80 

100 

87.20 

20.00 

17.44 

0.0100 

0.4044 

8.76 

100 

91.24 

20.00 

18.25 

0.0150 

1.4855 

16.22 

90 

73.78 

20.00 

14.76 

0.0150 

0.0018 

22.57 

90 

67.43 

20.00 

13.49 

0.0150 

0.5411 

19.58 

100 

80.42 

20.00 

16.08 

0.0150 

0.0074 

19.52 

90 

70.48 

20.00 

14.10 

0.0150 

0.7411 

19.52 

90 

70.48 

20.00 

14.10 

0.0150 

0.0000 

8.14 

100 

91.86 

20.00 

18.37 

0.0150 

0.5402 

21.20 

100 

78.80 

20.00 

15.76 

0.0150 

0.4224 

8.25 

100 

91.75 

20.00 

18.35 

0.0150 

0.4469 

9.77 

100 

90.23 

20.00 

18.05 

0.0100 

0.0544 

9.44 

100 

90.56 

20.00 

18.11 

0.0150 

0.7571 

15.48 

90 

74.52 

20.00 

14.90 

0.0150 

0.8182 

15.48 

90 

74.52 

20.00 

14.90 

0.0150 

0.6532 

9.14 

100 

90.86 

20.00 

18.17 

0.0150 

0.0931 

8.85 

100 

91.15 

20.00 

18.23 

0.0150 

0.0686 

14.68 

100 

85.32 

20.00 

17.06 

0.0150 

0.0287 

8.29 

100 

91.71 

20.00 

18.34 

0.0100 

0.2059 

28.58 

90 

61.42 

20.00 

12.28 

0.0150 

0.3183 

10.26 

100 

89.74 

20.00 

17.95 

0.0150 

0.2120 

10.26 

100 

89.74 

20.00 

17.95 

0.0150 

0.1442 

7.07 

100 

92.93 

20.00 

18.59 

0.0100 

0.2591 

7.07 

100 

92.93 

20.00 

18.59 

0.0100 

0.1248 

20.96 

100 

79.04 

20.00 

15.81 

0.0150 

0.0000 

20.96 

100 

79.04 

20.00 

15.81 

0.0150 

0.4857 

27.01 

90 

62.99 

20.00 

12.60 

0.0150 

0.3508 

7.96 

100 

92.04 

20.00 

18.41 

0.0100 

0.0008 

7.96 

100 

92.04 

20.00 

18.41 

0.0100 

0.0414 

14.81 

90 

75.19 

20.00 

15.04 

0.0150 

0.0361 

9.82 

100 

90.18 

20.00 

18.04 

0.0100 

0.1128 

13.45 

90 

76.55 

20.00 

15.31 

0.0150 

0.1299 

13.45 

90 

76.55 

20.00 

15.31 

0.0150 

0.0916 

10.16 

100 

89.84 

20.00 

17.97 

0.0150 

0.0346 

10.25 

100 

89.75 

20.00 

17.95 

0.0100 

0.4714 

7.60 

100 

92.40 

20.00 

18.48 

0.0150 

0.2686 

7.79 

100 

92.21 

20.00 

18.44 

0.0150 

0.2902 

8.26 

100 

91.74 

20.00 

18.35 

0.0150 

0.5140 

17.14 

90 

72.86 

20.00 

14.57 

0.0150 

0.2111 

17.14 

90 

72.86 

20.00 

14.57 

0.0150 

0.0765 

8.79 

100 

91.21 

20.00 

18.24 

0.0100 

0.4223 

17.27 

90 

72.73 

20.00 

14.55 

0.0150 

0.2871 

9.59 

100 

90.41 

20.00 

18.08 

0.0100 

0.6652 

12.63 

100 

87.37 

20.00 

17.47 

0.0100 

0.1546 







































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



02001007 


Udpuri 


Urki Da I la 


Urki Mohammada 


Urki Nirbhai 


Vadhaka 


Ahmadpur 


Akbarpur 


Bairawas 


Baleta 


Beejawar 


Bhajeet 


Bhandodi 


Bichpuri 


Burja 


Chand Pahari 


Dabli 


Haldeena 


mpipura 


Indragarh 


Jatpur 


Kairwara 


Kakrali Jat 


Kala Chhara 


Kali Khol 


Kalsara 


Kalyanpura 


Census Code 


0807000300979600 


0807000300994300 


0807000300994200 


0807000300994400 


0807000300989800 


0806000700858700 


0806000700855700 


0806000900880500 


0806000700863400 


0806000700863100 


0806000700854400 


0806000700863300 


0806000700861100 


0806000700854600 


0806000700860300 


0806000700859900 


0806000700857300 


0806000700856300 


0806000700861800 


0806000700860100 


0806000700857900 


0806000600841700 


0806000700857600 


0806000700857400 


0806000700859200 


0806000700855600 


0806000700863000 


0806000700858400 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Saline 

Non-command 

Older Alluvium 

Saline 

Non-command 

Older Alluvium 

Saline 

Non-command 

Older Alluvium 

Saline 

Non-command 

Older Alluvium 

Saline 

Command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 



4.05 Fresh 


13.14 Fresh 


16.81 Fresh 




11.68 Fresh 


8.09 Fresh 


1.80 Fresh 


1.12 Fresh 


3.28 Fresh 


1.07 Fresh 


4.60 Fresh 


1.61 Fresh 


5.85 Fresh 



12.45 Fresh 


1.67 Fresh 


1.54 Fresh 



5.88 Fresh 


7.51 Fresh 


1.38 Fresh 


4.60 Fresh 


3.25 Fresh 


8.03 Fresh 


0.66 Fresh 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Quartzite 


Older Alluvium 


Older Alluvium 


Limestone 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Limestone 


Quartzite 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

20.95 

100 

79.05 

20.00 

15.81 

0.0150 

0.0223 

8.60 

100 

91.40 

20.00 

18.28 

0.0150 

0.3777 

8.76 

100 

91.24 

20.00 

18.25 

0.0150 

0.5055 

9.69 

100 

90.31 

20.00 

18.06 

0.0150 

0.5975 

7.57 

100 

92.43 

20.00 

18.49 

0.0150 

0.6250 

26.45 

90 

63.55 

20.00 

12.71 

0.0150 

1.0105 

18.52 

90 

71.48 

20.00 

14.30 

0.0150 

0.6440 

18.52 

100 

81.48 

5.00 

4.07 

0.0015 

0.0157 

25.58 

90 

64.42 

20.00 

12.88 

0.0150 

0.0449 

25.58 

90 

64.42 

20.00 

12.88 

0.0150 

0.7380 

13.92 

80 

66.08 

8.00 

5.29 

0.0020 

0.0015 

35.30 

90 

54.70 

20.00 

10.94 

0.0150 

0.7766 

35.30 

100 

64.70 

5.00 

3.23 

0.0015 

0.0001 

28.81 

90 

61.19 

20.00 

12.24 

0.0150 

0.5542 

28.81 

90 

61.19 

20.00 

12.24 

0.0150 

0.0645 

44.91 

90 

45.09 

20.00 

9.02 

0.0150 

0.0240 

44.91 

90 

45.09 

20.00 

9.02 

0.0150 

0.2752 

48.95 

90 

41.05 

20.00 

8.21 

0.0150 

0.4189 

35.44 

80 

44.56 

20.00 

8.91 

0.0200 

0.0198 

45.69 

90 

44.31 

20.00 

8.86 

0.0150 

0.2379 

45.60 

90 

44.40 

20.00 

8.88 

0.0150 

0.1498 

32.90 

90 

57.10 

20.00 

11.42 

0.0150 

0.2712 

32.90 

90 

57.10 

20.00 

11.42 

0.0150 

0.0048 

19.66 

90 

70.34 

20.00 

14.07 

0.0150 

0.2260 

17.70 

90 

72.30 

20.00 

14.46 

0.0150 

0.0131 

17.70 

100 

82.30 

5.00 

4.12 

0.0015 

0.0118 

28.71 

80 

51.29 

20.00 

10.26 

0.0200 

0.3298 

33.43 

90 

56.57 

20.00 

11.31 

0.0150 

0.9238 

33.43 

90 

56.57 

20.00 

11.31 

0.0150 

0.0561 

18.84 

90 

71.16 

20.00 

14.23 

0.0150 

0.1934 

18.84 

100 

81.16 

5.00 

4.06 

0.0015 

0.0100 

17.75 

90 

72.25 

20.00 

14.45 

0.0150 

1.1236 

17.75 

100 

82.25 

5.00 

4.11 

0.0015 

0.0069 

44.86 

90 

45.14 

20.00 

9.03 

0.0150 

0.0624 

44.86 

90 

45.14 

20.00 

9.03 

0.0150 

0.3671 

24.56 

80 

55.44 

20.00 

11.09 

0.0200 

0.2260 

24.56 

100 

75.44 

5.00 

3.77 

0.0015 

0.0000 

34.24 

80 

45.76 

20.00 

9.15 

0.0200 

0.4005 

34.24 

80 

45.76 

20.00 

9.15 

0.0200 

0.0248 

17.58 

90 

72.42 

20.00 

14.48 

0.0150 

0.1115 

17.58 

100 

82.42 

5.00 

4.12 

0.0015 

0.0235 

39.35 

90 

50.65 

20.00 

10.13 

0.0150 

1.0844 

33.31 

90 

56.69 

20.00 

11.34 

0.0150 

0.2833 

40.25 

90 

49.75 

20.00 

9.95 

0.0150 

0.0721 

40.25 

90 

49.75 

20.00 

9.95 

0.0150 

0.1576 

36.93 

90 

53.07 

20.00 

10.61 

0.0150 

0.0270 

36.93 

90 

53.07 

20.00 

10.61 

0.0150 

0.7880 

24.53 

80 

55.48 

20.00 

11.10 

0.0200 

0.0730 

40.85 

90 

49.15 

20.00 

9.83 

0.0150 

0.0059 

40.85 

90 

49.15 

20.00 

9.83 

0.0150 

1.1017 

27.63 

80 

52.37 

20.00 

10.47 

0.0200 

0.0230 

11.86 

80 

68.14 

8.00 

5.45 

0.0020 

0.0007 

16.78 

100 

83.22 

5.00 

4.16 

0.0015 

0.0203 

48.68 

90 

41.32 

20.00 

8.26 

0.0150 

0.8620 

32.83 

90 

57.17 

20.00 

11.43 

0.0150 

0.0739 
















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Limestone 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Limestone 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Limestone 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Limestone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Limestone 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

32.83 

90 

57.17 

20.00 

11.43 

0.0150 

0.0391 

26.32 

60 

33.68 

20.00 

6.74 

0.0200 

0.0050 

31.13 

80 

48.87 

20.00 

9.77 

0.0200 

0.7214 

29.76 

90 

60.24 

20.00 

12.05 

0.0150 

0.0315 

29.76 

90 

60.24 

20.00 

12.05 

0.0150 

0.1026 

31.30 

80 

48.70 

20.00 

9.74 

0.0200 

0.0352 

31.30 

80 

48.70 

20.00 

9.74 

0.0200 

0.0040 

48.62 

90 

41.38 

20.00 

8.28 

0.0150 

0.1555 

24.12 

90 

65.88 

20.00 

13.18 

0.0150 

0.0054 

24.12 

100 

75.88 

5.00 

3.79 

0.0015 

0.0005 

20.71 

90 

69.29 

20.00 

13.86 

0.0150 

0.1905 

20.71 

100 

79.29 

5.00 

3.96 

0.0015 

0.0001 

25.82 

80 

54.18 

20.00 

10.84 

0.0200 

0.1896 

24.58 

80 

55.42 

20.00 

11.08 

0.0200 

0.0137 

24.58 

100 

75.42 

5.00 

3.77 

0.0015 

0.0020 

12.51 

80 

67.49 

8.00 

5.40 

0.0020 

0.0039 

12.51 

90 

77.49 

20.00 

15.50 

0.0150 

0.0045 

12.51 

100 

87.49 

5.00 

4.37 

0.0015 

0.0091 

27.38 

90 

62.62 

20.00 

12.52 

0.0150 

0.2520 

48.55 

90 

41.45 

20.00 

8.29 

0.0150 

0.0873 

26.25 

90 

63.75 

20.00 

12.75 

0.0150 

0.0002 

22.85 

90 

67.15 

20.00 

13.43 

0.0150 

0.0162 

22.85 

90 

67.15 

20.00 

13.43 

0.0150 

0.0463 

15.72 

80 

64.28 

8.00 

5.14 

0.0020 

0.0471 

15.72 

90 

74.28 

20.00 

14.86 

0.0150 

1.8772 

15.72 

100 

84.28 

5.00 

4.21 

0.0015 

0.0574 

37.29 

90 

52.71 

20.00 

10.54 

0.0150 

0.4056 

38.97 

90 

51.03 

20.00 

10.21 

0.0150 

0.4524 

38.97 

90 

51.03 

20.00 

10.21 

0.0150 

0.0000 

7.24 

80 

72.76 

8.00 

5.82 

0.0020 

0.0004 

7.24 

60 

52.76 

20.00 

10.55 

0.0200 

0.0021 

7.24 

100 

92.76 

5.00 

4.64 

0.0015 

0.0003 

44.97 

90 

45.03 

20.00 

9.01 

0.0150 

0.1617 

45.75 

90 

44.25 

20.00 

8.85 

0.0150 

0.4249 

37.68 

90 

52.32 

20.00 

10.46 

0.0150 

0.3741 

37.68 

90 

52.32 

20.00 

10.46 

0.0150 

0.0051 

12.56 

80 

67.44 

8.00 

5.39 

0.0020 

0.0008 

33.42 

90 

56.58 

20.00 

11.32 

0.0150 

0.1148 

33.42 

90 

56.58 

20.00 

11.32 

0.0150 

0.2266 

47.12 

90 

42.88 

20.00 

8.58 

0.0150 

0.1256 

28.49 

80 

51.51 

20.00 

10.30 

0.0200 

0.1473 

43.40 

90 

46.60 

20.00 

9.32 

0.0150 

0.1626 

25.28 

90 

64.72 

20.00 

12.94 

0.0150 

1.1957 

30.28 

90 

59.72 

20.00 

11.94 

0.0150 

0.6002 

30.28 

90 

59.72 

20.00 

11.94 

0.0150 

0.0799 

12.96 

80 

67.04 

8.00 

5.36 

0.0020 

0.0004 

34.93 

90 

55.07 

20.00 

11.01 

0.0150 

0.2458 

19.87 

70 

50.13 

20.00 

10.03 

0.0200 

0.0711 

19.87 

80 

60.13 

5.00 

3.01 

0.0015 

0.0235 

38.72 

90 

51.28 

20.00 

10.26 

0.0150 

0.3279 

18.60 

90 

71.40 

20.00 

14.28 

0.0150 

0.1827 

30.23 

90 

59.77 

20.00 

11.95 

0.0150 

0.3438 

29.79 

90 

60.21 

20.00 

12.04 

0.0150 

0.2878 

29.79 

90 

60.21 

20.00 

12.04 

0.0150 

0.0174 

22.36 

90 

67.64 

20.00 

13.53 

0.0150 

0.3364 






































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Limestone 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Quartzite 


Limestone 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Slate 


Limestone 


Quartzite 


Limestone 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Slate 


Quartzite 


Quartzite 


Quartzite 


Slate 


Limestone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

24.39 

90 

65.61 

20.00 

13.12 

0.0150 

0.1426 

24.39 

100 

75.61 

5.00 

3.78 

0.0015 

0.0067 

34.98 

90 

55.02 

20.00 

11.00 

0.0150 

2.0186 

34.98 

100 

65.02 

5.00 

3.25 

0.0015 

0.0128 

44.85 

90 

45.15 

20.00 

9.03 

0.0150 

0.1762 

22.97 

80 

57.03 

5.00 

2.85 

0.0015 

0.0016 

39.70 

90 

50.30 

20.00 

10.06 

0.0150 

0.0883 

39.70 

90 

50.30 

20.00 

10.06 

0.0150 

0.1624 

17.16 

90 

72.84 

20.00 

14.57 

0.0150 

0.0052 

17.16 

100 

82.84 

5.00 

4.14 

0.0015 

0.0097 

13.39 

80 

66.61 

8.00 

5.33 

0.0020 

0.0059 

13.39 

100 

86.61 

5.00 

4.33 

0.0015 

0.1713 

16.29 

90 

73.71 

20.00 

14.74 

0.0150 

0.0381 

16.29 

100 

83.71 

5.00 

4.19 

0.0015 

0.1192 

11.92 

100 

88.08 

5.00 

4.40 

0.0015 

0.0025 

16.67 

100 

83.33 

5.00 

4.17 

0.0015 

0.0121 

12.87 

80 

67.13 

8.00 

5.37 

0.0020 

0.0253 

12.87 

100 

87.13 

5.00 

4.36 

0.0015 

0.0158 

19.05 

90 

70.95 

20.00 

14.19 

0.0150 

0.1477 

19.05 

100 

80.95 

5.00 

4.05 

0.0015 

0.0000 

35.07 

90 

54.93 

20.00 

10.99 

0.0150 

0.5342 

35.07 

90 

54.93 

20.00 

10.99 

0.0150 

0.0790 

34.79 

80 

45.21 

20.00 

9.04 

0.0200 

0.0756 

35.09 

90 

54.91 

20.00 

10.98 

0.0150 

0.3003 

22.43 

90 

67.57 

20.00 

13.51 

0.0150 

0.4066 

22.43 

100 

77.57 

5.00 

3.88 

0.0015 

0.0037 

45.12 

90 

44.88 

20.00 

8.98 

0.0150 

0.0960 

45.12 

90 

44.88 

20.00 

8.98 

0.0150 

0.3235 

14.23 

100 

85.77 

5.00 

4.29 

0.0015 

0.0040 

18.36 

90 

71.64 

20.00 

14.33 

0.0150 

0.0087 

18.36 

90 

71.64 

20.00 

14.33 

0.0150 

0.0449 

14.52 

100 

85.48 

5.00 

4.27 

0.0015 

0.0136 

23.47 

100 

76.53 

5.00 

3.83 

0.0015 

0.0014 

23.47 

100 

76.53 

5.00 

3.83 

0.0015 

0.0009 

13.92 

80 

66.08 

8.00 

5.29 

0.0020 

0.0248 

13.92 

100 

86.08 

5.00 

4.30 

0.0015 

0.0069 

13.92 

80 

66.08 

8.00 

5.29 

0.0020 

0.0296 

13.92 

100 

86.08 

5.00 

4.30 

0.0015 

0.0217 

14.68 

60 

45.32 

20.00 

9.06 

0.0200 

0.0299 

14.68 

60 

45.32 

5.00 

2.27 

0.0015 

0.0002 

14.68 

100 

85.32 

5.00 

4.27 

0.0015 

0.0057 

25.67 

100 

74.33 

5.00 

3.72 

0.0015 

0.0144 

15.00 

60 

45.00 

20.00 

9.00 

0.0200 

0.0694 

15.00 

60 

45.00 

5.00 

2.25 

0.0015 

0.0000 

27.09 

100 

72.91 

5.00 

3.65 

0.0015 

0.0010 

12.57 

60 

47.43 

20.00 

9.49 

0.0200 

0.0135 

12.57 

60 

47.43 

5.00 

2.37 

0.0015 

0.0018 

12.57 

100 

87.43 

5.00 

4.37 

0.0015 

0.0572 

13.27 

100 

86.73 

5.00 

4.34 

0.0015 

0.0448 

13.27 

100 

86.73 

5.00 

4.34 

0.0015 

0.0327 

13.27 

100 

86.73 

5.00 

4.34 

0.0015 

0.0099 

27.85 

100 

72.15 

5.00 

3.61 

0.0015 

0.0003 

25.97 

100 

74.03 

5.00 

3.70 

0.0015 

0.0108 

25.97 

100 

74.03 

5.00 

3.70 

0.0015 

0.0002 

11.52 

80 

68.48 

8.00 

5.48 

0.0020 

0.1152 

























































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Quartzite 


Quartzite 


Slate 


Limestone 


Limestone 


Quartzite 


Older Alluvium 


Quartzite 


Slate 


Older Alluvium 


Quartzite 


Slate 


Limestone 


Quartzite 


Slate 


Limestone 


Quartzite 


Slate 


Limestone 


Quartzite 


Limestone 


Quartzite 


Limestone 


Quartzite 


Quartzite 


Slate 


Limestone 


Limestone 


Limestone 


Older Alluvium 


Quartzite 


Limestone 


Older Alluvium 


Quartzite 


Quartzite 


Slate 


Limestone 


Older Alluvium 


Quartzite 


Limestone 


Older Alluvium 


Quartzite 


Quartzite 


Slate 


Limestone 


Quartzite 


Limestone 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Slate 


Limestone 


Quartzite 


Limestone 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.52 

100 

88.48 

5.00 

4.42 

0.0015 

0.0346 

22.00 

100 

78.00 

5.00 

3.90 

0.0015 

0.0213 

22.00 

100 

78.00 

5.00 

3.90 

0.0015 

0.0086 

11.86 

80 

68.14 

8.00 

5.45 

0.0020 

0.0032 

11.86 

80 

68.14 

8.00 

5.45 

0.0020 

0.0150 

11.86 

100 

88.14 

5.00 

4.41 

0.0015 

0.0062 

26.32 

60 

33.68 

20.00 

6.74 

0.0200 

0.0846 

11.59 

100 

88.41 

5.00 

4.42 

0.0015 

0.0074 

11.59 

100 

88.41 

5.00 

4.42 

0.0015 

0.0101 

31.42 

60 

28.58 

20.00 

5.72 

0.0200 

0.0150 

18.65 

100 

81.35 

5.00 

4.07 

0.0015 

0.0137 

18.65 

100 

81.35 

5.00 

4.07 

0.0015 

0.0012 

11.77 

80 

68.23 

8.00 

5.46 

0.0020 

0.0279 

11.77 

100 

88.23 

5.00 

4.41 

0.0015 

0.0376 

11.77 

100 

88.23 

5.00 

4.41 

0.0015 

0.0285 

11.60 

80 

68.40 

8.00 

5.47 

0.0020 

0.0080 

11.60 

100 

88.40 

5.00 

4.42 

0.0015 

0.0070 

11.60 

100 

88.40 

5.00 

4.42 

0.0015 

0.0653 

11.60 

80 

68.40 

8.00 

5.47 

0.0020 

0.0213 

11.60 

100 

88.40 

5.00 

4.42 

0.0015 

0.0007 

12.51 

80 

67.49 

8.00 

5.40 

0.0020 

0.0150 

12.51 

100 

87.49 

5.00 

4.37 

0.0015 

0.0102 

12.51 

80 

67.49 

8.00 

5.40 

0.0020 

0.0365 

12.51 

100 

87.49 

5.00 

4.37 

0.0015 

0.0001 

21.70 

100 

78.30 

5.00 

3.92 

0.0015 

0.0080 

21.70 

100 

78.30 

5.00 

3.92 

0.0015 

0.0013 

15.72 

80 

64.28 

8.00 

5.14 

0.0020 

0.0057 

15.72 

80 

64.28 

8.00 

5.14 

0.0020 

0.0001 

7.24 

80 

72.76 

8.00 

5.82 

0.0020 

0.0023 

7.24 

60 

52.76 

20.00 

10.55 

0.0200 

0.2541 

7.24 

100 

92.76 

5.00 

4.64 

0.0015 

0.0053 

7.24 

80 

72.76 

8.00 

5.82 

0.0020 

0.0035 

7.24 

60 

52.76 

5.00 

2.64 

0.0015 

0.0011 

7.24 

100 

92.76 

5.00 

4.64 

0.0015 

0.0089 

21.58 

100 

78.42 

5.00 

3.92 

0.0015 

0.0125 

21.58 

100 

78.42 

5.00 

3.92 

0.0015 

0.0034 

12.56 

80 

67.44 

8.00 

5.39 

0.0020 

0.0058 

12.56 

60 

47.44 

20.00 

9.49 

0.0200 

0.1395 

12.56 

100 

87.44 

5.00 

4.37 

0.0015 

0.0035 

12.56 

80 

67.44 

8.00 

5.39 

0.0020 

0.0114 

12.56 

60 

47.44 

5.00 

2.37 

0.0015 

0.0014 

12.56 

100 

87.44 

5.00 

4.37 

0.0015 

0.0188 

27.32 

100 

72.68 

5.00 

3.63 

0.0015 

0.0224 

27.32 

100 

72.68 

5.00 

3.63 

0.0015 

0.0005 

12.96 

80 

67.04 

8.00 

5.36 

0.0020 

0.0179 

12.96 

100 

87.04 

5.00 

4.35 

0.0015 

0.0035 

12.96 

80 

67.04 

8.00 

5.36 

0.0020 

0.0023 

12.96 

100 

87.04 

5.00 

4.35 

0.0015 

0.0095 

19.87 

70 

50.13 

20.00 

10.03 

0.0200 

0.0100 

11.05 

100 

88.95 

5.00 

4.45 

0.0015 

0.0241 

17.32 

100 

82.68 

5.00 

4.13 

0.0015 

0.0044 

17.32 

100 

82.68 

5.00 

4.13 

0.0015 

0.0004 

13.39 

80 

66.61 

8.00 

5.33 

0.0020 

0.0008 

13.39 

100 

86.61 

5.00 

4.33 

0.0015 

0.0002 

11.92 

80 

68.08 

8.00 

5.45 

0.0020 

0.0422 

















































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 

Quartzite 

Slate 

Limestone 

Quartzite 

Limestone 

Quartzite 

Limestone 

Quartzite 

Slate 

Limestone 

Quartzite 

Slate 

Quartzite 

Slate 

Quartzite 

Quartzite 

Slate 

Quartzite 

Slate 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.92 

100 

88.08 

5.00 

4.40 

0.0015 

0.0064 

11.92 

100 

88.08 

5.00 

4.40 

0.0015 

0.0000 

11.92 

80 

68.08 

8.00 

5.45 

0.0020 

0.0234 

11.92 

100 

88.08 

5.00 

4.40 

0.0015 

0.0020 

12.87 

80 

67.13 

8.00 

5.37 

0.0020 

0.0028 

17.33 

100 

82.67 

5.00 

4.13 

0.0015 

0.0016 

11.25 

80 

68.75 

8.00 

5.50 

0.0020 

0.0006 

11.25 

100 

88.75 

5.00 

4.44 

0.0015 

0.0171 

11.25 

100 

88.75 

5.00 

4.44 

0.0015 

0.0177 

11.25 

80 

68.75 

8.00 

5.50 

0.0020 

0.0115 

11.25 

100 

88.75 

5.00 

4.44 

0.0015 

0.0057 

11.25 

100 

88.75 

5.00 

4.44 

0.0015 

0.0002 

15.50 

100 

84.50 

5.00 

4.22 

0.0015 

0.0122 

15.50 

100 

84.50 

5.00 

4.22 

0.0015 

0.0049 

15.50 

100 

84.50 

5.00 

4.22 

0.0015 

0.0047 

23.07 

100 

76.93 

5.00 

3.85 

0.0015 

0.0051 

23.07 

100 

76.93 

5.00 

3.85 

0.0015 

0.0145 

19.83 

100 

80.17 

5.00 

4.01 

0.0015 

0.0081 

19.83 

100 

80.17 

5.00 

4.01 

0.0015 

0.0026 

15.33 

60 

44.68 

20.00 

8.94 

0.0200 

0.0825 

15.33 

60 

44.68 

5.00 

2.23 

0.0015 

0.0004 

8.04 

100 

91.96 

20.00 

18.39 

0.0100 

0.3271 

6.90 

100 

93.10 

20.00 

18.62 

0.0100 

0.3145 

9.03 

100 

90.97 

20.00 

18.19 

0.0100 

0.6307 

8.86 

100 

91.14 

20.00 

18.23 

0.0100 

0.1767 

8.86 

100 

91.14 

20.00 

18.23 

0.0100 

0.0766 

9.05 

100 

90.95 

20.00 

18.19 

0.0100 

0.5220 

11.16 

100 

88.84 

20.00 

17.77 

0.0100 

0.0019 

11.16 

100 

88.84 

20.00 

17.77 

0.0100 

0.5383 

10.11 

100 

89.89 

20.00 

17.98 

0.0100 

0.0005 

10.11 

100 

89.89 

20.00 

17.98 

0.0100 

0.3144 

9.95 

100 

90.05 

20.00 

18.01 

0.0100 

0.0034 

9.95 

100 

90.05 

20.00 

18.01 

0.0100 

0.1625 

14.10 

100 

85.90 

20.00 

17.18 

0.0100 

0.2968 

5.95 

100 

94.05 

20.00 

18.81 

0.0100 

0.3273 

9.46 

100 

90.54 

20.00 

18.11 

0.0100 

0.2864 

8.00 

100 

92.00 

20.00 

18.40 

0.0100 

1.0114 

19.92 

100 

80.08 

20.00 

16.02 

0.0100 

0.2505 

14.00 

100 

86.00 

20.00 

17.20 

0.0100 

1.0088 

13.99 

100 

86.01 

20.00 

17.20 

0.0150 

0.0810 

12.14 

100 

87.86 

20.00 

17.57 

0.0100 

0.2989 

9.70 

100 

90.30 

20.00 

18.06 

0.0100 

0.2696 

9.70 

100 

90.30 

20.00 

18.06 

0.0100 

0.1523 

14.28 

100 

85.72 

20.00 

17.14 

0.0100 

0.2836 

9.68 

100 

90.32 

20.00 

18.06 

0.0100 

0.4324 

9.68 

100 

90.32 

20.00 

18.06 

0.0100 

0.0013 

12.65 

100 

87.35 

20.00 

17.47 

0.0100 

0.0014 

12.65 

100 

87.35 

20.00 

17.47 

0.0100 

0.4068 

7.61 

100 

92.39 

20.00 

18.48 

0.0100 

0.0861 

7.61 

100 

92.39 

20.00 

18.48 

0.0100 

0.5106 

7.61 

100 

92.39 

20.00 

18.48 

0.0100 

0.0067 

10.83 

100 

89.17 

20.00 

17.83 

0.0100 

0.0750 

10.83 

100 

89.17 

20.00 

17.83 

0.0100 

0.0609 

18.44 

100 

81.56 

20.00 

16.31 

0.0150 

0.3988 

10.52 

100 

89.48 

20.00 

17.90 

0.0100 

1.0246 






























































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 

Census Code 

Bilond 

0807000200977700 

Birar 

0807000200977600 

Chak Nandola 

0807000200976000 

Chaniyan Kalan 

0807000100959200 

Chaniyan Khurd 

0807000100955900 


Zone (Fresh 
/ Saline) 


Chhichharwari 


Chulera 


Dahana 


Dandarra 


Dantka 


Dhana 


Dhilawati 


Dhool Bas 


Fatehpur 


Garh Ajan 


Ghata 


Ghoghor 


Ghoseenga 


Gurgaon 


Gurguriya 


Harooka 


Hultana 


Ikhanka 


Jajanka 


Jeera Hera 


Jhenjhpuri 


Jhilpatti 


Jurhara 


Kadam Khandi 


Kakan Khohri 


Kalawata 


Kaltariya 


Kaman (M) 


Kanchanner 


Kanwara 


Kanwari 


0807000200975400 


0807000400996800 


0807000100959100 


0807000200970400 


0807000200973900 


0807000200976300 


0807000200971400 


0807000200973600 


0807000200973200 


0807000200968500 


0807000200973500 


0807000200976900 


0807000200979200 


0807000100954800 


0807000200972900 


0807000200969900 


0807000100955800 


0807000100955600 


0807000100959600 


0807000200975500 


0807000200978700 


0807000100955000 


0807000200978800 


0807000200978900 


0807000200966600 


0807000200976500 


0807000100955100 


0807000200973100 


0807000100955700 


0807000240701000 


0807000100954500 


0807000200975700 


0807000200972300 


8.07 Fresh 


4.58 Fresh 


1.62 Fresh 


1.89 Fresh 


1.33 Fresh 


Saline 


5.33 Fresh 


4.87 Fresh 


2.17 Fresh 


1.08 Saline 


2.94 Fresh 


1.30 Fresh 


3.24 Fresh 


1.66 Fresh 


2.41 Fresh 


3.27 Fresh 


Saline 


1.15 Fresh 


5.35 Fresh 


3.36 Fresh 


3.79 Fresh 


1.53 Fresh 


1.11 Saline 


1.16 Fresh 


Saline 


2.75 Fresh 


Saline 


1.14 Fresh 


4.11 Fresh 


0.97 Fresh 


1.47 Fresh 


4.21 Fresh 


2.35 Fresh 


11.51 Fresh 


1.44 Fresh 


1.62 Fresh 


3.56 Fresh 


1.05 Saline 


24.89 Fresh 


4.38 Fresh 


6.41 Fresh 


0.59 Fresh 


Saline 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Non-command 


Command 


Command 


Command 


Command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Command 


Non-command 


Command 


Command 


Non-command 


Command 


Non-command 


Command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Command 


Non-command 


Command 


Command 


Command 


Command 


Command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Command 


Command 


Command 


Non-command 


Command 


Command 


Non-command 


Command 


Command 


Command 


Command 


Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

14.39 

100 

85.61 

20.00 

17.12 

0.0100 

1.3186 

12.73 

100 

87.27 

20.00 

17.45 

0.0100 

0.8000 

9.21 

100 

90.79 

20.00 

18.16 

0.0100 

0.2934 

12.09 

100 

87.91 

20.00 

17.58 

0.0100 

0.3183 

8.11 

100 

91.89 

20.00 

18.38 

0.0100 

0.1693 

8.11 

100 

91.89 

20.00 

18.38 

0.0100 

0.0749 

8.54 

100 

91.46 

20.00 

18.29 

0.0100 

0.3701 

8.54 

100 

91.46 

20.00 

18.29 

0.0100 

0.6041 

10.38 

100 

89.62 

20.00 

17.92 

0.0100 

0.1172 

12.68 

100 

87.32 

20.00 

17.46 

0.0100 

0.3005 

12.68 

100 

87.32 

20.00 

17.46 

0.0100 

0.0097 

7.16 

100 

92.84 

20.00 

18.57 

0.0100 

0.2013 

11.90 

100 

88.10 

20.00 

17.62 

0.0100 

0.0503 

11.90 

100 

88.10 

20.00 

17.62 

0.0100 

0.4283 

9.31 

100 

90.69 

20.00 

18.14 

0.0100 

0.2367 

8.72 

100 

91.28 

20.00 

18.26 

0.0100 

0.5917 

10.23 

100 

89.77 

20.00 

17.95 

0.0100 

0.2983 

10.64 

100 

89.36 

20.00 

17.87 

0.0100 

0.0146 

10.64 

100 

89.36 

20.00 

17.87 

0.0100 

0.4162 

3.78 

100 

96.22 

20.00 

19.24 

0.0100 

0.0122 

3.78 

100 

96.22 

20.00 

19.24 

0.0100 

0.0151 

10.55 

100 

89.45 

20.00 

17.89 

0.0100 

0.1996 

8.36 

100 

91.64 

20.00 

18.33 

0.0100 

0.1823 

8.36 

100 

91.64 

20.00 

18.33 

0.0100 

0.0903 

13.83 

100 

86.17 

20.00 

17.23 

0.0100 

0.0364 

6.67 

100 

93.33 

20.00 

18.67 

0.0100 

0.7067 

9.90 

100 

90.10 

20.00 

18.02 

0.0100 

0.0426 

9.90 

100 

90.10 

20.00 

18.02 

0.0100 

0.1286 

9.90 

100 

90.10 

20.00 

18.02 

0.0100 

0.0280 

9.90 

100 

90.10 

20.00 

18.02 

0.0100 

0.0767 

7.09 

100 

92.91 

20.00 

18.58 

0.0100 

0.1522 

7.18 

100 

92.82 

20.00 

18.56 

0.0100 

0.0160 

7.18 

100 

92.82 

20.00 

18.56 

0.0100 

0.1468 

7.76 

100 

92.24 

20.00 

18.45 

0.0100 

0.4556 

7.76 

100 

92.24 

20.00 

18.45 

0.0100 

0.0180 

12.20 

100 

87.80 

20.00 

17.56 

0.0100 

0.1798 

12.20 

100 

87.80 

20.00 

17.56 

0.0100 

0.0197 

10.19 

100 

89.81 

20.00 

17.96 

0.0100 

0.6360 

10.19 

100 

89.81 

20.00 

17.96 

0.0100 

0.1022 

20.27 

100 

79.73 

20.00 

15.95 

0.0100 

0.1499 

5.87 

100 

94.13 

20.00 

18.83 

0.0100 

0.2671 

19.51 

100 

80.49 

20.00 

16.10 

0.0100 

0.6054 

15.41 

100 

84.59 

20.00 

16.92 

0.0100 

0.3972 

5.55 

100 

94.45 

20.00 

18.89 

0.0100 

1.1547 

9.14 

100 

90.86 

20.00 

18.17 

0.0100 

0.2619 

6.11 

100 

93.89 

20.00 

18.78 

0.0100 

0.3036 

9.70 

100 

90.30 

20.00 

18.06 

0.0100 

0.4022 

9.70 

100 

90.30 

20.00 

18.06 

0.0100 

0.2408 

6.86 

100 

93.14 

20.00 

18.63 

0.0100 

0.0510 

8.42 

100 

91.58 

20.00 

18.32 

0.0100 

4.5443 

8.42 

100 

91.58 

20.00 

18.32 

0.0100 

0.0149 

7.90 

100 

92.10 

20.00 

18.42 

0.0100 

0.8074 

9.73 

100 

90.27 

20.00 

18.05 

0.0100 

1.1573 

9.23 

100 

90.77 

20.00 

18.15 

0.0100 

0.0416 

9.23 

100 

90.77 

20.00 

18.15 

0.0100 

0.0660 






















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 

Census Code 

Karmooka 

0807000200975100 


Zone (Fresh 
/ Saline) 


Kathaul 


Kautka 


Khairawa 


Khallooka 


Khanpur 


Khera 


Kherli Alimuddin 


Kherli Jallo 


Kherli Kazi 


Kherli Nanoo 


Khohra 


Khoontpuri 


Kolri 


Kukarpuri 


Kulwana 


Ladlaka 


Luhesar 


Manchi 


Mauroli 


Moongaska 


Moonsepur 


Mullaka 


Murar 


Nagla Baldeo 


Nagla Bhatt Ki 


Nagla Dansahay 


Nagla Harnarayan 


Nagla Harsukh 


Nagla Ishrisingh 


Nagla Jalim 


Nagla Jasram 


Nagla Kishorsingh 


Nagla Kulwana 


Nagla Mukariv 


Nagla Shahjad 


Nagla Sitaram 


Nagla Sonokhar 


Nagla Vadipur 


Nagla Vanchariya 


Nandera 


0807000100956200 


0807000200970900 


0807000100959500 


0807000100954100 


0807000200977200 


0807000200979100 


0807000100954400 


0807000200973800 


0807000100956000 


0807000100954700 


0807000200978500 


0807000200977900 


0807000200974500 


0807000100954600 


0807000200972000 


0807000100955500 


0807000200973000 


0807000200975300 


0807000200971300 


0807000200974600 


0807000200978200 


0807000200977100 


0807000100959700 


0807000200969500 


0807000200976700 


0807000200976800 


0807000200968000 


0807000200970600 


0807000200967700 


0807000200976400 


0807000200976600 


0807000200967600 


0807000200967900 


0807000200970500 


0807000200977300 


0807000200972100 


0807000200973700 


0807000200973400 


0807000200972600 


0807000200969800 


0807000200970800 


0807000200970200 


0807000200972700 


2.45 Fresh 


10.84 Fresh 


1.07 Saline 


2.77 Fresh 


3.36 Fresh 


2.05 Fresh 


1.63 Fresh 


1.61 Fresh 


1.67 Fresh 


2.36 Fresh 


Saline 


3.82 Fresh 


2.13 Fresh 


1.87 Fresh 


5.54 Fresh 


2.72 Fresh 


Saline 


Type of Area 
(Command / Non¬ 
command) 


Command 


Non-command 


Command 


Command 


Command 


Command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Command 


Non-command 


Command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Command 


Command 


Command 


Command 


Command 


Non-command 


Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

6.69 

100 

93.31 

20.00 

18.66 

0.0100 

0.4559 

6.69 

100 

93.31 

20.00 

18.66 

0.0100 

0.0007 

9.39 

100 

90.61 

20.00 

18.12 

0.0100 

1.4496 

10.62 

100 

89.38 

20.00 

17.88 

0.0100 

0.1914 

10.15 

100 

89.85 

20.00 

17.97 

0.0100 

0.4979 

9.60 

100 

90.40 

20.00 

18.08 

0.0100 

0.0994 

11.85 

100 

88.15 

20.00 

17.63 

0.0100 

0.3609 

17.76 

100 

82.24 

20.00 

16.45 

0.0100 

0.1493 

8.59 

100 

91.41 

20.00 

18.28 

0.0100 

0.2899 

10.31 

100 

89.69 

20.00 

17.94 

0.0100 

0.2682 

10.31 

100 

89.69 

20.00 

17.94 

0.0100 

0.0307 

8.05 

100 

91.95 

20.00 

18.39 

0.0100 

0.2024 

8.05 

100 

91.95 

20.00 

18.39 

0.0100 

0.0009 

6.85 

100 

93.15 

20.00 

18.63 

0.0100 

0.4790 

19.98 

100 

80.02 

20.00 

16.00 

0.0100 

0.0016 

14.03 

100 

85.97 

20.00 

17.19 

0.0100 

0.3088 

12.56 

100 

87.44 

20.00 

17.49 

0.0100 

0.2448 

8.30 

100 

91.70 

20.00 

18.34 

0.0100 

0.2130 

9.06 

100 

90.94 

20.00 

18.19 

0.0100 

0.3007 

7.99 

100 

92.01 

20.00 

18.40 

0.0100 

0.3723 

9.91 

100 

90.09 

20.00 

18.02 

0.0100 

0.3685 

8.44 

100 

91.56 

20.00 

18.31 

0.0100 

0.1787 

8.44 

100 

91.56 

20.00 

18.31 

0.0100 

0.1131 

8.79 

100 

91.21 

20.00 

18.24 

0.0100 

0.3878 

8.79 

100 

91.21 

20.00 

18.24 

0.0100 

0.0428 

12.19 

100 

87.81 

20.00 

17.56 

0.0100 

0.6303 

18.18 

100 

81.82 

20.00 

16.36 

0.0100 

0.1000 

9.34 

100 

90.66 

20.00 

18.13 

0.0100 

0.3003 

12.51 

100 

87.49 

20.00 

17.50 

0.0100 

0.0915 

12.51 

100 

87.49 

20.00 

17.50 

0.0100 

0.7895 

9.79 

100 

90.21 

20.00 

18.04 

0.0100 

0.2721 

9.79 

100 

90.21 

20.00 

18.04 

0.0100 

0.0152 

9.79 

100 

90.21 

20.00 

18.04 

0.0100 

0.2031 

9.43 

100 

90.57 

20.00 

18.11 

0.0100 

0.3536 

9.49 

100 

90.51 

20.00 

18.10 

0.0100 

0.3020 

4.74 

100 

95.26 

20.00 

19.05 

0.0100 

0.0563 

10.23 

100 

89.77 

20.00 

17.95 

0.0100 

0.3214 

10.17 

100 

89.83 

20.00 

17.97 

0.0100 

0.1160 

9.13 

100 

90.87 

20.00 

18.17 

0.0100 

0.2617 

9.19 

100 

90.81 

20.00 

18.16 

0.0100 

0.1520 

8.85 

100 

91.15 

20.00 

18.23 

0.0100 

0.0003 

8.85 

100 

91.15 

20.00 

18.23 

0.0100 

0.1989 

6.74 

100 

93.26 

20.00 

18.65 

0.0100 

0.1390 

9.25 

100 

90.75 

20.00 

18.15 

0.0100 

0.1265 

10.76 

100 

89.24 

20.00 

17.85 

0.0100 

0.1607 

9.30 

100 

90.70 

20.00 

18.14 

0.0100 

0.2465 

11.02 

100 

88.98 

20.00 

17.80 

0.0100 

0.5115 

10.33 

100 

89.67 

20.00 

17.93 

0.0100 

0.2550 

10.65 

100 

89.35 

20.00 

17.87 

0.0100 

0.2009 

6.61 

100 

93.39 

20.00 

18.68 

0.0100 

0.1237 

9.98 

100 

90.02 

20.00 

18.00 

0.0100 

0.1346 

6.53 

100 

93.47 

20.00 

18.69 

0.0100 

0.1860 

10.13 

100 

89.87 

20.00 

17.97 

0.0100 

0.2212 

10.13 

100 

89.87 

20.00 

17.97 

0.0100 

0.5751 

10.13 

100 

89.87 

20.00 

17.97 

0.0100 

0.0024 












































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


02001010 


Village Name 

Census Code 

Nandola 

0807000200976100 

Netwari 

0807000200969700 


Zone (Fresh 
/ Saline) 


Olanda 


Pai 


Palla 


Palri 


Parehi 


Pasopa 


Pathwari 


Radhanagri 


Rawatpura 


Rosyaka 


Rundh Kanwara 


Rundh Nandola 


Rundh Sablana 


Sablana 


Sahsan 


Samsalka 


Sanwler 


Sarwarka 


Satpura 


Satwas 


Saumka 


Seu 


Sonokhar 


Sunhera 


Takora 


Tayra 


Thalchana 


Topraki 


Udaipuri 


Udaka 


Unchera 


Undhan 


Vadipur 


Varnaul 


Varwariya 


Vaulkhera 


Anchwara 


Bahadarpur 


Bambadi 


Bamni 


Basai Dahra Mai Lohagarh 


Bhandara 


0807000200978600 


0807000200969100 


0807000200977000 


0807000200971200 


0807000200970100 


0807000400996600 


0807000200968300 


0807000200971500 


0807000200974700 


0807000200969600 


0807000200975900 


0807000200975800 


0807000200977400 


0807000200977500 


0807000100956100 


0807000100959800 


0807000100959000 


0807000100958600 


0807000100955200 


0807000200971000 


0807000100959300 


0807000400996900 


0807000200970000 


0807000200971600 


0807000200972400 


0807000200971900 


0807000100954300 


0807000200978100 


0807000400996700 


0807000200971800 


0807000200970300 


0807000200969400 


0807000200970700 


0807000200974300 


0807000200974200 


0807000200974000 


0807000200967800 


0807000100954900 


0807000200967200 


0807000200966900 


0807000200967400 


0807000200969300 


1.31 Fresh 


2.38 Saline 


0.91 Fresh 


0.66 Fresh 


1.18 Fresh 


8.17 Fresh 


13.15 Fresh 


4.10 Fresh 


7.93 Fresh 


2.50 Saline 


0.63 Fresh 


2.28 Fresh 


16.89 Fresh 


2.87 Saline 


1.85 Fresh 


1.71 Fresh 


3.56 Fresh 


1.02 Fresh 


Saline 


4.45 Saline 


Type of Area 
(Command / Non¬ 
command) 


Command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Command 


Non-command 


Command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Command 


Non-command 


Command 


Non-command 


Command 


Command 


Non-command 


Command 


Non-command 


Command 


Command 


Command 


Command 


Non-command 


Command 


Command 


Command 


Command 


Command 


Command 


Non-command 


Non-command 


Command 


Command 


Command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

9.22 

100 

90.78 

20.00 

18.16 

0.0100 

0.2386 

8.79 

100 

91.21 

20.00 

18.24 

0.0100 

0.4333 

8.79 

100 

91.21 

20.00 

18.24 

0.0100 

0.0005 

20.33 

100 

79.67 

20.00 

15.93 

0.0100 

0.0159 

6.48 

100 

93.52 

20.00 

18.70 

0.0100 

0.0822 

8.00 

100 

92.00 

20.00 

18.40 

0.0100 

0.5068 

9.62 

100 

90.38 

20.00 

18.08 

0.0100 

0.1991 

6.46 

100 

93.54 

20.00 

18.71 

0.0100 

0.1509 

12.80 

100 

87.20 

20.00 

17.44 

0.0100 

0.8165 

3.13 

100 

96.87 

20.00 

19.37 

0.0100 

0.0340 

9.00 

100 

91.00 

20.00 

18.20 

0.0100 

0.2311 

11.10 

100 

88.90 

20.00 

17.78 

0.0100 

0.2028 

9.89 

100 

90.11 

20.00 

18.02 

0.0100 

0.1590 

9.89 

100 

90.11 

20.00 

18.02 

0.0100 

0.0465 

9.89 

100 

90.11 

20.00 

18.02 

0.0100 

0.1428 

9.15 

100 

90.85 

20.00 

18.17 

0.0100 

0.1645 

9.03 

100 

90.97 

20.00 

18.19 

0.0100 

0.1206 

12.01 

100 

87.99 

20.00 

17.60 

0.0100 

0.2084 

8.96 

100 

91.04 

20.00 

18.21 

0.0100 

0.0138 

8.96 

100 

91.04 

20.00 

18.21 

0.0100 

1.4740 

9.15 

100 

90.85 

20.00 

18.17 

0.0100 

2.3894 

12.22 

100 

87.78 

20.00 

17.56 

0.0100 

0.0783 

12.22 

100 

87.78 

20.00 

17.56 

0.0100 

0.0995 

11.49 

100 

88.51 

20.00 

17.70 

0.0100 

0.0612 

11.49 

100 

88.51 

20.00 

17.70 

0.0100 

0.0065 

8.60 

100 

91.40 

20.00 

18.28 

0.0100 

0.0452 

5.83 

100 

94.17 

20.00 

18.83 

0.0100 

0.3190 

10.75 

100 

89.25 

20.00 

17.85 

0.0100 

0.5850 

12.61 

100 

87.39 

20.00 

17.48 

0.0100 

0.6536 

7.96 

100 

92.04 

20.00 

18.41 

0.0100 

0.0248 

6.51 

100 

93.49 

20.00 

18.70 

0.0100 

0.1499 

9.19 

100 

90.81 

20.00 

18.16 

0.0100 

0.7513 

9.51 

100 

90.49 

20.00 

18.10 

0.0100 

0.1780 

9.51 

100 

90.49 

20.00 

18.10 

0.0100 

0.0270 

9.52 

100 

90.48 

20.00 

18.10 

0.0100 

0.4958 

8.99 

100 

91.01 

20.00 

18.20 

0.0100 

0.5866 

18.02 

100 

81.98 

20.00 

16.40 

0.0100 

0.4178 

12.63 

100 

87.37 

20.00 

17.47 

0.0100 

0.0350 

9.82 

100 

90.18 

20.00 

18.04 

0.0100 

0.4678 

8.16 

100 

91.84 

20.00 

18.37 

0.0100 

0.2140 

9.62 

100 

90.38 

20.00 

18.08 

0.0100 

0.1701 

9.62 

100 

90.38 

20.00 

18.08 

0.0100 

0.4039 

9.62 

100 

90.38 

20.00 

18.08 

0.0100 

0.0017 

9.62 

100 

90.38 

20.00 

18.08 

0.0100 

0.0498 

10.18 

100 

89.82 

20.00 

17.96 

0.0100 

0.4497 

14.16 

100 

85.84 

20.00 

17.17 

0.0100 

0.0872 

14.27 

100 

85.73 

20.00 

17.15 

0.0100 

0.0497 

11.86 

100 

88.14 

20.00 

17.63 

0.0100 

1.4949 

9.05 

100 

90.95 

20.00 

18.19 

0.0100 

0.0007 

5.95 

100 

94.05 

20.00 

18.81 

0.0100 

0.0215 

2.71 

100 

97.29 

20.00 

19.46 

0.0100 

0.3323 

4.61 

100 

95.39 

20.00 

19.08 

0.0100 

0.6795 

5.36 

100 

94.64 

20.00 

18.93 

0.0100 

0.0274 

5.36 

100 

94.64 

20.00 

18.93 

0.0100 

0.1655 

7.61 

100 

92.39 

20.00 

18.48 

0.0100 

0.2188 














































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

8.11 

100 

91.89 

20.00 

18.38 

0.0100 

0.0010 

3.78 

100 

96.22 

20.00 

19.24 

0.0100 

0.5972 

3.78 

100 

96.22 

20.00 

19.24 

0.0100 

0.0044 

7.09 

100 

92.91 

20.00 

18.58 

0.0100 

0.0543 

7.18 

100 

92.82 

20.00 

18.56 

0.0100 

0.0535 

7.76 

100 

92.24 

20.00 

18.45 

0.0100 

0.0278 

7.76 

100 

92.24 

20.00 

18.45 

0.0100 

0.0066 

5.87 

100 

94.13 

20.00 

18.83 

0.0100 

0.0094 

5.55 

100 

94.45 

20.00 

18.89 

0.0100 

1.0197 

7.14 

100 

92.86 

20.00 

18.57 

0.0100 

0.8808 

6.86 

100 

93.14 

20.00 

18.63 

0.0100 

0.1450 

3.28 

100 

96.72 

20.00 

19.34 

0.0100 

0.2496 

6.13 

100 

93.87 

20.00 

18.77 

0.0100 

0.3714 

2.78 

100 

97.22 

20.00 

19.44 

0.0100 

0.2837 

4.74 

100 

95.26 

20.00 

19.05 

0.0100 

0.0241 

3.41 

100 

96.59 

20.00 

19.32 

0.0100 

0.1072 

3.41 

100 

96.59 

20.00 

19.32 

0.0100 

0.0120 

3.13 

100 

96.87 

20.00 

19.37 

0.0100 

0.0376 

3.13 

100 

96.87 

20.00 

19.37 

0.0100 

0.1994 

2.73 

100 

97.27 

20.00 

19.45 

0.0100 

0.1795 

6.79 

100 

93.21 

20.00 

18.64 

0.0100 

0.2402 

8.85 

100 

91.15 

20.00 

18.23 

0.0100 

0.0003 

8.85 

100 

91.15 

20.00 

18.23 

0.0100 

0.1206 

6.74 

100 

93.26 

20.00 

18.65 

0.0100 

0.0368 

2.56 

100 

97.44 

20.00 

19.49 

0.0100 

0.2765 

6.61 

100 

93.39 

20.00 

18.68 

0.0100 

0.0966 

6.53 

100 

93.47 

20.00 

18.69 

0.0100 

0.0082 

6.53 

100 

93.47 

20.00 

18.69 

0.0100 

0.0111 

2.50 

100 

97.50 

20.00 

19.50 

0.0100 

1.9821 

1.86 

100 

98.14 

20.00 

19.63 

0.0100 

0.9562 

6.48 

100 

93.52 

20.00 

18.70 

0.0100 

1.2430 

6.48 

100 

93.52 

20.00 

18.70 

0.0100 

0.0779 

6.46 

100 

93.54 

20.00 

18.71 

0.0100 

0.1762 

6.46 

100 

93.54 

20.00 

18.71 

0.0100 

0.0750 

3.13 

100 

96.87 

20.00 

19.37 

0.0100 

0.2472 

3.13 

100 

96.87 

20.00 

19.37 

0.0100 

0.1015 

5.21 

100 

94.79 

20.00 

18.96 

0.0100 

0.2199 

6.53 

100 

93.47 

20.00 

18.69 

0.0100 

0.0017 

6.53 

100 

93.47 

20.00 

18.69 

0.0100 

0.2444 

4.26 

100 

95.74 

20.00 

19.15 

0.0100 

0.1752 

4.26 

100 

95.74 

20.00 

19.15 

0.0100 

0.2435 

1.98 

100 

98.02 

20.00 

19.60 

0.0100 

0.1625 

6.51 

100 

93.49 

20.00 

18.70 

0.0100 

0.0077 

6.51 

100 

93.49 

20.00 

18.70 

0.0100 

0.2666 

8.43 

100 

91.57 

20.00 

18.31 

0.0100 

1.0394 

8.18 

100 

91.82 

20.00 

18.36 

0.0100 

0.2309 

8.49 

100 

91.51 

20.00 

18.30 

0.0100 

2.7834 

10.17 

100 

89.83 

20.00 

17.97 

0.0100 

0.3259 

10.17 

100 

89.83 

20.00 

17.97 

0.0100 

0.0529 

9.87 

100 

90.13 

20.00 

18.03 

0.0100 

0.7597 

8.81 

100 

91.19 

20.00 

18.24 

0.0100 

0.1986 

9.62 

100 

90.38 

20.00 

18.08 

0.0100 

0.1146 

9.62 

100 

90.38 

20.00 

18.08 

0.0100 

0.0433 

8.25 

100 

91.75 

20.00 

18.35 

0.0100 

0.0031 

8.54 

100 

91.46 

20.00 

18.29 

0.0100 

0.0000 











































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 

Census Code 

Chomeda 

0807000401000100 

Deeg (M) 

0807000440703000 


Zone (Fresh 
/ Saline) 


Dhamari 


Didawali 


Gadalpur 


Garhi Lodha 


Ghata 


Girse 


Guhana 


Iklahra 


Kasba Deeg ( Rural) 


Khera Brahman 


Kheriya Purohitan 


Khohri 


Kishanpur ( Rural) 


Kuchawati 


Malipura 


Malpur ( Rural) 


Mauroli 


Mullaka 


Murar 


Nagla Chahar 


Nagla Dandu 


Nagla Faujdar 


Nagla Harsukh 


Nagla Khaman 


Nagla Khuntela 


Nagla Kokla 


Nagla Radhey 


Nagla Shripur 


Nagla Wadripur 


Nahra Chauth 


Narena Chauth 


Pahalwara 


Pahartal 


Palla 


Paramdara 


Pasta 


Poonchhri 


Rambagh ( Rural) 


Rundh Narayanpur 


Rundh Narena 


Rundh Paramdara 


Samai 


Seu 


Shahpur 


Shyamdhak 


0807000400997100 


0807000400999700 


0807000400999900 


0807000401005300 


0807000200976900 


0807000401005700 


0807000400998300 


0807000401000000 


0807000401003500 


0807000401004600 


0807000401005500 


0807000401005600 


0807000401000300 


0807000401003400 


0807000401003900 


0807000401000200 


0807000200977100 


0807000200976700 


0807000200976800 


0807000401004900 


0807000401003700 


0807000401004800 


0807000400997300 


0807000401004000 


0807000401003600 


0807000400997700 


0807000401005200 


0807000400999800 


0807000400997900 


0807000400997200 


0807000400997500 


0807000400998400 


0807000401003100 


0807000200977000 


0807000400998000 


0807000400997600 


0807000401004400 


0807000401003200 


0807000401009000 


0807000400997400 


0807000400998100 


0807000401004500 


0807000400996900 


0807000401001000 


0807000401004300 


6.99 Fresh 


20.03 Fresh 


Saline 


4.50 Fresh 


2.07 Fresh 


1.59 Fresh 


1.48 Fresh 


5.35 Fresh 


0.68 Saline 


1.35 Fresh 


Type of Area 
(Command / Non¬ 
command) 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Non-command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Non-command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Non-command 


Command 


Command 


Non-command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Command 


Non-command 


Command 


Command 


Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

7.29 

100 

92.71 

20.00 

18.54 

0.0100 

1.2957 

9.36 

100 

90.64 

20.00 

18.13 

0.0100 

1.7487 

9.36 

100 

90.64 

20.00 

18.13 

0.0100 

0.0378 

7.85 

100 

92.15 

20.00 

18.43 

0.0100 

0.8156 

8.61 

100 

91.39 

20.00 

18.28 

0.0100 

0.2560 

8.60 

100 

91.40 

20.00 

18.28 

0.0100 

0.2900 

9.11 

100 

90.89 

20.00 

18.18 

0.0100 

0.2115 

8.36 

100 

91.64 

20.00 

18.33 

0.0100 

0.4578 

8.36 

100 

91.64 

20.00 

18.33 

0.0100 

0.2442 

12.36 

100 

87.64 

20.00 

17.53 

0.0100 

0.0000 

8.35 

100 

91.65 

20.00 

18.33 

0.0100 

0.0173 

8.09 

100 

91.91 

20.00 

18.38 

0.0100 

0.5560 

8.82 

100 

91.18 

20.00 

18.24 

0.0100 

0.3021 

2.95 

100 

97.05 

20.00 

19.41 

0.0100 

0.0169 

10.10 

100 

89.90 

20.00 

17.98 

0.0100 

0.0466 

11.11 

100 

88.89 

20.00 

17.78 

0.0100 

0.5242 

8.99 

100 

91.01 

20.00 

18.20 

0.0100 

0.0043 

9.49 

100 

90.51 

20.00 

18.10 

0.0100 

0.6836 

6.46 

100 

93.54 

20.00 

18.71 

0.0100 

0.2897 

8.82 

100 

91.18 

20.00 

18.24 

0.0100 

0.2026 

9.34 

100 

90.66 

20.00 

18.13 

0.0100 

0.0378 

9.43 

100 

90.57 

20.00 

18.11 

0.0100 

0.0193 

9.49 

100 

90.51 

20.00 

18.10 

0.0100 

0.0276 

7.38 

100 

92.62 

20.00 

18.52 

0.0100 

0.3570 

6.82 

100 

93.18 

20.00 

18.64 

0.0100 

0.1754 

6.49 

100 

93.51 

20.00 

18.70 

0.0100 

0.3078 

7.98 

100 

92.02 

20.00 

18.40 

0.0100 

0.2182 

6.67 

100 

93.33 

20.00 

18.67 

0.0100 

0.1510 

6.91 

100 

93.09 

20.00 

18.62 

0.0100 

0.2724 

8.84 

100 

91.16 

20.00 

18.23 

0.0100 

0.4238 

8.86 

100 

91.14 

20.00 

18.23 

0.0100 

0.2360 

8.86 

100 

91.14 

20.00 

18.23 

0.0100 

0.0018 

8.72 

100 

91.28 

20.00 

18.26 

0.0100 

0.1777 

8.91 

100 

91.09 

20.00 

18.22 

0.0100 

0.6597 

8.27 

100 

91.73 

20.00 

18.35 

0.0100 

0.5776 

8.13 

100 

91.87 

20.00 

18.37 

0.0100 

0.6156 

8.09 

100 

91.91 

20.00 

18.38 

0.0100 

0.0070 

8.09 

100 

91.91 

20.00 

18.38 

0.0100 

0.0277 

10.46 

100 

89.54 

20.00 

17.91 

0.0100 

0.0532 

10.46 

100 

89.54 

20.00 

17.91 

0.0100 

0.1248 

8.00 

100 

92.00 

20.00 

18.40 

0.0100 

0.3642 

9.04 

100 

90.96 

20.00 

18.19 

0.0100 

1.5766 

8.36 

100 

91.64 

20.00 

18.33 

0.0100 

1.4172 

4.53 

100 

95.47 

20.00 

19.09 

0.0100 

0.6960 

9.77 

100 

90.23 

20.00 

18.05 

0.0100 

0.1683 

9.77 

100 

90.23 

20.00 

18.05 

0.0100 

0.4134 

9.54 

100 

90.46 

20.00 

18.09 

0.0100 

0.0085 

9.54 

100 

90.46 

20.00 

18.09 

0.0100 

0.0260 

8.21 

100 

91.79 

20.00 

18.36 

0.0100 

0.5704 

7.94 

100 

92.06 

20.00 

18.41 

0.0100 

0.3116 

3.32 

100 

96.68 

20.00 

19.34 

0.0100 

0.6215 

7.96 

100 

92.04 

20.00 

18.41 

0.0100 

0.2425 

7.96 

100 

92.04 

20.00 

18.41 

0.0100 

0.8377 

9.82 

100 

90.18 

20.00 

18.04 

0.0100 

0.0106 

5.87 

100 

94.13 

20.00 

18.83 

0.0100 

0.2532 

























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 


Census Code 



Shyopura 


Songaon 


Suhera 


0807000401001100 


0807000401005400 


0807000400997000 


Zone (Fresh 
/ Saline) 


2.66 Saline 


6.71 Fresh 


2.49 Fresh 


Tankoli 

0807000400999600 

2.41 

Fresh 

Umra 

0807000401004700 

3.53 

Fresh 

Abhaipur 

0807000100965600 

1.64 

Fresh 

Akbarpur Meo 

0807000300987100 

2.93 

Saline 

Alampur 

0807000100957600 

1.99 

Fresh 

Amrooka 

0807000100965800 

1.93 

Fresh 

Ardooka 

0807000100963800 

3.47 

Fresh 



Bansoli 

0807000200979000 

1.59 

Fresh 

Barh 

0807000100966000 

0.78 

Fresh 

Bas Burja 

0807000300986800 

10.09 

Saline 

Bayana 

0807000100957900 

0.80 

Fresh 

Beg Pahari 

0807000300993800 

2.87 

Fresh 

Bela 

0807000300988200 

5.08 

Fresh 

Bhadaka 

0807000100963200 

1.13 

Fresh 

Bhaisera 

0807000100958800 

3.00 

Fresh 


Bhojaka 


Bhojpur 


Bhori 


Bhuapur Garhi 


Bhuapur Khohri 


Bijasana 


Bilond 


Bodoli 


0807000100956300 


0807000100962100 


0807000100954000 


0807000300993700 


0807000100965400 


0807000100961300 


0807000200977700 


0807000100960400 


0.92 Fresh 


4.19 Fresh 


Saline 


4.45 Fresh 


5.93 Fresh 


1.02 Fresh 


2.25 Fresh 


8.07 Fresh 


4.59 Fresh 



Burana 

0807000100958100 

2.23 

Fresh 

Burani 

0807000100958000 

1.66 

Fresh 

Chandoopura 

0807000100964400 

3.16 

Fresh 

Chaniyan Kalan 

0807000100959200 

1.89 

Fresh 

Chhajoo Khera 

0807000300987900 

1.69 

Fresh 


Chhapra 

0807000100957200 

8.51 

Fresh 

Chhpar 

0807000300984900 

0.88 

Saline 


Chinawara 


Dabra 


Dahana 


Danishpur 


Daniyalpur Khera 


Dantka 


Dathait 


Daudri 


Dawak 


0807000100957300 


0807000100961500 


0807000100959100 


0807000100964800 


0807000300987600 


0807000200973900 


0807000100953100 


0807000100965000 


0807000300988800 



Type of Area 
(Command / Non¬ 
command) 

Command 

Command 

Command 

Non-command 

Command 

Command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Command 

Non-command 

Non-command 

Command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Command 

Non-command 

Command 

Non-command 

Non-command 

Command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Command 

Non-command 

Command 

Non-command 

Non-command 

Non-command 

Command 

Non-command 

Command 

Non-command 

Non-command 

Command 

Non-command 

Non-command 

Non-command 

Command 

Non-command 

Command 

Non-command 

Non-command 

Non-command 

Non-command 


Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

10.25 

100 

89.75 

20.00 

17.95 

0.0100 

0.0055 

10.20 

100 

89.80 

20.00 

17.96 

0.0100 

0.0196 

7.75 

100 

92.25 

20.00 

18.45 

0.0100 

0.3926 

7.75 

100 

92.25 

20.00 

18.45 

0.0100 

0.0664 

8.79 

100 

91.21 

20.00 

18.24 

0.0100 

0.0178 

6.29 

100 

93.71 

20.00 

18.74 

0.0100 

0.3546 

10.17 

100 

89.83 

20.00 

17.97 

0.0150 

0.4425 

12.77 

100 

87.24 

20.00 

17.45 

0.0150 

0.0215 

6.29 

100 

93.71 

20.00 

18.74 

0.0150 

0.5583 

10.71 

100 

89.29 

20.00 

17.86 

0.0150 

0.5167 

7.15 

100 

92.85 

20.00 

18.57 

0.0100 

0.2849 

7.15 

100 

92.85 

20.00 

18.57 

0.0100 

0.2801 

7.15 

100 

92.85 

20.00 

18.57 

0.0100 

0.0795 

6.47 

100 

93.53 

20.00 

18.71 

0.0150 

0.0000 

6.47 

100 

93.53 

20.00 

18.71 

0.0150 

0.4841 

19.92 

100 

80.08 

20.00 

16.02 

0.0100 

0.0016 

13.99 

100 

86.01 

20.00 

17.20 

0.0150 

0.1214 

15.18 

100 

84.82 

20.00 

16.96 

0.0150 

0.0315 

6.61 

100 

93.39 

20.00 

18.68 

0.0150 

0.2254 

17.09 

100 

82.91 

20.00 

16.58 

0.0150 

0.7126 

11.42 

100 

88.58 

20.00 

17.72 

0.0150 

1.3504 

8.28 

100 

91.72 

20.00 

18.34 

0.0150 

0.3102 

7.14 

100 

92.86 

20.00 

18.57 

0.0100 

0.1121 

7.14 

100 

92.86 

20.00 

18.57 

0.0100 

0.4450 

9.75 

100 

90.25 

20.00 

18.05 

0.0100 

0.1668 

7.98 

100 

92.02 

20.00 

18.40 

0.0100 

0.1309 

7.98 

100 

92.02 

20.00 

18.40 

0.0100 

0.6247 

9.79 

100 

90.21 

20.00 

18.04 

0.0100 

0.8022 

18.44 

100 

81.56 

20.00 

16.31 

0.0150 

0.8322 

10.31 

100 

89.69 

20.00 

17.94 

0.0150 

0.2750 

7.82 

100 

92.18 

20.00 

18.44 

0.0100 

0.3508 

14.39 

100 

85.61 

20.00 

17.12 

0.0100 

0.0537 

8.74 

100 

91.26 

20.00 

18.25 

0.0150 

0.7909 

8.74 

100 

91.26 

20.00 

18.25 

0.0150 

0.4653 

10.46 

100 

89.54 

20.00 

17.91 

0.0150 

0.5446 

10.46 

100 

89.54 

20.00 

17.91 

0.0150 

0.1968 

6.86 

100 

93.14 

20.00 

18.63 

0.0150 

0.6220 

6.73 

100 

93.27 

20.00 

18.65 

0.0150 

0.4652 

8.56 

100 

91.44 

20.00 

18.29 

0.0150 

0.8677 

12.09 

100 

87.91 

20.00 

17.58 

0.0100 

0.0132 

7.15 

100 

92.85 

20.00 

18.57 

0.0150 

0.1865 

7.15 

100 

92.85 

20.00 

18.57 

0.0150 

0.2840 

7.37 

100 

92.63 

20.00 

18.53 

0.0150 

2.0501 

10.28 

100 

89.72 

20.00 

17.94 

0.0150 

0.0076 

10.28 

100 

89.72 

20.00 

17.94 

0.0150 

0.0013 

8.50 

100 

91.50 

20.00 

18.30 

0.0100 

1.0410 

9.42 

100 

90.58 

20.00 

18.12 

0.0100 

0.0880 

9.42 

100 

90.58 

20.00 

18.12 

0.0100 

0.0870 

12.68 

100 

87.32 

20.00 

17.46 

0.0100 

0.0692 

9.13 

100 

90.87 

20.00 

18.17 

0.0150 

0.2600 

6.67 

100 

93.33 

20.00 

18.67 

0.0150 

0.3683 

11.90 

100 

88.10 

20.00 

17.62 

0.0100 

0.0114 

10.41 

100 

89.59 

20.00 

17.92 

0.0100 

0.3192 

10.93 

100 

89.07 

20.00 

17.81 

0.0150 

0.2439 

11.58 

100 

88.42 

20.00 

17.68 

0.0150 

1.8679 













































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.58 

100 

88.42 

20.00 

17.68 

0.0150 

0.0100 

14.12 

100 

85.88 

20.00 

17.18 

0.0150 

0.0000 

14.12 

100 

85.88 

20.00 

17.18 

0.0150 

0.7249 

15.35 

100 

84.65 

20.00 

16.93 

0.0100 

0.4002 

10.45 

100 

89.55 

20.00 

17.91 

0.0100 

0.3275 

10.45 

100 

89.55 

20.00 

17.91 

0.0100 

0.9130 

9.71 

100 

90.29 

20.00 

18.06 

0.0100 

1.6316 

13.16 

90 

76.84 

20.00 

15.37 

0.0150 

0.3967 

7.93 

100 

92.07 

20.00 

18.41 

0.0150 

0.0010 

7.93 

100 

92.07 

20.00 

18.41 

0.0150 

0.0579 

7.53 

100 

92.47 

20.00 

18.49 

0.0150 

0.4589 

10.00 

100 

90.00 

20.00 

18.00 

0.0100 

0.2135 

10.19 

100 

89.81 

20.00 

17.96 

0.0100 

0.5709 

10.19 

100 

89.81 

20.00 

17.96 

0.0100 

0.0241 

8.74 

100 

91.26 

20.00 

18.25 

0.0150 

0.1533 

8.40 

100 

91.60 

20.00 

18.32 

0.0100 

0.1142 

6.10 

100 

93.90 

20.00 

18.78 

0.0150 

0.3059 

7.33 

100 

92.67 

20.00 

18.53 

0.0150 

2.2706 

8.68 

100 

91.32 

20.00 

18.26 

0.0150 

0.0019 

8.68 

100 

91.32 

20.00 

18.26 

0.0150 

0.2396 

8.68 

100 

91.32 

20.00 

18.26 

0.0150 

0.7198 

10.97 

100 

89.03 

20.00 

17.81 

0.0150 

0.9039 

11.75 

100 

88.25 

20.00 

17.65 

0.0150 

1.0622 

9.99 

100 

90.01 

20.00 

18.00 

0.0100 

0.3924 

10.05 

100 

89.95 

20.00 

17.99 

0.0100 

0.4502 

10.05 

100 

89.95 

20.00 

17.99 

0.0100 

0.0000 

12.15 

100 

87.85 

20.00 

17.57 

0.0150 

0.3324 

8.70 

100 

91.30 

20.00 

18.26 

0.0150 

0.7790 

8.70 

100 

91.30 

20.00 

18.26 

0.0150 

1.5301 

12.17 

100 

87.83 

20.00 

17.57 

0.0150 

1.6224 

12.17 

100 

87.83 

20.00 

17.57 

0.0150 

0.1097 

12.17 

100 

87.83 

20.00 

17.57 

0.0150 

0.0366 

8.30 

100 

91.70 

20.00 

18.34 

0.0100 

0.1964 

8.30 

100 

91.70 

20.00 

18.34 

0.0100 

0.4483 

8.30 

100 

91.70 

20.00 

18.34 

0.0100 

0.0379 

8.66 

100 

91.34 

20.00 

18.27 

0.0150 

0.3529 

13.71 

100 

86.29 

20.00 

17.26 

0.0150 

0.2506 

13.71 

100 

86.29 

20.00 

17.26 

0.0150 

0.9297 

13.09 

100 

86.91 

20.00 

17.38 

0.0150 

0.3751 

9.01 

100 

90.99 

20.00 

18.20 

0.0150 

0.4560 

7.58 

100 

92.42 

20.00 

18.48 

0.0150 

0.0064 

20.27 

100 

79.73 

20.00 

15.95 

0.0100 

0.0054 

14.22 

100 

85.78 

20.00 

17.16 

0.0150 

0.0040 

8.01 

100 

91.99 

20.00 

18.40 

0.0100 

0.1833 

8.01 

100 

91.99 

20.00 

18.40 

0.0100 

0.0222 

6.64 

100 

93.36 

20.00 

18.67 

0.0100 

0.4148 

12.39 

100 

87.61 

20.00 

17.52 

0.0150 

0.2664 

9.93 

100 

90.07 

20.00 

18.01 

0.0100 

0.1498 

14.63 

100 

85.37 

20.00 

17.07 

0.0150 

0.0017 

14.63 

100 

85.37 

20.00 

17.07 

0.0150 

1.5319 

12.95 

100 

87.05 

20.00 

17.41 

0.0150 

1.4822 

12.95 

100 

87.05 

20.00 

17.41 

0.0150 

0.0000 

12.95 

100 

87.05 

20.00 

17.41 

0.0150 

0.2936 

12.95 

100 

87.05 

20.00 

17.41 

0.0150 

0.0212 

19.51 

100 

80.49 

20.00 

16.10 

0.0100 

0.0631 
















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.35 

100 

88.65 

20.00 

17.73 

0.0100 

0.3324 

7.88 

100 

92.12 

20.00 

18.42 

0.0100 

0.0738 

7.88 

100 

92.12 

20.00 

18.42 

0.0100 

0.0369 

7.88 

100 

92.12 

20.00 

18.42 

0.0100 

0.0720 

8.21 

100 

91.79 

20.00 

18.36 

0.0100 

0.0705 

8.21 

100 

91.79 

20.00 

18.36 

0.0100 

0.0125 

8.21 

100 

91.79 

20.00 

18.36 

0.0100 

0.2758 

7.83 

100 

92.17 

20.00 

18.43 

0.0100 

0.1123 

7.83 

100 

92.17 

20.00 

18.43 

0.0100 

0.0345 

7.83 

100 

92.17 

20.00 

18.43 

0.0100 

0.1308 

8.33 

100 

91.67 

20.00 

18.33 

0.0100 

0.0446 

8.33 

100 

91.67 

20.00 

18.33 

0.0100 

0.2265 

8.43 

100 

91.57 

20.00 

18.31 

0.0100 

0.0098 

8.43 

100 

91.57 

20.00 

18.31 

0.0100 

0.6184 

8.08 

100 

91.92 

20.00 

18.38 

0.0100 

0.0969 

8.08 

100 

91.92 

20.00 

18.38 

0.0100 

0.1845 

8.69 

100 

91.31 

20.00 

18.26 

0.0100 

0.3022 

10.89 

100 

89.11 

20.00 

17.82 

0.0100 

0.0000 

10.89 

100 

89.11 

20.00 

17.82 

0.0100 

0.4180 

9.52 

100 

90.48 

20.00 

18.10 

0.0100 

0.4183 

11.61 

100 

88.39 

20.00 

17.68 

0.0150 

3.6905 

12.14 

100 

87.86 

20.00 

17.57 

0.0150 

0.0138 

9.01 

100 

90.99 

20.00 

18.20 

0.0150 

0.8086 

10.00 

100 

90.00 

20.00 

18.00 

0.0100 

0.2195 

9.39 

100 

90.61 

20.00 

18.12 

0.0100 

0.5152 

6.75 

100 

93.25 

20.00 

18.65 

0.0100 

0.2554 

6.12 

100 

93.88 

20.00 

18.78 

0.0100 

0.0133 

6.12 

100 

93.88 

20.00 

18.78 

0.0100 

0.1834 

9.60 

100 

90.40 

20.00 

18.08 

0.0100 

0.5075 

6.78 

100 

93.22 

20.00 

18.64 

0.0150 

0.9958 

6.78 

100 

93.22 

20.00 

18.64 

0.0150 

0.0919 

7.94 

100 

92.06 

20.00 

18.41 

0.0100 

0.1931 

7.94 

100 

92.06 

20.00 

18.41 

0.0100 

0.0213 

7.94 

100 

92.06 

20.00 

18.41 

0.0100 

0.2835 

6.58 

100 

93.42 

20.00 

18.68 

0.0150 

0.3384 

6.58 

100 

93.42 

20.00 

18.68 

0.0150 

0.0898 

8.59 

100 

91.41 

20.00 

18.28 

0.0100 

0.0050 

9.92 

100 

90.08 

20.00 

18.02 

0.0100 

0.5267 

19.98 

100 

80.02 

20.00 

16.00 

0.0100 

0.1784 

10.01 

100 

89.99 

20.00 

18.00 

0.0150 

0.1793 

10.01 

100 

89.99 

20.00 

18.00 

0.0150 

0.1220 

11.04 

100 

88.96 

20.00 

17.79 

0.0150 

0.2305 

7.58 

100 

92.42 

20.00 

18.48 

0.0150 

0.0078 

7.58 

100 

92.42 

20.00 

18.48 

0.0150 

1.0889 

14.66 

100 

85.34 

20.00 

17.07 

0.0150 

0.0626 

13.07 

100 

86.93 

20.00 

17.39 

0.0150 

0.2964 

7.75 

100 

92.25 

20.00 

18.45 

0.0100 

0.3340 

8.03 

100 

91.97 

20.00 

18.39 

0.0100 

0.4188 

7.58 

100 

92.42 

20.00 

18.48 

0.0150 

0.2275 

7.58 

100 

92.42 

20.00 

18.48 

0.0150 

0.1568 

7.88 

100 

92.12 

20.00 

18.42 

0.0150 

0.4384 

7.88 

100 

92.12 

20.00 

18.42 

0.0150 

0.1309 

8.33 

100 

91.67 

20.00 

18.33 

0.0150 

0.5839 

8.51 

100 

91.49 

20.00 

18.30 

0.0100 

0.1177 

8.51 

100 

91.49 

20.00 

18.30 

0.0100 

0.1237 













































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 

Census Code 

Maliki 

0807000100963300 

Manchi 

0807000200978200 

Mandal 

0807000100956600 

Mandor 

0807000100965700 

Matooki 

0807000100966100 

Mitthoopura 

0807000300988400 


Zone (Fresh 
/ Saline) 


Moongaska 


Mothooka 


Munpur Karmala 


Nagla Aramsingh 


Nagla Firozpur 


Nagla Shahjadpur 


Nakatpur 


Nangal 


Nawda 


Neemla 


Niski 


Olanda 


Pachlahari 


Pagseri 


Pali 


Pandeka 


Pathrali 


Peelsoo 


Peepal Khera 


Peeruka 


Phootaki 


Piproli 


Potlaki 


Punay 


Rampur Posti 


Raniyala 


Ranph 


Rasgan 


Rasoolpur 


Rawalka 


Rayavka 


Rustampur 


0807000100959700 


0807000100957100 


0806000600838400 


0807000100966300 


0807000100956900 


0807000100956800 


0807000100963500 


0807000100953000 


0807000300993600 


0807000100963000 


0807000200978300 


0807000200978400 


0807000200978600 


0807000300988900 


0806001100920700 


0807000100956700 


0807000100964000 


0807000100957800 


0807000100961600 


0807000100964500 


0807000100963100 


0807000100964300 


0807000100962000 


0807000300987000 


0807000100963400 


0807000100960800 


0807000300988600 


0807000300988300 


0807000300984700 


0807000100965500 


0806000600838500 


0807000300993500 


0807000100953900 


0807000100964700 


0807000300987400 


8.11 Fresh 


3.46 Fresh 


1.12 Fresh 


1.44 Fresh 


0.80 Fresh 


1.78 Fresh 


0.84 Fresh 


2.06 Saline 


17.67 Fresh 


1.00 Fresh 


2.30 Fresh 


4.40 Fresh 


Saline 


5.33 Fresh 


2.59 Fresh 


10.04 Fresh 


0.84 Saline 


4.57 Saline 


2.78 Fresh 


0.88 Fresh 


2.90 Fresh 


Saline 


2.00 Fresh 


1.76 Saline 


3.85 Fresh 


10.15 Fresh 


Saline 


0.45 Fresh 


0.69 Fresh 


0.96 Fresh 


1.84 Fresh 


Saline 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Command 


Non-command 


Command 


Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

7.61 

100 

92.39 

20.00 

18.48 

0.0150 

0.8232 

18.18 

100 

81.82 

20.00 

16.36 

0.0100 

0.2484 

8.41 

100 

91.59 

20.00 

18.32 

0.0100 

0.4048 

9.84 

100 

90.16 

20.00 

18.03 

0.0150 

0.2361 

13.38 

100 

86.62 

20.00 

17.32 

0.0150 

1.0355 

13.94 

100 

86.06 

20.00 

17.21 

0.0150 

0.7066 

13.94 

100 

86.06 

20.00 

17.21 

0.0150 

0.3069 

12.51 

100 

87.49 

20.00 

17.50 

0.0100 

0.0558 

7.79 

100 

92.21 

20.00 

18.44 

0.0100 

0.2541 

16.23 

80 

63.77 

20.00 

12.75 

0.0200 

0.1602 

16.23 

80 

63.77 

20.00 

12.75 

0.0200 

0.0000 

13.68 

100 

86.32 

20.00 

17.26 

0.0150 

0.3630 

5.83 

100 

94.17 

20.00 

18.83 

0.0100 

0.2264 

6.47 

100 

93.53 

20.00 

18.71 

0.0100 

0.1229 

6.51 

100 

93.49 

20.00 

18.70 

0.0150 

0.4206 

6.51 

100 

93.49 

20.00 

18.70 

0.0150 

0.0641 

10.47 

100 

89.53 

20.00 

17.91 

0.0100 

1.0411 

15.19 

100 

84.81 

20.00 

16.96 

0.0150 

0.3711 

8.89 

100 

91.11 

20.00 

18.22 

0.0150 

0.3063 

19.47 

100 

80.53 

20.00 

16.11 

0.0100 

0.2318 

19.83 

100 

80.17 

20.00 

16.03 

0.0100 

0.1289 

20.33 

100 

79.67 

20.00 

15.93 

0.0100 

0.2684 

12.67 

100 

87.33 

20.00 

17.47 

0.0150 

0.2151 

13.19 

90 

76.81 

20.00 

15.36 

0.0150 

0.1760 

13.19 

90 

76.81 

20.00 

15.36 

0.0150 

0.0007 

5.59 

100 

94.41 

20.00 

18.88 

0.0150 

2.8382 

5.59 

100 

94.41 

20.00 

18.88 

0.0150 

2.1669 

6.53 

100 

93.47 

20.00 

18.69 

0.0150 

0.2814 

7.23 

100 

92.77 

20.00 

18.55 

0.0150 

0.4183 

7.23 

100 

92.77 

20.00 

18.55 

0.0150 

0.2220 

9.35 

100 

90.65 

20.00 

18.13 

0.0100 

0.1344 

9.35 

100 

90.65 

20.00 

18.13 

0.0100 

0.5779 

8.98 

100 

91.02 

20.00 

18.20 

0.0150 

0.9858 

8.98 

100 

91.02 

20.00 

18.20 

0.0150 

0.4707 

8.78 

100 

91.22 

20.00 

18.24 

0.0150 

0.1845 

8.78 

100 

91.22 

20.00 

18.24 

0.0150 

0.5234 

8.12 

100 

91.88 

20.00 

18.38 

0.0150 

2.7673 

9.44 

100 

90.56 

20.00 

18.11 

0.0100 

0.1427 

14.58 

100 

85.42 

20.00 

17.08 

0.0150 

0.1247 

6.80 

100 

93.20 

20.00 

18.64 

0.0150 

0.7766 

8.67 

100 

91.33 

20.00 

18.27 

0.0150 

0.2404 

12.09 

100 

87.91 

20.00 

17.58 

0.0150 

0.0656 

12.09 

100 

87.91 

20.00 

17.58 

0.0150 

0.3341 

12.09 

100 

87.91 

20.00 

17.58 

0.0150 

0.3653 

10.96 

100 

89.04 

20.00 

17.81 

0.0150 

0.5355 

9.14 

100 

90.86 

20.00 

18.17 

0.0150 

0.3867 

11.23 

100 

88.77 

20.00 

17.75 

0.0150 

1.0260 

17.34 

80 

62.66 

20.00 

12.53 

0.0200 

0.4216 

17.34 

80 

62.66 

20.00 

12.53 

0.0200 

0.0000 

14.68 

100 

85.32 

20.00 

17.06 

0.0150 

0.0870 

10.00 

100 

90.00 

20.00 

18.00 

0.0100 

0.1241 

9.61 

100 

90.39 

20.00 

18.08 

0.0150 

0.2608 

7.61 

100 

92.39 

20.00 

18.48 

0.0150 

0.1386 

7.61 

100 

92.39 

20.00 

18.48 

0.0150 

0.2467 

7.61 

100 

92.39 

20.00 

18.48 

0.0150 

0.1237 


































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Quartzite 

Slate 

Older Alluvium 

Quartzite 

Older Alluvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

10.15 

100 

89.85 

20.00 

17.97 

0.0100 

0.1333 

10.15 

100 

89.85 

20.00 

17.97 

0.0100 

0.0162 

12.89 

90 

77.11 

20.00 

15.42 

0.0150 

0.0052 

9.37 

100 

90.63 

20.00 

18.13 

0.0100 

0.1256 

12.22 

100 

87.78 

20.00 

17.56 

0.0100 

0.5131 

11.49 

100 

88.51 

20.00 

17.70 

0.0100 

0.6971 

11.49 

100 

88.51 

20.00 

17.70 

0.0100 

0.6397 

8.60 

100 

91.40 

20.00 

18.28 

0.0100 

0.3963 

9.17 

100 

90.83 

20.00 

18.17 

0.0100 

1.1317 

15.00 

100 

85.00 

20.00 

17.00 

0.0150 

0.0368 

15.00 

100 

85.00 

20.00 

17.00 

0.0150 

0.0413 

15.00 

100 

85.00 

20.00 

17.00 

0.0150 

0.2267 

15.00 

100 

85.00 

20.00 

17.00 

0.0150 

0.7479 

14.49 

100 

85.51 

20.00 

17.10 

0.0150 

0.0738 

14.49 

100 

85.51 

20.00 

17.10 

0.0150 

0.8748 

9.74 

100 

90.26 

20.00 

18.05 

0.0150 

0.7588 

9.00 

100 

91.00 

20.00 

18.20 

0.0150 

0.1991 

10.16 

100 

89.84 

20.00 

17.97 

0.0150 

0.0074 

10.16 

100 

89.84 

20.00 

17.97 

0.0150 

0.1185 

10.16 

100 

89.84 

20.00 

17.97 

0.0150 

0.1161 

8.90 

100 

91.10 

20.00 

18.22 

0.0150 

0.0636 

8.90 

100 

91.10 

20.00 

18.22 

0.0150 

0.3072 

8.56 

100 

91.44 

20.00 

18.29 

0.0150 

0.3008 

15.21 

100 

84.79 

20.00 

16.96 

0.0150 

0.2683 

8.88 

100 

91.12 

20.00 

18.22 

0.0150 

0.1415 

8.88 

100 

91.12 

20.00 

18.22 

0.0150 

0.0598 

12.27 

100 

87.73 

20.00 

17.55 

0.0150 

0.0227 

12.27 

100 

87.73 

20.00 

17.55 

0.0150 

0.0014 

9.38 

100 

90.62 

20.00 

18.12 

0.0150 

0.8525 

8.99 

100 

91.01 

20.00 

18.20 

0.0100 

0.1139 

7.77 

100 

92.23 

20.00 

18.45 

0.0150 

0.0123 

7.77 

100 

92.23 

20.00 

18.45 

0.0150 

0.1762 

7.77 

100 

92.23 

20.00 

18.45 

0.0150 

0.4944 

7.77 

100 

92.23 

20.00 

18.45 

0.0150 

0.0074 

18.02 

100 

81.98 

20.00 

16.40 

0.0100 

0.0058 

11.07 

100 

88.93 

20.00 

17.79 

0.0100 

0.4094 

12.33 

100 

87.67 

20.00 

17.53 

0.0150 

0.5365 

12.33 

100 

87.67 

20.00 

17.53 

0.0150 

0.7727 

11.78 

100 

88.22 

20.00 

17.64 

0.0150 

0.5426 

14.16 

100 

85.84 

20.00 

17.17 

0.0100 

0.0217 

14.27 

100 

85.73 

20.00 

17.15 

0.0100 

0.3264 

11.86 

100 

88.14 

20.00 

17.63 

0.0100 

1.4538 

13.34 

100 

86.66 

20.00 

17.33 

0.0150 

0.3460 

13.34 

100 

86.66 

20.00 

17.33 

0.0150 

0.1888 

7.40 

100 

92.60 

20.00 

18.52 

0.0150 

0.4032 

7.40 

100 

92.60 

20.00 

18.52 

0.0150 

0.0671 

46.03 

90 

43.97 

20.00 

8.79 

0.0150 

0.2052 

21.05 

70 

48.95 

20.00 

9.79 

0.0150 

0.0821 

15.76 

70 

54.24 

20.00 

10.85 

0.0150 

0.0116 

36.25 

70 

33.75 

20.00 

6.75 

0.0150 

0.0207 

36.25 

100 

63.75 

5.00 

3.19 

0.0015 

0.0042 

36.25 

100 

63.75 

5.00 

3.19 

0.0015 

0.0046 

35.94 

70 

34.06 

20.00 

6.81 

0.0150 

0.0334 

35.94 

100 

64.06 

5.00 

3.20 

0.0015 

0.0024 

28.95 

70 

41.05 

20.00 

8.21 

0.0150 

0.0099 









































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Quartzite 


Slate 


Older Alluvium 


Limestone 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Limestone 


Older Alluvium 


Quartzite 


Limestone 


Older Alluvium 


Older Alluvium 


Quartzite 


Limestone 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Slate 


Slate 


Slate 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Slate 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Slate 


Limestone 


Older Alluvium 


Older Alluvium 


Quartzite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

28.95 

100 

71.05 

5.00 

3.55 

0.0015 

0.0073 

33.22 

100 

66.78 

5.00 

3.34 

0.0015 

0.0003 

19.15 

70 

50.85 

20.00 

10.17 

0.0150 

0.0548 

15.01 

80 

64.99 

8.00 

5.20 

0.0015 

0.0018 

15.01 

70 

54.99 

20.00 

11.00 

0.0150 

0.1521 

14.60 

70 

55.40 

20.00 

11.08 

0.0150 

0.2865 

14.60 

100 

85.40 

5.00 

4.27 

0.0015 

0.0000 

14.61 

70 

55.39 

20.00 

11.08 

0.0150 

0.2454 

31.20 

100 

68.80 

5.00 

3.44 

0.0015 

0.0013 

33.01 

100 

66.99 

5.00 

3.35 

0.0015 

0.0011 

17.35 

70 

52.65 

20.00 

10.53 

0.0150 

0.0792 

17.35 

100 

82.65 

5.00 

4.13 

0.0015 

0.0035 

13.80 

70 

56.20 

20.00 

11.24 

0.0150 

0.4945 

46.79 

90 

43.21 

20.00 

8.64 

0.0150 

0.1264 

29.14 

70 

40.86 

20.00 

8.17 

0.0150 

0.2076 

32.25 

70 

37.75 

20.00 

7.55 

0.0150 

0.0744 

15.36 

80 

64.64 

8.00 

5.17 

0.0015 

0.0060 

15.36 

70 

54.64 

20.00 

10.93 

0.0150 

0.3957 

15.36 

100 

84.64 

5.00 

4.23 

0.0015 

0.0073 

16.80 

80 

63.20 

8.00 

5.06 

0.0015 

0.0069 

16.80 

70 

53.20 

20.00 

10.64 

0.0150 

0.0367 

14.21 

70 

55.79 

20.00 

11.16 

0.0150 

0.8037 

14.21 

100 

85.79 

5.00 

4.29 

0.0015 

0.0114 

16.83 

80 

63.17 

8.00 

5.05 

0.0015 

0.0058 

16.83 

70 

53.17 

20.00 

10.63 

0.0150 

0.0232 

16.83 

100 

83.17 

5.00 

4.16 

0.0015 

0.0061 

22.95 

70 

47.05 

20.00 

9.41 

0.0150 

0.5827 

22.95 

100 

77.05 

5.00 

3.85 

0.0015 

0.0132 

15.31 

70 

54.69 

20.00 

10.94 

0.0150 

0.7638 

15.31 

100 

84.69 

5.00 

4.23 

0.0015 

0.0040 

29.91 

70 

40.09 

20.00 

8.02 

0.0150 

0.0253 

29.91 

100 

70.09 

5.00 

3.50 

0.0015 

0.0042 

30.94 

100 

69.06 

5.00 

3.45 

0.0015 

0.0039 

31.47 

100 

68.53 

5.00 

3.43 

0.0015 

0.0046 

24.02 

70 

45.99 

20.00 

9.20 

0.0150 

0.1752 

35.48 

70 

34.52 

20.00 

6.90 

0.0150 

0.1932 

13.69 

70 

56.31 

20.00 

11.26 

0.0150 

0.1907 

33.65 

70 

36.35 

20.00 

7.27 

0.0150 

0.2601 

33.65 

100 

66.35 

5.00 

3.32 

0.0015 

0.0088 

33.65 

100 

66.35 

5.00 

3.32 

0.0015 

0.0002 

13.61 

70 

56.39 

20.00 

11.28 

0.0150 

0.2775 

35.44 

100 

64.56 

5.00 

3.23 

0.0015 

0.0036 

37.21 

100 

62.79 

5.00 

3.14 

0.0015 

0.0003 

29.58 

70 

40.42 

20.00 

8.08 

0.0150 

0.0623 

13.67 

70 

56.33 

20.00 

11.27 

0.0150 

0.6214 

21.81 

70 

48.19 

20.00 

9.64 

0.0150 

0.1294 

16.69 

70 

53.31 

20.00 

10.66 

0.0150 

0.1777 

24.68 

70 

45.32 

20.00 

9.06 

0.0150 

0.0651 

24.68 

100 

75.32 

5.00 

3.77 

0.0015 

0.0056 

30.64 

80 

49.36 

20.00 

9.87 

0.0150 

0.1991 

30.64 

100 

69.36 

5.00 

3.47 

0.0015 

0.0000 

17.77 

80 

62.23 

8.00 

4.98 

0.0015 

0.0009 

17.77 

70 

52.23 

20.00 

10.45 

0.0150 

0.1697 

41.76 

90 

48.24 

20.00 

9.65 

0.0150 

0.4528 

41.76 

100 

58.24 

5.00 

2.91 

0.0015 

0.0079 






































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Limestone 


Older Alluvium 


Quartzite 


Older Alluvium 


Limestone 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Slate 


Slate 


Older Alluvium 


Slate 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Slate 


Older Alluvium 


Quartzite 


Older Alluvium 


Slate 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Limestone 


Quartzite 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Quartzite 


Slate 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Slate 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

14.67 

80 

65.33 

8.00 

5.23 

0.0015 

0.0002 

14.67 

70 

55.33 

20.00 

11.07 

0.0150 

0.0733 

14.67 

100 

85.33 

5.00 

4.27 

0.0015 

0.0002 

18.10 

70 

51.90 

20.00 

10.38 

0.0150 

0.1431 

17.82 

80 

62.18 

8.00 

4.97 

0.0015 

0.0072 

17.82 

70 

52.18 

20.00 

10.44 

0.0150 

0.0652 

34.86 

80 

45.14 

20.00 

9.03 

0.0150 

0.0416 

29.00 

70 

41.00 

20.00 

8.20 

0.0150 

0.0240 

29.00 

100 

71.00 

5.00 

3.55 

0.0015 

0.0131 

30.55 

100 

69.45 

5.00 

3.47 

0.0015 

0.0001 

16.84 

70 

53.16 

20.00 

10.63 

0.0150 

0.2893 

35.13 

100 

64.87 

5.00 

3.24 

0.0015 

0.0023 

22.24 

70 

47.76 

20.00 

9.55 

0.0150 

0.1062 

35.95 

100 

64.05 

5.00 

3.20 

0.0015 

0.0007 

36.10 

70 

33.90 

20.00 

6.78 

0.0150 

0.0012 

36.10 

100 

63.90 

5.00 

3.20 

0.0015 

0.0030 

34.15 

70 

35.85 

20.00 

7.17 

0.0150 

0.1144 

34.15 

100 

65.85 

5.00 

3.29 

0.0015 

0.0002 

13.73 

70 

56.27 

20.00 

11.25 

0.0150 

0.3870 

30.79 

80 

49.21 

20.00 

9.84 

0.0150 

0.0456 

30.79 

100 

69.21 

5.00 

3.46 

0.0015 

0.0003 

44.92 

90 

45.08 

20.00 

9.02 

0.0150 

0.1718 

44.92 

100 

55.08 

5.00 

2.75 

0.0015 

0.0013 

26.80 

70 

43.20 

20.00 

8.64 

0.0150 

0.3362 

26.80 

100 

73.20 

5.00 

3.66 

0.0015 

0.0023 

28.84 

90 

61.16 

20.00 

12.23 

0.0150 

1.4544 

28.84 

100 

71.16 

5.00 

3.56 

0.0015 

0.0044 

35.08 

70 

34.92 

20.00 

6.98 

0.0150 

0.0588 

35.08 

100 

64.92 

5.00 

3.25 

0.0015 

0.0132 

35.61 

70 

34.39 

20.00 

6.88 

0.0150 

0.0043 

35.61 

100 

64.39 

5.00 

3.22 

0.0015 

0.0186 

21.13 

70 

48.87 

20.00 

9.77 

0.0150 

0.0000 

30.71 

80 

49.29 

8.00 

3.94 

0.0015 

0.0004 

14.61 

100 

85.39 

5.00 

4.27 

0.0015 

0.0003 

29.70 

100 

70.30 

5.00 

3.51 

0.0015 

0.0001 

25.43 

70 

44.57 

20.00 

8.91 

0.0150 

0.0965 

25.43 

100 

74.57 

5.00 

3.73 

0.0015 

0.0054 

14.59 

70 

55.41 

20.00 

11.08 

0.0150 

0.1964 

48.88 

90 

41.12 

20.00 

8.22 

0.0150 

0.1376 

14.46 

70 

55.54 

20.00 

11.11 

0.0150 

0.4387 

46.03 

90 

43.97 

20.00 

8.79 

0.0150 

0.2138 

15.76 

70 

54.24 

20.00 

10.85 

0.0150 

0.4752 

15.76 

100 

84.24 

5.00 

4.21 

0.0015 

0.0078 

22.14 

100 

77.86 

5.00 

3.89 

0.0015 

0.0064 

36.25 

100 

63.75 

5.00 

3.19 

0.0015 

0.0011 

36.25 

100 

63.75 

5.00 

3.19 

0.0015 

0.0003 

35.30 

90 

54.70 

20.00 

10.94 

0.0150 

1.9703 

35.30 

100 

64.70 

5.00 

3.23 

0.0015 

0.0002 

34.60 

90 

55.40 

20.00 

11.08 

0.0150 

0.0136 

34.60 

100 

65.40 

5.00 

3.27 

0.0015 

0.0016 

33.22 

100 

66.78 

5.00 

3.34 

0.0015 

0.0060 

45.98 

90 

44.02 

20.00 

8.80 

0.0150 

1.1267 

45.98 

100 

54.02 

5.00 

2.70 

0.0015 

0.0056 

48.95 

90 

41.05 

20.00 

8.21 

0.0150 

1.0194 

28.99 

90 

61.01 

20.00 

12.20 

0.0150 

1.1694 












































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Slate 


Quartzite 


Quartzite 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Slate 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Slate 


Quartzite 


Older Alluvium 


Quartzite 


Slate 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Slate 


Slate 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

45.69 

90 

44.31 

20.00 

8.86 

0.0150 

0.0009 

24.11 

90 

65.89 

20.00 

13.18 

0.0150 

0.0231 

24.11 

100 

75.89 

5.00 

3.79 

0.0015 

0.0037 

40.68 

90 

49.32 

20.00 

9.86 

0.0150 

0.4029 

40.68 

100 

59.32 

5.00 

2.97 

0.0015 

0.0015 

30.13 

80 

49.87 

20.00 

9.97 

0.0150 

0.1620 

30.13 

100 

69.87 

5.00 

3.49 

0.0015 

0.0033 

30.13 

100 

69.87 

5.00 

3.49 

0.0015 

0.0011 

26.81 

100 

73.19 

5.00 

3.66 

0.0015 

0.0000 

26.56 

100 

73.44 

5.00 

3.67 

0.0015 

0.0032 

22.77 

100 

77.23 

5.00 

3.86 

0.0015 

0.0004 

31.42 

90 

58.58 

20.00 

11.72 

0.0150 

0.9622 

31.42 

100 

68.58 

5.00 

3.43 

0.0015 

0.0034 

17.70 

100 

82.30 

5.00 

4.12 

0.0015 

0.0021 

42.20 

90 

47.80 

20.00 

9.56 

0.0150 

0.5384 

14.21 

70 

55.79 

20.00 

11.16 

0.0150 

0.0132 

14.21 

100 

85.79 

5.00 

4.29 

0.0015 

0.0033 

15.31 

70 

54.69 

20.00 

10.94 

0.0150 

0.1780 

31.47 

100 

68.53 

5.00 

3.43 

0.0015 

0.0004 

24.56 

80 

55.44 

20.00 

11.09 

0.0200 

0.1715 

39.35 

90 

50.65 

20.00 

10.13 

0.0150 

0.8082 

47.51 

90 

42.49 

20.00 

8.50 

0.0150 

0.4184 

25.17 

90 

64.83 

20.00 

12.97 

0.0150 

0.8646 

27.72 

90 

62.28 

20.00 

12.46 

0.0150 

0.1942 

27.72 

100 

72.28 

5.00 

3.61 

0.0015 

0.0075 

48.68 

90 

41.32 

20.00 

8.26 

0.0150 

0.1330 

25.62 

90 

64.38 

20.00 

12.88 

0.0150 

0.5146 

25.62 

100 

74.38 

5.00 

3.72 

0.0015 

0.0110 

48.62 

90 

41.38 

20.00 

8.28 

0.0150 

0.3810 

24.12 

90 

65.88 

20.00 

13.18 

0.0150 

0.0890 

24.12 

100 

75.88 

5.00 

3.79 

0.0015 

0.0178 

35.72 

80 

44.28 

20.00 

8.86 

0.0150 

0.0389 

35.72 

100 

64.28 

5.00 

3.21 

0.0015 

0.0030 

35.72 

100 

64.28 

5.00 

3.21 

0.0015 

0.0088 

41.76 

100 

58.24 

5.00 

2.91 

0.0015 

0.0001 

46.87 

90 

43.13 

20.00 

8.63 

0.0150 

1.2493 

11.77 

100 

88.23 

5.00 

4.41 

0.0015 

0.0711 

11.77 

100 

88.23 

5.00 

4.41 

0.0015 

0.0096 

48.55 

90 

41.45 

20.00 

8.29 

0.0150 

0.8067 

49.45 

90 

40.55 

20.00 

8.11 

0.0150 

1.8855 

47.17 

90 

42.83 

20.00 

8.57 

0.0150 

0.2856 

32.57 

80 

47.43 

20.00 

9.49 

0.0150 

0.9833 

32.57 

100 

67.43 

5.00 

3.37 

0.0015 

0.0103 

32.57 

100 

67.43 

5.00 

3.37 

0.0015 

0.0023 

35.13 

100 

64.87 

5.00 

3.24 

0.0015 

0.0019 

36.30 

90 

53.70 

20.00 

10.74 

0.0150 

0.0000 

36.30 

100 

63.70 

5.00 

3.19 

0.0015 

0.0097 

48.78 

90 

41.22 

20.00 

8.24 

0.0150 

0.2187 

25.28 

90 

64.72 

20.00 

12.94 

0.0150 

0.2507 

28.36 

90 

61.64 

20.00 

12.33 

0.0150 

0.0151 

28.36 

100 

71.64 

5.00 

3.58 

0.0015 

0.0079 

30.23 

90 

59.77 

20.00 

11.95 

0.0150 

0.8165 

44.92 

90 

45.08 

20.00 

9.02 

0.0150 

0.0949 

44.92 

100 

55.08 

5.00 

2.75 

0.0015 

0.0023 

24.39 

90 

65.61 

20.00 

13.12 

0.0150 

0.0094 














































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 


10001001 


Peela Dhawa 


Poonkhar 


Pratappura 


Prithvipura 


Ratangarh 


Roopbas 


Rundh Baleta 


Rundh Kraska 


Rundh Kushalgarh 


Rundh Nadoo 


Rundh Umri Deori 


Satana 


Sukola 


Sumel 


Thonsra 


Umri Deori 


Adahaldoo 


Ambasa 


Ambawi 


Bahighatiya 


Bera Dhar 


Bujha 


Chhali Bokra 


Dharawan 


Garanwas 


Hundla 


Katvi 


Kawel 


Lathooni 


Census Code 


0806000700862600 


0806000700863600 


0806001000898000 


0806000700860000 


0806000700865200 


0806001000898300 


0806000700859700 


0806000700859500 


0806000700859400 


0806001000895500 


0806001000897900 


0806000700865100 


06900001 


0806000700864000 


0806001000898100 


0806001000897800 


0826000403137600 


0826000403138300 


0826000403137800 


0826000403139000 


0826000403137900 


0826000303114300 


0826000403138200 


0826000403137700 


0826001003267900 


0826000403138000 


0826000403137500 


0826000403138800 


0826000403138400 


0826000303114700 


0826001003267800 


0826000403138600 


0826000403139100 


0826000403138700 


Zone (Fresh 
/ Saline) 


2.14 Fresh 


12.83 Fresh 


3.20 Fresh 


16.07 Fresh 


3.16 Fresh 


2.02 Fresh 


57.58 Fresh 


13.24 Fresh 


4.84 Fresh 


0.22 Fresh 


0.63 Fresh 


3.67 Fresh 


9.35 Fresh 


5.38 Fresh 


1.08 Fresh 


1.15 Fresh 


8.59 Fresh 


1.99 Fresh 


22.61 Fresh 


24.00 Fresh 


4.46 Fresh 


13.68 Fresh 


2.01 Fresh 


8.34 Fresh 


7.81 Fresh 


2.22 Fresh 


13.37 Fresh 


16.62 Fresh 


4.21 Fresh 


13.49 Fresh 


9.54 Fresh 


10.23 Fresh 


5.81 Fresh 


9.93 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Quartzite 


River Basin: Sabarmati 


Sub Basin: Sabarmati 


Non-command 

Phyllite & Schist 

Non-command 

Quartzite 

Non-command 

Phyllite & Schist 

Non-command 

Quartzite 

Non-command 

Phyllite & Schist 

Non-command 

Quartzite 

Non-command 

Phyllite & Schist 

Non-command 

Quartzite 

Non-command 

Phyllite & Schist 

Non-command 

Quartzite 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Quartzite 

Non-command 

Phyllite & Schist 

Non-command 

Quartzite 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Quartzite 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Quartzite 

Non-command 

Phyllite & Schist 

Non-command 

Quartzite 

Non-command 

Phyllite & Schist 

Non-command 

Quartzite 

Non-command 

Phyllite & Schist 

Non-command 

Quartzite 

Non-command 

Phyllite & Schist 

Non-command 

Quartzite 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

24.39 

100 

75.61 

5.00 

3.78 

0.0015 

0.0000 

34.43 

90 

55.57 

20.00 

11.11 

0.0150 

0.3569 

28.84 

90 

61.16 

20.00 

12.23 

0.0150 

0.7476 

20.06 

70 

49.94 

20.00 

9.99 

0.0150 

0.4207 

20.06 

100 

79.94 

5.00 

4.00 

0.0015 

0.0023 

34.98 

90 

55.02 

20.00 

11.00 

0.0150 

0.0509 

34.98 

100 

65.02 

5.00 

3.25 

0.0015 

0.0019 

45.90 

90 

44.10 

20.00 

8.82 

0.0150 

0.3145 

45.90 

100 

54.10 

5.00 

2.70 

0.0015 

0.0032 

21.13 

70 

48.87 

20.00 

9.77 

0.0150 

0.2959 

17.16 

90 

72.84 

20.00 

14.57 

0.0150 

0.0833 

17.16 

100 

82.84 

5.00 

4.14 

0.0015 

0.1923 

11.92 

100 

88.08 

5.00 

4.40 

0.0015 

0.0061 

16.67 

100 

83.33 

5.00 

4.17 

0.0015 

0.0002 

9.90 

100 

90.10 

5.00 

4.50 

0.0015 

0.0000 

14.61 

100 

85.39 

5.00 

4.27 

0.0015 

0.0010 

37.65 

90 

52.35 

20.00 

10.47 

0.0150 

0.1084 

37.65 

100 

62.35 

5.00 

3.12 

0.0015 

0.0139 

14.23 

100 

85.77 

5.00 

4.29 

0.0015 

0.0383 

48.88 

90 

41.12 

20.00 

8.22 

0.0150 

0.5258 

17.27 

70 

52.73 

20.00 

10.55 

0.0150 

0.1090 

17.27 

100 

82.73 

5.00 

4.14 

0.0015 

0.0025 

14.15 

100 

85.85 

5.00 

4.29 

0.0015 

0.0025 


1.66 

10.81 

100 

89.19 

3.00 

2.68 

0.0020 

0.0089 

0.24 

10.81 

100 

89.19 

3.00 

2.68 

0.0010 

0.0006 

0.98 

8.26 

100 

91.74 

3.00 

2.75 

0.0020 

0.0054 

1.01 

8.26 

100 

91.74 

3.00 

2.75 

0.0010 

0.0028 

4.91 

9.43 

100 

90.57 

3.00 

2.72 

0.0020 

0.0267 

8.52 

9.43 

100 

90.57 

3.00 

2.72 

0.0010 

0.0231 

7.24 

10.02 

100 

89.98 

3.00 

2.70 

0.0020 

0.0391 

4.64 

10.02 

100 

89.98 

3.00 

2.70 

0.0010 

0.0125 

0.63 

7.97 

100 

92.03 

3.00 

2.76 

0.0020 

0.0035 

3.66 

7.97 

100 

92.03 

3.00 

2.76 

0.0010 

0.0101 

0.41 

10.68 

100 

89.32 

3.00 

2.68 

0.0015 

0.0016 

1.06 

8.44 

100 

91.56 

3.00 

2.75 

0.0020 

0.0058 

0.45 

8.44 

100 

91.56 

3.00 

2.75 

0.0010 

0.0012 

0.56 

10.23 

100 

89.77 

3.00 

2.69 

0.0020 

0.0030 

2.28 

10.23 

100 

89.77 

3.00 

2.69 

0.0010 

0.0061 

1.73 

4.49 

100 

95.51 

3.00 

2.87 

0.0020 

0.0099 

0.52 

7.99 

100 

92.01 

3.00 

2.76 

0.0020 

0.0029 

1.63 

7.99 

100 

92.01 

3.00 

2.76 

0.0010 

0.0045 

1.35 

11.63 

100 

88.37 

3.00 

2.65 

0.0020 

0.0071 

6.55 

9.27 

100 

90.73 

3.00 

2.72 

0.0020 

0.0357 

0.99 

8.93 

100 

91.07 

3.00 

2.73 

0.0020 

0.0054 

0.06 

8.93 

100 

91.07 

3.00 

2.73 

0.0010 

0.0002 

1.77 

10.34 

100 

89.66 

3.00 

2.69 

0.0015 

0.0071 

2.24 

10.34 

100 

89.66 

3.00 

2.69 

0.0010 

0.0060 

7.09 

3.68 

100 

96.32 

3.00 

2.89 

0.0020 

0.0410 

6.47 

7.58 

100 

92.42 

3.00 

2.77 

0.0010 

0.0180 

1.27 

12.00 

100 

88.00 

3.00 

2.64 

0.0020 

0.0067 

0.51 

12.00 

100 

88.00 

3.00 

2.64 

0.0010 

0.0013 

3.81 

7.70 

100 

92.30 

3.00 

2.77 

0.0020 

0.0211 

1.49 

7.70 

100 

92.30 

3.00 

2.77 

0.0010 

0.0041 













































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



10001002 


Manasi 


Mandwa 


Sandawara 


Som 


Tindori 


Umra 


Amba 


Ambadeh 


Amri 


Asawara 


Bali Charni 


Bao Veeran 


Bera Dhar 


Bheem Talai 


Bhoori Dhebar 


Boti Khurd 


Buriya 


Chariya 


Cheekhla 


Cheekhli 


Dehri 


Dheeya 


Dotar 


Ghoramari 


Godalwara 


Gura 


Hansreta 


Jher 


Khokhra 


Koldara 


Lohari 


Loona 


Lunk 


Mahad 


Mahari 


Mamer 


Manasi 


Mandwal 


Meri 


Morchhuchha 


Nakola 


Nal 


Poptali 


Rajpur 


Sara 


Census Code 


0826000303113900 


0826000403137400 


0826000403138100 


0826000403139200 


0826000403138500 


0826001003264900 


0826000303113800 


0826000303111300 


0826000303113000 


0826000303114100 


0826000303111900 


0826000303113700 


0826000303114300 


0826000303113400 


0826000303112700 


0826000303110500 


0826000303112600 


0826000303112300 


0826000303112100 


0826000303112500 


0826000303111600 


0826000303114600 


0826000303114400 


0826000303111500 


0826000303110400 


0826000303112000 


0826000303113500 


0826000303114700 


0826000303114500 


0826000303113600 


0826000303111200 


0826000303112800 


0826000303110700 


0826000303113100 


0826000303110600 


0826000303113200 


0826000303113900 


0826000303112400 


0826000303111400 


0826000303112900 


0826000303113300 


0826000303110900 


0826000303110300 


0826000303111800 


0826000303110800 



Zone (Fresh 
/ Saline) 


17.19 Fresh 


9.02 Fresh 


0.99 Fresh 



18.55 Fresh 


9.18 Fresh 


10.34 Fresh 


10.55 Fresh 


9.17 Fresh 


4.04 Fresh 


14.09 Fresh 


3.78 Fresh 


7.85 Fresh 


13.68 Fresh 



3.55 Fresh 


1.96 Fresh 


2.71 Fresh 


2.87 Fresh 


3.83 Fresh 


13.49 Fresh 




5.22 Fresh 


7.80 Fresh 


1.94 Fresh 


8.23 Fresh 


10.57 Fresh 


7.48 Fresh 


1.53 Fresh 


15.77 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Quartzite 

Non-command 

Phyllite & Schist 

Non-command 

Quartzite 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Quartzite 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Quartzite 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Quartzite 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Quartzite 

Non-command 

Phyllite & Schist 

Non-command 

Quartzite 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Quartzite 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

10.66 

100 

89.34 

3.00 

2.68 

0.0015 

0.0006 

10.61 

100 

89.39 

3.00 

2.68 

0.0020 

0.0027 

7.96 

100 

92.04 

3.00 

2.76 

0.0020 

0.0003 

7.96 

100 

92.04 

3.00 

2.76 

0.0010 

0.0023 

9.12 

100 

90.88 

3.00 

2.73 

0.0020 

0.0636 

9.12 

100 

90.88 

3.00 

2.73 

0.0010 

0.0031 

12.74 

100 

87.26 

3.00 

2.62 

0.0020 

0.0043 

9.22 

100 

90.78 

3.00 

2.72 

0.0020 

0.0109 

9.22 

100 

90.78 

3.00 

2.72 

0.0010 

0.0016 

3.48 

100 

96.52 

3.00 

2.90 

0.0020 

0.0259 

10.63 

100 

89.37 

3.00 

2.68 

0.0015 

0.0119 

11.31 

100 

88.69 

3.00 

2.66 

0.0015 

0.0077 

10.75 

100 

89.25 

3.00 

2.68 

0.0015 

0.0148 

10.85 

100 

89.15 

3.00 

2.67 

0.0015 

0.0374 

11.40 

100 

88.60 

3.00 

2.66 

0.0015 

0.0151 

11.00 

100 

89.00 

3.00 

2.67 

0.0015 

0.0192 

10.68 

100 

89.32 

3.00 

2.68 

0.0015 

0.0143 

10.68 

100 

89.32 

3.00 

2.68 

0.0010 

0.0057 

10.87 

100 

89.13 

3.00 

2.67 

0.0015 

0.0193 

11.30 

100 

88.70 

3.00 

2.66 

0.0015 

0.0245 

11.76 

100 

88.24 

3.00 

2.65 

0.0015 

0.0001 

12.58 

100 

87.42 

3.00 

2.62 

0.0015 

0.0229 

13.31 

100 

86.69 

3.00 

2.60 

0.0015 

0.0112 

13.36 

100 

86.64 

3.00 

2.60 

0.0015 

0.0059 

12.74 

100 

87.26 

3.00 

2.62 

0.0015 

0.0141 

12.94 

100 

87.06 

3.00 

2.61 

0.0015 

0.0207 

10.77 

100 

89.23 

3.00 

2.68 

0.0015 

0.0050 

10.77 

100 

89.23 

3.00 

2.68 

0.0010 

0.0002 

10.84 

100 

89.16 

3.00 

2.67 

0.0015 

0.0096 

12.82 

100 

87.18 

3.00 

2.62 

0.0015 

0.0077 

11.57 

100 

88.43 

3.00 

2.65 

0.0015 

0.0002 

12.91 

100 

87.09 

3.00 

2.61 

0.0015 

0.0109 

11.16 

100 

88.84 

3.00 

2.67 

0.0015 

0.0101 

10.34 

100 

89.66 

3.00 

2.69 

0.0015 

0.0096 

10.34 

100 

89.66 

3.00 

2.69 

0.0010 

0.0066 

10.75 

100 

89.25 

3.00 

2.68 

0.0015 

0.0034 

10.75 

100 

89.25 

3.00 

2.68 

0.0010 

0.0026 

10.85 

100 

89.15 

3.00 

2.67 

0.0015 

0.0211 

11.26 

100 

88.74 

3.00 

2.66 

0.0015 

0.0109 

9.87 

100 

90.13 

3.00 

2.70 

0.0015 

0.0016 

10.76 

100 

89.24 

3.00 

2.68 

0.0015 

0.0209 

10.94 

100 

89.06 

3.00 

2.67 

0.0015 

0.0161 

10.78 

100 

89.22 

3.00 

2.68 

0.0015 

0.0211 

11.79 

100 

88.21 

3.00 

2.65 

0.0015 

0.0597 

10.89 

100 

89.11 

3.00 

2.67 

0.0015 

0.0723 

10.66 

100 

89.34 

3.00 

2.68 

0.0015 

0.0044 

10.66 

100 

89.34 

3.00 

2.68 

0.0010 

0.0021 

12.91 

100 

87.09 

3.00 

2.61 

0.0015 

0.0205 

11.87 

100 

88.13 

3.00 

2.64 

0.0015 

0.0276 

10.78 

100 

89.22 

3.00 

2.68 

0.0015 

0.0078 

11.43 

100 

88.57 

3.00 

2.66 

0.0015 

0.0265 

11.56 

100 

88.44 

3.00 

2.65 

0.0015 

0.0334 

10.85 

100 

89.15 

3.00 

2.67 

0.0015 

0.0001 

10.87 

100 

89.13 

3.00 

2.67 

0.0015 

0.0059 

11.25 

100 

88.75 

3.00 

2.66 

0.0015 

0.0541 



















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



10001003 


10001004 


Sawan Ka Kyara 


Shishviya 


Sura 


Umariya 


Wasela 


Bosa 


Jamboori 


Meen 


Taleti 


Bekariya 


Bekariya War 


Jhari Roin 


Kaleem 


Kali Doongri 


Khuna 


Majra Sai 


Malwiya 


Merpur 


Moriya Khuna 


Paoti Khurd 


Peepalmal 


Peepla 


Raya 


Sai Kalan 


Sala Ghati 


Samarmal 


Samoli 


Teensara 


Tepur 


Census Code 


0826000303111700 


0826000303111000 


0826000303114000 


0826000303111100 


0826000303112200 


0819000402375300 


0819000402375400 


0819000402375800 


0819000402375900 


0826000303089900 


0826000303099900 


0826000303099400 


0826000303089700 


0826000303090600 


0826000303091400 


0826000303090500 


0826000303097700 


0826000303097600 


0826000303099300 


0826000303090700 


0826000303097300 


0826000303097400 


0826000303097100 


0826000303091300 


0826000303091500 


0826000303091100 


0826000303090400 


0826000303090300 


0826000303097000 


0826000303091200 


0826000303099000 


0826000303100500 


0826000303096900 


0826000303097500 



Zone (Fresh 
/ Saline) 


9.44 Fresh 


4.29 Fresh 


5.66 Fresh 




10.14 Fresh 


4.84 Fresh 


13.65 Fresh 


9.13 Fresh 


16.10 Fresh 


8.07 Fresh 


20.62 Saline 


7.14 Saline 


3.27 Saline 


7.20 Saline 




16.80 Saline 


0.68 Saline 


3.32 Saline 


1.53 Saline 


33.60 Saline 


4.42 Saline 


0.87 Saline 


16.70 Saline 


11.07 Saline 


1.60 Saline 


5.55 Saline 


23.24 Saline 


2.34 Saline 


10.81 Saline 


4.69 Saline 


32.83 Saline 


3.87 Saline 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Quartzite 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.36 

100 

88.64 

3.00 

2.66 

0.0015 

0.0277 

10.70 

100 

89.30 

3.00 

2.68 

0.0015 

0.0004 

10.85 

100 

89.15 

3.00 

2.67 

0.0015 

0.0107 

10.85 

100 

89.15 

3.00 

2.67 

0.0010 

0.0008 

10.89 

100 

89.11 

3.00 

2.67 

0.0015 

0.0004 

12.86 

100 

87.14 

3.00 

2.61 

0.0015 

0.0187 

14.53 

100 

85.47 

4.57 

3.91 

0.0015 

0.0266 

15.41 

100 

84.59 

4.57 

3.87 

0.0015 

0.0364 

11.17 

100 

88.83 

4.57 

4.06 

0.0015 

0.0279 

10.14 

100 

89.86 

4.57 

4.11 

0.0015 

0.0415 

8.10 

100 

91.90 

3.00 

2.76 

0.0015 

0.0014 

12.91 

120 

107.09 

4.00 

4.28 

0.0018 

0.0110 

12.91 

100 

87.09 

3.00 

2.61 

0.0015 

0.0041 

10.99 

120 

109.01 

4.00 

4.36 

0.0018 

0.0149 

10.99 

100 

89.01 

3.00 

2.67 

0.0015 

0.0043 

11.97 

120 

108.03 

4.00 

4.32 

0.0018 

0.0138 

11.97 

100 

88.03 

3.00 

2.64 

0.0015 

0.0142 

8.14 

120 

111.86 

4.00 

4.47 

0.0018 

0.0149 

8.14 

100 

91.86 

3.00 

2.76 

0.0015 

0.0003 

10.57 

100 

89.43 

3.00 

2.68 

0.0015 

0.0064 

8.48 

120 

111.52 

4.00 

4.46 

0.0018 

0.0057 

8.48 

100 

91.52 

3.00 

2.75 

0.0015 

0.0011 

7.29 

120 

112.71 

4.00 

4.51 

0.0018 

0.0041 

7.29 

100 

92.71 

3.00 

2.78 

0.0015 

0.0023 

11.60 

120 

108.40 

4.00 

4.34 

0.0018 

0.0246 

11.60 

100 

88.40 

3.00 

2.65 

0.0015 

0.0163 

8.07 

100 

91.93 

3.00 

2.76 

0.0015 

0.0119 

7.99 

120 

112.01 

4.00 

4.48 

0.0018 

0.0142 

8.17 

120 

111.83 

4.00 

4.47 

0.0018 

0.0018 

8.17 

100 

91.83 

3.00 

2.75 

0.0015 

0.0074 

8.60 

100 

91.40 

3.00 

2.74 

0.0015 

0.0140 

8.99 

120 

111.01 

4.00 

4.44 

0.0018 

0.0082 

8.99 

100 

91.01 

3.00 

2.73 

0.0015 

0.0263 

10.33 

100 

89.67 

3.00 

2.69 

0.0015 

0.0044 

8.06 

100 

91.94 

3.00 

2.76 

0.0015 

0.0026 

8.07 

120 

111.93 

4.00 

4.48 

0.0018 

0.0095 

8.07 

100 

91.93 

3.00 

2.76 

0.0015 

0.0076 

8.20 

120 

111.80 

4.00 

4.47 

0.0018 

0.0098 

9.14 

120 

110.86 

4.00 

4.43 

0.0018 

0.0635 

9.14 

100 

90.86 

3.00 

2.73 

0.0015 

0.0262 

7.64 

120 

112.36 

4.00 

4.49 

0.0018 

0.0012 

7.64 

100 

92.36 

3.00 

2.77 

0.0015 

0.0001 

7.82 

120 

112.18 

4.00 

4.49 

0.0018 

0.0019 

10.11 

100 

89.89 

3.00 

2.70 

0.0015 

0.0095 

8.04 

120 

111.96 

4.00 

4.48 

0.0018 

0.0265 

8.04 

100 

91.96 

3.00 

2.76 

0.0015 

0.0201 

8.14 

100 

91.86 

3.00 

2.76 

0.0015 

0.0059 

9.02 

100 

90.98 

3.00 

2.73 

0.0015 

0.0001 

10.01 

100 

89.99 

3.00 

2.70 

0.0015 

0.0031 

7.71 

120 

112.29 

4.00 

4.49 

0.0018 

0.0119 

9.56 

100 

90.44 

3.00 

2.71 

0.0015 

0.0001 

9.85 

100 

90.15 

3.00 

2.70 

0.0015 

0.0013 

10.58 

120 

109.42 

4.00 

4.38 

0.0018 

0.0000 

10.58 

100 

89.42 

3.00 

2.68 

0.0015 

0.0507 

9.09 

120 

110.91 

4.00 

4.44 

0.0018 

0.0200 

























































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

9.09 

100 

90.91 

3.00 

2.73 

0.0015 

0.0022 

10.63 

120 

109.37 

4.00 

4.37 

0.0018 

0.0353 

10.63 

100 

89.37 

3.00 

2.68 

0.0015 

0.0852 

8.08 

120 

111.92 

4.00 

4.48 

0.0018 

0.0124 

8.08 

100 

91.92 

3.00 

2.76 

0.0015 

0.0259 

8.08 

120 

111.92 

4.00 

4.48 

0.0018 

0.0214 

8.08 

100 

91.92 

3.00 

2.76 

0.0015 

0.0082 

10.73 

100 

89.27 

3.00 

2.68 

0.0015 

0.0305 

11.22 

100 

88.78 

3.00 

2.66 

0.0015 

0.0006 

12.91 

120 

107.09 

4.00 

4.28 

0.0018 

0.0210 

12.91 

100 

87.09 

3.00 

2.61 

0.0015 

0.0051 

10.11 

100 

89.89 

3.00 

2.70 

0.0015 

0.0430 

9.68 

120 

110.32 

4.00 

4.41 

0.0018 

0.0197 

8.70 

100 

91.30 

3.00 

2.74 

0.0015 

0.0095 

7.98 

120 

112.02 

4.00 

4.48 

0.0018 

0.0056 

7.98 

100 

92.02 

3.00 

2.76 

0.0015 

0.0014 

7.98 

120 

112.02 

4.00 

4.48 

0.0018 

0.0159 

8.68 

120 

111.32 

4.00 

4.45 

0.0018 

0.0201 

8.62 

100 

91.38 

3.00 

2.74 

0.0015 

0.0193 

8.60 

120 

111.40 

4.00 

4.46 

0.0018 

0.0016 

8.60 

120 

111.40 

4.00 

4.46 

0.0018 

0.0201 

11.58 

120 

108.42 

4.00 

4.34 

0.0018 

0.0011 

11.58 

100 

88.42 

3.00 

2.65 

0.0015 

0.0060 

8.13 

100 

91.87 

3.00 

2.76 

0.0015 

0.0011 

7.44 

120 

112.56 

4.00 

4.50 

0.0018 

0.0237 

7.44 

100 

92.56 

3.00 

2.78 

0.0015 

0.0129 

7.86 

120 

112.14 

4.00 

4.49 

0.0018 

0.0331 

7.86 

100 

92.14 

3.00 

2.76 

0.0015 

0.0011 

8.08 

120 

111.92 

4.00 

4.48 

0.0018 

0.0076 

8.08 

100 

91.92 

3.00 

2.76 

0.0015 

0.0021 

7.32 

120 

112.68 

4.00 

4.51 

0.0018 

0.0145 

7.32 

100 

92.68 

3.00 

2.78 

0.0015 

0.0009 

8.84 

120 

111.16 

4.00 

4.45 

0.0018 

0.0032 

8.84 

100 

91.16 

3.00 

2.73 

0.0015 

0.0115 

11.16 

120 

108.84 

4.00 

4.35 

0.0018 

0.0551 

11.16 

100 

88.84 

3.00 

2.67 

0.0015 

0.0006 

12.42 

120 

107.58 

4.00 

4.30 

0.0018 

0.0223 

12.42 

100 

87.58 

3.00 

2.63 

0.0015 

0.0007 

7.66 

120 

112.34 

4.00 

4.49 

0.0018 

0.0026 

7.66 

120 

112.34 

4.00 

4.49 

0.0018 

0.0146 

7.66 

100 

92.34 

3.00 

2.77 

0.0015 

0.0042 

10.16 

100 

89.84 

3.00 

2.70 

0.0015 

0.0174 

10.18 

100 

89.82 

3.00 

2.69 

0.0015 

0.0534 

7.45 

120 

112.55 

4.00 

4.50 

0.0018 

0.0015 

7.45 

100 

92.55 

3.00 

2.78 

0.0015 

0.0054 

11.11 

120 

108.89 

4.00 

4.36 

0.0018 

0.0184 

7.74 

120 

112.26 

4.00 

4.49 

0.0018 

0.0148 

7.74 

120 

112.26 

4.00 

4.49 

0.0018 

0.0010 

9.56 

100 

90.44 

3.00 

2.71 

0.0015 

0.0011 

10.87 

100 

89.13 

3.00 

2.67 

0.0015 

0.0228 

9.56 

120 

110.44 

4.00 

4.42 

0.0018 

0.0243 

9.82 

100 

90.18 

3.00 

2.71 

0.0015 

0.0184 

8.24 

100 

91.76 

3.00 

2.75 

0.0015 

0.0000 

13.76 

120 

106.24 

4.00 

4.25 

0.0018 

0.0362 

13.76 

100 

86.24 

3.00 

2.59 

0.0015 

0.0012 
































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 


10002006 


Tandla 


Teensara 


Akyawar 


Amba Ka Khadra 


Baguni 


Baniya Wer 


Bankawas 


Barawali 


Bekariya 


Bhamariya 


Bhamra Khet 


Bhar Kunda 


Bharel 


Bheemana 


Bhootwar 


Biliya 


Bishma 


Bosi 


Chak Bhamti 


Chak Peepalmal 


Chak Peepli Khuna 


Chambua 


Champa Ki Nal 


Chana Ki Umar 


Cheetarawas 


Chilarwa 


Dang 


Forest Area 


Gadliya 


Ghani Ka Khet 


Ghata 


Gogrood 


Census Code 


0826000303103700 


0826000303100500 


0826000303102200 


0826000303099700 


0826000303086400 


0826000303084700 


0826000203075700 


0826000303085900 


0826000303087600 


0826000303088300 


0826000203075500 


0826000303089900 


0826000303087800 


0826000303089500 


0826000303090200 


0826000303086800 


0826000303086500 


0820000902482400 


0826000303085500 


0826000303087200 


0826000203074400 


0826000303085400 


0826000303090900 


0826000303091600 


0826000303086700 


0826000303086100 


0826000303084400 


0826000303087700 


0826000203074700 


0826000303089100 


0826000303087300 


0826000926900003 


0826000303086000 


0826000303088800 


0826000303089700 


0826000303089800 


Zone (Fresh 
/ Saline) 


1.00 Saline 


4.69 Saline 


9.20 Fresh 


112.45 Saline 


4.24 Fresh 


Saline 


3.24 Saline 


2.45 Fresh 


3.76 Fresh 


1.03 Saline 


8.77 Saline 


1.17 Fresh 


20.62 Saline 


4.01 Saline 


0.77 Saline 


3.06 Saline 


3.47 Saline 


5.41 Saline 


48.20 Saline 


5.92 Saline 


8.37 Fresh 


Saline 


0.67 Saline 


4.19 Saline 


42.72 Saline 


9.13 Fresh 


Saline 


1.24 Saline 


8.10 Saline 


16.67 Saline 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 


Sub Basin: Sei 


Non-command 

Erinpura Granite 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Erinpura Granite 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Erinpura Granite 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

8.02 

100 

91.98 

3.00 

2.76 

0.0015 

0.0000 

9.85 

120 

110.15 

4.00 

4.41 

0.0018 

0.0088 

9.85 

100 

90.15 

3.00 

2.70 

0.0015 

0.0071 

7.95 

120 

112.05 

4.00 

4.48 

0.0018 

0.0032 

7.95 

100 

92.05 

3.00 

2.76 

0.0015 

0.0164 

10.63 

120 

109.37 

4.00 

4.37 

0.0018 

0.0139 

10.63 

100 

89.37 

3.00 

2.68 

0.0015 

0.0313 


0.21 

13.46 

120 

106.54 

4.00 

4.26 

0.0018 

0.0016 

2.37 

13.46 

120 

106.54 

4.00 

4.26 

0.0018 

0.0182 

2.15 

11.45 

100 

88.55 

3.00 

2.66 

0.0015 

0.0086 

0.00 

15.52 

120 

104.48 

4.00 

4.18 

0.0015 

0.0000 

2.43 

15.52 

100 

84.48 

3.00 

2.53 

0.0020 

0.0123 

3.36 

15.28 

100 

84.72 

3.00 

2.54 

0.0015 

0.0128 

0.86 

10.73 

120 

109.27 

4.00 

4.37 

0.0018 

0.0067 

8.18 

7.97 

120 

112.03 

4.00 

4.48 

0.0018 

0.0660 

1.14 

14.61 

100 

85.39 

3.00 

2.56 

0.0020 

0.0058 

15.90 

8.10 

120 

111.90 

4.00 

4.48 

0.0018 

0.1281 

3.15 

8.10 

100 

91.90 

3.00 

2.76 

0.0015 

0.0130 

2.73 

9.89 

120 

110.11 

4.00 

4.40 

0.0018 

0.0216 

0.14 

9.89 

100 

90.11 

3.00 

2.70 

0.0015 

0.0006 

0.59 

11.26 

120 

108.74 

4.00 

4.35 

0.0018 

0.0047 

0.12 

11.26 

100 

88.74 

3.00 

2.66 

0.0015 

0.0005 

1.11 

9.56 

120 

110.44 

4.00 

4.42 

0.0018 

0.0089 

0.44 

9.56 

100 

90.44 

3.00 

2.71 

0.0015 

0.0018 

1.03 

11.59 

120 

108.41 

4.00 

4.34 

0.0018 

0.0081 

0.67 

11.59 

100 

88.41 

3.00 

2.65 

0.0015 

0.0027 

3.85 

12.86 

120 

107.14 

4.00 

4.29 

0.0018 

0.0297 

1.11 

12.68 

100 

87.32 

5.00 

4.37 

0.0015 

0.0073 

5.50 

11.62 

120 

108.38 

4.00 

4.34 

0.0018 

0.0429 

0.08 

11.62 

100 

88.38 

3.00 

2.65 

0.0015 

0.0003 

0.55 

10.26 

120 

109.74 

4.00 

4.39 

0.0018 

0.0043 

0.00 

10.59 

100 

89.41 

3.00 

2.68 

0.0020 

0.0000 

0.52 

11.34 

120 

108.66 

4.00 

4.35 

0.0018 

0.0041 

1.02 

7.54 

120 

112.46 

4.00 

4.50 

0.0018 

0.0083 

0.83 

11.22 

100 

88.78 

3.00 

2.66 

0.0015 

0.0033 

0.07 

11.57 

120 

108.43 

4.00 

4.34 

0.0018 

0.0006 

0.64 

14.37 

120 

105.63 

4.00 

4.23 

0.0018 

0.0049 

3.34 

14.37 

120 

105.63 

4.00 

4.23 

0.0018 

0.0254 

0.93 

11.67 

100 

88.33 

3.00 

2.65 

0.0015 

0.0037 

0.17 

10.69 

120 

109.31 

4.00 

4.37 

0.0018 

0.0013 

0.17 

10.69 

100 

89.31 

3.00 

2.68 

0.0015 

0.0007 

4.80 

10.86 

100 

89.14 

3.00 

2.67 

0.0020 

0.0257 

0.03 

10.86 

100 

89.14 

3.00 

2.67 

0.0020 

0.0001 

0.37 

11.50 

100 

88.50 

3.00 

2.65 

0.0015 

0.0015 

4.01 

10.38 

120 

109.62 

4.00 

4.38 

0.0018 

0.0316 

8.32 

11.53 

120 

108.47 

4.00 

4.34 

0.0018 

0.0649 

7.82 

11.53 

100 

88.47 

3.00 

2.65 

0.0015 

0.0311 

2.07 

14.28 

120 

105.72 

4.00 

4.23 

0.0018 

0.0158 

2.35 

14.28 

100 

85.72 

3.00 

2.57 

0.0015 

0.0091 

1.73 

14.28 

120 

105.72 

4.00 

4.23 

0.0018 

0.0132 

1.15 

11.50 

120 

108.50 

4.00 

4.34 

0.0018 

0.0090 

5.21 

8.48 

120 

111.52 

4.00 

4.46 

0.0018 

0.0418 

0.60 

8.48 

100 

91.52 

3.00 

2.75 

0.0015 

0.0025 

15.00 

7.29 

120 

112.71 

4.00 

4.51 

0.0018 

0.1217 


































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

7.29 

100 

92.71 

3.00 

2.78 

0.0015 

0.0002 

11.24 

100 

88.76 

3.00 

2.66 

0.0020 

0.0159 

10.17 

120 

109.83 

4.00 

4.39 

0.0018 

0.0373 

10.41 

120 

109.59 

4.00 

4.38 

0.0018 

0.0140 

9.87 

120 

110.13 

4.00 

4.41 

0.0018 

0.0051 

11.10 

100 

88.90 

3.00 

2.67 

0.0015 

0.0005 

11.36 

120 

108.64 

4.00 

4.35 

0.0018 

0.0406 

11.56 

100 

88.44 

3.00 

2.65 

0.0015 

0.0014 

7.98 

120 

112.02 

4.00 

4.48 

0.0018 

0.0067 

7.98 

100 

92.02 

3.00 

2.76 

0.0015 

0.0025 

10.16 

120 

109.84 

4.00 

4.39 

0.0018 

0.0249 

8.60 

100 

91.40 

3.00 

2.74 

0.0015 

0.0000 

11.60 

100 

88.40 

3.00 

2.65 

0.0020 

0.0067 

11.60 

100 

88.40 

3.00 

2.65 

0.0020 

0.0507 

10.39 

120 

109.61 

4.00 

4.38 

0.0018 

0.0008 

10.39 

100 

89.61 

3.00 

2.69 

0.0015 

0.0000 

10.68 

120 

109.32 

4.00 

4.37 

0.0018 

0.0005 

11.51 

120 

108.49 

4.00 

4.34 

0.0018 

0.0064 

11.51 

100 

88.49 

3.00 

2.65 

0.0015 

0.0004 

11.61 

100 

88.39 

3.00 

2.65 

0.0015 

0.0065 

14.19 

120 

105.81 

4.00 

4.23 

0.0015 

0.0179 

11.98 

120 

108.02 

4.00 

4.32 

0.0018 

0.0360 

11.98 

100 

88.02 

3.00 

2.64 

0.0015 

0.0000 

11.53 

120 

108.47 

4.00 

4.34 

0.0018 

0.0636 

11.18 

120 

108.82 

4.00 

4.35 

0.0018 

0.0347 

11.18 

100 

88.82 

3.00 

2.66 

0.0015 

0.0068 

11.47 

120 

108.53 

4.00 

4.34 

0.0018 

0.0728 

11.47 

100 

88.53 

3.00 

2.66 

0.0015 

0.0055 

11.35 

100 

88.65 

3.00 

2.66 

0.0020 

0.0221 

11.78 

100 

88.22 

3.00 

2.65 

0.0020 

0.0273 

10.71 

120 

109.29 

4.00 

4.37 

0.0018 

0.0156 

10.71 

100 

89.29 

3.00 

2.68 

0.0015 

0.0168 

15.78 

100 

84.22 

3.00 

2.53 

0.0020 

0.0116 

7.64 

120 

112.36 

4.00 

4.49 

0.0018 

0.0302 

7.64 

100 

92.36 

3.00 

2.77 

0.0015 

0.0018 

11.24 

100 

88.76 

3.00 

2.66 

0.0015 

0.0017 

10.14 

120 

109.86 

4.00 

4.39 

0.0018 

0.0473 

7.82 

120 

112.18 

4.00 

4.49 

0.0018 

0.0041 

11.35 

120 

108.65 

4.00 

4.35 

0.0018 

0.0003 

11.35 

100 

88.65 

3.00 

2.66 

0.0015 

0.0016 

10.11 

120 

109.89 

4.00 

4.40 

0.0018 

0.0017 

10.11 

100 

89.89 

3.00 

2.70 

0.0015 

0.0289 

11.49 

100 

88.51 

3.00 

2.66 

0.0020 

0.0151 

8.04 

120 

111.96 

4.00 

4.48 

0.0018 

0.0019 

8.04 

100 

91.96 

3.00 

2.76 

0.0015 

0.0026 

12.63 

120 

107.37 

4.00 

4.29 

0.0018 

0.0021 

12.63 

100 

87.37 

3.00 

2.62 

0.0015 

0.0000 

12.63 

120 

107.37 

4.00 

4.29 

0.0018 

0.0233 

12.63 

100 

87.37 

3.00 

2.62 

0.0015 

0.0020 

15.99 

100 

84.01 

3.00 

2.52 

0.0020 

0.0058 

12.94 

120 

107.06 

4.00 

4.28 

0.0015 

0.0006 

12.94 

100 

87.06 

3.00 

2.61 

0.0020 

0.0042 

12.94 

120 

107.06 

4.00 

4.28 

0.0018 

0.0000 

12.22 

120 

107.78 

4.00 

4.31 

0.0018 

0.0730 

12.60 

120 

107.40 

4.00 

4.30 

0.0015 

0.0063 














































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Gneisses 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Gneisses 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.60 

100 

87.40 

3.00 

2.62 

0.0020 

0.0435 

12.60 

120 

107.40 

4.00 

4.30 

0.0018 

0.0015 

12.60 

100 

87.40 

3.00 

2.62 

0.0020 

0.0279 

8.14 

100 

91.86 

3.00 

2.76 

0.0015 

0.0000 

11.94 

100 

88.06 

3.00 

2.64 

0.0020 

0.0175 

9.02 

100 

90.98 

3.00 

2.73 

0.0015 

0.0010 

11.62 

120 

108.38 

4.00 

4.34 

0.0018 

0.0375 

12.95 

100 

87.05 

3.00 

2.61 

0.0020 

0.0230 

7.71 

120 

112.29 

4.00 

4.49 

0.0018 

0.0039 

13.95 

120 

106.05 

4.00 

4.24 

0.0018 

0.0118 

13.95 

120 

106.05 

4.00 

4.24 

0.0018 

0.0004 

11.17 

120 

108.83 

4.00 

4.35 

0.0018 

0.0059 

10.49 

100 

89.51 

3.00 

2.69 

0.0020 

0.0027 

11.53 

120 

108.47 

4.00 

4.34 

0.0018 

0.0076 

11.53 

120 

108.47 

4.00 

4.34 

0.0018 

0.0015 

11.53 

100 

88.47 

3.00 

2.65 

0.0015 

0.0047 

9.66 

120 

110.34 

4.00 

4.41 

0.0018 

0.0054 

15.45 

100 

84.55 

3.00 

2.54 

0.0020 

0.0002 

7.91 

120 

112.09 

4.00 

4.48 

0.0018 

0.0230 

14.17 

120 

105.83 

4.00 

4.23 

0.0015 

0.0099 

14.17 

100 

85.83 

3.00 

2.57 

0.0020 

0.0088 

11.38 

120 

108.62 

4.00 

4.34 

0.0018 

0.0829 

11.38 

100 

88.62 

3.00 

2.66 

0.0015 

0.0197 

10.58 

100 

89.42 

3.00 

2.68 

0.0015 

0.0005 

15.25 

120 

104.75 

4.00 

4.19 

0.0018 

0.0089 

15.25 

100 

84.75 

3.00 

2.54 

0.0015 

0.0021 

15.25 

120 

104.75 

4.00 

4.19 

0.0018 

0.0003 

8.90 

120 

111.10 

4.00 

4.44 

0.0018 

0.0321 

14.48 

120 

105.52 

4.00 

4.22 

0.0018 

0.0141 

14.48 

100 

85.52 

3.00 

2.57 

0.0015 

0.0000 

14.48 

120 

105.52 

4.00 

4.22 

0.0018 

0.0237 

10.64 

100 

89.36 

3.00 

2.68 

0.0020 

0.0013 

11.55 

120 

108.45 

4.00 

4.34 

0.0018 

0.0204 

9.51 

120 

110.49 

4.00 

4.42 

0.0018 

0.0315 

7.86 

120 

112.14 

4.00 

4.49 

0.0018 

0.0493 

12.10 

100 

87.90 

3.00 

2.64 

0.0015 

0.0181 

7.47 

120 

112.53 

4.00 

4.50 

0.0018 

0.0235 

7.47 

100 

92.53 

3.00 

2.78 

0.0015 

0.0010 

8.10 

100 

91.90 

3.00 

2.76 

0.0015 

0.0010 

9.48 

120 

110.52 

4.00 

4.42 

0.0018 

0.0024 

9.48 

100 

90.52 

3.00 

2.72 

0.0015 

0.0057 

14.16 

100 

85.84 

5.00 

4.29 

0.0015 

0.0120 

14.16 

100 

85.84 

5.00 

4.29 

0.0015 

0.0021 

9.56 

120 

110.44 

4.00 

4.42 

0.0018 

0.0083 

9.56 

100 

90.44 

3.00 

2.71 

0.0015 

0.0019 

9.20 

120 

110.80 

4.00 

4.43 

0.0018 

0.0448 

9.20 

100 

90.80 

3.00 

2.72 

0.0015 

0.0122 

9.84 

100 

90.16 

5.00 

4.51 

0.0015 

0.0007 

9.84 

100 

90.16 

5.00 

4.51 

0.0015 

0.0155 

9.84 

100 

90.16 

5.00 

4.51 

0.0015 

0.0162 

7.71 

120 

112.29 

4.00 

4.49 

0.0018 

0.0005 

7.71 

100 

92.29 

3.00 

2.77 

0.0015 

0.0167 

8.38 

120 

111.62 

4.00 

4.46 

0.0018 

0.0089 

8.38 

100 

91.62 

3.00 

2.75 

0.0015 

0.0013 

10.46 

100 

89.54 

4.57 

4.09 

0.0015 

0.0001 







































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Buja 


Cheeniya Band 


Gara 


Gura 


Jaleri 


Jari Makri 


Jhanjhar 


Jher 


Khara 


Khuna 


Kodarmal 


Kookawas 


Kutra Mariya 


Kyari 


Kyarla 


Loharcha 


Moras 


Nawaniya 


Padli 


Pahar Kalan 


Phidooli Thai 


Raphra Khet 


Royni 


Samoli 


Sari 


Semli 


Teelarni 


Census Code 


0826000303099800 


0826000303101800 


0819000302360600 


0826000303099400 


0826000303099500 


0826000303099200 


0826000303098300 


0826000303102100 


0826000303101000 



0826000303097700 


0826000303098100 


0826000303101300 


0826000303101500 


0826000303099300 


0826000303102500 


0826000303101100 


0826000303101600 


0826000303090100 


0826000303098000 


0826000303090000 


0819000302366500 


0826000303098800 


0826000303101700 


0819000302360400 


0826000303099100 


0826000303098600 


0826000303100900 


0826000303099000 


0826000303098900 


0819000302367500 


0826000303097800 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Saline 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Erinpura Granite 

Saline 

Non-command 

Erinpura Granite 

Saline 

Non-command 

Phyllite & Schist 

Saline 

Non-command 

Phyllite & Schist 

Saline 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Saline 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Erinpura Granite 

Fresh 

Non-command 

Erinpura Granite 



11.14 Fresh 



7.11 Saline 


1.91 Saline 


2.29 Fresh 


2.74 Fresh 


16.80 Saline 


6.52 Fresh 


5.08 Fresh 


4.98 Fresh 


12.25 Saline 


1.02 Saline 


9.93 Saline 







Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Gneisses 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Gneisses 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.97 

100 

88.03 

3.00 

2.64 

0.0015 

0.0026 

9.00 

120 

111.00 

4.00 

4.44 

0.0018 

0.0499 

13.47 

100 

86.53 

5.00 

4.33 

0.0015 

0.0000 

10.57 

100 

89.43 

3.00 

2.68 

0.0015 

0.0164 

11.60 

100 

88.40 

3.00 

2.65 

0.0015 

0.0015 

10.36 

100 

89.64 

3.00 

2.69 

0.0015 

0.0059 

10.97 

100 

89.03 

3.00 

2.67 

0.0015 

0.0077 

10.97 

100 

89.03 

3.00 

2.67 

0.0015 

0.0185 

7.75 

120 

112.25 

4.00 

4.49 

0.0018 

0.0122 

8.75 

120 

111.25 

4.00 

4.45 

0.0018 

0.0887 

8.75 

100 

91.25 

3.00 

2.74 

0.0015 

0.0020 

7.44 

120 

112.56 

4.00 

4.50 

0.0018 

0.0121 

7.44 

100 

92.56 

3.00 

2.78 

0.0015 

0.0004 

8.60 

100 

91.40 

3.00 

2.74 

0.0015 

0.0109 

12.74 

100 

87.26 

3.00 

2.62 

0.0015 

0.0024 

9.52 

120 

110.48 

4.00 

4.42 

0.0018 

0.0106 

9.52 

100 

90.48 

4.00 

3.62 

0.0015 

0.0016 

9.52 

100 

90.48 

3.00 

2.71 

0.0015 

0.0001 

9.54 

120 

110.46 

4.00 

4.42 

0.0018 

0.0197 

10.33 

100 

89.67 

3.00 

2.69 

0.0015 

0.0465 

7.32 

120 

112.68 

4.00 

4.51 

0.0018 

0.0242 

9.46 

120 

110.54 

4.00 

4.42 

0.0018 

0.0311 

9.46 

100 

90.54 

3.00 

2.72 

0.0015 

0.0012 

9.53 

120 

110.47 

4.00 

4.42 

0.0018 

0.0351 

11.82 

120 

108.18 

4.00 

4.33 

0.0018 

0.0531 

11.82 

100 

88.18 

3.00 

2.65 

0.0015 

0.0082 

12.08 

100 

87.92 

3.00 

2.64 

0.0015 

0.0023 

11.98 

120 

108.02 

4.00 

4.32 

0.0018 

0.0365 

11.98 

100 

88.02 

3.00 

2.64 

0.0015 

0.0000 

7.66 

120 

112.34 

4.00 

4.49 

0.0018 

0.0342 

7.66 

100 

92.34 

3.00 

2.77 

0.0015 

0.0107 

7.66 

120 

112.34 

4.00 

4.49 

0.0018 

0.0096 

7.66 

100 

92.34 

3.00 

2.77 

0.0015 

0.0167 

12.36 

100 

87.64 

5.00 

4.38 

0.0015 

0.0001 

9.14 

120 

110.86 

4.00 

4.43 

0.0018 

0.0078 

9.14 

100 

90.86 

3.00 

2.73 

0.0015 

0.0051 

9.14 

120 

110.86 

4.00 

4.43 

0.0018 

0.0007 

9.14 

100 

90.86 

3.00 

2.73 

0.0015 

0.0096 

9.44 

120 

110.56 

4.00 

4.42 

0.0018 

0.0373 

14.06 

100 

85.94 

5.00 

4.30 

0.0015 

0.0016 

14.06 

100 

85.94 

5.00 

4.30 

0.0015 

0.0135 

9.99 

120 

110.01 

4.00 

4.40 

0.0018 

0.0514 

9.99 

100 

90.01 

4.00 

3.60 

0.0015 

0.0079 

10.50 

100 

89.50 

3.00 

2.68 

0.0015 

0.0062 

8.65 

120 

111.35 

4.00 

4.45 

0.0018 

0.0074 

8.22 

120 

111.78 

4.00 

4.47 

0.0018 

0.0110 

8.22 

100 

91.78 

3.00 

2.75 

0.0015 

0.0024 

9.02 

120 

110.98 

4.00 

4.44 

0.0018 

0.0041 

9.02 

100 

90.98 

3.00 

2.73 

0.0015 

0.0150 

9.56 

100 

90.44 

3.00 

2.71 

0.0015 

0.0339 

8.04 

120 

111.96 

4.00 

4.48 

0.0018 

0.0010 

8.04 

100 

91.96 

3.00 

2.76 

0.0015 

0.0112 

8.04 

100 

91.96 

3.00 

2.76 

0.0015 

0.0136 

10.37 

100 

89.63 

5.00 

4.48 

0.0015 

0.0356 

11.03 

120 

108.97 

4.00 

4.36 

0.0018 

0.0010 





































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Teelarwa 


Teensara 


Teja Ka Was 


10003008 Anela 


Babari 


Baleecha 


Bambala 


Banjarwara 


Bao 


Bhagorpara 


Bhagorphala 


Bhagorwara 


Bhanwa 


Bhatariya 


Bhomatawara 


Bichala Phala 


Bichhiwara 


Bor Ka Pani 


Boslathi 


Chandpura Narana 


Cheekli 


Choki 


Chundawara With Chak 


Dabaycha 


Damuni 


Dechara 


Dedli 


Demat 


Dhamod 


Forest 


Gaduniya 


Ganganagar 


Gatrali 


Ger 


Ghati 


Gurha 


Itwa 


Jagabor 


Jamboori 


Jayra 


Jhajhri 


Jhalan 


Jheejwa With Chak 


Juwarwa 


Kanbai 


0826000303098400 


0826000303097900 


0826000303100500 


0826000303088200 


Zone (Fresh 
/ Saline) 



2.24 Fresh 


7.74 Saline 



4.69 Saline 


28.27 Saline 



85.65 Fresh 


Saline 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 


Sub Basin: 


0826001003281600 

1.35 

Fresh 

Non-command 

Phyllite & Schist 

0826001003279100 

1.52 

Fresh 

Non-command 

Phyllite & Schist 

0826001003279800 

7.21 

Fresh 

Non-command 

Phyllite & Schist 

0826001003277200 

2.14 

Fresh 

Non-command 

Phyllite & Schist 

0826001003276900 

2.89 

Fresh 

Non-command 

Phyllite & Schist 

0826001003277900 

1.78 

Fresh 

Non-command 

Phyllite & Schist 

0826001003278600 

2.64 

Fresh 

Non-command 

Phyllite & Schist 

0826001003281200 

3.18 

Fresh 

Non-command 

Phyllite & Schist 

0826001003278500 

5.37 

Fresh 

Non-command 

Phyllite & Schist 

0826001003279300 

1.42 

Fresh 

Non-command 

Phyllite & Schist 

0826001003281500 

1.72 

Fresh 

Non-command 

Phyllite & Schist 

0826001003278300 

3.83 

Fresh 

Non-command 

Phyllite & Schist 

0826001003281300 

2.54 

Fresh 

Non-command 

Phyllite & Schist 

0827000103297300 

5.58 

Fresh 

Non-command 

Phyllite & Schist 

0827000103295200 

5.15 

Fresh 

Non-command 

Phyllite & Schist 

0826001003278200 

2.30 

Fresh 

Non-command 

Phyllite & Schist 

0826001003281100 

0.43 

Fresh 

Non-command 

Phyllite & Schist 

0826001003278700 

1.02 

Fresh 

Non-command 

Phyllite & Schist 

0826001003267900 

7.81 

Fresh 

Non-command 

Phyllite & Schist 

0827000103294500 

9.66 

Fresh 

Non-command 

Phyllite & Schist 

0826001003278000 

6.78 

Fresh 

Non-command 

Phyllite & Schist 

0827000103296100 

0.39 

Fresh 

Non-command 

Phyllite & Schist 

0826001003277100 

1.38 

Fresh 

Non-command 

Phyllite & Schist 

0827000103296500 

0.42 

Fresh 

Non-command 

Phyllite & Schist 

0826001003279000 

18.57 

Fresh 

Non-command 

Phyllite & Schist 

0827000103297000 

3.25 

Fresh 

Non-command 

Phyllite & Schist 

0827000127900001 

7.29 

Fresh 

Non-command 

Phyllite & Schist 

0827000127900002 

9.12 

Fresh 

Non-command 

Phyllite & Schist 

0826001003279200 

2.55 

Fresh 

Non-command 

Phyllite & Schist 

0826001003279900 

4.03 

Fresh 

Non-command 

Phyllite & Schist 

0826001003268200 

6.00 

Fresh 

Non-command 

Phyllite & Schist 

0827000103295700 

1.93 

Fresh 

Non-command 

Phyllite & Schist 

0826001003282100 

1.75 

Fresh 

Non-command 

Phyllite & Schist 

0826001003278800 

1.83 

Fresh 

Non-command 

Phyllite & Schist 

0826001003282000 

2.59 

Fresh 

Non-command 

Phyllite & Schist 

0827000103296400 

0.33 

Fresh 

Non-command 

Phyllite & Schist 

0827000103295400 

1.89 

Fresh 

Non-command 

Phyllite & Schist 

0826001003280200 

6.47 

Fresh 

Non-command 

Phyllite & Schist 

0826001003278900 

13.75 

Fresh 

Non-command 

Phyllite & Schist 

0827000103307100 

1.70 

Fresh 

Non-command 

Phyllite & Schist 

0827000103291400 

7.09 

Fresh 

Non-command 

Phyllite & Schist 

0826001003278400 

5.88 

Fresh 

Non-command 

Phyllite & Schist 

0826001003280600 

4.58 

Fresh 

Non-command 

Phyllite & Schist 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

11.03 

100 

88.97 

3.00 

2.67 

0.0015 

0.0273 

9.99 

100 

90.01 

3.00 

2.70 

0.0015 

0.0083 

12.67 

120 

107.33 

4.00 

4.29 

0.0018 

0.0030 

12.67 

100 

87.33 

3.00 

2.62 

0.0015 

0.0145 

9.85 

100 

90.15 

3.00 

2.70 

0.0015 

0.0005 

11.38 

120 

108.62 

4.00 

4.34 

0.0018 

0.0002 

11.38 

100 

88.62 

3.00 

2.66 

0.0015 

0.0024 

7.95 

120 

112.05 

4.00 

4.48 

0.0018 

0.0031 

7.95 

100 

92.05 

3.00 

2.76 

0.0015 

0.0001 

12.59 

100 

87.41 

5.00 

4.37 

0.0015 

0.0188 

12.59 

100 

87.41 

5.00 

4.37 

0.0015 

0.0005 


0.10 

8.01 

100 

91.99 

3.00 

2.76 

0.0020 

0.0006 

1.52 

10.50 

100 

89.50 

3.00 

2.68 

0.0020 

0.0081 

7.16 

10.40 

100 

89.60 

3.00 

2.69 

0.0020 

0.0385 

1.42 

6.68 

100 

93.32 

3.00 

2.80 

0.0020 

0.0079 

1.26 

4.76 

100 

95.24 

3.00 

2.86 

0.0020 

0.0072 

1.76 

8.02 

100 

91.98 

3.00 

2.76 

0.0020 

0.0097 

2.03 

10.12 

100 

89.88 

3.00 

2.70 

0.0020 

0.0110 

1.77 

7.37 

100 

92.63 

3.00 

2.78 

0.0020 

0.0098 

3.94 

9.31 

100 

90.69 

3.00 

2.72 

0.0020 

0.0214 

1.42 

10.57 

100 

89.43 

3.00 

2.68 

0.0020 

0.0076 

1.67 

7.80 

100 

92.20 

3.00 

2.77 

0.0020 

0.0092 

3.27 

8.83 

100 

91.17 

3.00 

2.74 

0.0020 

0.0179 

0.23 

8.02 

100 

91.98 

3.00 

2.76 

0.0020 

0.0013 

0.56 

11.95 

125 

113.05 

5.00 

5.65 

0.0020 

0.0064 

4.94 

10.44 

125 

114.56 

5.00 

5.73 

0.0020 

0.0566 

2.17 

8.55 

100 

91.45 

3.00 

2.74 

0.0020 

0.0119 

0.43 

7.16 

100 

92.84 

3.00 

2.79 

0.0020 

0.0024 

0.96 

10.53 

100 

89.47 

3.00 

2.68 

0.0020 

0.0052 

0.15 

4.49 

100 

95.51 

3.00 

2.87 

0.0020 

0.0008 

2.00 

12.60 

125 

112.40 

5.00 

5.62 

0.0020 

0.0225 

6.46 

8.30 

100 

91.70 

3.00 

2.75 

0.0020 

0.0355 

0.38 

10.02 

125 

114.98 

5.00 

5.75 

0.0020 

0.0043 

0.59 

5.62 

100 

94.38 

3.00 

2.83 

0.0020 

0.0033 

0.42 

10.44 

125 

114.56 

5.00 

5.73 

0.0020 

0.0048 

17.37 

10.45 

100 

89.55 

3.00 

2.69 

0.0020 

0.0933 

0.97 

11.67 

125 

113.33 

5.00 

5.67 

0.0020 

0.0110 

2.56 

11.04 

125 

113.96 

5.00 

5.70 

0.0020 

0.0292 

0.89 

8.05 

125 

116.95 

5.00 

5.85 

0.0020 

0.0105 

2.55 

10.58 

100 

89.42 

3.00 

2.68 

0.0020 

0.0137 

3.94 

10.70 

100 

89.30 

3.00 

2.68 

0.0020 

0.0211 

1.29 

4.81 

100 

95.19 

3.00 

2.86 

0.0020 

0.0074 

1.93 

10.08 

125 

114.92 

5.00 

5.75 

0.0020 

0.0221 

0.04 

6.88 

100 

93.12 

3.00 

2.79 

0.0020 

0.0002 

1.63 

10.61 

100 

89.39 

3.00 

2.68 

0.0020 

0.0087 

0.01 

7.87 

100 

92.13 

3.00 

2.76 

0.0020 

0.0001 

0.33 

9.92 

125 

115.08 

5.00 

5.75 

0.0020 

0.0038 

1.89 

9.90 

125 

115.10 

5.00 

5.75 

0.0020 

0.0218 

6.42 

8.61 

100 

91.39 

3.00 

2.74 

0.0020 

0.0352 

9.57 

10.38 

100 

89.62 

3.00 

2.69 

0.0020 

0.0515 

0.07 

10.78 

125 

114.22 

5.00 

5.71 

0.0020 

0.0008 

0.04 

9.34 

125 

115.66 

5.00 

5.78 

0.0020 

0.0004 

5.44 

9.05 

100 

90.95 

3.00 

2.73 

0.0020 

0.0297 

2.50 

7.95 

100 

92.05 

3.00 

2.76 

0.0020 

0.0138 




















































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

8.04 

100 

91.96 

3.00 

2.76 

0.0020 

0.0162 

10.44 

100 

89.56 

3.00 

2.69 

0.0020 

0.0214 

5.10 

100 

94.90 

3.00 

2.85 

0.0020 

0.0260 

6.12 

100 

93.88 

3.00 

2.82 

0.0020 

0.0034 

6.63 

100 

93.37 

3.00 

2.80 

0.0020 

0.0022 

6.01 

100 

93.99 

3.00 

2.82 

0.0020 

0.0005 

6.49 

100 

93.51 

3.00 

2.81 

0.0020 

0.0008 

5.56 

100 

94.44 

3.00 

2.83 

0.0020 

0.0008 

9.73 

125 

115.27 

5.00 

5.76 

0.0020 

0.0096 

4.73 

100 

95.27 

3.00 

2.86 

0.0020 

0.0058 

7.33 

100 

92.67 

3.00 

2.78 

0.0020 

0.0034 

10.78 

125 

114.22 

5.00 

5.71 

0.0020 

0.0005 

9.67 

100 

90.33 

3.00 

2.71 

0.0020 

0.0211 

11.20 

125 

113.80 

5.00 

5.69 

0.0020 

0.0054 

11.13 

125 

113.87 

5.00 

5.69 

0.0020 

0.0202 

6.34 

100 

93.66 

3.00 

2.81 

0.0020 

0.0236 

10.55 

125 

114.45 

5.00 

5.72 

0.0020 

0.0068 

7.53 

100 

92.47 

3.00 

2.77 

0.0020 

0.0093 

7.73 

100 

92.27 

3.00 

2.77 

0.0020 

0.0038 

10.02 

125 

114.98 

5.00 

5.75 

0.0020 

0.0068 

9.08 

100 

90.92 

3.00 

2.73 

0.0020 

0.0255 

7.95 

100 

92.05 

3.00 

2.76 

0.0020 

0.0140 

10.13 

125 

114.87 

5.00 

5.74 

0.0020 

0.0274 

11.04 

125 

113.96 

5.00 

5.70 

0.0020 

0.0056 

10.39 

125 

114.61 

5.00 

5.73 

0.0020 

0.0139 

10.49 

125 

114.51 

5.00 

5.73 

0.0020 

0.0108 

10.88 

125 

114.12 

5.00 

5.71 

0.0020 

0.0348 

4.58 

100 

95.42 

3.00 

2.86 

0.0020 

0.0021 

10.53 

100 

89.47 

3.00 

2.68 

0.0020 

0.0042 

10.60 

125 

114.40 

5.00 

5.72 

0.0020 

0.0056 

10.63 

125 

114.37 

5.00 

5.72 

0.0020 

0.0063 

10.52 

100 

89.48 

3.00 

2.68 

0.0020 

0.0115 

4.57 

100 

95.43 

3.00 

2.86 

0.0020 

0.0228 

10.79 

125 

114.21 

5.00 

5.71 

0.0020 

0.0083 

9.92 

100 

90.08 

3.00 

2.70 

0.0020 

0.0095 

4.57 

100 

95.43 

3.00 

2.86 

0.0020 

0.0098 

10.29 

125 

114.71 

5.00 

5.74 

0.0020 

0.0033 

7.98 

100 

92.02 

3.00 

2.76 

0.0020 

0.0103 

8.04 

100 

91.96 

3.00 

2.76 

0.0020 

0.0088 

9.52 

125 

115.48 

5.00 

5.77 

0.0020 

0.0056 

9.88 

125 

115.12 

5.00 

5.76 

0.0020 

0.0393 

9.75 

150 

140.25 

5.00 

7.01 

0.0020 

0.0131 

13.77 

150 

136.23 

5.00 

6.81 

0.0020 

0.0242 

8.30 

125 

116.70 

5.00 

5.83 

0.0020 

0.0167 

22.42 

125 

102.58 

5.00 

5.13 

0.0020 

0.0003 

6.38 

125 

118.62 

5.00 

5.93 

0.0020 

0.0053 

7.19 

125 

117.81 

5.00 

5.89 

0.0020 

0.0005 

11.21 

125 

113.79 

5.00 

5.69 

0.0020 

0.0214 

10.41 

125 

114.59 

5.00 

5.73 

0.0020 

0.0156 

8.97 

125 

116.03 

5.00 

5.80 

0.0020 

0.0006 

10.88 

150 

139.12 

5.00 

6.96 

0.0020 

0.0218 

8.19 

125 

116.81 

5.00 

5.84 

0.0020 

0.0122 

12.47 

150 

137.53 

5.00 

6.88 

0.0020 

0.0186 

7.81 

125 

117.19 

5.00 

5.86 

0.0020 

0.0599 

13.98 

150 

136.02 

5.00 

6.80 

0.0020 

0.0021 





















































































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

10.80 

125 

114.20 

5.00 

5.71 

0.0020 

0.0107 

12.82 

150 

137.18 

5.00 

6.86 

0.0020 

0.0394 

9.46 

125 

115.54 

5.00 

5.78 

0.0020 

0.0211 

8.05 

125 

116.95 

5.00 

5.85 

0.0020 

0.0701 

9.50 

125 

115.50 

5.00 

5.78 

0.0020 

0.0710 

12.43 

125 

112.57 

5.00 

5.63 

0.0020 

0.0016 

11.95 

125 

113.05 

5.00 

5.65 

0.0020 

0.0009 

11.90 

125 

113.10 

5.00 

5.65 

0.0020 

0.0006 

8.51 

125 

116.49 

5.00 

5.82 

0.0020 

0.0202 

8.62 

125 

116.38 

5.00 

5.82 

0.0020 

0.0402 

14.30 

150 

135.70 

5.00 

6.78 

0.0020 

0.0317 

11.14 

150 

138.86 

5.00 

6.94 

0.0020 

0.0151 

10.44 

125 

114.56 

5.00 

5.73 

0.0020 

0.0000 

12.64 

150 

137.36 

5.00 

6.87 

0.0020 

0.0169 

13.05 

150 

136.95 

5.00 

6.85 

0.0020 

0.0714 

8.88 

150 

141.12 

5.00 

7.06 

0.0020 

0.1164 

10.62 

125 

114.38 

5.00 

5.72 

0.0020 

0.0058 

12.87 

150 

137.13 

5.00 

6.86 

0.0020 

0.0189 

9.87 

125 

115.13 

5.00 

5.76 

0.0020 

0.0144 

11.04 

125 

113.96 

5.00 

5.70 

0.0020 

0.0074 

15.74 

125 

109.26 

5.00 

5.46 

0.0020 

0.0830 

7.43 

125 

117.57 

5.00 

5.88 

0.0020 

0.0004 

8.22 

125 

116.78 

5.00 

5.84 

0.0020 

0.0269 

8.10 

125 

116.90 

5.00 

5.85 

0.0020 

0.1504 

15.44 

150 

134.56 

5.00 

6.73 

0.0020 

0.0358 

8.55 

125 

116.45 

5.00 

5.82 

0.0020 

0.0204 

14.36 

125 

110.64 

5.00 

5.53 

0.0020 

0.0143 

14.60 

125 

110.40 

5.00 

5.52 

0.0020 

0.0047 

4.84 

125 

120.16 

5.00 

6.01 

0.0020 

0.1562 

7.91 

150 

142.09 

5.00 

7.10 

0.0020 

0.0448 

10.86 

150 

139.14 

5.00 

6.96 

0.0020 

0.0124 

8.53 

125 

116.47 

5.00 

5.82 

0.0020 

0.0118 

11.65 

125 

113.35 

5.00 

5.67 

0.0020 

0.0011 

11.25 

125 

113.75 

5.00 

5.69 

0.0020 

0.0276 

8.69 

150 

141.31 

5.00 

7.07 

0.0020 

0.0354 

12.43 

150 

137.57 

5.00 

6.88 

0.0020 

0.0518 

7.66 

150 

142.34 

5.00 

7.12 

0.0020 

0.0491 

9.51 

125 

115.49 

5.00 

5.77 

0.0020 

0.0348 

12.81 

150 

137.19 

5.00 

6.86 

0.0020 

0.0402 

11.08 

125 

113.92 

5.00 

5.70 

0.0020 

0.0190 

12.49 

150 

137.51 

5.00 

6.88 

0.0020 

0.0299 

12.55 

150 

137.45 

5.00 

6.87 

0.0020 

0.0211 

16.47 

125 

108.53 

5.00 

5.43 

0.0020 

0.0105 

12.49 

150 

137.51 

5.00 

6.88 

0.0020 

0.0250 

14.00 

150 

136.00 

5.00 

6.80 

0.0020 

0.1313 

10.78 

125 

114.22 

5.00 

5.71 

0.0020 

0.0186 

14.20 

150 

135.80 

5.00 

6.79 

0.0020 

0.0682 

23.66 

125 

101.34 

5.00 

5.07 

0.0020 

0.0082 

10.90 

125 

114.10 

5.00 

5.70 

0.0020 

0.0328 

14.65 

150 

135.35 

5.00 

6.77 

0.0020 

0.0025 

9.60 

125 

115.40 

5.00 

5.77 

0.0020 

0.0206 

12.06 

125 

112.94 

5.00 

5.65 

0.0020 

0.0017 

11.99 

150 

138.01 

5.00 

6.90 

0.0020 

0.0006 

17.05 

150 

132.95 

5.00 

6.65 

0.0020 

0.0000 

10.92 

125 

114.08 

5.00 

5.70 

0.0020 

0.0121 















































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 

Census Code 

Kaparwel 

0827000103309100 

Kara Wara 

0827000403359200 

Kesharpura 

0827000403359500 

Khandiya 

0827000403360200 

Khara Pani 

0827000403366400 

Kishanpura 

0827000403363100 

Kodiyagun 

0827000103307200 

Kumela 

0827000403355400 

Kundali 

0827000403358700 

Kundli 

0827000103309200 

Kupa 

0827000403358800 

Lamba Khoonta 

0827000403354800 

Laxmanpura 

0827000103309000 

Leekhi Bari 

0827000403362000 

Leekhi Chhoti 

0827000403361900 

Mahipal Pura 

0827000103308800 

Mai 

0827000403354500 

Malmatha 

0827000103306900 

Mandli 

0827000403361100 

Manipur 

0827000103307300 

Media 

0827000403362300 

Merop 

0827000403359700 

Mewara 

0827000103307700 

Mor Mahuri 

0827000403360800 

Mordoongra 

0827000403356000 

Mundela 

0827000403355300 

Nagariya Panchela 

0827000403357900 

Nala 

0827000103307500 

Narata Fala 

0827000403354700 

Nareli 

0827000103307900 

Negala 

0827000403356600 

Oontiya 

0827000103309900 

Padaliya 

0827000403363200 

Padardi 

0827000103307600 

Padli Udarat 

0827000403356500 

Padli Virsingh 

0827000403356800 

Pagara 

0827000403357200 

Parda Manarat 

0827000403359000 

Peeth 

0827000403363600 

Pohri Khaturat 

0827000403356300 

Pohri Patelan 

0827000403359100 

Rajpur 

0827000403363500 

Rampur 

0827000103307400 

Ramsagra 

0827000103310600 

Rangela 

0827000103309800 

Rasta 

0827000403360600 

Rata Pani 

0827000103306800 

Ratanpura 

0827000403363000 

Rati Beri 

0827000403362800 

Sadariya 

0827000403362500 

Sakarsi 

0827000403360000 

Sansar Pura 

0827000403354600 

Sara 

0827000103308300 

Saram 

0827000103308700 

Saroli 

0827000403360400 


Zone (Fresh 
/ Saline) 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hydrogeological Unit 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

14.39 

125 

110.61 

5.00 

5.53 

0.0020 

0.0002 

7.82 

125 

117.18 

5.00 

5.86 

0.0020 

0.0363 

7.64 

150 

142.36 

5.00 

7.12 

0.0020 

0.0260 

11.23 

150 

138.77 

5.00 

6.94 

0.0020 

0.0159 

13.20 

150 

136.80 

5.00 

6.84 

0.0020 

0.0422 

13.26 

150 

136.74 

5.00 

6.84 

0.0020 

0.0168 

12.71 

125 

112.29 

5.00 

5.61 

0.0020 

0.0014 

9.49 

125 

115.51 

5.00 

5.78 

0.0020 

0.0121 

9.95 

150 

140.05 

5.00 

7.00 

0.0020 

0.0015 

10.41 

125 

114.59 

5.00 

5.73 

0.0020 

0.0004 

7.75 

150 

142.25 

5.00 

7.11 

0.0020 

0.0139 

9.70 

125 

115.30 

5.00 

5.76 

0.0020 

0.0181 

17.64 

125 

107.36 

5.00 

5.37 

0.0020 

0.0045 

10.89 

150 

139.11 

5.00 

6.96 

0.0020 

0.0100 

11.32 

150 

138.68 

5.00 

6.93 

0.0020 

0.0213 

11.79 

125 

113.21 

5.00 

5.66 

0.0020 

0.0012 

10.27 

125 

114.74 

5.00 

5.74 

0.0020 

0.0036 

12.22 

125 

112.78 

5.00 

5.64 

0.0020 

0.0015 

12.50 

150 

137.50 

5.00 

6.87 

0.0020 

0.0407 

10.80 

125 

114.20 

5.00 

5.71 

0.0020 

0.0163 

14.23 

150 

135.77 

5.00 

6.79 

0.0020 

0.0353 

12.45 

150 

137.55 

5.00 

6.88 

0.0020 

0.0299 

10.79 

125 

114.21 

5.00 

5.71 

0.0020 

0.0153 

12.49 

150 

137.51 

5.00 

6.88 

0.0020 

0.0329 

8.12 

125 

116.88 

5.00 

5.84 

0.0020 

0.0035 

10.29 

125 

114.71 

5.00 

5.74 

0.0020 

0.0249 

8.68 

150 

141.32 

5.00 

7.07 

0.0020 

0.0696 

10.44 

125 

114.56 

5.00 

5.73 

0.0020 

0.0006 

9.74 

125 

115.26 

5.00 

5.76 

0.0020 

0.0347 

10.86 

125 

114.14 

5.00 

5.71 

0.0020 

0.0127 

9.60 

125 

115.40 

5.00 

5.77 

0.0020 

0.0286 

12.12 

125 

112.88 

5.00 

5.64 

0.0020 

0.0019 

14.42 

150 

135.58 

5.00 

6.78 

0.0020 

0.0108 

10.35 

125 

114.65 

5.00 

5.73 

0.0020 

0.0103 

9.57 

125 

115.43 

5.00 

5.77 

0.0020 

0.0253 

9.66 

125 

115.34 

5.00 

5.77 

0.0020 

0.0047 

7.45 

125 

117.55 

5.00 

5.88 

0.0020 

0.0212 

8.18 

125 

116.82 

5.00 

5.84 

0.0020 

0.0262 

8.93 

150 

141.07 

5.00 

7.05 

0.0020 

0.0038 

8.39 

125 

116.61 

5.00 

5.83 

0.0020 

0.0596 

8.11 

125 

116.89 

5.00 

5.84 

0.0020 

0.0400 

9.25 

150 

140.75 

5.00 

7.04 

0.0020 

0.0001 

10.31 

125 

114.69 

5.00 

5.73 

0.0020 

0.0076 

18.63 

125 

106.37 

5.00 

5.32 

0.0020 

0.0128 

10.77 

125 

114.23 

5.00 

5.71 

0.0020 

0.0080 

11.24 

150 

138.76 

5.00 

6.94 

0.0020 

0.1276 

22.41 

125 

102.59 

5.00 

5.13 

0.0020 

0.0066 

13.18 

150 

136.82 

5.00 

6.84 

0.0020 

0.0248 

13.63 

150 

136.37 

5.00 

6.82 

0.0020 

0.0053 

15.07 

150 

134.93 

5.00 

6.75 

0.0020 

0.0472 

10.71 

150 

139.29 

5.00 

6.96 

0.0020 

0.0309 

10.11 

125 

114.89 

5.00 

5.74 

0.0020 

0.0039 

11.01 

125 

113.99 

5.00 

5.70 

0.0020 

0.0214 

11.25 

125 

113.75 

5.00 

5.69 

0.0020 

0.0152 

9.17 

150 

140.83 

5.00 

7.04 

0.0020 

0.0170 





















































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 




10004010 


Sarthoona 


Seemalwara 


Seethal 


Sekari 


Surata 


Suroka Talab 


Tamboliya 


Veerawara 


Veerpur 


Venja 


Vijaypura 


Watra 


Wer 


Adiwas 


Amod 


Atwal 


Barbali 


Barimahuli 


Basi 


Belwa @ Darmiya 


Bhesana 


Bichhawara 


Boriya 


Damana 


Deorawas 


Dhala 


Dhartidevi 


Ghori Mari 


Godawara 


Jalampura 


Jetawara 


Jhakra 


Karel 


Keerat 


Khairad 


Khardiya 


Khera 


Kherad 


Kolyari 


Looniyara 


Lukra 


Mundkosiya 


Census Code 


0827000403366500 


0827000403362900 


0827000403361600 


0827000403362200 


0827000403354400 


0827000403355500 


0827000403360100 


0827000403357800 


0827000103308200 


0827000403355200 


0827000403357500 


0827000103308900 


0827000103309500 


0826000403124400 


Zone (Fresh 
/ Saline) 


0826000403132200 


0826000403131800 


0826000403130500 


0826000403125100 


0826000403126100 


0826000403131100 


0826000403136300 


0826000403131900 


0826000403136700 


0826000403134200 


0826000403136200 


0826000403126700 


0826000403130700 


0826000403133600 


0826000403136100 


0826000403132100 


0826000403130200 


0826000403130800 


0826000403124500 


0826000403130600 


0826000403139300 


0826000403126300 


0826000403132000 


0826000403130100 


0826000403125700 


0826000403136600 


0826000403131000 


0826000403126200 


0826000403124900 


0826000403132300 



Type of Area 

(Command / Non- Hydrogeological Unit 
command) 


4.09 Fresh 


2.26 Fresh 


1.81 Fresh 


14.87 Fresh 


0.85 Fresh 


2.86 Fresh 


5.09 Fresh 


2.05 Fresh 


1.58 Fresh 


3.51 Fresh 


14.88 Fresh 


0.97 Fresh 


13.76 Fresh 


1.62 Fresh 


5.64 Fresh 


2.24 Fresh 


2.19 Fresh 


6.67 Fresh 


2.91 Fresh 


1.50 Fresh 


5.81 Fresh 


12.38 Fresh 


8.49 Fresh 


1.20 Fresh 


7.37 Fresh 


2.39 Fresh 


2.93 Fresh 


7.28 Fresh 


7.87 Fresh 


1.31 Fresh 


1.43 Fresh 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Phyllite &! 


Phyllite &! 


Phyllite &! 


Phyllite &! 


Phyllite &! 


Phyllite &! 


Phyllite &! 


Phyllite &! 


Phyllite &! 


Phyllite &! 


Phyllite &! 


Phyllite &! 


Phyllite &! 


Sub Basin: i 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

15.13 

150 

134.87 

5.00 

6.74 

0.0020 

0.0649 

13.51 

150 

136.49 

5.00 

6.82 

0.0020 

0.0508 

14.29 

150 

135.71 

5.00 

6.79 

0.0020 

0.0463 

11.97 

150 

138.03 

5.00 

6.90 

0.0020 

0.0116 

9.22 

125 

115.78 

5.00 

5.79 

0.0020 

0.0016 

9.08 

125 

115.92 

5.00 

5.80 

0.0020 

0.0177 

10.75 

150 

139.25 

5.00 

6.96 

0.0020 

0.0174 

8.29 

125 

116.71 

5.00 

5.84 

0.0020 

0.0330 

10.95 

125 

114.05 

5.00 

5.70 

0.0020 

0.0302 

9.66 

125 

115.34 

5.00 

5.77 

0.0020 

0.0004 

9.17 

125 

115.83 

5.00 

5.79 

0.0020 

0.0235 

12.92 

125 

112.08 

5.00 

5.60 

0.0020 

0.0018 

18.35 

125 

106.65 

5.00 

5.33 

0.0020 

0.0174 


Non-command 

Phyllite & Schist 

2.54 

6.76 

100 

93.24 

3.00 

2.80 

0.0020 

0.0142 

Non-command 

Quartzite 

0.04 

6.76 

100 

93.24 

3.00 

2.80 

0.0010 

0.0001 

Non-command 

Phyllite & Schist 

10.13 

9.95 

100 

90.05 

3.00 

2.70 

0.0020 

0.0547 

Non-command 

Quartzite 

0.98 

9.95 

100 

90.05 

3.00 

2.70 

0.0010 

0.0026 

Non-command 

Phyllite & Schist 

2.20 

8.65 

100 

91.35 

3.00 

2.74 

0.0020 

0.0120 

Non-command 

Phyllite & Schist 

1.11 

7.42 

100 

92.58 

3.00 

2.78 

0.0020 

0.0062 

Non-command 

Quartzite 

0.08 

7.42 

100 

92.58 

3.00 

2.78 

0.0010 

0.0002 

Non-command 

Phyllite & Schist 

9.93 

9.66 

100 

90.34 

3.00 

2.71 

0.0020 

0.0538 

Non-command 

Quartzite 

0.06 

10.33 

100 

89.67 

3.00 

2.69 

0.0010 

0.0002 

Non-command 

Phyllite & Schist 

0.11 

9.34 

100 

90.66 

3.00 

2.72 

0.0020 

0.0006 

Non-command 

Phyllite & Schist 

3.25 

6.59 

100 

93.41 

3.00 

2.80 

0.0020 

0.0182 

Non-command 

Quartzite 

0.12 

6.59 

100 

93.41 

3.00 

2.80 

0.0010 

0.0003 

Non-command 

Phyllite & Schist 

2.05 

10.59 

100 

89.41 

3.00 

2.68 

0.0020 

0.0110 

Non-command 

Phyllite & Schist 

1.56 

7.01 

100 

92.99 

3.00 

2.79 

0.0020 

0.0087 

Non-command 

Phyllite & Schist 

0.02 

8.91 

100 

91.09 

3.00 

2.73 

0.0020 

0.0001 

Non-command 

Quartzite 

0.01 

8.91 

100 

91.09 

3.00 

2.73 

0.0010 

0.0000 

Non-command 

Phyllite & Schist 

10.17 

10.35 

100 

89.65 

3.00 

2.69 

0.0020 

0.0547 

Non-command 

Phyllite & Schist 

0.97 

10.73 

100 

89.27 

3.00 

2.68 

0.0020 

0.0052 

Non-command 

Phyllite & Schist 

0.54 

12.66 

100 

87.34 

3.00 

2.62 

0.0020 

0.0028 

Non-command 

Phyllite & Schist 

1.62 

6.56 

100 

93.44 

3.00 

2.80 

0.0020 

0.0091 

Non-command 

Phyllite & Schist 

3.11 

9.16 

100 

90.84 

3.00 

2.73 

0.0020 

0.0170 

Non-command 

Quartzite 

0.49 

9.16 

100 

90.84 

3.00 

2.73 

0.0010 

0.0013 

Non-command 

Phyllite & Schist 

2.24 

10.63 

100 

89.37 

3.00 

2.68 

0.0020 

0.0120 

Non-command 

Phyllite & Schist 

1.78 

7.70 

100 

92.30 

3.00 

2.77 

0.0020 

0.0098 

Non-command 

Phyllite & Schist 

2.45 

10.32 

100 

89.68 

3.00 

2.69 

0.0020 

0.0132 

Non-command 

Phyllite & Schist 

1.70 

6.76 

100 

93.24 

3.00 

2.80 

0.0020 

0.0095 

Non-command 

Quartzite 

0.06 

6.76 

100 

93.24 

3.00 

2.80 

0.0010 

0.0002 

Non-command 

Phyllite & Schist 

1.50 

6.56 

100 

93.44 

3.00 

2.80 

0.0020 

0.0084 

Non-command 

Phyllite & Schist 

3.46 

7.09 

100 

92.91 

3.00 

2.79 

0.0020 

0.0193 

Non-command 

Phyllite & Schist 

4.78 

11.33 

100 

88.67 

3.00 

2.66 

0.0020 

0.0254 

Non-command 

Quartzite 

0.00 

11.33 

100 

88.67 

3.00 

2.66 

0.0010 

0.0000 

Non-command 

Phyllite & Schist 

0.05 

11.98 

100 

88.02 

3.00 

2.64 

0.0020 

0.0003 

Non-command 

Phyllite & Schist 

1.13 

6.87 

100 

93.13 

3.00 

2.79 

0.0020 

0.0063 

Non-command 

Phyllite & Schist 

0.04 

10.24 

100 

89.76 

3.00 

2.69 

0.0020 

0.0002 

Non-command 

Phyllite & Schist 

0.17 

10.01 

100 

89.99 

3.00 

2.70 

0.0020 

0.0009 

Non-command 

Quartzite 

0.01 

9.06 

100 

90.94 

3.00 

2.73 

0.0010 

0.0000 

Non-command 

Phyllite & Schist 

4.06 

6.62 

100 

93.38 

3.00 

2.80 

0.0020 

0.0227 

Non-command 

Phyllite & Schist 

3.51 

7.25 

100 

92.75 

3.00 

2.78 

0.0020 

0.0195 

Non-command 

Phyllite & Schist 

0.01 

8.95 

100 

91.05 

3.00 

2.73 

0.0020 

0.0001 

Non-command 

Quartzite 

0.33 

8.95 

100 

91.05 

3.00 

2.73 

0.0010 

0.0009 

Non-command 

Phyllite & Schist 

1.43 

7.77 

100 

92.23 

3.00 

2.77 

0.0020 

0.0079 


































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



10004011 


Nagmala 


Nala Bada 


Nalachhota 


Naya Khola 


Nichli Sigari 


Patiya 


Phalasiya 


Sahiwara 


Seesvi 


Semla 


Shyampura Kalan 


Shyampura Khurd 


Thariveri 


Tumdar 


Turgarh 


Ubapan 


Upli Sigari 


Adkaliya 


Amarpura 


Ambawi 


Amod 


Atwal 


Awarda 


Badad 


Badrana 


Bagpura 


Bansiwara 


Banswari 


Barbali 


Bari 


Beera 


Bhawariya 


Bujha 


Chatarpura 


Chokri 


Damana 


Dhamni 


Dheekliya 


Dheemri 


Dhudhkiya 


Ganeshpura 


Gejvi 


Godana 


Godawara 


Godawaton Ka Para 


Gogla 


Goran 


Jekra 


Census Code 


0826000403136400 


0826000403134300 


0826000403135700 


0826000403134100 


0826000403139400 


0826000403135900 


0826000403135800 


0826000403124800 


0826000403136000 


0826000403125000 


0826000403130900 


0826000403130300 


0826000403133900 


0826000403134000 


0826000403130400 


0826000403133800 


0826000403133700 


0826000403124600 


0826000403139700 


0826000403130000 


0826000403120200 


0826000403120000 


0826000403130500 


0826000403125100 


0826000403121900 


0826000403129700 


0826000403120300 


0826000403129600 


0826000403123900 


0826000403128100 


0826000403126100 


0826000403127600 


0826000403127300 


0826000403119000 


0826000403128500 


0826000403128200 


0826000403129200 


0826000403126700 


0826000403129300 


0826000403126600 


0826000403119600 


0826000403128300 


0826000403121700 


0826000403122000 


0826000403123200 


0826000403122100 


0826000403130200 


0826000403122600 


0826000403122400 


0826000403134500 


0826000403129100 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 


Non-command 

Quartzite 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 


Non-command 

Quartzite 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Quartzite 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Quartzite 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 


Non-command 

Quartzite 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 


Non-command 

Quartzite 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Quartzite 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Quartzite 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

10.49 

100 

89.51 

3.00 

2.69 

0.0020 

0.0208 

10.32 

100 

89.68 

3.00 

2.69 

0.0020 

0.0286 

10.54 

100 

89.46 

3.00 

2.68 

0.0020 

0.0056 

10.74 

100 

89.26 

3.00 

2.68 

0.0020 

0.0115 

11.85 

100 

88.15 

3.00 

2.64 

0.0020 

0.0089 

10.66 

100 

89.34 

3.00 

2.68 

0.0020 

0.0092 

10.70 

100 

89.30 

3.00 

2.68 

0.0020 

0.0216 

8.11 

100 

91.89 

3.00 

2.76 

0.0020 

0.0031 

8.11 

100 

91.89 

3.00 

2.76 

0.0010 

0.0000 

10.63 

100 

89.37 

3.00 

2.68 

0.0020 

0.0228 

7.42 

100 

92.58 

3.00 

2.78 

0.0020 

0.0060 

7.42 

100 

92.58 

3.00 

2.78 

0.0010 

0.0008 

6.45 

100 

93.55 

3.00 

2.81 

0.0020 

0.0082 

10.18 

100 

89.82 

3.00 

2.69 

0.0020 

0.0089 

10.38 

100 

89.62 

3.00 

2.69 

0.0020 

0.0133 

10.68 

100 

89.32 

3.00 

2.68 

0.0020 

0.0057 

10.04 

100 

89.96 

3.00 

2.70 

0.0020 

0.0090 

9.73 

100 

90.27 

3.00 

2.71 

0.0020 

0.0173 

9.57 

100 

90.43 

3.00 

2.71 

0.0020 

0.0273 

6.65 

100 

93.35 

3.00 

2.80 

0.0020 

0.0012 

10.57 

100 

89.43 

3.00 

2.68 

0.0020 

0.0114 

10.43 

100 

89.57 

3.00 

2.69 

0.0020 

0.0281 

7.14 

100 

92.86 

3.00 

2.79 

0.0020 

0.0341 

8.92 

100 

91.08 

3.00 

2.73 

0.0010 

0.0064 

9.66 

100 

90.34 

3.00 

2.71 

0.0020 

0.0026 

10.33 

100 

89.67 

3.00 

2.69 

0.0010 

0.0013 

13.46 

100 

86.54 

3.00 

2.60 

0.0020 

0.0088 

8.97 

100 

91.03 

3.00 

2.73 

0.0020 

0.0062 

10.99 

100 

89.01 

3.00 

2.67 

0.0020 

0.0164 

9.49 

100 

90.51 

3.00 

2.72 

0.0020 

0.0289 

8.70 

100 

91.30 

3.00 

2.74 

0.0020 

0.0000 

8.70 

100 

91.30 

3.00 

2.74 

0.0010 

0.0011 

10.23 

100 

89.77 

3.00 

2.69 

0.0020 

0.0087 

9.34 

100 

90.66 

3.00 

2.72 

0.0020 

0.0089 

3.56 

100 

96.44 

3.00 

2.89 

0.0020 

0.0039 

14.19 

100 

85.81 

3.00 

2.57 

0.0020 

0.0051 

8.38 

100 

91.62 

3.00 

2.75 

0.0020 

0.0001 

8.38 

100 

91.62 

3.00 

2.75 

0.0010 

0.0026 

8.85 

100 

91.15 

3.00 

2.73 

0.0020 

0.0010 

9.70 

100 

90.30 

3.00 

2.71 

0.0020 

0.0297 

9.07 

100 

90.93 

3.00 

2.73 

0.0020 

0.0031 

12.66 

100 

87.34 

3.00 

2.62 

0.0020 

0.0442 

8.93 

100 

91.07 

3.00 

2.73 

0.0020 

0.0082 

13.55 

100 

86.45 

3.00 

2.59 

0.0020 

0.0122 

8.32 

100 

91.68 

3.00 

2.75 

0.0010 

0.0001 

9.51 

100 

90.49 

3.00 

2.71 

0.0020 

0.0083 

12.95 

100 

87.05 

3.00 

2.61 

0.0020 

0.0137 

14.31 

100 

85.69 

3.00 

2.57 

0.0020 

0.0237 

8.34 

100 

91.66 

3.00 

2.75 

0.0010 

0.0000 

13.37 

100 

86.63 

3.00 

2.60 

0.0020 

0.0281 

10.32 

100 

89.68 

3.00 

2.69 

0.0020 

0.0160 

11.09 

100 

88.91 

3.00 

2.67 

0.0020 

0.0043 

12.35 

100 

87.65 

3.00 

2.63 

0.0020 

0.0286 

9.82 

100 

90.18 

3.00 

2.71 

0.0020 

0.0040 

8.97 

100 

91.03 

3.00 

2.73 

0.0020 

0.0064 


































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Jhadol 


Jhanjhar Ki Pal 


Jotana 


Kada 


Kakarmala 


Kaliya Ghati 


Kanthariya 


Keerat 


Khakhar 


Khakhara Khera 


Khardiya 


Khera 


Kochla 


Kupa Chauki 


Kurawali Bari 


Kurawali Khurd 


Lakha Gurha 


Leelawas 


Looniyara 


Lukra 


Lunawaton Ka Khera 


Madri 


Magwas 


Mahadevji Ka Kad 


Makradeo 


Malaniya Kalan 


Manas 


Maseengpura 


Melaniya Khurd 


Mohammad Phalasiya 


Namli 


Nandela 


Naya Gaon 


Nayarahat 


Netaji Ka Bara 


Ora 


Owra 


Pai 


Palawara 


Paliya Khera 


Palkhuna 


Parda 


Reechhawar 


Rohimala 


Sahiwara 


Saldari 


Salukhera 


Sandmari 


Sarwali 


Census Code 


0826000403121600 


0826000403122700 


0826000403127500 


0826000403118900 


0826000403123000 


0826000403123100 


0826000403129900 


0826000403126300 


0826000403126900 


0826000403120400 


0826000403130100 


0826000403125700 


0826000403127100 


0826000403127200 


0826000403125600 


0826000403125500 


0826000403122500 


0826000403121800 


0826000403126200 


0826000403124900 


0826000403129800 


0826000403134400 


0826000403126800 


0826000403122200 


0826000403128400 


0826000403126000 


0826000403129400 


0826000403129500 


0826000403125900 


0826000403116800 


0826000403120600 


0826000403120500 


0826000403126400 


0826000403122300 


0826000403116900 


0826000403124700 


0826000403129000 


0826000503158600 


0826000403128600 


0826000403127700 


0826000403125400 


0826000403125200 


0826000403135100 


0826000403125300 


0826000403124800 


0826000403127900 


0826000403120700 


0826000403119900 


0826000403125800 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 



2.18 Fresh 


9.07 Fresh 


8.49 Fresh 


6.86 Fresh 


1.09 Fresh 


7.37 Fresh 


2.39 Fresh 



5.00 Fresh 


0.98 Fresh 


1.51 Fresh 



1.86 Fresh 


6.11 Fresh 


3.01 Fresh 


1.85 Fresh 


1.43 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Quartzite 


Quartzite 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Quartzite 


Phyllite & Schist 


Quartzite 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Quartzite 


Quartzite 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Quartzite 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Quartzite 


Quartzite 


Phyllite & Schist 


Phyllite & Schist 


Quartzite 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Quartzite 


Phyllite & Schist 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

10.86 

100 

89.14 

3.00 

2.67 

0.0020 

0.0107 

10.47 

100 

89.53 

3.00 

2.69 

0.0020 

0.0244 

13.81 

100 

86.19 

3.00 

2.59 

0.0020 

0.0184 

8.41 

100 

91.59 

3.00 

2.75 

0.0020 

0.0002 

10.57 

100 

89.43 

3.00 

2.68 

0.0020 

0.0022 

10.57 

100 

89.43 

3.00 

2.68 

0.0010 

0.0041 

9.72 

100 

90.28 

3.00 

2.71 

0.0010 

0.0010 

10.26 

100 

89.74 

3.00 

2.69 

0.0020 

0.0333 

11.98 

100 

88.02 

3.00 

2.64 

0.0020 

0.0167 

12.74 

100 

87.26 

3.00 

2.62 

0.0020 

0.0305 

13.77 

100 

86.23 

3.00 

2.59 

0.0020 

0.0007 

10.24 

100 

89.76 

3.00 

2.69 

0.0020 

0.0167 

10.01 

100 

89.99 

3.00 

2.70 

0.0020 

0.0071 

10.01 

100 

89.99 

3.00 

2.70 

0.0010 

0.0001 

9.95 

100 

90.05 

3.00 

2.70 

0.0020 

0.0027 

9.95 

100 

90.05 

3.00 

2.70 

0.0010 

0.0032 

16.02 

100 

83.98 

3.00 

2.52 

0.0020 

0.0190 

15.86 

100 

84.14 

3.00 

2.52 

0.0020 

0.0044 

10.89 

100 

89.11 

3.00 

2.67 

0.0020 

0.0023 

10.89 

100 

89.11 

3.00 

2.67 

0.0010 

0.0019 

10.56 

100 

89.44 

3.00 

2.68 

0.0010 

0.0009 

12.78 

100 

87.22 

3.00 

2.62 

0.0020 

0.0111 

13.86 

100 

86.14 

3.00 

2.58 

0.0020 

0.0056 

7.25 

100 

92.75 

3.00 

2.78 

0.0020 

0.0012 

8.95 

100 

91.05 

3.00 

2.73 

0.0010 

0.0002 

8.77 

100 

91.23 

3.00 

2.74 

0.0020 

0.0185 

10.17 

100 

89.83 

3.00 

2.69 

0.0020 

0.0017 

12.90 

100 

87.10 

3.00 

2.61 

0.0020 

0.0123 

7.03 

100 

92.97 

3.00 

2.79 

0.0020 

0.0050 

8.88 

100 

91.12 

3.00 

2.73 

0.0020 

0.0280 

10.80 

100 

89.20 

3.00 

2.68 

0.0020 

0.0067 

9.00 

100 

91.00 

3.00 

2.73 

0.0020 

0.0264 

9.22 

100 

90.78 

3.00 

2.72 

0.0020 

0.0071 

10.94 

100 

89.06 

3.00 

2.67 

0.0020 

0.0015 

6.44 

100 

93.56 

3.00 

2.81 

0.0020 

0.0440 

12.75 

100 

87.25 

3.00 

2.62 

0.0020 

0.0006 

10.34 

100 

89.66 

3.00 

2.69 

0.0020 

0.0065 

12.26 

100 

87.74 

3.00 

2.63 

0.0020 

0.0119 

6.46 

100 

93.54 

3.00 

2.81 

0.0020 

0.0032 

8.75 

100 

91.25 

3.00 

2.74 

0.0020 

0.0004 

10.95 

100 

89.05 

3.00 

2.67 

0.0020 

0.0069 

8.89 

100 

91.11 

3.00 

2.73 

0.0020 

0.0069 

5.70 

100 

94.30 

3.00 

2.83 

0.0020 

0.0018 

8.67 

100 

91.33 

3.00 

2.74 

0.0020 

0.0047 

5.08 

100 

94.92 

3.00 

2.85 

0.0020 

0.0295 

10.32 

100 

89.68 

3.00 

2.69 

0.0010 

0.0018 

9.59 

100 

90.41 

3.00 

2.71 

0.0010 

0.0020 

9.33 

100 

90.67 

3.00 

2.72 

0.0020 

0.0033 

9.45 

100 

90.55 

3.00 

2.72 

0.0020 

0.0000 

9.45 

100 

90.55 

3.00 

2.72 

0.0010 

0.0043 

8.11 

100 

91.89 

3.00 

2.76 

0.0020 

0.0016 

7.73 

100 

92.27 

3.00 

2.77 

0.0020 

0.0250 

8.40 

100 

91.60 

3.00 

2.75 

0.0020 

0.0060 

7.83 

100 

92.17 

3.00 

2.77 

0.0010 

0.0000 

10.92 

100 

89.08 

3.00 

2.67 

0.0020 

0.0056 






























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


10004012 


Village Name 

Census Code 

Satka 

0826000403125000 

Selana 

0826000403128000 

Shivpura 

0826000403127400 

Sultanji Ka Kherwara 

0826000403127000 

Teendor 

0826000403128900 

Thobawara 

0826000403122800 

Upreta 

0826000403120100 



Zone (Fresh 
/ Saline) 


Vanpura 


Wangli 


Adol 


Akodara 


Alsigarh 


Bachhar 


Badoondiya 


Bagdunda 


Belniya 


Bharodi 


Bheoriya 


Borao Ka Khera 


Brahmanon Ka Kherwara 


Chandwas 


Changla 


Chechlaya 


Chhali 


Chhatardi 


Deola 


Dewas 


Dhadhawali 


Dodawali 


Gadariyawas 


Gata 


Gorana 


Jeerai 


Jhadol 


Jolawas 


Kachhwa 


Karnali 


Keli 


Khakhara Khera 


Kumariya Khera 


Kurdau 


Leelawas 


Mada 


Madri 


Majam 


Majawad 


Malariya Kalan (Delwara) 


Malariya Khurd (Gogunda) 


Malpur 


Mohammad Phalasiya 


Mokhal 


Mokhi 


Morwa 


Mundawali 


0826000403126500 


0826000403119500 


0826000403121300 


0826000403115900 


0826000503158500 


0826000503156800 


0826000203082900 


0826000203083500 


0826000403121500 


0826000203083400 


0826000203082400 


0826000503156700 


0826000403121000 


0826000403116600 


0826000403121200 


0826000403120900 


0826000203082500 


0826000403121400 


0826000403116300 


0826000403116100 


0826000403115800 


0826000503156400 


0826000403116500 


0826000203081400 


0826000403121100 


0826000203083300 


0826000403121600 


0826000203083200 


0826000203081300 


0826000503156500 


0826000503157000 


0826000403120400 


0826000503158700 


0826000203083000 


0826000403121800 


0826000203082800 


0826000503156900 


0826000203083600 


0826000203083100 


0826000203082700 


0826000203082600 


0826000403116700 


0826000403116800 


0826000203082000 


0826000203081500 


0826000203081800 


0826000403116200 


3.83 Fresh 


4.04 Fresh 


4.02 Fresh 


4.63 Fresh 


2.35 Fresh 


1.72 Fresh 


12.98 Fresh 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hydrogeological Unit 

Quartzite 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Qua 

rtzite 

Phyl 

lite & Schist 

Qua 

rtzite 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 

Phyl 

lite & Schist 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

7.42 

100 

92.58 

3.00 

2.78 

0.0010 

0.0000 

9.99 

100 

90.01 

3.00 

2.70 

0.0020 

0.0201 

9.90 

100 

90.10 

3.00 

2.70 

0.0020 

0.0113 

13.96 

100 

86.04 

3.00 

2.58 

0.0020 

0.0188 

8.66 

100 

91.34 

3.00 

2.74 

0.0020 

0.0001 

10.89 

100 

89.11 

3.00 

2.67 

0.0020 

0.0089 

8.62 

100 

91.38 

3.00 

2.74 

0.0020 

0.0212 

8.62 

100 

91.38 

3.00 

2.74 

0.0010 

0.0123 

12.42 

100 

87.58 

3.00 

2.63 

0.0020 

0.0112 

9.48 

100 

90.52 

3.00 

2.72 

0.0010 

0.0000 

11.35 

100 

88.65 

3.00 

2.66 

0.0020 

0.0099 

9.93 

100 

90.07 

3.00 

2.70 

0.0020 

0.0007 

8.54 

100 

91.46 

3.00 

2.74 

0.0020 

0.0594 

9.62 

100 

90.38 

3.00 

2.71 

0.0020 

0.0063 

12.31 

100 

87.69 

3.00 

2.63 

0.0020 

0.0059 

11.04 

100 

88.96 

3.00 

2.67 

0.0020 

0.0180 

12.62 

100 

87.38 

3.00 

2.62 

0.0020 

0.0124 

11.39 

100 

88.61 

3.00 

2.66 

0.0020 

0.0082 

12.92 

100 

87.08 

3.00 

2.61 

0.0020 

0.0135 

9.97 

100 

90.03 

3.00 

2.70 

0.0020 

0.0062 

10.98 

100 

89.02 

3.00 

2.67 

0.0020 

0.0180 

8.16 

100 

91.84 

3.00 

2.76 

0.0020 

0.0216 

10.67 

100 

89.33 

3.00 

2.68 

0.0020 

0.0071 

7.30 

100 

92.70 

3.00 

2.78 

0.0020 

0.0131 

11.93 

100 

88.07 

3.00 

2.64 

0.0020 

0.0128 

12.18 

100 

87.82 

3.00 

2.63 

0.0020 

0.0165 

8.22 

100 

91.78 

3.00 

2.75 

0.0020 

0.0029 

9.30 

100 

90.70 

3.00 

2.72 

0.0020 

0.0294 

8.87 

100 

91.13 

3.00 

2.73 

0.0020 

0.0495 

12.70 

100 

87.30 

3.00 

2.62 

0.0020 

0.0147 

9.44 

100 

90.56 

3.00 

2.72 

0.0020 

0.0433 

10.37 

100 

89.63 

3.00 

2.69 

0.0020 

0.0156 

10.08 

100 

89.92 

3.00 

2.70 

0.0020 

0.0184 

12.38 

100 

87.62 

3.00 

2.63 

0.0020 

0.0055 

10.86 

100 

89.14 

3.00 

2.67 

0.0020 

0.0091 

12.27 

100 

87.73 

3.00 

2.63 

0.0020 

0.0312 

10.34 

100 

89.66 

3.00 

2.69 

0.0020 

0.0046 

11.44 

100 

88.56 

3.00 

2.66 

0.0020 

0.0076 

9.24 

100 

90.76 

3.00 

2.72 

0.0020 

0.0129 

13.77 

100 

86.23 

3.00 

2.59 

0.0020 

0.0049 

5.60 

100 

94.40 

3.00 

2.83 

0.0020 

0.0024 

12.19 

100 

87.81 

3.00 

2.63 

0.0020 

0.0159 

13.86 

100 

86.14 

3.00 

2.58 

0.0020 

0.0008 

11.67 

100 

88.33 

3.00 

2.65 

0.0020 

0.0292 

9.74 

100 

90.26 

3.00 

2.71 

0.0020 

0.0040 

10.18 

100 

89.82 

3.00 

2.69 

0.0020 

0.0060 

12.48 

100 

87.52 

3.00 

2.63 

0.0020 

0.0298 

11.70 

100 

88.30 

3.00 

2.65 

0.0020 

0.0045 

12.56 

100 

87.44 

3.00 

2.62 

0.0020 

0.0088 

7.05 

100 

92.95 

3.00 

2.79 

0.0020 

0.0200 

6.44 

100 

93.56 

3.00 

2.81 

0.0020 

0.0012 

10.65 

100 

89.35 

3.00 

2.68 

0.0020 

0.0005 

8.15 

100 

91.85 

3.00 

2.76 

0.0020 

0.0037 

9.90 

100 

90.10 

3.00 

2.70 

0.0020 

0.0001 

8.70 

100 

91.30 

3.00 

2.74 

0.0020 

0.0182 


















































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Namli 


Nandbel 


Nandela 


Nayarahat 


Pai 


Patiyan 


Peepalwas 


Ranan 


Rathoran Ka Gurha 


Salar 


Salukhera 


Sarna 


Senwara 


Soorajgarh 


Surana 


Talai 


Undithal 


10004013 Adooji Ka Was 


Ajaypura 


Akyawar 


Amba 


Ambawa 


Amri 


Atatiya 


Balti Ka Khera 


Bansriya 


Bayana 


Behra 


Bharodi 


Bhoora 


Bilriya 


Chak Jhalar 


Chak Peepalmal 


Chauhanwas 


Chokhalabara 


Chooli 


Chundawaton Ka Khera 


Dadiya 


Darmiya 


Dedkiya 


Deorawas 


Deoron Ka Khera 


Dhabra 


Dhoya 


Doongariyawas 


Forest Area 


Gadariyawas 


Garda 


Gehloton Ka Gurha 


Hathni 


Indra Ka Khera 


Census Code 


0826000403120600 


0826000403116000 


0826000403120500 


0826000403122300 


0826000503158600 


0826000203081700 


0826000503158400 


0826000203081200 


0826000503140600 


0826000403115700 


0826000403120700 


0826000403120800 


0826000203082200 


0826000203082100 


0826000503156600 


0826000403116400 


0826000203082300 


0826000303094100 


0826000203080500 


0826000303086400 


0826000303096800 


0826000303092400 


0826000303093700 


0826000403115300 


0826000403114800 


0826000403117600 


0826000303092900 


0826000203081000 


0826000203083400 


0826000403115500 


0826000303095500 


0826000203078700 


0826000303091600 


0826000403115400 


0826000403115600 


0826000303091800 


0826000303096000 


0826000203080300 


0826000403118100 


0826000303096400 


0826000403115200 


0826000203081900 


0826000303093900 


0826000303094000 


0826000403114900 


0826000926900003 


0826000303094700 


0826000303094500 


0826000203079100 


0826000303092600 


0826000303094300 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Saline 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Erinpura Granite 

Saline 

Non-command 

Erinpura Granite 

Saline 

Non-command 

Phyllite & Schist 

Saline 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Saline 

Non-command 

Phyllite & Schist 

Saline 

Non-command 

Phyllite & Schist 

Saline 

Non-command 

Phyllite & Schist 

Saline 

Non-command 

Phyllite & Schist 

Saline 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Saline 

Non-command 

Phyllite & Schist 

Saline 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Saline 

Non-command 

Phyllite & Schist 

Saline 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Saline 

Non-command 

Phyllite & Schist 

Saline 

Non-command 

Phyllite & Schist 

Saline 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Saline 

Non-command 

Phyllite & Schist 

Saline 

Non-command 

Phyllite & Schist 

Saline 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Saline 

Non-command 

Phyllite & Schist 

Saline 

Non-command 

Phyllite & Schist 

Saline 

Non-command 

Phyllite & Schist 

Saline 

Non-command 

Erinpura Granite 


Non-command 

Phyllite & Schist 

Saline 

Non-command 

Phyllite & Schist 

Saline 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Saline 

Non-command 

Phyllite & Schist 

Saline 

Non-command 

Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.75 

100 

87.25 

3.00 

2.62 

0.0020 

0.0111 

9.82 

100 

90.18 

3.00 

2.71 

0.0020 

0.0189 

10.34 

100 

89.66 

3.00 

2.69 

0.0020 

0.0002 

6.46 

100 

93.54 

3.00 

2.81 

0.0020 

0.0001 

5.70 

100 

94.30 

3.00 

2.83 

0.0020 

0.0669 

9.23 

100 

90.77 

3.00 

2.72 

0.0020 

0.0008 

8.20 

100 

91.80 

3.00 

2.75 

0.0020 

0.0089 

10.41 

100 

89.59 

3.00 

2.69 

0.0020 

0.0043 

10.76 

100 

89.24 

3.00 

2.68 

0.0020 

0.0003 

8.55 

100 

91.45 

3.00 

2.74 

0.0020 

0.0006 

8.40 

100 

91.60 

3.00 

2.75 

0.0020 

0.0097 

7.54 

100 

92.46 

3.00 

2.77 

0.0020 

0.0156 

9.87 

100 

90.13 

3.00 

2.70 

0.0020 

0.0125 

10.40 

100 

89.60 

3.00 

2.69 

0.0020 

0.0008 

10.59 

100 

89.41 

3.00 

2.68 

0.0020 

0.0025 

7.92 

100 

92.08 

3.00 

2.76 

0.0020 

0.0305 

11.09 

100 

88.91 

3.00 

2.67 

0.0020 

0.0631 

9.58 

100 

90.42 

3.00 

2.71 

0.0015 

0.0080 

14.48 

100 

85.52 

3.00 

2.57 

0.0020 

0.0042 

13.46 

120 

106.54 

4.00 

4.26 

0.0018 

0.0002 

13.46 

120 

106.54 

4.00 

4.26 

0.0018 

0.0002 

11.63 

100 

88.37 

3.00 

2.65 

0.0015 

0.0108 

12.85 

100 

87.15 

3.00 

2.61 

0.0015 

0.0057 

9.53 

100 

90.47 

3.00 

2.71 

0.0015 

0.0045 

9.53 

100 

90.47 

3.00 

2.71 

0.0015 

0.0053 

9.60 

100 

90.40 

3.00 

2.71 

0.0020 

0.0042 

9.85 

100 

90.15 

3.00 

2.70 

0.0020 

0.0086 

9.75 

100 

90.25 

3.00 

2.71 

0.0020 

0.0081 

8.81 

100 

91.19 

3.00 

2.74 

0.0015 

0.0127 

9.17 

100 

90.83 

3.00 

2.72 

0.0020 

0.0114 

11.39 

100 

88.61 

3.00 

2.66 

0.0020 

0.0011 

9.60 

100 

90.40 

3.00 

2.71 

0.0020 

0.0087 

9.19 

100 

90.81 

3.00 

2.72 

0.0015 

0.0027 

14.60 

100 

85.40 

3.00 

2.56 

0.0020 

0.0000 

11.22 

100 

88.78 

3.00 

2.66 

0.0015 

0.0020 

9.60 

100 

90.40 

3.00 

2.71 

0.0020 

0.0138 

9.44 

100 

90.56 

3.00 

2.72 

0.0020 

0.0009 

9.44 

100 

90.56 

3.00 

2.72 

0.0020 

0.0013 

13.16 

100 

86.84 

3.00 

2.61 

0.0015 

0.0055 

8.65 

100 

91.35 

3.00 

2.74 

0.0015 

0.0057 

12.03 

100 

87.97 

3.00 

2.64 

0.0020 

0.0114 

10.72 

100 

89.28 

3.00 

2.68 

0.0020 

0.0094 

10.27 

100 

89.73 

3.00 

2.69 

0.0015 

0.0080 

9.61 

100 

90.39 

3.00 

2.71 

0.0020 

0.0052 

10.11 

100 

89.89 

3.00 

2.70 

0.0020 

0.0166 

9.59 

100 

90.41 

3.00 

2.71 

0.0015 

0.0021 

9.61 

100 

90.39 

3.00 

2.71 

0.0015 

0.0045 

9.66 

100 

90.34 

3.00 

2.71 

0.0020 

0.0065 

11.53 

120 

108.47 

4.00 

4.34 

0.0018 

0.0105 

11.53 

100 

88.47 

3.00 

2.65 

0.0015 

0.0236 

9.62 

100 

90.38 

3.00 

2.71 

0.0015 

0.0062 

9.62 

100 

90.38 

3.00 

2.71 

0.0015 

0.0046 

14.56 

100 

85.44 

3.00 

2.56 

0.0020 

0.0004 

14.23 

100 

85.77 

3.00 

2.57 

0.0015 

0.0039 

9.61 

100 

90.39 

3.00 

2.71 

0.0015 

0.0035 








































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 

Census Code 

Jambua 

0826000303094900 

Jelai Kalan 

0826000303094400 

Jelai Khurd 

0826000303094600 

Jhalra 

0826000303091700 

Jhank 

0826000303092700 

Junjarpura 

0826000203080600 

Kachhwa 

0826000203081300 

Kalji Ka Gurha 

0826000203081100 

Kanthariya 

0826000303095000 

Kelthara 

0826000303093500 

Khakhri 

0826000203080400 

Khambiya 

0826000303095100 

Khera 

0826000303095400 

Kitawaton Ka Khera 

0826000403117100 

Kolar 

0826000403117700 

Kukara Khera 

0826000303095800 

Kumarwas 

0826000403118500 

Kundal 

0826000403117900 

Kunti Ka Lewa 

0826000303091900 

Kurdau 

0826000203083000 

Lambi Semal 

0826000303096700 

Loro Ka Was 

0826000303096500 

Lunawaton Ka Was 

0826000303096100 

Mada 

0826000203082800 

Madra 

0826000303095600 

Madri 

0826000303093000 

Mahula 

0826000303096300 

Malawari 

0826000303095700 

Matasula 

0826000303093300 

Mohani 

0826000403118400 

Mokhal 

0826000203082000 

Mokhi 

0826000203081500 

Morwa 

0826000203081800 

Mundawali 

0826000303095900 

Nal 

0826000203081600 


Zone (Fresh 
/ Saline) 


Nandiya 


Napadevi 


Narsinghpura 


Nayawas 


Ogna 


Padiyawas 


Padmaori 


Palaya Peepla 


Pandlon Ka Chora 


Parawali Kalan 


Parawali Khurd 


Patiya 


Patiyan 


Peelak 


Peepal Bara 


Peepalmal 


Peepli Khera 


Pemadevi Ka Khera 


Ranan 


0826000403115000 


0826000403118300 


0826000303094200 


0826000303092500 


0826000403117200 


0826000403118200 


0826000303092100 


0826000303092200 


0826000303092000 


0826000303096600 


0826000303096200 


0826000303092300 


0826000203081700 


0826000403118000 


0826000403117000 


0826000303091500 


0826000303093400 


0826000403117500 


0826000203081200 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hydrogeological Unit 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 

Phyll 

ite & Schist 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

9.69 

100 

90.31 

3.00 

2.71 

0.0015 

0.0049 

9.63 

100 

90.37 

3.00 

2.71 

0.0015 

0.0037 

9.61 

100 

90.39 

3.00 

2.71 

0.0015 

0.0035 

11.56 

100 

88.44 

3.00 

2.65 

0.0015 

0.0031 

12.90 

100 

87.10 

3.00 

2.61 

0.0015 

0.0074 

14.49 

100 

85.51 

3.00 

2.57 

0.0020 

0.0088 

10.34 

100 

89.66 

3.00 

2.69 

0.0020 

0.0060 

10.66 

100 

89.34 

3.00 

2.68 

0.0020 

0.0010 

9.72 

100 

90.28 

3.00 

2.71 

0.0015 

0.0042 

9.37 

100 

90.63 

3.00 

2.72 

0.0015 

0.0003 

13.87 

100 

86.13 

3.00 

2.58 

0.0020 

0.0060 

9.69 

100 

90.31 

3.00 

2.71 

0.0015 

0.0053 

9.53 

100 

90.47 

3.00 

2.71 

0.0015 

0.0175 

9.60 

100 

90.40 

3.00 

2.71 

0.0020 

0.0016 

10.18 

100 

89.82 

3.00 

2.69 

0.0020 

0.0108 

9.62 

100 

90.38 

3.00 

2.71 

0.0015 

0.0142 

9.63 

100 

90.37 

3.00 

2.71 

0.0020 

0.0061 

10.63 

100 

89.37 

3.00 

2.68 

0.0020 

0.0121 

13.47 

100 

86.53 

3.00 

2.60 

0.0015 

0.0175 

12.19 

100 

87.81 

3.00 

2.63 

0.0020 

0.0000 

13.28 

100 

86.72 

3.00 

2.60 

0.0015 

0.0067 

10.80 

100 

89.20 

3.00 

2.68 

0.0015 

0.0116 

8.19 

100 

91.81 

3.00 

2.75 

0.0015 

0.0051 

11.67 

100 

88.33 

3.00 

2.65 

0.0020 

0.0023 

9.18 

100 

90.82 

3.00 

2.72 

0.0015 

0.0127 

9.54 

100 

90.46 

3.00 

2.71 

0.0015 

0.0034 

9.91 

100 

90.09 

3.00 

2.70 

0.0015 

0.0117 

9.71 

100 

90.29 

3.00 

2.71 

0.0015 

0.0107 

8.95 

100 

91.05 

3.00 

2.73 

0.0015 

0.0094 

10.41 

100 

89.59 

3.00 

2.69 

0.0020 

0.0017 

10.65 

100 

89.35 

3.00 

2.68 

0.0020 

0.0428 

8.15 

100 

91.85 

3.00 

2.76 

0.0020 

0.0192 

9.90 

100 

90.10 

3.00 

2.70 

0.0020 

0.0212 

8.70 

100 

91.30 

3.00 

2.74 

0.0015 

0.0160 

10.03 

100 

89.97 

3.00 

2.70 

0.0020 

0.0380 

10.03 

100 

89.97 

3.00 

2.70 

0.0020 

0.0120 

9.63 

100 

90.37 

3.00 

2.71 

0.0020 

0.0093 

11.88 

100 

88.12 

3.00 

2.64 

0.0020 

0.0003 

9.47 

100 

90.53 

3.00 

2.72 

0.0015 

0.0053 

13.16 

100 

86.84 

3.00 

2.61 

0.0015 

0.0089 

9.60 

100 

90.40 

3.00 

2.71 

0.0020 

0.0103 

12.24 

100 

87.76 

3.00 

2.63 

0.0020 

0.0092 

11.01 

100 

88.99 

3.00 

2.67 

0.0015 

0.0169 

9.45 

100 

90.55 

3.00 

2.72 

0.0015 

0.0153 

12.67 

100 

87.33 

3.00 

2.62 

0.0015 

0.0180 

14.32 

100 

85.68 

3.00 

2.57 

0.0015 

0.0034 

8.37 

100 

91.63 

3.00 

2.75 

0.0015 

0.0172 

10.91 

100 

89.09 

3.00 

2.67 

0.0015 

0.0039 

9.23 

100 

90.77 

3.00 

2.72 

0.0020 

0.0393 

10.75 

100 

89.25 

3.00 

2.68 

0.0020 

0.0138 

9.62 

100 

90.38 

3.00 

2.71 

0.0020 

0.0013 

10.11 

100 

89.89 

3.00 

2.70 

0.0015 

0.0001 

9.22 

100 

90.78 

3.00 

2.72 

0.0015 

0.0054 

9.69 

100 

90.31 

3.00 

2.71 

0.0020 

0.0091 

10.41 

100 

89.59 

3.00 

2.69 

0.0020 

0.0198 



















































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Census Code 




10004014 


Ranpur 


Sala Ghati 


Salar 


Sameeja 


Sandar 


Sankhala 


Sarka Khera 


Seewariya 


Soorajgarh 


Sooran 


Surajwara 


Tepron Ki Bor 


Tepur 


Thai 


Thapiya Kalan 


Thapiya Khurd 


Torna 


Uchhati Beri 


Ukhaliyat 


Undithal 


Undri 


Vajawaton Ka Khera 


Veerpura 


Was 


Adalakar 


Adiwas 


Adkaliya 


Ajroli Daulji 


Ajroli Dhoolji 


Ajroli Khas 


Amaliya 


Ambadeh 


Ambawi 


Amleta 


Amra 


Arjunpura 


Bansiwara 


Barimahuli 


Barli 


0826000403119200 


0826000303097000 


0826000403115700 


0826000303094800 


0826000303092800 


0826000403117300 


0826000403117800 


0826000203080800 


0826000203082100 


0826000203080700 


0826000303093600 


0826000303093800 


0826000303096900 


0826000303089200 


0826000303093100 


0826000303093200 


0826000303099700 


0826000403117400 


0826000303086300 


0826000203082300 


0826000203080900 


0826000403115100 


0826000303095200 


0826000303095300 


0826000403133500 


0826000403124400 


0826000403131600 


0826000403132800 


0826000403132600 


0826000403132700 


0826000403136500 


0826000303111300 


0826000403120000 


0826000403131800 


0826000403137300 


0826000303109000 


0826000403123900 


0826000403131100 


0826000303109500 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Erinpura Granite 




9.13 


6.04 


4.46 


1.03 


32.83 


4.56 


3.42 


1.35 


112.45 



1.75 Fresh 


1.33 Fresh 


1.49 Fresh 


1.39 Fresh 


13.28 Fresh 


9.17 Fresh 


3.16 Fresh 


1.81 Fresh 


13.92 Fresh 


0.81 Fresh 


7.72 Fresh 


5.09 Fresh 


4.02 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Quartzite 


Quartzite 


Phyllite & Schist 


Quartzite 


Phyllite & Schist 


Quartzite 


Phyllite & Schist 


Quartzite 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Quartzite 


Phyllite & Schist 


Quartzite 


Quartzite 


Phyllite & Schist 


Quartzite 


Phyllite & Schist 


Phyllite & Schist 


Quartzite 


Quartzite 


Phyllite & Schist 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.94 

120 

107.06 

4.00 

4.28 

0.0015 

0.0007 

12.94 

100 

87.06 

3.00 

2.61 

0.0020 

0.0081 

12.94 

120 

107.06 

4.00 

4.28 

0.0018 

0.0013 

12.94 

100 

87.06 

3.00 

2.61 

0.0020 

0.0177 

12.60 

100 

87.40 

3.00 

2.62 

0.0020 

0.0001 

10.01 

100 

89.99 

3.00 

2.70 

0.0015 

0.0252 

8.55 

100 

91.45 

3.00 

2.74 

0.0020 

0.0042 

9.64 

100 

90.36 

3.00 

2.71 

0.0015 

0.0095 

9.60 

100 

90.40 

3.00 

2.71 

0.0015 

0.0041 

9.60 

100 

90.40 

3.00 

2.71 

0.0020 

0.0087 

9.96 

100 

90.04 

3.00 

2.70 

0.0020 

0.0092 

8.89 

100 

91.11 

3.00 

2.73 

0.0020 

0.0719 

8.89 

100 

91.11 

3.00 

2.73 

0.0020 

0.0245 

9.87 

100 

90.13 

3.00 

2.70 

0.0020 

0.0643 

9.87 

100 

90.13 

3.00 

2.70 

0.0020 

0.0081 

10.40 

100 

89.60 

3.00 

2.69 

0.0020 

0.0402 

13.21 

100 

86.79 

3.00 

2.60 

0.0020 

0.0243 

9.58 

100 

90.42 

3.00 

2.71 

0.0015 

0.0059 

9.58 

100 

90.42 

3.00 

2.71 

0.0015 

0.0020 

10.58 

100 

89.42 

3.00 

2.68 

0.0015 

0.0240 

9.94 

100 

90.06 

3.00 

2.70 

0.0015 

0.0124 

9.66 

100 

90.34 

3.00 

2.71 

0.0015 

0.0042 

9.27 

100 

90.73 

3.00 

2.72 

0.0015 

0.0040 

10.63 

100 

89.37 

3.00 

2.68 

0.0015 

0.0001 

10.63 

100 

89.37 

3.00 

2.68 

0.0015 

0.0072 

9.62 

100 

90.38 

3.00 

2.71 

0.0020 

0.0023 

14.48 

120 

105.52 

4.00 

4.22 

0.0018 

0.0009 

11.09 

100 

88.91 

3.00 

2.67 

0.0020 

0.0002 

7.42 

100 

92.59 

3.00 

2.78 

0.0020 

0.0144 

9.73 

100 

90.27 

3.00 

2.71 

0.0020 

0.0098 

9.65 

100 

90.35 

3.00 

2.71 

0.0015 

0.0132 

9.38 

100 

90.62 

3.00 

2.72 

0.0015 

0.0048 

8.59 

100 

91.41 

3.00 

2.74 

0.0010 

0.0022 

6.76 

100 

93.24 

3.00 

2.80 

0.0010 

0.0002 

7.83 

100 

92.17 

3.00 

2.77 

0.0020 

0.0146 

7.83 

100 

92.17 

3.00 

2.77 

0.0010 

0.0000 

11.25 

100 

88.75 

3.00 

2.66 

0.0020 

0.0001 

11.25 

100 

88.75 

3.00 

2.66 

0.0010 

0.0027 

11.25 

100 

88.75 

3.00 

2.66 

0.0020 

0.0012 

11.25 

100 

88.75 

3.00 

2.66 

0.0010 

0.0009 

8.67 

100 

91.33 

3.00 

2.74 

0.0020 

0.0047 

8.63 

100 

91.37 

3.00 

2.74 

0.0020 

0.0049 

8.69 

100 

91.31 

3.00 

2.74 

0.0020 

0.0040 

9.95 

100 

90.05 

3.00 

2.70 

0.0020 

0.0001 

9.95 

100 

90.05 

3.00 

2.70 

0.0010 

0.0003 

11.31 

100 

88.69 

3.00 

2.66 

0.0015 

0.0082 

8.92 

100 

91.08 

3.00 

2.73 

0.0010 

0.0001 

7.42 

100 

92.58 

3.00 

2.78 

0.0010 

0.0001 

10.13 

100 

89.87 

3.00 

2.70 

0.0020 

0.0422 

10.13 

100 

89.87 

3.00 

2.70 

0.0010 

0.0015 

9.42 

100 

90.58 

3.00 

2.72 

0.0015 

0.0028 

8.70 

100 

91.30 

3.00 

2.74 

0.0020 

0.0065 

8.70 

100 

91.30 

3.00 

2.74 

0.0010 

0.0039 

6.59 

100 

93.41 

3.00 

2.80 

0.0010 

0.0002 

10.03 

100 

89.97 

3.00 

2.70 

0.0015 

0.0163 





































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite &! 


Quartzite 


Phyllite &! 


Phyllite &! 


Quartzite 


Phyllite &! 


Quartzite 


Phyllite &! 


Quartzite 


Phyllite &! 


Phyllite &! 


Quartzite 


Phyllite &! 


Phyllite &! 


Quartzite 


Phyllite &! 


Phyllite &! 


Quartzite 


Phyllite &! 


Phyllite &! 


Phyllite &! 


Phyllite &! 


Quartzite 


Phyllite &! 


Phyllite &! 


Quartzite 


Phyllite &! 


Phyllite &! 


Phyllite &! 


Phyllite &! 


Quartzite 


Phyllite &! 


Quartzite 


Quartzite 


Phyllite &! 


Quartzite 


Phyllite &! 


Quartzite 


Phyllite &! 


Phyllite &! 


Quartzite 


Phyllite &! 


Phyllite &! 


Phyllite &! 


Quartzite 


Phyllite &! 


Phyllite &! 


Quartzite 


Phyllite &! 


Quartzite 


Quartzite 


Quartzite 


Phyllite &! 


Quartzite 


Phyllite &! 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

9.08 

100 

90.92 

3.00 

2.73 

0.0020 

0.0026 

9.08 

100 

90.92 

3.00 

2.73 

0.0010 

0.0006 

8.59 

100 

91.41 

3.00 

2.74 

0.0020 

0.0079 

7.90 

100 

92.10 

3.00 

2.76 

0.0020 

0.0112 

7.90 

100 

92.10 

3.00 

2.76 

0.0010 

0.0003 

8.38 

100 

91.62 

3.00 

2.75 

0.0020 

0.0002 

8.38 

100 

91.62 

3.00 

2.75 

0.0010 

0.0079 

8.91 

100 

91.09 

3.00 

2.73 

0.0020 

0.0091 

8.91 

100 

91.09 

3.00 

2.73 

0.0010 

0.0012 

9.60 

100 

90.40 

3.00 

2.71 

0.0020 

0.0001 

8.20 

100 

91.80 

3.00 

2.75 

0.0020 

0.0144 

8.20 

100 

91.80 

3.00 

2.75 

0.0010 

0.0078 

7.82 

100 

92.18 

3.00 

2.77 

0.0020 

0.0092 

8.73 

100 

91.27 

3.00 

2.74 

0.0020 

0.0013 

8.73 

100 

91.27 

3.00 

2.74 

0.0010 

0.0025 

11.26 

100 

88.74 

3.00 

2.66 

0.0015 

0.0203 

11.76 

100 

88.24 

3.00 

2.65 

0.0015 

0.0115 

8.60 

100 

91.40 

3.00 

2.74 

0.0010 

0.0015 

8.61 

100 

91.39 

3.00 

2.74 

0.0015 

0.0000 

8.80 

100 

91.20 

3.00 

2.74 

0.0015 

0.0083 

9.60 

100 

90.40 

3.00 

2.71 

0.0020 

0.0000 

9.44 

100 

90.56 

3.00 

2.72 

0.0020 

0.0089 

9.44 

100 

90.56 

3.00 

2.72 

0.0010 

0.0018 

9.44 

100 

90.56 

3.00 

2.72 

0.0020 

0.0113 

8.95 

100 

91.05 

3.00 

2.73 

0.0015 

0.0085 

8.95 

100 

91.05 

3.00 

2.73 

0.0010 

0.0002 

9.65 

100 

90.35 

3.00 

2.71 

0.0015 

0.0030 

8.83 

100 

91.17 

3.00 

2.74 

0.0020 

0.0031 

10.72 

100 

89.28 

3.00 

2.68 

0.0020 

0.0000 

8.87 

100 

91.13 

3.00 

2.73 

0.0020 

0.0000 

9.16 

100 

90.84 

3.00 

2.73 

0.0010 

0.0005 

11.63 

100 

88.37 

3.00 

2.65 

0.0020 

0.0318 

8.32 

100 

91.68 

3.00 

2.75 

0.0010 

0.0032 

11.28 

100 

88.72 

3.00 

2.66 

0.0010 

0.0031 

7.25 

100 

92.75 

3.00 

2.78 

0.0020 

0.0022 

7.25 

100 

92.75 

3.00 

2.78 

0.0010 

0.0040 

8.92 

100 

91.08 

3.00 

2.73 

0.0020 

0.0007 

8.92 

100 

91.08 

3.00 

2.73 

0.0010 

0.0038 

9.31 

100 

90.69 

3.00 

2.72 

0.0015 

0.0268 

7.73 

100 

92.27 

3.00 

2.77 

0.0020 

0.0036 

7.73 

100 

92.27 

3.00 

2.77 

0.0010 

0.0073 

8.13 

100 

91.87 

3.00 

2.76 

0.0020 

0.0183 

9.52 

100 

90.48 

3.00 

2.71 

0.0015 

0.0175 

8.34 

100 

91.66 

3.00 

2.75 

0.0020 

0.0072 

8.34 

100 

91.66 

3.00 

2.75 

0.0010 

0.0091 

11.57 

100 

88.43 

3.00 

2.65 

0.0015 

0.0084 

8.50 

100 

91.50 

3.00 

2.75 

0.0020 

0.0043 

8.50 

100 

91.50 

3.00 

2.75 

0.0010 

0.0038 

9.02 

100 

90.98 

3.00 

2.73 

0.0020 

0.0036 

9.02 

100 

90.98 

3.00 

2.73 

0.0010 

0.0019 

6.76 

100 

93.24 

3.00 

2.80 

0.0010 

0.0000 

7.91 

100 

92.09 

3.00 

2.76 

0.0010 

0.0013 

8.57 

100 

91.43 

3.00 

2.74 

0.0020 

0.0045 

8.57 

100 

91.43 

3.00 

2.74 

0.0010 

0.0012 

8.87 

100 

91.13 

3.00 

2.73 

0.0020 

0.0065 




















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Quartzite 


Phyllite &! 


Quartzite 


Quartzite 


Quartzite 


Phyllite &! 


Quartzite 


Phyllite &! 


Quartzite 


Phyllite &! 


Quartzite 


Phyllite &! 


Phyllite &! 


Quartzite 


Phyllite &! 


Phyllite &! 


Quartzite 


Quartzite 


Quartzite 


Phyllite &! 


Quartzite 


Phyllite &! 


Quartzite 


Phyllite &! 


Phyllite &! 


Phyllite &! 


Quartzite 


Phyllite &! 


Quartzite 


Phyllite &! 


Quartzite 


Phyllite &! 


Phyllite &! 


Phyllite &! 


Phyllite &! 


Phyllite &! 


Phyllite &! 


Quartzite 


Phyllite &! 


Quartzite 


Phyllite &! 


Phyllite &! 


Quartzite 


Phyllite &! 


Phyllite &! 


Phyllite &! 


Quartzite 


Phyllite &! 


Quartzite 


Phyllite &! 


Quartzite 


Phyllite &! 


Quartzite 


Phyllite &! 


Phyllite &! 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

8.87 

100 

91.13 

3.00 

2.73 

0.0010 

0.0000 

8.41 

100 

91.59 

3.00 

2.75 

0.0020 

0.0044 

8.41 

100 

91.59 

3.00 

2.75 

0.0010 

0.0093 

10.57 

100 

89.43 

3.00 

2.68 

0.0010 

0.0001 

9.72 

100 

90.28 

3.00 

2.71 

0.0010 

0.0047 

10.75 

100 

89.25 

3.00 

2.68 

0.0015 

0.0087 

9.98 

100 

90.02 

3.00 

2.70 

0.0010 

0.0018 

9.98 

100 

90.02 

3.00 

2.70 

0.0020 

0.0001 

9.98 

100 

90.02 

3.00 

2.70 

0.0010 

0.0006 

11.33 

100 

88.67 

3.00 

2.66 

0.0020 

0.0000 

11.33 

100 

88.67 

3.00 

2.66 

0.0010 

0.0018 

9.00 

100 

91.00 

3.00 

2.73 

0.0015 

0.0095 

8.53 

100 

91.47 

3.00 

2.74 

0.0020 

0.0007 

8.53 

100 

91.47 

3.00 

2.74 

0.0010 

0.0032 

11.35 

100 

88.65 

3.00 

2.66 

0.0015 

0.0134 

9.06 

100 

90.94 

3.00 

2.73 

0.0020 

0.0104 

9.06 

100 

90.94 

3.00 

2.73 

0.0010 

0.0001 

10.55 

100 

89.45 

3.00 

2.68 

0.0010 

0.0011 

9.95 

100 

90.05 

3.00 

2.70 

0.0010 

0.0001 

8.91 

100 

91.09 

3.00 

2.73 

0.0020 

0.0022 

8.91 

100 

91.09 

3.00 

2.73 

0.0010 

0.0031 

8.54 

100 

91.46 

3.00 

2.74 

0.0020 

0.0089 

8.54 

100 

91.46 

3.00 

2.74 

0.0010 

0.0046 

9.63 

100 

90.37 

3.00 

2.71 

0.0020 

0.0015 

8.38 

100 

91.62 

3.00 

2.75 

0.0020 

0.0047 

10.52 

100 

89.48 

3.00 

2.68 

0.0015 

0.0082 

10.56 

100 

89.44 

3.00 

2.68 

0.0010 

0.0000 

12.04 

100 

87.96 

3.00 

2.64 

0.0020 

0.0010 

12.04 

100 

87.96 

3.00 

2.64 

0.0010 

0.0041 

12.00 

100 

88.00 

3.00 

2.64 

0.0020 

0.0106 

12.00 

100 

88.00 

3.00 

2.64 

0.0010 

0.0001 

9.87 

100 

90.13 

3.00 

2.70 

0.0015 

0.0167 

7.03 

100 

92.97 

3.00 

2.79 

0.0020 

0.0006 

11.79 

100 

88.21 

3.00 

2.65 

0.0015 

0.0088 

8.37 

100 

91.63 

3.00 

2.75 

0.0015 

0.0000 

10.66 

100 

89.34 

3.00 

2.68 

0.0015 

0.0029 

10.61 

100 

89.39 

3.00 

2.68 

0.0020 

0.0170 

10.61 

100 

89.39 

3.00 

2.68 

0.0010 

0.0007 

8.49 

100 

91.51 

3.00 

2.75 

0.0020 

0.0002 

8.49 

100 

91.51 

3.00 

2.75 

0.0010 

0.0052 

6.44 

100 

93.56 

3.00 

2.81 

0.0020 

0.0005 

10.41 

100 

89.59 

3.00 

2.69 

0.0020 

0.0040 

7.59 

100 

92.41 

3.00 

2.77 

0.0010 

0.0039 

11.88 

100 

88.12 

3.00 

2.64 

0.0020 

0.0000 

11.88 

100 

88.12 

3.00 

2.64 

0.0020 

0.0054 

8.01 

100 

91.99 

3.00 

2.76 

0.0020 

0.0149 

8.01 

100 

91.99 

3.00 

2.76 

0.0010 

0.0017 

8.75 

100 

91.25 

3.00 

2.74 

0.0020 

0.0116 

8.75 

100 

91.25 

3.00 

2.74 

0.0010 

0.0124 

8.75 

100 

91.25 

3.00 

2.74 

0.0020 

0.0005 

8.75 

100 

91.25 

3.00 

2.74 

0.0010 

0.0000 

7.23 

100 

92.77 

3.00 

2.78 

0.0020 

0.0108 

7.23 

100 

92.77 

3.00 

2.78 

0.0010 

0.0020 

9.60 

100 

90.40 

3.00 

2.71 

0.0020 

0.0000 

12.24 

100 

87.76 

3.00 

2.63 

0.0020 

0.0003 










































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite &! 


Quartzite 


Quartzite 


Phyllite &! 


Phyllite &! 


Phyllite &! 


Quartzite 


Phyllite &! 


Quartzite 


Phyllite &! 


Phyllite &! 


Quartzite 


Phyllite &! 


Phyllite &! 


Quartzite 


Phyllite &! 


Quartzite 


Quartzite 


Quartzite 


Phyllite &! 


Phyllite &! 


Phyllite &! 


Quartzite 


Phyllite &! 


Quartzite 


Phyllite &! 


Phyllite &! 


Quartzite 


Phyllite &! 


Quartzite 


Quartzite 


Phyllite &! 


Quartzite 


Phyllite &! 


Quartzite 


Phyllite &! 


Phyllite &! 


Phyllite &! 


Phyllite &! 


Phyllite &! 


Phyllite &! 


Phyllite &! 


Phyllite &! 


Phyllite &! 


Phyllite &! 


Phyllite &! 


Phyllite &! 


Phyllite &! 


Phyllite &! 


Phyllite &! 


Phyllite &! 


Phyllite &! 


Phyllite &! 


Phyllite &! 


Phyllite &! 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

9.06 

100 

90.94 

3.00 

2.73 

0.0020 

0.0194 

9.06 

100 

90.94 

3.00 

2.73 

0.0010 

0.0063 

8.48 

100 

91.52 

3.00 

2.75 

0.0010 

0.0028 

8.94 

100 

91.06 

3.00 

2.73 

0.0015 

0.0123 

10.75 

100 

89.25 

3.00 

2.68 

0.0020 

0.0049 

10.75 

100 

89.25 

3.00 

2.68 

0.0020 

0.0009 

9.62 

100 

90.38 

3.00 

2.71 

0.0010 

0.0001 

9.62 

100 

90.38 

3.00 

2.71 

0.0020 

0.0074 

9.62 

100 

90.38 

3.00 

2.71 

0.0010 

0.0001 

10.85 

100 

89.15 

3.00 

2.67 

0.0015 

0.0215 

12.60 

100 

87.40 

3.00 

2.62 

0.0020 

0.0016 

12.60 

100 

87.40 

3.00 

2.62 

0.0010 

0.0043 

12.60 

100 

87.40 

3.00 

2.62 

0.0020 

0.0003 

9.45 

100 

90.55 

3.00 

2.72 

0.0020 

0.0001 

9.45 

100 

90.55 

3.00 

2.72 

0.0010 

0.0004 

8.55 

100 

91.45 

3.00 

2.74 

0.0020 

0.0169 

8.55 

100 

91.45 

3.00 

2.74 

0.0010 

0.0000 

7.83 

100 

92.17 

3.00 

2.77 

0.0010 

0.0037 

7.42 

100 

92.58 

3.00 

2.78 

0.0010 

0.0000 

9.87 

100 

90.13 

3.00 

2.70 

0.0020 

0.0004 

10.70 

100 

89.30 

3.00 

2.68 

0.0015 

0.0108 

12.74 

100 

87.26 

3.00 

2.62 

0.0020 

0.0005 

12.74 

100 

87.26 

3.00 

2.62 

0.0010 

0.0012 

8.63 

100 

91.37 

3.00 

2.74 

0.0020 

0.0036 

8.63 

100 

91.37 

3.00 

2.74 

0.0010 

0.0015 

10.60 

100 

89.40 

3.00 

2.68 

0.0015 

0.0077 

10.89 

100 

89.11 

3.00 

2.67 

0.0015 

0.0285 

10.01 

100 

89.99 

3.00 

2.70 

0.0010 

0.0001 

10.01 

100 

89.99 

3.00 

2.70 

0.0020 

0.0029 

10.01 

100 

89.99 

3.00 

2.70 

0.0010 

0.0010 

8.62 

100 

91.38 

3.00 

2.74 

0.0010 

0.0001 

8.57 

100 

91.43 

3.00 

2.74 

0.0020 

0.0002 

8.57 

100 

91.43 

3.00 

2.74 

0.0010 

0.0015 

9.92 

100 

90.08 

3.00 

2.70 

0.0015 

0.0082 

9.48 

100 

90.52 

3.00 

2.72 

0.0010 

0.0015 

8.08 

100 

91.92 

3.00 

2.76 

0.0015 

0.0317 

8.08 

100 

91.92 

3.00 

2.76 

0.0015 

0.0050 

8.60 

100 

91.40 

3.00 

2.74 

0.0015 

0.0104 

8.56 

100 

91.44 

3.00 

2.74 

0.0015 

0.0260 

11.22 

100 

88.78 

3.00 

2.66 

0.0015 

0.0026 

10.53 

100 

89.47 

3.00 

2.68 

0.0015 

0.0145 

8.57 

100 

91.43 

3.00 

2.74 

0.0015 

0.0116 

8.04 

100 

91.96 

3.00 

2.76 

0.0015 

0.0095 

6.73 

100 

93.27 

3.00 

2.80 

0.0015 

0.0109 

6.73 

100 

93.27 

3.00 

2.80 

0.0015 

0.0000 

7.89 

100 

92.11 

3.00 

2.76 

0.0015 

0.0045 

8.57 

100 

91.43 

3.00 

2.74 

0.0015 

0.0056 

8.61 

100 

91.39 

3.00 

2.74 

0.0015 

0.0023 

8.80 

100 

91.20 

3.00 

2.74 

0.0015 

0.0003 

7.83 

100 

92.17 

3.00 

2.77 

0.0015 

0.0003 

7.83 

100 

92.17 

3.00 

2.77 

0.0015 

0.0057 

8.62 

100 

91.38 

3.00 

2.74 

0.0015 

0.0003 

6.88 

100 

93.12 

3.00 

2.79 

0.0015 

0.0128 

8.75 

100 

91.25 

3.00 

2.74 

0.0015 

0.0172 

6.76 

100 

93.24 

3.00 

2.80 

0.0015 

0.0103 


























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



06001001 


Digawari Khurd 


Gandhi Sarna 


Gor 


Gujari 


Gura 


Har 


Jetiwara 


Jogiwar 


Joona Padar 


Jura 


Jurli 


Kana Padar 


Kanthariya 


Kaucha 


Kotra 


Lamba Haldoo 


Maldar Kalan 


Maldar Khurd 


Naldigawari 


Naya Was 


Nayar 


Nichli Kundal 


Nichli Subri 


Nichli Thala 


Padalwara 


Palesar 


Pathar Pari 


Punawali 


Sandmariya 


Sarli 


Sondraf 


Soobri Ki Nal 


Tandla 


Torna 



Upla Thala 


Upli Kundal 


Upli Subri 


Alanpur 


Basai Narooka 


Beejwad Chauhan 


Bheenwada 


Bhooriyawas 


Chandpur 


Cheeruni 


Choodla 


Dhailawas 


Gopipura 


Harsora 


Hatoondi 


Census Code 


0826000303106000 


0826000303107800 


0826000303104900 


0826000303105500 


0826000303108500 


0826000303100100 


0826000403123400 


0826000303106400 


0826000303103800 


0826000303103600 


0826000403123800 


0826000303104400 


0826000303104200 


0826000303106200 


0826000303107700 


0826000303108100 


0826000303105000 


0826000303105200 


0826000303105100 


0826000303107500 


0826000303104300 


0826000303104000 


0826000303107900 


0826000303108200 


0826000303106300 


0826000303105900 


0826000303108900 


0826000303103900 


0826000303107000 


0826000303105800 


0826000303107600 


0826000303106500 


0826000303103700 


0826000303099700 



0826000303108300 


0826000303104100 


0826000303108000 


0806000800866800 


0806000800866900 


0806000200772300 


0806000200778800 


0806000800867300 


0806000200776700 


0806000200779900 


0806000200782200 


0806000200783300 


0806000200782000 


0806000800867700 


0806000200779700 


2.83 


2.49 


1.18 


1.31 


2.97 


2.31 


6.22 


11.69 


3.28 


3.35 


3.95 


1.37 


0.44 


3.17 


3.61 


3.67 


32.56 


1.36 


2.56 


14.83 


0.52 


0.78 


5.97 


2.68 


3.67 


3.22 


7.76 


1.83 


14.44 


3.63 


8.61 


0.35 


1.00 


112.45 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Saline 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Saline 

Non-command 

Phyllite & Schist 

Saline 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Saline 

Non-command 

Phyllite & Schist 

Saline 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Saline 

Non-command 

Phyllite & Schist 

Saline 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Saline 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Saline 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Saline 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Saline 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 

Saline 

Non-command 

Phyllite & Schist 

Fresh 

Non-command 

Phyllite & Schist 



4.72 Fresh 


4.27 Fresh 


9.77 Fresh 


5.43 Fresh 


6.86 Fresh 


3.77 Fresh 


8.38 Fresh 


4.72 Fresh 


3.33 Fresh 


1.74 Fresh 


5.69 Fresh 


4.42 Fresh 


River Basin: Sabi 


Sub Basin: Sabi 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

7.20 

100 

92.80 

3.00 

2.78 

0.0015 

0.0118 

8.69 

100 

91.31 

3.00 

2.74 

0.0015 

0.0101 

7.00 

100 

93.00 

3.00 

2.79 

0.0015 

0.0049 

8.74 

100 

91.26 

3.00 

2.74 

0.0015 

0.0042 

8.81 

100 

91.19 

3.00 

2.74 

0.0015 

0.0115 

11.58 

100 

88.42 

3.00 

2.65 

0.0015 

0.0008 

8.57 

100 

91.43 

3.00 

2.74 

0.0020 

0.0000 

7.06 

100 

92.94 

3.00 

2.79 

0.0015 

0.0454 

8.11 

100 

91.89 

3.00 

2.76 

0.0015 

0.0135 

8.13 

100 

91.87 

3.00 

2.76 

0.0015 

0.0112 

8.87 

100 

91.13 

3.00 

2.73 

0.0020 

0.0001 

8.00 

100 

92.00 

3.00 

2.76 

0.0015 

0.0057 

8.03 

100 

91.97 

3.00 

2.76 

0.0015 

0.0018 

6.66 

100 

93.34 

3.00 

2.80 

0.0015 

0.0120 

8.73 

100 

91.27 

3.00 

2.74 

0.0015 

0.0148 

9.17 

100 

90.83 

3.00 

2.73 

0.0015 

0.0150 

8.37 

100 

91.63 

3.00 

2.75 

0.0015 

0.0389 

7.42 

100 

92.58 

3.00 

2.78 

0.0015 

0.0034 

7.46 

100 

92.54 

3.00 

2.78 

0.0015 

0.0072 

10.18 

100 

89.82 

3.00 

2.69 

0.0015 

0.0031 

8.03 

100 

91.97 

3.00 

2.76 

0.0015 

0.0021 

8.13 

100 

91.87 

3.00 

2.76 

0.0015 

0.0023 

8.82 

100 

91.18 

3.00 

2.74 

0.0015 

0.0236 

8.92 

100 

91.08 

3.00 

2.73 

0.0015 

0.0105 

6.51 

100 

93.49 

3.00 

2.80 

0.0015 

0.0155 

8.24 

100 

91.76 

3.00 

2.75 

0.0015 

0.0133 

8.94 

100 

91.06 

3.00 

2.73 

0.0015 

0.0139 

8.35 

100 

91.65 

3.00 

2.75 

0.0015 

0.0065 

10.87 

100 

89.13 

3.00 

2.67 

0.0015 

0.0256 

8.09 

100 

91.91 

3.00 

2.76 

0.0015 

0.0117 

9.82 

100 

90.18 

3.00 

2.71 

0.0015 

0.0160 

8.24 

100 

91.76 

3.00 

2.75 

0.0015 

0.0012 

8.02 

100 

91.98 

3.00 

2.76 

0.0015 

0.0041 

10.63 

100 

89.37 

3.00 

2.68 

0.0015 

0.0047 

10.63 

100 

89.37 

3.00 

2.68 

0.0015 

0.0786 

7.79 

100 

92.21 

3.00 

2.77 

0.0015 

0.0032 

7.79 

100 

92.21 

3.00 

2.77 

0.0015 

0.0149 

8.77 

100 

91.23 

3.00 

2.74 

0.0015 

0.0075 

8.04 

100 

91.96 

3.00 

2.76 

0.0015 

0.0056 

10.61 

100 

89.39 

3.00 

2.68 

0.0015 

0.0186 


Non-command 

Older Alluvium 

4.61 

30.35 

70 

39.65 

20.00 

7.93 

0.0200 

0.7312 

Non-command 

Older Alluvium 

2.51 

31.71 

70 

38.29 

20.00 

7.66 

0.0200 

0.3850 

Non-command 

Older Alluvium 

0.07 

26.17 

90 

63.83 

20.00 

12.77 

0.0150 

0.0139 

Non-command 

Older Alluvium 

5.26 

31.71 

90 

58.29 

20.00 

11.66 

0.0150 

0.9198 

Non-command 

Older Alluvium 

1.82 

35.24 

70 

34.76 

20.00 

6.95 

0.0200 

0.2529 

Non-command 

Quartzite 

0.24 

35.24 

80 

44.76 

5.00 

2.24 

0.0015 

0.0008 

Non-command 

Older Alluvium 

0.06 

27.12 

90 

62.88 

20.00 

12.58 

0.0150 

0.0106 

Non-command 

Older Alluvium 

8.38 

33.74 

90 

56.26 

20.00 

11.25 

0.0150 

1.4137 

Non-command 

Older Alluvium 

4.72 

31.45 

90 

58.55 

20.00 

11.71 

0.0150 

0.8297 

Non-command 

Older Alluvium 

1.96 

39.03 

90 

50.97 

20.00 

10.19 

0.0150 

0.3003 

Non-command 

Older Alluvium 

1.74 

37.85 

90 

52.15 

20.00 

10.43 

0.0150 

0.2716 

Non-command 

Older Alluvium 

0.59 

21.91 

70 

48.09 

20.00 

9.62 

0.0200 

0.1127 

Non-command 

Older Alluvium 

2.97 

26.90 

90 

63.10 

20.00 

12.62 

0.0150 

0.5629 



















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



06001002 


Jaggoowas 


Jalpiwas 


Jasai 


Jeevan Singhpura 


Jhajharpur 


Kali Pahari 


Kalooka 


Kami Kot 


Ladpur 


Majra Aheer 


Majri Bhanda 


Mau 


Menpur 


Mundanwara Khurd 


Mundiya Khera 


Nangal Udiya 


Padmara Kalan 


Padmara Khurd 


Peepli 


Rajwara 


Rambas 


Ranoth 


Shahjadpur 


Shamda 


Shreekrishan Nagar 


Siya Khoh 


Swaroop Sarai 


Tatarpur 


Tehadka 


Tehadki 


Alanpur 


Bahrain Ka Bas 


Baiba Ka Bas 


Bamanwas 


Basai Narooka 


Bawali Ka Bas 


Behroj 


Chheend 


Chhipari 


Choola 


Dhailawas 


Dhamla Ka Bas 


Dheerpur 


Ghat 


Gurha Bhankharwala 


Guwara 


Hajipur 


Census Code 


0806000800866700 


0806000200782100 


0806000200773600 


0806000200782300 


0806000200779800 


0806000200781800 


0806000200778900 


0806000200776100 


0806000800867100 


0806000800867000 


0806000200776000 


0806000200778600 


0806000200780200 


0806000200773400 


0806000200776600 


0806000200773700 


0806000200776400 


0806000200779000 


0806000200780000 


0806000200775900 


0806000200778700 


0806000200781700 


0806000200773500 


0806000200783100 


0806000200780300 


0806000200780100 


0806000200776500 


0806000200783400 


0806000200781900 


0806000200783200 


0806000800866800 


0806000800874300 


0806000800872200 


0806000800867600 


0806000800866900 


0806000800867900 


0806000200784800 



0806000800872000 


0806000800867200 


0806000800869600 


0806000200783300 


0806000800872100 


0806000800868000 


0806000800872400 


0806000800874500 


0806000800869200 


0806000800871900 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 



2.56 Fresh 


4.62 Fresh 


4.72 Fresh 


3.17 Fresh 


4.30 Fresh 


2.19 Fresh 


4.27 Fresh 


2.10 Fresh 


16.40 Fresh 



21.76 Fresh 


5.15 Fresh 


4.20 Fresh 


3.33 Fresh 


12.39 Fresh 


5.01 Fresh 


5.20 Fresh 


2.16 Fresh 


6.87 Fresh 


14.76 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

23.99 

70 

46.01 

20.00 

9.20 

0.0200 

0.2493 

35.89 

90 

54.11 

20.00 

10.82 

0.0150 

0.3376 

24.89 

90 

65.11 

20.00 

13.02 

0.0150 

0.3302 

23.79 

90 

66.21 

20.00 

13.24 

0.0150 

0.2452 

23.93 

90 

66.07 

20.00 

13.21 

0.0150 

0.2342 

38.26 

90 

51.74 

20.00 

10.35 

0.0150 

0.3157 

29.30 

90 

60.70 

20.00 

12.14 

0.0150 

0.4842 

26.74 

90 

63.26 

20.00 

12.65 

0.0150 

0.1624 

33.76 

70 

36.24 

20.00 

7.25 

0.0200 

0.0662 

22.08 

70 

47.92 

20.00 

9.58 

0.0200 

0.4233 

25.81 

90 

64.19 

20.00 

12.84 

0.0150 

0.7295 

32.70 

90 

57.30 

20.00 

11.46 

0.0150 

0.1957 

33.07 

90 

56.93 

20.00 

11.39 

0.0150 

0.9321 

25.90 

90 

64.10 

20.00 

12.82 

0.0150 

0.0177 

29.09 

90 

60.91 

20.00 

12.18 

0.0150 

0.4503 

25.02 

90 

64.98 

20.00 

13.00 

0.0150 

0.1833 

26.68 

90 

63.32 

20.00 

12.66 

0.0150 

0.0431 

25.00 

90 

65.00 

20.00 

13.00 

0.0150 

0.0038 

34.02 

90 

55.98 

20.00 

11.20 

0.0150 

0.7580 

25.24 

90 

64.76 

20.00 

12.95 

0.0150 

0.3597 

32.47 

90 

57.53 

20.00 

11.51 

0.0150 

0.2112 

38.31 

90 

51.69 

20.00 

10.34 

0.0150 

0.1607 

24.97 

90 

65.03 

20.00 

13.01 

0.0150 

0.3849 

25.44 

90 

64.56 

20.00 

12.91 

0.0150 

0.8475 

35.81 

90 

54.19 

20.00 

10.84 

0.0150 

0.4089 

32.58 

90 

57.42 

20.00 

11.48 

0.0150 

0.4058 

28.73 

90 

61.27 

20.00 

12.25 

0.0150 

0.2800 

39.14 

90 

50.86 

20.00 

10.17 

0.0150 

1.8333 

39.14 

80 

40.86 

5.00 

2.04 

0.0015 

0.0000 

37.85 

90 

52.15 

20.00 

10.43 

0.0150 

0.4003 

37.99 

90 

52.01 

20.00 

10.40 

0.0150 

0.5167 

30.35 

70 

39.65 

20.00 

7.93 

0.0200 

0.0178 

26.40 

80 

53.60 

5.00 

2.68 

0.0015 

0.0104 

33.15 

70 

36.85 

20.00 

7.37 

0.0200 

0.4267 

33.15 

80 

46.85 

5.00 

2.34 

0.0015 

0.0044 

26.31 

70 

43.69 

20.00 

8.74 

0.0200 

0.3836 

31.71 

70 

38.29 

20.00 

7.66 

0.0200 

0.2684 

24.03 

70 

45.97 

20.00 

9.19 

0.0200 

0.3868 

36.78 

90 

53.22 

20.00 

10.64 

0.0150 

0.0000 

36.78 

80 

43.22 

5.00 

2.16 

0.0015 

0.0003 

35.24 

70 

34.76 

20.00 

6.95 

0.0200 

0.4753 

35.24 

80 

44.76 

5.00 

2.24 

0.0015 

0.0003 

35.31 

70 

34.69 

20.00 

6.94 

0.0200 

0.0037 

25.08 

70 

44.92 

20.00 

8.98 

0.0200 

0.9260 

34.53 

70 

35.47 

20.00 

7.09 

0.0200 

0.5407 

39.03 

90 

50.97 

20.00 

10.19 

0.0150 

0.2082 

31.26 

70 

38.74 

20.00 

7.75 

0.0200 

0.8217 

31.26 

80 

48.74 

5.00 

2.44 

0.0015 

0.0000 

24.64 

70 

45.36 

20.00 

9.07 

0.0200 

0.2651 

29.56 

80 

50.44 

5.00 

2.52 

0.0015 

0.0082 

26.94 

70 

43.06 

20.00 

8.61 

0.0200 

0.2745 

26.94 

80 

53.06 

5.00 

2.65 

0.0015 

0.0020 

27.93 

70 

42.07 

20.00 

8.41 

0.0200 

1.0381 

35.87 

70 

34.13 

20.00 

6.83 

0.0200 

1.5669 

35.87 

80 

44.13 

5.00 

2.21 

0.0015 

0.0093 
























































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

32.72 

70 

37.28 

20.00 

7.46 

0.0200 

1.4032 

32.72 

80 

47.28 

5.00 

2.36 

0.0015 

0.0085 

21.91 

70 

48.09 

20.00 

9.62 

0.0200 

0.5162 

28.42 

70 

41.58 

20.00 

8.32 

0.0200 

0.5837 

28.42 

80 

51.58 

5.00 

2.58 

0.0015 

0.0045 

37.50 

70 

32.50 

20.00 

6.50 

0.0200 

0.0000 

25.08 

70 

44.92 

20.00 

8.98 

0.0200 

0.4991 

25.08 

80 

54.92 

5.00 

2.75 

0.0015 

0.0149 

38.09 

70 

31.91 

20.00 

6.38 

0.0200 

0.1464 

38.09 

80 

41.91 

5.00 

2.10 

0.0015 

0.0025 

26.32 

60 

33.68 

20.00 

6.74 

0.0200 

0.0010 

33.64 

70 

36.36 

20.00 

7.27 

0.0200 

0.5185 

31.42 

60 

28.58 

20.00 

5.72 

0.0200 

0.0213 

31.42 

100 

68.58 

5.00 

3.43 

0.0015 

0.0000 

31.80 

70 

38.20 

20.00 

7.64 

0.0200 

0.7369 

31.80 

80 

48.20 

5.00 

2.41 

0.0015 

0.0009 

33.76 

70 

36.24 

20.00 

7.25 

0.0200 

0.3037 

25.36 

70 

44.64 

20.00 

8.93 

0.0200 

0.0000 

25.36 

80 

54.64 

5.00 

2.73 

0.0015 

0.0055 

22.08 

70 

47.92 

20.00 

9.58 

0.0200 

0.0018 

32.43 

70 

37.57 

20.00 

7.51 

0.0200 

0.1842 

29.86 

70 

40.14 

20.00 

8.03 

0.0200 

0.6194 

29.86 

80 

50.14 

5.00 

2.51 

0.0015 

0.0090 

36.89 

70 

33.11 

20.00 

6.62 

0.0200 

0.0213 

36.89 

80 

43.11 

5.00 

2.16 

0.0015 

0.0055 

37.79 

70 

32.21 

20.00 

6.44 

0.0200 

0.1057 

23.33 

70 

46.67 

20.00 

9.33 

0.0200 

0.8168 

19.87 

70 

50.13 

20.00 

10.03 

0.0200 

0.2478 

19.87 

80 

60.13 

5.00 

3.01 

0.0015 

0.0062 

29.93 

70 

40.07 

20.00 

8.01 

0.0200 

0.6851 

25.85 

70 

44.15 

20.00 

8.83 

0.0200 

0.0333 

25.85 

80 

54.15 

5.00 

2.71 

0.0015 

0.0190 

34.76 

70 

35.24 

20.00 

7.05 

0.0200 

0.0038 

34.76 

80 

45.24 

5.00 

2.26 

0.0015 

0.0002 

22.97 

70 

47.03 

20.00 

9.41 

0.0200 

0.2373 

22.97 

80 

57.03 

5.00 

2.85 

0.0015 

0.0408 

13.39 

100 

86.61 

5.00 

4.33 

0.0015 

0.0320 

41.26 

90 

48.74 

20.00 

9.75 

0.0150 

0.0004 

41.26 

100 

58.74 

5.00 

2.94 

0.0015 

0.0004 

23.82 

90 

66.18 

20.00 

13.24 

0.0150 

0.0404 

23.82 

100 

76.18 

5.00 

3.81 

0.0015 

0.0038 

25.52 

70 

44.48 

20.00 

8.90 

0.0200 

0.5526 

39.14 

90 

50.86 

20.00 

10.17 

0.0150 

0.0713 

37.99 

90 

52.01 

20.00 

10.40 

0.0150 

0.2036 

17.66 

90 

72.34 

20.00 

14.47 

0.0150 

0.2953 

17.26 

90 

72.74 

20.00 

14.55 

0.0150 

0.1157 

16.56 

90 

73.44 

20.00 

14.69 

0.0150 

0.3036 

17.93 

90 

72.07 

20.00 

14.41 

0.0150 

0.2190 

18.15 

90 

71.85 

20.00 

14.37 

0.0150 

2.2238 

18.15 

80 

61.85 

5.00 

3.09 

0.0015 

0.0000 

17.21 

90 

72.79 

20.00 

14.56 

0.0150 

0.2868 

15.67 

90 

74.33 

20.00 

14.87 

0.0150 

0.1944 

16.83 

90 

73.17 

20.00 

14.63 

0.0150 

1.0418 

17.59 

90 

72.41 

20.00 

14.48 

0.0150 

0.2391 

15.04 

90 

74.96 

20.00 

14.99 

0.0150 

0.0164 



















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



06001004 


Gandwa 


Godhan 


Guwalda 


Harchandpur 


Husaipur 


Indor 


Joriya 


Kahrani 


Karenda 


Karendi 


Khanpur 


Kharkhari 


Kheri 


Khijarpur 


Khijooriwas 


Kulawat 


Ladpuri 


Mahandika 


Milakpur Goojar 


Mundana Meo 


Phalsa 


Rampura 


Rundh Indor 


Sare Kalan 


Sare Khurd 


Seethal 


Shahdod 


Udhanwas 


Banban 


Banbeerpur 


Bandapur 


Banjhra 


Bibipur 


Chaupanki 


Chhapar 


Fakaruddinka 


Gandhola 


Godhan 


Guwalda 


Huseengpur 


Jhiwana 


Joriya 


Kahrani 


Kalaka 


Khanpur 


Kharkhari 


Khatiwas 


Census Code 


0806000400801900 


0806000400798400 


0806000400802300 


0806000400797600 


0806000400800900 


0806000400802000 


0806000400799200 


0806000400798500 


0806000400798900 


0806000400798700 


0806000400797300 


0806000400801100 


0806000400801000 


0806000400798200 


0806000400798300 


0806000400801600 


0806000400801800 


0806000400801400 


0806000400797400 



0806000400798000 


0806000400799000 


0806000400797700 


0806000400802100 


0806000400801200 


0806000400801300 


0806000400797100 


0806000400797800 


0806000400801500 


0806000400799400 


0806000400800000 


0806000400800800 


0806000400804000 


0806000400800100 


0806000400800700 


0806000400800200 


0806000400800500 


0806000400802200 


0806000400798400 


0806000400802300 


0806000400799900 


0806000400799300 


0806000400799200 


0806000400798500 


0806000400799700 


0806000400797300 


0806000400801100 


0806000400800300 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 




1.61 Fresh 


1.82 Fresh 


1.53 Fresh 


4.67 Fresh 



2.33 Fresh 


1.22 Fresh 


1.98 Fresh 


18.01 Fresh 




Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

16.45 

90 

73.55 

20.00 

14.71 

0.0150 

0.5099 

17.88 

90 

72.12 

20.00 

14.42 

0.0150 

0.2311 

15.32 

90 

74.68 

20.00 

14.94 

0.0150 

0.0017 

18.05 

90 

71.95 

20.00 

14.39 

0.0150 

0.2868 

16.49 

90 

73.51 

20.00 

14.70 

0.0150 

0.4156 

16.68 

90 

73.32 

20.00 

14.66 

0.0150 

1.0520 

16.68 

80 

63.32 

5.00 

3.17 

0.0015 

0.0058 

16.88 

90 

73.12 

20.00 

14.62 

0.0150 

0.1073 

17.76 

90 

72.24 

20.00 

14.45 

0.0150 

0.5897 

17.08 

90 

72.92 

20.00 

14.58 

0.0150 

0.5387 

17.42 

90 

72.58 

20.00 

14.52 

0.0150 

0.2692 

17.90 

90 

72.10 

20.00 

14.42 

0.0150 

0.1248 

16.11 

90 

73.89 

20.00 

14.78 

0.0150 

0.4143 

16.95 

90 

73.05 

20.00 

14.61 

0.0150 

0.5470 

17.97 

90 

72.03 

20.00 

14.41 

0.0150 

0.3812 

17.80 

90 

72.20 

20.00 

14.44 

0.0150 

0.1097 

17.80 

80 

62.20 

5.00 

3.11 

0.0015 

0.0009 

16.95 

90 

73.05 

20.00 

14.61 

0.0150 

0.3519 

16.20 

90 

73.80 

20.00 

14.76 

0.0150 

0.3936 

16.95 

90 

73.05 

20.00 

14.61 

0.0150 

0.3347 

18.00 

90 

72.00 

20.00 

14.40 

0.0150 

0.7522 

18.00 

80 

62.00 

5.00 

3.10 

0.0015 

0.0049 

16.19 

90 

73.81 

20.00 

14.76 

0.0150 

0.0002 

16.19 

80 

63.81 

5.00 

3.19 

0.0015 

0.0001 

17.87 

90 

72.13 

20.00 

14.43 

0.0150 

0.5045 

17.33 

90 

72.67 

20.00 

14.53 

0.0150 

0.2656 

17.98 

90 

72.02 

20.00 

14.40 

0.0150 

0.4273 

16.38 

90 

73.62 

20.00 

14.72 

0.0150 

1.4578 

16.38 

80 

63.62 

5.00 

3.18 

0.0015 

0.0295 

18.03 

90 

71.97 

20.00 

14.39 

0.0150 

0.1967 

18.03 

80 

61.97 

5.00 

3.10 

0.0015 

0.0024 

16.45 

90 

73.55 

20.00 

14.71 

0.0150 

0.8300 

16.59 

90 

73.41 

20.00 

14.68 

0.0150 

0.6764 

17.95 

90 

72.05 

20.00 

14.41 

0.0150 

0.0002 

17.88 

90 

72.12 

20.00 

14.42 

0.0150 

0.4008 

17.02 

90 

72.98 

20.00 

14.60 

0.0150 

0.2762 

17.86 

90 

72.14 

20.00 

14.43 

0.0150 

0.3114 

18.76 

90 

71.24 

20.00 

14.25 

0.0150 

0.0570 

16.56 

90 

73.44 

20.00 

14.69 

0.0150 

0.0822 

16.46 

90 

73.54 

20.00 

14.71 

0.0150 

0.0001 

17.88 

90 

72.12 

20.00 

14.42 

0.0150 

0.1835 

15.67 

90 

74.33 

20.00 

14.87 

0.0150 

0.5579 

18.47 

90 

71.53 

20.00 

14.31 

0.0150 

0.2306 

15.10 

90 

74.90 

20.00 

14.98 

0.0150 

0.3239 

15.04 

90 

74.96 

20.00 

14.99 

0.0150 

0.5468 

17.88 

90 

72.12 

20.00 

14.42 

0.0150 

0.4367 

15.32 

90 

74.68 

20.00 

14.94 

0.0150 

1.4701 

18.07 

90 

71.93 

20.00 

14.39 

0.0150 

0.0450 

17.48 

90 

72.52 

20.00 

14.50 

0.0150 

1.3477 

16.88 

90 

73.12 

20.00 

14.62 

0.0150 

0.3546 

17.76 

90 

72.24 

20.00 

14.45 

0.0150 

0.1541 

17.71 

90 

72.29 

20.00 

14.46 

0.0150 

0.5266 

17.90 

90 

72.10 

20.00 

14.42 

0.0150 

0.4116 

16.11 

90 

73.89 

20.00 

14.78 

0.0150 

0.0030 

17.53 

90 

72.47 

20.00 

14.49 

0.0150 

0.2092 



























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 

Census Code 

Khijooriwas 

0806000400798300 


Zone (Fresh 
/ Saline) 


06001005 


Khohri Kalan 


Khohri Khurd 


Ladiya 


Ladpuri 


Mayapur 


Milakpur Goojar 


Pathredi 


Rundh Indor 


Salarpur 


Seethal 


Shahpur 


Tatarpur 


Thara 


Udaipur 


Adeepur 


Akoli 


Banbeerpur 


Banjhra 


Basai 


Bhalesar 


Bhamraka 


Bibipur 


Bub Ka Hera 


Burera 


Burhi Bawal 


Chhapar 


Daganheri 


Dhamawas 


Dheeriyawas 


Dholi Pahari 


Gelpur 


Gotoli 


Guwalda 


Hasanpur 


Huseengpur 


Jakhopur 


Jhundpuri 


Kamalpur 


Karampur 


Kaririwas 


Karmsiwas 


Khidarpur 


Khohri Kalan 


0806000400802400 


0806000400800400 


0806000400802600 


0806000400801800 


0806000400802500 


0806000400797400 


0806000400800600 


0806000400802100 


0806000400803000 


0806000400797100 


0806000400799800 


0806000400799500 


0806000400799600 


0806000400797200 


0806000400806200 


0806000300785500 


0806000400800000 


0806000400804000 


0806000400805000 


0806000400804100 


0806000400805800 


0806000400800100 


0806000400804500 


0806000400802900 


0806000300786400 


0806000400800200 


0806000400802700 


0806000400803300 


0806000400805300 


0806000400804300 


0806000400805700 


0806000400806300 


0806000400802300 


0806000400805600 


0806000400799900 


0806000400804400 


0806000400804900 


0806000400805200 


0806000400802800 


0806000300785600 


0806000400803400 


0806000400803600 


0806000400806400 


0806000400802400 


5.26 Fresh 


5.02 Fresh 


2.72 Fresh 


1.81 Fresh 


1.82 Fresh 


1.91 Fresh 


4.67 Fresh 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hydrogeological Unit 

Older Alluvium 

Quartzite 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Quartzite 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Quartzite 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

17.80 

90 

72.20 

20.00 

14.44 

0.0150 

0.9780 

17.80 

80 

62.20 

5.00 

3.11 

0.0015 

0.0002 

14.41 

90 

75.59 

20.00 

15.12 

0.0150 

0.7740 

15.15 

90 

74.85 

20.00 

14.97 

0.0150 

0.6114 

19.57 

90 

70.43 

20.00 

14.09 

0.0150 

0.0797 

16.20 

90 

73.80 

20.00 

14.76 

0.0150 

0.0029 

18.44 

90 

71.56 

20.00 

14.31 

0.0150 

0.1152 

18.00 

90 

72.00 

20.00 

14.40 

0.0150 

0.0095 

18.00 

80 

62.00 

5.00 

3.10 

0.0015 

0.0000 

15.70 

90 

74.30 

20.00 

14.86 

0.0150 

0.2594 

16.38 

90 

73.62 

20.00 

14.72 

0.0150 

0.6990 

19.16 

90 

70.84 

20.00 

14.17 

0.0150 

0.0088 

19.16 

90 

70.84 

20.00 

14.17 

0.0150 

0.0644 

17.95 

90 

72.05 

20.00 

14.41 

0.0150 

0.7627 

18.23 

90 

71.77 

20.00 

14.35 

0.0150 

0.0666 

18.23 

90 

71.77 

20.00 

14.35 

0.0150 

0.0547 

17.66 

90 

72.34 

20.00 

14.47 

0.0150 

0.3479 

17.69 

90 

72.31 

20.00 

14.46 

0.0150 

0.3225 

17.72 

90 

72.28 

20.00 

14.46 

0.0150 

0.3179 

14.24 

80 

65.76 

5.00 

3.29 

0.0015 

0.0002 

19.60 

100 

80.40 

20.00 

16.08 

0.0150 

0.0188 

19.60 

100 

80.40 

20.00 

16.08 

0.0150 

0.1641 

18.76 

90 

71.24 

20.00 

14.25 

0.0150 

0.3639 

18.76 

90 

71.24 

20.00 

14.25 

0.0150 

0.0035 

16.46 

90 

73.54 

20.00 

14.71 

0.0150 

0.3042 

21.39 

90 

68.61 

20.00 

13.72 

0.0150 

0.2866 

17.02 

90 

72.98 

20.00 

14.60 

0.0150 

0.6040 

22.40 

90 

67.60 

20.00 

13.52 

0.0150 

0.0082 

17.88 

90 

72.12 

20.00 

14.42 

0.0150 

0.1116 

21.21 

90 

68.79 

20.00 

13.76 

0.0150 

0.6350 

21.20 

90 

68.80 

20.00 

13.76 

0.0150 

0.4199 

19.85 

100 

80.15 

20.00 

16.03 

0.0150 

0.2748 

19.85 

100 

80.15 

20.00 

16.03 

0.0150 

0.0008 

18.47 

90 

71.53 

20.00 

14.31 

0.0150 

0.1551 

20.33 

90 

69.67 

20.00 

13.93 

0.0150 

0.4135 

19.84 

90 

70.16 

20.00 

14.03 

0.0150 

0.1431 

21.02 

90 

68.98 

20.00 

13.80 

0.0150 

0.5555 

18.71 

90 

71.29 

20.00 

14.26 

0.0150 

0.7558 

22.68 

90 

67.32 

20.00 

13.46 

0.0150 

0.0586 

13.59 

90 

76.41 

20.00 

15.28 

0.0150 

0.0107 

15.32 

90 

74.68 

20.00 

14.94 

0.0150 

0.9627 

22.74 

90 

67.26 

20.00 

13.45 

0.0150 

0.0856 

18.07 

90 

71.93 

20.00 

14.39 

0.0150 

0.0917 

18.07 

90 

71.93 

20.00 

14.39 

0.0150 

0.1144 

21.44 

90 

68.56 

20.00 

13.71 

0.0150 

0.6333 

20.72 

90 

69.28 

20.00 

13.86 

0.0150 

0.0904 

20.31 

90 

69.69 

20.00 

13.94 

0.0150 

0.3569 

21.00 

90 

69.00 

20.00 

13.80 

0.0150 

0.2104 

19.82 

100 

80.18 

20.00 

16.04 

0.0150 

0.0011 

19.85 

90 

70.15 

20.00 

14.03 

0.0150 

0.0031 

19.85 

90 

70.15 

20.00 

14.03 

0.0150 

0.1967 

20.28 

90 

69.72 

20.00 

13.94 

0.0150 

0.9685 

20.28 

90 

69.72 

20.00 

13.94 

0.0150 

0.4522 

15.23 

90 

74.77 

20.00 

14.95 

0.0150 

0.0195 

14.41 

90 

75.59 

20.00 

15.12 

0.0150 

0.3228 





















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


06001006 


Village Name 

Census Code 

Khuskara 

0806000400803500 

Ladamka 

0806000400805100 

Ladiya 

0806000400802600 

Lakhnor 

0806000400803800 

Madhoopur 

0806000300786700 

Mahesara 

0806000400803200 

Maseet 

0806000400805500 

Mayapur 

0806000400802500 

Meethiyawas 

0806000400804600 

Milakpur Turk 

0806000400806100 


Zone (Fresh 
/ Saline) 


Mirchooni 


Musari 


Naugawan 


Nibaheri 


Patan Kalan 


Patan Khurd 


Rabadka 


Rundh Indor 


Salarpur 


Shahpur 


Tapookra 


Ubaraka 


Abhanpur 


Adeepur 


Alapur Meo 


Ameer Nagar 


Asleempur 


Baliyawas 


Baman Thedi 


Berawas Kalan 


Berawas Khurd 


Bhamraka 


Bhatkol 


Bhojawas 


Bhoodki 


Bichhala 


Binoliya 


Chawandi 


Chawandi Khurd 


Chowki 


Dabhera 


Daika 


Dalawas 


Doomhera 


Gokulpur 


Gotoli 


Hameeraka 


Heengwahera 


Ibrahimpur @ Virampur 


0806000400804800 


0806000400804700 


0806000400805400 


0806000400803900 


0806000400805900 


0806000400806000 


0806000400803100 


0806000400802100 


0806000400803000 


0806000400799800 


0806000400803700 


0806000400804200 


0806000400807500 


0806000400806200 


0806000400810200 


0806000400808000 


0806000400811900 


0806000400810400 


0806000400808900 


0806000300787200 


0806000300790900 


0806000400805800 


0806000400807600 


0806000400808600 


0806000400811700 


0806000400807100 


0806000400806900 


0806000300789200 


0806000400806700 


0806000300788700 


0806000400806800 


0806000300789400 


0806000300787000 


0806000300790800 


0806000300789000 


0806000400806300 


0806000400809500 


0806000400810600 


0806000400812000 


2.00 Saline 


1.50 Fresh 


1.81 Fresh 


4.76 Fresh 


2.19 Fresh 


3.15 Saline 


3.10 Fresh 


1.91 Fresh 


2.47 Fresh 


10.74 Fresh 


0.81 Fresh 


0.98 Fresh 


0.47 Fresh 


6.14 Fresh 


3.75 Fresh 


2.13 Fresh 


2.70 Fresh 


Saline 


18.01 Fresh 


7.03 Fresh 


4.10 Fresh 


3.06 Fresh 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Quartzite 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Quartzite 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Quartzite 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Quartzite 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

19.71 

90 

70.29 

20.00 

14.06 

0.0150 

0.4220 

21.22 

90 

68.78 

20.00 

13.76 

0.0150 

0.3100 

19.57 

90 

70.43 

20.00 

14.09 

0.0150 

0.3027 

17.07 

90 

72.93 

20.00 

14.59 

0.0150 

1.0374 

20.71 

100 

79.29 

20.00 

15.86 

0.0150 

0.0160 

19.76 

90 

70.24 

20.00 

14.05 

0.0150 

0.6642 

21.69 

90 

68.32 

20.00 

13.66 

0.0150 

0.4435 

18.44 

90 

71.56 

20.00 

14.31 

0.0150 

0.2959 

22.30 

90 

67.70 

20.00 

13.54 

0.0150 

0.5007 

16.19 

90 

73.81 

20.00 

14.76 

0.0150 

1.8644 

16.19 

80 

63.81 

5.00 

3.19 

0.0015 

0.0022 

20.34 

90 

69.66 

20.00 

13.93 

0.0150 

0.1690 

20.55 

90 

69.45 

20.00 

13.89 

0.0150 

0.2040 

21.10 

90 

68.90 

20.00 

13.78 

0.0150 

0.0982 

17.03 

90 

72.97 

20.00 

14.59 

0.0150 

1.3444 

19.94 

90 

70.06 

20.00 

14.01 

0.0150 

0.5609 

17.15 

90 

72.85 

20.00 

14.57 

0.0150 

0.4430 

19.72 

90 

70.28 

20.00 

14.06 

0.0150 

0.0351 

19.72 

90 

70.28 

20.00 

14.06 

0.0150 

0.5291 

16.38 

90 

73.62 

20.00 

14.72 

0.0150 

0.2038 

16.38 

80 

63.62 

5.00 

3.18 

0.0015 

0.0006 

19.16 

90 

70.84 

20.00 

14.17 

0.0150 

0.1276 

19.16 

90 

70.84 

20.00 

14.17 

0.0150 

1.2895 

18.23 

90 

71.77 

20.00 

14.35 

0.0150 

0.0046 

18.23 

90 

71.77 

20.00 

14.35 

0.0150 

0.4469 

21.08 

90 

68.92 

20.00 

13.78 

0.0150 

0.7348 

17.22 

90 

72.78 

20.00 

14.56 

0.0150 

0.3143 

12.16 

90 

77.84 

20.00 

15.57 

0.0150 

0.6916 

14.24 

80 

65.76 

5.00 

3.29 

0.0015 

0.0010 

10.90 

90 

79.10 

20.00 

15.82 

0.0150 

0.9443 

11.77 

90 

78.23 

20.00 

15.65 

0.0150 

0.5621 

22.99 

90 

67.01 

20.00 

13.40 

0.0150 

0.3262 

21.37 

90 

68.63 

20.00 

13.73 

0.0150 

0.5919 

17.33 

90 

72.67 

20.00 

14.53 

0.0150 

0.5884 

18.33 

100 

81.67 

20.00 

16.33 

0.0150 

0.1517 

14.98 

100 

85.02 

20.00 

17.00 

0.0150 

0.3988 

22.40 

90 

67.60 

20.00 

13.52 

0.0150 

0.0071 

11.97 

90 

78.03 

20.00 

15.61 

0.0150 

0.5370 

15.38 

90 

74.62 

20.00 

14.92 

0.0150 

0.6100 

20.87 

90 

69.13 

20.00 

13.83 

0.0150 

0.0228 

16.10 

90 

73.90 

20.00 

14.78 

0.0150 

0.6681 

15.32 

90 

74.68 

20.00 

14.94 

0.0150 

0.5286 

17.56 

100 

82.44 

20.00 

16.49 

0.0150 

0.8313 

19.61 

90 

70.39 

20.00 

14.08 

0.0150 

0.4697 

19.36 

100 

80.64 

20.00 

16.13 

0.0150 

0.2953 

17.44 

90 

72.56 

20.00 

14.51 

0.0150 

0.4152 

18.65 

100 

81.35 

20.00 

16.27 

0.0150 

0.6751 

19.96 

100 

80.04 

20.00 

16.01 

0.0150 

0.2556 

16.07 

100 

83.93 

20.00 

16.79 

0.0150 

0.7787 

14.86 

100 

85.14 

20.00 

17.03 

0.0150 

0.2061 

13.59 

90 

76.41 

20.00 

15.28 

0.0150 

1.5668 

13.59 

80 

66.41 

5.00 

3.32 

0.0015 

0.0018 

11.35 

90 

78.65 

20.00 

15.73 

0.0150 

1.6339 

18.68 

90 

71.32 

20.00 

14.26 

0.0150 

0.5649 

23.01 

90 

66.99 

20.00 

13.40 

0.0150 

0.6142 
































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


06001007 


Village Name 

Census Code 

Ishroda 

0806000400808500 

Jagmal Fieri 

0806000400806500 

Jalalpur 

0806000400810800 

Jamalpur 

0806000300787500 

Jojaka 

0806000400808300 

Joriya 

0806000300789300 

Kharkhara 

0806000400809400 

Khidarpur 

0806000400806400 

Kotkasim 

0806000300789600 

Kutubpur 

0806000300787400 

Ladpur 

0806000300790700 

Luhadera 

0806000400810500 

Majra Peepli 

0806000400808800 

Majri Goojar 

0806000400811000 

Matawas 

0806000400806600 

Meerpur 

0806000300787300 

Menawas 

0806000300788900 

Milakpur Turk 

0806000400806100 


Zone (Fresh 
/ Saline) 


Milakpuri 


Mundana 


Nabi Nagar 


Nanagheri 


Narooki 


Pahar Samlat @ Roondh Roopbas 


Palpur 


Patan Kalan 


Patan Khurd 


Pavti 


Peeplana 


Rabhana 


Rajdhoki 


Rambas Jhonpri 


Roneeja 


Salahera 


Salarpur 


Sarkanpur 


Shekhpur Aheer 


Sherpur 


Silpata 


Siroli Kalan 


Siroli Khurd 


Tajalka 


Teuwas 


Tijara (M) 


Turkwas 


Aheer Basna 


Alipur 


Amoth 


Badsara 


Baghana 


0806000400809200 


0806000400810700 


0806000400808200 


0806000400807200 


0806000300789500 


0806000400809600 


0806000400810300 


0806000400805900 


0806000400806000 


0806000400807400 


0806000400808100 


0806000400807300 


0806000400811800 


0806000400809000 


0806000300791000 


0806000400807000 


0806000400809100 


0806000400808700 


0806000400808400 


0806000300788800 


0806000300787700 


0806000400807700 


0806000400807900 


0806000400809300 


0806000300787100 


0806000440603000 


0806000300789100 


0806000300793800 


0806000200774600 


0806000200777100 


0806000300791300 


0806000300790000 


2.51 Fresh 


5.00 Fresh 


3.38 Fresh 


1.23 Fresh 


0.54 Fresh 


4.06 Fresh 


1.45 Fresh 


1.91 Fresh 


2.71 Fresh 


22.90 Fresh 


1.16 Fresh 


1.79 Fresh 


3.69 Saline 


2.36 Fresh 


Saline 


6.00 Fresh 


Saline 


8.26 Saline 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Quartzite 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Quartzite 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Quartzite 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

15.51 

90 

74.49 

20.00 

14.90 

0.0150 

2.3681 

21.84 

90 

68.16 

20.00 

13.63 

0.0150 

0.1290 

15.73 

90 

74.27 

20.00 

14.85 

0.0150 

0.4560 

18.93 

100 

81.07 

20.00 

16.21 

0.0150 

0.2727 

12.46 

90 

77.54 

20.00 

15.51 

0.0150 

0.3098 

15.19 

100 

84.81 

20.00 

16.96 

0.0150 

1.6712 

12.20 

90 

77.80 

20.00 

15.56 

0.0150 

0.4888 

15.23 

90 

74.77 

20.00 

14.95 

0.0150 

1.5989 

19.27 

100 

80.73 

20.00 

16.15 

0.0150 

0.2482 

17.10 

100 

82.90 

20.00 

16.58 

0.0150 

0.3032 

17.67 

100 

82.33 

20.00 

16.47 

0.0150 

0.1606 

20.42 

90 

69.58 

20.00 

13.92 

0.0150 

0.7558 

17.49 

90 

72.51 

20.00 

14.50 

0.0150 

0.3143 

16.40 

90 

73.60 

20.00 

14.72 

0.0150 

0.0728 

20.91 

90 

69.09 

20.00 

13.82 

0.0150 

0.1814 

17.60 

100 

82.40 

20.00 

16.48 

0.0150 

0.1253 

15.52 

100 

84.48 

20.00 

16.90 

0.0150 

0.2824 

16.19 

90 

73.81 

20.00 

14.76 

0.0150 

0.3503 

16.19 

80 

63.81 

5.00 

3.19 

0.0015 

0.0012 

15.69 

90 

74.31 

20.00 

14.86 

0.0150 

0.5606 

16.20 

90 

73.80 

20.00 

14.76 

0.0150 

1.0653 

12.02 

90 

77.98 

20.00 

15.60 

0.0150 

0.7901 

18.06 

90 

71.94 

20.00 

14.39 

0.0150 

0.2645 

19.41 

100 

80.59 

20.00 

16.12 

0.0150 

0.0029 

10.38 

90 

79.62 

20.00 

15.92 

0.0150 

0.0739 

10.38 

80 

69.62 

5.00 

3.48 

0.0015 

0.0000 

14.96 

90 

75.04 

20.00 

15.01 

0.0150 

1.0670 

19.94 

90 

70.06 

20.00 

14.01 

0.0150 

0.0013 

17.15 

90 

72.85 

20.00 

14.57 

0.0150 

0.0229 

13.88 

90 

76.12 

20.00 

15.22 

0.0150 

0.4340 

11.95 

90 

78.05 

20.00 

15.61 

0.0150 

0.8923 

15.33 

90 

74.67 

20.00 

14.93 

0.0150 

0.4503 

22.81 

90 

67.19 

20.00 

13.44 

0.0150 

0.0062 

15.97 

90 

74.03 

20.00 

14.81 

0.0150 

0.7537 

15.76 

100 

84.24 

20.00 

16.85 

0.0150 

0.1681 

15.19 

90 

74.81 

20.00 

14.96 

0.0150 

0.8170 

13.71 

90 

76.29 

20.00 

15.26 

0.0150 

0.2940 

16.07 

90 

73.93 

20.00 

14.79 

0.0150 

0.2910 

13.24 

90 

76.76 

20.00 

15.35 

0.0150 

0.3747 

16.83 

100 

83.17 

20.00 

16.63 

0.0150 

0.7005 

19.27 

100 

80.73 

20.00 

16.15 

0.0150 

0.0000 

12.31 

90 

77.69 

20.00 

15.54 

0.0150 

1.2176 

12.31 

80 

67.69 

5.00 

3.38 

0.0015 

0.0001 

11.97 

90 

78.03 

20.00 

15.61 

0.0150 

0.3168 

12.39 

90 

77.61 

20.00 

15.52 

0.0150 

0.4451 

19.87 

100 

80.13 

20.00 

16.03 

0.0150 

0.2682 

22.30 

90 

67.70 

20.00 

13.54 

0.0150 

1.4453 

14.80 

100 

85.20 

20.00 

17.04 

0.0150 

0.2970 

17.37 

100 

82.63 

20.00 

16.53 

0.0150 

0.2581 

16.35 

90 

73.65 

20.00 

14.73 

0.0150 

0.2948 

22.19 

90 

67.81 

20.00 

13.56 

0.0150 

0.4784 

22.19 

90 

67.81 

20.00 

13.56 

0.0150 

0.0013 

15.80 

100 

84.20 

20.00 

16.84 

0.0150 

0.9403 

15.80 

100 

84.20 

20.00 

16.84 

0.0150 

0.3248 

17.78 

100 

82.22 

20.00 

16.44 

0.0150 

0.0051 



































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 

Census Code 

Balloowas 

0806000200776900 

Basni 

0806000200774700 


Zone (Fresh 
/ Saline) 


Begampur 


Beraheri 


Bhagolajat 


Bhanot 


Bheekhawas 


Bhojrajka 


Birsangwas 


Chachiyawas 


Chandpur 


Chowki 


Daika 


Darbarpur 


Deengli 


Dhaki 


Dheerdhoka 


Doomhera 


Fatiyabad 


Gandhi Nagar 


Gangapuri 


Garhi 


Gheekaka 


Gola Hera 


Gunsar 


Gurgachka 


Hada Heri 


Heengwahera 


Ikrotiya 


Jagiwara 


Jahanpuri 


Jalaka 


Jalalpur 


Jasai 


Jhamoowas 


Jharjheela 


Jharka 


Jogawad 


Jonal 


Kadaiya 


Kalgaon 


Kani 


Kerwa 


Khanpur Aheer 


Khanpur Aheeran 


0806000300790500 


0806000300794300 


0806000200774800 


0806000200775100 


0806000200775800 


0806000300792000 


0806000200776800 


0806000300791600 


0806000200776700 


0806000300788700 


0806000300789400 


0806000300792100 


0806000200774900 


0806000300791100 


0806000400811200 


0806000300793300 


0806000300790800 


0806000500818000 


0806000200778100 


0806000300790600 


0806000200778000 


0806000300791200 


0806000200775400 


0806000300792600 


0806000300794600 


0806000200777400 


0806000400810600 


0806000300792300 


0806000200775600 


0806000300793000 


0806000300792800 


0806000400810800 


0806000200773600 


0806000500817800 


0806000500818100 


0806000300794900 


0806000200777000 


0806000300793400 


0806000300794200 


0806000400810900 


0806000300793500 


0806000300792700 


0806000200777700 


0806000300791500 


0806000500817600 


0806000300793200 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

24.94 

90 

65.06 

20.00 

13.01 

0.0150 

0.5473 

16.35 

90 

73.65 

20.00 

14.73 

0.0150 

0.2810 

16.35 

90 

73.65 

20.00 

14.73 

0.0150 

0.4093 

18.32 

100 

81.68 

20.00 

16.34 

0.0150 

0.3300 

16.88 

100 

83.12 

20.00 

16.62 

0.0150 

0.0322 

18.46 

90 

71.54 

20.00 

14.31 

0.0150 

0.0758 

22.12 

90 

67.88 

20.00 

13.58 

0.0150 

0.9075 

22.12 

90 

67.88 

20.00 

13.58 

0.0150 

0.0103 

25.11 

90 

64.89 

20.00 

12.98 

0.0150 

0.2576 

14.61 

100 

85.39 

20.00 

17.08 

0.0150 

0.7950 

25.75 

90 

64.25 

20.00 

12.85 

0.0150 

0.2713 

14.71 

100 

85.29 

20.00 

17.06 

0.0150 

0.2178 

14.71 

100 

85.29 

20.00 

17.06 

0.0150 

0.0012 

27.12 

90 

62.88 

20.00 

12.58 

0.0150 

0.7013 

19.36 

100 

80.64 

20.00 

16.13 

0.0150 

0.1022 

18.65 

100 

81.35 

20.00 

16.27 

0.0150 

0.0711 

14.59 

100 

85.41 

20.00 

17.08 

0.0150 

0.3707 

19.70 

90 

70.30 

20.00 

14.06 

0.0150 

0.3872 

14.91 

100 

85.09 

20.00 

17.02 

0.0150 

0.8975 

17.13 

90 

72.87 

20.00 

14.57 

0.0150 

0.0097 

16.07 

100 

83.93 

20.00 

16.79 

0.0150 

1.1169 

16.07 

100 

83.93 

20.00 

16.79 

0.0150 

0.1587 

15.31 

65 

49.69 

20.00 

9.94 

0.0200 

0.1224 

23.63 

90 

66.37 

20.00 

13.27 

0.0150 

0.5313 

16.12 

100 

83.88 

20.00 

16.78 

0.0150 

0.6898 

22.16 

90 

67.84 

20.00 

13.57 

0.0150 

0.1544 

15.08 

100 

84.92 

20.00 

16.98 

0.0150 

1.2255 

24.99 

90 

65.01 

20.00 

13.00 

0.0150 

0.3101 

14.82 

100 

85.18 

20.00 

17.04 

0.0150 

1.3266 

16.73 

100 

83.27 

20.00 

16.65 

0.0150 

0.3803 

16.52 

90 

73.48 

20.00 

14.70 

0.0150 

0.4645 

18.68 

90 

71.32 

20.00 

14.26 

0.0150 

0.0101 

14.01 

100 

85.99 

20.00 

17.20 

0.0150 

0.3016 

25.12 

90 

64.88 

20.00 

12.98 

0.0150 

0.3969 

15.31 

100 

84.69 

20.00 

16.94 

0.0150 

0.1968 

15.31 

100 

84.69 

20.00 

16.94 

0.0150 

0.1696 

14.75 

100 

85.25 

20.00 

17.05 

0.0150 

0.5465 

15.73 

90 

74.27 

20.00 

14.85 

0.0150 

0.2993 

24.89 

90 

65.11 

20.00 

13.02 

0.0150 

0.2084 

13.52 

65 

51.48 

20.00 

10.30 

0.0200 

0.0003 

16.67 

65 

48.33 

20.00 

9.67 

0.0200 

0.0027 

19.17 

100 

80.83 

20.00 

16.17 

0.0150 

0.2094 

22.94 

90 

67.06 

20.00 

13.41 

0.0150 

0.4577 

16.30 

100 

83.70 

20.00 

16.74 

0.0150 

0.9390 

16.42 

100 

83.58 

20.00 

16.72 

0.0150 

0.2460 

15.25 

90 

74.75 

20.00 

14.95 

0.0150 

1.0717 

16.26 

100 

83.74 

20.00 

16.75 

0.0150 

0.8376 

16.26 

100 

83.74 

20.00 

16.75 

0.0150 

0.0068 

14.86 

100 

85.14 

20.00 

17.03 

0.0150 

0.4585 

19.66 

90 

70.34 

20.00 

14.07 

0.0150 

0.7668 

19.66 

90 

70.34 

20.00 

14.07 

0.0150 

0.0250 

15.02 

100 

84.98 

20.00 

17.00 

0.0150 

0.0094 

15.02 

100 

84.98 

20.00 

17.00 

0.0150 

0.4505 

13.55 

65 

51.45 

20.00 

10.29 

0.0200 

0.0010 

15.78 

100 

84.22 

20.00 

16.84 

0.0150 

0.7051 































































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

15.78 

100 

84.22 

20.00 

16.84 

0.0150 

0.1039 

15.85 

100 

84.15 

20.00 

16.83 

0.0150 

0.0027 

15.85 

100 

84.15 

20.00 

16.83 

0.0150 

0.4298 

16.40 

100 

83.60 

20.00 

16.72 

0.0150 

0.7907 

18.02 

100 

81.98 

20.00 

16.40 

0.0150 

0.0001 

19.27 

100 

80.73 

20.00 

16.15 

0.0150 

1.4736 

17.67 

100 

82.33 

20.00 

16.47 

0.0150 

0.8461 

16.43 

100 

83.57 

20.00 

16.71 

0.0150 

0.7759 

16.99 

100 

83.01 

20.00 

16.60 

0.0150 

0.0654 

24.17 

90 

65.83 

20.00 

13.17 

0.0150 

0.1733 

16.40 

90 

73.60 

20.00 

14.72 

0.0150 

0.4170 

21.60 

90 

68.40 

20.00 

13.68 

0.0150 

0.5048 

32.70 

90 

57.30 

20.00 

11.46 

0.0150 

0.2305 

33.07 

90 

56.93 

20.00 

11.39 

0.0150 

0.1955 

17.92 

100 

82.08 

20.00 

16.42 

0.0150 

0.2621 

18.70 

100 

81.30 

20.00 

16.26 

0.0150 

0.0554 

14.91 

100 

85.09 

20.00 

17.02 

0.0150 

0.9190 

14.91 

100 

85.09 

20.00 

17.02 

0.0150 

0.0585 

16.20 

90 

73.80 

20.00 

14.76 

0.0150 

0.0422 

26.45 

90 

63.55 

20.00 

12.71 

0.0150 

1.7084 

29.09 

90 

60.91 

20.00 

12.18 

0.0150 

0.0064 

25.31 

90 

64.69 

20.00 

12.94 

0.0150 

0.3662 

20.46 

90 

69.54 

20.00 

13.91 

0.0150 

0.1475 

20.46 

90 

69.54 

20.00 

13.91 

0.0150 

0.1127 

26.98 

90 

63.02 

20.00 

12.60 

0.0150 

0.3202 

16.34 

100 

83.66 

20.00 

16.73 

0.0150 

1.5698 

25.02 

90 

64.98 

20.00 

13.00 

0.0150 

0.0150 

19.41 

100 

80.59 

20.00 

16.12 

0.0150 

0.1286 

14.69 

100 

85.31 

20.00 

17.06 

0.0150 

0.3781 

13.53 

100 

86.47 

20.00 

17.29 

0.0150 

0.4022 

14.19 

100 

85.81 

20.00 

17.16 

0.0150 

0.9622 

16.33 

100 

83.67 

20.00 

16.73 

0.0150 

0.9229 

34.02 

90 

55.98 

20.00 

11.20 

0.0150 

0.0319 

14.68 

100 

85.32 

20.00 

17.06 

0.0150 

1.7556 

17.68 

90 

72.32 

20.00 

14.46 

0.0150 

0.4595 

17.54 

100 

82.46 

20.00 

16.49 

0.0150 

0.6769 

25.24 

90 

64.76 

20.00 

12.95 

0.0150 

0.3740 

19.19 

100 

80.81 

20.00 

16.16 

0.0150 

0.1114 

15.76 

100 

84.24 

20.00 

16.85 

0.0150 

0.6450 

17.04 

100 

82.96 

20.00 

16.59 

0.0150 

0.0008 

16.53 

90 

73.47 

20.00 

14.69 

0.0150 

0.0135 

14.59 

100 

85.41 

20.00 

17.08 

0.0150 

0.3290 

25.02 

90 

64.98 

20.00 

13.00 

0.0150 

0.4898 

25.08 

90 

64.92 

20.00 

12.98 

0.0150 

0.3357 

17.16 

90 

72.84 

20.00 

14.57 

0.0150 

1.1809 

17.16 

90 

72.84 

20.00 

14.57 

0.0150 

0.0525 

18.41 

90 

71.59 

20.00 

14.32 

0.0150 

0.6735 

18.41 

90 

71.59 

20.00 

14.32 

0.0150 

0.2032 

25.13 

90 

64.87 

20.00 

12.97 

0.0150 

0.0115 

32.58 

90 

57.42 

20.00 

11.48 

0.0150 

0.5187 

20.41 

90 

69.59 

20.00 

13.92 

0.0150 

0.4511 

31.70 

90 

58.30 

20.00 

11.66 

0.0150 

0.3127 

15.63 

100 

84.37 

20.00 

16.87 

0.0150 

0.0040 

15.63 

100 

84.37 

20.00 

16.87 

0.0150 

0.3504 

16.74 

100 

83.26 

20.00 

16.65 

0.0150 

0.3245 































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 


Census Code 



Todarpur 


Udaipur 


Ulaheri 


Aheer Basna 


Ajarka 


Ajmeripura 


Bani Jonaycha 


Bantkhani 


0806000200775300 


0806000400811100 


0806000200778400 


0806000300793800 


0806000200774200 


0806000100767300 


0806000100757800 


0806000100764700 


Zone (Fresh 
/ Saline) 


2.34 Fresh 


1.94 Fresh 


3.95 Fresh 


1.79 Fresh 


3.80 Fresh 


3.14 Fresh 


1.79 Fresh 


2.70 Fresh 


Baori 

0806000100761200 

3.72 

Fresh 

Bapdoli 

0806000200779100 

1.65 

Fresh 

Bardod 

0806000100767000 

19.34 

Fresh 

Beejwad Chauhan 

0806000200772300 

9.77 

Fresh 

Beerod 

0806000200771800 

3.05 

Fresh 

Behror (M) 

0806000140601000 

13.53 

Fresh 

BehrorJat 

0806000200773000 

5.29 

Fresh 

Belni 

0806000100758200 

3.68 

Fresh 


Bhagola Aheer 

0806000200774300 

2.81 

Fresh 

Bhagolajat 

0806000200774800 

4.33 

Fresh 

Bhanot 

0806000200775100 

4.94 

Fresh 

Bheenwada 

0806000200778800 

5.43 

Fresh 

Bhojpuri 

0806000200772600 

3.28 

Fresh 

Bhoongara Aheer 

0806000200776200 

3.21 

Fresh 



Chaubara 

0806000100757900 

7.74 

Fresh 

Chhapur 

0806000200779300 

2.53 

Fresh 

Choodla 

0806000200782200 

4.72 

Fresh 

Dadhiya 

0806000200772100 

2.78 

Fresh 

Dahmi 

0806000100766800 

3.80 

Fresh 


Darbarpur 

0806000200774900 

3.63 

Fresh 

Dhis 

0806000100767400 

5.11 

Fresh 

Dhodhakari 

0806000100758100 

2.83 

Fresh 


Dhokal Nagar 

0806000200779400 

1.18 

Fresh 

Dhoondhariya 

0806000100764100 

4.18 

Fresh 



Fauladpur 

0806000100761100 

3.50 

Fresh 

Gadli 

0806000200772000 

1.69 

Fresh 

Gadoowas 

0806000200772200 

7.31 

Fresh 

Gheelot 

0806000100756800 

16.24 

Fresh 



Hatoondi 

0806000200779700 

4.42 

Fresh 

Hulmana Kalan 

0806000200772400 

2.92 

Fresh 

Hulmana Khurd 

0806000200772500 

1.84 

Fresh 

Isrisinghpura 

0806000100761300 

2.64 

Fresh 

Jagiwara 

0806000200775600 

2.04 

Fresh 

Jaguwas 

0806000100768000 

3.27 

Fresh 


Type of Area 
(Command / Non¬ 
command) 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 


Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Slate 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Slate 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Slate 

Older Al 

uvium 

Slate 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Slate 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Slate 

Older Al 

uvium 

Older Al 

uvium 

Slate 

Older Al 

uvium 

Slate 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Slate 

Older Al 

uvium 

Slate 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

24.65 

90 

65.35 

20.00 

13.07 

0.0150 

0.4583 

15.70 

90 

74.30 

20.00 

14.86 

0.0150 

0.0001 

28.18 

90 

61.82 

20.00 

12.36 

0.0150 

0.7334 

17.37 

100 

82.63 

20.00 

16.53 

0.0150 

0.1862 

22.68 

90 

67.32 

20.00 

13.46 

0.0150 

0.7672 

26.23 

80 

53.77 

20.00 

10.75 

0.0200 

0.5710 

28.93 

100 

71.07 

20.00 

14.21 

0.0150 

0.0202 

52.29 

100 

47.71 

20.00 

9.54 

0.0150 

0.3321 

52.29 

100 

47.71 

5.00 

2.39 

0.0015 

0.0014 

30.00 

100 

70.00 

20.00 

14.00 

0.0150 

0.7822 

26.56 

90 

63.44 

20.00 

12.69 

0.0150 

0.3143 

36.46 

80 

43.54 

20.00 

8.71 

0.0200 

3.3265 

26.17 

90 

63.83 

20.00 

12.77 

0.0150 

1.8529 

29.07 

90 

60.93 

20.00 

12.19 

0.0150 

0.4419 

59.61 

80 

20.39 

20.00 

4.08 

0.0200 

0.2173 

25.99 

90 

64.01 

20.00 

12.80 

0.0150 

1.0151 

37.47 

100 

62.53 

20.00 

12.51 

0.0150 

0.2587 

37.47 

100 

62.53 

5.00 

3.13 

0.0015 

0.0081 

21.03 

90 

68.97 

20.00 

13.79 

0.0150 

0.5808 

18.46 

90 

71.54 

20.00 

14.31 

0.0150 

0.8272 

22.12 

90 

67.88 

20.00 

13.58 

0.0150 

0.0876 

31.71 

90 

58.29 

20.00 

11.66 

0.0150 

0.0304 

27.17 

90 

62.83 

20.00 

12.57 

0.0150 

0.6175 

26.81 

90 

63.19 

20.00 

12.64 

0.0150 

0.5579 

26.81 

100 

73.19 

5.00 

3.66 

0.0015 

0.0014 

25.94 

90 

64.06 

20.00 

12.81 

0.0150 

1.0351 

25.94 

100 

74.06 

5.00 

3.70 

0.0015 

0.0004 

29.09 

100 

70.91 

20.00 

14.18 

0.0150 

1.1803 

22.68 

90 

67.32 

20.00 

13.46 

0.0150 

0.5120 

31.45 

90 

58.55 

20.00 

11.71 

0.0150 

0.0000 

27.27 

90 

62.73 

20.00 

12.55 

0.0150 

0.0000 

54.95 

80 

25.05 

20.00 

5.01 

0.0200 

0.3291 

54.95 

100 

45.05 

5.00 

2.25 

0.0015 

0.0004 

19.70 

90 

70.30 

20.00 

14.06 

0.0150 

0.3792 

27.24 

80 

52.76 

20.00 

10.55 

0.0200 

0.7278 

35.32 

100 

64.68 

20.00 

12.94 

0.0150 

0.0317 

35.32 

100 

64.68 

5.00 

3.23 

0.0015 

0.0083 

21.75 

90 

68.25 

20.00 

13.65 

0.0150 

0.2409 

50.17 

80 

29.83 

20.00 

5.97 

0.0200 

0.0033 

50.17 

100 

49.83 

5.00 

2.49 

0.0015 

0.0001 

55.90 

80 

24.10 

20.00 

4.82 

0.0200 

0.0210 

55.90 

100 

44.10 

5.00 

2.20 

0.0015 

0.0071 

30.90 

100 

69.10 

20.00 

13.82 

0.0150 

0.7263 

28.32 

90 

61.68 

20.00 

12.34 

0.0150 

0.0151 

25.98 

90 

64.02 

20.00 

12.80 

0.0150 

1.2362 

43.22 

100 

56.78 

20.00 

11.36 

0.0150 

0.0003 

43.22 

100 

56.78 

5.00 

2.84 

0.0015 

0.0003 

55.21 

80 

24.79 

20.00 

4.96 

0.0200 

0.2310 

55.21 

100 

44.79 

5.00 

2.24 

0.0015 

0.0064 

26.90 

90 

63.10 

20.00 

12.62 

0.0150 

0.2741 

26.91 

90 

63.09 

20.00 

12.62 

0.0150 

0.5523 

27.37 

90 

62.63 

20.00 

12.53 

0.0150 

0.3451 

31.44 

100 

68.56 

20.00 

13.71 

0.0150 

0.5292 

25.12 

90 

64.88 

20.00 

12.98 

0.0150 

0.0008 

38.05 

80 

41.95 

20.00 

8.39 

0.0200 

0.1016 













































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 

Census Code 

Jalalpur 

0806000100767500 

Jalwas 

0806000200772800 

Janaksinghpura 

0806000100761000 

Jasai 

0806000200773600 

Jeevan Singhpura 

0806000200782300 

Jhajharpur 

0806000200779800 

Jonaycha Kalan 

0806000100757500 

Kalipahari 

0806000100761400 

Kalooka 

0806000200778900 

Kalyanpura 

0806000100768100 

Kankar Dopa 

0806000100768200 

Kami Kot 

0806000200776100 

Karoda 

0806000100767200 

Keeratsinghpura 

0806000100764600 


Zone (Fresh 
/ Saline) 


Kokawas 


Kolila Joga 


Kolila Rawad 


Kolila Sanga 


Madhosinghpura 


Magha Ka Majra 


Majra 


Majrakath 


Majri Bhanda 


Majri Khola 


Manethi 


Mirzapur 


Molawas 


Mundanwara Kalan 


Mundanwara Khurd 


Naghori 


Nalpur 


Nangal Siya 


Nangal Udiya 


Nangla Rudh 


Neemrana 


Padmara Kalan 


Padmara Khurd 


Palawa 


Riwali 


Sanchod 


Sanoli 


Sansedi 


Sarai Kalan 


Seel Gaon 


0806000200776300 


0806000200779600 


0806000100764400 


0806000100764500 


0806000100764300 


0806000100760900 


0806000300793700 


0806000200775200 


0806000100761500 


0806000200776000 


0806000200779200 


0806000200772700 


0806000200771700 


0806000200772900 


0806000200773300 


0806000200773400 


0806000100758600 


0806000100767100 


0806000200774100 


0806000200773700 


0806000100766900 


0806000100758300 


0806000200776400 


0806000200779000 


0806000200771900 


0806000100765000 


0806000200774500 


0806000200773100 


0806000100757600 


0806000200773800 


0806000200774400 


7.00 Fresh 


1.52 Fresh 


4.96 Fresh 


4.51 Fresh 


3.42 Fresh 


3.31 Fresh 


3.23 Fresh 


2.57 Fresh 


6.79 Fresh 


3.85 Fresh 


2.46 Fresh 


2.98 Fresh 


3.90 Fresh 


2.24 Fresh 


3.08 Fresh 


1.96 Fresh 


3.72 Fresh 


5.24 Fresh 


0.86 Fresh 


6.04 Fresh 


6.53 Fresh 


7.81 Fresh 


5.16 Fresh 


2.57 Fresh 


5.74 Fresh 


4.90 Fresh 


7.95 Fresh 


3.22 Fresh 


2.34 Fresh 


3.82 Fresh 


12.19 Fresh 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Slate 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Slate 

Older Al 

uvium 

Slate 

Older Al 

uvium 

Older Al 

uvium 

Slate 

Older Al 

uvium 

Slate 

Older Al 

uvium 

Slate 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Slate 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Slate 

Older Al 

uvium 

Slate 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Slate 

Older Al 

uvium 

Slate 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

34.75 

80 

45.25 

20.00 

9.05 

0.0200 

0.0054 

27.21 

90 

62.79 

20.00 

12.56 

0.0150 

0.3854 

39.08 

100 

60.92 

20.00 

12.18 

0.0150 

0.4322 

24.89 

90 

65.11 

20.00 

13.02 

0.0150 

0.2072 

23.79 

90 

66.21 

20.00 

13.24 

0.0150 

0.3101 

23.93 

90 

66.07 

20.00 

13.21 

0.0150 

0.3876 

34.26 

100 

65.74 

5.00 

3.29 

0.0015 

0.0024 

39.75 

100 

60.25 

20.00 

12.05 

0.0150 

0.2651 

29.30 

90 

60.70 

20.00 

12.14 

0.0150 

0.0597 

40.92 

80 

39.09 

20.00 

7.82 

0.0200 

0.3727 

49.94 

80 

30.06 

20.00 

6.01 

0.0200 

0.3389 

26.74 

90 

63.26 

20.00 

12.65 

0.0150 

0.7599 

23.22 

80 

56.78 

20.00 

11.36 

0.0200 

1.3620 

35.49 

80 

44.51 

20.00 

8.90 

0.0200 

0.1675 

35.49 

100 

64.51 

5.00 

3.23 

0.0015 

0.0071 

28.42 

90 

61.58 

20.00 

12.32 

0.0150 

1.1318 

28.42 

100 

71.58 

5.00 

3.58 

0.0015 

0.0040 

20.55 

90 

69.45 

20.00 

13.89 

0.0150 

0.3160 

36.56 

100 

63.44 

20.00 

12.69 

0.0150 

0.6743 

36.56 

100 

63.44 

5.00 

3.17 

0.0015 

0.0053 

44.10 

100 

55.90 

20.00 

11.18 

0.0150 

0.4579 

44.10 

100 

55.90 

5.00 

2.80 

0.0015 

0.0062 

48.96 

100 

51.04 

20.00 

10.21 

0.0150 

0.1033 

48.96 

100 

51.04 

5.00 

2.55 

0.0015 

0.0067 

41.58 

100 

58.42 

20.00 

11.68 

0.0150 

0.0450 

16.99 

100 

83.01 

20.00 

16.60 

0.0150 

0.4743 

24.17 

90 

65.83 

20.00 

13.17 

0.0150 

0.3336 

37.03 

100 

62.97 

20.00 

12.59 

0.0150 

0.6567 

37.03 

100 

62.97 

5.00 

3.15 

0.0015 

0.0029 

25.81 

90 

64.19 

20.00 

12.84 

0.0150 

0.0127 

24.82 

90 

65.18 

20.00 

13.04 

0.0150 

0.4804 

27.56 

90 

62.44 

20.00 

12.49 

0.0150 

0.5585 

29.19 

90 

60.81 

20.00 

12.16 

0.0150 

0.5694 

26.38 

90 

63.62 

20.00 

12.72 

0.0150 

0.4277 

25.75 

90 

64.25 

20.00 

12.85 

0.0150 

0.5939 

25.90 

90 

64.10 

20.00 

12.82 

0.0150 

0.3586 

42.36 

100 

57.64 

20.00 

11.53 

0.0150 

0.0081 

42.36 

100 

57.64 

5.00 

2.88 

0.0015 

0.0006 

29.00 

80 

51.00 

20.00 

10.20 

0.0200 

0.9840 

29.00 

100 

71.00 

5.00 

3.55 

0.0015 

0.0018 

24.79 

90 

65.21 

20.00 

13.04 

0.0150 

0.1673 

25.02 

90 

64.98 

20.00 

13.00 

0.0150 

0.9792 

50.37 

80 

29.63 

20.00 

5.93 

0.0200 

0.7677 

50.37 

100 

49.63 

5.00 

2.48 

0.0015 

0.0002 

41.43 

100 

58.57 

20.00 

11.71 

0.0150 

0.1140 

41.43 

100 

58.57 

5.00 

2.93 

0.0015 

0.0035 

26.68 

90 

63.32 

20.00 

12.66 

0.0150 

0.9375 

25.00 

90 

65.00 

20.00 

13.00 

0.0150 

0.4968 

28.88 

90 

61.12 

20.00 

12.22 

0.0150 

0.4755 

51.03 

80 

28.97 

20.00 

5.79 

0.0200 

0.0095 

16.53 

90 

73.47 

20.00 

14.69 

0.0150 

0.0172 

25.96 

90 

64.04 

20.00 

12.81 

0.0150 

0.6181 

30.29 

100 

69.71 

20.00 

13.94 

0.0150 

0.0207 

25.02 

90 

64.98 

20.00 

13.00 

0.0150 

0.2546 

17.58 

90 

72.42 

20.00 

14.48 

0.0150 

1.7923 












































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 


Census Code 



Shahjadpur 


Shahjahanpur 


Sirod Kalan 


Sirod Khurd 


Sodawas 


Sundarwari 


Talwar 


Adeepur 


Alapur Meo 


Ameer Nagar 


Arandka 


0806000200773500 


0806000100758000 


0806000200774000 


0806000200773900 


0806000200779500 


0806000200775000 


0806000100767900 


0806000400806200 


0806000400810200 


0806000400808000 


0806000400812200 



Asleempur 


Baghor 


0806000400811900 


0806000400816000 


Baloj 


Bandra 


Bhojrajka 


Bhoodki 


Daika 


Damdama 


Dhaki 


Dhakpuri 



Hameeraka 


Hasanpur Mafi 


Heengwahera 


Husaipur 


Ibrahimpur Mafi 


Ikrotiya 


Kalgaon 



Mainaki 


Majri Goojar 


Maliyar Gurjar 


0806000400812500 


0806000400811300 


0806000300792000 


0806000400811700 


0806000400812800 


0806000400809700 


0806000400811200 


0806000400809800 


0806000400813100 


0806000400806300 


0806000400809500 


0806000400813200 


0806000400810600 


0806000400813000 


0806000400813600 


0806000300792300 


0806000400810900 


0806000300792200 


0806000400809900 


0806000400812900 


0806000400812600 


0806000400811500 


0806000400811000 


0806000400815900 


Maliyar Jatt 


Milakpur Turk 


Muradwas 


Nangal 



Palasali 


0806000400813300 


0806000400806100 


0806000400812100 


0806000400810000 


0806000400816100 


0806000400809600 


0806000400812700 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 


Hydrogeological Unit 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

24.97 

90 

65.03 

20.00 

13.01 

0.0150 

0.0945 

30.14 

100 

69.86 

20.00 

13.97 

0.0150 

1.2819 

24.88 

90 

65.12 

20.00 

13.02 

0.0150 

0.3353 

25.13 

90 

64.87 

20.00 

12.97 

0.0150 

0.4272 

21.40 

90 

68.60 

20.00 

13.72 

0.0150 

0.6801 

20.41 

90 

69.59 

20.00 

13.92 

0.0150 

0.0329 

40.15 

80 

39.85 

20.00 

7.97 

0.0200 

0.0001 

14.24 

80 

65.76 

5.00 

3.29 

0.0015 

0.0237 

10.90 

90 

79.10 

20.00 

15.82 

0.0150 

0.0732 

11.77 

90 

78.23 

20.00 

15.65 

0.0150 

0.0001 

10.18 

90 

79.82 

20.00 

15.96 

0.0150 

0.2518 

10.18 

80 

69.82 

5.00 

3.49 

0.0015 

0.0026 

22.99 

90 

67.01 

20.00 

13.40 

0.0150 

0.1969 

16.49 

90 

73.51 

20.00 

14.70 

0.0150 

0.9371 

16.49 

80 

63.51 

5.00 

3.18 

0.0015 

0.0094 

14.48 

80 

65.52 

5.00 

3.28 

0.0015 

0.0113 

16.83 

90 

73.17 

20.00 

14.63 

0.0150 

0.3829 

14.61 

100 

85.39 

20.00 

17.08 

0.0150 

0.3025 

20.87 

90 

69.13 

20.00 

13.83 

0.0150 

0.1660 

15.65 

90 

74.35 

20.00 

14.87 

0.0150 

0.2383 

10.47 

80 

69.53 

5.00 

3.48 

0.0015 

0.0224 

17.13 

90 

72.87 

20.00 

14.57 

0.0150 

0.3388 

10.15 

90 

79.85 

20.00 

15.97 

0.0150 

0.0038 

10.15 

80 

69.85 

5.00 

3.49 

0.0015 

0.0102 

23.08 

90 

66.92 

20.00 

13.38 

0.0150 

0.2527 

13.59 

90 

76.41 

20.00 

15.28 

0.0150 

0.0000 

13.59 

80 

66.41 

5.00 

3.32 

0.0015 

0.0015 

11.35 

90 

78.65 

20.00 

15.73 

0.0150 

0.0000 

20.97 

90 

69.03 

20.00 

13.81 

0.0150 

0.5978 

18.68 

90 

71.32 

20.00 

14.26 

0.0150 

0.3027 

19.02 

90 

70.98 

20.00 

14.20 

0.0150 

0.5192 

23.95 

90 

66.05 

20.00 

13.21 

0.0150 

0.0604 

14.01 

100 

85.99 

20.00 

17.20 

0.0150 

0.0005 

15.25 

90 

74.75 

20.00 

14.95 

0.0150 

0.1870 

14.43 

100 

85.57 

20.00 

17.11 

0.0150 

0.4900 

14.43 

80 

65.57 

5.00 

3.28 

0.0015 

0.0002 

10.02 

90 

79.98 

20.00 

16.00 

0.0150 

0.0721 

10.02 

80 

69.98 

5.00 

3.50 

0.0015 

0.0046 

20.79 

90 

69.21 

20.00 

13.84 

0.0150 

0.2660 

15.63 

90 

74.37 

20.00 

14.87 

0.0150 

0.1416 

15.63 

80 

64.37 

5.00 

3.22 

0.0015 

0.0169 

23.13 

90 

66.87 

20.00 

13.37 

0.0150 

0.5378 

16.40 

90 

73.60 

20.00 

14.72 

0.0150 

0.0238 

16.81 

90 

73.19 

20.00 

14.64 

0.0150 

0.3816 

16.81 

80 

63.19 

5.00 

3.16 

0.0015 

0.0021 

21.14 

90 

68.86 

20.00 

13.77 

0.0150 

0.0710 

16.19 

80 

63.81 

5.00 

3.19 

0.0015 

0.0000 

12.74 

90 

77.26 

20.00 

15.45 

0.0150 

0.5015 

10.00 

90 

80.00 

20.00 

16.00 

0.0150 

0.0833 

10.00 

80 

70.00 

5.00 

3.50 

0.0015 

0.0002 

16.43 

90 

73.57 

20.00 

14.71 

0.0150 

0.0105 

16.43 

80 

63.57 

5.00 

3.18 

0.0015 

0.0020 

10.38 

90 

79.62 

20.00 

15.92 

0.0150 

0.4793 

10.38 

80 

69.62 

5.00 

3.48 

0.0015 

0.0087 

16.48 

90 

73.52 

20.00 

14.70 

0.0150 

0.6489 







































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone (Fresh 
/ Saline) 



Type of Area 

(Command / Non- Hydrogeological Unit 
command) 


06001010 


Phullabas 


Rai Khera 


Raipur 


Rajdhoki 


Roopbas 


Rundh Indor 


Sarhheta 


Shadipur 


Shahbad 


Shahmat Nagar 


Siroli Kalan 


Tijara (M) 


Tohra 


Udaipur 


Alamdeeka 


Alawalpur 


Bagheri Kalan 


Bagheri Khurd 


Bagthala 


Bajhot 


Bambora 


Bandra 


Bas Kripalnagar 


Basai Beerthal 


Basai Kalan 


Beraheri 


Bhadook 


Bhatkol 


Bhindoosi 


Bhojrajka 


Bolni 


Chamroda 


Cheet Ghana 


Chhatarpur 


Dadarhera 


Dayalpur 


Deota 


Fatiyabad 


Gahankhar 


0806000400816400 


0806000400814200 


0806000400815700 


0806000400811800 


0806000400810100 


0806000400802100 


0806000400812300 


0806000400807800 


0806000400811400 


0806000400814100 


0806000400807700 


0806000440603000 


0806000400811600 


0806000400811100 


0806000500818700 


0806000400814700 


0806000500818600 


0806000300794400 


0806000500819100 


0806000500827900 


0806000500823400 


0806000400811300 


0806000500822500 


0806000500818300 


0806000500820700 


0806000300794300 


0806000500826400 


0806000500821300 


0806000400815100 


0806000300792000 


0806000500819300 


0806000500819200 


0806000500823500 


0806000500823000 


0806000500827000 


0806000500822300 


0806000500822200 


0806000500818000 


0806000400814500 


3.75 Fresh 


2.36 Fresh 


1.54 Fresh 


1.00 Fresh 


2.96 Fresh 



18.01 Fresh 


5.82 Fresh 


3.54 Fresh 


6.23 Fresh 


1.83 Fresh 


5.92 Fresh 



22.90 Fresh 


0.57 Fresh 


1.94 Fresh 


3.82 Fresh 


0.99 Fresh 


3.77 Fresh 


5.23 Fresh 



2.35 Fresh 


4.77 Fresh 


7.56 Fresh 


2.16 Fresh 


5.67 Fresh 


3.19 Fresh 


1.86 Fresh 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Quartzite 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

16.48 

80 

63.52 

5.00 

3.18 

0.0015 

0.0008 

17.99 

80 

62.01 

5.00 

3.10 

0.0015 

0.0001 

16.99 

90 

73.01 

20.00 

14.60 

0.0150 

0.0132 

18.68 

90 

71.32 

20.00 

14.26 

0.0150 

0.0087 

18.68 

80 

61.32 

5.00 

3.07 

0.0015 

0.0001 

22.81 

90 

67.19 

20.00 

13.44 

0.0150 

0.1944 

10.10 

90 

79.90 

20.00 

15.98 

0.0150 

0.5819 

10.10 

80 

69.90 

5.00 

3.49 

0.0015 

0.0028 

16.42 

90 

73.58 

20.00 

14.72 

0.0150 

0.2619 

16.42 

80 

63.58 

5.00 

3.18 

0.0015 

0.0046 

16.38 

80 

63.62 

5.00 

3.18 

0.0015 

0.0035 

12.23 

90 

77.77 

20.00 

15.55 

0.0150 

0.5113 

12.23 

80 

67.77 

5.00 

3.39 

0.0015 

0.0175 

12.21 

80 

67.79 

5.00 

3.39 

0.0015 

0.0171 

20.82 

90 

69.18 

20.00 

13.84 

0.0150 

0.5487 

19.43 

90 

70.57 

20.00 

14.11 

0.0150 

0.0297 

12.31 

90 

77.69 

20.00 

15.54 

0.0150 

0.0505 

12.31 

80 

67.69 

5.00 

3.38 

0.0015 

0.0018 

11.97 

90 

78.03 

20.00 

15.61 

0.0150 

0.0168 

11.97 

80 

68.03 

5.00 

3.40 

0.0015 

0.0001 

22.30 

90 

67.70 

20.00 

13.54 

0.0150 

2.5129 

21.58 

90 

68.42 

20.00 

13.68 

0.0150 

0.1176 

15.70 

90 

74.30 

20.00 

14.86 

0.0150 

0.4124 

19.58 

65 

45.42 

20.00 

9.08 

0.0200 

0.6933 

13.61 

90 

76.39 

20.00 

15.28 

0.0150 

0.2249 

13.61 

80 

66.39 

5.00 

3.32 

0.0015 

0.0001 

17.12 

65 

47.88 

20.00 

9.58 

0.0200 

0.7202 

16.96 

100 

83.04 

20.00 

16.61 

0.0150 

0.4751 

16.96 

80 

63.04 

5.00 

3.15 

0.0015 

0.0004 

30.98 

65 

34.02 

20.00 

6.80 

0.0200 

0.0610 

30.98 

80 

49.02 

5.00 

2.45 

0.0015 

0.0114 

23.94 

65 

41.06 

20.00 

8.21 

0.0200 

0.3853 

37.24 

80 

42.76 

5.00 

2.14 

0.0015 

0.0004 

31.27 

65 

33.73 

20.00 

6.75 

0.0200 

0.9158 

31.27 

80 

48.73 

5.00 

2.44 

0.0015 

0.0016 

16.83 

90 

73.17 

20.00 

14.63 

0.0150 

0.0923 

31.22 

65 

33.78 

20.00 

6.76 

0.0200 

0.6051 

31.22 

80 

48.78 

5.00 

2.44 

0.0015 

0.0044 

14.72 

65 

50.28 

20.00 

10.06 

0.0200 

0.6424 

28.27 

65 

36.73 

20.00 

7.35 

0.0200 

0.2621 

28.27 

80 

51.73 

5.00 

2.59 

0.0015 

0.0003 

16.88 

100 

83.12 

20.00 

16.62 

0.0150 

0.3662 

30.72 

80 

49.28 

5.00 

2.46 

0.0015 

0.0031 

26.92 

65 

38.08 

20.00 

7.62 

0.0200 

0.0007 

21.26 

90 

68.74 

20.00 

13.75 

0.0150 

0.0052 

14.61 

100 

85.39 

20.00 

17.08 

0.0150 

0.0842 

21.53 

65 

43.47 

20.00 

8.69 

0.0200 

0.0174 

21.77 

65 

43.23 

20.00 

8.65 

0.0200 

0.4573 

30.91 

65 

34.09 

20.00 

6.82 

0.0200 

0.0059 

30.88 

65 

34.12 

20.00 

6.82 

0.0200 

0.1781 

30.04 

65 

34.96 

20.00 

6.99 

0.0200 

0.1169 

31.11 

65 

33.89 

20.00 

6.78 

0.0200 

0.2398 

31.10 

65 

33.90 

20.00 

6.78 

0.0200 

0.5451 

15.31 

65 

49.69 

20.00 

9.94 

0.0200 

0.5044 

17.26 

90 

72.74 

20.00 

14.55 

0.0150 

0.4729 
































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

17.26 

80 

62.74 

5.00 

3.14 

0.0015 

0.0090 

31.57 

65 

33.43 

20.00 

6.69 

0.0200 

0.1992 

23.19 

100 

76.81 

20.00 

15.36 

0.0150 

0.0793 

23.19 

80 

56.81 

5.00 

2.84 

0.0015 

0.0000 

15.64 

65 

49.36 

20.00 

9.87 

0.0200 

0.5229 

25.68 

65 

39.32 

20.00 

7.86 

0.0200 

0.2262 

21.55 

90 

68.46 

20.00 

13.69 

0.0150 

0.8051 

21.55 

80 

58.46 

5.00 

2.92 

0.0015 

0.0029 

16.73 

100 

83.27 

20.00 

16.65 

0.0150 

0.0263 

14.01 

100 

85.99 

20.00 

17.20 

0.0150 

0.1652 

28.51 

65 

36.49 

20.00 

7.30 

0.0200 

0.0882 

28.51 

80 

51.49 

5.00 

2.57 

0.0015 

0.0011 

30.84 

65 

34.16 

20.00 

6.83 

0.0200 

0.1271 

30.84 

80 

49.16 

5.00 

2.46 

0.0015 

0.0138 

29.04 

65 

35.96 

20.00 

7.19 

0.0200 

0.0041 

20.93 

100 

79.07 

20.00 

15.81 

0.0150 

0.4089 

30.86 

65 

34.14 

20.00 

6.83 

0.0200 

0.3833 

13.52 

65 

51.48 

20.00 

10.30 

0.0200 

0.5002 

16.67 

65 

48.33 

20.00 

9.67 

0.0200 

0.4531 

31.00 

65 

34.00 

20.00 

6.80 

0.0200 

0.3659 

31.00 

80 

49.00 

5.00 

2.45 

0.0015 

0.0003 

18.08 

100 

81.92 

20.00 

16.38 

0.0150 

0.1030 

18.83 

90 

71.17 

20.00 

14.23 

0.0150 

0.3724 

18.83 

80 

61.17 

5.00 

3.06 

0.0015 

0.0043 

30.47 

65 

34.53 

20.00 

6.91 

0.0200 

0.6976 

14.43 

100 

85.57 

20.00 

17.11 

0.0150 

0.4439 

14.43 

80 

65.57 

5.00 

3.28 

0.0015 

0.0126 

16.84 

65 

48.16 

20.00 

9.63 

0.0200 

0.5397 

29.22 

65 

35.78 

20.00 

7.16 

0.0200 

0.5273 

29.22 

80 

50.78 

5.00 

2.54 

0.0015 

0.0003 

13.55 

65 

51.45 

20.00 

10.29 

0.0200 

0.4043 

13.55 

80 

66.45 

5.00 

3.32 

0.0015 

0.0016 

30.25 

65 

34.75 

20.00 

6.95 

0.0200 

0.1413 

28.87 

65 

36.13 

20.00 

7.23 

0.0200 

0.0328 

28.87 

80 

51.13 

5.00 

2.56 

0.0015 

0.0019 

24.90 

100 

75.10 

20.00 

15.02 

0.0150 

0.3969 

31.35 

65 

33.65 

20.00 

6.73 

0.0200 

0.3932 

30.85 

65 

34.15 

20.00 

6.83 

0.0200 

0.0638 

30.85 

80 

49.15 

5.00 

2.46 

0.0015 

0.0019 

23.44 

65 

41.56 

20.00 

8.31 

0.0200 

0.0117 

27.07 

65 

37.93 

20.00 

7.59 

0.0200 

0.1399 

29.35 

100 

70.65 

20.00 

14.13 

0.0150 

0.1977 

17.20 

65 

47.80 

20.00 

9.56 

0.0200 

0.7696 

29.09 

65 

35.91 

20.00 

7.18 

0.0200 

0.1704 

20.99 

90 

69.01 

20.00 

13.80 

0.0150 

0.0391 

28.07 

65 

36.93 

20.00 

7.39 

0.0200 

0.9659 

15.21 

90 

74.79 

20.00 

14.96 

0.0150 

0.3091 

15.21 

80 

64.79 

5.00 

3.24 

0.0015 

0.0142 

25.27 

65 

39.73 

20.00 

7.95 

0.0200 

0.3747 

14.78 

90 

75.22 

20.00 

15.04 

0.0150 

0.1026 

14.78 

80 

65.22 

5.00 

3.26 

0.0015 

0.0117 

30.16 

65 

34.84 

20.00 

6.97 

0.0200 

0.0149 

24.04 

65 

40.96 

20.00 

8.19 

0.0200 

0.4444 

29.83 

65 

35.17 

20.00 

7.03 

0.0200 

0.2426 

29.83 

80 

50.17 

5.00 

2.51 

0.0015 

0.0007 






















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



06001011 


Nangla Doongar 


Nangli Mewan 


Nangli Pathan 


Naurangabad 


Naya Gaon 



Odra 


Pahar Samlat 


Paharwas 


Palpur 


Patan Aheer 


Poondraka 


Rai Khera 


Raipur Mewan 


Ram Nagar 


Ramnagar 


Ranoli 


Rundh Ismailpur 


Rundh Jhamoowas 


Sadhooka 


Sahoowas 


Santhalka 


Seokhera 


Shahbad 


Shahjadpur 


Shahmat Nagar 


Shahpur 


Tahnoli 


Tanka Heri 


Tarwala 


Teehli 


Tehatra 


Tohri 


Udaipur 


Agwani 


Azizpur 


Badli 


Bagheri Kalan 


Bagheri Khurd 


Bajhot 


Ballabhgram 


Bari 


Census Code 


0806000500827100 


0806000500820400 


0806000500819700 


0806000400813900 


0806000500817700 



0806000500821200 


0806000500826300 


0806000300792400 


0806000300792500 


0806000300794100 


0806000500818900 


0806000400814200 


0806000500822800 


0806000500826500 


0806000500826200 


0806000500817900 


0806000300795600 


0806000500820000 


0806000500820200 


0806000500820100 


0806000400811400 


0806000300795500 


0806000400814100 


0806000300795800 


0806000500823200 


0806000500822400 


0806000500820900 


0806000400814300 


0806000500826800 


0806000500820300 


0806000400811100 


0806000200784000 


0806000200784700 


0806000200783500 


0806000500818600 


0806000300794400 


0806000500827900 


0806000500827300 


0806000200784200 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 




3.75 Fresh 


3.46 Fresh 


3.68 Fresh 


2.15 Fresh 


4.80 Fresh 


3.90 Fresh 


1.59 Fresh 


2.36 Fresh 


1.99 Fresh 


0.99 Fresh 


19.30 Fresh 



2.41 Fresh 


2.13 Fresh 


1.99 Fresh 


1.94 Fresh 


3.19 Fresh 


3.03 Fresh 


4.21 Fresh 


3.77 Fresh 


5.23 Fresh 


4.77 Fresh 


4.08 Fresh 


3.80 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

30.08 

65 

34.92 

20.00 

6.98 

0.0200 

0.0451 

20.42 

65 

44.58 

20.00 

8.92 

0.0200 

0.1815 

21.84 

65 

43.16 

20.00 

8.63 

0.0200 

0.0108 

21.06 

90 

68.94 

20.00 

13.79 

0.0150 

0.0493 

13.75 

65 

51.25 

20.00 

10.25 

0.0200 

0.0464 

13.75 

80 

66.25 

5.00 

3.31 

0.0015 

0.0083 

29.89 

65 

35.11 

20.00 

7.02 

0.0200 

0.1523 

29.89 

80 

50.11 

5.00 

2.51 

0.0015 

0.0100 

30.84 

65 

34.16 

20.00 

6.83 

0.0200 

0.4648 

30.86 

65 

34.14 

20.00 

6.83 

0.0200 

0.1717 

30.86 

80 

49.14 

5.00 

2.46 

0.0015 

0.0061 

13.53 

100 

86.47 

20.00 

17.29 

0.0150 

0.1565 

14.19 

100 

85.81 

20.00 

17.16 

0.0150 

0.2211 

16.33 

100 

83.67 

20.00 

16.73 

0.0150 

0.0559 

25.36 

65 

39.64 

20.00 

7.93 

0.0200 

0.2529 

16.99 

90 

73.01 

20.00 

14.60 

0.0150 

0.4786 

16.99 

80 

63.01 

5.00 

3.15 

0.0015 

0.0005 

30.18 

65 

34.82 

20.00 

6.96 

0.0200 

0.0659 

30.18 

80 

49.82 

5.00 

2.49 

0.0015 

0.0057 

18.93 

90 

71.07 

20.00 

14.21 

0.0150 

0.3934 

18.93 

80 

61.07 

5.00 

3.05 

0.0015 

0.0009 

21.26 

100 

78.74 

20.00 

15.75 

0.0150 

0.1570 

21.26 

80 

58.74 

5.00 

2.94 

0.0015 

0.0001 

30.75 

80 

49.25 

5.00 

2.46 

0.0015 

0.0034 

31.75 

65 

33.25 

20.00 

6.65 

0.0200 

0.0896 

31.75 

80 

48.25 

5.00 

2.41 

0.0015 

0.0179 

13.77 

65 

51.23 

20.00 

10.25 

0.0200 

0.4512 

19.24 

100 

80.76 

20.00 

16.15 

0.0150 

0.3676 

28.18 

65 

36.82 

20.00 

7.36 

0.0200 

0.1331 

26.38 

65 

38.62 

20.00 

7.72 

0.0200 

0.2284 

24.56 

65 

40.44 

20.00 

8.09 

0.0200 

0.1616 

20.82 

90 

69.18 

20.00 

13.84 

0.0150 

0.2675 

17.81 

100 

82.19 

20.00 

16.44 

0.0150 

0.2043 

19.43 

90 

70.57 

20.00 

14.11 

0.0150 

0.3577 

18.88 

100 

81.12 

20.00 

16.22 

0.0150 

0.1015 

31.43 

65 

33.57 

20.00 

6.71 

0.0200 

0.2758 

31.54 

65 

33.46 

20.00 

6.69 

0.0200 

0.1252 

29.83 

65 

35.17 

20.00 

7.03 

0.0200 

0.3201 

29.83 

80 

50.17 

5.00 

2.51 

0.0015 

0.0026 

19.01 

90 

70.99 

20.00 

14.20 

0.0150 

0.4937 

30.10 

65 

34.90 

20.00 

6.98 

0.0200 

0.2395 

30.10 

80 

49.90 

5.00 

2.49 

0.0015 

0.0016 

23.63 

65 

41.37 

20.00 

8.27 

0.0200 

0.3285 

15.70 

90 

74.30 

20.00 

14.86 

0.0150 

0.0189 

30.04 

90 

59.96 

20.00 

11.99 

0.0150 

0.5327 

30.04 

80 

49.96 

5.00 

2.50 

0.0015 

0.0002 

37.82 

90 

52.18 

20.00 

10.44 

0.0150 

0.4739 

38.71 

90 

51.29 

20.00 

10.26 

0.0150 

0.6305 

17.12 

65 

47.88 

20.00 

9.58 

0.0200 

0.0014 

16.96 

100 

83.04 

20.00 

16.61 

0.0150 

0.5198 

16.96 

80 

63.04 

5.00 

3.15 

0.0015 

0.0055 

37.24 

80 

42.76 

5.00 

2.14 

0.0015 

0.0090 

30.10 

65 

34.90 

20.00 

6.98 

0.0200 

0.5701 

34.18 

90 

55.82 

20.00 

11.16 

0.0150 

0.2005 

34.18 

80 

45.82 

5.00 

2.29 

0.0015 

0.0071 































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Chheend 


Dadarhera 


Dantla 


Daulat Nagar Majra 


Gandhi Nagar 


Garhi 


Girwas 


Gurgachka 


Hameerpur 


Hanspur Khurd 


Harsoli 


Ikrotiya 


Ismalpur 


Jharka 


Jhiryana 


Kadar Nagar 


Kali Pahari 


Kaushalpur 


Khairthal (M) 


Khanpur Aheer 


Khanpur Mewan 


Kharola 


Kherla 


Khushalwas 


Kishorpura 


Koompur 


Mandha 


Mator 


Census Code 


0806000500828200 


0806000200784800 


0806000300794300 


0806000300796500 


0806000800867300 


0806000200784100 


0806000800872000 


0806000500827000 


0806000200781100 


0806000300795200 


0806000200778100 


0806000200778000 


0806000300796300 


0806000300794600 


0806000800869400 


0806000300796900 


0806000300796400 


0806000200783600 


0806000500826700 


0806000300794900 


0806000300795700 


0806000200784400 


0806000200781800 


0806000500818500 


0806000540605000 


0806000200777700 


0806000200785000 


0806000300797000 


0806000500826900 


0806000200784500 


0806000800867400 


0806000300795100 


0806000200777800 


0806000200783900 



Zone (Fresh 
/ Saline) 


2.66 Fresh 


16.40 Fresh 


1.74 Fresh 


0.45 Fresh 


6.86 Fresh 


2.61 Fresh 



21.76 Fresh 


1.36 Fresh 


1.91 Fresh 


1.61 Fresh 


3.51 Fresh 


1.90 Fresh 


2.92 Fresh 


2.10 Fresh 


17.88 Fresh 



1.60 Fresh 


13.71 Fresh 


0.70 Fresh 


9.82 Fresh 



4.31 Fresh 


1.53 Fresh 


1.84 Fresh 


2.81 Fresh 


2.80 Fresh 


22.08 Fresh 


3.75 Fresh 


1.18 Fresh 



1.39 Fresh 


1.12 Fresh 


1.04 Fresh 


5.78 Fresh 


2.69 Fresh 


2.87 Fresh 


9.46 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

38.87 

80 

41.13 

5.00 

2.06 

0.0015 

0.0005 

36.78 

90 

53.22 

20.00 

10.64 

0.0150 

1.8564 

36.78 

80 

43.22 

5.00 

2.16 

0.0015 

0.0022 

16.88 

100 

83.12 

20.00 

16.62 

0.0150 

0.0357 

23.43 

100 

76.57 

20.00 

15.31 

0.0150 

0.0672 

23.43 

80 

56.57 

5.00 

2.83 

0.0015 

0.0007 

35.24 

80 

44.76 

5.00 

2.24 

0.0015 

0.0019 

33.13 

90 

56.87 

20.00 

11.37 

0.0150 

0.0438 

33.13 

80 

46.87 

5.00 

2.34 

0.0015 

0.0068 

35.04 

90 

54.96 

20.00 

10.99 

0.0150 

0.1776 

35.04 

80 

44.96 

5.00 

2.25 

0.0015 

0.0014 

35.31 

80 

44.69 

5.00 

2.23 

0.0015 

0.0001 

30.04 

65 

34.96 

20.00 

6.99 

0.0200 

0.0730 

29.91 

90 

60.09 

20.00 

12.02 

0.0150 

0.3078 

18.47 

100 

81.53 

20.00 

16.31 

0.0150 

0.3942 

23.63 

90 

66.37 

20.00 

13.27 

0.0150 

0.1682 

22.16 

90 

67.84 

20.00 

13.57 

0.0150 

0.2330 

23.19 

100 

76.81 

20.00 

15.36 

0.0150 

0.1721 

23.19 

80 

56.81 

5.00 

2.84 

0.0015 

0.0061 

16.73 

100 

83.27 

20.00 

16.65 

0.0150 

0.1178 

32.72 

70 

37.28 

20.00 

7.46 

0.0200 

0.0001 

32.72 

80 

47.28 

5.00 

2.36 

0.0015 

0.0004 

24.34 

100 

75.66 

20.00 

15.13 

0.0150 

0.2140 

24.34 

80 

55.66 

5.00 

2.78 

0.0015 

0.0005 

25.20 

100 

74.80 

20.00 

14.96 

0.0150 

0.3599 

19.84 

100 

80.16 

20.00 

16.03 

0.0150 

2.8755 

19.84 

80 

60.16 

5.00 

3.01 

0.0015 

0.0079 

37.34 

90 

52.66 

20.00 

10.53 

0.0150 

0.1099 

30.84 

65 

34.16 

20.00 

6.83 

0.0200 

0.2038 

30.84 

80 

49.16 

5.00 

2.46 

0.0015 

0.0112 

20.93 

100 

79.07 

20.00 

15.81 

0.0150 

0.3918 

20.93 

80 

59.07 

5.00 

2.95 

0.0015 

0.0000 

36.05 

65 

28.95 

20.00 

5.79 

0.0200 

0.3175 

36.05 

80 

43.95 

5.00 

2.20 

0.0015 

0.0086 

36.43 

90 

53.57 

20.00 

10.71 

0.0150 

1.1992 

36.43 

80 

43.57 

5.00 

2.18 

0.0015 

0.0027 

19.17 

100 

80.83 

20.00 

16.17 

0.0150 

0.8368 

18.08 

100 

81.92 

20.00 

16.38 

0.0150 

0.2713 

18.08 

80 

61.92 

5.00 

3.10 

0.0015 

0.0000 

36.62 

90 

53.38 

20.00 

10.68 

0.0150 

0.2949 

38.26 

90 

51.74 

20.00 

10.35 

0.0150 

0.1204 

16.84 

65 

48.16 

20.00 

9.63 

0.0200 

0.0005 

29.22 

65 

35.78 

20.00 

7.16 

0.0200 

2.5895 

19.66 

90 

70.34 

20.00 

14.07 

0.0150 

0.0000 

41.21 

90 

48.79 

20.00 

9.76 

0.0150 

0.0387 

41.21 

80 

38.79 

5.00 

1.94 

0.0015 

0.0027 

39.68 

90 

50.32 

20.00 

10.06 

0.0150 

0.5826 

39.68 

80 

40.32 

5.00 

2.02 

0.0015 

0.0063 

26.05 

100 

73.95 

20.00 

14.79 

0.0150 

0.3090 

30.25 

65 

34.75 

20.00 

6.95 

0.0200 

0.0147 

37.53 

90 

52.47 

20.00 

10.49 

0.0150 

0.1632 

31.80 

80 

48.20 

5.00 

2.41 

0.0015 

0.0002 

18.02 

100 

81.98 

20.00 

16.40 

0.0150 

0.6626 

21.60 

90 

68.40 

20.00 

13.68 

0.0150 

0.0850 

30.91 

90 

59.09 

20.00 

11.82 

0.0150 

0.8572 























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

30.91 

80 

49.09 

5.00 

2.45 

0.0015 

0.0144 

33.07 

90 

56.93 

20.00 

11.39 

0.0150 

0.5659 

18.70 

100 

81.30 

20.00 

16.26 

0.0150 

0.5372 

25.49 

90 

64.51 

20.00 

12.90 

0.0150 

0.6412 

17.68 

100 

82.32 

20.00 

16.46 

0.0150 

0.2125 

26.45 

90 

63.55 

20.00 

12.71 

0.0150 

1.9637 

37.46 

90 

52.54 

20.00 

10.51 

0.0150 

0.2533 

29.83 

65 

35.17 

20.00 

7.03 

0.0200 

0.0000 

25.06 

90 

64.94 

20.00 

12.99 

0.0150 

0.2546 

40.18 

90 

49.82 

20.00 

9.96 

0.0150 

0.2241 

40.18 

80 

39.82 

5.00 

1.99 

0.0015 

0.0005 

30.02 

90 

59.98 

20.00 

12.00 

0.0150 

0.5924 

30.08 

65 

34.92 

20.00 

6.98 

0.0200 

0.4429 

35.38 

65 

29.62 

20.00 

5.92 

0.0200 

0.0133 

35.38 

80 

44.62 

5.00 

2.23 

0.0015 

0.0000 

25.56 

100 

74.44 

20.00 

14.89 

0.0150 

0.1983 

42.05 

80 

37.95 

5.00 

1.90 

0.0015 

0.0001 

20.42 

65 

44.58 

20.00 

8.92 

0.0200 

0.0416 

34.79 

90 

55.21 

20.00 

11.04 

0.0150 

0.3427 

30.37 

65 

34.63 

20.00 

6.93 

0.0200 

0.2920 

30.37 

80 

49.63 

5.00 

2.48 

0.0015 

0.0014 

25.08 

100 

74.92 

20.00 

14.98 

0.0150 

0.9955 

30.58 

65 

34.42 

20.00 

6.88 

0.0200 

0.1451 

30.58 

80 

49.42 

5.00 

2.47 

0.0015 

0.0013 

30.44 

90 

59.56 

20.00 

11.91 

0.0150 

2.4524 

38.47 

90 

51.53 

20.00 

10.31 

0.0150 

0.2994 

17.54 

100 

82.46 

20.00 

16.49 

0.0150 

0.1847 

21.26 

100 

78.74 

20.00 

15.75 

0.0150 

0.0828 

21.26 

80 

58.74 

5.00 

2.94 

0.0015 

0.0009 

38.31 

90 

51.69 

20.00 

10.34 

0.0150 

0.5288 

27.03 

90 

62.97 

20.00 

12.59 

0.0150 

2.1427 

44.64 

80 

35.36 

5.00 

1.77 

0.0015 

0.0004 

25.42 

90 

64.58 

20.00 

12.92 

0.0150 

0.8238 

38.35 

90 

51.65 

20.00 

10.33 

0.0150 

0.2787 

41.26 

90 

48.74 

20.00 

9.75 

0.0150 

0.1952 

41.26 

100 

58.74 

5.00 

2.94 

0.0015 

0.0166 

32.62 

90 

57.38 

20.00 

11.48 

0.0150 

0.9701 

17.04 

100 

82.96 

20.00 

16.59 

0.0150 

0.6383 

17.04 

80 

62.96 

5.00 

3.15 

0.0015 

0.0009 

29.68 

90 

60.32 

20.00 

12.06 

0.0150 

0.1993 

18.08 

100 

81.93 

20.00 

16.39 

0.0150 

0.2502 

18.08 

80 

61.93 

5.00 

3.10 

0.0015 

0.0034 

35.81 

90 

54.19 

20.00 

10.84 

0.0150 

0.2775 

31.14 

65 

33.86 

20.00 

6.77 

0.0200 

0.2735 

24.87 

90 

65.13 

20.00 

13.03 

0.0150 

0.4569 

32.15 

65 

32.85 

20.00 

6.57 

0.0200 

0.1445 

32.15 

80 

47.85 

5.00 

2.39 

0.0015 

0.0013 

36.18 

90 

53.82 

20.00 

10.76 

0.0150 

0.2996 

36.18 

80 

43.82 

5.00 

2.19 

0.0015 

0.0129 

32.80 

90 

57.20 

20.00 

11.44 

0.0150 

0.3424 

39.05 

90 

50.95 

20.00 

10.19 

0.0150 

0.1966 

39.05 

80 

40.95 

5.00 

2.05 

0.0015 

0.0040 

33.38 

90 

56.62 

20.00 

11.32 

0.0150 

0.5376 

39.14 

90 

50.86 

20.00 

10.17 

0.0150 

0.5845 

39.14 

80 

40.86 

5.00 

2.04 

0.0015 

0.0039 






























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 


Census Code 


Tinkiruri 

Ajmeripura 

Anat Pura 

Auspur 

Babariya 

Babera 

Baberi 


Badheen 
Balawas 
Barh Bhaosingh 
Barh Dhoondhala 
Barh Purohit 
Barh Thegoowas 
Basai Chauhan 
Bhaggoo Ka Bas 
Bhajanawas 
Bheriwas 
Bhoopsera 
Bhoori Doongri 


Bisalwa 


Boochiyawas 

Buteri 

Chhabriwas 


Dangiwas 

Deosan 

Dheerpur 

Phis 

Doonwas 

Fatehpur 

Ghat 


Giroodi 

Goonta 

Gujarwas 

Guwara 

Hajipur 

Harsora 

Holawas 

Islampur 

Isra Ka Bas 


Jaggoowas 

Jainpurwas 

Jalalpur 

Jeevan Singhpura 

Jhajharpur 

Jhajharpura 

Kalyan Nagar 

Kanjipura 

Kankariya 

Karoda 


0806000200777900 

0806000100767300 

0806000800874200 

0806000800870100 

0806000800866100 

0806000800870700 

0806000800866000 


0806000200782600 

0806000800871500 

0806000800872800 

0806000800872900 

0806000800872700 

0806000800873900 

0806000800865800 

0806000800866400 

0806000200782500 

0806000800865600 

0806000800869800 

0806000800870900 


0806000800875100 


0806000800871400 

0806000800873200 

0806000200782900 

0806000800866200 

0806000800865700 

0806000800866300 

0806000800868000 

0806000100767400 

0806000200782800 

0806000800869900 

0806000800872400 


0806000800874000 

0806000800868700 

0806000100770700 

0806000800869200 

0806000800871900 

0806000800867700 

0806000800875200 

0806000100770800 

0806000800868300 


0806000800866700 

0806000100771100 

0806000100767500 

0806000200782300 

0806000200779800 

0806000800873500 

0806000800869000 

0806000800871800 

0806000800873300 

0806000100767200 


Village 

Area, 

sq.km 


Zone (Fresh 
/ Saline) 


Type of Area 
(Command / Non¬ 
command) 


4.04 

3.14 

1.64 
2.12 

13.49 

5.64 
9.27 


Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 


2.07 

3.54 

2.29 

2.02 

0.27 

4.65 

3.33 

1.70 

1.24 

3.42 

6.32 

1.24 


Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 


4.70 


Fresh 


0.67 

7.20 
3.00 
3.01 
1.97 
2.09 
5.01 
5.11 
4.37 
5.72 

5.20 


Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 


6.69 
8.60 
2.34 
6.87 

14.76 

5.69 
3.39 

2.44 

3.45 


Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 


2.10 

9.51 

2.62 

4.41 

4.36 

16.53 

2.57 

2.67 
4.95 

7.68 


Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 

Fresh 


Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 

Non-command 


Hydrogeological Unit 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

20.90 

90 

69.10 

20.00 

13.82 

0.0150 

0.8371 

26.23 

80 

53.77 

20.00 

10.75 

0.0200 

0.1042 

25.24 

70 

44.76 

20.00 

8.95 

0.0200 

0.2929 

26.06 

70 

43.94 

20.00 

8.79 

0.0200 

0.3722 

27.08 

70 

42.92 

20.00 

8.58 

0.0200 

2.3156 

28.96 

80 

51.04 

5.00 

2.55 

0.0015 

0.0008 

28.98 

70 

41.02 

20.00 

8.20 

0.0200 

1.5010 

28.98 

80 

51.02 

5.00 

2.55 

0.0015 

0.0005 

25.65 

90 

64.35 

20.00 

12.87 

0.0150 

0.3988 

31.44 

70 

38.56 

20.00 

7.71 

0.0200 

0.5462 

22.19 

70 

47.81 

20.00 

9.56 

0.0200 

0.4373 

19.68 

70 

50.32 

20.00 

10.06 

0.0200 

0.4069 

22.04 

70 

47.96 

20.00 

9.59 

0.0200 

0.0525 

22.69 

70 

47.31 

20.00 

9.46 

0.0200 

0.8797 

28.41 

70 

41.59 

20.00 

8.32 

0.0200 

0.5539 

24.19 

70 

45.81 

20.00 

9.16 

0.0200 

0.3112 

23.59 

90 

66.41 

20.00 

13.28 

0.0150 

0.2462 

31.02 

70 

38.98 

20.00 

7.80 

0.0200 

0.5325 

38.21 

70 

31.79 

20.00 

6.36 

0.0200 

0.8031 

24.58 

70 

45.42 

20.00 

9.08 

0.0200 

0.0792 

24.58 

80 

55.42 

5.00 

2.77 

0.0015 

0.0006 

25.19 

70 

44.81 

20.00 

8.96 

0.0200 

0.2968 

25.19 

80 

54.81 

5.00 

2.74 

0.0015 

0.0001 

27.79 

70 

42.22 

20.00 

8.44 

0.0200 

0.1123 

26.22 

70 

43.78 

20.00 

8.76 

0.0200 

0.0721 

26.72 

90 

63.28 

20.00 

12.66 

0.0150 

0.5702 

28.60 

70 

41.40 

20.00 

8.28 

0.0200 

0.4979 

29.58 

70 

40.42 

20.00 

8.08 

0.0200 

0.3191 

27.47 

70 

42.53 

20.00 

8.51 

0.0200 

0.3549 

24.64 

70 

45.36 

20.00 

9.07 

0.0200 

0.5638 

27.24 

80 

52.76 

20.00 

10.55 

0.0200 

0.0782 

28.18 

90 

61.82 

20.00 

12.36 

0.0150 

0.6937 

34.81 

70 

35.19 

20.00 

7.04 

0.0200 

0.8055 

29.56 

70 

40.44 

20.00 

8.09 

0.0200 

0.3510 

29.56 

80 

50.44 

5.00 

2.52 

0.0015 

0.0012 

24.54 

70 

45.46 

20.00 

9.09 

0.0200 

0.9140 

25.67 

70 

44.33 

20.00 

8.87 

0.0200 

1.5244 

37.35 

80 

42.65 

20.00 

8.53 

0.0200 

0.0005 

27.93 

70 

42.07 

20.00 

8.41 

0.0200 

0.0624 

35.87 

70 

34.13 

20.00 

6.83 

0.0200 

0.0525 

21.91 

70 

48.09 

20.00 

9.62 

0.0200 

0.2990 

25.17 

70 

44.83 

20.00 

8.97 

0.0200 

0.1414 

34.60 

80 

45.40 

20.00 

9.08 

0.0200 

0.3363 

27.15 

70 

42.85 

20.00 

8.57 

0.0200 

0.4042 

27.15 

80 

52.85 

5.00 

2.64 

0.0015 

0.0043 

23.99 

70 

46.01 

20.00 

9.20 

0.0200 

0.1368 

42.65 

80 

37.35 

20.00 

7.47 

0.0200 

0.1823 

34.75 

80 

45.25 

20.00 

9.05 

0.0200 

0.0052 

23.79 

90 

66.21 

20.00 

13.24 

0.0150 

0.3200 

23.93 

90 

66.07 

20.00 

13.21 

0.0150 

0.2419 

16.55 

70 

53.45 

20.00 

10.69 

0.0200 

1.0209 

37.50 

70 

32.50 

20.00 

6.50 

0.0200 

0.3337 

38.09 

70 

31.91 

20.00 

6.38 

0.0200 

0.0950 

23.45 

70 

46.55 

20.00 

9.31 

0.0200 

0.0139 

23.22 

80 

56.78 

20.00 

11.36 

0.0200 

0.3831 






























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Kasba Bansur 


Kauthal 


Keharpura 


Kharkhari Kalan 


Khatauti 


Khera 


Kothiya 


Lakheempur 


Lekri 


Majra Aheer 


Majra Dhakoda 


Majra Rawat 


Malloobas 


Manchi 


Mandeeja Basai 


Mandha 


Meerapur 


Mohammadpur Goojar 


Moondli 


Mordha 


Morodi 


Mosampur @ Kankara 


Mothooka 


Mugalpur 


Mukandpur 


Nangal Bhaosingh 


Nangal Lakha 


Pahari 


Parsa Ka Bas 


Qyara 


Ram Nagar 


Ratanpura 


Rayli 


Roondh Rampur 


Santhalpur 


Shahpur 


Shamda 


Sodawas 


Tejpura 


Todiya Ka Bas 


Udho Ka Bas 


Ukhalhera 


Unchhpur 


Census Code 


0806000800872600 


0806000800873100 


0806000800870800 


0806000900879700 


0806000800868100 


0806000800873600 


0806000800870500 


0806000200782700 


0806000800875000 



0806000800867000 


0806000800865900 


0806000800871300 


0806000800866600 


0806000800868500 


0806000800873800 


0806000800869100 


0806000800868600 


0806000100770900 


0806000800871700 


0812000101447600 


0806000800868400 


0806000100771000 


0806000800868900 


0806000800868200 


0806000800869700 


0806000800871000 


0806000800870400 


0806000100771200 


0806000800870300 


0806000200783000 


0806000800870000 


0806000800871600 


0806000800866500 


0806000800874800 


0806000800873000 


0806000800868800 


0806000200783100 


0806000200779500 


0806000200782400 


0806000800874100 


0806000800872500 


0806000800870600 


0806000800871200 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Quartzite 

Fresh 

Non-command 

Quartzite 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 




3.74 Fresh 


7.74 Fresh 


3.44 Fresh 


12.64 Fresh 


3.13 Fresh 


1.67 Fresh 


3.58 Fresh 


4.80 Fresh 


3.37 Fresh 


4.30 Fresh 


6.10 Fresh 


4.18 Fresh 


5.56 Fresh 


12.04 Fresh 


2.71 Fresh 


6.17 Fresh 


5.49 Fresh 


1.73 Fresh 


1.62 Fresh 


10.89 Fresh 


7.68 Fresh 


5.18 Fresh 


2.67 Fresh 


2.19 Fresh 


2.72 Fresh 




4.43 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

23.47 

70 

46.53 

20.00 

9.31 

0.0200 

2.3660 

20.50 

70 

49.50 

20.00 

9.90 

0.0200 

0.5340 

28.24 

80 

51.76 

5.00 

2.59 

0.0015 

0.0000 

31.42 

100 

68.58 

5.00 

3.43 

0.0015 

0.0002 

24.79 

70 

45.21 

20.00 

9.04 

0.0200 

1.1673 

15.90 

70 

54.10 

20.00 

10.82 

0.0200 

0.0666 

29.81 

70 

40.19 

20.00 

8.04 

0.0200 

0.0188 

27.01 

90 

62.99 

20.00 

12.60 

0.0150 

0.3097 

25.36 

70 

44.64 

20.00 

8.93 

0.0200 

0.6373 

25.36 

80 

54.64 

5.00 

2.73 

0.0015 

0.0020 

22.89 

70 

47.11 

20.00 

9.42 

0.0200 

0.6575 

22.89 

80 

57.11 

5.00 

2.86 

0.0015 

0.0011 

24.99 

70 

45.01 

20.00 

9.00 

0.0200 

1.1409 

24.99 

80 

55.01 

5.00 

2.75 

0.0015 

0.0058 

22.08 

70 

47.92 

20.00 

9.58 

0.0200 

0.2234 

27.26 

70 

42.75 

20.00 

8.55 

0.0200 

2.1619 

23.85 

70 

46.15 

20.00 

9.23 

0.0200 

0.5773 

24.02 

70 

45.98 

20.00 

9.20 

0.0200 

0.3076 

26.02 

70 

43.98 

20.00 

8.80 

0.0200 

0.5190 

26.02 

80 

53.98 

5.00 

2.70 

0.0015 

0.0025 

18.46 

70 

51.54 

20.00 

10.31 

0.0200 

0.3632 

32.43 

70 

37.57 

20.00 

7.51 

0.0200 

0.3086 

26.08 

70 

43.92 

20.00 

8.78 

0.0200 

0.4132 

26.08 

80 

53.92 

5.00 

2.70 

0.0015 

0.0070 

34.95 

80 

45.05 

20.00 

9.01 

0.0200 

0.9286 

36.89 

70 

33.11 

20.00 

6.62 

0.0200 

0.2311 

36.89 

80 

43.11 

5.00 

2.16 

0.0015 

0.0010 

38.26 

70 

31.74 

20.00 

6.35 

0.0200 

0.1351 

30.04 

70 

39.96 

20.00 

7.99 

0.0200 

1.7268 

30.04 

80 

49.96 

5.00 

2.50 

0.0015 

0.0026 

40.41 

80 

39.59 

20.00 

7.92 

0.0200 

0.0001 

28.41 

70 

41.59 

20.00 

8.32 

0.0200 

1.0266 

24.19 

70 

45.81 

20.00 

9.16 

0.0200 

1.0068 

37.79 

70 

32.21 

20.00 

6.44 

0.0200 

0.1024 

22.71 

70 

47.29 

20.00 

9.46 

0.0200 

0.3055 

32.63 

70 

37.37 

20.00 

7.47 

0.0200 

1.0691 

36.93 

80 

43.07 

20.00 

8.61 

0.0200 

0.7232 

27.68 

70 

42.32 

20.00 

8.46 

0.0200 

0.3131 

27.68 

80 

52.32 

5.00 

2.62 

0.0015 

0.0080 

24.07 

90 

65.93 

20.00 

13.19 

0.0150 

0.5290 

28.13 

70 

41.87 

20.00 

8.37 

0.0200 

0.3670 

34.76 

70 

35.24 

20.00 

7.05 

0.0200 

0.3685 

34.76 

80 

45.24 

5.00 

2.26 

0.0015 

0.0001 

26.79 

70 

43.21 

20.00 

8.64 

0.0200 

0.3441 

22.97 

80 

57.03 

5.00 

2.85 

0.0015 

0.0000 

19.82 

70 

50.18 

20.00 

10.04 

0.0200 

0.7144 

26.29 

70 

43.71 

20.00 

8.74 

0.0200 

0.7720 

25.44 

90 

64.56 

20.00 

12.91 

0.0150 

1.8593 

21.40 

90 

68.60 

20.00 

13.72 

0.0150 

0.4149 

23.42 

90 

66.58 

20.00 

13.32 

0.0150 

0.5561 

25.42 

70 

44.58 

20.00 

8.92 

0.0200 

0.7811 

25.89 

70 

44.11 

20.00 

8.82 

0.0200 

0.3574 

28.50 

70 

41.50 

20.00 

8.30 

0.0200 

0.0043 

28.50 

80 

51.50 

5.00 

2.57 

0.0015 

0.0007 

23.59 

70 

46.41 

20.00 

9.28 

0.0200 

0.8228 










































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Babera 


0806000800870700 



Balawas (rural) 

0812000101453800 

1.00 

Bamanwas 

0812000101454000 

4.32 


Banka 

0812000101447000 

5.28 

Barabas (rural) 

0812000101453500 

2.77 


Bas Dayal 

0806000800875900 

2.90 

Bas Karnawat 

0806000800876000 

4.83 

Basai 

0812000101454800 

1.98 

Basna 

0806000800876200 

4.40 

Basri (rural) 

0812000101453600 

2.49 


Beelath 0806000800876300 10.38 


Beenjahera_|0812000101447900 | 7.89 


Bhaloji 

0812000101454900 

10.32 

Bhoori Doongri 

0806000800870900 

1.24 


Bisalwa 

0806000800875100 

4.70 

Buchahera (rural) 

0812000101453900 

5.60 

Buteri 

0806000800873200 

7.20 

Chatarpura 

0806000800876400 

8.06 

Chaturbhuj 

0812000101453700 

2.49 


Daduka 

0812000101456700 

7.24 

Garhi 

0806000900878800 

17.33 

Giroodi 

0806000800874000 

6.69 

Gopipura 

0812000101454100 

6.18 


Hansiyawas_|0812000101454300 | 2.85 


Flolawas 

0806000800875200 

3.39 

Indrada 

0806000800875300 

6.29 

Jahidpura 

0812000101454600 

5.72 

Jhajharpura 

0806000800873500 

16.53 

Kaloohera 

0812000101447100 

8.02 

Kankariya 

0806000800873300 

4.95 

Kauthal 

0806000800873100 

3.60 

Keharpura 

0806000800870800 

5.25 



Kheewaheri 

0806000800875800 

4.27 

Khera 

0806000800873600 

0.47 

Kherki Mukkar 

0812000101447800 

3.18 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 


Non-command 
Fresh Non-command 

Fresh Non-command 

Non-command 
Fresh Non-command 

Fresh Non-command 

Non-command 
Fresh Non-command 

Fresh Non-command 

Fresh Non-command 

Fresh Non-command 

Fresh Non-command 

Non-command 
Fresh Non-command 

Non-command 
Fresh Non-command 

Non-command 
Fresh Non-command 

Fresh Non-command 

Non-command 
Fresh Non-command 


Fresh Non-command 

Fresh Non-command 


Fresh Non-command 

Fresh Non-command 

Non-command 
Fresh Non-command 


Fresh Non-command 

Fresh Non-command 


Fresh Non-command 

Non-command 
Fresh Non-command 

Non-command 
Fresh Non-command 

Fresh Non-command 


Fresh Non-command 

Fresh Non-command 


Fresh Non-command 

Fresh Non-command 


Fresh Non-command 

Fresh Non-command 

Non-command 


Non-command 
Fresh Non-command 

Non-command 
Fresh Non-command 

Non-command 
Fresh Non-command 

Fresh Non-command 

Fresh Non-command 


Hydrogeological Unit 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

21.48 

70 

48.52 

20.00 

9.70 

0.0200 

1.2271 

21.48 

75 

53.52 

30.00 

16.06 

0.0300 

0.2431 

31.65 

60 

28.35 

20.00 

5.67 

0.0250 

0.3540 

28.96 

70 

41.04 

20.00 

8.21 

0.0200 

0.6419 

28.96 

80 

51.04 

5.00 

2.55 

0.0015 

0.0014 

28.96 

75 

46.04 

30.00 

13.81 

0.0300 

0.4508 

29.35 

60 

30.65 

20.00 

6.13 

0.0250 

0.1534 

28.15 

70 

41.86 

20.00 

8.37 

0.0200 

0.1433 

28.15 

60 

31.86 

20.00 

6.37 

0.0250 

0.5513 

33.31 

60 

26.69 

20.00 

5.34 

0.0250 

0.1108 

29.17 

70 

40.83 

20.00 

8.17 

0.0200 

0.0656 

29.17 

60 

30.83 

20.00 

6.17 

0.0250 

0.3641 

11.60 

70 

58.40 

20.00 

11.68 

0.0200 

0.2166 

9.42 

70 

60.58 

20.00 

12.12 

0.0200 

0.3512 

27.61 

60 

32.39 

20.00 

6.48 

0.0250 

0.3204 

25.01 

70 

44.99 

20.00 

9.00 

0.0200 

0.7782 

29.06 

70 

40.94 

20.00 

8.19 

0.0200 

0.0748 

29.06 

60 

30.94 

20.00 

6.19 

0.0250 

0.3013 

26.99 

70 

43.01 

20.00 

8.60 

0.0200 

1.1729 

26.99 

80 

53.01 

5.00 

2.65 

0.0015 

0.0001 

33.20 

70 

36.80 

20.00 

7.36 

0.0200 

0.2101 

33.20 

60 

26.80 

20.00 

5.36 

0.0250 

0.8573 

28.18 

60 

31.82 

20.00 

6.36 

0.0250 

0.8048 

24.58 

70 

45.42 

20.00 

9.08 

0.0200 

0.1106 

24.58 

80 

55.42 

5.00 

2.77 

0.0015 

0.0002 

25.19 

70 

44.81 

20.00 

8.96 

0.0200 

0.3474 

29.91 

60 

30.09 

20.00 

6.02 

0.0250 

0.8428 

26.22 

70 

43.78 

20.00 

8.76 

0.0200 

1.1387 

28.36 

70 

41.64 

20.00 

8.33 

0.0200 

0.0258 

28.67 

70 

41.33 

20.00 

8.27 

0.0200 

0.1062 

28.67 

60 

31.33 

20.00 

6.27 

0.0250 

0.2801 

25.47 

60 

34.53 

20.00 

6.91 

0.0250 

0.3721 

34.14 

60 

25.86 

20.00 

5.17 

0.0200 

0.2586 

24.54 

70 

45.46 

20.00 

9.09 

0.0200 

0.3024 

25.57 

70 

44.43 

20.00 

8.89 

0.0200 

0.1226 

25.57 

60 

34.43 

20.00 

6.89 

0.0250 

0.9213 

20.29 

70 

49.71 

20.00 

9.94 

0.0200 

0.1788 

20.29 

60 

39.71 

20.00 

7.94 

0.0250 

0.3866 

25.17 

70 

44.83 

20.00 

8.97 

0.0200 

0.4673 

21.46 

70 

48.54 

20.00 

9.71 

0.0200 

1.1827 

22.20 

60 

37.80 

20.00 

7.56 

0.0250 

0.8742 

16.55 

70 

53.45 

20.00 

10.69 

0.0200 

2.5137 

34.51 

60 

25.49 

20.00 

5.10 

0.0250 

0.0370 

23.45 

70 

46.55 

20.00 

9.31 

0.0200 

0.9087 

20.50 

70 

49.50 

20.00 

9.90 

0.0200 

0.1362 

28.24 

70 

41.76 

20.00 

8.35 

0.0200 

0.8007 

28.24 

80 

51.76 

5.00 

2.59 

0.0015 

0.0002 

28.24 

75 

46.76 

30.00 

14.03 

0.0300 

0.1737 

19.81 

70 

50.19 

20.00 

10.04 

0.0200 

0.9824 

19.81 

75 

55.19 

30.00 

16.56 

0.0300 

0.2218 

31.42 

60 

28.58 

20.00 

5.72 

0.0200 

0.0091 

31.42 

100 

68.58 

5.00 

3.43 

0.0015 

0.0039 

14.53 

70 

55.47 

20.00 

11.09 

0.0200 

0.9463 

15.90 

70 

54.10 

20.00 

10.82 

0.0200 

0.0351 

34.29 

60 

25.71 

20.00 

5.14 

0.0250 

0.3855 



















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



06001014 


Kherki Veerbhan 


Khohri 


Khurdi 


Kothiya 


Kotputli (m) 


Lekri 


Mandeeja Basai 


Milakpur 


Molahera 


Mordha 


Nangal Lakha 


Nangal Panditpura 


Nawalpura 


Paniyala 


Pejooka 


Pootli 


Rasnali 


Roondh Rampur 


Sangtera 


Shekhupur 


Shyampura 


Tamoriwas 


Bagawas Ahiran 


Bahadurpura 


Bahdoda 


Bahrampur 


Bajrangpura 


Banipark 


Barnagar 


Bas Dayal 


Bas Shekhawat 


Bas Udaisingh 


Census Code 


0812000101448300 


0806000800876100 


0812000101455000 


0806000800870500 


0812000141201000 


0806000800875000 


0806000800873800 


0806000800875700 


0812000101448200 


0812000101447600 


0806000800870400 


0812000101454200 


0806000800875400 


0812000101447700 


0812000101454700 


0812000101455200 


0806000800875600 


0806000800874800 


0812000101448000 


0812000101448100 


0806000800873700 


0812000101454400 


0812000201460800 


0812000201461300 


0812000201459800 


0812000201461600 


0812000201459300 


0812000201460700 


0812000101458300 


0806000800875900 


0806000800876700 


0812000201464800 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Older Alluvium 


4.80 Fresh 


0.67 Fresh 


1.31 Fresh 


5.56 Fresh 



10.89 Fresh 


7.03 Fresh 


2.68 Fresh 


9.74 Fresh 



5.15 Fresh 


4.99 Fresh 


6.18 Fresh 


19.73 Fresh 


5.87 Fresh 


3.68 Fresh 


0.04 Fresh 


2.38 Fresh 



5.06 Fresh 


2.39 Fresh 


2.09 Fresh 


3.32 Fresh 


6.23 Fresh 


0.77 Fresh 


13.03 Fresh 


2.90 Fresh 


1.06 Fresh 


3.54 Fresh 



Bhagatpura 


0812000201461000 


4.98 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Quartzite 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

30.22 

60 

29.78 

20.00 

5.96 

0.0250 

0.3445 

19.78 

70 

50.22 

20.00 

10.04 

0.0200 

1.9244 

31.03 

60 

28.97 

20.00 

5.79 

0.0250 

0.2590 

29.81 

70 

40.19 

20.00 

8.04 

0.0200 

0.1684 

30.68 

60 

29.32 

20.00 

5.86 

0.0250 

0.9319 

25.36 

70 

44.64 

20.00 

8.93 

0.0200 

0.0042 

25.36 

80 

54.64 

5.00 

2.73 

0.0015 

0.0007 

18.46 

70 

51.54 

20.00 

10.31 

0.0200 

0.6260 

16.87 

70 

53.13 

20.00 

10.63 

0.0200 

0.1419 

29.82 

60 

30.18 

20.00 

6.04 

0.0250 

0.1966 

38.26 

70 

31.74 

20.00 

6.35 

0.0200 

0.0291 

38.26 

60 

21.74 

20.00 

4.35 

0.0250 

0.0256 

15.69 

70 

54.31 

20.00 

10.86 

0.0200 

0.0741 

15.69 

60 

44.31 

20.00 

8.86 

0.0250 

0.0589 

32.63 

70 

37.37 

20.00 

7.47 

0.0200 

0.5584 

28.55 

60 

31.45 

20.00 

6.29 

0.0250 

1.1053 

16.49 

70 

53.51 

20.00 

10.70 

0.0200 

0.5734 

34.99 

70 

35.01 

20.00 

7.00 

0.0200 

0.2177 

34.99 

60 

25.01 

20.00 

5.00 

0.0250 

0.5773 

27.68 

70 

42.32 

20.00 

8.46 

0.0200 

0.0455 

27.68 

80 

52.32 

5.00 

2.62 

0.0015 

0.0001 

23.72 

60 

36.28 

20.00 

7.26 

0.0250 

0.5801 

31.93 

60 

28.07 

20.00 

5.61 

0.0250 

0.1283 

16.95 

70 

53.05 

20.00 

10.61 

0.0200 

1.3120 

22.97 

80 

57.03 

5.00 

2.85 

0.0015 

0.0000 

32.19 

60 

27.81 

20.00 

5.56 

0.0250 

0.5965 

30.93 

60 

29.07 

20.00 

5.81 

0.0250 

0.5188 

15.80 

70 

54.20 

20.00 

10.84 

0.0200 

0.0094 

17.42 

70 

52.58 

20.00 

10.52 

0.0200 

0.1592 

17.42 

60 

42.58 

20.00 

8.52 

0.0250 

0.3447 

29.38 

70 

40.62 

20.00 

8.12 

0.0200 

0.1329 

29.38 

60 

30.62 

20.00 

6.12 

0.0250 

0.3903 

28.50 

70 

41.50 

20.00 

8.30 

0.0200 

0.8780 

28.50 

80 

51.50 

5.00 

2.57 

0.0015 

0.0031 

28.50 

75 

46.50 

30.00 

13.95 

0.0300 

0.0159 

28.93 

72 

43.07 

5.00 

2.15 

0.0015 

0.0007 

28.93 

75 

46.07 

20.00 

9.21 

0.0300 

0.7694 

23.46 

75 

51.54 

20.00 

10.31 

0.0300 

1.5662 

27.38 

75 

47.62 

20.00 

9.52 

0.0300 

0.5244 

27.38 

75 

47.62 

20.00 

9.52 

0.0300 

0.1590 

27.74 

75 

47.26 

20.00 

9.45 

0.0300 

0.5557 

25.45 

75 

49.55 

20.00 

9.91 

0.0300 

0.1675 

26.21 

75 

48.79 

20.00 

9.76 

0.0300 

1.8249 

26.02 

75 

48.98 

20.00 

9.80 

0.0300 

0.2257 

22.76 

75 

52.24 

20.00 

10.45 

0.0300 

2.8667 

22.76 

75 

52.24 

20.00 

10.45 

0.0300 

1.2167 

11.60 

70 

58.40 

20.00 

11.68 

0.0200 

0.0774 

11.05 

70 

58.95 

20.00 

11.79 

0.0200 

0.2198 

18.98 

72 

53.02 

5.00 

2.65 

0.0015 

0.0017 

18.98 

75 

56.02 

20.00 

11.20 

0.0300 

0.2000 

27.53 

72 

44.47 

5.00 

2.22 

0.0015 

0.0173 

27.53 

75 

47.47 

20.00 

9.49 

0.0300 

0.4696 

19.14 

72 

52.86 

5.00 

2.64 

0.0015 

0.0069 

19.14 

75 

55.86 

20.00 

11.17 

0.0300 

1.3137 

24.85 

75 

50.15 

20.00 

10.03 

0.0300 

0.7710 























































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



Hydrogeological Unit 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

24.85 

75 

50.15 

20.00 

10.03 

0.0300 

0.7268 

20.82 

72 

51.18 

5.00 

2.56 

0.0015 

0.0011 

20.82 

75 

54.18 

20.00 

10.84 

0.0300 

0.0044 

20.10 

72 

51.90 

5.00 

2.60 

0.0015 

0.0007 

25.15 

75 

49.85 

20.00 

9.97 

0.0300 

3.1823 

31.75 

75 

43.25 

20.00 

8.65 

0.0300 

0.0894 

24.84 

60 

35.16 

20.00 

7.03 

0.0250 

0.1725 

24.84 

80 

55.16 

5.00 

2.76 

0.0015 

0.0000 

24.84 

60 

35.16 

20.00 

7.03 

0.0250 

0.0724 

18.00 

75 

57.00 

20.00 

11.40 

0.0300 

3.1177 

25.29 

80 

54.71 

5.00 

2.74 

0.0015 

0.0025 

21.41 

70 

48.59 

20.00 

9.72 

0.0200 

0.0193 

21.41 

75 

53.59 

30.00 

16.08 

0.0300 

1.5995 

30.81 

75 

44.19 

20.00 

8.84 

0.0300 

0.1130 

30.81 

75 

44.19 

20.00 

8.84 

0.0300 

0.8574 

25.47 

60 

34.53 

20.00 

6.91 

0.0250 

0.6177 

25.07 

75 

49.93 

20.00 

9.99 

0.0300 

0.0033 

25.07 

75 

49.93 

20.00 

9.99 

0.0300 

0.9977 

24.40 

75 

50.60 

20.00 

10.12 

0.0300 

0.0002 

24.93 

75 

50.07 

20.00 

10.01 

0.0300 

0.0284 

24.93 

75 

50.07 

20.00 

10.01 

0.0300 

0.4008 

24.83 

60 

35.17 

20.00 

7.03 

0.0250 

0.4692 

24.83 

60 

35.17 

20.00 

7.03 

0.0250 

0.2775 

26.79 

75 

48.21 

20.00 

9.64 

0.0300 

0.4898 

22.20 

60 

37.80 

20.00 

7.56 

0.0250 

0.2076 

28.05 

75 

46.95 

20.00 

9.39 

0.0300 

0.7092 

28.05 

75 

46.95 

20.00 

9.39 

0.0300 

1.2367 

9.86 

70 

60.14 

20.00 

12.03 

0.0200 

0.0548 

25.95 

75 

49.05 

20.00 

9.81 

0.0300 

0.0392 

25.95 

75 

49.05 

20.00 

9.81 

0.0300 

0.8388 

27.31 

75 

47.69 

20.00 

9.54 

0.0300 

1.3673 

25.79 

75 

49.21 

20.00 

9.84 

0.0300 

0.2948 

25.79 

75 

49.21 

20.00 

9.84 

0.0300 

0.7438 

26.11 

60 

33.89 

20.00 

6.78 

0.0250 

0.6837 

23.36 

75 

51.64 

20.00 

10.33 

0.0300 

0.1873 

23.36 

75 

51.64 

20.00 

10.33 

0.0300 

4.0930 

25.85 

75 

49.15 

20.00 

9.83 

0.0300 

1.1582 

25.85 

75 

49.15 

20.00 

9.83 

0.0300 

0.4364 

25.46 

75 

49.54 

20.00 

9.91 

0.0300 

0.0954 

25.46 

75 

49.54 

20.00 

9.91 

0.0300 

1.3159 

24.38 

75 

50.62 

20.00 

10.12 

0.0300 

0.5919 

24.38 

75 

50.62 

20.00 

10.12 

0.0300 

0.0101 

22.17 

72 

49.83 

5.00 

2.49 

0.0015 

0.0041 

22.43 

75 

52.57 

20.00 

10.51 

0.0300 

0.8433 

16.19 

70 

53.81 

20.00 

10.76 

0.0200 

0.3734 

16.19 

75 

58.81 

30.00 

17.64 

0.0300 

0.8429 

20.32 

75 

54.68 

20.00 

10.94 

0.0300 

0.9933 

21.75 

75 

53.25 

20.00 

10.65 

0.0300 

0.0004 

21.75 

75 

53.25 

20.00 

10.65 

0.0300 

1.7734 

25.85 

75 

49.15 

20.00 

9.83 

0.0300 

3.5777 

12.99 

70 

57.01 

20.00 

11.40 

0.0200 

0.5814 

12.99 

75 

62.01 

30.00 

18.60 

0.0300 

0.3457 

15.69 

70 

54.31 

20.00 

10.86 

0.0200 

0.0680 

15.69 

60 

44.31 

20.00 

8.86 

0.0250 

0.4042 

18.13 

70 

51.87 

20.00 

10.37 

0.0200 

0.3135 



































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Quartzite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

18.13 

75 

56.87 

30.00 

17.06 

0.0300 

0.2586 

27.96 

75 

47.04 

20.00 

9.41 

0.0300 

0.0185 

27.65 

75 

47.35 

20.00 

9.47 

0.0300 

1.2539 

26.05 

72 

45.95 

5.00 

2.30 

0.0015 

0.0072 

30.02 

75 

44.98 

20.00 

9.00 

0.0300 

1.8919 

28.63 

75 

46.37 

20.00 

9.27 

0.0300 

0.9982 

24.56 

75 

50.44 

20.00 

10.09 

0.0300 

1.0454 

24.56 

75 

50.44 

20.00 

10.09 

0.0300 

0.1625 

24.73 

75 

50.27 

20.00 

10.05 

0.0300 

0.5285 

25.84 

60 

34.16 

20.00 

6.83 

0.0250 

0.8361 

23.72 

60 

36.28 

20.00 

7.26 

0.0250 

0.3462 

25.52 

75 

49.48 

20.00 

9.90 

0.0300 

0.0662 

24.51 

60 

35.49 

20.00 

7.10 

0.0250 

3.3383 

28.36 

75 

46.64 

20.00 

9.33 

0.0300 

1.0104 

23.12 

70 

46.88 

20.00 

9.38 

0.0200 

0.0260 

23.12 

75 

51.88 

30.00 

15.57 

0.0300 

0.2902 

25.89 

60 

34.11 

20.00 

6.82 

0.0250 

0.1125 

25.89 

80 

54.11 

5.00 

2.71 

0.0015 

0.0001 

25.89 

60 

34.11 

20.00 

6.82 

0.0250 

0.3591 

22.58 

75 

52.42 

20.00 

10.48 

0.0300 

0.1636 

27.90 

75 

47.10 

20.00 

9.42 

0.0300 

0.4573 

27.90 

75 

47.10 

20.00 

9.42 

0.0300 

0.0074 

21.89 

75 

53.11 

20.00 

10.62 

0.0300 

0.2731 

17.42 

60 

42.58 

20.00 

8.52 

0.0250 

0.0002 

24.73 

60 

35.27 

20.00 

7.05 

0.0250 

0.0003 

27.16 

100 

72.84 

3.00 

2.19 

0.0015 

0.0000 

27.16 

90 

62.84 

25.00 

15.71 

0.0200 

0.0079 

23.57 

75 

51.43 

20.00 

10.29 

0.0300 

0.9671 

23.57 

75 

51.43 

20.00 

10.29 

0.0300 

0.5907 

19.02 

75 

55.98 

30.00 

16.79 

0.0300 

4.1287 

30.48 

75 

44.53 

20.00 

8.91 

0.0300 

0.1005 

30.48 

75 

44.53 

20.00 

8.91 

0.0300 

2.2505 

22.02 

75 

52.98 

20.00 

10.60 

0.0300 

1.4179 

22.02 

75 

52.98 

20.00 

10.60 

0.0300 

0.4325 

28.42 

72 

43.58 

5.00 

2.18 

0.0015 

0.0001 

28.42 

75 

46.58 

20.00 

9.32 

0.0300 

0.0008 

58.10 

100 

41.90 

25.00 

10.47 

0.0150 

1.4333 

27.21 

100 

72.79 

3.00 

2.18 

0.0015 

0.0167 

27.21 

90 

62.79 

25.00 

15.70 

0.0200 

1.6216 

34.31 

140 

105.69 

5.00 

5.28 

0.0015 

0.0016 

34.31 

80 

45.69 

20.00 

9.14 

0.0300 

0.4135 

48.96 

75 

26.04 

25.00 

6.51 

0.0150 

0.0583 

48.96 

80 

31.04 

20.00 

6.21 

0.0300 

0.0017 

28.93 

72 

43.07 

5.00 

2.15 

0.0015 

0.0033 

28.93 

75 

46.07 

20.00 

9.21 

0.0300 

0.4119 

27.62 

75 

47.38 

20.00 

9.48 

0.0300 

2.9601 

14.12 

72 

57.88 

5.00 

2.89 

0.0015 

0.0021 

14.12 

75 

60.88 

20.00 

12.18 

0.0300 

0.8882 

26.85 

72 

45.15 

5.00 

2.26 

0.0015 

0.0008 

26.85 

75 

48.15 

20.00 

9.63 

0.0300 

3.6140 

27.74 

75 

47.26 

20.00 

9.45 

0.0300 

0.0370 

38.42 

140 

101.58 

5.00 

5.08 

0.0015 

0.0000 

38.42 

80 

41.58 

20.00 

8.32 

0.0300 

0.3102 

27.43 

80 

52.57 

20.00 

10.51 

0.0300 

0.5742 

14.55 

72 

57.45 

5.00 

2.87 

0.0015 

0.0002 












































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

14.55 

75 

60.45 

20.00 

12.09 

0.0300 

0.0020 

18.98 

72 

53.02 

5.00 

2.65 

0.0015 

0.0017 

18.98 

75 

56.02 

20.00 

11.20 

0.0300 

0.3028 

27.53 

72 

44.47 

5.00 

2.22 

0.0015 

0.0078 

19.14 

72 

52.86 

5.00 

2.64 

0.0015 

0.0025 

19.14 

75 

55.86 

20.00 

11.17 

0.0300 

2.2905 

23.52 

72 

48.48 

5.00 

2.42 

0.0015 

0.0016 

23.52 

75 

51.48 

20.00 

10.30 

0.0300 

1.7987 

20.10 

72 

51.90 

5.00 

2.60 

0.0015 

0.0001 

38.31 

80 

41.69 

20.00 

8.34 

0.0300 

0.4424 

43.24 

80 

36.76 

20.00 

7.35 

0.0300 

0.3427 

18.00 

75 

57.00 

20.00 

11.40 

0.0300 

0.5441 

25.29 

80 

54.71 

5.00 

2.74 

0.0015 

0.0103 

25.29 

60 

34.71 

20.00 

6.94 

0.0250 

0.0129 

56.07 

75 

18.93 

25.00 

4.73 

0.0150 

0.1541 

56.07 

100 

43.93 

3.00 

1.32 

0.0015 

0.0002 

31.76 

80 

48.24 

20.00 

9.65 

0.0300 

0.1726 

23.84 

75 

51.16 

20.00 

10.23 

0.0300 

0.6110 

36.77 

140 

103.23 

5.00 

5.16 

0.0015 

0.0006 

36.77 

80 

43.23 

20.00 

8.65 

0.0300 

1.2321 

28.50 

75 

46.50 

20.00 

9.30 

0.0300 

1.0129 

28.62 

75 

46.38 

20.00 

9.28 

0.0300 

0.9386 

38.03 

140 

101.97 

5.00 

5.10 

0.0015 

0.0075 

38.03 

80 

41.97 

20.00 

8.39 

0.0300 

0.8040 

25.92 

80 

54.08 

20.00 

10.82 

0.0300 

3.0486 

46.76 

75 

28.24 

25.00 

7.06 

0.0150 

0.0008 

46.76 

80 

33.24 

20.00 

6.65 

0.0300 

0.2957 

24.40 

75 

50.60 

20.00 

10.12 

0.0300 

0.9088 

39.60 

80 

40.40 

20.00 

8.08 

0.0300 

0.6062 

22.11 

75 

52.89 

20.00 

10.58 

0.0300 

1.1171 

30.72 

75 

44.28 

20.00 

8.86 

0.0300 

0.6386 

30.09 

140 

109.91 

5.00 

5.50 

0.0015 

0.0213 

30.09 

80 

49.91 

20.00 

9.98 

0.0300 

0.8618 

29.01 

75 

45.99 

20.00 

9.20 

0.0300 

0.2501 

27.64 

72 

44.36 

5.00 

2.22 

0.0015 

0.0095 

27.64 

75 

47.36 

20.00 

9.47 

0.0300 

0.5966 

23.91 

80 

56.09 

25.00 

14.02 

0.0150 

0.2806 

23.91 

90 

66.09 

3.00 

1.98 

0.0015 

0.0075 

23.91 

90 

66.09 

25.00 

16.52 

0.0200 

0.3059 

56.40 

100 

43.60 

25.00 

10.90 

0.0150 

0.5282 

56.40 

100 

43.60 

3.00 

1.31 

0.0015 

0.0001 

30.56 

72 

41.44 

5.00 

2.07 

0.0015 

0.0012 

30.56 

75 

44.44 

20.00 

8.89 

0.0300 

1.7616 

30.62 

80 

49.38 

20.00 

9.88 

0.0300 

0.9614 

35.82 

80 

44.18 

20.00 

8.84 

0.0300 

0.7567 

29.26 

75 

45.74 

20.00 

9.15 

0.0300 

1.4276 

26.41 

72 

45.59 

5.00 

2.28 

0.0015 

0.0071 

30.94 

75 

44.06 

20.00 

8.81 

0.0300 

0.7288 

23.08 

100 

76.92 

3.00 

2.31 

0.0015 

0.0118 

23.08 

90 

66.92 

25.00 

16.73 

0.0200 

0.3355 

51.06 

100 

48.94 

25.00 

12.24 

0.0150 

0.0386 

22.87 

80 

57.13 

20.00 

11.43 

0.0300 

0.3212 

26.04 

80 

53.96 

20.00 

10.79 

0.0300 

2.2283 

33.80 

140 

106.20 

5.00 

5.31 

0.0015 

0.0078 

33.80 

80 

46.20 

20.00 

9.24 

0.0300 

1.5344 













































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

26.42 

100 

73.58 

3.00 

2.21 

0.0015 

0.0057 

26.42 

90 

63.58 

25.00 

15.89 

0.0200 

0.8347 

31.35 

75 

43.65 

20.00 

8.73 

0.0300 

1.1742 

28.20 

80 

51.80 

20.00 

10.36 

0.0300 

0.5108 

32.54 

80 

47.46 

20.00 

9.49 

0.0300 

2.0761 

25.46 

75 

49.54 

20.00 

9.91 

0.0300 

0.0090 

27.30 

100 

72.70 

3.00 

2.18 

0.0015 

0.0000 

27.30 

90 

62.70 

25.00 

15.68 

0.0200 

3.1825 

22.17 

72 

49.83 

5.00 

2.49 

0.0015 

0.0002 

19.11 

80 

60.89 

20.00 

12.18 

0.0300 

0.2031 

25.15 

80 

54.85 

20.00 

10.97 

0.0300 

1.4560 

31.14 

75 

43.86 

20.00 

8.77 

0.0300 

0.2188 

25.60 

80 

54.40 

20.00 

10.88 

0.0300 

1.1051 

22.02 

140 

117.98 

5.00 

5.90 

0.0015 

0.0006 

22.02 

80 

57.98 

20.00 

11.60 

0.0300 

1.3326 

26.43 

80 

53.57 

20.00 

10.71 

0.0300 

0.9588 

21.75 

75 

53.25 

20.00 

10.65 

0.0300 

0.7525 

30.07 

80 

49.93 

20.00 

9.99 

0.0300 

1.0572 

59.19 

100 

40.81 

25.00 

10.20 

0.0150 

0.5181 

55.18 

100 

44.82 

25.00 

11.20 

0.0150 

1.6224 

27.90 

140 

112.10 

5.00 

5.60 

0.0015 

0.0035 

27.90 

80 

52.10 

20.00 

10.42 

0.0300 

1.3821 

58.94 

100 

41.06 

25.00 

10.27 

0.0150 

0.5416 

37.69 

80 

42.31 

25.00 

10.58 

0.0150 

0.8779 

37.69 

90 

52.31 

3.00 

1.57 

0.0015 

0.0002 

37.69 

90 

52.31 

25.00 

13.08 

0.0200 

0.4070 

40.36 

140 

99.64 

5.00 

4.98 

0.0015 

0.0101 

40.36 

80 

39.64 

20.00 

7.93 

0.0300 

0.6238 

43.94 

80 

36.06 

20.00 

7.21 

0.0300 

0.0005 

28.00 

72 

44.00 

5.00 

2.20 

0.0015 

0.0022 

28.00 

75 

47.00 

20.00 

9.40 

0.0300 

0.5972 

27.96 

72 

44.04 

5.00 

2.20 

0.0015 

0.0020 

27.96 

75 

47.04 

20.00 

9.41 

0.0300 

0.6032 

24.49 

80 

55.51 

20.00 

11.10 

0.0300 

1.9183 

17.71 

72 

54.29 

5.00 

2.71 

0.0015 

0.0030 

51.18 

75 

23.82 

25.00 

5.96 

0.0150 

0.0412 

51.18 

80 

28.82 

20.00 

5.76 

0.0300 

0.0005 

43.73 

80 

36.27 

20.00 

7.25 

0.0300 

0.1718 

40.51 

140 

99.49 

5.00 

4.97 

0.0015 

0.0002 

40.51 

80 

39.49 

20.00 

7.90 

0.0300 

0.5729 

57.42 

75 

17.58 

25.00 

4.39 

0.0150 

0.1799 

57.42 

100 

42.58 

3.00 

1.28 

0.0015 

0.0009 

37.76 

75 

37.24 

25.00 

9.31 

0.0150 

0.1400 

37.76 

100 

62.24 

3.00 

1.87 

0.0015 

0.0071 

37.76 

90 

52.24 

25.00 

13.06 

0.0200 

1.1257 

28.76 

80 

51.24 

20.00 

10.25 

0.0300 

0.9271 

31.83 

80 

48.17 

20.00 

9.63 

0.0300 

0.3782 

29.87 

75 

45.13 

20.00 

9.03 

0.0300 

2.6520 

45.34 

75 

29.66 

25.00 

7.42 

0.0150 

0.0791 

45.34 

140 

94.66 

5.00 

4.73 

0.0015 

0.0117 

45.34 

80 

34.66 

20.00 

6.93 

0.0300 

0.0930 

48.20 

75 

26.80 

25.00 

6.70 

0.0150 

0.0724 

48.20 

140 

91.80 

5.00 

4.59 

0.0015 

0.0260 

48.20 

80 

31.80 

20.00 

6.36 

0.0300 

0.1314 

30.59 

80 

49.41 

20.00 

9.88 

0.0300 

0.3657 










































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



06001016 


Sanwalpur (Shekhawatan) 


Satwas 


Seepur 


Shahpura (M) 


Sherpura 


Sitapur 


Surpura 


Swamipura 


Tatera 


Udawala 


Vidara (rural) 


Vishan Garh 


Agar 


Ajabpura 


Angari 


Bakhatpura 


Bamanwas Kankar 


Bandrol 


Barh Doli 


Barh Goojran 


Bas Booriya 


Bas Dayal 


Bas Gordhan 


Bas Karnawat 


Bas Narbad 


Bas Shekhawat 


Basai Abhairam 


Basai Jogiyan 


Basdi 


Beelath 


Bhangdoli 


Bhojera 


Bhojpura @ Lakhawala 


Bhoodiyawas 


Biharisar 


Census Code 


0813000601757400 


0812000301469100 


0813000501742500 


0812000341203000 


0812000301475400 


0812000201460200 


0812000201464400 


0812000301470700 


0813000601757000 


0812000301476900 


0812000301475800 


0812000301474800 


0806000900886600 


0806000900879400 


0806000900885000 


0806000900881800 


0806000900880300 


0806000900881700 


0806000900882300 


0806000900882500 


0806000900879500 


0806000800875900 


0806000800877900 


0806000800876000 


0806000800877800 


0806000800876700 


0806000900882800 


0806000900880900 


0806000800877600 


0806000800876300 


0806000900884400 


0812000201465800 


0812000201461800 


0806000900882600 


0806000900883100 



Zone (Fresh 
/ Saline) 


6.86 Fresh 


5.68 Fresh 


5.95 Fresh 


18.11 Fresh 


6.06 Fresh 


11.37 Fresh 


3.11 Fresh 


0.64 Fresh 


5.16 Fresh 


6.04 Fresh 


6.50 Fresh 


26.89 Fresh 


12.50 Fresh 


2.20 Fresh 


11.12 Fresh 


1.62 Fresh 


5.39 Fresh 


9.86 Fresh 



1.40 Fresh 


2.50 Fresh 



0.61 Fresh 


2.90 Fresh 


2.28 Fresh 


4.83 Fresh 


3.01 Fresh 


1.06 Fresh 


2.04 Fresh 


5.25 Fresh 


2.16 Fresh 


10.38 Fresh 


4.02 Fresh 


4.42 Fresh 


5.88 Fresh 


2.40 Fresh 


2.01 Fresh 



Burja 


Chainpura 


Chak Gorawari 


0806000800877400 


0806000800877100 


0812000201463000 


2.69 Fresh 


3.45 Fresh 


0.64 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Quartzite 

Non-command 

Younger Alluvium 

Non-command 

Quartzite 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Quartzite 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Quartzite 

Non-command 

Younger Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Slate 

Non-command 

Quartzite 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

52.46 

75 

22.54 

25.00 

5.63 

0.0150 

0.2661 

30.29 

75 

44.71 

20.00 

8.94 

0.0300 

1.5230 

51.49 

100 

48.51 

25.00 

12.13 

0.0150 

0.3263 

51.49 

90 

38.51 

25.00 

9.63 

0.0200 

0.4498 

30.19 

140 

109.81 

5.00 

5.49 

0.0015 

0.0246 

30.19 

80 

49.81 

20.00 

9.96 

0.0300 

4.3306 

33.31 

140 

106.69 

5.00 

5.33 

0.0015 

0.0012 

33.31 

80 

46.69 

20.00 

9.34 

0.0300 

1.5500 

22.58 

75 

52.42 

20.00 

10.48 

0.0300 

3.4131 

31.21 

75 

43.79 

20.00 

8.76 

0.0300 

0.8126 

36.78 

80 

43.22 

20.00 

8.64 

0.0300 

0.1650 

27.16 

100 

72.84 

3.00 

2.19 

0.0015 

0.0000 

27.16 

90 

62.84 

25.00 

15.71 

0.0200 

1.5196 

24.34 

80 

55.66 

20.00 

11.13 

0.0300 

1.4351 

29.48 

80 

50.52 

20.00 

10.10 

0.0300 

1.3983 

38.54 

140 

101.46 

5.00 

5.07 

0.0015 

0.0179 

38.54 

80 

41.46 

20.00 

8.29 

0.0300 

0.0678 

22.38 

100 

77.62 

5.00 

3.88 

0.0015 

0.0095 

45.82 

60 

14.18 

20.00 

2.84 

0.0200 

0.1249 

23.47 

100 

76.53 

5.00 

3.83 

0.0015 

0.0263 

20.82 

100 

79.18 

5.00 

3.96 

0.0015 

0.0095 

14.68 

60 

45.32 

20.00 

9.06 

0.0200 

0.6128 

22.25 

60 

37.75 

20.00 

7.55 

0.0200 

0.1802 

22.25 

100 

77.75 

5.00 

3.89 

0.0015 

0.0029 

26.74 

70 

43.26 

20.00 

8.65 

0.0200 

0.4576 

26.74 

80 

53.26 

5.00 

2.66 

0.0015 

0.0000 

26.74 

75 

48.26 

30.00 

14.48 

0.0300 

0.2728 

19.05 

60 

40.95 

20.00 

8.19 

0.0200 

0.2296 

19.84 

60 

40.16 

20.00 

8.03 

0.0200 

0.3348 

19.84 

100 

80.16 

5.00 

4.01 

0.0015 

0.0025 

21.90 

60 

38.10 

20.00 

7.62 

0.0200 

0.0781 

21.90 

100 

78.10 

5.00 

3.91 

0.0015 

0.0033 

44.18 

60 

15.82 

20.00 

3.16 

0.0200 

0.0389 

11.60 

70 

58.40 

20.00 

11.68 

0.0200 

0.3839 

30.44 

70 

39.56 

20.00 

7.91 

0.0200 

0.3607 

9.42 

70 

60.58 

20.00 

12.12 

0.0200 

0.8189 

29.78 

70 

40.22 

20.00 

8.04 

0.0200 

0.4841 

11.05 

70 

58.95 

20.00 

11.79 

0.0200 

0.0310 

19.48 

60 

40.52 

20.00 

8.10 

0.0200 

0.3310 

20.09 

60 

39.91 

20.00 

7.98 

0.0200 

0.8151 

20.09 

100 

79.91 

5.00 

4.00 

0.0015 

0.0009 

28.38 

70 

41.62 

20.00 

8.32 

0.0200 

0.3593 

26.99 

70 

43.01 

20.00 

8.60 

0.0200 

0.0148 

25.67 

100 

74.33 

5.00 

3.72 

0.0015 

0.0071 

25.67 

100 

74.33 

5.00 

3.72 

0.0015 

0.0009 

28.81 

72 

43.19 

5.00 

2.16 

0.0015 

0.0001 

31.75 

75 

43.25 

20.00 

8.65 

0.0300 

0.4468 

15.00 

60 

45.00 

20.00 

9.00 

0.0200 

0.2466 

21.13 

60 

38.87 

20.00 

7.77 

0.0200 

0.0971 

21.13 

100 

78.87 

5.00 

3.94 

0.0015 

0.0082 

25.94 

70 

44.06 

20.00 

8.81 

0.0200 

0.9788 

25.94 

80 

54.06 

5.00 

2.70 

0.0015 

0.0000 

22.36 

70 

47.64 

20.00 

9.53 

0.0200 

0.5130 

21.41 

70 

48.59 

20.00 

9.72 

0.0200 

0.0064 

25.14 

75 

49.86 

25.00 

12.47 

0.0150 

0.0000 




























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Quartzite 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Quartzite 


Quartzite 


Younger Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Slate 


Older Alluvium 


Slate 


Older Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Slate 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

25.14 

72 

46.86 

5.00 

2.34 

0.0015 

0.0002 

35.39 

60 

24.61 

20.00 

4.92 

0.0200 

0.3515 

28.36 

70 

41.64 

20.00 

8.33 

0.0200 

1.3162 

30.81 

75 

44.19 

20.00 

8.84 

0.0300 

0.0273 

27.75 

100 

72.25 

5.00 

3.61 

0.0015 

0.0210 

31.23 

72 

40.77 

5.00 

2.04 

0.0015 

0.0018 

31.23 

75 

43.77 

20.00 

8.75 

0.0300 

0.2451 

27.09 

100 

72.91 

5.00 

3.65 

0.0015 

0.0087 

21.97 

100 

78.03 

5.00 

3.90 

0.0015 

0.0151 

45.02 

60 

14.98 

20.00 

3.00 

0.0200 

0.0363 

17.44 

60 

42.56 

20.00 

8.51 

0.0200 

0.6937 

17.44 

100 

82.56 

5.00 

4.13 

0.0015 

0.0111 

12.57 

60 

47.43 

20.00 

9.49 

0.0200 

0.0336 

12.57 

100 

87.43 

5.00 

4.37 

0.0015 

0.0049 

12.57 

60 

47.43 

5.00 

2.37 

0.0015 

0.0000 

12.57 

100 

87.43 

5.00 

4.37 

0.0015 

0.0050 

20.83 

60 

39.17 

20.00 

7.83 

0.0200 

0.2117 

20.53 

60 

39.47 

20.00 

7.89 

0.0200 

0.0000 

20.53 

100 

79.47 

5.00 

3.97 

0.0015 

0.0587 

34.14 

60 

25.86 

20.00 

5.17 

0.0200 

1.4469 

24.64 

100 

75.36 

5.00 

3.77 

0.0015 

0.0173 

27.85 

100 

72.15 

5.00 

3.61 

0.0015 

0.0151 

25.97 

100 

74.03 

5.00 

3.70 

0.0015 

0.0035 

24.32 

100 

75.68 

5.00 

3.78 

0.0015 

0.0126 

24.32 

100 

75.68 

5.00 

3.78 

0.0015 

0.0009 

29.03 

70 

40.97 

20.00 

8.19 

0.0200 

0.8344 

25.25 

100 

74.75 

5.00 

3.74 

0.0015 

0.0025 

21.38 

60 

38.62 

20.00 

7.72 

0.0200 

0.1407 

21.38 

100 

78.62 

5.00 

3.93 

0.0015 

0.0264 

28.05 

75 

46.95 

20.00 

9.39 

0.0300 

0.0594 

27.35 

70 

42.65 

20.00 

8.53 

0.0200 

0.2235 

9.86 

70 

60.14 

20.00 

12.03 

0.0200 

0.8679 

24.67 

100 

75.33 

5.00 

3.77 

0.0015 

0.0276 

31.02 

60 

28.98 

20.00 

5.80 

0.0200 

0.9864 

30.07 

72 

41.93 

5.00 

2.10 

0.0015 

0.0002 

26.32 

60 

33.68 

20.00 

6.74 

0.0200 

0.4428 

26.11 

60 

33.89 

20.00 

6.78 

0.0250 

0.4062 

31.42 

60 

28.58 

20.00 

5.72 

0.0200 

0.6740 

31.42 

100 

68.58 

5.00 

3.43 

0.0015 

0.0033 

28.44 

70 

41.56 

20.00 

8.31 

0.0200 

0.1456 

27.60 

70 

42.40 

20.00 

8.48 

0.0200 

0.6287 

19.78 

70 

50.22 

20.00 

10.04 

0.0200 

0.6308 

19.73 

60 

40.27 

20.00 

8.05 

0.0200 

0.4189 

19.73 

100 

80.27 

5.00 

4.01 

0.0015 

0.0026 

38.68 

60 

21.32 

20.00 

4.26 

0.0200 

0.3973 

28.28 

70 

41.72 

20.00 

8.34 

0.0200 

0.1467 

29.50 

72 

42.50 

5.00 

2.13 

0.0015 

0.0038 

13.76 

70 

56.24 

20.00 

11.25 

0.0200 

0.3683 

35.75 

60 

24.25 

20.00 

4.85 

0.0200 

0.1776 

21.70 

100 

78.30 

5.00 

3.92 

0.0015 

0.0003 

21.70 

100 

78.30 

5.00 

3.92 

0.0015 

0.0064 

16.19 

70 

53.81 

20.00 

10.76 

0.0200 

0.0145 

24.24 

60 

35.76 

20.00 

7.15 

0.0200 

0.4195 

24.24 

100 

75.76 

5.00 

3.79 

0.0015 

0.0000 

26.55 

60 

33.45 

20.00 

6.69 

0.0200 

0.0067 
































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Slate 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Quartzite 


Younger Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Slate 


Quartzite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

26.55 

100 

73.45 

5.00 

3.67 

0.0015 

0.0000 

12.99 

70 

57.01 

20.00 

11.40 

0.0200 

0.0372 

21.99 

60 

38.01 

20.00 

7.60 

0.0200 

0.0677 

21.99 

100 

78.01 

5.00 

3.90 

0.0015 

0.0111 

12.56 

60 

47.44 

20.00 

9.49 

0.0200 

0.9463 

27.32 

100 

72.68 

5.00 

3.63 

0.0015 

0.0007 

15.69 

70 

54.31 

20.00 

10.86 

0.0200 

0.0016 

23.53 

100 

76.47 

5.00 

3.82 

0.0015 

0.0442 

29.18 

60 

30.82 

20.00 

6.16 

0.0200 

2.2149 

19.87 

70 

50.13 

20.00 

10.03 

0.0200 

0.0172 

23.55 

100 

76.45 

5.00 

3.82 

0.0015 

0.0063 

23.55 

100 

76.45 

5.00 

3.82 

0.0015 

0.0037 

18.13 

70 

51.87 

20.00 

10.37 

0.0200 

0.7787 

10.02 

70 

59.98 

20.00 

12.00 

0.0200 

2.5974 

30.02 

75 

44.98 

25.00 

11.24 

0.0150 

0.0000 

30.02 

72 

41.98 

5.00 

2.10 

0.0015 

0.0135 

30.02 

75 

44.98 

20.00 

9.00 

0.0300 

2.8719 

21.71 

70 

48.29 

20.00 

9.66 

0.0200 

0.2709 

28.63 

75 

46.37 

20.00 

9.27 

0.0300 

1.5626 

45.72 

60 

14.28 

20.00 

2.86 

0.0200 

0.0921 

29.67 

70 

40.33 

20.00 

8.07 

0.0200 

0.2798 

21.45 

60 

38.55 

20.00 

7.71 

0.0200 

0.1171 

21.45 

100 

78.55 

5.00 

3.93 

0.0015 

0.0020 

33.89 

60 

26.11 

20.00 

5.22 

0.0200 

0.1712 

23.12 

70 

46.88 

20.00 

9.38 

0.0200 

1.3891 

23.12 

75 

51.88 

30.00 

15.57 

0.0300 

0.7824 

22.97 

70 

47.03 

20.00 

9.41 

0.0200 

0.0120 

22.97 

80 

57.03 

5.00 

2.85 

0.0015 

0.0003 

26.46 

100 

73.54 

5.00 

3.68 

0.0015 

0.0059 

31.90 

72 

40.10 

5.00 

2.01 

0.0015 

0.0014 

31.90 

75 

43.10 

20.00 

8.62 

0.0300 

0.8939 

18.96 

100 

81.04 

5.00 

4.05 

0.0015 

0.0002 

25.86 

60 

34.14 

20.00 

6.83 

0.0200 

0.3832 

25.86 

100 

74.14 

5.00 

3.71 

0.0015 

0.0166 

20.93 

100 

79.07 

5.00 

3.95 

0.0015 

0.0144 

42.28 

60 

17.72 

20.00 

3.54 

0.0200 

0.1291 

23.08 

75 

51.92 

25.00 

12.98 

0.0150 

0.0000 

23.08 

72 

48.92 

5.00 

2.45 

0.0015 

0.0039 

22.15 

60 

37.85 

20.00 

7.57 

0.0200 

0.1593 

22.15 

100 

77.85 

5.00 

3.89 

0.0015 

0.0107 

15.50 

100 

84.50 

5.00 

4.22 

0.0015 

0.0118 

15.50 

100 

84.50 

5.00 

4.22 

0.0015 

0.0205 

15.50 

100 

84.50 

5.00 

4.22 

0.0015 

0.0001 

15.33 

60 

44.68 

20.00 

8.94 

0.0200 

0.4728 

30.48 

75 

44.53 

20.00 

8.91 

0.0300 

0.4245 

27.73 

60 

32.27 

20.00 

6.45 

0.0200 

0.2045 

23.95 

60 

36.05 

20.00 

7.21 

0.0200 

0.1012 

23.95 

100 

76.05 

5.00 

3.80 

0.0015 

0.0132 

28.42 

72 

43.58 

5.00 

2.18 

0.0015 

0.0006 

29.94 

72 

42.06 

5.00 

2.10 

0.0015 

0.0042 

29.94 

75 

45.06 

20.00 

9.01 

0.0300 

0.0092 

25.45 

75 

49.55 

20.00 

9.91 

0.0300 

0.8206 

27.99 

75 

47.01 

25.00 

11.75 

0.0150 

0.0000 

27.99 

72 

44.01 

5.00 

2.20 

0.0015 

0.0173 

22.25 

60 

37.75 

20.00 

7.55 

0.0200 

0.7398 















































































































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 


Bhairunpura 
Bhojpura @ Lakhawala 
Biyawas 
Chak Chamroli 

Chak Gorawari 

Chak Kharda 
Chak Muzaffarpur 

Chheetoli _ 

Dahra 

Daulaj 

Deoli 

Devipura @ Baniya Ka B 

Gopipur 

Gyanpura 

Ismailpur 

Jadoo Ka Bas 
Kankrana Bara 

Kankrana Chhota 

Kuhada 

Mahasingh Ka Bas 

Malootana 

Pachhodala 

Papra 

Papri 

Rughnathpura @ Talooka 
Rundh Narayanpur 

Sothana 

Sujapur 

Viratnagar (m) 

Akoli 

Alampur 

Alipur 

Anaka 

Badsara 

Baghana 



0812000201461800 _ 5.88 Fresh Non-command 

0812000201463700 13.87 Fresh Non-command 


0812000201463400 0.45 Fresh Non-command 

Non-command 

0812000201463000 0.64 Fresh Non-command 

Non-command 

0812000201462600 ~ 1.77 7Tesh Non-command 

0812000201462900 _ 1.83 Fresh Non-command 

Non-command 

0812000201461400 5.43 Fresh Non-command 


0806000900881600 3.69 Fresh Non-command 

Non-command 

0812000201465600 3.48 Fresh Non-command 

0812000201462000 ~ 7.64 7Tesh Non-command 

Non-command 

0812000201461500 3.41 Fresh Non-command 


0812000201463500 _ 1.05 Fresh Non-command 

0812000201465500 3.73 Fresh Non-command 


0812000201463100 _ 2.30 Fresh Non-command 

Non-command 

0812000201461700 ~ 2.41 7Tesh Non-command 

0812000201462400 _ 5.20 Fresh Non-command 

Non-command 

0812000201462300 ~ 3.65 7Tesh Non-command 

Non-command 

0812000201462700 7.24 Fresh Non-command 


0812000201463200 _ 1.35 Fresh Non-command 

Non-command 

0806000900881500 10.32 Fresh Non-command 

Non-command 

0812000101459100 ~ 29.89 7Tesh Non-command 

Non-command 

0812000201462500 ~ 3.96 7Tesh Non-command 

Non-command 

0812000201463600 ~ 13.76 7Tesh Non-command 

Non-command 

0812000201461900 5.42 Fresh Non-command 

0806000900881400 14.84 Fresh Non-command 

Non-command 

0812000201462200 ~ 4.70 7Tesh Non-command 

Non-command 

0812000201463300 ~ 5.14 7Tesh Non-command 

Non-command 

0812000241202000 ~ 34.43 7Tesh Non-command 

Non-command 

0806000300785500 8.64 Saline Non-command 


0806000300789700 3.56 Fresh Non-command 

0806000200774600 3.69 Fresh Non-command 

Saline Non-command 

0806000300788500 2.05 Fresh Non-command 


0806000300791300 6.00 Fresh Non-command 

Saline Non-command 

0806000300790000 8.26 Fresh Non-command 


Hydrogeological Unit 


Quartzite 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Younger Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

22.25 

100 

77.75 

5.00 

3.89 

0.0015 

0.0000 

20.82 

72 

51.18 

5.00 

2.56 

0.0015 

0.0000 

31.75 

75 

43.25 

20.00 

8.65 

0.0300 

0.9891 

18.00 

75 

57.00 

20.00 

11.40 

0.0300 

0.1301 

29.34 

72 

42.66 

5.00 

2.13 

0.0015 

0.0012 

29.34 

75 

45.66 

20.00 

9.13 

0.0300 

0.0204 

25.14 

75 

49.86 

25.00 

12.47 

0.0150 

0.0000 

25.14 

72 

46.86 

5.00 

2.34 

0.0015 

0.0016 

29.52 

72 

42.48 

5.00 

2.12 

0.0015 

0.0053 

28.46 

75 

46.54 

25.00 

11.64 

0.0150 

0.0000 

28.46 

72 

43.54 

5.00 

2.18 

0.0015 

0.0051 

30.81 

75 

44.19 

20.00 

8.84 

0.0300 

0.4415 

26.77 

60 

33.23 

20.00 

6.65 

0.0200 

0.4498 

26.77 

100 

73.23 

5.00 

3.66 

0.0015 

0.0017 

30.22 

72 

41.78 

5.00 

2.09 

0.0015 

0.0001 

31.23 

72 

40.77 

5.00 

2.04 

0.0015 

0.0024 

31.23 

75 

43.77 

20.00 

8.75 

0.0300 

1.3479 

25.07 

75 

49.93 

20.00 

9.99 

0.0300 

0.0192 

30.04 

75 

44.96 

20.00 

8.99 

0.0300 

0.2564 

31.68 

72 

40.32 

5.00 

2.02 

0.0015 

0.0000 

29.06 

75 

45.94 

25.00 

11.48 

0.0150 

0.0000 

29.06 

72 

42.94 

5.00 

2.15 

0.0015 

0.0074 

27.64 

75 

47.36 

20.00 

9.47 

0.0300 

0.6835 

29.76 

72 

42.24 

5.00 

2.11 

0.0015 

0.0120 

29.76 

75 

45.24 

20.00 

9.05 

0.0300 

0.0360 

30.07 

72 

41.93 

5.00 

2.10 

0.0015 

0.0093 

30.07 

75 

44.93 

20.00 

8.99 

0.0300 

0.0603 

29.50 

72 

42.50 

5.00 

2.13 

0.0015 

0.0132 

28.33 

75 

46.67 

25.00 

11.67 

0.0150 

0.0000 

28.33 

72 

43.67 

5.00 

2.18 

0.0015 

0.0044 

26.55 

60 

33.45 

20.00 

6.69 

0.0200 

0.8331 

26.55 

100 

73.45 

5.00 

3.67 

0.0015 

0.0059 

30.02 

75 

44.98 

25.00 

11.24 

0.0150 

0.0000 

30.02 

72 

41.98 

5.00 

2.10 

0.0015 

0.0027 

29.99 

72 

42.01 

5.00 

2.10 

0.0015 

0.0109 

29.99 

75 

45.01 

20.00 

9.00 

0.0300 

0.1133 

24.73 

72 

47.27 

5.00 

2.36 

0.0015 

0.0003 

24.73 

75 

50.27 

20.00 

10.05 

0.0300 

1.9466 

31.90 

75 

43.10 

20.00 

8.62 

0.0300 

0.0000 

25.86 

60 

34.14 

20.00 

6.83 

0.0200 

0.3952 

25.86 

100 

74.14 

5.00 

3.71 

0.0015 

0.0092 

28.85 

72 

43.15 

5.00 

2.16 

0.0015 

0.0051 

28.85 

75 

46.15 

20.00 

9.23 

0.0300 

0.7770 

23.08 

75 

51.92 

25.00 

12.98 

0.0150 

0.0000 

23.08 

72 

48.92 

5.00 

2.45 

0.0015 

0.0118 

28.42 

72 

43.58 

5.00 

2.18 

0.0015 

0.0460 

28.42 

75 

46.58 

20.00 

9.32 

0.0300 

3.0139 

19.60 

100 

80.40 

20.00 

16.08 

0.0150 

1.9020 

19.34 

100 

80.66 

20.00 

16.13 

0.0150 

0.8623 

16.35 

90 

73.65 

20.00 

14.73 

0.0150 

0.4292 

16.35 

90 

73.65 

20.00 

14.73 

0.0150 

0.0923 

19.28 

100 

80.72 

20.00 

16.14 

0.0150 

0.4966 

15.80 

100 

84.20 

20.00 

16.84 

0.0150 

0.2486 

15.80 

100 

84.20 

20.00 

16.84 

0.0150 

0.0026 

17.78 

100 

82.22 

20.00 

16.44 

0.0150 

1.9882 






































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

17.78 

100 

82.22 

20.00 

16.44 

0.0150 

0.0433 

16.35 

90 

73.65 

20.00 

14.73 

0.0150 

0.3158 

16.35 

90 

73.65 

20.00 

14.73 

0.0150 

0.0473 

19.04 

100 

80.96 

20.00 

16.19 

0.0150 

0.8147 

18.90 

100 

81.10 

20.00 

16.22 

0.0150 

0.5177 

19.13 

100 

80.87 

20.00 

16.17 

0.0150 

0.0700 

19.13 

100 

80.87 

20.00 

16.17 

0.0150 

0.7131 

18.33 

100 

81.67 

20.00 

16.33 

0.0150 

0.3107 

18.46 

90 

71.54 

20.00 

14.31 

0.0150 

0.0270 

19.96 

100 

80.04 

20.00 

16.01 

0.0150 

0.3517 

22.40 

90 

67.60 

20.00 

13.52 

0.0150 

0.1974 

19.54 

100 

80.46 

20.00 

16.09 

0.0150 

0.4855 

19.85 

100 

80.15 

20.00 

16.03 

0.0150 

1.7163 

19.85 

100 

80.15 

20.00 

16.03 

0.0150 

0.0554 

17.56 

100 

82.44 

20.00 

16.49 

0.0150 

0.0068 

19.36 

100 

80.64 

20.00 

16.13 

0.0150 

0.0141 

19.96 

100 

80.04 

20.00 

16.01 

0.0150 

0.0562 

19.42 

100 

80.58 

20.00 

16.12 

0.0150 

0.4361 

19.84 

90 

70.16 

20.00 

14.03 

0.0150 

0.0161 

21.02 

90 

68.98 

20.00 

13.80 

0.0150 

0.0085 

22.68 

90 

67.32 

20.00 

13.46 

0.0150 

0.2617 

18.58 

100 

81.42 

20.00 

16.28 

0.0150 

0.5641 

19.01 

100 

80.99 

20.00 

16.20 

0.0150 

0.8273 

19.01 

100 

80.99 

20.00 

16.20 

0.0150 

0.0020 

19.72 

100 

80.28 

20.00 

16.06 

0.0150 

0.4339 

22.74 

90 

67.26 

20.00 

13.45 

0.0150 

0.1720 

21.84 

90 

68.16 

20.00 

13.63 

0.0150 

0.0558 

21.44 

90 

68.56 

20.00 

13.71 

0.0150 

0.0289 

19.04 

100 

80.96 

20.00 

16.19 

0.0150 

0.5835 

18.93 

100 

81.07 

20.00 

16.21 

0.0150 

0.3641 

18.93 

100 

81.07 

20.00 

16.21 

0.0150 

0.0810 

19.21 

100 

80.79 

20.00 

16.16 

0.0150 

0.4885 

19.21 

100 

80.79 

20.00 

16.16 

0.0150 

0.4894 

19.58 

100 

80.42 

20.00 

16.08 

0.0150 

0.1094 

19.58 

100 

80.42 

20.00 

16.08 

0.0150 

0.3138 

20.31 

90 

69.69 

20.00 

13.94 

0.0150 

0.3295 

19.34 

100 

80.66 

20.00 

16.13 

0.0150 

0.8794 

19.82 

100 

80.18 

20.00 

16.04 

0.0150 

0.2749 

19.82 

100 

80.18 

20.00 

16.04 

0.0150 

0.2965 

19.85 

90 

70.15 

20.00 

14.03 

0.0150 

0.0158 

20.28 

90 

69.72 

20.00 

13.94 

0.0150 

0.0071 

19.08 

100 

80.92 

20.00 

16.18 

0.0150 

0.6264 

19.24 

100 

80.77 

20.00 

16.15 

0.0150 

1.0260 

19.24 

100 

80.77 

20.00 

16.15 

0.0150 

0.2151 

15.85 

100 

84.15 

20.00 

16.83 

0.0150 

0.1634 

15.85 

100 

84.15 

20.00 

16.83 

0.0150 

0.0355 

15.23 

90 

74.77 

20.00 

14.95 

0.0150 

0.2967 

19.27 

100 

80.73 

20.00 

16.15 

0.0150 

1.1368 

17.10 

100 

82.90 

20.00 

16.58 

0.0150 

0.7467 

19.40 

100 

80.60 

20.00 

16.12 

0.0150 

0.0001 

19.40 

100 

80.60 

20.00 

16.12 

0.0150 

0.9268 

20.71 

100 

79.29 

20.00 

15.86 

0.0150 

0.5042 

16.99 

100 

83.01 

20.00 

16.60 

0.0150 

0.2656 

19.31 

100 

80.69 

20.00 

16.14 

0.0150 

0.5477 

19.21 

100 

80.79 

20.00 

16.16 

0.0150 

0.5164 
















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



06001019 


Maseet 


Maswasi @ Madhopuri 


Matalwas 


Matawas 


Meerpur 


Meoli 


Narwas 


Nasopur 


Patan Kalan 


Rabadka 


Rampur 


Raniyawas 


Sanchod 


Seel Gaon 


Sherpur 


Silpata 


Teuwas 


Ujoli 


Ajeetpura Khurd 


Amai 


Amarpura 


Aspura 


Bakhrana 


Bakshipura 


Banar 


Banka 


Bardod 


Beethloda 


Behror (M) 


Beri 


Bhaloji 


Bharaj Bhuree 


Bheriwas 


Bhojawas 


Bhonawas 


Bhopatpura 


Buchara 


Chak Faganwas 


Chanchaki 


Chand Doli 


Census Code 


0806000400805500 


0806000300790100 


0806000300787600 


0806000400806600 


0806000300787300 


0806000300790400 


0806000300788400 


0806000300786600 


0806000400805900 


0806000400803100 


0806000300788100 


0806000300790300 


0806000200774500 


0806000200774400 


0806000300788800 


0806000300787700 


0806000300787100 


0806000300786100 


Zone (Fresh 
/ Saline) 



0812000101448600 


0812000101455100 


0812000101446500 


0812000101457000 


0812000101446400 


0813000601754400 


0812000101445500 


0812000101447000 


0806000100767000 


0812000101452400 


0806000140601000 


0812000101450300 


0812000101454900 


0812000101452200 


0806000800865600 


0812000101452800 


0812000101451700 


0812000101449200 


0812000101451400 


0813000601755100 


0812000101453200 


0812000101451200 



2.29 Fresh 


2.84 Fresh 


3.06 Fresh 


2.39 Fresh 


2.42 Fresh 


4.95 Fresh 


2.91 Fresh 



5.28 Fresh 


19.34 Fresh 


3.68 Fresh 


13.53 Fresh 


16.07 Fresh 



10.32 Fresh 


14.20 Fresh 


3.42 Fresh 


1.43 Fresh 


10.12 Fresh 


3.37 Fresh 


38.73 Fresh 


0.85 Fresh 


3.07 Fresh 


18.72 Fresh 


Type of Area 



(Command / Non¬ 

Hydrogeological Unit 

command) 



Non-command 

Older Al 

uvium 

Non-command 

Older Al 

uvium 

Non-command 

Older Al 

uvium 

Non-command 

Older Al 

uvium 

Non-command 

Older Al 

uvium 

Non-command 

Older Al 

uvium 

Non-command 

Older Al 

uvium 

Non-command 

Older Al 

uvium 

Non-command 

Older Al 

uvium 

Non-command 

Older Al 

uvium 

Non-command 

Older Al 

uvium 

Non-command 

Older Al 

uvium 

Non-command 

Older Al 

uvium 

Non-command 

Older Al 

uvium 

Non-command 

Older Al 

uvium 

Non-command 

Older Al 

uvium 

Non-command 

Older Al 

uvium 

Non-command 

Older Al 

uvium 

Non-command 

Older Al 

uvium 

Non-command 

Older Al 

uvium 

Non-command 

Older Al 

uvium 

Non-command 

Quartzite 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Younger Alluvium 

Non-command 

Quartzite 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Younger Alluvium 

Non-command 

Quartzite 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Quartzite 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Quartzite 

Non-command 

Younger Alluvium 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Younger Alluvium 

Non-command 

Quartzite 

Non-command 

Younger Alluvium 

Non-command 

Quartzite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

21.69 

90 

68.32 

20.00 

13.66 

0.0150 

0.1913 

18.88 

100 

81.12 

20.00 

16.22 

0.0150 

0.9634 

19.25 

100 

80.75 

20.00 

16.15 

0.0150 

0.6391 

19.25 

100 

80.75 

20.00 

16.15 

0.0150 

0.1303 

20.91 

90 

69.09 

20.00 

13.82 

0.0150 

0.0733 

17.60 

100 

82.40 

20.00 

16.48 

0.0150 

0.4822 

17.92 

100 

82.08 

20.00 

16.42 

0.0150 

0.2066 

19.21 

100 

80.79 

20.00 

16.16 

0.0150 

0.6074 

19.77 

100 

80.23 

20.00 

16.05 

0.0150 

1.2568 

19.94 

90 

70.06 

20.00 

14.01 

0.0150 

0.2258 

19.72 

90 

70.28 

20.00 

14.06 

0.0150 

0.0062 

18.79 

100 

81.21 

20.00 

16.24 

0.0150 

1.1066 

19.19 

100 

80.81 

20.00 

16.16 

0.0150 

0.2678 

16.53 

90 

73.47 

20.00 

14.69 

0.0150 

1.6432 

16.53 

90 

73.47 

20.00 

14.69 

0.0150 

0.0781 

17.58 

90 

72.42 

20.00 

14.48 

0.0150 

0.8551 

16.83 

100 

83.17 

20.00 

16.63 

0.0150 

0.0032 

19.27 

100 

80.73 

20.00 

16.15 

0.0150 

1.1062 

19.87 

100 

80.13 

20.00 

16.03 

0.0150 

0.3832 

19.36 

100 

80.64 

20.00 

16.13 

0.0150 

0.3624 

19.36 

100 

80.64 

20.00 

16.13 

0.0150 

0.6485 

24.91 

80 

55.09 

5.00 

2.75 

0.0015 

0.0006 

24.91 

60 

35.09 

20.00 

7.02 

0.0250 

0.6928 

32.16 

60 

27.84 

20.00 

5.57 

0.0250 

0.3193 

31.65 

60 

28.35 

20.00 

5.67 

0.0250 

0.0473 

32.55 

60 

27.45 

20.00 

5.49 

0.0250 

0.4202 

25.44 

60 

34.56 

20.00 

6.91 

0.0250 

0.4136 

33.90 

60 

26.10 

20.00 

5.22 

0.0250 

0.3159 

20.71 

100 

79.29 

3.00 

2.38 

0.0015 

0.0000 

24.53 

80 

55.47 

5.00 

2.77 

0.0015 

0.0000 

24.53 

60 

35.47 

20.00 

7.09 

0.0250 

0.0989 

23.71 

80 

56.29 

5.00 

2.81 

0.0015 

0.0051 

23.71 

60 

36.29 

20.00 

7.26 

0.0250 

1.2005 

33.31 

60 

26.69 

20.00 

5.34 

0.0250 

0.5385 

36.46 

80 

43.54 

20.00 

8.71 

0.0200 

0.0216 

25.58 

60 

34.43 

20.00 

6.89 

0.0250 

0.5601 

59.61 

80 

20.39 

20.00 

4.08 

0.0200 

0.4356 

24.43 

80 

55.57 

5.00 

2.78 

0.0015 

0.0451 

24.43 

60 

35.57 

20.00 

7.11 

0.0250 

0.2026 

25.14 

80 

54.86 

5.00 

2.74 

0.0015 

0.0165 

25.14 

60 

34.86 

20.00 

6.97 

0.0250 

0.9462 

28.18 

60 

31.82 

20.00 

6.36 

0.0250 

0.8348 

25.11 

80 

54.89 

5.00 

2.74 

0.0015 

0.0119 

25.11 

60 

34.89 

20.00 

6.98 

0.0250 

1.9545 

31.02 

70 

38.98 

20.00 

7.80 

0.0200 

0.0001 

29.38 

60 

30.62 

20.00 

6.12 

0.0250 

0.2057 

24.84 

60 

35.16 

20.00 

7.03 

0.0250 

0.3858 

24.84 

80 

55.16 

5.00 

2.76 

0.0015 

0.0001 

24.84 

60 

35.16 

20.00 

7.03 

0.0250 

0.1114 

22.37 

80 

57.63 

5.00 

2.88 

0.0015 

0.0145 

25.29 

80 

54.71 

5.00 

2.74 

0.0015 

0.0025 

25.29 

60 

34.71 

20.00 

6.94 

0.0250 

0.1412 

21.82 

100 

78.18 

3.00 

2.35 

0.0015 

0.0000 

32.44 

60 

27.56 

20.00 

5.51 

0.0250 

0.4139 

23.58 

80 

56.42 

5.00 

2.82 

0.0015 

0.0331 








































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Churi 


Daduka 


Dantil 


Deota 


Dhadha 


Dhawali 


Dhidhor 


Dhis 


Doonwas 


Dudawas 


Fagan Was Doongar 


Fatehpura Kalan 


Gadhoj 


Gokalpura 


Gonera 


Goonti 


Gopalpura 


Gordhanpura 


Gujarwas 


GULABGARH 


Hameedpur 


Hasanpura 


Islampur 


Jagdishpura 


Jaguwas 


Jainpurwas 


Jaisinghpura 


Jaitpura 


Jalalpur 


Jeengor 


Jodhpura Khola 


Kakrana 


Kala Khera @ Pratappura 


Kaloohera 


Kalyanpura 


Kalyanpura Kalan 


Kalyanpura Khurd 


Kankar Chhaja 


Kansli 


Kanwarpura 


Karwas 


Kayampura Was 


Census Code 


0812000101445600 


0812000101448900 


0812000101449300 


0812000101456700 


0812000101450800 


0812000101445400 


0812000101450500 


0812000101446100 


0806000100770200 


0806000100767400 


0806000200782800 


0812000101451300 


0813000601755500 


0812000101452600 


0806000100770100 


0806000100769800 


0812000101447200 


0806000100770400 


0812000101446800 


0812000101456600 


0806000100770700 


0812000101450700 


0806000100768500 


0812000101446200 


0806000100770800 


0812000101452900 


0806000100768000 


0806000100771100 


0812000101446700 


0813000601756000 


0806000100767500 


0812000101451100 


0812000101456000 


0812000101457500 


0813000601755600 


0812000101447100 


0806000100768100 


0812000101449800 


0812000101455700 


0806000100770000 


0812000101455500 


0812000101455800 


0812000101446900 


0812000101449100 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Quartzite 



3.12 Fresh 


7.24 Fresh 


3.92 Fresh 


3.68 Fresh 


7.06 Fresh 


4.92 Fresh 


5.76 Fresh 


5.11 Fresh 


4.37 Fresh 


15.93 Fresh 



0.62 Fresh 


4.54 Fresh 


8.76 Fresh 


2.00 Fresh 


4.77 Fresh 


4.85 Fresh 




Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

32.53 

60 

27.47 

20.00 

5.49 

0.0250 

0.5475 

28.17 

80 

51.83 

5.00 

2.59 

0.0015 

0.0049 

28.17 

60 

31.83 

20.00 

6.37 

0.0250 

0.6226 

20.04 

80 

59.96 

5.00 

3.00 

0.0015 

0.0086 

25.47 

60 

34.53 

20.00 

6.91 

0.0250 

0.2607 

25.96 

80 

54.04 

5.00 

2.70 

0.0015 

0.0119 

28.79 

60 

31.21 

20.00 

6.24 

0.0250 

0.1952 

21.76 

80 

58.24 

5.00 

2.91 

0.0015 

0.0130 

33.87 

60 

26.13 

20.00 

5.23 

0.0250 

0.6428 

47.56 

80 

32.44 

20.00 

6.49 

0.0200 

0.2421 

47.56 

80 

32.44 

5.00 

1.62 

0.0015 

0.0083 

27.24 

80 

52.76 

20.00 

10.55 

0.0200 

0.2734 

28.18 

90 

61.82 

20.00 

12.36 

0.0150 

0.1167 

23.55 

80 

56.45 

5.00 

2.82 

0.0015 

0.0306 

23.55 

60 

36.45 

20.00 

7.29 

0.0250 

0.1833 

24.32 

80 

55.68 

5.00 

2.78 

0.0015 

0.0079 

24.32 

60 

35.68 

20.00 

7.14 

0.0250 

0.0240 

21.84 

100 

78.16 

3.00 

2.34 

0.0015 

0.0000 

24.80 

60 

35.20 

20.00 

7.04 

0.0250 

0.7213 

56.10 

80 

23.90 

20.00 

4.78 

0.0200 

0.5236 

56.10 

80 

23.90 

5.00 

1.19 

0.0015 

0.0047 

53.98 

80 

26.02 

20.00 

5.20 

0.0200 

0.2087 

34.49 

60 

25.51 

20.00 

5.10 

0.0250 

0.6070 

55.92 

80 

24.08 

20.00 

4.82 

0.0200 

0.4671 

55.92 

75 

19.08 

30.00 

5.72 

0.0300 

0.0000 

32.60 

60 

27.40 

20.00 

5.48 

0.0250 

0.6907 

26.62 

60 

33.38 

20.00 

6.68 

0.0250 

1.2274 

37.35 

80 

42.65 

20.00 

8.53 

0.0200 

0.3984 

26.81 

80 

53.19 

5.00 

2.66 

0.0015 

0.0040 

62.42 

80 

17.58 

20.00 

3.52 

0.0200 

0.0351 

32.61 

60 

27.39 

20.00 

5.48 

0.0250 

0.4450 

34.60 

80 

45.40 

20.00 

9.08 

0.0200 

0.1068 

31.48 

60 

28.52 

20.00 

5.70 

0.0250 

0.3309 

38.05 

80 

41.95 

20.00 

8.39 

0.0200 

0.4478 

42.65 

80 

37.35 

20.00 

7.47 

0.0200 

1.0902 

42.65 

75 

32.35 

30.00 

9.71 

0.0300 

0.2883 

33.81 

60 

26.19 

20.00 

5.24 

0.0250 

0.2057 

21.73 

100 

78.27 

3.00 

2.35 

0.0015 

0.0184 

34.75 

80 

45.25 

20.00 

9.05 

0.0200 

0.4628 

26.62 

80 

53.38 

5.00 

2.67 

0.0015 

0.0261 

25.35 

60 

34.65 

20.00 

6.93 

0.0250 

0.1227 

24.79 

60 

35.21 

20.00 

7.04 

0.0250 

0.3010 

22.31 

100 

77.69 

3.00 

2.33 

0.0015 

0.0001 

34.51 

60 

25.49 

20.00 

5.10 

0.0250 

0.8887 

40.92 

80 

39.09 

20.00 

7.82 

0.0200 

0.0085 

21.05 

80 

58.95 

5.00 

2.95 

0.0015 

0.0046 

29.87 

60 

30.13 

20.00 

6.03 

0.0250 

0.2574 

60.66 

80 

19.34 

20.00 

3.87 

0.0200 

0.1261 

30.06 

60 

29.94 

20.00 

5.99 

0.0250 

0.3975 

28.19 

60 

31.81 

20.00 

6.36 

0.0250 

0.6213 

34.39 

60 

25.61 

20.00 

5.12 

0.0250 

0.6606 

23.36 

80 

56.64 

5.00 

2.83 

0.0015 

0.0099 

23.36 

60 

36.64 

20.00 

7.33 

0.0250 

0.2284 

45.26 

70 

24.74 

20.00 

4.95 

0.0200 

0.0000 

45.26 

60 

14.74 

20.00 

2.95 

0.0250 

0.2022 















































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Younger Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Quartzite 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

36.05 

60 

23.95 

20.00 

4.79 

0.0250 

0.2512 

65.62 

80 

14.38 

20.00 

2.88 

0.0200 

0.0293 

65.62 

80 

14.38 

5.00 

0.72 

0.0015 

0.0016 

22.38 

80 

57.62 

5.00 

2.88 

0.0015 

0.0215 

22.38 

60 

37.62 

20.00 

7.52 

0.0250 

0.1014 

61.63 

80 

18.37 

20.00 

3.67 

0.0200 

0.1311 

31.26 

60 

28.74 

20.00 

5.75 

0.0250 

0.2799 

29.38 

60 

30.62 

20.00 

6.12 

0.0250 

0.9017 

62.34 

80 

17.66 

20.00 

3.53 

0.0200 

0.1469 

34.29 

60 

25.71 

20.00 

5.14 

0.0250 

0.0215 

30.22 

60 

29.78 

20.00 

5.96 

0.0250 

0.5984 

68.70 

80 

11.30 

20.00 

2.26 

0.0200 

0.0022 

68.70 

80 

11.30 

5.00 

0.56 

0.0015 

0.0002 

31.03 

60 

28.97 

20.00 

5.79 

0.0250 

0.1393 

25.85 

75 

49.15 

20.00 

9.83 

0.0300 

0.3370 

25.85 

75 

49.15 

20.00 

9.83 

0.0300 

0.2698 

29.29 

60 

30.71 

20.00 

6.14 

0.0250 

0.4754 

25.31 

80 

54.69 

5.00 

2.73 

0.0015 

0.0012 

25.31 

60 

34.69 

20.00 

6.94 

0.0250 

0.6215 

24.38 

75 

50.62 

20.00 

10.12 

0.0300 

0.3453 

30.68 

60 

29.32 

20.00 

5.86 

0.0250 

0.8499 

60.93 

80 

19.07 

20.00 

3.81 

0.0200 

0.2575 

60.93 

80 

19.07 

5.00 

0.95 

0.0015 

0.0010 

12.02 

100 

87.98 

3.00 

2.64 

0.0015 

0.0048 

20.94 

100 

79.06 

3.00 

2.37 

0.0015 

0.0001 

27.01 

90 

62.99 

20.00 

12.60 

0.0150 

0.1085 

25.17 

75 

49.83 

20.00 

9.97 

0.0300 

0.5756 

25.17 

75 

49.83 

20.00 

9.97 

0.0300 

0.1492 

20.62 

100 

79.38 

3.00 

2.38 

0.0015 

0.0200 

65.46 

80 

14.54 

20.00 

2.91 

0.0200 

0.0526 

65.46 

80 

14.54 

5.00 

0.73 

0.0015 

0.0008 

25.68 

60 

34.32 

20.00 

6.86 

0.0250 

0.3615 

24.56 

60 

35.44 

20.00 

7.09 

0.0250 

0.8813 

41.98 

70 

28.02 

20.00 

5.60 

0.0200 

0.0000 

41.98 

60 

18.02 

20.00 

3.60 

0.0250 

0.3428 

24.99 

60 

35.01 

20.00 

7.00 

0.0250 

0.2940 

24.99 

60 

35.01 

20.00 

7.00 

0.0250 

0.1654 

24.17 

80 

55.83 

5.00 

2.79 

0.0015 

0.0127 

24.17 

60 

35.83 

20.00 

7.17 

0.0250 

0.3212 

34.95 

80 

45.05 

20.00 

9.01 

0.0200 

0.1705 

26.87 

60 

33.13 

20.00 

6.63 

0.0250 

0.5739 

39.19 

80 

40.81 

20.00 

8.16 

0.0200 

0.2990 

62.28 

80 

17.72 

20.00 

3.54 

0.0200 

0.1211 

38.26 

70 

31.74 

20.00 

6.35 

0.0200 

0.1249 

38.26 

60 

21.74 

20.00 

4.35 

0.0250 

0.3284 

40.41 

80 

39.59 

20.00 

7.92 

0.0200 

0.4289 

20.13 

100 

79.87 

3.00 

2.40 

0.0015 

0.0009 

20.13 

90 

69.87 

25.00 

17.47 

0.0200 

0.0000 

42.91 

80 

37.09 

20.00 

7.42 

0.0200 

0.4969 

42.91 

75 

32.09 

30.00 

9.63 

0.0300 

0.0000 

34.25 

60 

25.75 

20.00 

5.15 

0.0250 

0.3575 

23.15 

80 

56.85 

5.00 

2.84 

0.0015 

0.0388 

23.15 

60 

36.85 

20.00 

7.37 

0.0250 

0.1928 

28.25 

80 

51.75 

5.00 

2.59 

0.0015 

0.0005 

28.25 

60 

31.75 

20.00 

6.35 

0.0250 

0.3382 


















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Navrangpura 


Nawal Kushal Pura 


Pahari 


Panditpura 


Paniyala 


Paota 


Pathreri 


Pawala Rajput 


Pawana Aheer 


Pichani 


Poorannagar 


Pootli 


Pragpura 


Purushottampura 


Rahera 


Raikaranpura 


Ramgarh 


Ramlyawas 


Ramnagar 


Ramsinghpura 


Rooppura 


Rughnathpura 


Sangtera 


Sarbilandpura 


Saroond 


Shahzadpur Nangaliya 


Sherpur 


Shimla 


Shuklawas 


Shyamnagar 


Shyampur 


Sudarpura 


Sujatnagar 


Sundarpura 


Talwa 


Talwar 


Taseeng 


Census Code 


0812000101453100 


0812000101449500 


0806000100771200 


0812000101452000 


0812000101447700 


0812000101457600 


0812000101456800 


0812000101449400 


0812000101452500 


0812000101450000 


0812000101448700 


0812000101455200 


0812000101457200 


0812000101450200 


0812000101455600 


0812000101446300 


0812000101445700 


0813000601756200 


0812000101445900 


0812000101448500 


0812000101451500 


0812000101456900 


0812000101448000 


0806000100767700 


0812000101452700 


0806000100767600 


0806000100769900 


0806000100770600 


0812000101450100 


0812000101453300 


0806000100770500 


0812000101450400 


0812000101452300 


0812000101455300 


0812000101450600 


0806000100767900 


0806000100769300 



Zone (Fresh 
/ Saline) 


1.58 Fresh 


2.07 Fresh 


7.68 Fresh 


2.63 Fresh 



9.74 Fresh 


7.09 Fresh 


11.83 Fresh 


3.84 Fresh 


6.39 Fresh 


4.16 Fresh 


5.23 Fresh 


4.99 Fresh 


10.39 Fresh 


9.55 Fresh 


2.15 Fresh 


3.55 Fresh 


1.12 Fresh 


6.05 Fresh 


1.24 Fresh 



5.72 Fresh 


6.93 Fresh 


1.89 Fresh 


5.87 Fresh 


2.26 Fresh 


7.98 Fresh 


1.93 Fresh 


2.56 Fresh 


4.47 Fresh 


1.21 Fresh 


2.51 Fresh 


3.45 Fresh 


5.84 Fresh 


1.94 Fresh 


3.43 Fresh 


6.18 Fresh 


3.12 Fresh 


3.93 Fresh 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Younger Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Quartzite 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Younger Alluvium 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Command 

Younger Alluvium 

Non-command 

Quartzite 

Non-command 

Younger Alluvium 

Non-command 

Quartzite 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Younger Alluvium 

Command 

Quartzite 

Command 

Younger Alluvium 

Non-command 

Quartzite 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Quartzite 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Quartzite 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Quartzite 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Command 

Younger Alluvium 

Non-command 

Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

31.88 

60 

28.12 

20.00 

5.62 

0.0250 

0.2227 

21.47 

80 

58.53 

5.00 

2.93 

0.0015 

0.0090 

36.93 

80 

43.07 

20.00 

8.61 

0.0200 

0.5996 

24.84 

60 

35.16 

20.00 

7.03 

0.0250 

0.2609 

24.84 

60 

35.16 

20.00 

7.03 

0.0250 

0.2007 

26.19 

80 

53.81 

5.00 

2.69 

0.0015 

0.0000 

26.19 

60 

33.81 

20.00 

6.76 

0.0250 

0.7878 

34.99 

60 

25.01 

20.00 

5.00 

0.0250 

0.4333 

24.56 

75 

50.44 

20.00 

10.09 

0.0300 

0.9365 

25.84 

60 

34.16 

20.00 

6.83 

0.0250 

1.1841 

19.82 

80 

60.18 

5.00 

3.01 

0.0015 

0.0050 

23.59 

80 

56.41 

5.00 

2.82 

0.0015 

0.0101 

23.59 

60 

36.41 

20.00 

7.28 

0.0250 

0.6980 

22.15 

80 

57.85 

5.00 

2.89 

0.0015 

0.0176 

27.12 

80 

52.88 

5.00 

2.64 

0.0015 

0.0053 

27.12 

60 

32.88 

20.00 

6.58 

0.0250 

0.6370 

31.93 

60 

28.07 

20.00 

5.61 

0.0250 

0.5714 

25.52 

75 

49.48 

20.00 

9.90 

0.0300 

1.8154 

25.52 

72 

46.48 

5.00 

2.32 

0.0015 

0.0030 

25.52 

75 

49.48 

20.00 

9.90 

0.0300 

0.9482 

22.71 

80 

57.29 

5.00 

2.86 

0.0015 

0.0202 

31.32 

60 

28.68 

20.00 

5.74 

0.0250 

0.3090 

30.26 

60 

29.74 

20.00 

5.95 

0.0250 

0.5277 

32.02 

60 

27.98 

20.00 

5.60 

0.0250 

0.1569 

18.51 

100 

81.49 

3.00 

2.44 

0.0015 

0.0030 

20.99 

80 

59.01 

5.00 

2.95 

0.0015 

0.0017 

20.99 

60 

39.01 

20.00 

7.80 

0.0250 

0.0859 

25.38 

80 

54.62 

5.00 

2.73 

0.0015 

0.0000 

25.38 

60 

34.62 

20.00 

6.92 

0.0250 

0.1583 

25.38 

80 

54.62 

5.00 

2.73 

0.0015 

0.0131 

25.38 

60 

34.62 

20.00 

6.92 

0.0250 

0.8959 

31.75 

60 

28.25 

20.00 

5.65 

0.0250 

0.7827 

25.89 

80 

54.11 

5.00 

2.71 

0.0015 

0.0011 

25.71 

60 

34.29 

20.00 

6.86 

0.0250 

0.3248 

32.19 

60 

27.81 

20.00 

5.56 

0.0250 

0.2193 

41.28 

80 

38.72 

20.00 

7.74 

0.0200 

0.3492 

28.52 

80 

51.48 

5.00 

2.57 

0.0015 

0.0000 

28.52 

60 

31.48 

20.00 

6.30 

0.0250 

1.2438 

37.31 

80 

42.69 

20.00 

8.54 

0.0200 

0.3291 

61.07 

80 

18.93 

20.00 

3.79 

0.0200 

0.1939 

49.20 

80 

30.80 

20.00 

6.16 

0.0200 

0.5508 

49.20 

75 

25.80 

30.00 

7.74 

0.0300 

0.0000 

22.08 

80 

57.92 

5.00 

2.90 

0.0015 

0.0043 

32.83 

60 

27.17 

20.00 

5.43 

0.0250 

0.3397 

54.71 

80 

25.30 

20.00 

5.06 

0.0200 

0.3494 

54.71 

75 

20.30 

30.00 

6.09 

0.0300 

0.0000 

21.06 

80 

58.94 

5.00 

2.95 

0.0015 

0.0222 

24.97 

60 

35.03 

20.00 

7.01 

0.0250 

0.3362 

32.69 

60 

27.31 

20.00 

5.46 

0.0250 

0.4673 

26.25 

80 

53.75 

5.00 

2.69 

0.0015 

0.0149 

40.15 

80 

39.85 

20.00 

7.97 

0.0200 

0.4967 

61.49 

80 

18.51 

20.00 

3.70 

0.0200 

0.0426 

61.49 

80 

18.51 

5.00 

0.93 

0.0015 

0.0037 

24.73 

60 

35.27 

20.00 

7.05 

0.0250 

0.8191 

24.73 

60 

35.27 

20.00 

7.05 

0.0250 

0.0866 






















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



06001020 


Toda 


Torda Goojran 


Avinashi 


Basri Ganeshpura 


Bhojmer 


Bhooranpura 


Buchara 


By or 


Chand Doli 


Cheeplata 


Choodla 


Deepawas 


Devipura 


Dudawas 


Ganeshwar 


Garh Taknet 


Ghata Guwar 


Guwar 


Hardas Ka Bas 


Jhareenda 


Jharli 


Jugalpura 


Khiroti Manrooppura 


Kishanpura 


Ladiya 


Luharwas 


Mandoosya 


Modyadi 


Mokalwas Jhareenda 


Nare 


Peetalpur 


Ramlyawas 


Rooppura 


Rooppura Udalvas 


Saidala Bhagwanpura 


Census Code 


0813000601756100 


0812000101451800 


0813000601756500 


0812000301468700 


0813000601750900 


0813000501738500 


0812000101451400 


0813000601757500 


0812000101451200 


0813000601750600 


0813000601756700 


0813000601751100 


0813000501738800 


0812000101451300 


0813000601749400 


0813000501741800 


0813000601751000 


0813000601749300 


0813000501738900 


0813000601751300 


0813000501739300 


0813000601756800 


0813000501738400 


0813000601756400 


0813000601750500 


0813000601756300 


0813000501741900 


0813000501742000 


0813000601751200 


0813000501739000 


0813000601757600 


0813000601756200 


0812000101451500 


0813000501738300 


0813000601750700 



Zone (Fresh 
/ Saline) 


19.02 Fresh 


9.61 Fresh 



2.83 Fresh 


17.93 Fresh 


3.83 Fresh 


8.34 Fresh 


38.73 Fresh 



4.63 Fresh 


18.72 Fresh 


27.08 Fresh 



11.79 Fresh 


13.24 Fresh 


4.51 Fresh 


15.93 Fresh 


33.16 Fresh 


32.70 Fresh 


17.31 Fresh 


20.94 Fresh 


7.67 Fresh 



10.53 Fresh 


4.58 Fresh 


15.64 Fresh 


5.77 Fresh 


8.77 Fresh 


5.37 Fresh 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Quartzite 

Command 

Quartzite 

Command 

Younger Alluvium 

Non-command 

Quartzite 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Younger Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

15.06 

100 

84.94 

3.00 

2.55 

0.0015 

0.0422 

25.00 

80 

55.00 

5.00 

2.75 

0.0015 

0.0065 

25.00 

60 

35.00 

20.00 

7.00 

0.0250 

0.3141 

25.00 

80 

55.00 

5.00 

2.75 

0.0015 

0.0224 

25.00 

60 

35.00 

20.00 

7.00 

0.0250 

0.0241 

71.05 

80 

8.95 

20.00 

1.79 

0.0200 

0.0120 

71.05 

80 

8.95 

5.00 

0.45 

0.0015 

0.0000 

21.61 

100 

78.39 

3.00 

2.35 

0.0015 

0.0100 

27.53 

72 

44.47 

5.00 

2.22 

0.0015 

0.0061 

21.32 

100 

78.68 

3.00 

2.36 

0.0015 

0.0135 

29.26 

80 

50.74 

25.00 

12.68 

0.0150 

1.4792 

25.29 

80 

54.71 

5.00 

2.74 

0.0015 

0.0316 

25.29 

60 

34.71 

20.00 

6.94 

0.0250 

0.2751 

21.71 

80 

58.29 

25.00 

14.57 

0.0150 

1.8538 

21.71 

90 

68.29 

3.00 

2.05 

0.0015 

0.0014 

56.07 

75 

18.93 

25.00 

4.73 

0.0150 

0.1600 

23.58 

80 

56.42 

5.00 

2.82 

0.0015 

0.0018 

20.13 

75 

54.87 

25.00 

13.72 

0.0150 

1.5305 

20.13 

100 

79.87 

3.00 

2.40 

0.0015 

0.0086 

24.76 

75 

50.24 

25.00 

12.56 

0.0150 

0.1187 

24.76 

100 

75.24 

3.00 

2.26 

0.0015 

0.0012 

22.29 

100 

77.71 

3.00 

2.33 

0.0015 

0.0412 

19.50 

100 

80.50 

3.00 

2.42 

0.0015 

0.0464 

21.71 

90 

68.29 

3.00 

2.05 

0.0015 

0.0139 

23.55 

80 

56.45 

5.00 

2.82 

0.0015 

0.0113 

22.15 

75 

52.85 

25.00 

13.21 

0.0150 

0.0400 

22.15 

100 

77.85 

3.00 

2.34 

0.0015 

0.0139 

56.23 

100 

43.77 

25.00 

10.94 

0.0150 

2.5695 

20.37 

75 

54.63 

25.00 

13.66 

0.0150 

0.0063 

20.37 

100 

79.63 

3.00 

2.39 

0.0015 

0.0543 

16.39 

100 

83.61 

3.00 

2.51 

0.0015 

0.0333 

23.91 

80 

56.09 

25.00 

14.02 

0.0150 

0.2497 

23.91 

90 

66.09 

3.00 

1.98 

0.0015 

0.0046 

23.91 

90 

66.09 

25.00 

16.52 

0.0200 

0.0533 

25.21 

80 

54.79 

25.00 

13.70 

0.0150 

1.6873 

25.21 

90 

64.79 

3.00 

1.94 

0.0015 

0.0012 

25.21 

90 

64.79 

25.00 

16.20 

0.0200 

0.0037 

9.78 

100 

90.22 

3.00 

2.71 

0.0015 

0.0285 

33.88 

80 

46.12 

25.00 

11.53 

0.0150 

0.3983 

23.08 

100 

76.92 

3.00 

2.31 

0.0015 

0.0371 

23.08 

90 

66.92 

25.00 

16.73 

0.0200 

0.1666 

20.73 

80 

59.27 

25.00 

14.82 

0.0150 

1.0869 

21.47 

100 

78.53 

3.00 

2.36 

0.0015 

0.0310 

20.32 

75 

54.68 

25.00 

13.67 

0.0150 

0.6392 

20.32 

100 

79.68 

3.00 

2.39 

0.0015 

0.0028 

20.62 

100 

79.38 

3.00 

2.38 

0.0015 

0.0229 

59.19 

100 

40.81 

25.00 

10.20 

0.0150 

0.6252 

58.94 

100 

41.06 

25.00 

10.27 

0.0150 

0.4505 

14.17 

100 

85.83 

3.00 

2.57 

0.0015 

0.0206 

37.69 

80 

42.31 

25.00 

10.58 

0.0150 

0.0723 

57.42 

75 

17.58 

25.00 

4.39 

0.0150 

0.1257 

18.51 

100 

81.49 

3.00 

2.44 

0.0015 

0.0162 

25.89 

80 

54.11 

5.00 

2.71 

0.0015 

0.0006 

22.55 

80 

57.45 

25.00 

14.36 

0.0150 

0.0921 

20.43 

75 

54.57 

25.00 

13.64 

0.0150 

0.1253 



















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 


Census Code 


Sakray 


Sanwalpur (Shekhawatan) 
Sanwalpura (Tanwran) 


Surani 

Tilokpura 

Toda 


Village 

Area, 

sq.km 


Zone (Fresh 
/ Saline) 


Type of Area 
(Command / Non¬ 
command) 


Hydrogeological Unit 


0813000601750800 


9.89 


Fresh 


0813000601757400 

0813000601756600 


6.86 Fresh 
11.12 Fresh 


0813000501739100 

0813000501739900 

0813000601756100 


32.26 

9.08 

19.02 


Fresh 

Fresh 

Fresh 


Non-command 


Quartzite 


Non-command 


Older Alluvium 


Non-command 


Quartzite 


Non-command 


Older Alluvium 


Non-command 


Older Alluvium 


Non-command 


Quartzite 


Non-command 


Older Alluvium 


Non-command 


Older Alluvium 


Non-command 


Quartzite 


River Basin: Shekhawati 


Sub Basin: Dohan 


Badalwas 

0805000400732700 

6.22 

Fresh 

Non-command 

Quartzite 

Bagor 

0805000400729500 

0.62 

Fresh 

Non-command 

Quartzite 

Bandha Ki Dhani 

0805000400733700 

2.02 

Fresh 

Non-command 

Quartzite 

Bansiyal 

0805000400733600 

3.80 

Fresh 

Non-command 

Quartzite 

Basai 

0805000400732300 

7.44 

Fresh 

Non-command 

Younger Alluvium 

Besarda 

0805000400732400 

4.87 

Fresh 

Non-command 

Younger Alluvium 

Chirani 

0805000400730000 

4.06 

Fresh 

Non-command 

Quartzite 

Dada Fatehpura 

0805000400733300 

10.66 

Fresh 

Non-command 

Quartzite 

Dalota 

0805000400731600 

2.80 

Fresh 

Non-command 

Younger Alluvium 

Dhani llakhar 

0805000400732000 

2.97 

Fresh 

Non-command 

Younger Alluvium 

Dheerajpura 

0805000400733100 

4.25 

Fresh 

Non-command 

Quartzite 

Dhosi 

0805000400731300 

5.66 

Fresh 

Non-command 

Younger Alluvium 

Doodhwa Nangliya 

0805000400731700 

11.10 

Fresh 

Non-command 

Quartzite 





Non-command 

Younger Alluvium 

Gorir 

0805000400731800 

14.72 

Fresh 

Non-command 

Quartzite 





Non-command 

Younger Alluvium 

Jamalpur 

0805000400732200 

6.56 

Fresh 

Non-command 

Younger Alluvium 

Kishanpura 

0805000400731900 

3.98 

Fresh 

Non-command 

Younger Alluvium 

Kurand 

0805000400730100 

4.85 

Fresh 

Non-command 

Quartzite 

Mehara Jatoowas 

0805000400732900 

5.84 

Fresh 

Non-command 

Quartzite 





Non-command 

Younger Alluvium 

Modi 

0805000400733000 

2.18 

Fresh 

Non-command 

Quartzite 





Non-command 

Younger Alluvium 

Morki 

0805000400734300 

6.44 

Fresh 

Non-command 

Quartzite 

Mukandpura 

0805000400731500 

3.45 

Fresh 

Non-command 

Younger Alluvium 

Nalpur 

0805000400733200 

9.09 

Fresh 

Non-command 

Quartzite 

Nangaliya Gujarwas 

0805000400732800 

8.72 

Fresh 

Non-command 

Quartzite 





Non-command 

Younger Alluvium 

Naya Nagar 

0805000400732500 

2.89 

Fresh 

Non-command 

Quartzite 





Non-command 

Younger Alluvium 

Papurana 

0805000400733800 

18.06 

Fresh 

Non-command 

Quartzite 

Rampura 

0805000400733400 

0.88 

Fresh 

Non-command 

Quartzite 

Sihor 

0805000400732600 

5.38 

Fresh 

Non-command 

Quartzite 





Non-command 

Younger Alluvium 

Thathwari 

0805000400731400 

2.92 

Fresh 

Non-command 

Younger Alluvium 

Tiba 

0805000400732100 

1.11 

Fresh 

Non-command 

Younger Alluvium 

Tihara 

0805000400729900 

2.34 

Fresh 

Non-command 

Quartzite 

Tyonda 

0805000400733500 

12.19 

Fresh 

Non-command 

Quartzite 

Ajeetpura 

0805000400734100 

2.31 

Fresh 

Non-command 

Quartzite 

Babai 

0805000400736200 

7.53 

Fresh 

Non-command 

Quartzite 

Badalwas 

0805000400732700 

6.22 

Fresh 

Non-command 

Quartzite 

Bagrawa 

0813000601746900 

4.74 

Fresh 

Non-command 

Quartzite 

Ballabh Das Pura 

0813000601749000 

4.49 

Fresh 

Non-command 

Quartzite 

Bandha Ki Dhani 

0805000400733700 

2.02 

Fresh 

Non-command 

Quartzite 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

20.43 

100 

79.57 

3.00 

2.39 

0.0015 

0.0301 

21.23 

75 

53.77 

25.00 

13.44 

0.0150 

0.2059 

21.23 

100 

78.77 

3.00 

2.36 

0.0015 

0.0314 

52.46 

75 

22.54 

25.00 

5.63 

0.0150 

0.3039 

21.56 

75 

53.44 

25.00 

13.36 

0.0150 

0.0394 

21.56 

100 

78.44 

3.00 

2.35 

0.0015 

0.0385 

49.72 

80 

30.28 

25.00 

7.57 

0.0150 

2.8032 

46.63 

100 

53.37 

25.00 

13.34 

0.0150 

0.0026 

15.06 

100 

84.94 

3.00 

2.55 

0.0015 

0.0116 


3.32 

24.19 

80 

55.81 

5.00 

2.79 

0.0015 

0.0139 

0.02 

23.93 

80 

56.07 

5.00 

2.80 

0.0015 

0.0001 

0.55 

22.96 

80 

57.04 

5.00 

2.85 

0.0015 

0.0023 

3.60 

24.39 

80 

55.61 

5.00 

2.78 

0.0015 

0.0150 

7.44 

30.21 

60 

29.79 

20.00 

5.96 

0.0200 

0.8870 

4.77 

26.18 

60 

33.82 

20.00 

6.76 

0.0200 

0.6454 

0.08 

26.39 

80 

53.61 

5.00 

2.68 

0.0015 

0.0003 

10.59 

28.16 

80 

51.84 

5.00 

2.59 

0.0015 

0.0412 

2.80 

39.38 

60 

20.62 

20.00 

4.12 

0.0200 

0.2308 

2.97 

32.65 

60 

27.35 

20.00 

5.47 

0.0200 

0.3252 

4.25 

29.22 

80 

50.78 

5.00 

2.54 

0.0015 

0.0162 

4.66 

56.79 

60 

3.21 

20.00 

0.64 

0.0200 

0.0597 

0.05 

36.30 

80 

43.70 

5.00 

2.18 

0.0015 

0.0001 

1.51 

36.30 

60 

23.70 

20.00 

4.74 

0.0200 

0.1429 

8.63 

30.95 

80 

49.05 

5.00 

2.45 

0.0015 

0.0318 

4.49 

30.95 

60 

29.05 

20.00 

5.81 

0.0200 

0.5212 

6.56 

25.83 

60 

34.17 

20.00 

6.83 

0.0200 

0.8969 

3.71 

35.63 

60 

24.37 

20.00 

4.87 

0.0200 

0.3619 

0.11 

28.80 

80 

51.20 

5.00 

2.56 

0.0015 

0.0004 

3.99 

29.97 

80 

50.03 

5.00 

2.50 

0.0015 

0.0150 

1.85 

29.97 

60 

30.03 

20.00 

6.01 

0.0200 

0.2222 

1.29 

30.99 

80 

49.01 

5.00 

2.45 

0.0015 

0.0048 

0.71 

30.99 

60 

29.01 

20.00 

5.80 

0.0200 

0.0825 

0.07 

27.45 

80 

52.55 

5.00 

2.63 

0.0015 

0.0003 

3.45 

44.29 

60 

15.71 

20.00 

3.14 

0.0200 

0.2166 

5.29 

27.43 

80 

52.57 

5.00 

2.63 

0.0015 

0.0208 

6.71 

27.61 

80 

52.39 

5.00 

2.62 

0.0015 

0.0264 

1.78 

27.61 

60 

32.39 

20.00 

6.48 

0.0200 

0.2308 

0.60 

25.11 

80 

54.89 

5.00 

2.74 

0.0015 

0.0025 

2.21 

25.11 

60 

34.89 

20.00 

6.98 

0.0200 

0.3077 

3.32 

22.43 

80 

57.57 

5.00 

2.88 

0.0015 

0.0144 

0.88 

28.45 

80 

51.55 

5.00 

2.58 

0.0015 

0.0034 

0.00 

24.24 

80 

55.76 

5.00 

2.79 

0.0015 

0.0000 

0.13 

24.24 

60 

35.76 

20.00 

7.15 

0.0200 

0.0184 

2.92 

47.63 

60 

12.37 

20.00 

2.47 

0.0200 

0.1446 

1.11 

31.03 

60 

28.97 

20.00 

5.79 

0.0200 

0.1282 

1.23 

24.36 

80 

55.64 

5.00 

2.78 

0.0015 

0.0051 

11.67 

26.33 

80 

53.67 

5.00 

2.68 

0.0015 

0.0470 

2.31 

25.68 

80 

54.32 

5.00 

2.72 

0.0015 

0.0094 

6.81 

46.50 

80 

33.50 

5.00 

1.67 

0.0015 

0.0171 

2.80 

24.19 

80 

55.81 

5.00 

2.79 

0.0015 

0.0117 

3.79 

22.73 

100 

77.27 

3.00 

2.32 

0.0015 

0.0132 

0.49 

23.94 

100 

76.06 

3.00 

2.28 

0.0015 

0.0017 

1.23 

22.96 

80 

57.04 

5.00 

2.85 

0.0015 

0.0053 



















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Charanwas @Puranabas 


Chundara 


Dabla 


Dayal Ki Nangal 


Dhani Chala 


Dokan 


Doonga Ki Nangal 


Gadrata 


Gaonli 


Godawas 


Imloha 


Jat Ki Nangal 


Jatala 


Jeelo 


Jhalra 


Kala Kota 


Kanwar Ki Nagal 


Karjo 


Khadra 


Khori 


Kishor Pura 


Kunwara @ Ramnagar 


Lakhaki Nangal 

Mahawa 

Makri 

Mandana 

Mandoli 

Mawanda Kalan 

Mawanda Khurd 


Meena Ki Nangal 


Morki 


Napawali 


Natha Ki Nangal 


Nawanda Railway Station 


Naya Nagar 


Neem-Ka-Thana (M) 


Neemod 


Panchoo Kharkhara 


Papurana 


Patan 


Pratappura 


Ram Kunwarpura 


Ramsing Ki Dhani 


Ratan Nagar 


Roopawas 


Rupa Ka Bas 


Salodara 


Sanjay Nagar 


Sardarpura 


Shimli 


Shyam Pura 


Census Code 


0813000601746800 


0813000601746200 


0813000601743900 


0805000400735900 


0813000601746300 


0813000601746000 


0813000601748200 


0813000601747900 


0813000601747400 


0805000400734200 


0813000601746100 


0813000601748300 


0813000601747000 


0813000601747500 


0813000601745300 


0813000601745900 


0813000601745600 


0813000601745800 


0813000601746400 


0813000601752300 


0813000601748500 


0813000601747600 


0813000601747700 


0813000601745700 


0813000601745500 
' 0813000601748100 
' 0813000601744700 
' 0805000400736100 
' 0813000601744400 
' 0813000601748000 
" 0813000601745000 


0813000601752500 


0805000400734300 


0813000601744900 


0813000601745400 


0813000601745100 


0805000400732500 


0813000641309000 


0813000601748600 


0813000601752400 


0805000400733800 


0813000601747800 


0805000400736400 


0805000400733900 


0813000601747300 


0813000601746700 


0813000601745200 


0805000400735800 


0813000601746500 


0805000400734000 


0805000400736300 


0813000601746600 


0813000601747200 



Zone (Fresh 
/ Saline) 


4.61 Fresh 


16.41 Fresh 


2.89 Fresh 


7.02 Fresh 


6.72 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Younger Alluvium 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Younger Alluvium 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Younger Alluvium 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

23.25 

100 

76.75 

3.00 

2.30 

0.0015 

0.0159 

23.84 

100 

76.16 

3.00 

2.28 

0.0015 

0.0543 

23.84 

90 

66.16 

25.00 

16.54 

0.0200 

0.0000 

34.67 

100 

65.33 

3.00 

1.96 

0.0015 

0.0029 

32.92 

80 

47.08 

5.00 

2.35 

0.0015 

0.0192 

23.68 

100 

76.32 

3.00 

2.29 

0.0015 

0.0224 

23.68 

90 

66.32 

25.00 

16.58 

0.0200 

0.0000 

25.41 

100 

74.59 

3.00 

2.24 

0.0015 

0.0180 

23.00 

100 

77.00 

3.00 

2.31 

0.0015 

0.0154 

19.93 

100 

80.07 

3.00 

2.40 

0.0015 

0.0178 

21.64 

100 

78.36 

3.00 

2.35 

0.0015 

0.0166 

27.00 

80 

53.00 

5.00 

2.65 

0.0015 

0.0287 

24.49 

100 

75.51 

3.00 

2.27 

0.0015 

0.0047 

30.02 

100 

69.98 

3.00 

2.10 

0.0015 

0.0168 

21.73 

100 

78.27 

3.00 

2.35 

0.0015 

0.0155 

19.03 

100 

80.97 

3.00 

2.43 

0.0015 

0.0047 

22.04 

100 

77.96 

3.00 

2.34 

0.0015 

0.0170 

22.90 

100 

77.10 

3.00 

2.31 

0.0015 

0.0656 

26.80 

100 

73.20 

3.00 

2.20 

0.0015 

0.0262 

21.26 

100 

78.74 

3.00 

2.36 

0.0015 

0.0029 

23.35 

100 

76.65 

3.00 

2.30 

0.0015 

0.0304 

16.30 

100 

83.70 

3.00 

2.51 

0.0015 

0.0001 

25.56 

100 

74.44 

3.00 

2.23 

0.0015 

0.0043 

16.86 

100 

83.14 

3.00 

2.49 

0.0015 

0.0038 

17.67 

100 

82.33 

3.00 

2.47 

0.0015 

0.0195 

22.58 

100 

77.42 

3.00 

2.32 

0.0015 

0.0352 

30.93 

100 

69.07 

3.00 

2.07 

0.0015 

0.0137 

22.74 

100 

77.26 

3.00 

2.32 

0.0015 

0.0177 

29.04 

100 

70.96 

3.00 

2.13 

0.0015 

0.0137 

51.16 

80 

28.84 

5.00 

1.44 

0.0015 

0.0013 

32.43 

100 

67.57 

3.00 

2.03 

0.0015 

0.0191 

20.94 

100 

79.06 

3.00 

2.37 

0.0015 

0.0433 

30.20 

100 

69.80 

3.00 

2.09 

0.0015 

0.0317 

18.59 

100 

81.41 

3.00 

2.44 

0.0015 

0.0054 

27.45 

80 

52.55 

5.00 

2.63 

0.0015 

0.0008 

29.65 

100 

70.35 

3.00 

2.11 

0.0015 

0.0090 

26.57 

100 

73.43 

3.00 

2.20 

0.0015 

0.0183 

28.62 

100 

71.38 

3.00 

2.14 

0.0015 

0.0150 

25.11 

60 

34.89 

20.00 

6.98 

0.0200 

0.0119 

26.15 

100 

73.85 

3.00 

2.22 

0.0015 

0.0063 

29.71 

100 

70.29 

3.00 

2.11 

0.0015 

0.0010 

18.07 

100 

81.93 

3.00 

2.46 

0.0015 

0.0240 

22.43 

80 

57.57 

5.00 

2.88 

0.0015 

0.0606 

17.31 

100 

82.69 

3.00 

2.48 

0.0015 

0.0038 

41.30 

80 

38.70 

5.00 

1.94 

0.0015 

0.0358 

23.31 

80 

56.69 

5.00 

2.83 

0.0015 

0.0399 

23.07 

100 

76.93 

3.00 

2.31 

0.0015 

0.0110 

23.32 

100 

76.68 

3.00 

2.30 

0.0015 

0.0055 

28.95 

100 

71.05 

3.00 

2.13 

0.0015 

0.0127 

30.96 

80 

49.04 

5.00 

2.45 

0.0015 

0.0002 

23.38 

100 

76.62 

3.00 

2.30 

0.0015 

0.0189 

23.96 

80 

56.04 

5.00 

2.80 

0.0015 

0.0488 

40.87 

80 

39.13 

5.00 

1.96 

0.0015 

0.0191 

23.34 

100 

76.66 

3.00 

2.30 

0.0015 

0.0149 

22.97 

100 

77.03 

3.00 

2.31 

0.0015 

0.0085 



































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 


Census Code 



Tigri 


Adeend 


Anandpur 


0813000601744800 


0805000400732600 


0813000601747100 


0806000100754700 


0806000100755900 



Bani Jonaycha 


Basai Bhopalsingh 



Beeghana Jat 


Beejwad Chauhan 


Beenjhpur 


Beeranwas 


Beerod 


Chak Ramdas 


Chaubara 


Chawadi 



Dadhiya 


Dheekwar 



Gadli 


Gadoowas 


Gheelot 



Googal Kota 


Hudiya Kalan 


Hudiya Khurd 


Jaitpur 


Jonaycha Kalan 


0806000100757800 


0806000100756500 


0806000100757000 


0806000200771300 


0806000100755200 


0806000200772300 


0806000100753800 


0806000100755800 


0806000200771800 


0806000100754200 


0806000100757900 


0806000100755600 


0806000100755700 


0806000200772100 


0806000100756200 


0806000100758100 


0806000200772000 


0806000200772200 


0806000100756800 


0806000100755400 


0806000100757300 


0806000100754100 


0806000100754300 


0806000100754000 


0806000100757500 


Jonaycha Khurd 


Kanhawas 


Kankar 


Kathoowas 


Khoondrot 



Lamachpur 


Mahtawas 


Mandhan 



0806000100757700 


0806000100756300 


0806000100757200 


0806000100754400 


0806000100756100 


0806000100757100 


0806000200771600 


0806000100754800 


0806000100754600 


0806000100754500 


0806000200771500 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 


Hydrogeological Unit 

Quartzite 

Quartzite 

Younger Alluvium 

Quartzite 

Older Al 

uvium 

Older Al 

uvium 

Slate 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Slate 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Slate 

Older Al 

uvium 

Slate 

Older Al 

uvium 

Older Al 

uvium 

Slate 

Older Al 

uvium 

Slate 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Slate 

Older Al 

uvium 

Slate 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Slate 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Slate 

Older Al 

uvium 

Slate 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Slate 

Older Al 

uvium 

Slate 

(Older Al 

uvium 1 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

25.18 

100 

74.82 

3.00 

2.24 

0.0015 

0.0131 

24.24 

80 

55.76 

5.00 

2.79 

0.0015 

0.0120 

24.24 

60 

35.76 

20.00 

7.15 

0.0200 

0.3407 

23.33 

100 

76.67 

3.00 

2.30 

0.0015 

0.0029 

49.51 

100 

50.49 

20.00 

10.10 

0.0150 

0.4231 

49.96 

100 

50.04 

20.00 

10.01 

0.0150 

0.1103 

49.96 

100 

50.04 

5.00 

2.50 

0.0015 

0.0154 

28.93 

100 

71.07 

20.00 

14.21 

0.0150 

0.3625 

46.40 

100 

53.60 

20.00 

10.72 

0.0150 

0.4074 

42.48 

100 

57.52 

20.00 

11.50 

0.0150 

0.1796 

42.48 

100 

57.52 

5.00 

2.88 

0.0015 

0.0048 

29.92 

90 

60.08 

20.00 

12.02 

0.0150 

0.6638 

41.96 

100 

58.04 

20.00 

11.61 

0.0150 

0.8325 

26.17 

90 

63.83 

20.00 

12.77 

0.0150 

0.0030 

55.61 

100 

44.39 

20.00 

8.88 

0.0150 

0.4004 

47.43 

100 

52.57 

20.00 

10.51 

0.0150 

0.6499 

29.07 

90 

60.93 

20.00 

12.19 

0.0150 

0.1150 

56.67 

100 

43.33 

20.00 

8.67 

0.0150 

0.0782 

29.09 

100 

70.91 

20.00 

14.18 

0.0150 

0.4659 

47.75 

100 

52.25 

20.00 

10.45 

0.0150 

0.8096 

47.75 

100 

52.25 

5.00 

2.61 

0.0015 

0.0031 

47.81 

100 

52.19 

20.00 

10.44 

0.0150 

1.0177 

47.81 

100 

52.19 

5.00 

2.61 

0.0015 

0.0001 

27.27 

90 

62.73 

20.00 

12.55 

0.0150 

0.5227 

47.96 

100 

52.04 

20.00 

10.41 

0.0150 

0.5249 

47.96 

100 

52.04 

5.00 

2.60 

0.0015 

0.0031 

35.32 

100 

64.68 

20.00 

12.94 

0.0150 

0.0051 

35.32 

100 

64.68 

5.00 

3.23 

0.0015 

0.0045 

28.32 

90 

61.68 

20.00 

12.34 

0.0150 

0.2977 

25.98 

90 

64.02 

20.00 

12.80 

0.0150 

0.1674 

43.22 

100 

56.78 

20.00 

11.36 

0.0150 

0.9739 

43.22 

100 

56.78 

5.00 

2.84 

0.0015 

0.0207 

47.63 

100 

52.37 

20.00 

10.47 

0.0150 

1.3089 

47.63 

100 

52.37 

5.00 

2.62 

0.0015 

0.0077 

30.06 

100 

69.94 

20.00 

13.99 

0.0150 

2.3225 

56.38 

100 

43.62 

20.00 

8.72 

0.0150 

0.4992 

56.56 

100 

43.44 

20.00 

8.69 

0.0150 

0.4669 

56.28 

100 

43.72 

20.00 

8.74 

0.0150 

0.3061 

34.26 

100 

65.74 

20.00 

13.15 

0.0150 

0.0515 

34.26 

100 

65.74 

5.00 

3.29 

0.0015 

0.0219 

29.49 

100 

70.51 

20.00 

14.10 

0.0150 

1.0342 

46.44 

100 

53.56 

20.00 

10.71 

0.0150 

0.3047 

35.54 

100 

64.46 

20.00 

12.89 

0.0150 

1.5776 

56.73 

100 

43.27 

20.00 

8.65 

0.0150 

0.4183 

49.22 

100 

50.78 

20.00 

10.16 

0.0150 

0.2275 

49.22 

100 

50.78 

5.00 

2.54 

0.0015 

0.0160 

38.94 

100 

61.06 

20.00 

12.21 

0.0150 

0.8798 

38.94 

100 

61.06 

5.00 

3.05 

0.0015 

0.0252 

29.56 

90 

60.44 

20.00 

12.09 

0.0150 

0.5610 

49.99 

100 

50.01 

20.00 

10.00 

0.0150 

0.9189 

49.98 

100 

50.02 

20.00 

10.00 

0.0150 

0.7814 

49.98 

100 

50.02 

5.00 

2.50 

0.0015 

0.0150 

54.42 

100 

45.58 

20.00 

9.12 

0.0150 

0.3899 

54.42 

100 

45.58 

5.00 

2.28 

0.0015 

0.0013 

29.37 

90 

60.63 

20.00 

12.13 

0.0150 

1.7482 





























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


01001004 


Village Name 

Census Code 

Mirzapur 

0806000200771700 

Nagli Balai 

0806000100755000 

Nanagwas 

0806000100755500 

Palawa 

0806000200771900 

Partapur 

0806000100753900 

Porula 

0806000100754900 

Pratappur Chak No. 1 

0806000100756700 

Pratappur Chak No. 2 

0806000100756600 

Pratappur Chak No. 3 

0806000100756900 


Zone (Fresh 
/ Saline) 


Raghunathpura 


Raisarana 


Ramchandrapura 


Ramsinghpura 


Sansedi 


Santo 


Shahjahanpur 


Shriyani 


Vijaynagar 


Akleempura 


Antpura 


Balpura 


Banesinghpura 


Banhad 


Banthala 


Basai Bhopalsingh 


Beechpuri 


Beeghana 


Behror (M) 


Belni 


Bhagwari Kalan 


Bhagwari Khurd 


Bheemsinghpura 


Bheeteda 


Bhoopseda 


Bijaisinghpura 


Bijorwas 


Boorhwal 


Chak Muradpur 


ChandiChana 


Dahmi 


Daulatsinghpura 


0806000100753700 


0806000100755300 


0806000100753600 


0806000200771400 


0806000100757600 


0806000100755100 


0806000100758000 


0806000100757400 


0806000100756000 


0806000100759800 


0806000100766100 


0806000100763400 


0806000100762800 


0806000100768900 


0806000100759300 


0806000100762700 


0806000100756500 


0806000100761800 


0806000100762100 


0806000140601000 


0806000100758200 


0806000100763300 


0806000100763200 


0806000100758700 


0806000100763900 


0806000100762600 


0806000100760600 


0806000100765800 


0806000100763800 


0806000100762200 


0806000100764000 


0806000100766800 


0806000100760800 


2.13 Fresh 


6.25 Fresh 


2.06 Fresh 


1.74 Fresh 


2.34 Fresh 


4.37 Fresh 


6.78 Fresh 


5.15 Fresh 


4.84 Fresh 


2.07 Fresh 


1.96 Fresh 


1.36 Fresh 


2.14 Fresh 


2.94 Fresh 


1.63 Fresh 


9.53 Fresh 


4.95 Fresh 


Saline 


2.55 Fresh 


Saline 


1.81 Fresh 


13.53 Fresh 


3.68 Fresh 


Type of Area 
(Command / Non¬ 
command) 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Slate 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Slate 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Slate 

Slate 

Older Al 

uvium 

Older Al 

uvium 

Slate 

Older Al 

uvium 

Older Al 

uvium 

Slate 

Older Al 

uvium 

Quartzite 

Older Al 

uvium 

Slate 

Older Al 

uvium 

Slate 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Slate 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

29.19 

90 

60.81 

20.00 

12.16 

0.0150 

0.1421 

48.19 

100 

51.81 

20.00 

10.36 

0.0150 

1.3830 

48.75 

100 

51.25 

20.00 

10.25 

0.0150 

0.3940 

28.88 

90 

61.12 

20.00 

12.22 

0.0150 

0.5770 

55.92 

100 

44.08 

20.00 

8.82 

0.0150 

0.2865 

48.65 

100 

51.35 

20.00 

10.27 

0.0150 

0.7983 

45.46 

100 

54.54 

20.00 

10.91 

0.0150 

0.0036 

42.79 

100 

57.21 

20.00 

11.44 

0.0150 

0.0298 

45.17 

100 

54.83 

20.00 

10.97 

0.0150 

0.0978 

45.17 

100 

54.83 

5.00 

2.74 

0.0015 

0.0015 

55.19 

100 

44.81 

20.00 

8.96 

0.0150 

0.2868 

46.38 

100 

53.62 

20.00 

10.72 

0.0150 

1.0059 

54.69 

100 

45.31 

20.00 

9.06 

0.0150 

0.2795 

29.70 

90 

60.30 

20.00 

12.06 

0.0150 

0.3145 

30.29 

100 

69.71 

20.00 

13.94 

0.0150 

0.4059 

30.29 

100 

69.71 

5.00 

3.49 

0.0015 

0.0015 

45.12 

100 

54.88 

20.00 

10.98 

0.0150 

0.7198 

30.14 

100 

69.86 

20.00 

13.97 

0.0150 

0.1401 

33.76 

100 

66.24 

20.00 

13.25 

0.0150 

0.4386 

33.76 

100 

66.24 

5.00 

3.31 

0.0015 

0.0145 

52.10 

100 

47.90 

5.00 

2.40 

0.0015 

0.0167 

62.35 

100 

37.65 

20.00 

7.53 

0.0150 

0.2339 

74.74 

80 

5.26 

20.00 

1.05 

0.0200 

0.0183 

74.74 

100 

25.26 

5.00 

1.26 

0.0015 

0.0020 

74.48 

80 

5.52 

20.00 

1.10 

0.0200 

0.0301 

65.83 

80 

14.17 

20.00 

2.83 

0.0200 

0.0016 

65.83 

100 

34.17 

5.00 

1.71 

0.0015 

0.0040 

72.83 

80 

7.17 

20.00 

1.43 

0.0200 

0.0552 

72.83 

80 

7.17 

5.00 

0.36 

0.0015 

0.0004 

51.18 

100 

48.82 

20.00 

9.76 

0.0150 

0.1384 

51.18 

100 

48.82 

5.00 

2.44 

0.0015 

0.0021 

63.91 

80 

16.09 

20.00 

3.22 

0.0200 

0.3235 

63.91 

100 

36.09 

5.00 

1.80 

0.0015 

0.0103 

46.40 

100 

53.60 

20.00 

10.72 

0.0150 

0.3851 

46.40 

100 

53.60 

20.00 

10.72 

0.0150 

0.0030 

41.58 

100 

58.42 

20.00 

11.68 

0.0150 

0.4220 

41.58 

100 

58.42 

20.00 

11.68 

0.0150 

0.0252 

38.89 

80 

41.11 

20.00 

8.22 

0.0200 

0.2977 

59.61 

80 

20.39 

20.00 

4.08 

0.0200 

0.4506 

37.47 

100 

62.53 

20.00 

12.51 

0.0150 

0.0023 

37.47 

100 

62.53 

5.00 

3.13 

0.0015 

0.0006 

73.21 

80 

6.79 

20.00 

1.36 

0.0200 

0.1260 

73.64 

80 

6.36 

20.00 

1.27 

0.0200 

0.0943 

44.53 

100 

55.47 

20.00 

11.09 

0.0150 

0.4871 

42.04 

80 

37.96 

20.00 

7.59 

0.0200 

0.1906 

38.92 

80 

41.08 

20.00 

8.22 

0.0200 

0.2492 

38.92 

60 

21.08 

20.00 

4.22 

0.0200 

0.0179 

40.63 

100 

59.37 

20.00 

11.87 

0.0150 

0.2811 

72.33 

80 

7.67 

20.00 

1.53 

0.0200 

0.0815 

46.95 

80 

33.05 

20.00 

6.61 

0.0200 

0.3293 

38.89 

80 

41.11 

20.00 

8.22 

0.0200 

0.4248 

43.09 

80 

36.91 

20.00 

7.38 

0.0200 

0.2470 

54.95 

80 

25.05 

20.00 

5.01 

0.0200 

0.0404 

41.39 

100 

58.61 

20.00 

11.72 

0.0150 

0.4273 

41.39 

100 

58.61 

20.00 

11.72 

0.0150 

0.1715 






































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Slate 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Slate 

Older Al 

uvium 

Older Al 

uvium 

Slate 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Slate 

Older Al 

uvium 

Slate 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Slate 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Slate 

Older Al 

uvium 

Older Al 

uvium 

Quartzite 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Slate 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Slate 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

41.03 

100 

58.97 

20.00 

11.79 

0.0150 

0.6543 

41.03 

100 

58.97 

20.00 

11.79 

0.0150 

0.9510 

39.68 

80 

40.32 

20.00 

8.06 

0.0200 

0.1357 

39.68 

60 

20.32 

20.00 

4.06 

0.0200 

0.0818 

50.17 

80 

29.83 

20.00 

5.97 

0.0200 

0.4911 

55.90 

80 

24.10 

20.00 

4.82 

0.0200 

0.1633 

55.90 

100 

44.10 

5.00 

2.20 

0.0015 

0.0000 

61.58 

100 

38.42 

20.00 

7.68 

0.0150 

1.2139 

46.03 

100 

53.97 

20.00 

10.79 

0.0150 

0.2721 

37.84 

80 

42.16 

20.00 

8.43 

0.0200 

0.2647 

37.84 

60 

22.16 

20.00 

4.43 

0.0200 

0.6945 

43.22 

100 

56.78 

20.00 

11.36 

0.0150 

0.6448 

43.22 

100 

56.78 

5.00 

2.84 

0.0015 

0.0001 

72.44 

80 

7.56 

20.00 

1.51 

0.0200 

0.0280 

68.41 

80 

11.59 

20.00 

2.32 

0.0200 

0.1210 

68.41 

100 

31.59 

5.00 

1.58 

0.0015 

0.0036 

71.58 

80 

8.42 

20.00 

1.68 

0.0200 

0.1866 

62.42 

80 

17.58 

20.00 

3.52 

0.0200 

0.3337 

55.21 

80 

24.79 

20.00 

4.96 

0.0200 

0.2213 

41.64 

100 

58.36 

20.00 

11.67 

0.0150 

0.1497 

60.08 

80 

19.92 

20.00 

3.98 

0.0200 

0.1322 

73.21 

80 

6.79 

20.00 

1.36 

0.0200 

0.1413 

73.21 

100 

26.79 

5.00 

1.34 

0.0015 

0.0007 

74.90 

80 

5.10 

20.00 

1.02 

0.0200 

0.0872 

74.90 

100 

25.10 

5.00 

1.26 

0.0015 

0.0022 

38.90 

80 

41.10 

20.00 

8.22 

0.0200 

0.0187 

38.90 

60 

21.10 

20.00 

4.22 

0.0200 

0.1093 

72.60 

80 

7.41 

20.00 

1.48 

0.0200 

0.1305 

62.16 

80 

17.84 

20.00 

3.57 

0.0200 

0.0791 

42.06 

80 

37.94 

20.00 

7.59 

0.0200 

0.2308 

46.44 

100 

53.56 

20.00 

10.71 

0.0150 

0.4305 

46.44 

100 

53.56 

20.00 

10.71 

0.0150 

0.0640 

53.09 

100 

46.91 

20.00 

9.38 

0.0150 

1.7424 

53.09 

100 

46.91 

5.00 

2.35 

0.0015 

0.0013 

54.29 

80 

25.71 

20.00 

5.14 

0.0200 

0.1518 

38.85 

100 

61.15 

20.00 

12.23 

0.0150 

0.0175 

38.85 

100 

61.15 

20.00 

12.23 

0.0150 

0.3183 

51.56 

80 

28.44 

20.00 

5.69 

0.0200 

0.6248 

51.56 

100 

48.44 

5.00 

2.42 

0.0015 

0.0077 

51.56 

60 

8.44 

20.00 

1.69 

0.0200 

0.0003 

68.70 

80 

11.30 

20.00 

2.26 

0.0200 

0.1314 

68.70 

80 

11.30 

5.00 

0.56 

0.0015 

0.0013 

74.80 

80 

5.20 

20.00 

1.04 

0.0200 

0.2150 

36.56 

100 

63.44 

20.00 

12.69 

0.0150 

0.0007 

48.96 

100 

51.04 

20.00 

10.21 

0.0150 

0.1499 

48.96 

100 

51.04 

5.00 

2.55 

0.0015 

0.0001 

60.93 

80 

19.07 

20.00 

3.81 

0.0200 

0.0003 

41.52 

100 

58.48 

20.00 

11.70 

0.0150 

0.3349 

41.52 

100 

58.48 

20.00 

11.70 

0.0150 

0.2147 

74.75 

80 

5.25 

20.00 

1.05 

0.0200 

0.0208 

73.95 

80 

6.05 

20.00 

1.21 

0.0200 

0.0596 

73.95 

100 

26.05 

5.00 

1.30 

0.0015 

0.0001 

56.13 

80 

23.87 

20.00 

4.77 

0.0200 

0.2296 

41.58 

100 

58.42 

20.00 

11.68 

0.0150 

0.5357 

73.18 

80 

6.82 

20.00 

1.36 

0.0200 

0.0978 





















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 

Quartzite 

Older Alluvium 

Quartzite 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Slate 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Slate 

Older Al 

uvium 

Slate 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Slate 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Slate 

Older Al 

uvium 

Older Al 

uvium 

Slate 

Older Al 

uvium 

Older Al 

uvium 

Older Al 

uvium 

Quartzite 

Quartzite 

Older Al 

uvium 

Older Al 

uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

73.18 

80 

6.82 

5.00 

0.34 

0.0015 

0.0001 

65.46 

80 

14.54 

20.00 

2.91 

0.0200 

0.0103 

65.46 

80 

14.54 

5.00 

0.73 

0.0015 

0.0001 

41.19 

100 

58.81 

20.00 

11.76 

0.0150 

0.0000 

41.19 

100 

58.81 

20.00 

11.76 

0.0150 

0.5134 

46.04 

100 

53.96 

20.00 

10.79 

0.0150 

0.0542 

46.04 

100 

53.96 

20.00 

10.79 

0.0150 

0.4012 

37.03 

100 

62.97 

20.00 

12.59 

0.0150 

0.4474 

38.83 

100 

61.17 

20.00 

12.23 

0.0150 

0.9118 

65.62 

80 

14.38 

20.00 

2.88 

0.0200 

0.1236 

48.55 

80 

31.45 

20.00 

6.29 

0.0200 

0.3960 

44.49 

100 

55.51 

20.00 

11.10 

0.0150 

0.5865 

62.28 

80 

17.72 

20.00 

3.54 

0.0200 

0.0547 

42.83 

100 

57.17 

20.00 

11.43 

0.0150 

0.0000 

42.83 

100 

57.17 

20.00 

11.43 

0.0150 

0.3320 

72.15 

80 

7.85 

20.00 

1.57 

0.0200 

0.0511 

42.36 

100 

57.64 

20.00 

11.53 

0.0150 

0.4631 

42.36 

100 

57.64 

20.00 

11.53 

0.0150 

0.1150 

72.44 

80 

7.56 

20.00 

1.51 

0.0200 

0.0469 

72.44 

100 

27.56 

5.00 

1.38 

0.0015 

0.0002 

65.12 

80 

14.88 

20.00 

2.98 

0.0200 

0.0571 

68.19 

100 

31.81 

20.00 

6.36 

0.0150 

0.7052 

61.25 

80 

18.75 

20.00 

3.75 

0.0200 

0.2115 

65.30 

100 

34.70 

20.00 

6.94 

0.0150 

0.2363 

65.95 

80 

14.05 

20.00 

2.81 

0.0200 

0.1012 

41.43 

100 

58.57 

20.00 

11.71 

0.0150 

0.7574 

41.43 

100 

58.57 

5.00 

2.93 

0.0015 

0.0008 

73.62 

80 

6.38 

20.00 

1.28 

0.0200 

0.0251 

73.62 

100 

26.38 

5.00 

1.32 

0.0015 

0.0042 

65.08 

100 

34.92 

20.00 

6.98 

0.0150 

0.2588 

39.75 

100 

60.25 

20.00 

12.05 

0.0150 

0.3241 

39.75 

100 

60.25 

20.00 

12.05 

0.0150 

0.4517 

45.46 

100 

54.54 

20.00 

10.91 

0.0150 

0.2818 

42.79 

100 

57.21 

20.00 

11.44 

0.0150 

0.1664 

41.68 

100 

58.32 

20.00 

11.66 

0.0150 

0.6396 

46.59 

100 

53.41 

20.00 

10.68 

0.0150 

0.5503 

46.59 

100 

53.41 

5.00 

2.67 

0.0015 

0.0048 

59.92 

80 

20.08 

20.00 

4.02 

0.0200 

0.1419 

51.03 

80 

28.97 

20.00 

5.79 

0.0200 

0.5581 

41.79 

100 

58.21 

20.00 

11.64 

0.0150 

0.4613 

68.96 

80 

11.04 

20.00 

2.21 

0.0200 

0.0487 

42.33 

100 

57.67 

20.00 

11.53 

0.0150 

0.1252 

42.33 

100 

57.67 

20.00 

11.53 

0.0150 

0.3569 

52.57 

80 

27.43 

20.00 

5.49 

0.0200 

0.1416 

52.57 

100 

47.43 

5.00 

2.37 

0.0015 

0.0037 

57.81 

80 

22.19 

20.00 

4.44 

0.0200 

0.0942 

47.85 

100 

52.15 

20.00 

10.43 

0.0150 

0.8804 

47.85 

100 

52.15 

5.00 

2.61 

0.0015 

0.0000 

41.52 

100 

58.48 

20.00 

11.70 

0.0150 

0.3479 

41.52 

100 

58.48 

20.00 

11.70 

0.0150 

0.0225 

71.05 

80 

8.95 

20.00 

1.79 

0.0200 

0.3131 

71.05 

80 

8.95 

5.00 

0.45 

0.0015 

0.0000 

23.93 

80 

56.07 

5.00 

2.80 

0.0015 

0.0009 

74.74 

100 

25.26 

20.00 

5.05 

0.0200 

0.2206 

29.70 

100 

70.30 

20.00 

14.06 

0.0200 

0.7941 





























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

29.70 

90 

60.30 

5.00 

3.01 

0.0015 

0.0000 

18.99 

85 

66.01 

20.00 

13.20 

0.0150 

0.4218 

18.99 

80 

61.01 

5.00 

3.05 

0.0015 

0.0139 

70.36 

100 

29.64 

20.00 

5.93 

0.0200 

0.2448 

74.77 

100 

25.23 

20.00 

5.05 

0.0200 

1.3563 

79.25 

100 

20.75 

20.00 

4.15 

0.0200 

0.6538 

49.06 

100 

50.94 

20.00 

10.19 

0.0200 

0.7270 

76.51 

100 

23.49 

20.00 

4.70 

0.0200 

0.2562 

73.09 

100 

26.91 

20.00 

5.38 

0.0200 

0.1841 

72.82 

100 

27.18 

20.00 

5.44 

0.0200 

0.6857 

26.39 

80 

53.61 

5.00 

2.68 

0.0015 

0.0160 

71.52 

100 

28.48 

20.00 

5.70 

0.0200 

0.7250 

73.22 

100 

26.78 

20.00 

5.36 

0.0200 

0.3897 

70.02 

100 

29.98 

20.00 

6.00 

0.0200 

0.3697 

36.94 

100 

63.06 

20.00 

12.61 

0.0200 

1.4997 

26.42 

80 

53.58 

5.00 

2.68 

0.0015 

0.0189 

73.82 

100 

26.18 

20.00 

5.24 

0.0200 

0.7858 

52.94 

100 

47.06 

20.00 

9.41 

0.0200 

1.0939 

36.30 

80 

43.70 

5.00 

2.18 

0.0015 

0.0303 

36.30 

60 

23.70 

20.00 

4.74 

0.0200 

0.0252 

48.45 

100 

51.55 

20.00 

10.31 

0.0200 

0.5527 

48.94 

100 

51.06 

20.00 

10.21 

0.0200 

1.6970 

47.73 

85 

37.27 

20.00 

7.45 

0.0150 

0.2294 

47.73 

80 

32.27 

5.00 

1.61 

0.0015 

0.0009 

74.85 

100 

25.15 

20.00 

5.03 

0.0200 

0.5546 

30.95 

80 

49.05 

5.00 

2.45 

0.0015 

0.0056 

21.99 

85 

63.01 

20.00 

12.60 

0.0150 

0.3571 

21.99 

80 

58.01 

5.00 

2.90 

0.0015 

0.0095 

49.66 

100 

50.34 

20.00 

10.07 

0.0200 

0.0008 

71.85 

100 

28.15 

20.00 

5.63 

0.0200 

0.6618 

76.62 

100 

23.38 

20.00 

4.68 

0.0200 

0.1344 

72.44 

100 

27.56 

20.00 

5.51 

0.0200 

0.5534 

46.28 

100 

53.72 

20.00 

10.74 

0.0200 

0.5723 

46.28 

90 

43.72 

5.00 

2.19 

0.0015 

0.0030 

71.08 

100 

28.92 

20.00 

5.78 

0.0200 

0.0099 

21.45 

80 

58.55 

5.00 

2.93 

0.0015 

0.0058 

84.74 

100 

15.26 

20.00 

3.05 

0.0200 

0.2676 

35.54 

85 

49.46 

20.00 

9.89 

0.0150 

0.2118 

35.54 

80 

44.46 

5.00 

2.22 

0.0015 

0.0153 

73.04 

100 

26.96 

20.00 

5.39 

0.0200 

0.5239 

34.76 

85 

50.24 

20.00 

10.05 

0.0150 

0.0873 

34.76 

80 

45.24 

5.00 

2.26 

0.0015 

0.0076 

73.65 

100 

26.35 

20.00 

5.27 

0.0200 

0.3388 

69.78 

100 

30.22 

20.00 

6.04 

0.0200 

0.0324 

82.35 

100 

17.65 

20.00 

3.53 

0.0200 

0.4671 

18.82 

85 

66.18 

20.00 

13.24 

0.0150 

0.0175 

18.82 

80 

61.18 

5.00 

3.06 

0.0015 

0.0122 

45.69 

85 

39.31 

20.00 

7.86 

0.0150 

0.2591 

45.69 

80 

34.31 

5.00 

1.72 

0.0015 

0.0015 

20.74 

80 

59.26 

5.00 

2.96 

0.0015 

0.0115 

70.92 

100 

29.08 

20.00 

5.82 

0.0200 

0.2656 

28.80 

80 

51.20 

5.00 

2.56 

0.0015 

0.0173 

74.17 

100 

25.83 

20.00 

5.17 

0.0200 

0.2223 

72.73 

100 

27.27 

20.00 

5.45 

0.0200 

0.4957 

68.63 

100 

31.37 

20.00 

6.27 

0.0200 

0.3030 










































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



01001006 


Manjri 


Mankdo 


Manota Kalan 


Manota Khurd 


Meghpur 


Muradpur 


Nalpur 


Nanoowali Baori 


Nanwas 


Nawta 


Nihaloth 


Nihalpura 


Nimbas 


Pacheri Kalan 


Pacheri Khurd 


Panthroli 


Pathana 


Raipur (Aheeran ) 


Rajota 


Rasoolpur (Aheera 


Rawan 


Sagwa 


Sahar 


Santor 


Shimla 


Shyopura 


Sihodiyan Ki Dhani 


Sohli 


Tateeja 


Teekoopura 


Teelawali 


Thali 


Tihara 


Udamandi 


Bakshipura 


Balloopura 


Baneti 


Bega Ki Nangal 


Bhandala 


Bopiya 


Chak Faganwas 


0805000300726200 


0805000300727100 


0805000400730400 


0805000400730300 


0805000300724400 


0805000300726400 


0805000400733200 


0805000400729700 


0805000300718700 


0805000300726000 


0805000300725600 


0805000300724800 


0805000300718800 


0805000300725900 


0805000300726100 


0805000300724500 


0805000300725700 


0805000300724300 


0805000400729800 


0805000300724200 


0805000400730900 


0805000300723800 


0805000300723200 


0805000300724100 


0805000400731200 


0805000300725400 


0805000300727800 


0805000300725000 


0805000400728200 


0805000300726600 


0805000400729300 


0805000300723000 


0805000400729900 


0805000300718900 


0813000601754400 


0813000601753300 


0812000101446000 


0813000601753000 


0813000601754900 


0813000601753900 


0813000601755100 


Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Older Alluvium 


3.77 Fresh 


6.58 Fresh 


5.19 Fresh 


4.13 Fresh 




3.58 Fresh 


5.77 Fresh 


6.81 Fresh 


7.59 Fresh 


2.20 Fresh 


3.39 Fresh 



7.00 Fresh 


8.27 Fresh 


2.26 Fresh 


3.93 Fresh 


3.71 Fresh 


2.34 Fresh 


4.53 Fresh 


4.95 Fresh 


3.73 Fresh 



12.97 Fresh 


2.54 Fresh 


1.61 Fresh 


5.11 Fresh 


0.85 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Non-command 


Command 


Non-command 


Non-command 


Non-command 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Younger Alluvium 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

29.34 

85 

55.66 

20.00 

11.13 

0.0150 

0.0700 

29.34 

80 

50.66 

5.00 

2.53 

0.0015 

0.0061 

54.43 

100 

45.57 

20.00 

9.11 

0.0200 

0.6867 

25.15 

90 

64.85 

5.00 

3.24 

0.0015 

0.0000 

31.17 

80 

48.83 

5.00 

2.44 

0.0015 

0.0190 

31.57 

85 

53.43 

20.00 

10.69 

0.0150 

0.1208 

31.57 

80 

48.43 

5.00 

2.42 

0.0015 

0.0122 

75.62 

100 

24.38 

20.00 

4.88 

0.0200 

0.2520 

51.12 

100 

48.88 

20.00 

9.78 

0.0200 

0.9219 

27.43 

80 

52.57 

5.00 

2.63 

0.0015 

0.0143 

18.98 

80 

61.02 

5.00 

3.05 

0.0015 

0.0028 

71.05 

100 

28.95 

20.00 

5.79 

0.0200 

0.2089 

67.58 

100 

32.42 

20.00 

6.48 

0.0200 

0.4832 

74.70 

100 

25.30 

20.00 

5.06 

0.0200 

0.4236 

72.20 

100 

27.80 

20.00 

5.56 

0.0200 

0.5283 

71.73 

100 

28.27 

20.00 

5.65 

0.0200 

0.6439 

69.77 

100 

30.23 

20.00 

6.05 

0.0200 

1.7666 

58.87 

100 

41.13 

20.00 

8.23 

0.0200 

1.1274 

75.35 

100 

24.65 

20.00 

4.93 

0.0200 

0.3840 

73.42 

100 

26.58 

20.00 

5.32 

0.0200 

0.4019 

74.21 

100 

25.79 

20.00 

5.16 

0.0200 

0.4482 

21.66 

80 

58.34 

5.00 

2.92 

0.0015 

0.0101 

70.83 

100 

29.17 

20.00 

5.83 

0.0200 

0.4710 

45.46 

85 

39.54 

20.00 

7.91 

0.0150 

0.3944 

45.46 

80 

34.54 

5.00 

1.73 

0.0015 

0.0033 

33.09 

85 

51.91 

20.00 

10.38 

0.0150 

0.0818 

33.09 

80 

46.91 

5.00 

2.35 

0.0015 

0.0117 

77.77 

100 

22.23 

20.00 

4.45 

0.0200 

0.3185 

67.98 

100 

32.02 

20.00 

6.40 

0.0200 

0.7388 

74.34 

100 

25.66 

20.00 

5.13 

0.0200 

0.6991 

44.94 

80 

35.06 

5.00 

1.75 

0.0015 

0.0200 

72.77 

100 

27.23 

20.00 

5.45 

0.0200 

0.2398 

47.64 

100 

52.36 

20.00 

10.47 

0.0200 

0.6830 

47.64 

90 

42.36 

5.00 

2.12 

0.0015 

0.0004 

43.76 

100 

56.24 

20.00 

11.25 

0.0200 

0.9424 

43.76 

90 

46.24 

5.00 

2.31 

0.0015 

0.0002 

73.02 

100 

26.98 

20.00 

5.40 

0.0200 

0.7505 

18.72 

80 

61.28 

5.00 

3.06 

0.0015 

0.0001 

52.12 

100 

47.88 

20.00 

9.58 

0.0200 

0.1317 

20.89 

85 

64.11 

20.00 

12.82 

0.0150 

0.2911 

20.89 

80 

59.11 

5.00 

2.96 

0.0015 

0.0031 

59.58 

100 

40.42 

20.00 

8.08 

0.0200 

0.2995 

24.36 

80 

55.64 

5.00 

2.78 

0.0015 

0.0037 

72.30 

100 

27.70 

20.00 

5.54 

0.0200 

0.4916 

20.71 

100 

79.29 

3.00 

2.38 

0.0015 

0.0116 

17.93 

100 

82.07 

3.00 

2.46 

0.0015 

0.0041 

17.93 

100 

82.07 

3.00 

2.46 

0.0015 

0.0097 

24.53 

80 

55.47 

5.00 

2.77 

0.0015 

0.0000 

24.53 

60 

35.47 

20.00 

7.09 

0.0250 

0.4069 

23.71 

80 

56.29 

5.00 

2.81 

0.0015 

0.0149 

18.00 

100 

82.00 

3.00 

2.46 

0.0015 

0.0048 

18.00 

100 

82.00 

3.00 

2.46 

0.0015 

0.0029 

19.02 

100 

80.98 

3.00 

2.43 

0.0015 

0.0058 

18.42 

100 

81.58 

3.00 

2.45 

0.0015 

0.0183 

21.82 

100 

78.18 

3.00 

2.35 

0.0015 

0.0016 












































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Younger Alluvium 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

17.01 

100 

82.99 

3.00 

2.49 

0.0015 

0.0004 

17.01 

100 

82.99 

3.00 

2.49 

0.0015 

0.0016 

18.39 

100 

81.61 

3.00 

2.45 

0.0015 

0.0029 

19.95 

100 

80.05 

3.00 

2.40 

0.0015 

0.0049 

18.34 

100 

81.66 

3.00 

2.45 

0.0015 

0.0054 

18.34 

100 

81.66 

3.00 

2.45 

0.0015 

0.0006 

20.04 

80 

59.96 

5.00 

3.00 

0.0015 

0.0047 

19.55 

100 

80.45 

3.00 

2.41 

0.0015 

0.0123 

19.55 

90 

70.45 

25.00 

17.61 

0.0200 

0.0000 

19.55 

100 

80.45 

3.00 

2.41 

0.0015 

0.0091 

28.79 

60 

31.21 

20.00 

6.24 

0.0250 

0.3590 

21.76 

80 

58.24 

5.00 

2.91 

0.0015 

0.0000 

16.81 

100 

83.19 

3.00 

2.50 

0.0015 

0.0046 

16.81 

100 

83.19 

3.00 

2.50 

0.0015 

0.0118 

18.45 

100 

81.55 

3.00 

2.45 

0.0015 

0.0077 

19.93 

100 

80.07 

3.00 

2.40 

0.0015 

0.0021 

21.84 

100 

78.16 

3.00 

2.34 

0.0015 

0.0013 

21.74 

100 

78.26 

3.00 

2.35 

0.0015 

0.0065 

18.55 

100 

81.45 

3.00 

2.44 

0.0015 

0.0105 

15.05 

100 

84.95 

3.00 

2.55 

0.0015 

0.0054 

21.12 

100 

78.88 

3.00 

2.37 

0.0015 

0.0029 

18.45 

100 

81.55 

3.00 

2.45 

0.0015 

0.0067 

18.34 

100 

81.66 

3.00 

2.45 

0.0015 

0.0112 

18.34 

100 

81.66 

3.00 

2.45 

0.0015 

0.0000 

21.73 

100 

78.27 

3.00 

2.35 

0.0015 

0.0032 

18.66 

100 

81.34 

3.00 

2.44 

0.0015 

0.0146 

17.32 

100 

82.68 

3.00 

2.48 

0.0015 

0.0046 

17.32 

100 

82.68 

3.00 

2.48 

0.0015 

0.0052 

18.12 

100 

81.88 

3.00 

2.46 

0.0015 

0.0053 

22.31 

100 

77.69 

3.00 

2.33 

0.0015 

0.0121 

21.05 

80 

58.95 

5.00 

2.95 

0.0015 

0.0099 

18.68 

100 

81.32 

3.00 

2.44 

0.0015 

0.0044 

18.68 

100 

81.32 

3.00 

2.44 

0.0015 

0.0012 

16.30 

100 

83.70 

3.00 

2.51 

0.0015 

0.0075 

16.30 

100 

83.70 

3.00 

2.51 

0.0015 

0.0069 

23.36 

80 

56.64 

5.00 

2.83 

0.0015 

0.0006 

22.38 

80 

57.62 

5.00 

2.88 

0.0015 

0.0001 

18.49 

100 

81.51 

3.00 

2.45 

0.0015 

0.0057 

18.49 

100 

81.51 

3.00 

2.45 

0.0015 

0.0009 

17.67 

100 

82.33 

3.00 

2.47 

0.0015 

0.0011 

18.13 

100 

81.87 

3.00 

2.46 

0.0015 

0.0088 

20.00 

80 

60.00 

5.00 

3.00 

0.0015 

0.0181 

12.02 

100 

87.98 

3.00 

2.64 

0.0015 

0.0015 

20.94 

100 

79.06 

3.00 

2.37 

0.0015 

0.0058 

18.59 

100 

81.41 

3.00 

2.44 

0.0015 

0.0174 

18.59 

100 

81.41 

3.00 

2.44 

0.0015 

0.0001 

16.03 

100 

83.97 

3.00 

2.52 

0.0015 

0.0014 

16.03 

100 

83.97 

3.00 

2.52 

0.0015 

0.0102 

20.13 

100 

79.87 

3.00 

2.40 

0.0015 

0.0322 

20.13 

90 

69.87 

25.00 

17.47 

0.0200 

0.0000 

20.13 

100 

79.87 

3.00 

2.40 

0.0015 

0.0040 

21.47 

80 

58.53 

5.00 

2.93 

0.0015 

0.0000 

17.31 

100 

82.69 

3.00 

2.48 

0.0015 

0.0053 

17.31 

100 

82.69 

3.00 

2.48 

0.0015 

0.0053 

18.64 

80 

61.36 

5.00 

3.07 

0.0015 

0.0066 






















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



01001007 


01002008 


Panchoo Kharkhara 


Patan 


Pawala Rajput 


Purushottampura 


Raipur Patan 


Raiyan Ka Bas 


Rajpura 


Rela 


Sudarpura 


Talwa 


Udaisingh Pura@Bhopatpura 


Ballabh Das Pura 


Bhageshwar 


Bheetarli Gaonri 


Dareeba 


Dokan 


Gadrata 


Ganeshwar 


Gaonri 


Guwar 


Imloha 


Jagat Singh Nagar 


Jaitpura 


Jhareenda 


Khadag Beejpur 


Khadra 


Kishor Pura 


Kundala 


Ladi Ka Bas 


Mahawa 


Maukalwas 


Mawanda Kalan 


Nanagwas 


Narda 


Neemod 


Norana 


Patan 


Raipur Patan 


Census Code 


0813000601752400 


0813000601747800 


0812000101449400 


0812000101450200 


0813000601751800 


0813000601755400 


0813000601752100 


0813000601755000 


0812000101450400 


0812000101450600 


0813000601754500 


0813000601749000 


0813000601748700 


0813000601749200 


0813000601751400 


0813000601747900 


0813000601755700 


0813000601749400 


0813000601749100 


0813000601749300 


0813000601747000 


0813000601748900 


0813000601756000 


0813000601751300 


0813000601748800 


0813000601748500 


0813000601747700 


0813000601755900 


0813000601755800 


0813000601748100 


0813000601751500 


0813000601748000 


0813000601751600 


0813000601751700 


0813000601748600 


0813000601751900 


0813000601747800 


0813000601751800 


0813000601756100 



Zone (Fresh 
/ Saline) 


6.96 Fresh 


22.27 Fresh 



3.84 Fresh 


9.55 Fresh 


18.03 Fresh 


6.00 Fresh 


5.93 Fresh 




22.27 Fresh 


18.03 Fresh 


19.02 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Quartzite 

Non-command 

Quartzite 

Command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Younger Alluvium 

Non-command 

Quartzite 

Command 

Quartzite 

Non-command 

Quartzite 

Command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Command 

Quartzite 

Non-command 

Quartzite 


Sub Basin: I 



Agawari 

0813000601749700 

12.39 

Fresh 

Non-command 

Older Alluvium 

Bagoli 

0805000600752600 

6.73 

Saline 

Non-command 

Quartzite 

Ballabh Das Pura 

0813000601749000 

4.49 

Fresh 

Non-command 

Quartzite 

Barsinghwas 

0813000601749500 

6.49 

Fresh 

Non-command 

Quartzite 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

18.07 

100 

81.93 

3.00 

2.46 

0.0015 

0.0002 

17.31 

100 

82.69 

3.00 

2.48 

0.0015 

0.0244 

17.31 

100 

82.69 

3.00 

2.48 

0.0015 

0.0069 

19.82 

80 

60.18 

5.00 

3.01 

0.0015 

0.0107 

22.71 

80 

57.29 

5.00 

2.86 

0.0015 

0.0043 

17.65 

100 

82.35 

3.00 

2.47 

0.0015 

0.0168 

17.65 

100 

82.35 

3.00 

2.47 

0.0015 

0.0000 

20.70 

100 

79.30 

3.00 

2.38 

0.0015 

0.0163 

16.72 

100 

83.28 

3.00 

2.50 

0.0015 

0.0029 

16.72 

100 

83.28 

3.00 

2.50 

0.0015 

0.0191 

20.99 

80 

59.01 

5.00 

2.95 

0.0015 

0.0003 

20.99 

60 

39.01 

20.00 

7.80 

0.0250 

0.0000 

18.40 

100 

81.60 

3.00 

2.45 

0.0015 

0.0007 

18.40 

100 

81.60 

3.00 

2.45 

0.0015 

0.0061 

18.40 

100 

81.60 

3.00 

2.45 

0.0015 

0.0095 

18.40 

100 

81.60 

3.00 

2.45 

0.0015 

0.0005 

21.33 

100 

78.67 

3.00 

2.36 

0.0015 

0.0147 

21.06 

80 

58.94 

5.00 

2.95 

0.0015 

0.0000 

26.25 

80 

53.75 

5.00 

2.69 

0.0015 

0.0000 

19.14 

100 

80.86 

3.00 

2.43 

0.0015 

0.0070 

23.94 

100 

76.06 

3.00 

2.28 

0.0015 

0.0031 

21.15 

100 

78.85 

3.00 

2.37 

0.0015 

0.0413 

16.57 

100 

83.43 

3.00 

2.50 

0.0015 

0.0078 

7.76 

100 

92.24 

3.00 

2.77 

0.0015 

0.0397 

19.93 

100 

80.07 

3.00 

2.40 

0.0015 

0.0753 

15.05 

100 

84.95 

3.00 

2.55 

0.0015 

0.0179 

22.15 

100 

77.85 

3.00 

2.34 

0.0015 

0.0021 

23.51 

100 

76.49 

3.00 

2.29 

0.0015 

0.0034 

16.39 

100 

83.61 

3.00 

2.51 

0.0015 

0.0116 

21.73 

100 

78.27 

3.00 

2.35 

0.0015 

0.0000 

28.88 

100 

71.12 

3.00 

2.13 

0.0015 

0.0039 

21.73 

100 

78.27 

3.00 

2.35 

0.0015 

0.0118 

9.78 

100 

90.22 

3.00 

2.71 

0.0015 

0.0110 

13.80 

100 

86.20 

3.00 

2.59 

0.0015 

0.0216 

25.56 

100 

74.44 

3.00 

2.23 

0.0015 

0.0321 

17.67 

100 

82.33 

3.00 

2.47 

0.0015 

0.0003 

12.02 

100 

87.98 

3.00 

2.64 

0.0015 

0.0375 

20.94 

100 

79.06 

3.00 

2.37 

0.0015 

0.0098 

22.74 

100 

77.26 

3.00 

2.32 

0.0015 

0.0067 

11.65 

100 

88.35 

3.00 

2.65 

0.0015 

0.0094 

20.94 

100 

79.06 

3.00 

2.37 

0.0015 

0.0035 

15.14 

100 

84.86 

3.00 

2.55 

0.0015 

0.0167 

19.16 

100 

80.84 

3.00 

2.43 

0.0015 

0.0144 

29.71 

100 

70.29 

3.00 

2.11 

0.0015 

0.0202 

17.31 

100 

82.69 

3.00 

2.48 

0.0015 

0.0052 

17.31 

100 

82.69 

3.00 

2.48 

0.0015 

0.0000 

17.31 

100 

82.69 

3.00 

2.48 

0.0015 

0.0090 

17.65 

100 

82.35 

3.00 

2.47 

0.0015 

0.0407 

17.65 

100 

82.35 

3.00 

2.47 

0.0015 

0.0000 

15.06 

100 

84.94 

3.00 

2.55 

0.0015 

0.0062 


12.39 

36.97 

75 

38.03 

25.00 

9.51 

0.0150 

1.7678 

0.28 

30.48 

60 

29.52 

5.00 

1.48 

0.0015 

0.0006 

3.10 

23.94 

100 

76.06 

3.00 

2.28 

0.0015 

0.0106 

4.71 

21.48 

100 

78.52 

3.00 

2.36 

0.0015 

0.0166 







































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



01002009 


Basri Khurd 


Bhagega 


Bhagoth 


Bheetarli Gaonri 


Bhoodoli 


Charanwas @Puranabas 


Chhapar 


Gaonri 


Godawas 


Gordhanpura 


Guwar 


Jagat Singh Nagar 


Jheerana 


Jodhpura 


Keroth 


Kerwali 


Koor Bara 


Naya Bas 


Neem Ka Thana(Rural 


Neemod 


Pachlangi 


Papra Kalan 


Papra Khurd 


Peetham Puri 


Ranasar 


Surpura 


Bagor 


Bajawa 


Bamlas 


Bankoti 


Bara Gaon 


Barau 


Bas Bisna 


Basantpura 


Basmana 


Beelwa 


Census Code 


0813000601750000 


0813000601743600 


0813000601743500 


0813000601749200 


0813000601749800 


0813000601743900 


0813000601750400 


0813000601749100 


0813000601748300 


0813000601744000 


0813000601749300 


0813000601748900 


0813000601749900 


0805000600752700 


0805000600753400 


0813000601744300 


0813000601749600 


0813000601744100 


0813000601748400 


0813000601748600 


0805000600753500 


0805000600753100 


0805000600753300 


0813000601750300 


0813000601743800 


0805000600752900 


0813000601743700 


0805000600753000 


0805000400729500 


0805000600745700 


0805000600747800 


0805000400729200 


0805000600746100 


0805000400734400 


0805000600746900 


0805000600747000 


0805000600746700 


0805000400729400 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Quartzite 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Quartzite 

Fresh 

Non-command 

Older Alluvium 




33.16 Fresh 


17.40 Fresh 


7.70 Fresh 


5.90 Fresh 


20.94 Fresh 


3.24 Fresh 


18.11 Fresh 


4.83 Saline 


3.51 Saline 


4.77 Fresh 


4.59 Fresh 


4.89 Fresh 


1.88 Fresh 



8.08 Fresh 


24.62 Saline 


4.21 Saline 


7.11 Saline 


41.82 Fresh 


13.41 Fresh 


1.21 Saline 


18.12 Fresh 


1.78 Saline 


0.62 Fresh 


9.31 Fresh 


13.24 Fresh 


3.78 Fresh 


4.57 Fresh 


31.65 Fresh 


5.99 Fresh 


3.11 Fresh 


3.71 Fresh 


3.19 Fresh 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Quartzite 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

37.01 

75 

37.99 

25.00 

9.50 

0.0150 

0.1839 

37.68 

75 

37.32 

25.00 

9.33 

0.0150 

1.3108 

39.21 

75 

35.79 

25.00 

8.95 

0.0150 

0.3583 

16.57 

100 

83.43 

3.00 

2.50 

0.0015 

0.0003 

37.31 

75 

37.69 

25.00 

9.42 

0.0150 

1.9664 

34.67 

100 

65.33 

3.00 

1.96 

0.0015 

0.0048 

24.76 

75 

50.24 

25.00 

12.56 

0.0150 

0.5400 

24.76 

100 

75.24 

3.00 

2.26 

0.0015 

0.0118 

22.15 

75 

52.85 

25.00 

13.21 

0.0150 

0.0110 

22.15 

100 

77.85 

3.00 

2.34 

0.0015 

0.0531 

23.51 

100 

76.49 

3.00 

2.29 

0.0015 

0.0395 

30.02 

75 

44.98 

25.00 

11.24 

0.0150 

0.0183 

30.02 

100 

69.98 

3.00 

2.10 

0.0015 

0.0071 

36.38 

100 

63.62 

3.00 

1.91 

0.0015 

0.0016 

16.39 

100 

83.61 

3.00 

2.51 

0.0015 

0.0082 

28.88 

100 

71.12 

3.00 

2.13 

0.0015 

0.0004 

30.89 

75 

44.12 

25.00 

11.03 

0.0150 

2.1481 

30.89 

100 

69.12 

3.00 

2.07 

0.0015 

0.0159 

32.67 

60 

27.33 

5.00 

1.37 

0.0015 

0.0001 

24.86 

100 

75.14 

15.00 

11.27 

0.0150 

0.0694 

24.86 

60 

35.14 

5.00 

1.76 

0.0015 

0.0061 

36.14 

100 

63.86 

3.00 

1.92 

0.0015 

0.0004 

26.58 

75 

48.42 

25.00 

12.11 

0.0150 

0.1364 

26.58 

100 

73.42 

3.00 

2.20 

0.0015 

0.0127 

36.68 

100 

63.32 

3.00 

1.90 

0.0015 

0.0042 

34.12 

75 

40.88 

25.00 

10.22 

0.0150 

0.2685 

34.12 

100 

65.88 

3.00 

1.98 

0.0015 

0.0004 

26.15 

75 

48.85 

25.00 

12.21 

0.0150 

0.0024 

26.15 

100 

73.85 

3.00 

2.22 

0.0015 

0.0452 

29.71 

100 

70.29 

3.00 

2.11 

0.0015 

0.0006 

24.76 

100 

75.24 

15.00 

11.29 

0.0150 

0.2770 

31.59 

60 

28.41 

5.00 

1.42 

0.0015 

0.0067 

27.34 

60 

32.66 

5.00 

1.63 

0.0015 

0.0039 

17.23 

75 

57.77 

25.00 

14.44 

0.0150 

0.1671 

35.80 

75 

39.20 

25.00 

9.80 

0.0150 

0.2114 

35.80 

100 

64.20 

3.00 

1.93 

0.0015 

0.0326 

35.07 

60 

24.93 

5.00 

1.25 

0.0015 

0.0022 

32.66 

75 

42.34 

25.00 

10.59 

0.0150 

2.2063 

32.66 

100 

67.34 

3.00 

2.02 

0.0015 

0.0102 

35.91 

60 

24.09 

5.00 

1.20 

0.0015 

0.0002 

23.93 

80 

56.07 

5.00 

2.80 

0.0015 

0.0009 

38.22 

100 

61.78 

20.00 

12.36 

0.0150 

0.0017 

35.05 

100 

64.95 

20.00 

12.99 

0.0150 

1.4286 

35.05 

75 

39.95 

30.00 

11.99 

0.0200 

0.7058 

23.27 

85 

61.73 

20.00 

12.35 

0.0150 

0.4459 

41.14 

100 

58.86 

20.00 

11.77 

0.0150 

0.0005 

31.90 

85 

53.10 

20.00 

10.62 

0.0150 

3.8506 

31.90 

60 

28.10 

20.00 

5.62 

0.0200 

0.2527 

34.50 

75 

40.50 

30.00 

12.15 

0.0200 

1.4555 

33.64 

75 

41.36 

30.00 

12.41 

0.0200 

0.7717 

37.04 

75 

37.96 

30.00 

11.39 

0.0200 

0.8450 

24.34 

85 

60.66 

20.00 

12.13 

0.0150 

0.1100 

24.34 

80 

55.66 

5.00 

2.78 

0.0015 

0.0083 

41.60 

100 

58.40 

20.00 

11.68 

0.0150 

0.2671 

41.60 

85 

43.40 

30.00 

13.02 

0.0200 

2.8237 



























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Bhadunda Khurd 


Bhatiwar 


Bheetera 


Bhorki 


Bhukana 


Bijarniya Ki Dhani 


Chandana 


Chhau 


Chinchroli 


Dhani Thakran @ Sh 


Dorasar 


Gowla 


Gudha Gorji 


Hansalsar 


Hemantpura 


Hukampura 


Islampur 


Jasrapur 


Kayamsar 


Ked with Gopalpura 


Keharpura Khurd 


Kesaripura 


Khatkar 


Khetri (M) 


Khinwasar 


Kishorpura 


Loyal 


Mahrampur 


Makhar 


Marot Ka Bas 


Morki 


Nangli Goojran 


Nangli Saledisingh 


Natas 


Nijampura 


Ramlalpura 


Rasoolpur 


Seethal 


Shree Krishan Naga 


Census Code 


0805000100692400 


0805000600746800 


0805000400729000 


0805000600748300 


0805000200712600 


0805000600748200 


0805000200712400 



Zone (Fresh 
/ Saline) 


0805000600745500 


0805000100691600 


0805000200712500 


0805000100692700 


0805000200712200 


0805000600749700 


0805000600746200 


0805000600747100 


0805000600749300 


0805000100691500 


0805000400728500 


0805000200711900 


0805000600747200 


0805000200711600 


0805000600745900 


0805000600747700 


0805000440510000 


0805000600748000 


0805000200711800 


0805000400728700 


0805000200712000 


0805000100691400 


0805000100691800 


0805000400734300 


0805000600746400 


0805000400728900 


0805000600746300 


0805000200712300 


0805000600746600 


0805000400734600 


0805000600745800 


0805000400734500 


11.02 Fresh 


5.52 Fresh 


6.23 Fresh 


33.22 Fresh 


4.62 Fresh 


5.66 Fresh 


9.64 Fresh 



14.31 Fresh 


4.24 Fresh 


2.72 Fresh 


8.47 Fresh 


10.37 Fresh 


23.48 Fresh 


16.57 Fresh 


1.91 Fresh 


4.54 Fresh 


7.81 Fresh 


24.99 Fresh 


4.61 Fresh 


13.65 Fresh 


3.26 Fresh 


4.50 Fresh 


21.00 Fresh 


3.16 Fresh 


6.40 Fresh 


3.62 Fresh 


8.76 Fresh 


4.88 Fresh 


11.75 Fresh 


4.20 Fresh 


6.44 Fresh 



6.43 Fresh 


13.92 Fresh 


8.25 Fresh 


7.92 Fresh 


12.47 Fresh 


18.53 Fresh 


13.89 Fresh 


4.04 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

43.13 

85 

41.87 

30.00 

12.56 

0.0200 

1.7464 

35.80 

75 

39.20 

30.00 

11.76 

0.0200 

1.2990 

26.30 

85 

58.70 

20.00 

11.74 

0.0150 

0.5038 

26.30 

80 

53.70 

5.00 

2.69 

0.0015 

0.0123 

49.16 

100 

50.84 

20.00 

10.17 

0.0150 

0.0133 

40.20 

100 

59.80 

20.00 

11.96 

0.0150 

0.0895 

46.93 

100 

53.07 

20.00 

10.61 

0.0150 

0.8010 

39.02 

100 

60.98 

20.00 

12.20 

0.0150 

1.0382 

39.02 

85 

45.98 

20.00 

9.20 

0.0200 

0.6220 

34.80 

85 

50.20 

20.00 

10.04 

0.0150 

1.9203 

34.80 

60 

25.20 

20.00 

5.04 

0.0200 

0.0174 

31.66 

100 

68.34 

20.00 

13.67 

0.0150 

0.5817 

31.66 

75 

43.34 

30.00 

13.00 

0.0200 

2.0615 

45.42 

100 

54.58 

20.00 

10.92 

0.0150 

0.1599 

48.21 

85 

36.79 

30.00 

11.04 

0.0200 

0.7890 

39.37 

100 

60.63 

20.00 

12.13 

0.0150 

0.0852 

39.37 

85 

45.63 

20.00 

9.13 

0.0200 

0.0489 

44.63 

100 

55.37 

20.00 

11.07 

0.0150 

0.0668 

38.92 

85 

46.08 

20.00 

9.22 

0.0200 

1.8734 

42.84 

100 

57.16 

20.00 

11.43 

0.0150 

0.0006 

41.01 

100 

58.99 

20.00 

11.80 

0.0150 

0.9298 

41.01 

75 

33.99 

30.00 

10.20 

0.0200 

1.9724 

34.63 

75 

40.37 

30.00 

12.11 

0.0200 

0.4631 

40.74 

100 

59.26 

20.00 

11.85 

0.0150 

0.3650 

57.58 

85 

27.42 

30.00 

8.23 

0.0200 

0.0964 

21.45 

85 

63.55 

20.00 

12.71 

0.0150 

0.0098 

41.68 

85 

43.32 

20.00 

8.66 

0.0200 

0.1971 

33.49 

75 

41.51 

30.00 

12.45 

0.0200 

2.6503 

50.43 

85 

34.57 

20.00 

6.91 

0.0200 

0.3069 

40.55 

100 

59.45 

20.00 

11.89 

0.0150 

0.4357 

40.55 

75 

34.45 

30.00 

10.34 

0.0200 

0.3569 

34.31 

75 

40.69 

30.00 

12.21 

0.0200 

1.8853 

20.74 

80 

59.26 

5.00 

2.96 

0.0015 

0.0010 

32.88 

100 

67.12 

20.00 

13.42 

0.0150 

1.0650 

43.54 

85 

41.46 

20.00 

8.29 

0.0200 

0.3389 

38.08 

85 

46.92 

20.00 

9.38 

0.0150 

0.4807 

40.04 

85 

44.96 

20.00 

8.99 

0.0200 

0.8047 

57.21 

85 

27.79 

30.00 

8.34 

0.0200 

0.6417 

50.25 

85 

34.75 

30.00 

10.43 

0.0200 

0.0418 

27.45 

85 

57.55 

20.00 

11.51 

0.0150 

0.0845 

27.45 

80 

52.55 

5.00 

2.63 

0.0015 

0.0028 

34.23 

100 

65.77 

20.00 

13.15 

0.0150 

0.0409 

34.23 

75 

40.77 

30.00 

12.23 

0.0200 

0.6241 

38.69 

75 

36.31 

30.00 

10.89 

0.0200 

1.4019 

34.10 

85 

50.90 

20.00 

10.18 

0.0150 

1.8620 

34.10 

80 

45.90 

5.00 

2.30 

0.0015 

0.0001 

34.10 

60 

25.90 

20.00 

5.18 

0.0200 

0.1763 

38.91 

75 

36.09 

30.00 

10.83 

0.0200 

1.7872 

38.48 

100 

61.52 

20.00 

12.30 

0.0150 

0.8857 

38.48 

85 

46.52 

20.00 

9.30 

0.0200 

0.5807 

32.33 

75 

42.67 

30.00 

12.80 

0.0200 

3.1921 

34.98 

85 

50.02 

20.00 

10.00 

0.0150 

0.0324 

35.77 

100 

64.23 

20.00 

12.85 

0.0150 

1.0090 

35.77 

75 

39.23 

30.00 

11.77 

0.0200 

1.0537 

33.40 

85 

51.60 

20.00 

10.32 

0.0150 

0.0003 






























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



01002010 


Shree Sardarpura 


Shyampura 


Shyampura Matana 


Shyolana 


Shyonathpura 


Teelawali 


Teetanwar 


Todi 


Vrindavan 


Adwana 


Athbigha 


Bagoli 


Bagora 


Bahooji Ki Dhani 


Bamanvas @ Sajanpura 


Bamarda 


Bandawala Bhopalpura 


Basri 


Basri Kalan 


Basri Khurd 


Bhadwari 


Bhagega 


Bhagoth 


Bhaira With Luharwas 


Bhojgarh 


Bhojpur 


Bhoodoli 


Bhooranpura 


Biharipur 


Chak Basri 


Chak Chhajna 


Chak Dulhepura No. 1 


Chak Dulhepura No.2 


Chak Hod 


Chak Khandela No.l 


Chak Khandela No.2 


Census Code 


0805000400728600 


0805000400729100 


0805000200711700 


0805000200712100 


0805000600746500 


0805000400729300 


0805000600748100 


0805000600749200 


0805000100692500 


0805000600752300 


0813000501726300 


0805000600752600 


0805000600750400 


0813000501728600 


0813000501723600 


0813000601743000 


0813000501727000 


0813000601750200 


0813000601750000 


0813000501732200 


0813000601743600 


0813000601743500 


0813000501723200 


0805000600750800 


0813000501727600 


0813000601749800 


0813000501738500 


0813000501727500 


0813000501726800 


0813000501726000 


0813000501725700 


0813000501727200 


0813000501725800 


0813000501726400 


0813000501726900 



Zone (Fresh 
/ Saline) 


7.35 Fresh 


5.99 Fresh 




5.97 Fresh 


7.24 Fresh 


3.52 Fresh 


3.93 Fresh 


11.22 Fresh 


8.85 Fresh 


3.96 Fresh 


2.39 Fresh 


Saline 


8.53 Fresh 


1.32 Fresh 


6.73 Fresh 


Saline 


26.05 Fresh 



Saline 


5.78 Fresh 


11.98 Fresh 


4.36 Saline 



3.07 Fresh 


4.66 Fresh 


Saline 


7.02 Fresh 


8.28 Fresh 


Saline 


9.56 Fresh 


11.02 Fresh 


5.62 Fresh 


11.07 Fresh 


5.05 Fresh 


20.75 Fresh 


8.34 Fresh 


2.74 Fresh 



0.31 Fresh 


0.32 Fresh 


0.32 Fresh 


1.73 Fresh 


2.63 Fresh 


1.53 Fresh 


1.12 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

31.32 

85 

53.68 

20.00 

10.74 

0.0150 

0.1822 

24.14 

85 

60.86 

20.00 

12.17 

0.0150 

0.0242 

24.14 

80 

55.86 

5.00 

2.79 

0.0015 

0.0070 

46.06 

85 

38.94 

20.00 

7.79 

0.0200 

0.5903 

39.46 

85 

45.54 

20.00 

9.11 

0.0200 

1.2143 

37.29 

75 

37.71 

30.00 

11.31 

0.0200 

0.7974 

20.89 

80 

59.11 

5.00 

2.96 

0.0015 

0.0000 

43.19 

100 

56.81 

20.00 

11.36 

0.0150 

0.9625 

50.44 

100 

49.56 

20.00 

9.91 

0.0150 

0.3615 

41.19 

85 

43.81 

30.00 

13.14 

0.0200 

1.0399 

26.68 

80 

53.32 

5.00 

2.67 

0.0015 

0.0016 

26.68 

60 

33.32 

5.00 

1.67 

0.0015 

0.0048 

44.99 

80 

35.01 

25.00 

8.75 

0.0150 

0.1711 

44.99 

90 

45.01 

3.00 

1.35 

0.0015 

0.0146 

35.84 

90 

54.16 

3.00 

1.62 

0.0015 

0.0032 

30.48 

80 

49.52 

5.00 

2.48 

0.0015 

0.0050 

30.48 

60 

29.52 

5.00 

1.48 

0.0015 

0.0046 

31.07 

100 

68.93 

20.00 

13.79 

0.0150 

0.0031 

31.07 

80 

48.93 

5.00 

2.45 

0.0015 

0.0731 

46.16 

80 

33.84 

25.00 

8.46 

0.0150 

0.0100 

46.16 

90 

43.84 

3.00 

1.32 

0.0015 

0.0074 

29.21 

80 

50.79 

25.00 

12.70 

0.0150 

0.4571 

29.21 

90 

60.79 

3.00 

1.82 

0.0015 

0.0137 

29.21 

90 

60.79 

3.00 

1.82 

0.0015 

0.0003 

45.28 

90 

44.72 

3.00 

1.34 

0.0015 

0.0035 

27.37 

90 

62.63 

3.00 

1.88 

0.0015 

0.0337 

25.46 

75 

49.54 

25.00 

12.38 

0.0150 

0.6908 

25.46 

100 

74.54 

3.00 

2.24 

0.0015 

0.0022 

45.94 

80 

34.06 

25.00 

8.52 

0.0150 

0.3967 

45.94 

90 

44.06 

3.00 

1.32 

0.0015 

0.0037 

42.45 

90 

47.55 

3.00 

1.43 

0.0015 

0.0066 

22.84 

75 

52.16 

25.00 

13.04 

0.0150 

0.9076 

22.84 

75 

52.16 

25.00 

13.04 

0.0150 

0.0034 

37.01 

75 

37.99 

25.00 

9.50 

0.0150 

0.8056 

18.74 

80 

61.26 

25.00 

15.31 

0.0150 

1.6841 

18.74 

80 

61.26 

25.00 

15.31 

0.0150 

0.2187 

37.68 

75 

37.32 

25.00 

9.33 

0.0150 

0.0129 

39.21 

75 

35.79 

25.00 

8.95 

0.0150 

1.1211 

29.76 

90 

60.24 

3.00 

1.81 

0.0015 

0.0140 

37.90 

80 

42.10 

5.00 

2.11 

0.0015 

0.0001 

53.97 

80 

26.03 

25.00 

6.51 

0.0150 

0.3561 

53.97 

90 

36.03 

3.00 

1.08 

0.0015 

0.0001 

37.31 

75 

37.69 

25.00 

9.42 

0.0150 

0.4317 

29.26 

80 

50.74 

25.00 

12.68 

0.0150 

0.0100 

51.70 

80 

28.30 

25.00 

7.07 

0.0150 

0.1452 

51.70 

90 

38.30 

3.00 

1.15 

0.0015 

0.0024 

45.71 

80 

34.29 

25.00 

8.57 

0.0150 

0.1380 

45.71 

90 

44.29 

3.00 

1.33 

0.0015 

0.0007 

31.48 

90 

58.52 

3.00 

1.76 

0.0015 

0.0008 

41.02 

90 

48.98 

3.00 

1.47 

0.0015 

0.0007 

47.10 

90 

42.91 

3.00 

1.29 

0.0015 

0.0006 

35.91 

90 

54.09 

3.00 

1.62 

0.0015 

0.0042 

40.71 

90 

49.29 

3.00 

1.48 

0.0015 

0.0058 

36.13 

90 

53.87 

3.00 

1.62 

0.0015 

0.0037 

35.25 

90 

54.75 

3.00 

1.64 

0.0015 

0.0028 





























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

42.14 

80 

37.86 

25.00 

9.46 

0.0150 

0.0874 

57.56 

80 

22.44 

25.00 

5.61 

0.0150 

0.1227 

45.20 

90 

44.80 

3.00 

1.34 

0.0015 

0.0013 

27.08 

75 

47.92 

25.00 

11.98 

0.0150 

2.3546 

27.08 

100 

72.92 

3.00 

2.19 

0.0015 

0.0062 

25.69 

90 

64.31 

3.00 

1.93 

0.0015 

0.0126 

25.69 

80 

54.31 

25.00 

13.58 

0.0150 

0.0004 

25.69 

90 

64.31 

3.00 

1.93 

0.0015 

0.0524 

20.13 

75 

54.87 

25.00 

13.72 

0.0150 

2.7538 

40.21 

90 

49.79 

3.00 

1.49 

0.0015 

0.0097 

24.76 

75 

50.24 

25.00 

12.56 

0.0150 

1.7907 

24.76 

100 

75.24 

3.00 

2.26 

0.0015 

0.0014 

25.60 

100 

74.40 

20.00 

14.88 

0.0150 

0.1006 

25.60 

80 

54.40 

5.00 

2.72 

0.0015 

0.0869 

12.37 

80 

67.63 

25.00 

16.91 

0.0150 

0.2109 

12.37 

80 

67.63 

25.00 

16.91 

0.0150 

0.8755 

12.37 

90 

77.63 

3.00 

2.33 

0.0015 

0.0183 

39.46 

90 

50.54 

3.00 

1.52 

0.0015 

0.0055 

22.01 

75 

52.99 

25.00 

13.25 

0.0150 

0.2828 

22.01 

100 

77.99 

3.00 

2.34 

0.0015 

0.0086 

35.98 

100 

64.02 

20.00 

12.80 

0.0150 

0.0000 

35.98 

80 

44.02 

5.00 

2.20 

0.0015 

0.0022 

24.68 

90 

65.32 

3.00 

1.96 

0.0015 

0.0108 

24.68 

80 

55.32 

25.00 

13.83 

0.0150 

0.0207 

24.68 

90 

65.32 

3.00 

1.96 

0.0015 

0.0079 

40.07 

90 

49.93 

3.00 

1.50 

0.0015 

0.0040 

36.73 

100 

63.27 

3.00 

1.90 

0.0015 

0.0004 

46.35 

90 

43.65 

3.00 

1.31 

0.0015 

0.0000 

52.01 

80 

27.99 

25.00 

7.00 

0.0150 

0.3277 

52.01 

90 

37.99 

3.00 

1.14 

0.0015 

0.0109 

17.70 

80 

62.30 

25.00 

15.57 

0.0150 

1.0618 

21.36 

80 

58.64 

25.00 

14.66 

0.0150 

0.0495 

21.36 

90 

68.64 

3.00 

2.06 

0.0015 

0.0129 

8.18 

80 

71.82 

25.00 

17.95 

0.0150 

0.3095 

28.84 

80 

51.16 

5.00 

2.56 

0.0015 

0.0308 

44.51 

90 

45.49 

3.00 

1.36 

0.0015 

0.0003 

19.35 

80 

60.65 

25.00 

15.16 

0.0150 

0.3139 

43.46 

80 

36.54 

25.00 

9.13 

0.0150 

0.0104 

35.85 

75 

39.15 

25.00 

9.79 

0.0150 

0.8246 

35.85 

75 

39.15 

25.00 

9.79 

0.0150 

0.3639 

24.23 

75 

50.77 

25.00 

12.69 

0.0150 

3.0962 

24.23 

100 

75.77 

3.00 

2.27 

0.0015 

0.0013 

32.41 

90 

57.59 

3.00 

1.73 

0.0015 

0.0188 

35.03 

90 

54.97 

3.00 

1.65 

0.0015 

0.0267 

43.08 

80 

36.92 

25.00 

9.23 

0.0150 

0.2470 

45.08 

80 

34.92 

25.00 

8.73 

0.0150 

0.0329 

45.08 

90 

44.92 

3.00 

1.35 

0.0015 

0.0009 

30.62 

80 

49.38 

25.00 

12.35 

0.0150 

0.7928 

35.70 

75 

39.30 

25.00 

9.83 

0.0150 

1.2088 

35.70 

75 

39.30 

25.00 

9.83 

0.0150 

0.0366 

36.78 

90 

53.22 

3.00 

1.60 

0.0015 

0.0015 

27.57 

60 

32.43 

5.00 

1.62 

0.0015 

0.0046 

25.08 

80 

54.92 

5.00 

2.75 

0.0015 

0.0034 

25.08 

60 

34.92 

5.00 

1.75 

0.0015 

0.0116 

56.10 

80 

23.90 

25.00 

5.97 

0.0150 

0.0159 
















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Jaitpura 


Jakhera 


Jassi Ka Bas 


Jharli 


Jorawar Nagar 


Jugalpura 


Kali Khera 


Kaliyavas 


Kalyanpura (Thoi) 


Kancharra @ Kanchanpur 


Kanwarpura 


Kanwat 


Karadka 


Karoi 


Keroth 


Kerpura 


Khandela (M) 


Khandela (Rural) 


Khemraj Ka Bas@ Charanwas 


Khiroti Manrooppura 


Khoh 


Kishanpura 


Kot 


Kotri Luharwas 


Ladiya 


Lalsar 


Loharwara 


Madho Ka Bas 


Mahron Ki Dhani (Rural 


Manaksas 


Census Code 


0805000600749800 


0813000501724000 


0813000601743300 


0813000501739300 


0813000501732400 


0813000501731600 


0813000501726500 


0813000501732100 


0813000501739500 


0813000501732500 


0813000501727800 


0813000501731900 


0813000501738200 


0813000501723700 


0805000600753400 


0813000501723800 


0813000541306000 


0813000501725300 


0813000501726600 


0813000501738400 


0805000600751900 


0813000501730800 


0805000600750300 


0813000501723300 


0813000601750500 


0813000501723900 


0813000501737900 


0813000501732300 


0813000501725400 


0805000600752400 



Zone (Fresh 
/ Saline) 


16.34 Fresh 


1.27 Fresh 


6.92 Fresh 


Saline 


4.58 Fresh 


5.90 Fresh 


15.52 Fresh 



4.43 Fresh 


2.30 Fresh 


Saline 


8.93 Fresh 


21.50 Fresh 


2.33 Fresh 


6.48 Saline 


6.76 Fresh 


Saline 


1.11 Fresh 


3.51 Saline 


7.19 Fresh 


20.85 Fresh 


4.59 Fresh 



2.37 Fresh 


5.77 Fresh 


14.49 Fresh 


2.42 Fresh 


29.30 Fresh 


19.01 Fresh 



5.37 Fresh 


2.73 Fresh 


12.81 Fresh 


Saline 


3.40 Fresh 


9.51 Fresh 


15.16 Fresh 


Saline 


18.10 Fresh 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

42.43 

80 

37.57 

5.00 

1.88 

0.0015 

0.0007 

30.99 

90 

59.01 

3.00 

1.77 

0.0015 

0.0031 

32.58 

75 

42.42 

25.00 

10.60 

0.0150 

0.2632 

32.58 

75 

42.42 

25.00 

10.60 

0.0150 

0.7778 

32.58 

100 

67.42 

3.00 

2.02 

0.0015 

0.0011 

33.88 

80 

46.12 

25.00 

11.53 

0.0150 

0.3933 

34.76 

100 

65.24 

25.00 

16.31 

0.0150 

1.0655 

16.57 

80 

63.43 

25.00 

15.86 

0.0150 

0.0688 

16.57 

90 

73.43 

3.00 

2.20 

0.0015 

0.0006 

16.57 

80 

63.43 

25.00 

15.86 

0.0150 

0.8729 

16.57 

90 

73.43 

3.00 

2.20 

0.0015 

0.0372 

29.77 

90 

60.23 

3.00 

1.81 

0.0015 

0.0120 

8.68 

80 

71.32 

25.00 

17.83 

0.0150 

0.1362 

8.68 

80 

71.32 

25.00 

17.83 

0.0150 

0.4798 

32.17 

80 

47.83 

25.00 

11.96 

0.0150 

1.0319 

50.96 

100 

49.04 

25.00 

12.26 

0.0150 

1.8903 

44.75 

80 

35.25 

25.00 

8.81 

0.0150 

0.2044 

7.74 

80 

72.26 

25.00 

18.06 

0.0150 

1.7563 

17.33 

80 

62.67 

25.00 

15.67 

0.0150 

1.2150 

17.33 

80 

62.67 

25.00 

15.67 

0.0150 

0.3745 

29.30 

90 

60.70 

3.00 

1.82 

0.0015 

0.0030 

24.86 

100 

75.14 

15.00 

11.27 

0.0150 

0.0001 

24.86 

60 

35.14 

5.00 

1.76 

0.0015 

0.0020 

26.24 

90 

63.76 

3.00 

1.91 

0.0015 

0.0206 

39.64 

90 

50.36 

3.00 

1.51 

0.0015 

0.0319 

44.29 

80 

35.71 

25.00 

8.93 

0.0150 

0.0351 

44.29 

90 

45.71 

3.00 

1.37 

0.0015 

0.0089 

45.16 

80 

34.84 

25.00 

8.71 

0.0150 

0.0364 

45.16 

90 

44.84 

3.00 

1.35 

0.0015 

0.0029 

27.58 

90 

62.42 

3.00 

1.87 

0.0015 

0.0067 

20.73 

80 

59.27 

25.00 

14.82 

0.0150 

0.0021 

30.11 

80 

49.89 

5.00 

2.49 

0.0015 

0.0002 

57.53 

80 

22.47 

25.00 

5.62 

0.0150 

0.1525 

36.84 

80 

43.17 

5.00 

2.16 

0.0015 

0.0017 

25.35 

80 

54.65 

25.00 

13.66 

0.0150 

0.0784 

25.35 

90 

64.65 

3.00 

1.94 

0.0015 

0.0421 

25.35 

80 

54.65 

25.00 

13.66 

0.0150 

0.1888 

25.35 

90 

64.65 

3.00 

1.94 

0.0015 

0.0002 

20.32 

75 

54.68 

25.00 

13.67 

0.0150 

0.0445 

27.90 

90 

62.10 

3.00 

1.86 

0.0015 

0.0068 

10.72 

80 

69.28 

25.00 

17.32 

0.0150 

2.6478 

10.72 

80 

69.28 

25.00 

17.32 

0.0150 

0.6796 

17.12 

80 

62.88 

25.00 

15.72 

0.0150 

0.8010 

43.65 

80 

36.35 

25.00 

9.09 

0.0150 

0.0276 

43.65 

90 

46.35 

3.00 

1.39 

0.0015 

0.0194 

27.65 

80 

52.35 

5.00 

2.62 

0.0015 

0.0209 

27.65 

60 

32.35 

5.00 

1.62 

0.0015 

0.0123 

25.92 

100 

74.08 

20.00 

14.82 

0.0150 

0.1413 

25.92 

80 

54.08 

5.00 

2.70 

0.0015 

0.0477 

24.79 

100 

75.21 

20.00 

15.04 

0.0150 

0.2917 

24.79 

80 

55.21 

5.00 

2.76 

0.0015 

0.0128 

24.79 

100 

75.21 

15.00 

11.28 

0.0150 

0.0013 

24.79 

60 

35.21 

5.00 

1.76 

0.0015 

0.0006 

24.39 

100 

75.61 

20.00 

15.12 

0.0150 

0.3715 

24.39 

80 

55.61 

5.00 

2.78 

0.0015 

0.0093 







































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

32.19 

100 

67.81 

25.00 

16.95 

0.0150 

1.0023 

24.45 

75 

50.55 

25.00 

12.64 

0.0150 

0.8015 

24.45 

100 

75.55 

3.00 

2.27 

0.0015 

0.0014 

30.94 

90 

59.06 

3.00 

1.77 

0.0015 

0.0062 

41.44 

80 

38.56 

25.00 

9.64 

0.0150 

0.0000 

24.76 

100 

75.24 

15.00 

11.29 

0.0150 

2.0568 

24.76 

60 

35.24 

5.00 

1.76 

0.0015 

0.0286 

49.84 

80 

30.16 

25.00 

7.54 

0.0150 

0.2087 

49.84 

90 

40.16 

3.00 

1.20 

0.0015 

0.0000 

34.50 

90 

55.50 

3.00 

1.66 

0.0015 

0.0250 

31.59 

60 

28.41 

5.00 

1.42 

0.0015 

0.0023 

27.34 

60 

32.66 

5.00 

1.63 

0.0015 

0.0135 

17.23 

75 

57.77 

25.00 

14.44 

0.0150 

6.6372 

17.23 

75 

57.77 

25.00 

14.44 

0.0150 

2.0341 

31.22 

80 

48.78 

5.00 

2.44 

0.0015 

0.0020 

29.46 

90 

60.54 

3.00 

1.82 

0.0015 

0.0091 

29.50 

80 

50.50 

5.00 

2.52 

0.0015 

0.0054 

56.81 

80 

23.19 

25.00 

5.80 

0.0150 

0.0075 

37.03 

90 

52.97 

3.00 

1.59 

0.0015 

0.0099 

26.41 

80 

53.59 

25.00 

13.40 

0.0150 

1.1692 

22.55 

80 

57.45 

25.00 

14.36 

0.0150 

1.8904 

44.87 

80 

35.14 

25.00 

8.78 

0.0150 

0.0005 

44.87 

90 

45.14 

3.00 

1.35 

0.0015 

0.0073 

33.59 

90 

56.41 

3.00 

1.69 

0.0015 

0.0167 

25.51 

90 

64.49 

3.00 

1.93 

0.0015 

0.0088 

25.51 

90 

64.49 

3.00 

1.93 

0.0015 

0.0141 

51.40 

80 

28.60 

25.00 

7.15 

0.0150 

0.1885 

51.40 

90 

38.60 

3.00 

1.16 

0.0015 

0.0014 

37.38 

90 

52.62 

3.00 

1.58 

0.0015 

0.0059 

43.73 

90 

46.27 

3.00 

1.39 

0.0015 

0.0005 

42.64 

90 

47.36 

3.00 

1.42 

0.0015 

0.0104 

8.87 

80 

71.13 

25.00 

17.78 

0.0150 

0.3421 

8.87 

80 

71.13 

25.00 

17.78 

0.0150 

0.9867 

34.35 

90 

55.65 

3.00 

1.67 

0.0015 

0.0121 

32.21 

100 

67.79 

25.00 

16.95 

0.0150 

0.5405 

41.97 

80 

38.03 

25.00 

9.51 

0.0150 

0.0315 

37.71 

100 

62.29 

25.00 

15.57 

0.0150 

0.1713 

32.66 

75 

42.34 

25.00 

10.59 

0.0150 

0.1360 

43.84 

90 

46.16 

3.00 

1.38 

0.0015 

0.0049 

44.42 

80 

35.58 

25.00 

8.89 

0.0150 

0.3248 

44.42 

90 

45.58 

3.00 

1.37 

0.0015 

0.0051 

35.50 

80 

44.50 

25.00 

11.12 

0.0150 

0.5153 

34.08 

90 

55.92 

3.00 

1.68 

0.0015 

0.0161 

49.72 

80 

30.28 

25.00 

7.57 

0.0150 

0.4130 

25.48 

75 

49.52 

25.00 

12.38 

0.0150 

0.0689 

25.48 

100 

74.52 

3.00 

2.24 

0.0015 

0.0250 

14.90 

80 

65.10 

25.00 

16.27 

0.0150 

2.7511 

14.90 

80 

65.10 

25.00 

16.27 

0.0150 

0.8161 

24.36 

75 

50.64 

25.00 

12.66 

0.0150 

0.5593 

35.58 

100 

64.42 

20.00 

12.88 

0.0150 

0.0850 

35.58 

80 

44.42 

5.00 

2.22 

0.0015 

0.0028 

61.91 

100 

38.09 

20.00 

7.62 

0.0150 

0.1656 

61.91 

85 

23.09 

20.00 

4.62 

0.0200 

0.0002 

61.60 

100 

38.40 

20.00 

7.68 

0.0150 

0.0007 

61.60 

85 

23.40 

20.00 

4.68 

0.0200 

0.0653 































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 



Older AIIl 


Younger ! 


Younger / 


Older AIIl 


Younger I 


Older AIIl 


Younger / 


Older AIIl 


Younger !■ 


Older AIIl 


Older AIIl 


Younger t 


Older AIIl 


Older AIIl 


Older AIIl 


Younger ! 


Older AIIl 


Younger ! 


Younger l 


Older AIIl 


Younger !■ 


Older AIIl 


Older AIIl 


Younger t 


Older AIIl 


Older AIIl 


Older AIIl 


Younger ! 


Older AIIl 


Younger ! 


Older AIIl 


Younger ! 


Younger !■ 


Older AIIl 


Older AIIl 


Younger t 


Older AIIl 


Younger ! 


Older AIIl 


Younger t 


Older AIIl 


Younger ! 


Younger / 


Older AIIl 


Younger !■ 


Older AIIl 


Younger / 


Older AIIl 


Older AIIl 


Younger ! 


Younger / 


Older AIIl 


Younger !■ 


Older AIIl 


Older AIIl 


Alluvium 


Alluvium 


uvium 


Alluvium 


uvium 


Alluvium 


uvium 


Alluvium 


uvium 


uvium 


Alluvium 


uvium 


uvium 


uvium 


Alluvium 


uvium 


Alluvium 


Alluvium 


uvium 


Alluvium 


uvium 


uvium 


Alluvium 


uvium 


uvium 


uvium 


Alluvium 


uvium 


Alluvium 


uvium 


Alluvium 


Alluvium 


uvium 


uvium 


Alluvium 


uvium 


Alluvium 


uvium 


Alluvium 


uvium 


Alluvium 


Alluvium 


uvium 


Alluvium 


uvium 


Alluvium 


uvium 


uvium 


Alluvium 


Alluvium 


uvium 


Alluvium 


uvium 


uvium 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

60.83 

100 

39.17 

20.00 

7.83 

0.0150 

0.3273 

60.83 

85 

24.17 

20.00 

4.83 

0.0200 

0.3257 

63.11 

85 

21.89 

20.00 

4.38 

0.0200 

0.0428 

59.28 

100 

40.72 

20.00 

8.14 

0.0150 

0.0986 

59.28 

85 

25.72 

30.00 

7.72 

0.0200 

0.1626 

53.32 

100 

46.68 

20.00 

9.34 

0.0150 

0.7862 

53.32 

85 

31.68 

20.00 

6.34 

0.0200 

0.8628 

61.24 

100 

38.76 

20.00 

7.75 

0.0150 

0.3431 

61.24 

85 

23.76 

20.00 

4.75 

0.0200 

0.1054 

53.71 

100 

46.29 

20.00 

9.26 

0.0150 

0.4199 

61.84 

100 

38.16 

20.00 

7.63 

0.0150 

0.0125 

61.84 

85 

23.16 

20.00 

4.63 

0.0200 

0.2238 

53.43 

100 

46.57 

20.00 

9.31 

0.0150 

0.2607 

63.94 

100 

36.06 

20.00 

7.21 

0.0150 

0.0074 

57.81 

100 

42.19 

20.00 

8.44 

0.0150 

1.0632 

57.81 

85 

27.19 

20.00 

5.44 

0.0200 

0.0115 

53.00 

120 

67.00 

40.00 

26.80 

0.0150 

1.0913 

53.00 

120 

67.00 

40.00 

26.80 

0.0200 

0.9530 

48.21 

85 

36.79 

30.00 

11.04 

0.0200 

0.0067 

55.87 

105 

49.13 

20.00 

9.83 

0.0150 

0.0108 

55.87 

60 

4.13 

20.00 

0.83 

0.0200 

0.0068 

59.95 

100 

40.05 

20.00 

8.01 

0.0150 

0.3084 

56.78 

100 

43.22 

20.00 

8.64 

0.0150 

0.4022 

56.78 

85 

28.22 

20.00 

5.64 

0.0200 

0.1052 

60.87 

100 

39.13 

20.00 

7.83 

0.0150 

0.0942 

58.16 

100 

41.84 

20.00 

8.37 

0.0150 

0.1052 

62.22 

100 

37.78 

20.00 

7.56 

0.0150 

0.1724 

62.22 

85 

22.78 

20.00 

4.56 

0.0200 

0.0437 

61.28 

100 

38.72 

20.00 

7.74 

0.0150 

0.1847 

61.28 

85 

23.72 

20.00 

4.74 

0.0200 

0.0358 

60.44 

100 

39.56 

20.00 

7.91 

0.0150 

0.1103 

60.44 

85 

24.56 

20.00 

4.91 

0.0200 

0.0483 

57.58 

85 

27.42 

30.00 

8.23 

0.0200 

0.3479 

54.12 

100 

45.88 

20.00 

9.18 

0.0150 

0.1608 

55.12 

100 

44.88 

20.00 

8.98 

0.0150 

0.2837 

55.12 

85 

29.88 

20.00 

5.98 

0.0200 

0.2270 

57.60 

105 

47.40 

20.00 

9.48 

0.0150 

0.0593 

57.60 

60 

2.40 

20.00 

0.48 

0.0200 

0.0255 

61.55 

100 

38.45 

20.00 

7.69 

0.0150 

0.3485 

60.62 

85 

24.38 

20.00 

4.88 

0.0200 

0.6122 

61.28 

100 

38.72 

20.00 

7.74 

0.0150 

0.0859 

61.28 

85 

23.72 

20.00 

4.74 

0.0200 

0.4702 

62.38 

85 

22.62 

20.00 

4.52 

0.0200 

0.1081 

60.49 

100 

39.51 

20.00 

7.90 

0.0150 

0.0004 

60.49 

85 

24.51 

20.00 

4.90 

0.0200 

0.1949 

52.00 

100 

48.00 

20.00 

9.60 

0.0150 

0.0088 

57.21 

85 

27.79 

30.00 

8.34 

0.0200 

0.8603 

53.66 

100 

46.34 

20.00 

9.27 

0.0150 

0.2746 

54.21 

100 

45.79 

20.00 

9.16 

0.0150 

0.2862 

54.21 

85 

30.79 

20.00 

6.16 

0.0200 

0.2282 

50.25 

85 

34.75 

30.00 

10.43 

0.0200 

0.0170 

60.48 

100 

39.52 

20.00 

7.90 

0.0150 

0.0719 

60.48 

85 

24.52 

20.00 

4.90 

0.0200 

0.4430 

52.46 

100 

47.54 

20.00 

9.51 

0.0150 

0.7461 

60.31 

100 

39.69 

20.00 

7.94 

0.0150 

0.3750 










































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



01002012 


Naurangpura 


Patel Nagar 


Sainipura 


Sankhan Tal 


Shri Vijaypura 


Sulkhaniya Bara 


Sulkhaniya Chhota 


Tigiyas 


Bhorki 


Bijarniya Ki Dhani 


Boorka 


Chak Charawas 


Chak Mandoli 


Chanwara 


Charanwas @Puranabas 


Chichroli 


Chundara 


Dalelpura 


Deeppura 


Dhanawata 


Dhani Dhima 


Dhola khera 


Duriya 


Gadla Kalan 


Gadla Khurd 


Girawari 


Gordhanpura 


Guda 


Gudha Gorji 


Hardiya 


Haripura 


Census Code 


0804000200602400 



0805000200698700 


0804000200602100 


0805000200702400 


0804000200602200 


0804000200602300 


0805000200698900 


0805000400736200 


0805000600752600 


0805000600748300 


0805000600748200 


0805000400734700 


0813000601744600 


0813000601744500 


0805000600751200 


0813000601743900 


0805000400735700 


0805000400735900 


0805000400735000 


0805000600751600 


0805000600749900 


0805000400736000 


0805000600748800 


0805000600749100 


0805000600751400 


0805000600747400 


0805000600750700 


0813000601744000 


0805000600751800 


0805000600749700 


0805000400735600 


0805000600752800 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Older Alluvium 



1.44 Fresh 


3.31 Fresh 


12.18 Fresh 


1.95 Fresh 


6.28 Fresh 


11.21 Fresh 


10.92 Fresh 


7.53 Fresh 


6.73 Fresh 


Saline 


13.24 Fresh 


8.56 Fresh 



31.65 Fresh 


8.81 Fresh 


11.07 Fresh 


33.22 Fresh 


5.66 Fresh 


3.89 Fresh 


3.73 Fresh 


4.89 Fresh 


5.12 Fresh 


2.89 Fresh 


5.70 Fresh 


7.02 Fresh 


6.84 Fresh 


4.36 Fresh 


12.70 Fresh 


3.35 Fresh 


17.50 Fresh 


10.20 Fresh 


17.39 Fresh 


9.73 Fresh 


14.94 Fresh 


5.90 Fresh 


15.71 Fresh 


23.48 Fresh 


4.65 Fresh 


3.08 Fresh 



Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Quartzite 


Quartzite 


Quartzite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Quartzite 


Older Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Older Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Quartzite 


Quartzite 


Older Alluvium 


Quartzite 


Quartzite 


Quartzite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

53.09 

120 

66.91 

40.00 

26.76 

0.0150 

1.3922 

53.09 

120 

66.91 

40.00 

26.76 

0.0200 

0.2707 

61.76 

100 

38.24 

20.00 

7.65 

0.0150 

0.0084 

61.76 

85 

23.24 

20.00 

4.65 

0.0200 

0.0451 

52.61 

100 

47.39 

20.00 

9.48 

0.0150 

0.4707 

40.12 

120 

79.88 

40.00 

31.95 

0.0150 

0.0164 

61.19 

100 

38.81 

20.00 

7.76 

0.0150 

0.1981 

61.19 

85 

23.81 

20.00 

4.76 

0.0200 

0.0238 

51.26 

120 

68.74 

40.00 

27.50 

0.0150 

0.0134 

52.80 

120 

67.20 

40.00 

26.88 

0.0150 

0.6935 

50.70 

100 

49.30 

20.00 

9.86 

0.0150 

0.4279 

50.70 

85 

34.30 

20.00 

6.86 

0.0200 

0.1307 

46.50 

80 

33.50 

5.00 

1.67 

0.0015 

0.0010 

30.48 

80 

49.52 

5.00 

2.48 

0.0015 

0.0082 

30.48 

60 

29.52 

5.00 

1.48 

0.0015 

0.0014 

35.05 

100 

64.95 

20.00 

12.99 

0.0150 

0.5770 

35.05 

75 

39.95 

30.00 

11.99 

0.0200 

0.0005 

34.13 

100 

65.87 

20.00 

13.17 

0.0150 

0.3078 

34.13 

80 

45.87 

5.00 

2.29 

0.0015 

0.0162 

31.90 

85 

53.10 

20.00 

10.62 

0.0150 

0.8206 

31.90 

60 

28.10 

20.00 

5.62 

0.0200 

0.0029 

38.42 

100 

61.58 

20.00 

12.32 

0.0150 

0.8930 

38.42 

80 

41.58 

5.00 

2.08 

0.0015 

0.0068 

37.90 

100 

62.10 

20.00 

12.42 

0.0150 

0.4142 

37.90 

80 

42.10 

5.00 

2.11 

0.0015 

0.0158 

49.16 

100 

50.84 

20.00 

10.17 

0.0150 

0.0287 

46.93 

100 

53.07 

20.00 

10.61 

0.0150 

0.0189 

37.25 

85 

47.75 

20.00 

9.55 

0.0150 

0.1537 

37.25 

80 

42.75 

5.00 

2.14 

0.0015 

0.0088 

35.24 

100 

64.76 

3.00 

1.94 

0.0015 

0.0109 

35.89 

100 

64.11 

3.00 

1.92 

0.0015 

0.0141 

34.07 

100 

65.93 

20.00 

13.19 

0.0150 

0.0139 

34.07 

80 

45.93 

5.00 

2.30 

0.0015 

0.0007 

34.07 

75 

40.93 

30.00 

12.28 

0.0200 

1.1932 

34.67 

100 

65.33 

3.00 

1.96 

0.0015 

0.0008 

34.45 

80 

45.55 

5.00 

2.28 

0.0015 

0.0193 

32.92 

80 

47.08 

5.00 

2.35 

0.0015 

0.0053 

34.45 

80 

45.55 

5.00 

2.28 

0.0015 

0.0234 

33.04 

100 

66.96 

20.00 

13.39 

0.0150 

0.0010 

33.04 

80 

46.96 

5.00 

2.35 

0.0015 

0.0022 

33.04 

75 

41.96 

30.00 

12.59 

0.0200 

0.8424 

35.98 

80 

44.02 

5.00 

2.20 

0.0015 

0.0009 

48.48 

80 

31.52 

5.00 

1.58 

0.0015 

0.0079 

42.13 

100 

57.87 

20.00 

11.57 

0.0150 

0.0000 

50.32 

100 

49.68 

20.00 

9.94 

0.0150 

1.5196 

34.10 

100 

65.90 

20.00 

13.18 

0.0150 

1.1608 

34.10 

75 

40.90 

30.00 

12.27 

0.0200 

2.5391 

33.97 

75 

41.03 

30.00 

12.31 

0.0200 

2.3943 

28.84 

80 

51.16 

5.00 

2.56 

0.0015 

0.0001 

36.38 

100 

63.62 

3.00 

1.91 

0.0015 

0.0153 

30.12 

80 

49.88 

5.00 

2.49 

0.0015 

0.0458 

42.84 

100 

57.16 

20.00 

11.43 

0.0150 

3.8542 

42.84 

80 

37.16 

5.00 

1.86 

0.0015 

0.0020 

42.14 

80 

37.86 

5.00 

1.89 

0.0015 

0.0132 

35.71 

80 

44.29 

5.00 

2.21 

0.0015 

0.0034 

















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Quartzite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Quartzite 


Older Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Quartzite 


Younger Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Younger Alluvium 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Younger Alluvium 


Quartzite 


Quartzite 


Quartzite 


Younger Alluvium 


Quartzite 


Quartzite 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

35.71 

60 

24.29 

5.00 

1.21 

0.0015 

0.0038 

34.20 

100 

65.80 

20.00 

13.16 

0.0150 

0.0766 

34.20 

75 

40.80 

30.00 

12.24 

0.0200 

1.1770 

40.74 

100 

59.26 

20.00 

11.85 

0.0150 

0.4429 

38.99 

100 

61.01 

20.00 

12.20 

0.0150 

0.0307 

42.43 

100 

57.57 

20.00 

11.51 

0.0150 

1.2815 

42.43 

80 

37.57 

5.00 

1.88 

0.0015 

0.0138 

32.67 

80 

47.33 

5.00 

2.37 

0.0015 

0.0107 

32.67 

60 

27.33 

5.00 

1.37 

0.0015 

0.0025 

33.42 

100 

66.58 

20.00 

13.32 

0.0150 

0.1348 

33.42 

80 

46.58 

5.00 

2.33 

0.0015 

0.0000 

33.42 

75 

41.58 

30.00 

12.47 

0.0200 

1.8387 

46.62 

85 

38.38 

20.00 

7.68 

0.0150 

0.1510 

46.62 

80 

33.38 

5.00 

1.67 

0.0015 

0.0095 

32.19 

80 

47.81 

5.00 

2.39 

0.0015 

0.0478 

33.49 

75 

41.51 

30.00 

12.45 

0.0200 

0.7506 

34.35 

75 

40.65 

30.00 

12.20 

0.0200 

0.4519 

36.14 

100 

63.86 

3.00 

1.92 

0.0015 

0.0134 

34.15 

100 

65.85 

20.00 

13.17 

0.0150 

0.0206 

34.15 

80 

45.85 

5.00 

2.29 

0.0015 

0.0136 

34.31 

100 

65.69 

20.00 

13.14 

0.0150 

0.7692 

34.31 

75 

40.69 

30.00 

12.21 

0.0200 

2.2878 

35.48 

100 

64.52 

20.00 

12.90 

0.0150 

2.0102 

35.48 

80 

44.52 

5.00 

2.23 

0.0015 

0.0026 

35.48 

75 

39.52 

30.00 

11.86 

0.0200 

0.0034 

30.11 

80 

49.89 

5.00 

2.49 

0.0015 

0.0336 

33.90 

80 

46.10 

5.00 

2.31 

0.0015 

0.0138 

33.90 

75 

41.10 

30.00 

12.33 

0.0200 

0.1091 

36.43 

100 

63.57 

3.00 

1.91 

0.0015 

0.0133 

40.96 

85 

44.04 

20.00 

8.81 

0.0150 

0.4118 

40.96 

80 

39.04 

5.00 

1.95 

0.0015 

0.0388 

34.14 

100 

65.86 

20.00 

13.17 

0.0150 

0.0263 

34.14 

75 

40.86 

30.00 

12.26 

0.0200 

1.9331 

29.04 

100 

70.96 

3.00 

2.13 

0.0015 

0.0064 

27.65 

80 

52.35 

5.00 

2.62 

0.0015 

0.0094 

51.16 

80 

28.84 

5.00 

1.44 

0.0015 

0.0056 

25.92 

80 

54.08 

5.00 

2.70 

0.0015 

0.0021 

32.43 

100 

67.57 

3.00 

2.03 

0.0015 

0.0097 

30.20 

100 

69.80 

3.00 

2.09 

0.0015 

0.0100 

27.45 

85 

57.55 

20.00 

11.51 

0.0150 

0.0688 

27.45 

80 

52.55 

5.00 

2.63 

0.0015 

0.0104 

34.23 

100 

65.77 

20.00 

13.15 

0.0150 

0.0160 

34.23 

75 

40.77 

30.00 

12.23 

0.0200 

1.1966 

29.65 

100 

70.35 

3.00 

2.11 

0.0015 

0.0014 

36.68 

100 

63.32 

3.00 

1.90 

0.0015 

0.0097 

31.82 

80 

48.18 

5.00 

2.41 

0.0015 

0.0220 

31.82 

75 

43.18 

30.00 

12.96 

0.0200 

0.2224 

33.11 

80 

46.89 

5.00 

2.34 

0.0015 

0.0317 

32.86 

80 

47.14 

5.00 

2.36 

0.0015 

0.0258 

31.22 

80 

48.78 

5.00 

2.44 

0.0015 

0.0437 

51.36 

100 

48.64 

20.00 

9.73 

0.0150 

0.9839 

49.74 

100 

50.26 

20.00 

10.05 

0.0150 

0.9057 

29.50 

80 

50.50 

5.00 

2.52 

0.0015 

0.0023 

35.80 

100 

64.20 

3.00 

1.93 

0.0015 

0.0020 

34.98 

85 

50.02 

20.00 

10.00 

0.0150 

2.5002 
















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Census Code 




01003013 


01003014 


Rupa Ka Bas 


Sarai 


Sardarpura 


Sephara Gunwar 


Shree Krishan Naga 


Sunari 


Surpura 


Todi 


Amarpura 


Banoora 


Bhilai 


Charanwas 


Daulpura 


Deonagar 


Godiawas 


Gothra Tagalan 


Hudeel 


Jeejot 


Khoranda 


Khorandi 


Kotra 


Lalas 


Lamba 


Lora Ka Bas 


Manji Ki Dhani 


Motipura 


Mudiyawas 


Nalot 


Neemawas 


Rar Ki Dhani 


Riksa 


Roopgarh 


Sulyawas 


Todas 


Tuli Ka Charanbas 


Adani 


Bhanwata 


Bhooni 


0805000400735800 


0805000600752900 


0805000400736300 


0805000400735500 


0805000400734500 


0805000400735400 


0805000600753000 


0805000600749200 


0813000401706200 


0813000401705500 


0814001001890800 


0814001001889800 


0813000401719000 


0814001001890600 


0813000401705700 


0813000301699300 


0814001001889600 


0814001001890500 


0814001001890700 


0814001001890000 


0814001001890900 


0814001001889900 


0814001001891100 


0814001001891200 


0814001001890200 


0813000401706600 


0813000401706100 


0814001001891300 


0813000401713300 


0813000401706000 


0814001001890300 


0813000401706500 


0813000401705900 


0814001001889500 


0813000401706400 


0814000801867100 


0814001001895700 


0814001001898600 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 


Non-command 

Younger Alluvium 

Fresh 

Non-command 

Quartzite 

Saline 

Non-command 

Quartzite 

Fresh 

Non-command 

Quartzite 

Fresh 

Non-command 

Quartzite 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Quartzite 

Saline 

Non-command 

Quartzite 

Fresh 

Non-command 

Older Alluvium 


2.41 Fresh 


22.47 Fresh 


4.88 Fresh 


9.91 Fresh 


10.11 Fresh 


2.98 Fresh 


8.51 Fresh 


14.64 Fresh 


13.97 Fresh 


7.20 Fresh 


4.68 Fresh 


13.04 Fresh 


7.56 Fresh 


17.96 Fresh 


8.20 Fresh 


2.75 Fresh 


4.20 Fresh 


4.85 Fresh 


5.27 Fresh 


15.38 Fresh 


11.11 Fresh 


1.58 Fresh 


5.29 Fresh 


11.66 Fresh 


13.32 Fresh 


24.07 Fresh 


2.80 Fresh 


6.33 Fresh 


16.29 Fresh 


15.82 Fresh 


Sub Basin: Mendha 




Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Phyllite & Schist 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

34.98 

60 

25.02 

20.00 

5.00 

0.0200 

0.1603 

30.96 

80 

49.04 

5.00 

2.45 

0.0015 

0.0094 

35.07 

60 

24.93 

5.00 

1.25 

0.0015 

0.0001 

40.87 

80 

39.13 

5.00 

1.96 

0.0015 

0.0036 

34.29 

80 

45.71 

5.00 

2.29 

0.0015 

0.0277 

33.40 

85 

51.60 

20.00 

10.32 

0.0150 

0.6195 

34.62 

80 

45.38 

5.00 

2.27 

0.0015 

0.0232 

35.91 

60 

24.09 

5.00 

1.20 

0.0015 

0.0030 

50.44 

100 

49.56 

20.00 

9.91 

0.0150 

0.8656 


0.61 

73.75 

75 

1.25 

25.00 

0.31 

0.0150 

0.0028 

6.51 

63.48 

75 

11.52 

25.00 

2.88 

0.0150 

0.2813 

4.88 

60.87 

100 

39.13 

40.00 

15.65 

0.0150 

1.1455 

8.77 

68.40 

100 

31.60 

40.00 

12.64 

0.0150 

1.6629 

0.01 

48.62 

80 

31.38 

3.00 

0.94 

0.0015 

0.0000 

0.36 

55.28 

100 

44.72 

40.00 

17.89 

0.0150 

0.0964 

1.42 

55.28 

140 

84.72 

5.00 

4.24 

0.0015 

0.0091 

0.11 

62.45 

100 

37.55 

40.00 

15.02 

0.0150 

0.0258 

1.25 

62.45 

140 

77.55 

5.00 

3.88 

0.0015 

0.0073 

6.30 

67.39 

100 

32.61 

40.00 

13.05 

0.0150 

1.2328 

0.02 

67.39 

140 

72.61 

5.00 

3.63 

0.0015 

0.0001 

8.51 

61.29 

75 

13.71 

25.00 

3.43 

0.0150 

0.4374 

3.88 

50.29 

90 

39.71 

25.00 

9.93 

0.0150 

0.5785 

0.98 

50.29 

80 

29.71 

3.00 

0.89 

0.0015 

0.0013 

1.30 

68.03 

100 

31.97 

40.00 

12.79 

0.0150 

0.2495 

6.56 

61.48 

100 

38.52 

40.00 

15.41 

0.0150 

1.5159 

0.64 

61.48 

140 

78.52 

5.00 

3.93 

0.0015 

0.0038 

5.56 

58.40 

75 

16.60 

25.00 

4.15 

0.0150 

0.3459 

0.88 

58.40 

80 

21.60 

3.00 

0.65 

0.0015 

0.0009 

4.06 

64.17 

100 

35.83 

40.00 

14.33 

0.0150 

0.8734 

12.57 

66.07 

100 

33.93 

40.00 

13.57 

0.0150 

2.5595 

4.94 

59.54 

100 

40.46 

40.00 

16.18 

0.0150 

1.1995 

1.31 

59.54 

140 

80.46 

5.00 

4.02 

0.0015 

0.0079 

13.05 

67.99 

100 

32.01 

40.00 

12.80 

0.0150 

2.5057 

1.31 

61.61 

100 

38.39 

40.00 

15.35 

0.0150 

0.3013 

0.64 

63.01 

100 

36.99 

40.00 

14.80 

0.0150 

0.1431 

4.20 

67.43 

100 

32.57 

40.00 

13.03 

0.0150 

0.8204 

1.56 

65.36 

75 

9.64 

25.00 

2.41 

0.0150 

0.0563 

0.50 

65.36 

80 

14.64 

3.00 

0.44 

0.0015 

0.0003 

5.27 

70.62 

75 

4.38 

25.00 

1.10 

0.0150 

0.0866 

0.38 

62.74 

100 

37.26 

40.00 

14.91 

0.0150 

0.0853 

0.19 

53.29 

75 

21.71 

25.00 

5.43 

0.0150 

0.0157 

0.15 

53.29 

80 

26.71 

3.00 

0.80 

0.0015 

0.0002 

1.58 

64.31 

75 

10.69 

25.00 

2.67 

0.0150 

0.0632 

2.38 

71.95 

100 

28.05 

40.00 

11.22 

0.0150 

0.3998 

0.01 

53.50 

75 

21.50 

25.00 

5.37 

0.0150 

0.0005 

1.71 

53.50 

80 

26.50 

3.00 

0.79 

0.0015 

0.0020 

11.81 

66.84 

75 

8.16 

25.00 

2.04 

0.0150 

0.3616 

0.01 

63.07 

100 

36.93 

40.00 

14.77 

0.0150 

0.0025 

0.93 

54.81 

80 

25.19 

3.00 

0.76 

0.0015 

0.0011 

0.45 

38.56 

70 

31.44 

5.00 

1.57 

0.0015 

0.0011 

0.01 

38.56 

140 

101.44 

5.00 

5.07 

0.0015 

0.0001 

15.92 

38.21 

100 

61.79 

40.00 

24.72 

0.0150 

5.9031 

1.70 

45.59 

100 

54.41 

40.00 

21.77 

0.0150 

0.5551 

1.31 

45.59 

140 

94.41 

5.00 

4.72 

0.0015 

0.0093 




















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Quartzite 


Phyllite & Schist 


Quartzite 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Quartzite 


Phyllite & Schist 


Quartzite 


Phyllite & Schist 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Quartzite 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Quartzite 


Older Alluvium 


Phyllite & Schist 


Quartzite 


Phyllite & Schist 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

54.74 

140 

85.26 

5.00 

4.26 

0.0015 

0.0014 

21.00 

80 

59.00 

5.00 

2.95 

0.0015 

0.0001 

21.00 

140 

119.00 

5.00 

5.95 

0.0015 

0.0323 

16.52 

70 

53.48 

5.00 

2.67 

0.0015 

0.0029 

16.52 

70 

53.48 

5.00 

2.67 

0.0015 

0.0021 

30.72 

100 

69.28 

40.00 

27.71 

0.0150 

0.0145 

13.46 

70 

56.54 

5.00 

2.83 

0.0015 

0.0352 

13.46 

70 

56.54 

5.00 

2.83 

0.0015 

0.0016 

22.54 

100 

77.46 

40.00 

30.99 

0.0150 

1.4584 

14.92 

70 

55.08 

5.00 

2.75 

0.0015 

0.0109 

14.92 

70 

55.08 

5.00 

2.75 

0.0015 

0.0248 

14.92 

140 

125.08 

5.00 

6.25 

0.0015 

0.0056 

19.93 

70 

50.07 

5.00 

2.50 

0.0015 

0.0042 

19.93 

140 

120.07 

5.00 

6.00 

0.0015 

0.0399 

26.98 

70 

43.02 

5.00 

2.15 

0.0015 

0.0301 

26.98 

140 

113.02 

5.00 

5.65 

0.0015 

0.0362 

41.77 

100 

58.23 

40.00 

23.29 

0.0150 

2.7182 

55.46 

100 

44.54 

40.00 

17.81 

0.0150 

1.3594 

21.14 

100 

78.86 

40.00 

31.54 

0.0150 

6.1384 

46.97 

100 

53.03 

40.00 

21.21 

0.0150 

2.1391 

29.64 

100 

70.36 

40.00 

28.14 

0.0150 

0.7620 

15.80 

80 

64.20 

5.00 

3.21 

0.0015 

0.0104 

15.80 

140 

124.20 

5.00 

6.21 

0.0015 

0.0156 

30.75 

100 

69.25 

40.00 

27.70 

0.0150 

2.7640 

54.37 

100 

45.63 

40.00 

18.25 

0.0150 

5.8712 

54.37 

140 

85.63 

5.00 

4.28 

0.0015 

0.0085 

45.45 

100 

54.55 

40.00 

21.82 

0.0150 

2.6389 

45.45 

140 

94.55 

5.00 

4.73 

0.0015 

0.0022 

46.17 

100 

53.83 

40.00 

21.53 

0.0150 

0.2477 

43.70 

110 

66.30 

40.00 

26.52 

0.0150 

0.0203 

43.70 

140 

96.30 

5.00 

4.82 

0.0015 

0.0111 

12.86 

70 

57.14 

5.00 

2.86 

0.0015 

0.0251 

45.59 

100 

54.41 

40.00 

21.76 

0.0150 

1.4946 

13.50 

80 

66.50 

5.00 

3.32 

0.0015 

0.0577 

13.50 

140 

126.50 

5.00 

6.32 

0.0015 

0.0012 

33.27 

100 

66.73 

40.00 

26.69 

0.0150 

2.1613 

29.58 

100 

70.42 

40.00 

28.17 

0.0150 

0.6309 

23.89 

70 

46.11 

5.00 

2.31 

0.0015 

0.0071 

51.83 

70 

18.17 

5.00 

0.91 

0.0015 

0.0000 

51.83 

140 

88.17 

5.00 

4.41 

0.0015 

0.0072 

31.96 

100 

68.04 

40.00 

27.21 

0.0150 

7.6793 

54.17 

100 

45.83 

40.00 

18.33 

0.0150 

0.0000 

29.93 

100 

70.07 

40.00 

28.03 

0.0150 

1.9364 

33.09 

100 

66.91 

40.00 

26.76 

0.0150 

8.2398 

47.76 

110 

62.24 

40.00 

24.90 

0.0150 

0.0677 

47.76 

80 

32.24 

5.00 

1.61 

0.0015 

0.0002 

47.76 

140 

92.24 

5.00 

4.61 

0.0015 

0.0035 

25.05 

100 

74.95 

40.00 

29.98 

0.0150 

1.9621 

18.98 

80 

61.02 

5.00 

3.05 

0.0015 

0.0043 

18.98 

140 

121.02 

5.00 

6.05 

0.0015 

0.0124 

12.94 

70 

57.06 

5.00 

2.85 

0.0015 

0.0417 

12.94 

140 

127.06 

5.00 

6.35 

0.0015 

0.0168 

49.19 

100 

50.81 

40.00 

20.32 

0.0150 

0.2735 

23.55 

100 

76.45 

40.00 

30.58 

0.0150 

0.9297 

57.86 

100 

42.14 

40.00 

16.86 

0.0150 

0.3570 


















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Quartzite 


Quartzite 


Phyllite & Schist 


Quartzite 


Phyllite & Schist 


Quartzite 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Phyllite & Schist 


Phyllite & Schist 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

57.86 

140 

82.14 

5.00 

4.11 

0.0015 

0.0029 

57.57 

140 

82.43 

5.00 

4.12 

0.0015 

0.0003 

13.89 

70 

56.11 

5.00 

2.81 

0.0015 

0.0127 

13.89 

140 

126.11 

5.00 

6.31 

0.0015 

0.0386 

18.63 

80 

61.37 

5.00 

3.07 

0.0015 

0.0396 

18.63 

140 

121.37 

5.00 

6.07 

0.0015 

0.0000 

54.15 

100 

45.85 

40.00 

18.34 

0.0150 

0.2958 

21.17 

100 

78.83 

40.00 

31.53 

0.0150 

2.3289 

21.17 

80 

58.83 

5.00 

2.94 

0.0015 

0.0335 

21.17 

140 

118.83 

5.00 

5.94 

0.0015 

0.0295 

21.15 

100 

78.85 

40.00 

31.54 

0.0150 

0.0656 

44.92 

100 

55.08 

40.00 

22.03 

0.0150 

0.0971 

44.92 

140 

95.08 

5.00 

4.75 

0.0015 

0.0083 

25.35 

100 

74.65 

40.00 

29.86 

0.0150 

2.1890 

25.35 

140 

114.65 

5.00 

5.73 

0.0015 

0.0079 

29.52 

100 

70.48 

40.00 

28.19 

0.0150 

2.1369 

29.56 

100 

70.44 

40.00 

28.18 

0.0150 

0.7819 

53.29 

100 

46.71 

40.00 

18.68 

0.0150 

0.1961 

53.29 

140 

86.71 

5.00 

4.34 

0.0015 

0.0084 

20.42 

70 

49.58 

5.00 

2.48 

0.0015 

0.0000 

20.42 

70 

49.58 

5.00 

2.48 

0.0015 

0.0126 

20.42 

140 

119.58 

5.00 

5.98 

0.0015 

0.0068 

26.45 

100 

73.55 

40.00 

29.42 

0.0150 

5.2688 

30.08 

100 

69.92 

40.00 

27.97 

0.0150 

0.1936 

20.08 

100 

79.92 

40.00 

31.97 

0.0150 

0.2814 

20.08 

80 

59.92 

5.00 

3.00 

0.0015 

0.0493 

20.08 

140 

119.92 

5.00 

6.00 

0.0015 

0.0113 

30.29 

100 

69.71 

40.00 

27.88 

0.0150 

0.3418 

39.48 

100 

60.52 

40.00 

24.21 

0.0150 

0.0042 

22.05 

100 

77.95 

40.00 

31.18 

0.0150 

1.6775 

43.84 

100 

56.16 

40.00 

22.46 

0.0150 

1.1181 

43.84 

140 

96.16 

5.00 

4.81 

0.0015 

0.0113 

58.10 

100 

41.90 

25.00 

10.47 

0.0150 

0.6455 

48.96 

75 

26.04 

25.00 

6.51 

0.0150 

0.1223 

48.96 

80 

31.04 

20.00 

6.21 

0.0300 

0.2131 

47.07 

100 

52.93 

25.00 

13.23 

0.0150 

1.2887 

38.72 

100 

61.28 

25.00 

15.32 

0.0150 

0.9531 

38.72 

90 

51.28 

25.00 

12.82 

0.0200 

2.6997 

52.14 

100 

47.86 

25.00 

11.96 

0.0150 

1.1424 

47.13 

100 

52.87 

25.00 

13.22 

0.0150 

0.8173 

47.13 

90 

42.87 

25.00 

10.72 

0.0200 

0.7224 

38.98 

100 

61.02 

25.00 

15.25 

0.0150 

1.0513 

43.98 

80 

36.02 

20.00 

7.20 

0.0300 

0.3878 

47.62 

75 

27.38 

25.00 

6.85 

0.0150 

0.0002 

47.62 

80 

32.38 

20.00 

6.48 

0.0300 

0.3233 

50.57 

100 

49.43 

25.00 

12.36 

0.0150 

0.1385 

46.97 

100 

53.03 

25.00 

13.26 

0.0150 

0.3964 

52.61 

100 

47.39 

25.00 

11.85 

0.0150 

1.8735 

52.61 

90 

37.39 

25.00 

9.35 

0.0200 

0.0702 

56.23 

100 

43.77 

25.00 

10.94 

0.0150 

2.4613 

42.78 

100 

57.22 

25.00 

14.30 

0.0150 

0.5782 

47.01 

100 

52.99 

25.00 

13.25 

0.0150 

1.4804 

37.58 

100 

62.42 

25.00 

15.60 

0.0150 

0.0450 

37.58 

90 

52.42 

25.00 

13.10 

0.0200 

0.4585 

51.28 

100 

48.72 

25.00 

12.18 

0.0150 

0.1552 








































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



01003016 


Hanutpura 


Holiya Ka Vas 


Jalalpur 


Jodhpura 


Jugrajpura 


Khejroli 


Khurampura 


Kolwa 


Lisariya 


Mandoosya 


Mangarh 


Mau 


Nangal 


Nangal Bhim 


Nathoosar 


Parasrampura 


Phootala 


Prithvipura 


Ratanpura 


Sargoth 


Shimarla Jageer 


Sri Madhopur (M) 


Tilokpura 


Abhawas 


Akhepura 


Aloda 


Anantpura 


Badhala Ki Dhani 


Bahadurpura 


Bajyawas 


Baloopura 


Bamanvas @ Sajanpura 


Banathala 


Baori 


Barsinghpura 


Census Code 


0812000301471900 


0813000501737300 


0813000501740600 


0812000301471800 


0813000501742300 



0812000401480100 


0813000501741300 


0813000501741000 


0813000501741400 


0813000501741900 


0813000501742400 


0813000501736700 


0813000501740200 


0813000501736900 


0813000501740000 


0813000501740700 


0813000501741200 


0813000501737200 


0813000501740100 


0813000501740800 


0813000501740900 


0813000541307000 


0813000501739900 


0813000501735100 


0813000401709300 


0813000401715900 


0813000401718800 


0813000401710900 


0813000501728800 


0813000401713700 


0813000401713800 


0813000501728600 


0813000401717600 


0813000501735800 


0813000401711200 


0813000501727700 


0813000501733200 


0813000401717200 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Older Alluvium 



8.41 Fresh 


26.91 Fresh 


3.24 Fresh 


5.58 Fresh 


12.31 Fresh 



8.98 Fresh 


10.00 Fresh 


15.61 Fresh 



6.65 Fresh 


5.32 Fresh 


8.50 Fresh 


15.70 Fresh 


7.12 Fresh 


7.00 Fresh 


10.88 Fresh 



9.11 Fresh 


8.51 Fresh 


14.33 Fresh 


9.08 Fresh 


20.88 Fresh 


8.16 Fresh 


15.36 Fresh 


3.14 Fresh 


2.90 Fresh 


11.46 Fresh 


7.44 Fresh 


5.42 Fresh 


5.78 Fresh 


12.80 Fresh 


11.95 Fresh 


6.89 Fresh 


5.01 Fresh 


12.80 Fresh 


11.83 Fresh 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

45.51 

80 

34.50 

20.00 

6.90 

0.0300 

0.5008 

49.02 

100 

50.98 

25.00 

12.74 

0.0150 

0.2655 

38.10 

90 

51.90 

25.00 

12.97 

0.0200 

2.0782 

44.10 

80 

35.90 

20.00 

7.18 

0.0300 

0.0089 

51.06 

100 

48.94 

25.00 

12.24 

0.0150 

0.6852 

51.06 

90 

38.94 

25.00 

9.74 

0.0200 

0.5638 

44.61 

75 

30.39 

25.00 

7.60 

0.0150 

0.0903 

44.61 

80 

35.39 

20.00 

7.08 

0.0300 

1.3257 

44.26 

100 

55.74 

20.00 

11.15 

0.0250 

2.2819 

44.28 

100 

55.72 

25.00 

13.93 

0.0150 

0.6769 

41.34 

90 

48.66 

25.00 

12.17 

0.0200 

1.3567 

44.19 

100 

55.81 

25.00 

13.95 

0.0150 

1.2694 

44.19 

90 

45.81 

25.00 

11.45 

0.0200 

1.4298 

38.09 

100 

61.91 

25.00 

15.48 

0.0150 

1.7049 

38.09 

90 

51.91 

25.00 

12.98 

0.0200 

0.5413 

59.19 

100 

40.81 

25.00 

10.20 

0.0150 

0.2313 

55.18 

100 

44.82 

25.00 

11.20 

0.0150 

0.0011 

44.01 

100 

55.99 

25.00 

14.00 

0.0150 

2.4777 

44.01 

90 

45.99 

25.00 

11.50 

0.0200 

0.6725 

43.27 

100 

56.73 

25.00 

14.18 

0.0150 

1.1460 

43.27 

90 

46.73 

25.00 

11.68 

0.0200 

2.0015 

45.71 

100 

54.29 

25.00 

13.57 

0.0150 

1.3534 

49.88 

100 

50.12 

25.00 

12.53 

0.0150 

0.0707 

45.22 

100 

54.78 

25.00 

13.69 

0.0150 

0.4446 

45.22 

90 

44.78 

25.00 

11.19 

0.0200 

1.4173 

35.80 

90 

54.20 

25.00 

13.55 

0.0200 

0.8644 

43.17 

100 

56.83 

25.00 

14.21 

0.0150 

0.9744 

43.17 

90 

46.83 

25.00 

11.71 

0.0200 

0.5976 

50.76 

100 

49.24 

25.00 

12.31 

0.0150 

0.2676 

45.95 

100 

54.05 

25.00 

13.51 

0.0150 

1.2153 

45.95 

90 

44.05 

25.00 

11.01 

0.0200 

1.0761 

37.21 

100 

62.79 

25.00 

15.70 

0.0150 

0.0003 

37.21 

90 

52.79 

25.00 

13.20 

0.0200 

0.7741 

35.80 

90 

54.20 

25.00 

13.55 

0.0200 

0.0367 

40.26 

90 

49.74 

25.00 

12.44 

0.0200 

0.3175 

43.83 

100 

56.17 

25.00 

14.04 

0.0150 

0.0530 

46.63 

100 

53.37 

25.00 

13.34 

0.0150 

1.2342 

23.07 

100 

76.93 

25.00 

19.23 

0.0150 

4.7114 

38.25 

85 

46.75 

25.00 

11.69 

0.0150 

0.0480 

23.43 

75 

51.57 

25.00 

12.89 

0.0150 

2.4368 

23.43 

80 

56.57 

3.00 

1.70 

0.0015 

0.0070 

45.56 

80 

34.45 

3.00 

1.03 

0.0015 

0.0002 

36.22 

85 

48.78 

25.00 

12.20 

0.0150 

0.5307 

48.27 

80 

31.73 

25.00 

7.93 

0.0150 

0.3059 

33.75 

75 

41.25 

25.00 

10.31 

0.0150 

0.8899 

28.95 

75 

46.05 

25.00 

11.51 

0.0150 

0.9158 

45.28 

80 

34.72 

25.00 

8.68 

0.0150 

0.1798 

45.28 

90 

44.72 

3.00 

1.34 

0.0015 

0.0012 

24.29 

75 

50.71 

25.00 

12.68 

0.0150 

2.3428 

36.06 

80 

43.94 

25.00 

10.99 

0.0150 

1.9680 

34.89 

85 

50.11 

25.00 

12.53 

0.0150 

1.2880 

34.89 

100 

65.11 

3.00 

1.95 

0.0015 

0.0001 

45.94 

80 

34.06 

25.00 

8.52 

0.0150 

0.0023 

43.36 

80 

36.64 

25.00 

9.16 

0.0150 

1.7584 

19.36 

75 

55.64 

25.00 

13.91 

0.0150 

2.4674 






























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Census Code 



Zone (Fresh 
/ Saline) 


Bharni 


Bhawanipura 


Bhojpur 


Bhopatpura 


Buchyasi 


Chainpura 


Chak Jairampura 


Chak Jaswantpura 


Chak Kailash 


Chak Khatundra 


Chak Kishanpura 


Chak Ladhana 


Chak Majipura 


Chak Mau 


Chak Udaipura 


Charanwas @ Gangabishan Ka Bas 


Charanwas @ Gyandhyan Ka Bas 


Charanwas@ Bhopat Ka Bas 


Chomu Purohitan 


Dadiyarampura 


Dantla 


Derawalidhani 


Devipura 


Dhabanwali 


Dhalyavas 


Dhani Chetandas 


Dheengpur 


Dheerajpura 


Doodhwalon Ka Bas 


Dookiya 


Dulthana 


Fatehpura 


Ganeshpura 


Ganora 


Garh Bhopji 


Garh Taknet 


Geedawala 


Gila Ki Dhani 


Gordhanpura 


Goriyan 


Govindpura 


Gowati 


Gyanpura 


Hanspur 


Hanumanpura 


Heerwas 


Holiya Ka Vas 


0813000501736600 


0813000501734400 


0813000501727600 


0813000501736100 


0813000401717400 


0813000401714400 


0813000501730600 


0813000501732700 


0813000401717000 


0813000501728000 


0813000501730900 


0813000401711300 


0813000401715400 


0813000501737100 


0813000501729100 


0813000501734600 


0813000501734800 


0813000501733400 


0813000501735000 


0813000501735200 


0813000401713000 


0813000501732900 


0813000501735500 


0813000501739700 


0813000501729800 


0813000401711000 


0813000401714300 


0813000501734500 


0813000501728700 


0813000401715000 


0813000501729500 


0813000501730200 


0813000401715300 


0813000401712900 


0813000501737800 


0813000501741800 


0813000501739800 


0813000401716600 


0813000401715500 


0813000501728400 


0813000501728900 


0813000401715100 


0813000501733700 


0813000501737000 


0813000401716000 


0813000401713400 


0813000501737300 



0.43 Fresh 


0.83 Fresh 


0.72 Fresh 


1.71 Fresh 


1.71 Fresh 


1.77 Fresh 


13.53 Fresh 


19.76 Fresh 


12.81 Fresh 


1.38 Fresh 


2.07 Fresh 


2.79 Fresh 


5.43 Fresh 


2.29 Fresh 


8.26 Fresh 


6.42 Fresh 


6.95 Fresh 


19.09 Fresh 


4.12 Fresh 


1.85 Fresh 


1.11 Fresh 


13.11 Fresh 


4.83 Fresh 


32.70 Fresh 


7.18 Fresh 


4.34 Fresh 


8.25 Fresh 


4.58 Fresh 


10.70 Fresh 


8.39 Fresh 


9.13 Fresh 


12.07 Fresh 


2.62 Fresh 


5.23 Fresh 


2.77 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

23.09 

75 

51.91 

25.00 

12.98 

0.0150 

1.8630 

23.09 

80 

56.91 

3.00 

1.71 

0.0015 

0.0032 

38.98 

100 

61.02 

25.00 

15.25 

0.0150 

1.1062 

30.71 

100 

69.29 

25.00 

17.32 

0.0150 

1.4601 

53.97 

80 

26.03 

25.00 

6.51 

0.0150 

0.1302 

36.91 

100 

63.09 

25.00 

15.77 

0.0150 

0.3304 

20.17 

75 

54.83 

25.00 

13.71 

0.0150 

1.1006 

23.52 

75 

51.48 

25.00 

12.87 

0.0150 

1.6143 

58.35 

80 

21.65 

25.00 

5.41 

0.0150 

0.0707 

51.37 

100 

48.63 

25.00 

12.16 

0.0150 

0.4027 

21.94 

75 

53.06 

25.00 

13.27 

0.0150 

0.6437 

42.14 

80 

37.86 

25.00 

9.46 

0.0150 

0.2390 

57.56 

80 

22.44 

25.00 

5.61 

0.0150 

0.0101 

36.33 

75 

38.67 

25.00 

9.67 

0.0150 

0.2695 

36.33 

80 

43.67 

3.00 

1.31 

0.0015 

0.0006 

35.34 

75 

39.66 

25.00 

9.91 

0.0150 

0.0634 

50.57 

100 

49.43 

25.00 

12.36 

0.0150 

0.0161 

42.02 

80 

37.98 

25.00 

9.49 

0.0150 

0.1028 

35.42 

80 

44.58 

25.00 

11.15 

0.0150 

0.2867 

24.84 

100 

75.16 

25.00 

18.79 

0.0150 

0.4827 

35.61 

80 

44.39 

25.00 

11.10 

0.0150 

0.2948 

19.39 

100 

80.61 

25.00 

20.15 

0.0150 

4.0900 

29.80 

100 

70.20 

25.00 

17.55 

0.0150 

0.0489 

39.36 

75 

35.64 

25.00 

8.91 

0.0150 

0.6250 

39.36 

80 

40.64 

3.00 

1.22 

0.0015 

0.0133 

51.37 

100 

48.63 

25.00 

12.16 

0.0150 

0.2526 

33.72 

100 

66.28 

25.00 

16.57 

0.0150 

0.5152 

46.97 

100 

53.03 

25.00 

13.26 

0.0150 

0.1595 

38.18 

80 

41.82 

25.00 

10.45 

0.0150 

0.8521 

36.69 

85 

48.31 

25.00 

12.08 

0.0150 

0.4142 

23.34 

75 

51.66 

25.00 

12.91 

0.0150 

1.5995 

35.10 

100 

64.90 

25.00 

16.23 

0.0150 

1.5632 

46.35 

80 

33.65 

25.00 

8.41 

0.0150 

0.4234 

26.03 

75 

48.97 

25.00 

12.24 

0.0150 

0.5244 

26.03 

80 

53.97 

3.00 

1.62 

0.0015 

0.0387 

36.62 

80 

43.38 

25.00 

10.85 

0.0150 

0.6705 

58.13 

80 

21.87 

25.00 

5.47 

0.0150 

0.1521 

35.35 

75 

39.65 

25.00 

9.91 

0.0150 

0.0452 

35.35 

80 

44.65 

3.00 

1.34 

0.0015 

0.0016 

37.33 

80 

42.67 

3.00 

1.28 

0.0015 

0.0169 

17.70 

80 

62.30 

25.00 

15.57 

0.0150 

0.0671 

56.23 

100 

43.77 

25.00 

10.94 

0.0150 

0.3374 

42.78 

100 

57.22 

25.00 

14.30 

0.0150 

0.9629 

21.00 

75 

54.00 

25.00 

13.50 

0.0150 

0.8787 

36.22 

75 

38.78 

25.00 

9.70 

0.0150 

1.1992 

43.46 

80 

36.54 

25.00 

9.13 

0.0150 

0.6167 

37.96 

80 

42.04 

25.00 

10.51 

0.0150 

1.6864 

36.99 

75 

38.01 

25.00 

9.50 

0.0150 

0.3013 

36.99 

80 

43.01 

3.00 

1.29 

0.0015 

0.0117 

34.43 

80 

45.57 

25.00 

11.39 

0.0150 

1.5593 

51.28 

100 

48.72 

25.00 

12.18 

0.0150 

2.0496 

17.90 

75 

57.10 

25.00 

14.28 

0.0150 

0.5610 

42.03 

75 

32.97 

25.00 

8.24 

0.0150 

0.3505 

42.03 

80 

37.97 

3.00 

1.14 

0.0015 

0.0001 

49.02 

100 

50.98 

25.00 

12.74 

0.0150 

0.2635 






















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Jairampura 


Jajod 


Jaloond 


Jankipura 


Jaswantpura 


Jhamawas 


Jorawar Nagar 


Jurathra 


Kailash 


Kalyanpura 


Kalyanpura (Thoi) 


Kancharra @ Kanchanpur 


Kantiya 


Kanwarpura 


Kasarda 


Kerpura 


Kerpura @ Charanwas 


Khachariya Was 


Khaitwas 


Khanipura 


Khariyawas 


Khatoo 


Khatundra 


Kheri Charnan 


Khora 


Kishanpura 


Kochhor 


Kotri (Shimarla) 


Kotri Dhaylan 


Ladhana 


Ladpur 


Ladpura 


Lakhni 


Lamiyan 


Lapuwa 


Likhma Ka Bas 


Madni 


Maganpura 


Mahroli 


Majipura 


Malakali 


Malikpur 


Mandha 


Mau 


Motipura 


Nada 


Nada Charanwas 


Nalot 


Nangal Bhim 


Nayabas 


Census Code 


0813000501730700 


0813000501729600 


0813000401714100 


0813000501730000 


0813000501732600 


0813000401716200 


0813000501732400 


0813000301703000 


0813000401714200 


0813000501733000 


0813000501739500 


0813000501732500 


0813000401713100 


0813000501727800 


0813000501733500 


0813000401716700 


0813000401712500 


0813000401722400 


0813000401714900 


0813000501732800 


0813000401714700 


0813000401716100 


0813000501728300 


0813000501729700 


0813000401714000 


0813000501730800 


0813000401712400 


0813000501737400 


0813000501735600 


0813000401711400 


0813000501733900 


0813000401716500 


0813000501735700 


0813000401716800 


0813000501734700 


0813000401717300 


0813000401715700 


0813000401713900 


0813000501736500 


0813000401711100 


0813000501736400 


0813000501733800 


0813000401715600 


0813000501736700 


0813000401706600 


0813000401717100 


0813000401716900 


0813000501737600 


0813000501736900 


0813000401706700 


Zone (Fresh 
/ Saline) 



Type of Area 

(Command / Non- Hydrogeological Unit 
command) 



2.33 Fresh 


7.30 Fresh 


2.03 Fresh 


1.89 Fresh 


14.14 Fresh 


3.51 Fresh 


3.71 Fresh 


1.30 Fresh 




Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Non-command 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

56.10 

80 

23.90 

25.00 

5.97 

0.0150 

0.7996 

34.37 

80 

45.63 

25.00 

11.41 

0.0150 

1.5002 

22.33 

75 

52.67 

25.00 

13.17 

0.0150 

1.9169 

36.53 

80 

43.47 

25.00 

10.87 

0.0150 

0.4936 

49.74 

100 

50.26 

25.00 

12.56 

0.0150 

0.9040 

20.65 

75 

54.35 

25.00 

13.59 

0.0150 

2.5020 

34.76 

100 

65.24 

25.00 

16.31 

0.0150 

0.3792 

39.42 

85 

45.58 

25.00 

11.39 

0.0150 

0.0007 

23.43 

75 

51.57 

25.00 

12.89 

0.0150 

0.8737 

49.42 

100 

50.58 

25.00 

12.64 

0.0150 

0.2815 

32.17 

80 

47.83 

25.00 

11.96 

0.0150 

0.5696 

50.96 

100 

49.04 

25.00 

12.26 

0.0150 

2.0630 

47.84 

75 

27.16 

25.00 

6.79 

0.0150 

0.6081 

47.84 

80 

32.16 

3.00 

0.96 

0.0015 

0.0048 

44.75 

80 

35.25 

25.00 

8.81 

0.0150 

0.1033 

35.24 

80 

44.76 

25.00 

11.19 

0.0150 

1.2248 

20.54 

75 

54.46 

25.00 

13.61 

0.0150 

0.4140 

31.63 

80 

48.37 

3.00 

1.45 

0.0015 

0.0026 

31.37 

75 

43.63 

25.00 

10.91 

0.0150 

0.2371 

27.25 

80 

52.75 

3.00 

1.58 

0.0015 

0.0081 

51.69 

100 

48.31 

25.00 

12.08 

0.0150 

0.6726 

28.33 

75 

46.67 

25.00 

11.67 

0.0150 

0.0653 

28.33 

80 

51.67 

3.00 

1.55 

0.0015 

0.0022 

17.46 

75 

57.54 

25.00 

14.39 

0.0150 

5.3300 

45.16 

80 

34.84 

25.00 

8.71 

0.0150 

0.0075 

34.09 

80 

45.92 

25.00 

11.48 

0.0150 

0.6230 

29.31 

75 

45.69 

25.00 

11.42 

0.0150 

0.9104 

57.53 

80 

22.47 

25.00 

5.62 

0.0150 

0.0516 

28.73 

80 

51.27 

3.00 

1.54 

0.0015 

0.0000 

48.08 

100 

51.92 

25.00 

12.98 

0.0150 

2.2116 

33.80 

100 

66.20 

25.00 

16.55 

0.0150 

0.7040 

40.76 

75 

34.24 

25.00 

8.56 

0.0150 

0.5687 

32.91 

80 

47.09 

25.00 

11.77 

0.0150 

0.7558 

21.35 

75 

53.65 

25.00 

13.41 

0.0150 

1.5944 

36.11 

80 

43.89 

25.00 

10.97 

0.0150 

1.3600 

25.74 

75 

49.26 

25.00 

12.32 

0.0150 

1.7316 

32.42 

100 

67.58 

25.00 

16.90 

0.0150 

1.7848 

20.05 

75 

54.95 

25.00 

13.74 

0.0150 

1.5182 

33.57 

75 

41.43 

25.00 

10.36 

0.0150 

2.2474 

18.82 

75 

56.18 

25.00 

14.04 

0.0150 

1.9117 

38.09 

100 

61.91 

25.00 

15.48 

0.0150 

0.0612 

33.86 

75 

41.14 

25.00 

10.28 

0.0150 

0.3727 

37.66 

100 

62.34 

25.00 

15.58 

0.0150 

0.5349 

34.07 

80 

45.93 

25.00 

11.48 

0.0150 

2.1591 

35.69 

75 

39.31 

25.00 

9.83 

0.0150 

2.3560 

44.01 

100 

55.99 

25.00 

14.00 

0.0150 

0.1529 

65.36 

80 

14.64 

3.00 

0.44 

0.0015 

0.0000 

22.25 

75 

52.75 

25.00 

13.19 

0.0150 

0.8873 

21.81 

75 

53.19 

25.00 

13.30 

0.0150 

0.7972 

32.19 

100 

67.81 

25.00 

16.95 

0.0150 

0.3872 

49.88 

100 

50.12 

25.00 

12.53 

0.0150 

0.9292 

52.37 

75 

22.63 

25.00 

5.66 

0.0150 

0.1101 

52.37 

80 

27.63 

3.00 

0.83 

0.0015 

0.0019 

53.29 

75 

21.71 

25.00 

5.43 

0.0150 

0.0414 

53.29 

80 

26.71 

3.00 

0.80 

0.0015 

0.0000 


































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



01003017 


Nimera 


Norangpura 


Pachar 


Padampura 


Palsana 


Patwari Ka Bas 


Prithvipura 


Pujari Ka Bas 


Purohit Ka Bas 


Ralawata 


Ramdas Ka Bas 


Ramjipura 


Ranipura 


Reengus (M) 


Roopgarh 


Rooppura 


Royal 


Rulana 


Samer 


Samotaka Bas 


Santoshpura 


Sanwalpura 


Sanwatpura@ Jaita Ki Dhani 


Sawaipura @ Pujari Ka Bas 


Shahpura 


Shimarla (Kotri) 


Shivpura 


Shola 


Shyami Ki Dhani 


Sihori 


Sitarampura 


Soorpura 


Sothaliya 


Sri Madhopur (M) 


Sri Rampura 


Srimadhopur (Rural) 


Sundarpura 


Surani 


Surat Ram Ki Dhani 


Tapilya 


Tehat 


Theekariya @ Raisinghpura 


Tilokpura 


Tiwari Ki Dhani 


Tuli Ka Charanbas 


Tulsirampura 


Udaipura 


Vijaipura 


Abhaipura 


Aleesar 


Amarpura 


Census Code 


0813000501727900 


0813000501730100 


0813000401722800 


0813000501730300 


0813000401710800 


0813000501736000 


0813000501737200 


0813000501733100 


0813000501735300 


0813000501730500 


0813000501734000 


0813000401722600 


0813000501733600 


0813000541308000 


0813000401706500 


0813000401712600 


0813000501728500 


0813000401717700 


0813000401714800 


0813000501734100 


0813000501734900 


0813000401715800 


0813000501729400 


0813000501729200 


0813000501734200 


0813000501737500 


0813000501729900 


0813000501728100 


0813000401716300 


0813000501739600 


0813000401716400 


0813000501729300 


0813000501735900 


0813000541307000 


0813000401717500 


0813000501736800 


0813000401710700 


0813000501739100 


0813000401714500 


0813000501735400 


0813000401706800 


0813000501734300 


0813000501739900 


0813000501730400 


0813000401706400 


0813000401715200 


0813000501729000 


0813000501733300 


0812000501491600 


0812000401482100 


0812000401485600 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Quartzite 

Fresh 

Non-command 

Quartzite 

Fresh 

Non-command 

Older Alluvium 


Non-command 

Quartzite 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 


Non-command 

Quartzite 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 


Non-command 

Quartzite 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Quartzite 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Quartzite 

Fresh 

Non-command 

Older Alluvium 


Non-command 

Quartzite 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Older Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

41.44 

80 

38.56 

25.00 

9.64 

0.0150 

0.7071 

44.49 

80 

35.51 

25.00 

8.88 

0.0150 

0.3272 

26.71 

75 

48.29 

25.00 

12.07 

0.0150 

0.2054 

49.84 

80 

30.16 

25.00 

7.54 

0.0150 

0.1411 

41.60 

85 

43.40 

25.00 

10.85 

0.0150 

5.5625 

36.89 

100 

63.11 

25.00 

15.78 

0.0150 

1.0407 

50.76 

100 

49.24 

25.00 

12.31 

0.0150 

1.0248 

50.73 

80 

29.27 

25.00 

7.32 

0.0150 

0.2234 

29.19 

100 

70.81 

25.00 

17.70 

0.0150 

0.4062 

56.81 

80 

23.19 

25.00 

5.80 

0.0150 

0.3657 

33.04 

80 

46.96 

25.00 

11.74 

0.0150 

0.3518 

27.65 

75 

47.35 

25.00 

11.84 

0.0150 

0.0000 

33.85 

80 

46.15 

25.00 

11.54 

0.0150 

0.7476 

37.21 

100 

62.79 

25.00 

15.70 

0.0150 

0.0529 

53.50 

80 

26.50 

3.00 

0.79 

0.0015 

0.0000 

32.28 

80 

47.72 

3.00 

1.43 

0.0015 

0.0008 

44.87 

80 

35.14 

25.00 

8.78 

0.0150 

0.1014 

44.87 

90 

45.14 

3.00 

1.35 

0.0015 

0.0007 

35.97 

75 

39.03 

25.00 

9.76 

0.0150 

0.3024 

23.78 

75 

51.22 

25.00 

12.81 

0.0150 

0.0147 

23.78 

80 

56.22 

3.00 

1.69 

0.0015 

0.0203 

35.02 

80 

44.98 

25.00 

11.24 

0.0150 

1.0410 

24.11 

100 

75.89 

25.00 

18.97 

0.0150 

1.4401 

34.88 

75 

40.12 

25.00 

10.03 

0.0150 

1.0336 

34.49 

80 

45.51 

25.00 

11.38 

0.0150 

0.4250 

43.73 

80 

36.27 

25.00 

9.07 

0.0150 

0.4588 

43.73 

90 

46.27 

3.00 

1.39 

0.0015 

0.0007 

32.14 

80 

47.86 

25.00 

11.97 

0.0150 

2.6008 

32.21 

100 

67.79 

25.00 

16.95 

0.0150 

0.9426 

38.05 

80 

41.95 

25.00 

10.49 

0.0150 

0.1933 

41.97 

80 

38.03 

25.00 

9.51 

0.0150 

0.6285 

17.87 

75 

57.13 

25.00 

14.28 

0.0150 

0.2837 

37.71 

100 

62.29 

25.00 

15.57 

0.0150 

2.1792 

18.92 

75 

56.08 

25.00 

14.02 

0.0150 

0.5879 

39.67 

80 

40.33 

25.00 

10.08 

0.0150 

0.2060 

36.16 

80 

43.84 

25.00 

10.96 

0.0150 

1.2431 

43.83 

100 

56.17 

25.00 

14.04 

0.0150 

2.9658 

20.80 

75 

54.20 

25.00 

13.55 

0.0150 

0.9033 

49.03 

100 

50.97 

25.00 

12.74 

0.0150 

0.6086 

35.82 

85 

49.18 

25.00 

12.30 

0.0150 

0.7726 

49.72 

80 

30.28 

25.00 

7.57 

0.0150 

0.4461 

23.60 

75 

51.40 

25.00 

12.85 

0.0150 

0.0670 

27.68 

100 

72.32 

25.00 

18.08 

0.0150 

1.7984 

53.84 

80 

26.16 

3.00 

0.78 

0.0015 

0.0022 

33.48 

80 

46.52 

25.00 

11.63 

0.0150 

2.0218 

46.63 

100 

53.37 

25.00 

13.34 

0.0150 

0.5803 

51.50 

80 

28.50 

25.00 

7.12 

0.0150 

0.2689 

54.81 

80 

25.19 

3.00 

0.76 

0.0015 

0.0016 

40.87 

75 

34.13 

25.00 

8.53 

0.0150 

0.0367 

40.87 

80 

39.13 

3.00 

1.17 

0.0015 

0.0009 

36.20 

80 

43.80 

25.00 

10.95 

0.0150 

1.4083 

37.39 

80 

42.61 

25.00 

10.65 

0.0150 

1.7340 

56.41 

80 

23.59 

20.00 

4.72 

0.0250 

0.7877 

28.80 

100 

71.20 

20.00 

14.24 

0.0250 

2.4452 

41.73 

100 

58.27 

20.00 

11.65 

0.0250 

1.6185 



































































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Anatpura 


Anoppura 


Asti Kalan 


Asti Khurd 


Baga Ka Bas 


Bagawas 


Bagri 


Bagron Ka Bas 


Bai Ka Bas 


Balekhan 


Baori 


Baori Gopinath 


Barh Abhayakaranpura 


Barh Devthala 


Barwara 


Bharni 


Bheelpura 


Bhopatpura 


Bhopawas 


Bhutera 


Bilandarpur 


Bimalpura 


Bishanpura @ Charanwas 


Chak Charanwas 


Chak Dalelpura 


Chak Dhanota 


Chak Laddu 


Chak Mundiya 


Chak Tankarda 


Charanwas 


Chhota Gudha 


Chimanpura 


Chomu (m) 


Dadiyarampura 


Dahara Tankarda 


Damba Ka Bas 


Daulatpura 


Deesa 


Deopura 


Devthala 


Dhana Ka Bas 


Dhani Nijharna 


Dhanota 


Dhaoli 


Dhobolai 


Dhodhsar 


Dholya Ka Bas 


Disan 


Census Code 


0812000301471200 


0812000301473800 


0812000401485200 


0812001001566000 


0812000401478900 


0812000401479000 


0812000401482200 


0812000501490200 


0812000401478200 


0812000401478800 


0812000401483200 


0812000401485100 


0813000501735800 


0812000401482600 


0812000401482000 


0812000401481000 


0812000401485900 


0813000501736600 


0812001001566400 


0813000501736100 


0812000401486300 


0812000401479100 


0812000301472200 


0812000401483600 


0812000401485500 


0812000401481200 


0812000401480300 


0812000301472300 


0812000401480700 


0812001001565500 


0812000401484500 


0812000401481700 


0812000501490900 


0812000401479400 


0812000401485300 


0812000441204000 


0813000501735200 


0812000401484700 


0812000401482300 


0812000401483400 


0812000501490000 


0812000401484600 


0812000401480900 


0812000401483800 


0812000401483000 


0812000301472600 


0812000301474000 


0812000401481100 


0812000401479700 


0812000501490100 


0812001001565600 



Zone (Fresh 
/ Saline) 


12.80 Fresh 


5.33 Fresh 


7.81 Fresh 


2.71 Fresh 


14.55 Fresh 



11.52 Fresh 


6.05 Fresh 


4.08 Fresh 


8.53 Fresh 


10.47 Fresh 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Younger Alluvium 

Non-command 

Quartzite 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Quartzite 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

48.96 

80 

31.04 

20.00 

6.21 

0.0300 

0.0808 

43.10 

140 

96.90 

5.00 

4.85 

0.0015 

0.0084 

43.10 

80 

36.90 

20.00 

7.38 

0.0300 

0.1504 

35.08 

100 

64.92 

20.00 

12.98 

0.0250 

2.5358 

36.47 

75 

38.53 

20.00 

7.71 

0.0300 

0.6143 

27.74 

75 

47.26 

25.00 

11.82 

0.0150 

0.8440 

27.74 

100 

72.26 

20.00 

14.45 

0.0250 

0.6157 

23.26 

100 

76.74 

20.00 

15.35 

0.0250 

1.3330 

27.08 

100 

72.92 

20.00 

14.58 

0.0250 

1.4275 

38.93 

80 

41.07 

20.00 

8.21 

0.0250 

2.0716 

35.38 

75 

39.62 

25.00 

9.91 

0.0150 

0.4827 

27.98 

75 

47.02 

25.00 

11.76 

0.0150 

0.3055 

32.26 

100 

67.74 

20.00 

13.55 

0.0250 

1.5887 

36.25 

100 

63.75 

20.00 

12.75 

0.0250 

2.0450 

36.06 

80 

43.94 

25.00 

10.99 

0.0150 

0.0012 

26.92 

100 

73.08 

20.00 

14.62 

0.0250 

3.0062 

28.61 

100 

71.39 

20.00 

14.28 

0.0250 

0.2598 

38.46 

100 

61.54 

20.00 

12.31 

0.0250 

0.3186 

43.11 

140 

96.89 

5.00 

4.84 

0.0015 

0.0006 

43.11 

100 

56.89 

20.00 

11.38 

0.0250 

1.0772 

38.98 

100 

61.02 

25.00 

15.25 

0.0150 

0.4790 

37.39 

75 

37.61 

20.00 

7.52 

0.0300 

1.1579 

36.91 

100 

63.09 

25.00 

15.77 

0.0150 

0.6352 

62.58 

100 

37.42 

20.00 

7.48 

0.0250 

1.5846 

28.57 

75 

46.43 

25.00 

11.61 

0.0150 

0.7916 

28.57 

100 

71.43 

20.00 

14.29 

0.0250 

1.8404 

43.98 

80 

36.02 

20.00 

7.20 

0.0300 

1.5310 

30.16 

100 

69.84 

20.00 

13.97 

0.0250 

1.2869 

40.91 

100 

59.09 

20.00 

11.82 

0.0250 

1.4281 

35.24 

100 

64.76 

20.00 

12.95 

0.0250 

0.6308 

44.25 

100 

55.75 

20.00 

11.15 

0.0250 

0.1871 

43.16 

80 

36.84 

20.00 

7.37 

0.0300 

1.6135 

41.51 

100 

58.49 

20.00 

11.70 

0.0250 

0.0814 

34.17 

75 

40.83 

20.00 

8.17 

0.0300 

0.4968 

43.85 

100 

56.15 

20.00 

11.23 

0.0250 

0.2440 

32.71 

100 

67.29 

20.00 

13.46 

0.0250 

1.9369 

54.79 

70 

15.21 

20.00 

3.04 

0.0200 

0.0314 

34.53 

100 

65.47 

20.00 

13.09 

0.0250 

1.8805 

35.40 

100 

64.60 

20.00 

12.92 

0.0250 

0.3290 

79.09 

100 

20.91 

20.00 

4.18 

0.0250 

1.4335 

29.80 

100 

70.20 

25.00 

17.55 

0.0150 

0.9681 

54.58 

100 

45.42 

20.00 

9.08 

0.0250 

0.6917 

23.59 

100 

76.41 

20.00 

15.28 

0.0250 

1.3448 

26.15 

100 

73.85 

20.00 

14.77 

0.0250 

0.8737 

35.42 

80 

44.58 

20.00 

8.92 

0.0250 

0.0001 

39.47 

100 

60.53 

20.00 

12.11 

0.0250 

1.0758 

39.45 

100 

60.55 

20.00 

12.11 

0.0250 

2.4973 

32.79 

100 

67.21 

20.00 

13.44 

0.0250 

0.2715 

40.71 

100 

59.29 

20.00 

11.86 

0.0250 

0.2653 

41.61 

80 

38.39 

20.00 

7.68 

0.0300 

1.4163 

44.42 

80 

35.58 

20.00 

7.12 

0.0300 

0.0864 

36.03 

100 

63.97 

20.00 

12.79 

0.0250 

2.1660 

35.58 

100 

64.42 

20.00 

12.88 

0.0250 

3.6572 

37.63 

80 

42.37 

20.00 

8.47 

0.0250 

0.8161 

33.44 

75 

41.56 

20.00 

8.31 

0.0300 

0.9487 


































































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

38.56 

100 

61.44 

20.00 

12.29 

0.0250 

1.4261 

36.82 

75 

38.18 

20.00 

7.64 

0.0300 

0.3080 

52.39 

70 

17.61 

20.00 

3.52 

0.0200 

0.0169 

52.39 

80 

27.61 

20.00 

5.52 

0.0250 

0.0900 

54.69 

70 

15.31 

20.00 

3.06 

0.0200 

0.0108 

54.69 

80 

25.31 

20.00 

5.06 

0.0250 

1.2618 

43.35 

80 

36.65 

20.00 

7.33 

0.0250 

2.2515 

37.95 

75 

37.05 

20.00 

7.41 

0.0300 

0.3645 

42.05 

80 

37.95 

20.00 

7.59 

0.0300 

0.7337 

41.68 

100 

58.32 

20.00 

11.66 

0.0250 

2.9512 

41.57 

80 

38.43 

20.00 

7.69 

0.0300 

0.7121 

41.71 

80 

38.29 

20.00 

7.66 

0.0300 

0.6624 

42.46 

80 

37.54 

20.00 

7.51 

0.0300 

0.1443 

51.83 

100 

48.17 

20.00 

9.63 

0.0250 

0.9432 

35.22 

100 

64.78 

20.00 

12.96 

0.0250 

2.2749 

43.07 

80 

36.93 

20.00 

7.39 

0.0300 

0.6684 

38.37 

75 

36.63 

20.00 

7.33 

0.0300 

0.0265 

41.87 

140 

98.13 

5.00 

4.91 

0.0015 

0.0190 

41.87 

80 

38.13 

20.00 

7.63 

0.0300 

0.4628 

37.58 

100 

62.42 

25.00 

15.60 

0.0150 

1.3449 

37.58 

90 

52.42 

25.00 

13.10 

0.0200 

0.0033 

33.25 

100 

66.75 

20.00 

13.35 

0.0250 

1.3321 

28.00 

75 

47.00 

25.00 

11.75 

0.0150 

0.2550 

42.44 

80 

37.56 

20.00 

7.51 

0.0300 

0.0038 

45.51 

80 

34.50 

20.00 

6.90 

0.0300 

0.4350 

62.47 

100 

37.53 

20.00 

7.51 

0.0250 

1.3692 

47.21 

80 

32.79 

20.00 

6.56 

0.0250 

0.4613 

21.12 

75 

53.88 

25.00 

13.47 

0.0150 

0.0009 

21.12 

100 

78.88 

20.00 

15.78 

0.0250 

7.9586 

60.89 

140 

79.11 

5.00 

3.96 

0.0015 

0.0026 

60.89 

100 

39.11 

20.00 

7.82 

0.0250 

1.5449 

36.59 

100 

63.41 

20.00 

12.68 

0.0250 

5.4347 

41.64 

80 

38.36 

20.00 

7.67 

0.0300 

1.0055 

33.99 

100 

66.01 

20.00 

13.20 

0.0250 

1.4700 

37.70 

100 

62.30 

25.00 

15.58 

0.0150 

0.4872 

38.10 

90 

51.90 

25.00 

12.97 

0.0200 

0.7707 

31.87 

100 

68.13 

20.00 

13.63 

0.0250 

0.7030 

56.54 

80 

23.46 

20.00 

4.69 

0.0250 

0.3801 

44.10 

80 

35.90 

20.00 

7.18 

0.0300 

0.6936 

67.61 

100 

32.39 

20.00 

6.48 

0.0250 

0.5160 

51.06 

90 

38.94 

25.00 

9.74 

0.0200 

0.0014 

33.20 

100 

66.80 

20.00 

13.36 

0.0250 

6.2672 

41.55 

100 

58.45 

20.00 

11.69 

0.0250 

0.8425 

43.92 

80 

36.08 

20.00 

7.22 

0.0300 

1.1123 

42.22 

80 

37.78 

20.00 

7.56 

0.0300 

0.8264 

36.21 

75 

38.79 

20.00 

7.76 

0.0300 

0.7512 

31.21 

100 

68.79 

20.00 

13.76 

0.0250 

2.0006 

42.71 

100 

57.29 

20.00 

11.46 

0.0250 

1.5501 

44.61 

80 

35.39 

20.00 

7.08 

0.0300 

0.2792 

55.09 

70 

14.91 

20.00 

2.98 

0.0200 

0.0131 

33.49 

100 

66.51 

20.00 

13.30 

0.0250 

1.6340 

37.88 

75 

37.12 

20.00 

7.42 

0.0300 

0.3476 

34.00 

75 

41.00 

20.00 

8.20 

0.0300 

0.8881 

44.26 

100 

55.74 

20.00 

11.15 

0.0250 

5.1589 

28.15 

75 

46.85 

25.00 

11.71 

0.0150 

1.3916 























































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Kotri Dhaylan 


Kumbha Ka Bas 


Kumbhpuriya 


Lakhni 


Lalasar 


Loharwara 


Madho Ka Bas 


Mahar Khurd 


Mahroli 


Majeepura 


Malakali 


Malikpur 


Mamtori Kalan 


Mandha Bhinda 


Mohanpura 


Morija 


Mundiya 


Murli Pura 


Nadyan 


Nakawala 


Nangal Bharda 


Nangal Govind 


Nangal Kalan 


Nangal Koju 


Nara 


Narsinghpura 


Nayabas 


Nindola 


Niwana 


Nopura 


Parasrampura 


Patti Sitarampura 


Patwari Ka Bas 


Pragpura 


Pratappura Kalan 


Purohit Ka Bas 


Radawas 


Radha Kishanpura @ Pok 


Raisingh Ka Bas 


Raithal 


Ramgatta @ Harwanshpur 


Rampura 


Census Code 


0813000501735600 


0812000401481900 


0812000401480600 


0813000501735700 


0812000501490300 


0812000401485000 


0812000401479200 


0812000301473500 


0813000501736500 


0812000301473400 


0813000501736400 


0812000401481500 


0812000301474600 


0812000401483300 


0812000501491400 


0812001001567100 


0812000401487300 


0812001001565400 


0812000301472700 


0812000401479800 


0812001001575800 


0812000401486000 


0812000401478500 


0812000401479500 


0812000401480400 


0812001001566700 


0812000401484100 


0812000301474200 


0812000401480200 


0812000401480800 


0812000401482400 


0813000501740700 


0812001001565900 


0813000501736000 


0812001001566300 


0812001001565000 


0813000501735300 


0812000301473200 


0812001001566500 


0812000401479600 


0812001001564600 


0812001001566600 


0812000501491700 



Zone (Fresh 
/ Saline) 



4.28 Fresh 


1.26 Fresh 


4.77 Fresh 


0.95 Fresh 


3.25 Fresh 


2.50 Fresh 


17.85 Fresh 


4.04 Fresh 


3.24 Fresh 


10.22 Fresh 


3.28 Fresh 


6.11 Fresh 



Ranipura 


Ranjeetpura 


Raopura 


0812000301471600 


0812000401478400 


0812000301472500 


4.31 Fresh 


6.06 Fresh 


3.58 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Quartzite 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Quartzite 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

33.80 

100 

66.20 

25.00 

16.55 

0.0150 

1.9527 

29.93 

100 

70.07 

20.00 

14.01 

0.0250 

0.3321 

41.56 

100 

58.44 

20.00 

11.69 

0.0250 

0.8691 

36.11 

80 

43.89 

25.00 

10.97 

0.0150 

0.1117 

26.10 

80 

53.90 

20.00 

10.78 

0.0250 

2.8187 

40.84 

100 

59.16 

20.00 

11.83 

0.0250 

1.6925 

28.55 

75 

46.45 

25.00 

11.61 

0.0150 

0.2061 

43.15 

140 

96.85 

5.00 

4.84 

0.0015 

0.0038 

38.09 

100 

61.91 

25.00 

15.48 

0.0150 

0.8917 

41.80 

140 

98.20 

5.00 

4.91 

0.0015 

0.0004 

41.80 

80 

38.20 

20.00 

7.64 

0.0300 

1.0273 

37.66 

100 

62.34 

25.00 

15.58 

0.0150 

0.1690 

34.74 

100 

65.26 

20.00 

13.05 

0.0250 

2.4254 

39.13 

80 

40.87 

20.00 

8.17 

0.0300 

0.0564 

23.03 

100 

76.97 

20.00 

15.39 

0.0250 

3.2027 

56.69 

80 

23.31 

20.00 

4.66 

0.0250 

0.2250 

38.13 

75 

36.87 

20.00 

7.37 

0.0300 

0.0594 

58.42 

100 

41.58 

20.00 

8.32 

0.0250 

0.1482 

35.75 

75 

39.25 

20.00 

7.85 

0.0300 

0.6744 

41.83 

80 

38.17 

20.00 

7.63 

0.0300 

0.3257 

36.20 

100 

63.80 

20.00 

12.76 

0.0250 

0.8167 

39.15 

75 

35.85 

20.00 

7.17 

0.0300 

0.0604 

45.65 

140 

94.35 

5.00 

4.72 

0.0015 

0.0019 

45.65 

100 

54.35 

20.00 

10.87 

0.0250 

3.5340 

31.25 

75 

43.75 

25.00 

10.94 

0.0150 

0.4935 

35.43 

100 

64.57 

20.00 

12.91 

0.0250 

3.0174 

42.29 

100 

57.71 

20.00 

11.54 

0.0250 

1.7259 

63.24 

75 

11.76 

20.00 

2.35 

0.0300 

0.0052 

33.59 

100 

66.41 

20.00 

13.28 

0.0250 

1.4962 

42.81 

80 

37.19 

20.00 

7.44 

0.0300 

0.2991 

43.38 

100 

56.62 

20.00 

11.32 

0.0250 

2.2779 

41.04 

100 

58.96 

20.00 

11.79 

0.0250 

2.7087 

19.78 

100 

80.22 

20.00 

16.04 

0.0250 

2.1328 

35.80 

100 

64.20 

25.00 

16.05 

0.0150 

0.3498 

35.80 

90 

54.20 

25.00 

13.55 

0.0200 

2.9967 

42.60 

140 

97.40 

5.00 

4.87 

0.0015 

0.0141 

42.60 

80 

37.40 

20.00 

7.48 

0.0300 

0.1296 

37.81 

75 

37.19 

20.00 

7.44 

0.0300 

0.1787 

36.89 

100 

63.11 

25.00 

15.78 

0.0150 

0.0881 

33.28 

75 

41.72 

20.00 

8.34 

0.0300 

0.2369 

39.47 

75 

35.53 

20.00 

7.11 

0.0300 

0.0609 

29.19 

100 

70.81 

25.00 

17.70 

0.0150 

0.1578 

42.00 

80 

38.00 

20.00 

7.60 

0.0300 

1.4509 

46.81 

75 

28.20 

20.00 

5.64 

0.0300 

0.6418 

35.64 

100 

64.36 

20.00 

12.87 

0.0250 

1.0437 

52.95 

80 

27.05 

20.00 

5.41 

0.0250 

0.0038 

52.95 

75 

22.05 

20.00 

4.41 

0.0300 

0.1735 

35.22 

75 

39.78 

20.00 

7.96 

0.0300 

0.7817 

56.53 

70 

13.47 

20.00 

2.69 

0.0200 

0.0570 

56.53 

80 

23.47 

20.00 

4.69 

0.0250 

0.1889 

56.56 

70 

13.44 

20.00 

2.69 

0.0200 

0.0913 

56.56 

80 

23.44 

20.00 

4.69 

0.0250 

0.0968 

42.75 

80 

37.25 

20.00 

7.45 

0.0300 

0.9625 

29.76 

75 

45.24 

25.00 

11.31 

0.0150 

1.0061 

41.76 

80 

38.24 

20.00 

7.65 

0.0300 

0.8200 






















































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

37.21 

100 

62.79 

25.00 

15.70 

0.0150 

4.8070 

37.21 

90 

52.79 

25.00 

13.20 

0.0200 

0.4201 

42.72 

75 

32.28 

20.00 

6.46 

0.0300 

0.4404 

53.95 

100 

46.05 

20.00 

9.21 

0.0250 

0.8936 

34.38 

75 

40.62 

20.00 

8.12 

0.0300 

0.5281 

53.82 

140 

86.18 

5.00 

4.31 

0.0015 

0.0000 

53.82 

100 

46.18 

20.00 

9.24 

0.0250 

0.1807 

33.12 

100 

66.88 

20.00 

13.38 

0.0250 

2.3469 

35.80 

90 

54.20 

25.00 

13.55 

0.0200 

2.4314 

43.34 

80 

36.66 

20.00 

7.33 

0.0300 

0.0234 

40.26 

90 

49.74 

25.00 

12.44 

0.0200 

1.7994 

42.10 

140 

97.90 

5.00 

4.89 

0.0015 

0.0032 

42.10 

80 

37.90 

20.00 

7.58 

0.0300 

0.6443 

38.22 

100 

61.78 

20.00 

12.36 

0.0250 

4.8255 

38.93 

100 

61.07 

20.00 

12.21 

0.0250 

2.4090 

33.62 

75 

41.38 

25.00 

10.35 

0.0150 

1.2735 

44.73 

75 

30.27 

20.00 

6.05 

0.0300 

0.0146 

34.84 

100 

65.16 

20.00 

13.03 

0.0250 

1.1428 

35.07 

100 

64.93 

20.00 

12.99 

0.0250 

1.6760 

45.43 

75 

29.57 

20.00 

5.91 

0.0300 

0.7451 

53.65 

100 

46.35 

20.00 

9.27 

0.0250 

0.3733 

27.68 

100 

72.32 

25.00 

18.08 

0.0150 

0.0093 

41.73 

80 

38.27 

20.00 

7.65 

0.0300 

1.0493 

41.56 

100 

58.44 

20.00 

11.69 

0.0250 

3.8377 

44.70 

80 

35.30 

20.00 

7.06 

0.0300 

1.0943 

41.71 

100 

58.29 

20.00 

11.66 

0.0250 

2.0607 

29.31 

75 

45.69 

25.00 

11.42 

0.0150 

1.3403 

29.31 

100 

70.69 

20.00 

14.14 

0.0250 

0.4482 

34.50 

100 

65.50 

20.00 

13.10 

0.0250 

0.5860 

38.54 

80 

41.46 

20.00 

8.29 

0.0300 

0.0026 

39.96 

100 

60.04 

40.00 

24.02 

0.0150 

0.0822 

23.07 

100 

76.93 

25.00 

19.23 

0.0150 

1.3120 

29.64 

100 

70.36 

40.00 

28.14 

0.0150 

0.7586 

40.39 

75 

34.61 

25.00 

8.65 

0.0150 

0.4829 

40.39 

80 

39.61 

3.00 

1.19 

0.0015 

0.0002 

39.22 

75 

35.78 

25.00 

8.94 

0.0150 

0.2149 

73.75 

75 

1.25 

25.00 

0.31 

0.0150 

0.0084 

45.56 

75 

29.45 

25.00 

7.36 

0.0150 

0.0864 

45.56 

80 

34.45 

3.00 

1.03 

0.0015 

0.0035 

27.74 

75 

47.26 

25.00 

11.82 

0.0150 

1.3703 

27.74 

100 

72.26 

20.00 

14.45 

0.0250 

0.1032 

23.26 

75 

51.74 

25.00 

12.94 

0.0150 

0.0205 

23.26 

100 

76.74 

20.00 

15.35 

0.0250 

1.9891 

34.68 

70 

35.32 

20.00 

7.06 

0.0200 

1.9910 

34.68 

80 

45.32 

20.00 

9.06 

0.0250 

0.0537 

38.93 

80 

41.07 

20.00 

8.21 

0.0250 

0.1334 

33.94 

80 

46.06 

20.00 

9.21 

0.0250 

1.4017 

24.55 

100 

75.45 

40.00 

30.18 

0.0150 

2.4463 

24.55 

100 

75.45 

35.00 

26.41 

0.0150 

0.2285 

33.75 

75 

41.25 

25.00 

10.31 

0.0150 

0.2609 

30.84 

75 

44.16 

25.00 

11.04 

0.0150 

0.4775 

30.84 

90 

59.16 

25.00 

14.79 

0.0200 

0.5056 

24.29 

75 

50.71 

25.00 

12.68 

0.0150 

0.0923 

28.92 

100 

71.08 

40.00 

28.43 

0.0150 

2.4693 

28.42 

100 

71.58 

40.00 

28.63 

0.0150 

0.8760 








































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

28.42 

80 

51.58 

20.00 

10.32 

0.0250 

0.0496 

72.03 

75 

2.97 

25.00 

0.74 

0.0150 

0.0177 

19.69 

100 

80.31 

40.00 

32.12 

0.0150 

1.1702 

36.50 

80 

43.50 

20.00 

8.70 

0.0250 

1.2908 

18.59 

100 

81.41 

40.00 

32.56 

0.0150 

2.9714 

42.53 

75 

32.47 

25.00 

8.12 

0.0150 

0.6518 

25.36 

70 

44.64 

20.00 

8.93 

0.0200 

0.1144 

38.07 

100 

61.93 

40.00 

24.77 

0.0150 

0.7557 

47.96 

75 

27.04 

25.00 

6.76 

0.0150 

1.1499 

47.96 

80 

32.04 

3.00 

0.96 

0.0015 

0.0068 

23.45 

100 

76.55 

40.00 

30.62 

0.0150 

0.0971 

30.30 

80 

49.70 

20.00 

9.94 

0.0250 

0.3085 

23.69 

70 

46.31 

20.00 

9.26 

0.0200 

0.0056 

39.24 

75 

35.76 

25.00 

8.94 

0.0150 

0.5655 

43.38 

100 

56.62 

40.00 

22.65 

0.0150 

0.1934 

43.38 

140 

96.62 

5.00 

4.83 

0.0015 

0.0004 

20.17 

75 

54.83 

25.00 

13.71 

0.0150 

0.0513 

39.66 

75 

35.34 

25.00 

8.83 

0.0150 

1.4031 

39.66 

80 

40.34 

3.00 

1.21 

0.0015 

0.0020 

31.47 

75 

43.53 

25.00 

10.88 

0.0150 

1.4737 

31.47 

90 

58.53 

25.00 

14.63 

0.0200 

0.2562 

35.33 

75 

39.67 

25.00 

9.92 

0.0150 

0.8771 

42.99 

75 

32.01 

25.00 

8.00 

0.0150 

0.1312 

42.87 

75 

32.13 

25.00 

8.03 

0.0150 

0.1043 

40.63 

140 

99.37 

5.00 

4.97 

0.0015 

0.0005 

40.92 

75 

34.08 

25.00 

8.52 

0.0150 

0.1949 

41.34 

75 

33.66 

25.00 

8.41 

0.0150 

0.5751 

40.03 

75 

34.97 

25.00 

8.74 

0.0150 

1.0073 

34.88 

80 

45.12 

20.00 

9.02 

0.0250 

0.8468 

40.44 

80 

39.56 

20.00 

7.91 

0.0250 

0.3702 

23.23 

100 

76.77 

40.00 

30.71 

0.0150 

0.8687 

23.23 

100 

76.77 

35.00 

26.87 

0.0150 

1.6896 

20.40 

100 

79.60 

40.00 

31.84 

0.0150 

0.0983 

20.40 

100 

79.60 

35.00 

27.86 

0.0150 

1.5101 

29.80 

100 

70.20 

25.00 

17.55 

0.0150 

4.1839 

41.56 

75 

33.44 

25.00 

8.36 

0.0150 

0.4228 

38.71 

75 

36.29 

25.00 

9.07 

0.0150 

0.5232 

32.35 

75 

42.65 

25.00 

10.66 

0.0150 

1.7452 

54.27 

75 

20.73 

25.00 

5.18 

0.0150 

1.5245 

34.44 

100 

65.56 

40.00 

26.23 

0.0150 

1.1617 

48.62 

75 

26.38 

25.00 

6.60 

0.0150 

0.7857 

48.62 

80 

31.38 

3.00 

0.94 

0.0015 

0.0017 

30.16 

100 

69.84 

40.00 

27.94 

0.0150 

0.2960 

35.42 

80 

44.58 

20.00 

8.92 

0.0250 

1.1700 

28.88 

100 

71.12 

40.00 

28.45 

0.0150 

4.8568 

27.76 

100 

72.24 

40.00 

28.89 

0.0150 

3.0981 

55.28 

140 

84.72 

5.00 

4.24 

0.0015 

0.0015 

56.92 

100 

43.08 

40.00 

17.23 

0.0150 

0.3392 

49.26 

100 

50.74 

40.00 

20.29 

0.0150 

1.2408 

49.26 

140 

90.74 

5.00 

4.54 

0.0015 

0.0147 

34.69 

80 

45.31 

20.00 

9.06 

0.0250 

0.6525 

47.89 

70 

22.11 

20.00 

4.42 

0.0200 

0.1177 

47.89 

80 

32.11 

20.00 

6.42 

0.0250 

0.1850 

39.52 

75 

35.48 

25.00 

8.87 

0.0150 

1.3544 

37.63 

80 

42.37 

20.00 

8.47 

0.0250 

1.7034 











































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

22.08 

100 

77.92 

40.00 

31.17 

0.0150 

1.0376 

52.39 

70 

17.61 

20.00 

3.52 

0.0200 

0.0201 

52.39 

80 

27.61 

20.00 

5.52 

0.0250 

0.0930 

30.44 

75 

44.56 

25.00 

11.14 

0.0150 

0.7127 

34.13 

70 

35.87 

20.00 

7.17 

0.0200 

0.3794 

34.13 

80 

45.87 

20.00 

9.17 

0.0250 

0.1989 

62.45 

100 

37.55 

40.00 

15.02 

0.0150 

0.6843 

62.45 

140 

77.55 

5.00 

3.88 

0.0015 

0.0021 

23.94 

100 

76.06 

40.00 

30.43 

0.0150 

0.7331 

24.01 

100 

75.99 

40.00 

30.39 

0.0150 

2.8624 

67.39 

100 

32.61 

40.00 

13.05 

0.0150 

0.0626 

38.16 

75 

36.84 

25.00 

9.21 

0.0150 

1.4036 

36.21 

75 

38.79 

25.00 

9.70 

0.0150 

0.5677 

50.18 

75 

24.82 

25.00 

6.21 

0.0150 

0.5558 

50.18 

80 

29.82 

3.00 

0.89 

0.0015 

0.0025 

20.25 

100 

79.75 

40.00 

31.90 

0.0150 

3.2681 

20.25 

100 

79.75 

35.00 

27.91 

0.0150 

0.8062 

41.75 

75 

33.25 

25.00 

8.31 

0.0150 

0.6549 

57.12 

100 

42.88 

40.00 

17.15 

0.0150 

0.3848 

57.12 

140 

82.88 

5.00 

4.14 

0.0015 

0.0020 

30.47 

75 

44.53 

25.00 

11.13 

0.0150 

0.2762 

47.21 

70 

22.79 

20.00 

4.56 

0.0200 

0.0254 

47.21 

80 

32.79 

20.00 

6.56 

0.0250 

1.9384 

21.12 

100 

78.88 

20.00 

15.78 

0.0250 

0.0063 

42.03 

75 

32.97 

25.00 

8.24 

0.0150 

0.2265 

42.03 

80 

37.97 

3.00 

1.14 

0.0015 

0.0008 

33.97 

70 

36.03 

20.00 

7.21 

0.0200 

0.9905 

33.97 

80 

46.03 

20.00 

9.21 

0.0250 

0.0974 

22.57 

100 

77.43 

35.00 

27.10 

0.0150 

2.5663 

24.71 

70 

45.29 

20.00 

9.06 

0.0200 

0.0021 

38.28 

100 

61.72 

40.00 

24.69 

0.0150 

1.6305 

38.28 

140 

101.72 

5.00 

5.09 

0.0015 

0.0025 

37.12 

100 

62.88 

40.00 

25.15 

0.0150 

2.3811 

37.12 

140 

102.88 

5.00 

5.14 

0.0015 

0.0013 

32.64 

80 

47.36 

20.00 

9.47 

0.0250 

0.9115 

34.94 

70 

35.06 

20.00 

7.01 

0.0200 

0.2442 

34.94 

80 

45.06 

20.00 

9.01 

0.0250 

0.7263 

28.65 

100 

71.35 

40.00 

28.54 

0.0150 

0.9234 

26.89 

100 

73.11 

40.00 

29.25 

0.0150 

1.3197 

30.51 

75 

44.49 

25.00 

11.12 

0.0150 

1.3202 

39.47 

100 

60.53 

40.00 

24.21 

0.0150 

0.6836 

20.85 

100 

79.15 

40.00 

31.66 

0.0150 

4.6705 

31.07 

70 

38.93 

20.00 

7.79 

0.0200 

1.0108 

30.84 

75 

44.16 

25.00 

11.04 

0.0150 

3.0167 

36.66 

75 

38.34 

25.00 

9.59 

0.0150 

0.4504 

39.22 

75 

35.78 

25.00 

8.94 

0.0150 

0.0418 

23.23 

70 

46.77 

20.00 

9.35 

0.0200 

0.0184 

23.23 

140 

116.77 

5.00 

5.84 

0.0015 

0.0026 

36.71 

75 

38.29 

25.00 

9.57 

0.0150 

0.4002 

31.37 

75 

43.63 

25.00 

10.91 

0.0150 

2.0761 

23.53 

70 

46.47 

20.00 

9.29 

0.0200 

0.1517 

23.53 

140 

116.47 

5.00 

5.82 

0.0015 

0.0109 

23.75 

70 

46.25 

20.00 

9.25 

0.0200 

0.0837 

23.75 

140 

116.25 

5.00 

5.81 

0.0015 

0.0094 

31.47 

70 

38.53 

20.00 

7.71 

0.0200 

0.0002 
























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Quartzite 


Younger Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

31.47 

80 

48.53 

20.00 

9.71 

0.0250 

9.5763 

28.15 

75 

46.85 

25.00 

11.71 

0.0150 

0.0395 

32.99 

80 

47.01 

20.00 

9.40 

0.0250 

1.0466 

22.22 

100 

77.78 

35.00 

27.22 

0.0150 

4.5956 

59.54 

100 

40.46 

40.00 

16.18 

0.0150 

0.0037 

59.54 

140 

80.46 

5.00 

4.02 

0.0015 

0.0024 

33.58 

75 

41.42 

25.00 

10.36 

0.0150 

2.0063 

23.74 

100 

76.26 

40.00 

30.50 

0.0150 

1.9058 

23.74 

140 

116.26 

5.00 

5.81 

0.0015 

0.0076 

26.10 

80 

53.90 

20.00 

10.78 

0.0250 

0.5357 

61.61 

140 

78.39 

5.00 

3.92 

0.0015 

0.0001 

25.74 

75 

49.26 

25.00 

12.32 

0.0150 

1.1755 

32.06 

75 

42.94 

25.00 

10.74 

0.0150 

0.5584 

20.05 

75 

54.95 

25.00 

13.74 

0.0150 

0.1514 

21.81 

100 

78.19 

35.00 

27.37 

0.0150 

2.2911 

31.39 

70 

38.61 

20.00 

7.72 

0.0200 

0.5228 

31.39 

80 

48.61 

20.00 

9.72 

0.0250 

0.5491 

24.10 

100 

75.90 

40.00 

30.36 

0.0150 

4.5099 

24.10 

100 

75.90 

35.00 

26.57 

0.0150 

0.8277 

30.00 

100 

70.00 

40.00 

28.00 

0.0150 

1.3890 

30.33 

75 

44.67 

25.00 

11.17 

0.0150 

0.1769 

30.33 

90 

59.67 

25.00 

14.92 

0.0200 

0.1565 

31.50 

100 

68.50 

40.00 

27.40 

0.0150 

1.9629 

32.57 

80 

47.43 

20.00 

9.49 

0.0250 

0.8490 

42.85 

75 

32.15 

25.00 

8.04 

0.0150 

1.5947 

42.85 

80 

37.15 

3.00 

1.11 

0.0015 

0.0007 

41.07 

100 

58.93 

40.00 

23.57 

0.0150 

1.4783 

41.07 

140 

98.93 

5.00 

4.95 

0.0015 

0.0004 

41.31 

100 

58.69 

40.00 

23.48 

0.0150 

5.7694 

41.31 

140 

98.69 

5.00 

4.93 

0.0015 

0.0125 

30.20 

100 

69.80 

40.00 

27.92 

0.0150 

1.2589 

31.21 

80 

48.79 

20.00 

9.76 

0.0250 

1.0037 

40.07 

75 

34.93 

25.00 

8.73 

0.0150 

1.0142 

30.29 

100 

69.71 

40.00 

27.88 

0.0150 

1.5493 

30.29 

80 

49.71 

20.00 

9.94 

0.0250 

0.6772 

23.61 

100 

76.39 

40.00 

30.56 

0.0150 

2.9270 

24.46 

100 

75.54 

40.00 

30.22 

0.0150 

0.0990 

65.36 

75 

9.64 

25.00 

2.41 

0.0150 

0.0968 

65.36 

80 

14.64 

3.00 

0.44 

0.0015 

0.0000 

57.86 

140 

82.14 

5.00 

4.11 

0.0015 

0.0031 

39.02 

75 

35.98 

25.00 

9.00 

0.0150 

0.8836 

37.44 

70 

32.56 

20.00 

6.51 

0.0200 

0.0248 

37.44 

80 

42.56 

20.00 

8.51 

0.0250 

1.8392 

21.81 

75 

53.19 

25.00 

13.30 

0.0150 

0.3505 

20.92 

100 

79.08 

40.00 

31.63 

0.0150 

0.0081 

20.92 

100 

79.08 

35.00 

27.68 

0.0150 

5.5127 

32.18 

80 

47.82 

20.00 

9.56 

0.0250 

1.1633 

21.83 

100 

78.17 

40.00 

31.27 

0.0150 

0.9447 

31.43 

75 

43.57 

25.00 

10.89 

0.0150 

0.4656 

22.64 

100 

77.36 

40.00 

30.95 

0.0150 

0.5709 

22.64 

100 

77.36 

35.00 

27.08 

0.0150 

10.9293 

37.74 

75 

37.26 

25.00 

9.31 

0.0150 

1.3380 

30.33 

100 

69.68 

40.00 

27.87 

0.0150 

0.6713 

30.33 

80 

49.68 

20.00 

9.94 

0.0250 

0.4728 

52.37 

75 

22.63 

25.00 

5.66 

0.0150 

0.0027 
























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Younger Alluvium 


Older Alluvium 


Younger Alluvium 


Younger Alluvium 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

52.37 

80 

27.63 

3.00 

0.83 

0.0015 

0.0002 

53.29 

75 

21.71 

25.00 

5.43 

0.0150 

0.6560 

53.29 

80 

26.71 

3.00 

0.80 

0.0015 

0.0015 

19.74 

100 

80.26 

40.00 

32.10 

0.0150 

3.9935 

26.71 

75 

48.29 

25.00 

12.07 

0.0150 

3.2295 

26.71 

90 

63.29 

25.00 

15.82 

0.0200 

4.8138 

21.85 

100 

78.15 

40.00 

31.26 

0.0150 

1.5367 

21.85 

100 

78.15 

35.00 

27.35 

0.0150 

4.2812 

34.76 

80 

45.24 

20.00 

9.05 

0.0250 

1.2700 

34.77 

75 

40.23 

25.00 

10.06 

0.0150 

0.5644 

39.19 

75 

35.81 

25.00 

8.95 

0.0150 

0.3633 

29.19 

100 

70.81 

25.00 

17.70 

0.0150 

0.1003 

40.79 

75 

34.22 

25.00 

8.55 

0.0150 

0.7174 

26.76 

100 

73.24 

40.00 

29.30 

0.0150 

3.1709 

26.76 

100 

73.24 

35.00 

25.64 

0.0150 

0.2693 

51.64 

100 

48.36 

40.00 

19.34 

0.0150 

0.6878 

51.64 

140 

88.36 

5.00 

4.42 

0.0015 

0.0161 

31.95 

75 

43.05 

25.00 

10.76 

0.0150 

1.1234 

35.79 

80 

44.21 

20.00 

8.84 

0.0250 

2.1520 

42.43 

75 

32.57 

25.00 

8.14 

0.0150 

1.3002 

27.65 

75 

47.35 

25.00 

11.84 

0.0150 

0.6956 

38.69 

70 

31.31 

20.00 

6.26 

0.0200 

0.0418 

38.69 

80 

41.31 

20.00 

8.26 

0.0250 

0.0074 

36.86 

70 

33.14 

20.00 

6.63 

0.0200 

0.0609 

36.86 

80 

43.14 

20.00 

8.63 

0.0250 

0.1643 

30.82 

80 

49.18 

20.00 

9.84 

0.0250 

0.6505 

58.91 

140 

81.09 

5.00 

4.05 

0.0015 

0.0014 

71.95 

100 

28.05 

40.00 

11.22 

0.0150 

0.4913 

55.79 

100 

44.21 

40.00 

17.68 

0.0150 

0.3653 

35.97 

75 

39.03 

25.00 

9.76 

0.0150 

1.1692 

42.90 

75 

32.10 

25.00 

8.03 

0.0150 

0.2623 

34.90 

80 

45.10 

20.00 

9.02 

0.0250 

0.5206 

36.76 

80 

43.24 

20.00 

8.65 

0.0250 

0.5060 

36.90 

100 

63.10 

40.00 

25.24 

0.0150 

0.5156 

34.88 

80 

45.12 

20.00 

9.02 

0.0250 

0.8479 

31.54 

100 

68.46 

40.00 

27.38 

0.0150 

2.2650 

29.92 

100 

70.08 

40.00 

28.03 

0.0150 

2.2559 

22.81 

100 

77.19 

40.00 

30.88 

0.0150 

0.2192 

22.81 

100 

77.19 

35.00 

27.02 

0.0150 

0.4127 

24.06 

100 

75.94 

40.00 

30.37 

0.0150 

4.1176 

37.23 

100 

62.77 

40.00 

25.11 

0.0150 

2.9136 

29.35 

75 

45.65 

25.00 

11.41 

0.0150 

0.0400 

29.35 

90 

60.65 

25.00 

15.16 

0.0200 

1.2229 

35.71 

80 

44.29 

20.00 

8.86 

0.0250 

0.4162 

25.05 

100 

74.95 

40.00 

29.98 

0.0150 

0.0137 

33.66 

100 

66.34 

40.00 

26.54 

0.0150 

2.8747 

20.80 

75 

54.20 

25.00 

13.55 

0.0150 

0.0013 

66.84 

75 

8.16 

25.00 

2.04 

0.0150 

0.0461 

38.80 

75 

36.20 

25.00 

9.05 

0.0150 

0.4917 

41.48 

70 

28.52 

20.00 

5.70 

0.0200 

0.2025 

41.48 

80 

38.52 

20.00 

7.70 

0.0250 

0.0834 

43.12 

75 

31.88 

25.00 

7.97 

0.0150 

1.2714 

33.08 

80 

46.92 

20.00 

9.38 

0.0250 

0.8053 

30.37 

80 

49.63 

20.00 

9.93 

0.0250 

0.6257 

21.78 

100 

78.22 

40.00 

31.29 

0.0150 

0.3355 








































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



01003019 


01003020 


Thikariya Khurd 


Turkyawas 


Tyod 


Umara 


Vijai Nagar 


Vijaipura 


Abas 


Ajeetpura 


Bhagwanpura 


Bhooni 


Bijapura 


Chak Daron Ka Bas 


Danpura 


Deonagar 


Depur 


Gawariya 


Gugarwar 


Hanumanpura 


Jawanpura 


Joshipura 


Keriyawas 


Khardapura 


Khushiya 


Maharajpura 


Maroth 


Purohiton Ka Bas 


Rajas 


Rajliya 


Rughnathpura 


Abhaipura 


Aidan Ka Bas 


Ameepura 


Anantpura 


Anoppura 


0814001001907500 


0812000501489100 


0812000501496700 


0813000401718100 


0814001001901400 


0813000401721400 


0814001001902200 


0814001001899700 


0814001001902100 


0814001001898600 


0814001001899800 


0814001001900900 


0814001001899400 


0814001001897400 


0814001001897600 


0814001001899500 


0814001001897000 


0814001001894600 


0814001001900400 


0814001001900000 


0814001001900100 


0814001001897700 


0814001001899600 


0814001001902000 


0814001001899900 


0814001001898500 


0814001001904100 


0814001001897800 


0814001001897500 


0812000501491600 


0812000501499500 


0812000501497100 


0812000501494900 


0812001001566000 


Zone (Fresh 
/ Saline) 


Saline 


12.29 Fresh 


4.97 Fresh 



9.62 Fresh 


7.50 Fresh 


1.10 Fresh 


1.09 Fresh 


11.56 Fresh 


3.58 Fresh 


9.65 Fresh 


15.82 Fresh 


3.89 Fresh 


2.28 Fresh 


3.01 Fresh 


2.47 Fresh 


7.71 Fresh 


3.14 Fresh 


13.00 Fresh 


2.73 Fresh 



5.44 Fresh 


8.99 Fresh 


2.22 Fresh 


3.06 Fresh 


3.05 Fresh 


4.78 Fresh 


27.49 Fresh 



149.68 Fresh 


Saline 


26.93 Fresh 


1.64 Fresh 


8.17 Fresh 


19.74 Fresh 



4.58 Fresh 


6.68 Fresh 


3.23 Fresh 


1.88 Fresh 


2.64 Fresh 


2.71 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

21.78 

100 

78.22 

35.00 

27.38 

0.0150 

1.7011 

31.60 

80 

48.40 

20.00 

9.68 

0.0250 

0.5756 

33.45 

70 

36.55 

20.00 

7.31 

0.0200 

0.4445 

33.45 

80 

46.55 

20.00 

9.31 

0.0250 

0.4495 

23.15 

140 

116.85 

5.00 

5.84 

0.0015 

0.0000 

37.89 

75 

37.11 

25.00 

9.28 

0.0150 

1.0442 

21.10 

100 

78.90 

40.00 

31.56 

0.0150 

0.5205 

30.68 

75 

44.33 

25.00 

11.08 

0.0150 

0.1807 

39.96 

100 

60.04 

40.00 

24.02 

0.0150 

4.0826 

44.47 

100 

55.53 

40.00 

22.21 

0.0150 

1.1931 

38.07 

100 

61.93 

40.00 

24.77 

0.0150 

2.8285 

45.59 

100 

54.41 

40.00 

21.77 

0.0150 

3.6611 

45.59 

140 

94.41 

5.00 

4.72 

0.0015 

0.0076 

43.38 

100 

56.62 

40.00 

22.65 

0.0150 

1.1084 

40.63 

100 

59.37 

40.00 

23.75 

0.0150 

0.4121 

40.63 

140 

99.37 

5.00 

4.97 

0.0015 

0.0027 

46.78 

100 

53.22 

40.00 

21.29 

0.0150 

0.9599 

56.92 

100 

43.08 

40.00 

17.23 

0.0150 

0.2990 

49.26 

100 

50.74 

40.00 

20.29 

0.0150 

0.3589 

49.26 

140 

90.74 

5.00 

4.54 

0.0015 

0.0014 

46.67 

100 

53.33 

40.00 

21.33 

0.0150 

0.9406 

55.46 

100 

44.54 

40.00 

17.81 

0.0150 

0.0596 

57.12 

100 

42.88 

40.00 

17.15 

0.0150 

0.1823 

57.12 

140 

82.88 

5.00 

4.14 

0.0015 

0.0012 

54.37 

100 

45.63 

40.00 

18.25 

0.0150 

0.0533 

54.37 

140 

85.63 

5.00 

4.28 

0.0015 

0.0010 

38.28 

140 

101.72 

5.00 

5.09 

0.0015 

0.0001 

44.23 

100 

55.77 

40.00 

22.31 

0.0150 

3.0069 

46.84 

100 

53.16 

40.00 

21.26 

0.0150 

0.7077 

56.12 

100 

43.88 

40.00 

17.55 

0.0150 

0.8068 

46.07 

100 

53.93 

40.00 

21.57 

0.0150 

0.8557 

46.07 

140 

93.93 

5.00 

4.70 

0.0015 

0.0008 

31.50 

100 

68.50 

40.00 

27.40 

0.0150 

0.0000 

41.31 

100 

58.69 

40.00 

23.48 

0.0150 

1.6704 

41.31 

140 

98.69 

5.00 

4.93 

0.0015 

0.0110 

57.86 

100 

42.14 

40.00 

16.86 

0.0150 

0.2576 

57.86 

140 

82.14 

5.00 

4.11 

0.0015 

0.0092 

57.57 

100 

42.43 

40.00 

16.97 

0.0150 

3.1626 

57.57 

140 

82.43 

5.00 

4.12 

0.0015 

0.0048 

22.64 

100 

77.36 

40.00 

30.95 

0.0150 

1.9112 

22.64 

100 

77.36 

35.00 

27.08 

0.0150 

1.3910 

44.92 

100 

55.08 

40.00 

22.03 

0.0150 

3.8873 

44.92 

140 

95.08 

5.00 

4.75 

0.0015 

0.0254 

49.54 

100 

50.46 

40.00 

20.18 

0.0150 

0.4974 

26.76 

100 

73.24 

40.00 

29.30 

0.0150 

0.0476 

51.64 

100 

48.36 

40.00 

19.34 

0.0150 

3.2317 

51.64 

140 

88.36 

5.00 

4.42 

0.0015 

0.0180 

53.29 

100 

46.71 

40.00 

18.68 

0.0150 

3.2471 

53.29 

140 

86.71 

5.00 

4.34 

0.0015 

0.0108 

55.79 

100 

44.21 

40.00 

17.68 

0.0150 

0.8508 

56.41 

80 

23.59 

20.00 

4.72 

0.0250 

0.0006 

30.73 

70 

39.27 

20.00 

7.85 

0.0200 

0.5079 

24.34 

70 

45.67 

20.00 

9.13 

0.0200 

0.0268 

28.93 

70 

41.07 

20.00 

8.21 

0.0200 

0.4335 

36.47 

75 

38.53 

20.00 

7.71 

0.0300 

0.0130 


























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Atalbiharipura 


Baberwalan Ki Dhani 


Ballupura 


Banshipura 


Baori 


Barna 


Barsinghpura 


Bas Baori 


Basri Kalan 


Beniya Ka Bas 


Bhadwa 


Bhainsawa 


Bhainslana 


Bheelpura 


Bhojpura Kalan 


Bhojpura Khurd 


Bhookhron Ki Dhani 


Bijarniyon Ka Bas 


Bishanpura 


Bugalya 


Chak Jaisinghpura 


Chandrapura Jatan 


Charanwas 


Dadar Baori 


Deeppura 


Deogudha 


Deola 


Deoli Kalan 


Devalya 


Dhana Ka Bas 


Dodwadiyon Ka Bas 


Dola Ka Bas 


Doongarsi Ka Bas 


Durga Ka Bas 


Dyodhi 


Geeda Ka Bas 


Gudha Surjan 


Gumanpura 


Gurha Mansingh 


Harnathpura 


Census Code 


0812001001570800 


0812000501498400 


0812001001564700 


0812000501498300 


0814001001907400 


0812001001567400 


0812001001567600 


0812001001569800 


0812000501491900 


0812000501492100 


0812000501495800 


0812000501492000 


0812000501495400 


0812001001566400 


0812000501499800 


0812000501494800 


0812000501495500 


0812000501495300 


0812001001567900 


0812001001568700 


0812001001564800 


0812000501490900 


0812000501499600 


0812001001569700 


0812000501494700 


0812001001570600 


0814001001906800 


0814001001906700 


0812000501490700 


0812000501492300 


0812000501496100 


0812001001566100 


0812000501490800 


0812001001565300 


0812000501499300 


0812000501499400 


0812001001567000 


0812000501491800 


0812000501500500 


0812000501491100 



Zone (Fresh 
/ Saline) 


1.67 Fresh 


5.41 Fresh 


2.29 Fresh 


4.70 Fresh 


7.78 Fresh 


4.11 Fresh 


2.46 Fresh 




4.49 Fresh 


2.93 Fresh 


4.41 Fresh 


0.57 Fresh 





6.22 Fresh 


Saline 


1.57 Fresh 


7.88 Fresh 


2.20 Fresh 


6.62 Fresh 


7.11 Fresh 


5.28 Fresh 


2.06 Fresh 


9.34 Fresh 


2.86 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

41.57 

75 

33.43 

20.00 

6.69 

0.0300 

0.1087 

31.31 

70 

38.69 

20.00 

7.74 

0.0200 

0.0199 

45.54 

80 

34.46 

20.00 

6.89 

0.0250 

0.3035 

45.54 

75 

29.46 

20.00 

5.89 

0.0300 

0.0927 

31.87 

70 

38.13 

20.00 

7.63 

0.0200 

0.6378 

28.42 

100 

71.58 

40.00 

28.63 

0.0150 

0.8993 

28.42 

80 

51.58 

20.00 

10.32 

0.0250 

0.8912 

38.32 

75 

36.68 

20.00 

7.34 

0.0300 

0.9042 

40.13 

80 

39.87 

20.00 

7.97 

0.0250 

0.0560 

40.13 

75 

34.87 

20.00 

6.97 

0.0300 

0.4553 

38.43 

75 

36.57 

20.00 

7.31 

0.0300 

0.3302 

54.88 

70 

15.12 

20.00 

3.02 

0.0200 

0.1478 

56.32 

70 

13.68 

20.00 

2.74 

0.0200 

0.1016 

25.36 

70 

44.64 

20.00 

8.93 

0.0200 

1.4389 

25.36 

65 

39.64 

15.00 

5.95 

0.0200 

0.1282 

54.70 

70 

15.30 

20.00 

3.06 

0.0200 

0.9479 

24.98 

70 

45.02 

20.00 

9.00 

0.0200 

0.8148 

37.39 

75 

37.61 

20.00 

7.52 

0.0300 

0.2079 

36.00 

70 

34.00 

20.00 

6.80 

0.0200 

0.5206 

34.72 

70 

35.28 

20.00 

7.06 

0.0200 

0.9227 

23.69 

70 

46.31 

20.00 

9.26 

0.0200 

1.2367 

23.69 

80 

56.31 

20.00 

11.26 

0.0250 

0.1121 

44.68 

80 

35.32 

20.00 

7.06 

0.0250 

0.0210 

44.68 

75 

30.32 

20.00 

6.06 

0.0300 

0.3936 

25.41 

70 

44.59 

20.00 

8.92 

0.0200 

0.8018 

40.64 

75 

34.36 

20.00 

6.87 

0.0300 

0.6033 

49.11 

80 

30.89 

20.00 

6.18 

0.0250 

0.4741 

49.11 

75 

25.89 

20.00 

5.18 

0.0300 

0.0035 

43.10 

80 

36.90 

20.00 

7.38 

0.0250 

0.0312 

43.10 

75 

31.90 

20.00 

6.38 

0.0300 

0.0761 

44.88 

80 

35.12 

20.00 

7.02 

0.0250 

0.1261 

44.88 

75 

30.12 

20.00 

6.02 

0.0300 

0.2143 

54.79 

70 

15.21 

20.00 

3.04 

0.0200 

0.1482 

32.30 

70 

37.70 

20.00 

7.54 

0.0200 

0.4480 

38.56 

75 

36.44 

20.00 

7.29 

0.0300 

0.0970 

33.08 

70 

36.92 

20.00 

7.38 

0.0200 

0.6534 

38.51 

75 

36.49 

20.00 

7.30 

0.0300 

0.9054 

28.88 

100 

71.12 

40.00 

28.45 

0.0150 

0.2944 

27.76 

100 

72.24 

40.00 

28.89 

0.0150 

0.2013 

47.89 

70 

22.11 

20.00 

4.42 

0.0200 

0.3494 

49.73 

70 

20.27 

20.00 

4.05 

0.0200 

0.3110 

26.89 

70 

43.11 

20.00 

8.62 

0.0200 

1.3746 

26.89 

140 

113.11 

5.00 

5.66 

0.0015 

0.0003 

24.96 

70 

45.04 

20.00 

9.01 

0.0200 

1.0927 

24.96 

65 

40.04 

15.00 

6.01 

0.0200 

0.0191 

36.82 

75 

38.18 

20.00 

7.64 

0.0300 

0.0511 

52.39 

70 

17.61 

20.00 

3.52 

0.0200 

0.4163 

52.39 

80 

27.61 

20.00 

5.52 

0.0250 

0.0164 

37.95 

75 

37.05 

20.00 

7.41 

0.0300 

0.1242 

29.03 

70 

40.97 

20.00 

8.19 

0.0200 

1.0742 

27.96 

70 

42.04 

20.00 

8.41 

0.0200 

1.1964 

38.37 

75 

36.63 

20.00 

7.33 

0.0300 

1.1342 

55.95 

70 

14.05 

20.00 

2.81 

0.0200 

0.1160 

54.03 

70 

15.97 

20.00 

3.19 

0.0200 

0.1029 

55.49 

70 

14.51 

20.00 

2.90 

0.0200 

0.1657 



































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



Harsoli 


Hingoniya 


Jahota 


Jairampura 


Jaisinghpura Shekhawat 


Jalsoo 


Janiyon Ka Bas 


Jorpura Jobner 


Kanwarasa 


Karansar 


Kazipura 


Kesa Ka Bas 


Khandel 


Khannipura 


Khapariya 


Khatwari Khurd 


Kheerwa 


Kheri Milak 


Khijooriya 


Korhi 


Lalgarh 


Lalpura 


Laxmipura 


Loharwara 


Loonwa 


Maheshwas Kalan 


Manda Bhimsingh 


Manoharpura 


Minda 


Mohan Ka Bas 


Mohanpura 


Moondgasoi 


Moondoti 


Moondwara 


Mori 


Moti Ram Ki Dhani 


Mukandpura 


Mundiya Garh 


Mundota 


Nandri 


Nangal Ladi 


Pachkodiya 


Paharpura 


Patti Sitarampura 


Pratap Pura 


Pratappura Kalan 


Pratappura Khurd 


Census Code 


0812000501490600 


0812000501500300 


0812001001571400 


0812001001571800 


0812001001567500 


0812001001570500 


0812000501495700 


0812000501498500 


0812000501497000 


0812000501492400 


0812000501496800 


0812000501491000 


0812000501497200 


0812001001570100 


0812001001565200 


0812000501496300 


0812000501492900 


0812000501492500 


0812000501491200 


0812000501499100 


0812001001570400 


0812001001570300 


0812000501492700 


0812000501492600 


0814001001905300 


0812001001569200 


0812000501495000 


0812000501498800 


0814001001907200 


0812000501492200 


0812001001567100 


0814001001905800 


0812000501494500 


0812000501499000 


0812001001570700 


0814001001905600 


0812001001567200 


0812000501493600 


0812001001568900 


0812000501494100 


0812001001568400 


0812000501493100 


0812000501495100 


0812001001565900 


0812000501494600 


0812001001565000 


0812001001565100 



Zone (Fresh 
/ Saline) 


14.93 Fresh 


14.68 Fresh 


7.62 Fresh 


10.44 Fresh 


2.47 Fresh 


3.34 Fresh 


7.08 Fresh 


11.29 Fresh 


4.92 Fresh 


2.25 Fresh 


8.14 Fresh 


3.77 Fresh 


7.88 Fresh 


2.66 Fresh 


3.85 Fresh 


6.00 Fresh 



2.71 Fresh 


6.45 Fresh 


3.89 Fresh 


1.61 Fresh 


7.70 Fresh 


3.47 Fresh 



2.13 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

47.21 

70 

22.79 

20.00 

4.56 

0.0200 

0.0014 

56.11 

70 

13.89 

20.00 

2.78 

0.0200 

0.1704 

54.46 

75 

20.54 

20.00 

4.11 

0.0300 

0.0000 

41.35 

75 

33.65 

20.00 

6.73 

0.0300 

0.0990 

39.88 

80 

40.12 

20.00 

8.02 

0.0250 

0.1929 

39.88 

75 

35.12 

20.00 

7.02 

0.0300 

0.3169 

38.28 

75 

36.72 

20.00 

7.34 

0.0300 

0.7355 

24.71 

70 

45.29 

20.00 

9.06 

0.0200 

1.2799 

31.53 

70 

38.47 

20.00 

7.69 

0.0200 

0.0856 

23.85 

70 

46.15 

20.00 

9.23 

0.0200 

0.0458 

48.08 

70 

21.92 

20.00 

4.38 

0.0200 

0.1977 

23.23 

70 

46.77 

20.00 

9.35 

0.0200 

0.0211 

23.23 

140 

116.77 

5.00 

5.84 

0.0015 

0.0010 

55.09 

70 

14.91 

20.00 

2.98 

0.0200 

0.2121 

28.68 

70 

41.32 

20.00 

8.26 

0.0200 

0.0021 

38.35 

75 

36.65 

20.00 

7.33 

0.0300 

0.4606 

37.88 

75 

37.12 

20.00 

7.42 

0.0300 

0.5106 

23.75 

70 

46.25 

20.00 

9.25 

0.0200 

0.4407 

23.75 

140 

116.25 

5.00 

5.81 

0.0015 

0.0130 

37.19 

70 

32.81 

20.00 

6.56 

0.0200 

0.7442 

42.40 

70 

27.60 

20.00 

5.52 

0.0200 

0.5989 

55.72 

70 

14.28 

20.00 

2.86 

0.0200 

0.1287 

30.65 

70 

39.35 

20.00 

7.87 

0.0200 

0.5458 

38.07 

75 

36.93 

20.00 

7.39 

0.0300 

0.3062 

38.19 

75 

36.81 

20.00 

7.36 

0.0300 

0.4367 

38.62 

70 

31.38 

20.00 

6.28 

0.0200 

0.4314 

49.24 

70 

20.76 

20.00 

4.15 

0.0200 

0.0268 

24.10 

100 

75.90 

40.00 

30.36 

0.0150 

0.3225 

40.46 

75 

34.54 

20.00 

6.91 

0.0300 

0.0159 

27.36 

70 

42.64 

20.00 

8.53 

0.0200 

0.7854 

27.36 

80 

52.64 

20.00 

10.53 

0.0250 

1.0978 

34.91 

70 

35.09 

20.00 

7.02 

0.0200 

0.0003 

30.29 

100 

69.71 

40.00 

27.88 

0.0150 

0.0020 

30.29 

80 

49.71 

20.00 

9.94 

0.0250 

0.0044 

53.18 

70 

16.82 

20.00 

3.36 

0.0200 

0.2619 

38.13 

75 

36.87 

20.00 

7.37 

0.0300 

0.2973 

23.61 

100 

76.39 

40.00 

30.56 

0.0150 

0.6035 

35.52 

70 

34.48 

20.00 

6.90 

0.0200 

0.4006 

35.52 

80 

44.48 

20.00 

8.90 

0.0250 

0.1256 

28.11 

70 

41.89 

20.00 

8.38 

0.0200 

1.1881 

38.86 

75 

36.14 

20.00 

7.23 

0.0300 

0.6040 

24.46 

100 

75.54 

40.00 

30.22 

0.0150 

0.5836 

38.13 

75 

36.87 

20.00 

7.37 

0.0300 

0.4341 

37.44 

70 

32.56 

20.00 

6.51 

0.0200 

0.0001 

40.90 

75 

34.10 

20.00 

6.82 

0.0300 

1.5489 

32.18 

80 

47.82 

20.00 

9.56 

0.0250 

0.1204 

41.03 

75 

33.97 

20.00 

6.79 

0.0300 

1.5082 

36.99 

70 

33.01 

20.00 

6.60 

0.0200 

0.7813 

28.46 

70 

41.54 

20.00 

8.31 

0.0200 

0.6750 

37.81 

75 

37.19 

20.00 

7.44 

0.0300 

0.1030 

31.02 

70 

38.98 

20.00 

7.80 

0.0200 

0.4571 

31.02 

80 

48.98 

20.00 

9.80 

0.0250 

0.1275 

39.47 

80 

40.53 

20.00 

8.11 

0.0250 

0.0598 

39.47 

75 

35.53 

20.00 

7.11 

0.0300 

0.5691 

38.30 

75 

36.70 

20.00 

7.34 

0.0300 

0.4689 


















































































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



01003021 


Radha Kishanpura @ Pok 


Radhakishanpura 


Radhapura 


Raghunandan Pura 


Raghunathpura 


Raithal 


Ramjipura Kalan 


Ramjipura Khurd 


Ramsinghpura @ Sanga K 


Salagrampura 


Salehadi Pura 


Shambhoopura 


Sherawatpura 


Shripura 


Shyampura 


Shyosinghpura @ Gujaro 


Sudarshanpura 


Sukhalpura 


Sunda Ki Dhani 


Sunderpura 


Sundon Ka Bas 


Tadawas 


Turkyabas 


Vijai Govindpura 


Vijaipur 


Yadav Khera 


Yadavkhera 


Adarwa 


Bakarwaliya 


Bansra 


Bhadoon 


Chak Beer 


Chak Nonandpura 


Chak Peenglod 


Cheeta Khera 


Ghaswan Ki Dhani 


Census Code 


0812000501495200 


0812001001567800 


0812001001566500 


0812001001568100 


0812001001568000 


0812000501493000 


0812001001567300 


0812001001564600 


0812000501493400 


0812000501493300 


0812000501491300 


0812000501493200 


0812000501494200 


0812000501499200 


0812001001568800 


0812001001570200 


0812000501496200 


0812000501494300 


0812001001566900 


0812001001568200 


0814001001905500 


0812001001569900 


0812000501494400 


0812000501498200 


0812000501493500 


0812000501495600 


0812001001564900 


0812000501499700 


0812000501492800 


0812001001567700 


0812001001568300 


0812001001570000 


0812000601510900 


0821000102484100 


0821000102487200 


0821000102484200 


0821000102488100 


0821000102487400 


0821000102489900 


0821000102490500 


0821000102487900 



Zone (Fresh 
/ Saline) 


1.71 Fresh 


9.61 Fresh 


4.04 Fresh 


4.08 Fresh 


2.01 Fresh 


1.33 Fresh 


1.96 Fresh 


10.22 Fresh 


6.65 Fresh 


5.04 Fresh 



4.38 Fresh 


1.29 Fresh 


4.36 Fresh 


1.82 Fresh 


18.45 Fresh 


1.57 Fresh 


4.77 Fresh 


3.95 Fresh 





2.33 Fresh 


2.06 Fresh 


4.08 Fresh 



Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Younger Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

27.03 

70 

42.97 

20.00 

8.59 

0.0200 

0.2942 

46.20 

80 

33.80 

20.00 

6.76 

0.0250 

0.2427 

46.20 

75 

28.80 

20.00 

5.76 

0.0300 

1.4124 

46.81 

75 

28.20 

20.00 

5.64 

0.0300 

0.0129 

39.48 

75 

35.52 

20.00 

7.10 

0.0300 

0.8702 

39.21 

75 

35.79 

20.00 

7.16 

0.0300 

0.4324 

37.00 

70 

33.00 

20.00 

6.60 

0.0200 

0.1761 

38.17 

75 

36.83 

20.00 

7.37 

0.0300 

0.4326 

52.95 

80 

27.05 

20.00 

5.41 

0.0250 

1.0635 

52.95 

75 

22.05 

20.00 

4.41 

0.0300 

0.1348 

38.69 

70 

31.31 

20.00 

6.26 

0.0200 

0.7863 

36.86 

70 

33.14 

20.00 

6.63 

0.0200 

0.5063 

36.86 

80 

43.14 

20.00 

8.63 

0.0250 

0.0006 

56.53 

70 

13.47 

20.00 

2.69 

0.0200 

0.1776 

56.53 

80 

23.47 

20.00 

4.69 

0.0250 

0.0177 

56.56 

70 

13.44 

20.00 

2.69 

0.0200 

0.0999 

37.27 

70 

32.73 

20.00 

6.55 

0.0200 

0.1688 

34.90 

70 

35.10 

20.00 

7.02 

0.0200 

0.1372 

34.90 

80 

45.10 

20.00 

9.02 

0.0250 

0.2420 

31.32 

70 

38.68 

20.00 

7.74 

0.0200 

0.2138 

44.68 

80 

35.32 

20.00 

7.06 

0.0250 

0.2469 

44.68 

75 

30.32 

20.00 

6.06 

0.0300 

0.1026 

38.17 

75 

36.83 

20.00 

7.37 

0.0300 

0.3468 

25.67 

70 

44.33 

20.00 

8.87 

0.0200 

0.8454 

35.71 

70 

34.29 

20.00 

6.86 

0.0200 

0.2347 

35.71 

80 

44.29 

20.00 

8.86 

0.0250 

0.0804 

25.05 

70 

44.95 

20.00 

8.99 

0.0200 

1.0407 

25.05 

140 

114.95 

5.00 

5.75 

0.0015 

0.0133 

44.73 

75 

30.27 

20.00 

6.05 

0.0300 

0.6815 

38.74 

75 

36.26 

20.00 

7.25 

0.0300 

0.6705 

25.05 

100 

74.95 

40.00 

29.98 

0.0150 

4.4058 

38.33 

75 

36.67 

20.00 

7.33 

0.0300 

0.5241 

36.87 

70 

33.13 

20.00 

6.63 

0.0200 

0.5125 

32.33 

70 

37.67 

20.00 

7.53 

0.0200 

0.2069 

41.48 

70 

28.52 

20.00 

5.70 

0.0200 

0.5463 

22.28 

70 

47.72 

20.00 

9.54 

0.0200 

0.7284 

45.43 

80 

34.57 

20.00 

6.91 

0.0250 

0.0041 

45.43 

75 

29.57 

20.00 

5.91 

0.0300 

0.4082 

31.60 

100 

68.40 

40.00 

27.36 

0.0150 

0.1192 

31.60 

80 

48.40 

20.00 

9.68 

0.0250 

2.3278 

34.23 

70 

35.77 

20.00 

7.15 

0.0200 

0.3339 

38.17 

70 

31.83 

20.00 

6.37 

0.0200 

0.0747 

50.02 

80 

29.98 

20.00 

6.00 

0.0250 

0.1908 

50.02 

75 

24.98 

20.00 

5.00 

0.0300 

0.4212 

39.13 

75 

35.87 

20.00 

7.17 

0.0300 

0.2150 

38.34 

75 

36.66 

20.00 

7.33 

0.0300 

0.1187 

25.12 

80 

54.88 

5.00 

2.74 

0.0015 

0.0094 

16.19 

90 

73.81 

5.00 

3.69 

0.0015 

0.0152 

32.78 

90 

57.22 

5.00 

2.86 

0.0015 

0.0076 

21.87 

90 

68.13 

5.00 

3.41 

0.0015 

0.0271 

32.37 

90 

57.63 

5.00 

2.88 

0.0015 

0.0211 

32.76 

90 

57.24 

5.00 

2.86 

0.0015 

0.0064 

32.86 

90 

57.14 

5.00 

2.86 

0.0015 

0.0090 

29.96 

90 

60.04 

5.00 

3.00 

0.0015 

0.0061 

17.35 

80 

62.65 

4.00 

2.51 

0.0015 

0.0002 







































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

17.35 

90 

72.65 

5.00 

3.63 

0.0015 

0.0193 

19.92 

80 

60.08 

5.00 

3.00 

0.0015 

0.0003 

31.93 

90 

58.07 

5.00 

2.90 

0.0015 

0.0134 

10.25 

80 

69.75 

4.00 

2.79 

0.0015 

0.0106 

27.82 

90 

62.18 

5.00 

3.11 

0.0015 

0.0165 

27.82 

90 

62.18 

5.00 

3.11 

0.0015 

0.0010 

26.93 

90 

63.07 

5.00 

3.15 

0.0015 

0.0273 

36.59 

90 

53.42 

5.00 

2.67 

0.0015 

0.0273 

19.83 

80 

60.17 

4.00 

2.41 

0.0015 

0.0105 

19.83 

90 

70.17 

5.00 

3.51 

0.0015 

0.0077 

32.23 

90 

57.77 

5.00 

2.89 

0.0015 

0.0041 

22.91 

90 

67.09 

5.00 

3.35 

0.0015 

0.0036 

34.09 

90 

55.91 

5.00 

2.80 

0.0015 

0.0345 

26.17 

90 

63.83 

5.00 

3.19 

0.0015 

0.0094 

17.20 

100 

82.80 

40.00 

33.12 

0.0150 

0.0146 

24.63 

80 

55.37 

4.00 

2.21 

0.0015 

0.0001 

24.63 

90 

65.37 

5.00 

3.27 

0.0015 

0.0637 

22.97 

80 

57.03 

4.00 

2.28 

0.0015 

0.0146 

22.97 

90 

67.03 

5.00 

3.35 

0.0015 

0.0196 

24.13 

90 

65.87 

5.00 

3.29 

0.0015 

0.0093 

24.92 

90 

65.08 

5.00 

3.25 

0.0015 

0.0135 

24.34 

90 

65.66 

5.00 

3.28 

0.0015 

0.0085 

24.34 

90 

65.66 

5.00 

3.28 

0.0015 

0.0074 

31.38 

80 

48.62 

5.00 

2.43 

0.0015 

0.0007 

24.68 

80 

55.32 

4.00 

2.21 

0.0015 

0.0002 

24.68 

90 

65.32 

5.00 

3.27 

0.0015 

0.0179 

35.72 

90 

54.28 

5.00 

2.71 

0.0015 

0.0258 

32.94 

90 

57.06 

5.00 

2.85 

0.0015 

0.0054 

34.65 

90 

55.35 

5.00 

2.77 

0.0015 

0.0013 

32.60 

90 

57.40 

5.00 

2.87 

0.0015 

0.0117 

27.31 

90 

62.69 

5.00 

3.13 

0.0015 

0.0616 

32.80 

90 

57.20 

5.00 

2.86 

0.0015 

0.0228 

33.83 

90 

56.17 

5.00 

2.81 

0.0015 

0.0020 

21.95 

90 

68.05 

5.00 

3.40 

0.0015 

0.0128 

34.05 

90 

55.95 

5.00 

2.80 

0.0015 

0.0003 

21.22 

80 

58.78 

4.00 

2.35 

0.0015 

0.0103 

21.22 

90 

68.78 

5.00 

3.44 

0.0015 

0.0777 

26.14 

90 

63.86 

5.00 

3.19 

0.0015 

0.0253 

33.81 

90 

56.19 

5.00 

2.81 

0.0015 

0.1171 

32.57 

90 

57.43 

5.00 

2.87 

0.0015 

0.0258 

32.83 

90 

57.17 

5.00 

2.86 

0.0015 

0.0135 

33.13 

90 

56.87 

5.00 

2.84 

0.0015 

0.0107 

16.64 

60 

43.36 

10.00 

4.34 

0.0015 

0.0057 

16.64 

90 

73.36 

5.00 

3.67 

0.0015 

0.0937 

22.72 

80 

57.28 

4.00 

2.29 

0.0015 

0.0162 

22.72 

90 

67.28 

5.00 

3.36 

0.0015 

0.1097 

32.47 

90 

57.53 

5.00 

2.88 

0.0015 

0.0245 

32.39 

90 

57.61 

5.00 

2.88 

0.0015 

0.0184 

15.20 

80 

64.80 

4.00 

2.59 

0.0015 

0.0123 

15.20 

90 

74.80 

5.00 

3.74 

0.0015 

0.0002 

32.95 

80 

47.05 

4.00 

1.88 

0.0015 

0.0013 

32.95 

90 

57.05 

5.00 

2.85 

0.0015 

0.0652 

26.87 

90 

63.13 

5.00 

3.16 

0.0015 

0.0057 

26.87 

90 

63.13 

5.00 

3.16 

0.0015 

0.0214 

38.56 

70 

31.44 

5.00 

1.57 

0.0015 

0.0138 



































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Quartzite 


Phyllite & Schist 


Quartzite 


Quartzite 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Quartzite 


Quartzite 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Quartzite 


Phyllite & Schist 


Quartzite 


Phyllite & Schist 


Phyllite & Schist 


Quartzite 


Phyllite & Schist 


Quartzite 


Phyllite & Schist 


Quartzite 


Older Alluvium 


Phyllite & Schist 


Quartzite 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Quartzite 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Quartzite 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Quartzite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

38.56 

140 

101.44 

5.00 

5.07 

0.0015 

0.0000 

39.85 

70 

30.15 

5.00 

1.51 

0.0015 

0.0095 

39.85 

140 

100.15 

5.00 

5.01 

0.0015 

0.0211 

17.34 

80 

62.66 

5.00 

3.13 

0.0015 

0.0000 

16.52 

70 

53.48 

5.00 

2.67 

0.0015 

0.0180 

16.52 

70 

53.48 

5.00 

2.67 

0.0015 

0.0037 

32.87 

90 

57.13 

5.00 

2.86 

0.0015 

0.0200 

13.46 

70 

56.54 

5.00 

2.83 

0.0015 

0.0002 

14.92 

70 

55.08 

5.00 

2.75 

0.0015 

0.0023 

26.98 

70 

43.02 

5.00 

2.15 

0.0015 

0.0001 

23.50 

70 

46.50 

5.00 

2.33 

0.0015 

0.0015 

23.50 

70 

46.50 

5.00 

2.33 

0.0015 

0.0105 

23.50 

140 

116.50 

5.00 

5.83 

0.0015 

0.0008 

48.82 

140 

91.18 

5.00 

4.56 

0.0015 

0.0083 

27.82 

90 

62.18 

5.00 

3.11 

0.0015 

0.0384 

27.82 

90 

62.18 

5.00 

3.11 

0.0015 

0.0205 

36.01 

90 

53.99 

5.00 

2.70 

0.0015 

0.0366 

38.78 

90 

51.22 

5.00 

2.56 

0.0015 

0.0031 

38.49 

90 

51.51 

5.00 

2.58 

0.0015 

0.0014 

26.17 

90 

63.83 

5.00 

3.19 

0.0015 

0.0073 

26.17 

90 

63.83 

5.00 

3.19 

0.0015 

0.0336 

54.26 

140 

85.74 

5.00 

4.29 

0.0015 

0.0006 

48.92 

70 

21.08 

5.00 

1.05 

0.0015 

0.0281 

48.92 

140 

91.08 

5.00 

4.55 

0.0015 

0.0031 

23.89 

70 

46.11 

5.00 

2.31 

0.0015 

0.0153 

55.90 

70 

14.10 

5.00 

0.71 

0.0015 

0.0020 

55.90 

140 

84.10 

5.00 

4.21 

0.0015 

0.0190 

51.83 

70 

18.17 

5.00 

0.91 

0.0015 

0.0024 

51.83 

140 

88.17 

5.00 

4.41 

0.0015 

0.0148 

44.54 

70 

25.46 

5.00 

1.27 

0.0015 

0.0143 

44.54 

140 

95.46 

5.00 

4.77 

0.0015 

0.0197 

54.88 

100 

45.12 

40.00 

18.05 

0.0150 

0.0000 

54.88 

70 

15.12 

5.00 

0.76 

0.0015 

0.0028 

54.88 

140 

85.12 

5.00 

4.26 

0.0015 

0.0351 

36.74 

90 

53.26 

5.00 

2.66 

0.0015 

0.0196 

39.88 

70 

30.12 

5.00 

1.51 

0.0015 

0.0443 

58.43 

80 

21.57 

5.00 

1.08 

0.0015 

0.0000 

49.92 

70 

20.08 

5.00 

1.00 

0.0015 

0.0097 

49.92 

140 

90.08 

5.00 

4.50 

0.0015 

0.0023 

34.65 

90 

55.35 

5.00 

2.77 

0.0015 

0.0333 

36.73 

90 

53.27 

5.00 

2.66 

0.0015 

0.0724 

27.31 

90 

62.69 

5.00 

3.13 

0.0015 

0.0003 

29.80 

90 

60.20 

5.00 

3.01 

0.0015 

0.0435 

29.80 

90 

60.20 

5.00 

3.01 

0.0015 

0.0142 

36.63 

70 

33.37 

5.00 

1.67 

0.0015 

0.0511 

36.63 

70 

33.37 

5.00 

1.67 

0.0015 

0.0242 

32.73 

70 

37.27 

5.00 

1.86 

0.0015 

0.0257 

32.73 

70 

37.27 

5.00 

1.86 

0.0015 

0.0026 

32.73 

140 

107.27 

5.00 

5.36 

0.0015 

0.0000 

39.75 

70 

30.25 

5.00 

1.51 

0.0015 

0.0417 

33.83 

90 

56.17 

5.00 

2.81 

0.0015 

0.0194 

34.05 

90 

55.95 

5.00 

2.80 

0.0015 

0.0158 

38.31 

90 

51.69 

5.00 

2.58 

0.0015 

0.0356 

41.41 

70 

28.59 

5.00 

1.43 

0.0015 

0.0066 

41.41 

140 

98.59 

5.00 

4.93 

0.0015 

0.0396 













































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Zone (Fresh 
/ Saline) 



01003023 


Roopangarh 


Sagarmala 


Sanchor 


Seengla 


Shyampura 


Singara 


Ujoli 


Akhri 


Aradka 


Babayacha 


Badlya 


Baghpura 


Bansra (Mehran) 


Banwal 


Bassi 


Bhawani Khera 


Bhoodol 


Brijpura 


Bubani 


Chachiyawas 


Chak Motipura 


Chak Peenglod 


Chandiyawas 


Charnawas 


Cheeta Khera 


Chhatri 


Dhani Deomand 


Dhani Purohitan 


Gagwana 


Gegal 


Ghooghra 


Godiyawas 


0821000102488300 


0821000102487000 


0814000801870500 


0821000102487500 


0814000801866900 


0821000102487100 


0821000102484900 



0821000202501700 


0821000202501000 


0821000202500200 


0821000202506700 


0821000202501100 


0821000102490100 


0814000801875200 


0814000801875300 


0821000202501300 


0821000202502500 


0821000102490400 


0821000202502000 


0821000202503100 


0821000102486700 


0821000102489900 


0821000202502800 


0814000801875000 


0821000102490500 


0821000202502900 


0821000102493700 


0821000102493600 


0821000202502700 


0821000202501800 


34.68 Fresh 


3.51 Fresh 


14.24 Fresh 


3.20 Fresh 


10.90 Fresh 


9.58 Fresh 


7.08 Fresh 


Saline 


24.85 Fresh 


63.70 Fresh 


3.97 Saline 


17.38 Fresh 


12.06 Fresh 


9.89 Fresh 


2.53 Fresh 


5.65 Fresh 


24.29 Fresh 


12.79 Fresh 


2.96 Fresh 


12.22 Fresh 


1.88 Fresh 


13.43 Fresh 





11.65 Fresh 


1.62 Fresh 


3.67 Fresh 


10.66 Fresh 


4.60 Fresh 


7.51 Fresh 


8.68 Fresh 


2.83 Saline 


4.38 Saline 


8.19 Fresh 


Saline 


16.10 Fresh 


10.18 Fresh 


Saline 


9.96 Fresh 


3.35 Fresh 



7.84 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Quartzite 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

20.42 

70 

49.58 

5.00 

2.48 

0.0015 

0.0222 

20.42 

70 

49.58 

5.00 

2.48 

0.0015 

0.0122 

20.42 

140 

119.58 

5.00 

5.98 

0.0015 

0.0049 

33.81 

90 

56.19 

5.00 

2.81 

0.0015 

0.0277 

35.33 

90 

54.67 

5.00 

2.73 

0.0015 

0.0007 

39.66 

70 

30.34 

5.00 

1.52 

0.0015 

0.0153 

32.83 

90 

57.17 

5.00 

2.86 

0.0015 

0.0001 

34.17 

70 

35.83 

5.00 

1.79 

0.0015 

0.0293 

33.13 

90 

56.87 

5.00 

2.84 

0.0015 

0.0168 

26.87 

90 

63.13 

5.00 

3.16 

0.0015 

0.0005 

26.87 

90 

63.13 

5.00 

3.16 

0.0015 

0.0002 

22.94 

80 

57.06 

4.00 

2.28 

0.0015 

0.0077 

22.94 

90 

67.06 

5.00 

3.35 

0.0015 

0.0016 

22.94 

90 

67.06 

5.00 

3.35 

0.0015 

0.0170 

27.49 

90 

62.51 

5.00 

3.13 

0.0015 

0.0186 

31.43 

80 

48.57 

4.00 

1.94 

0.0015 

0.0300 

31.43 

90 

58.57 

5.00 

2.93 

0.0015 

0.0266 

36.35 

80 

43.65 

4.00 

1.75 

0.0015 

0.0034 

36.35 

90 

53.65 

5.00 

2.68 

0.0015 

0.0412 

15.74 

80 

64.26 

4.00 

2.57 

0.0015 

0.0039 

15.74 

90 

74.26 

5.00 

3.71 

0.0015 

0.0441 

30.28 

80 

49.72 

4.00 

1.99 

0.0015 

0.0056 

33.79 

90 

56.21 

5.00 

2.81 

0.0015 

0.0238 

31.43 

80 

48.57 

5.00 

2.43 

0.0015 

0.0009 

30.98 

80 

49.02 

5.00 

2.45 

0.0015 

0.0005 

21.49 

80 

58.51 

4.00 

2.34 

0.0015 

0.0103 

23.05 

90 

66.95 

5.00 

3.35 

0.0015 

0.0613 

30.34 

90 

59.66 

5.00 

2.98 

0.0015 

0.0084 

28.08 

80 

51.92 

4.00 

2.08 

0.0015 

0.0039 

28.08 

90 

61.92 

5.00 

3.10 

0.0015 

0.0135 

28.08 

80 

51.92 

4.00 

2.08 

0.0015 

0.0053 

28.08 

90 

61.92 

5.00 

3.10 

0.0015 

0.0350 

22.40 

80 

57.60 

4.00 

2.30 

0.0015 

0.0349 

37.21 

90 

52.79 

5.00 

2.64 

0.0015 

0.0064 

32.86 

90 

57.14 

5.00 

2.86 

0.0015 

0.0067 

21.16 

90 

68.84 

5.00 

3.44 

0.0015 

0.0551 

37.61 

80 

42.39 

5.00 

2.12 

0.0015 

0.0001 

29.96 

90 

60.04 

5.00 

3.00 

0.0015 

0.0259 

19.55 

80 

60.45 

4.00 

2.42 

0.0015 

0.0254 

19.55 

90 

70.45 

5.00 

3.52 

0.0015 

0.0089 

24.35 

80 

55.65 

4.00 

2.23 

0.0015 

0.0016 

26.21 

80 

53.79 

4.00 

2.15 

0.0015 

0.0060 

26.21 

90 

63.79 

5.00 

3.19 

0.0015 

0.0107 

25.07 

90 

64.93 

5.00 

3.25 

0.0015 

0.0361 

25.07 

90 

64.93 

5.00 

3.25 

0.0015 

0.0037 

18.48 

80 

61.52 

4.00 

2.46 

0.0015 

0.0014 

18.48 

90 

71.52 

5.00 

3.58 

0.0015 

0.0843 

24.82 

90 

65.18 

5.00 

3.26 

0.0015 

0.0475 

24.82 

90 

65.18 

5.00 

3.26 

0.0015 

0.0023 

16.47 

80 

63.53 

4.00 

2.54 

0.0015 

0.0013 

16.47 

90 

73.53 

5.00 

3.68 

0.0015 

0.0530 

22.85 

80 

57.15 

4.00 

2.29 

0.0015 

0.0035 

22.85 

90 

67.15 

5.00 

3.36 

0.0015 

0.0108 

21.12 

80 

58.88 

4.00 

2.36 

0.0015 

0.0029 

21.12 

90 

68.88 

5.00 

3.44 

0.0015 

0.0362 















































































































































































































































































































































































































































































































































































































































































































































Kishangarh (Rural) 

0821000102493500 

5.17 

Kucheel 

0821000102490200 

19.66 

Ladpura 

0821000202502600 

3.68 

Lohagal 

0821000202506000 

6.46 


Madarpura 

0821000202506200 

2.78 

Magra 

0821000202500600 

4.06 

Magri 

0821000202500400 

3.99 

Makarwali 

0821000202505900 

14.55 

Mandowari 

0814000801874700 

3.87 


Non-command 


Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 


Manpura_|0821000202500900 | 4.79 


Mayapur 

0814000801875100 

9.49 

Motipura 

0821000102486900 

6.22 

Muhami (Mohami) 

0821000202501900 

9.28 


Nareli 

0821000202506600 

12.82 

Narwar 

0821000202501200 

16.88 

Nolkha 

0821000202502200 

5.52 


Oontra 

0821000202501500 

16.43 

Padampura 

0821000202503200 

5.15 

Palra 

0821000202507000 

10.26 



Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Saline 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 

Fresh 

Non-command 


Hydrogeological Unit 


Phyllite & Schist 


Gneisses 


Phyllite & Schist 


Gneisses 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Gneisses 


Phyllite & Schist 


Gneisses 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Gneisses 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses 


Gneisses 


Older Alluvium 


Phyllite & Schist 


Gneisses 


Phyllite & Schist 


Gneisses 


Phyllite & Schist 


Gneisses(B.G.C) 


Phyllite & Schist 


Phyllite & Schist 


Gneisses 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

19.13 

90 

70.87 

5.00 

3.54 

0.0015 

0.0091 

35.72 

80 

44.28 

4.00 

1.77 

0.0015 

0.0027 

35.72 

90 

54.28 

5.00 

2.71 

0.0015 

0.0048 

26.37 

80 

53.63 

4.00 

2.15 

0.0015 

0.0078 

26.37 

80 

53.63 

15.00 

8.04 

0.0150 

0.4980 

27.94 

90 

62.06 

5.00 

3.10 

0.0015 

0.0132 

25.50 

90 

64.50 

5.00 

3.23 

0.0015 

0.0245 

25.50 

90 

64.50 

5.00 

3.23 

0.0015 

0.0070 

36.01 

90 

53.99 

5.00 

2.70 

0.0015 

0.0013 

32.23 

90 

57.77 

5.00 

2.89 

0.0015 

0.0093 

22.97 

80 

57.03 

4.00 

2.28 

0.0015 

0.0027 

22.97 

80 

57.03 

15.00 

8.55 

0.0150 

0.0193 

18.32 

90 

71.68 

5.00 

3.58 

0.0015 

0.0164 

38.78 

90 

51.22 

5.00 

2.56 

0.0015 

0.0128 

22.33 

80 

57.67 

4.00 

2.31 

0.0015 

0.0078 

22.33 

90 

67.67 

5.00 

3.38 

0.0015 

0.0083 

17.12 

80 

62.88 

4.00 

2.52 

0.0015 

0.0522 

17.12 

90 

72.88 

5.00 

3.64 

0.0015 

0.0081 

38.49 

90 

51.51 

5.00 

2.58 

0.0015 

0.0102 

24.63 

90 

65.37 

5.00 

3.27 

0.0015 

0.0013 

28.38 

80 

51.62 

4.00 

2.06 

0.0015 

0.0129 

28.38 

90 

61.62 

5.00 

3.08 

0.0015 

0.0046 

38.49 

80 

41.51 

5.00 

2.08 

0.0015 

0.0045 

38.49 

100 

61.51 

40.00 

24.60 

0.0150 

0.0555 

38.49 

70 

31.51 

5.00 

1.58 

0.0015 

0.0002 

29.97 

90 

60.03 

5.00 

3.00 

0.0015 

0.0058 

22.97 

80 

57.03 

4.00 

2.28 

0.0015 

0.0035 

22.97 

90 

67.03 

5.00 

3.35 

0.0015 

0.0168 

22.97 

80 

57.03 

4.00 

2.28 

0.0015 

0.0049 

22.97 

90 

67.03 

5.00 

3.35 

0.0015 

0.0362 

24.13 

90 

65.87 

5.00 

3.29 

0.0015 

0.0148 

31.18 

90 

58.82 

5.00 

2.94 

0.0015 

0.0867 

21.18 

90 

68.82 

5.00 

3.44 

0.0015 

0.0190 

18.42 

80 

61.58 

4.00 

2.46 

0.0015 

0.0207 

18.42 

90 

71.58 

5.00 

3.58 

0.0015 

0.0045 

34.39 

90 

55.61 

5.00 

2.78 

0.0015 

0.0110 

27.28 

90 

62.72 

5.00 

3.14 

0.0015 

0.0191 

32.81 

90 

57.19 

5.00 

2.86 

0.0015 

0.0171 

19.90 

80 

60.10 

4.00 

2.40 

0.0015 

0.0476 

38.82 

80 

41.18 

5.00 

2.06 

0.0015 

0.0005 

38.82 

100 

61.18 

40.00 

24.47 

0.0150 

0.0065 

38.82 

70 

31.18 

5.00 

1.56 

0.0015 

0.0028 

25.29 

80 

54.71 

4.00 

2.19 

0.0015 

0.0069 

25.29 

90 

64.71 

5.00 

3.24 

0.0015 

0.0130 

36.75 

80 

43.25 

5.00 

2.16 

0.0015 

0.0001 

32.94 

90 

57.06 

5.00 

2.85 

0.0015 

0.0212 

24.36 

80 

55.64 

4.00 

2.23 

0.0015 

0.0115 

24.36 

90 

65.64 

5.00 

3.28 

0.0015 

0.0271 

25.27 

90 

64.73 

5.00 

3.24 

0.0015 

0.0571 

25.36 

80 

54.64 

4.00 

2.19 

0.0015 

0.0457 

24.10 

80 

55.90 

4.00 

2.24 

0.0015 

0.0173 

24.10 

80 

55.90 

4.00 

2.24 

0.0015 

0.0009 

23.85 

90 

66.15 

5.00 

3.31 

0.0015 

0.0815 

26.29 

80 

53.71 

4.00 

2.15 

0.0015 

0.0118 

18.81 

90 

71.19 

5.00 

3.56 

0.0015 

0.0172 












































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



01003024 


Palri Pathanan 


Pawaron Ki Dhani 


Peenglod 


Ramgarh 


Ramner Dhani 


Rasoolpura 


Rodawas 


Sagarmala 


Sarana 


Seengla 


Singara 


Srinagar 


Ameepura 


Bag Ki Dhani 


Baghpura 


Bakarwaliya 


Bangarh 


Banshipura 


Bardoti (rural) 


Bhadoon 


Bhagwatpura 


Bhasinghpura 


Bhatipura 


Bhirawata 


Dehra 


Dhani Boraj 


Dodwadiyon Ka Bas 


Dodwara 


Dyodhi 


Gopalpura 


Govindpura 


Census Code 


0821000102490000 


0821000102486600 


0821000102489800 


0821000102485900 


0821000202500700 


0821000202506300 


0821000102486800 


0821000102487000 


0821000202500800 


0821000102487500 


0821000102487100 


0821000602549100 


0812000501497100 


0812000501496600 


0812000501505200 


0821000102484100 


0814001001904800 


0812000501498300 


0812000501506000 


0821000102484200 


0812000501503900 


0812000501504000 


0814001001905000 


0812000501506400 


0812000601510400 


0814001001904900 


0812000501497900 


0812000501503800 


0812000501496100 


0812000501506700 


0812000501499300 


0812000501506200 


0812000501507000 


Zone (Fresh 
/ Saline) 




Saline 


21.57 Fresh 


Saline 


18.22 Fresh 



6.59 Fresh 


10.50 Fresh 



10.01 Fresh 


13.40 Fresh 


Saline 


3.46 Fresh 


13.11 Fresh 



8.85 Fresh 


5.69 Fresh 


6.62 Fresh 


7.91 Fresh 


6.81 Fresh 



Gurha Salt 


0814001001903900 


7.33 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Gneisses(B.G.C) 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses(B.G.C) 

Non-command 

Phyllite & Schist 

Non-command 

Older Alluvium 

Non-command 

Quartzite 

Non-command 

Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

33.80 

90 

56.20 

5.00 

2.81 

0.0015 

0.0331 

38.31 

90 

51.69 

5.00 

2.58 

0.0015 

0.0056 

32.80 

90 

57.20 

5.00 

2.86 

0.0015 

0.0000 

38.31 

90 

51.69 

5.00 

2.58 

0.0015 

0.0002 

26.14 

90 

63.86 

5.00 

3.19 

0.0015 

0.0556 

20.14 

90 

69.86 

5.00 

3.49 

0.0015 

0.0124 

35.11 

90 

54.89 

5.00 

2.74 

0.0015 

0.0352 

35.33 

90 

54.67 

5.00 

2.73 

0.0015 

0.0136 

25.74 

90 

64.26 

5.00 

3.21 

0.0015 

0.0462 

32.83 

90 

57.17 

5.00 

2.86 

0.0015 

0.0001 

33.13 

90 

56.87 

5.00 

2.84 

0.0015 

0.0134 

16.68 

80 

63.32 

4.00 

2.53 

0.0015 

0.0266 

16.68 

90 

73.32 

5.00 

3.67 

0.0015 

0.0029 

16.68 

80 

63.32 

4.00 

2.53 

0.0015 

0.0008 

23.53 

80 

56.47 

4.00 

2.26 

0.0015 

0.0000 

23.53 

80 

56.47 

4.00 

2.26 

0.0015 

0.0000 

25.12 

80 

54.88 

5.00 

2.74 

0.0015 

0.0321 

25.12 

80 

54.88 

5.00 

2.74 

0.0015 

0.0336 

24.34 

70 

45.67 

20.00 

9.13 

0.0200 

0.3171 

23.19 

70 

46.81 

20.00 

9.36 

0.0200 

0.5559 

21.96 

60 

38.04 

20.00 

7.61 

0.0250 

0.5178 

16.19 

90 

73.81 

5.00 

3.69 

0.0015 

0.0268 

16.19 

90 

73.81 

5.00 

3.69 

0.0015 

0.0000 

19.71 

100 

80.29 

40.00 

32.12 

0.0150 

2.3709 

31.87 

70 

38.13 

20.00 

7.63 

0.0200 

0.0609 

14.09 

60 

45.91 

20.00 

9.18 

0.0250 

1.8270 

21.87 

90 

68.13 

5.00 

3.41 

0.0015 

0.0289 

47.14 

60 

12.86 

20.00 

2.57 

0.0250 

0.0044 

47.61 

60 

12.39 

20.00 

2.48 

0.0250 

0.1928 

47.61 

140 

92.39 

5.00 

4.62 

0.0015 

0.0147 

23.45 

100 

76.55 

40.00 

30.62 

0.0150 

2.9304 

17.63 

60 

42.37 

20.00 

8.47 

0.0250 

0.3680 

17.63 

80 

62.37 

5.00 

3.12 

0.0015 

0.0377 

16.88 

60 

43.12 

20.00 

8.62 

0.0250 

0.0851 

16.88 

80 

63.12 

5.00 

3.16 

0.0015 

0.0414 

16.88 

65 

48.12 

15.00 

7.22 

0.0200 

0.0000 

16.88 

65 

48.12 

5.00 

2.41 

0.0015 

0.0062 

17.90 

80 

62.10 

5.00 

3.11 

0.0015 

0.0001 

23.23 

100 

76.77 

40.00 

30.71 

0.0150 

2.9265 

23.23 

100 

76.77 

35.00 

26.87 

0.0150 

0.3900 

31.17 

70 

38.83 

20.00 

7.77 

0.0200 

0.0001 

38.64 

60 

21.36 

20.00 

4.27 

0.0250 

0.1343 

38.64 

140 

101.36 

5.00 

5.07 

0.0015 

0.0237 

17.96 

80 

62.04 

5.00 

3.10 

0.0015 

0.0044 

17.96 

60 

42.04 

20.00 

8.41 

0.0250 

0.2487 

17.96 

80 

62.04 

5.00 

3.10 

0.0015 

0.0363 

26.89 

70 

43.11 

20.00 

8.62 

0.0200 

0.1443 

18.11 

80 

61.89 

5.00 

3.09 

0.0015 

0.0259 

29.03 

70 

40.97 

20.00 

8.19 

0.0200 

0.0108 

16.77 

80 

63.23 

5.00 

3.16 

0.0015 

0.0328 

19.92 

80 

60.08 

5.00 

3.00 

0.0015 

0.0128 

19.92 

80 

60.08 

5.00 

3.00 

0.0015 

0.0176 

41.87 

60 

18.13 

20.00 

3.63 

0.0250 

0.3236 

41.87 

140 

98.13 

5.00 

4.91 

0.0015 

0.0151 

22.73 

100 

77.27 

40.00 

30.91 

0.0150 

0.2218 

























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Older Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Older Alluvium 


Gneisses(B.G.C.) 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Gneisses(B.G.C.) 


Gneisses(B.G.C) 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Quartzite 


Gneisses(B.G.C) 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Quartzite 


Quartzite 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Gneisses(B.G.C) 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

22.73 

100 

77.27 

35.00 

27.04 

0.0150 

2.7804 

15.95 

80 

64.05 

5.00 

3.20 

0.0015 

0.0104 

13.45 

80 

66.55 

5.00 

3.33 

0.0015 

0.0218 

25.18 

60 

34.82 

20.00 

6.96 

0.0250 

0.7982 

10.25 

80 

69.75 

4.00 

2.79 

0.0015 

0.0023 

35.45 

60 

24.55 

20.00 

4.91 

0.0250 

0.0047 

30.23 

70 

39.77 

20.00 

7.95 

0.0200 

1.3483 

22.57 

100 

77.43 

35.00 

27.10 

0.0150 

2.6402 

46.55 

70 

23.45 

20.00 

4.69 

0.0200 

0.1839 

46.55 

140 

93.45 

5.00 

4.67 

0.0015 

0.0005 

35.96 

70 

34.04 

20.00 

6.81 

0.0200 

0.6139 

39.97 

70 

30.03 

20.00 

6.01 

0.0200 

0.9212 

17.99 

80 

62.01 

5.00 

3.10 

0.0015 

0.0054 

19.37 

80 

60.63 

5.00 

3.03 

0.0015 

0.0230 

19.37 

60 

40.63 

20.00 

8.13 

0.0250 

0.6764 

19.37 

80 

60.63 

5.00 

3.03 

0.0015 

0.0007 

31.16 

70 

38.84 

20.00 

7.77 

0.0200 

0.0000 

36.59 

90 

53.42 

5.00 

2.67 

0.0015 

0.0004 

31.53 

70 

38.47 

20.00 

7.69 

0.0200 

1.4237 

17.78 

60 

42.22 

20.00 

8.44 

0.0250 

0.4449 

17.78 

80 

62.22 

5.00 

3.11 

0.0015 

0.0312 

30.85 

60 

29.15 

20.00 

5.83 

0.0250 

1.3769 

24.09 

60 

35.91 

20.00 

7.18 

0.0250 

0.0518 

23.85 

70 

46.15 

20.00 

9.23 

0.0200 

0.8618 

34.09 

90 

55.91 

5.00 

2.80 

0.0015 

0.0019 

23.23 

70 

46.77 

20.00 

9.35 

0.0200 

1.3845 

23.23 

140 

116.77 

5.00 

5.84 

0.0015 

0.0010 

18.59 

80 

61.41 

5.00 

3.07 

0.0015 

0.0094 

17.20 

100 

82.80 

40.00 

33.12 

0.0150 

8.2295 

17.20 

80 

62.80 

5.00 

3.14 

0.0015 

0.0003 

17.20 

100 

82.80 

35.00 

28.98 

0.0150 

0.3216 

28.68 

70 

41.32 

20.00 

8.26 

0.0200 

1.3002 

23.53 

70 

46.47 

20.00 

9.29 

0.0200 

0.1970 

23.53 

140 

116.47 

5.00 

5.82 

0.0015 

0.0134 

23.75 

140 

116.25 

5.00 

5.81 

0.0015 

0.0052 

24.47 

60 

35.53 

20.00 

7.11 

0.0250 

0.3332 

16.82 

60 

43.18 

20.00 

8.64 

0.0250 

0.5024 

16.82 

80 

63.18 

5.00 

3.16 

0.0015 

0.0191 

22.22 

100 

77.78 

40.00 

31.11 

0.0150 

2.7273 

22.22 

100 

77.78 

35.00 

27.22 

0.0150 

3.4244 

30.65 

70 

39.35 

20.00 

7.87 

0.0200 

0.1641 

18.31 

60 

41.69 

20.00 

8.34 

0.0250 

1.6041 

18.31 

80 

61.69 

5.00 

3.08 

0.0015 

0.0052 

18.31 

65 

46.69 

15.00 

7.00 

0.0200 

0.0000 

23.74 

100 

76.26 

40.00 

30.50 

0.0150 

0.2185 

23.74 

140 

116.26 

5.00 

5.81 

0.0015 

0.0028 

32.00 

70 

38.00 

20.00 

7.60 

0.0200 

1.5161 

32.00 

140 

108.00 

5.00 

5.40 

0.0015 

0.0018 

48.49 

60 

11.51 

20.00 

2.30 

0.0250 

0.1921 

39.86 

60 

20.14 

20.00 

4.03 

0.0250 

0.4795 

18.17 

80 

61.83 

5.00 

3.09 

0.0015 

0.1215 

18.17 

80 

61.83 

5.00 

3.09 

0.0015 

0.0075 

14.86 

60 

45.15 

20.00 

9.03 

0.0250 

0.5821 

14.86 

80 

65.15 

5.00 

3.26 

0.0015 

0.0001 

34.91 

70 

35.09 

20.00 

7.02 

0.0200 

0.3801 



















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Gneisses(B.G.C.) 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Gneisses(B.G.C) 


Gneisses(B.G.C) 


Gneisses(B.G.C.) 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Gneisses(B.G.C) 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Gneisses(B.G.C) 


Older Alluvium 


Older Alluvium 


Gneisses(B.G.C) 


Phyllite & Schist 


Older Alluvium 


Gneisses(B.G.C.) 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Gneisses(B.G.C.) 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Gneisses(B.G.C) 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

31.38 

80 

48.62 

5.00 

2.43 

0.0015 

0.0074 

31.38 

80 

48.62 

5.00 

2.43 

0.0015 

0.0263 

20.57 

60 

39.43 

20.00 

7.89 

0.0250 

1.3539 

17.16 

60 

42.84 

20.00 

8.57 

0.0250 

0.9824 

17.16 

80 

62.84 

5.00 

3.14 

0.0015 

0.0021 

28.11 

70 

41.89 

20.00 

8.38 

0.0200 

0.1094 

20.56 

80 

59.44 

5.00 

2.97 

0.0015 

0.0739 

18.52 

80 

61.48 

5.00 

3.07 

0.0015 

0.0190 

18.55 

80 

61.45 

5.00 

3.07 

0.0015 

0.0341 

12.23 

60 

47.77 

20.00 

9.55 

0.0250 

0.0457 

12.23 

80 

67.77 

5.00 

3.39 

0.0015 

0.0410 

19.01 

70 

50.99 

20.00 

10.20 

0.0200 

7.2732 

19.01 

90 

70.99 

5.00 

3.55 

0.0015 

0.0121 

19.01 

65 

45.99 

15.00 

6.90 

0.0200 

0.0000 

18.15 

80 

61.85 

5.00 

3.09 

0.0015 

0.0000 

18.15 

60 

41.85 

20.00 

8.37 

0.0250 

1.4437 

18.15 

80 

61.85 

5.00 

3.09 

0.0015 

0.0191 

12.80 

60 

47.20 

20.00 

9.44 

0.0250 

0.7504 

18.17 

80 

61.83 

4.00 

2.47 

0.0015 

0.0094 

22.64 

100 

77.36 

40.00 

30.95 

0.0150 

3.8069 

22.64 

100 

77.36 

35.00 

27.08 

0.0150 

19.7085 

13.33 

80 

66.67 

5.00 

3.33 

0.0015 

0.0082 

13.33 

80 

66.67 

5.00 

3.33 

0.0015 

0.0030 

27.17 

70 

42.83 

20.00 

8.57 

0.0200 

0.6762 

23.81 

80 

56.19 

5.00 

2.81 

0.0015 

0.0500 

23.81 

80 

56.19 

5.00 

2.81 

0.0015 

0.0153 

15.94 

60 

44.06 

20.00 

8.81 

0.0250 

0.0182 

15.94 

80 

64.06 

5.00 

3.20 

0.0015 

0.0115 

18.48 

80 

61.52 

5.00 

3.08 

0.0015 

0.0158 

32.01 

70 

37.99 

20.00 

7.60 

0.0200 

1.7875 

28.88 

60 

31.12 

20.00 

6.22 

0.0250 

1.5502 

34.29 

70 

35.71 

20.00 

7.14 

0.0200 

0.8065 

31.34 

70 

38.66 

20.00 

7.73 

0.0200 

0.9602 

25.60 

70 

44.40 

20.00 

8.88 

0.0200 

0.3933 

17.60 

60 

42.40 

20.00 

8.48 

0.0250 

0.0049 

17.60 

80 

62.40 

5.00 

3.12 

0.0015 

0.0256 

34.75 

60 

25.25 

20.00 

5.05 

0.0250 

1.2030 

40.98 

70 

29.02 

20.00 

5.80 

0.0200 

0.4429 

27.22 

60 

32.78 

20.00 

6.56 

0.0250 

0.4802 

15.82 

70 

54.18 

20.00 

10.84 

0.0200 

3.0188 

29.12 

60 

30.88 

20.00 

6.18 

0.0250 

0.6021 

17.48 

60 

42.52 

20.00 

8.50 

0.0250 

0.2260 

17.48 

80 

62.52 

5.00 

3.13 

0.0015 

0.0243 

17.48 

65 

47.52 

15.00 

7.13 

0.0200 

0.0036 

17.48 

65 

47.52 

5.00 

2.38 

0.0015 

0.0077 

31.32 

70 

38.68 

20.00 

7.74 

0.0200 

0.0686 

25.57 

60 

34.43 

20.00 

6.89 

0.0250 

0.3941 

18.38 

80 

61.62 

5.00 

3.08 

0.0015 

0.0157 

18.38 

60 

41.62 

20.00 

8.32 

0.0250 

0.0449 

18.38 

80 

61.62 

5.00 

3.08 

0.0015 

0.0063 

22.60 

70 

47.40 

20.00 

9.48 

0.0200 

0.4316 

10.57 

80 

69.43 

5.00 

3.47 

0.0015 

0.0052 

9.10 

60 

50.90 

20.00 

10.18 

0.0250 

0.2027 

9.10 

80 

70.90 

5.00 

3.54 

0.0015 

0.0106 

15.91 

60 

44.09 

20.00 

8.82 

0.0250 

2.0935 














































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Gneisses(B.G.C) 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Gneisses(B.G.C) 


Older Alluvium 


Gneisses(B.G.C.) 


Older Alluvium 


Gneisses(B.G.C) 


Older Alluvium 


Older Alluvium 


Quartzite 


Gneisses(B.G.C) 


Phyllite & Schist 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Older Alluvium 


Quartzite 


Phyllite & Schist 


Quartzite 


Phyllite & Schist 


Older Alluvium 


Phyllite & Schist 


Quartzite 


Older Alluvium 


Phyllite & Schist 


Quartzite 


Phyllite & Schist 


Quartzite 


Older Alluvium 


Phyllite & Schist 


Quartzite 


Older Alluvium 


Phyllite & Schist 


Quartzite 


Older Alluvium 


Phyllite & Schist 


Quartzite 


Older Alluvium 


Quartzite 


Older Alluvium 


Older Alluvium 


Phyllite & Schist 


Quartzite 


Older Alluvium 


Quartzite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

15.91 

80 

64.09 

5.00 

3.20 

0.0015 

0.0261 

23.92 

60 

36.08 

20.00 

7.22 

0.0250 

0.0278 

37.55 

70 

32.45 

20.00 

6.49 

0.0200 

0.4982 

16.88 

80 

63.12 

5.00 

3.16 

0.0015 

0.0010 

16.88 

80 

63.12 

5.00 

3.16 

0.0015 

0.0356 

25.05 

70 

44.95 

20.00 

8.99 

0.0200 

0.0021 

16.64 

60 

43.36 

10.00 

4.34 

0.0015 

0.0035 

16.64 

90 

73.36 

5.00 

3.67 

0.0015 

0.0020 

16.64 

60 

43.36 

10.00 

4.34 

0.0015 

0.0000 

16.64 

90 

73.36 

5.00 

3.67 

0.0015 

0.0000 

18.78 

80 

61.22 

5.00 

3.06 

0.0015 

0.0163 

18.78 

60 

41.22 

20.00 

8.24 

0.0250 

0.6539 

18.23 

80 

61.77 

5.00 

3.09 

0.0015 

0.0067 

48.03 

60 

11.97 

20.00 

2.39 

0.0250 

0.4140 

22.72 

80 

57.28 

4.00 

2.29 

0.0015 

0.0004 

17.26 

70 

52.74 

20.00 

10.55 

0.0200 

1.1119 

23.15 

70 

46.85 

20.00 

9.37 

0.0200 

1.7097 

23.15 

140 

116.85 

5.00 

5.84 

0.0015 

0.0043 

32.95 

80 

47.05 

4.00 

1.88 

0.0015 

0.0128 

32.95 

90 

57.05 

5.00 

2.85 

0.0015 

0.0253 

22.53 

70 

47.47 

20.00 

9.49 

0.0200 

1.5360 

17.31 

60 

42.69 

10.00 

4.27 

0.0015 

0.0309 

17.31 

90 

72.69 

5.00 

3.63 

0.0015 

0.0388 

17.31 

60 

42.69 

10.00 

4.27 

0.0015 

0.0008 

17.31 

90 

72.69 

5.00 

3.63 

0.0015 

0.0004 

20.53 

100 

79.47 

35.00 

27.81 

0.0150 

3.6805 

20.53 

120 

99.47 

5.00 

4.97 

0.0015 

0.0002 

17.34 

90 

72.66 

5.00 

3.63 

0.0015 

0.0269 

17.34 

80 

62.66 

5.00 

3.13 

0.0015 

0.0008 

17.34 

90 

72.66 

5.00 

3.63 

0.0015 

0.0561 

14.92 

100 

85.08 

40.00 

34.03 

0.0150 

0.0783 

14.92 

70 

55.08 

5.00 

2.75 

0.0015 

0.0123 

14.92 

140 

125.08 

5.00 

6.25 

0.0015 

0.0023 

14.92 

100 

85.08 

40.00 

34.03 

0.0150 

0.2336 

14.92 

70 

55.08 

5.00 

2.75 

0.0015 

0.0006 

14.92 

140 

125.08 

5.00 

6.25 

0.0015 

0.0036 

23.50 

70 

46.50 

5.00 

2.33 

0.0015 

0.0094 

23.50 

140 

116.50 

5.00 

5.83 

0.0015 

0.0002 

16.68 

60 

43.32 

10.00 

4.33 

0.0015 

0.0000 

16.68 

90 

73.32 

5.00 

3.67 

0.0015 

0.0008 

16.68 

80 

63.32 

5.00 

3.17 

0.0015 

0.0006 

16.68 

60 

43.32 

10.00 

4.33 

0.0015 

0.0265 

16.68 

90 

73.32 

5.00 

3.67 

0.0015 

0.0221 

16.68 

80 

63.32 

5.00 

3.17 

0.0015 

0.0008 

18.07 

100 

81.93 

40.00 

32.77 

0.0150 

0.1622 

18.07 

80 

61.93 

5.00 

3.10 

0.0015 

0.0005 

18.07 

140 

121.93 

5.00 

6.10 

0.0015 

0.0073 

18.07 

100 

81.93 

35.00 

28.67 

0.0150 

2.8151 

18.07 

120 

101.93 

5.00 

5.10 

0.0015 

0.0009 

21.14 

100 

78.86 

40.00 

31.54 

0.0150 

0.0019 

15.80 

100 

84.20 

40.00 

33.68 

0.0150 

0.1198 

15.80 

80 

64.20 

5.00 

3.21 

0.0015 

0.0115 

15.80 

140 

124.20 

5.00 

6.21 

0.0015 

0.0131 

15.80 

100 

84.20 

35.00 

29.47 

0.0150 

0.1359 

15.80 

120 

104.20 

5.00 

5.21 

0.0015 

0.0033 




















































































































































































































































































































































































































































































































































































































































































Village Name 


Census Code 



ential 

one 

rea. 


0.00 

0.00 

7.64 

11.20 

0.22 

0.02 

10.78 

4.80 

6.55 

1.20 

0.37 

2.89 

0.48 

6.12 

0.56 

1.03 

0.67 

10.09 

3.11 

0.09 

0.14 

1.28 

20.93 

0.16 

3.85 

8.30 
9.01 

48.17 

5.93 

15.90 

5.93 

0.04 

1.31 
0.01 
2.92 
2.84 

2.32 
0.01 
0.79 
0.55 
0.01 
0.00 
2.24 
1.10 
0.11 
0.17 
3.69 

11.77 

0.00 

0.30 

4.42 

0.61 

4.31 

0.11 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

16.49 

60 

43.51 

10.00 

4.35 

0.0015 

0.0000 

16.49 

90 

73.51 

5.00 

3.68 

0.0015 

0.0000 

16.49 

60 

43.51 

10.00 

4.35 

0.0015 

0.0498 

16.49 

90 

73.51 

5.00 

3.68 

0.0015 

0.0617 

12.86 

70 

57.14 

5.00 

2.86 

0.0015 

0.0009 

12.86 

140 

127.14 

5.00 

6.36 

0.0015 

0.0002 

25.06 

100 

74.94 

40.00 

29.98 

0.0150 

4.8485 

22.91 

90 

67.09 

5.00 

3.35 

0.0015 

0.0242 

22.91 

90 

67.09 

5.00 

3.35 

0.0015 

0.0329 

26.17 

90 

63.83 

5.00 

3.19 

0.0015 

0.0057 

26.17 

90 

63.83 

5.00 

3.19 

0.0015 

0.0018 

17.20 

100 

82.80 

40.00 

33.12 

0.0150 

1.4349 

17.20 

100 

82.80 

35.00 

28.98 

0.0150 

0.2086 

22.18 

100 

77.82 

40.00 

31.13 

0.0150 

2.8593 

22.18 

100 

77.82 

35.00 

27.24 

0.0150 

0.2295 

24.92 

90 

65.08 

5.00 

3.25 

0.0015 

0.0050 

24.34 

90 

65.66 

5.00 

3.28 

0.0015 

0.0033 

24.34 

90 

65.66 

5.00 

3.28 

0.0015 

0.0497 

33.09 

100 

66.91 

40.00 

26.76 

0.0150 

1.2484 

18.98 

100 

81.02 

40.00 

32.41 

0.0150 

0.0444 

18.98 

80 

61.02 

5.00 

3.05 

0.0015 

0.0006 

18.98 

140 

121.02 

5.00 

6.05 

0.0015 

0.0116 

23.55 

100 

76.45 

40.00 

30.58 

0.0150 

9.6015 

23.55 

140 

116.45 

5.00 

5.82 

0.0015 

0.0014 

22.01 

100 

77.99 

40.00 

31.19 

0.0150 

1.7992 

22.01 

100 

77.99 

35.00 

27.30 

0.0150 

3.3975 

22.64 

100 

77.36 

40.00 

30.95 

0.0150 

4.1812 

22.64 

100 

77.36 

35.00 

27.08 

0.0150 

19.5648 

15.62 

90 

74.38 

5.00 

3.72 

0.0015 

0.0331 

15.62 

90 

74.38 

5.00 

3.72 

0.0015 

0.0887 

21.15 

100 

78.85 

40.00 

31.54 

0.0150 

2.8067 

21.15 

80 

58.85 

5.00 

2.94 

0.0015 

0.0002 

21.15 

140 

118.85 

5.00 

5.94 

0.0015 

0.0117 

21.15 

100 

78.85 

35.00 

27.60 

0.0150 

0.0037 

44.92 

100 

55.08 

40.00 

22.03 

0.0150 

0.9664 

44.92 

140 

95.08 

5.00 

4.75 

0.0015 

0.0203 

36.63 

70 

33.37 

5.00 

1.67 

0.0015 

0.0058 

20.42 

70 

49.58 

5.00 

2.48 

0.0015 

0.0000 

20.42 

140 

119.58 

5.00 

5.98 

0.0015 

0.0071 

20.20 

100 

79.80 

40.00 

31.92 

0.0150 

0.2643 

20.20 

80 

59.80 

5.00 

2.99 

0.0015 

0.0000 

20.20 

140 

119.80 

5.00 

5.99 

0.0015 

0.0000 

20.20 

100 

79.80 

35.00 

27.93 

0.0150 

0.9394 

20.20 

120 

99.80 

5.00 

4.99 

0.0015 

0.0083 

20.08 

100 

79.92 

40.00 

31.97 

0.0150 

0.0542 

20.08 

80 

59.92 

5.00 

3.00 

0.0015 

0.0007 

16.64 

60 

43.36 

10.00 

4.34 

0.0015 

0.0240 

16.64 

90 

73.36 

5.00 

3.67 

0.0015 

0.0647 

16.64 

60 

43.36 

10.00 

4.34 

0.0015 

0.0000 

26.87 

90 

63.13 

5.00 

3.16 

0.0015 

0.0014 

21.73 

100 

78.27 

40.00 

31.31 

0.0150 

2.0753 

21.73 

140 

118.27 

5.00 

5.91 

0.0015 

0.0054 

21.73 

100 

78.27 

35.00 

27.40 

0.0150 

1.7696 

21.73 

120 

98.27 

5.00 

4.91 

0.0015 

0.0008 


























































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Village Name 


Census Code 



Hydrogeological Unit 


1 : Sukli 



Depth to 
Water Level, 
m bgl (Pre 
Monsoon 
2010 ) 


Average 
Depth to 
Basement 
Rock, m bgl 


Utilizable 
Saturated Percent of 
Thickness, Saturated 
m Thickness, 


Utilizable Average Static 

Saturated Specific Groundwater 
Thickness, Yield of Resources, 

m Acquifer Mm 3 


Phyllite & Schist 

0.05 

26.08 

100 

73.92 

5.00 

3.70 

0.0015 

0.0003 

Phyllite & Schist 

3.00 

27.50 

100 

72.50 

5.00 

3.62 

0.0015 

0.0163 

Phyllite & Schist 

13.09 

26.50 

100 

73.50 

5.00 

3.68 

0.0015 

0.0722 

Phyllite & Schist 

9.11 

25.86 

100 

74.14 

5.00 

3.71 

0.0015 

0.0506 

Phyllite & Schist 

4.75 

27.24 

100 

72.76 

5.00 

3.64 

0.0015 

0.0259 

Jalore Granite 

4.76 

15.61 

100 

84.39 

5.00 

4.22 

0.0015 

0.0301 

Phyllite & Schist 

0.58 

15.61 

100 

84.39 

5.00 

4.22 

0.0015 

0.0037 

Jalore Granite 

0.75 

15.57 

100 

84.43 

5.00 

4.22 

0.0015 

0.0048 

Phyllite & Schist 

0.75 

15.57 

100 

84.43 

5.00 

4.22 

0.0015 

0.0048 

Jalore Granite 

1.34 

24.91 

100 

75.09 

5.00 

3.75 

0.0015 

0.0076 

Phyllite & Schist 

0.46 

24.91 

100 

75.09 

5.00 

3.75 

0.0015 

0.0026 

Jalore Granite 

17.52 

16.28 

100 

83.72 

5.00 

4.19 

0.0015 

0.1100 

Phyllite & Schist 

1.86 

16.28 

100 

83.72 

5.00 

4.19 

0.0015 

0.0117 

Phyllite & Schist 

3.59 

24.38 

100 

75.62 

5.00 

3.78 

0.0015 

0.0203 

Jalore Granite 

16.55 

20.22 

100 

79.78 

5.00 

3.99 

0.0015 

0.0990 

Jalore Granite 

2.33 

18.93 

100 

81.07 

5.00 

4.05 

0.0015 

0.0142 

Phyllite & Schist 

4.47 

18.93 

100 

81.07 

5.00 

4.05 

0.0015 

0.0272 

Jalore Granite 

0.62 

23.77 

100 

76.23 

5.00 

3.81 

0.0015 

0.0035 

Jalore Granite 

1.00 

24.01 

100 

75.99 

5.00 

3.80 

0.0015 

0.0057 

Jalore Granite 

1.51 

22.39 

100 

77.61 

5.00 

3.88 

0.0015 

0.0088 

Jalore Granite 

0.02 

20.12 

100 

79.88 

5.00 

3.99 

0.0015 

0.0001 

Jalore Granite 

0.00 

14.71 

100 

85.29 

5.00 

4.26 

0.0015 

0.0000 

Phyllite & Schist 

0.01 

14.71 

100 

85.29 

5.00 

4.26 

0.0015 

0.0000 

Jalore Granite 

0.40 

22.49 

100 

77.51 

5.00 

3.88 

0.0015 

0.0023 

Jalore Granite 

1.52 

24.91 

100 

75.09 

5.00 

3.75 

0.0015 

0.0086 

Phyllite & Schist 

2.16 

24.91 

100 

75.09 

5.00 

3.75 

0.0015 

0.0121 

Phyllite & Schist 

0.12 

29.55 

100 

70.45 

5.00 

3.52 

0.0015 

0.0006 

Phyllite & Schist 

0.01 

25.25 

100 

74.75 

5.00 

3.74 

0.0015 

0.0000 

Jalore Granite 

1.97 

19.76 

100 

80.24 

5.00 

4.01 

0.0015 

0.0119 

Phyllite & Schist 

0.76 

19.76 

100 

80.24 

5.00 

4.01 

0.0015 

0.0046 

Phyllite & Schist 

5.02 

24.38 

100 

75.62 

5.00 

3.78 

0.0015 

0.0285 

Jalore Granite 

0.12 

22.73 

100 

77.27 

5.00 

3.86 

0.0015 

0.0007 

Phyllite & Schist 

0.33 

22.73 

100 

77.27 

5.00 

3.86 

0.0015 

0.0019 

Phyllite & Schist 

0.00 

18.93 

100 

81.07 

5.00 

4.05 

0.0015 

0.0000 

Jalore Granite 

23.39 

23.77 

100 

76.23 

5.00 

3.81 

0.0015 

0.1338 

Jalore Granite 

0.09 

27.79 

100 

72.21 

5.00 

3.61 

0.0015 

0.0005 

Phyllite & Schist 

6.54 

27.79 

100 

72.21 

5.00 

3.61 

0.0015 

0.0354 

Jalore Granite 

0.06 

28.78 

100 

71.22 

5.00 

3.56 

0.0015 

0.0003 

Phyllite & Schist 

1.41 

28.78 

100 

71.22 

5.00 

3.56 

0.0015 

0.0075 

Jalore Granite 

0.03 

20.84 

100 

79.16 

5.00 

3.96 

0.0015 

0.0002 

Jalore Granite 

3.87 

27.01 

100 

72.99 

5.00 

3.65 

0.0015 

0.0212 

Jalore Granite 

0.00 

18.33 

100 

81.67 

5.00 

4.08 

0.0015 

0.0000 

Younger Alluvium 

0.00 

18.33 

100 

81.67 

15.00 

12.25 

0.0015 

0.0000 

Jalore Granite 

0.99 

20.20 

100 

79.80 

5.00 

3.99 

0.0015 

0.0059 

Phyllite & Schist 

0.09 

20.20 

100 

79.80 

5.00 

3.99 

0.0015 

0.0006 

Jalore Granite 

3.32 

23.31 

100 

76.69 

5.00 

3.83 

0.0015 

0.0191 

Jalore Granite 

8.21 

25.81 

100 

74.19 

5.00 

3.71 

0.0015 

0.0457 

Jalore Granite 

0.18 

22.39 

100 

77.61 

5.00 

3.88 

0.0015 

0.0010 

Phyllite & Schist 

1.18 

26.17 

100 

73.83 

5.00 

3.69 

0.0015 

0.0065 

Jalore Granite 

2.45 

23.25 

100 

76.75 

5.00 

3.84 

0.0015 

0.0141 

Phyllite & Schist 

0.92 

23.25 

100 

76.75 

5.00 

3.84 

0.0015 

0.0053 

Jalore Granite 

3.04 

23.47 

100 

76.53 

5.00 

3.83 

0.0015 

0.0175 

Phyllite & Schist 

0.48 

23.47 

100 

76.53 

5.00 

3.83 

0.0015 

0.0027 

Jalore Granite 

0.02 

25.03 

100 

74.97 

5.00 

3.75 

0.0015 

0.0001 













































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite & Schist 


Phyllite & Schist 


Jalore Granite 


Younger Alluvium 


Jalore Granite 


Phyllite & Schist 


Jalore Granite 


Phyllite & Schist 


Jalore Granite 


Jalore Granite 


Phyllite & Schist 


Jalore Granite 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Jalore Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

25.03 

100 

74.97 

5.00 

3.75 

0.0015 

0.0150 

25.03 

100 

74.97 

5.00 

3.75 

0.0015 

0.0001 

20.82 

100 

79.18 

5.00 

3.96 

0.0015 

0.0623 

20.82 

100 

79.18 

15.00 

11.88 

0.0015 

0.0001 

22.49 

100 

77.51 

5.00 

3.88 

0.0015 

0.0441 

26.75 

100 

73.25 

5.00 

3.66 

0.0015 

0.0112 

27.81 

100 

72.19 

5.00 

3.61 

0.0015 

0.0346 

27.81 

100 

72.19 

5.00 

3.61 

0.0015 

0.0069 

20.78 

100 

79.22 

5.00 

3.96 

0.0015 

0.0287 

24.65 

100 

75.35 

5.00 

3.77 

0.0015 

0.0003 

24.65 

100 

75.35 

5.00 

3.77 

0.0015 

0.0218 

26.32 

100 

73.68 

5.00 

3.68 

0.0015 

0.0403 

26.32 

100 

73.68 

5.00 

3.68 

0.0015 

0.0190 

26.32 

100 

73.68 

5.00 

3.68 

0.0015 

0.0000 

15.61 

100 

84.39 

5.00 

4.22 

0.0015 

0.0000 

17.18 

100 

82.82 

5.00 

4.14 

0.0015 

0.0881 

23.97 

100 

76.03 

5.00 

3.80 

0.0015 

0.0011 

20.44 

100 

79.56 

5.00 

3.98 

0.0015 

0.0798 

20.44 

100 

79.56 

5.00 

3.98 

0.0015 

0.0074 

15.57 

100 

84.43 

5.00 

4.22 

0.0015 

0.0078 

17.63 

100 

82.37 

5.00 

4.12 

0.0015 

0.0288 

20.14 

100 

79.86 

5.00 

3.99 

0.0015 

0.0667 

20.47 

100 

79.53 

5.00 

3.98 

0.0015 

0.0144 

29.55 

100 

70.45 

5.00 

3.52 

0.0015 

0.0208 

25.25 

100 

74.75 

5.00 

3.74 

0.0015 

0.0535 

24.38 

100 

75.62 

5.00 

3.78 

0.0015 

0.0012 

19.14 

100 

80.86 

5.00 

4.04 

0.0015 

0.0014 

19.14 

100 

80.86 

5.00 

4.04 

0.0015 

0.0331 

18.52 

100 

81.48 

5.00 

4.07 

0.0015 

0.0101 

19.96 

100 

80.04 

5.00 

4.00 

0.0015 

0.0068 

19.96 

100 

80.04 

5.00 

4.00 

0.0015 

0.0223 

24.89 

100 

75.11 

5.00 

3.76 

0.0015 

0.0423 

18.93 

100 

81.07 

5.00 

4.05 

0.0015 

0.0063 

17.86 

100 

82.14 

5.00 

4.11 

0.0015 

0.0304 

19.23 

100 

80.77 

5.00 

4.04 

0.0015 

0.0294 

19.23 

100 

80.77 

5.00 

4.04 

0.0015 

0.0539 

21.23 

100 

78.77 

5.00 

3.94 

0.0015 

0.0324 

23.70 

100 

76.30 

5.00 

3.82 

0.0015 

0.0118 

23.70 

100 

76.30 

5.00 

3.82 

0.0015 

0.0270 

15.62 

100 

84.38 

5.00 

4.22 

0.0015 

0.0242 

20.68 

100 

79.32 

5.00 

3.97 

0.0015 

0.0257 

20.28 

100 

79.72 

5.00 

3.99 

0.0015 

0.0441 

20.28 

100 

79.72 

5.00 

3.99 

0.0015 

0.0446 

18.72 

100 

81.28 

5.00 

4.06 

0.0015 

0.0000 

26.17 

100 

73.83 

5.00 

3.69 

0.0015 

0.0086 

26.17 

100 

73.83 

5.00 

3.69 

0.0015 

0.0825 

17.19 

100 

82.81 

5.00 

4.14 

0.0015 

0.0173 

14.71 

100 

85.29 

5.00 

4.26 

0.0015 

0.0012 

14.71 

100 

85.29 

5.00 

4.26 

0.0015 

0.0532 

16.29 

100 

83.71 

5.00 

4.19 

0.0015 

0.0481 

16.29 

100 

83.71 

5.00 

4.19 

0.0015 

0.0744 

26.75 

100 

73.25 

5.00 

3.66 

0.0015 

0.0123 

19.39 

100 

80.62 

5.00 

4.03 

0.0015 

0.0071 

18.59 

100 

81.41 

5.00 

4.07 

0.0015 

0.0009 

19.83 

100 

80.17 

5.00 

4.01 

0.0015 

0.0226 



















































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

19.83 

100 

80.17 

5.00 

4.01 

0.0015 

0.0176 

14.42 

100 

85.58 

5.00 

4.28 

0.0015 

0.0008 

19.81 

100 

80.19 

5.00 

4.01 

0.0015 

0.0113 

17.87 

100 

82.13 

5.00 

4.11 

0.0015 

0.0029 

17.87 

100 

82.13 

5.00 

4.11 

0.0015 

0.0007 

20.47 

100 

79.53 

5.00 

3.98 

0.0015 

0.0228 

17.99 

100 

82.01 

5.00 

4.10 

0.0015 

0.0096 

15.13 

100 

84.87 

5.00 

4.24 

0.0015 

0.0013 

20.03 

100 

79.97 

5.00 

4.00 

0.0015 

0.0068 

23.97 

100 

76.03 

5.00 

3.80 

0.0015 

0.0092 

23.97 

100 

76.03 

5.00 

3.80 

0.0015 

0.0750 

23.97 

100 

76.03 

5.00 

3.80 

0.0015 

0.0026 

16.31 

100 

83.69 

5.00 

4.18 

0.0015 

0.0302 

20.47 

100 

79.53 

5.00 

3.98 

0.0015 

0.0007 

22.77 

100 

77.23 

5.00 

3.86 

0.0015 

0.0023 

22.77 

100 

77.23 

5.00 

3.86 

0.0015 

0.0267 

25.21 

100 

74.79 

5.00 

3.74 

0.0015 

0.0069 

25.21 

100 

74.79 

5.00 

3.74 

0.0015 

0.0116 

29.55 

100 

70.45 

5.00 

3.52 

0.0015 

0.0005 

24.69 

100 

75.31 

5.00 

3.77 

0.0015 

0.0104 

24.69 

100 

75.31 

5.00 

3.77 

0.0015 

0.0223 

24.96 

100 

75.04 

5.00 

3.75 

0.0015 

0.0005 

24.96 

100 

75.04 

5.00 

3.75 

0.0015 

0.0259 

19.14 

100 

80.86 

5.00 

4.04 

0.0015 

0.0095 

23.52 

100 

76.48 

5.00 

3.82 

0.0015 

0.0532 

23.52 

100 

76.48 

5.00 

3.82 

0.0015 

0.0154 

24.89 

100 

75.11 

5.00 

3.76 

0.0015 

0.0108 

24.89 

100 

75.11 

5.00 

3.76 

0.0015 

0.0127 

27.79 

100 

72.21 

5.00 

3.61 

0.0015 

0.0001 

24.36 

100 

75.64 

5.00 

3.78 

0.0015 

0.0007 

24.36 

100 

75.64 

5.00 

3.78 

0.0015 

0.0008 

21.23 

100 

78.77 

5.00 

3.94 

0.0015 

0.0011 

9.10 

100 

90.90 

5.00 

4.55 

0.0015 

0.0066 

26.75 

100 

73.25 

5.00 

3.66 

0.0015 

0.0371 

26.75 

100 

73.25 

5.00 

3.66 

0.0015 

0.0126 

23.71 

100 

76.29 

5.00 

3.81 

0.0015 

0.0002 

23.71 

100 

76.29 

5.00 

3.81 

0.0015 

0.0097 

18.59 

100 

81.41 

5.00 

4.07 

0.0015 

0.0225 

18.59 

100 

81.41 

5.00 

4.07 

0.0015 

0.0063 

21.12 

100 

78.88 

5.00 

3.94 

0.0015 

0.0167 

21.12 

100 

78.88 

5.00 

3.94 

0.0015 

0.0004 

24.65 

100 

75.35 

5.00 

3.77 

0.0015 

0.0010 

24.65 

100 

75.35 

5.00 

3.77 

0.0015 

0.0002 

28.60 

100 

71.40 

5.00 

3.57 

0.0015 

0.0133 

27.90 

100 

72.10 

5.00 

3.61 

0.0015 

0.0048 

20.54 

100 

79.46 

5.00 

3.97 

0.0015 

0.0007 

22.94 

100 

77.06 

5.00 

3.85 

0.0015 

0.0125 

27.49 

100 

72.51 

5.00 

3.63 

0.0015 

0.0001 

27.49 

100 

72.51 

5.00 

3.63 

0.0015 

0.0000 

16.31 

100 

83.69 

5.00 

4.18 

0.0015 

0.0333 

22.77 

100 

77.23 

5.00 

3.86 

0.0015 

0.0113 

20.48 

100 

79.52 

5.00 

3.98 

0.0015 

0.0037 

25.21 

100 

74.79 

5.00 

3.74 

0.0015 

0.0054 

25.21 

100 

74.79 

5.00 

3.74 

0.0015 

0.0048 

24.69 

100 

75.31 

5.00 

3.77 

0.0015 

0.0103 












































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

24.69 

100 

75.31 

5.00 

3.77 

0.0015 

0.0061 

19.80 

100 

80.20 

5.00 

4.01 

0.0015 

0.0087 

19.80 

100 

80.20 

5.00 

4.01 

0.0015 

0.0258 

24.01 

100 

76.00 

5.00 

3.80 

0.0015 

0.0322 

24.01 

100 

76.00 

5.00 

3.80 

0.0015 

0.0070 

25.37 

100 

74.63 

5.00 

3.73 

0.0015 

0.0382 

25.37 

100 

74.63 

5.00 

3.73 

0.0015 

0.0201 

25.37 

100 

74.63 

5.00 

3.73 

0.0015 

0.0021 

27.19 

100 

72.81 

5.00 

3.64 

0.0015 

0.0015 

28.18 

100 

71.82 

5.00 

3.59 

0.0015 

0.0042 

28.18 

100 

71.82 

5.00 

3.59 

0.0015 

0.0240 

18.64 

100 

81.36 

5.00 

4.07 

0.0015 

0.0000 

21.23 

100 

78.77 

5.00 

3.94 

0.0015 

0.0161 

21.23 

100 

78.77 

5.00 

3.94 

0.0015 

0.0000 

28.69 

100 

71.31 

5.00 

3.57 

0.0015 

0.0013 

28.69 

100 

71.31 

5.00 

3.57 

0.0015 

0.0116 

26.26 

100 

73.74 

5.00 

3.69 

0.0015 

0.0016 

26.26 

100 

73.74 

5.00 

3.69 

0.0015 

0.0057 

26.26 

100 

73.74 

5.00 

3.69 

0.0015 

0.0219 

24.36 

100 

75.64 

5.00 

3.78 

0.0015 

0.0038 

24.36 

100 

75.64 

5.00 

3.78 

0.0015 

0.0351 

27.83 

100 

72.17 

5.00 

3.61 

0.0015 

0.0042 

27.83 

100 

72.17 

5.00 

3.61 

0.0015 

0.0221 

28.32 

100 

71.68 

5.00 

3.58 

0.0015 

0.0071 

28.32 

100 

71.68 

5.00 

3.58 

0.0015 

0.0136 

21.35 

100 

78.65 

5.00 

3.93 

0.0015 

0.0332 

28.42 

100 

71.58 

5.00 

3.58 

0.0015 

0.0025 

28.42 

100 

71.58 

5.00 

3.58 

0.0015 

0.0358 

22.74 

100 

77.26 

5.00 

3.86 

0.0015 

0.0119 

22.74 

100 

77.26 

5.00 

3.86 

0.0015 

0.0067 

25.13 

100 

74.87 

5.00 

3.74 

0.0015 

0.0106 

25.13 

100 

74.87 

5.00 

3.74 

0.0015 

0.0005 

27.93 

100 

72.07 

5.00 

3.60 

0.0015 

0.0129 

29.47 

100 

70.53 

5.00 

3.53 

0.0015 

0.0011 

29.47 

100 

70.53 

5.00 

3.53 

0.0015 

0.0156 

25.36 

100 

74.64 

5.00 

3.73 

0.0015 

0.0050 

25.03 

100 

74.97 

5.00 

3.75 

0.0015 

0.0063 

25.03 

100 

74.97 

5.00 

3.75 

0.0015 

0.0323 

23.71 

100 

76.29 

5.00 

3.81 

0.0015 

0.0019 

23.71 

100 

76.29 

5.00 

3.81 

0.0015 

0.0156 

24.49 

100 

75.51 

5.00 

3.78 

0.0015 

0.0215 

24.49 

100 

75.51 

5.00 

3.78 

0.0015 

0.0121 

24.49 

100 

75.51 

5.00 

3.78 

0.0015 

0.0042 

28.23 

100 

71.77 

5.00 

3.59 

0.0015 

0.0077 

28.23 

100 

71.77 

5.00 

3.59 

0.0015 

0.0021 

24.65 

100 

75.35 

5.00 

3.77 

0.0015 

0.0099 

24.65 

100 

75.35 

5.00 

3.77 

0.0015 

0.0000 

26.32 

100 

73.68 

5.00 

3.68 

0.0015 

0.0037 

27.90 

100 

72.10 

5.00 

3.61 

0.0015 

0.0214 

27.50 

100 

72.50 

5.00 

3.62 

0.0015 

0.1100 

27.01 

100 

72.99 

5.00 

3.65 

0.0015 

0.0263 

27.49 

100 

72.51 

5.00 

3.63 

0.0015 

0.0054 

27.49 

100 

72.51 

5.00 

3.63 

0.0015 

0.0003 

26.68 

100 

73.32 

5.00 

3.67 

0.0015 

0.0231 

20.48 

100 

79.52 

5.00 

3.98 

0.0015 

0.0010 




















































































































































































































































































































































































































































































































































































































































































































Makawal 

Marol 

Mooliya Khera 

Padar _ 

Padroo Khera 

Peepaliya 

Rampura Khera 

Reodar 

Salotra 

Varman 

Vidmiya 

Wasan 

Awaliya 

Badechi 

Bhatana 

Bheelra _ 

Derli _ 

Dheebri 

Fatepura 

Gundwara 

Jamtha 

Juadara 

Kotra Khera 


0819000502387400 

0819000502385900 

0819000502386700 

0819000502388300 

0819000502387700 

0819000502387200 

0819000502387300 

0819000502381900 

0819000502387100 

0819000502381300 

0819000502387000 

0819000502381500 

0819000502388200 

0819000502388100 

0819000502387900 

0819000502385100 

0819000502388000 

0819000502388400 

0819000502385000 

0819000502383900 

0819000502385500 

0819000502385300 

0819000502385400 


4.50 

8.00 

9.22 

14.85 

3.20 

3.00 

2.99 

10.18 

7.86 

8.45 

3.33 
14.02 

10.27 

7.17 

29.39 

1.57 

2.33 

13.41 

3.46 
6.81 
3.56 
1.44 

1.58 


Non-command 

Fresh Non-command 

Command 

Fresh Non-command 

Command 

Fresh Non-command 

Fresh Non-command 

Fresh Non-command 

Command 

Fresh Non-command 

Command 

Fresh Non-command 

Command 

Fresh Non-command 

Command 

Fresh Non-command 

Non-command 

Fresh Non-command 

Fresh Non-command 


Fresh Non-command 

Command 

Fresh Non-command 

Non-command 
Fresh Non-command 

Non-command 
Fresh Non-command 

Fresh Non-command 


Fresh Non-command 

Non-command 
Fresh Non-command 

Fresh Non-command 


Fresh Non-command 

Fresh Non-command 


Fresh 

Non-command 


Non-command 

Fresh 

Non-command 


Hydrogeological Unit 


Erinpura Granite 


Phyllite & Schist 


Jalore Granite 


Phyllite & Schist 


Jalore Granite 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Jalore Granite 


Phyllite & Schist 


Jalore Granite 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Jalore Granite 


Phyllite & Schist 


Younger Alluvium 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Jalore Granite 


Phyllite & Schist 


Jalore Granite 


Phyllite & Schist 


Phyllite & Schist 


Jalore Granite 


Jalore Granite 


Phyllite & Schist 


Phyllite & Schist 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Phyllite & Schist 


Jalore Granite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

19.80 

100 

80.20 

5.00 

4.01 

0.0015 

0.0013 

19.80 

100 

80.20 

5.00 

4.01 

0.0015 

0.0110 

25.04 

100 

74.96 

5.00 

3.75 

0.0015 

0.0001 

25.04 

100 

74.96 

5.00 

3.75 

0.0015 

0.0105 

22.73 

100 

77.27 

5.00 

3.86 

0.0015 

0.0163 

22.73 

100 

77.27 

5.00 

3.86 

0.0015 

0.0034 

27.19 

100 

72.81 

5.00 

3.64 

0.0015 

0.0256 

27.19 

100 

72.81 

5.00 

3.64 

0.0015 

0.0001 

27.43 

100 

72.57 

5.00 

3.63 

0.0015 

0.0426 

23.01 

100 

76.99 

5.00 

3.85 

0.0015 

0.0112 

23.01 

100 

76.99 

5.00 

3.85 

0.0015 

0.0003 

24.41 

100 

75.59 

5.00 

3.78 

0.0015 

0.0079 

24.41 

100 

75.59 

5.00 

3.78 

0.0015 

0.0166 

25.10 

100 

74.90 

5.00 

3.74 

0.0015 

0.0000 

28.78 

100 

71.22 

5.00 

3.56 

0.0015 

0.0056 

21.23 

100 

78.77 

5.00 

3.94 

0.0015 

0.0132 

24.34 

100 

75.66 

5.00 

3.78 

0.0015 

0.0000 

20.20 

100 

79.80 

5.00 

3.99 

0.0015 

0.0170 

20.20 

100 

79.80 

5.00 

3.99 

0.0015 

0.0001 

20.20 

100 

79.80 

15.00 

11.97 

0.0015 

0.0006 

26.11 

100 

73.89 

5.00 

3.69 

0.0015 

0.0158 

26.11 

100 

73.89 

5.00 

3.69 

0.0015 

0.0091 

27.83 

100 

72.17 

5.00 

3.61 

0.0015 

0.0032 

27.83 

100 

72.17 

5.00 

3.61 

0.0015 

0.0138 

21.35 

100 

78.65 

5.00 

3.93 

0.0015 

0.0001 

27.24 

100 

72.76 

5.00 

3.64 

0.0015 

0.0004 

26.69 

100 

73.31 

5.00 

3.67 

0.0015 

0.0060 

26.69 

100 

73.31 

5.00 

3.67 

0.0015 

0.0116 

25.13 

100 

74.87 

5.00 

3.74 

0.0015 

0.0048 

25.13 

100 

74.87 

5.00 

3.74 

0.0015 

0.0000 

25.36 

100 

74.64 

5.00 

3.73 

0.0015 

0.0007 

25.36 

100 

74.64 

5.00 

3.73 

0.0015 

0.0111 

25.03 

100 

74.97 

5.00 

3.75 

0.0015 

0.0011 

25.03 

100 

74.97 

5.00 

3.75 

0.0015 

0.0023 

21.51 

100 

78.49 

5.00 

3.92 

0.0015 

0.0149 

21.51 

100 

78.49 

5.00 

3.92 

0.0015 

0.0303 

27.81 

100 

72.19 

5.00 

3.61 

0.0015 

0.0019 

22.17 

100 

77.83 

5.00 

3.89 

0.0015 

0.0194 

26.32 

100 

73.68 

5.00 

3.68 

0.0015 

0.0142 

26.32 

100 

73.68 

5.00 

3.68 

0.0015 

0.0002 

26.08 

100 

73.92 

5.00 

3.70 

0.0015 

0.0002 

26.08 

100 

73.92 

5.00 

3.70 

0.0015 

0.0565 

26.52 

100 

73.48 

5.00 

3.67 

0.0015 

0.0012 

26.52 

100 

73.48 

5.00 

3.67 

0.0015 

0.0383 

27.50 

100 

72.50 

5.00 

3.62 

0.0015 

0.0335 

24.61 

100 

75.39 

5.00 

3.77 

0.0015 

0.0089 

25.04 

100 

74.96 

5.00 

3.75 

0.0015 

0.0003 

25.04 

100 

74.96 

5.00 

3.75 

0.0015 

0.0022 

26.50 

100 

73.50 

5.00 

3.68 

0.0015 

0.0018 

24.69 

100 

75.31 

5.00 

3.77 

0.0015 

0.0099 

23.40 

100 

76.60 

5.00 

3.83 

0.0015 

0.0110 

23.01 

100 

76.99 

5.00 

3.85 

0.0015 

0.0084 

25.10 

100 

74.90 

5.00 

3.74 

0.0015 

0.0009 

25.10 

100 

74.90 

5.00 

3.74 

0.0015 

0.0072 

24.34 

100 

75.66 

5.00 

3.78 

0.0015 

0.0083 




































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Phyllite & Schist 


Jalore Granite 


Phyllite & Schist 


Jalore Granite 


Phyllite & Schist 


Younger Alluvium 


Jalore Granite 


Jalore Granite 


Younger Alluvium 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Jalore Granite 


Younger Alluvium 


Jalore Granite 


Younger Alluvium 


Younger Alluvium 


Jalore Granite 


Jalore Granite 


Younger Alluvium 


Younger Alluvium 


Jalore Granite 


Younger Alluvium 


Younger Alluvium 


Jalore Granite 


Younger Alluvium 


Younger Alluvium 


Jalore Granite 


Jalore Granite 


Younger Alluvium 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Phyllite & Schist 


Erinpura Granite 


Younger Alluvium 


Jalore Granite 


Jalore Granite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

24.34 

100 

75.66 

5.00 

3.78 

0.0015 

0.0007 

24.68 

100 

75.32 

5.00 

3.77 

0.0015 

0.0124 

27.24 

100 

72.76 

5.00 

3.64 

0.0015 

0.0545 

24.61 

100 

75.39 

5.00 

3.77 

0.0015 

0.0313 

24.61 

100 

75.39 

5.00 

3.77 

0.0015 

0.0010 

26.38 

100 

73.62 

15.00 

11.04 

0.0015 

0.0135 

22.73 

100 

77.27 

5.00 

3.86 

0.0015 

0.0025 

23.40 

100 

76.60 

5.00 

3.83 

0.0015 

0.0278 

23.40 

100 

76.60 

15.00 

11.49 

0.0015 

0.0011 

23.01 

100 

76.99 

5.00 

3.85 

0.0015 

0.0006 

23.77 

100 

76.23 

5.00 

3.81 

0.0015 

0.0021 

20.84 

100 

79.16 

5.00 

3.96 

0.0015 

0.0001 

18.33 

100 

81.67 

5.00 

4.08 

0.0015 

0.0000 

18.33 

100 

81.67 

15.00 

12.25 

0.0015 

0.0507 

20.20 

100 

79.80 

5.00 

3.99 

0.0015 

0.0183 

20.20 

100 

79.80 

15.00 

11.97 

0.0015 

0.1262 

15.99 

100 

84.01 

15.00 

12.60 

0.0015 

0.0511 

25.81 

100 

74.19 

5.00 

3.71 

0.0015 

0.0099 

24.68 

100 

75.32 

5.00 

3.77 

0.0015 

0.0078 

24.68 

100 

75.32 

15.00 

11.30 

0.0015 

0.0013 

20.50 

100 

79.50 

15.00 

11.92 

0.0015 

0.0375 

20.82 

100 

79.18 

5.00 

3.96 

0.0015 

0.0572 

20.82 

100 

79.18 

15.00 

11.88 

0.0015 

0.3208 

16.28 

100 

83.72 

15.00 

12.56 

0.0015 

0.0724 

19.57 

100 

80.43 

5.00 

4.02 

0.0015 

0.0012 

19.57 

100 

80.43 

15.00 

12.06 

0.0015 

0.1287 

16.22 

100 

83.78 

15.00 

12.57 

0.0015 

0.1024 

27.81 

100 

72.19 

5.00 

3.61 

0.0015 

0.0023 

20.32 

100 

79.68 

5.00 

3.98 

0.0015 

0.0018 

20.32 

100 

79.68 

15.00 

11.95 

0.0015 

0.0018 

9.90 

100 

90.10 

5.00 

4.50 

0.0015 

0.0012 

20.44 

100 

79.56 

5.00 

3.98 

0.0015 

0.0109 

20.44 

100 

79.56 

5.00 

3.98 

0.0015 

0.0010 

20.14 

100 

79.86 

5.00 

3.99 

0.0015 

0.0064 

16.31 

100 

83.69 

5.00 

4.18 

0.0015 

0.0105 

20.47 

100 

79.53 

5.00 

3.98 

0.0015 

0.0429 

19.14 

100 

80.86 

5.00 

4.04 

0.0015 

0.0041 

19.14 

100 

80.86 

5.00 

4.04 

0.0015 

0.0142 

11.20 

100 

88.80 

5.00 

4.44 

0.0015 

0.0007 

21.23 

100 

78.77 

5.00 

3.94 

0.0015 

0.0124 

10.17 

100 

89.83 

5.00 

4.49 

0.0015 

0.0059 

20.28 

100 

79.72 

5.00 

3.99 

0.0015 

0.0027 

18.72 

100 

81.28 

5.00 

4.06 

0.0015 

0.0118 

18.72 

100 

81.28 

5.00 

4.06 

0.0015 

0.0016 

16.29 

100 

83.71 

5.00 

4.19 

0.0015 

0.0009 

19.39 

100 

80.62 

5.00 

4.03 

0.0015 

0.0012 

18.59 

100 

81.41 

5.00 

4.07 

0.0015 

0.0020 

19.83 

100 

80.17 

5.00 

4.01 

0.0015 

0.0004 

19.83 

100 

80.17 

5.00 

4.01 

0.0015 

0.0027 

21.12 

100 

78.88 

5.00 

3.94 

0.0015 

0.0318 

21.12 

100 

78.88 

5.00 

3.94 

0.0015 

0.0280 

15.13 

100 

84.87 

5.00 

4.24 

0.0015 

0.0107 

26.38 

100 

73.62 

15.00 

11.04 

0.0015 

0.1485 

24.69 

100 

75.31 

5.00 

3.77 

0.0015 

0.0097 

24.68 

100 

75.32 

5.00 

3.77 

0.0015 

0.0464 





























































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 


Census Code 




12001001 


12001002 


Morwara 


Peethapura M 


Rohua 


Sonani 


Sonela 


Sorda 


Suliva 


Bhamriya 


Bori Booj 


Bosa 


Buja 


Deldar 


Derna 


Dovtra 


Jamboori 


Jaydara 


Khadat 


Kiwarli 


Kyari 


Meen 


Morthala 


Nichla Khejra 


Nichlagarh 


Nichli Bor 


Or 


Paba 


Rada 


Ranora 


Sangna 


Tankiya 


Tartoli (rural) 


Toonka 


Upla Khejra 


Uplagarh 


Upli Bor 


Adarsh Doongri 


Ajari 


Banas 


Basantgarh 


Chawarli 


Darla Padar 


0819000502380700 


0819000502380800 


0819000502380000 


0819000502384100 


0819000502384000 


0819000502384700 


0819000502380900 


0819000402375200 


0819000402372900 


0819000402375300 


0819000402374900 


0819000402372600 


0819000402372400 


0819000402372800 


0819000402375400 


0819000402373200 


0819000402373600 


0819000402369200 


0819000402373300 


0819000402375800 


0819000402372200 


0819000402373100 


0819000402373400 


0819000402374800 


0819000402372300 


0819000402373000 


0819000402375600 


0819000402375100 


0819000402373500 


0819000402372700 


0819000402373800 


0819000402372500 


0819000402375000 


0819000402374700 


0819000402375500 


0819000302366100 


0819000302361500 


0819000302366000 


0819000302366400 


0819000302366300 


0819000302358100 



Zone (Fresh 
/ Saline) 

Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 


Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 

Fresh 

Non-command 

Younger Alluvium 


3.19 Fresh 


3.74 Fresh 


13.65 Fresh 


3.32 Fresh 


8.86 Fresh 


4.83 Fresh 


8.40 Fresh 


3.97 Fresh 


3.63 Fresh 


7.74 Fresh 


12.09 Fresh 


2.96 Fresh 


4.69 Fresh 


3.06 Fresh 


21.21 Fresh 


4.92 Fresh 


1.80 Fresh 


15.28 Fresh 


Saline 


10.32 Fresh 


Saline 


3.59 Fresh 


34.84 Fresh 


Saline 


5.05 Fresh 


10.18 Fresh 


River Basin: West Banas 


Sub Basin: West Banas 




Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Erinpura Granite 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Erinpura Granite 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Erinpura Granite 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Erinpura Granite 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Erinpura Granite 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Erinpura Granite 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Erinpura Granite 

Non-command 

Erinpura Granite 

Non-command 

Gneisses 

Non-command 

Erinpura Granite 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Erinpura Granite 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

24.68 

100 

75.32 

15.00 

11.30 

0.0015 

0.0425 

29.47 

100 

70.53 

15.00 

10.58 

0.0015 

0.0031 

20.50 

100 

79.50 

15.00 

11.92 

0.0015 

0.0469 

20.82 

100 

79.18 

15.00 

11.88 

0.0015 

0.0085 

16.28 

100 

83.72 

15.00 

12.56 

0.0015 

0.0165 

19.57 

100 

80.43 

15.00 

12.06 

0.0015 

0.0036 

32.69 

100 

67.31 

15.00 

10.10 

0.0015 

0.1490 

16.22 

100 

83.78 

15.00 

12.57 

0.0015 

0.0027 


1.13 

12.51 

100 

87.49 

4.57 

4.00 

0.0015 

0.0068 

0.04 

10.46 

100 

89.54 

4.57 

4.09 

0.0015 

0.0003 

1.96 

14.53 

100 

85.47 

4.57 

3.91 

0.0015 

0.0115 

3.03 

12.17 

100 

87.83 

4.57 

4.01 

0.0015 

0.0182 

4.61 

19.97 

100 

80.03 

4.57 

3.66 

0.0015 

0.0253 

0.01 

18.82 

100 

81.18 

5.00 

4.06 

0.0015 

0.0001 

4.61 

18.82 

100 

81.18 

4.57 

3.71 

0.0015 

0.0257 

1.59 

11.91 

100 

88.09 

4.57 

4.03 

0.0015 

0.0096 

2.69 

15.41 

100 

84.59 

4.57 

3.87 

0.0015 

0.0156 

2.47 

10.56 

100 

89.44 

4.57 

4.09 

0.0015 

0.0151 

0.53 

17.63 

100 

82.37 

5.00 

4.12 

0.0015 

0.0033 

0.04 

18.57 

100 

81.43 

4.57 

3.72 

0.0015 

0.0002 

1.57 

12.83 

100 

87.17 

4.57 

3.98 

0.0015 

0.0094 

3.68 

11.17 

100 

88.83 

4.57 

4.06 

0.0015 

0.0224 

0.16 

18.79 

100 

81.21 

5.00 

4.06 

0.0015 

0.0010 

4.63 

10.96 

100 

89.04 

4.57 

4.07 

0.0015 

0.0282 

4.86 

11.84 

100 

88.16 

4.57 

4.03 

0.0015 

0.0294 

1.86 

11.04 

100 

88.96 

4.57 

4.07 

0.0015 

0.0113 

3.25 

19.09 

100 

80.91 

5.00 

4.05 

0.0015 

0.0197 

2.18 

19.09 

100 

80.91 

4.57 

3.70 

0.0015 

0.0121 

7.21 

11.54 

100 

88.46 

4.57 

4.04 

0.0015 

0.0437 

2.38 

10.50 

100 

89.50 

4.57 

4.09 

0.0015 

0.0146 

2.28 

11.87 

100 

88.13 

4.57 

4.03 

0.0015 

0.0138 

0.03 

16.30 

100 

83.70 

5.00 

4.18 

0.0015 

0.0002 

0.45 

16.30 

100 

83.70 

4.57 

3.83 

0.0015 

0.0026 

2.31 

15.91 

100 

84.10 

4.57 

3.84 

0.0015 

0.0133 

1.07 

18.34 

100 

81.66 

5.00 

4.08 

0.0015 

0.0066 

0.12 

18.34 

100 

81.66 

4.57 

3.73 

0.0015 

0.0006 

3.98 

18.58 

100 

81.42 

4.57 

3.72 

0.0015 

0.0222 

2.36 

11.54 

100 

88.46 

4.57 

4.04 

0.0015 

0.0143 

6.37 

11.64 

100 

88.36 

4.57 

4.04 

0.0015 

0.0386 

4.07 

13.05 

100 

86.95 

4.57 

3.97 

0.0015 

0.0243 

1.41 

14.47 

100 

85.53 

5.00 

4.28 

0.0015 

0.0091 

11.29 

18.47 

100 

81.53 

5.00 

4.08 

0.0015 

0.0690 

1.36 

18.47 

100 

81.53 

5.00 

4.08 

0.0015 

0.0083 

0.07 

13.37 

100 

86.63 

5.00 

4.33 

0.0015 

0.0005 

2.45 

13.37 

100 

86.63 

5.00 

4.33 

0.0015 

0.0159 

7.79 

13.37 

100 

86.63 

5.00 

4.33 

0.0015 

0.0506 

2.12 

13.61 

90 

76.39 

5.00 

3.82 

0.0015 

0.0121 

0.01 

13.61 

90 

76.39 

5.00 

3.82 

0.0015 

0.0001 

0.72 

15.40 

100 

84.60 

5.00 

4.23 

0.0015 

0.0045 

25.18 

16.26 

100 

83.74 

5.00 

4.19 

0.0015 

0.1582 

1.40 

16.26 

100 

83.74 

5.00 

4.19 

0.0015 

0.0088 

1.84 

19.02 

100 

80.98 

5.00 

4.05 

0.0015 

0.0112 

5.92 

13.03 

100 

86.97 

5.00 

4.35 

0.0015 

0.0386 





















































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



12001003 


Devon Ka Bera 


Dhanga 


Gadiya 


Gharat 


Ghodiyawa 


Jhadoli 


Junasanwara 


Kalumbari 


Kantal 


Kerlapadar 


Keshavganj 


Khari Gegarwa 


Kundal 


Malap 


Malera 


Moras 


Navawas 


Pahar Kalan 


Pindwara (rural’ 


Rajpura 


Reechhri 


Sabela 


Sadalwa 


Siwera 


Thandi Beri 


Undra 


Vagdari 


Varli 


Viroli 


Ajari 


Arasana 


Baida 


Darla Padar 


Digar 


Janapur 


Jhadoli 


Census Code 


0819000102349300 


0819000302361000 


0819000302361200 


0819000302360800 


0819000302366200 


0819000302359300 


0819000302358700 


0819000302361300 


0819000302361400 


0819000302358400 


0819000302359500 


0819000302357900 


0819000302360200 


0819000302360000 


0819000302360700 


0819000302366500 


0819000302358200 


0820000902482200 


0819000302361100 


0819000302360400 


0819000302360100 


0819000302359400 


0819000302363500 


0819000302359900 


0819000302359600 


0819000302358300 


0819000302359800 


0819000302358500 


0819000302360900 


0819000302360300 


0819000302358000 


0819000302361500 


0819000302359000 


0819000202352300 


0819000302358100 


0819000302361900 


0819000302361600 


0819000302359300 



Zone (Fresh 
/ Saline) 


26.68 Fresh 


4.10 Saline 


2.04 Saline 


11.01 Fresh 


Saline 


1.61 Fresh 


18.05 Fresh 


6.05 Fresh 


2.07 Saline 


5.90 Fresh 


Saline 


5.49 Fresh 


3.87 Fresh 




Saline 


1.12 Saline 


4.93 Fresh 


2.40 Fresh 


7.63 Saline 


5.69 Fresh 



9.34 Fresh 


8.04 Saline 



18.05 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Erinpura Granite 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Phyllite & Schist 

Non-command 

Gneisses 

Non-command 

Erinpura Granite 

Non-command 

Gneisses 

Non-command 

Erinpura Granite 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Erinpura Granite 

Non-command 

Erinpura Granite 

Non-command 

Gneisses 

Non-command 

Erinpura Granite 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Erinpura Granite 

Non-command 

Erinpura Granite 

Non-command 

Erinpura Granite 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Erinpura Granite 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Erinpura Granite 

Non-command 

Gneisses 

Non-command 

Erinpura Granite 

Non-command 

Gneisses 

Non-command 

Erinpura Granite 

Non-command 

Erinpura Granite 

Non-command 

Gneisses 

Non-command 

Erinpura Granite 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Erinpura Granite 

Non-command 

Gneisses 

Non-command 

Erinpura Granite 

Non-command 

Phyllite & Schist 

Non-command 

Erinpura Granite 

Non-command 

Erinpura Granite 

Non-command 

Erinpura Granite 

Non-command 

Gneisses 

Non-command 

Erinpura Granite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

22.02 

100 

77.98 

5.00 

3.90 

0.0015 

0.0000 

17.11 

100 

82.89 

5.00 

4.14 

0.0015 

0.0251 

17.67 

100 

82.33 

5.00 

4.12 

0.0015 

0.0126 

15.29 

100 

84.71 

5.00 

4.24 

0.0015 

0.0000 

15.29 

100 

84.71 

5.00 

4.24 

0.0015 

0.0671 

15.29 

100 

84.71 

5.00 

4.24 

0.0015 

0.0014 

15.17 

100 

84.83 

5.00 

4.24 

0.0015 

0.0057 

15.84 

100 

84.16 

5.00 

4.21 

0.0015 

0.0233 

15.84 

100 

84.16 

5.00 

4.21 

0.0015 

0.0182 

13.84 

100 

86.16 

5.00 

4.31 

0.0015 

0.0036 

17.17 

100 

82.83 

5.00 

4.14 

0.0015 

0.0128 

17.79 

100 

82.21 

5.00 

4.11 

0.0015 

0.0020 

17.79 

100 

82.21 

5.00 

4.11 

0.0015 

0.0344 

13.54 

100 

86.46 

5.00 

4.32 

0.0015 

0.0318 

14.04 

100 

85.96 

5.00 

4.30 

0.0015 

0.0162 

14.04 

100 

85.96 

5.00 

4.30 

0.0015 

0.0000 

15.64 

100 

84.36 

5.00 

4.22 

0.0015 

0.0103 

16.43 

100 

83.57 

5.00 

4.18 

0.0015 

0.0214 

14.79 

100 

85.21 

5.00 

4.26 

0.0015 

0.0465 

15.03 

100 

84.97 

5.00 

4.25 

0.0015 

0.0111 

12.36 

100 

87.64 

5.00 

4.38 

0.0015 

0.0047 

12.36 

100 

87.64 

5.00 

4.38 

0.0015 

0.0090 

13.20 

100 

86.80 

5.00 

4.34 

0.0015 

0.0182 

13.22 

90 

76.78 

5.00 

3.84 

0.0015 

0.0002 

13.22 

90 

76.78 

5.00 

3.84 

0.0015 

0.0033 

17.05 

100 

82.95 

5.00 

4.15 

0.0015 

0.0068 

14.06 

100 

85.94 

5.00 

4.30 

0.0015 

0.0802 

14.06 

100 

85.94 

5.00 

4.30 

0.0015 

0.0400 

16.03 

100 

83.97 

5.00 

4.20 

0.0015 

0.0017 

16.03 

100 

83.97 

5.00 

4.20 

0.0015 

0.0979 

16.03 

100 

83.97 

5.00 

4.20 

0.0015 

0.0623 

17.15 

100 

82.85 

5.00 

4.14 

0.0015 

0.0070 

15.38 

100 

84.62 

5.00 

4.23 

0.0015 

0.0200 

15.38 

100 

84.62 

5.00 

4.23 

0.0015 

0.0113 

17.48 

100 

82.52 

5.00 

4.13 

0.0015 

0.0002 

14.44 

100 

85.56 

5.00 

4.28 

0.0015 

0.0483 

13.64 

100 

86.36 

5.00 

4.32 

0.0015 

0.0129 

13.64 

100 

86.36 

5.00 

4.32 

0.0015 

0.0091 

13.64 

100 

86.36 

5.00 

4.32 

0.0015 

0.0018 

13.64 

100 

86.36 

5.00 

4.32 

0.0015 

0.0115 

14.02 

100 

85.98 

5.00 

4.30 

0.0015 

0.0513 

13.44 

100 

86.56 

5.00 

4.33 

0.0015 

0.0007 

13.44 

100 

86.56 

5.00 

4.33 

0.0015 

0.0381 

12.60 

100 

87.40 

5.00 

4.37 

0.0015 

0.0015 

16.21 

100 

83.79 

5.00 

4.19 

0.0015 

0.0294 

16.58 

100 

83.42 

5.00 

4.17 

0.0015 

0.0242 

13.60 

100 

86.40 

5.00 

4.32 

0.0015 

0.0322 

18.47 

100 

81.53 

5.00 

4.08 

0.0015 

0.0045 

15.89 

100 

84.11 

5.00 

4.21 

0.0015 

0.0659 

17.31 

100 

82.69 

5.00 

4.13 

0.0015 

0.0433 

13.03 

100 

86.97 

5.00 

4.35 

0.0015 

0.0007 

17.09 

100 

82.91 

5.00 

4.15 

0.0015 

0.0571 

19.42 

100 

80.58 

5.00 

4.03 

0.0015 

0.0009 

19.42 

100 

80.58 

5.00 

4.03 

0.0015 

0.0363 

15.84 

100 

84.16 

5.00 

4.21 

0.0015 

0.0561 


























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 

Gneisses 

Erinpura 

Granite 

Gneisses 

Erinpura 

Granite 

Phyllite & Schist 

Erinpura 

Granite 

Erinpura 

Granite 

Phyllite & Schist 

Gneisses 

Erinpura 

Granite 

Erinpura 

Granite 

Erinpura 

Granite 

Gneisses 

Erinpura 

Granite 

Erinpura 

Granite 

Gneisses 

Erinpura 

Granite 

Phyllite & Schist 

Phyllite & Schist 

Erinpura 

Granite 

Phyllite & Schist 

Erinpura 

Granite 

Erinpura 

Granite 

Erinpura 

Granite 

Erinpura 

Granite 

Erinpura 

Granite 

Erinpura 

Granite 

Erinpura 

Granite 

Erinpura 

Granite 

Erinpura 

Granite 

Erinpura 

Granite 

Erinpura 

Granite 

Erinpura 

Granite 

Erinpura 

Granite 

Erinpura 

Granite 

Erinpura 

Granite 

Erinpura 

Granite 

Erinpura 

Granite 

Erinpura 

Granite 

Erinpura 

Granite 

Erinpura 

Granite 

Erinpura 

Granite 

Erinpura 

Granite 

Erinpura 

Granite 

Erinpura 

Granite 

Erinpura 

Granite 

Erinpura 

Granite 

Erinpura 

Granite 

Erinpura 

Granite 

Erinpura 

Granite 

Erinpura 

Granite 

Erinpura 

Granite 

Erinpura 

Granite 

Erinpura 

Granite 

Erinpura 

Granite 


Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

15.84 

100 

84.16 

5.00 

4.21 

0.0015 

0.0164 

16.97 

100 

83.03 

5.00 

4.15 

0.0015 

0.0135 

16.97 

100 

83.03 

5.00 

4.15 

0.0015 

0.0178 

13.84 

100 

86.16 

5.00 

4.31 

0.0015 

0.0317 

13.84 

100 

86.16 

5.00 

4.31 

0.0015 

0.0038 

13.54 

100 

86.46 

5.00 

4.32 

0.0015 

0.0038 

15.64 

100 

84.36 

5.00 

4.22 

0.0015 

0.0036 

15.64 

100 

84.36 

5.00 

4.22 

0.0015 

0.0134 

20.97 

100 

79.03 

5.00 

3.95 

0.0015 

0.0030 

9.91 

100 

90.09 

5.00 

4.50 

0.0015 

0.0303 

19.24 

100 

80.76 

5.00 

4.04 

0.0015 

0.0012 

17.80 

100 

82.20 

5.00 

4.11 

0.0015 

0.0335 

17.80 

100 

82.20 

5.00 

4.11 

0.0015 

0.0057 

10.75 

100 

89.25 

5.00 

4.46 

0.0015 

0.0676 

15.75 

100 

84.25 

5.00 

4.21 

0.0015 

0.0175 

16.03 

100 

83.97 

5.00 

4.20 

0.0015 

0.0307 

16.52 

100 

83.48 

5.00 

4.17 

0.0015 

0.0635 

16.52 

100 

83.48 

5.00 

4.17 

0.0015 

0.0423 

26.46 

100 

73.54 

5.00 

3.68 

0.0015 

0.0007 

20.01 

100 

79.99 

5.00 

4.00 

0.0015 

0.0147 

20.01 

100 

79.99 

5.00 

4.00 

0.0015 

0.0004 

20.15 

100 

79.85 

5.00 

3.99 

0.0015 

0.0545 

12.93 

100 

87.07 

5.00 

4.35 

0.0015 

0.0402 

12.60 

100 

87.40 

5.00 

4.37 

0.0015 

0.0824 

12.73 

100 

87.27 

5.00 

4.36 

0.0015 

0.0823 

13.60 

100 

86.40 

5.00 

4.32 

0.0015 

0.0149 

14.94 

100 

85.06 

5.00 

4.25 

0.0015 

0.0170 

17.66 

100 

82.34 

5.00 

4.12 

0.0015 

0.0125 

11.30 

100 

88.70 

5.00 

4.44 

0.0015 

0.0002 

18.02 

100 

81.98 

5.00 

4.10 

0.0015 

0.0195 

15.34 

100 

84.66 

5.00 

4.23 

0.0015 

0.0177 

20.54 

100 

79.46 

5.00 

3.97 

0.0015 

0.0126 

22.94 

100 

77.06 

5.00 

3.85 

0.0015 

0.0002 

16.31 

100 

83.69 

5.00 

4.18 

0.0015 

0.0377 

15.39 

100 

84.61 

5.00 

4.23 

0.0015 

0.0803 

15.39 

100 

84.61 

5.00 

4.23 

0.0015 

0.0001 

19.55 

100 

80.45 

5.00 

4.02 

0.0015 

0.0670 

15.83 

100 

84.17 

5.00 

4.21 

0.0015 

0.0539 

20.48 

100 

79.52 

5.00 

3.98 

0.0015 

0.0038 

13.83 

100 

86.17 

5.00 

4.31 

0.0015 

0.0206 

15.22 

100 

84.78 

5.00 

4.24 

0.0015 

0.0106 

18.64 

100 

81.36 

5.00 

4.07 

0.0015 

0.0256 

15.48 

100 

84.52 

5.00 

4.23 

0.0015 

0.0037 

15.48 

100 

84.52 

5.00 

4.23 

0.0015 

0.0106 

15.31 

100 

84.69 

5.00 

4.23 

0.0015 

0.0587 

16.80 

100 

83.20 

5.00 

4.16 

0.0015 

0.0130 

17.28 

100 

82.72 

5.00 

4.14 

0.0015 

0.0200 

16.02 

100 

83.98 

5.00 

4.20 

0.0015 

0.0001 

19.51 

100 

80.49 

5.00 

4.02 

0.0015 

0.0003 

17.05 

100 

82.95 

5.00 

4.15 

0.0015 

0.0117 

17.05 

100 

82.95 

5.00 

4.15 

0.0015 

0.0004 

21.35 

100 

78.65 

5.00 

3.93 

0.0015 

0.0202 

9.10 

100 

90.90 

5.00 

4.55 

0.0015 

0.0056 

21.89 

100 

78.11 

5.00 

3.91 

0.0015 

0.0005 

16.64 

100 

83.36 

5.00 

4.17 

0.0015 

0.0648 











































































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Phyllite & Schist 


Gneisses 


Phyllite & Schist 


Gneisses 


Gneisses 


Gneisses 


Gneisses 


Gneisses 


Gneisses 


Gneisses 


Gneisses 


Gneisses 


Gneisses 


Gneisses 


Gneisses 


Gneisses 


Gneisses 


Phyllite & Schist 


Gneisses 


Gneisses 


Phyllite & Schist 


Phyllite & Schist 


Gneisses 


Erinpura Granite 


Phyllite & Schist 


Gneisses 


Erinpura Granite 


Phyllite & Schist 


Phyllite & Schist 


Phyllite & Schist 


Gneisses 


Erinpura Granite 


Phyllite & Schist 


Gneisses 


Gneisses 


Gneisses 


Gneisses 


Phyllite & Schist 


Erinpura Granite 


Gneisses 


Phyllite & Schist 


Gneisses 


Gneisses 


Gneisses 


Erinpura Granite 


Phyllite & Schist 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

16.64 

100 

83.36 

5.00 

4.17 

0.0015 

0.0135 

17.59 

100 

82.41 

5.00 

4.12 

0.0015 

0.0046 

17.59 

100 

82.41 

5.00 

4.12 

0.0015 

0.0094 

18.13 

100 

81.87 

5.00 

4.09 

0.0015 

0.0062 

18.13 

100 

81.87 

5.00 

4.09 

0.0015 

0.0002 

15.58 

100 

84.42 

5.00 

4.22 

0.0015 

0.0041 

16.46 

100 

83.54 

5.00 

4.18 

0.0015 

0.0041 

16.46 

100 

83.54 

5.00 

4.18 

0.0015 

0.0168 

17.05 

100 

82.95 

5.00 

4.15 

0.0015 

0.0003 

9.20 

100 

90.80 

3.00 

2.72 

0.0015 

0.0000 

9.84 

100 

90.16 

5.00 

4.51 

0.0015 

0.2144 

9.84 

100 

90.16 

5.00 

4.51 

0.0015 

0.0045 

10.53 

100 

89.47 

5.00 

4.47 

0.0015 

0.0282 

10.46 

100 

89.54 

4.57 

4.09 

0.0015 

0.0175 

11.91 

100 

88.09 

4.57 

4.03 

0.0015 

0.0063 

9.52 

100 

90.48 

4.00 

3.62 

0.0015 

0.0002 

9.45 

100 

90.55 

5.00 

4.53 

0.0015 

0.0172 

8.90 

100 

91.10 

5.00 

4.56 

0.0015 

0.0064 

9.47 

100 

90.53 

5.00 

4.53 

0.0015 

0.0281 

11.54 

100 

88.46 

4.57 

4.04 

0.0015 

0.0005 

9.99 

100 

90.01 

4.00 

3.60 

0.0015 

0.0006 

10.84 

100 

89.16 

5.00 

4.46 

0.0015 

0.0150 

19.47 

100 

80.53 

5.00 

4.03 

0.0015 

0.0022 

9.42 

100 

90.58 

5.00 

4.53 

0.0015 

0.0226 

10.16 

100 

89.84 

5.00 

4.49 

0.0015 

0.0356 

10.37 

100 

89.63 

5.00 

4.48 

0.0015 

0.0635 

10.37 

100 

89.63 

5.00 

4.48 

0.0015 

0.0549 

15.91 

100 

84.10 

4.57 

3.84 

0.0015 

0.0020 

12.59 

100 

87.41 

5.00 

4.37 

0.0015 

0.0023 

12.59 

100 

87.41 

5.00 

4.37 

0.0015 

0.0004 

12.10 

100 

87.90 

3.00 

2.64 

0.0015 

0.0000 

16.26 

100 

83.74 

5.00 

4.19 

0.0015 

0.0233 

14.16 

100 

85.84 

5.00 

4.29 

0.0015 

0.0005 

14.16 

100 

85.84 

5.00 

4.29 

0.0015 

0.0001 

10.53 

100 

89.47 

5.00 

4.47 

0.0015 

0.0038 

13.47 

100 

86.53 

5.00 

4.33 

0.0015 

0.0051 

13.47 

100 

86.53 

5.00 

4.33 

0.0015 

0.0038 

10.97 

100 

89.03 

3.00 

2.67 

0.0015 

0.0000 

12.74 

100 

87.26 

3.00 

2.62 

0.0015 

0.0001 

11.07 

100 

88.93 

5.00 

4.45 

0.0015 

0.0061 

11.82 

120 

108.18 

4.00 

4.33 

0.0018 

0.0109 

11.82 

100 

88.18 

3.00 

2.65 

0.0015 

0.0000 

15.03 

100 

84.97 

5.00 

4.25 

0.0015 

0.0020 

9.45 

100 

90.55 

5.00 

4.53 

0.0015 

0.0020 

12.36 

100 

87.64 

5.00 

4.38 

0.0015 

0.0390 

12.36 

100 

87.64 

5.00 

4.38 

0.0015 

0.0511 

12.36 

100 

87.64 

5.00 

4.38 

0.0015 

0.0151 

14.06 

100 

85.94 

5.00 

4.30 

0.0015 

0.0079 

14.06 

100 

85.94 

5.00 

4.30 

0.0015 

0.0180 

14.06 

100 

85.94 

5.00 

4.30 

0.0015 

0.0638 

10.84 

100 

89.16 

5.00 

4.46 

0.0015 

0.0113 

19.47 

100 

80.53 

5.00 

4.03 

0.0015 

0.0040 

10.37 

100 

89.63 

5.00 

4.48 

0.0015 

0.0002 

12.67 

120 

107.33 

4.00 

4.29 

0.0018 

0.0038 

12.67 

100 

87.33 

3.00 

2.62 

0.0015 

0.0014 


























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


Gneisses 


Phyllite & Schist 


Gneisses 


Phyllite & Schist 


Gneisses 


Gneisses 


Gneisses 


Gneisses 


Gneisses 


Gneisses 


Gneisses 


Gneisses 


Gneisses 


Gneisses 


Gneisses 


Gneisses 


Gneisses 


Gneisses 


Gneisses 


Gneisses 


Gneisses 


Gneisses 


Gneisses 


Gneisses 


Gneisses 


Gneisses 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Gneisses 


Gneisses 


Erinpura Granite 


Erinpura Granite 


Gneisses 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Gneisses 


Erinpura Granite 


Gneisses 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Gneisses 


Erinpura Granite 


Gneisses 


Erinpura Granite 


Gneisses 


Gneisses 


Gneisses 


Gneisses 


Gneisses 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

12.59 

100 

87.41 

5.00 

4.37 

0.0015 

0.3360 

12.59 

100 

87.41 

5.00 

4.37 

0.0015 

0.0679 

12.59 

100 

87.41 

5.00 

4.37 

0.0015 

0.0001 

12.59 

100 

87.41 

5.00 

4.37 

0.0015 

0.0111 

15.18 

100 

84.82 

5.00 

4.24 

0.0015 

0.0323 

16.26 

100 

83.74 

5.00 

4.19 

0.0015 

0.0025 

20.84 

100 

79.16 

5.00 

3.96 

0.0015 

0.0836 

20.84 

100 

79.16 

5.00 

3.96 

0.0015 

0.0006 

20.66 

100 

79.34 

5.00 

3.97 

0.0015 

0.0105 

15.80 

100 

84.20 

5.00 

4.21 

0.0015 

0.0564 

9.84 

100 

90.16 

5.00 

4.51 

0.0015 

0.0104 

18.57 

100 

81.43 

4.57 

3.72 

0.0015 

0.0124 

18.57 

100 

81.43 

4.57 

3.72 

0.0015 

0.0015 

16.19 

100 

83.81 

5.00 

4.19 

0.0015 

0.0089 

19.47 

100 

80.53 

5.00 

4.03 

0.0015 

0.1659 

10.16 

100 

89.84 

5.00 

4.49 

0.0015 

0.0224 

15.91 

100 

84.10 

4.57 

3.84 

0.0015 

0.0140 

19.33 

100 

80.67 

5.00 

4.03 

0.0015 

0.0430 

17.12 

100 

82.88 

5.00 

4.14 

0.0015 

0.0022 

16.76 

100 

83.24 

5.00 

4.16 

0.0015 

0.1007 

12.59 

100 

87.41 

5.00 

4.37 

0.0015 

0.0509 

21.34 

100 

78.66 

5.00 

3.93 

0.0015 

0.0102 

21.34 

100 

78.66 

5.00 

3.93 

0.0015 

0.0016 

15.18 

100 

84.82 

5.00 

4.24 

0.0015 

0.0293 

20.66 

100 

79.34 

5.00 

3.97 

0.0015 

0.0321 

20.66 

100 

79.34 

5.00 

3.97 

0.0015 

0.0117 

14.90 

100 

85.10 

5.00 

4.25 

0.0015 

0.0390 

19.97 

100 

80.03 

5.00 

4.00 

0.0015 

0.0065 

21.14 

100 

78.86 

5.00 

3.94 

0.0015 

0.0048 

19.97 

100 

80.03 

5.00 

4.00 

0.0015 

0.0005 

19.97 

100 

80.03 

5.00 

4.00 

0.0015 

0.0344 

19.97 

100 

80.03 

5.00 

4.00 

0.0015 

0.0426 

22.10 

100 

77.90 

5.00 

3.90 

0.0015 

0.0008 

22.10 

100 

77.90 

5.00 

3.90 

0.0015 

0.0002 

22.10 

100 

77.90 

5.00 

3.90 

0.0015 

0.0000 

19.43 

100 

80.57 

5.00 

4.03 

0.0015 

0.0959 

19.82 

100 

80.18 

5.00 

4.01 

0.0015 

0.0556 

21.98 

100 

78.02 

5.00 

3.90 

0.0015 

0.0112 

21.98 

100 

78.02 

5.00 

3.90 

0.0015 

0.0047 

21.98 

100 

78.02 

5.00 

3.90 

0.0015 

0.0205 

18.87 

100 

81.13 

5.00 

4.06 

0.0015 

0.0339 

18.94 

100 

81.06 

5.00 

4.05 

0.0015 

0.0089 

19.24 

100 

80.76 

5.00 

4.04 

0.0015 

0.0192 

18.79 

100 

81.21 

5.00 

4.06 

0.0015 

0.0742 

20.01 

100 

79.99 

5.00 

4.00 

0.0015 

0.0128 

20.01 

100 

79.99 

5.00 

4.00 

0.0015 

0.0021 

20.01 

100 

79.99 

5.00 

4.00 

0.0015 

0.0198 

20.30 

100 

79.70 

5.00 

3.99 

0.0015 

0.0670 

20.30 

100 

79.70 

5.00 

3.99 

0.0015 

0.0050 

20.30 

100 

79.70 

5.00 

3.99 

0.0015 

0.0013 

20.30 

100 

79.70 

5.00 

3.99 

0.0015 

0.0172 

21.59 

100 

78.41 

5.00 

3.92 

0.0015 

0.0006 

21.59 

100 

78.41 

5.00 

3.92 

0.0015 

0.0132 

16.19 

100 

83.81 

5.00 

4.19 

0.0015 

0.0001 

19.47 

100 

80.53 

5.00 

4.03 

0.0015 

0.0273 









































































































































































































































































































































































































































































































































































































































































































































Micro-watershed 



12001009 


12001010 


Shergaon 


Sirohi (rural) 


Adarsh Doongri 


Ajari 


Apri Khera 


Arasana 


Banas 


Basantgarh 


Chawarli 


Dhanari 


Dhandhpura 


Digar 


Ghodiyawa 


Janapur 


Jiapura 


Kodarla 


Kojra 


Lotana 


Mandwara Khalsa 


Nandiya 


Nitaura 


Peshua 


Phulera 


Rampura 


Reechhri 


Rohira 


Shivgarh 


Sirohi (rural) 


Varki Khera 


Achpura 


Jawai 


Kachholi 


Census Code 


0819000402367900 


0819000202352500 


0819000302366100 


0819000302361500 


0819000302362900 


0819000302359000 


0819000302366000 


0819000302366400 


0819000302366300 


0819000302363700 


0819000302363400 


0819000302361900 


0819000302366200 


0819000302361600 


0819000302363200 


0819000302365800 


0819000302363300 


0819000302362000 


0819000302362700 


0819000302361800 


0819000302363800 


0819000302363600 


0819000302363000 


0819000302365900 


0819000302363500 


0819000302366700 


0819000302363100 


0819000202352500 


0819000302362800 


0819000302364600 


0819000402368000 


0819000302365100 


Zone (Fresh 
/ Saline) 


0819000402368200 


0819000302364100 



3.12 Fresh 


13.48 Fresh 


1.61 Fresh 


6.43 Fresh 


1.16 Fresh 


7.99 Fresh 


7.68 Fresh 


16.97 Fresh 


17.34 Fresh 


26.48 Fresh 


15.66 Fresh 


4.26 Fresh 


3.69 Fresh 


7.37 Fresh 


2.40 Fresh 


34.02 Fresh 


8.10 Fresh 


31.79 Fresh 


3.27 Fresh 


1.82 Fresh 


3.24 Fresh 


18.32 Fresh 



8.04 Fresh 


5.00 Fresh 



0819000402369200 


8.12 Fresh 


Type of Area 
(Command / Non¬ 
command) 

Hydrogeological Unit 

Non-command 

Erinpura Granite 

Non-command 

Erinpura Granite 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Erinpura Granite 

Non-command 

Erinpura Granite 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Erinpura Granite 

Non-command 

Gneisses 

Command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Erinpura Granite 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Erinpura Granite 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Erinpura Granite 

Non-command 

Erinpura Granite 

Non-command 

Erinpura Granite 

Non-command 

Gneisses 

Non-command 

Erinpura Granite 

Non-command 

Gneisses 

Non-command 

Erinpura Granite 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Gneisses 

Non-command 

Erinpura Granite 

Non-command 

Gneisses 

Non-command 

Erinpura Granite 

Non-command 

Erinpura Granite 

Command 

Erinpura Granite 

Command 

Gneisses 

Non-command 

Erinpura Granite 

Non-command 

Gneisses 

Command 

Gneisses 

Non-command 

Gneisses 

Command 

Gneisses 

Non-command 

Gneisses 

Command 

Gneisses 

Non-command 

Erinpura Granite 

Command 

Erinpura Granite 

Non-command 

Erinpura Granite 

Non-command 

Erinpura Granite 

Command 

Erinpura Granite 

Command 

Gneisses 

Command 

Erinpura Granite 

Command 

Gneisses 

Command 

Erinpura Granite 

Command 

Gneisses 

Command 

Gneisses 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

19.39 

100 

80.62 

5.00 

4.03 

0.0015 

0.0115 

20.15 

100 

79.85 

5.00 

3.99 

0.0015 

0.0332 

14.47 

100 

85.53 

5.00 

4.28 

0.0015 

0.0025 

18.47 

100 

81.53 

5.00 

4.08 

0.0015 

0.0115 

19.30 

100 

80.70 

5.00 

4.03 

0.0015 

0.0309 

15.89 

100 

84.11 

5.00 

4.21 

0.0015 

0.0001 

15.40 

100 

84.60 

5.00 

4.23 

0.0015 

0.0183 

16.26 

100 

83.74 

5.00 

4.19 

0.0015 

0.0145 

19.02 

100 

80.98 

5.00 

4.05 

0.0015 

0.0195 

19.97 

100 

80.03 

5.00 

4.00 

0.0015 

0.0105 

19.97 

100 

80.03 

5.00 

4.00 

0.0015 

0.0544 

19.97 

100 

80.03 

5.00 

4.00 

0.0015 

0.0007 

20.27 

100 

79.73 

5.00 

3.99 

0.0015 

0.0186 

17.09 

100 

82.91 

5.00 

4.15 

0.0015 

0.0209 

15.17 

100 

84.83 

5.00 

4.24 

0.0015 

0.0046 

19.42 

100 

80.58 

5.00 

4.03 

0.0015 

0.0016 

18.98 

100 

81.02 

5.00 

4.05 

0.0015 

0.0055 

18.98 

100 

81.02 

5.00 

4.05 

0.0015 

0.0015 

18.94 

100 

81.06 

5.00 

4.05 

0.0015 

0.0397 

20.97 

100 

79.03 

5.00 

3.95 

0.0015 

0.0426 

19.24 

100 

80.76 

5.00 

4.04 

0.0015 

0.0688 

18.79 

100 

81.21 

5.00 

4.06 

0.0015 

0.0236 

17.80 

100 

82.20 

5.00 

4.11 

0.0015 

0.1057 

17.80 

100 

82.20 

5.00 

4.11 

0.0015 

0.0064 

20.30 

100 

79.70 

5.00 

3.99 

0.0015 

0.0031 

19.94 

100 

80.06 

5.00 

4.00 

0.0015 

0.0256 

19.71 

100 

80.29 

5.00 

4.01 

0.0015 

0.0089 

19.71 

100 

80.29 

5.00 

4.01 

0.0015 

0.0133 

16.19 

100 

83.81 

5.00 

4.19 

0.0015 

0.0367 

17.48 

100 

82.52 

5.00 

4.13 

0.0015 

0.0146 

19.47 

100 

80.53 

5.00 

4.03 

0.0015 

0.0022 

19.62 

100 

80.38 

5.00 

4.02 

0.0015 

0.0245 

19.62 

100 

80.38 

5.00 

4.02 

0.0015 

0.0243 

20.15 

100 

79.85 

5.00 

3.99 

0.0015 

0.0001 

19.61 

100 

80.39 

5.00 

4.02 

0.0015 

0.0197 

16.74 

100 

83.26 

5.00 

4.16 

0.0015 

0.0006 

16.74 

100 

83.26 

5.00 

4.16 

0.0015 

0.0093 

17.88 

100 

82.12 

5.00 

4.11 

0.0015 

0.0006 

20.84 

100 

79.16 

5.00 

3.96 

0.0015 

0.0014 

20.84 

100 

79.16 

5.00 

3.96 

0.0015 

0.0161 

20.66 

100 

79.34 

5.00 

3.97 

0.0015 

0.0141 

20.66 

100 

79.34 

5.00 

3.97 

0.0015 

0.0028 

15.80 

100 

84.20 

5.00 

4.21 

0.0015 

0.0130 

15.80 

100 

84.20 

5.00 

4.21 

0.0015 

0.0166 

14.90 

100 

85.10 

5.00 

4.25 

0.0015 

0.0298 

14.90 

100 

85.10 

5.00 

4.25 

0.0015 

0.0026 

11.20 

100 

88.80 

5.00 

4.44 

0.0015 

0.0161 

22.10 

100 

77.90 

5.00 

3.90 

0.0015 

0.0023 

22.10 

100 

77.90 

5.00 

3.90 

0.0015 

0.0055 

22.10 

100 

77.90 

5.00 

3.90 

0.0015 

0.0204 

16.01 

100 

83.99 

5.00 

4.20 

0.0015 

0.0000 

16.01 

100 

83.99 

5.00 

4.20 

0.0015 

0.0054 

21.98 

100 

78.02 

5.00 

3.90 

0.0015 

0.0000 

21.98 

100 

78.02 

5.00 

3.90 

0.0015 

0.0050 

18.57 

100 

81.43 

4.57 

3.72 

0.0015 

0.0005 

























































































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


lErinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Gneisses 


Gneisses 


Gneisses 


Erinpura Granite 


Erinpura Granite 


Gneisses 


Erinpura Granite 


Gneisses 


Erinpura Granite 


Gneisses 


Gneisses 


Erinpura Granite 


Gneisses 


Gneisses 


Gneisses 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Gneisses 


Erinpura 


Erinpura 


Erinpura 


Erinpura 


Erinpura 


Gneisses 


Erinpura 


Erinpura 


Erinpura 


Erinpura 


Erinpura 


Erinpura 


Granite 


Granite 


Granite 


Granite 


Granite 


Granite 


Granite 


Granite 


Granite 


Granite 


Granite 


Gneisses 


Gneisses 


Erinpura Granite 


Erinpura Granite 


Gneisses 


Erinpura Granite 


Erinpura Granite 


Gneisses 


Erinpura Granite 


Erinpura Granite 


Gneisses 


Erinpura Granite 


Gneisses 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

16.40 

100 

83.60 

5.00 

4.18 

0.0015 

0.0042 

10.17 

100 

89.83 

5.00 

4.49 

0.0015 

0.0042 

16.47 

100 

83.53 

5.00 

4.18 

0.0015 

0.0005 

16.47 

100 

83.53 

5.00 

4.18 

0.0015 

0.0206 

16.47 

100 

83.53 

5.00 

4.18 

0.0015 

0.0059 

21.59 

100 

78.41 

5.00 

3.92 

0.0015 

0.0006 

21.59 

100 

78.41 

5.00 

3.92 

0.0015 

0.0082 

18.42 

100 

81.58 

5.00 

4.08 

0.0015 

0.0000 

18.42 

100 

81.58 

5.00 

4.08 

0.0015 

0.0217 

18.42 

100 

81.58 

5.00 

4.08 

0.0015 

0.0267 

16.16 

100 

83.84 

5.00 

4.19 

0.0015 

0.0029 

16.16 

100 

83.84 

5.00 

4.19 

0.0015 

0.0243 

19.39 

100 

80.61 

5.00 

4.03 

0.0015 

0.0119 

17.12 

100 

82.88 

5.00 

4.14 

0.0015 

0.0088 

17.12 

100 

82.88 

5.00 

4.14 

0.0015 

0.0340 

15.13 

100 

84.87 

5.00 

4.24 

0.0015 

0.0100 

16.76 

100 

83.24 

5.00 

4.16 

0.0015 

0.0093 

16.76 

100 

83.24 

5.00 

4.16 

0.0015 

0.0007 

21.34 

100 

78.66 

5.00 

3.93 

0.0015 

0.0053 

14.24 

100 

85.76 

5.00 

4.29 

0.0015 

0.0000 

9.90 

100 

90.10 

5.00 

4.50 

0.0015 

0.0174 

16.74 

100 

83.26 

5.00 

4.16 

0.0015 

0.0012 

16.74 

100 

83.26 

5.00 

4.16 

0.0015 

0.0003 

17.44 

100 

82.56 

5.00 

4.13 

0.0015 

0.0050 

17.44 

100 

82.56 

5.00 

4.13 

0.0015 

0.0028 

17.40 

100 

82.60 

5.00 

4.13 

0.0015 

0.0057 

17.40 

100 

82.60 

5.00 

4.13 

0.0015 

0.0159 

11.30 

100 

88.70 

5.00 

4.44 

0.0015 

0.0029 

20.84 

100 

79.16 

5.00 

3.96 

0.0015 

0.0055 

14.90 

100 

85.10 

5.00 

4.25 

0.0015 

0.0848 

14.90 

100 

85.10 

5.00 

4.25 

0.0015 

0.0001 

16.31 

100 

83.69 

5.00 

4.18 

0.0015 

0.0019 

15.39 

100 

84.61 

5.00 

4.23 

0.0015 

0.0088 

18.29 

100 

81.71 

5.00 

4.09 

0.0015 

0.0039 

18.29 

100 

81.71 

5.00 

4.09 

0.0015 

0.0092 

19.97 

100 

80.03 

4.57 

3.66 

0.0015 

0.0213 

18.82 

100 

81.18 

4.57 

3.71 

0.0015 

0.0011 

11.20 

100 

88.80 

5.00 

4.44 

0.0015 

0.0001 

18.60 

100 

81.40 

5.00 

4.07 

0.0015 

0.0080 

18.60 

100 

81.40 

4.57 

3.72 

0.0015 

0.0001 

18.60 

100 

81.40 

5.00 

4.07 

0.0015 

0.0223 

16.01 

100 

83.99 

5.00 

4.20 

0.0015 

0.0074 

16.01 

100 

83.99 

5.00 

4.20 

0.0015 

0.0010 

17.63 

100 

82.37 

5.00 

4.12 

0.0015 

0.0000 

18.57 

100 

81.43 

5.00 

4.07 

0.0015 

0.0012 

18.57 

100 

81.43 

4.57 

3.72 

0.0015 

0.0270 

18.57 

100 

81.43 

5.00 

4.07 

0.0015 

0.0008 

18.57 

100 

81.43 

4.57 

3.72 

0.0015 

0.0020 

16.40 

100 

83.60 

5.00 

4.18 

0.0015 

0.0004 

16.40 

100 

83.60 

5.00 

4.18 

0.0015 

0.0063 

14.18 

100 

85.82 

5.00 

4.29 

0.0015 

0.0052 

14.18 

100 

85.82 

5.00 

4.29 

0.0015 

0.0022 

18.79 

100 

81.21 

5.00 

4.06 

0.0015 

0.0090 

18.79 

100 

81.21 

5.00 

4.06 

0.0015 

0.0021 

9.10 

100 

90.90 

5.00 

4.55 

0.0015 

0.0789 




























































































































































































































































































































































































































































































































































































































































































































Hydrogeological Unit 


lErinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Gneisses 


Erinpura Granite 


Erinpura Granite 


Erinpura Granite 


Gneisses 


Erinpura Granite 


Gneisses 


Gneisses 


Erinpura Granite 


Erinpura Granite 


Gneisses 


Erinpura Granite 


Erinpura Granite 


Gneisses 


Erinpura Granite 


Erinpura Granite 


Gneisses 


Gneisses 


Gneisses 


Erinpura Granite 


Erinpura Granite 


Gneisses 


Erinpura Granite 


Gneisses 


Gneisses 


Gneisses 


Gneisses 


Gneisses 


Gneisses 


Gneisses 


Gneisses 


Gneisses 


Erinpura 


Erinpura 


Erinpura 


Erinpura 


Erinpura 


Erinpura 


Erinpura 


Gneisses 


Erinpura 


Erinpura 


Gneisses 


Erinpura 


Erinpura 


Gneisses 


Erinpura 


Granite 


Granite 


Granite 


Granite 


Granite 


Granite 


Granite 


Granite 


Granite 


Granite 


Granite 


Granite 



Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010 ) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

14.84 

100 

85.16 

5.00 

4.26 

0.0015 

0.0017 

14.84 

100 

85.16 

5.00 

4.26 

0.0015 

0.0214 

15.19 

100 

84.81 

5.00 

4.24 

0.0015 

0.0089 

15.19 

100 

84.81 

5.00 

4.24 

0.0015 

0.0339 

10.17 

100 

89.83 

5.00 

4.49 

0.0015 

0.0250 

16.47 

100 

83.53 

5.00 

4.18 

0.0015 

0.0000 

16.47 

100 

83.53 

5.00 

4.18 

0.0015 

0.0000 

17.98 

100 

82.02 

5.00 

4.10 

0.0015 

0.0026 

17.98 

100 

82.02 

4.57 

3.75 

0.0015 

0.0022 

17.98 

100 

82.02 

5.00 

4.10 

0.0015 

0.0106 

8.01 

100 

91.99 

5.00 

4.60 

0.0015 

0.0151 

16.16 

100 

83.84 

5.00 

4.19 

0.0015 

0.0017 

15.91 

100 

84.10 

4.57 

3.84 

0.0015 

0.0008 

18.34 

100 

81.66 

5.00 

4.08 

0.0015 

0.0072 

18.34 

100 

81.66 

4.57 

3.73 

0.0015 

0.0022 

18.58 

100 

81.42 

4.57 

3.72 

0.0015 

0.0039 

17.08 

100 

82.92 

5.00 

4.15 

0.0015 

0.0003 

17.08 

100 

82.92 

5.00 

4.15 

0.0015 

0.0071 

21.34 

100 

78.66 

5.00 

3.93 

0.0015 

0.0250 

18.74 

100 

81.26 

5.00 

4.06 

0.0015 

0.0041 

14.73 

100 

85.27 

5.00 

4.26 

0.0015 

0.0052 

14.73 

100 

85.27 

4.57 

3.90 

0.0015 

0.0323 

15.80 

100 

84.20 

5.00 

4.21 

0.0015 

0.0002 

17.27 

100 

82.73 

5.00 

4.14 

0.0015 

0.0106 

17.27 

100 

82.73 

4.57 

3.78 

0.0015 

0.0003 

11.60 

100 

88.40 

4.57 

4.04 

0.0015 

0.0006 

9.62 

100 

90.38 

4.57 

4.13 

0.0015 

0.0200 

18.74 

100 

81.26 

5.00 

4.06 

0.0015 

0.0029 

14.73 

100 

85.27 

5.00 

4.26 

0.0015 

0.0000 

14.73 

100 

85.27 

4.57 

3.90 

0.0015 

0.0002 

15.80 

100 

84.20 

5.00 

4.21 

0.0015 

0.0142 

15.80 

100 

84.20 

4.57 

3.85 

0.0015 

0.0025 

7.46 

100 

92.54 

4.57 

4.23 

0.0015 

0.0668 

12.88 

100 

87.12 

4.57 

3.98 

0.0015 

0.0004 

11.17 

100 

88.83 

4.57 

4.06 

0.0015 

0.0100 

10.50 

100 

89.50 

4.57 

4.09 

0.0015 

0.0017 

11.60 

100 

88.40 

4.57 

4.04 

0.0015 

0.0555 

9.62 

100 

90.38 

4.57 

4.13 

0.0015 

0.0861 

10.14 

100 

89.86 

4.57 

4.11 

0.0015 

0.0001 

11.64 

100 

88.36 

4.57 

4.04 

0.0015 

0.0036 

14.24 

100 

85.76 

5.00 

4.29 

0.0015 

0.0349 

14.24 

100 

85.76 

5.00 

4.29 

0.0015 

0.0058 

17.44 

100 

82.56 

5.00 

4.13 

0.0015 

0.0004 

17.44 

100 

82.56 

5.00 

4.13 

0.0015 

0.0007 

18.74 

100 

81.26 

5.00 

4.06 

0.0015 

0.0071 

18.74 

100 

81.26 

5.00 

4.06 

0.0015 

0.0007 

18.02 

100 

81.98 

5.00 

4.10 

0.0015 

0.0044 

14.73 

100 

85.27 

4.57 

3.90 

0.0015 

0.0000 

15.39 

100 

84.61 

5.00 

4.23 

0.0015 

0.0139 

15.80 

100 

84.20 

5.00 

4.21 

0.0015 

0.0195 

15.80 

100 

84.20 

4.57 

3.85 

0.0015 

0.0017 

15.80 

100 

84.20 

5.00 

4.21 

0.0015 

0.0063 

18.29 

100 

81.71 

5.00 

4.09 

0.0015 

0.0000 

7.46 

100 

92.54 

4.57 

4.23 

0.0015 

0.0004 

13.83 

100 

86.17 

5.00 

4.31 

0.0015 

0.0069 
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Santpur (rural) 

0819000402372100 

2.37 

Siyawa 

0819000402374500 

15.25 


Soorpagla 

0819000402374600 

33.39 

Tartoli (rural) 

0819000402373800 

2.96 

Umarni 

0819000402369600 

4.32 


Uplagarh 

0819000402374700 

21.21 

Wasda 

0819000402374200 

3.82 


Fresh Non-command 

Non-command 
Fresh Non-command 

Command 

Fresh Non-command 

Non-command 
Fresh Non-command 

Fresh Non-command 

Non-command 
Fresh Non-command 

Fresh Non-command 

Fresh Non-command 

Command 

Fresh Non-command 

Fresh Non-command 


Hydrogeological Unit 

Potential 

Zone 

Area, 

sq.km 

Depth to 
Water Level, 
m bgl (Pre 

Monsoon 

2010) 

Average 
Depth to 

Basement 

Rock, m bgl 

Saturated 

Thickness, 

m 

Utilizable 

Percent of 

Saturated 

Thickness, 

% 

Utilizable 

Saturated 

Thickness, 

m 

Average 
Specific 
Yield of 
Acquifer 

Static 

Groundwater 

Resources, 

Mm 3 

Erinpura Granite 

2.47 

13.83 

100 

86.17 

5.00 

4.31 

0.0015 

0.0160 

Erinpura Granite 

0.18 

15.48 

100 

84.52 

5.00 

4.23 

0.0015 

0.0011 

Erinpura Granite 

0.85 

15.48 

100 

84.52 

5.00 

4.23 

0.0015 

0.0054 

Erinpura Granite 

1.86 

17.63 

100 

82.37 

5.00 

4.12 

0.0015 

0.0115 

Gneisses 

0.11 

17.63 

100 

82.37 

4.57 

3.76 

0.0015 

0.0006 

Erinpura Granite 

5.00 

17.27 

100 

82.73 

5.00 

4.14 

0.0015 

0.0310 

Gneisses 

1.37 

17.27 

100 

82.73 

4.57 

3.78 

0.0015 

0.0078 

Erinpura Granite 

1.75 

12.88 

100 

87.12 

5.00 

4.36 

0.0015 

0.0114 

Gneisses 

3.62 

12.88 

100 

87.12 

4.57 

3.98 

0.0015 

0.0216 

Erinpura Granite 

0.88 

16.02 

100 

83.98 

5.00 

4.20 

0.0015 

0.0055 

Erinpura Granite 

2.88 

16.02 

100 

83.98 

5.00 

4.20 

0.0015 

0.0182 

Erinpura Granite 

7.01 

19.51 

100 

80.49 

5.00 

4.02 

0.0015 

0.0423 

Erinpura Granite 

0.06 

19.09 

100 

80.91 

5.00 

4.05 

0.0015 

0.0004 

Gneisses 

0.06 

19.09 

100 

80.91 

4.57 

3.70 

0.0015 

0.0003 

Erinpura Granite 

0.81 

17.59 

100 

82.41 

5.00 

4.12 

0.0015 

0.0050 

Erinpura Granite 

2.25 

17.59 

100 

82.41 

5.00 

4.12 

0.0015 

0.0139 

Erinpura Granite 

1.21 

16.30 

100 

83.70 

5.00 

4.18 

0.0015 

0.0076 

Gneisses 

5.69 

16.30 

100 

83.70 

4.57 

3.83 

0.0015 

0.0326 

Erinpura Granite 

2.37 

10.94 

100 

89.06 

5.00 

4.45 

0.0015 

0.0158 

Erinpura Granite 

2.58 

11.60 

100 

88.40 

5.00 

4.42 

0.0015 

0.0171 

Gneisses 

1.99 

11.60 

100 

88.40 

4.57 

4.04 

0.0015 

0.0121 

Gneisses 

0.39 

9.62 

100 

90.38 

4.57 

4.13 

0.0015 

0.0024 

Erinpura Granite 

0.20 

18.34 

100 

81.66 

5.00 

4.08 

0.0015 

0.0012 

Erinpura Granite 

1.12 

17.08 

100 

82.92 

5.00 

4.15 

0.0015 

0.0070 

Erinpura Granite 

1.49 

17.08 

100 

82.92 

5.00 

4.15 

0.0015 

0.0093 

Gneisses 

4.35 

11.64 

100 

88.36 

4.57 

4.04 

0.0015 

0.0264 

Erinpura Granite 

3.77 

17.05 

100 

82.95 

5.00 

4.15 

0.0015 

0.0235 






























































































































































































































































































































































Annex GW-8 Location/Village details of Hydrogeological Characteristics of Aquifer Units in Banas Basin 


Sub Basin 

Hydg 

Depth 

SWL 

Disc. 

DD (m) 

Specific 

Transmissivity 

Banas 

Gneisses(B.G.C) 

30.00 

202.90 

105.07 

1.59 

56.00 

13.97 

0.06 

12.60 

2.44 

8.66 

86.00 

32.98 

0.02 

1.15 

0.30 






Jhonpra 

Richer(Ew) 


Jawakhera 

Mewariya 


Khat ami a 

Gilund 


Jawakhera 

Tikar 


Tikar 

Jawakhera 





Banas 

Limestone 

60.00 

159.60 

94.29 

3.10 

87.30 

33.16 

0.63 

3.15 

1.70 

5.00 

5.00 

5.00 

0.63 

0.63 

0.63 






Jaisinghpura 

Chakeri 


Bairara 

Chakeri 


Mei Kalan 

Bairara 


Bairara 

Bairara 


Bairara 

Bairara 





Banas 

Older Alluvium 

18.50 

202.10 

104.67 

3.41 

100.00 

21.03 

0.38 

10.08 

3.09 

4.42 

82.35 

20.53 

0.01 

1.17 

0.45 

158.21 

158.21 

158.21 



Choru 

Niwai-II 


Jahajpur 

Chauth 

Kabarwara 


Padana 

Bonli 


S.Mahopur 

(Dushera 

Jahajpur 


Jahajpur 

Sarsop 


Basu 

Khurd 

Basu 

Khurd 


Banas 

Phyllite & Schist 

8.00 

203.00 

84.13 

0.20 

63.00 

12.42 

0.03 

22.68 

3.79 

1.50 

60.44 

18.67 

0.02 

8.77 

1.92 

31.00 

2510.00 

1294.79 



Nathdwara 

Jhilwara(Ew) 


Jharol 

Shyampura 


Pharara 

Siyana 


Bamania 

Kalan-II 

Tapriya Khera 


Tapriya Khera 

Sreepura 


Urn 

Bamania 

Kalan-I 


Banas 

Quartzite 

19.60 

19.60 

19.60 


















Dauiatpura 

Dauiatpura 

















Banas 

Shale 

95.00 

160.05 

133.02 

39.00 

41.44 

40.22 

3.42 

6.05 

4.73 

6.60 

6.60 

6.60 

0.92 

0.92 

0.92 






Phariya 

Khandar 


Khandar 

Gothra 


Khandar 

Gothra 


Gothra 

Gothra 


Gothra 

Gothra 





Berach 

Bhander Sandstone 

40.00 

40.00 

40.00 

13.00 

13.00 

13.00 

0.45 

0.45 

0.45 












Bhadsora 

Bhadsora 


Bhadsora 

Bhadsora 


Bhadsora 

Bhadsora 











Berach 

Gneisses(B.G.C.) 

27.50 

200.80 

96.33 

1.00 

43.10 

14.47 

0.25 

7.56 

2.07 

1.52 

68.00 

36.94 

0.01 

1.75 

0.22 






Bawalwara 

Sangath 


Umara 

Bohera 


Arnod 

Umara 


Modi 

Navaratna 

Complex, 


Netwal 

Maharaj 

Modi 





Berach 

Limestone 

45.00 

192.00 

101.58 

1.90 

22.00 

8.47 

1.26 

15.12 

5.97 

3.96 

23.91 

13.94 

0.15 

3.82 

1.99 






Katunda 

Agarpura 


Agarpura 

Rashmi 


Rashmi 

Agarpura 


Agarpura 

Samaria Kalan 


Samaria Kalan 

Agarpura 





Berach 

Phyllite & Schist 

40.00 

254.00 

98.97 

2.00 

53.00 

11.88 

0.06 

11.00 

2.56 

11.12 

53.00 

35.08 

0.01 

0.67 

0.21 

50.00 

50.00 

50.00 



Bankli 

Tidi 


Bhim 

Tidi 


Som 

Sarana 


Ashok Nagar 

Loyara 


Loyara 

Ashok Nagar 


Sarana 

Sarana 


Berach 

Shale 

40.00 

196.00 

102.27 

1.40 

32.88 

17.66 

0.17 

5.50 

2.07 

6.17 

43.70 

22.80 

0.18 

0.89 

0.54 

10.29 

10.29 

10.29 



Ghosunda 

Shambhupura 


Parsoli 

Nanana 


Kapasan 

Nanana 


Nanana 

Parsoli 


Jogini 

Nanana 


Nanana 

Nanana 


Dain 

Gneisses(B.G.C.) 

13.64 

123.00 

54.83 

3.50 

21.00 

10.39 

0.06 

5.04 

1.07 












Dhanao 

Deorabas 


Chandolai 

Bhinai 


Hingonia 

Dabrela 











Dain 

Phyllite & Schist 

60.00 

162.00 

111.00 

18.00 

22.00 

20.00 

0.06 

0.83 

0.45 

45.00 

45.00 

45.00 

0.02 

0.02 

0.02 






Bithur 

Piplu 


Bithur 

Piplu 


Bithur 

Piplu 


Piplu 

Piplu 


Piplu 

Piplu 








Sub Basin 

Hydg 

Gudia 

Older Alluvium 


Bhander Sandstone 


Gneisses(B.G.C) 


Phyllite & Schist 


Gneisses(B.G.C.) 


Gneisses(B.G.C.) 


Younger Alluvium 


50.00 

201.00 

119.35 

3.85 

Malpura 

Nareda Mundia 
Kalan II (Nala) 


Malpura 

34.43 

159.60 

86.17 

4.70 

Malarnachor 

Ajnoti 


Duni 

60.00 

201.00 

112.00 

23.00 

Mannoj 

Satlana 


Satlana 

208.00 

208.00 

208.00 

10.00 

Lehsoda 

Lehsoda 


Lehsoda 

13.00 

202.90 

71.19 

1.00 

Bhagthalla-II 

Gulab Pura-II 


Khakaramal 

16.50 

200.00 

108.31 

2.28 

Phulia 

Rampura 


Phulia 

36.00 

200.00 

100.74 

2.30 

Sawaipur 

Amlikalan 


Sawaipur 

50.00 

129.70 

89.85 

6.47 

Deogarh 

Lambodi 


Lambodi 

40.00 

199.80 

97.87 

1.50 

Jaleri(Rasadpur 

a) 

Bherughati-II 


Kuwaria 

40.00 

178.50 

96.60 

1.00 

Amartia 

Pansal 


Kotri 

40.00 

162.00 

89.80 

3.00 

Kishangarh 

Deoli 


Hirapura 

29.70 

165.19 

72.04 

3.25 

Bagri-Ll 

Gulabpura- 

Bhimpura 


Patoli 

50.00 

161.00 

97.17 

6.20 

Jamdoli 

Niwaroo 


Ranipura 

19.90 

120.73 

77.08 

9.80 


22.20 


Sanwatgarh 


33.00 


Ajnoti 


33.00 


Rampura 


10.00 


Lehsoda 


32.30 


Patan 


22.90 


Dadhla 


39.30 


Agariya(Ew 


! Disc. | 

1.00 

2.52 

2.03 

Niwai-I 

Sanwatgarh 


0.33 

6.83 

2.49 

SESA 

Salarpur 


1.01 

1.51 

1.26 

Rampura 

Satlana 


3.50 

3.50 

3.50 

Lehsoda 

Lehsoda 


0.03 

22.87 

2.26 

Aroli 

Shibji Ka Baag 


0.06 

31.20 

8.14 

Bhandawas 

Phulia 


0.03 

2.50 

0.77 

Uncha 

Bagar 


0.13 

3.00 

1.56 

Deogarh 

Lambodi 


0.03 

16.67 

2.49 

Jaleri(Rasadp 

ura) 

Asan 


0.07 

8.07 

2.35 

Kotri 

V.S.P.N.Bhilw 

ara 


0.13 

12.60 

2.14 

Mundoti 

Arain 


0.10 

25.00 

4.40 

Chirota 

Nimola 


0.19 

5.00 

2.14 

Pachewar 

Bagri-I 


0.76 

14.50 

5.49 


DD (m) | 

Specific 

54.20 

54.27 

54.24 

0.02 

0.04 

0.03 

Niwai-I 

Nareda 

Mundia Kalan 


Niwai-I 

Nareda 

Mundia Kalan 


11.00 

15.22 

13.11 

0.12 

0.62 

0.37 

Salarpur 

Malarnachor 


Malarnachor 

Salarpur 


7.00 

7.00 

7.00 

0.22 

0.22 

0.22 

Satlana 

Satlana 


Satlana 

Satlana 


20.00 

20.00 

20.00 

0.18 

0.18 

0.18 

Lehsoda 

Lehsoda 


Lehsoda 

Lehsoda 


0.70 

67.85 

28.24 

0.01 

15.99 

3.49 

Ganpatia 

Khera 

Mothi 


Khakaramal 

Shibji Ka 
Baag 


1.21 

6.10 

3.18 

0.86 

15.73 

10.17 

Rampura 

Dadhla 


Dadhla 

Rampura 


36.60 

61.38 

48.99 

0.02 

0.04 

0.03 

Lambia Kalan 

Amlikalan 


Amlikalan 

Lambia Kalan 



Transmissivity | 

38.00 

38.00 

38.00 

Malpura 

Malpura 


29.00 

29.00 

29.00 

Duni 

Duni 




1585.00 2507.00 2046.00 

Phulia Rampura 














20.00 

98.00 

48.88 

0.04 

0.17 

0.11 

8.08 

8.08 

8.08 

Bherughati-II 

Asan 


Bherughati-II 

Asan 


Agarpura 

Agarpura 


19.12 

26.55 

22.84 

0.17 

0.30 

0.24 

15.61 

15.61 

15.61 

Kirtipura 

V.S.P.N.Bhilw 

ara 


Kirtipura 

V.S.P.N.Bhil 

wara 


V.S.P.N. 

Bhilwara 

V.S.P.N. 

Bhilwara 


8.60 

35.00 

16.02 

0.05 

0.58 

0.18 

2.18 

2.18 

2.18 

Bhojpura 

Dudu I 
(Malpura 


Dudu I 
(Malpura 

Bhojpura 


Sarund 

Sarund 


3.28 

30.60 


0.04 

2.79 

0.74 

0.68 

112.00 

56.34 

Renwal 

Kalwara 


Kalwara 

Renwal 


Kalwara 

Mohana 


17.95 

29.66 

23.81 

0.08 

0.08 

0.08 

8.55 

8.55 

8.55 

Ranipura 

Niwaroo 


Niwaroo 

Ranipura 


Niwaroo 

Niwaroo 


0.90 

12.20 

6.55 

0.08 

15.22 

2.26 

45.00 

849.00 

447.00 






















































































































































































Sub Basin Hydg 


Phyllite & Schist 


Younger Alluvium 


Gneisses(B.G.C) 


Phyllite & Schist 


Rundal-I 


75.00 


Kustala 


21.78 


Dabur 


38.00 


Bhagwatgarh 


18.37 


Shivdaspura 


28.20 


Kanota 


40.00 


Jorawarpura 


35.00 


Kuhara 


Depth 


Govindpura 


175.00 


Mampura 


225.00 


Ratkuria 


170.47 


Sesa 


86.00 


Ravindra Manch 


163.00 


Nangal 

Susawatana 


125.00 


Mandrela 


178.00 


Ahamadpura 


Jairampura 


13.00 


Sewa 


1.00 


Jastana-I 


3.00 


Bhanakpura 


12.50 


Garhkhera 


0.91 


Bhudar 


2.00 


Jhirota 


3.00 


Panwar 


Kanota 


Bairath 

Jairampura 



Jaitpura-Ll 

Sirisi 

36.50 

26.20 

0.42 

50.00 


11.78 

3.57 

3.57 

Chauth Ka 

Barwara 


SESA 

Chauth Ka 

Barwara 



Maholi 

Maholi 

91.40 

15.76 

0.25 

16.92 


4.49 

0.32 

28.00 

Ratkuria 


Patodi 

Surya Nagar 



Prahladpur 

Malarna 

Dungar 

16.67 

7.29 

0.34 

12.60 


4.48 

7.40 

31.95 

Sesa 


Bhagwatgarh 

Bhanakpura 



Bhanakpura 

Sesa 

24.85 

17.96 

2.52 

7.00 


4.64 



Ragbjnathpu 

ra 


Ragbjnathpur 

a 

Ravindra 

Manch 





55.66 

18.40 

0.83 

31.32 


5.52 

1.14 

60.00 

Nayla 


Malawala 

Ambabari 



Kalyanpur 

Bhudar 

46.55 

13.61 

0.63 

9.53 


2.93 

5.04 

5.04 

Mandrela 


Jhirota 

Mandrela 



Mandrela 

Mandrela 

23.60 

11.91 

0.38 

3.78 


1.61 



Kuhara 


Kuhara 

Ahamadpura 






Specific 


Bairath Jaitpura-Ll 


Maholi Maholi 


Nangal Lat Prahladpur 


Transmissivity 


Nangal Jairampur 
Jeisa a 


1.92 3.18 627.00 139.46 


Lewali T Kot , 


1.70 0.63 26.20 26.20 26.20 


Bhagwatgarh Bhanakpura 


Devaliya Kalyanpur 


1.46 1.00 556.00 207.60 


Devaliya 5™?“* 


1.89 1.89 182.90 182.90 182.90 


Mandrela Mandrela 


Mandrela Mandrela 


29.00 29.00 29.00 


Gunsi Gunsi 
































































































Annex GW-8 Location/Village details of Hydrogeological Characteristics of Aquifer Units in Banganga Basin 


Sub Basin 

Hydg 

Depth 

SWL 

Disc. 

DD (m) 

Specific 

Transmissivity 

Banganga 

Gneisses(B.G.C) 

33.00 

125.40 

60.29 

7.60 

42.70 

24.43 

1.67 

5.00 

3.33 







80.00 

80.00 

80.00 



Baswa 

Baswa 


Baswa 

Baswa 


Baswa 

Baswa 








Baswa 

Baswa 


Banganga 

Limestone 

70.00 

159.55 

112.56 

12.00 

16.30 

14.58 

0.17 

2.52 

1.04 












Surer 

Talab 


Tehla 

Surer 


Tehla 

Talab 











Banganga 

Older Alluvium 

24.50 

210.64 

92.80 

0.47 

59.00 

11.18 

0.05 

42.15 

6.61 

0.36 

100.00 

13.63 

0.01 

11.34 

1.29 

6.00 

787.00 

164.17 



Bansi Khurd 

Kumher-III 


Bhanera 

Bardali 


Uchain 

Mallah 


Kolwa 

Bharatpur(Cim 
mco Factory) I 


Paota 

Kanwada 


Halena 

Mallah 


Banganga 

Phyllite & Schist 

20.28 

125.50 

83.66 

4.72 

35.89 

12.70 

1.26 

20.00 

6.48 

0.79 

29.46 

16.75 

0.21 

4.64 

1.52 

7.30 

7.30 

7.30 



Dangarwara 

Dausa 


Dangarwara 

Anantpur 


Chhareda 

Andhi 


Datala Gujron 

Dangarwara 


Dangarwara 

Datala Gujron 


Dangarw 

ara 

Dangarwa 

ra 


Banganga 

Quartzite 

19.60 

202.82 

102.16 

3.70 

60.00 

17.63 

0.08 

15.12 

3.02 

1.96 

61.56 

25.12 

0.07 

2.48 

0.59 

7.00 

576.00 

199.25 



Ghumana-I 

Kalakho 


Pratapgarh 

Jaipur 


Khuri Khurd 

Gyanpura 


Achrol 

Pratapgarh 


Pratapgarh 

Achrol 


Guda Ka 

Tala 

Achrol 


Banganga 

Younger Alluvium 

24.00 

203.70 

71.25 

0.95 

39.07 

14.68 

0.35 

16.98 

4.56 

1.97 

26.87 

10.23 

0.01 

2.33 

0.63 

2.00 

1688.00 

259.20 



Bhandarej* 

Bhandarej 


Manpur 

Amarsar 


Bidhara 

Gijgarh 


Tigari 

Bidhara 


Bidhara 

Achalpura 


Bidhara 

Sikrai 





Annex GW-8 Location/Village details of Hydrogeological Characteristics of Aquifer Units in Chambal Basin 


Sub Basin 

Hydg 

Depth 

SWL 

Disc. 

DD (m) 

Specific 

Transmissivity 

Chakan 

Limestone 

40.00 

107.00 

74.00 

1.07 

20.80 

11.62 

2.52 

12.60 

6.30 

35.43 

35.43 

35.43 

0.36 

0.36 

0.36 






Kapren 

Chhapawada 


Chhapawada 

Gothara 


Gothara 

Chhapawada 


Chhapawada 

Chhapawada 


Chhapawada 

Chhapawada 





Chakan 

Older Alluvium 

146.00 

146.00 

146.00 

21.00 

21.00 

21.00 

3.78 

3.78 

3.78 

12.40 

12.40 

12.40 

0.30 

0.30 

0.30 






Nathri 

Nathri 


Nathri 

Nathri 


Nathri 

Nathri 


Nathri 

Nathri 


Nathri 

Nathri 





Chakan 

Phyllite & Schist 

50.00 

75.00 

59.25 

2.75 

7.40 

5.56 

2.52 

8.19 

4.62 







69.00 

69.00 

69.00 



Sanwatgarh 

Jharkhoda 


Punwala 

Kereda 

Bujurg 


Sanwatgarh 

Punwala 








Sanwatga 

rh 

Sanwatgar 

h 


Chakan 

Shale 

40.00 

131.00 

64.00 

3.00 

13.50 

8.51 

0.13 

18.90 

8.54 

12.78 

12.78 

12.78 

1.48 

1.48 

1.48 






Gunwar 

Nainwa 


Gunwar 

Navalpura 


Navalpura 

Nainwa 


Nainwa 

Nainwa 


Nainwa 

Nainwa 





Chambal Downstream 

Bhander Sandstone 

16.00 

108.00 

68.21 

2.00 

30.00 

12.66 

0.60 

21.00 

6.08 

8.00 

8.00 

8.00 

0.28 

0.28 

0.28 






Jaloda Khatian 

Kanwas 


Ayana 

Shiv Singh 
Pura 


Dholpur 

Ayana 


Piplai 

Piplai 


Piplai 

Piplai 





Chambal Downstream 

Limestone 

60.00 

101.00 

78.03 

7.00 

21.55 

15.52 

3.15 

25.20 

16.78 

5.66 

6.60 

6.13 

2.71 

3.68 

3.20 






Langra 

Kasar 


Kasar 

Sawaimadho 

pur 


Langra 

Kasar 


Gothra 

Sawaimadhopu 

r 


Sawaimadhop 

ur 

Gothra 





Chambal Downstream 

Older Alluvium 

24.00 

208.00 

99.10 

1.00 

41.00 

19.00 

0.63 

18.90 

6.51 

3.04 

32.71 

14.08 

0.08 

1.64 

0.84 

69.00 

69.00 

69.00 



Luhari 

Digod 


Latoori 

Pah 


Basai Dang 

Mandawara 


Farakpur 

Beebanwa 


Beebanwa 

Farakpur 


Darah 

Darah 


Chambal Downstream 

Shale 

29.45 

152.80 

82.39 

3.00 

45.00 

18.32 

0.13 

25.20 

6.69 












Nimoda 

Sukhwas 


Kustala 

Malama 

Doongar 


Ghata 

Chinaita 











Chambal Upstream 

Bhander Sandstone 

49.00 

271.00 

119.64 

3.00 

90.00 

20.61 

0.03 

20.37 

3.58 

6.33 

6.33 

6.33 

3.22 

3.22 

3.22 

229.00 

229.00 

229.00 



Antali 

Jahazpur 


Darbiji 

Jashma 


Antali 

Tilaswa 


Tilaswa 

Tilaswa 


Tilaswa 

Tilaswa 


Tilaswa 

Tilaswa 


Chambal Upstream 

Deccan Traps 

35.00 

200.00 

81.61 

2.90 

28.90 

11.12 

0.22 

7.56 

1.82 

4.08 

4.08 

4.08 

0.54 

0.54 

0.54 

444.00 

444.00 

444.00 



Hemra 

Teetarwasa 


Akola 

Kachera 


Akola 

Teetarwasa 


Kachera 

Kachera 


Kachera 

Kachera 


Kachera 

Kachera 


Chambal Upstream 

Shale 

30.00 

135.80 

106.81 

3.35 

20.00 

9.67 

0.67 

15.00 

5.69 

5.22 

52.10 

28.66 

0.01 

1.51 

0.76 






Bhoopal Sagar 

Torkhari 


Chechi 

Bhoopal 

Sagar 


Torkhari 

Chechi 


Chechi 

Torkhari 


Torkhari 

Chechi 





Kali Sindh 

Bhander Sandstone 

33.00 

165.00 

77.98 

1.00 

20.00 

7.79 

0.08 

18.90 

5.46 







6.00 

39.00 

22.50 



Pirawa 

Thedoli 


Gundi 

(Chechat) 

Rel 


Kolipura 

Sakatpura 








Sanet 

Sagod 


Kali Sindh 

Deccan Traps 

12.00 

240.00 

95.58 

0.50 

53.00 

11.13 

0.13 

12.60 

2.55 

2.74 

11.05 

7.98 

0.11 

1.15 

0.44 

9.31 

249.00 

79.86 



Barodiya 

Sarod 


Pirawa 

Bakani 


Siana -1 

Bhaopura 


Jhunjhani 

Khajla Barnada 


Khanpur 

Jhunjhani 


Khanpur 

Jhunjhani 





Sub Basin 

Hydg 

Kali Sindh 

Limestone 



25.50 


Anta-II 


93.00 


Harsali 


56.00 


Sagod 


140.00 


Mahu Tonk 


72.00 


Devri 


14.00 


Jalindri-I 


40.00 


Thana 


29.80 


Maiza 


40.00 


Bamangaon 


40.00 


Laban 


36.00 


Rampur Todiya 


42.00 


Nipaniya 


23.00 


Kashipura 


24.40 


Depth 


261.00 


Roopahera 


93.00 


Harsali 


154.00 


Daulatganj 

(Nayagaon) 


200.00 


Rajpur 


321.00 


Kasra Thana 


315.00 


Bigod 


156.00 


Basoli 


150.00 


Kheenia 


200.00 


Mahapura 


40.00 


Laban 


207.00 


Sundabad (Near 
Karwala) 


154.00 


Chauki-Motipura 


174.20 


Bheronda 


150.00 


Daulatganj 

(Nayagaon) 


9.00 


Mahu Tonk 


1.00 


Kasra Thana 


2.00 


Bigod 


6.00 


Thana 


0.50 


Lesard 


3.00 


Bamangaon 


14.00 


Laban 


2.45 


Tancha 


1.80 


Chachoda 


2.00 


Kashipura 


2.83 


24.00 

10.82 

0.03 

8.40 

2.68 


6.12 


7.48 

Bijora 


Dhulet 

Bijora 



Anta-II 


Anta-I 

19.00 

19.00 

12.60 

12.60 

12.60 





Harsali 


Harsali 

Harsali 






13.04 

11.40 

0.13 

6.00 

3.19 





Budati 


Daulatganj 

(Nayagaon) 

Chechat 






33.00 

21.00 

1.96 

18.90 

10.43 





Rajpur 


Rajpur 

Mahu Tonk 






8.00 

4.88 

0.56 

3.64 

1.82 





Deori 


Kasra Thana 

Devri 






30.00 

9.04 

0.63 

20.38 

8.45 


6.79 


6.79 

Keshorai 

Patan 


Lalpura 

Jalindri-II 



Jalindri-II 


Jalindri-II 

16.90 

9.97 

0.63 

10.22 

3.95 





Basoli 


Thana 

Basoli 






20.00 

4.85 

0.38 

18.20 

5.66 


0.74 


15.37 


36.20 


Hattipura 


14.00 


Laban 


27.00 


Mudiyar(Et) 


29.25 


Mandola 


58.40 


Bheronda 


28.67 


0.50 


Baldar Khan 


0.13 


Laban 


0.13 


Sundabad 

(Near 


0.64 


Chhipa Barod 


1.67 


Bheronda 


1.26 


6.80 0.67 


Anta-II 


Transmissivity i 


0.82 3.40 403.00 142.35 


Keshoraipalan 


43.05 28.94 



24.03 12.66 0.07 


18.86 9.05 0.40 2.79 1.38 78.00 78.00 78.00 











































































































































Annex GW-8 Location/Village details of Hydrogeological Characteristics of Aquifer Units in Gambhir Basin 


Sub Basin 

Hydg 

Depth 

SWL 

Disc. 

DD (m) 

Specific 

Transmissivity 

Gambhir 

Bhander Sandstone 

47.10 

201.00 

110.81 

3.05 

35.00 

14.94 

0.13 

15.12 

3.45 

7.20 

10.00 

8.40 

0.13 

0.18 

0.15 




Gambhir 


Bamori 

Baso Kalan 


Sheopura 

Kyarda 


Jaisora 

Sheopura 


Mandrayal 

Baso Kalan 


Baso Kalan 

Mandrayal 





Gambhir 

Older Alluvium 

19.78 

184.60 

75.27 

2.50 

84.70 

15.57 

0.05 

23.60 

4.43 

2.00 

30.00 

12.12 

0.01 

2.74 

0.75 

14.00 

327.00 

154.02 

Gambhir 


Maraina 

Bhimnagar 


Kali Pahari 
(Hodayli) 

Bhimnagar 


Kurgaon 

Samogar 


Mei Kalan 

Ramaspur 


Kondar 

Samogar 


Bidiyari 

Samogar 


Gambhir 

Quartzite 

60.00 

200.00 

120.24 

11.75 

25.20 

17.91 

1.17 

10.08 

6.52 










Gambhir 


Jahaj 

Lanka-II 


Kemri 

Jahaj (Devi 
Mandir) 


Jahaj (Devi 
Mandir) 

Jahaj 














Annex GW-8 Location/Village details of Hydrogeological Characteristics of Aquifer Units in Ghaggar Basin 


Sub Basin 

Hydg 

Depth 

SWL 

Disc. 

DD (m) 

Specific 

Transmissivity 

Ghaggar 

Younger Alluvium 

35.00 

543.00 

158.23 

2.95 

43.52 

16.23 

1.51 

33.33 

9.54 

1.60 

14.60 

5.23 

0.27 

10.42 

2.76 

535.00 

1580.00 

1065.43 



Rangmahal-I 

Anupgarh 


Rangmahal-I 

Chakhli 


Zorawarpura 

Baropal 

#N/A 

Roorawali 

Suresala 


Pilibanga 

Roorawali 


Anupgar 

h 

Pilibanga 





Annex GW-8 Location/Village details of Hydrogeological Characteristics of Aquifer Units in Luni Basin 


Sub Basin 

Hydg 

Depth 

SWL 

Disc. 

DD (m) 

Specific 

Transmissivity 

Bandi 

More Granite 

24.00 

105.00 

55.89 

4.00 

19.00 

8.54 

0.04 

5.67 

1.54 












Khanpur-I 

Khanpur 


Lunol 

Sidrath 


Jaitpura-II 

(Jogani) 

Lunol 











Bandi 

Older Alluvium 

53.50 

90.00 

77.38 


















Lachiwara 

Golia 

Narta 

















Bandi 

Younger Alluvium 

102.00 

102.00 

102.00 

40.00 

40.00 

40.00 

5.04 

5.04 

5.04 












Dangra 

Dangra 


Dangra 

Dangra 


Dangra 

Dangra 











Bandi (Hemawas) 

Erinpura Granite 

20.87 

66.00 

41.77 

1.80 

23.00 

10.50 

0.63 

2.52 

1.39 












Bar 

Kharchi-II 


Bar 

Dhanasani 


Kagri 

Kharchi-II 











Bandi (Hemawas) 

Older Alluvium 

43.00 

70.00 

58.80 

5.00 

35.14 

20.82 

0.13 

3.15 

1.43 












Jetaran 

Leelamba 


Jetaran 

Leelamba 


Leelamba 

Nimbol 











Bandi (Hemawas) 

Phyllite & Schist 

30.00 

153.00 

53.05 

9.00 

23.36 

13.89 

0.13 

5.04 

2.40 












Bagri 

Radwas-I 


Mandla 

Kaunlia 


Kaunlia 

Ladnu-II 

(Chhapar 











Guhiya 

Bilara Limestone 

40.00 

110.00 

79.72 

12.00 

80.00 

40.93 

0.19 

12.60 

5.55 












Manda 

Hariara 


Khardi 

Hariara 


Mandla 

Bilara 











Guhiya 

Erinpura Granite 

40.00 

96.00 

56.24 

9.00 

38.00 

20.68 

0.13 

4.75 

1.38 

3.50 

3.50 

3.50 

0.06 

0.06 

0.06 






Bansia -1 

Bali 


Junpelao 

Kulthana-II 

(Observatio 


Junpelao 

Bansia -1 


Sardar 

Samand 

Sardar Samand 


Sardar 

Samand 

Sardar 

Samand 





Guhiya 

Gneisses 

61.00 

66.00 

63.50 

7.18 

14.64 

10.91 

0.25 

0.25 

0.25 












Roondia 

Pipalia Kalla 


Pipalia Kalla 

Roondia 


Roondia 

Roondia 











Guhiya 

Older Alluvium 

52.00 

60.00 

55.33 

4.60 

30.00 

21.20 

2.52 

10.08 

6.30 












Aangdosh 

Narlai 

(Production 


Narlai 

(Production 

Hapasar 


Hapasar 

Narlai 

(Production 











Guhiya 

Phyllite & Schist 

9.45 

190.10 

81.25 

1.90 

58.80 

19.57 

0.07 

15.96 

3.51 

3.47 

32.65 

18.34 

0.02 

1.98 

0.49 

279.90 

834.28 

557.09 



Chandawal 

Bilawas 


Jadan-II 

Bagri 


Sandia 

Nimli-I 


Sesli 

Bhakriwala 

Gaon 


Bhakriwala 

Gaon 

Sesli 


Bilawas 

Sesli 


Guhiya 

Younger Alluvium 

28.80 

55.00 

40.84 

2.87 

3.40 

3.03 

1.67 

7.56 

3.71 












Rai Ko Ki 

Dhani 

Sukarlai 


Dhalop 

Somesar-II 


Rai Ko Ki 

Dhani 

Sukarlai 











Jawai 

Erinpura Granite 

34.00 

61.00 

53.75 

8.00 

28.00 

14.49 

0.25 

5.04 

1.56 












Badechi 

San war a 


Badechi 

San war a 


Nadol 

Posintra 














Sub Basin 

Hydg 

Jawai 

Older Alluvium 


Phyllite & Schist 


Younger Alluvium 


Phyllite & Schist 


Tertiary S andstone 


Vindhyan Sandstone 


Erinpura Granite 


Younger Alluvium 


25.00 

240.00 

106.19 

7.00 

Rajanwadi-I 

Korana 


Rajanwadi-I 

60.00 

63.00 

61.50 

9.00 

Sonai Lakha 

Bhattana 


Bhattana 

17.00 

167.69 

85.22 

5.00 

Gol 

Dangra 


Gol-II 

79.86 

227.99 

148.09 

16.05 

Jhak 

Marwar Chhapr 


Nimbol 

45.00 

205.10 

109.78 

6.00 

Ugras. 

Devnagar 


Ugras. 

32.00 

421.20 

107.55 

13.00 

Badauli 

Manasar 


Guda 

Bhagwandas 

50.00 

106.08 

85.41 

19.00 

Karkeri 

Nimod 


Nokh 

Chandawata 

43.00 

442.86 

181.37 

4.00 

Umedpura 

Banethia 

Lai-I 


Lamba 

60.00 

327.35 

151.27 

33.40 

Chhoti Chhapri 

Merta City 


Chhoti Beri 

80.00 

82.00 

81.00 

2.00 

Barloot I 

Sirodi 


Sirodi 

60.00 

109.00 

77.00 

2.75 

Idarla 

Kishangarh 


Mithaura 

40.00 

225.00 

99.02 

4.75 

Bagra Tube well 
No. 3 

Revatra 


Alwara 

22.00 

154.00 

62.03 

0.50 

Padeev 

Mandwa 


Kojra 

26.00 

154.00 

65.43 

4.20 


Kuaber Ivth 


11.31 


Sonai Lakha 


45.00 


Santhu 


100.00 


Gotan 


90.00 


Ransigaon 


130.00 


Dabra 


51.00 


Balaya 


72.50 


Mokala 


85.00 


Bachwari 


8.00 


Barloot I 


20.00 


Kishangarh 


44.00 


Bairath 

(Kalapura) 


30.00 


Ummedgarh 


59.00 


Golia 

(Bhadrajun) 


0.63 


Sonai Lakha 


0.62 


Lunniyasar 


1.26 


Surjaniawas 


0.13 


Palri Ranwat 


0.34 


Habchar 


0.45 


Nelot 


0.63 


Manu 


1.50 


Nevra 


0.42 


Barloot I 


0.11 


Idarla 


1.26 


Devki 


0.25 


Kojra 


0.13 


































































































































Sub Basin Hydg 


Transmissivity | 





































































































































































Sub Basin 

Hydg 

Mithari 

Older Alluvium 


Sukri (Sayala) 


Phyllite & Schist 


Younger Alluvium 


Erinpura Granite 


Phyllite & Schist 


Younger Alluvium 


Younger Alluvium 


30.00 

136.00 

65.38 

2.50 

Jaitpura 

(Jogani) 

Narta (Bhagal 
Septa) 


Sumerpur 

20.00 

194.70 

92.96 

3.50 

Dujana-II 

Khudala 


Digarana 

27.00 

180.00 

116.10 

10.20 

Kuaber 

Padardi 


Charpatiya 

35.00 

215.00 

135.89 

5.50 

Dhanwara 

Jiwana 


Bhinmal 

47.00 

190.70 

118.85 

10.80 

Chajjala 

Kagmala(Ow-II) 

Chajjala 

16.00 

300.00 

140.44 

20.50 

Dhanta 

Plade-II 


Plade-II 

26.00 

178.00 

65.42 

3.00 

Somesar 

Rampura Kalan 


Nana 

25.00 

125.00 

74.00 

6.35 

Kulthana-II 

Bhadrajun 


Khod 

37.50 

196.90 

77.28 

15.00 

Khinwara 

Polie Line 
Rajnagar 


Faina 

65.53 

65.53 

65.53 


Siali 

Siali 



52.00 

362.80 

165.96 

12.00 

Dhavala 

Sarao 


Dhanwara 

53.17 

182.90 

117.67 

5.33 





Posana-Vii 

Dumaria 


Elana 


Kagmala(0 

w-II) 


Kagmala(Ow- 

II) 


3.33 


Dahipura 


0.17 


Desuri-I 


0.25 


Sojat Road 


0.08 


Faina 


Golana 


3.78 


Digarana 


21.67 


Charpatiya 


11.20 


Jiwana 


0.83 


Kagmala(Ow- 

II) 


7.56 


Punasa 


6.30 


Sojat Road 


7.56 


Bhadrajun 


1.26 


Ranawas 






































































































Annex GW-8 Location/Village details of Hydrogeological Characteristics of Aquifer Units in Mahi Basin 


Sub Basin 

Hydg 

Depth 

SWL 

Disc. 

DD (m) 

Specific 

Transmissivity 

Anas 

Deccan Traps 

50.00 

150.00 

78.74 

2.76 

50.00 

15.82 

0.04 

1.67 

0.50 

16.65 

16.65 

16.65 

0.10 

0.10 

0.10 

0.26 

3.00 

1.63 



Kasar Wadi 

Nagda Bari 


Kushalgarh 

Chhota 

Loharia 


Kasar Wadi 

Kushalgarh 


Kushalgarh 

Kushalgarh 


Kushalgarh 

Kushalgarh 


Tamesara 

Kushalgar 

h 


Anas 

Phyllite & Schist 

40.00 

150.00 

76.56 

1.00 

36.00 

7.23 

0.03 

3.78 

0.96 

0.17 

30.28 

16.90 

0.01 

0.70 

0.14 

0.01 

68.60 

18.86 



Jhalkia 

Gangar Talai 


Bheelkua 

Jhalkia 


Jhalkia 

Bheelkua 


Magarda 

Sallopat 


Bagi Dhora 

Magarda 


Sajjangar 

h 

Sallopat 


Bhadar 

Phyllite & Schist 

50.00 

135.60 

78.35 

2.02 

25.00 

12.00 

0.13 

4.60 

2.05 

19.91 

39.60 

27.84 

0.02 

0.19 

0.13 

10.00 

10.00 

10.00 



Parda Thoor 

Peeth 


Peeth 

Dariyati 


Parda Thoor 

Sarthuna 


Sarthuna 

Peeth 


Peeth 

Sarthuna 


Sarthuna 

Sarthuna 


Bhadar 

Ultra Basics 

50.00 

138.60 

94.30 

12.13 

17.00 

14.57 

0.13 

0.80 

0.46 

12.90 

12.90 

12.90 

0.06 

0.06 

0.06 






Amjhara 

Badamil 


Badamil 

Amjhara 


Amjhara 

Badamil 


Badamil 

Badamil 


Badamil 

Badamil 





Jakham 

Gneisses(B.G.C.) 

43.35 

113.95 

69.33 

2.46 

25.00 

11.99 

0.56 

6.66 

3.47 

10.50 

11.95 

11.23 

0.45 

0.56 

0.50 






Dhariyawad 

Pipalkhunt 


Pipalkhunt 

Dhariawad 

(Ct) 


Dhariawad 

(Ct) 

Dhariyawad 


Pipalkhunt 

Dhariyawad 


Pipalkhunt 

Dhariyawad 





Mahi 

Deccan Traps 

29.00 

215.00 

77.55 

2.45 

43.18 

9.76 

0.12 

22.68 

2.67 

0.85 

26.67 

15.31 

0.06 

8.02 

1.64 

3.00 

256.00 

65.67 



Lambadabra 

Sarwachotti 


Nalda 

Abapura 


Suhagpura 

Sarwachotti 


Choti Sarwan 

Sarwa Choti 


Mokampura 

Choti Sarwan 


Mokamp 

ura 

Choti 

Sarwan 


Mahi 

Gneisses(B.G.C.) 

34.00 

178.85 

82.21 

1.11 

62.50 

7.85 

0.08 

16.67 

3.15 

0.04 

60.00 

15.23 

0.01 

12.85 

1.21 

2.00 

753.00 

153.12 



Reencha 

Talwara 


Bhongra 

Shivpura 


Kalimagri 

Talwara 


Ghantali 

Khodan 


Khodan 

Chandu Ji Ka 

Gurha 


Banswar 

Chandu Ji 

Ka Gurha 


Mahi 

Phyllite & Schist 

40.00 

150.00 

89.51 

0.24 

31.90 

8.76 

0.02 

12.50 

1.98 

1.06 

37.00 

14.94 

0.01 

2.70 

0.59 

0.90 

152.00 

56.64 



Anandpuri 

Budwa 


Punjpur 

Kabja 


Karada 

Dhariyawad 


Anandpuri 

Karada 


Karada 

Burwa 


Itawa 

Ganora 


Moran 

Phyllite & Schist 

40.00 

119.65 

68.03 

0.78 

18.50 

7.00 

0.10 

11.00 

2.26 

0.33 

14.07 

6.30 

0.13 

13.89 

4.00 

4.00 

174.50 

108.13 



Teejwar 

Mandev 


Mandev 

Boramli 


Antri 

Thakarda 


Thakarda 

Mandev 


Gamra 

Thakarda 


Gamra 

Mewara 


Som 

Gneisses(B.G.C.) 

28.00 

167.10 

90.39 

0.30 

48.00 

11.13 

0.03 

10.43 

2.21 

3.18 

72.58 

17.00 

0.01 

1.78 

0.47 

6.00 

6.00 

6.00 



Beka Kheda II 

Nd 

Bhutpura-II 


Pyara 

Gudli 


Surkhand 

Khera 

Agar 


Chawand 

Merta 


Surkhand 

Khera 

Chawand 


Merta 

Merta 


Som 

Phyllite & Schist 

14.00 

161.00 

88.01 

0.42 

40.00 

8.81 

0.06 

25.20 

2.75 

0.55 

105.00 

19.18 

0.02 

2.49 

0.35 

6.00 

7944.00 

2299.43 



Mehgaon 

Sunipur 


Karawara 

Nawaniya 


Piyola 

Vallabhnagar 


Chapi 

Kalyanpur 


Tokar 

Idana 


Doja 

Mehgaon 





Annex GW-8 Location/Village details of Hydrogeological Characteristics of Aquifer Units in Other Nallahs of Jalore Basin 


Sub Basin 

Hydg 

Depth 

SWL 

Disc. 

DD (m) 

Specific 

Transmissivity 

Other Nallahs Of Jalore 

Older Alluvium 

46.00 

351.50 

155.56 

5.20 

65.00 

29.93 

1.89 

19.30 

6.56 

1.28 

16.61 

8.30 

0.30 

12.30 

4.08 






Karawadi 

Luniasar 


Garh 

Kuda 


Paharpura 

Garh 


Surawa 

Raniwara 


Raniwara 

Surawa 





Other Nallahs Of Jalore 

Younger Alluvium 

24.00 

180.00 

74.67 

0.40 

36.00 

15.43 

0.13 

7.94 

4.79 












Mohabat Nagar 

Mandwala 


Mohabat Nagar 

Mandwala 


Mohabat 

Nagar 

Rajanwadi-II 

(Observation 














Annex GW-8 Location/Village details of Hydrogeological Characteristics of Aquifer Units in Outside Basin 


Sub Basin 

Hydg 

Depth 

SWL 

Disc. 

DD (m) 

Specific 

Transmissivity 

Fragmented 

Older Alluvium 

150.00 

240.00 

182.13 

21.30 

49.10 

29.75 

7.50 

13.33 

10.65 

1.80 

12.12 

5.34 

1.10 

5.09 

3.25 






Motigarh 

Kamisar Raja 


6Pb 

Motigarh 


6Pb 

Motigarh 


Lunkha 

Motigarh 


Motigarh 

Lunkha 





Fragmented 

Vindhyan Sandstone 

186.29 

186.29 

186.29 

68.00 

68.00 

68.00 

0.83 

0.83 

0.83 












Rajasar-I 

Rajasar-I 


Rajasar-I 

Rajasar-I 


Rajasar-I 

Rajasar-I 











Fragmented 

Younger Alluvium 

59.00 

415.88 

160.26 

6.00 

48.35 

21.85 

1.00 

7.33 

3.83 

6.60 

6.60 

6.60 

0.15 

0.15 

0.15 






Suroth 

Karanpura 


Sunderpura 

Gokulpura 


Gokulpura 

Suroth 


Gokulpura 

Gokulpura 


Gokulpura 

Gokulpura 





Sub 1 

Younger Alluvium 

27.00 

248.00 

111.31 

5.10 

43.79 

18.98 

0.34 

18.33 

4.48 

3.50 

18.44 

7.72 

0.43 

4.49 

2.10 

80.00 

604.00 

353.00 



Nathewala-I 

Raisanghnagar 


Daulatpura 

Balesar-II 


Wasra 

Saharani 


6-8 Llw 

Balesar-II 


Chistian-II 

Saharani 


Chistian- 

II 

Chistian-I 


Sub 2 

Older Alluvium 

171.60 

336.00 

234.80 

18.50 

29.03 

23.77 

7.50 

16.67 

12.08 

1.36 

2.80 

2.08 

2.68 

12.25 

7.47 






Bhopalpura 

Khajuwala 


Kundal 

Khajuwala 


Kundal 

Khajuwala 


Khajuwala 

Kundal 


Kundal 

Khajuwala 





Sub 2 

Tertiary Sandstone 

67.50 

249.00 

139.17 

21.00 

66.00 

52.29 

0.17 

7.50 

2.74 

0.40 

26.10 

10.65 

0.06 

18.75 

6.38 






Mahajan 

Kilchu 


Rajasar-II 

Kamisar 


Rajasar-II 

Sadola 


Sadola 

Lunkaransar 


Lunkaransar 

Sadola 





Sub 2 

Vindhyan Sandstone 

73.50 

184.71 

132.45 

5.94 

70.00 

40.38 

0.33 

2.52 

1.32 












Kankarwa Mod 

Sonergaon 


Kankarwa Mod 

Khajuwala 


Rekh 

Meghana 

Khajuwala 











Sub 2 

Younger Alluvium 

60.00 

261.00 

181.25 

16.00 

80.60 

50.44 

0.56 

4.63 

2.48 

1.75 

25.50 

8.22 

0.08 

2.45 

0.90 

0.84 

1112.00 

450.00 



Burajwala 

Somasar 


Bijaynagar 

Somasar 


Burajwala 

Ramsare-II 


Pampalia-I 

Amrasar 


Amrasar 

Ramsare-II 


Pampalia- 

I 

Somasar 


Sub 3 

Older Alluvium 

15.00 

228.00 

100.69 

2.22 

80.62 

41.23 

0.17 

189.17 

6.25 

0.35 

36.58 

6.50 

0.04 

12.67 

1.78 

27.02 

3914.30 

749.35 



Dhani Chilon-II 

Sipaliyon Ki 
Dhani 


Singhana 

Dant 

Ramgarh 


Sardar Shahar 

Jhunjhunu 


Aslu 

Chainpura 

Chhota 


Chainpura 

Chhota 

Aslu 


Dokuwa 

Gudarwas 


Sub 3 

Quartzite 

42.00 

129.00 

85.75 

21.55 

44.00 

32.00 

0.56 

8.82 

4.71 

4.50 

4.50 

4.50 

1.40 

1.40 

1.40 






Chokha Ka Bas 

Gokal Ka Bas 


Chhausari 

Gokal Ka 

Bas 


Chhausari 

Papra 


Pilani 

Pilani 


Pilani 

Pilani 





Sub 3 

Tertiary Sandstone 

108.00 

183.00 

138.67 

60.78 

62.19 

61.66 

2.50 

2.67 

2.58 

8.93 

8.93 

8.93 

0.30 

0.30 

0.30 






Khodala 

Khodala 


Khiyeranlaleran 

Khodala 


Khodala 

Khodala 


Khodala 

Khodala 


Khodala 

Khodala 





Sub 3 

Vindhyan Sandstone 

49.40 

235.75 

108.34 

42.00 

56.45 

49.74 

0.40 

7.56 

3.99 

1.28 

4.16 

2.84 

0.13 

2.57 

1.51 






Khejra 

Thukariasar 


Dulrasar 

Thukariasar 


Dulrasar 

Billun-II 


Jaitsisar-I 

Billun-II 


Dulrasar 

Billun 1 





Sub 3 

Younger Alluvium 

55.00 

295.45 

127.69 

6.00 

68.00 

37.35 

0.38 

10.55 

3.49 

3.43 

8.45 

5.35 

0.10 

3.08 

1.53 

56.95 

1646.53 

1073.26 



Sonedi 

Bhanipur 


Likhmisar 

Girwersar 


Chak 81 R.B. 

Bhatwala 


Bhatwala 

Bhojrasar 


Bhojrasar 

Bhatwala 


Bhojasar 

Bara 

Lunasar 





Sub Basin 

Hydg 

Sub 4 

Older Alluvium 


Tertiary S andstone 


Vindhyan Sandstone 


Younger Alluvium 


Jurassic Sandstone 


Phyllite & Schist 


Tertiary Sandstone 


Vindhyan Sandstone 


36.00 

466.00 

106.41 

1.60 

Laxmana Ka 

Bas 

Bandhau 


Palsana 

24.30 

229.60 

101.84 

6.00 

Dhan 

Udrasar 


Ladnun-III 

54.00 

165.00 

96.45 

23.56 

Bai 

Bahadurpura 


Mataji Ka Bas 

42.98 

613.40 

195.28 

40.00 

Kolasar 

Mudh 


Kanwalisar 

21.00 

505.07 

175.28 

26.51 

Dheersar 

Bhamatsar 


Ladnu 

53.00 

556.60 

171.76 

25.00 

Kishan 

Coloney,Riico 

Lakhansar 


Kishan 

Coloney,Riico 

31.39 

260.00 

135.51 

20.00 

Pundlo 

Basni Manna 


Basni Manna 

62.00 

88.00 

75.00 

23.00 

Bhagu Ka Gaon 

Bhainsara-I 

Bhagu Ka Gaon 

7.00 

447.14 

196.76 

0.60 

Haboor 

Kanoji Ki Dhani 


Ludarwa. 

19.51 

300.00 

99.30 

0.81 

Khuri 

Nokhra 


Rampur 

56.00 

94.20 

73.49 

7.00 

Kolia 

Nokha Jodha 


Sotika 

60.00 

125.00 

92.50 

17.00 

Tota 

Lathi 


Lathi 

100.00 

300.00 

203.33 

26.82 

Kuchaman-Iv 

Golan 


Kasari 

51.00 

398.00 

160.24 

10.00 


Lachmangar 

h 


Talab Ki Dhani 


23.55 


Ladnun-II 


6.50 


Gudakalan 


15.78 


Gadwala-II 


12.60 


Dhurila 


15.78 


Fatepur 


56.70 


Mandli 


2.52 


Bhainsara-I 


64.32 


Chandan 


25.27 


Jusri 


3.50 


Kanwai 


1.89 


Lathi 


39.55 


Kuchera 


12.60 


2.10 


Sanu 


1.00 


Anandpura 


DD (m) 


33.98 


Gudakalan 


12.03 


Udrasar 


Lohiya 


30.80 


Badaniwali 


11.00 


Binjasar 


Specific 

0.04 

10.37 

Paniarwas 

Bandhau 

0.33 

0.33 

Udrasar 

Udrasar 

0.19 

0.41 

Mataji Ka Bas 

Bai 

0.02 

58.82 

Lohiya 

Kolayat 

0.12 

6.47 

Badaniwali 

Ladnu-III 

0.45 

2.63 

Binjasar 

Fatepur 

0.34 

4.12 

Rirri-I 

Manchitia 


Transmissivity | 


1.22 1.78 1024.00 363.18 



4.72 36.00 720.00 256.18 


Gadwala- „ 

I Ranen 


1.56 122.00 122.00 122.00 


Jasrasar Jasrasar 


1.54 49.40 186.00 117.70 


Binjasar Fatepur 


1.57 3.40 28.00 15.70 


52.00 7.86 


10.40 5.63 




Sardarpur Rashidpur 


4.23 397.00 2211.00 1398.43 


Chhor Bhairwa 


0.95 51.00 528.00 299.83 


Sardarpul , , 



1.30 

8.00 

4.65 

0.23 

2.56 

Merta City 

Golan 


Golan 

Merta City 

0.12 

120.00 

15.33 

0.05 

55.56 



5.65 13.34 74.04 43.69 




















































































































































































































































Annex GW-8 Location/Village details of Hydrogeological Characteristics of Aquifer Units in Parbati Basin 

























Annex GW-8 Location/Village details of Hydrogeological Characteristics of Aquifer Units in Ruparail Basin 


Sub Basin 

Hydg 

Depth 

SWL 

Disc. 

DD (m) 

Specific 

Transmissivity 

Ruparail 

Limestone 

70.00 

101.00 

80.67 

12.00 

25.00 

18.33 

0.13 

1.89 

0.76 

5.00 

5.00 

5.00 

0.38 

0.38 

0.38 






Dhamred 

Kushalgarh 


Kushalgarh 

Dhamred 


Dhamred 

Roopwas 


Roopwas 

Roopwas 


Roopwas 

Roopwas 





Ruparail 

Older Alluvium 

12.80 

199.90 

79.02 

1.92 

49.12 

13.26 

0.01 

50.00 

5.31 

1.45 

40.80 

11.28 

0.01 

8.69 

0.95 

12.00 

186.00 

75.85 



Jajore 

Roopwas 


Ramgarh 

Paha 


Malakhera 

Pasta 


Haldina 

Ramgarh 


Ghatmikal 

(Deep) 

Haldina 


Ramgarh 

Sau 


Ruparail 

Quartzite 

50.00 

202.70 

105.31 

7.62 

45.12 

21.23 

1.26 

25.20 

8.94 

22.59 

35.93 

30.63 

0.07 

0.24 

0.13 






Rajgarh 

Thana Gazi 


Alwar 

Rajgarh 


Rajgarh 

Choroti 
Nasopur II 


Alwar 

Thana Gazi 


Rajgarh 

Alwar 








Annex GW-8 Location/Village details of Hydrogeological Characteristics of Aquifer Units in Sabarmati Basin 


Sub Basin 

Hydg 

Depth 

SWL 

Disc. 

DD (m) 

Specific 

Transmissivity 

Sabarmati 

Erinpura Granite 

46.50 

60.00 

53.25 

8.00 

10.00 

9.00 

1.40 

3.15 

2.28 












Jhadol 

Ghasa 


Jhadol 

Ghasa 


Ghasa 

Jhadol 











Sabarmati 

Gneisses 

82.00 

82.00 

82.00 

10.00 

10.00 

10.00 

0.52 

0.52 

0.52 












Mawal 

Mawal 


Mawal 

Mawal 


Mawal 

Mawal 











Sei 

Erinpura Granite 

50.00 

50.00 

50.00 

9.60 

9.60 

9.60 

0.76 

0.76 

0.76 












Loonanda 

Loonanda 


Loonanda 

Loonanda 


Loonanda 

Loonanda 











Vatrak 

Phyllite & Schist 

39.00 

161.00 

97.51 

1.98 

25.00 

10.04 

0.13 

5.04 

1.94 

0.85 

38.60 

17.37 

0.04 

0.40 

0.15 

2.00 

25.00 

11.00 



Mewara 

Ramsagda 


Jhalap 

Sansarpur 


Sansarpur 

Laxmanpura 


Mewara 

Karwara 


Jhontri 

Rasta 


Jhontri 

Nandor 


Wakal 

Phyllite & Schist 

50.00 

155.15 

97.42 

0.90 

28.00 

9.83 

0.14 

8.96 

2.21 

1.59 

44.50 

23.05 

0.05 

5.64 

2.84 






Kherwara 

Jagat 


Chanawada 

Karda 


Makradeo 

Nandeshma 


Nandeshma 

Chanawada 


Chanawada 

Nandeshma 








Annex GW-8 Location/Village details of Hydrogeological Characteristics of Aquifer Units in Sabi Basin 


Sub Basin 

Hydg 

Depth 

SWL 

Disc. 

DD (m) 

Specific 

Transmissivity 

Sabi 

Older Alluvium 

21.68 

204.00 

88.20 

2.70 

96.15 

17.65 

0.13 

700.00 

11.06 

3.00 

33.50 

11.42 

0.08 

3.65 

1.02 

35.66 

662.40 

159.38 



Kahrani-I 

Sirwa 


Patlia-I 

Sirwa 


Basai 

Behror 


Kolaheda 

Tijara 


Bahroj 

Kahrani-II 


Tapukara 

Palasali 

Mod 


Sabi 

Quartzite 

25.00 

175.00 

86.04 

11.70 

52.44 

22.16 

0.83 

14.18 

4.61 

1.50 

10.43 

5.92 

0.16 

2.10 

1.51 

660.00 

660.00 

660.00 



Sarund 

Garh Basal 


Narera 

Renwal 

(Mohanpura 


Renwal 

(Mohanpura 

Narera 


Biharisar 

Ghana 


Ghana 

Biharisar 


Narera 

Narera 


Sabi 

Slate 

75.00 

75.00 

75.00 

48.00 

48.00 

48.00 

0.13 

0.13 

0.13 












Hamjapur 

Hamjapur 


Hamjapur 

Hamjapur 


Hamjapur 

Hamjapur 











Sabi 

Younger Alluvium 

29.20 

159.14 

71.23 

0.59 

60.00 

19.67 

0.30 

23.45 

5.77 

1.68 

24.20 

8.87 

0.03 

8.17 

1.72 

0.76 

3144.00 

595.26 



Bhainslana 

Jhajhe Kalan 


Bhabru 

Raipur (Bala 
Ji Ka Jhoda) 


Rajnauta 

Pragpura 


Shahpura 

Molahera 


Rajnauta 

Pragpura 


Rankada 

Ki Dhani 

Bhabru 





Annex GW-8 Location/Village details of Hydrogeological Characteristics of Aquifer Units in Shekhawati Basin 


Sub Basin 

Hydg 

Depth 

SWL 

Disc. 

DD (m) 

Specific 

Transmissivity 

Dohan 

Older Alluvium 

27.74 

166.40 

90.76 

1.00 

58.30 

29.11 

0.06 

56.70 

6.31 

3.20 

137.71 

15.32 

0.01 

3.71 

0.96 

2.93 

4109.00 

715.50 



Singhana-II 

Moi Bharu 


Singhana 

Lakhu 


Kathuwas 

Govala 


Jhanjha 

Ghilot 


Ghilot 

Sewali 


Jetgarh 

Bissau 


Dohan 

Quartzite 

50.00 

134.26 

70.84 

10.00 

39.00 

27.34 

0.38 

1.51 

0.79 












Pachar 

LISARIA 


Pachar 

Gangiyasar 


Gangiyasar 

Pachar 











Dohan 

Slate 

60.00 

62.00 

61.00 

13.00 

13.00 

13.00 

1.89 

1.89 

1.89 

12.00 

12.00 

12.00 

0.16 

0.16 

0.16 






Khokhar 

Khokhar 


Khokhar 

Khokhar 


Khokhar 

Khokhar 


Khokhar 

Khokhar 


Khokhar 

Khokhar 





Dohan 

Younger Alluvium 

30.00 

131.00 

66.33 

7.00 

18.00 

11.00 

2.80 

4.20 

3.50 

4.00 

4.50 

4.25 

0.62 

1.05 

0.84 






Tiba Basai 

Lotiya 

(Fatehpura) 


Tiba Basai 

Lotiya 

(Fatehpura) 


Tiba Basai 

Solana 


Solana 

Tiba Basai 


Tiba Basai 

Solana 





Kantli 

Older Alluvium 

15.05 

150.00 

67.18 

0.50 

58.00 

20.86 

0.56 

45.42 

9.96 

0.16 

9.21 

5.15 

0.19 

7.81 

2.34 

86.00 

1915.00 

562.14 



Gwala-I 

Dhani Malakalli 


Ram Narain Ki 

Dhani 

Fatehpur 

Road 


Sewdara 

Jodhpura 


Gwala-I 

Kadka 


Kanwat 

Gwala-I 


Kanawat 

Jodhpura 


Kantli 

Quartzite 

12.00 

160.20 

76.83 

1.92 

48.00 

20.08 

0.13 

45.72 

10.12 

6.50 

37.61 

19.16 

0.07 

1.54 

0.53 

6.72 

7766.00 

2153.19 



Biharipur 

Ardavat 


Jodhpura 

Narodara 


Badbar 

Bagoli-II 


Fatehpur 

Kawarpura 


Kawarpura 

Chaukri 


Haripur 

Jodhpura 


Kantli 

Younger Alluvium 

61.34 

106.00 

79.20 

18.00 

45.35 

27.12 

5.00 

12.00 

7.53 

3.60 

3.60 

3.60 

1.39 

1.39 

1.39 






Bishanpura 

Gardhana Kalian 


Gardhana 

Kalian 

Chlrasan 


Chlrasan 

Dighal 


Chlrasan 

Chlrasan 


Chlrasan 

Chlrasan 





Mendha 

Gneisses 

45.00 

50.00 

47.50 

10.00 

14.00 

12.00 

0.13 

0.25 

0.19 












Makadwali 

Chachiawas 


Makadwali 

Chachiawas 


Makadwali 

Chachiawas 











Mendha 

Gneisses(B.G.C) 

50.00 

50.00 

50.00 

13.00 

13.00 

13.00 

0.13 

0.13 

0.13 












Bubani 

Bubani 


Bubani 

Bubani 


Bubani 

Bubani 











Mendha 

Older Alluvium 

24.00 

207.00 

77.75 

2.90 

80.00 

28.03 

0.04 

312.88 

8.78 

1.41 

35.58 

9.22 

0.05 

9.46 

1.28 

5.97 

592.00 

208.45 



Maharoli 

Manpur Gatti 


Trilokpura 

Ajitgarh 


Janna 

Kuchaman-I 


Binjyasi 

Sikar, S.K 
Hospital 


Bhaislana 

Binjyasi 


Manpur 

Gatti 

Kotri 


Mendha 

Phyllite & Schist 

31.00 

105.00 

57.91 

3.43 

64.00 

17.72 

0.06 

7.83 

1.48 

10.98 

10.98 

10.98 

0.71 

0.71 

0.71 






Rupangarh 

Singara 


Ajmer 

Kamoo 


Khatoli 

Jajota 


Jajota 

Jajota 


Jajota 

Jajota 





Mendha 

Quartzite 

35.00 

62.00 

45.53 

18.94 

42.00 

29.65 















Dansroli 

Jorawamagar 


Bay 

Jorawamaga 

r 














Mendha 

Younger Alluvium 

45.00 

122.98 

78.77 

2.45 

51.30 

23.65 

1.13 

20.00 

7.91 

0.84 

20.40 

8.42 

0.15 

16.37 

2.06 

111.00 

839.00 

329.14 



Jaipur City 

Kariri 


Bagawas 

UdakP.S. 

Jhotwara 


Dabigh 

Dhodsar 


Purohiton Ki 

Dhani 

Bagawas 


Bagawas 

Purohiton Ki 

Dhani 


Singod 

Khurd 

Hastera 





Annex GW-8 Location/Village details of Hydrogeological Characteristics of Aquifer Units in Sukli Basin 


Sub Basin 

Hydg 

Depth 

SWL 

Disc. 

DD (m) 

Specific 

Transmissivity 

Sukli 

Erinpura Granite 

18.00 

39.00 

27.50 

0.50 

13.18 

4.70 

0.06 

0.63 

0.27 












Pindwara 

Sildhar 


Pithapura 

Palri 


Arathwara 

Pindwara 











Sukli 

Phyllite & Schist 

17.00 

80.00 

39.75 

0.35 

21.00 

6.42 

0.07 

16.38 

1.39 












Hathal 

Tawri 


Gulabganj 

Amthalla 


Debani 

Bharja 














Annex GW-8 Location/Village details of Hydrogeological Characteristics of Aquifer Units in West Banas Basin 


Sub Basin 

Hydg 

Depth 

SWL 

Disc. 

DD (m) 

Specific 

Transmissivity 

West Banas 

Erinpura Granite 

36.00 

131.75 

72.59 

3.33 

30.00 

9.38 

0.25 

5.04 

1.57 

6.20 

11.26 

8.73 

0.30 

0.65 

0.47 






Dodua 

Kemariya Jodha 


Santpur 

Nagani 


Dodua 

Morwada 


Kiverli 

Santpur 


Santpur 

Kiverli 





West Banas 

Gneisses 

21.00 

138.70 

72.57 

0.80 

16.00 

7.73 

0.25 

18.90 

3.43 

0.62 

6.00 

3.12 

0.11 

14.69 

4.73 

295.00 

295.00 

295.00 



Kiverli 

Girwar 


San war a 

Reodar 


Beravilpur 

Rohida 


Peshwa-I 

Jhankar 


Girwar 

Peshwa-I 


Akarbhet 

a 

Akarbheta 


West Banas 

Phyllite & Schist 

60.00 

60.00 

60.00 

8.00 

8.00 

8.00 

3.78 

3.78 

3.78 












Raipur 

Raipur 


Raipur 

Raipur 


Raipur 

Raipur 
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Annex SW-1(a) 

Brief Discussion of Soil and Water Assessment Tool (SWAT) 

Model 


Brief Description of the Model 

The Soil and Water Assessment Tool (SWAT) model (Arnold et al., 1998 1 , 
Neitsch et al., 2002 2 ) is a distributed parameter and continuous time simulation 
model. The SWAT model has been developed to predict the hydrological 
response of un-gauged catchments to natural inputs as well as the manmade 
interventions. Water and sediment yields can be assessed as well as water 
quality. The model (a) is physically based; (b) uses readily available inputs; (c) 
is computationally efficient to operate and (d) is continuous time and capable of 
simulating long periods for computing the effects of management changes. The 
major advantage of the SWAT model is that unlike the other conventional 
conceptual simulation models it does not require much calibration and therefore 
can be used on un-gauged watersheds (in fact the usual situation). 

The SWAT model is a long-term, continuous model for watershed simulation. It 
operates on a daily time step and is designed to predict the impact of land 
management practices on water, sediment, and agricultural chemical yields. The 
model is physically based, computationally efficient, and capable of simulating a 
high level of spatial details by allowing the watershed to be divided into a large 
number of sub-watersheds. Major model components include weather, 
hydrology, soil temperature, plant growth, nutrients, pesticides, and land 
management. The model has been validated for several watersheds. 

In SWAT, a watershed is divided into multiple sub-watersheds, which are then 
further subdivided into unique soil/land-use characteristics called hydrologic 
response units (HRUs). The water balance of each HRU in SWAT is represented 
by four storage volumes: snow, soil profile (0-2m), shallow aquifer (typically 
2-20m), and deep aquifer (>20m). Flow generation, sediment yield, and non- 
point-source loadings from each HRU in a sub-watershed are summed, and the 
resulting loads are routed through channels, ponds, and/or reservoirs to the 
watershed outlet. Hydrologic processes are based on the following water balance 
equation: 

SW,=SW+Y,(R„-Q,-ET,-P,-QR,) 

1=1 

where SW is the soil water content minus the wilting-point water content, and R, 
Q, ET, P, and QR are the daily amounts (in mm) of precipitation, runoff, 


Arnold, J. G., R. Srinivasan, R. S. Muttiah, and J. R. Williams. 1998. Large-area hydrologic modeling and 
assessment: Part I. Model development. J. American Water Res. Assoc. 34(1): 73-89 

2 Neitsch, S. L., J. G. Arnold, J. R. Kiniry, J. R. Williams, and K. W. King. 2002a. Soil and Water Assessment 
Tool - Theoretical Documentation (version 2000).Temple, Texas: Grassland, Soil and Water Research 
Laboratory, Agricultural Research Service, Blackland Research Center, Texas Agricultural Experiment Station. 
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evapotranspiration, percolation, and groundwater flow, respectively. The soil 
profile is subdivided into multiple layers that support soil water processes, 
including infiltration, evaporation, plant uptake, lateral flow, and percolation to 
lower layers. The soil percolation component of SWAT uses a storage routing 
technique to predict flow through each soil layer in the root zone. Downward 
flow occurs when field capacity of a soil layer is exceeded and the layer below is 
not saturated. Percolation from the bottom of the soil profile recharges the 
shallow aquifer. If the temperature in a particular layer is 0°C or below, no 
percolation is allowed from that layer. Lateral subsurface flow in the soil profile 
is calculated simultaneously with percolation. The contribution of groundwater 
flow to the total stream flow is simulated by routing a shallow aquifer storage 
component to the stream (Arnold, Allen, and Bernhardt 1993 3 ). 

SWAT also simulates the nutrient dynamics. Sediment yield is calculated based 
on the Modified Universal Soil Loss Equation (MUSLE) (Williams, 1975 4 ). The 
movement of nutrients, i.e. nitrogen and phosphorus is based on built in 
equations for their transformation from one form to the other. The total amounts 
of nitrates in runoff and subsurface flow is calculated from the volume of water 
in each pathway with the average concentration. Phosphorus however is 
assumed to be a relatively less mobile nutrient, with only the top 10 mm of soil 
considered in estimating the amount of soluble P removed in runoff. A loading 
function is used to estimate the phosphorus load bound to sediments (McElroy et 
al, 1976 5 ). SWAT calculates the amount of algae, dissolved oxygen and 
carbonaceous biological oxygen demand (CBOD - the amount of oxygen 
required to decompose the organic matter transported in surface runoff) entering 
the main channel with surface runoff. CBOD loading function is based on a 
relationship given by Thomann and Mueller (1987) 6 . 

Advantages of the SWAT Model 

The SWAT model possesses most of the attributes which are identified to be the 
desirable attributes that a hydrological model should possess. 

The SWAT model is a spatially distributed physically based model. It requires 
site specific information about weather, soil properties, topography, vegetation, 
and the land management practices being followed in the watershed. The 
physical processes associated with water movement, sediment movement, crop 
growth, nutrient cycling, etc. are directly modelled by SWAT using these input 
data. This approach results in major advantages, such as: 

• Un-gauged watersheds with no monitoring data (e.g. stream gauge data) can 
be successfully modelled. 


3 Arnold, J.G., Allen, P.M, and Bernhardt, G.T. 1993. A comprehensive surface groundwater flow model. 
Journal of Hydrology, 142: 47-69 

4 Williams, J.R. 1975. Sediment routing for agricultural watersheds. Water Resources Bulletin, 11 (5): 965- 
974. 

5 McElroy, A.D., Chiu, S.Y. and Nebgen, J.W. 1976. Loading functions for assessment of water pollution from 
nonpoint sources. EPA document 600/2-76-151, USEPA, Athens, GA 

6 Thomann, R.V. and J.A. Mueller. 1987. Principles of surface water quality modelling and control. Harper & 
Row Publishers, New York 
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• The relative impact of alternative input data (e.g. changes in management 
practices, climate, vegetation, etc.) on water quantity, quality or other 
variables of interest can be quantified. 

• The model uses readily available inputs. The minimum data required to make 
a SWAT run are the commonly available data from local government 
agencies. 

• The model is computationally efficient. Simulation of very large basins or a 
variety of management strategies can be performed without excessive 
investment of time or money. 

• The model enables users to study impacts on account of human interventions 
which makes it very suitable for scenario generation. 

• The model is also capable of incorporating the climate change conditions to 
quantify the impacts of change. 

• The model has gained a wide global acceptability. Currently 720 peer 
reviewed papers have been published based on the SWAT model 
(http://swatmodel.tamu.edu ). The current rate of publication is about 120 
peer reviewed papers per year. There are more than 90 countries using the 
model for practical applications and at the least, more than 200 graduate 
students all over the world are using it as part of their M.S. or Ph.D. research 
program. In the U.S alone, more than 25 universities have adopted the model 
in graduate level teaching classes. 

• SWAT is a public domain model actively supported by the Grassland, Soil 
and Water Research Laboratory (Temple, TX, USA) of the USDA 
Agricultural Research Service. 

Data Requirement for SWAT Modelling 

The data required for modelling the basins was collected. The data includes both 

the static (time invariant) and the dynamic (time series) data. The following is 

the brief description of the data requirement and its processing: 

Spatial Data 

Spatial data and the source of data required for the Banas River Basin include: 

• Digital Elevation Model: SRTM, of 90 m resolution 7 ; 

• Drainage Network - Hydroshed 8 ; 

• Soil maps and associated soil characteristics (source: FAO Global soil) 9 ; 

• Land use: Global Map of Land Use/Land Cover Areas (GMLULCA), 
IWMI’s Global Map of Irrigated Areas (GMIA) (source: IWMI) 10 ; 


7 http://srtm.csi.cgiar.org : USGS (2004), Shuttle Radar Topography Mission, 1 Arc Second scene 
SRTM_u03_n008e004, Unfilled Unfinished 2.0, Global Land Cover Facility, University of Maryland, College 
Park, Maryland, February 2000. 

8 http://hydrosheds.cr.usgs.gov/ : Lehner, B., Verdin, K., Jarvis, A. (2008): New global hydrography derived 
from spaceborne elevation data. Eos, Transactions, AGU, 89(10): 93-94. 

9 http://www,lib.berkelev.edu/EART/fao.html : FAO/IIASA/ISRIC/ISSCAS/JRC, 2009.Harmonized World Soil 
Database (version l.l).FAO, Rome, Italy and HAS A, Laxenburg, Austria. 

1Q http://www.iwmigiam.org/info/main/index.asp : Thenkabail, P.S., Biradar, C.M., Turral, H., Noojipady, P.,Li, 
Y.J., Vithanage, J., Dheeravath, V., Velpuri, M., Schull M., Cai, X. L., Dutta, R., An Irrigated Area Map of the 
World (1999) derived from Remote Sensing (1999) 
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Dynamic Data 

The hydrometeorological data pertaining to the river basins is one of the key 

requirements for hydrological modelling. These include daily rainfall, maximum 

and minimum temperature, solar radiation, relative humidity and wind speed. 

These Weather data were available as per following details: 

• IMD gridded precipitation data (1971-2004). 

• Climate Change: PRECIS Regional Climate Model outputs for all weather 
parameters for Baseline (1961-1990, BL) , near term (2021-2050, MC) and 
long term or end-century (2071-2098, EC) for A1B IPCC SRES scenarioll 
(Q14 QUMP ensemble). 

Water demand and abstraction data 

• Current management/operation practices, existing irrigation as per crop 
demand. (Note: Current crop management practices include irrigation sources 
from Surface and Ground water). 

Spatial 

• Basin, sub-basin, sub-sub-basin boundaries; 

• Corresponding drainage layers; 

• Landuse (with cropping information); 

• Soil (State soil/NBSSLUP) with soil profile; 

• Weather Station Locations; 

• Projects - Location; 

• River Gauge - Location. 

Temporal 

• Rainfall (mm/day). Temperature (deg C), Solar radiation (watt/m2), Wind 
speed (m/sec), relative humidity (fraction/%) - Daily; 

• Projects Characteristics (Reservoir, Principal spillway, emergency spillway 
(M), Volume at these levels (ha-m), monthly working/release policies, for 
diversion (monthly rooster), canal discharge capacity; 

• Cropping pattern and crop management schedule (typical water requirement). 

• Water demand from various sectors (domestic, industrial, agriculture) 
(monthly); 

• Projections. 

Calibration and Validation 

• River gauges (Location and monthly discharge data). 

• Reservoir data (Gauge and Capacity). 


11 http://www.tropmet.res.in/static page.php?page id=51 


4 










STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Annex SW-1(c) 

Description of SWAT Model Performance Parameters 


Description of SWAT Model Performance Parameters 

Watershed models are powerful tools for simulating the effect of watershed processes and 
management on soil and water resources. 

Based on this analysis, we recommend that four quantitative statistics, Nash-Sutcliffe efficiency 
(NSE), coefficient of determination! R 2 ) , ratio of the root mean square error to the standard 
deviation of measured data (RSR), in addition to the graphical techniques and Graphical 
techniques be used in model evaluation. The three quantitative statistical parameters are 
described below: 

Coefficient of determination (R2): 

Coefficient of determination (R 2 ) describe the degree of co-linearity between simulated and 
measured data. R 2 describes the proportion of the variance in measured data explained by the 
model. R ranges from 0 to 1, with higher values indicating less error variance, and typically 
values greater than 0.5 are considered acceptable (Santhi et al., 2001, Van Liew et al., 2003). 
Although r and R have been widely used for model evaluation, these statistics are oversensitive 
to high extreme values (outliers) and insensitive to additive and proportional differences between 
model predictionsand measured data (Legates and McCabe, 1999). Thus alone R 2 values cannot 
define a simulation. 

Nash-Sutcliffe efficiency (NSE): 

The Nash-Sutcliffe efficiency (NSE) is a normalized statistic that determines the relative 
magnitude of the residual variance (“noise”) compared to the measured data variance 
(“information”) (Nash and Sutcliffe, 1970). NSE indicates how well the plot of observed versus 
simulated data fits the 1:1 line. NSE is computed as shown in equation 1: 


NSE = 1- 


I {Y° bs -y*™) 2 


i=l 


obs _ yrmean^ 


i=l 


(i) 


l 
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where Y; obs is the i th observation for the constituent being evaluated, Y; sim is the i th simulated 
value for the constituent being evaluated, Y mean is the mean of observed data for the constituent 
being evaluated, and n is the total number of observations. NSE ranges between -oo and 1.0 (1 
inclusive), with NSE = 1 being the optimal value. Values between 0.0 and 1.0 are generally 
viewed as acceptable levels of performance, whereas values <0.0 indicates that the mean 
observed value is a better predictor than the simulated value, which indicates unacceptable 
performance. NSE was recommended for two major reasons: (1) it is recommended for use by 
ASCE (1993) and Legates and McCabe (1999), and (2) it is very commonly used, which 
provides extensive information on reported values. Sevat and Dezetter (1991) also found NSE to 
be the best objective function for reflecting the overall fit of a hydrograph. Legates and McCabe 
(1999) suggested a modified NSE that is less sensitive to high extreme values due to the squared 
differences, but that modified version was not selected because of its limited use and resulting 
relative lack of reported values. 

RMSE-observations standard deviation ratio (RSR): 

RMSE is one of the commonly used error index statistics (Chu and Shirmohammadi, 2004; 
Singh et al., 2004; Vasquez-Amabile and Engel, 2005). Although it is commonly accepted that 
the lower the RMSE the better the model performance, only Singh et al. (2004) have published a 
guideline to qualify what is considered a low RMSE based on the observations standard 
deviation. Based on the recommendation by Singh et al. (2004), a model evaluation statistic, 
named the RMSE-observations standard deviation ratio (RSR), was developed. 

RSR standardizes RMSE using the observations standard deviation, and it combines both an 
error index and the additional information recommended by Legates and McCabe (1999). RSR is 
calculated as the ratio of the RMSE and standard deviation of measured data, as shown in 
equation 3: 



RSR = RMSE 
STDEV ofo 


(3) 



RSR incorporates the benefits of error index statistics and includes a scaling/normalization 
factor, so that the resulting statistic and reported values can apply to various constituents. RSR 
varies from the optimal value of 0, which indicates zero RMSE or residual variation and 
therefore perfect model simulation, to a large positive value. The lower RSR, the lower the 
RMSE, and the better the model simulation performance. 
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GRAPHICAL TECHNIQUES 

Graphical techniques provide a visual comparison of simulated and measured constituent data 
and a first overview of model performance (ASCE, 1993). According to Legates and McCabe 
(1999), graphical techniques are essential to appropriate model evaluation. Two commonly used 
graphical techniques, hydrographs and percent exceedance probability curves, are especially 
valuable. Other graphical techniques, such as bar graphs and box plots, can also be used to 
examine seasonal variations and data distributions. 

Based on various researches the general performance ratings were concluded and is mentioned in 
Table below. 


Performance 

Nash-Sutcliffe efficiency 
coefficient(N SE) 

RSR 

Coefficient of 
Determination^ 2 ) 

Satisfactory 

0.5 =< NSE < 0.65 

0.60 < RSR < 0.70 

0.5 =< R2 =< 0.65 

Good 

0.65 < NSE < 0.75 

0.50 < RSR < 0.60 

0.65 < R2 < 0.75 

Very Good 

0.75 < NSE < 1.00 

0.00 < RSR < 0.50 

0.75 <R2< 1.00 

Unsatisfactory 

NSE<0.5 

RSR > 0.70 

R2<0.5 


3 





Annex SW-2(c) 
Inventory of Ongoing Projects 


s. 

No. 

Name of 
Project 

Basin 

Nearest City 

District 

Block Name 

Sub-basin 

Longitude 

(DD) 

Latitude 

(DD) 

Gross 

Storage 

Capacity, 

Mm 3 

Live 

Storage 

Capcity, 

Mm 3 

Reservoir 
Area at 
FRL, km 2 

Length of 
Dam in, 
km 

GCA in 

ha 

CCA in 

ha 

ICA in 

ha 

Free 

Catchment 
Area, km 2 

Gross 
Catchment 
Area, km 2 

MWL 

(m) 

FTL 

(m) 

Sill RL 

(m) 

1 

Abar Sagar 
Minor 

Extension 

Banganga 

Kumher 

Bharatpur 

Kumher 

Banganga 

77.459100 

27.324680 

Extension 

of Minor 

Canal 

Extention 

of minor 

Extension 

of Minor 

Canal 

Extension 

of Minor 

Canal 

2500.00 

1998.00 

1998.00 

- 

- 

- 

- 

- 

(Command Area of extension 
part) 

2 

Lakhana Minor 

Extension 

Banganga 

Kumher 

Bharatpur 

Kumher 

Banganga 

77.409800 

27.331030 

Minor 

Canal 

Extention 

of minor 

Extension of Minor 

Canal 

3100.00 

1989.00 

1989.00 

Nil 

Nil 

Extension of Minor 

(Command Area of extension 
part) 

3 

Bageri Ka Naka 

Banas 

Khmnor 

Rajsamand 

Khamnor 

Banas 

73.594960 

24.911207 

8.23 

8.23 

- 

- 

Water 

Supply 

Scheme 

Only for 
drinking 

water 

- 

- 

- 

- 

- 

- 

4 

Khoh Mr. Irrig. 
Project 

Banas 

Sapotra 

Karauli 

Sapotra 

Kalisil 

76.716230 

26.186540 

20.057 

13.514 

2.13 

1.093 

1523.00 

1371.00 

959.49 

111.36 

132.08 

62.30 

59.50 

51.20 

5 

Parwati Sagar 

Banas 

Raipur 

Bhilwara 

Raipur 

Kothari 

74.200800 

25.380400 

0.53 

0.46 

- 

- 

74.00 

73.00 

- 

- 

- 

- 

- 

- 

6 

Ahamadi Irrig. 
Project 

Chambal 

Kishanganj 

Baran 

Kishanganj 

Parwati 

76.720890 

24.999370 

4.10 

3.48 

2.07 

2.341 

930.00 

635.00 

444.00 

25.40 

25.40 

308.1 

307.1 

304.34 

7 

Balapura 
Mr.Irrig. Lift 

Chambal 

RMC Of 

Chamble 

Kota 

Ladpura 

Chambal 

Downstream 

75.984722 

25.115278 

Canal Lift Scheme (R.M.C, of Chamble) 

2067.00 

1900.00 

1550.00 

- 

- 

- 

- 

- 

8 

Bhimni 

Chambal 

Dag 

Jhalawar 

Dag 

Kali Sindh 

75.838530 

24.115580 

12.10 

9.39 

- 

1.59 

1961.15 

1948.00 

1948.00 51.50 66.00 

- 

- 

- 

9 

Danta Mr.Irrig. 
Project 

Chambal 

Sangod 

Kota 

Sangod 

Kali Sindh 

76.169070 

24.781050 

1.56 

1.50 

- 

- 

290.00 

267.00 

275.00 

- 

9.50 

114.70 

114 

- 

10 

Gararda 

Chambal 

Bundi 

Bundi 

Bundi 

Mej 

75.483200 

25.192590 

44.38 

41.94 

- 

- 

10492.00 

9161.00 

- 

- 

- 

- 

- 

- 

11 

Gulandi Mr. 
Irrig. Project 

Chambal 

Aklera 

Jhalawar 

Bakani 

Kali Sindh 

76.584120 

24.369000 

13.377 

9.305 

- 

2.22 

2341.00 

1950.00 

- 

- 

79.50 

330.10 

328.60 

325.50 

12 

Kalisindh 

Irrigation 

Chambal 

Jhalarapatan 

Jhalawar 

Jhalrapatan 

Kali Sindh 

76.220630 

24.497830 

147.69 

147.27 

40.52 

0.955 

16633.64 

14478.00 

- 

7325.00 

7547.00 

319.3 

319.25 

306.00 

13 

Kan war a Mr. 
Irrig. Project 

Chambal 

Jhalarapatan 

Jhalawar 

Jhalrapatan 

Kali Sindh 

76.027220 

24.465510 

9.47 

9.47 

- 

- 

2052.00 

1710.00 

- 

- 

- 

- 

- 

- 

14 

Kheriya Irrig. 
Project 

Chambal 

Shahabad 

Baran 

Shahbad 

Parwati 

76.910480 

25.107710 

0.667 

0.668 

- 

- 

190.00 

172.00 

154.08 

3.50 

3.50 

105.3 

105.25 

99.25 

15 

Kishanpura 

irrig.Project 

Chambal 

RMC Of 

Chamble 

Kota 

Ladpura 

Chambal 

Downstream 

75.987460 

25.124981 

Canal Lift Scheme (R.M.C, of Chamble) 

2097.00 

1938.69 

1455.00 

- 

- 

- 

- 

- 

16 

Kishor Pura 

Mr. Irrig. 

Chambal 

Sangod 

Kota 

Sangod 

Kali Sindh 

76.084750 

24.975120 

0.67 

0.64 

17.31 

0.885 

205.83 

178.00 

164.00 

- 

4.25 

113.90 

113.30 

106.50 

17 

Ladpura Mr 

Irrig. Project 

Chambal 

NA 

Kota 

Sangod 

Kali Sindh 

76.072720 

24.920270 

0.71 

0.68 

- 

1.65 

212.53 

192.00 

180.00 

- 

4.50 

105.80 

105.20 

102.00 

18 

Prithipurai Mr. 
Irrig. Project 

Chambal 

Aklera 

Jhalawar 

Jhalrapatan 

Kali Sindh 

76.285510 

24.543980 

0.54 

0.50 

- 

0.629 

110.00 

110.00 

- 

- 

2.81 

105.30 

104.50 

99.00 

19 

Rewa 

Chambal 

Jhalarapatan 

Jhalawar 

Jhalrapatan 

Kali Sindh 

75.956940 

24.526600 

12.00 

9.20 

- 

- 

2245.00 

1704.00 

2105.00 

364.00 

- 

- 

- 

- 

20 

Akoli Irrig. 
Project 

Luni 

Jalore 

Jalore 

Jalore 

Khari 

72.597250 

25.145150 

1.72 

1.607 

0.83 

3.40 

679.00 

539.00 

458.00 

Jalore 

97.90 

96.25 

94.00 

- 

192.00 

21 

Bagdari Mr. 
Irrig. Project 

Mahi 

Choti Sadri 

Chittaurgarh 

Chhoti Sadri 

Jakham 

74.767930 

24.376520 

0.89058 

0.8017 

0.412 

- 

180.90 

161.00 

184.00 

4.14 

4.14 

95.90 

94.80 

91.00 

22 

Bhanwar Semi a 
Project 

Mahi 

Peepalkhoont 

Pratapgarh 

Pratapgarh 

Mahi 

74.731230 

23.988150 

9.43 

9.06 

- 

335.00 

2020.00 

1727.12 

1295.04 

64.80 

64.80 

463.00 

463.00 

448.30 

23 

Boriwan Garhi 

Mahi 

Peepalkhoont 

Pratapgarh 

Peepalkhoont 

Mahi 

74.745370 

23.818120 

3.20 

2.47 

- 

- 

572.00 

493.00 

- 

- 

- 

- 

- 

- 
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s. 

No. 

Name of 
Project 

Basin 

Nearest City 

District 

Block Name 

Sub-basin 

Longitude 

(DD) 

Latitude 

(DD) 

Gross 

Storage 

Capacity, 

Mm 3 

Live 

Storage 

Capcity, 

Mm 3 

Reservoir 
Area at 
FRL, km 2 

Length of 
Dam in, 
km 

GCA in 

ha 

CCA in 

ha 

ICA in 

ha 

Free 

Catchment 
Area, km 2 

Gross 
Catchment 
Area, km 2 

MWL 

(m) 

FTL 

(m) 

Sill RL 

(m) 

24 

Pharaswali Ki 

Dhani 

Outside 

Basin 

Piprali 

Sikar 

Piprali 

No Reference 

75.341700 

27.556050 

0.90 

0.86 

- 

- 

379.00 

345.00 

- 

- 

- 

- 

- 

- 

25 

Mamer Irrig. 
Project 

Sabarmati 

Kotra 

Udaipur 

Kotra 

Sabarmati 

73.164992 

24.170663 

2.19 

1.992 

N.A 

170.00 

396.00 

336.00 

403(R- 
303,k- 
100.0) 

17.06 

17.06 

121.90 

120.00 

108.50 

26 

Sabarmati irrig. 
Project 

Sabarmati 

Kotra 

Udaipur 

Kotra 

Sabarmati 

73.203664 

24.573119 

18.57 

16.72 

- 

0.40 

1410.24 

956.00 

855.00 

205.50 

205.50 

401.00 

397.00 

384.60 

27 

Pach Pahari 

Sabi 

Virat Nagar 

Jaipur 

Viratnagar 

Sabi 

76.181910 

27.547370 

1.37 

1.22 

- 

- 

249.60 

208.00 

- 

- 

- 

- 

- 

- 

28 

Bhaisa Singh 

West 

Banas 

Abu Road 

Sirohi 

Abu Road 

West Banas 

72.736940 

24.411750 

5.07 

5.07 

- 

0.188 

450.40 

419.00 

349.50 

- 

40.145 

150.8 

149.00 

138.07 
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Annex SW-2(c) Continued 
Inventory of Proposed Projects 


s. 

No. 

Name of Project 

Basin 

Nearest City 

District 

Block Name 

Sub-basin 

Longitude 

(DD) 

Latitude 

(DD) 

Gross 

Storage 

Capacity, 

Mm 3 

Live 

Storage 

Capcity, 

Mm 3 

Reservoir 

area at 
FRL, km 2 

Length 
of Dam 
in, km 

GCA in ha 

CCA in 

ha 

ICA in 

ha 

Free 

Catchment 
Area, km 2 

Gross 
Catchment 
Area, km 2 

MWL 

(m) 

FTL 

(m) 

Sill RL 

(m) 

1 

Anwa Irrig Project 

Chambal 

Sangod 

Kota 

Sangod 

Kali Sindh 

76.109690 

24.928670 

0.76 

0.72 

17.85 

1.20 

202.43 

187.20 

159.20 

- 

8.25 

105.90 

105.25 

100.50 

2 

Parwan Irrig 

Chambal 

Khanpur 

Jhalawar 

Khanpur 

Kali Sindh 

76.518600 

24.595950 

490.00 

462.00 

98.10 

0.36 

154787.00 

131400.00 

- 

1622.00 

2262.00 

309.30 

308.80 

294.60 

Water Reserved for (A) Irriration - 317 M-Cum (B) Power Project - 79 M-Cum (C) Drinking - 50 M-Cum (D) Wield Life -16 M-Cum 

3 

Naveli Irrig Project 

Chambal 

Kishanganj 

Baran 

Shahbad 

Parwati 

77.118260 

25.155380 

3.93 

3.65 

- 

- 

737.00 

614.00 

522.00 

19.50 

20.75 

92.15 

91.30 

87.10 

4 

Radi Irrig Project 

Chambal 

Kishanganj 

Baran 

Shahbad 

Parwati 

76.868510 

25.145110 

7.10 

4.92 

- 

- 

1001.00 

901.00 

811.00 

27.78 

27.78 

251.20 

250.00 

244.50 

5 

Hatiyadeh Irrig 
Project 

Chambal 

Kishanganj 

Baran 

Kishanganj 

Parwati 

76.705890 

25.265790 

46.97 

42.97 

- 

- 

10091.00 

6885.00 

6128.00 

269.31 

269.31 

261.00 

259.27 

253.50 

6 

Andheri Irrig 
Project 

Chambal 

Chabbra 

Baran 

Chhipabarod 

Parwati 

76.791310 

24.576880 

45.29 

37.28 

- 

- 

8300.00 

7700.00 

9625.00 

304.87 

304.87 

341.25 

341.25 

336.00 

7 

Guradia 

MrlrrigProject 

Chambal 

Pirawa 

Jhalawar 

Pirawa 

Kali Sindh 

76.075920 

24.410570 

4.493 

4.09 

- 

1.935 

1737.00 

1509.00 

1509.00 

38.20 

38.2 

357.50 

356.00 

351.00 

8 

Borband Mr Irrig 
Project 

Chambal 

Bakani 

Jhalawar 

Bakani 

Kali Sindh 

76.527350 

24.174720 

0.672 

0.55 

- 

0.197 

133.00 

133.00 

133.00 

3.1125 

6.37 

368.70 

367.20 

364.50 

9 

Rizone Mr Irrig 
Project 

Chambal 

Jhalarapatan 

Jhalawar 

Bakani 

Kali Sindh 

76.279530 

24.358540 

0.63 

0.60 

- 

- 

- 

129.00 

- 

- 

- 

- 

105.30 

99.70 

10 

Dohri Mr Irrig 
Project 

Chambal 

Sapotra 

Karauli 

Sapotra 

Chambal 

Downstrea 

76.927390 

26.151100 

8.11 

6.09 

1.58 

1.11 

1253.00 

1002.43 

701.70 

57.24 

57.24 

231.20 

230.00 

225.10 

11 

Gopal Sagar Mr 
Irrig Project 

Chambal 

Mandrial 

Karauli 

Sapotra 

Chambal 

Downstrea 

77.227390 

26.349880 

- 

1.38 

39.60 

- 

- 

198.00 

- 

10.75 

10.75 

- 

- 

- 

12 

Ram Sagar Mr Irrig 
Project 

Chambal 

Mandrial 

Karauli 

Sapotra 

Chambal 

Downstrea 

77.317030 

26.382830 

- 

1.67 

0.476 

- 

- 

238.00 

- 

13.00 

13.00 

- 

- 

- 

13 

Krishna Sagar Mr 
Irrig Project 

Chambal 

Karanpur 

Karauli 

Sapotra 

Chambal 

Downstrea 

77.104210 

26.270830 

- 

7.07 

2.02 

- 

- 

1012.00 

- 

40.25 

40.25 

- 

- 

- 

14 

Manoharthana irrig 
Project 

Chambal 

Manoharthana 

Jhalawar 

Manohar Thar 

Kali Sindh 

76.808040 

24.218540 

84.76 

63.09 

- 

2.885 

14049.61 

9834.00 

16202.00 

1159.00 

1176.00 

346.80 

346.30 

340.00 

15 

Bherapura 

Chambal 

Khanpur 

Jhalawar 

Khanpur 

Kali Sindh 

76.426050 

24.826280 

1.05 

1.05 

- 

- 

- 

150.00 

- 

- 

- 

- 

- 

- 

16 

Mala Devi 

Chambal 

Bhainsrorgarh 

Chittorgarh 

Bhainsrorgarh 

Chambal 

Upstream 

75.333710 

25.011420 

- 

0.71 

- 

- 

- 

153.00 

- 

- 

- 

- 

- 

- 

17 

Sathoor Mata 

Chambal 

Hindoli 

Bundi 

Hindoli 

Mej 

75.518390 

25.443990 

0.90 

0.83 

- 

0.76 

247.00 

209.00 

173.00 

9.06 

9.06 

317.50 

316.00 

312.00 

18 

Pipalda Lift Irrig 
Scheme 

Chambal 

Khandar 

Sawai 

Madhopur 

Khandar 

Chambal 

Downstrea 

76.647240 

25.910480 

23.26 

23.26 

- 

- 

- 

12930.00 

- 

- 

- 

- 

- 

- 

19 

Indra Lift Irrig 
Scheme 

Chambal 

Khandar 

Sawai 

Madhopur 

Khandar 

Chambal 

Downstrea 

76.818930 

26.003450 

205.26 

205.26 

- 

- 

- 

104845.00 

- 

- 

- 

- 

- 

- 

20 

Dholpur Lift Irrig 
Scheme 

Chambal 

Dholpur 

Dholpur 

Dhaulpur 

Chambal 

Downstrea 

77.931170 

26.661740 

74.70 

74.70 

- 

- 

- 

34465.00 

- 

- 

- 

- 

- 

- 

21 

Rajgarh Project 

Chambal 

Pachpahar 

Jhalawar 

Jhalrapatan 

Kali Sindh 

75.887500 

24.246667 

58.29 

43.44 

- 

- 

7536.00 

6827.00 

8568.00 

266.00 

588.00 

379.80 

379.20 

374.00 

22 

Chambal Panchana 
Jaggar Lift 

Chambal 

Karauli 

Karauli 

Karauli 

Gambhir 

77.015664 

26.561821 

25.00 

25.00 

- 

- 

- 

3135.00 

- 

- 

- 

- 

- 

- 

23 

Bada Nayagaon 

Chambal 

Hindoli 

Bundi 

Hindoli 

Mej 

75.504300 

25.509790 

5.86 

5.28 

2.87 

1.20 

895.00 

758.00 

606.00 

182.25 

173.19 

270.00 

268.50 

264.00 

24 

Amlipura Mrlrrig 
Project 

Mahi 

Kushalgarh 

Banswara 

Kushalgarh 

Mahi 

74.524340 

23.204170 

1.28 

1.15 

- 

- 

- 

164.00 

164.00 

3.80 

3.80 

- 

- 

- 

25 

Nal irrig Project 

Mahi 

Bgidora 

Banswara 

Ghatol 

Mahi 

74.475910 

23.652110 

1.00 

0.90 

- 

- 

143.00 

129.00 

- 

6.525 

6.525 

- 

- 

- 
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s. 

No. 

Name of Project 

Basin 

Nearest City 

District 

Block Name 

Sub-basin 

Longitude 

(DD) 

Latitude 

(DD) 

Gross 

Storage 

Capacity, 

Mm 3 

Live 

Storage 

Capcity, 

Mm 3 

Reservoir 

area at 
FRL, km 2 

Length 
of Dam 
in, km 

GCA in ha 

CCA in 

ha 

ICA in 

ha 

Free 

Catchment 
Area, km 2 

Gross 
Catchment 
Area, km 2 

MWL 

(m) 

FTL 

(m) 

Sill RL 

(m) 

26 

Moti-Tambi Mr 
Irrig Prog 

Mahi 

Moti Tambi 

Banswara 

Bagidora 

Anas 

74.154444 

23.288333 

2.70 

2.43 

- 

- 

- 

347.00 

143.00 

22.175 

22.175 

- 

- 

- 

27 

Ghoda Khoj Dam 

Mahi 

Kherwara 

Udaipur 

Rishabhdeo 

Som 

73.535690 

24.202480 

2.83 

2.38 

- 

145.00 

586.00 

425.00 

389.00 

50.00 

50.00 

123.20 

121.00 

111.00 

28 

Zawar Anicut 

Mahi 

Sarada 

Udaipur 

Sarada 

Som 

73.918770 

24.326390 

Diversion Scheme 

- 

- 

- 

1894.00 

- 

204.30 

343.60 

- 

- 

- 

29 

Piplon Mr Irrig 
Project 

Mahi 

Kushalgarh 

Banswara 

Kushalgarh 

Mahi 

74.604943 

23.244598 

4.30 

3.95 

- 

- 

837.65 

771.52 

- 

11.77 

14.50 

497.10 

495.90 

485.00 

30 

Tidiyadeo Irrig 
Project 

Mahi 

Sajjangarh 

Banswara 

Sajjangarh 

Anas 

74.330330 

23.236630 

2.518 

2.26 

- 

- 

356.00 

232.00 

- 

6.47 

6.47 

488.50 

487.50 

478.00 

31 

Handa Khera 

Mahi 

Dhariabad 

Banswara 

Dhariawad 

Jakham 

74.364840 

24.025860 

- 

13.97 

- 

- 

- 

1998.00 

- 

- 

- 

- 

- 

- 

32 

Mokha tok ka naka 

Mahi 

Pipalkhunt 

Pratapgarh 

Amod 

Mahi 

74.783940 

23.771590 

- 

2.00 

- 

- 

- 

412.00 

- 

- 

- 

- 

- 

- 

33 

Pind Irrig Project 

Banas 

Bara Sadri 

Chittaurgar] 

Bari Sadri 

Berach 

74.496840 

24.499550 

5.68 

5.13 

- 

- 

1012.00 

809.00 

1023.00 

20.46 

20.46 

467.95 

466.45 

462.55 

34 

Isarda 2nd 

Banas 

Unira 

Tonk 

Uniara 

Banas 

76.006950 

26.109890 

304.97 

304.09 

65.00 

- 

- 

WSP 

- 

- 

- 

- 

- 

- 

35 

Sawidar 

Luni 

Jaswantpura 

Jalore 

Jaswantpura 

Sagi 

72.322450 

24.923490 

1.88 

1.46 

- 

1.504 

818.00 

737.00 

627.00 

31.23 

42.37 

101.80 

99.47 

- 

36 

Dham Dhama 

Reservoir 

Sabarmati 

Gogunda 

Udaipur 

Kotra 

Sabarmati 

73.148320 

24.465170 

0.66 

0.60 

0.175 

110.00 

WSP 

WSP 

WSP 

11.11 

- 

83.50 

82.00 

70.05 

37 

Ubapana irrig 
Proiect 

Sabarmati 

Kotra 

Udaipur 

Jhadol 

Wakal 

73.362570 

24.366740 

0.68 

0.62 

- 

93.00 

211.24 

153.00 

91.62 

5.58 

5.58 

93.60 

92.00 

83.50 

38 

Kodarmal 

Sabarmati 

Kotra 

Udaipur 

Kotra 

Sei 

73.126900 

24.521940 

- 

0.25 

- 

- 

- 

56.00 

- 

- 

- 

- 

- 

- 

39 

Harmatia 

Sukli 

Reodar 

Sirohi 

Reodar 

Sukli 

72.667650 

24.611060 

2.45 

2.33 

0.294 

2.72 

807.96 

699.00 

400.37 

7.53 

7.53 

91.70 

90.20 

86.00 

40 

Vasa 

West 

Banas 

Pindwara 

Sirohi 

Pindwara 

West 

Banas 

72.981060 

24.625850 

3.24 

3.10 

1.694 

0.417 

465.61 

400.00 

370.00 

62.25 

105.62 

278.45 

276.15 

268.15 
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Annex SW-2(a) 

Basin-wise Salient Features of Existing Major Projects 









Height 


Gross 

Live 

Reser-voir 

area at 
FRL, km 2 

Design 

Spillway 

capacity 

m 3 /sec 

Length of 
Canal 
system, km 

Command area in Hectares 

Free 

Catchment 
Area, km 2 


S.No. 

Name of Dam 

Year of 

Construction 

River/ Nallah 

Nearest City 

Latitude 

(DMS) 

Longitude 

(DMS) 

above 

lowest 

foundation, 

m 

Length of 
Dam, m 

Storage 

capacity, 

(Mm3) 

Storage 

capacity, 

(Mm3) 

GCA 

CCA 

ICA 

Districts 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

Luni Basin 

















l 

Sardar Samand Irrig. Proj. 

1995 

Sukari 

Pali 

25 58 46 

70 23 06 

7.62 

9000.00 

88.23 

88.23 

93.35 

2556.00 

64.70 

13245.00 

10325.00 

8562.00 

2064.00 

Pali 

2 

Jawai Dam 

1957 

Jawai River 

Sumerpur 

25 05 19 

73 08 54 

37.20 

4215.38 

207.52 

193.90 

24.26 

4248.09 

23.16 

46271.70 

38671.00 

27070.00 

778.00 

Pali 

Ruparail Basin 

















3 

Sikri Bundh 

State Time 

Rooparail 

Sikri 

27 32 00 

77 04 00 

5.17 

21790.00 

Diversion Dam 

NA 

32000.00 

140.58 

10467.00 

10467.00 

10467.00 

982.70 

Bharatpur 

Banganga Basin 

















4 

Ramgarh Bund 

1901 

Banganga 

Jama 

Ramgarh 

27 02 46 

76 03 38 

26.00 

3.08 

75.02 

73.58 

- 

2100.00 

- 

15210.00 

12160.00 

0.00 

769.23 

Jaipur 

Parbati Basin 

















5 

Parbati Irrig. Proj. 

1963 

Parbati 

Bari 

26 37 54 

77 26 54 

28.00 

9800.00 

120.88 

108.29 

24.01 

1763.00 

249.47 

32388.00 

24667.00 

12333.00 

786.00 

Dhaulpur 

Banas Basin 

















6 

Morel Bundh 

1952 

Morel 

Lalsot 

26 26 50 

76 19 55 

24.08 

5844.20 

76.66 

70.69 

15.70 

1602.00 

276.00 

21306.00 

19393.00 

11963.00 

3345.00 

Dausa 

7 

Kalakh Sagar 

1883 

- 

Phulera 

26 58 38 

75 27 08 

38.00 


20.66 

20.66 

- 

NA 

52.00 

14569.00 

10961.00 

4537.00 

593.11 

Jaipur 

8 

Chhaparwada Bundh 

1894 

mozamabad 

26 36 54 

74 14 54 

13.00 

200.00 

53.20 

53.20 

17.44 

800.00 

97.60 

19218.00 

11741.00 

4010.00 

833.98 

Jaipur 

9 

Bisalpur Irrig. Proj. 

1999 

Banas 

Deoli 

25 55 29 

75 27 22 

39.50 

574.00 

1095.84 

938.60 

212.30 

27297.00 

787.00 

113723.00 

81800.00 

58896.00 

8655.00 

Tonk 

10 

Galwa Dam 

1960 

Banas 

Uniyara 

25 53 27 

76 00 49 

7.80 

6068.00 

48.73 

47.26 

17.74 

3240.00 

37.08 

NA 

13391.00 

9239.79 

393.68 

Tonk 

11 

Tordisagar Bundh 

1888 

Banas 

Malpura 

26 12 45 

75 25 01 

14.10 

1.80 

47.12 

47.12 

55.48 

- 

80.52 

16574.00 

13960.00 

8372.47 

704.88 

Tonk 

12 

Meja Irrig. Proj. 

1957 

Banas 

Bhilwara 

25 23 35 

74 32 26 

19.20 

9000.00 

84.00 

83.55 

26.50 

- 

- 

25910.00 

20714.00 

14500.00 

1048.00 

Bhilwara 

13 

Raj samand Irrig. Proj. 

1963 

Banas 

Raj samand 

25 04 06 

73 52 34 

- 

- 

107.00 

98.50 

18.10 

2731.29 

- 

14225.00 

10450.00 

7311.00 

432.86 

Raj samand 

14 

Gosunda Irrignation Proj. 

- 

Banas 

Chittorgarh 

24 49 35 

74 32 23 

- 

- 

101.28 

66.98 

23.39 

- 

- 

16137.00 

4662.00 

- 


Chittorgarh 

Chambal Basin 

















15 

Gudha Bundh 

1958 

Local nalla 

Bundi 

25 29 22 

75 28 02 

23.39 

2408.00 

95.56 

93.68 

18.58 

1686.00 

102.28 

18141.00 

11380.00 

11209.00 

558.16 

Bundi 

16 

Parwati Pick up weir 

State time 

Chambal 

Baran 

24 54 23 

76 40 58 

2.30 

- 

diversion 

diversion 

Nil 

15850.00 

- 

12990.00 

12550.00 

7530.00 

10205.00 

Baran 

17 

Harishchandra Sagar 

1956 57 

Chambal 

Khanpur 

24 36 47 

76 11 02 

0.00 

Pickup Weir 

- 

18406.00 

- 

22472.00 

17978.00 

12585.00 

12039.00 

Jhalawar 

18 

Kota Barrage 

1960 

Chambal 

Kota 

25 10 38 

75 49 31 

37.34 

551.86 

112.00 

93.67 

5.82 

24069.00 

2567.00 

485000.00 

229000.00 

- 

27332.00 

Kota 

19 

Jawahar Sagar Dam 

1973 

Chambal 

Kota 

25 02 13 

75 40 40 

44.80 

335.00 

67.84 

52.00 

9.60 

21225.00 

- 

- 

- 

- 

27195.00 

Kota 

20 

Rana Pratap Sagar Dam 

1970 

Chambal 

Chittorgarh 

24 55 03 

75 35 01 

53.95 

1143.00 

2898.69 

1566.53 

198.26 

18408.00 

- 

566.60 

500.19 

396.59 

9800.00 

Chittorgarh 

Mahi Basin 

















21 

Jakham Irrig. Proj. 

1986 

Jakham River 

Dhariawad 

24 10 11 

74 35 28 

81.00 

253.00 

142.02 

132.28 

11.90 

7950.00 

74.02 

38901.00 

28307.92 

23495.67 

1010.00 

Udaipur 

22 

Mahi Bajaj Sagar 

1983 

Mahi 

Banswara 

23 37 40 

74 32 45 

74.50 

3109.00 

2180.39 

1833.72 

139.00 

23262.00 

2200.00 

135000.00 

80000.00 

71200.00 

3149.00 

Banswara 

23 

Som Kamla Amba 

Irrig. Proj. 

1999 

Som 

Dungarpur 

23 58 43 

74 01 57 

34.50 

620.00 

172.80 

160.30 

27.42 

20093.00 

350.00 

25088.00 

17724.00 

18788.00 

1242.50 

Dungarpur 

24 

Jaisamand Irrig. Proj. 

1730 

Gomti 

Udaipur 

24 14 30 

73 57 10 

52.06 

335.00 

414.60 

296.10 

52.60 

4706.00 

330.90 

37282.00 

16000.00 

14400.00 

1654.00 

Udaipur 


FRL = Full Reservoir Level 
GCA = Gross Command Area 
ICA = Irrigated Command Area 
CCA = Culturable Command Area 
MCM = Million Cubic Metres 
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Annex SW-3: Meteorological Data Location Details 


Basin 

Longitude (DD) 

Latitude (DD) 

Temperature Data Location Code 

Banas 

75.50000 

27.50000 

755275 

Banas 

75.50000 

26.50000 

755265 

Banas 

76.50000 

26.50000 

765265 

Banas 

76.50000 

25.50000 

765255 

Banas 

74.50000 

26.50000 

745265 

Banas 

75.50000 

25.50000 

755255 

Banas 

74.50000 

25.50000 

745255 

Banas 

73.50000 

25.50000 

735255 

Banas 

74.50000 

24.50000 

745245 

Banas 

73.50000 

24.50000 

735245 

Banganga 

77.50000 

27.50000 

775275 

Banganga 

76.50000 

27.50000 

765275 

Banganga 

75.50000 

27.50000 

755275 

Banganga 

76.50000 

26.50000 

765265 

Chambal 

78.50000 

26.50000 

785265 

Chambal 

77.50000 

26.50000 

775265 

Chambal 

76.50000 

26.50000 

765265 

Chambal 

77.50000 

25.50000 

775255 

Chambal 
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1. Introduction 

1.1 General 

Shekhawati Basin is located in the north eastern part of the State, occupying an 
area of 9,750.88 km 2 in Rajasthan. 

This basin is drained by a number of Rivers and their smaller-order tributaries, 
such as the Kantli, Dohan and Krishnawati Rivers. The basin drains in two 
directions: (1) drainage originating from the dome-shaped hump, constituting 
the water divide between the north and north-east flowing Kantli, Dohan and 
Krishnawati Rivers, and (2) the south-flowing Mendha River and its tributaries 
draining to Sambhar Lake. The general layout of Shekhawati Basin is shown in 
Drawing No. SKA-GEN-001 (in Volume 3a). 

There are 3 Sub-basins in Shekhawati Basin namely Dohan, Kantli and Mendha, 
draining areas of 1,848.08 km 2 , 1,878.25 km 2 and 6,024.55 km 2 , respectively 
within Rajasthan. While Dohan has some portion of modelled area outside 
Rajasthan, Kantli and Mendha Sub-basins are entirely within Rajasthan. 

Kantli River originates in the hills south and south-west of Guhala 
(27 o 44'00":75°32'00"), flows north and finally disappears in the sand dunes near 
Naurangpura village (28 o 22'30":75°27'30") after flowing for a distance of about 
134 kms. 

In the north-eastern part of the basin, Dohan River decends near Mandoli 
(27°46'30":75°48'00") from the western slopes of the Dohan Protected Forest 
(PF) hills and flows towards north-east. The Krishnawati River, another 
independent River, flows north-east for about 42 kms in Rajasthan and 
subsequently disappears in Haryana. The drainage pattern is essentially 
dendritic. 

Mendha Sub-basin has a number of lakes, some of which may only be modified 
(albeit large) ponds. The most prominent of these is Sambhar Lake, occupying 
an area of about 233 km 2 and having a depth of about 1.2 m at the deepest point. 
It serves as a confluence for the centripetal drainage originating from the 
surrounding areas. During the post monsoon period, the lake level recedes due to 
evaporation during the summer season. Continued evaporation in the geological 
past has increased the salinity of the lake water. 

Two small lakes exist in Nagaur District, south of Kuchaman 
(27°08'45":74°50'45"). All the lakes in the basin receiving centripetal drainage 
contain saline water due to prolonged evaporation. 

Shekhawati Basin falls in seven Districts of Rajasthan. The names of District 
and Blocks alongwith their percentage area falling within Shekhawati Basin are 
given in Table 1.1-1. The administrative unit setup of Shekhawati Basin is 
shown in Drawing No. SKA-GEN-002 (in Volume 3a). 
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Table 1.1-1: Districts and Blocks falling within Shekhawati Basin 


District 

Block 

Area falling 
inside 
Basin, km 2 

Total Area, 
km 2 

Percentage of 
Area falling 
inside Basin, 

% 

Percentage 
of Basin 
Area, % 

Ajmer 

Kishangarh 

626.78 

1,182.97 

52.98 

6.43 

Peesangan 

17.01 

1,398.22 

1.22 

0.17 

Srinagar 

345.84 

934.03 

37.03 

3.55 

District Summary 


989.63 

8,482.43 

11.67 

10.15 

Alwar 

Behror 

177.39 

352.10 

50.38 

1.82 

Mandawar 

27.95 

573.64 

4.87 

0.29 

Neemrana 

334.18 

388.00 

86.13 

3.43 

District Summary 


539.53 

8,389.24 

6.43 

5.53 

Churu 

Rajgarh 

10.25 

2199.58 

0.47 

0.11 

District Summary 


10.25 

13,840.78 

0.07 

0.11 

Jaipur 

Amber 

169.40 

1,113.57 

15.21 

1.74 

Dudu 

377.07 

1,962.10 

19.22 

3.87 

Govindgarh 

544.03 

674.96 

80.60 

5.58 

Kotputli 

25.32 

646.83 

3.91 

0.26 

Sambhar 

764.18 

936.40 

81.61 

7.84 

Shahpura 

117.04 

478.87 

24.44 

1.20 

District Summary 


1,997.04 

11,139.65 

17.93 

20.48 

Jhunjhunun 

Buhana 

260.12 

653.67 

39.79 

2.67 

Chirawa 

156.10 

486.73 

32.07 

1.60 

Jhunjhunun 

41.49 

803.62 

5.16 

0.43 

Khetri 

712.02 

799.74 

89.03 

7.30 

Surajgarh 

3.56 

814.89 

0.44 

0.04 

Udaipurwati 

600.16 

853.92 

70.28 

6.16 

District Summary 


1,773.45 

5,917.08 

29.97 

18.19 

Nagaur 

Kuchaman City 

1,165.23 

1,638.78 

71.10 

11.95 

Makrana 

3.24 

1,138.35 

0.28 

0.03 

Parbatsar 

291.21 

1,101.19 

26.45 

2.99 

District Summary 


1,459.68 

17,795.72 

8.20 

14.97 

Sikar 

Danta Ramgarh 

806.29 

1,206.99 

66.80 

8.27 

Dhond 

4.94 

932.04 

0.53 

0.05 

Khandela 

657.23 

782.52 

83.99 

6.74 

Neem Ka Thana 

938.95 

1189.26 

78.95 

9.63 

Piprali 

50.96 

746.94 

6.82 

0.52 

Sri Madhopur 

522.93 

582.08 

89.84 

5.36 

District Summary 


2,981.30 

7,727.41 

38.58 

30.57 

Basin Summary 


9,750.88 



100.00 


From Table 1.1-1 it is evident that no District is fully falling in Shekhawati 
Basin. Maximum area of Shekhawati Basin is covered by Sikar District 
(30.57%). There are 28 Blocks all falling partially in Shekhawati Basin, 
Kuchaman City Block of Nagaur District having the maximum coverage of 
11.95%. 


App. SKA-IN-24740-R13-073 July, 2014 

Surface and Groundwater Availability 
2 












STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


1.2 Climatic Characteristics 

Weather statistics for Shekhawati Basin have been analysed and presented in 
Table 1.2-1 based on the 20 years (1990-2009) monthly IMD weather data 
except for rainfall analysis which is based on IMD, RD and WRD data of 54 
years (1957-2010). The statistical values presented in Table 1.2-1 are the values 
which varies spatially over the region i.e. they signify the spatial variation of a 
weather parameter over the basin. 

Table 1.2-1: Weather Parameter Statistics for Shekhawati Basin 


Weather Parameter 

Minimum 

Maximum 

Mean 

Standard 

Deviation 

Coefficient 

of 

Variation 

Mean Maximum Temperature, °C 

32.60 

33.19 

32.95 

0.11 

0.00 

Highest Maximum Temperature, °C 

43.72 

46.04 

45.38 

0.53 

0.01 

Mean Minimum Temperature, °C 

17.30 

20.69 

19.02 

0.72 

0.04 

Lowest Minimum Temperature, °C 

0.20 

5.98 

2.83 

1.32 

0.47 

Annual Rainfall, mm 

329.40 

643.00 

489.60 

61.20 

0.13 

Monsoon Months Rainfall, mm 

305.90 

568.90 

434.60 

50.60 

0.12 

Rainy Days, Days/yr 

15.00 

31.00 

26.00 

2.90 

0.11 

Wind Speed, km/hr 

3.60 

6.77 

5.05 

0.64 

0.13 

Sunshine Hours, hr/day 

7.91 

8.13 

7.96 

0.04 

0.01 

Relative Humidity, % 

43.55 

55.60 

49.36 

2.47 

0.05 

Annual Evaporation, cm 

204.62 

225.52 

216.68 

4.26 

0.02 


Source: IMD monthly dataset (1990-2009); Rainfall statistics based on IMD, RD and WRD dataset (1957-2010) 

The following paragraphs give brief description for temperature, rainfall, wind 
speed, relative humidity, sunshine hours and evaporation statistics of 
Shekhawati Basin. 

1.2.1 Temperature Statistics 

Maximum Temperature 

Mean maximum temperature in Shekhawati Basin varies spatially within a range 
of 32.60-33.19°C with a mean value of 32.95°C. Its variation is presented in 
Drawing No. SKA-CLM-001 (in Volume 3a). 

Highest Maximum Temperature 

Highest maximum temperature in Shekhawati Basin varies spatially within a 
range of 43.72-46.04°C with a mean value of 45.38°C. Its variation is presented 
in Drawing No. SKA-CLM-002 (in Volume 3a). 

Minimum Temperature 

Mean minimum temperature in Shekhawati Basin varies spatially within range 
of 17.30-20.69°C with a mean value of 19.02°C. Its variation is presented in 
Drawing No. SKA-CLM-003 (in Volume 3a). 

Lowest Minimum Temperature 

Lowest minimum temperature in Shekhawati Basin varies spatially within a 
range of 0.20-5.98°C with a mean value of 2.83°C. Its variation is presented in 
Drawing No. SKA-CLM-004 (in Volume 3a). 
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1.2.2 Rainfall 

Annual Rainfall 

Annual Rainfall in Shekhawati Basin ranges from 329.40-643.00 mm spatially 
(with rainfall increasing from south to north direction) with a mean annual 
rainfall of 489.60 mm having a coefficient of variation of 0.13. Its variation is 
presented in Drawing No. SKA-CLM-005 (in Volume 3a). 

Monsoon Rainfall 

Monsoon month’s rainfall (Jun-Jul-Aug-Sept) varies from 305.90-568.90 mm 
spatially with a mean value of 434.60 mm, with a coefficient of variation of 
0.12. Its variation is presented in Drawing No. SKA-CLM-006 (in Volume 3a). 

Rainy Days 

Mean annual number of rainy days in Shekhawati Basin is 26 days with a spatial 
range of 15-31 days. Its variation is presented in Drawing No. SKA-CLM-007 
(in Volume 3 a). 

1.2.3 Wind Speed 

Mean annual daily wind speed in the basin varies spatially within a range of 
3.60-6.77 km/hr with a mean value of 5.05 km/hr and coefficient of variation of 
0.13. Its variation is presented in Drawing No. SKA-CLM-008 (in Volume 3a). 

1.2.4 Sunshine Hours 

Mean daily sunshine hours in the basin varies within a range of 7.91-8.13 
hours/day with a mean value of 7.96 hours/day. Its variation is presented in 
Drawing No. SKA-CLM-009 (in Volume 3a). 

1.2.5 Relative Humidity 

Mean annual daily relative humidity in Shekhawati Basin is 49.36% with a 
spatial range of 43.55-55.60%. Its variation is presented in Drawing No. SKA- 
CLM-010 (in Volume 3 a). 

1.2.6 Evaporation 

Mean annual evaporation in Shekhawati Basin is 216.68 cm with a spatial range 
of 204.62-225.52 cm. Its variation is presented in Drawing No. SKS-CLM-011 
(in Volume 3 a). 
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2. Surface Water 

2.1 Hydrological Modelling of Shekhawati Basin 

2.1.1 Overview 

SWAT (Soil and Water Assessment Tool) is the hydrological model to assess 
the monthly and annual surface water potentials of the Shekhawati Basin (A 
brief description of the SWAT hydrological model is given in Annex SW-l(a) of 
Main Report). 

2.1.2 Development of Hydrological Model for Shekhawati Basin 

Mapping of a basin on to the SWAT hydrological model involves an elaborate 
procedure. The following paragraphs briefly describe the methodology used for 
mapping. 

Development of SWAT hydrological modelling involves several steps which are 
mentioned below. 

Input data required for modelling 

• Digital Elevation Model (DEM) - Grid (raster) 

• Landuse - Grid (raster) or Shape (vector) 

• Soil - Grid (raster) or Shape (vector) 

• Meteorological data with location 

• Optional 

• Mask 

• Drainage for burn 

• Outlet locations 

• Reservoir/River gauge locations 

Key procedures necessary for development of model 

• Delineate the watershed for modelling 

• Define land use and soil data grids 

• Determine the distribution ofHRU’s (Hydrological Response Units) based on 
the DEM, land use and soil data. 

• Define rainfall, temperature and weather data 

• Write the SWAT input files- requires access to data on soil, weather, land 
cover, plant growth, etc. 

• Edit the input files - if necessary 

• Setup and run SWAT - requires information on simulation period, PET 
estimation method and other options 

• Calibration of model with available observed data 

Descriptive technical, theoretical, interface and input/output SWAT model 
documentation is attached as soft copy for reference in Annex SW-l(b) of Main 
Report. 

2.1.3 Basin Delineation 

A digital elevation model (DEM) from the SRTM was used for basin delineation 
and is shown in Figure 2.1-1. Enlarged map of DEM is shown in Drawing No. 
SKA-SW-001 (in Volume 3a). 

A basin is the upslope area that contributes flow to a common outlet as 
concentrated drainage. The boundaries between basins are termed drainage 
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divides. The outlet is the point on the surface at which water flows out of an 
area. It is the lowest point along the boundary of a basin. 

Basins are delineated from SRTM DEM by computing the flow direction of 
each cell in the raster. The model identifies the ridge lines between the basins 
using elevation values from raster data (SRTM DEM) and creates the basin 
boundary. Outlet points are then defined which may be features, such as dams or 
stream gauges or any other outlet point for which contributing area has to be 
determined. Here, Shekhawati Basin was delineated considering an outlet point 
outside Rajasthan, so as to cover complete area within Rajasthan. Modeled area 
of Shekhawati Basin is 11,915.49 km 2 of which 9,750.88 km 2 lies within 
Rajasthan. 

There are 3 main Sub-basins in Shekhawati Basin namely Dohan, Kantli, and 
Mendha, draining areas of 1,848.08 km 2 , 1,878.25 km 2 and 6,024.55 km 2 
respectively within Rajasthan. While Dohan has some portion of modelled area 
outside Rajasthan, Kantli and Mendha Sub-basins are entirely within Rajasthan. 

Topographical statistics of elevation of the Shekhawati Basin are given in Table 
2 . 1 - 1 . 

Table 2.1-1: Elevation Summaries - Shekhawati Basin 


Parameter 

Elevation 
(m, amsl) 

District 

Block 

Longitude, 

Latitude 

(degree 

decimal) 

Minimum Elevation 

264 

Alwar 

Neemrana 

76.50, 28.10 

Maximum Elevation 

979 

Jhunjhunun 

Udaipurwati 

75.59, 27.77 

Mean Elevation 

357 

- 

- 



Minimum elevation in Shekhwati Basin is 264 m amsl, located in Neemrana 
Block of Alwar District in Dohan Sub-basin, while maximum elevation is 979 m 
amsl, located in Udaipurwati Block of Jhunjhunun District in Kantli Sub-basin. 

Figure 2.1-2 shows the automatically delineated Shekhawati Basin with the 
generated drainage network using the DEM. 
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Figure 2.1-1: Digital Elevation Model (Topography) of Shekhawati Basin 
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Figure 2.1-2: Drainage Network and Basin Delineation using DEM for Shekhawati Basin 
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2.1.4 Micro-watershed Delineation 

Automatic delineation of micro-watersheds was done by using the SRTM DEM 
as input and using 500 ha as minimum stream threshold. The target outflow 
points were interactively selected so as to cover entire area of Shekhawati Basin 
falling within Rajasthan State. 

There are 25 micro-watersheds delineated in Shekhawati Basin within Rajasthan 
boundary as shown in Figure 2.1-3, details of which are presented in Table 2.1- 
2. Enlarged map showing micro-watersheds is shown in Drawing No. SKA-SW- 
002 (in Volume 3 a). 

Table 2.1-2: Micro-watershed Delineated in Shekhawati Basin 


Micro¬ 

watershed 

Code 

Micro¬ 
watershed 
Area, km 2 

Sub-basin 

Name 

Sub¬ 

basin 

Code 

% of 
Basin 
Area 

001 

185.03 

Dohan 

1 

1.90 

002 

365.79 

Dohan 

1 

3.75 

003 

223.66 

Dohan 

1 

2.29 

004 

315.87 

Dohan 

1 

3.24 

005 

422.62 

Dohan 

1 

4.33 

006 

167.24 

Dohan 

1 

1.72 

007 

167.86 

Dohan 

1 

1.72 

008 

190.87 

Kantli 

2 

1.96 

009 

306.70 

Kantli 

2 

3.15 

010 

764.82 

Kantli 

2 

7.84 

Oil 

130.69 

Kantli 

2 

1.34 

012 

485.17 

Kantli 

2 

4.98 

013 

130.04 

Mendha 

3 

1.33 

014 

340.82 

Mendha 

3 

3.50 

015 

234.78 

Mendha 

3 

2.41 

016 

824.05 

Mendha 

3 

8.45 

017 

824.63 

Mendha 

3 

8.46 

018 

1,005.80 

Mendha 

3 

10.31 

019 

149.84 

Mendha 

3 

1.54 

020 

407.50 

Mendha 

3 

4.18 

021 

274.91 

Mendha 

3 

2.82 

022 

309.71 

Mendha 

3 

3.18 

023 

469.14 

Mendha 

3 

4.81 

024 

752.32 

Mendha 

3 

7.72 

025 

300.99 

Mendha 

3 

3.09 

Total 

9,750.88 



100.00 
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Figure 2.1-3: Micro-watershed Delineation using DEM for Shekhawati Basin 
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2.1.5 Land Use/Land cover Layer 

Land Use/Land Cover is another important segment of data required for pre¬ 
processing. The land use map from NRSC 1 11 (2007-2008), has been used for the 
present study. 

Table 2.1-3 gives the land use categories and the areas covered under each 
category of land use for the Shekhawati Basin. 

Major part of the basin is under Agriculture land use (50.82%), Wheat and Bajra 
being the predominant crops where Wheat is major crop grown in Rabi season 
while Bajra is grown in Kharif season (Source: Agriculture Statistics Handbook, 
Government of Rajasthan, 2010). 


Table 2.1-3: Land use Categories - Shekhawati Basin 


Land Use 

Area (km 2 ) 

% of Basin 
Area 

Build up 

6.53 

0.07 

Kharif only 

1,007.18 

10.33 

Rabi only 

1,333.59 

13.68 

Zaid only 

0.01 

0.00 

Double / Tripple cropping 

2,614.67 

26.81 

Current fallow 

2,740.25 

28.11 

Deciduous forest 

85.01 

0.87 

Plantation / Orchard 

0.10 

0.00 

Other wasteland 

1,189.65 

12.20 

Scrub / Deg. forest 

442.86 

4.54 

Gullied 

15.90 

0.16 

Scrubland 

238.30 

2.44 

Water bodies 

76.82 

0.79 

Total 

9,750.88 

100.00 


Source: NRSC, 2007-2008 


Figure 2.1-4 shows the general land use of Shekhawati Basin. Enlarged land use 
map of Shekhawati Basin is shown in Drawing No. SKA-LU-001 (in Volume 
3a). 


1 http://applications.nrsc.gov.in/products.asp 
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Figure 2.1-4: Landuse Map of Shekhawati Basin 
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2.1.6 Soil Layer 

Information on the soil profile is also required for simulating the hydrological 
character of the basin. Soil map of Rajasthan has been used for the modelling, 
which is shown in Figure 2.1-5. Enlarged soil map of Shekhawati Basin is 
shown in Drawing No. SKA-SO-OOl (in Volume 3a). 

Soil texture in the Shekhawati Basin is predominantly Sandy Loam. 

Table 2.1-4 shows the area under each of the soil texture class found in the 
Shekhawati Basin. 

Table 2.1-4: Soil Texture Shekhawati Basin 


Soil Texture 

Area (km 2 ) 

% of Basin Area 

Clay 

2,224.67 

22.82 

Clay Loam 

1,049.19 

10.76 

Loam 

389.44 

3.99 

Loamy Sand 

2,340.61 

24.00 

Sand 

538.36 

5.52 

Sandy Cay Loam 

649.22 

6.66 

Sandy Loam 

2,534.83 

26.00 

Silt Loam 

24.56 

0.25 

Total 

9,750.88 

100.00 


Source: SRSAC, DST, Jodhpur 
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Figure 2.1-5: Soil Map of Shekhawati Basin 
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2.1.7 Meteorological Data Collection Stations 

Daily rainfall data belonging to IMD, Revenue Department and Water Resources 
Department of Rajasthan has been used. 

Maximum and minimum temperature data at a resolution of 1° X 1° latitude by 
longitude grid points from IMD has been used. (The Grid point nomenclature 
adopted by IMD was done by combining Longitude and Latitude in decimal 
degrees to form a code, e.g. grid location code "755275" signifies 75.5 degree 
longitude and 27.5 degree latitude). 

Major weather parameters which influence the hydrology of a catchment are 
rainfall and temperature for which daily observed data have been used, while for 
other weather parameters like solar radiation, wind speed and relative humidity 
(which have less significant effect on hydrology) long term daily statistics have 
been used to derive daily values. These weather parameters have small variation 
over the time and can be derived using continuity equations. 

SWAT uses weather generator model for generating values based on long term 
daily statistics for a particular day. 

Solar radiation: is generated from a normal distribution. A continuity equation is 
incorporated into the generator to account for radiation variations caused by dry vs. 
rainy conditions, solar radiation is adjusted downward when simulating rainy 
conditions and upwards when simulating dry conditions. The adjustments are made 
so that the long-term generated values for the average monthly solar radiation 
agree with the input averages. 

Generated wind speed: A modified exponential equation is used to generate daily 
mean wind speed given the mean monthly wind speed. 

Generated Relative humidity: The relative humidity model uses a triangular 
distribution to simulate the daily average relative humidity from the monthly 
average. As with temperature and radiation, the mean daily relative humidity is 
adjusted to account for wet- and dry-day effects. 

The meteorological data locations map is shown in Figure 2.1-6 while 
meteorological data location details are presented in Annex SW-3 of Main 
Report. 
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Figure 2.1-6: Meteorological Data Locations Map of Shekhawati Basin 
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2.1.8 Existing Major / Medium Projects 

There is one medium project located in Shekhawati Basin namely, Raipur Patan 
Dam located in Dohan Sub-basin. Table 2.1-5 gives the details of the existing 
projects in the Shekhawati Basin. 


Table 2.1-5: Project Details - Shekhawati Basin 


s. 

No. 

Name 

Type 

Live 

Storage, 

Mm 3 

Gross 

Storage, 

Mm 3 

Data 

Availability 

Remarks 

Catchment 
Area, km 2 

1 

Raipur Patan 
Dam 

Medium 

Project 

8.32 

9.17 

1996-2010 

Monsoon months 
Gauge-Capacity 
data 

167.87 


Source: WRD, GOR 


Other salient features of Raipur Patan Dam are presented in Annex SW-2(a) of 
Main Report. The monsoon months gauge-capacity data is attached in Annex 
SKA-1. 

2.1.9 River Gauge & Discharge data in Shekhawati Basin 

One River gauge site is present in Shekhawati Basin at Ringus. The data for this 
site is available for 4 years only (1981-1984) and presently the site is closed. 
The observed discharge data is presented in Annex SKA-1. 

2.1.10 Other Model Inputs 

District agriculture statistics from 1967-2007 (extended to 2011 from Agricop) 
has been used to derive District wise cropping area, production, irrigation by 
source (canal, tank, well etc), fertilizer and pesticide use per hectare. Cropping 
pattern and crop management practices are used from agriculture contingency 
plans (http://agricoop.nic.in/acp.html) and Agriculture Statistics Handbook, 
Government of Rajasthan, 2010. These data were later transferred to micro¬ 
watersheds (hydrological modelling unit) using GIS overlay techniques. 

The general cropping pattern adopted in the region is Bajra in Kharif and Wheat 
in Rabi season (Source: Agriculture Statistics Handbook, Government of 
Rajasthan, 2010). 

2.2 Model Calibration and Performance 

Calibration is an effort to better parameterize a model to a given set of local 
conditions, thereby reducing the prediction uncertainty. Model calibration is 
performed by carefully selecting values for model input (within their respective 
uncertainty ranges) by comparing model predictions (output) for a given set of 
assumed conditions with observed data for the same conditions. Figure 2.2-1 
shows calibration location sites in Shekhawati Basin. 
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Figure 2.2-1: Calibration Location Map of Shekhawati Basin 
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2.2.1 SWAT Model Calibration 

SWAT model uses water balance Equation as a driving force behind everything 
that happens in the watershed on a daily basis. The USDA SCS runoff curve 
number is used to estimate surface runoff from daily precipitation. An improved 
dynamic curve number method is used which automatically adjusts the curve 
number on the basis of the moisture conditions prevailing in the watershed. 

Auto calibration techniques have been adopted using SWAT CUP which 
provides the essential information like sensitive parameters, range or value that 
has to be applied to various parameters, to arrive at optimum parameter value. 

This study used the built in interfaces of these tools in SWAT model to identify 
important hydrological controlling parameters, optimize them and test the 
calibrated model using various performance indices and input data sets. 

After running auto calibration process, the application provides sensitive 
parameters which are controlling the hydrological processes and are mentioned 
in Table 2.2-1. 

Table 2.2-1: Sensitive Parameters Controlling the Hydrological Processes 


Parameter 

Description (Class) 

Units 

CN2 

Curve number (Management operations) 

- 

GW DELAY 

Groundwater delay (Groundwater) 

Days 

GWQMN 

Threshold depth of water in shallow aquifer required for 
return flow to occur (Groundwater) 

mm 

GW REVAP 

Groundwater revap coefficient (Groundwater) 

- 

RCHRG DP 

Deep aquifer percolation coefficient (Groundwater) 

- 

ESCO 

Soil evaporation compensation factor (Evapotranspiration) 

mm Water/mm soil 

SOL AWC 

Soil available water content (Soil) 

- 

SOL K 

Soil permeability (Soil) 

mm/hr 

SHALLST.gw 

Initial Depth of water in shallow aquifer 

mm 


These parameter broadly fall under two categories 


• General Parameters: Values of which are applied to entire basin which 
includes Groundwater delay, deep aquifer percolation factor and ESCO. 

• Catchment Specific Parameter: Values of these parameters are area specific 
which include soil parameter like Soil permeability, available moisture content 
and management parameters like CN, irrigation sources etc. 

Soil in the Shekhawati Basin is predominantly Sandy Loam. After various 
simulations and parameter calibrations it was found that groundwater parameters 
were most sensitive in this region. 

Generally, the model takes default values as per input data provided (Landuse, 
Soil profile, DEM, reservoir details etc). The model is then made to run with 
default values and then compared with observed data. 

There are large number of parameters which operate during simulation. Out of 
them, some major parameters that were adjusted during calibration and their 
respective values, are presented in Table 2.2-2. 
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Table 2.2-2: Major Parameters Adjusted during Calibration 
and Respective Values 


Parameter 

Unit 

Value 

Range 

Dohan and Kant 

i Sub-basin 

GW delay 

Days 

1.00 

1-500 

ESCO 

- 

0.55 

0-1 

GWQMN 

mm 

2200.00 

0-5000 

GWREVAP 

- 

0.09 

0.02-0.2 

RCHRGDP 

- 

0.33 

0-1 

SHALLST 

mm 

2500.00 

0-50000 

Mendha Sub-basin 

GWdelay 

Days 

5.00 

1-500 

RCHRG DP 

- 

0.30 

0-1 

ESCO 

- 

0.55 

0-1 

GWQMN 

mm 

2900.00 

0-5000 

GW REVAP 

- 

0.09 

0.02-0.2 

SHALLST 

mm 

5000.00 

0-50000 

Crop Management paramel 

ers 

IRRSC 


Reservoir, 
Shallow aquifer 



There is one Medium Dam (Raipur Patan) and one River Guage site (Ringus) 
that can be used for calibration process. For Raipur Patan dam, the continous 
monsoon months observed data is available for only 2 years which is insufficient 
for the use of calibration, for rest of the time period the observed data is either 
discontinous or not available. Also, River gauge site at Ringus has 4 years of 
data available (1981-1984) for which data quality is also not good. Observed 
data at these locations is presented in Annex SKA-1. 

2.2.2 Model Performance 

Model calibration could not be performed due to poor quality and small duration 
of dataset. 

Therefore, hydrological parameters from adjacent catchments of Buchhara and 
Chittoli Dam (having similar topography and soil type, located in Sabi Basin) 
were adopted for Raipur Patan Dam catchment and water balance components 
were obtained. 

For rest of the area in Dohan and Kantli Sub-basin the parameters of adjacent 
Sabi Basin were adopted while for Medha Sub-basin the parameters of adjacent 
Luni Sub-basin of Luni Basin were adopted. 

2.2.3 The Hydrological Simulation for Shekhawati Basin 

The SWAT model was run with the observed rainfall (1957-2010) and 
temperature data (1973-2010) for Shekhawati Basin and outputs were obtained 
for the common period of 1973 to 2010. The outputs provided by the model are 
very extensive, covering all the components of water balance spatially and 
temporally. The sub components of the water balance that are most significant 
and used for analyses, include: 

• Total flow (Water yield) consisting of surface runoff, lateral and base flow. 

• Actual evapotranspiration (Actual ET). 
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The outputs can be depicted in many ways depending on the focus and 
requirement of the user. These components are expressed in terms of total 
annual depth of water in mm over the total watershed area. In other words, the 
total water yield is the equivalent depth in mm, of flow past the outlet of the 
watershed on mean annual and monthly basis. Figure 2.2-2 and 2.2-3 shows the 
annual and mean monthly water balance components for the Shekhawati Basin. 

Temporal Distribution of Major Water Balance Components 

Figure 2.2-2 depicts the annual rainfall, water yield, evapotranspiration, and sub¬ 
surface percolation for Dohan Sub-basin, Kantli Sub-basin, Mendha Sub-basin 
and entire Shekhawati Basin. 

It is noteworthy here that SWAT gave an indication of the spatial and temporal 
variation of this percolation, with respect to properties of the overlaying soil 
cover. The percolation computed using SWAT model is the total percolation 
which also includes the abstractions being taken from the groundwater. 
Therefore, the net percolation which will reflect the groundwater fluctuations is 
after incorporating the withdrawals/draft from the groundwater for various 
purposes. The another component namely deep percolation is used in the SWAT 
model to build the static groundwater table and this component is lost from the 
local water balance, although there is a provision to tap this water through tube 
wells if required. SWAT doesn't takes care of absolute groundwater table since 
it is not a groundwater model. 
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As shown in Figure 2.2-2, inter annual range of rainfall for the period of analysis 
is 184.57-1,212.35 mm for Dohan, 189.40-953.59 mm for Kantli and 142.20- 
861.43 mm for Mendha Sub-basin (see Table A3-1, A3-2 and A3-3 respectively 
in Annex SKA-3), while inter annual range of water yield is 2.99-601.72 mm for 
Dohan, 2.43-165.68 mm for Kantli and 0.89-313.83 mm for Mendha Sub-basin 
(see Table A3-1, A3-2 and A3-3 respectively in Annex SKA-3) for the same 
period. This shows a great degree of fluctuations in the rainfall and runoff 
pattern in Shekhawati Basin. 

Annual water balance components of entire Shekhawati Basin expressed in 
terms of annual depth are also presented in Table A3-4, Annex SKA-3. 

Figure 2.2-3 shows the long term mean monthly water balance components of 
rainfall, water yield, evapotranspiration and sub-surface percolation for Dohan 
Sub-basin, Kantli Sub-basin, Mendha Sub-basin and entire Shekhawati Basin 
(values are presented in Table A3-5, Annex SKA-3). It can be seen that the 
rainfall contribution to water yield and evapotranspiration is mainly in the 
months of July, August and September while for other months the contribution 
is negligible. 

In Dohan Sub-basin maximum conversion of rainfall to water yield occurs in the 
month of September (31.5%), in Kantli Sub-basin it occurs in the month of 
August (9%) while in Mendha Sub-basin it occurs in the month of September 
(13%). 


Figure 2.2-3: Simulated Mean Monthly Water Balance Components for Sub-basins of 

Shekhawati Basin 
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Virgin Water Yield 

True runoff, or Virgin water yield, is the stream flow in its natural conditions, 
i.e. without the existence of any irrigation, municipal or industrial water supply 
developments (including impact of imported water, return flows and flow 
diversions). 

After calibration and validation of model at selected sites, the Virgin water yield 
were generated by switching off all the abstractions (Major, Medium, Minor 
dams along with other water harvesting structures) and removing all crop 
management options (controlled irrigation in terms of canals, Groundwater, etc). 
In Virgin flow scenario presented here, Kharif and Rabi crops are considered as 
rainfed with no external water supply. 

Mean virgin water yield generated within Rajasthan for Shekhawati Basin is 
562.85 Mm 3 (See Table A2-4 of Annex SKA-2). 

Flow Duration Curve 

Assessment of dependable lean season flows along with their distribution in time 
is essential for planning and development of water supply schemes. Water yield 
with respect to four levels of 25, 50, 75 and 90% dependability is shown in 
Table 2.2-3. The dependability of the water yield of the Shekhawati Basin and 
its sub-basins has been evaluated and shown in Figure 2.2-4. 
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Figure 2.2-4: Simulated Flow Duration Curve for Shekhawati Basin and its sub-basins 
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Table 2.2-3: Virgin Water Yield at Four Dependability Levels - Shekhawati Basin 


Dependability 
Level, % 

Shekhawati 

Basin 

Dohan 

Sub-basin 

Kantli 

Sub¬ 

basin 

Mendha 

Sub¬ 

basin 



Water Yield in Mm 3 

25 

778.90 

313.00 

71.30 

240.20 

50 

295.10 

146.60 

36.70 

35.30 

75 

88.10 

40.90 

18.10 

11.50 

90 

63.00 

18.00 

10.40 

6.20 

Mean 

562.85 

221.80 

61.27 

206.61 


Rainfall occurs mainly during the monsoon season in Shekhawati Basin. Major 
portion of stream flow therefore, occurs only during these months. 

As mentioned earlier, Shekhawati Basin is divided into three Sub-basins namely, 
Dohan, Kantli and Mendha. Annual water yield at 50% dependability for Dohan, 
Kantli and Mendha Sub-basin is 146.6, 36.7 and 35.3 Mm 3 , respectively. Annual 
water yield at 50% dependability for Shekhawati Basin is 295.1 Mm 3 (see Table 
2.2-3). 
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Mean annual virgin water yield for Dohan, Kantli and Mendha Sub-basins is 
221.80, 61.27 and 206.61 Mm 3 , respectively. Mean annual virgin water yield for 
entire Shekhawati Basin is 562.85 Mm . Virgin water yield series for various 
Sub-basins and entire Shekhawati Basin are presented in Annex SKA-2. 

There are 25 micro-watersheds of Shekhawati Basin delineated within 
Rajasthan, water balance components of which are presented in Annex SW-4 of 
Main Report (as soft copy). Virgin water yield series for these micro-watersheds 
are presented Annex SW-5 of Main Report (as soft copy). Virgin water yield of 
micro-watersheds at four levels of 25, 50, 75 and 90% dependability is shown in 
Table 2.2-4. 

Table 2.2-4: Virgin Water Yield at Four Dependability Levels - Micro-watersheds of Shekhawati 

Basin 


Micro¬ 

watershed 

Code 

Dependability Level, % 

Mean 

25 

50 

75 

90 

Water Yield, Mm 3 

001 

17.60 

3.20 

1.10 

0.50 

14.40 

002 

29.70 

11.50 

2.70 

2.30 

25.70 

003 

59.90 

29.80 

6.40 

0.90 

43.40 

004 

69.80 

37.00 

6.90 

1.00 

53.40 

005 

80.20 

25.00 

6.50 

3.20 

54.60 

006 

24.40 

8.40 

2.60 

1.20 

17.70 

007 

13.20 

6.30 

2.60 

2.10 

12.60 

008 

8.90 

5.10 

1.80 

1.40 

7.60 

009 

18.30 

4.70 

1.90 

0.70 

14.70 

010 

28.60 

9.60 

3.90 

2.80 

18.40 

Oil 

1.30 

0.30 

0.00 

0.00 

1.30 

012 

21.30 

11.40 

4.00 

3.30 

19.20 

013 

0.50 

0.30 

0.10 

0.10 

2.50 

014 

6.70 

3.00 

2.00 

1.20 

16.70 

015 

0.30 

0.10 

0.10 

0.10 

3.80 

016 

49.00 

1.00 

0.60 

0.50 

30.10 

017 

1.00 

0.40 

0.30 

0.20 

12.80 

018 

4.30 

2.40 

1.20 

0.90 

19.80 

019 

4.60 

1.10 

0.40 

0.20 

7.30 

020 

0.50 

0.20 

0.10 

0.10 

6.60 

021 

19.70 

0.20 

0.00 

0.00 

11.70 

022 

25.00 

0.50 

0.10 

0.10 

13.90 

023 

30.70 

5.80 

1.60 

0.80 

22.60 

024 

62.10 

1.20 

0.50 

0.20 

44.10 

025 

5.70 

2.50 

1.40 

0.80 

14.70 


App. SKA-IN-24740-R13-073 July, 2014 

Surface and Groundwater Availability 
31 








































STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 

3. Imported Water 

There is no import of water from outside Rajasthan to Shekhawati Basin. 

4. Groundwater 

4.1 Basic Characteristics 

4.1.1 Physiography 

Shekhawati Basin is covered by the Aravali hill ranges which occur as narrow 
elongated hill ranges sub- parallel to each other, with their axes trending NE- 
SW. These rise to a maximum elevation in the range of 600 to 850 m amsl. 
Some of the hill ranges falling wholly or partly within the basin, are the Nag 
Pahar, Gudha RF (Reserved Forest) hills, Manjhela RF hills, Mohanpura hills 
and Kinsariya hills. All these hill ranges lie in the Rupangarh River catchment in 
the southern part of the basin, where the maximum elevation (in relation to 
Sambhar Lake) is about 500 m amsl. 

Other parts of the basin also have remnant hills, in isolated patches following 
roughly the same alignment as the Aravali hill range; these hills stand out as 
minor hillocks dotting the entire basin area, particularly in the vicinity of its 
western boundary. 

4.1.2 Geomorphology 

Geomorphologically, the area comprises elongated dunes, narrow anticlinal and 
synclinal valleys separating various hill ranges. The valleys are tectonic and 
erosional in origin and are filled for most part with fluvial deposits. Pediment 
zones and scree deposits occur along the foothills. 

Much of the Mendha Sub-basin comprises a monotonous sandy plain, broken by 
east-northeast - west-south west -aligned sand dunes. 

4.1.3 Geology 

The Geological sequence of rock formations in Shekhawati Basin is given in 
Table 4.1-1. 

Geologically, only three major hydrogeological formations Alluvium, Phyllite & 
Schist and Quartzites cover the entire basin. Over 60% area of basin is occupied 
by Alluvium and windblown sand deposits. The bed-rock formations comprise 
Phyllite & Schist, Gneisses, Quartzite and Marble. These are exposed in two 
major areas, one in north-eastern and other in south-western part of basin. The 
basin covers Jhunjhunun, Sikar, Jaipur, Nagaur and Ajmer Districts. 
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Table 4.1-1: Geological Sequence in the Shekhawati Basin 


Era 

Age 

Super-Group 

Group 

Rock Formation 

Remarks 

Quaternary 

Upper Pleistocene to 
Recent 


Aeolian deposits 
Alluvium, colluvium 

Windblown sands, silt, gravel, 
pebbles and kankar, etc., with hill 
scree 


- x - x -Unconformity-x-x- 

Tertiary 

Eocene 

- 

Palana (Series) 

Sandstone, bentonite, lignite 

Not exposed in 
the Basin 

- x -x-Unconformity-x-x- 

Upper Paleozoic 

Upper Cambrian 

Marwar 

Nagaur 

Bilara 

Jodhpur 

Sandstone, siltstone shale, 
Limestone with dolomite 
Mainly Sandstone with shale and 
boulder bed 

Not exposed in 
the Basin 

- x -x-Unconformity-x-x- 

Middle to 
Upper 
Proterozoic 

Lower 

Precambrian 
to Upper pre- 
Cambrian 

post- 

Delhi 

Intrusives 


Granites, pegmatites, 
amphibolites, epidiorites 


Middle 

Proterozoic 

Lower 

Precambrian 
to Upper 
Precambrian 

Delhi 

Ajabgarh 

Quartzite, amphibolite, 
dolomite, marble, schists, 
gneisses, migmatites, etc. 


Alwar 

Quartzites (feldspathic), 
conglomerates, magnetitic 
haematitic mica schists, 
etc. 


Source: Geologica 

Survey of India (G.S.I) 


4.1.4 Sub-Surface Hydrogeology 

The sub-surface hydrogeology has been studied with the help of two 
hydrogeological cross-section along A-A', and B-B'. These cross-sections have 
been prepared on the basis of exploratory tube wells and piezometer drilled by 
CGWB and RGWD. The cross-section lines and their respective alignment has 
been shown in Figure 4.1-1. The sub-surface hydrogeology is based on these 
cross sections (Figure 4.1-2 and 4.1-3). 

• A-A' along Dantaramgarh-Nawa 

• B-B' along Kankria - Sargoth 

Hydrological Cross-section A-A' of Shekhawati Basin 

The cross-section A-A' (see Figure 4.1-1 and Figure 4.1-2) of Shekhawati Basin 
has been drawn from Dantaramgarh to Nawa villages in south-western part of 
the basin. The total length of the cross-section is 34 kms. The ground elevation 
ranges from RL 376.50 m (Nawa) to RL 427.72 m (Dantaramgarh) amsl. The 
cross-section reveals that south- western part of the basin is occupied by Older 
Alluvium of Quaternary age comprising fine to coarse grained sand along with 
Clay and Kankar. In southwestern part of the cross sectional area thickness of 
Alluvium ranges from 7 m to 37 m bgl while in north-eastern part of the cross 
sectional area thickness of Alluvium ranges from 40 to 122 m (Dantaramgarh) 
bgl. Alluvium contains comparatively well- sorted sediments around 
Dantaramgarh and Ahir ka Bas village and has maximum thickness of 122 m 
bgl. Quartzite of Delhi Super Group is the main basement encountered 
throughout the cross sectional area with depth to encounter varying from 37 m 
(Suketa) to 122 m (Dantaramgarh). 
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The Water level ranges from 21 m bgl at Nawa to 68 m bgl at Dantaramgarh. 

Hydrological Cross-section B-B' of Shekhawati Basin 

The cross-section B-B' (Figure 4.1-3) of Shekhawati Basin has been drawn from 
Kankaria to Sargoth village in north-eastern part of the basin. The total length of 
the cross-section is 58.5 kms. The ground elevation ranges from RL 392.5 m 
(Kankaria) to RL 500.4 m (Jorawarnagar) amsl. The cross-section reveals that 
south- western and central part of the cross sectional area is occupied by Older 
Alluvium of Quaternary age comprising fine to coarse grained sand along with 
Clay. In north-eastern part the thickness of Alluvium gradually thins out and 
ranges from 3 to 10 m while in south western part thickness of Alluvium is as 
much as 75 m bgl . The cross section depicts that Phyllite & Schist, Gneisses 
and Quartzite of Delhi Super Group are encountered in the area. Phyllite & 
Schist and Gneisses are encountered in the north-eastern part of the cross 
sectional area while Quartzite are encountered in central and south western part 
of the area. 
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Figure 4.1-1 Hydrogeological Cross Section Line of Shekhawati Basin 
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Figure 4.1-2 Hydrogeological Cross Section of Shekhawati Basin A-A' 
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Figure 4.1-3 Hydrogeological Cross Section of Shekhawati Basin B-B' 
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4.2 Aquifer Units 

4.2.1 Description 

The main hydrogeological formations in this basin are Younger and Older 
Alluvium, Quartzite, Phyllite & Schist and Gneisses. The breakup of aquifer 
units together with their areas are given in Table 4.2-1. 

Table 4.2-1: Aquifer units with Occupied Area in Shekhawati Basin 


Basin 

Sub-basin 

Hydrogeological Unit 

Area, km 2 



Older Alluvium 

750.08 


Dohan 

Quartzite 

971.44 


Slate 

63.54 



Younger Alluvium 

63.02 


Sub-basin Total 

1,848.08 



Older Alluvium 

743.98 


Kantli 

Quartzite 

837.74 

Shekhawati 


Younger Alluvium 

296.54 

Sub-basin Total 

1,878.25 



Gneisses 

111.26 



Gneisses(B.G.C.) 

168.30 


Mendha 

Older Alluvium 

3,166.10 


Phyllite & Schist 

1,201.16 



Quartzite 

252.04 



Younger Alluvium 

1,125.70 


Sub-basin Total 

6,024.55 

Basin Total 

9,750.88 


Source: Hydrogeological data, CGWB & RGWD 


Major portion of the basin is covered by Younger and Older Alluvium in the 
north-central and western part of the basin with an area of 6,145.42 km 2 . The 
rocks Phyllite & Schist, Quartzite and Slate occupy north-eastern part and small 
patches in the central and southern parts of the basin covering an area 3,325.92 
km 2 . Gneisses(B.G.C.) and Gneisses occupy southern part of the basin around 
Degana and Makrana area of Nagaur District, having an area of 279.56 km 2 . 

The aquifer units of the basin are shown in the Hydrogeological Map, Drawing 
No. SKA-GW-001 (in Volume 3a). It is a southwest northeastern elongated 
basin. Most of the area in the central and northeastern parts of the basin is 
occupied by alluvial aquifers. The southwestern part of the basin (Mendha Sub¬ 
basin) and north-eastern part in Dohan and Kantli Sub-basins is occupied by 
Quartzite and Phyllite & Schist and Gneisses aquifers. Hydrogeological 
characteristics of the aquifers of basin are shown in the Table 4.2-2. 

4.2.2 Aquifer Characteristics 

The hydrogeological characteristics of various aquifers existing in different Sub¬ 
basins of the basin are summarized in Table 4.2-2. 

As indicated in the table the average aquifer depth of Alluvium formations (both 
Younger and Older Alluvium) ranges from 66.33 m bgl in Younger Alluvium of 
Dohan Sub-basin to 90.76 m bgl in Older Alluvium of the same Sub-basin area. 
The average aquifer depth in hard rock aquifer of the basin ranges from 
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minimum 45.53 m bgl in Quartzite aquifer of Mendha Sub-basin area to 76.83 m 
bgl in Quartzite aquifer of Kantli Sub-basin area. 

The static water level in Alluvial aquifers from minimum of 0.50 m bgl at 
village Ram Narayan Ki Dhani in Older Alluvium of Kantli Sub-basin to a 
maximum of 80.00 m bgl at village Ajitgarh in Older Alluvium formation of 
Mandha Sub-basin area. However the average static water level in the basin 
ranges from minimum of 11.00 m bgl in Younger Alluvium of Dohan Sub-basin 
to a maximum of 29.11 m bgl in Older Alluvium of the same Sub-basin area. In 
hard rock aquifer average static water level ranges from 12.00 m bgl in Gneisses 
of Mendha Sub-basin to 29.65 m bgl in Quartzite formation of Mendha Sub¬ 
basin area. The minimum static water level of 1.92 m bgl was recorded at village 
Jodhpura in Quartzite aquifer of Kantli Sub-basin and maximum of 64.00 m bgl 
was recorded at village Karnoo in Phyllite & Schist aquifer of Mendha Sub¬ 
basin. 

The average specific capacity in Alluvial formations ranges from minimum of 
0.84 lps/m in Younger Alluvium of Dohan Sub-basin to a maximum of 2.34 
lps/m in Older Alluvium of Kantli Sub-basin area. In hard rock aquifers the 
minimum specific capacity of wells was observed in 0.16 lps/m in Slate 
formation of Dohan Sub-basin to a maximum of 0.71 lps/m in Phyllite & Schist 
formation of Mendha Sub-basin area. The average transmissivity values in 
Alluvial aquifers range from 208.45 m 2 /day in Older Alluvium of Mendha Sub¬ 
basin to 715.50 m 2 /day in Older Alluvium of Dohan Sub-basin. In hard rock 
aquifer the average transmissivity value of 2153.19 m 2 /day was recorded in 
Quartzite aquifer of Kantli Sub-basin area. 

The hydrological characteristics of aquifer units in the basin are shown in Table 
4.2-2. 
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Table 4.2-2: Hydrogeological Characteristics of Aquifer Units of Shekhawati Basin 


Basin 

Sub-basin 

Aquifer Units 

Depth 

Drilled 

(m) 

Static Water Level 
(m bgl) 

Discharge 

(Ips) 

Drawdown (m) 

Specific 

Capacity 

(Ips/m) 

Transmissivity 

(m 2 /day) 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Shekhawati 

Dohan 

Older Alluvium 

27.74 

166.40 

90.76 

1.00 

58.30 

29.11 

0.06 

56.70 

6.31 

3.20 

137.71 

15.32 

0.01 

3.71 

0.96 

2.93 

4109.00 

715.50 

Quartzite 

50.00 

134.26 

70.84 

10.00 

39.00 

27.34 

0.38 

1.51 

0.79 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Slate 

60.00 

62.00 

61.00 

13.00 

13.00 

13.00 

1.89 

1.89 

1.89 

12.00 

12.00 

12.00 

0.16 

0.16 

0.16 

- 

- 

- 

Younger Alluvium 

30.00 

131.00 

66.33 

7.00 

18.00 

11.00 

2.80 

4.20 

3.50 

4.00 

4.50 

4.25 

0.62 

1.05 

0.84 

- 

- 

- 

Kantli 

Older Alluvium 

15.05 

150.00 

67.18 

0.50 

58.00 

20.86 

0.56 

45.42 

9.96 

0.16 

9.21 

5.15 

0.19 

7.81 

2.34 

86.00 

1915.00 

562.14 

Quartzite 

12.00 

160.20 

76.83 

1.92 

48.00 

20.08 

0.13 

45.72 

10.12 

6.50 

37.61 

19.16 

0.07 

1.54 

0.53 

6.72 

7766.00 

2153.19 

Younger Alluvium 

61.34 

106.00 

79.20 

18.00 

45.35 

27.12 

5.00 

12.00 

7.53 

3.60 

3.60 

3.60 

1.39 

1.39 

1.39 

- 

- 

- 

Mendha 

Gneisses 

45.00 

50.00 

47.50 

10.00 

14.00 

12.00 

0.13 

0.25 

0.19 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Gneisses(B.G.C.) 

50.00 

50.00 

50.00 

13.00 

13.00 

13.00 

0.13 

0.13 

0.13 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Older Alluvium 

24.00 

207.00 

77.75 

2.90 

80.00 

28.03 

0.04 

312.88 

8.78 

1.41 

35.58 

9.22 

0.05 

9.46 

1.28 

5.97 

592.00 

208.45 

Phyllite & Schist 

31.00 

105.00 

57.91 

3.43 

64.00 

17.72 

0.06 

7.83 

1.48 

10.98 

10.98 

10.98 

0.71 

0.71 

0.71 

- 

- 

- 

Quartzite 

35.00 

62.00 

45.53 

18.94 

42.00 

29.65 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Younger Alluvium 

45.00 

122.98 

78.77 

2.45 

51.30 

23.65 

1.13 

20.00 

7.91 

0.84 

20.40 

8.42 

0.15 

16.37 

2.06 

111.00 

839.00 

329.14 


Source: CGWB and RGWD 


Note:- 

1. The data variously pertain to period 1960 to 2010. 

2. The same value data reflects the availability of data from one place only. 

3. Detailed information on location / village for the above observed parameter values are given in Annex GW-8. 
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4.3 Depth to Groundwater Table 

4.3.1 Monitoring/Observation Wells 

In the entire basin, 364 observation wells were monitored. Out of those 290 
belonged to RGWD and 74 to CGWB. The Sub-basin wise status of monitoring 
well is given in Table 4.3-1. 


Table 4.3-1: Monitoring/Observation Wells in Shekhawati Basin 


Sub-basin 

CGWB 

RGWD 

Total Observation 
Wells 

Dohan 

20 

66 

86 

Kantli 

10 

45 

55 

Mendha 

44 

179 

223 

Basin Total 

74 

290 

364 


Source: CGWB and RGWD 


4.3.2 Historic Trends of Groundwater Levels 

An analysis of the historic groundwater levels and trends between the years 1984- 
2010 is presented below. Weighted average groundwater levels during the 
examined period were generated for each Sub-basin based on the measured level in 
each well and its Thiessen weight within the Sub-basin. The weighted average 
groundwater levels per Sub-basin are presented in the graphs below and given in 
Table 4.3-3. 

Dohan Sub-basin 

Long term average groundwater levels in Dohan Sub-basin are presented in Figure 
4.3-1. As observed, the water table in the Sub-basin varies between a maximum of 
368.97 m amsl (post monsoon 1996) to a minimum of 354 m a m si (pre monsoon 
2010). As shown in Table 4.3-2 the average declining rates are -0.34 m/yr for pre 
monsoon stages and -0.35 m/yr for post monsoon stages. The maximum declining 
rates per well in the Sub-basin reach about a maximum of 2.06 m/yr, and a 
minimum rate of +0.51 m/yr (increasing). 

There is a sharp and direct influence of the rainfall on the groundwater table, which 
is noticeable in Figure 4.3-1 (during 1992-2002). Nevertheless, the long declining 
trend through the entire time period represents unbalanced conditions where 
withdrawal of groundwater (mainly draft) is significantly higher than the recharge. 

Both pre monsoon and post monsoon stages present similar trends and rates of 
decline. The maximum decline rate in pre monsoon is -1.79 m/yr and in post 
monsoon period it is -2.06 m/yr. 

Assuming that the precipitation and draft trends will continue during future years, 
the groundwater table would drop to levels as shown in Table 4.3-4, and there is a 
moderate probability that wells will become dry within the next few decades. 
Based on the long-term groundwater levels trends, a prediction of the observation 
wells (RGWD & CGWB database) which are expected to become dry in the future 
has been made. It is estimated that in case of continuation of year 2010 
groundwater level trends, 76% of the monitoring wells will become dry by pre 
monsoon 2020, The percentage of dry wells will increase to 89% by the year 2040 
and to 95% by the year 2060 as given in Table 4.3-5. 
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Figure 4.3-1: Long Term Ground Water Level and Rainfall Trends in Dohan Sub-basin of 

Shekhawati Basin 1984-2010 


River Basin : Shekhawati, Sub Basin : Dohan 

Main Aquifer: Quartzite 
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Source: Groundwater level data of CGWB and RGWD 


Kantli Sub-basin 


Long term average groundwater levels in Kantli Sub-basin are presented in Figure 
4.3-2. The water table in the Sub-basin varies between a maximum of 414 m amsl 
(post monsoon 1984) to a minimum of 401 m amsl (pre monsoon 2010). The total 
decline during this period is in the range of 12 m and 11 m for post and pre 
monsoon seasons, respectively. As shown in Table 4.3-2, these result in average 
declining rates of -0.42 m/yr for both seasons. Maximum declining rates per well 
in the Sub-basin reach as high as about -1.32 m/yr, while minimum rates present a 
rise of about 0.6 m/yr. 

Both pre and post monsoon stages present similar trends and rates. The average 
difference between the seasons is a relatively low value compared to other Sub¬ 
basins and reflects the high transmissivity of the Older Alluvium formation. 

Based on the long term groundwater levels trends, a prediction of the observation 
wells (RGWD & CGWB database) which are expected to become dry in the future. 
It is estimated that in case of continuation of current groundwater level trends, in 
the pre monsoon 75% of the wells will become dry by the year 2020, about 79% of 
the wells will become dry by the year 2040 and about 89% of the wells will 
become dry by the year 2060 as given in Table 4.3-5. 
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Figure 4.3-2: Long Term Ground Water Level and Rainfall Trends in Kantli Sub-basin of 

Shekhawati Basin 1984-2010 


River Basin : Shekhawati, Sub Basin : Kantli 

Main Aquifer: Quartzite 
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Source: Groundwater level data of CGWB and RGWD 

Mendha Sub-basin 


Long-term average groundwater levels in Mendha Sub-basin are presented in 
Figure 4.3-3. The groundwater table in the Sub-basin varies between a maximum 
of 407 m amsl (post monsoon 1984) to a minimum of 390 m amsl (pre monsoon 
2010). As shown in Table 4.3-2, the average declining rates are -0.57 m/yr for pre 
monsoon and -0.54 m/yr for post monsoon stages. The maximum declining rates in 
the Sub-basin reach more than -2.00 m/yr, while the minimum rates present an 
increase of +0.42 m/yr. 

The average decline rate of groundwater level in Mendha Sub-basin is somewhat 
higher as compared to Kantli Sub-basin, but all three Sub-basins viz Dohan, Kantli 
and Mendha of Shekhawati Basin indicate growing declining rate. The higher 
declining trends in the basin area might also be related to the relatively high 
pumping capacity of the Alluvial formations compared to the Quartzite. 

Based on the long term groundwater levels trends, a prediction of the observation 
wells (RGWD & CGWB database) which are expected to become dry in the future 
presented in Table 4.3-5. It is estimated that in case of continuation of year 2010 
groundwater level trends, in the pre monsoon season 71% of the observation wells 
are likely to become dry by the year 2020. The percentage is likely to increase to 
92% by the year 2040 and 95% by the year 2060 of given in Table 4.3-5. 
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Figure 4.3-3: Long Term Ground Water Level and Rainfall Trends in Mendha Sub-basin 1984-2010 



Table 4.3-2: Water Table Decline/Rise* Rates in Shekhawati Basin 


Sub-basin 

Main 

Rate Pre-monsoon (m/yr) 

Rate Post-monsoon (m/yr) 

Formation 

Mean 

Min 

Max 

Mean 

Min 

Max 

Dohan 

Quartzite 

-0.34 

0.16 

-1.79 

-0.35 

0.51 

-2.06 

Kantli 

Quartzite 

-0.42 

0.53 

-1.32 

-0.42 

0.60 

-1.17 

Mendha 

Older Alluvium 

-0.57 

0.40 

-2.08 

-0.54 

0.42 

-2.13 

Entire Basin 


-0.45 

0.59 

-1.79 

-0.39 

0.47 

-2.06 

*(-) ind 

icates water table decline, (+) indicates wa 

ter table rise 


Source: Groundwater level data of CGWB and RGWD (1984-2010) 

Table 4.3-3: Weighted Average Ground Water Levels (m amsl) 1984-2010 - Shekhawati Basin 


Year 

Pre-monsoon (m amsl) 

Post-monsoon (m amsl) 

Mendha 

Dohan 

Kantli 

Mendha 

Dohan 

Kantli 

1984 

406.05 

363.15 

412.24 

407.25 

364.99 

414.14 

1985 

405.03 

364.19 

411.90 

406.30 

366.01 

413.28 

1986 

404.12 

362.85 

410.77 

405.07 

364.92 

412.39 

1987 

402.75 

361.40 

410.26 

404.08 

363.58 

411.44 

1988 

401.99 

362.35 

410.26 

402.44 

365.04 

411.74 

1989 

401.92 

360.42 

409.48 

402.64 

362.70 

410.64 

1990 

401.25 

359.48 

409.04 

402.31 

361.82 

410.07 

1991 

400.74 

358.81 

408.20 

401.48 

360.32 

409.44 

1992 

401.20 

359.15 

408.08 

403.05 

361.18 

409.81 

1993 

400.52 

360.55 

407.43 

402.10 

363.48 

409.49 

1994 

400.32 

360.17 

407.07 

401.70 

363.04 

408.68 

1995 

400.85 

362.92 

409.64 

402.46 

365.02 

411.47 

1996 

402.42 

366.61 

412.32 

404.26 

368.97 

413.38 

1997 

402.32 

365.66 

411.26 

404.04 

367.57 

412.37 

1998 

400.71 

362.74 

409.90 

402.90 

365.10 

411.51 
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Year 

Pre-monsoon (m amsl) 

Post-monsoon (m amsl) 

Mendha 

Dohan 

Kantli 

Mendha 

Dohan 

Kantli 

1999 

398.86 

359.50 

407.30 

400.81 

362.22 

409.37 

2000 

398.18 

358.06 

405.73 

399.13 

359.66 

406.95 

2001 

396.92 

357.83 

405.43 

398.60 

360.67 

406.63 

2002 

395.40 

355.55 

403.96 

396.45 

357.52 

405.25 

2003 

394.86 

355.97 

403.66 

396.52 

358.48 

405.47 

2004 

394.30 

355.69 

403.31 

395.52 

357.34 

404.50 

2005 

393.46 

356.58 

403.01 

394.74 

358.79 

404.74 

2006 

392.00 

355.75 

402.38 

393.25 

357.22 

403.57 

2007 

391.78 

355.71 

402.16 

393.21 

356.38 

402.97 

2008 

391.24 

354.88 

401.64 

393.20 

356.85 

402.84 

2009 

390.36 

354.31 

401.02 

391.80 

355.81 

401.98 

2010 

390.36 

354.31 

401.02 

392.36 

358.10 

403.29 

Source: Groundwater level data of CGWB and RGWD for tl 

he period 191 

34-2010 


4.3.3 Depth to Groundwater Level (Year 2010) 

The pre monsoon period (2010) depth to groundwater level map of the basin is 
presented in the Drawing No. SKA-GW-002 (in Volume 3a). Generally, the 
groundwater levels in the basin were in the range of 40 to 50 m bgl in pre monsoon 
of 2010. Deeper groundwater levels of 60 to 80 m bgl occur in Dohan and Mendha 
Sub-basins. 

The post monsoon (2010) depth to water level map of the basin is presented in the 
Drawing No. SKA-GW-003 (in Volume 3 a). Between pre & post monsoon of 
2010, no perceptible change is noticeable in levels except around Neem Ka Thana 
area in Dohan Sub-basin, where shallow groundwater levels of less than 2 to 5 m 
bgl depth have been observed as compared to the levels of 5 m to 10 m bgl which 
existed in this area during pre monsoon of 2010. 

4.3.4 Long Term Groundwater Level Trends 

Based on the long term groundwater levels trends (Table 4.3-4) and assuming that 
the year 2010 levels of average precipitation and draft trends will continue during 
future years, a prediction of the observation wells (RGWD & CGWB database) 
which are expected to become dry in the future is presented in Table 4.3-5. By pre 
monsoon 2020, -74% of the monitoring wells in the basin will become dry. This 
percentage is likely to increase to 87% by the year 2040 and to 93% by the year 
2060, in the entire basin area. 


Table 4.3-4: Sub-basin wise Predicted Average Groundwater Levels in Shekhawati Basin 



Pre-monsoon Levels, (m amsl) 

Post-monsoon Levels, (m amsl) 

Sub-basin 

Current 

Predicted 

Current 


Predicted 


2010 

2020 

2040 

2060 

2010 

2020 

2040 

2060 

Dohan 

354.31 

350.90 

344.09 

333.88 

358.10 

354.64 

347.73 

337.37 

Kantli 

401.02 

396.82 

388.42 

375.83 

403.29 

399.05 

390.56 

377.82 

Mendha 

390.36 

384.69 

373.36 

356.36 

392.36 

386.93 

376.07 

359.78 

Basin Average 


386.23 

377.22 

363.70 


389.51 

381.64 

369.84 

Source: Groundwater level data of CGWB and RGW 

D (1984-201 

L0) 
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Table 4.3-5: Prediction of Dry Observation Wells* - Shekhawati Basin 


Sub-basin 

Pre-monsoon Dry Observation 
Wells [%] 

Post-monsoon Dry Observation 
Wells [%] 

Prediction 

Prediction 

2020 

2040 

2060 

2020 

2040 

2060 

Dohan 

76 

89 

95 

65 

81 

84 

Kantli 

75 

79 

89 

64 

86 

89 

Mendha 

71 

92 

95 

63 

89 

92 

Summary 

74 

87 

93 

64 

85 

88 


*RGWD and CGWB observation wells only 


4.3.5 Groundwater Level Fluctuation 

Table 4.3-6 shows Sub-basin wise/aquifer unit-wise fluctuation in levels of 
groundwater (for data refer Annex GW-3 of Main Report). 

Table 4.3-6: Sub-basin and Aquifer-Wise Groundwater Level Fluctuation in Shekhawati Basin 

(Pre monsoon 2010) 


Sub-basin 

Hydrogeological 

Unit 

Number 
of Wells 

Grot 

F 

jnd Water Level 
uctuation, m 

Min. 

Max. 

Average 

Dohan 

Older Alluvium 

12 

-1.45 

1.70 

0.38 

Quartzite 

11 

0.50 

8.80 

4.96 

Slate 

3 

0.25 

3.60 

2.14 

Younger Alluvium 

0 

- 

- 

- 

Sub-basin Summary 

26 

-1.45 

8.80 

2.52 

Kantli 

Older Alluvium 

5 

0.18 

2.65 

0.85 

Quartzite 

10 

0.05 

7.45 

3.30 

Younger Alluvium 

4 

-0.10 

2.72 

1.96 

Sub-basin Summary 

19 

-0.10 

7.45 

2.38 

Mendha 

Gneisses 

2 

8.15 

9.00 

8.58 

Gneisses(B.G.C.) 

1 

7.10 

7.10 

7.10 

Older Alluvium 

44 

-1.85 

6.40 

0.79 

Phyllite & Schist 

17 

-0.51 

9.55 

3.55 

Quartzite 

2 

1.45 

2.35 

1.90 

Younger Alluvium 

15 

-5.09 

3.90 

-0.29 

Sub-basin Summary 

81 

-5.09 

9.55 

1.46 

Basin Summary 

126 

-5.09 

9.55 

1.82 


Source: Ground water level data of the year 2010, CGWB and RGWD 


The basin comprises Dohan, Kantli and Mendha Sub-basins. The minimum and 
maximum seasonal fluctuations in levels of groundwater in the entire basin range 
from -5.09 m to 9.55 m, with the average fluctuation being 1.82 m. Sub-basin wise 
fluctuation ranges from 1.46 m in Mendha Sub-basin to 2.52 m in Dohan Sub¬ 
basin. In respect of Hydrogeological formation maximum average fluctuation of 
8.58 m has been observed in Gneisses aquifer in Mendha Sub-basin followed by 
7.10 m in Gneisses (B.G.C.) in Mendha Sub-basin, and the minimum average 
fluctuation of -0.29 m in Younger Alluvium aquifer in Mendha Sub-basin. 

4.3.6 Groundwater Flow Direction 

The Shekhawati Basin is surrounded by the Luni and Outside Basins in the west 
and Sabi, Banganga and Banas Basins in the east. It is different from all other 
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basins in terms of surface and subsurface drainage regime. The southern part of the 
basin is having a centripetal drainage regime The Mendha River from the north, 
the Nohar River from the south and the streams from hill ranges in the west and in 
the east, all the Rivers converge into the Sambhar Lake which has an area of about 
200 to 250 km 2 . Two other, smaller lakes, virtually playas, exist in the Nagaur 
District. These lakes are saline due to high evaporation and lack of drainage 
outlets, providing for establishment of the salt industry at the Sambar Lake. 

In the northern part of the basin, Kantli River and its tributary Chandrabhaga Nadi 
drains a rather big area into the Outside Basin, and after flowing to distance of 
about 104 km towards north it disappears in Alluvial and windblown sand area in 
Churu District. In the north - eastern part of the basin, Dohan River and the 
Krishnawati River flow into Haryana and disappear there. 

The hydrogeological formation within the basin constitute the Older and Younger 
Alluvium, mainly in the central northern part to the north of Sambar Lake, 
Gneisses, Gneisses(B.G.C.) and Phyllite & Schist occupy the southern area 
whereas the Quartzite formation occupy the northern part of the basin. 

The groundwater table map prepared on the basis of water level data of pre 
monsoon 2010 is presented in Drawing No. SKA-GW-004 (in Volume 3a) 
commensurate with the surface drainage features like all other basins, the contours 
converge and follow the River channels, also indicate the origin of the maintained 
base flow there. Towards the north and south of the Sambar Lake, the hydraulic 
gradient is almost flat, i.e. around 1 m/km. In the north, in the Quartzite dome area, 
the hydraulic gradient is steeper, around 10 m/km. In central part of basin, the 
groundwater flow is towards south-west whereas in northern part of basin, it is 
towards north and north-east. 

4.4 Groundwater Quality 

4.4.1 Introduction 

The groundwater quality has been appraised with reference to selected parameters, 
namely: 

• Concentration of Chloride (Cl) ion in groundwater samples; 

• Concentration of Fluoride (F) ion in groundwater samples; 

• Concentration of Nitrate (NO3) ion in groundwater samples; 

• EC value in groundwater samples. 

The manner of obtaining and analyzing the relevant data are described in Section 
3.2.5 of the Main Report. The description below refers to the relevant parameters 
as observed in this basin area. 

4.4.2 Occurrence of Chlorides in Groundwater 

As shown in Figure 4.4-1 average Chlorides concentrations amount to a minimal 
value of 244 mg/1, a maximal value of 611 mg/1, with an average figure of 368 
mg/1 and an annual rise of 3.74 mg/1. The minimal (of the lowermost 5%) values 
are 20 - 30 mg/1 whereas the maximal records are almost 2,000 mg/1, in the year 
2002. The most saline area within the basin, 1,000 mg/1 and above is the Sambhar 
Lake and its surroundings, mainly in Older Alluvial lithology but in Phyllite & 
Schist, Gneisses and Gneisses(B.G.C) lithology as well. High salinities occur also 
in the north east, where the surface as well as the subsurface waters, drain into the 
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State of Haryana. The data used for preparing the graphs is given in Table 4.4-5 at 
the end of this chapter. 

Figure 4.4-1: Long Term Average Chloride Concentrations in Shekhawati Basin 1984-2010 



—♦—AVERAGE 5%UP - 5%DOWN -Linear [AVERAGE) 

Source: Groundwater chemical analysis data of CGWB and RGWD 

The distribution of Chlorides in groundwater of Shekhawati Basin in the year pre 
monsoon 2010 is presented in the Drawing No. SKA-GW-005 (in Volume 3a). 

The south-western and northern parts of Menda and Dohan Sub-basins occupied by 
Alluvium and Phyllite & Schist aquifer units as well as scattered parcels of 
aquifers, bear high Chlorides levels in groundwater ranging from 250 - 1,000 mg/1 
and beyond >1,000 mg/1. The remaining area of the basin in the northern and 
central parts of Dohan and Kantli Sub-basins bear fresh groundwater in Alluvium 
and Phyllite & Schist aquifers. 

Percent area of various aquifer units with given Chloride levels of groundwater of 
Shekhawati Basin is given in Table 4.4-1. 

Table 4.4-1: Sub-basin and Aquifer-wise Percent Area Occupied with Various Levels of 
Chloride (mg/I) in Groundwater of Shekhawati Basin 


Sub-basin 

Hydrogeological Unit 

Percent area Occupied with 
Various Levels of Chloride, 
mg/I 



<250 

250 -1,000 

> 1,000 


Older Alluvium 

21.64 

74.37 

3.99 

Dohan 

Quartzite 

65.91 

29.44 

4.65 

Slate 

3.92 

86.33 

9.75 


Younger Alluvium 

51.64 

29.85 

18.51 

Sub-basin Summary 

45.32 

49.65 

5.03 

Kantli 

Older Alluvium 

88.01 

11.99 

0.00 

Quartzite 

66.65 

33.35 

0.00 


App. SKA-IN-24740-R13-073 July, 2014 

Surface and Groundwater Availability 
48 








































STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Sub-basin 

Hydrogeological Unit 

Percent area Occupied with 
Various Levels of Chloride, 
mg/I 



<250 

250 -1,000 

> 1,000 

Kantli 

Younger Alluvium 

83.69 

16.31 

0.00 

Sub-basin Summary 

77.80 

22.20 

0.00 


Gneisses 

11.32 

69.24 

19.44 


Gneisses(B.G.C.) 

9.34 

58.33 

32.33 

Mendha 

Older Alluvium 

56.25 

28.54 

15.21 

Phyllite & Schist 

22.44 

50.42 

27.14 


Quartzite 

33.38 

38.41 

28.21 


Younger Alluvium 

86.65 

13.35 

0.00 

Sub-basin Summary 

52.09 

32.06 

15.85 

Basin Summary 

55.76 

33.50 

10.74 

Source: Groundwater chemical analysis data of pre monsoon 201 

L0 CGWB and RGWD 


The above table indicates that in this basin about 55.76% area of the basin 
contribute potable groundwater and remaining area contains non-potable quality of 
groundwater. The non-potable quality groundwater occur mainly in the Older 
Alluvium, Phyllite & Schist and Quartzite formations. 

4.4.3 Occurrence of Fluorides in Groundwater 

As shown in Figure 4.4-2 the Fluoride concentration ranges from 1.04 mg/1 to 3.04 
mg/1, with an average figure of 1.83 mg/1 and, smooth annual rise of about 0.03 
mg/1 which is almost negligible. Highest distribution is attained in the Gneisses, 
and the Phyllite & Schist aquifers and also in the Alluvium and, Quartzite aquifers 
in the northern part of the basin The data used for preparing the long term Fluoride 
concentration graphs is given in Table 4.4-5 at the end of this chapter. 


Figure 4.4-2: Long Term Average Fluoride Concentrations in Shekhawati Basin 1984-2010 



** No data available for the lower 5% for the period 1984-1994 
Source: Groundwater chemical analysis data of CGWB and RGWD 
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Distribution of Fluorides in the year 2010 (pre monsoon) in groundwater of 
Shekhawati Basin is presented in Drawing No. SKA-GW-006 (in Volume 3a). 

As indicated in the map the south-western parts of Medha Sub-basin and small 
isolated pockets in Dohan and Kantli Sub-basins contain poor quality groundwater 
with Fluoride concentration of more than 1.5 mg/1 which is unsuitable for drinking 
purpose. The remaining area of the basin have groundwater with Fluorides content 
of less than 1.5 mg/1 and is suitable for drinking purpose. 

The percent area of various aquifers with given Fluoride concentration levels in 
groundwater, of Shekhawati Basin is shown in Table 4.4-2. 


Table 4.4-2: Sub-basin and Aquifer-wise Percent Area Occupied with Various Levels of 
Fluoride (mg/I) in Groundwater of Shekhawati Basin 


Sub-basin 

Hydrogeological Unit 

Percent Area Occupied with 
Various Levels of Fluoride, mg/I 

<1.0 

1.0 -1.5 

>1.5 

Dohan 

Older Alluvium 

51.79 

23.59 

24.62 

Quartzite 

75.69 

16.63 

7.68 

Slate 

92.56 

7.44 

0.00 

Younger Alluvium 

52.88 

47.12 

0.00 

Sub-basin Summary 

65.79 

20.18 

14.03 

Kantli 

Older Alluvium 

76.44 

13.00 

10.56 

Quartzite 

47.99 

32.56 

19.45 

Younger Alluvium 

62.25 

28.36 

9.39 

Sub-basin Summary 

61.51 

24.15 

14.34 

Mendha 

Gneisses 

0.00 

0.00 

100.00 

Gneisses(B.G.C.) 

24.82 

11.87 

63.31 

Older Alluvium 

41.15 

16.44 

42.41 

Phyllite & Schist 

8.47 

10.78 

80.75 

Quartzite 

14.59 

17.95 

67.46 

Younger Alluvium 

48.23 

20.68 

31.09 

Sub-basin Summary 

33.63 

15.73 

50.64 

Basin Summary 

45.10 

18.20 

36.70 


Source: Groundwater chemical analysis data of pre monsoon 2010 CGWB and RGWD 


The above table indicates that, about 36.70% of the whole basin area have the 
Fluoride concentrations more than 1.5 mg/. Within this range minimum 14.03% 
area has its occurrence in Dohan Sub-basin and maximum 50.64% area in Mendha 
Sub-basin have unsuitable quality of groundwater with Fluorides content 
exceeding 1.5 mg/1. The non-potable water quality areas exists in all aquifer units 
except Slate and Younger Alluvium aquifers in Dohan Sub-basin area. 

4.4.4 Occurrence of Nitrates in Groundwater 

As shown in Figure 4.4-3, Nitrates (NO 3 ) concentration ranges from 49 mg/1 to 
180 mg/1, with an average value of 90 mg/1. The annual rise in Nitrate 
concentration is of the order of 0.34 mg/1, which appears to be rather low. Overall 
Nitrate concentration in the long term can be regarded as stable although 
significant phases of increase and decrease took place over the years. Such a case 
occurred between 1999-2003, reaching more than 150 mg/1. During those years, 
groundwater levels decreased by more than 10 m following a few consecutive 
years of low rainfall. Hence, this is a good example where low recharge affects not 
only the groundwater potential but also the groundwater quality. Minimal (of the 
lowest 5%) values are lower than 50 mg/1 and the maximal ones are 200 - 250 
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mg/l, in the years 2000 - 2004, seemingly erroneous due to an abrupt drop to 70 
mg/1 in 2009. Highest values are recorded in the Sambhar Lake area, which 
becomes a huge evaporation pan for a few months, but also in the north, at the 
Haryana boundary. The data used for preparing the graphs is given in Table 4.4-5. 

Figure 4.4-3: Long Term Average Nitrate Concentrations in Shekhawati Basin 1984-2010 



The distribution of Nitrates for the year 2010 (pre monsoon) in ground water of the 
basin is presented in Drawing No. SKA-GW-007 (in Volume 3a). 


The entire Sub-basin have Nitrate concentration within the permissible limit except 
in some pockets in the western part of Mendha Sub-basin. The percent limits area 
with Nitrates concentration levels upto the limit of 100 mg/l and beyond is given in 
Table 4.4-3. 

Table 4.4-3: Sub-basin and Aquifer-wise Percent Area Occupied with Various Levels of 
Nitrate in Groundwater of Shekhawati Basin 


Sub-basin 

Hydrogeological Unit 

Percent area occi 
various levels of M 

jpied with 
itrate, mg/l 


<45 

45 -100 

>100 


Older Alluvium 

56.59 

21.25 

22.16 

Dohan 

Quartzite 

55.20 

20.34 

24.46 

Slate 

16.39 

56.93 

26.68 


Younger Alluvium 

100.00 

0.00 

0.00 

Sub-basin Summary 

55.96 

21.27 

22.77 


Older Alluvium 

64.10 

31.85 

4.05 

Kantli 

Quartzite 

55.40 

18.45 

26.15 


Younger Alluvium 

58.34 

37.37 

4.29 

Sub-basin Summary 

59.31 

26.74 

13.95 

Mendha 

Gneisses 

34.84 

45.24 

19.92 

Gneisses(B.G.C.) 

28.25 

64.78 

6.97 
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Sub-basin 

Hydrogeological Unit 

Percent area occi 
various levels of N 

jpied with 
itrate, mg/1 



<45 

45 -100 

>100 


Older Alluvium 

48.67 

24.08 

27.25 

Mendha 

Phyllite & Schist 

35.71 

47.09 

17.20 

Quartzite 

37.07 

40.57 

22.36 


Younger Alluvium 

88.21 

9.66 

2.13 

Sub-basin Summary 

52.16 

28.19 

19.65 

Basin Summary 

54.26 

26.60 

19.14 


Source: Groundwater chemical analysis data of pre monsoon 2010 CGWB and RGWD 


About 54.26% area of the basin contains <45 mg/1 of Nitrates concentrations in the 
groundwater in different aquifer units. The percent area of <45 mg/1 NO 3 
concentration range from 52.16% in Mendha Sub-basin to 59.31% in Kantli Sub¬ 
basin. The remaining 45.74% area of the basin is, however, of poor groundwater 
quality with Nitrates concentration of >45 mg/1. 

4.4.5 Occurrence of EC in Groundwater 

As shown in Figure 4.4-4, the Electrical Conductivity (EC) average values are 
between the desirable and the maximum permissible limits and range from 1,548 
pS/cm to 3,197 pS/cm, with an average figure of 2,134 pS/cm. The average linear 
annual rise is negligible, approximately 14.5 mg/1. The minimal (of the lowermost 
5%) values are about 400 - 500 pS/cm while the maximal ones (of the higher most 
5%) may amount to 6,000 - 8,000 pS/cm, from the year 2003 onwards. The 
distribution, naturally, is similar to the Chlorides ions. Average EC value pattern 
presents high resemblance with the Chlorides behaviour (see Figure 4.4-1 and 4.4- 
4). The data used for preparing the graphs is given in Table 4.4-5. 

Figure 4.4-4: Long Term Average Electrical Conductivity values in Shekhawati Basin 1984-2010 



Note: * No data available for the upper 5% for the period 1984-1989 
Source: Groundwater chemical analysis data of CGWB and RGWD 
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Distribution of EC in groundwater during the year 2010 (pre monsoon) in 
Shekhawati Basin is presented in Drawing No. SKA-GW-008 (in Volume 3a). 

As shown in the map, except for the south-western part of the basin in Mendha 
Sub-basin where the EC values in groundwater ranges between 2,250 - 5,000 and 
>5,000 pS/cm in the Alluvium, Phyllite & Schist and Gneisses rock units, the 
remaining part of the basin with Alluvium and Phyllite & Schist units, comprise 
groundwater with EC levels of less than 2,250 pS/cm. 

Table 4.4-4: Sub-basin and Aquifer-wise Percent Area Occupied with Various Levels of EC in Groundwater 

of Shekhawati Basin 


Sub-basin 

Hydrogeological 

Unit 

Percent Area Occupied with 

Various Levels of Electrical Conductivity, 
pS/cm 

<750 

750 - 2,250 

2,250 - 
5,000 

> 5,000 

Dohan 

Older Alluvium 

0.53 

49.03 

48.85 

1.59 

Quartzite 

17.32 

70.34 

12.34 

0.00 

Slate 

0.00 

28.05 

64.29 

7.66 

Younger Alluvium 

0.00 

54.26 

45.74 

0.00 

Sub-basin Summary 

9.32 

59.69 

30.08 

0.91 

Kantli 

Older Alluvium 

33.38 

63.76 

2.86 

0.00 

Quartzite 

29.92 

61.48 

8.60 

0.00 

Younger Alluvium 

24.98 

73.37 

1.65 

0.00 

Sub-basin Summary 

30.51 

64.26 

5.23 

0.00 

Mendha 

Gneisses 

0.00 

21.24 

63.24 

15.52 

Gneisses(B.G.C.) 

0.00 

12.67 

60.37 

26.96 

Older Alluvium 

12.40 

49.44 

27.04 

11.12 

Phyllite & Schist 

0.16 

41.96 

42.89 

14.99 

Quartzite 

3.03 

47.69 

36.17 

13.11 

Younger Alluvium 

49.50 

43.41 

6.87 

0.22 

Sub-basin Summary 

15.92 

45.20 

28.41 

10.47 

Basin Summary 

17.48 

51.62 

24.26 

6.64 


Source: Groundwater chemical analysis data ol 


pre monsoon 2010 CGWB and RGWD 


From above table, it can be seen that only about 31% area of the basin bear saline 
groundwater. 


App. SKA-IN-24740-R13-073 July, 2014 

Surface and Groundwater Availability 
53 









STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table 4.4-5: Long Term Groundwater Quality Trends - Shekhawati Basin 


Year 

Season 

Chloride (mg 

/I) 

Electrica 

Conductivil 

ty (pS/cm) 

Fluoride (mg 

/I) 

Nitrate (mg 

/I) 

5% Up 

Average 

5% Down 

5% Up 

Average 

5% Down 

5% Up 

Average 

5% Down 

5% Up 

Average 

5% Down 

1984 

Pre - Monsoon 

- 

461.57 

- 

- 

2,216.32 

- 

- 

1.22 

- 

- 

66.04 

- 

1984 

Post - Monsoon 

1,740.14 

401.26 

19.32 

- 

2,044.62 

- 

- 

1.19 

- 

124.69 

66.54 

- 

1985 

Pre - Monsoon 

1,317.38 

308.52 

71.43 

- 

1,798.27 

1,057.33 

- 

1.20 

- 

134.32 

63.80 

4.96 

1985 

Post - Monsoon 

1,167.93 

299.66 

74.09 

- 

1,671.97 

852.25 

- 

1.16 

- 

143.96 

75.20 

12.50 

1986 

Pre - Monsoon 

1,291.81 

290.49 

40.57 

- 

1,615.90 

529.64 

- 

1.13 

- 

137.41 

67.00 

26.47 

1986 

Post - Monsoon 

1,285.58 

288.22 

28.37 

- 

1,684.78 

489.23 

- 

1.15 

- 

129.94 

67.39 

27.84 

1987 

Pre - Monsoon 

1,149.26 

286.34 

28.34 

- 

1,718.36 

521.77 

- 

1.04 

- 

111.12 

63.38 

23.68 

1987 

Post - Monsoon 

1,012.93 

268.05 

26.91 

- 

1,676.52 

507.15 

- 

1.08 

- 

109.59 

67.76 

26.25 

1988 

Pre - Monsoon 

876.60 

243.84 

26.92 

- 

1,622.09 

539.28 

- 

1.13 

- 

126.39 

69.66 

30.36 

1988 

Post - Monsoon 

1,353.92 

277.37 

49.45 

- 

1,548.31 

565.89 

- 

1.18 

- 

143.19 

77.93 

32.67 

1989 

Pre - Monsoon 

1,867.95 

294.51 

49.33 

- 

1,785.96 

579.75 

- 

3.04 

- 

160.00 

77.36 

33.02 

1989 

Post - Monsoon 

1,809.46 

299.11 

27.71 

- 

2,051.96 

614.58 

- 

2.61 

- 

171.45 

85.23 

33.38 

1990 

Pre - Monsoon 

1,762.80 

369.12 

28.15 

8,688.89 

2,386.63 

554.17 

- 

2.04 

- 

177.54 

97.58 

33.74 

1990 

Post - Monsoon 

1,679.16 

354.45 

44.51 

7,486.67 

2,207.17 

510.42 

4.00 

1.76 

- 

183.29 

101.55 

34.09 

1991 

Pre - Monsoon 

1,615.94 

337.96 

45.96 

6,580.31 

2,127.21 

520.97 

3.00 

2.06 

- 

188.68 

69.92 

31.61 

1991 

Post - Monsoon 

1,524.70 

308.96 

33.86 

6,924.38 

2,193.48 

575.75 

5.00 

1.96 

- 

191.56 

76.79 

32.45 

1992 

Pre - Monsoon 

1,494.38 

291.23 

36.41 

6,955.00 

2,207.27 

616.69 

6.14 

1.78 

- 

191.91 

86.48 

37.66 

1992 

Post - Monsoon 

1,530.17 

316.24 

34.72 

6,218.75 

2,132.18 

539.31 

6.42 

1.91 

- 

192.52 

94.86 

43.47 

1993 

Pre - Monsoon 

1,393.20 

341.21 

33.03 

5,629.69 

2,076.61 

458.17 

6.29 

2.10 

- 

193.40 

102.65 

49.90 

1993 

Post - Monsoon 

1,275.75 

311.67 

31.34 

5,053.44 

1,941.77 

451.19 

6.19 

1.92 

- 

194.27 

110.04 

53.26 

1994 

Pre - Monsoon 

1,396.15 

332.61 

55.13 

5,230.31 

2,073.60 

583.47 

6.25 

1.78 

- 

195.15 

107.58 

50.96 

1994 

Post - Monsoon 

1,458.05 

329.38 

104.40 

5,323.44 

2,088.33 

777.08 

6.02 

1.72 

- 

196.03 

117.93 

48.51 

1995 

Pre - Monsoon 

1,475.44 

320.17 

93.59 

5,148.75 

2,054.75 

740.28 

3.80 

1.57 

0.23 

197.72 

126.46 

47.81 

1995 

Post - Monsoon 

1,368.37 

326.62 

49.63 

5,389.90 

2,090.15 

553.33 

3.56 

1.86 

0.29 

197.96 

135.04 

48.19 

1996 

Pre - Monsoon 

1,414.40 

361.59 

35.80 

5,933.38 

2,186.71 

498.75 

4.52 

1.84 

0.40 

181.67 

95.55 

49.66 

1996 

Post - Monsoon 

1,611.05 

324.68 

32.97 

5,996.79 

2,034.20 

563.75 

5.17 

1.90 

0.42 

141.23 

106.41 

48.11 

1997 

Pre - Monsoon 

1,565.37 

391.84 

45.02 

6,051.88 

2,357.36 

654.58 

4.74 

1.47 

0.51 

- 

84.06 

44.91 

1997 

Post - Monsoon 

1,519.44 

485.94 

79.59 

6,631.75 

2,800.94 

759.79 

3.60 

1.52 

0.68 

- 

83.82 

42.52 

1998 

Pre - Monsoon 

1,487.43 

461.77 

107.59 

6,464.13 

2,677.85 

716.46 

3.42 

1.48 

0.75 

105.42 

84.48 

43.79 

1998 

Post - Monsoon 

1,656.02 

421.32 

112.91 

6,442.50 

2,412.72 

531.88 

3.25 

1.49 

0.66 

127.69 

84.52 

46.22 
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Year 

Season 

Chloride (mg 

/I) 

Electrica 

Conductivil 

ty (pS/cm) 

Fluoride (mg 

/I) 

Nitrate (mg 

/I) 

5% Up 

Average 

5% Down 

5% Up 

Average 

5% Down 

5% Up 

Average 

5% Down 

5% Up 

Average 

5% Down 

1999 

Pre - Monsoon 

1,773.01 

477.54 

75.86 

6,895.52 

2,460.16 

456.11 

3.04 

1.76 

0.52 

148.46 

96.69 

49.78 

1999 

Post - Monsoon 

1,607.91 

490.94 

34.21 

6,455.31 

2,480.12 

419.79 

2.83 

2.33 

0.44 

191.72 

136.95 

57.31 

2000 

Pre - Monsoon 

1,674.00 

611.11 

44.14 

7,024.17 

3,197.18 

415.35 

2.85 

2.38 

0.45 

187.90 

101.94 

42.81 

2000 

Post - Monsoon 

1,572.63 

469.26 

51.58 

7,121.77 

2,604.01 

437.57 

2.86 

2.43 

0.49 

185.49 

124.85 

23.41 

2001 

Pre - Monsoon 

1,297.13 

445.08 

53.88 

6,164.48 

2,420.04 

475.42 

2.98 

1.86 

0.53 

240.77 

140.74 

18.80 

2001 

Post - Monsoon 

1,487.72 

372.85 

56.72 

6,592.45 

2,102.30 

489.72 

3.26 

1.36 

0.62 

252.19 

169.18 

16.95 

2002 

Pre - Monsoon 

1,824.83 

433.35 

48.92 

7,223.39 

2,236.26 

463.75 

3.96 

1.71 

0.77 

249.30 

96.83 

19.91 

2002 

Post - Monsoon 

1,924.09 

390.55 

39.70 

7,612.81 

2,222.74 

506.25 

4.38 

1.88 

0.69 

250.15 

180.37 

27.84 

2003 

Pre - Monsoon 

1,727.34 

496.89 

43.01 

7,614.17 

2,629.05 

530.28 

4.60 

1.69 

0.50 

227.40 

106.34 

36.19 

2003 

Post - Monsoon 

1,369.72 

412.63 

48.21 

6,632.66 

2,466.84 

477.50 

7.70 

2.95 

0.42 

201.82 

93.70 

31.98 

2004 

Pre - Monsoon 

1,092.62 

328.81 

37.10 

5,219.53 

2,048.55 

441.25 

6.47 

1.86 

0.38 

169.64 

83.94 

21.89 

2004 

Post - Monsoon 

1,192.26 

413.57 

31.20 

4,990.63 

1,947.30 

436.25 

2.41 

1.66 

0.54 

140.54 

76.76 

18.03 

2005 

Pre - Monsoon 

1,215.89 

321.23 

35.45 

4,050.31 

1,787.95 

438.06 

5.00 

2.08 

0.89 

121.05 

62.35 

18.28 

2005 

Post - Monsoon 

1,500.42 

409.42 

35.81 

3,337.34 

1,882.82 

452.50 

6.94 

2.28 

1.03 

115.42 

65.14 

18.09 

2006 

Pre - Monsoon 

1,652.77 

347.60 

30.67 

4,350.16 

1,926.33 

582.92 

6.54 

2.21 

0.95 

110.76 

49.54 

17.45 

2006 

Post - Monsoon 

1,285.65 

444.99 

34.21 

5,770.94 

2,506.90 

610.42 

7.81 

2.50 

0.80 

107.68 

97.44 

15.87 

2007 

Pre - Monsoon 

1,336.85 

424.22 

38.73 

6,481.88 

2,409.42 

485.56 

7.45 

1.88 

0.56 

117.91 

93.73 

13.98 

2007 

Post - Monsoon 

1,481.09 

384.92 

46.47 

6,059.69 

2,156.02 

565.00 

5.31 

1.83 

0.53 

101.94 

79.38 

16.81 

2008 

Pre - Monsoon 

1,368.79 

378.68 

63.90 

5,375.00 

2,208.24 

663.19 

4.84 

2.28 

0.53 

87.07 

72.18 

23.73 

2008 

Post - Monsoon 

975.32 

377.72 

82.39 

5,438.13 

2,335.93 

669.58 

4.96 

2.29 

0.55 

84.60 

75.50 

38.91 

2009 

Pre - Monsoon 

619.31 

409.10 

77.60 

3,863.91 

2,001.89 

600.00 

3.79 

1.98 

0.74 

72.53 

61.09 

39.29 

2009 

Post - Monsoon 

650.90 

283.22 

49.63 

2,221.34 

1,908.07 

480.83 

2.58 

2.09 

0.74 

- 

54.92 

35.37 

2010 

Pre - Monsoon 

584.67 

268.63 

37.11 

1,971.61 

1,658.16 

431.69 

2.68 

2.32 

0.60 

- 

52.55 

40.85 

2010 

Post - Monsoon 

349.25 

- 

28.84 

- 

- 

- 

- 

- 

- 

- 

62.24 

42.50 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


4.5 Groundwater Draft 

4.5.1 Historic Groundwater Drafts (1995-2009) 

Dohan Sub-basin is located at the north-eastern part of the basin, north-western 
to Sabi Basin, eastern to Kantli Sub-basin, southern to Outside Basin and to 
Haryana State. The basin drains northeastwards. The main hydrogeological 
formation is Quartzite, yet there is also a large presence of Older Alluvium at 
the northeastern part of the Sub-basin. 

The drafts values are relatively normal compared to the rest of the Sub-basins 
from the north part of the basin. The drafts volume in 1995 was -115.32 Mm 
increasing to -167.23 Mm 3 by 2009 - a total rise of -51.91 Mm 3 in 15 years. 
The average annual increase rate is -3.72 Mm 3 /yr. The relative growth is -43% 
over the years (compared to -42% in the total basin; see Table 4.5-1, Figure 4.5- 
1 ). 

The average decline rate of groundwater level is -0.32 m/yr, which is typical to 
this part of Rajasthan and reflects pumping in excess of the recharge potential. 

Kantli Sub-basin is located in the northern part of the basin, northern to Mendha 
Sub-basin, eastern to Outside Basin and western to Dohan Sub-basin and to Sabi 
Basin. The basin drains northwards from the mountain regions of the 
northeastern Aravali Range. The main hydrogeological formation is Older 
Alluvium yet there is also a wide area of Quartzite in the central part of the Sub¬ 
basin. 

o a 

The draft volume in 1995 was -106 Mm and it has increased to -149 Mm in 
2009 - a total rise of -43 Mm 3 in 15 years. The average annual increasing rate is 
-2.9 Mm /yr. The relative growth is -41% over the years (Table 4.5-1, Figure 
4.5-1). The groundwater decline rate is 0.42 m/yr, a relatively high rate 
compared to other Sub-basins in the northern part of the basin. That value is 
similar to the decline rate in Mendha Sub-basin - the nearest Sub-basin from the 
south. 

Mendha Sub-basin is located in the southern part of the basin, eastern Luni 
Basin and northwestern to Banas Basin. The draft values are relatively high 
compared to the rest of the basin (as well as the ratio draft to area). The draft 
volume in 1995 was -442 Mm 3 which increased to -630 Mm 3 at 2009, a total 

o o 

rise of -188 Mm in 15 years. The average annual rising rate is -12.5 Mm /yr. 
The relative growth is -43%. 

The average decline rate of the groundwater level is -0.55 m/yr, similar to 
Kantli Sub-basin. 
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Figure 4.5-1: Groundwater Draft in Shekhawati Basin 1995-2009 


River Basin: SHEKHAWATI, by Sub Basin 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 

Table 4.5-1: Groundwater Draft in Shekhawati Basin 1995-2009 


Sub-basin 

1995 

2001 

2004 

2007 

2009 

- 1995-2009 

Shekhawati 

Groundwater Draft [Mm 3 ] 

Relative 

Change 

[%] 

Rate of 
Change 
[Mm 3 /yr] 

Dohan 

115.32 

132.80 

141.76 

158.82 

167.23 

45 

3.46 

Kantli 

106.19 

128.27 

138.27 

143.76 

149.45 

41 

2.90 

Mendha 

441.86 

482.37 

550.74 

614.46 

629.85 

43 

12.53 

Entire Basin 

663.37 

743.44 

830.77 

917.04 

946.52 

43 

18.87 

Source: 

CGWB and 

IRGWD 


4.5.2 Groundwater Drafts (Year 2010) 

The Sub-basin wise details of various quantities of groundwater being abstracted 
in the basin for year 2010 is given in Table 4.5-2 (for details see Section 3.2.6, 
Annex GW-5(a) & (b) of Main Report). 

A total of 927.62 Mm 3 of groundwater is being abstracted in three Sub-basins of 
Shekhawati Basin, the highest of 594.30 Mm 3 being abstracted in Mendha Sub¬ 
basin. In Mendha sub-basin, the Older Alluvium is being heavily exploited 
(347.16 Mm 3 ). The abstraction in Kantli Sub-basin is 161.85 Mm 3 while in 
Dohan Sub-basin abstraction is 171.48 Mm 3 . 

Table 4.5-2: Details of Groundwater Draft in Shekhawati Basin (Year 2010) 

Gross Draft in Fresh Groundwater 

Domestic 


Sub-basin 

Hydrogeological Unit 

Agricultural, 

Mm 3 /yr 

and 

Industrial, 

Mm 3 /yr 

All Uses, 
Mm 3 /yr 


Older Alluvium 

112.64 

11.10 

123.74 

Dohan 

Quartzite 

27.21 

9.93 

37.14 

Slate 

4.53 

0.54 

5.07 


Younger Alluvium 

4.98 

0.54 

5.52 

Sub-basin Total 


149.37 

22.11 

171.48 


Older Alluvium 

74.13 

6.08 

80.21 

Kantli 

Quartzite 

23.91 

8.26 

32.17 


Younger Alluvium 

46.43 

3.05 

49.48 

Sub-basin Total 


144.47 

17.38 

161.85 


Gneisses 

2.63 

0.73 

3.36 


Gneisses(B.G.C.) 

4.05 

1.51 

5.56 

Mendha 

Older Alluvium 

315.79 

31.37 

347.16 

Phyllite & Schist 

28.17 

6.67 

34.84 


Quartzite 

7.45 

1.56 

9.01 


Younger Alluvium 

179.38 

14.98 

194.36 

Sub-basin Total 


537.48 

56.82 

594.30 

Basin Total 

831.31 

96.31 

927.62 


Source: Village wise number of Tube wells/wells, data collected from Tehsils. 
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4.6 Groundwater Resources 

4.6.1 Assessment of Fresh Dynamic (Year 2010) Groundwater Resources 

The total net annually fresh dynamic assessed groundwater resources in the 
basin is 433.35 Mm 3 against which the groundwater draft is 927.62 Mm 3 for 
year 2010. The stage of groundwater development in the basin is 214.06%. 

Table 4.6-l(a): Fresh Dynamic Groundwater Availability in Shekhawati Basin (Year 2010) 


Sub-basin 

Net 

Groundwater 

Availability, 

Mm 3 

Gross 
Draft for 
All 

Uses, 

Mm 3 

Stage of 
Groundwater 
Development, 

% 

Category 

Dohan 

95.78 

171.48 

179.04 

Over Exploited 

Kantli 

68.42 

161.85 

236.55 

Over Exploited 

Mendha 

269.16 

594.30 

220.80 

Over Exploited 

Basin Total 

433.35 

927.62 

214.06 

Over Exploited 


The further details of fresh dynamic groundwater availability in various micro¬ 
watersheds of Shekhawati Basin for year 2010 is given in Table 4.6-1(b) (for 
details see Section 3.2.7, Annex GW-6(a) & (b) of Main Report). 

Table 4.6-l(b): Micro Watershed and Aquifer Wise Fresh Dynamic Groundwater Availability 

Shekhawati Basin (Year 2010) 


Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Fresh Dynamic 
Groundwater 
Availability, Mm 3 

Dohan 

001 

Quartzite 

2.28 

Younger Alluvium 

5.43 

Sub Total 

7.71 

002 

Quartzite 

10.16 

Younger Alluvium 

0.19 

Sub Total 

10.35 

003 

Older Alluvium 

22.82 

Slate 

1.03 

Sub Total 

23.85 

004 

Older Alluvium 

29.55 

Quartzite 

0.04 

Slate 

0.26 

Sub Total 

29.85 

005 

Older Alluvium 

12.86 

Quartzite 

3.19 

Younger Alluvium 

- 

Sub Total 

16.04 

006 

Quartzite 

4.59 

Younger Alluvium 

0.46 

Sub Total 

5.06 

007 Quartzite 

2.92 

Sub-basin Total 

95.78 

Kantli 

008 

Older Alluvium 

2.71 

Quartzite 

1.70 

Sub Total 

4.40 

009 

Older Alluvium 

7.52 

Quartzite 

0.35 

Younger Alluvium 

11.83 
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Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Fresh Dynamic 
Groundwater 
Availability, Mm 3 

Kantli 

Sub Total 

19.70 

010 

Older Alluvium 

10.45 

Quartzite 

8.63 

Sub Total 

19.08 

Oil 

Older Alluvium 

2.41 

Younger Alluvium 

2.41 

Sub Total 

4.82 

012 

Older Alluvium 

8.03 

Quartzite 

6.31 

Younger Alluvium 

6.06 

Sub Total 

20.41 

Sub-basin Total 

68.42 

Mendha 

013 

Older Alluvium 

5.61 

Quartzite 

0.05 

Sub Total 

5.66 

014 

Older Alluvium 

12.91 

Phyllite & Schist 

1.70 

Quartzite 

0.26 

Sub Total 

14.87 

015 

Older Alluvium 

7.19 

Younger Alluvium 

6.21 

Sub Total 

13.40 

016 

Older Alluvium 

40.93 

Quartzite 

1.08 

Sub Total 

42.01 

017 

Older Alluvium 

5.47 

Quartzite 

0.18 

Younger Alluvium 

52.07 

Sub Total 

57.72 

018 

Older Alluvium 

31.19 

Quartzite 

0.15 

Younger Alluvium 

11.82 

Sub Total 

43.16 

019 

Older Alluvium 

6.05 

Quartzite 

0.04 

Sub Total 

6.08 

020 

Older Alluvium 

16.70 

Quartzite 

0.05 

Younger Alluvium 

11.11 

Sub Total 

27.85 

021 

Gneisses(B.G.C.) 

0.21 

Older Alluvium 

- 

Phyllite & Schist 

6.72 

Sub Total 

6.93 

022 

Older Alluvium 

- 

Phyllite & Schist 

5.50 

Quartzite 

0.15 

Sub Total 

5.65 

023 

Gneisses 

2.11 

Gneisses(B.G.C.) 

0.40 

Older Alluvium 

0.23 

Phyllite & Schist 

6.39 

Sub Total 

9.13 

024 

Gneisses(B.G.C.) 

2.70 

Older Alluvium 

24.36 
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Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Fresh Dynamic 
Groundwater 
Availability, Mm 3 

Mendha 

024 

Phyllite & Schist 

3.95 

Quartzite 

0.15 

Sub Total 

31.16 

025 

Older Alluvium 

4.25 

Phyllite & Schist 

1.26 

Quartzite 

0.03 

Sub Total 

5.54 

Sub-basin Total 

269.16 

Basin Total 

433.35 


Note: For details of Micro-watersheds see Table 2.1-2 and Figure 2.1-3. 
Source: CGWB and RGWD 


4.6.2 Assessment of Saline Dynamic (2010) Groundwater Resources 

The saline dynamic net annual groundwater resources assessed for the basin for 
year 2010 is 22.70 Mm 3 , the details are given in Table 4.6-2 (for details see 
Annex GW-6(b) of Main Report). 

Table 4.6-2: Micro Watershed and Aquifer Wise Saline Dynamic Groundwater Availability in 

Shekhawati Basin (Year 2010) 


Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Saline Dynamic 
Groundwater 
Availability, Mm 3 

Dohan 

001 

Quartzite 

- 

Younger Alluvium 

- 

Sub Total 

- 

002 

Quartzite 

- 

Younger Alluvium 


Sub Total 

- 

003 

Older Alluvium 

- 

Slate 

- 

Sub Total 

- 

004 

Older Alluvium 

4.77 

Quartzite 

- 

Slate 

- 

Sub Total 

4.77 

005 

Older Alluvium 

- 

Quartzite 

- 

Younger Alluvium 

- 

Sub Total 

- 

006 

Quartzite 

- 

Younger Alluvium 

- 

Sub Total 

- 

007 

Quartzite 

- 

Sub-basin Total 

4.77 

Kantli 

008 

Older Alluvium 

0.01 

Quartzite 

0.20 

Sub Total 

0.21 

009 

Older Alluvium 

- 

Quartzite 

- 

Younger Alluvium 


Sub Total 

- 

010 

Older Alluvium 

4.39 

Quartzite 

2.28 

Sub Total 

6.67 
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Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Saline Dynamic 
Groundwater 
Availability, Mm 3 

Kantli 

Oil 

Older Alluvium 

- 

Younger Alluvium 

- 

Sub Total 

- 

012 

Older Alluvium 

- 

Quartzite 

0.11 

Younger Alluvium 

- 

Sub Total 

0.11 

Sub-basin Total 

6.99 

Mendha 

013 

Older Alluvium 

- 

Quartzite 

- 

Sub Total 

- 

014 

Older Alluvium 

- 

Phyllite & Schist 

0.11 

Quartzite 

- 

Sub Total 

0.11 

015 

Older Alluvium 

- 

Younger Alluvium 

- 

Sub Total 

- 

016 

Older Alluvium 

- 

Quartzite 

- 

Sub Total 

- 

017 

Older Alluvium 


Quartzite 

- 

Younger Alluvium 

- 

Sub Total 

- 

018 

Older Alluvium 

3.38 

Quartzite 

- 

Younger Alluvium 

- 

Sub Total 

3.38 

019 

Older Alluvium 

0.01 

Quartzite 

- 

Sub Total 

0.01 

020 

Older Alluvium 

0.03 

Quartzite 

- 

Younger Alluvium 

- 

Sub Total 

0.03 

021 

Gneisses(B.G.C.) 

- 

Older Alluvium 

- 

Phyllite & Schist 

0.10 

Sub Total 

0.10 

022 

Older Alluvium 

- 

Phyllite & Schist 

0.35 

Quartzite 

- 

Sub Total 

0.35 

023 

Gneisses 

- 

Gneisses(B.G.C.) 

0.10 

Older Alluvium 

- 

Phyllite & Schist 

0.25 

Sub Total 

0.35 

024 

Gneisses(B.G.C.) 

- 

Older Alluvium 

2.20 

024 

Phyllite & Schist 

0.02 

Quartzite 

- 

Sub Total 

2.22 

025 

Older Alluvium 

3.43 
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Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Saline Dynamic 
Groundwater 
Availability, Mm 3 

Mendha 

025 

Phyllite & Schist 

0.95 

Quartzite 

0.02 

Sub Total 

4.40 

Sub-basin Total 

10.93 

Basin Total 

22.70 


Source: CGWB and RGWD 


4.6.3 Assessment of Fresh Static (2010) Groundwater Resources 

The assessed fresh static groundwater resource in the basin for the year 2010 is 
1,196.66 Mm 3 , out of which 927.22 Mm 3 is contained in Mendha Sub-basin. Of 
the total assessed resources, 99% pertain to Older and Younger Alluvium 
aquifer units together and remaining belong to hard rock aquifer units of the 
basin. Sub-basin and aquifer unit-wise static groundwater resources are given in 
Table 4.6-3 (for details see Section 3.2.8, Annex GW-7(a) & (b) of Main 
Report). 

Table 4.6-3: Micro Watershed and Aquifer Wise Fresh Static Groundwater Resources in Shekhawati 

Basin (2010) 


Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Fresh Static 
Groundwater 
Availability, Mm 3 

Dohan 

001 

Quartzite 

0.26 

Younger Alluvium 

5.42 

Sub Total 


5.68 

002 

Quartzite 

1.04 

Younger Alluvium 

0.35 

Sub Total 


1.40 

003 

Older Alluvium 

30.11 

Slate 

0.17 

Sub Total 


30.28 

004 

Older Alluvium 

24.06 

Quartzite 

- 

Slate 

0.05 

Sub Total 


24.11 

005 

Older Alluvium 

34.22 

Quartzite 

0.28 

Younger Alluvium 

0.03 

Sub Total 


34.53 

006 

Quartzite 

0.53 

Younger Alluvium 

0.77 

Sub Total 


1.29 

007 

Quartzite 

0.46 

Sub-basin Total 

97.76 

Kantli 

008 

Older Alluvium 

11.30 

Quartzite 

0.28 

Sub Total 


11.57 

009 

Older Alluvium 

20.10 

009 

Quartzite 

0.03 

Younger Alluvium 

37.53 

Sub Total 


57.65 

010 

Older Alluvium 

43.87 

Quartzite 

0.83 

Sub Total 


44.70 

Oil 

Older Alluvium 

11.89 
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Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Fresh Static 
Groundwater 
Availability, Mm 3 

Kantli 

Oil 

Younger Alluvium 

7.00 

Sub Total 


18.89 

012 

Older Alluvium 

21.08 

Quartzite 

0.69 

Younger Alluvium 

17.10 

Sub Total 


38.87 

Sub-basin Total 

171.68 

Mendha 

013 

Older Alluvium 

17.05 

Quartzite 

0.03 

Sub Total 


17.08 

014 

Older Alluvium 

75.30 

Phyllite & Schist 

0.37 

Quartzite 

0.32 

Sub Total 


75.98 

015 

Older Alluvium 

27.31 

Younger Alluvium 

22.72 

Sub Total 


50.03 

016 

Older Alluvium 

139.26 

Quartzite 

0.14 

Sub Total 


139.40 

017 

Older Alluvium 

21.07 

Quartzite 

0.05 

Younger Alluvium 

188.44 

Sub Total 


209.56 

018 

Older Alluvium 

160.08 

Quartzite 

0.11 

Younger Alluvium 

47.97 

Sub Total 


208.17 

019 

Older Alluvium 

40.28 

Quartzite 

0.09 

Sub Total 


40.37 

020 

Older Alluvium 

43.02 

Quartzite 

0.03 

Younger Alluvium 

26.08 

Sub Total 


69.12 

021 

Gneisses(B.G.C.) 

0.08 

Older Alluvium 

0.02 

Phyllite & Schist 

1.12 

Sub Total 


1.21 

022 

Older Alluvium 

- 

Phyllite & Schist 

0.75 

Quartzite 

0.16 

Sub Total 


0.91 

023 

Gneisses 

0.33 

Gneisses(B.G.C.) 

0.07 

Older Alluvium 

0.58 

Phyllite & Schist 

1.36 

Sub Total 


2.35 

024 

Gneisses(B.G.C.) 

0.48 

Older Alluvium 

78.88 

024 

Phyllite & Schist 

0.67 

Quartzite 

0.08 

Sub Total 


80.12 

025 

Older Alluvium 

32.60 

Phyllite & Schist 

0.23 
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Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Fresh Static 
Groundwater 
Availability, Mm 3 

Mendha 

025 

Quartzite 

0.07 

Sub Total 


32.91 

Sub-basin Total 

927.22 

Basin Total 

1,196.66 


Source: CGWB and RGWD 


4.6.4 Assessment of Saline Static (2010) Groundwater Resources 

The assessed saline static groundwater resource in the basin for year 2010 is 
130.77 Mm 3 (for details see Annex GW-7(b) of Main Report). 

Table 4.6-4: Micro Watershed and Aquifer Wise Saline Static Groundwater Resources in Shekhawati 

Basin (2010) 


Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Saline Static 
Groundwater 
Availability, Mm 3 

Dohan 

001 

Quartzite 

- 

Younger Alluvium 

- 

Sub Total 


- 

002 

Quartzite 

- 

Younger Alluvium 

- 

Sub Total 


- 

003 

Older Alluvium 

- 

Slate 

- 

Sub Total 


- 

004 

Older Alluvium 

7.14 

Quartzite 

- 

Slate 

- 

Sub Total 


7.14 

005 

Older Alluvium 

- 

Quartzite 

- 

Younger Alluvium 

- 

Sub Total 


- 

006 

Quartzite 

- 

Younger Alluvium 

- 

Sub Total 


- 

007 

Quartzite 

- 

Sub-basin Total 

7.14 

Kantli 

008 

Older Alluvium 

0.35 

Quartzite 

0.02 

Sub Total 


0.37 

009 

Older Alluvium 

- 

009 

Quartzite 

- 

Younger Alluvium 

- 

Kantli 

Sub Total 


- 

010 

Older Alluvium 

20.76 

Quartzite 

0.27 

Sub Total 


21.03 

Oil 

Older Alluvium 

- 

Younger Alluvium 

- 

Sub Total 


- 

012 

Older Alluvium 

- 

Quartzite 

0.01 

Younger Alluvium 

- 

Sub Total 


0.01 

Sub-basin Total 

21.41 
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Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Saline Static 
Groundwater 
Availability, Mm 3 

Mendha 

013 

Older Alluvium 

- 

Quartzite 

- 

Sub Total 


- 

014 

Older Alluvium 

- 

Phyllite & Schist 

0.04 

Quartzite 

0.01 

Sub Total 


0.05 

015 

Older Alluvium 

- 

Younger Alluvium 

- 

Sub Total 


- 

016 

Older Alluvium 

- 

Quartzite 

- 

Sub Total 


- 

017 

Older Alluvium 

- 

Quartzite 

- 

Younger Alluvium 

- 

Sub Total 


- 

018 

Older Alluvium 

37.62 

Quartzite 

- 

Younger Alluvium 

- 

Sub Total 


37.62 

019 

Older Alluvium 

1.39 

Quartzite 

- 

Sub Total 


1.39 

020 

Older Alluvium 

0.15 

Quartzite 

- 

Younger Alluvium 

- 

Sub Total 


0.15 

021 

Gneisses(B.G.C.) 

- 

Older Alluvium 

- 

Phyllite & Schist 

0.04 

Sub Total 


0.04 

022 

Older Alluvium 

- 

Phyllite & Schist 

0.12 

Quartzite 

0.01 

Sub Total 


0.13 

023 

Gneisses 

- 

Gneisses(B.G.C.) 

0.03 

Older Alluvium 

- 

Phyllite & Schist 

0.12 

Sub Total 


0.15 

024 

Gneisses(B.G.C.) 

- 

Older Alluvium 

29.27 

Mendha 

024 

Phyllite & Schist 

0.01 

Quartzite 

- 

Sub Total 


29.28 

025 

Older Alluvium 

33.06 

Phyllite & Schist 

0.33 

Quartzite 

0.02 

Sub Total 


33.41 

Sub-basin Total 

102.23 

Basin Total 

130.77 


Source: CGWB and RGWD 
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5. Summary of Water Availability in Shekhawati Basin 

5.1 Conceptual Approach (Assessment Considerations) 

Availability of water originating from various sources depends upon the source 

nature and subject to the following ToR requirements: 

• Locally generated surface water, the starting point for its rational utilization, 
is its availability in terms of ‘native’ or ‘virgin’ (un-intercepted) status, with 
its due dependability nature is considered the ‘hydrologic planning base data’ 
of this part of the Basin’s water sources. 

• In the case of imported water, the governing factor is the on-going (current) 
management of the relevant agreements. Dependability levels of this source 
of water relates to its own source, assumed to be maintained through the 
relevant delivery system. 

• Also for groundwater, its availability for long-term exploitation, clear of any 
current State of overdraft is the basic element. Since it is a derivative of 
rainfall, the dependability level of such rechargeable ‘dynamic’ groundwater 
availability relies on the statistic occurrence of precipitation. 

5.2 Basin Summary of Available Water 

The analysis above have been oriented according to the aforementioned 


assessment considerations, culminated in a summary as shown in Table 5.2-1. 

Table 5.2-1: Summary of Available Water Resources in Shekhawati Basin, Mm 3 (2010) 


Property 

Dependability Level 

Mean 

25% 

50% 

75% 

90% 

Fresh Water 






Local Surface Water (virgin), Mm 3 /yr 

562.85 

778.90 

295.10 

88.10 

63.00 

Imported Water, Mm 3 /yr 

- 

- 

- 

- 

- 

Fresh Dynamic Groundwater, Mm 3 /yr 

433.35 





Fresh Static Groundwater, Mm 3 /yr 

1,196.66 





Total Available Fresh Water, Mm 3 /yr 

2,192.86 





Saline Groundwater 






Saline Dynamic Groundwater, Mm 3 /yr 

22.70 





Saline Static Groundwater, Mm 3 /yr 

130.77 





Total Available Saline Groundwater, 
Mm 3 /yr 

153.47 





Note: For groundwater, assessment is done for Mean Annual Availability as per GEC mel 

hodology. 
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Annex SKA-1 

Data Available for Calibration of SWAT Model 


Raipur Patan Dam 

Table Al-1 provides the Observed Gauge-Capacity data for Raipur Patan Dam. 


Table Al-1: Raipur Patan Dam Gauge - Capacity Data 


Year 

Gauge, m 

Capacity 

Mm 3 

Gauge, m 

Capacity 

Mm 3 

Gauge, m 

Capacity 

Mm 3 

Gauge, m 

Capacity 

Mm 3 

30 st June 

31 st July 

31 st Aug. 

30 st Sept. 

1996 

NA 

NA 

NA 

NA 


0.00 

0.00 

0.00 

1997 

285.60 

0.0 

NA 

NA 

NA 

NA 

NA 

NA 

1998 

NA 

NA 

NA 

NA 

NA 

NA 

286.63 

1.61 

1999 

NA 

NA 

NA 

NA 

NA 

NA 

288.49 

5.15 

2000 

NA 

NA 

NA 

NA 

NA 

NA 

287.41 

2.86 

2001 

NA 

NA 

NA 

NA 

NA 

NA 

287.61 

3.19 

2002 

NA 

NA 

NA 

NA 

NA 

NA 

285.60 

0.85 

2003 

NA 

NA 

NA 

NA 

NA 

NA 

286.82 

1.90 

2004 

NA 

NA 

285.60 

0.0 

285.60 

0.0 

285.60 

0.0 

2005 

287.12 

2.41 

289.53 

8.01 

289.22 

7.13 

288.95 

6.37 

2006 

285.60 

0.0 

289.53 

2.36 

286.45 

1.37 

286.21 

1.19 

2007 

285.60 

0.0 

285.60 

0.0 

285.60 

0.0 

285.60 

0.0 

2008 

285.60 

0.0 

285.60 

0.0 

285.60 

0.0 

285.60 

0.0 

2009 

285.60 

0.0 

285.60 

0.0 

285.60 

0.0 

285.60 

0.0 

2010 

285.60 

0.0 

287.48 

3.20 

289.79 

9.15 

289.89 

9.25 


Source: WRD, GoR 


Ringus River Gauge Site 

Table Al-2 shows River gauge site data for Ringus in Shekhawati Basin 
(Mendha Sub-basin). 


Table Al-2: Ringus River Gauge Data (in cumecs) 


Month/Year 

1981 

1982 

1983 

1984 

Jan 

0.0 

0.0 

0.0 

0.0 

Feb 

0.0 

0.0 

0.0 

0.0 

Mar 

0.0 

0.0 

0.0 

0.0 

Apr 

0.0 

0.0 

0.0 

0.0 

May 

0.0 

0.0 

0.0 

0.0 

Jun 

0.0 

0.0 

0.2 

0.0 

Jul 

0.5 

1.3 

0.8 

0.0 

Aug 

0.1 

1.5 

2.2 

0.1 

Sep 

0.0 

0.3 

0.9 

0.1 

Oct 

0.0 

0.0 

0.0 

0.0 

Nov 

0.0 

0.0 

0.0 

0.0 

Dec 

0.0 

0.0 

0.0 

0.0 


Source: CWC 
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Annex SKA-2 


Yearly Virgin Water yield for Shekhawati Basin and its Sub-basins 


Virgin water yield for Shekhawati Basin and its Sub-basins are presented below: 


Catchment area of Dohan Sub-basin is 1,848.08 km 2 . 


Table A2-1: Virgin Water Yield for Dohan Sub-basin of Shekhawati Basin, Mm 3 


Year 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual 

1973 

0.48 

0.11 

0.07 

0.00 

0.72 

0.17 

15.14 

118.82 

42.02 

0.24 

0.07 

0.03 

177.88 

1974 

0.01 

0.01 

0.07 

0.03 

0.30 

1.20 

127.46 

30.84 

1.37 

11.07 

0.10 

6.66 

179.10 

1975 

0.10 

0.07 

0.05 

0.01 

0.02 

0.71 

8.74 

76.48 

109.96 

116.80 

45.58 

1.69 

360.20 

1976 

0.04 

0.85 

2.94 

0.12 

0.18 

8.95 

30.15 

333.08 

124.06 

0.34 

0.08 

0.03 

500.82 

1977 

0.43 

1.88 

0.16 

0.34 

0.61 

2.52 

382.67 

471.62 

209.67 

59.41 

0.10 

0.03 

1,129.45 

1978 

0.02 

0.52 

0.09 

0.11 

0.01 

2.62 

198.86 

92.66 

75.36 

20.15 

0.10 

0.02 

390.52 

1979 

0.32 

0.97 

0.16 

0.07 

0.16 

0.37 

1.88 

24.61 

0.52 

0.10 

0.10 

0.05 

29.31 

1980 

0.02 

0.02 

0.45 

0.03 

0.04 

5.94 

247.97 

31.95 

0.34 

0.09 

0.19 

0.64 

287.66 

1981 

0.31 

0.05 

0.13 

0.02 

0.38 

0.71 

67.98 

38.07 

0.25 

0.07 

0.56 

0.02 

108.54 

1982 

0.93 

0.90 

0.55 

0.48 

1.31 

1.26 

3.39 

8.82 

9.05 

0.72 

0.14 

0.11 

27.66 

1983 

0.32 

0.34 

0.14 

0.52 

3.19 

3.44 

155.81 

64.75 

14.68 

0.51 

0.05 

0.02 

243.77 

1984 

0.01 

0.01 

0.00 

0.04 

0.00 

0.16 

5.26 

5.06 

7.71 

0.18 

0.05 

0.02 

18.50 

1985 

0.04 

7.78 

0.02 

0.09 

0.02 

2.15 

17.66 

125.47 

0.59 

7.20 

0.10 

0.40 

161.51 

1986 

0.32 

0.81 

0.07 

0.01 

0.89 

1.19 

9.80 

15.53 

0.58 

0.96 

0.06 

0.02 

30.22 

1987 

0.64 

0.19 

0.35 

0.02 

1.24 

0.51 

1.54 

1.48 

0.68 

0.04 

0.01 

0.10 

6.79 

1988 

0.04 

0.33 

0.55 

0.14 

0.03 

3.71 

58.94 

169.15 

64.75 

0.98 

0.11 

0.04 

298.76 

1989 

0.11 

0.01 

0.01 

0.01 

0.02 

0.22 

4.64 

7.28 

1.34 

0.14 

0.03 

0.01 

13.83 

1990 

0.01 

1.16 

0.35 

0.03 

0.12 

0.96 

20.51 

11.92 

6.78 

0.51 

0.07 

0.05 

42.46 

1991 

0.06 

0.00 

0.00 

0.02 

0.14 

0.23 

4.34 

64.68 

9.88 

0.55 

0.18 

0.09 

80.17 

1992 

0.24 

0.51 

0.02 

0.04 

0.14 

0.19 

12.03 

73.25 

32.18 

1.27 

0.41 

0.12 

120.39 

1993 

0.04 

0.34 

0.44 

0.11 

0.27 

2.08 

239.13 

67.54 

60.32 

0.21 

0.06 

0.02 

370.56 

1994 

0.52 

0.03 

0.07 

0.28 

0.19 

3.74 

138.63 

75.12 

13.60 

0.16 

0.05 

0.02 

232.41 

1995 

1.62 

0.19 

0.56 

0.23 

0.02 

1.87 

16.08 

499.34 

203.20 

0.27 

0.07 

0.03 

723.47 

1996 

0.03 

0.49 

0.04 

0.07 

0.93 

246.49 

192.70 

215.45 

100.72 

0.29 

0.05 

0.03 

757.29 

1997 

0.02 

0.02 

0.09 

0.38 

0.56 

1.20 

38.45 

87.15 

43.66 

45.82 

0.32 

0.09 

217.76 

1998 

0.02 

0.07 

0.23 

0.03 

0.15 

1.14 

8.60 

36.07 

15.75 

1.34 

0.22 

0.03 

63.66 

1999 

0.08 

0.22 

0.01 

0.00 

0.51 

4.51 

7.40 

12.73 

26.27 

0.24 

0.05 

0.02 

52.03 

2000 

0.07 

0.22 

0.02 

0.16 

0.47 

0.42 

22.83 

10.34 

1.47 

0.10 

0.03 

0.02 

36.15 

2001 

0.02 

0.00 

0.00 

0.32 

1.08 

9.08 

103.31 

12.05 

3.11 

2.56 

0.05 

0.02 

131.60 

2002 

0.05 

0.48 

0.14 

0.01 

0.32 

1.06 

0.20 

2.35 

0.34 

0.03 

0.01 

0.06 

5.05 

2003 

0.35 

0.63 

0.09 

0.03 

0.29 

0.37 

50.51 

177.40 

31.26 

0.48 

0.07 

0.14 

261.63 

2004 

0.04 

0.04 

0.01 

0.03 

0.15 

0.63 

1.42 

30.19 

1.12 

1.68 

0.10 

0.03 

35.44 

2005 

0.02 

0.46 

0.47 

0.09 

0.72 

32.35 

94.13 

0.97 

37.87 

0.96 

0.10 

0.04 

168.18 

2006 

0.02 

0.01 

0.79 

0.03 

0.90 

0.89 

44.42 

5.80 

1.34 

0.19 

0.04 

0.06 

54.47 

2007 

0.06 

1.48 

1.46 

0.29 

0.50 

0.79 

5.80 

7.07 

42.86 

0.21 

0.06 

0.07 

60.64 

2008 

0.05 

0.01 

0.02 

0.38 

3.46 

156.84 

21.52 

118.32 

54.56 

0.30 

0.07 

0.03 

355.55 

2009 

0.05 

0.01 

0.13 

0.05 

0.25 

7.02 

19.59 

16.81 

7.74 

0.23 

0.05 

0.02 

51.95 

2010 

0.07 

0.17 

0.27 

0.01 

0.00 

0.52 

44.11 

401.00 

195.87 

0.44 

0.32 

0.26 

643.04 

% yield 

0.09 

0.25 

0.13 

0.05 

0.24 

6.03 

28.76 

42.02 

18.42 

3.28 

0.59 

0.13 


Mean 

0.20 

0.56 

0.29 

0.12 

0.53 

13.37 

63.78 

93.19 

40.86 

7.28 

1.31 

0.29 

221.80 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Catchment area of Kantli Sub-basin is 1,878.25 km 2 . 


Table A2-2: Virgin Water Yield for Kantli Sub-basin of Shekhawati Basin, Mm 3 


Year 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual 

1973 

0.42 

0.11 

0.08 

0.10 

0.57 

0.10 

6.52 

34.64 

4.87 

0.23 

0.06 

0.03 

47.73 

1974 

0.01 

0.01 

0.02 

0.02 

0.28 

1.11 

55.34 

10.43 

0.35 

2.56 

0.11 

0.31 

70.53 

1975 

0.12 

0.02 

0.03 

0.01 

0.00 

0.99 

8.72 

53.66 

34.54 

4.46 

0.33 

0.07 

102.96 

1976 

0.05 

1.31 

0.07 

0.01 

0.27 

5.18 

4.98 

110.64 

9.57 

0.22 

0.07 

0.03 

132.39 

1977 

0.36 

0.10 

0.02 

0.36 

0.55 

1.75 

82.85 

148.02 

68.18 

0.73 

0.12 

0.06 

303.09 

1978 

0.06 

0.50 

0.06 

0.09 

0.01 

2.67 

127.06 

17.04 

10.74 

0.27 

0.06 

0.02 

158.57 

1979 

0.38 

0.75 

0.11 

0.03 

0.06 

0.17 

3.77 

29.15 

0.89 

0.16 

0.27 

0.12 

35.87 

1980 

0.02 

0.02 

0.39 

0.02 

0.11 

2.03 

9.62 

4.10 

0.17 

0.05 

0.26 

0.51 

17.30 

1981 

0.22 

0.04 

0.06 

0.01 

0.19 

0.27 

28.82 

2.45 

0.24 

0.10 

0.63 

0.04 

33.07 

1982 

0.92 

0.66 

0.53 

0.30 

2.01 

0.48 

3.82 

12.22 

0.50 

0.44 

0.13 

0.18 

22.20 

1983 

0.22 

0.24 

0.11 

0.53 

2.40 

1.76 

48.60 

15.65 

3.05 

0.85 

0.08 

0.03 

73.52 

1984 

0.01 

0.01 

0.01 

0.04 

0.00 

0.25 

9.29 

5.60 

7.61 

0.19 

0.05 

0.02 

23.09 

1985 

0.03 

0.01 

0.00 

0.03 

0.00 

1.74 

18.15 

33.19 

0.58 

1.22 

0.08 

0.32 

55.34 

1986 

0.18 

0.83 

0.08 

0.02 

1.09 

1.16 

6.26 

12.20 

0.64 

0.45 

0.05 

0.02 

22.97 

1987 

0.71 

0.12 

0.26 

0.01 

1.42 

0.32 

1.23 

1.41 

0.64 

0.04 

0.01 

0.07 

6.23 

1988 

0.01 

0.24 

0.31 

0.08 

0.02 

5.10 

7.17 

31.24 

14.46 

1.22 

0.12 

0.04 

60.02 

1989 

0.13 

0.01 

0.02 

0.02 

0.03 

0.36 

3.77 

4.14 

0.86 

0.08 

0.02 

0.01 

9.43 

1990 

0.01 

1.14 

0.40 

0.05 

0.07 

0.46 

4.61 

3.41 

1.76 

0.48 

0.04 

0.07 

12.51 

1991 

0.12 

0.03 

0.01 

0.13 

0.22 

0.24 

3.87 

7.58 

1.27 

0.12 

0.10 

0.02 

13.70 

1992 

0.18 

0.48 

0.03 

0.02 

0.06 

0.20 

8.24 

18.43 

8.72 

0.71 

0.40 

0.09 

37.55 

1993 

0.02 

0.34 

0.37 

0.02 

0.03 

1.43 

47.52 

13.32 

4.20 

0.19 

0.06 

0.03 

67.54 

1994 

0.41 

0.04 

0.03 

0.24 

0.05 

2.55 

17.27 

18.39 

3.02 

0.18 

0.05 

0.02 

42.23 

1995 

0.82 

0.05 

0.62 

0.28 

0.02 

1.22 

7.26 

64.26 

13.27 

0.37 

0.11 

0.05 

88.33 

1996 

0.03 

0.35 

0.06 

0.04 

0.97 

151.29 

16.53 

39.38 

28.14 

0.45 

0.11 

0.05 

237.40 

1997 

0.03 

0.02 

0.06 

0.29 

0.16 

1.29 

1.52 

23.98 

1.76 

10.43 

0.40 

8.91 

48.84 

1998 

0.06 

0.07 

0.16 

0.05 

0.03 

0.61 

8.25 

4.66 

3.54 

0.98 

0.18 

0.03 

18.63 

1999 

0.08 

0.22 

0.02 

0.00 

0.26 

2.30 

3.37 

4.65 

1.52 

0.15 

0.02 

0.01 

12.61 

2000 

0.08 

0.21 

0.01 

0.00 

0.15 

0.33 

5.97 

2.46 

1.12 

0.10 

0.02 

0.01 

10.47 

2001 

0.01 

0.00 

0.01 

0.15 

0.83 

3.06 

26.00 

1.77 

0.12 

0.59 

0.03 

0.01 

32.58 

2002 

0.01 

0.41 

0.11 

0.01 

0.29 

1.14 

0.14 

2.22 

0.39 

0.03 

0.01 

0.04 

4.81 

2003 

0.31 

0.54 

0.11 

0.01 

0.06 

0.95 

21.28 

16.93 

5.62 

0.43 

0.06 

0.14 

46.44 

2004 

0.06 

0.02 

0.01 

0.03 

0.23 

0.44 

1.39 

14.20 

0.86 

1.12 

0.07 

0.03 

18.43 

2005 

0.01 

0.40 

0.47 

0.06 

0.64 

5.33 

23.53 

0.72 

33.57 

1.29 

0.12 

0.04 

66.17 

2006 

0.02 

0.01 

0.67 

0.04 

0.93 

0.74 

16.55 

3.35 

0.96 

0.16 

0.05 

0.08 

23.56 

2007 

0.09 

1.10 

1.25 

0.30 

0.37 

0.26 

3.70 

2.45 

6.54 

0.24 

0.06 

0.10 

16.44 

2008 

0.01 

0.01 

0.01 

0.20 

2.15 

13.47 

7.13 

37.32 

17.82 

0.26 

0.06 

0.02 

78.46 

2009 

0.01 

0.01 

0.19 

0.03 

0.22 

2.82 

8.95 

5.45 

2.07 

0.20 

0.03 

0.01 

19.98 

2010 

0.01 

0.19 

0.37 

0.01 

0.00 

0.58 

31.87 

183.58 

38.74 

1.14 

0.36 

0.31 

257.16 

% yield 

0.27 

0.46 

0.30 

0.16 

0.72 

9.28 

29.68 

42.71 

14.30 

1.41 

0.21 

0.51 


Mean 

0.16 

0.28 

0.19 

0.10 

0.44 

5.69 

18.18 

26.17 

8.76 

0.87 

0.13 

0.31 

61.27 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Catchment area of Mendha Sub-basin is 6,024.55 km 2 . 


Table A2-3: Virgin Water Yield for Mendha Sub-basin of Shekhawati Basin, Mm 3 


Year 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual 

1973 

0.06 

0.05 

0.02 

0.01 

0.15 

0.10 

27.63 

219.10 

12.95 

0.29 

0.09 

0.04 

260.49 

1974 

0.02 

0.01 

0.01 

0.01 

0.11 

17.74 

672.25 

103.71 

0.83 

11.38 

0.46 

0.07 

806.58 

1975 

0.12 

0.03 

0.02 

0.01 

0.11 

0.78 

671.47 

462.26 

615.25 

21.07 

1.55 

0.21 

1,772.88 

1976 

0.10 

0.47 

0.08 

0.03 

1.58 

6.07 

111.84 

355.07 

51.19 

0.98 

0.46 

0.13 

528.00 

1977 

0.42 

0.15 

0.03 

0.14 

0.29 

39.34 

495.01 

331.64 

86.30 

9.61 

0.22 

0.11 

963.26 

1978 

0.05 

0.58 

0.22 

0.15 

0.03 

4.27 

570.19 

223.12 

27.84 

0.43 

0.11 

0.05 

827.04 

1979 

0.20 

0.78 

0.18 

0.04 

3.87 

3.99 

159.92 

49.70 

0.75 

0.14 

0.39 

0.12 

220.08 

1980 

0.04 

0.01 

0.30 

0.03 

0.16 

5.25 

289.52 

163.57 

1.24 

0.31 

0.18 

0.42 

461.02 

1981 

0.38 

0.08 

0.32 

0.05 

0.22 

1.02 

170.17 

58.51 

1.28 

0.50 

0.79 

0.08 

233.41 

1982 

1.00 

0.18 

0.44 

1.40 

1.07 

0.32 

2.26 

47.07 

6.90 

0.29 

0.37 

0.14 

61.44 

1983 

0.06 

0.05 

0.02 

0.65 

1.53 

1.77 

71.11 

249.50 

115.40 

1.09 

0.25 

0.11 

441.53 

1984 

0.06 

0.03 

0.02 

0.01 

0.01 

0.26 

1.34 

4.79 

21.89 

0.34 

0.10 

0.04 

28.90 

1985 

0.02 

0.01 

0.01 

0.01 

0.08 

0.27 

4.08 

10.16 

0.57 

0.66 

0.11 

0.06 

16.03 

1986 

0.03 

0.70 

0.07 

0.02 

0.47 

0.82 

4.18 

4.32 

0.44 

0.16 

0.05 

0.03 

11.28 

1987 

0.10 

0.02 

0.05 

0.02 

0.89 

0.57 

0.45 

1.60 

0.22 

0.04 

0.02 

0.10 

4.09 

1988 

0.05 

0.01 

0.16 

0.05 

0.07 

0.48 

4.81 

3.39 

1.84 

0.51 

0.11 

0.05 

11.51 

1989 

0.09 

0.02 

0.01 

0.01 

0.00 

0.72 

1.63 

4.95 

2.90 

0.19 

0.07 

0.04 

10.61 

1990 

0.02 

1.00 

0.53 

0.18 

0.16 

1.52 

3.73 

2.11 

0.99 

0.57 

0.08 

0.05 

10.93 

1991 

0.02 

0.01 

0.01 

0.13 

0.21 

0.34 

3.43 

6.07 

19.23 

0.27 

0.11 

0.10 

29.94 

1992 

0.10 

0.16 

0.03 

0.01 

0.01 

0.18 

3.40 

27.07 

8.82 

0.59 

0.26 

0.09 

40.71 

1993 

0.08 

0.18 

0.16 

0.05 

0.57 

1.34 

14.01 

3.42 

1.64 

0.37 

0.09 

0.04 

21.94 

1994 

0.36 

0.04 

0.05 

0.22 

0.08 

1.45 

7.49 

6.54 

3.57 

0.28 

0.09 

0.04 

20.22 

1995 

0.10 

0.02 

0.03 

0.02 

0.02 

0.24 

5.82 

81.54 

66.01 

0.48 

0.17 

0.08 

154.53 

1996 

0.13 

0.12 

0.06 

0.10 

0.50 

27.12 

50.15 

262.44 

99.18 

0.77 

0.22 

0.10 

440.89 

1997 

0.06 

0.04 

0.04 

0.73 

0.33 

1.33 

3.66 

20.49 

34.54 

69.72 

4.24 

0.59 

135.77 

1998 

0.08 

0.08 

0.07 

0.07 

0.02 

0.59 

56.11 

3.36 

3.94 

2.78 

0.39 

0.12 

67.61 

1999 

0.10 

0.15 

0.02 

0.01 

0.34 

0.75 

1.79 

7.85 

1.00 

6.47 

0.11 

0.04 

18.63 

2000 

0.02 

0.01 

0.01 

0.01 

0.17 

0.05 

23.80 

22.47 

0.97 

0.32 

0.08 

0.04 

47.93 

2001 

0.08 

0.02 

0.01 

0.41 

3.13 

2.46 

23.23 

15.37 

0.41 

0.41 

0.07 

0.03 

45.61 

2002 

0.07 

0.53 

0.05 

0.13 

0.20 

0.85 

0.77 

1.10 

1.16 

0.08 

0.08 

0.09 

5.11 

2003 

0.14 

0.53 

0.09 

0.02 

0.16 

1.10 

5.20 

4.90 

3.60 

0.25 

0.09 

0.05 

16.13 

2004 

0.05 

0.02 

0.01 

0.03 

0.27 

0.19 

1.53 

5.76 

0.75 

0.61 

0.10 

0.04 

9.36 

2005 

0.05 

0.38 

0.20 

0.26 

0.75 

0.97 

5.18 

1.96 

2.33 

0.25 

0.08 

0.03 

12.43 

2006 

0.02 

0.01 

0.13 

0.02 

0.65 

0.44 

2.50 

1.77 

0.48 

0.23 

0.05 

0.03 

6.31 

2007 

0.02 

0.58 

0.93 

0.14 

0.07 

0.66 

3.05 

2.25 

2.26 

0.36 

0.10 

0.04 

10.47 

2008 

0.02 

0.01 

0.00 

0.27 

0.69 

3.73 

2.91 

9.05 

2.48 

0.53 

0.15 

0.06 

19.90 

2009 

0.09 

0.03 

0.07 

0.03 

0.38 

0.67 

2.79 

0.79 

0.17 

0.11 

0.08 

0.02 

5.21 

2010 

0.01 

0.09 

0.03 

0.01 

0.17 

1.34 

3.60 

16.41 

46.41 

3.41 

1.10 

0.66 

73.23 

% yield 

0.06 

0.09 

0.06 

0.07 

0.25 

1.67 

44.35 

35.60 

15.89 

1.74 

0.17 

0.05 


Mean 

0.12 

0.19 

0.12 

0.14 

0.51 

3.45 

91.63 

73.56 

32.84 

3.60 

0.34 

0.11 

206.61 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Catchment area of Shekhawati Basin within Rajasthan is 9,750.88 km 2 . 


Table A2-4: Virgin Water Yield for Shekhawati Basin, Mm 3 


Year 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual 

1973 

0.97 

0.27 

0.17 

0.11 

1.45 

0.36 

49.59 

389.78 

69.72 

0.75 

0.21 

0.09 

513.47 

1974 

0.04 

0.02 

0.09 

0.05 

0.68 

20.05 

902.67 

171.93 

2.51 

25.56 

0.66 

7.04 

1,131.29 

1975 

0.33 

0.11 

0.10 

0.03 

0.14 

2.48 

689.49 

730.54 

866.38 

150.46 

47.39 

1.94 

2,489.38 

1976 

0.17 

2.96 

3.08 

0.16 

2.03 

20.40 

147.93 

910.10 

194.78 

1.48 

0.59 

0.18 

1,283.86 

1977 

1.21 

2.13 

0.20 

0.84 

1.45 

43.61 

1117.23 

1137.48 

408.71 

70.78 

0.38 

0.16 

2,784.19 

1978 

0.11 

1.59 

0.37 

0.34 

0.05 

9.55 

963.85 

353.34 

122.07 

20.85 

0.26 

0.09 

1,472.47 

1979 

0.90 

2.51 

0.45 

0.14 

4.10 

4.52 

165.71 

105.06 

2.16 

0.40 

0.77 

0.29 

286.99 

1980 

0.08 

0.05 

1.13 

0.08 

0.30 

13.27 

549.52 

201.22 

1.75 

0.45 

0.63 

1.57 

770.04 

1981 

0.91 

0.17 

0.50 

0.08 

0.79 

2.00 

272.07 

99.48 

1.77 

0.67 

1.98 

0.14 

380.56 

1982 

2.86 

1.74 

1.52 

2.18 

4.41 

2.06 

9.68 

69.44 

16.44 

1.45 

0.64 

0.43 

112.84 

1983 

0.59 

0.63 

0.26 

1.70 

7.12 

6.98 

289.50 

358.34 

137.25 

2.68 

0.37 

0.16 

805.58 

1984 

0.09 

0.05 

0.03 

0.09 

0.01 

0.66 

16.69 

16.09 

40.81 

0.71 

0.21 

0.09 

75.53 

1985 

0.09 

7.80 

0.03 

0.12 

0.10 

4.15 

56.09 

212.02 

1.69 

9.07 

0.28 

0.77 

292.22 

1986 

0.53 

2.34 

0.21 

0.04 

2.45 

3.17 

20.97 

41.71 

1.64 

1.58 

0.16 

0.06 

74.85 

1987 

1.46 

0.33 

0.66 

0.05 

3.55 

1.40 

3.22 

4.49 

1.54 

0.13 

0.04 

0.26 

17.12 

1988 

0.10 

0.57 

1.02 

0.27 

0.12 

9.35 

72.05 

252.85 

102.38 

2.59 

0.32 

0.14 

441.76 

1989 

0.32 

0.04 

0.04 

0.03 

0.04 

1.30 

10.10 

16.43 

5.09 

0.41 

0.13 

0.06 

33.98 

1990 

0.03 

3.31 

1.27 

0.25 

0.36 

2.94 

28.89 

17.68 

9.52 

1.56 

0.19 

0.18 

66.18 

1991 

0.19 

0.05 

0.02 

0.28 

0.56 

0.81 

11.65 

85.20 

32.41 

0.94 

0.39 

0.22 

132.71 

1992 

0.52 

1.16 

0.07 

0.07 

0.21 

0.56 

24.61 

146.96 

73.06 

2.77 

1.06 

0.29 

251.33 

1993 

0.13 

0.86 

0.97 

0.18 

0.87 

4.84 

363.78 

128.04 

74.33 

0.75 

0.19 

0.09 

575.02 

1994 

1.29 

0.10 

0.15 

0.73 

0.32 

7.74 

179.17 

130.46 

24.91 

0.60 

0.18 

0.09 

345.73 

1995 

2.60 

0.26 

1.21 

0.54 

0.06 

3.35 

31.79 

979.34 

359.56 

0.92 

0.29 

0.13 

1,380.05 

1996 

0.18 

0.95 

0.15 

0.22 

2.40 

503.01 

305.11 

710.89 

318.38 

1.31 

0.32 

0.15 

1,843.07 

1997 

0.09 

0.06 

0.19 

1.40 

1.05 

3.82 

43.62 

136.68 

80.02 

140.73 

4.93 

15.17 

427.76 

1998 

0.15 

0.23 

0.46 

0.15 

0.20 

2.36 

74.16 

45.50 

23.85 

5.09 

0.79 

0.18 

153.12 

1999 

0.26 

0.58 

0.05 

0.02 

1.11 

7.61 

12.69 

25.25 

29.29 

6.86 

0.18 

0.07 

83.95 

2000 

0.18 

0.45 

0.05 

0.17 

0.79 

0.81 

53.87 

36.05 

3.55 

0.51 

0.13 

0.06 

96.60 

2001 

0.11 

0.02 

0.02 

0.87 

5.04 

14.75 

166.31 

30.41 

3.64 

3.56 

0.15 

0.06 

224.93 

2002 

0.13 

1.42 

0.30 

0.15 

0.81 

3.05 

1.11 

5.67 

1.89 

0.15 

0.10 

0.19 

14.96 

2003 

0.81 

1.69 

0.29 

0.07 

0.51 

2.42 

97.89 

224.45 

46.91 

1.14 

0.22 

0.33 

376.71 

2004 

0.15 

0.07 

0.02 

0.08 

0.64 

1.27 

4.38 

56.02 

2.72 

3.48 

0.27 

0.10 

69.20 

2005 

0.08 

1.23 

1.14 

0.41 

2.11 

39.24 

164.65 

3.57 

82.67 

2.43 

0.29 

0.11 

297.93 

2006 

0.05 

0.03 

1.59 

0.10 

2.47 

2.06 

69.79 

11.28 

2.77 

0.57 

0.14 

0.17 

91.01 

2007 

0.17 

3.16 

3.64 

0.73 

0.94 

1.71 

12.63 

11.77 

53.48 

0.80 

0.21 

0.21 

89.45 

2008 

0.08 

0.02 

0.03 

0.84 

6.31 

174.79 

31.98 

192.33 

83.68 

1.07 

0.27 

0.11 

491.51 

2009 

0.15 

0.04 

0.38 

0.11 

0.86 

10.62 

33.20 

26.02 

11.40 

0.53 

0.16 

0.04 

83.51 

2010 

0.09 

0.45 

0.67 

0.02 

0.18 

2.44 

86.04 

783.79 

446.32 

4.37 

1.69 

1.20 

1,327.25 

% yield 

0.08 

0.18 

0.11 

0.06 

0.26 

4.37 

33.35 

41.41 

17.49 

2.20 

0.31 

0.15 


Mean 

0.48 

1.04 

0.59 

0.36 

1.49 

24.62 

187.73 

233.10 

98.45 

12.37 

1.77 

0.86 

562.85 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Annex SKA-3 

Water Balance Components of Shekhawati Basin and Its Sub¬ 
basins in Terms of Annual Depth 


Table A3-1: Annual Water Balance Components for Dohan Sub-basin, mm 


Year 

PCP 

ET 

WYLD 

PET 

PERC 

SURQ 

GW_Q 

LAT_Q 

Sub¬ 

surface 

percolation 

1973 

624.17 

382.57 

94.37 

1,707.50 

142.43 

80.19 

1.33 

12.84 

141.10 

1974 

621.11 

339.66 

92.76 

1,780.43 

166.26 

73.60 

5.41 

13.74 

160.85 

1975 

893.24 

402.21 

262.21 

1,723.11 

204.46 

236.54 

9.53 

16.13 

194.93 

1976 

608.37 

376.08 

182.70 

1,478.58 

122.11 

164.38 

6.91 

11.42 

115.20 

1977 

1,212.35 

413.44 

601.72 

1,572.39 

206.02 

570.53 

14.82 

16.37 

191.20 

1978 

716.21 

343.02 

197.67 

1,665.25 

187.47 

171.39 

11.92 

14.36 

175.55 

1979 

304.89 

258.47 

15.69 

1,733.34 

40.14 

9.55 

0.00 

6.14 

40.14 

1980 

638.58 

323.11 

151.07 

1,743.60 

141.01 

140.64 

0.00 

10.42 

141.01 

1981 

447.34 

302.62 

59.24 

1,720.59 

103.37 

49.89 

0.00 

9.35 

103.37 

1982 

490.72 

432.55 

14.30 

1,662.92 

33.95 

6.65 

0.00 

7.64 

33.95 

1983 

745.15 

499.41 

134.48 

1,614.32 

114.15 

121.24 

0.00 

13.24 

114.15 

1984 

230.09 

198.13 

7.92 

1,678.85 

48.52 

2.38 

0.00 

5.53 

48.52 

1985 

686.25 

414.84 

79.70 

1,781.26 

155.63 

66.91 

0.00 

12.79 

155.63 

1986 

400.14 

343.92 

15.80 

1,703.87 

56.28 

7.29 

0.00 

8.51 

56.28 

1987 

266.12 

271.66 

4.14 

1,770.33 

4.80 

0.04 

0.00 

4.10 

4.80 

1988 

817.52 

425.78 

174.45 

1,683.38 

193.63 

157.34 

0.00 

17.11 

193.63 

1989 

287.92 

251.50 

7.57 

1,726.62 

37.95 

2.55 

0.00 

5.02 

37.95 

1990 

463.03 

407.95 

23.71 

1,648.25 

24.64 

17.29 

0.00 

6.42 

24.64 

1991 

388.94 

237.83 

40.47 

1,733.69 

108.34 

33.54 

0.00 

6.92 

108.34 

1992 

580.60 

358.79 

63.09 

1,677.25 

154.59 

50.30 

0.00 

12.78 

154.59 

1993 

760.73 

404.70 

192.32 

1,690.47 

168.87 

178.48 

0.00 

13.84 

168.87 

1994 

659.57 

401.98 

118.50 

1,665.08 

140.32 

106.00 

0.00 

12.49 

140.32 

1995 

946.15 

376.14 

383.49 

1,684.68 

185.48 

368.20 

0.00 

15.28 

185.48 

1996 

1,075.91 

456.78 

405.16 

1,629.74 

209.70 

387.19 

0.00 

17.94 

209.70 

1997 

697.99 

451.45 

120.75 

1,635.01 

112.32 

108.59 

0.85 

11.30 

111.47 

1998 

466.71 

377.30 

36.79 

1,698.27 

61.85 

29.15 

0.56 

7.07 

61.29 

1999 

429.36 

342.92 

27.39 

1,740.80 

64.93 

20.15 

0.00 

7.24 

64.93 

2000 

392.55 

302.53 

18.65 

1,765.46 

74.75 

11.96 

0.00 

6.69 

74.75 

2001 

554.95 

427.44 

63.39 

1,657.52 

62.33 

55.18 

0.00 

8.21 

62.33 

2002 

184.57 

187.06 

2.99 

1,771.50 

2.23 

0.10 

0.00 

2.88 

2.23 

2003 

708.62 

378.03 

137.41 

1,637.38 

180.18 

123.46 

0.00 

13.94 

180.18 

2004 

400.33 

273.01 

20.14 

1,758.36 

108.37 

10.90 

0.00 

9.24 

108.37 

2005 

640.82 

345.30 

95.31 

1,684.81 

196.13 

80.22 

0.00 

15.10 

196.13 

2006 

422.23 

303.14 

30.34 

1,685.21 

95.46 

20.89 

0.00 

9.45 

95.46 

2007 

536.75 

439.26 

36.18 

1,760.38 

61.60 

26.68 

0.00 

9.49 

61.60 

2008 

863.54 

523.30 

189.62 

1,613.64 

143.80 

173.79 

0.55 

15.28 

143.25 

2009 

412.02 

333.81 

24.14 

1,717.96 

58.66 

17.41 

0.00 

6.73 

58.66 

2010 

924.07 

372.32 

332.18 

1,636.71 

198.53 

314.75 

0.17 

17.26 

198.36 

Mean 

592.10 

360.00 

117.31 

1,690.49 

115.03 

105.14 

1.37 

10.80 

113.66 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table A3-2: Annual Water Balance Components for Kantli Sub-basin, mm 


Year 

PCP 

ET 

WYLD 

PET 

PERC 

SURQ 

GW_Q 

LAT_Q 

Sub-surface 

percolation 

1973 

524.86 

357.16 

26.75 

1,705.79 

134.86 

16.68 

0.24 

9.85 

104.97 

1974 

500.94 

301.91 

36.65 

1,716.88 

165.58 

20.15 

4.78 

11.72 

100.19 

1975 

748.05 

402.06 

50.96 

1,609.54 

300.09 

26.60 

9.18 

15.17 

149.61 

1976 

685.35 

402.91 

67.04 

1,633.01 

237.38 

37.20 

16.19 

13.64 

137.07 

1977 

953.59 

405.01 

165.68 

1,573.45 

469.49 

55.39 

89.11 

21.18 

190.72 

1978 

725.69 

397.55 

119.17 

1,653.90 

230.51 

88.39 

18.43 

12.35 

145.14 

1979 

351.54 

290.59 

20.00 

1,731.69 

44.57 

14.03 

0.00 

5.97 

70.31 

1980 

401.34 

309.20 

9.41 

1,750.25 

63.12 

3.06 

0.00 

6.35 

80.27 

1981 

387.43 

301.49 

17.87 

1,729.13 

86.73 

10.21 

0.00 

7.65 

77.49 

1982 

508.71 

454.29 

12.44 

1,667.32 

30.44 

5.87 

0.00 

6.57 

101.74 

1983 

619.69 

495.14 

33.10 

1,616.89 

96.15 

22.88 

0.00 

10.22 

123.94 

1984 

387.32 

301.77 

10.97 

1,768.88 

77.83 

3.61 

0.00 

7.36 

77.46 

1985 

520.31 

350.74 

26.63 

1,707.62 

135.27 

18.21 

0.00 

8.43 

104.06 

1986 

436.91 

383.80 

13.20 

1,682.75 

54.03 

5.32 

0.00 

7.88 

87.38 

1987 

236.73 

249.55 

3.07 

1,778.57 

1.87 

0.00 

0.00 

3.07 

47.35 

1988 

667.77 

398.14 

29.53 

1,681.44 

209.50 

16.66 

0.00 

12.86 

133.55 

1989 

289.85 

276.65 

4.81 

1,720.83 

21.49 

0.28 

0.00 

4.52 

57.97 

1990 

391.40 

366.21 

5.48 

1,658.35 

12.69 

0.66 

0.00 

4.82 

78.28 

1991 

357.00 

247.80 

8.36 

1,732.64 

98.76 

3.48 

0.00 

4.88 

71.40 

1992 

558.30 

372.05 

18.41 

1,689.35 

163.86 

7.35 

0.00 

11.06 

111.66 

1993 

613.29 

355.31 

33.48 

1,720.50 

228.08 

22.35 

0.00 

11.14 

122.66 

1994 

552.24 

365.15 

22.37 

1,678.76 

163.97 

12.28 

0.00 

10.09 

110.45 

1995 

749.25 

362.44 

36.22 

1,699.85 

350.12 

20.99 

0.00 

15.23 

149.85 

1996 

901.34 

452.91 

108.07 

1,642.85 

341.55 

85.55 

3.91 

18.61 

180.27 

1997 

507.17 

386.18 

19.80 

1,666.31 

89.60 

11.42 

0.64 

7.75 

101.43 

1998 

367.25 

344.29 

8.10 

1,716.58 

31.86 

3.71 

0.11 

4.27 

73.45 

1999 

310.92 

276.77 

6.77 

1,755.53 

30.17 

1.94 

0.00 

4.83 

62.18 

2000 

326.19 

278.66 

5.54 

1,777.43 

39.72 

1.17 

0.00 

4.37 

65.24 

2001 

421.78 

346.87 

21.26 

1,681.08 

59.94 

16.02 

0.00 

5.24 

84.36 

2002 

189.40 

197.05 

2.43 

1,784.40 

0.87 

0.00 

0.00 

2.43 

37.88 

2003 

555.23 

359.43 

24.61 

1,635.56 

148.94 

14.38 

0.00 

10.23 

111.05 

2004 

424.58 

305.45 

10.28 

1,729.54 

109.23 

2.55 

0.00 

7.73 

84.92 

2005 

521.03 

334.05 

30.34 

1,689.88 

154.63 

18.22 

0.00 

12.12 

104.21 

2006 

398.00 

323.45 

13.02 

1,668.17 

66.97 

5.49 

0.00 

7.52 

79.60 

2007 

460.64 

418.78 

7.58 

1,767.74 

36.99 

0.59 

0.00 

6.99 

92.13 

2008 

646.22 

496.91 

42.73 

1,621.81 

97.36 

31.10 

0.00 

11.63 

129.24 

2009 

383.47 

319.08 

15.00 

1,728.11 

60.38 

10.14 

0.00 

4.87 

76.69 

2010 

928.65 

397.13 

142.04 

1,628.09 

363.78 

119.18 

0.16 

22.69 

185.73 

Mean 

513.41 

352.21 

32.35 

1,694.75 

131.80 

19.29 

3.76 

9.30 

102.68 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table A3-3: Annual Water Balance Components for Mendha Sub-basin, mm 


Year 

PCP 

ET 

WYLD 

PET 

PERC 

SURQ 

GW_Q 

LAT_Q 

Sub-surface 

percolation 

1973 

285.16 

232.23 

38.88 

1,910.66 

61.51 

0.47 

36.92 

1.49 

21.94 

1974 

471.85 

230.97 

153.16 

1,899.81 

242.85 

2.57 

145.73 

4.86 

36.30 

1975 

861.43 

344.88 

313.83 

1,783.34 

509.06 

0.56 

305.45 

7.82 

66.26 

1976 

533.58 

387.06 

97.98 

1,812.00 

156.68 

0.01 

94.01 

3.95 

41.04 

1977 

701.58 

405.62 

185.97 

1,744.98 

299.92 

0.08 

179.95 

5.94 

53.97 

1978 

532.10 

342.09 

125.19 

1,832.87 

198.60 

2.27 

119.25 

3.68 

40.93 

1979 

302.14 

261.39 

38.27 

1,893.01 

60.15 

0.06 

36.09 

2.11 

23.24 

1980 

477.64 

309.11 

82.21 

1,909.11 

159.31 

0.00 

78.96 

3.25 

36.74 

1981 

395.00 

280.50 

31.12 

1,908.52 

134.76 

0.01 

27.81 

3.30 

30.38 

1982 

399.92 

370.71 

8.53 

1,832.26 

44.00 

0.02 

5.96 

2.55 

30.76 

1983 

773.50 

434.75 

80.61 

1,781.98 

332.14 

3.54 

70.90 

6.18 

59.50 

1984 

221.42 

211.73 

4.87 

1,954.12 

28.37 

0.00 

3.26 

1.61 

17.03 

1985 

272.06 

223.61 

2.82 

1,903.04 

55.28 

0.00 

0.89 

1.93 

20.93 

1986 

275.31 

259.71 

2.27 

1,884.25 

35.09 

0.03 

0.28 

1.95 

21.18 

1987 

142.20 

156.85 

0.89 

1,953.10 

2.56 

0.00 

0.00 

0.89 

10.94 

1988 

332.26 

293.79 

2.14 

1,877.72 

37.04 

0.00 

0.00 

2.14 

25.56 

1989 

226.71 

212.43 

1.97 

1,888.25 

34.37 

0.00 

0.36 

1.60 

17.44 

1990 

310.30 

285.63 

2.24 

1,822.68 

31.75 

0.01 

0.17 

2.06 

23.87 

1991 

282.02 

229.12 

5.47 

1,905.23 

57.45 

0.00 

3.02 

2.45 

21.69 

1992 

440.83 

296.82 

7.66 

1,861.33 

147.66 

0.02 

4.04 

3.59 

33.91 

1993 

409.44 

323.41 

4.12 

1,884.82 

98.76 

0.39 

0.86 

2.88 

31.50 

1994 

406.38 

355.24 

4.13 

1,823.05 

59.18 

0.00 

1.26 

2.87 

31.26 

1995 

480.25 

270.64 

18.12 

1,880.55 

216.22 

0.01 

14.56 

3.55 

36.94 

1996 

647.88 

394.06 

69.12 

1,848.80 

266.18 

0.35 

63.70 

5.07 

49.84 

1997 

581.98 

448.66 

17.12 

1,771.46 

123.39 

0.13 

13.29 

3.69 

44.77 

1998 

410.12 

342.79 

8.73 

1,853.76 

81.84 

0.06 

5.83 

2.85 

31.55 

1999 

265.14 

253.56 

2.81 

1,920.13 

35.32 

0.00 

1.22 

1.59 

20.40 

2000 

276.95 

228.44 

5.85 

1,948.01 

53.21 

0.00 

4.05 

1.79 

21.30 

2001 

426.76 

373.74 

7.09 

1,827.20 

65.49 

0.00 

4.28 

2.81 

32.83 

2002 

195.70 

210.89 

1.00 

1,923.06 

1.89 

0.00 

0.00 

1.00 

15.05 

2003 

400.48 

333.72 

3.36 

1,831.17 

71.13 

0.00 

0.74 

2.61 

30.81 

2004 

267.34 

245.18 

2.04 

1,933.61 

37.87 

0.00 

0.21 

1.84 

20.56 

2005 

368.91 

324.79 

2.65 

1,834.64 

46.07 

0.00 

0.31 

2.34 

28.38 

2006 

233.15 

243.13 

1.11 

1,840.10 

12.51 

0.05 

0.00 

1.07 

17.93 

2007 

386.59 

358.01 

1.86 

1,965.41 

27.29 

0.00 

0.00 

1.85 

29.74 

2008 

576.47 

438.20 

4.04 

1,776.24 

144.09 

0.06 

0.46 

3.52 

44.34 

2009 

196.90 

220.14 

1.00 

1,888.44 

4.35 

0.00 

0.00 

1.00 

15.15 

2010 

750.63 

416.38 

16.48 

1,770.21 

293.96 

0.29 

11.83 

4.36 

57.74 

Mean 

408.37 

303.95 

35.70 

1,865.23 

112.30 

0.29 

32.52 

2.90 

31.41 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table A3-4: Annual Water Balance Components for Shekhawati Basin, mm 


Year 

PCP 

ET 

WYLD 

PET 

PERC 

SURQ 

GW_Q 

LAT_Q 

Sub-surface 

percolation 

1973 

428.02 

299.26 

55.06 

1,812.80 

95.74 

29.18 

19.59 

6.29 

76.15 

1974 

537.35 

282.83 

120.64 

1,844.57 

201.89 

34.02 

77.68 

8.94 

124.21 

1975 

855.31 

372.84 

269.59 

1,753.82 

360.86 

95.47 

162.50 

11.61 

198.36 

1976 

559.75 

379.34 

131.42 

1,650.64 

138.69 

73.72 

51.01 

6.69 

87.68 

1977 

895.00 

406.57 

338.39 

1,662.32 

251.37 

229.50 

98.60 

10.29 

152.77 

1978 

621.97 

351.43 

162.11 

1,745.49 

181.53 

88.16 

65.86 

8.09 

115.67 

1979 

312.79 

266.35 

28.49 

1,816.04 

51.25 

5.73 

18.77 

3.99 

32.48 

1980 

507.44 

313.04 

87.43 

1,830.99 

134.44 

40.50 

41.06 

5.87 

93.38 

1981 

408.14 

290.84 

36.96 

1,820.02 

115.79 

16.66 

14.46 

5.84 

101.33 

1982 

447.22 

404.56 

11.10 

1,749.64 

38.32 

3.22 

3.10 

4.78 

35.22 

1983 

734.68 

464.58 

89.85 

1,704.24 

220.77 

44.06 

36.87 

8.92 

183.90 

1984 

222.91 

205.78 

6.65 

1,822.83 

38.45 

1.58 

1.70 

3.37 

36.75 

1985 

471.80 

322.35 

35.33 

1,847.02 

99.20 

28.17 

0.46 

6.70 

98.74 

1986 

342.58 

307.94 

9.43 

1,793.44 

43.78 

4.34 

0.15 

4.95 

43.63 

1987 

195.80 

207.51 

2.24 

1,867.02 

3.05 

0.01 

0.00 

2.22 

3.05 

1988 

535.24 

351.51 

64.21 

1,784.05 

107.09 

55.83 

0.00 

8.38 

107.09 

1989 

256.48 

236.21 

4.12 

1,809.51 

32.79 

0.79 

0.19 

3.14 

32.60 

1990 

369.28 

335.99 

8.91 

1,740.97 

25.93 

5.00 

0.09 

3.83 

25.84 

1991 

326.95 

235.20 

18.07 

1,822.68 

77.78 

12.31 

1.57 

4.18 

76.21 

1992 

503.46 

328.99 

30.03 

1,775.39 

148.34 

20.31 

2.10 

7.61 

146.24 

1993 

548.57 

352.39 

75.01 

1,797.54 

132.02 

67.09 

0.45 

7.48 

131.57 

1994 

506.44 

370.21 

45.58 

1,749.96 

97.10 

37.96 

0.65 

6.95 

96.45 

1995 

664.50 

318.15 

157.84 

1,789.57 

200.83 

141.66 

7.57 

8.61 

193.26 

1996 

818.42 

422.51 

203.93 

1,746.27 

232.45 

160.26 

33.12 

10.55 

199.33 

1997 

599.50 

436.81 

48.38 

1,712.22 

111.85 

34.61 

7.15 

6.61 

104.70 

1998 

417.39 

352.67 

16.67 

1,782.79 

66.03 

9.17 

3.19 

4.31 

62.84 

1999 

320.28 

283.19 

10.57 

1,837.00 

42.52 

6.12 

0.63 

3.82 

41.89 

2000 

319.17 

259.18 

9.64 

1,862.78 

56.32 

3.85 

2.11 

3.68 

54.21 

2001 

461.66 

383.17 

27.97 

1,750.47 

61.45 

20.95 

2.23 

4.79 

59.22 

2002 

191.32 

201.43 

1.84 

1,852.89 

1.78 

0.03 

0.00 

1.81 

1.78 

2003 

517.71 

351.01 

50.03 

1,737.78 

112.54 

42.37 

0.39 

7.27 

112.15 

2004 

336.02 

264.98 

9.63 

1,843.72 

71.00 

4.44 

0.11 

5.08 

70.89 

2005 

475.47 

332.29 

39.92 

1,763.73 

104.06 

32.06 

0.16 

7.71 

103.90 

2006 

319.06 

276.00 

12.43 

1,762.34 

45.89 

7.74 

0.00 

4.69 

45.89 

2007 

443.45 

392.90 

12.71 

1,868.47 

38.73 

7.69 

0.00 

5.02 

38.73 

2008 

670.80 

473.45 

67.98 

1,699.82 

130.78 

59.24 

0.39 

8.34 

130.39 

2009 

294.45 

271.61 

11.35 

1,808.64 

29.77 

7.98 

0.00 

3.37 

29.77 

2010 

834.80 

399.81 

168.39 

1,704.41 

243.04 

152.21 

6.20 

9.98 

236.84 

Mean 

480.82 

329.08 

65.26 

1,782.21 

109.08 

41.68 

17.37 

6.20 

91.71 


Where, 

PCP: Rainfall 

PET: Potential evapotranspiration 

ET: Actual evapotranspiration 

PERC: Percolation (Shallow+Deep) 

SURQ: Direct Surface Runoff 

GW_Q: Baseflow 

WYLD: Total Water yield (SURQ + GW_Q + Lateral Flow) 

LAT_Q : Lateral flow 

Sub-surface percolation =PERC - GW_Q 
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Table A3-5: Mean Monthly Water Balance Components for Shekhawati Basin, mm 


Month 

Rainfall 

Water Yield 
(% Rainfall 
Contribution) 

Evapotranspi ration 

Sub-surface 

percolation 

Dohan Sub-basin 

Jan 

21.51 

1.87 (8.70) 

12.69 

3.45 

Feb 

25.07 

5.38 (21.50) 

16.31 

2.96 

Mar 

18.18 

4.74 (26.10) 

20.54 

1.56 

Apr 

5.72 

0.24 (4.20) 

18.63 

0.02 

May 

22.47 

0.30 (1.30) 

20.29 

0.54 

Jun 

65.48 

6.69 (10.20) 

32.27 

8.27 

Jul 

164.3 

25.31 (15.40) 

63.97 

42.53 

Aug 

158.85 

46.49 (29.30) 

72.02 

40.31 

Sep 

68.77 

21.64 (31.50) 

52.77 

8.26 

Oct 

21.38 

3.95 (18.50) 

27.51 

2.05 

Nov 

6.25 

0.30 (4.80) 

12.22 

0.53 

Dec 

14.11 

0.39 (2.80) 

10.77 

3.19 

Kantli Sub-basin 

Jan 

7.53 

0.08 (1.06) 

6.72 

0.02 

Feb 

11.02 

0.15 (1.36) 

11.26 

0.16 

Mar 

6.93 

0.10 (1.44) 

13.36 

0.01 

Apr 

4.66 

0.05 (1.07) 

23.98 

0.00 

May 

21.36 

0.22 (1.03) 

21.62 

0.20 

Jun 

66.16 

2.81 (4.25) 

36.83 

6.99 

Jul 

175.51 

10.49 (5.98) 

70.92 

50.39 

Aug 

145.09 

13.63 (9.39) 

79.21 

53.24 

Sep 

58.94 

4.29 (7.28) 

54.59 

16.00 

Oct 

10.63 

0.38 (3.57) 

21.61 

0.95 

Nov 

2.12 

0.06 (2.83) 

7.37 

0.00 

Dec 

3.46 

0.10 (2.89) 

4.75 

0.10 

Mendha Sub-basin 

Jan 

3.97 

0.02 (0.50) 

5.16 

0.02 

Feb 

7.83 

0.04 (0.51) 

7.66 

0.07 

Mar 

4.13 

0.02 (0.48) 

10.48 

0.02 

Apr 

6.15 

0.03 (0.49) 

14.15 

0.17 

May 

17.21 

0.11 (0.64) 

16.74 

0.76 

Jun 

47.97 

0.60 (1.25) 

32.49 

4.08 

Jul 

151.65 

15.88 (10.47) 

70.57 

36.99 

Aug 

108.77 

12.50 (11.49) 

71.84 

29.54 

Sep 

46.09 

5.93 (12.87) 

46.84 

7.51 

Oct 

9.11 

0.48 (5.27) 

17.06 

0.61 

Nov 

3.16 

0.06 (1.90) 

6.92 

0.00 

Dec 

2.34 

0.02 (0.85) 

4.05 

0.02 

Shekhawati Basin 

Jan 

12.17 

0.07(1.11) 

6.22 

0.08 
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Month 

Rainfall 

Water Yield 
(% Rainfall 
Contribution) 

Evapotranspi ration 

Sub-surface 

percolation 

Feb 

15.29 

0.90 (7.40) 

8.70 

1.55 

Mar 

10.38 

2.20 (14.40) 

11.60 

1.42 

Apr 

5.79 

1.93 (18.60) 

14.76 

0.86 

May 

19.02 

0.10 (1.70) 

17.22 

0.09 

Jun 

54.62 

0.18 (0.90) 

18.31 

0.58 

Jul 

154.22 

2.94 (5.40) 

32.39 

5.46 

Aug 

128.14 

17.75 (11.50) 

67.21 

37.97 

Sep 

54.36 

25.40 (19.80) 

72.04 

33.34 

Oct 

14.02 

11.68 (21.50) 

49.27 

7.55 

Nov 

4.99 

1.74 (12.40) 

21.25 

1.20 

Dec 

7.82 

0.18 (3.60) 

9.30 

0.33 
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1. Introduction 

1.1 General 

Ruparail Basin is located in the north-eastern part of the State and covers an area 
of about 4,034 km 2 in Rajasthan, mainly in Alwar and Bharatpur Districts. The 
general layout of Ruparail Basin is shown in Drawing RUP-GEN-001 (in 
Volume 3 a). 

Ruparail River, also known as Barah, descends in the Udainath hills of 
Thanagazi Reserved Forest (RF) in Alwar District. In the upper reaches, it 
traverses through the hills and then through plains, nearly up to Kusalpur 
(27°25':76°32"). The river has a total length of about 104 kms. 

The basin contains several drainage systems that may be generally grouped in 
the following major systems: 

• A Northern Group that comprises an eastern sub-system which starts in a 
southerly direction along the upper eastern valley and a western sub-system 
that descends in a northern group of Udainath hills and flows in a south¬ 
easterly direction. Both sub-systems veer in a nearly U-turn to move in a 
north-eastern direction ultimately entering the Haryana State. 

• A southern fan of drains descending in a southern part of Udainath hills, 
which form the Ruparail River, that flows generally in an easterly direction 
and eventually disappearing in the Alluvial plains up to the State’s boundary 
with Uttar Pradesh. 

A number of smaller order tributaries, namely, the Narainpur, Golari, Sukri, 
Shanganga and Nalakroti, also originate from the Udainath hills of Alwar 
District. 

Ruparail Basin falls in two districts of Rajasthan, Alwar (67.1%) and Bharatpur 
(32.9%). The details of districts and blocks falling under Ruparail Basin is 
presented in Table 1.1-1. The administrative unit setup of Ruparail Basin is 
shown in Drawing RUP-GEN-002 (in Volume 3a). 


Table 1.1-1: Districts and Blocks falling under Ruparail Basin 


District 

Block 

Area within 
Basin, 

Km 2 

Total Block 
Area, Km 2 

Percentage of 
Block Area,% 

Percentage of 
Basin Area, % 

Alwar 

Bansur 

38.28 

682.18 

5.61 

0.95 

Kishangarh Bas 

325.96 

526.75 

61.88 

8.08 

Lachhmangarh 

170.50 

605.11 

28.18 

4.23 

Mandawar 

5.33 

573.64 

0.93 

0.13 

Rajgarh 

220.25 

768.03 

28.68 

5.46 

Ramgarh 

603.21 

613.15 

98.38 

14.95 

Reni 

22.39 

390.56 

5.73 

0.56 

Thanagazi 

185.91 

836.99 

22.21 

4.61 

Tijara 

138.27 

687.79 

20.10 

3.43 

Umren 

995.30 

1,037.95 

95.89 

24.67 

District Summary 

2,705.41 



67.07 

Bharatpur 

Deeg 

300.48 

496.69 

60.50 

7.45 

Kaman 

574.26 

574.26 

100.00 

14.24 
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District 

Block 

Area within 
Basin, 

Km 2 

Total Block 
Area, Km 2 

Percentage of 
Block Area,% 

Percentage of 
Basin Area, % 

Bharatpur 

Pahari 

453.52 

656.18 

69.11 

11.24 

District Summary 

1,328.26 



32.93 

Basin Summary 

4,033.66 



100.00 


There are 13 blocks, which falls in Ruparail Basin. It is evident from Table 1.1-1 
that Umren Block has maximum percentage of basin area, 24.7%, while 
Mandawar has minimum percentage of area 0.1%, within basin. Kaman is the 
only block, which falls fully inside basin while rest are partially falls in the 
basin. 

1.2 Climatic Characteristics 

Weather statistics for Ruparail Basin were analysed based on 20 years (1990- 
2009) monthly IMD weather data, presented in Table 1.2-1. 

The statistical values presented in Table 1.2-1 are the values which varies 
spatially over the region i.e. they signify the spatial variation of a weather 
parameter over the basin. 


Table 1.2-1: Weather Parameter Statistics for Ruparail Basin 


Weather Parameter 

Minimum 

Maximum 

Mean 

Standard 

Deviation 

Coefficient 
of Variation 

Mean Maximum Temperature, °C 

32.90 

33.35 

33.10 

0.09 

0.00 

Highest Maximum Temperature, °C 

45.59 

46.31 

45.94 

0.15 

0.00 

Mean Minimum Temperature, °C 

18.79 

19.21 

19.02 

0.09 

0.00 

Lowest Minimum Temperature, °C 

2.51 

3.43 

3.02 

0.20 

0.07 

Annual Rainfall, mm 

502.80 

718.50 

626.10 

31.50 

0.05 

Monsoon Months Rainfall, mm 

444.40 

637.00 

555.00 

28.00 

0.05 

Rainy Days, Days/Year 

28.00 

36.00 

32.00 

1.60 

0.05 

Wind Speed, Km/hr 

4.62 

5.47 

4.84 

0.19 

0.04 

Sunshine Hours, hr/day 

7.93 

7.97 

7.95 

0.01 

0.00 

Relative Humidity, % 

50.08 

52.87 

51.50 

0.60 

0.01 

Annual Evaporation, cm 

214.01 

220.31 

216.14 

1.53 

0.01 


Source: IMD monthly dataset (1990-2009); Rainfall statistics based on IMD,RD and WRD dataset (1957-2010) 


The following paragraphs give brief descriptions for temperature, rainfall, wind 
speed, relative humidity, sunshine hours and evaporation statistics of Ruparail 
Basin. 

1.2.1 Temperature Statistics 

Maximum Temperature 

Mean maximum temperature in Ruparail Basin varies spatially within a range of 
32.9°C-33.35°C with a mean value of 33.1°C. Its spatial variation across the 
basin is shown in Drawing No. RUP-CLM-001 (in Volume 3a). 

Highest Maximum Temperature 

Highest maximum temperature in the basin varies spatially within a range of 
45.59°C-46.31°C with a mean value of 45.94°C. Its spatial variation across the 
basin is shown in Drawing No. RUP-CLM-002 (in Volume 3a). 
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Minimum Temperature 

The Mean minimum temperature in Ruparail Basin varies spatially within range 
of 18.79°C-19.21°C with a mean value of 19.02°C. Its spatial variation across 
the basin is shown in Drawing No. RUP-CLM-003 (in Volume 3a). 

Lowest Minimum Temperature 

Lowest minimum temperature in Ruparail Basin varies spatially within a range 
of 2.51°C-3.43°C with a mean value of 3.02°C. Its spatial variation across the 
basin is shown in RUP-CLM-004 (in Volume 3a). 

1.2.2 Rainfall 

Annual Rainfall 

The annual rainfall in Ruparail Basin ranges from 502.80 mm to 718.50 mm, 
spatially distributed as shown in RUP-CLM-005 (in Volume 3a). The mean 
annual rainfall is 626.10 mm having a coefficient of variation of 0.05. 

Monsoon Rainfall 

Monsoon months rainfall (Jun-Jul-Aug-Sept) ranges 444.40-637.00 mm 
spatially with a mean value of 555 mm and a coefficient of variation of 0.05. Its 
spatial variation across the basin is shown in Drawing No. RUP-CLM-006 (in 
Volume 3 a). 

Rainy Days 

The mean annual number of rainy days in Ruparail Basin is 32 days with a 
spatial range of 28-36 days. Its spatial variation across the basin is shown in 
Drawing No. RUP-CLM-007 (in Volume 3a). 

1.2.3 Wind Speed 

The mean annual daily wind speed in Ruparail Basin varies spatially within a 
range of 4.62-5.47 km/hr with a mean value of 4.84 km/hr and a coefficient of 
variation of 0.04. Its spatial variation is shown in Drawing No. RUP-CLM-008 
(in Volume 3 a). 

1.2.4 Sunshine Hours 

The mean daily Sunshine hours in Ruparail Basin are 7.95 hours/day and varies 
between 7.93-7.97 hours/day. The spatial variation of Sunshine hours across the 
basin is shown in Drawing No. RUP-CLM-009 (in Volume 3a). 

1.2.5 Relative Humidity 

The mean annual daily relative humidity in Ruparail Basin is 51.5% with a 
spatial range of 50.08-52.87% as shown in Drawing No. RUP-CLM-010 (in 
Volume 3 a). 

1.2.6 Evaporation 

The mean annual evaporation in Ruparail Basin is 216.14 cm with a spatial 
variation of 214.01-220.31 cm. The spatial variation of annual evaporation 
across the basin is shown in Drawing No. RUP-CLM-011 (in Volume 3a). 
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2. Surface Water 

2.1 Hydrological Modelling of Ruparail Basin 

2.1.1 Overview 

SWAT (Soil and Water Assessment Tool) is a hydrological model to assess the 
monthly and annual surface water potentials of the Ruparail Basin. A brief 
description of the SWAT hydrological model is given in Annex SW-l(a) of 
Main Report. 

2.1.2 Development of Hydrologic Model for Ruparail Basin 

Mapping of a basin on to the SWAT hydrological model involves an elaborate 
procedure. The following paragraphs briefly describe the methodology used for 
mapping. 

Development of SWAT hydrological modelling involves several steps which are 
mentioned below. 

Input data required for modelling 

• Digital Elevation Model (DEM) - Grid (raster) 

• Landuse - Grid (raster) or Shape (vector) 

• Soil - Grid (raster) or Shape (vector) 

• Meteorological data with location 

• Optional 

• Mask 

• Drainage for burn 

• Outlet locations 

• Reservoir/River gauge locations 

Key procedures necessary for development of model 

• Delineate the watershed for modelling 

• Define land use and soil data grids 

• Determine the distribution of HRU’s (Hydrological Response Units) based 
on the DEM, land use and soil data. 

• Define rainfall, temperature and weather data 

• Write the SWAT input files- requires access to data on soil, weather, land 
cover, plant growth, etc. 

• Edit the input files - if necessary 

• Setup and run SWAT - requires information on simulation period, PET 
estimation method and other options 

• Calibration of model with available observed data 

Descriptive technical, theoretical, interface and input/output SWAT model 
documentation is attached as soft copy for reference in Annex SW-l(b) of Main 
Report. 

2.1.3 Basin Delineation 

A digital elevation model (DEM) from the SRTM was used for basin delineation 
and is shown in Figure 2.1-1. Enlarged map of DEM is presented in Drawing 
RUP-SW-001 (in Volume 3a). 
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A watershed is the upslope area that contributes flow to a common outlet as 
concentrated drainage. The boundaries between watersheds are termed drainage 
divides. The outlet is the point on the surface at which water flows out of an 
area. It is the lowest point along the boundary of a watershed. 

Watersheds are delineated from SRTM DEM by computing the flow direction of 
each cell in the raster. The model identifies the ridge lines between the Basins 
using elevation values from raster data (SRTM DEM) and creates the basin 
boundary. Outlet points are then defined which may be features, such as dams or 
stream gauges or any other outlet point for which contributing area has to be 
determined. Here Ruparail Basin was delineated considering outlet points 
outside Rajasthan also, so as to cover complete area within Rajasthan. 

The topographic statistics of elevation of the Ruparail Basin are given in Table 
2 . 1 - 1 . 


Table 2.1-1: Elevation Summary of Ruparail Basin 


Parameter 

Elevation 
(m amsl) 

District 

Block 

Longitude, Latitude 
(degree minutes seconds) 

Minimum Elevation 

163 

Bharatpur 

Kaman 

77°17'8.593"E 27°46'11.593"N 

Maximum Elevation 

716 

Alwar 

Thanagazi 

76°21'18.624"E 27°28'1.383"N 

Mean Elevation 

245 





Minimum elevation in Ruparail Basin is 163 m amsl, located in Kaman Block 
of Bharatpur District while Maximum elevation is 716 m amsl, located in 
Thanagazi Block of Alwar District. 


From Figure 2.1-1 it can be observed that Ruparail Basin is an east sloping basin 
where elevation gradually decreases from west to east direction. 

Figure 2.2-2 shows the delineated basin and drainage network using SRTM 
DEM. Total Ruparail Basin area delineated is 7,548.89 km 2 within which 
4,033.66 km 2 area is within Rajasthan. 
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Figure 2.1-1: Digital Elevation Model (Topography) of Ruparail Basin 


) N/ 



Sdurro . SRTM OEM, of$Om rssolutfon cxr cgiar.afg 

V 


Ruparail Basin 
Digital Elevation Mode! 
RAJASTHAN 


Legend 


Drainage Network 


Elevation (m, amsl) 

< 200 

■■i 201 -225 
■■ 220 - 250 
I I 251 - 275 

HHI 276 - 300 

■■ 301 - 400 

■■■ > 400 

Boundaries 

Block 

r 1 District 


2 Sub-basin 
] Basin in Rajasthan 
” Slate 





ia 30 


GOVERNMENT OF RAJASTHAN 

WATER RESOURCES PLANNING DEPARTMENT 
PLANNING OF WATER RESOURCES OF RAJASTHAN 


TAHAL Consulting Engineers Lrd. 


in association with 
WAPCOS and INRM Consultants Pvt. 


SCALE: 1:500,(MW 


DATE; August. 2013 


App. RUP-IN-24740-R13-073 July, 2014 

Surface and Ground Water Availability 
84 


































STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Figure 2.1-2: Drainage Network and Basin Delineation using DEM for Ruparail Basin 
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2.1.4 Micro-watershed Delineation 

Automatic delineation of micro-watersheds was done by using the SRTM DEM 
as input and using 500 ha as minimum stream threshold. The target outflow 
points were interactively selected so as to cover entire area of Ruparail Basin 
falling within Rajasthan State. 

There are 14 micro-water sheds delineated and demarcated in Ruparail Basin 
within Rajasthan boundary (see Figure 2.1-3), details of which are presented in 
Table 2.1-2. Enlarged map showing micro-watersheds is shown in Drawing No. 
SUK-SW-002 (in Volume 3a). 

Table 2.1-2: Micro-watershed Delineated in Ruparail Basin 


Micro¬ 

watershed 

Code 

Micro¬ 
watershed 
Area, km 2 

% of Basin 
Area 

001 

473.39 

11.74 

002 

366.61 

9.09 

003 

465.88 

11.55 

004 

180.12 

4.47 

005 

162.57 

4.03 

006 

365.15 

9.05 

007 

289.04 

7.17 

008 

261.38 

6.48 

009 

335.91 

8.33 

010 

66.46 

1.65 

Oil 

144.13 

3.57 

012 

440.49 

10.92 

013 

188.16 

4.66 

014 

294.37 

7.30 

Total 

4,033.66 

100.00 
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Figure 2.1-3: Micro-watershed Delineation using DEM for Ruparail Basin 
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2.1.5 Land Use/Land Cover Layer 

Land Use/Land Cover is another important segment of data that is required for 
pre-processing. The land use map from NRSC (2007-2008), has been used for 

the present study. Table 2.1-3 gives the land use categories and the area covered 
under each category of land use for the Ruparail Basin. 

The major part of the basin is under Rabi cropping land use (43.19%), Mustard 
and Bajra are the predominant crops where Mustard is major crop grown in Rabi 
season while Bajra is grown in Kharif season (Source: Agriculture Statistics 
Handbook, Government of Rajasthan, 2010). 


Table 2.1-3: Land Use Categories - Ruparail Basin 


Land Use 

Area 

(km 2 ) 

% of Basin 
Area 

Build up 

66.48 

1.65 

Kharif crop only 

143.55 

3.56 

Rabi crop only 

1,742.07 

43.19 

Zaid crop only 

0.43 

0.01 

Double / tripple cropping 

672.93 

16.68 

Current fallow 

359.17 

8.90 

Plantation/orchard 

1.09 

0.03 

Deciduous forest 

410.89 

10.19 

Scrub/Deg. forest 

396.54 

9.83 

Other wasteland 

154.50 

3.83 

Gullied 

62.44 

1.55 

Scrubland 

14.82 

0.37 

Water bodies 

8.74 

0.22 

Total 

4,033.65 

100.00 


Source: NRSC, 2007-2008 


Figure 2.1-4 shows the general land use of Ruparail Basin. Enlarged land use 
map of Ruparail Basin is shown in Drawing No. RUP-LU-001 (in Volume 3a). 
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Figure 2.1-4: Landuse Map of Ruparail Basin 
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2.1.6 Soil Layer 

Information on the soil profile is also required for simulating the hydrological 
character of the basin. Soil map of Rajasthan has been used for the modelling 
which is shown in Figure 2.1-5. Enlarged soil map of Ruparail Basin is shown in 
Drawing No. RUP-S0-001 (in Volume 3a). 

The soil in the Ruparail Basin is predominantly Clay. Table 2.1-4 shows the area 
under each of the soil texture class found in the Ruparail Basin. 


Table 2.1-4: Soil Texture - Ruparail Basin 


Soil Texture 

Area 

(km 2 ) 

Percentage 
of Basin 
Area, % 

Clay 

1,939.76 

48.09 

Loam 

790.27 

19.59 

Loamy Sand 

245.06 

6.08 

Sand 

551.69 

13.68 

Sandy Clay Loam 

377.94 

9.37 

Sandy Loam 

84.83 

2.10 

Silt Loam 

44.11 

1.09 

Total 

4,033.66 

100.00 


Source: SRSAC, DST, Jodhpur 
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Figure 2.1-5: Soil Map of Ruparail Basin 
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2.1.7 Meteorological Data 

The daily rainfall data belonging to IMD, Revenue Department and Water 
Resources Department of Rajasthan has been used. Maximum and Minimum 
temperature data at a resolution of 1° X 1° latitude by longitude grid points (1 grid 
location) from IMD has been used. 

(The Grid point nomenclature adopted by IMD was done by combining 
Longitude and Latitude in decimal degrees to form a code e.g. grid location code 
"755275" signifies 75.5 degree longitude and 27.5 degree latitude). 

Major weather parameters which influence the hydrology of a catchment are 
rainfall and temperature for which daily observed data have been used, while for 
other weather parameters like solar radiation, wind speed and relative humidity 
(which have less significant effect on hydrology) long term daily statistics have 
been used to derive daily values. These weather parameters have small variation 
over the time and can be derived using continuity equations. 

SWAT uses weather generator model for generating values based on long term 
daily statistics for a particular day. 

Solar radiation is generated from a normal distribution. A continuity equation is 
incorporated into the generator to account for radiation variations caused by dry 
vs. rainy conditions. Solar radiation is adjusted downward when simulating 
rainy conditions and upwards when simulating dry conditions. The adjustments 
are made so that the long-term generated values for the average monthly solar 
radiation agree with the input averages. 

Generated wind speed: A modified exponential equation is used to generate 
daily mean wind speed given the mean monthly wind speed. 

Generated Relative humidity: The relative humidity model uses a triangular 
distribution to simulate the daily average relative humidity from the monthly 
average. As with temperature and radiation, the mean daily relative humidity is 
adjusted to account for wet- and dry-day effects. 

The meteorological data locations map is shown in Figure 2.1-6. 

The meteorological data location details are presented in Annex SW-3 of Main 
Report. 
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Figure 2.1-6: Meteorological Data Locations Map of Ruparail Basin 
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2.1.8 Existing Major / Medium Projects 

There are one major and one medium, existing in the Ruparail Basin. Table 2.1-5 
gives the details of the existing projects in the Ruparail Basin. 


Table 2.1-5: Project Details - Ruparail Basin 


S.No. 

Name 

Type 

Live 

Storage, 

Mm 3 

Gross 

Storage, 

Mm 3 

Data 

Availability 

Remarks 

Catchment 
Area, km 2 

1 

Jai Samand 

Medium 

24.92 

26.96 

1996 - 2010 

Monsoon months 
Gauge-Capacity data 

163.69 

2 

Sikri Bund 

Major 

Diversion Tank 

- 

- 

982.70 


Source: WRD, GoR 

Other salient features of dams located in Ruparail Basin is presented in Annex 
SW-2(a) of Main Report. The monsoon months gauge-capacity data of 
Jaisamand dam is presented in Annex RUP-1. 

2.1.9 River Gauge & Discharge (G&D) Data in Ruparail Basin 

There is no river gauge stations present in Ruparail Basin. 

2.1.10 Other Model Inputs 

District agriculture statistics from 1967-2007 (extended to 2011 from Agricop) 
has been used to derive District wise cropping area, production, irrigation by 
source (canal, tank, well etc), fertilizer and pesticide use per hectare. Cropping 
pattern and crop management practices are used from agriculture contingency 
plans (http://agricoop.nic.in/acp.html) and Agriculture Statistics Handbook, 
Government of Rajasthan, 2010. These data were later transferred to micro¬ 
watersheds (hydrological modelling unit) using GIS overlay techniques. 

The general cropping pattern adopted in the region is Bajra in Kharif and 
Mustard in Rabi season (Source: Agriculture Statistics Handbook, Government 
of Rajasthan, 2010). 

2.2 Model Calibration and Performance 

Calibration is an effort to better parameterize a model to a given set of local 
conditions, thereby reducing the prediction uncertainty. 

Model calibration is performed by carefully selecting values for model input 
(within their respective uncertainty ranges) by comparing model predictions 
(output) for a given set of assumed conditions with observed data for the same 
conditions. Figure 2.2-1 shows calibrations location map of Ruparail Basin. The 
model is calibrated using observed data at reservoir site, Jaisamand Bund. 
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Figure 2.2-1: Calibration Locations Map of Ruparail Basin 
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2.2.1 SWAT Model Calibration 

SWAT model uses water balance equation as a driving force behind everything 
that happens in the watershed on a daily basis. The USDA SCS runoff curve 
number is used to estimate surface runoff from daily rainfall. An improved 
dynamic curve number method is used which automatically adjusts the curve 
number on the basis of the moisture conditions prevailing in the watershed. 

Auto calibration techniques have been adopted using SWAT CUP which 
provides the essential information like sensitive parameters, range or value that 
has to be applied to various parameters to arrive at optimum parameter values. 

This study used the built in interfaces of these tools in SWAT model to identify 
important hydrological controlling parameters, optimize them and test the 
calibrated model using various performance indices and input data sets. 

After running auto calibration process, the application provides sensitive 
parameters which are controlling the hydrological processes and are mentioned 
in Table 2.2-1. 

Table 2.2-1: Sensitive Parameters Controlling the Hydrological Processes 


Parameter 

Description (Class) 

Units 

CN2 

Curve number (Management operations) 

- 

GW_DELAY 

Groundwater delay (Groundwater) 

Days 

GWQMN 

Threshold depth of water in shallow aquifer required for 
return flow to occur (Groundwater) 

mm 

GW_REVAP 

Groundwater revap coefficient (Groundwater) 

- 

RCHRG_DP 

Deep aquifer percolation coefficient (Groundwater) 

- 

ESCO 

Soil evaporation compensation factor 
(Evapotranspiration) 

- 

SOL_AWC 

Soil available water content (Soil) 

mm Water/mm soil 

SOL_K 

Soil permeability (Soil) 

mm/hr 

SHALLST 

Initial Depth of water in shallow aquifer 

mm 


These parameters broadly fall under two categories 


• General Parameters: Values of these are applied to entire basin which 
includes Groundwater delay, deep aquifer percolation factor and ESCO. 

• Catchment Specific Parameter: Values of these parameters are area specific, 
which include soil parameters like soil permeability, available moisture 
content and management parameters like CN, irrigation sources etc. 

Soil in the Ruparail Basin is predominantly Sandy Loam. After various 
simulation and parameter calibrations, it was found that groundwater parameters 
were most sensitive in this region. 

Generally, the model takes default values as per input data provided (land use, 
soil profile, DEM, reservoir details etc). The model is then made to run with 
default values, and then compared with observed data. After such comparison 
and looking at the flow regime of observed and simulated values, sensitive 
parameters were adjusted and series of test runs were carried out to reach the 
optimum parameter values. 

There is a large number of parameters which operate during simulation. Out of 
them, some major parameters that were adjusted during calibration and their 
respective values are presented in Table 2.2-2. 
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Table 2.2-2 Major Parameters Adjusted during Calibration 


Parameter 

Unit 

Value 

Range 

GW delay 

Days 

3.000 

1-500 

RCHRG_DP 

- 

0.330 

0-1 

ESCO 

- 

0.550 

0-1 

GWQMN 

mm 

3800.000 

0-5000 

GW_REVAP 

- 

0.002 

0.002-0.2 

SHALLST 

mm 

5000.000 

0-50000 

IRRSC 


Reservoir, Shallow aquifer 



There is one medium dam, Jaisamand Bund, where calibration has been 
performed for Ruparail Basin. Data used for calibration location is presented in 
Annex RUP-1 while calibration location is shown in Figure 2.2-1. 

2.2.2 Model Performance 

There are three main parameters that are used for evaluating a hydrological 
model performance viz. Nash-Sutcliffe model efficiency coefficient (NSE), 
RSR, and co-efficient of determination (R 2 ). 

The range of these parameters are presented in Table 2.2-3. 

Table 2.2-3: Model Performance Parameters 


Performance 

Nash-Sutcliffe 
Efficiency 
Coefficient (NSE) 

RSR 

Coefficient of 
Determination 
(R 2 ) 

Satisfactory 

0.50 =< NSE < 0.65 

0.60 < RSR < 0.70 

0.50 =< R 2 =< 0.65 

Good 

0.65 < NSE < 0.75 

0.50 < RSR < 0.60 

0.65 < R 2 < 0.75 

Very Good 

0.75 < NSE <1.00 

0.00 < RSR < 0.50 

0.75 < R 2 < 1.00 

Unsatisfactory 

NSE<0.50 

RSR > 0.70 

R 2 <0.50 


Detailed description of these model performance parameters is presented in 
Annex SW-l(c) of Main report. 

Jaisamand Bund 

Model performance at Jaisamand Bund is presented in Table 2.2-4. 

Figure 2.2-2 shows the match between observed and simulated reservoir 
capacities at Jaisamand Bund. 


Table 2.2-4: Calibration Site Details and Comparison Summary 


Calibration 

Location 

Catchment Area 
(km 2 ) 

Mean simulated 
capacity (Mean 
Observed Capacity), 
Mm 3 

Coefficient of 
Determination, 

R 2 

Nash- 

Sutcliffe 

model 

efficiency 

coefficient 

RSR 

Starting 
Year of 
Calibration 

Ending 
Year of 
Calibration 

Jaisamand 

Bund 

180.10 

9.70(8.00) 

0.65 

0.34 

0.80 

1996 

2006 


As it is evident from Figure 2.2-2 and Table 2.2-4, that NSE and RSR falls in 
unsatisfactory range while R 2 is satisfactory. The match between observed and 
simulated values are satisfactory in terms of R 2 (0.65) and mean monthly 
capacity where mean observed capacity at Jaisamand Bund is 8.0 Mm 3 while 
simulated capacity is 9.7 Mm 3 for the period of calibration. 
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Simulated and Observed values during calibration period are presented in Annex 
RUP-1, Table Al-2. 

It is recommended that a river gauge site should be installed in Ruparail Basin 
and data must be observed at regular intervals so that basin can be further 
calibrated and refined as calibration on reservoir may have deficiencies in input 
data and other information related to volume of water spilled, water use, 
development in catchment etc. 

Figure 2.2-2: Comparison of Simulated Vs Observed Reservoir Capacities at Jaisamand Bund 



Time Series 


■ Observed ■ Simulated 
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2.2.3 The Hydrologic Simulation for Ruparail Basin 

The SWAT model was run with the observed rainfall (1957-2010) and 
temperature data (1973-2010) for Ruparail Basin and outputs were obtained for 
the common period of 1973 to 2010. The outputs provided by the model are very 
extensive, covering all the components of water balance spatially and 
temporally. The sub components of the water balance that are most significant 
and used for analyses, include: 

• Total flow (water yield) consisting of surface runoff, lateral and base flow. 

• Actual evapotranspiration (Actual ET). 

The outputs can be depicted in many ways depending on the focus and 
requirement of the user. These components are expressed in terms of total 
annual depth of water in mm over the total watershed area. In other words, the 
total water yield is the equivalent depth in mm, of flow past the outlet of the 
watershed on annual and mean monthly basis. Figure 2.2-3, Figure 2.2-4 and 
2.2-5 show the annual and mean monthly balance components for the Ruparail 
Basin. 

Temporal Distribution of Major Water Balance Components 

Figure 2.2-3 depicts the mean annual rainfall, water yield, evapotranspiration 
and sub-surface percolation for the entire Ruparail Basin. 

It is noteworthy here that SWAT gave an indication of the spatial and temporal 
variation of this percolation, with respect to properties of the overlaying soil 
cover. The percolation computed using SWAT model is the total percolation 
which also includes the abstractions being taken from the groundwater. 
Therefore, the net percolation which will reflect the groundwater fluctuations is 
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after incorporating the withdrawals/draft from the groundwater for various 
purposes. The another component namely deep percolation is used in the SWAT 
model to build the static groundwater table and this component is lost from the 
local water balance, although there is a provision to tap this water through tube 
wells if required. SWAT doesn't takes care of absolute groundwater table since 
it is not a groundwater model. 

There are 14 micro-watersheds delineated and demarcated in Ruparail Basin 
within Rajasthan boundary, yearly water balance components of which are 
presented as soft copy in Annex SW-4 of Main Report (as soft copy). 
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Figure 2.2-3: Simulated Annual Water Balance Components for Ruparail Basin 

1 400 -|-1-T-r-1-1-r-1- -I -t-1-1-t -r-1-1-r-1-n- t-1-1-t -r-1-1-r-1-1- t-1-1-t -r-1-1-r-1-1 


Rularail Basin - Yearly Water Balance 
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As shown in Figure 2.2-3, inter annual range of rainfall for the period of analysis 
from 1973 to 2010 was 280.14 to 1,185.94 mm, while inter annual range of 
water yield was 3.46 to 569.20 mm for the same period. This shows there is a 
great degree of fluctuations in the rainfall and runoff pattern in Ruparail Basin. 
The annual water balance component values are presented in Annex RUP-3, 
Table A3-1. 

Figure 2.2-4 depicts the long term mean monthly water balance components of 
rainfall, water yield and evapotranspiration and sub-surface percolation for 
Ruparail Basin. The mean monthly values are presented in Annex RUP-3, Table 
A3-2. It can be seen that the rainfall contribution to water yield and 
evapotranspiration is mainly in the months of June, July, August and September 
with a maximum in July and August while for other months the contribution is 
negligible. In July, about 17.50% of the rainfall is converted into water yield, 
while in September about 48.20% of the rainfall is converted into water yield. 
The remaining water may have been converted to groundwater storage, soil 
moisture build, and evapotranspiration etc. 

Figure 2.2-4: Simulated Mean Monthly Water Balance Components in Ruparail Basin 



Jan Feb Mar Apr May Jun Jul Aug Sep Oct Nov Dec 


■ Rainfall ■ Water Yield ■Evapotranspiration ■ Sub-surface percolation 
Virgin Water Yield 

True runoff, or Virgin water yield, is stream flow in its natural conditions, i.e. 
without the existence of any irrigation, municipal or industrial water supply 
developments (including impact of imported water, return flows and flow 
diversions). 

After calibration and validation of model at selected sites, the Virgin water yield 
were generated by switching off all the abstractions (Major, Medium, Minor 
dams along with other water harvesting structures) and removing all crop 
management options (controlled irrigation in terms of canals, Groundwater, etc). 
In Virgin flow scenario presented here, Kharif and Rabi crops are considered as 
rain fed with no external water supply. 

Mean Simulated Virgin water yield for Ruparail Basin within Rajasthan is 
641.38 Mm 3 (see Annex RUP-2, Table A2-1). 
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Virgin water yield series for micro-watersheds of Ruparail Basin are presented 
Annex SW-5 of Main Report (as soft copy). 

Flow Duration Curve 

Assessment of dependable lean season flows along with their distribution in time 
is essential for planning and development of water supply schemes. Model was 
calibrated/validated using all the interventions and crop management practices 
and flows in Virgin conditions (with no interventions or human activity) were 
generated. Flow dependability with respect to four levels of 25, 50, 75 and 90% 
dependability is shown Figure 2.2-5. 

Figure 2.2-5: Simulated Flow Duration Curve for Ruparail Basin 



Table 2.2-5 presents virgin water yield at different dependabilities for Ruparail 
Basin within Rajasthan boundary. 

Table 2.2-5: Virgin Water Yield at Four Dependability Levels - Ruparail Basin 


Dependability Level, 

% 

Water Yield, 

Mm 3 

25 

833.50 

50 

465.40 

75 

291.80 

90 

113.30 

Mean 

641.38 


Rainfall occurs mainly during the monsoon season in Ruparail Basin therefore 
major portion of stream flow will occur only during monsoon months. For 
Ruparail Basin at 50% dependability level, the water yield is 465.40 Mm 3 while 
at 90% it is 113.30 Mm 3 . 

Annual virgin water yields of Ruparail Basin for the period 1973-2010 are 
presented in Annex RUP-2, Table A2-1. 

There are 14 micro-watersheds delineated in Ruparail Basin within Rajasthan 
boundary, virgin water yield dependability of which are presented in Table 2.2- 
6 . 
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Table 2.2-6: Virgin Water Yield at Four Dependability Levels - Micro-watersheds of Ruparail 

Basin 


Micro¬ 

watershed 

Code 

Dependability Level, % 

Mean 

25 

50 

75 

90 

Water Yield, Mm 3 

1 

104.70 

56.20 

31.60 

3.70 

70.80 

2 

95.90 

60.60 

28.20 

0.80 

67.70 

3 

120.30 

62.50 

36.00 

19.10 

82.90 

4 

43.20 

22.80 

13.60 

5.50 

30.40 

5 

41.00 

18.70 

10.20 

0.90 

27.10 

6 

63.10 

32.30 

11.60 

0.10 

47.90 

7 

68.40 

35.60 

19.30 

10.60 

47.60 

8 

80.70 

47.90 

18.20 

7.80 

51.50 

9 

76.50 

44.80 

15.00 

1.80 

55.80 

10 

11.40 

6.60 

1.90 

0.30 

9.00 

11 

33.00 

19.50 

6.10 

1.00 

24.30 

12 

63.00 

26.90 

5.80 

0.30 

45.80 

13 

41.10 

21.40 

11.70 

2.80 

29.60 

14 

72.30 

33.30 

20.50 

4.10 

51.10 
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3. Imported Water 

Ruparail Basin shares out of the State water with Banganga Basin, imported by 
the Gurgaon Canal. For consistency, the scheme description is repeated here, 
except for the corresponding water share and use. 

3.1 General Layout 

The layout of the system through which water is being imported to the basin is 
shown in Surface water key map of Ruparail Basin (See Volume 4). 

3.2 Gurgaon Canal 

As part of its share in the Yamuna River, Rajasthan can receive at present up to 
77 Mm 3 /yr through the existing 64 kms long Gurgaon Canal and its Pahari 
Distributary, both part of an existing project designed to irrigate some 
47.0 kha in Bharatpur District. More details are given in Section 7 of the Main 
Report. 

3.3 Bharatpur Feeder 

An additional amount of up to 31 Mm 3 /yr is received by Rajasthan as part of its 
share in the Yamuna River via the existing 31 kms long Bharatpur Feeder, which 
branches out from the Agra Canal and commands an irrigable area of some 7.3 
kha. More details are given in Section 7 of the Main Report. Table 7.7-4 of the 
Main report shows the quantities of water received in Rajasthan from this source 
during the period 2005-2010. 

3.4 Summary 

As described in the Main Report Section 7.3, water delivery is limited to the 
monsoon months and shared by the participating States on basis of hydrological 
analysed mean flows at the source. 

As above, Rajasthan’s share is 9.3% (Table 7.3-2 of Main Report) of the mean 
flow and the stochastic dependability levels are: 

Mean: 100% 

25% dependability level: 119.5% 

50% dependability level: 96.3% 

75% dependability level: 81.9% 

90% dependability level: 60.0% 

The relevant mean quantities of water are given in Table 3.4-1. 

Table 3.4-1: Area Served by Imported SW in Ruparail Basin 


Serving Project 

District 

Name 

Block 

Name 

CCA, 

ha 

Mean 

Water 

Availability, 

Mm 3 /yr 

Gurgaon Canal 

Bharatpur 

Deeg 

15,071 

7.03 

Kaman 

23,704 

11.05 

Pahari 

721 

0.34 

Total in Ruparail Basin 

39,496 

18.42 
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Given the fact the these areas form the lower end of the systems make the 
dependability concept rather irrelevant, since it is not only the actual water 
availability at the source (where stochastic dependability levels do prevail) but 
relies also on the non-stochastic behaviour of the other upstream consumers. 
Omitting the last-named factor, the probability of water availability will be 
proportional according to the above-mentioned values. 

4. Groundwater 

4.1 Basic Characteristics 

4.1.1 Physiography 

The upper part of Ruparail Basin is covered by the Aravali hills, occurring in the 
form of small, low-lying hill ranges or as isolated hillocks, with their axes 
running mostly parallel to the regional, northeast - southwest, trend of Aravali 
hills. The maximum elevation of the hillock in the area is about 722 m amsl and 
minimum is about 455 m amsl at the northern extremity of the hill range in the 
Reserved Forests area near Bambora (27°48’:76°44’). 

4.1.2 Geomorphology 

Geomorphologically the basin comprises pediments, sandy plain and valley fills. 
Ruparail River and its tributaries have carved out a number of narrow to 
moderately broad valleys in its catchment. Pediplains exist side by side along the 
foot of these hills, in the form of gentle rocky slopes covered with soil or 
regolith and valley- fill deposits. East of the Aravali hills in the Alwar District is 
a large central plain, a gently sloping to undulating plain of about 250 to 300 m 
amsl elevation, dotted with isolated relict hills standing out as inselbergs or 
monadnocks. The plain is partly covered with fluvial sand, sand hummocks, and 
stabilised or shifting sand dunes. 

4.1.3 Geology 

The geological sequence of rock formations in the basin is given in Table 4.1-1. 

Table 4.1-1: Geological Sequence in the Ruparail Basin 


Era 

Age 

Super- 

Group 

Group 

Rock Formation 

Quaternary 

Sub-Recent to 
Recent 

- 

Alluvium 

Alluvial sand, clay, kankar with 
subordinate colluvial gravel, 
pebbles, cobbles, etc., and 
windblown sand or dune sand 

-x-x-x-Unconformity-x-x-x-x- 

Middle to Upper 
Proterozoic 

Upper 

Precambrian to 
Lower Cambrian 

Delhi 

Ajabgarh 

Phyllite & Schists, Quartzites 
and dolomites 

Alwar 

Quartzites, conglomerates, grits 
with subordinate shaley and 
calcareous bands, meta 
dolerites, epidiorites 

Raialo 

Limestones, dolomites, 
Sandstones/quartzites 


Source: Geological Survey of India (G.S.I) 
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Geologically, the basin comprises Quartzite and Phyllite & Schist rock 
formations that are overlain by Alluvium and wind blown sand deposits. Over 
one-half area of basin is occupied with alluvial deposit and remaining by pre- 
cambrian metamorphic rocks. A north-south extending ridge traverses the basin 
in its western part. The basin covers parts of the districts of Alwar and 
Bharatpur. 

4.1.4 Sub-Surface Hydrogeology 

The sub-surface hydrogeology has been studied with the help of two 
hydrogeological cross-section along A-A' and B-B'. These cross-section have 
been prepared on the basis of exploratory tube wells and piezometers drilled by 
CGWB and RGWD. The cross-section lines and their respective alignment has 
been shown in Figure 4.1-1. The sub-surface hydrogeology is based on these 
cross-sections. 

• A-A' along Alwar-Malakhera 

• B-B' along Dauli-Indroli 

Hydrogeological Cross-Section A-A' Ruparail Basin 

The cross-section A-A' (see Figure 4.1-1 and Figure 4.1-2) of Ruparail Basin has 
been drawn from Alwar village to Malakhera village in south-western part of the 
basin, the total length of the cross-section is 22 km. The ground level elevation 
ranges from RL 262.96 m (Roopwas) to RL 308 m (Alwar) amsl. It is revealed 
from the cross-section that western part of the basin is occupied by Older 
Alluvium of Quaternary age comprising fine to coarse-grained sand along with 
clay and kankar upto 50 to 68 m bgl. Alluvium contains comparatively well 
sorted sediments around Alwar in north-western part of the basin and has 
maximum thickness of 68 m bgl. The cross-section depicts that Quartzite of 
Delhi Super Group forms the bed-rock in south-western part (Roopwas and 
Malakhera villages), at a depth of 60 to 75 m bgl. The saturated thickness of 
Alluvium ranges from 20 m (Alwar) to 45 m (Roopawas) bgl. The water level in 
Roopawas village is 18 m bgl while in Alwar and Malakhera village it is 39 m 
and 50 m respectively bgl. 

Hydrogeological Cross-Section B-B' Ruparail Basin 

The cross- section B-B' (see Figure 4.1-3) of Ruparail Basin has been drawn 
from Daub village to Indroli village in eastern part of the basin. The total length 
of the cross-section is 53 kms. The ground level elevation ranges from RL 188.6 
m (Indroli Village) to RL 235 m (Dauli Village) amsl. The Cross-section reveals 
that whole cross- sectional area is occupied by Older Alluvium of quaternary age 
comprising fine to coarse grained Sand with Clay and Kankar. Alluvium 
contains comparatively well sorted sediments along Alawada and Dauli village 
in central part of the basin and western part of the cross sectional area. The 
maximum thickness of Alluvium is 125 m (Indroli) in eastern part of the basin. 
The cross section depicts that Quartzite of Delhi Super Group forms the bed rock 
with depth of encounter ranging from 87 m to 125 m bgl. 
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Figure 4.1-1: Hydrogeological Cross Section Line of Ruparail Basin 
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Figure 4.1-2: Hydrogeological Cross Section of Ruparail Basin A-A' 



Source: CGWB and RGWD 
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Figure 4.1-3: Hydrogeological Cross Section of Ruparail Basin B-B' 



Source: CGWB and RGWD 
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Aquifer Units 
Description 

The main aquifer units occupying the basin are Older Alluvium, Quartzite, 
Limestone, Slate and Phyllite & Schist. The area occupied by different units is 
given in Table 4.2-1. 

Table 4.2-1: Aquifer Units with Occupied Area in Ruparail Basin 


Basin 

Hydrogeological Unit 

Area, km 2 

Ruparail 

Limestone 

167.46 

Older Alluvium 

2,992.42 

Phyllite & Schist 

34.72 

Quartzite 

770.83 

Slate 

68.23 

Total 


4,033.66 


Source: CGWB & RGWD 


A major part of the basin is occupied by Older Alluvium with an area of 
2,992.42 km . It comprises sediments of Aeolian and Fluvial origin and 
constitutes sand and gravels with varying amount of Clay and Kankars. The 
Quartzites and Limestone occupy an area of 770.83 km 2 and 167.46 km 2 
respectively and occur in patches in the central and south-western part of the 
basin. These formations belong to Alwar and Ajabgarh group of Delhi Super- 
Group and are found around Umren, Kishangarh Bas and Thanagazi Blocks of 
Alwar District. Slates occupy an area of 68.23 km 2 . 

The aquifer map (hydrogeological unit map) of the basin is presented in 
Drawing No. RUP-GW-001 (in Volume 3a). The hydrogeological characteristics 
of the basin are shown in Table 4.2-2. 

4.2.2 Aquifer Characteristics 

The hydrogeological characteristics of the various rock units existing in the 
basin area have been summarised in Table 4.2.2. As indicated in the table there 
are mainly 3 aquifers existing in the area viz. Older Alluvium, Limestone and 
Quartzites. 

The aquifer depth in Older Alluvium formation ranges from a minimum of 
12.80 m bgl at village Jajore to a maximum of 199.90 m bgl at village Roopwas 
with an average of 79.02 m bgl. In Limestone aquifer the minimum depth of 
70.00 m bgl was observed at village Dhamred to a maximum of 101.00 m bgl at 
village Kushalgarh with an average of 80.67 m bgl, whereas in Quartzite 
formation the minimum depth of 50.00 m bgl was observed at village Rajgarh to 
a maximum of 202.70 m bgl at village Thanagazi with an average of 105.31 m 
bgl. 

The static water level in Older Alluvium aquifer ranges from a minimum of 1.92 
m bgl at village Ramgarh to a maximum of 49.12 m bgl at village Palla with an 
average of 13.26 m bgl. In Limestone aquifer it ranges from a minimum of 
12.00 m bgl at village Kushalgarh to a maximum of 25.00 m bgl at village 
Dhamred unit an average of 18.33 m bgl. Whereas in Quartzite formation it 
ranges from a minimum of 7.62 m bgl at Alwar town area to 45.12 m bgl at 
village Rajgarh with an average of 21.23 m bgl. 


4.2 

4.2.1 
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The average specific capacity of wells in Older Alluvium aquifer is 0.95 lps/m 
in Limestone formation it is 0.38 lps/m whereas in Quartzites it is 0.13 lps/m in 
the basin area. 

The hydrological characteristic of the basin is shown in Table 4.2-2. 
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Table 4.2-2: Hydrogeological Characteristics of Aquifer Units of Ruparail Basin 


Basin 

Aquifer Units 

Depth 

Drilled 

(m) 

Static Water Level 
(m bgl) 

Discharge 

(Ips) 

Drawdown (m) 

C 

V 

C 

>pecifii 

lapacit 

;ips/m; 

c 

y 

Transmissivity 

(m 2 /day) 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Ruparail 

Limestone 

70.00 

101.00 

80.67 

12.00 

25.00 

18.33 

0.13 

1.89 

0.76 

5.00 

5.00 

5.00 

0.38 

0.38 

0.38 

- 

- 

- 

Older Alluvium 

12.80 

199.90 

79.02 

1.92 

49.12 

13.26 

0.01 

50.00 

5.31 

1.45 

40.80 

11.28 

0.01 

8.69 

0.95 

12.00 

186.00 

75.85 

Quartzite 

50.00 

202.70 

105.31 

7.62 

45.12 

21.23 

1.26 

25.20 

8.94 

22.59 

35.93 

30.63 

0.07 

0.24 

0.13 

- 

- 

- 


Source: CGWB and RGWD 


Note: 

1. The data variously pertain to period 1960-2010. 

2. The same value data reflects the availability of data from one place only. 

3. Detailed information on location / village for the above observed parameters values are given in Annex GW-8. 
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4.3 Depth to Groundwater Table 

4.3.1 Monitoring /Observation Wells 

The basin has 187 observation wells, of which water levels have been analysed 
for pre-monsoon of 2010. Out of these, 152 observation wells belong to RGWD 
and 35 to CGWB, the breakup of which is given in Table 4.3-1. 


Table 4.3-1: Monitoring/Observation Wells in Ruparail Basin 


Basin 

CGWB 

RGWD 

Total Observation 
Wells 

Ruparail 

35 

152 

187 


Source: CGWB and RGWD 


Depth to water in Alluvium ranges from 5.65 m bgl at village Choroti (Pz) of 
Ramgarh Block of District Alwar, to 51.00 m bgl at Bijabar village of Umren 
Block, also of Alwar District. In Quartzite and Limestone formations, the 
minimum water level of 1.10 m bgl was observed at village Silopka of 
Thanagazi Block of District Alwar and maximum water level of 32.50 m bgl at 
village Rajgarh in Rajgarh Block of Alwar District. 

4.3.2 Historic Trends of Groundwater Levels 

An analysis of the historic groundwater levels and trends between the years 1984- 
2010 is presented below. Weighted average groundwater levels during the 
examined period were generated based on the measured level in each well and its 
Thiessen weight within the basin. The weighted average groundwater levels in 
the basin are presented in the graph below and given in Table 4.3.3. 

Ruparail Basin is occupied by Alluvium and windblown sand in the major part of 
the basin and by crystalline rocks in the west and south-western part of the basin 
area. The main hydrogeological formation is the Older Alluvium, which is also 
the productive aquifer. The other three hydrogeological units: Quartzite, 
Limestone and Slate occupy very small area as localized patches. 

Figure 4.3-1 presents the long-term weighted groundwater levels during the 
period 1984-2010. In this period, groundwater levels fluctuated between 239 m 
and 246 m amsl with an average of 242 m amsl. The overall long-term trend of 
water table presents nearly stable conditions with minor decrease of 5-8 
cms/year. Groundwater levels follow the general rainfall trend with a rather 
good correlation especially during the years 1994-2002, where groundwater 
levels rise and decline due to continuous changes in rainfall and increase in 
groundwater draft. Between 1995 and 2010 drafts increased by 30% with an 
average rise of ~12 Mm 3 /year. In the years (1993, 2002 and 2007) pre monsoon 
groundwater levels were higher than the post monsoon levels, probably due to 
relatively low rainfall, which resulted in higher withdrawal of groundwater 
during monsoon months. The average groundwater level difference between the 
pre and post monsoon seasons is ~90 cm. Pre and post monsoon stages present 
similar annual fluctuations and long term patterns. 
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Figure 4.3-1: Long Term Ground Water Level and Rainfall Trends in Ruparail Basin 1984-2010 


River Basin : RUPARAIL 
Main Aquifer: Older Alluvium 



^Rainfall 

* Water Level - Pre Monsoon 

— Water Level - Post Monsoon 

—Trend (Rainfall) 

— Trend (Water Level - Pre Monsoon) 

Trend (Water Level - Post Monsoon) 


Source: Groundwater level data of CGWB and RGWD 


Table 4.3-2: Water Table Decline/Rise* Rates in Ruparail Basin 


Basin 

Main Formation 

Rate Pre-monsoon [m/yr] 

Rate Post-monsoon [m/yr] 

Mean 

Min 

Max 

Mean 

Min 

Max 

Ruparail 

Older Alluvium 

-0.05 

0.36 

-1.24 

-0.08 

0.35 

-1.06 


*(-) 


indicates water table dec 


ine, (+) indicates water table rise 


Table 4.3-3: Weighted Average Ground Water Levels (m amsl) 1984-2010 - Ruparail Basin 


Year 

Pre-monsoon 
(m amsl) 

Post-monsoon 
(m amsl) 

1984 

244.76 

245.57 

1985 

244.81 

245.41 

1986 

243.70 

244.24 

1987 

241.00 

243.11 

1988 

240.82 

242.61 

1989 

240.97 

241.18 

1990 

240.87 

241.24 

1991 

238.80 

240.95 

1992 

241.11 

242.65 

1993 

243.58 

243.19 

1994 

240.08 

241.40 

1995 

242.27 

244.15 

1996 

244.30 

245.48 

1997 

244.03 

246.52 

1998 

244.11 

245.98 

1999 

243.09 

244.59 

2000 

241.64 

243.15 

2001 

240.86 

242.22 
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Year 

Pre-monsoon 
(m amsl) 

Post-monsoon 
(m amsl) 

2002 

241.13 

240.35 

2003 

239.29 

241.68 

2004 

239.69 

240.80 

2005 

240.10 

240.78 

2006 

241.49 

240.40 

2007 

242.54 

242.33 

2008 

242.83 

243.38 

2009 

241.74 

242.73 

2010 

241.65 

242.04 


4.3.3 Depth to Groundwater Level (Year 2010) 

The pre-monsoon (2010) groundwater level of the basin is presented in Drawing 
No. RUP-GW-002 (in Volume 3a). Generally, the groundwater levels in the 
basin range from less than 2 m to 40 m bgl. Relatively shallow levels of 
groundwater were registered in the eastern part of the basin than its western part. 

The post-monsoon (2010) groundwater level of the basin is shown in Drawing 
No. RUP-GW-003 (in Volume 3a). When compared with the pre-monsoon 
period map of the same year, a rise in levels is observed in the eastern part of the 
basin, where area occupied by 2 to 5 m depth to water levels increased due to 
monsoon rainfall recharge of groundwater. 

4.3.4 Long term Groundwater Level Trends 

Based on the long term groundwater levels trends (Table 4.3-4) and assuming 
that the current average precipitation and draft trends will continue during future 
years, a prediction of the observation wells (RGWD & CGWB database) which 
are expected to become dry in the future is presented below. It is estimated that 
in case of a continuous groundwater depletion, by the year 2020 -52% of the 
observation wells will become dry, by the years 2040 -66% of the observation 
wells will dry and by the year 2060 -70% of the observation wells will dry. 
(Table 4.3-5). Decreasing groundwater level's rate ranges between +0.36 and - 
1.24 m/year (see Table 4.3-2). 


Table 4.3-4: Predicted Average Groundwater Levels in Ruparail Basin 


Basin 

Pre-monsoon Levels, (m amsl) 

Post 

-monsoon Levels, (m amsl) 

Current 

Predicted 

Current 


Predicted 

2010 

2020 

2040 

2060 

2010 

2020 

2040 

2060 

Ruparail 

241.70 

241.15 

240.14 

239.14 

242.04 

241.28 

239.74 

238.20 


Table 4.3-5: Prediction of Dry Observation Wells* - Ruparail Basin 


Basin 

Pre-monsoon Dry Observation Wells, [%] 

Post-monsoon Dry Observation Wells, [%] 

Current 


Prediction 

Current 

Prediction 

2010 

2020 

2040 

2060 

2010 

2020 

2040 

2060 

Ruparail 

30 

52 

66 

70 

28 

44 

56 

64 


*RGWD and CGWB observation wells only 
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4.3.5 Groundwater Level Fluctuation 

Table 4.3-6 shows aquifer unit-wise fluctuation in levels of groundwater 
between pre and post monsoon 2010 (for data refer Annex GW-3 of Main 
Report). 

Table 4.3-6: Aquifer-Wise Groundwater Level Fluctuation in Ruparail Basin (Pre-monsoon 

2010) 


Basin 

Hydrogeological Unit 

Number 
of Wells 

Groi 

F 

jnd Water Level 
uctuation, m 

Min. 

Max. 

Average 


Limestone 

1 

4.90 

4.90 

4.90 


Older Alluvium 

77 

-2.30 

7.60 

2.18 

Ruparail 

Phyllite & Schist 

- 

- 

- 

- 


Quartzite 

6 

-2.06 

4.80 

1.90 


Slate 

1 

3.05 

3.05 

3.05 

Basin Summary 

85 

-2.30 

7.60 

2.20 

Source: Ground water level data of year 201 

LO, CGWB and RGWD 


As may be seen from the above table, the minimum and maximum seasonal 
fluctuation in levels of groundwater in Ruparail Basin range from -2.30 to 7.60 
m, the average being 2.20 m. For Limestone, Quartzite and Older Alluvium 
aquifer units, the average fluctuation in level is 4.90 m, 1.90 m and 2.18 m, 
respectively. There is only one observation well in the Slate aquifer unit having 
fluctuation of 3.05 m. 

4.3.6 Groundwater Flow Direction 

The groundwater regime of this relatively small basin, which is located on the 
Eastern foothills of the Aravali, and to the north of Banganga Basin, covers the 
Alwar and Bharatpur District areas. The groundwater table contour lines (RUP- 
GW-004 in Volume 3a) converge towards the Sukhri - Ruparail River and its 
tributaries, which drain the surface waters of this basin. The drained waters seem 
to be flowing under the surface in the same direction i.e., north eastwards. As 
may be seen from configuration of the western part of basin in Alwar District 
have high hydraulic gradient where as the central and eastern part occupied by 
Alluvium in Bharatpur District area have low hydraulic gradient signifying 
presence of relatively good permeable aquifer in the sub-terrain of the basin. 

The drastic difference between the very steep hydraulic gradient within the hilly, 
Quartzite and Limestone area in the west and the moderate, to minor gradient in 
the Older Alluvial aquifer following the Ruparail River channel in the east clearly 
demonstrates the low groundwater potentials in the aquifers of mountainous 
region against the very high groundwater potentials in the Alluvial sediments. 

Depth to groundwater level is known to be minimal, about 10 m bgl along the 
downstream extension of the Ruparail River, and 30-40 m bgl within the Alluvial 
aquifer in the north, along the foot hills of the mountain range. Shallow 
groundwater of less than 10 m bgl levels at places in the hilly area, do not have 
any attractive implication but is a clear indication of very poor groundwater 
potentials. However, in the eastern vast Alluvial plains, shallow water levels have 
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an advantage, in terms of exploitation by means of shallow, hand dug wells and 
centrifugal pumps. 

4.4 Groundwater Quality 

4.4.1 Introduction 

The groundwater quality has been appraised with reference to selected 
parameters, namely: 

• Concentration of Chloride (Cl) ion in groundwater samples; 

• Concentration of Fluoride (F) ion in groundwater samples; 

• Concentration of Nitrate (NO 3 ) ion in groundwater samples; 

• EC value in groundwater samples. 

The manner of obtaining and analyzing the relevant data are described in 
Section 3.2.5 of the Main Report. The description below refers to the relevant 
parameters as observed in this basin. 

4.4.2 Occurrence of Chlorides in Groundwater 

As shown in Figure 4.4-1, average Chlorides concentrations values range from 
347 mg/1 to 608 mg/1, with an average figure of 495 mg/1 and an annual linear 
rise of 4.3 mg/1, all between the desirable and maximum permissible limits for 
drinking water. Minimal concentration figures (of the lowest 5%) of less than 50 
mg/1 are recorded at the beginning of the observation period (1984 - 2010) 
whereas extremely high ones (of the highest 5%), unexplainably, amount to 
1,700 - 2,850 mg/1 in the years 2006, 2007 and 2010. These figures are 
encountered in the downstream area in Older Alluvium formation of Kaman and 
Deeg Blocks but also in the "midway" Block of Ramgarh. The quality 
deterioration of the last decade, at least, seems to be a consequence of saline 
water influence from the east, provoked by over exploitation and, consequently, 
water level depletion, a well known phenomenon in all the Basins the 
groundwater drainage of which is heading eastwards. Low Chlorides values 
characterize the upstream Quartzite there but also the attached Older Alluvium. 
The data used for preparing the graphs is given in Table 4.4-5 at the end of this 
chapter. 
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Figure 4.4-1: Term Average Chloride Concentrations in Ruparail Basin 1984-2010 
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Source: Groundwater chemical analysis data of CGWB and RGWD 


The Chlorides distribution map of the basin for pre-monsoon 2010 is presented 
in Drawing No. RUP-GW-005 (in Volume 3a). It may be seen from the map that 
eastern and central parts of the basin, except localised fresh groundwater bearing 
pockets with Chlorides levels of less than 250 mg/1, bear saline groundwater in 
Alluvium aquifer of the basin, with Chloride levels in the range of 250-1,000 
mg/1 and more than 1,000 mg/1. The western most part of the basin in Alwar 
District, which is occupied largely by Limestone, Phyllite & Schist and Older 
Alluvium aquifer, bear fresh groundwater having Chlorides level of less than 
250 mg/1. Percent area covered by various levels of Chlorides concentrations in 
different aquifers of the basin is given in Table 4.4-1. 


Table 4.4-1: Aquifer-wise Percent Area Occupied with Various Levels of Chloride (mg/I) in 

Groundwater of Ruparail Basin 


Basin 

Hydrogeological Unit 

Percent Area Occupied with 
Various Levels of Chloride, mg/I 

<250 

250 -1,000 

> 1,000 

Ruparail 

Limestone 

100.00 

0.00 

0.00 

Older Alluvium 

30.92 

46.36 

22.72 

Phyllite & Schist 

37.50 

52.12 

10.38 

Quartzite 

94.27 

5.73 

0.00 

Slate 

89.00 

11.00 

0.00 

Basin Summary 

46.94 

36.12 

16.94 


Source: Groundwater chemical analysis data of pre-monsoon 2010, CGWB and RGWD 


It may be observed from the above table that 46.94% area of the basin bear 
Potable quality groundwater, and 53.06% area consist of poor quality of 
groundwater. About 69.08% area of Older Alluvial aquifer constitutes poor 
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m 


quality groundwater with Chloride concentration of 250 to 1,000 mg/1 or 
beyond. 

4.4.3 Occurrence of Fluorides in Groundwater 

As shown in Figure 4.4-2, the Fluorides average values range from 0.63 mg/1 to 
1.54 mg/1 (below permissible limit) with an average figure of 1.10 mg/1 and an 
average annual linear drop of 0.02 mg/1. Maximal records are around 4.00 mg/1. 
The highest values appear with no indication to lithology, all within the Older 
Alluvium, mainly in the south. The data used for preparing the graphs is given in 
Table 4.4-5 at the end of this chapter. 


Figure 4.4-2: Long Term Average Fluoride Concentrations in Ruparail Basin 1984-2010 



The distribution of Fluorides in shallow groundwater of the basin during pre¬ 
monsoon 2010 season is presented in Drawing No. RUP-GW-006 (in Volume 
3a). It can be seen that in eastern part of the basin in parts of the Blocks of 
Kumher Block of Alwar District, Pahari and Ramgarh Blocks of Bharatpur 
District, the groundwater have high Fluorides with concentration levels 
exceeding 1.5 mg/1 and hence not suitable for drinking purposes. A large part of 
the basin especially in its western part is having Fluorides level within 
maximum permissible limits of 1.5 mg/1. Percent area covered with various 
levels of Fluorides in groundwater of basin is at Table 4.4-2. 


App. RUP-IN-24740-R13-073 July, 2014 

Surface and Ground Water Availability 
120 




























STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table 4.4-2: Aquifer-wise Percent Area Occupied with Various Levels of Fluoride (mg/I) in 

Groundwater of Ruparail Basin 


Basin 

Hydrogeological Unit 

Percent Area Occupied with 
Various Levels of Fluoride, mg/I 

<1.0 

1.0 - 1.5 

>1.5 

Ruparail 

Limestone 

93.21 

6.79 

0.00 

Older Alluvium 

65.82 

12.19 

21.99 

Phyllite & Schist 

44.23 

26.68 

29.09 

Quartzite 

97.65 

2.35 

0.00 

Slate 

82.92 

15.74 

1.34 

Basin Summary 


73.15 

10.27 

16.58 


Source: Groundwater chemical analysis data of pre-monsoon 2010, CGWB and RGWD 


In this basin only 16.58% area of the basin bear non-potable quality groundwater 
having Fluoride levels of >1.5 mg/1 in groundwater aquifers and most of which 
occur in Phyllite & Schist and Older Alluvium unit of the basin. 

4.4.4 Occurrence of Nitrates in Groundwater 

As shown in Figure 4.4-3, the average Nitrates (NO 3 ) concentration (see Figure 
4.4-3) ranges from 67 mg/1 to 156 mg/1, with an average figure of 101 mg/1 and 
an annual linear drop of 1.25 mg/1. Maximal recorded figures (average maximal 
5%) are 1,315 (1999) and 1,100 (2009). The highest records, which are more 
than likely a consequence of surface contamination, appear in all lithologies, 
including the upstream Quartzite, mainly in the Blocks of Deeg, Kishangarh Bas 
and Alwar. The data used for preparing the graphs is given in Table 4.4-5 at the 
end of this chapter. 


Figure 4.4-3: Long Term Average Nitrate Concentrations in Ruparail Basin 1984-2010 



The Nitrates distribution in the groundwater of the basin in the pre-monsoon 
2010 season is presented in Drawing No. RUP-GW-007 (in Volume 3a). From 
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the map it may be seen that eastern part of the basin in Deeg and Kaman Blocks 
of Bharatpur District occupied by Alluvium and northern part of the basin in 
Kishangarh Bas, Umren and Rajgarh Blocks of Alwar District occupied by 
Alluvium, Quartzite and Limestone bear locally high Nitrates level groundwater 
of concentration >100 mg/1. Most of the eastern and western parts of the basin 
bear low Nitrates levels of <45 mg/1. 

The aquifer-wise percent area occupied with Nitrates concentration of different 
levels in basin is given in Table 4.4-3. 

Table 4.4-3: Aquifer-wise Percent Area Occupied with Various Levels of Nitrate in Groundwater 

of Ruparail Basin 


Basin 

Hydrogeological Unit 

Percent 

Various 

Area Occupied with 
Levels of Nitrate, mg/I 

<45 

45 -100 

>100 

Ruparail 

Limestone 

53.79 

24.14 

22.07 

Older Alluvium 

47.59 

33.47 

18.94 

Phyllite & Schist 

48.87 

42.13 

9.00 

Quartzite 

54.11 

30.04 

15.85 

Slate 

96.87 

3.13 

0.00 

Basin Summary 

49.94 

31.99 

18.07 


Source: Groundwater chemical analysis data of pre-monsoon 2010, CGWB and RGWD 


In this basin, various aquifer units occupy only -50% area as potable 
groundwater quality area that range from 53.79% in Limestone unit to 96.87% 
in Slate aquifer unit of the basin. 

4.4.5 Occurrence of EC in Groundwater 

As shown in Figure 4.4-4, the Electrical Conductivity (EC) values range from 
2,045 pS/cm to 3,228 pS/cm, with an average of 2,671 pS/cm and a very minor 
linear annual rise of 0.05 pS/cm. The curve line is similar to the Chloride 
distribution, with minimum figures of about 400 pS/cm and maximal ones, 
average values of the highest 5%, are above 5,000 pS/cm (2008) and almost 
12,000 pS/cm, both are rather questionable. The data used for preparing the 
graphs is given in Table 4.4-5. 


App. RUP-IN-24740-R13-073 

Surface and Ground Water Availability 
122 


July, 2014 











STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


m 


Figure 4.4-4: Long Term Average Electrical Conductivity values in Ruparail Basin 1984-2010 



The distribution of EC in groundwater of the basin in pre-monsoon 2010 season 
is presented in Drawing No. RUP-GW-008 (in Volume 3a). It may be seen that 
central and eastern parts of the basin in Kaman, Pahari, Deeg and Ramgarh 
Blocks of Bharatpur District possess EC levels of 2,250-5,000 pS/cm and 
>5,000 pS/cm. The western part of the basin is covered with low level 
groundwater salinity area having EC levels below 2,250 pS/cm. The western 
part of basin occupied by Alluvium, Quartzite and Limestone units, bear low EC 
levels generally in the range of <750 to 2,250 pS/cm. Percent area of various 
levels of salinity (EC values) in groundwater of basin in shown in Table 4.4-4. 


Table 4.4-4: Aquifer-wise Percent Area Occupied with Various Levels of EC in Groundwater of 

Ruparail Basin 


Basin 

Hydrogeological 

Unit 

Percent Area Occupied with 

Various Levels of Electrical Conductivity, pS/cm 

<750 

750 - 2,250 

2,250 - 5,000 

> 5,000 

Ruparail 

Limestone 

8.02 

91.98 

0.00 

0.00 

Older Alluvium 

4.27 

37.70 

38.91 

19.12 

Phyllite & Schist 

0.00 

43.05 

50.83 

6.12 

Quartzite 

16.25 

81.05 

2.70 

0.00 

Slate 

9.08 

79.22 

11.70 

0.00 

Basin Summary 

6.76 

48.98 

30.02 

14.24 


Source: Groundwater chemical analysis data of pre-monsoon 2010, CGWB and RGWD 


From the above table it may be seen that about 44.26% area of basin have high 
salinity groundwater with EC concentration of 2,250 to 5,000 pS/cm or beyond 
and remaining area have low to very low salinity levels in groundwater. 
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Table 4.4-5: Long Term Groundwater Quality Trends - Ruparail Basin 


Year 

Season 

Chloride (me 

|/l) 

Electrical Conductivity (p S/cm) 

Fluoride (me 

i/i) 

Nitrate (mg/I) 

5% UP 

AVERAGE 

5% DOWN 

5% UP 

AVERAGE 

5% DOWN 

5% UP 

AVERAGE 

5% DOWN 

5% UP 

AVERAGE 

5% DOWN 

1984 

Pre - Monsoon 

- 

390.11 

- 

- 

2,656.12 

- 

- 

1.05 

- 

- 

101.12 

- 

1984 

Post - Monsoon 

1,194.61 

347.05 

31.46 

7,230.00 

2,398.76 

607.00 

1.91 

1.02 

0.48 

693.59 

92.96 

9.26 

1985 

Pre - Monsoon 

1,440.51 

398.24 

35.16 

7,715.56 

2,524.68 

602.00 

1.82 

1.00 

0.47 

739.45 

102.73 

12.18 

1985 

Post - Monsoon 

1,686.40 

449.42 

38.85 

8,201.11 

2,650.60 

597.00 

1.73 

0.97 

0.46 

785.32 

112.49 

15.10 

1986 

Pre - Monsoon 

1,932.29 

444.68 

39.00 

8,686.67 

2,518.67 

558.57 

1.64 

0.98 

0.54 

831.19 

110.25 

24.83 

1986 

Post - Monsoon 

1,987.46 

442.20 

34.27 

8,860.00 

2,520.99 

577.14 

2.60 

1.07 

0.48 

876.22 

116.93 

17.86 

1987 

Pre - Monsoon 

1,712.53 

422.64 

33.56 

8,457.14 

2,489.91 

497.14 

2.87 

1.24 

0.71 

921.04 

112.68 

17.60 

1987 

Post - Monsoon 

1,758.59 

406.59 

26.77 

8,435.71 

2,368.57 

527.14 

3.08 

1.24 

0.86 

934.71 

115.14 

17.35 

1988 

Pre - Monsoon 

1,721.63 

418.40 

38.35 

9,257.14 

2,574.01 

663.57 

3.09 

1.34 

1.00 

917.95 

117.90 

17.09 

1988 

Post - Monsoon 

1,858.64 

384.04 

36.04 

8,357.14 

2,398.87 

600.00 

3.11 

1.44 

1.15 

901.18 

120.65 

16.84 

1989 

Pre - Monsoon 

1,855.31 

400.65 

40.89 

7,961.43 

2,351.90 

517.62 

3.13 

1.54 

1.30 

884.41 

123.41 

16.58 

1989 

Post - Monsoon 

1,951.18 

442.51 

35.60 

9,128.57 

2,524.84 

515.95 

3.05 

1.51 

1.28 

785.77 

115.20 

16.63 

1990 

Pre - Monsoon 

1,849.60 

478.45 

30.31 

9,385.71 

2,554.42 

514.29 

2.98 

1.47 

1.09 

687.14 

103.16 

16.68 

1990 

Post - Monsoon 

1,952.26 

482.38 

70.61 

10,414.29 

2,858.39 

847.14 

3.01 

1.49 

1.26 

637.84 

100.06 

16.51 

1991 

Pre - Monsoon 

2,149.40 

543.25 

41.06 

11,601.43 

3,023.20 

627.14 

3.04 

1.50 

0.89 

588.54 

96.95 

16.34 

1991 

Post - Monsoon 

1,494.91 

547.87 

96.13 

9,221.43 

3,095.03 

821.43 

2.62 

1.42 

0.78 

630.00 

88.24 

21.57 

1992 

Pre - Monsoon 

1,636.63 

500.05 

43.59 

10,200.00 

3,228.25 

759.76 

2.36 

1.38 

0.77 

518.17 

81.21 

26.80 

1992 

Post - Monsoon 

2,076.84 

483.20 

42.67 

7,684.29 

2,661.08 

708.10 

2.44 

1.37 

0.77 

563.40 

93.68 

35.12 

1993 

Pre - Monsoon 

2,108.57 

501.59 

41.74 

7,648.57 

2,594.31 

656.43 

2.52 

1.35 

0.78 

608.63 

106.15 

43.45 

1993 

Post - Monsoon 

1,882.40 

500.44 

33.09 

6,797.14 

2,463.57 

621.43 

2.60 

1.34 

0.78 

653.87 

118.62 

51.78 

1994 

Pre - Monsoon 

1,656.22 

553.93 

32.14 

5,945.71 

2,467.79 

928.57 

2.68 

1.33 

0.78 

699.10 

131.09 

60.10 

1994 

Post - Monsoon 

1,701.42 

481.80 

72.50 

9,200.00 

2,778.56 

742.86 

2.77 

1.31 

0.79 

744.34 

143.55 

68.43 

1995 

Pre - Monsoon 

2,596.12 

600.19 

137.07 

9,342.86 

3,166.64 

1,163.57 

2.85 

1.30 

0.79 

789.57 

156.02 

76.76 

1995 

Post - Monsoon 

2,039.75 

470.83 

41.36 

9,300.00 

2,683.20 

585.00 

3.16 

1.15 

0.47 

662.31 

107.67 

32.24 

1996 

Pre - Monsoon 

2,069.30 

484.38 

44.61 

9,478.57 

2,877.89 

755.54 

3.08 

1.09 

0.47 

520.95 

100.89 

36.77 

1996 

Post - Monsoon 

1,959.40 

490.66 

36.83 

9,100.00 

3,006.54 

741.31 

3.30 

1.07 

0.47 

480.47 

100.55 

33.78 
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Year 

Season 

Chloride (me 

i/i) 

Electrical Conductivity (p S/cm) 

Fluoride (me 

1/1) 

Nitrate (mg/I) 

5% UP 

AVERAGE 

5% DOWN 

5% UP 

AVERAGE 

5% DOWN 

5% UP 

AVERAGE 

5% DOWN 

5% UP 

AVERAGE 

5% DOWN 

1997 

Pre - Monsoon 

2,093.52 

524.81 

44.41 

9,778.57 

2,954.88 

619.23 

3.52 

1.05 

0.47 

439.99 

100.20 

30.79 

1997 

Post - Monsoon 

1,712.04 

525.61 

50.81 

8,485.71 

2,847.38 

491.43 

2.82 

1.02 

0.41 

470.05 

108.15 

27.81 

1998 

Pre - Monsoon 

1,879.44 

564.30 

47.27 

8,564.29 

2,912.62 

540.00 

1.98 

0.76 

0.49 

676.58 

98.25 

23.56 

1998 

Post - Monsoon 

1,797.71 

531.20 

43.72 

7,942.86 

3,044.69 

512.14 

2.05 

0.89 

0.40 

525.76 

91.54 

21.10 

1999 

Pre - Monsoon 

2,293.81 

556.24 

35.45 

8,130.00 

2,687.55 

457.14 

2.92 

1.03 

0.46 

890.79 

104.02 

18.64 

1999 

Post - Monsoon 

1,841.04 

515.64 

33.09 

8,371.43 

2,789.87 

420.00 

2.71 

1.05 

0.43 

886.60 

90.10 

10.66 

2000 

Pre - Monsoon 

2,102.54 

492.58 

46.68 

8,576.37 

2,568.64 

424.29 

2.33 

0.99 

0.43 

694.33 

90.52 

13.52 

2000 

Post - Monsoon 

2,364.04 

461.23 

59.08 

8,781.32 

2,524.57 

452.14 

1.95 

0.92 

0.42 

507.02 

129.13 

82.48 

2001 

Pre - Monsoon 

2,193.65 

505.53 

34.27 

7,907.69 

2,676.10 

406.03 

1.64 

0.78 

0.42 

319.71 

114.48 

33.23 

2001 

Post - Monsoon 

1,603.76 

479.59 

36.59 

8,908.35 

2,566.15 

453.68 

1.83 

0.82 

0.48 

595.15 

103.90 

21.16 

2002 

Pre - Monsoon 

2,245.17 

503.41 

37.66 

8,231.87 

2,602.60 

501.33 

2.02 

0.92 

0.58 

870.59 

113.91 

9.00 

2002 

Post - Monsoon 

2,502.77 

564.41 

36.56 

9,079.67 

2,766.30 

562.79 

2.11 

0.97 

0.68 

859.32 

123.81 

10.55 

2003 

Pre - Monsoon 

2,151.22 

596.95 

35.86 

8,398.90 

2,974.54 

590.21 

2.28 

0.91 

0.70 

817.50 

104.82 

11.85 

2003 

Post - Monsoon 

1,635.43 

531.49 

36.34 

7,796.70 

2,702.23 

670.48 

2.33 

0.95 

0.53 

624.00 

96.52 

10.29 

2004 

Pre - Monsoon 

1,977.52 

607.95 

38.63 

9,932.36 

2,852.54 

571.27 

2.52 

1.07 

0.77 

385.64 

83.05 

16.12 

2004 

Post - Monsoon 

2,397.01 

592.43 

35.01 

8,755.16 

2,687.80 

494.92 

2.61 

1.13 

0.72 

413.49 

82.58 

14.64 

2005 

Pre - Monsoon 

2,326.11 

607.76 

38.48 

9,675.11 

2,914.66 

609.29 

2.66 

1.19 

0.66 

441.34 

82.12 

13.16 

2005 

Post - Monsoon 

1,854.04 

563.19 

40.77 

7,192.20 

2,540.82 

777.14 

2.69 

1.21 

0.60 

374.64 

74.65 

14.41 

2006 

Pre - Monsoon 

1,858.76 

539.80 

49.93 

7,597.86 

2,510.34 

657.14 

2.70 

1.23 

0.54 

307.93 

67.17 

15.66 

2006 

Post - Monsoon 

2,646.93 

542.66 

39.00 

9,914.29 

2,557.62 

492.86 

2.70 

1.06 

0.45 

349.74 

73.50 

15.48 

2007 

Pre - Monsoon 

2,329.85 

557.17 

50.02 

8,274.52 

2,520.43 

520.00 

2.33 

0.85 

0.37 

391.55 

79.10 

15.31 

2007 

Post - Monsoon 

1,753.99 

530.71 

51.01 

7,329.05 

2,461.96 

585.71 

2.71 

0.81 

0.18 

335.30 

79.53 

16.74 

2008 

Pre - Monsoon 

1,318.33 

480.65 

56.42 

5,122.86 

2,374.53 

656.90 

2.48 

0.81 

0.21 

294.75 

73.18 

18.58 

2008 

Post - Monsoon 

1,592.82 

538.19 

61.84 

7,469.29 

2,770.72 

705.24 

2.38 

0.83 

0.27 

345.86 

80.67 

9.29 

2009 

Pre - Monsoon 

2,422.04 

498.61 

66.86 

7,602.04 

2,602.35 

703.81 

2.76 

0.63 

0.23 

540.64 

90.56 

7.10 

2009 

Post - Monsoon 

2,590.09 

401.82 

65.39 

8,869.07 

2,695.59 

675.48 

2.81 

0.79 

0.26 

707.58 

82.04 

4.90 

2010 

Pre - Monsoon 

2,846.49 

360.85 

54.36 

6,579.17 

2,045.42 

752.86 

2.86 

0.69 

0.21 

874.51 

80.81 

3.66 

2010 

Post - Monsoon 

2,419.80 

410.12 

45.69 

5,331.67 

2,218.47 

697.22 

2.38 

0.39 

0.35 

874.74 

80.41 

3.48 


App. RUP-IN-24740-R13-073 July, 2014 

Surface and Ground Water Availability 
125 

















































STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


4.5 Groundwater Draft 

4.5.1 Historic Groundwater Drafts (1995-2009) 

Ruparail Basin's draft volume increased moderately during 1995-2009 (Table 
4.5-1): from -433 Mm 3 in 1995 to -548.94 Mm 3 in 2009 - a total rise of -116 
Mm 3 (-27%) with an average annual rise rate of -8 Mm 3 /year (see Figure 4.5-1; 
Table 4.5-1). During that time period, minor groundwater level decline, in the 
range of 5-8 cm/y was recorded. 


Table 4.5-1; Groundwater Drafts in Ruparail Basin 1995-2009 


Basin 

1995 

2001 

2004 

2007 

2009 

1995-2009 

Groundwater Draft (Mm 3 ) 

Relative 
Change (%) 

Rate of 
Change 
(Mm 3 /yr) 

Ruparail 

433.09 

423.39 

443.12 

491.92 

548.94 

26.75 

7.72 

Source: CGWI 

3 and RGWI 

D 
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Figure 4.5-1: Groundwater Drafts in Ruparail Basin 1995-2009 
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4.5.2 Groundwater Draft (Year 2010) 

The detailed position of abstraction of estimated volume of groundwater of 
482.08 Mm in the basin for year 2010 is shown in Table 4.5-2 for details see 
Section 3.2.6, Annex GW-5(a) & (b) of Main Report. 

The Older Alluvium aquifer is being used heavily for abstraction of groundwater 
supplies. Large abstractions of 428.26 Mm 3 are being made from Older 
Alluvium aquifer unit. Hard-rock aquifers are abstracting very low quantities in 
the range of 3.44 to 42.46 Mm 3 , the relatively larger being from Quartzite 
aquifer of the basin. 


Table 4.5-2 Details of Groundwater Draft in Ruparail Basin (Year 2010) 


Basin 

Hydrogeological Unit 

Gross Draft in Fresh Groundwater 

Agricultural, 

Mm 3 /yr 

Domestic 

and 

Industrial, 

Mm 3 /yr 

All Uses, 
Mm 3 /yr 


Limestone 

3.18 

0.38 

3.56 


Older Alluvium 

378.64 

49.62 

428.26 

Ruparail 

Phyllite & Schist 

4.07 

0.30 

4.37 


Quartzite 

32.89 

9.57 

42.46 


Slate 

3.16 

0.28 

3.44 

Basin Total 

421.93 

60.15 

482.08 


Source: Village-wise Data of Tehsil, CGWB and RGWD 

4.6 Groundwater Resources 

4.6.1 Assessment of Fresh Dynamic Groundwater Resources (Year 2010) 

The total net annually assessed fresh dynamic groundwater resource in the basin 
for year 2010 is 302.18 Mm 3 against which the groundwater draft is 482.08 
Mm 3 . The stage of groundwater development is 159.53% and the basin is 
categorised as groundwater over-exploited basin, as shown in Table 4.6-1(a). 


Table 4.64(a): Fresh Dynamic Groundwater Availability in Ruparail Basin (Year 2010) 


Basin 

Net 

Groundwater 

Availability, 

Mm 3 

Gross Draft 
for All 
Uses, Mm 3 

Stage of 
Groundwater 
Development, 

% 

Category 

Ruparail 

302.18 

482.08 

159.53 

Over Exploited 

Source: CGWB anc 

RGWD 


The further details of fresh dynamic groundwater availability in various micro¬ 
watersheds of Ruparail Basin for year 2010 is given in Table 4.6.1(b) for details 
see Section 3.2.7, Annex GW-6(a) & (b) of Main Report. 

Table 4.64(b): Micro Watershed and Aquifer Wise Fresh Dynamic Groundwater Availability in 

Ruparail Basin (Year 2010) 


Basin 

Micro Watershed 

Hydrogeological 

Unit 

Fresh Dynamic 
Groundwater 
Availability, 

Mm 3 

n 11^ o r o 1 1 

001 

Older Alluvium 

40.05 

KUpcuall 

Quartzite 

2.17 
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Basin 

Micro Watershed 

Hydrogeological 

Unit 

Fresh Dynamic 
Groundwater 
Availability, 

Mm 3 


001 

Slate 

0.07 


Sub Total 


42.30 



Older Alluvium 

25.54 


002 

Phyllite & Schist 

0.67 


Quartzite 

0.31 



Slate 

0.24 


Sub Total 


26.76 



Older Alluvium 

37.94 


003 

Phyllite & Schist 

0.15 



Quartzite 

2.30 


Sub Total 


40.39 



Limestone 

1.38 


004 

Older Alluvium 

1.75 



Quartzite 

2.39 


Sub Total 


5.52 



Older Alluvium 

10.08 


005 

Phyllite & Schist 

0.03 



Quartzite 

0.26 


Sub Total 


10.37 


006 

Older Alluvium 

13.67 

Ruparail 


Limestone 

0.09 

007 

Older Alluvium 

20.11 



Quartzite 

2.51 


Sub Total 


22.72 



Limestone 

0.21 


008 

Older Alluvium 

0.20 


Quartzite 

1.49 



Slate 

0.67 


Sub Total 


2.57 


009 

Older Alluvium 

33.77 


010 

Older Alluvium 

6.94 


Oil 

Older Alluvium 

19.97 


012 

Older Alluvium 

45.39 



Limestone 

0.13 


013 

Older Alluvium 

10.16 


Quartzite 

1.04 



Slate 

0.18 


Sub Total 


11.50 



Older Alluvium 

17.47 


014 

Quartzite 

2.73 



Slate 

0.11 


Sub Total 


20.30 

Basin Total 

302.18 


Note: For details of Micro-watersheds see Table 2.1-2 and Figure 2.1-3. 
Source: CGWB and RGWD 
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4.6.2 Assessment of Saline Dynamic Groundwater Resources (Year 2010) 

The saline dynamic annual groundwater resources assessed for the basin for year 
2010 is 49.07 Mm 3 , the details are given in Table 4.6-2 for details see Annex 
GW-6(b) of Main Report. 

Table 4.6.2: Micro Watershed and Aquifer Wise Saline Dynamic Groundwater Availability in 

Ruparail Basin (Year 2010) 


Basin 

Micro Watershed 

Hydrogeological 

Unit 

Saline Dynamic 
Groundwater 



Availability, Mm 3 



Older Alluvium 

0.21 


001 

Quartzite 

- 



Slate 

- 


Sub Total 


0.21 



Older Alluvium 

5.65 


002 

Phyllite & Schist 

- 


Quartzite 

0.02 



Slate 

0.01 


Sub Total 


5.68 



Older Alluvium 

- 


003 

Phyllite & Schist 

- 



Quartzite 

- 


Sub Total 


- 



Limestone 

- 


004 

Older Alluvium 

- 



Quartzite 

- 


Sub Total 


- 



Older Alluvium 

5.03 


005 

Phyllite & Schist 

- 



Quartzite 

- 

Ruparail 

Sub Total 


5.03 

006 

Older Alluvium 

23.39 



Limestone 

- 


007 

Older Alluvium 

- 



Quartzite 

- 


Sub Total 


- 



Limestone 

0.69 


008 

Older Alluvium 

0.03 


Quartzite 

0.63 



Slate 

- 


Sub Total 


1.35 


009 

Older Alluvium 

4.90 


010 

Older Alluvium 

1.18 


Oil 

Older Alluvium 

0.31 


012 

Older Alluvium 

7.03 



Limestone 

- 


013 

Older Alluvium 

- 


Quartzite 

- 



Slate 

- 


Sub Total 


- 


014 

Older Alluvium 

- 


Quartzite 

- 
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Basin 

Micro Watershed 

Hydrogeological 

Unit 

Saline Dynamic 
Groundwater 
Availability, Mm 3 

Ruparail 

014 

Slate 

- 

Sub Total 


- 

Basin Total 

49.07 


Source: CGWB and RGWD 


4.6.3 Assessment of Fresh Static Groundwater Resources 

The total fresh static resource assessed for basin for year 2010 is 472.79 Mm 3 , 
out of which the Older Alluvium aquifer unit accounts for about 99.16% of the 
total resources. The Quartzite and Slate units have meagre static groundwater 
resources of the order of 2.83 and 0.32 Mm 3 respectively. Micro watershed and 
aquifer unit-wise static groundwater resources are given in Table 4.6-3 (for 
details see Section 3.2.8, Annex GW-7(a) & (b) of Main Report). 

Table 4.6-3: Micro Watershed and Aquifer Wise Fresh Static Groundwater Resources in Ruparail 

Basin (Year 2010) 


Basin 

Micro 

Watershed 

Hydrogeological 

Unit 

Fresh Static 
Groundwater 
Availability, 
Mm 3 

Ruparail 

001 

Older Alluvium 

74.83 

Quartzite 

0.37 

Slate 

0.01 

Sub Total 


75.21 

002 

Older Alluvium 

51.76 

Phyllite & Schist 

0.13 

Quartzite 

0.05 

Slate 

0.05 

Sub Total 


51.99 

003 

Older Alluvium 

57.47 

Phyllite & Schist 

0.02 

Quartzite 

0.41 

Sub Total 


57.90 

004 

Limestone 

0.36 

Older Alluvium 

3.33 

Quartzite 

0.53 

Sub Total 


4.23 

005 

Older Alluvium 

21.71 

Phyllite & Schist 

0.01 

Quartzite 

0.04 

Sub Total 


21.76 

006 

Older Alluvium 

27.36 

007 

Limestone 

0.09 

Older Alluvium 

28.56 

Quartzite 

0.54 

Sub Total 


29.19 

008 

Limestone 

0.16 

Older Alluvium 

0.70 

Quartzite 

0.30 

Slate 

0.19 
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Basin 

Micro 

Watershed 

Hydrogeological 

Unit 

Fresh Static 
Groundwater 
Availability, 
Mm 3 

Ruparail 

Sub Total 


1.35 

009 

Older Alluvium 

52.71 

010 

Older Alluvium 

10.52 

011 

Older Alluvium 

25.68 

012 

Older Alluvium 

80.83 

013 

Limestone 

0.03 

Older Alluvium 

11.87 

Quartzite 

0.14 

Slate 

0.04 

Sub Total 


12.08 

014 

Older Alluvium 

21.51 

Quartzite 

0.45 

Slate 

0.03 

Sub Total 


21.99 

Basin Total 

472.79 


Source: CGWB and RGWD 


4.6.4 Assessment of Saline Static Groundwater Resources (Year 2010) 

The total saline static groundwater resource assessed for basin for the year 2010 
is 107.89 Mm 3 (for details see Annex GW-7(b) of Main Report). 


Table 4.6-4: Micro Watershed and Aquifer Wise Saline Static Groundwater Resources in 

Ruparail Basin (Year 2010) 


Basin 

Micro 

Watershed 

Hydrogeological 

Unit 

Saline Static 
Groundwater 
Availability, 
Mm 3 

Ruparail 

001 

Older Alluvium 

0.76 

Quartzite 

- 

Slate 

- 

Sub Total 


0.76 

002 

Older Alluvium 

11.15 

Phyllite & Schist 

- 

Quartzite 

- 

Slate 

0.01 

Sub Total 


11.16 

003 

Older Alluvium 

- 

Phyllite & Schist 

- 

Quartzite 

- 

Sub Total 


- 

004 

Limestone 

- 

Older Alluvium 

- 

Quartzite 

- 

Sub Total 


- 

005 

Older Alluvium 

12.38 

Phyllite & Schist 

- 

Quartzite 

- 

Sub Total 


12.38 

006 

Older Alluvium 

52.39 
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Basin 

Micro 

Watershed 

Hydrogeological 

Unit 

Saline Static 
Groundwater 
Availability, 
Mm 3 

Ruparail 

007 

Limestone 

- 

Older Alluvium 

- 

Quartzite 

- 

Sub Total 


- 

008 

Limestone 

0.27 

Older Alluvium 

- 

Quartzite 

0.21 

Slate 

- 

Sub Total 


0.48 

009 

Older Alluvium 

7.54 

010 

Older Alluvium 

2.16 

011 

Older Alluvium 

0.72 

012 

Older Alluvium 

20.30 

013 

Limestone 

- 

Older Alluvium 

- 

Quartzite 

- 

Slate 

- 

Sub Total 


- 

014 

Older Alluvium 

- 

Quartzite 

- 

Slate 

- 

Sub Total 


- 

Basin Total 

107.89 


Source: CGWB and RGWD 


5. Summary of Water Availability in Ruparail Basin 

5.1 Conceptual Approach (Assessment Considerations) 

Availability of water originating from various sources depends upon the source 

nature and subject to the following ToR requirements: 

• Locally generated surface water, the starting point forits rational utilization, is 
its availability in terms of ‘native’ or ‘virgin’ (un-intercepted) status, with its 
due dependability nature, is considered the ‘hydrologic planning base data’ of 
this part of the basin’s water sources. 

• In the case of imported water, the governing factor is the on-going (current) 
management of the relevant agreements. Dependability levels of this source 
of water relates to its own source, assumed to be maintained through the 
relevant delivery system. 

• Also for groundwater, its availability for long-term exploitation, clear of any 
current State of overdraft is the basic element. Since it is a derivative of 
rainfall, the dependability level of such rechargeable ‘dynamic’ groundwater 
availability relies on the statistic occurrence of precipitation. 

5.2 Basin Summary of Available Water 

The analysis above have been oriented according to the aforementioned 

assessment considerations, culminated in a summary as shown in Table 5.2-1. 
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Table 5.2-1: Summary of Available Water Resources in Ruparail Basin, Mm 3 (2010) 


Property 

Dependability Level 

Mean 

25% 

50% 

75% 

90% 

Fresh Water 






Local Surface Water (virgin), Mm 3 /yr 

641.38 

833.50 

465.40 

291.80 

113.30 

Imported Water, Mm 3 /yr 

18.42 

22.01 

17.74 

15.08 

11.05 

Fresh Dynamic Groundwater, Mm 3 /yr 

302.18 





Fresh Static Groundwater, Mm 3 /yr 

472.79 





Total Available Fresh Water, Mm 3 /yr 

1,434.77 





Saline Groundwater 






Saline Dynamic Groundwater, Mm 3 /yr 

49.07 





Saline Static Groundwater, Mm 3 /yr 

107.89 





Total Available Saline Groundwater, Mm 3 /yr 

156.96 






Note: For groundwater, assessment is done for Mean Annual Availability as per GEC methodology. 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Annex RUP-1 

Data Used for Calibration of Model and Simulated Values at 

Calibration Site 


Jaisamand Bund 

Table Al-1 provides the details of observed gauge-capacity data used for 
Jaisamand Bund. 


Table Al-1: Jaisamand Bund Observed Gauge-Capacity Data 


Year 

Gauge, 

m 

Capacity, 

Mm 3 

Gauge, 

m 

Capacity, 

Mm 3 

Gauge, 

m 

Capacity, 

Mm 3 

Gauge, 

m 

Capacity, 

Mm 3 

Jun 

Jul 

Aug 

Sep 

1996 

94.28 

9.14 

95.78 

15.14 

97.08 

27.41 

97.15 

28.45 

1997 

93.17 

5.16 

94.44 

9.86 

95.53 

13.84 

96.24 

18.52 

1998 

92.74 

3.96 

94.24 

8.83 

95.61 

14.28 

95.88 

15.96 

1999 

91.54 

1.86 

93.29 

5.51 

94.31 

9.25 

94.33 

9.00 

2000 

91.14 

1.16 

93.24 

5.36 

93.52 

6.25 

93.52 

6.25 

2001 

91.29 

1.46 

91.49 

1.79 

92.07 

2.60 

89.91 

0.00 

2002 

89.91 

0.00 

89.91 

0.00 

89.91 

0.00 

89.91 

0.00 

2003 

89.91 

0.00 

95.35 

12.99 

96.85 

23.45 

N.A 

N.A 

2004 

89.91 

0.00 

89.91 

0.00 

93.32 

5.54 

92.45 

3.20 

2005 

94.21 

8.78 

94.84 

11.67 

94.34 

9.37 

94.62 

10.70 

2006 

89.91 

0.00 

92.20 

2.73 

91.29 

1.46 

91.39 

1.67 

2007 

89.91 

0.00 

89.91 

0.00 

91.74 

2.05 

91.72 

2.03 

2008 

92.33 

2.85 

92.35 

2.88 

92.18 

2.70 

94.62 

10.70 

2009 

89.91 

0.00 

89.91 

0.00 

89.91 

0.00 

89.91 

0.00 

2010 

89.91 

0.00 

89.91 

0.00 

90.39 

0.36 

92.86 

4.36 


Source: WRD, GOR 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table Al-2: Jaisamand Bund Simulated and Observed Capacity 


Month-Year 

Observed Capacity, 
Mm 3 

Simulated Capacity, 
Mm 3 

Jun-96 

9.1 

24.0 

Jul-96 

15.1 

26.9 

Aug-96 

27.4 

26.9 

Sep-96 

NA 


Jun-97 

5.2 

3.8 

Jul-97 

9.9 

4.4 

Aug-97 

13.8 

10.3 

Sep-97 

NA 


Jun-98 

4.0 

2.4 

Jul-98 

8.8 

8.2 

Aug-98 

14.3 

15.6 

Sep-98 

NA 


Jun-99 

1.9 

5.7 

Jul-99 

5.5 

6.2 

Aug-99 

9.3 

10.1 

Sep-99 

NA 


Jun-00 

1.2 

0.1 

Jul-00 

5.4 

7.0 

Aug-00 

6.2 

8.8 

Sep-00 

6.2 

6.7 

Jun-01 

1.5 

0.2 

Jul-01 

1.8 

2.6 

Aug-01 

2.6 

3.3 

Sep-01 

* 


Jun-02 

* 


Jul-02 

* 


Aug-02 

* 


Sep-02 

* 


Jun-03 

* 


Jul-03 

13.0 

22.7 

Aug-03 

23.5 

26.9 

Sep-03 

* 


Jun-04 

* 


Jul-04 

* 


Aug-04 

5.5 

4.1 

Sep-04 

3.2 

2.1 

Jun-05 

8.8 

0.2 

Jul-05 

11.7 

12.8 

Aug-05 

9.4 

13.1 

Sep-05 

10.7 

11.4 

Jun-06 

* 


Jul-06 

2.7 

4.0 

Aug-06 

1.5 

10.8 

Sep-06 

1.7 

8.9 

Mean 

8.0 

9.7 

*: Excluded from analysis due to ambiguous values 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Annex RUP-2 


Virgin Water Yield for Ruparail Basin within Rajasthan boundary 

(1973-2010) 

Table A2-1: Virgin Water Yield for Ruparail Basin within Rajasthan Boundary, Mm 3 


Year 

Jan 

Feb 

Mar 

Apr 

May Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual 

1973 

0.40 

0.22 

0.26 

0.03 

0.77 0.69 

15.37 

342.82 

108.22 

2.59 

0.46 

0.30 

472.13 

1974 

0.09 

0.05 

0.02 

0.03 

0.10 0.33 

121.28 

152.26 

2.81 

15.37 

0.60 

0.23 

293.17 

1975 

0.11 

0.03 

0.11 

0.09 

0.02 0.61 

286.05 

507.84 

295.11 

20.60 

0.99 

0.35 

1 , 111.91 

1976 

0.20 

0.40 

0.16 

0.16 

0.50 8.55 

197.94 

715.98 

84.93 

1.82 

0.50 

0.22 

1 , 011.36 

1977 

0.54 

0.46 

0.14 

0.45 

0.67 3.16 

701.94 

562.86 

294.06 

3.45 

0.67 

0.26 

1 , 568.66 

1978 

0.16 

0.25 

0.30 

0.29 

0.09 1.03 

109.53 

268.51 

284.61 

2.24 

0.51 

0.32 

667.84 

1979 

0.28 

0.67 

0.34 

0.07 

0.22 1.78 

36.33 

98.69 

1.64 

0.45 

0.13 

0.05 

140.65 

1980 

0.02 

0.01 

0.48 

0.15 

0.06 0.83 

235.46 

137.56 

7.02 

0.62 

0.20 

0.25 

382.66 

1981 

0.33 

0.05 

0.17 

0.05 

0.13 1.94 

225.00 

180.50 

2.51 

0.69 

0.36 

0.14 

411.87 

1982 

0.24 

0.30 

0.25 

0.27 

1.52 0.90 

20.60 

318.39 

35.43 

1.16 

0.69 

0.26 

380.01 

1983 

0.46 

0.60 

0.23 

0.82 

1.07 0.96 

204.74 

717.76 

296.44 

7.93 

0.71 

0.24 

1 , 231.96 

1984 

0.12 

0.07 

0.04 

0.00 

0.00 0.78 

19.99 

216.30 

415.49 

2.24 

0.45 

0.18 

655.66 

1985 

0.15 

0.07 

0.05 

0.16 

0.04 1.09 

164.95 

441.48 

6.95 

107.23 

1.32 

0.85 

724.34 

1986 

0.36 

0.90 

0.29 

0.05 

0.15 0.50 

1.36 

5.69 

1.38 

1.84 

0.26 

0.08 

12.86 

1987 

0.29 

0.24 

0.24 

0.04 

1.78 0.84 

1.08 

11.82 

11.46 

0.78 

0.18 

0.37 

29.12 

1988 

0.15 

0.12 

0.43 

0.16 


128.08 

274.93 

29.22 

5.32 

0.37 

0.20 

440.76 

1989 

0.45 

0.09 

0.13 

0.19 

0.07 0.09 

4.13 

74.02 

42.02 

1.13 

0.26 

0.11 

122.69 

1990 

0.03 

1.45 

2.48 

0.29 

0.49 0.94 

28.26 

94.55 

474.04 

7.73 

0.94 

0.42 

611.62 

1991 

0.15 

0.06 

0.05 

0.03 

0.04 0.07 

1.08 

76.34 

172.70 

1.42 

0.76 

0.29 

252.99 

1992 

0.24 

0.47 

0.10 

0.02 

0.16 0.65 

16.57 

401.36 

144.81 

34.64 

0.72 

0.23 

599.97 

1993 

0.11 

0.19 

0.36 

0.36 

0.16 1.53 

267.96 

139.41 

142.60 

2.65 

0.46 

0.17 

555.96 

1994 

1.07 

0.25 

0.08 

0.18 

0.52 0.84 

137.46 

259.70 

34.58 

1.22 

0.35 

0.14 

436.39 

1995 

1.26 

0.51 

0.17 

0.07 

0.02 0.25 

16.77 

835.26 

719.39 

4.66 

1.03 

0.37 

1 , 579.76 

1996 

0.22 

0.44 

0.23 

0.11 

1.19 832.74 

300.77 

811.41 

343.52 

4.02 

0.84 

0.34 

2 , 295.83 

1997 

0.17 

0.10 

0.10 

0.24 

0.17 1.61 

20.80 

247.54 

285.47 

35.34 

5.48 

10.89 

607.91 

1998 

0.59 

0.24 

0.33 

0.11 

0.41 0.93 

100.47 

295.64 

336.82 

36.84 

1.43 

0.38 

774.19 

1999 

0.30 

0.20 

0.10 

0.01 

0.16 1.31 

13.78 

134.48 

262.75 

7.94 

0.50 

0.20 

421.73 

2000 

0.10 

0.04 

0.03 

0.04 

0.45 1.91 

137.24 

102.72 

11.74 

0.64 

0.18 

0.09 

255.18 

2001 

0.10 

0.01 

0.01 

0.65 

1.75 5.39 

185.32 

189.71 

2.28 

0.54 

0.20 

0.08 

386.04 

2002 

0.27 

0.23 

0.11 

0.00 

0.33 1.63 

0.91 

7.07 

15.04 

0.30 

0.09 

0.13 

26.11 

2003 

0.57 

1.46 

0.32 

0.09 

0.12 1.42 

441.26 

672.94 

106.00 

2.14 

0.54 

0.46 

1 , 227.32 

2004 

0.24 

0.14 

0.06 

0.08 

I»ilcl^t;kli 

1.12 

277.76 

43.33 

56.77 

0.94 

0.35 

382.90 

2005 

0.12 

0.16 

0.07 

0.05 

0.42 20.79 

516.62 

91.96 

70.75 

15.43 

0.67 

0.22 

717.26 

2006 

0.11 

0.05 

0.96 

0.24 

0.46 1.20 

81.91 

75.09 

8.77 

0.47 

0.13 

0.08 

169.47 

2007 

0.03 

1.24 

1.07 

0.70 

0.34 1.25 

20.76 

141.34 

118.29 

2.04 

0.38 

0.14 

287.58 

2008 

0.06 

0.01 

0.01 

0.32 

1.89 249.56 

235.03 

436.28 

300.20 

11.20 

0.79 

0.25 

1 , 235.60 

2009 

0.12 

0.06 

0.06 

0.06 

0.16 0.89 

19.80 

124.64 

309.22 

2.62 

0.73 

0.27 

458.63 

2010 

0.18 

0.25 

0.10 

0.00 

0.01 0.79 

70.45 

485.52 

855.72 

16.77 

1.76 

0.80 

1 , 432.35 

% yield 

0.04 

0.05 

0.04 

0.03 

0.07 4.73 

20.88 

44.84 

27.40 

1.73 

0.11 

0.08 


Mean 

0.27 

0.32 

0.27 

0.18 

0.44 30.35 

133.90 

287.58 

175.72 

11.07 

0.73 

0.55 

641.38 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Annex RUP-3 

Water Balance Components of Ruparail Basin in Terms of Annual 

Depth 

(1973-2010) 

Table A3-1: Annual Water Balance Components for Ruparail Basin, mm 


YEAR 

PCP 

ET 

WYLD 

PET 

PERC 

SURQ 

GW_Q 

LAT_Q 

Sub-surface 

percolation 

1973 

553.54 

406.04 

113.08 

1503.75 

119.08 

23.28 

80.48 

9.31 

38.60 

1974 

452.78 

354.69 

73.36 

1564.52 

82.01 

10.88 

55.22 

7.27 

26.79 

1975 

754.09 

365.87 

276.12 

1445.65 

339.68 

32.25 

228.47 

15.40 

111.21 

1976 

745.04 

430.65 

248.66 

1467.95 

224.60 

84.24 

151.61 

12.81 

72.99 

1977 

955.41 

417.70 

400.01 

1365.58 

408.53 

105.88 

275.46 

18.68 

133.07 

1978 

575.14 

375.31 

155.14 

1469.92 

155.46 

38.35 

104.70 

12.09 

50.76 

1979 

343.25 

323.98 

29.86 

1554.88 

28.69 

5.23 

19.31 

5.33 

9.38 

1980 

518.62 

354.67 

101.12 

1557.09 

119.19 

13.59 

80.36 

7.16 

38.83 

1981 

478.11 

343.04 

105.06 

1559.70 

118.95 

17.36 

80.20 

7.49 

38.75 

1982 

557.62 

425.37 

92.81 

1439.45 

80.35 

30.59 

54.44 

7.78 

25.91 

1983 

858.40 

477.60 

304.12 

1445.22 

241.29 

124.84 

163.22 

16.05 

78.07 

1984 

584.37 

366.44 

176.20 

1569.57 

144.98 

69.86 

97.95 

8.39 

47.03 

1985 

649.57 

374.42 

173.43 

1503.30 

198.61 

27.02 

133.74 

12.67 

64.87 

1986 

280.14 

342.20 

3.46 

1531.43 

0.00 

1.14 

0.04 

2.28 

0.00 

1987 

287.96 

276.60 

6.97 

1600.48 

3.33 

1.48 

2.30 

3.19 

1.03 

1988 

561.00 

388.99 

109.12 

1471.49 

116.82 

21.57 

78.77 

8.78 

38.05 

1989 

369.58 

336.59 

31.49 

1547.93 

31.80 

H9 

21.47 

5.13 

10.33 

1990 

682.51 

472.52 

154.15 

1445.74 

117.77 

63.83 

79.69 

10.64 

38.08 

1991 

388.29 

300.64 

67.93 

1568.37 

67.11 

17.59 

45.23 

5.10 

21.88 

1992 

613.17 

407.67 

150.03 

1505.95 

165.72 

27.20 

111.63 

11.19 

54.09 

1993 

602.82 

422.48 

142.46 

1545.47 

152.93 

27.68 

103.13 

11.65 

49.80 

1994 

538.29 

401.22 

104.69 

1473.64 

118.56 

15.65 

80.00 

9.05 

38.56 

1995 

872.69 

346.71 

392.24 

1527.59 

400.98 

104.94 

269.75 

17.54 

131.23 

1996 

1185.94 

464.96 

569.20 

1463.94 

443.81 

249.03 

299.12 

21.05 

144.69 

1997 

719.05 

478.16 

143.72 

1403.34 

129.51 

44.73 

87.65 

11.34 

41.86 

1998 

714.19 

503.34 

197.16 

1496.03 

173.35 

68.02 

117.19 

11.96 

56.16 

1999 

543.14 

412.84 

115.54 

1533.85 

76.53 

56.26 

51.85 

7.44 

24.68 

2000 

446.13 

377.15 

62.10 

1545.87 

64.50 

12.06 

43.63 

6.40 

20.87 

2001 

549.98 

433.94 

95.38 

1451.55 

69.40 

42.12 

47.34 

5.91 

22.06 

2002 

302.06 

303.60 

8.75 

1568.06 

2.50 

5.33 

1.82 

1.60 

0.68 

2003 

846.39 

399.89 

316.04 

1467.76 

314.25 

89.25 

211.85 

14.94 

102.40 

2004 

510.54 

386.23 

93.43 

1588.53 

72.28 

38.90 

48.79 

5.73 

23.49 

2005 

640.03 

415.26 

176.83 

1505.90 

181.57 

44.59 

122.40 

9.85 

59.17 

2006 

405.64 

371.47 

39.60 

1474.98 

36.84 

8.55 

24.93 

6.12 

11.91 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


YEAR 

PCP 

ET 

WYLD 

PET 

PERC 

SURQ 

GW_Q 

LAT_Q 

Sub-surface 

percolation 

2007 

563.22 

462.25 

72.70 

1554.81 

60.46 

24.54 

40.98 

7.18 

19.48 

2008 

928.17 

522.75 

315.87 

1401.63 

250.27 

128.11 

169.54 

18.22 

80.73 

2009 

525.48 

379.97 

112.86 

1533.97 

90.45 

45.00 

61.11 

6.75 

29.34 

2010 

907.03 

434.68 

365.77 

1445.62 

289.13 

154.57 

195.20 

16.00 

93.93 

Mean 

605.51 

396.26 

160.43 

1502.65 

149.77 

49.48 

101.07 

9.88 

48.70 


Where, 

PCP: 

PET: 

ET: 

PERC: 

SURQ: 

GW_Q: 

WYLD: 

LAT_Q : 


Rainfall 

Potential evapotranspiration 
Actual evapotranspiration 
Percolation (Shallow+Deep) 

Direct Surface Runoff 
Baseflow 

Total Water yield (SURQ + GW_Q + Lateral Flow) 
Lateral flow 


Sub-surface percolation =PERC - GW_Q 


Table A3-2: Mean Monthly Water Balance Components for Ruparail Basin, mm 


Month 

Rainfall, 

mm 

Water Yield, mm 
(% Rainfall 
Conversion) 

Evapotranspiration, 

mm 

Sub¬ 

surface 

percolation, 

mm 

Jan 

7.85 

0.07 (0.90) 

10.65 

0.00 

Feb 

10.52 

0.08 (0.80) 

13.88 

0.00 

Mar 

5.09 

0.07 (1.40) 

20.54 

0.00 

Apr 

5.68 

0.04 (0.70) 

44.58 

0.00 

May 

18.68 

0.11 (0.60) 

16.20 

0.00 

Jun 

67.89 

7.62 (11.20) 

28.49 

2.08 

Jul 

189.62 

33.11 (17.50) 

63.16 

17.08 

Aug 

186.20 

72.24 (38.80) 

76.03 

21.39 

Sep 

91.23 

43.95 (48.20) 

62.05 

8.02 

Oct 

14.92 

2.83 (19.00) 

36.37 

0.16 

Nov 

3.54 

0.18 (5.10) 

14.18 

0.00 

Dec 

4.28 

0.14 (3.30) 

10.11 

0.01 
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1. Introduction 

1.1 General 

Banganga River originates in the Aravali hills, near Amasar and Bairath in 
Jaipur District, and lies between latitudes 26°40' and 27°37' and longitudes 
75°49' and 77°39' having a catchment area of 8,583 km 2 in Rajasthan. It flows 
towards the south up to the village of Ghat, then towards east through partly 
hilly and partly plain terrain. The total length of the river is 240 kms. The main 
tributaries are Gumti Nalla and Suri River, joining it on its right bank, and 
Sanwan and Palasan Rivers, on its left bank. The general layout of Banganga 
Basin is shown in Drawing No. BNG-GEN-001 (in Volume 3a). 

A hilly terrain extends on both sides of the river in the upstream portion of the 
basin. Weathered basement outcrops are found between the hilly terrain and the 
Alluvial areas. Alluvial terrain, mainly in the lower part of the basin includes 
features like meandering scars and abandoned channel courses. The geological 
sequence consists of Limestone, Quartzites, Phyllites & Schist, Alluvial and 
wind blown Sands, Silt, Clay, etc. A major portion of the basin is covered by 
Alluvial deposits with isolated and scattered hillocks. 

From Table 1.1-1 it is observed that Banganga Basin is covered major by 
Bharatpur District (29.48% of basin area) while it is least covered by Sawai 
Madhopur (0.06% of basin area). The administrative unit setup of Banganga 
Basin is shown in Drawing No. BNG-GEN-002 (in Volume 3a). 


Table 1.1-1: Districts and Blocks falling under Banganga Basin 


District 

Block 

Area inside 
Basin, 
km 2 

Total Area, 
km 2 

Percentage 
of Block 
Area,% 

Percentage 
of Basin 
Area, % 

Alwar 

Kathumar 

573.87 

573.87 

100.00 

6.69 

Lachhmangarh 

434.60 

605.11 

71.82 

5.06 

Rajgarh 

547.78 

768.03 

71.32 

6.38 

Ramgarh 

9.93 

613.15 

1.62 

0.12 

Reni 

368.16 

390.56 

94.27 

4.29 

Thanagazi 

377.00 

836.99 

45.04 

4.39 

Umren 

23.24 

1,037.95 

2.24 

0.27 

District Summary 

2,334.59 

4,825.66 

48.38 

27.20 

Bharatpur 

Bayana 

62.33 

792.33 

7.87 

0.73 

Deeg 

196.21 

496.69 

39.50 

2.29 

Kumher 

441.43 

441.43 

100.00 

5.14 

Nadbai 

443.16 

443.16 

100.00 

5.16 

Pahari 

202.66 

656.18 

30.89 

2.36 

Rupbas 

166.75 

563.93 

29.57 

1.94 

Sewar 

505.21 

505.21 

100.00 

5.89 

Weir 

512.73 

610.60 

83.97 

5.97 

District Summary 

2,530.47 

4,509.53 

56.11 

29.48 

Dausa 

Bandikui 

643.23 

643.23 

100.00 

7.49 

Dausa 

587.76 

917.65 

64.05 

6.85 

Lalsot 

5.81 

855.92 

0.68 

0.07 

Mahwa 

401.13 

498.81 

80.42 

4.67 

Sikrai 

506.61 

510.61 

99.22 

5.90 

District Summary 

2,144.55 

3,426.22 

62.59 

24.99 

Jaipur 

Amber 

189.72 

1,113.57 

17.04 

2.21 
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District 

Block 

Area inside 
Basin, 
km 2 

Total Area, 
km 2 

Percentage 
of Block 
Area,% 

Percentage 
of Basin 
Area, % 

Jaipur 

Bassi 

28.44 

634.54 

4.48 

0.33 

Jamwa Ramgarh 

766.77 

1,022.07 

75.02 

8.93 

Shahpura 

168.03 

478.87 

35.09 

1.96 

Viratnagar 

169.82 

695.73 

24.41 

1.98 

District Summary 

1,322.77 

3,944.78 

33.53 

15.41 

Karauli 

Nadoti 

17.62 

615.40 

2.86 

0.21 

Todabhim 

227.22 

543.28 

41.82 

2.65 

District Summary 

244.84 

1,158.68 

21.13 

2.85 

Sawai Madhopur 

Bamanwas 

5.31 

770.22 

0.69 

0.06 

District Summary 

5.31 

770.22 

0.69 

0.06 

Sikar Sri Madhopur 

0.81 

582.08 

0.14 

0.01 

District Summary 

0.81 

582.08 

0.14 

0.01 

Basin Summary 

8,583.34 



100.00 


Table 1.1-1 shows that there are 29 Blocks that falls in Banganga Basin out of 
which 5 Blocks namely Kathumar, Kumher, Nadbai, Sewar and Bandikui fully 
falls in Banganga Basin while rest of the Blocks partially falls in the basin. 

1.2 Climate Characteristics 

Weather statistics for Banganga Basin were analysed based on the 20 years 
(1990-2009) monthly IMD weather data except for rainfall analysis which is 
based on IMD, RD and WRD data of 54 years (1957-2010), which is presented 

in Table 1.2-1. 


Table 1.2-1: Weather Parameters Statistics of Banganga Basin 


Weather Parameter 

Minimum 

Maximum 

Mean 

Standard 

Deviation 

Coefficient 
of Variation 

Mean Maximum Temperature, °C 

32.55 

33.62 

33.08 

0.25 

0.01 

Highest Maximum Temperature, °C 

45.16 

46.69 

45.87 

0.37 

0.01 

Mean Minimum Temperature, °C 

19.03 

19.32 

19.23 

0.05 

0.00 

Lowest Minimum Temperature, °C 

2.93 

3.76 

3.46 

0.15 

0.04 

Annual Rainfall, mm 

576.60 

730.30 

640.60 

20.30 

0.03 

Monsoon Months Rainfall, mm 

516.20 

649.80 

576.60 

18.50 

0.03 

Rainy Days, Days/yr 

30.00 

35.00 

32.00 

1.10 

0.03 

Wind Speed, km/hr 

4.51 

6.96 

5.17 

0.59 

0.11 

Sunshine Hours, hr/day 

7.91 

7.98 

7.94 

0.02 

0.00 

Relative Humidity, % 

48.63 

54.34 

51.17 

1.37 

0.03 

Annual Evaporation 

214.26 

226.36 

218.84 

3.17 

0.01 


Source: IMD monthly dataset (1990-2009); Rainfall Statistics based on IMD, RD and WRD dataset (1957-2010) 


Following paragraphs give brief descriptions of temperatures, rainfall, wind 
speeds, relative humidity, sunshine hours and evaporation. 

1.2.1 Temperature 

Maximum Temperature 

Mean maximum temperature in Banganga Basin is within a spatial range of 
32.55-33.62°C with a mean value of 33.08°C, coefficient of variation of 0.01. Its 


App. BNG-IN-24740-R13-073 July, 2014 

Surface and Groundwater Availability 
142 
































STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


spatial occurrence across the basin is presented in Drawing No. BNG-CLM-001 
(in Volume 3 a). 

Highest Maximum Temperature 

Highest maximum temperature in Banganga Basin is within a spatial range of 
45.16-46.69°C with a mean value of 45.87°C. Its spatial occurrence across the 
basin is presented in Drawing No. BNG-CLM-002 (in Volume 3a). 

Minimum Temperature 

The mean minimum temperature in Banganga Basin is within spatial range of 
19.03-19.32°C with a mean value of 19.23°C. Its spatial occurrence across the 
basin is presented in Drawing No. BNG-CLM-003 (in Volume 3a). 

Lowest Minimum Temperature 

The lowest minimum temperature in Banganga Basin is within a spatial range of 
2.93-3.76°C with a mean value of 3.46°C. Its spatial occurrence across the basin 
is presented in Drawing No. BNG-CLM-004 (in Volume 3a). 

1.2.2 Rainfall 

Annual Rainfall 

Annual rainfall in Banganga Basin ranges from 576.60-730.30 mm spatially 
with a mean annual rainfall of 640.60 mm, having a coefficient of variation of 
0.03. Its spatial occurrence across the basin is presented in Drawing No. BNG- 
CLM-005 (in Volume 3 a). 

Monsoon Rainfall 

The monsoon month’s (Jun-Jul-Aug-Sept) rainfall ranges spatially from 516.20- 
649.80 mm with a mean value of 576.60 mm and a coefficient of variation of 
0.03. Its spatial occurrence across the basin is presented in Drawing No. BNG- 
CLM-006 (in Volume 3a). 

Rainy Days 

The mean annual number of rainy days in Banganga Basin is 32 days with a 
spatial range of 30-35 days. Its spatial occurrence across the basin is presented 
in Drawing No. BNG-CLM-007 (in Volume 3a). 

1.2.3 Wind Speed 

The mean annual daily wind speed in Banganga Basin is within a spatial range 
of 4.51-6.96 km/hr with a mean value of 5.17 km/hr and coefficient of variation 
of 0.11. Its spatial occurrence across the basin is presented in Drawing No. 
BNG-CLM-008 (in Volume 3a). 

1.2.4 Sunshine Hours 

Daily sunshine hours in Banganga Basin varies spatially from 7.91-7.98 hrs/day 
with a mean value of is 7.94 hours/day. Its spatial occurrence across the basin is 
presented in Drawing No. BNG-CLM-009 (in Volume 3a). 

1.2.5 Relative Humidity 

The mean annual daily relative humidity in Banganga Basin is 51.17% with a 
spatial range of 48.63-54.34%. Its spatial occurrence across the basin is 
presented in Drawing No. BNG-CLM-010 (in Volume 3a). 
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1.2.6 Evaporation 

The mean annual evaporation in Banganga Basin is 218.84 cm with a spatial 
range of 214.26-226.36 cm. Its spatial occurrence is presented in Drawing No. 
BNG-CLM-011 (in Volume 3a). 

2. Surface Water 

2.1 Hydrological Modelling 

2.1.1 Overview 

SWAT (Soil and Water Assessment Tool) is the hydrological model to assess 
the monthly and annual surface water potentials of the Banganga Basin. A brief 
description of the SWAT hydrological model is given in Annex SW-l(a) of 
Main Report. 

2.1.2 Development of Hydrological Model 

Mapping of a basin on to the SWAT hydrological model involves an elaborate 
procedure. The following paragraphs briefly describe the methodology used for 
mapping. 

Input data required for modelling 

• Digital Elevation Model (DEM) - Grid (raster) 

• Landuse - Grid (raster) or Shape (vector) 

• Soil - Grid (raster) or Shape (vector) 

• Weather Station location 

• Optional 

• Mask 

• Drainage for burn 

• Outlet locations 

• Reservoir\River gauge locations 

Key procedures necessary for development of model 

• Delineate the watershed for modelling 

• Define land use and soil data grids 

• Determine the distribution of HRU’s (Hydrological Response Units) based 
on the DEM, land use and soil data. 

• Define rainfall, temperature and weather data 

• Write the SWAT input files- requires access to data on soil, weather, land 
cover, plant growth, etc. 

• Edit the input files - if necessary 

• Setup and run SWAT - requires information on simulation period, PET 
estimation method and other options 

• Calibration of model with available observed data 

Descriptive technical, theoretical, interface and input/output SWAT model 
documentation is attached as soft copy for reference in Annex SW-l(b) of Main 
Report. 

2.1.3 Basin Delineation 

A digital elevation model (DEM) from the SRTM was used for basin delineation 
and is shown in Figure 2.1-1. Enlarged map of DEM shown in Drawing No. 
BNG-SW-001 (in Volume 3a). 
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A watershed is the upslope area that contributes flow to a common outlet as 
concentrated drainage. The boundaries between watersheds are termed drainage 
divides. The outlet is the point on the surface at which water flows out of an 
area. It is the lowest point along the boundary of a watershed. 

Watersheds are delineated from SRTM DEM by computing the flow direction of 
each cell in the raster. The model identifies the ridge lines between the basins 
using elevation values from raster data (SRTM DEM) and creates the basin 
boundary. Outlet points are then defined which may be features, such as dams or 
stream gauges or any other outlet point for which contributing area has to be 
determined. Here Banganga Basin was delineated considering outlet points 
outside Rajasthan also, so as to cover complete area within Rajasthan. 

Figure 2.1-1 shows a digital elevation model of the basin and the topographic 

statistics of elevation of the basin is given in Table 2.1-1. 


Table 2.1-1: Elevation Summaries of Banganga Basin 


Parameter 

Elevation (m amsl) 

District 

Block 

Longitude, Latitude 
(degree minutes seconds) 

Minimum Elevation 

149 

Bharatpur 

Sewar 

75°52 , 18.541"E 

27°18'0.453"N 

Maximum Elevation 

736 

Jaipur 

Shahpura 

77°29'54.544"E 

27°13'50.945"N 

Mean Elevation 

274 
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Figure 2.1-1: Digital Elevation Model (Topography) of Banganga Basin 
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Figure 2.1-2: Drainage Network and Basin Delineation using DEM for Banganga Basin 
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From Figure 2.1-1 it can be observed that general direction of slope in Banganga 
Basin is from west to east where topography changes from high hilly areas in 
western portion to plainer areas as one moves towards east. 

Figure 2.1-2 shows the automatically delineated Banganga Basin (within 
Rajasthan) with the generated drainage network using the DEM. The catchment 
area of Banganga Basin delineated is 10,120.76 km 2 , of which 8,583.34 km 2 , 
area is within Rajasthan State boundary. 

2.1.4 Micro-watershed Delineation 

Automatic delineation of watersheds was done by using the SRTM DEM as 
input. The Banganga Basin was delineated using 500 ha as minimum stream 
threshold. The target outflow points were interactively selected so as to cover 
entire area of Banganga Basin falling within Rajasthan State. 

There are 32 micro-watersheds delineated and demarcated in Banganga Basin 
within Rajasthan boundary (see Figure 2.1-3), details of which are presented in 
Table 2.1-2. Enlarged map showing micro-watersheds is shown in Drawing No. 
BNG-SW-002 (in Volume 3a). 

Table 2.1-2: Micro-watersheds Delineated in Banganga Basin 


Micro¬ 

watershed 

Code 

Area, 

km 2 

Percentage 

Basin 

Area, % 

001 

279.87 

3.26 

002 

209.68 

2.44 

003 

420.86 

4.90 

004 

121.44 

1.41 

005 

334.78 

3.90 

006 

148.57 

1.73 

007 

145.17 

1.69 

008 

314.87 

3.67 

009 

243.79 

2.84 

010 

441.18 

5.14 

Oil 

254.17 

2.96 

012 

88.49 

1.03 

013 

383.79 

4.47 

014 

270.80 

3.15 

015 

148.67 

1.73 

016 

319.28 

3.72 

017 

319.85 

3.73 

018 

193.65 

2.26 

019 

251.36 

2.93 

020 

243.33 

2.83 

021 

205.28 

2.39 

022 

259.05 

3.02 

023 

235.78 

2.75 

024 

134.57 

1.57 

025 

482.66 

5.62 
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Micro¬ 

watershed 

Code 

Area, 

km 2 

Percentage 

Basin 

Area, % 

026 

205.15 

2.39 

027 

104.32 

1.22 

028 

194.13 

2.26 

029 

376.83 

4.39 

030 

632.28 

7.37 

031 

229.49 

2.67 

032 

390.21 

4.55 

Total 

8,583.34 

100.00 
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Figure 2.1-3: Micro-watershed Delineation of Banganga Basin Using DEM 
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2.1.5 Land Use / Land Cover 

Land Use/Land Cover is an important segment of data required for pre¬ 
processing. The land use map from NRSC 1 (2007-2008), has been used for the 
present study. Table 2.1-3 gives the land use categories and the area covered 
under each land use category of Banganga Basin. 

The major part of the basin is under Agriculture land use. Mustard and Bajra are 
the predominant crops where general cropping followed as mustard grown in 
Rabi season while Bajra grown in Kharif season (Source: Agriculture Statistics 
Handbook, Government of Rajasthan, 2010). 


Table 2.1-3: Land use Categories in Banganga Basin 


Land Use 

Area (km 2 ) 

% of Basin 
Area 

Build up 

13.06 

0.15 

Kharif only 

363.29 

4.23 

Rabi only 

4,250.72 

49.52 

Double / tripple cropping 

377.41 

4.40 

Current fallow 

2,022.47 

23.56 

Deciduous forest 

393.44 

4.58 

Scrub/Degraded forest 

423.64 

4.94 

Other wasteland 

502.06 

5.85 

Gullied 

110.57 

1.29 

Scrubland 

115.00 

1.34 

Water bodies 

11.70 

0.14 

Total 

8,583.34 

100.00 


Source: NRSC, 2007-2008 


Figure 2.1-4 shows the general land use of Banganga Basin. Enlarged land use 
map of Banganga Basin is shown in Drawing No. BNG-LU-001 (in Volume 3a). 


1 http://applications.nrsc.gov.in/products.asp 
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2.1.6 Soils 

The soil map of Rajasthan has been used for the modelling purpose, as shown in 
Figure 2.1-5. Enlarged soil map of Banganga Basin is shown in Drawing No. 
BNG-SO-OOl (in Volume 3a). 

Soil in the Banganga Basin is predominantly Sandy Loam. Table 2.1-4 shows 
the area under each of the soil texture class found in the Banganga Basin. 


Table 2.1-4: Soil Texture in Banganga Basin 


Soil Texture 

Area 

% of Basin 

(km 2 ) 

Area 

Clay 

1,359.62 

15.84 

Clay Loam 

23.27 

0.27 

Loam 

1,290.26 

15.03 

Loamy Sand 

1492.60 

17.39 

Sand 

851.36 

9.92 

Sandy Clay Loam 

310.93 

3.62 

Sandy Loam 

3255.30 

37.93 

Total 

8,583.34 

100.00 


Source: SRSAC, DST, Jodhpur 
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Figure 2.1-5: Soil Map of Banganga Basin 
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2.1.7 Meteorological Data Collection Stations 

Daily rainfall data belonging to IMD, Revenue Department and Water Resources 
Department of Rajasthan have been used. Maximum and minimum temperature 
data at a resolution of 1° x 1° latitude by longitude grid points (1 grid location) 
from IMD has been used. 

(The Grid point nomenclature adopted by IMD was done by combining 
Longitude and Latitude in decimal degrees to form a code e.g. grid location 
name "755275" signifies 75.5 degree longitude and 27.5 degree latitude). 

Major weather parameters which influence the hydrology of a catchment are 
rainfall and temperature for which daily observed data have been used, while for 
other weather parameters like solar radiation, wind speed and relative humidity 
(which have less significant effect on hydrology) long term statistics have been 
used to derive daily values. These weather parameters have small variation over 
the time and can be derived using continuity equations. 

SWAT uses weather generator model for generating values based on long term 
daily statistics for a particular day. 

Solar radiation is generated from a normal distribution. A continuity equation is 
incorporated into the generator to account for radiation variations caused by dry 
vs. rainy conditions. Solar radiation is adjusted downward when simulating 
rainy conditions and upwards when simulating dry conditions. The adjustments 
are made so that the long-term generated values for the average monthly solar 
radiation agree with the input averages. 

Generated wind speed: A modified exponential equation is used to generate 
daily mean wind speed given the mean monthly wind speed. 

Generated Relative humidity: The relative humidity model uses a triangular 
distribution to simulate the daily average relative humidity from the monthly 
average. As with temperature and radiation, the mean daily relative humidity is 
adjusted to account for wet- and dry-day effects. 

The meteorological data location details is presented in Annex SW-3 of Main 
Report. 

The meteorological station locations map is available in Figure 2.1-6. 
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Figure 2.1-6: Meteorological Data Locations Map of Banganga Basin 
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2.1.8 Existing Major / Medium Projects 

According to WRD records, there is one major irrigation project Ramgarh, 5 
medium irrigation projects in Banganga Basin, as well as numerous small 
irrigation systems (covering less than 20 ha) constructed and operated by 
Panchayat Samities (PS). 

In the eastern part of Banganga River, several diversion weirs have been 
constructed to direct the water from the river to the cultivated areas by means of 
earthen canals, such as Pathena Canal, Halena Canal and their secondary and 
tertiary waterways. These diversions virtually replace the Banganga River itself, 
as a result of which it has no outlet to the Yamuna River. 

In the north-eastern section of the basin, the 23 km long Sikri Bund intercepts 
the Ruparail River, which is thus also Blocked and does not discharge to the 
Yamuna River. A number of canals distribute the water intercepted by this bund 
to the irrigable lands. Further east, the Gurgaon Canal distributes Yamuna River 
waters, diverted at the Okhla Barrage, to irrigable lands located along a stretch 
of some 80 km from the point of entry of the canal from Haryana. 


Table 2.1-5 gives the details of the existing projects in the Banganga Basin. 

Table 2.1-5: Project Details in Banganga Basin 


S.No. 

Name 

Type 

Live 
Storage 
, Mm 3 

Gross 
Storage 
, Mm 3 

Data 

Availability 

Remarks 

Catchme 
nt Area, 

1 

Ramgarh Dam 

Major 

73.58 

75.02 

1996 - 2010 

Monsoon months 
Gauge-Capacity data 

809.80 

2 

Ajan Lower 

Medium 

17.97 

17.97 

1996 - 2010 

Monsoon months 
Gauge-Capacity data 

217.56 

3 

Kala Kho 

Medium 

10.82 

13.28 

1996 - 2010 

Monsoon months 
Gauge-Capacity data 

247.70 

4 

Kharad 

Medium 

9.19 

9.19 

1996 - 2010 

Monsoon months 
Gauge-Capacity data 

73.50 

5 

Madho Sagar 

Medium 

22.50 

22.61 

1996 - 2010 

Monsoon months 
Gauge-Capacity data 

76.80 

6 

Sainthal Sagar 

Medium 

12.80 

13.73 

1996 - 2010 

Monsoon months 
Gauge-Capacity data 

204.20 


Source: WRD, GoR 


Other salient features of dams located in Banganga Basin is presented in Annex 
SW-2(a) of Main Report. The monsoon months gauge-capacity data of the dams 
is presented in Annex BNG-1. 

2.1.9 River Gauge & Discharge data in Banganga Basin 

Two river gauge stations are present in Banganga Basin namely Hingota whose 
data availability is from 1994-1998 for monsoon months and Rashidpur data 
availability is from 1979-1992, (see Table 2.1-6). 
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Table 2.1-6: River Gauge and Discharge Data in Banganga Basin 


River gauge site 

Data availability 

Maintaining Agency 

Remarks 

Rashidpur 

1979-1992 

Water Resource 
Department, Rajasthan 

Site closed 

Hingota 

1994-1998 (monsoon 
months) 

Water Resource 
Department, Rajasthan 

No cross-section of the river 
is available, nor 
level/discharge rating curve. 
Observations have not being 
made for the last 15 years or 
more. Earlier gauging data 
are incomplete and irregular, 
and of no use. 


2.1.10 Other Data 


District agriculture statistics from 1967-2007 (extended to 2011 from Agricop) has 
been used to derive District wise cropping area, production, irrigation by source 
(canal, tank, well etc), fertilizer and pesticide use per hectare. Cropping pattern and 
crop management practices are used from agriculture contingency plans 
(http://agricoop.nic.in/acp.html) and Agriculture Statistics Handbook, Government 
of Rajasthan, 2010. These data was later transferred to watersheds (hydrological 
modelling unit) using GIS overlay techniques. 

The general cropping pattern adopted in the region is Bajra in Kharif and Mustard 
in Rabi season (Source: Agriculture Statistics Handbook, Government of 
Rajasthan, 2010). 

2.2 Model Calibration and Performance 

Calibration is an effort to better parameterize a model to a given set of local 
conditions, thereby reducing the prediction uncertainty. 

Model calibration is performed by carefully selecting values for model input. 

(within their respective uncertainty ranges) by comparing model predictions 
(output) for a given set of assumed conditions with observed data for the same 
conditions. 

Figure 2.2-1 shows calibration location map of Banganga Basin. 

2.2.1 SWAT Model Calibration 

SWAT model uses water balance equation as a driving force behind everything 
that happens in the watershed on a daily basis. The USDA SCS runoff curve 
number is used to estimate surface runoff from daily precipitation. An inproved 
dynamic curve number method is used which automatically adjusts the curve 
number on the basis of the moisture conditions prevailing in the watershed. 

Auto calibration techniques have been adopted using SWAT CUP that provide 
the essential information like sensitive parameters, range or value that has to be 
applied to various parameters to arrive at optimum parameter value. 

This study used built in interfaces of these tools in SWAT model to identify 
important hydrologic controlling parameters, optimize them and test the 
calibrated model using various performance indices and input data sets, and 
document SWAT model application techniques in order to highlight area of 
hydrologic modelling improvement. 
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After running auto calibration process, the application provides sensitive 
parameters which control the hydrological processes. These are mentioned in 


Table 2.2-1. 

Table 2.2-1: Sensitive Parameters Controlling the Hydrological Processes 


Parameter 

Description (Class) 

Units 

CN2 

Curve number (Management operations) 

- 

GW_DELAY 

Groundwater delay (Groundwater) 

Days 

GWQMN 

Threshold depth of water in shallow aquifer required 
for return flow to occur (Groundwater) 

mm 

GW_REVAP 

Groundwater revap coefficient (Groundwater) 

- 

RCHRG_DP 

Deep aquifer percolation coefficient (Groundwater) 

- 

ESCO 

Soil evaporation compensation factor 
(Evapotranspiration) 

- 

SOL_AWC 

Soil available water content (Soil) 

mm water\mm soil 

SOL_K 

Soil permeability (Soil) 

mm/hr 

SHALLST 

Initial Depth of water in shallow aquifer 

mm 


These parameters broadly fall under two categories: 


• General Parameters: Values of which are applied to entire basin which 
include Groundwater delay, deep aquifer percolation factor and ESCO. 

• Catchment Specific Parameter: Values of these parameters are area specific 
which include soil parameters like soil permeability and available moisture 
content and management parameters like CN, irrigation source etc. 

Soil in Banganga Basin is predominantly Sandy Loam. After various simulation 
and parameter calibrations, it was found that groundwater parameters were most 
sensitive in this region. 

Generally, the model takes default values as per input data provided (Land use, 
Soil profile, DEM, reservoir details etc). The model is then made to run with 
default values and then compared with observed data. After such comparison 
and looking at the flow regime of observed and simulated values, sensitive 
parameters were adjusted and a series of test runs were carried out to reach 
optimum parameter value. 

Figure 2.2-1 shows the location of sites of the model calibration. There are a 
large number of parameters which operate during simulation. Out of them, some 
major parameters that were adjusted during calibration. Their respective values 
are presented in Tables 2.2-2. 
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Figure 2.2-1: Calibration Locations Map of Banganga Basin 
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Table 2.2-2: Major Parameters Adjusted During Calibration 


Parameter 

Unit 

Rashidpur 
(Excluding 
areas of 
upstream 
reservoir 
catchments) 

Kharad 

Sainthal 

Sagar 

Kala Kho 

Madho 

Sagar 

Ajan 

Lower 

Ramgarh 

Dam 

GWJelay 

Days 

8.00 

4.00 

4.00 

4.00 

4.00 

8.00 

4.00 

RCHRG_DP 

- 

0.33 

0.40 

0.40 

0.31 

0.31 

0.33 

0.25 

ESCO 

- 

0.82 

0.82 

0.82 

0.82 

0.82 

0.82 

0.82 

GWQMN 

mm 

1,400.00 

1,400.00 

1,450.00 

1,400.00 

1,200.00 

1,400.00 

1,300.00 

GW_REVAP 

- 

0.08 

0.05 

0.10 

0.05 

0.05 

0.08 

0.05 

SHALLST 

mm 

1,500.00 

1,500.00 

1,500.00 

1,500.00 

1,500.00 

1,500.00 

1,500.00 

Crop Management Parameters 

IRRSC 

Reservoir, 

Shallow 

aquifer 

Source of irrigation 


2.2.2 Model Performance 

There are three main parameters that are used for evaluating a hydrological 
model performance viz. Nash-Sutcliffe model efficiency coefficient (NSE), 
RSR, and co-efficient of determination (R 2 ). 

The ranges of these parameters are presented in Table 2.2-3. 

Table 2.2-3: Model Performance Parameters 


Performance 

Nash-Sutcliffe efficiency 
coefficient(NSE) 

RSR 

Coefficient of 
Determination^ 2 ) 

Satisfactory 

0.50 =< NSE < 0.65 

0.60 < RSR < 0.70 

0.50 =< R 2 =< 0.65 

Good 

0.65 < NSE <0.75 

0.50 < RSR < 0.60 

0.65 < R 2 < 0.75 

Very Good 

0.75 < NSE <1.00 

0.00 < RSR < 0.50 

0.75 < R 2 < 1.00 

Unsatisfactory 

NSE<0.50 

RSR > 0.70 

R 2 <0.50 


Detailed description of these model performance parameters is presented in 
Annex SW-l(c) of Main Report. 

Calibration validation has been performed for 6 dams and 1 river gauge station 
for Banganga Basin. Data used for calibration locations is presented in Annex 
BNG-1. 

Table 2.2-4 presents the summary of model performance at various calibration 
location sites. 


Table 2.2-4: Model Performance Summary at Calibration Sites 


Calibration Location 

Catchment 

Area 

(km 2 ) 

Mean 

Simulated 

(Mean 

Observed) 

Coefficient 
of Determination 
R 2 

Nash-Sutcliffe 
model efficiency 
coefficient (NSE) 

RSR 

Calibration 

Period 

Overall 

Performance 

Rashidpur River 
Gauge Station 

4,106.8 

3.27(1.46)# 

0.31 

-1.26 

1.49 

1984-1989 

Unsatisfactory 

Kharad Dam 

73.5 

1.80(1.60)* 

0.50 

0.32 

0.81 

1996-2003 

Unsatisfactory 

Ramgarh Dam 

809.8 

9.47(7.83)** 

0.80 

0.64 

0.58 

1996-2009 

Satisfactory 

Ajan Lower Dam 

88.5 

4.20(3.60)* 

0.10 

-1.29 

1.49 

1996-2010 

Unsatisfactory 

Kala Kho Dam 

247.7 

4.80(5.00)* 

0.60 

0.42 

0.75 

1996-2007 

Unsatisfactory 


App. BNG-IN-24740-R13-073 July, 2014 

Surface and Groundwater Availability 
161 


























STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Calibration Location 

Catchment 

Area 

(km 2 ) 

Mean 

Simulated 

(Mean 

Observed) 

Coefficient 
of Determination 
R 2 

Nash-Sutcliffe 
model efficiency 
coefficient (NSE) 

RSR 

Calibration 

Period 

Overall 

Performance 

Madho Sagar Dam 

76.8 

3.40(3.50)* 

0.20 

-0.05 

1.00 

1996-2003 

Unsatisfactory 

Sainthal Sagar Dam 

204.2 

4.90(4.10)* 

0.60 

0.29 

0.82 

1996-2002 

Unsatisfactory 

* Mean monthly reservoir capacity, Mm 3 
** Mean annual reservoir capacity, Mm 3 

# Mean monthly flows in cumecs 


Rashidpur River Gauge Station 

Model performance at Rashidpur River gauge station is presented in Tables 2.2- 
4. Figure 2.2-2 shows the comparison between observed and simulated flows at 
Rashidpur River gauge station. 

Figure 2.2-2: Comparison of Simulated Vs Observed Flows at Rashidpur 

River Gauge Station 
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As evident from Tables 2.2-4, the match between observed and simulated flows 
is unsatisfactory with a coefficient of correlation 0.31 and Nash is -1.26, keeping 
in view the fact that water yield at this location is through highly intervend 
catchment and informations on releases, and unaccounted abstractions are not 
available. 

Mean monthly observed flow at Rashidpur during calibration period is 1.41 
cumecs while simulated is 3.27 cumecs. 

Ramgarh Dam 

Model performance at Ramgarh Dam is presented in Table 2.2-4. Figure 2.2-3 
shows the match between observed and Simulated capacity at Ramgarh Dam. 


Figure 2.2-3: Comparison of Simulated Vs Observed Capacity in Ramgarh Dam 




As it is evident from Table 2.2-4 and Figure 2.2-3 the model performance at 
Ramgarh dam is satisfactory with a coefficient of determination 0.81 and Nash 
is 0.64, keeping in view that there is some unaccounted abstractions going on in 
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its cathcment for which some information is available but similar information is 
not available for catchments of other dams in the basin which resulted in their 
poor model performance. 

Mean monsoon months observed capacity at Ramgarh Dam is 7.83 Mm 3 while 
simulated is 9.47 Mm 3 during calibration period (see Table Al-7, Annex BNG- 
1 ). 

At rest of the calibration sites satisfactory calibration could not be achieved. 

2.2.3 Hydrological Simulation 

The SWAT model was run with the observed rainfall (1957-2010) and 
temperature data (1973-2010) for Banganga Basin and outputs were obtained 
for the common period of 1973 to 2010. The outputs provided by the model are 
very extensive, covering all the components of water balance spatially and 
temporally. The sub-components of the water balance that are most significant 
and used for analyses, include: 

• Total flow (Water yield) consisting of surface runoff, lateral and base flow. 

• Actual evapotranspiration (ET). 

The output can be depicted in many ways depending on the focus and 
requirement of the user. These components are expressed in terms of total 
annual depth of water in mm over the total watershed area. In other words, the 
total water yield is the equivalent depth in mm, of flow past the outlet of the 

watershed on average annual and monthly basis. Figures 2.2-4 and 2.2-5 show 
the annual and mean monthly water balance components for the Banganga 
Basin. 

Temporal Distribution of Major Water Balance Components 

Figure 2.2-4 depicts the annual rainfall, water yield, evapotranspiration and sub¬ 
surface percolation for the entire Banganga Basin. 

There are 32 micro-watersheds delineated and demarcated in Banganga Basin 
within Rajasthan boundary, yearly water balance components of which are 
presented in Annex SW-4 of Main Report (as soft copy). 

It is noteworthy here that SWAT gave an indication of the spatial and temporal 
variation of this percolation, with respect to properties of the overlaying soil 
cover. The percolation computed using SWAT model is the total percolation 
which also includes the abstractions being taken from the groundwater. 
Therefore the net percolation which will reflect the groundwater fluctuations is 
after incorporating the withdrawals/draft from the groundwater for various 
purposes. The another component namely deep percolation is used in the SWAT 
model to build the static groundwater table and this component is lost from the 
local water balance, although there is a provision to tap this water through tube 
wells if required. SWAT doesn't takes care of absolute groundwater table since 
it is not a groundwater model. 
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As shown in Figure 2.2-4, inter annual range of rainfall for the period of analysis 
from 1973 to 2010 was 191.22 to 690.07 mm, while inter annual range of water 
yield was 7.90 to 249.36 mm for the same period (see Table A3-1, Annex BNG- 
3). This shows the great degree of fluctuations in the rainfall and runoff pattern 
Banganga Basin. 


Figure 2.2-5 depicts the long-term monthly average water balance components 
of rainfall, water yield, evapotranspiration and sub-surface percolation for 
Banganga Basin. It can be seen that the rainfall contribution to water yield and 
evapotranspiration is mainly in the months of June, July, August and September 
with a maximum in July and August while for other months the contribution is 
negligible Table A3-2, Annex BNG-3 presents mean monthly water balance 
components of Banganga Basin. 


Figure 2.2-5: Simulated Mean Monthly Water Balance Components in Banganga Basin 



■ Rainfall ■ Water Yield ■ Evapotranspiration ■ Sub-surface percolation 


Virgin Water Yield 


True runoff, or virgin water yield, is stream flow in its natural conditions, i.e. 
without the existence of any irrigation, municipal or industrial water supply 
developments (including impact of imported water, return capacity and flow 
diversions). 


After calibration and validation of model at selected sites, the virgin water yield 
were generated by switching off all the abstractions (major, medium dams along 
with other water harvesting structures) and removing all crop management 
options (controlled irrigation in terms of canals. Groundwater, etc.). In virgin 
water yield scenario presented here, Kharif and Rabi crops are considered as rain 
fed with no external water supply. 

Mean Simulated Virgin water yield for Banganga Basin within Rajasthan is 
754.83 Mm 3 . The virgin water yield series (1973-2010) for Banganga Basin is 
shown in Table A2-1, Annex BNG-2. 


Virgin water yield series for micro-watersheds of Banganga Basin are presented 
in Annex SW-5 of Main Report (as soft copy). 
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Flow Duration Curves 

Assessment of dependable lean season capacity along with their distribution in 
time is essential for planning and development of water supply schemes. Water 
yield with respect to 4 levels of 25, 50, 75 and 90% dependability are shown in 
Figure 2.2-6 with relevant data given in Table 2.2-5. 

Figure 2.2-6: Flow Duration Curve for Banganga Basin 



Table 2.2-5: Virgin Water Yield at Four Dependability Levels - Banganga Basin 


Dependability Level, 
(%) 

Water Yield, 

Mm 3 

25 

1,078.30 

50 

563.50 

75 

289.00 

90 

180.00 

Mean 

754.83 


Rainfall occurs mainly during the monsoon season in Banganga Basin. Major 
portion of stream flow therefore, will occur only during these months. At 50% 
dependability virgin water yield in Banganga Basin is 563.50 Mm 3 while at 75% 
dependability the water yield is 289.00 Mm 3 . 

There are 32 micro-watershed delineated within Banganga Basin, virgin water 
yield dependability is presented in Table 2.2-6. 

Table 2.2-6: Virgin Water Yield at Four Dependability levels of Micro-watersheds of Banganga 

Basin 


Micro¬ 

watershed 

Code 

Dependability Level, % 

Mean 

25 

50 

75 

90 

Water Yield, Mm 3 

001 

27.50 

11.70 

7.30 

3.60 

19.40 

002 

20.70 

7.60 

4.80 

3.40 

13.00 

003 

25.30 

9.20 

0.70 

0.00 

20.80 

004 

17.20 

6.70 

2.70 

1.30 

11.40 

005 

44.50 

16.20 

6.00 

3.50 

29.10 
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Micro¬ 

watershed 

Code 

Dependability Level, % 

Mean 

25 

50 

75 

90 

Water Yield, Mm 3 

006 

26.70 

9.00 

1.40 

0.20 

15.40 

007 

7.20 

1.00 

0.00 

0.00 

6.40 

008 

55.00 

18.60 

3.30 

0.10 

28.10 

009 

31.60 

14.00 

3.60 

1.90 

19.40 

010 

53.20 

13.90 

3.20 

1.80 

40.60 

Oil 

25.30 

13.50 

8.30 

4.90 

17.20 

012 

7.30 

2.70 

0.00 

0.00 

4.80 

013 

40.10 

7.90 

0.80 

0.30 

22.10 

014 

54.70 

32.20 

8.50 

1.70 

42.90 

015 

12.20 

4.60 

1.50 

1.00 

10.00 

016 

36.30 

7.80 

1.60 

0.80 

27.30 

017 

41.90 

7.10 

0.60 

0.20 

21.30 

018 

14.80 

6.70 

0.10 

0.00 

12.60 

019 

28.70 

9.30 

6.10 

4.10 

16.80 

020 

25.50 

13.40 

3.40 

1.00 

19.90 

021 

27.40 

11.40 

4.80 

2.90 

22.50 

022 

24.30 

4.90 

0.80 

0.00 

17.60 

023 

47.20 

18.80 

11.80 

6.30 

29.60 

024 

51.70 

28.20 

17.00 

10.50 

38.90 

025 

77.30 

43.60 

18.00 

4.20 

49.60 

026 

15.30 

3.20 

0.30 

0.10 

9.00 

027 

12.00 

3.10 

1.30 

0.60 

6.40 

028 

9.80 

4.20 

1.10 

0.40 

6.40 

029 

52.10 

15.00 

9.70 

6.40 

28.70 

030 

112.80 

48.70 

32.70 

21.10 

69.20 

031 

19.50 

0.90 

0.10 

0.10 

10.00 

032 

87.70 

54.60 

18.90 

3.00 

68.80 


App. BNG-IN-24740-R13-073 July, 2014 

Surface and Groundwater Availability 
168 







STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


3. Imported Surface Water 

Banganga Basin shares out of the State water with Ruparail Basin, imported by 
the Gurgaon Canal. The water imported through Bharatpur Feeder is only used 
in Banganga Basin. For consistency, the scheme description is repeated here, 
except for the corresponding water share and use. 

3.1 General Layout 

The layout of the system through which water is being imported to the basin is 
shown in Surface water key map of Banganga Basin (see Volume 4). 

3.2 Gurgaon Canal 

As part of its share in the Yamuna River, Rajasthan can receive at present up to 
77 Mm 3 /yr through the existing 64 kms long Gurgaon Canal and its Pahari 
Distributary, both part of an existing project designed to irrigate some 
47.0 kha in Bharatpur District. More details are given in Section 7 of the Main 
Report. 

3.3 Bharatpur Feeder 

An additional amount of up to 31 Mm 3 /yr is received by Rajasthan as part of its 
share in the Yamuna River via the existing 31 kms long Bharatpur Feeder, 
which branches out from the Agra Canal and commands an irrigable area of 
some 7.3 kha. More details are given in Section 7 of the Main Report. Table 7.7- 
4 of the Main Report shows the quantities of water received in Rajasthan from 
this source, during the period 2005-2010. 

3.4 Summary 

As described in the Main Report Section 7.3, water delivery is limited to the 
monsoon months and shared by the participating States on basis of hydrological 
analysed mean flows at the source. 

As above, Rajasthan’s share is 9.3% (Table 7.3-2 of Main Report) of the mean 
flow and the stochastic dependability levels are: 

Mean: 100% 

25% dependability level: 119.5% 

50% dependability level: 96.3% 

75% dependability level: 81.9% 

90% dependability level: 60.0% 

The relevant mean quantities of water are given in Table 3.4-1. 

Table 3.4-1: Area Served by Imported SW in Banganga Basin 


Serving Project 

District 

Name 

Block Name 

CCA, 

ha 

Mean 

Water 

Availability, 

Mm 3 /yr 

Gurgaon Canal 

Bharatpur 

Deeg 

6,262 

2.92 

Kumher 

1,243 

0.58 

Sub Total 

7,505 

3.50 

Bharatpur Feeder 

Bharatpur 

Deeg 

168 

0.66 

Kumher 

5,935 

23.29 
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Serving Project 

District 

Name 

Block Name 

CCA, 

ha 

Mean 

Water 

Availability, 

Mm 3 /yr 

Bharatpur Feeder 

Bharatpur 

Sewar 

1,181 

4.63 

Sub Total 

7,284 

28.58 

Total in Banganga Basin 

14,789 

32.08 


Given the fact the these areas form the lower end of the systems, make the 
dependability concept rather irrelevant, since it is not only the actual water 
availability at the source (where stochastic dependability levels do prevail) but 
relies also on the non-stochastic behaviour of the other upstream consumers. 
Omitting the last-named factor, the probability of water availability will be 
proportional according to the above-mentioned values. 

4. Groundwater 

4.1 Basic Characteristics 

4.1.1 Physiography 

The tectonically controlled hills in the area are aligned to the strike of the Great 
Boundary Fault. However, the alignment is less significant in Banganga Basin, 
as compared to the adjoining Chambal and Gambhir Basins. 

The hilly terrain in the upper part of the basin is characterised by NE-SW to 
NNE-SSW trending lineaments. Lower Banganga Basin is covered by a low- 
lying, usually flat terrain covered with ragolith. Out crops of weathered hard 
rocks can be seen between the Hilly terrain and Alluvium formations. 

The drainage system of the basin is rather complex as the present system is 
superimposed on the earlier drainage system of Yamuna and Gambhiri Rivers. 
The remnant drainage of Yamuna and Gambhiri are also indicate the river 
migrations in the basin. 

4.1.2 Geomorphology 

Alluvial plains are developed in the lower part of the basin in the east. An 
erosional channel within the Sandstone seems to have developed in the area of 
the present day Gambhiri-Banganga confluence. The lower parts of the Alluvial 
sequence constitute coarse sand, angular weathered fragments of rocks and 
rounded to sub-rounded gravels. The upper part of the Alluvial deposits is 
mainly characterised by sticky clay mixed with kankar. 

Salient features of the Alluvial terrain, mainly in the lower part of the basin, 
include numerous features such as meander scars and abandoned river courses. 
Blown sand, which generally obscures the land forms, is fairly common on both 
flanks of the river. The buried channels and meanders forms potential areas and 
are ideal locations for groundwater development, where they contain coarse¬ 
grained sediment. 

4.1.3 Geology 

The Geological sequence of rock formation in Banganga Basin is given in Table 
4.1-1. 
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Table 4.1-1: Geological Sequence in Banganga Basin 


Era 

Age 

Super-Group 

Group 

Rock Formation 

Quaternary 

Recent to sub 
recent 


Aeolian and 
Fluvial deposits 

Windblown 
sand, Alluvial 
clay, silt, sand, 
gravel, kankar 


Unconformity 


— 


Upper 

Proterozoic- 

Lower 

Palaeozoic 

Upper 

Proterozoic 

Vindhyan 

(upper) 

Bhander Group 
Upper Bhander 
Sirbu 

Sandstone 

Shale 

Limestone 

Source: Geo 

ogical Survey of India (G.S.I.) 


Alluvial deposits cover major part of the basin, while various hard rock out¬ 
crops occur in the upper part of the basin as scattered and isolated hillocks. The 
basin area in its lower part is covered predominantly by Alluvium. The widest 
stretches of basin area extend in north of the river, from Rajgarh westwards. In 
the south, the only conspicuous land-form is the Lalsot - Todabhim Quartzite 
ridge. 

Nearly half of the basin area is occupied by Phyllite & Schist, Gneisses(B.G.C.) 
and Quartzite in western part of basin. The rest of the basin area is covered by 
Alluvium, consisting of wind-blown sand fluvial deposits. 

4.1.4 Sub-Surface Hydrogeology 

The sub-surface hydrogeology has been studied with the help of two 
hydrogeological cross-section along A-A' and B-B'. These cross-section have 
been prepared on the basis of exploratory tube wells and piezometers drilled by 
CGWB and RGWD. The cross-section lines and their respective alignment has 
been shown in Figure 4.1-1. The sub-surface hydrogeology is based on these 
cross -sections. 

• A-A' along Hudla-Bhanera 

• B-B' along Bhandana-Mahuwa 

Hydrogeological Cross-Section A-A' 

Hydrogeological Cross-Section A-A' shown in Figure 4.1-2 has been drawn 
from Hudla village in the central part of the basin to Bhanera village in its 
eastern part. The total length of the cross-section line is 76 kms. The ground 
level elevation ranges from RL 180.80 m amsl (Bhanera village) to RL 245.16 
m amsl (Hudla village). It implies that the central and eastern parts of the basin 
are occupied by Older Alluvium of quaternary age, comprising fine to coarse 
grained sand along with clay and kankar up to depth of 50 m to 110 m bgl. The 
depth of Alluvium in Hudla village is 90 m bgl, in Halena village 71m bgl and 
in Bhanera village 110 m bgl. The Alluvium comprises comparatively well- 
sorted sediments around Bhanera and Hudla villages and has maximum 
thickness of 110 m bgl. Quartzite of Delhi Super Group forms the main bed-rock 
with depth ranging from 90 to 110 m bgl. 

The saturated thickness of the Alluvium ranges from 38 m bgl (Halena) to 103 
m bgl in Bhaneta. The water level in Hundla village is 14 m bgl while in Halena 
and Bhanera villages it is 12 and 8 m bgl, respectively. 
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Hydrogeological Cross-Section B-B' 

Hydrogeological Cross-Section B-B' along Bhandana-Mahuwa, shown in Figure 
4.1-3 has been drawn from Bhandana village in the south-western extremity of 
the basin to Mahuwa village in the central part of the basin. The total length of 
the cross-section is 85 kms. The ground level elevation ranges from RL 239 m 
amsl (Mahuwa) to RL 329 m amsl (Bhandara). The cross-section implies that 
Older Alluvium of quaternary age occupies the central part of the cross-sectional 
area with thickness varying from 5 m to 65 m bgl. The Alluvium comprises 
sand, silt, clay and gravel. The area between Manpur in the central part and 
Mahuwa village is having Quartzite of Delhi Super Group from ground level to 
90 m bgl. Gneisses of Bhilwara Super Group is the main bedrock encountered at 
depth of 10 to 90 m bgl. In the south-western part, Gneisses are exposed at 
ground level between Bhandana and Bhandarej villages. 

The water level ranges from 19 m bgl (Manpur and Mahuwa) to 33 m bgl 
(Bhandana). 
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Figure 4.1-1 Hydrogeological Cross Section Line of Banganga Basin 
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Figure 4.1-2 Hydrogeological Cross Section of Banganga Basin A-A' 



Source: CGWB and RGWD 
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Figure 4.1-3 Hydrogeological Cross Section of Banganga Basin B-B' 
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4.2 Aquifer Units and Characteristics 

4.2.1 General 

The aquifer units occupying Banganga Basin are Younger Alluvium, Older 
Alluvium, Limestone, Phyllite & Schist, Quartzite, Slate, and Gneisses(B.G.C.). 
The geographical area occupied by different units is given in Table 4.2-1. 

Table 4.2-1: Aquifer units with Occupied Area in Banganga Basin 


Basin 

Aquifer Units 

Area (km 2 ) 

Banganga 

Gneisses(B.G.C.) 

63.65 

Limestone 

104.59 

Older Alluvium 

4,886.16 

Phyllite & Schist 

309.37 

Quartzite 

1,848.87 

Slate 

210.18 

Younger Alluvium 

1,160.52 

Basin Total 


8,583.34 


Source: Hydrogeological data, CGWB & RGWD 


The aquifer map (hydrogeological unit map) of the basin is presented in 
Drawing No. BNG-GW-001 (in Volume 3a). As shown, more that 2/3rd of the 
basin area is occupied by Older and Younger Alluvium aquifers. The western 
part of the basin is occupied by sedimentary and hard-rock aquifers viz. 
Limestone, Phyllite & Schist, Quartzite, Slate, and Gneisses(B.G.C.). 

4.2.2 Aquifer Characteristics 

The hydrogeological characteristics of different aquifer occurring in the basin 
are Younger & Older Alluvium, Limestone, Phyllite & Schist, Quartzite and 
Gneisses(B.G.C.). The aquifer characteristics of these formations are 
summarized in Table 4.2-2. 

According to this, the average depth of aquifer varies from a minimum of 71.25 
m bgl to a maximum of 92.80 m bgl in Younger and Older Alluvium formations 
respectively. In the Gneisses(B.G.C.) the average aquifer depth is 60.29 m bgl. 
In Limestone formation it is 112.56 m bgl. In Phyllite & Schist aquifer the 
average aquifer depth is 83.66 m bgl whereas in Quartzite, it is 102.16 m bgl. 

The minimum static groundwater level in the basin area is observed at 0.47 m 
bgl at village Bhanera in Older Alluvium whereas the maximum water level of 
59.00 m bgl was observed in village Bardali area in Older Alluvium aquifer. The 
minimum static water level in hard rock aquifers was recorded as 3.70 m bgl at 
Pratapgarh village in Quartzite aquifer and the maximum of 60.00 m bgl in 
Jaipur District area in Quartzite aquifer. The average static water level ranges 
from 11.12 m bgl to 14.68 m bgl in the Alluvium formation. The average static 
water levels in Gneisses(B.G.C.), Limestone, Phyllite & Schist and Quartzite's 
aquifer is 24.43 m, 14.58 m, 12.70 m and 17.63 m bgl respectively. 

The average specific capacities in Alluvium ranges from a minimum of 0.63 
lps/m in Younger Alluvium to a maximum of 1.29 lps/m in Older Alluvium. The 
average specific capacity of wells in Phyllite & Schist aquifer is 1.52 lps/m and 
it is 0.59 lps/m in quartzite formation of the basin area, among hard rock 
aquifers. 
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The average transmissivity in Alluvium ranges from 164.17 m 2 /day (Older 
Alluvium) to 259.20 m 2 /day (Younger Alluvium). In Gneisses(B.G.C.) it is 
80.00 m 2 /day in Phyllite & Schist it is 7.30 m 2 /day and in the Quartzite 
formation it 199.25 m 2 /day, in hard rock aquifers. 

The hydrogeological characteristics of the aquifers occupying the basin are 
given in Table 4.2-2. 
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Table 4.2-2 Hydrogeological Characteristics of Aquifer Units of Banganga Basin 


Basin 

Aquifer Units 

Depth 

Drilled 

(m) 

Static Water Level 
(m bgl) 

Discharge 

(Ips) 

Drawdown (m) 

Specific 

Capacity 

(Ips/m) 

Transmissivity 

(m 2 /day) 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Banganga 

Gneisses(B.G.C.) 

33.00 

125.40 

60.29 

7.60 

42.70 

24.43 

1.67 

5.00 

3.33 

- 

- 

- 

- 

- 

- 

80.00 

80.00 

80.00 

Limestone 

70.00 

159.55 

112.56 

12.00 

16.30 

14.58 

0.17 

2.52 

1.04 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Older Alluvium 

24.50 

210.64 

92.80 

0.47 

59.00 

11.12 

0.05 

42.15 

6.61 

0.36 

100.00 

13.63 

0.01 

11.34 

1.29 

6.00 

787.00 

164.17 

Phyllite & Schist 

20.28 

125.50 

83.66 

4.72 

35.89 

12.70 

1.26 

20.00 

6.48 

0.79 

29.46 

16.75 

0.21 

4.64 

1.52 

7.30 

7.30 

7.30 

Quartzite 

19.60 

202.82 

102.16 

3.70 

60.00 

17.63 

0.08 

15.12 

3.02 

1.96 

61.56 

25.12 

0.07 

2.48 

0.59 

7.00 

576.00 

199.25 

Younger Alluvium 

24.00 

203.70 

71.25 

0.95 

39.07 

14.68 

0.35 

16.98 

4.56 

1.97 

26.87 

10.23 

0.01 

2.33 

0.63 

2.00 

1688.00 

259.20 


Source: CGWB and RGWD 


Note: 

1. The data variously pertain to period 1960-2010. 

2. The same value data reflects the availability of data from one place only. 

3. Detailed information on location / village for the above observed parameters values are given in Annex GW-8. 
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4.3 Depth to Groundwater 

4.3.1 Monitoring / Observation Wells 

There are 397 observation wells in the entire basin for which water levels are 
monitored. Out of these, 327 wells pertains to RGWD and 70 to CGWB, as 

shown in Table 4.3-1. 

Table 4.3-1: Monitoring / Observation Wells in Banganga Basin 


Basin 

CGWB 

RGWD 

Total Observation 
Wells 

Banganga 

70 

327 

397 


Source: CGWB and RGWD 


4.3.2 Long-term Groundwater Level Trends 

An analysis of the historic groundwater levels and trends between the years 
1984-2010 is presented below. Weighted average groundwater levels during the 
examined period were generated for the basin based on the measured level in 
each well and its thiessen weight within the basin. The weighted average 
groundwater levels in the basin are presented in the graphs below and given in 
Table 4.3-2. 

Long-term groundwater levels for the period 1984-2010 are presented in Figure 
4.3-1. In total, the groundwater levels in the basin declined from above 270 m 
amsl in the pre-monsoon of 1984, to below 265 m amsl in the pre-monsoon 
2010, a total drop of >5 m in 27 years. The average decline rate in this basin for 
pre and post-monsoon is similar -0.22 m/yr (Table 4.3-4). 

Two aquifer units can be identified in the basin: the main aquifer is comprised of 
a shallow Alluvial aquifers and a deeper secondary aquifer made of the fractured 
hard rock formations (Quartzite, Phyllite & Schist and Gneisses(B.G.C.). 
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Figure 4.3-1: Long Term Ground Water Level and Rainfall Trends of Banganga Basin (1984- 

2010 ) 


River Basin : Banganga 
Main Aquifer: Older Alluvium 
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Source: Groundwater level data of CGWB and RGWD 


Table 4.3-2: Weighted Average Groundwater Levels (m amsl) 1984-2010 - Banganga Basin 


Year 

Pre-monsoon 
(m amsl) 

Post-monsoon 
(m amsl) 

1984 

270.22 

271.49 

1985 

270.64 

271.82 

1986 

269.20 

270.61 

1987 

267.90 

269.01 

1988 

267.75 

269.24 

1989 

267.13 

268.13 

1990 

267.04 

267.82 

1991 

266.74 

267.42 

1992 

267.19 

269.03 

1993 

267.20 

268.76 

1994 

266.96 

268.40 

1995 

269.47 

270.69 

1996 

270.79 

272.14 

1997 

270.23 

271.94 

1998 

270.30 

272.33 

1999 

269.10 

270.96 

2000 

267.40 

269.14 

2001 

266.30 

268.17 

2002 

264.82 

265.59 

2003 

265.40 

266.66 

2004 

264.86 

266.56 
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Year 

Pre-monsoon 
(m amsl) 

Post-monsoon 
(m amsl) 

2005 

265.27 

266.60 

2006 

264.14 

265.28 

2007 

264.02 

264.62 

2008 

263.97 

264.88 

2009 

263.00 

264.38 

2010 

263.00 

264.62 


Source: Groundwater level data of CGWB and RGWD 


The groundwater levels in the shallow aquifer declined from 270.22 m amsl in 
the pre-monsoon of 1984, to 263.00 m amsl in the pre-monsoon 2010, a total 
drop of 7.22 m in 27 years. The average decline rate in this aquifer for pre and 
post-monsoon is similar i.e. -0.22 m/yr, respectively (Table 4.3-4). 

Generally (in both aquifers), the pre and post-monsoon trends present similar 
behaviour, creating parallel lines in the graph. The difference between the 
seasons in both aquifers is relatively constant throughout the last 27 years. 
However, the difference in the deeper aquifer unit is twice (2.00 m) the 
difference as compared to the upper aquifer (1.00 m). This might be related to 
the lower transmissivity in the hard rock aquifers. 

Correlation between the groundwater level and the rainfall is evident in both the 
aquifers during most of the years. The correlation is strong mainly during 
extreme years of high/low rainfall or few successive years. Surprisingly, water 
table response to the rain is more profound in the deeper aquifer. This is 
attributed to the lower hydraulic parameters of the fractured hard rocks, 
promoting water table mounding. 

Assuming that precipitation and draft trends will prevail during the years to 
come, groundwater table will decline as shown in Table 4.3-3. As result, some 
of the observation wells will become dry within the next few decades (Table 
4.3-5). 


Table 4.3-3: Predicted Average Groundwater Levels in Banganga Basin 


Basin 

Pre-monsoon Levels, (m amsl) 

Post-monsoon Levels, (m amsl) 

Current 


Predicted 

Current 

Predicted 

2010 

2020 

2040 

2060 

2010 

2020 

2040 

2060 

Banganga 

263.00 

260.75 

256.25 

249.51 

264.62 

262.40 

257.96 

251.30 


Source: Groundwater level data of CGWB & RGWD (1984-2010) 

Table 4.3-4 presents the historic groundwater decline\rise rates. Some wells in 
the basin present positive rates whereas in certain areas, decline rates reach a 
maximum of -1.20 m/yr. 


Table 4.3-4: Water Table Decline/Rise* Rates in Banganga Basin 


Basin 

Main Formation 

Rate Pre-monsoon 
[m/yr] 

Rate Post-monsoon 
[m/yr] 

Mean Min 

Max 

Mean 

Min 

Max 

Banganga 

Older Alluvium 

-0.22 0.34 

-1.23 

-0.22 

0.58 

-1.20 


*(-) indicates water table decline, (+) indicates water table rise 
Source: Groundwater level data of CGWB & RGWD 

Based on the long term groundwater levels trends and assuming that the year 
2010 levels of average precipitation and draft trends will continue during future 
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years, a prediction of the monitoring observation wells (RGWD & CGWB 
database) which are expected to become dry in the future is presented below. As 
shown in Table 4.3-5, it is estimated that during pre-monsoon season about 49% 
of the wells will become dry by the year 2020, -67% of the wells by 2040 and 
about 73% of all the monitoring and observation wells in the basin will become 
dry by the year 2060. Due to the relatively high percentage of dry wells in the 
next few years, deepening of existing wells and/or drilling of new ones should 
be taken into consideration. 


Table 4.3-5: Prediction of Dry Observation Wells* - Banganga Basin 


Basin 

Pre-monsoon Dry Observation 
Wells, [%] 

Post-monsoon Dry Observation 
Wells, [%] 

Current 

Prediction 

Current 

Prediction 

2010 

2020 

2040 

2060 

2010 

2020 

2040 

2060 

Banganga 

25 

49 

67 

73 

24 

43 

55 

65 


Monitoring observation wells of RGWD and CGWB only 


4.3.3 Depth to Groundwater Level (Year 2010) 


The pre-monsoon period 2010 depth to water table is presented in Drawing No. 
BNG-GW-002 (in Volume 3a). As shown, the groundwater level depths in the 
eastern part of the basin generally range from 5 to 20 m bgl with levels of 2 to 5 
m bgl occurring in isolated pockets. In the central and southern parts of the 
basin, the groundwater levels generally range from 10 to 40 m bgl. Deeper 
groundwater levels of more than 60 m bgl depth occur along the border with 
Gambhir basin. 


The post-monsoon 2010 depth to water level map of the basin is presented in 
Drawing No. BNG-GW-003 (in Volume 3a). In Comparison to the pre-monsoon 
water levels, the water table generally rose in the eastern part of the basin area, 
where the water level is either less than 2 m or 2 to 5 m bgl. In the western and 
central part of the basin the water level range between 10 to 40 m bgl. Water 
levels above 40 m bgl occur in isolated patch along northern and southern 
periphery of the basin. 

4.3.4 Groundwater Level Fluctuation (Year 2010) 

Table 4.3-6 shows the fluctuation in levels of groundwater per aquifer unit (for 
data refer Annex GW-3 of Main Report). 

Table 4.3-6: Aquifer-Wise Groundwater Level Fluctuation in Banganga Basin 

(Pre-monsoon 2010) 


Basin 

Hydrogeological 

Unit 

Number 
of Wells 

Ground Water Level 
Fluctuation, m 

Min. 

Max. 

Average 

Banganga 

Gneisses(B.G.C.) 

2 

1.20 

2.13 

1.67 

Limestone 

3 

6.25 

6.60 

6.42 

Older Alluvium 

117 

-3.10 

8.45 

1.80 

Phyllite & Schist 

9 

-6.10 

6.90 

1.48 

Quartzite 

11 

-0.18 

7.80 

2.98 

Slate 

3 

3.00 

6.50 

5.23 

Younger Alluvium 

13 

-2.63 

4.75 

1.23 

Basin Summary 

158 

-6.10 

8.45 

1.97 


Source: Ground water level data of year 2010 CGWB and RGWD 
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In general, fluctuation in water level (2010) in the basin has a range from -6.10 
m to 8.45 m, the average being 1.97 m. The maximum average fluctuation of 
6.42 m has been recorded in Limestone aquifers, followed by 5.23 m, in Slate 
aquifer and the minimum being 1.23 m in Younger Alluvium aquifer unit. The 
Older and Younger Alluvium have average fluctuation of the order of 1.80 m 
and 1.23 m, respectively. 

4.3.5 Groundwater Flow Direction 

As shown in Drawing No. BNG-GW-004 (in Volume 3a) the groundwater flow 
regime more or less reflects the morphological layout and drainage pattern of the 
basin. The Banganga River flows eastwards to Uttar Pradesh, towards the 
Yamuna system but disappear within the Alluvium, before reaching the State 
boundary. 

The operative aquifers are mainly the Older Alluvium, occupying the major part 
of the basin. Quartzite, Limestone and metamorphic rocks such as Schist and 
Gneisses(B.G.C.) forms aquifers in the western upstream part of the basin. 

The water table contours, as seen in the map converge in accordance to the main 
surface channels, namely: the Banganga River and its tributaries viz. the Palasa, 
Sanwan, Suri, Madhobini, Gomti and Arwari. It indicates that the river channels 
maintain and occupy the base flow. The hydraulic gradient in the downstream 
part of the basin is negligible, (0.60 m/km), a rather unfavorable situation on the 
one hand known from previous studies, signifying a standing risk of saline water 
influence from the Yamuna system in over exploitation condition. On the other 
hand, it facilitates irrigation by means of shallow wells and centrifugal pumps. 
In the steeper part of the basin in the western hilly area, the hydraulic gradient 
depicts lower groundwater potentials. The flattening hydraulic gradient towards 
east indicates presence of relatively high permeability Alluvial aquifer system. 

It is observed that particularly in drought years the post-monsoon water levels in 
the wide agricultural area of the Alluvial eastern part of the basin, are higher 
than the pre-monsoon, most probably as a consequence of heavy irrigation. 

4.4 Groundwater Quality 

4.4.1 Introduction 

The chemical quality of groundwater has been appraised with reference to 
selected parameters, namely: 

• Concentration of Chlorides (Cl) ion in groundwater samples; 

• Concentration of Fluorides (F) ion in groundwater samples; 

• Concentration of Nitrates (NO 3 ) ion in groundwater samples; 

• EC value in groundwater samples. 

The manner of obtaining and analyzing the relevant data are described in 
Section 3.2.5 of the Main Report. The discussion below refers to the relevant 
parameters as observed in this basin. 

4.4.2 Occurrence of Chloride in Groundwater 

Chloride concentration in groundwater in the recent past is shown in Figure 4.4- 
1. The data used for preparing the graphs is given in Table 4.4-5 at the end of this 
chapter. 


App. BNG-IN-24740-R13-073 July, 2014 

Surface and Groundwater Availability 
183 



STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Figure 4.4-1: Long-term Average Chloride Concentrations in Banganga Basin 1984-2010 



» ■ 4 AVERAGE ----5% UP —-5% DOWN - Linear (AVERAGE) 

Source: Groundwater chemical analysis data of CGWB and RGWD 

The average Chloride concentrations varied from a minimum of 367 mg/1 to a 
maximum of 609 mg/1 during 1984 - 2010. During this time, average levels 
increased from -414 mg/1 during 1984 to a value of -587 mg/1 during 2010, a 
total rise of -42% within 27 years. The average linear rising rate was about 
8 mg/l/yr. Throughout the entire period, the Chloride concentrations are between 
the desirable and maximum permissible limits for drinking water (250 mg/1 and 
1,000 mg/1 respectively, as shown in Table 4.4-1). Average of the 5% maximal 
values range between 1,500 mg/1 and 2,500 mg/1 and are found mainly in the 
Alluvial plains at the eastern part of the basin (Bharatpur District). Lower 
concentrations range usually between 50 mg/1 and 100 mg/1 and are found 
mainly in the central and north-western parts of the basin (Dausa and Alwar 
Districts). 

The Chlorides concentration levels during pre-monsoon 2010 in the basin is 
presented in Drawing No. BNG-GW-005 (in Volume 3a). As shown, the 
western part of the basin generally comprises fresh groundwater with Chlorides 
levels existing within 250 mg/1, which is the upper limit of usable groundwater 
for drinking purposes, except few isolated pockets having Chlorides level 
beyond 1,000 mg/1. The eastern part of the basin and localised patches in central 
and southern part have high levels of Chlorides of 250> to 1,000 mg/1 and even 
beyond 1,000 mg/1, signifying salinity in the groundwater of the Alluvial 
aquifers. 

Percentage-wise area by aquifer units with various levels of Chlorides ranges in 
the groundwater is given in Table 4.4-1. 
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Table 4.4-1: Aquifer-wise Percent Area Occupied with Various Levels of Chloride (mg/I) in 

Groundwater of Banganga Basin 


Basin 

Hydrogeological Unit 

Percent area Occi 
Various Levels of C 

upied with 
hloride, mg/I 

<250 

250 -1,000 

> 1,000 

Banganga 

Gneisses(B.G.C.) 

100.00 

0.00 

0.00 

Limestone 

50.89 

29.80 

19.31 

Older Alluvium 

23.25 

46.39 

30.36 

Phyllite & Schist 

46.20 

48.28 

5.52 

Quartzite 

79.47 

19.12 

1.41 

Slate 

66.78 

27.93 

5.29 

Younger Alluvium 

70.99 

27.77 

1.24 

Basin Summary 

44.61 

37.07 

18.32 


Source: Groundwater chemical analysis data of pre-monsoon 20 


0 CGWB and RGWD 


As per the above table, about 44.61% area of the basin bear suitable quality 
groundwater. All aquifer units of the basin bear potable to poor quality 
groundwater with Chlorides concentration of 250-1,000 and >1,000 mg/1, except 
the Gneisses(B.G.C.) in the basin. Which have 100% area of Chloride 
concentration below 250 mg/1. 

4.4.3 Occurrence of Fluorides in Groundwater 


Figure 4.4-2 presents the recent past trend of Fluorides concentration in 
groundwater. The data used for preparing the graphs is given in Table 4.4-5 at 
the end of this chapter. 


Figure 4.4-2: Long-term Average Fluoride Concentrations in Banganga Basin 1984-2010 
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The average concentrations of Fluorides range from a maximum of 1.5mg/l to a 
minimum of 0.74 mg/1 during the time period 1984 - 2010. The concentration in 
groundwater is fluctuating around an average value of 1.00 mg/1, and it can be 
argued that the Fluoride has kept close to constant in the long-term. Throughout 
the entire period. Fluoride values range between just under the desirable 
concentration (1.0 mg/1) to maximum permissible value for drinking water (1.5 
mg/1). The maximum Fluoride concentrations fluctuate considerably between the 
average level and as high as 5.00 mg/1. Lowest values vary significantly between 
0.25 and 1.00 mg/1. 

The Fluorides distribution in shallow groundwater of the basin during pre¬ 
monsoon 2010 is presented in Drawing No. BNG-GW-006 (in Volume 3a). 
Groundwater quality suitable for drinking purpose with Fluoride concentration 
of less than 1.5 mg/1 occurs in the Alluvium and Phyllite & Schist aquifer units, 
that cover large part in Bharatpur and Dausa and Karauli Districts of the basin 
area. Groundwater with Fluorides concentration beyond 1.5 mg/1 which is 
considered unsuitable for drinking purposes occurs in pockets in the eastern and 
north-eastern and south-western parts of the basin. A large area of this range 
occurring in different parts of Bharatpur District and south-eastern part of Alwar 
District. 

The percent area occupied with various levels of Fluorides concentrations in 

various aquifer units of the basin is given in Table 4.4-2. 

Table 4.4-2: Aquifer-wise Percent Area Occupied with Various Levels of 
Fluoride (mg/I) in Groundwater of Banganga Basin 


Basin 

Hydrogeological Unit 

Percent Area Occupied with 
Various Levels of Fluoride, mg/I 

<1.0 

1.0 - 1.5 

>1.5 

Banganga 

Gneisses(B.G.C.) 

100.00 

0.00 

0.00 

Limestone 

100.00 

0.00 

0.00 

Older Alluvium 

51.45 

22.96 

25.59 

Phyllite & Schist 

68.77 

20.31 

10.92 

Quartzite 

75.62 

13.07 

11.31 

Slate 

88.11 

6.01 

5.88 

Younger Alluvium 

74.76 

15.13 

10.11 

Basin Summary 


62.28 

18.81 

18.91 


Source: Groundwater chemical analysis data of pre-monsoon 2010 CGWB and RGWD 


It may observed from above table that only about 18.91% area of the basin 
constitute non-potable quality groundwater with Fluorides concentration 
exceeding 1.5 mg/1. Poor quality groundwater thus belong to Alluvium, Phyllite 
& Schist and Quartzite units of the basin only. Gneisses(B.G.C.) and Limestone 
aquifers of the basin contains 100% area of suitable quality of groundwater with 
Fluoride concentration of below 1.00 mg/1. 

4.4.4 Occurrence of Nitrates in Groundwater 

The long term concentrations of Nitrates in the basin’s groundwater (1984-2010) 
is given in Figure 4.4-3. The data used for preparing the graphs is presented in 
Table 4.4-5 at the end of this chapter. The average concentrations of Nitrates 


App. BNG-IN-24740-R13-073 July, 2014 

Surface and Groundwater Availability 
186 









STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


dropped by -2 mg/l/yr. The trend line is not linear, indeed the main drop period 
occurs between the years 1984-1990 in which the concentration fell down from 
-192 mg/1 in 1984 to 65 mg/1 in 1990, a total drop of 66%, From 1990 to 2010 
the concentration increased again to the level of 141 mg/1, a total rise of 116%. 
The concentration in the period of examination ranged between maximum of 
200 mg/1 to minimum of 61 mg/1. Throughout the entire time period, the Nitrates 
concentrations exceeded the desirable concentration (45 mg/1), and from 1995 it 
exceeded the maximum permissible value (100 mg/1). Maximum values present 
a large variance fluctuating between the average figures to almost 500 mg/1 
(which seem to be measurement errors). Minimal values are below 100 mg/1 but 
might also reach as high as 70 mg/1. 


Figure 4.4-3: Long-term Average Nitrate Concentrations in Banganga Basin 1984-2010 



Source: Groundwater chemical analysis data of CGWB and RGWD 


The distribution of Nitrates during pre-monsoon 2010 for shallow groundwater 
depths in the basin is presented in Drawing No. BNG-GW-007 (in Volume 3a). 
As shown, high Nitrates level groundwater with >100 mg/1 occurs in the 
Alluvial aquifer in the eastern part of the basin in Sewar, Nadbai, Kumher, Weir 
of Bharatpur District and Kathumer Block areas of Alwar District. High Nitrates 
levels in groundwater also occurs in the Alluvial aquifer of Dausa District and in 
the Quartzite rock of Rajgarh Block, Alwar District. Most areas in the central 
and western parts of the basin have Nitrates levels within the permissible limit 
of use for drinking purposes. 


The aquifer-wise percent area occupied with Nitrate concentration of various 
levels in basin is given in Table 4.4-3. 
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Table 4.4-3: Aquifer-wise Percent Area occupied with various Levels of 
Nitrate in Groundwater of Banganga Basin 


Basin 

Hydrogeological Unit 

Percent Area Occupied with 
Various Levels of Nitrate, mg/I 

<45 

45 -100 

>100 

Banganga 

Gneisses(B.G.C.) 

97.49 

2.51 

0.00 

Limestone 

41.68 

23.90 

34.42 

Older Alluvium 

52.72 

21.37 

25.91 

Phyllite & Schist 

22.96 

48.65 

28.39 

Quartzite 

61.79 

22.67 

15.54 

Slate 

62.42 

21.90 

15.68 

Younger Alluvium 

80.60 

14.30 

5.10 

Basin Summary 

57.81 

21.58 

20.61 


Source: Groundwater chemical analysis data of pre-monsoon 2010 CGWB and RGWD 


The percent of area having safe groundwater with <45 mg/1 of NO 3 content is 
57.81% in the basin. Aquifer wise percentage range from about 22.96% for 
Phyllite & Schist aquifer to 97.49% for Gneisses(B.G.C.) unit of the basin, 
while the remaining 42.19% of the basin is of poor quality with NO 3 in the range 
of >45 mg/1. 

4.4.5 Occurrence of EC in Groundwater 

The recent past EC conductivity in the basin’s groundwater is given in Figure 
4.4-4. The average Electrical Conductivity (EC) levels show a stable trend with 
an average around 3,000 pS/cm. Concentrations range from a minimum of 
2,548.53 pS/cm to a maximum of 3,316.75 pS/cm during the time period 1984 - 
2010. Throughout the entire period, EC values exceed the maximum permissible 
value for drinking water (2,250 pS/cm). Maximum values vary between 8,000 
and 12,000 pS/cm. Minimum concentrations range below 1,000 pS/cm during 
most of the years. As expected, EC and Cl patterns show highly similar 
correlation. Generally speaking, the EC concentrations rise from west to east 
while in most areas, the levels are close to stable throughout the examined 
period. The data used for preparing the graphs is given in Table 4.4-5 at the end 
of this chapter. 
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Figure 4.4-4: Long-term Average Electrical Conductivity Concentrations in Banganga 

Basin 1984-2010 



—t— AVERAGE 5% UP -V*, DOWN linear (AVERAGE) 

Source: Groundwater chemical analysis data of CGWB and RGWD 

The distribution of EC levels in the basin’s groundwater during the period pre¬ 
monsoon 2010 is presented in Drawing No. BNG-GW-008 (in Volume 3a). It 
may be seen from the map, that saline groundwater unsuitable for irrigation use, 
occur is eastern and western parts of basin in Kumher, Nadbai and Weir Blocks 
of Bharatpur District, Kathumar and Lachmangarh Block of Alwar District and 
in parts of Dausa Block of Dausa District. About 50% area of basin in its central 
and western parts bears groundwater suitable for irrigation use. 

The aquifer-wise percent area of selected EC levels in groundwater of the basin 

is shown in Table 4.4-4. 


Table 4.4-4: Aquifer-wise Percent Area Occupied with Various Levels of EC in 
Groundwater of Banganga Basin 


Basin 

Hydrogeological Unit 

Percent Area Occupied with 

Various Levels of 

Electrical Conductivity, juS/cm 

<750 

750 - 2,250 

2,250 - 5,000 

> 5,000 

Banganga 

Gneisses(B.G.C.) 

0.00 

100.00 

0.00 

0.00 

Limestone 

0.00 

54.73 

25.87 

19.40 

Older Alluvium 

1.53 

29.90 

43.86 

24.71 

Phyllite & Schist 

4.89 

68.18 

23.86 

3.07 

Quartzite 

18.61 

73.29 

6.68 

1.42 

Slate 

7.53 

70.66 

17.71 

4.10 

Younger Alluvium 

19.57 

68.13 

11.59 

0.71 

Basin Summary 

7.88 

47.61 

29.58 

14.93 


Source: Groundwater chemical analysis data of pre-monsoon 2010 CGWB and RGWD 
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From the above table it can be seen that 44.51% area is having high groundwater 
salinity in the basin with EC level of 2,250-5,000 micromhos/cm and above and 
is unsuitable for irrigation whereas remaining 55.49% is suitable for irrigation 
purpose within the suitable range. The percent area of less than 750 EC level is 
only 7.88% in the basin. 

4.4.6 Summary of Groundwater Quality 

In a macro scale overview, the vast eastern areas of Banganga Basin are 
characterised by higher concentrations of Chlorides, Electrical Conductivity, 
Nitrates and Fluorides when compared to the central and western areas. There is 
an opposite correlation between the aforementioned concentrations and the 
depth to groundwater table: the concentrations decrease in deeper groundwater. 
Furthermore, areas characterised by hard fractured rock aquifers like Phyllite & 
Schist, Quartzite and Limestone are also less polluted than the areas dominated 
by the Alluvial aquifers. These observations suggest that the source of the 
Salinity and Nitrates is coming, at least partially, from the surface, most likely 
because of excess irrigation and use of fertilizers. Another source of salinity is 
intrusion of saline groundwater from the east across the Rajasthan border, due to 
the depletion of the water table in the basin area. This is also supported by the 
considerably high Chlorides and EC fluctuations observed in wells in the eastern 
part of the basin. 
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Table 4.4-5: Long Term Groundwater Quality Trends - Banganga Basin 


Year 

Season 

Chloride (mg/I) 

Electrical Conductivity 

(juS/cm) 

Fluoride (me 

/I) 

Nitrate (mg/I) 

5% Up 

Average 

5% Down 

5% Up 

Average 

5% Down 

5% Up 

Average 

5% Down 

5% Up 

Average 

5% Down 

1984 

Pre - Monsoon 

- 

414.17 

- 

- 

2,858.46 

- 

- 

0.79 

- 

- 

192.48 

- 

1984 

Post - Monsoon 

1,131.15 

367.21 

106.88 

- 

2,588.96 

- 

1.44 

0.78 

0.54 

337.45 

199.93 

20.91 

1985 

Pre - Monsoon 

1,231.35 

395.76 

104.45 

8,960.00 

2,610.84 

1,001.67 

1.93 

0.90 

0.58 

447.79 

192.33 

14.56 

1985 

Post - Monsoon 

1,418.97 

424.31 

116.84 

9,743.33 

2,632.72 

931.67 

2.40 

1.01 

0.67 

437.61 

184.74 

19.99 

1986 

Pre - Monsoon 

1,606.60 

437.03 

121.91 

9,750.00 

2,582.39 

1,005.00 

2.87 

1.19 

0.75 

427.43 

167.05 

25.41 

1986 

Post - Monsoon 

1,586.56 

448.11 

119.91 

9,756.67 

2,757.33 

1,078.33 

4.14 

1.37 

0.76 

409.70 

165.48 

28.08 

1987 

Pre - Monsoon 

1,588.06 

438.08 

109.44 

10,855.00 

2,644.69 

1,088.75 

4.81 

1.43 

0.69 

387.13 

147.59 

18.98 

1987 

Post - Monsoon 

1,600.98 

430.08 

93.99 

10,275.00 

2,707.33 

949.11 

4.30 

1.44 

0.59 

392.99 

136.53 

12.40 

1988 

Pre - Monsoon 

1,523.28 

404.75 

82.89 

9,138.89 

2,877.71 

839.82 

3.88 

1.46 

0.63 

421.95 

133.33 

15.38 

1988 

Post - Monsoon 

1,557.03 

379.83 

71.57 

9,726.67 

2,495.45 

848.04 

3.47 

1.48 

0.80 

451.62 

130.13 

16.39 

1989 

Pre - Monsoon 

1,632.53 

393.64 

60.95 

9,322.78 

2,922.37 

783.75 

3.06 

1.49 

0.86 

481.30 

128.74 

17.39 

1989 

Post - Monsoon 

1,707.82 

454.27 

53.04 

9,525.83 

2,990.37 

668.21 

2.79 

1.38 

0.90 

441.87 

96.99 

18.40 

1990 

Pre - Monsoon 

1,899.72 

476.99 

45.74 

11,608.06 

2,779.68 

601.43 

2.66 

1.27 

0.92 

333.36 

65.15 

19.40 

1990 

Post - Monsoon 

2,078.26 

455.37 

85.87 

11,450.56 

2,863.31 

575.89 

2.52 

1.35 

0.96 

284.91 

67.29 

20.07 

1991 

Pre - Monsoon 

2,182.26 

524.46 

91.69 

10,713.89 

3,222.17 

1,255.00 

2.39 

1.44 

1.09 

296.51 

69.42 

20.42 

1991 

Post - Monsoon 

2,160.40 

472.41 

73.17 

11,969.44 

2,870.73 

1,254.17 

2.58 

1.41 

1.12 

296.40 

62.80 

20.82 

1992 

Pre - Monsoon 

2,321.11 

489.67 

72.11 

11,526.67 

3,214.24 

747.08 

2.81 

1.42 

1.05 

281.82 

61.30 

21.34 

1992 

Post - Monsoon 

2,452.95 

456.71 

65.38 

10,482.22 

2,656.25 

583.15 

2.75 

1.36 

0.97 

279.50 

69.31 

21.93 

1993 

Pre - Monsoon 

2,370.00 

464.51 

71.48 

9,544.17 

2,562.60 

514.78 

2.68 

1.31 

0.86 

292.16 

77.32 

22.52 

1993 

Post - Monsoon 

2,465.02 

457.25 

67.78 

8,063.43 

2,585.29 

574.04 

2.62 

1.25 

0.76 

304.83 

85.32 

23.11 

1994 

Pre - Monsoon 

2,560.03 

458.29 

67.47 

- 

2,548.53 

636.02 

2.55 

1.19 

0.65 

317.49 

93.33 

23.70 

1994 

Post - Monsoon 

2,380.98 

481.09 

56.15 

8,097.13 

2,897.00 

915.00 

2.44 

1.11 

0.55 

335.54 

101.44 

24.28 

1995 

Pre - Monsoon 

2,234.08 

519.49 

51.68 

8,425.00 

2,840.69 

880.05 

2.59 

1.09 

0.45 

358.98 

101.38 

27.16 

1995 

Post - Monsoon 

2,009.94 

549.07 

58.79 

9,180.56 

3,240.18 

628.32 

2.88 

1.10 

0.42 

343.55 

102.02 

30.62 

1996 

Pre - Monsoon 

1,687.51 

544.64 

63.22 

11,152.78 

3,316.75 

643.37 

3.07 

1.15 

0.44 

289.24 

102.66 

33.66 

1996 

Post - Monsoon 

1,650.23 

524.15 

87.15 

11,777.59 

3,212.80 

702.14 

2.93 

1.03 

0.45 

265.02 

99.22 

41.74 

1997 

Pre - Monsoon 

1,872.65 

527.70 

100.00 

9,955.00 

2,921.00 

900.71 

2.44 

0.88 

0.47 

270.91 

94.04 

54.85 

1997 

Post - Monsoon 

1,888.60 

520.19 

91.43 

8,841.30 

2,877.38 

908.93 

2.23 

0.85 

0.44 

242.64 

90.14 

71.23 

1998 

Pre - Monsoon 

2,047.24 

569.20 

85.03 

8,663.89 

2,922.20 

716.79 

2.23 

0.86 

0.44 

184.35 

88.93 

68.98 

1998 

Post - Monsoon 

2,251.08 

555.55 

87.89 

9,275.00 

2,953.03 

653.21 

1.71 

0.80 

0.42 

194.32 

93.85 

49.33 

1999 

Pre - Monsoon 

2,172.86 

570.54 

80.85 

8,977.22 

2,772.94 

671.79 

2.02 

1.13 

0.51 

213.33 

98.08 

38.29 

1999 

Post - Monsoon 

2,275.23 

518.92 

74.15 

8,222.22 

2,758.14 

637.14 

3.57 

1.37 

0.62 

249.71 

93.98 

39.14 

2000 

Pre - Monsoon 

2,319.98 

565.64 

75.92 

8,031.11 

2,783.97 

562.86 

4.04 

1.36 

0.63 

313.31 

119.15 

47.00 
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Year 

Season 

Chloride (mg/I) 

Electrical Conductivity (pS/cm) 

Fluoride (me 

/I) 

Nitrate (mg 

/I) 

5% Up 

Average 

5% Down 

5% Up 

Average 

5% Down 

5% Up 

Average 

5% Down 

5% Up 

Average 

5% Down 

2000 

Post - Monsoon 

2,408.16 

556.59 

66.47 

7,880.56 

2,932.03 

676.67 

3.47 

1.34 

0.75 

309.54 

109.85 

54.06 

2001 

Pre - Monsoon 

2,439.40 

541.05 

69.72 

8,219.44 

2,662.49 

705.00 

2.67 

1.33 

0.97 

283.60 

100.54 

61.11 

2001 

Post - Monsoon 

2,015.33 

549.91 

79.96 

8,330.00 

2,780.39 

622.14 

1.94 

1.23 

0.99 

310.00 

96.57 

54.17 

2002 

Pre - Monsoon 

1,919.17 

545.13 

74.74 

7,712.22 

2,749.70 

667.86 

1.86 

1.25 

0.74 

388.75 

92.59 

33.25 

2002 

Post - Monsoon 

2,052.78 

609.62 

62.04 

8,065.56 

3,051.11 

636.90 

2.08 

1.23 

0.63 

436.46 

117.41 

29.61 

2003 

Pre - Monsoon 

1,903.89 

597.08 

63.51 

8,657.22 

3,059.10 

587.02 

2.50 

1.31 

0.60 

490.36 

102.57 

30.35 

2003 

Post - Monsoon 

1,783.14 

583.39 

68.34 

8,996.11 

3,038.37 

588.93 

2.46 

1.05 

0.56 

444.53 

101.67 

25.27 

2004 

Pre - Monsoon 

1,870.87 

608.09 

63.07 

8,706.11 

3,083.21 

567.62 

1.96 

1.01 

0.51 

460.81 

84.54 

27.77 

2004 

Post - Monsoon 

2,098.64 

561.34 

66.32 

9,185.00 

2,819.27 

685.36 

1.72 

1.01 

0.47 

482.57 

78.34 

28.99 

2005 

Pre - Monsoon 

2,149.60 

570.75 

68.83 

9,296.67 

2,939.95 

770.36 

1.48 

1.02 

0.46 

310.80 

72.15 

28.37 

2005 

Post - Monsoon 

2,104.40 

531.96 

64.40 

9,184.44 

2,822.22 

669.40 

1.66 

1.33 

0.45 

190.40 

120.03 

21.74 

2006 

Pre - Monsoon 

2,110.60 

580.49 

93.65 

9,203.89 

2,678.67 

618.93 

2.25 

1.04 

0.44 

121.39 

64.04 

12.75 

2006 

Post - Monsoon 

2,123.01 

483.42 

100.15 

7,839.51 

2,577.25 

744.17 

2.53 

1.05 

0.37 

93.84 

63.00 

10.85 

2007 

Pre - Monsoon 

1,986.53 

566.15 

74.12 

8,695.37 

2,766.21 

769.64 

2.43 

0.82 

0.26 

107.76 

77.47 

13.64 

2007 

Post - Monsoon 

1,920.50 

530.78 

70.19 

8,656.14 

2,707.07 

669.64 

2.35 

0.86 

0.26 

121.54 

81.42 

16.86 

2008 

Pre - Monsoon 

1,841.70 

551.89 

60.34 

7,211.08 

2,615.66 

703.93 

2.50 

0.94 

0.37 

124.16 

74.53 

19.26 

2008 

Post - Monsoon 

1,995.17 

601.06 

54.81 

5,871.67 

2,737.56 

701.75 

2.66 

0.91 

0.37 

119.82 

82.27 

26.04 

2009 

Pre - Monsoon 

2,196.28 

587.67 

52.82 

5,759.54 

2,642.58 

680.96 

2.82 

0.74 

0.37 

158.15 

102.14 

34.08 

2009 

Post - Monsoon 

- 

- 

- 

6,145.71 

2,578.77 

620.89 

3.80 

0.85 

0.64 

252.38 

139.48 

41.60 

2010 

Pre - Monsoon 

- 

- 

- 

- 

- 

- 

- 

- 

- 

242.59 

141.32 

- 

2010 

Post - Monsoon 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


4.5 Groundwater Draft 

4.5.1 Historic Groundwater Draft (1995-2009) 

Table 4.5-1 and Figure 4.5-1 present the long-term drafts in Banganga Basin 
during available years (1995, 2001, 2004, 2007 and 2009). During the period of 
examination, the drafts in the basin have increased from about 677 Mm 3 in 1995 
to about 889 Mm 3 in 2009, a total rise of about 213 Mm 3 in 15 years: the 
average increasing rate of drafts is 14.18 Mm 3 /yr. 


Table 4.5-1: Groundwater Draft in Banganga Basin 1995-2009 


Basin 

1995 

2001 

2004 

2007 

2009 

1995 - 2009 

Groundwater Draft (Mm 3 ) 

Relative 

Change 

(%) 

Rate of 
Change 
(Mm 3 /yr) 

Banganga 

676.61 

753.82 

760.60 

808.37 

889.35 

31.44 

14.18 


Source: Groundwater draft data of CGWB & RGWD 
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Figure 4.5-1: Groundwater Draft in Banganga Basin 1995-2009 


River Basin: BANGANGA 

1000 - 



1995 2001 2004 2007 2009 


■ Banganga 


Source: Groundwater draft data of CGWB & RGWD 
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4.5.2 Groundwater Draft (Year 2010) 

The total groundwater withdrawal for irrigated agriculture in the basin is 
estimated at 938.08 Mm 3 /yr. The Older Alluvium aquifer unit accounts for 
622.30 Mm 3 /yr of extractions from the basin. The details of aquifer unit wise 
abstraction are given in Table 4.5-2 (for details see Section 3.2.6, Annex GW- 
5(a) & (b) of Main Report). 


Table 4.5-2: Details of Groundwater Draft in Banganga Basin (Year 2010) 


Basin 

Hydrogeological Unit 

Gross Draft in Fresh Groundwater 

Agricultural, 

Mm 3 /yr 

Domestic 

and 

Industrial, 

Mm 3 /yr 

All Uses, 
Mm 3 /yr 

Banganga 

Gneisses(B.G.C.) 

6.89 

0.48 

7.37 

Limestone 

4.06 

0.18 

4.24 

Older Alluvium 

569.17 

53.13 

622.30 

Phyllite & Schist 

16.31 

3.39 

19.70 

Quartzite 

103.16 

8.94 

112.10 

Slate 

12.68 

0.70 

13.38 

Younger Alluvium 

149.88 

9.12 

159.00 

Basin Total 


862.15 

75.93 

938.08 


4.6 Groundwater Resources 

4.6.1 Dynamic Fresh Groundwater Resources 

The total net annually assessed fresh dynamic groundwater resource in the basin 
for year 2010 is 525.76 Mm 3 against which the groundwater draft is 938.08 
Mm 3 . The stage of groundwater development is 178.42% and the basin is 
categorised as groundwater over-exploited basin, as shown in Table 4.6-1(a). 


Table 4.64(a): Fresh Dynamic Groundwater Availability in Banganga Basin (Year 2010) 


Basin 

Net 

Groundwater 

Availability, 

Mm 3 

Gross Draft 
for All 
Uses, Mm 3 

Stage of 
Groundwater 
Development, 

% 

Category 

Banganga 

525.76 

938.08 

178.42 

Over Exploited 


The further details of fresh dynamic groundwater availability in various micro¬ 
watersheds of Banganga Basin for year 2010 is given in Table 4.6-1(b) (for 
details see Section 3.2.7, Annex GW-6(a) & (b) of Main Report). 


Table 4.64(b): Micro watershed and Aquifer Wise Fresh Dynamic Groundwater Availability in 

Banganga Basin (Year 2010) 


Basin 

Micro Watershed 

Hydrogeological 

Unit 

Fresh Dynamic 
Groundwater 
Availability, Mm 3 

Banganga 

001 

Phyllite & Schist 

2.55 

Quartzite 

5.15 

Slate 

0.54 

Sub Total 


8.24 

002 

Phyllite & Schist 

5.62 

Quartzite 

2.76 

Sub Total 


8.39 
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Basin 

Micro Watershed 

Hydrogeological 

Unit 

Fresh Dynamic 
Groundwater 
Availability, Mm 3 


003 

Older Alluvium 

22.26 


004 

Older Alluvium 

5.56 


Quartzite 

0.93 


Sub Total 


6.49 



Older Alluvium 

19.03 


005 

Phyllite & Schist 

0.13 


Quartzite 

0.55 



Slate 

0.54 


Sub Total 


20.24 


006 

Older Alluvium 

8.59 


007 

Older Alluvium 

6.50 


008 

Older Alluvium 

18.96 


009 

Older Alluvium 

17.63 



Gneisses(B.G.C.) 

- 



Older Alluvium 

26.92 


010 

Quartzite 

0.01 



Slate 

0.65 



Younger Alluvium 

0.20 


Sub Total 


27.79 



Phyllite & Schist 

0.11 


Oil 

Quartzite 

4.40 



Younger Alluvium 

8.80 

Banganga 

Sub Total 


13.32 


012 

Older Alluvium 

3.20 


013 

Older Alluvium 

25.89 


014 

Older Alluvium 

32.61 


015 

Older Alluvium 

3.80 


Younger Alluvium 

6.44 


Sub Total 


10.24 



Older Alluvium 

30.51 


016 

Quartzite 

0.60 



Younger Alluvium 

0.17 


Sub Total 


31.27 



Older Alluvium 

19.35 


017 

Quartzite 

1.32 



Younger Alluvium 

0.51 


Sub Total 


21.17 


018 

Older Alluvium 

1.12 


Younger Alluvium 

18.32 


Sub Total 


19.45 


019 

Phyllite & Schist 

0.72 


Quartzite 

1.88 


019 

Younger Alluvium 

7.87 


Sub Total 


10.47 


020 

Older Alluvium 

0.04 
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Basin 

Micro Watershed 

Hydrogeological 

Unit 

Fresh Dynamic 
Groundwater 



Availability, Mm 3 


020 

Quartzite 

2.37 


Younger Alluvium 

15.24 


Sub Total 


17.66 



Older Alluvium 

6.81 


021 

Phyllite & Schist 

1.61 


Quartzite 

1.76 



Younger Alluvium 

0.02 


Sub Total 


10.21 



Older Alluvium 

4.83 


022 

Phyllite & Schist 

0.62 


Quartzite 

5.14 



Younger Alluvium 

3.25 


Sub Total 


13.84 



Older Alluvium 

15.15 


023 

Quartzite 

2.61 



Younger Alluvium 

0.54 


Sub Total 


18.29 



Older Alluvium 

0.89 


024 

Quartzite 

1.02 



Younger Alluvium 

6.66 


Sub Total 


8.57 


025 

Older Alluvium 

41.55 

Banganga 

026 

Older Alluvium 

5.82 


027 

Quartzite 

0.28 


Younger Alluvium 

4.14 


Sub Total 


4.42 



Older Alluvium 

0.04 


028 

Quartzite 

0.56 



Younger Alluvium 

8.00 


Sub Total 


8.61 



Gneisses(B.G.C.) 

3.10 



Limestone 

0.45 


029 

Older Alluvium 

12.35 


Quartzite 

1.44 



Slate 

0.02 



Younger Alluvium 

- 


Sub Total 


17.35 



Limestone 

1.61 


030 

Older Alluvium 

0.78 



Phyllite & Schist 

0.72 


030 

Quartzite 

12.68 


Slate 

1.56 


Sub Total 


17.36 


031 

Gneisses(B.G.C.) 

0.01 


Older Alluvium 

7.95 
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Basin 

Micro Watershed 

Hydrogeological 

Unit 

Fresh Dynamic 
Groundwater 
Availability, Mm 3 

Banganga 

031 

Quartzite 

3.03 

Younger Alluvium 

2.91 

Sub Total 


13.91 

032 

Older Alluvium 

17.98 

Phyllite & Schist 

1.72 

Quartzite 

0.41 

Younger Alluvium 

15.37 

Sub Total 


35.49 

Basin Total 

525.76 


Note: For details of Micro-watersheds see Table 2.1-2 and Figure 2.1-3. 
Source: CGWB and RGWD 


4.6.2 Dynamic Saline Groundwater Resources 

The net annual assessed saline dynamic groundwater resources in the basin, for 
the year 2010, is 147.19 Mm 3 as given in Table 4.6-2 (for details see Annex 
GW-6(b) of Main Report). 


Table 4.6-2: Micro Watershed and Aquifer Wise Saline Dynamic Groundwater Availability in 

Banganga Basin (Year 2010) 


Basin 

Micro Watershed 

Hydrogeological 

Unit 

Saline Dynamic 
Groundwater 



Availability, Mm 3 



Phyllite & Schist 

- 


001 

Quartzite 

- 



Slate 

- 


Sub Total 


- 


002 

Phyllite & Schist 

- 


Quartzite 

- 


Sub Total 


- 


003 

Older Alluvium 

25.00 


004 

Older Alluvium 

1.58 


Quartzite 

- 


Sub Total 


1.58 



Older Alluvium 

2.34 


005 

Phyllite & Schist 

- 

Banganga 

Quartzite 

- 


Slate 

- 


Sub Total 


2.34 


006 

Older Alluvium 

3.77 


007 

Older Alluvium 

9.55 


008 

Older Alluvium 

19.73 


009 

Older Alluvium 

2.67 



Gneisses(B.G.C.) 

- 



Older Alluvium 

3.84 


010 

Quartzite 

- 



Slate 

- 



Younger Alluvium 

0.44 


Sub Total 


4.28 


Oil 

Phyllite & Schist 

- 
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Basin 

Micro Watershed 

Hydrogeological 

Unit 

Saline Dynamic 
Groundwater 



Availability, Mm 3 


Oil 

Quartzite 

- 


Younger Alluvium 

- 


Sub Total 


- 


012 

Older Alluvium 

5.30 


013 

Older Alluvium 

15.26 


014 

Older Alluvium 

1.85 


015 

Older Alluvium 

1.66 


Younger Alluvium 

0.25 


Sub Total 


1.91 



Older Alluvium 

1.80 


016 

Quartzite 

- 



Younger Alluvium 

- 


Sub Total 


1.80 



Older Alluvium 

11.63 


017 

Quartzite 

- 



Younger Alluvium 

- 


Sub Total 


11.63 


018 

Older Alluvium 

- 


Younger Alluvium 

- 


Sub Total 


- 


019 

Phyllite & Schist 

- 


Quartzite 

- 


019 

Younger Alluvium 

- 


Sub Total 


- 



Older Alluvium 

- 

Banganga 

020 

Quartzite 

- 



Younger Alluvium 

- 


Sub Total 


- 



Older Alluvium 

- 


021 

Phyllite & Schist 

- 


Quartzite 

- 



Younger Alluvium 

- 


Sub Total 


- 



Older Alluvium 

- 


022 

Phyllite & Schist 

- 


Quartzite 

- 



Younger Alluvium 

- 


Sub Total 


- 



Older Alluvium 

- 


023 

Quartzite 

- 



Younger Alluvium 

- 


Sub Total 


- 



Older Alluvium 



024 

Quartzite 

- 



Younger Alluvium 

- 


Sub Total 


- 


025 

Older Alluvium 

14.81 


026 

Older Alluvium 

19.59 


027 

Quartzite 

- 


Younger Alluvium 

- 


Sub Total 


■ 
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Basin 

Micro Watershed 

Hydrogeological 

Unit 

Saline Dynamic 
Groundwater 



Availability, Mm 3 



Older Alluvium 

- 


028 

Quartzite 

- 



Younger Alluvium 

- 


Sub Total 


- 



Gneisses(B.G.C.) 

- 



Limestone 

- 


029 

Older Alluvium 

1.90 


Quartzite 

- 



Slate 

- 



Younger Alluvium 

2.26 


Sub Total 


4.16 



Limestone 

1.53 


030 

Older Alluvium 

- 

Banganga 


Phyllite & Schist 

- 


030 

Quartzite 

0.35 


Slate 

- 


Sub Total 


1.88 



Gneisses(B.G.C.) 

- 


031 

Older Alluvium 

0.05 


Quartzite 

- 



Younger Alluvium 

0.04 


Sub Total 


0.09 



Older Alluvium 

- 


032 

Phyllite & Schist 

- 


Quartzite 

- 



Younger Alluvium 

- 


Sub Total 


- 

Basin Total 

147.19 


Source: CGWB and RGWD 


4.6.3 Assessment of Static Fresh Groundwater Resources 

The total assessed fresh static groundwater resources in the basin for the year 
2010 is 813.57 Mm 3 as shown in Table 4.6-3 (for details see Section 3.2.8, 
Annex GW-7(a) & (b) of Main Report). The static resource in Older and 
Younger Alluvium aquifers together make up about 802.31 Mm 3 and these 
contribute 98.61% of the total resources whereas remaining pertain to bed-rock 
aquifer units. 


Table 4.6-3: Micro Watershed and Aquifer Wise Fresh Static Groundwater Resources in 

Banganga Basin (Year 2010) 


Basin 

Micro Watershed 

Hydrogeological 

Unit 

Fresh Static 
Groundwater 
Availability, Mm 3 

Banganga 

001 

Phyllite & Schist 

0.23 

Quartzite 

0.81 

Slate 

0.11 

Sub Total 


1.15 

002 

Phyllite & Schist 

0.44 

Quartzite 

0.53 

Sub Total 


0.98 
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Basin 

Micro Watershed 

Hydrogeological 

Unit 

Fresh Static 
Groundwater 



Availability, Mm 3 


003 

Older Alluvium 

34.09 


004 

Older Alluvium 

13.77 


Quartzite 

0.18 


Sub Total 


13.95 



Older Alluvium 

40.37 


005 

Phyllite & Schist 

0.04 


Quartzite 

0.10 



Slate 

0.18 


Sub Total 


40.69 


006 

Older Alluvium 

18.86 


007 

Older Alluvium 

9.44 


008 

Older Alluvium 

24.96 


009 

Older Alluvium 

34.10 



Gneisses(B.G.C.) 

- 



Older Alluvium 

54.99 


010 

Quartzite 

0.02 



Slate 

0.21 



Younger Alluvium 

1.34 


Sub Total 


56.55 



Phyllite & Schist 

0.02 


Oil 

Quartzite 

0.57 



Younger Alluvium 

26.47 


Sub Total 


27.06 


012 

Older Alluvium 

5.98 

Banganga 

013 

Older Alluvium 

46.54 

014 

Older Alluvium 

48.83 


015 

Older Alluvium 

8.89 


Younger Alluvium 

15.05 


Sub Total 


23.94 



Older Alluvium 

53.02 


016 

Quartzite 

0.14 



Younger Alluvium 

0.92 


Sub Total 


54.07 



Older Alluvium 

27.14 


017 

Quartzite 

0.28 



Younger Alluvium 

2.18 


Sub Total 


29.61 


018 

Older Alluvium 

0.45 


Younger Alluvium 

29.18 


Sub Total 


29.63 



Phyllite & Schist 

0.12 


019 

Quartzite 

0.60 



Younger Alluvium 

18.78 


Sub Total 


19.50 


020 

Older Alluvium 

0.33 



Quartzite 

0.37 



Younger Alluvium 

26.13 


Sub Total 


26.83 


021 

Older Alluvium 

14.50 


Phyllite & Schist 

0.14 
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Basin 

Micro Watershed 

Hydrogeological 

Unit 

Fresh Static 
Groundwater 



Availability, Mm 3 


021 

Quartzite 

0.45 


Younger Alluvium 

0.27 


Sub Total 


15.36 


022 

Older Alluvium 

6.92 



Phyllite & Schist 

0.01 


022 

Quartzite 

0.63 



Younger Alluvium 

7.84 


Sub Total 


15.40 



Older Alluvium 

32.88 


023 

Quartzite 

0.46 



Younger Alluvium 

2.10 


Sub Total 


35.45 



Older Alluvium 

3.31 


024 

Quartzite 

0.26 



Younger Alluvium 

14.75 


Sub Total 


18.32 


025 

Older Alluvium 

52.43 


026 

Older Alluvium 

10.85 


027 

Quartzite 

0.33 


Younger Alluvium 

11.05 


Sub Total 


11.38 



Older Alluvium 

0.17 


028 

Quartzite 

0.27 

Banganga 


Younger Alluvium 

29.82 

Sub Total 


30.26 



Gneisses(B.G.C.) 

0.26 



Limestone 

0.05 


029 

Older Alluvium 

7.84 


Quartzite 

0.23 



Slate 

0.01 



Younger Alluvium 

0.07 


Sub Total 


8.47 



Limestone 

0.22 



Older Alluvium 

1.69 


030 

Phyllite & Schist 

0.01 



Quartzite 

1.47 



Slate 

0.27 


Sub Total 


3.66 


031 

Gneisses(B.G.C.) 

- 


Older Alluvium 

1.94 


031 

Quartzite 

0.49 


Younger Alluvium 

4.51 


Sub Total 


6.94 



Older Alluvium 

31.78 


032 

Phyllite & Schist 

0.17 


Quartzite 

0.05 



Younger Alluvium 

26.28 


Sub Total 


58.28 

Basin Total 

813.57 


Source: CGWB and RGWD 
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4.6.4 Static Saline Groundwater Resources 

A meager 280.35 Mm 3 quantity is estimated as static saline groundwater 
resource in Banganga Basin for the year 2010 as shown in Table 4.6-4 (for 
details see Annex GW-7(b) of Main Report). A maximum of 274.80 Mm 3 is 
contained in Older Alluvium aquifer of basin. 


Table 4.6-4: Micro Watershed and Aquifer Wise Saline Static Groundwater Resources in 

Banganga Basin (Year 2010) 


Basin 

Micro Watershed 

Hydrogeological 

Unit 

Saline Static 
Groundwater 


Availability, Mm 3 



Phyllite & Schist 

- 


001 

Quartzite 

- 



Slate 

- 


Sub Total 


- 


002 

Phyllite & Schist 

- 


Quartzite 

- 


Sub Total 


- 


003 

Older Alluvium 

56.86 


004 

Older Alluvium 

3.99 


Quartzite 

- 


Sub Total 


3.99 



Older Alluvium 

6.08 


005 

Phyllite & Schist 

- 


Quartzite 

- 



Slate 

- 


Sub Total 


6.08 


006 

Older Alluvium 

10.11 


007 

Older Alluvium 

16.94 


008 

Older Alluvium 

28.88 


009 

Older Alluvium 

6.82 

Banganga 


Gneisses(B.G.C.) 

- 



Older Alluvium 

7.41 


010 

Quartzite 

- 



Slate 

- 



Younger Alluvium 

1.58 


Sub Total 


8.99 


Oil 

Phyllite & Schist 

- 


Quartzite 

- 


Oil 

Younger Alluvium 

- 


Sub Total 


- 


012 

Older Alluvium 

11.67 


013 

Older Alluvium 

37.37 


014 

Older Alluvium 

3.95 


015 

Older Alluvium 

2.13 


Younger Alluvium 

0.63 


Sub Total 


2.76 



Older Alluvium 

3.21 


016 

Quartzite 

- 



Younger Alluvium 

- 


Sub Total 


3.21 


017 

Older Alluvium 

18.99 


App. BNG-IN-24740-R13-073 July, 2014 

Surface and Groundwater Availability 
203 








STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Basin 

Micro Watershed 

Hydrogeological 

Unit 

Saline Static 
Groundwater 
Availability, Mm 3 


017 

Quartzite 

- 


Younger Alluvium 

- 


Sub Total 


18.99 


018 

Older Alluvium 

- 


Younger Alluvium 

- 


Sub Total 


- 



Phyllite & Schist 

- 


019 

Quartzite 

- 



Younger Alluvium 

- 


Sub Total 


- 


020 

Older Alluvium 

- 



Quartzite 

- 



Younger Alluvium 

- 


Sub Total 


- 



Older Alluvium 

- 


021 

Phyllite & Schist 

- 



Quartzite 

- 


021 

Younger Alluvium 

- 


Sub Total 


- 


022 

Older Alluvium 

- 



Phyllite & Schist 

- 


022 

Quartzite 

- 



Younger Alluvium 

- 


Sub Total 


- 

Donnonna 


Older Alluvium 

- 

Ddliydliyd 

023 

Quartzite 

- 



Younger Alluvium 

- 


Sub Total 


- 



Older Alluvium 

- 


024 

Quartzite 

- 



Younger Alluvium 

- 


Sub Total 


- 


025 

Older Alluvium 

29.34 


026 

Older Alluvium 

30.41 


027 

Quartzite 

- 


Younger Alluvium 

- 


Sub Total 


- 



Older Alluvium 

- 


028 

Quartzite 

- 



Younger Alluvium 

- 


Sub Total 


- 



Gneisses(B.G.C.) 

- 



Limestone 

- 


029 

Older Alluvium 

0.57 


Quartzite 

- 



Slate 

- 



Younger Alluvium 

2.89 


Sub Total 


3.46 


030 

Limestone 

0.22 


Older Alluvium 

- 
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Basin 

Micro Watershed 

Hydrogeological 

Unit 

Saline Static 
Groundwater 
Availability, Mm 3 

Banganga 

030 

Phyllite & Schist 

- 

Quartzite 

0.07 

Slate 

- 

Sub Total 


0.29 

031 

Gneisses(B.G.C.) 

- 

Older Alluvium 

0.04 

Quartzite 

- 

Younger Alluvium 

0.16 

Sub Total 


0.20 

032 

Older Alluvium 

- 

Phyllite & Schist 

- 

Quartzite 

- 

Younger Alluvium 

- 

Sub Total 


- 

Basin Total 

280.35 


Source: CGWB and RGWD 


5. Summary of Basin Water Resources 

5.1 Conceptual Approach (Assessment Considerations) 

Availability of water originating from various sources depends upon the source 

nature and subject to the following ToR requirements: 

• Locally generated surface water the starting point for its rational utilization is 
its availability in terms of ‘native’ or ‘virgin’ (un-intercepted) status, with its 
due dependability nature, is considered the ‘hydrologic planning base data’ of 
this part of the basin’s water sources. 

• In the case of imported water, the governing factor is the on-going (current) 
management of the relevant agreements. Dependability levels of this source 
of water relates to its own source, assumed to be maintained through the 
relevant delivery system. 

• Also for groundwater, its availability for long-term exploitation, clear of any 
current State of overdraft is the basic element. Since it is a derivative of 
rainfall, the dependability level of such rechargeable ‘dynamic’ groundwater 
availability relies on the statistic occurrence of precipitation. 

5.2 Basin Summary of Available Water 

The analysis above have been oriented according to the aforementioned 

assessment considerations, culminated in a summary as shown in Table 5.2-1. 
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Table 5.2-1: Summary of Available Water Resources in Banganga Basin, Mm 3 (2010) 


Property 

Dependability Level 

Mean 

25% 

50% 

75% 

90% 

Fresh Water 






Local Surface Water (virgin), Mm 3 /yr 

754.83 

1,078.30 

563.50 

289.00 

180.00 

Imported Water, Mm 3 /yr 

32.08 

38.34 

30.90 

26.26 

19.24 

Fresh Dynamic Groundwater, Mm 3 /yr 

525.76 





Fresh Static Groundwater, Mm 3 /yr 

813.57 





Total Available Fresh Water, Mm 3 /yr 

2,126.24 





Saline Groundwater 






Saline Dynamic Groundwater, Mm 3 /yr 

147.19 





Saline Static Groundwater, Mm 3 /yr 

280.35 





Total Available Saline Groundwater, Mm 3 /yr 

427.54 






Note: For groundwater, assessment is done for Mean Annual Availability as per GEC methodology. 
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Annex BNG-1 

Data Used for Calibration of Model at Selected Sites 

Rashidpur River Gauge Station 

Table Al-1 provides the details of observed discharge data for Rashidpur River 
Gauge station. 


Table Al-1: Rashidpur River Gauge Station Data (Unit: cumecs) 


Years 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

1979 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

1980 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

1981 

0.00 

0.00 

0.00 

0.00 

0.00 

2.88 

86.53 

81.27 

0.00 

0.00 

0.00 

0.00 

1982 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

1.52 

0.85 

0.14 

0.00 

0.00 

0.00 

1983 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

2.03 

2.17 

2.37 

0.00 

0.00 

0.00 

1984 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.95 

2.68 

6.69 

0.00 

0.00 

0.00 

1985 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

17.40 

29.41 

0.00 

0.00 

0.00 

0.00 

1986 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

15.17 

6.01 

0.00 

0.00 

0.00 

0.00 

1987 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

5.14 

0.27 

0.00 

0.00 

0.00 

1988 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

9.47 

8.34 

0.10 

0.00 

0.00 

0.00 

1989 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

3.81 

0.00 

0.00 

0.00 

0.00 

1990 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

1.65 

0.02 

0.04 

0.00 

0.00 

0.00 

1991 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

1.32 

0.66 

0.00 

0.00 

0.00 

1992 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

5.77 

6.27 

4.33 

0.00 

0.00 

0.00 

Source: W 

RD, Gol 

R 


Kharad Dam 


Table A1-2 provides the details of observed gauge- data for Kharad dam 


Table Al-2: Kharad Dam Gauge-Capacity Data 


Year 

Gauge, 

ft 

Capacity, 

Mm 3 

Gauge, 

ft 

Capacity, 

Mm 3 

Gauge, 

ft 

Capacity, 

Mm 3 

Gauge, 

ft 

Capacity, 

Mm 3 

Jun 

July 

Aug 

Sep 

1996 

NA 

NA 

26.17 

1.09 

29.50 

1.99 

35.67 

4.84 

1997 

NA 

NA 

22.75 

0.51 

24.33 

0.70 

25.00 

0.78 

1998 

26.42 

1.16 

33.58 

3.73 

35.25 

4.57 

35.25 

4.57 

1999 

21.84 

0.41 

23.25 

0.57 

26.42 

1.16 

26.42 

1.16 

2000 

24.42 

0.71 

32.84 

3.37 

32.84 

3.37 

32.84 

3.37 

2001 

23.42 

0.59 

26.00 

1.05 

27.42 

1.43 

NA 

NA 

2002 

20.42 

0.31 

20.00 

0.28 

23.32 

0.58 

22.67 

0.50 

2003 

23.00 

0.54 

31.84 

2.90 

32.17 

3.05 

32.25 

3.09 

2004 

NA 

NA 

NA 

NA 

21.08 

0.36 

22.33 

0.46 

2005 

27.58 

1.47 

31.33 

2.69 

30.42 

2.30 

35.75 

4.89 

2006 

18.75 

0.22 

22.84 

0.52 

22.33 

0.46 

21.84 

0.41 

2007 

16.84 

0.14 

19.42 

0.25 

21.25 

0.37 

22.84 

0.52 

2008 

19.42 

0.25 

24.00 

0.66 

24.25 

0.69 

24.17 

0.68 

2009 

19.75 

0.27 

17.08 

0.15 

16.84 

0.14 

17.00 

0.15 

2010 

6.00 

0.00 

23.85 

0.96 

25.69 

1.95 

26.93 

2.15 


Source: WRD, GoR 
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Ramgarh Bund Dam 

Table Al-3 provides the details of observed gauge- data for Ramgarh Bund dam. 


Table Al-3: Ramgarh Bund Dam Gauge - Capacity Data 


Year 

Gauge, 

m 

Capacity, 

Mm 3 

Gauge, 

m 

Capacity, 

Mm 3 

Gauge, 

m 

Capacity, 

Mm 3 

Gauge, 

m 

Capacity, 

Mm 3 

Jun 

July 

Aug 

Sep 

1996 

380.95 

28.75 

381.05 

29.54 

381.97 

36.72 

383.49 

51.68 

1997 

380.57 

25.56 

380.54 

25.41 

380.54 

25.41 

380.85 

27.77 

1998 

377.19 

11.18 

380.61 

25.81 

380.52 

25.26 

380.52 

25.26 

1999 

373.68 

3.57 

375.12 

6.01 

376.05 

8.07 

376.05 

8.07 

2000 

370.56 

0.85 

373.23 

2.94 

373.61 

3.45 

373.66 

3.53 

2001 

371.91 

1.69 

371.94 

1.73 

372.39 

2.15 

372.39 

2.15 

2002 

NA 

NA 

370.66 

0.91 

371.02 

1.13 

371.02 

1.13 

2003 

370.89 

1.05 

375.74 

7.39 

375.51 

6.88 

375.51 

6.88 

2004 

NA 

NA 

370.99 

1.11 

371.88 

1.67 

371.65 

1.52 

2005 

371.04 

1.14 

373.48 

3.25 

373.18 

2.89 

376.02 

8.01 

2006 

371.83 

1.63 

371.50 

1.43 

370.99 

1.11 

370.87 

1.03 

2007 

NA 

NA 

NA 

NA 

370.48 

0.80 

370.46 

0.79 

2008 

NA 

NA 

370.33 

0.71 

NA 

NA 

365.76 

0.00 

2009 

365.76 

0.00 

365.76 

0.00 

365.76 

0.00 

365.76 

0.00 

2010 

365.76 

0.00 

NA 

NA 

370.71 

0.62 

370.69 

0.59 


Source: WRD, GoR 


Ajan Lower Dam 

TableAl-4 provides the details of observed gauge- data for Ajan Lower dam. 


Table Al-4: Ajan Lower Dam Gauge - Capacity Data 


Year 

Gauge, 

m 

Capacity, 

Mm 3 

Gauge, 

m 

Capacity, 

Mm 3 

Gauge, 

m 

Capacity, 

Mm 3 

Gauge, 

m 

Capacity, 

Mm 3 

Jun 

July 

Aug 

Sep 

1996 

2.10 

2.01 

2.44 

4.50 

2.79 

8.34 

2.90 

10.00 

1997 

1.22 

0.00 

1.40 

0.00 

2.42 

4.39 

2.47 

4.81 

1998 

1.22 

0.00 

2.87 

9.53 

NA 

NA 

3.35 

17.98 

1999 

1.22 

0.00 

2.32 

3.58 

2.93 

10.48 

3.11 

13.50 

2000 

1.22 

0.00 

2.23 

2.85 

2.23 

2.85 

2.23 

2.85 

2001 

0.61 

NA 

2.50 

5.12 

2.23 

2.85 

2.44 

4.50 

2002 

1.22 

0.00 

1.22 

0.00 

1.22 

0.00 

1.07 

0.00 

2003 

1.22 

0.00 

2.23 

2.85 

2.65 

6.71 

2.87 

9.53 

2004 

NA 

NA 

1.22 

0.00 

1.83 

0.59 

1.31 

0.00 

2005 

1.22 

0.00 

2.83 

9.05 

2.71 

7.30 

1.46 

0.00 

2006 

1.22 

0.00 

1.52 

0.14 

1.25 

0.00 

1.25 

0.00 

2007 

1.22 

0.00 

NA 

0.00 

1.58 

0.17 

0.91 

0.00 

2008 

1.77 

0.51 

2.47 

4.81 

2.87 

9.53 

2.26 

3.11 

2009 

1.22 

0.00 

1.22 

0.00 

1.22 

0.00 

1.22 

0.00 

2010 

1.22 

0.00 

1.22 

0.00 

1.22 

0.00 

1.22 

0.00 


Source: WRD, GoR 
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Kala Kho Dam 

Table A1-5 provides the details of observed gauge- data for Kala Kho Dam. 


Table Al-5: Kala Kho Dam Gauge - Capacity Data 


Year 

Gauge, 

m 

Capacity, 

Mm 3 

Gauge, 

m 

Capacity, 

Mm 3 

Gauge, 

m 

Capacity, 

Mm 3 

Gauge, 

m 

Capacity, 

Mm 3 

Jun 

July 

Aug 

Sep 

1996 

95.16 

10.96 

95.76 

13.49 

96.14 

15.12 

96.14 

15.12 

1997 

92.28 

3.00 

92.45 

3.20 

93.80 

6.00 

93.90 

6.30 

1998 

91.77 

2.49 

94.56 

8.53 

96.06 

14.80 

96.06 

14.80 

1999 

92.20 

2.92 

94.06 

6.76 

94.49 

8.21 

94.49 

8.21 

2000 

90.53 

0.76 

94.08 

6.84 

94.08 

6.84 

94.21 

7.23 

2001 

91.90 

2.61 

92.20 

2.92 

93.40 

4.92 

93.39 

4.90 

2002 

90.53 

0.76 

90.53 

0.76 

90.53 

0.76 

90.53 

0.76 

2003 

90.53 

0.76 

93.02 

4.20 

93.63 

5.46 

92.37 

3.10 

2004 

90.53 

0.76 

90.53 

0.76 

94.51 

8.31 

94.18 

7.15 

2005 

91.52 

2.00 

95.81 

13.71 

95.48 

12.34 

95.43 

12.13 

2006 

91.54 

2.05 

91.59 

2.15 

91.54 

2.05 

91.49 

1.95 

2007 

90.53 

0.76 

90.53 

0.76 

91.06 

1.29 

91.06 

1.29 

2008 

90.53 

0.76 

90.53 

0.76 

90.53 

0.76 

90.53 

0.76 

2009 

90.53 

0.76 

90.53 

0.76 

90.53 

0.76 

90.53 

0.76 

2010 

90.53 

0.00 

90.53 

0.00 

90.53 

0.00 

91.14 

1.02 


Source: WRD, GoR 


Madho Sagar Dam 

Table Al-6 provides the details of observed gauge- data for Madho Sagar Dam. 


Table Al-6: Madho Sagar Dam Gauge - Capacity Data 


Year 

Gauge, 

m 

Capacity, 

Mm 3 

Gauge, 

m 

Capacity, 

Mm 3 

Gauge, 

m 

Capacity, 

Mm 3 

Gauge, 

m 

Capacity, 

Mm 3 

Jun 

July 

Aug 

Sep 

1996 

159.26 

6.27 

159.74 

7.58 

160.38 

9.95 

161.01 

12.49 

1997 

152.40 

0.00 

155.14 

0.48 

156.62 

1.51 

156.80 

1.68 

1998 

152.40 

0.00 

156.51 

1.42 

159.72 

7.50 

159.72 

7.50 

1999 

155.60 

0.64 

155.60 

0.64 

157.73 

2.76 

157.73 

2.76 

2000 

152.40 

0.00 

157.81 

2.87 

157.96 

3.11 

157.96 

3.11 

2001 

155.50 

0.59 

157.05 

1.91 

157.94 

3.07 

157.81 

2.46 

2002 

152.40 

0.00 

152.40 

0.00 

152.40 

0.00 

152.40 

0.00 

2003 

156.97 

1.84 

159.01 

5.63 

159.21 

6.11 

158.98 

5.58 

2004 

154.99 

0.42 

154.99 

0.42 

158.88 

5.40 

158.32 

3.87 

2005 

154.53 

0.28 

159.18 

6.04 

158.62 

4.72 

158.42 

4.13 

2006 

155.14 

0.48 

155.14 

0.48 

154.61 

0.30 

154.89 

0.39 

2007 

156.36 

1.27 

155.52 

0.60 

155.32 

0.53 

154.84 

0.37 

2008 

154.53 

0.28 

154.38 

0.27 

152.81 

0.00 

152.64 

0.00 

2009 

152.40 

0.00 

152.40 

0.00 

155.14 

0.48 

154.59 

0.30 

2010 

152.40 

0.00 

152.53 

0.01 

152.63 

0.06 

152.53 

0.01 


Source: WRD, GoR 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Sainthal Sagar Dam 

Table Al-7 provides the details of observed gauge- data for Sainthal Sagar Dam. 


Table Al-7: Sainthal Sagar Dam Gauge - Capacity Data 


Year 

Gauge, 

m 

Capacity, 

Mm 3 

Gauge, 

m 

Capacity, 

Mm 3 

Gauge, 

m 

Capacity, 

Mm 3 

Gauge, 

m 

Capacity, 

Mm 3 

Jun 

July 

Aug 

Sep 

1996 

6.05 

4.48 

7.01 

6.90 

7.77 

9.49 

8.99 

14.37 

1997 

3.73 

1.44 

4.09 

1.68 

5.23 

3.01 

5.69 

3.78 

1998 

4.95 

2.62 

7.09 

7.14 

8.03 

10.51 

8.03 

10.51 

1999 

3.56 

1.31 

4.50 

2.08 

5.49 

3.41 

5.49 

3.41 

2000 

1.91 

0.43 

7.34 

7.95 

7.34 

7.95 

7.34 

7.95 

2001 

4.52 

2.10 

5.94 

4.27 

6.00 

4.37 

6.12 

4.63 

2002 

1.83 

0.40 

1.52 

0.31 

2.59 

0.71 

2.23 

0.56 

2003 

5.41 

3.29 

7.57 

8.75 

7.27 

7.71 

7.16 

7.38 

2004 

NA 

NA 

0.30 

0.04 

4.80 

2.43 

4.32 

1.89 

2005 

5.36 

3.21 

7.98 

10.30 

7.62 

8.92 

8.38 

12.19 

2006 

2.92 

0.88 

4.19 

1.77 

4.06 

1.66 

3.71 

1.42 

2007 

1.62 

0.34 

2.41 

0.63 

5.49 

3.41 

5.11 

2.83 

2008 

3.56 

1.31 

4.57 

2.16 

4.67 

2.28 

5.28 

3.09 

2009 

2.44 

0.64 

2.03 

0.48 

1.60 

0.33 

1.27 

0.24 

2010 

0.00 

0.00 

4.02 

1.61 

3.94 

1.55 

5.34 

3.18 


Source: WRD, GoR 


Table:Al-7: Simulated-Observed Monsoon Months Reservoir Capacities at Ramgarh Dam 


Years 

Observed Capacity, 

Mm 3 

Simulated Capacity, 

Mm 3 

1996 

36.67 

39.89 

1997 

26.04 

32.79 

1998 

21.88 

28.67 

1999 

6.43 

0.00 

2000 

2.69 

0.00 

2001 

1.93 

0.00 

2002 

1.06 

0.00 

2003 

5.55 

3.08 

2004 

1.43 

0.12 

2005 

3.82 

25.03 

2006 

1.30 

3.01 

2007 

0.79 

0.00 

2008 

0.00 

0.00 

2009 

0.00 

0.00 

Mean 

7.83 

9.47 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Annex BNG-2 

Virgin water yield Series for Banganga Basin 

Virgin water yield Series (1973-2010) for Banganga Basin within Rajasthan 
boundary is presented in Table A2-1. 

Table A2-1: Virgin Water Yield Series for Banganga Basin within Rajasthan, Mm 3 


Year 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual 

1973 

5.11 

3.24 

2.07 

0.48 

1.65 

7.00 

25.25 

58.54 

74.22 

49.05 

17.51 

5.47 

249.59 

1974 

1.66 

0.57 

0.24 

0.08 

0.11 

2.14 

87.95 

347.77 

217.76 

112.50 

40.02 

12.24 

823.04 

1975 

3.95 

1.22 

0.74 

0.39 

0.06 

2.97 

121.35 

535.19 

528.34 

355.88 

146.22 

43.28 

1 , 739.59 

1976 

12.92 

9.40 

4.52 

1.43 

2.92 

19.27 

71.50 

203.86 

202.25 

116.82 

40.06 

12.36 

697.31 

1977 

5.05 

4.96 

2.57 

1.92 

3.48 

11.03 

245.90 

789.35 

572.80 

303.08 

109.51 

23.33 

2 , 072.98 

1978 

7.92 

3.82 

2.85 

1.09 

0.35 

7.52 

139.87 

283.08 

301.63 

171.28 

64.25 

17.07 

1 , 000.73 

1979 

5.43 

9.19 

12.68 

4.63 

6.64 

22.58 

50.15 

102.10 

53.33 

17.61 

4.58 

1.83 

290.75 

1980 

0.68 

0.26 

0.30 

0.11 

0.08 

7.73 

139.02 

259.57 

164.70 

71.72 

20.16 

7.06 

671.39 

1981 

3.51 

1.14 

0.48 

0.16 

0.82 

1.98 

328.11 

497.34 

299.08 

129.36 

39.19 

9.79 

1 , 310.96 

1982 

5.32 

2.20 

1.12 

1.17 

13.61 

11.62 

17.28 

118.96 

194.08 

130.89 

58.66 

22.56 

577.47 

1983 

6.52 

2.56 

1.02 

12.44 

24.48 

26.11 

115.68 

333.67 

422.04 

261.64 

103.23 

27.87 

1 , 337.26 

1984 

8.08 

2.64 

1.11 

0.42 

0.17 

2.64 

42.63 

89.91 

160.06 

127.87 

52.63 

17.05 

505.21 

1985 

4.19 

1.45 

0.68 

4.32 

1.68 

2.95 

52.23 

331.02 

282.80 

189.07 

94.41 

31.08 

995.88 

1986 

8.48 

8.98 

9.86 

3.17 

2.52 

10.80 

20.80 

44.65 

26.64 

12.35 

5.21 

1.17 

154.63 

1987 

1.06 

0.92 

0.95 

0.21 

12.99 

12.63 

12.26 

9.52 

15.53 

7.77 

1.90 

3.38 

79.12 

1988 

3.05 

1.33 

1.40 

0.70 

0.25 

2.14 

55.25 

148.42 

105.69 

47.71 

13.18 

4.21 

383.33 

1989 

3.91 

1.80 

0.71 

0.21 

0.08 

5.89 

26.33 

40.63 

60.07 

34.88 

11.97 

3.27 

189.75 

1990 

1.07 

4.96 

11.94 

4.56 

1.84 

5.85 

71.10 

81.29 

84.33 

88.45 

44.82 

16.34 

416.55 

1991 

3.92 

1.38 

0.66 

0.21 

0.31 

1.48 

12.24 

59.89 

101.98 

64.55 

24.62 

12.53 

283.77 

1992 

6.99 

4.07 

0.96 

1.79 

1.76 

3.37 

31.96 

172.73 

199.00 

134.11 

64.85 

22.28 

643.87 

1993 

5.36 

2.41 

3.38 

1.35 

3.97 

15.61 

142.99 

243.66 

161.22 

95.95 

32.42 

9.72 

718.04 

1994 

9.33 

6.23 

2.19 

1.29 

0.86 

3.36 

60.52 

327.86 

261.98 

127.26 

34.43 

9.70 

845.01 

1995 

19.95 

18.09 

8.76 

1.97 

0.76 

0.58 

35.85 

480.20 

735.11 

505.92 

224.59 

76.97 

2 , 108.75 

1996 

17.91 

11.12 

11.23 

4.02 

6.18 

129.97 

328.35 

493.74 

541.79 

383.36 

155.63 

43.46 

2 , 126.76 

1997 

10.89 

3.80 

1.76 

5.60 

1.95 

4.88 

19.02 

35.86 

61.98 

100.79 

54.62 

21.86 

323.01 

1998 

8.26 

2.45 

1.32 

0.57 

0.74 

1.19 

119.63 

246.72 

219.92 

191.09 

93.50 

26.94 

912.33 

1999 

8.97 

3.37 

1.24 

0.46 

0.55 

4.71 

24.48 

129.95 

114.23 

75.56 

26.91 

6.73 

397.16 

2000 

2.53 

0.88 

0.49 

0.26 

2.79 

7.29 

75.21 

151.94 

92.78 

34.75 

7.54 

2.89 

379.35 

2001 

1.12 

0.40 

0.22 

2.91 

8.06 

24.57 

97.18 

173.16 

114.11 

46.80 

11.75 

3.98 

484.26 

2002 

1.71 

1.84 

1.18 

0.48 

0.81 

4.48 

5.81 

9.83 

13.30 

10.87 

5.12 

1.84 

57.27 

2003 

5.76 

7.70 

10.47 

2.23 

0.64 

12.85 

198.16 

457.69 

365.05 

200.81 

60.13 

16.44 

1 , 337.93 

2004 

5.41 

1.94 

0.79 

0.92 

11.03 

10.27 

16.02 

41.76 

83.76 

134.77 

74.50 

20.18 

401.35 

2005 

3.23 

1.49 

2.23 

1.26 

1.70 

17.07 

358.98 

587.25 

341.07 

174.70 

47.28 

11.27 

1 , 547.53 

2006 

4.10 

1.46 

2.72 

2.02 

1.84 

22.23 

45.49 

96.66 

65.39 

26.57 

7.64 

2.37 

278.49 

2007 

0.89 

4.78 

10.34 

6.05 

3.44 

7.29 

34.69 

44.41 

38.14 

23.14 

7.51 

2.17 

182.85 

2008 

0.83 

0.30 

0.11 

0.96 

8.94 

86.49 

384.27 

394.32 

256.94 

166.66 

55.83 

17.07 

1 , 372.72 

2009 

4.96 

1.72 

0.77 

0.39 

0.89 

4.77 

36.20 

57.64 

67.30 

43.64 

14.46 

5.18 

237.92 

2010 

1.87 

0.99 

0.63 

0.24 

0.11 

1.22 

29.37 

83.73 

148.90 

154.99 

81.76 

45.65 

549.46 

% flow 

0.74 

0.48 

0.41 

0.25 

0.46 

1.84 

12.83 

29.86 

27.02 

17.17 

6.81 

2.16 


Mean 

5.58 

3.61 

3.07 

1.91 

3.45 

13.86 

96.82 

225.37 

203.93 

129.58 

51.38 

16.28 

754.83 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Annex BNG-3 

Water Balance Components for Banganga Basin 


Table A3-1: Annual Water Balance Components for Banganga Basin within Rajasthan, mm 


Year 

PCP 

ET 

WYLD 

PET 

PERC 

SURQ 

GW_Q 

LAT_Q 

Sub-surface 

percolation 

1973 

311.50 

287.39 

31.54 

1,679.88 

34.51 

0.08 

28.28 

3.17 

6.23 

1974 

373.02 

231.71 

99.81 

1,694.69 

114.57 

0.25 

94.64 

4.92 

19.93 

1975 

559.10 

318.43 

201.89 

1,564.43 

227.82 

1.37 

193.25 

7.26 

34.57 

1976 

444.11 

351.81 

90.18 

1,609.57 

93.90 

3.81 

81.54 

4.83 

12.36 

1977 

618.64 

333.22 

239.64 

1,547.35 

263.88 

3.87 

227.12 

8.64 

36.76 

1978 

478.79 

334.76 

128.26 

1,631.36 

139.15 

5.78 

116.08 

6.40 

23.07 

1979 

274.31 

259.53 

32.77 

1,689.28 

36.85 

0.27 

28.81 

3.68 

8.04 

1980 

379.80 

260.90 

73.19 

1,699.48 

82.31 

0.53 

68.56 

4.09 

13.75 

1981 

416.91 

246.47 

152.44 

1,681.68 

152.10 

19.27 

127.57 

5.60 

24.53 

1982 

380.89 

317.40 

64.13 

1,647.55 

67.32 

1.90 

58.71 

3.51 

8.61 

1983 

556.78 

374.58 

143.66 

1,582.63 

154.52 

7.82 

128.56 

7.27 

25.96 

1984 

314.31 

263.44 

52.59 

1,702.32 

58.61 

0.10 

49.46 

3.02 

9.15 

1985 

445.17 

293.48 

111.43 

1,633.69 

128.66 

0.14 

105.29 

5.99 

23.37 

1986 

244.80 

264.24 

16.30 

1,668.17 

17.52 

0.04 

13.71 

2.54 

3.81 

1987 

211.81 

202.48 

8.73 

1,736.18 

9.90 

0.00 

6.49 

2.23 

3.41 

1988 

316.27 

242.67 

42.26 

1,658.07 

45.98 

0.22 

38.57 

3.47 

7.41 

1989 

249.98 

236.65 

22.19 

1,676.84 

25.19 

0.45 

19.30 

2.44 

5.89 

1990 

378.18 

303.93 

47.91 

1,622.80 

52.85 

1.14 

42.97 

3.80 

9.88 

1991 

259.17 

213.98 

33.25 

1,701.66 

38.54 

0.11 

30.59 

2.55 

7.95 

1992 

412.72 

320.13 

72.87 

1,651.73 

82.84 

0.24 

67.95 

4.67 

14.89 

1993 

389.76 

303.98 

74.24 

1,691.90 

83.40 

0.36 

68.66 

5.22 

14.74 

1994 

414.90 

307.73 

89.18 

1,631.81 

98.52 

0.38 

84.31 

4.49 

14.21 

1995 

590.19 

300.84 

247.72 

1,650.66 

266.75 

9.97 

230.13 

7.62 

36.62 

1996 

690.07 

403.90 

249.36 

1,621.35 

259.80 

14.25 

226.07 

9.04 

33.73 

1997 

411.40 

366.34 

41.04 

1,591.47 

49.70 

0.09 

35.30 

5.64 

14.40 

1998 

450.90 

327.46 

100.65 

1,651.90 

111.35 

1.20 

94.43 

5.00 

16.92 

1999 

330.57 

285.44 

44.08 

1,671.06 

48.01 

0.94 

39.51 

3.63 

8.50 

2000 

283.38 

251.35 

36.81 

1,704.53 

41.33 

0.01 

33.06 

3.74 

8.27 

2001 

404.49 

325.90 

56.81 

1,610.46 

60.93 

2.08 

50.90 

3.82 

10.03 

2002 

191.22 

199.86 

7.90 

1,716.01 

9.40 

0.09 

6.57 

1.23 

2.83 

2003 

531.56 

317.07 

155.58 

1,607.79 

171.29 

3.46 

144.70 

7.42 

26.59 

2004 

340.12 

292.98 

51.54 

1,714.83 

60.80 

2.73 

43.50 

5.32 

17.30 

2005 

493.99 

276.69 

168.34 

1,648.16 

186.31 

4.80 

156.66 

6.88 

29.65 

2006 

295.20 

274.23 

34.62 

1,627.30 

37.49 

0.60 

30.86 

3.17 

6.63 

2007 

335.46 

320.49 

21.00 

1,731.84 

23.36 

0.07 

17.33 

3.61 

6.03 

2008 

600.06 

375.87 

160.07 

1,587.63 

180.60 

2.06 

149.49 

8.52 

31.11 

2009 

296.14 

281.58 

24.93 

1,690.07 

26.48 

0.93 

21.05 

2.94 

5.43 

2010 

439.54 

330.35 

70.15 

1,593.95 

82.22 

1.89 

63.26 

4.99 

18.96 

Mean 

397.77 

294.72 

86.82 

1,653.21 

95.39 

2.46 

79.56 

4.80 

15.83 


Where, 


PCP: 

Rainfall 

PET: 

Potential evapotranspiration 

ET: 

Actual evapotranspiration 

PERC: 

Percolation (Shallow+Deep) 

SURQ: 

Direct Surface Runoff 
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GW_Q: Baseflow 

WYLD: Total Water yield (SURQ + GW_Q + Lateral Flow) 

LAT_Q : Lateral flow 

Sub-surface percolation =PERC - GW_Q 


Table A3-2: Mean Monthly Water balance Components for Banganga Basin, mm 


Month 

Rainfall 

Water Yield (% Rainfall 
Conversion) 

Evapotranspiration 

Sub-surface 

percolation 

Jan 

5.59 

0.64 (11.40) 

5.64 

0.00 

Feb 

8.40 

0.42 (5.00) 

8.01 

0.14 

Mar 

4.02 

0.36 (9.00) 

9.68 

0.00 

Apr 

4.87 

0.21 (4.30) 

35.62 

0.08 

May 

15.19 

0.37 (2.40) 

13.67 

0.61 

Jun 

52.11 

1.55 (3.00) 

26.05 

6.30 

Jul 

163.07 

10.78 (6.60) 

66.12 

40.04 

Aug 

82.48 

25.72 (31.20) 

61.78 

0.48 

Sep 

44.38 

23.68 (53.40) 

41.31 

0.00 

Oct 

11.22 

15.10 (134.60) 

16.81 

0.00 

Nov 

3.31 

6.06 (183.10) 

5.58 

0.00 

Dec 

3.14 

1.91 (60.80) 

4.44 

0.00 
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1. Introduction 

1.1 General 

Gambhir River originates in the hills near Karauli town in Karauli District and 
follows a northerly course up to Lapavati, where it takes an easterly turn. Near 
the village Pali it enters Bharatpur District. Gambhir River is ephemeral. The 
general layout of Gambhir Basin is shown in Drawing No. GMB-GEN-001 (in 
Volume 3 a). 

Gambhir Basin is located in the eastern part of Rajasthan State and covers an 
area of 4,693.52 km 2 within Rajasthan. It is surrounded in the north by Banganga 
Basin, in south by Parbati Basin and in the west by Banas Basin. 

Districts and Blocks falling under Gambhir Basin is presented in Table 1.1-1. 
The administrative unit setup of Gambhir Basin is shown in Drawing No. GMB- 
GEN-002 (in Volume 3a). 


Table 1.1-1: Districts and Blocks of Rajasthan falling under Gambhir Basin 


District 

Block 

Block Area 
within Basin, 
Km 2 

Total Area, Km 2 

Percentage of 
Block Area,% 

Percentage of 
Basin Area, % 

Bharatpur 

Bayana 

722.88 

792.33 

91.23 

15.40 

Rupbas 

397.18 

563.93 

70.43 

8.46 

Weir 

97.87 

610.60 

16.03 

2.09 

District Summary 


1,217.93 

1,966.86 

61.92 

25.95 

Dausa 

Mahwa 

97.67 

498.81 

19.58 

2.08 

Si krai 

3.99 

10.615 

0.78 

0.09 

District Summary 


101.66 

1,009.42 

10.07 

2.17 

Dhaulpur 

Baseri 

199.74 

1,001.95 

19.94 

4.26 

Dhaulpur 

221.59 

625.35 

35.43 

4.72 

Rajakhera 

301.55 

607.61 

49.63 

6.42 

District Summary 


722.88 

2,234.91 

32.34 

15.40 

Karauli 

Hindaun 

640.04 

640.04 

100.00 

13.64 

Karauli 

789.45 

1,233.83 

63.98 

16.82 

Nadoti 

468.31 

615.40 

76.10 

9.98 

Sapotra 

208.59 

1,957.84 

10.65 

4.44 

Todabhim 

316.05 

543.28 

58.18 

6.73 

District Summary 


2,422.44 

4,990.39 

48.54 

51.61 

Sawai Madhopur 

Bamanwas 

0.64 

770.22 

0.08 

0.01 

Gangapur 

227.97 

645.58 

35.31 

4.86 

District Summary 


228.61 

1,415.80 

16.15 

4.87 

Basin Summary 


4,693.52 



100.00 


Major part of the basin is covered by Bharatpur (25.95%) and Karauli (51.61%) 
Districts (see Table 1.1-1). 

Major part of the basin is occupied by Karauli and Bayana Blocks. There is one 
block, Hindaun, which fully falls inside the Gambhir Basin while other blocks 
falls partially (Percentage of Blocks falling in basin is presented in Table 1.1-1). 

1.2 Climatic Characteristics 

Weather statistics for Gambhir Basin were analysed based on 20 years (1990- 
2009) monthly IMD weather data and is presented in Table 1.2-1. The following 
paragraphs give brief descriptions for temperatures, rainfall, wind speeds, 
relative humidity, sunshine hours and evaporation. 
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The statistical values presented in Table 1.2-1 are the values which varies 
spatially over the region i.e. they signify the spatial variation of a weather 
parameter over the basin. 

Table 1.2-1: Weather Parameter Statistics for Gambhir Basin 


Weather Parameter 

Minimum 

Maximum 

Mean 

Standard 

Deviation 

Coefficient 
of Variation 

Mean Maximum Temperature, °C 

32.96 

33.89 

33.38 

0.24 

0.01 

Highest Maximum Temperature, °C 

45.73 

47.08 

46.35 

0.35 

0.01 

Mean Minimum Temperature, °C 

19.26 

19.34 

19.29 

0.01 

0.00 

Lowest Minimum Temperature, °C 

3.62 

4.05 

3.74 

0.08 

0.02 

Annual Rainfall, mm 

566.60 

735.80 

643.60 

25.70 

0.04 

Monsoon Months Rainfall, mm 

518.30 

668.50 

585.40 

23.20 

0.04 

Rainy Days, Days/yr 

29.00 

34.00 

32.00 

1.00 

0.00 

Wind Speed, km/hr 

3.53 

4.89 

4.33 

0.25 

0.06 

Sunshine Hours, hr/day 

7.93 

8.01 

7.97 

0.02 

0.00 

Relative Humidity, % 

50.72 

55.84 

53.12 

1.27 

0.02 

Annual Evaporation, cm 

213.14 

220.45 

215.86 

1.48 

0.01 


Source: IMD monthly dataset (1990-2009); Rainfall statistics based on IMD,RD and WRD dataset (1957-2010) 


The following paragraphs give brief descriptions for temperature, rainfall, wind 
speed, relative humidity, sunshine hours and evaporation statistics of Gambhir 
Basin. 

1.2.1 Temperature Statistics 

Maximum Temperature 

Mean maximum temperature in Gambhir Basin spatially varies within a range of 
32.96°C-33.89°C with a mean value of 33.38°C, coefficient of variation of 0.01. 
Its variation is presented in Drawing No. GMB-CLM-001 (in Volume 3a). 

Highest Maximum Temperature 

Highest maximum temperature in Gambhir Basin spatially varies within a range 
of 45.73°C -47.08°C with a mean value of 46.35°C. Its variation is presented in 
Drawing No. GMB-CLM-002 (in Volume 3a). 

Minimum Temperature 

Mean minimum temperature in Gambhir Basin spatially varies within a range of 
19.26°C-19.34°C with a mean value of 19.29°C. Its variation is presented in 
Drawing No. GMB-CLM-003 (in Volume 3a). 

Lowest Minimum Temperature 

Lowest minimum temperature in Gambhir Basin spatially varies within a range 
of 3.62°C-4.05°C with a mean value of 3.74°C. Its variation is presented in 
Drawing No. GMB-CLM-004 (in Volume 3a). 

1.2.2 Rainfall 

Annual Rainfall 

Annual Rainfall in Gambhir Basin ranges from 566.60-735.80 mm (Drawing 
No. GMB-CLM-005, in Volume 3a) spatially, with a mean annual rainfall of 
643.60 mm having a coefficient of variation of 0.04. 
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Monsoon Rainfall 

Monsoon month rainfall (Jun-Jul-Aug-Sept) ranges from 518.3-668.5 mm 
spatially, with a mean value of 585.4 mm, with a coefficient of variation of 0.04. 
Its variation is presented in Drawing No. GMB-CLM-006 (in Volume 3a). 

Rainy Days 

Mean annual number of rainy days in Gambhir Basin are 32 days with a spatial 
range of 29-34 days. Its variation is presented in Drawing No. GMB-CLM-007 
(in Volume 3 a). 

1.2.3 Wind Speed 

Mean annual daily wind speed in Gambhir Basin spatially varies within a range 
of 3.53-4.89 km/hr with a mean value of 4.33 km/hr and a coefficient of 
variation of 0.06. Its variation is presented in Drawing No. GMB-CLM-008 (in 
Volume 3 a). 

1.2.4 Sunshine Hours 

Sunshine hours varies spatially within range of 7.93-8.01 hours/day with mean 
daily Sunshine hours of 7.97 hours/day in Gambhir Basin. Spatial variation of 
sunshine hours is presented in Drawing No. GMB-CLM-009 (in Volume 3a). 

1.2.5 Relative Humidity 

Mean annual daily relative humidity in Gambhir Basin is 53.12% with a spatial 
range of 50.72-55.84%, which is presented in Drawing No. GMB-CLM-010 (in 
Volume 3 a). 

1.2.6 Evaporation 

Mean annual evaporation in Gambhir Basin is 215.86 cm with a spatial range of 
213.14-220.45 cm. Spatial variation of annual evaporation is presented in 
Drawing No. GMB-CLM-011 (in Volume 3a). 

2. Surface Water 

2.1 Hydrological Modelling 

2.1.1 Overview 

SWAT (Soil and Water Assessment Tool) is a hydrological model used to assess 
the monthly and annual surface water potentials of the Gambhir Basin. A brief 
description of the SWAT hydrological model is given in Annex SW-l(a) of the 
Main Report. 

2.1.2 Development of Hydrological Model 

Mapping of a basin on to the SWAT hydrological model involves an elaborate 
procedure. The following paragraphs briefly describe the methodology used for 
mapping. 

Development of SWAT hydrological modelling involves several steps which are 
mentioned below. 

Input data required for modelling 

• Digital Elevation Model (DEM) - Grid (raster) 

• Landuse - Grid (raster) or Shape (vector) 
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• Soil - Grid (raster) or Shape (vector) 

• Meteorological data with location 

• Optional 

• Mask 

• Drainage for burn 

• Outlet locations 

• Reservoir\River gauge locations 

Key procedures necessary for development of model 

• Delineate the watershed for modelling 

• Define land use and soil data grids 

• Determine the distribution of HRU’s (Hydrological Response Units) based 
on the DEM, land use and soil data. 

• Define rainfall, temperature and weather data 

• Write the SWAT input files- requires access to data on soil, weather, land 
cover, plant growth, etc. 

• Edit the input files - if necessary 

• Setup and run SWAT - requires information on simulation period, PET 
estimation method and other options 

• Calibration of model with available observed data 

Descriptive technical, theoretical, interface and input/output SWAT model 
documentation is attached as soft copy for reference in Annex SW-l(b) (in Main 
report). 

2.1.3 Basin Delineation 

A digital elevation model (DEM) from the SRTM was used for basin delineation 
and is shown in Figure 2.1-1. Enlarged map of DEM shown in Drawing No. 
GMB-SW-001 (in Volume 3a). 

A watershed is the upslope area that contributes flow to a common outlet as 
concentrated drainage. The boundaries between watersheds are termed drainage 
divides. The outlet is the point on the surface at which water flows out of an 
area. It is the lowest point along the boundary of a watershed. 

Watersheds are delineated from SRTM DEM by computing the flow direction of 
each cell in the raster. The model identifies the ridge lines between the basins 
using elevation values from raster data (SRTM DEM) and creates the basin 
boundary. Outlet points are then defined which may be features, such as dams or 
stream gauges or any other outlet point for which contributing area has to be 
determined. Here Gambhir Basin was delineated considering outlet points 
outside Rajasthan also, so as to cover complete area within Rajasthan. 

The topographic statistics of elevation of the Gambhir Basin are given in Table 
2 . 1 - 1 . 
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Table 2.1-1: Elevation Summary of Gambhir Basin 


Parameter 

Elevation 
(m amsl) 

District 

Block 

Longitude, 

Latitude 

(degree minutes 
seconds) 

Minimum Elevation 

134 

Dhaulpur 

Rajakhera 

78°15'13.597"E 

26°55'30.707"N 

Maximum Elevation 

495 

Karauli 

Nadoti 

76°32'19.24"E 

26°45'53.785"N 

Mean Elevation 

233 

- 

- 



From Table 2.1-1 it can be observed that minimum elevation in Gambhir Basin 
is 134 m amsl, which falls in Rajakhera Block of Dhaulpur District while 
maximum elevation falls in Nadoti Block of Karauli District. 

From Figure 2.1-1 it can be seen that Gambhir Basin is an east sloping basin 
where elevation gradually decreases from west to east direction. 
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Figure 2.1-1: Digital Elevation Model (Topography) of Gambhir Basin 
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Figure 2.1-2: Drainage Network and Basin Delineation using DEM for Gambhir Basin 
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Figure 2.1-2 shows the automatically delineated Gambhir Basin with the 
generated drainage network using the DEM. Total Gambhir Basin area 
delineated is 5,373.51 km 2 where 4,693.52 km 2 is within Rajasthan boundary. 

2.1.4 Micro-watershed Delineation 

Automatic delineation of watersheds was done by using the DEM as input and 
using 500 ha as minimum stream threshold. The target outflow points were 
interactively selected so as to cover entire area of Gambhir Basin falling within 
Rajasthan State. 

There are 16 micro-watersheds delineated and demarcated in Gambhir Basin 
within Rajasthan boundary (see Figure 2.1-3), details of which are presented in 
Table 2.1-2. Enlarged map showing micro-watersheds is shown in Drawing No. 
GMB-SW-002 (in Volume 3a). 

Table 2.1-2: Micro-watershed Delineated in Gambhir Basin within Rajasthan 


Micro-watershed 

Code 

Micro¬ 
watershed 
Area, Km 2 

Percentage of 
Basin Area, % 

1 

383.75 

8.18 

2 

812.46 

17.31 

3 

245.23 

5.22 

4 

317.59 

6.77 

5 

164.58 

3.51 

6 

221.85 

4.73 

7 

378.61 

8.07 

8 

395.07 

8.42 

9 

238.31 

5.08 

10 

265.94 

5.67 

11 

243.72 

5.19 

12 

186.36 

3.97 

13 

221.82 

4.73 

14 

233.70 

4.98 

15 

164.28 

3.50 

16 

220.25 

4.69 

Total 

4,693.52 

100.00 
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Figure 2.1-3: Micro-watershed Delineation using DEM for Gambhir Basin 
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2.1.5 Land Use /Land Cover Layer 

Land Use/Land Cover is another important segment of data that is required for 
pre-processing. The land use map from NRSC 1 , has been used for the present 
study. Table 2.1-3 gives the land use categories and the area covered under each 
category of land use for the Gambhir Basin. 

The major part of the basin is under agriculture land use, Mustard and Bajra are 
the predominant crops (Source: Agriculture Statistics Handbook, Government of 
Rajasthan, 2010). 


Table 2.1-3: Land Use Categories - Gambhir Basin 


Land Use 

Area (km 2 ) 

% of Basin Area 

Kharif only 

133.72 

2.85 

Rabi only 

1,870.92 

39.86 

Double / tripple 

180.54 

3.85 

Current fallow 

1,400.43 

29.84 

Deciduous forest 

81.35 

1.73 

Scrub/Deg. forest 

293.94 

6.26 

Other wasteland 

451.29 

9.62 

Gullied 

93.51 

1.99 

Scrubland 

169.83 

3.62 

Water bodies 

17.98 

0.38 

Total 

4,693.52 

100.00 


Source: NRSC, 2007-2008 


Figure 2.1-4 shows the general land use of Gambhir Basin. Enlarged land use 
map of Gambhir Basin is shown in Drawing No. GMB-LU-001 (in Volume 3a). 


1 http://applications.nrsc.gov.in/products.asp 
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Figure 2.1-4: Landuse Map of Gambhir Basin 
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2.1.6 Soil Layer 

Information on the soil profile is also required for simulating the hydrological 
character of the basin. The soil map of Rajasthan has been used for the 
modelling. The soil map is shown in Figure 2.1-5. Enlarged soil map of 
Gambhir Basin is shown in Drawing No. GMB-SO-OOl. 

The soil in the Gambhir Basin is predominantly sandy loam. Table 2.1-4 shows 
the area under each of the soil texture class found in the Gambhir Basin. 

Table 2.1-4: Soil Texture -Gambhir Basin 


Soil Texture 

Area 

(km 2 ) 

% of Basin 
Area 

Clay 

725.64 

15.46 

Clay Loam 

260.73 

5.56 

Loam 

907.48 

19.33 

Loamy Sand 

195.43 

4.16 

Sand 

618.88 

13.19 

Sandy Clay Loam 

453.01 

9.65 

Sandy Loam 

1,463.66 

31.18 

Silt Loam 

68.69 

1.46 

Total 

4,693.52 

100.00 
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Figure 2.1-5: Soil Map of Gambhir Basin 
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2.1.7 Meteorological Data 

The daily rainfall data belonging to IMD, Revenue Department and Water 
Resources Department of Rajasthan has been used. Maximum and Minimum 
temperature data at a resolution of 1° X 1° latitude by longitude grid points (1 grid 
location) from IMD has been used. 

(The Grid point nomenclature adopted by IMD was done by combining 
Longitude and Latitude in decimal degrees to form a code, e.g. grid location 
code "755275" signifies 75.5 degree longitude and 27.5 degree latitude). 

Major weather parameter which influence the hydrology of a catchment are 
rainfall and temperature for which daily observed data have been used, while for 
other weather parameter like solar radiation, wind speed and relative humidity 
(which have less significant effect on hydrology) long term statistics have been 
used to derive daily values. These weather parameters have small variation over 
the time and can be derived using continuity equations. 

SWAT uses weather generator model for generating values based on long term 
daily statistics for a particular day. 

Solar radiation is generated from a normal distribution. A continuity equation is 
incorporated into the generator to account for radiation variations caused by dry 
vs. rainy conditions. Solar radiation is adjusted downward when simulating 
rainy conditions and upwards when simulating dry conditions. The adjustments 
are made so that the long-term generated values for the average monthly solar 
radiation agree with the input averages. 

Generated wind speed: A modified exponential equation is used to generate 
daily mean wind speed given the mean monthly wind speed. 

Generated Relative humidity: The relative humidity model uses a triangular 
distribution to simulate the daily average relative humidity from the monthly 
average. As with temperature and radiation, the mean daily relative humidity is 
adjusted to account for wet- and dry-day effects. 

The meteorological data locations map is shown in Figure 2.1-6 

The meteorological data location details is presented in Annex SW-3 of Main 
Report. 
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Figure 2.1-6: Meteorological Data Location Map of Gambhir Basin 
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2.1.8 Existing Major / Medium Projects 

There are three medium projects in Gambhir Basin namely, Baretha, Jugger 
Dam and Panchana which have been used. Table 2.1-5 gives the details of the 
existing projects in the Gambhir Basin. 


Table 2.1-5: Project Details -Gambhir Basin 


S.No. 

Name 

Type 

Live 

Storage, 

Mm 3 

Gross 

Storage, 

Mm 3 

Data 

Availability 

Remarks 

Catchment 

Area, 

km 2 

1 

Baretha 

Dam 

Medium 

50.64 

52.64 

1996-2010 

Monsoon months Gauge- 
Capacity data 

221.9 

2 

Jugger 

Dam 

Medium 

31.51 

34.97 

1996-2010 

Monsoon months Gauge- 
Capacity data 

220.3 

3 

Panchana 

Dam 

Medium 

52.65 

54.95 

1996-2010 

Monsoon months Gauge- 
Capacity data 

617.4 


Source: WRD, GoR 


Other salient features of dams located in Gambhir Basin are presented in Annex 
SW-2(a) of Main Report. The monsoon months gauge-capacity data of the dams 
is presented in Annex GMB-1. 

2.1.9 River Gauge and Discharge Data in Gambhir Basin 

There are three G&D sites in Gambhir Basin, details of which are presented in 
Table 2.1-6. 

Table 2.1-6: River Gauge and Discharge Data in Gambhir Basin 


River Gauge Site 

Data Availability 

Maintaining Agency 

Remarks 

Sri Mahavirji 

1984-1992,1994-1998 
(monsoon months) 

Water Resource 
Department, Rajasthan 

No river cross-section at 
the G&D site is available. 

Not used for calibration 
due to its location just 
below the Panchana dam 
which records spills and 
releases, information for 
which is not available for 
that duration) 

Samogarh Railway 
Bridge 

Data not available 

Water Resource 
Department, Rajasthan 

No G&D data are available. 
Gauging is not done 
regularly at a fixed time. 
Level/discharge curves are 
also not available. 

Bayana Railway 
Bridge 

Data not available 

Water Resource 
Department, Rajasthan 

No G&D data are available. 
Gauging is not done 
regularly at a fixed time. 
Level/discharge curves are 
also not available. 


2.1.10 Other Model Inputs 


District agriculture statistics from 1967-2007 (extended to 2011 from Agricop) has 
been used to derive district wise cropping area, production, irrigation by source 
(canal, tank, well etc), fertilizer and pesticide use per hectare. Cropping pattern and 
crop management practices are used from agriculture contingency plans 
(http://agricoop.nic.in/acp.html) and Agriculture Statistics Handbook, Government 
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of Rajasthan, 2010. These data were later transferred to micro-watersheds 
(hydrological modelling unit) using GIS overlay techniques. 

The general cropping pattern adopted in the region is Bajra in Kharif and Mustard 
in Rabi season (Source: Agriculture Statistics Handbook, Government of 
Rajasthan, 2010). 

2.2 Model Calibration and Performance 

Calibration is an effort to better parameterize a model to a given set of local 
conditions, thereby reducing the prediction uncertainty. 

Model calibration is performed by carefully selecting values for model input 
within their respective uncertainty ranges) by comparing model predictions 
(output) for a given set of assumed conditions with observed data for the same 
conditions. Figure 2.2-1 shows calibrations location map of Gambhir Basin. 

2.2.1 SWAT Model Calibration 

SWAT model uses Water Balance Equation as a driving force behind everything 
that happens in the watershed on a daily basis. The USDA SCS runoff curve 
number is used to estimate surface runoff from daily precipitation. An improved 
dynamic curve number method is used which automatically adjusts the curve 
number on the basis of the moisture conditions prevailing in the watershed. 

Auto calibration techniques have been adopted using SWAT CUP which 
provide the essential information like sensitive parameters, range or value that 
has to be applied to various parameters to arrive at optimum parameter value. 

This study used the built in interfaces of these tools in SWAT model to identify 
important hydrologic controlling parameters, optimize them and test the 
calibrated model using various performance indices and input data sets, and 
document SWAT model application techniques in order to highlight area of 
hydrologic modelling improvement. 

After running auto calibration process the application provides sensitive 
parameters which control the hydrological processes and are mentioned in Table 
2 . 2 - 1 : 


Table 2.2-1: Sensitive Parameters the Hydrological Processes 


Parameter 

Description (Class) 

Units 

CN2 

Curve number (Management operations) 

- 

GW DELAY 

Groundwater delay (Groundwater) 

Days 

GWQMN 

Threshold depth of water in shallow aquifer required for return 
flow to occur (Groundwater) 

mm 

GW REVAP 

Groundwater revap coefficient (Groundwater) 

- 

RCHRG DP 

Deep aquifer percolation coefficient (Groundwater) 

- 

ESCO 

Soil evaporation compensation factor (Evapotranspiration) 

- 

S0L AWC 

Soil available water content (Soil) 

mm Water\mm soil 

S0L K 

Soil permeability (Soil) 

mm/hr 

SHALLST 

Initial Depth of water in shallow aquifer 

mm 


These parameters broadly fall under two categories: 


• General Parameters: Values of these are applied to entire basin which 
include Groundwater delay, deep aquifer percolation factor and ESCO. 
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• Catchment Specific Parameters: Values of these parameters are area specific 
which include soil parameters like soil permeability, available moisture 
content and management parameters like CN, irrigation source etc. 

The soil in the Gambhir Basin is predominantly sandy loam. After various 
simulations and parameter calibrations it was found that groundwater parameters 
were most sensitive in this region. 

Generally, the model takes default values as per input data provided (Landuse, 
Soil Profile, DEM, Reservoir details etc). The model is then made to run with 
default values and then compared with the observed data. After such comparison 
and looking at the flow regime of observed and simulated values, sensitive 
parameters were adjusted and series of test runs were carried out to reach the 
optimum parameter value. 

There are a large number of parameters which operate during simulation. Out of 
them, some major parameters that were adjusted during calibration for upstream 
catchments of calibration locations and their respective values are presented in 
Table 2.2-2. 


Table 2.2-2: Major Parameters Adjusted during Calibration 


Parameter 

Unit 

Baretha 

Catchment 

Jugger 

Catchment 

Panchana 

Catchment 

GW_delay 

Days 

7.0 

7.0 

7.0 

RCHRG_DP 

- 

0.1 

0.1 

0.1 

ESCO 

- 

0.6 

0.6 

0.6 

GWQMN 

mm 

800.0 

500.0 

900.0 

GW_REVAP 

- 

0.0 

0.0 

0.0 

SHALLST 

mm 

2,000.0 

2,000.0 

2,000.0 


IRRSC 

- 

Reservoir, 
Shallow aquifer 


Source of 
irrigationReservoir, 
groundwater and 
irrigation from stream 


Calibration in Gambhir Basin have been performed at three reservoir locations. 
Observed gauge-capacity data for three medium dams namely Baretha Dam, 
Jugger Dam and Panchana Dam. Data used for calibration locations is presented 
in Annex GMB-1. 
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Figure 2.2-1 Calibration Location Map of Gambhir Basin 
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2.2.2 Model Performance 

There are three main statistical parameters that are used for evaluating a 
hydrological model performance viz. Nash-Sutcliffe model efficiency 
coefficient (NSE), RSR, and co-efficient of determination (R 2 ). 

The range of these parameters are presented in Table 2.2-3. 

Table 2.2-3: Model Performance Parameters 


Performance 

Nash-Sutcliffe efficiency 
coefficient(NSE) 

RSR 

Coefficient of 
Determination (R 2 ) 

Satisfactory 

0.50 =< NSE < 0.65 

0.60 < RSR < 0.70 

0.50 =< R 2 =< 0.65 

Good 

0.65 < NSE < 0.75 

0.50 < RSR < 0.60 

0.65 < R 2 < 0.75 

Very Good 

0.75 < NSE < 1.00 

0.00 < RSR < 0.50 

0.75 < R 2 < 1.00 

Unsatisfactory 

NSE<0.50 

RSR > 0.70 

R 2 <0.50 


Detailed description of these model performance parameters is presented in 
Annex SW-l(c) of Main Report. 

Calibration was performed at three locations which are mentioned in following 
paragraphs. 

Baretha Dam 

Model performance at Baretha Dam presented in Table 2.2-3 which shows the 
comparison between observed and simulated mean annual reservoir capacities at 
Baretha Dam. 

Figure 2.2-2: Comparison of Simulated Vs Observed capacities at Baretha Dam 
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Observed Capacity, Mm 3 


As evident from Table 2.2-4 and Figure 2.2-2, the overall match between 
observed and simulated capacity for Baretha Dam is satisfactory with coefficient 
of determination of, 0.68 and Nash-Sutcliffe model efficiency coefficient is - 
0.59. Observed mean annual capacity is 27.5 Mm 3 while simulated capacity is 
25.3 Mm 3 . 

Jugger Dam 

Model performance at Jugger Dam presented in Table 2.2-3. Figure 2.2-3 shows 
the match between observed and simulated monsoon months reservoir inflows at 
Jugger Dam. 


Figure 2.2-3: Comparison of Simulated Vs Observed Reservoir Inflows to Jugger Dam 
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Observed Reservoir inflow. Mm 3 


As evident from Table 2.2-4 and Figure 2.2-3, the match between observed and 
simulated values for Jugger Dam is satisfactory with coefficient of 
determination, 0.83 and Nash-Sutcliffe model efficiency coefficient is 0.63. The 
mean observed reservoir inflow is 16.1 Mm 3 while mean simulated reservoir 
inflow is 16.7 Mm 3 . 

Panchana Dam 

Model performance at Panchana Dam presented in Figure 2.2-4 shows the 
comparison between observed and simulated reservoir capacities at Panchana 
Dam. Data upto 2010 was available but fair calibration is attained only for the 
period, 2004-2006. For rest of the time series the match was not good. It can be 
due to erronous data, lack of information on upstream abstractions, water use 
etc. 


Figure 2.2-4: Comparison of Simulated Vs Observed reservoir capacities for Panchana Dam 
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As evident from Table 2.2-4 and Figure 2.2-4 the overall match between 
observed and simulated values for Panchana Dam is unsatisfactory. Although 
coefficient of determination is high, 0.84 but other statistical parameters (NSE 
and RSR) falls in unsatisfactory range. Mean observed monsoon month capacity 
is 20.8 Mm while mean monsoon month simulated capacity is 26.1 Mm for the 
calibration period. 


Table 2.2-4: Summary of Model performance at Calibration Sites 


Calibration 

Location 

Catchment 
Area (km 2 ) 

Mean 

Simulated 

(Mean 

Observed) 

Mm 3 

Coefficient of 
Determination, 
R 2 

Nash- 

Sutcliffe 

model 

efficiency 

coefficient 

(NSE) 

RSR 

Starting 
Year of 
Calibration 

Ending 
Year of 
Calibration 

Overall 

Performance 

Baretha 

Dam 

221.9 

25.3 

(27.5)“ 

0.68 

0.59 

0.62 

1996 

2010 

Satisfactory 

Jugger 

Dam 

220.3 

16.7 

(16.1)" 

0.83 

0.63 

0.58 

1996 

2010 

Satisfactory 

Panchana 

Dam 

617.4 

26.1 

(20.8)* 

0.84 

0.32 

0.79 

2004 

2006 

Unsatisfactory 


* Mean Monthly reservoir capacity, Mm 3 
“Mean Annual Reservoir capacities, Mm 3 
***Mean Monsoon Months Reservoir Inflow, Mm 3 


It is evident from Table 2.2-4 that match between observed and simulated values 
is satisfactory at majority of calibration locations. 

Observed and model Simulated values are presented in Table A1-4 of Annex 
GMB-1. 

2.2.3 The Hydrological Simulation for Gambhir Basin 

The SWAT model was run with the observed rainfall (1957-2010) and 
temperature data (1973-2010) for Gambhir Basin and outputs were obtained for 
the common period of 1973 to 2010. The outputs provided by the model are very 
extensive, covering all the components of water balance spatially and 
temporally. The sub components of the water balance that are most significant 
and used for analyses, include: 

• Total flow (water yield) consisting of surface runoff, lateral and base flow. 
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• Actual evapotranspiration (Actual ET). 

The outputs can be depicted in many ways depending on the focus and 
requirement of the user. These components are expressed in terms of total 
annual depth of water in mm over the total watershed area. In other words, the 
total water yield is the equivalent depth in mm, of flow past the outlet of the 
watershed on average annual and monthly basis. Figure 2.2-5 and 2.2-6 show the 
annual and average monthly water balance components for the Gambhir Basin. 

2.2.3.1 Temporal Distribution of Major Water Balance Components 

Figure 2.2-5 depicts the annual rainfall, water yield, evapotranspiration and sub¬ 
surface percolation for the entire Gambhir Basin. 

There are 16 micro-watersheds delineated and demarcated in Gambhir Basin 
within Rajasthan boundary, yearly water balance components of which are 
presented in Annex SW-4 of Main Report (as soft copy). 

It is noteworthy here that SWAT gave an indication of the spatial and temporal 
variation of this percolation, with respect to properties of the overlaying soil 
cover. The percolation computed using SWAT model is the total percolation 
which also includes the abstractions being taken from the groundwater. 
Therefore, the net percolation which will reflect the groundwater fluctuations is 
after incorporating the withdrawals/draft from the groundwater for various 
purposes. The another component namely deep percolation is used in the SWAT 
model to build the static groundwater table and this component is lost from the 
local water balance, although there is a provision to tap this water through tube 
wells if required. SWAT doesn't takes care of absolute groundwater table since 
it is not a groundwater model. 
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Figure 2.2-5: Simulated Annual Water Balance Components for Gambhir Basin 



■ Rainfall ■ Water Yield ■ Evapotranspiration ■ Sub-surface percolation 


App. GMB-IN-24740-R13-073 


Surface and Ground Water Availability 
239 


July, 2014 




























































































































STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


As shown in Figure 2.2-5, inter annual range of rainfall for the period of analysis 
during 1973-2010 was 263.0 to 988.0 mm, while inter annual range of water 
yield was 9.20 to 525.0 mm for the same period (see Table A3-1, Annex GMB- 
3). This shows there is great degree of fluctuations in the rainfall and runoff 
pattern in the Gambhir Basin. 

Figure 2.2-6 depicts the long term mean monthly water balance components of 
rainfall, water yield and evapotranspiration and sub-surface percolation for 
Gambhir Basin. It is seen that the rainfall contribution to water yield and 
evapotranspiration is mainly in the months of June, July, August and September 
with a maximum in July and August while for other months the contribution is 
negligible. 


In July, about 12.80% of the rainfall is converted into water yield while in 
September the conversion is highest at 61.40%. The remaining rainwater may 
have been converted to groundwater storage, soil moisture build, 
evapotranspiration etc. The mean monthly water balance component values are 
presented in Annex GMB-3, Table A3-2. 


Figure 2.2-6: Simulated Average Monthly Water Balance Components for Gambhir Basin 
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2.23.2 Virgin Water Yield 


True runoff, or Virgin water yield, is the stream flow in its natural conditions, 
i.e. without the existence of any irrigation, municipal or industrial water supply 
developments (including impact of imported water, return flows and flow 
diversions). 


After calibration of model at selected sites, the Virgin water yields were 
generated by switching off all the abstractions (Major, Medium, Minor dams 
along with other water harvesting structures) and removing all crop management 
options (controlled irrigation in terms of canals. Groundwater, etc). In Virgin 
water yield scenario presented here, Kharif and Rabi crops are considered as rain 
fed with no external water supply. 

Annual Virgin water yield for Gambhir Basin is 700.89 Mm (see Table A2-1, 
Annex GMB-2). 
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There are 16 micro-watersheds delineated in Gambhir Basin within Rajasthan 
boundary, virgin water yield for the same are presented in Annex SW-5 of Main 
Report (as soft copy). 

2.2.3.3 Flow Duration Curve 

Assessment of dependable lean season flows along with their distribution in time 
is essential for planning and development of water supply schemes. Model was 
calibrated/validated using all the interventions and crop management practices 
and flows in Virgin conditions (with no interventions or human activity) were 
generated. Water yield with respect to four levels of 25, 50, 75 and 90% 
dependability is shown in Table 2.2-5. The dependability of the water yield of 
Gambhir Basin has been analyzed and shown in Figure 2.2-7. 

Figure 2.2-7: Simulated Flow Duration Curve for Gambhir Basin 


Gambhir 



Table 2.2-5: Virgin Water Yield at Four Dependability Levels - Gambhir Basin 


Dependability Level, 

% 

Water Yield, 
Mm 3 

25 

996.00 

50 

568.40 

75 

237.20 

90 

106.60 

Mean 

700.89 


Rainfall occurs mainly during the monsoon season in Gambhir Basin. Major 
portion of stream flow therefore, will occur only during these months. Water 
yield at various dependability levels for area of Gambhir Basin lying within 
Rajasthan is presented in Table 2.2-5 (Gambhir Basin does not have any sub¬ 
basin). Dependable flows at 50% for Gambhir Basin is 568.40 Mm 3 while at 
75% it is 237.20 Mm 3 . Annual Virgin water yield for the area of Gambhir Basin 
lying within Rajasthan is 700.89 Mm 3 (see Table A2-1, Annex GMB-2). 

Virgin water yield series for Gambhir Basin is presented in Annex GMB-2. 
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There are 16 micro-watersheds delineated in Gambhir Basin, virgin water yield 
dependability for the same are presented in Table 2.2-6. 

Table 2.2-6: Virgin Water Yield at Four Dependability Levels - Gambhir Basin 


Micro¬ 

watershed 

Code 

Dependability Level, % 

Mean 

25 

50 

75 

90 

Water Yield, Mm 3 

001 

8.40 

4.60 

0.80 

0.00 

5.20 

002 

187.20 

40.20 

3.90 

1.60 

101.40 

003 

60.20 

23.90 

5.30 

0.70 

34.70 

004 

91.20 

48.70 

8.30 

0.10 

59.40 

005 

51.30 

31.40 

19.30 

1.50 

35.40 

006 

65.90 

25.60 

3.10 

0.30 

39.00 

007 

114.30 

46.60 

7.10 

0.30 

68.40 

008 

85.10 

10.00 

0.50 

0.00 

48.20 

009 

61.10 

34.50 

7.10 

1.60 

39.10 

010 

83.20 

43.60 

5.00 

0.10 

52.20 

Oil 

36.90 

7.90 

2.50 

0.50 

20.70 

012 

47.80 

21.70 

9.90 

2.70 

32.00 

013 

78.60 

49.60 

22.10 

7.30 

55.40 

014 

67.80 

29.90 

3.00 

0.00 

40.00 

015 

48.10 

26.80 

3.50 

0.00 

32.20 

016 

61.10 

23.80 

6.90 

0.10 

37.80 


App. GMB-IN-24740-R13-073 

Surface and Ground Water Availability 
242 


July, 2014 





STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


3. Imported Water 

There is no import of water from outside Rajasthan to Gambhir Basin. 

4. Groundwater 

4.1 Basic Characteristics 

4.1.1 Physiography 

Gambhir River originates in the hills near Karauli town in Karauli District and 
flows towards north up to Lapavati village, where it takes an easterly turn. It 
enters Bharatpur District near village Pali. The River is ephemeral in nature. 

Drainage is essentially of the sub-parallel type in the hilly areas and dendritic in 
the plains. A fault in the north-west and parallel to the Great Boundary Fault, 
separates the tectonically disturbed Older rocks from the nearly undisturbed 
horizontal Vindhyans. The fault is associated with veins quartz which act at 
some places, as subsurface barriers, along which groundwater in reasonable 
quantities may be encountered, depending upon the direction of groundwater 
flow and the orientation of the quartz veins. 

4.1.2 Geomorphology 

Geomorphologically, the land forms are of structural origin. Gambhir watershed 
takes the form of structural hills, with a general north-east- south-west or north- 
north-east - south-south-west strike, parallel to the Great Boundary Fault of 
Rajasthan. The Great Boundary Fault which separates the Vindhyan Super- 
Group of rocks from the Older rocks, and runs along the eastern periphery of the 
Basin, is concealed under Alluvial cover at places. 

A large part of the basin is occupied by almost horizontally bedded sequence of 
variegated (mainly reddish) quartzitic Sandstones, widely quarried for building 
material. The hilly terrain is flat to moderately rolling, with almost no soil or 
Alluvial cover. 

Isolated hillocks stand out in the plain as protrusions of the Older rock 
formations. 

4.1.3 Geology 

The geological sequence of rock formations in the basin is given in Table 4.1-1. 
The Alluvium is underlain by rocks of Vindhyan Super Group that comprise 
Sandstone, Shale and Limestone. 
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Table 4.1-1: Geological Sequence in the Gambhir Basin 


Era 

Age/ 

Super-Group 

Group 

Rock Formation 

Quaternary 

Sub-Recent to Recent 

Alluvium, Colluvium; 
aeolian Deposits 

Alluvial sands, clays, kankar, 
gravel, pebbles, hill-scree; 
wind-blown sands 


Unconformity 




Upper 

Proterozoic 

Yindhyan 

Bhander Sandstone 

Sirbu Shale 

Lower Rewa Sandstone 

Sandstones, shales, 
Limestones 

Shales, Sandstones, 
Limestones 

Sandstones 


Unconformity 




Proterozoic 

Delhi Super Group 

Ajabgarh, Alwar 

Phyllite, slates, dolomites, 
marbles, quartzites, 
conglomerates, 




Source: Geological Survey of India (G.S.I.) 


Geologically, the basin comprises three rock formations viz. hard rock 
formations Gneiss and Schist, sedimentary rocks, Sandstone, Shale and 
Limestone and unconsolidated Alluvium with windblown and fluvial sand 
deposits. Nearly half of the basin is occupied with Alluvium and remaining half 
with sedimentary and hard rock formations. The basin covers parts of the 
Districts of Bharatpur, Dausa, Dhaulpur, Karauli and Sawai Madhopur. 

4.1.4 Sub-surface Hydrogeology 

The sub-surface hydrogeology has been studied with the help of one 
hydrogeological cross-section A-A' along Khedla-Bhankari. This cross-section 
has been prepared on the basis of exploratory tube wells and piezom drilled by 
CGWB and RGWD. The cross-section line and its respective alignment has 
been shown in Figure 4.1-1. 

Hydrogeological Cross-Section A - A' Gambhir Basin 

The cross- section A-A' (Figure 4.1-1 and Figure 4.1-2) of Gambhir Basin has 
been drawn in the north- west part of the basin from Khedla village to Bhankari 
village in the south-eastern part of the basin. The total length of the cross-section 
is 54 kms. The ground level elevation ranges from RL.226 m (Khedla) to 325.8 
m amsl (Bhankari village). It is revealed from the cross-section that northern and 
north-western and partially central parts of the basin are occupied by Older 
Alluvium of quaternary age comprising sand, clay and Kankar upto 55 to 60 m 
bgl. Alluvium comprise well sorted sediments near Khedla and Mahu 
Ibrahimpur villages in north western part and almost pinches out near Bhankari 
village in south-eastern part of the cross-sectional area. The cross-section 
depicts that Phyllite & Schist are encountered at 55 m depth in north-western 
parts (Khedla, Mahu villages) while Yindhyan Sandstone are encountered in 
south- eastern part (Bhankari) with reducing thickness towards north-western 
part of the basin. The saturated thickness of Alluvium in north- western part is 
33 m (Khedla), in eastern part of the basin saturated thickness of Alluvium is nil. 
Water level in Khedla village is 15 m bgl, it becomes further shallow in extreme 
south- eastern side and 6.6 m bgl in Bhankari village. 


App. GMB-IN-24740-R13-073 

Surface and Ground Water Availability 
244 


July, 2014 





26‘N 26*3ffN 27 B N 27*3tfN 


STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Figure 4.1-1 Hydrogeological Cross Section Line of Gambhir Basin 
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Figure 4.1-2 Hydrogeological Cross Section of Gambhir Basin A-A' 
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4.2 Aquifer Units and Characteristics 

4.2.1 General 

This basin is occupied by Older Alluvium, Bhander Sandstone and Quartzite 
aquifer units. The geographical area occupied by different units is given in Table 
4.2-1. 

Table 4.2-1: Aquifer units with Occupied Area in Gambhir Basin 


Basin 

Aquifer Units 

Area (Km 2 ) 


Bhander Sandstone 

1,207.12 

Gambhir 

Older Alluvium 

3,305.89 


Quartzite 

180.51 

Basin Total 


4,693.52 


Source: Hydrogeological data, CGWB & RGWD 

The Sandstone belongs to Bhander Group of Vindhyan Super-Group with an 
area of 1,207.12 km 2 in the western half of the basin in Bari, Baseri and 
Dhaulpur Blocks of Dhaulpur District, Sapotra and Hindaun Blocks of Karauli 
District and a small area of Bayana Block of Bharatpur District. Sandstone is 
hard, compact, and quartzitic in nature. The groundwater occurs mainly in joints 
and fractures in these formations. 

Major portion of the basin is occupied by Older Alluvium having an area of 
3,305.89 km 2 . Older Alluvium comprises sand, calcareous concretions (kankars) 
clay and talus and scree materials. The Quartzite unit occurs in the central and 
north-western parts of the basin and occupy an area of 180.51 km 2 . The 
Quartzite are resistant to weathering and hence, they have relatively low 
groundwater potential. 

The aquifer map (hydrogeological unit map) of the basin is presented in 
Drawing No. GMB-GW-001 (in Volume 3a). The hydrogeological 
characteristics of the basin are shown in Table 4.2-2. 

4.2.2 Aquifer Characteristics 

There are mainly 3 hydrogeological formations existing in the entire basin area 
viz Older Alluvium of quaternary age Bhander Sandstone and Quartzites of 
Delhi Super Group. The aquifer characteristics of these formations have been 
summarized in Table 4.2-2. 

According to this table the average depth of Older Alluvium is 75.27 m bgl. In 
Bhander Sandstone the average depth of aquifer is 110.81 m bgl whereas it is 
120.24 m bgl in Quartzite aquifer. 

The static water level in the basin area range from 2.50 m in Older Alluvium 
aquifer at village Kali Pahari (Hodayli) whereas the maximum water level of 
84.70 m bgl in the same aquifer at village Bhimnagar. The minimum static water 
level in Bhander Sandstone aquifer of 3.05 m bgl was recorded at village 
Sheopura and the maximum of 35.00 m bgl at village Kyarda where as in the 
Quartzite aquifer the minimum static water level of 11.75 m bgl was recorded at 
village Kemri and the maximum of 25.20 m bgl at village Devi Mandvi in the 
basin area. The average static water level in Older Alluvium, Bhander Sandstone 
and Quartzites aquifer is 15.57 m, 14.94 m and 17.91 m bgl respectively. 
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The average specific capacity of wells in Bhander Sandstone is 0.15 lps/m it is 
0.75 lps/m in the Older Alluvium. The average transmissivity as observed in 
Older Alluvium aquifer is 154.02 m /day. 
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Table 4.2-2: Hydrogeological Characteristics of Aquifer Units of Gambhir Basin 


Basin 

Aquifer Units 

Depth 

Drilled 

(m) 

Static Water Level 
(m bgl) 

Discharge 

(Ips) 

Drawdown (m) 

< 

c 

Specific 

tapacit 

Ips/m 

y 

Transmissivity 

(m 2 /day) 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Gambhir 

Bhander Sandstone 

47.10 

201.00 

110.81 

3.05 

35.00 

14.94 

0.13 

15.12 

3.45 

7.20 

10.00 

8.40 

0.13 

0.18 

0.15 

- 

- 

- 

Older Alluvium 

19.78 

184.60 

75.27 

2.50 

84.70 

15.57 

0.05 

23.60 

4.43 

2.00 

30.00 

12.12 

0.01 

2.74 

0.75 

14.00 

327.00 

154.02 

Quartzite 

60.00 

200.00 

120.24 

11.75 

25.20 

17.91 

1.17 

10.08 

6.52 

- 

- 

- 

- 

- 

- 

- 

- 

- 


Source: CGWB and RGWD 


Note: 

1. The data variously pertain to period 1960-2010. 

2. The same value data reflects the availability of data from one place only. 

3. Detailed information on location / village for the above observed parameters values are given in Annex GW-8. 
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4.3 Depth to Groundwater Level 

4.3.1 Monitoring/Observation Wells 

In the entire basin, 256 observation wells were monitored, out of which 211 
belonged to RGWD and 45 to CGWB. The break up is given in Table 4.3-1. 


Table 4.3-1: Monitoring/Observation Wells in Gambhir Basin 


River Basin 

CGWB 

RGWD 

Total Observation 
Wells 

Gambhir 

45 

211 

256 


Source: CGWB and RGWD 


4.3.2 Historic Trends of Groundwater Levels 

An analysis of the historic groundwater levels and trends between the period 
1984-2010 is presented below. Weighted average groundwater levels during the 
examined period were generated based on the measured level in each well and 
its Thiessen weight within the basin. The weighted average groundwater levels 
in the basin are presented in the graphs below and data are given in Table 4.3-3. 

Figure 4.3-1 presents groundwater levels during the period 1984-2010. During 
these years, groundwater level fluctuations ranged between 200-206 m amsl 
with an average of 203.00 m amsl. The overall long-term trend of the water table 
presents a small decrease of 17.00-18.00 cm/yr. Minimum and maximum rates 
are similar for both pre- and post-monsoon periods and present an overall 
difference of about 1.00 m. Wells with minimum rates show increasing level 
trends of 0.23 m/yr whereas maximum rates reach a declining water table as 
much as 0.78 m/yr. 

Correlation to rainfall is evident mainly during the rainy years of 1995 to 1998 
(when the water table rose by 3.00 m, from about 203.00 m to about 206.00 m) 
and during the years that followed with relatively low rainfall, (1999 to 2002 
when the water table dropped by about 4.50 m). The averaged groundwater level 
differences between the pre- and post-monsoon season is about 1.40 m. Both 
pre- and post-monsoon water table behaviours present similar trends and rates, 
which keeps the gap close to constant throughout most of the period. The 
continuously declining water table, although at a relatively small rate, reflects a 
negative water balance where during average rainy years, more water is being 
pumped out of the aquifers than water being recharged into the reservoirs. 

Table 4.3-2: Water Table Decline/Rise* Rates in Gambhir Basin 


Basin 

Main Formation 

Rate Pre-monsoon [m/yr] 

Rate Post-monsoon [m/yr] 

Mean 

Min 

Max 

Mean 

Min 

Max 

Gambhir 

Older Alluvium 

-0.18 

0.29 

-0.78 

-0.17 

0.23 

-0.75 


*(-) indicates water table decline, (+) indicates water table rise 
Source: Groundwater level data of CGWB & RGWD 
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Figure 4.3-1: Long Term Ground Water Level and Rainfall Trends in Gambhir Basin 1984-2010 


River Basin : Gambhir 
Main Aquifer: Older Alluvium 
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Source: Groundwater level data of CGWB and RGWD 


Table 4.3-3: Weighted Average Groundwater Levels (m amsl) 1984-2010 - Gambhir Basin 


Year 

Water Levels in m amsl 

Pre-monsoon 

Post-monsoon 

1984 

206.43 

207.39 

1985 

206.12 

207.61 

1986 

204.86 

206.15 

1987 

204.09 

204.96 

1988 

203.74 

205.56 

1989 

203.33 

204.20 

1990 

203.47 

204.68 

1991 

203.20 

203.55 

1992 

203.88 

205.15 

1993 

203.20 

204.95 

1994 

203.06 

204.64 

1995 

204.21 

206.41 

1996 

205.42 

206.95 

1997 

205.15 

206.85 

1998 

206.08 

207.94 

1999 

205.16 

207.70 

2000 

203.70 

205.69 

2001 

202.89 

204.25 

2002 

201.54 

202.72 

2003 

201.62 

202.85 

2004 

201.42 

202.74 

2005 

201.44 

203.16 

2006 

200.95 

201.97 

2007 

200.87 

201.54 
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Year 

Water Levels in m amsl 

Pre-monsoon 

Post-monsoon 

2008 

201.10 

202.24 

2009 

200.48 

202.31 

2010 

200.48 

202.28 


4.3.3 Depth to Groundwater Level (Year 2010) 

Based on the long term groundwater levels trends (1984-2010) and assuming 
that the current average precipitation and draft trends will continue during future 
years, a prediction of the monitoring and observation wells (RGWD & CGWB 
database) which are expected to become dry in the future is presented below: It 
is estimated that during the pre-monsoon season, 46% of the monitoring and 
observation wells will become dry by the year 2020, the percentage will increase 
to 64% by the year 2040 and to 73% by the year 2060 (See Table 4.3-4 and 
Table 4.3-5). 

4.3.4 Long-term Trends (Period 1984-2010) 

The pre-monsoon period (2010) depth to water level of the basin is as presented 
in Drawing No. GMB-GW-002 (in Volume 3a). Generally, the groundwater 
levels in the basin during pre-monsoon 2010 range from 5-20 m bgl. In western 
and eastern part of the basin, groundwater levels were present in the range of 20- 
80 m bgl. Shallow groundwater levels of 2-10 m bgl existed in northern part of 
the basin in Bayana Block area. 

The post-monsoon (2010) depth to water level of the basin is presented in 
Drawing No. GMB-GW-003 (in Volume 3a). Shallow groundwater levels of 
less than 2 to 5 m bgl occurs in western and northern part of the basin as a result 
of recharge from rainfall infiltration, when compared with situation of pre¬ 
monsoon levels in the basin. 


Table 4.3-4: Predicted Average Groundwater Levels in Gambhir Basin 


Basin 

Pre-monsoon Levels, (m amsl) 

Post-monsoon Levels, (m amsl) 

Current 

Predicted 

Current 

Predicted 

2010 

2020 

2040 

2060 

2010 

2020 

2040 

2060 

Gambhir 

200.48 

198.70 

195.15 

189.82 

202.28 

200.61 

197.27 

192.26 


Source: Ground water level data of CGWB and RGWD 


Table 4.3-5: Prediction of Dry Observation Wells* - Gambhir Basin 


Basin 

Pre-monsoon Dry 
Observation Wells, [%] 

Post-monsoon Dry 
Observation Wells, [%] 

Current 

Prediction 

Current 

Prediction 

2010 

2020 

2040 

2060 

2010 

2020 

2040 

2060 

Gambhir 

23 

46 

64 

73 

21 

38 

59 

68 


*RGWD and CGWB wells only 

4.3.5 Groundwater Level Fluctuation 


Table 4.3-6 shows aquifer unit-wise fluctuation in levels of ground water refer 
Annex GW-3 of Main Report. 
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Table 4.3-6: Aquifer-Wise Groundwater Level Fluctuation in Gambhir Basin (Pre monsoon 2010) 


Basin 

Hydrogeological Unit 

Number 
of Wells 

Ground Water Level 
Fluctuation, m 

Min. 

Max. 

Average 

Gambhir 

Bhander Sandstone 

18 

-6.93 

5.30 

1.83 

Older Alluvium 

82 

-6.15 

8.60 

1.84 

Quartzite 

0 

- 

- 

- 

Basin Summary 

100 

-6.93 

8.60 

1.84 


Source: Ground water level data year 2010 of CGWB and RGWD 


The minimum and maximum seasonal fluctuations in levels of groundwater in 
Gambhir Basin range from -6.93 to 8.60 m, the average being 1.84 m. The 
average fluctuation in level in Older Alluvium is 1.84 m and 1.83 m in Bhander 
Sandstone formation. 

4.3.6 Groundwater Flow 

The groundwater regime of the Gambhir Basin, demonstrated by means of the 
water table contour map (Drawing No. GMB-GW-004 in Volume 3a), is a clear 
reflection of the surface drainage pattern, as is the case in all the Basins of 
Rajasthan. The basin has been delineated according to the topographical outline 
and the surface drainage features and also the dominating factors in groundwater 
regime development as well. 

The contour lines, as seen in the map, are converging along the river channels of 
the Gambhir River, which flows toward the Yamuna system in the State of Uttar 
Pradesh. Its main tributaries are the Bhadrauti, Manchi, Nahro and the Sekar 
Rivers (and virtually, the Parbati River as well). The shape of the Pre-Monsoon 
contours along the rivers is a clear indication that the river channels serve as an 
outlet of the base flow. The hydraulic gradient within the Alluvial aquifer is 
rather low, (0.50 m/km at the final stretch of the Gambhir River) whereas in the 
hilly area consisting of Sandstone formation, along the southern boundary (with 
the Parbati Basin) it is naturally steeper. The dominant groundwater flow in the 
basin is north-eastwards. It is northward in Rajakhera area in eastern part of the 
basin. 

Depth to water level values in the basin points to the geomorphological layout in 
the area, i.e. very shallow along the river channels in the Alluvial sediments area 
and deeper, levels in the range of 20-40 m bgl in the hilly area of Quartzite and 
Sandstone. Water level are also shallow along the hydrogeological boundaries 
with the adjoining basins. 

4.4 Groundwater Quality 

4.4.1 Introduction 

The groundwater quality has been appraised with reference to selected 
parameters, namely: 

• Concentration of Chloride (Cl) ion in groundwater samples; 

• Concentration of Fluoride (F) ion in groundwater samples; 

• Concentration of Nitrate (NO3) ion in groundwater samples; 

• EC value in groundwater samples. 
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The manner of obtaining and analyzing the relevant data are described in 
Section 3.2.5 of the Main Report. The description below refers to the relevant 
parameter as observed in this Basin. 

4.4.2 Occurrence of Chlorides in Groundwater 


As shown in Figure 4.4-1, average Chlorides concentrations present stable 
condition throughout the period of examination. Values range from a minimum 
of 266.66 mg/1 to a maximum of 461.16 mg/1 with an average around 350 mg/1. 
The concentration has increased from a value of about 329.00 mg/1 during 1984 
to about 410.00 mg/1 during the period 2010 - a total rise of almost about 24% 
within 27 years. The average Chloride concentration is, in most years, slightly 
above the desirable limit (250 mg/1) (Figure 4.4-1). Maximum values range 
between 1,000 to 2,000 mg/1 and are found mainly at the west of the basin 
(Sawai Madhopur District) and at the east (within Bharatpur District). The data 
used for preparing the graphs is given in Table 4.4-5 at the end of this chapter. 


Figure 4.4-1: Long Term Average Chloride Concentrations in Gambhir Basin 1984-2010 



<£“ <?' 


* # # 






—t— AVERAGE - 596 UP - 5% DOWN -linear [AVERAGE) 

Source: Groundwater chemical analysis data of CGWB and RGWD 


The pre-monsoon (year 2010) distribution of Chloride in groundwater of the 
basin is presented in Drawing No. GMB-GW-005 (in Volume 3a). From the 
map it can be seen that saline groundwater with Chlorides levels of 250-1,000 
mg/1 and beyond 1,000 mg/1 occur in eastern, northern and western parts of the 
basin. The area in northern part of the basin is a composite area which shows 
high levels of Chlorides concentration in groundwater occurring in Alluvium 
and Bhander Sandstone aquifers. High salinity groundwater in western part of 
the basin occurs in patches in Hindaun Block and in Nadbai and Bayana Blocks 
of the Bharatpur District. A large part of the basin contains fresh groundwater of 
less than 250 mg/I of Chlorides concentration. Percent area occupied by various 
levels of Chlorides in groundwater in various aquifer units in the basin is shown 
in Table 4.4-1. 
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Table 4.4-1: Aquifer-wise Percent Area Occupied with Various Levels of Chloride (mg/I) in 

Groundwater of Gambhir Basin 


4.4.3 


Basin 

Hydrogeological Unit 

Percent area Occupied with 
Various Levels of Chloride, mg/I 

<250 

250 -1,000 

> 1,000 

Gambhir 

Bhander Sandstone 

84.52 

10.95 

4.53 

Older Alluvium 

65.19 

28.70 

6.11 

Quartzite 

93.25 

6.75 

0.00 

Basin Summary 

71.24 

23.29 

5.47 


Source: Groundwater chemical analysis data of year 2010 CGWB and RGWD 


From the above table, it is seen that 71.24% area of the basin contains fresh 
groundwater with Chloride concentration below 250 mg/1. The area containing 
non-potable groundwater constitutes 28.76% area, which is distributed among 
all the aquifer units of the basin except Quartzite formation which does not 
contain the concentration level above 1,000 mgl. 

Occurrence of Fluorides in Groundwater 


As shown in Figure 4.4-2, the average concentration of Fluorides are stable and 
vary around an average of 1 mg/1. The data used for preparing the graphs is 
given in Table 4.4-5 at the end of this chapter. Levels ranged from a minimum 
of about 0.58 mg/1 to a maximum of about 1.69 mg/1 during the period 1984 - 
2010 (Figure 4.4-2). The long term average concentration range between the 
desirable and permissible standards except the year 2005 where it exceed the 
desired level limits. Average of 5% highest values reached as much as 3.0 mg/1 
but usually did not exceed 2.0 mg/1. These can be found at patches in (a) 
Hindaun and Nadoti Blocks in the west (b) the boundary between Dausa, 
Karauli and Bharatpur Districts in the centre of the basin and (c) at the boundary 
between Bayana and Rupbas Blocks in the east. 
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Figure 4.4-2: Long Term Average Fluoride Concentrations in Gambhir Basin 1984-2010 



* No data for the upper 5% during the years 1984-1985 & 2008-2010 
** No data for the lower 5% during the years 2008-2010 
Source: Groundwater chemical analysis data of CGWB and RGWD 


The pre-monsoon (year 2010) distribution of Fluoride in groundwater of the 
basin is presented in Drawing No. GMB-GW-006 (in Volume 3a). It is seen 
from the map, that a large part is having safe groundwater quality with Fluorides 
levels being within 1.5 mg/1. This water quality occurs in Sandstone, Quartzite 
and Older Alluvium aquifer unit of the basin. Poor quality groundwater with 
more than 1.5 mg/1 of Fluorides content occurs in all aquifer units all over of the 
basin in isolated patches in the western central and eastern parts of its basin area. 


The percent area occupied aquifer-wise with various Fluorides levels in basin is 
given in Table 4.4-2. 


Table 4.4-2: Aquifer-wise Percent Area Occupied with Various Levels of 
Fluoride (mg/I) in Groundwater of Gambhir Basin 


Basin 

Hydrogeological Unit 

Percent Area Occupied with 
Various Levels of Fluoride, mg/I 

<1.0 

1.0 - 1.5 

>1.5 

Gambhir 

Bhander Sandstone 

60.89 

31.86 

7.25 

Older Alluvium 

59.84 

20.49 

19.67 

Quartzite 

35.29 

10.23 

54.48 

Basin Summary 

59.17 

23.02 

17.81 


Source: Groundwater chemical analysis data of pre-monsoon 2010 CGWB and RGWD 
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The above table indicates that only 17.81% area of the basin comprise non- 
potable quality groundwater of >1.5 mg/1 Fluoride level, 74.15% of which occur 
in Quartzite and Older Alluvium unit of the basin. Only 7.25% percent area of 
Bhander Sandstone contribute to non-potable groundwater. Rest of the area in 
the basin contains potable quality of groundwater. 

4.4.4 Occurrence of Nitrates in Groundwater 

As shown in Figure 4.4-3, Nitrate's average concentration ranges from a 
minimum of 48 mg/1 to a maximum value of 147 mg/1 during the period 1984 - 
2009. The data used for preparing the graphs is given in Table 4.4-5 at the end 
of this chapter. The Nitrate’s concentration has risen from an average value of 
about 65 mg/1 during 1984 to a value of about 95 mg/1 during 2009 - a total rise 
of 45% within 26 years (Figure 4.4-3). Nevertheless, during most of the 
aforementioned period, Nitrates concentration stayed between the desirable limit 
and the permissible limit (45 mg/1 and 100 mg/1 respectively). It should be taken 
into consideration that if present trend of increase continues, the average 
Nitrate’s levels are expected to exceed the maximum permissible limits. 
Maximal Nitrates levels vary during most of the years, between the average 
level and 300 mg/1. Most of the eastern part of the basin is characterized by high 
Nitrates which are associated with human activity and shallow water table depth. 


Figure 4.4-3: Long Term Average Nitrate Concentrations in Gambhir Basin 1984-2010 



The pre-monsoon (year 2010) distribution of Nitrates in groundwater of the 
basin is shown is presented in Drawing No. GMB-GW-007 (in Volume 3a). It is 
seen from the map that high Nitrates level groundwater occurs in eastern part of 
basin as well as in northern, central and south-western parts as isolated patches 
with NO 3 concentrations of >100 mg/1. High level Nitrates values are limited to 
Alluvium and Sandstone aquifer units. 
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The aquifer-wise percent area occupied with different Nitrates concentrations in 
basin is given in Table 4.4-3. 

Table 4.4-3: Aquifer-wise Percent Area Occupied with Various Levels of 
Nitrate in Groundwaterof Gambhir Basin 


Basin 

Hydrogeological Unit 

Percent Area Occupied with 
Various Levels of Nitrate, 
mg/I 

<45 

45 -100 

>100 

Gambhir 

Bhander Sandstone 

64.44 

22.83 

12.73 

Older Alluvium 

43.43 

31.71 

24.86 

Quartzite 

50.33 

40.89 

8.78 

Basin Summary 

49.10 

29.78 

21.12 

Source: Groundwater chemical analysis data of pre-monsoon 201 

.0 CGWB and RGWD 


In Gambhir Basin, about 49.10% area occupied by various aquifer units bears 
safe groundwater quality with NO 3 content of <45 mg/1. Nitrate concentration 
levels in the potable range is 29.78%. Rest of the 21.12% area contain unsuitable 
quality of groundwater. 

4.4.5 EC Levels in Groundwater 

As shown in Figure 4.4-4, Electrical Conductivity's (EC) average values are low 
and typical to east Rajasthan. The data used for preparing the graphs is given in 
Table 4.4-5 at the end of this chapter. Spatial and temporal EC pattern correlates 
very much to the observed Chloride trends. Long term EC trend is stable around 
an average value of about 1,500 pS/cm. Values range between a minimum of 
1,385 pS/cm to a maximum of 2,145 pS/cm (Figure 4.4-4). The average EC 
stays between the desirable limit and the permissible limit (750 pS/cm and 2,250 
pS/cm respectively. Maximum values in the basin present a similar trend to the 
Chloride graph, reaching a maximum of 8,000 pS/cm. The higher values are 
found at exactly the same locations as that of the high Chloride values. 

The distribution of EC in ground water of the basin pre-monsoon (year 2010) is 
presented in Drawing No. GMB-GW-008 (in Volume 3a). From the map it is 
observed that high to very high salinity values up to 5,000 pS/cm and beyond 
occurs in western and eastern parts of the basin as isolated pockets in Alluvium 
and Bhander Sandstone aquifer units. Percent area with different EC levels in 
groundwater of basin is shown in Table 4.4-4. 
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Figure 4.4-4: Long Term Average Electrical Conductivity values in Gambhir Basin 1984-2010 



Source: Groundwater Chemical analysis data of CGWB & RGWD 

Table 4.4-4: Aquifer-wise Percent Area Occupied with Various Levels of EC in 

Groundwater of Gambhir Basin 


Basin 

Hydrogeological Unit 

Percent Area Occupied with 
Various Levels of Electrical 
Conductivity, pS/cm 

<750 

750- 

2,250 

2,250 - 
5,000 

> 

5,000 

Gambhir 

Bhander Sandstone 

39.10 

48.63 

9.34 

2.93 

Older Alluvium 

10.86 

62.25 

22.29 

4.60 

Quartzite 

39.24 

55.13 

5.63 

0.00 

Basin Summary 

19.22 

58.47 

18.32 

3.99 


Source: Groundwater chemical analysis data of pre-monsoon 2010 CGWB and 


RGWD 


From the above table, it is seen that of all the aquifer units, only Older Alluvium 
unit is entirely infested with medium to high salinity groundwater (<750 to 
>2,250 pS/cm) and only 22.31% is saline groundwater area in the basin with EC 
ranging from 2,250 to 5,000 pS/cm or beyond. 


Groundwater quality in the Gambhir Basin in the long term is typical to eastern 
Rajasthan and presents stability and moderate levels. In the north-eastern part of 
the basin, the Chlorides concentration and Electrical Conductivity's (EC) is 
higher compared to the south-western part of the basin. This is attributed to the 
hydrogeological units, agricultural activity and depth to water table. 
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Table 4.4-5: Long Term Groundwater Quality Trends - Gambhir Basin 


Year 

Season 

Chloride (mg/I) 

Electrical Conductivity (juS/cm) 

Fluoride (mg/I) 

Nitrate (mg/I) 

5% UP 

AVERAGE 

5% DOWN 

5% UP 

AVERAGE 

5% DOWN 

5% UP 

AVERAGE 

5% DOWN 

5% UP 

AVERAGE 

5% DOWN 

1984 

Pre - Monsoon 

- 

328.96 

- 

- 

1,466.47 

- 

- 

0.70 

- 

- 

48.73 

- 

1984 

Post - Monsoon 

1,277.63 

296.66 

36.51 

6,342.50 

1,502.13 

660.00 

- 

0.87 

0.36 

249.86 

62.01 

13.02 

1985 

Pre - Monsoon 

1,469.92 

323.21 

28.95 

7,150.00 

1,519.03 

730.00 

0.86 

0.88 

0.37 

299.87 

67.31 

16.95 

1985 

Post - Monsoon 

1,620.26 

349.75 

34.39 

7,250.00 

1,535.93 

640.00 

1.18 

0.89 

0.38 

349.89 

72.61 

20.87 

1986 

Pre - Monsoon 

1,770.59 

379.02 

39.82 

7,350.00 

1,560.11 

550.00 

1.50 

0.87 

0.38 

399.90 

67.14 

24.80 

1986 

Post - Monsoon 

1,820.95 

393.20 

40.77 

7,475.00 

1,627.39 

508.75 

2.60 

0.92 

0.39 

- 

88.70 

28.34 

1987 

Pre - Monsoon 

1,404.26 

369.43 

51.05 

6,685.71 

1,705.41 

431.00 

2.35 

1.09 

0.40 

524.83 

119.84 

24.01 

1987 

Post - Monsoon 

1,277.39 

375.95 

59.56 

6,625.00 

1,773.36 

431.67 

2.18 

1.13 

0.40 

460.89 

104.18 

22.13 

1988 

Pre - Monsoon 

1,341.16 

283.21 

44.43 

6,575.00 

1,712.54 

513.33 

2.30 

1.19 

0.43 

437.09 

112.69 

32.82 

1988 

Post - Monsoon 

1,338.62 

302.12 

32.61 

6,045.00 

1,630.94 

610.00 

2.43 

1.25 

0.45 

413.29 

121.20 

43.50 

1989 

Pre - Monsoon 

1,469.76 

376.50 

32.85 

6,400.00 

1,749.65 

705.00 

2.55 

1.29 

0.48 

389.49 

128.24 

54.19 

1989 

Post - Monsoon 

1,648.19 

334.76 

33.86 

7,500.00 

1,735.27 

755.00 

2.10 

1.09 

0.51 

365.69 

105.74 

42.64 

1990 

Pre - Monsoon 

1,638.78 

349.98 

37.19 

7,245.00 

1,693.33 

696.67 

1.66 

0.89 

0.53 

341.89 

83.24 

31.10 

1990 

Post - Monsoon 

1,650.76 

358.51 

52.26 

7,311.00 

1,772.85 

721.67 

1.82 

1.04 

0.53 

318.09 

81.52 

30.55 

1991 

Pre - Monsoon 

1,861.23 

395.13 

53.00 

8,351.00 

1,919.40 

701.67 

1.99 

1.18 

0.53 

294.29 

79.06 

30.00 

1991 

Post - Monsoon 

1,936.49 

296.59 

97.37 

8,053.00 

1,693.43 

580.00 

2.94 

1.19 

0.53 

376.81 

85.44 

27.35 

1992 

Pre - Monsoon 

1,775.73 

269.81 

110.75 

6,819.00 

1,787.93 

1,493.33 

2.90 

1.23 

0.53 

375.48 

79.70 

24.70 

1992 

Post - Monsoon 

1,659.13 

290.24 

62.07 

6,616.00 

1,621.52 

1,441.67 

2.89 

1.28 

0.60 

374.15 

74.06 

22.03 

1993 

Pre - Monsoon 

1,669.79 

266.66 

66.94 

7,268.50 

1,508.09 

487.92 

2.89 

1.28 

0.67 

372.82 

76.39 

19.37 

1993 

Post - Monsoon 

1,651.98 

319.95 

90.16 

7,445.50 

1,551.60 

497.08 

2.88 

1.24 

0.67 

371.49 

77.79 

16.71 

1994 

Pre - Monsoon 

1,765.95 

267.38 

114.27 

7,292.50 

1,421.81 

509.58 

2.87 

1.25 

0.67 

370.16 

80.50 

14.05 

1994 

Post - Monsoon 

1,920.89 

297.11 

90.99 

7,179.50 

1,668.93 

525.42 

2.87 

1.24 

0.67 

368.83 

83.62 

11.38 

1995 

Pre - Monsoon 

1,463.56 

273.49 

64.16 

5,884.00 

1,600.57 

488.33 

2.86 

1.23 

0.67 

367.51 

84.79 

8.72 

1995 

Post - Monsoon 

1,282.58 

310.78 

74.45 

5,570.00 

1,801.99 

781.67 

2.69 

1.17 

0.67 

335.61 

85.07 

8.14 

1996 

Pre - Monsoon 

1,632.00 

332.41 

77.40 

6,921.67 

1,833.30 

1,026.11 

2.10 

0.94 

0.50 

270.12 

93.23 

23.91 

1996 

Post - Monsoon 

1,714.01 

357.66 

71.49 

7,405.00 

1,791.22 

838.33 

1.95 

0.89 

0.57 

242.01 

85.07 

17.33 

1997 

Pre - Monsoon 

1,808.42 

445.49 

80.94 

7,738.33 

1,942.14 

650.56 

1.80 

0.83 

0.63 

213.90 

76.88 

10.76 

1997 

Post - Monsoon 

1,849.07 

451.97 

119.94 

7,835.00 

2,118.16 

505.00 

1.55 

0.88 

0.62 

160.39 

76.53 

14.92 

1998 

Pre - Monsoon 

1,805.11 

407.29 

120.53 

7,610.00 

1,932.50 

453.33 

1.30 

0.81 

0.60 

95.32 

73.57 

15.94 

1998 

Post - Monsoon 

1,642.04 

349.87 

73.26 

6,593.00 

1,883.60 

471.67 

1.15 

0.74 

0.21 

206.07 

69.03 

10.82 

1999 

Pre - Monsoon 

1,580.36 

343.33 

55.54 

6,069.50 

1,960.35 

463.33 

1.66 

0.94 

0.47 

203.21 

80.72 

14.88 

1999 

Post - Monsoon 

1,513.79 

376.83 

59.08 

6,076.50 

2,144.19 

488.33 

1.86 

1.08 

0.71 

200.35 

96.13 

22.82 

2000 

Pre - Monsoon 

1,502.48 

403.98 

55.54 

5,955.00 

1,969.36 

533.33 

1.77 

1.07 

0.90 

188.19 

98.01 

20.58 
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Year 

Season 

Chloride (mg/I) 

Electrical Conductivity (juS/cm) 

Fluoride (mg/I) 

Nitrate (mg/I) 

5% UP 

AVERAGE 

5% DOWN 

5% UP 

AVERAGE 

5% DOWN 

5% UP 

AVERAGE 

5% DOWN 

5% UP 

AVERAGE 

5% DOWN 

2000 

Post - Monsoon 

1,753.39 

397.92 

53.08 

6,225.00 

1,803.60 

520.00 

1.69 

1.06 

- 

176.03 

103.21 

32.94 

2001 

Pre - Monsoon 

1,727.83 

356.65 

50.52 

6,160.00 

1,665.60 

456.67 

1.68 

1.03 

- 

303.92 

99.37 

15.45 

2001 

Post - Monsoon 

1,292.51 

332.00 

46.38 

5,271.00 

1,589.42 

403.33 

1.30 

0.83 

- 

300.35 

94.00 

62.36 

2002 

Pre - Monsoon 

1,167.01 

317.23 

48.15 

4,861.00 

1,605.16 

423.33 

1.62 

0.98 

0.76 

296.77 

84.46 

14.91 

2002 

Post - Monsoon 

1,274.43 

330.64 

53.57 

5,265.00 

1,488.87 

433.33 

1.83 

1.06 

1.00 

234.55 

73.89 

16.32 

2003 

Pre - Monsoon 

1,479.33 

400.60 

56.13 

6,155.00 

1,690.43 

425.83 

2.03 

1.10 

0.60 

263.48 

84.37 

15.92 

2003 

Post - Monsoon 

1,702.66 

461.16 

54.95 

6,895.00 

1,900.12 

394.17 

1.77 

1.19 

0.61 

275.55 

87.03 

17.26 

2004 

Pre - Monsoon 

1,601.99 

413.93 

54.47 

6,355.00 

1,596.91 

348.33 

1.76 

1.26 

0.45 

101.18 

81.17 

16.60 

2004 

Post - Monsoon 

1,462.67 

332.40 

54.71 

5,362.00 

1,618.79 

340.00 

1.94 

1.47 

0.44 

189.82 

83.74 

15.69 

2005 

Pre - Monsoon 

1,466.57 

322.76 

54.95 

5,250.50 

1,662.74 

383.33 

2.12 

1.69 

0.43 

278.46 

86.32 

14.78 

2005 

Post - Monsoon 

1,350.29 

398.15 

55.18 

4,812.50 

2,053.45 

405.00 

1.84 

1.38 

0.41 

253.93 

75.57 

13.88 

2006 

Pre - Monsoon 

1,219.48 

376.06 

55.42 

3,866.00 

1,704.81 

450.00 

1.56 

1.07 

0.39 

229.40 

64.45 

12.97 

2006 

Post - Monsoon 

1,203.88 

343.64 

80.94 

4,111.00 

1,621.01 

461.67 

1.59 

0.98 

0.62 

231.96 

67.10 

12.03 

2007 

Pre - Monsoon 

1,052.51 

332.43 

76.06 

4,627.00 

1,536.17 

475.00 

1.62 

0.88 

0.84 

315.70 

74.60 

11.08 

2007 

Post - Monsoon 

899.37 

389.07 

60.86 

4,206.00 

1,613.49 

435.00 

1.47 

0.95 

0.78 

168.52 

91.63 

11.21 

2008 

Pre - Monsoon 

786.99 

336.66 

76.11 

3,571.00 

1,604.84 

400.00 

1.19 

0.94 

0.47 

109.49 

77.13 

18.05 

2008 

Post - Monsoon 

817.83 

352.25 

81.54 

3,522.00 

1,559.29 

481.67 

- 

0.95 

- 

311.45 

96.35 

20.59 

2009 

Pre - Monsoon 

986.57 

409.67 

91.46 

3,715.00 

1,461.31 

456.67 

- 

0.59 

- 

223.31 

94.07 

16.48 

2009 

Post - Monsoon 

1,072.59 

367.88 

101.39 

4,049.00 

1,385.64 

406.67 

- 

0.58 

- 

251.76 

94.91 

12.73 

2010 

Pre - Monsoon 

985.38 

304.13 

106.35 

- 

- 

- 

- 

0.61 

- 

- 

- 

- 

2010 

Post - Monsoon 

900.21 

319.64 

- 

- 

- 

- 

- 

0.69 

- 

- 

- 

- 
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4.5 

4.5.1 


Groundwater Draft 


Historic Groundwater Drafts (1995-2009) 

Gambhir Basin draft data during the period 1995-2009 is shown in Figure 4.5-1. 
Gambh ir Basin draft volume has been increasing moderately during the 
aforementioned period (except for a minor decrease during 1995-2001). During 
the period 1995 to 2009, Gambhir Basin's drafts increased by about 15% from 
about 525.33 Mm 3 in 1995 to about 605.46 Mm 3 in 2009 - a total increase of 
about 80 Mm 3 with an average annual increase rate of about 5.34 Mm 3 /yr (see 
Table 4.5-1; Figure 4.5-1). There was also a moderate decrease of the 
groundwater level during that time (-0.18 m/yr). The groundwater level pattern 
seems to have been affected by both precipitation rates and volumes of drafts. 

Table 4.5-1: Groundwater Draft in Gambhir Basin 1995-2009 


Basin 

1995 

2001 

2004 

2007 

2009 

1995-2009 

Groundwater Draft (Mm 3 ) 

Relative 

Change 

(%) 

Rate of 
Change 
(Mm 3 /yr) 

Gambhir 

525.33 

521.45 

548.41 

572.50 

605.46 

15.25 

5.34 


based on the village-wise data collected from Tehsil 
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4.5.2 Groundwater Draft (Year 2010) 

The Older Alluvium is the main aquifer of the basin which is being used to 
abstract 540.17 Mm of groundwater in the basin inclusive of all uses. The 
aquifer-wise details of groundwater draft in the basin is given in Table 4.5-2 for 
details see Section 3.2.6, Annex GW-5(a) & (b) of Main Report. The total 
groundwater draft of 615.59 Mm 3 has been estimated in the basin inclusive of all 
uses, out of which 569.78 Mm 3 to be used for agriculture and 45.81 Mm 3 for 
domestic and industrial purposes in the basin. 


Table 4.5-2: Details of Groundwater Draft in Gambhir Basin (Year 2010) 


River Basin 

Hydrogeological Unit 

Gross Draft in Fresh Groundwater 

Agricultural, 

Mm 3 /yr 

Domestic 

and 

Industrial, 

Mm 3 /yr 

All Uses, 
Mm 3 /yr 


Bhander Sandstone 

57.61 

6.90 

64.51 

Gambhir 

Older Alluvium 

502.74 

37.43 

540.17 


Quartzite 

9.43 

1.47 

10.90 

Basin Total 


569.78 

45.81 

615.59 


4.6 Groundwater Resources 

4.6.1 Assessment of Fresh Dynamic Groundwater Resources 

The total net annually assessed fresh dynamic groundwater resource in the basin 
for the year 2010 is 428.21 Mm 3 and groundwater draft 615.59 Mm 3 . The stage 
of groundwater development in the basin is 143.76% and the basin is 
categorised as over-exploited as shown in Table 4.6-1 (a). 


Table 4.6-l(a): Fresh Dynamic Groundwater Availability in Gambhir Basin (Year 2010) 


Basin 

Net 

Groundwater 

Availability, 

Mm 3 

Gross Draft 
for All 
Uses, Mm 3 

Stage of 
Groundwater 
Development, 

% 

Category 

Gambhir 

428.21 

615.59 

143.76 

Over Exploited 


The further details of fresh dynamic groundwater availability in various micro¬ 
watersheds of Gambhir Basin for year 2010 is given in Table 4.6-1 (b) for details 
see Section 3.2.7, Annex GW-6(a) & (b) of Main Report. 


Table 4.64(b): Micro Watershed and Aquifer Wise Fresh Dynamic Groundwater Availability in 

Gambhir Basin (Year 2010) 


Basin 

Micro Watershed 

Hydrogeological Unit 

Fresh Dynamic 
Groundwater 
Availability, Mm 3 

Gambhir 

001 

Bhander Sandstone 

18.95 

Older Alluvium 

9.47 

Sub Total 


28.42 

002 

Older Alluvium 

48.43 

Quartzite 

2.93 

Sub Total 


51.36 

003 

Bhander Sandstone 

7.64 
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Fresh Dynamic 

Basin Micro Watershed Hydrogeological Unit Groundwater 

Availability, Mm 3 



003 

Older Alluvium 

16.51 


Sub Total 


24.15 



Bhander Sandstone 

0.37 


004 

Older Alluvium 

33.34 



Quartzite 

0.07 


Sub Total 


33.77 


005 

Older Alluvium 

15.34 


006 

Older Alluvium 

26.23 


007 

Older Alluvium 

38.76 


Quartzite 

0.32 


Sub Total 


39.08 


008 

Bhander Sandstone 

- 


Older Alluvium 

44.74 


Sub Total 


44.74 


009 

Older Alluvium 

33.23 



Bhander Sandstone 

1.63 


010 

Older Alluvium 

23.98 



Quartzite 

0.03 

Gambhir 

Sub Total 


25.65 

Oil 

Bhander Sandstone 

12.04 


Older Alluvium 

10.18 


Sub Total 


22.22 


012 

Bhander Sandstone 

2.83 


Older Alluvium 

21.49 


Sub Total 


24.32 


013 

Bhander Sandstone 

7.64 


Older Alluvium 

6.29 


Sub Total 


13.93 


014 

Bhander Sandstone 

7.21 


Older Alluvium 

10.26 


Sub Total 


17.47 



Bhander Sandstone 

0.01 


015 

Older Alluvium 

17.14 



Quartzite 

0.17 


Sub Total 


17.31 


016 

Bhander Sandstone 

6.72 


Older Alluvium 

4.25 


Sub Total 


10.98 

Basin Total 

428.21 


Note: For details of Micro-watersheds see Table 2.1-2 and Figure 2.1-3 
Source: CGWB and RGWD 


4.6.2 Assessment of Saline Dynamic Groundwater Resources 

The annual saline dynamic groundwater resources assessed for the basin for the 
year 2010 is 29.78 Mm 3 , the details are given in Table 4.6-2 (for details see 
Annex GW-6(b) of Main Report). 
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Table 4.6-2: Micro Watershed and Aquifer Wise Saline Dynamic Groundwater Availability in 

Gambhir Basin (Year 2010) 

Saline Dynamic 


Basin 

Micro Watershed 

Hydrogeological Unit 

Groundwater 
Availability, Mm 3 


001 

Bhander Sandstone 

0.02 


Older Alluvium 

0.32 


Sub Total 


0.34 


002 

Older Alluvium 

12.13 


Quartzite 

0.19 


Sub Total 


12.32 


003 

Bhander Sandstone 

- 


003 

Older Alluvium 

- 


Sub Total 


- 



Bhander Sandstone 

- 


004 

Older Alluvium 

7.02 



Quartzite 

- 


Sub Total 


7.02 


005 

Older Alluvium 

- 


006 

Older Alluvium 

4.03 


007 

Older Alluvium 

- 


Quartzite 

- 


Sub Total 


- 


008 

Bhander Sandstone 

- 


Older Alluvium 

2.73 


Sub Total 


2.73 


009 

Older Alluvium 

- 

Gambhir 


Bhander Sandstone 

0.07 


010 

Older Alluvium 

2.98 



Quartzite 

- 


Sub Total 


3.05 


Oil 

Bhander Sandstone 

- 


Older Alluvium 

- 


Sub Total 


- 


012 

Bhander Sandstone 

- 


Older Alluvium 

- 


Sub Total 


- 


013 

Bhander Sandstone 

- 


Older Alluvium 

- 


Sub Total 


- 


014 

Bhander Sandstone 

- 


Older Alluvium 

- 


Sub Total 


- 



Bhander Sandstone 

- 


015 

Older Alluvium 

0.27 



Quartzite 

- 


Sub Total 


0.27 


016 

Bhander Sandstone 

- 


Older Alluvium 

- 


Sub Total 


- 

Basin Total 

29.78 


Source: CGWB and RGWD 
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4.6.3 Assessment of Fresh Static Groundwater Resources 

The total assessed fresh static groundwater resource for Gambhir Basin for the 
year 2010 is 478.18 Mm . The Older Alluvium is the main aquifer of Basin. The 
Older Alluvium unit account for 95.57 % of the total resources in the basin and 
the remaining pertain to the aquifers of Bhander Sandstone and Quartzite. 
Aquifer unit-wise static groundwater resources are given in Table 4.6-3 (for 
details see Section 3.2.8, Annex GW-7(a) & (b) of Main Report). 


Table 4.6-3: Micro Watershed and Aquifer Wise Fresh Static Groundwater Resources in 

Gambhir Basin (Year 2010) 




Fresh Static 

Basin 

Micro Watershed 

Hydrogeological Unit 

Groundwater 
Availability, Mm 3 


001 

Bhander Sandstone 

5.38 


Older Alluvium 

15.49 


Sub Total 


20.87 


002 

Older Alluvium 

81.35 


Quartzite 

0.84 


Sub Total 


82.20 


003 

Bhander Sandstone 

2.18 


Older Alluvium 

23.08 


Sub Total 


25.27 



Bhander Sandstone 

0.25 


004 

Older Alluvium 

43.56 



Quartzite 

0.03 


Sub Total 


43.85 


005 

Older Alluvium 

23.98 


006 

Older Alluvium 

26.11 


007 

Older Alluvium 

57.27 


Quartzite 

0.09 


Sub Total 


57.37 


008 

Bhander Sandstone 

- 

Gambhir 

Older Alluvium 

47.86 


Sub Total 


47.86 


009 

Older Alluvium 

38.23 



Bhander Sandstone 

0.73 


010 

Older Alluvium 

32.97 



Quartzite 

0.02 


Sub Total 


33.72 


Oil 

Bhander Sandstone 

3.13 


Older Alluvium 

7.51 


Sub Total 


10.64 


012 

Bhander Sandstone 

0.51 


Older Alluvium 

23.42 


Sub Total 


23.93 


013 

Bhander Sandstone 

2.89 


Older Alluvium 

9.16 


Sub Total 


12.05 


014 

Bhander Sandstone 

2.51 


Older Alluvium 

21.19 


Sub Total 


23.70 


015 

Bhander Sandstone 

0.01 
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Basin 

Micro Watershed 

Hydrogeological Unit 

Fresh Static 
Groundwater 
Availability, Mm 3 


015 

Older Alluvium 

2.46 


Quartzite 

0.08 

Gambhir 

Sub Total 


2.55 

016 

Bhander Sandstone 

2.50 


Older Alluvium 

3.36 


Sub Total 


5.86 

Basin Total 

478.18 


Source: CGWB and RGWD 

4.6.4 Assessment of Saline Static Groundwater Resources 

The total assessed saline static groundwater resource for Gambhir Basin for the 
year 2010 is 56.82 Mm 3 as shown in Table 4.6-4 (for details see Annex GW- 
7(b) of Main Report). 

Table 4.6-4: Micro Watershed and Aquifer Wise Saline Static Groundwater Resources in 

Gambhir Basin (Year 2010) 

Saline Static 


Basin 

Micro Watershed 

Hydrogeological Unit 

Groundwater 
Availability, Mm 3 


001 

Bhander Sandstone 

0.02 


Older Alluvium 

1.10 


Sub Total 


1.12 


002 

Older Alluvium 

27.58 


Quartzite 

0.06 


Sub Total 


27.64 


003 

Bhander Sandstone 

- 


Older Alluvium 

- 


Sub Total 


- 



Bhander Sandstone 

- 


004 

Older Alluvium 

10.11 



Quartzite 

- 


Sub Total 


10.11 


005 

Older Alluvium 

- 


006 

Older Alluvium 

5.66 

Gambhir 

007 

Older Alluvium 

- 


Quartzite 

- 


Sub Total 


- 


008 

Bhander Sandstone 

- 


Older Alluvium 

4.89 


Sub Total 


4.89 


009 

Older Alluvium 

- 



Bhander Sandstone 

0.04 


010 

Older Alluvium 

6.98 



Quartzite 

- 


Sub Total 


7.02 


Oil 

Bhander Sandstone 

- 


Older Alluvium 

- 


Sub Total 


- 


012 

Bhander Sandstone 

- 


Older Alluvium 

- 
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Basin 

Micro Watershed 

Hydrogeological Unit 

Saline Static 
Groundwater 
Availability, Mm 3 

Gambhir 

Sub Total 


- 

013 

Bhander Sandstone 

- 

Older Alluvium 

- 

Sub Total 


- 

014 

Bhander Sandstone 

- 

Older Alluvium 

- 

Sub Total 


- 

015 

Bhander Sandstone 

- 

Older Alluvium 

0.38 

Quartzite 

- 

Sub Total 


0.38 

016 

Bhander Sandstone 

- 

Older Alluvium 

- 

Sub Total 


- 

Basin Total 

56.82 


Source: CGWB and RGWD 


5. Summary of Water Availability in Gambhir Basin 

5.1 Conceptual Approach (Assessment Considerations) 

Availability of water originating from various sources depends upon the source 

nature and subject to the following ToR requirements: 

• Locally generated surface water the starting point for its rational utilization is 
its availability in terms of ‘native’ or ‘virgin’ (un-intercepted) status, with its 
due dependability nature is considered the ‘hydrological planning base data’ 
of this part of the Basin’s water sources. 

• In the case of imported water, the governing factor is the on-going (current) 
management of the relevant agreements. Dependability levels of this source 
of water relates to its own source, assumed to be maintained through the 
relevant delivery system. 

• Also for groundwater, its availability for long-term exploitation, clear of any 
current State of overdraft is the basic element. Since it is a derivative of 
rainfall, the dependability level of such rechargeable ‘dynamic’ groundwater 
availability relies on the statistic occurrence of precipitation. 
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5.2 Basin Summary of Available Water 

The analysis above have been oriented according to the aforementioned 
assessment considerations, culminated in a summary as shown in Table 5.2-1. 


Table 5.2-1: Summary of Available Water Resources in Gambhir Basin, Mm 3 (2010) 


Property 

Dependability Level 

Mean 

25% 

50% 

75% 

90% 

Fresh Water 






Local Surface Water (virgin), Mm 3 /yr 

700.89 

996.00 

568.40 

237.20 

106.60 

Imported Water, Mm 3 /yr 

- 

- 

- 

- 

- 

Fresh Dynamic Groundwater, Mm 3 /yr 

428.21 





Fresh Static Groundwater, Mm 3 /yr 

478.18 





Total Available Fresh Water, Mm 3 /yr 

1,607.28 





Saline Groundwater 






Saline Dynamic Groundwater, Mm 3 /yr 

29.78 





Saline Static Groundwater, Mm 3 /yr 

56.82 





Total Available Saline Groundwater, 
Mm 3 /yr 

86.60 






Note: For groundwater, assessment is done for Mean Annual Availability as per GEC methodology. 
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Annex GMB-1 

Data Used for Calibration of Model at Selected Sites and 
Respective Model Simulated Values 

Baretha Dam 

Table Al-1 provides the details of data used for Baretha Dam. 


Table Al-1: Baretha Dam Gauge-Capacity Data 


Year 

Gauge, 

m 

Capacity, 

Mm 3 

Gauge, 

m 

Capacity, 

Mm 3 

Gauge, 

m 

Capacity, 

Mm 3 

Gauge, 

m 

Capacity, 

Mm 3 


June 

July 

August 

September 

1996 

207.17 

37.87 

207.32 

39.36 

208.08 

47.71 

199.64 

1.96 

1997 

203.94 

13.77 

204.33 

15.96 

205.22 

21.70 

199.64 

1.96 

1998 

204.33 

15.96 

205.80 

26.03 

207.32 

39.36 

199.64 

1.96 

1999 

203.39 

11.05 

204.88 

19.44 

207.47 

41.03 

199.64 

1.96 

2000 

202.60 

7.91 

204.55 

17.17 

204.55 

17.17 

204.55 

17.17 

2001 

203.24 

10.42 

206.89 

35.37 

206.86 

35.09 

199.64 

1.96 

2002 

202.44 

7.46 

202.02 

6.21 

204.12 

14.78 

199.64 

1.96 

2003 

202.35 

7.19 

205.55 

24.10 

206.44 

31.20 

199.64 

1.96 

2004 

202.90 

9.05 

205.19 

21.49 

207.11 

37.32 

206.83 

34.81 

2005 

202.78 

8.55 

208.27 

49.89 

207.99 

46.71 

207.81 

44.71 

2006 

202.99 

9.42 

205.61 

24.58 

205.37 

22.72 

205.25 

21.90 

2007 

203.18 

10.17 

203.94 

13.77 

204.76 

18.61 

205.77 

25.79 

2008 

207.29 

39.02 

208.05 

47.37 

208.45 

52.27 

208.42 

51.87 

2009 

203.69 

12.42 

204.64 

17.79 

205.31 

22.31 

205.89 

26.75 

2010 

203.26 

10.24 

205.10 

20.49 

206.99 

35.87 

208.09 

45.59 


Source: WRD, GoR 


Jugger Dam 

Table A1-2 provides the details of data used for Jugger Dam. 


Table Al-2: Jugger Dam Gauge-Capacity Data 



Level, 

Capacity, 

Level, 

Capacity, 

Level, 

Capacity, 

Level, 

Capacity, 

Year 

m 

Mm 3 

m 

Mm 3 

m 

Mm 3 

m 

Mm 3 


June 

July 

August 

September 

1996 

37.01 

26.95 

37.01 

26.95 

38.37 

37.41 

29.88 

3.40 

1997 

29.88 

3.40 

29.88 

3.40 

35.03 

17.12 

29.88 

3.40 

1998 

32.78 

9.43 

36.98 

26.77 

38.37 

37.41 

29.88 

3.40 

1999 

33.54 

11.05 

34.57 

15.25 

37.50 

31.04 

29.88 

3.40 

2000 

29.88 

3.40 

34.42 

14.61 

35.40 

18.66 

35.73 

20.19 

2001 

32.62 

9.01 

35.09 

17.35 

35.16 

17.67 

29.88 

3.40 

2002 

30.79 

4.73 

30.79 

4.73 

32.32 

8.18 

29.88 

3.40 

2003 

30.64 

4.49 

33.08 

10.30 

34.70 

15.73 

29.88 

3.40 

2004 

31.40 

5.90 

31.62 

6.39 

34.68 

15.67 

34.17 

13.13 

2005 

29.88 

3.40 

36.49 

23.94 

36.13 

22.09 

35.73 

20.19 

2006 

30.86 

4.82 

32.99 

10.03 

32.50 

8.68 

32.20 

7.86 

2007 

29.91 

3.39 

32.01 

7.39 

32.32 

8.18 

32.59 

8.93 


App. GMB-IN-24740-R13-073 July, 2014 

Surface and Ground Water Availability 
271 

























































STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Year 

Level, 

m 

Capacity, 

Mm 3 

Level, 

m 

Capacity, 

Mm 3 

Level, 

m 

Capacity, 

Mm 3 

Level, 

m 

Capacity, 

Mm 3 

June 

July 

Aug 

|USt 

September 

2008 

33.87 

12.12 

35.00 

16.99 

35.58 

19.50 

35.70 

20.05 

2009 

29.88 

3.40 

30.70 

4.58 

32.32 

8.18 

32.29 

8.10 

2010 

29.88 

0.00 

31.65 

6.45 

32.62 

9.00 

34.15 

13.66 

Source: Wl 

RD, GoR 


Panchna Dam 


Table Al-3 provides the details of data used for Panchana Dam. 


Table Al-3: Panchana Dam Gauge-Capacity Data 


Year 

Level, 

m 

Capacity, 

Mm 3 

Level, 

m 

Capacity, 

Mm 3 

Level, 

m 

Capacity, 

Mm 3 

Level, 

m 

Capacity, 

Mm 3 

June 

July 

Aug 

|USt 

September 

1996 

250.44 

13.55 

252.64 

20.19 

253.39 

23.22 

253.44 

23.43 

1997 

246.74 

NA 

247.94 

8.21 

249.54 

11.34 

252.64 

20.19 

1998 

247.54 

7.51 

255.08 

31.41 

255.08 

31.41 

255.08 

31.41 

1999 

247.39 

7.26 

247.34 

7.20 

352.24 

18.82 

253.84 

20.62 

2000 

247.44 

7.34 

249.44 

11.12 

250.73 

14.34 

251.63 

16.88 

2001 

247.44 

7.34 

249.39 

11.01 

250.89 

14.74 

250.88 

14.74 

2002 

247.04 

4.97 

247.04 

4.97 

247.94 

8.21 

247.84 

8.02 

2003 

NA 

NA 

254.39 

27.85 

255.33 

32.73 

255.93 

36.00 

2004 

246.34 

NA 

247.65 

7.70 

256.55 

39.66 

256.45 

39.04 

2005 

247.15 

6.88 

254.94 

30.66 

254.55 

28.68 

254.75 

29.70 

2006 

249.15 

10.50 

251.15 

15.46 

250.90 

14.78 

250.70 

14.24 

2007 

250.85 

14.64 

252.25 

18.83 

252.45 

19.53 

252.90 

21.20 

2008 

255.20 

31.99 

257.40 

45.95 

257.65 

47.99 

257.55 

47.19 

2009 

253.35 

23.07 

253.55 

23.92 

254.10 

26.47 

254.20 

26.92 

2010 

251.90 

17.69 

253.60 

24.15 

253.20 

22.42 

251.15 

15.46 


Source: WRD, GoR 


Table Al-4: Simulated Vs Observed Values at Calibration Locations 


Year 

Baretha Dam 

Jugger Dam 

Mean Annual 
Observed Reservoir 
Capacity, Mm 3 

Mean Annual 
Simulated 
Reservoir 
Capacity, Mm 3 

Monsoon Months 
Observed 

Reservoir Inflow, Mm 3 

Monsoon months 
Simulated 
Reservoir Inflow, 
Mm 3 

1996 

43.2 

43.8 

34.9 

34.9 

1997 

18.3 

24.6 

24.5 

27.0 

1998 

30.2 

29.3 

* 


1999 

28.1 

19.9 

24.1 

21.4 

2000 

14.9 

3.6 

18.5 

11.5 

2001 

29.0 

25.2 

19.4 

22.5 

2002 

10.8 

5.6 

3.6 

0.3 

2003 

23.4 

25.4 

14.3 

12.3 

2004 

25.7 

18.6 

8.0 

8.7 

2005 

37.5 

36.4 

22.6 

34.9 

2006 

19.7 

28.4 

5.7 

1.9 

2007 

17.1 

8.8 

6.1 

0.5 

2008 

47.6 

43.1 

22.1 

33.4 


App. GMB-IN-24740-R13-073 

Surface and Ground Water Availability 
272 


July, 2014 














































STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Year 

Baretha Dam 

Jugger Dam 

Mean Annual 
Observed Reservoir 
Capacity, Mm 3 

Mean Annual 
Simulated 
Reservoir 
Capacity, Mm 3 

Monsoon Months 
Observed 

Reservoir Inflow, Mm 3 

Monsoon months 
Simulated 
Reservoir Inflow, 
Mm 3 

2009 

19.8 

31.4 

5.2 

7.3 

2010 

47.8 

35.3 

- 

- 

Mean 

27.5 

25.3 

16.1 

16.7 


*: Excluded from model performance analysis due ambiguous values 


Month/ 

Year 

Panchana Dam 

Observed Reservoir 
Capacity, Mm 3 

Simulated 
Reservoir 
Capacity, Mm 3 

Jun-04 

12.0 

5.8 

Jul-04 

7.7 

5.5 

Aug-04 

39.7 

53.4 

Sep-04 

39.0 

53.6 

Jun-05 

6.9 

25.8 

Jul-05 

30.7 

34.9 

Aug-05 

28.7 

41.1 

Sep-05 

29.7 

38.2 

Jun-06 

10.5 

14.9 

Jul-06 

15.5 

14.8 

Aug-06 

14.8 

13.9 

Sep-06 

14.2 

11.8 

Mean 

20.8 

26.1 
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Annex GMB-2 

Yearly Virgin Water Yield for Gambhir for the area within Rajasthan 

(4,693.52 km 2 ) 

Virgin water yield series for Gambhir Basin for the area within Rajasthan. 

Table A2-1: Virgin Water Yield Series for Gambhir Basin with in Rajasthan, Mm 3 


Year 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual 

1973 

0.13 

0.10 

0.14 

0.06 

0.09 

0.17 

69.91 

590.07 

233.15 

52.51 

2.34 

0.21 

948.88 

1974 

0.13 

0.08 

0.07 

0.03 

0.01 

0.12 

294.32 

402.70 

14.19 

54.11 

8.85 

2.62 

777.23 

1975 

1.01 

0.09 

0.04 

0.01 

0.01 

0.41 

463.57 

933.61 

392.45 

113.51 

3.03 

0.32 

1 , 908.06 

1976 

0.20 

0.16 

0.10 

0.11 

0.21 

7.59 

69.78 

1127.21 

322.27 

16.77 

0.80 

0.27 

1 , 545.47 

1977 

0.26 

0.15 

0.08 

0.08 

0.10 

0.57 

352.45 

799.23 

447.99 

59.27 

1.52 

0.25 

1 , 661.95 

1978 

0.18 

0.16 

0.10 

0.05 

0.06 

0.45 

49.89 

459.95 

468.56 

12.72 

0.47 

0.16 

992.75 

1979 

0.12 

13.95 

10.59 

0.30 

0.12 

0.25 

17.36 

5.87 

0.25 

0.09 

0.07 

0.06 

49.03 

1980 

0.01 

0.00 

0.00 

0.00 

0.00 

0.66 

233.05 

327.40 

72.05 

2.64 

0.22 

0.16 

636.19 

1981 

0.13 

0.06 

0.04 

0.00 

0.08 

0.32 

421.75 

557.30 

25.08 

0.86 

0.17 

0.11 

1 , 005.90 

1982 

0.13 

0.06 

0.04 

0.05 

0.21 

0.62 

68.93 

1195.00 

411.08 

11.51 

0.65 

0.28 

1 , 688.56 

1983 

0.20 

0.14 

0.10 

0.36 

0.24 

1.01 

32.42 

470.64 

506.07 

29.74 

0.82 

0.20 

1 , 041.94 

1984 

0.13 

0.08 

0.07 

0.06 

0.03 

0.42 

99.86 

105.82 

458.93 

19.64 

0.59 

0.14 

685.77 

1985 

0.10 

0.05 

0.04 

0.02 

0.01 

0.02 

118.18 

415.75 

36.30 

125.37 

9.18 

0.48 

705.50 

1986 

0.12 

0.42 

0.10 

0.05 

0.04 

0.63 

7.05 

24.39 

4.65 

0.33 

0.07 

0.02 

37.87 

1987 

0.06 

0.06 

0.05 

0.00 

0.10 

0.05 

0.28 

16.23 

48.05 

3.20 

0.16 

0.35 

68.59 

1988 

0.07 

0.00 

0.02 

0.00 

0.00 

0.08 

144.93 

234.55 

43.39 

1.97 

0.20 

0.08 

425.29 

1989 

0.07 

0.05 

0.03 

0.01 

0.00 

0.13 

0.97 

32.34 

130.23 

4.28 

0.19 

0.04 

168.34 

1990 

0.04 

0.07 

0.09 

0.00 

0.00 

0.16 

11.76 

93.13 

338.59 

57.94 

0.55 

0.17 

502.50 

1991 

0.08 

0.06 

0.04 

0.04 

0.00 

0.03 

0.43 

27.72 

80.84 

1.32 

0.13 

0.17 

110.86 

1992 

0.09 

0.08 

0.05 

0.10 

0.02 

0.00 

11.58 

199.50 

230.61 

89.03 

3.81 

0.21 

535.08 

1993 

0.12 

0.12 

0.18 

0.07 

0.05 

0.17 

5.44 

13.31 

160.12 

11.03 

0.21 

0.09 

190.91 

1994 

0.20 

0.06 

0.03 

0.04 

0.00 

0.06 

63.99 

548.84 

96.37 

1.12 

0.23 

0.17 

711.11 

1995 

0.47 

0.10 

0.08 

0.07 

0.00 

0.19 

18.89 

1457.07 

791.31 

12.10 

0.59 

0.37 

2 , 281.24 

1996 

0.26 

0.28 

0.16 

0.13 

0.24 

81.58 

170.50 

801.94 

570.27 

9.19 

0.44 

0.27 

1 , 635.26 

1997 

0.17 

0.11 

0.10 

0.18 

0.08 

0.27 

1.64 

138.73 

380.76 

23.81 

0.52 

9.70 

556.07 

1998 

0.35 

0.09 

0.10 

0.06 

0.03 

0.21 

45.35 

193.28 

249.40 

91.11 

0.57 

0.15 

580.70 

1999 

0.16 

0.05 

0.04 

0.03 

0.03 

0.17 

5.77 

158.59 

153.03 

20.21 

0.28 

0.15 

338.51 

2000 

0.15 

0.05 

0.04 

0.00 

0.00 

0.10 

10.22 

82.58 

49.86 

0.56 

0.12 

0.18 

143.86 

2001 

0.04 

0.02 

0.01 

0.14 

0.20 

2.06 

130.91 

154.40 

24.46 

0.59 

0.12 

0.09 

313.04 

2002 

0.15 

0.24 

0.07 

0.06 

0.01 

0.17 

1.20 

63.90 

69.87 

5.97 

0.10 

0.05 

141.79 

2003 

0.05 

0.17 

0.07 

0.00 

0.00 

0.24 

58.01 

222.86 

199.99 

13.47 

0.64 

0.16 

495.66 

2004 

0.11 

0.08 

0.07 

0.05 

0.15 

0.10 

1.49 

256.81 

125.04 

23.95 

0.34 

0.15 

408.34 

2005 

0.09 

0.04 

0.03 

0.03 

0.02 

0.24 

417.55 

229.10 

56.93 

18.61 

0.76 

0.16 

723.56 

2006 

0.10 

0.05 

43.33 

1.90 

0.16 

0.39 

42.30 

123.09 

36.91 

3.38 

0.99 

0.09 

252.69 

2007 

0.05 

0.19 

0.21 

0.04 

0.02 

0.78 

16.83 

53.72 

46.37 

3.58 

0.21 

0.07 

122.07 

2008 

0.06 

0.01 

0.00 

0.07 

0.06 

90.72 

458.08 

387.20 

319.55 

52.69 

0.45 

0.20 

1 , 309.09 

2009 

0.14 

0.09 

13.22 

0.13 

0.11 

0.07 

11.53 

101.87 

115.55 

20.21 

0.64 

0.19 

263.75 

2010 

0.18 

0.11 

0.07 

0.00 

0.00 

0.04 

7.41 

231.04 

364.13 

58.98 

5.51 

3.01 

670.48 

% yield 

0.02 

0.07 

0.26 

0.02 

0.01 

0.72 

14.78 

49.70 

30.32 

3.86 

0.17 

0.08 


Mean 

0.16 

0.47 

1.83 

0.11 

0.07 

5.03 

103.57 

348.34 

212.49 

27.04 

1.22 

0.57 

700.89 
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Annex GMB-3 

Water Balance Components of Gambhir Basin in Terms of Annual 

Depth 

(1973-2010) 

Table A3-1: Annual Water Balance Components for Gambhir Basin, mm 


Year 

PCP 

ET 

WYLD 

PET 

PERC 

SURQ 

GW_Q 

LAT_Q 

Groundwater 

percolation 

1973 

608.0 

383.0 

209.0 

1 , 486.6 

200.0 

19.9 

188.4 

1.1 

11.3 

1974 

511.0 

316.0 

179.0 

1 , 523.4 

180.0 

7.9 

169.7 

1.0 

10.4 

1975 

824.0 

394.0 

412.0 

1 , 428.4 

398.0 

35.0 

375.4 

1.9 

22.4 

1976 

786.0 

412.0 

359.0 

1 , 451.9 

256.0 

116.3 

241.4 

1.5 

14.2 

1977 

795.0 

387.0 

390.0 

1 , 420.3 

347.0 

61.0 

327.5 

1.8 

19.8 

1978 

560.0 

357.0 

204.0 

1 , 483.0 

185.0 

28.3 

174.5 

1.0 

10.3 

1979 

263.0 

281.0 

10.4 

1 , 542.4 

11.0 

0.1 

9.9 

0.4 

0.6 

1980 

519.0 

316.0 

151.0 

1 , 516.8 

148.0 

9.8 

140.1 

0.9 

8.4 

1981 

495.0 

312.0 

183.0 

1 , 500.8 

178.0 

14.0 

167.6 

1.1 

10.2 

1982 

793.0 

390.0 

374.0 

1 , 478.0 

335.0 

55.5 

316.4 

1.7 

18.9 

1983 

673.0 

458.0 

208.0 

1 , 412.9 

181.0 

34.7 

171.3 

1.6 

10.1 

1984 

472.0 

313.0 

154.0 

1 , 510.3 

127.0 

33.0 

120.3 

1.0 

7.1 

1985 

553.0 

356.0 

172.0 

1 , 454.3 

161.0 

21.8 

149.4 

1.1 

11.3 

1986 

290.0 

317.0 

9.2 

1 , 476.2 

7.8 

2.6 

6.1 

0.4 

1.6 

1987 

318.0 

273.0 

18.7 

1 , 575.5 

16.0 

4.5 

13.8 

0.5 

2.0 

1988 

484.0 

357.0 

108.0 

1 , 493.2 

117.0 

11.1 

95.8 

0.9 

21.0 

1989 

299.0 

278.0 

39.3 

1 , 525.4 

36.0 

4.9 

33.9 

0.6 

2.6 

1990 

519.0 

325.0 

133.0 

1 , 460.8 

129.0 

43.5 

88.7 

0.9 

40.1 

1991 

310.0 

256.0 

26.9 

1 , 556.7 

44.0 

1.9 

24.4 

0.6 

19.5 

1992 

607.0 

374.0 

133.0 

1 , 484.6 

205.0 

21.6 

110.7 

1.2 

94.1 

1993 

395.0 

331.0 

47.7 

1 , 517.9 

68.0 

8.9 

38.0 

0.8 

30.3 

1994 

589.0 

338.0 

181.0 

1 , 485.1 

218.0 

26.1 

153.9 

1.2 

64.4 

1995 

988.0 

349.0 

525.0 

1 , 493.8 

546.0 

87.8 

435.1 

2.5 

111.3 

1996 

860.0 

406.0 

386.0 

1 , 449.9 

387.0 

62.9 

321.2 

2.0 

65.5 

1997 

594.0 

406.0 

119.0 

1 , 437.8 

140.0 

26.4 

91.7 

1.3 

48.2 

1998 

484.0 

338.0 

148.0 

1 , 506.3 

141.0 

44.7 

102.1 

1.0 

39.0 

1999 

506.0 

331.0 

89.7 

1 , 477.8 

122.0 

27.1 

61.7 

0.8 

60.7 

2000 

401.0 

337.0 

42.6 

1 , 524.5 

63.0 

8.8 

33.2 

0.5 

30.1 

2001 

510.0 

375.0 

83.9 

1 , 444.9 

115.0 

18.5 

64.7 

0.8 

50.0 

2002 

364.0 

323.0 

42.9 

1 , 501.2 

47.0 

10.9 

31.7 

0.4 

15.8 

2003 

596.0 

364.0 

103.0 

1 , 443.6 

195.0 

11.7 

90.4 

1.3 

104.2 

2004 

526.0 

363.0 

111.0 

1 , 527.0 

142.0 

21.9 

88.7 

0.8 

53.6 

2005 

590.0 

351.0 

161.0 

1 , 475.5 

208.0 

30.0 

129.8 

1.2 

77.8 

2006 

434.0 

345.0 

58.8 

1 , 472.3 

82.0 

10.9 

47.0 

0.8 

35.3 

2007 

467.0 

404.0 

32.9 

1 , 562.7 

57.0 

9.3 

22.9 

0.7 

33.7 

2008 

801.0 

438.0 

252.0 

1 , 423.2 

312.0 

38.0 

211.9 

2.1 

99.9 

2009 

474.0 

362.0 

66.5 

1 , 514.6 

99.0 

9.7 

55.8 

0.9 

43.6 

2010 

653.0 

406.0 

175.0 

1 , 429.5 

205.0 

31.8 

141.5 

1.1 

63.3 

Mean 

550.0 

353.0 

161.0 

1 , 486.0 

169.0 

26.7 

132.8 

1.1 

35.9 


Where, 

PRECIP: 

Rainfall 

PET: 

Potential evapotranspiration 

ET: 

Actual evapotranspiration 

PERC: 

Percolation (Shallow+Deep) 

SURQ: 

Direct Surface Runoff 

GW_Q: 

Baseflow 
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WYLD: Total Water yield (SURQ + GW_Q + Lateral Flow) 

LAT_Q: Lateral flow 

Sub-surface percolation =PERC - GW_Q 

Table A3-2: Mean Monthly Water Balance Components for Gambhir Basin, mm 


Month 

Rainfall, 

mm 

Water Yield, 
mm 

(% Rainfall 
Contribution) 

Evapotranspiration, 

mm 

Sub¬ 

surface 

percolation, 

mm 

Jan 

4.38 

0.04 (0.90) 

6.75 

0.01 

Feb 

6.52 

0.11 (1.70) 

8.10 

0.10 

Mar 

3.40 

0.45 (13.20) 

12.10 

0.09 

Apr 

2.47 

0.03 (1.20) 

43.08 

0.00 

May 

7.89 

0.01 (0.10) 

9.10 

0.00 

Jun 

53.42 

1.19 (2.20) 

24.41 

3.16 

Jul 

179.27 

22.87 (12.80) 

72.52 

24.00 

Aug 

194.88 

80.51 (41.30) 

79.49 

21.80 

Sep 

79.06 

48.57 (61.40) 

59.32 

0.00 

Oct 

12.19 

6.38 (52.30) 

25.05 

0.00 

Nov 

3.43 

0.28 (8.20) 

7.44 

0.00 

Dec 

3.40 

0.11 (3.20) 

5.82 

0.09 
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1. Introduction 

1.1 General 

Parbati Basin is located on the eastern edge of the Rajasthan State. It occupies an 
area of 1,887.07 km 2 and covers major part of Dhaulpur District and parts of 
Karauli and Bharatpur Districts. It lies between Gambhir Basin in the north and 
Chambal basin in the south. The eastern periphery of the basin forms the State 
boundary with State of Uttar Pradesh. The general layout of Parbati Basin is 
shown in Drawing No. PAR-GEN-001 (in Volume 3a). 

Parbati River originates in the hills near Rampur-Langra ranges of Karauli 
District. It flows in a southwest-northeast direction and joins River Parbati near 
Kharaghar village in the Dhaulpur District. It lies between 26°22' and 26°55' 
North latitude and 77°09' and 78° 16' East longitude. 

Table 1.1-1 presents the details of Districts and Blocks falling under Parbati 
Basin. The administrative unit setup of Parbati Basin is shown in Drawing No. 
PAR-GEN-002 (in Volume 3a). 


Table 1.1-1: Districts and Blocks falling under Parbati Basin 


District 

Block 

Block 

Area 

Within 

Basin, 

km 2 

Total 

Block 

Area, 

km 2 

Percentage of 
Block Area,% 

Percentage 
of Basin 
Area, % 

Bharatpur 

Bayana 

7.12 

792.33 

0.90 

0.38 

District Summary 


7.12 

792.33 

0.90 

0.38 

Dhaulpur 

Bari 

598.82 

809.90 

73.94 

31.73 

Baseri 

582.11 

1,001.95 

58.10 

30.85 

Dhaulpur 

306.34 

625.35 

48.99 

16.23 

Rajakhera 

2.45 

607.61 

0.40 

0.13 

District Summary 


1,489.72 

3,044.81 

48.93 

78.94 

Karauli 

Karauli 

243.11 

1,233.83 

19.70 

12.88 

Sapotra 

147.12 

1,957.84 

7.51 

7.80 

District Summary 


390.23 

3,191.67 

12.23 

20.68 

Basin Summary 


1,887.07 



100.00 


From Table 1.2-1 it is observed that major Districts occupying Parbati Basin are 
Dhaulpur District (78.94%) and Karauli District (20.68%) while a small part of 
Bharatpur District (0.38%) also falls in basin. 

There are seven Blocks that falls in Parbati Basin with Bari Block occupying the 
maximum area (31.73% of basin area). 

1.2 Climatic Characteristics 

Weather statistics for Parbati Basin have been analysed based on 20 years 
(1990-2009) monthly IMD weather data except for rainfall analysis which is 
based on IMD, RD and WRD data of 54 years (1957-2010) and are presented in 

Table 1.2-1. 

The statistical values presented in Table 1.2-1 are the values which varies 
spatially over the region i.e. they signify the spatial variation of a weather 
parameter over the basin. 


App. PAR-IN-24740-R13-073 July, 2014 

Surface and Groundwater Availability 
277 











STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table 1.2-1: Weather Parameter Statistics for Parbati Basin 


Weather Parameters 

Minimum 

Maximum 

Mean 

Standard 

Deviation 

Coefficient of 
Variation 

Mean Maximum Temperature, °C 

33.30 

33.90 

33.69 

0.17 

0.01 

Highest Maximum Temperature, °C 

46.26 

47.10 

46.81 

0.25 

0.01 

Mean Minimum Temperature, °C 

19.29 

19.34 

19.30 

0.01 

0.00 

Lowest Minimum Temperature, °C 

3.70 

3.96 

3.74 

0.05 

0.01 

Annual Rainfall, mm 

567.10 

736.40 

648.40 

28.20 

0.04 

Monsoon Months Rainfall, mm 

518.70 

669.80 

592.70 

591.20 

0.04 

Rainy Days, Days/yr 

27.80 

33.80 

31.10 

1.30 

0.04 

Wind Speed, km/hr 

3.83 

4.45 

4.23 

0.12 

0.03 

Sunshine Hours, hr/day 

7.97 

8.00 

7.99 

0.01 

0.00 

Relative Humidity, % 

52.86 

55.90 

54.81 

0.90 

0.02 

Annual Evaporation, cm 

213.46 

215.15 

214.21 

0.42 

0.00 


Source: IMD monthly dataset (1990-2009); Rainfall Statistics based on IMD, RD and WRD dataset (1957-2010) 


The following paragraphs give brief descriptions for temperature, rainfall, wind 
speed, relative humidity, sunshine hours and evaporation statistics of Parbati 
Basin. 


1.2.1 Temperature Statistics 

Maximum Temperature 

Mean maximum temperature in Parbati Basin is 33.69°C with a coefficient of 
variation of 0.01. Its spatial variation is presented in Drawing No. PAR-CLM- 
001 (in Volume 3 a). 

Highest Maximum Temperature 

Highest maximum temperature in Parbati Basin lies within a spatial range of 
46.26-47.10°C with a mean value of 46.81°C. Its spatial variation is presented in 
Drawing No. PAR-CLM-002 (in Volume 3a). 

Minimum Temperature 

Mean minimum temperature in Parbati Basin spatially varies within a range of 
19.29-19.34°C with a mean value of 19.30°C. Its variation is presented in 
Drawing No. PAR- CLM-003 (in Volume 3a). 

Lowest Minimum Temperature 

Lowest minimum temperature in Parbati Basin spatially varies within a range of 
3.70-3.96°C with a mean value of 3.74°C. Its variation is presented in 
Drawing No. PAR- CLM-004 (in Volume 3a). 

1.2.2 Rainfall 

Annual Rainfall 


Annual Rainfall in Parbati Basin ranges from 567.10-736.40 mm spatially 
(Drawing No. PAR-CLM-005) with a mean annual rainfall of 648 mm having a 
coefficient of variation of 0.04 (in Volume 3a). 

Monsoon Rainfall 


Monsoon month rainfall (Jun-Jul-Aug-Sept) ranges from 518.70 to 669.80 mm 
spatially with a mean value of 592 mm and a coefficient of variation of 0.04. Its 
variation is presented in Drawing No. PAR-CLM-006 (in Volume 3a). 
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Rainy Days 

Mean annual number of rainy days in Parbati Basin is 31 days with a spatial 
range of 27-33 days. Its variation is presented in Drawing No. PAR-CLM-007 
(in Volume 3 a). 

1.2.3 Wind Speed 

Mean annual daily wind speed in Parbati Basin spatially varies within a range of 
3.83-4.45 km/hr with a mean value of 4.23 km/hr and coefficient of variation of 
0.03. Spatial variation is presented in Drawing No. PAR-CLM-008 (in Volume 
3a). 

1.2.4 Sunshine Hours 

Sunshine hours varies spatially within range of 7.97-8.00 hours/day with mean 
daily sunshine hours in Parbati Basin is 7.99 hours/day. Spatial variation of 
sunshine hours is presented in Drawing No. PAR-CLM-009 (in Volume 3a). 

1.2.5 Relative Humidity 

Mean annual daily relative humidity in Parbati Basin is 54.81% with a spatial 
range of 52.86-55.90%, which is presented in Drawing No. PAR-CLM-010 (in 
Volume 3 a). 

1.2.6 Evaporation 

Mean annual evaporation in Parbati Basin is 214.21 cm with a spatial range of 
213.46-215.15 cm. Spatial variation of annual evaporation is presented in 
Drawing No. PAR-CLM-011 (in Volume 3a). 

2. Surface Water 

2.1 Hydrological Modelling 

2.1.1 Overview 

SWAT (Soil and Water Assessment Tool) hydrological model has been 
developed to assess the monthly and annual surface water potentials of the 
Parbati Basin. A brief description of the SWAT hydrological model is given in 
Annex SW-l(a) of Main Report. 

2.1.2 Development of Hydrological Model 

Mapping of a basin on to the SWAT hydrological model involves an elaborate 
procedure. The following paragraphs briefly describe the methodology used for 
mapping. 

Development of SWAT hydrological modelling involves several steps which are 
mentioned below. 

Input data required for modelling 

• Digital Elevation Model (DEM) - Grid (raster) 

• Landuse - Grid (raster) or Shape (vector) 

• Soil - Grid (raster) or Shape (vector) 

• Meteorological data with location 

• Optional 

• Mask 
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• Drainage for burn 

• Outlet locations 

• Reservoir/River gauge locations 

Key procedures necessary for development of model 

• Delineate the watershed for modelling 

• Define land use and soil data grids 

• Determine the distribution of HRU’s (Hydrological Response Units) based 
on the DEM, land use and soil data. 

• Define rainfall, temperature and weather data 

• Write the SWAT input files- requires access to data on soil, weather, land 
cover, plant growth, etc. 

• Edit the input files - if necessary 

• Setup and run SWAT - requires information on simulation period, PET 
estimation method and other options 

• Calibration of model with available observed data 

Descriptive technical, theoretical, interface and input/output SWAT model 
documentation is attached as soft copy for reference in Annex SW-l(b) of Main 
Report. 

2.1.3 Basin Delineation 

A digital elevation model (DEM) from the SRTM was used for basin delineation 

and is shown in Figure 2.1-1. Enlarged map of DEM shown in Drawing No. 
PAR-SW-001 (in Volume 3a). 

A watershed is the upslope area that contributes flow to a common outlet as 
concentrated drainage. The boundaries between watersheds are termed drainage 
divides. The outlet is the point on the surface at which water flows out of an 
area. It is the lowest point along the boundary of a watershed. 

Watersheds are delineated from SRTM DEM by computing the flow direction of 
each cell in the raster. The model identifies the ridge lines between the basins 
using elevation values from raster data (SRTM DEM) and creates the basin 
boundary. Outlet points are then defined which may be features, such as dams or 
stream gauges or any other outlet point for which contributing area has to be 
determined. Here Parbati Basin was delineated considering outlet points outside 
Rajasthan also, so as to cover complete area within Rajasthan. 

The topographic statistics of elevation of the Parbati Basin are given in Table 

2 . 1 - 1 . 


Table 2.1-1: Elevation Summaries -Parbati Basin 


Parameter 

Elevation 
(m amsl) 

District 

Block 

Longitude, Latitude 
(degree minutes seconds) 

Minimum Elevation 

155 

Dhaulpur 

Dhaulpur 

77°52'57.009"E 

26°53'32.34"N 

Maximum Elevation 

381 

Karauli 

Sapotra 

77°8'47.42"E 

26°22'0.59"N 

Mean Elevation 

237 

- 

- 
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From Table 2.1-1 it is observed that minimum elevation Parbati Basin is 155 m 
amsl, which is located in Dhaulpur Block of Dhaulpur District while maximum 
elevation is located in Sapotra Block of Karauli District. 

From Figure 2.1-1 it can be seen that elevation in Parbati Basin gradually 
decreases from south-west to north-east direction. 
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Figure 2.1-1: Digital Elevation Model (Topography) of Parbati Basin 
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Figure 2.1-2: Drainage Network and Basin Delineation using DEM for Parbati Basin 
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Figure 2.1-2 shows the automatically delineated Parbati Basin with the 
generated drainage network using the DEM. Total Parbati Basin area delineated 
is 1,889.1 km 2 where 1,887.1 km 2 is within Rajasthan boundary. 

2.1.4 Micro-watershed Delineation 

Automatic delineation of watersheds was done by using the DEM as input and 
using 500 hectare as minimum stream threshold. The target outflow points were 
interactively selected so as to cover entire area of Parbati Basin falling within 
Rajasthan State. 

There are 20 micro-watersheds delineated and demarcated in Parbati Basin 
within Rajasthan boundary, (See Figure 2.1-3) details of which are presented in 
Table 2.1-2. Enlarged map showing micro-watersheds is shown in Drawing No. 
PAR-SW-002 (in Volume 3a). 

Table 2.1-2: Micro-watershed Delineated in Parbati Basin within Rajasthan 


Micro-watershed 

Code 

Micro-watershed 
Area, km 2 

% of Basin 
Area 

1 

29.96 

1.59 

2 

135.54 

7.18 

3 

48.33 

2.56 

4 

159.48 

8.45 

5 

135.85 

7.20 

6 

55.87 

2.96 

7 

86.41 

4.58 

8 

59.18 

3.14 

9 

129.33 

6.85 

10 

89.99 

4.77 

11 

17.96 

6.25 

12 

81.36 

4.31 

13 

135.38 

7.17 

14 

34.06 

1.81 

15 

98.16 

5.20 

16 

106.85 

5.66 

17 

108.95 

5.77 

18 

145.12 

7.69 

19 

84.56 

4.48 

20 

44.75 

2.37 

Total 

1,887.07 

100.00 
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Figure 2.1-3: Micro-watershed Delineation using DEM for Parbati Basin 
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2.1.5 Land Use / Land Cover 

Land Use/Land Cover is an important segment of data required for pre¬ 
processing. The land use map from NRSC 1 , has been used for the present study. 

Table 2.1-3 gives the land use categories and the area covered under each 
category of land use for Parbati Basin. 

The major part of the basin is under agriculture land use (which includes current 
fallow land) with Mustard and Bajra being the predominant crops (Source: 
Agriculture Statistics Handbook, Government of Rajasthan, 2010). 


Table 2.1-3: Land use Categories - Parbati Basin 


Land Use 

Area 

(km 2 ) 

% of Basin 
Area 

Kharif crop only 

66.10 

3.50 

Rabi crop only 

473.36 

25.08 

Double / tripple cropping 

68.62 

3.64 

Current fallow 

374.78 

19.86 

Deciduous forest 

64.85 

3.44 

Scrub/Deg. forest 

235.91 

12.50 

Other wasteland 

426.56 

22.60 

Gullied 

30.94 

1.64 

Scrubland 

136.75 

7.25 

Water bodies 

9.20 

0.49 

Total 

1,887.07 

100.00 


Source: NRSC, 2007-2008 


Figure 2.1-4 shows the general land use of Parbati Basin. Enlarged land use map 
of Parbati Basin is shown in Drawing No. PAR-LU-001 (in Volume 3a). 


1 http://applications.nrsc.gov.in/products.asp. 
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Figure 2.1-4: Land Use Map of Parbati Basin 
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2.1.6 Soil Layer 

Information on the soil profile is also required for simulating the hydrological 
character of the basin. The Soil Map of Rajasthan has been used for the 

modelling. The soil map is shown in Figure 2.1-5. Enlarged soil map of Parbati 
Basin is shown in Drawing No. PAR-SO-OOl (in Volume 3a). 

Soil in the Parbati Basin is predominantly Sandy. Table 2.1-4 shows the area 
under each of the soil texture class found in the Parbati Basin. 


Table 2.1-4: Soil Texture - Parbati Basin 


Soil Texture 

Area 

% of Basin 

(km 2 ) 

Area 

Clay 

205.18 

10.87 

Clay Loam 

7.85 

0.42 

Loam 

306.40 

16.24 

Loamy Sand 

56.33 

2.99 

Sand 

867.56 

45.97 

Sandy Clay Loam 

7.17 

0.38 

Sandy Loam 

436.58 

23.14 

Total 

1,887.07 

100.00 

Source: SRSAC, DS1 

f, Jodhpur 
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Figure 2.1-5: Soil Map of Parbati Basin 
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2.1.7 Meteorological Data Collection Stations 

The daily rainfall data from 4 rain gauge stations of IMD, Revenue Department 
and Water Resources Department of Rajasthan have been used. Maximum and 
minimum temperature data at a resolution of 1° X 1° latitude by longitude grid 
points (1 grid location) from IMD have been used. 

(The Grid point nomenclature adopted by IMD was done by combining 
Longitude and Latitude in decimal degrees to form a code e.g. grid location code 
"755275" signifies 75.5 degree longitude and 27.5 degree latitude). 

Major weather parameters which influence the hydrology of a catchment are 
rainfall and temperature for which daily observed data have been used, while for 
other weather parameters like solar radiation, wind speed and relative humidity 
(which have less significant effect on hydrology) long term statistics have been 
used to derive daily values. These weather parameters have small variation over 
the time and can be derived using continuity equations. 

SWAT uses weather generator model for generating values based on long term 
daily statistics for a particular day. 

Solar radiation is generated from a normal distribution. A continuity equation is 
incorporated into the generator to account for radiation variations caused by dry 
vs. rainy conditions. Solar radiation is adjusted downward when simulating 
rainy conditions and upwards when simulating dry conditions. The adjustments 
are made so that the long-term generated values for the average monthly solar 
radiation agree with the input averages. 

Generated wind speed: A modified exponential equation is used to generate 
daily mean wind speed given the mean monthly wind speed. 

Generated Relative humidity: The relative humidity model uses a triangular 
distribution to simulate the daily average relative humidity from the monthly 
average. As with temperature and radiation, the mean daily relative humidity is 
adjusted to account for wet- and dry-day effects. 

The meteorological data locations map is shown in Figure 2.1-6 

The meteorological data location details presented in Annex SW-3 of Main 
Report. 
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Figure 2.1-6: Meteorological Data Locations Map of Parbati Basin 
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2.1.8 Existing Major/ Medium Projects 

One major (Parbati Dam) and 2 medium projects namely, Urmila Sagar and 
Ram Sagar, projects are located in Parbati Basin. 

Table 2.1-5 gives the details of the existing major / medium projects in the 
Parbati Basin. 


Table 2.1-5: Project Details - Parbati Basin 


Name 

Type 

Live 

Storage, 

Mm 3 

Gross 

Storage, 

Mm 3 

Data 

Availability 

Remarks 

Catchment 
Area, km 2 

Parbati Dam 

Major Project 

108.29 

120.88 

1996 - 2010 

Monsoon months 
Gauge-Capacity data 

786.00 

Urmila Sagar 

Medium Project 

15.14 

16.22 

1996 - 2010 

Monsoon months 
Gauge-Capacity data 

77.70 

Ram Sagar 

Medium Project 

29.39 

30.83 

1996 - 2010 

Monsoon months 
Gauge-Capacity data 

176.00 


Source: WRD, GoR 

Other salient features of dams located in Parbati Basin are presented in Annex 
SW-2(a) of Main Report. The monsoon months gauge-capacity data is presented 
in Annex PAR-1. 

2.1.9 Gauge and Discharge Data in Parbati Basin 

No G&D records of Site in the Parbati Basin are available. 

2.1.10 Other Model Inputs 

District agriculture statistics from 1967-2007 (extended to 2011 from Agricop) 
has been used to derive District wise cropping area, production, irrigation by 
source (canal, tank, well etc), fertilizer and pesticide use per hectare. Cropping 
pattern and crop management practices are used from agriculture contingency 
plans (http://agricoop.nic.in/acp.html) and Agriculture Statistics Handbook, 
Government of Rajasthan, 2010. These data were later transferred to micro¬ 
watersheds (hydrological modelling unit) using GIS overlay techniques. 

The general cropping pattern adopted in the region is Bajra in Kharif and 
Mustard in Rabi season (Source: Agriculture Statistics Handbook, Government 
of Rajasthan, 2010). 

2.2 Model Calibration and Performance 

Calibration is an effort to better parameterize a model to a given set of local 
conditions, thereby reducing the prediction uncertainty. 

Model calibration is performed by carefully selecting values for model input 
(within their respective uncertainty ranges) by comparing model predictions 
(output) for a given set of assumed conditions with observed data for the same 
conditions. Figure 2.2-1 shows calibrations location map of Parbati Basin. 

2.2.1 SWAT Model Calibration 

The SWAT model uses water balance equation as a driving force behind 
everything that happens in the watershed on a daily basis. USDA SCS runoff 
curve number is used to estimate surface runoff from daily precipitation. An 
improved dynamic curve number method is used which automatically adjusts 
the curve number on the basis of the moisture conditions prevailing in the 
watershed. 
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Auto calibration techniques have been adopted using SWAT CUP which 
provides essential information like sensitive parameters, range or value that has 
to be applied to various parameters to arrive at optimum parameter value. 

This study used the built in interfaces of these tools in SWAT model to identify 
important hydrology controlling parameters, optimize them and test the 
calibrated Controlling model using various performance indices and input data 
sets, and document SWAT model application techniques in order to highlight 
area of hydrological modelling improvement. 

After running auto calibration process, the application provides sensitive 
parameters which control the hydrological processes. These are mentioned in the 

Table 2.2-1: 


Table 2.2-1: Sensitive Parameters of the Hydrological Processes 


Parameter 

Description (Class) 

Units 

CN2.mgt 

Curve number (Management operations) 

- 

GW DELAY.gw 

Groundwater delay (Groundwater) 

Days 

GWQMN.gw 

Threshold depth of water in shallow aquifer 
required for return flow to occur (Groundwater) 

mm 

GW_REVAP.gw 

Groundwater revaporation coefficient 
(Groundwater) 

- 

ESCO.hru 

Soil evaporation compensation factor 
(Evapotranspiration) 

- 

SOL_AWC.sol 

Soil available water content (Soil) 

mm Water\mm 
soil 

RCHRG_DP.gw 

Deep aquifer percolation coefficient 
(Groundwater) 

- 

SOLK.sol 

Soil permeability (Soil) 

mm\hr 

SHALLST.gw 

Initial Depth of water in shallow aquifer 

mm 


These parameters broadly fall under two categories 


• General Parameters: Values of these are applied to entire basin which 
includes Groundwater delay, deep aquifer percolation factor and ESCO. 

• Catchment Specific Parameter: Values of these are area specific which 
include soil parameters like Soil permeability and available moisture content 
and management parameters like CN, irrigation source etc. 

As Stated in Table 2.1-3, soil in Parbati Basin is predominantly Sandy Loam. 
After various simulation and parameter calibrations it was found that 
groundwater parameters were most sensitive in this region. 

Generally the model takes default values as per input data provided (Landuse, 
Soil Profile, DEM, Reservoir Details etc). The model was then made to run with 
default values and then compared with observed data. After such comparison 
and looking at the flow regime of observed and simulated values, sensitive 
parameters were adjusted and series of test runs were carried out to reach the 
optimum parameter values. 

There are a large number of parameters which operate during simulation. Out of 
them, some major parameters were adjusted during calibration. Their respective 

values are presented in Table 2.2-2. 
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Table 2.2-2: Major Parameters Adjusted During Calibration and Respective Values 


Parameter 

Unit Value 

Range 

Parbati Dam Catchment 

GW_delay 

Days 

4.00 

1-500 

RCHRG_DP 

- 

0.21 

0-1 

ESCO 

- 

0.82 

0-1 

GWQMN 

mm 

800.00 

0-5000 

GW_REVAP 

- 

0.03 

0.02-0.2 

RCHRG_DP 

- 

0.21 

0-1 

SHALLST 

mm 

1000.00 

0-50000 

Res 

of the basin area 

GW_delay 

Days 

8.00 

1-500 

RCHRG_DP 

- 

0.05 

0-1 

ESCO 

- 

0.82 

0-1 

GWQMN 

mm 

800.00 

0-5000 

GW_REVAP 

- 

0.02 

0.02-0.2 

RCHRG_DP 

- 

0.05 

0-1 

SHALLST 

mm 

1000.00 

0-50000 

IRRSC (Source of 
irrigation) 


Reservoir, Shallow 
aquifer 



In absence of river gauge data calibration in Parbati Basin have been performed 
at three reservoir locations. Observed gauge-capacity data for three medium 
dams namely Parbati Dam, Urmila Sagar Dam and Ram Sagar Dam was used 
for calibration (see Figure 2.2-1). Data used for calibration locations is presented 
in Annex PAR-1. 
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Figure 2.2-1: Calibration Location Map of Parbati Basin 
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2.2.2 Model Performance 

There are three main statistical parameters that are used for evaluating a 
hydrological model performance viz. Nash-Sutcliffe model efficiency 
coefficient (NSE), RSR, and co-efficient of determination (R 2 ). 

The range of these parameters are presented in Table 2.2-3. 


Table 2.2-3: Model performance parameters 


Performance 

Nash-Sutcliffe 
Efficiency 
Coefficient (NSE) 

RSR 

Coefficient of 
Determination(R 2 ) 

Satisfactory 

0.50 =< NSE < 0.65 

0.60 < RSR < 0.70 

0.50 =< R 2 =< 0.65 

Good 

0.65 < NSE < 0.75 

0.50 < RSR < 0.60 

0.65 < R 2 < 0.75 

Very Good 

0.75 < NSE < 1.00 

0.00 < RSR < 0.50 

0.75 < R 2 < 1.00 

Unsatisfactory 

NSEO.50 

RSR > 0.70 

R 2 <0.50 


Detailed description of these model performance parameters is presented in 
Annex SW-l(c) of Main Report. 

Data used for calibration at three locations are presented in Annex PAR-1 and 
their respective locations are shown in Figure 2.2-1. 

Calibration was performed at three locations out of which model was 
satisfactory calibrated at Urmila Sagar Dam. Calibration at other two locations 
were found unsatisfactory which can be due to non representative rainfall, errors 
in observed data etc. The model performance summary is presented in Table 
2.2-4. 

Urmila Sagar Dam 

Model performance at Urmila Sagar Dam is presented in Figure 2.2-2. 
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Figure 2.2-2: Comparison of Simulated Vs Observed Reservoir Capacity 

for Urmila Sagar Dam 



Scatter Plot of Observed Vs Simulated capacity 



As evident from Figure 2.2-2, the match between observed and simulated flows 
is satisfactory having a coefficient of determination 0.77, NSE 0.52. Mean 
observed and simulated capacity for Urmila Sagar Dam is 6.43 Mm 3 and 6.45 
Mm 3 respectively during calibration period. Simulated and Observed values at 
calibration sites are presented in Table Al-4, Annex PAR-1. 
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Table 2.2-4: Summary of Model Performance at Calibration Locations 


Calibration 

Location 

Catchment 

Area 

(km 2 ) 

Mean 

Monthly 

Reservoir 

Capacity* 

Mm 3 

Coefficient 

of 

Determination 

R 2 

Nash- 

Sutcliffe 

Model 

Efficiency 

Coefficient 

RSR 

Starting 
Year of 
Validation 

Ending 
Year of 
Validation 

Overall 

Performance 

Parbati Dam 

729 

50.60(51.90) 

0.50 

0.15 

0.91 

1996 

2010 

Unsatisfactory 

Ram Sagar Dam 

175 

18.08(15.26) 

0.64 

0.29 

0.84 

1996 

2009 

Unsatisfactory 

Urmila Sagar Dam 

48 

6.45(6.33) 

0.77 

0.52 

0.68 

1996 

2009 

Satisfactory 


* Values in brackets are mean observed values. 

2.2.3 Hydrological Simulation for Parbati Basin 


The SWAT model was run with the observed rainfall (1957-2010) and 
temperature data (1973-2010) for Parbati Basin and outputs were obtained for 
the common period of 1973 to 2010. The outputs provided by the model are very 
extensive, covering all the components of water balance spatially and 
temporally. The sub components of the water balance that are most significant 
and used for analysis, include: 

• Total flow (water yield) consisting of surface runoff, lateral and base flow. 

• Actual evapotranspiration (Actual ET). 

The outputs can be depicted in many ways depending on the focus and 
requirement of the user. These components are expressed in terms of total 
annual depth of water in mm over the total watershed area. In other words, the 
total water yield is the equivalent depth in mm, of flow past the outlet of the 

watershed on average annual and monthly basis. Figure 2.2-3 and Figure 2.2-4 
show the annual and mean monthly water balance components for the Parbati 
Basin. 

2.2.3.1 Temporal Distribution of Major Water Balance Components 

Figure 2.2-3 depicts the average annual rainfall, water yield, evapotranspiration 
and sub-surface percolation for the entire Parbati Basin. 

There are 20 micro-watersheds delineated and demarcated in the Parbati Basin 
within Rajasthan, yearly water balance components of which are presented in 
Annex SW-4 of Main Report (as soft copy). 

It is noteworthy here that SWAT gave an indication of the spatial and temporal 
variation of this percolation, with respect to properties of the overlaying soil 
cover. The percolation computed using SWAT model is the total percolation 
which also includes the abstractions being taken from the groundwater. 
Therefore the net percolation which will reflect the groundwater fluctuations is 
after incorporating the withdrawals/draft from the groundwater for various 
purposes. The another component namely deep percolation is used in the SWAT 
model to build the static groundwater table and this component is lost from the 
local water balance, although there is a provision to tap this water through tube 
wells if required. SWAT doesn't takes care of absolute groundwater table since 
it is not a groundwater model. 
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Figure 2.2-3: Simulated Annual Water Balance Components for Parbati Basin 
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As shown in Figure 2.2-3, inter annual range of rainfall for the period of analysis 
from 1973-2010 was 363.27 to 982.69 mm, while inter annual range of water 
yield was 43.87 to 551.94 mm for the same period (See Table A3-1, Annex 
PAR-3). This shows a great degree of fluctuations in the rainfall and runoff 
pattern in Parbati Basin. 

Figure 2.2-4 depicts the long-term mean monthly water balance components of 
rainfall, water yield and evapotranspiration and sub-surface percolation for 
Parbati Basin. It can be seen that the rainfall contribution to water yield and 
evapotranspiration is mainly in the months of July, August and September with a 
maximum in August while for other months the contribution is negligible. 

In July, about 19% of the rainfall is converted into water yield while in 
September the conversion is highest at 72.40%. The remaining rainwater may 
have been converted to groundwater storage, soil moisture build, 
evapotranspiration etc. The mean monthly water balance component values are 
presented in Annex PAR-3, Table A3-2. 

Figure 2.2-4: Simulated Mean Monthly Water Balance Components for Parbati Basin 



Jan Feb Mar Apr May Jun Jul Aug Sep Oct Nov Dec 


■ Rainfall ■ Water Yield ■Evapotranspiration ■ Sub-surface percolation 


2.23.2 Virgin Water Yield 

True runoff, or Virgin water yield, is stream flow in its natural conditions, i.e. 
without the existence of any irrigation, municipal or industrial water supply 
developments (including impact of imported water, return flows and flow 
diversions). 

After calibration and validation of model at selected sites, the Virgin water 
yields were generated by switching off all the abstractions (Major, Medium 
Minor dams along with other water harvesting structures) and removing all crop 
management options (controlled irrigation in terms of canals, Groundwater, etc). 
In Virgin water yield scenario presented here, Kharif and Rabi crops are 
considered as rainfed with no external water supply. 

Annual virgin water yield for Parbati Basin is 427.18 Mm 3 (see Table A2-1, 
Annex PAR-2). 
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Virgin water yield series for micro-watersheds of Parbati Basin are presented in 
Annex SW-5 of Main Report (as soft copy). 

2.2.3.3 Flow Duration Curve 

Assessment of dependable lean season flows along with their distribution in time 
is essential for planning and development of water supply schemes. Model was 
calibrated-validated using all the interventions and crop management practices 
and flows in Virgin conditions (with no Interventions or Human activity) are 
generated. Water yield with respect to four levels of 25, 50, 75 and 90% 
dependability is shown in Table 2.2-5. The dependability of the water yield of 

the Parbati Basin has been analysed and shown in Figure 2.2-5. 

Figure 2.2-5: Simulated Flow Duration Curve for Parbati Basin 


Parbati 



% of times flow equals or exceeds 


Table 2.2-5: Virgin Water Yield at Four Dependability Levels - Parbati Basin 


Dependability Level, 

% 

Water Yield, 
Mm 3 

25 

574.90 

50 

380.10 

75 

235.60 

90 

148.60 

Mean 

427.18 


Rainfall occurs mainly during the monsoon season in Parbati Basin. Major 
portion of stream flow therefore will occur only during these months. At Parbati 
Basin Outlet virgin water yield at, 50% dependability is 380.10 Mm 3 while at 
75% dependability level, it is 235.60 Mm 3 . 

Virgin water yield dependability of micro-watersheds in Parbati Basin is 
presented in Table 2.2-6. 
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Table 2.2-6: Virgin Water Yield at Four Dependability Levels of Micro-watersheds in Parbati 

Basin 


Micro¬ 

watershed 

Code 

Dependability Level, % 

Mean 

25 

50 

75 

90 

Water Yield, Mm 3 

001 

8.90 

5.40 

1.80 

0.00 

5.60 

002 

53.60 

35.40 

16.90 

8.60 

39.10 

003 

21.50 

15.40 

8.60 

5.60 

16.50 

004 

38.70 

23.00 

16.80 

10.60 

29.10 

005 

32.50 

19.10 

14.20 

8.60 

24.50 

006 

12.30 

6.80 

4.70 

2.60 

9.00 

007 

38.00 

26.90 

14.80 

9.40 

28.90 

008 

17.70 

11.70 

8.20 

5.00 

13.60 

009 

28.40 

15.40 

11.00 

5.70 

20.60 

010 

39.10 

27.60 

15.20 

10.00 

30.10 

Oil 

26.40 

14.30 

10.50 

5.70 

19.30 

012 

26.20 

16.70 

6.30 

0.30 

16.80 

013 

28.70 

14.40 

9.50 

5.00 

20.10 

014 

10.30 

5.70 

2.30 

0.40 

7.00 

015 

30.30 

17.60 

8.60 

3.60 

21.70 

016 

31.50 

20.00 

7.20 

1.30 

20.40 

017 

34.00 

19.60 

9.10 

3.30 

24.00 

018 

64.00 

44.40 

24.30 

15.50 

48.40 

019 

32.40 

21.00 

9.50 

4.40 

23.40 

020 

13.90 

9.10 

2.80 

0.20 

9.10 
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3. Imported Water 

There is no import of water from outside Rajasthan to Parbati Basin. 

4. Groundwater 

4.1 Basic Characteristics 

4.1.1 Physiography 

Tectonically controlled hills in the area in southeast Rajasthan are aligned to the 
strike of the Great Boundary Fault. However, the alignment is less significant in 
Parbati Basin, as compared to the adjoining Chambal and Gambhir Basins. The 
prominent feature of the basin is the Vindhyan Plateau in the south and south¬ 
west. The plateau has flat to moderately rolling hilly terrain with very little or no 
soil cover. The pediments occur at the lower elevations. 

4.1.2 Geomorphology 

Alluvial plains developed in the lower part of the basin exist in the east. An 
erosion channel within the Sandstone area appears to have developed in the area 
at the present day Gambhir-Parbati confluence. Lower portion of the Alluvial 
sequence constitute coarse sand and sub rounded to rounded gravels and 
weathered rock fragments. The upper part of the Alluvial deposits is mainly 
characterised by sticky Clay mixed with Kankar. 

4.1.3 Geology 

The Geological sequence of rock formations in Parbati Basin is given in Table 
4.1-1. 

Table 4.1-1: Geological Sequence in the Parbati Basin 


Era 

Age 

Super-Group 

Group 

Rock 

Formation 

Quaternary 

Recent to 
sub recent 


Aeolian and 

Fluvial deposits 

Windblown 
sand, Alluvial 
clay, silt, sand, 
gravel, kankar 


Unconformity 




Upper 

Proterozoic- 

Lower 

Palaeozoic 

Upper 

Proterozoic 

Vindhyan 

(upper) 

Bhander Group 

Sandstone 

Shale 

Limestone 


Source: Geological Survey of India (G.S.I) 


The basin extends in the northeast-southwest direction and is occupied by 
Sandstone, Shale and Limestone rock formations. The overlying cover of 
aeolian and fluvial sand deposit constituting Older Alluvium occupy sizeable 
area in north-eastern part of the basin. 

4.1.4 Sub-Surface Hydrogeology 

The sub-surface hydrogeology has been studied with the help of one 
hydrogeological cross-section A-A' along Sirmathura-Karimpura. The cross- 
section has been prepared on the basis of exploratory tube wells and piezometers 
drilled by CGWB and RGWD. The cross-section line and their respective 
alignment has been shown in Figure 4.1-1. 
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The hydrogeological cross-section A-A' (see Figure 4.1-1 and Figure 4.1-2) of 
Parbati Basin has been drawn from Sirmathura village in the south-western part 
of the basin to Karimpura village in the north-eastern part of the basin. The total 
length of the cross section is 55 km. The ground elevation ranges from RL 
192.42 m (Karimpur) to RL 264.52 m (Sirmathura) amsl. It is revealed from the 
cross-section that central and eastern parts of the basin are occupied by Older 
Alluvium of Quaternary age with thickness varying from 24 m (Bari village) to 
55 m (Karimpur village). In western and south-western side of the basin, it 
almost pinches out with no soil cover (Sirmathura village). The Older Alluvium 
comprises fine to coarse grained sand along with Clay and Kankar. Near 
Karimpur village, it comprises well-sorted sediments having more thickness of 
coarse grained Sand and Kankar. The cross-section depicts that Bhander 
Sandstone of Yindhyan super group is encountered in western, south western 
and central parts of the basin. The Sandstone formation in the western and south 
western part of the basin occur below the Alluvial cover, the thickness of which 
varies from 1 m (Sirmathura village) to 24 m (Bari village). The saturated 
thickness in Parbati Basin ranges from few centimeters (Sirmathura) to 20 m 
(Karimpur). Groundwater level in Sirmathura village is 30 m bgl. In village 
Bari, water level is 20.50 m bgl while in village Karimpur, it is 34 m bgl. 
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Figure 4.1-1: Hydrogeological Cross Section Line of Parbati Basin 
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Figure 4.1-2: Hydrogeological Cross Section of Parbati Basin A-A' 
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4.2 Aquifer Units 

4.2.1 General 

The main aquifer units existing in the basin area are Older Alluvium and 
Bhander Sandstone. Areas occupied by these units are 514.29 km 2 and 1,372.79 
km 2 respectively. Older Alluvium consists of aeolian sand and fluvial deposits in 
the form of sand and gravel mixed with Clay and Kankar. The area occupied by 

various units is given in Table 4.2-1. 

Table 4.2-1: Aquifer units with Occupied Area in Parbati Basin 


Basin 

Aquifer Units 

Area (km 2 ) 

Parbati 

Bhander Sandstone 

1,372.79 

Older Alluvium 

514.29 

Basin Total 


1,887.07 

Source: Hydrogeol 

ogical data, CGWB & RGWD 


The Sandstone belongs to Yindhyan Super-Group with an area of 1,372.79 km 2 
in the western half of the basin in Bari, Baseri, Rajakhera and Dhaulpur Blocks 
of Dhaulpur District, Hindon, Karauli and Sapotra Blocks of Karauli District and 
a small area of Bayana Block of Bharatpur District. Sandstone is hard, compact, 
and Quartzitic in nature. The groundwater occurs mainly in joints and fractures 
in these formations. 

The aquifer map (hydrogeological unit map) of the basin is shown in Drawing 
No. PAR-GW-001 (in Volume 3a). The north-eastern and small part in south¬ 
eastern portion of the basin is occupied with Older Alluvium aquifer and the 
remaining central and western parts are occupied with Bhander Sandstone 
aquifer unit. The hydrogeological characteristics of the various aquifers units of 
the basin are shown in Table 4.2-2. 

4.2.2 Aquifer Characteristics 

There are mainly two major aquifer occupying the basin area i.e., Older 
Alluvium of Quaternary age and Bhander Sandstone of Vindhyan Super Group. 

The average aquifer depth in Older Alluvium is 62.16 m whereas in Sandstone 
aquifer is 98.23 m. The maximum depth of aquifers in both aquifers is 154.00 m. 

The static water level in Alluvium ranges from 3.50 m bgl at village Pura ka Sad 
to 27.00 m bgl at village Vindhyapura with an average value of 12.54 m bgl. In 
Bhander Sandstone it ranges from 2.00 m bgl at village Bisnoda to 30.00 m bgl 
at village Samauna with an average of 10.66 m bgl. 

The average discharge of wells is 4.07 and 1.66 lps/m in Older Alluvium and 
Sandstone aquifer respectively. Average specific capacity of wells 0.84 lps/m in 
Alluvium aquifer of the basin. 
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Table 4.2-2: Hydrogeological Characteristics of Aquifer Units of Parbati Basin 


Basin 

Aquifer Units 

Depth 

Drilled 

(m) 

Static Water Level 
(m bgl) 

Discharge 

(Ips) 

Drawdown (m) 

Specific 

Capacity 

(Ips/m) 

Transmissivity 

(m 2 /day) 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Parbati 

Bhander Sandstone 

44.00 

154.00 

98.23 

2.00 

30.00 

10.66 

0.25 

5.04 

1.66 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Older Alluvium 

28.14 

154.00 

62.16 

3.50 

27.00 

12.54 

0.13 

10.08 

4.07 

9.97 

9.97 

9.97 

0.84 

0.84 

0.84 

- 

- 

- 


Source: CGWB and RGWD 


Note: 

1. The data variously pertain to period 1960-2010. 

2. The same value data reflects the availability of data from one place only. 

3. Detailed information on location / village for the above observed parameters values are given in Annex GW-8. 
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4.3 Depth to Groundwater Table 

4.3.1 Monitoring /Observation Wells 

The basin has 96 monitoring/observation wells in which water level is measured 
periodically. Out of these, 86 observation wells are monitored by RGWD and 

10 by CGWB, as per break up shown in Table 4.3-1. 


Table 4.3-1: Monitoring/Observation Wells in Parbati Basin 


Basin 

CGWB 

RGWD 

Total Observation 
Wells 

Parbati 

10 

86 

96 


Source: CGWB and RGWD 


4.3.2 Historic Trends of Groundwater Levels 

An analysis of the historic groundwater levels and trends between the years 
1984-2010 is presented below. Weighted average groundwater levels during the 
examined period were generated based on the measured level in each well and 
its Thiessen weight. The weighted average groundwater levels are presented in 
the graphs below and given in Table 4.3-3. 

The average long-term groundwater levels in Parbati Basin are shown in Figure 
4.3-1. The water levels are presented for the years 1984-2010, along with the 
rainfall. Two aquifer units are found in this basin: (1) the Bhander Sandstone 
aquifer dominates the central and western parts of the basin, (2) the Older 
Alluvium unit, found mainly in the north-eastern part, toward the outlet of the 
basin. 

Figure 4.3-1: Long Term Ground Water Level and Rainfall Trends in Parbati Basin 1984-2010 

River Basin : PARBATI 
Main Aquifer: Bhander Sandstone 


Y= -0.521* *219.616 y--0,492l + 221.8BE 



" Rainfall 
— Trend {Rainfall) 

— - Water Level - Pre Monsoon 
— Trend {Water Level - Pre Monsoon) 

Water Level - Post Monsoon 
— Trend (Water Level - Fob! Monsoon) 



Source: Groundwater level data of CGWB and RGWD 
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The range of groundwater table trends in the reviewed period is given in 
Table 4.3-2. 


Table 4.3-2: Water Table Decline/Rise* Rates in Parbati Basin 


Basin 

Main 

Formation 

Rate Pre-monsoon [m/yr] 

Rate-Post-monsoon [m/yr] 

Mean 

Min 

Max 

Mean 

Min 

Max 

Parbati 

Bhander 

Sandstone 

-0.52 

0.43 

-2.35 

-0.49 

0.40 

-1.59 


*(-) ind 


icates water table decline, (+) indicates water table rise 


Table 4.3-3: Weighted Average Ground Water Levels (m amsl) 1984-2010 - Parbati Basin 


Year 

Pre-monsoon 
(m amsl) 

Post-monsoon 
(m amsl) 

1984 

219.49 

221.51 

1985 

218.91 

221.44 

1986 

218.93 

219.87 

1987 

214.48 

216.52 

1988 

209.87 

219.09 

1989 

215.59 

216.67 

1990 

214.11 

220.68 

1991 

218.05 

218.34 

1992 

217.18 

220.75 

1993 

218.04 

220.15 

1994 

218.38 

220.56 

1995 

219.09 

217.79 

1996 

217.81 

216.18 

1997 

214.17 

216.35 

1998 

209.32 

215.50 

1999 

210.25 

212.48 

2000 

208.60 

210.65 

2001 

207.42 

210.25 

2002 

206.52 

202.37 

2003 

204.41 

209.24 

2004 

207.58 

211.60 

2005 

208.47 

210.48 

2006 

207.65 

208.74 

2007 

205.29 

209.05 

2008 

203.32 

211.52 

2009 

210.41 

211.63 

2010 

209.33 

214.68 


During the period of consideration, the weighted average water level ranged 
between 225-205 m amsl. Groundwater level in pre-monsoon 1984 was 
measured at 219 m amsl. After 27 years, the water table was found at an 
elevation of 209 m amsl, a total decline of 10 m. The average long-term water 
table decline rate is approximately 0.52 m/yr (Table 4.3-2). 


The groundwater level behaviour in the years 1984-2010 can be divided into 
three sections, as follows: 
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(1) 1984-1994: Groundwater level is stable with minor decline and recovery in 
the years 1988-1992, a fluctuation affected especially in the pre-monsoon 
period. 

(2) 1995-2002: Dramatic decline was observed in the water table from 220 m 
amsl in 1994 to a low of 202-204 m amsl in 2002-2003. During this period, 
the average decline rate in the basin was 1.7 m/yr. 

(3) 2003-2010: Level stabilization and beginning of recovery, this process is 
expressed especially during the post-monsoon. 

It is assumed that two main factors are responsible for the decline of 
groundwater levels: 

1) Decline in annual rainfall between 1995 and 2002. The annual rainfall in the 
basin decreased from 1,000 mm/yr to 420 mm/yr (Figure 4.3-1). 

2) Increase in the total draft: between 1995 and 2001. The basin draft increased 
from 88 to 120 Mm 3 , i.e. >35% in only six years. 

Unlike most basins, the pre and post-monsoon groundwater levels are presenting 
different annual fluctuation trends, although the long-term trends are similar. In 
most years, post-monsoon levels are higher than pre-monsoon stages by 
approximately 1-3 m. Thus, there is a very strong correlation between 

groundwater levels and rainfall as demonstrated in Figure 4.3-1. 

The Sandstone aquifer is the major aquifer in the basin with an area about 3-4 
times larger than the rest. Accordingly, the draft is significantly higher and 
stands at 95 Mm 3 (2009). From 1995 to 2009, the draft increased by 72% (over 
25% more compared to the increase in draft in the rest of the basin). 

4.3.3 Depth to Groundwater Level (Year 2010) 

The pre-monsoon (2010) depth to groundwater level of the basin is presented in 
Drawing No. PAR-GW-002 (in Volume 3a). Generally, the depth to 
groundwater level in the basin range from 5-10 m bgl. Levels of more than 20 to 
40 m bgl occurred in eastern part of the basin and in an isolated pocket in 
western part of the basin. 

The post-monsoon (2010) depth to groundwater level map of the basin (Drawing 
No. PAR-GW-003 in Volume 3a) in comparison to pre-monsoon period water 
level map, recorded rise in levels along southern boundary of the basin with 
Chambal Downstream Sub-basin. 

4.3.4 Long-term Water Level Trend (1984-2010) 

Based on the long term groundwater levels trends (Table 4.3-4) and assuming 
that the current average precipitation and draft trends will continue during future 
years, a prediction of the monitoring and observation wells (RGWD & CGWB 
database) which are expected to become dry in the future is presented in Table 
4.3-5. 

Accordingly, future levels for the years 2020, 2040 and 2060 are estimated in 

Table 4.3-4. As shown in Table 4.3-5, by the year 2020, -18% of the 
observation wells will dry, by the year 2040, -44% of the wells will dry and by 
the year 2060 -48% of the wells will dry. 
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Table 4.3-4 Predicted Average Groundwater Levels in Parbati Basin 


Basin 

Pre-monsoon Levels, (m amsl) 

Post-monsoon Levels, (m amsl) 

Current 

Predicted 

Current 


Predicted 

2010 

2020 

2040 

2060 

2010 

2020 

2040 

2060 

Parbati 

209.33 

204.12 

193.70 

178.06 

214.68 

209.76 

199.91 

185.14 


Source: Groundwater level data of CGWB and RGWD 


Table 4.3-5: Prediction of Dry Observation Wells* - Parbati Basin 


Basin 

Pre-monsoon Dry Observation Wells, [%] 

Post-monsoon Dry Observation Wells, [%] 

Current 

Prediction 

Current 

Prediction 

2010 

2020 

2040 

2060 

2010 

2020 

2040 

2060 

Parbati 

11 

18 

44 

48 

11 

20 

34 

43 


*RGWD and CGWB wells only 


4.3.5 Groundwater Level Fluctuation 

Table 4.3-6 shows aquifer unit-wise fluctuation in levels of groundwater (for 
data refer Annex GW-3 of Main Report). 

Table 4.3-6: Aquifer-Wise Groundwater Level Fluctuation in Parbati Basin (Pre Monsoon 2010) 


Basin 

Hydrogeological Unit 

Number 
of Wells 

Grot 

F 

jnd Water Level 
uctuation, m 

Min. 

Max. 

Average 

Parbati 

Older Alluvium 

20 

-1.66 

7.06 

1.47 

Bhander Sandstone 

45 

-3.85 

10.00 

4.31 

Basin Summary 

65 

-3.85 

10.00 

3.44 


Source: Ground water level data year 2010 of CGWB and RGWD 


The minimum and maximum seasonal fluctuations in levels of groundwater in 
Parbati Basin range from -3.85 to. 10.00 m bgl, the average being 3.44 m bgl. In 
the Older Alluvium aquifer of the basin, the average is 1.47 m bgl and in 
Bhander Sandstone aquifer, it is 4.31 m bgl. 

4.3.6 Groundwater Flow Direction 

Parbati Basin, located between Chambal Basin in the south-east and Gambhir 
Basin in the north-west, has been delineated according to the hydrogeological 
boundaries and the surface drainage pattern of the Parbati River and its main 
tributaries, the Mendka, Sairni and Bamni Rivers. The Parbati River Joins into 
Gambhir River in the north, which later debouches into the Yamuna system in 
Uttar Pradesh. 


The water table contour map shown in Drawing No. PAR-GW-004 (in Volume 
3 a) is being shaped similar to the surface drainage outline. The shape of the 
groundwater level contours pattern along the rivers, in the pre-monsoon season, 
is a clear indication that the rivers maintain, a partial base flow. The general 
groundwater flow in the basin is north-eastwards. The downstream hydraulic 
gradient is more moderate than the upstream one, as usual, but in this particular 
basin, the major aquifer seems to be the Sandstone. Due to unknown reasons the 
downstream part of this aquifer, unlike the upstream part, is similar in terms of 
hydraulic properties to the Alluvial aquifer. 

The depth to water level in the basin range between 20 to 30 m bgl. 
Groundwater at shallow depths occur along the basin boundaries and river 
channels, e.g. in the north of Bari and Baseri Blocks. Minimal depth to water 
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table is known to be along the final stretch of the Parbati River, at the outlet 
portion of the basin. 

4.4 Groundwater Quality 

4.4.1 Introduction 

The groundwater quality has been appraised with reference to selected 
parameters, namely: 

• Concentration of Chloride (Cl) ion in groundwater samples; 

• Concentration of Fluoride (F) ion in groundwater samples; 

• Concentration of Nitrate (NO 3 ) ion in groundwater samples; 

• EC value in groundwater samples. 

The manner of obtaining and analyzing the relevant data are described in 
Section 3.2.5 of the Main Report. The description below refers to the relevant 
parameters as observed in this basin. 

4.4.2 Occurrence of Chlorides in Groundwater 

The long-term groundwater quality showing presence of Chlorides in Parbati 

Basin is presented in Figure 4.4-1. The data used for preparing the graphs is 
given in Table 4.4-5 at the end of this chapter. 

Figure 4.4-1: Long Term Average Chloride Concentrations in Parbati Basin 1984-2010 



+ 'AVERAGE -5%UP » — 5ftDOWN -Linear [AVERAGE) 

Source: Groundwater chemical analysis data of CGWB and RGWD 

As shown, the average Chloride concentrations range from 72 mg/1 to 372 mg/1 
(above the desirable concentration of 250 mg/1) with an average figure of 155 
mg/1, along a time span of 27 years (1984 - 2010). The average linear annual rise 
is 5.6 mg/1. The minimal (5% average) figures are less than 20 mg/1 and the 
maximal (5% average) may attain a concentration of 420 mg/1 (1991) to 1,020 
mg/1 (2008). The maximal concentrations are recorded mainly in the downstream 
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Older Alluvium but also in the upstream Bhander Sandstone, around urban 
centres. Minimal values are naturally recorded along the basin boundaries. 


The Chlorides distribution map of the basin pre-monsoon 2010 is presented in 
Drawing No. PAR-GW-005 (in Volume 3a). The entire area occupied by 
Bhander Sandstone and Alluvial aquifers bear fresh groundwater. Saline 
groundwater with 250-1,000 mg/1 concentration and beyond occurs in isolated 
localised in patches in the eastern, western part and along the south eastern 
boundary of the basin. Chloride concentration on levels of >1,000 mg/1 are 
found in the eastern part around Dhaulpur area. 

Aquifer-wise percentage area covered by various levels of Chloride 
concentrations in the basin is given in Table 4.4-1. 

Table 4.4-1: Aquifer-wise Percent Area Occupied with Various Levels of Chloride (mg/I) in 

Groundwater of Parbati Basin 


Basin 

Hydrogeological Unit 

Percent area Occi 
Various Levels of Cl 

jpied with 
iloride, mg/I 

<250 

250 -1,000 

> 1,000 

Parbati 

Older Alluvium 

75.26 

22.60 

2.14 

Bhander Sandstone 

85.45 

13.56 

0.99 

Basin Summary 

82.68 

16.02 

1.30 


Source: Groundwater chemical analysis data of pre-monsoon 20 


0 CGWB and RGWD 


From the above table, it may be observed that 75.26% area of Older Alluvium 
and 85.45% area for Bhander Sandstone units that comprise the basin, bear 
potable quality groundwater and only 17.32% bear non-potable groundwater 
with Chlorides levels of 250-1,000 mg/1 and more than 1,000 mg/1. 

4.4.3 Occurrence of Fluoride in Groundwater 

The average Fluoride values (see Fig. 4.4-2) are rather low, ranging from 0.46 
mg/1 to 1.67 mg/1 (slightly above the permissible value of 1.5 mg/1), with an 
average figure of 0.94 mg/1 and a linear annual drop of 0.01 mg/1. The minimal 
(lower 5%) values are 0.2 mg/1 and the maximal ones (of the highest 5%) may 
reach 2.5 mg/1, in the downstream Older Alluvium. The data used for preparing 
the graphs is given in Table 4.4-5 at the end of this chapter. 
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Figure 4.4-2 Long Term Average Fluoride Concentrations in Parbati Basin 1984-2010 



* No data for the lower 5% during the period 1984-1986 
Source: Groundwater chemical analysis data of CGWB and RGWD 

The distribution of Fluoride is shallow groundwater of the basin in pre-monsoon 
2010 is presented in Drawing No. PAR-GW-006 (in Volume 3a). A large part of 
the basin occupied by Older Alluvium and Bhander Sandstone aquifer units 
contain suitable groundwater quality with Fluoride levels within usable level of 
1.5 mg/1 for drinking water use. The adjoining Gambhir Basin contains Fluoride 
level of >1.5 mg/1 and is unsuitable for drinking water use. Percent area of 
aquifer units is given in Table 4.4-2. 


Table 4.4-2: Aquifer-wise Percent Area Occupied with Various Levels of 
Fluoride (mg/I) in Groundwater of Parbati Basin 


Basin 

Hydrogeological Unit 

Percent Area Occupied with 
Various Levels of Fluoride, mg/I 

<1.0 

1.0 -1.5 

>1.5 

Parbati 

Older Alluvium 

28.21 

32.02 

39.77 

Bhander Sandstone 

77.06 

20.11 

2.83 

Basin Summary 


63.75 

23.36 

12.89 


Source: Groundwater chemical analysis data of pre-monsoon 2010 CGWB and RGWD 


From Table 4.4-2 it may be seen that only 13% of the basin area comprises non- 
potable quality groundwater, most of which occur in the Older Alluvium unit of 
the basin in northeastern portion. A small area of about 2.83% also bears non- 
potable groundwater in Bhander Sandstone and 39.77% area in Older Alluvium 
unit of the basin. 
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4.4.4 Occurrence of Nitrates in Groundwater 

The average Nitrate (NO 3 ) concentration is shown in Figure 4.4-3; it ranges 
from 38 mg/1 to 134 mg/1, averaging 58 mg/1 with an annual average linear trend 
line shows rise of 0.55 mg/1. The data used for preparing the graphs is given in 
Table 4.4-5. The minimal values (of the lowest 5%) are 4.5 mg/1 only whereas 
the maximal (average highest 5%) are over 540 mg/1 (2000) and about 600 mg/1 
(2009). The time points and locations of the maximal records correlate exactly to 
the Chloride and EC peaks, most probably reflecting surface contamination foci, 
such as near Karauli. 


Figure 4.4-3: Long Term Average Nitrate Concentrations in Parbati Basin 1984-2010 



The Nitrate distribution map of the basin for pre-monsoon 2010 is given in 
Drawing No. PAR-GW-007 (in Volume 3a). From the drawing it can be seen 
that except for isolated pockets in the eastern, central and western parts of the 
basin occupied by Bhander Sandstone aquifer unit, which has Nitrate levels of 
45 to 100 mg/1 or more rest of the basin area is served with suitable quality 
groundwater with Nitrate levels of less than 45 mg/1. 


The aquifer-wise percent area occupied by Nitrate concentration levels is given 
in Table 4.4-3. 

Table 4.4-3: Aquifer-wise Percent Area Occupied with Various Levels of 
Nitrate in Groundwater of Parbati Basin 


Basin 

Hydrogeological Unit 

Percent Area Occupied with 
Various Levels of Nitrate, mg/I 

<45 

45 -100 

>100 

Parbati 

Older Alluvium 

81.89 

15.30 

2.72 

Bhander Sandstone 

75.67 

18.81 

5.52 

Basin Summary 

77.39 

17.85 

4.76 


Source: Groundwater chemical analysis data of pre-monsoon 2010 CGWB and RGWD 
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About 77.39% area of the basin bears safe Nitrate levels with NO 3 content of 
<45 mg/1 in the groundwater aquifer units in the basin. Of the two-aquifer units, 
about 81.98% safe area are of Older Alluvium and 75.67% of the Bhander 
Sandstone unit. The remaining about 22.61% area of the basin has unsuitable 
quality of groundwater in the range of 45-100 and >100 mg/1. 

4.4.5 Occurrence of EC in Groundwater 

The average Electrical Conductivity (EC) values in the basin is given in Figure 
4.4-4; it ranges from 753 pS/cm to 1,415 pS/cm, with an average figure of 1,035 
qS/cm and a linear rise of 10.3 qS/cm per year. The minimal (5% minimal 
values) figure is 271 qS/cm (2008) and the maximal average (5% highest) ones 
are 1,526 qS/cm (2007) and 6,055 qS/cm (2002), somewhat unexplainably high. 
The data used for preparing the graphs is given in Table 4.4-5. 


Figure 4.4-4: Long Term Average Electrical Conductivity values in Parbati Basin 1984-2010 



The EC distribution map in the groundwater of the basin pre-monsoon 2010 is 
presented in Drawing No. PAR-GW-008 (in Volume 3a). 


As shown, except from two small patches of 2,250-5,000 and >5,000 qS/cm 
occurring in Older Alluvium and Bhander Sandstone aquifer units of the basin in 
Dhaulpur District, the remaining part of the basin have low EC levels in 
groundwater up to 2,250 qS/cm zone, which is the upper limit of usability of 
water for irrigation purposes. 

Table 4.4-4 presents aquifer-wise distribution of EC in shallow groundwater of 
the basin. 
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Table 4.4-4: Aquifer-wise Percent Area Occupied with Various Levels of EC in Groundwater of 

Parbati Basin 


Basin 

Hydrogeological Unit 

Percent Area Occupied with 

Various Levels of Electrical Conductivity, 
pS/cm 

<750 

750 - 2,250 

2,250 - 5,000 

> 5,000 

Parbati 

Older Alluvium 

2.87 

72.26 

24.12 

0.75 

Bhander Sandstone 

18.17 

77.54 

3.32 

0.97 

Basin Summary 

14.00 

76.10 

8.98 

0.92 


Source: Groundwater chemical analysis data of pre-monsoon 2010 CGWB and RGWD 


According to the above table indicates that about 90% area of the basin have 
groundwater quality suitable for irrigation purpose. Only 10% of the basin area 
in the eastern part of the basin have groundwater quality unsuitable for irrigation 
and drinking purpose. 
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Table 4.4-5: Long Term Groundwater Quality Trends - Parbati Basin 


Year 

Season 

Chloride (mg/I) 

Electrical Conductivity (juS/cm) 

Fluoride (me 

/I) 

Nitrate (mg/I) 

5% UP 

AVERAGE 

5% DOWN 

5% UP 

AVERAGE 

5% DOWN 

5% UP 

AVERAGE 

5% DOWN 

5% UP 

AVERAGE 

5% DOWN 

1984 

Pre - Monsoon 

- 

107.36 

- 

- 

919.09 

- 

- 

0.65 

- 

- 

43.74 

- 

1984 

Post - Monsoon 

470.49 

93.51 

15.60 

2 , 921.33 

921.25 

495.00 

1.80 

0.62 

0.51 

387.50 

41.81 

7.44 

1985 

Pre - Monsoon 

556.20 

104.11 

20.56 

3 , 173.78 

939.34 

494.58 

2.00 

0.64 

0.48 

433.28 

51.09 

9.92 

1985 

Post - Monsoon 

641.90 

114.71 

25.53 

3 , 426.22 

957.43 

494.17 

2.20 

0.67 

0.46 

479.05 

60.38 

12.40 

1986 

Pre - Monsoon 

727.60 

125.31 

30.49 

3 , 678.67 

975.52 

3.75 

2.40 

0.69 

0.43 

524.83 

62.98 

14.88 

1986 

Post - Monsoon 

727.79 

125.08 

35.45 

3 , 536.67 

994.78 

475.00 

2.53 

0.87 

0.40 

505.40 

41.91 

17.36 

1987 

Pre - Monsoon 

707.62 

173.75 

50.81 

3 , 381.11 

959.62 

378.33 

2.47 

1.03 

0.53 

558.21 

50.40 

12.40 

1987 

Post - Monsoon 

645.39 

147.10 

48.09 

3 , 072.22 

873.69 

350.00 

2.58 

1.12 

0.63 

382.33 

40.38 

15.71 

1988 

Pre - Monsoon 

525.84 

86.69 

19.26 

2 , 790.00 

753.38 

371.67 

2.48 

1.30 

0.72 

393.74 

59.00 

21.30 

1988 

Post - Monsoon 

481.41 

91.74 

28.84 

3 , 246.67 

1 , 011.80 

456.67 

2.39 

1.48 

0.81 

405.16 

77.62 

26.89 

1989 

Pre - Monsoon 

435.33 

89.33 

26.00 

2 , 838.33 

932.03 

455.00 

2.30 

1.67 

0.90 

416.57 

96.24 

32.48 

1989 

Post - Monsoon 

612.93 

99.64 

23.04 

3 , 376.67 

967.36 

646.67 

2.13 

1.45 

0.87 

417.57 

76.82 

25.86 

1990 

Pre - Monsoon 

629.71 

124.09 

23.58 

3 , 223.33 

1 , 076.99 

571.67 

1.95 

1.23 

0.83 

418.68 

57.41 

19.23 

1990 

Post - Monsoon 

629.95 

108.24 

20.80 

3 , 450.00 

1 , 067.84 

490.00 

1.98 

1.15 

0.80 

416.14 

49.50 

15.82 

1991 

Pre - Monsoon 

719.99 

112.18 

25.23 

4 , 094.67 

904.42 

401.67 

2.00 

1.07 

0.77 

417.99 

41.59 

12.40 

1991 

Post - Monsoon 

419.02 

72.69 

20.80 

2 , 733.33 

771.11 

630.00 

1.77 

1.09 

0.73 

419.27 

40.14 

11.26 

1992 

Pre - Monsoon 

526.31 

131.24 

25.23 

3 , 450.00 

1 , 087.44 

645.00 

1.54 

1.11 

0.70 

412.52 

38.69 

10.13 

1992 

Post - Monsoon 

607.73 

133.26 

19.50 

3 , 500.00 

1 , 108.37 

493.33 

1.72 

1.05 

0.71 

416.04 

40.50 

11.16 

1993 

Pre - Monsoon 

648.44 

146.44 

40.06 

3 , 116.67 

1 , 052.64 

583.33 

1.89 

1.00 

0.71 

415.26 

42.30 

12.19 

1993 

Post - Monsoon 

582.44 

133.54 

34.33 

2 , 605.00 

830.40 

353.33 

1.91 

0.98 

0.72 

412.41 

42.10 

12.19 

1994 

Pre - Monsoon 

551.19 

98.28 

46.68 

1 , 923.33 

937.18 

703.33 

1.93 

0.97 

0.73 

414.66 

41.89 

12.19 

1994 

Post - Monsoon 

519.93 

119.08 

33.09 

2 , 973.33 

1 , 083.19 

426.67 

1.96 

0.96 

0.74 

418.77 

41.69 

12.19 

1995 

Pre - Monsoon 

475.03 

109.90 

33.09 

3 , 060.00 

942.08 

376.67 

1.98 

0.94 

0.74 

424.10 

41.48 

12.19 

1995 

Post - Monsoon 

678.28 

182.53 

37.81 

3 , 960.00 

1 , 108.41 

423.33 

2.00 

0.93 

0.75 

410.58 

41.28 

12.19 

1996 

Pre - Monsoon 

740.91 

143.92 

37.03 

4 , 121.67 

1 , 089.38 

375.56 

1.26 

0.79 

0.55 

418.87 

59.57 

13.85 

1996 

Post - Monsoon 

746.81 

159.62 

43.33 

3 , 983.33 

1 , 190.64 

447.78 

1.32 

0.76 

0.50 

414.40 

75.82 

14.16 

1997 

Pre - Monsoon 

727.67 

160.68 

39.00 

3 , 970.67 

1 , 073.36 

383.33 

1.38 

0.73 

0.46 

408.56 

63.09 

14.47 

1997 

Post - Monsoon 

708.53 

168.75 

49.63 

3 , 958.00 

1 , 027.68 

470.00 

1.41 

0.71 

0.43 

412.97 

97.81 

12.61 

1998 

Pre - Monsoon 

832.37 

177.28 

35.45 

4 , 005.33 

1 , 082.20 

343.33 

0.95 

0.71 

0.68 

423.30 

67.80 

15.09 

1998 

Post - Monsoon 

820.31 

162.09 

35.45 

4 , 076.00 

1 , 141.87 

426.67 

1.23 

0.66 

0.46 

417.27 

50.36 

4.55 

1999 

Pre - Monsoon 

836.62 

136.87 

30.72 

3 , 740.00 

855.88 

410.00 

1.25 

0.81 

0.49 

413.75 

51.05 

21.29 

1999 

Post - Monsoon 

628.65 

145.52 

30.72 

3 , 360.00 

1 , 050.72 

476.67 

1.81 

1.07 

0.73 

412.51 

71.02 

25.52 

2000 

Pre - Monsoon 

765.72 

118.43 

33.09 

3 , 496.67 

869.16 

410.00 

1.63 

1.07 

0.67 

545.81 

52.56 

15.91 

2000 

Post - Monsoon 

849.85 

124.97 

26.00 

3 , 890.67 

895.31 

396.67 

1.45 

1.08 

0.61 

415.08 

75.92 

20.67 
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Year 

Season 

Chloride (mg/I) 

Electrical Conductivity (juS/cm) 

Fluoride (me 

/I) 

Nitrate (mg 

/i) 

5% UP 

AVERAGE 

5% DOWN 

5% UP 

AVERAGE 

5% DOWN 

5% UP 

AVERAGE 

5% DOWN 

5% UP 

AVERAGE 

5% DOWN 

2001 

Pre - Monsoon 

879.63 

141.02 

27.18 

4 , 151.33 

897.45 

385.00 

1.38 

0.76 

0.55 

393.70 

96.27 

23.66 

2001 

Post - Monsoon 

850.54 

162.61 

27.57 

5 , 012.00 

1 , 074.89 

346.67 

1.38 

0.62 

0.34 

262.98 

90.08 

16.95 

2002 

Pre - Monsoon 

848.41 

156.13 

26.78 

5 , 406.00 

976.48 

386.67 

1.38 

0.80 

0.40 

288.86 

68.78 

13.43 

2002 

Post - Monsoon 

805.14 

189.62 

26.00 

6 , 055.56 

1 , 107.31 

426.67 

1.53 

1.06 

0.41 

247.68 

55.08 

19.01 

2003 

Pre - Monsoon 

785.94 

178.10 

25.41 

5 , 002.78 

1 , 083.67 

443.33 

1.53 

1.08 

0.49 

205.25 

53.73 

16.74 

2003 

Post - Monsoon 

706.64 

166.58 

24.82 

3 , 950.00 

1 , 060.03 

460.00 

1.53 

1.11 

0.57 

162.82 

52.39 

14.47 

2004 

Pre - Monsoon 

716.56 

172.41 

29.82 

3 , 870.44 

1 , 184.30 

483.22 

1.49 

1.13 

0.54 

166.94 

50.36 

16.60 

2004 

Post - Monsoon 

700.31 

178.25 

34.82 

3 , 790.89 

1 , 172.81 

506.44 

1.45 

1.13 

0.51 

171.06 

48.33 

18.73 

2005 

Pre - Monsoon 

672.84 

184.08 

39.82 

3 , 711.33 

1 , 161.32 

529.67 

1.41 

1.13 

0.48 

175.17 

46.30 

20.85 

2005 

Post - Monsoon 

651.38 

180.18 

44.82 

3 , 722.33 

1 , 142.98 

552.89 

1.36 

1.14 

0.45 

190.71 

44.46 

22.98 

2006 

Pre - Monsoon 

643.80 

176.28 

49.83 

3 , 733.33 

1 , 124.65 

576.11 

1.32 

1.14 

0.42 

206.25 

42.61 

25.11 

2006 

Post - Monsoon 

643.01 

177.73 

47.27 

4 , 500.00 

1 , 180.50 

453.33 

1.17 

0.99 

0.34 

141.26 

42.43 

23.23 

2007 

Pre - Monsoon 

636.50 

109.31 

35.45 

1 , 526.67 

841.86 

408.33 

1.01 

0.83 

0.27 

76.26 

42.25 

21.35 

2007 

Post - Monsoon 

636.22 

156.75 

62.19 

2 , 893.33 

1 , 014.86 

393.57 

1.18 

0.72 

0.54 

137.64 

50.92 

21.75 

2008 

Pre - Monsoon 

686.22 

276.25 

88.93 

1 , 795.00 

1 , 266.26 

1 , 277.14 

1.13 

0.71 

0.63 

90.93 

48.67 

17.50 

2008 

Post - Monsoon 

736.22 

278.29 

46.54 

2 , 986.67 

1 , 415.22 

271.43 

1.16 

0.69 

0.41 

133.56 

65.79 

14.47 

2009 

Pre - Monsoon 

786.22 

285.89 

36.66 

3 , 002.67 

1 , 268.84 

268.57 

1.07 

0.56 

0.28 

195.51 

84.20 

19.84 

2009 

Post - Monsoon 

966.60 

372.56 

36.97 

3 , 585.33 

1 , 302.89 

265.71 

0.99 

0.46 

0.17 

257.46 

133.99 

26.04 

2010 

Pre - Monsoon 

1 , 020.55 

348.22 

37.27 

4 , 197.00 

1 , 157.13 

262.86 

0.90 

0.57 

0.18 

202.80 

84.74 

27.42 

2010 

Post - Monsoon 

927.96 

330.60 

37.58 

4 , 441.00 

1 , 146.66 

260.00 

1.02 

0.63 

0.18 

- 

- 

- 
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4.5 Groundwater Draft 

4.5.1 Historic Groundwater Drafts (1995-2009) 

Table 4.5-1 presents and Figure 4.5-1 depicts the historic annual drafts from 
groundwater in the basin. 

Table 4.5-1: Groundwater Draft in Parbati Basin 1995-2009 


Basin 

1995 

2001 

2004 

2007 2009 

1995-21 

309 

Groundwater Draft [Mm 3 ] 

Relative Change [%] 

Rate of Change 
[Mm 3 /yr] 

Parbati 

88.16 

120.63 

122.53 

127.29 143.34 

62.60 

3.68 


Source: CGWB and RGWD 
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Figure 4.5-1: Groundwater Draft in Parbati Basin 1995-2009 
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As shown, the annual drafts in the basin during the examination period increased 
from ~88 Mm 3 in 1995 to -143 Mm 3 in the 2009, a total increase of -55 Mm 3 in 
15 years. The average annual increase rate is 3.7 Mm 3 /yr, while the overall 
relative increase is 63% (Table 4.5-1, Figure 4.5-1). 

The pattern of the annual drafts in the years 1984-2010 can be divided into three 
stages: 

1995-2001: increase from 88 to 120 Mm , a rise of 36% in six years. 

2001-2007: stable drafts with minor increase from 120 to 127 Mm (change of 
5.5% in six years). 

2007-2009: increase from 127 to 143 Mm 3 , over 12% increase in two years. 

During 1995 to 2002 a gradual decline in the annual rainfall was recorded. The 
decline in natural rainfall must have directly affected the groundwater 
exploitation, which rose dramatically during these years. As a result, severe 
decline in the average groundwater levels, in the range of 1.7 m/yr, was 
recorded. 

4.5.2 Groundwater Draft (Year 2010) 

The current total groundwater extractions in the basin are assessed as 155.76 

a o 

Mm , out of which 106.12 Mm alone are contributed by the Older Alluvium 
unit of the basin. The aquifer-wise details of groundwater draft in the basin is 
given in Table 4.5-2 (for details see Section 3.2.6, Annex GW-5(a) & (b) of 
Main Report). 


Table 4.5-2: Details of Groundwater Draft in Parbati Basin (Year 2010) 


Basin 

Hydrogeological Unit 

Gross Dral 

f in Fresh Groundwater 

Agricultural, 

Mm 3 /yr 

Domestic 

and 

Industrial, 

Mm 3 /yr 

All Uses, 
Mm 3 /yr 

Parbati 

Bhander Sandstone 

39.45 

10.19 

49.64 

Older Alluvium 

101.06 

5.06 

106.12 

Basin Total 


140.51 

15.25 

155.76 


4.6 Groundwater Resources 

4.6.1 Assessment of Fresh Dynamic Groundwater Resources 

The total annually assessed fresh dynamic groundwater resource in the basin for 
year 2010 is 128.50 Mm 3 against which the groundwater draft is 155.76 Mm 3 . 
The stage of groundwater development is 121.21% and the basin is categorised 
as groundwater over-exploited basin, as shown in Table 4.6-1 (a). 


Table 4.6-l(a): Fresh Dynamic Groundwater Availability in Parbati Basin (Year 2010) 


Basin 

Net 

Groundwater 

Availability, 

Mm 3 

Gross Draft 
for All 
Uses, Mm 3 

Stage of 
Groundwater 
Development, 

% 

Category 

Parbati 

128.50 

155.76 

121.21 

Over Exploited 


The further details of fresh dynamic groundwater availability in various micro¬ 
watersheds of Parbati Basin for year 2010 is given in Table 4.6-l(b) (for details 
see Section 3.2.7, Annex GW-6(a) & (b) of Main Report). 


App. PAR-IN-24740-R13-073 July, 2014 

Surface and Groundwater Availability 
323 





STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table 4.64(b): Micro Watershed and Aquifer Wise Fresh Dynamic Groundwater Availability in 

Parbati Basin (Year 2010) 


Basin 

Micro Watershed 

Hydrogeological Unit 

Fresh Dynamic 
Groundwater 
Availability, Mm 3 


001 

Older Alluvium 

2.52 


002 

Bhander Sandstone 

4.47 


Older Alluvium 

6.18 


Sub Total 


10.65 


003 

Bhander Sandstone 

1.56 


004 

Bhander Sandstone 

7.83 


005 

Bhander Sandstone 

5.99 


006 

Bhander Sandstone 

4.47 


007 

Bhander Sandstone 

4.48 


008 

Bhander Sandstone 

2.88 


009 

Bhander Sandstone 

6.16 


010 

Bhander Sandstone 

2.90 


Oil 

Bhander Sandstone 

4.96 


012 

Older Alluvium 

10.03 


013 

Bhander Sandstone 

7.45 


Older Alluvium 

0.04 


Sub Total 


7.49 

Parbati 

014 

Older Alluvium 

4.85 

015 

Bhander Sandstone 

0.01 


Older Alluvium 

11.98 


Sub Total 


11.99 


016 

Bhander Sandstone 

3.89 


Older Alluvium 

4.69 


Sub Total 


8.58 


017 

Bhander Sandstone 

0.13 


Older Alluvium 

12.26 


Sub Total 


12.39 


018 

Bhander Sandstone 

7.68 


Older Alluvium 

0.94 


Sub Total 


8.62 


019 

Bhander Sandstone 

3.43 


Older Alluvium 

2.59 


Sub Total 


6.01 


020 

Bhander Sandstone 

0.65 


Older Alluvium 

3.49 


Sub Total 


4.13 

Basin Total 

128.50 


Note: For details of Micro-watersheds see Table 2.1-2 and Figure 2.1-3. 
Source: CGWB and RGWD 


4.6.2 Assessment of Saline Dynamic Groundwater Resources 

The availability of saline dynamic ground water resource in the basin is assessed 
as Nil. 

4.6.3 Assessment of Fresh Static Groundwater Resources 

Parbati Basin constitutes only 103.69 Mm 3 fresh static groundwater resources 
contained in two aquifer units for the year 2010. The Older Alluvium unit 
constitutes 85.27 Mm 3 and Bhander Sandstone 18.42 Mm 3 . Micro watershed and 
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aquifer unit-wise fresh static groundwater resources are given in Table 4.6-2. 
(for details see Section 3.2.8, Annex GW-7(a) & (b) of Main Report). 

Table 4.6-2: Micro Watershed and Aquifer Wise Fresh Static Groundwater Resources in Parbati 

Basin (Year 2010) 


Basin 

Micro Watershed 

Hydrogeological Unit 

Fresh Static 
Groundwater 
Availability, 
Mm 3 

Parbati 

001 

Older Alluvium 

4.10 

002 

Bhander Sandstone 

0.99 

Older Alluvium 

9.34 

Sub Total 


10.32 

003 

Bhander Sandstone 

0.45 

004 

Bhander Sandstone 

2.68 

005 

Bhander Sandstone 

1.77 

006 

Bhander Sandstone 

0.77 

007 

Bhander Sandstone 

0.96 

008 

Bhander Sandstone 

0.65 

009 

Bhander Sandstone 

1.44 

010 

Bhander Sandstone 

0.86 

Oil 

Bhander Sandstone 

1.61 

012 

Older Alluvium 

12.06 

013 

Bhander Sandstone 

2.31 

Older Alluvium 

0.24 

Sub Total 


2.55 

014 

Older Alluvium 

5.74 

015 

Bhander Sandstone 

- 

Older Alluvium 

17.13 

Sub Total 


17.13 

016 

Bhander Sandstone 

1.03 

Older Alluvium 

6.59 

Sub Total 


7.61 

017 

Bhander Sandstone 

0.05 

Older Alluvium 

17.99 

Sub Total 


18.03 

018 

Bhander Sandstone 

1.83 

Older Alluvium 

2.10 

Sub Total 


3.93 

019 

Bhander Sandstone 

0.85 

Older Alluvium 

4.61 

Sub Total 


5.46 

020 

Bhander Sandstone 

0.17 

Older Alluvium 

5.36 

Sub Total 


5.53 

Basin Toi 

tal 

103.69 


Source: CGWB and RGWD 


4.6.4 Assessment of Saline Static Groundwater Resources 

The net availability of saline static ground water resource in the basin is assessed 
as Nil. 
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5. Summary of Water Availability 

5.1 Assessment Considerations 

Availability of water originating from various sources depends upon the source 

nature and subject to the following ToR requirements: 

• Locally generated surface water the starting point for its rational utilization is 
its availability in terms of ‘native’ or ‘virgin’ (un-intercepted) status, with its 
due dependability nature is considered the ‘hydrologic planning base data’ of 
this part of the Basin’s water sources. 

• In the case of imported water, the governing factor is the on-going (current) 
management of the relevant agreements. Dependability levels of this source 
of water relates to its own source, assumed to be maintained through the 
relevant delivery system. 

• Also for groundwater, its availability for long-term exploitation, clear of any 
current State of overdraft is the basic element. Since it is a derivative of 
rainfall, the dependability level of such rechargeable ‘dynamic’ groundwater 
availability relies on the statistic occurrence of precipitation. 

5.2 Basin Summary of Available Water 

The analysis above have been oriented according to the aforementioned 

assessment considerations, culminated in a summary as shown in Table 5.2-1. 


Table 5.2-1: Summary of Available Water Resources in Parbati Basin, Mm 3 (2010) 


Property 

Dependability Level 

Mean 

25% 

50% 

75% 

90% 

Fresh Water 






Local Surface Water (virgin), Mm 3 /yr 

427.18 

574.90 

380.10 

235.60 

148.60 

Imported Water, Mm 3 /yr 

- 

- 

- 

- 

- 

Fresh Dynamic Groundwater, Mm 3 /yr 

128.50 





Fresh Static Groundwater, Mm 3 /yr 

103.69 





Total Available Fresh Water, Mm 3 /yr 

659.37 





Saline Groundwater 






Saline Dynamic Groundwater, Mm 3 /yr 

0.00 





Saline Static Groundwater, Mm 3 /yr 

0.00 





Total Available Saline Groundwater, Mm 3 /yr 

0.00 





Note: For groundwater, assessment is done for M 

ean Annual Availability as 

per GEC methodology. 
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Annex PAR-1 

Data Used for Model Calibration at Selected Sites and respective 

Model Simulated Values 


Parbati Dam 

Observed Reservoir capacity data was obtained from WRD department for 
Parbati Dam, Ramsagar Dam and Urmila Sagar Dam for the duration 1996-2010 
and is presented in Table Al-1 to Al-3 below. 


Table Al-1: Parbati Dam Gauge-Capacity Data 


Year 

Gauge, 

m 

Capacity, 

Mm 3 

Gauge, 

m 

Capacity, 

Mm 3 

Gauge, 

m 

Capacity, 

Mm 3 

Gauge, 

m 

Capacity, 

Mm 3 

Remarks 

June 

July 

August 

September 

1996 

214.70 

23.74 

215.05 

25.82 

215.45 

28.62 

215.45 

28.62 


1997 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

No water 
stored due to 
rehabilitation works 

1998 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1999 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


2000 

207.80 

NA 

216.90 

38.84 

217.60 

44.32 

218.05 

46.67 


2001 

215.90 

31.67 

222.00 

95.58 

222.10 

97.24 

222.20 

98.90 


2002 

212.90 

13.84 

212.70 

12.96 

215.30 

27.63 

215.40 

28.29 


2003 

212.90 

13.84 

219.80 

65.75 

222.20 

98.40 

223.07 

113.35 


2004 

213.80 

18.39 

214.15 

20.36 

221.70 

90.36 

222.90 

94.01 


2005 

213.00 

14.29 

221.20 

83.59 

221.10 

82.16 

221.00 

80.71 


2006 

214.30 

21.27 

217.80 

46.00 

217.60 

44.32 

217.50 

43.46 


2007 

215.00 

25.64 

215.50 

28.95 

216.40 

35.19 

217.30 

41.92 


2008 

221.10 

82.16 

223.00 

112.17 

223.00 

112.17 

223.35 

118.86 


2009 

213.65 

17.59 

214.95 

25.33 

217.70 

45.16 

218.60 

53.18 


2010 

212.60 

12.52 

214.10 

20.07 

217.80 

46.00 

221.50 

87.85 



Source: WRD, GoR 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table Al-2: Ram Sagar Dam Gauge-Capacity Data 


Year 

Gauge, 

m 

Capacity, 

Mm 3 

Gauge, 

m 

Capacity, 

Mm 3 

Gauge, 

m 

Capacity, 

Mm 3 

Gauge, 

m 

Capacity, 

Mm 3 

June 

July 

Aug 

|USt 

September 

1996 

215.64 

16.56 

215.92 

17.80 

218.23 

27.80 

218.27 

30.48 

1997 

213.45 

8.07 

215.34 

10.60 

216.71 

22.40 

217.26 

25.89 

1998 

212.75 

6.14 

215.25 

14.70 

218.08 

27.80 

218.08 

30.48 

1999 

213.78 

9.11 

215.61 

NA 

218.20 

27.80 

218.20 

30.48 

2000 

NA 

NA 

215.22 

14.60 

216.71 

22.40 

216.77 

22.80 

2001 

212.08 

4.70 

217.96 

30.48 

217.87 

30.16 

218.02 

30.48 

2002 

211.59 

3.65 

211.22 

7.65 

214.36 

11.10 

214.52 

11.68 

2003 

212.35 

5.21 

214.46 

11.50 

215.95 

18.10 

217.59 

28.17 

2004 

212.08 

4.60 

211.86 

4.20 

216.01 

18.40 

216.04 

18.60 

2005 

211.19 

NA 

215.19 

14.40 

215.37 

15.30 

215.25 

14.70 

2006 

213.14 

7.20 

213.82 

9.20 

213.66 

8.70 

213.63 

8.60 

2007 

211.47 

3.40 

211.80 

4.00 

212.41 

5.40 

213.82 

9.20 

2008 

217.99 

30.48 

217.99 

30.48 

217.96 

30.48 

217.93 

30.48 

2009 

211.13 

2.70 

211.44 

3.30 

213.05 

7.00 

214.06 

10.00 

2010 

212.21 

4.87 

212.29 

5.07 

216.04 

18.58 

217.84 

29.95 


Source: WRD, GoR 


Table Al-3: Urmila Sagar Dam Gauge-Capacity Data 


Year 

Gauge, 

m 

Capacity, 

Mm 3 

Gauge, 

m 

Capacity, 

Mm 3 

Gauge, 

m 

Capacity, 

Mm 3 

Gauge, 

m 

Capacity, 

Mm 3 

June 

July 

August 

September 

1996 

205.86 

4.69 

207.78 

11.20 

210.07 

15.20 

210.77 

18.34 

1997 

205.40 

3.92 

206.04 

13.20 

207.96 

NA 

207.57 

7.98 

1998 

204.09 

2.41 

205.55 

7.20 

207.96 

11.50 

208.18 

9.53 

1999 

NA 

NA 

204.37 

4.82 

207.41 

7.74 

208.66 

10.91 

2000 

NA 

NA 

207.08 

6.88 

207.32 

7.53 

207.32 

7.53 

2001 

205.92 

7.90 

208.45 

12.40 

209.12 

13.60 

209.00 

11.94 

2002 

202.63 

1.68 

202.29 

1.31 

205.89 

7.80 

206.74 

11.15 

2003 

203.05 

2.78 

205.49 

7.10 

206.26 

8.50 

207.51 

7.91 

2004 

NA 

18.40 

204.79 

5.90 

209.00 

13.40 

208.79 

13.00 

2005 

205.07 

6.40 

208.66 

12.80 

209.09 

13.50 

208.91 

13.20 

2006 

203.54 

3.70 

205.74 

7.60 

205.58 

7.30 

205.80 

7.70 

2007 

205.46 

7.10 

205.43 

7.00 

205.89 

7.80 

206.26 

8.50 

2008 

207.63 

10.90 

208.69 

12.80 

209.43 

14.10 

209.33 

14.00 

2009 

202.48 

1.70 

203.27 

3.20 

203.88 

4.30 

204.06 

4.60 

2010 

201.47 

0.00 

205.68 

7.46 

207.38 

10.49 

207.93 

11.46 


Source: WRD, GoR 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table Al-4: Observed-Simulated Values at Urmila Sagar Dam during Calibration Period 


Year 

Month 

Observed 

Simulated 

1996 

Jun 

4.64 

2.51 

Jul 

8.53 

9.43 

Aug 

15.83 

16.21 

1997 

Jun 

3.92 

1.77 

Jul 

4.95 

1.77 

Aug 

8.98 

9.43 

1998 

Jun 

2.41 

1.78 

Jul 

4.15 

5.97 

Aug 

8.98 

14.79 

1999 

Jul 

2.66 

2.17 

Aug 

7.67 

14.27 

2000 

Jul 

6.96 

3.50 

Aug 

7.46 

7.80 

Sept 

7.46 

9.21 

2001 

Jun 

4.75 

1.21 

Jul 

10.30 

13.45 

Aug 

12.33 

16.21 

2002 

Jun 

1.44 

1.38 

Jul 

1.31 

1.36 

Aug 

4.69 

4.58 

2003 

Jun 

1.65 

0.00 

Jul 

4.06 

4.21 

Aug 

5.33 

9.84 

2004 

Jul 

3.12 

0.00 

Aug 

11.94 

8.42 

Sept 

11.28 

10.92 

2005 

Jun 

3.45 

0.00 

Jul 

10.91 

9.52 

Aug 

12.23 

10.71 

Sept 

11.65 

10.65 

2006 

Jun 

1.97 

0.00 

Jul 

4.44 

4.67 

Aug 

4.25 

7.81 

Sept 

4.54 

7.76 

2007 

Jun 

4.01 

0.49 

Jul 

3.96 

0.81 

Aug 

4.69 

1.34 

Sept 

5.33 

3.38 

2008 

Jun 

8.16 

9.12 

Jul 

11.00 

16.21 

Aug 

13.36 

16.21 

Sept 

13.04 

16.04 

2009 

Jun 

1.38 

1.36 

Jul 

1.78 

1.35 

Aug 

2.23 

3.43 

Sept 

2.38 

3.77 

Mean 


6.33 

6.45 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Annex PAR-2 

Yearly Virgin Water Yields for Parbati Basin at 

Basin Outlet 

It should be noted that Parbati Basin being the same, Virgin water yield series 
and dependabilities are provided at Parbati Basin outlet. 


Table A2-1: Virgin Water Yield Series for Parbati Basin, Mm 3 


Year 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual 

1973 

0.13 

0.09 

0.04 

0.01 

0.01 

0.60 

31.74 

375.88 

149.57 

15.28 

0.68 

0.15 

574.18 

1974 

0.09 

0.02 

0.01 

0.00 

0.00 

0.00 

157.00 

226.59 

10.94 

50.64 

5.76 

11.49 

462.54 

1975 

2.91 

0.10 

0.01 

0.00 

0.00 

3.39 

111.76 

257.34 

260.63 

16.59 

0.33 

0.16 

653.22 

1976 

0.11 

0.05 

0.01 

0.01 

0.03 

40.12 

206.96 

539.71 

180.81 

8.88 

0.27 

0.19 

977.15 

1977 

0.13 

0.08 

0.04 

0.01 

0.01 

0.00 

171.60 

410.55 

384.10 

27.99 

0.34 

0.22 

995.07 

1978 

0.14 

0.07 

0.03 

0.01 

0.01 

0.00 

0.41 

120.71 

68.92 

0.86 

0.10 

0.06 

191.32 

1979 

0.03 

9.54 

4.61 

0.00 

0.00 

0.02 

81.08 

48.36 

0.60 

0.11 

0.07 

0.04 

144.46 

1980 

0.00 

0.00 

0.00 

0.00 

0.00 

1.30 

148.24 

177.07 

78.62 

0.64 

0.14 

0.10 

406.11 

1981 

0.07 

0.00 

0.00 

0.00 

0.00 

0.00 

186.04 

172.32 

7.75 

6.98 

0.12 

0.11 

373.39 

1982 

0.05 

0.02 

0.00 

0.00 

0.10 

0.02 

1.44 

331.76 

108.86 

0.81 

0.23 

0.14 

443.43 

1983 

0.08 

0.03 

0.01 

0.01 

0.01 

0.03 

62.02 

109.86 

77.75 

8.83 

0.21 

0.09 

258.93 

1984 

0.05 

0.02 

0.01 

0.00 

0.00 

0.00 

50.97 

81.23 

219.71 

3.74 

0.18 

0.10 

356.01 

1985 

0.06 

0.01 

0.01 

0.00 

0.00 

0.00 

36.32 

137.65 

19.22 

44.47 

1.70 

0.09 

239.53 

1986 

0.03 

0.03 

0.03 

0.00 

0.00 

0.01 

38.11 

66.91 

7.68 

4.12 

0.11 

0.06 

117.09 

1987 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

18.17 

61.68 

1.97 

0.11 

0.09 

82.06 

1988 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

104.23 

201.34 

39.20 

41.16 

0.70 

0.11 

386.77 

1989 

0.07 

0.01 

0.00 

0.00 

0.00 

0.00 

27.90 

61.78 

58.67 

0.48 

0.11 

0.07 

149.09 

1990 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

85.30 

139.23 

429.57 

61.79 

0.64 

0.22 

716.76 

1991 

0.13 

0.05 

0.02 

0.01 

0.01 

0.00 

2.85 

123.89 

95.80 

0.74 

0.14 

0.10 

223.74 

1992 

0.08 

0.03 

0.01 

0.00 

0.00 

0.00 

0.10 

173.23 

240.18 

141.03 

19.34 

2.94 

576.94 

1993 

0.17 

0.08 

0.06 

0.03 

0.01 

0.01 

26.33 

41.61 

230.41 

14.03 

0.18 

0.11 

313.03 

1994 

0.09 

0.04 

0.01 

0.00 

0.00 

0.00 

23.97 

164.10 

28.29 

0.17 

0.11 

0.06 

216.84 

1995 

0.02 

0.00 

0.00 

0.00 

0.00 

0.00 

45.34 

513.84 

314.33 

5.96 

0.31 

0.20 

880.00 

1996 

0.12 

0.08 

0.04 

0.01 

0.01 

4.40 

88.62 

428.14 

278.48 

7.34 

0.27 

0.17 

807.68 

1997 

0.13 

0.04 

0.02 

0.01 

0.00 

0.00 

1.94 

272.56 

178.99 

24.83 

1.44 

47.19 

527.15 

1998 

1.54 

0.09 

0.06 

0.03 

0.01 

2.48 

200.79 

316.91 

149.53 

68.17 

1.84 

0.21 

741.66 

1999 

0.11 

0.05 

0.03 

0.01 

0.01 

0.01 

6.16 

265.93 

143.20 

5.81 

0.17 

0.14 

421.63 

2000 

0.05 

0.01 

0.00 

0.00 

0.00 

0.00 

38.57 

179.31 

52.88 

0.39 

0.15 

0.56 

271.92 

2001 

0.03 

0.01 

0.01 

0.00 

0.05 

6.36 

262.65 

144.78 

42.08 

3.12 

0.13 

0.11 

459.33 

2002 

0.03 

5.13 

0.41 

0.02 

0.00 

0.10 

0.20 

133.81 

144.97 

9.12 

0.18 

0.12 

294.09 

2003 

0.06 

0.02 

0.01 

0.00 

0.00 

0.02 

70.62 

169.07 

185.03 

20.17 

1.93 

0.16 

447.09 

2004 

0.09 

0.04 

0.02 

0.01 

0.01 

0.00 

0.65 

175.29 

106.84 

17.17 

0.17 

0.12 

300.41 

2005 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

202.32 

74.34 

48.79 

16.74 

1.10 

0.91 

344.26 

2006 

0.02 

0.00 

0.00 

0.00 

0.00 

0.05 

108.17 

91.72 

17.04 

1.99 

0.10 

0.04 

219.13 

2007 

0.01 

13.93 

17.04 

0.24 

0.04 

0.88 

1.17 

51.27 

96.21 

1.37 

0.14 

0.07 

182.37 

2008 

0.03 

0.01 

0.00 

0.00 

0.00 

190.11 

314.57 

185.99 

63.35 

9.43 

0.20 

0.14 

763.83 

2009 

0.07 

0.02 

0.01 

0.01 

0.00 

0.00 

0.06 

57.90 

51.47 

135.23 

2.27 

0.18 

247.22 

2010 

0.09 

0.04 

0.02 

0.01 

0.01 

0.00 

26.89 

216.08 

168.29 

21.85 

21.24 

12.88 

467.40 

% yield 

0.04 

0.18 

0.14 

0.00 

0.00 

1.54 

18.01 

44.70 

29.57 

4.93 

0.39 

0.49 


Mean 

0.18 

0.78 

0.59 

0.01 

0.01 

6.58 

76.92 

190.95 

126.33 

21.05 

1.66 

2.10 

427.18 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Annex PAR-3 

Water Balance Components of Parbati Basin in Terms of Depth 

(1973-2010) 


Table A3-1: Annual Water Balance Components for Parbati Basin, mm 


YEAR 

PCP 

ET 

WYLD 

PET 

PERC 

SURQ 

GW_Q 

LAT_Q 

Sub-surface 

percolation 

1973 

684.00 

325.68 

314.21 

1588.00 

347.00 

9.99 

303.04 

1.19 

43.61 

1974 

607.00 

296.40 

247.35 

1578.00 

293.00 

1.93 

244.35 

1.07 

48.68 

1975 

705.00 

324.16 

337.42 

1562.00 

380.00 

15.02 

321.10 

1.30 

58.43 

1976 

973.00 

360.41 

521.98 

1555.00 

549.00 

60.85 

459.39 

1.73 

89.29 

1977 

983.00 

340.00 

551.94 

1522.00 

608.00 

33.10 

517.14 

1.70 

90.43 

1978 

433.00 

274.51 

112.73 

1606.00 

160.00 

2.31 

109.69 

0.74 

50.54 

1979 

363.00 

267.76 

73.85 

1629.00 

111.00 

1.43 

71.80 

0.62 

38.96 

1980 

633.00 

313.43 

215.27 

1609.00 

281.00 

7.58 

206.72 

0.98 

73.89 

1981 

555.00 

305.50 

197.38 

1587.00 

257.00 

1.13 

195.27 

0.97 

61.92 

1982 

683.00 

357.10 

240.51 

1551.00 

303.00 

6.91 

232.51 

1.08 

70.76 

1983 

566.00 

385.91 

131.60 

1565.00 

190.00 

1.22 

129.46 

0.93 

60.65 

1984 

548.00 

287.00 

198.63 

1634.00 

251.00 

11.55 

186.24 

0.84 

64.26 

1985 

492.00 

283.86 

143.85 

1602.00 

189.00 

12.16 

130.99 

0.70 

57.78 

1986 

448.00 

355.38 

60.64 

1570.00 

99.70 

0.08 

59.92 

0.65 

39.74 

1987 

391.00 

287.32 

43.87 

1605.00 

84.70 

4.51 

38.86 

0.50 

45.87 

1988 

631.00 

358.28 

211.87 

1516.00 

277.00 

2.89 

208.03 

0.96 

68.82 

1989 

420.00 

302.18 

73.77 

1604.00 

120.00 

1.25 

71.84 

0.68 

48.09 

1990 

798.00 

323.34 

385.67 

1545.00 

439.00 

30.94 

353.40 

1.33 

85.84 

1991 

427.00 

252.63 

110.01 

1605.00 

150.00 

6.99 

102.22 

0.80 

47.61 

1992 

742.00 

350.52 

307.57 

1576.00 

383.00 

11.66 

294.70 

1.22 

88.56 

1993 

519.00 

320.81 

158.34 

1590.00 

204.00 

5.90 

151.47 

0.98 

52.52 

1994 

498.00 

324.82 

123.08 

1555.00 

173.00 

1.33 

121.02 

0.74 

51.70 

1995 

868.00 

300.25 

481.09 

1571.00 

534.00 

30.61 

449.03 

1.45 

84.88 

1996 

892.00 

366.03 

446.44 

1490.00 

509.00 

13.44 

431.48 

1.52 

77.45 

1997 

729.00 

355.36 

271.26 

1552.00 

348.00 

4.26 

265.71 

1.29 

82.71 

1998 

853.00 

388.76 

395.32 

1553.00 

463.00 

14.53 

379.16 

1.63 

83.96 

1999 

582.00 

288.66 

237.19 

1576.00 

280.00 

15.87 

220.34 

0.98 

59.96 

2000 

528.00 

328.26 

138.43 

1572.00 

193.00 

3.43 

134.11 

0.88 

59.00 

2001 

709.00 

398.78 

254.33 

1504.00 

299.00 

13.37 

239.86 

1.10 

59.51 

2002 

595.00 

357.37 

166.85 

1522.00 

224.00 

4.01 

161.94 

0.89 

61.99 

2003 

643.00 

346.36 

221.84 

1533.00 

289.00 

4.00 

216.70 

1.15 

71.99 

2004 

558.00 

342.42 

167.54 

1559.00 

221.00 

1.99 

164.71 

0.85 

56.19 

2005 

596.00 

336.75 

200.59 

1545.00 

251.00 

5.63 

194.11 

0.85 

56.69 

2006 

498.00 

337.43 

115.17 

1506.00 

166.00 

0.74 

113.63 

0.80 

52.04 

2007 

568.00 

418.62 

101.47 

1561.00 

152.00 

1.36 

99.31 

0.80 

52.19 

2008 

874.00 

387.82 

387.62 

1487.00 

468.00 

8.10 

377.92 

1.59 

90.18 

2009 

508.00 

317.27 

121.66 

1566.00 

181.00 

2.09 

118.72 

0.86 

62.48 

2010 

692.00 

362.87 

252.26 

1510.00 

316.00 

4.70 

246.45 

1.12 

69.83 

Mean 

626.00 

332.37 

229.49 

1562.00 

283.00 

9.44 

219.01 

1.04 

63.66 


Where, 

PRECIP: Rainfall 

PET: Potential evapotranspiration 

ET: Actual evapotranspiration 

PERC: Percolation (Shallow+Deep) 

SURQ: Direct Surface Runoff 
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GW_Q: Baseflow 

WYLD: Total Water yield (SURQ + GW_Q + Lateral Flow) 

LAT_Q: Lateral flow 

Sub-surface percolation =PERC - GW_Q 


Table A3-2: Mean Monthly Water Balance Components for Parbati Basin, mm 


Month 

Rainfall , 

mm 

Water Yield , mm 
(% Rainfall 
Contribution ) 

Evapotranspiration , 

mm 

Sub-surface 

percolation , 

mm 

Jan 

3.40 

0.11 (3.20) 

6.47 

0.00 

Feb 

9.01 

0.44 (4.90) 

8.44 

0.74 

Mar 

3.82 

0.32 (8.40) 

15.44 

0.00 

Apr 

2.67 

0.02 (0.70) 

50.71 

0.01 

May 

9.45 

0.01 (0.10) 

9.51 

0.04 

Jun 

60.83 

3.16 (5.20) 

25.49 

5.37 

Jul 

205.55 

39.00 (19.00) 

67.28 

42.71 

Aug 

206.34 

102.92 (49.90) 

67.61 

26.48 
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1. Introduction 

1.1 General 

Sabi River originates from the eastern slopes of the Saiwar Protected Forest hills 
in Sikar District of Rajasthan State. After covering about 157 km distance in the 
State, it enters Haryana beyond Kotkasim, near village Ujauli and covers a total 
distance of about 222 km up to Dhasa Bund. In some of its reaches, from 
Mandawar and Kotkasim to Haryana border, meandering of the river causes 
bank erosion. Otherwise, the river has a defined course up to Pataudi railway 
station and thereafter the water spreads, flowing into several branches, till its 
outfall into the link drain from Jahajgarh Jheel to Najafgarh Jheel. The flow 
ultimately joins Yamuna River through the Najafgarh Drain. The general layout 
of Sabi Basin is shown in Drawing No. SAB-GEN-001 (in Volume 3b). 

The catchment area of Sabi River in Rajasthan is 4,523.67 km 2 which covers 
parts of Jaipur, Alwar and Sikar Districts, between latitudes 27°16' and 28°1T 
and longitudes 75°42' and 76°57’ (See Table 1.1-1). The main tributaries of Sabi 
are Sota, Kotkasim Drain and Indori Nallah. The administrative unit setup of 
Sabi Basin is shown in Drawing No. SAB-GEN-002 (in Volume 3b). 


Table 1.1-1: District s and Blocks Falling within Sabi Basin 


District 

Block 

Area Falling 
Inside Basin, 
km 2 

Total 

Area, 

km 2 

Percentage 
Block Area, 

% 

Percentage 
of Basin 
Area, % 

Alwar 

Bansur 

643.89 

682.18 

94.39 

14.23 

Behror 

174.71 

352.10 

49.62 

3.86 

Kishangarh Bas 

200.80 

526.75 

38.12 

4.44 

Kotkasim 

353.12 

353.12 

100.00 

7.81 

Mandawar 

540.35 

573.64 

94.20 

11.94 

Neemrana 

53.82 

388.00 

13.87 

1.19 

Thanagazi 

274.08 

836.99 

32.75 

6.06 

Tijara 

549.53 

687.79 

79.90 

12.15 

Umren 

19.42 

1037.95 

1.87 

0.43 

District Summary 

2,809.72 

5,438.52 

51.66 

62.11 

Jaipur 

Kotputli 

621.52 

646.83 

96.09 

13.74 

Shahpura 

178.07 

478.87 

37.19 

3.94 

Viratnagar 

525.91 

695.73 

75.59 

11.63 

District Summary 

1,325.50 

1,821.43 

72.77 

29.30 

Sikar 

Khandela 

79.82 

782.52 

10.20 

1.76 

Neem Ka Thana 

250.31 

1189.26 

21.05 

5.53 

Sri Madhopur 

58.33 

582.08 

10.02 

1.29 

District Summary 

388.46 

2,553.86 

15.21 

8.59 

Basin Summary 

4,523.67 



100.00 


Maximum portion of Sabi Basin is under Alwar District (62.11%). There are 15 
blocks under Sabi Basin where Bansur Block of Alwar District is the largest 
Block (14.23% of basin area) within Sabi Basin. 

The hill ranges branching from the Aravali, skirt the south-eastern and south¬ 
western parts of the basin. Valley plains consist of anticlinal - synclinal valleys, 
partly modified by erosion and having alluvial valley fill deposits. The valleys 
are often wide and stretch at times over considerable distances. A flat to 
moderately undulating sandy plain is found in the central part of the basin. 
Broken land topography in the shape of rivulets is present in the upstream 
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section of streams. The geological sequence consists of Quartzites, Schist, 
Gneiss, Granites, Alluvial Sands, Clays, etc. Much of the area of the Basin is 
covered by Alluvial deposits, wind-blown sands and sand deposits. 

1.2 Climatic Characteristics 

Weather statistics for Sabi Basin is analysed based on the 20 years (1990-2009) 
monthly IMD weather data except for rainfall analysis which is based on IMD, 
RD and WRD data of 54 years (1957-2010), and is presented in Table 1.2-1. 

Table 1.2-1: Weather Parameter Statistics for Sabi Basin 


Weather Parameter 

Minimum 

Maximum 

Mean 

Standard 

Deviation 

Coefficient of 
Variation 

Mean Maximum Temperature, °C 

32.81 

33.12 

33.00 

0.06 

0.00 

Highest Maximum Temperature, °C 

45.45 

45.99 

45.80 

0.13 

0.00 

Mean Minimum Temperature, °C 

18.34 

19.13 

18.77 

0.15 

0.01 

Lowest Minimum Temperature, °C 

1.64 

3.14 

2.45 

0.29 

0.12 

Annual Rainfall, mm 

494.90 

722.90 

627.60 

28.90 

0.05 

Monsoon Months Rainfall, mm 

441.60 

640.80 

553.80 

25.60 

0.05 

Rainy Days, Days/yr 

25.00 

36.00 

30.00 

1.50 

0.05 

Wind Speed, km/hr 

4.36 

5.87 

4.86 

0.33 

0.07 

Sunshine Hours, hr/day 

7.92 

7.96 

7.94 

0.01 

0.00 

Relative Humidity, % 

49.51 

52.15 

51.17 

0.68 

0.01 

Annual Evaporation 

212.17 

221.97 

215.91 

2.27 

0.01 


Source: IMD monthly dataset (1990-2009); Rainfall Statistics based on IMD, RD and WRD dataset (1957-2010) 


The following paragraphs give brief descriptions of temperatures, rainfall, wind 
speed, relative humidity, sunshine hours and evaporation. 

1.2.1 Temperature Statistics 


Maximum Temperature 

Mean maximum temperature in Sabi Basin spatially varies within a range of 
32.81-33.12°C with a mean value of 33°C, and coefficient of variation of 0.01. 
It’s variation is presented in Drawing No. SAB-CLM-001 (in Volume 3b). 


Highest Maximum Temperature 

Highest maximum temperature in Sabi Basin spatially varies within a range of 
45.45-45.99°C with a mean value of 45.8°C. It’s variation is presented in 
Drawing No. SAB-CLM-002 (in Volume 3b). 


Minimum Temperature 

Mean minimum temperature in Sabi Basin spatially varies within range of 
18.34-19.13°C with a mean value of 18.77°C. It’s variation is presented in 
Drawing No. SAB-CLM-003 (in Volume 3b). 

Lowest Minimum Temperature 

Lowest minimum temperature in Sabi Basin spatially varies within a range of 
1.64-3.14°C with a mean value of 2.45°C. It’s variation is presented in Drawing 
No. SAB-CLM-004 (in Volume 3b). 


App. SAB-IN-24740-R13-073 July, 2014 

Surface and Groundwater Availability 
334 
























STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


1.2.2 Rainfall 

Annual Rainfall 

Annual Rainfall in Sabi Basin is ranges spatially from 494.90-722.90 mm 
spatially with a mean annual rainfall of 627.60 mm, having a coefficient of 
variation of 0.05 (Drawing No. SAB-CLM-005, in Volume 3b). 

Monsoon Rainfall 

Monsoon month rainfall (Jun-Jul-Aug-Sept) ranges spatially from 441.60- 
640.80 mm with a mean value of 553.80 mm, with a coefficient of variation of 
0.05. Its variation is presented in Drawing No. SAB-CLM-006 (in Volume 3b). 

Rainy Days 

Mean Annual number of Rainy days in Sabi Basin is 30 days with a spatial 
range of 25-36 days. Its variation is presented in Drawing No. SAB-CLM-007 
(in Volume 3b). 

1.2.3 Wind Speed 

Mean annual daily wind speed in Sabi Basin spatially varies within a range of 
4.36-5.87 km/hr with a mean value of 4.86 km/hr and coefficient of variation of 
0.07. Its variation is presented in Drawing No. SAB-CLM-008 (in Volume 3b). 

1 . 2.4 Sunshine Hours 

Mean daily sunshine hours in the basin varies spatially within a range of 7.92- 
7.96 hours/day with a mean value of 7.94 hours/day. Spatial variation of 
sunshine hours is presented in Drawing No. SAB-CLM-009 (in Volume 3b). 

1.2.5 Relative Humidity 

Mean annual daily Relative humidity in Sabi Basin is 51.17% with a range of 
49.51-52.15%, which is presented in Drawing No. SAB-CLM-010 (in Volume 
3b). 

1.2.6 Evaporation 

Mean Annual evaporation in Sabi Basin is 215.91 cm with a range of 212.17- 

221.97 cm. Spatial variation of annual evaporation is presented in 
Drawing No. SAB-CLM-011 (in Volume 3b). 

2. Surface Water 

2.1 Hydrological Modelling 

2.1.1 Overview 

SWAT (Soil and Water Assessment Tool) hydrological model has been 
developed to assess the monthly and annual surface water potentials of the Sabi 
Basin. A brief description of the SWAT hydrological model is given in Annex 
SW-l(a) of the Main Report. 

2.1.2 Development of Hydrological Model 

Mapping of a basin on to the SWAT hydrological model involves an elaborate 
procedure. The following paragraphs briefly describe the methodology used for 
mapping. 
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Development of SWAT hydrological modelling involves several steps, which 
are mentioned below. 

Input data required for modelling 

• Digital Elevation Model (DEM) - Grid (raster) 

• Landuse - Grid (raster) or Shape (vector) 

• Soil - Grid (raster) or Shape (vector) 

• Meteorological data with location 

• Optional 

• Mask 

• Drainage for burn 

• Outlet locations 

• ReservoirVRiver gauge locations 

Key procedures necessary for development of model 

• Delineate the watershed for modelling 

• Define land use and soil data grids 

• Determine the distribution of HRU’s (Hydrological Response Units) based 
on the DEM, land use and soil data. 

• Define rainfall, temperature and weather data 

• Write the SWAT input files- requires access to data on soil, weather, land 
cover, plant growth, etc. 

• Edit the input files - if necessary 

• Setup and run SWAT - requires information on simulation period, PET 
estimation method and other options 

• Calibration of model with available observed data 

Descriptive technical, theoretical, interface and input/output SWAT model 
documentation is attached as soft copy for reference in Annex SW-l(b) of Main 
Report. 

2.1.3 Basin Delineation 

A digital elevation model (DEM) from the SRTM was used for basin delineation 
and is shown in Figure 2.1-1. Enlarged map of DEM shown in Drawing No. 
SAB-SW-001 (in Volume 3b). 

A watershed is the upslope area that contributes flow to a common outlet as 
concentrated drainage. The boundaries between watersheds are termed drainage 
divides. The outlet is the point on the surface at which water flows out of an 
area. It is the lowest point along the boundary of a watershed. 

Watersheds are delineated from SRTM DEM by computing the flow direction of 
each cell in the raster. The model identifies the ridge lines between the basins 
using elevation values from raster data (SRTM DEM) and creates the basin 
boundary. Outlet points are then defined which may be features, such as dams or 
stream gauges or any other outlet point for which contributing area has to be 
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determined. Here Sabi basin was delineated considering outlet points outside 
Rajasthan also, so as to cover complete area within Rajasthan. 

The topographic statistics of elevation of the basin are given in 

Table 2.1-1. 


Table 2.1-1: Elevation Summaries -Sabi Basin 


Parameter 

Elevation 
(m amsl) 

District 

Block 

Longitude, Latitude 
(degree minutes 
seconds) 

Minimum Elevation 

189 

Alwar 

Tijara 

76°577.695"E 

27°54'18.722"N 

Maximum Elevation 

794 

Sikar 

Neem Ka Thana 

75°52'4.891"E 

27°38'39.763"N 

Mean Elevation 

370 





From Table 2.1-1 it can be observed that minimum elevation in Sabi Basin is 
189 m amsl which falls in Tijara Block of Alwar District while maximum 
elevation (794 m amsl) falling Neem ka Thana Block of Sikar District. From 
Figure 2.1-1 it can be seen that general direction of slope is from South-West to 
North-East. 
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Figure 2.1-1: Digital Elevation Model (Topography) of Sabi Basin 
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Figure 2.1-2: Drainage Network and Basin Delineation using DEM for Sabi Basin 
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Figure 2.1-2 shows automatically delineated Sabi Basin with the generated 
drainage network sing DEM. The total basin area delineated is 5,081.65 km 2 , out 
of which 4,523.67 km 2 area is within Rajasthan boundary. 

2 . 1.4 Micro-watershed Delineation 

Automatic delineation of watersheds was done by using the DEM as input and 
using 500 hectare as minimum stream threshold. The target outflow points were 
interactively selected so as to cover entire area of Sabi Basin falling within 
Rajasthan State. 

There are 20 micro-watersheds delineated and demarcated in Sabi Basin within 
Rajasthan boundary (see Figure 2.1-3), details of which are presented in Table 
2.1-2. Enlarged map showing micro-watersheds is shown in Drawing No. SAB- 
SW-002 (in Volume 3b). 

Table 2.1-2: Micro-watershed Delineated in Sabi Basin within Rajasthan 


Micro¬ 

watershed 

Code 

Micro¬ 
watershed 
Area, km 2 

Percentage 
of Basin 
Area, % 

001 

104.48 

2.31 

002 

174.33 

3.85 

003 

96.58 

2.14 

004 

59.31 

1.31 

005 

107.94 

2.39 

006 

172.08 

3.80 

007 

214.29 

4.74 

008 

254.73 

5.63 

009 

103.69 

2.29 

010 

198.71 

4.39 

Oil 

287.05 

6.35 

012 

289.86 

6.41 

013 

220.28 

4.87 

014 

287.58 

6.36 

015 

425.48 

9.41 

016 

368.36 

8.14 

017 

135.03 

2.98 

018 

155.46 

3.44 

019 

569.74 

12.59 

020 

298.69 

6.60 

Total 

4,523.67 

100.00 
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Figure 2.1-3: Micro-watershed Delineation using DEM for Sabi Basin 
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2 . 1.5 Land Use /Land Cover 

Land Use/Land Cover is an important segment of data that is required for pre¬ 
processing. The land use map from NRSC 1 has been used for the present study. 

Table 2.1-3 gives the land use categories and the area covered under each 
category for the Sabi Basin. 

The major part of the basin is under Agricultural land, Wheat and Bajra are the 
predominant crops (Source: Agriculture Statistics Handbook, Government of 
Rajasthan, 2010). 


Table 2.1-3: Land Use Categories -Sabi Basin 


Land Use 

Area 

% of Basin 

(km 2 ) 

Area 

Build up 

0.40 

0.01 

Kharif only 

263.01 

5.81 

Rabi only 

1,285.70 

28.42 

Zaid only 

0.06 

0.00 

Double / tripple 

1,513.51 

33.46 

Current fallow 

543.85 

12.02 

Plantation/orchard 

0.28 

0.01 

Deciduous forest 

142.13 

3.14 

Scrub/Degraded, forest 

371.39 

8.21 

Other wasteland 

312.73 

6.91 

Gullied 

57.53 

1.27 

Scrubland 

29.06 

0.64 

Water bodies 

4.02 

0.09 

Total 

4,523.67 

100.00 


Source: NRSC, 2007-2008 


Figure 2.1-4 shows the general land use of Sabi Basin. Enlarged land use map of 
Sabi Basin is shown in Drawing No. SAB-LU-001 (in Volume 3b). 


1 http://applications.nrsc.gov. in/products.asp 
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Figure 2.1-4: Land Use Map of Sabi Basin 
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2.1.6 Soils 

Information on the soil profile is also required for simulating the hydrological 
character of the basin. The Soil Map of Rajasthan has been used for the 

modelling. The soil map is available at Figure 2.1-5. Enlarged soil map of Sabi 
Basin is shown in Drawing No. SAB-SO-OOl (in Volume 3b). 

Soil in the Sabi Basin is predominantly Clay. Table 2.1-4 shows the area under 
each of the soil texture classification, found in the Sabi Basin. 

Table 2.1-4: Soil Texture of Sabi Basin 


Soil Texture 

Area 

(km 2 ) 

%of 

Basin 

Area 

Clay 

2,755.85 

60.92 

Clay Loam 

102.10 

2.26 

Loam 

471.60 

10.43 

Loamy Sand 

402.77 

8.90 

Sand 

169.62 

3.75 

Sandy Clay Loam 

231.01 

5.11 

Sandy Loam 

218.38 

4.83 

Silt Loam 

172.34 

3.81 

Total 

4,523.67 

100.00 


Source: SRSAC, DST, Jodhpur 
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Figure 2.1-5: Soil Map of Sabi Basin 
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2 . 1.7 Meteorological Data Collection Stations 

The daily rainfall data belonging to IMD, Revenue Department and Water 
Resources Department of Rajasthan has been used. Maximum and minimum 
temperature data at a resolution of 1° x 1° latitude by longitude grid points (1 grid 
location) from IMD has been used. 

(The Grid point nomenclature adopted by IMD was done by combining 
Longitude and Latitude in decimal degrees to form a code, e.g. grid location 
code "755275" signifies 75.5 degree longitude and 27.5 degree latitude). 

Major weather parameters which influence the hydrology of a catchment are 
rainfall and temperature for which daily observed data have been used, while for 
other weather parameters like solar radiation, wind speed and relative humidity 
(which have less significant effect on hydrology) long term statistics have been 
used to derive daily values. These weather parameters have small variation over 
the time and can be derived using continuity equations. 

SWAT uses weather generator model for generating values based on long term 
daily statistics for a particular day. 

Solar radiation is generated from a normal distribution. A continuity equation is 
incorporated into the generator to account for radiation variations caused by dry 
vs. rainy conditions. Solar radiation is adjusted downward when simulating 
rainy conditions and upwards when simulating dry conditions. The adjustments 
are made so that the long-term generated values for the average monthly solar 
radiation agree with the input averages. 

Generated wind speed: A modified exponential equation is used to generate 
daily mean wind speed given the mean monthly wind speed. 

Generated Relative humidity: The relative humidity model uses a triangular 
distribution to simulate the daily average relative humidity from the monthly 
average. As with temperature and radiation, the mean daily relative humidity is 
adjusted to account for wet- and dry-day effects. 

The meteorological data locations map is shown in Figure 2.1-6. 

The meteorological data location details is presented in Annex SW-3 of Main 
Report. 
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2.1.8 Existing Major/ Medium Projects 

There are 2 medium projects in the basin that have been used in the study. Table 
2.1-5 gives details of the existing projects in the Sabi Basin. 


Table 2.1-5: Project Details -Sabi Basin 


S. No. 

Name 

Type 

Catchment 

Area, 

km 2 

Live 

Storage, 

Mm 3 

Gross 

Storage, 

Mm 3 

Data 

Availability 

Remarks 

1 

Buchara Dam 

Medium 

298.70 

16.36 

16.36 

1996-2010 

Monsoon months Gauge- 
Capacity data 

2 

Chhitoli Dam 

Medium 

153.00 

22.23 

24.38 

1996-2010 

Monsoon months Gauge- 
Capacity data 


Source: WRD, GoR 

Other salient features of dams are presented in Annex SW-2(a) of Main Report. 
The monsoon months gauge-capacity data of the dams is presented in Annex 


SAB-1. 

2.1.9 River Gauge and Discharge Data in Sabi Basin 

One river gauge station at Sodawas is existing in the Sabi Basin. Table 2.1-6 
presents the details of river G&D site in Sabi Basin. 


Table 2.1-6 River G&D sites - Sabi Basin 


River Gauge 
Site 

GS Code 

Data Availability 

Maintaining 

Agency 

Sodawas 

111 

1973-1991, 

1996-1999 

Water Resource 
Department, GOR 


2.1.10 Other Model Inputs 

District agriculture statistics from 1967-2007 (extended to 2011 from Agricop) has 
been used to derive District wise cropping area, production, irrigation by source 
(canal, tank, well etc), fertilizer and pesticide use per hectare. Cropping pattern and 
crop management practices are used from agriculture contingency plans 
(http://agricoop.nic.in/acp.html) and Agriculture Statistics Handbook, Government 
of Rajasthan, 2010. These data were later transferred to micro-watersheds 
(hydrological modelling unit) using GIS overlay techniques. 

The general cropping pattern adopted in the region is Maize in Kharif and Wheat in 
Rabi season (Source: Agriculture Statistics Handbook, Government of Rajasthan, 
2010 ). 

2.2 Model Calibration and Performance 

Calibration is an effort to better parameterize a model to a given set of local 
conditions, thereby reducing the prediction uncertainty. 

Model calibration is performed by carefully selecting values for model input 
within their respective uncertainty ranges) by comparing model predictions 
(output) for a given set of assumed conditions with observed data for the same 
conditions. 
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Figure 2.2-1 Calibrations Location Map of Sabi Basin 
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2.2.1 SWAT Model Calibration 

The SWAT model uses water balance equation as a driving force behind 
everything that happens in the watershed on a daily basis. The USDA SCS 
runoff curve number is used to estimate surface runoff from daily precipitation. 
An improved dynamic curve number method is used which automatically 
adjusts the curve number on the basis of the moisture conditions prevailing in 
the watershed. 

Auto calibration techniques have been adopted using SWAT CUP, which 
provides the essential information like sensitive parameters, range or value that 
has to be applied to various parameters to arrive at optimum parameter value. 

After running auto calibration process the application provides sensitive 
parameters that is controlling the hydrological processes and are mentioned in 

Table 2.2-1. 


Table 2.2-1: Sensitive Parameters the Hydrological Processes 


Parameter 

Description (Class) 

Units 

CN2 

Curve number (Management operations) 

- 

GWDELAY 

Groundwater delay (Groundwater) 

Days 

GWQMN 

Threshold depth of water in shallow aquifer required for 
return flow to occur (Groundwater) 

mm 

GW REVAP 

Groundwater revap coefficient (Groundwater) 

- 

RCHRG DP 

Deep aquifer percolation coefficient (Groundwater) 

- 

ESCO 

Soil evaporation compensation factor (Evapotranspiration) 

- 

SOL_AWC 

Soil available water content (Soil) 

mm 

Water/mm 

soil 

SOL K 

Soil permeability (Soil) 

mm/hr 

SHALLST 

Initial Depth of water in shallow aquifer 

mm 


These parameters broadly fall under two categories: 


• General Parameters: Values of these are applied to entire basin, which 
include Groundwater delay, deep aquifer percolation factor and ESCO. 

• Catchment Specific Parameter: Values of these are area specific which 
include soil parameters like Soil permeability and available moisture content 
and management parameters like CN, irrigation source etc. 

The soil in the Sabi Basin is predominantly clay. After various simulation and 
parameter calibrations, it was found that groundwater parameters were most 
sensitive in this region. 

Generally, the SWAT model takes default values as per input data provided 
(Landuse, Soil Profile, DEM, Reservoir details etc). The model was then made 
to run with default values and then compared with observed data. After such 
comparison and looking at the flow regime of observed and simulated values, 
sensitive parameters were adjusted and series of test runs were carried out to 
reach the optimum parameter value. 

There are many parameters which operate during simulation. Out of them, some 
major parameters were adjusted during calibration. Their respective values are 

presented in Table 2.2-2. 
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Table 2.2-2: Major Parameters Adjusted during Calibration 


Parameter 

Unit 

Value 

GWdelay 

Days 

1.00 

RCHRG DP 

- 

0.33 

ESCO 

- 

0.60 

GWQMN 

mm 

2,200.00 

GW_REVAP 

- 

0.09 

SHALLST 

mm 

2,500.00 

IRRSC 


Source of irrigationReservoir, 
Reservoir, Shallow aquifer 


Calibration in Sabi Basin has been performed at three locations (see Figure 2.2- 
1). The model performance is described in following paragraphs. 

2 . 2.2 Model Performance 

Calibration has been performed at one river gauge stations and 2 dams in Sabi 
Basin. Model perfomance of calibrated river gauge station and dams are 
presented in the Table 2.2-3. Data used for calibration locations is presented in 
Annex SAB-1. 


Table 2.2-3: Model Performance and Comparison Summary 


Calibration 

Location 

Catchment 

Area 

(km 2 ) 

Mean 

Simulated 

(Mean 

Observed) 

Coefficient of 
Determination 
R 2 

Nash- 

Sutcliffe 

Model 

Efficiency 

Coefficient 

(NSE) 

RSR 

Calibration 

Period 

Overall 

Performance 

Chittoli Dam 

135.0 

5.4(4.2)** 

0.89 

0.50 

0.68 

1998-2005 

Satisfactory 

Buchara Dam 

298.7 

4.6(5.2)* 

0.50 

0.41 

0.76 

1996-2010 

Unsatisfactory 

Sodawas 

River Gauge 

2,646.1 

51(3.0)# 

0.20 

-0.92 

1.38 

1974-1999 

Unsatisfactory 


* Mean monsoon monthly Reservoir capacities,Mm 3 
**Mean Monsoon Months Reservoir Inflow,Mm 3 


# Mean Monthly flows, cumecs 

Detailed description of these model performance parameters is presented in 
Annex SW-l(c) of Main Report. 

Following paragraphs presents the comparison of simulated and observed values 
at calibration locations. 

Chittoli Dam 

Model performance at Chittoli Dam is presented in Table 2.2-3. Figure 2.2-2 
shows the comparison between observed and simulated reservoir capacity at 
Chittoli Dam. 
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Figure 2.2-2: Comparison of Simulated Vs Observed Capacity for Chittoli Dam 



■ Observed ■Simulated 



As evident from Table 2.2-3 and Figure 2.2-2, the match between observed and 
simulated capacity is satisfactory at Chittoli Dam with a coefficient of 
determination 0.89 and NSE of 0.50, keeping in view the quality of observed 
data. 

Mean simulated value at Chittoli Dam site during calibration period is 5.4 Mm 3 
while observed value is 4.2 Mm 3 . 

Buchara Dam 

Fair calibration could not be achieved at Buchhara calibration site and model 
performance was found unsatisfactoy. 

Sodawas River Gauge and Discharge Station 

Fair calibration could not be achieved at Sodawas River G&D calibration site 
and model performance was found unsatisfactory. 
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2.2.3 The Hydrological Simulation 

The SWAT model was run with the observed rainfall (1957-2010) and 
temperature data (1973-2010) for Sabi Basin and outputs were obtained for the 
common period of 1973 to 2010. The outputs provided by the model are 
extensive, covering all the components of water balance spatially and 
temporally. The sub components of the water balance that are most significant 
and used for analysis, include: 

• Total flow (water yield) consisting of surface runoff, lateral and base flow. 

• Actual evapotranspiration (Actual ET). 

The outputs can be depicted in several ways depending on the focus and 
requirement of the user. These components are expressed in terms of total 
annual depth of water in mm over the total watershed area. In other words, the 
total water yield is the equivalent depth in mm of flow past the outlet of the 

watershed on average annual and monthly basis. Figure 2.2-4 and 2.2-5 show the 
annual and average monthly water balance components for the basin. 

Temporal Distribution of Major Water Balance Components 

Figure 2.2-3 and Figure 2.2-4 depicts the annual rainfall, water yield, 
evapotranspiration and sub-surface percolation for the entire Sabi Basin. 

There are 20 micro-watersheds delineated and demarcated in the basin within 
Rajasthan, yearly water balance components of which are presented in Annex 
SW-4 of Main Report (as soft copy). 

It is noteworthy here that SWAT gave an indication of the spatial and temporal 
variation of this percolation, with respect to properties of the overlaying soil 
cover. The percolation computed using SWAT model is the total percolation 
which also includes the abstractions being taken from the groundwater. 
Therefore the net percolation which will reflect the groundwater fluctuations is 
after incorporating the withdrawals/draft from the groundwater for various 
purposes. The another component namely deep percolation is used in the SWAT 
model to build the static groundwater table and this component is lost from the 
local water balance, although there is a provision to tap this water through tube 
wells if required. SWAT doesn't takes care of absolute groundwater table since 
it is not a groundwater model. 
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As shown in Figure 2.2-3, inter annual range of rainfall for the period of analysis 
from 1973-2010 was 228.18 to 1,180.77 mm, while the inter annual range of 
water yield was 1.79 to 437.07 mm for the same period (See Table A3-1, Annex 
SAB-3). This shows a great degree of fluctuations in the rainfall and runoff 
pattern in the Sabi Basin. 

Figure 2.2-4 depicts the long-term mean monthly water balance components of 
rainfall, water yield and evapotranspiration and sub-surface percolation for Sabi 
Basin. It can be seen that the rainfall contribution to water yield and 
evapotranspiration is mainly in the months of June, July, August and September 
with a maximum August while for other months the contribution is negligible. In 
July, about 9.40% of the rainfall is converted into water yield while in 
September, 23.7% of the rainfall is converted into water yield (See Table A3-2, 
Annex SAB-3). The remaining water may have been converted to groundwater 
storage, soil moisture build, etc. 

Annual and Mean monthly water balance components for Sabi Basin are 
presented in Annex SAB-3. 

Figure 2.2-4: Simulated Average Monthly Water Balance Components at Sabi Basin 



■ Rainfall ■ Water Yield ■Evapotranspiration ■ Sub-surface percolation 

Virgin Water Yields 

True runoff, or Virgin water yield, is stream flow in its natural conditions, i.e. 
without the existence of any irrigation, municipal or industrial water supply 
developments (including impact of imported water, return flows and flow 
diversions). 

After calibration and validation of model at selected sites, the Virgin water 
yields were generated by switching off all the abstractions (major, medium dams 
along with other water harvesting structures) and removing all crop management 
options (controlled irrigation in terms of canals, Groundwater, etc). In Virgin 
water yield scenario presented here, Kharif and Rabi crops are considered as 
rain-fed with no external water supply. 

Mean simulated annual Virgin water yield for Sabi Basin within Rajasthan 
boundary is 348.09 Mm 3 (see Table A2-1, Annex SAB-2). 
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Flow Duration Curve 

Assessment of dependable lean season flows along with their distribution in time 
is essential for planning and development of water supply schemes. The model 
was calibrated/validated using all the interventions and crop management 
practices and flows in virgin conditions (with no interventions or human 
activity) were generated. Water yield with respect to four levels of 25, 50, 75 

and 90% dependability is shown in Table 2.2-4. The dependability of the water 
yield of Sabi Basin has been analysed and shown in Figure 2.2-5. 

Table 2.2-4: Virgin Water Yield at Four Dependability Levels - Sabi Basin 


Dependability 
Level, % 

Water Yield, 
Mm 3 

25 

457.30 

50 

199.00 

75 

94.60 

90 

40.70 

Mean 

348.09 


Figure 2.2-5: Simulated Flow Duration Curve for Sabi Basin 


Sabi 



Rainfall occurs mainly during the monsoon season in Sabi Basin. Major portion 
of stream flow therefore will occur only during these months. At Sabi Basin and 
for the area within Rajasthan, the water yield at 50% dependability level is 
199.00 Mm 3 while at 90% it is 40.70 Mm 3 . 

There are 20 micro-watersheds delineated in Sabi Basin within Rajasthan 
boundary, water balance components of which are presented in Annex SW-4 of 
Main Report (as soft copy). Virgin water yield series for these micro-watersheds 
are presented in Annex SW-5 of Main Report (as soft copy). Virgin water yield 
of micro-watersheds at four levels of 25, 50, 75 and 90% dependability is shown 
in Table 2.2-5. 
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Table 2.2-5: Virgin Water Yield at Four Dependability Levels - Micro-watersheds of Sabi Basin, Mm 3 


Micro¬ 

watershed 

Code 

Dependability Level, % 

Mean 

25 

50 

75 

90 

Water Yield, Mm 3 

001 

7.00 

1.80 

0.40 

0.00 

6.40 

002 

18.70 

8.40 

5.10 

2.60 

16.60 

003 

14.70 

8.60 

3.50 

1.80 

14.30 

004 

9.50 

3.40 

1.30 

0.40 

8.00 

005 

12.80 

3.40 

1.20 

0.30 

11.90 

006 

8.70 

4.80 

1.20 

0.10 

9.40 

007 

16.00 

3.30 

1.00 

0.10 

14.10 

008 

17.90 

5.50 

1.50 

0.50 

16.60 

009 

5.10 

2.10 

0.50 

0.10 

5.30 

010 

6.50 

2.40 

0.80 

0.20 

7.50 

Oil 

19.30 

7.10 

4.00 

1.50 

20.90 

012 

17.70 

6.50 

0.90 

0.10 

18.80 

013 

10.80 

3.40 

0.90 

0.30 

12.40 

014 

44.30 

18.70 

3.60 

1.50 

28.60 

015 

57.20 

22.00 

3.30 

1.50 

36.10 

016 

44.80 

14.70 

5.20 

3.90 

35.40 

017 

21.00 

8.50 

3.70 

2.60 

14.90 

018 

29.40 

10.20 

2.90 

0.60 

19.10 

019 

37.50 

13.90 

5.20 

1.40 

33.20 

020 

22.30 

7.40 

2.50 

1.10 

18.50 
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3. Imported Water 

There is no import of water from outside Rajasthan to Sabi Basin. 

4. Groundwater 

4.1 Basic Characteristics 

4.1.1 Physiography 

Uninterrupted hill ranges and offshoots of the Aravalis skirt along the south¬ 
eastern and the south-western boundaries of the basin. These ranges run almost 
in a northeast-southwest direction, which is the general trend of the Aravali hill 
range in this area. 

4.1.2 Geomorphology 

Geomorphologically, the landform in the basin comprise pediments, valley-hills, 
sandy plain and inselbergs. Pediments, both large and small, are found at the 
base of the above-mentioned hills are aligned almost parallel to the hill ranges. 
The pediments consist of moderately sloping rocky lands covered with thin 
regolith or soil. At places, scree and talus deposits also occur. Valleys 
interrupting the hill ranges are partly modified by erosion. The valleys with 
Alluvial deposits are moderately undulating to plain, covered at places by 
windblown sands. The valleys are often wide and some times, over considerable 
distance. The hills on both fl a nks these valleys generally decrease in height from 
south to north and from west to east. 

A flat to moderately undulating sandy plain, with relict hills standing out as 
inselbergs, occur in the lower parts of Sabi River, in Jaipur and Alwar Districts 
and in the central part of the basin. At places, the hill tops are flattened, resulting 
in small plateaus. 

The upper reaches of Sabi River tributaries are covered by cohesive soils and 
have resulted into bad land topography, where an intricate dendritic type of gully 
formation have developed. 

The major part of the basin is covered by Quaternary Alluvial deposits, 
windblown sands and sand deposits. Isolated outcrops of the Older rocks, 
belonging to the Bhilwara Super-Group and the post-Delhi intrusive can be seen 
scattered as relict hills or minor hill ranges, especially on the eastern and 
western peripheries of the basin. 

4.1.3 Geology 

The Geological sequence of rock formations in Sabi Basin is given in Table 

4.1-1. 


Table 4.1-1: Geological Sequence in the Sabi Basin 


Era 

Age 

Super-Group 

Group 

Rock Formation 

Quaternary 

Sub-Recent to 
Recent 

- 

- 

Alluvial sands, clays, kankar, gravel, 
pebble beds, colluvial cobbles and 
boulders, windblown sands 


Unconformity 




Upper 

Proterozoic 

Lower 

Precambrian 
to Upper 
Precambrian 

(post-Delhi 

Intrusives) 

- 

Granites, pegmatites, amphibolites 
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Era 

Age 

Super-Group 

Group 

Rock Formation 

Middle 

Proterozoic 

Middle 

Precambrian 

Delhi 

Ajabgarh 

Schists, calc-schists, Phyllites, marbles 
and quartzites, gneisses, meta basics 

Alwar 

Quartzites, conglomerates, schists 

Raialo 

Dolomites, marbles and quartzites 


Source: Geological Survey of India (G.S.I.) 


Geologically, the basin comprises Alluvium and wind-blown sand deposit that 
covers about 80% area of basin. About 20% area is occupied by Precambrian 
metamorphic rock units namely Phyllite & Schists, Quartzite and Gneisses in 
three isolated outcrops, the largest being in south-western part of the basin. The 
basin covers parts of districts of Jaipur, Sikar and Alwar. 

4.1.4 Sub-surface Hydrogeology 

The sub-surface hydrogeology has been studied with the help of one 
hydrogeological cross-section along A-A' along Pragpura-Sodawas. These cross- 
section has been prepared on the basis of exploratory tube wells and piezometers 
drilled by CGWB and RGWD. The cross-section line and their respective 
alignment has been shown in Figure 4.1-1. 

Hydrogeological Cross-Section A - A' 

The cross-section A-A' (see Figure 4.1-1 and 4.1-2) of Sabi Basin has been 
drawn from Pragpura village in the south-western part of the basin to Sodawas 
village in central part of the basin. The total length of the cross-section is 50 km. 
The ground elevation ranges from RL 313.63 m amsl (Sodawas) to RL 384.98 m 
amsl (Pragpura). From the cross section it appears that the south-western and 
central part of the basin are occupied by Older Alluvium of quaternary age 
comprising fine to coarse grained sand along with clay and kankar upto 50 to 66 
m bgl depth. The depth of the Alluvium in Sodawas village is more than 50 m 
bgl, in Kotputli village it is 66 m bgl and in Pragpura village, it is 54 m bgl. The 
Alluvium contains comparatively well-sorted sediments around Pragpura and 
Kotputli villages and has maximum thickness of 66 m bgl covering the south¬ 
western part of the basin. Quartzite of Delhi super group form the basement with 
depth ranging from 54 to 66 m bgl. The saturated thickness of the Alluvium 
ranges from 20 m (Pragpura) to 30 m (Kotputli) bgl. The groundwater table at 
Pragpura and Kotputli village is 29 m bgl, while in Sodawas village the water 
level is at 24.50 m bgl. 
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Figure 4.1-1: Hydrogeological Cross section line of Sabi Basin 




Source: CGWB and RGWD 
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Figure 4.1-2: Hydrogeological Cross section of Sabi Basin A-A' 


sw 
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Source: CGWB and RGWD 
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4.2 Aquifer Units and Characteristics 

The main aquifer units occurring in the basin area are Alluvium, Quartzite and 
Slate. The area occupied by each of these units in this basin in given in Table 
4.2-1. 


Table 4.2-1: Aquifer units with Occupied Area in Sabi Basin 


Basin 

Aquifer Units 

Area (km 2 ) 


Older Alluvium 

2,603.50 

Sabi 

Quartzite 

847.75 

Slate 

25.70 


Younger Alluvium 

1,046.72 

Basin Total 


4,523.67 


Source: Hydrogeological data, CGWB & RGWD 


The Younger and Older Alluvium together comprises windblown Sand, Sand 
and Gravel and varying amount of Clay and Kankars, covers an area 3,650.22 
km 2 in the central and eastern parts of the basin. The metamorphic rocks 
comprise Slates, and Quartzites pertaining to Alwar and Ajabgarh groups of the 
Delhi Super-Group, covering an area of 873.45 km 2 . 

The aquifer map (hydrogeological unit map) of the basin is presented in 
Drawing No. SAB-GW-001 (in Volume 3b). A large part of the basin is 
occupied by Older and Younger Alluvium aquifers. The Quartzite aquifer is 
present along the southern, eastern and western borders of the basin. The Slate 
aquifer occurs as small pockets in the northern, central and southern parts of the 
basin. The hydrogeological characteristics of aquifers of the basin are shown in 
Table 4.2-2. 
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Table 4.2-2: Hydrogeological Characteristics of Aquifer Units of Sabi Basin 


Basin 

Aquifer Units 

Depth 

Drilled 

(m) 

Static Water Level 
(m bgl) 

Discharge 

(Ips) 

Drawdown (m) 

S 

C, 

( 

pecific 

opacity 

ps/m) 

Transmissivity 

(m 2 /day) 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Sabi 

Older Alluvium 

21.68 

204.00 

88.20 

2.70 

96.15 

17.65 

0.13 

700.00 

11.06 

3.00 

33.50 

11.42 

0.08 

3.65 

1.02 

35.66 

662.40 

159.38 

Quartzite 

25.00 

175.00 

86.04 

11.70 

52.44 

22.16 

0.83 

14.18 

4.61 

1.50 

10.43 

5.92 

0.16 

2.10 

1.51 

660.00 

660.00 

660.00 

Slate 

75.00 

75.00 

75.00 

48.00 

48.00 

48.00 

0.13 

0.13 

0.13 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Younger Alluvium 

29.20 

159.14 

71.23 

0.59 

60.00 

19.67 

0.30 

23.45 

5.77 

1.68 

24.20 

8.87 

0.03 

8.17 

1.72 

0.76 

3,144.00 

595.26 


Source: CGWB and RGW 


D 


Note: 


1. The data variously pertain to period 1960-2010. 

2. The same value data reflects the availability of data from one place only. 

3. Detailed information on location / village for the above observed parameters values are given in Annex GW-8. 
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The average aquifer depth in Alluvium aquifers (Younger and Older) ranges 
from 71.23 to 88.20 m bgl. In Quartzite's and slate aquifer, the average depth is 
86.04 and 75.00 m bgl respectively. 

The static water level in Alluvium ranges from 0.59 m bgl at village Bhabri 
(Younger Alluvium) to 96.15 m bgl at village Sirwa (Older Alluvium). The 
average static water level in Alluvium aquifer ranges from 17.65 to 19.67 m bgl 
(in Older and Younger Alluvium respectively). 

The static water level in Quartzite aquifer ranges from 11.70 m bgl to 52.44 m 
bgl at villages Narera Bhanpura (Balaji) and Renwal (Mohanpura Balaji) 
respectively. The average static water level in Quartzite and Slate aquifer is 
22.16 m and 48.00 m bgl respectively. 

Average yield of wells in Alluvium aquifer range from 5.77 lps to 11.06 lps. In 
Quartzite and Slate aquifer, the average yield of wells is 4.61 and 0.13 lps 
respectively. 

Average specific capacity of wells ranges from 1.02 to 1.72 lps/m drawdown in 
the basin area. 

The average transmissivity in the basin ranges from 159.38 m 2 /day (Older 
Alluvium) to 660.00 m 2 /day (Quartzite). 

4.3 Depth to Groundwater 

4.3.1 Monitoring / Observation Wells 

258 observation wells were monitored in the basin. Out of these, 216 
observation wells belong to RGWD and 42 to CGWB. Break up of these is 

given in Table 4.3-1. 


Table 4.3-1: Monitoring / Observation Wells in Sabi Basin 


Basin 

CGWB 

RGWD 

Total Number of 
Observation Wells 

Sabi 

42 

216 

258 

Source: CGWB and 

1 RGWD 


4.3.2 Historic Trends ofGroundwater Levels 

An analysis of the historic groundwater levels and trends between the years 
1984-2010 is presented below. Weighted average groundwater levels during the 
examined period were generated based on the measured level in each well and 
its Thiessen weight within the basin. The weighted average groundwater levels 
are presented in the Figure 4.3-1 below and given in Table 4.3-3. 
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Figure 4.3-1: Long Term Ground Water Level and Rainfall Trends of Sabi Basin 1984-2010 

River Basin : Sabi 


Main Aquifer: Older Alluvium 

Y - -0.451m 345.2 y * -0.434* * 345.989 



» Rainfall 

—Trend (Rainfall) 

Water Level - Pre Monsoon 
— Trend (Water Level - Pre Monsoon} 

Water Level - Post Monsoon 
— Trend (Water Level - Post Monsoon) 



Source: CGWB and RGWD 

Table 4.3-2: Water Table Decline / Rise* Rates in Sabi Basin 


Basin 

Main 

Formation 

Rate Pre-monsoon [m/yrl 

Rate Post-monsoon [m/yrl 

Average 

Min 

Max 

Average 

Min 

Max 

Sabi 

Older Alluvium 

-0.45 

0.20 

-2.24 

-0.43 

0.45 

-2.41 


*(-) indicates water table decline, (+) indicates water table rise 

Table 4.3-3: Weighted Average Ground Water Levels (m amsl) 1984-2010 - Sabi Basin 


Year 

Pre -monsoon 
(m amsl) 

Post-monsoon 
(m amsl) 

1984 

345.20 

345.69 

1985 

344.44 

345.56 

1986 

344.55 

344.33 

1987 

343.50 

343.02 

1988 

342.03 

342.94 

1989 

341.41 

341.76 

1990 

340.55 

342.12 

1991 

339.82 

340.69 

1992 

339.47 

340.50 

1993 

339.12 

340.47 

1994 

338.71 

340.26 

1995 

340.57 

341.70 

1996 

342.72 

343.89 

1997 

342.65 

343.69 

1998 

341.74 

343.63 

1999 

340.33 

341.89 
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Year 

Pre -monsoon 
(m amsl) 

Post-monsoon 
(m amsl) 

2000 

338.93 

340.03 

2001 

337.54 

338.81 

2002 

335.96 

337.16 

2003 

335.81 

337.04 

2004 

335.21 

336.37 

2005 

334.95 

335.96 

2006 

334.36 

335.17 

2007 

333.84 

334.47 

2008 

333.19 

333.84 

2009 

332.42 

333.27 

2010 

332.42 

333.39 


As shown in Figure 4.3-1, the period of examination can be divided into 4 main 
parts as follows: 

1) 1984-1994: Constant (almost linear) decline of groundwater levels. 

2) 1994-1996: Water table rise due to high rainfall. 

3) 1996-2002: Accelerated water table decline due to consecutive low rainfall 
years. 

4) 2002-2010: Constant decline of groundwater levels at initial rates (1984-94). 

As shown in Table 4.3-3, the mean pre-monsoon water table during the period of 
examination ranged between 332-345 m amsl. Table 4.3-2 presents the 
groundwater change rates. In total, groundwater levels dropped from about 345 
m amsl during 1984 to about 332 m amsl during 2010, a total drop of about 13 
m in 27 years. The average decline rate during this period was -0.45 m/yr for 
pre-monsoon and -0.43 m/yr for post-monsoon (Table 4.3-2). Groundwater table 
changes show good correlation to the precipitation, particularly during 1994- 
2002. Based on the long term groundwater levels trends and assuming that the 
current average precipitation and draft trends will continue during future years, a 
prediction of the monitoring and observation wells (RGWD & CGWB database) 
which are expected to become dry in the future is presented in Table 4.3-5. 
Similar condition are expected also during post-monsoon period. It is estimated 
that by the year 2020 -77% of the observation wells will be dry, and by the 
years 2040 -87% of the observation wells will dry (Table 4.3-5, Pre-Monsoon 
data). 

4.3.3 Depth to G round water L evel (Year 2010) 

The pre-monsoon depth to water table given in the Drawing No. SAB-GW-002 
(in Volume 3b) shows that over a large part of the basin, the depth to 
groundwater was 20 to 40 m bgl in 2010. Deeper groundwater level areas 
occurred as small pockets along the northern part of the basin. 

The post-monsoon groundwater level situation of 2010 is shown in Drawing No. 
SAB-GW-003 (in Volume 3b). It does not show any change in levels in relation 
to the situation of the pre-monsoon. 
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4.3.4 Long Term Groundwater Trends (1984-2010) 


Table 4.3-4: Predicted Average Groundwater Levels in Sabi Basin 


Basin 

Pre-monsoon Levels, 

(m amsl) 

Post-monsoon Levels, 

(m amsl) 

Predicted 

Predicted 

2020 

2040 

2060 

2020 

2040 

2060 

Sabi 

327.91 

318.89 

305.36 

329.05 

320.37 

307.35 


It is assumed that the main reason for the groundwater level decline is related to 
the consistent rise in draft volume from about 570 Mm 3 during 1995 to about 
752 Mm 3 in 2009, a rise of about 32% within 15 years (Table 4.5-1). 

Generally, pre and post monsoon stages present very similar, almost identical 
levels. The average difference between the seasons is about 0.5 m. There is good 
correlation between the pre- and the post-monsoon groundwater levels, which 
demonstrate exactly the same patterns and almost the same rates. Correlation 
between the rain and the groundwater levels is evident during 1994-2002. 


Table 4.3-5: Prediction of Dry Observation Wells* - Sabi Basin 


Basin 

Pre-monsoon Dry Observation Wells, [%] 

Post-monsoon Dry Observation Wells, [%] 

Current 

Prediction 

Current 


Prediction 

2010 

2020 

2040 

2060 

2010 

2020 

2040 

2060 

Sabi 

44 

77 

87 

91 

41 

76 

84 

88 


*RGWD and CGWB wells only 


4.3.5 Groundwater Level Fluctuation 

Table 4.3-6 shows aquifer unit-wise fluctuation in levels of groundwater (for 
data refer Annex GW-3 of Main Report). 

Table 4.3-6: Aquifer-Wise Groundwater Level Fluctuation in Sabi Basin (Pre monsoon 2010) 


Basin 

Hydrogeological 

Unit 

Number 
of Wells 

Ground Water Level 
Fluctuation, m 

Min. 

Max. 

Average 

Sabi 

Older Alluvium 

51 

-2.07 

2.80 

0.42 

Quartzite 

8 

0.30 

10.05 

3.83 

Slate 

1 

2.60 

2.60 

2.60 

Younger Alluvium 

15 

-0.05 

5.22 

0.87 

Basin Summary 

75 

-2.07 

10.05 

0.90 


Source: Groundwater level data pre monsoon 2010 of CGWB and RGWD 


The minimum and maximum seasonal fluctuation in levels of groundwater in the 
basin range from -2.07 to 10.05 m, the average being 0.90 m. In Older and 
Younger Alluvium aquifer of the basin, the average fluctuation in levels is 0.42 
m and 0.87 m, respectively. For Quartzite and Slate units it is 3.83 m and 2.60 
m. 

4.3.6 G round water Flow Direction 

Sabi Basin is located between the Shekhawati Basin in the north-west and 
Ruparail Basin in the south-east. Its delineation is, as usual based on 
hydrogeological considerations and surface drainage pattern, in close agreement. 
The surface water regime has been developed by the Sabi River, flowing north- 
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eastwards to Haryana State, and its major tributaries, the Banganga and Sota 
Rivers. 

As shown in Drawing No. SAB-GW-004 (in Volume 3b) the groundwater table 
contour pattern follows roughly the surface drainage system, showing low to 
very low hydraulic gradient (0.5 m - 1.0 m/km) at the Alluvial aquifer and the 
somewhat steeper gradient of the hard rock (Quartzite and Slates) aquifer, 
signifying lower to much lower transmissivity values. A large area of Younger 
Alluvium covers about half of the upstream part of the basin. The general 
groundwater flow in the basin is north-eastwards excepting north-eastern part of 
basin, where it is locally north-westwards. 

Depth to the water table commensurates, at least roughly, with the 
geomorphological features; shallow depth, less than 10 m bgl, along the river 
channels, mainly in the downstream part (Kotkasim and Tijara Blocks) and 
deeper water level, up to 50 m bgl, south and north of Sabi channel and mainly 
at the western boundary with the Shekhawati Basin. 

4.4 Groundwater Quality 

4.4.2 Introduction 

The groundwater quality has been appraised with reference to selected 
parameters, namely: 

• Concentration of Chlorides (Cl) ion in Groundwater samples; 

• Concentration of Fluorides (F) ion in Groundwater samples; 

• Concentration of Nitrates (NO3) ion in Groundwater samples; 

• EC value in Groundwater samples. 

The manner of obtaining and analyzing the relevant data are described in 
Section 3.2.5 of the Main Report. The description below refers to the relevant 
parameters as observed in this basin. 

4.4.2 Occurrence of Chlorides in Groundwater 

The trend of average concentration levels of Chloride during the period 1984- 
2010 in the basin are shown in Figure 4.4-1. As shown, it is relatively low and 
typical to the eastern part of Rajasthan. The data used for preparing the graphs is 
given in Table 4.4-5 at the end of this chapter. 
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Figure 4.4-1: Long Term Average Chloride Concentrations in Sabi Basin 1984-2010 



—•-AVERAGE -*--596UP -*“5«down -Linear (average! 


Source: Groundwater chemical analysis data of CGWB and RGWD 

The concentrations range from a minimum of 155 mg/1 to a maximum of 356 
mg/1. During the time period 1984-2010, the Chlorides levels rose from a value 
of -211 mg/1 during 1984-1985 to a value of -343 mg/1 during 2009, a linear 
rise of -60% within 25 years. The minimal average concentration (of the lower¬ 
most 5%) was between 22 - 56 mg/1, whereas the maximal average record (of 
the higher most 5%) reached almost 1,314 mg/1 during 2003. Since 1995 the 
average Chlorides concentration exceeded the desirable limit (250 mg/1) and 
stayed relatively stable above this value. A sudden decline has taken place in 
2009-2010 due to some unknown reasons. 

The pre-monsoon (2010) Chlorides level in the basin are presented in Drawing 
No. SAB-GW-005 (in Volume 3b). It shows that except for northern part of the 
basin in Kotkasim and Mandawar Blocks, where high Chlorides level 
groundwater within the range of 250-1,000 mg/1 and more than 1,000 mg/1 occur 
in Alluvial aquifers of the basin, the remaining parts of the basin is occupied by 
Younger and Older Alluvium, Quartzite and Slate bear fresh groundwater. 

The percent area occupied by various aquifer units with selected levels of 

Chlorides concentration in the groundwater of the basin is given in Table 4.4-1. 
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Table 4.4-1: Aquifer-wise Percent Area Occupied with Various Levels of Chloride (mg/I) in 

Groundwater of Sabi Basin 


Basin 

Hydrogeological Unit 

Percent area Occu 
Various Levels of Ch 

3ied with 
oride, mg/I 

<250 

250 -1,000 

> 1,000 

Sabi 

Older Alluvium 

78.65 

20.18 

1.17 

Quartzite 

96.99 

3.01 

0.00 

Slate 

45.12 

54.88 

0.00 

Younger Alluvium 

90.12 

9.88 

0.00 

Basin Summary 

84.55 

14.78 

0.67 


Source: Groundwater chemical analysis data of pre-monsoon 2010 CGWB and RGWD 


As shown, about 84.55% area of the basin area bear potable quality groundwater 
with Chloride concentration levels of <250 mg/1. Poor quality groundwater 
constitutes 15.45%, that mostly pertain to Older Alluvium in the northern part of 
the basin along Haryana border. Almost entire Quartzite aquifer having suitable 
quality of groundwater for all purpose. 

4.4.3 Occurrence of Fluorides in Groundwater 

The average concentration Fluorides during the period 1984-2010 is given in 
Figure 4.4-2. It ranged from a minimum of about 0.96 mg/1 to a maximum of 
about 2.36 mg/1 during the period of 1984 - 2010. The concentration dropped 
from an average value of -1.82 mg/1 during 1984 to an average value of about 
1.04 mg/1 during 2010, between the desirable and maximum permissible limits 
(i.e. up to 1.5 mg/1, respectively). The minimal average concentration (of the 
lower-most 5%) was between 0.3-1 mg/1, whereas the maximal average record 
(of the higher-most 5%) reached almost 6.4 mg/1 during 1986. The data used for 
preparing the graphs is given in Table 4.4-5 at the end of this chapter. 


Figure 4.4-2: Long Term Average Fluoride Concentrations in Sabi Basin 1984-2010 



—AVERAGE - 5% UP - 5% OOWfJ -linear (AVERAGEj 

Source: Groundwater chemical analysis data of CGWB and RGWD 
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The distribution of Fluorides in the groundwater of Sabi Basin pre-monsoon 
2010 is presented in Drawing No. SAB-GW-006 (in Volume 3b). Except for a 
few sub-areas in parts of Alwar District, Kotkasim, Mandawar and Tijara Block 
and Kotputli area of Jaipur District, the remaining area of the basin occupied by 
various aquifer units is safe for drinking use with Fluoride concentration being 
within 1.5 mg/1. The percent of basin area with selected levels of Fluoride 
concentration is given in Table 4.4-2. 


Table 4.4-2: Aquifer-wise Percent Area Occupied with Various Levels of 
Fluoride (mg/I) in Groundwater of Sabi Basin 


Basin 

Hydrogeological Unit 

Percent Area Occupied with 
Various Levels of Fluoride, mg/I 

<1.0 

1.0 -1.5 

>1.5 

Sabi 

Older Alluvium 

76.91 

12.61 

10.48 

Quartzite 

73.79 

14.12 

12.09 

Slate 

100.00 

0.00 

0.00 

Younger Alluvium 

77.31 

10.24 

12.45 

Basin Summary 


76.55 

12.27 

11.18 


Source: Groundwater chemical analysis data of pre-monsoon 2010 CGWB and RGWD 


According, to the above table about 89% of the entire basin area have fresh to 
potable quality of groundwater. Only 11 % of the basin area have the Fluoride 
concentration levels of more than 1.5 mg/1 distributed all over the basin area in 
small patches. 

4.4.4 Distribution of Nitrates in Groundwater 

The average concentration of Nitrates in the basin during the recent past is 
shown in Figure 4.4-3. The data used for preparing the graphs is given in Table 
4.4-5 at the end of this chapter. 


Figure 4.4-3: Long Term Average Nitrate Concentrations in Sabi Basin 1984-2010 



—•—AVERAGE - 5KUP - 5* DOWN -Linear (AVERAGE) 

Source: Groundwater chemical analysis data of CGWB and RGWD 
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As shown, in the Figure 4.4-3 the Nitrate concentration ranged from a minimum 
of about 52 mg/1 to a maximum of about 120 mg/1 during the period of 1984 - 
2010. The concentration dropped from about 80 mg/1 during 1984 to ~62 mg/1 
during 2010, a linear drop of about 23% within 27 years. The minimal average 
concentration (of the lower-most 5%) was <51 mg/1, whereas the maximal 
average record (of the higher-most 5%) reached almost 400 mg/1 during 1999. 
The average Nitrate concentration was between the desirable and maximum 
permissible limit for drinking water (45 mg/1 and 100 mg/1, respectively) during 
the review period, nevertheless certain areas present concentration significantly 
above the permissible limit (Viratnagar, Bansur, Kotkasim and Tijara Blocks). 

The Nitrate distribution map of shallow groundwater of the basin during pre¬ 
monsoon 2010 is presented in Drawing No. SAB-GW-007 (in Volume 3b). 
Except for three localised pockets in Alwar District and one in Jaipur District, 
the groundwater of the basin have low NO 3 concentrations levels, within 
permissible and desirable limits for drinking purposes. 

The aquifer-wise percent area occupied by various hydrogeological units with 
selected Nitrates concentration levels in the basin groundwater is given in the 

Table 4.4-3. 

Table 4.4-3: Aquifer-wise Percent Area Occupied with Various Levels of Nitrate in 

Groundwater of Sabi Basin 




Percent area occupied with 

Basin 

Hydrogeological Unit 

various levels of Nitrate, mg/I 



<45 

45 -100 

>100 

Sabi 

Younger Alluvium 

91.68 

7.26 

1.06 

Older Alluvium 

68.82 

21.39 

9.79 

Sabi 

Quartzite 

81.33 

16.46 

2.21 

Slate 

90.87 

9.13 

0.00 

Basin Summary 

76.58 

17.13 

6.29 


Source: Groundwater chemical analysis data of pre-monsoon 2010 CGWB and RGWD 

As per the above table about 76.58% of the basin area bears safe groundwater 
with NO 3 levels of 45 mg/1 in various aquifer units. The safe limit of <45 mg/1 
NO 3 ranges from 68.82% in Older Alluvium to 91.68% in Younger Alluvium 
unit of the basin. The Older Alluvium aquifer have 9.79% area having Nitrate 
concentration levels above the maximum permissible limit of 100 mg /1 in the 
entire basin area. 

4.4.5 Distribution of EC in Groundwater 

EC levels are relatively low in Sabi Basin as shown in Figure 4.4-4. The data 
used for preparing the graphs is given in Table 4.4-5. 

During the period of consideration 1984-2010, a significant decline in the 
average groundwater levels was recorded (about 0.5 m/yr). Most cases of high 
Chlorides, Nitrates and EC are found in the north-eastern part of the basin with i n 
the Older Alluvium aquifer. These observations clearly indicates that the eastern 
part of the aquifer is more vulnerable to contamination from the surface due to 
human activity and shallow depth to the water levels. Over pumping and limited 
recharge might also promote intrusion of saline water from across the border of 
Haryana in to the basin area of the State. 
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Figure 4.4-4: Long Term Average Electrical Conductivity Values in Sabi Basin 1984-2010 



—•—AVERAGE -5%UP -S« DOWN -Linear [AVERAGE) 

Source: Groundwater chemical analysis data of CGWB and RGWD 

The average values of Electrical Conductivity (EC) ranged from a minimum of 
-1,625 pS/cm to a maximum of -2,039 pS/cm during the period of 1984 - 2010. 
The average EC in the basin can be regarded as moderate and stable with a very 
minor decline during the last 3 decades: featuring -1,649 pS/cm in 1984 and 
-1494 pS/cm during 2010. The minimal average concentration (of the lower¬ 
most 5 %) is between 473 - 950 pS/cm, whereas the maximal average record (of 
the upper-most 5%) reached almost 6,625 pS/cm during 1987. The average EC 
was between the desirable and the maximum allowed values for drinking water 
(750 and 2,250 pS/cm respectively) during the review period. 

The EC map of groundwater in the basin during pre-monsoon 2010 is presented 
in Drawing No. SAB-GW-008 (in Volume 3b). As shown, except few localised 
pockets around Kotkasim and Mandawar Blocks in Alluvium aquifer, the 
remaining part of basin, occupied by various aquifer units, have low to medium 
saline quality of groundwater up to 2,250 pS/cm conductivity limit. Percent area 
of various EC levels in groundwater of the basin is shown in Table 4.4-4. 

Table 4.4-4: Aquifer-wise Percent Area Occupied with Various Levels of EC in 

Groundwater of Sabi Basin 


Basin 

Hydrogeological Unit 

Percent area occupied with 
various levels of Electrical Conductivity, uS/cm 

<750 

750 - 2,250 

2,250 - 5,000 

> 5,000 

Sabi 

Older Alluvium 

11.17 

77.11 

10.85 

0.87 

Quartzite 

47.39 

51.90 

0.71 

0.00 

Slate 

0.00 

100.00 

0.00 

0.00 

Younger Alluvium 

45.93 

50.29 

3.78 

0.00 

Basin Summary 

25.94 

66.31 

7.25 

0.50 


Source: Groundwater chemical analysis data of pre-monsoon 2010 CGWB and RGWD 


App. SAB-IN-24740-R13-073 July, 2014 

Surface and Groundwater Availability 
373 











































STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


The above table indicates that the entire basin area have EC levels up to 2,250 
pS/cm. Only about 8% area have EC levels above this limit and unsuitable for 
irrigation. 

4.4.6 Long-Term Groundwater Quality Trends 

It is important to note that the aforementioned data and figures show average 
values for the whole of the basin, while spatial heterogeneity of groundwater 
quality is evident across the area. Therefore, it is important to continuously 
observe the water quality trends from a spatial point of view. 

Nitrates and Fluorides concentrations are also in general vary between the 
desirable limit and the maximum permissible limits in most of Sabi's area, yet 
there are larger areas with deteriorated quality and exceed the maximum 
permissible limits. Regarding the Nitrates and Fluorides, these conditions are 
mainly observed in Bansur, Behror, Mandawar, Kotkasmin and Kishangarh Bas 
Blocks of Alwar District. In addition, Viratnagar and Kotputli Blocks of Jaipur 
District also show deteriorated conditions regarding Fluorides. 
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Table 4.4-5: Long Term Groundwater Quality Trends - Sabi Basin 


Year 

Season 

Chloride (mg/I) 

Electrical Conductivity (uS/cm) 

Fluoride (m 

3/1) 

Nitrate (mg/I) 

5% UP 

AVERAGE 

5% DOWN 

5% UP 

AVERAGE 

5% DOWN 

5% UP 

AVERAGE 

5% DOWN 

5% UP 

AVERAGE 

5% DOWN 

1984 

Pre - Monsoon 

- 

210.12 

- 

- 

1,730.07 

- 

- 

1.82 

- 

- 

88.03 

- 

1984 

Post - Monsoon 

768.51 

188.10 

21.71 

5,800.00 

1,613.44 

546.25 

3.82 

1.53 

0.62 

262.47 

77.49 

22.94 

1985 

Pre - Monsoon 

816.03 

207.12 

25.11 

5,933.33 

1,658.75 

527.50 

4.01 

1.44 

0.57 

233.91 

80.60 

21.08 

1985 

Post - Monsoon 

863.55 

226.15 

28.51 

6,066.67 

1,704.05 

508.75 

4.21 

1.34 

0.53 

205.36 

83.71 

19.22 

1986 

Pre - Monsoon 

911.07 

218.84 

31.91 

6,200.00 

1,615.85 

472.50 

5.60 

1.51 

0.60 

176.80 

78.24 

33.79 

1986 

Post - Monsoon 

942.97 

219.41 

29.78 

6,225.00 

1,574.09 

526.00 

6.40 

1.61 

0.48 

180.50 

76.63 

35.03 

1987 

Pre - Monsoon 

824.30 

189.56 

26.66 

6,625.00 

1,554.01 

530.00 

4.43 

1.46 

0.54 

185.24 

78.25 

38.29 

1987 

Post - Monsoon 

848.96 

187.46 

26.52 

6,275.00 

1,832.37 

586.00 

4.25 

1.64 

0.59 

189.97 

79.88 

41.55 

1988 

Pre - Monsoon 

602.52 

162.27 

33.18 

5,248.33 

1,363.10 

558.00 

4.08 

1.82 

0.64 

194.71 

81.50 

44.81 

1988 

Post - Monsoon 

748.24 

180.19 

28.36 

5,021.67 

1,458.63 

542.00 

3.91 

2.00 

0.69 

199.45 

83.12 

48.07 

1989 

Pre - Monsoon 

552.76 

155.90 

30.30 

4,695.00 

1,397.55 

524.67 

4.76 

2.36 

0.75 

204.19 

82.53 

51.33 

1989 

Post - Monsoon 

738.25 

180.26 

30.46 

4,418.33 

1,436.93 

562.33 

3.87 

2.18 

0.80 

217.50 

80.79 

43.22 

1990 

Pre - Monsoon 

923.74 

197.24 

30.63 

3,873.33 

1,431.45 

600.00 

2.98 

2.00 

0.85 

230.81 

77.02 

35.12 

1990 

Post - Monsoon 

893.34 

244.82 

44.53 

4,052.00 

1,692.34 

946.00 

2.42 

1.88 

0.89 

235.02 

75.18 

32.52 

1991 

Pre - Monsoon 

715.29 

235.78 

27.39 

4,393.33 

1,645.47 

576.00 

1.87 

1.75 

0.94 

239.22 

73.35 

29.91 

1991 

Post - Monsoon 

704.40 

220.66 

43.37 

4,301.67 

1,580.64 

592.00 

2.04 

1.84 

0.95 

221.97 

67.95 

27.31 

1992 

Pre - Monsoon 

693.51 

205.85 

33.54 

4,210.00 

1,537.32 

613.00 

2.21 

1.93 

0.96 

204.72 

62.56 

24.70 

1992 

Post - Monsoon 

600.22 

232.11 

42.29 

4,005.00 

1,490.42 

620.50 

2.13 

1.80 

0.90 

235.57 

74.15 

27.27 

1993 

Pre - Monsoon 

506.94 

258.37 

51.05 

3,800.00 

1,443.52 

628.00 

2.06 

1.66 

0.83 

266.41 

85.74 

29.85 

1993 

Post - Monsoon 

762.39 

227.84 

31.20 

3,693.00 

1,404.57 

526.00 

1.99 

1.53 

0.77 

297.26 

97.33 

32.42 

1994 

Pre - Monsoon 

779.05 

231.40 

29.21 

2,606.00 

1,485.70 

554.00 

1.92 

1.40 

0.71 

328.11 

108.92 

35.00 

1994 

Post - Monsoon 

626.58 

221.31 

28.36 

3,053.00 

1,717.06 

636.00 

1.84 

1.27 

0.65 

358.96 

120.51 

37.57 

1995 

Pre - Monsoon 

935.17 

257.52 

39.70 

3,940.00 

1,646.07 

950.00 

1.38 

1.20 

0.59 

389.80 

106.89 

41.44 

1995 

Post - Monsoon 

928.32 

250.57 

34.03 

3,620.00 

1,627.16 

680.00 

1.77 

1.30 

0.52 

298.75 

90.07 

49.70 

1996 

Pre - Monsoon 

1,051.21 

255.50 

40.41 

4,844.00 

1,769.14 

650.00 

1.84 

1.34 

0.65 

286.44 

81.96 

43.25 

1996 

Post - Monsoon 

986.93 

273.93 

36.87 

4,728.00 

1,897.02 

678.00 

2.03 

1.24 

0.74 

365.67 

89.63 

36.42 

1997 

Pre - Monsoon 

1,070.59 

305.86 

40.41 

4,359.00 

1,751.13 

582.00 

2.23 

1.14 

0.83 

401.07 

96.38 

29.59 

1997 

Post - Monsoon 

1,154.25 

284.68 

43.96 

4,238.67 

1,677.03 

540.00 

2.29 

1.17 

1.05 

398.29 

91.62 

25.00 

1998 

Pre - Monsoon 

1,089.87 

268.18 

44.67 

4,558.33 

1,695.37 

616.00 

2.35 

1.15 

0.81 

412.95 

92.46 

22.43 

1998 

Post - Monsoon 

1,015.57 

282.96 

51.05 

4,218.00 

1,846.63 

593.33 

2.20 

1.10 

0.88 

416.83 

93.85 

18.61 
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Year 

Season 

Chloride (mg/I) 

Electrical Conductivity (gS/cm) 

Fluoride (mg/I) 

Nitrate (mg/I) 

5% UP 

AVERAGE 

5% DOWN 

5% UP 

AVERAGE 

5% DOWN 

5% UP 

AVERAGE 

5% DOWN 

5% UP 

AVERAGE 

5% DOWN 

1999 

Pre - Monsoon 

1,122.77 

330.88 

44.67 

5,056.00 

1,848.55 

583.67 

2.47 

1.28 

0.95 

410.35 

105.74 

15.25 

1999 

Post - Monsoon 

1,122.21 

354.89 

38.29 

5,028.00 

2,012.75 

558.00 

2.36 

1.24 

0.90 

400.83 

75.48 

14.78 

2000 

Pre - Monsoon 

1,237.91 

356.97 

39.70 

6,128.00 

2,039.22 

595.00 

1.80 

1.26 

0.84 

387.74 

76.97 

20.46 

2000 

Post - Monsoon 

791.24 

223.20 

43.96 

3,130.00 

1,702.28 

778.00 

1.25 

1.27 

0.78 

386.25 

70.31 

27.99 

2001 

Pre - Monsoon 

1,195.37 

333.95 

32.61 

3,806.00 

1,691.94 

548.00 

1.39 

1.08 

0.57 

384.76 

65.87 

19.06 

2001 

Post - Monsoon 

1,271.41 

313.72 

38.25 

3,382.00 

1,791.62 

529.33 

1.49 

0.97 

0.48 

341.18 

72.40 

20.83 

2002 

Pre - Monsoon 

827.17 

290.08 

43.90 

3,004.50 

1,590.36 

584.67 

1.84 

1.00 

0.46 

372.52 

77.58 

16.80 

2002 

Post - Monsoon 

1,036.62 

278.81 

43.39 

3,771.00 

1,588.28 

609.43 

2.19 

1.06 

0.40 

332.81 

77.34 

18.96 

2003 

Pre - Monsoon 

1,226.22 

308.19 

42.89 

4,753.50 

1,669.91 

626.19 

2.57 

1.12 

0.38 

318.50 

73.44 

14.82 

2003 

Post - Monsoon 

1,313.96 

327.86 

42.38 

3,920.00 

1,759.64 

564.95 

1.88 

1.16 

0.56 

281.17 

66.62 

20.80 

2004 

Pre - Monsoon 

1,173.40 

306.30 

43.49 

3,990.50 

1,707.13 

581.71 

2.69 

1.59 

0.69 

258.72 

85.50 

17.38 

2004 

Post - Monsoon 

1,023.62 

253.89 

38.92 

3,641.00 

1,509.12 

588.48 

2.20 

1.37 

0.64 

226.68 

76.72 

16.90 

2005 

Pre - Monsoon 

1,157.09 

347.93 

44.63 

3,467.50 

1,760.27 

677.24 

1.71 

1.14 

0.58 

194.65 

67.95 

16.42 

2005 

Post - Monsoon 

975.59 

300.27 

43.25 

3,590.00 

1,671.12 

680.00 

3.81 

1.29 

0.58 

170.62 

64.55 

14.99 

2006 

Pre - Monsoon 

1,135.11 

321.96 

44.67 

3,208.00 

1,705.54 

672.00 

2.54 

1.58 

0.57 

146.59 

59.85 

12.60 

2006 

Post - Monsoon 

1,108.88 

293.68 

29.78 

3,738.00 

1,547.81 

662.00 

1.63 

1.36 

0.47 

170.06 

55.11 

12.88 

2007 

Pre - Monsoon 

804.01 

267.67 

40.41 

2,826.79 

1,326.95 

674.00 

4.41 

0.96 

0.37 

193.53 

55.90 

5.65 

2007 

Post - Monsoon 

847.96 

263.30 

48.21 

2,867.32 

1,658.45 

678.00 

4.33 

1.09 

0.46 

136.30 

57.46 

8.99 

2008 

Pre - Monsoon 

682.06 

267.89 

55.55 

2,585.36 

1,361.43 

874.58 

3.18 

1.14 

0.65 

126.55 

63.32 

13.17 

2008 

Post - Monsoon 

925.95 

270.52 

49.20 

3,474.64 

1,469.59 

922.50 

2.01 

1.35 

0.49 

166.50 

73.01 

18.87 

2009 

Pre - Monsoon 

994.02 

343.71 

42.86 

3,236.43 

1,602.70 

833.75 

2.77 

0.96 

0.46 

157.69 

70.64 

17.75 

2009 

Post - Monsoon 

735.35 

224.32 

36.51 

3,180.71 

1,517.28 

745.00 

5.61 

1.28 

0.43 

111.60 

60.02 

17.31 

2010 

Pre - Monsoon 

675.91 

163.81 

34.90 

2,905.00 

1,357.44 

807.92 

3.47 

1.04 

0.32 

84.01 

52.64 

15.94 

2010 

Post - Monsoon 

- 

- 

- 

3,278.57 

1,511.48 

785.00 

- 

- 

- 

- 

- 

- 
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4.5 Groundwater Drafts 

4.5.1 Long-Term Groundwater Drafts (1995-2009) 

As shown in Table 4.5-1 and Figure 4.5-1 there was a moderate and gradual rise 
of draft's volume during the period of 1995-2009, from about 570 Mm 3 during 
1995 to about 752 Mm 3 during 2009, a total rise of about 182 Mm 3 in 15 years. 
The average annual rise rate is about 12 Mm 3 /yr with a relative total increase of 
32%. 


Table 4.5-1: Groundwater Draft in Sabi Basin 1995-2009 


Basin 

1995 

2001 

2004 

2007 

2009 

1995 

2009 

Groundwater Draft (Mm 3 ) 

Relative 

Change 

(%) 

Rate of 
change 
(Mm 3 /yr) 

Sabi 

570.15 

633.02 

653.47 

698.28 

751.58 

31.82 

12.09 


* based on the village-wise data collected from Tehsil 
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Figure 4.5-1: Groundwater Draft in Sabi basin 1995-2009 


River Basin: Sabi 



Sabi 
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The groundwater level long-term trends present an average decline rate of about 
0.5 m/yr, which is in line with the general increase pattern of groundwater 
abstractions. 

4.5.2 C urrent G round water Draft (Year 2010) 

Table 4.5-2 presents the aquifer-wise estimated quantities of abstracted 
groundwater in the basin having a total of 803.27 Mm 3 /yr for the year 2010 (for 
details see Section 3.2.6, Annex GW-5(a) & (b) of Main Report). 

Table 4.5-2: Details of Groundwater Draft in Sabi Basin (Year 2010) 


Basin 

Hydrogeological Unit 

Gross Dral 

ft in Fresh Groundwater 

Agricultural, 

Mm 3 /yr 

Domestic 

and 

Industrial, 

Mm 3 /yr 

All Uses, 
Mm 3 /yr 

Sabi 

Older Alluvium 

543.92 

45.34 

589.26 

Quartzite 

42.66 

6.34 

49.00 

Slate 

2.06 

0.59 

2.65 

Younger Alluvium 

149.29 

13.07 

162.36 

Basin Total 


737.93 

65.34 

803.27 


4.6 Groundwater Resources 

4.6.1 Fresh Dynamic Groundwater Resources 

The total net annually assessed fresh dynamic groundwater resource in the basin 
for year 2010 is 429.89 Mm 3 against which the groundwater draft is 803.27 
Mm 3 . The stage of groundwater development is 186.85% and the basin is 
categorised as groundwater over-exploited basin, as shown in Table 4.6-1(a). 


Table 4.6-l(a): Fresh Dynamic Groundwater Availability in Sabi Basin (Year 2010) 


Basin 

Net 

Groundwater 

Availability, 

Mm 3 

Gross Draft 
for All 
Uses, Mm 3 

Stage of 
Groundwater 
Development, 

% 

Category 

Sabi 

429.89 

803.27 

186.85 

Over Exploited 


The further details of fresh dynamic groundwater availability in various micro¬ 
watersheds of Sabi Basin for year 2010 is given in Table 4.6-l(b) (for details see 
Section 3.2.7, Annex GW-6(a) & (b) of Main Report). 


Table 4.64(b): Micro Watershed and Aquifer Wise Fresh Dynamic Groundwater Availability in 

Sabi Basin (Year 2010) 


Basin 

Micro Watershed 

Hydrogeological 

Unit 

Fresh Dynamic 
Groundwater 
Availability, Mm 3 

Sabi 

001 

Older Alluvium 

11.67 

Quartzite 

- 

Sub Total 


11.67 

002 

Older Alluvium 

10.82 

Quartzite 

0.63 

Sub Total 


11.45 

003 

Older Alluvium 

10.39 

Quartzite 

0.16 
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Basin 

Micro Watershed 

Hydrogeological 

Unit ” 

Fresh Dynamic 
Groundwater 



Availability, Mm 3 


Sub Total 


10.55 


004 

Older Alluvium 

9.11 


Quartzite 

- 


Sub Total 


9.11 


005 

Older Alluvium 

12.08 


Quartzite 

- 


Sub Total 


12.08 


006 

Older Alluvium 

25.53 


Quartzite 

- 


Sub Total 


25.53 


007 

Older Alluvium 

30.30 


008 

Older Alluvium 

30.87 


Slate 

0.29 


Sub Total 


31.16 


009 

Older Alluvium 

8.20 


Quartzite 

1.42 


Sub Total 


9.62 


010 

Older Alluvium 

17.35 


Quartzite 

1.14 


Sub Total 


18.49 


Oil 

Older Alluvium 

26.62 


Quartzite 

0.89 


Sub Total 


27.51 


012 

Older Alluvium 

38.03 

Sabi 

Quartzite 

0.15 

Sub Total 


38.19 



Older Alluvium 

14.17 


013 

Quartzite 

0.01 



Younger Alluvium 

8.58 


Sub Total 


22.76 



Older Alluvium 

0.76 


014 

Quartzite 

0.13 



Younger Alluvium 

25.63 


Sub Total 


26.53 



Older Alluvium 

2.65 


015 

Quartzite 

1.05 



Younger Alluvium 

28.93 


Sub Total 


32.63 



Older Alluvium 

25.51 


016 

Quartzite 

4.11 


Slate 

0.21 



Younger Alluvium 

1.92 


Sub Total 


31.75 



Older Alluvium 

1.60 


017 

Quartzite 

1.27 



Younger Alluvium 

3.06 


Sub Total 


5.93 


018 

Older Alluvium 

19.92 


019 

Older Alluvium 

9.66 


Quartzite 

4.52 


App. SAB-IN-24740-R13-073 July, 2014 

Surface and Groundwater Availability 
380 










STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Basin 

Micro Watershed 

Hydrogeological 

Unit ” 

Fresh Dynamic 
Groundwater 
Availability, Mm 3 

Sabi 

019 

Younger Alluvium 

29.73 

Sub Total 


43.91 

020 

Older Alluvium 

5.17 

Quartzite 

5.61 

Younger Alluvium 

0.02 

Sub Total 


10.80 

Basin Total 

429.89 


Note: For details of Micro-watersheds see Table 2.1-2 and Figure 2.1-3 
Source: CGWB and RGWD 


4.6.2 Saline Dynamic Groundwater Resources (Year 2010) 

The assessed saline dynamic groundwater resource in the basin for the year is 
6.93 Mm 3 (for details see Annex GW-6(b) of Main Report). 


Table 4.6-2: Micro Watershed and Aquifer Wise Saline Dynamic Groundwater Availability in Sabi 

Basin (Year 2010) 


Basin 

Micro Watershed 

Hydrogeological 

Unit 

Saline Dynamic 
Groundwater 



Availability, Mm 3 


001 

Older Alluvium 

- 


Quartzite 

- 


Sub Total 


- 


002 

Older Alluvium 

- 


Quartzite 

- 


Sub Total 


- 


003 

Older Alluvium 

- 


Quartzite 

- 


Sub Total 


- 


004 

Older Alluvium 

0.02 


Quartzite 

- 


Sub Total 


0.02 


005 

Older Alluvium 

2.44 


Quartzite 

- 


Sub Total 


2.44 

Sabi 

006 

Older Alluvium 

- 


Quartzite 

- 


Sub Total 


- 


007 

Older Alluvium 

1.46 


008 

Older Alluvium 

- 


Slate 

- 


Sub Total 


- 


009 

Older Alluvium 

- 


Quartzite 

- 


Sub Total 


- 


010 

Older Alluvium 

- 


Quartzite 

- 


Sub Total 


- 


Oil 

Older Alluvium 

- 


Quartzite 

- 


Sub Total 


- 
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Basin 

Micro Watershed 

Hydrogeological 

Unit ” 

Saline Dynamic 
Groundwater 



Availability, Mm 3 


012 

Older Alluvium 

- 


Quartzite 

- 


Sub Total 


- 



Older Alluvium 

- 


013 

Quartzite 

- 



Younger Alluvium 

- 


Sub Total 


- 



Older Alluvium 

- 


014 

Quartzite 

- 



Younger Alluvium 

- 


Sub Total 


- 



Older Alluvium 

- 


015 

Quartzite 

- 



Younger Alluvium 

- 


Sub Total 


- 



Older Alluvium 

- 

Sabi 

016 

Quartzite 

- 


Slate 

- 



Younger Alluvium 

- 


Sub Total 


- 



Older Alluvium 

- 


017 

Quartzite 

- 



Younger Alluvium 

- 


Sub Total 


- 


018 

Older Alluvium 

3.00 


019 

Older Alluvium 

- 


Quartzite 

- 


019 

Younger Alluvium 

- 


Sub Total 


- 



Older Alluvium 

- 


020 

Quartzite 

- 



Younger Alluvium 

- 


Sub Total 


- 

Basin Total 

6.93 


Source: CGWB and RGWD 


4.6.3 Fresh Static Groundwater Resources (Year 2010) 

The fresh static groundwater resource of the basin for the year 2010 is assessed 
at 698.56 Mm 3 . The Older and Younger Alluvium together account for 695.64 
Mm 3 and the balance of 2.92 Mm 3 as bed-rock aquifer resource, with details 
given in Table 4.6-3 (for details see Section 3.2.8, Annex GW-7(a) & (b) of 
Main Report). 
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Table 4.6-3: Micro Watershed and Aquifer Wise Fresh Static Groundwater Resources in Sabi 

Basin (Year 2010) 


Basin 

Micro Watershed 

Hydrogeological Unit 

Fresh Static 
Groundwater 
Availability, Mm 3 

Sabi 

001 

Older Alluvium 

17.77 

Quartzite 

- 

Sub Total 


17.78 

002 

Older Alluvium 

16.16 

Quartzite 

0.19 

Sub Total 


16.35 

003 

Older Alluvium 

17.38 

Quartzite 

0.04 

Sub Total 


17.43 

004 

Older Alluvium 

12.61 

Quartzite 

- 

Sub Total 


12.61 

005 

Older Alluvium 

17.73 

Quartzite 

- 

Sub Total 


17.73 

006 

Older Alluvium 

38.04 

Quartzite 

- 

Sub Total 


38.05 

007 

Older Alluvium 

45.64 

008 

Older Alluvium 

44.00 

Slate 

0.07 

Sub Total 


44.08 

009 

Older Alluvium 

13.78 

Quartzite 

0.16 

Sub Total 


13.94 

010 

Older Alluvium 

27.39 

Quartzite 

0.16 

Sub Total 


27.55 

Oil 

Older Alluvium 

39.79 

Quartzite 

0.14 

Sub Total 


39.93 

012 

Older Alluvium 

48.25 

Quartzite 

0.04 

Sub Total 


48.29 

013 

Older Alluvium 

22.31 

Quartzite 

0.01 

Younger Alluvium 

15.08 

Sub Total 


37.40 

014 

Older Alluvium 

1.73 

Quartzite 

0.04 

Younger Alluvium 

71.96 

Sub Total 


73.73 

015 

Older Alluvium 

7.16 

Quartzite 

0.24 

Younger Alluvium 

83.51 

Sub Total 


90.91 

016 

Older Alluvium 

29.55 
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Basin 

Micro Watershed 

Hydrogeological Unit 

Fresh Static 
Groundwater 
Availability, Mm 3 



Quartzite 

0.46 


016 

Slate 

0.03 



Younger Alluvium 

7.99 


Sub Total 


38.04 



Older Alluvium 

2.42 


017 

Quartzite 

0.18 



Younger Alluvium 

10.67 


Sub Total 


13.26 

Sabi 

018 

Older Alluvium 

30.94 



Older Alluvium 

10.26 


019 

Quartzite 

0.59 



Younger Alluvium 

46.34 


Sub Total 


57.19 



Older Alluvium 

16.67 


020 

Quartzite 

0.57 



Younger Alluvium 

0.50 


Sub Total 


17.73 

Basin Total 

698.56 


Source: CGWB and RGWD 


4 . 6.4 Saline Static Groundwater Resources (Year 2010) 

13.69 Mm 3 of saline static groundwater resource is assessed to occur in the Sabi 
Basin for the year 2010, as given in Table 4.6-4 (for details see Annex GW-7(b) 
of Main Report). 

Table 4.6-4: Micro Watershed and Aquifer Wise Saline Static Groundwater Resources in Sabi 

Basin (Year 2010) 


Basin 

Micro Watershed 

Hydrogeological Unit 

Saline Static 
Groundwater 
Availability, Mm 3 

Sabi 

001 

Older Alluvium 

- 

Quartzite 

- 

Sub Total 


- 

002 

Older Alluvium 

- 

Quartzite 

- 

Sub Total 


- 

003 

Older Alluvium 

- 

Quartzite 

- 

Sub Total 


- 

004 

Older Alluvium 

0.12 

Quartzite 

- 

Sub Total 


0.12 

005 

Older Alluvium 

4.43 

Quartzite 

- 

Sub Total 


4.43 

006 

Older Alluvium 

- 

Quartzite 

- 

Sub Total 


- 

007 

Older Alluvium 

3.02 
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Basin 

Micro Watershed 

Hydrogeological Unit 

Saline Static 
Groundwater 
Availability, Mm 3 

Sabi 

008 

Older Alluvium 

- 

Slate 

- 

Sub Total 


- 

009 

Older Alluvium 

- 

Quartzite 

- 

Sub Total 


- 

010 

Older Alluvium 

- 

Quartzite 

- 

Sub Total 


- 

Oil 

Older Alluvium 

- 

Quartzite 

- 

Sub Total 


- 

012 

Older Alluvium 

- 

Quartzite 

- 

Sub Total 


- 

013 

Older Alluvium 

- 

Quartzite 

- 

Younger Alluvium 

- 

Sub Total 


- 

014 

Older Alluvium 

- 

Quartzite 

- 

Younger Alluvium 

- 

Sub Total 


- 

015 

Older Alluvium 

- 

Quartzite 

- 

Younger Alluvium 

- 

Sub Total 


- 

016 

Older Alluvium 

- 

Quartzite 

0.01 

Slate 

- 

Younger Alluvium 

- 

Sub Total 


0.01 

017 

Older Alluvium 

- 

Quartzite 

- 

Younger Alluvium 

- 

Sub Total 


- 

018 

Older Alluvium 

6.11 

019 

Older Alluvium 

- 

Quartzite 

- 

Younger Alluvium 

- 

Sub Total 


- 

020 

Older Alluvium 

- 

Quartzite 

- 

Younger Alluvium 

- 

Sub Total 


- 

Basin Total 

13.69 


Source: CGWB and RGWD 
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5. Summary of Water Availability in Sabi Basin 

5.1 Assessment Considerations 

Availability of water originating from various sources depends upon the source 

nature and subject to the following ToR requirements: 

• Locally generated surface water the starting point for its rational utilization is 
its availability in terms of ‘native’ or ‘virgin’ (un-intercepted) status, with its 
due dependability nature is considered the ‘hydrologic planning base data’ of 
this part of the Basin’s water sources. 

• In the case of imported water, the governing factor is the on-going (current) 
management of the relevant agreements. Dependability levels of this source 
of water relates to its own source, assumed to be maintained through the 
relevant delivery system. 

• Also for groundwater, its availability for long-term exploitation, clear of any 
current State of overdraft is the basic element. Since it is a derivative of 
rainfall, the dependability level of such rechargeable ‘dynamic’ groundwater 
availability relies on the statistic occurrence of precipitation. 

5.2 Basin Summary of Available Water 

The analysis above have been oriented according to the aforementioned 

assessment considerations, culminated in a summary as shown in Table 5.2-1. 


Table 5.2-1: Summary of Available Water Resources in Sabi Basin, Mm 3 (2010) 


Property 

Dependability Level 

Mean 

25% 

50% 

75% 

90% 

Fresh Water 






Local Surface Water (virgin), Mm 3 /yr 

348.09 

457.30 

199.00 

94.60 

40.70 

Imported Water, Mm 3 /yr 

- 

- 

- 

- 

- 

Fresh Dynamic Groundwater, Mm 3 /yr 

429.89 





Fresh Static Groundwater, Mm 3 /yr 

698.56 





Total Available Fresh Water, Mm 3 /yr 

1,476.54 





Saline Groundwater 






Saline Dynamic Groundwater, Mm 3 /yr 

6.93 





Saline Static Groundwater, Mm 3 /yr 

13.69 





Total Available Saline Groundwater, Mm 3 /yr 

20.62 






Note: For groundwater, assessment is done for Mean Annual Availability as per GEC methodology. 
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Annex SAB-1 

Data Used for Calibration / Validation of Model at Selected Sites 

Chittoli Dam 

Table Al-1 provides the details of Observed Gauge-Capacity data used for 
Chittoli Dam. 

Table Al-1: Chittoli Dam Gauge-Capacity Data 


Year 

Gauge, 

ft 

Capacity, 

Mm 3 

Gauge, ft 

Capacity, 

Mm 3 

Gauge, ft 

Capacity, 

Mm 3 

Gauge, ft 

Capacity, 

Mm 3 

June 

Ju 

y 

August 

September 

1996 

142.75 

6.88 

144.25 

8.28 

147.84 

11.77 

152.58 

17.12 

1997 

NA 

NA 

145.50 

9.46 

146.67 

10.52 

148.00 

11.95 

1998 

142.08 

6.35 

143.67 

7.72 

145.17 

9.16 

145.42 

9.38 

1999 

137.42 

3.25 

137.00 

3.06 

140.33 

5.02 

140.33 

5.02 

2000 

NA 

NA 

NA 

NA 

NA 

NA 

135.50 

2.28 

2001 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

2002 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

2003 

NA 

NA 

135.84 

2.42 

135.92 

2.46 

135.92 

2.46 

2004 

NA 

NA 

NA 

NA 

135.84 

2.42 

135.84 

2.42 

2005 

NA 

NA 

137.25 

3.17 

136.75 

2.92 

136.84 

2.97 

2006 

135.00 

0.00 

135.00 

0.00 

135.00 

0.00 

135.00 

0.00 

2007 

135.00 

0.00 

135.00 

0.00 

135.00 

0.00 

135.00 

0.00 

2008 

135.00 

0.00 

135.00 

0.00 

135.00 

0.00 

135.00 

0.00 

2009 

135.00 

0.00 

135.00 

0.00 

135.00 

0.00 

135.00 

0.00 

2010 

135.00 

0.00 

135.00 

0.00 

135.00 

0.00 

135.00 

0.00 


Source: WRD, GoR 


Buchara Dam 


Table Al-2 provides the details of Observed Gauge-Capacity data used for 
Buchara Dam. 

Table Al-2: Buchara Dam Gauge-Capacity Data 



Level, 

Capacity, 

Level, 

Capacity, 

Level, 

Capacity, 

Level, 

Capacity, 

Year 

m 

Mm 3 

m 

Mm 3 

m 

Mm 3 

m 

Mm 3 


June 

July 

Auc 

|USt 

September 

1996 

169.12 

16.60 

169.12 

16.60 

169.22 

16.95 

169.36 

17.44 

1997 

NA 

NA 

164.09 

2.04 

166.37 

7.81 

166.96 

8.33 

1998 

162.08 

0.48 

166.81 

8.28 

166.81 

8.28 

167.26 

9.54 

1999 

NA 

NA 

165.53 

4.73 

167.31 

9.68 

167.41 

10.22 

2000 

163.73 

1.68 

166.91 

8.32 

167.03 

8.47 

167.03 

8.47 

2001 

NA 

NA 

166.42 

7.87 

165.89 

6.21 

166.49 

7.92 

2002 

162.94 

0.94 

162.61 

0.74 

163.61 

1.56 

163.78 

1.74 

2003 

NA 

NA 

165.92 

6.33 

165.63 

5.20 

166.07 

6.84 

2004 

164.42 

2.30 

161.01 

0.00 

166.17 

7.31 

165.43 

4.32 

2005 

162.18 

0.52 

166.63 

8.12 

166.09 

6.92 

165.81 

5.83 

2006 

162.66 

0.77 

166.27 

7.64 

165.43 

4.32 

165.13 

3.57 

2007 

161.34 

0.16 

161.65 

0.30 

162.13 

0.49 

163.15 

1.07 

2008 

164.70 

2.89 

164.39 

2.26 

164.34 

2.23 

164.37 

2.25 

2009 

161.95 

0.43 

161.17 

0.07 

162.43 

0.62 

162.05 

0.47 

2010 

158.60 

0.00 

165.05 

4.10 

167.09 

9.02 

167.16 

9.25 


Source: WRD, GoR 
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Sodawas River Gauge 

Table Al-3 provides the details of Observed Gauge- data used for Sodawas 
River Gauge. 


Table Al-3: Sodawas River Gauge Data (Mm 3 ) 


Years 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

1973 

NA 

NA 

NA 

NA 

NA 

NA 

7.41 

27.51 

18.29 

NA 

NA 

NA 

1974 

NA 

NA 

NA 

NA 

NA 

NA 

15.23 

74.76 

0.20 

5.22 

NA 

NA 

1975 

NA 

NA 

NA 

NA 

NA 

NA 

17.37 

97.75 

2.45 

NA 

NA 

NA 

1976 

NA 

NA 

NA 

NA 

NA 

248.73 

1.55 

4.05 

NA 

NA 

NA 

NA 

1977 

NA 

NA 

NA 

NA 

NA 

11.70 

107.38 

28.38 

16.84 

NA 

NA 

NA 

1978 

NA 

NA 

NA 

NA 

NA 

NA 

107.63 

49.08 

49.82 

NA 

NA 

NA 

1979 

NA 

NA 

NA 

NA 

NA 

3.53 

11.06 

8.07 

0.05 

NA 

NA 

NA 

1980 

NA 

NA 

NA 

NA 

NA 

6.03 

38.34 

30.30 

NA 

NA 

NA 

NA 

1981 

NA 

NA 

NA 

NA 

NA 

NA 

32.99 

27.08 

0.50 

NA 

NA 

NA 

1982 

NA 

NA 

NA 

NA 

NA 

NA 

6.13 

17.32 

NA 

NA 

NA 

NA 

1983 

NA 

NA 

NA 

NA 

NA 

NA 

34.53 

31.97 

23.39 

0.90 

NA 

NA 

1984 

NA 

NA 

NA 

NA 

NA 

NA 

8.48 

9.19 

13.25 

NA 

NA 

NA 

1985 

NA 

NA 

NA 

NA 

NA 

1.21 

39.83 

146.90 

NA 

5.05 

NA 

NA 

1986 

NA 

NA 

NA 

NA 

NA 

NA 

3.66 

4.11 

NA 

NA 

NA 

NA 

1987 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

2.20 

NA 

NA 

NA 

NA 

1988 

NA 

NA 

NA 

NA 

NA 

3.47 

56.82 

54.44 

3.24 

NA 

NA 

NA 

1989 

NA 

NA 

NA 

NA 

NA 

NA 

0.11 

1.24 

NA 

NA 

NA 

NA 

1990 

NA 

NA 

NA 

NA 

NA 

NA 

3.05 

4.66 

3.42 

NA 

NA 

NA 

1991 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

0.23 

0.02 

NA 

NA 

NA 

1992 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1993 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1994 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1995 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

1996 

NA 

NA 

NA 

NA 

NA 

37.36 

35.35 

42.24 

69.27 

NA 

NA 

NA 

1997 

NA 

NA 

NA 

NA 

NA 

5.80 

38.86 

29.36 

7.48 

NA 

NA 

NA 

1998 

NA 

NA 

NA 

NA 

NA 

NA 

14.80 

14.38 

17.32 

NA 

NA 

NA 

1999 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

24.37 

19.78 

NA 

NA 

NA 

Only Monsoon Months data available 


Source: WRD, GoR 
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Table Al-2: Simulated-Observed Values at Chittoli Dam (during calibration period) 


Month-Year 

Observed 

Simulated 

Jun-98 

6.3 

8.3 

Jul-98 

7.7 

9.2 

Aug-98 

9.2 

12.3 

Jun-99 

3.2 

4.9 

Jul-99 

3.1 

5.2 

Aug-99 

5.0 

7.0 

Sep-00 

2.3 

2.0 

Jul-03 

2.4 

3.2 

Aug-03 

2.5 

4.8 

Aug-04 

2.4 

2.0 

Sep-04 

2.4 

2.1 

Jul-05 

3.2 

4.2 

Aug-05 

2.9 

4.3 

Sep-05 

6.6 

6.6 

Mean 

4.2 

5.4 
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Annex SAB-2 

Yearly Virgin Water Yields for Sabi within Rajasthan (1973-2010) 


Table A2-1: Simulated Virgin Water Yield Series for Sabi Basin in Mm 3 


Year 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual 

1973 

0.26 

0.08 

0.15 

0.01 

0.70 

0.70 

8.10 

75.21 

61.62 

0.89 

0.22 

0.15 

148.09 

1974 

0.04 

0.02 

0.03 

0.03 

0.06 

0.60 

15.27 

32.18 

0.69 

1.38 

0.11 

0.16 

50.55 

1975 

0.09 

0.01 

0.25 

0.06 

0.01 

0.66 

35.89 

145.87 

247.87 

25.21 

0.49 

0.17 

456.59 

1976 

0.08 

0.74 

0.12 

0.34 

0.87 

4.20 

53.86 

425.84 

56.50 

0.69 

0.36 

0.11 

543.70 

1977 

0.78 

0.30 

0.03 

0.94 

1.08 

5.92 

883.21 

696.76 

282.41 

1.70 

0.39 

0.16 

1,873.68 

1978 

0.19 

0.26 

0.21 

0.11 

0.02 

1.51 

261.03 

263.77 

294.24 

0.78 

0.35 

0.20 

822.66 

1979 

0.39 

1.54 

0.23 

0.03 

0.46 

4.55 

12.45 

22.01 

0.77 

0.16 

0.07 

0.09 

42.73 

1980 

0.03 

0.01 

0.51 

0.07 

0.04 

1.57 

60.73 

28.40 

2.06 

0.40 

0.11 

0.37 

94.30 

1981 

0.32 

0.04 

0.10 

0.03 

0.40 

20.19 

69.59 

59.00 

1.40 

0.49 

0.57 

0.07 

152.18 

1982 

0.75 

1.03 

1.03 

0.87 

2.98 

0.74 

14.33 

67.50 

2.17 

1.93 

1.16 

0.18 

94.67 

1983 

0.71 

0.87 

0.22 

1.64 

5.18 

2.70 

275.78 

290.20 

153.46 

1.52 

0.33 

0.13 

732.74 

1984 

0.06 

0.03 

0.01 

0.01 

0.01 

1.06 

8.37 

17.99 

163.12 

0.82 

0.23 

0.09 

191.79 

1985 

0.06 

0.02 

0.09 

0.12 

0.08 

1.79 

122.69 

259.49 

2.16 

47.63 

0.45 

1.24 

435.81 

1986 

0.40 

0.87 

0.08 

0.02 

0.84 

2.41 

4.61 

4.50 

4.10 

2.00 

0.07 

0.02 

19.91 

1987 

0.62 

0.65 

0.38 

0.02 

2.80 

1.38 

1.19 

9.81 

5.05 

0.27 

0.06 

0.52 

22.75 

1988 

0.17 

0.42 

0.49 

0.34 

0.12 

6.34 

108.60 

56.32 

48.51 

2.12 

0.34 

0.19 

223.96 

1989 

1.03 

0.05 

0.04 

0.04 

0.08 

0.27 

11.84 

115.03 

24.64 

0.86 

0.17 

0.07 

154.10 

1990 

0.03 

3.18 

1.70 

0.08 

0.51 

3.04 

28.27 

92.20 

78.89 

1.83 

0.56 

0.19 

210.48 

1991 

0.10 

0.03 

0.03 

0.03 

0.14 

0.32 

2.73 

69.07 

49.94 

1.25 

0.97 

0.50 

125.11 

1992 

0.48 

1.06 

0.06 

0.08 

0.88 

1.50 

16.91 

115.89 

67.07 

1.25 

0.83 

0.23 

206.24 

1993 

0.14 

0.35 

0.59 

0.30 

0.70 

3.26 

252.67 

90.20 

110.09 

0.92 

0.24 

0.10 

459.56 

1994 

1.20 

0.07 

0.08 

0.20 

0.51 

2.65 

94.37 

139.68 

19.38 

0.50 

0.16 

0.07 

258.86 

1995 

1.39 

0.48 

0.43 

0.12 

0.02 

0.54 

12.99 

703.81 

389.71 

1.58 

0.48 

0.18 

1,111.73 

1996 

0.19 

1.17 

0.24 

0.14 

1.40 

362.85 

235.18 

626.36 

470.02 

1.73 

0.44 

0.17 

1,699.89 

1997 

0.18 

0.07 

0.11 

0.46 

0.97 

3.64 

45.98 

377.90 

156.10 

108.05 

1.65 

1.75 

696.84 

1998 

0.13 

0.24 

0.52 

0.15 

0.64 

1.08 

40.10 

96.63 

118.65 

2.97 

0.72 

0.13 

261.96 

1999 

0.36 

0.45 

0.03 

0.01 

0.44 

1.90 

8.51 

50.73 

44.88 

0.97 

0.17 

0.07 

108.53 

2000 

0.12 

0.03 

0.04 

0.75 

2.48 

1.02 

58.35 

25.18 

5.80 

0.45 

0.10 

0.04 

94.35 

2001 

0.06 

0.01 

0.02 

1.03 

2.25 

5.72 

23.47 

21.83 

0.71 

1.76 

0.12 

0.03 

57.02 

2002 

0.13 

0.44 

0.18 

0.03 

0.71 

1.88 

0.53 

4.01 

0.69 

0.39 

0.04 

0.16 

9.21 

2003 

0.92 

2.12 

0.36 

0.08 

0.35 

1.99 

102.07 

62.93 

37.95 

1.20 

0.28 

0.67 

210.90 

2004 

0.22 

0.12 

0.03 

0.16 

0.66 

2.22 

3.37 

67.37 

4.31 

7.10 

0.52 

0.14 

86.21 

2005 

0.05 

0.47 

0.24 

0.13 

1.40 

9.51 

207.01 

50.78 

74.44 

2.79 

0.30 

0.11 

347.21 

2006 

0.05 

0.02 

1.38 

0.09 

1.27 

3.50 

109.45 

11.93 

6.36 

0.50 

0.14 

0.07 

134.76 

2007 

0.05 

2.31 

2.49 

0.30 

0.28 

1.65 

6.73 

38.50 

78.40 

0.89 

0.22 

0.10 

131.92 

2008 

0.07 

0.02 

0.02 

0.85 

7.55 

161.07 

67.73 

167.60 

186.99 

1.76 

0.30 

0.11 

594.06 

2009 

0.08 

0.03 

0.06 

0.05 

0.30 

1.21 

4.42 

7.28 

89.31 

0.69 

0.27 

0.07 

103.77 

2010 

0.14 

0.19 

0.05 

0.01 

0.02 

0.90 

12.57 

151.95 

89.96 

1.60 

0.91 

0.33 

258.62 

% flow 

0.09 

0.15 

0.10 

0.07 

0.30 

4.75 

24.80 

41.90 

25.93 

1.73 

0.11 

0.07 


Mean 

0.32 

0.52 

0.33 

0.26 

1.03 

16.53 

86.34 

145.83 

90.27 

6.03 

0.39 

0.24 

348.09 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Annex SAB-3 

Water Balance Components of Sabi Basin in Terms of Annual 

Depth 


Table A3-1: Annual Water Balance Components for Sabi Basin, mm 


YEAR 

PCP 

ET 

WYLD 

PET 

PERC 

SURQ 

GW_Q 

LAT_Q 

Sub¬ 

surface 

percolation 

1973 

556.15 

324.87 

31.86 

1,548.07 

216.21 

10.60 

13.09 

8.18 

203.12 

1974 

370.26 

247.86 

11.25 

1,604.03 

113.70 

4.59 

1.37 

5.29 

112.33 

1975 

768.07 

329.00 

97.32 

1,471.46 

395.21 

22.32 

62.34 

12.65 

332.87 

1976 

771.00 

388.05 

157.19 

1,488.51 

319.72 

61.74 

85.63 

9.81 

234.09 

1977 

1,170.52 

393.56 

437.07 

1,388.87 

631.31 

123.95 

293.50 

19.61 

337.81 

1978 

771.96 

317.44 

206.95 

1,534.85 

368.86 

73.83 

121.02 

12.10 

247.84 

1979 

383.96 

318.24 

9.49 

1,577.63 

62.02 

3.41 

1.80 

4.27 

60.22 

1980 

556.57 

311.01 

27.69 

1,603.21 

210.95 

18.74 

1.15 

7.80 

209.80 

1981 

594.67 

314.24 

45.71 

1,575.15 

246.06 

26.80 

9.55 

9.36 

236.51 

1982 

618.73 

432.01 

33.72 

1,503.67 

143.60 

21.71 

4.98 

7.03 

138.62 

1983 

1,012.67 

518.11 

197.59 

1,439.30 

365.50 

123.22 

59.25 

15.12 

306.25 

1984 

502.02 

302.54 

42.37 

1,626.22 

173.85 

24.32 

10.40 

7.65 

163.45 

1985 

798.33 

333.29 

139.72 

1,552.13 

358.00 

55.30 

72.94 

11.49 

285.06 

1986 

336.07 

352.09 

6.43 

1,573.89 

15.66 

3.71 

0.00 

2.72 

15.66 

1987 

325.91 

303.16 

6.61 

1,644.53 

23.51 

3.26 

0.00 

3.35 

23.51 

1988 

815.51 

386.82 

53.12 

1,516.58 

363.27 

39.43 

1.38 

12.31 

361.89 

1989 

431.47 

283.25 

32.54 

1,606.06 

135.05 

15.03 

11.54 

5.98 

123.51 

1990 

730.31 

444.88 

64.66 

1,483.30 

223.29 

35.04 

20.46 

9.17 

202.83 

1991 

479.49 

261.59 

35.30 

1,596.02 

180.29 

22.59 

6.33 

6.38 

173.96 

1992 

655.90 

362.50 

39.89 

1,550.04 

275.20 

14.59 

14.26 

11.04 

260.94 

1993 

769.42 

380.12 

93.57 

1,592.73 

346.90 

44.69 

36.16 

12.72 

310.74 

1994 

641.15 

350.93 

59.70 

1,487.07 

258.01 

24.97 

25.22 

9.50 

232.79 

1995 

1,017.71 

318.07 

277.86 

1,562.89 

582.22 

101.18 

159.96 

16.72 

422.26 

1996 

1,180.77 

414.92 

382.92 

1,502.08 

611.93 

124.16 

238.81 

19.96 

373.12 

1997 

863.28 

460.68 

132.01 

1,440.16 

304.89 

41.50 

77.22 

13.28 

227.67 

1998 

649.09 

428.44 

64.67 

1,533.72 

210.41 

30.79 

25.28 

8.60 

185.13 

1999 

498.28 

348.39 

23.18 

1,592.12 

144.13 

11.27 

4.95 

6.97 

139.18 

2000 

477.41 

356.63 

17.12 

1,605.13 

113.05 

7.38 

3.55 

6.19 

109.50 

2001 

460.74 

361.29 

14.46 

1,488.73 

85.29 

9.26 

0.25 

4.95 

85.04 

2002 

228.18 

229.48 

1.79 

1,628.61 

4.58 

0.14 

0.00 

1.66 

4.58 

2003 

847.27 

362.02 

52.82 

1,473.77 

407.57 

35.67 

3.30 

13.84 

404.27 

2004 

512.23 

336.33 

21.40 

1,623.07 

160.04 

10.01 

4.86 

6.53 

155.18 

2005 

724.12 

380.67 

72.01 

1,538.22 

304.59 

37.55 

23.20 

11.26 

281.39 

2006 

480.10 

319.61 

29.15 

1,539.56 

144.75 

19.29 

3.51 

6.35 

141.24 

2007 

617.76 

420.90 

28.87 

1,594.75 

168.43 

15.11 

5.89 

7.87 

162.54 

2008 

872.26 

468.67 

126.07 

1,450.21 

317.49 

65.95 

46.84 

13.29 

270.65 

2009 

416.70 

293.77 

33.72 

1,597.61 

94.54 

27.39 

1.89 

4.43 

92.65 

2010 

689.36 

341.34 

64.24 

1,489.51 

285.40 

35.76 

18.20 

10.29 

267.20 

Mean 

647.25 

355.18 

83.47 

1,542.72 

246.46 

35.43 

38.69 

9.36 

207.77 
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Where, 

PCP: Rainfall 

PET: Potential evapotranspiration 

ET: Actual evapotranspiration 

PERC: Percolation (Shallow+Deep) 

SURQ: Direct Surface Runoff 

GW_Q: Baseflow 

WYLD: Total Water yield (SURQ + GW_Q + Lateral Flow) 

LAT_Q: Lateral flow 

Sub-surface percolation =PERC - GW_Q 


Table A3-2: Mean Monthly Water Balance Components, mm 


Month 

Rainfall, 

mm 

Water Yield, 
mm 

(% Rainfall 
Conversion) 

Evapotranspiration, 

mm 

Sub-surface 

percolation, 

mm 

Jan 

9.07 

0.07 (0.80) 

9.17 

0.00 

Feb 

13.48 

0.11 (0.80) 

12.06 

0.16 

Mar 

6.43 

0.07 (1.10) 

19.48 

0.08 

Apr 

7.38 

0.05 (0.70) 

31.12 

0.00 

May 

24.67 

0.23 (0.90) 

26.11 

0.13 

Jun 

72.40 

4.07 (5.60) 

27.62 

8.68 

Jul 

212.03 

19.97 (9.40) 

54.04 

81.31 

Aug 

191.46 

36.30 (19.00) 

68.63 

84.37 

Sep 

88.66 

20.99 (23.70) 

53.79 

31.14 

Oct 

13.61 

1.46 (10.70) 

30.31 

1.88 

Nov 

3.72 

0.09 (2.40) 

13.55 

0.00 

Dec 

4.34 

0.05 (1.20) 

9.31 

0.03 
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1. Introduction 

1.1 General 

Banas River originates in the Khamnor hills of the Aravali range (about 5 km 
from Kumbhalgarh) and flows generally in a southwest-northeast direction. 
Entire length of the river is about 512 km, which lies in Rajasthan State. It is a 
major tributary of the River Chambal, to which it meets near village Rameshwar 
in the Khandar Block in Sawai Madhopur District. The general layout of Banas 
Basin is shown in Drawing No. BAN-GEN-001 (in volume 3a). 

Banas Basin having catchment area of 47,060 Km 2 within Rajasthan lies 
between latitudes 24°15' and 27°20' and longitudes 73°25' and 77°00'. The main 
tributaries of Banas are Berach and Menali on the right, and Kothari, Khari, Dai, 
Dheel, Sohadara, Morel and Kalisil on the left. 

Western and northern boundaries of the Banas Basin are formed by the Aravali 
hill ranges, having a maximum elevation of about 1,200 m amsl. East of the 
Aravali range, the area is characterised by generally flat to undulating 
topography, with small isolated ridges and hills. The broad Banas Alluvial plain, 
deposited in the form of small, isolated valley fills, slopes generally northwards. 
The width of the Alluvial plain increases towards downstream. The Alluvial 
deposits of the Banas River thin out towards the west, while the thickness 
increases towards east and north. Extensive dunes cover the Basin areas in 
Jaipur, Ajmer and Dausa Districts. The geological sequence consists of basaltic 
lava flows, Sandstone, Limestone, shale, schists, gneiss, silt, clay and sand. 

Brief descriptions of the important tributaries are given in the following 
paragraphs. 

Berach River 

Berach River originates from the hills northeast of Udaipur City. It flows in a 
northeast direction for about 157 km in Udaipur, Chittaurgarh and Bhilwara 
Districts before joining the Banas near Bigod village in Mandalgarh Tehsil of 
Bhilwara District. The river flows in a hilly region up to Badgaon reservoir and 
then through plains. Its catchment lies between latitudes 24°29' and 25° 14' and 
longitudes 73°25' and 75°02'. The main tributaries of Berach are Ayar, Wagli 
Wagon, Gambhiri and Orai joining from the right. 

Kothari River 

Kothari River originates from the eastern slopes of the Aravali range near 
Horera village in Bhilwara District. The river flows through Rajsamand and 
Bhilwara Districts for about 51 km in a hilly region, and further 100 km through 
plains, before joining the Banas near Nandrai village in Bhilwara District. The 
catchment lies between latitudes 25°14'30" and 25°34'45" and longitudes 
73°47'30" and 75°3'30". Bahamani River is the only major tributary joining 
Kothari River from the right near Choppan village in Bhilwara District. 

Khari River 

Khari River originates from the hills near Deogarh in Rajsamand District. It 
flows northeast for about 192 km through Udaipur, Bhilwara and Ajmer 
Districts before joining the Banas River near Chosala village in Ajmer District. 
The catchment lies between latitudes 25°26' and 25°05' and longitudes 73°50' 
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and 75°21'. The main tributaries of Khari River are Nekhadi and Bara Rivers on 
the left and Mansi River on the right. 

Dai River 

Dai River originates in the south-eastern slopes of the Aravali range, near 
Nasirabad Tehsil of Ajmer District. It flows southeast for about 40 km and east 
for about 56 km in Ajmer District and for a short reach through Tonk District, 
before joining Banas River near Bisalpur village in Tonk District. The 
catchment lies between latitudes 25°5' and 26°3T and longitudes 74°29' and 
75°29'. A large number of nallahs join Dai River in Ajmer and Tonk Districts. 

Mashi River 

Mashi River originates from the hills near Kishangarh in Ajmer District. It flows 
initially in an eastward direction and then towards south for about 96 km in 
partly hilly and partly plain areas of Ajmer and Tonk Districts before joining 
Banas River near Tonk. The catchment is located between latitudes 26°1T and 
26°16' and longitudes 74°48' and 75°54'. The main tributaries of the river are the 
streams Bandi, near Dudu, and Sohadara. 

Sohadara River 

Sohadara River originates in the hills east of Ajmer. It flows eastwards for about 
100 km in Tonk District before joining Mashi River near Dhundia village. The 
catchment lies between latitudes 26°06' and 26°26' and longitudes 75°00' and 
75°44'. A number of nallahs join the river. 

Morel River 

Morel River originates in the hills near Dharla and Chainpura villages in Bassi 
Tehsil of Jaipur District. It flows in a southeast direction for 29 km, then 
towards southwest for 35 km, up to the confluence with river Dhund. It flows 
further southeast for 83 km in Jaipur and Sawai Madhopur Districts, before 
joining Banas River near Hadoli village in Karauli Tehsil of Sawai Madhopur 
District. The catchment lies between latitudes 26° 14' and 27°9' and longitudes 
75°42' and 76°56’. The main tributaries of Morel are Dhund, Kankrauli and 
Kalisil Rivers. Description of a separate Sub-basin for Kalisil River is given 
below. 

Kalisil River 

Kalisil River originates from the hills near Rajpura village in Sawai Madhopur 
District. The river flows generally towards southwest, partly through hills and 
partly in the plains of Sawai Madhopur District, for about 48 km, before joining 
Morel River. The catchment lies between latitudes 26°8' and 26°25' and 
longitudes 76°37' and 76°56'. A few small nallahs join the river. 

Dheel River 

Dheel River originates from the plains near Bauli village in Tonk District. The 
river flows generally from north to south in Jaipur, Tonk and Sawai Madhopur 
Districts, for about 64 km, before joining Banas River near Philpura village in 
Sawai Madhopur District. The catchment lies between latitudes 26°IT and 26° 
32' and longitudes 75°48' and 76°14'. Gudia River is the main tributary of river 
Dheel. 
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There are 10 Sub-basins in Banas namely Banas (11,726.43 Km 2 ), Berach 
(8,307.89 Km 2 ), Dain (3,061.38 Km 2 ), Gudia (920.39 Km 2 ), Kalisil (623.09 
Km 2 ), Khari (6,390.53 Km 2 ), Kothari (2,298.51 Km 2 ), Mashi (6,472.12 Km 2 ), 
Morel (5,740.50 Km 2 ), Sodra (1,519.43 Km 2 ). The administrative unit setup of 
Banas Basin is shown in Drawing No. BAN-GEN-002 (in Volume 3a). 

Table 1.1-1 Presents Details of Districts and Blocks falling under Banas Basin. 


Table 1.1-1: Districts and Blocks falling under Banas Basin 


District 

Block 

Block Area 
within Basin, 
Km 2 

Total Area, 
Km 2 

Percentage 
of Block 
Area,% 

Percentage 
of Basin 
Area, % 

Ajmer 

Arain 

1,197.08 

1,197.08 

100.00 

2.54 

Bhinay 

1,221.57 

1,221.57 

100.00 

2.60 

Jawaja 

56.04 

696.76 

8.04 

0.12 

Kekri 

988.91 

988.91 

100.00 

2.10 

Kishangarh 

509.34 

1,182.97 

43.06 

1.08 

Masuda 

744.01 

862.89 

86.22 

1.58 

Peesangan 

308.71 

1,398.22 

22.08 

0.66 

Srinagar 

527.18 

934.03 

56.44 

1.12 

District Summary 

5,552.85 

8,482.43 

65.46 

11.80 

Bhilwara 

Asind 

1,132.39 

1,135.37 

99.74 

2.41 

Banera 

673.81 

673.81 

100.00 

1.43 

Hurda 

605.54 

605.54 

100.00 

1.29 

Jahazpur 

738.85 

1,075.25 

68.71 

1.57 

Kotri 

940.41 

940.41 

100.00 

2.00 

Mandal 

1,211.67 

1,211.67 

100.00 

2.57 

Mandalgarh 

847.62 

1,558.61 

54.38 

1.80 

Raipur 

521.31 

521.31 

100.00 

1.11 

Sahara 

667.88 

667.88 

100.00 

1.42 

Shahpura 

1,131.88 

1,131.88 

100.00 

2.41 

Suwana 

925.22 

925.22 

100.00 

1.97 

District Summary 

9,396.59 

10,446.95 

89.95 

19.97 

Bundi 

Nainwa 

167.79 

1,205.31 

13.92 

0.36 

District Summary 

167.79 

1,205.31 

13.92 

0.36 

Chittaurgarh 

Bari Sadri 

347.42 

505.43 

68.74 

0.74 

Begun 

515.81 

972.18 

53.06 

1.10 

Bhadesar 

530.30 

530.30 

100.00 

1.13 

Bhopalsagar 

410.01 

410.01 

100.00 

0.87 

Chittaurgarh 

965.17 

965.17 

100.00 

2.05 

Dungla 

472.04 

500.27 

94.36 

1.00 

Gangrar 

573.50 

573.50 

100.00 

1.22 

Kapasan 

492.36 

492.36 

100.00 

1.05 

Nimbahera 

693.81 

855.20 

81.13 

1.47 

Rashmi 

459.39 

459.39 

100.00 

0.98 

District Summary 

5,459.81 

6,263.81 

87.16 

11.60 

Dausa 

Dausa 

329.89 

917.65 

35.95 

0.70 

Lalsot 

850.12 

855.92 

99.32 

1.81 
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District 

Block 

Block Area 
within Basin, 
Km 2 

Total Area, 
Km 2 

Percentage 
of Block 
Area,% 

Percentage 
of Basin 
Area, % 

District Summary 

1,180.01 

1,773.57 

66.53 

2.51 

Jaipur 

Amber 

536.86 

895.99 

59.92 

1.14 

Bassi 

606.10 

634.54 

95.52 

1.29 

Chaksu 

821.02 

821.02 

100.00 

1.74 

Dudu 

1,585.03 

1,962.10 

80.78 

3.37 

Govindgarh 

130.93 

674.96 

19.40 

0.28 

Jamwa Ramgarh 

255.30 

1,022.07 

24.98 

0.54 

Jhotwara 

557.67 

557.67 

100.00 

1.19 

Phagi 

1,115.66 

1,115.66 

100.00 

2.37 

Sambhar 

172.22 

936.40 

18.39 

0.37 

Sanganer 

697.80 

697.80 

100.00 

1.48 

Shahpura 

15.74 

478.87 

3.29 

0.03 

District Summary 

6,494.35 

9,797.08 

66.29 

13.80 

Karauli 

Karauli 

200.80 

1,233.83 

16.27 

0.43 

Nadoti 

129.47 

615.40 

21.04 

0.28 

Sapotra 

783.72 

1957.84 

40.03 

1.67 

District Summary 

1,113.98 

3,807.07 

29.26 

2.37 

Pratapgarh 

Chhoti Sadri 

172.34 

707.50 

24.36 

0.37 

District Summary 

172.34 

707.50 

24.36 

0.37 

Rajsamand 

Amet 

488.77 

488.77 

100.00 

1.04 

Bhim 

492.41 

696.79 

70.67 

1.05 

Deogarh 

577.59 

586.49 

98.48 

1.23 

Khamnor 

763.29 

763.29 

100.00 

1.62 

Kumbhalgarh 

705.59 

897.37 

78.63 

1.50 

Railmagra 

562.51 

562.51 

100.00 

1.20 

Rajsamand 

626.96 

626.96 

100.00 

1.33 

District Summary 

4,217.10 

4,622.18 

91.24 

8.96 

Sawai Madhopur 

Bamanwas 

764.27 

770.22 

99.23 

1.62 

Bonli 

1,008.99 

1,008.99 

100.00 

2.14 

Gangapur 

417.60 

645.58 

64.69 

0.89 

Khandar 

522.73 

1,365.06 

38.29 

1.11 

Sawai Madhopur 

1,145.53 

1,266.02 

90.48 

2.43 

District Summary 

3,859.13 

5,055.87 

76.33 

8.20 

Tonk 

Deoli 

1,046.70 

1,228.20 

85.22 

2.22 

Malpura 

1,493.28 

1,493.28 

100.00 

3.17 

Niwai 

988.07 

988.07 

100.00 

2.10 

Todaraisingh 

976.39 

976.39 

100.00 

2.07 

Tonk 

1,521.86 

1,521.86 

100.00 

3.23 

Uniara 

735.92 

984.77 

74.73 

1.56 

District Summary 

6,762.21 

7,192.57 

94.02 

14.37 

Udaipur 

Bargaon 

454.76 

461.64 

98.51 

0.97 

Bhindar 

557.15 

1,109.43 

50.22 

1.18 

Girwa 

349.34 

1,393.51 

25.07 

0.74 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


District 

Block 

Block Area 
within Basin, 
Km 2 

Total Area, 
Km 2 

Percentage 
of Block 
Area,% 

Percentage 
of Basin 
Area, % 

Udaipur 

Gogunda 

524.38 

1,049.96 

49.94 

1.11 

Kotra 

1.01 

1,757.28 

0.06 

0.00 

Mavli 

797.48 

797.48 

100.00 

1.69 

District Summary 

2,684.11 

6,569.30 

40.86 

5.70 

Basin Summary 

47,060.27 



100.00 


There are 11 districts and 70 Blocks which are falling under Banas Basin (see 
Tablel.1-1 for details). District with largest portion of area under Banas Basin is 
Tonk (14.37%) followed by Jaipur District (13.80%). 


There are 31 blocks which fully falls inside Banas Basin while other Blocks are 
covered partially (see Table 1.1-1 for reference). 

1.2 Climatologic Characteristics 

Weather statistics for Banas Basin have been analysed based on 20 years (1990- 
2009) monthly IMD weather data except for rainfall analysis which is based on 
IMD, RD and WRD data of 54 years (1957-2010). 

The statistical values presented in Table 1.2-1 are the values which varies 
spatially over the region i.e. they signify the spatial variation of a weather 
parameter over the basin. 

Table 1.2-1: Weather Parameter Statistics of Banas Basin 


Weather Parameter 

Minimum 

Maximum 

Mean 

Standard 

Deviation 

Coefficient 
of Variation 

Mean Maximum Temperature, °C 

32.11 

33.20 

32.77 

0.19 

0.01 

Highest Maximum Temperature, °C 

43.19 

46.30 

44.89 

0.66 

0.01 

Mean Minimum Temperature, °C 

17.50 

20.66 

19.05 

0.71 

0.04 

Lowest Minimum Temperature, °C 

1.76 

6.05 

3.79 

0.82 

0.22 

Annual Rainfall, mm 

341.80 

868.20 

588.80 

92.40 

0.16 

Monsoon Months Rainfall, mm 

326.50 

810.60 

544.50 

87.10 

0.16 

Rainy Days, Days/yr 

18.00 

37.00 

29.00 

3.50 

0.12 

Wind Speed, km/hr 

1.40 

8.50 

4.74 

1.29 

0.27 

Sunshine Hours, hr/day 

7.90 

8.38 

8.11 

0.16 

0.02 

Relative Humidity, % 

43.65 

55.10 

50.54 

2.26 

0.04 

Annual Evaporation, cm 

167.76 

228.10 

210.56 

9.83 

0.05 

Source: IMD monthly dataset (1990-2009); Rainfall statistics based on IMD,RD and 

1 WRD datasel 

: (1957-2010) 


The following paragraphs give brief descriptions for temperature, rainfall, wind 
speed, relative humidity, sunshine hours and evaporation statistics of Banas 
Basin. 


1.2.1 Temperature Statistics 

Maximum Temperature 

The mean Maximum temperature in Banas Basin varies spatially within a range 
of 32.11-33.2°C with a mean value of 32.77°C and coefficient of Variation of 
0.01, as presented in Drawing No. BAN-CLM-001 (in Volume 3b). 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Highest Maximum Temperature 

Highest maximum temperature in Banas Basin varies spatially within a range of 
43.19-46.3°C with a mean value of 44.89°C; its spread in the basin is presented 
in Drawing No. BAN-CLM-002 (in Volume 3b). 

Minimum Temperature 

The Mean minimum temperature in Banas Basin varies spatially within a range 
of 17.5-20.66°C with a mean value of 19.05°C; its spread in the basin is 
presented in Drawing No. BAN-CLM-003 (in Volume 3b). 

Lowest Minimum Temperature 

Lowest minimum temperature in Banas Basin varies spatially within a range of 
1.76-6.05°C with a mean value of 3.79°C; its spread in the basin is presented in 
Drawing No. BAN-CLM-004 (in Volume 3b). 

1.2.2 Rainfall 

Annual Rainfall 

Annual Rainfall in Banas Basin ranges from 341.8-868.2 mm spatially with a 
mean annual rainfall of 588.8 mm having a coefficient of variation of 0.16 as 
presented in Drawing No. BAN-CLM-005 (in Volume 3b). 

Monsoon Rainfall 

Monsoon month rainfall (Jun-Jul-Aug-Sept) ranges from 326.5-810.6 mm with 
a mean value of 544.5 mm with a coefficient of variation of 0.16; its spatial 
variation in the basin is presented in Drawing No. BAN-CLM-006 (in Volume 
3b). 

Rainy Days 

Mean Annual number of Rainy days in Banas Basin is 29 days with a range of 
18-37 days; its spread in the basin is presented in Drawing No. BAN-CLM-007 
(in Volume 3b). 

1.2.3 Wind Speed 

Mean annual daily wind speed in Banas Basin spatially varies within a range of 
1.4-8.5 km/hr with a mean value of 4.74 km/hr and coefficient of variation of 
0.27. Its spatial variation is presented in Drawing No. BAN-CLM-008 (in 
Volume 3b). 

1.2.4 Sunshine Hours 

Mean daily sunshine hours in the basin varies within a range of 7.90-8.38 
hours/day with mean daily sunshine hours of 8.11 hrs/day as shown in Drawing 
No. BAN-CLM-009 (in Volume 3b). 

1.2.5 Relative Humidity 

Mean annual daily relative humidity in Banas Basin is 50.54% with a range of 
43.65-55.1%, its spatial variation is presented in Drawing No. BAN-CLM-010 
(in Volume 3b). 

1.2.6 Evaporation 

Mean Annual evaporation in Banas Basin is 210.56 cm with a range of 167.76 - 
228.1 cm as presented in Drawing No. BAN-CLM-011 (in Volume 3b). 
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2. Surface Water 

2.1 Hydrological Modelling 

2.1.1 Overview 

SWAT (Soil and Water Assessment Tool) hydrological model has been used to 
assess the monthly and annual surface water potentials of the Banas Basin. A 
brief description of the SWAT hydrological model is given in Annex SW-l(a) 
of the Main Report. 

2.1.2 Development of Hydrological Model 

Mapping of a basin on to the SWAT hydrological model involves an elaborate 
procedure. The following paragraphs briefly describe the methodology used for 
mapping. 

Development of SWAT hydrological modelling involves several steps which are 
mentioned below. 

Input data required for modelling 

• Digital Elevation Model (DEM) - Grid (raster) 

• Landuse - Grid (raster) or Shape (vector) 

• Soil - Grid (raster) or Shape (vector) 

• Meteorological data with location 

• Optional 

• Mask 

• Drainage for burn 

• Outlet locations 

• Reservoir/River gauge locations 

Key procedures necessary for development of model 

• Delineate the watershed for modelling 

• Define land use and soil data grids 

• Determine the distribution ofHRU’s (Hydrological Response Units) based on 
the DEM, land use and soil data. 

• Define rainfall, temperature and weather data 

• Write the SWAT input files- requires access to data on soil, weather, land 
cover, plant growth, etc. 

• Edit the input files - if necessary 

• Setup and run SWAT - requires information on simulation period, PET 
estimation method and other options 

• Calibration of model with available observed data 

Descriptive technical, theoretical, interface and input/output SWAT model 
documentation is attached as soft copy for reference in Annex SW-l(b) (in Main 
Report). 

2.1.3 Basin Delineation 

A digital elevation model (DEM) from the SRTM has been used for basin 
delineation, which is shown in Figure 2.1-1. 

A watershed is the upslope area that contributes flow to a common outlet as 
concentrated drainage. The boundaries between watersheds are termed drainage 
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divides. The outlet is the point on the surface at which water flows out of an 
area. It is the lowest point along the boundary of a watershed. 

Watersheds are delineated from SRTM DEM by computing the flow direction 
of each cell in the raster. The model identifies the ridge lines between the basins 
using elevation values from raster data (SRTM DEM) and creates the basin 
boundary. Outlet points are then defined which may be features, such as dams or 
stream gauges or any other outlet point for which contributing area has to be 
determined. Enlarged map of DEM is shown in Drawing No. BAN-SW-001 (in 
Volume 3b). 

Figure 2.1-1 presents the Digital Elevation Model (topography) of the basin and 
the topographic statistics of elevations in Banas Basin are given in Table 2.1-1. 


Table 2.1-1: Elevation Summary of Banas Basin 


Parameter 

Elevation 
(m amsl) 

District 

Block 

Longitude, 
Latitude 
(Degree Minute 
Seconds) 

Minimum Elevation 

180 

Sawai Madhopur 

Khandar 

76°44'4.192"E 

25°54'33.208"N 

Maximum 

Elevation 

1,305 

Udaipur 

Gogunda 

73°30'35.16"E 

24°58'11.306"N 

Mean Elevation 

411 

- 

- 

- 


From Table 2.1-1 it is evident that minimum elevation Banas Basin is 180 m 
am si which is located in Khandar Block of Sawai Madhopur District while 
maximum elevation is 1,305 m amsl, which is located in Gogunda Block of 
Udaipur District. 

Modeled area of Banas Basin is 47,637.2 Km 2 of which 47,060.30 Km 2 lies 
within Rajasthan. Figure 2.1-2 shows the automatically delineated Banas Basin 
with the generated drainage network using the DEM. 

There are 10 Sub-basins in Banas namely Banas (11,726.43 Km 2 ), Berach 
(8,307.89 Km 2 ), Dain (3,061.38 Km 2 ), Gudia (920.39 Km 2 ), Kalisil (623.09 
Km 2 ), Khari (6,390.53 Km 2 ), Kothari (2,298.51 Km 2 ), Mashi (6,472.12 Km 2 ), 
Morel (5,740.50 Km 2 ), Sodra (1,519.43 Km 2 ). 
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Figure 2.1-1: Digital Elevation Model (Topography) of Banas Basin 
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Figure 2.1-2: Drainage Network and Basin Delineation using DEM for Banas Basin 
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2.1.4 Micro-watershed Delineation 

Automatic delineation of watersheds has been done by using the SRTM DEM as 
input and using 1,000 ha as minimum stream threshold. The target outflow 
points were interactively selected so as to cover entire area of Banas Basin 
falling within Rajasthan State. 

There are 71 micro-watersheds delineated within Rajasthan boundary (see 
Figure 2.1-3), details of which are presented in Table 2.1-2. Enlarged map 
showing micro-watersheds is shown in Drawing No. BAN-SW-002 (in Volume 
3b). 


Table 2.1-2: Micro-watershed Delineated in Banas Basin 


Micro- 

Micro- 

Sub- 

Sub- 

%of 

watershed 

watershed 

basin 

basin 

Basin 

Code 

Area, Km 2 

Name 

Code 

Area 

001 

1,388.23 

Banas 

001 

2.95 

002 

719.28 

Banas 

001 

1.53 

003 

902.15 

Banas 

001 

1.92 

004 

2,017.01 

Banas 

001 

4.29 

005 

154.02 

Banas 

001 

0.33 

006 

1,438.62 

Banas 

001 

3.06 

007 

560.40 

Banas 

001 

1.19 

008 

644.25 

Banas 

001 

1.37 

009 

682.34 

Banas 

001 

1.45 

010 

867.94 

Banas 

001 

1.84 

Oil 

659.72 

Banas 

001 

1.40 

012 

601.83 

Banas 

001 

1.28 

013 

405.06 

Banas 

001 

0.86 

014 

253.31 

Banas 

001 

0.54 

015 

285.38 

Banas 

001 

0.61 

016 

146.89 

Banas 

001 

0.31 

017 

646.42 

Berach 

002 

1.37 

018 

1,790.23 

Berach 

002 

3.80 

019 

26.09 

Berach 

002 

0.06 

020 

67.78 

Berach 

002 

0.14 

021 

507.80 

Berach 

002 

1.08 

022 

238.27 

Berach 

002 

0.51 

023 

818.42 

Berach 

002 

1.74 

024 

308.02 

Berach 

002 

0.65 

025 

559.36 

Berach 

002 

1.19 

026 

251.96 

Berach 

002 

0.54 

027 

267.21 

Berach 

002 

0.57 

028 

125.82 

Berach 

002 

0.27 

029 

540.63 

Berach 

002 

1.15 

030 

45.65 

Berach 

002 

0.10 

031 

210.33 

Berach 

002 

0.45 

032 

121.02 

Berach 

002 

0.26 
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Micro- 

Micro- 

Sub- 

Sub- 

%of 

watershed 

watershed 

basin 

basin 

Basin 

Code 

Area, Km 2 

Name 

Code 

Area 

033 

285.14 

Berach 

002 

0.61 

034 

527.47 

Berach 

002 

1.12 

035 

354.00 

Berach 

002 

0.75 

036 

616.27 

Berach 

002 

1.31 

037 

846.21 

Dain 

003 

1.80 

038 

1,489.37 

Dain 

003 

3.16 

039 

725.80 

Dain 

003 

1.54 

040 

762.94 

Gudia 

004 

1.62 

041 

157.45 

Gudia 

004 

0.33 

042 

347.90 

Kalisil 

005 

0.74 

043 

275.19 

Kalisil 

005 

0.58 

044 

53.64 

Khari 

006 

0.11 

045 

859.76 

Khari 

006 

1.83 

046 

2,165.05 

Khari 

006 

4.60 

047 

670.63 

Khari 

006 

1.43 

048 

415.03 

Khari 

006 

0.88 

049 

576.76 

Khari 

006 

1.23 

050 

420.71 

Khari 

006 

0.89 

051 

616.23 

Khari 

006 

1.31 

052 

612.72 

Khari 

006 

1.30 

053 

96.58 

Kothari 

007 

0.21 

054 

1,641.18 

Kothari 

007 

3.49 

055 

560.75 

Kothari 

007 

1.19 

056 

669.90 

Mashi 

008 

1.42 

057 

814.15 

Mashi 

008 

1.73 

058 

1,217.30 

Mashi 

008 

2.59 

059 

2,424.13 

Mashi 

008 

5.15 

060 

600.06 

Mashi 

008 

1.28 

061 

746.58 

Mashi 

008 

1.59 

062 

400.99 

Morel 

009 

0.85 

063 

1,259.11 

Morel 

009 

2.68 

064 

356.73 

Morel 

009 

0.76 

065 

1,222.87 

Morel 

009 

2.60 

066 

134.45 

Morel 

009 

0.29 

067 

736.51 

Morel 

009 

1.57 

068 

1,629.84 

Morel 

009 

3.46 

069 

200.21 

Sodra 

010 

0.43 

070 

479.66 

Sodra 

010 

1.02 

071 

839.56 

Sodra 

010 

1.78 

Total 

47,060.27 



100.00 
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Figure 2.1-3: Micro-watershed Delineated using DEM for Banas Basin 



JODHPUR 


Rajasthan 


KARAULt 


PALI 


UDAIPUR 


NAGAUR 


Madhya 

Pradesh 


L - • ■ . 


*D-A. 


Madhya 

Pradesh 


■ ^ ^ 


Note Automaton dQbneatfKimvrQ-vftlursm&s ywig $RW DtM. Qf &0rn 


Banas Basin 
Micro-watersheds 
RAJASTHAN 


Legend 

- Drainage Network 

Boundaries 

J Micro-watershed 
I I Sub-basin 

I I Basin (Area 47060.3 km 2 ) 

I I District 

j__I State 


Number of Micro-watersheds : 71 
Number of Sub-basins : 10 


Labels 

MffifD-TrtHlierahHS Code DISTRICT 

Sub-basin 
<Sub-basin Code) 

Basin 

(Basin Code) State 


0 20 40 60 


SO 

■ Km 


GOVERNMENT OF RAJASTHAN 

WATER RESOURCES PLANNING DEPARTMENT 
PLANNING OF WATER RESOURCES OF RAJASTHAN 


TAH AL Consulting Engineers Ltd. 

In association with 
WAPCOS and INRH Consultants Pvt 


SCALE: T 1.350 000 


DATE: August. 2011 


App. BAN-IN-24740-R13-073 

Surface and Groundwater Availability 
13 


July, 2014 









































STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


2.1.5 Land Use/Land cover Layer 

Land Use/Land Cover is an important segment of data that are required for pre¬ 
processing. The land use map from NRSC 1 , (2007-2008) has been used for the 
present study. Table 2.1-3 gives the land use categories and the area covered 
under each category of land use for the Banas Basin. 

Major part of the basin is under agriculture land use (including fallow land), 
Wheat and Bajra being the predominant crops where wheat is grown in Rabi 
season and Bajra in Kharif season (Source: Agriculture Statistics Handbook, 
Government of Rajasthan, 2010). 

Figure 2.1-4 shows the general land use of Banas Basin. Enlarged land use map 
of Banas Basin is shown in Drawing No. BAN-LU-001. 


Table 2.1-3: Land Use Categories of Banas Basin 


Land Use 

Area (Km 2 ) 

% of Basin Area 

Build up 

243.50 

0.52 

Kharif crop only 

6,051.11 

12.86 

Rabi crop only 

8,161.06 

17.34 

Double / tripple 

5,514.30 

11.72 

Current fallow land 

19,253.29 

40.91 

Deciduous forest 

806.46 

1.71 

Scrub/Deg. forest 

1,147.56 

2.44 

Other wasteland 

4,042.37 

8.59 

Gullied 

36.73 

0.08 

Scrubland 

1,272.08 

2.70 

Water bodies 

531.81 

1.13 

Total 

47,060.27 

100.00 


Source: NRSC, 2007-2008 


1 http://applications.nrsc.gov.in/products.asp 
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Figure 2.1-4: Land use Map of Banas Basin 
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2.1.6 Soil Layer 

Soil map of Rajasthan has been used for the modelling, which helped in 
preparation of the basin’s soil map is shown in Figure 2.1-5. Enlarged soil map 
of Banas Basin is presented Drawing No. BAN-SO-OOl (in Volume 3b). 

Soil in the Banas Basin is predominantly Sandy Loam. Table 2.1-4 shows the 
area under each of the soil texture classification found in the basin. 


Table 2.1-4: Soil Texture -Banas Basin 


Soil Texture 

Area (Km 2 ) 

% of Basin Area 

Clay 

7,584.22 

16.12 

Clay Loam 

6,372.73 

13.54 

Loam 

2,685.02 

5.71 

Loamy Sand 

7,333.16 

15.58 

Sand 

6,455.29 

13.72 

Sandy Clay Loam 

1,519.13 

3.23 

Sandy Loam 

13,943.90 

29.63 

Silt Loam 

1,166.82 

2.48 

Total 

47,060.27 

100.00 


Source: SRSAC, DST, Jodhpur. 
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Figure 2.1-5 Soil Map of Banas Basin 
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2.1.7 Meteorological Data Collection Stations 

Daily rainfall data belonging to IMD, Revenue Department and Water Resources 
Department of Rajasthan have been used. 

Maximum and minimum temperature data at a resolution of 1° x 1° latitude by 
longitude grid points (1 grid location) from IMD have been used. 

(The Grid point nomenclature adopted by IMD was done by combining Longitude 
and Latitude in decimal degrees to form a code e.g. grid location code "755275" 
signifies 75.5 degree longitude and 27.5 degree latitude). 

Major weather parameters which influence the hydrology of a catchment are 
rainfall and temperature for which daily observed data have been used, while for 
other weather parameters like solar radiation, wind speed and relative humidity 
(which have less significant effect on hydrology) long term daily statistics have 
been used to derive daily values. These weather parameters have small variation 
over the time and can be derived using continuity equations. 

SWAT uses weather generator model for generating values based on long term 
daily statistics for a particular day. 

Solar radiation is generated from a normal distribution. A continuity equation is 
incorporated into the generator to account for radiation variations caused by dry vs. 
rainy conditions. Solar radiation is adjusted downward when simulating rainy 
conditions and upwards when simulating dry conditions. The adjustments are made 
so that the long-term generated values for the average monthly solar radiation 
agree with the input averages. 

Generated wind speed: A modified exponential equation is used to generate daily 
mean wind speed given the mean monthly wind speed. 

Generated Relative humidity: The relative humidity model uses a triangular 
distribution to simulate the daily average relative humidity from the monthly 
average. As with temperature and radiation, the mean daily relative humidity is 
adjusted to account for wet- and dry-day effects. 

The meteorological data locations map is shown in Figure 2.1-6 while 
meteorological data location details are presented in Annex SW-3 of Main 
Report. 
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Figure 2.1-6: Meteorological Data Locations Map for Banas Basin Study 
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2.1.8 Existing Major / Medium Projects 

In the Banas Basin, 9 major and 33 medium projects have been implemented 
along with minor projects and WHS. 

Other salient features of major/medium dams located in Banas Basin are 
presented in Annex SW-2(a) of Main Report. The monsoon months gauge- 
capacity data of the dams is presented in Annex BAN-1. 

Table 2.1-5 gives the details of the existing major/medium projects in this basin. 


Table 2.1-5: Banas Basin Project Details 


S. No. 

Name 

Type of 
Project 

Live 

Storage, 

Mm 3 

Gross 

Storage, Mm 3 

Data 

Availability 

Catchment 
Area, Km 2 

1 

Bisalpur 

Major 

938.60 

1,095.84 

1999 - 2010 

27,641.40 

2 

Chhaparwada 

Major 

53.20 

53.20 

1996 - 2010 

746.60 

3 

Galwa Bund 

Major 

47.26 

48.73 

1996 - 2010 

405.10 

4 

Gosunda Irrigation Project 

Major 

66.98 

101.28 

- 

4,673.10 

5 

Kalakh Sagar 

Major 

20.66 

20.66 

- 

669.90 

6 

Meja 

Major 

83.55 

84.00 

1996 - 2010 

1,641.20 

7 

Morel Bund 

Major 

70.69 

76.66 

1996 - 2010 

3,289.90 

8 

Rajsamand 

Major 

98.50 

107.00 

1996 - 2010 

560.40 

9 

Tordisagar 

Major 

47.12 

47.12 

1996 - 2010 

839.60 

10 

Arwar Dam 

Medium 

47.80 

47.91 

1996 - 2010 

1,228.90 

11 

Badgaon 

Medium 

30.19 

31.52 

1996 - 2010 

1,765.80 

12 

Bagoliya 

Medium 

18.85 

19.42 

1996 - 2010 

41.60 

13 

Bassi 

Medium 

20.25 

23.20 

1996 - 2010 

210.90 

14 

Bhopalsagar 

Medium 

18.42 

18.54 

1996 - 2010 

306.10 

15 

Chandra Bhaga 

Medium 

9.85 

9.97 

1996 - 2010 

358.10 

16 

Chandsen 

Medium 

14.55 

14.70 

1996 - 2010 

200.20 

17 

Dheel 

Medium 

27.73 

27.73 

1996 - 2010 

762.90 

18 

Dindoli 

Medium 

7.45 

7.52 

1996 - 2010 

26.10 

19 

Gambhiri 

Medium 

53.44 

54.98 

1996 - 2010 

1,005.30 

20 

Hingonia 

Medium 

7.50 

7.50 

1996 - 2010 

1,484.10 

21 

Jetpura 

Medium 

16.39 

18.54 

1996 - 2010 

146.90 

22 

Kalisil 

Medium 

37.25 

41.70 

1996 - 2010 

347.90 

23 

Khari 

Medium 

33.30 

38.96 

1996 - 2010 

670.60 

24 

Kothari Dam 

Medium 

21.52 

26.05 

1996 - 2010 

2,243.30 

25 

Lassadia Bund 

Medium 

10.65 

11.49 

1996 - 2010 

2,335.60 

26 

Mandal 

Medium 

11.87 

13.80 

1996 - 2010 

96.60 

27 

Mashi 

Medium 

35.10 

48.14 

1996 - 2010 

5,872.00 

28 

Mataji Ka Khera 

Medium 

11.07 

11.90 

1996 - 2010 

67.80 

29 

Matrikundia 

Medium 

49.97 

Diversion 

Dam 

- 

2,754.90 

30 

Mora Sagar 

Medium 

12.86 

12.92 

1996 - 2010 

134.40 

31 

Moti Sagar 

Medium 

12.42 

12.87 

1996 - 2010 

154.00 

32 

Nahar Sagar 

Medium 

24.52 

24.63 

1996 - 2010 

576.80 

33 

Nand Samand 

Medium 

20.63 

21.22 

1996 - 2010 

867.90 

34 

Narain Sagar Jalia lind 

Medium 

19.82 

19.95 

1996 - 2010 

53.60 

35 

Orai 

Medium 

32.82 

35.28 

1996 - 2010 

232.40 

36 

Sareri Dam 

Medium 

55.10 

55.77 

1996 - 2010 

612.70 
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S. No. 

Name 

Type of 
Project 

Live 

Storage, 

Mm 3 

Gross 

Storage, Mm 3 

Data 

Availability 

Catchment 
Area, Km 2 

37 

Surawal 

Medium 

25.55 

25.97 

1996 - 2010 

253.30 

38 

Udai Sagar 

Medium 

27.59 

31.14 

1996 - 2010 

646.40 

39 

Ummed Sagar 

Medium 

17.77 

17.77 

1996 - 2010 

910.00 

40 

Vallabhnagar 

Medium 

28.78 

30.46 

1996 - 2010 

1,205.80 

41 

Wagan 


37.58 

40.65 

1996 - 2010 

354.00 

42 

Murlia 

bbbb 

8.47 

9.62 

1996-2010 

76.77 


Source: WRD, GoR 


2.1.9 River Gauge & Discharge Data in Banas Basin 

There are 11 river gauge stations present in Banas Basin, out of which 6 have 
been used for calibration while other sites data was discarded on various 
accounts like discontinuity in data series, erroneous data, location of site (like 
site just downstream of a dam was not used). Observed values at calibration 
locations are presented in Table A1-2 of Annex BAN-1; locations of calibration 
points are shown in Figure 2.1-7. 

There are some river gauging sites where observed data of current years (1995 - 
2010) were available but for calibration purpose observed data prior to 1993 
were preferred and used. It is due to the reason that apart from water harvesting 
structures there are some unaccounted abstractions of water which are unknown 
and thus cannot be fed to the model for achieving fair calibration results. Thus, 
calibration period is chosen in a way to exclude that time period wherever such 
a scenarios were observed. 

Table 2.1-6 presents the details of river gauge and discharge sites in Banas 
Basin. 


Table 2.1-6 Details of River Gauge and Discharge Data in Banas Basin 


S. 

No. 

Site 

GS 

Code 

River 

Data 

Availability 

Maintaining 

Agency 

Specific 

Observations 

Remarks 

1 

Banan 

Wada 

29 

Gambhiri 

1982-1991, 

1994-2011 

cwc 

- 

Used for 
calibration 

2 

Berach 

104 

Banas 

1984-1990 

WRD 

Only gauge readings 
are taken on a very old 
cross section of the 
river, which has never 
been re-surveyed. No 
discharge rating curve is 
available. Thus, water 
flow-rate and volume 
cannot be assessed. 

Used for 
calibration 

3 

Bigod 

32 

Banas 

1976-1991 

CWC 


Used for 
calibration 

4 

Gambhiri 

at 

Chittaurgarh 

31 

Banas 

1981-1993, 

1994-2011 

CWC 

Only gauge readings 
are taken on a very old 
cross section of the 
river, which has never 
been re-surveyed. No 
discharge rating curve is 
available. Thus, water 

Used for 
calibration 
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s. 

No. 

Site 

GS 

Code 

River 

Data 

Availability 

Maintaining 

Agency 

Specific 

Observations 

Remarks 







flow-rate and volume 
cannot be assessed. 


5 

Kanota 

107 

Banas 

1984-1992 

WRD 

The last observations 
were taken in 1998. 
After 1998, no readings 
have been taken. The 
WLR of this site is also 
not working. 

Not used for 
calibration 
due to its 
location just 
downstream 
of dam 

6 

Kothari 


Banas 

1986-2010 

WRD 

No cross section of the 
gauging site is available 
and no previous years’ 
observation data are 
available. 

Not used for 
calibration 
due to its 
location just 
downstream 
of dam 

7 

Matrikundiya 
Pick up 

Weir 


Berach 

1993-2010 

(Annual 

Inflows) 

WRD 

Observations are made 
during the Monsoon 
period, but the river’s 
cross-section has not 
been verified since the 
site installation. 

Off take 
from Dam, 
thus cannot 
be used for 
calibration 

8 

Negaria 

106 

Gambhiri 

1984-1992, 

1993-1997 

(Monsoon 

months) 

WRD 


Located 
immediate 
downstream 
of Bisalpur 
dam 

9 

Nimoda 

20,28 

Banas 

1973-1989, 

1994-2005 

CWC 


Used for 
calibration 

10 

Pipli 

19,36 

Matrikundia 

1976-1992 

CWC 

- 

Not used for 
calibration 

11 

Tonk 

12,23 

Kothari 

1973-1988, 

1993-2011 

CWC 

- 

Used for 
calibration 


WRD: Water Resource Department, GOR 

CWC: Central Water Commission 
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Figure 2.1-7: Calibration Location Map of Banas Basin 
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2.1.10 Other Model Inputs 

District agriculture statistics from 1967-2007 (extended to 2011 from Agricop) 
has been used to derive District wise cropping area, production, irrigation by 
source (canal, tank, well etc), fertilizer and pesticide use per hectare. Cropping 
pattern and crop management practices are used from agriculture contingency 
plans (http://agricoop.nic.in/acp.html) and Agriculture Statistics Handbook, 
Government of Rajasthan, 2010. These data were later transferred to micro¬ 
watersheds (hydrological modelling unit) using GIS overlay techniques. 

The general cropping pattern adopted in the region is Bajra in Kharif and Wheat 
in Rabi season (Source: Agriculture Statistics Handbook, Government of 
Rajasthan, 2010). 

2.2 Model Calibration and Performance 

Calibration is an effort to better parameterize a model to a given set of local 
conditions, thereby reducing the prediction uncertainty. 

Model calibration is performed by carefully selecting values for model input 
(within their respective uncertainty ranges) by comparing model predictions 
(output) for a given set of assumed conditions with observed data for the same 
conditions. Figure 2.2-1 shows calibration location map of Banas Basin. 

2.2.1 SWAT Model Calibration 

The SWAT model uses water balance equation as a driving force behind 
everything that happens in the watershed on a daily basis. The USDA SCS 
runoff curve number is used to estimate surface runoff from daily precipitation. 
An improved dynamic curve number method is used which automatically 
adjusts the curve number on the basis of moisture conditions prevailing in the 
watershed. 

Auto calibration techniques have been adopted using SWAT CUP which 
provides essential information like sensitive parameters, range or value that has 
to be applied to various parameters to arrive at optimum parameter value. 

This study had used built in interfaces of these tools in SWAT model to identify 
important hydrological controlling parameters, optimize them and test the 
calibrated model using various performance indices and input data sets. 

After running auto calibration process, the application provides sensitive 
parameters controlling the hydrological processes, which are mentioned in Table 
2.2-1. These parameters broadly fall under two categories: 

Table 2.2-1: Sensitive Parameters Controlling the Hydrological Model 


Parameter 

Description (Class) 

Units 

CN2 

Curve number (Management operations) 

- 

GW_DELAY 

Groundwater delay (Groundwater) 

Days 

GWQMN 

Threshold depth of water in shallow required for 
return flow to occur (Groundwater) 

mm 

GW_REVAP 

Groundwater revap coefficient (Groundwater) 

- 

RCHRG_DP 

Deep aquifer percolation coefficient (Groundwater) 

- 

ESCO 

Soil evaporation compensation factor 
(Evapotranspiration) 

- 

S0L_AWC 

Soil available water content (Soil) 

mm water/mm soil 
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Parameter 

Description (Class) 

Units 

SOL_K 

Soil permeability (Soil) 

mm/hr 

SHALLST 

Initial Depth of water in shallow aquifer 

mm 


As can be seen, the SWAT model as setup in this study with proper groundwater 
parameters and crop management along with interventions, produced 
statistically significant comparison results with observed data at various 
locations. 

• General parameters: Values of these are applied to entire basin including 
Groundwater delay, deep aquifer percolation factor and ESCO. 

• Catchment specific parameters: Values of these parameters are area 
specific, which include soil parameters like Soil permeability and available 
moisture content and management parameters like CN, irrigation source etc. 

The soil in Banas Basin is predominantly Sandy Loam. After various simulation 
and parameter calibrations, it was found that groundwater parameters were most 
sensitive in this region. 

There is a large number of parameters which operate during simulation. Out of 
them, some major parameters were adjusted during calibrations. Their 
respective values are presented in Table 2.2-2 which shows hydrological 
parameter values for catchments of river gauge sites used for calibration. 


Table 2.2-2: Major Parameters Adjusted During Calibration 


Parameter 

Units 

Gambhiri at 
Chittaurgarh 

Berach 

Bigod 

Tonk 

Nimoda 

Banan 

Wada 

GW_delay 

Days 

31.00 

16.00 

16.00 

31.00 

13.00 

27.00 

RCHRG_DP 

- 

0.10 

0.05 

0.10 

0.10 

0.10 

0.10 

ESCO 

- 

0.50 

0.50 

0.50 

0.50 

0.50 

0.50 

GWQMN 

mm 

2,300.00 

2,450.00 

2,400.00 

2,600.00 

3,600.00 

2,800.00 

GW_REVAP 

- 

0.12 

0.12 

0.11 

0.06 

0.11 

0.11 

SHALLST 

mm 

3,000.00 

3,000.00 

3,100.00 

3,150.00 

5,100.00 

3,200.00 


2.2.2 SWAT Model Performance 

Calibration has been performed at 6 river G&D stations out of 11, for Banas 
Basin. Model perfomance of 6 calibrated river gauge stations are presented in 
the following paragraphs. Data used for calibration locations is presented in 
Annex BAN-1. 

There are three main statistical parameters that are used for evaluating a 
hydrological model performance viz. Nash-Sutcliffe model efficiency 
coefficient (NSE), RSR, and co-efficient of determination (R 2 ). 


The range of these parameters are presented in Table 2.2-3. 

Table 2.2-3: Model Performance Parameters 


Performance 

Nash-Sutcliffe efficiency 
coefficient(NSE) 

RSR 

Coefficient of 
Determination^ 2 ) 

Satisfactory 

0.50 =< NSE < 0.65 

0.60 < RSR < 0.70 

0.50 =< R 2 =< 0.65 

Good 

0.65 < NSE <0.75 

0.50 < RSR < 0.60 

0.65 < R 2 < 0.75 

Very Good 

0.75 < NSE <1.00 

0.00 < RSR < 0.50 

0.75 < R 2 < 1.00 

Unsatisfactory 

NSE<0.50 

RSR > 0.70 

R 2 <0.50 
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Detailed description of these model performance parameters is presented in 
Annex SW-l(c) of Main Report. 

Paragraphs presented below shows the model performance at various calibration 
locations. 

Banan Wada River Gauge Station 

Model performance at Banan Wada River gauge station is presented in Table 
2.2-4. Figure 2.2-1 shows the comparison between observed and simulated 
flows at Banan Wada River gauge station. 

Figure 2.2-1: Comparison of Simulated Vs Observed Flows at Bananwada G&D Station 



Time Series 

- Observed flow at Bananwada, cumecs - Simulated flow at Bananwada, cumecs 
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As evident from Table 2.2-4 and Figure 2.2-1, the comparison between observed 
and simulated flows for Banan Wada River gauge is good with a coefficient of 
determination of 0.90 and Nash-Sutcliffe model efficiency coefficient of 0.77. 
The Mean monthly observed flow is 58.2 cumecs while the mean monthly 
simulated flow is 33 cumecs. Overall performance of calibration at this site is 
very good. 

Nimoda River Gauge Station 


Model performance at Nimoda River gauge station is presented in Table 2.2-4. 
Figure 2.2-2 shows the comparison between observed and simulated flows at 
Nimoda River gauge station. 


Figure 2.2-2: Comparison of Simulated Vs Observed Flows at Nimoda River Gauge Station 
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As evident from Table 2.2-4 and Figure 2.2-2, the comparison between observed 
and simulated flows for Nimoda River gauge is good with a coefficient of 
determination 0.74 and Nash-Sutcliffe model efficiency coefficient of 0.72. The 
mean monthly observed flow is 16.8 cumecs while the mean monthly simulated 
flow is 14.1 cumecs. Overall performance at Nimoda G&D site is Good. 

Bigod River Gauge Station 

Model performance at Bigod River gauge station is presented in Table 2.2-4. 
Figure 2.2-3 shows a comparison between observed and simulated flows at 
Bigod River gauge station. 

Figure 2.2-3: Comparison of Simulated Vs Observed Flows for Bigod River Gauge Station 



Time Series 


Observed flow at Bigod, cumecs - Simulated flow at Bigod, cumecs 



As evident from Table 2.2-4 and Figure 2.2-3, the comparison between observed 
and simulated flows for Bigod River gauge is good with coefficient of 
correlation is 0.79 and Nash-Sutcliffe model efficiency coefficient of 0.68. The 
mean monthly observed flow is 24.2 cumecs, while the mean monthly 
simulated flow is 11.9 cumecs. 
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Tonk Gauge Station 

Model performance at Tonk River gauge station is presented in Table 2.2-4. 
Figure 2.2-4 shows the comparison between observed and simulated flows at 
Tonk River G&D station. 


Figure 2.2-4: Comparison of Simulated Vs Observed Flows for Tonk River G&D Station 




As evident from Table 2.2-3 and Figure 2.2-4 the comparison between observed 
and Simulated flows for Tonk River gauge is good with a coefficient of 
determination of 0.87 and Nash-Sutcliffe model efficiency coefficient of 0.72. 
The mean monthly observed flow is 65 cumecs while mean monthly flow is 35 
cumecs. 

Berach River Gauge Station 

Model performance at Berach River gauge station is presented in Table 2.2-4. 
Figure 2.2-5 shows the comparison between observed and simulated flows at 
Berach River gauge station. 
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Figure 2.2-5: Comparison of Simulated Vs Observed Flows for Berach Dam River G&D Station 



Time Series 

- Observed flow at Berach, cumecs - Simulated flow at Berach, cumecs 



As evident from Table 2.2-4 and Figure 2.2-5, the comparison between observed 
and simulated flows for Berach River gauge is satisfactory with a coefficient of 
correlation of 0.59 and Nash-Sutcliffe model efficiency coefficient of 0.50. The 
mean monthly observed flow is 8.7 cumecs while mean monthly simulated flow 
is 3.4 cumecs. 

Gambhiri at Chittaurgarh River Gauge Station 

Model performance at Gambhiri at Chittaurgarh River gauge station is presented 
in Table 2.2-4. Figure 2.2-6 shows the comparison between observed and 
simulated flows at Gambhiri at Chittaurgarh River gauge station. 
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Figure 2.2-6: Comparison of Simulated Vs Observed flows for Gambhiri at 
Chittaurgarh River G&D Station 



- Observed flow at Gambhiri at Chittaurgarh, cumecs 

- Simulated flow at Gambhiri at Chittaurgarh, cumecs 



As evident from Table 2.2-4 and Figure 2.2-6, the comparison between observed 
and Simulated flows for Gambhiri at Chittaurgarh River gauge is very good with 
coefficient of correlation of 0.83 and Nash-Sutcliffe model efficiency 
coefficient of 0.80. The mean monthly observed flow is 5.8 cumecs while mean 
monthly simulated flow is 4.8 cumecs. 
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Table 2.2-4: Model Performance Summary 


Validation 
Location 
(River Gauge 
Stations) 

Catchment 

Area 

(Km 2 ) 

Mean 

monthly 

Simulated 

(Mean 

monthly 

Observed) 

Flow, 

Cumecs 

Coefficient of 
determination 
R 2 

Nash- 

Sutcliffe 

Model 

Efficiency 

(NSE) 

Coefficient 

RSR 

Starting 
Year of 
Validation 

Ending 
Year of 
Validation 

Overall 

Performance 

Banan wada 

47,556.30 

33.0(58.2) 

0.90 

0.77 

0.47 

1982 

1991 

Very Good 

Nimoda 

5,668.10 

14.1(16.8) 

0.74 

0.72 

0.52 

1974 

1980 

Good 

Bigod 

8,843.30 

11.9(24.2) 

0.79 

0.68 

0.56 

1977 

1991 

Good 

Tonk 

7,991.50 

35.0(65.0) 

0.87 

0.72 

0.52 

1974 

1988 

Good 

Berach 

5,165.40 

3.4(8.7) 

0.59 

0.50 

0.70 

1984 

1990 

Satisfactory 

Gambhiri at 
Chittaurgarh 

1,379.90 

4.8(5.8) 

0.83 

0.80 

0.44 

1981 

1986 

Very Good 


Simulated and Observed values at calibration locations are presented in Table 
Al-2, Annex BAN-1. 

2.2.3 Hydrologic Simulation 

The SWAT model was run with the observed rainfall (1957-2010) and 
temperature data (1973-2010) for Banas Basin and outputs were obtained for the 
common period of 1973 to 2010. The outputs provided by the model are very 
extensive, covering all the components of water balance spatially and 
temporally. The sub components of the water balance that are most significant 
and used for analysis, include: 

• Total flow (water yield) consisting of surface runoff, lateral and base flow. 

• Actual evapotranspiration (actual ET). 

The outputs can be depicted in many ways depending on the focus and 
requirement of the user. These components are expressed in terms of total 
annual depth of water in mm over the total watershed area. In other words, the 
total water yield is the equivalent depth in mm, of flow past the outlet of the 
watershed on average annual and monthly basis. 

2.2.3.1 Temporal Distribution of Major Water Balance Components 

Figure 2.2-7 depicts the annual rainfall, water yield, evapotranspiration and Sub¬ 
surface percolation for the entire Banas Basin and its Sub-basins. 

Table A3-1 of Annex BAN-3 shows the annual water balance component values 
of Banas Basin and its Sub-basins. 

There are 71 micro-watersheds delineated and demarcated in Banas Basin within 
Rajasthan boundary, yearly water balance components of which are presented in 
Annex SW-4 of Main Report (as soft copy). 

It is noteworthy here that SWAT gave an indication of the spatial and temporal 
variation of this percolation, with respect to properties of the overlaying soil 
cover. The percolation computed using SWAT model is the total percolation 
which also includes the abstractions being taken from the groundwater. 
Therefore the net percolation which will reflect the groundwater fluctuations is 
after incorporating the withdrawals/draft from the groundwater for various 
purposes. The another component namely deep percolation is used in the SWAT 
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model to build the static groundwater table and this component is lost from the 
local water balance, although there is a provision to tap this water through tube 
wells if required. SWAT does not take care of absolute groundwater table since 
it is not a groundwater model. 
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As shown in Figure 2.2-7, inter annual range of rainfall for the period of 
analysis from 1973-2010 was 261.14 to 932.41 mm, while inter annual range of 
water yield was 13.87 to 361.21 mm for the same period. (See Table A3-1 
Annex BAN-3). 

Figure 2.2-8 depicts the long-term mean monthly water balance components of 
rainfall, water yield and evapotranspiration and Sub-surface percolation for 
Banas Basin. It can be seen that the rainfall contribution to water yield and 
evapotranspiration is mainly in the months of June, July, August and September 
with a maximum in July and August while for other months, the contribution is 
negligible. 

In Banas Basin about 19.20% of the rainfall is converted into water yield in July 
while in August about 28.70% while it is maximum in month of September 
(29%). The remaining water have been converted to groundwater storage, soil 
moisture build, evapotranspiration etc. Table A3-2 Annex BAN-3 presents the 
mean monthly water balance components of Banas Basin and its Sub-basins. 


Figure 2.2-8: Simulated Mean Monthly Water Balance Components for Banas Basin and Sub- 
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Virgin Water Yields 


True runoff, or virgin water yield, is the stream flow in its natural conditions, 
i.e. without the existence of any irrigation, municipal or industrial water supply 
developments (including impact of imported water, return flows and flow 
diversions). 

After calibration and validation of model at selected sites, the Virgin water 
yields were generated by switching off all the abstractions (major, medium, 
minor dams along with other water harvesting structures) and removing all crop 
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management options (controlled irrigation in terms of canals. Groundwater, 
etc.). In virgin water yield scenario presented here, Kharif and Rabi crops are 
considered as rainfed with no external water supply. 

Annual Virgin water yield for Banas Basin is 5,097.26 Mm (see Table A2-1, 
Annex BAN-2) where contribution from it Sub-basins are Banas (1,352.39 
Mm 3 ), Berach (1,199.30 Mm 3 ), Dain (194.57 Mm 3 ), Gudia (112.06 Mm 3 ), 
Kalisil (85.35 Mm 3 ), Khari (492.31 Mm 3 ), Kothari (176.54 Mm 3 ), Mashi 
(490.81 Mm 3 ), Morel (843.09 Mm 3 ), Sodra (150.85 Mm 3 ). Table A2-1 to A2-11 
of Annex BAN-2 presents virgin water yield series of Banas Basin its Sub¬ 
basins. 

Virgin water yield series for Micro-watersheds of Banas Basin is presented in 
Annex SW-5 of Main Report (as soft copy). 

2.2.4 Flow Duration Curve 

Assessment of dependable flows along with their distribution in time is essential 
for planning and development of water supply and irrigation schemes. The 
model was calibrated/validated using all the interventions and crop management 
practices while flows in virgin conditions are without interventions or human 
activity. Water yield with respect to four levels of 25, 50, 75 and 90% 
dependability are shown in Table 2.2-5. The dependability of the water yield of 
Banas Basin and its sub-basins has been analysed and is shown in Figure 2.2-9. 

Table 2.2-5: Mean Annual Virgin water yield at four Dependability levels - Banas Basin and its 

Sub-basins 


Dependability 

Level, 

% 

Banas 

Basin 

Sub-basins 

Banas 

Berach 

Dain 

Gudia 

Kalisil 

Khari 

Kothari 

Mashi 

Morel 

Sodra 

Water Yields, M 

m 3 

25 

6 , 930.40 

1 , 703.00 

1 , 495.50 

279.00 

161.90 

116.10 

720.40 

260.20 

699.10 

1 , 131.90 

206.80 

50 

4 , 471.90 

1 , 303.10 

1 , 037.90 

168.60 

77.30 

67.90 

400.00 

165.30 

309.50 

548.20 

93.70 

75 

3 , 262.60 

904.30 

670.60 

75.10 

34.90 

29.40 

274.60 

63.20 

131.30 

377.70 

37.60 

90 

2 , 425.20 

498.40 

505.50 

13.10 

19.60 

12.10 

143.90 

25.30 

42.40 

181.50 

16.40 

Mean 

5 , 097.26 

1 , 352.39 

1 , 199.30 

194.57 

112.06 

85.35 

492.31 

176.54 

490.81 

843.09 

150.85 
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Figure 2.2-9: Simulated Flow Duration Curves for Sub-basins of Banas Basin 
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Banas Basin 



Rainfall in Banas Basin occurs mainly during the monsoon season. The major 
portion of stream flows will therefore, occur during these months. From Table 
2.2-5 it can be observed that at Banas Basin outlet the natural (virgin) flows at 
50% dependability is 4,471.90 Mm 3 /yr while at 75% it is 3,262.60 Mm 3 /yr. 

The mean annual virgin water yield of Banas Basin at outlet just before draining 
into Chambal River is 5,097.26 Mm 3 /yr (See Table A2-1, Annex BAN-2). The 
Virgin water yield series (1973-2010) for Banas Basin and its Sub-basins are 
shown in Annex BAN-2. 

There are 71 micro-watersheds in Banas Basin, virgin water yield dependability 
is presented in Table 2.2-6. 

Table 2.2-6: Virgin Water Yield at Four Dependability Levels for Micro-watersheds of Banas 

Basin 


Micro- 

watershed 

Code 

Dependability Level, % 

Mean 

25 

50 

75 

90 

Water Yield, M 

m 3 

001 

244.00 

93.90 

31.00 

4.50 

147.10 

002 

129.70 

71.70 

33.50 

12.30 

85.10 

003 

211.50 

139.80 

64.90 

22.10 

149.00 

004 

352.80 

202.60 

116.40 

60.50 

234.90 

005 

48.60 

25.10 

7.00 

3.20 

32.10 

006 

258.90 

150.00 

42.00 

12.90 

153.70 

007 

56.10 

20.70 

5.90 

1.80 

31.80 

008 

40.80 

20.90 

6.70 

0.30 

30.20 

009 

53.80 

29.20 

11.90 

3.20 

37.60 

010 

169.00 

106.50 

49.20 

25.70 

143.40 

Oil 

76.00 

45.10 

14.70 

7.80 

50.20 

012 

123.30 

42.30 

12.00 

1.20 

74.30 

013 

82.90 

42.80 

15.80 

8.50 

60.90 
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Micro¬ 

watershed 

Code 

Dependability Level, % 

Mean 

25 

50 

75 

90 

Water Yield, M 

m 3 

014 

45.20 

26.80 

13.60 

3.30 

29.60 

015 

88.80 

55.40 

33.60 

11.60 

60.10 

016 

41.20 

32.10 

16.90 

11.80 

32.50 

017 

97.60 

57.80 

26.90 

13.60 

82.40 

018 

283.80 

154.60 

97.30 

24.60 

198.30 

019 

4.80 

3.50 

1.40 

0.50 

3.80 

020 

6.10 

3.70 

1.70 

0.40 

5.10 

021 

96.90 

70.00 

35.20 

14.90 

75.10 

022 

37.40 

24.90 

12.50 

2.80 

29.70 

023 

120.60 

77.20 

36.30 

9.40 

96.10 

024 

39.60 

25.20 

11.90 

5.00 

28.40 

025 

54.70 

23.60 

8.20 

4.60 

35.50 

026 

30.60 

19.50 

9.10 

4.00 

22.60 

027 

71.90 

52.00 

25.80 

13.10 

56.70 

028 

33.80 

24.80 

15.80 

8.70 

31.10 

029 

178.40 

139.50 

85.70 

50.00 

159.20 

030 

12.10 

7.50 

4.70 

1.70 

8.80 

031 

59.00 

37.30 

23.80 

9.70 

44.40 

032 

40.00 

28.10 

18.30 

9.10 

31.20 

033 

67.40 

41.60 

29.40 

17.90 

50.20 

034 

145.50 

100.00 

59.80 

29.00 

110.70 

035 

99.00 

66.50 

33.80 

17.80 

73.20 

036 

71.40 

41.90 

18.60 

7.00 

56.70 

037 

108.70 

58.40 

17.20 

3.10 

68.00 

038 

141.90 

78.90 

32.80 

3.50 

102.40 

039 

40.40 

11.90 

2.00 

0.60 

24.10 

040 

133.20 

60.60 

21.90 

9.10 

89.50 

041 

32.20 

17.40 

6.10 

1.40 

22.60 

042 

80.40 

39.30 

20.40 

1.60 

51.90 

043 

46.10 

25.60 

6.50 

0.80 

33.50 

044 

7.20 

3.20 

1.90 

0.20 

5.80 

045 

61.70 

35.90 

16.80 

4.80 

50.20 

046 

123.60 

63.80 

22.80 

3.30 

98.70 

047 

105.30 

54.90 

18.60 

7.30 

62.60 

048 

45.00 

27.70 

14.70 

2.90 

35.60 

049 

84.20 

57.00 

23.90 

4.60 

67.50 

050 

80.00 

50.00 

26.90 

5.50 

55.80 

051 

103.90 

42.60 

25.70 

4.80 

61.00 

052 

86.10 

40.60 

15.50 

4.90 

55.30 

053 

14.40 

9.10 

3.70 

1.20 

10.20 

054 

124.10 

33.10 

4.10 

0.30 

68.00 

055 

157.40 

99.20 

38.00 

15.20 

98.30 

056 

73.40 

33.30 

4.70 

0.80 

41.80 
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Micro¬ 

watershed 

Code 

Dependability Level, % 

Mean 

25 

50 

75 

90 

Water Yield, M 

m 3 

057 

87.30 

31.60 

6.60 

1.90 

48.40 

058 

196.30 

69.40 

12.30 

3.20 

123.40 

059 

219.70 

65.80 

20.80 

0.60 

157.40 

060 

111.40 

38.80 

22.40 

4.50 

67.80 

061 

87.70 

25.00 

6.00 

0.80 

52.10 

062 

99.40 

50.20 

26.50 

10.90 

66.40 

063 

226.30 

97.00 

47.80 

19.90 

171.20 

064 

86.10 

44.60 

25.90 

3.60 

54.70 

065 

297.60 

150.90 

67.40 

19.30 

206.50 

066 

29.40 

12.20 

6.90 

2.60 

20.70 

067 

100.50 

67.30 

23.50 

11.60 

83.10 

068 

319.00 

141.30 

73.30 

25.20 

240.50 

069 

40.80 

15.20 

7.80 

3.30 

26.80 

070 

51.30 

22.90 

3.30 

1.10 

41.60 

071 

134.10 

50.60 

6.40 

3.40 

82.50 
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3. Imported Surface Water 

There is no import of water from outside Rajasthan to Banas Basin. 

4. Groundwater 

4.1 General 

4.1.1 Outlay 

The Banas Basin occupies the southern and central part of the State on the east 
of Aravali hill range. It covers an area 47,060.27 Km 2 . The basin cover parts of 
Ajmer, Bhilwara, Bundi, Chittaurgarh, Dausa, Jaipur, Karauli, Pratapgarh, 
Rajsamand, Sawai Mahdopur, Tonk and Udaipur Districts. 

Banas River originates from the Aravali hills about 5 km from Kumbhalgarh in 
Udaipur District and flows its entire length in Rajasthan. It is a major tributary 
of Chambal River, with its confluence near Phalodi village in Khandar Block in 
Sawai Madhopur District. The total length of river is about 480 km. It is 
ephemeral in its entire reach, and usually dries up during the summer. 

4.1.2 Physiography 

Geophoplogically, the basin comprises pediments and buried pediments Alluvial 
plain dunal landscape and valley-fills. The rocky uplands comprise both hill 
ranges and isolated residual hills. The western and northern boundaries of the 
basin are formed by the Aravali hill range, extending in a general NE-SW 
direction, and having a maximum elevation of about 1,200 m amsl at village 
Royda Block Gogunda District Udaipur. Gaps across the hill range allow sand 
from Western Rajasthan to blow across Jaipur City and surrounding areas. The 
eastern part of Aravali range, is characterized by generally flat to undulating 
topography, with small isolated ridges or NE-SW running hills distributed 
throughout the basin. 

4.1.3 Geomorphology 

Geomorphologically the basin comprises pediments buried pediments, Alluvial 
plain, dunal landscape and valley fills. The pedi-plain is almost flat, generally a 
sloping Hard-rock terrain, and comprises both buried and burred pediments. In 
buried areas the rocks are highly weathered resulting in regolith formations and 
having a considerably thick soil cover, supporting agricultural activities. The 
barred areas, on the other hand, have no soil cover and do not support 
agriculture. Sheet and gully erosion is severe mainly in nearby areas along the 
river. 

The broad Banas Alluvial plain rises to an elevation of 150 to 300 m amsl, and 
slopes towards the north. Alluvium is confined to river valleys and occurs in the 
form of small isolated valley-fill deposits. The width of the Alluvial plain 
increases down-stream and near the confluence with other rivers. The Alluvial 
deposits in Banas River thins out in higher elevation basin areas towards the 
west and are more irregular, while it is thicker in the east and in the north of the 
basin area. 

Extensive dune fields cover Jaipur and the surrounding areas, as well as parts of 
Ajmer and Dausa Districts. The dunes are normally aligned E-W and NE-SW, 
and impart a hummocky appearance to the topography. 
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Blown sands occur both as obstacle dunes and free dunes. Obstacle dunes (sand 
falls) are seen along the river courses and on the windward sides of NE-SW 
trending hill ranges, where gully erosion and badland topography have 
developed. Free dunes are mainly confined to the northern bank of Banas River. 

4.1.4 Geology 

The Geological sequence of rock formation in Banas Basin given in Table 4.1-1. 


Table 4.1-1: Geological Sequence in the Banas Basin 


Era 

Age 

Super- 

Group 

Group 

Rock Formation 

Quaternary 

Sub-Recent 
to Recent 

Alluvium 

Alluvium and sand dunes 

Sand, silt and clay 

Mesozoic/ 

Cainozoic 

Upper 

Cretaceous 

to 

Palaeocene 

Deccan 

Trap 

MalwaTrap Complex 

Basaltic lava flows 

Upper 

Proterozoic 

Upper 

Precambrian 
to Lower 
Cambrian 

Vindhyan 

Bhander Group 

Sandstone, shale and 

Limestone 

Rewa Group 

Sandstone and shale 

Kaimur Group 

Sandstone, shale and 
conglomerate 

-Unconformity- 




Semri Group 

Limestone, shale, Sandstone, 
grit, basic flows, etc. 

(Acid, basic and ultrabasic intrusives and extrusives) 

-Unconformity- 

Proterozoic 

Precambrian 

Delhi 

Kumbhalgarh/ Ajabgarh 

Group 

Gogunda/Alwar Group 

Quartzite, calc-gneiss, mica 
schist, marble 
quartzite, calc-schist, 
hornblende schist and calc- 
silicate rocks 

(Granite, basic and ultra basic intrusives) 



Aravali 

Debari/Devda/ 

Kankroli/Jharol/ Nathdwara/ 
Rikhabdeo Group 

Quartzite, mica schist, phyllite 
dolomite marble, 
conglomerate, meta volcanic, 
greywacke, amphibolites, etc. 

(Granite, basic and ultra basic intrusives) 

-Unconformity- 

Lower 

Proterozoic 

Archaean 

Bhilwara 

Mangalwar Complex/ Sarwar/ 
Hindoli/Jahazpur/ Pur Banera/ 
Ranthambor/ Rajpur Dariba/ 
Berach Group 

Phyllites, slates, schists, 
gneiss, granites, marble, 
quartzite, migmatite, etc. 

Banded Gneissic Complex 

Granites, gneisses, schists 
with migmatites 


Source: Geological Survey of India (G.S.I.) 


Geologically, the basin is occupied with three categories of rock formations viz. 
the hard rock formations like Gneiss, Phyllite & Schist and Quartzite, 
sedimentary formation Sandstone, Shale and Limestone and unconsolidated 
formation Alluvium overlain with windblown sand deposits. The Alluvium 
cover about 20% area in northwest and north-eastern part of basin in Jaipur, 
Dausa and Sawai Madhopur District areas. The remaining area is mostly 
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occupied by pre-cambrian rocks. The sedimentary rocks occupy about 10% area 
of basin in three outcrops one in southern part of basin bordering State of 
Madhya Pradesh and other two in north-eastern part of basin in parts of Districts 
of Karauli and Sawai Madhopur; Drawing No. BAN-GW-001 (in Volume 3b) 
depicts the geological sequence of rock formation in the basin. 

4.1.5 Sub-surface Hydrogeology 

The sub-surface hydrogeology has been studied with the help of three 
hydrogeological cross-section along A-A', B-B' and C-C'. These cross-section 
have been prepared on the basis of exploratory tube wells and piezometers 
drilled by CGWB and RGWD. The cross-section lines and their respective 
alignment has been shown in Figure 4.1-1. The sub-surface hydrogeology is 
based on these cross -sections. 

• A-A' along Ghatiyali-Bidarkha 

• B-B' along Kuraj-Mandara 

• C-C' along Pachewar-Kaliyas 

Hydrogeological Cross-Section along Ghatiyali-Bidarkha (A-A') Banas 
Basin 

The cross-section A-A' of Banas Basin has been drawn from Ghatiyali village in 
central part of the basin in Kekri Block of Ajmer District to Bidarkha village in 
north-eastern part of the basin in Dausa District. The total length of the cross- 
section is 140 Km . The ground level elevation ranges from RL 277.78 m 
(Natwara) to RL 333 m (Ghatiyali) amsl. It is revealed from the cross-section 
that the central part of the basin (near Ghatiyali village, District Ajmer) is 
occupied by Older Alluvium with minimum thickness of 3 m bgl while north¬ 
eastern part (near Bidarkha village, District Dausa) is occupied by both Younger 
and Older Alluvium with maximum thickness of 42 m bgl. The Alluvium 
comprises Sand, Clay and Kankar. The Alluvium near Bidarkha village 
comprises well sorted sediments with comparatively greater amount of clay and 
kankar. The thickness of Alluvium shows increasing trend towards north-eastern 
part as compared to the central part of the basin. The cross-section depicts that 
Mica-Schist of Bhilwara Super Group is encountered in most part of cross- 
section except near Botunda village where Gneisses is encountered as basement 
below 15 m depth from ground level. The depth of Phyllite & Schist ranges 
from 3 m (Ghatiyali village) to 42 m bgl (Bidarkha village). 

The groundwater level in Ghatiyali and Botunda villages is 16 m and 11m 
respectively bgl while in Natwara and Bidarkha villages, it is 
8 m and 12.50 m respectively bgl. 

Hydrogeological cross-section along Kuraj-Mandara B-B', Banas Basin 

This cross-section of Banas Basin has been drawn between Kuraj and Mandara 
villages in the southwestern part of Banas Basin. The total length of the cross- 
section is 4.5 Km 2 . The ground level elevation ranges from RL 492 m (Kuraj) to 
498 m (Manelara) amsl. The cross-section reveals that Alluvium of quaternary 
age is occupying the cross-sectional area up to 2 m to 18 m depth bgl. The 
thickness of Alluvium in eastern side (Kuraj) is shallow while in western side 
(Mandara) it is deeper up to 18 m bgl. The Phyllite & Schist of Aravali Super 
Group is encountered below 2 m to 18 m depth. 
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The cross-section depicts that groundwater level has depleted up to hard rock 
Schist. In eastern side (Kuraj village) groundwater level is 9.25 m bgl while in 
western side (Mandara) it is 13.50 m bgl. 

Hydrogeological cross-section along C-C' Pachewar-Kaliyas, Banas Basin 

The cross section C-C' has been drawn from Pachewar village in the north 
eastern side of the cross sectional area to Kaliyas village in the south western 
side of the cross sectional area. The whole cross section falls under northwestern 
part of the basin. Total length of the cross-section is 120.5 kms. The ground 
level elevation ranges from RL 332 m (Pachewar) to 438 m (Kaliyas) amsl. It is 
revealed from the cross section that Alluvium is occupied only in a thin layer 
with depth varying from 2 to 4 m throughout the cross sectional area. The 
Alluvial cover is underlain by Gneisses(B.G.C.) throughout the cross sectional 
area. As the water level is encountered in hard rock Gneisses(B.G.C), saturated 
thickness of Alluvium is Nil. The ground water level in Pachewar and Goyala 
villages is 9 m and 11.7m respectively, while in Devaliya Kalan and Kaliyas the 
ground water level is 10.3 m and 20.6 m respectively bgl. 

The cross-section depicts that groundwater level has depleted up to bed rock 
Schist. In eastern side, (Kuraj village) groundwater level is 9.25 m bgl while in 
western side (Mandara) it is 13.50 m bgl. 
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Figure 4.1-1: Hydrogeological Cross Section line of Banas Basin 
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Figure 4.1-2: Hydrogeological Cross Section of Banas Basin A-A' 



Source: CGWB and RGWD 
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Figure 4.1-3: Hydrogeological Cross Section of Banas Basin B-B' 
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Figure 4.1-4: Hydrogeological Cross Section of Banas Basin C-C' 



Source: CGWB and RGWD 
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4.2 Aquifer Units and Characteristics 

4.2.1 Aquifer Units 

The aquifer units of the area are Gneisses(B.G.C.), Phyllite & Schist, Quartzite, 
Sandstone, Shale, Limestone Older and Younger Alluvium. Other aquifer units 
like Deccan traps, Erinpura Granite and Gneisses of Delhi Super Group occupy 
relatively small area in the basin. 


Table 4.2-1: Aquifer units with Occupied Area in Banas Basin 


Sub-basin 

Aquifer Units 

Area (Km 2 ) 

Banas 

Bhander Sandstone 

101.19 

Erinpura Granite 

0.74 

Gneisses 

30.45 

Gneisses(B.G.C.) 

2,806.86 

Limestone 

146.76 

Older Alluvium 

1,853.63 

Phyllite & Schist 

6,423.18 

Quartzite 

349.03 

Shale 

28.55 

Sub-basin Total 


11,740.39 

Berach 

Bhander Sandstone 

277.39 

Deccan Traps 

62.56 

Gneisses(B.G.C.) 

3,166.92 

Limestone 

552.83 

Phyllite & Schist 

2,806.25 

Shale 

1,441.94 

Sub-basin Total 


8,307.89 

Dain 

Gneisses(B.G.C.) 

2,681.95 

Phyllite & Schist 

379.43 

Sub-basin Total 


3,061.38 

Gudia 

Older Alluvium 

190.26 

Phyllite & Schist 

703.87 

Quartzite 

26.26 

Sub-basin Total 


920.39 

Kalisil 

Bhander Sandstone 

369.70 

Older Alluvium 

249.55 

Quartzite 

3.84 

Sub-basin Total 


623.09 

Khari 

Gneisses 

0.95 

Gneisses(B.G.C.) 

4,330.00 

Older Alluvium 

136.95 

Phyllite & Schist 

1,922.62 

Sub-basin Total 


6,390.53 

Kothari 

Gneisses 

5.15 

Gneisses(B.G.C.) 

1,665.39 

Phyllite & Schist 

627.98 

Sub-basin Total 


2,298.52 

Mashi 

Gneisses(B.G.C.) 

2,585.66 

Older Alluvium 

2,137.79 

Phyllite & Schist 

929.02 

Quartzite 

49.91 

Younger Alluvium 

769.73 

Sub-basin Total 


6,472.12 
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Sub-basin 

Aquifer Units 

Area (Km 2 ) 


Bhander Sandstone 

126.69 


Limestone 

87.35 

Morel 

Older Alluvium 

3,704.10 

Phyllite & Schist 

285.79 


Quartzite 

632.93 


Younger Alluvium 

889.70 

Sub-basin Total 


5,726.55 


Gneisses(B.G.C.) 

817.63 

Sodra 

Older Alluvium 

43.48 


Phyllite & Schist 

658.31 

Sub-basin Total 


1,519.42 

Basin Total 


47,060.27 


Source: Hydrogeological data, CGWB & RGWD 


The aquifer map (hydrogeological unit map) of the basin is presented in 
Drawing No. BAN-GW-001 (in Volume 3b). The Alluvium consists of aeolian 
sand, gravel mixed with varying amount of clay and kankar occupies an area 
9,975.18 Km 2 covering northern and the eastern part of the basin in Jaipur, 
Tonk, Dausa, and Sawai Madhopur Districts. Bhander Sandstone and Limestone 
occupy an area 1,661.91 Km 2 in Karauli and Sawai Madhopur Districts. Shale 
aquifer unit occurs in Chittaurgarh District in southern part of basin and in 
Sawai Madhopur District in southern part of the basin and together covers 
1,470.48 Km area. The groundwater occurs mainly in joints and fissures of 
rocks. 

The Phyllite & Schist and Quartzite of Delhi Super Group occupy very large 
area of about 14,690.13 Km 2 in the basin covering entire Udaipur, Chittaurgarh, 
Rajsamand, Bhilwara Districts and parts of Jaipur, Dausa and Tonk Districts. 
The Gneisses and Gneisses(B.G.C.) occupies western and southern parts of the 
basin with an area 17,883.80 Km 2 . A very small area of 62.56 Km 2 is occupied 
by Deccan Traps in southern part of the basin. The Limestone unit is present in 
south-eastern part of the basin in Berach Sub-basin. The hydrogeological 
characteristics of aquifer units of the basin are shown in Table 4.2-2. 

4.2.2 Aquifer Characteristics 

As indicated in the Table 4.2-2 the average aquifer depth in the Alluvium 
formation (Younger and Older) ranges from 65.39 m in Morel Sub-basin to 
208.00 m in Kalisil Sub-basin whereas in hard rock formations it ranges from 
19.60 m in Quartzite aquifer to a maximum of 133.02 m in Shale aquifer both in 
Banas Sub-basin area. 

The minimum depth of static water level has been observed as 0.91 m bgl at 
village Bhudar in Morel Sub-basin area and maximum of 100 m bgl at village 
Chauth Ka Barwara in Banas Sub-basin area of Sawai Madhopur District. The 
average static water level in the basin area range from 8.86 m bgl (Khari Sub¬ 
basin) to 30.83 m bgl (in Mashi Sub-basin). 

The average discharge in Alluvium ranges from a minimum of 2.03 lps in Gudia 
Sub-basin area to 8.14 lps in Khari Sub-basin area. The average discharge is 
higher in Younger Alluvium area as compared to the Older Alluvium aquifer. 
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In hard rock aquifer area the static water level ranges from 0.20 m bgl at village 
Jhadol in Phyllite & Schist aquifer in Banas Sub-basin area to a maximum of 
87.30 m bgl at village Chakheri in Limestone formation also in Banas Sub-basin 
area. The average static water level range in hard rock aquifer varies from 7.29 
m to 40.22 m bgl in Phyllite & Schist of Moral Sub-basin and Shale aquifer of 
Banas Sub-basin respectively. 

The average yield of wells in hard rock formation ranges from 0.45 lps in 
Bhander Sandstone aquifer of Berach Sub-basin area to 11.78 lps in Limestone 
aquifer in Morel Sub-basin area. 

The average specific capacity of wells in Alluvium aquifers range from 0.03 
lps/m drawdown in Older Alluvium of Gudia Sub-basin area to 10.17 lps/m 
drawdown in Older Alluvium of Khari Sub-basin area. Whereas in hard rock 
aquifers average minimum specific capacity of wells is 0.02 lps/m drawdown in 
Phyllite & Schist aquifer of Dain Sub-basin and maximum of 3.53 lps/m 
drawdown in Limestone aquifer of Morel Sub-basin area. 

Transmissivity in Alluvium aquifer range from 38.00 m 2 /day to 2,046.00 m 2 /day 
in Gudia and Khari Sub-basin areas respectively. In hard rock aquifers, it ranges 
from 8.08 m 2 /day in Kothari Sub-basin area to 1,294.79 m 2 /day in Banas Sub¬ 
basin area in Phyllite & Schist formation. 
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Table 4.2-2: Hydrogeological Characteristics of Aquifer Units of Banas Basin 


Basin 

Sub-basin 

Aquifer Units 

Depth Drilled 
(m) 

Static Water Level 
(m bgl) 

Discharge 

(Ips) 

Drawdown (m) 

Specific Ca[ 
(lps/m; 

jacity 

Transmissivity 

(m 2 /day) 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Banas 

Banas 

Gneisses(B.G.C.) 

30.00 

202.90 

105.07 

1.59 

56.00 

13.97 

0.06 

12.60 

2.44 

8.66 

86.00 

32.98 

0.02 

1.15 

0.30 

- 

- 

- 

Limestone 

60.00 

159.60 

94.29 

3.10 

87.30 

33.16 

0.63 

3.15 

1.70 

5.00 

5.00 

5.00 

0.63 

0.63 

0.63 

- 

- 

- 

Older Alluvium 

18.50 

202.10 

104.67 

3.41 

100.00 

21.03 

0.38 

10.08 

3.09 

4.42 

82.35 

20.53 

0.01 

1.17 

0.45 

158.21 

158.21 

158.21 

Phyllite & Schist 

8.00 

203.00 

84.13 

0.20 

63.00 

12.42 

0.03 

22.68 

3.79 

1.50 

60.44 

18.67 

0.02 

8.77 

1.92 

31.00 

2,510.00 

1,294.79 

Quartzite 

19.60 

19.60 

19.60 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Shale 

95.00 

160.05 

133.02 

39.00 

41.44 

40.22 

3.42 

6.05 

4.73 

6.60 

6.60 

6.60 

0.92 

0.92 

0.92 

- 

- 

- 

Berach 

Bhander Sandstone 

40.00 

40.00 

40.00 

13.00 

13.00 

13.00 

0.45 

0.45 

0.45 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Gneisses(B.G.C.) 

27.50 

200.80 

96.33 

1.00 

43.10 

14.47 

0.25 

7.56 

2.07 

1.52 

68.00 

36.94 

0.01 

1.75 

0.22 

- 

- 

- 

Limestone 

45.00 

192.00 

101.58 

1.90 

22.00 

8.47 

1.26 

15.12 

5.97 

3.96 

23.91 

13.94 

0.15 

3.82 

1.99 

- 

- 

- 

Phyllite & Schist 

40.00 

254.00 

98.97 

2.00 

53.00 

11.88 

0.06 

11.00 

2.56 

11.12 

53.00 

35.08 

0.01 

0.67 

0.21 

50.00 

50.00 

50.00 

Shale 

40.00 

196.00 

102.27 

1.40 

32.88 

17.66 

0.17 

5.50 

2.07 

6.17 

43.70 

22.80 

0.18 

0.89 

0.54 

10.29 

10.29 

10.29 

Dain 

Gneisses(B.G.C.) 

13.64 

123.00 

54.83 

3.50 

21.00 

10.39 

0.06 

5.04 

1.07 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Phyllite & Schist 

60.00 

162.00 

111.00 

18.00 

22.00 

20.00 

0.06 

0.83 

0.45 

45.00 

45.00 

45.00 

0.02 

0.02 

0.02 

- 

- 

- 

Gudia 

Older Alluvium 

50.00 

201.00 

119.35 

3.85 

22.20 

14.03 

1.00 

2.52 

2.03 

54.20 

54.27 

54.24 

0.02 

0.04 

0.03 

38.00 

38.00 

38.00 

Phyllite & Schist 

34.43 

159.60 

86.17 

4.70 

33.00 

12.83 

0.33 

6.83 

2.49 

11.00 

15.22 

13.11 

0.12 

0.62 

0.37 

29.00 

29.00 

29.00 

Kalisil 

Bhander Sandstone 

60.00 

201.00 

112.00 

23.00 

33.00 

26.48 

1.01 

1.51 

1.26 

7.00 

7.00 

7.00 

0.22 

0.22 

0.22 

- 

- 

- 

Older Alluvium 

208.00 

208.00 

208.00 

10.00 

10.00 

10.00 

3.50 

3.50 

3.50 

20.00 

20.00 

20.00 

0.18 

0.18 

0.18 

- 

- 

- 

Khari 

Gneisses(B.G.C.) 

13.00 

202.90 

71.19 

1.00 

32.30 

12.11 

0.03 

22.87 

2.26 

0.70 

67.85 

28.24 

0.01 

15.99 

3.49 

499.00 

3,108.00 

1,913.20 

Older Alluvium 

16.50 

200.00 

108.31 

2.28 

22.90 

8.86 

0.06 

31.20 

8.14 

1.21 

6.10 

3.18 

0.86 

15.73 

10.17 

1,585.00 

2,507.00 

2,046.00 

Phyllite & Schist 

36.00 

200.00 

100.74 

2.30 

39.30 

18.12 

0.03 

2.50 

0.77 

36.60 

61.38 

48.99 

0.02 

0.04 

0.03 

- 

- 

- 

Kothari 

Gneisses 

50.00 

129.70 

89.85 

6.47 

23.00 

14.74 

0.13 

3.00 

1.56 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Gneisses(B.G.C.) 

40.00 

199.80 

97.87 

1.50 

45.00 

14.31 

0.03 

16.67 

2.49 

20.00 

98.00 

48.88 

0.04 

0.17 

0.11 

8.08 

8.08 

8.08 

Phyllite & Schist 

40.00 

178.50 

96.60 

1.00 

31.90 

10.70 

0.07 

8.07 

2.35 

19.12 

26.55 

22.84 

0.17 

0.30 

0.24 

15.61 

15.61 

15.61 

Mashi 

Gneisses(B.G.C.) 

40.00 

162.00 

89.80 

3.00 

30.15 

16.23 

0.13 

12.60 

2.14 

8.60 

35.00 

16.02 

0.05 

0.58 

0.18 

2.18 

2.18 

2.18 

Older Alluvium 

29.70 

165.19 

72.04 

3.25 

43.00 

17.40 

0.10 

25.00 

4.40 

3.28 

30.60 

12.18 

0.04 

2.79 

0.74 

0.68 

112.00 

56.34 

Phyllite & Schist 

50.00 

161.00 

97.17 

6.20 

16.50 

11.39 

0.19 

5.00 

2.14 

17.95 

29.66 

23.81 

0.08 

0.08 

0.08 

8.55 

8.55 

8.55 

Younger Alluvium 

19.90 

120.73 

77.08 

9.80 

54.00 

30.83 

0.76 

14.50 

5.49 

0.90 

12.20 

6.55 

0.08 

15.22 

2.26 

45.00 

849.00 

447.00 
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Basin 

Sub-basin 

Aquifer Units 

Depth Drilled 
(m) 

Static Water Level 
(m bgl) 

Discharge 

(Ips) 

Drawdown (m) 

Specific Ca[ 
(Ips/m] 

jacity 

Transmissivity 

(m 2 /day) 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Banas 

Morel 

Limestone 

75.00 

175.00 

113.12 

13.00 

36.50 

26.20 

0.42 

50.00 

11.78 

3.57 

3.57 

3.57 

3.53 

3.53 

3.53 

- 

- 

- 

Older Alluvium 

21.78 

225.00 

65.39 

1.00 

91.40 

15.76 

0.25 

16.92 

4.49 

0.32 

28.00 

9.60 

0.02 

17.19 

1.92 

3.18 

627.00 

139.46 

Phyllite & Schist 

38.00 

170.47 

114.87 

3.00 

16.67 

7.29 

0.34 

12.60 

4.48 

7.40 

31.95 

16.45 

0.03 

1.70 

0.63 

26.20 

26.20 

26.20 

Quartzite 

18.37 

86.00 

53.07 

12.50 

24.85 

17.96 

2.52 

7.00 

4.64 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Younger Alluvium 

28.20 

163.00 

84.25 

0.91 

55.66 

18.40 

0.83 

31.32 

5.52 

1.14 

60.00 

17.37 

0.04 

7.97 

1.46 

1.00 

556.00 

207.60 

Sodra 

Gneisses(B.G.C.) 

40.00 

125.00 

64.13 

2.00 

46.55 

13.61 

0.63 

9.53 

2.93 

5.04 

5.04 

5.04 

1.89 

1.89 

1.89 

182.90 

182.90 

182.90 

Phyllite & Schist 

35.00 

178.00 

70.62 

3.00 

23.60 

11.91 

0.38 

3.78 

1.61 

- 

- 

- 

- 

- 

- 

29.00 

29.00 

29.00 


Source: CGWB and RGWD 


Note: 

1. The data variously pertain to period 1960-2010. 

2. The same value data reflects the availability of data from one place only. 

3. Detailed information on location / village for the above observed parameters values are given in Annex GW-8. 
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4.3 Depth to Groundwater Table 

4.3.1 Monitoring/Observation Wells 

There are 1,881 groundwater observations wells in this entire basin in which 
water level is monitored. Out of these 1,623 wells pertain to RGWD and 258 to 
CGWB. Sub-basin wise breakup of existing observation wells of CGWB & 
RGWD given in Table 4.3-1. 


Table 4.3-1: Monitoring/Observation Wells in Banas Basin 


Sub-basin 

CGWB 

RGWD 

Total 

Observation 

Wells 

Banas 

58 

423 

481 

Berach 

42 

342 

384 

Dain 

12 

106 

118 

Gudia 

1 

29 

30 

Kalisil 

3 

5 

8 

Khari 

29 

233 

262 

Kothari 

8 

94 

102 

Mashi 

40 

174 

214 

Morel 

60 

176 

236 

Sodra 

5 

41 

46 

Basin Total 

258 

1,623 

1,881 


Source: CGWB and RGWD 


4.3.2 Historic Trend of Groundwater Table (Year 1984-2010) 

An analysis of the historic groundwater levels and trends between the years 
1984-2010 is presented below. Weighted average groundwater levels during the 
examined period were generated for each Sub-basin based on the measured level 
in each well and its thiessen weight within the Sub-basin. The weighted average 
groundwater levels per Sub-basin are presented in the graphs below and given in 
Table 4.3-5. 
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Figure 4.3-1: Long Term Ground Water Level and Rainfall Trends in Banas Sub-basin of Banas 

Basin (1984-2010) 


River Basin : Banas, Sub Basin : Banas 

Main Aquifer: Phyllite & Schist 
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Source: Groundwater level data of CGWB and RGWD 


The average decline rate during the period of consideration has been observed as 
-0.16 m/yr in the pre-monsoon season and -0.11 m/yr in the post-monsoon 
season period. The difference between the seasons is attributed to rise in water 
table in post-monsoon 2010, probably due to the high rainfall in the monsoon 
season of 2010 and relatively low or rate of pumping. 

The relatively low decline rate in groundwater levels (As compared to the Luni 
basin which has decline rates of over 0.56 m/y) has been observed despite the 
increase in drafts of the Sub-basin of the order of 32% during the years 1995- 
2009 (see Table 4.3-2). It is assumed that two factors are responsible for the 
relative stability in groundwater levels, namely: (1) limited withdrawal capacity 
in the hard rock formations and, (2) compensation due to channel recharge. In 
general, there is a correlation between the rainfall and the water table 
fluctuation, although fluctuations are relatively low. For example, during the 
period 1996-2002, groundwater levels dropped gradually following the low 
rainfall during few consecutive years. 

Table 4.3-2: Water Table DeclinelRise* Rates in Banas Basin 


Sub¬ 

Main Formation 

Rate-Pre-monsoon [m/yr] 

Rate-Post-monsoon [m/yr] 

basin 

Mean 

Min 

Max 

Mean 

Min 

Max 

Banas 

Phyllite & Schist 

-0.16 

0.31 

-0.67 

-0.11 

0.31 

-0.56 

Berach 

Gneisses(B.G.C.) 

-0.12 

0.45 

-1.02 

-0.11 

0.36 

-0.94 

Dain 

Gneisses(B.G.C.) 

-0.18 

0.41 

-0.80 

-0.14 

0.22 

-0.76 

Khari 

Gneisses(B.G.C.) 

-0.15 

0.19 

-0.88 

-0.13 

0.26 

-1.18 

Mashi 

Gneisses(B.G.C.) 

-0.26 

0.13 

-0.65 

-0.16 

0.23 

-0.67 

Morel 

Older Alluvium 

-0.26 

0.14 

-1.77 

-0.23 

0.13 

-1.47 
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Sub- 

Main Formation 

Rate-Pre-monsoon [m/yr] 

Rate-Post-monsoon [m/yr] 

basin 

Mean 

Min 

Max 

Mean 

Min 

Max 

Sodra 

Gneisses(B.G.C.) 

-0.17 

0.10 

-0.71 

-0.10 

0.06 

-0.75 

Gudia 

Phyllite & Schist 

-0.34 

0.02 

-0.46 

-0.21 

0.08 

-0.44 

Kalisil 

Bhander Sandstone 

0.14 

0.35 

-0.23 

0.09 

0.24 

-0.24 

Kothari 

Gneisses(B.G.C.) 

-0.09 

0.23 

-0.33 

-0.10 

0.18 

-0.48 

Basin Summary 

-0.18 

0.45 

-1.77 

-0.14 

0.36 

-1.47 


*(-) indicates water table decline, (+) indicates water table rise 


The average difference between the pre- and post-monsoon levels is -3.5 m. 
This is a significant and typical difference in this basin. The difference is 
relatively constant (Figure 4.3-1) excluding four dry years (1987, 1991, 2002 
and 2009). It is assumed that this difference is enhanced because of the 
proximity to Banas River and the fact that the basin drains many seasonal 
tributaries. Based on current decline rates, the groundwater levels for future 
years were predicted (Table 4.3-3). Accordingly, the water table during the pre¬ 
monsoon season is expected to reach 406 m amsl by 2020, 403 m amsl by 2040 
and 398 m amsl by 2060. 

Table 4.3-3: Sub-basin Wise Predicted Groundwater Levels in Banas Basin 


Sub-basin 

Pre Monsoon Levels, (m amsl) 

Post Monsoon Levels, (m amsl) 

Current 


Predicted 


Current 


Predicted 


2010 

2020 

2040 

2060 

2010 

2020 

2040 

2060 

Banas 

407.91 

406.34 

403.21 

398.50 

414.09 

412.96 

410.70 

407.31 

Berach 

463.24 

462.08 

459.77 

456.30 

470.07 

468.95 

466.71 

463.34 

Dain 

369.20 

367.37 

363.71 

358.23 

374.14 

372.72 

369.89 

365.63 

Khari 

418.49 

417.03 

414.11 

409.73 

425.02 

423.77 

421.25 

417.47 

Mashi 

330.17 

327.57 

322.37 

317.17 

331.23 

329.63 

323.23 

326.43 

Morel 

281.78 

279.21 

274.07 

266.35 

284.18 

281.86 

277.23 

270.27 

Sodra 

326.91 

334.10 

290.58 

225.30 

333.12 

339.36 

343.91 

350.74 

Gudia 

275.89 

263.79 

256.16 

244.73 

279.09 

267.39 

261.23 

251.99 

Kalisil 

268.11 

269.41 

271.85 

275.50 

273.02 

273.34 

274.87 

277.17 

Kothari 

492.80 

478.47 

472.40 

463.29 

498.80 

494.06 

490.46 

485.06 

Basin Summary 


393.59 

389.92 

384.43 


400.09 

397.34 

393.20 


Source: Groundwater level data o 


CGWB & RGWD 


Based on the long term groundwater levels trends and assuming that the year 
2010 levels of average precipitation and draft trends will continue during future 
years, a prediction of the monitoring and observation wells (RGWD & CGWB 
database) which are expected to become dry in the future is presented below. A 
significant number of wells is expected to become dry in the next few decades. 
It is estimated that in case of continuation of groundwater level trends 2010, 
42% of the wells will become dry by the year 2020. The percentage will 
increase to 61% by the year 2040 and 67% by the year 2060 in the basin area 
(pre-monsoon; Table 4.3-4). 
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Table 4.3-4: Prediction of Dry Observation Wells* - Banas Basin 


Sub-basin 

Pre-monsoon Dry 
Observation Wells, [%] 

Post-monsoon Dry 
Observation Wells, [%] 

2020 

2040 

2060 

2020 

2040 

2060 

Banas 

42 

61 

67 

25 

38 

46 

Berach 

35 

55 

61 

19 

30 

41 

Dain 

44 

75 

79 

26 

57 

75 

Gudia 

53 

74 

95 

37 

63 

68 

Kalisil 

60 

60 

60 

40 

40 

40 

Khari 

34 

62 

70 

13 

31 

48 

Kothari 

13 

37 

48 

11 

29 

37 

Mashi 

63 

87 

94 

37 

69 

80 

Morel 

62 

78 

84 

51 

76 

83 

Sodra 

33 

63 

67 

22 

41 

48 

Summary 

42 

63 

70 

25 

43 

54 


*RGWD and CGWB wells only 


Berach Sub-basin 


As shown in Figure 4.3-2, the water table decreased moderately during the 
period of examination, from an elevation of -467 m amsl during pre-monsoon 
1984 to -463 m amsl in pre-monsoon 2010 and from -472 m amsl during post¬ 
monsoon 1984 to -470 m amsl during post-monsoon 2010. The average long¬ 
term water table decline rate is approximately -0.11 m/yr, for both pre and post¬ 
monsoon seasons. It would be noticed that the wells in the Sub-basin exhibit a 
wide range of trends varying from rising water table of up to 0.45 m/yr to fast 
declining rates as low as -1.00 m/yr (Table 4.3-2). 


Figure 4.3-2: Long Term Ground Water Level and Rainfall Trends in Berach Sub-basin of Banas 

Basin (1984-2010) 


River Basin : Banas, Sub 8asin : Berach 

Main Aquifer: Gneisses(B.G.C.) 
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Source: Groundwater level data of CGWB and RGWD 
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The average difference between the pre- and post-monsoon groundwater levels 
is ~5.5 m, which are relatively high compared to other Sub-basin areas. This 
might be attributed to a combination of the following: (a) intensive pumping 
during the dry season; (b) significant recharge during the monsoon period due to 
high rainfall; (c) low transmissivity of the main aquifer Gneisses(B.G.C) which 
promotes groundwater mounding. The dominant effect of rainfall in this region 
is demonstrated through the low post-monsoon level in 1991, which reached 
almost as low as the pre-monsoon level due to the low rainfall of that summer. 
Over-pumping compared to the average year must have also taken place in this 
year and amplified the low groundwater level of 1991. 

Based on the long term groundwater levels trends and assuming that the year 
2010 levels of average precipitation and draft trends will continue during future 
years, a prediction of the monitoring and observation wells (RGWD & CGWB 
database) which are expected to become dry in the future is presented in Table 
4.3-4. In case of continuation of 2010 levels of groundwater exploitation, -35% 
of the monitoring and observation wells will become dry by the year 2020. The 
percentage will rise to -55% by the year 2040 and -61% by the year 2060 in the 
pre-monsoon season. 

Dain Sub-basin 

As shown in Figure 4.3-3, the decreasing rate of groundwater table is similar to 
Banas and Berach Sub-basins and is in the range of -0.14 m/yr to -0.18 m/yr for 
post- and pre-monsoon seasons respectively. Groundwater levels range from 
-377 m amsl in 1984 to -370 m amsl in 2009 in the post-monsoon and -376 m 
amsl in 1984 to -369 m amsl in 2010 in the pre-monsoon seasons. 


Figure 4.3-3; Long Term Ground Water Level and Rainfall Trends in Dain Sub-basin of Banas 

Basin (1984-2010) 
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During most of the years good correlation to rainfall is evident, especially 
during the period 1995-2002, where the trends of both rise and fall in levels 
during pre-and post-monsoon levels has followed the rainfall trend. 

The average difference between pre-and post-monsoon seasons is -2.40 m, a 
typical value for this basin (the average difference in the basin is 2.6 m). The 
difference is more or less constant since 1984, except for years of extremely low 
rainfall (1987, 1991, 2002 and 2009) where post-monsoon levels are 
significantly lower. 

Based on the long term groundwater levels trends and assuming that the year 
2010 levels of average precipitation and draft trends will continue during future 
years, a prediction of the monitoring and observation wells (RGWD & CGWB 
database) which are expected to become dry in the future is presented in Table 
4.3-4. Assuming that similar trends and rates will continue during future years, 
groundwater levels are expected to keep declining in approximately 3-4 m every 
decade. According to this scenario, a significant number of the wells in this Sub¬ 
basin are expected to become dry during the next 50 years, from -44% of the 
total wells in 2020 to -75% in 2040 and -79% in 2060 in the pre-monsoon 
season. These figures include all the observation wells of RGWD and CGWB 
only and can be regarded as representative of the expected conditions in the 
entire Sub-basin. 

Gudia Sub-basin 

As shown in Figure 4.3-4 the groundwater level decline is relatively high 
compared to the other Sub-basins of Banas. During post-monsoon season, 
groundwater levels dropped from -292 m amsl in 1984 to -285 m amsl in 2010 
(-7 m) while during the pre-monsoon water table dropped from -290 m amsl in 
1984 to -277 m amsl in 2010 (-13 m). The average calculated rates of decline 
are -0.34 m/yr and -0.21 m/yr for pre and post-monsoon, respectively. These 
high rates are attributed to significant over pumping in a relatively small Sub¬ 
basin. Sudden increase in total draft of 30% was recorded between 2001 and 
2004. Nevertheless, when considering the draft's growth rate (between 1995 and 
2009) and the ratio of draft/area, the values are not significantly higher 
compared to the whole basin (34% relative growth in the Gudia Sub-basin, 
compared to the entire basin's average growth of 35%). The draft to area ratio is 
also similar to the basin average (0.08 Mm 3 /Km 2 in the Gudia Sub-basin 
compared to the entire basin average of 0.07 Mm 3 /Km 2 ). Minimum rates are 
significantly smaller as compared to other Sub-basins. 
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Figure 4.3-4: Long Term Ground Water Level and Rainfall Trends in Gudia Sub-basin of Banas 

Basin (1984-2010) 


River Basin : Banas, Sub Basin: Gudia 

Main Aquifer: PhydEte & Schist 


y =-0,340x4 239,174 y= -0.21(11+ 2S9.67S 



™ Rainfall 
—Trend (Rainfall) 

Water Level - Pre Monsoon 
— Trend (Water Level - Pre Mons-don) 

Water Level - Post Monsoon 
— Trend {Water Level - Post Monsoon) 



Source: Groundwater level data of CGWB and RGWD 


Unlike the condition in other Sub-basins, the difference between pre- and post¬ 
monsoon levels is relatively small (1.6 m) and not constant. Although 
correlation to rainfall is evident throughout most of the years, it seems that the 
dominant factor controlling the water table behaviour is the draft. 

Based on groundwater level trends during the last 3 decades, decline in water 
table is expected to continue. Predicted levels are presented in Table 4.3-3. In 
this case, 53% of the observation well become dry by the year 2020, 74% of the 
observation wells in by the year 2040 and 95% of by 2060 (Table 4.3-4). 

Khari Sub-basin 

As shown in Figure 4.3-5 the groundwater level ranges from -427 m amsl 
during 1984 to -425 m amsl in 2010 in the post-monsoon and between -424 m 
amsl during 1984 to -418 m amsl during 2010 at the pre-monsoon season. 
Groundwater elevation is slightly higher in this Sub-basin as compared to Banas 
Sub-basin (Khari Sub-basin is located upstream of Banas Sub-basin). The 
average water table decline rate is -0.15 m/yr and -0.13 m/yr at the pre and 
post-monsoon seasons respectively, which are typical values for joined and 
fractured hard rock aquifer in this Sub-basin. The average groundwater level 
difference between pre and post-monsoon seasons is -3.5 m; it seems that 
during dry years the difference is reduced (see the years 1991 and 2002 in 
Figure 4.3-5). 
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Figure 4.3-5: Long Term Ground Water Level and Rainfall Trends in Khari Sub-basin of Banas 

Basin (1984-2010) 

River Basin : Banas, Sub Basin : Khari 

Main Aquifer: Gneisses(B.G.C.} 


v = -0.146*+424.021 y = -0,126*+ 427.21S 



™ Rainfall Wafer Level - Pre Monsoon Water Level - Post Monsoon 

—Trend (Rainfall) —Trend (Water Leva! ■ Pre Monsoon) — Trend (Wafer Level - Post Monsoon) 

Source: Groundwater level data of CGWB and RGWD 


Based on the long term groundwater levels trends and assuming that the year 
2010 levels of average precipitation and draft trends will continue during future 
years, a prediction of the observation wells (RGWD & CGWB database) which 
are expected to become dry in the future is presented in Table 4.3-4. According 
to these rates, -34% of the monitoring and observation wells will become dry by 
pre monsoon 2020, -62% of the wells by the year 2040 and -70% by the year 
2060. Conditions in post-monsoon period are better, reaching only upto 48% of 
dry wells in 2060. 

Kalisil Sub-basin 

Kalisil Sub-basin is located at the north-eastern part of Banas Basin and drains 
as a small tributary of the main river. The main hydrogeological formation and 
the better productive aquifer is the Bhander Sandstone. As shown in Figure 4.3- 
6 groundwater trends in this Sub-basin differ significantly from the rest of the 
basin (Table 4.3-2). The average long-term rates are positive whereas maximum 
rates are considerably smaller than the average in the entire basin. Although a 
slightly rising trend is evident, groundwater levels can be considered as stable in 
the long term and vary around -267 m amsl at the pre-monsoon season and 
-270 m amsl at the post-monsoon season. 


App. BAN-24740-R13-073 


Surface and Groundwater Availability 
80 


April 04, 2014 





























































STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Figure 4.3-6: Long Term Ground Water Level and Rainfall Trends in Kalisil Sub-basin of Banas 

Basin (1984-2010) 



Some correlation to rainfall is demonstrated during post-monsoon levels, mainly 
during years of extreme low rainfall. Pre-monsoon levels seem to be less 
affected by the rainfall and more sensitive to exploitation. 

The average difference between pre-and post-monsoon levels is -3.30 m. The 
difference between the seasons is changes significantly throughout the years. In 
general, post-monsoon levels are higher than the pre-monsoon, but in years of 
low rainfall post-monsoon levels may decline to as low as pre-monsoon stages 
or even lower. This might suggest that most of the irrigated area is rain-fed and 
groundwater withdrawal is mainly in the dry season. Table 4.3-4 presents the 
expected percentage of dry monitoring and observation wells (RGWD and 
CGWB) in the Sub-basin for future years, assuming that the year 2010 trends 
will continue and average rates will be similar to the last 3 decades. Due to the 
fact that groundwater levels present close to stable conditions with no evident 
decline, the percentage of dry wells is expected to stay the same as the year 
(2010) status. 

Kothari Sub-basin 

As shown in Figure 4.3-7 Kothari Sub-basin presents relatively stable 
groundwater levels in the long term (1984-2010) with slightly moderate 
decreasing average rates. Groundwater levels range during pre-monsoon 
measurements between 498 m amsl (1984) to 492 m amsl in the year (2010) 
with an average around 495 m amsl. During post-monsoon 2010, the 
groundwater levels varied between 500 m amsl (1984) and 498 m amsl. 
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Figure 4.3-7: Long Term Ground Water Level and Rainfall Trends in Kothari Sub-basin of Banas 

Basin (1984-2010) 



Source: Groundwater level data of CGWB and RGWD 


The average difference between pre-and post-monsoon levels is -3.30 m (Table 

4.3- 2). Both seasons present similar trends, annually and in the long term, while 
post-monsoon levels are always higher than those of pre-monsoon. As a result, 
the difference appeared to be uniform throughout the period of examination. 
Correlation to rainfall was observed mainly during years of high rainfall such as 
1994, 1996/7, 2001, 2006, 2010 and years of successive decrease in rainfall such 
as 1997-2000 and 2006-2009. 

Based on the long term groundwater levels trends and assuming that the year 
2010 levels of average precipitation and draft trends will continue during future 
years, a prediction of the monitoring and observation wells (RGWD & CGWB 
database) which are expected to become dry in the future is presented in Table 

4.3- 4. Accordingly, by pre-monsoon 2020 -13% of the monitoring and 
observation wells will be dry, by 2040 -37% by 2060 -48% of the wells are 
expected to become dry. 

Mashi Sub-basin 

Mashi Sub basin is located in the north of Banas Basin. The main aquifer 
formation is Gneisses(B.G.C.) nevertheless its northern area is comprised of 
Alluvial aquifers. These two aquifers differ significantly in respect of this 
hydrogeological characteristics. 

Average groundwater levels in Mashi Sub-basin declined during pre-monsoon 
records (1984-2010) from 338 m amsl to 330 m amsl, a total of 8 m in 26 years. 
According to post-monsoon measurements, groundwater levels dropped from 
339 m amsl to 333 m amsl, a total of 6 m in 27 years. The average declining rate 
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of the water table varied from -0.27 m/yr (post-monsoon) to -0.29 m/yr (pre¬ 
monsoon). 

Figure 4.3-8: Long Term Ground Water Level and Rainfall Trends in Mashi Sub-basin of Banas 

Basin (1984-2010) 


River Basin : Banas, Sub Basin : Mashi 
Main Aquifer: Gneisses(B.G.C.) 



350 

345 


335 


325 


■ 320 


315 


■ 310 
305 
300 


■ Rainfall 
-Trend (Rainfall) 


- Water Level - Pre Monsoon 
-Trend (Water Level ■ Pre Monsoon) 


Water Level - Post Monsoon 
— Irena (Water Level - Post Monsoon) 


Source: Groundwater level data of CGWB and RGWD 


There is a good correlation between pre-and post-monsoon data. Both seasons 
exhibit similar long-term trends as well as annual fluctuations. The water table 
difference between the seasons is similar throughout most of the period of 
measurements. Correlation between groundwater levels and rainfall is 
demonstrated in the hydrograph, especially in years of high rainfall (1992, 1985- 
1986, 2008) (Figures 4.3-8). 

The draft values in Mashi Sub-basin are relatively high compared to other Sub¬ 
basins, which may explain the high rate of decline water table. 

Based on the long term groundwater levels trends and assuming that the year 
2010 level of average precipitation and draft trends will continue during future 
years, a prediction of the monitoring and observation wells (RGWD & CGWB 
database) which are expected to become dry in the future is presented in Table 
4.3-4. It is estimated that in case of continuation of current groundwater level 
trends, -63% of the monitoring and observation wells will become dry by the 
year 2020, -87% by the year 2040 and -94% by the year 2060. These estimates 
are the highest in the entire Banas Basin. 

Morel Sub-basin 


Groundwater levels in Morel Sub-basin present declining trends over the past 3 
decades (Figure 4.3-9).The water table dropped from 289 m amsl in 1984 to 
282 m amsl in 2009, a total of 7 m during 26 years. Average decline rates vary 
from -0.23 to -0.26 m/yr for post- and pre-monsoon, respectively. Minimum 
rates reach positive values of 0.13-0.14 m/yr (groundwater rise) while maximum 
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declining rates reach as high as -1.77 m/yr (pre-monsoon) and -1.47 m/yr (post¬ 
monsoon), which are of the highest in the basin (Table 4.3-2). 

Figure 4.3-9: Long Term Ground Water Level and Rainfall Trends in Morel Sub-basin of Banas 

Basin (1984-2010) 

River Basin : Banas, Sub Basin : Morel 

Main Aquifer: Older Alluvium 


y= -D.255x«2S9.Ma y= -C.232X+ 290.434 



Year 


■"Rainfall 
—Trend (Rainfall) 

-* -Water Level - Pre Monsoon 
-— Trend (Water LevaS ■ Pre Monsoon) 

Water Level - Post Monsoon 
— Trend (Water Lavel - Post Monsoon) 



Source: Groundwater level data of CGWB and RGWD 


Draft values are relatively high compared to the neighbouring Sub-basins and 
over-pumping is reflected by the general declining trend. Only during years of 
very high rainfall (1992, 1995-1998), the pattern changes and water table might 
rise locally and temporarily. Correlation to rainfall is evident during these 
periods. 

Based on the long term groundwater levels trends and assuming that the year 
2010 levels of average precipitation and draft trends will continue during future 
years, a prediction of the monitoring and observation wells (RGWD & CGWB 
database) which are expected to become dry in the future is presented in Table 
4.3-4. As a result, the shallow wells might dry out as the levels reach the bottom 
of the observation wells. Accordingly, it is estimated that -62% of the 
monitoring and observation wells will become dry by the year 2020, -78% by 
2040 and -84% by the year 2060. Deepening of existing wells or drilling of new 
monitoring wells is recommended under these circumstances. 

Sodra Sub-basin 

Figure 4.3-10 presents the average groundwater levels for post- and pre¬ 
monsoon in Sodra Sub-basin between 1984 and 2010. Groundwater levels 
declined from 333 m amsl in post-monsoon 1984 to 328 m amsl in 2009. During 
pre-monsoon period, the water table decline was similar, from 331 m amsl in 
1984 to 326 m amsl, a total of 5 m in 26 years. 
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Figure 4.3-10: Long Term Ground Water Level and Rainfall Trends in Sodra Sub-basin of Banas 

Basin (1984-2010) 



The average decline rate is relatively small: -0.10 m/yr during post-monsoon 
and -0.17 m/yr during pre-monsoon. This is attributed to the relatively low 
exploitation values compared to the neighbouring Sub-basins. Maximum decline 
rates in this Sub-basin reach -0.75 m/yr while some of the wells present stable 
water table to very minor increasing trend. 

The influence of rainfall on groundwater levels is evident mainly during years of 
very high/low rainfall, causing temporary rise or drop in the water table. The 
effect on post monsoon levels is more profound. The difference between pre- 
and post-monsoon groundwater levels is relatively constant with an average of 
2.40 m, except for years with very low rainfall causing sharp declines of the 
water table (1991, 2002 and 2006). 

Assuming that similar precipitation and draft trends will prevail during future 
years, some of the monitoring and observation wells of RGWD and CGWB are 
expected to become dry within the next few decades. It is estimated that in case 
of continuation of year 2010 groundwater level trends, 33% of the wells will be 
dry by the year 2020, -63% the year 2040 and -67% the year 2060 (Table 
4.3-4). 
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Table 4.3-5: Weighted Average Ground Water Levels (m amsl) 1984-2010 - Banas Basin 


Sub-basin 

1984 

1985 

1986 

1987 

1988 

1989 

1990 

1991 

1992 

1993 

1994 

1995 

1996 

1997 

1998 

1999 

2000 

2001 

2002 

2003 

2004 

2005 

2006 

2007 

2008 

2009 

2010 


Banas 

412.45 

411.81 

411.84 

410.79 

411.79 

411.97 

412.50 

412.07 

413.11 

410.81 

413.18 

412.64 

413.68 

412.93 

411.24 

410.48 

409.23 

409.72 

407.78 

408.51 

409.63 

410.06 

411.32 

410.14 

408.75 

407.91 

407.91 


Berach 

467.13 

466.87 

466.27 

464.76 

465.03 

467.01 

468.07 

467.17 

467.41 

464.79 

467.19 

464.68 

467.08 

465.24 

463.88 

463.55 

462.84 

463.61 

462.62 

462.39 

464.11 

464.99 

467.98 

465.35 

464.32 

464.32 

463.24 


Dain 

375.55 

373.52 

373.22 

372.87 

372.63 

373.10 

374.72 

374.49 

375.21 

374.04 

374.94 

373.66 

376.37 

375.65 

373.12 

371.89 

371.30 

372.03 

370.02 

370.21 

371.47 

371.43 

371.38 

371.48 

370.79 

369.20 

369.20 

c 

Gudia 

283.44 

282.93 

282.17 

281.65 

280.57 

279.85 

279.95 

280.52 

281.06 

282.59 

280.49 

281.20 

282.31 

284.70 

284.75 

283.77 

281.54 

280.25 

279.98 

277.31 

278.52 

278.31 

278.99 

276.99 

277.07 

279.17 

275.89 

o 

tn 

e 

Kalisil 

267.87 

267.67 

267.55 

266.41 

266.15 

266.40 

264.01 

263.80 

264.65 

267.61 

263.01 

264.17 

263.07 

265.72 

268.53 

267.78 

269.93 

268.95 

268.78 

267.94 

269.17 

268.44 

267.50 

266.19 

272.62 

269.15 

268.11 

O) 

Khari 

424.00 

422.55 

422.19 

421.30 

422.44 

422.17 

424.39 

423.43 

424.12 

421.79 

424.52 

423.38 

425.32 

424.75 

422.10 

420.84 

420.16 

421.48 

419.18 

419.45 

421.16 

420.87 

423.22 

421.69 

419.88 

418.49 

418.49 

CL 

Kothari 

497.75 

494.42 

494.91 

494.09 

496.20 

496.47 

497.55 

496.44 

497.57 

494.45 

497.40 

496.07 

498.19 

497.88 

494.70 

493.56 

492.53 

494.06 

492.12 

492.75 

494.22 

494.55 

499.31 

496.61 

494.80 

492.80 

492.80 


Mashi 

338.13 

337.11 

336.86 

335.64 

335.91 

335.19 

335.19 

335.60 

336.37 

335.96 

336.27 

337.38 

338.35 

337.87 

337.02 

335.75 

334.93 

334.05 

331.30 

331.62 

331.62 

331.36 

329.95 

330.40 

330.65 

330.17 

330.17 


Morel 

288.53 

288.27 

287.80 

286.61 

286.41 

285.92 

285.92 

286.30 

287.07 

288.27 

287.47 

288.18 

289.06 

288.94 

289.36 

288.24 

286.74 

285.65 

283.32 

283.34 

282.77 

282.57 

281.70 

281.71 

282.00 

281.78 

281.78 


Sodra 

331.33 

331.09 

331.04 

329.54 

329.96 

329.81 

330.62 

330.63 

332.88 

331.31 

330.72 

332.16 

333.39 

332.63 

331.82 

331.24 

328.93 

328.41 

326.59 

327.38 

329.01 

327.37 

327.29 

328.47 

328.64 

326.91 

326.91 


Banas 

415.38 

414.56 

414.43 

412.90 

415.32 

415.49 

415.58 

412.77 

417.17 

415.33 

417.52 

416.86 

417.75 

417.37 

415.29 

414.23 

412.18 

413.88 

409.70 

411.74 

412.77 

413.90 

414.98 

413.99 

412.50 

410.46 

414.09 


Berach 

472.31 

472.51 

472.11 

469.66 

471.49 

472.67 

473.67 

468.29 

474.14 

471.36 

474.58 

470.56 

474.36 

472.68 

469.45 

468.54 

465.33 

468.52 

465.81 

467.13 

470.20 

471.62 

474.76 

471.16 

470.84 

467.91 

470.07 


Dain 

376.96 

374.99 

375.25 

373.34 

374.06 

374.38 

376.71 

375.00 

378.26 

377.30 

377.87 

377.15 

380.58 

379.89 

378.11 

374.33 

373.47 

374.66 

371.06 

373.13 

373.62 

373.21 

373.48 

373.27 

373.41 

370.04 

374.14 

c 

Gudia 

284.25 

283.84 

282.28 

281.48 

281.39 

281.04 

282.34 

280.52 

284.26 

284.81 

282.26 

284.77 

286.37 

286.58 

286.18 

284.45 

282.28 

282.36 

278.67 

279.42 

281.93 

280.47 

278.83 

279.02 

280.02 

278.83 

279.09 

o 

tn 

c 

Kalisil 

271.12 

271.28 

270.50 

269.42 

265.26 

269.99 

270.01 

265.20 

272.20 

270.18 

270.06 

270.83 

267.99 

272.03 

273.52 

271.30 

269.29 

269.71 

269.25 

270.77 

271.96 

270.28 

268.71 

271.54 

272.89 

271.60 

273.02 

to 

Khari 

427.28 

425.42 

425.57 

423.30 

425.53 

426.28 

427.58 

424.59 

428.34 

425.88 

429.01 

427.51 

429.65 

429.37 

426.24 

424.15 

423.33 

426.55 

420.96 

422.29 

423.79 

424.41 

427.06 

424.89 

422.24 

420.97 

425.02 

a. 

Kothari 

500.62 

497.77 

500.91 

497.32 

501.54 

501.80 

501.60 

497.70 

502.36 

498.87 

502.71 

501.28 

503.54 

502.61 

500.07 

497.99 

495.26 

499.40 

494.93 

495.64 

497.50 

499.72 

503.74 

500.72 

496.95 

495.83 

498.80 


Mashi 

339.37 

338.46 

337.49 

336.73 

336.69 

336.60 

336.03 

335.69 

338.90 

337.38 

338.49 

340.08 

340.50 

339.76 

339.13 

337.19 

336.06 

335.95 

332.29 

333.31 

334.17 

333.44 

331.56 

331.89 

333.30 

330.72 

331.23 


Morel 

289.33 

289.58 

288.52 

286.79 

287.60 

287.05 

287.20 

286.29 

289.85 

288.93 

289.17 

290.69 

291.00 

290.51 

291.47 

290.84 

288.05 

287.54 

284.51 

284.96 

284.76 

284.33 

282.97 

282.58 

282.78 

282.55 

284.18 


Sodra 

333.03 

332.26 

332.38 

331.67 

331.21 

331.35 

332.26 

330.96 

334.33 

334.18 

333.67 

334.47 

336.15 

335.16 

334.55 

333.33 

331.86 

332.95 

327.55 

330.78 

332.03 

330.54 

328.37 

329.36 

330.72 

328.39 

333.12 
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4.3.3 Depth to Groundwater Level (Year 2010) 

Pre-monsoon (2010) depth to water table of Banas Basin is presented in 
Drawing No. BAN-GW-002 (in Volume 3b). Generally, the depth to water in 
the basin ranges from 10-40 m bgl. Depths to water ranges from 20 to 60 m bgl 
in parts of Morel, Mashi, 10 to 40 m bgl in Berach, Khari, Banas and Sodra Sub¬ 
basins. Depths to groundwater of 5-10 m bgl occur in the central part of Banas 
Basin, Kothari, Khari and Banas Sub-basins. Deeper groundwater table of 60 to 
80 m bgl occurs only in Mashi and Morel Sub-basins in Jaipur District area. 

The post-monsoon (2010) water level map of Banas Basin is presented in 
Drawing No. BAN-GW-003 (in Volume 3b). The deeper groundwater level of 
60 to 80 m bgl in the northern part of the basin, covering the Sub-basins of 
Morel and Mashi in Jaipur District area correspond with levels of pre-monsoon 
2010. The central, southern and south-eastern parts have registered shallow 
groundwater levels of less than 2 to 10 m bgl in the Sub-basins of Sodra, Mashi, 
Dain, Khari, Banas, Kothari and Berach as a result of recharge from rains, 
streams and rivers, through secondary porosities of aquifers in that area. 

4.3.4 Groundwater Level Fluctuation 

Table 4.3-6 shows Sub-basin and aquifer unit-wise fluctuation in groundwater 
levels (for data refer Annex GW-3 of Main Report). 

Table 4.3-6: Sub-basin and Aquifer-Wise Groundwater Level Fluctuation in Banas Basin (Pre 

monsoon 2010) 


Sub-basin 

Hydrogeological Unit 

Number 
of Wells 

Grot 

F 

jnd Water Level 
uctuation, m 

Min. 

Max. 

Average 

Banas 

Bhander Sandstone 

1 

9.50 

9.50 

9.50 

Erinpura Granite 

0 

- 

- 

- 

Gneisses 

1 

6.77 

6.77 

6.77 

Gneisses(B.G.C.) 

64 

-3.50 

10.65 

5.64 

Limestone 

2 

4.48 

4.59 

4.54 

Older Alluvium 

23 

-0.12 

10.70 

4.46 

Phyllite & Schist 

110 

-2.20 

10.72 

5.82 

Quartzite 

1 

10.34 

10.34 

10.34 

Shale 

1 

7.24 

7.24 

7.24 

Sub-basin Summary 

203 

-3.50 

10.72 

5.65 

Berach 

Bhander Sandstone 

4 

1.60 

10.00 

4.69 

Deccan Traps 

2 

0.30 

6.40 

3.35 

Gneisses(B.G.C.) 

73 

-0.50 

10.49 

5.54 

Limestone 

7 

-1.85 

10.50 

5.29 

Phyllite & Schist 

55 

-0.76 

10.41 

5.80 

Shale 

7 

1.30 

10.10 

7.43 

Sub-basin Summary 

148 

-1.85 

10.50 

5.66 

Dain 

Gneisses(B.G.C.) 

73 

-0.30 

10.30 

4.82 

Phyllite & Schist 

5 

2.38 

6.00 

4.76 

Sub-basin Summary 

78 

-0.30 

10.30 

4.81 

Gudia 

Older Alluvium 

5 

1.70 

5.30 

3.11 

Phyllite & Schist 

7 

1.70 

8.40 

3.55 

Quartzite 

0 

- 

- 

- 

Sub-basin Summary 

12 

1.70 

8.40 

3.37 

Kalisil 

Bhander Sandstone 

3 

1.12 

6.83 

4.27 
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Sub-basin 

Hydrogeological Unit 

Number 
of Wells 

Grot 

F 

jnd Water Level 
uctuation, m 

Min. 

Max. 

Average 

Kalisil 

Older Alluvium 

0 

- 

- 

- 

Quartzite 

0 

- 

- 

- 

Sub-basin Summary 

3 

1.12 

6.83 

4.27 

Khari 

Gneisses 

0 

- 

- 

- 

Gneisses(B.G.C.) 

80 

0.15 

10.62 

5.97 

Older Alluvium 

7 

-5.61 

3.80 

0.15 

Phyllite & Schist 

41 

-2.65 

10.45 

5.41 

Sub-basin Summary 

128 

-5.61 

10.62 

5.47 

Kothari 

Gneisses 

1 

9.64 

9.64 

9.64 

Gneisses(B.G.C.) 

33 

0.10 

10.75 

5.81 

Phyllite & Schist 

12 

1.50 

8.78 

4.87 

Sub-basin Summary 

46 

0.10 

10.75 

5.65 

Mashi 

Gneisses(B.G.C.) 

40 

0.30 

10.60 

5.24 

Older Alluvium 

21 

-1.80 

8.88 

2.16 

Phyllite & Schist 

17 

1.30 

9.80 

6.83 

Quartzite 

0 

- 

- 

- 

Younger Alluvium 

13 

-1.70 

0.60 

-0.54 

Sub-basin Summary 

91 

-1.80 

10.60 

4.00 

Morel 

Bhander Sandstone 

1 

1.43 

1.43 

1.43 

Limestone 

1 

4.45 

4.45 

4.45 

Older Alluvium 

63 

-4.00 

10.76 

1.41 

Phyllite & Schist 

4 

-0.61 

3.61 

1.34 

Quartzite 

5 

-4.05 

5.20 

0.35 

Younger Alluvium 

11 

-0.04 

7.72 

1.83 

Sub-basin Summary 

85 

-4.05 

10.76 

1.44 

Sodra 

Gneisses(B.G.C.) 

16 

1.40 

10.20 

5.86 

Older Alluvium 

0 

- 

- 

- 

Phyllite & Schist 

6 

-0.05 

5.20 

2.76 

Sub-basin Summary 

22 

-0.05 

10.20 

5.01 

Basin Summary 

816 

-5.61 

10.76 

4.86 


Source: Ground water level data year 2010 of CGWB and RGWD 


Banas Basin comprises Banas, Berach, Dain, Gudia, Kalisil, Khari, Kothari, 
Mashi, Morel and Sodra Sub-basin. The minimum and maximum seasonal 
fluctuation in levels (2010) in Banas Basin range from -5.61 to 10.76 m, the 
average being 4.86 m. The average fluctuation in Sub-basins range from 1.44 m 
in Morel Sub-basin to 5.66 m in Berach Sub-basin. The Shale aquifer have 
recorded high fluctuation in levels of groundwater, the average being 7.43 m in 
Berach Sub-basin and 7.24 m in Banas Sub-basin. High average fluctuation is 
recorded as 10.34 m in Quartzites of Banas Sub-basin. Gneisses(B.G.C.) have 
also recorded high fluctuation, above 5 m in Banas, Berach, Khari and Kothari 
Sub-basins. Average negative fluctuation of (-0.54) have also been recorded in 
Younger Alluvium formation in Mashi Sub-basin area. 

4.3.5 Groundwater Flow Direction 

The Banas River originates in hills of Khamnor Block area, develops and flows 
towards and south-east of the Aravali hills. The basin drains towards north east 
direction in the southern and central part of the basin area and towards east and 
south-east in north eastern part of basin area. The drained water joins Chambal 
River in the southern part of Sawai Madhopur District. 
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As shown in Drawing No. BAN-GW-004 (in Volume 3b), the water table 
contours present a groundwater flow pattern which is parallel to the surface 
drainage system, and the contours are seen to converge towards the surface flow 
channels, indicating a base flow mechanism. The groundwater flow in most part 
of the basin is north eastwards and northwards, except in the north eastern part 
of basin where it is towards southeast. The hydraulic gradients clearly 
demonstrate a gradual development in terms of hydraulic characteristics from 
the steep in the south west and west of the basin area in the hilly region to rather 
moderate ones in the north eastern part of the basin reaching about 1 m/km. 
Accordingly, the weathered mantle over the hard rock is either hydraulically 
developed to match in its properties with the Alluvial aquifer or the quantity of 
groundwater recharging the aquifer and conveyed downstream is rather meagre. 

4.4 Groundwater Quality 

4.4.1 Introduction 

The groundwater quality has been appraised with reference to the selected 
parameters, namely: 

• Concentration of Chlorides (Cl) ion in groundwater samples; 

• Concentration of Fluorides (F) ion in groundwater samples; 

• Concentration of Nitrates (NO 3 ) ion in groundwater samples; 

• EC value in groundwater samples. 

The manner of obtaining and analyzing the relevant data are described in 
Section 3.2.5 of the Main Report. The discussion below refers to the relevant 
parameters as observed in this basin. 

4.4.2 Occurrence of Chlorides in Groundwater 

As shown in Figure 4.4-1 the average Chlorides concentration was relatively 
stable and ranges from a minimum of 249.17 mg/1 to a maximum of 467.64 mg/1 
during the period of 1984-2010. The concentration rose from a value of 249.17 
mg/1 during 1984 to a value of 467.64 mg/1 during 2010, a total rise of -82% 
within 27 years. The data used for preparing the graphs is given in Table 4.4-5 
at the end of this chapter. 
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Figure 4.4-1: Long Term Average Chloride Concentrations in Banas Basin 1984-2010 



The average Chlorides concentration is between the desirable and maximum 
permissible limits for drinking purpose (250 mg/1 and 1,000 mg/1 respectively) 
during the reviewed period (Figure 4.4-1). Maximum levels in the basin are 
represented by the upper red line in the graph (average of the 5% highest levels) 
and vary between 800-1,800 mg/1. 

Areas with the highest Chloride concentrations include the central part of the 
basin and localized patches in the south and north of the basin. Minimum levels 
are represented by the lower red line in Figure 4.4-1 (average of the lowest 5%). 
Lowest values range between 50 to 75 mg/1 and display a rather stable trend. 
Areas affiliated with these values include the southern and eastern tips of the 
basin, as well as isolated patches in the entire basin. 

The Chlorides level map of the basin pre-monsoon 2010 is presented in Drawing 
No. BAN-GW-005 (in Volume 3b). According to this nearly half of the basin 
area has fresh groundwater quality with Chloride levels upto 250 mg/1. 
However, the northern, central and some patches in the southern parts of the 
basin occupied with Gneisses(B.G.C) and Phyllite & Schist units bear inferior 
quality groundwater with Chloride levels in the range of 250-1,000 mg/1 and 
beyond 1,000 mg/1. 

Percent area occupied by various levels of Chlorides in different aquifer units of 
Banas Basin is shown in Table 4.4-1. 
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Table 4.4-1: Sub-basin and Aquifer-wise Percent Area Occupied with Various Levels of Chloride 

(mg/I) in Groundwater of Banas Basin 


Sub-basin 

Hydrogeological Unit 

Percent area Occupied with 
Various Levels of Chloride, 
mg/I 

<250 

250 -1,000 

> 1,000 

Banas 

Bhander Sandstone 

100.00 

0.00 

0.00 

Erinpura Granite 

100.00 

0.00 

0.00 

Gneisses 

75.98 

24.02 

0.00 

Gneisses(B.G.C.) 

44.16 

48.63 

7.21 

Limestone 

93.90 

6.10 

0.00 

Older Alluvium 

64.03 

31.79 

4.18 

Phyllite & Schist 

61.62 

33.63 

4.75 

Quartzite 

100.00 

0.00 

0.00 

Shale 

97.60 

2.40 

0.00 

Sub-basin Summary 

59.83 

35.19 

4.98 

Berach 

Bhander Sandstone 

100.00 

0.00 

0.00 

Deccan Traps 

100.00 

0.00 

0.00 

Gneisses(B.G.C.) 

54.81 

38.69 

6.50 

Limestone 

97.01 

2.99 

0.00 

Phyllite & Schist 

57.95 

38.37 

3.68 

Shale 

100.00 

0.00 

0.00 

Sub-basin Summary 

68.37 

27.91 

3.72 

Dain 

Gneisses(B.G.C.) 

15.29 

55.82 

28.89 

Phyllite & Schist 

38.60 

58.73 

2.67 

Sub-basin Summary 

18.18 

56.18 

25.64 

Gudia 

Older Alluvium 

80.86 

12.93 

6.21 

Phyllite & Schist 

95.10 

4.90 

0.00 

Quartzite 

70.05 

29.95 

0.00 

Sub-basin Summary 

91.44 

7.27 

1.29 

Kalisil 

Bhander Sandstone 

100.00 

0.00 

0.00 

Older Alluvium 

100.00 

0.00 

0.00 

Quartzite 

100.00 

0.00 

0.00 

Sub-basin Summary 

100.00 

0.00 

0.00 

Khari 

Gneisses 

100.00 

0.00 

0.00 

Gneisses(B.G.C.) 

29.88 

50.16 

19.96 

Older Alluvium 

2.68 

39.34 

57.98 

Phyllite & Schist 

28.68 

60.06 

11.26 

Sub-basin Summary 

28.95 

52.90 

18.15 

Kothari 

Gneisses 

100.00 

0.00 

0.00 

Gneisses(B.G.C.) 

43.35 

51.05 

5.60 

Phyllite & Schist 

27.27 

58.91 

13.82 

Sub-basin Summary 

39.09 

53.09 

7.82 

Mashi 

Gneisses(B.G.C.) 

18.33 

65.58 

16.09 

Older Alluvium 

60.38 

31.34 

8.28 

Phyllite & Schist 

21.79 

69.04 

9.17 

Quartzite 

61.70 

23.09 

15.21 

Younger Alluvium 

83.36 

13.16 

3.48 

Sub-basin Summary 

40.80 

48.19 

11.01 

Morel 

Bhander Sandstone 

99.91 

0.09 

0.00 

Limestone 

100.00 

0.00 

0.00 

Older Alluvium 

53.72 

39.95 

6.33 

Phyllite & Schist 

80.99 

19.01 

0.00 
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Sub-basin 

Hydrogeological Unit 

Percent area Occupied with 
Various Levels of Chloride, 
mg/I 

<250 

250 -1,000 

> 1,000 

Morel 

Quartzite 

49.92 

47.66 

2.42 

Younger Alluvium 

68.91 

27.45 

3.64 

Sub-basin Summary 

58.75 

36.32 

4.93 

Sodra 

Gneisses(B.G.C.) 

2.85 

95.88 

1.27 

Older Alluvium 

0.00 

58.24 

41.76 

Phyllite & Schist 

28.96 

44.26 

26.78 

Sub-basin Summary 

14.08 

72.44 

13.48 

Basin Summary 

50.34 

40.67 

8.99 

Source: Groundwater Chemical analysis data of Pre- 

Monsoon 2010 CGWB and RGWD 


The above table indicates that about 50.34% area of Banas Basin contains 
Chloride levels up to 250 mg/1, the limit of usable of water for drinking 
purposes. Almost 90 to 100% area of Gudia and Kalisil Sub-basins bear fresh 
groundwater in respect Chloride levels. Poor quality groundwater, in general, 
relate to Gneisses(B.G.C.) and Phyllite & Schist units of Banas, Berach, Dain, 
Kalisil, Kothari, Mashi, Morel and Sodra Sub-basin areas. 

4.4.3 Occurrence of Fluoride in Groundwater 

As shown in Figure 4.4-2, Fluorides concentrations are above the upper 
permissible limit for drinking water in most of the basin's area. Significantly 
lower long trend concentrations were measured at the southern part of the basin, 
where Fluorides concentrations are lower than the desirable limit throughout the 
study period. The data used for preparing the graphs is given in Table 4.4-5 at 
the end of this chapter. 


Figure 4.4-2: Long Term Average Fluoride Concentrations in Banas Basin (1984-2010) 



Source: Groundwater Chemical analysis data of CGWB and RGWD 


App. BAN-24740-R13-073 


Surface and Groundwater Availability 
92 


April 04, 2014 









































STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


The average Fluorides concentration ranged from a minimum of 1.07 mg/1 to a 
maximum of 2.00 mg/1 during the period of 1984 - 2010. The concentration 
rose from an average value of 1.13 mg/1 during 1984 to an average value of 1.40 
mg/1 during 2010, between the desirable and maximum allowable concentrations 
(1.0 and 1.5 mg/1 respectively). In several years throughout the entire period, the 
Fluorides average concentrations exceeded the maximum allowed 
concentrations, especially between the years 1996 to 2006 (Figure 4.4-2). 
Averages of the highest values fluctuate most of the time between 4-5 mg/1 
while lowest values are below 1.0 mg/1 and usually smaller than 0.5 mg/1. 

The distribution of various Fluoride levels in groundwater of Banas Basin in the 
year pre-monsoon 2010 is presented in Drawing No. BAN-GW-006 (in Volume 
3b). From the map, it may be seen that concentration of groundwater beyond 
1.50 mg/1, is present in large part of Sub-basins of Mashi, Morel, Gudia, Sodra, 
Dain, Khari and Banas occupied by Gneisses(B.G.C.) and Phyllite & Schist 
aquifer units, making water unsuitable for drinking purpose. Safe groundwater 
quality with less than 1.0 mg/1 of Fluoride content is present in the north¬ 
eastern, south-eastern and south-western parts of the basin in Kalisil, Mashi, 
Banas, and Berach Sub-basins. 

The percent area occupied by various Fluoride level ground water in different 
aquifer units of basin are given in Table 4.4-2. 


Table 4.4-2: Sub-basin and Aquifer-wise Percent Area Occupied with Various Levels of 
Fluoride (mg/I) in Groundwater of Banas Basin 


Sub-basin 

Hydrogeological Unit 

Percent Area Occupied with 
Various Levels of Fluoride, mg/I 

<1.0 

1.0 -1.5 

>1.5 

Banas 

Bhander Sandstone 

100.00 

0.00 

0.00 

Erinpura Granite 

100.00 

0.00 

0.00 

Gneisses 

43.95 

56.05 

0.00 

Gneisses(B.G.C.) 

44.90 

25.25 

29.85 

Limestone 

88.00 

12.00 

0.00 

Older Alluvium 

39.21 

20.49 

40.30 

Phyllite & Schist 

47.28 

19.82 

32.90 

Quartzite 

99.48 

0.52 

0.00 

Shale 

81.31 

18.69 

0.00 

Sub-basin Summary 


48.03 

20.47 

31.50 

Berach 

Bhander Sandstone 

100.00 

0.00 

0.00 

Deccan Traps 

100.00 

0.00 

0.00 

Gneisses(B.G.C.) 

64.08 

23.80 

12.12 

Limestone 

100.00 

0.00 

0.00 

Phyllite & Schist 

59.57 

29.29 

11.14 

Shale 

94.89 

3.52 

1.59 

Sub-basin Summary 


71.76 

19.58 

8.66 

Dain 

Gneisses(B.G.C.) 

3.12 

14.78 

82.10 

Phyllite & Schist 

27.51 

9.15 

63.34 

Sub-basin Summary 


6.14 

14.08 

79.78 

Gudia 

Older Alluvium 

41.12 

18.55 

40.33 

Phyllite & Schist 

25.65 

11.37 

62.98 

Quartzite 

13.03 

40.76 

46.21 

Sub-basin Summary 


28.49 

13.70 

57.81 

Kalisil 

Bhander Sandstone 

54.64 

45.01 

0.35 
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Sub-basin 

Hydrogeological Unit 

Percent Area Occupied with 
Various Levels of Fluoride, mg/I 



<1.0 

1.0 -1.5 

>1.5 

Kalisil 

Older Alluvium 

24.63 

64.53 

10.84 

Quartzite 

0.00 

100.00 

0.00 

Sub-basin Summary 


42.29 

53.17 

4.54 


Gneisses 

100.00 

0.00 

0.00 

Khari 

Gneisses(B.G.C.) 

7.36 

22.71 

69.93 

Older Alluvium 

10.70 

9.75 

79.55 


Phyllite & Schist 

16.20 

20.14 

63.66 

Sub-basin Summary 


10.10 

21.65 

68.25 


Gneisses 

0.00 

100.00 

0.00 

Kothari 

Gneisses(B.G.C.) 

23.57 

33.72 

42.71 


Phyllite & Schist 

31.57 

21.82 

46.61 

Sub-basin Summary 


25.71 

30.61 

43.68 


Gneisses(B.G.C.) 

15.27 

16.77 

67.96 


Older Alluvium 

41.87 

19.21 

38.92 

Mashi 

Phyllite & Schist 

11.70 

27.93 

60.37 


Quartzite 

25.60 

23.94 

50.46 


Younger Alluvium 

66.52 

12.84 

20.64 

Sub-basin Summary 


29.73 

18.77 

51.50 


Bhander Sandstone 

12.06 

33.27 

54.67 


Limestone 

54.37 

45.63 

0.00 

Morel 

Older Alluvium 

49.37 

21.65 

28.98 


Phyllite & Schist 

46.40 

20.79 

32.81 


Quartzite 

42.35 

27.13 

30.52 

Morel 

Younger Alluvium 

65.27 

15.49 

19.24 

Sub-basin Summary 


50.17 

21.88 

27.95 


Gneisses(B.G.C.) 

7.46 

17.12 

75.42 

Sodra 

Older Alluvium 

24.80 

20.43 

54.77 


Phyllite & Schist 

20.20 

25.80 

54.00 

Sub-basin Summary 


13.48 

20.97 

65.55 

Basin Summary 


39.42 

20.81 

39.77 

Source: Groundwater chemical analysis data of Pre-Monsoon 2010 CGWB and 

IRGWD 


From the above table, it may be seen that about 39.77% area of basin comprises 
non-potable quality groundwater with Fluoride level of >1.5 mg/1 occurring in 
various aquifer units. The percent area with Fluoride level of >1.5 mg/1 ranges 
from 4.54% in Kalisil Sub-basin to as high as 79.78% in Dain Sub-basin. The 
maximum non-potable water having 82.10% area belongs to Gneisses(B.G.C.) 
aquifer unit in Dain Sub-basin. The remaining 60.23% are of the basin have 
suitable quality of groundwater with Fluoride levels up to 1.5 mg/1. 

4.4.4 Occurrence of Nitrates in Groundwater 

As shown in Figure 4.4-3, the average Nitrates concentration ranges from a 
minimum of 31.68 mg/1 to a maximum of 121.84 mg/1 during the 
aforementioned time period 1984 - 2010. The data used for preparing the graphs 
is given in Table 4.4-5 at the end of this chapter. 

The concentration rose from a value of 40.88 mg/1 during 1984 to a value of 
-100 mg/1 during 2010, a total rise of -144% within 27 years. The average 
Nitrate concentration is between the desirable and maximum allowed 
concentrations for drinking water (45 mg/1 and 100 mg/1 respectively); 
nevertheless, the last average value (2010) is very close to the maximum 
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allowed limit. The average Nitrates concentration is relatively high with a long¬ 
term average of ~ 90 mg/1. In fact, during almost half of the studied period 
(1988, 1990, 1991, 1992, 1993, 1996, 1997, 1999, 2001, 2005, 2006 and 2007) 
the concentration had exceeded the upper allowed concentration limit for 
Nitrate. The maximal values in the basin vary between 100 and 300 mg/1 with 
the higher figures suspected as measurement errors. 

The Nitrates distribution map of the basin for the period pre-monsoon 2010 is 
presented in Drawing No. BAN-GW-007 (in Volume 3b). The prepared map 
indicates that in most parts of the basin, the Nitrates levels in shallow 
groundwater are within permissible /desirable limits of use for drinking 
purposes. Nitrates levels above the maximum permissible limit of 100 mg/1 
occur in isolated pockets distributed all over the basin in the Alluvial aquifer 
along the north-eastern part of the basin, in Morel Sub-basin, in the central part 
in Dain and Sodra Sub-basins and in Phyllite & Schist and Gneisses(B.G.C.) 
aquifers in the south-western part in of Banas and Berach Sub-basins. 

Figure 4.4-3: Long Term Average Nitrate Concentrations in Banas Basin 1984-2010 



♦ AVERAGE ---*594 UP DOWN-Ltnear [AVERAGE) 

*No data for the upper 5% during the period 1984-1993 
Source: Groundwater Chemical analysis data of CGWB and RGWD 

The aquifer-wise percent area occupied with Nitrates concentration of selected 
levels in the aquifer units of the basins is given in Table 4.4-3. 
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Table 4.4-3: Sub-basin and Aquifer-wise Percent Area occupied with Various Levels of 

Nitrate in Groundwater of Banas Basin 


Sub-basin 

Hydrogeological Unit 

Percent Area Occi 
Various Levels of N 

jpied with 
itrate, mg/I 

<45 

45 -100 

>100 

Banas 

Bhander Sandstone 

100.00 

0.00 

0.00 

Erinpura Granite 

0.00 

100.00 

0.00 

Gneisses 

22.71 

24.48 

52.81 

Gneisses(B.G.C.) 

62.78 

24.18 

13.04 

Limestone 

27.82 

49.85 

22.33 

Older Alluvium 

55.77 

34.91 

9.32 

Phyllite & Schist 

62.58 

23.24 

14.18 

Quartzite 

2.30 

64.99 

32.71 

Shale 

0.00 

93.00 

7.00 

Sub-basin Summary 

59.39 

26.86 

13.75 

Berach 

Bhander Sandstone 

99.91 

0.09 

0.00 

Deccan Traps 

100.00 

0.00 

0.00 

Gneisses(B.G.C.) 

42.30 

31.80 

25.90 

Limestone 

63.43 

32.93 

3.64 

Phyllite & Schist 

57.20 

24.52 

18.28 

Shale 

77.00 

20.06 

2.94 

Sub-basin Summary 

57.12 

26.08 

16.80 

Dain 

Gneisses(B.G.C.) 

39.96 

45.15 

14.89 

Phyllite & Schist 

48.40 

23.77 

27.83 

Sub-basin Summary 

41.00 

42.50 

16.50 

Gudia 

Older Alluvium 

33.58 

42.44 

23.98 

Phyllite & Schist 

70.88 

22.01 

7.11 

Quartzite 

86.97 

9.33 

3.70 

Sub-basin Summary 

63.63 

25.87 

10.50 

Kalisil 

Bhander Sandstone 

58.10 

41.28 

0.62 

Older Alluvium 

24.10 

75.90 

0.00 

Quartzite 

99.84 

0.16 

0.00 

Sub-basin Summary 

44.74 

54.89 

0.37 

Khari 

Gneisses 

98.21 

1.79 

0.00 

Gneisses(B.G.C.) 

62.59 

20.29 

17.12 

Older Alluvium 

97.09 

2.91 

0.00 

Phyllite & Schist 

61.53 

29.32 

9.15 

Sub-basin Summary 

63.02 

22.63 

14.35 

Kothari 

Gneisses 

45.14 

54.86 

0.00 

Gneisses(B.G.C.) 

52.79 

19.23 

27.98 

Phyllite & Schist 

57.53 

33.64 

8.83 

Sub-basin Summary 

54.07 

23.25 

22.68 

Mashi 

Gneisses(B.G.C.) 

63.18 

30.77 

6.05 

Older Alluvium 

55.50 

33.80 

10.70 

Phyllite & Schist 

58.14 

26.14 

15.72 

Quartzite 

68.73 

3.98 

27.29 

Younger Alluvium 

63.78 

25.62 

10.60 

Sub-basin Summary 

60.03 

30.29 

9.68 

Morel 

Bhander Sandstone 

52.68 

43.66 

3.66 

Limestone 

15.58 

50.05 

34.37 

Older Alluvium 

33.12 

32.99 

33.89 

Phyllite & Schist 

38.86 

30.86 

30.28 

Quartzite 

24.24 

32.51 

43.25 
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Sub-basin 

Hydrogeological Unit 

Percent Area Occi 
Various Levels of N 

jpied with 
itrate, mg/1 

<45 

45 -100 

>100 

Morel 

Younger Alluvium 

53.61 

29.05 

17.34 

Sub-basin Summary 

35.78 

32.71 

31.51 

Sodra 

Gneisses(B.G.C.) 

44.04 

25.36 

30.60 

Older Alluvium 

16.02 

83.58 

0.40 

Phyllite & Schist 

44.00 

31.77 

24.23 

Sub-basin Summary 

43.22 

29.80 

26.98 

Basin Summary 

54.61 

28.62 

16.77 


Source: Groundwater Chemical analysis data of Pre-Monsoon 2010 CGWB and RGWD 


The percent area of safe groundwater for drinking use with <45 mg/1 NO 3 
content ranges from 35.78% in Morel Sub-basin to as high as 63.63% in Gudia 
Sub-basin. The 100% safe groundwater with <45 mg/1 of NO 3 content is found 
in Deccan Traps aquifer unit of Berach Sub-basin and Quartzite aquifer unit of 
Kalisil Sub-basin. On the whole, water in about 54.61% area of Banas Basin is 
safe and the remaining is un-potable, with Nitrates concentrations beyond 45 
mg/ 1 . 

4.4.5 Occurrence of EC in Groundwater 


As shown in Figure 4.4-3, the average Electrical Conductivity (EC) values 
ranged from a minimum of 1,595.34 pS/cm to a maximum of 2,694.13 pS/cm 
during the period 1984 - 2010. The data used for preparing the graphs is given in 
Table 4.4-5 at the end of this chapter. 

Figure 4.4-4: Long Term Average Electrical Conductivity values in Banas Basin 1984-2010 



I AVERAGE - S% DOWN -Linear (AVERAGE) 

Source: Groundwater Chemical analysis data of CGWB and RGWD 


The average EC in the basin can be regarded as moderately stable with a minor 
rise during the last 3 decades featuring -1,595 pS/cm in 1984 and -2,047 pS/cm 
during 2010, with a negligible increase for a period of 27 years. The average EC 
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is between the desirable and the maximum allowed values for drinking water 
(750 and 2,250 (aS/cm, respectively) during the study period. The maximal 
values in the basin range between 5,000-10,000 pS/cm, while minimum values 
vary from 500 to 1,000 pS/cm. Spatial and temporal distribution are highly 
correlative to the Cl pattern. 

The pre-monsoon 2010 distribution of Electric Conductivity (EC), an index of 
salinity level in shallow groundwater of the basin, is presented in Table 4.4-4 
and Drawing No. BAN-GW-008 (in Volume 3b). 

Table 4.4-4: Sub-basin and Aquifer-wise Percent Area Occupied with Various Levels of EC in 

Groundwater of Banas Basin 


Sub-basin 

Hydrogeological Unit 

Percent Area Occupied with 
Various Levels of Electrical 
Conductivity, pS/cm 

<750 

750- 

2,250 

2,250 - 
5,000 

> 

5,000 

Banas 

Bhander Sandstone 

95.66 

4.34 

0.00 

0.00 

Erinpura Granite 

100.00 

0.00 

0.00 

0.00 

Gneisses 

54.20 

31.81 

13.99 

0.00 

Gneisses(B.G.C.) 

7.59 

67.62 

20.79 

4.00 

Limestone 

10.83 

81.44 

7.73 

0.00 

Older Alluvium 

16.70 

60.91 

17.51 

4.88 

Phyllite & Schist 

18.61 

63.23 

14.06 

4.10 

Quartzite 

45.14 

54.86 

0.00 

0.00 

Shale 

48.41 

50.28 

1.31 

0.00 

Sub-basin Summary 

17.20 

63.27 

15.56 

3.97 

Berach 

Bhander Sandstone 

70.27 

29.73 

0.00 

0.00 

Deccan Traps 

0.00 

100.00 

0.00 

0.00 

Gneisses(B.G.C.) 

7.61 

69.19 

19.02 

4.18 

Limestone 

43.81 

54.88 

1.31 

0.00 

Phyllite & Schist 

17.55 

64.03 

15.58 

2.84 

Shale 

29.67 

70.33 

0.00 

0.00 

Sub-basin Summary 

19.24 

65.61 

12.60 

2.55 

Dain 

Gneisses(B.G.C.) 

1.77 

24.99 

52.30 

20.94 

Phyllite & Schist 

8.96 

43.88 

46.62 

0.54 

Sub-basin Summary 

2.66 

27.33 

51.59 

18.42 

Gudia 

Older Alluvium 

8.70 

63.21 

28.09 

0.00 

Phyllite & Schist 

12.48 

74.16 

13.36 

0.00 

Quartzite 

0.56 

95.39 

4.05 

0.00 

Sub-basin Summary 

11.36 

72.51 

16.13 

0.00 

Kalisil 

Bhander Sandstone 

72.23 

27.77 

0.00 

0.00 

Older Alluvium 

25.79 

74.21 

0.00 

0.00 

Quartzite 

85.40 

14.60 

0.00 

0.00 

Sub-basin Summary 

53.71 

46.29 

0.00 

0.00 

Khari 

Gneisses 

0.00 

100.00 

0.00 

0.00 

Gneisses(B.G.C.) 

3.32 

51.93 

25.62 

19.13 

Older Alluvium 

0.00 

30.68 

16.28 

53.04 

Phyllite & Schist 

4.04 

49.38 

36.58 

10.00 

Sub-basin Summary 

3.46 

50.72 

28.71 

17.11 

Kothari 

Gneisses 

0.00 

100.00 

0.00 

0.00 

Gneisses(B.G.C.) 

6.98 

68.20 

21.36 

3.46 

Phyllite & Schist 

1.09 

59.92 

31.91 

7.08 
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Sub-basin 

Hydrogeological Unit 

Percent Area Occupied with 
Various Levels of Electrical 
Conductivity, pS/cm 

<750 

750- 

2,250 

2,250 - 
5,000 

> 

5,000 

Sub-basin Summary 

5.36 

66.01 

24.19 

4.44 

Mashi 

Gneisses(B.G.C.) 

6.70 

35.69 

47.31 

10.30 

Older Alluvium 

13.60 

62.47 

18.47 

5.46 

Phyllite & Schist 

1.79 

49.20 

41.83 

7.18 

Quartzite 

24.02 

36.09 

26.85 

13.04 

Younger Alluvium 

25.22 

67.85 

3.76 

3.17 

Sub-basin Summary 

10.61 

50.31 

31.65 

7.43 

Morel 

Bhander Sandstone 

67.38 

31.98 

0.64 

0.00 

Limestone 

0.00 

100.00 

0.00 

0.00 

Older Alluvium 

12.64 

53.64 

29.92 

3.80 

Phyllite & Schist 

2.76 

82.89 

14.35 

0.00 

Quartzite 

16.05 

53.66 

26.65 

3.64 

Younger Alluvium 

14.83 

73.25 

8.50 

3.42 

Sub-basin Summary 

13.88 

58.38 

24.35 

3.39 

Sodra 

Gneisses(B.G.C.) 

0.01 

50.26 

49.26 

0.47 

Older Alluvium 

0.00 

5.91 

90.26 

3.83 

Phyllite & Schist 

7.48 

41.17 

30.21 

21.14 

Sub-basin Summary 

3.25 

45.05 

42.18 

9.52 

Basin Summary 

12.78 

56.76 

23.54 

6.92 


Source: Groundwater chemical analysis data of Pre-Monsoon 2010 CGWB and RGWD 


From the above table it may be seen that nearly 70% of the basin area have low 
to medium salinity groundwater with EC values below 2,250 pS/cm. High to 
very high salinity groundwater between 2,250-5,000 and beyond 5,000 pS/cm 
occurred in the central part of the basin, in the Dain and Sodra and Banas Sub¬ 
basin areas. In addition, occurrence of this magnitude of salinity appear in the 
form of isolated patches all over the Banas Basin. 

From the above table it can also be seen that high salinity groundwater occurs in 
Phyllite & Schist and Gneisses(B.G.C.) aquifer of Dain Sub-basin, Older 
Alluvium unit of Khari Sub-basin, Gneisses(B.G.C.) aquifer of Mashi Sub¬ 
basin, and Older Alluvium aquifer units of Sodra Sub-basin. 

4.4.6 Summary of Groundwater Quality 

Chloride and EC levels in most of the basin's area (about 80%) are relatively 
low and close to acceptable standards. However, in recent years the average 
Nitrate levels have increased almost to the maximum permissible limit and 
exceeded it in few years, indicating an increase in the basin's area affected by 
high Nitrates. Fluoride concentrations are constantly above maximum limits 
throughout the entire period. This is directly related to the fact that most of the 
basin's area is dominated by the hard rock igneous aquifers that are naturally 
characterised with high Fluoride levels. 

On a macro scale, the groundwater quality in Banas Basin can be regarded as 
close to stable. All parameters except Nitrates present similar values when 
comparing 1984 to 2010. These conditions are in line with moderate decline 
rates of groundwater levels, which are balanced by limited drafts from its hard 
rock formations on the one hand, and by relatively high channel and rainfall 
recharge on the other hand. The developed surface channel system and relatively 
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high rainfall in this region are believed to be dominant factors that control the 
groundwater quality and quantity. 

However, the aforementioned data and figures show average values for the 
whole area of the basin, while there is a spatial heterogeneity of groundwater 
quality across its area. Therefore, it is important to additionally observe the 
water quality trends from a spatial point of view. EC and Cl concentrations are 
relatively low in Banas Basin; nevertheless deteriorated conditions occur mainly 
in the centre and south of Banas (such as Bhinay and Kekri Blocks of Ajmer 
District and Bhindar Block of Udaipur District). Nitrate concentrations rise in 
most of the basin's area yet they show larger spatial variation throughout the 
basin compared to Cl and EC. The south of the basin has higher rising rates 
compared to the north, that occasionally show local concentration drops of 
Nitrate concentration. 
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Table 4.4-5: Long Term Groundwater Quality Trends - Banas Basin 


Year 

Season 

Chloride (mg/I) 

Electrical Conductivity QjS/cm) 

Fluoride (me 

/i) 

Nitrate (mg/I) 

5% UP 

AVERAGE 

5% DOWN 

5% UP 

AVERAGE 

5% DOWN 

5% UP 

AVERAGE 

5% DOWN 

5% UP 

AVERAGE 

5% DOWN 

1984 

Pre - Monsoon 

- 

249.17 

- 

- 

1,595.34 

- 

- 

1.13 

- 

- 

40.88 

- 

1984 

Post - Monsoon 

746.79 

279.86 

70.37 

6,791.00 

1,937.26 

670.33 

- 

1.27 

0.30 

- 

38.90 

21.99 

1985 

Pre - Monsoon 

1,008.96 

257.84 

74.79 

7,499.40 

1,915.42 

656.83 

- 

1.27 

0.35 

- 

36.17 

22.89 

1985 

Post - Monsoon 

1,093.58 

257.65 

74.30 

7,625.56 

1,962.53 

706.50 

- 

1.28 

0.40 

- 

38.66 

21.45 

1986 

Pre - Monsoon 

918.55 

252.54 

68.01 

8,447.97 

2,004.72 

756.17 

- 

1.34 

0.44 

- 

37.21 

17.41 

1986 

Post - Monsoon 

- 

261.33 

73.41 

9,080.09 

2,053.64 

903.75 

- 

1.34 

0.47 

- 

38.25 

15.45 

1987 

Pre - Monsoon 

- 

269.52 

85.67 

9,088.20 

2,097.79 

828.25 

- 

1.34 

0.45 

- 

39.14 

16.14 

1987 

Post - Monsoon 

863.36 

274.80 

83.68 

9,178.81 

2,147.83 

732.50 

- 

1.28 

0.43 

- 

31.90 

14.16 

1988 

Pre - Monsoon 

766.39 

277.43 

71.96 

9,312.23 

2,226.96 

861.50 

- 

1.43 

0.56 

- 

31.68 

11.49 

1988 

Post - Monsoon 

723.88 

275.62 

48.25 

9,805.24 

2,194.91 

809.00 

- 

1.37 

0.67 

- 

52.32 

11.27 

1989 

Pre - Monsoon 

807.74 

294.65 

37.93 

10,245.70 

2,203.64 

811.25 

- 

1.31 

0.62 

- 

53.39 

11.09 

1989 

Post - Monsoon 

847.23 

303.92 

38.82 

10,603.00 

2,362.46 

833.75 

- 

1.25 

0.57 

- 

55.58 

11.32 

1990 

Pre - Monsoon 

1,198.31 

342.95 

50.45 

9,017.19 

2,392.36 

698.46 

6.23 

1.07 

0.45 

- 

56.67 

12.88 

1990 

Post - Monsoon 

1,389.71 

395.27 

50.74 

8,023.82 

2,398.91 

619.45 

4.74 

1.31 

0.39 

- 

78.33 

14.44 

1991 

Pre - Monsoon 

1,569.57 

381.42 

49.04 

7,892.23 

2,494.33 

548.41 

4.72 

1.39 

0.34 

- 

75.71 

16.12 

1991 

Post - Monsoon 

1,653.91 

388.59 

52.39 

8,499.55 

2,568.37 

607.71 

5.02 

1.45 

0.32 

- 

76.75 

16.10 

1992 

Pre - Monsoon 

1,677.88 

401.03 

48.67 

8,646.58 

2,582.47 

631.50 

5.15 

1.52 

0.34 

- 

82.07 

13.83 

1992 

Post - Monsoon 

1,668.36 

419.29 

43.56 

8,869.91 

2,694.13 

604.52 

5.18 

1.55 

0.36 

- 

87.14 

13.91 

1993 

Pre - Monsoon 

1,577.96 

395.53 

42.52 

8,536.37 

2,367.13 

599.08 

5.30 

1.62 

0.40 

- 

88.72 

16.65 

1993 

Post - Monsoon 

1,521.40 

384.63 

38.59 

7,669.29 

2,240.97 

606.13 

5.55 

1.61 

0.40 

- 

87.25 

17.17 

1994 

Pre - Monsoon 

1,590.72 

393.10 

38.39 

7,511.61 

2,332.79 

609.23 

5.55 

1.60 

0.39 

355.84 

84.01 

15.22 

1994 

Post - Monsoon 

1,594.25 

414.03 

46.80 

7,246.96 

2,466.66 

677.88 

5.34 

1.56 

0.39 

287.36 

86.56 

14.46 

1995 

Pre - Monsoon 

1,645.81 

409.57 

48.84 

7,306.37 

2,443.50 

688.94 

4.89 

1.55 

0.41 

293.44 

92.62 

14.89 

1995 

Post - Monsoon 

1,745.48 

408.65 

41.43 

7,761.79 

2,369.48 

555.48 

4.89 

1.69 

0.45 

284.20 

92.73 

15.00 

1996 

Pre - Monsoon 

1,632.94 

409.26 

39.99 

7,750.86 

2,571.48 

538.85 

5.25 

1.84 

0.46 

247.20 

93.06 

16.05 

1996 

Post - Monsoon 

1,705.31 

451.00 

42.67 

7,814.20 

2,545.92 

599.71 

5.09 

1.73 

0.48 

232.40 

106.13 

18.70 

1997 

Pre - Monsoon 

1,877.06 

427.52 

43.82 

7,813.30 

2,388.21 

603.65 

4.71 

1.70 

0.60 

226.85 

95.22 

18.96 

1997 

Post - Monsoon 

1,828.08 

441.77 

45.98 

7,535.98 

2,363.30 

605.90 

4.30 

1.66 

0.67 

213.63 

98.87 

16.31 

1998 

Pre - Monsoon 

1,722.13 

429.07 

46.15 

7,403.30 

2,389.08 

607.95 

3.82 

1.53 

0.58 

208.09 

86.24 

15.94 

1998 

Post - Monsoon 

1,630.13 

408.22 

51.44 

6,861.92 

2,281.12 

605.35 

5.23 

1.67 

0.49 

167.98 

84.42 

17.62 

1999 

Pre - Monsoon 

1,584.00 

416.04 

51.73 

6,628.88 

2,452.01 

609.74 

- 

2.00 

0.48 

254.42 

105.41 

15.97 

1999 

Post - Monsoon 

1,502.67 

398.47 

42.56 

6,544.33 

2,225.89 

603.27 

- 

1.66 

0.50 

335.10 

110.15 

14.60 

2000 

Pre - Monsoon 

1,350.68 

394.38 

39.79 

6,535.76 

2,290.71 

583.56 

3.94 

1.54 

0.51 

258.36 

89.19 

16.81 

2000 

Post - Monsoon 

1,293.96 

384.60 

38.69 

7,199.70 

2,320.75 

571.88 

3.60 

1.42 

0.50 

204.67 

89.41 

19.37 

2001 

Pre - Monsoon 

1,331.53 

396.27 

42.22 

6,935.80 

2,266.29 

593.87 

3.81 

1.53 

0.48 

189.77 

99.36 

21.88 

2001 

Post - Monsoon 

1,423.41 

393.65 

44.05 

6,507.56 

2,289.68 

632.19 

4.43 

1.47 

0.46 

173.84 

102.91 

23.77 

2002 

Pre - Monsoon 

1,454.34 

392.25 

41.64 

6,235.71 

2,090.02 

611.69 

4.48 

1.52 

0.42 

141.18 

90.62 

24.24 
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Year 

Season 

Chloride (mg/I) 

Electrical Conductivity 

f (gS/cm) 

Fluoride (me 

I/O 

Nitrate (mg 

/i) 

5% UP 

AVERAGE 

5% DOWN 

5% UP 

AVERAGE 

5% DOWN 

5% UP 

AVERAGE 

5% DOWN 

5% UP 

AVERAGE 

5% DOWN 

2002 

Post - Monsoon 

1,292.57 

367.97 

37.47 

5,873.36 

2,095.86 

553.98 

4.46 

1.80 

0.40 

128.98 

84.69 

24.39 

2003 

Pre - Monsoon 

1,244.03 

387.60 

42.95 

5,715.76 

2,198.29 

573.96 

4.88 

1.80 

0.40 

130.90 

81.72 

24.98 

2003 

Post - Monsoon 

1,261.52 

388.23 

46.60 

6,138.93 

2,195.79 

607.28 

4.73 

1.54 

0.39 

154.30 

79.71 

20.92 

2004 

Pre - Monsoon 

1,263.02 

395.58 

39.47 

7,047.45 

2,251.93 

615.40 

4.31 

1.64 

0.35 

155.78 

67.42 

17.82 

2004 

Post - Monsoon 

1,286.40 

425.75 

37.50 

7,604.40 

2,347.95 

576.27 

4.20 

1.63 

0.32 

144.53 

79.15 

17.86 

2005 

Pre - Monsoon 

1,236.71 

404.11 

37.14 

6,925.10 

2,184.68 

521.49 

4.05 

1.61 

0.33 

170.33 

90.89 

15.39 

2005 

Post - Monsoon 

1,280.74 

412.53 

36.09 

6,043.19 

2,160.18 

488.94 

4.42 

1.87 

0.34 

176.67 

101.93 

15.90 

2006 

Pre - Monsoon 

1,391.88 

409.36 

39.38 

6,362.59 

2,189.87 

536.23 

4.97 

1.71 

0.36 

145.92 

98.32 

19.37 

2006 

Post - Monsoon 

1,520.81 

467.64 

50.77 

6,833.60 

2,472.14 

604.31 

4.71 

1.60 

0.41 

144.25 

121.84 

24.41 

2007 

Pre - Monsoon 

1,613.45 

452.95 

51.59 

7,539.46 

2,471.91 

598.27 

4.30 

1.61 

0.41 

191.74 

104.92 

25.54 

2007 

Post - Monsoon 

1,484.82 

396.62 

47.04 

7,630.86 

2,197.07 

563.85 

3.98 

1.51 

0.36 

179.74 

94.73 

20.41 

2008 

Pre - Monsoon 

1,397.82 

402.11 

48.24 

7,107.02 

2,231.72 

522.50 

3.75 

1.50 

0.35 

136.93 

94.01 

14.51 

2008 

Post - Monsoon 

1,370.97 

414.56 

47.80 

7,330.19 

2,199.66 

493.56 

3.69 

1.49 

0.35 

118.40 

89.10 

12.19 

2009 

Pre - Monsoon 

1,285.11 

416.65 

51.52 

6,781.11 

2,305.20 

512.45 

3.24 

1.41 

0.38 

111.86 

83.73 

13.26 

2009 

Post - Monsoon 

1,117.22 

391.67 

50.73 

5,817.12 

2,140.05 

518.71 

3.00 

1.58 

0.37 

136.00 

92.56 

13.56 

2010 

Pre - Monsoon 

950.67 

366.95 

46.89 

5,298.13 

2,047.30 

473.16 

2.96 

1.25 

0.31 

124.69 

76.02 

13.69 

2010 

Post - Monsoon 

- 

- 

- 

4,788.45 

2,058.73 

457.03 

2.63 

1.28 

0.31 

- 

80.13 

14.31 
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4.5 Historical Groundwater Drafts (1995-2009) 

4.5.1 General 

As given in Table 4.5-1 and shown in Figure 4.5-1 the total annual draft in 

Banas Basin increased from 2,287.37 Mm 3 in 1995 to 3,075.48 Mm 3 in 2009, a 

total increase of 788.11 Mm 3 . 


Table 4.5-1: Groundwater Draft in Banas Basin 1995-2009 


Basin 

1995 

2001 

2004 

2007 

2009 

1995-2009 

Groundwater Draft Mm 3 

Relative 

Change 

[%] 

Rate of 
Change 
[Mm 3 /yr] 

Banas 

478.87 

566.52 

571.88 

735.52 

633.87 

32% 

10.33 

Berach 

478.96 

492.93 

474.60 

643.42 

500.39 

4% 

1.43 

Dain 

100.13 

123.92 

137.34 

152.43 

150.91 

51% 

3.39 

Gudia 

48.92 

48.50 

62.47 

62.78 

65.35 

34% 

1.10 

Kalisil 

18.42 

21.68 

34.54 

34.12 

36.18 

96% 

1.18 

Khari 

215.55 

257.03 

247.55 

320.34 

277.86 

29% 

5.74 

Kothari 

92.18 

106.34 

88.16 

124.11 

102.11 

11% 

0.66 

Mashi 

381.98 

419.58 

487.35 

518.37 

563.71 

48% 

12.12 

Morel 

422.09 

485.83 

565.69 

633.93 

682.13 

62% 

17.34 

Sodra 

50.27 

42.66 

56.76 

58.23 

62.97 

25% 

0.85 

Total of Basin 

2,287.37 

2,564.99 

2,726.34 

3,283.25 

3,075.48 

34% 

40.44 


Source: CGWB and RGWD 
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Figure 4.5-1: Groundwater Draft in Banas Basin 1995-2009 
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The relative increase for the entire period was 34% with an average annual rate 
of 40.44 Mm 3 /year. Between 1995 and 2004 the increase in the rate seems 
linear. Between 2004 and 2007 a larger rise in groundwater drafts took place, 
from 2,726.34 Mm 3 to 3,283.25 Mm 3 , an increase of 556.91 Mm 3 (-17%) in 
only 3 years. However, from 2007 to 2009 a significant decrease of 207.78 Mm 3 
(6.3%) was recorded, where the draft dropped down to 3,075.48 Mm 3 . 

The recorded overall increase in draft varies from 4% to 96% with an average of 
34% for the total draft in the Basin. Kalisil Sub-basin presents the highest 
increase during the entire period of 96%, although the absolute values are the 
smallest. Highest annual increase was recorded in Morel Sub-basin, around 
62%. Sodra, Mashi and Banas Sub-basin exhibit also high annual increase of 10- 
20% each. 

4.5.2 Sub-basin Particulars 

Banas Sub-basin 

Banas Sub-basin is built like a belt that stretches from northeast down through 
the basin's eastern border and bends westwards along the northern border of 
Berach Sub-basin. The main hydrogeological formation is Phyllite & Schist. 
There are also patches of Gneisses(B.G.C.) in the southeast and hills at the 
western edge of the basin. At the north-eastern part of the Sub-basin, the slope 
of the Banas River are moderate and accommodate plains of Younger Alluvium. 

During the period of examination, the drafts in the Sub-basin increased from 
-479 Mm 3 during 1995 to -634 Mm 3 during 2009, a total rise of -155 Mm 3 
within 15 years (32%). The average increasing rate of the draft was 14.54 
MnrVyear. As shown in Figure 4.5-1 the drafts over the years 1995-2007 have 
increased steadily in all Sub-basins of Banas Basin. Although exploitation grew 
significantly, groundwater levels show only relatively small decline. This is 
attributed to the high rainfall in this region which promotes high direct and 
channel recharge. 

Berach Sub-basin 

Berach Sub-basin is located south to Banas Sub-basin. The Sub-basin drains into 
the Berach River that flows to the northwest and drains into the Banas River 
near the northwest edge of the Sub-basin. The main hydrogeological formations 
in the Sub-basin are the Gneisses(B.G.C.) the Phyllite & Schist and small 
patches of Limestone and Shale. 

During the period of examination the drafts in the Sub-basin have increased 
from -479 Mm 3 during 1995 to -500 Mm 3 during 2009, a relatively minor total 
rise of -21 Mm 3 (4%) in 15 years. The average annual increase rate is -6 
Mm 3 /yr. 

Dain Sub-basin 

During the period of examination the drafts increased from 100 Mm during 
1995 to 151 Mm 3 during 2009, a total rise of 51 Mm 3 in 15 years (> 50% 
increase). The average annual increase rate is 3.90 Mm 3 /year. The actual 
absolute draft volumes are relatively low compared to other Sub-basins. It is 
estimated that the high relative increase of draft in the Sub-basin is the reason 
for the relatively sharp water table declines that were observed in the long-term 
analysis. 
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Gudia Sub-basin 

During the period of examination the drafts have increased from ~49 Mm 
during 1995 to ~65 Mm 3 during 2009, a total rise of ~16 Mm 3 in 15 years. The 
average increasing rate is 1.32 Mm /yr and the relative growth is -34% 
(compared to growth of -35% in the whole basin). 

Kalisil Sub-basin 

Drafts in Kalisil Sub-basin are very low compared to other Sub-basins, 
nevertheless it presents a significant relative increase. The volume of draft 
during 1995 was -18 Mm 3 , which increased to -36 Mm 3 by 2009, a total rise of 
"only" -18 Mm 3 in 15 years, but a relative rise of almost 100%. However, no 
sign of influence on groundwater levels was observed. 

Khari Sub-basin 

During the period of examination, the drafts have increased from 215.55 Mm 3 
during 1995 to 277.86 Mm 3 during 2009, a total rise of -62.31 Mm 3 in 15 years. 
The average annual increase rate of drafts is 5.74 Mm 3 /yr and the relative 
growth for the entire period is 29%. 

Kothari Sub-basin 

During the period of examination, the drafts increased from 92 Mm during 
1995 to 102 Mm 3 during 2009, a total rise of -10 Mm 3 in 15 years. The average 
annual rising rate was 1.2 Mm 3 /yr with a relative increase of more than 11% for 
the entire period (compared to 35% for the entire basin). 

Mashi Sub-basin 

The draft values during the examined period are high compared to other Sub¬ 
basins and have nearly linear rising rate. In 1995 total draft in the Sub-basin 
reached 382 Mm 3 and increased to 563 Mm 3 until 2009, a total rise of -181 
Mm 3 in 15 years. The average annual rising rate was 13 Mm 3 /yr with a relative 
increase of 48%. 

Morel Sub-basin 

Morel Sub-basin is a part of the north-eastern Aravali hills, where its main river 
(Morel) merges with Banas River. The main hydrogeological formation is Older 
Alluvium. 

Draft values in the Sub-basin are relatively high compared to the rest of the 
basin, with approximately linear rising rates. Drafts in the Sub-basin increased 
from -422 Mm 3 in 1995 to -682 Mm 3 during 2009, a total rise of -260 Mm 3 in 
15 years, a relative increase of 62%. The average annual rising rate was 19 
Mm 3 /yr. The high exploitation rates are compensated by relatively high rainfall 
and recharge. As a result, the average long-term groundwater level decline rate 
is only about -0.25 m/y, which is not too high compared to other Sub-basins. 
Still, groundwater pumping exceeds the natural replenishment rate, which is 
reflected by the declining trend. 

Sodra Sub-basin 

Sodra Sub-basin is located at the central part of Banas Basin, north-east to 
Banas and Dain Sub-basins, and south to Mashi Sub-basin. The Sub-basin 
drains the western slopes of the Aravali and flows eastwards where it merges 
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with Banas River at the northern part of Banas Sub-basin. The major 
hydrogeological formation in the Sub-basin is Gneisses(B.G.C), Phyllite & 
Schist in few patches of Older Alluvium are also occupy areas on the eastern 
part of the Sub-basin. 

During the period 1995 to 2009, the annual draft volume increased from 
-50 Mm to -63 Mm , a total rise of -13 Mm in 15 years. The average annual 
rising rate was -1 Mm 3 /yr with a relative growth of 25% over the entire period. 

4.5.3 Groundwater Draft year 2010 

The Older Alluvium and Phyllite & Schist are two potential aquifers out of 
which large quantities of groundwater is extracted in the basin area. The total 
groundwater withdrawal for irrigation purpose in the basin is estimated as 
2,876.68 Mm 3 . It ranges from 15.74 Mm 3 in Kalisil Sub-basin to 637.12 Mm 3 in 
Morel Sub-basin. The highest groundwater withdrawal of the order of 458.52 
Mm is obtained from Older Alluvium aquifer unit of Morel Sub-basin. Large 
quantities are also being withdrawn from Phyllite & Schist and 
Gneisses(B.G.C.) units of the basin. Details are shown in Table 4.5-2 (for details 
see Section 3.2.6, Annex GW-5(a) & (b) of Main Report). The total 
groundwater draft inclusive of all uses in the basin is 3,380.23 Mm 3 out of 
which 2,876.68 Mm 3 and 503.55 Mm 3 has been estimated for Agriculture, 
Domestic and Industrial use in the entire basin area. 


Table 4.5-2: Details of Groundwater Draft in Banas Basin (Year 2010) 


Sub-basin 

Hydrogeological Unit 

Gross Draft in Fresh Groundwater 

Agricultural, 

Mm 3 /yr 

Domestic 

and 

Industrial, 

Mm 3 /yr 

All Uses, 
Mm 3 /yr 

Banas 

Bhander Sandstone 

1.42 

0.11 

1.53 

Erinpura Granite 

- 

- 

- 

Gneisses 

0.01 

0.01 

0.02 

Gneisses(B.G.C.) 

97.50 

16.45 

113.95 

Limestone 

9.39 

0.44 

9.83 

Older Alluvium 

167.15 

21.18 

188.33 

Phyllite & Schist 

310.52 

33.64 

344.16 

Quartzite 

14.66 

3.25 

17.91 

Shale 

1.49 

0.06 

1.55 

Sub-basin Total 


602.14 

75.15 

677.29 

Berach 

Bhander Sandstone 

11.19 

0.26 

11.45 

Deccan Traps 

4.54 

0.14 

4.68 

Gneisses(B.G.C.) 

172.23 

14.98 

187.21 

Limestone 

66.82 

15.53 

82.35 

Phyllite & Schist 

139.29 

28.47 

167.76 

Shale 

101.26 

7.66 

108.92 

Sub-basin Total 


495.33 

67.04 

562.37 

Dain 

Gneisses(B.G.C.) 

106.03 

10.99 

117.02 

Phyllite & Schist 

32.93 

2.71 

35.64 

Sub-basin Total 


138.96 

13.70 

152.66 

Gudia 

Older Alluvium 

21.89 

3.04 

24.93 

Phyllite & Schist 

35.69 

2.68 

38.37 

Quartzite 

0.26 

0.01 

0.27 

Sub-basin Total 


57.84 

5.73 

63.57 
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Sub-basin 

Hydrogeological Unit 

Gross Draft in Fresh Groundwater 

Agricultural, 

Mm 3 /yr 

Domestic 

and 

Industrial, 

Mm 3 /yr 

All Uses, 
Mm 3 /yr 

Kalisil 

Bhander Sandstone 

8.31 

0.94 

9.25 

Older Alluvium 

7.43 

0.30 

7.73 

Quartzite 

- 

- 

- 

Sub-basin Total 


15.74 

1.24 

16.98 

Khari 

Gneisses(B.G.C.) 

171.68 

18.56 

190.24 

Older Alluvium 

14.19 

0.39 

14.58 

Phyllite & Schist 

91.54 

8.54 

100.08 

Sub-basin Total 


277.41 

27.50 

304.91 

Kothari 

Gneisses(B.G.C.) 

63.86 

8.64 

72.50 

Phyllite & Schist 

34.87 

7.66 

42.53 

Sub-basin Total 


98.73 

16.31 

115.04 

Mashi 

Gneisses(B.G.C.) 

78.88 

15.04 

93.92 

Older Alluvium 

202.81 

23.48 

226.29 

Phyllite & Schist 

29.80 

2.76 

32.56 

Quartzite 

6.78 

0.25 

7.03 

Younger Alluvium 

173.48 

14.91 

188.39 

Sub-basin Total 


491.76 

56.44 

548.20 

Morel 

Bhander Sandstone 

17.98 

0.34 

18.32 

Limestone 

6.53 

0.39 

6.92 

Older Alluvium 

458.52 

87.77 

546.29 

Phyllite & Schist 

12.22 

1.73 

13.95 

Quartzite 

33.96 

18.26 

52.22 

Younger Alluvium 

107.92 

126.47 

234.39 

Sub-basin Total 


637.12 

234.94 

872.06 

Sodra 

Gneisses(B.G.C.) 

24.27 

1.72 

25.99 

Older Alluvium 

3.05 

0.11 

3.16 

Phyllite & Schist 

34.33 

3.68 

38.01 

Sub-basin Total 


61.66 

5.51 

67.17 

Basin Total 


2,876.68 

503.55 

3,380.23 


4.6 Groundwater Resources 

4.6.1 Assessment of Fresh Dynamic Groundwater Resources (Year 2010) 

The total annually assessed fresh dynamic groundwater resource in the basin for 
the year 2010 is 2,282.73 Mm 3 and groundwater draft 3,380.23 Mm 3 . The stage 
of groundwater development in the basin is 148.08% and the basin is 
categorised as over-exploited basin. 

Table 4.6-l(a): Fresh Dynamic Groundwater Availability in Banas Basin (Year 2010) 


Sub-basin 

Net 

Groundwater 
Availability, Mm 3 

Gross 
Draft for 
All Uses, 
Mm 3 

Stage of 
Groundwater 
Development, 

% 

Category 

Banas 

575.04 

677.29 

117.78 

Over Exploited 

Berach 

342.43 

562.37 

164.23 

Over Exploited 

Dain 

120.38 

152.66 

126.82 

Over Exploited 

Gudia 

63.09 

63.57 

100.76 

Over Exploited 

Kalisil 

22.38 

16.98 

75.87 

Semi Critical 
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Sub-basin 

Net 

Groundwater 
Availability, Mm 3 

Gross 
Draft for 
All Uses, 
Mm 3 

Stage of 
Groundwater 
Development, 

% 

Category 

Khari 

237.69 

304.91 

128.28 

Over Exploited 

Kothari 

82.14 

115.04 

140.05 

Over Exploited 

Mashi 

331.54 

548.20 

165.35 

Over Exploited 

Morel 

441.28 

872.06 

197.62 

Over Exploited 

Sodra 

66.77 

67.17 

100.60 

Over Exploited 

Basin Total 

2,282.73 

3,380.23 

148.08 

Over Exploited 


The further details of fresh dynamic groundwater availability in various micro¬ 
watersheds of Banas Basin for year 2010 is given in Table 4.6-l(b) (for details 
see Section 3.2.7, Annex GW-6(a) & (b) of Main Report). 


Table 4.64(b) Micro Watershed and Aquifer Wise Fresh Dynamic Groundwater Availability in 

Banas Basin (Year 2010) 


Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Fresh Dynamic 
Groundwater 
Availability, Mm 3 



Gneisses(B.G.C.) 

0.82 


001 

Older Alluvium 

29.87 



Phyllite & Schist 

44.95 


Sub Total 


75.63 


002 

Older Alluvium 

31.48 


Phyllite & Schist 

19.20 


Sub Total 


50.67 



Limestone 

3.70 



Older Alluvium 

36.72 


003 

Phyllite & Schist 

9.47 



Quartzite 

4.15 



Shale 

0.66 


Sub Total 


54.70 



Gneisses(B.G.C.) 

16.16 


004 

Older Alluvium 

24.95 

Banas 


Phyllite & Schist 

81.38 

Sub Total 


122.50 


005 

Phyllite & Schist 

7.98 


006 

Gneisses(B.G.C.) 

35.55 


Phyllite & Schist 

22.59 


Sub Total 


58.14 



Gneisses 

0.01 


007 

Gneisses(B.G.C.) 

8.03 



Phyllite & Schist 

6.05 


Sub Total 


14.09 


008 

Gneisses(B.G.C.) 

5.03 


Phyllite & Schist 

13.64 


Sub Total 


18.68 


009 

Gneisses(B.G.C.) 

9.97 


Phyllite & Schist 

7.42 


Sub Total 


17.39 


010 

Erinpura Granite 

■ 
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Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Fresh Dynamic 
Groundwater 
Availability, Mm 3 


010 

Gneisses(B.G.C.) 

2.87 


Phyllite & Schist 

24.63 


Sub Total 


27.50 



Gneisses 

- 


011 

Gneisses(B.G.C.) 

15.19 



Phyllite & Schist 

4.87 


Sub Total 


20.07 



Gneisses(B.G.C.) 

2.50 


012 

Older Alluvium 

31.80 



Phyllite & Schist 

7.73 


Sub Total 


42.04 



Gneisses(B.G.C.) 

1.88 


013 

Older Alluvium 

4.28 

Banas 


Phyllite & Schist 

15.87 


Sub Total 


22.03 


014 

Older Alluvium 

24.64 


Phyllite & Schist 

3.56 



Quartzite 

- 


Sub Total 


28.20 



Limestone 

0.73 


015 

Older Alluvium 

5.78 


Phyllite & Schist 

1.44 



Quartzite 

3.69 


Sub Total 


11.64 



Bhander Sandstone 

2.11 


016 

Limestone 

0.14 



Phyllite & Schist 

1.52 


Sub Total 


3.77 

Sub-basin Total 

575.04 



Gneisses(B.G.C.) 

0.33 


017 

Limestone 

0.28 



Phyllite & Schist 

17.75 


Sub Total 


18.36 



Bhander Sandstone 




Gneisses(B.G.C.) 

27.24 


018 

Limestone 

4.41 



Phyllite & Schist 

23.92 



Shale 

16.56 


Sub Total 


75.34 

Berach 

019 

Gneisses(B.G.C.) 

0.22 


Phyllite & Schist 

0.45 


Sub Total 


0.67 


020 

Gneisses(B.G.C.) 

0.34 


Phyllite & Schist 

1.52 


Sub Total 


1.85 



Gneisses(B.G.C.) 

11.70 


021 

Limestone 

- 


Phyllite & Schist 

6.77 



Shale 

3.10 


Sub Total 


21.58 
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Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Fresh Dynamic 
Groundwater 
Availability, Mm 3 


022 

Gneisses(B.G.C.) 

1.90 


Phyllite & Schist 

7.20 


Sub Total 


9.10 



Gneisses(B.G.C.) 

12.55 


023 

Phyllite & Schist 

17.77 



Shale 

1.19 


Sub Total 


31.51 



Gneisses(B.G.C.) 

6.11 


024 

Limestone 

- 



Phyllite & Schist 

1.40 


Sub Total 


7.51 



Gneisses(B.G.C.) 

5.95 


025 

Limestone 

0.63 



Phyllite & Schist 

10.69 


Sub Total 


17.27 


026 

Gneisses(B.G.C.) 

7.49 


Phyllite & Schist 

0.77 


Sub Total 





Gneisses(B.G.C.) 

0.11 


027 

Limestone 

11.18 



Shale 

3.63 


Sub Total 


14.91 


028 

Limestone 

5.24 


Shale 

5.04 

Berach 

Sub Total 


10.28 


Deccan Traps 

2.37 


029 

Limestone 

11.30 



Shale 

22.64 


Sub Total 


36.31 


030 

Gneisses(B.G.C.) 

0.24 


Shale 

1.64 


Sub Total 


1.88 


031 

Bhander Sandstone 

1.93 


Shale 

6.03 


Sub Total 


7.97 


032 

Bhander Sandstone 

2.34 


Shale 

0.51 


Sub Total 


2.85 



Gneisses(B.G.C.) 

6.39 


033 

Phyllite & Schist 

5.39 



Shale 

1.06 


Sub Total 


12.84 



Gneisses(B.G.C.) 

10.91 


034 

Limestone 

3.22 


Phyllite & Schist 

5.27 



Shale 

5.29 


Sub Total 


24.69 


035 

Gneisses(B.G.C.) 

11.94 


Phyllite & Schist 

6.50 


Sub Total 


18.43 
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Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Fresh Dynamic 
Groundwater 
Availability, Mm 3 

Berach 

036 

Gneisses(B.G.C.) 

16.35 

Phyllite & Schist 

4.46 

Sub Total 


20.81 

Sub-basin Total 

342.43 

Dain 

037 

Gneisses(B.G.C.) 

35.02 

Phyllite & Schist 

0.03 

Sub Total 


35.05 

038 

Gneisses(B.G.C.) 

42.26 

Phyllite & Schist 

7.39 

Sub Total 


49.65 

039 

Gneisses(B.G.C.) 

17.37 

Phyllite & Schist 

18.30 

Sub Total 


35.67 

Sub-basin Total 

120.38 

Gudia 

040 

Older Alluvium 

19.02 

Phyllite & Schist 

36.86 

Quartzite 

0.06 

Sub Total 


55.94 

041 

Older Alluvium 

0.05 

Phyllite & Schist 

7.10 

Sub Total 


7.15 

Sub-basin Total 

63.09 

Kalisil 

042 

Bhander Sandstone 

11.64 

Older Alluvium 

1.49 

Sub Total 


13.13 

043 

Bhander Sandstone 

0.63 

Older Alluvium 

8.62 

Quartzite 

- 

Sub Total 


9.25 

Sub-basin Total 

22.38 

Khari 

044 

Gneisses(B.G.C.) 

■ 

045 

Gneisses(B.G.C.) 

27.43 

Older Alluvium 

9.87 

Phyllite & Schist 

2.58 

Sub Total 


39.88 

046 

Gneisses(B.G.C.) 

59.30 

Older Alluvium 

0.13 

Phyllite & Schist 

8.18 

Sub Total 


67.61 

047 

Gneisses 

- 

Gneisses(B.G.C.) 

9.91 

Phyllite & Schist 

5.00 

Sub Total 


14.91 

048 

Gneisses(B.G.C.) 

0.45 

Older Alluvium 

1.08 

Phyllite & Schist 

19.84 

Sub Total 


21.37 

049 

Gneisses(B.G.C.) 

1.35 

Phyllite & Schist 

27.82 

Sub Total 


29.17 
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Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Fresh Dynamic 
Groundwater 
Availability, Mm 3 

Khari 

050 

Gneisses(B.G.C.) 

0.86 

Phyllite & Schist 

20.00 

Sub Total 


20.86 

051 

Gneisses(B.G.C.) 

20.68 

Phyllite & Schist 

0.79 

Sub Total 


21.47 

052 

Gneisses(B.G.C.) 

19.65 

Phyllite & Schist 

1.09 

Sub Total 


20.74 

Sub-basin Total 

237.69 

Kothari 

053 

Gneisses (B.G.C.) 

2.73 

Phyllite & Schist 

1.35 

Sub Total 


4.08 

054 

Gneisses 

- 

Gneisses(B.G.C.) 

39.12 

Phyllite & Schist 

17.03 

Sub Total 


56.15 

055 

Gneisses(B.G.C.) 

11.31 

Phyllite & Schist 

10.60 

Sub Total 


21.91 

Sub-basin Total 

82.14 

Mashi 

056 

Older Alluvium 

2.80 

Quartzite 

0.31 

Younger Alluvium 

62.03 

Sub Total 


65.14 

057 

Gneisses(B.G.C.) 

0.62 

Older Alluvium 

41.00 

Quartzite 

0.14 

Younger Alluvium 

16.28 

Sub Total 


58.04 

058 

Gneisses(B.G.C.) 

5.79 

Older Alluvium 

56.97 

Phyllite & Schist 

0.47 

Quartzite 

0.07 

Younger Alluvium 

- 

Sub Total 


63.31 

059 

Gneisses(B.G.C.) 

57.84 

Older Alluvium 

21.92 

Phyllite & Schist 

8.95 

Sub Total 


88.71 

060 

Older Alluvium 

14.61 

Phyllite & Schist 

14.02 

Sub Total 


28.63 

061 

Gneisses(B.G.C.) 

21.27 

Older Alluvium 

1.60 

Phyllite & Schist 

4.84 

Sub Total 


27.71 

Sub-basin Total 

331.54 

Morel 

062 

Quartzite 

0.77 

Younger Alluvium 

26.66 
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Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Fresh Dynamic 
Groundwater 
Availability, Mm 3 

Morel 

Sub Total 


27.42 

063 

Older Alluvium 

43.08 

Phyllite & Schist 

0.42 

Quartzite 

0.65 

Younger Alluvium 

38.15 

Sub Total 


82.31 

064 

Bhander Sandstone 

8.44 

Older Alluvium 

29.03 

Quartzite 

0.12 

Sub Total 


37.59 

065 

Older Alluvium 

113.52 

Quartzite 

4.71 

Sub Total 


118.22 

066 

Older Alluvium 

- 

Quartzite 

3.74 

Sub Total 


3.74 

067 

Limestone 

3.86 

Older Alluvium 

44.51 

Phyllite & Schist 

7.67 

Quartzite 

0.12 

Sub Total 


56.16 

068 

Older Alluvium 

95.15 

Phyllite & Schist 

3.84 

Quartzite 

3.12 

Younger Alluvium 

13.72 

Sub Total 


115.83 

Sub-basin Total 

441.28 

Sodra 

069 

Gneisses(B.G.C.) 

6.03 

Phyllite & Schist 

3.75 

Sub Total 


9.78 

070 

Gneisses(B.G.C.) 

- 

Older Alluvium 

3.13 

Phyllite & Schist 

22.71 

Sub Total 


25.85 

071 

Gneisses(B.G.C.) 

26.13 

Phyllite & Schist 

5.02 

Sub Total 


31.15 

Sub-basin Total 

66.77 

Basin Total 

2,282.73 


Note: For details of Micro-watersheds see Table 2.1-2 and Figure 2.1-3. 
Source: CGWB and RGWD 


4.6.2 Assessment of Saline Dynamic Groundwater Resources (Year 2010) 

The saline dynamic annual groundwater resources assessed for the basin for the 
year 2010 is 107.65 Mm 3 , the details are given in Table 4.6-2 (for details see 
Annex GW-6(b) of Main Report). 
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Table 4.6-2: Micro Watershed and Aquifer wise Saline Dynamic Groundwater Availability in 

Banas Basin (Year 2010) 


Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Saline Dynamic 
Groundwater 
Availability, Mm 3 



Gneisses(B.G.C.) 

- 


001 

Older Alluvium 

0.23 



Phyllite & Schist 

2.05 


Sub Total 


2.28 


002 

Older Alluvium 

- 


Phyllite & Schist 

1.12 


Sub Total 


1.12 



Limestone 

- 



Older Alluvium 

1.16 


003 

Phyllite & Schist 

- 



Quartzite 

■ 



Shale 

■ 


Sub Total 


1.16 



Gneisses(B.G.C.) 

- 


004 

Older Alluvium 

■ 



Phyllite & Schist 

- 


Sub Total 


- 


005 

Phyllite & Schist 

- 


006 

Gneisses(B.G.C.) 

- 


Phyllite & Schist 

- 


Sub Total 


- 



Gneisses 

0.21 


007 

Gneisses(B.G.C.) 

- 

Banas 


Phyllite & Schist 

0.36 

Sub Total 


0.57 


008 

Gneisses(B.G.C.) 

- 


Phyllite & Schist 

- 


Sub Total 


- 


009 

Gneisses(B.G.C.) 

- 


Phyllite & Schist 

- 


Sub Total 


- 



Erinpura Granite 

- 


010 

Gneisses(B.G.C.) 

- 



Phyllite & Schist 

- 


Sub Total 


- 



Gneisses 

0.09 


Oil 

Gneisses(B.G.C.) 

- 



Phyllite & Schist 

0.12 


Sub Total 


0.21 



Gneisses(B.G.C.) 

0.03 


012 

Older Alluvium 

- 



Phyllite & Schist 

■ 


Sub Total 


0.03 



Gneisses(B.G.C.) 

0.15 


013 

Older Alluvium 

- 



Phyllite & Schist 

1.04 


Sub Total 


1.19 
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Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Saline Dynamic 
Groundwater 
Availability, Mm 3 


014 

Older Alluvium 

- 


Phyllite & Schist 

- 



Quartzite 

- 


Sub Total 


■ 



Limestone 

- 


015 

Older Alluvium 

- 

Banas 

Phyllite & Schist 

■ 



Quartzite 

- 


Sub Total 


- 



Bhander Sandstone 

- 


016 

Limestone 

- 



Phyllite & Schist 

- 


Sub Total 


- 

Sub-basin Total 

6.55 



Gneisses(B.G.C.) 

- 


017 

Limestone 

- 



Phyllite & Schist 

- 


Sub Total 


- 



Bhander Sandstone 

- 



Gneisses(B.G.C.) 

- 


018 

Limestone 

- 



Phyllite & Schist 

- 



Shale 

■ 


Sub Total 


- 


019 

Gneisses(B.G.C.) 

- 


Phyllite & Schist 

- 


Sub Total 


- 


020 

Gneisses(B.G.C.) 

■ 


Phyllite & Schist 

■ 


Sub Total 


- 



Gneisses(B.G.C.) 

- 

Berach 

021 

Limestone 

■ 

Phyllite & Schist 

- 



Shale 

- 


Sub Total 


- 


022 

Gneisses(B.G.C.) 

- 


Phyllite & Schist 

- 


Sub Total 


- 



Gneisses(B.G.C.) 

- 


023 

Phyllite & Schist 

- 



Shale 

■ 


Sub Total 


- 



Gneisses(B.G.C.) 

- 


024 

Limestone 

- 



Phyllite & Schist 

- 


Sub Total 


- 



Gneisses(B.G.C.) 

■ 


025 

Limestone 

- 



Phyllite & Schist 

- 


Sub Total 


- 
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Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Saline Dynamic 
Groundwater 
Availability, Mm 3 


026 

Gneisses(B.G.C.) 

- 


Phyllite & Schist 

- 


Sub Total 


- 



Gneisses(B.G.C.) 

- 


027 

Limestone 

- 



Shale 

- 


Sub Total 


■ 


028 

Limestone 

- 


Shale 

- 


Sub Total 


- 



Deccan Traps 

- 


029 

Limestone 

■ 



Shale 

■ 


Sub Total 


- 


030 

Gneisses(B.G.C.) 

- 


Shale 

- 


Sub Total 


- 


031 

Bhander Sandstone 

- 

Berach 

Shale 

■ 

Sub Total 


- 


032 

Bhander Sandstone 

- 


Shale 

- 


Sub Total 


- 



Gneisses(B.G.C.) 

■ 


033 

Phyllite & Schist 

■ 



Shale 

- 


Sub Total 


- 



Gneisses(B.G.C.) 

- 


034 

Limestone 

- 


Phyllite & Schist 

- 



Shale 

■ 


Sub Total 


- 


035 

Gneisses(B.G.C.) 

- 


Phyllite & Schist 

- 


Sub Total 


- 


036 

Gneisses(B.G.C.) 

- 


Phyllite & Schist 

- 


Sub Total 


- 

Sub-basin Total 

- 


037 

Gneisses(B.G.C.) 

0.30 


Phyllite & Schist 

- 


Sub Total 


0.30 


038 

Gneisses(B.G.C.) 

3.97 

Dain 

Phyllite & Schist 

- 


Sub Total 


3.97 


039 

Gneisses(B.G.C.) 

1.38 


Phyllite & Schist 

0.03 


Sub Total 


1.41 

Sub-basin Total 

5.67 

Gudia 

040 

Older Alluvium 

0.14 


App. BAN-IN-24740-R13-073 

Surface and Groundwater Availability 
117 


July, 2014 










STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Saline Dynamic 
Groundwater 
Availability, Mm 3 


040 

Phyllite & Schist 

0.16 


Quartzite 

0.37 

Gudia 

Sub Total 


0.67 

041 

Older Alluvium 

- 


Phyllite & Schist 

- 


Sub Total 


- 

Sub-basin Total 

0.67 


042 

Bhander Sandstone 

7.39 


Older Alluvium 

- 


Sub Total 


7.39 

Kalisil 


Bhander Sandstone 

1.49 


043 

Older Alluvium 

12.16 



Quartzite 

0.04 


Sub Total 


13.69 

Sub-basin Total 

21.08 


044 

Gneisses(B.G.C.) 

- 



Gneisses(B.G.C.) 

1.23 


045 

Older Alluvium 

- 



Phyllite & Schist 

■ 


Sub Total 


1.23 



Gneisses(B.G.C.) 

0.64 


046 

Older Alluvium 

- 



Phyllite & Schist 

- 


Sub Total 


0.64 



Gneisses 

■ 


047 

Gneisses(B.G.C.) 

1.32 



Phyllite & Schist 

2.88 


Sub Total 


4.20 



Gneisses(B.G.C.) 

- 

Khari 

048 

Older Alluvium 

- 



Phyllite & Schist 

■ 


Sub Total 


- 


049 

Gneisses(B.G.C.) 

- 


Phyllite & Schist 

- 


Sub Total 


- 


050 

Gneisses(B.G.C.) 

- 


Phyllite & Schist 

- 


Sub Total 


- 


051 

Gneisses(B.G.C.) 

- 


Phyllite & Schist 

- 


Sub Total 


- 


052 

Gneisses(B.G.C.) 

- 


Phyllite & Schist 

- 


Sub Total 


- 

Sub-basin Total 

6.07 


053 

Gneisses (B.G.C.) 

- 


Phyllite & Schist 

■ 

Kothari 

Sub Total 


- 


054 

Gneisses 

0.05 


Gneisses(B.G.C.) 

1.73 
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Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Saline Dynamic 
Groundwater 
Availability, Mm 3 


054 

Phyllite & Schist 

0.57 


Sub Total 


2.35 

Kothari 

055 

Gneisses(B.G.C.) 

■ 


Phyllite & Schist 

- 


Sub Total 


- 

Sub-basin Total 

2.35 



Older Alluvium 

■ 


056 

Quartzite 

- 



Younger Alluvium 

- 


Sub Total 


- 



Gneisses(B.G.C.) 

- 


057 

Older Alluvium 

■ 


Quartzite 

■ 



Younger Alluvium 

- 


Sub Total 


- 



Gneisses(B.G.C.) 

0.42 



Older Alluvium 

10.43 


058 

Phyllite & Schist 

- 

Mashi 


Quartzite 

0.08 


Younger Alluvium 

- 


Sub Total 


10.93 



Gneisses(B.G.C.) 

6.84 


059 

Older Alluvium 

4.32 



Phyllite & Schist 

4.34 


Sub Total 


15.50 


060 

Older Alluvium 

6.45 


Phyllite & Schist 

4.26 


Sub Total 


10.71 



Gneisses(B.G.C.) 

- 


061 

Older Alluvium 

- 



Phyllite & Schist 

■ 


Sub Total 


- 

Sub-basin Total 

37.13 


062 

Quartzite 

- 


Younger Alluvium 

- 


Sub Total 


- 



Older Alluvium 

0.99 



Phyllite & Schist 

0.57 


063 

Quartzite 

2.56 



Younger Alluvium 

0.45 

Morel 

Sub Total 


4.57 


Bhander Sandstone 

- 


064 

Older Alluvium 

- 



Quartzite 

- 


Sub Total 


- 


065 

Older Alluvium 

14.90 


Quartzite 

■ 


Sub Total 


14.90 


066 

Older Alluvium 

- 


Quartzite 

- 
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Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Saline Dynamic 
Groundwater 
Availability, Mm 3 

Morel 

Sub Total 


- 

067 

Limestone 

- 

Older Alluvium 

0.01 

Phyllite & Schist 

- 

Quartzite 

- 

Sub Total 


0.01 

068 

Older Alluvium 

3.65 

Phyllite & Schist 

- 

Quartzite 

- 

Younger Alluvium 

0.20 

Sub Total 


3.85 

Sub-basin Total 

23.34 

Sodra 

069 

Gneisses(B.G.C.) 

■ 

Phyllite & Schist 

- 

Sub Total 


- 

070 

Gneisses(B.G.C.) 

- 

Older Alluvium 

- 

Phyllite & Schist 

0.07 

Sub Total 


0.07 

071 

Gneisses(B.G.C.) 

3.93 

Phyllite & Schist 

0.78 

Sub Total 


4.71 

Sub-basin Total 

4.78 

Basin Total 

107.65 


Source: CGWB and RGWD 


4.6.3 Assessment of Fresh Static Groundwater Resources (Year 2010) 

The total assessed fresh static groundwater resources of Banas Basin for the year 
2010 is 1,808.90 Mm 3 . It ranges from 10.91 Mm 3 in Sodra Sub-basin to 749.58 
Mm 3 in Morel Sub-basin. The static resources are meagre in bed-rock aquifers 
occurring in various Sub-basins of Banas Basin. Large resources of the order of 
548.91 Mm 3 occur in Older Alluvium unit in Morel Sub-basin, 264.60 Mm 3 in 
Older Alluvium unit in Banas Sub-basin and 311.98 Mm 3 in Older Alluvium 
unit of Mashi Sub-basin. Sub-basin and aquifer unit-wise static groundwater 
resources are given in Table 4.6-3 (for details see Section 3.2.8, Annex GW-7(a) 
& (b) of Main Report). 
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Table 4.6-3 Micro Watershed and Aquifer Wise Fresh Static Groundwater Resources in Banas 

Basin (Year 2010) 


Sub-basin 

Micro Watershed 

Hydrogeological 

Unit 

Fresh Static 
Groundwater 



Availability, Mm 3 



Gneisses(B.G.C.) 

0.11 


001 

Older Alluvium 

38.45 



Phyllite & Schist 

5.51 


Sub Total 


44.08 


002 

Older Alluvium 

40.58 


Phyllite & Schist 

2.07 


Sub Total 


42.65 



Limestone 

2.18 



Older Alluvium 

53.79 


003 

Phyllite & Schist 

1.09 



Quartzite 

0.82 



Shale 

0.14 


Sub Total 


58.03 



Gneisses(B.G.C.) 

3.59 


004 

Older Alluvium 

14.17 



Phyllite & Schist 

9.68 


Sub Total 


27.44 


005 

Phyllite & Schist 

0.88 


006 

Gneisses(B.G.C.) 

7.25 


Phyllite & Schist 

4.03 


Sub Total 


11.29 



Gneisses 

0.02 


007 

Gneisses(B.G.C.) 

1.97 

Banas 


Phyllite & Schist 

0.69 


Sub Total 


2.68 


008 

Gneisses(B.G.C.) 

1.32 


Phyllite & Schist 

1.71 


Sub Total 


3.03 


009 

Gneisses(B.G.C.) 

2.46 


Phyllite & Schist 

1.05 


Sub Total 


3.51 



Erinpura Granite 

- 


010 

Gneisses(B.G.C.) 

0.73 



Phyllite & Schist 

3.10 


Sub Total 


3.84 



Gneisses 

- 


Oil 

Gneisses(B.G.C.) 

3.89 



Phyllite & Schist 

0.82 


Sub Total 


4.71 



Gneisses(B.G.C.) 

0.30 


012 

Older Alluvium 

49.19 



Phyllite & Schist 

0.90 


Sub Total 


50.38 



Gneisses(B.G.C.) 

0.19 


013 

Older Alluvium 

4.72 



Phyllite & Schist 

1.62 


Sub Total 


6.52 
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Sub-basin 

Micro Watershed 

Hydrogeological 

Unit 

Fresh Static 
Groundwater 
Availability, Mm 3 

Banas 

014 

Older Alluvium 

46.75 

Phyllite & Schist 

0.38 

Quartzite 

0.01 

Sub Total 


47.14 

015 

Limestone 

0.47 

Older Alluvium 

16.95 

Phyllite & Schist 

0.18 

Quartzite 

0.50 

Sub Total 


18.10 

016 

Bhander Sandstone 

0.36 

Limestone 

0.17 

Phyllite & Schist 

0.22 

Sub Total 


0.74 

Sub-basin Total 

325.00 

Berach 

017 

Gneisses(B.G.C.) 

0.19 

Limestone 

0.25 

Phyllite & Schist 

2.29 

Sub Total 


2.73 

018 

Bhander Sandstone 


Gneisses(B.G.C.) 

3.90 

Limestone 

3.26 

Phyllite & Schist 

2.74 

Shale 

10.89 

Sub Total 


22.17 

019 

Gneisses(B.G.C.) 

0.05 

Phyllite & Schist 

0.10 

Sub Total 


0.14 

020 

Gneisses(B.G.C.) 

0.11 

Phyllite & Schist 

0.21 

Sub Total 


0.32 

021 

Gneisses(B.G.C.) 

1.37 

Limestone 

- 

Phyllite & Schist 

1.02 

Shale 

1.94 

Sub Total 


4.33 

022 

Gneisses(B.G.C.) 

0.41 

Phyllite & Schist 

0.76 

Sub Total 


1.17 

023 

Gneisses(B.G.C.) 

2.41 

Phyllite & Schist 

2.48 

Shale 

0.46 

Sub Total 


5.36 

024 

Gneisses(B.G.C.) 

1.99 

Limestone 

0.02 

Phyllite & Schist 

0.22 

Sub Total 


2.24 

025 

Gneisses(B.G.C.) 

1.54 

Limestone 

0.40 

Phyllite & Schist 

1.39 

Sub Total 


3.33 


App. BAN-IN-24740-R13-073 

Surface and Groundwater Availability 
122 


July, 2014 










STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Sub-basin 

Micro Watershed 

Hydrogeological 

Unit 

Fresh Static 
Groundwater 
Availability, Mm 3 

Berach 

026 

Gneisses(B.G.C.) 

1.65 

Phyllite & Schist 

0.11 

Sub Total 



027 

Gneisses(B.G.C.) 

0.05 

Limestone 

7.53 

Shale 

2.30 

Sub Total 


9.88 

028 

Limestone 

2.34 

Shale 

2.37 

Sub Total 


4.71 

029 

Deccan Traps 

0.29 

Limestone 

5.64 

Shale 

9.32 

Sub Total 


15.25 

030 

Gneisses(B.G.C.) 

0.03 

Shale 

1.22 

Sub Total 


1.25 

031 

Bhander Sandstone 

0.82 

Shale 

3.20 

Sub Total 


4.02 

032 

Bhander Sandstone 

0.77 

Shale 

0.85 

Sub Total 


1.62 

033 

Gneisses(B.G.C.) 

0.73 

Phyllite & Schist 

0.69 

Shale 

0.87 

Sub Total 


2.29 

034 

Gneisses(B.G.C.) 

1.30 

Limestone 

2.18 

Phyllite & Schist 

0.68 

Shale 

4.20 

Sub Total 


8.37 

035 

Gneisses(B.G.C.) 

1.36 

Phyllite & Schist 

0.61 

Sub Total 


1.97 

036 

Gneisses(B.G.C.) 

3.16 

Phyllite & Schist 

0.68 

Sub Total 


3.84 

Sub-basin Total 

96.75 

Dain 

037 

Gneisses(B.G.C.) 

3.16 

Phyllite & Schist 

0.02 

Sub Total 


3.18 

038 

Gneisses(B.G.C.) 

4.60 

Phyllite & Schist 

0.83 

Sub Total 


5.43 

039 

Gneisses(B.G.C.) 

2.48 

Phyllite & Schist 

1.18 

Sub Total 


3.65 

Sub-basin Total 

12.27 

Gudia 

040 

Older Alluvium 

21.19 
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Sub-basin 

Micro Watershed 

Hydrogeological 

Unit 

Fresh Static 
Groundwater 
Availability, Mm 3 

Gudia 

040 

Phyllite & Schist 

2.95 

Quartzite 

0.02 

Sub Total 


24.17 

041 

Older Alluvium 

0.23 

Phyllite & Schist 

0.81 

Sub Total 


1.04 

Sub-basin Total 

25.21 

Kalisil 

042 

Bhander Sandstone 

3.27 

Older Alluvium 

6.25 

Sub Total 


9.53 

043 

Bhander Sandstone 

0.11 

Older Alluvium 

14.69 

Quartzite 

- 

Sub Total 


14.80 

Sub-basin Total 

24.33 

Khari 

044 

Gneisses(B.G.C.) 

0.19 

045 

Gneisses(B.G.C.) 

4.30 

Older Alluvium 

4.08 

Phyllite & Schist 

0.41 

Sub Total 


8.79 

046 

Gneisses(B.G.C.) 

10.43 

Older Alluvium 

0.43 

Phyllite & Schist 

1.49 

Sub Total 


12.35 

047 

Gneisses 

- 

Gneisses(B.G.C.) 

2.70 

Phyllite & Schist 

0.61 

Sub Total 


3.31 

048 

Gneisses(B.G.C.) 

0.14 

Older Alluvium 

0.20 

Phyllite & Schist 

2.99 

Sub Total 


3.34 

049 

Gneisses(B.G.C.) 

0.62 

Phyllite & Schist 

3.85 

Sub Total 


4.47 

050 

Gneisses(B.G.C.) 

0.30 

Phyllite & Schist 

2.85 

Sub Total 


3.15 

051 

Gneisses(B.G.C.) 

5.14 

Phyllite & Schist 

0.18 

Sub Total 


5.32 

052 

Gneisses(B.G.C.) 

4.33 

Phyllite & Schist 

0.21 

Sub Total 


4.53 

Sub-basin Total 

45.45 

Kothari 

053 

Gneisses(B.G.C.) 

0.71 

Phyllite & Schist 

0.18 

Sub Total 


0.89 

054 

Gneisses 

- 

Gneisses(B.G.C.) 

10.51 
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Sub-basin 

Micro Watershed 

Hydrogeological 

Unit 

Fresh Static 
Groundwater 
Availability, Mm 3 

Kothari 

054 

Phyllite & Schist 

2.17 

Sub Total 


12.68 

055 

Gneisses(B.G.C.) 

3.00 

Phyllite & Schist 

1.87 

Sub Total 


4.88 

Sub-basin Total 

18.44 

Mashi 

056 

Older Alluvium 

5.37 

Quartzite 

0.18 

Younger Alluvium 

131.21 

Sub Total 


136.76 

057 

Gneisses(B.G.C.) 

0.09 

Older Alluvium 

96.39 

Quartzite 

0.10 

Younger Alluvium 

43.02 

Sub Total 


139.61 

058 

Gneisses(B.G.C.) 

1.15 

Older Alluvium 

149.93 

Phyllite & Schist 

0.05 

Quartzite 

0.05 

Younger Alluvium 

0.36 

Sub Total 


151.53 

059 

Gneisses(B.G.C.) 

6.69 

Older Alluvium 

35.39 

Phyllite & Schist 

1.32 

Sub Total 


43.40 

060 

Older Alluvium 

16.27 

Phyllite & Schist 

1.51 

Sub Total 


17.78 

061 

Gneisses(B.G.C.) 

2.50 

Older Alluvium 

8.63 

Phyllite & Schist 

0.76 

Sub Total 


11.89 

Sub-basin Total 

500.97 

Morel 

062 

Quartzite 

0.75 

Younger Alluvium 

49.70 

Sub Total 


50.45 

063 

Older Alluvium 

114.18 

Phyllite & Schist 

0.06 

Quartzite 

0.28 

Younger Alluvium 

116.41 

Sub Total 


230.93 

064 

Bhander Sandstone 

1.92 

Older Alluvium 

44.27 

Quartzite 

0.05 

Sub Total 


46.24 

065 

Older Alluvium 

147.52 

Quartzite 

0.62 

Sub Total 


148.15 

066 

Older Alluvium 

0.01 

Quartzite 

0.78 
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Sub-basin 

Micro Watershed 

Hydrogeological 

Unit 

Fresh Static 
Groundwater 
Availability, Mm 3 

Morel 

Sub Total 


0.79 

067 

Limestone 

1.78 

Older Alluvium 

70.43 

Phyllite & Schist 

0.90 

Quartzite 

0.05 

Sub Total 


73.15 

068 

Older Alluvium 

172.50 

Phyllite & Schist 

0.37 

Quartzite 

0.72 

Younger Alluvium 

26.27 

Sub Total 


199.87 

Sub-basin Total 

749.58 

Sodra 

069 

Gneisses(B.G.C.) 

0.54 

Phyllite & Schist 

0.50 

Sub Total 


1.04 

070 

Gneisses(B.G.C.) 

- 

Older Alluvium 

4.43 

Phyllite & Schist 

2.35 

Sub Total 


6.78 

071 

Gneisses(B.G.C.) 

2.61 

Phyllite & Schist 

0.48 

Sub Total 


3.09 

Sub-basin Total 

10.91 

Basin Total 

1,808.90 


Source: CGWB and RGWD 


4.6.4 Assessment of Saline Static Groundwater Resources (Year 2010) 

The total assessed saline static groundwater resources of Banas Basin for year 
2010 is 90.42 Mm 3 as shown in Table 4.6-4 (for details see Annex GW-7(b) of 
Main Report). 


Table 4.6-4: Micro Watershed and Aquifer Wise Saline Static Groundwater Resources in Banas 

Basin (Year 2010) 


Sub-basin 

Micro Watershed 

Hydrogeological 

Unit 

Saline Static 
Groundwater 
Availability, Mm 3 

Banas 

001 

Gneisses(B.G.C.) 

- 

Older Alluvium 

0.15 

Phyllite & Schist 

0.13 

Sub Total 


0.28 

002 

Older Alluvium 

- 

Phyllite & Schist 

0.07 

Sub Total 


0.07 

003 

Limestone 

- 

Older Alluvium 

3.24 

Phyllite & Schist 

- 

Quartzite 

- 

Shale 

- 

Sub Total 


3.24 

004 

Gneisses(B.G.C.) 

- 
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Sub-basin 

Micro Watershed 

Hydrogeological 

Unit 

Saline Static 
Groundwater 



Availability, Mm 3 


004 

Older Alluvium 

- 


Phyllite & Schist 

- 


Sub Total 


- 


005 

Phyllite & Schist 

- 


006 

Gneisses(B.G.C.) 

- 


Phyllite & Schist 

- 


Sub Total 


- 



Gneisses 

0.13 


007 

Gneisses(B.G.C.) 

- 



Phyllite & Schist 

0.08 


Sub Total 


0.21 


008 

Gneisses(B.G.C.) 

- 


Phyllite & Schist 

- 


Sub Total 


- 


009 

Gneisses(B.G.C.) 

- 


Phyllite & Schist 

- 


Sub Total 


- 



Erinpura Granite 

- 


010 

Gneisses(B.G.C.) 

- 



Phyllite & Schist 

- 


Sub Total 


- 



Gneisses 

0.06 

Banas 

011 

Gneisses(B.G.C.) 

- 


Phyllite & Schist 

0.03 


Sub Total 


0.09 



Gneisses(B.G.C.) 

0.02 


012 

Older Alluvium 

- 



Phyllite & Schist 

- 


Sub Total 


0.02 



Gneisses(B.G.C.) 

0.02 


013 

Older Alluvium 

- 



Phyllite & Schist 

0.05 


Sub Total 


0.07 



Older Alluvium 

- 


014 

Phyllite & Schist 

- 



Quartzite 

- 


Sub Total 


- 



Limestone 

- 


015 

Older Alluvium 

- 


Phyllite & Schist 

- 



Quartzite 

- 


Sub Total 


- 



Bhander Sandstone 

- 


016 

Limestone 

- 



Phyllite & Schist 

- 


Sub Total 


- 

Sub-basin Total 

3.98 



Gneisses(B.G.C.) 

- 

Berach 

017 

Limestone 

- 



Phyllite & Schist 

- 
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Sub-basin 

Micro Watershed 

Hydrogeological 

Unit 

Saline Static 
Groundwater 
Availability, Mm 3 

Berach 

Sub Total 


- 

018 

Bhander Sandstone 

- 

Gneisses(B.G.C.) 

- 

Limestone 

- 

Phyllite & Schist 

- 

Shale 

- 

Sub Total 


- 

019 

Gneisses(B.G.C.) 

- 

Phyllite & Schist 

- 

Sub Total 


- 

020 

Gneisses(B.G.C.) 

- 

Phyllite & Schist 

- 

Sub Total 


- 

021 

Gneisses(B.G.C.) 

- 

Limestone 

- 

Phyllite & Schist 

- 

Shale 

- 

Sub Total 


- 

022 

Gneisses(B.G.C.) 

- 

Phyllite & Schist 

- 

Sub Total 


- 

023 

Gneisses(B.G.C.) 

- 

Phyllite & Schist 

- 

Shale 

- 

Sub Total 


- 

024 

Gneisses(B.G.C.) 

- 

Limestone 

- 

Phyllite & Schist 

- 

Sub Total 


- 

025 

Gneisses(B.G.C.) 

- 

Limestone 

- 

Phyllite & Schist 

- 

Sub Total 


- 

026 

Gneisses(B.G.C.) 

- 

Phyllite & Schist 

- 

Sub Total 


- 

027 

Gneisses(B.G.C.) 

- 

Limestone 

- 

Shale 

- 

Sub Total 


- 

028 

Limestone 

- 

Shale 

- 

Sub Total 


- 

029 

Deccan Traps 

- 

Limestone 

- 

Shale 

- 

Sub Total 


- 

030 

Gneisses(B.G.C.) 

- 

Shale 

- 

Sub Total 


■ 
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Sub-basin 

Micro Watershed 

Hydrogeological 

Unit 

Saline Static 
Groundwater 
Availability, Mm 3 

Berach 

031 

Bhander Sandstone 

- 

Shale 

- 

Sub Total 


- 

032 

Bhander Sandstone 

- 

Shale 

- 

Sub Total 


- 

033 

Gneisses(B.G.C.) 

- 

Phyllite & Schist 

- 

Shale 

- 

Sub Total 


- 

034 

Gneisses(B.G.C.) 

- 

Limestone 

- 

Phyllite & Schist 

- 

Shale 

- 

Sub Total 


- 

035 

Gneisses(B.G.C.) 

- 

Phyllite & Schist 

- 

Sub Total 


- 

036 

Gneisses(B.G.C.) 

- 

Phyllite & Schist 

- 

Sub Total 


- 

Sub-basin Total 

- 

Dain 

037 

Gneisses(B.G.C.) 

0.07 

Phyllite & Schist 

- 

Sub Total 


0.07 

038 

Gneisses(B.G.C.) 

0.72 

Phyllite & Schist 

- 

Sub Total 


0.72 

039 

Gneisses(B.G.C.) 

0.45 

Phyllite & Schist 

0.02 

Sub Total 


0.47 

Sub-basin Total 

1.26 

Gudia 

040 

Older Alluvium 

0.12 

Phyllite & Schist 

0.02 

Quartzite 

0.14 

Sub Total 


0.28 

041 

Older Alluvium 

- 

Phyllite & Schist 

- 

Sub Total 


- 

Sub-basin Total 

0.28 

Kalisil 

042 

Bhander Sandstone 

2.14 

Older Alluvium 

- 

Sub Total 


2.14 

043 

Bhander Sandstone 

0.58 

Older Alluvium 

24.52 

Quartzite 

0.03 

Sub Total 


25.13 

Sub-basin Total 

27.27 

Khari 

044 

Gneisses(B.G.C.) 

- 

045 

Gneisses(B.G.C.) 

0.40 
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Sub-basin 

Micro Watershed 

Hydrogeological 

Unit 

Saline Static 
Groundwater 
Availability, Mm 3 

Khari 

045 

Older Alluvium 

- 

Phyllite & Schist 

- 

Sub Total 


0.40 

046 

Gneisses(B.G.C.) 

0.28 

Older Alluvium 

- 

Phyllite & Schist 

- 

Sub Total 


0.28 

047 

Gneisses 

0.01 

Gneisses(B.G.C.) 

0.34 

Phyllite & Schist 

0.27 

Sub Total 


0.62 

048 

Gneisses(B.G.C.) 

- 

Older Alluvium 

- 

Phyllite & Schist 

- 

Sub Total 


- 

049 

Gneisses(B.G.C.) 

- 

Phyllite & Schist 

- 

Sub Total 


- 

050 

Gneisses(B.G.C.) 

- 

Phyllite & Schist 

- 

Sub Total 


- 

051 

Gneisses(B.G.C.) 

- 

Phyllite & Schist 

- 

Sub Total 


- 

052 

Gneisses(B.G.C.) 

- 

Phyllite & Schist 

- 

Sub Total 


- 

Sub-basin Total 

1.30 

Kothari 

053 

Gneisses(B.G.C.) 

- 

Phyllite & Schist 

- 

Sub Total 


- 

054 

Gneisses 

0.04 

Gneisses(B.G.C.) 

0.44 

Phyllite & Schist 

0.07 

Sub Total 


0.55 

055 

Gneisses(B.G.C.) 

- 

Phyllite & Schist 

- 

Sub Total 


- 

Sub-basin Total 

0.55 

Mashi 

056 

Older Alluvium 

- 

Quartzite 

- 

Younger Alluvium 

- 

Sub Total 


- 

057 

Gneisses(B.G.C.) 

- 

Older Alluvium 

- 

Quartzite 

- 

Younger Alluvium 

- 

Sub Total 


- 

058 

Gneisses(B.G.C.) 

0.12 

Older Alluvium 

23.72 
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Sub-basin 

Micro Watershed 

Hydrogeological 

Unit 

Saline Static 
Groundwater 
Availability, Mm 3 

Mashi 

058 

Phyllite & Schist 

- 

Quartzite 

0.02 

Younger Alluvium 

- 

Sub Total 


23.86 

059 

Gneisses(B.G.C.) 

1.11 

Older Alluvium 

3.47 

Phyllite & Schist 

0.62 

Sub Total 


5.20 

060 

Older Alluvium 

2.09 

Phyllite & Schist 

0.41 

Sub Total 


2.50 

061 

Gneisses(B.G.C.) 

- 

Older Alluvium 

- 

Phyllite & Schist 

- 

Sub Total 


- 

Sub-basin Total 

31.55 

Morel 

062 

Quartzite 

- 

Younger Alluvium 

- 

Sub Total 


- 

063 

Older Alluvium 

2.60 

Phyllite & Schist 

0.06 

Quartzite 

0.28 

Younger Alluvium 

1.08 

Sub Total 


4.02 

064 

Bhander Sandstone 

- 

Older Alluvium 

- 

Quartzite 

- 

Sub Total 


- 

065 

Older Alluvium 

15.65 

Quartzite 

- 

Sub Total 


15.65 

066 

Older Alluvium 

- 

Quartzite 

- 

Sub Total 


- 

067 

Limestone 

- 

Older Alluvium 

0.15 

Phyllite & Schist 

- 

Quartzite 

- 

Sub Total 


0.15 

068 

Older Alluvium 

3.27 

Phyllite & Schist 

- 

Quartzite 

- 

Younger Alluvium 

0.40 

Sub Total 


3.67 

Sub-basin Total 

23.50 

Sodra 

069 

Gneisses(B.G.C.) 

- 

Phyllite & Schist 

- 

Sub Total 


- 

070 

Gneisses(B.G.C.) 

- 

Older Alluvium 

- 
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Sub-basin 

Micro Watershed 

Hydrogeological 

Unit 

Saline Static 
Groundwater 
Availability, Mm 3 

Sodra 

070 

Phyllite & Schist 

0.05 

Sub Total 


0.05 

071 

Gneisses(B.G.C.) 

0.47 

Phyllite & Schist 

0.21 

Sub Total 


0.68 

Sub-basin Total 

0.73 

Basin Total 

90.42 


Source: CGWB and RGWD 


5. Summary of Water Availability in Banas Basin 

5.1 Conceptual Approach (Assessment Considerations) 

Availability of water originating from various sources depends upon the source 

nature and subject to the following ToR requirements: 

• Locally generated surface water the starting point for its rational utilization is 
its availability in terms of ‘native’ or ‘virgin’ (un-intercepted) status, with its 
due dependability nature is considered the ‘hydrologic planning base data’ of 
this part of the Basin’s water sources. 

• In the case of imported water, the governing factor is the on-going (current) 
management of the relevant agreements. Dependability levels of this source 
of water relates to its own source, assumed to be maintained through the 
relevant delivery system. 

• Also for groundwater, its availability for long-term exploitation, clear of any 
current State of overdraft is the basic element. Since it is a derivative of 
rainfall, the dependability level of such rechargeable ‘dynamic’ groundwater 
availability relies on the statistic occurrence of precipitation. 

5.2 Basin Summary of Available Water 

The analysis above have been oriented according to the aforementioned 

assessment considerations, culminated in a summary as shown in Table 5.2-1. 


Table 5.2-1: Summary of Available Water Resources in Banas Basin, Mm 3 (2010) 


Property 

Dependability Level 

Mean 

25% 

50% 

75% 

90% 

Fresh Water 






Local Surface Water (virgin), Mm 3 /yr 

5,097.26 

6,930.40 

4,471.90 

3,262.60 

2,425.20 

Imported Water, Mm 3 /yr 

- 

- 

- 

- 

- 

Fresh Dynamic Groundwater, Mm 3 /yr 

2,282.73 





Fresh Static Groundwater, Mm 3 /yr 

1,808.90 





Total Available Fresh Water, Mm 3 /yr 

9,188.89 





Saline Groundwater 






Saline Dynamic Groundwater, Mm 3 /yr 

107.65 





Saline Static Groundwater, Mm 3 /yr 

90.42 





Total Available Saline Groundwater, Mm 3 /yr 

198.07 





Note: For groundwater, assessment is done for M 

ean Annual Availability as per GEC me 

thodology. 


App. BAN-IN-24740-R13-073 

Surface and Groundwater Availability 
132 


July, 2014 































STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Annex BAN-1 

Data used for Calibration of Model at selected sites and respective 

Model simulated values 

Table Al-1: Observed Values of River Gauge and Discharge Sites used in Calibration, cumecs 


Month-Year 

Gambhiri 

at 

Chittaurgarh 

Banan 

Wada 

Berach 

Nimoda 

Tonk 

Bigod 

Jan-73 




2.56 

0.79 


Feb-73 




2.17 

0.43 


Mar-73 




1.90 

0.10 


Apr-73 




1.64 

0.00 


May-73 




1.49 

0.00 


Jun-73 




1.20 

0.25 


Jul-73 




7.42 

236.23 


Aug-73 




46.66 

898.89 


Sep-73 




38.80 

1,557.22 


Oct-73 




6.13 

131.49 


Nov-73 




2.94 

31.52 


Dec-73 




3.31 

13.14 


Jan-74 




2.64 

8.01 


Feb-74 




2.06 

4.63 


Mar-74 




1.72 

2.64 


Apr-74 




1.57 

0.95 


May-74 




1.47 

0.39 


Jun-74 




0.35 

5.92 


Jul-74 




124.12 

596.93 


Aug-74 




34.08 

383.56 


Sep-74 




4.73 

30.84 


Oct-74 




5.99 

73.71 


Nov-74 




2.50 

10.72 


Dec-74 




3.13 

6.11 


Jan-75 




3.38 

4.61 


Feb-75 




2.68 

3.33 


Mar-75 




1.89 

1.96 


Apr-75 




1.49 

0.63 


May-75 




1.30 

0.02 


Jun-75 




2.89 

18.18 


Jul-75 




107.38 

279.83 


Aug-75 




227.34 

464.56 


Sep-75 




164.97 

603.06 


Oct-75 




29.74 

159.37 


Nov-75 




4.75 

28.01 


Dec-75 




4.17 

11.68 


Jan-76 




3.45 

7.26 

0.00 

Feb-76 




4.85 

5.72 

0.00 

Mar-76 




2.15 

3.27 

0.00 

Apr-76 




1.82 

2.00 

0.00 

May-76 




3.71 

0.55 

0.00 

Jun-76 




9.88 

8.53 

0.00 

Jul-76 




5.38 

69.67 

0.00 

Aug-76 




51.39 

579.70 

0.00 


App. BAN-IN-24740-R13-073 

Surface and Groundwater Availability 
133 


July, 2014 

























































STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Month-Year 

Gambhiri 

at 

Chittaurgarh 

Banan 

Wada 

Berach 

Nimoda 

Tonk 

Bigod 

Sep-76 




39.67 

838.80 

0.00 

Oct-76 




3.13 

35.55 

0.00 

Nov-76 




5.94 

64.87 

69.75 

Dec-76 




3.72 

40.74 

36.93 

Jan-77 




3.27 

13.82 

11.98 

Feb-77 




2.74 

9.95 

9.09 

Mar-77 




2.28 

4.94 

3.29 

Apr-77 




2.23 

1.74 

1.39 

May-77 




2.38 

2.15 

1.12 

Jun-77 




12.57 

13.16 

20.10 

Jul-77 




78.81 

350.93 

92.59 

Aug-77 




71.77 

458.55 

131.38 

Sep-77 




53.64 

276.52 

117.36 

Oct-77 




6.02 

30.51 

13.22 

Nov-77 




2.61 

19.93 

5.79 

Dec-77 




3.52 

10.97 

4.29 

Jan-78 




3.20 

7.11 

3.14 

Feb-78 




3.36 

7.59 

2.69 

Mar-78 




0.91 

4.50 

1.42 

Apr-78 




1.77 

1.08 

0.08 

May-78 




1.38 

0.08 

0.00 

Jun-78 




2.02 

8.50 

2.43 

Jul-78 




14.36 

174.39 

20.12 

Aug-78 




87.93 

216.04 

151.40 

Sep-78 




85.77 

308.64 

86.61 

Oct-78 




5.51 

20.66 

8.81 

Nov-78 




3.85 

10.24 

4.90 

Dec-78 




4.61 

8.82 

2.95 

Jan-79 




4.07 

5.69 

2.46 

Feb-79 




5.13 

9.54 

2.40 

Mar-79 




3.08 

2.96 

1.12 

Apr-79 




2.37 

0.37 

0.42 

May-79 




2.17 

0.00 

0.00 

Jun-79 




2.03 

3.56 

3.82 

Jul-79 




23.30 

382.52 

40.99 

Aug-79 




6.23 

305.68 

128.81 

Sep-79 




3.49 

13.43 

4.40 

Oct-79 




1.90 

5.13 

1.46 

Nov-79 




1.74 

18.38 

25.27 

Dec-79 




1.98 

11.70 

3.92 

Jan-80 


8.14 


1.53 

3.06 

1.83 

Feb-80 


7.18 


1.60 

2.16 

1.12 

Mar-80 


5.04 


1.46 

0.71 

1.08 

Apr-80 


3.40 


1.35 

0.04 

0.12 

May-80 


2.73 


1.16 

0.00 

0.00 

Jun-80 


4.82 


3.09 

20.64 

30.13 

Jul-80 


201.02 


3.14 

121.68 

70.15 

Aug-80 


355.40 


7.24 

231.78 

34.65 

Sep-80 


49.61 


2.93 

47.76 

26.23 

Oct-80 


9.07 


2.13 

4.37 

1.98 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Month-Year 

Gambhiri 

at 

Chittaurgarh 

Banan 

Wada 

Berach 

Nimoda 

Tonk 

Bigod 

Nov-80 


4.44 


1.66 

1.66 

1.16 

Dec-80 


5.97 


1.68 

1.57 

1.05 

Jan-81 

1.08 

6.09 


1.68 

1.27 

1.27 

Feb-81 

1.16 

5.21 


1.57 

0.58 

0.58 

Mar-81 

0.49 

3.81 


1.42 

0.04 

0.37 

Apr-81 

0.12 

2.97 


1.20 

0.00 

0.04 

May-81 

0.00 

2.43 


1.16 

0.00 

0.00 

Jun-81 

0.58 

2.47 


1.12 

4.67 

7.48 

Jul-81 

0.67 

976.48 


137.58 

484.28 

25.54 

Aug-81 

1.68 

172.79 


55.59 

60.22 

23.48 

Sep-81 

1.81 

30.67 


7.87 

22.84 

14.78 

Oct-81 

1.12 

17.03 


3.02 

9.41 

4.48 

Nov-81 

1.12 

6.83 


2.58 

1.70 

1.23 

Dec-81 

1.68 

7.36 


2.13 

0.93 

0.86 

Jan-82 

1.34 

7.80 


3.29 

0.78 

0.67 

Feb-82 

1.07 

5.70 


1.86 

0.37 

0.79 

Mar-82 

0.56 

5.34 


1.75 

0.22 

0.45 

Apr-82 

0.04 

4.21 


1.43 

0.00 

0.04 

May-82 

0.00 

4.44 


1.01 

0.00 

0.34 

Jun-82 

0.00 

5.36 


1.27 

0.00 

0.62 

Jul-82 

1.53 

49.77 


5.38 

46.30 

19.68 

Aug-82 

43.35 

647.14 


29.05 

491.90 

208.52 

Sep-82 

5.09 

66.01 


5.21 

20.91 

10.30 

Oct-82 

1.23 

12.43 


1.87 

2.46 

1.83 

Nov-82 

1.35 

25.35 


1.97 

3.70 

6.40 

Dec-82 

1.49 

7.65 


1.57 

3.21 

1.83 

Jan-83 

1.53 

6.61 


1.53 

2.80 

1.72 

Feb-83 

1.45 

5.29 


1.32 

1.74 

1.36 

Mar-83 

1.01 

3.88 


1.31 

0.30 

0.00 

Apr-83 

0.12 

5.90 


1.39 

1.58 

0.00 

May-83 

0.07 

6.76 


1.01 

0.04 

0.00 

Jun-83 

0.42 

6.79 


1.54 

0.04 

0.00 

Jul-83 

5.53 

342.48 


37.52 

178.61 

81.80 

Aug-83 

25.01 

500.19 


49.21 

328.22 

167.23 

Sep-83 

77.62 

573.92 


60.22 

355.17 

144.95 

Oct-83 

7.80 

47.34 


5.30 

25.76 

18.07 

Nov-83 

2.35 

14.70 


3.28 

7.02 

4.21 

Dec-83 

2.39 

9.26 


3.29 

4.44 

2.87 

Jan-84 

2.50 

8.55 

0.00 

3.21 

3.21 

2.50 

Feb-84 

2.43 

8.70 

0.00 

2.67 

1.80 

2.23 

Mar-84 

1.12 

7.02 

0.00 

1.64 

0.63 

0.71 

Apr-84 

0.31 

5.17 

0.00 

1.58 

0.04 

0.00 

May-84 

0.00 

3.55 

0.00 

1.57 

0.00 

0.00 

Jun-84 

0.00 

6.60 

0.00 

4.44 

1.62 

0.00 

Jul-84 

1.68 

46.15 

37.13 

4.59 

58.54 

39.95 

Aug-84 

55.11 

208.18 

113.54 

6.35 

231.67 

208.22 

Sep-84 

26.54 

165.01 

22.60 

8.49 

207.18 

104.21 

Oct-84 

3.10 

23.07 

0.00 

3.40 

10.94 

6.83 

Nov-84 

2.12 

9.80 

0.00 

2.31 

4.75 

2.78 

Dec-84 

1.79 

7.43 

0.00 

1.64 

2.61 

1.83 


App. BAN-IN-24740-R13-073 

Surface and Groundwater Availability 
135 


July, 2014 






























































STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Month-Year 

Gambhiri 

at 

Chittaurgarh 

Banan 

Wada 

Berach 

Nimoda 

Tonk 

Bigod 

Jan-85 

1.31 

7.58 

0.00 

1.61 

2.17 

1.42 

Feb-85 

1.16 

4.75 

0.00 

1.49 

0.99 

0.95 

Mar-85 

0.34 

3.58 

0.00 

1.38 

0.11 

0.00 

Apr-85 

0.00 

3.32 

0.00 

1.04 

0.00 

0.00 

May-85 

0.00 

2.73 

0.00 

0.97 

0.00 

0.00 

Jun-85 

0.00 

2.74 

0.00 

0.81 

0.00 

0.00 

Jul-85 

0.04 

52.90 

2.17 

6.80 

7.21 

0.86 

Aug-85 

14.00 

228.91 

41.41 

67.02 

135.49 

108.61 

Sep-85 

2.74 

33.41 

8.53 

1.77 

26.47 

14.70 

Oct-85 

3.92 

43.83 

0.00 

2.50 

31.47 

12.36 

Nov-85 

1.54 

12.73 

0.00 

1.16 

2.93 

1.54 

Dec-85 

1.53 

10.49 

0.00 

1.90 

1.72 

1.38 

Jan-86 

1.08 

8.81 

0.00 

1.42 

1.27 

0.71 

Feb-86 

1.45 

10.83 

0.00 

2.07 

3.60 

1.78 

Mar-86 

0.60 

5.79 

0.00 

1.23 

0.19 

0.22 

Apr-86 

0.12 

2.47 

0.00 

1.08 

0.00 

0.00 

May-86 

0.00 

2.76 

0.00 

1.01 

0.71 

2.13 

Jun-86 

0.00 

23.69 

3.58 

0.93 

8.33 

1.12 

Jul-86 

17.66 

354.76 

43.02 

23.67 

413.42 

259.74 

Aug-86 

74.04 

486.30 

49.06 

4.78 

473.19 

254.59 

Sep-86 

2.58 

35.26 

7.35 

1.77 

19.56 

8.72 

Oct-86 

1.34 

14.22 

0.00 

1.61 

5.90 

3.02 

Nov-86 

1.58 

6.21 

0.00 

1.31 

2.12 

1.97 

Dec-86 

0.97 

5.86 

0.00 

1.57 

1.57 

1.34 

Jan-87 

0.97 

5.23 

0.00 

1.61 

1.34 

1.87 

Feb-87 

0.79 

4.38 

0.00 

1.49 

0.58 

0.04 

Mar-87 

0.07 

3.06 

0.00 

1.38 

0.00 

0.00 

Apr-87 

0.00 

2.16 

0.00 

1.39 

0.00 

0.00 

May-87 

0.00 

1.75 

0.00 

1.08 

0.00 

0.00 

Jun-87 

0.00 

3.78 

4.64 

2.04 

0.31 

0.69 

Jul-87 

0.11 

15.12 

3.52 

1.49 

2.95 

1.12 

Aug-87 

12.88 

101.07 

48.08 

2.50 

121.12 

121.94 

Sep-87 

4.75 

134.49 

8.58 

1.89 

136.15 

16.09 

Oct-87 

0.78 

8.44 

2.23 

0.82 

1.72 

0.15 

Nov-87 

0.81 

3.82 

0.10 

0.66 

0.08 

0.00 

Dec-87 

0.97 

5.08 

1.89 

0.86 

0.52 

0.93 

Jan-88 

0.82 

3.36 

0.10 

0.78 

0.26 

0.07 

Feb-88 

0.60 

2.12 

0.00 

0.68 

0.00 

0.12 

Mar-88 

0.22 

1.68 

0.00 

0.56 

0.00 

0.00 

Apr-88 

0.00 

1.27 

0.00 

0.54 

0.00 

0.00 

May-88 

0.00 

0.97 

0.00 

0.41 

0.00 

0.00 

Jun-88 

0.00 

6.13 

0.01 

3.55 

2.16 

0.85 

Jul-88 

1.31 

117.20 

24.17 

9.82 

87.63 

52.01 

Aug-88 

0.60 

92.63 

14.75 

7.62 

75.34 

20.80 

Sep-88 

0.81 

35.88 

5.61 

1.00 

25.35 

7.45 

Oct-88 

0.52 

15.57 

2.24 

1.16 

7.47 

1.98 

Nov-88 

1.08 

4.44 

0.20 

1.20 

0.69 

0.00 

Dec-88 

0.75 

3.66 

0.00 

0.67 

0.00 

0.19 

Jan-89 

0.63 

3.10 

0.00 

0.71 


0.04 

Feb-89 

0.00 

2.07 

0.00 

0.66 


0.04 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Month-Year 

Gambhiri 

at 

Chittaurgarh 

Banan 

Wada 

Berach 

Nimoda 

Tonk 

Bigod 

Mar-89 

0.00 

1.68 

0.00 

0.52 


0.00 

Apr-89 

0.00 

1.16 

0.00 

0.42 


0.00 

May-89 

0.00 

0.90 

0.00 

0.34 


0.00 

Jun-89 

0.00 

4.36 

0.73 

0.81 


0.58 

Jul-89 

0.56 

28.34 

14.00 

1.16 


11.80 

Aug-89 

70.38 

568.29 

85.57 

4.29 


226.18 

Sep-89 

22.18 

133.56 

18.62 

0.85 


55.75 

Oct-89 

1.49 

9.89 

6.94 

0.60 


2.99 

Nov-89 

1.58 

3.86 

4.22 

0.42 


1.35 

Dec-89 

1.46 

2.46 

3.69 

0.56 


0.93 

Jan-90 

26.73 

1.98 

3.06 



0.75 

Feb-90 

1.07 

1.16 

1.25 



0.62 

Mar-90 

0.22 

0.82 

1.25 



0.00 

Apr-90 

0.00 

0.62 

0.00 



0.00 

May-90 

0.00 

0.56 

0.00 



0.00 

Jun-90 

0.12 

2.66 

1.02 



2.47 

Jul-90 

4.37 

87.29 

21.98 



40.62 

Aug-90 

49.25 

269.71 

52.18 



251.34 

Sep-90 

35.46 

235.65 

44.05 



158.41 

Oct-90 

8.03 

46.59 

13.77 



6.42 

Nov-90 

2.93 

8.76 

7.35 



4.63 

Dec-90 

2.35 

4.89 

4.70 



2.91 

Jan-91 

2.54 

4.07 




2.73 

Feb-91 

1.98 

2.44 




1.69 

Mar-91 

0.49 

1.53 




0.71 

Apr-91 

0.96 

1.43 




1.12 

May-91 

0.07 

0.78 




0.00 

Jun-91 

0.00 

0.69 




0.00 

Jul-91 

2.58 

115.37 




74.71 

Aug-91 

24.90 

276.40 




226.85 

Sep-91 

32.02 

323.77 




165.63 

Oct-91 

1.23 

18.52 




4.82 

Nov-91 

1.62 

9.26 




2.39 

Dec-91 

1.68 

5.90 




1.83 

Jan-92 

2.09 

3.32 





Feb-92 

1.20 

2.59 





Mar-92 

0.30 

2.02 





Apr-92 

0.00 

1.35 





May-92 

0.00 

1.16 





Jun-92 

0.00 

1.77 





Jul-92 

0.00 

143.97 





Aug-92 

30.32 

434.18 





Sep-92 

19.60 

235.69 





Oct-92 

2.95 

37.90 





Nov-92 

1.58 

4.44 





Dec-92 

2.28 

5.49 





Jan-93 

2.20 

4.33 





Feb-93 

1.74 

3.84 





Mar-93 

0.37 

2.84 





Apr-93 

0.08 

2.20 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Month-Year 

Gambhiri 

at 

Chittaurgarh 

Banan 

Wada 

Berach 

Nimoda 

Tonk 

Bigod 

May-93 

0.00 

1.57 





Jun-93 

0.19 

7.87 





Jul-93 

16.58 

187.87 





Aug-93 

3.36 

64.89 





Sep-93 

2.51 

31.37 





Oct-93 

0.49 

13.37 





Nov-93 

0.89 

5.09 





Dec-93 

0.71 

3.25 





Jan-94 

0.80 

2.79 


0.59 

0.02 


Feb-94 

0.16 

2.36 


0.71 

0.00 


Mar-94 

0.02 

1.43 


0.68 

0.00 


Apr-94 

0.00 

1.21 


0.62 

0.00 


May-94 

0.00 

1.02 


0.61 

0.00 


Jun-94 

0.00 

7.89 


2.00 

0.00 


Jul-94 

0.61 

317.70 


9.26 

376.90 


Aug-94 

15.97 

387.60 


10.52 

296.10 


Sep-94 

31.19 

181.60 


3.39 

223.80 


Oct-94 

2.29 

35.39 


1.21 

17.74 


Nov-94 

1.47 

7.92 


0.80 

2.06 


Dec-94 

1.42 

4.64 


0.80 

1.96 


Jan-95 

1.54 

20.00 


1.86 

4.33 


Feb-95 

1.74 

8.96 


1.08 

0.33 


Mar-95 

0.51 

2.99 


1.29 

0.00 


Apr-95 

0.07 

2.19 


1.36 

0.00 


May-95 

0.00 

1.66 


1.38 

0.00 


Jun-95 

0.00 

1.82 


1.34 

0.00 


Jul-95 

0.24 

46.46 


3.31 

23.07 


Aug-95 

0.71 

393.20 


27.25 

128.70 


Sep-95 

0.32 

136.00 


11.17 

61.84 


Oct-95 

0.09 

15.27 


4.43 

1.32 


Nov-95 

0.03 

9.46 


3.67 

0.13 


Dec-95 

0.00 

7.02 


3.71 

0.10 


Jan-96 

0.00 

6.38 


18.39 

0.00 


Feb-96 

0.00 

4.97 


2.61 

0.00 


Mar-96 

0.00 

4.27 


1.53 

0.00 


Apr-96 

0.00 

3.45 


1.11 

0.00 


May-96 

0.00 

2.67 


0.79 

0.00 


Jun-96 

0.00 

2.46 


2.22 

0.00 


Jul-96 

15.96 

182.80 


8.96 

159.00 


Aug-96 

92.79 

761.10 


23.44 

766.50 


Sep-96 

91.59 

567.70 


39.11 

374.30 


Oct-96 

3.51 

30.95 


2.05 

19.02 


Nov-96 

1.98 

11.12 


1.79 

5.86 


Dec-96 

1.88 

9.22 


1.44 

1.87 


Jan-97 

1.85 

7.66 


1.86 

1.49 


Feb-97 

1.28 

7.04 


1.39 

1.64 


Mar-97 

0.70 

3.67 


1.30 

1.53 


Apr-97 

0.25 

4.34 


1.50 

1.73 


May-97 

0.00 

4.09 


1.67 

0.11 


Jun-97 

0.00 

4.14 


1.72 

0.00 



App. BAN-IN-24740-R13-073 

Surface and Groundwater Availability 
138 


July, 2014 






























































STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Month-Year 

Gambhiri 

at 

Chittaurgarh 

Banan 

Wada 

Berach 

Nimoda 

Tonk 

Bigod 

Jul-97 

0.11 

13.72 


2.69 

8.62 


Aug-97 

1.05 

96.54 


5.84 

63.89 


Sep-97 

2.81 

48.30 


12.42 

22.10 


Oct-97 

1.57 

14.31 


2.79 

8.56 


Nov-97 

1.34 

8.86 


1.99 

2.33 


Dec-97 

1.68 

9.26 


2.94 

1.74 


Jan-98 

1.57 

4.67 


2.70 

0.79 


Feb-98 

0.51 

3.52 


1.81 

0.21 


Mar-98 

0.03 

3.06 


0.42 

0.09 


Apr-98 

0.00 

3.17 


0.38 

0.00 


May-98 

0.00 

2.48 


0.80 

0.00 


Jun-98 

0.00 

2.15 


0.86 

0.00 


Jul-98 

0.00 

151.00 


24.98 

56.27 


Aug-98 


68.49 


25.46 

5.57 


Sep-98 


46.73 


6.66 

21.94 


Oct-98 


17.60 


2.86 

3.04 


Nov-98 


7.44 


1.93 

0.36 


Dec-98 


2.00 


1.88 

0.00 


Jan-99 


0.95 


2.13 

0.00 


Feb-99 


0.70 


2.17 

0.00 


Mar-99 


0.44 


2.14 

0.00 


Apr-99 


0.17 


2.10 

0.00 


May-99 


0.06 


2.10 

0.00 


Jun-99 

0.00 

11.30 


5.59 

0.00 


Jul-99 

2.72 

52.36 


9.21 

20.60 


Aug-99 

1.29 

197.60 


10.14 

129.90 


Sep-99 

0.44 

33.92 


7.42 

6.26 


Oct-99 

0.37 

19.12 


5.31 

2.56 


Nov-99 

0.09 

12.28 


2.40 

0.12 


Dec-99 

0.21 

9.72 


4.74 

0.00 


Jan-00 

0.04 

4.13 


3.24 

0.00 


Feb-00 

0.00 

2.80 


14.61 

0.00 


Mar-00 


1.64 


0.52 

0.00 


Apr-00 


1.31 


0.72 

0.00 


May-00 


0.55 


0.74 

0.00 


Jun-00 


0.08 


1.01 

0.00 


Jul-00 


58.51 


10.02 

32.37 


Aug-00 


24.14 


2.67 

15.92 


Sep-00 


6.49 


3.38 

2.71 


Oct-OO 


2.11 


0.78 

0.01 


Nov-00 


1.36 


0.61 

0.00 


Dec-00 


1.06 


0.45 

0.00 


Jan-01 


0.77 


0.48 

0.00 


Feb-01 


0.50 


0.46 

0.00 


Mar-01 


0.10 


0.36 

0.00 


Apr-01 

0.00 

0.00 


0.34 

0.00 


May-01 

0.00 

0.00 


1.00 

0.00 


Jun-01 

0.00 

2.15 


1.19 

0.00 


Jul-01 

17.76 

195.70 


25.76 

94.08 


Aug-01 

17.40 

79.13 


15.42 

35.34 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Month-Year 

Gambhiri 

at 

Chittaurgarh 

Banan 

Wada 

Berach 

Nimoda 

Tonk 

Bigod 

Sep-01 

1.13 

7.44 


1.96 

1.55 


Oct-01 

0.29 

5.22 


0.71 

0.00 


Nov-01 

0.20 

2.82 


0.49 

0.00 


Dec-01 

0.24 

1.36 


0.33 

0.00 


Jan-02 

0.27 

0.07 


0.37 

0.00 


Feb-02 

0.01 

0.66 


0.40 

0.00 


Mar-02 

0.00 

0.00 


0.40 

0.00 


Apr-02 

0.00 

0.00 


0.49 

0.00 


May-02 


0.00 


0.53 

1.87 


Jun-02 


1.07 


0.54 

4.69 


Jul-02 

17.76 

4.02 


0.46 

0.20 


Aug-02 

0.00 

14.35 


1.11 

0.00 


Sep-02 

0.00 

4.73 


0.82 

0.00 


Oct-02 

0.00 

2.09 


0.22 

0.00 


Nov-02 

0.00 

1.20 


0.19 

0.00 


Dec-02 

0.00 

0.00 


0.17 

0.00 


Jan-03 

0.00 

0.00 


0.18 

0.00 


Feb-03 

0.00 

0.00 


0.12 

0.00 


Mar-03 

0.00 

0.00 


0.00 

0.00 


Apr-03 

0.00 

0.00 


0.00 

0.00 


May-03 

0.00 

0.00 


0.00 

0.00 


Jun-03 

0.00 

1.13 


0.00 

0.00 


Jul-03 

0.00 

33.06 


0.57 

6.85 


Aug-03 

0.68 

45.54 


0.66 

8.58 


Sep-03 

0.00 

45.67 


0.73 

2.90 


Oct-03 

0.00 

16.99 


0.65 

0.02 


Nov-03 

0.00 

7.83 


0.22 

0.00 


Dec-03 

0.00 

4.91 


0.16 

0.00 


Jan-04 

0.00 

7.58 


0.21 

0.00 


Feb-04 


5.38 


0.23 

0.00 


Mar-04 


3.67 


0.20 

0.00 


Apr-04 


1.19 


0.26 

0.00 


May-04 


6.34 


0.29 

0.00 


Jun-04 


5.95 


0.29 

0.00 


Jul-04 

0.00 

10.46 


0.65 

0.00 


Aug-04 

56.25 

347.00 


1.23 

270.70 


Sep-04 

24.21 

17.51 


0.49 

3.15 


Oct-04 

0.00 

3.09 



0.00 


Nov-04 

0.00 

1.08 



0.00 


Dec-04 

0.00 

0.29 



0.00 


Jan-05 

0.00 

0.02 



0.00 


Feb-05 

0.00 

0.00 



0.00 


Mar-05 

0.00 

0.00 



0.00 


Apr-05 

0.00 

0.00 



0.00 


May-05 

0.00 

0.00 



0.00 


Jun-05 

0.00 

0.00 



0.00 


Jul-05 

0.00 

173.50 



3.12 


Aug-05 

0.00 

0.00 



0.00 


Sep-05 

28.20 

2.18 



0.00 


Oct-05 

0.00 

4.68 



0.00 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Month-Year 

Gambhiri 

at 

Chittaurgarh 

Banan 

Wada 

Berach 

Nimoda 

Tonk 

Bigod 

Nov-05 

0.00 

0.97 



0.00 


Dec-05 

0.00 

0.00 



0.00 


Jan-06 

0.00 

0.00 



0.00 


Feb-06 

0.00 

0.00 



0.00 


Mar-06 

0.00 

0.00 



0.00 


Apr-06 

0.00 

0.00 



0.00 


May-06 

0.00 

0.00 



0.00 


Jun-06 

0.00 

3.24 



0.00 


Jul-06 

0.00 

2.88 



0.00 


Aug-06 

188.70 

227.20 



199.30 


Sep-06 

0.00 

190.20 



81.79 


Oct-06 

0.00 

3.46 



0.75 


Nov-06 

0.00 

2.56 



0.00 


Dec-06 

0.00 

2.73 



0.00 


Jan-07 

0.00 

0.00 



0.00 


Feb-07 

0.00 

0.00 



0.00 


Mar-07 

0.00 

0.00 



0.00 


Apr-07 

0.00 

0.00 



0.00 


May-07 

0.00 

0.00 



0.89 


Jun-07 

0.00 

40.19 



2.13 


Jul-07 

0.00 

91.70 



8.12 


Aug-07 

0.00 

21.18 



1.74 


Sep-07 

0.00 

32.25 



5.65 


Oct-07 

0.00 

7.97 



0.00 


Nov-07 

0.00 

7.37 



0.00 


Dec-07 

0.00 

1.16 



0.00 


Jan-08 

0.00 

0.00 



0.00 


Feb-08 

0.00 

0.00 



0.00 


Mar-08 

0.00 

0.00 



0.00 


Apr-08 

0.00 

0.00 



0.00 


May-08 

0.00 

0.00 



0.00 


Jun-08 

0.00 

19.74 



1.55 


Jul-08 

0.00 

85.67 



11.25 


Aug-08 

0.00 

74.40 



3.95 


Sep-08 

0.00 

47.76 



0.00 


Oct-08 

0.00 

15.82 



0.00 


Nov-08 

0.00 

8.12 



0.00 


Dec-08 

0.00 

2.28 



0.00 


Jan-09 

0.00 

0.00 



0.00 


Feb-09 

0.00 

0.00 



0.00 


Mar-09 

0.00 

0.00 



0.00 


Apr-09 

0.00 

0.00 



0.00 


May-09 

0.00 

0.00 



0.00 


Jun-09 

0.00 

0.00 



0.00 


Jul-09 

0.00 

10.55 



0.00 


Aug-09 

0.00 

11.26 



0.00 


Sep-09 

0.00 

16.19 



0.00 


Oct-09 

0.00 

29.18 



0.00 


Nov-09 

0.00 

10.13 



0.00 


Dec-09 

0.00 

1.27 



0.00 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Month-Year 

Gambhiri 

at 

Chittaurgarh 

Banan 

Wada 

Berach 

Nimoda 

Tonk 

Bigod 

Jan-10 

0.00 

0.00 



0.00 


Feb-10 

0.00 

0.00 



0.00 


Mar-10 

0.00 

0.00 



0.00 


Apr-10 

0.00 

0.00 



0.00 


May-10 

0.00 

0.00 



0.00 


Jun-10 

0.00 

0.00 



0.00 


Jul-10 

0.00 

0.00 



0.00 


Aug-10 

0.00 

102.40 



33.37 


Sep-10 

0.00 

53.74 



25.94 


Oct-10 

0.00 

0.12 



0.00 


Nov-10 

0.00 

0.26 



0.00 


Dec-10 

0.00 

0.05 



0.00 


Note: - River Gauge sites Ghambhiri at Chitt 

aurgarh, Bamanwada Bigod & 

Berach cc 


from 1981,1980,1976 & 1984 respectively. 

Table Al-2: Observed-Simulated Values at Calibration Locations, cumecs 


Month-Year 

Gambhiri at 
Chittaurgarh 

Banan Wada 

Berach 

Nimoda 

Tonk 

Bigod 

Values in brackets are Simulated values 

Jan-73 




2.56 (0.00) 

0.79 (0.00) 


Feb-73 




2.17 (0.00) 

0.43 (0.00) 


Mar-73 




1.90 (0.00) 

0.10 (0.00) 


Apr-73 




1.64 (0.00) 

0.00 (0.00) 


May-73 




1.49 (0.00) 

0.00 (0.00) 


Jun-73 




1.20 (0.00) 

0.25 (0.00) 


Jul-73 




7.42 (0.26) 

236.23 (86.61) 


Aug-73 




46.66 

(121.40) 

898.89 (887.10) 


Sep-73 




38.80 (80.83) 

1,557.22 

(1,266.00) 


Oct-73 




6.13 (9.54) 

131.49 (139.70) 


Nov-73 




2.94 (0.23) 

31.52 (15.88) 


Dec-73 




3.31 (0.00) 

13.14 (1.40) 


Jan-74 




2.64 (0.00) 

8.01 (0.00) 


Feb-74 




2.06 (0.00) 

4.63 (0.00) 


Mar-74 




1.72 (0.00) 

2.64 (0.00) 


Apr-74 




1.57 (0.00) 

0.95 (0.00) 


May-74 




1.47 (0.00) 

0.39 (0.00) 


Jun-74 




0.35 (0.00) 

5.92 (0.01) 


Jul-74 




124.12 

(121.80) 

596.93 (301.90) 


Aug-74 




34.08 (77.45) 

383.56 (394.30) 


Sep-74 




4.73 (2.41) 

30.84 (94.29) 


Oct-74 




5.99 (0.51) 

73.71 (37.10) 


Nov-74 




2.50 (0.03) 

10.72 (3.86) 


Dec-74 




3.13 (0.00) 

6.11 (0.11) 


Jan-75 




3.38 (0.00) 

4.61 (0.00) 


Feb-75 




2.68 (0.00) 

3.33 (0.00) 


Mar-75 




1.89 (0.00) 

1.96 (0.00) 


Apr-75 




1.49 (0.00) 

0.63 (0.00) 


May-75 




1.30 (0.00) 

0.02 (0.00) 


Jun-75 




2.89 (0.00) 

18.18 (0.00) 


Jul-75 




107.38 

279.83 (158.50) 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Month-Year 

Gambhiri at 
Chittaurgarh 

Banan Wada 

Berach 

Nimoda 

Tonk 

Bigod 

Values in brackets are Simulated values 





(60.32) 



Aug-75 




227.34 

(176.20) 

464.56 (206.70) 


Sep-75 




164.97 

(97.81) 

603.06 (427.20) 


Oct-75 




29.74 (21.99) 

159.37 (144.80) 


Nov-75 




4.75 (0.40) 

28.01 (23.33) 


Dec-75 




4.17 (0.00) 

11.68 (3.02) 


Jan-76 




3.45 (0.00) 

7.26 (0.00) 

0.00 (0.00) 

Feb-76 




4.85 (0.00) 

5.72 (0.00) 

0.00 (0.00) 

Mar-76 




2.15 (0.00) 

3.27 (0.00) 

0.00 (0.00) 

Apr-76 




1.82 (0.00) 

2.00 (0.00) 

0.00 (0.00) 

May-76 




3.71 (0.00) 

0.55 (0.00) 

0.00 (0.00) 

Jun-76 




9.88 (0.00) 

8.53 (0.00) 

0.00 (0.00) 

Jul-76 




5.38 (0.09) 

69.67 (13.51) 

0.00 (9.42) 

Aug-76 




51.39 

(119.60) 

579.70 (506.40) 

0.00 (66.22) 

Sep-76 




39.67 (41.92) 

838.80 (388.10) 

0.00 (134.00) 

Oct-76 




3.13 (3.41) 

35.55 (56.12) 

0.00 (2.11) 

Nov-76 




5.94 (0.00) 

64.87 (38.84) 

69.75 (29.78) 

Dec-76 




3.72 (0.00) 

40.74 (5.75) 

36.93 (3.33) 

Jan-77 




3.27 (0.00) 

13.82 (0.00) 

11.98 (0.00) 

Feb-77 




2.74 (0.00) 

9.95 (0.00) 

9.09 (0.00) 

Mar-77 




2.28 (0.00) 

4.94 (0.00) 

3.29 (0.00) 

Apr-77 




2.23 (0.00) 

1.74 (0.00) 

1.39 (0.00) 

May-77 




2.38 (0.00) 

2.15 (0.00) 

1.12 (0.00) 

Jun-77 




12.57 (0.00) 

13.16 (0.27) 

20.10 (0.31) 

Jul-77 




78.81 (25.65) 

350.93 (179.60) 

92.59 (22.50) 

Aug-77 




71.77 (90.81) 

458.55 (357.90) 

131.38 (55.54) 

Sep-77 




53.64 (12.83) 

276.52 (193.50) 

117.36 (24.71) 

Oct-77 




6.02 (1.08) 

30.51 (30.33) 

13.22 (0.00) 

Nov-77 




2.61 (0.00) 

19.93 (0.81) 

5.79 (0.00) 

Dec-77 




3.52 (0.00) 

10.97 (0.00) 

4.29 (0.00) 

Jan-78 




3.20 (0.00) 

7.11 (0.00) 

3.14 (0.00) 

Feb-78 




3.36 (0.00) 

7.59 (0.00) 

2.69 (0.00) 

Mar-78 




0.91 (0.00) 

4.50 (0.00) 

1.42 (0.00) 

Apr-78 




1.77 (0.00) 

1.08 (0.00) 

0.08 (0.00) 

May-78 




1.38 (0.00) 

0.08 (0.00) 

0.00 (0.00) 

Jun-78 




2.02 (0.00) 

8.50 (0.00) 

2.43 (0.00) 

Jul-78 




14.36 

(112.00) 

174.39 (32.49) 

20.12 (16.98) 

Aug-78 




87.93 (82.72) 

216.04 (85.22) 

151.40 (69.82) 

Sep-78 




85.77 

(122.20) 

308.64 (60.99) 

86.61 (34.62) 

Oct-78 




5.51 (3.25) 

20.66 (0.00) 

8.81 (0.08) 

Nov-78 




3.85 (0.00) 

10.24 (0.00) 

4.90 (0.00) 

Dec-78 




4.61 (0.00) 

8.82 (0.00) 

2.95 (0.00) 

Jan-79 




4.07 (0.00) 

5.69 (0.00) 

2.46 (0.00) 

Feb-79 




5.13 (0.00) 

9.54 (0.00) 

2.40 (0.00) 

Mar-79 




3.08 (0.00) 

2.96 (0.00) 

1.12 (0.00) 

Apr-79 




2.37 (0.00) 

0.37 (0.00) 

0.42 (0.00) 

May-79 




2.17 (0.00) 

0.00 (0.00) 

0.00 (0.00) 

Jun-79 




2.03 (0.00) 

3.56 (0.00) 

3.82 (0.00) 

Jul-79 




23.30 (1.69) 

382.52 (95.98) 

40.99 (9.88) 

Aug-79 




6.23 (2.06) 

305.68 (141.70) 

128.81 (62.30) 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Month-Year 

Gambhiri at 
Chittaurgarh 

Banan Wada 

Berach 

Nimoda 

Tonk 

Bigod 

Values in brackets are Simulated values 

Sep-79 




3.49 (0.00) 

13.43 (8.99) 

4.40 (0.02) 

Oct-79 




1.90 (0.00) 

5.13 (0.02) 

1.46 (0.00) 

Nov-79 




1.74 (0.00) 

18.38 (0.13) 

25.27 (0.63) 

Dec-79 




1.98 (0.00) 

11.70 (0.00) 

3.92 (0.02) 

Jan-80 


8.14 (0.00) 


1.53 (0.00) 

3.06 (0.00) 

1.83 (0.00) 

Feb-80 


7.18 (0.00) 


1.60 (0.00) 

2.16 (0.00) 

1.12 (0.00) 

Mar-80 


5.04 (0.00) 


1.46 (0.00) 

0.71 (0.00) 

1.08 (0.00) 

Apr-80 


3.40 (0.00) 


1.35 (0.00) 

0.04 (0.00) 

0.12 (0.00) 

May-80 


2.73 (0.00) 


1.16 (0.00) 

0.00 (0.00) 

0.00 (0.00) 

Jun-80 


4.82 (0.46) 


3.09 (0.00) 

20.64 (1.29) 

30.13 (1.35) 

Jul-80 


201.02 (7.60) 


3.14 (0.07) 

121.68 (8.24) 

70.15 (8.79) 

Aug-80 


355.40 (144.40) 


7.24 (8.22) 

231.78 (91.66) 

34.65 (36.78) 

Sep-80 


49.61 (33.42) 


2.93 (0.94) 

47.76 (33.11) 

26.23 (27.98) 

Oct-80 


9.07 (0.00) 


2.13 (0.00) 

4.37 (0.01) 

1.98 (0.00) 

Nov-80 


4.44 (0.00) 


1.66 (0.00) 

1.66 (0.00) 

1.16 (0.00) 

Dec-80 


5.97 (0.00) 


1.68 (0.00) 

1.57 (0.00) 

1.05 (0.00) 

Jan-81 

1.08 (0.00) 

6.09 (0.00) 


1.68 (0.00) 

1.27 (0.00) 

1.27 (0.00) 

Feb-81 

1.16 (0.00) 

5.21 (0.00) 


1.57 (0.00) 

0.58 (0.00) 

0.58 (0.00) 

Mar-81 

0.49 (0.00) 

3.81 (0.00) 


1.42 (0.00) 

0.04 (0.00) 

0.37 (0.00) 

Apr-81 

0.12 (0.00) 

2.97 (0.00) 


1.20 (0.00) 

0.00 (0.00) 

0.04 (0.00) 

May-81 

0.00 (0.00) 

2.43 (0.00) 


1.16 (0.00) 

0.00 (0.00) 

0.00 (0.00) 

Jun-81 

0.58 (0.00) 

2.47 (0.00) 


1.12 (0.00) 

4.67 (0.00) 

7.48 (0.00) 

Jul-81 

0.67 (0.00) 

976.48 (1768.00) 


137.58 

(1,202.00) 

484.28 (286.60) 

25.54 (0.33) 

Aug-81 

1.68 (0.30) 

172.79 (302.60) 


55.59 

(168.50) 

60.22 (62.54) 

23.48 (6.36) 

Sep-81 

1.81 (0.00) 

30.67 (19.44) 


7.87 (9.42) 

22.84 (14.10) 

14.78 (2.34) 

Oct-81 

1.12 (0.00) 

17.03 (0.41) 


3.02 (0.17) 

9.41 (0.42) 

4.48 (0.00) 

Nov-81 

1.12 (0.00) 

6.83 (0.00) 


2.58 (0.00) 

1.70 (0.33) 

1.23 (0.86) 

Dec-81 

1.68 (0.00) 

7.36 (0.00) 


2.13 (0.00) 

0.93 (0.00) 

0.86 (0.00) 

Jan-82 

1.34 (0.00) 

7.80 (0.00) 


3.29 (0.00) 

0.78 (0.00) 

0.67 (0.00) 

Feb-82 

1.07 (0.00) 

5.70 (0.00) 


1.86 (0.00) 

0.37 (0.00) 

0.79 (0.00) 

Mar-82 

0.56 (0.00) 

5.34 (0.00) 


1.75 (0.00) 

0.22 (0.00) 

0.45 (0.00) 

Apr-82 

0.04 (0.00) 

4.21 (0.00) 


1.43 (0.00) 

0.00 (0.00) 

0.04 (0.00) 

May-82 

0.00 (0.00) 

4.44 (0.00) 


1.01 (0.00) 

0.00 (0.00) 

0.34 (0.00) 

Jun-82 

0.00 (0.00) 

5.36 (0.00) 


1.27 (0.01) 

0.00 (0.00) 

0.62 (0.00) 

Jul-82 

1.53 (0.08) 

49.77 (0.78) 


5.38 (0.15) 

46.30 (1.35) 

19.68 (0.59) 

Aug-82 

43.35 (47.37) 

647.14 (238.20) 


29.05 (8.69) 

491.90 (184.60) 

208.52 (90.32) 

Sep-82 

5.09 (3.14) 

66.01 (32.65) 


5.21 (12.48) 

20.91 (14.34) 

10.30 (4.82) 

Oct-82 

1.23 (0.00) 

12.43 (0.00) 


1.87 (0.12) 

2.46 (0.00) 

1.83 (0.00) 

Nov-82 

1.35 (0.00) 

25.35 (0.00) 


1.97 (0.00) 

3.70 (0.33) 

6.40 (0.47) 

Dec-82 

1.49 (0.00) 

7.65 (0.00) 


1.57 (0.00) 

3.21 (0.00) 

1.83 (0.00) 

Jan-83 

1.53 (0.00) 

6.61 (0.00) 


1.53 (0.00) 

2.80 (0.00) 

1.72 (0.00) 

Feb-83 

1.45 (0.00) 

5.29 (0.00) 


1.32 (0.00) 

1.74 (0.00) 

1.36 (0.00) 

Mar-83 

1.01 (0.00) 

3.88 (0.00) 


1.31 (0.00) 

0.30 (0.00) 

0.00 (0.00) 

Apr-83 

0.12 (0.00) 

5.90 (0.00) 


1.39 (0.00) 

1.58 (0.00) 

0.00 (0.00) 

May-83 

0.07 (0.00) 

6.76 (0.00) 


1.01 (0.00) 

0.04 (0.00) 

0.00 (0.00) 

Jun-83 

0.42 (0.01) 

6.79 (0.02) 


1.54 (0.00) 

0.04 (0.26) 

0.00 (0.77) 

Jul-83 

5.53 (1.42) 

342.48 (140.80) 


37.52 (54.62) 

178.61 (65.59) 

81.80 (18.99) 

Aug-83 

25.01 (8.56) 

500.19 (412.10) 


49.21 (84.86) 

328.22 (298.40) 

167.23 (58.93) 

Sep-83 

77.62 (67.00) 

573.92 (347.10) 


60.22 (59.05) 

355.17 (224.80) 

144.95 (114.40) 

Oct-83 

7.80 (1.21) 

47.34 (28.47) 


5.30 (4.75) 

25.76 (25.65) 

18.07 (6.80) 

Nov-83 

2.35 (0.00) 

14.70 (0.60) 


3.28 (0.00) 

7.02 (2.07) 

4.21 (0.00) 

Dec-83 

2.39 (0.00) 

9.26 (0.00) 


3.29 (0.00) 

4.44 (0.00) 

2.87 (0.00) 

Jan-84 

2.50 (0.00) 

8.55 (0.00) 

0.00 (0.03) 

3.21 (0.00) 

3.21 (0.00) 

2.50 (0.00) 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Month-Year 

Gambhiri at 
Chittaurgarh 

Banan Wada 

Berach 

Nimoda 

Tonk 

Bigod 

Values in brackets are Simulated values 

Feb-84 

2.43 (0.00) 

8.70 (0.00) 

0.00 (0.02) 

2.67 (0.00) 

1.80 (0.00) 

2.23 (0.00) 

Mar-84 

1.12 (0.00) 

7.02 (0.00) 

0.00 (0.00) 

1.64 (0.00) 

0.63 (0.00) 

0.71 (0.00) 

Apr-84 

0.31 (0.00) 

5.17 (0.00) 

0.00 (0.00) 

1.58 (0.00) 

0.04 (0.00) 

0.00 (0.00) 

May-84 

0.00 (0.00) 

3.55 (0.00) 

0.00 (0.00) 

1.57 (0.00) 

0.00 (0.00) 

0.00 (0.00) 

Jun-84 

0.00 (0.00) 

6.60 (0.00) 

0.00 (0.00) 

4.44 (0.00) 

1.62 (0.00) 

0.00 (0.00) 

Jul-84 

1.68 (0.88) 

46.15 (0.23) 

37.13 (0.44) 

4.59 (0.22) 

58.54 (2.10) 

39.95 (0.62) 

Aug-84 

55.11 (85.38) 

208.18 (211.60) 

113.54 (36.16) 

6.35 (4.92) 

231.67 (208.10) 

208.22 (139.90) 

Sep-84 

26.54 (11.97) 

165.01 (76.52) 

22.60 (0.55) 

8.49 (10.14) 

207.18 (65.16) 

104.21 (37.74) 

Oct-84 

3.10 (0.04) 

23.07 (0.00) 

0.00 (0.01) 

3.40 (0.00) 

10.94 (0.01) 

6.83 (0.00) 

Nov-84 

2.12 (0.00) 

9.80 (0.00) 

0.00 (0.02) 

2.31 (0.00) 

4.75 (0.00) 

2.78 (0.00) 

Dec-84 

1.79 (0.00) 

7.43 (0.00) 

0.00 (0.03) 

1.64 (0.00) 

2.61 (0.00) 

1.83 (0.00) 

Jan-85 

1.31 (0.00) 

7.58 (0.00) 

0.00 (0.03) 

1.61 (0.00) 

2.17 (0.00) 

1.42 (0.00) 

Feb-85 

1.16 (0.00) 

4.75 (0.00) 

0.00 (0.01) 

1.49 (0.00) 

0.99 (0.00) 

0.95 (0.00) 

Mar-85 

0.34 (0.00) 

3.58 (0.00) 

0.00 (0.00) 

1.38 (0.00) 

0.11 (0.00) 

0.00 (0.00) 

Apr-85 

0.00 (0.00) 

3.32 (0.00) 

0.00 (0.00) 

1.04 (0.00) 

0.00 (0.00) 

0.00 (0.00) 

May-85 

0.00 (0.00) 

2.73 (0.00) 

0.00 (0.00) 

0.97 (0.00) 

0.00 (0.00) 

0.00 (0.00) 

Jun-85 

0.00 (0.00) 

2.74 (0.00) 

0.00 (0.00) 

0.81 (0.00) 

0.00 (0.00) 

0.00 (0.00) 

Jul-85 

0.04 (0.05) 

52.90 (4.23) 

2.17 (0.01) 

6.80 (3.33) 

7.21 (0.00) 

0.86 (0.00) 

Aug-85 

14.00 (12.90) 

228.91 (195.30) 

41.41 (11.87) 

67.02 (56.20) 

135.49 (117.10) 

108.61 (90.90) 

Sep-85 

2.74 (0.94) 

33.41 (6.06) 

8.53 (0.03) 

1.77 (1.90) 

26.47 (4.85) 

14.70 (2.63) 

Oct-85 

3.92 (0.00) 

43.83 (3.90) 

0.00 (0.13) 

2.50 (0.00) 

31.47 (0.09) 

12.36 (0.06) 

Nov-85 

1.54 (0.00) 

12.73 (0.00) 

0.00 (0.02) 

1.16 (0.00) 

2.93 (0.00) 

1.54 (0.00) 

Dec-85 

1.53 (0.00) 

10.49 (0.00) 

0.00 (0.03) 

1.90 (0.00) 

1.72 (0.00) 

1.38 (0.00) 

Jan-86 

1.08 (0.00) 

8.81 (0.00) 

0.00 (0.03) 

1.42 (0.00) 

1.27 (0.00) 

0.71 (0.00) 

Feb-86 

1.45 (0.00) 

10.83 (0.00) 

0.00 (0.02) 

2.07 (0.00) 

3.60 (0.00) 

1.78 (0.00) 

Mar-86 

0.60 (0.00) 

5.79 (0.00) 

0.00 (0.00) 

1.23 (0.00) 

0.19 (0.00) 

0.22 (0.00) 

Apr-86 

0.12 (0.00) 

2.47 (0.00) 

0.00 (0.00) 

1.08 (0.00) 

0.00 (0.00) 

0.00 (0.00) 

May-86 

0.00 (0.00) 

2.76 (0.00) 

0.00 (0.00) 

1.01 (0.00) 

0.71 (0.00) 

2.13 (0.00) 

Jun-86 

0.00 (0.00) 

23.69 (0.00) 

3.58 (0.00) 

0.93 (0.00) 

8.33 (0.00) 

1.12 (0.00) 

Jul-86 

17.66 (50.41) 

354.76 (226.70) 

43.02 (18.89) 

23.67 (0.51) 

413.42 (181.90) 

259.74 (132.30) 

Aug-86 

74.04 (54.54) 

486.30 (321.60) 

49.06 (30.00) 

4.78 (1.22) 

473.19 (260.60) 

254.59 (180.10) 

Sep-86 

2.58 (0.60) 

35.26 (3.77) 

7.35 (0.00) 

1.77 (0.00) 

19.56 (3.02) 

8.72 (1.43) 

Oct-86 

1.34 (0.00) 

14.22 (0.31) 

0.00 (0.01) 

1.61 (0.00) 

5.90 (0.00) 

3.02 (0.00) 

Nov-86 

1.58 (0.00) 

6.21 (0.00) 

0.00 (0.02) 

1.31 (0.00) 

2.12 (0.00) 

1.97 (0.00) 

Dec-86 

0.97 (0.00) 

5.86 (0.00) 

0.00 (0.04) 

1.57 (0.00) 

1.57 (0.00) 

1.34 (0.00) 

Jan-87 

0.97 (0.00) 

5.23 (0.00) 

0.00 (0.04) 

1.61 (0.00) 

1.34 (0.00) 

1.87 (0.00) 

Feb-87 

0.79 (0.00) 

4.38 (0.00) 

0.00 (0.01) 

1.49 (0.00) 

0.58 (0.00) 

0.04 (0.00) 

Mar-87 

0.07 (0.00) 

3.06 (0.00) 

0.00 (0.00) 

1.38 (0.00) 

0.00 (0.00) 

0.00 (0.00) 

Apr-87 

0.00 (0.00) 

2.16 (0.00) 

0.00 (0.00) 

1.39 (0.00) 

0.00 (0.00) 

0.00 (0.00) 

May-87 

0.00 (0.00) 

1.75 (0.00) 

0.00 (0.00) 

1.08 (0.00) 

0.00 (0.00) 

0.00 (0.00) 

Jun-87 

0.00 (0.00) 

3.78 (0.00) 

4.64 (0.00) 

2.04 (0.00) 

0.31 (0.00) 

0.69 (0.00) 

Jul-87 

0.11 (0.00) 

15.12 (0.00) 

3.52 (0.00) 

1.49 (0.00) 

2.95 (0.00) 

1.12 (0.00) 

Aug-87 

12.88 (24.51) 

101.07 (38.30) 

48.08 (1.08) 

2.50 (0.09) 

121.12 (37.07) 

121.94 (32.15) 

Sep-87 

4.75 (42.98) 

134.49 (71.36) 

8.58 (0.91) 

1.89 (0.11) 

136.15 (66.62) 

16.09 (55.27) 

Oct-87 

0.78 (0.03) 

8.44 (0.00) 

2.23 (0.01) 

0.82 (0.00) 

1.72 (0.00) 

0.15 (0.00) 

Nov-87 

0.81 (0.00) 

3.82 (0.00) 

0.10 (0.02) 

0.66 (0.00) 

0.08 (0.00) 

0.00 (0.00) 

Dec-87 

0.97 (0.00) 

5.08 (0.00) 

1.89 (0.04) 

0.86 (0.00) 

0.52 (0.00) 

0.93 (0.00) 

Jan-88 

0.82 (0.00) 

3.36 (0.00) 

0.10 (0.03) 

0.78 (0.00) 

0.26 (0.00) 

0.07 (0.00) 

Feb-88 

0.60 (0.00) 

2.12 (0.00) 

0.00 (0.01) 

0.68 (0.00) 

0.00 (0.00) 

0.12 (0.00) 

Mar-88 

0.22 (0.00) 

1.68 (0.00) 

0.00 (0.00) 

0.56 (0.00) 

0.00 (0.00) 

0.00 (0.00) 

Apr-88 

0.00 (0.00) 

1.27 (0.00) 

0.00 (0.00) 

0.54 (0.00) 

0.00 (0.00) 

0.00 (0.00) 

May-88 

0.00 (0.00) 

0.97 (0.00) 

0.00 (0.00) 

0.41 (0.00) 

0.00 (0.00) 

0.00 (0.00) 

Jun-88 

0.00 (0.00) 

6.13 (0.38) 

0.01 (0.00) 

3.55 (0.03) 

2.16 (0.00) 

0.85 (0.00) 

Jul-88 

1.31 (0.68) 

117.20 (90.90) 

24.17 (0.13) 

9.82 (2.69) 

87.63 (10.61) 

52.01 (5.08) 

Aug-88 

0.60 (0.24) 

92.63 (101.50) 

14.75 (1.65) 

7.62 (16.17) 

75.34 (23.13) 

20.80 (7.14) 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Month-Year 

Gambhiri at 
Chittaurgarh 

Banan Wada 

Berach 

Nimoda 

Tonk 

Bigod 

Values in brackets are Simulated values 

Sep-88 

0.81 (0.00) 

35.88 (8.79) 

5.61 (0.27) 

1.00 (0.17) 

25.35 (5.79) 

7.45 (1.49) 

Oct-88 

0.52 (0.00) 

15.57 (0.11) 

2.24 (0.02) 

1.16 (0.00) 

7.47 (0.12) 

1.98 (0.04) 

Nov-88 

1.08 (0.00) 

4.44 (0.00) 

0.20 (0.02) 

1.20 (0.00) 

0.69 (0.00) 

0.00 (0.00) 

Dec-88 

0.75 (0.00) 

3.66 (0.00) 

0.00 (0.03) 

0.67 (0.00) 

0.00 (0.00) 

0.19 (0.00) 

Jan-89 

0.63 (0.00) 

3.10 (0.00) 

0.00 (0.03) 

0.71 (0.00) 


0.04 (0.00) 

Feb-89 

0.00 (0.00) 

2.07 (0.00) 

0.00 (0.01) 

0.66 (0.00) 


0.04 (0.00) 

Mar-89 

0.00 (0.00) 

1.68 (0.00) 

0.00 (0.00) 

0.52 (0.00) 


0.00 (0.00) 

Apr-89 

0.00 (0.00) 

1.16 (0.00) 

0.00 (0.00) 

0.42 (0.00) 


0.00 (0.00) 

May-89 

0.00 (0.00) 

0.90 (0.00) 

0.00 (0.00) 

0.34 (0.00) 


0.00 (0.00) 

Jun-89 

0.00 (0.00) 

4.36 (0.00) 

0.73 (0.00) 

0.81 (0.00) 


0.58 (0.00) 

Jul-89 

0.56 (0.00) 

28.34 (2.96) 

14.00 (0.38) 

1.16 (0.00) 


11.80 (0.76) 

Aug-89 

70.38 (97.57) 

568.29 (373.00) 

85.57 (96.44) 

4.29 (0.18) 


226.18 (281.50) 

Sep-89 

22.18 (17.07) 

133.56 (96.99) 

18.62 (34.10) 

0.85 (0.04) 


55.75 (78.53) 

Oct-89 

1.49 (0.01) 

9.89 (0.00) 

6.94 (0.00) 

0.60 (0.00) 


2.99 (0.00) 

Nov-89 

1.58 (0.00) 

3.86 (0.00) 

4.22 (0.02) 

0.42 (0.00) 


1.35 (0.00) 

Dec-89 

1.46 (0.00) 

2.46 (0.00) 

3.69 (0.04) 

0.56 (0.00) 


0.93 (0.00) 

Jan-90 

26.73 (0.00) 

1.98 (0.00) 

3.06 (0.03) 



0.75 (0.00) 

Feb-90 

1.07 (0.00) 

1.16 (0.00) 

1.25 (0.02) 



0.62 (0.00) 

Mar-90 

0.22 (0.00) 

0.82 (0.00) 

1.25 (0.00) 



0.00 (0.00) 

Apr-90 

0.00 (0.00) 

0.62 (0.00) 

0.00 (0.00) 



0.00 (0.00) 

May-90 

0.00 (0.00) 

0.56 (0.00) 

0.00 (0.00) 



0.00 (0.00) 

Jun-90 

0.12 (0.00) 

2.66 (0.00) 

1.02 (0.00) 



2.47 (0.03) 

Jul-90 

4.37 (0.45) 

87.29 (62.42) 

21.98 (0.40) 



40.62 (5.64) 

Aug-90 

49.25 (84.30) 

269.71 (244.00) 

52.18 (16.36) 



251.34 (142.50) 

Sep-90 

35.46 (21.66) 

235.65 (89.55) 

44.05 (35.76) 



158.41 (69.86) 

Oct-90 

8.03 (0.08) 

46.59 (1.74) 

13.77 (1.23) 



6.42 (1.62) 

Nov-90 

2.93 (0.00) 

8.76 (0.00) 

7.35 (0.02) 



4.63 (0.00) 

Dec-90 

2.35 (0.00) 

4.89 (0.00) 

4.70 (0.04) 



2.91 (0.00) 

Jan-91 

2.54 (0.00) 

4.07 (0.00) 




2.73 (0.00) 

Feb-91 

1.98 (0.00) 

2.44 (0.00) 




1.69 (0.00) 

Mar-91 

0.49 (0.00) 

1.53 (0.00) 




0.71 (0.00) 

Apr-91 

0.96 (0.00) 

1.43 (0.00) 




1.12 (0.31) 

May-91 

0.07 (0.00) 

0.78 (0.00) 




0.00 (0.00) 

Jun-91 

0.00 (0.00) 

0.69 (0.00) 




0.00 (0.00) 

Jul-91 

2.58 (12.93) 

115.37 (93.09) 




74.71 (51.63) 

Aug-91 

24.90 (49.49) 

276.40 (286.20) 




226.85 (109.60) 

Sep-91 

32.02 (11.30) 

323.77 (149.80) 




165.63 (40.98) 

Oct-91 

1.23 (0.00) 

18.52 (0.00) 




4.82 (0.00) 

Nov-91 

1.62 (0.00) 

9.26 (0.00) 




2.39 (0.00) 

Dec-91 

1.68 (0.00) 

5.90 (0.00) 




1.83 (0.00) 

Mean 

5.80 (4.80) 

58.20 (33.00) 

8.70 (3.40) 

16.80 (14.10) 

65.00 (35.00) 

24.20 (11.90) 


Note: - River Gauge sites Ghambhiri at Chittaurgarh, Bamanwada Bigod & Berach commenced from 1981, 
1980,1976 & 1984 respectively. 


Table Al-3: Morel Bund Gauge-Capacity Data 


Year 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

30 st June 

31 st July 

31 st Aug. 

15 th /30 st Sept. 

1996 

123.16 

8.91 

129.16 

16.32 

143.67 

50.88 

151.25 

82.46 

1997 

NA 

NA 

129.92 

17.48 

137.17 

32.19 

141.25 

42.82 

1998 

120.00 

5.99 

145.50 

57.19 

148.25 

68.79 

148.33 

69.11 

1999 

124.75 

10.47 

138.50 

35.67 

141.75 

44.52 

141.75 

44.52 

2000 

121.58 

7.55 

126.33 

12.55 

127.75 

14.37 

127.75 

14.37 

2001 

121.00 

7.08 

132.25 

21.37 

134.25 

25.13 

134.25 

25.13 

2002 

120.00 

5.99 

120.00 

5.99 

120.92 

7.00 

120.00 

5.99 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Year 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

30 st June 

31 st July 

31 st Aug. 

15 th /30 st Sept. 

2003 

120.00 

5.99 

134.58 

25.95 

134.00 

24.49 

134.17 

24.92 

2004 

120.00 

5.99 

120.00 

5.99 

136.33 

29.98 

135.08 

27.09 

2005 

122.25 

8.07 

135.25 

27.38 

134.25 

25.13 

133.50 

23.50 

2006 

120.00 

5.99 

120.00 

5.99 

120.00 

5.99 

120.00 

5.99 

2007 

120.00 

5.99 

120.00 

5.99 

120.00 

5.99 

120.00 

5.99 

2008 

120.84 

6.92 

126.33 

12.55 

126.42 

12.65 

127.50 

14.01 

2009 

120.00 

5.99 

120.00 

5.99 

120.00 

5.99 

120.00 

5.99 

2010 

120.00 

5.990 

120.00 

5.99 

127.25 

15.36 

128.00 

16.42 


Table Al-4: Chaparwara Gauge-Capacity Data 


Year 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

30 s1 June 

31 s1 July 

31 st Aug. 

15 th /30 st Sept. 

1996 

106.67 

5.98 

108.67 

9.63 

113.75 

23.33 

115.00 

27.47 

1997 

100.00 

0.00 

104.17 

2.68 

108.00 

8.36 

109.17 

10.66 

1998 

100.00 

0.00 

105.92 

4.88 

105.92 

4.88 

105.92 

4.88 

1999 

100.00 

0.00 

103.25 

1.73 

103.25 

1.73 

103.25 

1.73 

2000 

100.00 

0.00 

100.00 

0.00 

100.00 

0.00 

100.00 

0.00 

2001 

102.84 

1.38 

106.42 

5.61 

106.25 

5.36 

106.25 

5.36 

2002 

100.00 

0.00 

100.00 

0.00 

100.00 

0.00 

100.00 

0.00 

2003 

100.75 

0.22 

103.25 

1.73 

105.00 

3.53 

104.75 

3.27 

2004 

100.00 

0.00 

100.00 

0.00 

106.42 

5.61 

105.75 

4.63 

2005 

100.00 

0.00 

100.00 

0.00 

100.00 

0.00 

101.42 

0.54 

2006 

100.00 

0.00 

100.00 

0.00 

100.00 

0.00 

100.00 

0.00 

2007 

100.00 

0.00 

100.00 

0.00 

100.08 

0.02 

102.50 

0.15 

2008 

100.50 

0.15 

100.33 

0.10 

102.42 

1.13 

102.17 

0.98 

2009 

100.00 

0.00 

100.00 

0.00 

100.00 

0.00 

100.00 

0.00 

2010 

100.00 

0.00 

100.00 

0.00 

102.62 

9.49 

103.76 

18.72 


Table Al-5: Bisalpur Gauge-Capacity Data 


Year 

Gauge, 

m 

Capacity 

Mm 3 

Gauge, 

m 

Capacity 

Mm 3 

Gauge, 

m 

Capacity 

Mm 3 

Gauge, 

m 

Capacity 

Mm 3 

30 st June 

31 st July 

31 st Aug. 

15 th /30 st Sept. 

1999 

302.62 

24.88 

305.89 

87.30 

305.97 

89.29 

305.97 

89.29 

2000 

303.15 

30.16 

308.60 

206.67 

308.90 

223.04 

308.90 

223.04 

2001 

305.98 

89.54 

311.00 

396.43 

311.00 

396.43 

311.00 

396.43 

2002 

307.51 

147.19 

307.23 

136.45 

307.47 

145.51 

307.42 

143.62 

2003 

303.94 

43.16 

306.29 

100.98 

307.35 

140.98 

307.97 

172.29 

2004 

305.21 

70.20 

304.94 

63.42 

315.50 

1,095.84 

315.42 

1,079.92 

2005 

313.00 

635.51 

313.14 

649.47 

313.28 

673.63 

313.78 

757.95 

2006 

310.08 

312.11 

310.11 

314.43 

315.50 

1,095.84 

315.50 

1,095.84 

2007 

311.98 

497.97 

312.72 

597.58 

312.80 

608.41 

312.96 

630.09 

2008 

308.21 

185.39 

308.39 

195.21 

309.58 

273.40 

310.10 

313.66 

2009 

306.64 

114.19 

306.83 

121.36 

306.43 

106.26 

306.26 

99.85 

2010 

299.85 

0.23 

299.63 

6.20 

306.77 

119.08 

308.78 

216.52 


Table Al-6: Tordi Sagar Gauge-Capacity Data 


Year 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

30 st June 

31 st July 

31 st Aug. 

15 th /30 st Sept. 

1996 

109.75 

1.51 

125.40 

28.37 

134.00 

65.29 

134.00 

65.29 

1997 

104.00 

0.17 

117.33 

9.05 

121.17 

16.68 

126.25 

31.27 

1998 

100.00 

0.00 

114.58 

5.46 

114.58 

5.46 

114.58 

5.46 

1999 

100.00 

0.00 

116.92 

8.43 

117.50 

9.34 

117.50 

9.34 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Year 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

30 st June 

31 st July 

31 st Aug. 

15 th /30 st Sept. 

2000 

100.00 

0.00 

111.00 

2.21 

113.08 

3.97 

113.08 

3.97 

2001 

100.00 

0.00 

118.50 

10.91 

119.17 

12.25 

119.17 

12.25 

2002 

103.42 

0.12 

102.58 

0.07 

104.00 

0.17 

105.50 

0.48 

2003 

100.00 

0.00 

105.17 

0.30 

107.08 

0.76 

107.58 

0.75 

2004 

100.00 

0.00 

100.00 

0.00 

122.33 

19.37 

121.33 

17.06 

2005 

106.25 

0.46 

109.00 

1.15 

108.75 

1.06 

109.75 

1.51 

2006 

100.00 

0.00 

100.00 

0.00 

100.00 

0.00 

100.00 

0.00 

2007 

113.75 

4.58 

114.17 

5.00 

114.00 

4.84 

113.42 

4.31 

2008 

103.75 

0.15 

106.92 

0.60 

108.58 

1.01 

109.08 

1.19 

2009 

100.00 

0.00 

100.00 

0.00 

100.00 

0.00 

100.00 

0.00 

2010 

100.00 

0.00 

102.65 

0.08 

116.00 

7.22 

116.76 

8.39 

Table Al-7: Kalakh Sagar Gauge-Capacity Data 

Year 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

30 st June 

31 st July 

31 st Aug. 

15 th /30 st Sept. 

1996 

No Water received during last 15 years 

1997 

1998 

1999 

2000 

2001 

2002 

2003 

2004 

2005 

2006 

2007 

2008 

2009 

2010 


Table Al-8: Galwa Bund Gauge-Capacity Data 


Year 

Gauge, ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

30 st June 

31 st July 

31 st Aug. 

15 th /30 st Sept. 

1996 

898.16 

2.25 

901.30 

5.61 

913.00 

38.93 

915.17 

49.72 

1997 

896.00 

1.47 

905.50 

13.09 

908.42 

21.05 

908.67 

21.79 

1998 

898.67 

2.64 

910.33 

27.59 

911.00 

30.43 

911.00 

30.43 

1999 

898.92 

2.82 

912.84 

38.13 

916.58 

57.96 

916.58 

57.96 

2000 

896.00 

1.47 

910.33 

27.59 

913.17 

39.60 

913.17 

39.60 

2001 

901.75 

6.37 

911.00 

30.43 

912.00 

33.97 

912.00 

33.97 

2002 

898.00 

2.12 

896.25 

1.53 

900.25 

4.46 

900.17 

4.39 

2003 

896.00 

1.47 

905.50 

13.09 

907.08 

17.21 

909.00 

22.76 

2004 

898.25 

2.32 

898.67 

2.64 

913.25 

39.91 

912.58 

36.85 

2005 

902.25 

7.22 

907.58 

18.63 

907.25 

17.69 

906.92 

16.76 

2006 

896.00 

1.47 

903.08 

8.61 

906.08 

14.38 

905.92 

13.99 

2007 

910.58 

28.65 

912.33 

35.61 

912.00 

33.97 

912.08 

34.37 

2008 

901.50 

5.95 

903.58 

9.45 

903.84 

9.87 

905.17 

12.39 

2009 

897.33 

1.84 

900.67 

4.82 

901.17 

5.38 

900.50 

4.67 

2010 

896.00 

0.00 

898.90 

2.83 

908.66 

22.22 

910.50 

28.73 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table Al-9: Rajsamand Gauge-Capacity Data 


Year 

Gauge in 
ft 

Capacity 

Mm 3 

Gauge in 
ft 

Capacity 

Mm 3 

Gauge in 
ft 

Capacity 

Mm 3 

Gauge in 
ft 

Capacity 

Mm 3 

30 th June 

31st July 

31st Aug. 

15th/30th Sept. 

1996 

2.15 

11.71 

2.15 

11.71 

5.90 

18.47 

10.35 

29.71 

1997 

(-)0.25 

8.21 

00.25 

8.21 

3.50 

13.87 

10.60 

30.43 

1998 

01.90 

6.34 

01.90 

6.34 

01.90 

6.34 

01.90 

6.34 

1999 

(-)9.50 

2.21 

010.20 

1.69 

09.85 

1.67 

09.85 

1.67 

2000 

0.00 

8.49 

0.00 

8.49 

0.00 

8.49 

0.00 

8.49 

2001 

0.00 

8.49 

05.20 

3.60 

02.30 

6.22 

02.80 

5.71 

2002 

09-65 

1.73 

OH-30 

1.25 

OH-60 

1.16 

012.00 

1.08 

2003 

0.00 

8.49 

0.00 

8.49 

0.00 

8.49 

0.00 

8.49 

2004 

0.00 

8.49 

0.00 

8.49 

0.00 

8.49 

0.00 

8.49 

2005 

0.00 

8.49 

0.00 

8.49 

0.00 

8.49 

08.80 

2.38 

2006 

09.00 

2.01 

09.00 

2.01 

9.80 

29.58 

17.70 

53.86 

2007 

2.40 

12.03 

10.25 

29.44 

14.00 

40.20 

15.90 

45.25 

2008 

2.30 

11.89 

1.50 

10.62 

1.50 

10.62 

1.20 

10.19 

2009 

(-)5.40 

3.48 

05.00 

3.68 

05.70 

3.37 

06.20 

3.17 

2010 

016.00 

0.28 

05.34 

0.01 

01.74 

0.10 

3.41 

13.70 


Table Al-10: Meja Gauge-Capacity Data 


Year 

Gauge, m 

Capacity 

Mm 3 

Gauge, 

m 

Capacity 

Mm 3 

Gauge, 

m 

Capacity 

Mm 3 

Gauge, 

m 

Capacity 

Mm 3 

30 st June 

31 st July 

31 st Aug. 

15 th /30 st Sept. 

1996 

439.10 

0.70 

441.72 

1.48 

443.92 

2.68 

445.87 

4.04 

1997 

439.86 

0.93 

440.90 

1.24 

441.84 

1.52 

441.84 

1.52 

1998 

439.34 

0.78 

440.04 

0.98 

440.04 

0.98 

440.04 

0.98 

1999 

437.85 

0.50 

439.40 

0.79 

440.47 

1.11 

440.47 

1.11 

2000 

437.85 

0.50 

439.31 

0.77 

439.59 

0.85 

439.59 

0.85 

2001 

437.85 

0.50 

440.32 

1.06 

441.36 

1.37 

441.36 

1.37 

2002 

437.85 

0.50 

437.85 

0.50 

437.85 

0.50 

437.85 

0.50 

2003 

439.09 

0.70 

439.86 

0.93 

440.29 

1.06 

440.11 

1.00 

2004 

437.85 

0.50 

438.59 

0.59 

443.39 

2.36 

443.08 

2.18 

2005 

437.85 

0.50 

437.85 

0.50 

437.85 

0.50 

438.89 

0.64 

2006 

437.85 

0.50 

440.97 

1.26 

447.02 

5.19 

447.01 

5.18 

2007 

439.34 

0.78 

440.17 

1.02 

439.92 

0.95 

439.74 

0.89 

2008 

437.85 

0.50 

437.85 

0.50 

437.85 

0.50 

437.88 

0.50 

2009 

437.85 

0.50 

438.28 

0.55 

437.88 

0.50 

B.S 

0.50 

2010 

437.85 

0.00 

437.85 

0.00 

439.44 

2.16 

440.65 

5.22 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table Al-11: Gosunda Project Gauge-Capacity Data 


Year 

1996 

1997 

1998 

1999 

2000 

2001 

2002 

2003 

2004 

2005 

2006 

2007 

2008 

2009 

2010 


Gauge, 

ft 


Capacity 

Mm 3 


30 st June 


Gauge, 

ft 


Capacity 

Mm 3 


31 st July 


Gauge, 

ft 


Capacity 

Mm 3 


31 st Aug. 


Gauge, 

ft 


Capacity 

Mm 3 


15 th /30 st Sept. 


Table Al-12: Narayan Sagar Gauge-Capacity Data 


Year 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

30 st June 

31 st July 

31 st Aug. 

15 th /30 st Sept. 

1996 

85.17 

0.45 

88.84 

2.84 

90.75 

4.41 

92.00 

5.78 

1997 

84.00 

0.22 

85.08 

0.39 

89.92 

3.54 

90.75 

4.41 

1998 

84.00 

0.22 

85.33 

0.55 

85.33 

0.55 

85.33 

0.55 

1999 

84.00 

0.22 

84.00 

0.22 

84.58 

0.29 

84.58 

0.29 

2000 

84.00 

0.22 

88.58 

2.67 

88.58 

2.67 

88.58 

2.67 

2001 

84.00 

0.22 

91.92 

5.69 

95.50 

10.89 

NA 

NA 

2002 

84.00 

0.22 

84.00 

0.22 

84.00 

0.22 

84.00 

0.22 

2003 

87.42 

1.91 

86.33 

1.20 

102.49 

26.41 

86.25 

1.15 

2004 

84.00 

0.22 

84.00 

0.22 

86.00 

0.99 

85.08 

0.39 

2005 

84.00 

0.22 

85.58 

0.71 

84.92 

0.33 

89.84 

3.49 

2006 

84.00 

0.22 

84.58 

0.29 

89.75 

3.43 

89.42 

3.22 

2007 

84.00 

0.22 

85.17 

0.45 

85.00 

0.34 

85.00 

0.34 

2008 

84.00 

0.22 

84.00 

0.22 

84.00 

0.22 

84.00 

0.22 

2009 

84.00 

0.22 

84.00 

0.22 

84.00 

0.22 

84.00 

0.22 

2010 

84.00 

0.00 

84.00 

0.00 

85.08 

0.34 

86.06 

0.37 


Table Al-13: Lasadiya Irrigation Project Gauge-Capacity Data 


Year 

Gauge, m 

Capacity 

Mm 3 

Gauge, 

m 

Capacity 

Mm 3 

Gauge, 

m 

Capacity 

Mm 3 

Gauge, 

m 

Capacity 

Mm 3 

30 st June 

31 st July 

31 st Aug. 

15 th /30 st Sept. 

1996 

NA 

NA 

333.50 

11.92 

333.95 

14.69 

330.90 

1.76 

1997 

NA 

NA 

330.00 

0.00 

332.25 

6.25 

332.40 

6.82 

1998 

NA 

NA 

332.40 

6.82 

332.50 

7.20 

332.50 

7.20 

1999 

NA 

NA 

331.50 

3.80 

332.30 

6.43 

332.30 

6.43 

2000 

NA 

NA 

333.60 

12.54 

333.60 

12.54 

333.60 

12.54 

2001 

NA 

NA 

333.45 

11.62 

333.30 

10.83 

333.29 

10.64 

2002 

NA 

NA 

330.00 

0.00 

330.00 

0.00 

330.00 

0.00 

2003 

NA 

NA 

330.00 

0.00 

330.00 

0.00 

330.00 

0.00 

2004 

NA 

NA 

330.00 

0.00 

333.65 

12.84 

333.19 

10.26 

2005 

NA 

NA 

330.00 

0.00 

330.00 

0.00 

330.00 

0.00 

2006 

NA 

NA 

330.00 

0.00 

330.00 

0.00 

330.00 

0.00 

2007 

NA 

NA 

330.00 

0.00 

330.00 

0.00 

330.00 

0.00 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Year 

Gauge, m 

Capacity 

Mm 3 

Gauge, 

m 

Capacity 

Mm 3 

Gauge, 

m 

Capacity 

Mm 3 

Gauge, 

m 

Capacity 

Mm 3 

30 st June 

31 st July 

31 st Aug. 

15 th /30 st Sept. 

2008 

NA 

NA 

330.00 

0.00 

330.00 

0.00 

330.00 

0.00 

2009 

NA 

NA 

330.00 

0.00 

330.00 

0.00 

330.00 

0.00 

2010 

330.00 

0.00 

330.00 

0.00 

333.41 

11.31 

333.30 

10.65 


Table Al-14: Hingonia Gauge-Capacity Data 


Year 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

30 st June 

31 st July 

31 st Aug. 

15 th /30 st Sept. 

1996 

100.00 

0.00 

106.50 

1.03 

113.00 

5.35 

113.00 

5.35 

1997 

100.00 

0.00 

104.33 

0.45 

106.25 

0.96 

106.25 

0.96 

1998 

100.00 

0.00 

110.84 

3.38 

110.84 

3.38 

110.84 

3.38 

1999 

100.00 

0.00 

104.84 

0.58 

104.84 

0.58 

104.84 

0.58 

2000 

100.00 

0.00 

108.50 

1.91 

108.50 

1.91 

108.50 

1.91 

2001 

100.00 

0.00 

105.00 

0.62 

104.17 

0.41 

111.67 

4.99 

2002 

100.00 

0.00 

100.00 

0.00 

100.00 

0.00 

100.00 

0.00 

2003 

100.00 

0.00 

106.33 

0.98 

106.08 

0.90 

105.75 

0.81 

2004 

100.00 

0.00 

100.00 

0.00 

106.92 

1.16 

106.33 

0.98 

2005 

103.84 

0.35 

100.00 

0.00 

102.50 

0.17 

105.17 

0.67 

2006 

100.00 

0.00 

100.00 

0.00 

100.00 

0.00 

100.00 

0.00 

2007 

100.00 

0.00 

100.00 

0.00 

100.00 

0.00 

100.00 

0.00 

2008 

103.50 

0.30 

106.67 

1.09 

106.58 

1.06 

106.42 

1.01 

2009 

100.00 

0.00 

100.00 

0.00 

100.00 

0.00 

100.00 

0.00 

2010 

100.00 

0.00 

101.12 

0.33 

102.39 

1.58 

102.31 

1.46 


Table Al-15: Mora Sagar Gauge-Capacity Data 


Year 

Gauge, ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

30 st June 

31 st July 

31 st Aug. 

15 th /30 st Sept. 

1996 

100.00 

0.00 

109.08 

2.53 

113.08 

6.75 

116.08 

10.80 

1997 

100.00 

0.00 

106.00 

0.79 

107.17 

1.31 

107.84 

1.69 

1998 

100.00 

0.00 

111.50 

4.80 

114.75 

9.18 

114.75 

9.18 

1999 

104.75 

0.43 

108.50 

2.12 

109.92 

3.21 

109.92 

3.21 

2000 

100.00 

0.00 

112.17 

5.58 

112.17 

5.58 

112.17 

5.58 

2001 

107.75 

1.64 

110.84 

4.08 

111.67 

4.99 

111.67 

4.99 

2002 

105.50 

0.64 

103.75 

0.23 

105.10 

0.51 

105.50 

0.64 

2003 

107.00 

1.22 

112.75 

6.32 

112.92 

6.53 

113.33 

7.10 

2004 

100.00 

0.00 

105.00 

0.48 

113.33 

7.10 

112.84 

6.43 

2005 

100.00 

0.00 

118.33 

14.73 

117.75 

13.89 

117.00 

12.92 

2006 

100.00 

0.00 

107.00 

1.22 

106.92 

1.18 

106.33 

0.93 

2007 

112.42 

5.90 

111.50 

4.80 

111.50 

4.80 

111.84 

5.18 

2008 

105.50 

0.64 

105.58 

0.66 

109.08 

2.53 

109.42 

2.81 

2009 

100.00 

0.00 

100.00 

0.00 

108.17 

1.89 

107.50 

1.50 

2010 

100.00 

0.00 

101.60 

0.14 

109.84 

3.20 

110.07 

3.32 


Table Al-16: Dheel Gauge-Capacity Data 


Year 

Gauge, ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, ft 

Capacity 

Mm 3 

Gauge, ft 

Capacity 

Mm 3 

30 st June 

31 st July 

31 st Aug. 

15 th /30 st Sept. 

1996 

100.00 

0.00 

110.00 

6.85 

117.75 

36.90 

117.75 

36.90 

1997 

100.00 

0.00 

112.84 

15.74 

115.17 

25.90 

116.08 

29.70 

1998 

102.00 

0.65 

117.00 

33.66 

117.00 

33.66 

117.00 

33.66 

1999 

109.50 

5.87 

112.25 

13.57 

114.50 

22.88 

114.50 

22.88 

2000 

100.00 

0.00 

110.08 

7.06 

110.08 

7.06 

110.08 

7.06 

2001 

107.17 

2.74 

113.58 

18.77 

113.75 

19.48 

113.75 

19.48 

2002 

100.00 

0.00 

100.00 

0.00 

100.00 

0.00 

100.00 

0.00 
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Year 

Gauge, ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, ft 

Capacity 

Mm 3 

Gauge, ft 

Capacity 

Mm 3 

30 st June 

31 st July 

31 st Aug. 

15 th /30 st Sept. 

2003 

100.00 

0.00 

113.67 

19.15 

115.00 

25.23 

116.08 

29.70 

2004 

101.50 

0.49 

102.00 

0.65 

114.33 

22.08 

114.00 

20.53 

2005 

103.50 

1.13 

110.42 

7.94 

110.00 

6.85 

109.58 

6.03 

2006 

100.00 

0.00 

108.67 

4.44 

108.33 

3.97 

108.00 

3.51 

2007 

100.00 

0.00 

108.75 

4.55 

109.00 

4.90 

109.08 

5.05 

2008 

109.00 

4.90 

111.17 

10.05 

111.42 

10.91 

111.67 

11.69 

2009 

100.00 

0.00 

107.92 

3.44 

108.84 

4.67 

107.92 

3.44 

2010 

100.00 

0.00 

105.74 

1.91 

110.92 

9.82 

111.90 

10.93 


Table Al-17: Kalisil Gauge-Capacity Data 


Year 

Gauge, ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

30 st June 

31 st July 

31 st Aug. 

15 th /30 st Sept. 

1996 

790.30 

7.22 

799.60 

16.60 

814.70 

48.75 

815.00 

49.53 

1997 

787.00 

4.45 

796.95 

12.79 

801.60 

20.10 

810.40 

37.51 

1998 

794.00 

10.32 

812.50 

43.00 

815.00 

49.53 

815.00 

49.53 

1999 

787.00 

4.45 

802.80 

21.99 

805.60 

26.41 

810.00 

36.46 

2000 

787.00 

4.45 

805.90 

26.89 

808.60 

32.81 

808.60 

32.81 

2001 

796.30 

12.25 

813.30 

45.09 

812.50 

43.00 

812.50 

43.00 

2002 

795.05 

11.20 

795.05 

11.20 

796.17 

12.14 

796.50 

12.42 

2003 

787.00 

4.45 

806.20 

27.36 

811.90 

41.43 

813.25 

44.96 

2004 

790.30 

7.22 

792.70 

9.23 

806.50 

27.84 

805.20 

25.78 

2005 

787.00 

4.45 

811.70 

40.91 

810.40 

37.51 

810.20 

36.99 

2006 

791.40 

8.14 

793.70 

10.07 

794.10 

10.40 

794.80 

10.99 

2007 

797.00 

12.84 

800.60 

18.29 

804.70 

24.99 

804.50 

24.68 

2008 

801.00 

19.15 

812.60 

43.26 

812.60 

43.26 

812.70 

43.52 

2009 

787.30 

4.70 

789.10 

6.21 

793.50 

9.90 

794.20 

10.49 

2010 

787.00 

0.00 

795.10 

11.24 

805.40 

26.20 

805.01 

25.47 


Table Al-18: Surwal Gauge-Capacity Data 


Year 

Gauge, 

m 

Capacity 

Mm 3 

Gauge, 

m 

Capacity 

Mm 3 

Gauge, 

m 

Capacity 

Mm 3 

Gauge, 

m 

Capacity 

Mm 3 

30 st June 

31 st July 

31 st Aug. 

15 th /30 st Sept. 

1996 

142.95 

0.42 

145.41 

8.32 

147.22 

22.86 

142.95 

0.42 

1997 

142.95 

0.42 

144.83 

8.06 

146.30 

14.36 

142.95 

0.42 

1998 

142.95 

0.42 

145.03 

8.07 

145.54 

9.05 

142.95 

0.42 

1999 

143.79 

1.92 

145.54 

9.05 

145.69 

9.91 

142.95 

0.42 

2000 

142.95 

0.42 

144.47 

4.02 

144.63 

4.65 

144.83 

8.06 

2001 

142.95 

0.42 

146.38 

15.00 

146.74 

18.10 

142.95 

0.42 

2002 

143.31 

0.90 

142.95 

0.42 

143.56 

1.38 

142.95 

0.42 

2003 

142.95 

0.42 

144.78 

5.29 

145.75 

10.26 

142.95 

0.42 

2004 

143.48 

1.23 

143.13 

0.64 

146.25 

13.97 

146.00 

11.95 

2005 

143.54 

1.33 

146.10 

12.74 

145.87 

11.09 

145.90 

11.27 

2006 

143.25 

0.80 

144.14 

2.94 

144.04 

2.62 

143.94 

2.32 

2007 

144.02 

2.55 

145.62 

9.48 

145.57 

9.18 

145.79 

10.58 

2008 

144.60 

4.55 

146.38 

15.00 

146.89 

19.49 

146.78 

18.54 

2009 

142.95 

0.42 

142.95 

0.42 

142.95 

0.42 

142.95 

0.42 

2010 

142.95 

0.00 

143.58 

1.39 

146.05 

12.41 

146.74 

18.66 
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Table Al-19: Moti Sagar Gauge-Capacity Data 


Year 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

30 st June 

31 st July 

31 st Aug. 

15 th /30 st Sept. 

1996 

NA 

NA 

115.00 

9.05 

117.50 

13.93 

117.50 

13.93 

1997 

105.50 

0.98 

111.58 

4.28 

116.50 

12.00 

116.42 

11.83 

1998 

105.00 

0.85 

116.75 

12.54 

117.00 

12.85 

117.00 

12.85 

1999 

110.84 

3.61 

117.58 

14.10 

117.67 

14.29 

117.67 

14.29 

2000 

100.00 

0.00 

114.50 

8.20 

114.50 

8.20 

114.50 

8.20 

2001 

100.00 

0.00 

114.42 

8.07 

116.17 

11.30 

116.17 

11.30 

2002 

103.50 

0.52 

102.25 

0.29 

104.40 

0.70 

104.17 

0.66 

2003 

100.00 

0.00 

110.75 

3.53 

110.08 

2.91 

110.00 

2.84 

2004 

100.00 

0.00 

104.25 

0.68 

112.08 

4.81 

111.08 

3.82 

2005 

108.17 

2.01 

110.50 

3.35 

111.17 

3.90 

111.00 

3.76 

2006 

100.00 

0.00 

104.67 

0.77 

116.00 

10.73 

117.00 

12.85 

2007 

113.25 

6.58 

114.75 

8.62 

115.17 

9.32 

115.08 

9.17 

2008 

104.58 

0.77 

111.00 

3.76 

111.67 

4.36 

113.00 

6.60 

2009 

100.00 

0.00 

100.00 

0.00 

100.00 

0.00 

100.00 

0.00 

2010 

100.00 

0.00 

100.00 

0.00 

111.51 

4.30 

112.76 

6.14 


Table Al-20: Chandsen Bheru Sagar Gauge-Capacity Data 


Year 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

30 st June 

31 st July 

31 st Aug. 

15 th /30 st Sept. 

1996 

110.66 

3.39 

116.60 

8.61 

122.50 

17.09 

122.50 

17.09 

1997 

105.00 

0.79 

115.00 

6.90 

118.08 

10.40 

120.08 

13.22 

1998 

108.17 

2.01 

116.08 

8.02 

116.08 

8.02 

116.08 

8.02 

1999 

101.00 

0.00 

115.00 

6.90 

115.42 

7.28 

115.42 

7.28 

2000 

101.00 

0.00 

106.33 

1.24 

108.92 

2.39 

108.92 

2.39 

2001 

101.00 

0.00 

107.50 

1.71 

108.50 

2.18 

108.50 

2.18 

2002 

102.25 

0.18 

101.00 

0.00 

101.00 

0.00 

103.25 

0.37 

2003 

101.00 

0.00 

107.42 

1.67 

112.00 

4.31 

112.00 

4.31 

2004 

101.00 

0.00 

101.00 

0.00 

111.25 

3.78 

110.42 

3.24 

2005 

105.00 

0.79 

105.00 

0.79 

104.08 

0.55 

105.00 

0.79 

2006 

101.00 

0.00 

102.25 

0.18 

102.25 

0.18 

101.67 

0.09 

2007 

106.50 

1.30 

107.50 

1.71 

107.67 

1.78 

108.42 

2.14 

2008 

104.00 

0.53 

112.00 

4.31 

113.75 

5.73 

113.50 

5.51 

2009 

101.00 

0.00 

103.00 

0.31 

102.25 

0.18 

101.67 

0.09 

2010 

101.00 

0.00 

102.18 

0.03 

121.01 

14.69 

121.01 

14.69 


Table Al-21: Mashi Gauge-Capacity Data 


Year 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

30 st June 

31 st July 

31 st Aug. 

15 th /30 st Sept. 

1996 

106.00 

13.02 

113.20 

35.10 

119.00 

63.80 

119.08 

64.22 

1997 

107.80 

15.91 

112.25 

30.65 

115.50 

45.72 

116.70 

51.77 

1998 

106.90 

14.30 

118.50 

61.18 

118.50 

61.18 

118.50 

61.18 

1999 

106.00 

13.02 

116.33 

49.83 

116.33 

49.83 

116.33 

49.83 

2000 

106.00 

13.02 

107.67 

15.69 

107.67 

15.69 

107.67 

15.69 

2001 

106.00 

13.02 

106.00 

13.02 

106.00 

13.02 

106.00 

13.02 

2002 

106.00 

13.02 

106.00 

13.02 

106.00 

13.02 

106.00 

13.02 

2003 

106.00 

13.02 

108.42 

17.38 

107.00 

14.44 

107.00 

14.44 

2004 

106.00 

13.02 

106.00 

13.02 

114.80 

42.47 

113.42 

36.04 

2005 

106.00 

13.02 

110.08 

21.99 

109.33 

19.76 

110.33 

22.87 

2006 

106.00 

13.02 

106.00 

13.02 

106.00 

13.02 

106.00 

13.02 

2007 

106.00 

13.02 

106.00 

13.02 

106.00 

13.02 

106.00 

13.02 

2008 

106.00 

13.02 

106.00 

13.02 

106.50 

13.73 

106.42 

13.62 
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Year 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

30 st June 

31 st July 

31 st Aug. 

15 th /30 st Sept. 

2009 

106.00 

13.02 

106.00 

13.02 

106.00 

13.02 

106.00 

13.02 

2010 

106.00 

0.00 

106.00 

0.00 

116.50 

47.14 

115.51 

46.71 


Table Al-22: Nandsamand Gauge-Capacity Data 


Year 

Gauge, 

ft 

Capacit 
y Mm 3 

Gauge, 

ft 

Capacit 
y Mm 3 

Gauge, 

ft 

Capacit 
y Mm 3 

Gauge, 

ft 

Capacit 
y Mm 3 

30 st June 

31 st July 

31 st Aug. 

15 th /30 st Sept. 

1996 

1,877.15 

0.73 

1,894.10 

7.86 

1,906.20 

20.04 

1,907.00 

21.23 

1997 

1,879.00 

1.08 

1,884.40 

2.66 

1,907.25 

21.61 

1,907.65 

22.20 

1998 

1,877.55 

0.79 

1,877.55 

0.79 

1,877.55 

0.79 

1,878.90 

1.05 

1999 

1,882.50 

2.07 

1,881.50 

1.81 

1,885.10 

2.87 

1,885.10 

2.87 

2000 

1,878.30 

0.92 

1,896.55 

9.70 

1,898.70 

11.52 

1,898.70 

11.52 

2001 

1,892.80 

6.91 

1,903.50 

16.43 

1,906.10 

19.90 

1,906.10 

19.90 

2002 

1,877.75 

0.81 

1,874.70 

0.57 

1,874.70 

0.57 

1,874.60 

0.57 

2003 

1,875.00 

0.59 

1,885.90 

3.21 

1,899.90 

12.61 

1,902.50 

15.27 

2004 

1,881.10 

1.73 

1,880.20 

1.36 

1,889.35 

4.87 

1,889.50 

4.94 

2005 

1,881.75 

1.86 

1,889.75 

5.05 

1,905.10 

18.57 

1,866.20 

0.00 

2006 

1,880.00 

1.28 

1,879.30 

1.14 

1,905.45 

19.02 

1,906.85 

21.02 

2007 

1,881.55 

1.83 

1,905.35 

18.90 

1,906.25 

20.13 

1,906.70 

20.81 

2008 

1,875.00 

0.59 

1,875.00 

0.59 

1,875.00 

0.59 

1,875.00 

0.59 

2009 

1,875.00 

0.59 

1,875.00 

0.59 

1,875.00 

0.59 

1,875.00 

0.59 

2010 

1,875.00 

0.00 

1,883.69 

2.45 

1,907.51 

21.23 

1,905.00 

18.46 


Table Al-23: Mataji ka Khera Gauge-Capacity Data 


Year 

Gauge, 

ft 

Capaci 
ty Mm 3 

Gauge, 

ft 

Capaci 
ty Mm 3 

Gauge, 

ft 

Capaci 
ty Mm 3 

Gauge, 

ft 

Capaci 
ty Mm 3 

30 st June 

31 st Jul; 


31 st Auc 

I- 

15 th /30 st Sept. 

1996 

1,642.00 

0.00 

1,642.00 

0.00 

1,644.92 

0.29 

1,646.65 

0.67 

1997 

1,642.00 

0.00 

1,642.00 

0.00 

1,644.00 

0.20 

1,644.40 

0.24 

1998 

1,642.00 

0.00 

1,642.00 

0.00 

1,642.00 

0.00 

1,642.00 

0.00 

1999 

1,644.50 

0.25 

1,644.00 

0.20 

1,644.00 

0.20 

1,644.00 

0.20 

2000 

1,642.00 

0.00 

1,644.20 

0.22 

1,644.20 

0.22 

1,644.20 

0.22 

2001 

1,642.00 

0.00 

1,644.42 

0.24 

1,644.50 

0.25 

1,644.50 

0.25 

2002 

1,642.00 

0.00 

1,642.00 

0.00 

1,642.00 

0.00 

1,642.00 

0.00 

2003 

1,642.00 

0.00 

1,646.90 

0.72 

1,646.00 

0.52 

1,646.00 

0.52 

2004 

1,642.00 

0.00 

1,642.00 

0.00 

1,645.66 

0.45 

1,645.50 

0.41 

2005 

1,642.00 

0.00 

1,644.00 

0.20 

1,646.00 

0.52 

1,646.75 

0.69 

2006 

1,642.00 

0.00 

1,642.00 

0.00 

1,654.45 

3.86 

1,659.00 

7.55 

2007 

1,642.00 

0.00 

1,649.00 

1.19 

1,650.60 

1.70 

1,655.40 

4.53 

2008 

1,642.00 

0.00 

1,642.00 

0.00 

1,642.00 

0.00 

1,642.00 

0.00 

2009 

1,642.00 

0.00 

1,642.80 

0.08 

B.S 

0.00 

B.S 

0.00 

2010 

1,642.00 

0.00 

1,642.00 

0.00 

1,645.41 

0.43 

1,645.12 

0.42 


Table Al-24: Badgaon Gauge-Capacity Data 


Year 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

30 st June 

31 st July 

31 st Aug. 

15 th /30 st Sept. 

1996 

0.00 

0.00 

3.70 

2.14 

4.70 

2.52 

8.20 

4.29 

1997 

0.00 

0.00 

0.00 

0.00 

2.80 

1.87 

3.00 

1.93 

1998 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

1999 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

2000 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

2001 

0.00 

0.00 

11.50 

6.44 

11.90 

6.72 

11.90 

6.72 

2002 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 
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Year 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

30 st June 

31 st July 

31 st Aug. 

15 th /30 st Sept. 

2003 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

2004 

0.00 

0.00 

0.00 

0.00 

8.30 

4.36 

7.70 

3.98 

2005 

0.00 

0.00 

2.00 

1.67 

11.00 

6.09 

10.70 

5.90 

2006 

5.00 

2.64 

5.00 

2.64 

25.25 

32.29 

25.08 

31.75 

2007 

0.00 

0.00 

0.00 

0.00 

2.20 

1.72 

3.50 

2.08 

2008 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

2009 

0.00 

0.00 

0.10 

1.35 

0.10 

1.35 

0.10 

1.35 

2010 

0.00 

0.00 

0.00 

0.00 

6.69 

3.70 

8.99 

4.81 


Table Al-25: Bagolia Gauge-Capacity Data 


Year 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

30 st June 

31 st July 

31 st Aug. 

15 th /30 st Sept. 

1996 

B.S. 

- 

B.S. 

- 

B.S. 

- 

B.S. 

- 

1997 

B.S. 

- 

B.S. 

- 

B.S. 

- 

B.S. 

- 

1998 

B.S. 

- 

B.S. 

- 

B.S. 

- 

B.S. 

- 

1999 

0.00 

0.00 

B.S. 

- 

B.S. 

- 

B.S. 

- 

2000 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

2001 

0.00 

0.00 

6.83 

2.59 

5.00 

1.76 

5.00 

1.76 

2002 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

2003 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

2004 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

2005 

0.00 

0.00 

0.00 

0.00 

9.00 

4.23 

12.17 

6.44 

2006 

0.00 

0.00 

0.00 

0.00 

22.00 

2.15 

21.50 

19.43 

2007 

B.S. 

- 

4.50 

1.64 

6.42 

2.38 

6.00 

2.26 

2008 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

2009 

B.S. 

- 

B.S. 

- 

B.S. 

- 

B.S. 

- 

2010 

0.00 

0.00 

0.00 

0.00 

3.83 

1.30 

6.9 

2.69 


B.S.: Below Sill 


Table Al-26: Udai Sagar Gauge-Capacity Data 


Year 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

30 st June 

31 st July 

31 st Aug. 

15 th /30 st Sept. 

1996 

B.S. 

- 

B.S. 

- 

B.S. 

- 

3.92 

4.91 

1997 

B.S. 

- 

1.66 

4.01 

3.75 

4.81 

4.50 

5.17 

1998 

B.S. 

- 

B.S. 

- 

B.S. 

- 

0.00 

0.00 

1999 

B.S. 

- 

B.S. 

- 

B.S. 

- 

0.00 

0.00 

2000 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

2001 

0.00 

0.00 

B.S. 

- 

B.S. 

- 

0.00 

0.00 

2002 

B.S. 

- 

B.S. 

- 

B.S. 

- 

B.S. 

- 

2003 

0.00 

0.00 

0.00 

0.00 

B.S. 

- 

B.S. 

- 

2004 

B.S. 

- 

B.S. 

- 

B.S. 

- 

B.S. 

- 

2005 

0.00 

0.00 

B.S. 

- 

6.17 

6.04 

19.00 

20.24 

2006 

0.00 

5.13 

6.08 

5.99 

24.42 

32.32 

24.00 

31.14 

2007 

7.92 

7.03 

9.42 

7.94 

11.50 

9.55 

12.17 

10.11 

2008 

4.42 

5.13 

5.90 

5.89 

7.50 

6.79 

10.25 

8.56 

2009 

3.50 

4.67 

6.00 

5.95 

7.83 

6.98 

8.25 

7.22 

2010 

B.S. 

0.00 

1.03.34 

4.59 

10.00 

8.35 

20.01 

22.08 


B.S.: Below Sill 
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Table Al-27: Vallabhnagar Gauge-Capacity Data 


Year 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

30 st June 

31 st July 

31 st Aug. 

15 th /30 st Sept. 

1996 

B.S. 

- 

B.S. 

- 

B.S. 

- 

B.S. 

- 

1997 

B.S. 

- 

B.S. 

- 

B.S. 

- 

B.S. 

- 

1998 

B.S. 

- 

B.S. 

- 

B.S. 

- 

B.S. 

- 

1999 

0.00 

0.00 

B.S. 

- 

B.S. 

- 

B.S. 

- 

2000 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

2001 

NA 

NA 

1.33 

0.52 

1.50 

0.64 

1.50 

0.64 

2002 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

2003 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

2004 

0.00 

0.00 

0.00 

0.00 

5.10 

3.36 

5.10 

2.72 

2005 

0.00 

0.00 

0.00 

0.00 

7.08 

5.34 

10.60 

1.28 

2006 

0.00 

0.00 

0.00 

0.00 

19.58 

28.99 

19.50 

28.76 

2007 

B.S. 

- 

B.S. 

- 

B.S. 

- 

B.S. 

- 

2008 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

2009 

B.S. 

- 

B.S. 

- 

B.S. 

- 

B.S. 

- 

2010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

2.76 

3.22 


B.S.: Below Sill 


Table Al-28: Arwar Gauge-Capacity Data 


Year 

Gauge, 

ft 

Capaci 
ty Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

30 st June 

31 st July 

31 st Aug. 

15 th /30 st Sept. 

1996 

1,235.25 

0.35 

1,248.40 

12.40 

1,253.40 

30.29 

1,254.70 

36.66 

1997 

1,240.50 

1.93 

1,242.50 

3.34 

1,248.30 

12.17 

1,249.30 

14.72 

1998 

1,233.00 

0.15 

1,239.50 

1.44 

1,239.50 

1.44 

1,241.84 

2.74 

1999 

1,236.84 

0.53 

1,239.08 

1.24 

1,239.08 

1.24 

1,239.08 

1.24 

2000 

1,233.00 

0.15 

1,245.00 

6.17 

1,245.00 

6.17 

1,245.00 

6.17 

2001 

1,233.00 

0.15 

1,253.10 

28.73 

1,253.33 

29.90 

1,253.33 

29.90 

2002 

1,235.00 

0.33 

1,233.00 

0.15 

1,234.80 

0.30 

1,233.40 

0.18 

2003 

1,233.00 

0.15 

1,237.67 

0.74 

1,243.92 

4.83 

1,242.84 

3.73 

2004 

1,233.00 

0.15 

1,233.00 

0.15 

1,250.50 

18.32 

1,249.67 

15.77 

2005 

1,233.00 

0.15 

1,236.50 

0.48 

1,235.50 

0.37 

1,239.50 

1.44 

2006 

1,235.00 

0.33 

1,242.75 

3.62 

1,250.08 

16.93 

1,249.84 

16.25 

2007 

1,233.00 

0.15 

1,243.30 

4.25 

1,243.80 

4.75 

1,246.10 

7.79 

2008 

1,233.00 

0.15 

1,233.00 

0.15 

1,233.00 

0.15 

1,238.70 

1.10 

2009 

1,233.00 

0.15 

1,237.80 

0.79 

1,235.50 

0.37 

1,235.00 

0.33 

2010 

1,233.00 

0.00 

1,236.21 

0.44 

1,245.30 

6.60 

1,245.10 

6.31 


Table Al-29: Jetpura Gauge-Capacity Data 


Year 

Gauge, ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

30 st June 

31 st July 

31 st Aug. 

15 th /30 st Sept. 

1996 

486.75 

2.82 

503.90 

14.20 

508.00 

18.54 

508.00 

18.54 

1997 

488.50 

3.44 

498.20 

9.41 

508.00 

18.54 

508.00 

18.54 

1998 

485.00 

2.15 

499.84 

10.41 

500.67 

11.29 

502.00 

12.17 

1999 

490.50 

4.29 

508.00 

18.54 

508.00 

18.54 

508.00 

18.54 

2000 

485.00 

2.15 

506.00 

16.28 

506.75 

17.39 

506.75 

17.39 

2001 

498.50 

9.44 

506.60 

17.37 

507.50 

18.50 

507.50 

18.50 

2002 

487.50 

3.10 

491.00 

4.30 

504.00 

14.21 

504.60 

15.21 

2003 

492.00 

4.73 

502.50 

13.12 

508.00 

18.54 

508.00 

18.54 

2004 

485.00 

2.15 

495.50 

7.10 

507.84 

18.53 

507.67 

18.51 

2005 

485.00 

2.15 

501.33 

12.11 

502.20 

13.09 

504.80 

15.23 

2006 

485.00 

2.15 

493.17 

5.75 

508.00 

18.54 

508.00 

18.54 

2007 

485.00 

2.15 

501.25 

12.10 

502.00 

12.17 

501.25 

12.10 
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Year 

Gauge, ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

30 st June 

31 st July 

31 st Aug. 

15 th /30 st Sept. 

2008 

491.75 

4.72 

497.50 

8.59 

503.75 

14.18 

508.00 

18.54 

2009 

B.S. 

- 

498.60 

9.45 

499.00 

9.48 

498.90 

9.47 

2010 

485.00 

0.00 

491.00 

4.30 

508.00 

18.54 

508.00 

18.54 


Table Al-30: Khari Gauge-Capacity Data 


Year 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

30 st June 

31 st July 

31 st Aug. 

15 th /30 st Sept. 

1996 

1,104.00 

0.00 

1,106.90 

2.34 

1,113.35 

10.49 

1,117.40 

17.48 

1997 

1,104.00 

0.00 

1,105.80 

1.36 

1,120.50 

23.67 

1,125.30 

33.96 

1998 

1,104.00 

0.00 

1,104.00 

0.00 

1,104.00 

0.00 

1,104.00 

0.00 

1999 

1,104.00 

0.00 

1,113.16 

10.21 

1,114.08 

11.59 

1,114.50 

12.24 

2000 

1,104.00 

0.00 

1,104.00 

0.00 

1,104.00 

0.00 

1,104.00 

0.00 

2001 

1,104.00 

0.00 

1,111.60 

8.01 

1,114.50 

12.24 

1,114.50 

12.24 

2002 

1,104.00 

0.00 

1,104.00 

0.00 

1,104.00 

0.00 

1,104.00 

0.00 

2003 

1,104.00 

0.00 

1,104.50 

0.31 

1,104.50 

0.31 

1,104.50 

0.31 

2004 

1,104.00 

0.00 

1,104.00 

0.00 

1,107.00 

2.43 

1,107.00 

2.43 

2005 

1,104.00 

0.00 

1,104.00 

0.00 

1,104.00 

0.00 

1,104.00 

0.00 

2006 

1,104.00 

0.00 

1,104.00 

0.00 

1,115.92 

14.62 

1,119.92 

22.47 

2007 

1,104.00 

0.00 

1,104.00 

14.41 

1,115.70 

14.24 

1,116.10 

14.97 

2008 

1,104.00 

0.00 

1,104.00 

0.00 

1,104.00 

0.00 

1,104.00 

0.00 

2009 

B.S. 

- 

B.S. 

- 

B.S. 

- 

B.S. 

- 

2010 

1,104.00 

0.00 

1,104.00 

0.00 

1,104.00 

0.00 

1,104.00 

0.00 


Table Al-31: Kothari Dam Gauge-Capacity Data 


Year 

Gauge, 

m 

Capacity 

Mm 3 

Gauge, 

m 

Capacity 

Mm 3 

Gauge, 

m 

Capacity 

Mm 3 

Gauge, 

m 

Capacity 

Mm 3 

30 st June 

31 st July 

31 st Aug. 

15 th /30 st Sept. 

1996 

361.00 

4.53 

366.20 

25.66 

366.71 

28.90 

366.71 

28.90 

1997 

361.00 

4.53 

361.00 

4.53 

366.00 

24.29 

366.08 

24.60 

1998 

361.00 

4.53 

361.00 

4.53 

361.00 

4.53 

361.00 

4.53 

1999 

361.00 

4.53 

362.15 

6.69 

363.87 

12.31 

364.08 

13.19 

2000 

361.00 

4.53 

364.45 

15.33 

364.95 

18.21 

364.95 

18.21 

2001 

361.00 

4.53 

365.18 

19.53 

365.58 

21.83 

365.58 

21.83 

2002 

361.00 

4.53 

361.00 

4.53 

361.00 

4.53 

361.05 

4.60 

2003 

361.00 

4.53 

361.00 

4.53 

361.00 

4.53 

361.00 

4.53 

2004 

361.00 

4.53 

361.00 

4.53 

366.25 

25.86 

366.00 

24.31 

2005 

361.00 

4.53 

361.00 

4.53 

361.41 

5.20 

363.10 

9.80 

2006 

361.00 

4.53 

361.66 

5.63 

366.48 

27.35 

366.26 

25.91 

2007 

361.00 

4.53 

364.11 

13.36 

364.60 

15.90 

365.09 

19.00 

2008 

361.00 

4.53 

361.00 

4.53 

361.00 

4.53 

363.34 

10.59 

2009 

361.00 

4.53 

361.00 

4.53 

361.00 

4.53 

361.00 

4.53 

2010 

361.00 

0.00 

361.00 

0.00 

362.36 

7.39 

362.50 

7.85 
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Table Al-32: Matrikundia Gauge-Capacity Data 


Year 

1996 

1997 

1998 

1999 

2000 

2001 

2002 

2003 

2004 

2005 

2006 

2007 

2008 

2009 

2010 


Gauge, 

m 


Capacity 

Mm 3 


30 st June 


Gauge, 

m 


Capacity 

Mm 3 


31 st July 


Gauge, 

m 


Capacity 

Mm 3 


31 st Aug. 


Gauge, 

m 


Capacity 

Mm 3 


15 th /30 st Sept. 


Matrikundi is a Diversion Tank 


Table Al-33: Nahar Sagar Gauge-Capacity Data 



Gauge, 

Capacity 

Gauge, 

Capacity 

Gauge, 

Capacity 

Gauge, 

Capacity 

Year 

ft 

Mm 3 

ft 

Mm 3 

ft 

Mm 3 

ft 

Mm 3 


30 st June 

31 st July 

31 st 

Aug. 

15 th /30 st Sept. 

1996 

1 , 173.00 

0.00 

1 , 187.60 

21.01 

1 , 189.00 

25.14 

1 , 189.00 

25.14 

1997 

1 , 173.00 

0.00 

1 , 178.75 

2.85 

1 , 187.00 

18.90 

1 , 187.00 

18.90 

1998 

1 , 173.00 

0.00 

1 , 175.50 

0.59 

1 , 177.58 

1.87 

1 , 178.25 

2.42 

1999 

1 , 176.00 

0.85 

1 , 181.92 

6.94 

1 , 182.08 

7.22 

1 , 182.08 

7.22 

2000 

1 , 173.00 

0.00 

1 , 182.30 

7.59 

1 , 182.30 

7.59 

1 , 182.30 

7.59 

2001 

1 , 173.00 

0.00 

1 , 188.00 

23.16 

1 , 188.00 

23.16 

1 , 188.00 

23.16 

2002 

1 , 173.00 

0.00 

1 , 173.00 

0.00 

1 , 173.00 

0.00 

1 , 173.00 

0.00 

2003 

1 , 173.00 

0.00 

1 , 179.33 

3.40 

1 , 182.25 

7.50 

1 , 182.25 

7.50 

2004 

1 , 173.00 

0.00 

1 , 173.00 

0.00 

1 , 188.00 

23.16 

1 , 187.67 

21.40 

2005 

1 , 173.00 

0.00 

1 , 176.00 

0.85 

1 , 175.50 

0.59 

1 , 181.16 

5.78 

2006 

1 , 173.00 

0.00 

1 , 175.92 

0.81 

1 , 188.25 

23.61 

1 , 187.84 

22.30 

2007 

1 , 173.00 

0.00 

1 , 181.20 

5.83 

1 , 183.00 

8.95 

1 , 183.67 

10.32 

2008 

1 , 173.00 

0.00 

1 , 173.00 

0.00 

1 , 173.00 

0.00 

1 , 173.00 

0.00 

2009 

1 , 173.00 

0.00 

1 , 173.00 

0.00 

1 , 173.00 

0.00 

1 , 173.00 

0.00 

2010 

1 , 173.00 

0.00 

1 , 173.98 

0.31 

1 , 181.00 

5.69 

1 , 183.10 

9.29 


Table Al-34: Sareri Gauge-Capacity Data 


Year 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

30 st June 

31 st July 

31 st Aug. 

15 th /30 st Sept. 

1996 

1 , 367.00 

0.68 

1 , 376.20 

8.58 

1 , 381.20 

19.85 

1 , 385.10 

33.09 

1997 

1 , 369.70 

1.81 

1 , 372.50 

3.71 

1 , 378.20 

12.46 

1 , 378.40 

12.88 

1998 

1 , 367.00 

0.68 

1 , 370.17 

2.04 

1 , 370.17 

2.04 

1 , 372.00 

3.26 

1999 

1 , 367.00 

0.68 

1 , 371.00 

2.55 

1 , 371.00 

2.55 

1 , 371.00 

2.55 

2000 

1 , 367.00 

0.68 

1 , 373.33 

4.53 

1 , 373.80 

5.04 

1 , 373.80 

5.04 

2001 

1 , 368.75 

1.39 

1 , 382.10 

22.65 

1 , 382.90 

25.37 

1 , 382.90 

25.37 

2002 

1 , 367.00 

0.68 

1 , 367.00 

0.68 

1 , 367.00 

0.68 

1 , 367.00 

0.68 

2003 

1 , 367.00 

0.68 

1 , 371.17 

2.63 

1 , 372.42 

3.63 

1 , 372.08 

3.32 

2004 

1 , 367.00 

0.68 

1 , 367.00 

0.68 

1 , 385.92 

36.24 

1 , 385.00 

32.73 

2005 

1 , 367.00 

0.68 

1 , 367.00 

0.68 

1 , 367.00 

0.68 

1 , 372.20 

3.43 

2006 

1 , 367.00 

0.68 

1 , 373.17 

4.36 

1 , 387.17 

41.84 

1 , 387.08 

41.42 

2007 

1 , 367.00 

0.68 

1 , 371.20 

2.66 

1 , 370.80 

2.40 

1 , 372.80 

3.99 

2008 

1 , 367.00 

0.68 

1 , 367.00 

0.68 

1 , 367.00 

0.68 

1 , 367.00 

0.68 
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Year 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

30 st June 

31 st July 

31 st Aug. 

15 th /30 st Sept. 

2009 

1 , 367.00 

0.68 

1 , 367.00 

0.68 

1 , 367.00 

0.68 

1 , 367.00 

0.68 

2010 

1 , 367.00 

0.00 

1 , 366.02 

0.45 

1 , 373.98 

5.27 

1 , 374.70 

6.08 


Table Al-35: Ummed Sagar Gauge-Capacity Data 


Year 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

30 st June 

31 st July 

31 st Aug. 

15 th /30 st Sept. 

1996 

1 , 210.10 

0.02 

1 , 221.60 

13.92 

1 , 223.84 

17.27 

1 , 223.84 

17.27 

1997 

1 , 210.00 

0.00 

1 , 215.16 

3.04 

1 , 221.60 

13.92 

1 , 221.60 

13.92 

1998 

1 , 210.00 

0.00 

1 , 213.58 

1.76 

1 , 213.58 

1.76 

1 , 213.58 

1.76 

1999 

1 , 210.00 

0.00 

1 , 215.00 

2.90 

1 , 215.84 

3.94 

1 , 215.84 

3.94 

2000 

1 , 210.00 

0.00 

1 , 218.08 

6.71 

1 , 219.17 

8.57 

1 , 219.17 

8.57 

2001 

1 , 210.00 

0.00 

1 , 223.00 

14.95 

1 , 222.75 

14.90 

1 , 222.75 

14.90 

2002 

1 , 210.00 

0.00 

1 , 210.00 

0.00 

1 , 210.00 

0.00 

1 , 210.00 

0.00 

2003 

1 , 210.00 

0.00 

1 , 211.84 

0.60 

1 , 212.50 

1.02 

1 , 212.00 

0.68 

2004 

1 , 210.00 

0.00 

1 , 210.00 

0.00 

1 , 223.00 

14.95 

1 , 222.42 

14.83 

2005 

1 , 210.00 

0.00 

1 , 210.00 

0.00 

1 , 210.00 

0.00 

1 , 214.10 

2.14 

2006 

1 , 210.00 

0.00 

1 , 210.00 

0.00 

1 , 223.00 

14.95 

1 , 222.67 

14.88 

2007 

1 , 210.00 

0.00 

1 , 213.40 

1.63 

1 , 213.20 

1.50 

1 , 213.80 

1.90 

2008 

1 , 210.00 

0.00 

1 , 210.00 

0.00 

1 , 210.00 

0.00 

1 , 210.00 

0.00 

2009 

1 , 210.00 

0.00 

1 , 210.00 

0.00 

1 , 211.00 

0.28 

1 , 210.16 

0.04 

2010 

1 , 210.00 

0.00 

1 , 210.00 

0.00 

1 , 217.74 

6.17 

1 , 219.68 

9.48 


Table Al-36: Bassi Gauge-Capacity Data 



Gauge, 

Capacity 

Gauge, 

Capacity 

Gauge, 

Capacity 

Gauge, 

Capacity 

Year 

ft 

Mm 3 

ft 

Mm 3 

ft 

Mm 3 

ft 

Mm 3 


30 st June 

31 st July 

31 st 

Aug. 

15 th /30 st Sept. 

1996 

1 , 307.31 

3.50 

1 , 343.40 

24.73 

1 , 344.80 

26.24 

1 , 344.80 

26.24 

1997 

1 , 309.60 

4.42 

1 , 320.00 

8.56 

1 , 327.80 

12.74 

1 , 332.20 

15.46 

1998 

1 , 307.50 

3.57 

1 , 309.00 

4.18 

1 , 309.40 

4.34 

1 , 309.40 

4.34 

1999 

1 , 315.50 

6.72 

1 , 342.78 

24.06 

1 , 342.78 

24.06 

1 , 342.78 

24.06 

2000 

1 , 306.00 

2.97 

1 , 323.38 

10.24 

1 , 332.90 

16.04 

1 , 333.40 

16.46 

2001 

1 , 306.34 

3.11 

1 , 342.08 

23.30 

1 , 342.08 

23.30 

1 , 342.08 

23.30 

2002 

1 , 306.00 

2.97 

1 , 306.00 

2.97 

1 , 312.00 

5.38 

1 , 310.40 

4.74 

2003 

1 , 311.40 

5.14 

1 , 321.75 

9.43 

1 , 326.50 

11.95 

1 , 327.65 

12.65 

2004 

1 , 306.00 

2.97 

1 , 308.50 

3.98 

1 , 342.33 

23.57 

1 , 341.96 

23.19 

2005 

1 , 306.00 

2.97 

1 , 308.95 

4.16 

1 , 315.50 

6.72 

1 , 340.80 

22.35 

2006 

1 , 306.00 

2.97 

1 , 312.10 

5.42 

1 , 342.33 

23.57 

1 , 342.23 

23.46 

2007 

1 , 306.00 

2.97 

1 , 324.85 

10.97 

1 , 329.00 

13.47 

1 , 330.60 

14.44 

2008 

1 , 306.00 

2.97 

1 , 319.45 

8.29 

1 , 342.15 

23.38 

1 , 342.08 

23.30 

2009 

B.S 

0.00 

1 , 311.60 

5.22 

1 , 312.75 

5.67 

1 , 314.35 

6.28 

2010 

1 , 306.00 

0.00 

1 , 306.00 

0.00 

1 , 339.00 

20.36 

1 , 342.08 

23.21 


Table Al-37: Bhupalsagar Gauge-Capacity Data 


Year 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 


30 st June 

31 st July 

31 st Aug. 

15 th /30 st Sept. 

1996 

1 , 476.50 

0.00 

1 , 482.80 

2.01 

1 , 486.10 

4.33 

1 , 489.60 

8.75 

1997 

1 , 476.50 

0.00 

1 , 476.50 

0.00 

1 , 479.50 

0.48 

1 , 481.90 

1.64 

1998 

1 , 476.50 

0.00 

1 , 479.70 

0.56 

1 , 480.00 

0.68 

1 , 480.10 

0.71 

1999 

1 , 477.90 

0.17 

1 , 480.30 

0.77 

1 , 481.00 

1.27 

1 , 481.00 

1.27 

2000 

1 , 476.50 

0.00 

1 , 480.30 

0.77 

1 , 481.30 

1.38 

1 , 481.40 

1.42 

2001 

1 , 476.50 

0.00 

1 , 485.10 

3.47 

1 , 486.80 

5.19 

1 , 486.80 

5.19 

2002 

1 , 476.50 

0.00 

1 , 476.50 

0.00 

1 , 480.00 

0.68 

1 , 476.80 

0.05 
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Year 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 


30 st June 

31 st July 

31 st Aug. 

15 th /30 st Sept. 

2003 

1 , 476.50 

0.00 

1 , 476.50 

0.00 

1 , 476.50 

0.00 

1 , 476.50 

0.00 

2004 

1 , 476.50 

0.00 

1 , 478.30 

0.22 

1 , 486.30 

4.53 

1 , 485.60 

3.88 

2005 

1 , 476.50 

0.00 

1 , 485.80 

4.03 

1 , 491.80 

12.26 

1 , 493.60 

16.08 

2006 

1 , 476.50 

0.00 

1 , 478.30 

0.22 

1 , 494.54 

18.54 

1 , 494.54 

18.54 

2007 

1 , 476.50 

0.00 

1 , 485.90 

4.12 

1 , 488.40 

7.28 

1 , 487.92 

6.66 

2008 

1 , 476.50 

0.00 

1 , 476.50 

0.00 

1 , 479.30 

0.42 

1 , 478.80 

0.30 

2009 

1 , 476.50 

0.00 

1 , 480.20 

0.74 

1 , 481.20 

1.34 

1 , 480.50 

0.85 

2010 

1 , 476.50 

0.00 

1 , 476.79 

0.19 

1 , 485.68 

4.10 

1 , 485.48 

3.96 


Table Al-38: Dindoli Gauge-Capacity Data 


Year 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

30 st June 

31 st July 

31 st Aug. 

15 th /30 st Sept. 

1996 

83.00 

0.00 

86.00 

0.94 

90.40 

3.24 

95.10 

7.56 

1997 

83.00 

0.00 

83.00 

0.00 

84.90 

0.44 

85.90 

0.88 

1998 

83.00 

0.00 

83.00 

0.00 

83.00 

0.00 

83.00 

0.00 

1999 

85.30 

0.59 

87.70 

1.64 

92.00 

4.56 

92.00 

4.56 

2000 

83.00 

0.00 

85.30 

0.59 

85.30 

0.59 

85.40 

0.64 

2001 

83.00 

0.00 

86.50 

1.12 

88.60 

2.12 

88.60 

2.12 

2002 

83.00 

0.00 

83.00 

0.00 

83.00 

0.00 

86.50 

1.12 

2003 

83.00 

0.00 

83.00 

0.00 

83.00 

0.00 

83.00 

0.00 

2004 

83.00 

0.00 

83.00 

0.00 

89.00 

2.35 

88.90 

2.28 

2005 

83.00 

0.00 

83.80 

0.12 

86.70 

1.19 

91.00 

3.82 

2006 

83.00 

0.00 

83.00 

0.00 

91.00 

3.82 

91.00 

3.82 

2007 

83.00 

0.00 

86.00 

0.94 

85.90 

0.88 

87.50 

1.56 

2008 

83.00 

0.00 

84.00 

0.17 

87.40 

1.51 

88.00 

1.91 

2009 

83.00 

0.00 

87.50 

1.56 

88.00 

1.83 

88.20 

2.00 

2010 

83.00 

0.00 

83.00 

0.00 

83.00 

0.00 

83.98 

0.25 


Table Al-39: Gambhiri Gauge-Capacity Data 


Year 

Gauge, 

m 

Capacity 

Mm 3 

Gauge, 

m 

Capacity 

Mm 3 

Gauge, 

m 

Capacity 

Mm 3 

Gauge, 

m 

Capacity 

Mm 3 

30 st June 

31 st July 

31 st Aug. 

15 th /30 st Sept. 

1996 

424.90 

0.00 

431.91 

50.98 

432.37 

57.66 

432.37 

57.66 

1997 

424.90 

0.00 

427.80 

7.22 

429.84 

22.51 

430.90 

36.46 

1998 

424.90 

0.00 

425.84 

1.56 

427.85 

7.43 

427.85 

7.43 

1999 

426.27 

2.30 

430.41 

29.56 

430.54 

31.34 

430.54 

31.34 

2000 

424.90 

0.00 

429.35 

17.69 

429.81 

22.20 

429.84 

22.51 

2001 

427.00 

4.13 

431.94 

51.43 

431.91 

50.98 

431.91 

50.98 

2002 

424.90 

0.00 

424.90 

0.00 

427.89 

7.60 

91.00 

5.36 

2003 

426.88 

3.77 

426.48 

2.77 

429.62 

20.38 

429.52 

19.41 

2004 

424.90 

0.00 

425.23 

0.51 

431.97 

51.87 

431.97 

51.87 

2005 

425.42 

0.80 

428.77 

13.17 

430.23 

27.12 

431.54 

45.66 

2006 

424.90 

0.00 

428.44 

10.81 

432.01 

52.45 

431.93 

51.22 

2007 

424.90 

0.00 

427.37 

5.48 

428.92 

14.19 

429.56 

19.79 

2008 

424.90 

0.00 

426.06 

1.83 

430.63 

32.62 

431.15 

39.90 

2009 

B.S 

0.00 

425.30 

0.61 

425.20 

0.47 

425.81 

1.51 

2010 

424.90 

0.00 

427.64 

6.08 

429.41 

19.81 

430.54 

32.88 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table Al-40: Orai Gauge-Capacity Data 


Year 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

30 st June 


31 st July 


31 st Aug. 


15 th /30 st 

Sept. 


1996 

441.00 

0.00 

472.75 

34.22 

473.30 

35.28 

473.30 

35.28 

1997 

441.00 

0.00 

457.20 

10.20 

465.20 

20.87 

469.20 

27.36 

1998 

441.00 

0.00 

445.80 

1.87 

449.20 

3.74 

450.90 

4.88 

1999 

446.60 

2.30 

461.50 

15.68 

470.60 

30.05 

472.00 

32.78 

2000 

441.00 

0.00 

461.70 

15.95 

467.20 

23.90 

467.20 

23.90 

2001 

452.00 

5.72 

472.10 

32.96 

472.10 

32.96 

472.10 

32.96 

2002 

441.00 

0.00 

441.00 

0.00 

450.50 

4.58 

452.00 

5.72 

2003 

457.50 

10.52 

466.30 

22.49 

469.90 

28.70 

469.90 

28.70 

2004 

441.00 

0.00 

451.00 

4.95 

472.17 

33.10 

472.17 

33.10 

2005 

443.50 

0.88 

455.00 

8.18 

460.30 

14.05 

472.00 

32.78 

2006 

441.00 

0.00 

456.50 

9.51 

472.30 

33.35 

472.10 

32.96 

2007 

441.00 

0.00 

461.20 

15.27 

465.70 

21.59 

467.00 

23.58 

2008 

445.50 

1.72 

457.00 

9.99 

472.08 

32.93 

472.08 

32.93 

2009 

441.00 

0.00 

449.00 

3.62 

450.00 

4.22 

452.00 

5.72 

2010 

444.28 

1.18 

452.48 

7.45 

468.49 

28.58 

472.10 

35.29 


Table Al-41: Wagan Project Gauge-Capacity Data 


Year 

Gauge, 

m 

Capacity 

Mm 3 

Gauge, 

m 

Capacity 

Mm 3 

Gauge, 

m 

Capacity 

Mm 3 

Gauge, 

m 

Capacity 

Mm 3 

30 st June 


31 st July 


31 st Aug. 


15 th /30 st 

Sept. 


1996 

452.00 

0.00 

455.47 

21.86 

456.50 

33.38 

457.15 

43.00 

1997 

452.00 

0.00 

454.19 

11.29 

454.74 

15.34 

454.74 

15.34 

1998 

452.00 

0.00 

452.49 

4.32 

452.61 

4.65 

452.61 

4.65 

1999 

452.00 

0.00 

453.45 

7.41 

453.45 

7.41 

453.45 

7.41 

2000 

452.00 

0.00 

453.50 

7.60 

453.50 

7.60 

453.50 

7.60 

2001 

452.10 

3.30 

455.29 

19.85 

455.55 

22.51 

455.50 

22.51 

2002 

452.00 

0.00 

452.00 

0.00 

452.00 

0.00 

452.00 

0.00 

2003 

452.00 

0.00 

452.00 

0.00 

452.00 

0.00 

452.00 

0.00 

2004 

452.00 

0.00 

452.00 

0.00 

456.70 

36.28 

456.50 

33.38 

2005 

452.00 

0.00 

453.71 

8.57 

454.96 

17.09 

455.31 

20.05 

2006 

452.00 

0.00 

452.55 

4.50 

457.00 

40.64 

457.00 

40.64 

2007 

452.00 

0.00 

453.14 

6.17 

454.26 

11.58 

454.30 

11.97 

2008 

452.00 

0.00 

453.91 

9.53 

455.51 

22.12 

455.66 

23.66 

2009 

452.00 

0.00 

452.00 

0.00 

452.00 

0.00 

452.00 

3.08 

2010 

452.00 

0.00 

452.00 

0.00 

452.50 

4.36 

452.61 

4.64 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table Al-42: Mandal Gauge-Capacity Data 


Year 

Gauge, Capacity 

m Mm 3 

Gauge, Capacity 

m Mm 3 

Gauge, Capacity 
m Mm 3 

Gauge, 

m 

Capacity 

Mm 3 

30 st June 

31 st July 

31 st Aug. 

30 st Sept. 

1996 

Monthly Gauge Capacity Data not available 

1 , 424.70 

8.03 

1997 

1 , 422.80 

5.42 

1998 

N.A 

N.A 

1999 

1 , 416.30 

0.63 

2000 

1 , 420.00 

2.62 

2001 

1 , 422.90 

5.54 

2002 

N.A 

N.A 

2003 

1 , 419.50 

2.30 

2004 

1 , 427.92 

13.75 

2005 

1 , 419.10 

2.05 

2006 

1 , 428.00 

13.87 

2007 

1 , 421.00 

3.47 

2008 

1 , 415.90 

0.47 

2009 

1 , 414.00 

0.00 

2010 

1 , 416.49 

2.71 


Table Al-43: Chander Bhaga Gauge-Capacity Data 


Year 

Gauge in ft <*-* 

Gauge in Capacity 

Mts Mm 3 

Gauge Capacity 
in Mts Mm 3 

Gauge 
in ft 

Capacity 

Mm 3 

30 th June 

31 st July 

31 st Aug. 

15 th /30 th Sept. 

1996 

Monthly Data Not Available 

10.20 

1.70 

1997 

7.50 

0.79 

1998 

0.00 

0.00 

1999 

3.50 

0.30 

2000 

0.00 

0.00 

2001 

2.80 

0.23 

2002 

0.00 

0.00 

2003 

0.00 

0.00 

2004 

1.92 

0.09 

2005 

0.00 

0.00 

2006 

14.84 

5.07 

2007 

2.75 

0.24 

2008 

0.00 

0.00 

2009 

0.00 

0.00 

2010 

7.32 

0.75 


Table Al-44: Murlia Gauge-Capacity Data 


Year 

Gauge in 
ft 

Capacity 

Mm 3 

Gauge in 
ft 

Capacity 

Mm 3 

Gauge in 
ft 

Capacity 

Mm 3 

Gauge in 
ft 

Capacity 

Mm 3 

30 st June 

31 st July 

31 st Aug. 

15 th /30 st Sept. 

1996 

100.50 

0.00 

110.00 

8.24 

110.80 

9.37 

110.80 

9.37 

1997 

100.50 

0.00 

100.50 

0.00 

102.20 

0.74 

104.50 

2.24 

1998 

100.50 

0.00 

100.50 

0.00 

100.50 

0.00 

100.50 

0.00 

1999 

100.50 

0.00 

105.90 

3.37 

105.90 

3.37 

105.90 

3.37 

2000 

100.50 

0.00 

100.50 

0.00 

100.50 

0.00 

100.50 

0.00 

2001 

100.50 

0.00 

108.50 

6.11 

107.21 

4.73 

107.21 

4.73 

2002 

100.50 

0.00 

100.50 

0.00 

100.50 

0.00 

100.50 

0.00 

2003 

100.50 

0.00 

100.50 

0.00 

100.50 

0.00 

103.60 

1.44 

2004 

100.50 

0.00 

100.50 

0.00 

110.50 

9.62 

109.80 

7.96 
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Year 

Gauge in 
ft 

Capacity 

Mm 3 

Gauge in 
ft 

Capacity 

Mm 3 

Gauge in 
ft 

Capacity 

Mm 3 

Gauge in 
ft 

Capacity 

Mm 3 

30 st June 

31 st July 

31 st Aug. 

15 th /30 st Sept. 

2005 

100.50 

0.00 

100.50 

0.00 

104.40 

2.18 

108.60 

6.26 

2006 

100.50 

0.00 

100.50 

0.00 

110.08 

8.35 

110.08 

9.62 

2007 

100.50 

0.00 

100.50 

0.00 

100.50 

0.00 

104.00 

1.81 

2008 

100.50 

0.00 

100.50 

0.00 

100.50 

0.00 

100.50 

0.00 

2009 

100.50 

0.00 

100.70 

0.06 

100.70 

0.06 

100.70 

1.22 

2010 

100.50 

0.00 

100.50 

0.00 

104.30 

2.03 

107.38 

4.86 
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Annex BAN-2 

Virgin Water Yield of Banas Basin and Sub-basins 

Table A2-1 shows the long-term simulated flows for entire Banas Basin. 

Table A2-1: Simulated Virgin Water Yield of Banas Basin 


Year 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual, 

Mm 3 

1973 

2.33 

1.18 

1.14 

0.23 

0.64 

20.90 

1 , 969.36 

7 , 097.31 

4 , 576.92 

464.62 

69.06 

12.26 

14 , 215.93 

1974 

2.11 

0.53 

0.40 

0.29 

4.82 

28.82 

3 , 557.15 

2 , 602.54 

343.63 

479.76 

29.27 

2.81 

7 , 052.13 

1975 

0.79 

0.36 

0.32 

0.19 

0.19 

61.63 

2 , 906.99 

3 , 287.80 

2 , 782.72 

907.74 

132.12 

19.62 

10 , 100.45 

1976 

3.55 

8.27 

0.64 

0.52 

1.67 

95.49 

981.05 

4 , 631.56 

2 , 154.23 

227.99 

345.12 

46.59 

8 , 496.67 

1977 

2.63 

1.20 

0.57 

0.66 

4.46 

178.75 

2 , 895.25 

2 , 701.27 

1 , 313.47 

217.73 

29.46 

2.22 

7 , 347.67 

1978 

0.65 

3.12 

2.35 

0.39 

0.21 

154.68 

2 , 337.36 

1 , 666.85 

1 , 055.70 

106.56 

11.97 

5.85 

5 , 345.68 

1979 

0.71 

48.12 

3.40 

0.43 

2.28 

13.50 

2 , 825.78 

1 , 444.02 

46.82 

9.62 

183.60 

16.55 

4 , 594.82 

1980 

0.73 

0.39 

0.36 

0.19 

0.15 

325.90 

1 , 081.35 

1 , 541.95 

205.43 

6.56 

0.90 

8.06 

3 , 171.96 

1981 

1.37 

0.37 

4.79 

0.77 

5.55 

55.38 

6 , 837.62 

1 , 260.68 

389.81 

51.56 

56.88 

0.94 

8 , 665.70 

1982 

3.99 

1.24 

9.09 

2.09 

9.55 

24.34 

432.70 

2 , 801.01 

231.10 

50.06 

337.16 

3.39 

3 , 905.72 

1983 

1.29 

0.51 

0.33 

59.23 

12.18 

152.80 

2 , 297.28 

3 , 278.33 

1 , 538.40 

200.76 

16.83 

2.43 

7 , 560.36 

1984 

1.05 

0.47 

0.33 

0.24 

0.18 

16.51 

596.67 

1 , 891.23 

761.12 

9.80 

1.27 

0.68 

3 , 279.55 

1985 

0.64 

0.29 

0.38 

9.11 

4.54 

26.41 

522.22 

2 , 450.11 

96.51 

323.50 

3.10 

3.71 

3 , 440.50 

1986 

0.89 

20.60 

0.76 

0.21 

11.92 

19.16 

2 , 183.95 

1 , 941.22 

69.89 

18.64 

1.09 

0.61 

4 , 268.92 

1987 

1.67 

0.75 

0.50 

0.17 

3.56 

24.89 

24.65 

800.60 

555.29 

3.09 

0.69 

36.48 

1 , 452.35 

1988 

0.99 

0.32 

0.26 

0.49 

0.55 

41.26 

1 , 319.70 

1 , 420.35 

453.99 

50.08 

1.46 

0.74 

3 , 290.18 

1989 

5.36 

0.40 

0.24 

0.16 

0.12 

47.29 

385.30 

3 , 122.35 

584.11 

6.92 

1.37 

0.80 

4 , 154.44 

1990 

0.61 

3.62 

5.88 

0.38 

0.75 

38.05 

1 , 494.95 

2 , 612.86 

793.09 

48.78 

2.72 

1.07 

5 , 002.75 

1991 

0.61 

0.43 

0.27 

20.81 

0.40 

4.53 

1 , 658.47 

2 , 379.36 

1 , 118.12 

13.13 

2.54 

2.20 

5 , 200.88 

1992 

1.25 

1.86 

0.45 

0.70 

1.76 

5.04 

2 , 070.24 

3 , 379.79 

1 , 529.42 

112.10 

10.81 

1.40 

7 , 114.81 

1993 

0.69 

3.15 

3.07 

1.61 

0.64 

96.08 

1 , 993.00 

995.35 

187.71 

10.27 

1.79 

0.56 

3 , 293.93 

1994 

19.51 

0.96 

0.28 

1.45 

0.54 

151.55 

3 , 097.06 

2 , 147.30 

764.10 

14.65 

2.10 

0.93 

6 , 200.42 

1995 

53.16 

1.03 

0.61 

0.31 

0.33 

1.58 

1 , 922.29 

3 , 676.38 

831.46 

24.81 

3.35 

1.38 

6 , 516.70 

1996 

1.54 

0.77 

0.57 

0.32 

0.62 

267.45 

1 , 982.73 

4 , 033.75 

1 , 918.08 

46.90 

4.81 

1.41 

8 , 258.96 

1997 

0.72 

0.44 

0.43 

4.62 

8.34 

39.56 

423.24 

2 , 105.50 

1 , 092.88 

120.92 

18.54 

5.78 

3 , 820.97 

1998 

0.72 

0.43 

2.19 

0.78 

0.58 

41.35 

1 , 677.14 

777.44 

1 , 003.08 

401.91 

10.21 

1.16 

3 , 916.98 

1999 

0.74 

1.40 

0.39 

0.19 

4.79 

62.26 

1 , 099.02 

1 , 762.61 

199.23 

78.78 

1.59 

0.62 

3 , 211.62 

2000 

0.35 

0.25 

0.22 

0.87 

5.18 

2.85 

1 , 859.73 

568.59 

87.21 

7.02 

0.83 

0.44 

2 , 533.54 

2001 

0.29 

0.17 

0.16 

1.53 

8.66 

146.12 

3 , 605.86 

877.18 

22.55 

23.51 

1.13 

0.56 

4 , 687.72 

2002 

1.10 

24.48 

0.58 

0.39 

0.28 

28.91 

28.15 

272.07 

65.07 

1.44 

0.59 

0.40 

423.44 

2003 

0.68 

5.79 

1.06 

0.20 

0.37 

78.31 

1 , 183.94 

1 , 074.11 

625.82 

29.89 

1.83 

0.90 

3 , 002.87 

2004 

0.55 

0.31 

0.22 

0.16 

2.34 

12.29 

195.25 

5 , 156.49 

322.40 

192.09 

2.25 

0.85 

5 , 885.20 

2005 

0.54 

0.35 

1.30 

0.53 

1.14 

120.76 

1 , 315.91 

1 , 080.99 

1 , 634.50 

186.82 

5.16 

1.02 

4 , 349.02 

2006 

0.53 

0.32 

4.35 

0.37 

0.93 

73.47 

995.97 

5 , 182.38 

596.19 

21.54 

1.84 

11.85 

6 , 889.74 

2007 

2.75 

10.58 

2.59 

0.48 

0.98 

90.19 

1 , 752.99 

743.91 

466.09 

8.74 

29.58 

0.80 

3 , 109.65 

2008 

9.97 

1.36 

0.38 

2.03 

24.00 

203.22 

870.25 

1 , 024.56 

509.84 

24.89 

1.71 

0.71 

2 , 672.92 

2009 

4.24 

0.82 

0.50 

0.24 

0.66 

23.43 

821.52 

374.86 

187.24 

25.90 

5.86 

0.71 

1 , 445.98 

2010 

5.52 

0.56 

0.23 

0.13 

0.20 

2.29 

640.70 

3 , 495.78 

1 , 302.09 

26.29 

304.08 

36.74 

5 , 814.60 

% yield 

0.07 

0.08 

0.03 

0.06 

0.07 

1.43 

32.96 

45.26 

16.74 

2.35 

0.84 

0.12 


Mean 

3.60 

3.87 

1.36 

2.99 

3.32 

73.08 

1 , 680.07 

2 , 306.85 

853.03 

119.88 

43.02 

6.19 

5 , 097.26 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table A2-2 shows the long-term simulated flows of Dain Sub-basin. The catchment area of 
Dain Sub-basin is 3,061.38 Km 2 . 

Table A2-2: Simulated Virgin Water Yield of Dain Sub-basin 


Year 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual, 

Mm 3 

1973 

0.01 

0.01 

0.01 

0.00 

0.16 

0.19 

19.18 

265.55 

28.54 

0.81 

0.09 

0.04 

314.59 

1974 

0.02 

0.01 

0.01 

0.01 

0.14 

0.74 

87.72 

18.22 

0.48 

22.38 

0.66 

0.06 

130.44 

1975 

0.02 

0.01 

0.01 

0.01 

0.00 

0.65 

126.19 

64.81 

49.37 

5.05 

1.15 

0.08 

247.35 

1976 

0.03 

0.02 

0.01 

0.01 

0.01 

0.24 

25.84 

182.81 

58.99 

1.53 

0.14 

0.05 

269.67 

1977 

0.04 

0.02 

0.01 

0.01 

0.13 

12.48 

86.87 

127.46 

12.02 

0.41 

0.07 

0.03 

239.54 

1978 

0.02 

0.11 

0.03 

0.01 

0.01 

4.40 

12.44 

41.94 

28.10 

0.53 

0.08 

0.04 

87.70 

1979 

0.02 

0.20 

0.03 

0.01 

0.26 

0.36 

221.58 

21.44 

0.52 

0.07 

0.06 

0.04 

244.58 

1980 

0.01 

0.01 

0.00 

0.00 

0.00 

7.79 

11.24 

59.28 

0.61 

0.08 

0.03 

0.02 

79.07 

1981 

0.01 

0.01 

0.01 

0.00 

0.00 

0.20 

3.34 

2.55 

0.57 

0.27 

0.07 

0.02 

7.04 

1982 

0.08 

0.01 

0.03 

0.21 

1.35 

0.14 

1.66 

32.72 

6.35 

1.28 

0.07 

0.03 

43.92 

1983 

0.02 

0.01 

0.01 

2.30 

0.18 

0.18 

96.35 

235.05 

30.75 

0.70 

0.10 

0.05 

365.68 

1984 

0.03 

0.02 

0.01 

0.01 

0.01 

0.23 

1.69 

27.67 

13.99 

0.30 

0.05 

0.02 

44.02 

1985 

0.01 

0.01 

0.01 

0.01 

0.04 

0.17 

8.61 

50.39 

1.78 

0.18 

0.03 

0.02 

61.24 

1986 

0.01 

0.04 

0.01 

0.00 

0.02 

0.28 

25.59 

35.45 

1.71 

0.15 

0.04 

0.02 

63.33 

1987 

0.04 

0.01 

0.01 

0.00 

0.00 

0.29 

3.51 

1.11 

2.10 

0.06 

0.02 

0.01 

7.15 

1988 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

26.51 

18.51 

6.65 

0.47 

0.04 

0.02 

52.28 

1989 

0.06 

0.01 

0.01 

0.00 

0.00 

1.45 

1.26 

85.06 

24.35 

0.60 

0.08 

0.03 

112.91 

1990 

0.02 

0.04 

0.07 

0.01 

0.04 

5.66 

155.25 

315.74 

67.45 

2.02 

0.16 

0.05 

546.51 

1991 

0.02 

0.01 

0.01 

0.02 

0.01 

0.08 

47.83 

183.85 

47.68 

0.75 

0.09 

0.04 

280.39 

1992 

0.05 

0.15 

0.01 

0.01 

0.01 

0.02 

40.97 

171.27 

64.32 

1.60 

0.10 

0.04 

278.55 

1993 

0.02 

0.02 

0.02 

0.68 

0.04 

11.82 

111.28 

10.66 

0.61 

0.19 

0.06 

0.02 

135.42 

1994 

11.47 

0.42 

0.03 

0.01 

0.01 

0.20 

234.21 

99.92 

28.75 

0.62 

0.08 

0.04 

375.76 

1995 

0.02 

0.08 

0.04 

0.02 

0.01 

0.09 

135.40 

102.52 

48.59 

0.87 

0.09 

0.04 

287.75 

1996 

0.02 

0.02 

0.01 

0.05 

0.06 

15.07 

158.51 

301.17 

69.54 

1.81 

0.13 

0.05 

546.42 

1997 

0.03 

0.02 

0.01 

1.59 

1.30 

15.87 

18.98 

251.17 

80.62 

5.49 

0.50 

0.34 

375.92 

1998 

0.04 

0.03 

0.04 

0.03 

0.02 

1.23 

30.12 

32.35 

77.72 

78.38 

2.73 

0.14 

222.81 

1999 

0.05 

0.06 

0.02 

0.01 

0.01 

11.69 

26.84 

87.77 

16.33 

4.73 

0.10 

0.03 

147.62 

2000 

0.01 

0.01 

0.01 

0.01 

0.17 

0.04 

99.65 

134.95 

12.28 

0.34 

0.06 

0.03 

247.54 

2001 

0.01 

0.01 

0.01 

0.11 

0.13 

5.60 

150.18 

34.83 

1.28 

0.36 

0.05 

0.03 

192.59 

2002 

0.01 

0.24 

0.02 

0.03 

0.04 

0.54 

1.60 

0.64 

0.26 

0.04 

0.02 

0.03 

3.47 

2003 

0.11 

0.31 

0.07 

0.02 

0.01 

20.41 

20.88 

77.79 

21.28 

8.16 

0.17 

0.04 

149.24 

2004 

0.05 

0.02 

0.01 

0.01 

0.10 

0.14 

19.36 

135.15 

15.72 

1.43 

0.16 

0.04 

172.18 

2005 

0.02 

0.05 

0.15 

0.06 

0.10 

0.63 

2.24 

0.89 

151.44 

54.89 

0.90 

0.07 

211.44 

2006 

0.02 

0.01 

0.02 

0.01 

0.21 

0.34 

7.13 

66.11 

36.28 

0.62 

0.08 

0.04 

110.88 

2007 

0.02 

0.02 

0.04 

0.01 

0.01 

0.20 

86.25 

32.84 

44.89 

0.69 

0.07 

0.03 

165.07 

2008 

0.02 

0.01 

0.01 

0.29 

0.23 

0.34 

1.65 

62.18 

37.30 

3.35 

0.11 

0.03 

105.51 

2009 

0.02 

0.01 

0.05 

0.02 

0.01 

0.09 

6.14 

3.49 

3.80 

0.08 

0.06 

0.02 

13.77 

2010 

0.02 

0.01 

0.00 

0.00 

0.00 

0.01 

19.13 

312.90 

69.30 

3.08 

40.32 

9.48 

454.25 

% yield 

0.17 

0.03 

0.01 

0.08 

0.06 

1.62 

28.85 

49.88 

15.72 

2.76 

0.66 

0.15 


Mean 

0.33 

0.05 

0.02 

0.15 

0.13 

3.16 

56.14 

97.06 

30.59 

5.38 

1.28 

0.29 

194.57 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table A2-3 shows the long term simulated flows at Gudia Sub-basin. The catchment area of 
Gudia Sub-basin is 920.39 Km 2 . 

Table A2-3: Simulated Virgin Water Yield for Gudia Sub-basin 


Year 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual, 

Mm 3 

1973 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

12.71 

292.64 

20.75 

0.25 

0.03 

0.01 

326.41 

1974 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

218.84 

39.52 

0.54 

5.35 

0.08 

0.01 

264.36 

1975 

0.01 

0.01 

0.00 

0.00 

0.00 

0.01 

117.56 

125.93 

52.72 

9.39 

2.24 

0.06 

307.93 

1976 

0.01 

0.01 

0.01 

0.00 

0.00 

0.22 

22.60 

98.83 

87.57 

6.60 

0.73 

0.02 

216.60 

1977 

0.01 

0.01 

0.01 

0.00 

0.00 

0.01 

76.49 

47.92 

55.27 

8.21 

0.52 

0.01 

188.46 

1978 

0.01 

0.03 

0.28 

0.02 

0.01 

1.02 

79.18 

16.73 

7.94 

0.51 

0.03 

0.01 

105.77 

1979 

0.01 

0.89 

0.06 

0.01 

0.00 

0.01 

116.92 

7.27 

0.05 

0.02 

0.05 

0.05 

125.34 

1980 

0.01 

0.00 

0.00 

0.00 

0.00 

0.08 

8.45 

16.27 

11.11 

0.05 

0.01 

0.01 

35.99 

1981 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

342.34 

29.03 

6.33 

1.71 

0.02 

0.01 

379.44 

1982 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

134.38 

16.33 

0.37 

0.02 

0.01 

151.14 

1983 

0.01 

0.01 

0.00 

9.45 

0.25 

0.01 

103.25 

82.08 

45.99 

0.56 

0.12 

0.02 

241.75 

1984 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

1.29 

12.35 

2.82 

0.02 

0.01 

0.01 

16.52 

1985 

0.00 

0.00 

0.00 

0.05 

0.00 

0.00 

3.73 

32.92 

0.36 

7.81 

0.04 

0.15 

45.06 

1986 

0.03 

0.01 

0.01 

0.00 

0.00 

0.08 

42.52 

41.15 

0.51 

0.15 

0.01 

0.01 

84.48 

1987 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.72 

5.02 

3.63 

0.02 

0.01 

0.01 

9.41 

1988 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

5.41 

7.04 

6.17 

1.14 

0.01 

0.01 

19.99 

1989 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

14.75 

5.46 

0.03 

0.01 

0.01 

20.31 

1990 

0.00 

0.00 

0.01 

0.00 

0.00 

0.01 

28.38 

4.20 

15.12 

0.94 

0.02 

0.01 

48.69 

1991 

0.01 

0.00 

0.00 

0.05 

0.00 

0.00 

21.94 

25.59 

29.85 

0.06 

0.03 

0.02 

77.55 

1992 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

23.03 

38.99 

14.60 

0.37 

0.02 

0.01 

77.04 

1993 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

3.63 

53.96 

0.61 

0.02 

0.01 

0.01 

58.31 

1994 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

57.95 

98.64 

20.39 

0.07 

0.03 

0.01 

177.10 

1995 

0.42 

0.01 

0.01 

0.00 

0.00 

0.00 

8.35 

85.37 

18.96 

0.08 

0.03 

0.01 

113.24 

1996 

0.01 

0.01 

0.00 

0.00 

0.00 

0.01 

15.07 

182.55 

60.00 

0.27 

0.04 

0.02 

257.98 

1997 

0.01 

0.01 

0.01 

0.00 

0.01 

0.09 

2.72 

55.26 

20.24 

0.43 

0.09 

0.02 

78.89 

1998 

0.01 

0.01 

0.01 

0.00 

0.00 

0.00 

120.25 

3.72 

28.71 

4.12 

0.03 

0.01 

156.87 

1999 

0.01 

0.00 

0.00 

0.00 

0.00 

2.36 

16.12 

46.13 

0.97 

0.09 

0.01 

0.01 

65.70 

2000 

0.00 

0.00 

0.00 

0.00 

0.10 

0.01 

25.92 

6.29 

2.43 

0.02 

0.01 

0.01 

34.79 

2001 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

30.18 

4.30 

0.10 

0.02 

0.01 

0.01 

34.64 

2002 

0.00 

0.14 

0.01 

0.00 

0.00 

0.00 

0.01 

0.10 

0.01 

0.01 

0.00 

0.00 

0.28 

2003 

0.00 

0.02 

0.01 

0.00 

0.00 

14.29 

57.92 

56.77 

14.57 

0.08 

0.02 

0.01 

143.69 

2004 

0.01 

0.00 

0.00 

0.00 

0.01 

0.29 

1.67 

63.13 

6.34 

1.01 

0.03 

0.01 

72.50 

2005 

0.01 

0.00 

0.00 

0.00 

0.01 

0.50 

15.34 

1.64 

26.65 

0.95 

0.02 

0.01 

45.13 

2006 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

5.49 

14.92 

0.59 

0.01 

0.01 

0.00 

21.04 

2007 

0.00 

0.84 

0.02 

0.00 

0.00 

0.00 

4.10 

8.01 

7.32 

0.03 

0.01 

0.00 

20.33 

2008 

0.00 

0.00 

0.00 

0.00 

0.00 

7.99 

66.41 

34.22 

27.77 

0.95 

0.03 

0.01 

137.38 

2009 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

9.09 

22.36 

3.38 

0.09 

0.01 

0.01 

34.95 

2010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

5.50 

48.57 

8.40 

0.04 

0.82 

0.06 

63.39 

% yield 

0.02 

0.05 

0.01 

0.22 

0.01 

0.64 

39.24 

43.64 

14.81 

1.22 

0.12 

0.02 


Mean 

0.02 

0.05 

0.01 

0.25 

0.01 

0.72 

43.98 

48.91 

16.59 

1.36 

0.14 

0.02 

112.06 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table A2-4 shows the long term simulated flows at Kalisil Sub-basin. The catchment area of 
Kalisil Sub-basin is 623.09 Km 2 . 

Table A2-4: Simulated Virgin Water Yield of Kalisil Sub-basin 


Year 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual, 

Mm 3 

1973 

0.21 

0.08 

0.03 

0.01 

0.01 

0.00 

0.07 

6.33 

12.17 

0.55 

0.03 

0.02 

19.51 

1974 

0.01 

0.01 

0.01 

0.01 

0.00 

0.00 

129.17 

14.62 

0.20 

0.13 

0.09 

0.06 

144.31 

1975 

0.04 

0.03 

0.02 

0.02 

0.01 

0.02 

72.48 

25.38 

0.39 

0.05 

0.03 

0.02 

98.49 

1976 

0.02 

0.01 

0.01 

0.01 

0.01 

6.71 

3.33 

77.56 

2.33 

0.16 

2.51 

0.35 

93.01 

1977 

0.06 

0.04 

0.03 

0.02 

0.01 

7.20 

73.19 

93.34 

103.30 

31.49 

7.48 

0.56 

316.72 

1978 

0.11 

0.07 

0.06 

0.04 

0.03 

0.03 

0.69 

66.12 

51.24 

12.80 

1.19 

0.09 

132.47 

1979 

0.06 

0.46 

0.04 

0.03 

0.03 

0.01 

8.70 

20.00 

0.08 

0.06 

0.11 

0.09 

29.67 

1980 

0.03 

0.01 

0.01 

0.01 

0.00 

0.26 

12.38 

66.58 

4.20 

0.11 

0.07 

0.06 

83.72 

1981 

0.04 

0.03 

0.02 

0.01 

0.02 

0.01 

151.13 

45.04 

0.21 

0.13 

0.09 

0.06 

196.79 

1982 

0.18 

0.06 

0.03 

0.02 

0.02 

0.07 

1.73 

62.39 

2.31 

0.13 

0.42 

0.07 

67.43 

1983 

0.05 

0.03 

0.03 

0.08 

0.03 

0.03 

24.90 

17.56 

32.91 

0.27 

0.13 

0.09 

76.11 

1984 

0.06 

0.04 

0.03 

0.02 

0.02 

0.48 

7.37 

0.62 

35.94 

0.14 

0.06 

0.05 

44.83 

1985 

0.03 

0.02 

0.02 

0.01 

0.01 

0.02 

4.31 

81.85 

0.80 

0.17 

0.07 

0.06 

87.37 

1986 

0.04 

0.05 

0.03 

0.01 

0.01 

0.62 

75.13 

47.75 

12.81 

2.65 

0.09 

0.06 

139.25 

1987 

0.04 

0.03 

0.03 

0.02 

0.01 

0.01 

0.57 

0.69 

9.27 

0.07 

0.04 

1.61 

12.39 

1988 

0.04 

0.02 

0.01 

0.01 

0.01 

4.17 

105.48 

24.43 

0.64 

0.19 

0.10 

0.07 

135.17 

1989 

0.06 

0.03 

0.03 

0.02 

0.02 

0.43 

0.14 

1.02 

0.32 

0.05 

0.03 

0.03 

2.18 

1990 

0.02 

0.01 

0.01 

0.01 

0.00 

0.01 

0.60 

0.48 

7.64 

0.20 

0.06 

0.04 

9.08 

1991 

0.03 

0.02 

0.01 

0.01 

0.01 

0.00 

4.54 

40.49 

22.90 

0.14 

0.09 

0.06 

68.30 

1992 

0.04 

0.03 

0.03 

0.02 

0.01 

0.02 

46.80 

81.76 

17.17 

9.09 

0.94 

0.16 

156.07 

1993 

0.08 

0.06 

0.04 

0.03 

0.03 

0.03 

29.68 

32.76 

12.33 

0.20 

0.07 

0.06 

75.37 

1994 

0.05 

0.03 

0.02 

0.02 

0.01 

0.65 

24.70 

6.08 

8.39 

0.12 

0.07 

0.06 

40.20 

1995 

8.74 

0.05 

0.04 

0.02 

0.01 

0.17 

15.34 

349.95 

4.54 

0.27 

0.17 

0.12 

379.42 

1996 

0.09 

0.06 

0.04 

0.03 

0.03 

0.02 

9.37 

79.65 

32.11 

0.24 

0.14 

0.10 

121.88 

1997 

0.07 

0.04 

0.03 

0.03 

0.02 

0.01 

0.52 

14.39 

18.14 

0.25 

0.16 

0.09 

33.75 

1998 

0.05 

0.04 

0.02 

0.01 

0.01 

0.03 

5.25 

33.82 

23.23 

0.83 

0.09 

0.06 

63.44 

1999 

0.05 

0.03 

0.03 

0.02 

0.01 

0.01 

13.99 

10.51 

20.17 

9.37 

0.09 

0.06 

54.34 

2000 

0.04 

0.03 

0.02 

0.02 

0.02 

0.02 

58.45 

4.66 

0.14 

0.07 

0.05 

0.03 

63.55 

2001 

0.03 

0.02 

0.01 

0.01 

0.02 

0.02 

56.26 

5.05 

0.12 

0.07 

0.06 

0.04 

61.71 

2002 

0.03 

0.99 

0.03 

0.02 

0.01 

0.02 

0.08 

0.88 

0.12 

0.04 

0.03 

0.02 

2.27 

2003 

0.01 

0.01 

0.01 

0.00 

0.00 

0.00 

41.85 

31.99 

28.90 

1.04 

0.12 

0.08 

104.01 

2004 

0.06 

0.04 

0.03 

0.02 

0.02 

0.01 

0.02 

32.09 

0.79 

0.13 

0.07 

0.05 

33.33 

2005 

0.04 

0.02 

0.07 

0.01 

0.01 

0.01 

85.44 

0.96 

0.11 

0.07 

0.04 

0.03 

86.81 

2006 

0.02 

0.01 

0.01 

0.01 

0.01 

2.27 

11.63 

2.83 

2.13 

0.05 

0.04 

0.03 

19.04 

2007 

0.01 

0.01 

0.01 

0.01 

0.01 

0.01 

0.10 

27.98 

0.41 

0.06 

0.04 

0.03 

28.68 

2008 

0.02 

0.01 

0.01 

0.01 

0.00 

0.18 

56.01 

52.27 

5.36 

0.16 

0.09 

0.06 

114.18 

2009 

0.04 

0.03 

0.03 

0.01 

0.01 

0.01 

0.07 

2.15 

17.70 

0.33 

0.50 

0.05 

20.93 

2010 

0.03 

0.03 

0.01 

0.01 

0.01 

0.01 

2.70 

21.59 

0.82 

0.09 

2.25 

0.09 

27.64 

% yield 

0.33 

0.08 

0.03 

0.02 

0.02 

0.73 

34.97 

45.74 

15.18 

2.22 

0.55 

0.14 


Mean 

0.28 

0.07 

0.03 

0.02 

0.01 

0.62 

29.85 

39.04 

12.96 

1.89 

0.47 

0.12 

85.35 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table A2-5 shows the long term simulated flows at Khari Sub-basin. The catchment area of 
Khari Sub-basin is 6,390.53 Km 2 . 

Table A2-5: Simulated Virgin Water Yield of Khari Sub-basin 


Year 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual, 

Mm 3 

1973 

0.05 

0.01 

0.01 

0.00 

0.02 

0.76 

135.41 

345.62 

353.74 

8.50 

0.53 

0.20 

844.85 

1974 

0.11 

0.05 

0.04 

0.02 

2.53 

5.20 

104.93 

167.28 

9.96 

3.89 

0.13 

0.06 

294.20 

1975 

0.03 

0.00 

0.00 

0.00 

0.00 

4.95 

126.71 

271.31 

108.34 

14.12 

1.16 

0.13 

526.75 

1976 

0.10 

0.07 

0.04 

0.03 

0.01 

0.12 

145.80 

1 , 039.24 

220.73 

2.65 

0.89 

0.36 

1 , 410.04 

1977 

0.13 

0.09 

0.05 

0.02 

0.06 

4.35 

138.04 

330.49 

15.17 

0.47 

0.13 

0.09 

489.09 

1978 

0.05 

0.23 

0.06 

0.02 

0.01 

0.25 

150.59 

79.31 

96.75 

12.59 

0.38 

0.11 

340.35 

1979 

0.09 

12.86 

0.70 

0.04 

0.15 

0.85 

265.16 

101.04 

1.08 

0.21 

3.16 

0.40 

385.74 

1980 

0.07 

0.04 

0.01 

0.01 

0.00 

59.14 

126.85 

84.34 

1.35 

0.10 

0.07 

0.70 

272.68 

1981 

0.20 

0.02 

0.01 

0.01 

0.00 

1.09 

57.82 

6.34 

67.45 

12.76 

0.30 

0.07 

146.07 

1982 

0.34 

0.02 

0.06 

0.06 

0.15 

0.90 

53.74 

324.69 

22.30 

0.98 

14.36 

0.32 

417.92 

1983 

0.11 

0.04 

0.03 

0.28 

2.30 

1.35 

269.87 

610.73 

146.40 

7.62 

0.34 

0.15 

1 , 039.22 

1984 

0.10 

0.06 

0.04 

0.01 

0.01 

0.08 

26.07 

154.18 

110.90 

0.96 

0.15 

0.09 

292.65 

1985 

0.05 

0.02 

0.01 

0.01 

2.11 

17.32 

36.08 

133.49 

7.54 

14.72 

0.20 

0.12 

211.67 

1986 

0.07 

0.02 

0.01 

0.01 

0.00 

0.32 

153.00 

214.85 

4.97 

0.20 

0.10 

0.06 

373.61 

1987 

0.03 

0.01 

0.01 

0.00 

0.00 

3.56 

1.00 

48.13 

55.89 

0.21 

0.05 

0.86 

109.75 

1988 

0.02 

0.00 

0.00 

0.01 

0.00 

2.95 

145.80 

101.74 

20.93 

3.61 

0.11 

0.07 

275.24 

1989 

0.10 

0.02 

0.02 

0.00 

0.00 

0.57 

28.26 

245.09 

58.06 

0.88 

0.16 

0.09 

333.25 

1990 

0.06 

0.04 

0.06 

0.01 

0.03 

3.41 

239.49 

422.83 

43.34 

3.18 

0.17 

0.10 

712.72 

1991 

0.08 

0.04 

0.02 

0.05 

0.01 

1.67 

95.05 

236.55 

41.54 

0.51 

0.12 

0.08 

375.72 

1992 

0.07 

0.05 

0.02 

0.00 

0.02 

0.02 

76.98 

278.42 

385.98 

1.66 

0.19 

0.11 

743.52 

1993 

0.07 

0.03 

0.02 

0.01 

0.00 

11.70 

284.23 

5.55 

0.48 

0.29 

0.10 

0.04 

302.52 

1994 

0.20 

0.02 

0.01 

0.00 

0.00 

13.33 

609.65 

141.86 

37.31 

0.90 

0.15 

0.09 

803.52 

1995 

0.13 

0.04 

0.03 

0.00 

0.00 

0.03 

272.48 

79.40 

61.59 

0.46 

0.10 

0.06 

414.32 

1996 

0.03 

0.02 

0.01 

0.00 

0.00 

5.91 

363.49 

536.88 

211.75 

1.92 

0.26 

0.14 

1 , 120.41 

1997 

0.09 

0.05 

0.03 

0.05 

1.52 

6.65 

57.51 

421.21 

127.44 

1.54 

0.16 

0.10 

616.35 

1998 

0.06 

0.04 

0.02 

0.00 

0.00 

0.11 

49.33 

11.78 

123.07 

53.95 

0.86 

0.08 

239.30 

1999 

0.05 

0.02 

0.00 

0.00 

0.01 

6.40 

131.33 

162.12 

4.05 

0.44 

0.07 

0.05 

304.54 

2000 

0.01 

0.01 

0.04 

0.01 

0.29 

0.14 

335.03 

82.30 

4.69 

0.19 

0.07 

0.06 

422.84 

2001 

0.02 

0.01 

0.00 

0.01 

0.40 

3.37 

636.96 

135.28 

4.60 

4.33 

0.14 

0.07 

785.19 

2002 

0.03 

0.11 

0.01 

0.01 

0.01 

0.50 

0.83 

21.62 

1.21 

0.10 

0.04 

0.02 

24.49 

2003 

0.01 

2.04 

0.26 

0.01 

0.01 

1.79 

34.88 

98.57 

29.69 

0.33 

0.09 

0.06 

167.74 

2004 

0.02 

0.01 

0.00 

0.00 

0.00 

0.59 

32.88 

1 , 119.43 

66.36 

45.05 

0.29 

0.10 

1 , 264.73 

2005 

0.08 

0.06 

0.03 

0.01 

0.03 

0.04 

34.30 

60.46 

355.00 

45.47 

0.32 

0.15 

495.95 

2006 

0.06 

0.04 

1.60 

0.03 

0.01 

0.38 

153.67 

689.38 

67.42 

0.57 

0.20 

0.13 

913.49 

2007 

0.08 

0.14 

0.12 

0.02 

0.01 

1.38 

264.31 

103.88 

85.04 

0.64 

0.09 

0.07 

455.78 

2008 

0.04 

0.02 

0.01 

0.00 

0.02 

40.85 

12.81 

28.72 

39.99 

2.04 

0.13 

0.08 

124.71 

2009 

0.03 

0.01 

0.01 

0.01 

0.00 

0.10 

98.56 

37.06 

42.66 

0.30 

0.08 

0.06 

178.88 

2010 

0.02 

0.01 

0.01 

0.00 

0.00 

0.10 

45.99 

313.83 

90.34 

0.80 

22.79 

3.98 

477.87 

% yield 

0.02 

0.09 

0.02 

0.00 

0.05 

1.08 

30.98 

49.42 

16.70 

1.33 

0.26 

0.05 


Mean 

0.08 

0.43 

0.09 

0.02 

0.26 

5.32 

152.50 

243.29 

82.24 

6.56 

1.28 

0.25 

492.31 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table A2-6 shows the long-term simulated flows at Kothari Sub-basin. The catchment area 
of Kothari Sub-basin is 2,298.51 Km 2 . 

Table A2-6: Simulated Virgin Water Yield of Kothari Sub-basin 


Year 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual 

Mm 3 

1973 

0.02 

0.02 

0.00 

0.00 

0.00 

0.41 

39.34 

324.34 

108.85 

9.02 

0.79 

0.07 

482.86 

1974 

0.05 

0.03 

0.02 

0.02 

0.11 

0.12 

18.27 

91.79 

15.06 

1.03 

0.07 

0.03 

126.60 

1975 

0.02 

0.01 

0.01 

0.00 

0.00 

0.15 

147.40 

50.64 

67.62 

1.93 

0.17 

0.06 

268.01 

1976 

0.11 

0.66 

0.04 

0.02 

0.01 

0.03 

83.76 

214.18 

101.11 

2.49 

3.80 

1.09 

407.30 

1977 

0.11 

0.08 

0.04 

0.02 

0.03 

8.96 

99.70 

83.68 

14.44 

0.35 

0.06 

0.04 

207.51 

1978 

0.02 

0.02 

0.02 

0.00 

0.00 

0.21 

168.13 

37.04 

37.50 

15.00 

0.09 

0.06 

258.09 

1979 

0.03 

0.24 

0.04 

0.01 

0.04 

0.06 

116.10 

80.21 

0.87 

0.63 

5.43 

0.54 

204.20 

1980 

0.04 

0.03 

0.01 

0.01 

0.01 

2.49 

9.58 

4.94 

0.20 

0.03 

0.02 

0.05 

17.41 

1981 

0.04 

0.01 

1.88 

0.44 

0.01 

0.04 

27.68 

10.77 

6.11 

1.62 

0.10 

0.02 

48.72 

1982 

0.04 

0.02 

0.03 

0.01 

0.90 

1.38 

26.93 

150.03 

12.73 

1.65 

16.39 

0.47 

210.58 

1983 

0.03 

0.02 

0.02 

0.29 

0.03 

0.04 

122.18 

274.37 

62.76 

2.29 

0.14 

0.05 

462.22 

1984 

0.03 

0.02 

0.02 

0.01 

0.01 

0.03 

3.59 

78.21 

48.87 

0.60 

0.06 

0.03 

131.48 

1985 

0.02 

0.02 

0.01 

0.00 

1.78 

6.37 

5.61 

35.34 

4.06 

0.95 

0.04 

0.45 

54.65 

1986 

0.07 

0.02 

0.01 

0.00 

0.00 

0.01 

41.31 

72.32 

3.14 

0.09 

0.03 

0.01 

117.01 

1987 

0.01 

0.01 

0.00 

0.00 

0.00 

0.10 

0.10 

21.60 

26.80 

0.29 

0.03 

0.91 

49.85 

1988 

0.03 

0.01 

0.00 

0.00 

0.00 

0.65 

41.96 

40.39 

13.60 

1.39 

0.03 

0.01 

98.07 

1989 

0.01 

0.01 

0.00 

0.00 

0.00 

0.33 

23.84 

116.90 

31.80 

0.44 

0.06 

0.04 

173.43 

1990 

0.03 

0.08 

0.03 

0.01 

0.02 

0.11 

72.27 

116.62 

36.79 

1.42 

0.08 

0.04 

227.50 

1991 

0.03 

0.02 

0.02 

0.03 

0.02 

0.01 

55.96 

122.50 

15.21 

1.07 

0.07 

0.04 

194.98 

1992 

0.03 

0.05 

0.02 

0.01 

0.01 

0.00 

37.20 

162.04 

26.66 

0.39 

0.06 

0.04 

226.51 

1993 

0.02 

0.09 

0.09 

0.02 

0.01 

0.87 

22.63 

1.43 

0.53 

0.12 

0.04 

0.01 

25.86 

1994 

0.22 

0.02 

0.01 

0.02 

0.01 

4.63 

215.15 

44.97 

20.56 

0.45 

0.06 

0.04 

286.14 

1995 

0.81 

0.05 

0.05 

0.01 

0.00 

0.03 

169.31 

65.73 

18.56 

0.28 

0.05 

0.03 

254.91 

1996 

0.03 

0.02 

0.01 

0.01 

0.01 

0.25 

66.46 

168.45 

24.45 

0.31 

0.06 

0.04 

260.10 

1997 

0.02 

0.02 

0.02 

0.34 

0.11 

1.76 

20.14 

211.40 

29.80 

4.97 

0.13 

0.06 

268.77 

1998 

0.03 

0.02 

0.02 

0.01 

0.01 

0.08 

13.92 

0.82 

68.35 

53.99 

0.76 

0.05 

138.06 

1999 

0.03 

0.02 

0.01 

0.01 

0.01 

0.24 

26.79 

111.64 

2.08 

0.10 

0.04 

0.02 

140.99 

2000 

0.02 

0.01 

0.00 

0.00 

0.27 

0.03 

131.40 

24.25 

0.98 

0.07 

0.03 

0.03 

157.09 

2001 

0.02 

0.01 

0.01 

0.00 

0.05 

5.07 

151.15 

101.90 

1.89 

0.39 

0.07 

0.04 

260.60 

2002 

0.03 

0.12 

0.02 

0.03 

0.02 

0.08 

0.25 

18.18 

0.98 

0.05 

0.02 

0.02 

19.80 

2003 

0.02 

0.11 

0.06 

0.01 

0.01 

6.31 

44.41 

9.83 

12.30 

0.62 

0.03 

0.02 

73.73 

2004 

0.02 

0.01 

0.00 

0.00 

0.00 

0.01 

4.77 

247.17 

12.56 

0.57 

0.06 

0.04 

265.21 

2005 

0.02 

0.02 

0.03 

0.03 

0.01 

0.04 

2.87 

7.78 

41.02 

7.15 

0.11 

0.03 

59.11 

2006 

0.03 

0.02 

0.01 

0.01 

0.00 

1.92 

68.35 

225.85 

23.93 

0.38 

0.07 

0.04 

320.61 

2007 

0.03 

0.05 

0.07 

0.02 

0.01 

0.02 

62.31 

5.36 

2.42 

0.07 

0.03 

0.02 

70.41 

2008 

0.02 

0.01 

0.00 

0.00 

4.31 

7.90 

7.28 

5.68 

35.41 

3.28 

0.07 

0.02 

63.98 

2009 

0.01 

0.01 

0.02 

0.01 

0.00 

0.01 

11.84 

3.12 

0.26 

0.03 

0.02 

0.02 

15.35 

2010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

0.61 

38.01 

12.19 

0.25 

8.21 

1.63 

60.94 

% yield 

0.03 

0.03 

0.04 

0.02 

0.12 

0.76 

32.21 

50.38 

14.05 

1.73 

0.56 

0.09 


Mean 

0.06 

0.05 

0.07 

0.04 

0.21 

1.34 

56.86 

88.93 

24.80 

3.05 

0.98 

0.16 

176.54 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table A2-7 shows the long term simulated flows at Mashi Sub-basin. The catchment area of 
Mashi Sub-basin is 6,472.12 Km 2 . 

Table A2-7: Simulated Virgin Water Yield of Mashi Sub-basin 


Year 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual, 

Mm 3 

1973 

0.79 

0.57 

0.71 

0.07 

0.04 

0.11 

143.76 

919.04 

311.30 

89.46 

12.46 

0.07 

1 , 478.38 

1974 

0.03 

0.01 

0.01 

0.01 

0.05 

0.14 

912.77 

236.21 

73.83 

82.79 

11.01 

0.78 

1 , 317.64 

1975 

0.06 

0.01 

0.01 

0.01 

0.01 

0.18 

722.47 

348.25 

640.13 

270.79 

53.38 

8.66 

2 , 043.96 

1976 

0.06 

0.07 

0.06 

0.03 

0.09 

0.57 

115.53 

252.24 

121.50 

42.60 

7.04 

0.35 

540.14 

1977 

0.32 

0.10 

0.03 

0.06 

0.16 

18.93 

580.11 

462.87 

378.64 

102.67 

15.53 

0.85 

1 , 560.27 

1978 

0.04 

1.24 

0.17 

0.06 

0.02 

3.64 

191.44 

113.73 

65.02 

5.56 

0.13 

0.06 

381.11 

1979 

0.04 

0.76 

0.13 

0.04 

0.10 

0.14 

172.75 

122.80 

1.33 

0.21 

0.10 

0.12 

298.52 

1980 

0.02 

0.01 

0.02 

0.01 

0.01 

0.12 

39.18 

386.94 

4.85 

0.16 

0.04 

0.17 

431.53 

1981 

0.06 

0.06 

0.05 

0.02 

0.02 

0.05 

1 , 171.08 

138.20 

22.74 

6.04 

0.13 

0.04 

1 , 338.49 

1982 

0.12 

0.04 

0.04 

0.21 

0.48 

0.12 

14.50 

234.57 

39.97 

7.36 

0.71 

0.14 

298.26 

1983 

0.13 

0.03 

0.01 

15.77 

1.74 

0.43 

463.79 

345.64 

134.69 

24.30 

3.18 

0.26 

989.97 

1984 

0.04 

0.02 

0.01 

0.01 

0.01 

0.12 

0.21 

26.83 

67.95 

1.45 

0.07 

0.03 

96.75 

1985 

0.01 

0.00 

0.00 

0.01 

0.03 

0.08 

83.61 

252.54 

5.98 

41.51 

0.34 

0.08 

384.19 

1986 

0.02 

0.26 

0.04 

0.02 

8.94 

10.02 

85.93 

69.81 

1.17 

0.14 

0.05 

0.01 

176.41 

1987 

0.07 

0.05 

0.04 

0.02 

0.73 

0.32 

2.69 

11.01 

5.26 

0.16 

0.05 

0.05 

20.45 

1988 

0.03 

0.01 

0.01 

0.00 

0.00 

0.36 

17.35 

68.68 

37.39 

7.66 

0.09 

0.03 

131.61 

1989 

3.65 

0.08 

0.01 

0.00 

0.00 

2.22 

33.89 

180.64 

43.47 

0.51 

0.07 

0.03 

264.57 

1990 

0.01 

1.68 

1.94 

0.05 

0.02 

0.26 

68.62 

26.93 

20.80 

9.72 

0.19 

0.06 

130.28 

1991 

0.01 

0.01 

0.01 

0.02 

0.02 

0.06 

40.31 

91.53 

120.43 

1.02 

0.08 

0.13 

253.63 

1992 

0.07 

0.13 

0.03 

0.04 

0.01 

0.03 

165.53 

280.85 

198.72 

3.42 

0.17 

0.05 

649.05 

1993 

0.04 

0.04 

0.06 

0.13 

0.02 

7.23 

183.48 

69.43 

4.39 

0.39 

0.06 

0.02 

265.29 

1994 

3.67 

0.08 

0.02 

0.02 

0.01 

0.60 

143.06 

159.13 

44.12 

0.66 

0.09 

0.05 

351.51 

1995 

0.08 

0.05 

0.06 

0.02 

0.01 

0.03 

86.47 

677.21 

148.94 

1.68 

0.15 

0.06 

914.76 

1996 

0.06 

0.03 

0.02 

0.01 

0.08 

176.80 

120.02 

415.11 

134.06 

2.52 

0.49 

0.11 

849.31 

1997 

0.04 

0.03 

0.02 

0.46 

0.07 

2.12 

61.49 

172.36 

61.20 

20.50 

1.96 

0.13 

320.38 

1998 

0.06 

0.03 

0.06 

0.04 

0.02 

0.04 

386.64 

48.31 

70.55 

7.38 

0.52 

0.08 

513.73 

1999 

0.03 

0.06 

0.02 

0.01 

0.16 

0.54 

169.36 

159.60 

4.38 

19.50 

0.41 

0.07 

354.14 

2000 

0.02 

0.00 

0.01 

0.00 

0.51 

0.08 

30.74 

6.78 

4.99 

0.16 

0.06 

0.01 

43.36 

2001 

0.01 

0.01 

0.01 

0.02 

1.47 

1.62 

73.37 

14.00 

0.68 

1.08 

0.10 

0.02 

92.39 

2002 

0.01 

0.19 

0.04 

0.00 

0.02 

0.71 

0.18 

1.09 

0.40 

0.06 

0.02 

0.02 

2.74 

2003 

0.08 

0.27 

0.09 

0.02 

0.01 

0.47 

79.43 

56.51 

14.84 

0.26 

0.06 

0.04 

152.08 

2004 

0.03 

0.01 

0.01 

0.01 

0.05 

0.08 

0.17 

445.14 

59.78 

37.58 

0.47 

0.05 

543.38 

2005 

0.02 

0.01 

0.50 

0.03 

0.08 

11.47 

69.68 

4.68 

48.32 

12.04 

0.18 

0.03 

147.04 

2006 

0.02 

0.01 

1.01 

0.03 

0.05 

0.59 

17.46 

12.79 

1.63 

0.10 

0.03 

0.02 

33.74 

2007 

0.01 

2.35 

0.14 

0.06 

0.03 

4.31 

50.92 

16.04 

29.34 

0.44 

0.07 

0.03 

103.74 

2008 

0.02 

0.01 

0.01 

0.03 

0.05 

6.25 

125.14 

55.67 

9.13 

0.58 

0.08 

0.04 

197.01 

2009 

0.02 

0.01 

0.02 

0.01 

0.02 

0.08 

42.73 

15.27 

4.62 

1.01 

0.05 

0.03 

63.87 

2010 

0.01 

0.04 

0.03 

0.00 

0.00 

0.04 

76.50 

674.43 

150.53 

3.92 

9.53 

2.19 

917.22 

% yield 

0.05 

0.04 

0.03 

0.09 

0.08 

1.35 

36.15 

40.60 

16.55 

4.33 

0.64 

0.08 


Mean 

0.26 

0.22 

0.14 

0.46 

0.40 

6.60 

177.43 

199.29 

81.24 

21.25 

3.14 

0.39 

490.81 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table A2-8 shows the long-term simulated flows at Morel Sub-basin. The catchment area of 
Morel Sub-basin is 5,740.50 Km 2 . 

Table A2-8: Simulated Virgin Water Yield of Morel Sub-basin 


Year 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual, 

Mm 3 

1973 

0.30 

0.10 

0.14 

0.02 

0.21 

0.68 

258.36 

898.10 

486.98 

60.82 

5.26 

0.58 

1 , 711.55 

1974 

0.08 

0.03 

0.03 

0.01 

0.36 

1.96 

1 , 028.17 

504.10 

31.94 

56.10 

6.84 

0.93 

1 , 630.55 

1975 

0.29 

0.04 

0.10 

0.02 

0.01 

0.97 

797.03 

1 , 016.45 

734.87 

237.28 

21.77 

2.07 

2 , 810.90 

1976 

0.26 

1.04 

0.16 

0.26 

1.15 

24.27 

154.35 

575.55 

332.99 

22.11 

14.21 

1.74 

1 , 128.09 

1977 

0.12 

0.16 

0.10 

0.24 

0.14 

18.14 

425.29 

350.30 

120.19 

8.51 

0.93 

0.17 

924.29 

1978 

0.09 

0.60 

0.23 

0.09 

0.02 

112.89 

612.53 

533.51 

320.16 

4.87 

0.42 

0.19 

1 , 585.60 

1979 

0.10 

7.53 

0.58 

0.14 

0.70 

1.34 

172.93 

170.46 

1.46 

0.20 

0.81 

0.68 

356.93 

1980 

0.04 

0.03 

0.09 

0.01 

0.02 

6.24 

215.31 

238.81 

23.87 

0.65 

0.14 

0.46 

485.67 

1981 

0.19 

0.06 

0.61 

0.08 

0.16 

0.54 

3 , 975.40 

513.82 

18.32 

3.04 

0.56 

0.10 

4 , 512.88 

1982 

1.86 

0.45 

0.50 

0.66 

4.45 

10.62 

122.53 

366.47 

37.04 

24.39 

37.29 

0.88 

607.14 

1983 

0.56 

0.15 

0.05 

22.32 

5.76 

1.79 

456.24 

365.04 

158.26 

14.18 

0.41 

0.11 

1 , 024.87 

1984 

0.06 

0.04 

0.04 

0.04 

0.02 

8.91 

69.92 

228.08 

140.11 

1.12 

0.14 

0.08 

448.56 

1985 

0.25 

0.05 

0.18 

6.68 

0.04 

0.78 

274.12 

485.54 

10.79 

29.64 

0.56 

1.36 

809.99 

1986 

0.16 

16.85 

0.44 

0.03 

1.80 

2.49 

138.30 

131.19 

25.96 

10.75 

0.20 

0.06 

328.23 

1987 

0.53 

0.43 

0.27 

0.03 

2.28 

1.30 

4.52 

27.16 

31.68 

0.52 

0.08 

6.34 

75.14 

1988 

0.31 

0.07 

0.03 

0.04 

0.09 

10.39 

228.93 

273.79 

31.25 

5.10 

0.16 

0.09 

550.25 

1989 

0.93 

0.05 

0.03 

0.02 

0.00 

1.15 

29.68 

124.84 

25.34 

0.50 

0.10 

0.05 

182.69 

1990 

0.06 

1.51 

3.42 

0.13 

0.15 

0.98 

146.45 

153.88 

101.25 

5.99 

0.89 

0.23 

414.94 

1991 

0.11 

0.03 

0.03 

0.02 

0.06 

0.90 

22.14 

205.82 

159.80 

1.98 

0.31 

1.33 

392.53 

1992 

0.68 

1.17 

0.17 

0.47 

0.70 

0.73 

315.12 

513.77 

315.73 

43.83 

2.98 

0.26 

1 , 195.61 

1993 

0.09 

2.59 

2.44 

0.15 

0.11 

15.94 

297.34 

255.93 

37.24 

1.34 

0.15 

0.06 

613.38 

1994 

2.05 

0.10 

0.03 

1.21 

0.21 

6.97 

173.58 

320.93 

76.06 

1.12 

0.17 

0.07 

582.50 

1995 

29.31 

0.39 

0.16 

0.05 

0.10 

0.52 

208.11 

1 , 296.27 

146.62 

3.06 

0.41 

0.16 

1 , 685.16 

1996 

0.14 

0.38 

0.26 

0.06 

0.29 

58.35 

81.18 

379.74 

606.72 

15.43 

0.53 

0.14 

1 , 143.22 

1997 

0.08 

0.04 

0.13 

0.49 

0.23 

0.98 

20.55 

135.96 

203.44 

60.47 

2.21 

2.51 

427.09 

1998 

0.14 

0.09 

1.41 

0.28 

0.03 

0.87 

536.26 

291.01 

288.93 

56.95 

1.94 

0.21 

1 , 178.12 

1999 

0.21 

0.25 

0.04 

0.02 

0.42 

3.23 

100.39 

276.55 

84.24 

16.78 

0.26 

0.09 

482.48 

2000 

0.04 

0.06 

0.04 

0.00 

0.56 

0.24 

113.44 

87.76 

4.59 

1.84 

0.10 

0.04 

208.71 

2001 

0.04 

0.00 

0.04 

0.87 

1.82 

2.60 

170.45 

96.41 

5.81 

1.01 

0.13 

0.04 

279.22 

2002 

0.74 

4.41 

0.16 

0.04 

0.08 

1.00 

15.16 

23.01 

2.97 

0.21 

0.05 

0.07 

47.90 

2003 

0.23 

0.62 

0.11 

0.00 

0.00 

2.88 

310.26 

132.39 

81.97 

4.55 

0.54 

0.22 

533.77 

2004 

0.08 

0.04 

0.03 

0.01 

0.46 

1.56 

9.18 

263.91 

22.67 

29.72 

0.25 

0.08 

327.99 

2005 

0.06 

0.03 

0.37 

0.05 

0.07 

75.17 

444.98 

97.70 

100.30 

28.05 

0.92 

0.09 

747.79 

2006 

0.05 

0.05 

0.71 

0.07 

0.21 

5.24 

59.52 

250.98 

120.65 

2.52 

0.16 

10.91 

451.07 

2007 

2.18 

5.63 

1.24 

0.10 

0.26 

4.03 

10.97 

233.29 

122.97 

3.60 

0.24 

0.07 

384.58 

2008 

9.62 

1.12 

0.11 

0.61 

0.79 

46.73 

221.69 

152.65 

106.10 

6.33 

0.33 

0.09 

546.17 

2009 

3.86 

0.59 

0.07 

0.02 

0.16 

0.88 

51.82 

65.55 

30.36 

13.72 

3.60 

0.16 

170.79 

2010 

5.14 

0.29 

0.07 

0.01 

0.03 

0.29 

125.43 

586.08 

299.29 

9.50 

20.96 

3.91 

1 , 051.00 

% yield 

0.19 

0.15 

0.05 

0.11 

0.07 

1.36 

38.70 

39.40 

17.01 

2.46 

0.40 

0.11 


Mean 

1.61 

1.24 

0.38 

0.93 

0.63 

11.44 

326.25 

332.18 

143.39 

20.73 

3.34 

0.96 

843.09 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table A2-9 shows the long-term simulated flows at Sodra Sub-basin. The catchment area of 
Sodra Sub-basin is 1,519.43 Km 2 . 

Table A2-9: Simulated Virgin Water Yield of Sodra Sub-basin 


Year 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual, 

Mm 3 

1973 

0.36 

0.12 

0.05 

0.02 

0.01 

0.01 

28.88 

330.82 

141.31 

67.57 

21.95 

7.25 

598.35 

1974 

1.14 

0.01 

0.00 

0.00 

0.00 

0.00 

156.68 

91.21 

35.41 

11.62 

1.39 

0.14 

297.60 

1975 

0.01 

0.00 

0.00 

0.00 

0.00 

0.32 

50.43 

118.22 

244.58 

129.98 

29.95 

6.75 

580.24 

1976 

0.23 

0.01 

0.01 

0.00 

0.00 

1.00 

13.70 

285.96 

107.85 

39.90 

6.45 

0.46 

455.57 

1977 

0.22 

0.05 

0.00 

0.00 

0.00 

30.21 

205.75 

140.78 

55.79 

8.46 

0.26 

0.02 

441.54 

1978 

0.01 

0.11 

0.02 

0.00 

0.00 

0.10 

68.34 

20.03 

31.41 

5.95 

0.43 

0.01 

126.41 

1979 

0.01 

0.03 

0.00 

0.00 

0.00 

0.00 

208.60 

57.58 

24.90 

3.59 

0.02 

0.01 

294.74 

1980 

0.01 

0.00 

0.00 

0.00 

0.00 

38.04 

55.72 

81.65 

19.53 

2.61 

0.04 

0.01 

197.61 

1981 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

137.38 

34.51 

27.90 

6.80 

0.52 

0.02 

207.14 

1982 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

22.84 

9.08 

8.87 

0.99 

0.01 

41.89 

1983 

0.01 

0.00 

0.00 

0.20 

0.02 

0.01 

53.19 

127.73 

87.50 

35.78 

7.19 

0.79 

312.42 

1984 

0.33 

0.05 

0.00 

0.00 

0.00 

0.31 

7.58 

33.27 

8.44 

0.66 

0.02 

0.01 

50.67 

1985 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

70.23 

7.23 

0.21 

0.01 

0.00 

77.69 

1986 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

28.35 

48.29 

1.15 

0.08 

0.02 

0.01 

77.90 

1987 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

3.48 

8.62 

0.08 

0.02 

0.06 

12.27 

1988 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

6.51 

9.62 

17.13 

5.06 

0.05 

0.01 

38.57 

1989 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

5.86 

10.12 

4.41 

0.04 

0.02 

0.00 

20.45 

1990 

0.10 

0.02 

0.00 

0.00 

0.00 

0.00 

9.36 

59.81 

5.88 

6.26 

0.13 

0.01 

81.57 

1991 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

29.99 

58.70 

84.77 

0.55 

0.03 

0.02 

174.06 

1992 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

20.92 

109.28 

8.37 

5.85 

0.28 

0.05 

144.75 

1993 

0.01 

0.00 

0.00 

0.00 

0.00 

0.30 

48.83 

8.43 

0.99 

0.04 

0.01 

0.01 

58.62 

1994 

0.02 

0.00 

0.00 

0.00 

0.00 

0.03 

40.90 

16.18 

22.86 

0.67 

0.02 

0.02 

80.70 

1995 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

112.21 

70.93 

21.09 

1.80 

0.55 

0.11 

206.70 

1996 

0.02 

0.00 

0.00 

0.00 

0.00 

1.56 

55.79 

132.78 

55.49 

7.72 

1.30 

0.20 

254.86 

1997 

0.01 

0.01 

0.00 

0.00 

0.00 

0.01 

21.56 

75.57 

19.45 

4.71 

0.69 

0.06 

122.07 

1998 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

19.95 

44.85 

29.74 

1.52 

0.05 

0.02 

96.15 

1999 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

59.71 

83.41 

6.81 

0.08 

0.02 

0.01 

150.38 

2000 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

2.91 

15.37 

6.99 

2.88 

0.12 

0.01 

28.28 

2001 

0.00 

0.00 

0.00 

0.00 

0.00 

2.59 

82.60 

18.48 

0.82 

0.07 

0.02 

0.01 

104.59 

2002 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.06 

0.19 

0.89 

0.02 

0.00 

0.00 

1.17 

2003 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

16.70 

3.94 

1.28 

0.22 

0.02 

0.00 

22.18 

2004 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

77.56 

13.58 

0.04 

0.01 

0.01 

91.21 

2005 

0.00 

0.00 

0.00 

0.00 

0.00 

0.62 

6.73 

2.36 

5.61 

1.53 

0.01 

0.00 

16.86 

2006 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

1.25 

1.98 

0.17 

0.02 

0.00 

0.00 

3.66 

2007 

0.00 

0.00 

0.00 

0.00 

0.00 

5.89 

15.74 

7.91 

4.98 

0.10 

0.02 

0.00 

34.64 

2008 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

28.53 

9.68 

17.31 

1.13 

0.02 

0.01 

56.87 

2009 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

17.39 

3.16 

4.18 

0.05 

0.02 

0.00 

24.80 

2010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

4.24 

122.07 

20.42 

0.22 

0.14 

0.04 

147.13 

% yield 

0.04 

0.01 

0.00 

0.00 

0.00 

1.43 

28.30 

42.02 

20.30 

6.33 

1.27 

0.28 


Mean 

0.07 

0.01 

0.00 

0.01 

0.00 

2.16 

42.70 

63.39 

30.63 

9.55 

1.92 

0.43 

150.85 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table A2-10 shows the long-term simulated flows at Berach Sub-basin. The catchment area 
of Berach Sub-basin is 8,307.89 Km 2 . 

Table A2-10: Simulated Virgin Water Yield of Berach Sub-basin 


Year 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual, 

Mm 3 

1973 

0.10 

0.06 

0.05 

0.04 

0.05 

15.56 

759.71 

1 , 650.44 

1 , 990.48 

118.67 

13.17 

2.74 

4 , 551.08 

1974 

0.34 

0.19 

0.15 

0.10 

1.18 

1.84 

92.99 

793.30 

28.45 

146.09 

0.85 

0.22 

1 , 065.71 

1975 

0.13 

0.08 

0.06 

0.05 

0.04 

29.76 

235.84 

357.41 

304.66 

87.68 

2.28 

0.37 

1 , 018.36 

1976 

0.90 

1.60 

0.11 

0.07 

0.08 

1.30 

207.03 

705.46 

456.22 

8.12 

233.31 

25.59 

1 , 639.80 

1977 

0.55 

0.24 

0.13 

0.12 

2.06 

9.91 

363.04 

444.35 

104.74 

1.60 

0.33 

0.19 

927.26 

1978 

0.12 

0.15 

0.14 

0.05 

0.04 

18.43 

488.21 

451.42 

119.57 

8.94 

5.38 

2.24 

1 , 094.68 

1979 

0.14 

0.35 

0.09 

0.05 

0.36 

4.94 

275.78 

505.70 

2.47 

0.74 

154.83 

10.76 

956.21 

1980 

0.25 

0.13 

0.09 

0.06 

0.05 

164.19 

367.09 

211.25 

114.39 

0.81 

0.24 

4.78 

863.32 

1981 

0.28 

0.07 

0.11 

0.05 

4.56 

40.41 

130.13 

166.23 

140.07 

5.02 

23.16 

0.22 

510.32 

1982 

0.59 

0.26 

0.07 

0.06 

0.92 

10.15 

115.18 

602.50 

30.44 

1.26 

127.08 

0.40 

888.91 

1983 

0.15 

0.09 

0.07 

0.65 

0.84 

116.62 

324.14 

463.68 

376.24 

85.97 

0.84 

0.26 

1 , 369.54 

1984 

0.16 

0.10 

0.08 

0.06 

0.05 

3.37 

308.65 

754.16 

214.79 

1.95 

0.34 

0.19 

1 , 283.91 

1985 

0.13 

0.08 

0.06 

2.08 

0.21 

0.24 

31.95 

919.73 

20.38 

81.73 

0.50 

0.44 

1 , 057.52 

1986 

0.17 

0.15 

0.08 

0.05 

0.30 

2.01 

996.08 

672.53 

5.31 

0.78 

0.26 

0.16 

1 , 677.86 

1987 

0.48 

0.09 

0.06 

0.05 

0.27 

17.35 

4.44 

525.27 

219.67 

0.62 

0.20 

6.53 

775.03 

1988 

0.17 

0.07 

0.05 

0.18 

0.20 

8.15 

222.99 

264.49 

123.28 

4.97 

0.28 

0.17 

625.01 

1989 

0.21 

0.08 

0.05 

0.04 

0.03 

15.50 

131.33 

1 , 517.87 

275.06 

1.22 

0.43 

0.29 

1 , 942.10 

1990 

0.16 

0.12 

0.18 

0.10 

0.18 

23.25 

257.97 

901.35 

336.33 

11.00 

0.47 

0.25 

1 , 531.35 

1991 

0.16 

0.19 

0.08 

18.53 

0.10 

1.30 

721.36 

510.97 

199.57 

1.11 

0.49 

0.23 

1 , 454.09 

1992 

0.15 

0.12 

0.07 

0.05 

0.36 

3.16 

1 , 011.05 

718.62 

185.29 

5.49 

4.20 

0.29 

1 , 928.84 

1993 

0.15 

0.13 

0.14 

0.06 

0.18 

32.99 

535.45 

244.41 

39.80 

1.15 

0.23 

0.13 

854.82 

1994 

0.62 

0.09 

0.05 

0.05 

0.04 

90.32 

621.66 

446.61 

336.47 

3.57 

0.49 

0.26 

1 , 500.23 

1995 

8.12 

0.16 

0.10 

0.07 

0.08 

0.42 

425.84 

158.22 

42.50 

3.42 

0.24 

0.35 

639.51 

1996 

0.45 

0.08 

0.05 

0.05 

0.04 

3.24 

693.25 

915.44 

506.77 

5.92 

0.65 

0.31 

2 , 126.26 

1997 

0.19 

0.12 

0.09 

1.01 

0.93 

0.64 

113.89 

278.28 

267.03 

7.10 

4.15 

0.22 

673.65 

1998 

0.13 

0.08 

0.07 

0.14 

0.19 

2.11 

37.92 

124.57 

115.78 

20.53 

0.84 

0.18 

302.54 

1999 

0.11 

0.33 

0.09 

0.04 

1.78 

15.16 

231.44 

247.11 

17.28 

18.00 

0.21 

0.11 

531.65 

2000 

0.07 

0.05 

0.04 

0.65 

1.49 

1.12 

383.35 

68.00 

7.18 

0.45 

0.13 

0.09 

462.62 

2001 

0.06 

0.04 

0.03 

0.15 

0.56 

75.86 

1 , 194.05 

208.11 

1.54 

0.64 

0.19 

0.12 

1 , 481.34 

2002 

0.08 

0.21 

0.06 

0.09 

0.03 

18.18 

6.78 

138.12 

38.80 

0.40 

0.20 

0.10 

203.05 

2003 

0.07 

1.07 

0.15 

0.04 

0.27 

26.69 

169.08 

202.60 

227.31 

5.65 

0.33 

0.19 

633.44 

2004 

0.12 

0.07 

0.06 

0.04 

0.05 

6.13 

111.52 

1 , 282.95 

32.18 

60.35 

0.33 

0.20 

1 , 493.99 

2005 

0.13 

0.08 

0.07 

0.07 

0.33 

4.60 

163.87 

568.26 

482.80 

10.26 

2.08 

0.30 

1 , 232.83 

2006 

0.15 

0.09 

0.42 

0.09 

0.10 

36.22 

283.26 

2 , 252.73 

129.17 

4.46 

0.50 

0.30 

2 , 707.48 

2007 

0.19 

0.16 

0.16 

0.08 

0.32 

30.27 

632.96 

158.38 

57.86 

1.14 

28.66 

0.37 

910.55 

2008 

0.12 

0.11 

0.11 

0.52 

0.76 

40.72 

173.53 

475.92 

120.69 

2.56 

0.49 

0.19 

815.71 

2009 

0.12 

0.08 

0.11 

0.06 

0.36 

11.25 

398.02 

181.14 

69.40 

0.70 

0.28 

0.15 

661.67 

2010 

0.10 

0.09 

0.05 

0.04 

0.09 

0.80 

250.25 

660.54 

219.67 

2.21 

46.25 

1.13 

1 , 181.23 

% yield 

0.04 

0.02 

0.01 

0.06 

0.04 

1.94 

29.56 

47.72 

17.47 

1.58 

1.44 

0.13 


Mean 

0.43 

0.19 

0.10 

0.68 

0.51 

23.27 

354.50 

572.32 

209.46 

19.01 

17.23 

1.60 

1 , 199.30 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table A2-11 shows the long-term simulated flows of Banas Sub-basin. The catchment area 
of Banas Sub-basin is 11,726.43 Km 2 . 

Table A2-11: Simulated Virgin water yield of Banas Sub-basin 


Year 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual, 

Mm 3 

1973 

0.47 

0.20 

0.13 

0.05 

0.13 

3.16 

571.94 

2 , 064.44 

1 , 122.81 

108.99 

14.76 

1.28 

3 , 888.35 

1974 

0.31 

0.17 

0.13 

0.10 

0.45 

18.81 

807.64 

646.32 

147.78 

150.42 

8.18 

0.55 

1 , 780.86 

1975 

0.17 

0.13 

0.08 

0.05 

0.09 

24.63 

510.88 

909.41 

580.06 

151.48 

19.99 

1.43 

2 , 198.40 

1976 

1.84 

4.77 

0.19 

0.10 

0.30 

61.01 

209.14 

1 , 199.76 

664.97 

101.84 

76.04 

16.57 

2 , 336.51 

1977 

1.06 

0.44 

0.18 

0.15 

1.85 

68.55 

846.81 

620.07 

453.94 

55.55 

4.17 

0.28 

2 , 053.05 

1978 

0.16 

0.56 

1.35 

0.08 

0.06 

13.71 

565.82 

307.03 

298.04 

39.79 

3.88 

3.08 

1 , 233.56 

1979 

0.21 

24.81 

1.70 

0.11 

0.65 

5.78 

1 , 267.28 

357.55 

14.09 

3.91 

19.00 

3.86 

1 , 698.96 

1980 

0.27 

0.13 

0.09 

0.06 

0.04 

47.56 

235.57 

391.92 

25.34 

1.95 

0.25 

1.82 

704.98 

1981 

0.54 

0.10 

2.10 

0.14 

0.76 

13.03 

841.33 

314.22 

100.14 

14.18 

31.93 

0.38 

1 , 318.85 

1982 

0.76 

0.35 

8.34 

0.84 

1.29 

0.95 

96.37 

870.45 

54.60 

3.77 

139.80 

1.07 

1 , 178.58 

1983 

0.25 

0.13 

0.09 

7.89 

1.04 

32.33 

383.39 

756.45 

462.91 

29.11 

4.39 

0.66 

1 , 678.63 

1984 

0.24 

0.11 

0.08 

0.06 

0.04 

2.97 

170.30 

575.88 

117.32 

2.63 

0.38 

0.20 

870.20 

1985 

0.12 

0.07 

0.07 

0.24 

0.31 

1.42 

74.19 

388.10 

37.59 

146.62 

1.31 

1.06 

651.10 

1986 

0.30 

3.20 

0.14 

0.06 

0.83 

3.33 

597.77 

607.91 

13.17 

3.66 

0.32 

0.18 

1 , 230.87 

1987 

0.45 

0.10 

0.06 

0.04 

0.24 

1.95 

7.11 

157.13 

192.39 

1.06 

0.22 

20.11 

380.86 

1988 

0.36 

0.11 

0.13 

0.22 

0.22 

14.11 

518.75 

611.70 

196.97 

20.50 

0.55 

0.27 

1 , 363.88 

1989 

0.35 

0.11 

0.08 

0.05 

0.04 

25.64 

131.03 

826.08 

115.86 

2.67 

0.46 

0.25 

1 , 102.59 

1990 

0.15 

0.13 

0.16 

0.06 

0.30 

4.37 

516.58 

611.05 

158.52 

8.02 

0.58 

0.29 

1 , 300.19 

1991 

0.17 

0.10 

0.08 

2.08 

0.15 

0.47 

619.36 

903.37 

396.37 

5.96 

1.24 

0.28 

1 , 929.64 

1992 

0.17 

0.15 

0.09 

0.08 

0.62 

1.06 

332.66 

1 , 024.78 

312.59 

40.40 

1.89 

0.42 

1 , 714.91 

1993 

0.20 

0.19 

0.24 

0.50 

0.24 

15.15 

476.45 

312.82 

90.74 

6.56 

1.06 

0.20 

904.34 

1994 

1.20 

0.19 

0.08 

0.12 

0.22 

34.84 

976.22 

813.03 

169.18 

6.50 

0.95 

0.31 

2 , 002.83 

1995 

5.52 

0.21 

0.14 

0.08 

0.09 

0.27 

488.84 

790.81 

320.09 

12.93 

1.58 

0.43 

1 , 620.98 

1996 

0.69 

0.15 

0.15 

0.09 

0.09 

6.26 

419.63 

922.01 

217.20 

10.76 

1.27 

0.32 

1 , 578.60 

1997 

0.19 

0.11 

0.08 

0.63 

4.15 

11.44 

105.90 

489.91 

265.55 

15.51 

8.51 

2.26 

904.22 

1998 

0.20 

0.11 

0.53 

0.26 

0.28 

36.86 

477.50 

186.28 

177.01 

124.26 

2.43 

0.35 

1 , 006.05 

1999 

0.20 

0.61 

0.15 

0.06 

2.38 

22.31 

323.06 

577.79 

42.95 

9.71 

0.41 

0.19 

979.81 

2000 

0.11 

0.07 

0.05 

0.16 

1.75 

1.17 

678.84 

138.27 

42.94 

1.01 

0.22 

0.13 

864.73 

2001 

0.09 

0.05 

0.04 

0.34 

4.18 

49.37 

1 , 060.67 

258.86 

5.72 

15.52 

0.40 

0.20 

1 , 395.43 

2002 

0.15 

18.05 

0.22 

0.13 

0.06 

7.88 

3.20 

68.24 

19.42 

0.54 

0.22 

0.12 

118.23 

2003 

0.14 

1.32 

0.32 

0.06 

0.04 

5.45 

408.55 

403.76 

193.69 

9.01 

0.48 

0.25 

1 , 023.04 

2004 

0.16 

0.09 

0.06 

0.04 

1.64 

3.45 

15.67 

1 , 489.99 

92.42 

16.23 

0.59 

0.26 

1 , 620.59 

2005 

0.15 

0.09 

0.07 

0.24 

0.49 

27.68 

490.46 

336.25 

423.27 

26.42 

0.59 

0.29 

1 , 305.99 

2006 

0.17 

0.10 

0.58 

0.13 

0.32 

26.25 

388.23 

1 , 664.85 

214.22 

12.84 

0.74 

0.38 

2 , 308.80 

2007 

0.22 

1.37 

0.78 

0.16 

0.30 

44.09 

625.33 

150.23 

110.88 

1.98 

0.39 

0.19 

935.92 

2008 

0.11 

0.07 

0.10 

0.53 

17.83 

52.10 

177.20 

147.60 

110.79 

4.54 

0.39 

0.20 

511.45 

2009 

0.11 

0.06 

0.18 

0.08 

0.08 

10.97 

185.89 

41.56 

10.89 

9.58 

1.23 

0.23 

260.87 

2010 

0.16 

0.09 

0.04 

0.03 

0.04 

1.01 

110.37 

717.78 

431.12 

6.17 

152.78 

14.23 

1 , 433.83 

% yield 

0.04 

0.11 

0.04 

0.03 

0.08 

1.36 

32.53 

46.03 

16.35 

2.30 

0.98 

0.15 


Mean 

0.48 

1.55 

0.50 

0.42 

1.15 

18.46 

439.89 

622.46 

221.15 

31.12 

13.25 

1.96 

1 , 352.39 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 

Annex BAN-3 


Water balance components of Banas Basin and its Sub-basins 

(1973-2010) 

Table A3-1: Annual Water Balance Components for Banas Basin and its Sub-basins, mm 


YEAR 

PCP 

ET 

WYLD 

PET 

PERC 

SURQ 

GW_Q 

LAT_Q 

Sub-surface 

percolation 


Banas Sub-basin 

1973 

949.39 

388.50 

355.57 

1 , 908.93 

242.19 

309.54 

39.70 

6.33 

202.49 

1974 

651.70 

365.11 

174.18 

1 , 953.53 

141.38 

149.93 

20.39 

3.85 

120.99 

1975 

842.98 

428.27 

228.26 

1 , 810.49 

224.35 

182.80 

39.13 

6.32 

185.22 

1976 

797.85 

437.09 

210.43 

1 , 894.89 

181.45 

173.17 

32.84 

4.43 

148.61 

1977 

765.56 

424.29 

218.98 

1 , 866.63 

181.30 

173.95 

40.02 

5.01 

141.28 

1978 

622.89 

386.71 

119.57 

1 , 906.95 

129.91 

102.89 

11.93 

4.74 

117.98 

1979 

668.62 

406.83 

162.38 

1 , 941.83 

96.73 

155.62 

3.06 

3.69 

93.67 

1980 

473.08 

353.90 

69.27 

2 , 010.42 

72.82 

60.77 

5.20 

3.30 

67.62 

1981 

570.98 

354.54 

136.61 

1 , 964.18 

96.44 

128.78 

4.17 

3.66 

92.27 

1982 

560.12 

367.18 

101.32 

1 , 953.78 

88.34 

98.14 

0.01 

3.17 

88.33 

1983 

694.73 

429.04 

140.23 

1 , 838.37 

143.53 

130.65 

5.02 

4.56 

138.51 

1984 

429.53 

307.18 

78.16 

1 , 992.71 

57.31 

75.00 

0.66 

2.49 

56.65 

1985 

440.66 

316.77 

59.43 

1 , 940.93 

66.11 

55.98 

0.04 

3.41 

66.07 

1986 

481.05 

294.14 

110.47 

1 , 920.09 

91.55 

106.24 

1.09 

3.15 

90.46 

1987 

331.93 

278.10 

33.77 

2 , 041.18 

22.39 

31.75 

0.00 

2.03 

22.39 

1988 

601.28 

400.72 

109.80 

1 , 948.94 

97.51 

105.42 

0.00 

4.38 

97.51 

1989 

471.95 

331.21 

77.58 

1 , 947.41 

74.55 

74.22 

0.10 

3.25 

74.45 

1990 

598.43 

375.48 

120.52 

1 , 875.23 

106.25 

116.10 

0.56 

3.85 

105.69 

1991 

614.62 

294.31 

168.58 

1 , 968.85 

162.42 

162.61 

1.27 

■IS 

161.15 

1992 

621.96 

334.14 

160.39 

1 , 953.17 

134.22 

153.16 

2.55 

4.67 

131.67 

1993 

483.57 

356.81 

88.03 

1 , 958.36 

52.94 

84.50 

0.22 

3.31 

52.72 

1994 

759.85 

394.96 

208.04 

1 , 864.28 

163.46 

197.33 

5.19 

5.52 

158.27 

1995 

677.86 

320.38 

175.98 

1 , 953.23 

194.04 

163.17 

7.87 

4.94 

186.17 

1996 

621.48 

350.34 

140.75 

1 , 933.13 

147.00 

127.92 

8.45 


138.55 

1997 

564.78 

420.24 

77.45 

1 , 900.98 

68.39 

72.75 

0.72 

3.99 

67.67 

1998 

580.65 

412.18 

106.14 

1 , 932.97 

71.91 

101.41 

0.79 

3.94 

71.12 

1999 

494.77 

353.96 

85.43 

1 , 962.61 

68.58 

81.99 

0.21 

3.24 

68.37 

2000 

423.01 

314.07 

72.87 

2 , 012.16 

48.20 

70.58 

0.00 

2.29 

48.20 

2001 

571.61 

353.85 

128.54 

1 , 899.92 

92.49 

124.27 

0.36 

3.90 

92.13 

2002 

247.56 

248.04 

14.33 

2 , 008.06 

8.67 

12.74 

0.00 

1.59 

8.67 

2003 

588.05 

373.19 

106.44 

1 , 916.16 

100.83 

102.82 

0.00 

3.62 

100.83 

2004 

574.29 

323.43 

139.56 

2 , 005.40 

115.81 

135.80 

0.30 

3.46 

115.51 

2005 

575.29 

351.98 

137.57 

1 , 934.06 

95.23 

132.30 

0.89 

■EH 

94.34 

2006 

719.97 

359.78 

189.36 

1 , 855.58 

177.72 

182.27 

1.22 

5.88 

176.50 

2007 

573.51 

384.56 

115.91 

2 , 035.19 

85.06 

109.60 

2.10 

4.22 

82.96 

2008 

531.91 

416.26 

58.83 

1 , 895.24 

64.80 

53.57 

1.36 

3.89 

63.44 

2009 

354.27 

312.45 

25.82 

1 , 959.03 

30.49 

23.24 

0.00 

2.58 

30.49 

2010 

721.40 

390.01 

145.30 

1 , 853.64 

157.44 

138.97 

0.73 

5.60 

156.71 

Mean 

585.61 

360.79 

127.68 

1 , 934.70 

109.31 

117.42 

6.27 

3.99 

103.04 


Berach Sub-basin 

1973 

1 , 379.54 

411.45 

604.83 

1 , 936.07 

414.53 

541.24 

59.89 

3.69 

354.64 

1974 

594.08 

409.80 

139.64 

2 , 047.90 

45.77 

138.29 

0.18 

1.18 

45.59 

1975 

762.26 

493.61 

138.16 

1 , 902.28 

126.60 

134.64 

1.38 

2.13 

125.22 

1976 

856.30 

421.41 

217.25 

1 , 976.41 

211.80 

210.07 

5.28 

— 

206.52 

1977 

621.92 

400.91 

133.61 

1 , 983.77 

113.89 

127.82 

4.33 

1.46 

109.56 

1978 

662.59 

388.73 

142.37 

2 , 015.26 

125.73 

139.15 

1.55 

1.66 

124.18 


App. BAN-IN-24740-R13-073 July, 2014 

Surface and Groundwater Availability 
175 














































































































































































































































































































































































































































































STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


YEAR 

PCP 

ET 

WYLD 

PET 

PERC 

SURQ 

GW_Q 

LAT_Q 

Sub-surface 

percolation 

1979 

626.65 

383.24 

135.72 

2 , 032.48 

86.06 

133.96 

0.40 

1.36 

85.66 

1980 

597.21 

415.07 

115.16 

2 , 074.75 

88.48 

113.29 

0.71 

1.16 

87.77 

1981 

521.34 

419.98 

65.01 

2 , 036.23 

44.57 

63.61 

0.02 

1.37 

44.55 

1982 

649.54 

395.61 

137.42 

2 , 021.95 

108.71 

135.73 

0.41 

1.28 

108.30 

1983 

826.64 

473.35 

187.45 

1 , 891.93 

170.36 

184.75 

0.81 

1.89 

169.55 

1984 

673.74 

387.20 

171.99 

2 , 040.30 

119.62 

170.36 

0.05 

1.58 

119.57 

1985 

577.22 

326.41 

131.24 

2 , 001.47 

114.27 

129.63 

0.00 

1.61 

114.27 

1986 

642.27 

288.21 

220.04 

2 , 025.06 

144.16 

218.68 

0.03 

1.32 

144.13 

1987 

448.62 

290.61 

104.24 

2 , 121.92 

50.89 

103.49 

0.00 

0.75 

50.89 

1988 

555.23 

399.97 

79.10 

2 , 040.94 

75.53 

77.67 

0.00 

1.43 

75.53 

1989 

799.16 

368.67 

244.62 

1 , 976.62 

188.98 

242.89 

0.00 

1.73 

188.98 

1990 

809.32 

438.13 

203.99 

1 , 925.01 

162.71 

201.74 

0.31 

1.94 

162.40 

1991 

666.74 

323.74 

183.91 

2 , 024.72 

163.75 

182.09 

0.11 

1.71 

163.64 

1992 

739.75 

349.06 

246.58 

2 , 019.44 

141.93 

244.26 

0.27 

2.05 

141.66 

1993 

529.12 

369.36 

111.93 

2 , 041.62 

62.06 

110.28 

0.32 

1.34 

61.74 

1994 

804.97 

421.81 

191.38 

1 , 895.95 

180.36 

187.05 

2.06 

2.27 

178.30 

1995 

468.81 

322.20 

85.44 

2 , 057.86 

60.77 

84.24 

0.00 

1.19 

60.77 

1996 

911.11 

386.37 

288.85 

2 , 003.29 

239.85 

283.90 

2.88 

2.07 

236.97 

1997 

573.79 

399.75 

91.53 

1 , 998.22 

79.98 

90.18 

0.00 

1.34 

79.98 

1998 

483.67 

416.36 

41.27 

2 , 011.67 

33.32 

40.14 

0.00 

1.13 

33.32 

1999 

476.60 

357.41 

77.67 

2 , 035.03 

46.42 

76.77 

0.00 

0.90 

46.42 

2000 

394.21 

300.25 

62.08 

2 , 098.66 

35.87 

61.16 

0.00 

0.92 

35.87 

2001 

636.00 

340.33 

193.25 

1 , 994.36 

98.93 

191.80 

0.00 

1.45 

98.93 

2002 

354.52 

305.52 

29.27 

2 , 048.05 

24.56 

28.40 

0.00 

0.86 

24.56 

2003 

586.23 

418.56 

94.85 

2 , 008.73 

69.00 

93.12 

0.00 

1.73 

69.00 

2004 

707.73 

350.93 

198.57 

2 , 075.04 

154.42 

197.25 

0.00 

1.32 

154.42 

2005 

649.89 

366.02 

158.45 

2 , 019.43 

121.87 

157.04 

0.00 

1.40 

121.87 

2006 

976.17 

372.78 

353.83 

1 , 926.57 

254.71 

350.89 

0.00 

2.93 

254.71 

2007 

623.03 

403.83 

123.68 

2 , 111.10 

95.03 

122.00 

0.00 

1.67 

95.03 

2008 

635.42 

434.18 

113.44 

2 , 004.79 

90.87 

112.16 

0.00 

1.27 

90.87 

2009 

537.01 

364.96 

98.26 

2 , 035.78 

77.02 

96.91 

0.00 

1.35 

77.02 

2010 

699.49 

391.74 

156.72 

1 , 961.08 

130.05 

154.71 

0.00 

2.00 

130.05 

Mean 

659.42 

381.78 

159.81 

2 , 011.10 

119.83 

156.09 

2.13 

1.59 

117.70 


Dain Sub-basin 

1973 

573.66 

357.75 

106.29 

1 , 937.47 

110.74 

103.95 

0.00 

2.34 

110.74 

1974 

461.68 

376.05 

43.12 

1 , 968.69 

60.53 

41.35 

0.00 

1.76 

60.53 

1975 

668.26 

437.08 

89.09 

1 , 853.23 

158.45 

86.21 

0.00 

2.87 

158.45 

1976 

559.87 

384.73 

81.06 

1 , 946.68 

117.19 

78.78 

0.00 

2.28 

117.19 

1977 

558.20 

397.76 

79.12 

1 , 891.72 

103.53 

76.90 

0.00 

2.21 

103.53 

1978 

439.63 

379.94 

23.45 

1 , 932.24 

65.36 

22.01 

0.00 

1.44 

65.36 

1979 

396.28 

297.03 

76.06 

2 , 002.07 

46.06 

74.76 

0.00 

1.30 

46.06 

1980 

322.91 

307.82 

19.53 

2 , 023.96 

21.45 

18.42 

0.00 

1.12 

21.45 

1981 

224.08 

243.26 

2.75 

2 , 023.76 

5.97 

1.92 

0.00 

0.82 

5.97 

1982 

368.00 

343.32 

13.95 

1 , 966.15 

27.17 

12.68 

0.00 

1.26 

27.17 

1983 

664.76 

395.39 

122.92 

1 , 866.05 

158.76 

120.35 

0.00 

2.56 

158.76 

1984 

284.41 

289.56 

14.12 

2 , 056.55 

15.54 

13.14 

0.00 

0.97 

15.54 

1985 

238.12 

238.48 

15.91 

2 , 044.69 

13.32 

15.17 

0.00 

0.74 

13.32 

1986 

333.49 

286.11 

20.85 

1 , 929.92 

39.40 

19.55 

0.00 

1.29 

39.40 

1987 

181.69 

218.87 

2.36 

2 , 004.89 

1.91 

1.78 

0.00 

0.57 

1.91 

1988 

286.62 

275.75 

15.09 

2 , 036.46 

8.67 

14.06 

0.00 

1.03 

8.67 

1989 

394.17 

316.16 

32.25 

1 , 988.37 

61.82 

30.70 

0.00 

1.55 

61.82 

1990 

623.37 

385.35 

149.37 

1 , 927.76 

111.37 

147.53 

0.00 

1.84 

111.37 

1991 

472.40 

300.14 

81.25 

2 , 001.76 

112.87 

79.42 

0.00 

1.84 

112.87 

1992 

515.82 

350.98 

92.12 

1 , 959.99 

91.36 

90.18 

0.00 

1.93 

91.36 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


YEAR 

PCP 

ET 

WYLD 

PET 

PERC 

SURQ 

GW_Q 

LAT_Q 

Sub-surface 

percolation 

1993 

449.72 

410.31 

36.61 

1 , 961.34 

34.44 

35.10 

0.00 

1.50 

34.44 

1994 

518.24 

341.30 

100.64 

1 , 983.96 

103.95 

99.15 

0.00 

1.50 

103.95 

1995 

550.44 

343.62 

92.39 

2 , 016.03 

127.44 

90.21 

0.00 

2.18 

127.44 

1996 

759.86 

406.83 

176.37 

1 , 935.81 

193.30 

173.49 

0.00 

2.89 

193.30 

1997 

723.83 

482.36 

134.13 

1 , 864.01 

118.30 

131.52 

0.00 

2.63 

118.30 

1998 

568.35 

444.83 

76.33 

1 , 976.44 

72.41 

74.37 

0.00 

1.96 

72.41 

1999 

388.26 

340.18 

54.15 

2 , 027.70 

34.00 

52.83 

0.00 

1.31 

34.00 

2000 

449.15 

318.14 

79.64 

2 , 060.68 

70.90 

78.04 

0.00 

1.61 

70.90 

2001 

489.71 

373.40 

64.03 

1 , 901.12 

72.27 

62.24 

0.00 

1.80 

72.27 

2002 

232.55 

264.45 

1.31 

1 , 980.24 

0.00 

0.61 

0.00 

0.70 

0.00 

2003 

467.45 

399.86 

43.48 

1 , 937.80 

38.16 

41.98 

0.00 

1.49 

38.16 

2004 

440.80 

322.16 

65.97 

2 , 055.26 

73.41 

64.24 

0.00 

1.72 

73.41 

2005 

411.68 

365.55 

51.01 

1 , 965.65 

22.39 

49.80 

0.00 

1.21 

22.39 

2006 

460.65 

360.61 

34.44 

1 , 926.43 

86.71 

32.57 

0.00 

1.87 

86.71 

2007 

382.76 

334.17 

42.09 

2 , 096.30 

40.16 

40.85 

0.00 

1.24 

40.16 

2008 

429.81 

361.88 

40.32 

1 , 936.73 

54.47 

38.84 

0.00 

1.47 

54.47 

2009 

230.57 

257.21 

■Pi 

2 , 014.80 

1.76 

4.13 

0.00 

0.75 

1.76 

2010 

708.67 

380.44 

131.54 

1 , 910.21 

166.78 

129.13 

0.00 

2.40 

166.78 

Mean 

453.42 

344.44 

60.79 

1 , 971.39 

69.53 

59.16 

0.00 

1.63 

69.53 


Gudia Sub-basin 

1973 

1 , 035.91 

388.74 

436.51 

1 , 790.39 

208.43 

436.16 

0.00 

0.33 

208.43 

1974 

789.23 

335.92 

260.44 

1 , 813.19 

190.95 

259.80 

0.27 

0.37 

190.68 

1975 

1 , 163.90 

424.12 

383.44 

1 , 672.18 

380.85 

356.91 

26.00 

0.53 

354.85 

1976 

728.51 

384.48 

181.40 

1 , 765.67 

173.11 

169.19 

11.82 

0.39 

161.29 

1977 

783.64 

415.34 

179.20 

1 , 720.30 

198.58 

168.56 

10.26 

0.39 

188.32 

1978 

751.26 

425.66 

132.55 

1 , 769.77 

196.75 

128.01 

4.19 

0.38 

192.56 

1979 

577.81 

323.34 

150.17 

1 , 822.78 

102.24 

149.90 

0.00 

0.27 

102.24 

1980 

453.78 

331.63 

57.61 

1 , 860.76 

63.54 

57.40 

0.00 

0.21 

63.54 

1981 

851.62 

297.26 

374.87 

1 , 836.10 

180.70 

374.55 

0.00 

0.31 

180.70 

1982 

611.79 

315.75 

152.10 

1 , 790.36 

141.35 

151.81 

0.00 

0.30 

141.35 

1983 

1 , 032.12 

506.26 

254.55 

1 , 645.90 

271.71 

253.23 

0.87 

0.46 

270.84 

1984 

367.64 

325.68 

14.90 

1 , 803.38 

28.15 

14.69 

0.00 

0.21 

28.15 

1985 

566.48 

356.05 

73.93 

1 , 752.84 

112.37 

73.71 

0.00 

0.24 

112.37 

1986 

547.75 

364.09 

102.15 

1 , 761.41 

103.31 

101.87 

0.00 

0.26 

103.31 

1987 

250.00 

274.49 

6.40 

1 , 898.29 

6.80 

6.29 

0.00 

0.13 

6.80 

1988 

435.38 

313.09 

28.21 

1 , 817.67 

55.37 

28.02 

0.00 

0.18 

55.37 

1989 

280.95 

261.45 

13.47 

1 , 807.01 

25.05 

13.33 

0.00 

0.14 

25.05 

1990 

402.20 

315.65 

35.88 

1 , 776.83 

39.55 

35.71 

0.00 

0.19 

39.55 

1991 

598.12 

273.96 

118.49 

1 , 815.99 

190.03 

118.19 

0.00 

0.28 

190.03 

1992 

531.32 

329.25 

93.14 

1 , 750.80 

111.57 

92.89 

0.00 

0.26 

111.57 

1993 

409.66 

348.92 

49.41 

1 , 762.26 

16.86 

49.22 

0.00 

0.18 

16.86 

1994 

833.20 

387.53 

236.68 

1 , 738.91 

201.93 

236.35 

0.00 

0.33 

201.93 

1995 

732.68 

315.75 

150.91 

1 , 797.64 

264.86 

150.51 

0.00 

0.39 

264.86 

1996 

933.48 

375.48 

264.35 

1 , 772.68 

291.29 

263.87 

0.00 

0.47 

291.29 

1997 

560.16 

427.60 

68.52 

1 , 705.30 

57.36 

68.25 

0.00 

0.28 

57.36 

1998 

655.46 

398.21 

139.16 

1 , 747.50 

122.47 

138.85 

0.00 

0.31 

122.47 

1999 

424.70 

337.40 

54.65 

1 , 774.07 

35.05 

54.45 

0.00 

0.20 

35.05 

2000 

392.91 

316.11 

30.41 

1 , 869.83 

46.20 

30.21 

0.00 

0.19 

46.20 

2001 

458.69 

344.52 

62.47 

1 , 776.79 

48.77 

62.29 

0.00 

0.19 

48.77 

2002 

127.38 

185.12 

0.21 

1 , 880.60 

0.00 

0.15 

0.00 

0.07 

0.00 

2003 

794.84 

327.46 

200.23 

1 , 775.34 

207.01 

199.90 

0.00 

0.34 

207.01 

2004 

659.97 

368.29 

126.77 

1 , 827.26 

162.85 

126.45 

0.00 

0.31 

162.85 

2005 

436.55 

355.08 

45.06 

1 , 808.19 

38.54 

44.83 

0.00 

0.23 

38.54 

2006 

387.25 

302.59 

56.13 

1 , 777.04 

27.81 

55.97 

0.00 

0.15 

27.81 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


YEAR 

PCP 

ET 

WYLD 

PET 

PERC 

SURQ 

GW_Q 

LAT_Q 

Sub-surface 

percolation 

2007 

461.75 

368.84 

46.19 

1 , 889.38 

47.77 

46.01 

0.00 

0.18 

47.77 

2008 

841.62 

453.43 

218.49 

1 , 759.05 

164.01 

218.18 

0.00 

0.33 

164.01 

2009 

449.73 

334.48 

66.02 

1 , 829.98 

49.91 

65.82 

0.00 

0.20 

49.91 

2010 

581.06 

380.73 

89.16 

1 , 748.76 

102.36 

88.93 

0.00 

0.24 

102.36 

Mean 

602.64 

349.73 

130.37 

1 , 787.16 

122.78 

128.70 

1.41 

0.27 

121.37 


Kalisi 

Sub-basin 

1973 

285.23 

229.22 

35.33 

1 , 818.64 

39.80 

34.44 

0.35 

0.55 

39.45 

1974 

807.00 

323.68 

229.91 

1 , 750.40 

237.35 

228.47 

0.00 

1.45 

237.35 

1975 

508.12 

218.80 

178.92 

1 , 725.93 

129.77 

178.02 

0.00 

0.90 

129.77 

1976 

803.47 

419.79 

142.28 

1 , 731.54 

186.91 

140.81 

0.00 

1.48 

186.91 

1977 

1 , 450.29 

446.91 

499.52 

1 , 616.43 

662.70 

351.65 

144.61 

3.26 

518.09 

1978 

839.95 

419.13 

218.19 

1 , 709.40 

263.70 

158.91 

57.23 

2.05 

206.47 

1979 

453.10 

393.24 

47.42 

1 , 827.36 

17.80 

46.50 

0.00 

0.92 

17.80 

1980 

707.88 

441.67 

133.09 

1 , 780.52 

117.47 

131.93 

0.00 

1.16 

117.47 

1981 

921.39 

385.31 

313.56 

1 , 768.23 

237.74 

311.97 

0.00 

1.58 

237.74 

1982 

782.66 

486.86 

107.16 

1 , 736.23 

168.67 

105.68 

0.00 

1.48 

168.67 

1983 

895.75 

542.23 

121.08 

1 , 643.77 

232.70 

119.33 

0.00 

1.76 

232.70 

1984 

538.01 

408.74 

71.18 

1 , 826.90 

60.58 

70.05 

0.00 

1.15 

60.58 

1985 

669.03 

411.29 

139.08 

1 , 764.60 

116.77 

137.92 

0.00 

1.16 

116.77 

1986 

844.36 

467.30 

221.57 

1 , 761.17 

141.76 

220.17 

0.00 

1.41 

141.76 

1987 

423.05 

400.54 

19.22 

1 , 858.83 

2.39 

18.48 

0.00 

0.76 

2.39 

1988 

966.88 

495.67 

215.39 

1 , 738.63 

267.42 

213.59 

0.00 

1.79 

267.42 

1989 

357.24 

369.31 

3.31 

1 , 784.23 

0.20 

2.56 

0.00 

0.76 

0.20 

1990 

486.18 

436.96 

14.21 

1 , 718.87 

12.15 

13.50 

0.00 

0.72 

12.15 

1991 

568.96 

317.40 

108.62 

1 , 811.54 

145.22 

107.52 

0.00 

1.10 

145.22 

1992 

1 , 144.09 

498.98 

247.13 

1 , 724.97 

383.28 

244.87 

0.00 

2.27 

383.28 

1993 

678.83 

475.20 

119.89 

1 , 778.66 

91.41 

118.42 

0.00 

1.47 

91.41 

1994 

704.73 

516.55 

63.79 

1 , 680.22 

126.44 

62.46 

0.00 

1.33 

126.44 

1995 

1 , 515.02 

440.89 

603.45 

1 , 740.93 

468.85 

600.92 

0.00 

2.54 

468.85 

1996 

833.58 

376.87 

189.79 

1 , 788.21 

260.61 

187.88 

0.00 

1.92 

260.61 

1997 

542.76 

412.47 

49.95 

1 , 755.89 

67.52 

48.83 

0.00 

1.12 

67.52 

1998 

726.97 

524.24 

100.95 

1 , 777.09 

109.27 

99.65 

0.00 

1.31 

109.27 

1999 

657.81 

446.46 

86.75 

1 , 742.70 

114.98 

85.52 

0.00 

1.24 

114.98 

2000 

565.09 

425.80 

100.94 

1 , 789.20 

58.59 

99.93 

0.00 

1.01 

58.59 

2001 

598.38 

414.23 

97.86 

1 , 705.69 

86.63 

96.80 

0.00 

1.05 

86.63 

2002 

322.99 

335.42 

3.53 

1 , 787.19 

0.00 

3.00 

0.00 

0.53 

0.00 

2003 

871.05 

450.51 

165.81 

1 , 693.40 

215.02 

164.32 

0.00 

1.49 

215.02 

2004 

483.10 

366.05 

48.68 

1 , 841.45 

81.70 

47.60 

0.00 

1.09 

81.70 

2005 

462.26 

303.08 

124.79 

1 , 809.48 

65.76 

123.97 

0.00 

0.82 

65.76 

2006 

398.54 

338.17 

27.68 

1 , 755.29 

12.80 

27.01 

0.00 

0.66 

12.80 

2007 

435.02 

381.84 

43.65 

1 , 887.57 

4.32 

43.02 

0.00 

0.64 

4.32 

2008 

812.44 

451.12 

175.00 

1 , 741.60 

174.25 

173.56 

0.00 

1.44 

174.25 

2009 

463.34 

398.71 

32.85 

1 , 809.82 

24.61 

32.01 

0.00 

0.85 

24.61 

2010 

579.58 

449.28 

42.23 

1 , 720.10 

71.03 

41.21 

0.00 

1.02 

71.03 

Mean 

686.95 

411.05 

135.36 

1 , 760.60 

143.64 

128.75 

5.32 

1.30 

138.32 


Khari Sub-basi 

n 

1973 

438.41 

230.92 

109.16 

1 , 284.14 

105.18 

101.61 

7.23 

0.31 

97.95 

1974 

252.93 

205.54 

37.46 

1 , 335.52 

23.54 

37.26 

0.04 

0.16 

23.50 

1975 

412.09 

273.52 

69.11 

1 , 246.49 

77.51 

59.91 

8.81 

0.40 

68.70 

1976 

486.11 

244.71 

155.25 

1 , 300.80 

102.25 

144.14 

10.67 

0.44 

91.58 

1977 

348.06 

257.22 

57.63 

1 , 271.13 

49.93 

52.34 

5.02 

0.26 

44.91 

1978 

317.52 

234.23 

48.64 

1 , 253.06 

48.45 

40.33 

8.00 

0.31 

40.45 

1979 

292.99 

215.12 

46.27 

1 , 311.77 

39.39 

43.47 

2.49 

0.31 

36.90 

1980 

250.73 

199.55 

32.94 

1 , 380.80 

25.20 

32.76 

0.00 

0.19 

25.20 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


YEAR 

PCP 

ET 

WYLD 

PET 

PERC 

SURQ 

GW_Q 

LAT_Q 

Sub-surface 

percolation 

1981 

221.05 

206.16 

18.44 

1 , 325.31 

7.93 

18.28 

0.00 

0.17 

7.93 

1982 

374.71 

251.95 

50.01 

1 , 259.46 

68.03 

49.67 

0.00 

0.34 

68.03 

1983 

496.51 

291.86 

124.15 

1 , 212.55 

100.36 

115.60 

8.08 

0.47 

92.28 

1984 

278.97 

219.10 

37.96 

1 , 315.50 

32.02 

36.07 

1.65 

0.24 

30.37 

1985 

272.11 

222.63 

27.68 

1 , 307.11 

25.66 

27.47 

0.00 

0.21 

25.66 

1986 

235.07 

171.44 

44.30 

1 , 342.70 

33.64 

44.11 

0.00 

0.19 

33.64 

1987 

156.79 

146.70 

14.53 

1 , 368.20 

8.00 

14.46 

0.00 

0.07 

8.00 

1988 

267.66 

218.88 

31.74 

1 , 344.02 

20.45 

31.51 

0.00 

0.22 

20.45 

1989 

305.26 

210.47 

45.00 

1 , 291.86 

54.82 

44.76 

0.00 

0.24 

54.82 

1990 

410.98 

268.35 

82.09 

1 , 262.44 

63.85 

81.75 

0.00 

0.33 

63.85 

1991 

296.75 

208.05 

45.04 

1 , 337.37 

54.38 

44.78 

0.00 

0.25 

54.38 

1992 

334.22 

205.62 

81.25 

1 , 339.97 

52.20 

80.96 

0.00 

0.29 

52.20 

1993 

217.71 

173.91 

34.68 

1 , 346.10 

22.43 

34.50 

0.00 

0.18 

22.43 

1994 

422.11 

255.91 

97.91 

1 , 274.22 

69.18 

97.59 

0.00 

0.33 

69.18 

1995 

264.47 

185.64 

48.17 

1 , 355.06 

40.15 

47.94 

0.00 

0.23 

40.15 

1996 

474.47 

248.20 

132.25 

1 , 327.34 

101.28 

128.56 

3.32 

0.38 

97.96 

1997 

323.55 

216.75 

77.39 

1 , 326.50 

35.90 

77.15 

0.00 

0.24 

35.90 

1998 

240.36 

209.09 

27.64 

1 , 348.32 

12.40 

27.49 

0.00 

0.15 

12.40 

1999 

233.31 

186.40 

37.93 

1 , 325.55 

22.09 

37.77 

0.00 

0.17 

22.09 

2000 

254.37 

184.60 

50.89 

1 , 358.65 

25.24 

50.71 

0.00 

0.17 

25.24 

2001 

361.65 

220.26 

95.34 

1 , 318.99 

52.25 

95.09 

0.00 

0.24 

52.25 

2002 

131.80 

142.20 

3.09 

1 , 360.11 

1.70 

3.01 

0.00 

0.08 

1.70 

2003 

253.54 

223.03 

20.39 

1 , 319.14 

13.02 

20.19 

0.00 

0.19 

13.02 

2004 

461.74 

221.23 

159.08 

1 , 360.73 

82.37 

158.83 

0.00 

0.25 

82.37 

2005 

310.65 

225.11 

55.90 

1 , 325.12 

36.26 

55.60 

0.00 

0.30 

36.26 

2006 

413.37 

219.59 

105.19 

1 , 282.79 

98.12 

104.79 

0.00 

0.40 

98.12 

2007 

312.33 

235.97 

53.11 

1 , 404.37 

31.67 

52.88 

0.00 

0.22 

31.67 

2008 

255.01 

241.50 

15.23 

1 , 322.53 

7.59 

15.04 

0.00 

0.19 

7.59 

2009 

209.05 

183.42 

21.05 

1 , 357.74 

13.71 

20.90 

0.00 

0.15 

13.71 

2010 

347.42 

232.43 

57.06 

1 , 290.08 

50.43 

56.79 

0.00 

0.27 

50.43 

Mean 

314.10 

218.09 

59.24 

1 , 318.25 

44.96 

57.53 

1.46 

0.25 

43.51 


Kothari Sub-basin 

1973 

853.00 

391.92 

242.60 

1 , 991.08 

233.26 

236.74 

5.09 

0.77 

228.17 

1974 

486.24 

380.46 

103.69 

2 , 057.73 

25.20 

103.31 

0.00 

0.37 

25.20 

1975 

716.05 

454.03 

133.59 

1 , 905.43 

133.77 

132.96 

0.00 

0.63 

133.77 

1976 

793.45 

458.32 

173.54 

1 , 995.01 

169.87 

172.33 

0.43 

0.78 

169.44 

1977 

679.58 

469.16 

142.55 

1 , 972.61 

97.63 

141.32 

0.70 

0.53 

96.93 

1978 

592.36 

420.12 

103.61 

2 , 003.50 

79.57 

102.98 

0.09 

0.54 

79.48 

1979 

546.17 

391.35 

102.19 

2 , 076.87 

61.34 

101.71 

0.00 

0.47 

61.34 

1980 

316.89 

337.51 

10.32 

2 , 126.85 

3.44 

10.06 

0.00 

0.26 

3.44 

1981 

390.81 

374.20 

30.20 

2 , 072.09 

WHM 

29.92 

0.00 

0.29 

4.98 

1982 

657.53 

428.43 

148.70 

2 , 047.47 

85.01 

148.22 

0.00 

0.49 

85.01 

1983 

706.71 

412.92 

219.58 

1 , 964.29 

97.63 

219.00 

0.00 

0.59 

97.63 

1984 

452.73 

337.23 

86.46 

2 , 100.22 

49.18 

86.11 

0.00 

0.34 

49.18 

1985 

366.10 

319.82 

33.68 

2 , 057.15 

26.02 

33.39 

0.00 

0.29 

26.02 

1986 

400.57 

266.18 

102.66 

2 , 068.39 

62.53 

102.44 

0.00 

0.21 

62.53 

1987 

316.32 

255.49 

46.48 

2 , 121.36 

22.44 

46.31 

0.00 

0.17 

22.44 

1988 

384.18 

318.43 

70.06 

2 , 136.15 

25.07 

69.86 

0.00 

0.21 

25.07 

1989 

645.48 

373.85 

165.00 

2 , 034.30 

123.65 

164.53 

0.00 

0.45 

123.65 

1990 

694.32 

458.46 

141.74 

1 , 974.49 

103.46 

141.18 

0.00 

0.57 

103.46 

1991 

586.82 

341.08 

153.16 

2 , 065.75 

114.72 

152.72 

0.00 

0.43 

114.72 

1992 

541.69 

330.88 

144.66 

2 , 060.51 

84.06 

144.26 

0.00 

0.40 

84.06 

1993 

283.85 

281.47 

18.83 

2 , 092.62 

11.14 

18.63 

0.00 

0.19 

11.14 

1994 

819.82 

454.37 

241.65 

1 , 956.38 

130.46 

241.13 

0.00 

0.51 

130.46 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


YEAR 

PCP 

ET 

WYLD 

PET 

PERC 

SURQ 

GW_Q 

LAT_Q 

Sub-surface 

percolation 

1995 

524.45 

347.35 

115.30 

2 , 091.46 

76.65 

114.84 

0.00 

0.46 

76.65 

1996 

713.07 

410.59 

188.78 

2 , 028.00 

131.18 

188.26 

0.00 

0.53 

131.18 

1997 

670.56 

482.59 

133.17 

2 , 020.37 

63.78 

132.61 

0.00 

0.57 

63.78 

1998 

431.47 

411.70 

36.43 

2 , 085.34 

11.19 

36.04 

0.00 

0.39 

11.19 

1999 

407.96 

314.49 

76.28 

2 , 105.48 


75.97 

0.00 

0.31 

38.98 

2000 

411.93 

318.87 

69.02 

2 , 147.65 

43.45 

68.64 

0.00 

0.37 

43.45 

2001 

622.33 

397.95 

146.98 

2 , 033.22 

92.31 

146.40 

0.00 

0.57 

92.31 

2002 

251.14 

261.35 

11.32 

2 , 114.39 

3.53 

11.12 

0.00 

0.20 

3.53 

2003 

467.38 

418.25 

48.25 

2 , 034.85 

16.21 

47.88 

0.00 

0.36 

16.21 

2004 

691.37 

365.27 

209.12 

2 , 103.80 

130.24 

208.65 

0.00 

0.47 

130.24 

2005 

394.79 

361.03 

34.49 

2 , 049.61 

14.05 

34.15 

0.00 

0.34 

14.05 

2006 

768.15 

377.36 

231.76 

1 , 980.20 

180.57 

231.24 

0.00 

0.53 

180.57 

2007 

398.22 

361.14 

41.17 

2 , 193.61 

19.04 

40.85 

0.00 

0.32 

19.04 

2008 

460.77 

407.57 

56.28 

2 , 059.68 

12.67 

56.02 

0.00 

0.26 

12.67 

2009 

265.10 

270.58 

15.08 

2 , 112.66 

6.15 

14.87 

0.00 

0.20 

6.15 

2010 

498.17 

375.30 

59.93 

1 , 986.20 

37.35 

59.66 

0.00 

0.25 

37.35 

Mean 

531.78 

372.03 

107.59 

2 , 053.34 

68.99 

107.01 

0.17 

0.41 

68.83 


Mashi 

Sub-basin 

1973 

630.03 

339.24 

223.31 

1 , 888.05 

117.56 

163.87 

58.44 

0.98 

59.12 

1974 

604.66 

310.35 

201.48 

1 , 896.59 

125.56 

166.61 

34.17 

0.70 

91.39 

1975 

849.68 

419.60 

280.15 

1 , 777.89 

244.93 

184.18 

94.63 

1.35 

150.30 

1976 

536.83 

382.17 

85.14 

1 , 844.98 

88.15 

69.45 

14.91 

0.79 

73.24 

1977 

819.53 

423.43 

225.25 

1 , 749.23 

232.10 

162.40 

61.50 

1.35 

170.60 

1978 

515.57 

371.90 

58.16 

1 , 847.66 

91.22 

53.49 

3.73 

0.94 

87.49 

1979 

399.61 

318.67 

43.86 

1 , 880.00 

40.12 

43.26 

0.01 

0.59 

40.11 

1980 

413.27 

293.45 

60.24 

1 , 951.06 

55.45 

59.67 

0.00 

0.57 

55.45 

1981 

607.01 

290.04 

204.07 

1 , 898.21 

120.43 

202.06 

1.20 

0.81 

119.23 

1982 

511.16 

377.70 

51.49 

1 , 860.37 

79.14 

49.32 

1.53 

0.64 

77.61 

1983 

729.25 

445.77 

149.63 

1 , 768.88 

143.57 

142.95 

5.52 

1.15 

138.05 

1984 

242.88 

217.45 

23.66 

1 , 965.57 

14.51 

23.17 

0.00 

0.48 

14.51 

1985 

463.59 

293.52 

78.04 

1 , 915.07 

78.89 

77.04 

0.00 

1.01 

78.89 

1986 

368.65 

306.30 

32.68 

1 , 879.03 

40.64 

32.17 

0.00 

0.52 

40.64 

1987 

278.45 

281.42 

4.76 

1 , 958.73 

3.72 

4.37 

0.00 

0.40 

3.72 

1988 

357.95 

319.50 

24.22 

1 , 893.94 

14.74 

23.82 

0.00 

0.40 

14.74 

1989 

395.18 

286.13 

53.86 

1 , 893.29 

49.54 

53.19 

0.00 

0.66 

49.54 

1990 

434.99 

389.21 

27.20 

1 , 800.91 

18.84 

26.53 

0.00 

0.67 

18.84 

1991 

398.39 

270.29 

52.74 

1 , 911.33 

69.90 

52.07 

0.00 

0.66 

69.90 

1992 

559.39 

334.56 

103.12 

1 , 884.48 

127.01 

102.20 

0.00 

0.92 

127.01 

1993 

406.41 

337.57 

39.42 

1 , 899.06 

36.88 

38.77 

0.00 

0.64 

36.88 

1994 

570.50 

413.37 

60.58 

1 , 806.69 

91.00 

59.72 

0.00 

0.86 

91.00 

1995 

684.40 

296.75 

148.40 

1 , 865.87 

240.29 

147.23 

0.00 

1.16 

240.29 

1996 

714.02 

408.29 

125.25 

1 , 825.90 

178.20 

123.74 

0.21 

1.29 

177.99 

1997 

501.28 

409.80 

43.98 

1 , 835.19 

46.97 

43.11 

0.10 

0.77 

46.87 

1998 

527.92 

366.08 

98.29 

1 , 868.96 

67.13 

97.36 

0.12 

0.80 

67.01 

1999 

385.00 

271.48 

82.93 

1 , 920.10 

38.47 

81.53 

0.91 

0.49 

37.56 

2000 

272.64 

276.28 

4.95 

1 , 933.89 

5.77 

4.56 

0.00 

0.38 

5.77 

2001 

401.33 

351.93 

18.12 

1 , 852.55 

25.81 

17.54 

0.00 

0.58 

25.81 

2002 

179.48 

186.58 

0.57 

1 , 947.64 

0.03 

0.39 

0.00 

0.19 

0.03 

2003 

437.24 

356.82 

30.74 

1 , 824.82 

40.17 

30.04 

0.00 

0.70 

40.17 

2004 

464.11 

296.71 

78.09 

1 , 965.32 

91.73 

77.47 

0.00 

0.62 

91.73 

2005 

372.16 

313.99 

28.02 

1 , 889.32 

36.13 

27.55 

0.00 

0.47 

36.13 

2006 

305.07 

296.03 

8.56 

1 , 850.60 

11.56 

8.24 

0.00 

0.32 

11.56 

2007 

403.85 

365.58 

25.54 

1 , 996.66 

12.84 

25.07 

0.00 

0.46 

12.84 

2008 

484.94 

408.40 

31.93 

1 , 834.23 

38.19 

31.31 

0.00 

0.62 

38.19 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


YEAR 

PCP 

ET 

WYLD 

PET 

PERC 

SURQ 

GW_Q 

LAT_Q 

Sub-surface 

percolation 

2009 

282.82 

274.10 

9.93 

1 , 931.90 

9.26 

9.56 

0.00 

0.37 

9.26 

2010 

743.63 

414.87 

163.20 

1 , 814.30 

136.96 

162.27 

0.00 

0.93 

136.96 

Mean 

480.34 

334.61 

78.46 

1 , 877.06 

75.35 

70.45 

7.29 

0.72 

68.06 


Morel Sub-basin 

1973 

603.73 

326.54 

257.70 

1 , 791.62 

148.25 

112.49 

134.27 

10.95 

13.98 

1974 

619.23 

322.83 

256.00 

1 , 793.83 

133.01 

156.21 

89.86 

9.93 

43.15 

1975 

842.95 

368.94 

442.81 

1 , 664.91 

260.80 

191.37 

234.00 

17.42 

26.80 

1976 

749.64 

451.04 

212.70 

1 , 722.73 

145.82 

131.52 

69.29 

11.88 

76.53 

1977 

766.48 

333.22 

232.52 

1 , 713.40 

248.89 

177.44 

41.21 

13.86 

207.68 

1978 

914.78 

404.48 

263.14 

1 , 727.16 

274.31 

222.21 

25.54 

15.39 

248.77 

1979 

477.67 

356.26 

62.78 

1 , 759.94 

60.34 

56.15 

0.00 

6.63 

60.34 

1980 

557.51 

381.42 

95.10 

1 , 809.21 

78.33 

86.76 

0.00 

8.35 

78.33 

1981 

1 , 186.78 

329.00 

648.30 

1 , 801.28 

217.35 

636.00 

1.18 

11.12 

216.17 

1982 

733.90 

467.61 

127.24 

1 , 757.97 

128.00 

115.24 

0.35 

11.65 

127.65 

1983 

903.17 

524.21 

178.60 

1 , 614.43 

208.87 

160.73 

1.82 

16.04 

207.05 

1984 

510.93 

374.10 

75.37 

1 , 806.97 

66.84 

67.20 

0.00 

8.17 

66.84 

1985 

684.08 

362.84 

150.30 

1 , 739.47 

157.80 

138.54 

0.16 

11.59 

157.64 

1986 

498.77 

386.75 

75.91 

1 , 741.06 

51.84 

69.49 

0.00 

6.41 

51.84 

1987 

353.97 

336.79 

19.31 

1 , 859.01 

6.23 

14.97 

0.00 

4.33 

6.23 

1988 

641.53 

401.84 

124.63 

1 , 755.60 

109.68 

114.99 

0.00 

9.63 

109.68 

1989 

377.57 

311.65 

48.20 

1 , 795.08 

26.22 

42.93 

0.00 

5.26 

26.22 

1990 

539.32 

415.38 

59.89 

1 , 724.13 

56.56 

53.84 

0.00 

6.05 

56.56 

1991 

496.14 

280.71 

84.34 

1 , 792.89 

127.69 

75.48 

0.00 

8.86 

127.69 

1992 

895.58 

422.03 

224.78 

1 , 738.60 

253.35 

210.43 

0.00 

14.34 

253.35 

1993 

613.34 

414.82 

120.35 

1 , 776.50 

84.26 

111.33 

0.00 

9.01 

84.26 

1994 

674.44 

433.19 

108.34 

1 , 720.08 

133.27 

97.27 

0.02 

11.04 

133.25 

1995 

1 , 089.53 

340.25 

385.63 

1 , 754.83 

364.65 

365.08 

0.75 

19.81 

363.90 

1996 

822.77 

420.73 

186.88 

1 , 761.08 

214.70 

174.19 

0.25 

12.45 

214.45 

1997 

606.97 

446.14 

76.44 

1 , 709.18 

70.11 

69.68 

0.00 

6.75 

70.11 

1998 

782.96 

455.45 

191.75 

1 , 754.13 

150.72 

179.75 

0.41 

11.60 

150.31 

1999 

519.40 

359.04 

84.22 

1 , 801.80 

81.07 

76.62 

0.15 

7.45 

80.92 

2000 

404.48 

327.39 

44.80 

1 , 835.85 

40.94 

39.34 

0.00 

5.47 

40.94 

2001 

471.48 

374.73 

55.98 

1 , 750.50 

40.98 

51.57 

0.00 

4.41 

40.98 

2002 

248.37 

243.82 

10.84 

1 , 850.09 

12.30 

8.53 

0.00 

2.30 

12.30 

2003 

641.38 

371.91 

107.55 

1 , 722.00 

139.44 

98.65 

0.00 

8.91 

139.44 

2004 

514.03 

340.48 

76.18 

1 , 860.74 

105.19 

66.99 

0.00 

9.18 

105.19 

2005 

542.99 

332.49 

136.48 

1 , 808.95 

72.20 

129.47 

0.00 

7.01 

72.20 

2006 

504.99 

377.55 

69.87 

1 , 742.83 

58.41 

63.86 

0.00 

6.02 

58.41 

2007 

542.31 

444.87 

61.43 

1 , 857.45 

40.11 

54.44 

0.00 

6.98 

40.11 

2008 

642.13 

451.29 

102.96 

1 , 734.99 

83.99 

95.42 

0.00 

7.53 

83.99 

2009 

401.06 

356.58 

32.29 

1 , 812.41 

19.10 

27.44 

0.00 

4.85 

19.10 

2010 

765.72 

432.84 

143.60 

1 , 700.79 

171.22 

134.28 

0.00 

9.32 

171.22 

Mean 

635.32 

381.08 

148.30 

1 , 764.83 

122.18 

123.10 

15.77 

9.42 

106.41 


Sodra Sub-basin 

1973 

784.54 

352.66 

399.28 

1 , 890.51 

195.85 

232.35 

166.69 

0.22 

29.16 

1974 

672.63 

354.31 

202.52 

1 , 912.74 

183.97 

142.46 

59.82 

0.23 

124.15 

1975 

887.76 

396.74 

354.72 

1 , 741.31 

344.46 

156.82 

197.57 

0.32 

146.89 

1976 

809.60 

418.61 

277.39 

1 , 894.11 

198.25 

205.94 

71.15 

0.28 

127.10 

1977 

844.73 

411.51 

319.52 

1 , 831.87 

235.40 

210.79 

108.45 

0.28 

126.95 

1978 

560.59 

409.64 

75.39 

1 , 789.78 

106.29 

55.29 

19.91 

0.21 

86.38 

1979 

629.48 

336.75 

194.50 

1 , 847.68 

130.45 

172.03 

22.29 

0.18 

108.16 

1980 

454.57 

301.43 

95.58 

1 , 970.80 

95.83 

74.92 

20.51 

0.15 

75.32 

1981 

563.89 

292.22 

161.65 

1 , 942.43 

147.60 

134.10 

27.37 

0.17 

120.23 

1982 

381.14 

294.49 

34.97 

1 , 802.11 

86.45 

22.76 

12.09 

0.11 

74.36 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


YEAR 

PCP 

ET 

WYLD 

PET 

PERC 

SURQ 

GW_Q 

LAT_Q 

Sub-surface 

percolation 

1983 

738.00 

409.08 

191.71 

1 , 733.70 

190.74 

137.93 

53.53 

0.23 

137.21 

1984 

407.09 

345.25 

32.27 

1 , 942.81 

43.10 

32.13 

0.00 

0.14 

43.10 

1985 

393.79 

273.17 

81.68 

1 , 913.90 

51.28 

81.57 

0.00 

0.10 

51.28 

1986 

463.31 

320.45 

66.68 

1 , 829.88 

86.59 

66.54 

0.00 

0.14 

86.59 

1987 

292.79 

271.20 

10.49 

1 , 958.73 

28.65 

10.42 

0.00 

0.07 

28.65 

1988 

391.62 

327.37 

34.18 

1 , 967.88 

43.17 

34.06 

0.00 

0.12 

43.17 

1989 

297.77 

269.58 

16.87 

1 , 954.34 

27.42 

16.78 

0.00 

0.09 

27.42 

1990 

516.99 

399.87 

56.74 

1 , 821.13 

60.55 

56.59 

0.00 

0.15 

60.55 

1991 

521.73 

263.20 

158.69 

1 , 957.90 

116.06 

158.54 

0.00 

0.15 

116.06 

1992 

624.76 

340.93 

146.15 

1 , 878.32 

144.98 

144.46 

1.48 

0.19 

143.50 

1993 

357.66 

332.95 

26.80 

1 , 948.89 

24.92 

26.69 

0.00 

0.11 

24.92 

1994 

526.54 

391.00 

52.75 

1 , 850.48 

83.97 

52.58 

0.00 

0.16 

83.97 

1995 

694.86 

318.14 

155.86 

1 , 925.85 

239.75 

151.14 

4.48 

0.24 

235.27 

1996 

789.60 

412.74 

207.32 

1 , 809.26 

213.54 

168.43 

38.63 

0.24 

174.91 

1997 

615.23 

431.73 

96.55 

1 , 761.42 

110.22 

85.46 

10.88 

0.19 

99.34 

1998 

493.46 

342.33 

84.57 

1 , 878.49 

79.14 

83.93 

0.49 

0.15 

78.65 

1999 

433.55 

280.78 

92.20 

1 , 921.32 

76.22 

92.06 

0.00 

0.13 

76.22 

2000 

361.75 

312.67 

22.26 

1 , 915.98 

39.24 

21.62 

0.52 

0.11 

38.72 

2001 

461.76 

331.98 

59.00 

1 , 919.47 

85.23 

58.34 

0.49 

0.16 

84.74 

2002 

159.11 

185.75 

0.70 

2 , 025.57 

0.06 

0.65 

0.00 

0.04 

0.06 

2003 

408.57 

364.23 

23.13 

1 , 903.74 

25.78 

23.03 

0.00 

0.10 

25.78 

2004 

344.63 

239.64 

54.42 

2 , 032.04 

64.20 

54.32 

0.00 

0.10 

64.20 

2005 

313.51 

282.64 

19.79 

1 , 954.99 

30.54 

19.71 

0.00 

0.07 

30.54 

2006 

254.48 

265.64 

1.97 

1 , 888.75 

4.58 

1.90 

0.00 

0.06 

4.58 

2007 

408.87 

356.53 

31.83 

2 , 049.30 

24.06 

31.72 

0.00 

0.12 

24.06 

2008 

499.56 

406.21 

48.86 

1 , 901.76 

49.85 

48.71 

0.00 

0.14 

49.85 

2009 

286.75 

264.78 

23.87 

1 , 980.29 

18.97 

23.79 

0.00 

0.08 

18.97 

2010 

588.92 

363.68 

123.32 

1 , 883.03 

97.52 

123.16 

0.00 

0.15 

97.52 

Mean 

506.20 

333.47 

106.22 

1 , 898.23 

99.60 

84.57 

21.48 

0.15 

78.12 


Banas Basin 

1973 

932.41 

373.83 

361.21 

1 , 912.49 

246.44 

304.66 

52.69 

3.86 

193.75 

1974 

589.67 

361.81 

156.81 

1 , 968.91 

96.58 

135.45 

18.94 

2.42 

77.64 

1975 

783.96 

433.85 

211.55 

1 , 832.14 

189.20 

156.32 

51.09 

4.14 

138.11 

1976 

770.68 

418.19 

198.99 

1 , 911.10 

173.19 

173.50 

22.44 

3.05 

150.75 

1977 

712.09 

406.21 

182.29 

1 , 881.53 

169.64 

149.52 

29.46 

3.30 

140.18 

1978 

635.50 

389.05 

125.93 

1 , 910.85 

132.59 

112.46 

10.11 

3.35 

122.48 

1979 

561.29 

367.61 

115.16 

1 , 954.41 

76.58 

110.82 

2.23 

2.10 

74.35 

1980 

493.13 

360.21 

79.68 

2 , 014.24 

68.91 

75.36 

2.24 

2.08 

66.67 

1981 

587.17 

353.46 

161.51 

1 , 972.22 

85.94 

156.67 

2.32 

2.52 

83.62 

1982 

597.35 

389.55 

103.95 

1 , 933.81 

100.38 

100.69 

0.79 

2.47 

99.59 

1983 

781.43 

457.90 

172.29 

1 , 822.73 

165.95 

162.87 

5.88 

3.54 

160.07 

1984 

486.35 

338.51 

91.01 

1 , 987.44 

67.79 

88.52 

0.49 

2.00 

67.30 

1985 

499.15 

324.56 

88.78 

1 , 945.53 

84.66 

86.18 

0.03 

2.58 

84.63 

1986 

505.81 

305.58 

123.01 

1 , 943.83 

91.29 

120.85 

0.26 

1.91 

91.03 

1987 

342.89 

280.96 

45.37 

2 , 039.25 

24.39 

44.17 

0.00 

1.20 

24.39 

1988 

522.57 

374.47 

79.52 

1 , 971.90 

71.68 

76.99 

0.00 

2.53 

71.68 

1989 

536.77 

333.21 

114.09 

1 , 941.07 

97.32 

112.10 

0.02 

1.96 

97.30 

1990 

636.35 

408.54 

125.12 

1 , 876.25 

102.63 

122.64 

0.21 

2.27 

102.42 

1991 

567.09 

303.93 

134.46 

1 , 972.80 

135.91 

131.48 

0.32 

2.66 

135.59 

1992 

668.29 

350.60 

178.26 

1 , 951.04 

143.71 

174.19 

0.71 

3.36 

143.00 

1993 

472.53 

354.68 

81.65 

1 , 970.87 

51.29 

79.28 

0.14 

2.23 

51.15 

1994 

718.03 

411.54 

161.06 

1 , 868.70 

144.81 

156.05 

1.75 

3.25 

143.06 

1995 

640.31 

322.14 

160.39 

1 , 972.34 

164.44 

154.61 

2.04 

3.75 

162.40 

1996 

777.09 

385.88 

205.16 

1 , 933.84 

195.17 

196.91 

5.04 

3.20 

190.13 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


YEAR 

PCP 

ET 

WYLD 

PET 

PERC 

SURQ 

GW_Q 

LAT_Q 

Sub-surface 

percolation 

1997 

570.89 

411.34 

88.46 

1 , 912.48 

71.77 

85.59 

0.63 

2.24 

71.14 I 

1998 

538.33 

403.88 

83.31 

1 , 949.30 

61.97 

80.46 

0.25 

2.60 

61.72 

1999 

457.96 

337.15 

77.31 

1 , 971.69 

54.66 

75.27 

0.14 

1.91 

54.52 

2000 

398.10 

308.41 

59.70 

2 , 018.79 

39.91 

58.18 

0.02 

1.50 

39.89 

2001 

555.95 

353.72 

125.18 

1 , 924.60 

79.60 

123.11 

0.10 

1.96 

79.50 

2002 

261.14 

254.53 

13.87 

2 , 006.54 

10.57 

12.95 

0.00 

0.92 

10.57 

2003 

551.52 

384.68 

83.09 

1 , 927.75 

77.14 

80.68 

0.00 

2.41 

77.14 

2004 

604.32 

333.86 

151.73 

2 , 019.23 

122.17 

149.36 

0.07 

2.29 

122.10 

2005 

531.59 

347.31 

111.71 

1 , 958.17 

78.88 

109.24 

0.20 

2.27 

78.68 

2006 

679.11 

352.08 

184.39 

1 , 886.40 

150.51 

181.14 

0.27 

2.98 

150.24 

2007 

529.46 

387.29 

87.04 

2 , 056.33 

62.21 

84.28 

0.47 

2.29 

61.74 

2008 

558.76 

417.89 

78.30 

1 , 926.49 

67.68 

75.79 

0.31 

2.20 

67.37 

2009 

394.55 

321.84 

46.31 

1 , 985.21 

37.17 

44.73 

0.00 

1.57 

37.17 

2010 

675.02 

392.48 

133.09 

1 , 887.44 

128.14 

129.89 

0.16 

3.03 

127.98 

Mean 

582.23 

363.49 

125.81 

1 , 945.26 

103.23 

117.71 

5.57 

2.52 

97.66 


Where, 

PRECIP: Rainfall 

PET: Potential evapotranspiration 

ET: Actual evapotranspiration 

PERC: Percolation (Shallow+Deep) 

SURQ: Direct Surface Runoff 

GW_Q: Baseflow 

WYLD: Total Water yield (SURQ + GW_Q + Lateral Flow) 

LAT_Q : Lateral flow 

Sub-surface percolation =PERC - GW_Q 

Table A3-2: Mean Monthly Water Balance Components of Banas Basin and Sub-basin, mm 


Month 

Rainfall, 

mm 

Water Yield, mm 
(% Rainfall Conversion) 

Evapotranspiration, 

mm 

Sub-surface 

percolation, 

mm 

Banas Sub-basin 

Jan 

2.99 

0.05 ( 1 . 70 ) 

5.86 

0.00 

Feb 

4.20 

0.14 ( 3 . 30 ) 

6.62 

0.04 

Mar 

1.74 

0.03 ( 1 . 70 ) 

9.17 

0.00 

Apr 

3.65 

0.04 ( 1 . 10 ) 

20.11 

0.00 

May 

9.69 

0.10 ( 1 . 00 ) 

8.94 

0.03 

Jun 

58.49 

1.89 ( 3 . 20 ) 

31.42 

1.40 

Jul 

209.42 

42.47 ( 20 . 30 ) 

81.64 

38.87 

Aug 

200.87 

57.22 ( 28 . 50 ) 

89.46 

50.13 

Sep 

70.46 

20.64 ( 29 . 30 ) 

65.00 

12.82 

Oct 

12.91 

3.58 ( 27 . 70 ) 

24.46 

0.00 

Nov 

8.79 

1.29 ( 14 . 70 ) 

10.92 

0.40 

Dec 

2.42 

0.22 ( 9 . 10 ) 

7.19 

0.00 

Berach Sub-basin 

Jan 

2.03 

0.05 ( 2 . 50 ) 

5.64 

0.00 

Feb 

1.87 

0.03 ( 1 . 60 ) 

5.41 

0.00 

Mar 

0.59 

0.01 ( 1 . 70 ) 

9.19 

0.00 

Apr 

2.61 

0.07 ( 2 . 70 ) 

16.42 

0.02 

May 

7.67 

0.05 ( 0 . 70 ) 

5.68 

0.01 

Jun 

67.43 

3.13 ( 4 . 60 ) 

34.79 

1.61 

Jul 

224.55 

47.41 ( 21 . 10 ) 

88.02 

33.56 

Aug 

238.70 

76.07 ( 31 . 90 ) 

95.18 

61.29 

Sep 

88.13 

28.32 ( 32 . 10 ) 

73.28 

20.17 
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Month 

Rainfall, 

mm 

Water Yield, mm 
(% Rainfall Conversion) 

Evapotranspiration, 

mm 

Sub-surface 

percolation, 

mm 

Oct 

12.19 

2.34 ( 19 . 20 ) 

27.57 

0.05 

Nov 

11.97 

2.13 ( 17 . 80 ) 

12.58 

1.00 

Dec 

1.68 

0.22 ( 13 . 10 ) 

8.01 

0.00 

Dain Sub-basin 

Jan 

2.12 

0.13 ( 6 . 10 ) 

6.07 

0.05 

Feb 

3.27 

0.02 ( 0 . 60 ) 

7.27 

0.00 

Mar 

1.15 

0.01 ( 0 . 90 ) 

14.78 

0.00 

Apr 

4.45 

0.05 ( 1 . 10 ) 

13.41 

0.00 

May 

9.26 

0.04 ( 0 . 40 ) 

9.93 

0.00 

Jun 

47.31 

0.99 ( 2 . 10 ) 

30.87 

1.41 

Jul 

164.61 

17.48 ( 10 . 60 ) 

78.88 

21.06 

Aug 

154.86 

30.33 ( 19 . 60 ) 

83.04 

35.12 

Sep 

53.67 

9.71 ( 18 . 10 ) 

61.44 

10.48 

Oct 

8.12 

1.58 ( 19 . 50 ) 

22.19 

0.78 

Nov 

3.77 

0.38 ( 10 . 10 ) 

10.10 

0.63 

Dec 

0.81 

0.09 ( 11 . 10 ) 

6.46 

0.00 

Gudia Sub-basin 

Jan 

1.47 

0.02 ( 1 . 40 ) 

2.53 

0.00 

Feb 

4.09 

0.04 ( 1 . 00 ) 

3.44 

0.00 

Mar 

1.40 

0.01 ( 0 . 70 ) 

9.87 

0.00 

Apr 

4.33 

0.35 ( 8 . 10 ) 

49.38 

0.04 

May 

6.56 

0.01 ( 0 . 20 ) 

7.22 

0.00 

Jun 

44.68 

1.03 ( 2 . 30 ) 

24.91 

0.73 

Jul 

241.15 

47.74 ( 19 . 80 ) 

79.20 

41.24 

Aug 

214.02 

59.79 ( 27 . 90 ) 

91.54 

58.71 

Sep 

71.93 

19.88 ( 27 . 60 ) 

57.38 

20.08 

Oct 

8.28 

1.36 ( 16 . 40 ) 

16.40 

0.65 

Nov 

2.66 

0.12 ( 4 . 50 ) 

4.57 

0.00 

Dec 

2.08 

0.02 ( 1 . 00 ) 

3.29 

0.00 

Kalisil Sub-basin 

Jan 

4.75 

0.41 ( 8 . 60 ) 

9.32 

0.05 

Feb 

4.74 

0.10 ( 2 . 10 ) 

11.17 

0.00 

Mar 

1.09 

0.04 ( 3 . 70 ) 

20.14 

0.00 

Apr 

2.99 

0.03 ( 1 . 00 ) 

27.27 

0.00 

May 

8.11 

0.02 ( 0 . 20 ) 

7.55 

0.00 

Jun 

62.25 

0.95 ( 1 . 50 ) 

28.79 

0.33 

Jul 

259.95 

47.29 ( 18 . 20 ) 

77.29 

44.34 

Aug 

242.23 

62.13 ( 25 . 60 ) 

97.53 

75.29 

Sep 

84.94 

20.57 ( 24 . 20 ) 

76.16 

19.87 

Oct 

7.31 

2.93 ( 40 . 10 ) 

32.14 

0.00 

Nov 

6.41 

0.71 ( 11 . 10 ) 

13.82 

0.00 

Dec 

2.18 

0.18 ( 8 . 30 ) 

9.86 

0.00 

Khari Sub-basin 

Jan 

1.82 

0.01 ( 0 . 50 ) 

5.72 

0.00 

Feb 

2.60 

0.08 ( 3 . 10 ) 

5.97 

0.02 

Mar 

1.02 

0.02 ( 2 . 00 ) 

10.90 

0.00 

Apr 

2.44 

0.00 ( 0 . 00 ) 

12.41 

0.00 

May 

7.37 

0.04 ( 0 . 50 ) 

6.54 

0.03 

Jun 

47.48 

0.96 ( 2 . 00 ) 

28.24 

0.56 

Jul 

183.42 

27.96 ( 15 . 20 ) 

79.96 

21.55 

Aug 

170.72 

45.33 ( 26 . 60 ) 

88.64 

35.53 

Sep 

60.80 

15.85 ( 26 . 10 ) 

61.84 

10.03 

Oct 

5.23 

1.57 ( 30 . 00 ) 

22.04 

0.00 

Nov 

4.27 

0.27 ( 6 . 30 ) 

10.20 

0.15 

Dec 

1.44 

0.05 ( 3 . 50 ) 

6.77 

0.00 
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Month 

Rainfall, 

mm 

Water Yield, mm 
(% Rainfall Conversion) 

Evapotranspiration, 

mm 

Sub-surface 

percolation, 

mm 

Kothari Sub-basin 

Jan 

3.68 

0.03 (0.80) 

7.75 

0.00 

Feb 

4.08 

0.03 (0.70) 

9.00 

0.00 

Mar 

2.39 

0.04 (1.70) 

15.24 

0.00 

Apr 

3.50 

0.02 (0.60) 

17.31 

0.00 

May 

11.11 

0.09 (0.80) 

10.34 

0.05 

Jun 

50.52 

0.97 (1.90) 

33.07 

0.31 

Jul 

193.99 

31.23 (16.10) 

82.89 

20.13 

Aug 

185.81 

57.22 (30.80) 

89.77 

38.70 

Sep 

57.52 

15.87 (27.60) 

62.27 

9.41 

Oct 

8.34 

1.29 (15.50) 

23.57 

0.04 

Nov 

7.76 

0.69 (8.90) 

12.01 

0.18 

Dec 

3.08 

0.12 (3.90) 

8.81 

0.01 

Mashi Sub-basin 

Jan 

3.94 

0.03 (0.80) 

5.20 

0.00 

Feb 

6.19 

0.04 (0.60) 

6.57 

0.01 

Mar 

2.34 

0.03 (1.30) 

9.85 

0.00 

Apr 

5.39 

0.07 (1.30) 

15.98 

0.04 

May 

11.38 

0.09 (0.80) 

10.70 

0.03 

Jun 

42.85 

0.98 (2.30) 

27.24 

0.91 

Jul 

185.70 

28.73 (15.50) 

76.43 

31.75 

Aug 

149.37 

32.59 (21.80) 

87.10 

30.34 

Sep 

56.56 

12.39 (21.90) 

62.25 

6.66 

Oct 

11.38 

3.04 (26.70) 

21.60 

0.00 

Nov 

2.97 

0.42 (14.10) 

7.17 

0.00 

Dec 

2.27 

0.05 (2.20) 

4.53 

0.00 

Morel Sub-basi 

n 

Jan 

4.98 

0.37 (7.40) 

6.32 

0.06 

Feb 

6.97 

0.23 (3.30) 

7.55 

0.00 

Mar 

3.04 

0.06 (2.00) 

11.89 

0.00 

Apr 

4.82 

0.14 (2.90) 

38.66 

0.00 

May 

11.39 

0.12 (1.10) 

11.32 

0.00 

Jun 

55.22 

2.01 (3.60) 

30.91 

0.66 

Jul 

246.04 

56.70 (23.00) 

77.62 

40.43 

Aug 

204.20 

61.08 (29.90) 

91.29 

50.34 

Sep 

78.00 

23.38 (30.00) 

65.32 

15.01 

Oct 

12.62 

3.41 (27.00) 

24.53 

0.00 

Nov 

4.68 

0.58 (12.40) 

9.33 

0.00 

Dec 

3.34 

0.20 (6.00) 

6.35 

0.00 

Sodra Sub-basin 

Jan 

2.48 

0.04 (1.60) 

5.27 

0.00 

Feb 

3.54 

0.01 (0.30) 

6.52 

0.00 

Mar 

2.21 

0.00 (0.00) 

11.44 

0.00 

Apr 

2.31 

0.01 (0.40) 

11.02 

0.01 

May 

6.41 

0.00 (0.00) 

7.40 

0.00 

Jun 

44.43 

1.43 (3.20) 

22.82 

2.08 

Jul 

193.94 

29.89 (15.40) 

77.22 

37.13 

Aug 

173.06 

44.91 (26.00) 

87.54 

39.96 

Sep 

66.91 

21.95 (32.80) 

66.10 

5.88 

Oct 

7.45 

6.53 (87.70) 

23.52 

0.00 

Nov 

2.00 

1.22 (61.00) 

8.87 

0.00 

Dec 

1.45 

0.23 (15.90) 

5.76 

0.00 

Banas Basin 

Jan 

2.82 

0.09 (3.20) 

5.84 

0.01 

Feb 

3.72 

0.08 (2.20) 

6.44 

0.01 
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Month 

Rainfall, 

mm 

Water Yield, mm 
(% Rainfall Conversion) 

Evapotranspiration, 

mm 

Sub-surface 

percolation, 

mm 

Mar 

1.50 

0.03 (2.00) 

10.64 

0.00 

Apr 

3.44 

0.06 (1.70) 

19.81 

0.01 

May 

8.91 

0.07 (0.80) 

8.05 

0.02 

Jun 

56.28 

1.91 (3.40) 

30.99 

1.17 

Jul 

211.11 

40.49 (19.20) 

81.95 

33.33 

Aug 

201.46 

57.88 (28.70) 

90.90 

49.17 

Sep 

72.82 

21.14 (29.00) 

66.61 

14.10 

Oct 

10.66 

2.77 (26.00) 

24.61 

0.00 

Nov 

7.43 

1.14 (15.30) 

10.65 

0.34 

Dec 

2.07 

0.16 (7.70) 

7.00 

0.00 
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1. Introduction 

1.1 General 

Chambal River, a principal tributary of Yamuna River, originates in the 
Vindhyan range near Mhow in Indore District of Madhya Pradesh, at an 
elevation of 354 m amsl, at latitude 22°27' and longitude 73°20'. The river flows 
through the States of Madhya Pradesh, Rajasthan and Uttar Pradesh. Chambal 
Basin has a catchment area of 31,242 km 2 in Rajasthan and lies between 
longitudes 73°20' and 79°20' and latitudes 22°27' and 27°20'. The general layout 
of Chambal Basin is shown in Drawing No. CHM-GEN-001 (in Volume 3b). 

The basin is roughly rectangular in shape, its maximum length being 560 kms in 
a northeast - southwest direction. The river flows for some 320 kms in a 
generally northerly direction before entering a deep gorge in Rajasthan at 
Chourasigarh, about 96 kms upstream of Kota. The deep gorge extends up to 
Kota. The river flows for about 226 kms in Rajasthan in a north-easterly 
direction, and then forms the boundary between Madhya Pradesh and Rajasthan 
in a length of about 252 kms. Thereafter, the river forms the boundary between 
Madhya Pradesh and Uttar Pradesh for about 117 kms, entering UP near Charak 
Nagar village and flows for about 40 kms before joining Yamuna River. 

Main tributaries of Chambal River are Siwana, Retam, Shipra and Choti 
Kalisindh in MP, Kalisindh, Parwati, Parwan and Banas in Rajasthan. 

A brief description of important tributaries in Rajasthan is given in the following 
paragraphs. 

Kalisindh River 

River Kalisindh originates in the northern slopes of the Vindhya hills. It flows in 
MP and enters Rajasthan near Binda village in Jhalawar District. It flows for 
about 145 km north in Rajasthan before joining river Chambal near Nonera 
village in Kota District. The catchment in Rajasthan extends over parts of 
Jhalawar and Kota Districts. Important tributaries of the Kalisindh are Ahu, 
Amjhar and Parwan. As Parwan has been defined as a separate sub-basin its 
description is given below. 

Parwan River 

River Parwan is an important interstate river. It originates in the Malwa Plateau 
and after flowing for about 186 km in MP enters Rajasthan near Kharibor 
village in Jhalawar District. It joins river Kalisindh near Ramgarh village in 
Kota District. The Rajasthan portion of the catchment lies in Jhalawar and Kota 
Districts. The main tributaries of river Parwan are Ujar, Newaj, Ghar, Chappi 
and Ghorapachhar. 

Mej River 

River Mej originates east of Mandalgarh Tehsil in Bhilwara District and joins 
river Chambal near Bhaius Khana village in Kota District. The catchment 
extends over Bhilwara, Bundi, and Tonk Districts. 

Chakan River 

River Chakan is formed by the confluence of many local nallahs. The river 
flows in a south-easterly direction and joins river Chambal near Karanpura 
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village in Sawai Madhopur District. The catchment is situated in Sawai 
Madhopur, Tonk, Bundi and Kota Districts. 

Parwati River 

Parwati river originates in the northern slopes of the Vindhyan hills in MP. It 
enters Rajasthan near Chatarpura village in Baran District, where it forms the 
boundary between MP and Rajasthan for about 18 km, then flows for about 83 
km in Rajasthan before again forming the boundary between MP and Rajasthan 
for a length of about 58 km up to Pali village in Kota District, where it joins the 
Chambal. The river catchment in Rajasthan is situated in Kota and Jhalawar 
Districts. The important tributaries of the Parwati river are Lhasi, Bemi, Bethli, 
Andheri, Retri, Dubraj, Bilas and Kunu. 

Kunu River 

River Kunu originates north of Guna town in MP. It flow for 48 km in MP 
before entering Rajasthan near Museri village in Baran District. The river enters 
again MP and flows north for about 24 km before again re-entering Rajasthan 
near Gordhanpura village in Kota District and joins Chambal river. The main 
tributaries of river Kunu are Karal and Rempi. 

Chambal River upstream and downstream of Kota Barrage 

The areas draining directly into River Chambal and not included in any of the 
above sub-basins, has been divided into two Sub-Basins: Chambal Upstream of 
Kota Barrage and Chambal Downstream of Kota Barrage upto Rajasthan border. 

Chambal Basin falls in 11 Districts of Rajasthan. Table 1.1-1 presents the details 
of Blocks and Districts of Rajasthan falling under Chambal Basin. 

Maximum area of Chambal Basin is covered by Baran District (22.43% of basin 
area) and while it is least covered by Tonk District (1.38% of basin area). 

There are 41 Blocks of Rajasthan which falls in Chambal Basin out of which 23 
Blocks falls entirely within Chambal Basin while others falls partially. The 
administrative unit setup of Chambal Basin is shown in Drawing No. CHM- 
GEN-002 (in Volume 3b). 
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Table 1.1-1: Districts and Blocks falling under Chambal Basin 


District 

Block 

Area falling 
inside basin, 
km 2 

Total 

Area, 

km 2 

Percentage 
of area falling 
inside basin,% 

Percentage 
of Basin 
area, % 

Baran 

Antah 

990.22 

990.22 

100.00 

3.17 

Atru 

859.82 

859.82 

100.00 

2.75 

Baran 

621.48 

621.48 

100.00 

1.99 

Chhabra 

800.33 

800.33 

100.00 

2.56 

Chhipabarod 

829.13 

829.13 

100.00 

2.65 

Kishanganj 

1,442.97 

1,442.97 

100.00 

4.62 

Shahbad 

1,465.28 

1,465.28 

100.00 

4.69 

District Summary 

7,009.23 

7,009.23 

100.00 

22.43 

Bhilwara 

Jahazpur 

336.39 

1,075.25 

31.29 

1.08 

Mandalgarh 

710.99 

1,558.61 

45.62 

2.28 

District Summary 

1,047.38 

2,633.86 

39.77 

3.35 

Bundi 

Bundi 

967.34 

967.34 

100.00 

3.10 

Hindoli 

1,329.62 

1,329.62 

100.00 

4.26 

Keshoraipatan 

1,357.15 

1,357.15 

100.00 

4.34 

Nainwa 

1,037.51 

1,205.31 

86.08 

3.32 

Talera 

919.30 

919.30 

100.00 

2.94 

District Summary 

5,610.92 

5,778.72 

97.10 

17.96 

Chittaurgarh 

Begun 

456.37 

972.18 

46.94 

1.46 

Bhainsrorgarh 

1,572.14 

1,572.14 

100.00 

5.03 

Nimbahera 

161.39 

855.20 

18.87 

0.52 

District Summary 

2,189.91 

3,399.52 

64.42 

7.01 

Dhaulpur 

Bari 

211.08 

809.90 

26.06 

0.68 

Baseri 

220.10 

1,001.95 

21.97 

0.70 

Dhaulpur 

97.43 

625.35 

15.58 

0.31 

Rajakhera 

303.61 

607.61 

49.97 

0.97 

District Summary 

832.22 

3,044.81 

27.33 

2.66 

Jhalawar 

Bakani 

897.83 

897.83 

100.00 

2.87 

Dag 

1,145.60 

1,145.60 

100.00 

3.67 

Jhalrapatan 

1,322.49 

1,322.49 

100.00 

4.23 

Khanpur 

939.44 

939.44 

100.00 

3.01 

Manohar Thana 

978.63 

978.63 

100.00 

3.13 

Pirawa 

1,033.80 

1,033.80 

100.00 

3.31 

District Summary 

6,317.79 

6,317.79 

100.00 

20.22 

Karauli 

Karauli 

0.47 

1,233.83 

0.04 

0.00 

Sapotra 

818.42 

1,957.84 

41.80 

2.62 

District Summary 

818.89 

3,191.67 

25.66 

2.62 

Kota 

Itawa 

898.83 

898.83 

100.00 

2.88 

Khairabad 

762.94 

762.94 

100.00 

2.44 

Ladpura 

1,474.75 

1,474.75 

100.00 

4.72 

Sangod 

1,080.48 

1,080.48 

100.00 

3.46 

Sultanpura 

910.28 

910.28 

100.00 

2.91 

District Summary 

5,127.28 

5,127.28 

100.00 

16.41 
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District 

Block 

Area falling 
inside basin, 
km 2 

Total 

Area, 

km 2 

Percentage 
of area falling 
inside basin,% 

Percentage 
of Basin 
area, % 

Pratapgarh 

Arnod 

391.73 

708.24 

55.31 

1.25 

Chhoti Sadri 

43.05 

707.50 

6.08 

0.14 

Pratapgarh 

460.95 

1,556.58 

29.61 

1.48 

District Summary 

895.73 

2,972.32 

30.14 

2.87 

Sawai 

Madhopur 

Khandar 

842.33 

1,365.06 

61.71 

2.70 

Sawai Madhopur 

120.49 

1,266.02 

9.52 

0.39 

District Summary 

962.82 

2,631.08 

36.60 

3.08 

Tonk 

Deoli 

181.50 

1,228.20 

14.78 

0.58 

Uniara 

248.85 

984.77 

25.27 

0.80 

District Summary 

430.35 

2,212.97 

19.45 

1.38 

Basin Summary 

31,242.50 



100.00 


1.2 Climatic Characteristics 

Weather statistics for Chambal Basin is analysed and presented in Table 1.2-1 
based on the 20 years (1990-2009) monthly IMD weather data except for rainfall 
analysis which is based on IMD, RD and WRD data of 54 years (1957-2010). 
The statistical values presented in Table 1.2-1 are the values which varies 
spatially over the region i.e. they signify the spatial variation of a weather 
parameter over the basin. 

Table 1.2-1: Weather Parameter Statistics for Chambal Basin 


Weather Parameter 

Minimum 

Maximum 

Mean 

Standard 

Deviation 

Coefficient 

of 

Variation 

Mean Maximum Temperature, °C 

32.10 

33.90 

32.90 

0.24 

0.01 

Highest Maximum Temperature, °C 

44.67 

47.10 

45.88 

0.40 

0.01 

Mean Minimum Temperature, °C 

18.05 

21.90 

19.86 

0.54 

0.03 

Lowest Minimum Temperature, °C 

2.93 

7.60 

5.11 

0.76 

0.15 

Annual Rainfall, mm 

574.90 

984.60 

784.90 

87.90 

0.11 

Monsoon Months Rainfall, mm 

530.20 

925.10 

732.40 

85.10 

0.12 

Rainy Days, Days/yr 

28.00 

40.00 

34.00 

2.40 

0.07 

Wind Speed, Km/hr 

1.42 

6.50 

4.46 

0.86 

0.19 

Sunshine Hours, hr/day 

7.97 

8.25 

8.09 

0.06 

0.01 

Relative Humidity, % 

44.10 

55.90 

51.29 

2.24 

0.04 

Annual Evaporation, cm 

187.00 

219.26 

206.47 

5.37 

0.03 

Source: IMD monthly dataset (1990-2009); Rainfal 

statistics based on IMD, R 

D and WRD dataset (1957- 


The following paragraphs give brief descriptions for temperature, rainfall, wind 
speed, relative humidity, sunshine hours and evaporation statistics of Chambal 
Basin. 
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1.2.1 Temperature Statistics 

Maximum Temperature 

Mean maximum temperature in Chambal Basin varies spatially within a range of 
32.1°C-33.9°C with a mean value of 32.9°C. Its spatial variation is presented in 
Drawing No. CHM-CLM-001 (in Volume 3b). 

Highest Maximum Temperature 

Highest maximum temperature in Chambal Basin varies spatially within a range 
of 44.67°C-47.1°C with a mean value of 45.88°C. Its spatial variation is 
presented in Drawing No. CHM-CLM-002 (in Volume 3b). 

Minimum Temperature 

The mean minimum temperature in Chambal Basin varies spatially within range 
of 18.05°C-21.9°C with a mean value of 19.86°C. Its spatial variation is 
presented in Drawing No. CHM-CLM-003 (in Volume 3b). 

Lowest Minimum Temperature 

Lowest minimum temperature in Chambal Basin varies spatially within a range 
of 2.93°C-7.6°C with a mean value of 5.11°C. Its spatial variation is presented 
in Drawing No. CHM-CLM-004 (in Volume 3b). 

1.2.2 Rainfall 

Annual Rainfall 

Annual rainfall in Chambal Basin spatially ranges between 574.9 and 984.6 mm 
with a mean annual rainfall of 784.9 mm and a coefficient of variation of 0.11 
(Drawing No. CHM-CLM-005 in Volume 3b). 

Monsoon Rainfall 

Monsoon months rainfall (Jun-Jul-Aug-Sept) spatially ranges from 530.2-925.1 
mm with a mean value of 732.4 mm and a coefficient of variation of 0.12. The 
spatial distribution is presented in Drawing No. CHM-CLM-006 (in Volume 
3b). 

Rainy Days 

Mean Annual number of rainy days in Chambal Basin is 34 days with a spatial 
range of 28-40 days. Its spatial distribution is presented in Drawing No. CHM- 
CLM-007 (in Volume 3b). 

1.2.3 Wind Speed 

Mean annual daily wind speed in Chambal Basin spatially varies within a range 
of 1.42-6.5 km/hr with a mean value of 4.46 km/hr and a coefficient of variation 
of 0.19. Its spatial distribution is presented in Drawing No. CHM-CLM-008 (in 
Volume 3b). 

1.2.4 Sunshine Hours 

Mean daily sunshine hours in Chambal Basin are 7.97 hours/day and varies 
between 7.97-8.25 hours/day Spatial distribution of sunshine hours is presented 
in Drawing No. CHM-CLM-009 (in Volume 3b). 

1.2.5 Relative Humidity 

Mean annual daily Relative humidity in Chambal Basin is 51.29% with a spatial 
range of 44.1%-55.9% as presented in Drawing No. CHM-CLM-010 (in 
Volume 3b). 
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1.2.6 Evaporation 

Mean Annual evaporation in Chambal Basin is 206.47 cm with a spatial range of 
187-219.26 cm. The spatial distribution of annual evaporation is presented in 
Drawing No. CHM-CLM-011 (in Volume 3b). 

2. Surface Water 

2.1 Hydrological Modelling of Chambal Basin 

2.1.1 Overview 

SWAT (Soil and Water Assessment Tool) hydrological model has been 
developed to assess the monthly and annual surface water potentials of Chambal 
Basin. A brief description of the SWAT hydrological model is given in Annex 
SW-l(a) of the Main Report. 

2.1.2 Development of Hydrological Model for Chambal Basin 

Mapping of a basin in the SWAT hydrological model involves an elaborate 
procedure. The following paragraphs briefly describe the methodology used for 
mapping. 

Development of SWAT hydrological modelling involves several steps which are 
mentioned below. 

Input data required for modelling 

• Digital Elevation Model (DEM) - Grid (raster) 

• Landuse - Grid (raster) or Shape (vector) 

• Soil - Grid (raster) or Shape (vector) 

• Meteorological data with location 

• Optional 

• Mask 

• Drainage for burn 

• Outlet locations 

• Reservoir/River gauge locations 

Key procedures necessary for development of model 

• Delineate the watershed for modelling 

• Define land use and soil data grids 

• Determine the distribution ofHRU’s (Hydrological Response Units) based on 
the DEM, land use and soil data. 

• Define rainfall, temperature and weather data 

• Write the SWAT input files- requires access to data on soil, weather, land 
cover, plant growth, etc. 

• Edit the input files - if necessary 

• Setup and run SWAT - requires information on simulation period, PET 
estimation method and other options 

• Calibration of model with available observed data 

Descriptive technical, theoretical, interface and input/output SWAT model 
documentation is attached as soft copy for reference in Annex SW-l(b) of the 
Main Report. 
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2.1.3 Basin Delineation 

A digital elevation model (DEM) from the SRTM was used for basin delineation 
and is shown in Figure 2.1-1. Enlarged map of DEM is shown in Drawing No. 
CHM-SW-001 (in Volume 3b). 

A basin is the upslope area that contributes flow to a common outlet as 
concentrated drainage. The boundaries between basins are termed drainage 
divides. The outlet is the point on the surface at which water flows out of an 
area. It is the lowest point along the boundary of a basin. 

Basins are delineated from SRTM DEM by computing the flow direction of 
each cell in the raster. The model identifies the ridge lines between the basins 
using elevation values from raster data (SRTM DEM) and creates the basin 
boundary. Outlet points are then defined which may be features, such as dams or 
stream gauges or any other outlet point for which contributing area has to be 
determined. Here, Chambal Basin was delineated considering an outlet point 
outside Rajasthan, so as to cover complete area within Rajasthan. Modeled area 
of Chambal Basin is 87,493.57 km 2 of which 31,242.50 km 2 lies within 
Rajasthan. 

There are seven main Sub-basins in Chambal Basin within Rajasthan namely 
Chakan (747.94 km 2 ), Chambal Downstream (4,571.56 km 2 ), Chambal 
Upstream (4,254.99 km 2 ), Kalisindh (10,068.86 km 2 ), Kunu (774.57 km 2 ), Mej 
(5,803.76 km 2 ) and Parwati (5,020.82 km 2 ). Figure 2.1-2 shows the 
automatically delineated Chambal Basin with the generated drainage network 
using the DEM. 

The topographical statistics of elevation of the Chambal Basin are given in 
Table 2.1-1. 


Table 2.1-1: Elevation Summaries -Chambal Basin 


Parameter 

Elevation 
(m, amsl) 

District 

Block 

Longitude, Latitude 
(degree, minutes, 
seconds) 

Minimum Elevation 

95 

Dhaulpur 

Rajakhera 

78°9'49.685"E 

26°49'5.089"N 

Maximum Elevation 

605 

Chittaurgarh 

Begun 

75°11 , 22.241"E 

25°2'6.127"N 

Mean Elevation 

327 

- 

- 

- 


Minimum elevation in Chambal Basin is 95 m amsl, located in Rajakhera Block 
of Dhaulpur District, while maximum elevation is 605 m amsl, located in Begun 
Block of Chittaurgarh District. 
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Figure 2.1-1: Digital Elevation Model (Topography) of Chambal Basin 
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Figure 2.1-2 Drainage Network and Basin Delineation using DEM for Chambal Basin 
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2.1.4 Micro-watershed Delineation 

Automatic delineation of micro-watersheds was done by using the SRTM DEM 
as input and using 1,500 hectare as minimum stream threshold. The target 
outflow points were interactively selected so as to cover entire area of Chambal 
Basin falling within Rajasthan State. 

There are 67 watersheds delineated and demarcated in Chambal Basin within 
Rajasthan boundary as shown in Figure 2.1-3, details of which are presented in 
Table 2.1-2. Enlarged map showing micro-watersheds is shown in Drawing No. 
CHM-SW-002 (in Volume 3b). 

For hydrological modelling, areas outside Rajasthan have also been delineated 
(Catchment area falling under Madhya Pradesh State). 

Table 2.1-2: Micro-watershed Delineated in Chambal Basin 


Micro¬ 

watershed 

Code 

Micro¬ 
watershed 
Area, km 2 

Sub-basin Name 

Sub-basin 

Code 

% of 
Basin 
Area 

001 

68.50 

Chakan 

001 

0.20 

002 

679.40 

Chakan 

001 

2.20 

003 

639.80 

Chambal Downstream 

002 

2.00 

004 

179.60 

Chambal Downstream 

002 

0.60 

005 

779.80 

Chambal Downstream 

002 

2.50 

006 

102.50 

Chambal Downstream 

002 

0.30 

007 

809.00 

Chambal Downstream 

002 

2.60 

008 

422.00 

Chambal Downstream 

002 

1.40 

009 

329.10 

Chambal Downstream 

002 

1.10 

010 

744.50 

Chambal Downstream 

002 

2.40 

Oil 

565.30 

Chambal Downstream 

002 

1.80 

012 

453.80 

Chambal Upstream 

003 

1.50 

013 

419.40 

Chambal Upstream 

003 

1.30 

014 

207.10 

Chambal Upstream 

003 

0.70 

015 

348.70 

Chambal Upstream 

003 

1.10 

016 

647.80 

Chambal Upstream 

003 

2.10 

017 

489.10 

Chambal Upstream 

003 

1.60 

018 

343.50 

Chambal Upstream 

003 

1.10 

019 

161.70 

Chambal Upstream 

003 

0.50 

020 

288.20 

Chambal Upstream 

003 

0.90 

021 

299.40 

Chambal Upstream 

003 

1.00 

022 

596.30 

Chambal Upstream 

003 

1.90 

023 

709.00 

Kalisindh 

004 

2.30 

024 

120.50 

Kalisindh 

004 

0.40 

025 

229.70 

Kalisindh 

004 

0.70 

026 

897.90 

Kalisindh 

004 

2.90 

027 

65.30 

Kalisindh 

004 

0.20 

028 

589.20 

Kalisindh 

004 

1.90 

029 

440.30 

Kalisindh 

004 

1.40 

030 

186.90 

Kalisindh 

004 

0.60 

031 

189.80 

Kalisindh 

004 

0.60 
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Micro¬ 

watershed 

Code 

Micro¬ 
watershed 
Area, km 2 

Sub-basin Name 

Sub-basin 

Code 

% of 
Basin 
Area 

032 

747.10 

Kalisindh 

004 

2.40 

033 

1,023.50 

Kalisindh 

004 

3.30 

034 

134.20 

Kalisindh 

004 

0.40 

035 

508.60 

Kalisindh 

004 

1.60 

036 

420.60 

Kalisindh 

004 

1.30 

037 

236.70 

Kalisindh 

004 

0.80 

038 

351.40 

Kalisindh 

004 

1.10 

039 

464.40 

Kalisindh 

004 

1.50 

040 

565.60 

Kalisindh 

004 

1.80 

041 

690.90 

Kalisindh 

004 

2.20 

042 

204.70 

Kalisindh 

004 

0.70 

043 

960.30 

Kalisindh 

004 

3.10 

044 

332.30 

Kalisindh 

004 

1.10 

045 

774.60 

Kunu 

005 

2.50 

046 

341.10 

Mej 

006 

1.10 

047 

229.40 

Mej 

006 

0.70 

048 

1,743.70 

Mej 

006 

5.60 

049 

118.60 

Mej 

006 

0.40 

050 

313.30 

Mej 

006 

1.00 

051 

155.30 

Mej 

006 

0.50 

052 

510.00 

Mej 

006 

1.60 

053 

1,642.00 

Mej 

006 

5.30 

054 

750.50 

Mej 

006 

2.40 

055 

954.20 

Parwati 

007 

3.10 

056 

118.20 

Parwati 

007 

0.40 

057 

492.90 

Parwati 

007 

1.60 

058 

479.90 

Parwati 

007 

1.50 

059 

484.70 

Parwati 

007 

1.60 

060 

211.80 

Parwati 

007 

0.70 

061 

116.70 

Parwati 

007 

0.40 

062 

157.40 

Parwati 

007 

0.50 

063 

126.60 

Parwati 

007 

0.40 

064 

110.40 

Parwati 

007 

0.40 

065 

89.00 

Parwati 

007 

0.30 

066 

1,314.80 

Parwati 

007 

4.20 

067 

364.20 

Parwati 

007 

1.20 

Total 

31,242.50 



100.00 
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Figure 2.1-3: Micro-watersheds Delineated in Chambal Basin 
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2.1.5 Land Use/Land cover Layer 

Land Use/Land Cover is an important segment of data that is required for pre¬ 
processing. The land use map from NRSC 1 has been used for the present study. 
Table 2.1-3 gives the land use categories and the area covered under each 
category in Chambal Basin. 

Major part of the basin is under agriculture landuse (59.36%, including current 
fallow). Soyabean and Wheat are the predominant crops where Soyabean is 
grown in Kharif season and Wheat is grown in Rabi season (Source: Agriculture 
Statistics Handbook, Government of Rajasthan, 2010). 


Table 2.1-3: Land Use Categories - Chambal Basin 


Land Use 

Area 

% of Basin 

(km 2 ) 

Area 

Build up 

91.20 

0.29 

Kharif cropping only 

2,509.36 

8.03 

Rabi cropping only 

4,813.21 

15.41 

Double / tripple cropping 

6,590.83 

21.10 

Current fallow 

4,629.02 

14.82 

Deciduous forest 

2,174.14 

6.96 

Scrub/Degraded forest 

3,001.32 

9.61 

Other wasteland 

5,581.95 

17.87 

Gullied 

793.21 

2.54 

Scrubland 

418.69 

1.34 

Water bodies 

639.56 

2.05 

Total 

31,242.50 

100.00 


Source: NRSC, 2007-2008 


Figure 2.1-4 shows the general land use of Chambal Basin. Enlarged land use 
map of Chambal Basin is shown in Drawing No. CHM-LU-001 (in Volume 3b). 


1 http://applications.nrsc.gov. in/products.asp 
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Figure 2.1-4: Land Use Map of Chambal Basin 
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2.1.6 Soil Layer 

Information on the soil profile is also required for simulating the hydrological 
character of the basin. Soil Map of Rajasthan has been used for the modeling. 
The soil map is shown in Figure 2.1-5. Enlarged soil map of Chambal Basin is 
shown in Drawing No. CHM-SO-OOl (in Volume 3b). 

Soil texture in Chambal Basin is predominantly Clay (25.70%) and Loamy Sand 
(26.15%). Table 2.1-4 shows the area under each soil texture class found in 
Chambal Basin. 

Table 2.1-4: Soil Texture in Chambal Basin 


Soil Texture 

Area 

(km 2 ) 

% of Basin Area 

Clay 

8,030.38 

25.70 

Clay Loam 

1,901.79 

6.09 

Loam 

534.22 

1.71 

Loamy Sand 

8,169.52 

26.15 

Sand 

4,326.26 

13.85 

Sandy Clay Loam 

1,003.51 

3.21 

Sandy Loam 

5,989.75 

19.17 

Silt Loam 

1,287.07 

4.12 

Total 

31,242.50 

100.00 

Source: S 

RSAC, DST, Jodhpur 


App. CHM-IN-24740-R13-073 July, 2014 

Surface and Groundwater Availability 
201 







STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Figure 2.1-5: Soil Map of Chambal Basin 
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2.1.7 Meteorological Data Collection Stations 

Daily rainfall data belonging to IMD, Revenue Department and Water Resources 
Department of Rajasthan have been used. (The Grid point nomenclature adopted 
by IMD was done by combining Longitude and Latitude in decimal degrees to 
form a code, e.g. grid location code "755275" signifies 75.5 degree longitude and 
27.5 degree latitude). 

Major weather parameters which influence the hydrology of a catchment are 
rainfall and temperature for which daily observed data have been used, while for 
other weather parameters like solar radiation, wind speed and relative humidity 
(which have less significant effect on hydrology) long term daily statistics have 
been used to derive daily values. These weather parameters have small variation 
over the time and can be derived using continuity equations. 

SWAT uses weather generator model for generating values based on long term 
daily statistics for a particular day. 

Solar radiation: is generated from a normal distribution. A continuity equation is 
incorporated into the generator to account for radiation variations caused by dry vs. 
rainy conditions. Solar radiation is adjusted downward when simulating rainy 
conditions and upwards when simulating dry conditions. The adjustments are made 
so that the long-term generated values for the average monthly solar radiation 
agree with the input averages. 

Generated wind speed: A modified exponential equation is used to generate daily 
mean wind speed given the mean monthly wind speed. 

Generated Relative humidity: The relative humidity model uses a triangular 
distribution to simulate the daily average relative humidity from the monthly 
average. As with temperature and radiation, the mean daily relative humidity is 
adjusted to account for wet- and dry-day effects. 

The meteorological data locations map is shown in Figure 2.1-6 while 
meteorological data location details are presented in Annex SW-3 of Main Report. 
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Figure 2.1-6: Meteorological Data Location Map of Chambal Basin 
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2.1.8 Existing Major / Medium Projects 

Six major and 21 medium projects lies in Chambal basin details of which are given 
in Table 2.1-5 Monsoon month gauge-capacity data available for 17 projects have 
been attached at Annex CHM-1 from Table Al-13 to Al-30 while for 2 projects 
the same data has been given in soft copy (Annex CHM-1-Soft). Out of the 
remaining eight projects, four are Diversion structures and other four projects 
completed only after year 2009-2010 as such storage data not available. 


Table 2.1-5: Chambal Basin Project Details 


S. No. 

Name 

Type 

Live Storage, 
Mm 3 

Gross 

Storage, 

Mm 3 

Data 

Availability 

Catchment 
Area, km 2 

1 

Gudha 

Major 

93.68 

95.56 

1996-2010 

750.50 

2 

Harishchandra Sagar 

Major 

Pick up weir 

Pick up weir 

Diversion 

11,975.20 

3 

Jawahar Sagar Dam 

Major 

52.00 

67.84 

1993-2010 

26,755.90 

4 

Kota Barrage 

Major 

93.67 

112.00 

1977-2010 

26,963.90 

5 

Parwati Pickup Weir 

Major 

Pick up weir 

Pick up weir 

Diversion 

10,154.30 

6 

Rana Pratap Sagar Dam 

Major 

1,566.53 

2,898.69 

1996-2010 

25,038.60 

7 

Alnia Dam 

Medium 

43.71 

43.72 

1996-2010 

179.60 

8 

Bethali 

Medium 

29.00 

31.61 

2002-2010 

134.70 

9 

Bhimlat Abhaypura Dam 

Medium 

18.87 

19.10 

1996-2010 

103.74 

10 

Bhimsagar 

Medium 

72.53 

76.60 

1996-2010 

332.30 

11 

Bilas 

Medium 

26.76 

28.88 

1996-2010 

233.10 

12 

Bundi Ka Gothra 

Medium 

18.97 

18.97 

1996-2010 

341.10 

13 

Burdha Dam 

Medium 

28.97 

28.98 

1996-2010 

313.30 

14 

Chauli 

Medium 

48.22 

53.50 

2004-2010 

236.70 

15 

Chhapi 

Medium 

73.57 

82.57 

2004-2010 

774.00 

16 

Dugari 

Medium 

18.08 

18.08 

1996-2010 

155.30 

17 

Gagrain 

Medium 

47.10 

52.60 

- 

575.80 

18 

Galwaniya 

Medium 

11.39 

12.51 

1996-2010 

68.50 

19 

Gopal Pura 

Medium 

32.01 

32.66 

1996-2010 

211.80 

20 

Lhasi 

Medium 

28.30 

30.88 

- 

118.20 

21 

Mansarovar 

Medium 

16.21 

17.48 

1996-2010 

102.50 

22 

Parwan Lift 

Medium 

19.90 

22.50 

Diversion 

9,103.50 

23 

Parwan Pickup Weir 

Medium 

Pick up weir 

Pick up weir 

Diversion 

8,412.60 

24 

Piplad 

Medium 

21.50 

24.14 

- 

140.30 

25 

Sawan Bhadon 

Medium 

27.85 

30.03 

1996-2010 

134.20 

26 

Takli 

Medium 

29.90 

33.74 

- 

249.30 

27 

Ummed Sagar 

Medium 

18.60 

18.60 

1996-2010 

487.20 


Source: WRD, GoR 


Other salient features of Major/Medium dams located in Chambal Basin are 
presented in Annex SW-2(a) of Main Report. 

2.1.9 River Gauge & Discharge data in Chambal Basin 

There are 14 River Gauge and Discharge Sites in Chambal Basin out of which 
model calibration was performed at 11 sites. Table 2.1-6 shows the details of River 
Gauge and Discharge Sites in Chambal Basin. 

There are some river gauging sites where observed data of current years (1995 
onwards) were available but for calibration purpose observed data prior to 1993 
were preferred and used. It is due to the reason that apart from water harvesting 
structures there are some unaccounted abstractions of water which are unknown 
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and thus cannot be fed to the model for achieving fair calibration results. These 
abstractions can be illegal groundwater extraction, contour trenching, increase in 
height of farm bunds, illegal extraction of sand from river bed etc. There can be 
some watershed works carried out in a catchment which has either not been 
recorded or reported and which is affecting the natural flow of water. 

Thus while selecting the calibration period pre development phase (before year 
1998) was preferred. 


Table 2.1-6: River Gauge and Discharge Sites in Chambal Basin 


S. No. 

Site 

River 

Data Availability 

Maintaining 

Agency 

Specific 

Observations 

Remarks 

1 

Aklera 

Parwan 

1976-1993,1994- 

2010(Daily) 

CWC 


Used for 
calibration 

2 

Barod 

Kalisindh 

1976-1993,1994- 

2010(Daily) 

CWC 


Used for 
calibration 

3 

Dhaulpur 

Chambal 

1976-2005 

CWC 


Used for 
calibration 

4 

Jawahar 

Sagar 

Dam 

Chambal 

1993-2009 

WRD 

Proper gauging 
is done. Data 
are available 

Monthly water 
account at 
Jawahar Sagar 
Dam 

5 

Khatoli 

Parbati 

1973-1989,1993-2010 
(Daily) 

CWC 


Used for 
calibration 

6 

Kota 

Barrage 

Chambal 

1977-2004 

WRD 

Proper gauging 
is done. Data 
are available 

Monthly water 
account at Kota 
Barrage 

7 

Mandawra 

Chambal 

1976-1993 (monthly), 
1994-2010(Daily) 

CWC 


Used for 
calibration 

8 

Manderail 

Chambal 

1994-2010 (Daily) 

CWC 


Used for 
calibration 

9 

Manohar 

Thana 

Parwan 

1979-1986(monthly) 

WRD 

No data are 
available. 
Regular 
gauging is not 
being done. 

Used for 
calibration 

10 

Palighat 

Chambal 

1980-1993(Monthly), 

1994-2010(Daily) 

CWC 


Used for 
calibration 

11 

Parwan 

PickUp 

Weir 

Parwan 

No data 

WRD 

No data are 
available. 
Regular 
gauging is not 
being done. 


12 

Rana 

Pratap 

Sagar Dam 

Chambal 

1977-1999 

CWC 

Proper gauging 
is done. Data 
are available 

Monthly water 
account at 

Rana Pratap 
Sagar dam 

13 

Salawad 

Kalisindh 

1977-1984(Monthly), 
1994-2010 (Daily) 

CWC 


Used for 
calibration 

14 

Sangod 

Parwan 

1973- 

1987(Monthly),1994- 

2010(Daily) 

CWC 


Used for 
calibration 

WRD: Water Resource Department, GOR; CWC: Central Water Commission 
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2.1.10 Other Model Inputs 

District agriculture statistics from 1967-2007 (extended to 2011 from Agricop) has 
been used to derive District wise cropping area, production, irrigation by source 
(canal, tank, well etc), fertilizer and pesticide use per hectare. Cropping pattern and 
crop management practices are used from agriculture contingency plans 
(http://agricoop.nic.in/acp.html) and Agriculture Statistics Handbook, Government 
of Rajasthan, 2010. These data were later transferred to micro-watersheds 
(hydrological modelling unit) using GIS overlay techniques. 

The general cropping pattern adopted in the region is Soyabean in Kharif and 
Wheat in Rabi season (Source: Agriculture Statistics Handbook, Government of 
Rajasthan, 2010). 

2.2 Model Calibration and Performance 

Calibration is an effort to better parameterize a model to a given set of local 
conditions, thereby reducing the prediction uncertainty. Model calibration is 
performed by carefully selecting values for model input (within their respective 
uncertainty ranges) by comparing model predictions (output) for a given set of 
assumed conditions with observed data for the same conditions. Figure 2.2-1 
shows calibration location map of Chambal Basin. 
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Figure 2.2-1: Calibration location Map of Chambal Basin 
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2.2.1 SWAT Model Calibration 

SWAT model uses water balance Equation as a driving force behind everything 
that happens in the watershed on a daily basis. The USDA SCS runoff curve 
number is used to estimate surface runoff from daily precipitation. An improved 
dynamic curve number method is used which automatically adjusts the curve 
number on the basis of the moisture conditions prevailing in the watershed. 

Auto calibration techniques have been adopted using SWAT CUP which 
provides the essential information like sensitive parameters, range or value that 
has to be applied to various parameters, to arrive at optimum parameter value. 

This study used the built in interfaces of these tools in SWAT model to identify 
important hydrological controlling parameters, optimize them and test the 
calibrated model using various performance indices and input data sets. 

Model calibration was performed at 11 river gauge and discharge sites which are 
mentioned in Table 2.2-4. 

2.2.2 SWAT Model Calibration Process 

The SWAT model uses water balance Equation as a driving force behind 
everything that happens in the watershed on a daily basis. The USDA SCS 
runoff curve number is used to estimate surface runoff from daily precipitation. 
An inproved dynamic curve number method is used which automatically adjust 
the curve number on the basis of the moisture conditions prevailing in the 
watershed. 

Auto calibration techniques have been adopted using SWAT CUP which 
provides the essential information like sensitive parameters, range or value that 
has to be applied to various parameters to arrive at optimum parameter value. 

After running auto calibration process the application provides sensitive 
parameters which control the hydrological processes. These are mentioned in 
Table 2.2-1: 


Table 2.2-1: Sensitive Parameters of the Hydrological Processes 


Parameter 

Description (Class) 

Units 

CN2 

Curve number (Management operations) 

- 

GW DELAY 

Groundwater delay (Groundwater) 

Days 

GWQMN 

Threshold depth of water in shallow aquifer required for 
return flow to occur (Groundwater) 

mm 

GW REVAP 

Groundwater revap coefficient (Groundwater) 

- 

RCHRG DP 

Deep aquifer percolation coefficient (Groundwater) 

- 

ESCO 

Soil evaporation compensation factor (Evapotranspiration) 

- 

SOL AWC 

Soil available water content (Soil) 

mm Water\mm soil 

SOL K 

Soil permeability (Soil) 

mm/hr 

SHALLST 

Initial Depth of water in shallow aquifer 

mm 


These parameters is broadly falls under two categories: 


• General Parameters: Values of these are applied to entire basin which 
includes Groundwater delay, deep aquifer percolation factor and ESCO. 

• Catchment Specific Parameter: Values of these parameters are area specific 
which includes soil parameters like Soil permeability and available moisture 
content and management parameters like CN, irrigation source etc. 
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The soil in the Chambal Basin is predominantly Clay. After various simulations 
and parameter calibrations, it was found that groundwater parameters were most 
sensitive in this region. 

Generally model takes default values as per input data provided (Landuse, Soil 
Profile, DEM, Reservoir details etc). The model is then made to run with default 
values and then compared with observed data. After such comparison and 
looking at the flow regime of Observed and Simulated values, sensitive 
parameters were adjusted and series of test runs were carried out to reach at 
optimum parameter value. 

There are a large number of parameters which operates during simulation. Out 
of them some major parameters that were adjusted during calibration. Their 
respective values are presented in Table 2.2-2. 


Table 2.2-2: Major Parameters Adjusted during Calibration 


Parameter 

Units 

Value 

GW_Delay 

Days 

20.00 

RCHRG_DP 

- 

0.20 

ESCO 

- 

0.88 

GWQMN 

mm 

100.00 

GW_REVAP 

- 

0.10 

SHALLST 

mm 

500.00 

Crop Management Parameters 

IRRSC 


_ . n Source of 

Reservoir, Shallow aquifer . . .. 

M irrigation 


2.2.3 Model Performance 

Calibration has been performed for 11 river gauge stations (out of 14), details of 
which are presented in Table 2.2-4. Data used for calibration locations is 
presented in Annex CHM-1. 

There are three main statistical parameters that are used for evaluating a 
hydrological model performance viz. Nash-Sutcliffe model efficiency 
coefficient (NSE), RSR, and co-efficient of determination (R 2 ). 

The range of these parameters are presented in Table 2.2-3. 

Table 2.2-3: Model Performance Parameters 


Performance 

Nash-Sutcliffe efficiency 
coefficient (NSE) 

RSR 

Coefficient of 
Determination^ 2 ) 

Satisfactory 

0.50 =< NSE < 0.65 

0.60 < RSR < 0.70 

0.50 =< R 2 =< 0.65 

Good 

0.65 < NSE <0.75 

0.50 < RSR < 0.60 

0.65 < R 2 < 0.75 

Very Good 

0.75 < NSE <1.00 

0.00 < RSR < 0.50 

0.75 < R 2 < 1.00 

Unsatisfactory 

NSE<0.50 

RSR > 0.70 

R 2 <0.50 


Detailed description of these model performance parameters is presented in 
Annex SW-l(c) of Main Report. 

Following Paragraphs presents the model performance at various calibration 
sites. 
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Barod River G&D Station 

Model performance at Barod is presented in Table 2.2-4. Figure 2.2-2 shows the 
comparison between observed and simulated flows for river gauge station 
Barod. 


Figure 2.2-2: Comparison of Simulated vs Observed flows for Barod River Gauge Station 




As evident from Table 2.2-4, the match between observed and simulated flows 
is Very good at Barod river gauge with a coefficient of determination 0.87, and 
NSE of 0.86. 
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Mean monthly observed flow at Barod is 197.68 cumecs while simulated is 
187.91 cumecs during the calibration period. 

Sangod River G&D Station 

Comparison between observed and Simulated flows at Sangod G&D Site is 
presented in Figure 2.2-3. Model performance at Sangod River Gauge Station is 
presented in Table 2.2-4. 

Figure 2.2-3: Comparison of Simulated vs Observed Flows for Sangod River Gauge Station 



- Observed, cms - Simulated, cms 



As evident from Table 2.2-4 and Figure 2.2-3 the match between observed and 
simulated flows is Good at Sangod river gauge with a coefficient of 
determination 0.72, and NSE of 0.71, keeping in view that there is considerable 
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contribution of water from catchment outside Rajasthan (from Madhya Pradesh) 
for which representative rainfall is not available.. 

For the calibration period mean observed flows at Sangod River Gauge Station 
is 87.50 cumecs while simulated is 74.57 cumecs. 

Khatoli River G&D Station 

Model performance at Khatoli is presented in Table 2.2-4. Figure 2.2-4 shows 
the comparison between observed and simulated flows for Khatoli River Gauge 
Station. 


Figure 2.2-4: Comparison of Simulated vs Observed Flows Khatoli River Gauge Station 



- Observed, cms - Simulated, cms 



Simulated Flow cumecs 
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As evident from Table 2.2-4 and Figure 2.2-4, the match between observed and 
simulated flows is Very Good at Khatoli river gauge with a coefficient of 
determination 0.89, and NSE of 0.88. 

Mean observed flow at Khatoli River Gauge Station is 139.06 cumecs while 
simulated is 116.89 cumecs during calibration period. 

Manohar Thana River G&D Station 


Model performance at Manohar Thana River Gauge Station is presented in 
Table 2.2-4. Figure 2.2-5 shows the comparison between observed and 
simulated flows for Manohar Thana River Gauge Station. 


Figure 2.2-5: Comparison of Simulated vs Observed Flows for Manohar Thana 

River Gauge Station 



Observed, cms - Simulated, cms 
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As evident from Table 2.2-4 and Figure 2.2-5, match between observed and 
simulated flows is Very good at Manohar Thana River Gauge Site with a 
coefficient of determination 0.76 and NSE of 0.76. 

Mean observed flow at Manohar Thana River Gauge Station is 18.84 cumecs 
while simulated is 16.91 cumecs during the calibration period. 

Gandhi Sagar River G&D Station 

Model performance at Gandhi Sagar River Gauge Station is presented in Table 
2.2-4. Figure 2.2-6 shows the comparison between observed and simulated 
flows for Gandhi Sagar River Gauge Station. 


Figure 2.2-6: Comparison of Simulated vs Observed Flows at Gandhi Sagar Gauge Station 




Simulated Flow cumecs 
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As it is evident from Table 2.2-4 and Figure 2.2-6, match between observed and 
simulated flows is Very Good at Gandhi Sagar River Gauge Site with a 
coefficient of determination 0.87, and NSE of 0.82. Keeping in view that there is 
a considerable contribution of water from catchment outside Rajasthan (from 
Madhya Pradesh) for which detailed information on interventions and other 
water uses is not available and also the rainfall is not representative. 

Mean observed flow at Gandhi Sagar River Gauge Station is 157.52 cumecs 
while simulated is 169.10 cumecs during the calibration period. Base-flow is 
under simulated because of non availability of any upstream releases/irrigation 
return flow during non monsoon months. 

Aklera River G&D Station 

Model performance at Aklera River Gauge Station is presented in Table 2.2-4. 
Figure 2.2-7 shows the comparison between observed and simulated flows for 
Aklera River Gauge Station. 


Figure 2.2-7: Comparison of Simulated vs Observed Flows at Aklera River Gauge Station 
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Simulated Flow cumecs 


As evident from Table 2.2-4 and Figure 2.2-7, the match between observed and 
simulated flows is Good at Aklera River Gauge Site with a coefficient of 
determination 0.71, and NSE of 0.71, keeping in view that there is a 
considerable contribution of water from catchment outside Rajasthan (from 
Madhya Pradesh) for which the information like releases, base flows, spills etc 
is not available and also the rainfall is not representative. 

While evaluating model performance, data for years 1983 have been excluded 
due to ambiguous values. 

Mean observed flow at Aklera River Gauge Station is 58.44 cumecs while 
simulated is 49.64 cumecs during the calibration period. 

Mandawara River G&D Station 

At Mandawara River G&D Site model performance was unsatisfactory. The 
model performance parameters are presented in Table 2.2-4. 

Dhaulpur River G&D Station 

Model performance at Dhaulpur River Gauge Station is presented in Table 2.2- 
4. Figure 2.2-8 shows the comparison between observed and simulated flows for 
Dhaulpur River Gauge Station. 
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Figure 2.2-8: Comparison of Simulated vs Observed Flows Dhaulpur River Gauge Station 



•- Observed, cms - Simulated, cms 



As evident from Table 2.2-4 and Figure 2.2-8, the match between observed and 
simulated flows is Very Good at Dhaulpur river gauge with a coefficient of 
determination 0.84, and NSE of 0.81. 

Mean observed flow at Dhaulpur is 607.40 cumecs while mean simulated is 
521.16 cumecs. 
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Salavad River G&D Station 

Model performance at Salavad River Gauge Station is presented in Table 2.2-4. 
Figure 2.2-9 shows the comparison between observed and simulated flows for 
Salavad River Gauge Station. 

Figure 2.2-9: Comparison of Simulated vs Observed Flows Salavad River Gauge Station 



Observed, cms - Simulated, cms 



0 100 200 300 400 500 600 


Simulated Flow cumecs 


As evident from Table 2.2-4 and Figure 2.2-9, the match between observed and 
simulated flows is Satisfactory at Salavad River Gauge Site with a coefficient of 
determination 0.49, and NSE of -0.30. 

Mean simulated observed flow at Salavad River Gauge Station is 42.66 cumecs 
while simulated is 45.37 cumecs during calibration period. 
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Unsatisfactory NSE values are due to the fact that maximum catchment area of 
Salavad site falls outside Rajasthan where rainfall may not be representative. 

Pali Ghat River G&D Station 

Model performance at Pali Ghat River Gauge Station is presented in Table 2.2- 
4. Figure 2.2-10 shows the comparison between observed and simulated flows 
for Pali Ghat River Gauge Station. 


Figure 2.2-10: Comparison of Simulated vs Observed Flows Pali Ghat River Gauge Station 




Simulated Flow cumecs 
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As evident from Table 2.2-4 and Figure 2.2-10, the match between observed and 
simulated flows is Very Good at Pali Ghat River Gauge Site with a coefficient 
of determination 0.81, and NSE of 0.78. 

Mean observed flows at Pali Ghat River Gauge Station is 406.38 cumecs while 
simulated is 370.17 cumecs during the calibration period. 

Manderail River G&D Station 


Model performance at Manderail River Gauge Station is presented in Table 2.2- 
4. Figure 2.2-11 shows the comparison between observed and simulated flows 
for Manderail River Gauge Station. 

Figure 2.2-11: Comparison of Simulated vs Observed Flows Manderail River Gauge 
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As evident from Table 2.2-4 and Figure 2.2-11, the match between observed and 
simulated flows is Good at Manderail River Gauge Site with a coefficient of 
determination 0.83, and NSE of 0.82. 

Mean observed flows at Manderail River Gauge Station is 476.80 cumecs while 
mean simulated is 512.25 cumecs during the calibration period. 
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Table 2.2-4: Model Performance Summary 


GS 

Code 

Calibration 
Location 
(River Gauge 
Stations) 

Catchment Area 
(km 2 ) 

Mean Simulated 
Flow* 

(Mean Observed 
Flow)* 

(Units in Cumecs) 

Nash- 

Sutcliffe 

Model 

Efficiency 

Coefficient 

RSR 

Coefficient of 
Determination 

R 2 

Starting 
Year of 
Calibration 

Ending 

Year of 
Calibration 

Overall 

Performance 

6 

Barod 

24,627.40 

187.91(197.68) 

0.86 

0.37 

0.87 

1975 

1989 

Very Good 

35 

Sangod 

9,308.30 

74.57(87.50) 

0.71 

0.54 

0.72 

1979 

1987 

Good 

4 

Khatoli 

15,212.00 

116.88(139.06) 

0.88 

0.34 

0.89 

1979 

1989 

Very Good 


Manohar Thana 

1,325.20 

16.91(18.84) 

0.76 

0.49 

0.76 

1978 

1986 

Very Good 


Gandhi Sagar 

22,810.80 

169.10(157.52) 

0.82 

0.42 

0.87 

1976 

1993 

Very good 

34 

Aklera 

6,134.90 

49.64(58.44) 

0.71 

0.54 

0.71 

1976 

1993 

Good 

37 

Mandawara 

28,689.30 

28.22(58.09) 

0.09 

0.95 

0.15 

1976 

1993 

Unsatisfactory 


Dhaulpur 

134,244.70 

521.16(607.39) 

0.81 

0.43 

0.84 

1991 

2005 

Very Good 

3 

Salwad 

7,519.40 

45.37(42.66) 

-0.31 

1.14 

0.49 

1977 

1993 

Satisfactory 

38 

Pali Ghat 

76,706.60 

370.176(406.38) 

0.78 

0.46 

0.81 

1980 

1993 

Very good 

33 

Manderail 

133,032.50 

512.25(476.80) 

0.82 

0.43 

0.83 

1994 

2009 

Very Good 
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From Table 2.2-4 it is evident that overall model performance for Chambal 
Basin is Good with 1 G&D Site falling under "Satisfactory" category, 2 sites in 
"Good" category, 7 sites in "Very Good" category while 1 site Mandawara, has 
unsatisfactory performance as per categories presented in Table 2.2-3. 

Simulated-Observed values at above mentioned calibration sites (of calibration 
period) are presented in Table Al-12, Annex CHM-1. 

2.2.4 The Hydrologic Simulation for Chambal Basin 

The SWAT model was run with the observed rainfall (1957-2010) and 
temperature data (1973-2010) for Chambal Basin and outputs were obtained for 
the common period of 1973 to 2010. The outputs provided by the model are 
very extensive, covering all the components of water balance spatially and 
temporally. The sub components of the water balance that are most significant 
and used for analyses, include: 

• Total flow (water yield) consisting of surface runoff, lateral and base flow. 

• Actual evapotranspiration (Actual ET). 

The outputs can be depicted in many ways depending on the focus and 
requirement of the user. These components are expressed in terms of total 
annual depth of water in mm over the total watershed area. In other words, the 
total water yield is the equivalent depth in mm, of flow past the outlet of the 
watershed on average annual and monthly basis. Figure 2.2-12 and Figure 2.2- 
13 show the annual and mean monthly water balance components for the 
Chambal Basin. 

Temporal Distribution of Major Water Balance Components 

Figure 2.2-12 depicts the annual rainfall, water yield, evapotranspiration and 
Sub-surface percolation for the entire Chambal Basin and its Sub-basins. 

There are 67 micro-watersheds delineated and demarcated in Chambal Basin 
within Rajasthan, yearly water balance components of which are presented in 
Annex SW-4 of Main Report (as soft copy). 

It is noteworthy here that SWAT gave an indication of the spatial and temporal 
variation of this percolation, with respect to properties of the overlaying soil 
cover. The percolation computed using SWAT model is the total percolation 
which also includes the abstractions being taken from the groundwater. 
Therefore the net percolation which will reflect the groundwater fluctuations is 
after incorporating the withdrawals/draft from the groundwater for various 
purposes. The another component namely deep percolation is used in the SWAT 
model to build the static groundwater table and this component is lost from the 
local water balance, although there is a provision to tap this water through tube 
wells if required. SWAT doesn't takes care of absolute groundwater table since 
it is not a groundwater model. 
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Figure 2.2-12: Simulated Annual Water Balance Components for Chambal Basin 
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■ Rainfall ■ Water Yield ■ Evapotranspiration ■ Sub-surface percolation 
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■ Rainfall ■ Water Yield ■ Evapotranspiration ■ Sub-surface percolation 
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■ Rainfall ■ Water Yield ■ Evapotranspiration ■ Sub-surface percolation 
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As shown in Figure 2.2-12 and Table A3-8 Annex CHM-3, inter annual range of 
rainfall for the period of analysis from 1973-2010 was 387.44 to 1073.62 mm, 
while inter annual range of water yield was 87.47 to 625.60 mm for the same 
period with mean annual water yield of 353.01 mm. This shows there is great 
degree of fluctuations in the rainfall and runoff pattern in Chambal Basin. 

Mean monthly water balance components for Sub-basins of Chambal Basin are 
presented in Table A3-1 to A3-7 of Annex CHM-3. 

Table A3-1 to Table A3-7 of Annex CHM-3 shows the Mean monthly water 
balance components of various Sub-basins of Chambal Basin. It can be observed 
that mean annual water yield in Chakan Sub-basin is 326.91 mm, Chambal 
Downstream Sub-basin is 238.48 mm, Chambal Upstream Sub-basin is 407.30 
mm, Kalisindh Sub-basin is 391.69 mm, Kunu has mean annual water yield of 
342.55 mm, Mej Sub-basin has 268.55 mm while Parwati Sub-basin has mean 
annual water yield of 384.20 mm. 

In Chambal basin about 34.10% of the rainfall converted into water yield in 
July, 45.90 % in August and 63.00 % in September, Remaining water have been 
converted to ground water storage, Soil moisture build, evapotranspiration etc. 
Table A3-9, CHM-3 presents the mean water balance components of Chambal 
basin and its sub-basins. 

Figure 2.2-13 depicts the long term mean monthly water balance components of 
rainfall, water yield and evapotranspiration and Sub-surface percolation for 
Chambal Basin. 


Figure 2.2-13: Simulated Mean Monthly Water Balance Components for Chambal Basin 
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Virgin Water Yields 

True runoff, or Virgin water yield, is the stream flow in its natural conditions, 
i.e. without the existence of any irrigation, municipal or industrial water supply 
developments (including impact of imported water, return flows and flow 
diversions). 

After calibration and validation of model at selected sites, the Virgin water 
yields were generated by switching off all the abstractions (Major, Medium and 
minor dams along with other water harvesting structures) and removing all crop 
management options (controlled irrigation in terms of canals, groundwater, etc). 
In Virgin water yield scenario presented here Kharif and Rabi crops are 
considered as rain fed with no external water supply. 

Although the catchment outside Rajasthan was delineated and their contribution 
was also obtained but those may not be the actual contribution which is affected 
by the lack of information like spills from dams, base-flows, releases and non 
representative rainfall. 

The Virgin water yields derived and presented are flows generated within 
Rajasthan boundary. 

Mean annual simulated Virgin water yield of Chambal Basin within Rajasthan is 
10489.75, Mm 3 . 

Mean annual Virgin water yields for Sub-basins of Chambal ( for area within 
Rajasthan) are presented in Table A2-1 to A2-7. Mean Annual Virgin water 
yield for various Sub-basins are computed as Chakan (246.89, Mm 3 ), Chambal 
Downstream (1068.14, MCM), Chambal Upstream (1787.61, Mm 3 ), Kali Sindh 
(3759.15, Mm 3 ), Kunu (265.33, Mm 3 ), Mej (1415.39, Mm 3 ), Parwati (1947.23, 
Mm 3 ). 
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Flow Duration Curve 

Assessment of dependable lean season flows along with their distribution in 
time is essential for planning and development of water supply schemes. Model 
was calibrated/validated using all the interventions and crop management 
practices and flows in Virgin conditions (with no Interventions or Human 
activity) is generated. Water yield with respect to four levels of 25, 50, 75 and 
90% dependability is shown in Table 2.2-5. 

The dependability of the water yield of the Chambal Basin and its sub-basins 
has been analyzed and shown in Figure 2.2-14. The monthly long term Virgin 
water yield series are shown in Annex CHM-2 for all Sub-basins. 


Table 2.2-5: Virgin Water Yield at Four Dependability Levels - Chambal Basin, Mm 3 


Dependability 

Level, 

% 

Chakan 

Sub-basin 

Chambal 

Downstream 

Sub-basin 

Chambal 

Upstream 

Sub-basin 

Kalisindh 

Sub-basin 

Kunu 

Sub¬ 

basin 

Mej 

Sub-basin 

Parwati 

Sub-basin 

Chambal 
Basin total 


Water Yield 

,Mm 3 

25 

338.20 

1355.90 

2100.50 

5051.90 

338.30 

1805.70 

2336.40 

12911.30 

50 

242.00 

1026.70 

1640.20 

3770.60 

235.50 

1359.80 

1873.80 

9921.70 

75 

150.80 

780.30 

1210.90 

2370.80 

157.60 

874.70 

1428.90 

8139.10 

90 

53.30 

585.20 

913.80 

1878.20 

112.50 

720.70 

935.30 

6265.20 

Mean 

246.89 

1068.14 

1787.61 

3759.15 

265.33 

1415.39 

1947.23 

10489.75 


Figure 2.2-14: Simulated Flow Duration Curve for Chambal Basin and its Sub-basins 
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Chambal Downstream Subbasin 



% of times flow equals or exceeds 


Chambal Upstream Subbasin 



% of times flow equals or exceeds 


App. CHM-IN-24740-R13-073 July, 2014 

Surface and Groundwater Availability 
239 















































STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Kalisindh Subbasin 



% of times flow equals or exceeds 


Kunu Subbasin 



% of times flow equals or exceeds 


Mej Subbasin 


of times flow equals or exceeds 
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Parwati Subbasin 



% of times flow equals or exceeds 
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Rainfall occurs mainly during the monsoon season in Chambal Basin therefore 
major portion of stream flow will occur only during these months at Chambal 
Basin Outlet, but there is also a large contribution of water that is coming from 
Madhya Pradesh catchment of Chambal. 

Mean Annual Virgin water yield for Chambal Basin within Rajasthan is 
10489.75 Mm 3 . 

At 50% and 75% dependability the annual water yield for Chambal Basin is 
9,921.70 Mm 3 and 8,139.10 Mm 3 , respectively. 

There are 67 micro-watersheds of Chambal Basin delineated within Rajasthan, 
water balance components of which are presented in Annex SW-4 of Main 
Report (as soft copy). Virgin water yield series for these micro-watersheds are 
presented in Annex SW-5 of Main Report (as soft copy). Virgin water yield of 
micro-watersheds at four levels of 25, 50, 75 and 90% dependability is shown in 
Table 2.2-6. 
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Table 2.2-6: Virgin Water Yield at Four Dependability Levels - Micro-watersheds of Chambal 

Basin 


Micro¬ 

watershed 

code 

Dependability Level, % 

Mean 

25 

50 

75 

90 

Water Yield, Mm 3 

001 

30.40 

21.30 

12.40 

5.30 

22.15 

002 

307.80 

220.60 

137.70 

48.70 

224.74 

003 

185.30 

130.40 

91.50 

38.40 

150.93 

004 

54.20 

35.10 

19.70 

12.40 

39.47 

005 

238.10 

129.20 

72.60 

17.40 

175.16 

006 

35.70 

25.50 

13.30 

5.20 

25.86 

007 

265.20 

187.40 

112.10 

71.20 

190.50 

008 

189.00 

127.40 

67.10 

33.30 

128.38 

009 

95.70 

66.90 

35.40 

12.70 

69.18 

010 

146.50 

95.90 

51.60 

23.10 

109.99 

Oil 

265.70 

177.40 

92.60 

49.40 

178.67 

012 

243.10 

181.90 

119.40 

77.90 

197.63 

013 

217.30 

143.00 

99.50 

70.00 

166.93 

014 

71.60 

45.50 

24.70 

15.20 

50.45 

015 

174.60 

125.10 

80.30 

52.90 

140.75 

016 

343.60 

255.10 

173.10 

115.50 

281.58 

017 

282.90 

179.90 

103.80 

76.80 

202.19 

018 

186.80 

140.00 

92.20 

46.80 

139.61 

019 

87.90 

65.50 

42.40 

34.80 

69.42 

020 

141.70 

92.30 

64.30 

45.50 

108.16 

021 

136.70 

119.30 

84.60 

47.10 

120.89 

022 

388.30 

252.00 

157.50 

122.10 

310.00 

023 

512.20 

341.40 

189.30 

157.60 

365.92 

024 

63.00 

42.40 

27.60 

16.80 

45.44 

025 

115.70 

73.30 

28.50 

19.10 

82.16 

026 

430.50 

311.60 

186.40 

131.20 

330.27 

027 

40.20 

31.00 

21.40 

16.10 

32.52 

028 

291.20 

213.70 

127.30 

92.70 

222.91 

029 

214.50 

152.40 

115.00 

71.50 

167.19 

030 

118.40 

82.60 

53.90 

33.00 

90.39 

031 

69.60 

48.80 

30.00 

16.10 

49.44 

032 

277.30 

159.80 

112.10 

71.90 

211.79 

033 

405.00 

285.80 

153.10 

99.90 

299.03 

034 

67.30 

50.20 

27.30 

17.90 

51.31 

035 

258.00 

172.20 

126.50 

70.60 

197.95 

036 

254.60 

199.70 

124.10 

89.20 

203.05 

037 

156.20 

110.40 

67.40 

56.10 

119.66 

038 

133.10 

95.50 

49.10 

31.50 

97.24 

039 

241.40 

173.70 

133.10 

92.10 

191.82 

040 

275.40 

196.80 

151.70 

96.40 

217.87 

041 

326.70 

225.20 

153.50 

99.90 

235.69 
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Micro¬ 

watershed 

code 

Dependability Level, % 

Mean 

25 

50 75 

90 

Water Yield, Mm 3 

042 

135.80 

100.90 

80.00 

59.70 

107.87 

043 

382.90 

293.70 

200.60 

121.40 

306.38 

044 

182.70 

112.10 

90.40 

53.90 

133.26 

045 

338.30 

235.50 

157.60 

112.50 

265.33 

046 

101.30 

64.50 

37.30 

26.30 

70.87 

047 

80.60 

47.00 

28.80 

10.30 

52.01 

048 

556.70 

356.40 

237.30 

149.70 

419.19 

049 

71.40 

52.80 

36.40 

18.90 

53.05 

050 

138.00 

89.80 

47.50 

29.80 

97.33 

051 

44.50 

26.20 

11.50 

7.90 

33.15 

052 

185.30 

132.50 

84.40 

46.60 

134.38 

053 

439.90 

258.40 

114.30 

73.30 

321.63 

054 

317.20 

219.60 

144.30 

89.10 

233.77 

055 

486.60 

370.80 

234.10 

158.90 

370.78 

056 

63.10 

48.00 

27.70 

17.60 

47.18 

057 

177.90 

101.80 

70.60 

44.00 

135.28 

058 

273.90 

206.50 

153.30 

89.80 

214.62 

059 

220.40 

156.50 

105.30 

73.40 

173.88 

060 

99.40 

73.40 

48.70 

34.30 

79.54 

061 

51.80 

37.60 

25.90 

18.30 

41.72 

062 

71.70 

56.20 

44.00 

22.60 

59.00 

063 

69.40 

52.10 

38.30 

17.40 

53.36 

064 

62.80 

49.80 

36.60 

15.30 

49.36 

065 

50.40 

38.10 

28.10 

11.90 

38.70 

066 

721.90 

550.50 

398.50 

288.70 

585.49 

067 

137.50 

97.00 

60.50 

35.60 

98.31 


3. Imported Surface Water 

Chambal Basin is shared with other States but as such its part within Rajasthan 
does not receive imported water as the sharing of water is being done within 
Rajasthan at Kota Barrage. The Chambal Valley Project conceived for 
utilization of water available in Chambal River upto Kota Barrage has been 
executed jointly by Madhya Pradesh and Rajasthan comprising the following: 

• Gandhi Sagar (GS Dam) with capacity of 7,143 Mm 3 , located in Madhya 
Pradesh. The 75% dependable yield at this dam has been assessed at 3.80 
Maf (4.687 Mm 3 ) but the capacity of this dam has been set at 6.2 Maf (7,648 
Mm 3 ) to store water whenever it is available. There is provision for power 
generation of 5x23 MW, with proposed addition of 4x40 MW. 

• Rana Pratap Sagar (RPS Dam) with storage capacity of 2,899 Mm 3 it has 
provision of power generation of 4x43 MW, and Jawahar Sagar (JS Dam) 
with storage capacity of 68 Mm 3 and provision of power generation of 3x33 
MW, located in Rajasthan. These are balancing reservoirs for power 
production. 
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• Kota Barrage, Downstream of JS Dam, from where two canals off takes 
named Right Main Canal (RMC) with head discharge of 188 m 3 /s (6,656 
cusec), and Left Main Canal (LMC) with head discharge of 42 m 3 /s (1,500 
cusec) to provide irrigation of 2.29 Lakh ha CCA in Rajasthan and 2.29 lakh 
ha CCA in Madhya Pradesh. 

As per the inter-State agreement, the total water available upto Kota Barrage 
assessed as 3.2 Maf (3,946 Mm 3 ) at 75% dependability is to be shared between 
Madhya Pradesh and Rajasthan and Hydel Power generation thereto in equal 
proportion. Accordingly, the share of Rajasthan becomes 1,973 Mm 3 at 75% 
dependability, values for other dependabilities are shown below. Further details 
are given in Section 7.4 of the Main Report. 


Dependability Level 

25% 

50% 

75% 

90% 

Mean 

Rajasthan’s Share in Chambal waters 
at Kota Barrage, Mm 3 /yr 

4,332 

2,950 

1,973 

1,352 

3,387 


4. Groundwater 

4.1 Basic Characteristics 

4.1.1 Physiography 

The topography of Chambal Basin is marked by low profile hills, shallow 
valleys, plains and badlands. Makundra hills (barely 60 m above ground level), 
comprising Vindhyan strata, are located in the southern part of the basin. 
Kalisindh River cuts across this range, following an antecedent drainage pattern. 
The other important hill range is running west of Bundi, comprising the Aravali 
group of rocks having same axes as the regional strike of the Aravali. On either 
side of the above hills, exist undulating plains, modified locally by the drainage 
systems. These plains reach as far north as Dhaulpur, varying in aerial extent, 
particularly in width. The banks of river Chambal are marked by badlands 
comprising impermeable Clay, Silt and Sand. The geological sequence consists 
of Limestone, Shales, Sandstones, Conglomerates etc. 

Chambal River rises near Mhow in the Malwa Plateau (MP), which is a part of 
the Vindhyan range watershed. It flows northwards through Rajasthan, entering 
the State in Bhansrodgarh area of Chittaurgarh District (Rana Pratap Sagar) and 
leaving Rajasthan in Dhaulpur District. The river course in Rajasthan is 
characterized by a series of cascades and whirlpools, caused by the differential 
weathering and the cavernous nature of carbonate rocks. The cascades are at 
times as high as 18 - 20 m and the caverns as deep as 10 - 13 m; the caverns are 
occasionally interconnected in the sub-surface. Downstream of its confluence 
with river Banas, the Chambal River flows along a virtually straight course 
along the eastern boundary of Rajasthan with MP, till it reaches the Gangetic 
Plain. 

The main tributaries of Chambal River are the Kalisindh (with its tributary 
Parwan Nadi) and the Parbati River. These rivers also rise in the slopes of 
the Vindhyan range and join the Chambal near Bagli (25°32':76°17') and 
Pali (26°58':76°33'), respectively. Chambal River is perennial. 

Chambal River is thought to be a relic of an old Vindhyan River, which ran 
along the fore deep of the Aravali range and in which the Vindhyans 
(shallow platform deposits) were laid. This is also borne out by evidence 
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that drainage in the basin is antecedent to the water divide and hill 
feature in the area. 

4.1.2 Geomorphology 

Geomorphologically, the basin comprises structural land-form, Alluvial plain 
and bad land topography. The topography is also marked by low-profile hills, 
shallow valleys. Ground elevations range from about 560 m to less than 240 m 
(amsl). 

A prominent feature in the southern part of Chambal Basin is the Mukundra 
Hills, located in the north-eastern part of Rana Pratap Sagar. This is a low, 
narrow hill range (barely 60 m above ground level) in Jhalawar District. It runs 
north-west - south-east from near the northern extremity of Rana Pratap Sagar, 
almost up to the Khanpur Protected Forest (PF) at the confluence of the Champa 
Nadi and Parwan River (24°3r:76°32'). Parwan River, a tributary of the 
Kalisindh, cuts across this range, is an example of antecedent drainage pattern. 
The Kalisindh River cuts across this range at the confluence (76 0 H':24°39') of 
Ahu River with the Kalisindh, these rivers also exhibit antecedent type of 
drainage. 

Another important hill range in this basin is the one running west of Bundi, 
approximately from Dauli Ka Khera (25°H':75°12') in the south, through Phata 
Dungra hills of Lakheri (25°40':76°12') to Kalagarha Allang Dang hills of Sawai 
Madhopur Main Reserved Forest (RF) and beyond. Rivers such as Mej and 
Chakan Nadi (smaller order rivers), which eventually drain in to the Chambal 
River, are antecedent in nature. 

The hill range west of Bundi town comprises the rocks of Aravali system and 
has the same axes as that of the regional strike of the Aravali hill range. In the 
case of Mukundra hill range, which is composed of Vindhyan strata, forms flat 
topped plateau in the area as they are practically horizontal and undisturbed 
formations. As such, these hills may be regarded as structural. 

On either side of the above-mentioned hills ranges are undulating plains with a 
general south-north slope, locally modified by the drainage system. These 
plains, reach as far as Dhaulpur in the north-east, have varying aerial extent and 
width. At places the plains are dotted with isolated relict hills. Within the hill 
ranges are narrow erosional valleys, both longitudinal and transverse to the axis 
of the hill ranges. 

The southern-south-eastern boundary of Dhaulpur District, demarcated by the 
Chambal River, is in the form of a plateau, which is a 3-10 km wide strip of 
Sandstone rock. 

The banks of the Chambal and its tributaries are characterised by bad land 
topography. The high banks of these rivers, comprising impermeable Clay, Silt 
and Sand, have developed a dense drainage pattern owing to the sparse 
vegetation and flash floods, giving rise to ravines throughout, its length in the 
area along the river. 

4.1.3 Geology 

The Geological sequence of rock formations in Chambal Basin is given in Table 
4.1-1. 


App. CHM-IN-24740-R13-073 July, 2014 

Surface and Groundwater Availability 
245 



STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table 4.1-1: Geological Sequence in the Chambal Basin 


Era 

Age 

Super- 

Group 

Group 

Rock Formation 

Quaternary 

Sub-Recent to 

Recent 

Alluvium 

Alluvium 

Sand, Silt, Clay, Gravels, 
Pebbles, Kankar 


Unconformity 


Tertiary 

Upper Cretaceous to 
Palaeocene 

Deccan Trap 

MalwaTrap 

Complex 

Lava flows with inter- 
Trappean shales, Cherts 
Limestones 


Unconformity 


Upper 

Proterozoic 

Upper Precambrian 
(to Lower Cambrian) 

Upper 

Vindhyan 

Bhander 

(Chambal 

Limestone) 

Sandstones, Limestones, 
Shales, Conglomerates 

Rewa 

Sandstones, Shales 

Kaimur 

Sandstones, Shales, 
Conglomerates 


Unconformity 




Lower 

Vindhyans 

Semri 

Limestones, Shales, 
Glauconitic Beds, 
Porcellanites, 
Conglomerates 




Lower 

Proterozoic 

Archaean 

Bhilwara 

Mangalwar 

Complex 

Slates, Dolomites, 

Marbles, Quartzites, 
Conglomerates, 

Gneisses and Migmatites 

Source: Geological Survey of 

ndia (G.S.I.) 


The basin comprises three rock formations which cover sizeable area. These are 
basalt rocks in southern extremity of basin, Sandstone, Shale and limestone rock 
formations in north-eastern part and limestone / dolomite in central part of basin. 
The Alluvium occupies a very small patch in north-eastern part of basin and 
hard rocks along north-western border of basin bordering Tonk and Bhilwara 
Districts. The basin largely covers Districts of Jhalawar, Baran, Kota, Bundi and 
parts of Bhilwara, Chittaurgarh, Pratapgarh, Sawai Madhopur, Tonk, Karauli 
and Dhaulpur. 

4.1.4 Sub-Surface Hydrogeology 

The sub-surface hydrogeology has been studied with the help of one 
hydrogeological cross-section A-A' along Sunel-Mei Kalan. These cross-section 
has been prepared on the basis of exploratory tube wells and piezometers drilled 
by CGWB and RGWD. The cross-section line and its respective alignment has 
been shown in Figure 4.1-1. 

Hydrogeological Cross-Section A-A' Chambal Basin 

The cross-section A-A' (see Figure 4.1-1 and Figure 4.1-2) of Chambal Basin 
has been drawn from Sunel village in the southern part of the basin to Mei Kalan 
village in the north-eastern part of the basin. The total length of the cross- 
section is 188.5 kms. The ground level elevation has a range from RL 224.29 m 
(Mei Kalan) to 358.17 m (Sunel) amsl. The cross section reveals that thickness 
of Alluvium varies from 1 m to 40 m throughout the cross section area from 
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southern side (Sunel village) to north-eastern (Mei Kalan) extremity. In southern 
and central parts of the basin, the thickness of Alluvium is 1 to 9 m bgl while in 
north- eastern part, the thickness of Alluvium reaches up to 40 m except in Mei 
Kalan village where the Alluvial cover almost pinches out and Shale is 
encountered at shallow depth. The cross- section depicts that Sandstone and 
intercalated Limestone and Shales of Yindhyan Super Group are the main 
formation throughout the cross-sectional area, encountered at different depths. In 
extreme southern part of the basin, Basalt is also encountered at shallow depth 
of 3 m (Sunel village). It is underlain by intercalated Limestone and Shales 
below 57 m depth from ground level. In Genta village, Sandstone is encountered 
at 3 m bgl depth. It is intercalated with Shales. Sandstone is encountered from 3 
m depth in Gopalpura village while in Dhoti village it is encountered at 53 m 
depth bgl. The groundwater level ranges from 6 m (Bhilwari) to 10 m (Sunel) 
bgl in southern part of the basin while it is 20 m (Mei Kalan) to 28 m bgl 
(Genta) in northern part of the basin. 
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Figure 4.1-1: Hydrogeological Cross Section Line of Chambal Basin 
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Figure 4.1-2: Hydrogeological Cross Section of Chambal Basin A-A' 
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4.2 Aquifer Units and Characteristics 

4.2.1 Aquifer Units 

The basin area is covered by Alluvium, Deccan Traps, Bhander Sandstone, 
Limestone associated with Shales, Phyllite & Schist and Quartzite of Bhilwara 
Super Group. The Sub-basin wise area occupied by different aquifer unit in the 
basin is given in Table 4.2-1. 


Table 4.2-1: Aquifer units with Occupied Area in Chambal Basin 


Sub-basin 

Aquifer Units 

Area (km 2 ) 

Chakan 

Bhander Sandstone 

95.21 

Gneisses(B.G.C.) 

42.37 

Limestone 

103.35 

Older Alluvium 

53.98 

Phyllite & Schist 

337.69 

Quartzite 

16.36 

Shale 

98.97 

Sub-basin Total 


747.94 

Chambal Downstream 

Bhander Sandstone 

1,662.68 

Gneisses(B.G.C.) 

0.35 

Limestone 

371.08 

Older Alluvium 

2,060.73 

Quartzite 

128.82 

Shale 

347.90 

Sub-basin Total 


4,571.56 

Chambal Upstream 

Bhander Sandstone 

2,026.76 

Deccan Traps 

1,545.88 

Limestone 

24.40 

Shale 

657.95 

Sub-basin Total 


4,254.99 

Kalisindh 

Bhander Sandstone 

3,320.39 

Deccan Traps 

4,241.92 

Limestone 

1,919.26 

Older Alluvium 

242.34 

Shale 

344.95 

Sub-basin Total 


10,068.86 

Kunu 

Bhander Sandstone 

150.75 

Shale 

623.82 

Sub-basin Total 


774.57 

Mej 

Bhander Sandstone 

1,568.21 

Limestone 

807.71 

Older Alluvium 

886.28 

Phyllite & Schist 

2,441.08 

Shale 

100.48 

Sub-basin Total 


5,803.76 

Parwati 

Bhander Sandstone 

2,883.40 

Deccan Traps 

959.09 

Limestone 

376.13 

Older Alluvium 

802.21 

Sub-basin Total 


5,020.82 

Basin Total 


31,242.50 


Source: Hydrogeological data, CGWB & RGWD 
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The Alluvium occupies the northern part of the basin and a small area in Baran 
District. Total area of this formation in the basin is 4,045.54 km . The Bhander 
Sandstone and Limestone formations cover an area 14,263.58 km 2 . The 
Sandstone and Limestone have very wide aerial extent in the basin area in Kota, 
Baran, Bundi and Jhalawar Districts. Basalt occur in Jhalawar and Baran area 
covers an area of 6,705.60 km 2 and Gneisses(B.G.C), Phyllite & Schist and 
Quartzite belonging to Bhilwara Super-group occur mainly around Hindoli and 
Nainwa Blocks of Bundi District and together covers an area of 2,751.95 km 2 . 
Shale covers considerable area in Kota, Bundi, Baran and Jhalawar District with 
an area of 2,174.07 km 2 . Hills occupy total area of 1,300.75 km 2 in the entire 
basin. 

The aquifer map (hydrogeological unit map) of the basin is presented in 
Drawing No. CHM-GW-001 (in Volume 3b). Most part of the basin is occupied 
with consolidated aquifers. The central part of the basin is mostly occupied with 
Bhander Sandstone and Limestone formations and southern part by Basalt lava 
flows. The northern part of the basin is occupied by Alluvium, Shale, Phyllite & 
Schist units. Hydrogeological characteristics of basin are shown in Table 4.2-2. 

4.2.2 Aquifer Characteristics 

The aquifer characteristics of the aquifers occupying the Chambal Basin area is 
shown in Table 4.2-2. 

According to this the main aquifers of the basin area are Sandstone, Limestone, 
and Shale, Deccan Traps, Phyllite & Schist and Older Alluvium. 

As indicated in the table, the average depth of Older Alluvium aquifer in the 
basin area ranges from 56.80 m in Mej Sub-basin to 146.00 m in Chakan Sub¬ 
basin area. 

In sedimentary aquifers (Sandstone, Limestone and Shale), the average depth of 
aquifer range from 40 m to 170 m in Shale aquifer of Mej Sub-basin and 
Bhander Sandstone aquifer of Kunu Sub-basin area respectively. In hard rock 
aquifer of Phyllite & Schist and Deccan Traps, the average depth of aquifer 
varies from 59.25 m in Phyllite & Schist aquifer of Chakan Sub-basin to 95.38 
in Deccan Traps aquifer of Kalisindh Sub-basin area. 

The minimum static water level 0.50 m bgl in Older Alluvium formation was 
observed at village Lesard in Mej Sub-basin area whereas maximum of 41.00 m 
bgl at village Pali in Chambal Downstream Sub-basin area. In sedimentary 
aquifers the minimum static water level of 1.00 m bgl was observed at villages. 
Gundi (Chechat) in Bhander Sandstone of Kalisindh Sub-basin and the 
maximum of 90.00 m bgl also in Sandstone aquifer at village Jasma in Chambal 
Upstream basin. The overall average static water level in this formation ranges 
from 7.79 m bgl to 21.00 m bgl Gundi Chechat and Kasra Thana in Kalisindh 
and Kunu Sub-basin area. In hard rock aquifer the static water level range from 
0.50 m bgl at village Pirawa in Deccan Traps to 53.00 m bgl at village Bakani 
also in Deccan Traps aquifer of Kalisindh Sub-basin area. 

In hard rock aquifers the overall average static water level range from 5.66 m 
bgl in Phyllite & Schist aquifer of Chakan Sub-basin to 15.59 m bgl in Deccan 
Traps formation of Parwati Sub-basin area. 

The average discharge of wells in Older Alluvium ranges from 3.78 lps to 12.60 
lps in Chakan and Kalisindh Sub-basin areas respectively. In sedimentary 
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aquifers the average discharge of wells range from 0.13 lps in Shale aquifer of 
Mej Sub-basin to 16.78 lps in Limestone aquifer of Chambal Downstream Sub¬ 
basin area. In hard rock aquifers, it ranges from 1.82 lps in Deccan Traps of 
Chambal Upstream to 7.72 lps in Deccan Traps of Parwati Sub-basin area. 

The average specific capacities of wells in Older Alluvium ranges from 0.30 
lps/m to 4.06 lps/m drawdown in Chakan and Mej Sub-basin area respectively. 
The average specific yield of wells in sedimentary aquifer range from 0.28 lps/m 
to 3.29 lps/m drawdown Bhander Sandstone and Limestone aquifer in Chambal 
Downstream and Parwati Sub-basin area respectively. 

In hard rock aquifers the average specific capacity of wells range from 0.19 
lps/m to 0.54 lps/m drawdown in Phyllite & Schist and Deccan Trap aquifer of 
Mej and Chambal Upstream Sub-basin area. 

The average transmissivity of aquifer in Older Alluvium ranges from 45.33 
m 2 /day to 78.00 m 2 /day in Mej and Parwati Sub-basin areas of the Chambal 
Basin. In sedimentary aquifer the average transmissivity ranges from 22.50 
m 2 /day in Bhander Sandstone to 1,138.00 m 2 /day in Shale aquifer of Kalisindh 
Sub-basin area. 

The transmissivities in hard rock aquifer ranges from 69.00 m /day in Phyllite & 
Schist aquifer to 444.00 m 2 /day in Deccan Traps of Chakan and Chambal 
Upstream Sub-basin area. 
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Table 4.2-2: Hydrogeological Characteristics of Aquifer Units of Chambal Basin 


Basin 

Sub-basin 

Aquifer Units 

Depth 

Drilled 

(m) 

Static Water Level 
(m bgl) 

Discharge 

(Ips) 

Drawdown (m) 

Specific 

Capacity 

(Ips/m) 

Transmissivity 

(m 2 /day) 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Chambal 

Chakan 

Limestone 

40.00 

107.00 

74.00 

1.07 

20.80 

11.62 

2.52 

12.60 

6.30 

35.43 

35.43 

35.43 

0.36 

0.36 

0.36 

- 

- 

- 

Older Alluvium 

146.00 

146.00 

146.00 

21.00 

21.00 

21.00 

3.78 

3.78 

3.78 

12.40 

12.40 

12.40 

0.30 

0.30 

0.30 

- 

- 

- 

Phyllite & Schist 

50.00 

75.00 

59.25 

2.75 

7.40 

5.56 

2.52 

8.19 

4.62 

- 

- 

- 

- 

- 

- 

69.00 

69.00 

69.00 

Shale 

40.00 

131.00 

64.00 

3.00 

13.50 

8.51 

0.13 

18.90 

8.54 

12.78 

12.78 

12.78 

1.48 

1.48 

1.48 

- 

- 

- 

Chambal 

Downstream 

Bhander Sandstone 

16.00 

108.00 

68.21 

2.00 

30.00 

12.66 

0.60 

21.00 

6.08 

8.00 

8.00 

8.00 

0.28 

0.28 

0.28 

- 

- 

- 

Limestone 

60.00 

101.00 

78.03 

7.00 

21.55 

15.52 

3.15 

25.20 

16.78 

5.66 

6.60 

6.13 

2.71 

3.68 

3.20 

- 

- 

- 

Older Alluvium 

24.00 

208.00 

99.10 

1.00 

41.00 

19.00 

0.63 

18.90 

6.51 

3.04 

32.71 

14.08 

0.08 

1.64 

0.84 

69.00 

69.00 

69.00 

Shale 

29.45 

152.80 

82.39 

3.00 

45.00 

18.32 

0.13 

25.20 

6.69 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Chambal 

Upstream 

Bhander Sandstone 

49.00 

271.00 

119.64 

3.00 

90.00 

20.61 

0.03 

20.37 

3.58 

6.33 

6.33 

6.33 

3.22 

3.22 

3.22 

229.00 

229.00 

229.00 

Deccan Traps 

35.00 

200.00 

81.61 

2.90 

28.90 

11.12 

0.22 

7.56 

1.82 

4.08 

4.08 

4.08 

0.54 

0.54 

0.54 

444.00 

444.00 

444.00 

Shale 

30.00 

135.80 

106.81 

3.35 

20.00 

9.67 

0.67 

15.00 

5.69 

5.22 

52.10 

28.66 

0.01 

1.51 

0.76 

- 

- 

- 

Kalisindh 

Bhander Sandstone 

33.00 

165.00 

77.98 

1.00 

20.00 

7.79 

0.08 

18.90 

5.46 

- 

- 

- 

- 

- 

- 

6.00 

39.00 

22.50 

Deccan Traps 

12.00 

240.00 

95.58 

0.50 

53.00 

11.13 

0.13 

12.60 

2.55 

2.74 

11.05 

7.98 

0.11 

1.15 

0.44 

9.31 

249.00 

79.86 

Limestone 

25.50 

261.00 

91.81 

2.00 

24.00 

10.82 

0.03 

8.40 

2.68 

6.12 

7.48 

6.80 

0.67 

0.97 

0.82 

3.40 

403.00 

142.35 

Older Alluvium 

93.00 

93.00 

93.00 

19.00 

19.00 

19.00 

12.60 

12.60 

12.60 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Shale 

56.00 

154.00 

86.20 

8.00 

13.04 

11.40 

0.13 

6.00 

3.19 

- 

- 

- 

- 

- 

- 

1,138.00 

1,138.00 

1,138.00 

Kunu 

Bhander Sandstone 

140.00 

200.00 

170.00 

9.00 

33.00 

21.00 

1.96 

18.90 

10.43 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Shale 

72.00 

321.00 

144.75 

1.00 

8.00 

4.88 

0.56 

3.64 

1.82 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Mej 

Bhander Sandstone 

14.00 

315.00 

100.22 

2.00 

30.00 

9.04 

0.63 

20.38 

8.45 

6.79 

6.79 

6.79 

3.00 

3.00 

3.00 

230.00 

230.00 

230.00 

Limestone 

40.00 

156.00 

79.00 

6.00 

16.90 

9.97 

0.63 

10.22 

3.95 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Older Alluvium 

29.80 

150.00 

56.82 

0.50 

20.00 

4.85 

0.38 

18.20 

5.66 

0.74 

15.37 

7.55 

0.14 

13.16 

4.06 

13.72 

62.39 

45.33 

Phyllite & Schist 

40.00 

200.00 

81.00 

3.00 

36.20 

14.37 

0.50 

6.30 

2.15 

15.68 

43.05 

28.94 

0.02 

0.40 

0.19 

- 

- 

- 

Shale 

40.00 

40.00 

40.00 

14.00 

14.00 

14.00 

0.13 

0.13 

0.13 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Parwati 

Bhander Sandstone 

36.00 

207.00 

87.58 

2.45 

27.00 

9.80 

0.13 

25.20 

6.38 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Chambal 

Parwati 

Deccan Traps 

42.00 

154.00 

91.71 

1.80 

29.25 

15.59 

0.64 

25.20 

7.72 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Limestone 

23.00 

174.20 

95.73 

2.00 

58.40 

31.33 

1.67 

14.00 

7.26 

1.28 

24.03 

12.66 

0.07 

6.51 

3.29 

- 

- 

- 

Older Alluvium 

24.40 

150.00 

95.14 

2.83 

28.67 

16.42 

1.26 

25.20 

11.96 

3.36 

18.86 

9.05 

0.40 

2.79 

1.38 

78.00 

78.00 

78.00 


Source: CGWB and RGWD 


Note: 

1. The data variously pertain to period 1960-2010. 

2. The same value data reflects the availability of data from one place only. 

3. Detailed information on location / village for the above observed parameters values are given in Annex GW-8. 
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4.3 Depth to Groundwater 

4.3.1 Monitoring / Observation Wells 

There are 1,085 monitoring / observation wells in the basin, out of which 962 
are monitored by RGWD and 123 observation wells by CGWB. Water levels in 
these observation wells are measured periodically during pre & post monsoon 
seasons every year. The status of monitoring of observation wells is given in 
Table 4.3-1. 

Table 4.3-1 Monitoring / Observation Wells in Chambal Basin 


Sub-basin 

CGWB 

RGWD 

Total Observation 
Wells 

Chakan 

4 

23 

27 

Chambal Downstream 

23 

128 

151 

Chambal Upstream 

14 

89 

103 

Kalisindh 

39 

345 

384 

Kunu 

3 

19 

22 

Mej 

19 

162 

181 

Parwati 

21 

196 

217 

Basin Total 

123 

962 

1,085 


Source: CGWB and RGWD 


4.3.2 Historic Groundwater Level Trend (Period 1984-2010) 

An analysis of the historic groundwater levels and trends between the years 
1984-2010 is presented below. Weighted average groundwater levels during the 
examined period were generated for each Sub-basin based on the measured level 
in each well and its thiessen weight within the Sub-basin. The weighted average 
groundwater levels per Sub-basin are presented in the graphs below and given in 
Table 4.3-5. 

Chakan Sub-basin 

As shown in Figure 4.3-1, the groundwater levels in Chakan Sub-basin present a 
moderate decline over the past 3 decades. 
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Figure 4.3-1: Long Term Ground Water Level and Rainfall Trends in Chakan Sub-basin of 

Chambal Basin 1984-2010 


River Basin : Chambal, Sub Basin : Chakan 

Main Aquifer: Phyllite & Schist 
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Source: Groundwater level data of CGWB and RGWD 


Water table elevation in pre-monsoon 1984 was 253 m amsl which dropped 
steadily to 246 m amsl during pre-monsoon 2009, a total decline of 7 m in 26 
years. The average decline rate for the Sub-basin is -0.27 m/yr to -0.34 m/yr for 
pre and post monsoon periods, respectively. These decline rates are relatively 
higher as compared to the situations in the rest of the Chambal Basin. 
Unusually, post-monsoon rates are higher than pre-monsoon, causing post 
monsoon measurement of 2010 to drop (for the first time) below pre-monsoon 
levels. The Sub-basin exhibits a relatively high similarity of rates between all 
wells, reflected by the small variation between minimum and maximum rates. 
Minimum rates for both pre and post monsoon are negative, meaning all wells in 
the Sub-basin are showing declining trends. On the other hand, maximum rates 
are relatively low, up to -0.53 m/yr. These observations suggest that the 
groundwater behaviour throughout the Sub-basin is quite uniform. 

The average groundwater level difference between pre-and post-monsoon 
seasons is about 2.4 m. For an unknown reason, post-monsoon levels present a 
relatively higher fluctuation, which is not demonstrated in pre-monsoon levels. 
Therefore, the difference between the seasons changes significantly reaching 
zero (same groundwater levels) in the years 1988, 1990 and 2001. 
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Table 4.3-2: Water Table Decline\Rise* Rates in Chambal Basin 


Sub-basin 

Main Formation 

Rate Pre-monsoon 
[m/yr] 

Rate Post-monsoon 
[m/yr] 

Mean 

Min 

Max 

Mean 

Min 

Max 

Chakan 

Phyllite & Schist 

-0.27 

-0.12 

-0.53 

-0.34 

-0.04 

-0.49 

Chambal Downstream 

Older Alluvium 

-0.09 

0.26 

-0.71 

-0.13 

0.13 

-0.70 

Chambal Upstream 

Bhander Sandstone 

-0.20 

0.32 

-0.67 

-0.08 

0.13 

-0.51 

Kalisindh 

Deccan Traps 

-0.12 

0.42 

-0.57 

-0.15 

0.15 

-1.20 

Kunu 

Shale 

-0.01 

0.04 

-0.19 

-0.05 

0.04 

-0.18 

Mej 

Phyllite & Schist 

-0.14 

0.71 

-0.60 

-0.17 

0.18 

-0.64 

Parwati 

Bhander Sandstone 

-0.04 

0.54 

-1.50 

-0.11 

0.02 

-1.05 

Basin Summary 


-0.13 

0.71 

-1.50 

-0.13 

0.18 

-1.20 


*(-) indicates water table decline, (+) indicates water table rise 
Source: Groundwater level data of CGWB & RGWD (Period 1984-2010) 


Based on the long term groundwater levels trends and assuming that the current 
average precipitation and draft trends will continue during future years, a 
prediction of the monitoring and observation wells (RGWD & CGWB database) 
which are expected to become dry in the future is presented in Table 4.3-4. 
According to this prediction, by the year 2020 -94% of the observation wells 
will be dry, by the year 2040 100% and by the year 2060 -100% of the 
observation wells will be dry. 


Table 4.3-3: Sub-basin wise Predicted Average Groundwater Levels in Chambal Basin 



Pre-monsoon Levels, (m amsl) 

Post -monsoon Levels, (m amsl) 

Sub-basin 

Current 

Predicted 

Current 

Predicted 


2010 

2020 

2040 

2060 

2010 

2020 

2040 

2060 

Chakan 

249.28 

246.74 

241.67 

234.06 

248.02 

244.96 

238.84 

229.66 

Chambal Downstream 

206.60 

205.69 

203.87 

201.14 

205.67 

204.34 

201.69 

197.70 

Chambal Upstream 

410.94 

416.19 

413.37 

409.13 

417.36 

416.66 

415.27 

413.18 

Kalisindh 

334.30 

333.15 

330.86 

327.42 

331.85 

330.33 

327.29 

322.74 

Kunu 

345.33 

345.13 

344.72 

344.11 

345.62 

345.22 

344.41 

343.20 

Mej 

294.84 

293.44 

290.65 

286.46 

293.83 

292.21 

289.02 

284.24 

Parwati 

322.35 

322.02 

321.35 

320.35 

320.35 

319.33 

317.29 

314.23 

Basin Summary 


320.23 

317.61 

313.69 


318.76 

316.14 

312.21 

Source: Groundwater leve 

data of CGWB&RGW 

D (Period 1984-2010) 
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Table 4.3-4 Prediction of Dry Observation Wells* in Chambal Basin 


Sub-basin 

Pre-monsoon Dry Observation Wells, 
[%] 

Post-monsoon Dry Observation Wells, 
[%] 

Current 

Prediction 

Current 

Prediction 

2010 

2020 

2040 

2060 

2010 

2020 

2040 

2060 

Chakan 

69 

94 

100 

100 

44 

81 

100 

100 

Chambal 

Downstream 

28 

44 

54 

63 

28 

40 

46 

55 

Chambal Upstream 

26 

39 

53 

58 

19 

21 

34 

48 

Kalisindh 

43 

55 

75 

80 

27 

38 

59 

65 

Kunu 

25 

42 

50 

58 

25 

33 

33 

42 

Mej 

35 

53 

67 

73 

17 

33 

57 

70 

Parwati 

26 

38 

57 

65 

19 

28 

44 

55 

Summary Summary 

35 

49 

65 

72 

24 

35 

52 

62 


*RGWD and CGWB wells only 

Chambal Downstream Sub-basin 


Groundwater levels in the Chambal Downstream Sub-basin present a minor 
decline from the 80's till today. Water table elevation in pre monsoon 1984 was 
208 m amsl which dropped steadily to 205 m amsl during pre-monsoon 2009, a 
total decline of 3 m in 26 years. The average decline rate for the Sub-basin is - 
0.10 m/yr to -0.15 m/yr for pre and post monsoon periods, respectively, typical 
values for the Chambal Basin. Surprisingly, and similar to the situation in the 
Chakan Sub-basin, post-monsoon average rate of water level decline is slightly 
higher than the pre-monsoon rate. 

Groundwater levels are affected by rainfall though the correlation is not distinct 
in all years. Significant mounding of groundwater levels took place during 1994 
to 1997 resulting from the high precipitation in those years. A very low rainfall 
in 1999 caused post-monsoon groundwater levels to drop to the pre-monsoon 
stage. 

Similar to Chakan Sub-basin, the groundwater table is close to stable here as 
well, even though the draft's volume increased sharply over the years, 165% rise 
during 1995-2009 (Section 4.5). This is attributed to the influence of surface 
water bodies such as the Gandi Sagar Dam that stabilizes the groundwater levels 
and plays a more significant role than precipitation. The average difference 
between the pre and post-monsoon seasons is relatively constant until 1999 with 
an average of about 1.4 m. From 1999, the gap between pre and post-monsoon 
levels seems to grow smaller, as the drafts increase dramatically and reach over 
100% of the 1995 exploitation. 

Based on the long term groundwater levels trends and assuming that the year 
2010 levels of average precipitation and draft trends will continue during future 
years, a prediction of the monitoring and observation wells (RGWD & CGWB 
database) which are expected to become dry in the future is presented in Table 
4.3-4. As indicated in the table of the average precipitation and draft trends of 
the year 2010 continues (on the basis of CGWB and RGWD data base) it is 
predicted that in the pre-monsoon season 44% of the observation wells will 
become dry by the year 2010, 54% by the year 2040 and 63% by the year 2060. 
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Figure 4.3-2: Long Term Ground Water Level and Rainfall Trends in Chambal Downstream Sub¬ 
basin of Chambal Basin 1984-2010 



Chambal Upstream Sub-basin 

Long-term groundwater levels in the Chambal Upstream Sub-basin is presented 
in Figure 4.3-3. Water table elevation in pre-monsoon 1984 was 415 m amsl 
which declined gently to 411 m amsl during pre-monsoon 2010, a relatively 
minor decline of 4 m in 27 years. The average decline rate for the Sub-basin is - 
0.20 m/yr to -0.08 m/yr for pre and post-monsoon, respectively. The relatively 
significant difference between the seasons results in a growing gap in time 
between post-monsoon levels and pre-monsoon levels (Figure 4.3-3). The 
unavoidable outcome of such conditions will be that eventually pumping will be 
possible only for few months in each year, and that too during the monsoon 
season only. 

The rates of groundwater change throughout the Sub-basin differ by almost 1 m. 
Rates in pre-monsoon vary from a minimum of +0.32 m/yr to a maximum of 
0.67 m/yr and in post-monsoon from +0.13 m/yr to 0.51 m/yr. Groundwater 
levels show no direct correlation to rainfall, suggesting that the dominant 
recharge mechanism here is through the developed surface runoff system 
(channel recharge). Although groundwater draft increased over the years 
significantly, almost no drawdown is taking place during the long-term post¬ 
monsoon conditions. This is probably due to the fact that most of the pumping is 
taking place during non-monsoon months, while irrigation during the monsoon 
rains is (almost) unnecessary in this region. 

The difference in the water table location between the pre and post monsoon 
seasons grew from almost 5 m in 1984 to ~6.5m in 2010. This gap is relatively 
high compared to the situation in other Sub-basins and is attributed mainly to the 
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Gandhi Sagar Dam, a 64 m high masonry gravity dam located in the Mandsaur 
District of Madhya Pradesh. 

Based on the long term groundwater levels trends and assuming that the year 
2010 levels of average precipitation and draft trends will continue during future 
years, a prediction of the monitoring and observation wells (RGWD & CGWB 
database) which are expected to become dry in the future is presented in Table 
4.3-4. Accordingly, as a result of the water table decline, by 2020 39% of the 
monitoring and observation wells are expected to be dry, by 2040 53% and by 
2060 it is estimated that 58% of the wells will be dry in the pre-monsoon season. 


Figure 4.3-3: Long Term Ground Water Level and Rainfall Trends in Chambal Upstream Sub¬ 
basin of Chambal Basin 1984-2010 



Kalisindh Sub-basin 

Long-term groundwater levels in the Kalisindh Sub-basin are presented in 
Figure 4.3-4. Water table elevation in pre monsoon 1984 was 333 m amsl which 
declined gently to 329 m amsl during pre-monsoon 2009, a relatively minor 
decline of 4 m in 26 years. The average decline rate for the Sub-basin is -0.12 
m/yr to -0.15 m/yr for pre and post-monsoon periods, respectively. Both pre and 
post monsoon levels demonstrate similar trends and seasonal fluctuations. Water 
level gap between pre and post-monsoon stages is around 4 m. This difference is 
probably also caused by the combination of the seasonal lakes and low 
transmissivity of the aquifer. The similarity between pre and post trends together 
with very similar decline rates result in a near constant gap in time between the 
water tables of both seasons (Figure 4.3-4). Groundwater level's change in the 
Sub-basin vary widely between a minimum of 0.42 m/yr during pre-monsoon 
(rising water table) and a maximum decline rate of -1.20 m/yr during post 
monsoon. No correlation to rainfall is noticed. 
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By extrapolation of trends and rates in the year 2010, assuming that average 
precipitation and drafts will stay the same, it is estimated that by 2020 55% of 
the monitoring and observation well (RGWD & CGWB) will dry out during the 
pre-monsoon season. By 2040 this figure will rise to 75%, and by 80% in the 
year 2060. 


Figure 4.3-4: Long Term Ground Water Level and Rainfall Trends in Kalisindh Sub-basin of 

Chambal Basin 1984-2010 



Kunu Sub-basin 

Long-term groundwater levels in the Kunu Sub-basin are presented in Figure 
4.3-5. Water table elevation in pre-monsoon 1984 was 344 m amsl which 
remained almost stable during the next 3 decades. In 2008 the measured 
groundwater level was only 1 m below 343 m amsl. The average decline rate for 
the Sub-basin is -0.01 m/yr and -0.05 m/yr for pre and post-monsoon periods, 
respectively, meaning very stable stages. Minimum and maximum rates are 
relatively low around +0.04 m/yr and -0.19 m/yr respectively. 

There is no correlation between the rainfall and the groundwater levels. Similar 
to the rest of the Sub-basin, it was assumed that the cause of this stability is the 
high amount of precipitation combined with local, seasonal, natural and 
manmade lakes and dams. The average difference between the seasons is about 
1.8 m, which is approximately constant and low compared to the rest of the 
basin. 

Although the weighted average levels of the Sub-basin are presenting stable 
conditions, declining water table was recorded at some of the monitoring wells 
on a local scale. As a result, a slight increase in the percentage of dry monitoring 
and observation wells (RGWD & CGWB) is expected, compared to current 
(2010) conditions (see Table 4.3-4). 
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Figure 4.3-5: Long Term Ground Water Level and Rainfall Trends in Kunu Sub-basin of Chambal 

Basin 1984-2010 



Mej Sub-basin 

Groundwater levels in the Mej Sub-basin declined moderately from 296.5 m 
amsl in post monsoon 1984 to 291 m amsl in post monsoon 2009, a total decline 
of 5.5 m in 26 years. The average rates of the long-term decline are -0.14 m/yr 
and -0.17 m/yr for pre and post-monsoon, respectively. 

Correlation to rainfall is demonstrated in Figure 4.3-6, though not very strongly. 
Groundwater levels until 1993 are relatively stable. Between 1993 and 1997 
groundwater levels rose, following the years with high precipitation. From 1997 
to 2002, the water table declined during years of below average rainfall. The 
year 2002 was one of the driest years in the last 3 decades which caused a 
profound drop of the water table in that year to a minimum record of 289 m amsl 
(pre-monsoon). During the last decade, the groundwater presented relatively 
stable stages. 

Based on the long term groundwater levels trends and assuming that the current 
average precipitation and draft trends will continue during future years, a 
prediction of the monitoring and observation wells (RGWD & CGWB database) 
which are expected to become dry in the future is presented in Table 4.3-4. 
According to the average rates of the last 30 years, it is estimated that by the 
year 2020 about 53% of the monitoring and observation wells will become dry 
during the pre monsoon, by the year 2040 about 67% and by 2060 73% of the 
wells will be dry in the pre-monsoon season. 
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Figure 4.3-6: Long Term Ground Water Level and Rainfall Trends in Mej Sub-basin of Chambal 



Source: Groundwater level data of CGWB and RGWD 

Parwati Sub-basin 


Groundwater levels in the Parwati Sub-basin present almost stable stages 
throughout the last 3 decades. Groundwater levels declined from 323 m amsl 
during 1984 to 320 m amsl in 2009, a relatively negligible drop over the period 
of 30 years. The calculated average decline rate was -0.04 m/yr for pre monsoon 
and -0.11 m/yr for post monsoon. 

Due to the higher declining rate in post monsoon months, the stages of the water 
table during both seasons are getting closer year by year. In the last record taken 
in 2010 (pre-monsoon) for the first time, pre-monsoon levels were higher than 
post monsoon. There does not seem to be any correlation between the rainfall 
and the groundwater's level. Similar to the rest of the Sub-basin the groundwater 
table is relatively stable and we assume that the main cause is the large amount 
of precipitation and runoff recharge combined with local, seasonal, natural and 
manmade lakes and dams. 

Based on the long term groundwater levels trends and assuming that the current 
average precipitation and draft trends will continue during future years, a 
prediction of the monitoring and observation wells (RGWD & CGWB database) 
which are expected to become dry in the future is presented in Table 4.3-4. 
According to trends and rates in the year 2010, it is estimated that by the year 
2020 about 38% of the monitoring and observation wells will become dry. By 
the year 2040 about 57% and by 2060 this figure will reach 65%. 
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Figure 4.3-7: Long Term Ground Water Level and Rainfall Trends in Parwati Sub-basin of 

Chambal Basin 1984-2010 
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Table 4.3-5: Weighted Average Groundwater Levels (m amsl) 1984-2010 - Chambal Basin 



1984 

1985 

1986 

1987 

1988 

1989 

1990 

1991 

1992 

1993 

1994 

1995 

1996 

1997 

1998 

1999 

2000 

2001 

2002 

2003 

2004 

2005 

2006 

2007 

2008 

2009 

2010 

Chakan 

253.43 

253.85 

253.60 

251.91 

252.07 

250.36 

251.16 

252.05 

253.23 

251.29 

252.55 

254.01 

253.75 

254.33 

253.03 

251.62 

249.32 

248.31 

246.27 

247.78 

248.06 

247.23 

246.88 

246.70 

247.05 

246.38 

249.28 

Chambal Downstream 

207.97 

208.02 

207.87 

207.08 

207.16 

206.25 

206.38 

206.64 

207.42 

206.81 

207.69 

208.21 

208.83 

208.96 

208.70 

208.23 

206.51 

206.37 

204.93 

204.79 

205.14 

204.91 

205.06 

205.77 

205.63 

204.75 

206.60 

Chambal Upstream 

415.58 

416.32 

415.45 

415.45 

415.50 

415.34 

414.40 

415.13 

415.32 

415.19 

415.08 

415.95 

411.74 

412.81 

413.27 

411.81 

412.60 

411.37 

411.02 

410.76 

410.80 

411.89 

410.96 

413.96 

412.86 

412.08 

410.94 

Kali Sindh 

333.38 

333.03 

333.15 

333.05 

332.15 

333.22 

332.53 

332.71 

333.14 

333.16 

332.48 

332.89 

334.47 

332.22 

332.42 

331.22 

331.29 

329.41 

330.48 

331.01 

330.26 

331.45 

330.65 

330.15 

330.15 

329.12 

334.30 

Kunu 

343.90 

344.39 

344.42 

344.89 

344.09 

344.86 

343.87 

345.07 

344.77 

344.95 

344.72 

344.93 

345.43 

344.24 

344.32 

344.12 

343.83 

343.56 

343.49 

343.64 

343.94 

344.43 

343.89 

344.48 

343.38 

345.33 

345.33 

Mej 

293.64 

293.56 

293.43 

293.64 

293.31 

293.02 

293.94 

294.03 

294.04 

293.61 

294.53 

294.65 

295.37 

295.44 

293.58 

293.10 

291.35 

291.80 

289.02 

290.90 

291.88 

290.61 

291.09 

290.35 

290.64 

289.12 

294.84 

Parwati 

319.94 

319.91 

319.83 

319.64 

319.75 

319.25 

320.23 

320.03 

320.42 

320.35 

320.54 

320.47 

320.56 

321.40 

319.91 

319.97 

318.78 

318.94 

317.53 

317.76 

318.65 

318.63 

318.79 

318.96 

319.41 

318.71 

322.35 

Chakan 

255.57 

255.17 

254.47 

255.30 

252.40 

254.84 

251.16 

257.16 

257.16 

257.75 

258.08 

258.20 

258.34 

255.96 

255.62 

252.59 

253.27 

248.08 

249.66 

250.70 

249.02 

249.10 

248.30 

248.80 

248.07 

248.19 

248.02 

Chambal Downstream 

209.27 

209.13 

208.66 

209.12 

207.92 

207.99 

207.72 

208.92 

208.83 

208.68 

209.78 

209.96 

210.53 

210.34 

210.09 

208.55 

208.37 

205.99 

205.78 

205.99 

206.23 

205.73 

205.71 

206.70 

206.05 

205.70 

205.67 

Chambal Upstream 

420.32 

420.39 

418.89 

419.91 

419.08 

420.22 

415.79 

420.45 

421.07 

420.88 

421.19 

420.76 

420.28 

418.99 

419.93 

416.36 

419.01 

416.79 

418.99 

419.10 

418.56 

420.03 

419.55 

418.93 

417.63 

417.36 

417.36 

Kali Sindh 

336.57 

336.75 

336.90 

336.35 

335.54 

336.21 

334.56 

337.01 

337.62 

337.83 

337.09 

337.64 

337.46 

337.26 

338.37 

335.07 

336.11 

332.77 

334.99 

335.55 

333.12 

335.88 

334.44 

334.57 

333.39 

331.85 

331.85 

Kunu 

346.33 

345.91 

345.94 

345.83 

345.85 

346.96 

345.01 

347.17 

346.76 

347.54 

347.88 

347.62 

346.84 

347.65 

346.72 

345.81 

347.02 

344.84 

347.15 

346.18 

344.99 

344.77 

344.44 

345.35 

345.34 

345.63 

345.62 

Mej 

296.57 

297.53 

296.20 

296.74 

296.03 

297.67 

297.67 

294.07 

298.02 

297.94 

298.77 

298.23 

298.30 

298.41 

296.62 

296.52 

294.71 

295.91 

291.87 

293.48 

294.89 

294.66 

295.50 

294.23 

293.02 

291.21 

293.83 

Parwati 

323.44 

323.37 

323.43 

322.35 

322.36 

323.11 

321.05 

323.18 

322.98 

323.77 

324.00 

324.06 

323.87 

323.89 

324.16 

322.75 

323.09 

320.09 

321.61 

322.04 

320.56 

319.82 

321.76 

321.09 

320.95 

320.36 

320.35 
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4.3.3 Depth to Groundwater Level (Year 2010) 

The depth to water levels map of Chambal Basin of pre-monsoon period (2010) 
is shown in Drawing No. CHM-GW-002 (in Volume 3b). Generally, the 
groundwater levels are less than 2 to 20 m bgl in the basin. Shallow groundwater 
levels of less than 2 to 5 m bgl mostly occur in Parwati, Mej and Chambal 
Upstream Sub-basins. Deeper groundwater levels of 20 to 60 m bgl occur in 
central part of Chambal Basin in the Kali Sindh and Chambal Downstream Sub¬ 
basin of Chambal Basin. 

The post-monsoon depth to water table map (2010) of Chambal Basin is at 
Drawing No. CHM-GW-003 (in Volume 3b). In comparison to pre-monsoon 
levels, it may be seen, that shallow groundwater zone of 2 to 5 m bgl have 
registered increase in areas in Parwati, Mej and Chambal Downstream sub¬ 
basins of Chambal Basin. 

4.3.4 Groundwater Level Fluctuations 

Table 4.3-6 shows Sub-basin level/aquifer unit-wise fluctuations in levels of 
groundwater (for data refer Annex GW-3 of Main Report). 

Table 4.3-6: Sub-basin and Aquifer-Wise Groundwater Level Fluctuation in Chambal Basin (Pre 

monsoon 2010) 


Sub-basin 

Hydrogeological 

Unit 

Number 
of Wells 

Ground Water Level 
Fluctuation, m 

Min. 

Max. 

Average 

Chakan 

Bhander Sandstone 

1 

3.50 

3.50 

3.50 

Gneisses(B.G.C.) 

0 

- 

- 

- 

Limestone 

0 

- 

- 

- 

Older Alluvium 

0 

- 

- 

- 

Phyllite & Schist 

0 

- 

- 

- 

Quartzite 

0 

- 

- 

- 

Shale 

1 

3.25 

3.25 

3.25 

Sub-basin Summary 

2 

3.25 

3.50 

3.38 

Chambal Downstream 

Bhander Sandstone 

15 

-1.60 

9.00 

2.62 

Gneisses(B.G.C.) 

0 

- 

- 

- 

Limestone 

6 

-3.55 

5.70 

1.30 

Older Alluvium 

35 

-3.25 

9.50 

1.29 

Quartzite 

1 

9.91 

9.91 

9.91 

Shale 

5 

-6.85 

9.93 

2.84 

Sub-basin Summary 

62 

-6.85 

9.93 

1.88 

Chambal Upstream 

Bhander Sandstone 

19 

-4.20 

6.60 

2.53 

Deccan Traps 

44 

0.40 

9.80 

3.73 

Limestone 

1 

5.62 

5.62 

5.62 

Shale 

4 

2.10 

7.80 

4.94 

Chambal Upstream Total 

68 

-4.20 

9.80 

3.49 

Kalisindh 

Bhander Sandstone 

56 

-5.10 

10.60 

2.84 

Deccan Traps 

119 

-3.10 

10.30 

2.81 

Limestone 

48 

-3.50 

10.40 

2.33 

Older Alluvium 

3 

0.30 

6.10 

3.43 

Shale 

11 

-3.60 

8.10 

2.47 

Sub-basin Summary 

237 

-5.10 

10.60 

2.71 

Kunu 

Bhander Sandstone 

2 

3.58 

6.45 

5.02 
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Sub-basin 

Hydrogeological 

Unit 

Number 
of Wells 

Ground Water Level 
Fluctuation, m 

Min. 

Max. 

Average 

Shale 

15 

0.45 

5.65 

2.92 

Sub-basin Summary 

17 

0.45 

6.45 

3.17 

Mej 

Bhander Sandstone 

19 

-6.10 

9.70 

4.36 

Limestone 

16 

-2.75 

9.20 

3.49 

Older Alluvium 

18 

-2.80 

5.55 

0.99 

Phyllite & Schist 

7 

1.35 

10.54 

5.88 

Shale 

3 

2.30 

7.44 

5.68 

Sub-basin Summary 

63 

-6.10 

10.54 

3.41 

Parwati 

Bhander Sandstone 

40 

-2.20 

8.40 

1.61 

Deccan Traps 

19 

-5.05 

3.90 

0.29 

Limestone 

16 

-1.50 

8.00 

2.25 

Older Alluvium 

19 

-4.15 

7.70 

0.89 

Sub-basin Summary 

94 

-5.05 

8.40 

1.31 

Basin Summary 

543 

-6.85 

10.60 

2.57 


Source: Ground water level data year 2010 of CGWB and RGWD 


The Chambal Basin comprises Chakan, Chambal Downstream, Chambal 
Upstream, Kalisindh, Kunu, Mej and Parwati Sub-basins. The minimum 
seasonal groundwater level fluctuation in Chambal Basin ranges from -6.85 to 
10.60 m, the average being 2.57 m. The average fluctuation in Sub-basins range 
from 1.31 m in Parwati Sub-basin to 3.49 m in Chambal Upstream Sub-basin. 
High average fluctuation of over 9.91 m is recorded for Quartzite unit in 
Chambal Downstream Sub-basin followed by 5.88 m in Mej Sub-basin. Phyllite 
& Schist, Shale and Bhander Sandstone units have also recorded high average 
fluctuation of over 5 m in Mej and Kunu Sub-basins. The Older Alluvium have 
recorded average fluctuation in levels of the order of 0.89 m to 3.43 m. 

4.3.5 Groundwater Flow Direction (Pre-Monsoon 2010) 

The operative aquifers in this huge basin are the Deccan Traps, Sandstone and 
Limestone (Bhander Group of Vindhyan Super Group) in the upstream area and 
the Older Alluvium, mainly in the downstream area. The main tributaries of the 
Chambal River, are the Parwati, Parwan, Kalisindh, Mangli, Kural, Bajaen and 
Mej Rivers. 

The shape of the water table contours (Drawing No. CHM-GW-004 in Volume 
3b) is very similar to the surface drainage outline. The groundwater table 
contours converge along the rivers, and indicate that the river channels 
maintain, intermittent, base flow. 

Hydraulic gradients on the elevated circumference of the basin, in the north, 
south, and eastern parts are rather steep, whereas in the huge central area, 
delineated between Baran, Kota, Bundi and the Chambal River channel almost 
to the outflow point, the groundwater levels show almost flat water level surface 
of about 0.2 m/km covering an area, an area of about 10,000 km 2 occupied by 
some of the main tributaries. The Older Alluvium and Limestone are the main 
operative aquifers there. The general groundwater flow in the basin is north¬ 
eastwards except downstream of Chambal River where it is southwards. 

The depth to groundwater, throughout the basin in general is shallow, ranging 
from less than 10 m to 20 m bgl. The significance of huge areas where the static 
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water level is less than 10 m bgl is that shallow wells equipped with centrifugal 
pumps is an option, a rather inexpensive one. In a few locations, such as some 
areas in the Sangod, Ladpura and Nainwa Blocks, the depth to water level is 
somewhat deeper. In Hindoli Block, within the intramontanous area, the water 
level may reach to a depth of more than 30 m bgl. 

4.4 Groundwater Quality 

4.4.1 Introduction 

The groundwater quality has been appraised with reference to selected 
parameters, namely: 

• Concentration of Chloride (Cl) ion in groundwater samples; 

• Concentration of Fluoride (F) ion in groundwater samples; 

• Concentration of Nitrate (NO 3 ) ion in groundwater samples; 

• EC value in groundwater samples. 

The manner of obtaining and analyzing the relevant data are described in 
Section 3.2.5 of the Main Report. The description below refers to the relevant 
parameters as observed in this basin area. 

4.4.2 Distribution of Chlorides in Groundwater 

The Chlorides distribution map of the basin is presented in Drawing No. CHM- 
GW-005 (in Volume 3b). According to this map, the entire basin area can be 
considered a fresh groundwater zone as the Chlorides level are within 250 mg/1 
baring isolated pockets in Sunel Block of Jhalawar District, Kishanganj Block of 
Baran District and Bundi Block of Bundi District. The isolated pockets also 
occur in Kalisindh, Parwati, Chakan and Mej Sub-basins areas, in Sandstone, 
Limestone and Deccan Traps aquifers. 

Sub-basin/aquifer-wise percentage area occupied by various levels of Chloride 
bearing groundwater in the basin is given in Table 4.4-1: Different Levels of 
Chloride in groundwater of basin (in mg/1). 

Table 4.4-1; Sub-basin and Aquifer-wise Percent Area Occupied with Various Levels of Chloride 

(mg/I) in Groundwater of Chambal Basin 


Sub-basin 

Hydrogeological Unit 

Percent area Occu 
Various Levels of Ch 

pied with 
oride, mg/I 

<250 

250 -1,000 

> 1,000 

Chakan 

Bhander Sandstone 

100.00 

0.00 

0.00 

Gneisses(B.G.C.) 

47.47 

52.53 

0.00 

Limestone 

100.00 

0.00 

0.00 

Older Alluvium 

99.59 

0.41 

0.00 

Phyllite & Schist 

85.29 

14.71 

0.00 

Quartzite 

100.00 

0.00 

0.00 

Shale 

100.00 

0.00 

0.00 

Sub-basin Summary 

90.35 

9.65 

0.00 

Chambal Downstream 

Bhander Sandstone 

95.43 

4.54 

0.03 

Gneisses(B.G.C.) 

100.00 

0.00 

0.00 

Limestone 

81.15 

18.85 

0.00 

Older Alluvium 

91.62 

8.38 

0.00 

Quartzite 

100.00 

0.00 

0.00 

Shale 

95.68 

4.32 

0.00 
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Sub-basin 

Hydrogeological Unit 

Percent area Occu 
Various Levels of Ch 

pied with 
oride, mg/I 

<250 

250 -1,000 

> 1,000 

Sub-basin Summary 

92.70 

7.29 

0.01 

Chambal Upstream 

Bhander Sandstone 

98.55 

1.45 

0.00 

Deccan Traps 

70.37 

29.63 

0.00 

Chambal Upstream 

Limestone 

77.88 

22.12 

0.00 

Shale 

93.48 

6.52 

0.00 

Sub-basin Summary 

87.41 

12.59 

0.00 

Kalisindh 

Bhander Sandstone 

90.82 

9.14 

0.04 

Deccan Traps 

85.65 

13.71 

0.64 

Limestone 

92.45 

6.48 

1.07 

Older Alluvium 

95.74 

4.26 

0.00 

Shale 

83.08 

14.22 

2.70 

Sub-basin Summary 

88.80 

10.61 

0.59 

Kunu 

Bhander Sandstone 

100.00 

0.00 

0.00 

Shale 

77.04 

22.96 

0.00 

Sub-basin Summary 

81.50 

18.50 

0.00 

Mej 

Bhander Sandstone 

92.03 

7.23 

0.74 

Limestone 

82.69 

17.31 

0.00 

Older Alluvium 

78.51 

20.94 

0.55 

Phyllite & Schist 

96.17 

2.42 

1.41 

Shale 

45.66 

28.42 

25.92 

Sub-basin Summary 

89.60 

9.07 

1.33 

Parwati 

Bhander Sandstone 

97.77 

2.23 

0.00 

Deccan Traps 

100.00 

0.00 

0.00 

Limestone 

73.28 

20.36 

6.36 

Older Alluvium 

81.81 

18.19 

0.00 

Sub-basin Summary 

93.81 

5.71 

0.48 

Basin Summary 

89.99 

9.50 

0.51 


Source: Groundwater chemical analysis data of pre-monsoon 2010 CGWB and RGWD 


The above table indicates that, about 90% area of the basin have potable quality 
groundwater, in this quality range covers Sub-basin areas of Parwati and 
Kalisindh, Mej and Chakan Rivers. About 52.53% area of Gneisses(B.G.C.) in 
Chakan Sub-basin, 54.34% of Shale in Kunu Sub-basin, have poor quality 
groundwater with Chlorides concentration beyond potable limit of 250 mg/1. 

4.4.3 Distribution of Fluorides in Groundwater 

The Fluorides distribution map of the basin is presented in Drawing No. CHM- 
GW-006 (in Volume 3b). According to this relatively unsuitable quality of 
groundwater for drinking purposes with Fluorides concentration of more than 
1.50 mg/1 is present in southern, central and eastern parts and in isolated patch in 
northern part of the basin, Kalisindh, Parwati, Chambal Downstream and Mej 
Sub-basin areas covered mainly by Deccan Traps and Bhander Sandstone 
aquifer units. The safe groundwater quality with Fluorides level of up to 1.5 
mg/1 exists in northern, north-eastern, central and south-western parts of the 
basin occupied by Bhander Sandstone and Phyllite & Schist aquifers. 

The aquifer-wise percent area occupied with various levels of Fluorides 
concentration aquifer units of basin is given in Table 4.4-2. 
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Table 4.4-2: Sub-basin and Aquifer-wise Percent Area Occupied with Various Levels of 
Fluoride (mg/I) in Groundwater of Chambal Basin 


Sub-basin 

Hydrogeological Unit 

Percent Area Oc 
Various Levels of 

cupied with 
Fluoride, mg/I 

<1.0 

1.0 -1.5 

>1.5 

Chakan 

Bhander Sandstone 

92.02 

7.98 

0.00 

Gneisses(B.G.C.) 

34.59 

48.37 

17.04 

Limestone 

87.73 

12.27 

0.00 

Older Alluvium 

28.73 

48.82 

22.45 

Phyllite & Schist 

43.07 

36.40 

20.53 

Quartzite 

100.00 

0.00 

0.00 

Shale 

44.96 

53.01 

2.03 

Sub-basin Summary 


55.45 

32.43 

12.12 

Chambal Downstream 

Bhander Sandstone 

63.53 

25.41 

11.06 

Gneisses(B.G.C.) 

9.46 

90.54 

0.00 

Limestone 

21.02 

58.67 

20.31 

Older Alluvium 

36.65 

33.01 

30.34 

Quartzite 

100.00 

0.00 

0.00 

Shale 

82.17 

12.90 

4.93 

Sub-basin Summary 


50.40 

29.87 

19.73 

Chambal Upstream 

Bhander Sandstone 

98.02 

1.04 

0.94 

Deccan Traps 

54.27 

18.70 

27.03 

Limestone 

100.00 

0.00 

0.00 

Shale 

97.93 

2.07 

0.00 

Sub-basin Summary 


82.12 

7.61 

10.27 

Kalisindh 

Bhander Sandstone 

40.05 

25.71 

34.24 

Deccan Traps 

13.89 

23.62 

62.49 

Limestone 

43.98 

40.00 

16.02 

Older Alluvium 

74.39 

22.71 

2.90 

Shale 

97.03 

1.37 

1.60 

Sub-basin Summary 


32.55 

26.65 

40.80 

Kunu 

Bhander Sandstone 

59.92 

6.15 

33.93 

Shale 

41.46 

39.09 

19.45 

Sub-basin Summary 


45.05 

32.68 

22.27 

Mej 

Bhander Sandstone 

72.25 

22.12 

5.63 

Limestone 

57.32 

29.70 

12.98 

Older Alluvium 

25.97 

37.49 

36.54 

Phyllite & Schist 

80.84 

11.79 

7.37 

Shale 

94.92 

3.79 

1.29 

Sub-basin Summary 


67.11 

20.86 

12.03 

Parwati 

Bhander Sandstone 

51.04 

27.47 

21.49 

Deccan Traps 

23.58 

45.03 

31.39 

Limestone 

33.09 

24.18 

42.73 

Older Alluvium 

38.50 

29.14 

32.36 

Sub-basin Summary 


42.45 

30.84 

26.71 

Basin Summary 


50.78 

24.41 

24.81 


Source: Groundwater chemical analysis data of pre-monsoon 2010 CGWB and RGWD 


From above table, it is observed that nearly 25% area of basin occupied by 
various aquifer units, bears non-potable groundwater with Fluorides level >1.5 
mg/1. Rest of the area have Fluoride levels within permissible limit i.e. up to 
1.50 mg/1. 
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4.4.4 Distribution of Nitrates in Groundwater 

Nitrates distribution map of the basin is presented in Drawing No. CHM-GW- 
007 (in Volume 3b). 

The entire basin have Nitrate concentration levels with in permissible/desirable 
limits of <45 mg/1 to 100 mg/1 in shallow groundwater levels areas in all Sub¬ 
basins of Chambal Basin. Isolated and spot values of >100 mg/1 of NO 3 are 
found to occur in Keshorai patan, Kishanganj and around Ladpura Block in 
Chambal Upstream and Chambal Downstream Sub-basins, and in Jhalrapatan 
and Manohar Thana Block area of Chambal Upstream Sub-basin and in 
Dhaulpur District area. 

The aquifer-wise percent area occupied with Nitrates concentration levels in 
Sub-basins of Chambal Basin is given in Table 4.4-3. 

Table 4.4-3: Sub-basin and aquifer-wise Percent Area occupied with various Levels of 
Nitrate in Groundwater of Chambal Basin 


Sub-basin 

Hydrogeological Unit 

Percent area occi 
various levels of IM 

jpied with 
itrate, mg/I 

<45 

45 -100 

>100 

Chakan 

Bhander Sandstone 

58.03 

41.97 

0.00 

Gneisses(B.G.C.) 

100.00 

0.00 

0.00 

Limestone 

46.85 

48.87 

4.28 

Older Alluvium 

87.11 

12.89 

0.00 

Phyllite & Schist 

73.80 

26.20 

0.00 

Quartzite 

55.15 

44.85 

0.00 

Shale 

97.20 

2.80 

0.00 

Sub-basin Summary 

73.20 

26.21 

0.59 

Chambal Downstream 

Bhander Sandstone 

88.37 

10.94 

0.69 

Gneisses(B.G.C.) 

100.00 

0.00 

0.00 

Limestone 

71.04 

26.24 

2.72 

Older Alluvium 

69.24 

26.19 

4.57 

Quartzite 

40.09 

59.91 

0.00 

Shale 

34.70 

64.29 

1.01 

Sub-basin Summary 

72.90 

24.50 

2.60 

Chambal Upstream 

Bhander Sandstone 

84.26 

14.74 

1.00 

Deccan Traps 

75.20 

23.16 

1.64 

Limestone 

100.00 

0.00 

0.00 

Shale 

78.46 

19.76 

1.78 

Sub-basin Summary 

80.16 

18.49 

1.35 

Kalisindh 

Bhander Sandstone 

84.22 

15.04 

0.74 

Deccan Traps 

63.62 

34.13 

2.25 

Limestone 

87.20 

10.64 

2.16 

Older Alluvium 

94.17 

5.30 

0.53 

Shale 

74.96 

25.04 

0.00 

Sub-basin Summary 

76.04 

22.35 

1.61 

Kunu 

Bhander Sandstone 

88.85 

11.15 

0.00 

Shale 

74.37 

21.70 

3.93 

Sub-basin Summary 

77.18 

19.64 

3.18 

Mej 

Bhander Sandstone 

75.94 

23.94 

0.12 

Limestone 

79.07 

20.80 

0.13 

Older Alluvium 

72.04 

25.50 

2.46 
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Sub-basin 

Hydrogeological Unit 

Percent area occi 
various levels of IM 

jpied with 
itrate, mg/I 

<45 

45 -100 

>100 

Mej 

Phyllite & Schist 

75.33 

20.37 

4.30 

Shale 

88.91 

11.09 

0.00 

Sub-basin Summary 

75.75 

22.02 

2.23 

Parwati 

Bhander Sandstone 

92.04 

6.13 

1.83 

Deccan Traps 

76.79 

21.19 

2.02 

Limestone 

66.12 

21.81 

12.07 

Older Alluvium 

77.07 

9.79 

13.14 

Sub-basin Summary 

84.79 

10.77 

4.44 

Basin Summary 

77.45 

20.24 

2.31 


Source: Groundwater chemical analysis data of pre-monsoon 2010 CGWB and RGWD 


The basin bears about 77.45% area as safe groundwater area occupied by 
various aquifer units with NO 3 concentration in groundwater of <45 mg/1 and 
remaining bears non-potable quality groundwater. The 100% safe groundwater 
area free from Nitrates contamination belongs to Gneisses(B.G.C.) and 
Limestone aquifer units of Chambal Upstream and Chambal Downstream Sub¬ 
basins as well as Chakan Sub-basin areas. 

4.4.5 Distribution of EC in Groundwater 

EC distribution map of basin is presented in Drawing No. CHM-GW-008 (in 
Volume 3b). According to the map entire basin and its Sub-basins comprise low 
to medium salinity groundwater generally falling within upper limit of usability 
of water (<2,250 pS/cm) for irrigation purpose. Percent areas of different EC 
levels of groundwater in various Sub-basin of the basin are shown in Table 4.4- 
4. 

Table 4.4-4: Sub-basin and Aquifer-wise Percent Area Occupied with Various Levels of EC in 

Groundwater of Chambal Basin 


Sub-basin 

Hydrogeological Unit 

Various 

Percent Area Occupied with 

Levels of Electrical Conductivity, pS/cm 

<750 

750 - 2,250 

2,250 -5,000 

> 5,000 

Chakan 

Bhander Sandstone 

4.68 

82.95 

12.37 

0.00 

Gneisses(B.G.C.) 

3.00 

97.00 

0.00 

0.00 

Limestone 

16.29 

66.40 

17.31 

0.00 

Older Alluvium 

14.46 

85.54 

0.00 

0.00 

Phyllite & Schist 

29.93 

54.17 

15.90 

0.00 

Quartzite 

100.00 

0.00 

0.00 

0.00 

Shale 

3.82 

96.18 

0.00 

0.00 

Sub-basin Summary 

20.27 

68.59 

11.14 

0.00 

Chambal Downstream 

Bhander Sandstone 

53.59 

43.74 

2.64 

0.03 

Gneisses(B.G.C.) 

0.00 

100.00 

0.00 

0.00 

Limestone 

7.60 

65.84 

26.56 

0.00 

Older Alluvium 

9.93 

82.90 

7.17 

0.00 

Quartzite 

84.68 

15.32 

0.00 

0.00 

Shale 

42.60 

57.05 

0.35 

0.00 

Sub-basin Summary 

30.21 

63.40 

6.37 

0.02 

Chambal Upstream 

Bhander Sandstone 

57.56 

42.44 

0.00 

0.00 

Deccan Traps 

17.42 

80.80 

1.78 

0.00 

stone 

0.00 

100.00 

0.00 

0.00 

Shale 

20.01 

79.99 

0.00 

0.00 


App. CHM-IN-24740-R13-073 July, 2014 

Surface and Groundwater Availability 
271 
















STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Sub-basin 

Hydrogeological Unit 

Various 

Percent Area Occupied with 
Levels of Electrical Conductivity 

pS/cm 

<750 

750 - 2,250 

2,250 -5,000 

> 5,000 

Sub-basin Summary 

36.84 

62.51 

0.65 

0.00 

Kalisindh 

Bhander Sandstone 

37.47 

60.57 

1.96 

0.00 

Deccan Traps 

28.51 

68.59 

2.90 

0.00 

Limestone 

21.07 

74.31 

3.76 

0.86 

Older Alluvium 

11.95 

87.67 

0.38 

0.00 

Shale 

41.67 

51.96 

5.85 

0.52 

Sub-basin Summary 

30.10 

66.93 

2.79 

0.18 

Kunu 

Bhander Sandstone 

50.56 

49.44 

0.00 

0.00 

Shale 

5.98 

94.02 

0.00 

0.00 

Sub-basin Summary 

14.65 

85.35 

0.00 

0.00 

Mej 

Bhander Sandstone 

45.37 

51.66 

2.97 

0.00 

Limestone 

13.86 

85.30 

0.84 

0.00 

Older Alluvium 

3.22 

71.78 

24.99 

0.01 

Phyllite & Schist 

23.22 

74.15 

2.63 

0.00 

Shale 

0.00 

62.48 

21.02 

16.50 

Sub-basin Summary 

24.44 

69.06 

6.21 

0.29 

Parwati 

Bhander Sandstone 

62.94 

37.06 

0.00 

0.00 

Deccan Traps 

76.66 

23.34 

0.00 

0.00 

Limestone 

6.70 

61.05 

20.76 

11.49 

Older Alluvium 

3.09 

80.11 

16.35 

0.45 

Sub-basin Summary 

51.78 

43.11 

4.17 

0.94 

Basin Summary 

32.85 

62.88 

4.01 

0.26 


Source: Groundwater chemical analysis data of pre-monsoon 2010 CGWB and RGWD 


The above table indicates that except localized patches of very high salinity 
groundwater in Mej and Parwati Sub-basins, the remaining areas of Chambal 
Basin has low to medium salinity groundwater. 

4.4.6 Long-term GW Quality Trends 

Long-term groundwater quality for chosen parameters in the Chambal Basin is 
presented in Figures 4.4-1 to 4.4-4. The data used for preparing the graphs is 
given in Table 4.4-5 at the end of this chapter. 

Long trend of groundwater quality in the Chambal Basin is relatively good. The 
averages of all four parameters (Cl, EC, NO 3 and F) are lower than the desirable 
limits. Average EC and Nitrate concentrations are just slightly above the 
desirable limit and but do not exceed the maximum permissible limits. 
Fluoride's average concentration is lower than the desired upper limit during all 
years. Chloride's average concentrations are constantly lower than the desirable 
upper limit. Chloride concentration is usually higher than the permissible limit 
along the Khairabad, Sangod, and Sultanpura Block's, probably as a result of 
increased agricultural cultivation. 

The average concentration of Chlorides is relatively low but it increased 
considerably during the period of examination. Values ranged from a minimum 
of 30 mg/1 to a maximum of 190 mg/1, between the years 1948-2010. 
Concentrations increased from a value of about 50 mg/1 during the mid-80's to 
about 110 mg/1 during 2010 - a total rise of 100% within 27 years. Still the 
average Chloride concentration could be considered as good and far below the 
desirable limit (250 mg/1) (Figure 4.4-1). Average of top 5% values is 
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fluctuating between 400-600 mg/1 and can be found in isolated pockets in central 
Bundi District, in western Jhalawar District and in the east of Baran District. 
Significant areas in the basin are presenting the low range of concentrations 
below 100 mg/1, and at places below 50 mg/1. 

Figure 4.4-1: Long Term Average Chloride Concentrations in Chambal Basin 1984-2010 



» AVERAGE ----5% UP - 3 % DOWN -Linear (AVERAGE) 

* No data available for the upper 5% during the period 1984-1987 
Source: Groundwater chemical analysis data of CGWB and RGWD 

The average values of Electrical Conductivity (EC) are relatively low and stable 
around 1,000 pS/cm. Values range from a minimum of 660 pS/cm to a 
maximum of 1,400 pS/cm during the time period 1984 - 2010. Average EC 
values rise from about 660 pS/cm during 1984 to about 891 pS/cm during 2010 
- a total rise of about 23% within 27 years (Figure 4.4-2). However, during most 
of the years, EC levels are slightly above 1,000 pS/cm. Average values remain 
between the desirable limit and the maximum allowed (750 pS/cm and 2,250 
pS/cm respectively), yet it is still significantly closer to the desirable limit. 
Maximal representatives vary between 2,500 and 4,000 pS/cm. During the last 
few years, a significant drop in maximum levels is being recorded. This is 
attributed limitations of data and probably does not reflect actual improvement 
in the groundwater quality. 
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Figure 4.4-2: Long Term Average Electrical Conductivity values in Chambal Basin 1984-2010 



—*— AVERAGE - 5% UP - 5 % DOWN - Linear {AVERAGE) 

* No data for the upper 5% during the period 1984-1987 
** No data for the Lower 5% during the period 1984-1990 
Source: Groundwater chemical analysis data of CGWB and RGWD 

The average concentration of Nitrates ranges from a minimum of 8.77 mg/1 to a 
maximum value of 75 mg/1 during the time period 1984 - 2009. The 
concentration has risen from a value of about 38 mg/1 during 1990 to a value of 
about 46 during 2009 - a total rise of 21% within 20 years (Figure 4.4-3). 
During the aforementioned time period, Nitrate concentration's linear long term 
trend was slightly above the desirable value though the contamination is low 
compared to most of the basins of Rajasthan. Top average, representing 
maximum cases, fluctuated between 100 and 350 mg/1 while the lowest 
concentrations display a very stable trend, below 30 mg/1. 
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Figure 4.4-3: Long Term Average Nitrate Concentrations in Chambal Basin 1984-2010 



—•—AVERAGE - 5%UP - 5% DOWN -Linear {AVERAGE) 


Source: Groundwater chemical analysis data of CGWB and RGWD 

The average concentrations of Fluorides are very stable during the period of 
examination and vary from a minimum of about 0.36 mg/1 to a maximum of 
about 0.99 mg/1 (Figure 4.4-4). Throughout the entire period, concentrations 
were significantly below the desirable limit value. Maximum values could be 
associated mainly with the Deccan Traps and reached as high as 3 mg/1 but 
decreased during the last decade. 
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Figure 4.4-4: Long Term Average Fluoride Concentrations in Chambal Basin 1984-2010 



f AVERAG E - - - • U P ----5% DOWN - Lineai [AVERAGE) 

Source: Groundwater chemical analysis data of CGWB and RGWD 
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Table 4.4-5: Long Term Groundwater Quality Trends - Chambal Basin 


Year 

Season 

Chloride (mg/I) 

Electrical Conductivity (juS/cm) 

Fluoride (mg/I) 

Nitrate (mg/I) 

5% UP 

AVERAGE 

5% DOWN 

5% UP 

AVERAGE 

5% DOWN 

5% UP 

AVERAGE 

5% DOWN 

5% UP 

AVERAGE 

5% DOWN 

1984 

Pre - Monsoon 

- 

29.31 

- 

- 

660.97 

- 

- 

0.36 

- 

- 

11.49 

- 

1984 

Post - Monsoon 

- 

54.29 

24.64 

- 

696.02 

- 

- 

0.38 

- 

- 

17.61 

7.44 

1985 

Pre - Monsoon 

- 

58.80 

24.52 

- 

- 

- 

- 

0.44 

- 

- 

16.50 

5.79 

1985 

Post - Monsoon 

- 

63.31 

31.73 

- 

- 

- 

- 

0.51 

- 

- 

15.39 

7.44 

1986 

Pre - Monsoon 

- 

67.91 

38.94 

- 

683.14 

- 

- 

0.57 

- 

- 

14.02 

9.37 

1986 

Post - Monsoon 

- 

63.19 

39.46 

- 

694.49 

- 

- 

0.68 

- 

- 

5.57 

10.03 

1987 

Pre - Monsoon 

- 

139.21 

33.29 

3,400.00 

1,196.29 

- 

- 

0.77 

- 

- 

8.77 

9.62 

1987 

Post - Monsoon 

- 

131.79 

27.12 

3,300.00 

1,097.08 

- 

- 

0.87 

- 

- 

15.72 

8.59 

1988 

Pre - Monsoon 

467.59 

111.41 

20.95 

2,796.67 

1,154.36 

- 

- 

0.89 

- 

- 

21.23 

8.68 

1988 

Post - Monsoon 

317.63 

118.86 

14.78 

2,610.00 

1,218.12 

- 

- 

0.92 

- 

- 

26.74 

9.88 

1989 

Pre - Monsoon 

441.11 

106.11 

17.99 

2,850.00 

1,013.10 

- 

- 

0.95 

- 

- 

32.25 

11.09 

1989 

Post - Monsoon 

432.36 

118.34 

30.58 

3,035.00 

1,146.43 

- 

- 

0.99 

- 

- 

32.88 

12.29 

1990 

Pre - Monsoon 

375.46 

112.77 

32.00 

2,942.50 

1,094.42 

428.18 

1.69 

0.70 

0.26 

101.68 

38.20 

14.39 

1990 

Post - Monsoon 

379.32 

121.55 

30.06 

2,835.89 

1,074.02 

460.00 

1.80 

0.71 

0.26 

96.63 

36.77 

15.38 

1991 

Pre - Monsoon 

323.91 

104.82 

35.49 

2,600.36 

994.42 

591.25 

1.92 

0.73 

0.26 

86.52 

34.57 

15.37 

1991 

Post - Monsoon 

307.53 

140.33 

37.29 

2,585.89 

1,168.42 

574.58 

2.02 

0.74 

0.26 

76.42 

34.00 

15.36 

1992 

Pre - Monsoon 

380.19 

123.16 

33.55 

2,763.93 

1,076.71 

452.29 

2.00 

0.73 

0.20 

83.13 

34.25 

14.24 

1992 

Post - Monsoon 

480.69 

136.52 

31.61 

3,141.43 

1,175.39 

404.44 

2.25 

0.82 

0.21 

110.96 

38.79 

13.70 

1993 

Pre - Monsoon 

494.41 

135.63 

29.87 

3,154.65 

1,134.96 

371.54 

2.65 

0.88 

0.32 

135.96 

48.23 

12.31 

1993 

Post - Monsoon 

443.36 

165.10 

28.40 

2,719.48 

1,250.27 

382.17 

2.84 

0.86 

0.33 

152.79 

50.19 

11.30 

1994 

Pre - Monsoon 

436.61 

156.14 

31.04 

2,651.26 

1,173.21 

398.92 

3.16 

0.89 

0.24 

154.63 

45.44 

11.37 

1994 

Post - Monsoon 

474.66 

190.26 

40.52 

2,845.36 

1,406.14 

404.06 

3.32 

0.87 

0.21 

142.95 

49.69 

11.57 

1995 

Pre - Monsoon 

559.71 

146.54 

36.37 

3,557.50 

1,185.56 

378.06 

3.15 

0.77 

0.24 

143.75 

48.08 

11.44 

1995 

Post - Monsoon 

578.65 

147.42 

27.34 

4,123.81 

1,209.18 

357.22 

3.04 

0.73 

0.29 

139.83 

56.62 

11.00 

1996 

Pre - Monsoon 

586.05 

137.61 

28.01 

4,014.64 

1,180.05 

365.07 

2.97 

0.66 

0.33 

137.12 

49.79 

10.89 

1996 

Post - Monsoon 

571.36 

152.47 

27.24 

3,644.23 

1,308.76 

382.57 

2.90 

0.67 

0.31 

163.03 

70.05 

12.63 

1997 

Pre - Monsoon 

536.14 

135.69 

25.17 

3,609.11 

1,163.22 

375.00 

2.93 

0.67 

0.34 

175.77 

62.54 

15.73 

1997 

Post - Monsoon 

525.25 

139.63 

26.05 

3,435.48 

1,133.33 

362.64 

2.95 

0.71 

0.45 

176.93 

70.42 

17.36 

1998 

Pre - Monsoon 

535.31 

136.96 

27.66 

3,081.07 

1,121.44 

386.67 

2.81 

0.73 

0.48 

180.32 

52.25 

15.88 

1998 

Post - Monsoon 

550.69 

136.54 

28.98 

3,440.12 

1,169.79 

439.86 

2.61 

0.68 

0.42 

174.50 

54.30 

14.58 

1999 

Pre - Monsoon 

589.34 

136.59 

30.01 

3,491.25 

1,058.21 

455.69 

2.50 

0.61 

0.40 

182.95 

55.75 

15.48 

1999 

Post - Monsoon 

582.90 

129.40 

31.44 

3,090.89 

1,040.78 

433.04 

2.48 

0.84 

0.38 

294.39 

75.30 

15.72 

2000 

Pre - Monsoon 

506.00 

120.32 

32.25 

2,778.75 

969.61 

421.35 

2.50 

0.71 

0.36 

354.01 

66.18 

14.71 

2000 

Post - Monsoon 

445.78 

119.12 

35.18 

2,637.44 

1,019.92 

454.92 

2.49 

0.59 

0.34 

326.98 

70.42 

13.97 

2001 

Pre - Monsoon 

460.78 

131.76 

33.27 

3,598.15 

1,145.46 

465.52 

2.52 

0.60 

0.32 

311.83 

62.61 

13.78 

2001 

Post - Monsoon 

498.09 

131.66 

28.61 

4,164.94 

1,142.41 

402.10 

2.53 

0.62 

0.30 

288.89 

70.25 

13.22 

2002 

Pre - Monsoon 

520.19 

136.05 

33.67 

3,878.72 

1,084.46 

376.25 

2.30 

0.69 

0.30 

261.31 

55.82 

13.04 
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Year 

Season 

Chloride (mg/I) 

Electrical Conductivity (juS/cm) 

Fluoride (mg/I) 

Nitrate (mg/I) 

5% UP 

AVERAGE 

5% DOWN 

5% UP 

AVERAGE 

5% DOWN 

5% UP 

AVERAGE 

5% DOWN 

5% UP 

AVERAGE 

5% DOWN 

2002 

Post - Monsoon 

492.16 

129.65 

36.55 

3,368.90 

1,062.78 

424.13 

2.22 

0.65 

0.32 

207.09 

54.84 

14.53 

2003 

Pre - Monsoon 

482.61 

136.17 

35.59 

2,718.68 

1,020.57 

446.63 

2.60 

0.66 

0.31 

274.61 

57.10 

15.97 

2003 

Post - Monsoon 

486.38 

138.24 

37.15 

2,727.90 

1,039.08 

432.40 

3.13 

0.67 

0.28 

342.13 

61.63 

15.93 

2004 

Pre - Monsoon 

463.53 

131.53 

39.48 

2,662.84 

1,033.48 

500.83 

2.62 

0.64 

0.30 

254.28 

47.53 

15.56 

2004 

Post - Monsoon 

476.31 

145.70 

35.93 

2,440.22 

1,063.65 

490.73 

1.66 

0.63 

0.35 

235.72 

60.72 

14.30 

2005 

Pre - Monsoon 

483.10 

150.36 

33.06 

2,402.83 

1,032.35 

409.44 

1.50 

0.66 

0.35 

233.86 

52.04 

15.25 

2005 

Post - Monsoon 

572.28 

157.28 

42.33 

2,649.91 

1,045.14 

533.92 

1.43 

0.62 

0.38 

147.03 

52.98 

15.55 

2006 

Pre - Monsoon 

640.90 

152.32 

43.22 

2,616.99 

1,023.11 

583.78 

1.28 

0.64 

0.39 

90.71 

40.44 

16.79 

2006 

Post - Monsoon 

608.15 

159.68 

39.84 

2,325.45 

1,100.46 

508.68 

1.13 

0.62 

0.32 

101.81 

53.88 

17.00 

2007 

Pre - Monsoon 

529.37 

143.56 

39.79 

2,130.06 

1,003.22 

423.85 

1.11 

0.64 

0.25 

152.48 

52.33 

13.47 

2007 

Post - Monsoon 

445.93 

134.14 

36.37 

1,863.84 

1,064.93 

381.35 

1.13 

0.62 

0.27 

151.86 

50.57 

11.97 

2008 

Pre - Monsoon 

416.87 

142.64 

36.06 

1,987.19 

1,073.18 

683.33 

0.94 

0.67 

0.28 

136.86 

46.28 

11.66 

2008 

Post - Monsoon 

444.89 

137.45 

36.62 

2,135.40 

918.44 

912.26 

0.95 

0.62 

0.27 

147.21 

51.61 

11.69 

2009 

Pre - Monsoon 

443.70 

141.05 

36.09 

1,750.05 

876.43 

832.07 

1.04 

0.64 

0.23 

162.28 

46.57 

9.71 

2009 

Post - Monsoon 

436.27 

125.02 

34.97 

1,596.51 

977.09 

781.07 

0.85 

0.64 

0.16 

162.85 

46.05 

10.08 

2010 

Pre - Monsoon 

422.45 

110.40 

31.08 

- 

891.31 

756.23 

0.71 

0.57 

0.11 

149.90 

46.06 

9.02 

2010 

Post - Monsoon 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 
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4.5 Groundwater Draft 

4.5.1 Historic Groundwater Drafts (1995-2009) 

Chakan Sub-basin 

Chakan Sub-basin is located in the western part of the basin, to the north of 
Chambal Downstream and Mej Sub-basins and to the south of Banas Basin. The 
main hydrogeological formation in the area is Phyllite & Schist. In addition to 
this there are patches of Shale in the central part of the Sub-basin. The southern 
edge of the Sub-basin also includes hill area. The Sub-basin is drained by the 
Chakan River, a small tributary of Chambal. 

During 1995, draft volume was about 23 Mm 3 increasing to about 46 Mm 3 
during 2009, a total rise of about 23 Mm 3 and a relative increase of 97% for the 
entire period. The annual average increase rate was about 1.67 Mm 3 /yr. 

As seen from Table 4.5-1, between the years 1995-2009, there was a linear rise 
of the drafts with a relatively high change compared to other basins in 
Rajasthan, particularly in the north-western parts of the State. The average 
groundwater level decline rate is -0.31 m/yr, reflecting over-exploitation. 

Chambal Downstream Sub-basin 

During 1995 the draft was about 135 Mm 3 increasing up to about 359 Mm 3 
during 2009, a total rise of about 223 Mm 3 in only 15 years. The average annual 
rising rate was about 18 Mm 3 /yr while the overall relative growth for the entire 
period was about 165%. 

As seen from Table 4.5-1, between 2001 and 2004 the draft volume have risen 
sharply. The rise in this sub-basin is relatively large (even compared to other 
Sub-basins in Chambal Basin). The sharp rise occurred in both the agricultural 
and the domestic-industrial consumption. Nevertheless, the average groundwater 
level decline rate is about 0.12 m/yr. This rate is typical for Chambal Basin and 
low compared to other Sub-basins in Rajasthan and reflects the high rainfall and 
recharge in this area. Another important factor contributing to groundwater 
recharge in the area is related to massive leaching of water beneath dams and 
artificial lakes in the basin. 

Chambal Upstream Sub-basin 

The Chambal Upstream Sub-basin drains the upper part of the Chambal River 
and drains towards the northeast. The main hydrogeological formations are 
Deccan Traps in the south and Bhander Sandstone in the north. Shale appears in 
places at the north-eastern part of the Sub-basin. 

The draft volume during 1995 was about 114 Mm 3 increasing to about 193 Mm 3 
during 2009, a total rise of about 79 Mm 3 in 15 years. The average annual rising 
rate is about 6.50 Mm 3 /yr. The relative growth is 70% for the entire period. 

Kalisindh Sub-basin 

Kalisindh Sub-basin is located on the southern part of the basin, south of 
Chambal Downstream, north of Chambal Upstream and west of Parwati Sub¬ 
basins and to the north of Madhya Pradesh State. The Sub-basin drains the 
southern tributaries to Kalisindh River that flows northwards, where it merges 
with Chambal River at the central part of Chambal Downstream Sub-basin. The 
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main hydrogeological formation is Deccan Traps in the south, Bhander 
Sandstone and Limestone in the central and northern parts of the Sub-basin. 

The drafts volumes in the Sub-basin are extremely high compared to the rest of 
the basin. Total draft during 1995 was about 562 Mm 3 and has increased up to 
about 845 Mm 3 during 2009, a total rise of about 283 Mm 3 in 15 years. The 
average annual rising rate is about 22 Mm 3 /yr. The relative increase is about 
50% over the entire period. 

Kunu Sub-basin 

Kunu Sub-basin is located on the eastern part of the basin, east of Parwati Sub¬ 
basin and west of Madhya Pradesh State. Large part of this Sub-basin is located 
in Madhya Pradesh State. The basin drains northwards by the Khendar River 
and the Karai River that combine with more tributaries to the Chambal River at 
the northern part of Chambal Downstream Sub-basin. The main hydrogeological 
formation is Shale. Bhander Sandstone can be found also in the west. 

The drafts volumes are relatively low compared to the rest of the basin (the 
values represent the draft only from the part of the Sub-basin that belongs to 
Rajasthan State). In 1995 total draft amounted about 7 Mm 3 increasing to about 
20 Mm 3 at 2009, a total rise of about 13 Mm 3 in 15 years. The average annual 
rising rate is about 0.74 Mm 3 /yr. The relative overall increase for the entire 
period is about 190%. 

Mej Sub-basin 

Mej Sub-basin is located on the north-western part of the basin, north of 
Chambal Downstream and south of the Banas Basin. This Sub-basin drains the 
northern tributaries of the basin eastwards where they merge with Chambal 
River at the central part of the Chambal Downstream Sub-basin. A variety of 
hydrogeological formations can be found in the Sub-basin: Phyllite & Schist in 
the north, Older Alluvium in the southeast, Bhander Sandstone and Limestone in 
the southwest. 

Draft volume in 1995 was about 168 Mm 3 which has increased to about 302 
Mm 3 by 2009, a total rise of about 134 Mm 3 in 15 years. The average annual 
rising rate is about 9.80 Mm 3 /yr. The relative increase is about 80% for the 
entire period. The relatively moderate decline rates of the water table are -0.14 
to -0.17 m/yr. It needs to be noted that there is a large recharge and a moderate 
drop of groundwater's levels, which may indicate that the consumption is larger 
than the recharge. 

Parwati Sub-basin 

Parwati Sub-basin is located on the south-eastern part of the basin, western to 
Kunu Sub-basin and eastern to Kalisindh Sub-basin. This Sub-basin drains the 
south-eastern tributaries toward northeast; those tributaries merge downstream 
with Parwati River (one of the Chambal River main tributaries). The main 
hydrogeological formation are Bhander Sandstone (about 55%) and Deccan 
Traps (about 20%), yet there are also plains of Older Alluvium (about 15%) at 
the downstream of the Sub-basin near merging point with Chambal River. 

The drafts values are slightly higher than the average of the basin. The draft 
volume in 1995 was about 156 Mm 3 and it has risen to about 359 Mm 3 at 2009 - 
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a total rise of about 203 Mm 3 in 15 years. The average rising rate of drafts is 
about 15 Mm 3 /yr. The relative growth is about 130% over the years. 

The reason for stability is related to a combination between the high amount of 
precipitation and massive leakage of water from beneath the dams and lakes 
system. The recharge of this Sub-basin is probably affected from Gandhi Sagar 
Dam, which might be indicated by the large difference between the pre and post 
monsoon seasons. Despite the fact that the groundwater level is stable, if 
volumes of draft continues to rise, it is estimated that the rate of drop in 
groundwater level will rise and will probably harm the aquifer. 

Table 4.5-1: Groundwater Draft in Chambal Basin 1995-2009 


Sub-basin 

1995 

2001 

2004 

2007 

2009 

1995-2009 

Groundwater Draft [Mm 3 ] 

Relative 

Change 

[%] 

Rate of 
Change 
[Mm 3 /yr] 

Chakan 

23.24 

30.67 

38.70 

42.94 

45.96 

97.30 

1.67 

Chambal Downstream 

135.31 

183.93 

325.43 

350.77 

358.58 

165.00 

17.90 

Chambal Upstream 

113.72 

146.23 

179.05 

205.07 

193.29 

70.00 

6.50 

Kalisindh 

562.28 

606.63 

777.49 

798.49 

845.48 

50.40 

21.60 

Kunu 

6.87 

19.50 

16.97 

15.66 

19.90 

189.50 

0.74 

Mej 

168.06 

226.61 

272.22 

287.06 

302.26 

79.80 

9.80 

Parwati 

156.00 

208.87 

273.93 

332.39 

358.65 

129.90 

15.10 


Source: Groundwater draft data of CGWB and RGWD 
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Figure 4.5-1: Groundwater Draft in Chambal Basin 1995-2009 



1995 2001 2004 2007 2009 


■ Parwati 

■ Mej 

■ Kunu 

■ Kali Sindh 

■ Chambal Upstream 

■ Chambal Downstream 

■ Chakan 


Source: CGWB and RGWD 
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4.5.2 Groundwater Draft (2010) 

The main hydrogeological formations occurring in the basin area are Deccan 
Traps, Bhander Sandstone, Bhander Limestone, Phyllite & Schist, Shale and 
Alluvium out of which groundwater is being extracted for irrigation purpose. 
The Sub-basin and aquifer wise details of groundwater extraction in the year 
2010 is given in Table 4.6-1 (for details see Section 3.2.6, Annex GW-5(a) & (b) 
of Main Report). According to this table, the maximum abstraction of 362.56 
Mm 3 is taking place in the Deccan Trap of Kalisindh Sub-basin area followed 
by the Bhander Sandstone aquifer in the same Sub-basin area. Where 
obstruction during the year 2010 was 236.39 Mm 3 . Maximum withdrawal in 
Older Alluvium aquifer has been observed as 163.38 Mm 3 in the Chambal 
Downstream Sub-basin. In Phyllite & Schist aquifer the maximum abstraction 
during the year 2010 was 146.40 Mm 3 in Mej Sub-basin area. 


Table 4.5-2: Details of Groundwater Draft in Chambal Basin (Year 2010) 


Sub-basin 

Hydrogeological 

Unit 

Gross Draft in Fresh Groundwater 

Agricultural, 

Mm 3 /yr 

Domestic 

and 

Industrial, 

Mm 3 /yr 

All 

Uses, 

Mm 3 /yr 

Chakan 

Bhander 

Sandstone 

4.02 

0.17 

4.19 

Gneisses(B.G.C.) 

1.55 

0.11 

1.66 

Limestone 

7.02 

0.12 

7.14 

Older Alluvium 

6.42 

0.13 

6.55 

Phyllite & Schist 

25.24 

0.81 

26.05 

Quartzite 

0.73 

0.02 

0.75 

Shale 

6.91 

0.23 

7.14 

Sub-basin Total 


51.88 

1.60 

53.48 

Chambal Downstream 

Bhander 

Sandstone 

35.98 

33.71 

69.69 

Gneisses(B.G.C.) 

- 

- 

- 

Limestone 

52.99 

3.37 

56.36 

Older Alluvium 

151.34 

12.04 

163.38 

Quartzite 

2.80 

0.18 

2.98 

Shale 

20.26 

0.78 

21.04 

Sub-basin Total 


263.36 

50.08 

313.44 

Chambal Upstream 

Bhander 

Sandstone 

38.47 

8.80 

47.27 

Deccan Traps 

123.28 

4.41 

127.69 

Limestone 

4.05 

- 

4.05 

Shale 

32.60 

0.82 

33.42 

Sub-basin Total 


198.40 

14.03 

212.43 

Kalisindh 

Bhander 

Sandstone 

227.57 

8.82 

236.39 

Deccan Traps 

354.95 

7.61 

362.56 

Limestone 

210.42 

13.59 

224.01 

Older Alluvium 

17.42 

0.74 

18.16 

Shale 

20.83 

1.92 

22.75 

Sub-basin Total 


831.18 

32.68 

863.86 

Kunu 

Bhander 

Sandstone 

0.68 

0.23 

0.91 
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Sub-basin 

Hydrogeological 

Unit 

Gross Draft in Fresh Groundwater 

Agricultural, 

Mm 3 /yr 

Domestic 

and 

Industrial, 

Mm 3 /yr 

All 

Uses, 

Mm 3 /yr 

Kunu 

Shale 

8.86 

1.02 

9.88 

Sub-basin Total 


9.53 

1.24 

10.77 

Mej 

Bhander 

Sandstone 

28.92 

9.65 

38.57 

Limestone 

62.41 

8.58 

70.99 

Older Alluvium 

95.43 

2.57 

98.00 

Phyllite & Schist 

140.78 

5.62 

146.40 

Shale 

4.14 

1.11 

5.25 

Sub-basin Total 


331.67 

27.53 

359.20 

Parwati 

Bhander 

Sandstone 

186.64 

14.28 

200.92 

Deccan Traps 

67.67 

3.58 

71.25 

Limestone 

36.49 

2.63 

39.12 

Older Alluvium 

106.75 

4.91 

111.66 

Sub-basin Total 


397.54 

25.40 

422.94 

Basin Total 


2,083.56 

152.57 

2,236.13 


4.6 Groundwater Resources Availability 

4.6.1 Dynamic Groundwater Resources (Year 2010) 

The total net annually assessed fresh dynamic groundwater resource in the basin 
for the year 2010 is 1,999.54 Mm 3 and groundwater draft 2,236.13 Mm 3 . The 
stage of groundwater development in the basin is 111.83% and the basin falls in 
over exploited category. 


Table 4.6-l(a): Fresh Dynamic Groundwater Availability in Chambal Basin (Year 2010) 


Sub-basin 

Net 

Groundwater 

Availability, 

Mm 3 

Gross Draft 
for All 
Uses, Mm 3 

Stage of 
Groundwater 
Development, 

% 

Category 

Chakan 

34.81 

53.48 

153.63 

Over Exploited 

Chambal Downstream 

374.58 

313.44 

83.68 

Semi Critical 

Chambal Upstream 

153.73 

212.43 

138.18 

Over Exploited 

Kalisindh 

697.45 

863.86 

123.86 

Over Exploited 

Kunu 

25.60 

10.77 

42.07 

Safe 

Mej 

329.92 

359.20 

108.87 

Over Exploited 

Parwati 

383.44 

422.94 

110.30 

Over Exploited 

Basin Summary 

1,999.54 

2,236.13 

111.83 

Over Exploited 


The further details of fresh dynamic groundwater availability in various micro¬ 
watersheds of Chambal Basin for year 2010 is given in Table 4.6-l(b) (for 
details see Section 3.2.7, Annex GW-6(a) & (b) of Main Report). 
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Table 4.6-l(b): Micro Watershed and Aquifer Wise Fresh Dynamic Groundwater Availability 

Chambal Basin (Year 2010) 


Sub-basin 

Micro Watershed 

Hydrogeological 

Unit 

Fresh Dynamic 
Groundwater 
Availability, Mm 3 



Gneisses(B.G.C.) 

0.13 


001 

Older Alluvium 

3.91 



Phyllite & Schist 

2.20 


Sub Total 


6.24 



Bhander Sandstone 

2.11 

Chakan 


Gneisses(B.G.C.) 

1.12 

002 

Limestone 

4.05 


Older Alluvium 

0.29 



Phyllite & Schist 

18.49 



Quartzite 

0.17 



Shale 

2.35 


Sub Total 


28.57 

Sub-basin Total 



34.81 



Bhander Sandstone 

47.21 


003 

Limestone 

11.83 



Older Alluvium 

0.05 


Sub Total 


59.09 


004 

Bhander Sandstone 

17.04 


005 

Bhander Sandstone 

8.30 


Older Alluvium 

30.28 


Sub Total 


38.58 



Older Alluvium 

- 


006 

Quartzite 

0.97 



Shale 

0.18 


Sub Total 


1.15 



Bhander Sandstone 

0.37 



Gneisses(B.G.C.) 

- 

Chambal Downstream 

007 

Limestone 

4.92 


Older Alluvium 

39.23 



Quartzite 

1.20 



Shale 

9.59 


Sub Total 


55.31 



Bhander Sandstone 

0.01 


008 

Limestone 

1.22 



Older Alluvium 

53.55 


Sub Total 


54.78 


009 

Bhander Sandstone 

0.08 


Older Alluvium 

26.13 


Sub Total 


26.21 


010 

Bhander Sandstone 

15.26 


Older Alluvium 

32.46 


Sub Total 


47.72 
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Sub-basin 

Micro Watershed 

Hydrogeological 

Unit 

Fresh Dynamic 
Groundwater 
Availability, Mm 3 



Bhander Sandstone 

4.59 

Chambal Downstream 

Oil 

Limestone 

13.57 


Older Alluvium 

56.53 


Sub Total 


74.69 

Sub-basin Total 



374.58 


012 

Bhander Sandstone 

3.20 


Shale 

6.08 


Sub Total 


9.28 



Bhander Sandstone 

6.45 


013 

Limestone 

1.46 



Shale 

8.38 


Sub Total 


16.29 


014 

Bhander Sandstone 

10.24 


015 

Bhander Sandstone 

9.05 


Shale 

1.01 


Sub Total 


10.06 


016 

Bhander Sandstone 

5.35 

Chambal Upstream 

Shale 

- 

Sub Total 


5.35 


017 

Deccan Traps 

27.92 


018 

Bhander Sandstone 

11.42 


Shale 

- 


Sub Total 


11.42 


019 

Deccan Traps 

8.50 


020 

Bhander Sandstone 

8.99 


Shale 

2.19 


Sub Total 


11.18 


021 

Deccan Traps 

11.98 


Shale 

0.01 


Sub Total 


11.99 


022 

Deccan Traps 

31.49 

Sub-basin Total 



153.73 


023 

Deccan Traps 

42.02 


024 

Deccan Traps 

7.60 


025 

Deccan Traps 

12.11 



Bhander Sandstone 

1.09 


026 

Deccan Traps 

34.22 

Kalisindh 


Limestone 

29.63 

Sub Total 


64.94 


027 

Bhander Sandstone 

1.07 



Limestone 

4.42 


Sub Total 


5.49 


028 

Bhander Sandstone 

7.12 


Limestone 

11.42 
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Sub-basin 

Micro Watershed 

Hydrogeological 

Unit 

Fresh Dynamic 
Groundwater 
Availability, Mm 3 


028 

Shale 

6.42 


Sub Total 


24.96 


029 

Bhander Sandstone 

9.17 


Deccan Traps 

22.02 


Sub Total 


31.20 


030 

Deccan Traps 

10.72 


031 

Limestone 

4.49 


Older Alluvium 

18.17 


Sub Total 


22.66 



Bhander Sandstone 

3.82 


032 

Limestone 

50.13 



Older Alluvium 

9.65 


Sub Total 


63.59 



Bhander Sandstone 

55.16 


033 

Limestone 

18.23 



Shale 

0.31 


Sub Total 


73.70 


034 

Bhander Sandstone 

8.26 


Limestone 

0.14 


Sub Total 


8.40 



Bhander Sandstone 

1.47 

Kalisindh 

035 

Deccan Traps 

21.56 


Limestone 

6.97 


Sub Total 


30.01 


036 

Deccan Traps 

31.66 


037 

Deccan Traps 

18.62 



Bhander Sandstone 

16.42 


038 

Limestone 

2.05 


Older Alluvium 

- 



Shale 

3.31 


Sub Total 


21.78 



Bhander Sandstone 

18.20 


039 

Deccan Traps 

12.14 



Limestone 

0.02 


Sub Total 


30.36 


040 

Bhander Sandstone 

- 


Deccan Traps 

42.05 


Sub Total 


42.05 



Bhander Sandstone 

38.95 


041 

Limestone 

10.32 



Older Alluvium 

0.01 


Sub Total 




042 

Deccan Traps 

13.13 


043 

Bhander Sandstone 

68.33 
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Sub-basin 

Micro Watershed 

Hydrogeological 

Unit 

Fresh Dynamic 
Groundwater 



Availability, Mm 3 


043 

Limestone 

2.48 


Shale 

2.72 


Sub Total 


73.53 

Kalisindh 


Bhander Sandstone 

3.65 


044 

Deccan Traps 

14.34 



Limestone 

1.68 


Sub Total 


19.66 

Sub-basin Total 



697.45 


045 

Bhander Sandstone 

6.12 

Kunu 

Shale 

19.48 


Sub Total 


25.60 

Sub-basin Total 



25.60 


046 

Phyllite & Schist 

15.90 


047 

Phyllite & Schist 

10.53 



Bhander Sandstone 

20.72 


048 

Limestone 

40.28 



Older Alluvium 

82.07 


Sub Total 


143.07 


049 

Bhander Sandstone 

2.13 


Phyllite & Schist 

0.15 


Sub Total 


2.28 


050 

Bhander Sandstone 

5.06 


051 

Phyllite & Schist 

7.83 

Mej 


Bhander Sandstone 

0.34 

052 

Limestone 

1.53 


Older Alluvium 

35.26 



Shale 

2.58 


Sub Total 


39.73 



Bhander Sandstone 

8.10 


053 

Limestone 

5.59 


Older Alluvium 

5.56 



Phyllite & Schist 

56.78 


Sub Total 


76.04 


054 

Bhander Sandstone 

0.50 


Phyllite & Schist 

29.00 


Sub Total 


29.49 

Sub-basin Total 



329.92 


055 

Bhander Sandstone 

31.06 


Deccan Traps 

38.83 


Sub Total 


69.88 

Parwati 

056 

Bhander Sandstone 

0.88 



Deccan Traps 

7.44 


Sub Total 


8.32 


057 

Bhander Sandstone 

5.59 
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Sub-basin 

Micro Watershed 

Hydrogeological 

Unit 

Fresh Dynamic 
Groundwater 



Availability, Mm 3 


057 

Limestone 

16.99 


Older Alluvium 

23.76 


Sub Total 


46.34 


058 

Bhander Sandstone 

27.43 


059 

Bhander Sandstone 

25.66 


060 

Bhander Sandstone 

10.25 


061 

Bhander Sandstone 

5.69 


062 

Bhander Sandstone 

9.00 


063 

Bhander Sandstone 

2.09 


Deccan Traps 

6.97 

Parwati 

Sub Total 


9.06 

064 

Bhander Sandstone 

0.73 


Deccan Traps 

6.08 


Sub Total 


6.81 


065 

Deccan Traps 

5.30 


066 

Bhander Sandstone 

58.98 


Limestone 

4.26 



Older Alluvium 

42.00 


Sub Total 


105.24 


067 

Limestone 

4.07 


Older Alluvium 

50.37 


Sub Total 


54.44 

Sub-basin Total 

383.44 

Basin Total 

1,999.54 


Note: For details of Micro-watersheds see Table 2.1-2 and Figure 2.1-3. 
Source: CGWB and RGWD 


4.6.2 Saline Dynamic Groundwater Resources (Year 2010) 

The saline dynamic net annual groundwater source assessed for basins for the 
year 2010 is 26.33 Mm 3 , the details are given in Table 4.6-2 (for details see 
Annex GW-6(b) of Main Report). 


Table 4.6-2: Micro Watershed and Aquifer Wise Saline Dynamic Groundwater Availability in 

Chambal Basin (Year 2010) 


Sub-basin 

Micro Watershed 

Hydrogeological 

Unit 

Saline Dynamic 
Groundwater 
Availability, Mm 3 

Chakan 

001 

Gneisses(B.G.C.) 

- 

Older Alluvium 

- 

Phyllite & Schist 

- 

Sub Total 


- 

002 

Bhander Sandstone 

- 

Gneisses(B.G.C.) 

- 

Limestone 

- 

Older Alluvium 

- 

Phyllite & Schist 

- 

Quartzite 

- 
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Sub-basin 

Micro Watershed 

Hydrogeological 

Unit ~ 

Saline Dynamic 
Groundwater 



Availability, Mm 3 

Chakan 

002 

Shale 

- 

Sub Total 


- 

Sub-basin Total 



- 


003 

Bhander Sandstone 

- 


Limestone 

- 



Older Alluvium 

- 


Sub Total 


- 


004 

Bhander Sandstone 

- 


005 

Bhander Sandstone 

16.54 


Older Alluvium 

9.79 


Sub Total 


26.33 



Older Alluvium 

- 


006 

Quartzite 

- 



Shale 

- 


Sub Total 


- 



Bhander Sandstone 

- 



Gneisses(B.G.C.) 

- 


007 

Limestone 

- 


Older Alluvium 

- 

Chambal Downstream 


Quartzite 

- 



Shale 

- 


Sub Total 


- 



Bhander Sandstone 

- 


008 

Limestone 

- 



Older Alluvium 

- 


Sub Total 


- 


009 

Bhander Sandstone 

- 


Older Alluvium 

- 


Sub Total 


- 


010 

Bhander Sandstone 

- 


Older Alluvium 

- 


Sub Total 


- 



Bhander Sandstone 

- 


Oil 

Limestone 

- 



Older Alluvium 

- 


Sub Total 


- 

Sub-basin Total 



26.33 


012 

Bhander Sandstone 

- 


Shale 

- 


Sub Total 


- 



Bhander Sandstone 

- 


013 

Limestone 

- 



Shale 

- 

Chambal Upstream 

Sub Total 


- 


014 

Bhander Sandstone 

- 


015 

Bhander Sandstone 

- 


Shale 

- 


Sub Total 


- 


016 

Bhander Sandstone 

- 


Shale 

- 
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Sub-basin 

Micro Watershed 

Hydrogeological 

Unit ~ 

Saline Dynamic 
Groundwater 



Availability, Mm 3 


Sub Total 


- 


017 

Deccan Traps 

- 


018 

Bhander Sandstone 

- 


Shale 

- 


Sub Total 


- 


019 

Deccan Traps 

- 

Chambal Upstream 

020 

Bhander Sandstone 

- 


Shale 

- 


Sub Total 


- 


021 

Deccan Traps 

- 


Shale 

- 


Sub Total 


- 


022 

Deccan Traps 

- 

Sub-basin Total 



- 


023 

Deccan Traps 

- 


024 

Deccan Traps 

- 


025 

Deccan Traps 

- 



Bhander Sandstone 

- 


026 

Deccan Traps 

- 



Limestone 

- 


Sub Total 


- 


027 

Bhander Sandstone 

- 


Limestone 

- 


Sub Total 


- 



Bhander Sandstone 

- 


028 

Limestone 

- 



Shale 

- 


Sub Total 


- 


029 

Bhander Sandstone 

- 


Deccan Traps 

- 


Sub Total 


- 

Kalisindh 

030 

Deccan Traps 

- 

031 

Limestone 

- 


Older Alluvium 

- 


Sub Total 


- 



Bhander Sandstone 

- 


032 

Limestone 

- 



Older Alluvium 

- 


Sub Total 


- 



Bhander Sandstone 

- 


033 

Limestone 

- 



Shale 

- 


Sub Total 


- 


034 

Bhander Sandstone 

- 


Limestone 

- 


Sub Total 


- 



Bhander Sandstone 

- 


035 

Deccan Traps 

- 



Limestone 

- 


Sub Total 


■ 
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Sub-basin 

Micro Watershed 

Hydrogeological 

Unit ~ 

Saline Dynamic 
Groundwater 



Availability, Mm 3 


036 

Deccan Traps 

- 


037 

Deccan Traps 

- 



Bhander Sandstone 

- 


038 

Limestone 

- 


Older Alluvium 

- 



Shale 

- 


Sub Total 


- 



Bhander Sandstone 

- 


039 

Deccan Traps 

- 



Limestone 

- 


Sub Total 


- 


040 

Bhander Sandstone 

- 


Deccan Traps 

- 

Kalisindh 

Sub Total 


- 



Bhander Sandstone 

- 


041 

Limestone 

- 



Older Alluvium 

- 


Sub Total 


- 


042 

Deccan Traps 

- 



Bhander Sandstone 

- 


043 

Limestone 

- 



Shale 

- 


Sub Total 


- 



Bhander Sandstone 

- 


044 

Deccan Traps 

- 



Limestone 

- 


Sub Total 


- 

Sub-basin Total 



- 


045 

Bhander Sandstone 

- 

Kunu 

Shale 

- 


Sub Total 


- 

Sub-basin Total 



- 


046 

Phyllite & Schist 

- 


047 

Phyllite & Schist 

- 



Bhander Sandstone 

- 


048 

Limestone 

- 



Older Alluvium 

- 


Sub Total 


- 


049 

Bhander Sandstone 

- 


Phyllite & Schist 

- 

Mej 

Sub Total 


- 

050 

Bhander Sandstone 

- 


051 

Phyllite & Schist 

- 



Bhander Sandstone 

- 


052 

Limestone 

- 


Older Alluvium 

- 



Shale 

- 


Sub Total 


- 


053 

Bhander Sandstone 

- 


Limestone 

- 


App. CHM-IN-24740-R13-073 July, 2014 

Surface and Groundwater Availability 
292 








STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Sub-basin 

Micro Watershed 

Hydrogeological 

Unit ~ 

Saline Dynamic 
Groundwater 
Availability, Mm 3 

Mej 

053 

Older Alluvium 

- 

Phyllite & Schist 

- 

Sub Total 


- 

054 

Bhander Sandstone 

- 

Phyllite & Schist 

- 

Sub Total 


- 

Sub-basin Total 



- 

Parwati 

055 

Bhander Sandstone 

- 

Deccan Traps 

- 

Sub Total 


- 

056 

Bhander Sandstone 

- 

Deccan Traps 

- 

Sub Total 


- 

057 

Bhander Sandstone 

- 

Limestone 

- 

Older Alluvium 

- 

Sub Total 


- 

058 

Bhander Sandstone 

- 

059 

Bhander Sandstone 

- 

060 

Bhander Sandstone 

- 

061 

Bhander Sandstone 

- 

062 

Bhander Sandstone 

- 

063 

Bhander Sandstone 

- 

Deccan Traps 

- 

Sub Total 


- 

064 

Bhander Sandstone 

- 

Deccan Traps 

- 

Sub Total 


- 

065 

Deccan Traps 

- 

066 

Bhander Sandstone 

- 

Limestone 

- 

Older Alluvium 

- 

Sub Total 


- 

067 

Limestone 

- 

Older Alluvium 

- 

Sub Total 


- 

Sub-basin Total 

- 

Basin Total 

26.33 


Source: CGWB and RGWD 


4.6.3 Fresh Static Groundwater Resources (Year 2010) 

The fresh static groundwater resources of the basin for the year 2010 are 
estimated at 953.39 Mm 3 . Out of seven Sub-basins of Chambal Basin, the 
Chambal Downstream Sub-basin contains a maximum of 352.77 Mm 3 and Kunu 

o 

Sub-basin a minimum of 2.88 Mm . The Older Alluvium aquifer in the basin 
like other basins comprises large reserves in comparison to other aquifer units. 
The static resources of Older Alluvium range from 7.01 Mm 3 in Chakan Sub¬ 
basin to 434.79 Mm 3 in Chambal Downstream Sub-basin. Sub-basin and aquifer 
unit-wise static groundwater resources are given in Table 4.6-3 (for details see 
Section 3.2.8, Annex GW-7(a) & (b) of Main Report). 
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Table 4.6-3 Micro Watershed and Aquifer Wise Fresh Static Groundwater Resources in Chambal 

Basin (Year 2010) 


Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Fresh Static 
Groundwater 
Availability, Mm 3 

Chakan 

001 

Gneisses(B.G.C.) 

0.03 

Older Alluvium 

5.31 

Phyllite & Schist 

0.12 

Sub Total 


5.45 

002 

Bhander Sandstone 

0.94 

Gneisses(B.G.C.) 

0.16 

Limestone 

1.52 

Older Alluvium 

1.70 

Phyllite & Schist 

1.71 

Quartzite 

0.03 

Shale 

0.45 

Sub Total 


6.52 

Sub-basin Total 

11.97 

Chambal Downstream 

003 

Bhander Sandstone 

9.08 

Limestone 

2.50 

Older Alluvium 

0.05 

Sub Total 


11.63 

004 

Bhander Sandstone 

3.07 

005 

Bhander Sandstone 

2.57 

Older Alluvium 

27.49 

Sub Total 


30.05 

006 

Older Alluvium 

0.03 

Quartzite 

0.22 

Shale 

0.10 

Sub Total 


0.35 

007 

Bhander Sandstone 

0.22 

Gneisses(B.G.C.) 

- 

Limestone 

2.20 

Older Alluvium 

48.65 

Quartzite 

0.19 

Shale 

1.58 

Sub Total 


52.83 

008 

Bhander Sandstone 

- 

Limestone 

0.26 

Older Alluvium 

77.07 

Sub Total 


77.33 

009 

Bhander Sandstone 

0.05 

Older Alluvium 

39.71 

Sub Total 


39.76 

010 

Bhander Sandstone 

5.30 

Older Alluvium 

58.52 

Sub Total 


63.82 

011 

Bhander Sandstone 

1.19 

Limestone 

2.95 

Older Alluvium 

69.80 

Sub Total 


73.94 

Sub-basin Total 

352.77 

Chambal Upstream 

012 

Bhander Sandstone 

0.64 
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Fresh Static 

Sub-basin Micro Watershed Hydrogeological Unit Groundwater 

_ Availability, Mm 3 


012 Shale 

2.18 

Sub Total 

2.83 

Bhander Sandstone 

2.27 

013 Limestone 

1.11 

Shale 

5.60 

Sub Total 

8.98 

014 Bhander Sandstone 

2.98 

n , _ Bhander Sandstone 

Shale 

2.32 

0.40 

Sub Total 

2.72 

n , „ Bhander Sandstone 

Shale 

1.10 

- 

Chambal Upstream Sub Total 

1.10 

017 Deccan Traps 

2.77 

n „ n Bhander Sandstone 

Ulo - 

Shale 

2.45 

- 

Sub Total 

2.45 

019 Deccan Traps 

0.88 

n „ n Bhander Sandstone 

Shale 

1.92 

0.51 

Sub Total 

2.43 

Deccan Traps 

U Shale 

1.45 

0.02 

Sub Total 

1.47 

022 Deccan Traps 

3.17 

Sub-basin Total 

31.77 

023 Deccan Traps 

3.77 

024 Deccan Traps 

0.68 

025 Deccan Traps 

1.29 

Bhander Sandstone 

0.45 

026 Deccan Traps 

2.82 

Limestone 

7.75 

Sub Total 

11.03 

Bhander Sandstone 
Limestone 

0.31 

1.00 

Sub Total 

1.31 

Bhander Sandstone 

2.80 

.. .. . 028 Limestone 

Kalisindh . 

Shale 

4.48 

1.43 

Sub Total 

8.71 

Bhander Sandstone 

u ' Deccan Traps 

1.73 

1.80 

Sub Total 

3.53 

030 Deccan Traps 

1.05 

noi Limestone 

Older Alluvium 

1.03 

26.22 

Sub Total 

27.25 

^ Bhander Sandstone 

Limestone 

0.91 

14.04 

Older Alluvium 

20.86 
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Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Fresh Static 
Groundwater 
Availability, Mm 3 

Kalisindh 

Sub Total 


35.81 

033 

Bhander Sandstone 

11.90 

Limestone 

5.87 

Shale 

0.02 

Sub Total 


17.79 

034 

Bhander Sandstone 

2.19 

Limestone 

0.22 

Sub Total 


2.41 

035 

Bhander Sandstone 

0.55 

Deccan Traps 

1.91 

Limestone 

3.04 

Sub Total 


5.50 

036 

Deccan Traps 

2.27 

037 

Deccan Traps 

1.20 

038 

Bhander Sandstone 

3.69 

Limestone 

0.50 

Older Alluvium 

- 

Shale 

0.16 

Sub Total 


4.35 

039 

Bhander Sandstone 

4.42 

Deccan Traps 

0.87 

Limestone 

0.02 

Sub Total 


5.31 

040 

Bhander Sandstone 

- 

Deccan Traps 

2.88 

Sub Total 


2.88 

041 

Bhander Sandstone 

8.03 

Limestone 

2.42 

Older Alluvium 

0.03 

Sub Total 



042 

Deccan Traps 

1.04 

043 

Bhander Sandstone 

11.12 

Limestone 

1.41 

Shale 

0.17 

Sub Total 


12.70 

044 

Bhander Sandstone 

0.91 

Deccan Traps 

1.37 

Limestone 

0.83 

Sub Total 


3.11 

Sub-basin Total 

163.46 

Kunu 

045 

Bhander Sandstone 

1.76 

Shale 

1.12 

Sub Total 


2.88 

Sub-basin Total 

2.88 

Mej 

046 

Phyllite & Schist 

1.49 

047 

Phyllite & Schist 

0.91 

048 

Bhander Sandstone 

4.85 

Limestone 

7.86 

Older Alluvium 

83.93 

Sub Total 


96.64 
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Sub-basin Micro Watershed Hydrogeological Unit 

Fresh Static 
Groundwater 
Availability, Mm 3 

Bhander Sandstone 

J " Phyllite & Schist 

0.41 

0.05 

Sub Total 

0.46 

050 Bhander Sandstone 

1.15 

051 Phyllite & Schist 

0.72 

Bhander Sandstone 

0.21 

052 Limestone 

0.90 

Older Alluvium 

45.80 

Mpi Shale 

0.45 

^ Sub Total 

47.37 

Bhander Sandstone 

3.09 

053 Limestone 

3.06 

Older Alluvium 

8.35 

Phyllite & Schist 

4.42 

Sub Total 

18.91 

Bhander Sandstone 

c Jtr Phyllite & Schist 

0.25 

3.72 

Sub Total 

3.97 

Sub-basin Total 

171.61 

Qrr Bhander Sandstone 

J Deccan Traps 

5.97 

3.40 

Sub Total 

9.36 

Qre Bhander Sandstone 

L;K Deccan Traps 

0.18 

0.64 

Sub Total 

0.82 

Bhander Sandstone 

1.04 

057 Limestone 

5.58 

Older Alluvium 

31.30 

Sub Total 

37.92 

058 Bhander Sandstone 

7.36 

059 Bhander Sandstone 

7.14 

060 Bhander Sandstone 

3.37 

061 Bhander Sandstone 

1.78 

Parwati 062 Bhander Sandstone 

2.60 

Bhander Sandstone 

u 0 Deccan Traps 

0.51 

0.56 

Sub Total 

1.07 

Bhander Sandstone 

u ' Deccan Traps 

0.17 

0.61 

Sub Total 

0.78 

065 Deccan Traps 

0.56 

Bhander Sandstone 

14.51 

066 Limestone 

1.25 

Older Alluvium 

63.74 

Sub Total 

79.49 

Limestone 

Ub Older Alluvium 

1.25 

65.40 

Sub Total 

66.65 

Sub-basin Total 

218.92 

Basin Total 

953.39 


Source: CGWB and RGWD 
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4.6.4 Saline Static Groundwater Resources (Year 2010) 

The saline static groundwater resources of the basin for the year 2010 are 
estimated at 22.09 Mm 3 (for details see Annex GW-7(b) of Main Report). 

Table 4.6-4: Micro Watershed and Aquifer Wise Saline Static Groundwater Resources in 

Chambal Basin (Year 2010) 


Saline Static 


Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Groundwater 
Availability, Mm 3 



Gneisses(B.G.C.) 

- 


001 

Older Alluvium 

- 



Phyllite & Schist 

- 


Sub Total 


- 



Bhander Sandstone 

- 

Chakan 


Gneisses(B.G.C.) 

- 


Limestone 

- 


002 

Older Alluvium 

- 



Phyllite & Schist 

- 



Quartzite 

- 



Shale 

- 


Sub Total 


- 

Sub-basin Total 



- 



Bhander Sandstone 

- 


003 

Limestone 

- 



Older Alluvium 

- 


Sub Total 


- 


004 

Bhander Sandstone 

- 


005 

Bhander Sandstone 

4.30 



Older Alluvium 

17.79 


Sub Total 


22.09 



Older Alluvium 

- 


006 

Quartzite 

- 



Shale 

- 


Sub Total 


- 



Bhander Sandstone 

- 



Gneisses(B.G.C.) 

- 

Chambal Downstream 

007 

Limestone 

- 

Older Alluvium 

- 



Quartzite 

- 



Shale 

- 


Sub Total 


- 



Bhander Sandstone 

- 


008 

Limestone 

- 



Older Alluvium 

- 


Sub Total 


- 


009 

Bhander Sandstone 

- 


Older Alluvium 

- 


Sub Total 


- 


010 

Bhander Sandstone 

- 


Older Alluvium 

- 


Sub Total 


- 


011 

Bhander Sandstone 

- 


Limestone 

- 
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Saline Static 

Sub-basin Micro Watershed Hydrogeological Unit Groundwater 

Availability, Mm 3 


Chambal Downstream 

Oil 

Older Alluvium 

- 

Sub Total 


- 

Sub-basin Total 



22.09 


012 

Bhander Sandstone 

- 


Shale 

- 


Sub Total 


- 



Bhander Sandstone 

- 


013 

Limestone 

- 



Shale 

- 


Sub Total 


- 


014 

Bhander Sandstone 

- 


015 

Bhander Sandstone 

- 


Shale 

- 


Sub Total 


- 


016 

Bhander Sandstone 

- 


Shale 

- 

unamDai upsirearn 

Sub Total 


- 


017 

Deccan Traps 

- 


018 

Bhander Sandstone 

- 


Shale 

- 


Sub Total 


- 


019 

Deccan Traps 

- 


020 

Bhander Sandstone 

- 


Shale 

- 


Sub Total 


- 


021 

Deccan Traps 

- 


Shale 

- 


Sub Total 


- 


022 

Deccan Traps 

- 

Sub-basin Total 



- 


023 

Deccan Traps 

- 


024 

Deccan Traps 

- 


025 

Deccan Traps 

- 



Bhander Sandstone 

- 


026 

Deccan Traps 

- 



Limestone 

- 


Sub Total 


- 


027 

Bhander Sandstone 

- 


Limestone 

- 

Kalisindh 

Sub Total 


- 

028 

Bhander Sandstone 

- 


Limestone 

- 


028 

Shale 

- 


Sub Total 


- 


029 

Bhander Sandstone 

- 


Deccan Traps 

- 


Sub Total 


- 


030 

Deccan Traps 

- 


031 

Limestone 

- 


Older Alluvium 

- 
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Saline Static 

Sub-basin Micro Watershed Hydrogeological Unit Groundwater 

Availability, Mm 3 



Sub Total 


- 



Bhander Sandstone 

- 


032 

Limestone 

- 



Older Alluvium 

- 


Sub Total 


- 



Bhander Sandstone 

- 


033 

Limestone 

- 



Shale 

- 


Sub Total 


- 


034 

Bhander Sandstone 

- 


Limestone 

- 


Sub Total 


- 



Bhander Sandstone 

- 


035 

Deccan Traps 

- 



Limestone 

- 


Sub Total 


- 


036 

Deccan Traps 

- 


037 

Deccan Traps 

- 



Bhander Sandstone 

- 


038 

Limestone 

- 


Older Alluvium 

- 

Kalisindh 


Shale 

- 


Sub Total 


- 



Bhander Sandstone 

- 


039 

Deccan T raps 

- 



Limestone 

- 


Sub Total 


- 


040 

Bhander Sandstone 

- 


Deccan Traps 

- 


Sub Total 


- 



Bhander Sandstone 

- 


041 

Limestone 

- 



Older Alluvium 

- 


Sub Total 


- 


042 

Deccan Traps 

- 


043 

Bhander Sandstone 

- 


043 

Limestone 

- 


Shale 

- 


Sub Total 


- 



Bhander Sandstone 

- 


044 

Deccan Traps 

- 



Limestone 

- 


Sub Total 


- 

Sub-basin Total 



- 


045 

Bhander Sandstone 

- 

Kunu 

Shale 

- 


Sub Total 


- 

Sub-basin Total 



- 


046 

Phyllite & Schist 

- 

Mej 

047 

Phyllite & Schist 

- 
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Saline Static 

Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Groundwater 
Availability, Mm 3 



Bhander Sandstone 

- 


048 

Limestone 

- 



Older Alluvium 

- 


Sub Total 


- 


049 

Bhander Sandstone 

- 


Phyllite & Schist 

- 


Sub Total 


- 


050 

Bhander Sandstone 

- 


051 

Phyllite & Schist 

- 



Bhander Sandstone 

- 

' 

052 

Limestone 

- 

Mej 

Older Alluvium 

- 



Shale 

- 


Sub Total 


- 



Bhander Sandstone 

- 


053 

Limestone 

- 


Older Alluvium 

- 



Phyllite & Schist 

- 


Sub Total 


- 


054 

Bhander Sandstone 

- 


Phyllite & Schist 

- 


Sub Total 


- 

Sub-basin Total 



- 


055 

Bhander Sandstone 

- 


Deccan Traps 

- 


Sub Total 


- 


056 

Bhander Sandstone 

- 


Deccan Traps 

- 


Sub Total 


- 


057 

Bhander Sandstone 

- 


057 

Limestone 

- 


Older Alluvium 

- 


Sub Total 


- 


058 

Bhander Sandstone 

- 


059 

Bhander Sandstone 

- 


060 

Bhander Sandstone 

- 

Parwati 

061 

Bhander Sandstone 

- 


062 

Bhander Sandstone 

- 


063 

Bhander Sandstone 

- 


Deccan Traps 

- 


Sub Total 


- 


064 

Bhander Sandstone 

- 


Deccan Traps 

- 


Sub Total 


- 


065 

Deccan Traps 

- 



Bhander Sandstone 

- 


066 

Limestone 

- 



Older Alluvium 

- 


Sub Total 


- 


067 

Limestone 

- 
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Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Saline Static 
Groundwater 
Availability, Mm 3 



Older Alluvium 

- 


Sub Total 


- 

Sub-basin Total 

- 

Basin Total 

22.09 


Source: CGWB and RGWD 


5. Summary of Water Availability in Chambal Basin 

5.1 Conceptual Approach (Assessment Considerations) 

Availability of water originating from various sources depends upon the source 

nature and subject to the following ToR requirements: 

• Locally generated surface water the starting point for its rational utilization is 
its availability in terms of ‘native’ or ‘virgin’ (un-intercepted) status, with its 
due dependability nature is considered the ‘hydrologic planning base data’ of 
this part of the Basin’s water sources. 

• In the case of imported water, the governing factor is the on-going (current) 
management of the relevant agreements. Dependability levels of this source 
of water relates to its own source, assumed to be maintained through the 
relevant delivery system. 

• Also for groundwater, its availability for long-term exploitation, clear of any 
current State of overdraft is the basic element. Since it is a derivative of 
rainfall, the dependability level of such rechargeable ‘dynamic’ groundwater 
availability relies on the statistic occurrence of precipitation. 

5.2 Basin Summary of Available Water 

The above analysis have been oriented according to the aforementioned 

assessment considerations, culminated in a summary as shown in Table 5.2-1. 


Table 5.2-1: Summary of Available Water Resources in Chambal Basin, Mm 3 (2010) 


Property 

Dependability Level 

Mean 

25% 

50% 

75% 

90% 

Fresh Water 






Local Surface Water (virgin), Mm 3 /yr * 

8702.14 

10810.80 

8281.50 

6928.20 

5351.40 

Imported Water, Mm 3 /yr 

3,387.00 

4,332.00 

2,950.00 

1,973.00 

1,352.00 

Fresh Dynamic Groundwater, Mm 3 /yr 

1,999.54 





Fresh Static Groundwater, Mm 3 /yr 

953.39 





Total Available Fresh Water, Mm 3 /yr 

15,042.07 





Saline Groundwater 






Saline Dynamic Groundwater, Mm 3 /yr 

26.33 





Saline Static Groundwater, Mm 3 /yr 

22.09 





Total Available Saline Groundwater, 

Mm 3 /yr 

48.42 






Note: For groundwater, assessment is done for Mean Annual Availability as per GEC methodology. 

* Excluding yield upto Kota Barrage (Chambal Upstream Sub-basin) which is already covered under imported 
water. 


App. CHM-IN-24740-R13-073 July, 2014 

Surface and Groundwater Availability 
302 

























STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 

Annex CHM-1 

Data Used for Calibration/Validation of Model at Selected Sites 

Barod River Gauge Station 

Table Al-1 provides the details of observed Gauge flow data used for Barod 
River Gauge Station. 


Table Al-1: Barod River Gauge Station Flow Data and its Status (unit-cumecs) 


Years 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

1973 

5.1 

3.4 

2.1 

2.7 

0.0 

18.3 

2,161.0 

1,755.5 

1,939.0 

214.8 

43.9 

28.8 

1974 

16.0 

9.0 

6.2 

3.5 

1.7 

1.5 

521.7 

4,077.9 

125.9 

110.8 

42.1 

20.0 

1975 

11.8 

7.3 

4.1 

2.1 

0.8 

18.3 

307.3 

1,063.9 

1,094.3 

390.6 

58.6 

18.1 

1976 

10.5 

9.9 

6.6 

4.6 

1.8 

140.0 

109.3 

890.8 

857.8 

85.6 

46.8 

31.3 

1977 

12.7 

7.3 

6.1 

2.5 

1.4 

76.8 

425.2 

748.7 

764.1 

241.2 

56.9 

56.8 

1978 

36.7 

23.4 

10.3 

1.5 

0.7 

24.8 

339.6 

658.8 

341.3 

44.5 

7.9 

21.7 

1979 

9.2 

12.2 

9.8 

4.1 

1.1 

10.2 

128.6 

485.8 

22.7 

5.8 

25.4 

11.0 

1980 

6.5 

3.9 

2.6 

1.1 

0.3 

97.7 

137.0 

333.4 

184.4 

11.1 

4.6 

3.1 

1981 

4.3 

2.0 

1.6 

0.5 

0.2 

6.2 

231.6 

510.9 

139.5 

24.9 

29.6 

9.7 

1982 

8.0 

11.9 

4.2 

1.3 

0.8 

0.8 

222.8 

2,975.2 

199.5 

30.1 

73.5 

28.8 

1983 

11.1 

5.1 

4.3 

2.1 

3.0 

1.2 

207.3 

668.1 

971.5 

173.1 

38.2 

14.1 

1984 

12.1 

5.8 

4.2 

3.2 

1.6 

14.1 

108.5 

2,031.7 

412.4 

46.1 

17.1 

9.4 

1985 

6.5 

2.8 

2.4 

0.3 

0.0 

0.3 

23.0 

1,693.2 

713.9 

603.5 

69.2 

27.8 

1986 

16.3 

24.3 

10.7 

4.8 

0.7 

81.5 

3,997.2 

2,760.8 

120.5 

46.4 

17.1 

7.7 

1987 

7.9 

6.0 

4.3 

1.9 

0.8 

10.6 

154.9 

1,679.3 

667.3 

265.1 

27.9 

14.4 

1988 

8.4 

6.0 

4.3 

1.8 

0.2 

80.4 

540.8 

913.7 

122.7 

183.9 

15.7 

8.1 

1989 

8.1 

4.8 

4.0 

1.6 

0.1 

9.2 

71.2 

521.8 

111.9 

6.9 

3.8 

4.8 

1990 

2.7 

2.8 

0.9 

0.3 

0.0 

163.3 

517.9 

1,037.8 

1,523.4 

261.9 

30.1 

16.2 

1991 

9.0 

9.4 

6.4 

2.7 

0.3 

1.2 

593.6 

1,810.7 

347.4 

30.0 

12.3 

8.6 

1992 

7.7 

5.9 

4.1 

1.6 

0.2 

0.0 

271.0 

1,165.4 

401.8 

182.6 

16.7 

10.0 

1993 

8.3 

6.0 

5.4 

4.1 

0.3 

69.0 

1,041.1 

1,765.7 

1,952.4 

219.7 

32.4 

6.3 


Source: WRD, GOR 
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Sangod River Gauge Station 

Table Al-2 provides the details of observed Gauge flow data used for Sangod 
River Gauge Station. 


Table Al-2: Sangod River Gauge Station Flow Data and its Status (unit-cumecs) 


Years 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

1973 

0.5 

0.3 

0.1 

0.1 

0.0 

1.9 

763.9 

1,033.8 

1,047.7 

74.9 

16.2 

9.6 

1974 

5.1 

2.4 

1.4 

1.2 

0.9 

0.1 

224.9 

446.4 

39.2 

47.6 

7.8 

3.1 

1975 

1.2 

0.8 

0.5 

0.2 

0.2 

8.8 

116.0 

566.4 

515.6 

84.0 

19.7 

7.6 

1976 

4.6 

2.4 

1.1 

1.0 

0.3 

13.8 

70.2 

408.7 

327.1 

29.4 

9.6 

25.7 

1977 

1.4 

0.8 

0.3 

0.7 

1.2 

30.3 

192.1 

450.0 

302.2 

33.4 

6.3 

6.7 

1978 

2.9 

1.0 

1.0 

0.5 

0.3 

44.4 

199.7 

449.2 

184.6 

18.1 

4.1 

8.4 

1979 

2.5 

3.5 

3.9 

1.4 

0.3 

1.8 

15.6 

208.7 

6.1 

0.5 

3.3 

3.8 

1980 

1.0 

0.4 

0.1 

0.1 

0.0 

71.7 

67.3 

348.5 

140.4 

4.2 

0.1 

0.1 

1981 

0.2 

0.3 

0.2 

0.1 

0.0 

0.9 

121.7 

121.0 

65.7 

7.6 

5.5 

1.6 

1982 

0.7 

2.9 

0.7 

0.1 

0.1 

0.1 

93.2 

1,189.6 

179.7 

14.6 

19.3 

7.1 

1983 

1.5 

0.7 

0.5 

0.2 

0.2 

0.8 

94.8 

145.7 

607.2 

68.9 

2.5 

0.8 

1984 

1.8 

0.9 

0.5 

0.2 

0.1 

5.6 

24.0 

1,008.9 

283.7 

15.4 

4.0 

1.1 

1985 

0.7 

0.4 

0.4 

0.2 

0.1 

0.1 

1.1 

882.3 

717.1 

534.4 

22.9 

9.0 

1986 

3.0 

8.1 

1.4 

0.9 

0.5 

32.2 

946.4 

418.4 

35.7 

7.9 

1.0 

0.5 

1987 

0.5 

0.2 

0.3 

0.1 

0.1 

9.1 

105.6 

300.2 

182.3 

65.0 

NA 

NA 


Source : CWC 


Khatoli River Gauge Station 


Table A1-3 provides the details of observed Gauge flow data used for Khatoli 
River Gauge Station. 

Table Al-3: Khatoli River Gauge Station Flow Data and its Status (unit-cumecs) 


Years 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

1973 

7.8 

7.5 

4.5 

10.2 

0.6 

2.2 

1471.7 

665.6 

1146.4 

103.4 

48.7 

13.6 

1974 

8.1 

6.3 

6.7 

2.7 

0.8 

1.0 

3,549.0 

944.0 

75.8 

128.8 

22.6 

15.9 

1975 

15.7 

10.9 

6.5 

2.4 

0.6 

67.9 

587.6 

613.2 

1,010.7 

170.4 

32.3 

21.8 

1976 

11.7 

10.6 

7.0 

6.4 

2.4 

64.3 

118.2 

544.8 

2,020.5 

42.9 

37.9 

22.6 

1977 

14.1 

13.2 

14.4 

12.2 

5.7 

22.4 

208.0 

585.9 

689.6 

82.8 

40.9 

31.4 

1978 

20.2 

15.2 

10.3 

7.6 

2.7 

49.6 

515.8 

1,516.9 

475.5 

40.3 

39.3 

24.6 

1979 

13.9 

21.1 

10.8 

4.5 

2.4 

1.3 

180.7 

205.2 

8.9 

4.8 

17.0 

46.4 

1980 

14.5 

11.5 

8.4 

3.2 

0.7 

11.8 

285.9 

867.9 

179.2 

12.8 

15.9 

12.3 

1981 

17.9 

5.5 

7.1 

1.1 

0.5 

0.8 

500.5 

616.0 

78.7 

20.6 

18.0 

7.0 

1982 

9.1 

16.6 

14.9 

11.5 

3.4 

0.8 

101.9 

2,342.3 

244.9 

36.6 

55.6 

15.6 

1983 

19.3 

15.4 

15.8 

12.3 

1.3 

0.9 

183.2 

625.6 

1,880.7 

101.9 

22.5 

7.9 

1984 

26.8 

17.0 

13.6 

19.6 

1.9 

20.3 

26.8 

1,010.2 

585.1 

33.6 

45.3 

14.9 

1985 

19.8 

14.3 

15.5 

7.7 

2.2 

3.3 

27.1 

1,136.9 

509.2 

542.0 

53.6 

27.4 

1986 

21.8 

33.0 

18.7 

9.4 

8.3 

57.9 

1,534.6 

943.2 

59.3 

15.5 

17.6 

17.0 

1987 

15.7 

12.3 

12.0 

10.2 

1.0 

4.0 

66.5 

440.2 

451.1 

132.3 

19.8 

28.6 

1988 

18.5 

17.3 

15.0 

6.5 

1.3 

94.9 

789.4 

663.4 

79.4 

91.6 

21.6 

27.2 

1989 

24.8 

16.7 

14.1 

6.7 

0.9 

6.4 

41.7 

371.9 

134.2 

22.1 

22.7 

27.6 


Source : CWC 
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Manohar River Gauge Station 

Table A1-4 provides the details of observed Gauge flow data used for Manohar 
River Gauge Station. 


Table Al-4: Manohar River Gauge Station Flow Data and its Status (unit-cumecs) 


Years 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

1973 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

792.7 

410.5 

294.4 

0.0 

0.0 

0.0 

1974 

0.0 

0.0 

0.0 

0.0 

0.0 

10.8 

117.5 

336.4 

31.3 

0.0 

0.0 

0.0 

1975 

0.0 

0.0 

0.0 

0.0 

0.0 

13.9 

59.3 

191.3 

149.9 

0.0 

0.0 

0.0 

1976 

0.0 

0.0 

0.0 

0.0 

0.0 

5.4 

29.3 

115.7 

86.7 

0.0 

0.0 

0.0 

1977 

0.0 

0.0 

0.0 

0.0 

0.0 

15.9 

61.8 

169.9 

192.5 

0.0 

0.0 

0.0 

1978 

0.0 

0.0 

0.0 

0.0 

0.0 

23.4 

69.0 

125.3 

38.7 

0.0 

0.0 

0.0 

1979 

0.0 

0.0 

0.0 

0.0 

0.0 

1.1 

0.5 

3.6 

0.0 

0.0 

0.0 

0.0 

1980 

0.0 

0.0 

0.0 

0.0 

0.0 

0.7 

0.9 

14.8 

2.5 

0.0 

0.0 

0.0 

1981 

0.0 

0.0 

0.0 

0.0 

0.0 

1.8 

33.0 

74.5 

23.3 

0.0 

0.0 

0.0 

1982 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

32.0 

486.6 

53.1 

0.0 

0.0 

0.0 

1983 

0.0 

0.0 

0.0 

0.0 

0.0 

5.0 

48.3 

52.9 

83.9 

0.0 

0.0 

0.0 

1984 

0.0 

0.0 

0.0 

0.0 

0.0 

4.4 

15.8 

64.8 

38.8 

0.0 

0.0 

0.0 

1985 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

3.8 

177.7 

217.5 

0.0 

0.0 

0.0 

1986 

0.0 

0.0 

0.0 

0.0 

0.0 

8.4 

207.7 

103.1 

18.4 

0.0 

0.0 

0.0 


Source : WRD , GOR 


Gandhi Sagar River Gauge Station 

Table A1-5 provides the details of observed Gauge flow data used for Gandhi 
Sagar River Gauge Station. 


Table Al-5: Gandhi Sagar River Gauge Station Flow Data and its Status (unit-cumecs) 


Years 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

1976 

36.7 

22.3 

21.8 

36.0 

54.3 

72.0 

267.8 

2,033.6 

1,321.4 

43.6 

143.8 

31.1 

1977 

12.5 

13.6 

8.4 

5.5 

11.1 

72.2 

366.7 

895.5 

1,160.8 

63.4 

1.0 

43.2 

1978 

16.4 

1.7 

14.1 

23.7 

15.7 

48.5 

382.2 

1,463.1 

624.0 

38.8 

1.2 

6.7 

1979 

0.2 

2.7 

7.4 

21.9 

21.8 

80.2 

73.0 

762.1 

32.7 

11.6 

32.8 

21.8 

1980 

2.0 

0.7 

7.0 

16.6 

4.6 

204.6 

222.7 

530.2 

356.7 

2.6 

3.4 

28.5 

1981 

5.8 

20.6 

0.6 

2.1 

11.3 

34.8 

178.8 

880.1 

172.3 

41.6 

51.6 

21.2 

1982 

30.6 

25.1 

14.3 

72.4 

14.4 

13.8 

135.2 

586.2 

80.4 

4.2 

73.1 

25.8 

1983 

5.8 

12.6 

14.3 

10.6 

7.9 

24.9 

151.7 

497.5 

402.8 

114.7 

26.4 

15.1 

1984 

1.0 

15.8 

39.6 

9.9 

11.2 

15.8 

77.3 

2,436.0 

115.1 

2.0 

3.2 

3.4 

1985 

1.3 

8.5 

25.2 

3.4 

12.3 

6.1 

16.5 

603.6 

129.0 

410.5 

10.7 

12.5 

1986 

5.0 

25.3 

2.5 

8.7 

6.0 

38.5 

1,754.0 

2,062.6 

2.6 

19.1 

13.3 

1.9 

1987 

0.1 

8.6 

31.8 

1.3 

35.6 

34.2 

10.1 

766.6 

101.8 

98.3 

3.0 

5.7 

1988 

25.0 

22.1 

27.1 

10.5 

7.4 

66.1 

138.7 

763.9 

87.0 

434.0 

17.4 

22.4 

1989 

17.2 

14.9 

18.9 

43.8 

7.5 

19.0 

121.8 

272.5 

350.7 

11.8 

6.9 

31.3 

1990 

19.5 

1.6 

3.2 

2.2 

0.6 

0.0 

195.4 

1,078.9 

1,174.7 

139.1 

13.1 

5.1 

1991 

8.8 

9.2 

13.2 

12.3 

21.5 

7.3 

671.0 

1,338.0 

156.7 

1.9 

1.8 

13.2 

1992 

1.0 

1.7 

12.0 

3.5 

19.4 

22.5 

188.3 

145.4 

194.6 

43.8 

1.0 

6.0 

1993 

4.9 

5.6 

6.3 

4.8 

2.4 

79.7 

581.5 

470.1 

137.4 

44.4 

8.5 

6.2 


Source : CWC 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Aklera River Gauge Station 

Table A1-6 provides the details of observed Gauge flow data used for Aklera 
River Gauge Station. 


Table Al-6: Aklera River Gauge Station Flow Data and its Status (unit-cumecs) 


Years 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

1976 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

79.0 

82.5 

14.4 

7.2 

4.0 

1977 

1.8 

1.0 

0.4 

0.1 

0.0 

10.2 

95.5 

223.1 

184.8 

19.7 

4.9 

6.8 

1978 

2.2 

1.4 

0.6 

0.3 

0.0 

29.2 

162.9 

170.4 

186.5 

15.2 

5.7 

6.5 

1979 

3.8 

4.5 

3.3 

1.0 

0.2 

1.2 

7.3 

194.2 

3.1 

1.6 

0.7 

1.0 

1980 

0.4 

0.2 

0.0 

0.0 

0.0 

0.0 

60.3 

234.1 

93.9 

5.9 

1.3 

0.4 

1981 

0.2 

0.1 

0.0 

0.0 

0.0 

5.7 

33.1 

191.9 

42.0 

5.5 

2.1 

0.5 

1982 

1.4 

4.6 

0.2 

0.0 

0.0 

0.0 

36.6 

489.8 

68.8 

7.9 

13.8 

3.3 

1983 

1.1 

0.7 

0.3 

0.0 

0.0 

3.5 

94.9 

132.4 

353.4 

48.6 

7.8 

2.8 

1984 

2.4 

1.8 

1.4 

0.2 

0.0 

1.8 

20.8 

564.1 

90.9 

10.6 

5.0 

1.5 

1985 

0.6 

0.6 

0.5 

0.2 

0.0 

0.0 

0.2 

879.2 

793.8 

577.6 

20.6 

6.2 

1986 

3.1 

4.9 

1.5 

0.3 

0.0 

27.8 

1,037.3 

379.6 

22.4 

3.9 

1.4 

1.6 

1987 

2.3 

1.0 

0.3 

0.0 

0.0 

0.0 

74.8 

407.1 

96.1 

20.0 

3.8 

2.6 

1988 

4.0 

0.3 

0.1 

0.0 

0.0 

7.0 

190.2 

279.5 

32.9 

33.6 

3.3 

1.4 

1989 

0.8 

0.1 

0.0 

0.0 

0.0 

5.6 

8.6 

104.6 

24.2 

1.2 

0.0 

0.0 

1990 

0.0 

0.0 

0.0 

0.0 

0.0 

18.5 

1,41.1 

425.1 

423.0 

59.4 

8.0 

2.3 

1991 

0.7 

0.3 

0.2 

0.0 

0.0 

0.3 

1,13.2 

523.4 

51.6 

3.7 

0.9 

0.5 

1992 

0.1 

0.0 

0.0 

0.0 

0.0 

0.0 

23.3 

303.3 

120.3 

7.1 

2.5 

0.7 

1993 

0.1 

0.0 

0.0 

0.0 

0.0 

4.7 

198.0 

361.6 

449.8 

39.5 

7.1 

1.2 


Source : CWC 


Mandawara River Gauge Station 

Table A1-7 provides the details of observed Gauge flow data used for 
Mandawara River Gauge Station. 


Table Al-7: Mandawara River Gauge Station Flow Data and its Status (unit-cumecs) 


Years 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

1976 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

79.0 

82.5 

14.4 

7.2 

4.0 

1977 

1.8 

1.0 

0.4 

0.1 

0.0 

10.2 

95.5 

223.1 

184.8 

19.7 

4.9 

6.8 

1978 

2.2 

1.4 

0.6 

0.3 

0.0 

29.2 

162.9 

170.4 

186.5 

15.2 

5.7 

6.5 

1979 

3.8 

4.5 

3.3 

1.0 

0.2 

1.2 

7.3 

194.2 

3.1 

1.6 

0.7 

1.0 

1980 

0.4 

0.2 

0.0 

0.0 

0.0 

0.0 

60.3 

234.1 

93.9 

5.9 

1.3 

0.4 

1981 

0.2 

0.1 

0.0 

0.0 

0.0 

5.7 

33.1 

191.9 

42.0 

5.5 

2.1 

0.5 

1982 

1.4 

4.6 

0.2 

0.0 

0.0 

0.0 

36.6 

489.8 

68.8 

7.9 

13.8 

3.3 

1983 

1.1 

0.7 

0.3 

0.0 

0.0 

3.5 

94.9 

132.4 

353.4 

48.6 

7.8 

2.8 

1984 

2.4 

1.8 

1.4 

0.2 

0.0 

1.8 

20.8 

564.1 

90.9 

10.6 

5.0 

1.5 

1985 

0.6 

0.6 

0.5 

0.2 

0.0 

0.0 

0.2 

879.2 

793.8 

577.6 

20.6 

6.2 

1986 

3.1 

4.9 

1.5 

0.3 

0.0 

27.8 

1,037.3 

379.6 

22.4 

3.9 

1.4 

1.6 

1987 

2.3 

1.0 

0.3 

0.0 

0.0 

0.0 

74.8 

407.1 

96.1 

20.0 

3.8 

2.6 

1988 

4.0 

0.3 

0.1 

0.0 

0.0 

7.0 

190.2 

279.5 

32.9 

33.6 

3.3 

1.4 

1989 

0.8 

0.1 

0.0 

0.0 

0.0 

5.6 

8.6 

104.6 

24.2 

1.2 

0.0 

0.0 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Years 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

1990 

0.0 

0.0 

0.0 

0.0 

0.0 

18.5 

141.1 

425.1 

423.0 

59.4 

8.0 

2.3 

1991 

0.7 

0.3 

0.2 

0.0 

0.0 

0.3 

113.2 

523.4 

51.6 

3.7 

0.9 

0.5 

1992 

0.1 

0.0 

0.0 

0.0 

0.0 

0.0 

23.3 

303.3 

120.3 

7.1 

2.5 

0.7 

1993 

0.1 

0.0 

0.0 

0.0 

0.0 

4.7 

198.0 

361.6 

449.8 

39.5 

7.1 

1.2 


Source : CWC 


Dhaulpur River Gauge Station 

Table Al -8 provides the details of observed Gauge flow data used for Dhaulpur 
River Gauge Station. 


Table Al-8: Dhaulpur River Gauge Station Flow Data and its Status (unit-cumecs) 


Years 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

1976 

94.8 

142.9 

121.5 

185.1 

108.2 

373.9 

943.0 

6,278.0 

6,426.6 

376.7 

298.9 

285.9 

1977 

208.2 

128.3 

102.9 

323.9 

178.7 

445.1 

2,794.3 

4,139.0 

3,345.3 

519.5 

293.4 

267.6 

1978 

260.8 

212.6 

168.7 

125.8 

138.9 

387.6 

2,033.1 

3,287.8 

3,548.4 

222.1 

113.2 

136.1 

1979 

112.0 

124.2 

106.5 

117.1 

88.9 

78.1 

2,006.5 

2,185.7 

110.6 

76.9 

109.0 

186.6 

1980 

147.4 

136.2 

64.9 

44.8 

44.7 

362.9 

1,300.1 

2,564.1 

2,108.1 

101.6 

83.7 

56.1 

1981 

66.1 

34.6 

48.3 

36.7 

44.9 

33.9 

2,058.3 

1,973.1 

516.0 

372.3 

183.2 

141.5 

1982 

170.7 

268.5 

114.2 

127.8 

98.7 

95.2 

589.3 

9,260.6 

1,665.6 

682.4 

446.5 

317.5 

1983 

263.6 

119.0 

95.1 

94.6 

84.8 

85.9 

919.1 

2,309.1 

4,369.8 

516.6 

252.7 

171.3 

1984 

176.8 

90.4 

78.7 

75.7 

72.9 

88.9 

363.0 

3,404.4 

1,789.5 

237.2 

198.0 

305.7 

1985 

196.5 

130.3 

124.8 

105.9 

154.4 

96.1 

433.4 

4,956.7 

2,630.5 

3,555.0 

288.9 

218.9 

1986 

302.8 

315.8 

146.7 

104.1 

59.6 

319.7 

7,239.8 

5,792.2 

527.9 

297.7 

357.9 

297.1 

1987 

274.0 

155.6 

129.1 

144.5 

126.9 

97.0 

404.5 

2,355.8 

2,862.4 

544.5 

229.2 

223.4 

1988 

210.1 

188.2 

160.9 

121.6 

77.0 

175.4 

2,079.4 

2,491.6 

817.3 

790.6 

225.6 

183.5 

1989 

170.4 

164.4 

133.6 

102.5 

50.7 

65.1 

363.5 

2,375.7 

1,031.5 

150.2 

99.3 

98.9 

1990 

118.4 

135.9 

91.2 

68.6 

56.5 

68.9 

2,466.3 

2,834.6 

4,759.4 

1,093.6 

344.9 

273.6 

1991 

215.1 

138.6 

125.6 

95.4 

63.4 

101.5 

1,484.2 

4,295.0 

1,655.9 

183.2 

102.9 

71.1 

1992 

64.7 

103.5 

96.5 

81.9 

71.8 

95.2 

882.5 

2,781.2 

1,357.7 

578.5 

153.9 

141.5 

1993 

120.8 

116.8 

120.5 

98.1 

30.0 

201.8 

1,467.0 

1,892.4 

2,415.9 

598.3 

103.4 

86.6 

1994 

130.3 

76.7 

66.4 

66.6 

61.6 

204.9 

3,396.6 

5,710.1 

3,224.2 

376.8 

184.8 

125.3 

1995 

170.9 

125.7 

130.9 

99.3 

38.1 

97.2 

845.9 

3,162.2 

2,550.4 

254.8 

166.7 

165.8 

1996 

226.7 

164.2 

135.4 

101.0 

160.6 

142.9 

1,963.2 

9,833.1 

5,415.1 

443.0 

221.8 

209.6 

1997 

203.8 

218.3 

186.4 

148.6 

153.5 

178.7 

695.0 

2,039.8 

1,412.0 

296.6 

198.8 

838.3 

1998 

227.5 

146.7 

122.0 

127.0 

183.6 

193.2 

1,270.1 

1,017.1 

1,170.9 

487.4 

207.3 

137.1 

1999 

172.4 

163.6 

166.7 

175.2 

136.8 

167.3 

1,433.8 

2,196.5 

2,088.1 

902.1 

227.0 

191.4 

2000 

105.5 

105.8 

101.4 

91.8 

61.9 

61.2 

2,999.8 

848.3 

436.7 

78.3 

74.7 

84.0 

2001 

54.3 

46.7 

41.2 

35.3 

34.6 

269.3 

3,434.2 

2,155.2 

198.0 

105.2 

73.1 

88.4 

2002 

95.7 

85.5 

58.2 

45.1 

36.7 

37.8 

90.4 

490.1 

633.5 

30.6 

16.8 

8.1 

2003 

9.4 

10.4 

9.8 

7.3 

4.7 

9.8 

866.7 

1,018.5 

1,548.2 

437.7 

98.5 

114.7 

2004 

135.4 

89.8 

32.1 

10.0 

7.2 

8.4 

59.8 

4,619.3 

475.1 

223.3 

109.1 

90.0 

2005 

143.4 

127.3 

93.4 

61.1 

15.4 

12.4 

1,637.7 

537.6 

393.0 

336.0 

161.6 

84.0 


Source : CWC 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Salavad River Gauge Station 

Table Al -9 provides the details of observed Gauge flow data used for Salavad 
River Gauge Station. 


Table Al-9: Salavad River Gauge Station Flow Data and its Status (unit-cumecs) 


Years 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

1977 

5.2 

3.7 

2.5 

1.0 

0.2 

9.2 

93.2 

283.1 

296.8 

32.9 

6.1 

13.2 

1978 

4.3 

2.8 

1.4 

0.3 

0.1 

8.0 

61.8 

314.4 

118.1 

23.9 

3.9 

15.8 

1979 

4.8 

9.0 

3.2 

1.1 

0.1 

4.1 

28.0 

131.5 

21.9 

2.5 

1.1 

4.9 

1980 

0.3 

0.1 

0.0 

0.0 

0.0 

41.2 

44.8 

67.7 

50.9 

4.7 

0.6 

0.1 

1981 

0.0 

0.0 

0.0 

0.0 

0.0 

4.4 

53.9 

156.0 

47.2 

6.1 


2.1 

1982 

1.8 

4.1 

0.3 

0.0 

0.3 

0.6 

52.9 

320.6 

62.2 

6.3 

18.7 

4.9 

1983 

1.5 

1.0 

0.1 

0.0 

0.0 

2.0 

35.7 

69.8 

251.9 

45.7 

7.2 

1.8 

1984 

2.8 

1.3 

0.7 

0.0 

0.0 

2.0 

39.4 

433.5 

96.5 

13.9 

2.4 

2.2 

1985 

2.2 

1.0 

0.0 

0.0 

0.0 

0.0 

0.1 

508.0 

254.2 

283.2 

26.3 

5.2 

1986 

4.3 

3.7 

0.6 

0.0 

0.0 

32.8 

157.0 

554.4 

43.4 

12.3 

1.5 

0.6 

1987 

1.5 

0.2 

0.0 

0.0 

0.0 

0.7 

32.7 

381.2 

66.5 

13.4 

6.1 

1.3 

1988 

0.0 

0.0 

0.0 

0.0 

0.0 

9.8 

77.7 

180.2 

42.8 

107.9 

8.8 

0.2 

1989 

0.0 

0.0 

0.0 

0.0 

0.0 

1.6 

23.6 

96.6 

31.9 

2.1 

0.0 

0.0 

1990 

0.0 

0.0 

0.0 

0.0 

0.0 

5.7 

74.8 

209.9 

351.5 

71.8 

16.7 

2.8 

1991 

0.0 

0.0 

0.0 

0.0 

0.0 

7.2 

135.0 

318.1 

55.6 

4.1 

0.5 

0.0 

1992 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

12.8 

85.4 

44.8 

22.6 

2.1 

0.4 

1993 

0.0 

0.0 

0.0 

0.0 

0.0 

12.9 

256.0 

297.0 

172.6 

65.2 

15.9 

0.3 

1994 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

1995 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

1996 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

451.6 

203.1 

537.1 

26.7 

10.2 

1.1 

1997 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

147.8 

453.9 

126.8 

16.2 

23.5 

205.8 

1998 

0.0 

0.0 

0.0 

0.0 

0.0 

7.7 

274.1 

120.3 

488.5 

79.6 

18.3 

2.4 

1999 

0.0 

0.0 

0.0 

0.0 

0.0 

15.3 

282.0 

92.5 

307.1 

190.0 

17.9 

2.8 

2000 

0.0 

0.0 

0.0 

0.0 

0.0 

2.6 

78.6 

34.4 

14.1 

0.1 

0.0 

0.0 

2001 

0.0 

0.0 

0.0 

0.0 

0.0 

83.0 

149.9 

435.8 

12.9 

5.7 

0.0 

0.0 

2002 

0.0 

0.0 

0.0 

0.0 

0.0 

2.5 

2.8 

22.0 

78.0 

0.3 

0.0 

0.0 

2003 

0.0 

0.0 

0.0 

0.0 

0.0 

1.6 

66.8 

62.3 

219.3 

39.7 

3.7 

0.0 

2004 

0.0 

0.0 

0.0 

0.0 

0.0 

0.4 

96.3 

120.0 

124.1 

32.8 

6.0 

0.0 


Source : CWC 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Pali Ghat River Gauge Station 

Table Al -10 provides the details of observed Gauge flow data used for Pali 
Ghat River Gauge Station. 


Table Al-10: Pali Ghat River Gauge Station Flow Data and its Status (unit-cumecs) 


Years 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

1980 

130.5 

105.6 

23.9 

29.4 

42.3 

223.3 

492.2 

1,247.2 

465.5 

88.4 

71.4 

24.7 

1981 

14.7 

6.0 

16.7 

16.8 

13.2 

20.2 

1,600.4 

1,239.9 

262.3 

83.3 

61.2 

32.2 

1982 

70.1 

101.7 

32.4 

41.0 

45.4 

12.0 

469.5 

4,411.8 

545.5 

103.3 

204.1 

87.3 

1983 

99.3 

29.3 

19.6 

16.3 

12.8 

16.0 

619.3 

1,142.9 

1,831.2 

480.0 

92.9 

59.9 

1984 

73.7 

31.0 

34.4 

25.3 

13.3 

41.6 

211.4 

3,233.6 

1,467.3 

123.5 

100.2 

135.3 

1985 

90.4 

55.5 

58.1 

95.4 

115.9 

24.2 

166.5 

3,241.6 

1,653.4 

1,518.1 

138.9 

76.3 

1986 

114.9 

61.0 

49.9 

25.7 

13.5 

172.7 

1,075.1 

4,221.3 

244.9 

106.1 

154.6 

140.6 

1987 

74.8 

47.2 

50.0 

59.3 

25.7 

52.4 

244.3 

2,384.3 

1,265.4 

359.6 

84.6 

94.2 

1988 

78.2 

74.1 

67.1 

34.6 

11.6 

106.7 

1,186.9 

1,655.4 

259.7 

317.7 

86.6 

92.6 

1989 

88.7 

53.1 

78.8 

45.6 

10.7 

32.4 

138.2 

1,068.1 

341.7 

77.0 

72.1 

86.6 

1990 

68.6 

66.6 

23.3 

11.0 

8.0 

176.5 

1,119.6 

1,652.1 

2,596.5 

317.1 

89.8 

158.4 

1991 

95.2 

79.5 

61.5 

40.6 

12.4 

24.6 

1,293.2 

3,909.8 

1,000.8 

94.6 

86.5 

89.3 

1992 

72.4 

57.4 

43.8 

20.6 

15.3 

33.8 

474.3 

1,702.3 

671.7 

371.3 

91.4 

81.1 

1993 

70.5 

66.6 

80.5 

60.9 

13.4 

140.3 

711.4 

1,461.1 

1,590.6 

384.7 

139.5 

75.5 


Source : CWC 


Manderail River Gauge Station 

Table Al -11 provides the details of observed Gauge flow data used for 
Manderail River Gauge Station. 


Table Al-11: Manderail River Gauge Station Flow Data and its Status (unit-cumecs) 


Years 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

1994 

137.6 

127.8 

110.7 

84.9 

37.3 

96.3 

2,308.9 

3,776.4 

1,702.7 

196.7 

155.0 

144.2 

1995 

115.6 

117.6 

143.5 

116.9 

45.4 

106.9 

475.8 

2,557.9 

2,503.8 

190.5 

155.9 

166.5 

1996 

203.0 

164.1 

143.2 

124.2 

145.5 

152.9 

2,149.5 

9,661.9 

3,937.8 

265.1 

191.0 

167.0 

1997 

159.5 

156.1 

136.7 

132.7 

123.7 

155.2 

699.9 

1,820.8 

1,214.5 

311.3 

196.4 

836.4 

1998 

290.0 

176.4 

139.2 

136.2 

165.8 

190.5 

1,243.0 

914.6 

824.0 

410.5 

180.1 

103.1 

1999 

116.3 

108.8 

111.2 

115.1 

90.7 

104.6 

2,106.2 

1,353.3 

1,245.0 

282.7 

42.5 

51.6 

2000 

57.9 

57.5 

54.1 

37.2 

18.4 

38.0 

3,175.0 

277.3 

164.7 

44.7 

47.0 

26.3 

2001 

22.3 

14.6 

10.0 

8.8 

8.3 

144.4 

2,434.9 

1,402.5 

52.3 

45.8 

32.0 

44.2 

2002 

57.6 

43.6 

31.2 

25.2 

15.1 

17.4 

52.4 

380.8 

640.9 

48.4 

47.5 

20.8 

2003 

11.0 

9.9 

8.7 

13.1 

21.7 

48.0 

674.1 

936.1 

1,007.8 

368.7 

14.4 

33.9 

2004 

44.3 

43.6 

16.1 

6.7 

2.5 

44.2 

106.6 

4,281.3 

246.4 

138.0 

65.1 

79.8 

2005 

85.3 

79.9 

73.2 

24.1 

8.1 

10.5 

2,377.8 

494.1 

307.9 

79.4 

56.8 

66.1 

2006 

62.7 

78.4 

31.8 

12.9 

7.5 

16.8 

185.0 

6,813.6 

5,819.6 

199.3 

145.5 

145.7 

2007 

152.9 

151.2 

137.6 

137.6 

126.8 

122.6 

1,086.6 

754.3 

316.1 

92.6 

32.4 

44.4 

2008 

44.4 

42.4 

38.5 

22.2 

10.1 

396.2 

784.9 

806.6 

366.4 

113.9 

75.2 

101.2 

2009 

109.3 

89.8 

32.4 

15.6 

14.7 

20.3 

519.0 

128.5 

204.3 

78.9 

26.6 

22.8 

2010 

34.1 

20.9 

13.5 

9.0 

6.7 

5.9 

5.0 

0.0 

0.0 

0.0 

0.0 

136.6 


Source : CWC 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table Al-12: Simulated-Observed values at various calibration location sites in Chambal Basin 


Month-Year 

Dhaulpur 

Manderail 

Palighat 

Khatoli 

Barod 

Sangod 

iandhisagar 

Aklera 

Salavad 

inohar Thana 


Simulated(Observed) flows, cumecs 

Jan-73 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Feb-73 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Mar-73 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Apr-73 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

May-73 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Jun-73 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Jul-73 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Aug-73 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Sep-73 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Oct-73 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Nov-73 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Dec-73 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Jan-74 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Feb-74 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Mar-74 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Apr-74 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

May-74 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Jun-74 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Jul-74 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Aug-74 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Sep-74 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Oct-74 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Nov-74 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Dec-74 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Jan-75 

- 

- 

- 

- 

12.13 (11.83) 

- 

- 

- 

- 

- 

Feb-75 

- 

- 

- 

- 

9.86 (7.25) 

- 

- 

- 

- 

- 

Mar-75 

- 

- 

- 

- 

5.51 (4.06) 

- 

- 

- 

- 

- 

Apr-75 

- 

- 

- 

- 

3.21 (2.07) 

- 

- 

- 

- 

- 

May-75 

- 

- 

- 

- 

0.74 (0.84) 

- 

- 

- 

- 

- 

Jun-75 

- 

- 

- 

- 

30.45 ( 18.29) 

- 

- 

- 

- 

- 

Jul-75 

- 

- 

- 

- 

274.90 (307.25) 

- 

- 

- 

- 

- 
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Month-Year 

Dhaulpur 

Manderail 

Palighat 

Khatoli 

Barod 

Sangod 

iandhisagar 

Aklera 

Salavad 

inohar Thana 

Aug-75 

- 

- 

- 

- 

1254.00 ( 
1063.86) 

- 

- 

- 

- 

- 

Sep-75 

- 

- 

- 

- 

1063.00 ( 
1094.32) 

- 

- 

- 

- 

- 

Oct-75 

- 

- 

- 

- 

214.30 (390.55) 

- 

- 

- 

- 

- 

Nov-75 

- 

- 

- 

- 

30.30 (58.57) 

- 

- 

- 

- 

- 

Dec-75 

- 

- 

- 

- 

18.86 (18.12) 

- 

- 

- 

- 

- 

Jan-76 

- 

- 

- 

- 

14.72 (10.53) 

- 

0.00 (36.69) 

0.00 (0.00) 

- 

- 

Feb-76 

- 

- 

- 

- 

11.12 (9.89) 

- 

0.00 (22.33) 

0.00 (0.00) 

- 

- 

Mar-76 

- 

- 

- 

- 

6.81 (6.56) 

- 

0.00 (21.75) 

0.00 (0.00) 

- 

- 

Apr-76 

- 

- 

- 

- 

4.43 (4.56) 

- 

0.00 (35.96) 

0.00 (0.00) 

- 

- 

May-76 

- 

- 

- 

- 

1.60 ( 1.75) 

- 

0.00 (54.33) 

0.00 (0.00) 

- 

- 

Jun-76 

- 

- 

- 

- 

136.10 (140.03) 

- 

98.79 (72.03) 

0.00 (0.00) 

- 

- 

Jul-76 

- 

- 

- 

- 

192.50 ( 109.28) 

- 

330.00 (267.79) 

8.81 (0.00) 

- 

- 

Aug-76 

- 

- 

- 

- 

1043.00 ( 
890.84) 

- 

2157.00 ( 
2033.62) 

79.41 (79.04) 

- 

- 

Sep-76 

- 

- 

- 

- 

670.20 (857.82) 

- 

935.50 ( 
1321.43) 

94.65 (82.54) 

- 

- 

Oct-76 

- 

- 

- 

- 

55.21 (85.59) 

- 

0.97 (43.56) 

0.00 (14.40) 

- 

- 

Nov-76 

- 

- 

- 

- 

56.02 (46.84) 

- 

232.90 ( 143.83) 

0.00 (7.18) 

- 

- 

Dec-76 

- 

- 

- 

- 

34.62 (31.34) 

- 

0.00 (31.10) 

0.00 (4.03) 

- 

- 

Jan-77 

- 

- 

- 

- 

12.91 (12.69) 

- 

0.00 (12.50) 

0.00 (1.82) 

0.00 (5.23) 

- 

Feb-77 

- 

- 

- 

- 

10.18 (7.34) 

- 

0.00 (13.55) 

0.00 (1.03) 

0.00 (3.68) 

- 

Mar-77 

- 

- 

- 

- 

6.32 (6.10) 

- 

0.00 (8.42) 

0.00 (0.42) 

0.00 (2.46) 

- 

Apr-77 

- 

- 

- 

- 

3.62 (2.45) 

- 

0.00 (5.45) 

0.00 (0.08) 

0.00 (1.04) 

- 

May-77 

- 

- 

- 

- 

1.68 (1.44) 

- 

0.00 (11.06) 

0.00 (0.04) 

0.00 (0.15) 

- 

Jun-77 

- 

- 

- 

- 

31.93 (76.78) 

- 

38.25 (72.15) 

0.00 ( 10.22) 

0.00 (9.22) 

- 

Jul-77 

- 

- 

- 

- 

477.10 (425.20) 

- 

507.80 (366.65) 

333.60 ( 
95.53) 

188.70 (93.15) 

- 

Aug-77 

- 

- 

- 

- 

651.50 (748.65) 

- 

941.20 (895.49) 

162.00 ( 
223.06) 

227.70 (283.08) 

- 

Sep-77 

- 

- 

- 

- 

537.50 (764.05) 

- 

781.90 ( 
1160.83) 

117.10 ( 
184.83) 

152.00 (296.84) 

- 

Oct-77 

- 

- 

- 

- 

46.55 (241.20) 

- 

6.82 (63.40) 

0.00 (19.68) 

0.00 (32.93) 

- 
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Month-Year 

Dhaulpur 

Manderail 

Palighat 

Khatoli 

Barod 

Sangod 

iandhisagar 

Aklera 

Salavad 

inohar Thana 

Nov-77 

- 

- 

- 

- 

31.00 (56.93) 

- 

0.18 (1.01) 

0.00 (4.86) 

0.00 (6.06) 

- 

Dec-77 

- 

- 

- 

- 

12.60 (56.79) 

- 

0.00 (43.20) 

0.00 (6.76) 

0.00 (13.18) 

- 

Jan-78 

- 

- 

- 

- 

10.09 (36.66) 

- 

0.00 (16.39) 

0.00 (2.24) 

0.00 (4.29) 

0.00 (0.00) 

Feb-78 

- 

- 

- 

- 

8.21 (23.43) 

- 

0.00 ( 1.67) 

0.00 (1.37) 

0.00 (2.81) 

0.00 (0.00) 

Mar-78 

- 

- 

- 

- 

4.96 ( 10.27) 

- 

0.00 (14.05) 

0.00 (0.57) 

0.00 ( 1.42) 

0.00 (0.00) 

Apr-78 

- 

- 

- 

- 

2.67 ( 1.49) 

- 

0.00 (23.74) 

0.00 (0.30) 

0.00 (0.31) 

0.00 (0.00) 

May-78 

- 

- 

- 

- 

0.25 (0.74) 

- 

0.00 ( 15.70) 

0.00 (0.04) 

0.00 (0.07) 

0.00 (0.00) 

Jun-78 

- 

- 

- 

- 

75.66 (24.76) 

- 

3.30 (48.45) 

15.37 (29.22) 

0.00 (7.95) 

8.36 (23.43) 

Jul-78 

- 

- 

- 

- 

541.30 (339.59) 

- 

547.20 (382.18) 

253.60 ( 
162.87) 

295.60 (61.79) 

72.62 (69.03) 

Aug-78 

- 

- 

- 

- 

727.20 (658.82) 

- 

2101.00 ( 
1463.13) 

126.90 ( 
170.43) 

518.30 (314.37) 

51.90 ( 125.27) 

Sep-78 

- 

- 

- 

- 

537.60 (341.30) 

- 

137.30 (623.95) 

21.35 ( 
186.47) 

101.30 (118.06) 

9.96 (38.68) 

Oct-78 

- 

- 

- 

- 

36.92 (44.48) 

- 

0.00 (38.80) 

0.00 (15.16) 

0.00 (23.86) 

0.27 (0.00) 

Nov-78 

- 

- 

- 

- 

15.83 (7.85) 

- 

0.04 (1.19) 

0.00 (5.70) 

0.00 (3.90) 

0.00 (0.00) 

Dec-78 

- 

- 

- 

- 

19.57 (21.65) 

- 

10.73 (6.70) 

3.17 (6.54) 

0.00 ( 15.76) 

3.03 (0.00) 

Jan-79 

- 

- 

- 

9.44 (13.91) 

11.81 (9.21) 

3.22 (2.52) 

0.00 (0.21) 

0.00 (3.76) 

0.00 (4.82) 

0.15 (0.00) 

Feb-79 

- 

- 

- 

8.21(21.13) 

9.75 ( 12.23) 

2.76 (3.49) 

0.00 (2.66) 

0.00 (4.45) 

0.00 (9.01) 

0.00 (0.00) 

Mar-79 

- 

- 

- 

4.84 (10.79) 

5.84 (9.79) 

1.68 (3.88) 

0.00 (7.37) 

0.00 (3.34) 

0.00 (3.21) 

0.00 (0.00) 

Apr-79 

- 

- 

- 

2.49 (4.52) 

3.15 (4.09) 

1.05 (1.37) 

0.00 (21.89) 

0.00 (1.03) 

0.00 (1.12) 

0.00 (0.00) 

May-79 

- 

- 

- 

1.03 (2.36) 

1.16 (1.08) 

0.49 (0.25) 

0.00 (21.83) 

0.00 (0.15) 

0.00 (0.11) 

0.00 (0.00) 

Jun-79 

- 

- 

- 

1.54 (1.25) 

7.17 (10.19) 

5.88 (1.79) 

53.77 (80.18) 

0.00 (1.18) 

0.00 (4.09) 

0.00 (1.11) 

Jul-79 

- 

- 

- 

221.10 ( 
180.65) 

75.63 ( 128.56) 

17.04 (15.61) 

0.13 (73.04) 

4.60 (7.33) 

1.70 (28.04) 

5.33 (0.49) 

Aug-79 

- 

- 

- 

202.40 ( 
205.24) 

478.10 (485.78) 

224.90 ( 
208.65) 

1210.00 ( 
762.09) 

303.60 ( 
194.18) 

34.43 (131.53) 

73.07 (3.56) 

Sep-79 

- 

- 

- 

23.33 (8.89) 

31.80 (22.74) 

3.91 (6.10) 

0.77 (32.65) 

1.87 (3.08) 

0.00 (21.91) 

3.48 (0.04) 

Oct-79 

- 

- 

- 

9.50 (4.79) 

10.27 (5.84) 

2.57 (0.49) 

0.00 (11.64) 

0.00 (1.56) 

0.00 (2.54) 

0.07 (0.00) 

Nov-79 

- 

- 

- 

56.99 (16.99) 

116.80 (25.42) 

17.47 (3.30) 

52.33 (32.76) 

6.52 (0.68) 

40.99 (1.08) 

3.68 (0.00) 

Dec-79 

- 

- 

- 

34.82 (46.44) 

67.89 (11.00) 

5.12 (3.78) 

0.00 (21.75) 

0.00 (0.99) 

0.00 (4.89) 

0.24 (0.00) 

Jan-80 

- 

- 

44.19 (130.45) 

12.47 (14.52) 

12.99 (6.54) 

2.96 (1.04) 

0.00 (2.04) 

0.00 (0.38) 

0.00 (0.34) 

0.06 (0.00) 

Feb-80 

- 

- 

26.84 (105.56) 

5.36 (11.51) 

8.76 (3.91) 

2.29 (0.37) 

0.00 (0.70) 

0.00 (0.15) 

0.00 (0.08) 

0.00 (0.00) 

Mar-80 

- 

- 

16.87 (23.90) 

3.34 (8.44) 

5.39 (2.62) 

1.46 (0.08) 

0.00 (7.01) 

0.00 (0.00) 

0.00 (0.00) 

0.00 (0.00) 
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Month-Year 

Dhaulpur 

Manderail 

Palighat 

Khatoli 

Barod 

Sangod 

iandhisagar 

Aklera 

Salavad 

inohar Thana 

Apr-80 

- 

- 

9.55 (29.41) 

1.68(3.19) 

3.07 (1.10) 

0.93 (0.07) 

0.00 (16.58) 

0.00 (0.00) 

0.00 (0.00) 

0.00 (0.00) 

May-80 

- 

- 

4.27 (42.33) 

0.14 (0.65) 

0.46 (0.34) 

0.36 (0.04) 

0.00 (4.59) 

0.00 (0.00) 

0.00 (0.00) 

0.00 (0.00) 

Jun-80 

- 

- 

95.26 (223.29) 

45.37 (11.78) 

16.25 (97.74) 

11.81 (71.73) 

130.60 (204.63) 

32.59 (0.00) 

1.02 (41.20) 

16.00 (0.70) 

Jul-80 

- 

- 

344.70 (492.21) 

155.40 ( 
285.91) 

77.02 ( 137.03) 

19.40 (67.26) 

155.00 (222.70) 

28.28 (60.34) 

2.44 (44.77) 

14.34 (0.87) 

Aug-80 

- 

- 

1114.00 ( 
1247.24) 

551.00 ( 
867.92) 

442.10 (333.37) 

246.30 ( 
348.52) 

725.30 (530.16) 

358.20 ( 
234.12) 

65.05 (67.73) 

108.30 (14.75) 

Sep-80 

- 

- 

269.90 (465.54) 

65.11 ( 
179.17) 

166.90 (184.38) 

7.51 (140.36) 

159.40 (356.71) 

5.03 (93.86) 

15.07 (50.85) 

2.99 (2.47) 

Oct-80 

- 

- 

59.49 (88.39) 

21.06 (12.77) 

17.80 (11.13) 

3.31(4.15) 

0.00 (2.64) 

0.00 (5.89) 

0.00 (4.67) 

0.00 (0.00) 

Nov-80 

- 

- 

38.92 (71.44) 

11.10 (15.85) 

10.22 (4.64) 

3.02 (0.07) 

0.00 (3.40) 

0.00 ( 1.29) 

0.00 (0.62) 

0.00 (0.00) 

Dec-80 

- 

- 

34.39 (24.66) 

8.87 (12.27) 

9.37 (3.08) 

2.83 (0.08) 

0.00 (28.54) 

0.00 (0.42) 

0.00 (0.11) 

0.00 (0.00) 

Jan-81 

- 

- 

27.75 (14.71) 

7.02 (17.94) 

7.66(4.26) 

2.33 (0.23) 

0.00 (5.79) 

0.00 (0.23) 

0.00 (0.00) 

0.00 (0.00) 

Feb-81 

- 

- 

20.45 (5.97) 

4.30 (5.47) 

6.06 ( 1.98) 

1.91(0.28) 

0.00 (20.55) 

0.00 (0.08) 

0.00 (0.00) 

0.00 (0.00) 

Mar-81 

- 

- 

13.67 (16.68) 

3.02 (7.07) 

3.69 ( 1.63) 

1.23(0.16) 

0.00 (0.58) 

0.00 (0.00) 

0.00 (0.00) 

0.00 (0.00) 

Apr-81 

- 

- 

6.92 (16.83) 

1.32 (1.10) 

1.56 (0.46) 

0.77 (0.07) 

0.00 (2.10) 

0.00 (0.00) 

0.00 (0.00) 

0.00 (0.00) 

May-81 

- 

- 

4.61 (13.22) 

0.51 (0.49) 

0.43 (0.15) 

0.39 (0.04) 

0.00 ( 11.28) 

0.00 (0.00) 

0.00 (0.00) 

0.00 (0.00) 

Jun-81 

- 

- 

16.28 (20.18) 

7.19(0.76) 

1.56 (6.16) 

0.38 (0.86) 

3.39 (34.79) 

0.00 (5.74) 

0.00 (4.36) 

0.00 ( 1.82) 

Jul-81 

- 

- 

1114.00 ( 
1600.37) 

460.00 ( 
500.50) 

281.70 (231.57) 

85.30 ( 
121.73) 

404.00 ( 178.77) 

1.11 (33.06) 

12.54 (53.91) 

1.75 (32.96) 

Aug-81 

- 

- 

829.10 (1239.94) 

333.50 ( 
615.98) 

378.80 (510.87) 

140.20 ( 
121.03) 

1160.00 ( 
880.11) 

173.10 ( 
191.94) 

102.50 ( 156.03) 

47.90 (74.45) 

Sep-81 

- 

- 

265.70 (262.31) 

70.54 (78.74) 

109.00 (139.54) 

42.77 (65.65) 

88.57 ( 172.34) 

0.00 (41.95) 

0.00 (47.15) 

1.11 (23.28) 

Oct-81 

- 

- 

84.03 (83.26) 

23.08 (20.60) 

26.88 (24.89) 

5.97 (7.57) 

44.25 (41.62) 

0.00 (5.47) 

0.00 (6.05) 

0.05 (0.00) 

Nov-81 

- 

- 

244.00 (61.22) 

57.98 (17.97) 

156.50 (29.56) 

21.00(5.51) 

75.62 (51.55) 

0.61 (2.09) 

25.92 (6.33) 

1.46 (0.00) 

Dec-81 

- 

- 

44.13 (32.19) 

10.80 (7.03) 

14.69 (9.73) 

3.54 (1.55) 

0.00 (21.21) 

0.00 (0.53) 

0.00 (2.05) 

0.00 (0.00) 

Jan-82 

- 

- 

36.72 (70.07) 

8.46 (9.08) 

9.47 (7.98) 

2.91(0.71) 

0.00 (30.56) 

- 

0.00 (1.83) 

0.00 (0.00) 

Feb-82 

- 

- 

26.50 (101.73) 

5.90 (16.64) 

7.66 ( 11.86) 

2.44 (2.93) 

0.00 (25.05) 

- 

0.00 (4.13) 

0.00 (0.00) 

Mar-82 

- 

- 

16.77 (32.38) 

3.19 (14.90) 

4.62 (4.18) 

1.55 (0.65) 

0.00 (14.27) 

- 

0.00 (0.26) 

0.00 (0.00) 

Apr-82 

- 

- 

10.05 (41.04) 

1.72 (11.48) 

2.40 ( 1.29) 

1.06 (0.12) 

0.00 (72.43) 

- 

0.00 (0.00) 

0.00 (0.00) 

May-82 

- 

- 

5.71 (45.37) 

0.61 (3.42) 

0.33 (0.80) 

0.43 (0.06) 

0.00 (14.43) 

- 

0.00 (0.26) 

0.00 (0.00) 

Jun-82 

- 

- 

5.64 (12.01) 

1.64 (0.76) 

0.61 (0.84) 

0.39 (0.06) 

0.00 ( 13.79) 

- 

0.00 (0.62) 

0.00 (0.00) 

Jul-82 

- 

- 

426.00 (469.49) 

66.49 ( 
101.92) 

228.10 (222.83) 

41.41 (93.17) 

229.00 ( 135.17) 

- 

205.20 (52.94) 

27.66 (31.96) 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Month-Year 

Dhaulpur 

Manderail 

Palighat 

Khatoli 

Barod 

Sangod 

iandhisagar 

Aklera 

Salavad 

inohar Thana 

Aug-82 

- 

- 

5419.00 ( 
4411.80) 

2278.00 ( 
2342.28) 

2607.00 ( 
2975.21) 

1386.00 ( 
1189.56) 

565.90 (586.16) 

- 

417.50 (320.64) 

328.80 (486.62) 

Sep-82 

- 

- 

1306.00 (545.49) 

545.70 ( 
244.91) 

548.00 (199.46) 

272.80 ( 
179.74) 

3.24 (80.41) 

- 

5.40 (62.23) 

13.47 (53.07) 

Oct-82 

- 

- 

130.30 (103.25) 

39.16 (36.56) 

35.24 (30.13) 

6.57 (14.63) 

0.72 (4.15) 

- 

0.00 (6.27) 

0.26 (0.00) 

Nov-82 

- 

- 

364.20 (204.10) 

56.78 (55.56) 

209.20 (73.49) 

23.36 (19.32) 

214.50 (73.06) 

- 

64.41 ( 18.67) 

7.89 (0.00) 

Dec-82 

- 

- 

90.12 (87.32) 

15.97 (15.58) 

36.63 (28.84) 

4.70 (7.09) 

0.00 (25.81) 

- 

0.00 (4.85) 

0.00 (0.00) 

Jan-83 

- 

- 

44.09 (99.33) 

- 

14.35 (11.13) 

3.56 (1.49) 

0.00 (5.79) 

0.00 (1.10) 

0.00 (1.53) 

0.00 (0.00) 

Feb-83 

- 

- 

33.68 (29.34) 

- 

11.27 (5.09) 

2.96 (0.67) 

0.00 (12.64) 

0.00 (0.72) 

0.00 (0.95) 

0.00 (0.00) 

Mar-83 

- 

- 

21.16 (19.61) 

- 

7.01 (4.29) 

1.91 (0.53) 

0.00 (14.25) 

0.00 (0.27) 

0.00 (0.11) 

0.00 (0.00) 

Apr-83 

- 

- 

16.65 (16.34) 

- 

4.72 (2.05) 

1.47 (0.16) 

0.00 (10.59) 

0.00 (0.04) 

0.00 (0.00) 

0.00 (0.00) 

May-83 

- 

- 

7.29 (12.84) 

- 

1.77 (3.04) 

0.75 (0.16) 

0.00 (7.94) 

0.00 (0.00) 

0.00 (0.00) 

0.00 (0.00) 

Jun-83 

- 

- 

13.89 (16.00) 

- 

3.12 (1.22) 

0.96 (0.80) 

5.96 (24.85) 

0.00 (3.50) 

0.00 (2.04) 

0.00 (5.01) 

Jul-83 

- 

- 

161.80 (619.32) 

- 

42.50 (207.29) 

15.11 (94.79) 

213.70 ( 151.70) 

0.00 (94.85) 

16.38 (35.66) 

0.00 (48.31) 

Aug-83 

- 

- 

1124.00 ( 
1142.85) 

- 

741.80 (668.08) 

118.40 ( 
145.72) 

865.10 (497.51) 

183.30 ( 
132.35) 

512.80 (69.82) 

62.29 (52.88) 

Sep-83 

- 

- 

1721.00 ( 
1831.22) 

- 

950.20 (971.47) 

382.80 ( 
607.18) 

172.10 (402.78) 

349.20 ( 
353.40) 

146.70 (251.89) 

101.10 (83.89) 

Oct-83 

- 

- 

244.20 (479.98) 

- 

108.70 ( 173.05) 

13.26 (68.92) 

88.47 ( 114.74) 

35.20 (48.60) 

28.87 (45.74) 

17.01 (0.00) 

Nov-83 

- 

- 

75.06 (92.87) 

- 

22.28 (38.23) 

4.14 (2.46) 

0.00 (26.38) 

0.00 (7.83) 

0.00 (7.21) 

0.41 (0.00) 

Dec-83 

- 

- 

50.67 (59.89) 

- 

13.63 (14.14) 

3.59 (0.78) 

0.00 (15.08) 

0.00 (2.81) 

0.00 ( 1.75) 

0.00 (0.00) 

Jan-84 

- 

- 

40.40 (73.68) 

9.82 (26.75) 

10.88 (12.12) 

2.99 (1.75) 

0.00 (0.98) 

0.00 (2.36) 

0.00 (2.76) 

0.00 (0.00) 

Feb-84 

- 

- 

28.64 (31.01) 

5.38 (17.02) 

8.50 (5.81) 

2.36 (0.93) 

0.00 (15.81) 

0.00 (1.82) 

0.00 (1.28) 

0.00 (0.00) 

Mar-84 

- 

- 

18.24 (34.35) 

3.41 (13.60) 

5.07 (4.18) 

1.52 (0.45) 

0.00 (39.60) 

0.00 (1.37) 

0.00 (0.67) 

0.00 (0.00) 

Apr-84 

- 

- 

10.30 (25.27) 

1.63 (19.61) 

2.78 (3.19) 

0.99 (0.15) 

0.00 (9.85) 

0.00 (0.15) 

0.00 (0.00) 

0.00 (0.00) 

May-84 

- 

- 

4.78 (13.34) 

0.22 (1.86) 

0.26 ( 1.56) 

0.36 (0.07) 

0.00 (11.21) 

0.00 (0.00) 

0.00 (0.00) 

0.00 (0.00) 

Jun-84 

- 

- 

27.13(41.61) 

14.60 (20.25) 

9.43 (14.14) 

4.54 (5.60) 

0.00 ( 15.76) 

0.00 (1.82) 

2.27 (2.04) 

0.93 (4.44) 

Jul-84 

- 

- 

151.60 (211.43) 

18.72 (26.75) 

125.70 ( 108.49) 

6.99 (23.98) 

62.99 (77.26) 

0.00 (20.75) 

48.46 (39.43) 

0.00 ( 15.79) 

Aug-84 

- 

- 

2067.00 ( 
3233.61) 

559.00 ( 
1010.19) 

1392.00 ( 
2031.67) 

414.40 ( 
1008.88) 

2867.00 ( 
2436.04) 

439.70 ( 
564.07) 

667.10 (433.51) 

116.30 (64.76) 

Sep-84 

- 

- 

1676.00 ( 
1467.29) 

599.60 ( 
585.05) 

799.80 (412.38) 

268.40 ( 
283.65) 

84.17 ( 115.07) 

210.90 ( 
90.90) 

39.24 (96.45) 

64.96 (38.83) 

Oct-84 

- 

- 

122.60 (123.54) 

35.45 (33.59) 

36.92 (46.06) 

5.80 (15.36) 

0.00 ( 1.97) 

0.00 (10.64) 

0.00 (13.89) 

0.55 (0.00) 

Nov-84 

- 

- 

46.28 (100.21) 

13.58 (45.26) 

14.41 (17.10) 

4.17 (3.95) 

0.00 (3.17) 

0.00 (5.02) 

0.00 (2.35) 

0.07 (0.00) 


App. CHM-IN-24740-R13-073 July, 2014 

Surface and Groundwater Availability 
314 



















































STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Month-Year 

Dhaulpur 

Manderail 

Palighat 

Khatoli 

Barod 

Sangod 

iandhisagar 

Aklera 

Salavad 

inohar Thana 

Dec-84 

- 

- 

35.66 (135.32) 

7.78 (14.93) 

12.20 (9.35) 

3.62 (1.13) 

0.00 (3.37) 

0.00 (1.48) 

0.00 (2.20) 

0.00 (0.00) 

Jan-85 

- 

- 

28.25 (90.40) 

5.26 (19.80) 

9.96 (6.46) 

2.97 (0.66) 

0.00 (1.34) 

0.00 (0.61) 

0.00 (2.20) 

0.00 (0.00) 

Feb-85 

- 

- 

22.48 (55.52) 

3.89 (14.33) 

7.99 (2.77) 

2.42 (0.41) 

0.00 (8.53) 

0.00 (0.61) 

0.00 (0.99) 

0.00 (0.00) 

Mar-85 

- 

- 

12.72 (58.14) 

2.10 (15.50) 

4.36 (2.36) 

1.45 (0.36) 

0.00 (25.17) 

0.00 (0.49) 

0.00 (0.04) 

0.00 (0.00) 

Apr-85 

- 

- 

7.73 (95.42) 

0.98 (7.68) 

2.59 (0.30) 

1.02(0.21) 

0.00 (3.42) 

0.00 (0.23) 

0.00 (0.00) 

0.00 (0.00) 

May-85 

- 

- 

3.77 (115.94) 

0.17(2.17) 

0.36 (0.00) 

0.41 (0.08) 

0.00 (12.32) 

0.00 (0.00) 

0.00 (0.00) 

0.00 (0.00) 

Jun-85 

- 

- 

4.31 (24.21) 

0.42 (3.34) 

1.76 (0.27) 

0.77 (0.05) 

0.00 (6.12) 

0.00 (0.00) 

0.00 (0.00) 

0.00 (0.00) 

Jul-85 

- 

- 

109.90 (166.52) 

11.34 (27.06) 

66.01 (23.03) 

11.85 (1.09) 

4.45 (16.53) 

0.60 (0.15) 

2.67 (0.11) 

0.75 (3.77) 

Aug-85 

- 

- 

3856.00 ( 
3241.55) 

1301.00 ( 
1136.88) 

2379.00 ( 
1693.20) 

968.30 ( 
882.25) 

772.30 (603.55) 

900.20 ( 
879.21) 

770.60 (507.99) 

218.90 ( 177.72) 

Sep-85 

- 

- 

642.30 (1653.38) 

177.10 ( 
509.24) 

368.40 (713.91) 

91.66 ( 
717.11) 

118.60 ( 128.98) 

145.80 ( 
793.82) 

42.71 (254.24) 

46.47 (217.45) 

Oct-85 

- 

- 

1402.00 ( 
1518.06) 

406.50 ( 
541.99) 

813.80 (603.52) 

267.80 ( 
534.44) 

453.80 (410.49) 

288.00 ( 
577.60) 

79.37 (283.23) 

79.09 (0.00) 

Nov-85 

- 

- 

121.60 (138.93) 

27.31 (53.62) 

50.83 (69.24) 

3.84 (22.89) 

0.00 ( 10.66) 

0.00 (20.60) 

0.00 (26.27) 

0.02 (0.00) 

Dec-85 

- 

- 

47.86 (76.34) 

11.47 (27.40) 

15.63 (27.78) 

3.30 (9.03) 

0.30 (12.46) 

0.00 (6.23) 

0.00 (5.19) 

0.00 (0.00) 

Jan-86 

- 

- 

35.94 (114.87) 

6.88 (21.81) 

12.03 (16.30) 

2.76 (2.99) 

0.00 (5.01) 

0.00 (3.12) 

0.00 (4.26) 

0.00 (0.00) 

Feb-86 

- 

- 

48.44 (61.03) 

16.78 (32.98) 

12.17 (24.28) 

3.79 (8.05) 

0.00 (25.32) 

4.71 (4.94) 

0.00 (3.68) 

5.01 (0.00) 

Mar-86 

- 

- 

19.98 (49.93) 

4.38 (18.73) 

6.16 (10.72) 

1.49 (1.35) 

0.00 (2.51) 

0.00 (1.48) 

0.00 (0.60) 

0.00 (0.00) 

Apr-86 

- 

- 

10.49 (25.65) 

1.56 (9.39) 

3.42 (4.79) 

0.94 (0.93) 

0.00 (8.73) 

0.00 (0.34) 

0.00 (0.00) 

0.00 (0.00) 

May-86 

- 

- 

5.64 (13.45) 

0.25 (8.28) 

1.42 (0.72) 

0.48 (0.52) 

0.00 (6.01) 

0.00 (0.04) 

0.00 (0.00) 

0.00 (0.00) 

Jun-86 

- 

- 

102.40 (172.67) 

9.14 (57.87) 

76.52 (81.47) 

6.89 (32.21) 

0.65 (38.45) 

27.00 (27.78) 

30.50 (32.83) 

13.37 (8.36) 

Jul-86 

- 

- 

4079.00 ( 
1075.13) 

1208.00 ( 
1534.55) 

2320.00 ( 
3997.18) 

620.40 ( 
946.41) 

2110.00 ( 
1753.95) 

760.70 ( 
1037.32) 

1303.00 ( 
156.96) 

197.50 (207.70) 

Aug-86 

- 

- 

4347.00 ( 
4221.27) 

1012.00 ( 
943.20) 

2459.00 ( 
2760.78) 

668.70 ( 
418.37) 

1251.00 ( 
2062.64) 

324.40 ( 
379.62) 

341.70 (554.36) 

95.89 ( 103.05) 

Sep-86 

- 

- 

847.20 (244.87) 

52.06 (59.28) 

187.30 ( 120.46) 

8.58 (35.70) 

1.88 (2.62) 

0.00 (22.42) 

0.00 (43.44) 

1.62 (18.41) 

Oct-86 

- 

- 

179.50 (106.10) 

18.89 (15.50) 

25.32 (46.40) 

4.43 (7.86) 

0.00 (19.05) 

0.00 (3.91) 

0.00 (12.25) 

0.17 (0.00) 

Nov-86 

- 

- 

54.67 (154.62) 

10.06 (17.59) 

15.60 (17.10) 

3.87 (0.95) 

0.00 ( 13.27) 

0.00 (1.37) 

0.00 (1.50) 

0.00 (0.00) 

Dec-86 

- 

- 

44.37 (140.56) 

7.08 (17.02) 

13.50 (7.71) 

3.42 (0.46) 

0.00 (1.88) 

0.00 (1.60) 

0.00 (0.63) 

0.00 (0.00) 

Jan-87 

- 

- 

36.30 (74.78) 

6.11 (15.66) 

11.30 (7.87) 

3.10 (0.46) 

0.00 (0.14) 

0.00 (2.28) 

0.00 (1.53) 

- 

Feb-87 

- 

- 

27.43 (47.20) 

4.01 (12.31) 

8.74 (6.04) 

2.30 (0.24) 

0.00 (8.57) 

0.00 (0.95) 

0.00 (0.17) 

- 

Mar-87 

- 

- 

16.66 (49.97) 

2.28 (12.01) 

5.06 (4.29) 

1.43 (0.26) 

0.00 (31.80) 

0.00 (0.34) 

0.00 (0.00) 

- 

Apr-87 

- 

- 

9.78 (59.28) 

1.04 (10.18) 

3.03 (1.94) 

0.97 (0.14) 

0.00 ( 1.27) 

0.00 (0.00) 

0.00 (0.00) 

- 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Month-Year 

Dhaulpur 

Manderail 

Palighat 

Khatoli 

Barod 

Sangod 

iandhisagar 

Aklera 

Salavad 

inohar Thana 

May-87 

- 

- 

5.53 (25.65) 

0.16 (1.03) 

1.47 (0.84) 

1.02 (0.08) 

0.00 (35.59) 

0.00 (0.00) 

0.00 (0.00) 

- 

Jun-87 

- 

- 

19.88 (52.44) 

4.53 (4.03) 

3.93 ( 10.56) 

2.37(9.13) 

3.54 (34.23) 

0.00 (0.00) 

0.00 (0.69) 

- 

Jul-87 

- 

- 

79.63 (244.30) 

17.17 (66.46) 

41.26 (154.93) 

19.78 ( 
105.64) 

11.32 (10.13) 

0.00 (74.78) 

0.00 (32.74) 

- 

Aug-87 

- 

- 

1848.00 ( 
2384.27) 

571.40 ( 
440.15) 

1176.00 ( 
1679.33) 

458.70 ( 
300.19) 

1397.00 ( 
766.59) 

795.60 ( 
407.13) 

790.90 (381.16) 

- 

Sep-87 

- 

- 

2816.00 ( 
1265.44) 

989.40 ( 
451.10) 

1712.00 ( 
667.32) 

761.50 ( 
182.29) 

48.23 ( 101.80) 

216.00 ( 
96.14) 

38.89 (66.47) 

- 

Oct-87 

- 

- 

692.30 (359.56) 

224.40 ( 
132.28) 

416.90 (265.05) 

69.26 (65.02) 

164.10 (98.33) 

40.11 (20.03) 

3.43 ( 13.37) 

- 

Nov-87 

- 

- 

104.10 (84.63) 

30.04 (19.84) 

55.50 (27.85) 

- 

0.00 (3.02) 

0.00 (3.76) 

0.00 (6.06) 

- 

Dec-87 

- 

- 

63.31 (94.20) 

13.38 (28.58) 

15.85 (14.36) 

- 

0.00 (5.72) 

0.00 (2.62) 

0.00 (1.31) 

- 

Jan-88 

- 

- 

32.52 (78.17) 

6.58 (18.54) 

11.13 (8.36) 

- 

0.00 (24.99) 

0.00 (3.99) 

0.00 (0.00) 

- 

Feb-88 

- 

- 

23.42 (74.14) 

3.92 (17.29) 

8.48 (6.04) 

- 

0.00 (22.13) 

0.00 (0.30) 

0.00 (0.00) 

- 

Mar-88 

- 

- 

14.62 (67.11) 

2.20 (15.01) 

5.12 (4.33) 

- 

0.00 (27.06) 

0.00 (0.08) 

0.00 (0.00) 

- 

Apr-88 

- 

- 

7.80 (34.62) 

0.74 (6.46) 

2.76 ( 1.82) 

- 

0.00 (10.46) 

0.00 (0.00) 

0.00 (0.00) 

- 

May-88 

- 

- 

4.76 (11.55) 

0.16 (1.33) 

0.93 (0.19) 

- 

0.00 (7.36) 

0.00 (0.00) 

0.00 (0.00) 

- 

Jun-88 

- 

- 

183.30 (106.67) 

64.04 (94.92) 

68.18 (80.37) 

- 

43.24 (66.12) 

3.83 (7.03) 

13.27 (9.84) 

- 

Jul-88 

- 

- 

643.70 (1186.85) 

280.60 ( 
789.41) 

252.40 (540.82) 

- 

296.30 ( 138.66) 

150.20 ( 
190.23) 

37.40 (77.73) 

- 

Aug-88 

- 

- 

971.50 (1655.43) 

279.40 ( 
663.37) 

551.50 (913.67) 

- 

1341.00 ( 
763.92) 

198.40 ( 
279.45) 

118.30 ( 180.22) 

- 

Sep-88 

- 

- 

301.60 (259.73) 

72.35 (79.38) 

131.30 ( 122.70) 

- 

61.29 (87.03) 

2.85 (32.87) 

11.99 (42.82) 

- 

Oct-88 

- 

- 

198.70 (317.68) 

41.65 (91.58) 

85.52 ( 183.88) 

- 

532.00 (434.03) 

0.29 (33.63) 

6.83 ( 107.86) 

- 

Nov-88 

- 

- 

49.98 (86.60) 

12.03 (21.55) 

16.00 ( 15.73) 

- 

0.00 ( 17.42) 

0.00 (3.34) 

0.00 (8.83) 

- 

Dec-88 

- 

- 

37.36 (92.61) 

7.03 (27.21) 

11.72 (8.09) 

- 

0.00 (22.39) 

0.00 (1.37) 

0.00 (0.15) 

- 

Jan-89 

- 

- 

30.37 (88.73) 

5.15 (24.78) 

9.80 (8.06) 

- 

0.00 (17.21) 

0.00 (0.80) 

0.00 (0.00) 

- 

Feb-89 

- 

- 

23.68 (53.05) 

3.63 (16.68) 

7.75(4.79) 

- 

0.00 (14.86) 

0.00 (0.08) 

0.00 (0.00) 

- 

Mar-89 

- 

- 

14.99 (78.81) 

2.14 (14.06) 

4.78 (3.99) 

- 

0.00 (18.90) 

0.00 (0.00) 

0.00 (0.00) 

- 

Apr-89 

- 

- 

8.51 (45.64) 

0.91 (6.69) 

2.77 ( 1.63) 

- 

0.00 (43.80) 

0.00 (0.00) 

0.00 (0.00) 

- 

May-89 

- 

- 

3.63 (10.72) 

0.05 (0.87) 

0.24 (0.08) 

- 

0.00 (7.46) 

0.00 (0.00) 

0.00 (0.00) 

- 

Jun-89 

- 

- 

68.50 (32.41) 

6.09 (6.35) 

25.36 (9.16) 

- 

0.00 ( 18.99) 

9.94 (5.55) 

4.44 (1.62) 

- 

Jul-89 

- 

- 

110.10 (138.17) 

20.61 (41.65) 

64.34 (71.17) 

- 

24.97 ( 121.78) 

14.06 (8.59) 

22.19 (23.60) 

- 

Aug-89 

- 

- 

993.50 (1068.10) 

252.20 ( 

588.50 (521.82) 

- 

683.80 (272.54) 

454.00 ( 

113.40 (96.62) 

- 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Month-Year 

Dhaulpur 

Manderail 

Palighat 

Khatoli 

Barod 

Sangod 


iandhisagar 

Aklera 

Salavad 

inohar Thana 





371.87) 





104.58) 



Sep-89 

- 

- 

237.10 (341.70) 

52.49 ( 
134.18) 

82.78 ( 111.87) 


- 

338.60 (350.71) 

5.64 (24.21) 

5.73 (31.87) 

- 

Oct-89 

- 

- 

58.96 (77.03) 

15.01 (22.12) 

14.30 (6.92) 


- 

0.00 ( 11.77) 

0.00 ( 1.22) 

0.00 (2.13) 

- 

Nov-89 

- 

- 

31.19 (72.12) 

6.13 (22.69) 

10.90 (3.84) 


- 

0.00 (6.94) 

0.00 (0.04) 

0.00 (0.00) 

- 

Dec-89 

- 

- 

26.98 (86.56) 

4.01 (27.59) 

9.99 (4.75) 


- 

0.00 (31.28) 

0.00 (0.00) 

0.00 (0.00) 

- 

Jan-90 

- 

- 

21.75 (68.63) 

- 

- 


- 

0.00 (19.46) 

0.00 (0.00) 

0.00 (0.00) 

- 

Feb-90 

- 

- 

18.14 (66.58) 

- 

- 


- 

0.00 (1.59) 

0.00 (0.00) 

0.00 (0.00) 

- 

Mar-90 

- 

- 

10.31 (23.29) 

- 

- 


- 

0.00 (3.24) 

0.00 (0.00) 

0.00 (0.00) 

- 

Apr-90 

- 

- 

5.61 (11.02) 

- 

- 


- 

0.00 (2.16) 

0.00 (0.00) 

0.00 (0.00) 

- 

May-90 

- 

- 

6.05 (8.02) 

- 

- 


- 

0.00 (0.63) 

0.00 (0.00) 

0.00 (0.00) 

- 

Jun-90 

- 

- 

99.54 (176.51) 

- 

- 


- 

0.00 (0.04) 

71.51 (18.47) 

0.00 (5.71) 

- 

Jul-90 

- 

- 

984.90 (1119.56) 

- 

- 


- 

642.40 ( 195.42) 

330.60 ( 
141.13) 

102.70 (74.82) 

- 

Aug-90 

- 

- 

1057.00 ( 
1652.13) 

- 

- 


- 

1165.00 ( 
1078.92) 

158.80 ( 
425.07) 

95.41 (209.86) 

- 

Sep-90 

- 

- 

1394.00 ( 
2596.54) 

- 

- 


- 

736.80 ( 
1174.70) 

183.80 ( 
422.98) 

133.30 (351.54) 

- 

Oct-90 

- 

- 

281.30 (317.07) 

- 

- 


- 

14.60 (139.06) 

12.85 (59.36) 

0.00 (71.83) 

- 

Nov-90 

- 

- 

64.31 (89.79) 

- 

- 


- 

1.22 ( 13.09) 

0.00 (7.98) 

0.00 ( 16.67) 

- 

Dec-90 

- 

- 

45.50 (158.38) 

- 

- 


- 

0.00 (5.12) 

0.00 (2.28) 

0.00 (2.76) 

- 

Jan-91 

110.60215.13- 

- 

35.89 (95.23) 

- 

- 


- 

0.00 (8.75) 

0.00 (0.72) 

0.00 (0.00) 

- 

Feb-91 

98.68138.63- 

- 

27.81 (79.50) 

- 

- 


- 

0.00 (9.22) 

0.00 (0.27) 

0.00 (0.00) 

- 

Mar-91 

81.20125.61- 

- 

17.49 (61.45) 

- 

- 


- 

0.00 (13.16) 

0.00 (0.15) 

0.00 (0.00) 

- 

Apr-91 

68.4795.44- 

- 

11.08 (40.62) 

- 

- 


- 

0.00 ( 12.25) 

0.00 (0.00) 

0.00 (0.00) 

- 

May-91 

56.0663.44- 

- 

4.88 (12.43) 

- 

- 


- 

0.00 (21.54) 

0.00 (0.00) 

0.00 (0.00) 

- 

Jun-91 

58.20101.51- 

- 

6.62 (24.55) 

- 

- 


- 

0.00 (7.32) 

0.00 (0.30) 

0.00 (7.21) 

- 

Jul-91 

1930.001484.16- 

- 

1372.00 ( 
1293.18) 

- 

- 


- 

1220.00 ( 
670.99) 

153.40 ( 
113.20) 

61.19 (134.97) 

- 

Aug-91 

3804.004294.97- 

- 

2967.00 ( 
3909.82) 

- 

- 


- 

1071.00 ( 
1337.98) 

488.10 ( 
523.37) 

608.50 (318.06) 

- 

Sep-91 

1180.001655.85- 

- 

1040.00 ( 
1000.84) 

- 

- 


- 

65.11 ( 156.67) 

9.70 (51.64) 

0.00 (55.63) 

- 

Oct-91 

217.10183.19- 

- 

125.80 (94.62) 

- 

- 


- 

0.00 ( 1.92) 

0.00 (3.65) 

0.00 (4.11) 

- 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Month-Year 

Dhaulpur 

Manderail 

Palighat 

Khatoli 

Barod 

Sangod 

iandhisagar 

Aklera 

Salavad 

inohar Thana 

Nov-91 

139.90102.91- 

- 

55.95 (86.49) 

- 

- 

- 

0.00 (1.84) 

0.00 (0.91) 

0.00 (0.46) 

- 

Dec-91 

124.2071.08- 

- 

42.90 (89.26) 

- 

- 

- 

0.00 (13.15) 

0.00 (0.49) 

0.00 (0.00) 

- 

Jan-92 

110.2064.70- 

- 

35.08 (72.43) 

- 

- 

- 

0.00 (0.96) 

0.00 (0.11) 

0.00 (0.00) 

- 

Feb-92 

96.14103.51- 

- 

26.24 (57.42) 

- 

- 

- 

0.00 (1.65) 

0.00 (0.04) 

0.00 (0.00) 

- 

Mar-92 

78.5996.45- 

- 

15.67 (43.78) 

- 

- 

- 

0.00 ( 11.99) 

0.00 (0.00) 

0.00 (0.00) 

- 

Apr-92 

66.4781.91- 

- 

9.50 (20.63) 

- 

- 

- 

0.00 (3.51) 

0.00 (0.00) 

0.00 (0.00) 

- 

May-92 

58.1571.81- 

- 

5.17 (15.28) 

- 

- 

- 

0.00 (19.38) 

0.00 (0.00) 

0.00 (0.00) 

- 

Jun-92 

57.0395.15- 

- 

4.06 (33.82) 

- 

- 

- 

0.00 (22.53) 

0.00 (0.00) 

0.00 (0.00) 

- 

Jul-92 

391.70882.49- 

- 

188.10 (474.28) 

- 

- 

- 

269.10 ( 188.32) 

58.95 (23.26) 

40.44 (12.81) 

- 

Aug-92 

1739.002781.22- 

- 

1216.00 ( 
1702.32) 

- 

- 

- 

315.80 (145.38) 

201.60 ( 
303.28) 

82.08 (85.42) 

- 

Sep-92 

735.901357.69- 

- 

546.90 (671.73) 

- 

- 

- 

385.40 (194.63) 

82.52 ( 
120.31) 

10.72 (44.75) 

- 

Oct-92 

1036.00578.50- 

- 

646.00 (371.30) 

- 

- 

- 

193.10 (43.75) 

25.76 (7.11) 

48.76 (22.63) 

- 

Nov-92 

199.50153.94- 

- 

91.09 (91.35) 

- 

- 

- 

9.90 ( 1.02) 

0.00 (2.51) 

2.77 (2.08) 

- 

Dec-92 

131.60141.48- 

- 

47.71 (81.05) 

- 

- 

- 

0.00 (6.01) 

0.00 (0.65) 

0.00 (0.37) 

- 

Jan-93 

112.50120.79- 

- 

35.13 (70.53) 

- 

- 

- 

0.00 (4.91) 

0.00 (0.08) 

0.00 (0.00) 

- 

Feb-93 

102.10116.75- 

- 

27.84 (66.58) 

- 

- 

- 

1.27 (5.59) 

0.00 (0.00) 

0.00 (0.00) 

- 

Mar-93 

85.09120.52- 

- 

18.46 (80.48) 

- 

- 

- 

0.00 (6.29) 

0.00 (0.00) 

0.00 (0.00) 

- 

Apr-93 

67.5998.07- 

- 

9.74 (60.91) 

- 

- 

- 

0.00 (4.83) 

0.00 (0.00) 

0.00 (0.00) 

- 

May-93 

58.0629.95- 

- 

5.12 (13.41) 

- 

- 

- 

0.00 (2.43) 

0.00 (0.00) 

0.00 (0.00) 

- 

Jun-93 

217.00201.84- 

- 

119.50 (140.30) 

- 

- 

- 

50.35 (79.70) 

22.07 (4.71) 

16.34 (12.89) 

- 

Jul-93 

1024.001467.03- 

- 

802.70 (711.40) 

- 

- 

- 

1415.00 ( 
581.46) 

149.00 ( 
197.98) 

176.60 (256.01) 

- 

Aug-93 

1061.001892.41- 

- 

863.50 (1461.06) 

- 

- 

- 

550.60 (470.07) 

198.50 ( 
361.61) 

161.20 (297.04) 

- 

Sep-93 

1711.002415.92- 

- 

1343.00 ( 
1590.60) 

- 

- 

- 

292.60 ( 137.38) 

286.30 ( 
449.77) 

38.86 ( 172.57) 

- 

Oct-93 

294.10598.27- 

- 

206.10 (384.67) 

- 

- 

- 

0.18 (44.40) 

0.00 (39.52) 

0.00 (65.15) 

- 

Nov-93 

131.20103.42- 

- 

52.98 (139.46) 

- 

- 

- 

0.00 (8.52) 

0.00 (7.11) 

0.00 (15.93) 

- 

Dec-93 

114.6086.63- 

- 

39.33 (75.51) 

- 

- 

- 

0.00 (6.18) 

0.00 (1.18) 

0.00 (0.30) 

- 

Jan-94 

107.50130.28- 

109.60 (137.59) 

- 

- 

- 

- 

- 

- 

- 

- 

Feb-94 

94.8776.74- 

98.47 (127.75) 

- 

- 

- 

- 

- 

- 

- 

- 

Mar-94 

77.1266.42- 

82.03 (110.72) 

- 

- 

- 

- 

- 

- 

- 

- 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Month-Year 

Dhaulpur 

Manderail 

Palighat 

Khatoli 

Barod 

Sangod 

iandhisagar 

Aklera 

Salavad 

inohar Thana 

Apr-94 

65.1766.59- 

71.83 (84.91) 

- 

- 

- 

- 

- 

- 

- 

- 

May-94 

55.5761.59- 

64.63 (37.29) 

- 

- 

- 

- 

- 

- 

- 

- 

Jun-94 

192.70204.88- 

203.70 (96.28) 

- 

- 

- 

- 

- 

- 

- 

- 

Jul-94 

2800.003396.58- 

2801.00 ( 
2308.93) 

- 

- 

- 

- 

- 

- 

- 

- 

Aug-94 

2844.005710.12- 

2835.00 ( 
3776.38) 

- 

- 

- 

- 

- 

- 

- 

- 

Sep-94 

1517.003224.24- 

1515.00 ( 
1702.67) 

- 

- 

- 

- 

- 

- 

- 

- 

Oct-94 

779.50376.75- 

782.50 (196.74) 

- 

- 

- 

- 

- 

- 

- 

- 

Nov-94 

228.80184.77- 

228.80 (155.01) 

- 

- 

- 

- 

- 

- 

- 

- 

Dec-94 

134.40125.28- 

135.90 (144.19) 

- 

- 

- 

- 

- 

- 

- 

- 

Jan-95 

157.00170.89- 

159.40 (115.55) 

- 

- 

- 

- 

- 

- 

- 

- 

Feb-95 

107.90125.71- 

111.80 (117.61) 

- 

- 

- 

- 

- 

- 

- 

- 

Mar-95 

93.54130.90- 

98.40 (143.50) 

- 

- 

- 

- 

- 

- 

- 

- 

Apr-95 

71.6599.31- 

78.23 (116.92) 

- 

- 

- 

- 

- 

- 

- 

- 

May-95 

58.5738.05- 

67.72 (45.35) 

- 

- 

- 

- 

- 

- 

- 

- 

Jun-95 

58.2197.15- 

66.82 (106.88) 

- 

- 

- 

- 

- 

- 

- 

- 

Jul-95 

1032.00845.86- 

1038.00 ( 
475.76) 

- 

- 

- 

- 

- 

- 

- 

- 

Aug-95 

3406.003162.18- 

3376.00 ( 
2557.94) 

- 

- 

- 

- 

- 

- 

- 

- 

Sep-95 

2638.002550.41- 

2589.00 ( 
2503.80) 

- 

- 

- 

- 

- 

- 

- 

- 

Oct-95 

351.30254.83- 

349.50 (190.54) 

- 

- 

- 

- 

- 

- 

- 

- 

Nov-95 

162.40166.66- 

161.80 (155.90) 

- 

- 

- 

- 

- 

- 

- 

- 

Dec-95 

141.70165.84- 

141.90 (166.53) 

- 

- 

- 

- 

- 

- 

- 

- 

Jan-96 

123.30226.72- 

124.80 (203.04) 

- 

- 

- 

- 

- 

- 

- 

- 

Feb-96 

105.20164.15- 

107.80 (164.07) 

- 

- 

- 

- 

- 

- 

- 

- 

Mar-96 

87.53135.35- 

92.01 (143.20) 

- 

- 

- 

- 

- 

- 

- 

- 

Apr-96 

70.68100.96- 

76.98 (124.21) 

- 

- 

- 

- 

- 

- 

- 

- 

May-96 

58.90160.64- 

67.52 (145.46) 

- 

- 

- 

- 

- 

- 

- 

- 

Jun-96 

67.68142.92- 

74.18 (152.94) 

- 

- 

- 

- 

- 

- 

- 

- 

Jul-96 

1132.001963.17- 

1134.00 ( 

- 

- 

- 

- 

- 

- 

- 

- 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Month-Year 

Dhaulpur 
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Salavad 

inohar Thana 



2149.49) 









Aug-96 

5499.009833.08- 

5472.00 ( 
9661.89) 

- 

- 

- 

- 

- 

- 

- 

- 

Sep-96 

3455.005415.12- 

3437.00 ( 
3937.78) 

- 

- 

- 

- 

- 

- 

- 

- 

Oct-96 

867.30443.04- 

864.30 (265.14) 

- 

- 

- 

- 

- 

- 

- 

- 

Nov-96 

225.10221.75- 

223.20 (191.03) 

- 

- 

- 

- 

- 

- 

- 

- 

Dec-96 

143.00209.56- 

143.10 (167.02) 

- 

- 

- 

- 

- 

- 

- 

- 

Jan-97 

124.70203.80- 

126.00 (159.54) 

- 

- 

- 

- 

- 

- 

- 

- 

Feb-97 

108.50218.30- 

111.70 (156.09) 

- 

- 

- 

- 

- 

- 

- 

- 

Mar-97 

88.19186.42- 

92.63 (136.71) 

- 

- 

- 

- 

- 

- 

- 

- 

Apr-97 

73.92148.62- 

80.07 (132.67) 

- 

- 

- 

- 

- 

- 

- 

- 

May-97 

62.75153.50- 

70.95 (123.71) 

- 

- 

- 

- 

- 

- 

- 

- 

Jun-97 

125.10178.65- 

134.60 (155.21) 

- 

- 

- 

- 

- 

- 

- 

- 

Jul-97 

562.70695.02- 

559.80 (699.86) 

- 

- 

- 

- 

- 

- 

- 

- 

Aug-97 

2429.002039.81- 

2375.00 ( 
1820.77) 

- 

- 

- 

- 

- 

- 

- 

- 

Sep-97 

870.501411.95- 

853.10 ( 
1214.50) 

- 

- 

- 

- 

- 

- 

- 

- 

Oct-97 

301.10296.55- 

286.30 (311.30) 

- 

- 

- 

- 

- 

- 

- 

- 

Nov-97 

201.90198.79- 

198.80 (196.35) 

- 

- 

- 

- 

- 

- 

- 

- 

Dec-97 

1014.00838.34- 

1005.00 ( 
836.37) 

- 

- 

- 

- 

- 

- 

- 

- 

Jan-98 

151.20227.49- 

148.90 (290.04) 

- 

- 

- 

- 

- 

- 

- 

- 

Feb-98 

109.00146.68- 

111.20 (176.37) 

- 

- 

- 

- 

- 

- 

- 

- 

Mar-98 

90.11122.04- 

93.52 (139.17) 

- 

- 

- 

- 

- 

- 

- 

- 

Apr-98 

74.41127.01- 

80.03 (136.21) 

- 

- 

- 

- 

- 

- 

- 

- 

May-98 

59.87183.57- 

68.04 (165.84) 

- 

- 

- 

- 

- 

- 

- 

- 

Jun-98 

123.00193.17- 

131.60 (190.54) 

- 

- 

- 

- 

- 

- 

- 

- 

Jul-98 

837.401270.08- 

796.60 ( 
1243.04) 

- 

- 

- 

- 

- 

- 

- 

- 

Aug-98 

1109.001017.07- 

1060.00 ( 
914.62) 

- 

- 

- 

- 

- 

- 

- 

- 

Sep-98 

763.101170.85- 

722.40 (823.97) 

- 

- 

- 

- 

- 

- 

- 

- 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Month-Year 

Dhaulpur 

Manderail 

Palighat 

Khatoli 

Barod 

Sangod 

iandhisagar 

Aklera 

Salavad 

inohar Thana 

Oct-98 

341.00487.41- 

328.50 (410.51) 

- 

- 

- 

- 

- 

- 

- 

- 

Nov-98 

142.40207.29- 

139.70 (180.11) 

- 

- 

- 

- 

- 

- 

- 

- 

Dec-98 

112.30137.12- 

112.00 (103.05) 

- 

- 

- 

- 

- 

- 

- 

- 

Jan-99 

101.70172.38- 

102.50 (116.33) 

- 

- 

- 

- 

- 

- 

- 

- 

Feb-99 

98.41163.61- 

100.90 (108.75) 

- 

- 

- 

- 

- 

- 

- 

- 

Mar-99 

76.26166.71- 

80.59 (111.21) 

- 

- 

- 

- 

- 

- 

- 

- 

Apr-99 

63.24175.21- 

69.55 (115.05) 

- 

- 

- 

- 

- 

- 

- 

- 

May-99 

55.42136.75- 

64.33 (90.73) 

- 

- 

- 

- 

- 

- 

- 

- 

Jun-99 

105.10167.33- 

113.30 (104.62) 

- 

- 

- 

- 

- 

- 

- 

- 

Jul-99 

2991.001433.82- 

2984.00 ( 
2106.19) 

- 

- 

- 

- 

- 

- 

- 

- 

Aug-99 

2496.002196.49- 

2498.00 ( 
1353.28) 

- 

- 

- 

- 

- 

- 

- 

- 

Sep-99 

1234.002088.13- 

1228.00 ( 
1245.01) 

- 

- 

- 

- 

- 

- 

- 

- 

Oct-99 

336.30902.06- 

337.00 (282.66) 

- 

- 

- 

- 

- 

- 

- 

- 

Nov-99 

140.00227.03- 

140.80 (42.54) 

- 

- 

- 

- 

- 

- 

- 

- 

Dec-99 

122.70191.38- 

123.80 (51.58) 

- 

- 

- 

- 

- 

- 

- 

- 

Jan-00 

108.30105.45- 

110.40 (57.91) 

- 

- 

- 

- 

- 

- 

- 

- 

Feb-00 

94.22105.78- 

97.82 (57.49) 

- 

- 

- 

- 

- 

- 

- 

- 

Mar-00 

79.61101.35- 

84.44 (54.07) 

- 

- 

- 

- 

- 

- 

- 

- 

Apr-00 

65.0791.80- 

71.89 (37.24) 

- 

- 

- 

- 

- 

- 

- 

- 

May-00 

74.8461.86- 

85.22 (18.35) 

- 

- 

- 

- 

- 

- 

- 

- 

Jun-00 

70.5961.16- 

75.95 (37.97) 

- 

- 

- 

- 

- 

- 

- 

- 

Jul-00 

3835.002999.81- 

3832.00 ( 
3175.03) 

- 

- 

- 

- 

- 

- 

- 

- 

Aug-00 

996.10848.27- 

967.10 (277.25) 

- 

- 

- 

- 

- 

- 

- 

- 

Sep-00 

383.50436.66- 

380.70 (164.66) 

- 

- 

- 

- 

- 

- 

- 

- 

Oct-OO 

119.8078.28- 

122.80 (44.66) 

- 

- 

- 

- 

- 

- 

- 

- 

Nov-00 

105.2074.67- 

106.60 (47.02) 

- 

- 

- 

- 

- 

- 

- 

- 

Dec-00 

99.3583.97- 

100.80 (26.27) 

- 

- 

- 

- 

- 

- 

- 

- 

Jan-01 

91.2154.30- 

93.38 (22.29) 

- 

- 

- 

- 

- 

- 

- 

- 

Feb-01 

83.9546.73- 

87.80 (14.58) 

- 

- 

- 

- 

- 

- 

- 

- 

Mar-01 

69.9041.21- 

75.02 (9.99) 

- 

- 

- 

- 

- 

- 

- 

- 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Month-Year 

Dhaulpur 

Manderail 

Palighat 

Khatoli 

Barod 

Sangod 

iandhisagar 

Aklera 

Salavad 

inohar Thana 

Apr-01 

62.4135.25- 

68.68 (8.82) 

- 

- 

- 

- 

- 

- 

- 

- 

May-01 

75.8534.64- 

84.40 (8.29) 

- 

- 

- 

- 

- 

- 

- 

- 

Jun-01 

164.90269.25- 

172.60 (144.38) 

- 

- 

- 

- 

- 

- 

- 

- 

Jul-01 

4129.003434.21- 

4096.00 ( 
2434.91) 

- 

- 

- 

- 

- 

- 

- 

- 

Aug-01 

1727.002155.19- 

1729.00 ( 
1402.49) 

- 

- 

- 

- 

- 

- 

- 

- 

Sep-01 

317.10197.98- 

316.80 (52.29) 

- 

- 

- 

- 

- 

- 

- 

- 

Oct-01 

158.70105.15- 

161.60 (45.83) 

- 

- 

- 

- 

- 

- 

- 

- 

Nov-01 

119.7073.12- 

121.40 (32.00) 

- 

- 

- 

- 

- 

- 

- 

- 

Dec-01 

109.4088.37- 

111.30 (44.22) 

- 

- 

- 

- 

- 

- 

- 

- 

Jan-02 

100.3095.67- 

102.70 (57.59) 

- 

- 

- 

- 

- 

- 

- 

- 

Feb-02 

114.5085.45- 

118.50 (43.61) 

- 

- 

- 

- 

- 

- 

- 

- 

Mar-02 

75.3258.19- 

80.50 (31.24) 

- 

- 

- 

- 

- 

- 

- 

- 

Apr-02 

63.6745.14- 

70.59 (25.19) 

- 

- 

- 

- 

- 

- 

- 

- 

May-02 

55.6236.69- 

64.62 (15.12) 

- 

- 

- 

- 

- 

- 

- 

- 

Jun-02 

89.8937.80- 

97.78 (17.42) 

- 

- 

- 

- 

- 

- 

- 

- 

Jul-02 

68.4990.38- 

75.21 (52.42) 

- 

- 

- 

- 

- 

- 

- 

- 

Aug-02 

404.80490.11- 

411.30 (380.79) 

- 

- 

- 

- 

- 

- 

- 

- 

Sep-02 

182.60633.47- 

187.20 (640.91) 

- 

- 

- 

- 

- 

- 

- 

- 

Oct-02 

84.2630.59- 

89.45 (48.40) 

- 

- 

- 

- 

- 

- 

- 

- 

Nov-02 

81.5516.82- 

84.55 (47.47) 

- 

- 

- 

- 

- 

- 

- 

- 

Dec-02 

81.518.11- 

84.32 (20.83) 

- 

- 

- 

- 

- 

- 

- 

- 

Jan-03 

80.209.35- 

83.28 (10.95) 

- 

- 

- 

- 

- 

- 

- 

- 

Feb-03 

79.8710.38- 

84.31 (9.91) 

- 

- 

- 

- 

- 

- 

- 

- 

Mar-03 

65.429.76- 

70.88 (8.74) 

- 

- 

- 

- 

- 

- 

- 

- 

Apr-03 

56.347.29- 

63.87 (13.14) 

- 

- 

- 

- 

- 

- 

- 

- 

May-03 

51.934.68- 

61.43 (21.67) 

- 

- 

- 

- 

- 

- 

- 

- 

Jun-03 

127.709.77- 

136.40 (47.99) 

- 

- 

- 

- 

- 

- 

- 

- 

Jul-03 

405.80866.68- 

394.40 (674.08) 

- 

- 

- 

- 

- 

- 

- 

- 

Aug-03 

914.601018.49- 

860.90 (936.07) 

- 

- 

- 

- 

- 

- 

- 

- 

Sep-03 

841.801548.24- 

830.10 ( 
1007.82) 

- 

- 

- 

- 

- 

- 

- 

- 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Month-Year 

Dhaulpur 

Manderail 

Palighat 

Khatoli 

Barod 

Sangod 

iandhisagar 

Aklera 

Salavad 

inohar Thana 

Oct-03 

269.30437.68- 

268.00 (368.68) 

- 

- 

- 

- 

- 

- 

- 

- 

Nov-03 

131.3098.48- 

131.00 (14.41) 

- 

- 

- 

- 

- 

- 

- 

- 

Dec-03 

115.90114.67- 

116.10(33.94) 

- 

- 

- 

- 

- 

- 

- 

- 

Jan-04 

106.30135.35- 

107.40 (44.25) 

- 

- 

- 

- 

- 

- 

- 

- 

Feb-04 

91.3589.77- 

94.41 (43.59) 

- 

- 

- 

- 

- 

- 

- 

- 

Mar-04 

75.7832.12- 

80.63 (16.13) 

- 

- 

- 

- 

- 

- 

- 

- 

Apr-04 

63.2010.04- 

69.81 (6.73) 

- 

- 

- 

- 

- 

- 

- 

- 

May-04 

59.357.21- 

67.88 (2.50) 

- 

- 

- 

- 

- 

- 

- 

- 

Jun-04 

166.408.43- 

174.60 (44.19) 

- 

- 

- 

- 

- 

- 

- 

- 

Jul-04 

185.9059.78- 

196.20 (106.59) 

- 

- 

- 

- 

- 

- 

- 

- 

Aug-04 

3985.004619.33- 

3977.00 ( 
4281.27) 

- 

- 

- 

- 

- 

- 

- 

- 

Sep-04 

1476.00475.09- 

1477.00 ( 
246.44) 

- 

- 

- 

- 

- 

- 

- 

- 

Oct-04 

379.90223.28- 

381.10 (137.98) 

- 

- 

- 

- 

- 

- 

- 

- 

Nov-04 

139.50109.11- 

140.00 (65.08) 

- 

- 

- 

- 

- 

- 

- 

- 

Dec-04 

114.1090.04- 

115.60 (79.80) 

- 

- 

- 

- 

- 

- 

- 

- 

Jan-05 

104.10143.36- 

106.40 (85.29) 

- 

- 

- 

- 

- 

- 

- 

- 

Feb-05 

94.87127.34- 

98.55 (79.88) 

- 

- 

- 

- 

- 

- 

- 

- 

Mar-05 

77.4193.38- 

82.44 (73.23) 

- 

- 

- 

- 

- 

- 

- 

- 

Apr-05 

65.7861.08- 

72.57 (24.06) 

- 

- 

- 

- 

- 

- 

- 

- 

May-05 

57.8615.43- 

66.31 (8.09) 

- 

- 

- 

- 

- 

- 

- 

- 

Jun-05 

110.3012.41- 

119.80 (10.51) 

- 

- 

- 

- 

- 

- 

- 

- 

Jul-05 

3016.001637.65- 

3003.00 ( 
2377.83) 

- 

- 

- 

- 

- 

- 

- 

- 

Aug-05 

490.80537.57- 

494.00 (494.07) 

- 

- 

- 

- 

- 

- 

- 

- 

Sep-05 

470.70392.96- 

473.40 (307.86) 

- 

- 

- 

- 

- 

- 

- 

- 

Oct-05 

312.60335.97- 

314.80 (79.42) 

- 

- 

- 

- 

- 

- 

- 

- 

Nov-05 

125.40161.55- 

126.50 (56.83) 

- 

- 

- 

- 

- 

- 

- 

- 

Dec-05 

105.7084.01- 

107.30 (66.08) 

- 

- 

- 

- 

- 

- 

- 

- 

Jan-06 

- 

99.42 (62.70) 

- 

- 

- 

- 

- 

- 

- 

- 

Feb-06 

- 

91.84 (78.36) 

- 

- 

- 

- 

- 

- 

- 

- 

Mar-06 

- 

88.72 (31.75) 

- 

- 

- 

- 

- 

- 

- 

- 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Month-Year 

Dhaulpur 

Manderail 

Palighat 

Khatoli 

Barod 

Sangod 

iandhisagar 

Aklera 

Salavad 

inohar Thana 

Apr-06 

- 

71.17 (12.89) 

- 

- 

- 

- 

- 

- 

- 

- 

May-06 

- 

68.57 (7.48) 

- 

- 

- 

- 

- 

- 

- 

- 

Jun-06 

- 

215.90 (16.75) 

- 

- 

- 

- 

- 

- 

- 

- 

Jul-06 

- 

708.90 (185.03) 

- 

- 

- 

- 

- 

- 

- 

- 

Aug-06 

- 

4489.00 ( 
6813.62) 

- 

- 

- 

- 

- 

- 

- 

- 

Sep-06 

- 

3051.00 ( 
5819.57) 

- 

- 

- 

- 

- 

- 

- 

- 

Oct-06 

- 

520.60 (199.30) 

- 

- 

- 

- 

- 

- 

- 

- 

Nov-06 

- 

149.30 (145.46) 

- 

- 

- 

- 

- 

- 

- 

- 

Dec-06 

- 

118.20 (145.66) 

- 

- 

- 

- 

- 

- 

- 

- 

Jan-07 

- 

108.60 (152.94) 

- 

- 

- 

- 

- 

- 

- 

- 

Feb-07 

- 

108.70 (151.17) 

- 

- 

- 

- 

- 

- 

- 

- 

Mar-07 

- 

84.60 (137.59) 

- 

- 

- 

- 

- 

- 

- 

- 

Apr-07 

- 

71.48 (137.59) 

- 

- 

- 

- 

- 

- 

- 

- 

May-07 

- 

65.62 (126.76) 

- 

- 

- 

- 

- 

- 

- 

- 

Jun-07 

- 

353.40 (122.63) 

- 

- 

- 

- 

- 

- 

- 

- 

Jul-07 

- 

1633.00 ( 
1086.56) 

- 

- 

- 

- 

- 

- 

- 

- 

Aug-07 

- 

923.50 (754.29) 

- 

- 

- 

- 

- 

- 

- 

- 

Sep-07 

- 

599.40 (316.13) 

- 

- 

- 

- 

- 

- 

- 

- 

Oct-07 

- 

172.80 (92.60) 

- 

- 

- 

- 

- 

- 

- 

- 

Nov-07 

- 

112.60 (32.38) 

- 

- 

- 

- 

- 

- 

- 

- 

Dec-07 

- 

103.70 (44.37) 

- 

- 

- 

- 

- 

- 

- 

- 

Jan-08 

- 

98.02 (44.42) 

- 

- 

- 

- 

- 

- 

- 

- 

Feb-08 

- 

88.36 (42.42) 

- 

- 

- 

- 

- 

- 

- 

- 

Mar-08 

- 

77.66 (38.54) 

- 

- 

- 

- 

- 

- 

- 

- 

Apr-08 

- 

68.34 (22.19) 

- 

- 

- 

- 

- 

- 

- 

- 

May-08 

- 

65.31 (10.06) 

- 

- 

- 

- 

- 

- 

- 

- 

Jun-08 

- 

657.50 (396.24) 

- 

- 

- 

- 

- 

- 

- 

- 

Jul-08 

- 

1038.00 ( 
784.90) 

- 

- 

- 

- 

- 

- 

- 

- 

Aug-08 

- 

1119.00 ( 
806.55) 

- 

- 

- 

- 

- 

- 

- 

- 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Month-Year 

Dhaulpur 

Manderail 

Palighat 

Khatoli 

Barod 

Sangod 

iandhisagar 

Aklera 

Salavad 

inohar Thana 

Sep-08 

- 

961.80 (366.42) 

- 

- 

- 

- 

- 

- 

- 

- 

Oct-08 

- 

269.20 (113.87) 

- 

- 

- 

- 

- 

- 

- 

- 

Nov-08 

- 

135.40 (75.20) 

- 

- 

- 

- 

- 

- 

- 

- 

Dec-08 

- 

117.80 (101.18) 

- 

- 

- 

- 

- 

- 

- 

- 

Jan-09 

- 

106.70 (109.25) 

- 

- 

- 

- 

- 

- 

- 

- 

Feb-09 

- 

98.31 (89.78) 

- 

- 

- 

- 

- 

- 

- 

- 

Mar-09 

- 

80.81 (32.40) 

- 

- 

- 

- 

- 

- 

- 

- 

Apr-09 

- 

69.51 (15.62) 

- 

- 

- 

- 

- 

- 

- 

- 

May-09 

- 

81.08 (14.71) 

- 

- 

- 

- 

- 

- 

- 

- 

Jun-09 

- 

77.88 (20.26) 

- 

- 

- 

- 

- 

- 

- 

- 

Jul-09 

- 

873.60 (518.97) 

- 

- 

- 

- 

- 

- 

- 

- 

Aug-09 

- 

857.40 (128.54) 

- 

- 

- 

- 

- 

- 

- 

- 

Sep-09 

- 

658.30 (204.32) 

- 

- 

- 

- 

- 

- 

- 

- 

Oct-09 

- 

305.90 (78.90) 

- 

- 

- 

- 

- 

- 

- 

- 

Nov-09 

- 

150.80 (26.63) 

- 

- 

- 

- 

- 

- 

- 

- 

Dec-09 

- 

105.20 (22.83) 

- 

- 

- 

- 

- 

- 

- 

- 

Jan-10 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Feb-10 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Mar-10 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Apr-10 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

May-10 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Jun-10 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Jul-10 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Aug-10 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Sep-10 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Oct-10 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Nov-10 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Dec-10 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Mean 

521.16 (607.40) 

512.25 (476.80) 

370.17 (406.38) 

116.89 ( 
139.06) 

187.91 ( 197.68) 

74.57 (87.50) 

169.10 ( 157.52) 

49.64 (58.44) 

45.37 (42.66) 

16.91 (18.84) 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table Al-13: Gudha Gauge-Capacity Data 


s. 

No. 

Year 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

30 s ' June 

31 st July 

31 st Aug. 

15 th /30 st Sept. 

1 

1996 

980.41 

18.04 

997.47 

67.98 

1,005.60 

107.46 

1,005.60 

107.46 

2 

1997 

981.14 

19.86 

992.94 

51.00 

1,006.71 

114.06 

1,006.71 

114.06 

3 

1998 

974.00 

7.08 

988.75 

37.67 

989.99 

41.13 

989.99 

41.13 

4 

1999 

981.96 

21.71 

999.44 

76.08 

1,001.54 

85.42 

1,001.54 

85.42 

5 

2000 

976.31 

10.15 

1,002.52 

90.41 

1,002.92 

92.45 

1,002.92 

92.45 

6 

2001 

981.70 

21.12 

1,002.50 

90.31 

1,003.50 

95.55 

1,003.50 

95.55 

7 

2002 

976.22 

10.00 

976.70 

10.83 

991.30 

45.14 

992.22 

48.15 

8 

2003 

988.00 

35.50 

995.25 

58.71 

1,001.47 

85.06 

1,001.65 

85.98 

9 

2004 

969.00 

1.98 

981.14 

19.86 

1,003.50 

95.55 

993.00 

51.24 

10 

2005 

971.95 

4.90 

986.05 

30.75 

986.80 

32.58 

995.80 

60.91 

11 

2006 

970.10 

2.94 

981.00 

19.56 

1,003.30 

94.19 

1,003.30 

94.19 

12 

2007 

972.10 

5.04 

991.20 

44.83 

992.30 

48.47 

993.10 

51.53 

13 

2008 

975.30 

8.58 

979.50 

16.00 

985.40 

28.89 

989.00 

38.39 

14 

2009 

969.00 

1.98 

987.90 

35.26 

989.10 

38.67 

988.50 

36.94 

15 

2010 

N.A 

N.A 

975.4 

8.72 

994.82 

56.99 

1,000.10 

77.79 


Table Al-14: Galwania Gauge-Capacity Data 


S. 

No. 

Year 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

30 s ' June 

31 st July 

31 st Aug. 

15 ,h /30 st Sept. 

1 

1996 

0.00 

0.00 

5.20 

3.64 

14.50 

13.02 

14.50 

13.02 

2 

1997 

0.00 

0.00 

5.92 

4.10 

9.50 

7.10 

10.75 

8.45 

3 

1998 

0.00 

0.00 

10.84 

8.56 

13.25 

11.55 

13.25 

11.55 

4 

1999 

0.00 

0.00 

9.84 

7.43 

11.25 

9.04 

12.50 

10.57 

5 

2000 

0.00 

0.00 

9.25 

6.86 

9.25 

6.86 

9.25 

6.86 

6 

2001 

5.42 

3.79 

14.00 

12.53 

13.50 

11.87 

13.50 

11.87 

7 

2002 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

8 

2003 

0.00 

0.00 

4.84 

3.40 

9.17 

6.78 

10.00 

7.58 

9 

2004 

10.42 

8.07 

10.50 

8.16 

13.75 

12.18 

12.92 

11.12 

10 

2005 

4.67 

3.31 

11.08 

8.84 

10.67 

8.36 

11.00 

8.75 

11 

2006 

0.00 

0.00 

3.25 

2.51 

5.25 

3.68 

5.17 

3.62 

12 

2007 

6.92 

4.86 

9.92 

7.50 

10.33 

7.96 

10.08 

7.66 

13 

2008 

10.25 

7.86 

13.08 

11.33 

13.92 

12.41 

14.00 

12.53 

14 

2009 

0.00 

0.00 

5.33 

3.73 

4.25 

3.04 

3.58 

2.66 

15 

2010 

0.00 

0.00 

4.33 

3.14 

8.49 

6.25 

9.08 

6.70 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table Al-15: Gopal Pura Gauge-Capacity Data 


s. 

Year 

Gauge, 

Capacity 

Gauge, 

Capacity 

Gauge, 

Capacity 

Gauge, 

Capacity 

No. 


ft 

Mm 3 

ft 

Mm 3 

ft 

Mm 3 

ft 

Mm 3 



30 s ' June 

31 st July 

31 st Aug. 

15 th /30 st Sept. 

1 

1996 

165.00 

0.65 

178.20 

10.36 

193.00 

35.32 

193.00 

35.32 

2 

1997 

165.00 

0.65 

175.30 

6.57 

192.10 

33.31 

192.10 

33.31 

3 

1998 

165.00 

0.65 

191.75 

32.53 

192.50 

34.20 

192.50 

34.20 

4 

1999 

165.00 

0.65 

192.43 

34.05 

192.43 

34.05 

192.43 

34.05 

5 

2000 

165.00 

0.65 

194.00 

37.55 

194.00 

37.55 

194.00 

37.55 

6 

2001 

172.40 

3.82 

191.80 

32.64 

191.50 

31.97 

191.50 

31.97 

7 

2002 

165.00 

0.65 

165.00 

0.65 

179.30 

12.03 

179.10 

11.75 

8 

2003 

169.90 

2.20 

182.00 

15.43 

190.80 

30.57 

192.10 

33.31 

9 

2004 

168.85 

1.55 

175.20 

6.45 

191.80 

32.64 

185.70 

21.07 

10 

2005 

165.00 

0.65 

191.75 

32.53 

190.65 

30.36 

191.70 

32.42 

11 

2006 

171.60 

3.22 

173.40 

4.75 

191.80 

32.64 

190.30 

29.87 

12 

2007 

165.00 

0.65 

175.40 

6.68 

179.20 

11.89 

182.80 

16.67 

13 

2008 

192.20 

33.53 

191.80 

32.64 

191.60 

32.20 

190.60 

30.29 

14 

2009 

165.00 

0.65 

175.80 

7.13 

177.30 

8.96 

185.00 

19.82 

15 

2010 

165.00 

0.00 

173.00 

4.38 

174.50 

5.77 

175.50 

6.79 


Table Al-16: Ummed Sagar Gauge-Capacity Data 


S. 

Year 

Gauge, 

Capacity 

Gauge, 

Capacity 

Gauge, 

Capacity 

Gauge, 

Capacity 

No. 


ft 

Mm 3 

ft 

Mm 3 

ft 

Mm 3 

ft 

Mm 3 



30 s ' June 

31 st July 

31 st Aug. 

15 th /30 st Sept. 

1 

1996 

182.50 

1.13 

194.00 

7.36 

203.30 

19.10 

203.30 

19.10 

2 

1997 

170.00 

0.00 

201.70 

16.46 

203.10 

18.77 

203.10 

18.77 

3 

1998 

170.00 

0.00 

203.20 

18.93 

203.30 

19.10 

203.30 

19.10 

4 

1999 

184.45 

1.68 

203.40 

19.27 

203.40 

19.27 

203.40 

19.27 

5 

2000 

180.00 

0.55 

203.80 

19.94 

203.80 

19.94 

203.80 

19.94 

6 

2001 

189.70 

4.04 

202.90 

18.43 

202.25 

17.35 

202.25 

17.35 

7 

2002 

181.10 

0.76 

180.90 

0.71 

200.60 

14.79 

199.90 

13.79 

8 

2003 

190.40 

4.53 

203.00 

18.60 

203.50 

19.43 

203.08 

18.73 

9 

2004 

191.90 

5.59 

193.80 

7.19 

202.90 

18.43 

198.20 

11.56 

10 

2005 

180.39 

0.64 

202.90 

18.43 

202.00 

16.93 

202.90 

18.43 

11 

2006 

190.00 

4.25 

193.50 

6.94 

203.00 

18.60 

201.50 

16.15 

12 

2007 

180.00 

0.55 

196.60 

9.80 

199.50 

13.22 

201.40 

16.00 

13 

2008 

203.10 

18.77 

203.00 

18.60 

203.00 

18.60 

202.80 

18.27 

14 

2009 

181.50 

0.86 

194.30 

7.62 

197.60 

10.87 

202.70 

18.10 

15 

2010 

170.00 

0.00 

190.50 

5.25 

202.27 

18.60 

202.50 

17.76 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table Al-17: Bilas Gauge-Capacity Data 


s. 

No. 

Year 

Gauge, m 

Capacity 

Mm 3 

Gauge, 

m 

Capacity 

Mm 3 

Gauge, 

m 

Capacity 

Mm 3 

Gauge, 

m 

Capacity 

Mm 3 

30 st June 

31 st July 

31 st Aug. 

15 ,h /30 st Sept. 

1 

1996 

330.40 

0.00 

332.52 

5.73 

338.51 

29.15 

338.51 

29.15 

2 

1997 

330.40 

0.00 

332.48 

5.66 

338.56 

31.52 

338.56 

31.52 

3 

1998 

330.40 

0.00 

337.10 

21.44 

338.46 

28.32 

338.46 

28.32 

4 

1999 

330.40 

0.00 

338.63 

31.84 

338.63 

31.84 

338.63 

31.84 

5 

2000 

330.40 

0.00 

338.50 

31.22 

338.50 

29.14 

338.72 

32.25 

6 

2001 

332.23 

5.13 

338.52 

31.31 

338.50 

29.14 

338.50 

29.14 

7 

2002 

330.40 

0.00 

330.40 

0.00 

333.55 

8.14 

333.62 

8.32 

8 

2003 

332.88 

6.50 

334.95 

12.15 

337.58 

25.40 

338.55 

31.46 

9 

2004 

330.77 

3.20 

332.00 

4.64 

338.54 

31.41 

337.95 

28.46 

10 

2005 

330.40 

0.00 

338.50 

31.22 

338.46 

28.32 

338.52 

29.15 

11 

2006 

331.50 

4.05 

332.60 

5.91 

338.45 

28.20 

338.52 

29.15 

12 

2007 

330.40 

0.00 

333.27 

7.43 

333.85 

8.90 

334.07 

8.92 

13 

2008 

336.60 

18.77 

338.52 

31.31 

338.61 

31.74 

338.48 

28.85 

14 

2009 

330.40 

0.00 

332.38 

5.44 

332.80 

6.33 

334.00 

8.74 

15 

2010 

330.40 

0.00 

334.38 

10.23 

335.46 

13.73 

336.05 

16.25 


Table Al-18: Bethali Gauge-Capacity Data 


S. 

No. 

Year 

Gauge, 

m 

Capacity 

Mm 3 

Gauge, 

m 

Capacity 

Mm 3 

Gauge, 

m 

Capacity 

Mm 3 

Gauge, 

m 

Capacity 

Mm 3 

30 s ' June 

31 st July 

31 st Aug. 

15 th /30 st Sept. 

1 

2002 

NA 

NA 

NA 

NA 

NA 

NA 

371.60 

12.47 

2 

2003 

NA 

NA 

NA 

NA 

NA 

NA 

373.15 

19.31 

3 

2004 

370.55 

9.74 

370.65 

9.98 

375.30 

31.95 

375.13 

30.67 

4 

2005 

366.55 

0.00 

373.40 

20.55 

373.85 

22.89 

373.80 

22.61 

5 

2006 

369.50 

7.48 

370.20 

8.91 

374.50 

26.57 

375.27 

31.75 

6 

2007 

370.25 

9.03 

371.35 

11.67 

372.05 

14.36 

372.30 

15.45 

7 

2008 

369.25 

7.01 

370.75 

10.22 

373.75 

22.35 

374.20 

24.87 

8 

2009 

369.70 

7.86 

370.40 

9.38 

371.10 

11.12 

371.65 

12.67 

9 

2010 

369.85 

2.95 

368.05 

4.73 

369.20 

6.91 

369.50 

7.48 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table Al-19: Chhapi Gauge-Capacity Data 


s. 

No. 

Year 

Gauge, 

m 

Capacity 

Mm 3 

Gauge, 

m 

Capacity 

Mm 3 

Gauge, 

m 

Capacity 

Mm 3 

Gauge, 

m 

Capacity 

Mm 3 

30 s ' June 

31 st July 

31 st Aug. 

15 ,h /30 st Sept. 

1 

2004 

334.20 

20.98 

336.20 

30.14 

342.00 

75.66 

341.37 

68.50 

2 

2005 

336.30 

30.77 

341.40 

68.79 

341.80 

73.38 

341.30 

67.90 

3 

2006 

333.50 

18.34 

334.70 

23.18 

341.30 

67.90 

341.50 

69.92 

4 

2007 

333.80 

19.39 

338.00 

41.44 

339.70 

54.18 

340.10 

57.31 

5 

2008 

330.70 

10.76 

332.00 

13.06 

335.70 

27.59 

338.40 

44.43 

6 

2009 

329.70 

9.00 

336.30 

30.77 

337.10 

35.81 

338.10 

42.19 

7 

2010 

N . A . 

N.A 

N.A 

N.A 

N.A 

N.A 

340.90 

64.39 


Table Al-20: Chauli Gauge-Capacity Data 


S. 

No. 

Year 

Gauge, m 

Capacity 

Mm 3 

Gauge, 

m 

Capacity 

Mm 3 

Gauge, 

m 

Capacity 

Mm 3 

Gauge, 

m 

Capacity 

Mm 3 

30 st June 

31 st July 

31 st Aug. 

15 th /30 st Sept. 

1 

2004 

NA 

NA 

NA 

NA 

NA 

NA 

356.28 

51.10 

2 

2005 

347.16 

0.00 

354.86 

33.98 

355.01 

35.47 

354.92 

34.57 

3 

2006 

347.20 

2.55 

349.20 

6.79 

358.32 

76.53 

356.49 

53.42 

4 

2007 

350.90 

11.95 

352.55 

19.96 

353.14 

23.52 

353.80 

26.50 

5 

2008 

347.16 

0.00 

347.95 

3.37 

348.40 

4.44 

349.75 

8.10 

6 

2009 

347.16 

0.00 

350.26 

9.61 

350.50 

10.30 

350.70 

11.07 

7 

2010 

347.16 

0.00 

348.30 

4.16 

350.20 

9.34 

350.60 

10.70 


Table Al-21: Bhimsagar Gauge-Capacity Data 


S. 

No. 

Year 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

30 s ' June 

31 st July 

31 st Aug. 

15 ,h /30 st Sept. 

1 

1996 

972.00 

0.00 

1 , 000.00 

28.60 

1 , 012.00 

76.69 

1 , 012.00 

76.69 

2 

1997 

972.00 

0.00 

997.80 

24.76 

1 , 010.50 

66.59 

1 , 012.10 

77.23 

3 

1998 

998.60 

26.16 

1 , 010.00 

63.22 

1 , 010.00 

63.22 

1 , 010.00 

63.22 

4 

1999 

967.50 

1.37 

1 , 011.10 

70.63 

1 , 011.60 

74.00 

1 , 011.95 

76.35 

5 

2000 

984.20 

9.63 

1 , 008.80 

58.26 

1 , 010.10 

63.89 

1 , 010.10 

63.89 

6 

2001 

979.80 

7.05 

1 , 011.40 

72.65 

1 , 012.10 

77.23 

1 , 012.10 

77.23 

7 

2002 

969.40 

1.46 

969.40 

1.46 

986.30 

11.13 

988.20 

12.66 

8 

2003 

981.60 

8.17 

989.00 

13.31 

998.20 

25.46 

1 , 005.80 

45.86 

9 

2004 

974.90 

1.73 

977.60 

4.61 

1 , 010.40 

65.91 

1 , 008.80 

58.26 

10 

2005 

976.70 

3.62 

1 , 007.90 

54.54 

1 , 008.20 

55.78 

1 , 007.30 

52.06 

11 

2006 

972.00 

1.59 

987.00 

11.69 

1 , 011.80 

75.34 

1 , 012.00 

76.69 

12 

2007 

988.50 

12.91 

993.80 

18.50 

995.10 

20.06 

997.90 

24.94 

13 

2008 

972.12 

1.60 

978.50 

5.61 

992.60 

17.12 

999.50 

27.73 

14 

2009 

972.00 

1.59 

989.70 

13.88 

989.60 

13.79 

991.00 

15.27 

15 

2010 

972.00 

0.00 

972.00 

0.00 

985.61 

10.56 

992.41 

16.88 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 




Table Al-22: Sawan Bhadon Gauge-Capacity Data 


s. 

No. 

Year 

Gauge, m 

Capacity 

Mm 3 

Gauge, 

m 

Capacity 

Mm 3 

Gauge, 

m 

Capacity 

Mm 3 

Gauge, 

m 

Capacity 

Mm 3 

30 s ' June 

31 st July 

31 st Aug. 

15 th /30 st Sept. 

1 

1996 

N.A 

N.A 

305.92 

8.49 

310.42 

12.37 

310.42 

12.37 

2 

1997 

N.A 

N.A 

302.37 

4.10 

310.17 

12.37 

310.17 

12.37 

3 

1998 

N.A 

N.A 

305.77 

8.29 

306.02 

8.69 

306.02 

8.52 

4 

1999 

B.S. 

- 

311.62 

18.40 

312.96 

25.93 

312.96 

25.93 

5 

2000 

302.22 

- 

313.25 

25.93 

313.25 

25.93 

313.25 

25.93 

6 

2001 

302.50 

4.19 

313.65 

30.03 

313.65 

30.03 

313.65 

30.03 

7 

2002 

300.80 

- 

300.70 

- 

306.30 

9.28 

306.85 

10.15 

8 

2003 

304.10 

5.88 

307.20 

10.83 

308.60 

13.91 

309.20 

15.43 

9 

2004 

300.80 

0.00 

300.40 

2.46 

313.80 

30.01 

312.50 

25.54 

10 

2005 

300.80 

0.00 

305.90 

8.36 

306.60 

9.67 

306.90 

10.25 

11 

2006 

300.80 

0.00 

306.20 

8.90 

313.60 

30.01 

313.60 

30.01 

12 

2007 

306.10 

8.70 

309.20 

15.43 

310.40 

18.69 

310.90 

20.22 

13 

2008 

300.80 

0.00 

302.10 

3.78 

306.40 

9.28 

310.70 

19.61 

14 

2009 

300.80 

0.00 

304.10 

5.88 

304.40 

6.30 

304.50 

6.43 

15 

2010 

300.80 

0.00 

301.30 

3.12 

305.00 

7.12 

307.20 

10.83 


Table Al-23: Alnia Gauge-Capacity Data 


S. 

No. 

Year 

Gauge, 

m 

Capacity 

Mm 3 

Gauge, 

m 

Capacity 

Mm 3 

Gauge, 

m 

Capacity 

Mm 3 

Gauge, 

m 

Capacity 

Mm 3 

30 st June 

31 st July 

31 st Aug. 

15 th /30 st Sept. 

1 

1996 

NA 

NA 

20.60 

10.25 

33.60 

43.71 

33.30 

43.65 

2 

1997 

NA 

NA 

17.50 

7.47 

28.30 

28.96 

28.80 

30.52 

3 

1998 

NA 

NA 

21.90 

12.17 

24.60 

17.98 

24.60 

17.98 

4 

1999 

0.00 

0.00 

26.35 

- 

29.30 

31.96 

30.40 

34.15 

5 

2000 

2.70 

- 

31.70 

37.14 

32.10 

40.54 

32.10 

40.54 

6 

2001 

13.08 

3.02 

32.70 

42.66 

32.70 

42.66 

32.07 

42.66 

7 

2002 

16.70 

- 

15.60 

- 

22.80 

13.88 

24.80 

18.50 

8 

2003 

20.10 

- 

23.50 

15.34 

25.60 

21.03 

27.40 

26.16 

9 

2004 

4.40 

0.23 

10.20 

1.47 

33.90 

43.71 

32.40 

41.60 

10 

2005 

0.00 

0.00 

21.40 

11.42 

21.70 

11.87 

24.30 

17.20 

11 

2006 

0.00 

0.00 

15.80 

5.15 

32.80 

43.01 

32.70 

42.66 

12 

2007 

17.30 

7.02 

25.70 

21.36 

29.10 

31.41 

29.60 

32.75 

13 

2008 

11.90 

1.84 

14.00 

3.40 

20.00 

9.41 

23.60 

15.56 

14 

2009 

0.00 

0.00 

21.40 

11.42 

21.60 

11.72 

20.80 

10.55 

15 

2010 

0.00 

0.00 

9.71 

1.22 

18.21 

7.90 

20.40 

9.98 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 




Table Al-24: Burdha Gauge-Capacity Data 


s. 

No. 

Year 

Gauge, 

m 

Capacity 

Mm 3 











30 st Sept. 






1 

1996 

269.79 

32.64 











2 

1997 

270.37 

37.53 











3 

1998 

269.28 

28.17 











4 

1999 

269.56 

30.69 


Note: Month wise data not available 

5 

2000 

269.54 

30.48 


6 

2001 

269.36 

28.99 


7 

2002 

268.98 

24.88 


8 

2003 

269.36 

28.99 


9 

2004 

269.03 

25.38 


10 

2005 

269.35 

28.83 











11 

2006 

269.09 

26.02 











12 

2007 

269.15 

26.68 











13 

2008 

269.27 

28.00 











14 

2009 

269.00 

25.04 











15 

2010 

269.18 

26.47 












Table Al-25: Bhimlat Gauge-Capacity Data 


S. 

No. 

Year 

Gauge, 

m 

Capacity 

Mm 3 

Gauge, 

m 

Capacity 

Mm 3 

Gauge, 

m 

Capacity 

Mm 3 

Gauge, 

m 

Capacity 

Mm 3 

30 st June 

31 st July 

31 st Aug. 

15 th /30 st Sept. 

1 

1996 

362.83 

0.42 

371.17 

10.63 

372.04 

11.90 

372.04 

11.90 

2 

1997 

363.75 

0.75 

370.15 

8.36 

371.46 

11.11 

371.46 

11.11 

3 

1998 

360.70 

0.06 

368.55 

5.33 

369.23 

6.53 

369.46 

6.94 

4 

1999 

363.60 

0.67 

370.15 

8.36 

370.99 

10.23 

370.99 

10.23 

5 

2000 

364.86 

1.43 

371.77 

11.55 

371.77 

11.55 

371.77 

11.55 

6 

2001 

368.72 

5.63 

371.64 

11.36 

371.58 

11.28 

371.58 

11.28 

7 

2002 

364.21 

1.04 

363.20 

0.54 

369.42 

6.87 

369.97 

7.96 

8 

2003 

369.54 

7.08 

370.45 

9.03 

371.67 

11.41 

371.67 

11.41 

9 

2004 

362.44 

0.29 

366.83 

3.03 

371.37 

10.98 

371.40 

11.02 

10 

2005 

363.29 

0.57 

369.39 

6.82 

370.12 

8.29 

371.67 

11.41 

11 

2006 

365.65 

2.01 

368.93 

6.00 

371.67 

11.41 

371.28 

10.85 

12 

2007 

363.11 

0.51 

371.52 

11.19 

371.61 

11.32 

371.22 

10.74 

13 

2008 

366.40 

2.61 

368.59 

5.40 

371.09 

10.45 

371.58 

11.28 

14 

2009 

360.70 

0.06 

369.90 

7.80 

370.06 

8.16 

369.81 

7.60 

15 

2010 

362.83 

0.42 

364.79 

1.30 

371.55 

11.33 

371.49 

11.16 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table Al-26: Abhaypura Gauge-Capacity Data 


s. 

No. 

Year 

Gauge, 

m 

Capacity 

Mm 3 

Gauge, 

m 

Capacity 

Mm 3 

Gauge, 

m 

Capacity 

Mm 3 

Gauge, 

m 

Capacity 

Mm 3 

30 s ' June 

31 st July 

31 st Aug. 

15 ,h /30 st Sept. 

1 

1996 

309.07 

0.34 

315.35 

5.75 

317.45 

9.65 

317.45 

9.65 

2 

1997 

311.51 

1.52 

315.71 

6.30 

316.99 

8.69 

316.99 

8.69 

3 

1998 

310.75 

1.02 

313.95 

3.76 

314.56 

4.62 

315.01 

5.27 

4 

1999 

312.27 

2.05 

315.24 

5.60 

315.41 

5.83 

315.41 

5.83 

5 

2000 

310.24 

0.80 

316.69 

7.99 

316.69 

7.99 

316.69 

7.99 

6 

2001 

313.46 

3.25 

316.48 

7.50 

316.46 

7.47 

316.46 

7.47 

7 

2002 

308.46 

0.17 

308.46 

0.17 

313.03 

2.80 

313.09 

2.86 

8 

2003 

313.79 

3.60 

314.86 

5.06 

316.46 

7.47 

316.46 

7.47 

9 

2004 

308.46 

0.17 

311.87 

1.78 

316.54 

7.64 

316.26 

7.15 

10 

2005 

308.46 

0.17 

313.64 

3.44 

314.04 

3.89 

316.14 

6.96 

11 

2006 

310.99 

1.15 

312.73 

2.48 

316.48 

7.50 

316.46 

7.47 

12 

2007 

308.46 

0.17 

315.04 

5.32 

316.17 

7.01 

316.46 

7.47 

13 

2008 

310.26 

0.81 

313.25 

3.02 

314.40 

4.41 

316.48 

7.50 

14 

2009 

N.A 

0.00 

313.76 

3.57 

314.37 

4.36 

314.31 

4.28 

15 

2010 

308.46 

0.00 

310.36 

0.82 

313.89 

3.59 

316.46 

7.47 


Table Al-27: Bundi Ka Gothra Gauge-Capacity Data 


S. 

No. 

Year 

Gauge, ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

30 st June 

31 st July 

31 st Aug. 

15 th /30 st Sept. 

1 

1996 

242.50 

0.00 

261.60 

11.18 

267.20 

19.25 

267.20 

19.25 

2 

1997 

242.50 

0.00 

254.30 

3.58 

261.30 

10.76 

263.00 

13.02 

3 

1998 

242.50 

0.00 

257.10 

5.78 

258.50 

7.22 

258.50 

7.22 

4 

1999 

254.15 

3.47 

260.30 

9.32 

264.20 

14.78 

264.20 

14.78 

5 

2000 

242.50 

0.00 

267.30 

19.39 

267.30 

19.39 

267.30 

19.39 

6 

2001 

250.80 

1.54 

267.00 

18.97 

266.80 

18.68 

266.80 

18.68 

7 

2002 

242.50 

0.00 

243.50 

0.06 

255.00 

4.10 

254.80 

3.95 

8 

2003 

246.40 

0.35 

260.60 

9.77 

261.90 

11.61 

262.10 

11.89 

9 

2004 

242.50 

0.00 

242.50 

0.00 

264.50 

15.29 

264.00 

14.44 

10 

2005 

252.80 

2.54 

257.70 

6.38 

258.00 

6.70 

258.00 

6.70 

11 

2006 

242.50 

0.00 

250.00 

1.11 

254.10 

3.43 

255.50 

4.44 

12 

2007 

252.70 

2.47 

254.40 

3.66 

255.90 

4.76 

256.00 

4.84 

13 

2008 

246.00 

0.29 

256.10 

4.92 

257.90 

6.59 

259.70 

8.56 

14 

2009 

242.50 

0.00 

248.10 

0.63 

247.40 

0.50 

246.40 

0.35 

15 

2010 

242.50 

0.00 

244.57 

1.00 

255.59 

4.52 

258.31 

6.98 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table Al-28: Dugari Gauge-Capacity Data 


s. 

No. 

Year 

Gauge, ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

30 s ' June 

31 st July 

31 st Aug. 

15 ,h /30 st Sept. 

1 

1996 

88.00 

0.00 

88.00 

0.00 

91.90 

3.60 

92.70 

4.70 

2 

1997 

88.00 

0.00 

N.A 

N.A 

90.10 

1.32 

90.30 

1.58 

3 

1998 

88.00 

0.00 

92.00 

3.74 

92.00 

3.74 

92.00 

3.74 

4 

1999 

88.00 

0.00 

89.70 

0.88 

92.20 

4.00 

92.20 

4.00 

5 

2000 

88.00 

0.00 

93.30 

5.72 

93.30 

5.72 

93.30 

5.72 

6 

2001 

88.00 

0.00 

96.70 

16.65 

96.70 

16.65 

96.70 

16.65 

7 

2002 

88.00 

0.00 

88.00 

0.00 

88.00 

0.00 

88.00 

0.00 

8 

2003 

88.00 

0.00 

88.60 

0.17 

89.60 

0.78 

89.30 

0.53 

9 

2004 

88.00 

0.00 

88.00 

0.00 

96.60 

16.18 

96.10 

13.90 

10 

2005 

88.30 

0.08 

90.50 

1.84 

90.10 

1.32 

91.50 

3.03 

11 

2006 

88.00 

0.00 

89.10 

0.38 

90.60 

1.95 

90.70 

2.07 

12 

2007 

94.20 

7.25 

94.00 

6.88 

94.10 

7.06 

94.60 

8.01 

13 

2008 

88.00 

0.00 

88.90 

0.25 

88.80 

0.23 

88.60 

0.17 

14 

2009 

88.00 

0.00 

88.40 

0.11 

88.00 

0.00 

88.00 

0.00 

15 

2010 

88.00 

0.00 

88.00 

0.00 

89.70 

0.88 

89.84 

0.99 


Table Al-29: Mansarovar Gauge-Capacity Data 


S. 

No. 

Year 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

30 s ' June 

31 st July 

31 st Aug. 

15 th /30 st Sept. 

1 

1996 

207.50 

1.87 

212.42 

3.27 

234.25 

15.58 

230.50 

13.61 

2 

1997 

205.00 

1.30 

216.67 

4.90 

230.75 

13.61 

233.00 

14.48 

3 

1998 

205.00 

1.30 

227.75 

9.15 

232.08 

13.71 

232.50 

14.06 

4 

1999 

211.00 

2.78 

220.67 

6.79 

223.25 

8.18 

225.25 

9.13 

5 

2000 

205.00 

1.30 

213.25 

3.55 

214.50 

3.97 

215.00 

4.14 

6 

2001 

213.17 

3.52 

226.17 

9.14 

232.50 

14.06 

232.50 

14.06 

7 

2002 

205.00 

1.30 

205.00 

1.30 

211.80 

3.06 

211.00 

2.78 

8 

2003 

205.00 

1.30 

208.67 

2.14 

220.75 

6.83 

222.25 

7.64 

9 

2004 

205.00 

1.30 

205.00 

1.30 

221.92 

7.46 

221.25 

7.10 

10 

2005 

205.00 

1.30 

235.92 

17.40 

235.00 

16.40 

233.92 

15.24 

11 

2006 

212.50 

3.29 

220.58 

6.74 

225.25 

9.13 

227.00 

9.14 

12 

2007 

209.00 

2.22 

220.17 

6.52 

221.50 

7.24 

223.50 

8.32 

13 

2008 

219.17 

6.05 

231.67 

13.64 

235.84 

17.31 

235.84 

17.31 

14 

2009 

205.00 

1.30 

206.33 

1.61 

207.50 

1.87 

207.25 

1.82 

15 

2010 

205.00 

0.00 

207.00 

1.76 

218.25 

5.66 

225.83 

9.68 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table Al-30: Ranapratap Sagar Gauge-Capacity Data 


s . 

No. 

Year 

Gauge in 
ft 

Capacity 

Mem 

Gauge 
in ft 

Capacity 

Mem 

Gauge 
in ft 

Capacity 

Mem 

Gauge 
in ft 

Capacity 

Mem 

30st June 

31st July 

31st Aug. 

15th/30st Sept. 

1 

1996 

1 , 132.70 

1 , 846.52 

1 , 140.75 

1 , 999.47 

1 , 156.53 

2 , 845.64 

1 , 156.63 

2 , 851.81 

2 

1997 

1 , 149.22 

2 , 422.55 

1 , 146.81 

2 , 294.27 

1 , 149.89 

2 , 460.79 

1 , 157.59 

2 , 908.55 

3 

1998 

1 , 134.86 

1 , 741.67 

1 , 136.48 

1 , 800.88 

1 , 137.10 

1 , 837.89 

1 , 137.10 

1 , 837.89 

4 

1999 

1 , 136.44 

1 , 813.22 

1 , 140.30 

1 , 979.74 

1 , 141.86 

2 , 126.52 

1 , 141.86 

2 , 126.52 

5 

2000 

1 , 138.31 

1 , 893.39 

1 , 145.75 

2 , 241.23 

1 , 147.14 

2 , 311.54 

1 , 147.25 

2 , 317.71 

6 

2001 

1 , 133.83 

1 , 699.37 

1 , 149.20 

2 , 423.66 

1 , 156.09 

2 , 824.55 

1 , 156.65 

2 , 853.53 

7 

2002 

1 , 131.09 

1 , 576.39 

1 , 130.45 

1 , 548.02 

1 , 133.82 

1 , 699.24 

1 , 133.86 

1 , 699.74 

8 

2003 

1 , 134.20 

1 , 713.55 

1 , 135.88 

1 , 775.81 

1 , 138.24 

1 , 891.73 

1 , 138.65 

1 , 909.45 

9 

2004 

1 , 129.93 

1 , 524.86 

1 , 130.70 

1 , 558.87 

1 , 146.30 

2 , 269.70 

1 , 148.69 

2 , 395.91 

10 

2005 

1 , 149.40 

2 , 434.40 

1 , 151.02 

2 , 522.32 

1 , 151.39 

2 , 542.40 

1 , 151.00 

2 , 516.30 

11 

2006 

1 , 130.89 

1 , 567.36 

1 , 134.90 

1 , 744.63 

1 , 157.21 

2 , 887.33 

1 , 156.80 

2 , 862.54 

12 

2007 

1 , 153.66 

2 , 672.75 

1 , 149.50 

2 , 439.82 

1 , 151.42 

2 , 544.03 

1 , 152.77 

2 , 618.96 

13 

2008 

1 , 151.66 

2 , 557.05 

1 , 153.40 

2 , 661.87 

1 , 156.69 

2 , 855.89 

1 , 157.18 

2 , 885.50 

14 

2009 

1 , 136.02 

1 , 793.49 

1 , 140.13 

1 , 972.98 

1 , 142.75 

2 , 087.54 

1 , 142.78 

2 , 089.08 

15 

2010 

1 , 134.39 

1 , 721.99 

1 , 137.65 

1 , 853.87 

1 , 143.40 

2 , 106.05 

1 , 145.58 

2 , 217.86 


Note : Data of Jawahar Sagar Dam and Kota Barrage is given in Soft Copy (Annex CHM -1 - Soft ) 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Annex CHM-2 

Virgin water yield Series for Chambal Basin and its Sub-basins for 
the Area within Rajasthan Boundary 

Table A2-1 presents Virgin water yield series for Chambal Downstream Sub¬ 
basin. The catchment area of Chambal Downstream Sub-basin within Rajasthan 
is 4,571.56 km 2 . 


Table A2-1: Virgin Water Yield Series for Chambal Downstream Sub-basin (Unit, Mm 3 ) 


Year 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual 

1973 

9.84 

6.75 

5.49 

3.80 

2.90 

2.21 

333.51 

356.72 

190.40 

62.47 

24.57 

17.82 

1016.48 

1974 

12.88 

8.63 

7.11 

5.07 

3.87 

2.98 

759.61 

337.97 

84.45 

353.90 

46.37 

35.06 

1657.90 

1975 

20.78 

13.88 

11.49 

8.18 

6.31 

10.98 

176.93 

464.76 

319.43 

88.65 

37.08 

27.01 

1185.48 

1976 

20.13 

14.05 

11.00 

7.84 

6.53 

171.54 

226.48 

492.15 

277.94 

61.86 

123.53 

41.92 

1454.97 

1977 

25.21 

15.59 

12.80 

9.14 

7.10 

39.52 

550.63 

604.12 

479.35 

99.69 

44.11 

32.63 

1919.89 

1978 

24.07 

16.40 

14.29 

9.59 

7.28 

27.53 

197.81 

468.95 

238.15 

55.07 

31.88 

28.83 

1119.85 

1979 

19.19 

25.06 

14.02 

7.40 

6.01 

10.74 

486.23 

96.36 

17.74 

13.94 

59.05 

13.71 

769.45 

1980 

10.29 

7.44 

5.85 

4.17 

3.20 

53.13 

177.22 

257.13 

44.56 

20.41 

14.89 

15.85 

614.14 

1981 

8.69 

5.73 

4.76 

3.34 

2.79 

10.67 

584.21 

245.81 

112.33 

32.43 

41.12 

18.67 

1070.55 

1982 

24.09 

9.84 

7.80 

6.06 

5.95 

8.17 

144.94 

662.71 

62.55 

40.52 

55.65 

22.90 

1051.18 

1983 

16.51 

11.10 

9.16 

7.95 

5.63 

4.25 

184.84 

189.76 

319.39 

71.77 

29.39 

22.12 

871.87 

1984 

18.03 

11.33 

8.98 

6.41 

4.88 

6.58 

45.18 

158.07 

302.96 

22.48 

16.02 

12.94 

613.86 

1985 

9.32 

6.22 

5.14 

3.67 

2.78 

2.41 

142.81 

330.57 

26.01 

99.01 

19.51 

15.27 

662.72 

1986 

13.33 

32.99 

7.41 

5.28 

4.28 

35.40 

950.53 

517.71 

180.79 

71.81 

32.73 

25.07 

1877.33 

1987 

18.67 

12.47 

10.26 

7.32 

5.84 

9.72 

17.78 

146.87 

82.33 

61.55 

10.89 

35.74 

419.44 

1988 

6.80 

4.69 

3.78 

2.67 

2.04 

88.80 

379.20 

361.94 

168.76 

103.80 

30.21 

23.19 

1175.88 

1989 

17.53 

11.55 

10.04 

6.81 

5.17 

7.52 

68.55 

204.31 

28.18 

13.62 

10.21 

7.91 

391.40 

1990 

5.83 

4.03 

3.32 

2.31 

1.81 

2.24 

146.95 

129.08 

260.35 

21.15 

15.03 

11.47 

603.57 

1991 

8.48 

5.76 

4.77 

3.56 

2.60 

2.34 

320.54 

664.61 

102.69 

44.63 

29.43 

26.39 

1215.80 

1992 

16.74 

11.74 

9.19 

6.60 

5.21 

4.22 

131.93 

608.11 

226.04 

412.88 

60.62 

30.04 

1523.32 

1993 

21.41 

14.85 

12.22 

8.60 

6.59 

10.76 

228.05 

163.96 

309.03 

43.65 

24.56 

18.97 

862.65 

1994 

15.84 

9.54 

7.85 

5.66 

4.29 

50.75 

477.38 

421.51 

193.69 

59.30 

34.80 

26.82 

1307.43 

1995 

73.53 

15.02 

14.34 

8.68 

6.59 

6.64 

253.11 

1034.29 

440.12 

83.55 

44.39 

35.02 

2015.28 

1996 

25.15 

17.65 

15.01 

9.88 

7.56 

16.94 

172.12 

796.70 

375.39 

82.76 

37.09 

28.17 

1584.42 

1997 

20.76 

13.98 

11.54 

14.97 

6.50 

29.18 

198.39 

709.12 

186.70 

71.67 

37.35 

66.97 

1367.13 

1998 

20.36 

13.46 

11.58 

8.07 

6.11 

11.03 

276.77 

260.86 

229.07 

69.29 

22.95 

15.96 

945.51 

1999 

11.90 

9.88 

6.60 

4.70 

3.63 

4.90 

545.77 

211.98 

240.35 

65.85 

25.70 

19.89 

1151.15 

2000 

14.68 

10.18 

8.08 

5.81 

25.29 

7.49 

529.85 

275.26 

56.42 

19.54 

14.37 

15.87 

982.84 

2001 

8.22 

5.50 

4.54 

3.51 

5.37 

16.30 

997.58 

203.19 

44.00 

30.95 

18.70 

14.34 

1352.20 

2002 

10.62 

44.05 

6.08 

4.34 

3.29 

9.17 

14.67 

84.23 

47.17 

12.50 

7.43 

5.73 

249.28 

2003 

4.32 

3.82 

2.42 

1.68 

2.01 

8.15 

222.54 

350.70 

185.75 

58.50 

29.65 

22.37 

891.91 

2004 

16.51 

11.34 

8.97 

6.41 

5.94 

17.18 

57.09 

635.10 

92.83 

51.16 

27.95 

20.79 

951.27 

2005 

15.21 

10.24 

9.77 

6.25 

4.79 

11.85 

553.90 

145.29 

52.58 

39.99 

15.56 

10.64 

876.07 

2006 

7.86 

5.51 

6.15 

3.13 

2.68 

69.72 

272.08 

365.50 

209.07 

47.23 

27.97 

19.96 

1036.86 

2007 

14.71 

12.72 

8.75 

5.99 

4.57 

76.20 

225.76 

220.33 

132.46 

48.81 

19.45 

14.14 

783.89 

2008 

10.41 

7.41 

5.73 

7.68 

3.45 

208.07 

485.95 

435.65 

182.46 

49.82 

31.88 

24.58 

1453.09 

2009 

18.10 

12.44 

53.21 

7.42 

39.20 

7.00 

224.71 

182.22 

100.65 

114.91 

40.66 

16.08 

816.60 

2010 

11.94 

8.05 

6.60 

4.70 

3.64 

3.12 

65.55 

361.60 

96.61 

59.07 

101.34 

24.38 

746.60 

% flow 

1.55 

1.14 

0.90 

0.58 

0.58 

2.62 

29.14 

34.87 

16.50 

6.80 

3.19 

2.13 

100.00 

Mean 

16.52 

12.13 

9.63 

6.18 

6.15 

28.04 

311.24 

372.51 

176.28 

72.64 

34.06 

22.77 

1068.14 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table A2-2 presents Virgin water yield series for Chakan Sub-basin. The 
catchment area of Chakan Sub-basin within Rajasthan is 747.94 km 2 . 


Table A2-2: Virgin Water Yield Series for Chakan Sub-basin (Unit, Mm 3 ) 


Year 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual 

J 

1973 

2.42 

1.59 

1.33 

0.92 

0.74 

0.53 

47.45 

272.82 

74.69 

18.39 

7.60 

5.91 

434.39 

1974 

4.36 

2.93 

2.43 

1.73 

1.31 

1.12 

81.39 

106.34 

21.99 

48.22 

12.45 

6.14 

290.41 

1975 

4.57 

3.10 

2.56 

1.82 

1.41 

1.84 

106.74 

231.71 

109.01 

30.37 

10.78 

8.26 

512.17 

1976 

6.11 

4.27 

3.36 

2.39 

2.22 

27.77 

43.41 

28.70 

39.09 

10.52 

23.69 

13.28 

204.81 

1977 

4.67 

3.14 

2.57 

1.87 

1.54 

9.42 

151.35 

119.38 

129.91 

28.16 

9.25 

7.00 

468.26 

1978 

5.17 

3.59 

2.92 

2.07 

1.57 

1.67 

40.13 

94.93 

64.19 

13.95 

6.97 

5.40 

242.56 

1979 

4.00 

5.16 

2.82 

1.94 

1.54 

8.29 

177.97 

28.33 

7.94 

5.04 

5.53 

4.85 

253.41 

1980 

2.62 

1.85 

1.49 

1.07 

0.81 

14.84 

18.61 

74.80 

18.43 

6.49 

4.58 

3.54 

149.13 

1981 

2.60 

1.75 

1.44 

1.03 

0.88 

0.59 

64.31 

55.24 

14.54 

6.88 

4.87 

3.75 

157.88 

1982 

2.98 

1.96 

1.56 

1.18 

0.90 

0.77 

10.16 

85.54 

24.56 

9.12 

8.30 

4.28 

151.31 

1983 

3.15 

2.13 

1.76 

1.95 

1.29 

1.22 

9.38 

13.90 

61.01 

13.65 

5.43 

4.15 

119.02 

1984 

3.08 

2.13 

1.70 

1.20 

0.92 

0.84 

0.69 

33.10 

2.84 

2.38 

1.84 

1.43 

52.15 

1985 

1.06 

0.72 

0.59 

0.45 

0.32 

0.39 

9.08 

9.59 

3.34 

84.91 

4.74 

3.82 

119.01 

1986 

2.92 

2.77 

1.72 

1.24 

1.04 

1.29 

77.38 

59.04 

16.02 

7.31 

4.05 

3.17 

177.95 

1987 

2.34 

1.57 

1.30 

0.93 

0.71 

1.03 

2.36 

21.74 

6.86 

3.32 

2.45 

8.24 

52.85 

1988 

1.94 

1.34 

1.14 

0.78 

0.59 

5.25 

39.63 

40.84 

32.68 

18.91 

6.84 

5.24 

155.18 

1989 

3.89 

2.62 

2.16 

1.54 

1.17 

1.50 

13.46 

38.11 

7.60 

4.73 

3.40 

2.65 

82.83 

1990 

1.95 

1.31 

1.08 

0.78 

0.59 

0.81 

85.40 

44.59 

26.50 

9.47 

5.15 

4.02 

181.65 

1991 

2.96 

1.99 

1.65 

1.21 

0.92 

0.65 

39.61 

95.19 

82.57 

21.27 

8.79 

6.78 

263.59 

1992 

5.00 

3.50 

2.77 

1.99 

1.61 

1.21 

45.98 

97.47 

24.49 

58.02 

10.70 

5.51 

258.25 

1993 

4.11 

2.81 

2.39 

1.66 

1.36 

10.38 

36.69 

50.84 

55.32 

13.24 

6.14 

4.10 

189.04 

1994 

3.50 

2.12 

1.74 

1.25 

0.99 

3.33 

201.76 

178.46 

45.41 

13.84 

8.08 

6.23 

466.71 

1995 

8.65 

3.55 

2.99 

2.14 

1.64 

1.33 

62.80 

239.72 

114.60 

23.74 

10.30 

7.98 

479.44 

1996 

5.92 

4.09 

3.32 

2.31 

1.79 

1.42 

12.19 

147.40 

59.23 

17.88 

7.31 

5.70 

268.56 

1997 

4.20 

2.83 

2.34 

1.66 

1.27 

1.59 

21.21 

103.75 

46.95 

20.28 

13.08 

8.97 

228.13 

1998 

4.44 

3.03 

3.56 

2.03 

1.45 

1.45 

80.02 

102.94 

31.91 

52.56 

11.86 

5.79 

301.04 

1999 

4.32 

3.02 

2.42 

1.72 

1.35 

6.15 

45.23 

21.17 

45.44 

20.21 

5.82 

4.48 

161.33 

2000 

3.33 

2.31 

1.83 

1.35 

1.21 

0.87 

30.95 

8.79 

28.00 

4.80 

3.33 

2.59 

89.36 

2001 

1.92 

1.29 

1.07 

0.94 

7.87 

14.35 

153.46 

101.07 

18.16 

12.46 

6.04 

4.65 

323.28 

2002 

3.47 

4.62 

2.10 

1.54 

1.18 

15.48 

1.61 

9.76 

9.09 

1.93 

1.46 

1.14 

53.38 

2003 

0.88 

2.20 

0.66 

0.47 

0.36 

1.74 

54.33 

94.30 

54.57 

17.84 

7.96 

6.12 

241.43 

2004 

4.55 

3.15 

2.49 

1.78 

3.92 

2.86 

2.16 

259.95 

44.51 

24.22 

8.08 

5.83 

363.50 

2005 

4.33 

2.91 

2.41 

1.94 

1.67 

44.13 

257.38 

48.80 

36.82 

11.26 

6.53 

5.05 

423.23 

2006 

3.72 

2.50 

2.12 

1.48 

1.32 

2.56 

99.25 

63.38 

80.44 

12.55 

6.90 

5.34 

281.56 

2007 

3.94 

3.78 

2.71 

1.84 

1.42 

54.80 

112.36 

114.32 

89.29 

18.13 

8.12 

6.31 

417.02 

2008 

4.65 

3.23 

2.56 

1.83 

1.68 

26.90 

135.30 

89.22 

36.49 

14.97 

7.33 

5.65 

329.81 

2009 

4.16 

2.81 

2.32 

1.65 

1.33 

1.14 

4.34 

5.96 

2.80 

16.33 

3.83 

2.25 

48.92 

2010 

1.72 

1.19 

0.95 

0.68 

0.54 

0.38 

6.90 

110.34 

143.27 

29.69 

64.49 

29.13 

389.28 

% flow 

1.49 

1.08 

0.83 

0.60 

0.58 

2.90 

25.39 

35.19 

18.23 

7.75 

3.56 

2.40 

100.00 

Mean 

3.67 

2.65 

2.06 

1.48 

1.43 

7.16 

62.70 

86.88 

45.01 

19.13 

8.79 

5.91 

246.89 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table A2-3 presents Virgin water yield series for Mej Sub-basin. The catchment 
area of Mej Sub-basin within Rajasthan is 5,803.76 km 2 . 


Table A2-3: Virgin Water Yield Series for Mej Sub-basin (Unit, Mm 3 ) 


Year 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual, 

1973 

18.35 

11.96 

9.84 

6.98 

5.55 

14.10 

712.54 

1132.48 

660.17 

226.08 

69.92 

49.61 

2917.58 

1974 

36.67 

24.68 

20.36 

14.53 

11.20 

37.96 

1198.81 

528.53 

181.49 

372.50 

88.16 

46.59 

2561.48 

1975 

34.20 

23.07 

19.04 

13.59 

10.35 

41.34 

328.85 

1015.43 

723.02 

216.14 

79.22 

55.08 

2559.33 

1976 

40.75 

28.41 

22.59 

16.13 

12.35 

52.50 

213.19 

575.25 

496.14 

106.73 

241.63 

137.05 

1942.72 

1977 

41.71 

27.24 

22.64 

16.22 

13.09 

326.71 

620.02 

689.63 

532.32 

107.20 

54.38 

42.09 

2493.25 

1978 

31.00 

21.28 

25.84 

13.17 

10.12 

78.37 

408.47 

671.44 

352.20 

81.62 

45.77 

36.38 

1775.66 

1979 

27.55 

142.14 

22.89 

15.07 

12.01 

16.60 

863.43 

225.34 

72.50 

41.90 

84.21 

73.88 

1597.52 

1980 

27.57 

17.57 

14.08 

10.08 

7.67 

34.43 

230.78 

225.51 

75.43 

33.53 

24.51 

21.81 

722.97 

1981 

14.66 

9.56 

8.66 

5.88 

4.51 

14.00 

660.60 

110.30 

190.43 

67.90 

36.63 

25.30 

1148.43 

1982 

28.84 

13.79 

21.67 

9.66 

8.68 

6.95 

300.11 

612.47 

178.65 

68.56 

190.86 

49.32 

1489.56 

1983 

30.20 

20.52 

16.97 

13.09 

9.79 

13.44 

158.29 

463.01 

349.37 

96.61 

44.98 

33.65 

1249.92 

1984 

25.44 

17.24 

13.65 

9.74 

7.42 

6.59 

39.26 

245.70 

430.10 

51.15 

30.09 

23.44 

899.82 

1985 

17.31 

11.64 

9.61 

6.89 

5.24 

3.97 

75.10 

296.70 

80.09 

191.58 

43.40 

28.43 

769.96 

1986 

21.30 

32.80 

13.80 

10.07 

9.73 

12.32 

687.45 

600.44 

128.97 

56.80 

39.57 

30.42 

1643.67 

1987 

22.40 

15.04 

12.40 

8.85 

6.83 

12.36 

39.21 

310.22 

119.61 

59.56 

25.47 

68.09 

700.04 

1988 

21.58 

13.36 

10.89 

7.70 

6.01 

57.46 

145.04 

211.14 

218.07 

108.26 

30.61 

22.93 

853.05 

1989 

16.99 

11.40 

9.41 

6.72 

5.11 

83.28 

80.21 

458.88 

137.96 

49.28 

26.82 

20.77 

906.83 

1990 

15.30 

10.36 

8.56 

6.07 

4.71 

78.76 

352.18 

843.08 

556.38 

119.86 

49.22 

35.55 

2080.03 

1991 

26.25 

17.69 

14.64 

11.99 

8.75 

6.62 

294.24 

566.11 

231.57 

67.71 

37.23 

28.60 

1311.40 

1992 

21.32 

14.93 

11.82 

8.45 

6.51 

4.65 

90.44 

666.10 

230.82 

146.31 

45.97 

33.54 

1280.86 

1993 

24.79 

16.84 

14.10 

10.23 

7.76 

34.62 

480.94 

330.29 

224.24 

71.87 

36.36 

27.10 

1279.14 

1994 

21.76 

13.88 

11.50 

8.34 

6.36 

56.48 

473.39 

804.09 

324.18 

85.85 

50.89 

39.28 

1896.00 

1995 

45.67 

21.81 

20.61 

13.29 

10.13 

7.42 

284.75 

618.24 

421.70 

95.43 

51.77 

40.17 

1630.99 

1996 

29.92 

20.57 

16.40 

11.67 

8.89 

7.66 

313.65 

819.61 

450.45 

132.83 

58.06 

44.80 

1914.51 

1997 

33.05 

22.24 

18.35 

13.94 

10.77 

22.71 

169.68 

671.21 

354.26 

127.10 

46.65 

83.60 

1573.56 

1998 

32.22 

20.79 

17.29 

12.35 

9.45 

36.45 

160.97 

146.65 

166.02 

78.82 

29.77 

21.89 

732.67 

1999 

16.23 

11.17 

9.05 

6.45 

4.91 

45.43 

687.14 

342.07 

158.16 

79.42 

36.25 

27.99 

1424.27 

2000 

20.62 

14.28 

11.32 

8.08 

16.96 

11.49 

972.46 

182.21 

88.73 

35.85 

26.07 

20.06 

1408.13 

2001 

14.75 

9.92 

8.18 

5.87 

14.95 

110.61 

1578.52 

328.32 

74.31 

48.73 

32.62 

24.22 

2251.00 

2002 

17.84 

24.88 

12.62 

9.47 

7.43 

12.13 

9.85 

154.25 

30.37 

14.05 

10.37 

8.05 

311.31 

2003 

5.92 

4.74 

3.95 

2.93 

2.34 

46.47 

200.34 

279.74 

179.46 

69.35 

36.24 

27.23 

858.71 

2004 

20.14 

13.97 

11.10 

7.90 

6.64 

17.19 

17.23 

1025.53 

132.92 

85.91 

41.75 

30.71 

1410.99 

2005 

22.67 

15.24 

13.36 

9.17 

7.05 

72.50 

320.64 

59.95 

222.73 

78.65 

32.69 

25.32 

879.97 

2006 

18.74 

12.62 

13.47 

7.89 

6.27 

34.39 

258.89 

548.12 

479.94 

82.48 

44.76 

34.63 

1542.20 

2007 

25.51 

20.60 

15.40 

10.95 

8.46 

334.11 

368.63 

189.82 

206.93 

50.27 

32.64 

25.23 

1288.55 

2008 

18.54 

12.85 

10.17 

7.40 

5.73 

138.87 

169.67 

151.31 

197.56 

54.04 

31.61 

24.32 

822.07 

2009 

17.93 

12.07 

10.04 

7.13 

5.42 

12.60 

206.55 

104.92 

68.47 

31.12 

29.73 

16.79 

522.77 

2010 

12.47 

8.49 

6.95 

4.94 

3.78 

3.48 

105.34 

427.27 

250.23 

83.25 

157.89 

69.77 

1133.86 

% flow 

1.71 

1.42 

0.99 

0.69 

0.57 

3.55 

26.54 

32.78 

18.55 

6.65 

3.86 

2.70 

100.00 

Mean 

24.16 

20.04 

14.03 

9.71 

8.13 

50.18 

375.71 

463.98 

262.53 

94.06 

54.60 

38.26 

1415.39 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table A2-4 presents Virgin water yield series for Chambal Upstream Sub-basin. 
The catchment area of Chambal Upstream Sub-basin within Rajasthan is 
4,254.99 km 2 . 


Table A2-4: Virgin Water Yield Series for Chambal Upstream Sub-basin (Unit, Mm 3 ) 


Year 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual 

1973 

9.85 

6.40 

5.22 

3.72 

3.07 

27.77 

810.69 

940.30 

1164.07 

179.51 

55.78 

40.21 

3246.59 

1974 

29.72 

20.01 

16.53 

11.79 

10.01 

7.26 

350.44 

1229.84 

167.29 

198.66 

35.67 

23.06 

2100.28 

1975 

17.07 

11.51 

9.49 

6.79 

5.30 

37.10 

183.68 

492.36 

436.36 

149.11 

39.69 

25.78 

1414.24 

1976 

22.59 

14.07 

10.77 

7.72 

5.92 

115.84 

336.18 

936.73 

646.20 

112.81 

379.48 

92.38 

2680.69 

1977 

34.20 

22.67 

18.71 

13.41 

10.38 

23.34 

225.67 

385.54 

328.77 

49.16 

26.74 

20.46 

1159.05 

1978 

14.88 

10.07 

8.41 

6.02 

4.61 

41.17 

284.54 

1048.00 

322.51 

73.23 

35.34 

42.55 

1891.33 

1979 

22.09 

17.13 

12.39 

8.91 

6.88 

106.93 

278.57 

428.27 

75.96 

31.39 

252.01 

83.14 

1323.67 

1980 

23.95 

14.95 

11.98 

8.58 

6.55 

96.61 

159.87 

308.67 

167.36 

28.63 

18.60 

16.99 

862.74 

1981 

10.62 

7.17 

5.94 

4.23 

3.32 

15.65 

101.24 

172.30 

120.48 

33.65 

39.23 

13.89 

527.72 

1982 

15.39 

7.72 

6.40 

10.63 

5.46 

8.79 

732.41 

819.11 

169.22 

53.51 

229.12 

43.59 

2101.35 

1983 

22.51 

15.32 

12.70 

9.17 

7.11 

46.23 

115.55 

629.90 

203.83 

69.47 

23.62 

17.76 

1173.17 

1984 

13.13 

9.12 

7.24 

5.15 

3.93 

4.87 

155.38 

907.80 

480.44 

58.72 

28.25 

21.94 

1695.97 

1985 

16.20 

10.91 

9.01 

6.43 

4.92 

4.26 

75.92 

739.53 

220.08 

314.43 

49.87 

26.51 

1478.07 

1986 

19.72 

20.82 

11.32 

8.17 

12.57 

14.45 

1487.36 

717.52 

118.73 

48.49 

30.85 

23.77 

2513.77 

1987 

17.56 

11.78 

9.71 

6.92 

5.54 

22.30 

48.83 

758.02 

66.20 

160.62 

35.92 

53.55 

1196.95 

1988 

18.15 

11.49 

9.19 

6.57 

5.02 

53.81 

337.77 

641.38 

151.43 

117.30 

26.98 

20.61 

1399.70 

1989 

15.26 

10.26 

8.46 

6.05 

4.61 

31.40 

146.88 

627.92 

260.50 

53.32 

28.61 

22.24 

1215.51 

1990 

16.39 

11.07 

9.11 

6.51 

5.92 

35.89 

272.68 

897.28 

510.02 

111.16 

40.65 

29.45 

1946.13 

1991 

21.76 

14.67 

12.16 

8.92 

6.73 

5.79 

606.56 

617.97 

265.25 

59.85 

31.23 

24.12 

1675.01 

1992 

17.80 

12.36 

9.77 

6.98 

5.34 

4.25 

427.83 

352.45 

324.89 

146.02 

44.26 

24.68 

1376.63 

1993 

17.89 

12.16 

10.01 

7.13 

5.45 

111.53 

569.72 

437.43 

281.07 

66.05 

29.38 

22.64 

1570.46 

1994 

17.51 

11.29 

9.35 

6.68 

5.08 

228.74 

1004.53 

1061.47 

530.84 

95.77 

44.29 

34.19 

3049.74 

1995 

60.74 

18.60 

20.06 

11.76 

9.17 

19.30 

962.73 

720.07 

599.90 

103.22 

40.18 

33.70 

2599.43 

1996 

23.65 

15.94 

12.69 

9.10 

6.94 

9.54 

684.28 

1086.63 

708.65 

134.48 

49.73 

37.36 

2778.99 

1997 

27.59 

18.57 

15.35 

18.19 

9.17 

37.94 

360.64 

936.49 

310.22 

120.31 

47.67 

73.69 

1975.83 

1998 

22.95 

15.10 

12.53 

8.93 

6.86 

15.65 

298.16 

241.06 

295.06 

143.00 

38.67 

20.90 

1118.87 

1999 

15.62 

11.63 

8.74 

6.25 

4.76 

28.50 

607.03 

284.52 

315.74 

125.42 

25.87 

20.65 

1454.73 

2000 

14.63 

10.17 

8.06 

5.77 

11.85 

7.04 

667.44 

124.84 

31.47 

16.68 

12.16 

9.36 

919.47 

2001 

6.90 

4.64 

3.84 

2.72 

2.27 

72.00 

1056.35 

317.68 

59.37 

57.29 

23.83 

16.89 

1623.78 

2002 

12.50 

10.02 

7.30 

5.28 

4.04 

40.69 

20.37 

328.23 

88.88 

18.96 

13.95 

10.67 

560.89 

2003 

7.87 

12.90 

5.01 

3.74 

3.69 

77.02 

277.58 

178.35 

473.77 

86.43 

31.75 

22.99 

1181.10 

2004 

17.08 

11.86 

9.41 

6.72 

5.12 

28.54 

299.61 

2041.04 

249.63 

191.95 

47.02 

32.47 

2940.45 

2005 

24.07 

16.17 

13.36 

9.53 

7.27 

28.47 

537.48 

349.24 

521.84 

93.04 

32.49 

23.60 

1656.56 

2006 

17.68 

11.85 

10.29 

7.18 

5.57 

147.24 

620.50 

2200.05 

902.08 

121.07 

54.91 

40.22 

4138.64 

2007 

29.65 

22.47 

16.60 

11.90 

9.06 

47.16 

934.68 

550.63 

281.45 

53.31 

27.69 

21.37 

2005.97 

2008 

15.80 

10.96 

8.67 

10.60 

5.61 

159.21 

486.13 

709.80 

377.47 

76.78 

36.27 

25.37 

1922.67 

2009 

18.71 

12.61 

10.40 

7.43 

6.01 

84.20 

690.24 

350.25 

251.39 

113.78 

28.34 

20.39 

1593.75 

2010 

15.08 

10.40 

8.39 

5.99 

4.58 

37.01 

349.99 

813.49 

387.39 

64.94 

120.88 

41.24 

1859.38 

% flow 

1.10 

0.73 

0.58 

0.44 

0.35 

2.77 

25.86 

38.84 

18.94 

5.49 

3.18 

1.73 

100.00 

Mean 

19.60 

13.07 

10.38 

7.83 

6.20 

49.57 

462.25 

694.27 

338.57 

98.20 

56.76 

30.90 

1787.61 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table A2-5 presents Virgin water yield series for Kalisindh Sub-basin: The 
catchment area of Kalisindh Sub-basin within Rajasthan is 10,068.86 km 2 . 


Table A2-5: Virgin Water Yield Series for Kalisindh Sub-basin (Unit, Mm 3 ) 


Year 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual 

1973 

30.95 

20.14 

16.48 

11.75 

8.97 

22.62 

2549.68 

1568.76 

2150.69 

450.87 

129.74 

96.42 

7057.07 

1974 

67.29 

45.31 

37.43 

26.73 

28.94 

24.03 

1639.51 

1901.84 

281.08 

782.33 

116.42 

68.46 

5019.37 

1975 

50.49 

34.06 

28.14 

20.08 

15.36 

88.13 

514.58 

2291.50 

1535.72 

502.51 

141.72 

94.27 

5316.56 

1976 

70.53 

48.34 

38.25 

27.36 

20.85 

267.69 

507.66 

1394.98 

991.82 

184.22 

162.15 

76.69 

3790.54 

1977 

50.12 

34.02 

28.04 

20.03 

15.93 

84.56 

1069.15 

1164.57 

793.09 

149.32 

114.03 

59.38 

3582.24 

1978 

42.97 

28.99 

23.97 

17.12 

13.08 

187.46 

720.62 

1044.83 

550.79 

127.30 

86.09 

99.83 

2943.05 

1979 

52.73 

32.96 

26.11 

18.40 

14.04 

22.03 

304.23 

896.79 

138.89 

60.60 

401.36 

93.40 

2061.54 

1980 

43.38 

29.79 

23.81 

17.06 

13.02 

101.40 

253.93 

1175.31 

236.38 

68.66 

46.25 

37.17 

2046.16 

1981 

26.23 

17.66 

14.64 

10.42 

7.97 

16.77 

838.25 

632.35 

340.82 

112.43 

352.15 

43.54 

2413.23 

1982 

41.73 

22.60 

18.33 

14.53 

10.37 

7.35 

881.97 

3360.89 

428.66 

157.40 

498.53 

87.63 

5529.99 

1983 

58.54 

39.55 

32.73 

27.02 

18.17 

25.36 

136.77 

1125.98 

1165.51 

289.74 

93.75 

63.48 

3076.60 

1984 

46.96 

32.45 

25.74 

18.38 

14.04 

50.09 

271.43 

1884.85 

1411.18 

127.62 

68.82 

53.09 

4004.65 

1985 

39.01 

26.27 

21.66 

15.52 

12.20 

8.56 

209.34 

2746.06 

722.92 

1552.63 

153.81 

80.84 

5588.82 

1986 

59.57 

71.96 

34.94 

24.83 

18.94 

270.77 

4467.37 

2011.15 

325.37 

127.78 

86.70 

66.48 

7565.86 

1987 

51.01 

33.16 

27.33 

19.53 

14.89 

10.95 

99.37 

3175.11 

500.34 

1061.18 

106.75 

73.32 

5172.94 

1988 

45.08 

31.39 

24.92 

17.80 

13.75 

220.82 

648.38 

1334.12 

331.72 

213.94 

68.06 

51.43 

3001.41 

1989 

38.13 

25.59 

21.29 

15.09 

11.55 

88.41 

203.36 

1046.09 

241.92 

77.45 

49.40 

37.88 

1856.16 

1990 

27.88 

18.80 

15.51 

11.09 

10.07 

242.95 

795.78 

1077.94 

1160.24 

243.78 

100.21 

74.87 

3779.12 

1991 

54.75 

36.88 

30.47 

24.13 

16.73 

14.08 

1405.50 

1736.86 

403.85 

131.42 

81.27 

60.31 

3996.25 

1992 

44.37 

30.76 

24.42 

17.46 

13.31 

9.61 

439.93 

924.35 

443.69 

593.06 

121.02 

59.50 

2721.48 

1993 

43.03 

29.61 

27.45 

17.19 

13.13 

244.54 

772.91 

849.43 

1386.48 

242.32 

92.58 

67.41 

3786.08 

1994 

51.98 

35.62 

27.76 

19.83 

15.13 

124.54 

1750.94 

1391.71 

719.91 

177.17 

92.04 

70.73 

4477.36 

1995 

63.05 

35.23 

31.22 

20.83 

15.91 

11.42 

486.84 

1264.88 

1122.09 

161.55 

82.62 

72.96 

3368.60 

1996 

50.88 

33.75 

26.79 

19.16 

14.61 

11.11 

1291.34 

3967.25 

1114.92 

324.26 

114.18 

86.27 

7054.52 

1997 

64.09 

42.79 

35.40 

25.50 

19.32 

138.91 

525.50 

1434.22 

517.27 

223.07 

107.09 

628.86 

3762.02 

1998 

77.77 

42.70 

35.36 

25.55 

19.42 

52.29 

540.73 

538.88 

550.37 

258.94 

61.85 

39.62 

2243.48 

1999 

29.21 

53.17 

17.07 

12.20 

9.35 

19.09 

2748.02 

501.62 

1008.08 

239.55 

87.96 

65.90 

4791.22 

2000 

48.65 

33.79 

26.80 

19.16 

17.57 

13.03 

2808.23 

443.56 

262.76 

54.83 

38.58 

29.80 

3796.76 

2001 

21.99 

14.79 

12.26 

8.73 

16.03 

107.28 

3232.32 

1309.72 

174.66 

137.24 

64.91 

49.62 

5149.55 

2002 

36.50 

33.94 

20.37 

14.59 

11.17 

41.51 

17.22 

463.26 

128.63 

33.89 

24.08 

18.58 

843.74 

2003 

13.68 

10.39 

7.67 

5.50 

4.20 

79.54 

283.51 

746.34 

661.93 

154.10 

74.40 

55.25 

2096.51 

2004 

40.76 

28.28 

22.43 

16.04 

12.24 

49.03 

212.96 

2867.51 

263.60 

156.28 

70.39 

53.60 

3793.12 

2005 

39.51 

26.60 

22.03 

15.69 

11.97 

78.31 

1398.38 

302.72 

408.38 

74.46 

44.99 

34.70 

2457.74 

2006 

25.55 

17.24 

33.78 

10.56 

8.16 

135.69 

815.18 

3339.42 

1536.19 

173.53 

89.49 

68.65 

6253.44 

2007 

50.51 

35.11 

28.11 

20.07 

15.40 

136.72 

1184.05 

577.48 

460.38 

104.92 

53.79 

40.53 

2707.07 

2008 

29.75 

20.66 

16.41 

12.34 

8.95 

276.40 

358.88 

470.79 

453.21 

98.77 

65.18 

41.34 

1852.68 

2009 

30.09 

20.28 

16.75 

12.00 

9.14 

8.54 

778.68 

351.67 

420.94 

252.58 

70.98 

38.65 

2010.30 

2010 

28.50 

19.23 

15.90 

11.37 

8.67 

6.62 

462.87 

691.71 

439.17 

89.68 

66.03 

40.87 

1880.62 

% flow 

1.18 

0.84 

0.66 

0.46 

0.37 

2.31 

26.34 

37.81 

18.05 

6.98 

3.00 

2.02 

100.00 

Mean 

44.40 

31.42 

24.68 

17.39 

13.75 

86.80 

990.14 

1421.22 

678.52 

262.40 

112.62 

75.82 

3759.15 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table A2-6 presents Virgin water yield series for Parwati Sub-basin. Catchment 
area of Parwati Sub-basin within Rajasthan is 5,020.82 km 2 . 


Table A2-6: Virgin Water Yield series for Parwati Sub-basin (Unit, Mm 3 ) 


Year 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual 

1973 

7.22 

4.68 

3.83 

2.73 

2.11 

13.86 

887.50 

776.51 

909.15 

186.92 

54.44 

35.43 

2884.38 

1974 

23.60 

15.59 

12.83 

9.16 

11.66 

5.75 

1093.48 

606.63 

198.14 

299.04 

71.40 

34.08 

2381.36 

1975 

21.49 

13.81 

11.26 

8.00 

6.12 

43.72 

817.23 

1701.49 

933.42 

384.03 

95.66 

51.47 

4087.70 

1976 

34.71 

23.41 

18.41 

13.12 

10.00 

175.02 

371.28 

634.68 

614.44 

126.62 

59.90 

35.41 

2117.00 

1977 

21.75 

13.93 

11.34 

8.07 

6.17 

6.23 

551.70 

572.87 

457.48 

89.08 

41.03 

23.54 

1803.19 

1978 

16.13 

10.67 

8.77 

6.27 

4.77 

81.14 

452.70 

747.89 

372.34 

87.42 

41.23 

33.20 

1862.53 

1979 

21.64 

17.35 

12.02 

8.20 

6.17 

10.12 

458.88 

225.50 

50.10 

21.97 

131.94 

79.52 

1043.41 

1980 

25.54 

12.04 

8.35 

5.69 

4.28 

80.26 

348.46 

669.67 

160.70 

54.00 

28.19 

22.59 

1419.77 

1981 

13.96 

9.28 

7.64 

5.46 

4.18 

8.24 

977.17 

650.77 

214.82 

79.34 

149.13 

27.16 

2147.15 

1982 

20.35 

11.45 

9.02 

6.42 

4.91 

4.95 

244.46 

2399.80 

370.02 

108.28 

147.38 

42.98 

3370.02 

1983 

25.46 

16.17 

13.10 

11.52 

8.34 

5.77 

119.10 

485.35 

567.22 

229.99 

61.75 

32.73 

1576.50 

1984 

23.56 

14.88 

11.54 

8.19 

6.24 

47.52 

32.56 

593.53 

771.82 

94.79 

35.40 

22.25 

1662.28 

1985 

15.26 

10.06 

8.27 

5.90 

4.50 

3.33 

29.86 

983.60 

210.80 

668.01 

79.92 

33.66 

2053.17 

1986 

21.53 

45.53 

14.55 

9.21 

6.77 

25.03 

1815.03 

661.57 

153.22 

54.08 

31.13 

22.24 

2859.89 

1987 

22.68 

10.77 

8.85 

6.31 

4.84 

9.44 

51.20 

1005.61 

287.11 

507.76 

73.52 

36.95 

2025.04 

1988 

17.97 

11.60 

8.99 

6.39 

4.87 

185.58 

618.02 

543.82 

175.80 

100.81 

33.29 

22.32 

1729.46 

1989 

15.74 

10.44 

8.69 

6.14 

4.69 

14.86 

60.17 

450.46 

162.03 

51.47 

22.32 

14.51 

821.52 

1990 

10.11 

6.75 

5.52 

3.93 

7.34 

14.84 

306.93 

466.44 

675.20 

167.71 

46.92 

27.56 

1739.25 

1991 

19.72 

13.31 

11.23 

8.43 

6.00 

5.73 

1507.77 

1521.43 

305.95 

79.31 

38.40 

26.20 

3543.48 

1992 

19.30 

13.41 

10.64 

7.61 

5.81 

4.18 

139.22 

525.93 

291.69 

428.96 

59.24 

27.07 

1533.06 

1993 

18.19 

12.28 

10.14 

7.26 

5.56 

55.87 

316.26 

223.84 

661.91 

108.97 

33.84 

21.15 

1475.27 

1994 

16.27 

10.55 

8.61 

6.18 

4.73 

94.86 

1231.84 

936.95 

391.32 

101.58 

43.97 

30.86 

2877.72 

1995 

25.81 

15.38 

16.47 

9.10 

6.94 

4.98 

493.63 

1122.71 

454.25 

98.86 

42.33 

31.00 

2321.46 

1996 

22.72 

15.39 

12.25 

8.72 

6.67 

5.31 

424.89 

1476.32 

588.40 

199.97 

54.54 

34.30 

2849.48 

1997 

24.94 

16.64 

13.75 

10.01 

7.51 

15.07 

198.40 

762.83 

239.06 

74.95 

113.73 

408.23 

1885.12 

1998 

46.87 

17.14 

13.76 

9.89 

7.57 

30.51 

305.06 

633.26 

436.39 

163.94 

38.90 

21.25 

1724.54 

1999 

15.01 

11.01 

8.39 

5.99 

4.66 

19.34 

1005.80 

632.84 

540.79 

131.58 

42.43 

28.00 

2445.84 

2000 

20.39 

14.17 

11.26 

8.04 

7.16 

6.47 

1511.48 

158.91 

215.96 

39.63 

18.02 

12.80 

2024.29 

2001 

9.47 

6.39 

5.28 

3.77 

4.04 

24.01 

1217.79 

787.62 

120.81 

58.07 

23.47 

17.51 

2278.23 

2002 

12.91 

18.48 

7.83 

5.37 

4.11 

6.38 

3.37 

145.97 

31.68 

7.10 

3.92 

2.99 

250.11 

2003 

2.21 

2.48 

1.26 

0.91 

0.70 

30.15 

146.43 

411.93 

236.64 

65.59 

28.30 

19.66 

946.26 

2004 

14.72 

10.11 

8.04 

5.74 

4.38 

48.21 

77.22 

920.85 

155.25 

134.01 

32.66 

20.74 

1431.93 

2005 

15.06 

10.15 

8.42 

5.99 

4.58 

18.45 

1078.95 

317.83 

342.19 

86.94 

31.59 

21.35 

1941.50 

2006 

15.66 

10.56 

14.62 

6.32 

5.02 

44.20 

163.21 

598.17 

402.44 

61.12 

27.36 

19.44 

1368.12 

2007 

14.31 

17.01 

8.47 

5.97 

4.57 

126.99 

311.51 

358.04 

303.73 

65.09 

24.69 

16.74 

1257.12 

2008 

12.34 

8.58 

6.81 

4.87 

3.73 

452.22 

521.20 

567.87 

387.17 

88.50 

35.16 

24.45 

2112.90 

2009 

17.95 

12.12 

9.98 

7.14 

5.46 

4.88 

263.95 

521.39 

281.10 

125.17 

38.29 

20.67 

1308.10 

2010 

14.34 

9.66 

7.97 

5.71 

4.37 

6.54 

77.22 

223.53 

393.89 

55.00 

23.42 

15.10 

836.75 

% flow 

0.97 

0.68 

0.51 

0.36 

0.29 

2.35 

27.34 

36.52 

19.01 

7.41 

2.65 

1.92 

100.00 

Mean 

18.87 

13.24 

9.95 

6.94 

5.57 

45.79 

532.39 

711.17 

370.12 

144.36 

51.55 

37.29 

1947.23 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table A2-7 presents Virgin water yield series for Kunu Sub-basin. The 
catchment area of Kunu Sub-basin within Rajasthan is 774.57 km 2 . 


Table A2-7: Virgin Water Yield Series for Kunu Sub-basin (Unit, Mm 3 ) 


Year 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual 

1973 

0.28 

0.19 

0.15 

0.11 

0.08 

5.18 

105.20 

115.25 

166.61 

30.55 

9.35 

6.80 

439.75 

1974 

5.00 

3.37 

2.78 

1.99 

1.52 

1.10 

131.03 

71.70 

33.45 

40.01 

11.85 

5.82 

309.62 

1975 

4.33 

2.92 

2.42 

1.73 

1.32 

9.22 

133.87 

271.47 

163.91 

64.69 

16.82 

10.32 

683.02 

1976 

7.64 

5.30 

4.21 

3.00 

2.29 

27.46 

28.10 

110.10 

108.21 

23.13 

9.88 

7.40 

336.72 

1977 

5.08 

3.44 

2.84 

2.03 

1.55 

1.36 

33.37 

62.83 

69.68 

14.40 

6.05 

4.71 

207.34 

1978 

3.48 

2.35 

1.94 

1.39 

1.06 

11.24 

44.35 

110.17 

57.79 

12.48 

7.09 

5.56 

258.90 

1979 

4.05 

2.80 

2.25 

1.60 

1.22 

0.90 

68.87 

11.70 

6.29 

4.05 

18.67 

15.28 

137.68 

1980 

4.29 

2.71 

2.18 

1.56 

1.19 

5.05 

37.37 

63.93 

23.91 

7.11 

4.81 

3.76 

157.87 

1981 

2.74 

1.84 

1.52 

1.09 

0.83 

1.31 

150.14 

53.42 

23.46 

9.25 

19.74 

4.68 

270.02 

1982 

3.38 

2.27 

1.88 

1.34 

1.03 

0.78 

21.28 

297.50 

73.59 

19.02 

25.31 

8.45 

455.83 

1983 

5.57 

3.77 

3.12 

2.33 

1.77 

1.30 

5.27 

48.41 

71.09 

46.21 

11.80 

6.14 

206.78 

1984 

4.67 

3.18 

2.52 

1.80 

1.37 

3.02 

2.78 

57.46 

127.16 

16.80 

6.37 

4.90 

232.03 

1985 

3.62 

2.44 

2.01 

1.44 

1.10 

0.79 

2.90 

43.81 

10.22 

86.92 

12.07 

5.09 

172.41 

1986 

3.81 

3.63 

2.20 

1.58 

1.21 

1.31 

218.68 

67.32 

21.14 

7.37 

5.26 

4.05 

337.56 

1987 

3.10 

2.01 

1.66 

1.19 

0.90 

0.96 

2.18 

61.38 

15.13 

78.75 

10.21 

4.74 

182.21 

1988 

3.31 

2.32 

1.84 

1.32 

1.01 

23.28 

75.80 

69.64 

21.98 

8.65 

5.63 

4.33 

219.11 

1989 

3.20 

2.14 

1.80 

1.27 

0.97 

0.89 

6.83 

59.69 

25.05 

8.75 

4.69 

3.65 

118.93 

1990 

2.69 

1.81 

1.50 

1.07 

0.94 

0.94 

33.22 

53.19 

96.07 

32.21 

9.11 

6.17 

238.92 

1991 

4.58 

3.09 

2.57 

1.82 

1.39 

0.99 

268.39 

249.13 

59.59 

14.59 

7.64 

5.91 

619.69 

1992 

4.36 

3.02 

2.40 

1.71 

1.31 

0.94 

22.05 

60.74 

59.89 

78.87 

14.23 

6.76 

256.28 

1993 

5.01 

3.39 

2.80 

2.00 

1.53 

6.43 

31.97 

14.79 

52.82 

12.25 

4.65 

3.59 

141.23 

1994 

2.67 

1.80 

1.49 

1.06 

0.81 

24.66 

209.66 

130.60 

66.70 

19.07 

9.15 

7.07 

474.74 

1995 

5.51 

3.54 

3.01 

2.10 

1.60 

1.15 

49.64 

169.85 

72.69 

16.69 

8.28 

6.45 

340.51 

1996 

4.78 

3.29 

2.61 

1.86 

1.42 

1.09 

63.88 

192.76 

105.14 

36.22 

11.17 

7.90 

432.12 

1997 

5.84 

3.93 

3.25 

2.32 

1.77 

1.52 

13.85 

89.65 

34.49 

10.14 

6.42 

52.67 

225.85 

1998 

7.49 

3.38 

2.84 

2.04 

1.56 

5.02 

19.65 

68.08 

71.65 

29.12 

8.38 

4.84 

224.05 

1999 

3.60 

2.45 

2.01 

1.44 

1.10 

1.49 

132.56 

105.60 

102.27 

22.88 

8.90 

6.85 

391.15 

2000 

5.05 

3.51 

2.78 

1.99 

1.56 

1.09 

202.96 

11.65 

25.55 

5.86 

3.77 

2.93 

268.70 

2001 

2.17 

1.46 

1.21 

0.86 

0.85 

3.55 

213.63 

132.78 

23.89 

9.53 

5.81 

4.48 

400.22 

2002 

3.30 

2.90 

1.93 

1.39 

1.06 

1.08 

0.86 

17.64 

1.98 

1.44 

1.08 

0.83 

35.49 

2003 

0.61 

0.46 

0.35 

0.25 

0.19 

1.19 

14.79 

37.04 

10.69 

7.81 

4.73 

3.70 

81.81 

2004 

2.79 

1.90 

1.51 

1.08 

0.82 

2.63 

4.04 

50.67 

15.34 

22.66 

5.50 

3.90 

112.84 

2005 

2.90 

1.96 

1.62 

1.15 

0.88 

0.99 

135.13 

45.13 

51.75 

15.65 

6.37 

4.89 

268.42 

2006 

3.62 

2.44 

2.06 

1.44 

1.15 

6.58 

12.48 

48.20 

51.71 

8.48 

4.93 

3.83 

146.92 

2007 

2.82 

2.66 

1.71 

1.24 

0.95 

2.18 

30.75 

43.11 

51.14 

12.72 

5.61 

4.37 

159.26 

2008 

3.23 

2.25 

1.78 

1.27 

0.97 

61.89 

77.88 

67.16 

33.92 

11.52 

6.04 

4.68 

272.59 

2009 

3.45 

2.32 

1.92 

1.37 

1.05 

0.79 

26.39 

58.73 

37.80 

13.14 

5.70 

4.23 

156.89 

2010 

3.12 

2.10 

1.73 

1.24 

0.95 

0.86 

8.18 

15.73 

59.37 

8.62 

4.06 

3.18 

109.14 

% 

flow 

1.46 

1.00 

0.80 

0.57 

0.44 

2.20 

26.18 

32.11 

20.86 

8.61 

3.24 

2.53 

100.00 

Mean 

3.87 

2.64 

2.12 

1.51 

1.17 

5.85 

69.47 

85.21 

55.35 

22.83 

8.61 

6.71 

265.33 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table A2-8 presents Virgin water yield series for entire Chambal Basin within 
Rajasthan. The catchment area of Chambal Basin within Rajasthan is 31,242.50 
km 2 . 

Table A2-8: Virgin Water Yield series for Chambal Basin (Unit, Mm 3 ) 


Year 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual 

1973 

78.91 

51.71 

42.34 

30.01 

23.42 

86.27 

5446.57 

5162.84 

5315.78 

1154.79 

351.40 

252.20 

17996.24 

1974 

179.52 

120.52 

99.47 

71.00 

68.51 

80.20 

5254.27 

4782.85 

967.89 

2094.66 

382.32 

219.21 

14320.42 

1975 

152.93 

102.35 

84.40 

60.19 

46.17 

232.33 

2261.88 

6468.72 

4220.87 

1435.50 

420.97 

272.19 

15758.50 

1976 

202.46 

137.85 

108.59 

77.56 

60.16 

837.82 

1726.30 

4172.59 

3173.84 

625.89 

1000.26 

404.13 

12527.45 

1977 

182.74 

120.03 

98.94 

70.77 

55.76 

491.14 

3201.89 

3598.94 

2790.60 

537.01 

295.59 

189.81 

11633.22 

1978 

137.70 

93.35 

86.14 

55.63 

42.49 

428.58 

2148.62 

4186.21 

1957.97 

451.07 

254.37 

251.75 

10093.88 

1979 

151.25 

242.60 

92.50 

61.52 

47.87 

175.61 

2638.18 

1912.29 

369.42 

178.89 

952.77 

363.78 

7186.68 

1980 

137.64 

86.35 

67.74 

48.21 

36.72 

385.72 

1226.24 

2775.02 

726.77 

218.83 

141.83 

121.71 

5972.78 

1981 

79.50 

52.99 

44.60 

31.45 

24.48 

67.23 

3375.92 

1920.19 

1016.88 

341.88 

642.87 

136.99 

7734.98 

1982 

136.76 

69.63 

66.66 

49.82 

37.30 

37.76 

2335.33 

8238.02 

1307.25 

456.41 

1155.15 

259.15 

14149.24 

1983 

161.94 

108.56 

89.54 

73.03 

52.10 

97.57 

729.20 

2956.31 

2737.42 

817.44 

270.72 

180.03 

8273.86 

1984 

134.87 

90.33 

71.37 

50.87 

38.80 

119.51 

547.28 

3880.51 

3526.50 

373.94 

186.79 

139.99 

9160.76 

1985 

101.78 

68.26 

56.29 

40.30 

31.06 

23.71 

545.01 

5149.86 

1273.46 

2997.49 

363.32 

193.62 

10844.16 

1986 

142.18 

210.50 

85.94 

60.38 

54.54 

360.57 

9703.80 

4634.75 

944.24 

373.64 

230.29 

175.20 

16976.03 

1987 

137.76 

86.80 

71.51 

51.05 

39.55 

66.76 

260.93 

5478.95 

1077.58 

1932.74 

265.21 

280.63 

9749.47 

1988 

114.83 

76.19 

60.75 

43.23 

33.29 

635.00 

2243.84 

3202.88 

1100.44 

671.67 

201.62 

150.05 

8533.79 

1989 

110.74 

74.00 

61.85 

43.62 

33.27 

227.86 

579.46 

2885.46 

863.24 

258.62 

145.45 

109.61 

5393.18 

1990 

80.15 

54.13 

44.60 

31.76 

31.38 

376.43 

1993.14 

3511.60 

3284.76 

705.34 

266.29 

189.09 

10568.67 

1991 

138.50 

93.39 

77.49 

60.06 

43.12 

36.20 

4442.61 

5451.30 

1451.47 

418.78 

233.99 

178.31 

12625.22 

1992 

128.89 

89.72 

71.01 

50.80 

39.10 

29.06 

1297.38 

3235.15 

1601.51 

1864.12 

356.04 

187.10 

8949.88 

1993 

134.43 

91.94 

79.11 

54.07 

41.38 

474.13 

2436.54 

2070.58 

2970.87 

558.35 

227.51 

164.96 

9303.87 

1994 

129.53 

84.80 

68.30 

49.00 

37.39 

583.36 

5349.50 

4924.79 

2272.05 

552.58 

283.22 

215.18 

14549.70 

1995 

282.96 

113.13 

108.70 

67.90 

51.98 

52.24 

2593.50 

5169.76 

3225.35 

583.04 

279.87 

227.28 

12755.71 

1996 

163.02 

110.68 

89.07 

62.70 

47.88 

53.07 

2962.35 

8486.67 

3402.18 

928.40 

332.08 

244.50 

16882.60 

1997 

180.47 

120.98 

99.98 

86.59 

56.31 

246.92 

1487.67 

4707.27 

1688.95 

647.52 

371.99 

1322.99 

11017.64 

1998 

212.10 

115.60 

96.92 

68.86 

52.42 

152.40 

1681.36 

1991.73 

1780.47 

795.67 

212.38 

130.25 

7290.16 

1999 

95.89 

102.33 

54.28 

38.75 

29.76 

124.90 

5771.55 

2099.80 

2410.83 

684.91 

232.93 

173.76 

11819.69 

2000 

127.35 

88.41 

70.13 

50.20 

81.60 

47.48 

6723.37 

1205.22 

708.89 

177.19 

116.30 

93.41 

9489.55 

2001 

65.42 

43.99 

36.38 

26.40 

51.38 

348.10 

8449.65 

3180.38 

515.20 

354.27 

175.38 

131.71 

13378.26 

2002 

97.14 

138.89 

58.23 

41.98 

32.28 

126.44 

67.95 

1203.34 

337.80 

89.87 

62.29 

47.99 

2304.20 

2003 

35.49 

36.99 

21.32 

15.48 

13.49 

244.26 

1199.52 

2098.40 

1802.81 

459.62 

213.03 

157.32 

6297.73 

2004 

116.55 

80.61 

63.95 

45.67 

39.06 

165.64 

670.31 

7800.65 

954.08 

666.19 

233.35 

168.04 

11004.10 

2005 

123.75 

83.27 

70.97 

49.72 

38.21 

254.70 

4281.86 

1268.96 

1636.29 

399.99 

170.22 

125.55 

8503.49 

2006 

92.83 

62.72 

82.49 

38.00 

30.17 

440.38 

2241.59 

7162.84 

3661.87 

506.46 

256.32 

192.07 

14767.74 

2007 

141.45 

114.35 

81.75 

57.96 

44.43 

778.16 

3167.74 

2053.73 

1525.38 

353.25 

171.99 

128.69 

8618.88 

2008 

94.72 

65.94 

52.13 

45.99 

30.12 

1323.56 

2235.01 

2491.80 

1668.28 

394.40 

213.47 

150.39 

8765.81 

2009 

110.39 

74.65 

104.62 

44.14 

67.61 

119.15 

2194.86 

1575.14 

1163.15 

667.03 

217.53 

119.06 

6457.33 

2010 

87.17 

59.12 

48.49 

34.63 

26.53 

58.01 

1076.05 

2643.67 

1769.93 

390.25 

538.11 

223.67 

6955.63 

% flow 

1.25 

0.91 

0.69 

0.49 

0.40 

2.61 

26.73 

36.56 

18.36 

6.80 

3.12 

2.08 

100.00 

Mean 

131.10 

95.20 

72.86 

51.03 

42.40 

273.37 

2803.90 

3835.24 

1926.38 

713.62 

326.98 

217.67 

10489.75 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Annex CHM-3 

Water Balance Components of Chambal Basin and Its Sub-basins 

in terms of Annual Depth 


Table A3-1: Annual Water Balance Components for Chakan Sub-basin, mm 


Year 

PCP 

ET 

WYLD 

PET 

PERC 

SURQ 

GW_Q 

LAT_Q 

Sub¬ 

surface 

percolati 

on 

1973 

972.24 

265.64 

582.94 

1 , 882.36 

352.10 

344.93 

170.18 

7.42 

181.92 

1974 

835.50 

246.19 

386.42 

1 , 898.22 

348.58 

228.20 

81.49 

7.79 

267.09 

1975 

1 , 173.66 

311.44 

688.81 

1 , 738.77 

490.96 

365.02 

223.23 

10.03 

267.73 

1976 

801.49 

337.06 

267.05 

1 , 829.27 

318.69 

125.83 

62.41 

7.54 

256.28 

1977 

1 , 077.35 

290.64 

631.64 

1 , 770.39 

431.92 

357.73 

180.33 

9.79 

251.59 

1978 

753.14 

255.60 

324.70 

1 , 832.67 

333.34 

159.56 

86.62 

6.81 

246.72 

1979 

819.95 

325.44 

331.31 

1 , 891.77 

211.63 

257.26 

17.78 

6.40 

193.85 

1980 

573.80 

237.15 

190.11 

1 , 949.76 

229.78 

121.11 

18.20 

5.37 

211.58 

1981 

605.88 

218.98 

204.68 

1 , 913.04 

251.37 

129.47 

20.05 

5.69 

231.32 

1982 

659.04 

282.21 

198.59 

1 , 933.11 

222.40 

135.75 

13.64 

6.19 

208.76 

1983 

644.00 

349.67 

146.65 

1 , 785.77 

215.96 

80.10 

17.59 

5.90 

198.37 

1984 

295.91 

176.22 

73.73 

1 , 960.02 

74.57 

46.83 

0.00 

2.32 

74.57 

1985 

561.75 

232.15 

160.09 

1 , 857.50 

189.64 

126.58 

0.15 

4.40 

189.49 

1986 

680.13 

303.36 

244.80 

1 , 849.48 

180.88 

195.61 

4.33 

5.35 

176.55 

1987 

431.34 

259.41 

71.58 

1 , 987.65 

107.24 

43.59 

0.31 

4.04 

106.93 

1988 

718.24 

304.63 

195.94 

1 , 845.86 

303.42 

120.10 

18.69 

6.62 

284.73 

1989 

464.44 

248.89 

114.14 

1 , 920.93 

147.72 

68.84 

2.13 

4.19 

145.59 

1990 

666.09 

234.27 

238.51 

1 , 833.55 

253.26 

169.68 

17.29 

5.53 

235.97 

1991 

775.42 

187.11 

343.93 

1 , 915.46 

393.13 

190.09 

77.82 

7.50 

315.31 

1992 

809.52 

282.17 

341.37 

1 , 849.99 

276.04 

238.52 

35.83 

6.84 

240.21 

1993 

715.21 

313.52 

240.05 

1 , 850.22 

241.16 

153.41 

27.15 

6.18 

214.01 

1994 

1 , 133.53 

308.95 

634.39 

1 , 794.27 

403.59 

418.09 

134.07 

9.17 

269.52 

1995 

1 , 089.40 

251.93 

641.41 

1 , 836.57 

484.39 

343.97 

197.59 

9.49 

286.80 

1996 

804.53 

266.22 

361.20 

1 , 853.46 

314.41 

216.00 

67.24 

6.95 

247.17 

1997 

847.65 

341.63 

295.44 

1 , 806.72 

288.10 

188.51 

42.31 

7.63 

245.79 

1998 

919.87 

363.74 

397.45 

1 , 824.15 

291.63 

272.23 

58.23 

7.67 

233.40 

1999 

677.11 

309.63 

205.07 

1 , 850.96 

246.53 

117.11 

28.29 

6.28 

218.24 

2000 

483.51 

254.90 

121.93 

1 , 935.43 

150.44 

78.26 

2.40 

4.32 

148.04 

2001 

981.06 

342.84 

409.31 

1 , 744.97 

336.13 

288.90 

51.73 

8.41 

284.40 

2002 

335.04 

229.05 

69.06 

1 , 986.55 

68.07 

40.49 

0.00 

2.82 

68.07 

2003 

890.78 

309.15 

312.17 

1 , 880.06 

352.04 

217.41 

33.59 

8.33 

318.45 

2004 

988.08 

317.76 

475.82 

1 , 936.56 

310.32 

349.99 

55.23 

7.66 

255.09 

2005 

1 , 024.19 

278.22 

569.63 

1 , 839.22 

354.84 

385.99 

101.45 

8.21 

253.39 

2006 

863.69 

309.95 

377.51 

1 , 766.08 

330.04 

218.55 

86.88 

7.41 

243.16 

2007 

1 , 123.50 

370.65 

555.03 

1 , 898.71 

404.02 

338.39 

129.46 

9.47 

274.56 

2008 

965.02 

343.65 

439.56 

1 , 808.31 

390.94 

218.94 

131.55 

8.71 

259.39 

2009 

427.33 

291.81 

64.90 

1 , 891.87 

96.71 

29.67 

0.12 

3.78 

96.59 

2010 

1 , 122.51 

308.79 

515.84 

1 , 802.59 

454.25 

343.37 

101.74 

9.43 

352.51 

Mean 

781.87 

285.81 

326.91 

1 , 861.90 

285.53 

203.27 

60.45 

6.78 

225.08 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table A3-2: Annual Water Balance Components for Chambal Downstream Sub-basin, mm 


Year 

PCP 

ET 

WYLD 

PET 

PERC 

SURQ 

GW_Q 

LAT_Q 

Sub¬ 

surface 

percolati 

on 

1973 

645.27 

318.72 

267.48 

1 , 841.29 

173.91 

177.37 

47.64 

8.91 

126.27 

1974 

851.28 

321.96 

380.32 

1 , 835.13 

243.09 

289.46 

30.87 

10.59 

212.22 

1975 

769.11 

362.90 

300.51 

1 , 727.15 

241.82 

191.36 

41.44 

12.72 

200.38 

1976 

898.63 

434.19 

304.17 

1 , 765.88 

244.01 

217.86 

23.06 

10.69 

220.95 

1977 

925.24 

377.72 

429.97 

1 , 755.99 

311.96 

262.31 

88.83 

13.38 

223.13 

1978 

731.96 

368.96 

249.03 

1 , 777.38 

218.20 

160.91 

25.29 

9.81 

192.91 

1979 

598.10 

378.93 

171.47 

1 , 841.17 

102.22 

134.07 

0.20 

8.31 

102.02 

1980 

512.95 

344.04 

123.41 

1 , 879.63 

97.77 

90.56 

1.03 

7.53 

96.74 

1981 

651.87 

347.90 

204.56 

1 , 831.50 

166.53 

159.98 

2.51 

8.52 

164.02 

1982 

740.13 

387.19 

229.42 

1 , 821.07 

188.96 

179.12 

3.05 

8.37 

185.91 

1983 

633.21 

403.39 

156.54 

1 , 754.11 

144.12 

105.62 

7.00 

8.71 

137.12 

1984 

474.91 

313.67 

122.09 

1 , 890.91 

92.99 

92.44 

1.28 

4.40 

91.71 

1985 

544.57 

325.02 

146.12 

1 , 823.15 

123.72 

113.69 

0.81 

6.96 

122.91 

1986 

894.85 

386.62 

386.05 

1 , 788.40 

240.68 

295.11 

34.38 

8.14 

206.30 

1987 

445.12 

345.27 

83.95 

1 , 905.22 

50.12 

57.63 

0.00 

5.45 

50.12 

1988 

763.88 

396.53 

245.21 

1 , 795.22 

228.39 

166.19 

30.04 

9.43 

198.35 

1989 

448.48 

347.78 

90.63 

1 , 823.99 

71.59 

60.84 

0.14 

5.44 

71.45 

1990 

511.74 

323.36 

143.99 

1 , 783.60 

101.68 

114.35 

1.44 

8.06 

100.24 

1991 

691.76 

281.08 

262.83 

1 , 853.03 

207.11 

205.22 

8.40 

10.41 

198.71 

1992 

799.51 

359.68 

314.69 

1 , 828.47 

211.36 

240.92 

19.83 

10.18 

191.53 

1993 

657.14 

392.79 

187.65 

1 , 814.66 

160.46 

129.95 

9.39 

8.44 

151.07 

1994 

856.81 

384.67 

322.08 

1 , 751.18 

270.46 

217.36 

37.51 

11.68 

232.95 

1995 

929.34 

331.88 

429.64 

1 , 816.96 

313.64 

291.97 

59.31 

13.99 

254.33 

1996 

797.94 

334.24 

353.73 

1 , 824.08 

244.59 

246.20 

39.96 

10.10 

204.63 

1997 

857.46 

428.40 

290.12 

1 , 757.10 

193.06 

225.56 

10.44 

9.77 

182.62 

1998 

601.47 

357.94 

214.21 

1 , 827.02 

135.32 

155.16 

13.85 

9.46 

121.47 

1999 

701.62 

335.59 

253.42 

1 , 816.96 

166.42 

207.32 

2.23 

8.29 

164.19 

2000 

647.93 

376.09 

218.71 

1 , 855.86 

112.12 

182.28 

1.20 

6.01 

110.92 

2001 

823.71 

387.74 

329.19 

1 , 755.15 

181.69 

274.45 

7.55 

10.65 

174.14 

2002 

398.62 

328.44 

71.08 

1 , 847.93 

60.90 

43.50 

5.98 

3.72 

54.92 

2003 

695.53 

381.22 

184.84 

1 , 790.33 

178.00 

135.11 

8.94 

10.70 

169.06 

2004 

704.41 

365.38 

234.61 

1 , 846.55 

187.24 

173.40 

11.16 

10.01 

176.08 

2005 

590.52 

324.69 

212.36 

1 , 812.16 

131.86 

154.81 

14.56 

9.99 

117.30 

2006 

756.14 

379.67 

256.94 

1 , 746.39 

194.47 

200.67 

9.35 

9.46 

185.12 

2007 

704.52 

409.72 

215.05 

1 , 875.69 

162.33 

149.22 

16.33 

11.20 

146.00 

2008 

871.56 

417.06 

305.75 

1 , 763.59 

231.94 

231.09 

14.76 

11.94 

217.18 

2009 

633.60 

383.05 

179.76 

1 , 826.16 

124.93 

141.13 

1.41 

5.13 

123.52 

2010 

711.29 

401.83 

190.84 

1 , 750.48 

182.05 

132.39 

13.61 

11.86 

168.44 

Mean 

696.64 

364.35 

238.48 

1 , 810.54 

176.10 

173.86 

16.97 

9.17 

159.13 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table A3-3: Annual Water Balance Components for Chambal Upstream Sub-basin, mm 


Year 

PCP 

ET 

WYLD 

PET 

PERC 

SURQ 

GW_Q 

LAT 

Q 

Sub¬ 

surface 

percolati 

on 

1973 

1 , 213.69 

316.80 

756.36 

1 , 947.47 

400.93 

528.83 

163.45 

1.51 

237.48 

1974 

895.42 

323.37 

490.31 

2 , 015.26 

237.48 

369.02 

62.00 

1.31 

175.48 

1975 

829.55 

375.46 

336.06 

1 , 892.59 

258.93 

229.82 

55.25 

1.07 

203.68 

1976 

1 , 158.52 

387.46 

600.28 

1 , 945.76 

380.01 

414.27 

119.19 

1.86 

260.82 

1977 

706.04 

350.18 

301.68 

1 , 955.78 

230.44 

175.93 

64.39 

1.06 

166.05 

1978 

913.32 

348.15 

430.57 

1 , 966.41 

287.89 

307.20 

68.21 

1.40 

219.68 

1979 

773.80 

361.12 

301.04 

2 , 005.66 

221.89 

215.59 

40.39 

1.21 

181.50 

1980 

592.39 

349.03 

202.07 

2 , 056.08 

155.18 

139.69 

21.15 

0.93 

134.03 

1981 

526.73 

326.52 

133.60 

2 , 032.80 

136.54 

101.12 

4.46 

0.74 

132.08 

1982 

955.33 

363.22 

458.67 

2 , 020.48 

287.72 

334.90 

75.10 

1.69 

212.62 

1983 

719.06 

353.48 

295.74 

1 , 944.55 

183.66 

224.68 

25.71 

0.81 

157.95 

1984 

797.12 

301.27 

391.10 

2 , 070.59 

223.89 

312.60 

34.64 

1.08 

189.25 

1985 

727.18 

288.41 

330.18 

2 , 022.63 

233.87 

238.06 

46.91 

1.27 

186.96 

1986 

994.88 

291.15 

600.16 

2 , 004.03 

288.83 

461.27 

78.44 

1.35 

210.39 

1987 

679.98 

305.95 

277.83 

2 , 092.60 

173.44 

223.02 

17.75 

0.98 

155.69 

1988 

751.93 

346.28 

327.34 

2 , 006.96 

230.20 

224.89 

54.66 

1.27 

175.54 

1989 

697.25 

308.42 

287.83 

1 , 992.29 

233.55 

195.89 

45.03 

1.09 

188.52 

1990 

920.21 

335.03 

450.36 

1 , 923.09 

291.70 

326.02 

69.05 

1.24 

222.65 

1991 

775.60 

261.13 

407.84 

2 , 028.03 

258.08 

300.10 

52.29 

1.10 

205.79 

1992 

709.58 

284.45 

318.45 

2 , 043.51 

235.09 

222.97 

46.96 

1.25 

188.13 

1993 

827.36 

356.70 

370.41 

2 , 001.80 

266.53 

244.29 

70.60 

1.28 

195.93 

1994 

1 , 190.83 

354.31 

681.95 

1 , 908.39 

394.39 

477.19 

131.10 

1.67 

263.29 

1995 

1 , 013.72 

325.08 

566.41 

2 , 019.85 

324.49 

389.46 

107.85 

1.78 

216.64 

1996 

1 , 107.20 

338.66 

632.37 

1 , 978.01 

373.34 

440.81 

119.68 

1.69 

253.66 

1997 

946.61 

392.22 

434.64 

1 , 934.10 

288.49 

284.58 

86.13 

1.56 

202.36 

1998 

685.27 

365.01 

252.32 

1 , 990.60 

195.81 

170.75 

35.53 

1.02 

160.28 

1999 

736.03 

316.70 

334.57 

2 , 007.53 

206.12 

251.82 

40.08 

1.05 

166.04 

2000 

568.80 

314.64 

220.61 

2 , 063.16 

115.89 

183.95 

5.91 

0.76 

109.98 

2001 

813.08 

325.66 

381.99 

1 , 966.06 

218.67 

304.63 

37.46 

1.15 

181.21 

2002 

448.19 

284.23 

127.34 

2 , 026.67 

117.22 

88.38 

10.47 

0.76 

106.75 

2003 

730.20 

349.71 

265.74 

1 , 973.53 

220.28 

189.04 

38.97 

1.22 

181.31 

2004 

1 , 091.27 

317.34 

641.37 

2 , 052.01 

319.40 

492.91 

88.84 

1.62 

230.56 

2005 

755.73 

301.75 

362.54 

1 , 996.52 

233.59 

258.05 

50.96 

1.28 

182.63 

2006 

1 , 392.21 

355.80 

876.31 

1 , 897.54 

416.51 

654.12 

146.76 

2.00 

269.75 

2007 

857.23 

344.73 

421.21 

2 , 064.61 

238.36 

312.69 

48.26 

1.27 

190.10 

2008 

925.37 

377.05 

434.38 

1 , 950.84 

277.18 

304.94 

75.05 

1.54 

202.13 

2009 

742.85 

317.84 

333.90 

2 , 019.27 

233.97 

228.29 

54.25 

1.34 

179.72 

2010 

914.98 

335.56 

441.96 

1 , 950.78 

268.65 

334.85 

58.59 

1.21 

210.06 

Mean 

844.33 

332.89 

407.30 

1 , 993.89 

254.16 

293.60 

61.88 

1.27 

192.28 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table A3-4: Annual Water Balance Components for Kalisindh Sub-basin, mm 


Year 

PCP 

ET 

WYLD 

PET 

PERC 

SURQ 

GW_Q 

LAT 

Q 

Sub¬ 

surface 

percolati 

on 

1973 

1 , 245.68 

336.02 

748.53 

1 , 917.18 

390.41 

516.70 

161.14 

0.65 

229.27 

1974 

1 , 012.97 

336.44 

524.50 

1 , 966.21 

271.52 

406.00 

52.19 

0.63 

219.33 

1975 

1 , 067.63 

367.67 

515.60 

1 , 841.04 

376.74 

329.52 

108.90 

0.69 

267.84 

1976 

927.37 

388.07 

383.09 

1 , 919.51 

275.10 

258.93 

56.73 

0.64 

218.37 

1977 

889.11 

367.78 

389.15 

1 , 887.33 

269.01 

266.20 

61.23 

0.61 

207.78 

1978 

829.73 

342.03 

317.76 

1 , 896.15 

279.20 

200.76 

57.28 

0.57 

221.92 

1979 

715.58 

377.47 

217.88 

1 , 945.50 

181.19 

153.83 

23.12 

0.49 

158.07 

1980 

641.67 

341.73 

217.88 

2 , 021.25 

166.09 

152.03 

24.14 

0.45 

141.95 

1981 

698.05 

346.42 

230.61 

1 , 956.08 

174.38 

178.52 

15.46 

0.46 

158.92 

1982 

1 , 127.53 

378.14 

556.37 

1 , 925.10 

308.86 

438.94 

60.10 

0.58 

248.76 

1983 

856.69 

406.83 

327.44 

1 , 860.67 

240.11 

223.46 

46.39 

0.52 

193.72 

1984 

835.52 

308.10 

401.18 

2 , 002.09 

218.48 

316.65 

32.68 

0.52 

185.80 

1985 

1 , 079.34 

309.76 

592.69 

1 , 938.24 

305.94 

462.83 

72.32 

0.65 

233.62 

1986 

1 , 232.84 

314.96 

768.60 

1 , 923.22 

341.58 

589.43 

99.63 

0.73 

241.95 

1987 

1 , 023.00 

347.68 

531.50 

2 , 007.81 

211.72 

449.99 

33.90 

0.56 

177.82 

1988 

814.33 

371.53 

321.75 

1 , 926.62 

228.58 

228.52 

39.76 

0.53 

188.82 

1989 

586.61 

304.87 

200.14 

1 , 959.77 

161.91 

133.80 

25.15 

0.35 

136.76 

1990 

973.78 

385.21 

388.38 

1 , 844.38 

314.76 

265.10 

65.11 

0.59 

249.65 

1991 

809.16 

266.99 

398.97 

1 , 962.08 

259.06 

292.94 

45.52 

0.57 

213.54 

1992 

783.49 

321.58 

312.28 

1 , 983.06 

232.38 

221.76 

38.86 

0.52 

193.52 

1993 

941.78 

381.11 

414.96 

1 , 925.88 

287.32 

284.99 

68.82 

0.61 

218.50 

1994 

1 , 017.21 

373.77 

470.85 

1 , 854.64 

332.71 

316.18 

81.79 

0.65 

250.92 

1995 

805.83 

286.55 

345.16 

1 , 958.90 

255.07 

245.49 

41.66 

0.54 

213.41 

1996 

1 , 246.49 

343.01 

736.99 

1 , 951.31 

360.91 

567.16 

97.64 

0.70 

263.27 

1997 

1 , 035.77 

438.87 

413.65 

1 , 867.48 

291.04 

283.67 

66.16 

0.64 

224.88 

1998 

678.33 

394.07 

231.72 

1 , 971.00 

146.39 

163.23 

22.23 

0.50 

124.16 

1999 

1 , 053.34 

375.31 

512.70 

1 , 915.96 

276.70 

407.11 

53.32 

0.60 

223.38 

2000 

780.06 

345.15 

364.13 

2 , 008.11 

131.79 

312.26 

12.71 

0.45 

119.08 

2001 

996.15 

331.97 

503.11 

1 , 924.73 

257.69 

410.91 

42.06 

0.52 

215.63 

2002 

418.85 

285.48 

93.55 

1 , 994.74 

85.77 

60.78 

6.05 

0.35 

79.72 

2003 

732.14 

343.46 

220.53 

1 , 935.66 

222.12 

155.55 

26.03 

0.43 

196.09 

2004 

863.98 

322.33 

405.73 

2 , 004.55 

228.42 

321.33 

34.10 

0.50 

194.32 

2005 

632.04 

289.31 

242.38 

1 , 951.18 

157.03 

189.93 

12.07 

0.39 

144.96 

2006 

1 , 232.52 

375.28 

673.66 

1 , 870.32 

319.65 

540.57 

74.09 

0.62 

245.56 

2007 

756.72 

367.02 

284.22 

2 , 042.06 

182.85 

209.76 

26.63 

0.53 

156.22 

2008 

715.16 

387.49 

204.78 

1 , 919.17 

183.37 

143.34 

21.62 

0.47 

161.75 

2009 

662.83 

334.76 

219.83 

1 , 969.21 

165.23 

162.66 

20.54 

0.43 

144.69 

2010 

662.30 

353.73 

202.08 

1 , 900.98 

176.57 

138.68 

25.33 

0.47 

151.24 

Mean 

878.46 

348.63 

391.69 

1 , 938.14 

243.89 

289.46 

48.75 

0.55 

195.14 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table A3-5: Annual Water Balance Components for Kunu Sub-basin, mm 


Year 

PCP 

ET 

WYLD 

PET 

PERC 

SURQ 

GW_Q 

LAT 

Q 

Sub¬ 

surface 

percolati 

on 

1973 

975.39 

310.33 

567.73 

1 , 743.91 

385.31 

255.42 

256.45 

1.60 

128.86 

1974 

845.54 

284.18 

399.72 

1 , 756.47 

320.14 

240.54 

90.35 

1.58 

229.79 

1975 

1 , 409.96 

341.86 

881.77 

1 , 607.16 

574.96 

491.18 

289.14 

2.38 

285.82 

1976 

963.85 

378.58 

434.71 

1 , 668.00 

399.30 

179.56 

161.07 

1.94 

238.23 

1977 

711.80 

315.94 

267.70 

1 , 647.15 

277.23 

127.04 

75.95 

1.47 

201.28 

1978 

815.28 

313.27 

334.22 

1 , 681.02 

352.17 

144.05 

120.82 

1.58 

231.35 

1979 

612.80 

269.80 

177.76 

1 , 731.09 

215.94 

111.45 

21.26 

1.11 

194.68 

1980 

604.82 

284.66 

203.80 

1 , 717.40 

236.75 

95.31 

54.35 

1.23 

182.40 

1981 

804.67 

296.01 

348.61 

1 , 721.04 

254.16 

251.41 

48.10 

1.24 

206.06 

1982 

1 , 132.04 

350.42 

588.51 

1 , 697.54 

400.59 

377.64 

139.74 

1.76 

260.85 

1983 

767.22 

359.20 

266.95 

1 , 667.17 

296.43 

114.36 

86.83 

1.55 

209.60 

1984 

729.40 

290.31 

299.53 

1 , 761.09 

256.79 

185.81 

56.43 

1.35 

200.36 

1985 

611.67 

231.86 

222.57 

1 , 717.53 

239.91 

133.48 

40.89 

1.18 

199.02 

1986 

827.12 

261.88 

435.79 

1 , 732.23 

263.63 

309.50 

68.13 

1.34 

195.50 

1987 

753.01 

367.09 

235.25 

1 , 771.81 

187.67 

182.18 

16.11 

1.13 

171.56 

1988 

754.32 

321.08 

282.87 

1 , 699.39 

306.63 

135.29 

84.09 

1.48 

222.54 

1989 

605.04 

322.91 

153.55 

1 , 701.84 

202.45 

80.78 

28.77 

1.13 

173.68 

1990 

879.21 

383.00 

308.47 

1 , 638.36 

331.88 

158.61 

91.07 

1.54 

240.81 

1991 

1 , 187.00 

222.71 

800.03 

1 , 751.91 

351.53 

613.60 

113.46 

1.58 

238.07 

1992 

820.69 

311.01 

330.87 

1 , 717.85 

345.07 

155.66 

107.80 

1.60 

237.27 

1993 

644.86 

348.92 

182.33 

1 , 749.59 

202.85 

98.35 

30.78 

1.28 

172.07 

1994 

1 , 137.13 

325.19 

612.93 

1 , 648.22 

464.95 

345.64 

184.62 

1.96 

280.33 

1995 

901.46 

287.40 

439.56 

1 , 730.68 

378.03 

226.40 

133.53 

1.73 

244.50 

1996 

1 , 068.11 

334.23 

557.88 

1 , 702.87 

446.60 

290.30 

181.65 

1.97 

264.95 

1997 

827.65 

350.68 

291.58 

1 , 669.88 

276.32 

175.86 

54.84 

1.45 

221.48 

1998 

756.59 

364.40 

289.26 

1 , 733.51 

257.14 

154.54 

75.12 

1.56 

182.02 

1999 

981.60 

305.01 

504.99 

1 , 737.69 

400.70 

278.76 

151.27 

1.79 

249.43 

2000 

692.23 

234.10 

346.87 

1 , 815.35 

163.97 

294.83 

4.29 

1.08 

159.68 

2001 

1 , 029.40 

336.67 

516.69 

1 , 703.07 

307.20 

383.43 

75.78 

1.48 

231.42 

2002 

290.35 

227.52 

45.79 

1 , 821.62 

46.32 

22.97 

0.00 

0.62 

46.32 

2003 

594.96 

306.60 

105.62 

1 , 701.01 

207.61 

70.99 

2.37 

0.99 

205.24 

2004 

591.91 

295.66 

145.66 

1 , 775.46 

209.26 

83.70 

19.77 

1.16 

189.49 

2005 

792.53 

269.11 

346.55 

1 , 724.61 

310.03 

214.05 

72.47 

1.44 

237.56 

2006 

602.55 

280.71 

189.65 

1 , 732.41 

224.01 

98.95 

40.83 

1.22 

183.18 

2007 

686.39 

324.08 

205.62 

1 , 831.16 

248.94 

111.78 

44.73 

1.30 

204.21 

2008 

864.45 

342.12 

351.91 

1 , 685.86 

337.47 

181.32 

102.46 

1.63 

235.01 

2009 

628.73 

274.27 

202.53 

1 , 754.20 

226.50 

118.83 

35.62 

1.19 

190.88 

2010 

548.36 

302.04 

140.88 

1 , 712.85 

171.65 

82.02 

19.86 

1.00 

151.79 

Mean 

801.32 

308.55 

342.55 

1 , 720.00 

291.53 

199.36 

83.71 

1.44 

207.82 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table A3-6: Annual Water Balance Components for Mej Sub-basin, mm 


Year 

PCP 

ET 

WYLD 

PET 

PERC 

SURQ 

GW_Q 

LAT 

Q 

Sub¬ 

surface 

percolati 

on 

1973 

923.92 

242.34 

523.54 

1 , 962.83 

409.80 

276.53 

174.81 

3.24 

234.99 

1974 

844.32 

211.68 

444.58 

1 , 977.76 

381.46 

256.07 

104.66 

3.35 

276.80 

1975 

911.69 

272.87 

453.18 

1 , 827.23 

441.26 

204.54 

156.00 

3.79 

285.26 

1976 

853.93 

277.22 

391.93 

1 , 914.78 

390.69 

185.96 

123.45 

3.15 

267.24 

1977 

874.94 

284.00 

449.54 

1 , 887.41 

394.25 

209.19 

147.69 

3.57 

246.56 

1978 

749.58 

272.11 

306.56 

1 , 930.48 

319.58 

162.78 

69.96 

3.11 

249.62 

1979 

747.12 

272.48 

298.49 

1 , 975.94 

274.19 

198.25 

42.41 

2.68 

231.78 

1980 

485.82 

233.79 

138.21 

2 , 028.75 

195.62 

70.94 

14.56 

2.14 

181.06 

1981 

599.59 

234.24 

198.19 

1 , 980.89 

235.67 

138.36 

10.70 

2.55 

224.97 

1982 

723.21 

260.17 

271.76 

1 , 963.90 

313.48 

152.73 

59.69 

2.65 

253.79 

1983 

635.89 

259.92 

230.51 

1 , 904.41 

273.59 

113.20 

51.36 

2.94 

222.23 

1984 

490.13 

193.28 

178.59 

2 , 032.61 

204.68 

101.49 

28.28 

1.66 

176.40 

1985 

469.23 

204.89 

121.72 

1 , 974.58 

210.89 

58.68 

19.67 

1.89 

191.22 

1986 

720.58 

213.27 

346.84 

1 , 938.55 

312.78 

206.21 

74.54 

2.41 

238.24 

1987 

473.03 

216.20 

132.41 

2 , 043.19 

173.16 

80.74 

11.36 

1.92 

161.80 

1988 

556.03 

260.71 

185.42 

1 , 950.58 

227.55 

84.69 

50.57 

2.10 

176.98 

1989 

501.90 

201.59 

185.55 

1 , 966.33 

217.79 

94.66 

44.56 

1.42 

173.23 

1990 

736.00 

241.66 

326.92 

1 , 892.11 

298.43 

198.86 

68.77 

2.59 

229.66 

1991 

667.27 

168.84 

334.82 

2 , 000.52 

304.27 

206.03 

63.75 

2.34 

240.52 

1992 

623.86 

204.25 

249.44 

1 , 988.38 

279.70 

142.58 

46.22 

2.48 

233.48 

1993 

635.09 

257.89 

242.67 

1 , 956.93 

274.14 

110.97 

70.33 

2.20 

203.81 

1994 

850.79 

258.40 

397.10 

1 , 867.18 

396.45 

202.34 

115.15 

3.19 

281.30 

1995 

698.05 

215.22 

297.04 

1 , 964.48 

341.57 

144.21 

76.89 

2.97 

264.68 

1996 

771.94 

221.39 

366.20 

1 , 968.39 

374.63 

186.23 

102.57 

2.81 

272.06 

1997 

795.76 

316.11 

306.59 

1 , 887.56 

322.36 

152.24 

83.13 

3.09 

239.23 

1998 

515.36 

245.80 

157.24 

1 , 970.82 

210.47 

75.65 

26.87 

2.15 

183.60 

1999 

617.54 

214.98 

242.03 

1 , 967.66 

268.12 

142.39 

43.28 

2.51 

224.84 

2000 

634.05 

231.54 

273.55 

2 , 010.27 

213.31 

198.28 

25.67 

2.07 

187.64 

2001 

794.40 

241.64 

389.60 

1 , 924.01 

286.40 

274.45 

56.53 

2.45 

229.87 

2002 

340.77 

203.88 

79.23 

2 , 021.26 

107.24 

43.88 

4.53 

1.08 

102.71 

2003 

645.81 

250.40 

213.24 

1 , 931.13 

267.49 

127.82 

38.72 

2.15 

228.77 

2004 

687.15 

215.93 

304.71 

2 , 019.34 

289.32 

190.57 

53.95 

2.31 

235.37 

2005 

515.78 

209.75 

163.17 

1 , 943.88 

230.12 

83.70 

25.35 

2.05 

204.77 

2006 

685.11 

234.56 

284.02 

1 , 893.65 

311.74 

146.18 

75.95 

2.40 

235.79 

2007 

618.71 

253.87 

211.81 

2 , 062.62 

250.84 

121.04 

31.96 

2.41 

218.88 

2008 

614.31 

279.15 

175.47 

1 , 905.94 

251.69 

89.18 

31.72 

2.60 

219.97 

2009 

430.30 

216.68 

110.46 

2 , 003.72 

170.45 

51.77 

17.21 

1.67 

153.24 

2010 

683.99 

252.64 

222.45 

1 , 904.16 

315.01 

112.74 

57.66 

2.34 

257.35 

Mean 

661.13 

238.04 

268.55 

1 , 956.43 

282.64 

147.27 

60.54 

2.49 

222.10 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table A3-7: Annual Water Balance Components for Parwati Sub-basin, mm 


Year 

PCP 

ET 

WYLD 

PET 

PERC 

SURQ 

GW_Q 

LAT 

Q 

Sub¬ 

surface 

percolati 

on 

1973 

1 , 087.25 

327.38 

636.55 

1 , 896.10 

332.58 

417.64 

169.77 

0.20 

162.81 

1974 

912.87 

323.70 

457.97 

1 , 906.03 

270.47 

324.63 

77.71 

0.24 

192.76 

1975 

1 , 278.06 

366.20 

748.09 

1 , 772.81 

439.73 

478.85 

195.56 

0.27 

244.17 

1976 

866.18 

383.92 

369.21 

1 , 853.17 

274.28 

212.06 

94.76 

0.27 

179.52 

1977 

780.18 

331.33 

343.36 

1 , 818.66 

230.60 

230.82 

65.24 

0.23 

165.36 

1978 

848.57 

337.86 

357.58 

1 , 831.36 

296.87 

212.25 

91.21 

0.23 

205.66 

1979 

578.37 

324.26 

168.97 

1 , 906.81 

134.15 

111.67 

26.50 

0.20 

107.65 

1980 

717.59 

320.86 

287.98 

1 , 920.61 

222.01 

193.28 

52.58 

0.21 

169.43 

1981 

864.26 

322.57 

415.35 

1 , 893.49 

221.60 

323.74 

49.94 

0.21 

171.66 

1982 

1 , 150.65 

353.66 

651.27 

1 , 871.82 

309.98 

494.96 

102.77 

0.22 

207.21 

1983 

821.43 

365.74 

328.62 

1 , 808.89 

255.83 

208.70 

67.38 

0.24 

188.45 

1984 

758.76 

294.42 

360.37 

1 , 936.50 

205.40 

264.29 

52.35 

0.22 

153.05 

1985 

837.77 

281.69 

428.89 

1 , 868.95 

235.42 

324.48 

62.37 

0.21 

173.05 

1986 

988.62 

304.51 

570.53 

1 , 870.44 

254.07 

443.89 

73.90 

0.24 

180.17 

1987 

896.91 

378.99 

394.29 

1 , 943.51 

176.08 

328.82 

31.75 

0.21 

144.33 

1988 

796.49 

354.50 

333.67 

1 , 849.03 

248.55 

211.07 

74.09 

0.22 

174.46 

1989 

460.05 

296.07 

118.65 

1 , 897.26 

119.90 

63.88 

26.58 

0.19 

93.32 

1990 

935.99 

400.65 

365.71 

1 , 766.54 

282.19 

243.00 

78.87 

0.20 

203.32 

1991 

1 , 054.25 

261.99 

654.37 

1 , 909.90 

276.03 

525.12 

74.72 

0.23 

201.31 

1992 

726.79 

317.65 

280.53 

1 , 898.13 

228.72 

177.83 

58.62 

0.21 

170.10 

1993 

832.50 

359.58 

358.72 

1 , 895.68 

223.59 

260.24 

54.09 

0.22 

169.50 

1994 

1 , 074.27 

352.51 

564.49 

1 , 808.32 

347.47 

381.01 

121.97 

0.25 

225.50 

1995 

950.79 

304.09 

479.08 

1 , 893.84 

319.20 

318.42 

98.57 

0.26 

220.63 

1996 

1 , 074.78 

341.74 

587.15 

1 , 891.10 

347.39 

402.38 

120.81 

0.26 

226.58 

1997 

960.54 

416.15 

382.61 

1 , 804.97 

254.22 

270.53 

63.63 

0.25 

190.59 

1998 

814.88 

386.60 

359.48 

1 , 887.25 

204.05 

251.37 

60.31 

0.25 

143.74 

1999 

913.44 

332.11 

451.35 

1 , 878.28 

282.86 

307.82 

93.66 

0.24 

189.20 

2000 

785.40 

291.81 

416.13 

1 , 950.69 

139.32 

362.70 

18.36 

0.21 

120.96 

2001 

877.37 

348.17 

404.36 

1 , 846.25 

217.34 

317.55 

48.63 

0.20 

168.71 

2002 

322.95 

259.27 

66.51 

1 , 955.63 

36.20 

47.62 

3.61 

0.16 

32.59 

2003 

734.67 

337.91 

223.92 

1 , 849.38 

205.96 

175.38 

18.86 

0.15 

187.10 

2004 

782.22 

335.11 

318.89 

1 , 931.17 

222.11 

232.36 

43.76 

0.20 

178.35 

2005 

797.60 

298.98 

370.66 

1 , 855.52 

244.35 

260.59 

63.47 

0.21 

180.88 

2006 

729.73 

318.66 

293.94 

1 , 861.31 

210.70 

207.99 

45.20 

0.20 

165.50 

2007 

703.77 

348.90 

245.14 

1 , 982.13 

189.86 

169.18 

37.85 

0.20 

152.01 

2008 

913.25 

366.24 

408.61 

1 , 820.68 

280.93 

270.20 

88.38 

0.23 

192.55 

2009 

684.91 

325.82 

244.69 

1 , 910.13 

179.49 

172.10 

35.27 

0.21 

144.22 

2010 

558.79 

334.20 

151.92 

1 , 854.97 

143.41 

98.61 

23.60 

0.19 

119.81 

Mean 

838.76 

334.36 

384.20 

1 , 876.25 

238.50 

270.97 

67.54 

0.22 

170.95 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table A3-8: Annual Water Balance Components for Chambal Basin, mm 


Year 

PCP 

ET 

WYLD 

PET 

PERC 

SURQ 

GW_Q 

LAT 

Q 

Sub¬ 

surface 

percolati 

on 

1973 

1 , 073.62 

313.80 

625.60 

1 , 910.38 

353.22 

412.60 

151.48 

2.38 

201.74 

1974 

922.08 

309.64 

469.89 

1 , 941.37 

279.70 

340.57 

64.38 

2.60 

215.32 

1975 

1 , 016.60 

353.23 

504.59 

1 , 812.57 

366.53 

310.25 

120.27 

3.01 

246.26 

1976 

936.51 

376.81 

403.95 

1 , 883.23 

306.67 

254.86 

80.53 

2.68 

226.14 

1977 

843.84 

344.82 

384.93 

1 , 860.54 

282.80 

236.99 

81.62 

3.01 

201.18 

1978 

820.71 

333.44 

333.72 

1 , 878.66 

283.99 

207.93 

64.89 

2.43 

219.10 

1979 

688.55 

347.39 

229.42 

1 , 933.14 

182.06 

161.56 

25.94 

2.08 

156.12 

1980 

607.51 

320.72 

204.46 

1 , 982.76 

172.90 

137.09 

25.05 

1.82 

147.85 

1981 

681.58 

319.10 

243.66 

1 , 938.34 

188.00 

185.73 

18.59 

1.99 

169.41 

1982 

983.48 

353.03 

466.39 

1 , 918.50 

288.91 

349.42 

62.93 

2.20 

225.98 

1983 

759.89 

367.48 

280.19 

1 , 850.83 

225.62 

184.25 

42.19 

2.11 

183.43 

1984 

701.80 

285.45 

312.93 

1 , 984.92 

194.39 

236.80 

31.39 

1.29 

163.00 

1985 

798.43 

285.29 

376.12 

1 , 922.37 

238.72 

282.94 

46.92 

1.80 

191.80 

1986 

1 , 009.62 

303.85 

573.87 

1 , 905.14 

292.56 

433.20 

75.71 

2.11 

216.85 

1987 

769.02 

326.57 

331.35 

1 , 996.10 

168.16 

270.78 

21.98 

1.51 

146.18 

1988 

755.39 

349.80 

292.05 

1 , 904.52 

235.96 

192.22 

49.05 

2.19 

186.91 

1989 

546.91 

294.23 

178.79 

1 , 930.61 

161.08 

112.64 

27.31 

1.39 

133.77 

1990 

853.05 

347.84 

347.41 

1 , 837.05 

272.26 

237.23 

59.32 

2.05 

212.94 

1991 

821.01 

250.72 

427.42 

1 , 948.77 

266.67 

317.43 

51.74 

2.37 

214.93 

1992 

742.40 

302.74 

300.16 

1 , 948.52 

238.63 

204.89 

43.40 

2.34 

195.23 

1993 

811.17 

355.44 

334.36 

1 , 916.82 

250.09 

222.59 

56.66 

2.09 

193.43 

1994 

1 , 018.15 

349.76 

500.79 

1 , 837.38 

349.99 

330.11 

99.31 

2.84 

250.68 

1995 

880.09 

291.77 

422.61 

1 , 930.91 

307.08 

278.57 

76.70 

3.11 

230.38 

1996 

1 , 050.45 

322.11 

575.56 

1 , 922.59 

346.43 

405.54 

99.01 

2.53 

247.42 

1997 

941.62 

404.69 

374.75 

1 , 849.39 

274.21 

251.36 

62.86 

2.49 

211.35 

1998 

682.12 

361.73 

253.34 

1 , 930.68 

178.80 

171.84 

33.16 

2.19 

145.64 

1999 

856.01 

327.42 

391.06 

1 , 912.73 

251.29 

289.38 

51.48 

2.08 

199.81 

2000 

698.89 

314.33 

311.47 

1 , 980.80 

139.99 

260.97 

12.45 

1.54 

127.54 

2001 

892.83 

329.83 

422.86 

1 , 884.74 

240.18 

334.63 

40.68 

2.43 

199.50 

2002 

387.44 

272.45 

87.47 

1 , 973.41 

79.74 

57.00 

5.82 

1.01 

73.92 

2003 

718.49 

334.41 

223.86 

1 , 899.85 

222.51 

159.01 

26.04 

2.36 

196.47 

2004 

839.89 

314.95 

389.22 

1 , 973.42 

246.94 

292.11 

44.96 

2.37 

201.98 

2005 

677.38 

286.66 

283.65 

1 , 913.69 

201.17 

202.05 

34.12 

2.26 

167.05 

2006 

1 , 003.24 

339.42 

508.87 

1 , 854.36 

295.42 

379.84 

71.86 

2.40 

223.56 

2007 

747.30 

349.85 

287.02 

2 , 007.12 

207.29 

201.11 

35.03 

2.55 

172.26 

2008 

805.25 

369.09 

300.85 

1 , 875.79 

241.90 

201.82 

48.27 

2.69 

193.63 

2009 

637.55 

318.69 

218.42 

1 , 945.87 

173.44 

152.85 

25.53 

1.44 

147.91 

2010 

705.23 

337.73 

241.41 

1 , 874.69 

212.80 

164.05 

35.42 

2.59 

177.38 

Mean 

807.50 

328.06 

353.01 

1 , 915.07 

242.58 

248.01 

52.74 

2.22 

189.84 


Where 

PCP: Rainfall 

PET: Potential evapotranspiration 

ET: Actual evapotranspiration 

PERC: Percolation (Shallow+Deep) 

SURQ: Direct Surface Runoff 

GW_Q: Baseflow 

WYLD: Total Water yield (SURQ + GW_Q + Lateral Flow) 

LAT_Q : Lateral flow 

Sub-surface percolation =PERC - GW_Q 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table A3-9: Mean Monthly Water Balance Components, mm 


Month 

Rainfall, mm 

Water Yield, mm 

Evapotranspiration, 

mm 

Sub-surface 
percolation, mm 

Chakan Sub-basin 

Jan 

4.71 

4.65 

5.57 

0.37 

Feb 

7.72 

3.29 

7.69 

0.49 

Mar 

3.22 

2.59 

16.61 

0.07 

Apr 

4.59 

1.85 

21.86 

0.17 

May 

13.81 

1.83 

10.69 

1.47 

Jun 

75.45 

10.00 

29.18 

13.14 

Jul 

277.46 

88.57 

60.78 

101.42 

Aug 

267.46 

115.20 

59.79 

95.81 

Sep 

85.49 

55.84 

41.94 

8.74 

Oct 

26.95 

24.47 

17.79 

1.26 

Nov 

12.15 

11.16 

8.58 

2.47 

Dec 

2.85 

7.46 

5.31 

0.00 

Chambal downstream Sub-basin 

Jan 

4.59 

3.56 

8.43 

0.12 

Feb 

6.40 

2.70 

9.93 

0.18 

Mar 

3.17 

2.26 

22.38 

0.05 

Apr 

3.21 

1.37 

56.12 

0.01 

May 

10.06 

1.42 

14.71 

0.26 

Jun 

70.40 

6.40 

32.65 

2.63 

Jul 

247.25 

69.46 

65.69 

51.26 

Aug 

234.41 

82.94 

64.77 

80.33 

Sep 

83.18 

39.36 

48.18 

21.18 

Oct 

20.55 

16.47 

22.32 

1.53 

Nov 

9.18 

7.50 

10.81 

1.30 

Dec 

4.23 

5.04 

8.37 

0.28 

Chambal Upstream Sub-basin 

Jan 

3.79 

4.51 

8.54 

0.37 

Feb 

3.78 

3.04 

9.38 

0.36 

Mar 

1.68 

2.39 

22.58 

0.15 

Apr 

3.39 

1.80 

28.16 

0.54 

May 

8.42 

1.46 

10.36 

1.03 

Jun 

86.33 

11.14 

36.43 

16.01 

Jul 

282.38 

105.42 

64.31 

76.67 

Aug 

304.13 

157.40 

61.23 

86.11 

Sep 

110.39 

77.35 

46.27 

11.21 

Oct 

19.78 

22.43 

22.48 

0.00 

Nov 

16.65 

13.17 

13.53 

3.13 

Dec 

3.60 

7.18 

9.63 

0.00 

Kalisindh Basin 

Jan 

4.72 

4.69 

7.56 

0.05 

Feb 

3.95 

3.32 

7.64 

0.15 

Mar 

2.39 

2.58 

20.28 

0.03 

Apr 

2.74 

1.83 

43.84 

0.07 

May 

8.13 

1.44 

8.52 

0.19 

Jun 

90.03 

9.25 

35.55 

9.19 
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Month 

Rainfall, mm 

Water Yield, mm 

Evapotranspiration, 

mm 

Sub-surface 
percolation, mm 

Jul 

281.97 

99.63 

67.00 

65.25 

Aug 

316.17 

149.52 

65.62 

96.62 

Sep 

118.79 

72.02 

49.67 

22.66 

Oct 

28.83 

27.58 

22.44 

0.00 

Nov 

14.52 

11.80 

12.10 

1.45 

Dec 

6.21 

8.04 

8.41 

0.69 

Kunu Sub-basin 

Jan 

3.91 

5.00 

5.29 

0.00 

Feb 

5.77 

3.41 

6.26 

0.23 

Mar 

1.81 

2.73 

13.21 

0.00 

Apr 

2.14 

1.95 

18.75 

0.05 

May 

5.93 

1.50 

5.35 

0.15 

Jun 

81.15 

7.55 

33.74 

16.01 

Jul 

282.26 

89.69 

69.75 

94.55 

Aug 

270.43 

110.01 

73.32 

88.23 

Sep 

101.80 

71.45 

47.36 

8.42 

Oct 

29.99 

29.48 

20.91 

0.00 

Nov 

10.25 

11.11 

8.60 

1.37 

Dec 

5.87 

8.66 

6.00 

0.60 

Mej Sub-basin 

Jan 

4.13 

4.81 

4.61 

0.58 

Feb 

6.42 

3.74 

5.90 

1.41 

Mar 

2.96 

2.77 

9.80 

0.36 

Apr 

3.35 

1.96 

18.81 

0.54 

May 

9.36 

1.66 

9.04 

1.95 

Jun 

70.13 

8.44 

27.63 

20.94 

Jul 

236.26 

67.24 

54.04 

97.75 

Aug 

218.49 

84.86 

51.00 

85.93 

Sep 

80.20 

54.55 

34.15 

11.09 

Oct 

14.22 

19.94 

11.95 

0.00 

Nov 

11.71 

10.85 

6.45 

3.64 

Dec 

3.89 

7.73 

4.65 

0.05 

Parwati Sub-basin 

Jan 

4.42 

4.08 

7.05 

0.00 

Feb 

5.26 

2.86 

7.74 

0.18 

Mar 

2.92 

2.22 

17.94 

0.00 

Apr 

1.81 

1.54 

40.17 

0.02 

May 

7.47 

1.25 

7.25 

0.13 

Jun 

85.62 

9.79 

32.93 

9.86 

Jul 

286.40 

105.24 

67.22 

68.92 

Aug 

291.92 

141.05 

65.76 

82.11 

Sep 

109.17 

72.40 

48.69 

11.98 

Oct 

26.84 

25.81 

21.95 

0.00 

Nov 

10.53 

10.24 

10.31 

0.60 

Dec 

6.39 

7.70 

7.36 

0.23 

Chambal Basin 

Jan 

4.40 

4.41 

7.25 

0.15 

Feb 

4.98 

3.16 

8.00 

0.37 
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Month 

Rainfall, mm 

Water Yield, mm 

Evapotranspiration, 

mm 

Sub-surface 
percolation, mm 

Mar 

2.57 

2.46 

18.86 

0.09 

Apr 

2.86 

1.73 

37.81 

0.20 

May 

8.61 

1.45 

9.49 

0.60 

Jun 

82.69 

9.17 

33.52 

11.36 

Jul 

271.96 

92.79 

64.54 

71.84 

Aug 

283.25 

129.93 

62.79 

88.30 

Sep 

104.33 

65.75 

46.37 

16.33 

Oct 

23.85 

23.81 

20.76 

0.00 

Nov 

12.87 

10.99 

10.90 

1.87 

Dec 

5.13 

7.38 

7.77 

0.27 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


1. Introduction 

1.1 General 

Mahi River descends from the northern slopes of the Vindhyachal ranges in MP 
at an elevation of 500 m amsl. It flows southwards for about 120 kms in MP 
before entering Banswara District of Rajasthan. The river takes a ‘U’ shaped 
route in Rajasthan before entering Gujarat, finally discharging into the Gulf of 
Cambay. The general layout Mahi Basin is shown in Drawing No. MAI-GEN- 
001 (in Volume 3b). 

The Mahi Basin having catchment area of 16,611 km 2 in Rajasthan lies between 
longitudes 73° 18' and 74°52' and latitudes 23°04' and 24°35'. The main 
tributaries of the Mahi are Era, Nori, Chap, Som, Jakham, Moran, Anas and 
Bhadar. 

Most of Mahi Basin lies in a hilly tract which may be characterised by rocky 
uplands in the form of minor hill ranges, erosional valleys, generally long, narrow 
and shallow, and undulating or rolling erosional pediplains. 

There are 6 sub-basins in Mahi Basin namely Anas, Bhadar, Jakham, Moran, 
Som, and Mahi have catchment areas of 1,411.38 km 2 , 280.57 km 2 , 2,320.58 
km 2 , 5,699.18 km 2 , 678.57 km 2 , 6,220.35 km 2 respectively, within Rajasthan. 

A brief description of important tributaries is given in following paragraphs. 

Som River 

River Som originates in the hills near the village Som in Kherwara Tehsil of 
Udaipur District. It flows southeast through a hilly region and joins river Mahi 
near the village Baneshwar. The entire catchment lies in Udaipur and Dungarpur. 
The main tributaries of river Som are Tidi, Gomti and Jakham. 

Jakham River 

River Jakham originates southwest of the hills near Chotti Sadari in Chittorrgarh 
District. It flows through the hilly region of Udaipur District in a south-western 
direction and joins river Som near Bilara village. The Sub-Basin is situated in 
Chittor and Udaipur. The main tributaries of river Jakham are Karmai and Sukli. 

Moran River 

River Moran originates in the southern hills of Dungarpur town. It flows through 
Dungarpur District and joins Mahi river near Galiakot village. The total 
catchment of river lies in Dungarpur. 

Anas River 

River Anas originates in the northern slopes of the Vindhyan ranges, near Amber 
village in MP. It flows in a north-western direction, enters Rajasthan near 
Meledikhera village and joins Mahi river about 15 km downstream of Galiakot 
village. The Sub-Basin in Rajasthan is situated in Banswara District. The main 
tributary of Anas river in Rajasthan is Hiran. 

Bhadar River 

The river Bhadar, originating in the hills south of Kanguwa village in Dungarpur 
District, flows from north to south and enters Gujarat near Kokhakra village in 
Dungarpur District, where it joins the Mahi near Karanta village in Gujarat. 


App. MAI-IN-24740-R13-073 July, 2014 

Surface and Groundwater Availability 
355 



STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


There are 5 Districts which falls in Mahi Basin namely Banswara, Chittaurgarh, 
Dungarpur, Pratapgarh and Udaipur. Among these Udaipur District has 
maximum percentage area falling under Mahi Basin (32.56%) while it is least 
covered by Chittaurgarh District (1.12%) (See Table 1.1-1). 

There are 28 Blocks of Rajasthan which falls within Mahi Basin (See Table 1.1- 
1) out of which 16 Blocks falls completely within basin boundary. The 
administrative unit setup of Mahi Basin is shown in Drawing No. MAI-GEN-002 
(in Volume 3b). 


Table 1.1-1: District and Blocks falling under Mahi Basin 


District 

Block 

Block area 
within 
Basin, km 2 

Total Area, 
km 2 

Percentage of 
Block Area,% 

Percentage of 
Basin Area, % 

Banswara 

Anandpuri 

345.09 

345.09 

100.00 

2.08 

Bagidora 

509.76 

509.76 

100.00 

3.07 

Banswara 

744.09 

744.09 

100.00 

4.48 

Chhoti Sarwan 

374.00 

374.00 

100.00 

2.25 

Garhi 

678.62 

678.62 

100.00 

4.09 

Ghatol 

808.74 

808.74 

100.00 

4.87 

Kushalgarh 

646.92 

646.92 

100.00 

3.89 

Sajjangarh 

376.76 

376.76 

100.00 

2.27 

District Summary 

4,483.98 

4,483.98 

100.00 

26.99 

Chittaurgarh 

Bari Sadri 

158.01 

505.43 

31.26 

0.95 

Dungla 

28.23 

500.27 

5.64 

0.17 

District Summary 

186.24 

1,005.70 

18.52 

1.12 

Dungarpur 

Aspur 

692.65 

692.65 

100.00 

4.17 

Bichhiwara 

555.04 

976.17 

56.86 

3.34 

Dungarpur 

521.45 

566.11 

92.11 

3.14 

Sagwara 

705.57 

705.57 

100.00 

4.25 

Simalwara 

686.23 

832.01 

82.48 

4.13 

District Summary 

3,160.94 

3,772.51 

83.79 

19.03 

Pratapgarh 

Arnod 

316.51 

708.24 

44.69 

1.91 

Chhoti Sadri 

492.11 

707.50 

69.56 

2.96 

Dhariawad 

922.84 

922.84 

100.00 

5.56 

Peepalkhoont 

543.56 

543.56 

100.00 

3.27 

Pratapgarh 

1,095.63 

1,556.58 

70.39 

6.60 

District Summary 

3,370.64 

4,438.72 

75.94 

20.29 

Udaipur 

Bhindar 

552.28 

1,109.43 

49.78 

3.32 

Girwa 

966.66 

1,393.51 

69.37 

5.82 

Jhadol 

298.31 

1,388.56 

21.48 

1.80 

Kherwara 

454.39 

628.02 

72.35 

2.74 

Lasadiya 

511.86 

511.86 

100.00 

3.08 

Rishabhdeo 

511.44 

511.44 

100.00 

3.08 

Salumbar 

1,034.66 

1,034.66 

100.00 

6.23 

Sarada 

1,079.23 

1,079.23 

100.00 

6.50 

District Summary 

5,408.82 

7,656.71 

70.64 

32.56 

Basin Summary 

16,610.63 



100.00 


Source: Administrative boundaries of Rajasthan 
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1.2 Climatic Characteristics 


Weather statistics of Mahi Basin is analysed based on the 20 years (1990-2009) 
monthly IMD weather data except for rainfall analysis which is based on IMD, 
RD and WRD data of 54 years (1957-2010) and presented in Table 1.2-1. 

The statistical values presented in Table 1.2-1 are the values which varies 
spatially over the region i.e. they signify the spatial variation of a weather 
parameter over the basin. 

Table 1.2-1: Weather Parameter Statistics of Mahi Basin 


Weather Parameter 

Minimum 

Maximum 

Mean 

Standard 

Deviation 

Coefficient of 
Variation 

Mean Maximum Temperature, °C 

31.32 

33.60 

32.82 

0.47 

0.01 

Highest Maximum Temperature, °C 

42.48 

45.00 

44.36 

0.48 

0.01 

Mean Minimum Temperature, °C 

17.11 

20.80 

19.20 

0.94 

0.05 

Lowest Minimum Temperature, °C 

1.93 

8.30 

5.10 

1.84 

0.36 

Annual Rainfall, mm 

510.80 

1,042.90 

753.10 

123.90 

0.16 

Monsoon Months Rainfall, mm 

487.30 

986.90 

712.00 

119.00 

0.17 

Rainy Days, Days/yr 

4.00 

40.00 

32.00 

4.00 

0.00 

Wind Speed, km/hr 

4.20 

8.41 

5.47 

0.79 

0.14 

Sunshine Hours, hr/day 

8.24 

8.34 

8.29 

0.02 

0.00 

Relative Humidity, % 

50.29 

54.36 

52.90 

0.66 

0.01 

Annual Evaporation, cm 

197.64 

222.90 

211.68 

7.21 

0.03 


Source: IMD monthly dataset (1990-2009); Rainfall statistics based on IMD, RD and WRD dal 


:aset (1957-2010) 


1.2.1 Temperature Statistics 


Maximum Temperature 

The mean maximum temperature in Mahi Basin is 32.82°C with a coefficient of 
variation of 0.01 °C. The spatial variation is shown in Drawing No. MAI-CLM- 
001 (in Volume 3b). 


Highest Maximum Temperature 

Highest maximum temperature in Mahi Basin varies spatially within a range of 
42.48-45°C with a mean value of 44.36°C which is presented in Drawing No. 
MAI-CLM-002 (in Volume 3b). 


Minimum Temperature 

Mean minimum temperature in Mahi Basin varies spatially within a range of 
17.11-20.8°C with a mean value of 19.2°C variation of which is presented in 
Drawing No. MAI-CLM-003 (in Volume 3b). 

Lowest Minimum Temperature 

Lowest minimum temperature in Mahi Basin varies spatially within a range of 
1.93-8.3°C with a mean value of 5.1°C variation of which is presented in 
Drawing No. MAI-CLM-004 (in Volume 3b). 

1.2.2 Rainfall 


Annual Rainfall 

Annual rainfall in Mahi Basin ranges spatially from 510.80-1,042.90 mm with a 
mean annual rainfall of 753.10 mm having a coefficient of variation of 0.16. Its 
spatial variation is presented in Drawing No. MAI-CLM-005 (in Volume 3b). 
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Monsoon Rainfall 

Monsoon months rainfall (Jun-Jul-Aug-Sept) ranges from 487-987 mm with a 
mean value of 712 mm with a coefficient of variation of 0.17 (Drawing No. MAI- 
CLM-006 in Volume 3b). 

Rainy Days 

Mean annual number of rainy days in Mahi Basin is 32 with a range of 4-40 days 
(Drawing No. MAI-CLM-007 in Volume 3b). 

1.2.3 Wind Speed 

Mean annual daily wind speed in Mahi Basin lies within a range of 4.2 - 8.41 
km/hr with a mean value of 5.47 km/hr and coefficient of variation of 0.14 
(Drawing No. MAI-CLM-008 in Volume 3b). 

1.2.4 Sunshine Hours 

Daily sunshine hours in Mahi Basin varies spatially from 8.24-8.34 hours/day 
with a mean value of 8.29 hours/day. Spatial variation of sunshine hours is shown 
in Drawing No. MAI-CLM-009 (in Volume 3b). 

1.2.5 Relative Humidity 

Mean annual daily Relative humidity in Mahi Basin is 52.90% with a range of 
50.29-54.36% (Drawing No. MAI-CLM-010 in Volume 3b). 

1.2.6 Evaporation 

Mean Annual evaporation in Mahi Basin is 211.68 cm with a range of 197.64- 
222.90 cm (Drawing No. MAI-CLM-011 in Volume 3b). 

2. Surface Water 

2.1 Hydrological Modelling 

2.1.1 Overview 

SWAT (Soil and Water Assessment Tool) is a hydrological model to assess the 
monthly and annual surface water potentials of the Mahi Basin. A brief 
description of the SWAT hydrological model is given in Annex SW-l(a) of the 
Main Report. 

2.1.2 Development of Hydrological Model 

Mapping of a basin onto the SWAT hydrological model involves an elaborate 
procedure. The following paragraphs briefly describe the methodology used for 
mapping. 

Development of SWAT hydrological modelling involves several steps which are 
mentioned below. 

Input data required for modelling 

• Digital Elevation Model (DEM) - Grid (raster) 

• Landuse - Grid (raster) or Shape (vector) 

• Soil - Grid (raster) or Shape (vector) 

• Meteorological data with location 

• Optional 

• Mask 

• Drainage for burn 
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• Outlet locations 

• Reservoir\River gauge locations 

Key procedures necessary for development of model 

• Delineate the watershed for modelling 

• Define land use and soil data grids 

• Determine the distribution of HRU’s (Hydrological Response Units) based 
on the DEM, land use and soil data. 

• Define rainfall, temperature and weather data 

• Write the SWAT input files- requires access to data on soil, weather, land 
cover, plant growth, etc. 

• Edit the input files - if necessary 

• Setup and run SWAT - requires information on simulation period, PET 
estimation method and other options 

• Calibration of model with available observed data 

Descriptive technical, theoretical, interface and input/output SWAT model 
documentation is attached as soft copy for reference in Annex SW-l(b) (in Main 
Report). 

2.1.3 Basin Delineation 

A digital elevation model (DEM) from the SRTM was used for basin delineation 
as shown in Figure 2.1-1. Enlarged map of DEM is shown in Drawing No. MAI- 
SW-001 (in Volume 3b). 

A watershed is the upslope area that contributes flow to a common outlet as 
concentrated drainage. The boundaries between watersheds are termed drainage 
divides. The outlet is the point on the surface at which water flows out of an area. 
It is the lowest point along the boundary of a watershed. 

Watersheds are delineated from SRTM DEM by computing the flow direction of 
each cell in the raster. The model identifies the ridge lines between the basins 
using elevation values from raster data (SRTM DEM) and creates the basin 
boundary. Outlet points are then defined which may be features, such as dams or 
stream gauges or any other outlet point for which contributing area has to be 
determined. Here, Mahi Basin was delineated considering outlet points outside 
Rajasthan also, so as to cover complete area within Rajasthan. 


The topographic statistics of elevation of the basin are given in Table 2.1-1. 

Table 2.1-1: Elevation Summaries of Mahi Basin 


Parameter 

Elevation 
(m amsl) 

District 

Block 

Longitude, Latitude 
(degree minutes 
seconds) 

Minimum Elevation 

95 

Dungarpur 

Simalwara 

73°58'49.419"E 

23°24'34.478"N 

Maximum Elevation 

1,011 

Udaipur 

Girwa 

73°32'41.316"E 

24°25'27.995"N 

Mean Elevation 

341 

- 

- 



From Table 2.1-1 it can be observed that maximum elevation point in Mahi Basin 
is located in Girwa Block of Udaipur District while minimum elevation point is 
located in Simalwara Block of Dungarpur District. 
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Figure 2.1-1: Digital Elevation Model (Topography) of Mahi Basin 
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Figure 2.1-2: Drainage Network and Basin Delineation using DEM for Mahi Basin 
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Figure 2.1-2 shows the automatically delineated Mahi Basin with the generated 
drainage network using the DEM. The total delineated Mahi Basin area is 
26,868.73 km 2 , where 16,610.63 km 2 is within Rajasthan boundary. 

2.1.4 Micro-watershed Delineation 

Automatic delineation of watersheds was done by using the DEM as input and 
using 1,000 hectare as minimum stream threshold. The target outflow points were 
interactively selected so as to cover entire area of Mahi Basin falling within 
Rajasthan State. 

There are 6 sub-basins in Mahi Basin namely Anas, Bhadar, Jakham, Moran, 
Som, and Mahi have catchment areas of 1,411.38 km 2 , 280.57 km 2 , 2,320.58 
km 2 , 5,699.18 km 2 , 678.57 km 2 , 6,220.35 km 2 respectively, within Rajasthan. 

There are 59 micro-watersheds delineated and demarcated in Mahi Basin within 
Rajasthan boundary (see Figure 2.1-3), details of which are presented in Table 
2.1-2. Enlarged map of micro-watersheds delineated in Mahi Basin is shown in 
MAI-SW-002 (in Volume 3b). 


Table 2.1-2: Micro-watersheds Delineated in Mahi Basin within Rajasthan boundary 


Micro¬ 

watershed 

code 

Micro-watershed 
Area, km 2 

River 

Basin 

Name 

River 

Basin 

Code 

Sub¬ 

basin 

Name 

Sub¬ 

basin 

Code 

Percentage 
of Basin 
Area, % 

001 

417.27 

Mahi 

09 

Anas 

001 

2.51 

002 

223.86 

Mahi 

09 

Anas 

001 

1.35 

003 

224.08 

Mahi 

09 

Anas 

001 

1.35 

004 

546.17 

Mahi 

09 

Anas 

001 

3.29 

005 

280.57 

Mahi 

09 

Bhadar 

002 

1.69 

006 

55.60 

Mahi 

09 

Jakham 

003 

0.33 

007 

272.72 

Mahi 

09 

Jakham 

003 

1.64 

008 

91.95 

Mahi 

09 

Jakham 

003 

0.55 

009 

188.45 

Mahi 

09 

Jakham 

003 

1.13 

010 

191.22 

Mahi 

09 

Jakham 

003 

1.15 

011 

215.92 

Mahi 

09 

Jakham 

003 

1.30 

012 

178.00 

Mahi 

09 

Jakham 

003 

1.07 

013 

311.64 

Mahi 

09 

Jakham 

003 

1.88 

014 

191.59 

Mahi 

09 

Jakham 

003 

1.15 

015 

171.13 

Mahi 

09 

Jakham 

003 

1.03 

016 

229.99 

Mahi 

09 

Jakham 

003 

1.38 

017 

222.38 

Mahi 

09 

Jakham 

003 

1.34 

018 

234.14 

Mahi 

09 

Mahi 

004 

1.41 

019 

461.57 

Mahi 

09 

Mahi 

004 

2.78 

020 

425.13 

Mahi 

09 

Mahi 

004 

2.56 

021 

91.96 

Mahi 

09 

Mahi 

004 

0.55 

022 

503.17 

Mahi 

09 

Mahi 

004 

3.03 

023 

327.10 

Mahi 

09 

Mahi 

004 

1.97 

024 

458.83 

Mahi 

09 

Mahi 

004 

2.76 

025 

509.89 

Mahi 

09 

Mahi 

004 

3.07 

026 

185.55 

Mahi 

09 

Mahi 

004 

1.12 

027 

221.34 

Mahi 

09 

Mahi 

004 

1.33 

028 

422.02 

Mahi 

09 

Mahi 

004 

2.54 

029 

260.01 

Mahi 

09 

Mahi 

004 

1.57 
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Micro¬ 

watershed 

code 

Micro-watershed 
Area, km 2 

River 

Basin 

Name 

River 

Basin 

Code 

Sub¬ 

basin 

Name 

Sub¬ 

basin 

Code 

Percentage 
of Basin 
Area, % 

030 

60.47 

Mahi 

09 

Mahi 

004 

0.36 

031 

155.09 

Mahi 

09 

Mahi 

004 

0.93 

032 

245.60 

Mahi 

09 

Mahi 

004 

1.48 

033 

242.83 

Mahi 

09 

Mahi 

004 

1.46 

034 

377.89 

Mahi 

09 

Mahi 

004 

2.27 

035 

32.30 

Mahi 

09 

Mahi 

004 

0.19 

036 

154.16 

Mahi 

09 

Mahi 

004 

0.93 

037 

330.12 

Mahi 

09 

Mahi 

004 

1.99 

038 

678.57 

Mahi 

09 

Moran 

005 

4.09 

039 

77.04 

Mahi 

09 

Som 

006 

0.46 

040 

331.99 

Mahi 

09 

Som 

006 

2.00 

041 

475.47 

Mahi 

09 

Som 

006 

2.86 

042 

228.83 

Mahi 

09 

Som 

006 

1.38 

043 

229.40 

Mahi 

09 

Som 

006 

1.38 

044 

394.31 

Mahi 

09 

Som 

006 

2.37 

045 

318.73 

Mahi 

09 

Som 

006 

1.92 

046 

376.47 

Mahi 

09 

Som 

006 

2.27 

047 

250.63 

Mahi 

09 

Som 

006 

1.51 

048 

274.92 

Mahi 

09 

Som 

006 

1.66 

049 

221.91 

Mahi 

09 

Som 

006 

1.34 

050 

395.64 

Mahi 

09 

Som 

006 

2.38 

051 

484.09 

Mahi 

09 

Som 

006 

2.91 

052 

257.70 

Mahi 

09 

Som 

006 

1.55 

053 

297.33 

Mahi 

09 

Som 

006 

1.79 

054 

379.10 

Mahi 

09 

Som 

006 

2.28 

055 

334.80 

Mahi 

09 

Som 

006 

2.02 

056 

133.63 

Mahi 

09 

Som 

006 

0.80 

057 

346.85 

Mahi 

09 

Som 

006 

2.09 

058 

302.56 

Mahi 

09 

Som 

006 

1.82 

059 

108.95 

Mahi 

09 

Som 

006 

0.66 

Total 

16,610.63 





100.00 
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Figure 2.1-3: Micro-watersheds Delineated in Mahi Basin 



Gujarat 


I DUNGARPUR 


CHITTORGARH 


Madhya Pradesh 


SIROHI 


Note : Automatically delineated micro-watersheds using SRTM DEM. 


of 90 


m 


resolution 


Rajasthan 


Mahi Basin 

Micro-watersheds 

RAJASTHAN 


Legend 



Drainage Network 

Boundaries 

rrm 

Micro-watershed 


Sub-basin 

1_1 

Basin (Area 16610.6 km 2 ) 

I l 

District 

i_ I 

State 



Number of Micro-watersheds : 59 
Number of Sub-basins : 6 


Labels 


Micro-watershed Code 

DISTRICT 

Sub-basin 


(Sub-basin Code) 


Basin 


(Basin Code) 

State 


50 

z^Knri 


GOVERNMENT OF RAJASTHAN 

WATER RESOURCES PLANNING DEPARTMENT 
PLANNING OF WATER RESOURCES OF RAJASTHAN 


TAHAL Consulting Engineers Ltd. 


in association with 
WAPCOS and INRM Consultants Pvt. 


SCALE: 1:750,000 


DATE: August, 2013 


App. MAI-IN-24740-R13-073 July, 2014 

Surface and Groundwater Availability 
364 








































STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


2.1.5 Land Use/Land Cover Layer 

Land Use/Land Cover is an important segment of data required for pre¬ 
processing. The land use map from NRSC 1 has been used for the present study. 
Table 2.1-2 gives the land use categories and the area covered under each 
category of land use for the Mahi Basin. 

The major part of the basin is under agriculture land use (inclusive of fallow 
land), Wheat and Maize being the predominant crops (Source: Agriculture 
Statistics Handbook, Government of Rajasthan, 2010). 


Table 2.1-3: Land Use Categories - Mahi Basin 


Land Use 

Area (km 2 ) 

% of Basin 
Area 

Build up 

12.95 

0.08 

Kharif cropping only 

2,199.41 

13.24 

Rabi cropping only 

1,600.35 

9.63 

Double / tripple cropping 

2,110.45 

12.71 

Current fallow 

3,999.93 

24.08 

Deciduous forest 

1,816.21 

10.93 

Scrub/Deg. forest 

2,067.22 

12.45 

Other wasteland 

2,343.04 

14.11 

Gullied 

0.12 

0.00 

Scrubland 

111.99 

0.67 

Water bodies 

348.97 

2.10 

Total 

16,610.63 

100.00 


Source: NRSC, 2007-2008 

Figure 2.1-4 shows the general land use of Mahi Basin. Enlarged land use map of 
Mahi Basin is shown in Drawing No. MAI-LU-001 (in Volume 3b). 


1 http://applications.nrsc.gov.in/products.asp 
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Figure 2.1-4: Landuse Map of Mahi Basin 
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2.1.6 Soil Layer 

Information on the soil profile is also required for simulating the hydrological 
character of the basin. Soil Map of Rajasthan has been used for the modelling. 
The soil map is shown in Figure 2.1-5. Enlarged soil map of Mahi Basin is shown 
in Drawing No. MAI-SO-OOl (in Volume 3b). 

Soil in the Mahi Basin is predominantly Sandy Loam. Table 2.1-4 shows the area 
under each of the soil texture class found in the Mahi Basin. 


Table 2.1-4: Soil Texture Mahi Basin 


Soil Texture 

Area (km 2 ) 

% of Basin 
Area 

Clay 

1,902.25 

11.45 

Clay Loam 

111.07 

0.67 

Loam 

782.24 

4.71 

Loamy Sand 

1,471.45 

8.86 

Sand 

4,567.66 

27.50 

Sandy Clay Loam 

1,239.68 

7.46 

Sandy Loam 

6,448.03 

38.82 

Silt Loam 

88.25 

0.53 

Total 

16,610.63 

100.00 


Source: SRSAC, DST, Jodhpur 
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Figure 2.1-5: Soil Map of Mahi Basin 
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2.1.7 Meteorological Data 

Daily rainfall data pertaining to IMD, Revenue Department and Water Resources 
Department of Rajasthan have been used. Maximum and Minimum temperature 
data at a resolution of 1° x 1° latitude by longitude grid points (1 grid location) from 
IMD has been used. 

(The Grid point nomenclature adopted by IMD was done by combining 
Longitude and Latitude in decimal degrees to form a code, e.g. grid location 
code "755275" signifies 75.5 degree longitude and 27.5 degree latitude). 

Major weather parameters which influence the hydrology of a catchment are 
rainfall and temperature for which daily observed data have been used, while for 
other weather parameters like solar radiation, wind speed and relative humidity 
(which have less significant effect on hydrology) long term statistics have been 
used to derive daily values. These weather parameters have small variation over 
the time and can be derived using continuity equations. 

SWAT uses weather generator model for generating values based on long term 
daily statistics for a particular day. 

Solar radiation is generated from a normal distribution. A continuity equation is 
incorporated into the generator to account for radiation variations caused by dry 
vs. rainy conditions. Solar radiation is adjusted downward when simulating 
rainy conditions and upwards when simulating dry conditions. The adjustments 
are made so that the long-term generated values for the average monthly solar 
radiation agree with the input averages. 

Generated wind speed: A modified exponential equation is used to generate 
daily mean wind speed given the mean monthly wind speed. 

Generated Relative humidity: The relative humidity model uses a triangular 
distribution to simulate the daily average relative humidity from the monthly 
average. As with temperature and radiation, the mean daily relative humidity is 
adjusted to account for wet- and dry-day effects. 

The meteorological data locations map is shown in Figure 2.1-6. 

The meteorological data location details is presented in Annex SW-3 of Main 
Report. 
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Figure 2.1-6 : Meteorological Data Location Map of Mahi Basin 
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2.1.8 Existing Major/Medium Projects 

There are four major and two medium projects in Mahi Basin which have been 
used. Table 2.1-5 gives the details of the existing projects in Mahi Basin. 


Table 2.1-5: Salient Project Details in Mahi Basin 


S.No. 

Name 

Type 

Live 

Storage, 

Mm 3 

Gross 

Storage, 

Mm 3 

Data 

Availability 

Remarks 

Catchment 
Area, km 2 

1 

Jaisamand 

Major 

296.10 

414.60 

1996-2010 

Monsoon months 
Gauge-Capacity data 

1,828.90 

2 

Jakham 

Major 

132.28 

142.02 

1996-2010 

Monsoon months 
Gauge-Capacity data 

840.00 

3 

Mahi Dam 

Major 

1,833.72 

2,180.39 

1996-2010 

Monsoon months 
Gauge-Capacity data 

6,250.30 

4 

Som Kamla 
Amba 

Project 

Major 

160.30 

172.80 

1999-2010 

Monsoon months 
Gauge-Capacity data 

5,368.70 

5 

Somkagdar 

Medium 

34.44 

36.19 

1996-2010 

Monsoon months 
Gauge-Capacity data 

741.90 

6 

Surwania 

Medium 

11.33 

13.19 

2007-2010 

Monsoon months 
Gauge-Capacity data 

92.00 


Source: WRD, GOR 


Other salient features of dams located in Mahi Basin are presented in Annex SW- 
2(a) of Main Report. The monsoon months gauge-capacity data of the dams is 
presented in Annex MAI-1. 

2.1.9 Gauge and Discharge Data in Mahi Basin 

There are 11 river gauge and discharge stations in Mahi Basin out of which 5 
river gauge and discharge stations, namely: Jhakham at Nanglia, Karmai Pickup 
Weir, Dhariyawad (CWC), Padardibadi (CWC) and Rangeli (CWC) were used 
for calibration whose data is available for the periods 1995-2005, 1995-2010, 
1993-2010, 1993-2010 and 1993-2010 respectively. Details of G&D stations is 
presented in Table 2.1-6. 


Table 2.1-6 Details of River Gauge and Discharge Data in Mahi Basin 


S.No. 

Site 

GS 

Code 

River 

Data 

Availability 

Maintaining 

Agency 

Specific 

Observations 

Remarks 

1 

Anas at Anas 

PH-2 

8 

Anas 

1988-1989 

CWC 

- 


2 

Chakliya 

- 

Anas 

1993-2010 

CWC 

Located at State 
boundary of 
Madhya Pradesh 
and Rajasthan on 
Anas river 


3 

Dhariawad CWC 


Jakham 

1993-2010 

CWC 

- 

Used for calibration 

4 

Dhariawad WRD 

101 

Jakham 

1984-1988, 

1990-1992 

WRD 

- 


5 

Gomti 

- 

Gomti 

Data not 
available 

WRD 

- 


6 

Jakham at Naglia 
Pick-up Weir 

10 

Jakham 

1995-2005 

WRD 

- 

Used for calibration 

7 

Kadana 

5 

Mahi 


CWC 

Located outside 
Rajasthan 
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S.No. 

Site 

GS 

Code 

River 

Data 

Availability 

Maintaining 

Agency 

Specific 

Observations 

Remarks 







boundary 


8 

Karmai at Karmai 
Pick-up Weir 

11 

Karmai 

1995-2005 

WRD 

- 

Used for calibration 

9 

Mataji 

2 

Mahi 

1993-2010 

CWC 

Located outside 
Rajasthan 
boundary in 
Madhya Pradesh 


10 

Padardibadi 

42 

Mahi 

1993-2010 

CWC 

- 

Used for calibration 

11 

Rangeli 

13 

Som 

1993-2010 

CWC 

- 

Used for calibration 


WRD: Water Resource Department, GOR 
CWC: Central Water Commission 


2.1.10 Other Model Inputs 

District agriculture statistics from 1967-2007 (extended to 2011 from Agricop) has 
been used to derive District wise cropping area, production, irrigation by source 
(canal, tank, well etc), fertilizer and pesticide use per hectare. Cropping pattern and 
crop management practices are used from agriculture contingency plans 
(http://agricoop.nic.in/acp.html) and Agriculture Statistics Handbook, Government 
of Rajasthan, 2010. These data were later transferred to micro-watersheds 
(hydrological modelling unit) using GIS overlay techniques. 

The general cropping pattern adopted in the region is Maize in Kharif and Wheat in 
Rabi season (Source: Agriculture Statistics Handbook, Government of Rajasthan, 
2010 ). 

2.2 Model Calibration and Performance 

Calibration is an effort to better parameterize a model to a given set of local 
conditions, thereby reducing the prediction uncertainty. 

Model calibration is performed by carefully selecting values for model input 
(within their respective uncertainty ranges) by comparing model predictions 
(output) for a given set of assumed conditions with observed data for the same 
conditions. Figure 2.2-1 shows calibrations location map of Mahi Basin. 

2.2.1 SWAT Model Calibration 

SWAT model uses water balance equation as a driving force behind everything 
that happens in the watershed on a daily basis. The USDA SCS runoff curve 
number is used to estimate surface runoff from daily precipitation. An improved 
dynamic curve number method is used which automatically adjusts the curve 
number on the basis of the moisture conditions prevailing in the watershed. 

Auto calibration techniques have been adopted using SWAT CUP which provide 
the essential information like sensitive parameters, range or value that has to be 
applied to various parameters to arrive at optimum parameter value. 

This study used built in interfaces of these tools in SWAT model to identify 
important hydrologic controlling parameters, optimize them and test the 
calibrated model using various performance indices and input data sets, and 
document SWAT model application techniques, in order to highlight area of 
hydrologic modelling improvement. 


App. MAI-IN-24740-R13-073 July, 2014 

Surface and Groundwater Availability 
372 






STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


After running auto calibration process the application provides sensitive 
parameters which are controlling the hydrological processes and are mentioned in 
Table 2.2-1. 

Table 2.2-1: Sensitive Parameters Controlling the Hydrological Processes 


Parameter 

Description (Class) 

Units 

CN2 

Curve number (Management operations) 

- 

GW_DELAY 

Groundwater delay (Groundwater) 

Days 

GWQMN 

Threshold depth of water in shallow aquifer required for return flow to 
occur (Groundwater) 

mm 

GW_REVAP 

Groundwater revap coefficient (Groundwater) 

- 

RCHRG_DP 

Deep aquifer percolation coefficient (Groundwater) 

- 

ESCO 

Soil evaporation compensation factor (Evapotranspiration) 

mm Water/ 
mm soil 

SOL_AWC 

Soil available water content (Soil) 

- 

SOL_K 

Soil permeability (Soil) 

mm\hr 

SHALLST 

Initial Depth of water in shallow aquifer 

mm 


These parameters is broadly falls under two categories 


• General Parameters: Values of which are applied to the entire basin which 
include Groundwater delay, deep aquifer percolation factor and ESCO. 

• Catchment Specific Parameter: Values of these parameters are area specific 
which include soil parameters like Soil permeability and available moisture 
content and management parameters like CN, irrigation source etc. 

The soil in the Mahi Basin is predominantly Sandy Loam. After various 
simulation and parameter calibrations it was found that groundwater parameters 
were most sensitive in this region. 

Generally the model takes default values according to the provided input data 
(landuse, soil profile, DEM, reservoir details, etc.). The model is then made to 
run with default values and then compared with observed data. After such 
comparison and looking at the flow regime of observed and simulated values, 
sensitive parameters were adjusted and series of test runs were carried out to 
reach the optimum parameter value. 

There are a large number of parameters which operate during simulation. Out of 
them, some major parameters that were adjusted during calibration and their 
respective values are presented in Table 2.2-2. 
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Table 2.2-2: Major Parameters Adjusted during Calibration 


Parameter 

Unit 

Upstream of 
Jakham Dam 

Upstream of 
Jaisamand 
Dam 

Upstream of 

Rangeli and Padardibadi 
River gauge catchment 
(Excluding upstream 
catchment areas of 
Jaisamand Dam) 

Upstream of 
Nanglia River 
Gauge Site 

Upstream of 
Dhariawad 
River Gauge 
Site 

Upstream of 
Karmai River 
Gauge Site 

GW_delay 

Days 

3.0000 

3.0000 

3.0000 

3.0000 

7.0000 

3.0000 

RCHRG_DP 

- 

0.3300 

0.3100 

0.4000 

0.3300 

0.1200 

0.0500 

ESCO 

mm Water/ 
mm soil 

0.6400 

0.6400 

0.6400 

0.6400 

0.6400 

0.6400 

GWQMN 

mm 

4300.0000 

4400.0000 

4400.0000 

4300.0000 

3000.0000 

1000.0000 

GW_REVAP 

- 

0.0093 

0.0093 

0.0090 

0.0093 

0.0093 

0.0093 

SHALLST 

mm 

5000.0000 

5000.0000 

5000.0000 

5000.0000 

5000.0000 

5000.0000 

Manat 

jement parameters 

IRRSC 


Reservoir, 
Shallow aquifer 


Source of groundwater and irrigation from stream 
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Model calibration has been performed at 8 locations (5 river G&D sites and at 3 
dams). Calibration location map is presented in Figure 2.2-1. 

The simulation monthly mean at all drainage area levels are on par with observed 
means. Table 2.2-1 and 2.2-2 show the model performance parameters. As can be 
seen, the SWAT model as setup in this study, with proper groundwater 
parameters and crop management along with reservoir operations, produced 
statistically significant comparison results with observed data at various 
locations. 

2.2.2 Model Performance 

There are three main statistical parameters that are used for evaluating a 
hydrological model performance viz. Nash-Sutcliffe model efficiency 
coefficient (NSE), RSR, and co-efficient of determination (R 2 ). 


The range of these parameters are presented in Table 2.2-3. 

Table 2.2-3: Model Performance Parameters 


Performance 

Nash-Sutcliffe Efficiency 
Coefficient(NSE) 

RSR 

Coefficient of 
Determination^ 2 ) 

Satisfactory 

0.50 =< NSE < 0.65 

0.60 < RSR < 0.70 

0.50 =< R 2 =< 0.65 

Good 

0.65 < NSE <0.75 

0.50 < RSR < 0.60 

0.65 < R 2 < 0.75 

Very Good 

0.75 < NSE <1.00 

0.00 < RSR < 0.50 

0.75 < R 2 < 1.00 

Unsatisfactory 

NSE<0.50 

RSR > 0.70 

R 2 <0.50 


Detailed description of these model performance parameters is presented in 
Annex SW-l(c) of Main Report. 

Calibration validation has been performed at 5 river gauge stations (out of 11 
river gauge stations) and 3 dams in Mahi Basin, as given in Figure 2.2-1. Model 
perfomance of 5 calibrated river gauge stations and 3 dams are presented in the 
following paragraphs. Data used for calibration locations are presented in 
Annex MAI-1. 
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Figure 2.2-1: Calibration at Selected Locations for Mahi Basin 
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Jhakham at Nanglia River G&D Station 

Model performance at Jakham at Nanglia River Gauge Station is presented in 
Table 2.2-4. Figure 2.2-2 shows the comparison between observed and simulated 
flows at Jhakham at Nanglia River Gauge Station. 

Figure 2.2-2: Comparison of Simulated Vs Observed Flows at Jhakham at 
Nanglia River Gauge Station 




As evident from Table 2.2-4 and Figure 2.2-2 the model performance at Jhakham 
at Nanglia River Gauge Station is Very Good with a coefficient of determination 
0.86 and Nash-Sutcliffe model efficiency coefficient is 0.83 and RSR 0.41. Mean 
monthly observed flow at Jhakham at Nanglia River Gauge Station is 2.71 
cumecs while simulated is 2.49 cumecs. 

Simulated and Observed values are presented in Table Al-12, Annex MAI-1. 
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Karmai Pickup Weir River G&D Station 

Model performance at Karmai Pickup Weir River Gauge Station is presented in 
Table 2.2-4. Figure 2.2-3 shows the comparison between Observed and 
Simulated flows at Karmai Pickup Weir River Gauge Station. 

Figure 2.2-3: Comparison of Simulated vs Observed Flows at Karmai Pickup Weir 



- Observed - Simulated 



As evident from Table 2.2-4 and Figure 2.2-3 the model performance is 
satisfactory at Karmai Pickup Weir River Gauge Station with a coefficient of 
determination 0.69 and Nash-Sutcliffe model efficiency coefficient is 0.52. 


Mean monthly observed flow at Karmai Pickup Weir River Gauge Station is 3.53 
cumecs while simulated is 2.04 cumecs. 

Simulated and Observed values are presented in Table Al-12, Annex MAI-1. 


App. MAI-IN-24740-R13-073 July, 2014 

Surface and Groundwater Availability 
378 


































































STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Dhariyawad (CWC) River G&D Station 

Model performance at Dhariyawad (maintained by CWC) River Gauge Station is 
presented in Table 2.2-4. Figure 2.2-4 shows the comparison between observed 
and simulated flows at Dhariyawad (CWC) River Gauge Station. 


Figure 2.2-4: Comparison of Simulated vs Observed Flows for Dhariyawad (CWC) 

River Gauge 




As evident from Table 2.2-4 and Figure 2.2-4, the model performance is Very 
good at Dhariyawad (CWC) River Gauge Station with a coefficient of 
determination 0.91 and Nash-Sutcliffe model efficiency coefficient 0.88. Mean 
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monthly observed flow at Dhariyawad (CWC) River Gauge Station is 6.05 
cumecs while simulated is 5.22 cumecs. 

Simulated and Observed values are presented in Table Al-12, Annex MAI-1. 

Padardibadi (CWC) River G&D Station 

Model performance at Padardibadi (CWC) River Gauge Station is presented in 
Table 2.2-4. Figure 2.2-5 shows the comparison between observed and Simulated 
flows at Padardibadi(CWC) River Gauge Station. 

Figure 2.2-5: Comparison of Simulated Vs Observed flows at Padardibadi (CWC) 



- Observed - Simulated 
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As evident from Table 2.2-4 and Figure 2.2-5, the model performance at 
Padardibadi (CWC) River Gauge Station is Very good with a coefficient of 
determination 0.82 and Nash-Sutcliffe model efficiency coefficient is 0.78, Mean 
monthly observed flow at Padardibadi (CWC) River Gauge Station is 58.18 
cumecs while simulated flow is 59.79 cumecs. 

Simulated and Observed values are presented in Table Al-12, Annex MAI-1. 

Rangeli River G&D Station 

Model performance at Rangeli River Gauge Station is presented in Table 2.2-4. 
Figure 2.2-6 shows the comparison between observed and simulated flows at 
Rangeli River Gauge Station. 


Figure 2.2-6: Comparison of Simulated vs Observed Flows for Rangeli River Gauge Station 



App. MAI-IN-24740-R13-073 July, 2014 

Surface and Groundwater Availability 
381 















































STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 



As evident from Table 2.2-4 and Figure 2.2-6, the model performance at Rangeli 
River Gauge Station is good with a coefficient of determination 0.84 and Nash- 
Sutcliffe model efficiency coefficient is 0.73, keeping in view the quality of 
observed data. Mean observed flow at Rangeli River Gauge Station is 18.52 
cumecs while mean simulated is 33.70 cumecs. 

Simulated and Observed values are presented in Table Al-12 Annex MAI-1. 

Jakham Dam 

Model performance at Jhakham dam is presented in Table 2.2-4. Figure 2.2-7 
shows the comparison between observed and simulated reservoir capacities at 
Jhakham dam. 
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Figure 2.2-7: Comparison of Simulated vs Observed Capacity at Jakham Dam 
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As evident from Table 2.2-4 and Figure 2.2-7 the model performance at Jhakham 
dam is Very good with a coefficient of determination 0.82 and Nash-Sutcliffe 
model efficiency coefficient is 0.80 

Mean observed Capacity at Jhakham dam is 77.4 Mm 3 while simulated is 81.7 
Mm 3 . 

Simulated and Observed values are presented in Table Al-12 Annex MAI-1. 


App. MAI-IN-24740-R13-073 July, 2014 

Surface and Groundwater Availability 
383 






































































































STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Jaisamand Dam 

Model performance at Jaisamand dam is presented in Table 2.2-4. Figure 2.2-8 
shows the comparison between observed and Simulated Capacity at Jaisamand 
dam. 


Figure 2.2-8: Comparison of Simulated vs Observed Capacity at Jaisamand Dam 




As evident from Table 2.2-4 and Figure 2.2-8 the model performance at 
Jaisamand Dam is Satisfactory with a coefficient of determination 0.53 and 
Nash-Sutcliffe model efficiency coefficient is 0.51. 
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Mean observed capacity at Jaisamand Dam is 193.6 Mm 3 while mean simulated 
is 193.5 Mm 3 . 

Simulated and Observed values are presented in Table Al-12, Annex MAI-1. 

Som Kamla Amba Dam 

Model performance was found Unsatisfactory at this calibration location. 


Table 2.2-4: Validation Site Details and Comparison Summary 


Calibration Site 

Catchment 
Area (km 2 ) 

Mean 

Simulated 

(Mean 

Observed) 

Coefficient of 
Determination 

R 2 

Nash- 

Sutcliffe 

model 

Efficiency 

Coefficient 

(NSE) 

RSR 

Calibration 

Period 

Overall 

Performance 

Jaisamand 

Reservoir 

1,828.90 

193.60(193.50)* 

0.53 

0.51 

0.68 

2004-2009 

Satisfactory 

Jakham Reservoir 

840.00 

81.70(77.40)* 

0.82 

0.80 

0.43 

2004-2009 

Very Good 

Som Kamla Amba 
Reservoir 

5,368.70 

151.40(140.90)* 

0.36 

0.26 

0.82 

2005-2007 

Unsatisfactory 

Dhariyawad (CWC) 
River G&D site 

1,218.20 

5.22(6.05)# 

0.91 

0.88 

0.35 

1993-2010 

Very Good 

Jhakham at Nanglia 
River G&D site 

1,105.30 

2.49(2.71)# 

0.86 

0.83 

0.41 

1995-2005 

Very Good 

Karmai Pickup Weir 
River G&D site 

191.60 

2.04(3.53)# 

0.69 

0.52 

0.69 

1995-2010 

Satisfactory 

Padardibadi (CWC) 
River G&D site 

16,416.30 

59.79(58.18)# 

0.82 

0.78 

0.46 

1993-2010 

Very Good 

Rangeli (CWC) 

River G&D site 

8,542.30 

33.7(18.52)# 

0.84 

0.73 

0.52 

1993-2010 

Good 


*: Mean monsson monthly reservoir capacities, Mm 3 
#: Mean monthly river flow, Cumecs 

2.2.3 The Hydrological Simulation for Mahi Basin 


The SWAT model was run with the observed rainfall (1957-2010) and 
temperature data (1973-2010) for Mahi Basin and outputs were obtained for the 
common period of 1973 to 2010. The outputs provided by the model are very 
extensive, covering all the components of water balance spatially and temporally. 
The sub components of the water balance that are most significant and used for 
analyses, include: 

• Total flow (Water yield) consisting of surface runoff, lateral and base flow. 

• Actual evapotranspiration (Actual ET). 

The outputs can be depicted in many ways depending on the focus and 
requirement of the user. These components are expressed in terms of total annual 
depth of water in mm over the total watershed area. In other words, the total 
water yield is the equivalent depth in mm of flow past the outlet of the watershed 
on average annual and monthly basis. Figure 2.2-9 and 2.2-10 shows the annual 
and mean monthly water balance components for the Mahi Basin. 

Temporal Distribution of Major Water Balance Components 

Figure 2.2-9 depicts the annual rainfall, water yield, evapotranspiration and Sub¬ 
surface percolation for the entire Mahi Basin. 
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Other than 6 sub-basins there are 59 micro-watersheds delineated in Mahi Basin 
within Rajasthan boundary. Annual water balance components of which are 
presented in Annex SW-4 of Main Report (as soft copy). 

It is noteworthy here that SWAT gave an indication of the spatial and temporal 
variation of this percolation, with respect to properties of the overlaying soil 
cover. The percolation computed using SWAT model is the total percolation 
which also includes the abstractions being taken from the groundwater. Therefore 
the net percolation which will reflect the groundwater fluctuations is after 
incorporating the withdrawals/draft from the groundwater for various purposes. 
The another component namely deep percolation is used in the SWAT model to 
build the static groundwater table and this component is lost from the local water 
balance, although there is a provision to tap this water through tube wells if 
required. SWAT doesn't takes care of absolute groundwater table since it is not a 
groundwater model. 
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Figure 2.2-9: Simulated Annual Water Balance Components at Mahi Basin and its Sub-basins 
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As shown in Figure 2.2-9, inter annual range of rainfall for the period of analysis 
from 1973-2010 was 431.62 to 1,474.18 mm, while the inter-annual range of 
water yield was 80.58 to 781.11 mm for the same period (See Table A3-1, Annex 
MAI-3). This shows, there is great degree of fluctuations in the rainfall and 
runoff pattern even in Mahi Basin. 

Figure 2.2-10 and Table A3-2 Annex MAI-3, shows long-term mean monthly 
water balance components and their contribution in rainfall. From Table A3-2 
Annex MAI-3, it can be seen that out of total rainfall in the Mahi Basin major 
portion of water yield is generated in months of July, August and September 
months. Conversion of rainfall to water yield is highest during month of 
September (57%). In July and August, the conversion of rainfall to water yield is 
29.60% and 49.80% respectively. Evapotranspiration is maximum in month of 
August. 

Mean annual equivalent water yield depth in Sub-basins of Mahi Basin are Anas 
(299.24 mm), Bhadar (284.31 mm), Jakham (318.68 mm), Mahi (405.24 mm), 
Moran (276.59 mm) and Som (182.63 mm). 


Figure 2.2-10: Simulated Average Monthly Water Balance Components for Mahi Basin 
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Virgin Water Yields 


True runoff, or virgin water yield, is stream flow in its natural conditions, i.e. 
without the existence of any irrigation, municipal or industrial water supply 
developments (including impact of imported water, return flows and flow 
diversions). 

After calibration and validation of the model at selected sites, the virgin water 
yields were generated by switching off all the abstractions (major, medium, 
minor dams along with other water harvesting structures) and removing all crop 
management options (controlled irrigation in terms of canals, groundwater, etc). 
In virgin water yield scenario presented here Kharif and Rabi crops are 
considered as rain-fed with no external water supply. 
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Annual Virgin water yield for Mahi Basin is 4,710.94 Mm 3 (see Table A2-7, 
Annex MAI-2). 

Mean Simulated Annual water yield for sub-basin of Mahi Basin is Anas (446.93 
Mm 3 ), Bhadar (79.78 Mm 3 ), Jakham (764.55 Mm 3 ), Mahi (2095.6 Mm 3 ), Moran 
(187.69 Mm 3 ) and Som (1,136.39 Mm 3 ). 

Virgin water yield series for micro-watersheds of Mahi Basin are presented in 
Annex SW-5 of Main Report (as soft copy). 

Flow Duration Curve 

Assessment of dependable lean season flows along with their distribution in time 
is essential for planning and development of water supply schemes. The model 
was calibrated/validated using all the interventions and crop management 
practices and flows in virgin conditions (with no interventions or human activity) 
is generated. Water yield with respect to four levels of 25, 50, 75 and 90% is 
shown Table 2.2-5 and are depicted in Figure 2.2-11. 

Figure 2.2-11: Simulated Flow Duration Curves for Mahi Basin and its Sub-basins 
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Som Sub-basin 



Mahi Basin 



% of times flow equals or exceeds 


Water yield at various dependability levels for Sub-basins and Mahi Basin are 
presented in Table 2.2-5. The virgin water yield series for the sub-basins and 
Mahi Basin are given in Annex MAI-2. 
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Table 2.2-5: Virgin Water Yield at Four Dependability Levels for Mahi Sub-basins, 

Mm 3 


Dependability 

Level, 

% 

Anas 

Sub-basin 

Bhadar 

Sub-basin 

Jakham 

Sub-basin 

Mahi 

Sub-basin 

Moran 

Sub-basin 

Som 

Sub-basin 

Mahi 
Basin 
(outlet at 
Kadana) 


Wal 

ter Yield, Mm 3 

25 

597.40 

111.70 

906.30 

2 , 782.70 

264.10 

1 , 437.70 

5 , 769.60 

50 

363.30 

78.50 

697.10 

1 , 899.40 

184.70 

966.50 

4 , 119.80 

75 

245.50 

41.00 

524.60 

1 , 241.90 

93.50 

749.40 

3 , 054.20 

90 

146.30 

18.40 

353.50 

845.40 

41.20 

418.80 

2 , 331.20 

Mean 

446.93 

79.78 

764.55 

2 , 095.60 

187.69 

1 , 136.39 

4 , 710.94 


At Mahi Basin outlet, Virgin water yield generated within Rajasthan is 5,769.60 
Mm 3 at 25% dependability, while at 50% and 90% dependability, the water 
yields are 4,119.80 Mm 3 and 2,331.20 Mm 3 respectively. 


There are 59 micro-watersheds delineated in Mahi Basin within Rajasthan, virgin 
water yield dependability of the same are presented in Table 2.2-6. 

Table 2.2-6: Virgin Water Yield at Four Dependability Levels for Micro-watersheds of Mahi Basin 


Micro¬ 

watershed 

code 

Dependability Level, % 

Mean 

25 50 75 

90 


Water Yield, Mm 3 

001 

181.30 

111.10 

62.90 

47.30 

130.60 

002 

98.30 

60.60 

34.00 

26.30 

70.80 

003 

64.70 

37.00 

15.60 

10.20 

44.90 

004 

284.20 

177.40 

118.80 

55.50 

200.60 

005 

111.70 

78.50 

41.00 

18.40 

79.80 

006 

14.40 

8.90 

6.80 

2.80 

11.10 

007 

106.20 

91.50 

65.50 

34.50 

89.90 

008 

34.20 

21.80 

16.70 

9.80 

27.80 

009 

90.50 

59.00 

44.80 

25.40 

73.40 

010 

51.80 

32.90 

25.80 

12.20 

40.30 

011 

77.50 

53.80 

40.30 

26.80 

64.20 

012 

53.80 

35.20 

22.90 

14.40 

40.00 

013 

123.00 

104.00 

73.00 

36.60 

102.60 

014 

99.50 

63.00 

49.50 

28.80 

81.40 

015 

68.90 

57.60 

41.20 

20.60 

57.40 

016 

121.10 

80.20 

63.40 

38.60 

100.40 

017 

90.00 

77.10 

55.20 

29.00 

76.10 

018 

208.00 

129.60 

88.40 

35.90 

150.70 

019 

202.70 

121.20 

80.70 

35.70 

140.50 

020 

175.80 

115.70 

59.10 

35.80 

125.00 

021 

43.20 

27.00 

18.10 

10.30 

30.50 

022 

345.90 

205.90 

132.00 

80.50 

261.80 

023 

199.20 

116.40 

66.80 

52.30 

136.90 

024 

187.10 

104.90 

59.90 

46.80 

128.20 

025 

168.90 

110.40 

65.60 

36.00 

128.80 

026 

111.60 

68.50 

43.80 

20.40 

79.70 

027 

160.50 

109.50 

70.80 

32.80 

119.40 
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Micro¬ 

watershed 

code 

Dependabilil 

y Level, % 

Mean 

25 

50 

75 

90 


Wa 

ter Yield, Mm 3 

028 

177.90 

118.70 

63.00 

39.80 

127.30 

029 

111.50 

78.20 

47.30 

33.10 

83.30 

030 

67.70 

46.50 

26.20 

14.20 

50.50 

031 

118.40 

81.70 

53.70 

26.10 

87.90 

032 

94.30 

68.00 

43.60 

25.50 

75.10 

033 

85.10 

57.90 

45.70 

28.10 

71.60 

034 

111.60 

91.00 

45.80 

30.30 

91.50 

035 

14.00 

8.60 

5.60 

1.30 

9.80 

036 

131.80 

79.60 

53.10 

19.00 

94.10 

037 

134.70 

87.90 

54.60 

41.80 

103.10 

038 

264.10 

184.70 

93.50 

41.20 

187.70 

039 

20.60 

12.90 

10.20 

4.80 

15.90 

040 

74.00 

42.70 

25.00 

10.30 

53.70 

041 

115.00 

94.80 

41.60 

15.80 

92.80 

042 

72.70 

51.30 

33.90 

12.00 

55.60 

043 

43.90 

30.20 

22.40 

7.90 

35.10 

044 

73.50 

51.40 

37.60 

9.40 

59.40 

045 

52.00 

35.90 

27.00 

7.50 

42.80 

046 

134.40 

90.10 

53.10 

27.80 

97.90 

047 

89.90 

60.60 

35.70 

19.60 

65.90 

048 

56.40 

42.50 

23.20 

9.90 

46.40 

049 

59.20 

35.60 

13.40 

1.80 

41.70 

050 

66.80 

47.30 

35.40 

11.80 

55.90 

051 

94.20 

70.00 

37.00 

15.50 

75.70 

052 

53.20 

39.50 

21.80 

11.30 

43.30 

053 

78.40 

54.30 

31.90 

15.20 

59.90 

054 

110.10 

89.10 

43.70 

29.00 

90.00 

055 

64.70 

47.30 

24.60 

9.80 

52.30 

056 

34.30 

23.50 

13.70 

6.20 

26.20 

057 

101.60 

64.80 

33.70 

20.80 

72.00 

058 

51.10 

36.50 

27.10 

8.70 

42.00 

059 

19.10 

9.50 

5.10 

0.30 

11.80 
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3. Imported Surface Water 

Mahi Basin is shared with other States but as such its part within Rajasthan does 
not receive imported water as the sharing of water is being done within Rajasthan 
at Mahi Bajaj Sagar. 

According to the hydrological studies, 75% yield of the catchment area at Mahi 
Bajaj Sagar is 1,661.52 Mm 3 , out of which 368.53 is to be set aside for utilization 
in Madhya Pradesh (1961 Agreement). It is expected that 25% of the water 
utilised in MP will flow back to Mahi Bajaj Sagar as “regenerated water” and the 
net dependable yield at Mahi Bajaj Sagar site is thus 1,378.0 Mm 3 . The live 
storage capacity of Mahi Bajaj Sagar reservoir has been kept at 1,713.68 Mm 3 
corresponding to FRL of 280.75 m and MDDL of 259.00 m. The carry over 
storage increase the available effective yield to 1,587.53 Mm 3 . 

As per the inter-State agreement, the total annual water available upto Mahi Bajaj 
Sagar assessed as 56 TMC (1,587.53 Mm 3 ) at 75% dependability is to be shared 
between Gujarat and Rajasthan in the ratio of 40:16. Accordingly, the share of 
Rajasthan becomes 453.58 Mm 3 /yr at 75% dependability, values for other 
dependabilities are shown below. Out of this share of Rajasthan 255.14 Mm 3 is to 
be utilized for irrigation and 198.44 Mm 3 is to be kept in Dam for ensuring 
firming of Power generation in the lean years. Further details are given in Section 
7.5 of the Main Report. 


Dependability Level 

25% 

50% 

75% 

90% 

Mean 

Rajasthan’s Share in Mahi waters 
at Mahi Bajaj Sagar, Mm 3 /yr 

856.84 

611.83 

453.58 

346.21 

699.62 


4. Groundwater 

4.1 Basic Characteristics 

4.1.1 Physiography 

The basin is covered mainly by rocks belonging to the metamorphics of Bhilwara 
Super Group and the Aravali Super-Group of rocks. Alluvium formation either 
does not exist and if present has a limited occurrence. This is also true in case of 
colluvial deposits and windblown sands. 

Structure 

The Old Archaean to Proterozoic formations are highly disturbed and have a 
number of lineaments, faults and folds occurring as synforms and antiforms of 
the isoclinal type. 

Prominent lineaments, starting from the western boundary of the Basin, are: 

• Kali-Guman Lineament, running north - south. 

• Rikhabdev Lineament, running nearly north - south. 

• Delawar Lineament, running northwest - southeast. 

4.1.2 Geomorphology 

Mahi Basin is essentially a hilly tract which may be geomorphologically 
characterised as follows: 

• Rocky Uplands: These are in the form of minor hill ranges and isolated relict 
hills, either as offshoots or as remnants of the Aravali. 
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• Erosional Valleys: These are generally long, narrow and shallow valleys 
interrupting the hill ranges. 

• Pediplanes: The Pediplanes are in the form of an undulating or rolling 
erosional plain, mostly covered by disintegrated rocks in-situ or by a thin soil 
cover. 

4.1.3 Geology 

The Geological sequence of rock formations in the basin is given in Table 4.1-1. 

The rock formations of various age groups ranging from Pre-Cambrian to 
Mesozoic are present in the basin. The quaternary Alluvium variously covers 
these formation. 


Table 4.1-1: Geological Sequence in the Mahi Basin 


Era 

Age 

Super- 

Group 

Group/Formation 

Rock Types 

Quaternary 

Recent to 
Sub-Recent 

- 

Alluvium, colluvium and 
aeolian deposits (sand 
dunes) 

Clay, silt, sand, gravel, 
kankar, talus and dune sand 

-Unconformity- 

Cainozoic to 
Mesozoic 

Upper 

Cretaceous to 
Palaeocene 

- 

Deccan Trap 

Basaltic lavas 

Proterozoic 

Upper 

Precambrian 

Upper 

Vindhyan 

Bhander 

Rewa 

Kaimur 

Sandstones, shales, 
Limestones, conglomerates, 
grits and basic lava flows 


1 Inrnnfnrmih/ 

ui iuui i iui 11 my 



Lower 

Vindhyan 

Semri 

Limestones, shales, 
Sandstones, grits and basic 
lava flows 


1 Inrnnfnrmitv/ 

ui iuui i iui 11 my 


Precambrian 

Delhi 

Ajabgarh 

Calc-schists, gneisse, 

Marbles, mica schists, 
garnetiferous mica schists, 
quartzites and migmatites 

Proterozoic 

Precambrian 


Gogunda 

Quartzites, mica schists, 
calc-schists, hornblende- 
schists 



Aravali 

Lunavada 

Phyllite, meta-siltstones, 
ortho-quartzites, 
sub-greywackes, 
garnetiferous mica 
schistquartzites, petromict/ 
polymictic conglomerates, 
dolomites 




Jharol 

Chloritic-micaceous- 
schistand calc-schists 




Udaipur 

Phyllite, siltstones, 
greywackes, meta¬ 
conglomerates, dolomites, 
quartzites, gneisse and 
migmatites 
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Era 

Age 

Super- 

Group 

Group/Formation 

Rock Types 




Dabari 

Spilites and associated 
volcanics, petromict/ 
polymictic meta¬ 
conglomerates, meta- 
arkoses, cherts, quartzites, 
Phyllite, dolomites, dolomitic 
Marbles 

-Unconformity- 

Azoic 

Archaean 

Bhilwara 

Ranthambor 

Quartzites, shales and slates 




Hindoli 

Shale, slates, Phyllite, meta- 
greywackes, Limestones, 
dolomitic Marbles, meta- 
basic volcanics, quartzites 
and mica schists 


Archaean 


Mangalwar complex 

Migmatites, gneisse, schist- 
felspathised- garnetiferous- 
micaceous and with 
sillimanite, silicified 
quartzites, impure Marbles 
and para-amphibolites 


Source: Geological Survey of India (G.S.I.) 


A large area of the basin is occupied by Phyllite & Schist, Gneisses(B.G.C.) and 
Quartzite formation of Bhilwara Super Group. They are variably weathered, 
fractured and jointed in nature. Basaltic lave flows (Deccan traps) of upper 
cretaceous age occupy eastern part of the basin are jointed and at places vesicular 
in nature. 

4.1.4 Sub-Surface Hydrogeology 

The sub-surface hydrogeology has been studied with the help of three 
hydrogeological cross-section along A-A', B-B’ and C-C'. These cross-section 
have been prepared on the basis of exploratory tube wells and piezometers drilled 
by CGWB and RGWD. The cross-section lines and their respective alignment 
has been shown in Figure 4.1-1. The sub-surface hydrogeology is based on these 
cross -sections. 

• A-A' along Kheerwa-Bhinder 

• B-B' along Nanoda-Dhariyawad 

• C-C' along Jhosawa-Molan 

Hydrogeological Cross Section A-A' 

The cross- Section A-A' (Figure 4.1-1 and Figure 4.1-2) of Mahi Basin has been 
drawn from Kherwara village to Bhinder village in north -Western part of the 
basin. The length of the cross- section is 76 km. The ground level elevation 
ranges from RL 296.67 m (Chawand) to RL 482.67 m (Bhinder village) amsl. 
The cross-section reveals that the area has very thin or no soil cover. In south¬ 
western part of the basin Serpenites and Phyllite & Schist of Aravali Super Group 
are encountered. It is depicted in the cross-section that in Kherwara village in 
south-western part, Sepentin rock rich in Serpentin mineral is encountered upto 
25 m depth bgl & underlain by Phyllite & Schist of Pre-Aravali age. In Kherwara 
and Chawand villages Gneisses(B.G.C) are underlying the Phyllite & Schist. The 
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Gneisses(B.G.C.) are encountered in eastern side of Chawand village almost from 
the ground level (Bambora and Bhinder) and is continued upto the bottom of the 
boreholes. Vein quartz has been encounterd in Bambora village from 43 to 47 m 
depth bgl. Groundwater level in Kherwara and Bambora village is 7 m bgl while 
in Chawand and Bhinder villages water level is 9 m and 20 m bgl respectively. 

Hydrogeological Cross Section B - B' 

Cross-section B -B' shown in Figure 4.1-3 has been drawn from Nanoda village 
to Dhariyawad village in the central part of the basin. The length of the cross- 
section is 85 kms. The ground level elevation ranges from RL 137 (Nanoda) to 
RL 225.77 m amsl in Dhariyawad. From the cross-section it is depicted that the 
thickness of Older Alluvium of quaternary age varies from 1 to 6 m with more 
thickness towards southern part of the cross-sectional area. In the middle part of 
the cross-section at village Reencha the thickness of Alluvium is almost 
negligible. The cross-section depicts that in the southern side of basin, Phyllite & 
Schist of Aravali super group are encountered upto 139 m depth in a borehole at 
Nonoda village while in the northern part of the basin pre-Aravali, granite-gneiss 
is encountered upto 50 m depth in the borehole at Dhariawad. Quartz vein as 
post- Delhi intrusions is encountered at various depths in all parts of the area of 
the cross-section. Water level in Nanoda village is 10 m bgl. In Reencha village, 
water level is at 8 m bgl while in Dhariyawad village, the water level is at 18 m 
bgl. 

Hydrogeological Cross-Section C-C’ Mahi Basin 

The cross- section C-C' (Figure 4.1-4) of Mahi Basin has been drawn from 
Jhosawa village to Molan village in Southern part of the basin. The total length of 
the cross-section is 53 kms. The ground elevation ranges from RL 140 m (Ubli 
Village) to RL 243 m (Molan Village) amsl. The Cross-section depicts that 
thickness of Alluvium of quaternary age is very thin (1 to 2 m) throughout the 
cross-sectional area Phyllite & Schist of Aravalli Super Group and 
Gneisses(B.G.C.) of Pre-Aravalli age are the main hard rock formations in the 
area. In north- western part Phyllite & Schist form the basement (Jhosawa, Ubli 
and Borwania) while in south eastern part Gneisses(B.G.C), forms the basement. 
In Molan village, however Gneisses(B.G.C.) are overlain by upper cretaceous 
Limestone with thickness of 15 m. The groundwater level varies from 14 m 
(Barwania) bgl to 16 m bgl (Jiosawa, Ubli and Molan). 
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Figure 4.1-1 Hydrogeological Cross Section Line of Mahi Basin 
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Figure 4.1-2 Hydrogeological Cross Section of Mahi Basin A-A' 
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Figure 4.1-3 Hydrogeological Cross Section of Mahi Basin B-B' 



Source: CGWB and RGWD 
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Figure 4.1-4 Hydrogeological Cross Section of Mahi Basin C-C' 



Source: CGWB and RGWD 
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4.2 Aquifer Units 

4.2.1 Description 

The main aquifer units of the basin are Gneisses(B.G.C), Phyllite & Schist 
(Bhilwara Super-group), that exist in Dhariawad and Peepalkunt Blocks of 
Pratapgarh District, Aspur and Sagwara Block of Dungarpur District and along 
Mahi river course, in Garhi Blocks of Banswara District and in the eastern part of 
the basin in Peepalkhunt Block of Pratapgarh District and Kushalgarh, Sajjangarh 
and Bagidora Blocks of Banswara Districts, Ultra-basic rocks of Aravali Super¬ 
group comprise serpentinites and amphibolites which have limited occurrence in 
Simalwara Block of Dungarpur District. The area occupied by different rock 
units in the basin is given below in the Table 4.2-1. 


Table 4.2-1: Aquifer units with Occupied Area in Mahi Basin 


Sub-basin 

Aquifer Units 

Area (km 2 ) 


Deccan Traps 

461.02 

Anas 

Limestone 

9.02 


Phyllite & Schist 

941.34 

Sub-basin Total 


1,411.38 

Bhadar 

Phyllite & Schist 

222.71 

Ultra Basics 

57.86 

Sub-basin Total 


280.57 


Deccan Traps 

456.23 


Gneisses(B.G.C.) 

1,045.45 

Jakham 

Limestone 

31.58 


Phyllite & Schist 

525.19 


Shale 

262.13 

Sub-basin Total 


2,320.58 


Deccan Traps 

1,982.54 


Gneisses(B.G.C.) 

1,452.42 

Mahi 

Limestone 

147.76 


Phyllite & Schist 

2,064.88 


Ultra Basics 

51.59 

Sub-basin Total 


5,699.18 

Moran 

Gneisses(B.G.C.) 

4.68 

Phyllite & Schist 

673.89 

Sub-basin Total 


678.57 


Gneisses(B.G.C.) 

2,344.65 

Som 

Limestone 

3.80 

Phyllite & Schist 

3,865.58 


Quartzite 

6.32 

Sub-basin Total 


6,220.36 

Basin Total 


16,610.63 


Source: CGWB & RGWD 
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The aquifer map (hydrogeological unit map) of the basin is shown in Drawing 
No. MAI-GW-001 (in Volume 3b). The entire basin is contains bed-rock aquifer 
units, the main being Phyllite & Schist, and Gneisses (B.G.C) units. Smaller 
aquifer units of Shale occur in Jakham Sub-basin and Limestone in Mahi sub¬ 
basin. As demonstrated, Limestone pertaining to the upper Cretaceous age has 
very limited occurrence in the basin area around Talwara and Ghatol Blocks of 
Banswara District. 

4.2.2 Aquifer Characteristics 

The Table indicates that the entire basin area comprises hard rock formations. 
The main hydrogeological formations are Gneisses (B.G.C.), Phyllite & Schist, 
Ultra Basic rocks and Deccan Traps. 

The average depth of aquifers, which is in the form of weathered, jointed and 
fractured part of the hard rock, ranges from a minimum of 68.03 m to 94.30 m 
bgl in Phyllite & Schist and Ultra Basics aquifer of the basin area in Moran and 
Bhadar Sub-basin area respectively. 

The static water level ranges from a minimum of 0.24 m bgl at village Punjpur in 
Phyllite & Schist formation to a maximum of 62.50 m bgl at village Shivpura in 
Gneisses (B.G.C.) aquifer in Mahi Sub-basin area. However, the average static 
water level in the basin area ranges from 7.00 m bgl to 15.82 m bgl. The average 
discharge of wells ranges from 0.47 lps in Ultra Basics aquifer of Bhadar Sub¬ 
basin to 3.47 lps in Gneisses (B.G.C.) aquifer of Jakham Sub-basin area. 

The average specific capacity of wells range from 0.06 lps/m drawdown to 4.00 
lps/m drawdown in Ultra Basics aquifer of Bhadar Sub-basin and Phyllite & 
Schist aquifer of Moran Sub-basin areas respectively. 

The average transmissivity values ranges from 1.63 m 2 /day in Deccan Traps of 
Anas Sub-basin to 2,299.43 m 2 /day in Phyllite & Schist aquifer of Som Sub-basin 
area. 
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Table 4.2-2: Hydrogeological Characteristics of Aquifer Units of Mahi Basin 


Basin 

Sub¬ 

basin 

Aquifer Units 

Depth 

Drilled 

(m) 

Static Water Level 
(m bgl) 

Discharge 

(Ips) 

Drawdown (m) 

Specific 

Capacity 

(Ips/m) 

Transmissivity 

(m 2 /day) 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Mahi 

Anas 

Deccan Traps 

50.00 

150.00 

78.74 

2.76 

50.00 

15.82 

0.04 

1.67 

0.50 

16.65 

16.65 

16.65 

0.10 

0.10 

0.10 

0.26 

3.00 

1.63 

Phyllite & Schist 

40.00 

150.00 

76.56 

1.00 

36.00 

7.23 

0.03 

3.78 

0.96 

0.17 

30.28 

16.90 

0.01 

0.70 

0.14 

0.01 

68.60 

18.86 

Bhadar 

Phyllite & Schist 

50.00 

135.60 

78.35 

2.02 

25.00 

12.00 

0.13 

4.60 

2.05 

19.91 

39.60 

27.84 

0.02 

0.19 

0.13 

10.00 

10.00 

10.00 

Ultra Basics 

50.00 

138.60 

94.30 

12.13 

17.00 

14.57 

0.13 

0.80 

0.46 

12.90 

12.90 

12.90 

0.06 

0.06 

0.06 

- 

- 

- 

Jakham 

Gneisses(B.G.C.) 

43.35 

113.95 

69.33 

2.46 

25.00 

11.99 

0.56 

6.66 

3.47 

10.50 

11.95 

11.23 

0.45 

0.56 

0.50 

- 

- 

- 

Mahi 

Deccan Traps 

29.00 

215.00 

77.55 

2.45 

43.18 

9.76 

0.12 

22.68 

2.67 

0.85 

26.67 

15.31 

0.06 

8.02 

1.64 

3.00 

256.00 

65.67 

Gneisses(B.G.C.) 

34.00 

178.85 

82.21 

1.11 

62.50 

7.85 

0.08 

16.67 

3.15 

0.04 

60.00 

15.23 

0.01 

12.85 

1.21 

2.00 

753.00 

153.12 

Phyllite & Schist 

40.00 

150.00 

89.51 

0.24 

31.90 

8.76 

0.02 

12.50 

1.98 

1.06 

37.00 

14.94 

0.01 

2.70 

0.59 

0.90 

152.00 

56.64 

Moran 

Phyllite & Schist 

40.00 

119.65 

68.03 

0.78 

18.50 

7.00 

0.10 

11.00 

2.26 

0.33 

14.07 

6.30 

0.13 

13.89 

4.00 

4.00 

174.50 

108.13 

Som 

Gneisses(B.G.C.) 

28.00 

167.10 

90.39 

0.30 

48.00 

11.13 

0.03 

10.43 

2.21 

3.18 

72.58 

17.00 

0.01 

1.78 

0.47 

6.00 

6.00 

6.00 

Phyllite & Schist 

14.00 

161.00 

88.01 

0.42 

40.00 

8.56 

0.06 

25.20 

2.75 

0.55 

105.00 

19.18 

0.02 

2.49 

0.35 

6.00 

7,944.00 

2,299.43 


Source: CGWB and RGWD 


Note: 


1. The data variously pertain to period 1960-2010. 

2. The same value data reflects the availability of data from one place only. 

3. Detailed information on location / village for the above observed parameters values are given in Annex GW-8. 
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4.3 Depth to Groundwater 

4.3.1 Monitoring /Observation Wells 

There are 755 groundwater observation monitoring wells in the basin, of which 
644 are under RGWD and 111 under CGWB. The breakdown is given in Table 
4.3-1. 


Table 4.3-1: Monitoring/Observation Wells in Mahi Basin 


Sub-Basin 

CGWB 

RGWD 

Total Observation 
Wells 

Anas 

14 

79 

93 

Bhadar 

1 

23 

24 

Jakham 

10 

49 

59 

Mahi 

47 

250 

297 

Moran 

4 

38 

42 

Som 

35 

205 

240 

Basin Total 

111 

644 

755 


Source: CGWB and RGWD 


4.3.2 Historic Groundwater Level Trends (1984-2010) 

An analysis of the historic groundwater levels trends between the years 1984- 
2010 is presented below. Weighted average groundwater levels during the 
examined period were generated for each Sub-basin based on the measured level 
in each well and its Thiessen weight within the Sub-basin. The weighted average 
groundwater levels per Sub-basin are presented in the graphs below and given in 
Table 4.3-5. 

Anas Sub-basin 

As shown in Fig 4.3-1 the average groundwater levels since 1984 present stable 
conditions in the range of 253.43 to 256.00 m amsl. A negligible decline of —0.03 
m/yr Pre-monsoon and —0.01 Post-monsoon was calculated for the entire period 
(Table 4.3-2). This low value is typical to the southern part of Rajasthan and 
reflects the high amount of precipitation combined with local seasonal natural and 
manmade lakes and dams. The correlation between the rainfall and the 
groundwater level is not strong throughout the entire period but evident mainly 
during the dry years 1999-2004, when the water table declined according to the 
rainfall pattern. The high rainfall during 2006-2007 resulted in the recovery of the 
water table, back to original stages of pre 1999. 
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Figure 4.3-1: Long Term Ground Water Level and Rainfall Trends in Anas Sub-basin of Mahi 

Basin 1984-2010 

River Basin: Mahi, Sub Basin : Anas 

Main Aquifer: PhyMite & Schist 


y= -0.03 lx + 253.629 


y=-C.C05x+256,093 
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— Trend (Water Level - Pre Monsoon) — Trend (Water Level - Post Monsoon) 


Source: Groundwater level data of CGWB and RGWD 


The groundwater levels in 1984 were 253.43 m amsl during pre-monsoon and 
256.00 m amsl during post-monsoon. By 2010, the water table was measured at 
252.36 m amsl and 255.66 m amsl, respectively, a negligible decline, as reflected 
by the slight slope of the water table (Figure 4.3-1). The stability in groundwater 
levels indicates that the aquifer exploitation and recharge are balanced in the 
long-term. 

Pre-and post-monsoon levels present very similar trends. The average difference 
between the seasons is -2.80 m. The difference is approximately constant and is 
similar to the rest of the sub-basins. The rate of historic decline/rise of the 
groundwater are given in Table 4.3-2. 

Based on the long term groundwater levels trends and assuming that the year 
2010 level of average precipitation and draft trends will continue during future 
years, a prediction of the monitoring and observation wells (RGWD & CGWB 
database) which are expected to become dry in the future is presented in Table 
4.3-4. By the year 2020 -33% of the monitoring wells will become dry. The 
percentage will increase to 43% by the year 240 and 45% by the year 2060. 
Similarly during the post-monsoon seasons 12% of monitoring wells will become 
dry by the year 2020 likely to remain same by the year 2040 and the percentage 
will increase 20% by the year 2060. 

Bhadar Sub-Basin 


The average groundwater levels during 1984-2010 in the Bhadar Sub-basin are 
presented in Figure 4.3-2. In this case, the groundwater levels display a slightly 
higher fluctuation compared with Anas Sub-basin. Still, the water table can be 
regarded as stable in the long-term. The average decline rate of groundwater 
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levels is negligible, being -0.12 m/yr for pre-monsoon and -0.03 m/yr for post¬ 
monsoon. The correlation between rainfall and groundwater level is observed, 
especially after several consecutives dry years like in 1999-2002 or after rainy 
years like in 2006-2007. 

Figure 4.3-2: Long Term Ground Water Level and Rainfall Trends in Bhadar Sub-basin of Mahi 

Basin 1984-2010 


River Basin : Mahi, Sub Basin : Bhadar 

Main Aquifer: Phyllite & Schist 

y = -0.11 Esc4 214-903 y= -0.027k + 217.674 



Year 


™ Rainfall Water level - Pre Monsoon Water Level - Post Monsoon 

—Trend (Rainfall) — Trend [Water Level - Pre Monsoon) — Trend (Water Level - Post Monsoon) 

Source: Groundwater level data of CGWB and RGWD 

The average difference between the pre and post-monsoon seasons is -3.90 m, 
slightly higher than other sub-basins of Mahi Basin. Both pre and post levels 
present very similar fluctuation trends and similar rates of water table change. 

Based on the long term groundwater levels trends and assuming that the year 
2010 levels of average precipitation and draft trends will continue during future 
years, a prediction of the monitoring and observation wells (RGWD & CGWB 
database) which are expected to become dry in the future is presented in Table 
4.3-4. By the year 2020 in pre-monsoon season -27% of the wells will be dry, the 
percentage will increase to 40% of the wells will by the year 2040 and to 80% by 
the year 2060. 

Jakham Sub-basin 

Long term average groundwater levels in the Jakham Sub-basin are given in 
Figure 4.3-3 for the years 1984-2010. The average decline rate of groundwater 
surface is negligible and stands on -0.05 and -0.03 m/yr for pre and post- seasons 
respectively. The low value is typical to the southern part of Rajasthan and 
reflects the relatively high precipitation combined with presence of local natural 
and manmade lakes and dams like the Jakham Dam at the upstream of the sub¬ 
basin. There is a very weak correlation between the rainfall and groundwater 
levels, which is expressed during very low rainfall year (2000) or after high 
rainfall year (2006). 
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Figure 4.3-3: Long Term Ground Water Level and Rainfall Trends in Jakham Sub-basin of Mahi 

Basin 1984-2010 



Both pre and post-monsoon levels present similar trends. The average difference 
between the seasons is 2.60 m. The difference is approximately constant and 
similar to the rest of the basin. 

Based on the long term groundwater levels trends and assuming that the year 
2010 levels of average precipitation and draft trends continues during future 
years, a prediction of the monitoring and observation wells (RGWD & CGWB 
database) which are expected to become dry in the future is presented in Table 
4.3-4. According to the predicted levels in the next few decades (Table 4.3-3), it 
is estimated that -34% of the wells will be dry by the year 2020, -57% by the 
year 2040 and -66% by the year 2060 (Table 4.3-4). It indicates that despite the 
negligible decline of groundwater levels, there is greater probability for drying of 
wells, because of the shallow depths of wells in the sub-basin area. 

Mahi Sub-basin 

The long term average groundwater levels in Mahi sub-basin are presented in 
Figure 4.3-4. The water table in this sub-basin varies between a maximum of 
242.74 m amsl (post-monsoon 1984) to a minimum of 239.58 m a m s i (pre¬ 
monsoon 2010). The total decline during this period is in the range of -1 m. 
These results indicate a negligible average declining rate of -0.02 m/yr for pre¬ 
monsoon and -0.01 m/yr for post-monsoon stages. The maximum declining rates 
in the sub-basin are moderate, being -0.54 m/yr, while the minimum rates present 
a maximum increase of +0.72 m/yr post-monsoon season (Table 4.3-2). 
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Figure 4.3-4: Long Term Ground Water Level and Rainfall Trends in Mahi Sub-basin of Mahi 

Basin 1984-2010 

River Basin : Mahi, Sub Basin : Mahi 

Main Aquifer: Phyllite & Schist 
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Source: Groundwater level data of CGWB and RGWD 


Both pre- and post-monsoon levels demonstrate similar trends and rates. Some 
correlation between the rainfall and the groundwater surface is evident, mainly 
during the low rainfall years of 2000-2002 and the high rainfall years 2006-2007. 
The average difference between the pre- and post- seasons is -2.40 m. The 
difference is relatively constant and is similar to the rest of the basin. 

Assuming that precipitation and drafts trends will remain the same during future 
years, there is a moderate probability that groundwater monitoring wells will 
become dry within the next few decades. Based on the long term groundwater 
levels trends and assuming that the year 2010 levels of average precipitation and 
draft trends will continue during future years, a prediction of the monitoring and 
observation wells (RGWD & CGWB database) which are expected to become 
dry in the future is presented in Table 4.3-4. According these estimations, -19% 
of the monitoring wells will be dry by 2020, -28% of the wells by the year 2040 
and -36% of the wells will become dry by the year 2060. These values are 
surprising in light of very small decline rates. However, the declining trend value 
represents the average for the entire sub-basin while at certain wells a much 
higher rate of decline was recorded. The cases of drying wells are expected in 
such areas. 


Moran Sub-basin 

The long term average groundwater levels in Moran Sub-basin are presented in 
Figure 4.3-5. The average groundwater table in this sub-basin is stable, 
presenting nearly constant stages in the last 3 decades. The water table in the sub¬ 
basin varies between a maximum of 234.46 m amsl (post-monsoon 1984) to a 
minimum of 228.68 m amsl (pre-monsoon 2010). The total decline during this 
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period is in the range of ~1 m for each season. These result in negligible average 
declining rates of -0.07 m/yr for pre- Monsoon and -0.01 m/yr for post-monsoon 
stages, typical to the south part of Rajasthan. It reflects the high amount of 
precipitation combined with presence of local, seasonal, natural and manmade 
lakes and dams. The maximum declining rates in the sub-basin reach as high as 
-0.18 m/yr, while minimum rates present an increase of +0.06 m/yr (Table 4.3-2). 

Figure 4.3-5: Long Term Ground Water Level and Rainfall Trends in Moran Sub-basin of Mahi 

Basin 1984-2010 



Source: Groundwater level data of CGWB and RGWD 


Weak correlation between the rainfall and groundwater levels is demonstrated in 
Figure 4.3-5. Groundwater response to rainfall takes place only during low 
rainfall years (2000-2002) or high rainfall years (2006-2007). 

The average difference between the pre- and post-monsoon seasons is -3.50 m, 
slightly high compared to the rest of the basin. This difference is attributed to the 
low transmissivity of the hard rocks and to the seasonal influence of the flood 
plains. 

Based on the long term groundwater levels trends and assuming that the year 
2010 levels of average precipitation and draft trends will continue during future 
years, a prediction of the monitoring and observation wells (RGWD & CGWB 
database) which are expected to become dry in the future is presented in Table 
4.3-4. According to these estimations, -27% of the wells will be dry by the year 
2020, -42% of the wells by the year 2040 and -42% of the wells will become dry 
by the year 2060 (during pre-monsoon). 

Som Sub-basin 

The long term average groundwater levels in Som Sub-basin are presented in 
Figure 4.3-6. The groundwater elevation in the sub-basin declined during post¬ 
monsoon from 350.51 m a m si in 1984 to 349.60 m a m s i in 2010. The overall 
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total decline in this period is negligible with an annual average rate of -0.07 m/yr 
for pre-monsoon and -0.04 m/yr for post-monsoon. 

Figure 4.3-6 Long Term Ground Water Level and Rainfall Trends in Som Sub-basin of Mahi 

Basin 1984-2010 
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Source: Groundwater level data of CGWB and RGWD 


Correlation between rainfall and groundwater levels can be seen between 1994 
and 2006. The average difference between the pre- and post-monsoon seasons is 
~3 m. The difference is approximately constant and it is slightly high compared 
to the rest of the basin. This difference is attributed to the limited transmissivity 
of the hard rocks aquifers and to seasonal influence of the flood plains. 

Based on the long term groundwater levels trends and assuming that the year 
2010 level of average precipitation and draft trends will continue during future 
years, a prediction of the monitoring and observation wells (RGWD & CGWB 
database) which are expected to become dry in the future is presented in Table 
4.3-4. It is estimated that -26% of the wells will be dry by pre monsoon 2020, 
-49% of the wells by the year 2040 and -63% of the wells will dry out by the 
year 2060. These values are a little low compared to other sub-basins with in the 
basin. Still, these values are significant, especially in light of the negligible 
decline rate of the average groundwater levels. It needs to be noted that these 
rates are the average for the entire sub-basin while maximum rates reach -0.43 
m/yr (Table 4.3-2), and are responsible for most of the drying wells. 
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Table 4.3-2: Water Table Decline/Rise* Rates in Mahi Basin 


Sub- basin 

Main Formation 

Rate Pre-monsoon 

[m/yr] 

Rate Post-monsoon [m/yr] 

Mean 

Min 

Max 

Mean 

Min 

Max 

Anas 

Phyllite& Schist 

-0.03 

0.23 

-0.17 

-0.01 

0.14 

-0.15 

Bhadar 

Phyllite& Schist 

-0.12 

-0.04 

-0.28 

-0.03 

0.00 

-0.16 

Jakham 

Gneisses(B.G.C.) 

-0.05 

0.07 

-0.22 

-0.05 

0.00 

-0.34 

Mahi 

Phyllite& Schist 

-0.02 

0.35 

-0.54 

-0.01 

0.72 

-0.29 

Moran 

Phyllite& Schist 

-0.07 

0.04 

-0.18 

-0.01 

0.06 

-0.13 

Som 

Phyllite& Schist 

-0.07 

0.28 

-0.43 

-0.04 

0.20 

-0.39 

Basin Summary 

Phyllite& Schist 

-0.05 

0.35 

-0.54 

-0.03 

0.72 

-0.39 


*(-) indicates water table decline,(+) indicates water table rise 
Source: Groundwater level data of CGWB & RGWD 


Table 4.3-3: Sub-basin wise Predicted Average Groundwater Levels in Mahi Basin 


Sub-basin 

Pre-monsoon Levels, (m amsl) 

Post-monsoon Levels, (m amsl) 

Current 

Predicted 

Current 

Predicted 

2010 

2020 

2040 

2060 

2010 

2020 

2040 

2060 

Anas 

252.36 

252.05 

251.43 

250.49 

255.66 

255.61 

255.51 

255.36 

Bhadar 

211.92 

210.76 

208.44 

204.96 

217.00 

216.73 

216.19 

215.37 

Jakham 

330.38 

329.83 

328.73 

327.09 

331.75 

331.21 

330.14 

328.54 

Mahi 

239.58 

239.39 

239.00 

238.42 

242.01 

241.92 

241.72 

241.43 

Moran 

228.68 

228.03 

226.73 

224.77 

233.09 

232.98 

232.78 

232.47 

Som 

344.79 

344.07 

342.63 

340.46 

349.60 

349.16 

348.28 

346.96 

Basin Average 


293.20 

292.12 

290.50 


296.85 

296.27 

295.39 


Table 4.3-4: Prediction of Dry Observation Wells* - Mahi Basin 


Sub-basin 

Pre-monsoon Dry Observation Wells, [%] 

Post-monsoon Dry Observation Wells, [%] 

Current 

Prediction 

Current 

Prediction 

2010 

2020 

2040 

2060 

2010 

2020 

2040 

2060 

Anas 

22 

33 

43 

45 

12 

12 

15 

20 

Bhadar 

20 

27 

40 

80 

7 

7 

7 

7 

Jakham 

26 

34 

57 

66 

20 

26 

40 

51 

Mahi 

14 

19 

28 

36 

12 

12 

13 

15 

Moran 

15 

27 

42 

42 

12 

12 

12 

12 

Som 

14 

26 

49 

63 

12 

12 

14 

22 

Summary 

16 

25 

40 

49 

12 

13 

15 

20 
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Table 4.3-5: Weighted Average Ground Water Levels (m amsl) 1984-2010 - Mahi Basin 



1984 

1985 

1986 

1987 

1988 

1989 

1990 

1991 

1992 

1993 

1994 

1995 

1996 

1997 







253.80 

253.31 


■EM 


253.65 

253.73 

253.34 


253.62 


214.87 




214.30 

214.90 


mSEM 


213.65 

214.91 


214.80 

215.00 

Jakham 

331.42 

331.16 

331.53 

331.08 

331.67 

332.14 

331.91 

331.49 

331.49 

330.89 

331.58 

330.55 

331.51 

331.53 

Mahi 

240.44 

239.61 

240.09 

240.30 

240.30 

240.32 

240.81 

240.74 

240.60 

239.89 

239.89 

239.89 

241.05 

240.62 

Moran 

230.47 

228.62 

229.24 

229.62 

230.09 

230.10 

230.69 

229.93 

229.98 

229.81 

230.42 

230.42 

229.79 

229.94 

Som 

347.32 

346.47 

346.12 

345.34 

346.35 

347.80 

348.16 

347.00 

347.40 

346.27 

347.84 

345.58 

347.05 

346.34 

Post-Monsoon 
(m amsl) 

Anas 

256.00 

255.37 

256.30 

255.65 

256.37 

255.24 

256.83 

253.64 

256.67 

256.47 

257.47 

256.75 

257.65 

256.73 

Bhadar 

218.59 

216.07 

216.72 

215.65 

218.73 

218.87 

219.22 

215.44 

217.59 

218.01 

218.42 

218.07 

218.10 

219.16 

Jakham 

333.99 

334.31 

334.34 

332.60 

334.45 

334.62 

335.33 

331.91 

333.77 

334.54 

335.15 

333.23 

335.17 

333.99 

Mahi 

242.74 

241.96 

242.79 

242.11 

242.87 

242.06 

243.30 

240.84 

242.85 

242.99 

243.67 

242.59 

243.65 

243.15 

Moran 

234.38 

231.21 

232.64 

232.17 

233.66 

233.21 

234.65 

230.78 

233.31 

233.11 

234.88 

231.68 

233.99 

234.53 

Som 

350.51 

349.58 

348.43 

347.69 

349.17 

350.93 

351.06 

348.22 

350.61 

350.16 

351.37 

349.34 

350.51 

349.52 



1998 

1999 

2000 

2001 

2002 

2003 

2004 

2005 

2006 

2007 

2008 

2009 

2010 

Pre-Monsoon 
(m amsl) 

Anas 

254.16 

253.45 

251.91 

251.99 

251.83 

252.39 

253.60 

253.28 

253.79 

253.78 

252.39 

252.36 

252.36 

Bhadar 

214.40 

212.28 

211.48 

211.80 

210.16 

212.75 

212.69 

212.12 

213.77 

213.05 

210.10 

211.92 

211.92 

Jakham 

331.16 

330.82 

329.64 

330.38 

329.44 

330.18 

330.89 

330.63 

330.96 

330.96 

330.25 

330.38 

330.38 

Mahi 

240.69 

239.91 

237.98 

238.71 

238.25 

239.60 

240.30 

240.11 

241.20 

240.83 

239.44 

239.58 

239.58 

Moran 

229.70 

228.99 

227.84 

227.92 

226.45 

228.89 

229.46 

227.55 

230.33 

229.49 

228.38 

228.68 

228.68 

Som 

346.14 

344.41 

343.37 

344.42 

343.67 

344.26 

346.23 

346.91 

347.66 

346.71 

345.13 

344.79 

344.79 

Post-Monsoon 
(m amsl) 

Anas 

258.00 

255.45 

254.48 

254.21 

254.19 

255.86 

256.45 

255.93 

257.14 

257.82 

255.29 

254.96 

255.66 

Bhadar 

219.47 

216.25 

214.50 

214.29 

212.54 

218.45 

217.85 

216.98 

220.58 

218.12 

214.67 

217.59 

217.00 

Jakham 

333.77 

333.54 

331.22 

332.39 

332.00 

332.57 

333.46 

333.77 

335.06 

333.66 

333.62 

332.59 

331.75 

Mahi 

243.30 

242.33 

240.66 

241.08 

240.52 

242.01 

242.60 

242.38 

243.80 

243.63 

241.75 

242.45 

242.01 

Moran 

234.46 

231.33 

230.00 

232.73 

229.69 

233.66 

233.17 

232.39 

235.73 

234.11 

229.69 

233.56 

233.09 

Som 

349.28 

346.67 

345.59 

347.66 

346.02 

347.32 

348.89 

350.78 

351.54 

349.79 

348.16 

347.86 

349.60 
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4.3.3 Depth to Groundwater Level (Year 2010) 

The pre-monsoon period (2010) depth to water table map of Mahi Basin is 
presented in Drawing No. MAI-GW-002 (in Volume 3b). Shallow water table 
depth of 2 to 5 m bgl occur mostly in the north central and southern parts of the 
basin in Jakham, Mahi, Anas, Moran and Som sub-basins. Generally, the 
groundwater level depth in Mahi Basin is 2 to 5 m bgl. Deeper groundwater level 
of 20 to 40 m bgl occurs as isolated pockets in Anas, Mahi, Jakham and Som 
Sub-basins. 

In the post-monsoon season (2010) (Drawing No. MAI-GW-003 in Volume 3b), 
nearly half of the basin registered less than 2 to 5 m bgl depth to water levels and 
the remaining part of the basin registered depth to water levels as 5 to 10 m bgl. 

4.3.4 Groundwater Level Fluctuation 

Table 4.3-6 shows sub-basin and aquifer unit-wise fluctuation in levels of 
groundwater (for data refer Annex GW-3 of Main Report). 

Table 4.3-6: Sub-basin and Aquifer-Wise Groundwater Level Fluctuation in Mahi Basin 

(Pre monsoon 2010) 


Sub-basin 

Hydrogeological Unit 

Number 
of Wells 

Ground Wc 
Fluctuaf 

iter Level 
ion, m 

Min. 

Max. 

Average 

Anas 

Deccan Traps 

24 

0.75 

6.28 

3.66 

Limestone 

0 

- 

- 

- 

Phyllite & Schist 

39 

0.16 

9.80 

3.54 

Sub-basin Summary 

63 

0.16 

9.80 

3.58 

Bhadar 

Phyllite & Schist 

16 

2.27 

10.66 

6.03 

Ultra Basics 

4 

2.17 

4.83 

3.47 

Sub-basin Summary 

20 

2.17 

10.66 

5.52 

Jakham 

Deccan Traps 

8 

-0.01 

7.66 

3.42 

Gneisses(B.G.C.) 

16 

-2.21 

3.60 

-0.05 

Limestone 

2 

-0.93 

1.34 

0.21 

Phyllite & Schist 

7 

-3.20 

8.70 

3.03 

Shale 

2 

2.90 

3.40 

3.15 

Sub-basin Summary 

35 

-3.20 

8.70 

1.56 

Mahi 

Deccan Traps 

46 

0.39 

8.42 

3.81 

Gneisses(B.G.C.) 

73 

-1.78 

4.80 

1.47 

Limestone 

11 

0.12 

3.08 

0.93 

Phyllite & Schist 

112 

-0.91 

9.87 

2.56 

Ultra Basics 

1 

1.50 

1.50 

1.50 

Sub-basin Summary 

243 

-1.78 

9.87 

2.39 

Moran 

Gneisses(B.G.C.) 

2 

3.18 

5.27 

4.23 

Phyllite & Schist 

40 

1.01 

9.61 

4.28 

Sub-basin Summary 

42 

1.01 

9.61 

4.28 

Som 

Gneisses(B.G.C.) 

75 

-1.20 

10.54 

4.25 

Limestone 

1 

2.83 

2.83 

2.83 

Phyllite & Schist 

125 

-0.77 

9.84 

3.89 

Quartzite 

0 

- 

- 

- 

Sub-basin Summary 

201 

-1.20 

10.54 

4.02 

Basin-Summary 

604 

-3.20 

10.66 

3.24 

Source: Ground water level data year 201 

0 of CGWB and RGWD. 
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The minimum and maximum seasonal groundwater fluctuation in the basin range 
from -3.20 m bgl to 10.66 m bgl, the average being 3.24 m bgl. The average sub¬ 
basin fluctuations range from 1.56 m in Jhakham Sub-basin to 5.52 m in Bhadar 
Sub-basin. Average fluctuation levels in Deccan Traps aquifer is 3.66 m in Anas 
Sub-basin, 3.42 m in Jhakham Sub-basin and 3.81 m in Mahi sub-basin. The 
lowest average fluctuation recorded is -2.21 m in the Gneisses(B.G.C) unit of 
Jhakham Sub-basin and 0.39 m in the Deccan Traps unit of the same sub-basin. 

4.3.5 Groundwater Flow Direction 

The basin is mountainous, pertaining to the Aravali range area, drained by the 
Mahi River and its tributaries. The main hydrogeological formation in the basin 
are Phyllite & Schist in the centre and western area, Gneisses(B.G.C.) in the 
centre-north, Deccan Traps in the east and south formations like upper 
cretaceous Limestone and Ultra Basics rock units have limited occurrence in the 
area in Banswara Block of Banswara District & Simalwara Block of Dungarpur 
District. 

As displayed in Drawing No. MAI-GW-004 (in Volume 3b) the pattern of 
groundwater table contours is converging towards the river channels with flow 
line contours following the surface drainage pattern, providing for the base flow 
which is typical in this kind of terrain. The hydraulic gradient is rather steep all 
through the basin, mainly along the boundaries and becomes somewhat moderate 
to almost flat only along the Mahi River channel in the south. This configuration 
is of mountainous morphology and lithology, where the aquifer is virtually a thin, 
weathered mantle of the hard rocks. This phenomenon is supported by the very 
shallow water level of less than 10 m bgl in almost throughout the basin area, 
except for a very limited area in the north (Chhoti Sadri Block) where the water 
depth is somewhat deeper, more than 10 m bgl. 

4.4 Groundwater Quality 

4.4.1 Introduction 

The groundwater quality has been appraised with reference to selected 
parameters, namely: 

• Concentration of Chloride (Cl) ions in groundwater samples; 

• Concentration of Fluoride (F) ions in groundwater samples; 

• Concentration of Nitrate (NO3) ions in groundwater samples; 

• EC value in groundwater samples. 

The manner of obtaining and analyzing the relevant data are described in Section 
3.2.5 of the Main Report. The discussion below refers to the relevant parameters 
as observed in this basin. 

4.4.2 Occurrence of Chlorides in Groundwater 

The average concentration of Chlorides is relatively stable and ranges from a 
minimum of 107.70 mg/1 to a maximum of 177.65 mg/1 during the time period 
1984-2010 as demonstrated in Figure 4.4-1. The concentration rose from a value 
of -120 mg/1 during 1984-1985 to a value of -155 mg/1 during 2010, a total rise 
of -30% within 27 years. The average Chlorides concentration is below the 
desirable limit (250 mg/1). However, according to the current long-term increase 
rate, the values are expected to exceed 200 mg/1 within 3 decades. The 5% upper 
concentrations range between -350 mg/1 to almost 850 mg/1 while the average of 
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the lowest 5% concentrations are stable at around ~25 ppm. The data used for 
preparing the graphs is given in Table 4.4-5 at the end of this chapter. 


Figure 4.4-1: Long Term Average Chloride Concentrations in Mahi Basin 1984-2010 



Source: Groundwater chemical analysis data pre-monsoon 2010 of CGWB & RGWD 

The pre-monsoon 2010 Chlorides concentration map of the basin is presented in 
Drawing No. MAI-GW-005 (in Volume 3b). It shows that only a small patch of 
the Som Sub-basin having higher concentration of Chlorides. Groundwater with 
250-1,000 mg/1 of Chloride levels occur mainly in the Deccan Traps and 
Gneisses(B.G.C.) aquifer units. The rest of the basin bears fresh groundwater 
with Chlorides concentration of less than 250 mg/1. 

The percent area of aquifer units with selected Chloride concentration levels in 
the basin are shown in Table 4.4-1. 

Table 4.4-1: Sub-basin and Aquifer-wise Percent Area Occupied with Various Levels of 
Chloride (mg/I) in Groundwater of Mahi Basin 


Sub-basin 

Hydrogeological Unit 

Percent area Occupied with 
Various Levels of Chloride, 
mg/I 

<250 

250-1,000 

>1,000 

Anas 

Deccan Traps 

100.00 

0.00 

0.00 

Limestone 

100.00 

0.00 

0.00 

Phyllite & Schist 

100.00 

0.00 

0.00 

Sub-basin Summary 

100.00 

0.00 

0.00 

Bhadar 

Phyllite & Schist 

92.94 

7.06 

0.00 

Ultra Basics 

100.00 

0.00 

0.00 

Sub-basin Summary 

94.40 

5.60 

0.00 

Jakham Deccan Traps 

100.00 

0.00 

0.00 
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Sub-basin 

Hydrogeological Unit 

Percent area Occupied with 
Various Levels of Chloride, 
mg/I 

<250 

250-1,000 

>1,000 

Jakham 

Gneisses(B.G.C.) 

92.65 

7.35 

0.00 

Limestone 

100.00 

0.00 

0.00 

Phyllite & Schist 

92.97 

7.03 

0.00 

Shale 

96.95 

3.05 

0.00 

Sub-basin Summary 

94.75 

5.25 

0.00 

Mahi 

Deccan Traps 

84.51 

15.49 

0.00 

Gneisses(B.G.C.) 

95.38 

4.48 

0.14 

Limestone 

100.00 

0.00 

0.00 

Phyllite & Schist 

89.69 

10.26 

0.05 

Ultra Basics 

100.00 

0.00 

0.00 

Sub-basin Summary 

89.70 

10.25 

0.05 

Moran 

Gneisses(B.G.C.) 

28.68 

71.32 

0.00 

Phyllite & Schist 

98.47 

1.53 

0.00 

Sub-basin Summary 

97.99 

2.01 

0.00 

Som 

Gneisses(B.G.C.) 

65.98 

32.60 

1.42 

Limestone 

99.76 

0.24 

0.00 

Phyllite & Schist 

87.70 

12.30 

0.00 

Quartzite 

100.00 

0.00 

0.00 

Sub-basin Summary 

79.54 

19.93 

0.53 

Basin Summary 

87.89 

11.89 

0.22 


Source: Groundwater chemical analysis data pre-monsoon 2010 of CGWB & RGWD 

The Table 4.4-1, indicates that about 87.89% of the basin area have potable 
quality groundwater with less than 250 mg/1 of Chlorides concentration. The 
remaining area (i.e. 12%) comprises poor quality groundwater in Som and Mahi 
Sub-basins. 100% area of the Quartzite aquifer unit in Som Sub-basin and 32.60 
% to 71.32% area of the Gneisses(B.G.C) unit in Moran and Som Sub-basins 
also bears poor quality groundwater. The Limestone aquifer unit presents 100% 
potable quality groundwater in Anas, Jakham and Mahi Sub-basins. The Ultra 
Basics in Bhadar and Mahi also constitute 100% potable quality groundwater. 

4.4.3 Occurrence of Fluorides in Groundwater 

As demonstrated in Figure 4.4-2, the average concentration of Fluorides range 
from a minimum of 0.82 mg/1 to a maximum of 1.72 mg/1 during the time period 
1984-2010. The concentration decreased from an average value of -1.58 mg/1 
during 1984, to an average value of -0.95 mg/1 in 2010. Commencing from 1988, 
the values dropped below the permissible limit (1.5 mg/1) and from 2008 the 
concentration dropped below the desirable limit (1.0 mg/1). The highest (5%) 
wells range between 3 to 5 mg/1, far above the more than permissible limits. The 
data used for preparing the graphs is given in Table 4.4-5 at the end of this 
chapter. 
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Figure 4.4-2: Long Term Average Fluoride Concentrations in Mahi Basin 1984-2010 



—♦— AVERAGE - 5% UP - 5% DOWN -Linear (AVERAGE) 

Source: Groundwater chemical analysis data pre-monsoon 2010 of CGWB & RGWDThe pre¬ 
monsoon 2010 distribution of Fluorides in the groundwater is presented in 
Drawing No. MAI-GW-006 (in Volume 3b). It shows that except the central part 
of the basin, covering parts of Mahi and Som Sub-basins and occupied by 
Phyllite & Schist and Gneisses(B.G.C) aquifer units, the remaining part of the 
basin is having safe drinking quality groundwater with Fluorides concentration of 
less than 1.5 mg/1. 

The percent area occupied by selected Fluorides concentration levels in different 
aquifer units is given in Table 4.4-2. 

Table 4.4-2: Sub-basin and Aquifer-wise Percent Area Occupied with Various Levels of Fluoride 

(mg/I) in Groundwater of Mahi Basin 


Sub-basin 

Hydrogeological Unit 

Percent Area Occupied with 
Various Levels of Fluoride, mg/I 



<1.0 

1.0-1.5 

>1.5 


Deccan Traps 

90.81 

6.12 

3.07 

Anas 

Limestone 

100.00 

0.00 

0.00 


Phyllite & Schist 

88.04 

10.49 

1.47 

Sub-basin Summary 

89.02 

8.99 

1.99 

Bhadar 

Phyllite & Schist 

97.07 

2.93 

0.00 

Ultra Basics 

100.00 

0.00 

0.00 

Sub-basin Summary 

97.67 

2.33 

0.00 


Deccan Traps 

100.00 

0.00 

0.00 


Gneisses(B.G.C.) 

93.47 

5.28 

1.25 

Jakham 

Limestone 

58.45 

26.24 

15.31 


Phyllite & Schist 

88.71 

4.46 

6.83 


Shale 

100.00 

0.00 

0.00 

Sub-basin Summary 

93.94 

3.75 

2.31 


App. MAI-IN-24740-R13-073 

Surface and Groundwater Availability 
428 


July, 2014 








































STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Sub-basin 

Hydrogeological Unit 

Percent Area Occupied with 
Various Levels of Fluoride, mg/I 



<1.0 

1.0-1.5 

>1.5 


Deccan Traps 

97.20 

2.00 

0.80 


Gneisses(B.G.C.) 

78.56 

13.65 

7.79 

Mahi 

Limestone 

99.68 

0.32 

0.00 


Phyllite & Schist 

57.02 

18.58 

24.40 


Ultra Basics 

100.00 

0.00 

0.00 

Sub-basin Summary 

77.98 

10.92 

11.10 

Moran 

Gneisses(B.G.C.) 

69.43 

30.57 

0.00 

Phyllite & Schist 

65.37 

31.73 

2.90 

Sub-basin Summary 

65.39 

31.72 

2.89 


Gneisses(B.G.C.) 

69.94 

13.00 

17.06 

Som 

Limestone 

100.00 

0.00 

0.00 

Phyllite & Schist 

61.81 

23.94 

14.25 


Quartzite 

100.00 

0.00 

0.00 

Sub-basin Summary 

64.93 

19.77 

15.30 

Basin Summary 

76.08 

13.77 

10.15 


Source: Groundwater chemical analysis data pre-monsoon 2010 of CGWB & RGWD 


It indicates that only a small percent (10.15%) of the basin’s area bears non- 
potable groundwater with Fluorides concentration level of >1.5 mg/1. The non- 
potable percent area ranges from about 1.99 and 2.31% in Anas and Jakham Sub¬ 
basins, to 15.30% in Som Sub-basin areas respectively. 

4.4.4 Occurrence of Nitrates in Groundwater 

Figure 4.4-3 presents the average concentration of Nitrates in groundwater. The 
data used for preparing the graphs is given in Table 4.4-5. Values ranged from a 
minimum of 31.16 mg/1 to a maximum of 114 mg/1 during the time period 1984- 
2010. The values increased from -35 mg/1 during 1984 to a value of -86 mg/1 
during 2010, a total rise of -120% within 27 years. In case the current trend of 
the rise (2.1 mg/l/yr) continues the average Nitrate levels are expected to exceed 
the permissible limit (100 mg/1) within about ten years. The upper 5% of the 
concentrations fluctuate considerably and reach a maximum of 424 mg/1. The 
lowest concentration ranges around 10-15 mg/1. 
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Figure 4.4-3: Long Term Average Nitrate Concentrations in Mahi Basin 1984-2010 



» AVERAGE - 5% UP - 5% DOWN -Linear (AVERAGE) 

Source: Groundwater chemical analysis data pre-monsoon 2010 of CGWB & RGWDThe pre¬ 
monsoon 2010 Nitrates distribution in the basin is presented in Drawing No. 
MAI-GW-007 (in Volume 3b). It will be observed that a large part of the basin 
bears permissible to desirable quality of groundwater having NO 3 concentrations 
within 45 to 100 mg/1, except for the northern part of basin occupied by 
Gneisses(B.G.C.) unit in Som Sub-basin and Phyllite & Schist in Moran Sub¬ 
basin where the Nitrates concentration levels are >100 mg/1. 

Aquifer-wise percent area occupied with Nitrates concentration of selected levels 
is given in Table 4.4-3. 

Table 4.4-3: Sub-basin and Aquifer-wise Percent Area Occupied with Various Levels of 

Nitrate in Groundwater of Mahi Basin 


Sub-basin 

Hydrogeological Unit 

Percent area occupied with 
various levels of Nitrate, 
mg/I 



<45 

45-100 

>100 


Deccan Traps 

83.90 

16.10 

0.00 

Anas 

Limestone 

50.70 

49.30 

0.00 


Phyllite & Schist 

71.45 

26.38 

2.17 

Sub-basin Summary 

75.38 

23.17 

1.45 

Bhadar 

Phyllite & Schist 

72.88 

23.85 

3.27 

Ultra Basics 

100.00 

0.00 

0.00 

Sub-basin Summary 

78.47 

18.93 

2.60 


Deccan Traps 

98.92 

1.08 

0.00 


Gneisses(B.G.C.) 

42.36 

43.97 

13.67 

Jakham 

Limestone 

13.84 

85.05 

1.11 


Phyllite & Schist 

52.12 

38.36 

9.52 


Shale 

100.00 

0.00 

0.00 

Sub-basin Summary 

61.81 

29.86 

8.33 
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Sub-basin 

Hydrogeological Unit 

Percent area occupied with 
various levels of Nitrate, 
mg/I 



<45 

45-100 

>100 


Deccan Traps 

73.14 

26.78 

0.08 


Gneisses(B.G.C.) 

66.34 

27.80 

5.86 

Mahi 

Limestone 

82.94 

17.06 

0.00 


Phyllite & Schist 

65.20 

27.69 

7.11 


Ultra Basics 

100.00 

0.00 

0.00 

Sub-basin Summary 

69.03 

26.87 

4.10 

Moran 

Gneisses(B.G.C.) 

3.49 

88.15 

8.36 

Phyllite & Schist 

68.98 

27.83 

3.19 

Sub-basin Summary 

68.53 

28.25 

3.22 


Gneisses(B.G.C.) 

35.43 

30.44 

34.13 

Som 

Limestone 

92.42 

7.58 

0.00 

Phyllite & Schist 

82.82 

12.22 

4.96 


Quartzite 

0.00 

100.00 

0.00 

Sub-basin Summary 

64.88 

19.17 

15.95 

Basin Summary 

67.15 

24.02 

8.83 


Source: Groundwater chemical analysis data pre-monsoon 2010 of CGWB & RGWD 


Potable groundwater with NO3 concentration of <45 mg/1 covers 67.15% area of 
the basin and remaining area contains un-potable water. The percent potable 
water area ranges from 61.81% in Jakham Sub-basin to 78.47% in Bhadar Sub¬ 
basin. However, 100% safe area for drinking water use, lies in Shale aquifer 
Jakham Sub-basin and the Ultra Basics unit of Bhadar and Mahi Sub-basins. As 
such, about 32.85% area of the basin contains un-potable quality groundwater 
with NO3 concentration of >45 mg/1. 

4.4.5 Occurrence of EC in Groundwater 

Figure 4.4-4 presents pre-monsoon 2010 periods average Electrical 
Conductivity's (EC) values, which ranged from a minimum of 802.50 pS/cm to a 
maximum of 1,144.15 pS/cm during the period 1984 - 2010. The average EC in 
the basin can be regarded as stable, being around -1,000 pS/cm. The average EC 
was between the desirable and the maximum allowed values during the 
aforementioned period (775 and 2,250 pS/cm, respectively). The 5% upper 
concentrations range between -2,000 to 3,500 pS/cm, while the lowest 
concentrations are stable around -500 pS/cm. The data used for preparing the 
graphs is given in Table 4.4-5 at the end of this chapter. 
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Figure 4.4-4: Long Term Average Electrical Conductivity values in Mahi Basin 1984-2010 



« AVERAGE - 5% UP - 5% DOWN -Linear (AVERAGE) 

Source: Groundwater chemical analysis data pre-monsoon 2010 of CGWB & RGWD 

The pre-monsoon 2010 period EC distribution map of basin is presented in 
Drawing No. MAI-GW-008 (in Volume 3b). From the map it is seen that 
generally the entire basin contains low to medium salinity level groundwater, 
within the upper permissible limit for irrigation (2,250 pS/cm). 

However, isolated pockets of medium to high salinity of 2,250-5,000 pS/cm 
occur around Sarada in Som Sub-basin and around Aspur in Mahi Sub-basin. The 
percent area occupied with groundwater of selected EC levels is shown in Table 
4.4-4. 

Table 4.4-4: Sub-basin and Aquifer-wise Percent Area Occupied with Various Levels of EC in 

Groundwater of Mahi Basin 


Sub-basin 

Hydrogeological Unit 

Percent Area Occupied with 

Various Levels of Electrical Conductivity, 
pS/cm 

<750 

750 - 2,250 

2,250 - 5,000 

> 5,000 

Anas 

Deccan Traps 

90.02 

9.98 

0.00 

0.00 

Limestone 

88.74 

11.26 

0.00 

0.00 

Phyllite & Schist 

79.36 

20.64 

0.00 

0.00 

Sub-basin Summary 

82.90 

17.10 

0.00 

0.00 

Bhadar 

Phyllite & Schist 

66.13 

33.87 

0.00 

0.00 

Ultra Basics 

61.90 

38.10 

0.00 

0.00 

Sub-basin Summary 

65.26 

34.74 

0.00 

0.00 

Jakham 

Deccan Traps 

40.93 

59.07 

0.00 

0.00 

Gneisses(B.G.C.) 

53.45 

45.74 

0.81 

0.00 

Limestone 

83.84 

16.16 

0.00 

0.00 

Phyllite & Schist 

30.34 

69.66 

0.00 

0.00 

Shale 

23.22 

76.75 

0.03 

0.00 
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Sub-basin 

Hydrogeological Unit 

Percent Area Occupied with 

Various Levels of Electrical Conductivity, 
pS/cm 

<750 

750 - 2,250 

2,250 - 5,000 

> 5,000 

Sub-basin Summary 

42.76 

56.87 

0.37 

0.00 

Mahi 

Deccan Traps 

74.89 

24.03 

1.08 

0.00 

Gneisses(B.G.C.) 

80.25 

18.34 

1.41 

0.00 

Limestone 

58.07 

41.93 

0.00 

0.00 

Phyllite & Schist 

56.95 

37.67 

5.38 

0.00 

Ultra Basics 

90.68 

9.32 

0.00 

0.00 

Sub-basin Summary 

69.46 

27.85 

2.69 

0.00 

Moran 

Gneisses(B.G.C.) 

0.00 

100.00 

0.00 

0.00 

Phyllite & Schist 

57.21 

42.15 

0.64 

0.00 

Sub-basin Summary 

56.82 

42.54 

0.64 

0.00 

Som 

Gneisses(B.G.C.) 

12.14 

75.00 

12.49 

0.37 

Limestone 

72.86 

27.14 

0.00 

0.00 

Phyllite & Schist 

27.21 

69.39 

3.40 

0.00 

Quartzite 

99.88 

0.12 

0.00 

0.00 

Sub-basin Summary 

21.63 

71.41 

6.82 

0.14 

Basin Summary 

48.37 

48.02 

3.55 

0.06 


Source: Groundwater chemical analysis data pre-monsoon 2010 of CGWB & RGWD 


The above table indicates that 96.39% are of the basin have EC values up to 
2,250 pS/cm. Only 3.61% in the northern and central parts of the basin in Som 
and Mahi sub-basin area have higher EC concentration of EC of more than 2,250 
pS/cm in isolated pockets. 

4.4.6 Long-term Groundwater Quality Trends 

The concentrations of Chlorides and Nitrates in the basin are relatively low and 
typical to the south-east of Rajasthan, where precipitation is high. In the northern 
part of the basin, near Jaisamand lake, the concentration is higher. Fluoride 
concentration is also relatively low, compared to other basins, except for the 
central part of the basin (Aspur Block). This may be due to flow of leaching 
minerals from the mountains in the central part of the basin. 
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Table 4.4-5: Long Term Groundwater Quality Trends - Mahi Basin 


Year 

Season 

Chloride (mg 

/i) 

Electrical Conductivity (juS/cm) 

Fluoride (mg 

/i) 

Nitrate (mg/I) 

5% UP 

AVERAGE 

5% DOWN 

5% UP 

AVERAGE 

5% DOWN 

5% UP 

AVERAGE 

5% DOWN 

5% UP 

AVERAGE 

5% DOWN 

1984 

Pre - Monsoon 

- 

110.77 

- 

- 

1,017.47 

- 

- 

1.51 

- 

- 

32.12 

- 

1984 

Post - Monsoon 

635.41 

141.19 

54.60 

2,881.57 

1,027.84 

310.00 

4.06 

1.49 

0.36 

135.63 

31.16 

15.17 

1985 

Pre - Monsoon 

477.44 

116.05 

26.72 

2,587.57 

1,030.06 

547.00 

3.76 

1.53 

0.35 

167.71 

31.17 

12.66 

1985 

Post - Monsoon 

438.13 

109.64 

26.32 

2,475.00 

992.38 

592.00 

3.97 

1.59 

0.42 

193.75 

33.42 

10.16 

1986 

Pre - Monsoon 

423.45 

109.27 

26.28 

2,490.00 

980.42 

825.00 

4.22 

1.66 

0.47 

249.65 

39.70 

oo 

<0 

CO 

1986 

Post - Monsoon 

500.62 

119.05 

23.52 

2,759.06 

1,044.23 

460.50 

4.35 

1.69 

0.40 

247.38 

43.56 

9.52 

1987 

Pre - Monsoon 

372.94 

107.70 

20.41 

2,221.25 

980.50 

446.25 

4.48 

1.71 

0.34 

283.81 

49.47 

14.20 

1987 

Post - Monsoon 

550.36 

118.35 

21.98 

2,985.00 

1,044.66 

314.00 

4.37 

1.72 

0.31 

223.98 

41.01 

8.40 

1988 

Pre - Monsoon 

482.26 

118.06 

22.40 

2,656.63 

1,045.61 

340.25 

3.85 

1.43 

0.31 

211.33 

35.29 

7.33 

1988 

Post - Monsoon 

569.44 

120.93 

22.89 

2,839.60 

1,037.16 

343.25 

4.21 

1.47 

0.28 

218.66 

35.52 

6.00 

1989 

Pre - Monsoon 

431.11 

110.12 

24.58 

2,698.08 

966.38 

477.50 

3.93 

1.47 

0.31 

227.22 

39.09 

6.42 

1989 

Post - Monsoon 

349.77 

111.35 

24.26 

2,601.88 

975.70 

463.75 

3.94 

1.51 

0.34 

235.79 

40.43 

6.84 

1990 

Pre - Monsoon 

440.43 

113.62 

26.74 

2,552.78 

973.24 

498.89 

3.87 

1.22 

0.40 

227.48 

45.66 

7.26 

1990 

Post - Monsoon 

501.97 

123.93 

27.72 

2,978.33 

1,022.65 

485.00 

3.71 

1.17 

0.39 

237.92 

44.50 

7.62 

1991 

Pre - Monsoon 

567.56 

125.45 

31.43 

2,978.33 

976.27 

524.72 

3.55 

1.03 

0.37 

296.77 

62.58 

7.97 

1991 

Post - Monsoon 

486.73 

121.63 

21.98 

2,710.28 

990.49 

455.56 

4.38 

1.09 

0.34 

285.15 

62.22 

7.39 

1992 

Pre - Monsoon 

529.78 

124.28 

29.78 

2,790.74 

970.23 

460.37 

4.51 

1.10 

0.29 

273.52 

52.07 

7.14 

1992 

Post - Monsoon 

533.37 

126.35 

23.87 

2,777.04 

994.91 

467.40 

5.00 

1.17 

0.32 

290.66 

61.13 

8.70 

1993 

Pre - Monsoon 

483.89 

117.45 

24.11 

2,670.56 

949.92 

452.65 

5.49 

1.23 

0.35 

307.80 

67.79 

10.26 

1993 

Post - Monsoon 

510.01 

116.92 

22.22 

2,865.22 

954.49 

421.61 

5.02 

1.22 

0.32 

271.53 

64.34 

10.61 

1994 

Pre - Monsoon 

463.21 

127.90 

21.75 

2,830.83 

994.09 

463.28 

4.55 

1.20 

0.29 

235.26 

60.89 

10.95 

1994 

Post - Monsoon 

588.20 

131.98 

21.04 

3,243.61 

1,027.21 

423.06 

4.69 

1.22 

0.34 

298.74 

68.13 

10.71 

1995 

Pre - Monsoon 

562.40 

127.78 

23.05 

3,059.44 

972.87 

429.72 

4.84 

1.24 

0.39 

362.22 

75.38 

10.47 

1995 

Post - Monsoon 

506.23 

120.56 

21.51 

2,768.89 

856.49 

378.89 

4.85 

1.24 

0.47 

317.16 

73.67 

13.33 

1996 

Pre - Monsoon 

533.05 

125.04 

23.18 

2,822.59 

963.43 

428.22 

4.87 

1.22 

0.46 

270.18 

66.05 

16.19 

1996 

Post - Monsoon 

550.61 

129.98 

20.42 

2,910.46 

1,002.03 

416.81 

4.20 

1.14 

0.44 

307.45 

75.85 

13.97 

1997 

Pre - Monsoon 

529.62 

126.92 

21.84 

2,624.72 

957.48 

405.56 

3.90 

1.14 

0.52 

260.54 

63.63 

13.07 

1997 

Post - Monsoon 

476.71 

126.07 

19.60 

2,578.89 

930.97 

392.92 

3.73 

1.17 

0.67 

285.82 

69.20 

13.05 

1998 

Pre - Monsoon 

530.81 

126.71 

22.61 

2,654.72 

953.61 

413.33 

3.75 

1.18 

0.80 

209.70 

57.27 

11.85 

1998 

Post - Monsoon 

404.37 

113.45 

23.87 

2,162.78 

815.38 

331.67 

3.64 

1.19 

0.77 

190.00 

51.45 

16.26 

1999 

Pre - Monsoon 

586.82 

129.13 

22.30 

2,727.22 

1,012.82 

414.20 

3.53 

1.21 

0.74 

170.29 

45.63 

20.67 

1999 

Post - Monsoon 

425.87 

112.88 

29.35 

2,364.44 

916.05 

424.83 

3.51 

1.13 

0.66 

164.99 

55.02 

24.32 

2000 

Pre - Monsoon 

439.03 

121.02 

30.61 

2,533.29 

979.08 

459.02 

3.50 

1.11 

0.60 

163.82 

61.76 

27.97 

2000 

Post - Monsoon 

392.16 

111.65 

32.38 

2,492.69 

1,007.11 

430.06 

3.48 

1.09 

0.54 

125.73 

60.86 

23.12 

2001 

Pre - Monsoon 

450.33 

125.16 

26.31 

2,096.39 

976.84 

481.52 

3.46 

1.08 

0.47 

87.65 

59.96 

18.28 

2001 

Post - Monsoon 

490.39 

145.62 

21.86 

2,694.17 

1,093.22 

508.54 

3.86 

1.05 

0.40 

206.36 

72.50 

20.63 

2002 

Pre - Monsoon 

485.34 

143.67 

20.96 

2,570.97 

1,057.15 

524.36 

3.82 

1.06 

0.39 

196.97 

74.74 

20.02 
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Year 

Season 

Chloride (mg 

/i) 

Electrical Conductivity (juS/cm) 

Fluoride (mg 

/i) 

Nitrate (mg/I) 

5% UP 

AVERAGE 

5% DOWN 

5% UP 

AVERAGE 

5% DOWN 

5% UP 

AVERAGE 

5% DOWN 

5% UP 

AVERAGE 

5% DOWN 

2002 

Post - Monsoon 

523.67 

133.60 

24.11 

2,727.22 

1,013.01 

476.89 

3.70 

0.99 

0.33 

159.40 

66.69 

17.91 

2003 

Pre - Monsoon 

492.73 

137.46 

26.04 

2,490.00 

990.76 

535.80 

3.59 

0.91 

0.26 

121.82 

58.64 

15.80 

2003 

Post - Monsoon 

516.86 

133.23 

25.13 

2,426.39 

1,006.52 

563.15 

3.25 

0.87 

0.20 

144.46 

65.47 

15.29 

2004 

Pre - Monsoon 

612.81 

150.77 

21.39 

3,078.47 

1,013.86 

444.31 

3.48 

0.99 

0.25 

125.17 

70.11 

11.71 

2004 

Post - Monsoon 

692.93 

163.53 

30.96 

3,569.44 

1,018.96 

451.94 

3.82 

1.05 

0.27 

221.38 

92.05 

11.64 

2005 

Pre - Monsoon 

549.95 

155.54 

25.53 

2,706.39 

1,041.04 

404.17 

4.16 

1.12 

0.28 

317.59 

114.00 

11.57 

2005 

Post - Monsoon 

628.65 

151.59 

32.38 

3,040.00 

1,021.95 

382.78 

3.44 

0.97 

0.36 

308.64 

102.19 

10.88 

2006 

Pre - Monsoon 

631.72 

147.89 

24.82 

3,007.78 

1,006.97 

437.41 

2.72 

0.83 

0.44 

299.69 

90.39 

10.20 

2006 

Post - Monsoon 

759.22 

177.65 

31.67 

3,467.22 

1,144.15 

434.54 

3.21 

0.96 

0.46 

424.63 

112.51 

10.01 

2007 

Pre - Monsoon 

821.97 

175.08 

23.68 

3,807.78 

1,119.95 

426.25 

3.71 

0.98 

0.41 

405.41 

96.08 

9.82 

2007 

Post - Monsoon 

756.27 

158.54 

24.27 

3,317.78 

992.56 

422.78 

3.49 

1.03 

0.41 

362.08 

85.37 

10.52 

2008 

Pre - Monsoon 

705.22 

169.93 

25.57 

3,374.44 

1,046.20 

398.89 

3.28 

1.09 

0.41 

318.75 

75.24 

11.23 

2008 

Post - Monsoon 

700.97 

166.18 

23.63 

2,861.67 

939.30 

331.11 

3.14 

0.95 

0.50 

283.65 

73.28 

14.58 

2009 

Pre - Monsoon 

715.85 

168.98 

23.42 

2,965.00 

926.62 

363.06 

3.01 

0.82 

0.58 

248.55 

70.12 

17.93 

2009 

Post - Monsoon 

558.69 

144.68 

24.04 

2,279.44 

802.50 

300.23 

2.87 

0.80 

0.35 

232.35 

78.43 

13.81 

2010 

Pre - Monsoon 

655.70 

145.53 

16.86 

- 

- 

- 

3.06 

0.83 

0.33 

227.23 

86.46 

13.51 

2010 

Post - Monsoon 

652.92 

144.57 

17.05 

- 

- 

- 

3.26 

0.88 

0.38 

222.12 

91.50 

13.21 
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4.5 Groundwater Drafts 

4.5.1 Historic Groundwater Drafts (1995-2009) 

Anas Sub-basin 

The draft values in this sub-basin are relatively low (lowest in Bhadar sub-basin) 
compared to the rest of the basin. The volume of draft increased from about 11 
Mm 3 in 1995 to about 30 Mm 3 in 2009, a total rise of about 19 Mm 3 in 15 years. 
The average annual increase rate is about 1.23 Mm 3 /yr. As shown in Table 4.5-1, 
the relative growth is about 171% over the years, compared to a total relative 
growth of about 23% in the entire basin. As seen from Table 4.5-1, Anas sub¬ 
basin has the highest relative growth in the basin. 

Bhadar Sub-basin 

The draft values in the sub-basin are lowest in the basin. The draft volume in 
1995 was about 4 Mm 3 which increased to about 6 Mm 3 in 2009, a total rise of 
about 2 Mm 3 in 15 years. The average annual rate increase is about 0.13 Mm 3 /yr. 
The relative growth is about 44% for the entire period. Bhadar Sub-basin presents 
a sharp increase of almost 65% between 2001 and 2004. Drafts in 2004 and 2007 
stayed almost the same (a small rise of 1.3 Mm 3 ) while between 2007 to 2009, 
decrease groundwater draft was recorded from 10.3 to 6.4 Mm 3 . The overall rate 
of growth as well as the absolute draft volume is relatively low in the sub-basin. 

Jakham Sub-basin 

The draft's values in the sub-basin are similar to Mahi Sub-basin. In 1995, the 
draft volume was about 80 Mm 3 which increased to about 86 Mm 3 in 2009, a total 
rise of about 6 Mm 3 in 15 years. The average draft increase rate is about 0.44 
Mm 3 /yr. The relative growth is about 8.48% over the years (compared to an 
averaged relative growth of about 22% for the whole basin. 

As seen from Table 4.5-1, Jakham Sub-basin has a moderate draft growing rate 
with high fluctuations throughout the time. This is concordant with its negligible 
decline of groundwater levels (about 0.05 m/yr). That kind of long trend is typical 
of Mahi Basin. 

Mahi Sub-basin 

The draft's values are relatively high compared to the rest of the basin. In 1995, 
the draft's volume was about 84 Mm 3 and during 2009 it increased to about 158 
Mm 3 , a total rise of about 74 Mm 3 within 15 years. The average rising rate of 
drafts is about 4.95 Mm 3 /yr with a relative growth of about 88% throughout the 
time (compared to an average growth of about 22% of the whole basin, Table 
4.5-1). 

Moran Sub-basin 

The draft’s values are relatively low in this basin, with no significant changes 
throughout the period under consideration. During 1995, the draft's volume was 
17.68 Mm 3 and during 2009 it was 17.33 Mm 3 . The average decline rate of 
groundwater levels is negligible (about 0.035 m/yr). This is a typical value to 
Mahi Basin. The main formation in this sub-basin is composed of hard, jointed 
and fractured aquifer which have low transmissivity, thus the potential 
groundwater storage values may be high. 
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Som Sub-basin 

The draft values are relatively high which fluctuated compared to other sub¬ 
basins. The draft volume during 1995 was about 166 Mm 3 which decreased to 
about 148 Mm 3 during 2009, a total decrease of about 18 Mm 3 in 15 years. The 
average draft decrease rate is about -1.24 Mm 3 /yr. The relative reduction is about 
11% over the years (compared to an average growth of about 22% in the whole 
basin; see Table 4.5-1). 

Summary 

Table 4.5-1 presents the pattern of draft changes in the basin, also depicted in 
Figure 4.5-1. As seen, there is a significant decrease of draft's volume between 
2001 and 2004 in almost all of the sub-basins (except of Moran and Bhadar Sub¬ 
basins that have small annual volume of draft anyway). In addition, since there 
are large fluctuations throughout the period, it is difficult to determine the 
direction of the long trend (rise/drop). 

Table 4.5-1; Groundwater Draft in Mahi Basin 1995-2009 


Sub-basin 

1995 

2001 

2004 

2007 

2009 

1995-2009 

Groundwater Draft (Mm 3 ) 

Relative 

Change 

[%] 

Rate of 
change 
[Mm 3 /yr] 

Anas 

10.82 

34.59 

30.37 

66.85 

29.29 

169.77 

1.23 

Bhadar 

4.44 

5.53 

9.02 

10.29 

6.40 

44.12 

0.13 

Jakham 

79.58 

102.86 

77.18 

114.86 

86.32 

8.48 

0.44 

Mahi 

84.04 

191.91 

163.91 

286.56 

158.36 

88.44 

4.95 

Moran 

17.68 

18.72 

21.23 

21.84 

17.33 

-2.01 

-0.02 

Som 

166.18 

230.36 

162.56 

170.68 

147.50 

-11.24 

-1.24 

Basin Total 

362.74 

583.96 

464.28 

671.08 

445.21 

22.74 

5.43 


Source: Groundwater assessment report of CGWB & RGWD 
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Figure 4.5-1: Groundwater Draft in Mahi Basin 1995-2009 


River Basin: MAHI, by Sub Basin 



1995 2001 2004 2007 2009 


■ Som 

■ Moran 

■ Mahi 

■ Jakham 

■ Bhadar 

■ Anas 
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4.5.2 Groundwater Drafts 2010 

The current sub-basin-wise groundwater draft is shown in Table 4.5-2 (for details 
see Section 3.2.6, Annex GW-5(a) & (b) of Main Report). It will be seen that the 
Phyllite & Schist aquifer unit is the exclusive one which is being used to obtain a 
maximum of 100.01 Mm 3 of groundwater in Som sub-basin and 68.98 Mm 3 in 
Mahi sub-basin. 


Table 4.5-2: Details of Groundwater Draft in Mahi Basin (Year 2010) 


Sub-basin 

Hydrogeological Unit 

Gross Draft in Fresh Groundwater 

Agricultural, 

Mm 3 /yr 

Domestic 

and 

Industrial, 

Mm 3 /yr 

All Uses, 
Mm 3 /yr 

Anas 

Deccan Traps 

8.80 

2.65 

11.45 

Limestone 

0.06 

0.07 

0.13 

Phyllite & Schist 

16.77 

6.20 

22.97 

Sub-basin Total 


25.62 

8.91 

34.53 

Bhadar 

Phyllite & Schist 

3.82 

0.90 

4.72 

Ultra Basics 

0.79 

0.23 

1.02 

Sub-basin Total 


4.61 

1.14 

5.75 

Jakham 

Deccan Traps 

15.42 

0.86 

16.28 

Gneisses(B.G.C.) 

27.44 

2.49 

29.93 

Limestone 

0.38 

0.06 

0.44 

Phyllite & Schist 

8.43 

0.65 

9.08 

Shale 

11.09 

0.45 

11.54 

Sub-basin Total 


62.76 

4.50 

67.26 

Mahi 

Deccan Traps 

44.32 

8.84 

53.16 

Gneisses(B.G.C.) 

32.82 

10.51 

43.33 

Limestone 

2.85 

0.70 

3.55 

Phyllite & Schist 

56.43 

12.55 

68.98 

Ultra Basics 

1.00 

0.14 

1.14 

Sub-basin Total 


137.42 

32.75 

170.17 

Moran 

Gneisses(B.G.C.) 

0.04 

0.01 

0.05 

Phyllite & Schist 

10.15 

2.60 

12.75 

Sub-basin Total 


10.19 

2.61 

12.80 

Som 

Gneisses(B.G.C.) 

50.54 

6.05 

56.59 

Limestone 

0.22 

0.01 

0.23 

Phyllite & Schist 

83.92 

16.09 

100.01 

Quartzite 

0.02 

0.01 

0.03 

Sub-basin Total 


134.70 

22.17 

156.87 

Basin Total 


375.30 

72.07 

447.37 


4.6 Groundwater Resources 

4.6.1 Assessment of Fresh Dynamic Groundwater Resources (Year 2010) 

The total annually assessed fresh dynamic groundwater resource in the basin for 
the year 2010 is 604.88 Mm 3 and groundwater draft 447.37 Mm 3 . The stage of 
groundwater development in the basin is 73.96%. As there is no long term 
significant decline (Table 4.3-2), the basin is categorised under Safe category as 
shown in Table 4.6-l(a). 
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Table 4.6-1 (a): Fresh Dynamic Groundwater Availability in Mahi Basin (Year 2010) 


Sub-basin 

Net 

Groundwater 

Availability, 

Mm 3 

Gross Draft 
for All 
Uses, Mm 3 

Stage of 
Groundwater 
Development, 

% 

Category 

Anas 

63.64 

34.53 

54.26 

Safe 

Bhadar 

10.85 

5.75 

53.00 

Safe 

Jakham 

60.02 

67.26 

112.06 

Over Exploited 

Mahi 

281.12 

170.17 

60.53 

Safe 

Moran 

17.61 

12.80 

72.69 

Semi Critical 

Som 

171.63 

156.87 

91.40 

Critical 

Basin Total 

604.88 

447.37 

73.96 

Safe* 

* Although st 

age of Groundwai 

ter development 

is more than 70% but as there is no 


long-term significant decline the basin is categorised under Safe category. 

The further details of fresh dynamic groundwater availability in various micro¬ 
watersheds of Mahi Basin for year 2010 is given in Table 4.6-l(b) (for details see 
Section 3.2.7, Annex GW-6(a) & (b) of Main Report). 


Table 4.6-1 (b): Micro Watershed and Aquifer Wise Fresh Dynamic Groundwater Availability in 

Mahi Basin (Year 2010) 


Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Fresh Dynamic 
Groundwater 
Availability, Mm 3 

Anas 

001 

Deccan Traps 

0.13 

Limestone 

0.62 

Phyllite & Schist 

26.40 

Sub Total 


27.15 

002 

Deccan Traps 

1.04 

Phyllite & Schist 

8.78 

Sub Total 


9.82 

003 

Deccan Traps 

1.60 

Phyllite & Schist 

7.74 

Sub Total 


9.33 

004 

Deccan Traps 

10.56 

Phyllite & Schist 

6.78 

Sub Total 


17.34 

Sub-basin Total 

63.64 

Bhadar 

005 

Phyllite & Schist 

9.10 

Ultra Basics 

1.75 

Sub Total 


10.85 

Sub-basin Total 

10.85 

Jakham 

006 

Gneisses(B.G.C.) 

1.13 

007 

Deccan Traps 

1.47 

Gneisses(B.G.C.) 

0.56 

Phyllite & Schist 

6.47 

Shale 

0.50 

Sub Total 


9.00 

008 

Deccan Traps 

0.06 

Gneisses(B.G.C.) 

0.01 

Phyllite & Schist 

0.23 

Sub Total 


0.30 

009 

Deccan Traps 

0.06 
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Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Fresh Dynamic 
Groundwater 
Availability, Mm 3 


009 

Gneisses(B.G.C.) 

647 

Phyllite & Schist 

- 

Sub Total 


6.54 

010 

Gneisses(B.G.C.) 

3.61 

011 

Gneisses(B.G.C.) 

8.99 

Phyllite & Schist 

- 

Sub Total 


8.99 

012 

Gneisses(B.G.C.) 

0.62 

Limestone 

0.39 

Phyllite & Schist 

1.12 

Sub Total 


2.13 

013 

Deccan Traps 

2.57 

Gneisses(B.G.C.) 

0.05 

Limestone 

- 

Phyllite & Schist 

0.05 

Shale 

8.95 

Sub Total 


11.62 

014 

Gneisses(B.G.C.) 

0.20 

Phyllite & Schist 

2.18 

Sub Total 


2.38 

015 

Deccan Traps 

5.07 

016 

Gneisses(B.G.C.) 

3.80 

Phyllite & Schist 

0.22 

Sub Total 


4.01 

017 

Deccan Traps 

3.36 

Gneisses(B.G.C.) 

1.81 

Shale 

0.06 

Sub Total 


5.23 

Sub-basin Total 

60.02 

Mahi 

018 

Deccan Traps 

8.09 

Gneisses(B.G.C.) 

- 

Sub Total 


8.09 

019 

Deccan Traps 

0.88 

Gneisses(B.G.C.) 

17.89 

Limestone 

6.65 

Phyllite & Schist 

3.12 

Sub Total 


28.56 

020 

Gneisses(B.G.C.) 

0.68 

Limestone 

2.35 

Phyllite & Schist 

32.76 

Sub Total 


35.79 

021 

Deccan Traps 

0.31 

Gneisses(B.G.C.) 

1.06 

Limestone 

1.49 

Phyllite & Schist 

1.76 

Sub Total 


4.62 

022 

Deccan Traps 

15.43 

023 

Deccan Traps 

8.97 
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Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Fresh Dynamic 
Groundwater 
Availability, Mm 3 

Mahi 

023 

Gneisses(B.G.C.) 

2.01 

Sub Total 


10.97 

024 

Deccan Traps 

1.10 

Gneisses(B.G.C.) 

13.27 

Phyllite & Schist 

0.30 

Sub Total 


14.67 

025 

Gneisses(B.G.C.) 

5.63 

Phyllite & Schist 

21.50 

Sub Total 


27.13 

026 

Deccan Traps 

8.49 

Gneisses(B.G.C.) 

0.34 

Sub Total 


8.83 

027 

Deccan Traps 

14.27 

Gneisses(B.G.C.) 

- 

Sub Total 


14.27 

028 

Gneisses(B.G.C.) 

4.40 

Phyllite & Schist 

21.57 

Sub Total 


25.97 

029 

Deccan Traps 

0.23 

Phyllite & Schist 

11.30 

Ultra Basics 

- 

Sub Total 


11.53 

030 

Deccan Traps 

1.75 

031 

Deccan Traps 

4.54 

032 

Phyllite & Schist 

10.38 

Ultra Basics 

1.20 

Sub Total 


11.58 

033 

Deccan Traps 

0.97 

Gneisses(B.G.C.) 

5.37 

Sub Total 


6.34 

034 

Gneisses(B.G.C.) 

0.54 

Phyllite & Schist 

23.75 

Sub Total 


24.30 

035 

Deccan Traps 

0.75 

036 

Deccan Traps 

6.42 

037 

Gneisses(B.G.C.) 

13.43 

Phyllite & Schist 

6.16 

Sub Total 


19.59 

Sub-basin Total 

281.12 

Moran 

038 

Gneisses(B.G.C.) 

0.14 

Phyllite & Schist 

17.47 

Sub Total 


17.61 

Sub-basin Total 

17.61 

Som 

039 

Gneisses(B.G.C.) 

0.75 

Phyllite & Schist 

0.13 

Sub Total 


0.88 

040 

Gneisses(B.G.C.) 

2.38 

Limestone 

0.02 

Phyllite & Schist 

4.96 

Sub Total 


7.36 
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Sub-basin 


Micro Watershed 

Hydrogeological Unit 

Fresh Dynamic 
Groundwater 
Availability, Mm 3 

041 

Gneisses(B.G.C.) 

12.73 

Limestone 

- 

Phyllite & Schist 

- 

Sub Total 


12.73 

042 

Phyllite & Schist 

6.29 

043 

Gneisses(B.G.C.) 

1.79 

Phyllite & Schist 

2.70 

Sub Total 


4.48 

044 

Gneisses(B.G.C.) 

10.44 

Phyllite & Schist 

0.81 

Sub Total 


11.25 

045 

Gneisses(B.G.C.) 

2.29 

Phyllite & Schist 

6.96 

Sub Total 


9.25 

046 

Gneisses(B.G.C.) 

8.64 

047 

Gneisses(B.G.C.) 

5.26 

Phyllite & Schist 

- 

Sub Total 


5.26 

048 

Phyllite & Schist 

4.48 

049 

Phyllite & Schist 

6.66 

050 

Gneisses(B.G.C.) 

2.29 

Phyllite & Schist 

13.50 

Sub Total 


15.79 

051 

Phyllite & Schist 

13.78 

Quartzite 

0.02 

Sub Total 


13.81 

052 

Phyllite & Schist 

8.04 

053 

Gneisses(B.G.C.) 

1.09 

Phyllite & Schist 

9.77 

Sub Total 


10.86 

054 

Gneisses(B.G.C.) 

14.43 

Phyllite & Schist 

5.14 

Sub Total 


19.57 

055 

Phyllite & Schist 

9.61 

056 

Phyllite & Schist 

3.78 

057 

Phyllite & Schist 

5.11 

058 

Gneisses(B.G.C.) 

1.34 

Phyllite & Schist 

2.86 

Sub Total 


4.20 

059 

Phyllite & Schist 

3.56 


171.63 


604.88 


Som 


Sub-basin Total 


Basin Total 


Note: For details of 
Source: CGWB and 


Micro-watersheds see Table 2.1-2 and Figure 2.1-3. 
RGWD 


4.6.2 Assessment of Saline Dynamic Groundwater Resources 

The availability of saline dynamic ground water resource in the basin is assessed 
as Nil. 
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4.6.3 Assessment of Fresh Static Groundwater Resources (Year 2010) 

As shown in Table 4.6-2, the total static fresh groundwater resources of Mahi 
Basin for the year 2010 are estimated at 108.82 Mm 3 (for details see Section 
3.2.8, Annex GW-7(a) & (b) of Main Report). The Deccan Traps, Phyllite & 
Schist and Gneisses (B.G.C.) units hold relatively large resources in relation to 
other units such as Ultra Basics, Limestone, Shale etc. 


Table 4.6-2: Micro Watershed and Aquifer Wise Fresh Static Groundwater Resources in Mahi 

Basin (Year 2010) 


Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Fresh Static 
Groundwater 
Availability, Mm 3 

Anas 

001 

Deccan Traps 

0.04 

Limestone 

0.15 

Phyllite & Schist 

4.44 

Sub Total 


4.63 

002 

Deccan Traps 

0.23 

Phyllite & Schist 

2.01 

Sub Total 


2.25 

003 

Deccan Traps 

0.25 

Phyllite & Schist 

1.95 

Sub Total 


2.20 

004 

Deccan Traps 

1.76 

Phyllite & Schist 

1.81 

Sub Total 


3.56 

Sub-basin Total 

12.64 

Bhadar 

005 

Phyllite & Schist 

2.16 

Ultra Basics 

0.23 

Sub Total 


2.39 

Sub-basin Total 

2.39 

Jakham 

006 

Gneisses(B.G.C.) 

0.17 

007 

Deccan Traps 

0.07 

Gneisses(B.G.C.) 

0.12 

Phyllite & Schist 

0.55 

Shale 

0.33 

Sub Total 


1.06 

008 

Deccan Traps 

0.02 

Gneisses(B.G.C.) 

- 

Phyllite & Schist 

0.08 

Sub Total 


0.10 

009 

Deccan Traps 

0.02 

Gneisses(B.G.C.) 

1.09 

Phyllite & Schist 

- 

Sub Total 


1.11 

010 

Gneisses(B.G.C.) 

0.91 

011 

Gneisses(B.G.C.) 

1.48 

Phyllite & Schist 

- 

Sub Total 


1.48 

012 

Gneisses(B.G.C.) 

0.33 

Limestone 

0.75 

Phyllite & Schist 

0.28 
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Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Fresh Static 
Groundwater 
Availability, Mm 3 

Jakham 

Sub Total 


1.36 

013 

Deccan Traps 

0.29 

Gneisses(B.G.C.) 

0.02 

Limestone 

- 

Phyllite & Schist 

0.01 

Shale 

4.22 

Sub Total 


4.54 

014 

Gneisses(B.G.C.) 

0.06 

Phyllite & Schist 

0.33 

Sub Total 


0.39 

015 

Deccan Traps 

0.83 

016 

Gneisses(B.G.C.) 

0.97 

Phyllite & Schist 

0.10 

Sub Total 


1.07 

017 

Deccan Traps 

0.63 

Gneisses(B.G.C.) 

0.32 

Shale 

0.07 

Sub Total 


1.02 

Sub-basin Total 

14.05 

Mahi 

018 

Deccan Traps 

1.17 

Gneisses(B.G.C.) 

- 

Sub Total 


1.17 

019 

Deccan Traps 

0.10 

Gneisses(B.G.C.) 

3.23 

Limestone 

1.22 

Phyllite & Schist 

0.39 

Sub Total 


4.93 

020 

Gneisses(B.G.C.) 

0.13 

Limestone 

0.49 

Phyllite & Schist 

3.53 

Sub Total 


4.15 

021 

Deccan Traps 

0.07 

Gneisses(B.G.C.) 

0.26 

Limestone 

0.29 

Phyllite & Schist 

0.31 

Sub Total 


0.94 

022 

Deccan Traps 

2.13 

023 

Deccan Traps 

1.00 

Gneisses(B.G.C.) 

0.30 

Sub Total 


1.30 

024 

Deccan Traps 

0.25 

Gneisses(B.G.C.) 

2.52 

Phyllite & Schist 

0.08 

Sub Total 


2.84 

025 

Gneisses(B.G.C.) 

0.96 

Phyllite & Schist 

2.85 

Sub Total 


3.81 

026 

Deccan Traps 

1.09 

Gneisses(B.G.C.) 

0.22 

Sub Total 


1.31 
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Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Fresh Static 
Groundwater 
Availability, Mm 3 

Mahi 

027 

Deccan Traps 

1.12 

Gneisses(B.G.C.) 

- 

Sub Total 


1.12 

028 

Gneisses(B.G.C.) 

0.68 

Phyllite & Schist 

2.91 

Sub Total 


3.59 

029 

Deccan Traps 

0.05 

Phyllite & Schist 

2.44 

Ultra Basics 

- 

Sub Total 


2.49 

030 

Deccan Traps 

0.30 

031 

Deccan Traps 

0.81 

032 

Phyllite & Schist 

2.20 

Ultra Basics 

0.14 

Sub Total 


2.34 

033 

Deccan Traps 

0.26 

Gneisses(B.G.C.) 

0.84 

Sub Total 


1.10 

034 

Gneisses(B.G.C.) 

0.19 

Phyllite & Schist 

2.92 

Sub Total 


3.11 

035 

Deccan Traps 

0.16 

036 

Deccan Traps 

1.07 

037 

Gneisses(B.G.C.) 

2.33 

Phyllite & Schist 

0.79 

Sub Total 


3.11 

Sub-basin Total 

41.78 

Moran 

038 

Gneisses(B.G.C.) 

0.03 

Phyllite & Schist 

4.65 

Sub Total 


4.67 

Sub-basin Total 

4.67 

Som 

039 

Gneisses(B.G.C.) 

0.20 

Phyllite & Schist 

0.03 

Sub Total 


0.23 

040 

Gneisses(B.G.C.) 

0.77 

Limestone 

0.05 

Phyllite & Schist 

0.79 

Sub Total 


1.61 

041 

Gneisses(B.G.C.) 

2.79 

Limestone 

0.01 

Phyllite & Schist 

- 

Sub Total 


2.80 

042 

Phyllite & Schist 

1.96 

043 

Gneisses(B.G.C.) 

0.55 

Phyllite & Schist 

0.61 

Sub Total 


1.16 

044 

Gneisses(B.G.C.) 

2.09 

Phyllite & Schist 

0.24 

Sub Total 


2.33 

045 

Gneisses(B.G.C.) 

0.67 
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Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Fresh Static 
Groundwater 
Availability, Mm 3 

Som 

045 

Phyllite & Schist 

1.15 

Sub Total 


1.81 

046 

Gneisses(B.G.C.) 

1.72 

047 

Gneisses(B.G.C.) 

1.33 

Phyllite & Schist 

- 

Sub Total 


1.33 

048 

Phyllite & Schist 

0.97 

049 

Phyllite & Schist 

1.84 

050 

Gneisses(B.G.C.) 

0.50 

Phyllite & Schist 

1.23 

Sub Total 


1.73 

051 

Phyllite & Schist 

1.99 

Quartzite 

0.01 

Sub Total 


2.00 

052 

Phyllite & Schist 

1.00 

053 

Gneisses(B.G.C.) 

0.28 

Phyllite & Schist 

1.83 

Sub Total 


2.11 

054 

Gneisses(B.G.C.) 

2.04 

Phyllite & Schist 

0.72 

Sub Total 


2.77 

055 

Phyllite & Schist 

1.83 

056 

Phyllite & Schist 

1.44 

057 

Phyllite & Schist 

0.98 

058 

Gneisses(B.G.C.) 

0.56 

Phyllite & Schist 

0.62 

Sub Total 


1.19 

059 

Phyllite & Schist 

0.46 

Sub-basin Total 

33.29 

Basin Total 

108.82 


Source: CGWB and RGWD 


4.6.4 Saline Static Groundwater Resources 

The net availability of saline static ground water resource in the basin is assessed 
as Nil. 

5. Summary of Water Availability in Mahi Basin 

5.1 Assessment Considerations 

Availability of water originating from various sources depends upon the source 
nature and subject to the following ToR requirements: 

• Locally generated surface water the starting point for its rational utilization is 
its availability in terms of ‘native’ or ‘virgin’ (un-intercepted) status, with its 
due dependability nature is considered the ‘hydrologic planning base data’ of 
this part of the Basin’s water sources. 

• In the case of imported water, the governing factor is the on-going (current) 
management of the relevant agreements. Dependability levels of this source 
of water relates to its own source, assumed to be maintained through the 
relevant delivery system. 
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• Also for groundwater, its availability for long-term exploitation, clear of any 
current State of overdraft is the basic element. Since it is a derivative of 
rainfall, the dependability level of such rechargeable ‘dynamic’ groundwater 
availability relies on the statistic occurrence of precipitation. 

5.2 Basin Summary of Available Water 

The analysis above have been oriented according to the aforementioned 
assessment considerations, culminated in a summary as shown in Table 5.2-1. 


Table 5.2-1: Summary of Available Water Resources in Mahi Basin, Mm 3 (2010) 


Property 

Dependability Level 

Mean 

25% 

50% 

75% 

90% 

Fresh Water 






Local Surface Water (virgin), Mm 3 /yr * 

3,720.25 

4,412.50 

3,273.50 

2,513.80 

2,048.70 

Imported Water, Mm 3 /yr 

699.62 

856.84 

611.83 

453.58 

346.21 

Fresh Dynamic Groundwater, Mm 3 /yr 

604.88 





Fresh Static Groundwater, Mm 3 /yr 

108.82 





Total Available Fresh Water, Mm 3 /yr 

5,133.57 





Saline Groundwater 






Saline Dynamic Groundwater, Mm 3 /yr 

0.00 





Saline Static Groundwater, Mm 3 /yr 

0.00 





Total Available Saline Groundwater, Mm 3 /yr 

0.00 






Note: For groundwater, assessment is done for Mean Annual Availability as per GEC methodology. 

* Excluding yield from Micro-watersheds No. 18, 22, 23, 26, 27, 30, 31, 35, 36 which are part of Mahi Bajaj 
Sagar catchment which is already covered under imported water. 
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Annex MAI-1 

Data Used for Calibration/Validation of Model at Selected Sites 

Table Al-1 provides the details of observed river gauge flow data used for 
Nanglia pick up weir River Gauge Station. 


Table Al-1: Nanglia Pickup Weir River Gauge Station Data (cumecs) 


Years 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

1995 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.74 

0.48 

1.26 

0.00 

0.00 

0.00 

1996 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

6.97 

45.39 

79.50 

4.33 

0.00 

0.00 

1997 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.72 

5.84 

8.49 

2.61 

0.06 

0.00 

1998 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

3.05 

1.18 

1.24 

0.59 

0.00 

1999 

0.00 

0.00 

0.00 

0.00 

0.00 

0.80 

4.56 

4.37 

1.49 

1.04 

0.08 

0.00 

2000 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

5.73 

1.12 

0.67 

0.42 

0.00 

0.00 

2001 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

7.88 

3.35 

0.45 

0.28 

0.00 

0.00 

2002 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

0.45 

0.57 

2.65 

0.18 

0.00 

0.00 

2003 

0.00 

0.00 

0.00 

0.00 

0.00 

0.59 

1.16 

1.77 

3.14 

0.00 

0.00 

0.00 

2004 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.63 

111.79 

21.45 

0.73 

0.04 

0.00 

2005 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

14.22 

0.79 

1.78 

0.42 

0.06 

0.00 


Source: WRD, GoR 


Table A1-2 provides the details of Observed Gauge data used for Karmai Pickup 
Weir river gauge station. 


Table A1-2: Karmai Pickup Weir River Gauge Station Gauge Data (cumecs) 


Years 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

1995 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

1.54 

2.81 

2.75 

0.50 

0.00 

0.00 

1996 

0.00 

0.00 

0.00 

0.00 

0.00 

0.28 

11.59 

17.37 

11.69 

1.90 

0.00 

0.00 

1997 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

2.38 

6.96 

6.00 

5.41 

0.39 

0.00 

1998 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

1.42 

10.43 

12.26 

3.11 

0.92 

0.00 

1999 

0.00 

0.00 

0.00 

0.00 

0.00 

6.93 

13.40 

9.22 

3.59 

0.95 

0.10 

0.00 

2000 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

16.30 

2.78 

0.72 

0.40 

0.00 

0.00 

2001 

0.00 

0.00 

0.00 

0.00 

0.00 

1.06 

32.84 

25.93 

2.36 

0.51 

0.00 

0.00 

2002 

0.00 

0.00 

0.00 

0.00 

0.00 

14.68 

10.35 

4.23 

4.18 

0.45 

0.00 

0.00 

2003 

0.00 

0.00 

0.00 

0.00 

0.00 

4.15 

6.57 

1.97 

2.37 

0.29 

0.00 

0.00 

2004 

0.00 

0.00 

0.00 

0.00 

0.00 

3.64 

4.60 

37.50 

14.45 

0.56 

0.18 

0.00 

2005 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

17.45 

0.60 

1.99 

0.40 

0.14 

0.00 

2006 

0.00 

0.00 

0.00 

0.00 

0.00 

5.48 

3.07 

166.22 

28.81 

2.72 

0.43 

0.00 

2007 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

1.25 

19.80 

10.29 

0.90 

0.00 

0.00 

2008 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

28.12 

18.48 

2.58 

0.40 

0.00 

0.00 

2009 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

5.65 

2.30 

5.26 

0.35 

0.00 

0.00 

2010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

5.66 

9.59 

12.13 

0.49 

0.00 

0.00 


Source: WRD, GoR 
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Table Al-3 provides the details of Observed Gauge data used for Dhariawad 
CWC river gauge station. 


Table Al-3: Dhariawad CWC River Gauge Station Gauge Data (cumecs) 


Years 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

1993 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

20.05 

27.88 

3.44 

0.71 

0.30 

0.85 

1994 

0.73 

0.23 

0.18 

0.12 

0.37 

3.80 

8.67 

48.69 

68.64 

3.15 

0.29 

0.22 

1995 

0.19 

0.18 

0.19 

0.17 

0.14 

0.00 

3.26 

3.01 

3.26 

0.45 

0.21 

0.00 

1996 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

8.27 

36.26 

73.24 

5.20 

0.74 

1.33 

1997 

1.27 

1.21 

1.01 

0.51 

0.34 

0.02 

0.70 

6.10 

4.72 

1.32 

1.05 

1.56 

1998 

1.53 

1.49 

1.73 

0.69 

0.38 

0.00 

0.65 

2.28 

1.34 

1.25 

0.35 

0.53 

1999 

1.77 

1.30 

0.64 

0.05 

0.00 

0.88 

3.44 

4.28 

0.98 

0.78 

0.77 

1.96 

2000 

2.40 

1.03 

0.24 

0.12 

0.00 

0.00 

10.46 

1.39 

0.62 

0.00 

0.00 

0.00 

2001 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

2.71 

3.01 

0.89 

0.60 

1.39 

2.07 

2002 

2.36 

2.50 

0.62 

0.01 

0.45 

0.40 

0.09 

2.22 

5.64 

0.46 

0.06 

0.00 

2003 

0.00 

0.00 

0.00 

0.00 

0.00 

0.35 

0.76 

1.45 

3.56 

0.74 

1.85 

1.84 

2004 

1.32 

0.28 

0.00 

0.00 

0.00 

0.14 

0.46 

101.70 

12.74 

3.04 

1.34 

1.68 

2005 

1.90 

1.83 

1.52 

0.00 

0.00 

0.00 

32.44 

2.97 

3.03 

1.07 

1.17 

1.06 

2006 

1.15 

1.99 

1.20 

0.54 

0.00 

1.18 

4.88 

342.60 

62.15 

10.70 

2.25 

1.50 

2007 

1.01 

1.95 

1.11 

0.15 

0.00 

0.18 

1.55 

19.24 

13.09 

1.51 

1.33 

2.06 

2008 

2.32 

1.82 

1.46 

0.62 

0.28 

0.57 

25.62 

15.52 

3.70 

1.82 

1.92 

1.76 

2009 

1.63 

2.29 

0.63 

0.53 

0.41 

0.00 

48.62 

4.44 

10.29 

0.92 

0.00 

0.00 

2010 

0.00 

1.61 

0.72 

0.00 

0.00 

0.00 

0.34 

8.51 

27.67 

1.10 

1.56 

1.59 


Source: CWC 


Table A1-4 provides the details of observed Gauge data used for Padardibadi 
river gauge station. 


Table A1-4: Padardibadi River Gauge Station Gauge Data (cumecs) 


Years 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

1993 

NA 

NA 

NA 

NA 

NA 

20.94 

294.30 

110.30 

23.78 

6.34 

4.54 

6.35 

1994 

7.30 

6.38 

11.42 

2.81 

0.94 

44.92 

150.20 

1 , 133.00 

982.20 

60.28 

13.77 

11.05 

1995 

13.18 

8.44 

12.34 

3.76 

1.65 

0.00 

43.32 

33.32 

41.07 

5.99 

3.03 

3.80 

1996 

2.87 

2.64 

1.63 

1.19 

0.00 

0.00 

34.23 

468.40 

541.80 

23.96 

8.60 

10.06 

1997 

10.26 

9.47 

6.34 

11.59 

3.01 

0.00 

21.77 

321.10 

97.18 

17.09 

4.56 

8.23 

1998 

7.44 

6.92 

6.88 

16.66 

2.36 

1.69 

13.90 

18.63 

337.50 

33.74 

2.88 

2.90 

1999 

3.91 

2.76 

1.86 

0.74 

0.00 

12.60 

39.97 

31.26 

9.17 

7.17 

2.84 

5.13 

2000 

7.56 

3.28 

1.29 

0.60 

0.00 

0.00 

24.74 

9.02 

3.30 

0.00 

0.00 

0.00 

2001 

0.00 

0.00 

0.00 

0.00 

0.00 

11.85 

42.91 

29.96 

4.63 

1.13 

1.40 

4.14 

2002 

6.21 

4.88 

2.33 

0.89 

4.23 

39.96 

5.65 

15.45 

36.79 

3.08 

0.12 

0.00 

2003 

0.00 

0.00 

0.00 

0.00 

40.58 

4.31 

18.35 

21.70 

159.90 

21.68 

7.05 

7.43 

2004 

6.54 

3.66 

2.16 

0.00 

0.30 

6.72 

2.43 

573.00 

40.79 

15.63 

7.79 

10.19 

2005 

10.60 

11.13 

8.96 

1.39 

0.00 

0.00 

142.10 

64.58 

86.14 

20.10 

3.38 

8.51 

2006 

7.61 

7.04 

7.60 

2.55 

1.34 

0.64 

60.58 

2 , 965.00 

987.60 

58.18 

10.56 

9.12 

2007 

9.54 

9.24 

7.53 

2.06 

0.11 

0.10 

74.57 

352.40 

128.40 

13.77 

4.56 

5.89 

2008 

6.90 

7.49 

5.05 

2.40 

0.77 

3.43 

32.20 

57.34 

14.32 

4.10 

0.04 

0.28 

2009 

1.28 

2.27 

1.43 

0.96 

0.40 

NA 

100.80 

50.25 

76.36 

13.61 

6.51 

11.84 

2010 

10.65 

7.78 

3.25 

NA 

NA 

0.00 

6.21 

32.10 

97.10 

3.80 

2.44 

3.25 


Source: CWC 
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Table A1-5 provides the details of Observed Gauge data used for Rangeli river 
gauge station. 


Table A1-5: Rangeli River Gauge Station Gauge Data (cumecs) 


Years 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

1993 

NA 

NA 

NA 

NA 

NA 

12.89 

185.40 

54.30 

21.54 

8.03 

2.83 

3.27 

1994 

4.85 

3.53 

8.34 

2.35 

1.16 

16.59 

83.17 

351.30 

325.50 

48.85 

10.71 

5.17 

1995 

8.18 

5.01 

11.95 

3.13 

2.01 

4.45 

19.15 

16.69 

14.79 

1.86 

1.10 

1.60 

1996 

1.55 

1.61 

1.91 

2.42 

0.20 

0.00 

13.13 

54.50 

115.90 

20.05 

5.49 

5.72 

1997 

5.57 

6.14 

5.44 

15.99 

4.51 

0.01 

8.38 

23.48 

53.48 

15.08 

4.74 

6.93 

1998 

7.05 

6.95 

5.96 

14.01 

2.35 

1.37 

4.18 

8.71 

12.40 

9.28 

3.45 

3.27 

1999 

6.17 

4.29 

1.92 

0.99 

0.05 

4.15 

25.20 

18.49 

4.90 

3.19 

1.31 

3.54 

2000 

5.60 

1.89 

0.69 

0.00 

0.00 

0.00 

12.54 

4.51 

1.92 

0.31 

0.01 

0.00 

2001 

0.00 

0.00 

0.00 

0.00 

0.00 

2.13 

18.31 

9.63 

1.38 

0.66 

0.96 

2.57 

2002 

3.99 

3.55 

0.91 

0.00 

0.00 

7.41 

1.04 

4.71 

20.42 

1.65 

0.33 

0.00 

2003 

0.00 

0.00 

0.00 

0.00 

0.00 

1.16 

8.12 

9.63 

16.04 

4.02 

2.59 

1.97 

2004 

2.37 

0.55 

0.00 

0.00 

0.00 

1.88 

0.77 

115.30 

24.35 

12.36 

4.21 

5.35 

2005 

6.00 

6.97 

5.12 

0.85 

0.13 

0.21 

42.13 

39.67 

83.81 

18.03 

4.85 

1.56 

2006 

1.53 

1.47 

1.36 

1.30 

0.26 

3.38 

10.17 

918.30 

191.90 

38.68 

4.76 

2.91 

2007 

3.38 

3.81 

2.73 

1.04 

0.33 

0.00 

4.27 

31.22 

41.00 

5.59 

2.55 

2.57 

2008 

3.45 

4.87 

2.63 

1.86 

0.39 

0.00 

26.13 

27.28 

15.31 

10.11 

4.21 

0.82 

2009 

1.05 

0.51 

0.45 

0.22 

0.04 

NA 

61.66 

23.51 

44.94 

12.72 

9.78 

1.36 

2010 

0.90 

1.05 

1.31 

0.00 

0.00 

0.00 

3.07 

10.12 

36.92 

6.29 

4.61 

3.95 


Source: CWC 


Som Kamla Amba Dam 

Table A1-6 provides the details of data used. 


Table A1-6: Som Kamla Amba Dam Gauge-Capacity Data 


Year 

Gauge, 

m 

Capacity 

Mm 3 

Gauge, 

m 

Capacity 

Mm 3 

Gauge, 

m 

Capacity 

Mm 3 

Gauge, 

m 

Capacity 

Mm 3 

30 st June 

31 st July 

31 st Aug. 

15 th /30 st Sept. 

1999 

208.70 

77.85 

209.10 

84.22 

209.10 

84.22 

209.10 

84.22 

2000 

201.00 

14.10 

205.75 

43.31 

207.30 

59.71 

207.30 

59.71 

2001 

204.50 

33.07 

208.80 

79.44 

213.10 

163.83 

213.10 

163.83 

2002 

205.50 

41.16 

206.10 

46.85 

206.65 

52.40 

208.20 

70.29 

2003 

201.35 

15.37 

208.75 

78.56 

211.60 

129.35 

212.00 

138.12 

2004 

206.30 

48.69 

206.35 

49.23 

213.35 

168.98 

213.50 

172.44 

2005 

209.15 

84.87 

210.40 

105.88 

213.50 

172.44 

213.50 

172.44 

2006 

210.10 

100.59 

211.55 

128.39 

213.45 

171.56 

213.55 

173.29 

2007 

210.90 

116.27 

211.50 

127.42 

213.50 

172.44 

213.50 

172.44 

2008 

209.00 

82.92 

209.10 

84.22 

209.80 

95.18 

210.10 

100.59 

2009 

204.35 

31.96 

208.70 

77.85 

210.50 

107.83 

211.80 

133.43 

2010 

N.A 

0.000 

206.80 

54.13 

210.85 

115.08 

213.40 

170.11 


Source: WRD, GoR 
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Jaisamand Dam 

Table A1-7 provides the details of data used. 


Table A1-7: Jaisamand Dam Gauge-Capacity Data 


Year 

Gauge, 

m 

Capacity 

Mm 3 

Gauge, 

m 

Capacity 

Mm 3 

Gauge, 

m 

Capacity 

Mm 3 

Gauge, 

m 

Capacity 

Mm 3 

30 st June 

31 st July 

31 st Aug. 

15 th /30 st Sept. 

1996 

287.75 

135.67 

288.39 

152.25 

289.39 

168.10 

291.49 

226.91 

1997 

288.73 

159.54 

288.99 

162.91 

289.33 

167.35 

289.47 

169.17 

1998 

287.35 

125.34 

287.35 

125.34 

287.35 

125.34 

287.35 

125.34 

1999 

285.98 

89.55 

286.15 

92.18 

286.15 

92.18 

286.15 

92.18 

2000 

283.95 

62.46 

284.43 

67.82 

287.09 

118.64 

287.09 

118.64 

2001 

282.18 

42.76 

285.29 

78.88 

285.33 

79.49 

285.33 

79.49 

2002 

283.07 

52.67 

282.87 

50.43 

282.85 

50.22 

283.01 

52.00 

2003 

280.67 

28.25 

280.52 

27.31 

280.36 

26.32 

279.95 

23.76 

2004 

277.67 

10.62 

277.57 

10.35 

289.21 

165.76 

289.89 

180.02 

2005 

287.19 

121.17 

289.49 

169.42 

290.73 

203.36 

292.97 

275.16 

2006 

288.97 

162.68 

289.49 

169.42 

296.30 

457.17 

295.47 

414.91 

2007 

291.65 

231.83 

292.15 

247.32 

292.71 

265.50 

292.93 

273.78 

2008 

288.53 

155.90 

288.75 

159.78 

289.20 

165.65 

289.23 

166.05 

2009 

287.33 

124.88 

287.63 

132.59 

287.73 

135.21 

287.79 

136.71 

2010 

282.95 

3.20 

285.90 

91.50 

286.45 

100.58 

287.44 

132.58 


Source: WRD, GoR 


Jakham Dam 

Table Al-8 provides the details of data used. 


Table Al-8: Jakham Dam Gauge-Capacity Data 


Year 

Gauge, 

m 

Capacity 

Mm 3 

Gauge, 

m 

Capacity 

Mm 3 

Gauge, 

m 

Capacity 

Mm 3 

Gauge, 

m 

Capacity 

Mm 3 

30 st June 

31 st July 

31 st Aug. 

15 th /30 st Sept. 

1996 

331.75 

10.00 

354.24 

94.82 

360.49 

153.32 

360.49 

153.32 

1997 

344.04 

36.16 

347.29 

50.39 

355.99 

108.12 

357.69 

123.76 

1998 

338.20 

20.40 

340.35 

25.21 

347.20 

49.96 

347.25 

50.20 

1999 

331.90 

10.18 

347.89 

53.27 

351.69 

75.71 

351.69 

75.71 

2000 

330.45 

8.44 

342.70 

31.64 

344.60 

38.40 

344.90 

39.60 

2001 

344.40 

37.60 

357.05 

117.49 

359.50 

142.00 

359.50 

142.00 

2002 

339.00 

22.10 

338.95 

21.99 

341.40 

27.94 

343.90 

35.66 

2003 

344.20 

36.80 

345.85 

43.74 

347.90 

53.32 

348.10 

54.28 

2004 

335.35 

15.06 

336.00 

16.20 

359.90 

146.57 

359.60 

143.14 

2005 

345.20 

40.88 

352.28 

80.07 

355.25 

102.50 

357.07 

117.69 

2006 

341.95 

29.37 

353.14 

86.46 

359.80 

145.43 

359.50 

142.00 

2007 

344.90 

39.60 

348.10 

54.28 

355.41 

103.72 

357.75 

124.35 

2008 

334.35 

13.49 

349.45 

61.13 

354.86 

99.54 

355.95 

107.82 

2009 

337.60 

19.20 

345.40 

41.76 

348.00 

53.80 

352.20 

79.48 

2010 

336.65 

0.613 

336.88 

17.82 

345.70 

43.07 

351.36 

73.20 


Source: WRD, GoR 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Mahi Dam 


Table A1-9 provides the details of data used. 


Table A1-9: Mahi Dam Gauge-Capacity Data 


Year 

Gauge, 

m 

Capacity 

Mm 3 

Gauge, 

m 

Capacity 

Mm 3 

Gauge, 

m 

Capacity 

Mm 3 

Gauge, 

m 

Capacity 

Mm 3 

30 s * June 

31 st July 

31 st Aug. 

15 th /30 st Sept. 

1996 

260.73 

414.18 

278.38 

1,743.82 

280.68 

2,054.92 

280.68 

2,054.92 

1997 

263.98 

561.19 

273.68 

1,263.25 

280.68 

2,054.92 

280.68 

2,054.92 

1998 

264.33 

583.45 

272.43 

1,155.31 

276.63 

1,552.25 

280.72 

2,060.36 

1999 

265.78 

660.96 

267.08 

737.35 

267.73 

783.22 

267.73 

783.22 

2000 

259.35 

365.37 

263.35 

524.83 

265.80 

661.88 

265.80 

661.88 

2001 

261.15 

430.33 

266.75 

715.43 

271.15 

1,044.61 

271.15 

1,044.61 

2002 

258.85 

342.66 

258.95 

345.83 

263.25 

520.69 

266.65 

708.92 

2003 

259.90 

380.10 

272.25 

1,138.63 

278.40 

1,746.37 

279.15 

1,849.47 

2004 

269.00 

866.53 

269.30 

885.30 

281.45 

2,177.32 

281.05 

2,117.29 

2005 

266.45 

695.92 

272.85 

1,189.54 

276.80 

1,570.60 

280.35 

2,021.01 

2006 

268.68 

846.64 

276.80 

1,570.60 

281.50 

2,180.41 

281.50 

2,180.41 

2007 

264.10 

569.29 

279.40 

1,880.82 

281.50 

2,180.41 

281.50 

2,180.41 

2008 

266.85 

721.94 

268.25 

812.36 

271.45 

1,068.54 

273.50 

1,243.80 

2009 

258.95 

345.83 

267.60 

776.20 

270.65 

999.25 

274.55 

1,354.12 

2010 

261.00 

14.95 

261.50 

445.12 

269.60 

909.57 

274.35 

1,332.41 


Source: WRD, GoR 


Somkagdar Dam 

Table Al-10 provides the details of data used. 


Table Al-10: Somkagdar Dam Gauge-Capacity Data 


Year 

Gauge, 

m 

Capacity 

Mm 3 

Gauge, 

m 

Capacity 

Mm 3 

Gauge, 

m 

Capacity 

Mm 3 

Gauge, 

m 

Capacity 

Mm 3 

30 st June 

31 st July 

31 st Aug. 

15 th /30 st Sept. 

1996 

NA 

NA 

5.61 

8.61 

11.72 

26.13 

14.19 

37.23 

1997 

6.30 

9.95 

12.30 

28.51 

14.90 

41.01 

14.90 

41.01 

1998 

2.30 

3.73 

8.40 

14.97 

10.55 

21.74 

11.95 

26.98 

1999 

3.20 

4.86 

5.15 

7.82 

5.75 

8.85 

5.75 

8.85 

2000 

5.00 

7.57 

14.10 

36.71 

14.30 

37.79 

14.30 

37.79 

2001 

9.97 

19.60 

13.00 

31.68 

14.02 

36.30 

NA 

NA 

2002 

2.30 

3.74 

2.30 

3.74 

3.90 

5.72 

6.70 

10.86 

2003 

6.00 

9.28 

14.78 

40.36 

14.30 

37.76 

14.02 

36.30 

2004 

5.59 

8.58 

5.94 

9.18 

14.07 

36.58 

14.12 

36.84 

2005 

1.30 

2.80 

11.50 

25.29 

14.02 

36.30 

14.12 

36.84 

2006 

5.85 

9.03 

10.30 

20.80 

14.30 

37.76 

14.17 

37.11 

2007 

0.61 

2.24 

7.20 

11.99 

14.33 

37.93 

14.05 

36.43 

2008 

4.20 

6.19 

7.00 

11.54 

12.09 

27.59 

13.40 

33.47 

2009 

3.50 

5.23 

13.50 

33.92 

14.48 

38.74 

14.02 

36.30 

2010 

5.75 

111.65 

13.00 

31.69 

14.05 

36.18 

14.04 

36.40 


Source: WRD, GoR 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Surwania Dam 

Table Al-11 provides the details of data used. 


Table A1-11: Surwania Dam Gauge-Capacity Data 


Year 

Gauge, 

m 

Capacity 

Mm 3 

Gauge, 

m 

Capacity 

Mm 3 

Gauge, 

m 

Capacity 

Mm 3 

Gauge, 

m 

Capacity 

Mm 3 

30 s * June 

31 st July 

31 st Aug. 

15 th /30 st Sept. 

2007 

NA 

NA 

3.28 

80.74 

3.28 

80.74 

3.66 

90.73 

2008 

3.66 

90.73 

3.56 

87.86 

3.66 

90.73 

3.66 

90.73 

2009 

2.90 

73.63 

3.66 

90.73 

3.66 

90.73 

3.66 

90.73 

2010 

0.00 

0.00 

0.00 

0.00 

3.66 

7.08 

2.97 

5.38 


Source: WRD, GoR 


Table below presents Simulated-Observed values at calibration locations during 
calibration period 

Table A1-12 Simulated and Observed values at River Gauge and discharge calibration sites 


Month- 

Year 

Jhakham at 
Nanglia, 
cumecs 

Karmai 
pickup 
weir, cumecs 

Dhariyawad, 

cumecs 

Padardibadi, 

cumecs 

Rangeli, 

cumecs 

Simulated 

(Observed) 

Simulated 

(Observed) 

Simulated 

(Observed) 

Simulated 

(Observed) 

Simulated 

(Observed) 

Jun -93 

- 

- 

0 . 99 ( 0 . 46 ) 

15 . 64 ( 20 . 94 ) 

13 . 33 ( 12 . 89 ) 

Jul -93 

- 

- 

38 . 94 ( 20 . 05 ) 

497 . 40 ( 294 . 30 ) 

352 . 50 ( 185 . 40 ) 

Aug -93 

- 

- 

22 . 44 ( 27 . 88 ) 

40 . 11 ( 110 . 30 ) 

34 . 46 ( 54 . 30 ) 

Sep -93 

- 

- 

10 . 92 ( 3 . 44 ) 

15 . 14 ( 23 . 78 ) 

15 . 76 ( 21 . 54 ) 

Oct -93 

- 

- 

0 . 08 ( 0 . 71 ) 

1 . 37 ( 6 . 34 ) 

1 . 56 ( 8 . 03 ) 

Nov -93 

- 

- 

0 . 00 ( 0 . 30 ) 

0 . 00 ( 4 . 54 ) 

0 . 00 ( 2 . 83 ) 

Dec -93 

- 

- 

0 . 03 ( 0 . 85 ) 

13 . 88 ( 6 . 35 ) 

14 . 43 ( 3 . 27 ) 

Jan -94 

- 

- 

0 . 49 ( 0 . 73 ) 

19 . 56 ( 7 . 30 ) 

19 . 42 ( 4 . 85 ) 

Feb -94 

- 

- 

0 . 25 ( 0 . 23 ) 

13 . 75 ( 6 . 38 ) 

14 . 22 ( 3 . 53 ) 

Mar -94 

- 

- 

0 . 10 ( 0 . 18 ) 

3 . 37 ( 11 . 42 ) 

3 . 53 ( 8 . 34 ) 

Apr -94 

- 

- 

0 . 00 ( 0 . 12 ) 

0 . 00 ( 2 . 81 ) 

0 . 00 ( 2 . 35 ) 

May -94 

- 

- 

0 . 00 ( 0 . 37 ) 

0 . 00 ( 0 . 94 ) 

0 . 00 ( 1 . 16 ) 

Jun -94 

- 

- 

4 . 99 ( 3 . 80 ) 

68 . 73 ( 44 . 92 ) 

59 . 11 ( 16 . 59 ) 

Jul -94 

- 

- 

21 . 77 ( 8 . 67 ) 

292 . 50 ( 150 . 20 ) 

207 . 00 ( 83 . 17 ) 

Aug -94 

- 

- 

28 . 31 ( 48 . 69 ) 

787 . 50 ( 1133 . 00 ) 

314 . 10 ( 351 . 30 ) 

Sep -94 

- 

- 

62 . 12 ( 68 . 64 ) 

1296 . 00 ( 982 . 20 ) 

345 . 50 ( 325 . 50 ) 

Oct -94 

- 

- 

3 . 72 ( 3 . 15 ) 

43 . 76 ( 60 . 28 ) 

9 . 23 ( 48 . 85 ) 

Nov -94 

- 

- 

0 . 00 ( 0 . 29 ) 

74 . 17 ( 13 . 77 ) 

74 . 81 ( 10 . 71 ) 

Dec -94 

- 

- 

0 . 01 ( 0 . 22 ) 

17 . 13 ( 11 . 05 ) 

17 . 59 ( 5 . 17 ) 

Jan -95 

0 . 00 ( 0 . 00 ) 

0 . 40 ( 0 . 00 ) 

0 . 61 ( 0 . 19 ) 

24 . 84 ( 13 . 18 ) 

24 . 30 ( 8 . 18 ) 

Feb -95 

0 . 00 ( 0 . 00 ) 

0 . 32 ( 0 . 00 ) 

0 . 25 ( 0 . 18 ) 

14 . 57 ( 8 . 44 ) 

14 . 51 ( 5 . 01 ) 

Mar -95 

0 . 00 ( 0 . 00 ) 

0 . 18 ( 0 . 00 ) 

0 . 09 ( 0 . 19 ) 

3 . 40 ( 12 . 34 ) 

3 . 47 ( 11 . 95 ) 

Apr -95 

0 . 00 ( 0 . 00 ) 

0 . 00 ( 0 . 00 ) 

0 . 00 ( 0 . 17 ) 

0 . 00 ( 3 . 76 ) 

0 . 00 ( 3 . 13 ) 

May -95 

0 . 00 ( 0 . 00 ) 

0 . 00 ( 0 . 00 ) 

0 . 00 ( 0 . 14 ) 

0 . 00 ( 1 . 65 ) 

0 . 00 ( 2 . 01 ) 

Jun -95 

0 . 00 ( 0 . 00 ) 

0 . 00 ( 0 . 00 ) 

0 . 00 ( 0 . 00 ) 

0 . 00 ( 0 . 00 ) 

0 . 00 ( 4 . 45 ) 

Jul -95 

0 . 54 ( 0 . 74 ) 

1 . 24 ( 1 . 54 ) 

0 . 89 ( 3 . 26 ) 

78 . 03 ( 43 . 32 ) 

42 . 60 ( 19 . 15 ) 

Aug -95 

0 . 23 ( 0 . 48 ) 

0 . 61 ( 2 . 81 ) 

0 . 52 ( 3 . 01 ) 

35 . 18 ( 33 . 32 ) 

17 . 81 ( 16 . 69 ) 

Sep -95 

1 . 62 ( 1 . 26 ) 

4 . 75 ( 2 . 75 ) 

3 . 15 ( 3 . 26 ) 

259 . 50 ( 41 . 07 ) 

43 . 98 ( 14 . 79 ) 

Oct -95 

0 . 00 ( 0 . 00 ) 

0 . 01 ( 0 . 50 ) 

0 . 02 ( 0 . 45 ) 

0 . 00 ( 5 . 99 ) 

0 . 00 ( 1 . 86 ) 

Nov -95 

0 . 00 ( 0 . 00 ) 

0 . 00 ( 0 . 00 ) 

0 . 00 ( 0 . 21 ) 

0 . 00 ( 3 . 03 ) 

0 . 01 ( 1 . 10 ) 

Dec -95 

0 . 00 ( 0 . 00 ) 

0 . 00 ( 0 . 00 ) 

0 . 04 ( 0 . 00 ) 

0 . 69 ( 3 . 80 ) 

1 . 00 ( 1 . 60 ) 

Jan -96 

0 . 00 ( 0 . 00 ) 

0 . 27 ( 0 . 00 ) 

0 . 38 ( 0 . 00 ) 

9 . 24 ( 2 . 87 ) 

9 . 01 ( 1 . 55 ) 

Feb -96 

0 . 00 ( 0 . 00 ) 

0 . 33 ( 0 . 00 ) 

0 . 26 ( 0 . 00 ) 

7 . 49 ( 2 . 64 ) 

6 . 95 ( 1 . 61 ) 

Mar -96 

0 . 00 ( 0 . 00 ) 

0 . 21 ( 0 . 00 ) 

0 . 11 ( 0 . 00 ) 

3 . 13 ( 1 . 63 ) 

3 . 05 ( 1 . 91 ) 

Apr -96 

0 . 00 ( 0 . 00 ) 

0 . 00 ( 0 . 00 ) 

0 . 00 ( 0 . 00 ) 

0 . 00 ( 1 . 19 ) 

0 . 00 ( 2 . 42 ) 
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Month- 

Year 

Jhakham at 
Nanglia, 
cumecs 

Karmai 
pickup 
weir, cumecs 

Dhariyawad, 

cumecs 

Padardibadi, 

cumecs 

Rangeli, 

cumecs 

Simulated 

(Observed) 

Simulated 

(Observed) 

Simulated 

(Observed) 

Simulated 

(Observed) 

Simulated 

(Observed) 

May-96 

0.00(0.00) 

0.00(0.00) 

0.00(0.00) 

0.00(0.00) 

0.00(0.20) 

Jun-96 

0.00(0.00) 

0.00(0.28) 

0.00(0.00) 

0.00(0.00) 

0.00(0.00) 

Jul-96 

2.49(6.97) 

6.63(11.59) 

4.11(8.27) 

83.59(34.23) 

54.95(13.13) 

Aug-96 

30.51(45.39) 

16.43(17.37) 

38.90(36.26) 

380.00(468.40) 

164.60(54.50) 

Sep-96 

79.37(79.50) 

13.95(11.69) 

87.40(73.24) 

682.30(541.80) 

234.70(115.90) 

Oct-96 

7.34(4.33) 

0.11(1.90) 

7.85(5.20) 

30.99(23.96) 

9.76(20.05) 

Nov-96 

0.00(0.00) 

0.01(0.00) 

0.00(0.74) 

32.36(8.60) 

32.99(5.49) 

Dec-96 

0.00(0.00) 

0.00(0.00) 

0.03(1.33) 

15.76(10.06) 

16.20(5.72) 

Jan-97 

0.00(0.00) 

0.30(0.00) 

0.39(1.27) 

19.36(10.26) 

19.34(5.57) 

Feb-97 

0.00(0.00) 

0.36(0.00) 

0.26(1.21) 

15.68(9.47) 

15.82(6.14) 

Mar-97 

0.00(0.00) 

0.22(0.00) 

0.10(1.01) 

4.19(6.34) 

4.19(5.44) 

Apr-97 

0.00(0.00) 

0.00(0.00) 

0.00(0.51) 

0.00(11.59) 

0.00(15.99) 

May-97 

0.00(0.00) 

0.00(0.00) 

0.00(0.34) 

0.00(3.01) 

0.00(4.51) 

Jun-97 

0.00(0.00) 

0.00(0.00) 

0.00(0.02) 

0.72(0.00) 

0.92(0.01) 

Jul-97 

1.46(0.72) 

3.85(2.38) 

2.39(0.70) 

47.57(21.77) 

36.63(8.38) 

Aug-97 

5.32(5.84) 

15.79(6.96) 

12.71(6.10) 

333.50(321.10) 

143.10(23.48) 

Sep-97 

8.63(8.49) 

7.28(6.00) 

13.24(4.72) 

302.90(97.18) 

106.40(53.48) 

Oct-97 

3.18(2.61) 

0.05(5.41) 

3.44(1.32) 

3.92(17.09) 

3.97(15.08) 

Nov-97 

0.00(0.06) 

0.01(0.39) 

0.00(1.05) 

0.00(4.56) 

0.00(4.74) 

Dec-97 

0.00(0.00) 

0.00(0.00) 

0.25(1.56) 

2.75(8.23) 

2.77(6.93) 

Jan-98 

0.00(0.00) 

0.40(0.00) 

0.40(1.53) 

12.57(7.44) 

12.50(7.05) 

Feb-98 

0.00(0.00) 

0.41(0.00) 

0.26(1.49) 

16.44(6.92) 

16.00(6.95) 

Mar-98 

0.00(0.00) 

0.22(0.00) 

0.11(1.73) 

5.67(6.88) 

5.60(5.96) 

Apr-98 

0.00(0.00) 

0.00(0.00) 

0.00(0.69) 

0.00(16.66) 

0.00(14.01) 

May-98 

0.00(0.00) 

0.00(0.00) 

0.00(0.38) 

0.00(2.36) 

0.00(2.35) 

Jun-98 

0.00(0.00) 

0.00(0.00) 

0.00(0.00) 

0.05(1.69) 

0.13(1.37) 

Jul-98 

1.15(0.35) 

3.63(1.42) 

2.13(0.65) 

58.58(13.90) 

37.79(4.18) 

Aug-98 

2.68(3.05) 

7.35(10.43) 

5.53(2.28) 

61.53(18.63) 

46.28(8.71) 

Sep-98 

0.78(1.18) 

1.99(12.26) 

1.76(1.34) 

146.40(337.50) 

104.00(12.40) 

Oct-98 

1.40(1.24) 

3.35(3.11) 

2.78(1.25) 

55.95(33.74) 

36.16(9.28) 

Nov-98 

0.01(0.59) 

0.08(0.92) 

0.27(0.35) 

1.93(2.88) 

2.08(3.45) 

Dec-98 

0.00(0.00) 

0.11(0.00) 

0.06(0.53) 

3.15(2.90) 

3.52(3.27) 

Jan-99 

0.00(0.00) 

0.76(0.00) 

0.52(1.77) 

10.68(3.91) 

9.70(6.17) 

Feb-99 

0.00(0.00) 

0.55(0.00) 

0.41(1.30) 

8.16(2.76) 

6.82(4.29) 

Mar-99 

0.00(0.00) 

0.27(0.00) 

0.19(0.64) 

5.96(1.86) 

3.71(1.92) 

Apr-99 

0.00(0.00) 

0.00(0.00) 

0.00(0.05) 

0.00(0.74) 

0.00(0.99) 

May-99 

0.00(0.00) 

0.00(0.00) 

0.00(0.00) 

0.00(0.00) 

0.00(0.05) 

Jun-99 

0.00(0.80) 

0.01(6.93) 

0.10(0.88) 

18.91(12.60) 

7.66(4.15) 

Jul-99 

1.92(4.56) 

3.88(13.40) 

2.95(3.44) 

72.48(39.97) 

38.29(25.20) 

Aug-99 

2.37(4.37) 

8.20(9.22) 

6.07(4.28) 

53.49(31.26) 

33.92(18.49) 

Sep-99 

0.00(1.49) 

0.02(3.59) 

0.07(0.98) 

0.87(9.17) 

1.01(4.90) 

Oct-99 

0.00(1.04) 

0.01(0.95) 

0.00(0.78) 

0.37(7.17) 

0.37(3.19) 

Nov-99 

0.00(0.08) 

0.00(0.10) 

0.00(0.77) 

0.00(2.84) 

0.00(1.31) 

Dec-99 

0.00(0.00) 

0.00(0.00) 

0.04(1.96) 

0.65(5.13) 

0.88(3.54) 

Jan-00 

0.00(0.00) 

0.28(0.00) 

0.43(2.40) 

11.71(7.56) 

8.10(5.60) 

Feb-00 

0.00(0.00) 

0.33(0.00) 

0.29(1.03) 

9.96(3.28) 

5.82(1.89) 

Mar-00 

0.00(0.00) 

0.21(0.00) 

0.14(0.24) 

6.21(1.29) 

3.25(0.69) 

Apr-00 

0.00(0.00) 

0.00(0.00) 

0.00(0.12) 

0.00(0.60) 

0.00(0.00) 

May-00 

0.00(0.00) 

0.00(0.00) 

0.00(0.00) 

0.00(0.00) 

0.00(0.00) 

Jun-00 

0.00(0.00) 

0.00(0.00) 

0.00(0.00) 

0.00(0.00) 

0.00(0.00) 

Jul-00 

3.91(5.73) 

11.56(16.30) 

7.80(10.46) 

94.10(24.74) 

71.58(12.54) 

Aug-00 

0.11(1.12) 

0.50(2.78) 

1.23(1.39) 

4.44(9.02) 

3.77(4.51) 

Sep-00 

0.00(0.67) 

0.01(0.72) 

0.00(0.62) 

0.00(3.30) 

0.00(1.92) 
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Month- 

Year 

Jhakham at 
Nanglia, 
cumecs 

Karmai 
pickup 
weir, cumecs 

Dhariyawad, 

cumecs 

Padardibadi, 

cumecs 

Rangeli, 

cumecs 

Simulated 

(Observed) 

Simulated 

(Observed) 

Simulated 

(Observed) 

Simulated 

(Observed) 

Simulated 

(Observed) 

Oct-OO 

0.00(0.42) 

0.00(0.40) 

0.00(0.00) 

0.00(0.00) 

0.00(0.31) 

Nov-00 

0.00(0.00) 

0.00(0.00) 

0.00(0.00) 

0.00(0.00) 

0.00(0.01) 

Dec-00 

0.00(0.00) 

0.00(0.00) 

0.05(0.00) 

0.68(0.00) 

1.02(0.00) 

Jan-01 

0.00(0.00) 

0.29(0.00) 

0.00(0.00) 

5.67(0.00) 

2.80(0.00) 

Feb-01 

0.00(0.00) 

0.22(0.00) 

0.00(0.00) 

4.55(0.00) 

2.21(0.00) 

Mar-01 

0.00(0.00) 

0.08(0.00) 

0.00(0.00) 

2.17(0.00) 

1.12(0.00) 

Apr-01 

0.00(0.00) 

0.00(0.00) 

0.00(0.00) 

0.00(0.00) 

0.00(0.00) 

May-01 

0.00(0.00) 

0.00(0.00) 

0.00(0.00) 

0.00(0.00) 

0.00(0.00) 

Jun-01 

0.00(0.32) 

0.00(1.06) 

0.01(0.18) 

22.77(11.85) 

14.05(2.13) 

Jul-01 

23.26(7.88) 

18.09(32.84) 

31.03(2.71) 

220.90(42.91) 

149.20(18.31) 

Aug-01 

18.92(3.35) 

2.06(25.93) 

20.32(3.01) 

95.42(29.96) 

76.57(9.63) 

Sep-01 

2.33(0.45) 

0.02(2.36) 

2.39(0.89) 

5.51(4.63) 

5.99(1.38) 

Oct-01 

0.00(0.28) 

0.00(0.51) 

0.00(0.60) 

0.00(1.13) 

0.00(0.66) 

Nov-01 

0.00(0.00) 

0.00(0.00) 

0.00(1.39) 

0.00(1.40) 

0.00(0.96) 

Dec-01 

0.00(0.00) 

0.00(0.00) 

0.03(2.07) 

0.45(4.14) 

0.78(2.57) 

Jan-02 

0.00(0.00) 

0.21(0.00) 

0.32(2.36) 

9.20(6.21) 

6.02(3.99) 

Feb-02 

0.00(0.00) 

0.23(0.00) 

0.21(2.50) 

12.49(4.88) 

9.92(3.55) 

Mar-02 

0.00(0.00) 

0.07(0.00) 

0.06(0.62) 

4.63(2.33) 

3.21(0.91) 

Apr-02 

0.00(0.00) 

0.00(0.00) 

0.00(0.01) 

0.00(0.89) 

0.00(0.00) 

May-02 

0.00(0.00) 

0.00(0.00) 

0.00(0.45) 

0.00(4.23) 

0.00(0.00) 

Jun-02 

0.00(0.28) 

0.00(14.68) 

0.06(0.40) 

10.28(39.96) 

6.37(7.41) 

Jul-02 

0.00(0.45) 

0.01(10.35) 

0.12(0.09) 

12.52(5.65) 

5.30(1.04) 

Aug-02 

1.01(0.57) 

2.23(4.23) 

1.72(2.22) 

22.32(15.45) 

14.85(4.71) 

Sep-02 

2.05(2.65) 

6.33(4.18) 

4.53(5.64) 

71.31(36.79) 

46.87(20.42) 

Oct-02 

0.00(0.18) 

0.01(0.45) 

0.05(0.46) 

0.05(3.08) 

0.11(1.65) 

Nov-02 

0.00(0.00) 

0.00(0.00) 

0.00(0.06) 

0.00(0.12) 

0.00(0.33) 

Dec-02 

0.00(0.00) 

0.00(0.00) 

0.02(0.00) 

0.33(0.00) 

0.64(0.00) 

Jan-03 

0.00(0.00) 

0.29(0.00) 

0.24(0.00) 

9.54(0.00) 

6.00(0.00) 

Feb-03 

0.00(0.00) 

0.63(0.00) 

0.04(0.00) 

10.80(0.00) 

5.51(0.00) 

Mar-03 

0.00(0.00) 

0.37(0.00) 

0.00(0.00) 

6.50(0.00) 

3.38(0.00) 

Apr-03 

0.00(0.00) 

0.00(0.00) 

0.00(0.00) 

0.00(0.00) 

0.00(0.00) 

May-03 

0.00(0.00) 

0.00(0.00) 

0.00(0.00) 

0.00(40.58) 

0.00(0.00) 

Jun-03 

0.00(0.59) 

0.05(4.15) 

0.17(0.35) 

3.82(4.31) 

3.21(1.16) 

Jul-03 

1.25(1.16) 

2.97(6.57) 

1.86(0.76) 

55.08(18.35) 

33.75(8.12) 

Aug-03 

2.64(1.77) 

8.06(1.97) 

6.08(1.45) 

111.60(21.70) 

72.73(9.63) 

Sep-03 

2.38(3.14) 

6.36(2.37) 

5.00(3.56) 

69.71(159.90) 

47.23(16.04) 

Oct-03 

0.14(0.00) 

0.67(0.29) 

1.21(0.74) 

7.29(21.68) 

5.08(4.02) 

Nov-03 

0.00(0.00) 

0.01(0.00) 

0.00(1.85) 

0.00(7.05) 

0.00(2.59) 

Dec-03 

0.00(0.00) 

0.00(0.00) 

0.02(1.84) 

0.17(7.43) 

0.38(1.97) 

Jan-04 

0.00(0.00) 

0.32(0.00) 

0.17(1.32) 

14.30(6.54) 

11.85(2.37) 

Feb-04 

0.00(0.00) 

0.40(0.00) 

0.00(0.28) 

16.85(3.66) 

14.15(0.55) 

Mar-04 

0.00(0.00) 

0.23(0.00) 

0.00(0.00) 

5.59(2.16) 

3.77(0.00) 

Apr-04 

0.00(0.00) 

0.00(0.00) 

0.00(0.00) 

0.00(0.00) 

0.00(0.00) 

May-04 

0.00(0.00) 

0.00(0.00) 

0.00(0.00) 

0.00(0.30) 

0.00(0.00) 

Jun-04 

0.00(0.11) 

0.03(3.64) 

0.16(0.14) 

9.47(6.72) 

4.56(1.88) 

Jul-04 

0.01(0.63) 

0.01(4.60) 

0.02(0.46) 

0.28(2.43) 

0.13(0.77) 

Aug-04 

62.88(111.79) 

36.69(37.50) 

78.49(101.70) 

543.30(573.00) 

376.40(115.30) 

Sep-04 

27.46(21.45) 

1.62(14.45) 

31.24(12.74) 

64.15(40.79) 

57.44(24.35) 

Oct-04 

0.45(0.73) 

0.25(0.56) 

0.57(3.04) 

2.73(15.63) 

2.53(12.36) 

Nov-04 

0.00(0.04) 

0.01(0.18) 

0.00(1.34) 

0.00(7.79) 

0.00(4.21) 

Dec-04 

0.00(0.00) 

0.00(0.00) 

0.03(1.68) 

10.20(10.19) 

10.76(5.35) 

Jan-05 

0.00(0.00) 

0.36(0.00) 

0.42(1.90) 

20.51(10.60) 

17.82(6.00) 

Feb-05 

0.00(0.00) 

0.49(0.00) 

0.31(1.83) 

20.02(11.13) 

17.11(6.97) 
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Month- 

Year 

Jhakham at 
Nanglia, 
cumecs 

Karmai 
pickup 
weir, cumecs 

Dhariyawad, 

cumecs 

Padardibadi, 

cumecs 

Rangeli, 

cumecs 

Simulated 

(Observed) 

Simulated 

(Observed) 

Simulated 

(Observed) 

Simulated 

(Observed) 

Simulated 

(Observed) 

Mar-05 

0.00(0.00) 

0.25(0.00) 

0.14(1.52) 

7.23(8.96) 

5.30(5.12) 

Apr-05 

0.00(0.00) 

0.00(0.00) 

0.00(0.00) 

0.00(1.39) 

0.00(0.85) 

May-05 

0.00(0.00) 

0.00(0.00) 

0.00(0.00) 

0.00(0.00) 

0.00(0.13) 

Jun-05 

0.00(0.00) 

0.00(0.00) 

0.00(0.00) 

0.10(0.00) 

0.17(0.21) 

Jul-05 

4.29(14.22) 

8.25(17.45) 

6.86(32.44) 

102.20(142.10) 

71.06(42.13) 

Aug-05 

3.74(0.79) 

13.32(0.60) 

11.60(2.97) 

249.20(64.58) 

189.00(39.67) 

Sep-05 

13.54(1.78) 

8.07(1.99) 

16.48(3.03) 

101.00(86.14) 

79.61(83.81) 

Oct-05 

6.92(0.42) 

0.70(0.40) 

8.02(1.07) 

32.10(20.10) 

32.03(18.03) 

Nov-05 

0.00(0.06) 

0.01(0.14) 

0.00(1.17) 

4.06(3.38) 

4.62(4.85) 

Dec-05 

0.00(0.00) 

0.00(0.00) 

0.02(1.06) 

12.88(8.51) 

13.42(1.56) 

Jan-06 

- 

0.26(0.00) 

0.42(1.15) 

23.11(7.61) 

19.62(1.53) 

Feb-06 

- 

0.31(0.00) 

0.26(1.99) 

20.83(7.04) 

17.32(1.47) 

Mar-06 

- 

0.21(0.00) 

0.11(1.20) 

7.96(7.60) 

5.42(1.36) 

Apr-06 

- 

0.00(0.00) 

0.00(0.54) 

0.00(2.55) 

0.00(1.30) 

May-06 

- 

0.00(0.00) 

0.00(0.00) 

0.00(1.34) 

0.00(0.26) 

Jun-06 

- 

0.00(5.48) 

0.00(1.18) 

1.57(0.64) 

1.88(3.38) 

Jul-06 

- 

6.09(3.07) 

3.44(4.88) 

152.20(60.58) 

79.64(10.17) 

Aug-06 

- 

52.72(166.22) 

238.30(342.60) 

1571.00(2965.00) 

923.50(918.30) 

Sep-06 

- 

3.30(28.81) 

71.60(62.15) 

574.60(987.60) 

276.60(191.90) 

Oct-06 

- 

0.09(2.72) 

5.41(10.70) 

36.20(58.18) 

35.95(38.68) 

Nov-06 

- 

0.01(0.43) 

0.00(2.25) 

65.17(10.56) 

65.70(4.76) 

Dec-06 

- 

0.00(0.00) 

0.02(1.50) 

23.94(9.12) 

24.49(2.91) 

Jan-07 

- 

0.24(0.00) 

0.35(1.01) 

23.85(9.54) 

19.82(3.38) 

Feb-07 

- 

0.28(0.00) 

0.25(1.95) 

23.04(9.24) 

18.82(3.81) 

Mar-07 

- 

0.14(0.00) 

0.07(1.11) 

7.59(7.53) 

5.32(2.73) 

Apr-07 

- 

0.00(0.00) 

0.00(0.15) 

0.00(2.06) 

0.00(1.04) 

May-07 

- 

0.00(0.00) 

0.00(0.00) 

0.00(0.11) 

0.00(0.33) 

Jun-07 

- 

0.00(0.00) 

0.00(0.18) 

0.00(0.10) 

0.00(0.00) 

Jul-07 

- 

5.96(1.25) 

3.69(1.55) 

134.40(74.57) 

67.97(4.27) 

Aug-07 

- 

8.22(19.80) 

11.99(19.24) 

179.70(352.40) 

80.25(31.22) 

Sep-07 

- 

6.10(10.29) 

12.81(13.09) 

137.10(128.40) 

46.18(41.00) 

Oct-07 

- 

0.02(0.90) 

0.07(1.51) 

28.15(13.77) 

0.00(5.59) 

Nov-07 

- 

0.00(0.00) 

0.00(1.33) 

23.53(4.56) 

24.20(2.55) 

Dec-07 

- 

0.00(0.00) 

0.01(2.06) 

18.33(5.89) 

18.85(2.57) 

Jan-08 

- 

0.31(0.00) 

0.39(2.32) 

21.41(6.90) 

17.51(3.45) 

Feb-08 

- 

0.29(0.00) 

0.25(1.82) 

18.35(7.49) 

14.33(4.87) 

Mar-08 

- 

0.19(0.00) 

0.11(1.46) 

7.22(5.05) 

4.35(2.63) 

Apr-08 

- 

0.00(0.00) 

0.00(0.62) 

0.00(2.40) 

0.00(1.86) 

May-08 

- 

0.00(0.00) 

0.00(0.28) 

0.00(0.77) 

0.00(0.39) 

Jun-08 

- 

0.00(0.00) 

0.00(0.57) 

5.06(3.43) 

3.21(0.00) 

Jul-08 

- 

15.07(28.12) 

12.30(25.62) 

102.00(32.20) 

82.96(26.13) 

Aug-08 

- 

10.73(18.48) 

10.03(15.52) 

141.90(57.34) 

106.20(27.28) 

Sep-08 

- 

0.29(2.58) 

0.65(3.70) 

32.31(14.32) 

25.98(15.31) 

Oct-08 

- 

0.01(0.40) 

0.00(1.82) 

1.96(4.10) 

2.24(10.11) 

Nov-08 

- 

0.00(0.00) 

0.00(1.92) 

33.30(0.04) 

33.84(4.21) 

Dec-08 

- 

0.00(0.00) 

0.08(1.76) 

17.17(0.28) 

17.67(0.82) 

Jan-09 

- 

0.34(0.00) 

0.36(1.63) 

19.81(1.28) 

17.03(1.05) 

Feb-09 

- 

0.36(0.00) 

0.26(2.29) 

20.38(2.27) 

16.94(0.51) 

Mar-09 

- 

0.23(0.00) 

0.11(0.63) 

6.41(1.43) 

4.44(0.45) 

Apr-09 

- 

0.00(0.00) 

0.00(0.53) 

0.00(0.96) 

0.00(0.22) 

May-09 

- 

0.00(0.00) 

0.00(0.41) 

0.00(0.40) 

0.00(0.04) 

Jun-09 

- 

0.00(0.00) 

0.00- 

0.42- 

0.70- 

Jul-09 

- 

12.87(5.65) 

8.30(48.62) 

182.60(100.80) 

116.50(61.66) 
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Month- 

Year 

Jhakham at 
Nanglia, 
cumecs 

Karmai 
pickup 
weir, cumecs 

Dhariyawad, 

cumecs 

Padardibadi, 

cumecs 

Rangeli, 

cumecs 

Simulated 

(Observed) 

Simulated 

(Observed) 

Simulated 

(Observed) 

Simulated 

(Observed) 

Simulated 

(Observed) 

Aug-09 

- 

2.40(2.30) 

3.48(4.44) 

116.80(50.25) 

51.62(23.51) 

Sep-09 

- 

7.09(5.26) 

26.62(10.29) 

145.70(76.36) 

107.60(44.94) 

Oct-09 

- 

0.02(0.35) 

0.80(0.92) 

1.25(13.61) 

1.41(12.72) 

Nov-09 

- 

0.00(0.00) 

0.00- 

0.00(6.51) 

0.00(9.78) 

Dec-09 

- 

0.00(0.00) 

0.01- 

7.63(11.84) 

8.18(1.36) 

Jan-10 

- 

0.22(0.00) 

0.32- 

19.15(10.65) 

15.28(0.90) 

Feb-10 

- 

0.28(0.00) 

0.24(1.61) 

19.71(7.78) 

15.27(1.05) 

Mar-10 

- 

0.16(0.00) 

0.09(0.72) 

7.63(3.25) 

4.69(1.31) 

Apr-10 

- 

0.00(0.00) 

0.00- 

0.00- 

0.00(0.00) 

May-10 

- 

0.00(0.00) 

0.00- 

0.00- 

0.00(0.00) 

Jun-10 

- 

0.00(0.00) 

0.00(0.00) 

0.00(0.00) 

0.00(0.00) 

Jul-10 

- 

1.12(5.66) 

0.81(0.34) 

17.74(6.21) 

8.04(3.07) 

Aug-10 

- 

3.25(9.59) 

2.00(8.51) 

120.80(32.10) 

77.70(10.12) 

Sep-10 

- 

15.60(12.13) 

45.94(27.67) 

223.90(97.10) 

190.10(36.92) 

Oct-10 

- 

0.05(0.49) 

2.11(1.10) 

7.73(3.80) 

8.27(6.29) 

Nov-10 

- 

0.01(0.00) 

0.00(1.56) 

3.23(2.44) 

3.82(4.61) 

Dec-10 

- 

0.00(0.00) 

0.24(1.59) 

17.87(3.25) 

18.08(3.95) 

Mean 

2.49(2.71) 

2.04(3.53) 

5.22(6.05) 

59.79(58.18) 

33.70(18.52) 


Table A1-13 Simulated and Observed Reservoir Capacities at Reservoir Calibration Sites, Mm 3 



Jakham 

Jaisamand 

Som Kamla 

Month-Year 

Dam 

Dam 

Amba Dam 

Simulated 

Simulated 

Simulated 


(Observed) 

(Observed) 

(Observed) 

Jun-04 

0.00(14.78) 

127.70(10.56) 

123.50(0.49) 

Jul-04 

12.05(16.20) 

127.60(10.32) 

119.50(49.24) 

Aug-04 

142.00(142.01) 

204.10(168.82) 

172.00(169.02) 

Sep-04 

122.10(142.01) 

210.50(187.98) 

141.30(172.79) 

Jun-05 

43.36(40.88) 

127.80(120.41) 

122.80(77.16) 

Jul-05 

48.68(80.19) 

133.30(176.33) 

169.70(105.91) 

Aug-05 

88.50(102.50) 

179.70(213.99) 

154.80(172.79) 

Sep-05 

142.00(117.49) 

224.70(296.68) 

172.00(172.79) 

Jun-06 

49.66(29.37) 

127.80(162.44) 

128.30(100.61) 

Jul-06 

106.10(89.22) 

132.00(176.33) 

165.00(128.42) 

Aug-06 

142.00(142.01) 

392.90(414.84) 

172.00(171.32) 

Sep-06 

140.10(142.01) 

414.70(414.84) 

172.00(172.79) 

Jun-07 

47.31(39.60) 

129.30(248.22) 

122.70(116.30) 

Jul-07 

55.06(54.28) 

143.20(266.77) 

141.90(127.45) 

Aug-07 

132.20(103.64) 

190.20(287.10) 

155.90(172.79) 

Sep-07 

119.90(124.34) 

294.20(295.23) 

139.80(172.79) 

Jun-08 

41.30(13.51) 

127.70(151.13) 

121.30(82.94) 

Jul-08 

47.43(61.14) 

132.10(156.73) 

134.20(84.24) 

Aug-08 

84.47(99.45) 

248.20(168.54) 

152.10(100.78) 

Sep-08 

103.50(107.86) 

325.60(197.65) 

149.50(100.61) 

Jun-09 

29.48(19.23) 

127.80(123.21) 

124.70(31.97) 

Jul-09 

44.47(41.77) 

133.60(129.80) 

172.00(78.13) 

Aug-09 

96.10(53.80) 

181.70(132.15) 

166.40(107.86) 

Sep-09 

123.40(79.49) 

210.40(133.57) 

144.10(133.46) 

Mean 

81.70(77.40) 

193.60(193.50) 

151.40(140.90) 
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Annex MAI-2 

Simulated Virgin water yield of various sub-basins of Mahi and 
water yield of entire Mahi Basin within Rajasthan boundary for the 

duration 1973-2010. 


Table A2-1: Simulated Virgin Water Yields for Anas Sub-basin, Mm 3 


Year 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual 

1973 

0.07 

0.06 

0.04 

0.04 

0.03 

0.10 

204.40 

289.84 

606.58 

37.04 

0.86 

0.45 

1,139.51 

1974 

0.28 

0.17 

0.15 

0.11 

0.14 

0.16 

69.87 

31.78 

2.42 

84.16 

0.60 

0.20 

190.04 

1975 

0.12 

0.08 

0.07 

0.06 

0.04 

0.09 

69.51 

153.34 

166.61 

6.80 

0.36 

0.20 

397.28 

1976 

0.12 

0.08 

0.07 

0.06 

0.06 

58.47 

82.34 

420.06 

154.91 

1.01 

18.39 

3.12 

738.69 

1977 

0.22 

0.14 

0.10 

0.08 

0.08 

56.70 

272.70 

206.96 

243.57 

1.61 

0.47 

0.31 

782.94 

1978 

0.18 

0.13 

0.12 

0.08 

0.08 

0.21 

165.23 

344.37 

163.68 

0.92 

0.42 

0.26 

675.68 

1979 

0.17 

0.11 

0.10 

0.08 

0.07 

0.34 

2.75 

183.15 

30.82 

1.32 

14.71 

4.09 

237.71 

1980 

0.16 

0.08 

0.07 

0.06 

0.06 

57.95 

46.00 

148.20 

85.82 

0.49 

0.23 

0.16 

339.28 

1981 

0.12 

0.07 

0.07 

0.06 

0.04 

8.23 

180.25 

245.19 

19.43 

8.70 

11.32 

0.20 

473.68 

1982 

0.13 

0.10 

0.07 

0.06 

0.18 

5.24 

163.68 

148.43 

1.93 

0.35 

33.50 

0.32 

353.99 

1983 

0.15 

0.08 

0.07 

0.07 

0.05 

0.73 

113.46 

245.99 

33.14 

9.86 

0.33 

0.19 

404.12 

1984 

0.12 

0.08 

0.07 

0.07 

0.04 

0.04 

67.52 

502.28 

7.50 

0.60 

0.29 

0.18 

578.79 

1985 

0.12 

0.08 

0.08 

0.07 

0.05 

0.04 

0.94 

32.58 

74.30 

85.18 

0.41 

0.19 

194.04 

1986 

0.10 

0.07 

0.06 

0.05 

0.03 

0.08 

217.91 

279.36 

2.28 

0.47 

0.24 

0.14 

500.79 

1987 

0.11 

0.08 

0.08 

0.07 

0.05 

0.10 

0.13 

185.63 

93.07 

20.52 

0.73 

0.18 

300.75 

1988 

0.11 

0.08 

0.07 

0.05 

0.03 

0.07 

125.26 

270.47 

48.78 

20.64 

0.34 

0.19 

466.09 

1989 

0.12 

0.08 

0.07 

0.07 

0.05 

5.32 

12.90 

83.33 

65.35 

4.22 

0.21 

0.12 

171.84 

1990 

0.08 

0.07 

0.05 

0.04 

0.05 

0.58 

82.68 

163.51 

104.94 

9.56 

0.35 

0.22 

362.13 

1991 

0.13 

0.09 

0.08 

0.07 

0.04 

0.07 

127.62 

203.15 

11.19 

0.35 

0.17 

0.11 

343.07 

1992 

0.09 

0.07 

0.05 

0.04 

0.04 

0.05 

0.14 

55.74 

144.20 

9.78 

0.31 

0.15 

210.66 

1993 

0.10 

0.07 

0.06 

0.03 

0.03 

KE9 

334.72 

27.64 

6.37 

2.40 

0.20 

0.14 

374.76 

1994 

0.11 

0.08 

0.07 

0.04 

0.03 

9.23 

426.62 

370.15 

289.38 

1.80 

0.61 

0.34 

1,098.46 

1995 

0.28 

0.18 

0.15 

0.11 

0.09 

0.08 

68.30 

79.12 

107.03 

0.53 

0.25 

0.16 

256.28 

1996 

0.14 

0.09 

0.08 

0.07 

0.04 

0.12 

184.52 

381.11 

313.29 

1.96 

0.56 

0.32 

882.30 

1997 

0.20 

0.13 

0.11 

0.11 

0.10 

11.39 

243.45 

276.33 

59.01 

0.82 

0.34 

0.23 

592.22 

1998 

0.15 

0.10 

0.10 

0.08 

0.08 

0.11 

77.15 


445.88 

22.12 

0.74 

0.33 

612.92 

1999 

0.20 

0.12 

0.10 

0.08 

0.08 

118.69 

69.45 

23.46 

40.12 

13.83 

0.23 

0.14 

266.50 

2000 

0.08 

0.06 

0.06 

0.05 

1.23 

0.22 

78.36 

33.29 

1.86 

0.20 

0.10 

0.06 

115.57 

2001 

0.05 

0.05 

0.05 

0.02 

0.02 

0.31 

11.71 

72.89 

1.13 

0.23 

0.11 

0.06 

86.63 

2002 

0.05 

0.03 

0.02 

0.02 

0.02 

17.38 

38.26 

22.24 

68.53 

0.31 

0.13 

0.07 

147.06 

2003 

0.05 

0.05 

0.05 

0.04 

0.02 

0.45 

111.53 

125.78 

60.97 

7.57 

0.26 

0.15 

306.92 

2004 

0.09 

0.07 

0.07 

0.04 

0.07 

0.20 

0.78 

518.88 

9.04 

2.26 

0.33 

0.19 

532.02 

2005 

0.13 

0.09 

0.08 

0.07 

0.07 

0.09 

94.69 

122.41 

144.37 

1.89 

0.33 

0.18 

364.40 

2006 

0.12 

0.07 

0.07 

0.06 

0.05 

0.18 

115.31 

611.42 

234.77 

1.57 

0.58 

0.33 

964.53 

2007 

0.21 

0.15 

0.12 

0.10 

0.09 

0.12 

359.86 

273.92 

150.42 

55.22 

0.56 

0.31 

841.08 

2008 

0.20 

0.13 

0.12 

0.09 

0.09 

0.14 

3.47 

90.73 

43.45 

0.47 

0.20 

0.14 

139.23 

2009 

0.08 

0.06 

0.06 

0.05 

0.03 

0.06 

85.12 

47.89 

113.89 

0.49 

0.24 

0.15 

248.12 

2010 

0.08 

0.06 

0.06 

0.05 

0.03 

0.03 

38.65 

188.40 

62.64 

0.55 

2.63 

0.17 

293.35 

% yield 

0.03 

0.02 

0.02 

0.01 

0.02 

2.10 

25.60 

44.31 

24.80 

2.46 

0.55 

0.09 


Mean 

0.13 

0.09 

0.08 

0.06 

0.09 

9.38 

114.40 

198.03 

110.86 

10.99 

2.44 

0.38 

446.93 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table A2-2: Simulated Virgin Water Yields for Bhadar Sub-basin, Mm 3 


Year 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual 

1973 

0.01 

0.01 

0.01 

0.01 

0.01 

0.02 

8.34 

37.18 

103.99 

0.35 

0.07 

0.04 

150.04 

1974 

0.03 

0.02 

0.02 

0.02 

0.02 

0.02 

0.07 

3.45 

0.20 

0.03 

0.02 

0.01 

3.91 

1975 

0.01 

0.01 

0.01 

0.01 

0.01 

0.24 

42.01 

23.13 

61.28 

0.33 

0.06 

0.04 

127.14 

1976 

0.03 

0.02 

0.02 

0.02 

0.01 

0.63 

76.68 

46.09 

14.92 

0.10 

5.31 

1.00 

144.83 

1977 

0.04 

0.03 

0.02 

0.02 

0.02 

3.78 

93.23 

33.54 

24.13 

0.17 

0.06 

0.04 

155.08 

1978 

0.03 

0.03 

0.02 

0.02 

0.02 

0.02 

32.81 

36.35 

12.43 

0.08 

0.04 

0.03 

81.88 

1979 

0.02 

0.02 

0.02 

0.01 

0.01 

0.02 

0.04 

26.89 

0.16 

0.04 

6.88 

1.20 

35.31 

1980 

0.03 

0.02 

0.01 

0.01 

0.01 

0.08 

12.28 

14.50 

8.39 

0.05 

0.02 

0.02 

35.42 

1981 

0.02 

0.01 

0.01 

0.01 

0.01 

0.01 

2.10 

48.99 

0.87 

0.24 

0.03 

0.02 

52.32 

1982 

0.02 

0.01 

0.01 

0.01 

0.01 

7.26 

15.12 

14.36 

0.24 

0.04 

9.20 

0.06 

46.34 

1983 

0.02 

0.01 

0.01 

0.01 

0.01 

0.01 

5.85 

49.25 

0.98 

5.33 

0.06 

0.03 

61.57 

1984 

0.02 

0.02 

0.01 

0.01 

0.01 

0.01 

18.39 

86.75 

4.78 

0.18 

0.05 

0.03 

110.26 

1985 

0.02 

0.02 

0.02 

0.02 

0.01 

0.01 

6.16 

28.06 

0.08 

6.73 

0.05 

0.03 

41.21 

1986 

0.02 

0.01 

0.01 

0.01 

0.01 

0.03 

38.49 

38.35 

0.37 

0.06 

0.03 

0.02 

77.41 

1987 

0.02 

0.02 

0.01 

0.01 

0.01 

0.01 

0.02 

80.79 

30.32 

0.13 

0.05 

0.04 

111.43 

1988 

0.03 

0.02 

0.02 

0.01 

0.01 

0.02 

50.17 

103.51 

0.55 

0.09 

0.05 

0.04 

154.52 

1989 

0.03 

0.02 

0.02 

0.02 

0.02 

0.06 

25.76 

26.07 

5.05 

0.13 

0.04 

0.03 

57.25 

1990 

0.02 

0.02 

0.02 

0.01 

0.01 

0.04 

45.77 

45.94 

22.81 

0.91 

0.06 

0.04 

115.65 

1991 

0.03 

0.02 

0.02 

0.02 

0.01 

0.01 

36.73 

40.41 

1.61 

0.06 

0.04 

0.03 

78.99 

1992 

0.02 

0.02 

0.02 

0.01 

0.01 

0.01 

10.61 

60.53 

16.93 

0.12 

0.15 

0.04 

88.47 

1993 

0.03 

0.02 

0.02 

0.02 

0.01 

0.05 

79.70 

0.89 

0.08 

0.05 

0.03 

0.03 

80.93 

1994 

0.02 

0.02 

0.02 

0.01 

0.01 

0.02 

27.92 

58.42 

46.71 

0.27 

0.07 

0.04 

133.53 

1995 

0.03 

0.02 

0.02 

0.02 

0.02 

0.02 

22.88 

30.08 

27.83 

0.11 

0.05 

0.04 

81.12 

1996 

0.04 

0.02 

0.02 

0.02 

0.01 

0.02 

24.56 

38.31 

17.15 

0.46 

0.13 

0.03 

80.77 

1997 

0.02 

0.02 

0.02 

0.02 

0.01 

25.90 

43.38 

38.39 

4.53 

0.08 

0.04 

0.03 

112.44 

1998 

0.02 

0.02 

0.02 

0.01 

0.02 

0.01 

18.29 

6.53 

51.76 

1.26 

0.07 

0.04 

78.05 

1999 

0.02 

0.02 

0.02 

0.01 

0.01 

7.94 

28.34 

3.33 

0.06 

0.05 

0.02 

0.02 

39.84 

2000 

0.01 

0.01 

0.01 

0.01 

0.01 

0.01 

12.73 

5.84 

0.10 

0.03 

0.02 

0.01 

18.79 

2001 

0.01 

0.01 

0.01 

0.01 

0.01 

0.03 

36.30 

21.08 

0.11 

0.04 

0.02 

0.02 

57.65 

2002 

0.01 

0.01 

0.01 

0.01 

0.01 

0.01 

0.02 

0.03 

1.29 

0.03 

0.01 

0.01 

1.45 

2003 

0.01 

0.01 

0.01 

0.01 

0.01 

0.02 

26.28 

28.92 

7.28 

0.26 

0.03 

0.02 

62.86 

2004 

0.02 

0.01 

0.01 

0.01 

0.01 

0.02 

0.03 

57.69 

1.05 

0.17 

0.04 

0.03 

59.09 

2005 

0.02 

0.01 

0.01 

0.01 

0.01 

0.02 

3.70 

16.05 

19.77 

0.72 

0.04 

0.02 

40.38 

2006 

0.02 

0.01 

0.01 

0.01 

0.01 

0.53 

37.68 

155.17 

31.20 

0.24 

0.08 

0.05 

225.01 

2007 

0.04 

0.03 

0.03 

0.02 

0.02 

0.03 

54.97 

28.83 

10.08 

0.33 

0.05 

0.03 

94.46 

2008 

0.03 

0.02 

0.02 

0.02 

0.01 

0.02 

0.16 

13.99 

0.32 

0.04 

0.02 

0.02 

14.67 

2009 

0.01 

0.01 

0.01 

0.01 

0.01 

0.01 

23.89 

36.70 

27.80 

0.10 

0.05 

0.03 

88.63 

2010 

0.02 

0.02 

0.01 

0.01 

0.01 

0.01 

0.06 

21.65 

10.87 

0.06 

0.04 

0.03 

32.79 

% yield 

0.03 

0.02 

0.02 

0.02 

0.01 

1.55 

31.72 

46.38 

18.74 

0.64 

0.76 

0.11 


Mean 

0.02 

0.02 

0.02 

0.01 

0.01 

1.24 

25.30 

37.00 

14.95 

0.51 

0.61 

0.09 

79.78 
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Table A2-3: Simulated Virgin Water Yields for Jakham Sub-basin, Mm 3 


Year 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual 

1973 

0.07 

0.01 

0.00 

0.00 

0.00 

4.78 

508.32 

476.76 

1 , 367.07 

7.99 

1.56 

0.78 

2 , 367.34 

1974 

0.41 

0.22 

0.16 

0.09 

0.12 

0.31 

150.13 

506.89 

31.82 

79.05 

1.60 

0.38 

771.18 

1975 

0.19 

0.10 

0.08 

0.04 

0.02 

3.35 

218.33 

288.24 

115.42 

26.96 

0.58 

0.27 

653.58 

1976 

0.18 

0.17 

0.09 

0.03 

0.01 

29.93 

130.91 

604.90 

350.94 

2.92 

144.86 

29.80 

1 , 294.74 

1977 

0.58 

0.27 

0.17 

0.10 

0.07 

5.77 

304.96 

361.91 

314.52 

3.63 

0.66 

0.37 

993.01 

1978 

0.21 

0.11 

0.09 

0.06 

0.03 

0.92 

281.89 

435.59 

137.41 

1.56 

0.64 

0.40 

858.91 

1979 

0.22 

0.19 

0.16 

0.10 

0.06 

0.59 

60.99 

331.13 

2.68 

0.49 

78.36 

27.24 

502.21 

1980 

0.37 

0.16 

0.10 

0.06 

0.02 

235.96 

216.73 

133.69 

136.79 

1.14 

0.37 

0.25 

725.64 

1981 

0.21 

0.11 

0.09 

0.03 

0.04 

43.70 

179.06 

265.48 

30.91 

2.59 

38.51 

0.46 

561.19 

1982 

0.21 

0.13 

0.10 

0.09 

0.13 

0.95 

27.06 

326.15 

34.22 

0.76 

46.18 

0.60 

436.58 

1983 

0.21 

0.10 

0.09 

0.03 

0.02 

2.00 

165.12 

356.37 

152.74 

50.33 

0.65 

0.31 

727.97 

1984 

0.17 

0.10 

0.08 

0.04 

0.05 

0.13 

65.55 

685.88 

109.02 

4.07 

0.62 

0.31 

866.02 

1985 

0.19 

0.10 

0.07 

0.05 

0.03 

0.06 

1.74 

613.55 

9.11 

49.44 

0.90 

0.32 

675.56 

1986 

0.17 

0.10 

0.09 

0.03 

0.02 

1.68 

417.63 

465.07 

7.01 

0.89 

0.40 

0.23 

893.32 

1987 

0.14 

0.10 

0.06 

0.03 

0.02 

36.68 

14.79 

356.72 

207.27 

1.47 

0.48 

0.36 

618.12 

1988 

0.18 

0.10 

0.09 

0.03 

0.02 

0.81 

171.89 

427.92 

95.25 

11.14 

0.57 

0.27 

708.27 

1989 

0.17 

0.10 

0.08 

0.03 

0.02 

4.19 

49.44 

477.17 

187.14 

1.49 

0.52 

0.28 

720.63 

1990 

0.16 

0.10 

0.11 

0.04 

0.26 

2.85 

334.35 

375.17 

306.10 

15.68 

0.76 

0.41 

1 , 035.99 

1991 

0.23 

0.12 

0.09 

0.10 

0.08 

0.32 

243.52 

545.36 

153.38 

1.33 

0.52 

0.29 

945.34 

1992 

0.17 

0.10 

0.07 

0.03 

0.03 

0.10 

142.97 

307.05 

77.83 

3.09 

0.42 

0.25 

532.11 

1993 

0.13 

0.08 

0.07 

0.09 

0.03 

28.58 

692.92 

79.37 

31.79 

1.79 

0.42 

0.23 

835.50 

1994 

0.16 

0.10 

0.06 

0.07 

0.07 

111.95 

448.26 

413.98 

330.50 

4.53 

0.74 

0.41 

1 , 310.83 

1995 

0.61 

0.21 

0.11 

0.09 

0.04 

0.12 

110.64 

69.11 

101.58 

0.85 

0.28 

0.17 

283.81 

1996 

0.09 

0.06 

0.04 

0.02 

0.02 

0.17 

275.37 

410.19 

372.97 

5.34 

0.77 

0.40 

1 , 065.44 

1997 

0.22 

0.11 

0.09 

0.13 

0.11 

0.12 

69.80 

354.41 

195.62 

6.37 

0.61 

0.37 

627.96 

1998 

0.19 

0.11 

0.06 

0.04 

0.10 

0.39 

61.56 

175.14 

48.39 

70.11 

2.95 

0.34 

359.38 

1999 

0.16 

0.11 

0.09 

0.03 

0.01 

9.92 

142.09 

158.31 

37.70 

15.06 

0.36 

0.19 

364.03 

2000 

0.10 

0.06 

0.02 

0.01 

0.26 

0.16 

280.58 

17.63 

0.75 

0.31 

0.16 

0.09 

300.13 

2001 

0.06 

0.00 

0.00 

0.00 

0.00 

32.27 

539.62 

117.20 

1.93 

0.52 

0.24 

0.13 

691.97 

2002 

0.10 

0.06 

0.02 

0.01 

0.00 

5.28 

6.71 

77.93 

103.66 

0.88 

0.27 

0.15 

195.07 

2003 

0.09 

0.36 

0.21 

0.09 

0.03 

5.81 

69.70 

194.59 

168.99 

16.98 

0.53 

0.24 

457.62 

2004 

0.15 

0.08 

0.05 

0.01 

0.00 

6.63 

25.28 

945.70 

38.50 

9.29 

0.69 

0.35 

1 , 026.73 

2005 

0.20 

0.10 

0.07 

0.07 

0.07 

0.15 

184.03 

297.40 

201.98 

17.14 

0.65 

0.32 

702.18 

2006 

0.19 

0.10 

0.09 

0.04 

0.02 

14.39 

185.72 

1 , 365.56 

121.19 

4.22 

0.90 

0.49 

1692.91 

2007 

0.29 

0.15 

0.12 

0.08 

0.04 

0.13 

175.94 

255.96 

83.10 

1.19 

0.36 

0.21 

517.57 

2008 

0.11 

0.08 

0.05 

0.03 

0.03 

7.40 

246.36 

296.77 

38.85 

1.64 

0.43 

0.26 

592.01 

2009 

0.15 

0.09 

0.06 

0.02 

0.02 

0.10 

281.94 

120.08 

208.32 

3.56 

0.48 

0.25 

615.07 

2010 

0.14 

0.10 

0.06 

0.03 

0.02 

0.08 

22.73 

207.06 

292.10 

3.22 

1.01 

0.40 

526.95 

% yield 

0.03 

0.02 

0.01 

0.01 

0.01 

2.06 

25.83 

47.83 

21.36 

1.48 

1.14 

0.24 


Mean 

0.20 

0.12 

0.08 

0.05 

0.05 

15.76 

197.49 

365.72 

163.28 

11.29 

8.71 

1.80 

764.55 
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Table A2-4: Simulated Virgin Water Yields for Mahi Sub-basin, Mm 3 


Year 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual 

1973 

0.48 

0.32 

0.30 

0.22 

0.24 

3.85 

877.63 

1 , 132.63 

2 , 911.25 

42.73 

3.02 

1.91 

4 , 974.58 

1974 

1.30 

0.89 

0.77 

0.61 

0.63 

1.07 

327.68 

753.23 

52.18 

243.10 

3.66 

0.99 

1 , 386.11 

1975 

0.68 

0.47 

0.42 

0.32 

0.28 

6.81 

392.05 

1 , 129.08 

1 , 069.96 

36.38 

3.54 

1.21 

2 , 641.20 

1976 

0.83 

0.62 

0.54 

0.39 

0.37 

134.47 

257.76 

1 , 542.40 

698.40 

3.60 

139.78 

33.55 

2 , 812.71 

1977 

1.14 

0.72 

0.61 

0.49 

0.53 

162.32 

1 , 060.48 

820.87 

1 , 056.44 

6.35 

1.93 

1.37 

3 , 113.25 

1978 

0.96 

0.70 

0.59 

0.49 

0.42 

1.27 

764.29 

1 , 468.86 

522.97 

8.18 

2.56 

1.36 

2 , 772.65 

1979 

0.90 

0.67 

0.61 

0.46 

0.40 

36.22 

61.71 

831.68 

8.35 

1.31 

68.07 

19.16 

1 , 029.54 

1980 

0.71 

0.44 

0.36 

0.29 

0.24 

144.84 

320.90 

474.96 

323.53 

1.60 

0.89 

0.73 

1 , 269.49 

1981 

0.60 

0.40 

0.34 

0.26 

0.23 

66.14 

478.14 

1 , 033.56 

138.54 

39.58 

59.01 

0.96 

1 , 817.76 

1982 

0.65 

0.47 

0.39 

0.34 

0.48 

7.56 

245.76 

836.12 

63.21 

1.53 

98.75 

1.23 

1 , 256.49 

1983 

0.60 

0.41 

0.35 

0.31 

0.24 

12.90 

461.25 

962.75 

109.19 

89.99 

1.50 

0.84 

1 , 640.33 

1984 

0.61 

0.41 

0.37 

0.27 

0.25 

0.57 

201.73 

2 , 562.43 

146.63 

4.02 

1.50 

1.02 

2 , 919.81 

1985 

0.74 

0.52 

0.48 

0.40 

0.33 

0.30 

3.10 

386.16 

83.01 

298.71 

1.66 

0.71 

776.12 

1986 

0.46 

0.33 

0.27 

0.20 

0.19 

1.95 

1 , 038.85 

1 , 201.91 

11.04 

1.73 

1.05 

0.78 

2 , 258.76 

1987 

0.64 

0.39 

0.37 

0.32 

0.31 

2.40 

4.74 

1 , 444.97 

663.25 

35.26 

2.38 

1.07 

2 , 156.10 

1988 

0.72 

0.48 

0.41 

0.31 

0.29 

0.46 

242.81 

1 , 396.95 

173.59 

80.44 

1.29 

0.84 

1 , 898.59 

1989 

0.63 

0.43 

0.40 

0.32 

0.25 

24.66 

99.59 

710.77 

284.89 

9.27 

0.98 

0.68 

1 , 132.87 

1990 

0.46 

0.33 

0.31 

0.25 

0.29 

6.63 

950.70 

1 , 157.55 

855.81 

40.45 

3.18 

1.36 

3 , 017.32 

1991 

0.91 

0.61 

0.54 

0.47 

0.38 

0.42 

793.30 

1 , 518.80 

78.64 

2.09 

1.26 

0.90 

2 , 398.32 

1992 

0.65 

0.51 

0.43 

0.35 

0.32 

0.49 

56.37 

437.58 

546.31 

102.95 

4.93 

1.02 

1 , 151.91 

1993 

0.61 

0.42 

0.40 

0.32 

0.23 

27.40 

1 , 580.30 

281.72 

68.85 

18.50 

1.07 

0.76 

1 , 980.58 

1994 

0.69 

0.44 

0.41 

0.32 

0.29 

121.63 

1 , 284.07 

1 , 872.87 

1 , 053.00 

6.42 

2.11 

1.45 

4 , 343.70 

1995 

1.30 

0.81 

0.72 

0.57 

0.47 

0.63 

628.91 

512.72 

553.65 

2.79 

1.29 

0.91 

1 , 704.77 

1996 

0.81 

0.54 

0.43 

0.36 

0.27 

0.54 

634.97 

1 , 428.24 

844.05 

16.16 

2.08 

1.24 

2 , 929.69 

1997 

0.90 

0.64 

0.53 

0.55 

0.47 

18.66 

591.90 

1 , 423.96 

308.26 

5.53 

1.42 

1.10 

2 , 353.92 

1998 

0.75 

0.52 

0.46 

0.38 

0.35 

8.31 

533.47 

368.04 

842.13 

141.47 

3.26 

1.09 

1 , 900.23 

1999 

0.74 

0.52 

0.46 

0.37 

0.30 

162.77 

439.23 

220.35 

113.37 

27.25 

1.28 

0.57 

967.21 

2000 

0.41 

0.31 

0.25 

0.20 

0.38 

0.44 

354.90 

168.72 

9.16 

0.81 

0.47 

0.33 

536.38 

2001 

0.24 

0.18 

0.17 

0.16 

0.14 

97.88 

685.94 

406.98 

4.17 

1.06 

0.67 

0.47 

1 , 198.06 

2002 

0.35 

0.27 

0.24 

0.17 

0.15 

18.04 

54.50 

234.28 

374.08 

2.38 

0.70 

0.48 

685.64 

2003 

0.36 

0.40 

0.35 

0.22 

0.18 

49.12 

459.55 

739.71 

315.48 

36.57 

1.19 

0.80 

1 , 603.93 

2004 

0.58 

0.41 

0.36 

0.27 

0.29 

14.83 

39.85 

2 , 273.99 

104.14 

35.36 

1.53 

1.00 

2 , 472.61 

2005 

0.71 

0.50 

0.43 

0.33 

0.33 

0.57 

527.47 

740.40 

470.49 

17.09 

1.28 

0.84 

1 , 760.44 

2006 

0.57 

0.42 

0.38 

0.30 

0.27 

6.06 

1 , 042.78 

3 , 432.15 

867.79 

19.14 

2.58 

1.72 

5 , 374.16 

2007 

1.22 

0.85 

0.78 

0.61 

0.55 

0.78 

1 , 478.72 

1 , 180.29 

441.76 

96.47 

34.96 

1.30 

3 , 238.29 

2008 

0.94 

0.73 

0.60 

0.50 

0.43 

4.62 

159.45 

492.00 

185.28 

6.09 

1.75 

0.72 

853.11 

2009 

0.48 

0.36 

0.31 

0.26 

0.22 

6.30 

623.09 

698.61 

675.43 

37.94 

1.39 

0.92 

2 , 045.31 

2010 

0.65 

0.45 

0.39 

0.33 

0.25 

0.59 

101.68 

803.63 

345.55 

2.58 

4.05 

0.81 

1 , 260.96 

% yield 

0.03 

0.02 

0.02 

0.02 

0.02 

1.45 

24.94 

49.08 

21.82 

1.91 

0.58 

0.11 


Mean 

0.71 

0.50 

0.44 

0.35 

0.32 

30.38 

522.62 

1 , 028.47 

457.21 

40.08 

12.21 

2.32 

2 , 095.60 
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Table A2-5: Simulated Virgin Water Yields for Moran Sub-basin, Mm 3 


Year 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual 

1973 

0.04 

0.02 

0.02 

0.01 

0.01 

0.04 

17.82 

84.21 

249.74 

1.16 

0.41 

0.23 

353.71 

1974 

0.13 

0.07 

0.05 

0.03 

0.03 

0.04 

0.09 

7.46 

0.48 

0.11 

0.06 

0.03 

8.58 

1975 

0.02 

0.01 

0.01 

0.01 

0.00 

0.96 

96.99 

55.61 

145.41 

1.07 

0.33 

0.18 

300.60 

1976 

0.10 

0.06 

0.04 

0.02 

0.02 

2.12 

178.44 

111.10 

36.77 

0.48 

10.73 

2.29 

342.17 

1977 

0.14 

0.08 

0.05 

0.03 

0.02 

7.13 

219.75 

81.14 

58.82 

0.68 

0.29 

0.17 

368.30 

1978 

0.10 

0.05 

0.04 

0.02 

0.02 

0.02 

75.36 

84.78 

31.29 

0.36 

0.18 

0.11 

192.33 

1979 

0.06 

0.04 

0.02 

0.02 

0.01 

0.02 

0.09 

63.27 

0.48 

0.15 

13.94 

2.99 

81.09 

1980 

0.11 

0.05 

0.03 

0.02 

0.01 

0.31 

25.56 

34.63 

20.40 

0.20 

0.10 

0.07 

81.49 

1981 

0.05 

0.03 

0.02 

0.01 

0.01 

0.01 

5.40 

113.96 

1.55 

0.34 

0.15 

0.09 

121.62 

1982 

0.05 

0.03 

0.02 

0.02 

0.03 

13.85 

35.46 

34.43 

0.66 

0.16 

19.31 

0.19 

104.21 

1983 

0.08 

0.04 

0.03 

0.02 

0.01 

0.02 

11.96 

117.58 

1.55 

12.62 

0.23 

0.12 

144.26 

1984 

0.07 

0.04 

0.02 

0.02 

0.01 

0.01 

40.24 

207.35 

12.00 

0.69 

0.23 

0.13 

260.81 

1985 

0.08 

0.04 

0.03 

0.02 

0.01 

0.01 

11.29 

66.89 

0.29 

15.00 

0.18 

0.09 

93.93 

1986 

0.05 

0.03 

0.02 

0.01 

0.01 

0.12 

88.20 

92.96 

1.11 

0.29 

0.15 

0.09 

183.04 

1987 

0.07 

0.04 

0.03 

0.02 

0.01 

0.02 

0.03 

186.67 

75.98 

0.58 

0.28 

0.17 

263.90 

1988 

0.10 

0.06 

0.04 

0.02 

0.02 

0.04 

115.79 

250.04 

1.68 

0.47 

0.24 

0.14 

368.64 

1989 

0.08 

0.05 

0.03 

0.02 

0.02 

0.44 

58.33 

62.62 

12.06 

0.38 

0.14 

0.08 

134.25 

1990 

0.05 

0.03 

0.02 

0.01 

0.01 

0.06 

106.42 

108.94 

54.73 

2.58 

0.27 

0.15 

273.27 

1991 

0.09 

0.05 

0.03 

0.02 

0.01 

0.01 

81.55 

99.95 

4.08 

0.28 

0.15 

0.09 

186.31 

1992 

0.05 

0.03 

0.02 

0.01 

0.01 

0.02 

22.69 

145.14 

40.89 

0.46 

0.24 

0.16 

209.72 

1993 

0.09 

0.05 

0.03 

0.02 

0.01 

0.42 

187.49 

2.36 

0.37 

0.21 

0.12 

0.07 

191.24 

1994 

0.05 

0.03 

0.02 

0.01 

0.01 

0.03 

63.69 

139.46 

111.91 

0.94 

0.32 

0.18 

316.65 

1995 

0.11 

0.06 

0.04 

0.03 

0.02 

0.02 

50.30 

70.07 

69.11 

0.43 

0.22 

0.13 

190.54 

1996 

0.11 

0.06 

0.04 

0.02 

0.02 

0.03 

54.39 

92.00 

42.63 

0.50 

0.25 

0.13 

190.18 

1997 

0.08 

0.04 

0.03 

0.03 

0.02 

57.31 

102.33 

92.40 

11.74 

0.36 

0.19 

0.11 

264.64 

1998 

0.06 

0.04 

0.03 

0.02 

0.02 

0.01 

39.38 

15.46 

123.35 

2.19 

0.29 

0.16 

181.01 

1999 

0.09 

0.05 

0.03 

0.02 

0.01 

15.03 

67.18 

8.24 

0.25 

0.17 

0.09 

0.05 

91.21 

2000 

0.03 

0.02 

0.01 

0.01 

0.01 

0.01 

27.10 

14.54 

0.31 

0.11 

0.06 

0.03 

42.24 

2001 

0.02 

0.01 

0.01 

0.01 

0.00 

0.05 

84.39 

50.84 

0.43 

0.20 

0.10 

0.06 

136.12 

2002 

0.04 

0.02 

0.02 

0.01 

0.01 

0.03 

0.04 

0.07 

4.26 

0.10 

0.05 

0.03 

4.68 

2003 

0.02 

0.02 

0.02 

0.01 

0.01 

0.04 

58.00 

70.21 

17.84 

0.80 

0.16 

0.09 

147.22 

2004 

0.05 

0.03 

0.02 

0.01 

0.01 

0.04 

0.07 

135.12 

1.75 

0.41 

0.17 

0.10 

137.78 

2005 

0.06 

0.03 

0.02 

0.01 

0.01 

0.04 

7.04 

35.58 

47.10 

1.87 

0.17 

0.10 

92.03 

2006 

0.05 

0.03 

0.02 

0.01 

0.01 

0.63 

87.86 

370.26 

73.77 

0.99 

0.43 

0.25 

534.31 

2007 

0.14 

0.08 

0.06 

0.04 

0.03 

0.05 

127.82 

68.52 

25.03 

0.96 

0.21 

0.12 

223.06 

2008 

0.07 

0.04 

0.03 

0.02 

0.01 

0.02 

0.38 

30.52 

0.26 

0.15 

0.08 

0.04 

31.62 

2009 

0.03 

0.01 

0.01 

0.01 

0.01 

0.01 

53.53 

83.31 

71.31 

0.43 

0.22 

0.13 

209.01 

2010 

0.07 

0.04 

0.03 

0.02 

0.01 

0.02 

0.12 

48.84 

26.85 

0.25 

0.14 

0.10 

76.49 

% yield 

0.04 

0.02 

0.01 

0.01 

0.01 

1.39 

30.88 

46.78 

19.32 

0.69 

0.71 

0.13 


Mean 

0.07 

0.04 

0.03 

0.02 

0.01 

2.61 

57.96 

87.80 

36.27 

1.29 

1.34 

0.25 

187.69 
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Table A2-6: Simulated Virgin Water Yields for Som Sub-basin, Mm 3 


Year 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual 

1973 

0.21 

0.12 

0.04 

0.00 

0.26 

7.27 

417.01 

646.77 

2 , 103.20 

11.13 

2.97 

1.63 

3 , 190.61 

1974 

0.90 

0.51 

0.33 

0.24 

1.23 

1.59 

94.87 

464.20 

22.65 

24.26 

0.99 

0.46 

612.23 

1975 

0.28 

0.18 

0.07 

0.03 

0.04 

9.17 

294.49 

611.84 

452.96 

71.41 

4.44 

0.97 

1 , 445.88 

1976 

0.61 

0.99 

0.25 

0.17 

0.09 

4.04 

226.54 

717.04 

523.40 

4.23 

124.39 

21.70 

1 , 623.45 

1977 

1.05 

0.63 

0.40 

0.20 

0.77 

15.75 

559.96 

377.90 

528.69 

3.61 

1.34 

0.73 

1 , 491.03 

1978 

0.43 

0.26 

0.20 

0.36 

0.30 

15.08 

445.77 

607.04 

317.43 

13.77 

1.94 

0.87 

1 , 403.45 

1979 

0.48 

0.61 

0.30 

0.13 

0.16 

3.52 

76.03 

305.07 

38.63 

55.23 

130.26 

27.11 

637.53 

1980 

0.75 

0.36 

0.22 

0.16 

0.08 

148.15 

345.22 

383.37 

100.93 

1.59 

0.72 

1.37 

982.92 

1981 

0.75 

0.24 

0.16 

0.08 

0.06 

13.84 

169.36 

543.72 

88.80 

25.35 

11.35 

0.80 

854.51 

1982 

0.42 

0.36 

0.17 

0.65 

21.73 

1.62 

108.91 

321.54 

22.06 

1.38 

130.35 

1.47 

610.66 

1983 

0.56 

0.25 

0.17 

0.16 

0.11 

39.18 

747.21 

736.79 

162.55 

197.48 

2.52 

1.08 

1 , 888.06 

1984 

0.58 

0.32 

0.23 

0.17 

0.07 

7.07 

500.34 

1 , 026.09 

124.53 

7.16 

1.40 

0.78 

1 , 668.74 

1985 

0.45 

0.27 

0.18 

0.14 

0.08 

1.65 

18.98 

674.62 

18.33 

105.04 

1.48 

0.67 

821.89 

1986 

0.35 

0.20 

0.20 

0.10 

0.28 

3.47 

307.11 

435.12 

4.51 

1.53 

0.62 

0.35 

753.84 

1987 

0.37 

0.16 

0.08 

0.03 

0.10 

81.55 

3.70 

307.90 

168.99 

1.46 

0.64 

1.82 

566.80 

1988 

0.36 

0.18 

0.09 

0.06 

0.04 

2.47 

78.97 

761.87 

80.91 

23.65 

1.01 

0.55 

950.16 

1989 

0.45 

0.21 

0.15 

0.05 

0.02 

11.42 

228.96 

919.19 

283.75 

3.26 

1.35 

0.78 

1 , 449.59 

1990 

0.44 

0.30 

0.65 

0.18 

0.96 

4.50 

342.24 

708.92 

339.02 

35.36 

1.59 

0.85 

1 , 435.01 

1991 

0.47 

0.25 

0.17 

0.19 

0.07 

0.61 

674.07 

529.94 

38.62 

1.61 

0.87 

0.48 

1 , 247.35 

1992 

0.27 

0.18 

0.14 

0.03 

0.06 

0.83 

223.60 

804.67 

391.08 

4.17 

1.43 

0.77 

1 , 427.23 

1993 

0.43 

0.38 

0.44 

0.15 

0.08 

8.49 

945.43 

29.04 

19.24 

9.07 

1.04 

0.44 

1 , 014.23 

1994 

0.53 

0.19 

0.12 

0.12 

0.35 

78.41 

573.23 

895.70 

783.68 

7.40 

1.92 

1.06 

2 , 342.71 

1995 

1.71 

0.46 

0.27 

0.17 

0.11 

0.67 

164.38 

95.29 

163.20 

1.59 

0.60 

0.36 

428.81 

1996 

0.24 

0.14 

0.06 

0.02 

0.22 

2.45 

168.17 

425.38 

552.18 

15.87 

1.35 

0.73 

1 , 166.81 

1997 

0.39 

0.23 

0.19 

0.21 

0.29 

20.82 

89.81 

431.46 

319.86 

8.77 

1.45 

0.92 

874.40 

1998 

0.40 

0.19 

0.17 

0.32 

0.06 

2.75 

162.04 

110.65 

471.75 

104.64 

3.32 

0.94 

857.23 

1999 

0.50 

0.42 

0.24 

0.13 

0.77 

54.18 

158.46 

46.60 

14.63 

5.07 

0.49 

0.28 

281.77 

2000 

0.16 

0.06 

0.00 

0.00 

0.36 

1.91 

224.01 

36.95 

2.84 

0.77 

0.36 

0.20 

267.62 

2001 

0.11 

0.02 

0.00 

0.02 

0.01 

65.86 

531.95 

306.36 

4.16 

1.61 

0.65 

0.38 

911.13 

2002 

0.21 

0.14 

0.12 

0.08 

0.02 

16.22 

38.75 

111.42 

159.09 

1.74 

0.77 

0.36 

328.92 

2003 

0.21 

1.28 

0.56 

0.15 

0.07 

1.91 

258.17 

412.10 

172.74 

5.86 

0.99 

0.54 

854.58 

2004 

0.31 

0.18 

0.14 

0.03 

0.61 

6.00 

10.44 

1 , 096.35 

23.60 

8.03 

1.14 

0.61 

1 , 147.44 

2005 

0.35 

0.20 

0.14 

0.11 

1.35 

3.32 

199.45 

612.03 

300.37 

19.98 

1.46 

0.78 

1 , 139.54 

2006 

0.42 

0.23 

0.17 

0.10 

0.07 

16.71 

285.27 

2 , 359.20 

371.77 

11.24 

2.51 

1.38 

3 , 049.07 

2007 

0.81 

0.79 

0.45 

0.21 

0.33 

8.50 

233.75 

350.09 

160.38 

8.47 

17.45 

2.16 

783.39 

2008 

0.34 

0.21 

0.11 

0.13 

0.09 

2.63 

126.15 

414.18 

187.49 

3.34 

1.00 

0.57 

736.24 

2009 

27.62 

0.29 

0.28 

0.15 

0.10 

7.93 

398.23 

258.81 

236.25 

3.05 

1.12 

0.57 

934.40 

2010 

0.34 

0.20 

0.14 

0.07 

0.03 

1.82 

150.05 

527.42 

315.18 

3.04 

3.66 

1.47 

1 , 003.42 

% yield 

0.10 

0.03 

0.02 

0.01 

0.07 

1.56 

24.50 

47.25 

23.32 

1.88 

1.07 

0.18 


Mean 

1.19 

0.32 

0.21 

0.14 

0.83 

17.72 

278.45 

536.91 

264.99 

21.37 

12.18 

2.08 

1 , 136.39 
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Table A2-7: Simulated Virgin Water Yields for Mahi Basin, Mm 3 


Year 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual 

1973 

0.88 

0.54 

0.41 

0.28 

0.55 

16.06 

2 , 033.52 

2 , 667.39 

7 , 341.83 

100.40 

8.89 

5.04 

12 , 175.79 

1974 

3.05 

1.88 

1.48 

1.10 

2.17 

3.19 

642.71 

1 , 767.01 

109.75 

430.71 

6.93 

2.07 

2 , 972.05 

1975 

1.30 

0.85 

0.66 

0.47 

0.39 

20.62 

1 , 113.38 

2 , 261.24 

2 , 011.64 

142.95 

9.31 

2.87 

5 , 565.68 

1976 

1.87 

1.94 

1.01 

0.69 

0.56 

229.66 

952.67 

3 , 441.59 

1 , 779.34 

12.34 

443.46 

91.46 

6 , 956.59 

1977 

3.17 

1.87 

1.35 

0.92 

1.49 

251.45 

2 , 511.08 

1 , 882.32 

2 , 226.17 

16.05 

4.75 

2.99 

6 , 903.61 

1978 

1.91 

1.28 

1.06 

1.03 

0.87 

17.52 

1 , 765.35 

2 , 976.99 

1 , 185.21 

24.87 

5.78 

3.03 

5 , 984.90 

1979 

1.85 

1.64 

1.21 

0.80 

0.71 

40.71 

201.61 

1 , 741.19 

81.12 

58.54 

312.22 

81.79 

2 , 523.39 

1980 

2.13 

1.11 

0.79 

0.60 

0.42 

587.29 

966.69 

1 , 189.35 

675.86 

5.07 

2.33 

2.60 

3 , 434.24 

1981 

1.75 

0.86 

0.69 

0.45 

0.39 

131.93 

1 , 014.31 

2 , 250.90 

280.10 

76.80 

120.37 

2.53 

3 , 881.08 

1982 

1.48 

1.10 

0.76 

1.17 

22.56 

36.48 

595.99 

1 , 681.03 

122.32 

4.22 

337.29 

3.87 

2 , 808.27 

1983 

1.62 

0.89 

0.72 

0.60 

0.44 

54.84 

1 , 504.85 

2 , 468.73 

460.15 

365.61 

5.29 

2.57 

4 , 866.31 

1984 

1.57 

0.97 

0.78 

0.58 

0.43 

7.83 

893.77 

5 , 070.78 

404.46 

16.72 

4.09 

2.45 

6 , 404.43 

1985 

1.60 

1.03 

0.86 

0.70 

0.51 

2.07 

42.21 

1 , 801.86 

185.12 

560.10 

4.68 

2.01 

2 , 602.75 

1986 

1.15 

0.74 

0.65 

0.40 

0.54 

7.33 

2 , 108.19 

2 , 512.77 

26.32 

4.97 

2.49 

1.61 

4 , 667.16 

1987 

1.35 

0.79 

0.63 

0.48 

0.50 

120.76 

23.41 

2 , 562.68 

1 , 238.88 

59.42 

4.56 

3.64 

4 , 017.10 

1988 

1.50 

0.92 

0.72 

0.48 

0.41 

3.87 

784.89 

3 , 210.76 

400.76 

136.43 

3.50 

2.03 

4 , 546.27 

1989 

1.48 

0.89 

0.75 

0.51 

0.38 

46.09 

474.98 

2 , 279.15 

838.24 

18.75 

3.24 

1.97 

3 , 666.43 

1990 

1.21 

0.85 

1.16 

0.53 

1.58 

14.66 

1 , 862.16 

2 , 560.03 

1 , 683.41 

104.54 

6.21 

3.03 

6 , 239.37 

1991 

1.86 

1.14 

0.93 

0.87 

0.59 

1.44 

1 , 956.79 

2 , 937.61 

287.52 

5.72 

3.01 

1.90 

5 , 199.38 

1992 

1.25 

0.91 

0.73 

0.47 

0.47 

1.50 

456.38 

1 , 810.71 

1 , 217.24 

120.57 

7.48 

2.39 

3 , 620.10 

1993 

1.39 

1.02 

1.02 

0.63 

0.39 

67.94 

3 , 820.56 

421.02 

126.70 

32.02 

2.88 

1.67 

4 , 477.24 

1994 

1.56 

0.86 

0.70 

0.57 

0.76 

321.27 

2 , 823.79 

3 , 750.58 

2 , 615.18 

21.36 

5.77 

3.48 

9 , 545.88 

1995 

4.04 

1.74 

1.31 

0.99 

0.75 

1.54 

1 , 045.41 

856.39 

1 , 022.40 

6.30 

2.69 

1.77 

2 , 945.33 

1996 

1.43 

0.91 

0.67 

0.51 

0.58 

3.33 

1 , 341.98 

2 , 775.23 

2 , 142.27 

40.29 

5.14 

2.85 

6 , 315.19 

1997 

1.81 

1.17 

0.97 

1.05 

1.00 

134.20 

1 , 140.67 

2 , 616.95 

899.02 

21.93 

4.05 

2.76 

4 , 825.58 

1998 

1.57 

0.98 

0.84 

0.85 

0.63 

11.58 

891.89 

741.90 

1 , 983.26 

341.79 

10.63 

2.90 

3 , 988.82 

1999 

1.71 

1.24 

0.94 

0.64 

1.18 

368.53 

904.75 

460.29 

206.13 

61.43 

2.47 

1.25 

2 , 010.56 

2000 

0.79 

0.52 

0.35 

0.28 

2.25 

2.75 

977.68 

276.97 

15.02 

2.23 

1.17 

0.72 

1 , 280.73 

2001 

0.49 

0.27 

0.24 

0.22 

0.18 

196.40 

1 , 889.91 

975.35 

11.93 

3.66 

1.79 

1.12 

3 , 081.56 

2002 

0.76 

0.53 

0.43 

0.30 

0.21 

56.96 

138.28 

445.97 

710.91 

5.44 

1.93 

1.10 

1 , 362.82 

2003 

0.74 

2.12 

1.20 

0.52 

0.32 

57.35 

983.23 

1 , 571.31 

743.30 

68.04 

3.16 

1.84 

3 , 433.13 

2004 

1.20 

0.78 

0.65 

0.37 

0.99 

27.72 

76.45 

5 , 027.73 

178.08 

55.52 

3.90 

2.28 

5 , 375.67 

2005 

1.47 

0.93 

0.75 

0.60 

1.84 

4.19 

1 , 016.38 

1 , 823.87 

1 , 184.08 

58.69 

3.93 

2.24 

4 , 098.97 

2006 

1.37 

0.86 

0.74 

0.52 

0.43 

38.50 

1 , 754.62 

8 , 293.76 

1 , 700.49 

37.40 

7.08 

4.22 

11 , 839.99 

2007 

2.71 

2.05 

1.56 

1.06 

1.06 

9.61 

2 , 431.06 

2 , 157.61 

870.77 

162.64 

53.59 

4.13 

5 , 697.85 

2008 

1.69 

1.21 

0.93 

0.79 

0.66 

14.83 

535.97 

1 , 338.19 

455.65 

11.73 

3.48 

1.75 

2 , 366.88 

2009 

28.37 

0.82 

0.73 

0.50 

0.39 

14.41 

1 , 465.80 

1 , 245.40 

1 , 333.00 

45.57 

3.50 

2.05 

4 , 140.54 

2010 

1.30 

0.87 

0.69 

0.51 

0.35 

2.55 

313.29 

1 , 797.00 

1 , 053.19 

9.70 

11.53 

2.98 

3 , 193.96 

% yield 

0.05 

0.02 

0.02 

0.01 

0.03 

1.64 

25.39 

47.84 

22.24 

1.82 

0.80 

0.15 


Mean 

2.33 

1.08 

0.84 

0.63 

1.31 

77.08 

1 , 196.23 

2 , 253.94 

1 , 047.55 

85.54 

37.49 

6.92 

4 , 710.94 
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Annex MAI-3 

Water Balance Components of Mahi Basin in Terms of Annual 

Depth 

(1973-2010) 


Table A3-1 Annual Water Balance Components for Mahi Basin and its Sub-basins, mm 


YEAR 

PCP 

ET 

WYLD 

PET 

PERC 

SURQ 

GW_Q 

LAT_Q 

Sub¬ 

surface 

percolation 


Anas Sub-basin 

1973 

1 , 564.90 

348.98 

774.51 

1 , 623.53 

1 , 098.07 

108.80 

659.17 

6.55 

438.90 

1974 

533.86 

330.43 

129.59 

1 , 788.70 

201.61 

6.02 

121.08 

2.50 

80.53 

1975 

813.90 

380.40 

279.34 

1 , 657.87 

422.31 

22.53 

253.55 

3.27 

168.76 

1976 

1 , 177.75 

366.46 

514.92 

1 , 629.45 

711.18 

83.15 

426.94 

4.84 

284.24 

1977 

1 , 200.99 

377.68 

535.60 

1 , 603.31 

793.43 

53.84 

476.39 

5.37 

317.04 

1978 

1 , 054.58 

302.49 

489.23 

1 , 642.70 

691.38 

69.35 

415.11 

4.76 

276.27 

1979 

644.37 

356.08 

163.67 

1 , 719.21 

259.44 

5.34 

155.73 

as 

103.71 

1980 

750.60 

403.21 

234.99 

1 , 752.80 

365.11 

12.68 

219.21 

3.10 

145.90 

1981 

827.06 

377.97 

298.58 

1 , 640.93 

388.65 

62.02 

233.37 

3.19 

155.28 

1982 

804.95 

406.93 

250.81 

1 , 688.88 

362.06 

30.23 

217.43 

3.16 

144.63 

1983 

814.25 

386.93 

278.84 

1 , 645.12 

424.68 

20.52 

254.94 

3.39 

169.74 

1984 

895.57 

306.48 

396.54 

1 , 740.27 

533.70 

72.36 

320.39 

3.80 

213.31 

1985 

421.66 

221.54 

128.27 

1 , 762.13 

185.59 

15.03 

111.45 

1.78 

74.14 

1986 

751.75 

256.30 

326.98 

1 , 732.72 

479.57 

35.78 

287.92 

3.27 

191.65 

1987 

559.24 

263.95 

187.61 

1 , 819.04 

274.57 

20.51 

164.83 

2.26 

109.74 

1988 

827.35 

356.81 

304.98 

1 , 705.00 

425.70 

46.15 

255.56 

3.26 

170.14 

1989 

487.96 

344.56 

97.27 

1 , 688.70 

150.24 

5.25 

90.21 

1.80 

60.03 

1990 

733.47 

392.83 

207.37 

1 , 637.06 

324.23 

10.08 

194.64 

2.67 

129.59 

1991 

550.12 

264.54 

201.83 

1 , 756.07 

285.05 

28.32 

171.18 

2.33 

113.87 

1992 

513.91 

305.16 

127.08 

1 , 741.61 

195.56 

7.81 

117.38 

1.89 

78.18 

1993 

687.61 

331.07 

231.82 

1 , 754.01 

351.57 

18.02 

211.05 

2.74 

140.52 

1994 

1 , 554.30 

357.19 

763.14 

1 , 620.33 

1 , 101.39 

95.19 

661.23 

6.72 

440.16 

1995 

594.01 

330.15 

164.52 

1 , 758.91 

259.14 

6.32 

155.57 

2.64 

103.57 

1996 

1 , 282.46 

361.85 

608.07 

1 , 711.95 

816.83 

112.23 

490.49 

5.35 

326.34 

1997 

945.56 

371.41 

368.80 

1 , 655.55 

528.86 

47.18 

317.57 

4.06 

211.29 

1998 

1 , 016.14 

397.17 

407.11 

1 , 688.21 

549.57 

73.01 

330.02 

4.09 

219.55 

1999 

663.47 

368.45 

194.12 

1 , 712.21 

280.57 

22.84 

168.48 

2.79 

112.09 

2000 

467.43 

343.84 

89.06 

1 , 794.58 

142.37 

1.75 

85.48 

1.83 

56.89 

2001 

393.90 

297.90 

63.34 

1 , 713.59 

98.49 

2.84 

59.13 

1.37 

39.36 

2002 

443.65 

283.29 

100.22 

1 , 740.15 

165.84 

4.11 

94.47 

1.64 

71.37 

2003 

692.55 

362.48 

193.83 

1 , 695.68 

308.68 

21.03 

170.26 

2.55 

138.42 

2004 

926.65 

335.82 

364.21 

1 , 762.73 

564.28 

37.03 

323.30 

3.86 

240.98 

2005 

743.51 

335.19 

244.65 

1 , 712.86 

382.59 

28.51 

213.07 

3.08 

169.52 

2006 

1 , 362.32 

336.68 

647.15 

1 , 593.82 

936.80 

93.40 

547.92 

5.83 

388.88 

2007 

1 , 253.51 

373.16 

552.98 

1 , 744.33 

789.97 

89.97 

457.48 

5.53 

332.49 

2008 

515.22 

335.24 

100.24 

1 , 717.64 

185.66 

1.99 

95.98 

2.27 

89.68 

2009 

557.60 

272.14 

168.73 

1 , 746.02 

289.48 

8.40 

158.01 

2.32 

131.47 

2010 

628.42 

307.65 

180.94 

1 , 710.47 

317.40 

4.52 

173.92 

2.50 

143.48 

Mean 

806.75 

338.17 

299.24 

1 , 705.48 

437.94 

36.42 

259.47 

3.34 

178.47 


Bhadar Sub-basin 

1973 

1 , 237.54 

423.64 

534.72 

1 , 780.57 

683.03 

119.91 

409.84 


273.19 

1974 

316.57 

309.27 

13.89 

1 , 915.46 

20.32 

0.42 

12.19 

1.27 

8.13 

1975 

1 , 126.00 

396.61 

453.12 

1 , 751.64 

660.14 

52.33 

396.08 

4.71 

264.06 

1976 

1 , 263.67 

430.74 

516.18 

1 , 794.30 

724.10 

76.10 

434.47 

5.61 

289.63 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


YEAR 

PCP 

ET 

WYLD 

PET 

PERC 

SURQ 

GW_Q 

LAT_Q 

Sub¬ 

surface 

percolation 

1977 

1 , 259.21 

395.38 

552.70 

1 , 781.72 

842.72 

40.88 

505.64 

6.16 

337.08 

1978 

782.85 

324.77 

291.86 

1 , 859.99 

424.82 

33.18 

254.89 

3.79 

169.93 

1979 

572.27 

339.21 

125.88 

1 , 877.11 

182.00 

14.42 

109.18 

2.26 

72.82 

1980 

614.96 

436.62 

126.22 

1 , 895.47 

189.47 

10.14 

113.69 

2.37 

75.78 

1981 

665.06 

389.27 

186.45 

1 , 862.12 

244.05 

37.48 

146.44 

2.54 

97.61 

1982 

705.70 

427.56 

165.14 

1 , 894.62 

238.55 

19.31 

143.15 

2.70 

95.40 

1983 

753.52 

411.51 

219.47 

1 , 784.65 

330.36 

18.21 

198.21 

3.05 

132.15 

1984 

979.07 

364.54 

392.93 

1 , 814.67 

572.20 

45.25 

343.33 

4.35 

228.87 

1985 

526.54 

282.23 

146.89 

1 , 827.39 

234.00 

3.98 

140.40 

2.50 

93.60 

1986 

729.16 

303.82 

275.91 

1 , 835.21 

398.17 

33.74 

238.90 

3.24 

159.27 

1987 

903.09 

289.44 

397.18 

1 , 918.54 

511.71 

86.27 

307.02 

3.88 

204.69 

1988 

1 , 193.94 

354.36 

550.74 

1 , 814.75 

730.54 

107.11 

438.32 

5.29 

292.22 

1989 

727.05 

392.22 

203.95 

1 , 818.69 

324.89 

5.76 

194.93 

3.26 

129.96 

1990 

1 , 066.12 

411.52 

412.11 

1 , 773.35 

598.53 

48.30 

359.12 

4.67 

239.41 

1991 

739.43 

292.94 

281.45 

1 , 869.76 

424.64 

23.09 

254.79 

3.57 

169.85 

1992 

889.91 

359.88 

315.36 

1 , 818.99 

507.45 

6.95 

304.46 

3.93 

202.99 

1993 

780.40 

331.85 

288.37 

1 , 836.61 

440.81 

20.20 

264.49 

3.68 

176.32 

1994 

1 , 125.59 

350.51 

475.86 

1 , 692.75 

728.79 

33.50 

437.28 

5.10 

291.51 

1995 

834.96 

329.89 

289.04 

1 , 844.39 

462.84 

7.51 

277.71 

3.83 

185.13 

1996 

859.26 

420.72 

287.87 

1 , 846.00 

439.52 

20.31 

263.70 

3.82 

175.82 

1997 

1 , 034.23 

427.00 

400.75 

1 , 783.80 

536.62 

74.36 

321.97 

4.40 

214.65 

1998 

870.97 

432.19 

278.11 

1 , 797.87 

381.44 

45.74 

228.87 

3.50 

152.57 

1999 

573.93 

353.42 

142.02 

1 , 840.59 

220.39 

7.27 

132.24 

2.51 

88.15 

2000 

397.64 

291.94 

66.97 

1 , 900.33 

108.15 

0.46 

64.89 

1.60 

43.26 

2001 

640.77 

307.10 

205.40 

1 , 806.68 

322.19 

9.39 

193.32 

2.68 

128.87 

2002 

256.57 

256.38 

5.18 

1 , 835.63 

6.74 

0.27 

4.05 

0.86 

2.69 

2003 

769.95 

392.08 

224.01 

1 , 789.90 

348.61 

11.91 

209.16 

2.92 

139.45 

2004 

704.26 

348.99 

210.60 

1 , 850.97 

342.61 

10.74 

196.91 

2.97 

145.70 

2005 

594.72 

333.52 

143.96 

1 , 796.08 

246.80 

10.87 

130.61 

2.49 

116.19 

2006 

1 , 634.99 

385.43 

801.98 

1 , 712.61 

1 , 081.30 

161.47 

633.31 

7.22 

447.99 

2007 

982.94 

421.75 

336.65 

1 , 852.43 

516.43 

39.53 

292.58 

4.54 

223.85 

2008 

421.38 

312.03 

52.25 

1 , 830.16 

110.14 

0.48 

49.95 

1.83 

60.19 

2009 

831.75 

325.06 

315.87 

1 , 832.82 

428.44 

72.74 

239.70 

3.41 

188.74 

2010 

614.60 

387.00 

116.84 

1 , 724.73 

214.03 

2.57 

111.92 

2.34 

102.11 

Mean 

815.28 

361.64 

284.31 

1 , 822.72 

415.20 

34.53 

246.26 

3.52 

168.94 


Jakham Sub-basin 

1973 

1 , 743.02 

384.51 

1 , 013.07 

1 , 852.85 

1 , 228.14 

116.86 

887.55 

8.66 

340.59 

1974 

846.50 

421.82 

307.04 

2 , 000.66 

385.65 

29.88 

273.24 

3.94 

112.41 

1975 

782.38 

414.62 

264.49 

1 , 904.11 

357.36 

7.94 

253.05 

3.50 

104.31 

1976 

1 , 221.78 

448.63 

542.60 

1 , 897.33 

726.36 

11.92 

525.21 

5.46 

201.15 

1977 

941.95 

405.32 

421.29 

1 , 870.94 

553.96 

12.65 

403.94 

4.70 

150.02 

1978 

930.31 

416.25 

363.05 

1 , 911.08 

493.98 

5.78 

352.96 

4.32 

141.02 

1979 

701.89 

394.80 

199.35 

1 , 978.64 

278.28 

1.33 

195.30 

2.72 

82.98 

1980 

846.56 

460.19 

293.00 

2 , 023.39 

386.68 

10.21 

279.13 

3.67 

107.55 

1981 

761.53 

445.37 

229.95 

1 , 932.63 

314.55 

0.22 

226.59 

3.14 

87.96 

1982 

660.92 

430.41 

166.95 

1 , 985.12 

232.57 

1.81 

162.70 

2.44 

69.87 

1983 

829.22 

406.75 

303.34 

1 , 875.23 

423.48 

3.11 

296.38 

3.85 

127.10 

1984 

878.16 

386.42 

359.85 

1 , 990.72 

485.70 

5.93 

350.00 

3.92 

135.70 

1985 

716.73 

328.43 

279.45 

1 , 999.20 

376.10 

4.40 

271.75 

3.30 

104.35 

1986 

766.67 

263.84 

370.07 

1 , 988.15 

494.06 

13.24 

353.06 

3.77 

141.00 

1987 

683.99 

317.18 

250.35 

2 , 079.94 

342.52 

7.37 

239.96 

3.01 

102.56 

1988 

801.19 

406.95 

279.14 

1 , 967.84 

392.86 

6.08 

269.59 

3.47 

123.27 

1989 

795.97 

377.46 

295.28 

1 , 928.24 

415.17 

2.17 

289.45 

3.66 

125.72 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


YEAR 

PCP 

ET 

WYLD 

PET 

PERC 

SURQ 

GW_Q 

LAT_Q 

Sub¬ 

surface 

percolation 

1990 

1 , 092.89 

472.68 

439.86 

1 , 828.59 

607.31 

1.94 

432.80 

5.13 

174.51 

1991 

850.88 

304.19 

397.03 

1 , 994.76 

535.66 

12.95 

379.77 

4.31 

155.89 

1992 

664.48 

352.90 

210.77 

1 , 990.26 

301.63 

1.42 

206.45 

2.90 

95.18 

1993 

922.72 

430.26 

356.34 

1 , 960.78 

481.50 

9.29 

342.87 

4.18 

138.63 

1994 

1 , 199.86 

407.56 

578.01 

1 , 825.28 

763.50 

21.68 

550.29 

6.03 

213.21 

1995 

504.42 

333.77 

119.35 

1 , 993.11 

168.57 

0.11 

117.06 

2.18 

51.51 

1996 

1 , 002.89 

385.01 

438.91 

1 , 946.35 

611.23 

1.68 

432.54 

4.69 

178.69 

1997 

763.18 

390.08 

265.59 

1 , 917.74 

362.22 

1.97 

260.32 

3.30 

101.90 

1998 

690.79 

486.17 

150.77 

1 , 943.58 

200.93 

0.64 

147.51 

2.62 

53.42 

1999 

610.59 

411.47 

146.60 

1 , 939.78 

198.50 

2.36 

141.91 

2.33 

56.59 

2000 

472.46 

305.28 

126.03 

2 , 058.92 

171.43 

0.72 

123.35 

1.96 

48.08 

2001 

708.20 

316.71 

280.43 

1 , 947.96 

378.31 

10.82 

266.46 

3.15 

111.85 

2002 

416.03 

292.50 

81.12 

2 , 010.20 

117.81 

0.01 

79.57 

1.55 

38.24 

2003 

731.31 

446.94 

197.15 

1 , 932.09 

278.98 

0.79 

193.37 


85.61 

2004 

945.28 

348.06 

422.17 

2 , 026.17 

590.09 

3.46 

414.21 

4.49 

175.88 

2005 

787.47 

359.77 

301.86 

1 , 982.88 

410.04 

12.29 

285.77 

3.80 

124.27 

2006 

1 , 396.58 

414.79 

703.68 

1 , 822.00 

920.77 

54.74 

642.03 

6.91 

278.74 

2007 

693.14 

379.84 

216.70 

2 , 058.58 

310.86 

1.91 

211.59 

3.20 

99.27 

2008 

799.72 

412.70 

262.91 

1 , 966.36 

361.14 

15.40 

243.76 

3.75 

117.38 

2009 

732.26 

345.19 

261.12 

1 , 980.22 

385.90 

1.12 

256.56 

3.44 

129.34 

2010 

718.00 

386.05 

215.04 

1 , 886.77 

314.97 

1.93 

210.07 

3.03 

104.90 

Mean 

831.89 

386.60 

318.68 

1 , 952.59 

430.49 

10.48 

304.42 

3.78 

126.07 


Mahi Sub-basin 

1973 

1 , 670.15 

479.07 

962.48 

1 , 896.02 

1 , 054.66 

167.45 

786.89 

8.14 

267.77 

1974 

773.75 

499.86 

249.23 

2 , 036.42 

271.74 

44.33 

200.63 

4.27 

71.11 

1975 

1 , 088.10 

533.02 

468.66 

1 , 888.43 

536.54 

70.31 

393.42 

4.93 

143.12 

1976 

1 , 212.71 

504.21 

572.18 

1 , 942.75 

655.19 

73.53 

492.83 

5.82 

162.36 

1977 

1 , 258.61 

511.25 

635.63 

1 , 893.01 

738.18 

87.08 

541.80 

6.74 

196.38 

1978 

1 , 117.53 

465.80 

537.43 

1 , 914.49 

627.64 

63.22 

468.40 

5.80 

159.24 

1979 

681.89 

463.67 

191.55 

2 , 011.38 

233.41 

14.82 

173.44 

3.29 

59.97 

1980 

787.21 

518.92 

262.94 

2 , 041.01 

323.52 

20.73 

238.36 

3.85 

85.16 

1981 

1 , 017.73 

512.84 

436.86 

1 , 939.37 

462.49 

82.37 

349.73 

4.77 

112.76 

1982 

760.21 

496.82 

248.66 

1 , 998.99 

289.12 

24.77 

220.57 

3.32 

68.55 

1983 

886.14 

509.77 

332.94 

1 , 896.94 

410.38 

25.67 

303.22 

4.05 

107.16 

1984 

1 , 086.60 

451.22 

549.80 

2 , 028.70 

577.96 

118.78 

425.81 

5.21 

152.15 

1985 

504.02 

358.93 

149.48 

2 , 038.89 

188.07 

8.53 

138.06 

2.89 

50.01 

1986 

869.03 

359.85 

463.39 

2 , 014.99 

492.13 

86.50 

372.71 

4.19 

119.42 

1987 

874.69 

409.38 

397.45 

2 , 110.10 

397.70 

102.66 

290.88 

3.90 

106.82 

1988 

923.53 

478.69 

396.78 

1 , 982.08 

431.90 

68.65 

323.97 

4.15 

107.93 

1989 

708.13 

474.62 

218.84 

1 , 952.75 

277.10 

12.75 

202.90 

3.18 

74.20 

1990 

1 , 257.41 

544.78 

579.25 

1 , 869.69 

662.75 

81.27 

492.37 

5.60 

170.38 

1991 

903.49 

387.69 

462.24 

2 , 026.18 

499.06 

87.24 

370.13 

4.87 

128.93 

1992 

745.50 

460.89 

242.18 

2 , 005.16 

286.14 

26.31 

212.61 

3.26 

73.53 

1993 

952.19 

503.45 

408.26 

2 , 028.82 

459.87 

55.22 

348.65 

4.38 

111.22 

1994 

1 , 558.31 

494.80 

882.34 

1 , 857.44 

961.69 

146.16 

728.84 

7.34 

232.85 

1995 

816.60 

445.95 

318.77 

2 , 017.61 

385.94 

23.23 

291.30 

4.24 

94.64 

1996 

1 , 155.20 

488.90 

565.62 

1 , 979.99 

657.08 

68.28 

491.74 

5.60 

165.34 

1997 

1 , 053.20 

498.82 

484.63 

1 , 908.34 

527.39 

73.45 

406.32 

■EHI 

121.07 

1998 

965.88 

539.43 

371.20 

1 , 947.82 

427.54 

45.12 

321.72 

4.36 

105.82 

1999 

644.78 

483.24 

161.62 

1 , 982.42 

208.67 

10.13 

148.41 

3.08 

60.26 

2000 

494.27 

436.70 

91.44 

2 , 056.52 

125.02 

2.80 

86.49 

2.15 

38.53 

2001 

653.65 

414.69 

217.94 

1 , 959.66 

282.42 

12.67 

202.47 

2.81 

79.95 

2002 

541.37 

404.52 

138.25 

1 , 990.16 

177.14 

8.31 

127.61 

2.33 

49.53 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


YEAR 

PCP 

ET 

WYLD 

PET 

PERC 

SURQ 

GW_Q 

LAT_Q 

Sub¬ 

surface 

percolation 

2003 

895.28 

491.64 

342.95 

1 , 928.74 

419.78 

26.25 

312.82 

3.87 

106.96 

2004 

1 , 044.90 

462.64 

479.66 

2 , 019.93 

576.96 

58.59 

415.83 

5.24 

161.13 

2005 

822.58 

433.48 

338.37 

1 , 997.29 

384.08 

52.97 

281.31 

4.09 

102.77 

2006 

1 , 670.83 

491.42 

953.11 

1 , 860.08 

1 , 055.93 

166.25 

778.62 

8.25 

277.31 

2007 

1 , 189.83 

510.86 

579.35 

2 , 045.11 

595.21 

126.16 

447.42 

5.76 

147.79 

2008 

624.25 

493.94 

134.79 

1 , 986.80 

174.96 

6.81 

124.88 

3.11 

50.08 

2009 

843.75 

453.10 

331.59 

1 , 981.44 

410.23 

34.64 

292.91 

4.04 

117.32 

2010 

710.56 

440.25 

241.28 

1 , 937.97 

300.10 

17.15 

220.77 

3.35 

79.33 

Mean 

941.15 

471.29 

405.24 

1 , 972.99 

461.73 

57.93 

342.81 

4.50 

118.92 


Moran Sub-basin 

1973 

1 , 236.29 

426.58 

521.22 

1 , 776.97 

699.43 

95.49 

420.05 

5.67 

279.38 

1974 

316.21 

312.77 

12.62 

1 , 911.60 

18.68 

0.00 

11.21 

1.41 

7.47 

1975 

1 , 125.22 

399.85 

442.97 

1 , 748.00 

667.84 

36.71 

400.97 

5.29 

266.87 

1976 

1 , 263.20 

432.43 

504.25 

1 , 790.60 

735.34 

56.48 

441.52 

6.24 

293.82 

1977 

1 , 258.81 

412.13 

542.74 

1 , 778.13 

844.32 

28.76 

507.13 

6.83 

337.19 

1978 

782.31 

332.86 

283.44 

1 , 856.45 

427.54 

22.69 

256.75 

3.99 

170.79 

1979 

571.86 

337.11 

119.48 

1 , 873.36 

178.22 

10.19 

107.07 

2.23 

71.15 

1980 

614.38 

450.61 

120.08 

1 , 891.71 

188.14 

4.41 

113.04 

2.65 

75.10 

1981 

664.43 

392.54 

179.23 

1 , 858.58 

245.48 

28.96 

147.43 

2.84 

98.05 

1982 

705.46 

435.61 

153.59 

1 , 890.91 

229.87 

12.51 

138.17 

2.89 

91.70 

1983 

753.08 

422.48 

212.58 

1 , 781.11 

326.71 

13.06 

196.13 

3.39 

130.58 

1984 

978.63 

375.40 

384.32 

1 , 811.03 

573.84 

34.87 

344.61 

4.83 

229.23 

1985 

526.33 

292.14 

138.42 

1 , 823.72 

222.95 

2.09 

133.81 

2.51 

89.14 

1986 

728.86 

312.65 

269.71 

1 , 831.59 

400.66 

25.47 

240.70 

3.54 

159.96 

1987 

902.78 

299.70 

388.90 

1 , 914.58 

513.18 

76.58 

308.12 

4.21 

205.06 

1988 

1 , 193.56 

358.24 

543.25 

1 , 811.04 

741.83 

91.74 

445.47 

6.04 

296.36 

1989 

726.86 

398.26 

197.83 

1 , 814.95 

322.41 

0.85 

193.53 

3.44 

128.88 

1990 

1 , 065.69 

415.87 

402.68 

1 , 769.72 

608.38 

32.31 

365.24 

5.14 

243.14 

1991 

738.98 

303.67 

274.57 

1 , 866.06 

422.00 

17.33 

253.37 

3.89 

168.63 

1992 

889.56 

359.47 

309.06 

1 , 815.32 

504.14 

2.24 

302.58 

4.25 

201.56 

1993 

779.91 

345.41 

281.83 

1 , 832.83 

441.56 

12.61 

265.22 

»»!»■ 

176.34 

1994 

1 , 124.72 

355.00 

466.65 

1 , 689.38 

732.53 

21.32 

439.77 

5.56 

292.76 

1995 

834.52 

339.46 

280.80 

1 , 840.58 

455.66 

3.25 

273.45 

4.09 

182.21 

1996 

858.54 

422.33 

280.25 

1 , 842.24 

442.56 

10.36 

265.73 

4.16 

176.83 

1997 

1 , 033.66 

440.09 

389.98 

1 , 780.20 

542.21 

59.42 

325.67 

4.90 

216.54 

1998 

870.57 

438.87 

266.74 

1 , 794.36 

377.95 

35.98 

227.01 

3.74 

150.94 

1999 

573.36 

365.85 

134.42 

1 , 836.91 

213.10 

3.75 

127.95 

2.71 

85.15 

2000 

397.25 

303.09 

62.25 

1 , 896.57 

101.07 

0.01 

60.65 

1.61 

40.42 

2001 

640.41 

311.37 

200.59 

1 , 802.98 

321.87 

4.39 

193.25 

2.95 

128.62 

2002 

256.17 

253.87 

6.85 

1 , 831.92 

10.03 

0.00 

6.01 

0.83 

4.02 

2003 

769.49 

393.00 

216.96 

1 , 786.25 

345.81 

6.04 

207.60 

3.32 

138.21 

2004 

703.44 

357.67 

203.05 

1 , 847.21 

337.18 

5.35 

194.50 

3.20 

142.68 

2005 

594.37 

344.24 

135.62 

1 , 792.39 

241.57 

5.30 

127.70 

2.60 

113.87 

2006 

1 , 634.05 

390.91 

787.40 

1 , 709.03 

1 , 104.36 

131.29 

647.89 

8.22 

456.47 

2007 

982.61 

426.73 

328.69 

1 , 848.74 

522.69 

27.15 

296.56 

5.01 

226.13 

2008 

421.27 

320.49 

46.59 

1 , 826.56 

101.04 

0.00 

44.85 

1.73 

56.19 

2009 

831.53 

332.90 

308.04 

1 , 828.93 

429.65 

63.91 

240.40 

3.74 

189.25 

2010 

614.40 

388.80 

112.74 

1 , 721.16 

210.71 

0.22 

109.97 

2.55 

100.74 

Mean 

814.81 

368.43 

276.59 

1 , 819.04 

415.86 

25.87 

246.87 

3.85 

168.99 


Som Sub-basin 

1973 

1 , 139.22 

381.50 

501.20 

1 , 950.73 

708.86 

34.79 

448.73 

17.69 

260.13 

1974 

461.69 

321.66 

100.76 

2 , 071.56 

141.85 

5.73 

89.69 

5.33 

52.16 

1975 

782.46 

421.64 

235.61 

1 , 925.76 

345.98 

8.68 

216.62 

10.31 

129.36 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


YEAR 

PCP 

ET 

WYLD 

PET 

PERC 

SURQ 

GW_Q 

LAT_Q 

Sub¬ 

surface 

percolation 

1976 

825.56 

398.05 

266.76 

1 , 965.24 

404.07 

3.11 

251.77 

11.88 

152.30 

1977 

739.33 

397.27 

242.53 

1 , 944.80 

367.86 

3.53 

227.75 

11.25 

140.11 

1978 

734.20 

377.35 

231.21 

1 , 991.27 

345.08 


216.88 

9.33 

128.20 

1979 

557.28 

380.42 

104.98 

2 , 030.67 

155.50 

1.39 

97.26 

6.33 

58.24 

1980 

635.02 

418.24 

158.50 

2 , 084.77 

236.97 

1.30 

148.55 

8.65 

88.42 

1981 

615.26 

408.42 

139.12 

2 , 018.65 

208.19 

1.69 

129.27 

8.15 

78.92 

1982 

575.24 

421.31 

105.28 

2 , 034.17 

149.97 

5.86 

92.89 

6.53 

57.08 

1983 

861.97 

420.49 

295.40 

1 , 922.88 

439.56 

7.41 

274.12 

13.87 

165.44 

1984 

779.58 

383.40 

267.75 

2 , 027.06 

391.54 

12.48 

243.86 

11.41 

147.68 

1985 

481.72 

297.40 

124.17 

2 , 036.94 

182.85 

1.21 

115.96 

6.99 

66.89 

1986 

432.64 

266.60 

123.27 

2 , 044.18 

187.26 

0.43 

117.18 

5.66 

70.08 

1987 

409.44 

267.14 

91.79 

2 , 136.96 

133.09 

4.35 

83.00 

4.43 

50.09 

1988 

567.25 

340.36 

156.73 

2 , 018.28 

229.82 

6.64 

142.46 

7.63 

87.36 

1989 

715.65 

375.92 

227.71 

1 , 970.41 

343.59 

1.31 

216.43 

9.97 

127.16 

1990 

804.60 

434.65 

239.35 

1 , 897.44 

357.98 

6.42 

222.56 

10.37 

135.42 

1991 

563.07 

272.53 

199.79 

2 , 035.98 

302.14 

2.56 

188.71 

8.51 

113.43 

1992 

654.83 

315.79 

222.31 

2 , 009.41 

331.80 

3.38 

209.16 

9.76 

122.64 

1993 

584.10 

328.81 

170.23 

2 , 023.97 

255.29 

4.42 

158.09 

7.72 

97.20 

1994 


396.58 

388.70 

1 , 861.42 

566.52 

22.55 

351.48 

14.67 

215.04 

1995 

381.45 

291.33 

67.26 

2 , 068.56 

100.23 

0.08 

62.21 

4.97 

38.02 

1996 

639.99 

347.20 

192.69 

2 , 021.74 

291.52 

0.95 

183.46 

8.29 

108.06 

1997 

594.07 

372.77 

143.90 

1 , 940.90 

218.82 

1.05 

134.86 

7.99 

83.96 

1998 

623.93 

416.71 

135.72 

1 , 987.98 

204.62 

1.68 

125.00 

9.03 

79.62 

1999 

383.27 

335.54 

44.96 

2 , 024.20 

65.48 

0.16 

40.46 

4.35 

25.02 

2000 

345.06 

291.77 

44.17 

2 , 089.88 

70.88 

0.08 

40.52 

3.56 

30.36 

2001 

548.98 

312.51 

145.65 

1 , 962.30 

238.80 

0.43 

137.46 

7.75 

101.34 

2002 

377.04 

290.99 

48.16 

2 , 016.22 

91.17 

0.10 

43.47 

4.58 

47.70 

2003 

589.60 

374.00 

129.55 

1 , 959.53 

213.39 

2.29 

119.92 

7.34 

93.47 

2004 

633.69 

337.13 

181.30 

2 , 033.00 

298.42 

2.18 

170.56 

8.56 

127.86 

2005 

639.73 

338.26 

179.97 

2 , 002.44 

294.14 

4.83 

164.84 

10.30 

129.30 

2006 

1 , 173.62 

395.61 

493.11 

1 , 890.88 

743.00 

29.42 

443.07 

20.62 

299.93 

2007 

573.70 

381.07 

115.95 

2 , 069.62 

195.20 

2.63 

106.65 

6.67 

88.55 

2008 

543.89 

354.43 

115.56 

2 , 011.60 

194.19 

1.20 

108.07 

6.29 

86.12 

2009 

601.02 

343.82 

153.17 

1 , 990.39 

261.39 

1.82 

143.47 

7.89 

117.92 

2010 

667.18 

385.37 

155.65 

1 , 901.50 

261.15 

0.75 

144.75 

10.14 

116.40 

Mean 

637.53 

357.74 

182.63 

1 , 999.30 

277.06 

5.10 

168.72 

8.81 

108.34 



Mahi Basin 

1973 

1 , 474.18 

414.46 

781.11 

1 , 884.26 

957.49 

103.94 

665.73 

11.44 

291.76 

1974 

645.71 

402.67 

192.03 

2 , 020.69 

235.37 

23.56 

164.11 

4.36 

71.26 

1975 

899.82 

454.38 

330.65 

1 , 884.58 

428.84 

31.57 

292.63 

6.44 

136.21 

1976 

1 , 076.10 

443.32 

451.47 

1 , 915.18 

586.61 

36.34 

407.29 

7.84 

179.32 

1977 

1 , 005.48 

436.44 

442.36 

1 , 883.48 

576.22 

38.18 

396.35 

7.83 

179.87 

1978 

927.39 

408.52 

381.24 

1 , 920.79 

497.37 

30.03 

344.58 

6.62 

152.79 

1979 

635.34 

408.48 

158.10 

1 , 987.17 

214.77 

6.57 

147.35 

4.17 

67.42 

1980 

736.78 

460.74 

225.24 

2 , 028.46 

303.81 

10.67 

209.15 

5.42 

94.66 

1981 

797.48 

448.67 

270.81 

1 , 943.31 

329.50 

33.90 

231.45 

5.46 

98.05 

1982 

675.36 

448.13 

178.12 

1 , 984.06 

231.18 

13.44 

160.43 

4.26 

70.75 

1983 

856.58 

445.57 

305.93 

1 , 880.82 

421.62 

13.89 

284.60 

7.43 

137.02 

1984 

918.32 

401.33 

394.92 

1 , 993.52 

489.67 

52.18 

335.71 

7.04 

153.96 

1985 

534.52 

319.08 

165.24 

2 , 004.13 

225.66 

5.34 

155.55 

4.34 

70.11 

1986 

680.19 

298.36 

307.64 

1 , 994.63 

380.01 

35.60 

267.51 

4.54 

112.50 

1987 

649.88 

326.25 

244.36 

2 , 087.23 

287.83 

42.00 

198.55 

3.80 

89.28 

1988 

774.48 

402.45 

286.28 

1 , 967.55 

361.93 

33.37 

247.66 

5.24 

114.27 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


YEAR 

PCP 

ET 

WYLD 

PET 

PERC 

SURQ 

GW_Q 

LAT_Q 

Sub¬ 

surface 

percolation 

1989 

714.38 

408.22 

228.69 

1 , 931.54 

321.83 

5.70 

217.38 

5.61 

104.45 

1990 

1 , 020.77 

476.17 

398.88 

1 , 852.11 

518.04 

32.28 

359.62 

6.98 

158.42 

1991 

742.10 

318.34 

331.66 

1 , 999.60 

419.34 

35.72 

290.10 

5.84 

129.24 

1992 

685.94 

373.29 

223.29 

1 , 979.40 

306.85 

11.10 

206.75 

5.43 

100.10 

1993 

791.41 

409.13 

296.84 

1 , 988.05 

383.48 

23.96 

267.48 

5.40 

116.00 

1994 

1 , 268.06 

427.95 

622.72 

1 , 830.60 

782.37 

69.36 

543.78 

9.57 

238.59 

1995 

583.74 

356.48 

177.08 

2 , 007.29 

233.92 

8.54 

164.58 

3.96 

69.34 

1996 

939.43 

406.44 

400.45 

1 , 965.23 

521.15 

31.95 

362.19 

6.30 

158.96 

1997 

822.84 

420.99 

307.92 

1 , 900.42 

384.47 

31.14 

271.19 

5.60 

113.28 

1998 

788.40 

471.75 

241.64 

1 , 938.51 

308.76 

22.36 

213.65 

5.62 

95.11 

1999 

543.60 

404.10 

118.45 

1 , 965.43 

160.79 

5.70 

109.40 

3.34 

51.39 

2000 

431.62 

347.37 

■a«a:w 

2 , 045.76 

115.67 

1.25 

76.75 

2.57 

38.92 

2001 

609.43 

346.90 

193.93 

1 , 936.29 

275.27 

7.07 

182.32 

4.54 

92.95 

2002 

441.10 

328.04 

87.50 

1 , 981.26 

127.99 

3.14 

81.49 

2.88 

46.50 

2003 

735.13 

428.56 

223.07 

1 , 919.81 

307.69 

11.60 

206.66 

4.81 

101.03 

2004 

858.70 

382.36 

344.69 

2 , 002.62 

471.59 

24.13 

314.47 

6.10 

157.12 

2005 

737.27 

374.73 

261.48 

1 , 970.03 

352.51 

24.38 

230.98 

6.12 

121.53 

2006 

1 , 415.93 

427.74 

712.54 

1 , 840.18 

910.23 

89.25 

611.09 

12.20 

299.14 

2007 

866.81 

425.74 

330.50 

2 , 029.59 

405.64 

51.32 

273.66 

5.52 

131.98 

2008 

617.06 

410.98 

148.77 

1 , 967.85 

218.04 

6.01 

138.49 

4.27 

79.55 

2009 

714.87 

375.78 

242.05 

1 , 963.31 

344.76 

15.50 

221.39 

5.16 

123.37 

2010 

687.81 

398.93 

197.08 

1 , 891.86 

287.46 

6.83 

184.64 

5.62 

102.82 

Mean 

797.47 

401.02 

296.98 

1 , 954.91 

386.47 

27.08 

264.12 

5.78 

122.34 


Where, 

PCP: 

Rainfall 

PET: 

Potential evapotranspiration 

ET: 

Actual evapotranspiration 

PERC: 

Percolation (Shallow+Deep) 

SURQ: 

Direct Surface Runoff 

GW_Q: 

Baseflow 

WYLD: 

Total Water yield (SURQ + GW_Q + Lateral Flow) 

LAT_Q : 

Lateral flow 


Sub-surface percolation =PERC - GW_Q 

Table A3-2: Mean Monthly Water Balance Components of Mahi Basin and its sub-basins, mm 


Month 

Rainfall, 

mm 

Water Yield, mm 
(% Rainfall 
Conversion) 

Evapotranspiration, 

mm 

Sub-surface 

percolation, 

mm 


Anas Sub-basin 

Jan 

1.96 

0.09 ( 4 . 60 ) 

8.91 

0.00 

Feb 

0.56 

0.05 ( 8 . 90 ) 

7.21 

0.00 

Mar 

0.18 

0.05 ( 27 . 80 ) 

17.43 

0.00 

Apr 

1.26 

0.04 ( 3 . 20 ) 

10.73 

0.00 

May 

5.71 

0.07 ( 1 . 20 ) 

5.22 

0.01 

Jun 

87.88 

6.39 ( 7 . 30 ) 

31.19 

8.48 

Jul 

254.07 

76.36 ( 30 . 10 ) 

65.99 

64.74 

Aug 

288.21 

132.35 ( 45 . 90 ) 

72.16 

78.93 

Sep 

133.27 

74.51 ( 55 . 90 ) 

59.61 

24.19 

Oct 

21.06 

7.41 ( 35 . 20 ) 

32.27 

1.18 

Nov 

11.34 

1 . 67 ( 14 . 70 ) 

16.63 

1.05 

Dec 

1.24 

0.25 ( 20 . 20 ) 

10.82 

0.00 


Bhadar Sub-basin 
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Month 

Rainfall, 

mm 

Water Yield, mm 
(% Rainfall 
Conversion) 

Evapotranspiration, 

mm 

Sub-surface 

percolation, 

mm 

Jan 

1.75 

0.08 ( 4 . 60 ) 

7.27 

0.00 

Feb 

0.87 

0.06 ( 6 . 90 ) 

5.39 

0.00 

Mar 

0.21 

0.05 ( 23 . 80 ) 

19.97 

0.00 

Apr 

1.77 

0.04 ( 2 . 30 ) 

27.70 

0.00 

May 

3.22 

0.04 ( 1 . 20 ) 

2.21 

0.00 

Jun 

86.15 

4.41 ( 5 . 10 ) 

32.92 

5.70 

Jul 

308.74 

90.18 ( 29 . 20 ) 

69.18 

76.68 

Aug 

284.90 

131.88 ( 46 . 30 ) 

74.15 

74.81 

Sep 

99.79 

53.28 ( 53 . 40 ) 

65.38 

9.99 

Oct 

11.82 

1 . 82 ( 15 . 40 ) 

32.89 

0.48 

Nov 

13.82 

2 . 17 ( 15 . 70 ) 

14.86 

1.44 

Dec 

2.24 

0.31 ( 13 . 80 ) 

9.72 

0.00 


Jakham Sub-basin 

Jan 

2.61 

0.09 ( 3 . 40 ) 

6.24 

0.00 

Feb 

3.12 

0.05 ( 1 . 60 ) 

6.11 

0.00 

Mar 

0.61 

0.03 ( 4 . 90 ) 

oo 

oo 

oo 

0.00 

Apr 

2.77 

0.02 ( 0 . 70 ) 

4.55 

0.00 

May 

6.08 

0.02 ( 0 . 30 ) 

4.22 

0.01 

Jun 

96.06 

6.42 ( 6 . 70 ) 

46.01 

7.07 

Jul 

264.87 

82.24 ( 31 . 00 ) 

80.88 

55.17 

Aug 

299.20 

152.28 ( 50 . 90 ) 

87.80 

58.12 

Sep 

116.15 

68.67 ( 59 . 10 ) 

79.49 

3.99 

Oct 

20.70 

4.60 ( 22 . 20 ) 

37.85 

0.23 

Nov 

17.59 

3.52 ( 20 . 00 ) 

15.55 

2.04 

Dec 

2.14 

0.73 ( 34 . 10 ) 

9.02 

0.00 


Mahi Sub-basin 

Jan 

2.22 

0 . 15 ( 6 . 80 ) 

15.88 

0.00 

Feb 

1.23 

0.11 ( 8 . 90 ) 

14.27 

0.00 

Mar 

0.37 

0.10 ( 27 . 00 ) 

28.78 

0.00 

Apr 

1.91 

0.08 ( 4 . 20 ) 

23.59 

0.00 

May 

6.12 

0 . 07 ( 1 . 10 ) 

11.46 

0.00 

Jun 

108.69 

6.55 ( 6 . 00 ) 

43.50 

6.15 

Jul 

301.24 

103.04 ( 34 . 20 ) 

78.12 

51.15 

Aug 

344.20 

196.64 ( 57 . 10 ) 

85.55 

56.31 

Sep 

132.38 

87.89 ( 66 . 40 ) 

76.73 

4.53 

Oct 

25.98 

8 . 10 ( 31 . 20 ) 

48.07 

0.00 

Nov 

14.43 

2.11 ( 14 . 60 ) 

26.53 

0.95 

Dec 

2.39 

0.41 ( 17 . 20 ) 

18.83 

0.00 


Moran Sub-basin 

Jan 

1.75 

0 . 10 ( 5 . 70 ) 

9.35 

0.00 

Feb 

0.87 

0.06 ( 6 . 90 ) 

7.50 

0.00 

Mar 

0.21 

0.04 ( 19 . 00 ) 

24.07 

0.00 

Apr 

1.76 

0.03 ( 1 . 70 ) 

23.64 

0.00 

May 

3.21 

0.02 ( 0 . 60 ) 

2.11 

0.00 

Jun 

86.08 

3.84 ( 4 . 50 ) 

31.56 

5.43 

Jul 

308.62 

85.42 ( 27 . 70 ) 

67.34 

75.60 

Aug 

284.70 

129.39 ( 45 . 40 ) 

73.61 

75.88 

Sep 

99.73 

53.45 ( 53 . 60 ) 

65.23 

10.54 

Oct 

11.81 

1.91 ( 16 . 20 ) 

34.49 

0.42 

Nov 

13.81 

1 . 97 ( 14 . 30 ) 

17.69 

1.28 

Dec 

2.24 

0 . 37 ( 16 . 50 ) 

11.86 

0.00 


Som Sub-basin 

Jan 

1.69 

0 . 15 ( 8 . 90 ) 

8.14 

0.04 

Feb 

2.12 

0.05 ( 2 . 40 ) 

8.18 

0.00 

Mar 

0.25 

0.03 ( 12 . 00 ) 

13.94 

0.00 
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Month 

Rainfall, 

mm 

Water Yield, mm 
(% Rainfall 
Conversion) 

Evapotranspiration, 

mm 

Sub-surface 

percolation, 

mm 

Apr 

1.60 

0.02 (1.30) 

8.20 

0.00 

May 

7.70 

0.16(2.10) 

6.69 

0.07 

Jun 

75.94 

2.80 (3.70) 

35.01 

4.05 

Jul 

203.34 

44.91 (22.10) 

72.86 

40.45 

Aug 

219.69 

86.48 (39.40) 

80.69 

50.71 

Sep 

96.62 

42.27 (43.70) 

65.67 

11.46 

Oct 

14.32 

3.39 (23.70) 

31.83 

0.48 

Nov 

12.64 

2.04(16.10) 

15.94 

1.28 

Dec 

1.62 

0.34 (21.00) 

10.58 

0.00 


Mahi 

Basin 

Jan 

2.08 

0.13(6.30) 

10.43 

0.01 

Feb 

1.87 

0.07 (3.70) 

9.70 

0.00 

Mar 

0.36 

0.06 (16.70) 

18.45 

0.00 

Apr 

1.92 

0.04 (2.10) 

13.44 

0.00 

May 

6.55 

0.09 (1.40) 

7.55 

0.03 

Jun 

92.29 

5.09 (5.50) 

39.77 

5.73 

Jul 

256.05 

75.79 (29.60) 

75.65 

49.93 

Aug 

284.92 

141.81 (49.80) 

82.97 

56.86 

Sep 

115.31 

65.67 (57.00) 

71.81 

8.42 

Oct 

19.94 

5.45 (27.30) 

38.65 

0.31 

Nov 

14.21 

2.34 (16.50) 

19.51 

1.31 

Dec 

1.98 

0.44 (22.20) 

13.08 

0.00 
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1. Introduction 

1.1 General 

Sabarmati River and its tributaries descend from the Aravali hills and drain the 
slopes of the Aravali hills in Udaipur District. The Vatrak River, a tributary of 
Sabarmati River, flows through Dungarpur District, roughly marking the western 
boundary of Udaipur District, and flows in a south-westerly direction. The main 
tributaries of Sabarmati River are Wakal River and Sei Nadi, which also originate 
from the Aravali hill range west of Udaipur city and flow south-westwards. Their 
courses are generally parallel to the Sabarmati River, up to their confluence with 
the Sabarmati in Gujarat. The general layout of Sabarmati Basin is shown in 
Drawing No. SBR-GEN-001 (in Volume 3b). 

The hills are part of the Aravali range, and in conformity with the general trend in 
the range, run mostly north-east-south-west as a broken chain of hills elongated in 
shape and parallel to each other. Almost the entire western half of the basin is 
made up of these sub-ranges. In addition, there are isolated hillocks, the eroded 
remnants of earlier hill ranges, aligned parallel to the sub-ranges. The maximum 
elevation in the hilly terrain is more than 800 m, the highest peak near the source 
of the Sabarmati is about 1,173 m amsl. 

The Sabarmati Basin is situated in the southern part the State of Rajasthan within 
the Aravalli hill range to the west of the Districts of Udaipur and Dungarpur. It 
covers an area of 4,130.12 km 2 in Rajasthan. 

There are four Sub-basins in Sabarmati Basin within Rajasthan namely Sabarmati 
(857.43 km 2 ), Sei (651.60 km 2 ), Vatrak (770.52 km 2 ) and Wakal (1,850.55 km 2 ). 

A brief description of the tributaries of River Sabarmati is given in the following 
paragraphs. 

Wakal River 

River Wakal originates northwest of Udaipur, near Suran village. The river flows 
in a generally south direction up to Manpur village in Udaipur District, where it 
turns northeast, and after a distance of about 90 km, leaves Rajasthan near the 
Goupipli village, and joins Sabarmati river near Eitarwar village in Gujarat.. The 
main tributaries of Wakal are Manshi and Parvi rivers. 

Vatrak River 

River Vatrak originates in the hills east of Jothri village in Dungarpur District, 
flows generally westwards, enters Gujarat near Mandli village in Dungarpur 
District, and finally joins Sabarmati river in Gujarat. 

Sei River 

River Sei originates in the western slopes of the Aravalli range near Padrana 
village in Udaipur District, flows southwest for about 74 km in Rajasthan to enter 
Gujarat near Khajuria village in Udaipur District, and joins Sabarmati river near 
Dother village in Gujarat, after flowing for about 29 km. 

Sabarmati Basin is covered by four Districts namely Dungarpur, Pali, Sirohi and 
Udaipur. Major part of basin is covered by Udaipur District (83.47%). Table 1.1-1 
shows the Districts and Blocks falling under Sabarmati Basin. The administrative 
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unit setup of Sabarmati Basin is shown in Drawing No. SBR-GEN-002 (in 
Volume 3b). 


Table 1.1-1: District and Blocks Falling Under Sabarmati Basin 


District 

Block 

Area 

within 

Basin, 

km 2 

Area, 

km 2 

Percentage 
of Block 
Area,% 

Percentage 
of Basin 
Area, % 

Dungarpur 

Bichhiwara 

421.13 

976.17 

43.14 

10.20 

Dungarpur 

44.66 

566.11 

7.89 

1.08 

Simalwara 

145.78 

832.01 

17.52 

3.53 

District Summary 

611.57 

2,374.29 

25.76 

14.81 

Pali Bali 

1.40 

1,363.81 

0.10 

0.03 

District Summary 

1.40 

1,363.81 

0.10 

0.03 

Sirohi 

Abu Road 

45.90 

882.93 

5.20 

1.11 

Pindwara 

23.68 

1,107.22 

2.14 

0.57 

District Summary 

69.59 

1,990.15 

3.50 

1.68 

Udaipur 

Bargaon 

6.89 

461.64 

1.49 

0.17 

Girwa 

77.51 

1,393.51 

5.56 

1.88 

Gogunda 

371.26 

1,049.96 

35.36 

8.99 

Jhadol 

1,090.26 

1,388.56 

78.52 

26.40 

Kherwara 

173.63 

628.02 

27.65 

4.20 

Kotra 

1,728.01 

1,757.28 

98.33 

41.84 

District Summary 

3,447.56 

6,678.97 

51.62 

83.47 

Basin Summary 

4,310.12 



100.00 


There are 12 blocks of Rajasthan falling under Sabarmati Basin (largest Block 
being Kotra Block of Udaipur District) where none of the block falls fully inside 
the basin. 

1.2 Climatic Characteristics 

Weather statistics for Sabarmati Basin is analysed based on the 20 years (1990- 
2009) monthly IMD weather data which is presented in Table 1.2-1. 

The statistical values presented in Table 1.2-1 are the values which varies 
spatially over the region i.e. they signify the spatial variation of a weather 
parameter over the basin. 

Table 1.2-1: Weather Data Statistics for Sabarmati Basin 


Weather Parameter 

Minimum 

Maximum 

Mean 

Standard 

Deviation 

Coefficient 
of Variation 

Mean Maximum Temperature, °C 

28.40 

32.70 

31.48 

0.75 

0.02 

Highest Maximum Temperature, °C 

38.99 

44.17 

42.59 

0.93 

0.02 

Mean Minimum Temperature, °C 

14.26 

19.14 

17.20 

0.85 

0.05 

Lowest Minimum Temperature, °C 

-0.77 

5.07 

1.98 

1.10 

0.56 

Annual Rainfall, mm 

604.40 

787.40 

684.40 

49.20 

0.07 

Monsoon Months Rainfall, mm 

568.20 

753.00 

649.10 

49.40 

0.08 

Rainy Days, Days/hr 

28.00 

35.00 

32.00 

1.60 

0.05 

Wind Speed, km/hr 

3.27 

6.88 

5.02 

0.69 

0.14 

Sunshine Hours, hr/day 

8.31 

8.37 

8.35 

0.02 

0.00 

Relative Humidity, % 

52.04 

58.54 

54.43 

1.20 

0.02 

Annual Evaporation, cm 

164.93 

212.29 

194.41 

9.71 

0.05 


Source: IMD monthly dataset (1990-2009); Rainfall Statistics based on IMD, RD and WRD 
dataset (1957-2010) 
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Following paragraphs give brief descriptions regarding temperatures, rainfall, 
wind speeds, relative humidity, sunshine hours and evaporation. 

1.2.1 Temperature Statistics 

Maximum Temperature 

Mean maximum temperature in Sabarmati Basin spatially varies within a range of 
28.4°C-32.7C with a mean value of 31.48°C, coefficient of variation of 0.02, as 
shown in Drawing No. SBR-CLM-001 (in Volume 3b). 

Highest Maximum Temperature 

Highest maximum temperature in Sabarmati Basin spatially varies within a range 
of 38.99°C-44.17°C with a mean value of 42.59°C and is presented in Drawing 
No. SBR-CLM-002 (in Volume 3b). 

Minimum Temperature 

Mean minimum temperature in Sabarmati Basin spatially varies within range of 
14.26°C-19.14°C with a mean value of 17.2°C and is presented in Drawing No. 
SBR-CLM-003 (in Volume 3b). 

Lowest Minimum Temperature 

Lowest minimum temperature in Sabarmati Basin spatially varies within a range 
of -0.77°C-5.07°C with a mean value of 1.98°C and is presented in Drawing No. 
SBR-CLM-004 (in Volume 3b). 

1.2.2 Rainfall 

Annual Rainfall 

Annual Rainfall in Sabarmati Basin ranges from 604.40-787.40 mm spatially with 
a mean annual rainfall of 684.40 mm having a coefficient of variation of 0.07, 
which is presented in Drawing No. SBR-CLM-005 (in Volume 3b). 

Monsoon Rainfall 

Monsoon month rainfall (Jun-Jul-Aug-Sept) spatially ranges from 568.20 -753.00 
mm with a mean value of 649.10 mm and a coefficient of variation of 0.08, which 
is presented in Drawing No. SBR-CLM-006 (in Volume 3b). 

Rainy Days 

Mean Annual number of Rainy days in Sabarmati Basin are 32 days with a spatial 
range of 28-35 days and are presented in Drawing No. SBR-CLM-007 (in 
Volume 3b). 

1.2.3 Wind Speed 

Mean annual daily wind speed in Sabarmati Basin spatially varies within a range 
of 3.27-6.88 km/hr with a mean value of 5.02 km/hr and a coefficient of variation 
of 0.14, which is presented in Drawing No. SBR-CLM-008 (in Volume 3b). 

1.2.4 Sunshine Hours 

Sunshine hours varies spatially within range of 8.31-8.37 hours/day with a mean 
daily sunshine hours of 8.35 hours/day, its spatial variation is presented in 
Drawing No. SBR-CLM-009 (in Volume 3b). 

1.2.5 Relative Humidity 

Mean annual daily Relative humidity in Sabarmati Basin is 54.43% with a range 
of 52.04-58.54%, its spatial variation is presented in Drawing No. SBR-CLM-010 
(in Volume 3b). 
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1.2.6 Evaporation 

Mean Annual evaporation in Sabarmati Basin is 194.41 cm with a range of 
164.93-212.29 cm and its spatial variation is presented in Drawing No. SBR- 
CLM-011 (in Volume 3b). 

2. Surface Water 

2.1 Hydrological Modelling 

2.1.1 Overview 

SWAT (Soil and Water Assessment Tool) is a hydrological model to assess the 
monthly and annual surface water potentials of the Sabarmati Basin. A brief 
description of the SWAT hydrological model is given in Annex SW-l(a) of the 
Main Report. 

2.1.2 Development of Hydrologic Model 

Mapping of a basin on to the SWAT hydrological model involves an elaborate 
procedure. The following paragraphs briefly describe the methodology used for 
mapping. 

Development of SWAT hydrological modelling involves several steps which are 
mentioned below. 

Input data required for modelling 

• Digital Elevation Model (DEM) - Grid (raster) 

• Landuse - Grid ( raster) or Shape (vector) 

• Soil - Grid (raster) or Shape (vector) 

• Meteorological data with location 

• Optional 

• Mask 

• Drainage for burn 

• Outlet locations 

• Reservoir\River gauge locations 

Key procedures necessary for development of model 

• Delineate the watershed for modelling 

• Define land use and soil data grids 

• Determine the distribution of HRU’s (Hydrological Response Units) based 
on the DEM, land use and soil data. 

• Define rainfall, temperature and weather data 

• Write the SWAT input files- requires access to data on soil, weather, land 
cover, plant growth, etc. 

• Edit the input files - if necessary 

• Setup and run SWAT - requires information on simulation period, PET 
estimation method and other options 

• Calibration of model with available observed data 

Descriptive technical, theoretical, interface and input/output SWAT model 
documentation is attached as soft copy for reference in Annex SW-l(b) (in Main 
Report). 
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2.1.3 Basin Delineation 

A digital elevation model (DEM) from the SRTM was used for basin delineation 
which is shown in Figure 2.1-1. Enlarged map of DEM shown in Drawing No. 
SBR-SW-001 (in Volume 3b). 

A watershed is the upslope area that contributes flow to a common outlet as 
concentrated drainage. The boundaries between watersheds are termed drainage 
divides. The outlet is the point on the surface at which water flows out of an 
area. It is the lowest point along the boundary of a watershed. 

Watersheds are delineated from SRTM DEM by computing the flow direction of 
each cell in the raster. The model identifies the ridge lines between the basins 
using elevation values from raster data (SRTM DEM) and creates the basin 
boundary. Outlet points are then defined which may be features, such as dams or 
stream gauges or any other outlet point for which contributing area has to be 
determined. Here, Sabarmati Basin was delineated considering outlet points 
outside Rajasthan also, so as to cover complete area within Rajasthan. 

Topographic statistics of elevation of the Sabarmati Basin are also given in Table 
2 . 1 - 1 . 


Table 2.1-1: Elevation Summaries - Sabarmati Basin 


Parameter 

Elevation 

(m) 

District 

Block 

Longitude, Latitude 
(degree minutes seconds) 

Minimum Elevation 

172 

Dungarpur 

Simalwara 

73°38'1.115"E 

23°32'13.128"N 

Maximum Elevation 

1,173 

Udaipur 

Gogunda 

73°28'40.85"E 

24°43'15.398"N 

Mean Elevation 

384 
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Figure 2.1-1: Digital Elevation Model (Topography) of Sabarmati Basin 
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Figure 2.1-2: Drainage Network and Basin Delineation using DEM for Sabarmati Basin 



Sabarmati Basin 
Drainage Network and 
Basin Delineation 

RAJASTHAN 


Legend 

- Drainage Network 

Boundaries 

Basin in Rajasthan 

□ Basin outside Rajasthan 
| | District 

L | State 


Total Delineated Basin Area : 8626.8 km 2 
Basin Area in Rajasthan : 4130.2 km 2 


Labels 

district State 


0 10 20 30 40 


50 

3 Km 


GOVERNMENT OF RAJASTHAN 

WATER RESOURCES PLANNING DEPARTMENT 
PLANNING OF WATER RESOURCES OF RAJASTHAN 


TAHAL Consulting Engineers Ltd. 
in association with 

WAPCOS and INRM Consultants Pvt. Ltd. 


SCALE: 1:1,100,000 


DATE: August, 2013 


App. SBR-IN-24740-R13-073 

Surface and Ground Water Availability 
481 


July, 2014 

































STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Figure 2.1-2 shows the automatically delineated Sabarmati Basin with the 
generated drainage network using the DEM. Total Sabarmati Basin area 
delineated is 8,626.79 km 2 where 4,130.12 km 2 is within Rajasthan boundary. 

2.1.4 Micro-watershed Delineation 

Automatic delineation of watersheds was done by using the DEM as input and 
using 500 hectare as minimum stream threshold. The target outflow points 
were interactively selected so as to cover entire area of Sabarmati Basin falling 
within Rajasthan State. 

There are 15 micro-watersheds delineated and demarcated in the basin within 
Rajasthan boundary (See Figure 2.1-3), details of which are presented in Table 
2.1-2. Enlarged map showing micro-watersheds is shown in Drawing No. SBR- 
SW-002 (in Volume 3b). 

Table 2.1-2: Micro-watersheds delineated in Sabarmati Basin within Rajasthan 


MWS_Code 

Micro- 
Watershed 
Area, km 2 

Sub¬ 

basin 

Sub¬ 

basin 

Code 

Percentage 
Area Inside 
Basin, % 

001 

176.05 

Sabarmati 

001 

4.26 

002 

264.77 

Sabarmati 

001 

6.41 

003 

45.74 

Sabarmati 

001 

1.11 

004 

191.97 

Sabarmati 

001 

4.65 

005 

178.90 

Sabarmati 

001 

4.33 

006 

396.27 

Sei 

002 

9.59 

007 

255.33 

Sei 

002 

6.18 

008 

274.06 

Vatrak 

003 

6.64 

009 

496.46 

Vatrak 

003 

12.02 

010 

177.76 

Wakal 

004 

4.30 

011 

316.48 

Wakal 

004 

7.66 

012 

293.46 

Wakal 

004 

7.11 

013 

410.53 

Wakal 

004 

9.94 

014 

406.14 

Wakal 

004 

9.83 

015 

246.18 

Wakal 

004 

5.96 

Total 

4,130.12 



100.00 
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Figure 2.1-3: Micro-watershed Delineated in Sabarmati Basin 
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2.1.5 Land Use /Land Cover Layer 

Land Use/Land Cover is another important segment of data that is required for 
pre-processing. The land use map from NRSC 1 , has been used for the present 
study. Table 2.1-3 gives the land use categories and the area covered under each 
category of land use for the Sabarmati Basin. 

Major part of the basin is forestland (42.04%). Maize and wheat are the 
predominant crops (Source: Agriculture Statistics Handbook, Government of 
Rajasthan, 2010). 

Table 2.1-3: Land use Categories in Sabarmati Basin 


Land Use 

Area 

(km 2 ) 

% of Basin 
Area 

Kharif only 

581.59 

14.08 

Rabi only 

50.18 

1.22 

Double / tripple 

509.75 

12.34 

Current fallow 

156.07 

3.78 

Deciduous forest 

1,736.29 

42.04 

Scrub/Degraded forest 

580.64 

14.06 

Other wasteland 

477.88 

11.57 

Scrubland 

22.43 

0.54 

Water bodies 

15.29 

0.37 

Total 

4,130.12 

100.00 


Source: NRSC, 2007-2008 


Figure 2.1-4 shows the land use map of Sabarmati Basin. Enlarged land use map 
of Sabarmati Basin is shown in Drawing No. SBR-LU-001 (in Volume 3b). 


'http://applications.nrsc.gov.in/products.asp 
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Figure 2.1-4: Land Use Map of Sabarmati Basin 
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2.1.6 Soil Layer 

Information on the soil profile is also required for simulating the hydrological 
character of the basin. The Soil Map of Rajasthan has been used for the 
modelling. The soil map is shown in Figure 2.1-5. Enlarged soil map of Sabarmati 
Basin is shown in Drawing No. SBR-SO-OOl (in Volume 3b). 

Soil in the Sabarmati Basin is predominantly Sandy. Table 2.1-4 shows the area 
under each of the soil texture class found in the Sabarmati Basin. 

Table 2.1-4: Soil Texture Sabarmati Basin 


Soil Texture 

Area 

(km 2 ) 

%of 

Basin 

Area 

Clay 

176.98 

4.29 

Loam 

106.46 

2.58 

Loamy Sand 

108.05 

2.62 

Sand 

2,543.20 

61.58 

Sandy Clay Loam 

105.10 

2.54 

Sandy Loam 

1,043.77 

25.27 

Silt Loam 

46.56 

1.13 

Total 

4,130.12 

100.00 


Source: SRSAC, DST, Jodhpur 
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Figure 2.1-5: Soil Map of Sabarmati Basin 



App. SBR-IN-24740-R13-073 

Surface and Ground Water Availability 
487 


July, 2014 
































STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


2.1.7 Meteorological Data Collection Stations 

Daily rainfall data of 9 rain gauge stations belonging to IMD, Revenue Department 
and Water Resources Department of Rajasthan has been used. Maximum and 
minimum temperatures data at a resolution of 1° X 1° latitude by longitude grid 
points (1 grid location) from IMD has been used. 

(The Grid point nomenclature adopted by IMD was done by combining 
Longitude and Latitude in decimal degrees to form a code e.g. grid location code 
"755275" signifies 75.5 degree longitude and 27.5 degree latitude). 

Major weather parameters which influence the hydrology of a catchment are 
rainfall and temperature for which daily observed data have been used, while for 
other weather parameters like solar radiation, wind speed and relative humidity 
(which have less significant effect on hydrology) long term statistics have been 
used to derive daily values. These weather parameters have small variation over 
the time and can be derived using continuity equations. 

SWAT uses weather generator model for generating values based on long term 
daily statistics for a particular day. 

Solar radiation is generated from a normal distribution. A continuity equation is 
incorporated into the generator to account for radiation variations caused by dry 
vs. rainy conditions. Solar radiation is adjusted downward when simulating 
rainy conditions and upwards when simulating dry conditions. The adjustments 
are made so that the long-term generated values for the average monthly solar 
radiation agree with the input averages. 

Generated wind speed: A modified exponential equation is used to generate 
daily mean wind speed given the mean monthly wind speed. 

Generated Relative humidity: The relative humidity model uses a triangular 
distribution to simulate the daily average relative humidity from the monthly 
average. As with temperature and radiation, the mean daily relative humidity is 
adjusted to account for wet- and dry-day effects. 

The meteorological data locations map is shown in Figure 2.1-6. 

The meteorological data location details is presented in Annex SW-3 of Main 
Report. 
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Figure 2.1-6: Meteorological Data Locations Map of Sabarmati Basin 
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2.1.8 Existing Major / Medium Projects 

There are no major and medium projects in Sabarmati Basin. 

2.1.9 River Gauge and Discharge Data in Sabarmati Basin 

One river gauge station is present in Sabarmati Basin named Jotasan, as shown in 
Figure 2.2-1, data for which is available from 1995-2010. Table 2.1-5 presents the 
details of Jotasan River Gauge Site. 

Table 2.1-5: River Gauge and Discharge data in Sabarmati Basin 


River Gauge Site 

Data Availability 

Maintaining Agency 

Remarks 

Jotasan 

1995-2010 

cwc 

Used for calibration 


2.1.10 Other Model Inputs 

District agriculture statistics from 1967-2007 (extended to 2011 from Agricop) 
has been used to derive District wise cropping area, production, irrigation by 
source (canal, tank, well etc), fertilizer and pesticide use per hectare. Cropping 
pattern and crop management practices are used from agriculture contingency 
plans (http://agricoop.nic.in/acp.html) and Agriculture Statistics Handbook, 
Government of Rajasthan, 2010. These data were later transferred to micro¬ 
watersheds (hydrological modelling unit) using GIS overlay techniques. 

The general cropping pattern adopted in the region is Maize in Kharif and heat 
in Rabi season (Source: Agriculture Statistics Handbook, Government of 
Rajasthan, 2010). 

2.2 Model Calibration and Performance 

Calibration is an effort to better parameterize a model to a given set of local 
conditions, thereby reducing the prediction uncertainty. 

Model calibration is performed by carefully selecting values for model input 
(within their respective uncertainty ranges) by comparing model predictions 
(output) for a given set of assumed conditions with observed data for the same 
conditions. Figure 2.2-1 shows calibrations location map of Sabarmati Basin. 

2.2.1 SWAT Model Calibration 

SWAT model uses water balance equation as a driving force behind everything 
that happens in the watershed on a daily basis. The USDA SCS runoff curve 
number is used to estimate surface runoff from daily precipitation. An improved 
dynamic curve number method is used which automatically adjusts the curve 
number on the basis of the moisture conditions prevailing in the watershed. 

Auto calibration techniques have been adopted using SWAT CUP which provides 
the essential information like sensitive parameters, range or value that has to be 
applied to various parameters to arrive at optimum parameter value. 

This study used the built in interfaces of these tools in SWAT model to identify 
important hydrological controlling parameters, optimize them and test the 
calibrated model using various performance indices and input data sets. 

After running auto calibration process, the application provides sensitive 
parameters that are controlling the hydrological processes. These are mentioned in 
Table 2.2-1. 
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Table 2.2-1: Sensitive Parameters Controlling the Hydrological Processes 


Parameter 

Description (Class) 

Units 

CN2 

Curve number (Management operations) 

- 

GW_DELAY 

Groundwater delay (Groundwater) 

Days 

GWQMN 

Threshold depth of water in shallow aquifer required 
for return flow to occur (Groundwater) 

mm 

GW_REVAP 

Groundwater revap coefficient (Groundwater) 

- 

RCHRG_DP 

Deep aquifer percolation coefficient (Groundwater) 

- 

ESCO 

Soil evaporation compensation factor 
(Evapotranspiration) 

- 

S0L_AWC 

Soil available water content (Soil) 

mm Water\mm 
soil 

S0L_K 

Soil permeability (Soil) 

mm/hr 

SHALLST 

Initial Depth of water in shallow aquifer 

mm 


These parameters broadly fall under two categories namely 


• General Parameters: Value of which is applied to entire basin which includes 
Groundwater delay, deep aquifer percolation factor and ESCO. 

• Catchment Specific Parameters: Values of these parameters are area specific 
which include soil parameters like soil permeability, available moisture 
content and management parameters like CN, irrigation source etc. 

Soil in the Sabarmati Basin is predominantly Sandy Loam. After various 
simulation and parameter calibration it was found that groundwater parameters 
were most sensitive in this region. 

The model generally takes default values as per input data provided (Landuse, 
Soil Profile, DEM, Reservoir Details etc). The model is then made to run with 
default values and then compared with observed data. After such comparison and 
looking at the flow regime of observed and simulated values, sensitive parameters 
were adjusted and series of test runs were carried out to reach the optimum 
parameter value. 

There are a large number of parameters which operate during simulation. Out of 
them some major parameters that were adjusted during calibration and their 
respective values are presented in Table 2.2-2. 

Table 2.2-2: Major Parameters Adjusted During Calibration 


Parameter 

Unit 

Value 

Range 

GW_delay 

Days 

12.000 

1-500 

RCHRG_DP 

- 

0.200 

0-1 

ESCO 

- 

0.500 

0-1 

GWQMN 

mm 

1,150.000 

0-5,000 

GW_REVAP 

- 

0.066 

0.02-0.2 

SHALLST 

mm 

2,000.000 

0-50,000 

IRRSC 


Shallow aquifer 



2.2.2 Model Performance 

There are three main statistical parameters that are used for evaluating a 
hydrological model performance viz. Nash-Sutcliffe model efficiency coefficient 
(NSE), RSR, and co-efficient of determination (R 2 ). 
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The range of these parameters are presented in Table 2.2-3. 

Table 2.2-3: Model Performance Parameters 


Performance 

Nash-Sutcliffe Efficiency 
Coefficient(NSE) 

RSR 

Coefficient of 
Determination^ 2 ) 

Satisfactory 

0.50 =< NSE < 0.65 

0.60 < RSR < 0.70 

0.5 =< R 2 =< 0.65 

Good 

0.65 < NSE < 0.75 

0.50 < RSR < 0.60 

0.65 < R 2 < 0.75 

Very Good 

0.75 < NSE <1.00 

0.00 < RSR < 0.50 

0.75 <R 2 < 1.00 

Unsatisfactory 

NSEO.5 

RSR > 0.70 

R 2 <0.5 


Detailed description of these model performance parameters is presented in 
Annex SW-l(c) of Main Report. 

Calibration has been performed for one river gauge station at Jotasan for 
Sabarmati Basin from 1995 to 2010. Data used for calibration locations is 
presented in Annex SBR-1 while Calibration location map is presented in Figure 
2 . 2 - 1 . 

Model Performance at Jotasan River G&D Site is presented in Table 2.2-4. 

The comparison between observed and simulated flows at Jotasan G&D site is 
presented in following paragraphs. 
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Figure 2.2-1: Calibration Location Map of Sabarmati Basin 
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Jotasan River Gauge and Discharge Site 

Jotasan River Gauge Site is situated at the boundary of Rajasthan State in Wakal 
Sub-basin. 

Model performance at Jotasan River Gauge Station is presented in Table 2.2-4. 
Figure 2.2-2 shows the comparison between observed and simulated flows at 
Jotasan River Gauge Station. 

Figure 2.2-2: Comparison of Simulated Vs Observed flows for Jotasan river gauge station 
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Table 2.2-4: Model Performance and Comparison Summary 


Validation Location 

Catchment 

Area 

(km 2 ) 

Mean 

Simulated 

(Mean 

Observed) 

Coefficient of 
Determination 
R 2 

RSR 

Nash-Sutcliffe 

Model 

Efficiency 

Coefficient(NSE) 

Calibration 

Period 

Jotasan River Gauge Site 

1,607.55 

5.46(5.41)* 

0.91 

0.32 

0.90 

1995-2010 

* Mean monthly flow in cumecs 


As evident from Table 2.2-4 and Figure 2.2-2, the match between observed and 
simulated flows is Very good at Jotasan river gauge station with a R 2 value of 
0.91 and Nash-Sutcliffe model efficiency coefficient 0.90. Mean monthly 
observed flow at Jotasan is 5.41 cumecs while simulated flow is 5.46 cumecs. 

2.2.3 Hydrologic Simulation for Sabarmati Basin 

The SWAT model was run with the observed rainfall (1957-2010) and 
temperature data (1973-2010) for Sabarmati Basin and outputs were obtained for 
the common period of 1973 to 2010. The outputs provided by the model are very 
extensive, covering all the components of water balance, spatially and temporally. 
The sub components of the water balance that are most significant and used for 
analyses, include: 

• Total flow (water yield) consisting of surface runoff, lateral and base flow. 

• Actual evapotranspiration (ET). 

The outputs can be depicted in many ways depending on the focus and 
requirement of the user. These components are expressed in terms of total annual 
depth of water in mm over the total watershed area. In other words, the total water 
yield is the equivalent depth in mm, of flow past the outlet of the basin on annual 
and mean monthly basis. Figures 2.2-3 and 2.2-4 show the annual and mean 
monthly water balance components for the Sabarmati Basin. 

Temporal Distribution of Major Water Balance Components 

Figure 2.2-3 depicts the average annual rainfall, water yield, evapotranspiration 
and Sub-surface percolation for the entire Sabarmati Basin and its Sub-basins. 

It is noteworthy here that SWAT gave an indication of the spatial and temporal 
variation of this percolation, with respect to properties of the overlaying soil 
cover. The percolation computed using SWAT model is the total percolation 
which also includes the abstractions being taken from the groundwater. 
Therefore the net percolation which will reflect the groundwater fluctuations is 
after incorporating the withdrawals/draft from the groundwater for various 
purposes. The another component namely deep percolation is used in the SWAT 
model to build the static groundwater table and this component is lost from the 
local water balance, although there is a provision to tap this water through tube 
wells if required. SWAT doesn't takes care of absolute groundwater table since 
it is not a groundwater model. 
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Figure 2.2-3: Simulated Annual Water Balance Components for Sabarmati Basin 
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As shown in Figure 2.2-3 and Table A3-1 Annex SBR-3, inter annual range of 
rainfall for the period of analysis from 1973 to 2010 was 256.47 mm to 1,710.46 
mm, while inter annual range of water yield was 10.93 mm to 1,071.05 mm for 
the same period. This shows there is a great degree of fluctuations in the rainfall 
and runoff pattern in Sabarmati Basin. 

From Table A3-1 of Annex SBR-3, it can be observed that inter annual range of 
water yield in Sub-basin Sabarmati is 5.76-1,070.36 mm, Sei 3.53-1,405.38 mm, 
Vatrak 3.16-642.84 mm and in Wakal Sub-basin the range is 7.62-1,128.84 mm. 

Figure 2.2-4 depicts the long term mean monthly water balance components of 
rainfall, water yield and evapotranspiration and Sub-surface percolation for 
Sabarmati Basin. From Table A3-2 Annex SBR-3, It can be seen that the rainfall 
contribution to water yield and evapotranspiration is mainly in the months of July, 
August and September with a maximum in September, while for other months the 
contribution is negligible. In August, about 30.3% of the rainfall was converted 
into water yield while in September 53.30% of rainfall was converted to water 
yield. 

Maximum contribution of rainfall to water yield occurs in month of September in 
all Sub-basins of Sabarmati Basin with 51.50% in Sabarmati Sub-basin, 55.10% 
in Sei Sub-basin, 60.70% in Vatrak Sub-basin and 52.00% in Wakal Sub-basin. 


Figure 2.2-4: Simulated Mean Monthly Water Balance Components for Sabarmati Basin 
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Virgin Water Yield 

True runoff, or Virgin water yield, is stream flow in its natural conditions, i.e. 
without the existence of any irrigation, municipal or industrial water supply 
developments (including impact of imported water, return flows and flow 
diversions). 

After calibration and validation of model at selected sites, the Virgin flows were 
generated by switching off all the abstractions (Major, Medium, Minor dams 
along with other water harvesting structures) and removing all crop management 
options (controlled irrigation in terms of canals, groundwater, etc). In Virgin flow 
scenario presented here, Kharif and Rabi crops are considered as rain fed with no 
external water supply. 
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Although simulation was performed at for areas outside Rajasthan also but Virgin 
flows generated within Rajasthan are presented here. 

From Table A2-1 to A2-5 it can be observed that mean annual virgin water yield 
for Sabarmati Basin is 732.52 Mm 3 where Sabarmati Sub-basin contributes 
152.13 Mm 3 , Sei 117.67 Mm 3 , Vatrak 143.33 Mm 3 and Wakal Sub-basin 319.40 
Mm 3 . 

Flow Duration Curve 

Assessment of dependable lean season flows along with their distribution in time 
is essential for planning and development of water supply schemes. Model was 
calibrated/validated using all the interventions and crop management practices 
and flows in Virgin conditions (with no Interventions or Human activity) were 
generated. Water yield dependability with respect to four levels of 25, 50, 75 and 
90% dependability is shown in Table 2.2-5. The dependability of the water yield 
of the Sabarmati Basin and its sub-basins has been analyzed and shown in Figure 
2.2-5. 

Figure 2.2-5: Simulated Flow duration curve for Sabarmati Basin and its Sub-basins 
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Water yields at various dependability levels for Sub-basins of Sabarmati Basins 
are presented in Table 2.2-5. 

Table 2.2-5: Virgin Water Yield at Four Dependability Levels - Sabarmati Basin 


Dependability 

Level, 

% 

Sabarmati 

Sub-basin 

Sei 

Sub -basin 

Vatrak 

Sub-basin 

Wakal 

Sub-basin 

Sabarmati 

Basin 


Water Yield, M 

m 3 

25 

195.20 

135.00 

206.20 

417.60 

901.70 

50 

68.20 

47.00 

106.90 

146.70 

457.40 

75 

30.20 

17.70 

34.40 

69.90 

156.20 

90 

14.60 

6.70 

16.00 

26.40 

86.60 

Mean 

152.13 

117.67 

143.33 

319.40 

732.52 
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Rainfall occurs mainly during the monsoon season in Sabarmati Basin. Therefore, 
major portion of stream flow will occur only during these months. 

At 50% dependability, mean annual virgin flow for Sabarmati Basin is 457.40 
Mm 3 while at 75% dependability it is 156.20 Mm 3 . 

Virgin flow series for various Sub-basins and entire Sabarmati Basin are 
presented in Annex SBR-2. 

There are 15 micro-watersheds delineated in Sabarmati Basin within Rajasthan 
boundary, water balance components of which are presented in Annex SW-4 of 
Main Report (as soft copy). Virgin water yield series for these micro-watersheds 
are presented in Annex SW-5 of Main Report (as soft copy). Virgin water yield 
of micro-watersheds at four levels of 25, 50, 75 and 90% dependability is shown 
in Table 2.2-6. 

Table 2.2-6: Virgin Water Yield Dependability - Micro-watersheds of Sabarmati Basin 


Micro¬ 

watershed 

Code 

Dependability Level, % 

Mean 

25 

50 

75 

90 

Water Yield, Mm 3 


001 

27.60 

10.80 

6.10 

3.70 

20.90 

002 

82.50 

25.20 

8.50 

2.30 

57.40 

003 

2.50 

1.20 

0.50 

0.20 

2.90 

004 

29.20 

8.70 

4.80 

2.20 

29.00 

005 

60.30 

23.30 

7.00 

1.70 

41.90 

006 

61.20 

14.80 

3.90 

1.90 

60.80 

007 

81.20 

29.40 

9.60 

2.70 

56.90 

008 

57.90 

13.60 

2.20 

1.30 

35.20 

009 

155.50 

87.20 

28.00 

14.60 

108.20 

010 

37.60 

14.70 

6.30 

2.80 

29.40 

011 

70.00 

27.20 

10.90 

4.10 

53.40 

012 

58.40 

21.90 

8.60 

4.40 

46.90 

013 

27.80 

16.10 

8.10 

5.50 

37.80 

014 

133.40 

50.20 

20.80 

7.40 

94.70 

015 

82.00 

29.10 

10.60 

3.10 

57.30 
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3. Imported Water 

There is no import of water from outside Rajasthan to Sabarmati Basin. 

4. Groundwater 

4.1 Basic Characteristics 

4.1.1 Physiography 

The basin is located in the south western part of the State and west of Udaipur 
City. It covers an area of 4,130.12 km 2 Sabarmati River and its tributaries 
originate from the Aravali hills and drain the area in Udaipur District. The Vatrak 
River, a tributary of Sabarmati River, originate from the hills south of Dungarpur 
flows in a south-westerly direction. The other main tributaries of Sabarmati River 
are Wakal and Sei Rivers, which also originate from the Aravali hill range to the 
west of Udaipur City and flow south-westwards. Their courses are generally 
parallel to the Sabarmati river, up to their confluence point in Gujarat. 

The area has mostly a sub-parallel to parallel type of drainage, with the first order 
tributaries of the rivers all being of the consequent type. 

The hills in the basin area are part of the Aravali range, and in conformity with 
the general trend of the range which run mostly north-east-south-west are as a 
broken chain of hills, elongated in shape and parallel to each other. Almost entire 
basin is made up of these sub-ranges. In addition, there are isolated hillocks, the 
relicts of earlier hill ranges, aligned parallel to the sub-ranges. The maximum 
elevation in the hilly terrain is more than 800 m amsl, the highest peak near the 
source of the Sabarmati is about 1,123 m amsl. 

4.1.2 Geomorphology 

Geomorphologically, the area characterised by strike valleys and pediments. The 
parallel sub-ranges as mentioned above are interrupted by narrow longitudinal 
strike valleys in the form of erosional drainage channels (or “Duns”). The valley 
fills comprised of fluvial sediments mixed with tallus, which are flat to gently 
sloping, and in their lateral extensions abut pediment surfaces at the base of the 
hills enclosing them. 

Both the hills and valleys in Sabarmati Basin appear to be structurally controlled 
land-forms conforming to the Aravali strike and lineaments. 

4.1.3 Geology 

The Geological sequence in Sabarmati Basin area is given in Table 4.1-1. 


Table 4.1-1: Geological Sequence in Sabarmati Basin 


Era 

Age 

Super-Group 

Group 

Rock Formation 

Quaternary (not 
shown in the map 
owing to 
insignificant 
occurrence) 

Sub-Recent to 
Recent 

Alluvium (and 
Colluvium) 

- 

Pebbles, gravel, sand, silt, clay 

-x-x-x-Unconformity-x-x-x- 

Middle Proterozoic 

Lower Precambrian 
to Upper 
Precambrian 

Delhi 

Kumbhalgarh (with 
Sandra Ambaji 
intrusives) 

Calc-schistand gneisse, marble, mica- 
schistand quartzites with synorogenic 
granites, gneisse, migmatites 
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Era 

Age 

Super-Group 

Group 

Rock Formation 

Middle Proterozoic 

Lower Precambrian 
to Upper 
Precambrian 

Delhi 

Gogunda 

Quartzites, biotite schists, calc- 
schists, hornblende schists, calc- 
silicates 

Lower Precambrian 
(Algonkian) 

Aravali 

Champaner 

Phyllite, meta proto quartzites, meta 
greywackes, metaconglomerates, 
dolomites, mica-schists, etc. 

Lower Precambrian 

Aravali 

Lunavada 

Phyllite, meta-siltstone, meta 
quartzites, meta-sub greywackes, 
garnetiferous mica-schists, meta 
conglomerates, dolomites 

Jharol 

Chlorite Phyllite, quartzites, mica 
schists, biotite schists, etc. 


Source : Geological survey of India (G.S.I) 


The basin area is elongated in shape and extends in north-south Districts. It 
comprises only pre-Cambrian Phyllite & Schist, Gneisses and Marble rock 
formations. More than 2/3 area of basin by elongated ridges. It is run-off 
producing area and is broadly a non-aquifer area. The basin covers western 
Dungarpur and Udaipur Districts. 

4.1.4 Sub Surface Hydrogeology 

The sub-surface hydrogeology has been studied with the help of one 
hydrogeological cross-section A-A' along Sulao to Jhadol. These cross-section 
has been prepared on the basis of exploratory tube wells and piezometers 
drilled by CGWB and RGWD. The cross-section line and their respective 
alignment has been shown in Figure 4.1-1. 

Hydrogeological Cross-Section A-A' 

The hydrogeological cross section A-A' (see Figure 4.1-1 and Figure 4.1-2) has 
been drawn from village Sulao of Panchayat Samiti Kotra through Ogna, 
Mohamad Phalasiya and Jhadol villages of Panchayat Samiti Jhadol, District 
Udaipur. It runs from NW to SE in the northern part of the basin. Total length of 
the cross section is 34 kms. and runs across the Aravali hill ranges. The ground 
elevation as per the boreholes drilled along the section line ranges from 401.01 m 
amsl at village Sulao in the north western part of line area to as high as 665 m 
amsl at village Jhadol. The cross- section reveals that the top layer of weathered 
mantle is comprising Sand, Clay, Kankar and highly weathered rock material of 
the host rock. It has limited thickness varying from 3.00 m bgl at village Sulao to 
as much as 17.00 m bgl at village Jhadol. At village Sulao in the NW part of the 
basin area Erinpura Granite has been encountered below the depth of 6.00 m from 
the ground level; and it is continuing below the depth of 60.00 Erinpura Granite is 
intrusive in the Phyllite & Schist of Delhi Super Group. In the remaining cross 
section line from village Ogna to Jhadol Phyllite & Schist of Delhi Super Group 
have been encounted at a depth of 6.00 m (Ogna), 12.00 m (Mohamod Phalasiya) 
and 17.00 m (Jhadol) bgl which is continuing below the depth of 96.00 m, 58.00 
m and 50.00 m bgl at villages Ogna, Mohamod Phalasiya and Jhadol respectively 
from central part towards SE. The ground water level ranges from 7.89 m at 
village Ogna to 10.00 m bgl at village Sulao. 
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Figure 4.1-1 Hydrogeological Cross Section Line of Sabarmati Basin 
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Source : CGWB and RGWD 
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Figure 4.1-2 Hydrogeological Cross Section of Sabarmati Basin A-A' 
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4.2 Aquifer Units 

4.2.1 Description 

Major part of the basin is covered by rocks belonging to Delhi Super Group and 
Aravalli Super Group occurring over an area 4,130.12 km 2 . These rocks are calc- 
schist and Gneisses belonging to Delhi Super-group and Phyllite & Schist and 
Quartzites belonging to the Aravalli Super-group. The area occupied by different 
aquifer units is given in Table 4.2-1. 

Table 4.2-1: Aquifer units with Occupied Area in Sabarmati Basin 


Sub-basin 

Aquifer Units 

Area (km 2 ) 

Sabarmati 

Erinpura Granite 

113.46 

Gneisses 

45.74 

Phyllite & Schist 

622.95 

Quartzite 

75.28 

Sub-basin Total 


857.43 

Sei 

Erinpura Granite 

336.31 

Gneisses 

6.13 

Phyllite & Schist 

309.16 

Sub-basin Total 


651.60 

Vatrak 

Phyllite & Schist 

770.52 

Sub-basin Total 


770.52 

Wakal 

Erinpura Granite 

4.38 

Phyllite & Schist 

1,698.51 

Quartzite 

147.66 

Sub-basin Total 


1,850.56 

Basin Total 


4,130.12 


Source: CGWB and RGWD 


The aquifer map (hydrogeological unit map) of the basin is presented in Drawing 
No. SBR-GW-001 (in Volume 3b). The entire basin is occupied with hard-rock 
aquifer units namely Phyllite & Schist, Gneisses and Quartzite. Nearly half of the 
basin area is occupied by Phyllite & Schist and remaining by other aquifers and 
hilly terrains. The hydrogeological characteristics of aquifer units of the basin are 
shown in Table 4.2-2. 

4.2.2 Aquifer Characteristics 

The entire basin area is occupied by hard rock aquifers viz Phyllite & Schist and 
Erinpura Granite. The weathered zone and joints and fractured zone which 
actually forms the aquifers in this hard rock formations. 

As indicated in the Table 4.2-2 the aquifer depth range from 50.00 m in Erinpura 
Granite aquifer of Sei Sub-basin to 97.51 m bgl in Phyllite & Schist aquifer of 
Vatrak Sub-basin area. 

The minimum static water level of 0.90 m bgl was observed at village Chanawada 
and the maximum static water level of 28.00 m bgl at village Karda in Wakal 
Sub-basin area in Phyllite & Schist aquifer. 

The average discharge of wells in the basin area varies from 0.52 lps to 2.28 lps in 
Gneisses and Erinpura Granite aquifers of Sabarmati Sub-basin area. 
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The average specific capacity of wells ranges from 0.15 lps/m to 2.84 lps/m 
drawdown in Phyllite & Schist aquifer of Vatrak and Wakal Sub-basin 
respectively. 

In Sabarmati Basin, only the hard-rock aquifer units occur on the basis of 
exploratory work drilling conducted by CGWB and RGWD in this area. The 
aquifer depth of ranges from 50 m for unit of Sei Sub-basin, to 95.95 m for 
Phyllite & Schist unit of Vatrak Sub-basin. The average SWL (bgl) in the units 
have range from 9.00 m to 10.04 m. The average well discharge varies from 0.52 
lps in Gneisses to 2.28 lps in Erinpura Granite unit of the Sabarmati Basin and 
average transmissivity as 11 m 2 /day. 
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Table 4.2-2: Hydrogeological Characteristics of Aquifer Units of Sabarmati Basin 


Basin 

Sub-basin 

Aquifer Units 

Depth 

Drilled 

(m) 

Static Water Level 
(m bgl) 

Discharge 

(Ips) 

Drawdown (m) 

Specific 

Capacity 

(Ips/m) 

Transmissivity 

(m 2 /day) 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Sabarmati 

Sabarmati 

Erinpura Granite 

46.50 

60.00 

53.25 

8.00 

10.00 

9.00 

1.40 

3.15 

2.28 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Gneisses 

82.00 

82.00 

82.00 

10.00 

10.00 

10.00 

0.52 

0.52 

0.52 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Sei 

Erinpura Granite 

50.00 

50.00 

50.00 

9.60 

9.60 

9.60 

0.76 

0.76 

0.76 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Vatrak 

Phyllite & Schist 

39.00 

161.00 

97.51 

1.98 

25.00 

10.04 

0.13 

5.04 

1.94 

0.85 

38.60 

17.37 

0.04 

0.40 

0.15 

2.00 

25.00 

11.00 

Wakal 

Phyllite & Schist 

50.00 

155.15 

97.42 

0.90 

28.00 

9.83 

0.14 

8.96 

2.21 

1.59 

44.50 

23.05 

0.05 

5.64 

2.84 

- 

- 

- 


Source: CGWB and RGWD 
Note: 


1. The data variously pertain to period 1960-2010. 

2. The same value data reflects the availability of data from one place only. 

3. Detailed information on location / village for the above observed parameters values are given in Annex GW-8. 
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4.3 Depth to Groundwater Level 

4.3.1 Monitoring /Observation Wells 

In this basin, 96 observation wells are monitored out of which 90 wells belonged 
to RGWD and 9 to CGWB. Break up of these is given in Table 4.3-1. 


Table 4.3-1: Monitoring/Observation Wells in Sabarmati Basin 


Sub-basin 

CGWB 

RGWD 

Total Observation 
Wells 

Sabarmati 


13 

13 

Sei 


7 

7 

Vatrak 

2 

32 

34 

Wakal 

7 

38 

45 

Basin Total 

9 

90 

99 


Source: CGWB and RGWD 

The depth to water level ranges from 3.24 m bgl at Pal Godhwa village of 
Bichiwara Block of Dungapur District to 27.92 m bgl at village Jhalan 
(Malmatha) also of Bichhiwara Block of Dungarpur District. In the Limestone 
formation, only one well exists which has water level 8.43 m bgl at village 
Khajooriya in Kotra Block District Udaipur District. 

4.3.2 Historic Trends of Groundwater Levels (1984-2010) 

An analysis of the historic groundwater levels and trends between the years 
1984-2010 is presented below. Weighted average of groundwater levels during 
the examined period were generated for each Sub-basin based on the measured 
level in each well and its Thiessen weight within the Sub-basin. The weighted 
average groundwater levels Sub-basin wise are presented in the graphs below and 
given in Table 4.3-3. 

Sabarmati Sub-basin 

Long-term average groundwater levels observed during the period 1984-2010 are 
presented in Figure 4.3-1. Groundwater fluctuations varies between 350 m amsl 
and 360 m amsl. The weighted average long-term trend of groundwater level in 
the Sabarmati Sub-basin is stable with a slightly rising rate of 0.05 to 0.06 m/yr. 
The trend of the water table in the entire Sub-basin a uniform as compared to 
other Sub-basins. All wells in the Sub-basin exhibit a small range of rise/decline 
rates varying between a minimum rise of +0.12 m/yr and a maximum decline of - 
0.01 m/yr. (see Table 4.3-2). These trends reflect the high precipitation combined 
with recharge from local, seasonal, natural and manmade lakes and dam. 
Correlation between rainfall and groundwater surface trends was demonstrated 
mainly in years of above average rain (1990, 1992, 1994 and 2005 to 2007). The 
stabilized groundwater table indicates that in the long term, the drafts are within 
sustainable volumes. 

Both pre and post-monsoon levels demonstrate similar pattern and fluctuations. 
The average difference between the seasons is ~2.8 m. That difference is 
relatively high compared to other Sub-basins of the basin, yet it is typical to areas 
characterized by hard-fractured rock formations. 

Based on the long term groundwater levels trends and assuming that the current 
average precipitation and draft trends will continue during future years, a 

App. SBR-IN-24740-R13-073 July, 2014 

Surface and Ground Water Availability 
515 



STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


prediction of the monitoring and observation wells (RGWD & CGWB database) 
which are expected to become dry in the future is presented in Table 4.3-5. On 
this basis average groundwater levels were estimated for the future (Table 4.3-4). 
As Table 4.3-5 indicated that none of the monitoring or observations wells are 
expected to become dry by the year 2020. However, by the year 2040, 25% of the 
wells will become dry during the pre-monsoon. This figure is expected to stay the 
same until 2060. During post-monsoon period, the conditions are much 
favourable and by 2060 only a relatively minor fraction of the wells (13%) will 
become dry. 

Table 4.3-2: Water Table DeclinelRise* Rates in Sabarmati Basin 


Sub Basin 

Main Formation 

Rate pre-monsoon 
[m/yr] 

Rate post-mi 
[m/yr 

Dnsoon 

Mean 

Min 

Max 

Mean 

Min 

Max 

Sabarmati 

Phyllite & Schist 

0.05 

0.12 

-0.01 

0.06 

0.10 

-0.01 

Sei 

Erinpura Granite 

-0.03 

-0.01 

-0.03 

0.03 

0.05 

0.005 

Vatrak 

Phyllite & Schist 

-0.10 

0.15 

-0.34 

-0.01 

0.06 

-0.18 

Wakal 

Phyllite & Schist 

-0.04 

0.14 

-0.20 

-0.003 

0.07 

-0.16 

Basin Summary 


-0.03 

0.15 

-0.34 

0.01 

0.10 

-0.18 


*(-) indicates water table decline, (+) indicates water table rise 
Source Groundwater level data of CGWB and RGWD 


Figure 4.3-1: Long Term Ground Water Level and Rainfall Trends in Sabarmati Sub-basin of 

Sabarmati Basin 1984-2010 

River Basin : Sabarmati, Sub Basin : Sabarmati 

Main Aquifer: Phyllite & Schist 
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Sei Sub-basin 

Long term average groundwater levels during 1984-2010 are presented in Figure 
4.3-2. Groundwater fluctuations are very small and vary between 465 m amsl and 
470 m amsl. The average long trend groundwater level in the Sei Sub-basin is 
stable. During pre-monsoon periods, groundwater decline by an average of -0.03 
m/yr while in post-monsoon periods, increasing trend of approximately 0.03 m/yr 
was recorded (see Table 4.3-2). The water table throughout the entire Sub-basin 
presents a very uniform pattern which is reflected by the very similar rates and the 
small spectrum between minimum (+0.05 m/yr) and maximum 
(-0.03 m/yr) rates. 

Pre and post-monsoon stages present very similar trends and rates. The average 
difference between the seasons is ~1.6 m. This pattern characterizes the entire 
basin in particular and the whole southern part of the basin in general. Correlation 
to rainfall is not very distinct but can be identified in the years 1987, 1997-2002, 
2005-2008. 

Assuming that the average draft and rainfall pattern will stay the same also in 
future years, it can be presumed that average rates of the water table change will 
also be similar to the last 3 decades. On this basis groundwater levels were 
estimated for the future (Table 4.3-4). According to the above, elevation of the 
water table hardly changes and the total decline from 2020 to 2060 during pre¬ 
monsoon is less than 1 m. 

Based on the long term groundwater levels trends and assuming that the current 
average precipitation and draft trends will continue during future years, a 
prediction of the monitoring and observation wells (RGWD & CGWB database) 
which are expected to become dry in the future is presented in Table 4.3-5. Until 
2040, none of the wells are expected to be dry. By the year 2060, -25% of the 
monitoring and observation wells are expected to become dry during the pre¬ 
monsoon season. During post-monsoon none of the wells will become dry. 
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Figure 4.3-2: Long Term Ground Water Level and Rainfall Trends in Sei Sub-basin of 

Sabarmati Basin 1984-2010 

River Basin : Sabarmati, Sub Basin : Sei 

Main Aquifer: Erinpura Granite 
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Vatrak Sub-basin 


Long-term weighted average groundwater levels for the years 1984 to 2010 are 
presented in Figure 4.3-3. In the past 3 decades, a very minor decline of the water 
table was recorded: 


• During post-monsoon: from 318 m amsl (1984) to 317.5 m amsl (2010) (~0.5 

m). 

• Average decline rate during pre-monsoon is -0.10 m/yr. 

• Average decline rate during post-monsoon is -O.Olm/yr (see Table 4.3-2). 

• During pre-monsoon: from 315 m amsl (1984) to 312 m amsl (2010) (-3 m). 

As seen, pre-monsoon decline rate is significantly higher compared to the post¬ 
monsoon (though not high at all compared to other basins). As a result the 
difference between pre and post-monsoon levels is growing bigger with time. In 
1984, the gap was -3 m while by 2010 it increased to -6 m. This means that in 
future years, it is likely to be a significant difference in the pumping rate between 
monsoon and non-monsoon months as wells will become dry during the dry 
season. 

The relative stability in groundwater levels can be attributed, at least partially, to a 
gradual decrease in groundwater pumping throughout these years. Between 1984 
and 2010, exploitation declined by 21% with an average decrease of -0.15 
Mm 3 /yr. 

Pre and post-monsoon levels present the same trends and fluctuations. Correlation 
to rainfall is not observed, though some increase in the water table took place in 
2005-2006 following the increase in rainfall during those years. 
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Assuming similar drafts and precipitation pattern in future years, it can be 
assessed that groundwater trends of the past 3 decades will continue and the rates 
should be similar. According to this, water table location was estimated for the 
years 2020, 2040, 2060. Table 4.3-3 presents the calculated elevations of the 
water table showing that by pre-monsoon 2060 groundwater levels will reach 
305.7 m amsl, some 12 m below current stages. On the other hand, post-monsoon 
stages do not show any decline in the coming 50 years. 

Based on the long term groundwater levels trends and assuming that the year 
2010 levels of average precipitation and draft trends will continue during future 
years, a prediction of the monitoring and observation wells (RGWD & CGWB 
database) which are expected to become dry in the future is presented in Table 
4.3-5. As the table shows, by the year 2020, -38% of the wells will be dry, the 
percentage will increase to 62% by the year 2040, and by the year 2060, -71% of 
the wells will become dry. Post-monsoon condition are significantly better 
presenting drying up of only 14% of the wells by 2060. 

Figure 4.3-3: Long Term Ground Water Level and Rainfall Trends in Vatrak Sub-basin of 

Sabarmati Basin 1984-2010 


River Basin : Sabarmati, Sub Basin : Vatrak 

Main Aquifer: Phyllite & Schist 
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Wakal Sub-basin 


Long-term average groundwater levels during 1984-2010 are presented in Figure 
4.3-4. Similar to the other Sub-basins, groundwater levels present a very stable 
trend during both pre and post-monsoon series. The water table fluctuated 
between 555 m amsl and 559 m amsl. The difference between 1984 stages and 
2010 stages is around 1 m only. The long term calculated slope rates are -0.04 
m/yr and -0.003 for pre and post-monsoon, respectively. Maximum declining rate 
in the Sub-basin could reach -0.2 m/yr while minimum rate is +0.14 m/yr (rising 
trend) as shown in Table 4.3-2. The water table in this Sub-basin present 
generally very stable stages. 
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Pre and post-monsoon stages present very similar trends and rates. The average 
difference between the seasons is -2.9 m. Correlation to rainfall is not very 
distinct but can be identified in the year 2005-2008. 

Assuming that the average draft and rainfall rates will stay the same also in future 
years, it can be presumed that average rates of the water table change will also be 
similar to the last 3 decades. On this basis, groundwater levels were estimated for 
the future (Table 4.3-3). According to the above, elevation of the water table 
hardly changes and the total decline from 2020 to 2060 during pre-monsoon is 2 
m. Water table change during post-monsoon until 2060 is negligible. 

Based on the long term groundwater levels trends and assuming that the year 
2010 levels of average precipitation and draft trends will continue during future 
years, a prediction of the monitoring and observation wells (RGWD & CGWB 
database) which are expected to become dry in the future is presented below. As 
Table 4.3-5 shows, by pre-monsoon 2020, -22% of the wells will be dry, the 
percentage will increases to 52% by the year 2040 and by the year 2060, -56% of 
the wells will become dry. 

Figure 4.3-4: Long Term Ground Water Level and Rainfall Trends in Wakal Sub-basin of 

Sabarmati Basin 1984-2010 


River Basin : Sabarmati, Sub Basin : Wakal 

Main Aquifer: Phyllite & Schist 
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Table 4.3-3: Weighted Average Groundwater Levels (m amsl) 1984-2010 - Sabarmati Basin 


Year 

Pre-monsoon (m amsl) 

Post-monsoon (m amsl) 

Sabarmati 

Sei 

Vatrak 

Wakal 

Sabarmati 

Sei 

Vatrak 

Wakal 

1984 

351.16 

467.87 

315.24 

556.60 

354.62 

469.97 

318.16 

560.55 

1985 

352.19 

468.97 

315.47 

557.06 

353.91 

469.75 

317.03 

559.90 

1986 

350.27 

467.01 

314.50 

556.50 

352.25 

468.87 

316.77 

559.17 

1987 

349.47 

466.07 

313.72 

554.86 

350.15 

466.71 

315.89 

557.22 

1988 

350.67 

467.95 

314.81 

557.34 

353.81 

469.40 

317.87 

559.44 

1989 

351.05 

466.95 

315.35 

557.62 

353.65 

469.53 

317.94 

560.16 

1990 

353.87 

469.20 

315.78 

558.26 

356.55 

470.13 

318.29 

561.09 

1991 

352.75 

468.73 

314.90 

557.44 

353.87 

469.20 

315.81 

558.34 

1992 

353.69 

468.29 

315.62 

558.48 

356.95 

470.56 

318.15 

561.86 

1993 

352.63 

468.82 

314.59 

557.05 

355.81 

470.08 

317.61 

560.57 

1994 

353.63 

469.47 

315.59 

558.56 

357.99 

470.63 

318.65 

561.60 

1995 

352.76 

468.79 

314.51 

557.60 

355.52 

469.98 

317.89 

560.98 

1996 

352.63 

468.74 

315.48 

557.91 

354.91 

470.17 

318.19 

560.67 

1997 

352.88 

468.10 

315.53 

557.64 

355.16 

469.97 

318.92 

560.10 

1998 

351.48 

468.03 

315.28 

557.42 

353.98 

468.91 

318.84 

560.45 

1999 

351.30 

466.73 

313.39 

556.16 

352.54 

467.83 

316.61 

558.15 

2000 

350.78 

466.55 

312.16 

554.65 

352.13 

466.73 

315.42 

556.30 

2001 

350.81 

466.55 

313.03 

556.20 

352.18 

467.82 

316.93 

558.43 

2002 

349.28 

465.33 

311.59 

554.97 

350.59 

465.97 

314.08 

556.93 

2003 

352.41 

468.27 

313.95 

556.16 

354.54 

470.47 

317.66 

559.93 

2004 

351.24 

466.58 

314.13 

555.40 

353.06 

469.86 

317.34 

557.73 

2005 

352.69 

467.55 

314.18 

557.44 

355.40 

470.77 

317.54 

560.97 

2006 

355.64 

469.44 

314.92 

558.89 

358.01 

471.47 

318.90 

562.27 

2007 

355.04 

469.70 

314.35 

557.58 

357.60 

470.79 

318.26 

561.17 

2008 

352.93 

468.21 

312.32 

555.85 

356.15 

470.16 

315.96 

559.67 

2009 

351.88 

466.14 

311.89 

555.21 

354.37 

469.41 

316.80 

558.22 

2010 

351.88 

466.14 

311.89 

555.21 

355.82 

470.42 

317.58 

561.13 


Source: Ground water level data of CGWB and RGWD 


4.3.3 Depth to Groundwater Level (Year 2010) 

The depth to groundwater level for pre-monsoon (2010) of the basin (Drawing 
No. SBR-GW-002 in Volume 3b) exhibits that levels in the basin were generally 
in the range of 5 to 20 m bgl, Except few localised pockets in northern, central 
and southern part of basin having water level less than 5 m bgl. 

The post-monsoon (2010) picture (Drawing No. SBR-GW-003 in Volume 3b) of 
groundwater level changed over the entire basin and the levels registered a rise as 
revealed by less than 2 and 2 to 5 m depth to water zones over most part of the 
basin, a typical feature of hard rock aquifers where water levels are clearly 
grained by rainfall in the area. 
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4.3.4 Long-term Groundwater Trend 


Table 4.3-4: Sub-basin wise Predicted Average Groundwater Levels in Sabarmati Basin 



Pre-monsoon Levels, (m amsl) 

Post-monsoon Levels, (m amsl) 

Sub-basin 

Current 

Predicted 

Current 

Predicted 


2010 

2020 

2040 

2060 

2010 

2020 

2040 

2060 

Sabarmati 

351.88 

352.40 

353.45 

355.03 

355.82 

356.42 

357.64 

359.45 

Sei 

466.14 

465.97 

465.63 

465.11 

470.42 

470.67 

471.18 

471.95 

Vatrak 

311.89 

310.86 

308.80 

305.71 

317.58 

317.46 

317.22 

316.86 

Wakal 

555.21 

554.86 

553.90 

552.60 

561.13 

561.10 

561.04 

560.96 

Summary of Basin 


462.91 

462.26 

461.28 


468.75 

468.87 

469.04 

Source: Ground wal 

er level data of CGW 

Band RGWD(1984-2010) 


Table 4.3-5: Prediction of Dry Observation Wells* - Sabarmati Basin 


Sub-basin 

Pre-monsoon Dry 
Observation Wells, [%] 

Post-monsoon Dry 
Observation Wells, [%] 

Current 

Prediction 

Current 

Prediction 

2010 

2020 

2040 

2060 

2010 

2020 

2040 

2060 

Sabarmati 

0 

0 

25 

25 

0 

0 

0 

13 

Sei 

0 

0 

0 

25 

0 

0 

0 

0 

Vatrak 

10 

38 

62 

71 

10 

10 

10 

14 

Wakal 

7 

22 

52 

56 

4 

4 

7 

11 

Basin Summary 

7 

23 

48 

55 

5 

5 

7 

12 


*RGWD and CGWB wells only 


4.3.5 Groundwater Level Fluctuation 

Table 4.3-6 shows Sub-basin wise/aquifer unit-wise fluctuation in levels of 
groundwater (for data refer Annex GW-3 of Main Report). 

Table 4.3-6: Sub-basin and Aquifer-Wise Groundwater Level Fluctuation in Sabarmati Basin 

(Pre-monsoon 2010) 


Sub-basin 

Hydrogeological 

Unit 

Number 
of Wells 

Ground Water Level 
Fluctuation, m 

Min. 

Max. 

Average 

Sabarmati 

Erinpura Granite 

5 

4.87 

8.49 

6.38 

Gneisses 

2 

4.78 

6.82 

5.80 

Phyllite & Schist 

5 

1.60 

7.88 

4.17 

Quartzite 

0 

- 

- 

- 

Sub-basin Summary 

12 

1.60 

8.49 

5.37 

Sei 

Erinpura Granite 

6 

3.20 

6.80 

5.08 

Gneisses 

0 

- 

- 

- 

Phyllite & Schist 

0 

- 

- 

- 

Sub-basin Summary 

6 

3.20 

6.80 

5.08 

Vatrak 

Phyllite & Schist 

27 

1.12 

10.23 

5.82 

Sub-basin Summary 

27 

1.12 

10.23 

5.82 

Wakal 

Erinpura Granite 

0 

- 

- 

- 

Phyllite & Schist 

30 

-0.74 

10.18 

5.62 

Quartzite 

3 

0.33 

8.58 

4.80 

Sub-basin Summary 

33 

-0.74 

10.18 

5.55 

Basin-Summary 

78 

-0.74 

10.23 

5.58 


Source: Ground water level data year 2010 of CGWB and RGWD 
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The basin comprises Sub-basins of Sabarmati, Sei, Vatrak and Wakal. The 
minimum and maximum seasonal fluctuation in levels of groundwater in the basin 
range from -0.74 to 10.23 m bgl, the average being 5.58 m bgl. In Sub-basins, the 
average fluctuations in levels have a range from 5.08 m bgl in Sei Sub-basin to 
5.82 m bgl in Vatrak Sub-basin. Maximum average of over 5 m is recorded in 
Erinpura Granite unit of Sabarmati and Sei Sub-basins as well as in Phyllite & 
Schist aquifer units of Vatrak and Wakal Sub-basins. 

4.3.6 Groundwater Flow Direction 

The small Sabarmati Basin, a relative small located at the southern tip of the 
Aravali (see Drawing No. SBR-GW-004 in Volume 3b) west of the Mahi Basin 
and south west of the Banas Basin, is drained by the Sabarmati, Wakal and Sei 
rivers, debouching into the State of Gujarat. The area is almost completely 
mountainous, with water levels reaching up to about 900 m amsl and have steep 
hydraulic gradients. The groundwater flow in northern part of basin is westwards, 
whereas it is southwards in southern part of the basin. The hydrogeological 
formations are the Erinpura Granite, Gneisses, Phyllite & Schist and Quartzite. 
The forms the aquifer in the basin are weathered mantle above the different hard 
rock formations. Colluviums and some isolated Alluvial and gravel deposits, 
associated with the river channels and have limited occurrence. 

Major part of the basin is characterized by groundwater level of less than 10 m 
depth, whereas in some limited areas it reaches more than 10 m depth. It signifies, 
unequivocally, the very poor hydraulic properties of the aquifer, in terms of 
specific capacity, specific yield and recharge capacity. 

4.4 Groundwater Quality 

4.4.1 Introduction 

The groundwater quality has been appraised with reference to selected 
parameters, namely: 

• Concentration of Chloride (Cl) ion in groundwater samples; 

• Concentration of Fluoride (F) ion in groundwater samples; 

• Concentration of Nitrate (NO3) ion in groundwater samples; 

• EC value in groundwater samples. 

The manner of obtaining and analyzing the relevant data are described in 
Section 3.2.5 of the Main Report. The description below refers to the relevant 
parameters as observed in this basin. 

4.4.2 Occurrence of Chloride in Groundwater 

As shown in Figure 4.4-1, average Chlorides concentration range in value from 99 
mg/1 to 230 mg/1, as observed during the time period between 1984 - 2010, with 
an average value of 152 mg/1, i.e. within the desirable concentration for potable 
water, and an average annual increment of 2.8 mg/1. Lowermost recorded values 
are 20 - 30 mg/1 and maximal values are approaching 750 to 900 mg/1. The 
maximum Chlorides values are known from the Phyllite & Schist rocks in the 
east, at the foothills of the mountain range. The basin area, at the southern tip of 
the Aravali, constitutes Gneisses of Delhi Super Group as well. The data used for 
preparing the graphs is given in Table 4.4-5 at the end of this chapter. 
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Figure 4.4-1: Long Term Average Chloride Concentrations in Sabarmati Basin 1984-2010 



Source: Groundwater chemical analysis data of CGWB and RGWD 

As per the groundwater chemical analysis of data the pre-monsoon 2010 
Chlorides distribution in the basin is presented in Drawing No. SBR-GW-005 (in 
Volume 3b). Except for the eastern part of the area in Wakal Sub-basin, where 
Chloride concentration levels of 250-1,000 mg/1 are found in Phyllite & Schist 
aquifer unit, the remaining area occupied by Gneisses and Phyllite & Schist and 
Quartzite unit in Sabarmati Sub-basin have fresh groundwater of 0-250 mg/1 
Chlorides levels. 

Percent area occupied by various levels of Chlorides in groundwater aquifers of 
Sabarmati Basin is given Table 4.4-1. 

Table 4.4-1: Sub-basin and Aquifer-wise Percent Area Occupied with Various Levels of 
Chloride (mg/I) in Groundwater of Sabarmati Basin 


Sub-basin 

Hydrogeological Unit 

Percent area Occupied with 
Various Levels of Chloride, mg/I 

<250 

250-1,000 

>1,000 

Sabarmati 

Erinpura Granite 

100.00 

0.00 

0.00 

Gneisses 

100.00 

0.00 

0.00 

Phyllite & Schist 

100.00 

0.00 

0.00 

Quartzite 

100.00 

0.00 

0.00 

Sub-basin Summary 


100.00 

0.00 

0.00 

Sei 

Erinpura Granite 

100.00 

0.00 

0.00 

Gneisses 

100.00 

0.00 

0.00 

Phyllite & Schist 

100.00 

0.00 

0.00 

Sub-basin Summary 


100.00 

0.00 

0.00 

Vatrak 

Phyllite & Schist 

97.47 

2.53 

0.00 

Sub-basin Summary 


97.47 

2.53 

0.00 

Wakal 

Erinpura Granite 

100.00 

0.00 

0.00 
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Sub-basin 

Hydrogeological Unit 

Percent area Occupied with 
Various Levels of Chloride, mg/I 

<250 

250-1,000 

>1,000 

Wakal 

Phyllite & Schist 

84.24 

15.76 

0.00 

Quartzite 

89.23 

10.77 

0.00 

Sub-basin Summary 

84.68 

15.32 

0.00 

Basin Summary 

92.66 

7.34 

0.00 


Source: Ground water chemical analysis data pre-monsoon 2010 of CGWB and RGWD 


From the above table, it may observed that about 93% area of the basin contains 
potable quality groundwater of <250 mg/1 of Chlorides. The Sei and Sabarmati 
Sub-basins comprise to 100% potable groundwater with respect to presence of 
Chlorides. By and large the basin contains potable quality groundwater. 

4.4.3 Occurrence of Fluorides in Groundwater 

As shown in Figure 4.4-2, the average Fluoride concentration is virtually stable, 
ranging from 0.5 to 1.2 mg/1, average value of 0.71 mg/1 and an annual drop of 
0.01 mg/1. Minimal values below 0.2 mg/1, maximal ones reach 1.85-2.2 mg/1. 
The maximal Fluoride values are clearly associated with the (acidic) basement 
rocks (see the hydrogeological map) such as Gneisses, which may contain 
minerals like Fluoride. The data used for preparing the graphs is given in Table 
4.4-5 at the end of this chapter. 

Figure 4.4-2: Long Term Average Fluoride Concentrations in Sabarmati Basin 1984-2010 



♦ AVERAGE - 5% UP - 5% DOWN -Linear (AVERAGE) 

Source: Groundwater chemical analysis data of CGWB and RGWD 

As per the groundwater chemical analysis data of pre-monsoon 2010 the 
distribution of Fluoride in groundwater of the basin is presented in Drawing No. 
SBR-GW-006 (in Volume 3b). It may be seen that most area of all aquifer units 
of the basin have suitable quality groundwater with Fluorides levels within the 
range of 1.5 mg/1. Percent area of different Fluorides levels in aquifer units of 
basin is given in Table 4.4-2. 
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Table 4.4-2: Sub-basin and Aquifer-wise Percent Area Occupied with Various Levels of 
Fluoride (mg/I) in Groundwater of Sabarmati Basin 


Sub-basin 

Hydrogeological Unit 

Percent Area Occ 
Various Levels of F 

upied with 
luoride, mg/I 

<1.0 

1.0-1.5 

>1.5 

Sabarmati 

Erinpura Granite 

69.16 

30.84 

0.00 

Gneisses 

100.00 

0.00 

0.00 

Phyllite & Schist 

53.78 

45.66 

0.56 

Quartzite 

78.00 

22.00 

0.00 

Sub-basin Summary 


60.41 

39.19 

0.40 

Sei 

Erinpura Granite 

29.87 

66.25 

3.88 

Gneisses 

3.34 

96.66 

0.00 

Phyllite & Schist 

37.61 

61.79 

0.60 

Sub-basin Summary 


33.29 

64.42 

2.29 

Vatrak 

Phyllite & Schist 

88.47 

11.53 

0.00 

Sub-basin Summary 


88.47 

11.53 

0.00 

Wakal 

Erinpura Granite 

100.00 

0.00 

0.00 

Phyllite & Schist 

95.13 

4.87 

0.00 

Quartzite 

100.00 

0.00 

0.00 

Sub-basin Summary 


95.53 

4.47 

0.00 

Basin Summary 


77.10 

22.45 

0.45 

Source: Ground water cl 

nemical analysis data pre-monsoon 2010 of CGWB and RGWD 


The above table indicates that only 0.45% area of the basin is of non-potable 
quality. The non-potable quality groundwater occurs in very small area in Phyllite 
& Schist and Erinpura Granite units of Sub-basin except Wakal and Vatrak Sub¬ 
basin of Sabarmati Basin. About 77% area of basin have groundwater of suitable 
quality for drinking purpose. 

4.4.4 Occurrence of Nitrates in Groundwater 

As shown in Figure 4.4-3, the average concentration during the period under 
consideration (1984 to 2010) ranges from a minimum value of 12 mg/1 to a 
maximum of 127 mg/1, with an average value of 53.3 mg/1. Point (higher most 
5%) values may reach 240-330 mg/1. The highest values coincide, due to a reason 
unknown, with the highest Nitrate values, in the west and south of the basin area, 
in the Gneisses and the Phyllite & Schist at the eastern foothills of the Aravali. 
The data used for preparing the graphs is given in Table 4.4-5 at the end of this 
chapter. 
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Figure 4.4-3: Long Term Average Nitrate Concentrations in Sabarmati Basin 1984-2010 



• AVERAGE - 5% UP - 5% DOWN -Linear (AVERAGE) 

* No data for the upper 5% during the period 1984-1990 
** No data for the lower 5% during the period 1984-1990 
Source: Groundwater chemical analysis data of CGWB and RGWD 


The pre-monsoon 2010, Nitrates distribution map of the basin is presented in 
(Drawing No. SBR-GW-007 in Volume 3b). It may be seen that almost all parts 
of the Sub-basin of Sabarmati have safe quality groundwater with respect to NO 3 
in the range of less than within 45 mg/1, except few small pockets in by Phyllite & 
Schist aquifer in Wakal Sub-basin where it is > 100 mg/1. 


The aquifer-wise percent area occupied with Nitrates concentration of different 
levels in aquifers of basin is given in Table 4.4-3. 

Table 4.4-3: Sub-basin and aquifer-wise Percent Area occupied with various Levels of 
Nitrate in Groundwater of Sabarmati Basin 


Sub-basin 

Hydrogeological 

Unit 

Percent Area Occupied 
with 

Various Levels of Nitrate, 
mg/I 

<45 

45-100 

>100 

Sabarmati 

Erinpura Granite 

76.20 

23.80 

0.00 

Gneisses 

42.52 

57.48 

0.00 

Phyllite & Schist 

46.64 

53.36 

0.00 

Quartzite 

37.90 

62.10 

0.00 

Sub-basin Summary 

49.56 

50.44 

0.00 

Sei 

Erinpura Granite 

11.83 

88.17 

0.00 

Gneisses 

1.43 

98.57 

0.00 

Phyllite & Schist 

24.79 

74.36 

0.85 

Sub-basin Summary 

17.88 

81.72 

0.40 

Vatrak Phyllite & Schist 

92.99 

7.01 

0.00 

Sub-basin Summary 

92.99 

7.01 

0.00 

Wakal Erinpura Granite 

0.00 

100.00 

0.00 
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Sub-basin 

Hydrogeological 

Unit 

Percent Area Occupied 
with 

Various Levels of Nitrate, 
mg/I 

<45 

45-100 

>100 

Wakal 

Phyllite & Schist 

67.18 

28.35 

4.47 

Quartzite 

44.42 

53.20 

2.38 

Sub-basin Summary 

65.20 

30.51 

4.29 

Basin Summary 

59.67 

38.34 

1.99 


Source: Ground water chemical analysis data pre-monsoon 2010 


ofCGWB 


and RGWD 


In Sabarmati Basin, about 59.67% area of the basin occupied by various aquifer 
units, contain suitable quality groundwater with NO 3 level of <45/mg/l. The 
Percent area of this range of NO 3 from 18% in Sei Sub-basin to 93% in Vatrak 
Sub-basin. The 93% Phyllite & Schist aquifer unit of Vatrak Sub-basin of the 
basin have NO 3 concentration levels below 45 mg/1 range and it is suitable for all 
kinds of uses. 


4.4.5 Occurrence of EC Levels in Groundwater 

As shown in Figure 4.4-4, the Electrical Conductivity (EC) trend generally 
follows, the Chloride trend. The average values range from 724 to 1,274 pS/cm 
with an average of 980 pS/cm and a negligible annual increase of 3.5 pS/cm. 
Minimal values are below 350 and the maximal ones (of the 5% of the higher 
most ones) are 3,160 and 3,547 pS/cm, in 2002 and 2005, respectively, following 
the Chloride outline. The data used for preparing the graphs is given in Table 4.4- 
5. 

Figure 4.4-4: Long Term Average Electrical Conductivity Concentrations in Sabarmati Basin 

1984-2010 



* No data for the upper 5% during the period 1984-1989 
** No data for the lower 5% during the period 1984-1986 
Source: Groundwater chemical analysis data of CGWB and RGWD 
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The pre-monsoon 2010 distribution of EC levels in groundwater of basins is 
presented in (Drawing No. SBR-GW-008 in Volume 3b). 

It may be seen from the map that entire basin contains suitable quality 
groundwater for irrigation use. 

The aquifer-wise and Sub-basin wise percent area of various EC levels in 
groundwater of basin is shown in Table 4.4-4. 

Table 4.4-4: Sub-basin and Aquifer-wise Percent Area Occupied with Various Levels of EC in 

Groundwater of Sabarmati Basin 


Sub-basin 

Hydrogeological Unit 

Percent Area Occupied with 

Various Levels of Electrical Conductivity, pS/cm 

<750 

750 - 2,250 

2,250 - 5,000 

> 5,000 

Sabarmati 

Erinpura Granite 

84.34 

15.66 

0.00 

0.00 

Gneisses 

100.00 

0.00 

0.00 

0.00 

Phyllite & Schist 

54.31 

45.69 

0.00 

0.00 

Quartzite 

48.95 

51.05 

0.00 

0.00 

Sub-basin Summary 

60.25 

39.75 

0.00 

0.00 

Sei 

Erinpura Granite 

55.06 

44.94 

0.00 

0.00 

Gneisses 

5.17 

94.83 

0.00 

0.00 

Phyllite & Schist 

46.52 

53.48 

0.00 

0.00 

Sub-basin Summary 

50.54 

49.46 

0.00 

0.00 

Vatrak Phyllite & Schist 

64.85 

35.15 

0.00 

0.00 

Sub-basin Summary 

64.85 

35.15 

0.00 

0.00 

Wakal 

Erinpura Granite 

100.00 

0.00 

0.00 

0.00 

Phyllite & Schist 

35.20 

64.09 

0.71 

0.00 

Quartzite 

24.32 

75.68 

0.00 

0.00 

Sub-basin Summary 

34.49 

64.86 

0.65 

0.00 

Basin Summary 

48.03 

51.67 

0.30 

0.00 


Source: Ground water chemical analysis data pre-monsoon 2010 of CGWB and RGWD 


In Sabarmati Sub-basin, there is no area with high salinity groundwater and 
51.67% area belongs to EC level of 750-2250 pS /cm. The remaining 48.03% 
area contains EC levels of less than 750 pS /cm. In Sabarmati Basin as a whole, 
the entire basin has groundwater suitable for irrigation use. 

The total draft in this Basin has been relatively stable in the long term (2009 vs. 
1995), though fluctuations of up 20% where recorded within the period of 
examination. Long term groundwater levels are stable, featuring shallow stages 
throughout the basin such as is the case in all the Basement/Hard rock basins and 
aquifers. There appears to be no connection necessarily, between the draft and 
SWL behaviour in the basin and chemical quality trends. The high Nitrates values 
at the beginning of the century, from the year 2000 onwards, a phenomenon that 
is observed in other basins as well, is likely to depict some pollution events. 

Groundwater quality in the basin is good and even. Deterioration hazards due to 
naturally associated sources are not forecast but, seemingly, only from pollution 
events. 
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Table 4.4-5: Long Term Groundwater Quality Trends - Sabarmati Basin 


Year 

Season 

Chloride (mg 

/I) 

Electrical Conductivil 

y (ijS/cm) 

Fluoride (me 

I/I) 

Nitrate (mg/I) 

5% UP 

AVERAGE 

5% 

DOWN 

5% UP 

AVERAGE 

5% 

DOWN 

5% 

UP 

AVERAGE 

5% 

DOWN 

5% 

UP 

AVERAGE 

5% 

DOWN 

1984 

Pre - Monsoon 

- 

133.19 

- 

- 

980.01 

- 

- 

0.88 

- 

- 

12.01 

- 

1984 

Post - Monsoon 

- 

218.34 

- 

- 

1,159.51 

- 

1.78 

0.91 

- 

- 

13.32 

- 

1985 

Pre - Monsoon 

- 

154.25 

- 

- 

1,145.57 

- 

1.85 

0.93 

- 

- 

14.63 

- 

1985 

Post - Monsoon 

- 

152.10 

- 

- 

999.72 

- 

1.56 

0.85 

- 

- 

16.93 

- 

1986 

Pre - Monsoon 

- 

120.71 

- 

- 

815.68 

- 

1.27 

0.72 

- 

- 

17.13 

- 

1986 

Post - Monsoon 

- 

108.52 

17.02 

- 

833.71 

638.00 

1.63 

0.90 

- 

- 

22.14 

- 

1987 

Pre - Monsoon 

- 

102.64 

20.56 

- 

821.13 

610.00 

1.98 

1.07 

- 

- 

27.38 

- 

1987 

Post - Monsoon 

- 

99.34 

24.11 

- 

812.46 

664.50 

2.20 

1.20 

- 

- 

16.62 

- 

1988 

Pre - Monsoon 

- 

105.37 

27.65 

- 

843.30 

719.00 

1.58 

0.84 

- 

- 

12.20 

- 

1988 

Post - Monsoon 

- 

123.41 

19.85 

- 

899.11 

450.00 

1.33 

0.71 

- 

- 

25.48 

- 

1989 

Pre - Monsoon 

- 

107.58 

60.09 

- 

751.65 

550.00 

1.29 

0.73 

- 

- 

14.44 

- 

1989 

Post - Monsoon 

- 

116.49 

46.88 

- 

828.62 

552.50 

1.25 

0.75 

- 

- 

13.85 

- 

1990 

Pre - Monsoon 

153.62 

105.47 

36.87 

996.67 

945.79 

655.00 

1.21 

0.60 

0.14 

- 

19.18 

- 

1990 

Post - Monsoon 

212.70 

161.23 

40.18 

1,520.00 

1,252.66 

537.50 

1.18 

0.57 

0.15 

- 

17.62 

- 

1991 

Pre - Monsoon 

229.24 

136.82 

36.63 

1,310.00 

1,014.24 

660.00 

1.14 

0.59 

0.16 

153.55 

57.96 

8.51 

1991 

Post - Monsoon 

258.79 

146.42 

33.68 

1,577.50 

1,097.43 

680.00 

1.28 

0.66 

0.21 

171.28 

64.69 

8.07 

1992 

Pre - Monsoon 

197.34 

127.45 

39.59 

1,282.50 

934.39 

602.50 

1.42 

0.69 

0.30 

189.00 

68.37 

7.63 

1992 

Post - Monsoon 

210.34 

144.37 

30.72 

1,177.88 

925.18 

512.50 

1.64 

0.85 

0.31 

152.50 

64.09 

9.91 

1993 

Pre - Monsoon 

174.89 

133.46 

32.50 

1,008.88 

915.86 

433.63 

1.85 

1.01 

0.32 

116.01 

59.80 

12.19 

1993 

Post - Monsoon 

163.07 

135.25 

31.91 

973.75 

890.26 

459.25 

1.58 

0.91 

0.33 

111.03 

59.05 

11.16 

1994 

Pre - Monsoon 

131.17 

123.08 

34.27 

1,467.50 

1,044.03 

580.38 

1.45 

0.84 

0.33 

106.05 

58.30 

10.13 

1994 

Post - Monsoon 

139.44 

136.14 

36.63 

1,343.75 

1,017.64 

556.25 

1.49 

0.83 

0.34 

101.08 

58.61 

16.28 

1995 

Pre - Monsoon 

147.71 

129.17 

36.04 

1,220.00 

968.26 

585.50 

1.53 

0.82 

0.35 

96.10 

58.92 

22.42 

1995 

Post - Monsoon 

189.07 

130.37 

35.45 

1,393.75 

885.73 

357.50 

1.43 

0.77 

0.33 

94.96 

53.01 

21.75 

1996 

Pre - Monsoon 

154.80 

125.53 

94.53 

1,212.50 

945.14 

655.00 

1.33 

0.73 

0.31 

93.83 

47.10 

21.08 

1996 

Post - Monsoon 

255.24 

149.61 

74.45 

1,467.50 

971.05 

601.67 

1.29 

0.71 

0.38 

154.79 

58.78 

7.44 

1997 

Pre - Monsoon 

222.16 

150.23 

51.99 

1,562.50 

981.07 

543.33 

1.08 

0.94 

1.03 

79.36 

38.63 

8.06 

1997 

Post - Monsoon 

262.33 

144.37 

34.86 

1,242.50 

843.85 

446.25 

1.15 

0.74 

0.56 

179.18 

62.18 

5.37 

1998 

Pre - Monsoon 

259.97 

153.17 

40.18 

1,375.00 

934.26 

442.50 

1.03 

0.56 

0.28 

179.59 

61.80 

8.20 
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Year 

Season 

Chloride (mg 

/I) 

Electrical Conductivit 

y (|jS/cm) 

Fluoride (me 

I/I) 

Nitrate (mg/I) 

5% UP 

AVERAGE 

5% 

DOWN 

5% UP 

AVERAGE 

5% 

DOWN 

5% 

UP 

AVERAGE 

5% 

DOWN 

5% 

UP 

AVERAGE 

5% 

DOWN 

1998 

Post - Monsoon 

159.53 

108.42 

27.18 

1,075.00 

724.42 

335.00 

1.00 

0.63 

0.27 

106.23 

43.55 

12.78 

1999 

Pre - Monsoon 

337.96 

155.93 

34.86 

1,647.50 

1,013.86 

521.25 

0.97 

0.70 

0.26 

32.86 

25.31 

17.36 

1999 

Post - Monsoon 

296.60 

146.82 

30.73 

1,525.00 

990.67 

600.00 

1.08 

0.68 

0.27 

107.93 

44.59 

26.14 

2000 

Pre - Monsoon 

441.35 

155.39 

34.86 

2,006.25 

1,023.62 

711.25 

1.19 

0.69 

0.31 

127.42 

56.09 

34.93 

2000 

Post - Monsoon 

586.11 

158.56 

33.09 

2,487.50 

1,040.77 

768.00 

1.30 

0.70 

0.36 

146.92 

63.31 

29.17 

2001 

Pre - Monsoon 

603.83 

156.67 

35.45 

2,561.67 

1,049.17 

536.25 

1.41 

0.71 

0.40 

166.41 

70.24 

23.42 

2001 

Post - Monsoon 

602.65 

139.94 

37.81 

2,317.08 

1,022.09 

694.58 

1.40 

0.68 

0.39 

98.15 

69.45 

25.83 

2002 

Pre - Monsoon 

777.54 

217.83 

47.27 

3,160.00 

1,179.01 

611.92 

1.40 

0.52 

0.18 

89.90 

53.73 

24.80 

2002 

Post - Monsoon 

529.39 

141.33 

42.54 

1,900.00 

1,020.80 

755.00 

1.31 

0.52 

0.19 

110.88 

59.31 

21.08 

2003 

Pre - Monsoon 

443.13 

162.84 

51.40 

2,022.50 

1,091.08 

603.13 

1.22 

0.51 

0.20 

131.85 

61.05 

17.36 

2003 

Post - Monsoon 

356.86 

166.16 

37.82 

2,145.00 

1,172.86 

618.75 

1.19 

0.50 

0.21 

233.53 

90.26 

15.45 

2004 

Pre - Monsoon 

455.54 

206.93 

37.23 

2,128.75 

1,117.58 

587.50 

1.21 

0.54 

0.23 

221.64 

80.18 

13.54 

2004 

Post - Monsoon 

667.64 

224.25 

37.81 

2,525.00 

1,030.30 

562.50 

1.41 

0.59 

0.33 

186.61 

74.10 

15.04 

2005 

Pre - Monsoon 

417.13 

158.94 

40.18 

1,951.25 

1,006.06 

567.50 

1.61 

0.66 

0.43 

151.57 

67.25 

16.53 

2005 

Post - Monsoon 

900.43 

230.29 

36.63 

3,547.50 

1,279.07 

585.00 

1.14 

0.60 

0.36 

195.41 

82.79 

13.07 

2006 

Pre - Monsoon 

549.48 

187.39 

35.45 

2,140.00 

1,005.60 

580.00 

0.67 

0.57 

0.29 

239.25 

97.60 

9.61 

2006 

Post - Monsoon 

491.57 

199.53 

48.45 

2,330.00 

1,195.35 

533.75 

1.58 

0.71 

0.25 

328.81 

126.78 

10.80 

2007 

Pre - Monsoon 

287.15 

182.12 

33.09 

1,840.00 

1,146.12 

593.75 

1.47 

0.61 

0.25 

232.09 

96.57 

11.99 

2007 

Post - Monsoon 

268.24 

165.02 

29.54 

1,590.00 

1,058.44 

430.00 

1.31 

0.61 

0.37 

163.27 

73.96 

14.36 

2008 

Pre - Monsoon 

378.14 

178.96 

34.27 

1,527.50 

961.56 

495.00 

1.14 

0.62 

0.49 

94.45 

50.93 

16.74 

2008 

Post - Monsoon 

406.50 

180.57 

33.09 

1,450.00 

857.39 

492.50 

1.01 

0.56 

0.41 

95.89 

53.26 

24.84 

2009 

Pre - Monsoon 

434.86 

195.31 

114.62 

1,477.50 

876.26 

427.50 

0.87 

0.51 

0.25 

97.34 

52.16 

26.43 

2009 

Post - Monsoon 

457.31 

190.73 

28.36 

1,465.00 

785.34 

365.00 

0.91 

0.50 

0.32 

- 

- 

- 

2010 

Pre - Monsoon 

- 

- 

- 

1,398.94 

852.88 

384.73 

1.04 

0.52 

0.32 

- 

- 

- 

2010 

Post - Monsoon 

- 

- 

- 

1,387.88 

864.11 

404.46 

1.17 

0.54 

0.33 

- 

- 

- 
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4.5 Groundwater Draft 

4.5.1 Historic Groundwater Drafts (1995-2009) 

Sabarmati Sub-basin 

Sabarmati Sub-basin is located on the western side of the basin (most of it lying in 
Gujarat State). The area of Sub-basin can be divided to two principal parts: 

• The upstream and the origin of the river is a water body known as Dhebar 
Lake. That part is existing on the western side of the basin, and borders Sei 
Sub-basin on the northeast and Wakal Sub-basin on the southeast. 

• Tributaries of Sabarmati are located towards southern Rajasthan and consist 
of channels that are headed south after crossing the State border. 

Since it is a hilly area volumes of draft in the Sub-basin is relatively low 
compared to the other basins and so is the draft area ratio. The draft volume in 
1995 was ~8.3 Mm 3 and it increased to -10.3 Mm 3 by 2009, a total rise of -2 

o a 

Mm in 15 years. The average increasing rate of drafts is -0.12 Mm /yr. The 
relative growth is -24% throughout the years (compared to an average growth of 
-7% in the whole basin (see Table 4.5-1 and Figure 4.5-1). 

Sei Sub-basin 

Sei Sub-basin is located towards the north-western part of Sabarmati Basin. This 
Sub-basin drains a mountainous area that belongs to the southern part of the 
Aravalli Range. Sei River flows towards southeast, where it merges with 
Sabarmati River (Outside the Rajasthan border and in Gujarat State). 

In this Sub-basin also because of this hilly area volumes of draft are low 
compared to the other Sub-basins and so is the draft-area ratio. The draft volume 
in 1995 was -6.2 Mm 3 and it increased to -8.3 Mm 3 by 2009, a total rise of -2.1 
Mm 3 in 15 years. The average annual rising rate is -0.11 Mm 3 /yr. The relative 
growth is -34% throughout the entire time (compared to an average growth of 
-7% in the whole basin; see Table 4.5-1 and Figure 4.5-1). Between the years 
1995 and 2001 there was a sharp rise in the volume of draft (almost 100%). A 
closer examination shows that the main growth occurred in the domestic- 
industrial sectors. 

Vatrak Sub-basin 

Volumes of draft in the Sub-basin are similar to the average of the basins, yet the 
long term trend here is negative. The volume of draft in 1995 was -20 Mm 3 and 
it decreased to -16 Mm 3 by 2009, a total decrease of -3 Mm 3 in 15 years. The 
average draft decrease rate is -0.15 Mm 3 /yr. The relative decline is -21% 
throughout the years (compared to an average growth of -7% in the whole basin; 
see Table 4.5-1 and Figure 4.5-1). The decrease trend is typical to that of Mahi 
Basin - which is located towards the southeast of the basin and may indicate a 
decline in the upper horizon of the groundwater table. 

Wakal Sub-basin 

Wakal Sub-basin is located in the central part of the Sabarmati Basin and to the 
east of Sabarmati Sub-basin and presents the highest levels of drafts in the basin. 
Groundwater abstractions increased from 23 Mm 3 in 1995 to 44 Mm 3 in 2001, 
decreased in the subsequent years to 29 and 27 Mm 3 . The overall long-term 
increase is -4 Mm 3 in 15 years. The average draft increase rate is -0.27 Mm 3 /yr. 
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The relative rising rate is -18% throughout the years (compared to an average 
growth of -7% in the whole basin; see Table 4.5-1 and Figure 4.5-1). The main 
growth that is presented is in the domestic - industrial sector, a pattern appearing 
in all the Sub-basins. 


Table 4.5-1: Groundwater Draft in Sabarmati Basin 1995-2009 


Sub-basin 

1995 

2001 

2004 

2007 

2009 

1995-2009 

Groundwater Draft (Mm 3 ) 

Relative 

Change 

(%) 

Rate of 
Change 

(Mm 3 /yr) 

Sabarmati 

8.33 

14.72 

11.66 

12.12 

10.31 

23.76 

0.12 

Sei 

6.20 

11.24 

8.68 

8.94 

8.29 

33.71 

0.11 

Vatrak 

19.79 

16.35 

17.83 

19.66 

15.64 

-20.94 

-0.15 

Wakal 

22.57 

43.90 

28.56 

28.99 

26.61 

17.88 

0.27 

Basin Total 

56.89 

86.21 

66.73 

69.71 

60.85 

6.96 

0.12 


Source: Groundwater draft assessment data of CGWB & RGWD 
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Figure 4.5-1: Groundwater Drafts in the Sabarmati Basin 1995-2009 


River Basin: SABARMATI, by Sub Basin 



H 

En 

< 

Q 



Source: Groundwater draft assessment data of CGWB & RGWD 
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4.5.2 Groundwater Draft (Year 2010) 

Table 4.5-2 presents the aquifer-wise estimated quantities of abstracted 
groundwater for irrigation in the basin for the year 2010 having a total of 59.42 
Mm 3 /yr (for details see Section 3.2.6, Annex GW-5(a) & (b) of Main Report). 


Table 4.5-2: Details of Groundwater Draft in Sabarmati Basin (Year 2010) 


Sub-basin 

Hydrogeological 

Unit 

Gross Draft in Fresh Groundwater 

Agricultural, 

Mm 3 /yr 

Domestic 

and 

Industrial, 

Mm 3 /yr 

All 

Uses, 

Mm 3 /yr 

Sabarmati 

Erinpura Granite 

0.16 

0.03 

0.19 

Gneisses 

0.50 

0.06 

0.56 

Phyllite & Schist 

6.63 

0.81 

7.44 

Quartzite 

0.81 

0.12 

0.93 

Sub-basin Total 


8.10 

1.02 

9.12 

Sei 

Erinpura Granite 

1.15 

0.21 

1.36 

Gneisses 

- 

0.01 

0.01 

Phyllite & Schist 

1.41 

0.30 

1.71 

Sub-basin Total 


2.57 

0.52 

3.09 

Vatrak 

Phyllite & Schist 

18.43 

2.65 

21.08 

Sub-basin Total 


18.43 

2.65 

21.08 

Wakal 

Erinpura Granite 

- 

- 

- 

Phyllite & Schist 

21.53 

2.45 

23.98 

Quartzite 

1.92 

0.23 

2.15 

Sub-basin Total 


23.45 

2.68 

26.13 

Basin Total 


52.55 

6.87 

59.42 


4.6 Groundwater Resources 

4.6.1 Assessment of Fresh Dynamic Groundwater Resources (Year 2010) 

The total net annually assessed fresh dynamic groundwater source in the basin for 
the year 2010 is 62.98 Mm 3 and groundwater draft 59.42 Mm 3 . The stage of 
groundwater development in the basin is 94.35% and the basin is categorised as 
Critical. 

Table 4.6-1(a): Fresh Dynamic Groundwater Availability in Sabarmati Basin (Year 2010) 


Sub-basin 

Net 

Groundwater 

Availability, 

Mm 3 

Gross Draft for 
All Uses, 

Mm 3 

Stage of 
Groundwater 
Development, 

% 

Category 

Sabarmati 

11.11 

9.12 

82.09 

Semi Critical 

Sei 

3.59 

3.09 

86.07 

Semi Critical 

Vatrak 

22.93 

21.08 

91.93 

Critical 

Wakal 

25.35 

26.13 

103.08 

Over Exploited 

Basin Total 

62.98 

59.42 

94.35 

Critical 


Source: CGWB and RGWD 


The further details of fresh dynamic groundwater availability in various micro¬ 
watersheds of Sabarmati Basin for year 2010 is given in Table 4.6-l(b) (for 
details see Section 3.2.7, Annex GW-6(a) & (b) of Main Report). 
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Table 4.6-1 (b): Micro Watershed and Aquifer Wise Fresh Dynamic Groundwater Availability in 

Sabarmati Basin (Year 2010) 


Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Fresh Dynamic 
Groundwater 
Availability, Mm 3 

Sabarmati 

001 

Phyllite & Schist 

1.12 

Quartzite 

0.56 

Sub Total 


1.68 

002 

Phyllite & Schist 

6.01 

Quartzite 

0.04 

Sub Total 


6.05 

003 

Gneisses 

1.21 

004 

Erinpura Granite 

- 

Phyllite & Schist 

- 

Sub Total 


- 

005 

Erinpura Granite 

0.26 

Phyllite & Schist 

1.92 

Sub Total 


2.18 

Sub-basin Total 



11.11 

Sei 

006 

Erinpura Granite 

0.18 

Phyllite & Schist 

1.40 

Sub Total 


1.58 

007 

Erinpura Granite 

1.63 

Gneisses 

0.01 

Phyllite & Schist 

0.36 

Sub Total 


2.01 

Sub-basin Total 


3.59 

Vatrak 

008 

Phyllite & Schist 

7.16 

009 

Phyllite & Schist 

15.78 

Sub-basin Total 



22.93 

Wakal 

010 

Phyllite & Schist 

3.98 

Quartzite 

0.01 

Sub Total 


3.98 

011 

Phyllite & Schist 

6.27 

Quartzite 

0.36 

Sub Total 


6.62 

012 

Phyllite & Schist 

4.68 

013 

Erinpura Granite 

- 

Phyllite & Schist 

2.24 

Sub Total 


2.24 

014 

Phyllite & Schist 

3.25 

Quartzite 

0.86 

Sub Total 


4.11 

015 

Phyllite & Schist 

3.71 

Sub-basin Total 

25.35 

Basin Total 

62.98 

Note: For details of Micro-watersheds see Table 2.1-2 and Figure 2 : 

1-3. 


Source: CGWB and RGWD 

4.6.2 Assessment of Saline Dynamic Groundwater Resources (Year 2010) 

The net availability of saline dynamic ground water resource, in basin for the 
year 2010 is assessed as 10.93 Mm 3 and presented in Table 4.6-2 (for details 
see Annex GW-6(b) of Main Report). 
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Table 4.6-2: Micro Watershed and Aquifer Wise Saline Dynamic Groundwater 
Availability in Sabarmati Basin (Year 2010) 


Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Saline Dynamic 
Groundwater 
Availability, Mm 3 

Sabarmati 

001 

Phyllite & Schist 

- 

Quartzite 

- 

Sub Total 


- 

002 

Phyllite & Schist 

- 

Quartzite 

- 

Sub Total 


- 

003 

Gneisses 

- 

004 

Erinpura Granite 

0.32 

Phyllite & Schist 

0.73 

Sub Total 


1.05 

005 

Erinpura Granite 

0.83 

Phyllite & Schist 

0.07 

Sub Total 


0.90 

Sub-basin Total 



1.94 

Sei 

006 

Erinpura Granite 

3.22 

Phyllite & Schist 

0.56 

Sub Total 


3.78 

007 

Erinpura Granite 

0.20 

Gneisses 

- 

Phyllite & Schist 

0.95 

Sub Total 


1.15 

Sub-basin Total 


4.93 

Vatrak 

008 

Phyllite & Schist 

- 

009 

Phyllite & Schist 

- 

Sub-basin Total 



- 

Wakal 

010 

Phyllite & Schist 

- 

Quartzite 

- 

Sub Total 


- 

011 

Phyllite & Schist 

- 

Quartzite 

- 

Sub Total 


- 

012 

Phyllite & Schist 

- 

013 

Erinpura Granite 

- 

Phyllite & Schist 

3.29 

Sub Total 


3.29 

014 

Phyllite & Schist 

0.07 

Quartzite 

0.01 

Sub Total 


0.08 

015 

Phyllite & Schist 

0.70 

Sub-basin Total 

4.06 

Basin Total 

10.93 


Source: CGWB and RGWD 


4.6.3 Assessment of Fresh Static Groundwater Resources (Year 2010) 

The total fresh static groundwater source for Sabarmati Basin for the year 2010 is 
assessed at 11.81 Mm 3 . All assessed source belong to bed-rock aquifer units, the 
maximum of 4.56 Mm 3 assessed pertain Phyllite & Schist unit of Vatrak Sub- 
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basin. Sub-basin and aquifer unit-wise static groundwater resources are given in 
Table 4.6-3 (for details see Section 3.2.8, Annex GW-7(a) & (b) of Main Report). 

Table 4.6-3: Micro Watershed and Aquifer Wise Fresh Static Groundwater Resources in 

Sabarmati Basin (Year 2010) 


Sub-basin 

Micro Watershed 

Hydrogeological 

Unit 

Fresh Static 
Groundwater 
Availability, Mm 3 

Sabarmati 

001 

Phyllite & Schist 

0.34 

Quartzite 

0.10 

Sub Total 


0.44 

002 

Phyllite & Schist 

0.76 

Quartzite 

0.02 

Sub Total 


0.78 

003 

Gneisses 

0.13 

004 

Erinpura Granite 

- 

Phyllite & Schist 

- 

Sub Total 


- 

005 

Erinpura Granite 

0.12 

Phyllite & Schist 

0.29 

Sub Total 


0.42 

Sub-basin Total 

1.76 

Sei 

006 

Erinpura Granite 

0.09 

Phyllite & Schist 

0.27 

Sub Total 


0.37 

007 

Erinpura Granite 

0.60 

Gneisses 

0.03 

Phyllite & Schist 

0.16 

Sub Total 


0.78 

Sub-basin Total 

1.15 

Vatrak 

008 

Phyllite & Schist 

1.15 

009 

Phyllite & Schist 

3.41 

Sub-basin Total 

4.56 

Wakal 

010 

Phyllite & Schist 

0.66 

Quartzite 

0.01 

Sub Total 


0.67 

011 

Phyllite & Schist 

0.95 

Quartzite 

0.04 

Sub Total 


0.99 

012 

Phyllite & Schist 

0.87 

013 

Erinpura Granite 

- 

Phyllite & Schist 

0.48 

Sub Total 


0.48 

014 

Phyllite & Schist 

0.66 

Quartzite 

0.16 

Sub Total 


0.82 

015 

Phyllite & Schist 

0.51 

Sub-basin Total 

4.35 

Basin Total 

11.81 


Source: CGWB and RGWD 
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4.6.4 Assessment of Saline Static Groundwater Resources (Year 2010) 

The net availability of saline static ground water resource, in basin for the year 
2010 is assessed as 4.09 Mm 3 and presented in Table 4.6-4 (for details see 
Annex GW-7(b) of Main Report). 

Table 4.6-4: Micro Watershed and Aquifer Wise Saline Static Groundwater Resources in 

Sabarmati Basin (Year 2010) 


Sub-basin 

Micro Watershed 

Hydrogeological 

Unit 

Saline Static 
Groundwater 
Availability, Mm 3 

Sabarmati 

001 

Phyllite & Schist 

- 

Quartzite 

- 

Sub Total 


- 

002 

Phyllite & Schist 

- 

Quartzite 

- 

Sub Total 


- 

003 

Gneisses 

- 

004 

Erinpura Granite 

0.29 

Phyllite & Schist 

0.33 

Sub Total 


0.62 

005 

Erinpura Granite 

0.31 

Phyllite & Schist 

0.07 

Sub Total 


0.38 

Sub-basin Total 

1.00 

Sei 

006 

Erinpura Granite 

1.45 

Phyllite & Schist 

0.26 

Sub Total 


1.71 

007 

Erinpura Granite 

0.13 

Gneisses 

- 

Phyllite & Schist 

0.29 

Sub Total 


0.42 

Sub-basin Total 

2.13 

Vatrak 

008 

Phyllite & Schist 

- 

009 

Phyllite & Schist 

- 

Sub-basin Total 

- 

Wakal 

010 

Phyllite & Schist 

- 

Quartzite 

- 

Sub Total 


- 

011 

Phyllite & Schist 

- 

Quartzite 

- 

Sub Total 


- 

012 

Phyllite & Schist 

- 

013 

Erinpura Granite 

0.01 

Phyllite & Schist 

0.74 

Sub Total 


0.75 

014 

Phyllite & Schist 

0.04 

Quartzite 

- 

Sub Total 


0.04 

015 

Phyllite & Schist 

0.17 

Sub-basin Total 

0.96 

Basin Total 

4.09 


Source: CGWB and RGWD 
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5. Summary of Water Availability 

5.1 Conceptual Approach (Assessment Considerations) 

Availability of water originating from various sources depends upon the source 
nature and subject to the following ToR requirements: 

• Locally generated surface water, the starting point for its rational utilization is 
its availability in terms of ‘native’ or ‘virgin’ (un-intercepted) status, with its 
due dependability nature is considered the ‘hydrologic planning base data’ of 
this part of the Basin’s water sources. 

• In the case of imported water, the governing factor is the on-going (current) 
management of the relevant agreements. Dependability levels of this source 
of water relates to its own source, assumed to be maintained through the 
relevant delivery system. 

Also for groundwater, its availability for long-term exploitation, clear of any 
current State of overdraft is the basic element. Since it is a derivative of 
rainfall, the dependability level of such rechargeable ‘dynamic’ groundwater 
availability relies on the statistic occurrence of precipitation. 

5.2 Basin Summary of Available Water 

The analysis above have been oriented according to the aforementioned 
assessment considerations, culminated in a summary as shown in Table 5.2-1. 


Table 5.2-1: Summary of Available Water Resources in Sabarmati Basin, Mm 3 (2010) 


Property 

Dependability Level 

Mean 

25% 

50% 

75% 

90% 

Fresh Water 






Local Surface Water (virgin), Mm 3 /yr 

732.52 

901.70 

457.40 

156.20 

86.60 

Imported Water, Mm 3 /yr 

- 

- 

- 

- 

- 

Fresh Dynamic Groundwater, Mm 3 /yr 

62.98 





Fresh Static Groundwater, Mm 3 /yr 

11.81 





Total Available Fresh Water, Mm 3 /yr 

807.31 





Saline Groundwater 






Saline Dynamic Groundwater, Mm 3 /yr 

10.93 





Saline Static Groundwater, Mm 3 /yr 

4.09 





Total Available Saline Groundwater, Mm 3 /yr 

15.02 






Note: For groundwater, assessment is done for Mean Annual Availability as per GEC methodology. 
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Annex SBR-1 

Data used for Calibration/Validation of Model at selected sites 

Jotasan River Gauge Station 

Table Al-1 provides the details of Observed Gauge data used for Jotasan river gauge station: 


Table Al-1: Jotasan River Gauge Station Gauge Data (unit-cumecs) 


Years 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

1995 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

1.60 

12.39 

9.40 

0.00 

0.00 

0.00 

1996 

0.00 

0.00 

0.00 

0.00 

0.00 

1.88 

8.16 

12.13 

19.96 

1.84 

0.00 

0.00 

1997 

0.00 

0.00 

0.00 

0.00 

0.00 

1.56 

4.82 

15.62 

9.84 

3.52 

0.89 

0.72 

1998 

0.43 

0.14 

0.00 

0.00 

0.00 

0.28 

4.60 

4.87 

7.65 

1.28 

0.00 

0.79 

1999 

0.85 

0.49 

0.12 

0.00 

0.00 

0.69 

4.20 

1.91 

2.34 

8.73 

0.08 

0.00 

2000 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

3.54 

1.42 

0.74 

0.05 

0.00 

0.00 

2001 

0.00 

0.00 

0.00 

0.00 

0.00 

2.36 

4.36 

8.67 

1.61 

0.00 

0.00 

0.00 

2002 

0.00 

0.00 

0.00 

0.00 

0.00 

0.98 

0.12 

2.81 

3.71 

0.00 

0.00 

0.00 

2003 

0.00 

0.00 

0.00 

0.00 

0.00 

0.42 

12.68 

11.67 

10.77 

2.60 

0.44 

0.02 

2004 

0.00 

0.00 

0.00 

0.00 

0.00 

0.46 

1.02 

9.46 

0.95 

2.54 

0.00 

0.00 

2005 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

13.08 

50.25 

68.94 

8.12 

0.00 

0.00 

2006 

0.00 

0.00 

0.00 

0.00 

0.00 

0.24 

4.01 

261.40 

121.40 

13.33 

5.32 

2.06 

2007 

0.06 

0.00 

0.00 

0.00 

0.00 

0.00 

49.57 

22.78 

44.12 

7.62 

1.83 

0.24 

2008 

0.04 

0.01 

0.00 

0.00 

0.00 

15.37 

2.91 

13.37 

5.79 

1.92 

0.00 

0.00 

2009 

0.00 

0.00 

0.00 

0.00 

0.00 

2.85 

14.45 

3.56 

2.09 

0.00 

0.00 

0.00 

2010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

13.84 

29.64 

20.19 

3.40 

1.16 

1.38 


Source: CWC 
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Table A1-2: Simulated Vs Observed Flow Discharge Values at Jotasan G&D Site (unit- 

cumecs) 


Year 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 


Values in brackets are Observed values 

1995 

0.04 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

2.01 

(1.60) 

23.10 

(12.39) 

11.26 

(9.40) 

0.03 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

1996 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.03 

(0.00) 

0.00 

(0.00) 

0.27 

(1.88) 

1.02 

(8.16) 

10.21 

(12.13) 

22.98 

(19.96) 

1.76 

(1.84) 

0.00 

(0.00) 

0.00 

(0.00) 

1997 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.14 

(1.56) 

0.42 

(4.82) 

4.21 

(15.62) 

18.73 

(9.84) 

3.75 

(3.52) 

0.00 

(0.89) 

0.00 

(0.72) 

1998 

0.00 

(0.43) 

0.00 

(0.14) 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.06 

(0.28) 

1.14 

(4.60) 

0.67 

(4.87) 

3.06 

(7.65) 

3.61 

(1.28) 

0.51 

(0.00) 

0.00 

(0.79) 

1999 

0.00 

(0.85) 

0.00 

(0.49) 

0.00 

(0.12) 

0.00 

(0.00) 

0.01 

(0.00) 

0.13 

(0.69) 

0.32 

(4.20) 

0.43 

(1.91) 

0.21 

(2.34) 

0.11 

(8.73) 

0.00 

(0.08) 

0.00 

(0.00) 

2000 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.03 

(0.00) 

0.02 

(0.07) 

1.80 

(3.54) 

0.47 

(1.42) 

0.01 

(0.74) 

0.00 

(0.05) 

0.00 

(0.00) 

0.00 

(0.00) 

2001 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.03 

(0.00) 

1.54 

(2.36) 

5.25 

(4.36) 

10.65 

(8.67) 

1.89 

(1.61) 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

2002 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.15 

(0.98) 

0.02 

(0.12) 

0.89 

(2.81) 

0.57 

(3.71) 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

2003 

0.00 

(0.00) 

0.08 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.10 

(0.42) 

3.30 

(12.68) 

11.03 

(11.67) 

13.48 

(10.77) 

7.87 

(2.60) 

0.00 

(0.44) 

0.00 

(0.02) 

2004 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.24 

(0.46) 

0.08 

(1.02) 

4.58 

(9.46) 

1.64 

(0.95) 

0.75 

(2.54) 

0.00 

(0.00) 

0.00 

(0.00) 

2005 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.01 

(0.00) 

1.24 

(13.08) 

51.78 

(50.25) 

45.02 

(68.94) 

31.08 

(8.12) 

0.71 

(0.00) 

0.00 

(0.00) 

2006 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.14 

(0.24) 

4.58 

(4.01) 

272.70 

(261.40) 

130.60 

(121.40) 

9.10 

(13.33) 

0.09 

(5.32) 

0.00 

(2.06) 

2007 

0.00 

(0.06) 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.05 

(0.00) 

94.72 

(49.57) 

24.56 

(22.78) 

17.78 

(44.12) 

0.29 

(7.62) 

0.00 

(1.83) 

0.00 

(0.24) 

2008 

0.00 

(0.04) 

0.00 

(0.01) 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.01 

(15.37) 

0.58 

(2.91) 

8.18 

(13.37) 

3.75 

(5.79) 

0.00 

(1.92) 

0.00 

(0.00) 

0.00 

(0.00) 

2009 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.12 

(2.85) 

7.53 

(14.45) 

25.33 

(3.56) 

2.60 

(2.09) 

0.00 

0.00 

(0.00) 

0.00 

(0.00) 

2010 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

1.51 

(13.84) 

48.33 

(29.64) 

79.57 

(20.19) 

5.43 

(3.40) 

1.49 

(1.16) 

2.30 

(1.38) 

Mean 

5.46 (5.41) 
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Annex SBR-2 

Virgin Flow Series for Sabarmati Basin and Sub-basins for the 
Areas within Rajasthan Boundary 

Virgin flow series for Sabarmati Basin and sub-basins for the areas within Rajasthan 
boundary are presented below: 

Table A2-1: Virgin Water Yield Series for Sabarmati Sub-basin 


Year 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual 


Water yield Values in Mm 3 

1973 

0.04 

0.01 

0.01 

0.00 

0.07 

22.08 

74.88 

189.49 

656.33 

72.11 

5.85 

0.75 

1,021.62 

1974 

0.20 

0.10 

0.06 

0.04 

0.58 

0.68 

1.37 

9.47 

5.56 

1.38 

0.17 

0.04 

19.65 

1975 

0.02 

0.00 

0.00 

0.00 

0.08 

2.35 

26.22 

107.49 

131.02 

27.06 

0.55 

0.18 

294.97 

1976 

0.17 

0.59 

0.05 

0.02 

0.01 

0.78 

7.66 

92.48 

87.48 

6.35 

1.10 

0.62 

197.31 

1977 

0.38 

0.21 

0.05 

0.02 

1.32 

3.02 

116.98 

122.89 

82.02 

5.82 

0.23 

0.12 

333.06 

1978 

0.07 

0.08 

0.04 

0.07 

0.06 

1.50 

10.99 

31.51 

33.53 

1.52 

0.48 

0.11 

79.96 

1979 

0.05 

0.38 

0.10 

0.02 

0.08 

0.78 

5.55 

17.88 

6.29 

0.82 

2.05 

0.75 

34.75 

1980 

0.07 

0.04 

0.03 

0.01 

0.00 

4.58 

59.47 

75.84 

3.97 

0.32 

0.12 

0.50 

144.95 

1981 

0.23 

0.03 

0.06 

0.02 

0.09 

1.63 

7.20 

20.22 

3.16 

0.71 

1.00 

0.09 

34.44 

1982 

0.04 

0.02 

0.01 

0.37 

1.74 

0.93 

2.18 

5.48 

1.32 

0.39 

2.61 

0.22 

15.31 

1983 

0.10 

0.03 

0.00 

0.15 

0.16 

4.48 

19.61 

42.80 

13.54 

2.67 

0.27 

0.11 

83.92 

1984 

0.06 

0.04 

0.03 

0.01 

0.00 

0.70 

9.77 

101.87 

38.91 

2.63 

0.18 

0.10 

154.30 

1985 

0.06 

0.03 

0.02 

0.01 

0.00 

0.27 

13.92 

139.28 

6.35 

1.31 

0.18 

0.10 

161.53 

1986 

0.05 

0.02 

0.03 

0.01 

0.02 

0.60 

5.38 

8.13 

0.69 

0.08 

0.04 

0.02 

15.07 

1987 

0.20 

0.02 

0.00 

0.00 

0.09 

0.31 

1.14 

1.98 

1.01 

0.09 

0.04 

0.29 

5.17 

1988 

0.10 

0.03 

0.00 

0.11 

0.05 

0.27 

7.62 

36.05 

4.56 

1.30 

0.19 

0.09 

50.37 

1989 

0.14 

0.03 

0.02 

0.01 

0.00 

0.72 

3.18 

11.64 

16.06 

0.95 

0.14 

0.07 

32.96 

1990 

0.04 

0.05 

0.11 

0.00 

0.18 

1.62 

46.35 

90.08 

94.52 

5.98 

0.27 

0.14 

239.34 

1991 

0.08 

0.04 

0.03 

0.01 

0.02 

0.09 

36.42 

146.33 

6.62 

0.30 

0.29 

0.09 

190.32 

1992 

0.05 

0.03 

0.01 

0.02 

0.01 

0.57 

16.31 

130.59 

244.93 

19.20 

0.42 

0.21 

412.35 

1993 

0.11 

0.12 

0.12 

0.02 

0.03 

0.40 

106.04 

58.47 

1.48 

1.10 

0.16 

0.06 

168.11 

1994 

0.28 

0.04 

0.02 

0.05 

0.22 

1.69 

48.06 

174.41 

185.86 

18.50 

0.35 

0.18 

429.66 

1995 

0.33 

0.07 

0.04 

0.02 

0.01 

0.21 

7.51 

23.94 

18.29 

0.66 

0.18 

0.07 

51.33 

1996 

0.04 

0.02 

0.01 

0.98 

0.52 

2.36 

4.73 

10.83 

4.88 

0.52 

0.10 

0.06 

25.05 

1997 

0.03 

0.01 

0.00 

0.33 

0.36 

2.07 

3.74 

30.68 

22.85 

4.56 

0.31 

0.14 

65.08 

1998 

0.06 

0.03 

0.02 

0.06 

0.00 

1.15 

7.09 

5.65 

9.22 

12.80 

1.35 

0.13 

37.56 

1999 

0.06 

0.10 

0.05 

0.01 

0.30 

1.83 

2.55 

2.65 

0.84 

1.15 

0.08 

0.03 

9.65 

2000 

0.01 

0.00 

0.00 

0.03 

0.84 

0.87 

9.97 

3.70 

0.93 

0.21 

0.07 

0.03 

16.66 

2001 

0.02 

0.01 

0.00 

0.02 

0.26 

6.28 

7.30 

18.15 

2.97 

0.61 

0.14 

0.06 

35.82 

2002 

0.03 

0.07 

0.02 

0.00 

0.00 

2.76 

1.45 

2.88 

2.76 

0.30 

0.06 

0.04 

10.37 

2003 

0.05 

0.96 

0.34 

0.03 

0.00 

1.28 

19.39 

22.41 

19.56 

6.95 

0.22 

0.10 

71.29 

2004 

0.07 

0.03 

0.02 

0.06 

0.33 

2.78 

1.45 

13.02 

2.52 

3.94 

0.25 

0.08 

24.55 

2005 

0.05 

0.02 

0.01 

0.02 

0.19 

0.59 

6.94 

68.80 

81.43 

35.55 

0.73 

0.17 

194.50 

2006 

0.10 

0.05 

0.40 

0.06 

0.01 

1.99 

8.77 

413.78 

179.80 

8.91 

0.40 

0.22 

614.49 

2007 

0.12 

0.12 

0.09 

0.04 

0.03 

0.82 

223.91 

43.81 

24.12 

0.83 

0.16 

0.10 

294.15 

2008 

0.05 

0.03 

0.02 

0.28 

0.08 

1.03 

4.25 

19.16 

6.30 

0.46 

0.14 

0.06 

31.86 

2009 

0.02 

0.02 

0.32 

0.12 

0.00 

1.06 

16.94 

40.13 

5.32 

0.25 

0.14 

0.06 

64.38 

2010 

0.12 

0.02 

0.01 

0.00 

0.00 

0.72 

5.27 

37.14 

64.89 

4.02 

1.87 

0.93 

114.99 

% yield 

0.06 

0.06 

0.04 

0.05 

0.13 

1.35 

16.56 

41.02 

35.84 

4.36 

0.40 

0.12 


Mean 

0.10 

0.09 

0.06 

0.08 

0.20 

2.05 

25.20 

62.40 

54.52 

6.64 

0.60 

0.19 

152.13 
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Table A2-2: Virgin Water Yield Series for Sei Sub-basin 


Year 

Jan 

Feb 

Mar 

Apr May Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual 


All Values in Mm 3 

1973 

0.03 

0.02 

0.01 

0.00 

0.02 

10.06 

48.49 

154.37 

648.50 

58.74 

4.91 

0.68 

925.83 

1974 

0.21 

0.09 

0.06 

0.03 

0.22 

0.33 

0.64 

3.08 

1.53 

0.58 

0.10 

0.04 

6.91 

1975 

0.02 

0.01 

0.00 

0.00 

0.04 

1.01 

14.21 

79.29 

96.10 

16.84 

0.44 

0.16 

208.12 

1976 

0.11 

0.29 

0.06 

0.03 

0.02 

0.36 

2.94 

41.16 

44.04 

4.14 

0.32 

0.19 

93.66 

1977 

0.19 

0.12 

0.04 

0.02 

0.61 

1.44 

74.67 

72.32 

43.34 

2.94 

0.19 

0.10 

195.98 

1978 

0.06 

0.05 

0.03 

0.02 

0.00 

0.56 

5.77 

23.65 

21.76 

0.95 

0.27 

0.10 

53.22 

1979 

0.05 

0.18 

0.08 

0.02 

0.04 

0.29 

4.15 

10.63 

3.62 

0.43 

0.92 

0.39 

20.80 

1980 

0.08 

0.03 

0.02 

0.02 

0.00 

1.82 

28.97 

37.84 

2.05 

0.26 

0.10 

0.22 

71.41 

1981 

0.15 

0.03 

0.04 

0.01 

0.06 

0.80 

3.07 

8.94 

1.43 

0.32 

0.49 

0.07 

15.41 

1982 

0.03 

0.02 

0.01 

0.13 

0.92 

0.52 

0.81 

2.71 

0.98 

0.32 

0.65 

0.14 

7.24 

1983 

0.06 

0.02 

0.01 

0.08 

0.09 

9.69 

9.53 

20.79 

7.15 

1.23 

0.22 

0.09 

48.96 

1984 

0.05 

0.03 

0.02 

0.01 

0.00 

0.10 

2.63 

46.22 

20.63 

1.54 

0.15 

0.08 

71.46 

1985 

0.04 

0.02 

0.02 

0.02 

0.00 

0.04 

6.80 

76.98 

4.49 

0.47 

0.15 

0.08 

89.11 

1986 

0.05 

0.02 

0.02 

0.01 

0.01 

0.19 

6.67 

12.16 

1.74 

0.14 

0.07 

0.04 

21.12 

1987 

0.12 

0.04 

0.01 

0.01 

0.04 

0.15 

0.57 

0.71 

0.34 

0.07 

0.02 

0.11 

2.19 

1988 

0.07 

0.02 

0.00 

0.05 

0.03 

0.10 

3.57 

18.30 

2.81 

0.83 

0.17 

0.08 

26.03 

1989 

0.09 

0.03 

0.02 

0.02 

0.00 

0.21 

1.15 

7.31 

12.31 

0.85 

0.19 

0.09 

22.27 

1990 

0.05 

0.04 

0.06 

0.01 

0.10 

0.60 

36.29 

93.49 

92.26 

10.27 

0.34 

0.17 

233.68 

1991 

0.10 

0.05 

0.03 

0.02 

0.02 

0.05 

17.01 

87.25 

4.31 

0.27 

0.19 

0.08 

109.38 

1992 

0.04 

0.03 

0.02 

0.01 

0.01 

0.24 

14.84 

139.96 

210.93 

18.58 

0.45 

0.22 

385.33 

1993 

0.12 

0.08 

0.08 

0.03 

0.03 

0.10 

76.38 

45.70 

0.94 

0.65 

0.14 

0.06 

124.31 

1994 

0.18 

0.06 

0.03 

0.03 

0.06 

0.80 

23.46 

114.76 

189.22 

20.15 

0.40 

0.20 

349.35 

1995 

0.21 

0.07 

0.05 

0.03 

0.02 

0.08 

3.88 

20.37 

19.50 

0.49 

0.16 

0.08 

44.94 

1996 

0.04 

0.02 

0.02 

0.53 

0.28 

1.12 

2.41 

16.76 

7.58 

0.66 

0.12 

0.07 

29.61 

1997 

0.04 

0.02 

0.01 

0.15 

0.17 

0.92 

2.14 

59.29 

21.85 

2.62 

0.29 

0.12 

87.62 

1998 

0.06 

0.03 

0.03 

0.01 

0.01 

0.56 

2.77 

2.93 

3.03 

11.06 

0.94 

0.14 

21.57 

1999 

0.06 

0.05 

0.04 

0.01 

0.10 

0.43 

1.01 

1.56 

0.41 

0.50 

0.07 

0.03 

4.27 

2000 

0.02 

0.01 

0.00 

0.01 

0.43 

0.35 

5.07 

2.20 

0.63 

0.19 

0.07 

0.04 

9.02 

2001 

0.03 

0.01 

0.01 

0.01 

0.15 

3.09 

3.68 

8.92 

1.67 

0.32 

0.10 

0.05 

18.04 

2002 

0.02 

0.04 

0.02 

0.01 

0.00 

1.28 

0.73 

1.24 

0.95 

0.17 

0.05 

0.02 

4.53 

2003 

0.03 

0.49 

0.25 

0.03 

0.02 

0.52 

9.96 

11.09 

11.31 

4.04 

0.18 

0.09 

38.01 

2004 

0.05 

0.02 

0.02 

0.05 

0.14 

1.13 

0.67 

4.91 

1.22 

1.72 

0.21 

0.08 

10.22 

2005 

0.05 

0.02 

0.02 

0.01 

0.07 

0.25 

4.37 

42.93 

81.12 

37.03 

1.03 

0.21 

167.11 

2006 

0.11 

0.06 

0.22 

0.06 

0.03 

1.64 

7.95 

425.19 

152.66 

7.33 

0.43 

0.23 

595.91 

2007 

0.13 

0.08 

0.08 

0.04 

0.02 

0.34 

190.76 

33.23 

15.19 

0.61 

0.17 

0.10 

240.75 

2008 

0.05 

0.03 

0.02 

0.13 

0.05 

0.42 

2.01 

10.53 

3.19 

0.28 

0.08 

0.04 

16.83 

2009 

0.02 

0.02 

0.14 

0.09 

0.01 

0.44 

8.26 

19.36 

1.88 

0.22 

0.10 

0.05 

30.59 

2010 

0.08 

0.03 

0.02 

0.00 

0.00 

0.23 

2.46 

22.97 

40.21 

2.30 

1.11 

1.25 

70.66 

% yield 

0.06 

0.05 

0.04 

0.04 

0.09 

0.95 

14.11 

39.83 

39.65 

4.70 

0.36 

0.13 


Mean 

0.08 

0.06 

0.04 

0.05 

0.10 

1.11 

16.60 

46.87 

46.65 

5.53 

0.42 

0.16 

117.67 


App. SBR-IN-24740-R13-073 

Surface and Ground Water Availability 
544 


July, 2014 






STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table A2-3: Virgin Water Yield Series for Vatrak Sub-basin 


Year 

Jan 

Feb 

Mar 

Apr May Jun 

Jul 

Aug Sep 

Oct 

Nov 

Dec 

Annual 


All Values in Mm 3 

1973 

0.03 

0.03 

0.01 

0.01 

0.02 

0.22 

24.14 

77.66 

309.78 

35.12 

2.91 

0.37 

450.30 

1974 

0.10 

0.05 

0.04 

0.03 

0.04 

0.05 

0.13 

2.31 

1.66 

0.21 

0.05 

0.03 

4.70 

1975 

0.01 

0.01 

0.01 

0.01 

0.01 

0.42 

61.79 

86.12 

178.75 

33.60 

1.71 

0.24 

362.68 

1976 

0.08 

0.05 

0.04 

0.03 

0.02 

0.39 

70.04 

164.53 

72.82 

3.38 

3.58 

1.25 

316.21 

1977 

0.15 

0.08 

0.06 

0.04 

0.05 

5.95 

123.68 

140.66 

63.98 

2.97 

0.22 

0.13 

337.97 

1978 

0.07 

0.05 

0.05 

0.04 

0.03 

0.18 

13.26 

64.54 

74.63 

1.99 

0.22 

0.11 

155.17 

1979 

0.06 

0.04 

0.04 

0.03 

0.02 

0.14 

0.47 

13.87 

1.12 

0.15 

1.08 

0.29 

17.31 

1980 

0.08 

0.04 

0.03 

0.02 

0.01 

0.73 

10.84 

15.71 

5.47 

0.24 

0.10 

0.08 

33.35 

1981 

0.05 

0.03 

0.03 

0.01 

0.01 

0.04 

4.60 

43.77 

10.06 

0.61 

0.84 

0.12 

60.17 

1982 

0.06 

0.03 

0.03 

0.04 

0.30 

2.08 

11.84 

19.01 

5.49 

0.21 

13.82 

0.30 

53.21 

1983 

0.10 

0.05 

0.03 

0.03 

0.02 

0.05 

3.25 

87.06 

20.15 

7.30 

0.47 

0.14 

118.65 

1984 

0.07 

0.05 

0.03 

0.03 

0.01 

0.08 

5.80 

169.70 

43.72 

1.11 

0.18 

0.10 

220.88 

1985 

0.06 

0.04 

0.04 

0.02 

0.02 

0.05 

0.57 

13.97 

2.07 

2.48 

0.18 

0.08 

19.58 

1986 

0.05 

0.03 

0.03 

0.01 

0.01 

0.07 

20.23 

62.24 

14.02 

0.24 

0.12 

0.06 

97.11 

1987 

0.05 

0.04 

0.03 

0.02 

0.01 

0.03 

0.08 

60.78 

64.48 

3.52 

0.14 

0.12 

129.30 

1988 

0.07 

0.04 

0.03 

0.02 

0.02 

0.04 

28.18 

215.74 

21.18 

0.40 

0.18 

0.10 

266.00 

1989 

0.07 

0.04 

0.04 

0.03 

0.02 

0.45 

18.32 

64.40 

40.52 

0.61 

0.15 

0.09 

124.74 

1990 

0.05 

0.03 

0.05 

0.03 

0.03 

0.42 

62.36 

118.57 

115.67 

5.97 

0.27 

0.14 

303.59 

1991 

0.08 

0.05 

0.04 

0.03 

0.02 

0.06 

24.27 

117.63 

5.93 

0.24 

0.12 

0.08 

148.55 

1992 

0.04 

0.03 

0.03 

0.02 

0.03 

0.12 

2.60 

119.97 

73.83 

4.07 

0.36 

0.14 

201.24 

1993 

0.08 

0.05 

0.04 

0.03 

0.02 

0.24 

130.06 

57.39 

0.61 

0.25 

0.14 

0.08 

188.99 

1994 

0.06 

0.04 

0.03 

0.02 

0.03 

0.81 

43.92 

188.11 

221.14 

24.55 

0.45 

0.21 

479.37 

1995 

0.16 

0.09 

0.06 

0.04 

0.03 

0.06 

5.24 

41.02 

51.56 

1.89 

0.14 

0.10 

100.39 

1996 

0.07 

0.05 

0.04 

0.02 

0.03 

0.13 

17.88 

48.47 

43.71 

2.56 

0.19 

0.10 

113.25 

1997 

0.06 

0.04 

0.03 

0.03 

0.04 

17.87 

55.99 

82.74 

32.91 

0.49 

0.16 

0.09 

190.45 

1998 

0.06 

0.04 

0.04 

0.03 

0.02 

0.04 

4.79 

4.28 

74.01 

16.89 

0.32 

0.12 

100.64 

1999 

0.06 

0.04 

0.03 

0.03 

0.03 

2.20 

12.52 

13.86 

0.22 

0.19 

0.08 

0.04 

29.30 

2000 

0.03 

0.02 

0.02 

0.01 

0.02 

0.12 

1.72 

1.95 

0.46 

0.14 

0.06 

0.03 

4.58 

2001 

0.03 

0.01 

0.01 

0.01 

0.01 

0.28 

9.39 

22.29 

2.45 

0.16 

0.08 

0.05 

34.77 

2002 

0.04 

0.03 

0.02 

0.01 

0.01 

0.15 

0.17 

0.25 

1.25 

0.13 

0.06 

0.03 

2.15 

2003 

0.02 

0.07 

0.08 

0.02 

0.02 

0.08 

15.05 

10.40 

6.00 

0.27 

0.11 

0.06 

32.18 

2004 

0.04 

0.03 

0.03 

0.01 

0.02 

0.16 

0.26 

50.59 

17.86 

0.40 

0.13 

0.08 

69.61 

2005 

0.04 

0.03 

0.03 

0.02 

0.02 

0.23 

12.80 

14.08 

14.47 

5.43 

0.18 

0.09 

47.42 

2006 

0.05 

0.03 

0.03 

0.01 

0.02 

1.82 

16.71 

233.74 

118.15 

5.77 

0.69 

0.17 

377.19 

2007 

0.10 

0.07 

0.06 

0.04 

0.04 

0.12 

49.51 

46.48 

21.77 

1.07 

0.13 

0.08 

119.47 

2008 

0.05 

0.04 

0.02 

0.03 

0.02 

0.21 

0.89 

14.19 

2.41 

0.17 

0.08 

0.04 

18.15 

2009 

0.03 

0.02 

0.03 

0.02 

0.01 

0.03 

5.54 

44.97 

29.48 

2.65 

0.14 

0.07 

82.99 

2010 

0.04 

0.03 

0.02 

0.02 

0.01 

0.09 

0.98 

13.24 

17.64 

2.13 

0.38 

0.18 

34.76 

% yield 

0.04 

0.03 

0.02 

0.02 

0.02 

0.66 

15.97 

46.75 

32.71 

3.11 

0.55 

0.10 


Mean 

0.06 

0.04 

0.03 

0.02 

0.03 

0.95 

22.89 

67.01 

46.88 

4.46 

0.80 

0.15 

143.33 
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Table A2-4: Virgin Water Yield Series for Wakal Sub-basin 


Year 

Jan 

Feb 

Mar 

Apr May Jun 

Jul Aug Sep 

Oct 

Nov 

Dec 

Annual 


All Values in Mm 3 

1973 

0.05 

0.01 

0.00 

0.00 

0.00 

40.70 

210.65 

498.27 

1,182.98 

141.34 

11.39 

1.51 

2,086.90 

1974 

0.44 

0.21 

0.13 

0.08 

1.41 

1.92 

14.20 

22.69 

10.22 

5.17 

0.71 

0.12 

57.30 

1975 

0.05 

0.03 

0.00 

0.00 

0.23 

6.32 

117.79 

280.92 

291.55 

46.74 

1.35 

0.34 

745.32 

1976 

0.41 

1.60 

0.12 

0.05 

0.08 

0.91 

19.01 

199.74 

187.03 

9.96 

1.41 

0.74 

421.06 

1977 

0.93 

0.51 

0.08 

0.06 

3.01 

5.88 

177.81 

222.65 

143.66 

9.56 

0.37 

0.22 

564.74 

1978 

0.13 

0.10 

0.14 

0.03 

0.02 

2.27 

43.05 

90.81 

102.76 

4.31 

1.06 

0.24 

244.92 

1979 

0.10 

0.79 

0.20 

0.04 

0.24 

2.11 

12.55 

44.53 

9.71 

1.47 

4.74 

1.90 

78.38 

1980 

0.13 

0.06 

0.05 

0.02 

0.00 

10.49 

103.40 

159.57 

8.61 

0.55 

0.20 

1.31 

284.39 

1981 

0.52 

0.06 

0.04 

0.02 

0.83 

4.97 

19.92 

45.09 

12.21 

2.72 

7.79 

0.32 

94.49 

1982 

0.50 

0.34 

0.05 

0.52 

1.91 

2.36 

5.67 

12.66 

3.55 

1.07 

4.84 

0.42 

33.89 

1983 

0.17 

0.05 

0.03 

0.53 

0.45 

5.78 

52.13 

125.12 

31.47 

4.64 

0.47 

0.19 

221.03 

1984 

0.12 

0.07 

0.05 

0.02 

0.00 

1.12 

19.57 

170.82 

57.18 

4.01 

0.31 

0.18 

253.45 

1985 

0.11 

0.05 

0.05 

0.02 

0.19 

0.22 

31.91 

355.97 

19.16 

8.45 

0.54 

0.33 

417.00 

1986 

0.13 

0.08 

0.05 

0.02 

0.30 

2.61 

5.32 

10.47 

0.88 

0.15 

0.08 

0.04 

20.13 

1987 

0.52 

0.06 

0.01 

0.00 

0.61 

0.91 

3.46 

4.84 

2.06 

0.11 

0.05 

1.74 

14.37 

1988 

0.33 

0.07 

0.01 

0.36 

0.28 

1.21 

22.28 

65.36 

13.88 

5.63 

0.38 

0.19 

109.98 

1989 

0.36 

0.08 

0.05 

0.02 

0.00 

4.07 

8.47 

25.62 

30.80 

1.77 

0.24 

0.14 

71.62 

1990 

0.08 

0.08 

0.16 

0.01 

0.26 

2.60 

62.36 

119.38 

165.32 

15.83 

0.49 

0.25 

366.82 

1991 

0.14 

0.09 

0.05 

0.57 

0.05 

0.29 

69.98 

320.51 

18.06 

0.55 

0.79 

0.21 

411.29 

1992 

0.11 

0.10 

0.05 

0.02 

0.21 

1.57 

45.75 

313.28 

433.52 

34.94 

1.18 

0.50 

831.23 

1993 

0.23 

0.30 

0.37 

0.06 

0.12 

2.23 

199.06 

119.07 

4.68 

2.25 

0.25 

0.14 

328.76 

1994 

0.82 

0.11 

0.04 

0.14 

0.41 

6.44 

98.18 

379.07 

327.61 

28.16 

0.58 

0.33 

841.89 

1995 

1.56 

0.17 

0.08 

0.05 

0.07 

0.58 

18.50 

55.69 

39.35 

1.92 

0.37 

0.24 

118.58 

1996 

0.53 

0.08 

0.04 

2.25 

0.95 

5.00 

11.57 

38.91 

61.86 

5.48 

0.27 

0.15 

127.09 

1997 

0.09 

0.05 

0.03 

1.11 

1.80 

3.63 

6.67 

28.16 

64.84 

11.95 

0.56 

0.29 

119.18 

1998 

0.12 

0.06 

0.05 

0.12 

0.19 

3.49 

13.77 

10.60 

19.12 

21.95 

2.95 

0.22 

72.64 

1999 

0.12 

0.32 

0.11 

0.04 

2.17 

3.85 

6.91 

5.86 

3.03 

2.60 

0.16 

0.06 

25.23 

2000 

0.04 

0.01 

0.00 

0.06 

3.27 

2.60 

21.15 

8.70 

2.53 

0.61 

0.13 

0.07 

39.17 

2001 

0.05 

0.02 

0.00 

0.16 

1.20 

17.48 

30.66 

48.80 

7.17 

1.57 

0.29 

0.14 

107.54 

2002 

0.08 

0.26 

0.06 

0.11 

0.01 

6.03 

2.10 

9.45 

7.65 

0.56 

0.15 

0.10 

26.56 

2003 

0.09 

2.48 

0.78 

0.05 

0.01 

2.75 

33.47 

55.98 

43.66 

23.28 

0.45 

0.22 

163.22 

2004 

0.13 

0.08 

0.05 

0.02 

0.74 

5.87 

4.27 

27.42 

5.82 

7.83 

0.38 

0.12 

52.73 

2005 

0.07 

0.04 

0.03 

0.02 

0.38 

0.72 

15.19 

174.18 

142.07 

76.22 

1.35 

0.35 

410.62 

2006 

0.21 

0.10 

0.95 

0.15 

0.05 

4.72 

23.95 

855.59 

380.14 

21.42 

0.84 

0.48 

1,288.60 

2007 

0.26 

0.24 

0.15 

0.07 

0.30 

2.39 

328.64 

80.27 

58.49 

1.35 

0.30 

0.16 

472.62 

2008 

0.11 

0.05 

0.07 

1.05 

0.91 

2.95 

11.12 

34.22 

12.66 

1.16 

0.18 

0.12 

64.60 

2009 

0.07 

0.05 

0.49 

0.18 

0.01 

3.66 

40.34 

72.30 

12.19 

0.54 

0.29 

0.12 

130.24 

2010 

0.07 

0.05 

0.02 

0.00 

0.00 

1.65 

14.88 

137.50 

235.88 

14.34 

7.69 

7.44 

419.52 

% yield 

0.08 

0.07 

0.04 

0.07 

0.19 

1.44 

15.87 

43.09 

34.22 

4.30 

0.46 

0.18 


Mean 

0.26 

0.23 

0.12 

0.21 

0.60 

4.59 

50.68 

137.63 

109.30 

13.74 

1.46 

0.57 

319.40 
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Table A2-5: Virgin Water Yield Series for Sabarmati Basin 


Year 

Jan 

Feb 

Mar 

Apr May Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual 


All Values in Mm 3 

1973 

0.15 

0.07 

0.03 

0.01 

0.11 

73.06 

358.16 

919.79 

2,797.59 

307.31 

25.06 

3.31 

4,484.65 

1974 

0.95 

0.45 

0.29 

0.18 

2.25 

2.98 

16.34 

37.55 

18.97 

7.34 

1.03 

0.23 

88.56 

1975 

0.10 

0.05 

0.01 

0.01 

0.36 

10.10 

220.01 

553.82 

697.42 

124.24 

4.05 

0.92 

1,611.09 

1976 

0.77 

2.53 

0.27 

0.13 

0.13 

2.44 

99.65 

497.91 

391.37 

23.83 

6.41 

2.80 

1,028.24 

1977 

1.65 

0.92 

0.23 

0.14 

4.99 

16.29 

493.14 

558.52 

333.00 

21.29 

1.01 

0.57 

1,431.75 

1978 

0.33 

0.28 

0.26 

0.16 

0.11 

4.51 

73.07 

210.51 

232.68 

8.77 

2.03 

0.56 

533.27 

1979 

0.26 

1.39 

0.42 

0.11 

0.38 

3.32 

22.72 

86.91 

20.74 

2.87 

8.79 

3.33 

151.24 

1980 

0.36 

0.17 

0.13 

0.07 

0.01 

17.62 

202.68 

288.96 

20.10 

1.37 

0.52 

2.11 

534.10 

1981 

0.95 

0.15 

0.17 

0.06 

0.99 

7.44 

34.79 

118.02 

26.86 

4.36 

10.12 

0.60 

204.51 

1982 

0.63 

0.41 

0.10 

1.06 

4.87 

5.89 

20.50 

39.86 

11.34 

1.99 

21.92 

1.08 

109.65 

1983 

0.43 

0.15 

0.07 

0.79 

0.72 

20.00 

84.52 

275.77 

72.31 

15.84 

1.43 

0.53 

472.56 

1984 

0.30 

0.19 

0.13 

0.07 

0.01 

2.00 

37.77 

488.61 

160.44 

9.29 

0.82 

0.46 

700.09 

1985 

0.27 

0.14 

0.13 

0.07 

0.21 

0.58 

53.20 

586.20 

32.07 

12.71 

1.05 

0.59 

687.22 

1986 

0.28 

0.15 

0.13 

0.05 

0.34 

3.47 

37.60 

93.00 

17.33 

0.61 

0.31 

0.16 

153.43 

1987 

0.89 

0.16 

0.05 

0.03 

0.75 

1.40 

5.25 

68.31 

67.89 

3.79 

0.25 

2.26 

151.03 

1988 

0.57 

0.16 

0.04 

0.54 

0.38 

1.62 

61.65 

335.45 

42.43 

8.16 

0.92 

0.46 

452.38 

1989 

0.66 

0.18 

0.13 

0.08 

0.02 

5.45 

31.12 

108.97 

99.69 

4.18 

0.72 

0.39 

251.59 

1990 

0.22 

0.20 

0.38 

0.05 

0.57 

5.24 

207.36 

421.52 

467.77 

38.05 

1.37 

0.70 

1,143.43 

1991 

0.40 

0.23 

0.15 

0.63 

0.11 

0.49 

147.68 

671.72 

34.92 

1.36 

1.39 

0.46 

859.54 

1992 

0.24 

0.19 

0.11 

0.07 

0.26 

2.50 

79.50 

703.80 

963.21 

76.79 

2.41 

1.07 

1,830.15 

1993 

0.54 

0.55 

0.61 

0.14 

0.20 

2.97 

511.54 

280.63 

7.71 

4.25 

0.69 

0.34 

810.17 

1994 

1.34 

0.25 

0.12 

0.24 

0.72 

9.74 

213.62 

856.35 

923.83 

91.36 

1.78 

0.92 

2,100.27 

1995 

2.26 

0.40 

0.23 

0.14 

0.13 

0.93 

35.13 

141.02 

128.70 

4.96 

0.85 

0.49 

315.24 

1996 

0.68 

0.17 

0.11 

3.78 

1.78 

8.61 

36.59 

114.97 

118.03 

9.22 

0.68 

0.38 

295.00 

1997 

0.22 

0.12 

0.07 

1.62 

2.37 

24.49 

68.54 

200.87 

142.45 

19.62 

1.32 

0.64 

462.33 

1998 

0.30 

0.16 

0.14 

0.22 

0.22 

5.24 

28.42 

23.46 

105.38 

62.70 

5.56 

0.61 

232.41 

1999 

0.30 

0.51 

0.23 

0.09 

2.60 

8.31 

22.99 

23.93 

4.50 

4.44 

0.39 

0.16 

68.45 

2000 

0.10 

0.04 

0.02 

0.11 

4.56 

3.94 

37.91 

16.55 

4.55 

1.15 

0.33 

0.17 

69.43 

2001 

0.13 

0.05 

0.02 

0.20 

1.62 

27.13 

51.03 

98.16 

14.26 

2.66 

0.61 

0.30 

196.17 

2002 

0.17 

0.40 

0.12 

0.13 

0.02 

10.22 

4.45 

13.82 

12.61 

1.16 

0.32 

0.19 

43.61 

2003 

0.19 

4.00 

1.45 

0.13 

0.05 

4.63 

77.87 

99.88 

80.53 

34.54 

0.96 

0.47 

304.70 

2004 

0.29 

0.16 

0.12 

0.14 

1.23 

9.94 

6.65 

95.94 

27.42 

13.89 

0.97 

0.36 

157.11 

2005 

0.21 

0.11 

0.09 

0.07 

0.66 

1.79 

39.30 

299.99 

319.09 

154.23 

3.29 

0.82 

819.65 

2006 

0.47 

0.24 

1.60 

0.28 

0.11 

10.17 

57.38 

1,928.30 

830.75 

43.43 

2.36 

1.10 

2,876.19 

2007 

0.61 

0.51 

0.38 

0.19 

0.39 

3.67 

792.82 

203.79 

119.57 

3.86 

0.76 

0.44 

1,126.99 

2008 

0.26 

0.15 

0.13 

1.49 

1.06 

4.61 

18.27 

78.10 

24.56 

2.07 

0.48 

0.26 

131.44 

2009 

0.14 

0.11 

0.98 

0.41 

0.03 

5.19 

71.08 

176.76 

48.87 

3.66 

0.67 

0.30 

308.20 

2010 

0.31 

0.13 

0.07 

0.02 

0.01 

2.69 

23.59 

210.85 

358.62 

22.79 

11.05 

9.80 

639.93 

% yield 

0.07 

0.06 

0.03 

0.05 

0.13 

1.19 

15.75 

42.85 

35.13 

4.15 

0.45 

0.14 


Mean 

0.50 

0.43 

0.26 

0.36 

0.93 

8.70 

115.37 

313.91 

257.36 

30.37 

3.28 

1.06 

732.52 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Annex SBR-3 

Water Balance Components of Sabarmati Basin and Its Sub-basins 

in terms of Annual Depth 


Table A3-1: Annual Water Balance Components of Sabarmati Basin and its Sub-basins, mm 


YEAR 

PCP 

ET 

WYLD 

PET 

PERC 

SURQ 

GW_Q 

LAT_Q 

Sub-surface 

percolation 


Sabarmati Sub-basin 

1973 

1,673.46 

423.20 

1,070.36 

1,731.61 

882.57 

280.57 

706.39 

83.39 

176.18 

1974 

321.53 

300.35 

21.03 

1,917.46 

11.98 

1.07 

9.63 

10.32 

2.35 

1975 

935.09 

477.33 

305.10 

1,699.39 

378.48 

31.81 

230.57 

42.72 

147.91 

1976 

794.91 

382.25 

227.31 

1,767.68 

357.47 

17.41 

170.52 

39.40 

186.95 

1977 

1,047.53 

487.32 

357.70 

1,734.60 

469.35 

43.48 

263.03 

51.18 

206.32 

1978 

628.95 

401.65 

81.49 

1,776.32 

196.89 

2.77 

51.85 

26.87 

145.04 

1979 

587.16 

406.03 

38.40 

1,852.81 

137.81 

1.93 

13.15 

23.31 

124.66 

1980 

687.75 

384.70 

141.81 

1,902.37 

264.68 

11.47 

99.03 

31.31 

165.65 

1981 

538.68 

405.29 

36.08 

1,847.90 

118.13 

3.34 

11.78 

20.96 

106.35 

1982 

452.85 

392.84 

17.31 

1,856.38 

38.51 

1.27 

0.00 

16.03 

38.51 

1983 

819.11 

444.71 

88.86 

1,770.56 

328.94 

13.42 

36.47 

38.98 

292.47 

1984 

726.37 

397.99 

157.19 

1,829.14 

271.07 

27.36 

Miiamii 

33.04 

174.27 

1985 

555.78 

228.64 

154.62 

1,868.27 

289.45 

9.19 

116.71 

28.69 

172.74 

1986 

251.43 

174.41 

16.61 

1,881.34 

64.54 

2.07 

2.84 

11.70 

61.70 

1987 

185.82 

174.52 

5.76 

1,982.69 

3.81 

0.00 

0.00 

5.76 

3.81 

1988 

694.59 

341.82 

52.65 

1,809.11 

300.79 

18.17 

1.95 

32.53 

298.84 

1989 

513.70 

334.81 

34.59 

1,797.98 

153.03 

6.18 

5.91 

22.51 

147.12 

1990 

987.27 

441.73 

250.57 

1,741.79 

458.65 

36.17 

164.38 

50.01 

294.27 

1991 

621.49 

249.33 

181.72 

1,853.02 

333.95 

6.40 

142.84 

32.47 

191.11 

1992 

996.26 

321.21 

420.68 

1,809.77 

546.76 

74.99 

292.95 

52.76 

253.81 

1993 

583.51 

253.79 

164.58 

1,870.73 

284.21 

15.71 

118.92 

29.94 

165.29 

1994 

1,119.31 

389.94 

449.37 

1,657.76 

639.49 

29.04 

359.52 

60.81 

279.97 

1995 

494.57 

300.84 

59.11 

1,880.64 

169.84 

1.47 

35.35 

22.29 

134.49 

1996 

539.92 

426.77 

26.98 

1,857.90 

91.89 

1.35 

5.16 

20.45 

86.73 

1997 

719.25 

474.67 

69.59 

1,788.58 

199.63 

9.94 

28.79 

30.86 

170.84 

1998 

637.42 

486.52 

39.79 

1,828.07 

110.03 

10.32 

5.64 

23.83 

104.39 

1999 

336.41 

318.73 

12.25 

1,861.85 

14.26 

0.96 

0.00 

11.29 

14.26 

2000 

431.00 

326.27 

17.63 

1,911.05 

90.16 

1.17 

0.00 

16.46 

90.16 

2001 

603.80 

373.53 

38.24 

1,762.60 

201.90 

2.31 

10.19 

25.73 

191.71 

2002 

324.58 

300.42 

11.14 

1,864.93 

12.27 

0.86 

0.00 

10.27 

12.27 

2003 

811.15 

438.09 

76.22 

1,754.39 

321.76 

12.21 

26.48 

37.52 

295.28 

2004 

551.79 

393.14 

26.64 

1,863.44 

131.35 

1.01 

2.84 

22.79 

128.51 

2005 

873.61 

384.94 

191.60 

1,821.70 

395.33 

52.07 

95.88 

43.66 

299.45 

2006 

1,405.15 

402.18 

619.40 

1,702.01 

784.67 

143.80 

399.28 

76.32 

385.39 

2007 

891.73 

422.64 

289.82 

1,878.33 

374.86 

54.02 

194.36 

41.43 

180.50 

2008 

503.44 

379.85 

34.30 

1,844.92 

98.35 

6.15 

9.48 

18.66 

88.87 

2009 

526.62 

317.73 

63.73 

1,832.70 

184.08 

2.52 

37.64 

23.56 

146.44 

2010 

773.48 

430.96 

114.14 

1,707.64 

282.49 

3.16 

76.04 

34.93 

206.45 

Mean 

688.07 

368.19 

156.96 

1,818.93 

262.99 

24.66 

100.59 

31.70 

162.40 


Sei Sub-basin 

1973 

2,096.87 

463.49 

1,405.38 

1,936.08 

1,121.80 

443.37 

898.23 

63.79 

223.57 

1974 

352.51 

342.05 

11.93 

2,138.13 

3.72 

1.23 

3.07 

7.64 

0.65 

1975 

1,024.92 

499.02 

350.52 

1,885.79 

442.47 

44.70 

273.17 

32.66 

169.30 

1976 

788.65 

421.22 

173.11 

1,983.58 

337.56 

6.27 

141.22 

25.63 

196.34 

1977 

1,094.45 

535.15 

344.08 

1,937.25 

470.30 

56.68 

251.77 

35.64 

218.53 

1978 

713.36 

442.25 

90.12 

1,987.43 

245.02 

4.48 

65.60 

20.03 

179.42 

1979 

659.61 

435.46 

34.88 

2,073.30 

173.70 

3.94 

13.81 

17.15 

159.89 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


YEAR 

PCP 

ET 

WYLD 

PET 

PERC 

SURQ 

GW_Q 

LAT_Q 

Sub-surface 

percolation 

1980 

740.35 

430.90 

136.10 

2,128.98 

278.62 

17.11 

95.77 

23.23 

182.85 

1981 

535.20 

431.57 

28.84 

2,088.53 

101.07 

3.12 

11.22 

14.50 

89.85 

1982 

527.96 

437.32 

11.05 

2,075.13 

70.63 

0.70 

0.00 

10.35 

70.63 

1983 

881.74 

491.78 

83.96 

1,980.69 

353.79 

21.16 

36.41 

26.41 

317.38 

1984 

740.01 

420.61 

134.41 

2,055.32 

278.44 

20.19 

91.21 

23.00 

187.23 

1985 

622.82 

232.29 

164.13 

2,087.98 

355.05 

12.34 

129.14 

22.66 

225.91 

1986 

324.33 

187.11 

27.32 

2,104.52 

124.15 

6.76 

13.26 

7.30 

110.89 

1987 

205.49 

195.36 

3.53 

2,215.50 

0.00 

0.00 

0.00 

3.53 

0.00 

1988 

751.87 

397.67 

48.14 

2,023.34 

309.56 

21.19 

2.52 

24.42 

307.04 

1989 

604.41 

361.17 

35.50 

2,014.28 

217.48 

14.00 

5.31 

16.19 

212.17 

1990 

1,207.25 

490.04 

354.39 

1,944.51 

623.44 

54.15 

263.05 

37.19 

360.39 

1991 

694.42 

294.59 

197.69 

2,063.02 

367.29 

9.20 

163.21 

25.28 

204.08 

1992 

1,245.52 

353.37 

591.51 

2,019.34 

753.97 

95.01 

454.34 

42.18 

299.63 

1993 

677.23 

281.55 

203.55 

2,085.66 

350.84 

20.15 

160.50 

22.91 

190.34 

1994 

1,272.85 

426.01 

553.85 

1,846.10 

765.57 

37.85 

471.66 

44.35 

293.91 

1995 

573.93 

332.73 

68.08 

2,103.39 

222.57 

1.96 

49.24 

16.88 

173.33 

1996 

658.53 

482.89 

41.26 

2,060.57 

157.25 

2.62 

23.12 

15.51 

134.13 

1997 

880.54 

550.77 

120.65 

2,009.23 

286.45 

14.95 

82.90 

22.81 

203.55 

1998 

684.27 

529.06 

36.14 

2,039.81 

108.20 

16.23 

3.64 

16.29 

104.56 

1999 

346.35 

343.94 

7.06 

2,075.81 

13.33 

0.21 

0.00 

6.85 

13.33 

2000 

532.82 

378.54 

15.12 

2,133.96 

141.08 

1.56 

0.00 

13.56 

141.08 

2001 

654.26 

394.98 

32.62 

1,964.81 

235.29 

4.49 

8.77 

19.36 

226.52 

2002 

351.43 

334.92 

7.85 

2,085.73 

6.83 

0.72 

0.00 

7.13 

6.83 

2003 

890.36 

491.33 

70.48 

1,957.80 

355.29 

15.08 

27.95 

27.46 

327.34 

2004 

594.55 

429.14 

17.36 

2,080.35 

139.35 

1.59 

0.45 

15.32 

138.90 

2005 

1,110.14 

454.39 

266.33 

2,029.33 

531.68 

96.27 

136.36 

33.71 

395.32 

2006 

1,710.47 

444.10 

886.62 

1,910.20 

992.02 

222.23 

610.34 

54.04 

381.68 

2007 

1,095.37 

472.91 

382.94 

2,108.27 

508.19 

■aatfiil 

267.92 

34.16 

240.27 

2008 

507.94 

390.32 

31.72 

2,062.81 

95.47 

8.96 

8.96 

13.81 

86.51 

2009 

588.67 

352.28 

57.30 

2,049.84 

214.77 

4.02 

35.75 

17.54 

179.02 

2010 

915.05 

474.37 

121.87 

1,922.21 

367.30 

5.49 

90.49 

25.89 

276.81 

Mean 

785.70 

405.96 

188.09 

2,033.38 

318.94 

36.07 

128.69 

23.33 

190.24 


,Vatrak Sub-basin 


1973 

1,099.02 

437.46 

565.06 

1,810.55 

477.98 

172.71 

382.77 

9.58 

95.21 

1974 

163.42 

171.26 

7.40 

1,945.92 

6.53 

1.04 

5.26 

1.11 

1.27 

1975 

971.50 

422.33 

450.15 

1,772.46 

474.89 

64.31 

377.11 

8.72 

97.78 

1976 

1,070.52 

434.02 

383.65 

1,801.31 

518.66 

72.73 

301.21 

9.69 

217.45 

1977 

1,028.44 

436.35 

413.51 

1,788.92 

579.97 

50.61 

352.88 

10.05 

227.09 

1978 

757.04 

399.28 

187.16 

1,842.70 

310.44 

52.40 

128.04 

6.72 

182.40 

1979 

483.76 

364.69 

18.55 

1,886.35 

71.23 

13.31 

1.78 

3.47 

69.45 

1980 

664.92 

473.54 

44.64 

1,907.03 

201.93 

20.76 

17.56 

6.32 

184.37 

1981 

679.65 

456.75 

69.90 

1,863.07 

171.23 

44.67 

19.63 

5.61 

151.60 

1982 

741.65 

493.79 

71.67 

1,876.10 

188.34 

40.74 

24.52 

6.42 

163.82 

1983 

802.78 

469.50 

160.47 

1,798.89 

315.57 

31.18 

121.45 

7.83 

194.12 

1984 

856.72 

372.33 

281.22 

1,845.00 

426.03 

71.27 

201.89 

8.05 

224.14 

1985 

447.45 

311.80 

21.21 

1,842.61 

122.31 

5.68 

11.95 

3.58 

110.36 

1986 

571.96 

285.56 

109.70 

1,842.97 

275.32 

31.18 

73.31 

5.21 

202.01 

1987 

520.56 

257.80 

131.29 

1,941.34 

192.13 

58.55 

69.59 

3.15 

122.54 

1988 

859.90 

328.82 

292.60 

1,821.74 

456.57 

86.16 

199.40 

7.03 

257.17 

1989 

762.05 

410.67 

167.18 

1,795.49 

331.13 

18.61 

141.16 

7.42 

189.97 

1990 

1,105.87 

476.70 

395.41 

1,745.01 

532.93 

80.55 

303.99 

10.86 

228.94 

1991 

647.84 

300.82 

184.63 

1,856.66 

334.92 

27.65 

150.59 

6.39 

184.33 

1992 

871.34 

385.77 

260.87 

1,818.11 

452.00 

21.59 

230.70 

8.61 

221.30 

1993 

728.94 

324.25 

237.50 

1,847.68 

369.61 

45.99 

184.58 

6.92 

185.03 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


YEAR 

PCP 

ET 

WYLD 

PET 

PERC 

SURQ 

GW_Q 

LAT_Q 

Sub-surface 

percolation 

1994 

1 , 322.88 

380.14 

642.84 

1 , 696.99 

832.62 

96.39 

531.85 

14.59 

300.77 

1995 

597.13 

337.24 

104.25 

1 , 864.11 

236.42 

15.39 

84.29 

4.59 

152.13 

1996 

689.78 

403.46 

125.32 

1 , 834.19 

261.02 

32.51 

87.31 

5.50 

173.71 

1997 

790.74 

420.47 

204.22 

1 , 747.90 

296.60 

75.70 

122.80 

5.72 

173.80 

1998 

705.41 

434.89 

108.52 

1 , 809.71 

198.48 

56.34 

47.03 

5.17 

151.45 

1999 

413.10 

353.74 

30.32 

1 , 840.05 

80.28 

8.71 

18.99 

2.62 

61.29 

2000 

360.99 

317.39 

5.92 

1 , 887.34 

45.46 

3.42 

0.01 

2.49 

45.45 

2001 

530.08 

308.93 

36.76 

1 , 789.39 

211.42 

12.67 

19.75 

4.34 

191.67 

2002 

270.08 

265.27 

3.16 

1 , 834.90 

9.64 

1.15 

0.00 

2.01 

9.64 

2003 

628.47 

387.18 

36.61 

1 , 771.74 

211.83 

24.73 

7.07 

4.82 

204.76 

2004 

582.60 

336.20 

75.32 

1 , 836.48 

224.35 

26.48 

44.10 

4.74 

180.25 

2005 

571.04 

353.78 

53.11 

1 , 793.69 

185.56 

23.03 

25.27 

4.82 

160.29 

2006 

1 , 213.70 

383.81 

427.68 

1 , 721.88 

695.39 

135.03 

281.31 

11.34 

414.08 

2007 

694.67 

435.89 

122.12 

1 , 845.72 

221.48 

38.28 

79.14 

4.70 

142.34 

2008 

395.07 

350.65 

19.15 

1 , 800.33 

48.07 

9.90 

6.80 

2.44 

41.27 

2009 

586.02 

341.40 

85.15 

1 , 825.64 

198.70 

46.55 

34.29 

4.31 

164.41 

2010 

710.62 

409.10 

43.05 

1 , 728.25 

266.82 

15.49 

20.83 

6.73 

245.99 

Mean 

707.83 

374.55 

173.09 

1 , 823.11 

290.36 

42.99 

123.95 

6.15 

166.41 


V 

Vakal Sub-basin 

1973 

1 , 816.30 

464.33 

1 , 128.84 

1 , 901.92 

1 , 099.64 

134.86 


113.82 

219.49 

1974 

428.40 

395.65 

30.25 

2 , 078.34 

18.87 

0.48 

15.14 

14.62 

3.73 

1975 

1 , 086.72 

512.96 

410.67 

1 , 855.38 

492.40 

18.79 

332.12 

59.76 

160.28 

1976 

811.30 

372.12 

236.34 

1 , 955.02 

392.41 

1.78 

188.57 

46.00 

203.84 

1977 

984.79 

482.25 

312.68 

1 , 885.78 

433.41 

17.14 

241.00 

54.53 

192.41 

1978 

743.74 

403.92 

137.19 

1 , 975.96 

299.24 

1.48 

97.15 

38.55 

202.09 

1979 

616.32 

406.09 

41.80 

2 , 047.85 

164.63 

0.42 

13.65 

27.73 

150.98 

1980 

743.77 

400.19 

156.02 

2 , 088.60 

299.65 

6.01 

111.20 

38.81 

188.45 

1981 

704.24 

502.32 

50.60 

1 , 991.49 

176.05 

1.31 

18.26 

31.03 

157.79 

1982 

499.25 

435.35 

18.01 

2 , 010.66 

44.02 

0.53 

0.00 

17.48 

44.02 

1983 

853.96 

444.88 

123.88 

1 , 937.53 

367.84 

5.49 

72.77 

45.61 

295.07 

1984 

738.62 

413.18 

136.07 

2 , 016.03 

281.63 

7.32 

90.82 

37.93 

190.81 

1985 

726.92 

259.27 

227.94 

2 , 037.16 

412.58 

8.93 

174.82 

44.19 

237.76 

1986 

277.14 

228.16 

10.53 

2 , 075.46 

41.42 

0.00 

0.14 

10.39 

41.28 

1987 

244.31 

220.24 

7.62 

2 , 159.78 

3.29 

0.00 

0.00 

7.62 

3.29 

1988 

796.94 

403.31 

59.52 

1 , 966.53 

347.70 

11.08 

5.50 

42.93 

342.20 

1989 

579.54 

386.94 

39.36 

1 , 949.46 

167.42 

3.03 

9.75 

26.57 

157.67 

1990 

916.67 

436.06 

199.60 

1 , 890.52 

419.32 

8.91 

140.35 

50.34 

278.97 

1991 

723.36 

279.01 

226.26 

2 , 015.35 

398.88 

3.48 

178.99 

43.78 

219.89 

1992 

1 , 114.55 

352.21 

459.25 

1 , 980.05 

646.26 

46.18 

344.32 

68.74 

301.94 

1993 

661.55 

300.15 

180.66 

2 , 029.23 

312.16 

11.97 

131.26 

37.44 

180.90 

1994 

1 , 140.52 

403.83 

463.91 

1 , 777.88 

651.80 

15.01 

379.35 

69.56 

272.45 

1995 

573.37 

341.06 

65.89 

2 , 055.06 

198.96 

0.42 

37.68 

27.79 

161.28 

1996 

684.16 

460.95 

71.68 

2 , 011.10 

196.28 

0.87 

39.56 

31.26 

156.72 

1997 

727.73 

487.95 

66.43 

1 , 944.89 

200.03 

3.92 

29.52 

32.99 

170.51 

1998 

690.91 

537.24 

39.68 

1 , 979.00 

114.32 

3.89 

8.67 

27.11 

105.65 

1999 

404.76 

380.71 

13.49 

2 , 020.20 

20.22 

0.03 

0.00 

13.46 

20.22 

2000 

488.23 

376.03 

20.75 

2 , 091.73 

93.08 

0.59 

0.00 

20.15 

93.08 

2001 

730.91 

400.93 

59.31 

1 , 920.88 

291.39 

1.38 

20.86 

37.08 

270.53 

2002 

389.64 

330.06 

14.36 

2 , 052.16 

44.25 

0.28 

0.00 

14.08 

44.25 

2003 

855.22 

473.37 

88.91 

1 , 939.90 

330.57 

5.48 

39.51 

43.92 

291.06 

2004 

533.95 

403.32 

28.06 

2 , 045.11 

107.43 

0.41 

5.43 

22.23 

102.00 

2005 

979.54 

392.18 

227.91 

1 , 992.52 

491.81 

39.47 

132.65 

55.80 

359.16 

2006 

1 , 540.10 

436.45 

705.26 

1 , 833.19 

913.83 

95.26 

514.82 

95.18 

399.01 

2007 

893.07 

434.76 

258.33 

2 , 018.25 

383.82 

27.55 

182.50 

48.28 

201.32 
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YEAR 

PCP 

ET 

WYLD 

PET 

PERC 

SURQ 

GW_Q 

LAT_Q 

Sub-surface 

percolation 

2008 

579.58 

443.08 

34.51 

2 , 012.90 

110.09 

2.39 

8.16 

23.96 

101.93 

2009 

581.55 

321.35 

71.31 

2 , 012.60 

229.49 

1.14 

40.29 

29.89 

189.20 

2010 

996.12 

464.16 

236.91 

1 , 865.59 

449.02 

2.68 

180.87 

53.35 

268.15 

Mean 

759.41 

399.63 

175.26 

1 , 984.76 

306.45 

12.89 

122.79 

39.58 

183.67 


C 

V 

Sabarmati Basin 

1973 

1 , 710.46 

446.92 

1 , 071.05 

1 , 837.52 

947.35 

229.61 

758.32 

83.11 

189.03 

1974 

347.33 

326.82 

21.69 

2 , 015.03 

12.91 

0.85 

10.38 

10.46 

2.53 

1975 

1 , 012.57 

487.14 

372.72 

1 , 796.38 

445.43 

32.65 

296.41 

43.66 

149.02 

1976 

837.38 

390.29 

244.54 

1 , 875.88 

390.28 

17.05 

191.26 

36.24 

199.02 

1977 

1 , 026.14 

484.87 

345.32 

1 , 829.34 

469.85 

35.65 

264.69 

44.96 

205.16 

1978 

703.20 

407.65 

119.01 

1 , 893.18 

259.39 

9.10 

81.96 

27.94 

177.43 

1979 

594.70 

404.46 

36.64 

1 , 964.70 

144.45 

3.11 

11.92 

21.61 

132.53 

1980 

714.13 

408.90 

133.78 

2 , 007.70 

272.16 

11.28 

92.60 

29.90 

179.56 

1981 

623.24 

454.46 

45.43 

1 , 939.44 

146.10 

8.01 

15.35 

22.08 

130.75 

1982 

519.93 

429.23 

24.00 

1 , 949.89 

64.97 

6.16 

3.27 

14.57 

61.70 

1983 

839.22 

454.36 

111.76 

1 , 869.14 

346.03 

13.65 

62.31 

35.80 

283.72 

1984 

750.47 

403.66 

162.24 

1 , 936.17 

296.94 

24.25 

107.67 

30.32 

189.27 

1985 

618.73 

252.46 

167.43 

1 , 961.70 

325.16 

9.04 

127.64 

30.74 

197.52 

1986 

314.17 

212.42 

28.02 

1 , 983.63 

91.34 

5.75 

12.54 

9.72 

78.80 

1987 

256.47 

206.69 

22.94 

2 , 079.05 

28.20 

7.81 

9.28 

5.86 

18.92 

1988 

765.21 

372.13 

86.79 

1 , 902.33 

341.49 

24.80 

29.77 

32.21 

311.72 

1989 

585.24 

369.29 

54.30 

1 , 887.08 

191.12 

7.62 

25.40 

21.28 

165.72 

1990 

1 , 004.17 

450.57 

263.34 

1 , 828.74 

474.79 

33.58 

186.54 

43.21 

288.25 

1991 

675.47 

274.10 

202.05 

1 , 946.44 

364.50 

8.44 

161.05 

32.56 

203.45 

1992 

1 , 060.16 

346.50 

437.57 

1 , 906.93 

601.55 

59.02 

326.72 

51.86 

274.83 

1993 

646.61 

285.43 

185.93 

1 , 959.71 

315.66 

18.84 

138.15 

28.93 

177.51 

1994 

1 , 175.41 

399.00 

494.91 

1 , 736.15 

686.97 

33.58 

405.38 

55.95 

281.59 

1995 

550.34 

326.03 

69.03 

1 , 977.90 

197.40 

2.97 

44.66 

21.40 

152.74 

1996 

633.41 

444.82 

59.87 

1 , 943.04 

164.91 

5.48 

32.27 

22.12 

132.64 

1997 

753.68 

482.90 

93.08 

1 , 875.10 

224.29 

16.97 

48.83 

27.29 

175.46 

1998 

674.13 

505.60 

48.43 

1 , 914.23 

123.29 

14.67 

12.10 

21.65 

111.19 

1999 

375.30 

351.55 

14.46 

1 , 950.81 

25.32 

1.52 

2.53 

10.41 

22.79 

2000 

458.13 

351.96 

16.98 

2 , 009.88 

92.16 

1.29 

0.00 

15.69 

92.16 

2001 

651.54 

378.74 

45.72 

1 , 856.44 

243.42 

3.61 

15.54 

26.57 

227.88 

2002 

346.92 

312.19 

10.93 

1 , 965.26 

23.99 

0.65 

0.00 

10.27 

23.99 

2003 

814.98 

452.51 

75.25 

1 , 858.03 

315.10 

11.57 

29.30 

34.38 

285.80 

2004 

554.46 

394.42 

32.46 

1 , 961.43 

135.25 

4.24 

9.06 

19.16 

126.19 

2005 

907.17 

392.94 

197.62 

1 , 913.98 

424.13 

49.05 

106.57 

42.01 

317.56 

2006 

1 , 474.31 

419.03 

663.81 

1 , 784.89 

852.08 

133.67 

457.91 

72.23 

394.17 

2007 

893.14 

435.96 

267.28 

1 , 960.61 

375.77 

44.91 

184.06 

38.30 

191.71 

2008 

520.05 

402.64 

32.02 

1 , 935.22 

95.95 

5.52 

8.52 

17.97 

87.43 

2009 

564.78 

326.94 

68.76 

1 , 932.67 

208.28 

8.04 

38.00 

22.72 

170.28 

2010 

873.03 

447.11 

154.80 

1 , 802.18 

358.32 

4.92 

112.54 

37.33 

245.78 

Mean 

732.26 

386.65 

170.58 

1 , 914.42 

291.48 

23.92 

116.33 

30.33 

175.15 


Where, 

PCP: Rainfall 

PET: Potential evapotranspiration 

ET: Actual evapotranspiration 

PERC: Percolation (Shallow+Deep) 

SURQ: Direct Surface Runoff 

GW_Q: Baseflow 

WYLD: Total Water yield (SURQ + GW_Q + Lateral Flow) 
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LAT_Q : Lateral flow 

Sub-surface percolation =PERC - GW_Q 

Table A3-2: Mean Monthly Water Balance Components of Sabarmati Basin and its Sub¬ 
basins, mm 


Month 

Rainfall, 

mm 

Water yield, mm 
(% Rainfall Contribution) 

Evapotranspiration, 

mm 

Sub-surface 

percolation, 

mm 


Sabarmati Sub-basin 

Jan 

2.22 

0.10(4.50) 

2.63 

0.00 

Feb 

2.38 

0.10(4.20) 

3.22 

0.00 

Mar 

0.89 

0.06 (6.70) 

2.78 

0.00 

Apr 

3.52 

0.09 (2.60) 

2.39 

0.00 

May 

9.89 

0.22 (2.20) 

6.43 

0.32 

Jun 

69.09 

2.22 (3.20) 

39.83 

6.31 

Jul 

242.96 

26.20 (10.80) 

86.68 

88.09 

Aug 

222.37 

63.77 (28.70) 

104.28 

66.80 

Sep 

109.79 

56.51 (51.50) 

79.45 

5.27 

Oct 

14.95 

6.82 (45.60) 

28.94 

0.00 

Nov 

8.66 

0.65 (7.50) 

7.60 

0.03 

Dec 

1.36 

0.21 (15.40) 

3.95 

0.00 


Sei Sub-basin 

Jan 

3.08 

0.11 (3.60) 

3.36 

0.00 

Feb 

2.98 

0.09 (3.00) 

4.13 

0.00 

Mar 

1.43 

0.06 (4.20) 

3.49 

0.00 

Apr 

4.07 

0.08 (2.00) 

2.99 

0.00 

May 

12.24 

0.17(1.40) 

7.49 

0.51 

Jun 

78.46 

1.83 (2.30) 

38.59 

8.93 

Jul 

273.13 

27.80 (10.20) 

95.24 

107.02 

Aug 

251.93 

76.30 (30.30) 

115.22 

74.24 

Sep 

130.85 

72.07 (55.10) 

88.91 

5.27 

Oct 

16.89 

8.67 (51.30) 

33.83 

0.00 

Nov 

8.97 

0.66 (7.40) 

8.53 

0.00 

Dec 

1.66 

0.24(14.50) 

4.17 

0.00 


Vatrak Sub-basin 

Jan 

1.23 

0.08 (6.50) 

4.33 

0.00 

Feb 

1.46 

0.05 (3.40) 

3.67 

0.00 

Mar 

0.28 

0.04(14.30) 

3.71 

0.00 

Apr 

1.36 

0.03 (2.20) 

2.89 

0.00 

May 

3.89 

0.04 (1.00) 

4.06 

0.01 

Jun 

80.85 

1.06 (1.30) 

35.90 

7.36 

Jul 

259.13 

27.15 (10.50) 

81.64 

98.83 

Aug 

237.42 

79.73 (33.60) 

94.55 

69.41 

Sep 

95.50 

57.95 (60.70) 

93.34 

0.00 

Oct 

11.07 

5.71 (51.60) 

33.20 

0.00 

Nov 

14.20 

1.06 (7.50) 

10.58 

0.53 

Dec 

1.44 

0.20 (13.90) 

6.67 

0.00 


Wakal Sub-basin 

Jan 

3.19 

0.14(4.40) 

3.32 

0.00 

Feb 

2.62 

0.12(4.60) 

3.85 

0.01 

Mar 

0.76 

0.06 (7.90) 

2.70 

0.00 

Apr 

4.06 

0.11 (2.70) 

3.19 

0.03 

May 

13.06 

0.31 (2.40) 

8.83 

0.25 

Jun 

79.08 

2.42 (3.10) 

43.37 

7.21 

Jul 

264.62 

27.54 (10.40) 

93.86 

104.89 

Aug 

248.23 

75.82 (30.50) 

106.99 

75.81 

Sep 

115.66 

60.20 (52.00) 

85.96 

0.25 

Oct 

15.42 

7.48 (48.50) 

34.25 

0.00 
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Month 

Rainfall, 

mm 

Water yield, mm 
(% Rainfall Contribution) 

Evapotranspiration, 

mm 

Sub-surface 

percolation, 

mm 

Nov 

10.53 

0.77 (7.30) 

9.14 

0.26 

Dec 

2.17 

0.29 (13.40) 

4.18 

0.00 


Sabarmati 

Basin 

Jan 

2.59 

0.11 (4.20) 

3.23 

0.00 

Feb 

2.44 

0.10(4.10) 

3.65 

0.00 

Mar 

0.83 

0.06 (7.20) 

2.97 

0.00 

Apr 

3.52 

0.09 (2.60) 

2.86 

0.01 

May 

10.67 

0.23 (2.20) 

7.22 

0.27 

Jun 

75.91 

2.09 (2.80) 

40.56 

7.16 

Jul 

257.80 

27.07 (10.50) 

90.02 

98.76 

Aug 

238.66 

72.39 (30.30) 

105.53 

71.74 

Sep 

113.04 

60.25 (53.30) 

85.17 

1.85 

Oct 

14.88 

7.18(48.30) 

32.28 

0.00 

Nov 

10.19 

0.75 (7.40) 

8.74 

0.18 

Dec 

1.73 

0.24(13.90) 

4.43 

0.00 
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1. Introduction 

1.1 General 

Luni River originates from the western slopes of the Aravali range at an 
elevation of 550 m amsl, near Ajmer. After flowing for about 495 kms in a 
south-westerly direction in Rajasthan, the River disappears in the marshy land of 
Rann of Kutch. Luni Basin catchment area in Rajasthan is 69,302 km 2 and it 
covers parts of districts of Ajmer, Barmer, Bhilwara, Jaisalmer, Jalore, Jodhpur, 
Nagaur, Pali Rajsamand, Sirohi and Udaipur between latitudes 23°41' and 
27°05' and longitudes 71°04' and 74°42'. The general layout of Luni Basin is 
shown in Drawing No. LUN-GEN-001 (in Volume 3c). 

The water of Luni River is fresh up to Balotra but becomes more and more 
saline further downstream. The main tributaries of Luni on the left are Sukri, 
Mithri, Bandi, Khari, Jawai, Guhiya, Sagi and Jojari River is the only one 
joining it on the right side. 

Topography of Luni Basin varies from plain areas occupying the western part 
characterised by flat, sandy terrain, to mountainous areas in the east, made up of 
a variety of igneous rocks, including some Limestone outcrops. 

There are 12 Sub-basins in Luni Basin namely Bandi (770.11 Km ), Bandi 
(Hemawas) 1,649.30 Km 2 , Guhiya 3,854.20 Km 2 , Jawai 2,640.50 Km 2 , Jojri 
7,046.00 Km 2 , Khari 2,638.30 Km 2 , Khari (Hemawas) 1,098.60 Km 2 , Luni 
42,521.10 Km 2 , Mithari 1,702.70 Km 2 , Sagi 1,218.70 Km 2 , Sukri 3,166.60 Km 2 , 
Sukri Sayala 995.70 Km 2 . 

A brief description of important tributaries of the Luni river is given below. 
Guhiya River 

River Guhiya originates in the hillocks near the villages Khariyaniv and 
Tharasani in Pali District. It joins river Bandi near village Phekariya in Pali 
District. The catchment is situated in Pali district. The main tributaries of 
Guhiya are Raipur Luni, Radia Nadi, Guria Nadi, Lilri Nadi, Sukri and 
Phunpharia Bala. 

Khari (Hemawas) River 

River Khari is formed by the confluence of small streams namely Somesar and 
Khari Kherwa. River Somesar (originally known as Sumer Nadi) originates in 
the western slopes of the Aravali range near the village Somesar in Pali District. 
The stream Umrawas Ka Nalla, originating in the western slopes of the Aravali, 
near village Kanklawas, joins Sumer Nadi. Kotki Nadi, originating from Dewair 
Reserved Forest Bhakar also joins Sumer Nadi after flowing for about 30 km. 
After joining of all these small streams, the river is called Khari. It joins Bandi 
river downstream of Hemawas reservoir after flowing for about 25 km. 

Bandi (Hemawas) River 

Khari and Mithari rivers join near Bombadra pickup weir and form the Bandi 
River. It joins the Luni near the village Lakhar, in Pali District, after flowing for 
about 45 km. The catchment is situated in Pali District. 
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Mithari River 

River Mithari originates in the south-western slopes of the Aravali range in Pali 
District by confluence of local nallahs. The river flows through Jawai, Bali and 
Faina Districts for about 80 km in a north-west direction before vanishing in 
sandy plains near village Sankhwal in Jalore district. The catchment extends 
over parts of Pali and Jalore Districts. 

Sukri River 

River Sukri is formed by the confluence of several small nallahs - Ghanerav 
Nadi, Muthana ka Bala, Magai Nadi etc., originating from the Aravalis in Pali 
and Udaipur Districts. It flows for about 110 km in a south-east to north-west 
direction, and feeds Bankli Dam on the way. It joins River Luni near the village 
Samdari in Banner District. This Sub-Basin covers parts of Jalore, Pali and 
Banner Districts. 

Joiari River 

River Jojari originates in the hillocks near village Pondlu in Nagaur District, it 
flows for about 83 km from north-east to south-west before joining Luni river 
near the village Khejadli Khurd in Jodhpur District. The catchment extends over 
Jodhpur and Nagaur Districts. A number of small streams join this river in the 
upper reaches. 

Jawai River 

River Jawai, and its main tributary Sukari, originate in the western slopes of the 
Aravalis, in Udaipur District. The river flows generally in a north-west direction 
for about 96 km, before joining River Khari near the village Sayala in Jalore 
District. 

Khari River 

River Khari originates in the south-western slopes of the Aravali hills, near 
Shergaon village in Sirohi District. It flows north-west for about 64 km before 
joining the Sukri river near Sayala village in Jalore District. The catchment 
extends Sirohi and Jalore Districts. The main tributaries of the Khari river are 
Krishnawati and Kameri. 

Sukri River (Sayala to Luni) 

River Jawai, after its confluence with the Khari river is called Sukri. It flows in a 
southwest direction for about 80 km before joining the Luni river near Golia 
village. The catchment extends over parts of Jalore and Banner Districts. 

Bandi River 

River Bandi is formed by the confluence of Kapal Ganga Nadi, originating in 
the hills near village Seankra, and Jaswantpura Nallah, originating in the hills 
near Nivaj village in Sirohi District. It flows generally in a northwest direction 
for about 65 km and finally vanishes in the west. 

Sagi River 

River Sagi originates in the south-western slopes of Jaswantpura hills in Jalore 
District. It flows initially for about 72 km northwest and then southwest before 
joining the Luni near Gandhav village in Barmer District. Kari Nadi is the only 
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tributary of River Sagi. The catchment extends over parts of Jalore and Banner 
Districts. 

Luni Basin falls in 11 Districts and 62 Blocks of Rajasthan. Maximum area of 
Luni Basin is covered by Banner (31.07%) District. Out of 62 Blocks falling 
under Luni Basin 24 Blocks falls fully inside the basin while rest of the Blocks 
falls partially. 

Major part is occupied by Balotara Block of Banner District. The details are 
presented in Table 1.1-1. The administrative unit setup of Luni Basin is shown 
in Drawing No. LUN-GEN-002 (in Volume 3c). 


Table 1.1-1: Districts and Blocks falling within Luni Basin 


District 

Block 

Block Area 
within Basin, 
Km 2 

Total Block 
Area, Km 2 

Percentage of 
Block Area, % 

Percentage of 
Basin Area, % 

Ajmer 

Jawaja 

640.72 

696.76 

91.96 

0.92 

Kishangarh 

46.85 

1,182.97 

3.96 

0.07 

Masuda 

118.88 

862.89 

13.78 

0.17 

Peesangan 

1,072.49 

1,398.22 

76.70 

1.55 

Srinagar 

61.02 

934.03 

6.53 

0.09 

District Summary 

1 

1,939.96 

5,074.87 

38.23 

2.80 

Barmer 

Balotra 

3,462.01 

3,462.01 

100.00 

5.00 

Barmer 

1,840.98 

3,880.31 

47.44 

2.66 

Baytoo 

3,443.75 

3,443.75 

100.00 

4.97 

Chohtan 

2,680.06 

3,295.78 

81.32 

3.87 

Dhorimanna 

2,691.95 

2,691.95 

100.00 

3.88 

Sheo 

2,361.01 

6,611.57 

35.71 

3.41 

Sindhari 

2,978.75 

2,978.75 

100.00 

4.30 

Siwana 

2,076.55 

2,076.55 

100.00 

3.00 

District Summary 

21,535.07 

28,440.67 

75.72 

31.07 

Bhilwara Asind 

2.99 

1,135.37 

0.26 

0.00 

District Summary 


2.99 

1,135.37 

0.26 

0.00 

Jaisalmer 

Sam 

70.63 

21,304.38 

0.33 

0.10 

Sankra 

1,876.72 

5,425.09 

34.59 

2.71 

District Summary 

1 

1,947.35 

26,729.47 

7.29 

2.81 

Jalore 

Ahore 

1,621.71 

1,621.71 

100.00 

2.34 

Bhinmal 

1,282.60 

1,282.60 

100.00 

1.85 

Chitalwana 

1,619.32 

1,773.33 

91.32 

2.34 

Jalore 

1,046.71 

1,046.71 

100.00 

1.51 

Jaswantpura 

1,141.47 

1,155.92 

98.75 

1.65 

Raniwara 

492.53 

1,055.08 

46.68 

0.71 

Sanchore 

208.81 

1,212.47 

17.22 

0.30 

Jalore 

Sayla 

1,474.10 

1,474.10 

100.00 

2.13 

District Summary 

1 

8,887.24 

10,621.92 

83.67 

12.82 

Jodhpur 

Balesar 

1,820.38 

1,842.93 

98.78 

2.63 

Bawari 

1399.19 

1,399.19 

100.00 

2.02 

Bhopalgarh 

1,737.51 

1,883.91 

92.23 

2.51 

Bilara 

1,569.88 

1,569.88 

100.00 

2.27 

Luni 

2,000.48 

2,000.48 

100.00 

2.89 

Mandor 

1,539.60 

1,539.60 

100.00 

2.22 

Osian 

1,774.58 

2,810.32 

63.15 

2.56 

Phalodi 

4.07 

3239.61 

0.13 

0.01 

Shergarh 

1,840.20 

1,994.63 

92.26 

2.66 
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District 

Block 

Block Area 
within Basin, 
Km 2 

Total Block 
Area, Km 2 

Percentage of 
Block Area, % 

Percentage of 
Basin Area, % 

District Summary 


13,685.88 

18,280.55 

74.87 

19.75 

Nagaur 

Degana 

1,210.17 

1,509.47 

80.17 

1.75 

Didwana 

9.53 

1,655.25 

0.58 

0.01 

Jayal 

3.55 

2,076.16 

0.17 

0.01 

Kuchaman City 

383.26 

1,638.78 

23.39 

0.55 

Makrana 

1,004.24 

1,138.35 

88.22 

1.45 

Merta 

1,451.25 

1,504.52 

96.46 

2.09 

Mundwa 

216.56 

2,295.70 

9.43 

0.31 

Parbatsar 

809.98 

1,101.19 

73.55 

1.17 

Riyan 

1,190.93 

1,190.93 

100.00 

1.72 

District Summary 

6,279.48 

14,110.35 

44.50 

9.06 

Pali 

Bali 

1,359.56 

1,363.81 

99.69 

1.96 

Desuri 

827.98 

827.98 

100.00 

1.19 

Jaitaran 

1,350.61 

1,350.61 

100.00 

1.95 

Marwar Junction 

1,428.24 

1,428.24 

100.00 

2.06 

Pali 

1,364.95 

1,364.95 

100.00 

1.97 

Raipur 

1,114.19 

1,114.19 

100.00 

1.61 

Rani 

831.78 

831.78 

100.00 

1.20 

Rohat 

1,421.04 

1,421.04 

100.00 

2.05 

Sojat 

1,680.82 

1,680.82 

100.00 

2.43 

Sumerpur 

984.35 

984.35 

100.00 

1.42 

District Summary 

1 

12,363.53 

12,367.77 

99.97 

17.84 

Rajsamand 

Bhim 

204.39 

696.79 

29.33 

0.29 

Deogarh 

8.90 

586.49 

1.52 

0.01 

Kumbhalgarh 

191.78 

897.37 

21.37 

0.28 

District Summary 

f 

405.07 

2,180.65 

18.58 

0.58 

Sirohi 

Abu Road 

16.64 

882.93 

1.88 

0.02 

Pindwara 

64.69 

1,107.22 

5.84 

0.09 

Reodar 

31.08 

1,053.81 

2.95 

0.04 

Sheoganj 

909.88 

909.88 

100.00 

1.31 

Sirohi 

1,053.78 

1,173.22 

89.82 

1.52 

District Summary 

1 

2,076.07 

5,127.06 

40.49 

3.00 

Udaipur 

Gogunda 

154.32 

1,049.96 

14.70 

0.22 

Kotra 

25.15 

1,757.28 

1.43 

0.04 

District Summary 

179.47 

2,807.24 

6.39 

0.26 

Basin Summary 

69,302.11 



100.00 


Source: Administrative boundaries of Rajasthan 
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1.2 Climatic Characteristics 

Weather statistics for Luni Basin have been analysed based on the 20 years 
(1990-2009) monthly IMD weather data and is presented inError! Reference 
source not found.. 


Table 1.2-1: Weather Parameter Statistics for Luni Basin 


Weather Parameter 

Minimum 

Maximum 

Mean 

Standard 

Deviation 

Coefficient 

of 

Variation 

Mean Maximum Temperature, °C 

26.83 

35.00 

33.51 

0.81 

0.02 

Highest Maximum Temperature, °C 

37.20 

46.70 

44.84 

1.03 

0.02 

Mean Minimum Temperature, °C 

12.81 

20.90 

19.22 

0.90 

0.05 

Lowest Minimum Temperature, °C 

-2.05 

6.00 

3.48 

0.99 

0.28 

Annual Rainfall, mm 

221.50 

1,048.10 

388.20 

104.20 

0.27 

Monsoon Months Rainfall, mm 

191.60 

1,007.70 

358.10 

99.80 

0.28 

Rainy Days, Days/yr 

12.00 

38.00 

19.00 

3.90 

0.20 

Wind Speed, km/hr 

1.90 

7.16 

4.38 

0.96 

0.22 

Sunshine Hours, hr/day 

7.98 

8.61 

8.39 

0.09 

0.01 

Relative Humidity, % 

43.50 

60.54 

49.19 

3.23 

0.07 

Annual Evaporation 

141.10 

263.58 

216.23 

24.46 

0.11 

Source: IMD monthly dataset (1990-2009); Rainfall statistics based on IMD.RI 

D and WRD d 

ataset (1957- 


2010 ) 

The following paragraphs give brief descriptions for temperature, rainfall, wind 
speed, relative humidity, sunshine hours and evaporation statistics of Luni 
Basin. 

1.2.1 Temperature Statistics 

Maximum Temperature 

Mean maximum temperature in Luni Basin spatially varies within a range of 
26.83-35 X2 with a mean value of 33.51°C and a coefficient of variation of 0.02. 
Its variation is presented in Drawing No. LUN-CLM-001 (In Volume 3c). 

Highest Maximum Temperature 

Highest maximum temperature in Luni Basin spatially varies within a range of 
37.2-46.7°C with a mean value of 44.84°C. Its variation is presented in Drawing 
No. LUN-CLM-002 (in Volume 3c). 

Minimum Temperature 

The mean minimum temperature in Luni Basin spatially varies within a range of 
12.81-20.9°C with a mean value of 19.22°C. Its variation is presented in 
Drawing No. LUN-CLM-003 (in Volume 3c). 

Lowest Minimum Temperature 

The lowest minimum temperature in Luni Basin spatially varies within a range 
of -2.05-6.00°C with a mean value of 3.48°C. Its variation is presented in 
Drawing No. LUN-CLM-004 (in Volume 3c). 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 

1.2.2 Rainfall 

Annual Rainfall 

Annual rainfall in Luni Basin ranges from 221.50-1,048.10 mm varying 
spatially with a mean annual rainfall of 388.20 mm, having a coefficient of 
variation of 0.27 (Drawing No. LUN-CLM-005) (in Volume 3c). 

Monsoon Rainfall 

Monsoon month rainfall (Jun-Jul-Aug-Sept) ranges spatially from 191.60- 
1,007.70 mm with a mean value of 358.10 mm and a coefficient of variation of 
0.28; its spatial distribution is presented in Drawing No. LUN-CLM-006 (in 
Volume 3c). 

Rainy Days 

Mean annual number of rainy days in Luni Basin is 19 with a range of 12-38 
days, its spatial variation is presented in Drawing No. LUN-CLM-007 (in 
Volume 3c). 

1.2.3 Wind Speed 

The mean annual daily wind speed in Luni Basin lies within a range of 1.9-7.16 
km/hr with a mean value of 4.38 km/hr and coefficient of variation of 0.22. Its 
spatial variation is presented in Drawing No. LUN-CLM-008 (in Volume 3c). 

1.2.4 Sunshine Hours 

Sunshine hours varies spatially within range of 7.98-8.61 hours/day with mean 
daily sunshine hours of 8.39 hours/day as presented in Drawing No. LUN-CLM- 
009 (in Volume 3 c). 

1.2.5 Relative Humidity 

The mean annual daily relative humidity in Luni Basin is 49.19% with a range 
of 43.50-60.54%, as presented in Drawing No. LUN-CLM-010 (in Volume 3c). 

1.2.6 Evaporation 

The mean annual evaporation in Luni Basin is 216.23 cm with a range of 
141.10-263.58 cm, as presented in Drawing No. LUN-CLM-011 (in Volume 
3c). 

2. Surface Water 

2.1 Hydrological Modelling 

2.1.1 Overview 

SWAT (Soil and Water Assessment Tool) hydrological model has been 
developed to assess the monthly and annual surface water potentials of Luni 
Basin. A brief description of the SWAT hydrological model is given in Annex 
SW-l(a) of the Main Report. 

2.1.2 Development of Hydrologic Model 

Mapping of a basin on to the SWAT hydrological model involves an elaborate 
procedure. The following paragraphs briefly describe the methodology used for 
mapping. 

Development of SWAT hydrological modelling involves several steps which are 
mentioned below. 
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Input data required for modelling 

• Digital Elevation Model (DEM) - Grid (raster) 

• Landuse - Grid (raster) or Shape (vector) 

• Soil - Grid (raster) or Shape (vector) 

• Meteorological data with location 

• Optional 

• Mask 

• Drainage for burn 

• Outlet locations 

• Reservoir/River gauge locations 

Key procedures necessary for development of model 

• Delineate the watershed for modelling 

• Define land use and soil data grids 

• Determine the distribution of HRU’s (Hydrological Response Units) based 
on the DEM, land use and soil data. 

• Define rainfall, temperature and weather data 

• Write the SWAT input files- requires access to data on soil, weather, land 
cover, plant growth, etc. 

• Edit the input files - if necessary 

• Setup and run SWAT - requires information on simulation period, PET 
estimation method and other options 

• Calibration of model with available observed data 

Descriptive technical, theoretical, interface and input/output SWAT model 
documentation is attached as soft copy for reference in Annex SW-l(b) (in Main 
Report). 

2.1.3 Basin Delineation 

A digital elevation model (DEM) from the SRTM was used for basin delineation 
and is showning in Figure 2.1-1. Enlarged map of DEM shown in Drawing No. 
LUN-SW-001 (in Volume 3c). 

A watershed is the upslope area that contributes flow to a common outlet as 
concentrated drainage. The boundaries between watersheds are termed drainage 
divides. The outlet is the point on the surface at which water flows out of an 
area. It is the lowest point along the boundary of a watershed. 

Watersheds are delineated from SRTM DEM by computing the flow direction of 
each cell in the raster. The model identifies the ridge lines between the basins 
using elevation values from raster data (SRTM DEM) and creates the basin 
boundary. Outlet points are then defined which may be features, such as dams or 
stream gauges or any other outlet point for which contributing area has to be 
determined. Here Luni Basin was delineated considering outlet points outside 
Rajasthan also, so as to cover complete area within Rajasthan. 

The topographic statistics of elevation of the Luni Basin are given in Table 2.1- 
1. 
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Table 2.1-1: Elevation Summaries - Luni Basin 


Parameter 

Elevation 
(m amsl) 

District 

Block 

Longitude, Latitude 
(degree minutes 
seconds) 

Minimum Elevation 

0 

Barmer 

Chotan 

71 °8’23.011 "E 
24°41'3.176"N 

Maximum Elevation 

1,619 

Sirohi 

Abu 

Road 

72°48'26.363"E 

24°40'50.946"N 

Mean Elevation 

230 

- 

- 

- 


From Table 2.1-1 it can be observed that minimum elevation in Luni Basin is 0 
m amsl, which falls in Chotan Block of Barmer District near meeting point of 
Sindh (Pakistan), Gujrat and Rajasthan while maximum elevation falls in Abu 
Road Block of Sirohi District. 
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Figure 2.1-1 Digital Elevation Model (Topography) of Luni Basin 
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Figure 2.1-2: Drainage Network and Basin Delineation using DEM for Luni Basin 
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Figure 2.1-2 shows the automatically delineated Luni Basin with the generated 
drainage network using the DEM. It can be observed that general direction of 
slope Luni Basin is from North-east to South-west. Total Luni Basin area 
delineated is 71,079.9 km where 69,302.1 km is within Rajasthan boundary. 
Table 2.1-2 presents the delineated Luni Sub-basin areas. 

Table 2.1-2: Delineated Sub-basin Areas of Luni Basin 


Sub-basin 

Area, km 2 

Bandi 

770.1 

Bandi (Hemawas) 

1,649.3 

Guhiya 

3,854.2 

Jawai 

2,640.5 

Jojri 

7,046.0 

Khari 

2,638.3 

Khari (Hemawas) 

1,098.6 

Luni 

4,2522.1 

Mithari 

1,702.7 

Sagi 

1,218.7 

Sukri 

3,166.6 

Sukri (Sayala) 

995.7 

BasinTotal 

69,302.1 


2.1.4 Micro-watershed Delineation 

Automatic delineation of watersheds was done by using the DEM as input and 
using 1,000 hectare as minimum stream threshold. The target outflow points 
were interactively selected so as to cover entire area of Luni Basin falling within 
Rajasthan State. 

There are 94 micro-watersheds delineated and demarcated in Luni basin within 
Rajasthan boundary, details of which are presented in Table 2.1-3. Figure 2.1-3 
show micro-watersheds delineated within Rajasthan for Luni Basin. Enlarged 
map showing micro-watersheds is shown in Drawing No. LUN-SW-002 (in 
Volume 3c). 


Table 2.1-3: Micro-watershed Delineated in Luni Basin within Rajasthan 


Micro¬ 

watershed 

Code 

Micro¬ 
watershed 
Area, Km 2 

Sub-basin 

Sub¬ 

basin 

Code 

Percentage 
of Basin 
Area, % 

001 

336.3 

Bandi 

001 

0.5 

002 

268.3 

Bandi 

001 

0.4 

003 

165.5 

Bandi 

001 

0.2 

004 

1,130.2 

Bandi (Hemawas) 

002 

1.6 

005 

519.1 

Bandi (Hemawas) 

002 

0.7 

006 

434.3 

Guhiya 

003 

0.6 

007 

290.9 

Guhiya 

003 

0.4 

008 

913.6 

Guhiya 

003 

1.3 

009 

155.7 

Guhiya 

003 

0.2 

010 

462.2 

Guhiya 

003 

0.7 

011 

1,183.7 

Guhiya 

003 

1.7 

012 

60.8 

Guhiya 

003 

0.1 
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Micro¬ 

watershed 

Code 

Micro¬ 
watershed 
Area, Km 2 

Sub-basin 

Sub¬ 

basin 

Code 

Percentage 
of Basin 
Area, % 

013 

353.0 

Guhiya 

003 

0.5 

014 

1,485.8 

Jawai 

004 

2.1 

015 

443.1 

Jawai 

004 

0.6 

016 

711.6 

Jawai 

004 

1.0 

017 

893.9 

Jojri 

005 

1.3 

018 

630.0 

Jojri 

005 

0.9 

019 

241.6 

Jojri 

005 

0.3 

020 

172.3 

Jojri 

005 

0.2 

021 

382.9 

Jojri 

005 

0.6 

022 

389.7 

Jojri 

005 

0.6 

023 

947.3 

Jojri 

005 

1.4 

024 

213.3 

Jojri 

005 

0.3 

025 

1,596.8 

Jojri 

005 

2.3 

026 

623.7 

Jojri 

005 

0.9 

027 

440.2 

Jojri 

005 

0.6 

028 

514.3 

Jojri 

005 

0.7 

029 

326.8 

Khari 

006 

0.5 

030 

1,569.7 

Khari 

006 

2.3 

031 

352.2 

Khari 

006 

0.5 

032 

229.6 

Khari 

006 

0.3 

033 

160.0 

Khari 

006 

0.2 

034 

28.6 

Khari (Hemawas) 

007 

0.0 

035 

63.0 

Khari (Hemawas) 

007 

0.1 

036 

568.5 

Khari (Hemawas) 

007 

0.8 

037 

438.5 

Khari (Hemawas) 

007 

0.6 

038 

929.9 

Luni 

008 

1.3 

039 

614.6 

Luni 

008 

0.9 

040 

794.3 

Luni 

008 

1.1 

041 

959.2 

Luni 

008 

1.4 

042 

511.4 

Luni 

008 

0.7 

043 

253.5 

Luni 

008 

0.4 

044 

765.7 

Luni 

008 

1.1 

045 

650.8 

Luni 

008 

0.9 

046 

496.6 

Luni 

008 

0.7 

047 

2,147.8 

Luni 

008 

3.1 

048 

496.3 

Luni 

008 

0.7 

049 

1,285.1 

Luni 

008 

1.9 

050. 

1,853.2 

Luni 

008 

2.7 

051 

934.4 

Luni 

008 

1.3 

052 

1,156.0 

Luni 

008 

1.7 

053 

683.5 

Luni 

008 

1.0 

054 

462.3 

Luni 

008 

0.7 

055 

1,069.6 

Luni 

008 

1.5 
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Figure 2.1-3: Micro-watershed Delineation using DEM for Luni Basin 
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2.1.5 Land Use /Land Cover Layer 

Land use/land cover is an important segment of data that is required for pre¬ 
processing. The land use map from NRSC 1 has been used for the present study. 
Table 2.1-4 gives the land use categories and the area covered under each 
category of land use for the Luni Basin. 

The major part of the basin is under agriculture land use (including current 
fallow land use), 68.6%. Maize, Wheat and Bajra are the predominant crops 
(Source: Agriculture Statistics Handbook, Government of Rajasthan). 


Table 2.1-4: Land Use Categories - Luni Basin 


Land Use 

Area (km 2 ) 

% of Basin Area 

Build up 

176.93 

0.26 

Kharif only 

7,438.15 

10.73 

Rabi only 

5,364.15 

7.74 

Double / tripple 

4,632.32 

6.68 

Current fallow 

30,104.58 

43.44 

Deciduous forest 

518.26 

0.75 

Scrub/Deg. forest 

983.49 

1.42 

Other wasteland 

13,982.04 

20.18 

Gullied 

6.04 

0.01 

Scrubland 

5,933.79 

8.56 

Water bodies 

162.07 

0.23 

Rann of Kutch 

0.29 

Negligible 

Total 

69,302.11 

100.00 


Source: NRSC, 2007-2008 


Figure 2.1-4 shows the general land use of Luni Basin. Enlarged land use map of 
Luni Basin is shown in Drawing No. LUN-LU-001 (in Volume 3c). 


'http://applications.nrsc.gov.in/products.asp 
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Figure 2.1-4: Land Use Map of Luni Basin 
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2.1.6 Soils 

Information on the soil profile is also required for simulating the hydrological 
character of the basin. The soil map of Rajasthan has been used for the 
modelling. The soil map is shown in Figure 2.1-5. Enlarged soil map of Luni 
Basin is shown in Drawing No. LUN-SO-OOl (in Volume 3c). 

Soil in the Luni Basin is predominantly Loamy Sand. Table 2.1-5 shows the area 
under each of the soil texture class found in the Luni Basin. 

Table 2.1-5: Soil Texture Luni Basin 


Soil Texture 

Area (km 2 ) 

% of Basin Area 

Clay 

1,265.48 

1.83 

Clay Loam 

2,326.04 

3.36 

Loam 

3,510.64 

5.07 

Loamy Sand 

30,779.79 

44.41 

Sand 

2,859.43 

4.13 

Sandy Clay Loam 

5,727.19 

8.26 

Sandy Loam 

1,4842.10 

21.42 

Silt Loam 

7,991.44 

11.53 

Total 

69,302.11 

100.00 

Source: SRSAC, DS1 

f, Jodhpur 
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Figure 2.1-5: Soil Map of Luni Basin 
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2.1.7 Meteorological Data Collection Stations 

Daily rainfall data belonging to IMD, revenue department and Water Resources 
Department of Rajasthan have been used. Maximum and minimum temperature 
data at a resolution of 1° x 1° latitude by longitude grid points (1 grid location) 
from IMD have been used. 

(The Grid point nomenclature adopted by IMD was done by combining Longitude 
and Latitude in decimal degrees to form a code, e.g. grid location code "755275" 
signifies 75.5 degree longitude and 27.5 degree latitude). 

Major weather parameters which influence the hydrology of a catchment are 
rainfall and temperature for which daily observed data have been used, while for 
other weather parameters like solar radiation, wind speed and relative humidity 
(which have less significant effect on hydrology) long term statistics have been 
used to derive daily values. These weather parameters have small variation over 
the time and can be derived using continuity equations. 

SWAT uses weather generator model for generating values based on long term 
daily statistics for a particular day. 

Solar radiation is generated from a normal distribution. A continuity equation is 
incorporated into the generator to account for radiation variations caused by dry vs. 
rainy conditions. Solar radiation is adjusted downward when simulating rainy 
conditions and upwards when simulating dry conditions. The adjustments are made 
so that the long-term generated values for the average monthly solar radiation 
agree with the input averages. 

Generated wind speed: A modified exponential equation is used to generate daily 
mean wind speed given the mean monthly wind speed. 

Generated Relative humidity: The relative humidity model uses a triangular 
distribution to simulate the daily average relative humidity from the monthly 
average. As with temperature and radiation, the mean daily relative humidity is 
adjusted to account for wet- and dry-day effects. 

The meteorological data locations map is shown in Figure 2.1-6. 

The meteorological data location details is presented in Annex SW-3 of Main 
Report. 
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Figure 2.1-6: Meteorological Data locations map of Luni Basin 
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2.1.8 Existing Major / Medium Projects 

There are two major and eleven medium projects in the basin. Table 2.1-6 gives 
the details of the existing projects in Luni Basin. 


Table 2.1-6: Project Details - Luni Basin 


S.No. 

Name 

Type 

Live 

Storage, 

Mm 3 

Gross 

Storage, 

Mm 3 

Data Availability 

Catchment 
Area, km 2 

1 

Angore Dam 

Medium 

13.22 

14.02 

1996-2010 

160.00 

2 

Bandi Sandhara Bund 

Medium 

25.98 

28.68 

2004-2010 

433.70 

3 

Bankli Bund 

Medium 

34.51 

34.51 

1996-2010 

1,905.70 

4 

Giroliya Tank 

Medium 

4.20 

4.95 

No Water Received 

817.80 

5 

Hemawas Bund 

Medium 

62.53 

62.51 

1996-2010 

1,006.90 

6 

Jaswant Sagar 

Medium 

52.58 

52.78 

1996-2010 

4,282.80 

7 

Jawai Bund 

Major 

193.90 

207.52 

1996-2010 

711.60 

8 

Kharda Bund 

Medium 

18.80 

18.80 

1996-2010 

60.80 

9 

Ora Bund 

Medium 

22.29 

22.66 

1996-2010 

229.60 

10 

Phool Sagar Jalia 

Medium 

9.48 

9.77 

No Water Received 

125.40 

11 

Raipur Luni Dam 

Medium 

10.95 

12.54 

1996-2010 

434.30 

12 

Sardar Samand 


88.23 

88.23 

1996-2010 

2,609.60 

13 

Bisalpura Bund 

wmmm 

5.82 

6.60 

No Water Received 

499.80 


Source: WRD, GoR 


Other salient features of dams located in Luni Basin is presented in Annex SW- 
2(a) of Main Report. The monsoon months gauge-capacity data of ten dams are 
presented in Annex LUN-1. 

2.1.9 River Gauge and Discharge Data in Luni Basin 

6 River gauge stations were present in Luni Basin, among which only Gandhav 
and Balotra River G&D sites are operational while all other River gauge sites 
are either closed or abandoned. 

Details of River G&D sites located in Luni Basin are presented in Table 2.1-7. 


Table 2.1-7: River Gauge and Discharge Sites in Luni Basin 


S.No. 

River Gauge Site 

Data Availability 

Maintaining 

Agency 

Remarks 

1 

Gandhav\Chitalwana 

1973-1983, 
1993-2010 (Daily) 

cwc 

Operational 
and Used for 
calibration 

2 

Balotara 

1993-2010 (Daily) 

cwc 

Operational 

3 

Akdara 

No data 

cwc 

Site closed 

4 

Berami 

No data 

cwc 

Site closed 

5 

Sojat Road 

No data 

cwc 

Site closed 

6 

Alniayawas 

No data 

cwc 

Site closed 


2.1.10 Other Model Inputs 

District agriculture statistics from 1967-2007 (extended to 2011 from Agricop) has 
been used to derive District wise cropping area, production, irrigation by source 
(canal, tank, well etc), fertilizer and pesticide use per hectare. Cropping pattern and 
crop management practices are used from agriculture contingency plans 
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(http://agricoop.nic.in/acp.html) and Agriculture Statistics Handbook, Government 
of Rajasthan, 2010. These data were later transferred to micro-watersheds 
(hydrological modelling unit) using GIS overlay techniques. 

The general cropping pattern adopted in the region is Bajra/Maize in Kharif and 
Wheat in Rabi season (Source: Agriculture Statistics Handbook, Government of 
Rajasthan, 2010). 

2.2 Model Calibration and Performance 

Calibration is an effort to better parameterize a model to a given set of local 
conditions, thereby reducing the prediction uncertainty. 

Model calibration is performed by carefully selecting values for model input 
(within their respective uncertainty ranges) by comparing model predictions 
(output) for a given set of assumed conditions with observed data for the same 
conditions. Figure 2.2-1 shows calibrations location map of Luni Basin. 

2.2.1 SWAT Model Calibration 

SWAT model uses water balance equation as a driving force behind everything 
that happens in the watershed on a daily basis. The USDA SCS runoff curve 
number is used to estimate surface runoff from daily precipitation. An improved 
dynamic curve number method is used which automatically adjust the curve 
number on the basis of the moisture conditions prevailing in the watershed. 

Auto calibration techniques have been adopted using SWAT CUP which 
provides the essential information like sensitive parameter, range or value that 
has to be applied to various parameter to arrive at optimum parameter value. The 
calibration sites used are shown in Figure 2.2-1. 

After running auto calibration process the application provides sensitive 
parameter that is controlling the hydrological processes. These are mentioned in 
Table 2.2-1. 


Table 2.2-1: Sensitive Parameters Controlling the Hydrological Processes 


Parameter 

Description (Class) 

Units 

CN2 

Curve number (Management operations) 

- 

GW_DELAY 

Groundwater delay (Groundwater) 

Days 

GWQMN 

Threshold depth of water in shallow aquifer required for 
return flow to occur (Groundwater) 

mm 

GW_REVAP 

Groundwater revap coefficient (Groundwater) 

- 

RCHRG DP 

Deep aquifer percolation coefficient (Groundwater) 

- 

ESCO 

Soil evaporation compensation factor 
(Evapotranspiration) 

- 

S0L_AWC 

Soil available water content (Soil) 

mm Water\mm 
soil 

S0L_K 

Soil permeability (Soil) 

mm/hr 

SHALLST 

Initial Depth of water in shallow aquifer 

mm 


These parameter is broadly falls under two categories: 

• General Parameter: Value of which is applied to entire basin which includes 
groundwater delay, deep aquifer percolation factor and ESCO. 
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• Catchment Specific Parameter: Values of these parameter are area specific 
which includes soil parameter like soil permeability and available moisture 
content and management parameter like CN, irrigation source, etc. 

The soil in the Luni Basin is predominantly Loamy Sand. After various 
simulation and parameter calibration it was found that groundwater parameter 
were most sensitive in this region. 

Generally, the model takes default values as per input data provided (land use, 
soil profile, DEM, reservoir details etc.). The model is then made to run with 
default values and then compared with observed data. After such comparison 
and looking at the flow regime of observed and simulated values, sensitive 
parameter were adjusted and series of test runs were carried out to reach at 
optimum parameter value. 

There are large number of parameter which operates during simulation out of 
them some major parameter that were adjusted during calibration and their 
respective values are presented in Table 2.2-2. 

Calibration was performed on one Gandhav River G&D site, and 8 reservoir 
locations (see Figure 2.2-1), model performance of which is presented in Table 
2.2-4. 
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Figure 2.2-1: Calibration location Map of Luni Basin 
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Table 2.2-2: Major Parameter Adjusted during Calibration 


Parameter 

Units 

Bandi 

Sendhara 

Catchment 

Jawai Dam 
Catchment 

Hemawas 

Bund 

Catchment 

Kharda Dam 
Catchment 

Raipur 

Luni 

Catchment 

Ora and 
Bankli 
Catchment 

Sardar 

Samand 

Catchment 

Angore Dam 
Catchment 

GW_delay 

Days 

1.00 

1.00 

1.00 

1.00 

1.00 

1.00 

1.00 

1.00 

RCHRG_DP 

- 

0.65 

0.25 

0.40 

0.12 

0.50 

0.65 

0.60 

0.50 

ESCO 

- 

0.70 

0.70 

0.70 

0.70 

0.70 

0.70 

0.70 

0.70 

GWQMN 

mm 

440.00 

400.00 

440.00 

400.00 

440.00 

440.00 

440.00 

440.00 

GW_REVAP 

- 

0.08 

0.02 

0.05 

0.02 

0.05 

0.08 

0.06 

0.06 

SHALLST 

mm 

500.00 

500.00 

500.00 

500.00 

500.00 

500.00 

500.00 

500.00 

Crop Management Parameter 

IRRSC 


Reservoir, 

Shallow 

Aquifer 

Source of irrigation 


2.2.2 Model Performance 

There are three main statistical parameters that are used for evaluating a 
hydrological model performance viz. Nash-Sutcliffe model efficiency 
coefficient (NSE), RSR, and co-efficient of determination (R 2 ). 

The range of these parameters are presented in Table 2.2-3. 

Table 2.2-3: Model Performance Parameters 


Performance 

Nash-Sutcliffe 

Efficiency 

Coefficient(NSE) 

RSR 

Coefficient of 
Determination 
(R 2 ) 

Satisfactory 

0.50 =< NSE < 0.65 

0.60 < RSR < 0.70 

0.50 =< R 2 =< 0.65 

Good 

0.65 < NSE < 0.75 

0.50 < RSR < 0.60 

0.65 < R 2 < 0.75 

Very Good 

0.75 < NSE <1.00 

0.00 < RSR < 0.50 

0.75 < R 2 < 1.00 

Unsatisfactory 

NSE<0.50 

RSR > 0.70 

R 2 <0.50 


Detailed description of these model performance parameters is presented in 
Annex SW-l(c) of Main report. 

Calibration has been performed at one River gauge station (Gandhav) and eight 
reservoirs in Luni Basin. Data used for calibration locations is presented in 
Annex LUN-1. 

Model performance summary is presented in Table 2.2-4. 


Table 2.2-4: Model Performance Summary 


Calibration Site 

Catchment 

Area 

(Km 2 ) 

Mean Simulated 
(Mean Observed) 

Nash-Sutcliffe 

Coefficient 

(NSE) 

RSR 

Coefficient of 
Determination 
(R 2 ) 

Calibration 

Period 

Overall 

Performance 

Angore Dam 

Reservoir 

160.00 

6.03(4.90)* 

0.57 

0.65 

0.62 

1996-2009 

Satisfactory 

Bandi Sandhara 

Bund Reservoir 

433.70 

7.50(3.50)* 

-2.42 

1.79 

0.06 

2007-2010 

Unsatisfactory 

Hemawas Bund 
Reservoir 

1,006.90 

31.98(30.55)** 

0.50 

0.68 

0.53 

1996-2007 

Satisfactory 

Jawai Dam Reservoir 

711.60 

81.70(78.70)** 

0.66 

0.55 

0.71 

2000-2009 

Good 

Kharda Dam 

Reservoir 

60.80 

4.58(4.14)* 

0.70 

0.54 

0.71 

1996-2009 

Good 

Ora Dam Reservoir 

229.60 

10.10(5.50)* 

-0.85 

1.35 

0.27 

1996-2010 

Unsatisfactory 
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Calibration Site 

Catchment 

Area 

(Km 2 ) 

Mean Simulated 
(Mean Observed) 

Nash-Sutcliffe 

Coefficient 

(NSE) 

RSR 

Coefficient of 
Determination 
(R 2 ) 

Calibration 

Period 

Overall 

Performance 

Raipur Luni Dam 
Reservoir 

434.30 

4.90(6.20)* 

0.69 

0.54 

0.84 

1999-2003 

Good 

Sardar Samand Dam 
Reservoir 

2,609.60 

11.80(9.10)* 

-0.98 

1.40 

0.12 

1996-2010 

Unsatisfactory 

Gandhav River 

Gauge & Discharge 

Site 

62,228.50 

18.26(10.72)# 

0.62 

0.61 

0.79 

1977-1989 

Satisfactory 


* Mean monsoon monthly Reservoir capacities, Mm 3 

# Mean monthly flow, Cumecs 

"Mean Monsoon Months Reservoir Inflow, Mm 3 


From Table 2.2-4 it can be observed that out of nine calibration locations where 
model performance was tested, six sites have overall performance falling under 
Satisfactory to Good category as per criteria mentioned in Table 2.2-3. 

Paragraphs below shows comparison observed and simulated values at selected 
calibration sites. 

Angore Dam 

Comparison between observed and simulated capacity for Angore Dam is 
presented in Figure 2.2-2. Model performance at Angore Dam is presented in 
Table 2.2-4. 

Figure 2.2-2: Comparison of Simulated vs Observed capacity for Angore Dam 
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As evident from Figure 2.2-10 and Table 2.2-3 the match between observed and 
simulated capacity is Satisfactory at Angore dam with a R 2 of 0.62 and NSE 
0.57. The mean observed capacity at Angore dam is 4.90 Mm 3 while mean 
simulated is 6.03 Mm 3 . 

Hemawas Bund 

Model performance at Hemawas Bund dam is presented in Table 2.2-4. Figure 
2.2-3 shows the Comparison between observed and simulated capacity for 
Hemawas Bund. 


Figure 2.2-3: Comparison of Simulated Vs Observed reservoir inflows for Hemawas Bund 
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As evident from Table 2.2-4 and Figure 2.2-3, the overall performance at 
Hemawas Bund is Satisfactory, R 2 of 0.53 and NSE 0.50. Mean observed 
monsoon months inflow at Hemawas Bund is 30.55 Mm 3 while simulated is 
31.98 Mm 3 . 

Jawai Dam 

Comparison between observed and simulated monsoon months reservoir inflows 
for Jawai Dam is presented in Figure 2.2-4. Model performance at Jawai Dam is 
presented Table 2.2-4. 

Figure 2.2-4: Comparison of Simulated vs Observed reservoir inflows for Jawai Dam 
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As evident from Table 2.2-4 and Figure 2.2-4, the model performance at Jawai 
Dam is Good with a R 2 of 0.71 and NSE 0.66. Mean observed monsoon months 
reservoir inflows at Jawai Dam is 78.70 Mm 3 while simulated is 81.70 Mm 3 . 


Kharda Dam 

Comparison between observed and simulated capacities for Kharda Dam is 
presented in Figure 2.2-5. Model performance at Kharda Dam is presented in 
Table 2.2-4. 


Figure 2.2-5: Comparison of Simulated vs Observed Capacity for Kharda Dam 
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As evident from Figure 2.2-5 and Table 2.2-3 the overall model performance is 
Good at Kharda dam with a R 2 of 0.71 and NSE 0.70. The mean observed 
capacity at Kharda Dam is 4.14 Mm 3 while mean simulated capacity is 4.58 
Mm 3 . 


Raipur Luni Dam 


Comparison between observed and simulated capacities for Raipur Luni Dam is 
presented in Figure 2.2-6. Model performance at Raipur Luni Dam is presented 
in Table 2.2-4. 


Figure 2.2-6: Comparison of Simulated vs Observed capacity for Raipur Luni dam 


m 

E 



U 

fO 

Q. 

fU 

u 


o 

> 

<u 

V) 


<D 

C£ 


10 



Time Series 


■ Observed ■ Simulated 


App. LUN-IN-24740-R13-073 July, 2014 

Surface and Groundwater Availability 
30 


























































































STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


E 

> 


(0 

Q. 

TO 

u 

T3 

01 


3 

E 


(75 



Observed capacity, Mm 3 


As evident from Figure 2.2-6 and Table 2.2-4, the overall model performance at 
Raipur Luni dam calibration site is Good with R 2 value of 0.84 and NSE of 0.69. 
The mean observed capacity at Raipur Luni Dam is 6.20 Mm 3 while the mean 
simulated is 4.90 Mm 3 during the calibration period. 


Gandhav River G&D Site 

Model performance at Gandhav River G&D Site is presented in Table 2.2-4. 
Figure 2.2-7. shows the comparison between observed and simulated values at 
Gandhav River Gauge Station. 
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Figure 2.2-7: Comparison of Simulated vs Observed Flows for Gandhav River Gauge Station 



- Observed - Simulated 



As evident from Table 2.2-4 and Figure 2.2-7, the model performance at 
Gandhav River G&D Site is satisfactory, with a coefficient of determination 
0.79 and NSE 0.62. Mean monthly simulated value at Gandhav River G&D Site 

o a 

is 18.26 Mm while mean observed is 10.72 Mm , during the calibration period. 
At rest of the calibration locations, a fair calibration could not be achieved. 
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2.2.3 Hydrological Simulation for Luni Basin 

The SWAT model was run with the observed rainfall (1957-2010) and 
temperature data (1973-2010) for Luni River Basin and outputs were obtained 
for the common period of 1973 to 2010. The outputs provided by the model are 
very extensive, covering all the components of water balance spatially and 
temporally. The sub components of the water balance that are most significant 
and used for analyses, include: 

• Total flow (water yield) consisting of surface runoff, lateral and base flow. 

• Actual evapotranspiration (Actual ET). 

The outputs can be depicted in many ways depending on the focus and 
requirement of the user. These components are expressed in terms of total 
annual depth of water in mm over the total watershed area. In other words, the 
total water yield is the equivalent depth in mm, of flow past the outlet of the 
basin on annual and mean monthly basis. 

Figure 2.2-8 and Figure 2.2-9 present the annual and mean monthly water 
balance components for the Luni Basin. 

Temporal Distribution of Major Water Balance Components 

Figure 2.2-8 depicts the average annual rainfall, water yield, evapotranspiration 
and Sub-surface percolation for the entire Luni Basin and its sub-basins. 

There are 94 micro-watersheds delineated and demarcated within Rajasthan, 
yearly water balance components of which are presented in Annex SW-4 of Main 
Report (as soft copy). 

It is noteworthy here that SWAT gave an indication of the spatial and temporal 
variation of this percolation, with respect to properties of the overlaying soil 
cover. The percolation computed using SWAT model is the total percolation 
which also includes the abstractions being taken from the groundwater. 
Therefore the net percolation which will reflect the groundwater fluctuations is 
after incorporating the withdrawals/draft from the groundwater for various 
purposes. The another component namely deep percolation is used in the SWAT 
model to build the static groundwater table and this component is lost from the 
local water balance, although there is a provision to tap this water through tube 
wells if required. SWAT doesn't takes care of absolute groundwater table since 
it is not a groundwater model. 
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Figure 2.2-8: Simulated Annual Water Balance Components in Luni Basins and its Sub-basins 
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As shown in Figure 2.2-8 and Table A3-1, Annex LUN-3, inter annual range of 
rainfall for the period of analysis (1973-2010) was 108.33 to 750.11 mm, while 
inter annual range of water yield was 0.72 to 245.57 mm for the same period. 
This shows there is a great degree of fluctuations in the rainfall and runoff 
pattern in Luni Basin. 

Figure 2.2-9 and Table A3-2 Annex LUN-3 depicts the long term mean monthly 
water balance components of rainfall, water yield, evapotranspiration and Sub¬ 
surface percolation for Luni Basin and its Sub-basins. It can be seen that the 
rainfall contribution to water yield is mainly in the months of June, July, August 
and September with a maximum in August and September while for other 
months the contribution is negligible. In August, about 14.5% of the rainfall is 
converted into water yield while in September about 20.3% of the rainfall is 
converted into water yield. 

Annual water balance components of various Sub-basins are presented in Table 
A3-1 of Annex LUN-3. It can be observed that mean annual water yield depth 
(mm) for sub-baisn Bandi (108.57 mm), Bandi (Hemawas) (25.44 mm), Guhiya 
(54.84 mm), Jawai (101.6 mm), Jojri (45.71 mm), Khari (28.48 mm), Khari 
(Hemawas) (80.85 mm), Luni (18.32 mm), Mithari (61.01 mm), Sagi (79.83 
mm), Sukri (51.6 mm), Sukri (Sayala) (75.14 mm). 

Figure 2.2-9: Simulated Mean Monthly Water Balance Components for Luni Basin 

and its Sub-basins 
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Virgin Water Yield 

True runoff, or virgin water yield, is stream flow in its natural conditions, i.e. 
without the existence of any irrigation, municipal or industrial water supply 
developments (including impact of imported water, return flows and flow 
diversions). 

After calibration and validation of model at selected sites, the Virgin water 
yields were generated by switching off all the abstractions (major, medium, 
minor dams along with other water harvesting structures) and removing all crop 
management options (controlled irrigation in terms of canals, groundwater, etc). 
In Virgin water yield scenario presented here, Kharif and Rabi crops are 
considered as rain-fed with no external water supply. 
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Annual Virgin water yield for Luni Basin within Rajasthan is 2,269.92 Mm 3 
(see Table A2-13, Annex LUN-2). 

Mean annual Virgin water yield for Sub-basins of Luni Basin are Bandi 
contributes 80.20 Mm 3 , Bandi (Hemawas) (42.27 Mm 3 ), Guhiya (143.00 Mm 3 ), 
Jawai (224.85 Mm 3 ), Jojri (296.70 Mm 3 ), Khari (169.57 Mm 3 ), Khari 
(Hemawas) (121.79 Mm 3 ), Luni (765.32 Mm 3 ), Mithari (90.37 Mm 3 ), Sagi 
(100.91 Mm 3 ), Sukri (160.05 Mm 3 ), Sukri (Sayala) (74.82 Mm 3 ). Table A2-1 to 
A2-12, Annex LUN-2 presents virgin water yield series of Sub-basins of Luni 
Basin. 

Flow Duration Curve 

Assessment of dependable lean season flows along with their distribution in time 
is essential for planning and development of water supply schemes. Model was 
calibrated/validated using all the interventions and crop management practices 
and flows in Virgin conditions (with no Interventions or Human activity) was 
generated. Water yield with respect to four levels of 25, 50, 75 and 90% 
dependability is shown in Table 2.2-5. The dependability of the water yield of 
the Luni Basin and its sub-basins has been analysed and shown in Figure 2.2-10. 
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Table 2.2-5: Virgin Water Yield at Four Dependability Levels - Luni Basin (Mm 3 ) 


Dependability 

Level, 

% 

Bandi 

Sub-basin 

Bandi 

(Hemawas) 

Sub-basin 

Guhiya 

Sub-basin 

Jawai 

Sub-basin 

Jojri Sub¬ 
basin 

Khari Sub¬ 
basin 

Khari 

(Hemawas) 

Sub-basin 

Luni Sub¬ 
basin 

Mithari 

Sub-basin 

Sagi Sub¬ 
basin 

Sukri 

Sub-basin 

Sukri 

(Sayala) 

Sub-basin 

Luni 

Basin 


Water Yield, 

Mm 3 

25 

151.60 

6.90 

208.30 

260.80 

314.20 

167.00 

173.70 

1,053.10 

97.90 

160.00 

100.30 

113.00 

2,888.90 

50 

7.00 

2.50 

60.30 

124.00 

78.90 

60.00 

85.80 

359.60 

29.20 

10.50 

39.10 

3.30 

1,155.10 

75 

2.70 

0.20 

14.40 

31.50 

18.00 

16.20 

11.00 

97.50 

13.80 

4.70 

14.40 

0.60 

360.90 

90 

1.40 

0.00 

4.20 

18.10 

5.60 

13.00 

5.10 

41.10 

7.40 

2.50 

7.60 

0.30 

214.20 

Mean 

80.20 

42.27 

143.00 

224.85 

296.70 

167.57 

121.79 

765.32 

90.37 

100.91 

160.05 

74.82 

2,269.92 
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Figure 2.2-10: Simulated Flow Duration Curve for Luni Basin and its Sub-basins 
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Luni Basin 



Rainfall occurs mainly during the monsoon season in Luni Basin. Major portion 
of stream flow therefore will occur only during these months at basin outlets. 

From Table 2.2-5 it is evident that at 50% dependability water yield at Luni 
Basin outlet for the area within Rajasthan is 1,155 Mm 3 while at 90% it is 214 
Mm 3 . Mean annual dependable flow for various Sub-basins are presented in 
Table 2.2-5. 

There are 94 micro-watersheds delineated in Luni Basin within Rajasthan 
boundary, water balance components of which are presented in Annex SW-4 of 
Main Report (as soft copy). Virgin water yield series for these micro-watersheds 
are presented in Annex SW-5 of Main Report (as soft copy). Virgin water yield 
of micro-watersheds at four levels of 25, 50, 75 and 90% dependability is shown 
in Table 2.2-6. 

Table 2.2-6: Virgin Water Yield at Four Dependability Levels - Micro-watersheds of Luni Basin 


Micro- 

watershed 

Code 

Dependability Level, % 

Mean 

25 50 75 

90 

Water Yield, Mm 3 

001 

43.90 

1.30 

0.10 

0.10 

26.80 

002 

63.70 

5.10 

2.50 

1.30 

33.20 

003 

40.50 

0.80 

0.00 

0.00 

20.20 

004 

3.80 

1.50 

0.10 

0.00 

29.30 

005 

2.70 

1.00 

0.10 

0.00 

12.90 

006 

74.10 

37.20 

1.60 

0.50 

60.10 

007 

2.60 

0.20 

0.00 

0.00 

5.20 

008 

19.80 

0.40 

0.20 

0.10 

27.30 

009 

2.20 

0.20 

0.00 

0.00 

3.40 

010 

2.80 

0.20 

0.10 

0.00 

15.30 

011 

0.50 

0.20 

0.10 

0.00 

10.00 

012 

14.10 

3.50 

0.00 

0.00 

9.40 

013 

18.10 

4.60 

2.30 

1.00 

12.40 

014 

81.20 

25.10 

16.20 

9.60 

56.80 

015 

26.20 

8.10 

2.40 

1.60 

35.80 

016 

166.20 

88.30 

19.20 

5.40 

132.30 

017 

6.80 

1.70 

0.30 

0.20 

32.80 

018 

16.20 

0.60 

0.20 

0.10 

29.30 

019 

2.80 

0.10 

0.10 

0.00 

8.30 
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Micro¬ 

watershed 

Code 

Dependability Level, % 

Mean 

25 50 75 

90 

Water Yield, Mm 3 

020 

7.20 

0.40 

0.10 

0.00 

10.40 

021 

12.80 

0.40 

0.00 

0.00 

21.90 

022 

23.10 

2.10 

0.60 

0.00 

26.70 

023 

60.20 

5.80 

1.80 

0.10 

66.80 

024 

16.20 

1.70 

0.50 

0.00 

16.20 

025 

58.40 

6.20 

1.10 

0.30 

47.20 

026 

18.50 

0.70 

0.10 

0.10 

20.50 

027 

4.00 

0.10 

0.10 

0.00 

10.60 

028 

9.50 

1.00 

0.10 

0.00 

5.90 

029 

17.50 

3.60 

2.10 

1.30 

12.10 

030 

39.40 

7.70 

3.90 

2.40 

75.60 

031 

38.20 

12.30 

4.40 

3.20 

41.60 

032 

43.00 

5.50 

1.10 

0.70 

29.80 

033 

15.20 

4.60 

2.60 

1.40 

10.50 

034 

0.50 

0.00 

0.00 

0.00 

0.90 

035 

0.60 

0.00 

0.00 

0.00 

2.00 

036 

4.90 

1.30 

0.10 

0.00 

23.70 

037 

108.10 

79.10 

9.40 

4.10 

95.20 

038 

8.20 

1.30 

0.20 

0.10 

6.00 

039 

59.30 

3.00 

0.20 

0.00 

42.00 

040 

5.00 

0.70 

0.30 

0.20 

3.80 

041 

7.40 

1.10 

0.30 

0.30 

5.50 

042 

8.60 

1.90 

0.00 

0.00 

6.40 

043 

18.20 

6.20 

2.60 

1.50 

15.30 

044 

18.10 

7.00 

4.30 

1.90 

23.80 

045 

35.20 

4.10 

0.10 

0.00 

24.40 

046 

25.10 

2.50 

0.00 

0.00 

14.60 

047 

2.40 

0.70 

0.30 

0.20 

7.70 

048 

2.00 

0.40 

0.20 

0.10 

2.50 

049 

9.30 

1.90 

0.90 

0.50 

33.30 

050 

69.20 

10.80 

1.50 

0.40 

56.60 

051 

25.80 

1.70 

0.50 

0.30 

20.30 

052 

53.10 

6.40 

1.00 

0.70 

30.80 

053 

3.00 

0.60 

0.30 

0.20 

3.50 

054 

0.60 

0.30 

0.10 

0.10 

1.50 

055 

50.40 

4.60 

0.10 

0.10 

36.70 

056 

2.80 

0.20 

0.10 

0.00 

3.20 

057 

24.60 

2.50 

0.30 

0.20 

18.10 

058 

2.00 

0.40 

0.20 

0.10 

2.40 

059 

4.30 

0.80 

0.40 

0.20 

5.00 

060 

0.70 

0.20 

0.10 

0.00 

8.40 

061 

1.80 

0.40 

0.20 

0.10 

2.10 

062 

4.20 

1.00 

0.40 

0.20 

10.90 

063 

3.20 

0.60 

0.30 

0.20 

3.70 

064 

11.20 

2.60 

0.90 

0.50 

27.10 

065 

3.40 

1.60 

0.80 

0.50 

8.80 

066 

27.80 

9.50 

6.20 

3.70 

23.90 

067 

5.30 

0.70 

0.20 

0.10 

10.20 

068 

14.40 

9.20 

5.60 

4.00 

19.90 

069 

1.50 

0.50 

0.20 

0.20 

7.90 
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Micro¬ 

watershed 

Code 

Dependability Level, % 

Mean 

25 50 75 

90 

Water Yield, Mm 3 

070 

5.20 

3.80 

2.40 

0.70 

14.40 

071 

0.80 

0.50 

0.30 

0.10 

4.30 

072 

1.10 

0.50 

0.30 

0.10 

5.10 

073 

1.00 

0.70 

0.40 

0.10 

4.60 

074 

1.00 

0.50 

0.30 

0.10 

4.80 

075 

0.80 

0.40 

0.20 

0.10 

4.30 

076 

0.60 

0.30 

0.20 

0.00 

3.10 

077 

39.70 

8.10 

4.00 

2.30 

45.30 

078 

0.60 

0.40 

0.20 

0.10 

2.30 

079 

1.40 

0.70 

0.40 

0.10 

7.40 

080 

1.30 

0.60 

0.40 

0.10 

6.00 

081 

3.80 

2.50 

1.50 

0.40 

14.60 

082 

1.50 

0.70 

0.40 

0.10 

7.00 

083 

5.40 

0.90 

0.50 

0.10 

17.50 

084 

241.60 

10.70 

2.30 

0.60 

138.60 

085 

50.30 

13.80 

8.80 

5.40 

36.20 

086 

42.50 

12.60 

2.90 

1.90 

54.20 

087 

143.20 

10.00 

4.60 

2.40 

90.10 

088 

16.70 

0.50 

0.10 

0.00 

10.80 

089 

0.40 

0.10 

0.00 

0.00 

10.80 

090 

9.50 

1.30 

0.70 

0.30 

26.90 

091 

40.20 

14.00 

7.10 

2.20 

80.00 

092 

5.50 

0.50 

0.00 

0.00 

18.60 

093 

11.80 

4.40 

1.70 

1.30 

23.80 

094 

113.00 

3.30 

0.60 

0.30 

74.80 
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3. Imported Surface Water 

Luni and Other Nallhas of Jalore Basins, share the imported water delivered to 
Rajasthan by Narmada Canal, as described in Section 7.6 of the Main Report - 
Luni Basin’s share being about 77% of it. A summary of the imported surface 
water is given in Table 3.1. 


Table 3.1: Area Served by Imported SW in Luni Basin 


Serving Project 

District 

Block 

CCA, km 2 

Mean Water 
Availability, 
Mm 3 /yr 

Narmada Canal 

Barmer 

Chohtan 

188.72 

55.83 

Dhorimanna 

582.12 

172.19 

Sub-total in Barmer District 

770.84 

228.02 

Jalore 

Chitalwana 

1,081.77 

319.19 

Sanchore 

48.45 

14.33 


Sub-total in Jalore District 

1,130.22 

334.32 

Total in Luni Basin 

1,901.06 

562.34 


Table 3.2 presents the assessed dependability distribution of the imported water 
in Luni Basin. 

Table 3.2: Dependability Levels for Imported Water in Luni Basin 


Dependability 

Level 

Imported 

Water, 

Mm 3 /yr 

Mean 

562.34 

25% 

691.49 

50% 

461.63 

75% 

360.00 

90% 

233.66 


4. Groundwater 

4.1 Basic Characteristics 

4.1.1 Physiography 

Luni River rises in the western slopes of the Aravali hill range, northwest of 
Ajmer city. It flows as Sabarmati River through the Ajmer valley up to its 
confluence with Saraswati River coming from Nagaur, after which it becomes 
the Luni River. Luni River flows northwards and north-westwards over a short 
distance before turning southwest. The total length of the River in Rajasthan is 
about 495 kms, leaves the State at village Chitalwana in Jalore District and 
ultimately disappear in the Rann of Kutch. 

Major tributaries of Luni River include the Sukri, Mithri, Bandi, Khari, Jawai, 
Guhiya and Sagi Rivers, which drain the western slopes of the Aravali range and 
join the main River on its left bank. The Jojri River, is the only tributary which 
meet the Luni River on its right bank, and drains Jodhpur and part of Nagaur 
District areas. 

The River is seasonal. It flows only during monsoon season and remains dry 
during rest of the year. 
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4.1.2 Geomorphology 

The Aravali range, running northeast -southwest direction with its ridges, 
escarpments and relict hills in the east, is the important catchment of the basin. 
The western part of this hill range forms the eastern boundary of the catchment 
area of Luni Basin. 

In terms of geomorphology, the basin is structurally controlled. Elongated 
synclinal and anticlinal valleys exist within the parallel ridges of the Aravali 
range. These valleys range in width from 1 km to about 10 km, and are 
surrounded by hills rising at times to the elevations of 300 m amsl. The valley 
plains are generally in the form of pediments (integrated Alluvial fans), which 
are partly aggradational (near the foot hills) and partly degradational (away from 
the hills), are covered in the latter case with a thin mantle of soil and regolith. In 
Ajmer District, the Pushkar and Sagarwati valleys are examples of synclinal 
valleys whereas the Anasagar valley is anticlinal. 

Alluvial and sandy plains are extensively developed in Luni Basin, essentially 
west of the Aravali hill range, where relict hills and scattered sandy hummocks 
are also found. 

Sand dunes, both fixed and shifting, are found, deposited both on the Alluvial 
plains and the windward side of the ridges. The length of elongation of dunes is 
generally parallel to the wind direction and they are governed by morphological 
features such as hill ranges, wind gaps, etc. 

4.1.3 Geology 

The Geological sequence of rock formation in Luni Basin given in Table 4.1-1. 


Table 4.1-1: Geological Sequence in the Luni Basin 


Era 

Age 

Super-Group 

Group 

Rock Formation 

Quaternary 

Recent to sub- 
Recent 

- 

Aeolian and fluvial 
deposits 

Wind-blown sands, sand 
dunes, Alluvial sands, clays, 
gravels, etc. 

- x -x-x-x — Unconformity— x-x-x-x— 

Cainozoic 

Lower Eocene 

- 

Palana 

Sandstones, bentonitic clays, 
Fuller's earth and lignite 
seams 

(Not exposed on the surface in the Basin but sub-surface presence recorded) 

- x -x-x-x — Unconformity— x-x-x-x— 

Upper 

Proterozoic to 

Lower Palaeozoic 

Upper Precambrian 
to Lower Cambrian 

Vindhyan 

(Marwar 

Super-group) 

Nagaur 

Bilara 

Jodhpur 

Sandstone Limestones 

mainly with cherty dolomite 
Sandstone 

- x -x-x-x — Unconformity— x-x-x-x— 

Upper 

Proterozoic 

Upper Precambrian 
to Lower 

Precambrian 

(Post-Delhi) 

Intrusives 

Jalore-Granite, Malani 
Rhyolites 

Idar Granites, Erinpura 
Granites* 

Granites, rhyolites, porphyries 
and tuffs, etc. 

Middle 

Proterozoic 

Middle 

Precambrian 

Delhi 

Ajabgarh 

Dolomitic marbles, quartzites, 
meta-basites, Schistand 
gneisse 

Alwar 

Quartzites, mica-Schistand 
Phyllite 


Sources: Geological Survey of India (G.S.I.) 
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It is a large basin in the south-western part of Rajasthan State. Geologically, the 
basin is occupied with igneous, metamorphic, carbonate and sedimentary rocks. 
The Alluvium occupies a large part of basin and extends in north-southwest 
direction through central part of basin. Granites and Gneissic rocks also cover 
large area of basin as large outcrops in north-central part and as small outcrops 
jetting out of Alluvium. Sandstone, and Bilara Limestone is exposed along 
northern extremity of basin bordering outside basin. Metamorphic rocks 
comprising Gneisses, Phyllite & Schists extend in northeast-southwest belt 
along eastern and southern part of basin. The basin covers mainly part of the 
Districts of Jodhpur, Nagaur, Barmer, Jalore, Sirohi, Rajsamand and Ajmer and 
complete Pali District area. 

4.1.4 Sub-Surface Hydrogeology 

The sub-surface hydrogeology has been studied with the help of two 
hydrogeological cross-section along A-A' and B-B'. These cross-section have 
been prepared on the basis of exploratory tube wells and piezometers drilled by 
CGWB and RGWD. The cross-section lines and their respective alignment has 
been shown in Figure 4.1-1. The sub-surface hydrogeology is based on these 
cross-sections. 

• A-A' along Bisoo Kalan-Murdara 

• B-B' along Birol-Happu ki Dhani 

Hydrogeological Cross-Section A-A' (along Bisoo Kalan - Murdara) Luni 
Basin 

The cross -section A-A' (Figure 4.1-2) of Luni Basin has been drawn from Bisoo 
Kalan village in the north-western part to Murdara village in the south-eastern 
part of the basin. Total length of the cross-section is 27 kms. The ground level 
elevation has a range from 248 m (Bisoo Kalan) to RL 326 m (Murdara) amsl. 
The cross -section reveals that only central part of the cross -sectional area is 
occupied by Older Alluvium of quaternary age (around Ramania and Bamsin 
villages) comprising fine to medium grained sand along with Clay and Kankar. 
The thickness of Alluvium around north-western and south-eastern parts ranges 
from 5 m to 10 m only. The cross-section also depicts that in north-western side 
Shale and Sandstone of Jurassic age are encountered from 5 to 10 m bgl depth 
and in south-eastern side Granite/Rhyolite of Post-Delhi age are encountered at 
5 to 10 m depth bgl. The water level ranges from 20 m bgl (Bamsin) to 90 m bgl 
(Bisoo Kalan). The water level in Murdara and Ramnia villages is 44 m bgl 
while in Faina and Nagon Ka Tala villages water level is 30 m and 58 m bgl 
respectively. The saturated thickness of Alluvium in Ramnia village is 62 m bgl. 

Hydrogeological Cross-Section B-B' 

Cross-section B-B' (Figure 4.1-3) of Luni Basin has been drawn from Bird 
village in the north-eastern part of the basin to Happu ki Dhani village in south¬ 
western part of the basin. The total length of the cross-section is 255 kms. The 
ground elevation ranges from RL 63.36 m (Happu ki Dhani Village) to RL 291 
m (Bird Village) amsl. The cross-section reveals that south-western part of the 
basin is mainly occupied by Older Alluvium of Quaternary age with maximum 
thickness of 185 m (Happu ki Dhani). Thickness of Alluvium in north-eastern 
part ranges from 15 m (Junpelao) to 54 m (Binjwaria). The cross-section depicts 
that in north- western part Granite as Post-Delhi Intrusives (Junpelao and 
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Sukarlai) and Bilara Limestone/Sandstone are the main formations. The ground 
water level ranges from 11.30 m bgl (June Pelao) to 44 m (Mandavla) bgl. 
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Figure 4.1-1 Hydrogeological Cross Section Line of Luni Basin 
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Figure 4.1-2 Hydrogeological Cross Section of Luni Basin A-A' 
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Figure 4.1-3 Hydrogeological Cross Section of Luni Basin B-B' 
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4.2 Aquifer Units and Characteristics 

4.2.1 Aquifer Units 

The main aquifer units that occur in this basin are Younger and Older Alluvium, 
Tertiary Sandstone, Jurassic Sandstone, Nagaur Sandstone, Jodhpur Sandstone, 
Limestone, Phyllite & Schist, Granite Gneisses of Delhi Super Group and 
Bilara, Gneisses (B.G.C.) of Bhilwara Super Group. 

Alluvium of sub-recent to recent age occupies large part of Jaore, Barmer, Pali 
and Jodhpur Districts in the south-western part and Nagaur and Ajmer District in 
the northern part of the basin. It comprises wind blown sand and fluvial deposits 
with varying amount of Clay and Kankars. The area occupied by various units 
present in basin is given in Table 4.2-1. 


Table 4.2-1: Aquifer Units with Occupied Area in Luni Basin 


Sub-basin 

Aquifer Units 

Area (Km 2 ) 

Bandi 

Jalore Granite 

460.03 

Older Alluvium 

178.24 

Phyllite & Schist 

30.41 

Younger Alluvium 

101.43 

Sub-basin Total 


770.11 

Bandi (Hemawas) 

Erinpura Granite 

448.09 

Older Alluvium 

202.27 

Phyllite & Schist 

778.17 

Younger Alluvium 

220.69 

Sub-basin Total 


1,649.23 

Guhiya 

Bilara Limestone 

400.45 

Erinpura Granite 

549.48 

Gneisses 

493.14 

Gneisses(B.G.C.) 

43.86 

Older Alluvium 

553.63 

Phyllite & Schist 

1,621.00 

Younger Alluvium 

192.48 

Sub-basin Total 


3,854.04 

Jawai 

Erinpura Granite 

833.34 

Gneisses 

1.54 

Jalore Granite 

4.86 

Older Alluvium 

593.60 

Phyllite & Schist 

520.51 

Younger Alluvium 

686.65 

Sub-basin Total 


2,640.50 

Jojri 

Bilara Limestone 

265.50 

Gneisses 

5.99 

Jalore Granite 

1,216.45 

Older Alluvium 

3,450.62 

Phyllite & Schist 

800.24 

Quartzite 

18.39 
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Sub-basin 

Aquifer Units 

Area (Km 2 ) 

Jojri 

Tertiary Sandstone 

637.98 

Vindhyan Sandstone 

650.75 

Sub-basin Total 


7,045.93 


Erinpura Granite 

166.79 


Jalore Granite 

305.68 

Khari 

Older Alluvium 

1,074.71 


Phyllite & Schist 

371.45 


Younger Alluvium 

719.62 

Sub-basin Total 


2,638.24 


Erinpura Granite 

801.69 

Khari (Hemawas) 

Gneisses 

32.54 


Phyllite & Schist 

264.26 

Sub-basin Total 


1,098.49 


Bilara Limestone 

707.16 


Erinpura Granite 

14.61 


Gneisses 

786.24 


Gneisses(B.G.C.) 

30.83 


Jalore Granite 

1,343.57 

Luni 

Jurassic Sandstone 

1690.93 

Older Alluvium 

19,587.97 


Phyllite & Schist 

1,411.90 


Rhyolite 

2,635.70 


Tertiary Sandstone 

4,335.61 


Vindhyan Sandstone 

7,106.88 


Younger Alluvium 

2,870.23 

Sub-basin Total 


42,521.63 


Erinpura Granite 

471.83 

Mithari 

Older Alluvium 

963.03 

Phyllite & Schist 

260.49 


Younger Alluvium 

7.36 

Sub-basin Total 


1,702.71 


Jalore Granite 

373.79 

Sagi 

Older Alluvium 

545.31 

Rhyolite 

52.40 


Younger Alluvium 

247.27 

Sub-basin Total 


1,218.76 


Erinpura Granite 

834.72 


Gneisses(B.G.C.) 

0.18 

Sukri 

Older Alluvium 

1,317.59 


Phyllite & Schist 

985.67 


Younger Alluvium 

28.57 

Sub-basin Total 


3,166.73 

Sukri (Sayala) 

Jalore Granite 

0.20 

Older Alluvium 

513.36 
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Sub-basin 

Aquifer Units 

Area (Km 2 ) 

Sukri (Sayala) 

Younger Alluvium 

482.17 

Sub-basin Total 


995.73 

Basin Total 


69,302.11 


Source: Hydrogeological data, CGWB & RGWD 


The Granite, Gneisses(B.G.C.) and Phyllite & Schist pertaining to Delhi super¬ 
group occupy large area in Pali and Sirohi Districts and small area in Siwana 
Block of Banner and Bilara Block of Jodhpur District. Phyllite & Schist and 
Gneisses of Delhi Super Group age are found along the foot hills of Aravali hill 
range on eastern periphery of the basin in Pali and Sirohi Districts. 

The aquifer map (hydrogeological unit map) of the basin is shown in Drawing 
No. LUN-GW-001 (in Volume 3c). About half of the basin i.e., north-eastern, 
central and western parts is occupied with Alluvium aquifer units and the 
remaining with hard-rock aquifer. Besides Alluvium, other main aquifer of the 
basin are Tertiary and Jurassic Sandstone. Phyllite & Schist and 
Gneisses(B.G.C.) also form groundwater aquifers in the area. 

4.2.2 Aquifer Characteristics 

The hydrogeological characterises of aquifers occupying the Luni Basin area are 
presented in Table 4.2-2. According to this, the average depth of aquifers in 
Alluvium aquifers (Younger & Older Alluvium) range from 40.84 m in Younger 
Alluvium of Guhiya Sub-basin to 165.96 m in Older Alluvium of Sukri (Sayala) 
Sub-basin area. In sedimentary rock aquifers viz Tertiary sandstone, Jurassic 
sandstone, Vindhyan Sandstone and Bilara Limestone the average depth of 
aquifer range from 79.22 m in Bilara Limestone of Guhiya Sub-basin to 226.54 
m in Jurassic Sandstone formation of Luni Sub-basin area. The average depth of 
aquifers in hard rock aquifers viz. Jalore and Erinpura Granite, Phyllite & Schist 
and Rhyolites range from 41.77 m in Bandi (Hemawas) Sub-basin in Erinpura 
Granite aquifer to 157.63 m in Gneisses formation of Khari (Hemawas) Sub¬ 
basin area. 

The static water level in Alluvium formation ranges from a minimum of 2.87 m 
bgl at Dhalop village in Guhiya Sub-basin to maximum of 130.00 m bgl at 
Dabra village in Jojri Sub-basin area. The average depth of Alluvium in entire 
basin area ranges from 3.03 m bgl to 40.00 m bgl in Younger Alluvium of 
Guhiya and Bandi Sub-basin area respectively. 

In sedimentary rock formations, the minimum static water level of 1.40 m bgl 
was observed at village Bhaolo in Vindhyan Sandstone formation of Luni Sub¬ 
basin whereas the maximum water level of 144.00 m bgl was observed at village 
Udalia in Bilara Limestone formation of Luni Sub-basin area. 

In hard rock formations the minimum water level 1.80 m bgl was reported at 
village Bar in Erinpura Granite aquifer of Bandi Sub-basin and a maximum of 
180.00 m bgl at village Bithuja in Jalore Granite aquifer of Luni Sub-basin area, 
whereas, the average depth of static water level in hard rock aquifers range from 
5.00 m bgl in Erinpura Granite in Khari Sub-basin to 48.64 m bgl also in Jalore 
Granite aquifer of Luni Sub-basin area. 

The average discharge of wells in Alluvium aquifers range from 1.43 lps to 
12.77 lps in Younger Alluvium aquifer of in Bandi (Hemawas) and Luni Sub- 
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basin area respectively. In sedimentary aquifers the average discharge of wells 
vary from 4.69 lps in Yindhyan Sandstone of Luni Sub-basin to 14.04 lps in 
Bilara Limestone of Jojri Sub-basin area. In hard rock aquifers it ranges from 
0.13 lps in Erinpura Granite of Khari (Hemawas) to 9.53 lps in Jalore Granite of 
Sagi Sub-basin areas. 

The average specific yield of wells in Alluvium formation range from 0.20 
lps/m drawdown in Younger Alluvium of Sagi to 13.03 lps/m drawdown in the 
same aquifer of Jawai Sub-basin area. Similarly in sedimentary aquifers the 
average specific capacity of wells range from 0.48 lps/m drawdown in Vindhyan 
Sandstone aquifer of Luni Sub-basin to 14.99 lps/m drawdown in Bilara 
Limestone aquifer of Luni Sub-basin area. The specific capacity of wells in hard 
rock aquifers range from 0.06 lps/m drawdown in Erinpura Granite aquifer of 
Guhiya Sub-basin area to 23.33 lps/m drawdown in Rhyolite aquifer of Luni 
Sub-basin area. 

The average transmissivity of Alluvial aquifers range from 34.00 m 2 /day in 
Older Alluvium of Sukri Sub-basin to 1,176.10 m 2 /day in Younger Alluvium of 
Luni Sub-basin area. 
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Table 4.2-2: Hydrogeological Characteristics of Aquifer Units of Luni Basin 


Basin 

Sub-basin 

Aquifer Units 

Depth 

Drilled 

(m) 

Static Water Level 
(m bgl) 

Discharge 

(Ips) 

Drawdown (m) 

Specific 

Capacity 

(Ips/m) 

Transmissivity 

(m 2 /day) 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Luni 

Bandi 

Jalore Granite 

24.00 

105.00 

55.89 

4.00 

19.00 

8.54 

0.04 

5.67 

1.54 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Older Alluvium 

53.50 

90.00 

77.38 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Younger Alluvium 

102.00 

102.00 

102.00 

40.00 

40.00 

40.00 

5.04 

5.04 

5.04 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Bandi 

(Hemawas) 

Erinpura Granite 

20.87 

66.00 

41.77 

1.80 

23.00 

10.50 

0.63 

2.52 

1.39 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Older Alluvium 

43.00 

70.00 

58.80 

5.00 

35.14 

20.82 

0.13 

3.15 

1.43 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Phyllite & Schist 

30.00 

153.00 

53.05 

9.00 

23.36 

13.89 

0.13 

5.04 

2.40 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Guhiya 

Bilara Limestone 

40.00 

110.00 

79.72 

12.00 

80.00 

40.93 

0.19 

12.60 

5.55 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Erinpura Granite 

40.00 

96.00 

56.24 

9.00 

38.00 

20.68 

0.13 

4.75 

1.38 

3.50 

3.50 

3.50 

0.06 

0.06 

0.06 

- 

- 

- 

Gneisses 

61.00 

66.00 

63.50 

7.18 

14.64 

10.91 

0.25 

0.25 

0.25 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Older Alluvium 

52.00 

60.00 

55.33 

4.60 

30.00 

21.20 

2.52 

10.08 

6.30 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Phyllite & Schist 

9.45 

190.10 

81.25 

1.90 

58.80 

19.57 

0.07 

15.96 

3.51 

3.47 

32.65 

18.34 

0.02 

1.98 

0.49 

279.90 

834.28 

557.09 

Younger Alluvium 

28.80 

55.00 

40.84 

2.87 

3.40 

3.03 

1.67 

7.56 

3.71 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Jawai 

Erinpura Granite 

34.00 

61.00 

53.75 

8.00 

28.00 

14.49 

0.25 

5.04 

1.56 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Older Alluvium 

25.00 

240.00 

106.19 

7.00 

63.00 

31.41 

1.01 

10.08 

4.89 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Phyllite & Schist 

60.00 

63.00 

61.50 

9.00 

11.31 

10.16 

0.63 

0.63 

0.63 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Younger Alluvium 

17.00 

167.69 

85.22 

5.00 

45.00 

25.45 

0.62 

73.30 

11.40 

1.80 

16.82 

9.51 

1.68 

40.72 

13.03 

370.37 

370.37 

370.37 

Jojri 

Bilara Limestone 

79.86 

227.99 

148.09 

16.05 

100.00 

64.47 

1.26 

69.38 

14.04 

3.72 

5.27 

4.65 

0.26 

18.65 

8.51 

- 

- 

- 

Jalore Granite 

45.00 

205.10 

109.78 

6.00 

90.00 

24.95 

0.13 

16.00 

2.16 

15.55 

74.80 

45.18 

0.01 

1.03 

0.52 

- 

- 

- 

Older Alluvium 

32.00 

421.20 

107.55 

13.00 

130.00 

39.89 

0.34 

110.88 

9.90 

2.02 

31.96 

12.92 

0.01 

1.99 

1.05 

50.00 

323.00 

179.33 

Phyllite & Schist 

50.00 

106.08 

85.41 

19.00 

51.00 

33.71 

0.45 

5.50 

2.43 

1.48 

1.48 


3.72 

3.72 

3.72 

- 

- 

- 

Tertiary Sandstone 

43.00 

442.86 

181.37 

4.00 

72.50 

37.81 

0.63 

15.80 

6.50 

11.04 

11.04 

11.04 

0.48 

0.48 

0.48 

- 

- 

- 

Vindhyan Sandstone 

60.00 

327.35 

151.27 

33.40 

85.00 

62.89 

1.50 

15.12 

5.47 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Khari 

Erinpura Granite 

80.00 

82.00 

81.00 

2.00 

8.00 

5.00 

0.42 

1.51 

0.97 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Jalore Granite 

60.00 

109.00 

77.00 

2.75 

20.00 

12.75 

0.11 

1.89 

1.18 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Older Alluvium 

40.00 

225.00 

99.02 

4.75 

44.00 

32.34 

1.26 

12.00 

4.57 

26.43 

26.43 

26.43 

0.45 

0.45 

0.45 

- 

- 

- 

Khari 

Phyllite & Schist 

22.00 

154.00 

62.03 

0.50 

30.00 

10.72 

0.25 

5.04 

1.88 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Younger Alluvium 

26.00 

154.00 

65.43 

4.20 

59.00 

21.56 

0.13 

12.92 

3.39 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Khari 

(Hemawas) 

Erinpura Granite 

33.25 

61.00 

47.13 

10.56 

28.38 

19.47 

0.13 

0.13 

0.13 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Gneisses 

74.30 

199.30 

157.63 

3.70 

45.00 

17.47 

0.11 

1.67 

1.15 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Luni 

Bilara Limestone 

41.40 

283.77 

105.71 

12.00 

144.00 

41.53 

0.14 

75.70 

12.10 

2.32 

9.67 

5.91 

0.26 

32.63 

14.99 

- 

- 

- 

Gneisses 

49.00 

200.00 

73.75 

3.30 

48.00 

19.80 

0.13 

3.83 

1.62 

22.00 

22.00 

22.00 

0.17 

0.17 

0.17 

10.69 

10.69 

10.69 
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Basin 

Sub-basin 

Aquifer Units 

Depth 

Drilled 

(m) 

Static Water Level 
(m bgl) 

Discharge 

(Ips) 

Drawdown (m) 

Specific 

Capacity 

(Ips/m) 

Transmissivity 

(m 2 /day) 




Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 



Jalore Granite 

30.00 

354.10 

135.05 

3.00 

180.00 

48.64 

0.08 

302.40 

9.30 

1.35 

5.17 

3.33 

1.16 

3.70 

2.02 

272.00 

272.00 

272.00 



Jurassic Sandstone 

77.42 

504.34 

226.54 

32.45 

105.00 

61.25 

0.37 

15.20 

8.09 

1.44 

35.00 

11.18 

0.01 

8.60 

3.53 

0.50 

1161.20 

580.85 



Older Alluvium 

21.00 

354.20 

125.72 

4.36 

72.00 

29.79 

0.14 

68.04 

6.03 

0.50 

41.16 

8.27 

0.05 

11.67 

2.06 

41.00 

1320.00 

525.93 



Phyllite & Schist 

15.00 

150.00 

57.87 

2.00 

33.00 

14.67 

0.13 

7.56 

1.78 

- 

- 

- 

- 

- 

- 

- 

- 

- 


Luni 

Rhyolite 

25.30 

308.45 

95.04 

10.55 

55.60 

24.14 

0.23 

11.67 

3.94 

0.50 

0.50 

0.50 

23.33 

23.33 

23.33 

- 

- 

- 



Tertiary Sandstone 

24.69 

369.70 

219.87 

49.70 

110.95 

80.64 

0.92 

15.20 

7.95 

0.90 

15.15 

4.08 

0.32 

7.04 

3.15 

758.20 

758.20 

758.20 



Vindhyan Sandstone 

37.00 

272.00 

114.40 

1.40 

110.00 

42.39 

0.01 

18.90 

4.69 

7.07 

51.15 

22.48 

0.18 

1.89 

1.24 

832.00 

832.00 

832.00 



Younger Alluvium 

42.35 

351.40 

153.24 

2.79 

45.00 

12.88 

0.17 

50.00 

12.77 

0.45 

21.30 

6.85 

0.05 

41.67 

6.07 

2.30 

1860.00 

1176.10 



Erinpura Granite 

51.00 

200.00 

125.70 

4.80 

49.53 

22.50 

0.06 

8.00 

2.23 

8.05 

8.05 

8.05 

0.83 

0.83 

0.83 

10.69 

10.69 

10.69 


Mithari 

Older Alluvium 

30.00 

136.00 

65.38 

2.50 

30.00 

14.35 

0.25 

12.88 

4.73 

- 

- 

- 

- 

- 

- 

- 

- 

- 



Phyllite & Schist 

20.00 

194.70 

92.96 

3.50 

33.00 

9.97 

0.08 

3.78 

2.06 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Luni 


Jalore Granite 

27.00 

180.00 

116.10 

10.20 

34.00 

20.73 

1.33 

21.67 

9.53 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Sagi 

Older Alluvium 

35.00 

215.00 

135.89 

5.50 

35.00 

15.36 

0.28 

11.20 

5.69 

10.20 

10.20 

10.20 

0.25 

0.25 

0.25 

- 

- 

- 


Rhyolite 

47.00 

190.70 

118.85 

10.80 

16.80 

13.80 

0.83 

0.83 

0.83 

- 

- 

- 

- 

- 

- 

- 

- 

- 



Younger Alluvium 

16.00 

300.00 

140.44 

20.50 

65.00 

44.20 

3.33 

7.56 

5.23 

16.72 

16.72 

16.72 

0.20 

0.20 

0.20 

- 

- 

- 



Erinpura Granite 

26.00 

178.00 

65.42 

3.00 

29.98 

14.43 

0.17 

6.30 

1.70 

- 

- 

- 

- 

- 

- 

- 

- 

- 


Sukri 

Older Alluvium 

25.00 

125.00 

74.00 

6.35 

45.00 

19.67 

0.25 

7.56 

2.78 

- 

- 

- 

- 

- 

- 

- 

- 

- 


Phyllite & Schist 

37.50 

196.90 

77.28 

15.00 

35.00 

21.82 

0.08 

1.26 

0.67 

- 

- 

- 

- 

- 

- 

- 

- 

- 



Younger Alluvium 

65.53 

65.53 

65.53 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 


Sukri 

(Sayala) 

Older Alluvium 

52.00 

362.80 

165.96 

12.00 

47.00 

27.93 

1.50 

13.33 

7.18 

2.50 

12.31 

6.99 

0.33 

2.00 

1.14 

34.00 

34.00 

34.00 


Sukri 

(Sayala) 

Younger Alluvium 

53.17 

182.90 

117.67 

5.33 

30.00 

17.62 

3.78 

30.28 

9.61 

12.96 

12.96 

12.96 

2.34 

2.34 

2.34 

- 

- 

- 


Source: CGWB and RGWD 


Note: 

1. The data variously pertain to period 1960-2010. 

2. The same value data reflects the availability of data from one place only. 

3. Detailed information on location / village for the above observed parameters values values are given in Annex GW-8. 
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4.3 Depth to Groundwater 

4.3.1 Monitoring/Observation Wells 

Water level monitoring during pre-monsoon 2010 was observed in 1,643 
observation wells, out of which 1,376 are monitored by RGWD and 267 by 
CGWB. Sub-basin wise break-up of existing observation wells of CGWB and 
RGWD is given in Table 4.3-1. 


Table 4.3-1: Monitoring/Observation Wells in Luni Basin 


Sub-basin 

CGWB 

RGWD 

Total Observation 
Wells 

Bandi 


24 

24 

Bandi (hemawas) 

5 

53 

58 

Guhiya 

15 

106 

121 

Jawai 

8 

97 

105 

Jojri 

16 

76 

92 

Khari 

13 

98 

111 

Khari (hemawas) 


30 

30 

Luni 

48 

277 

325 

Luni WRIS 

132 

434 

566 

Mithari 

8 

48 

56 

Sagi 

6 

39 

45 

Sukri 

11 

72 

83 

Sukri (Sayala) 

5 

22 

27 

Basin Total 

267 

1,376 

1,643 

Source: CGWB and 

RGWD 


4.3.2 Historic Trends of Groundwater Levels 

An analysis of the historic groundwater levels and trends between the years 
1984-2010 is presented below. Weighted average groundwater levels during the 
examined period were generated for each Sub-basin based on the measured level 
in each well and its thiessen weight within the Sub-basin. The weighted average 
groundwater levels per Sub-basin are presented in Table 4.3-3. 

Luni Basin is the second largest in Rajasthan, occupying approximately 11% of 
the total State area. The River originates from the western slopes of the Aravali 
range and flows primarily southwest ward. The basin is divided into 12 Sub¬ 
basins located on the western drainage of the Aravali cordillera. It is bordered 
with Pakistan on the west. Outside Basin on the north, Shekawati and Banas 
Basins on the east and Other Nallas of Jalore, Sukli, West Banas and Sabarmati 
Basins on the south. 

The main hydrogeological formation is Older Alluvium which is also the main 
productive aquifer. The rest of the area is covered by Younger Alluvium; 
Crystalline hard rocks including Gneisses, Rhyolite, Jalore Granite, 
Gneisses(B.G.C.), Phyllite & Schist, Erinpura Granite, Sandstone and Limestone 
formations (Vindhyan Sandstone, Bilara Limestone, Jurassic Sandstone). 

Luni Sub-basin 

The average groundwater levels in the Luni Sub-basin during the period from 
1984 to 2010 are presented in Figure 4.3-1. 
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Figure 4.3-1: Long Term Ground Water Level and Rainfall Trends in Luni Sub-basin of Luni 

Basin 1984-2010 



Luni Sub-basin stretches in a 'belt like' pattern around the western parts of the 
basin. The main hydrogeological formations are the Older and Younger 
Alluvium comprising together -34% of the total basin area. The Aravali 
cordillera stretches across the east edge of the basin. Draft values are high 
compared to the rest of the basin (-46% out of the whole basin's draft during 
2009) with moderate and inconsistent average growth of -32%. The total rise is 
-308.00 Mm 3 with an average of 17.10 Mm 3 /yr within 15 years (see Table 4.5- 
1 ). 

Average groundwater levels in the Luni Sub-basin during the years 1984-2010 
are presented in Figure 4.3-1. The water table in this area declined from an 
average of 290.00 m amsl (same for pre and post monsoon) in 1984 to 283.01 m 
amsl (pre monsoon) and 284.87 m amsl (post monsoon) in 2010. The total 
measured decline is 7.12 m for pre monsoon stages and 5.55 m for post 
monsoon. The average decline rates are -0.21 m/yr and -0.24 m/yr for post and 
pre monsoon, respectively. It is important to remember that the Luni Sub-basin 
is vast and groundwater in the Sub-basin shows a wide array of trends and rates. 
For example, some of the wells present positive rates, reflecting rising water 
table trends up to +0.78 m/yr (Table 4.3-2). On the other hand some of the most 
dramatic water table decline trends in the entire State are taking place in the 
Luni Sub-basin, reaching a maximum rate of -2.98 m/yr (Table 4.3-2). 

Correlation between groundwater levels and rainfall pattern is weak, though 
positive affect (rising trend) was recorded during years 1994-1997, which had 
above average precipitation. Pre monsoon stages seem to be more sensitive to 
rainfall as they drop sharply following the very low rainfall in 2002 and then 
recover again during the rainy years of 2006-2010. 
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Both pre and post monsoon stages follow the same trends and fluctuations. 
Originally, absolute values were almost the same but since 1992, for some 
reason, post monsoon levels are slightly higher (~2 m). 

Based on the long term groundwater levels trends and assuming that the current 
average precipitation and draft trends will continue during future years, a 
prediction of the monitoring and observation wells (RGWD & CGWB database) 
which are expected to become dry in the future is presented in Table 4.3-5. 
According to the calculated rates 1984-2010 it is estimated that in case of 
continuous groundwater level decrease, by the year 2020 -32% of the wells will 
dry out during the pre-monsoon; by the year 2040 -44% of the wells will 
become dry and by the year 2060 -51% of the wells will be dry (during the non¬ 
monsoon months). 

Bandi Sub-basin 

Bandi Sub-basin is located southeastern to Luni Sub-basin and stretches over 
approximately -1% of the basin. It is one out of a series of Sub-basins that 
drains the western slopes of the Aravalli hills. Surface and groundwater drains 
northwestwards where it merges with Sukri Sub-basin (the biggest tributary of 
the Luni River). The main hydrogeological formation is the Jalore Granite - a 
fissured hard rock aquifer (-62%). There are three additional hydrogeological 
formations: Older Alluvium (24%), Younger Alluvium (9%) and Phyllite & 
Schist (4%). 

Average groundwater levels long term trends are presented in Figure 4.3-3. The 
average groundwater elevation in this Sub-basin drops sharply during the last 3 
decades. In 1984, the average water table was located around 232 m amsl in post 
monsoon and 225 m amsl in pre monsoon. 27 years later, pre monsoon stages 
dropped by 16 m down to 209 m amsl and post monsoon levels dropped also by 
16 m down to 216 m amsl. Average declining rates for pre and post monsoon 
during this period was -0.76 m/yr and -0.78 m/yr, respectively. Water table 
trends in this Sub-basin vary between a minimum rate of +0.11 m/yr to a 
maximum of -1.05 m/yr (Table 4.3-2). It can be noticed that the average rates 
are much closer to the maximum rates, indicating that most of the wells in the 
sub-basin are affiliated with the higher declining values. 

Annual rainfall varies widely over the examined time period from 200 mm 
(1991, 2002, 2009) to more than 1,000 mm in 1990. Groundwater levels 
demonstrate high correlation to the rainfall pattern (Figure 4.3-2). Interestingly, 
groundwater levels dropped dramatically (6-7 m) in 1990, in which a maximum 
rainfall (>1,000 mm) was recorded. This is attributed to intensive pumping 
which exceeded natural replenishment in that year. Natural recharge does not 
necessarily increase linearly with high rainfall. The pattern of the rain (and not 
only the quantity) plays a significant role in the overall replenishment as the 
infiltration capacity is limited and intensive rain during a short period of time 
will necessarily promote increased runoff but not increased recharge. The years 
1991 to 1997 presented relatively stable water table, until 1998 where a second 
major drop of stages was recorded. Between 1998 and 2000 groundwater levels 
decreased again by 7-8 m. Since 2002 and until 2010, groundwater levels 
presented close to stable stages. 
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The most probable reason for the sharp decline of groundwater levels is related 
to the massive volume of draft from the Alluvial aquifer, while its main recharge 
zones are located high and far on the Aravali slopes, namely hard fractured rock 
characterized by low transmissivty. Both pre and post levels present highly 
similar trends and rates along the entire examined period. The average 
difference between the seasons is -3.3 m, which is relatively significant and 
attributed to the low transmissivty of the main aquifer. 

Based on the long term groundwater levels trends and assuming that the current 
average precipitation and draft trends will continue during future years, a 
prediction of the monitoring and observation wells (RGWD & CGWB database) 
which are expected to become dry in the future is presented in Table 4.3-5. 
According to the calculated rates 1984-2010 it is estimated that in case of 
continuous groundwater level decrease, by the year 2020 -33% of the wells will 
dry out during the pre-monsoon; by the year 2040 -53% of the wells will 
become dry and by the year 2060 -60% of the wells will be dry (during the non 
monsoon months). 

Figure 4.3-2: Long Term Ground Water Level and Rainfall Trends in Bandi Sub-basin of Luni 

Basin 1984-2010 


River Basin : Luni, Sub Basin : Bandi 

Main Aquifer: Jalore Granite 

y = -0.757X +230.681 y = -0.783X + 234.754 



■Rainfall 

-•-Water Level - Pre Monsoon 

Water Level - Post Monsoon 

—Trend (Rainfall) 

— Trend (Water Level • Pre Monsoon) 

— Trend (Water Level - Post Monsoon) 


Source: CGWB and RGWD 


Bandi (Hemawas) Sub-basin 

Bandi (Hemawas) Sub-basin stretches over -2% of the basin. Bandi (Hemawas) 
River is drained westwards where it merges with Luni River at the central part 
of Luni Sub-basin. The main aquifer units are the Phylite & Schist (38%) and 
Erinpura Granite (32%). 

Average groundwater levels long term trends are presented in Figure 4.3-3. The 
average groundwater elevation in this Sub-basin dropped moderately during the 
last 3 decades. In 1985, the average water table was located at 255 m amsl in 
post monsoon and 264 m amsl in pre monsoon. 25 years later, pre monsoon 
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stages dropped by 10m down to 250 m amsl and post monsoon levels dropped 
by 7 m down to 256 amsl. Average declining rates for pre and post monsoon 
during this period were -0.54 m/yr and -0.33 m/yr, respectively. Water table 
trends in this Sub-basin vary widely between a minimum rate of +0.29 m/yr to a 
maximum drop of-1.46 m/yr (Table 4.3-2). 

Correlation to rainfall is demonstrated in the period 1990 to 1997 where due to 
the high precipitation in the years 1990, 1992, 1994, 1997, the water table stayed 
high and close to stable for almost a decade. The significant drop in the rainfall 
in 1998 and onwards, promoted a dramatic decrease in the water table elevation 
in the range of ~ 15 m in 4 years. This was of course intensified by over¬ 
pumping in excess of the dynamic replenishment. Since 2002, groundwater 
levels seem stable supported by a rising pattern of annual rainfall. 

Based on the long term groundwater levels trends and assuming that the current 
average precipitation and draft trends will continue during future years, a 
prediction of the monitoring and observation wells (RGWD & CGWB database) 
which are expected to become dry in the future is presented in Table 4.3-5. 
According to the calculated rates 1984-2010 it is estimated that in case of 
continuous groundwater level decrease, by the year 2020 -50% of the wells will 
dry out during the pre-monsoon; by the year 2040 -74% of the wells will 
become dry and by the year 2060 -82% of the wells will be dry (during the non 
monsoon months). 


Figure 4.3-3; Long Term Ground Water Level and Rainfall Trends in Bandi (Hemawas) Sub¬ 
basin of Luni Basin 1984-2010 



Guhiya Sub-basin 

Figure 4.3-4 shows average groundwater long term levels during the time period 
1984-2010. The water table in the Guhiya Sub-basin presents a general declining 
trend although more gentle compared to the other Sub-basins viewed so far. In 


App. LUN-IN-24740-R13-073 

Surface and Groundwater Availability 

80 


July, 2014 
























































STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


this case, groundwater elevation decreased from 279 m amsl in post monsoon 
1984 to 275 m amsl in 2009, a total drop of only 4 m in 26 years. During pre 
monsoon season, stages decreased from 281 m amsl to 272 m amsl in the same 
period, a total of 9 m. The average rates of decline are -0.31 m/yr and -0.17 m/yr 
for pre and post monsoon, respectively. Maximum recorded declining water 
table in the Sub-basin is -0.70 m/yr. During the years 1990, 1992, 1994-1997, 
2003-2007, the water table elevation stayed stable or even slightly risen due to 
high rainfall. The most significant decline of groundwater levels in the Sub¬ 
basin took place between 1998 and 2002 where stages dropped by 6 m. This is a 
good example for the irreversible damage that can be done by only a few years 
of over-exploitation which affect the groundwater conditions and potential in the 
long term and not only locally. The water table in the Sub-basin was balanced 
during most of the period between 1984 and 2010. The combination of low 
rainfall and high pumping in excess of the natural replenishment, during the 
years 1998-2002, resulted a significant decrease in the groundwater stages. This 
decrease reflects the utilization of groundwater from the static reserve which is 
not renewed during the average years. Every amount of water which is being 
withdrawn from this storage will cause a permanent 'overdraft' which will take 
years to replenish, if at all. 

Since 1998, pre and post stages present similar trends. Post monsoon 
groundwater levels seem to be more affected by the rainfall pattern. The average 
difference between the seasons is -2.46 m. 

It is estimated that the low transmissivities of the hard fractured rock, limit the 
recharge potential in this Sub-basin. This assumption, together with a highly 
variable rainfall pattern and uncontrolled groundwater exploitation are the 
reasons for the overall declining trend of the water table. 

Based on the long term groundwater levels trends and assuming that the current 
average precipitation and draft trends will continue during future years, a 
prediction of the monitoring and observation wells (RGWD & CGWB database) 
which are expected to become dry in the future is presented in Table 4.3-5. 
According to the calculated rates 1984-2010 it is estimated that in case of 
continuous groundwater level decrease, by the year 2020 -45% of the wells will 
dry out during the pre-monsoon; by the year 2040 -72% of the wells will 
become dry and by the year 2060 -73% of the wells will be dry (during the non 
monsoon months). 
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Figure 4.3-4: Long Term Ground Water Level and Rainfall Trends in Guhiya Sub-basin of Luni 

Basin 1984-2010 


River Basin : Luni, Sub Basin: Guhiya 

Main Aquifer: Phyllite & Schist 


y = -0.314x+282.149 y = -0.17 lx + 282.414 



Year 


™ Rainfall 

-^Water Level - Pre Monsoon 

Water Level - Post Monsoon 

—Trend (Rainfall) 

— Trend (Water Level - Pre Monsoon) 

—Trend (Water Level - Post Monsoon) 


Source: CGWB and RGWD 

Jawai Sub-basin 


Figure 4.3-5 presents the average long term groundwater levels in Jawai Sub¬ 
basin during the period 1984-2010. Few distinct periods can be identified in the 
graph: 

a) 1985-1989: groundwater levels declined from 302 m amsl to 299 m amsl 

b) 1989-1994: groundwater levels rise at about 7 m and reach maximum levels of 
304 m (pre) 306 m (post) amsl. This is attributed mainly to the years with high 
rainfall (1990, 1992 and 1994). 

c) 1994-2000: groundwater levels drop by 7 m following a decreasing pattern in 
annual rainfall. 

d) 2000-2010: groundwater levels are stable with a minor increase in the range of 
~2 m. 

The overall long term decline is relatively minor with an average rate of decline 
of -0.16 m/yr and -0.14 m/yr for pre and post monsoon, respectively. At places, 
groundwater levels recorded a rising trend with minimum rates of +0.14 to 
+0.18 m/yr. Other wells present severe declining rates with a maximum of -1.49 
m/y and -1.68 m/yr for pre and post monsoon, respectively. 

Throughout most of the examined period, post monsoon levels are higher than 
pre monsoon, except for 2 years (1987, 2008). The average difference between 
pre and post monsoon seasons is -1.90 m. 

Based on the long term groundwater levels trends and assuming that the current 
average precipitation and draft trends will continue during future years, a 
prediction of the monitoring and observation wells (RGWD & CGWB database) 
which are expected to become dry in the future is presented in Table 4.3-5. 
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According to the calculated rates 1984-2010 it is estimated that in case of 
continuous groundwater level decrease, by the year 2020 -43% of the wells will 
dry out during the pre-monsoon; by the year 2040 -57% of the wells will 
become dry and by the year 2060 -71% of the wells will be dry (during the non 
monsoon months). 


Figure 4.3-5: Long Term Ground Water Level and Rainfall Trends in Jawai Sub-basin of Luni 

Basin 1984-2010 


River Basin : Luni, Sub Basin : Jawai 

Main Aquifer: Older & Younger Alluvium 
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Source: CGWB and RGWD 


Jojri Sub-basin 

Average long term groundwater trends between 1984 and 2010 are presented in 
Figure 4.3-6. During this time period there is a moderate decrease in 
groundwater levels with average rates of -0.39 m/yr and -0.43 m/yr for pre and 
post monsoon, respectively. Recorded groundwater levels were 315 m amsl (pre 
& post levels) in 1984 which declined steadily to 307 m amsl in 2010, a total 
decline of 8 m. Water table slopes change considerably in different areas of the 
Sub-basin presenting a wide range of more than 2.50 m/yr difference between 
minimum and maximum values (Table 4.3-2). Minimum rates, representing 
groundwater rise, reach as much as +1.05 m/yr and +1.10 m/yr for pre and post 
monsoon, respectively. Maximum decline rates were measured in post monsoon 
time steps and reached 1.62 m/yr (Table 4.3-2). 

Pre and post groundwater levels are very similar with relatively minor 
differences (compared to other Sub-basins) in most of the years. The average 
groundwater level difference between the pre and post monsoon is 0.50 m. 
There were three years (1992, 2002 and 2006) where pre monsoon level was 
higher than the post monsoon. Both seasons present same trends and rates. 
Correlation to rainfall was not identified. 


Based on the long term groundwater levels trends and assuming that the current 
average precipitation and draft trends will continue during future years, a 
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prediction of the monitoring and observation wells (RGWD & CGWB database) 
which are expected to become dry in the future is presented in Table 4.3-5. 
According to the predicted levels, a prediction of future drying up of wells was 
done. On this basis it was estimated that at the pre-monsoon season by the year 
2020, -63% of the wells in the Sub-basin will become dry, by the year 2040 
-74% of the wells will dry and by the year 2060 -79% of the wells will dry. 

Figure 4.3-6: Long Term Ground Water Level and Rainfall Trends in Jojri Sub-basin of Luni 

Basin 1984-2010 


River Basin : Luni, Sub Basin : Jojri 

Main Aquifer: Older Alluvium 


y = -0.389X + 317.704 y = -0.429X+ 319.218 



^■Rainfall —•—Water Level-Pre monsoon Water Level-Post Monsoon 

-Trend (Rainfall) -Trend (Water Level - Pre Monsoon) -Trend (Water Level - Post Monsoon) 

Source: CGWB and RGWD 

Khari Sub-basin 

Long term average groundwater trends between 1984 and 2010 are presented in 
Figure 4.3-7 below. During this time period there is a moderate decrease in 
groundwater levels with average rates of -0.40 m/yr and -0.43 m/yr for pre and 
post monsoon, respectively. Recorded groundwater levels were 206 m amsl (pre 
monsoon) in 1984 which declined steadily to 194 m amsl in 2010, a total decline 
of 12 m. Water table slopes change considerably in different areas of the Sub¬ 
basin presenting a wide range between minimum rates of +0.42 m/yr and a 
maximum of -1.14 m/yr. 

The overall long term trend of the water table presents a declining pattern. 
Correlation to rainfall is evident, particularly during years with extreme rainfall 
(high or low). Following the years 1990, 1992, 1994, 1997, 2003, 2006 and 
2010 groundwater levels recovered significantly, as a result of the good rains in 
those years. 

Groundwater levels in pre and post monsoon present very similar trends and 
rates. The average difference between groundwater levels is -3 m. The 
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difference is consistent in most of the years. Both trends present good 
correlation to rainfall especially during rainy years such as 1990-1996 and 2006. 
Based on the long term groundwater levels trends and assuming that the current 
average precipitation and draft trends will continue during future years, a 
prediction of the monitoring and observation wells (RGWD & CGWB database) 
which are expected to become dry in the future is presented in Table 4.3-5. 
According to the calculated rates 1984-2010 it is estimated that by the year 2020 
-53% of the wells will dry out during the pre-monsoon; by the year 2040 -64% 
of the wells will become dry and by the year 2060 -73% of the wells will be dry 
(during the non monsoon months). 

Figure 4.3-7: Long Term Ground Water Level and Rainfall Trends in Khari Sub-basin of Luni 

Basin 1984-2010 


River Basin : Luni, Sub Basin: Khari 

Main Aquifer: Phyllite & Schist 

y = -0.395X+ 205.642 y = _o.429x + 208.916 



Source: CGWB and RGWD 


Khari (Hemawas) Sub-basin 

Long term average groundwater trends between 1984 and 2010 are presented in 
Figure 4.3-8. According to post monsoon records average groundwater levels 
declined from 366 m a m si in 1984 down to 360 m amsl in 2010, a total decline 
of 6 m in 27 years. During the same period, pre monsoon levels declined from 
362 m amsl to 353 m amsl, a total of 9 m. The average decline rates are -0.35 
m/yr and -0.28 m/yr for pre and post monsoon, respectively. Maximum water 
table decline rates reach -1.0 m/yr (Table 4.3-2). 

Groundwater level is correlative to the precipitation trend, particularly during 
years with high (1990, 1992, 1994, 1997, 2006-2007 and 2010) or low (1993, 
1995, 2002 and 2009) rainfall. Both pre and post levels present very similar 
fluctuation trends and rates. The average difference between pre and post 
monsoon's groundwater levels is -4 m, the highest in Luni Basin. This might be 
related to excessive draft during the pre-monsoon season and low transmissivty 
of the aquifer, which promotes groundwater mounding. 
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Based on the long term groundwater levels trends and assuming that the current 
average precipitation and draft trends will continue during future years, a 
prediction of the monitoring and observation wells (RGWD & CGWB database) 
which are expected to become dry in the future is presented in Table 4.3-5. 
According to the calculated rates 1984-2010 it is estimated that by the year 2020 
-65% of the wells will dry out during the pre-monsoon; by the year 2040 -83% 
of the wells will become dry and by the year 2060 -87% of the wells will be dry 
(during the non monsoon months). 

Figure 4.3-8: Long Term Ground Water Level and Rainfall Trends in Khari (Hemawas) Sub¬ 
basin of Luni Basin 1984-2010 



Mithari Sub-basin 

Figure 4.3-9 presents average groundwater levels during the period 1984-2010. 
Average pre monsoon water table declined from 276 m amsl during 1984 to 264 
m amsl during 2010, a total decline of 12 m in 27 years. During post monsoon, 
water table declined from 277 m amsl to 267 m amsl, a total of 10 m. During 
most years there is consistent decline in ground water levels with an long term 
average rate of 41-43 cm/year. 

It should be noted that at certain places in the Sub-basin, cases of rising water 
table have been recorded in few of the wells. These rates reach as high as +0.19 
m/y. Other places demonstrate very fast declining slopes, with a maximum of 
-2.4 m/yr, in central Jalore and eastern Barmer Districts. 

Correlation between groundwater levels and rainfall can be observed in Figure 
4.3-9. Groundwater levels rise in response to high rainfall such as in the years: 
1990, 1992, 1994, 1997, 2003, 2006 and 2010. Pre and post levels present 
similar rates and trends and the difference between both records is in the range 
of -2 m. 
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Based on the long term groundwater levels trends and assuming that the current 
average precipitation and draft trends will continue during future years, a 
prediction of the monitoring and observation wells (RGWD & CGWB database) 
which are expected to become dry in the future is presented in Table 4.3-5. 
According to the calculated rates 1984-2010 it is estimated that by the year 2020 
-46% of the wells will dry out during the pre-monsoon; by the year 2040 -66% 
of the wells will become dry and by the year 2060 -74% of the wells will be dry 
(during the non monsoon months). 

Figure 4.3-9: Long Term Ground Water Level and Rainfall Trends in Mithari Sub-basin of Luni 

Basin 1984-2010 



Sagi Sub-basin 

Long term average groundwater levels in Sagi Sub-basin for the years 1984- 
2010 are presented in Figure 4.3-10. A quick view at the graph demonstrates the 
extreme conditions in the Sub-basin reflected by the sharp declining trend of the 
water table. Groundwater average elevation in 1984 was 171 m and 172 m amsl 
for pre and post monsoon, respectively. In the next 27 years average 
groundwater levels declined by 21-22 m down to -150 m amsl (both pre & 
post). Calculated average rates for the entire period are -0.77 m/yr during pre 
monsoon and -0.69 m/yr during post-monsoon time. Few stages can be 
identified in those years: (a) 1984-1988: groundwater levels decline very gently 
(b) 1988-1994: groundwater levels recover and show high and stable stages 
which are attributed to the heavy rains in 1990, 1992, 1994 (c) 1994-2010: 
groundwater levels decline very sharply. 

Positive affect of precipitation on the groundwater level are noticeable in some 
years which present high rainfall (1990, 1992, 1994, 1997, 2003 and 2006). 
Except for 1988, pre and post stages present exactly the same fluctuation trend 
and similar rates. The average difference between pre and post monsoon 
groundwater levels is -2 m. 
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Based on the long term groundwater levels trends and assuming that the current 
average precipitation and draft trends will continue during future years, a 
prediction of the monitoring and observation wells (RGWD & CGWB database) 
which are expected to become dry in the future is presented in Table 4.3-5. 
According to the calculated rates 1984-2010 it is estimated that by the year 2020 
-43% of the wells will dry out during the pre-monsoon; by the year 2040 -64% 
of the wells will become dry and by the year 2060 -71 % of the wells will be dry 
(during the non monsoon months). 

Figure 4.3-10: Long Term Ground Water Level and Rainfall Trends in Sagi Sub-basin of Luni 

Basin 1984-2010 


River Basin : Luni, Sub Basin : Sagi 

Main Aquifer: Younger Alluvium 
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Water Level - Post Monsoon 

—Trend (Rainfall) 

— Trend (Water Level - Pre Monsoon) 

— Trend (Water Level - Post Monsoon) 


Source: CGWB and RGWD 

Sukri Sub-basin 


Figure 4.3-11 presents the long term average groundwater levels in the Sukri 
Sub-basin for the years 1984-2010. Long term trends are close to stable, with 
relatively minor water table decline rates of -0.15 m/yr and -0.14 m/yr for pre 
and post monsoon, respectively. Average groundwater levels started from 285.5 
m amsl in 1984 and reach 284 m amsl by 2010, a total decrease of 1.5 m. 
Between 1990-1997 the water table was relatively high and stable, probably 
with relation to the high rainfall in some of those years. The main decrease of 
the water table comes just after, during the years 1997-2002. The total drop in 
the water table in those years was of 8 m. 

Pre and post levels are acting very similar to one another presenting the same 
fluctuations and trends. The average difference between the season's 
groundwater levels is -2-3 m. The decline rate is relatively low compared to the 
whole basin. 

Based on the long term groundwater levels trends and assuming that the current 
average precipitation and draft trends will continue during future years, a 
prediction of the monitoring and observation wells (RGWD & CGWB database) 
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which are expected to become dry in the future is presented in Table 4.3-5. 
According to the calculated rates 1984-2010 it is estimated that by the year 2020 
-47% of the wells will dry out during the pre-monsoon; by the year 2040 -59% 
of the wells will become dry and by the year 2060 -61% of the wells will be dry 
(during the non-monsoon months). 

Figure 4.3-11: Long Term Ground Water Level and Rainfall Trends in Sukri Sub-basin of Luni 

Basin 1984-2010 


River Basin : Luni, Sub Basin : Sukri 

y = -o.i47x+ 285.496 Main Aquifer: Erinpura Granite y =-o.i37x+2S7.632 
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Water Level - Pre Monsoon 

-•-Water Level - Post Monsoon 

—Trend (Rainfall) 

— Trend (Water Level - Pre Monsoon) 

— Trend (Water Level - Post Monsoon) 


Source: CGWB and RGWD 

Sukri (Sayala) Sub-basin 


Figure 4.3-12 presents the long term average groundwater levels in the Sukri 
(Sayala) Sub-basin for the years 1984-2010. Long term trends drop down 
sharply, with water table decline rates of -0.97 m/yr and -0.95 m/yr for pre and 
post monsoon, respectively. Average groundwater levels started from -120 m 
amsl in 1984 and reach -95 m amsl by 2010, a total drop of 25 m. between 
1990-1997 the water table was relatively low and fluctuated with low correlation 
to rainfall, especially after rainy years. 

Pre and post levels are acting very similar to one another presenting the same 
fluctuations and trends. The average difference between the seasons' 
groundwater levels is -1-2 m. The decline rate is relatively high compared to the 
whole basin. 

Based on the long term groundwater levels trends and assuming that the current 
average precipitation and draft trends will continue during future years, a 
prediction of the monitoring and observation wells (RGWD & CGWB database) 
which are expected to become dry in the future is presented in Table 4.3-5. It is 
estimated that by the year 2020 -33% of the wells will dry, by the year 2040 
-56% of the wells will dry and by the year 2060 -67% of the wells will dry. 
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Figure 4.3-12: Long Term Ground Water Level and Rainfall Trends in Sukri (Sayala) Sub¬ 
basin of Luni Basin 1984-2010 



Source: CGWB and RGWD 

4.3.3 Depth to Groundwater Level (Year 2010) 

The pre-monsoon (2010) depth to water table map of Luni Basin is shown in 
Drawing No. LUN-GW-002 (in Volume 3c). Generally, the depth to 
groundwater has a range from 20 to 40 m bgl. Deeper groundwater levels of 40 
to 100 m bgl occur in Jojri, Luni and Sagi Sub-basins. Shallow groundwater 
levels, between 2 to 20 m bgl occur in the central part of Luni Basin, covering 
the sub-basins of Guhiya, Bandi, Sukri and Jawai. 

The post-monsoon (2010) depth to groundwater table is shown in Drawing No. 
LUN-GW-003 (in Volume 3c). When compared with the pre-monsoon level 
map, the post-monsoon level map shows no change in the deeper groundwater 
level areas. However, groundwater levels have registered rise in the central part 
of Luni Basin, covering Guhiya and Sukri Sub-basins, particularly in the area 
lying between Pali and Jodhpur Districts. The headwater area of Jawai, Mithari 
and Guhiya Sub-basins has also exhibited rise in levels in the post-monsoon 
period. 

Table 4.3-2: Water Table Decline/Rise* Rates in Luni Basin 1984-2010 


Sub-basin 

Main Formation 

Rate-Pre Mosoon [m/yr] 

Rate-Post Mosoon [m/yr] 

Mean 

Min 

Max 

Mean 

Min 

Max 

Bandi 

Jalore Granite 

-0.76 

0.11 

-1.03 

-0.78 

0.09 

-1.05 

Bandi (Hemawas) 

Phyllite & Schist 

-0.54 

0.07 

-1.40 

-0.33 

0.29 

-1.46 

Guhiya 

Phyllite & Schist 

-0.31 

0.08 

-0.70 

-0.17 

0.18 

-0.66 

Jawai 

Younger & Older Alluvium 

-0.15 

0.14 

-1.49 

-0.14 

0.15 

-1.68 

Jojri 

Granite 

-0.39 

1.05 

-1.53 

-0.43 

1.10 

-1.62 

Khari 

Phyllite & Schist 

-0.40 

0.32 

-1.14 

-0.43 

0.42 

-1.11 
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Sub-basin 

Main Formation 

Rate-Pre Mosoon [m/yr] 

Rate-Post Mosoon [m/yr] 

Mean 

Min 

Max 

Mean 

Min 

Max 

Khari (Hemawas) 

Erinpura Granite 

-0.35 

0.33 

-0.99 

-0.28 

0.41 

-1.02 

Luni 

Older Alluvium 

-0.24 

0.78 

-2.98 

-0.21 

0.76 

-2.89 

Mithari 

Younger & Older Alluvium 

-0.43 

0.19 

-2.32 

-0.41 

0.13 

-2.42 

Sagi 

Younger Alluvium 

-0.77 

-0.01 

-1.58 

-0.69 

0.13 

-1.72 

Sukri 

Erinpura Granite 

-0.15 

0.09 

-0.61 

-0.14 

0.11 

-2.88 

Sukri (Sayala) 

Younger Alluvium 

-0.97 

-0.10 

-2.62 

-0.95 

0.01 

-2.88 

Total of Basin 


-0.47 

-0.10 

-0.61 

-0.43 

0.01 

-0.66 

*(-) indicates water tal 

ble decline, (+) indicates water table rise 


Source: Groundwater level data of CGWB and RGWD (1984-2010) 
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Table 4.3-3: Weighted Average Groundwater Levels (m amsl) 1984-2010 - Luni Basin 



1984 

1985 

1986 

1987 

1988 

1989 

1990 

1991 

1992 

1993 

1994 

1995 

1996 

Pre-Monsoon (m amsl) 

Bandi 

224.58 

230.29 

229.31 

231.77 

227.44 

231.32 

224.51 

220.87 

224.96 

222.76 

224.91 

221.74 

220.26 

Bandi (Hemawas) 

264.14 

260.36 

259.03 

258.99 

260.21 

261.42 

264.68 

261.57 

264.73 

260.94 

263.66 

262.63 

261.56 

Guhiya 

281.06 

279.79 

278.80 

278.30 

277.80 

277.35 

280.83 

278.95 

281.16 

277.99 

280.94 

280.56 

280.65 

Jawai 

302.45 

302.45 

300.92 

300.71 

298.56 

299.35 

299.22 

303.81 

304.05 

303.00 

304.30 

304.05 

302.26 

Jojri 

315.18 

314.86 

315.66 

315.67 

314.54 

316.46 

315.69 

314.21 

311.25 

313.88 

313.35 

313.19 

313.27 

Khari 

206.25 

202.90 

200.92 

200.24 

199.55 

198.93 

207.47 

202.52 

205.79 

204.42 

205.29 

202.63 

199.34 

Khari (Hemawas) 

362.42 

361.86 

361.36 

359.99 

362.11 

361.62 

363.86 

362.84 

364.91 

359.46 

363.72 

361.23 

362.41 

Luni 

290.13 

289.64 

289.13 

288.49 

288.28 

288.84 

288.05 

289.42 

287.38 

289.38 

288.79 

289.85 

290.72 

Mithari 

276.36 

275.09 

274.48 

272.67 

273.13 

272.45 

277.40 

274.98 

279.22 

277.29 

278.83 

277.88 

276.54 

Sagi 

170.72 

170.43 

169.91 

169.08 

166.58 

168.47 

171.94 

168.89 

171.27 

169.28 

170.59 

168.71 

166.78 

Sukri 

285.90 

284.31 

283.56 

281.21 

284.36 

284.08 

287.46 

284.81 

287.66 

284.47 

286.28 

285.66 

285.21 

Sukri (Sayala) 

119.50 

117.64 

116.87 

115.66 

114.49 

114.08 

117.70 

115.20 

116.95 

114.89 

115.81 

114.18 

112.60 

Post-Monsoon (m amsl) 

Bandi 

233.02 

232.28 

233.02 

235.59 

233.11 

233.84 

226.65 

224.50 

227.72 

227.18 

228.51 

225.21 

222.75 

Bandi (Hemawas) 

254.54 

259.58 

261.53 

255.09 

260.15 

262.40 

265.20 

264.65 

267.18 

264.56 

267.76 

264.46 

265.66 

Guhiya 

279.32 

279.32 

279.32 

279.71 

279.44 

280.11 

282.88 

280.83 

282.70 

281.03 

283.86 

283.16 

283.55 

Jawai 

302.48 

302.76 

302.48 

300.17 

300.87 

300.75 

304.63 

303.79 

305.33 

305.07 

306.61 

305.94 

304.75 

Jojri 

315.39 

315.39 

315.12 

314.84 

315.64 

317.68 

316.48 

315.85 

317.73 

315.05 

314.29 

314.32 

315.30 

Khari 

204.54 

207.73 

207.89 

205.77 

205.98 

204.40 

208.44 

207.29 

209.53 

207.79 

209.32 

206.80 

202.62 

Khari (Hemawas) 

365.65 

363.90 

365.20 

361.76 

365.00 

364.77 

367.75 

367.93 

368.96 

364.86 

368.47 

366.71 

366.59 

Luni 

290.43 

289.80 

289.20 

288.58 

288.96 

288.66 

290.33 

289.56 

289.80 

290.08 

290.27 

291.37 

291.74 

Mithari 

277.09 

276.40 

275.95 

273.81 

275.75 

274.61 

278.93 

277.45 

280.86 

280.00 

281.01 

280.60 

279.05 

Sagi 

171.72 

171.07 

170.68 

170.43 

170.37 

169.93 

173.10 

171.94 

172.91 

171.71 

172.15 

170.71 

167.65 

Sukri 

285.52 

284.10 

284.81 

282.89 

286.01 

285.12 

290.36 

287.39 

289.55 

288.70 

289.01 

287.73 

288.44 

Sukri (Sayala) 

119.65 

118.79 

119.91 

116.05 

115.87 

115.36 

118.99 

117.70 

120.25 

118.97 

117.72 

115.20 

113.86 
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1997 

1998 

1999 

2000 

2001 

2002 

2003 

2004 

2005 

2006 

2007 

2008 

2009 

2010 

Pre-Monsoon (m amsl) 

Bandi 

221.34 

219.43 

215.27 

214.12 

213.50 

212.54 

216.09 

213.67 

214.17 

218.03 

215.99 

214.40 

209.46 

209.46 

Bandi (Hemawas) 

262.35 

259.32 

258.66 

248.66 

254.56 

250.44 

252.81 

254.39 

249.95 

254.09 

253.32 

252.75 

249.75 

249.75 

Guhiya 

281.56 

280.16 

278.35 

277.15 

276.13 

273.68 

274.67 

274.82 

274.88 

275.59 

275.11 

273.57 

272.32 

272.32 

Jawai 

302.24 

300.13 

298.06 

296.99 

297.78 

295.69 

296.95 

295.65 

296.16 

299.59 

298.68 

302.37 

299.58 

299.58 

Jojri 

314.41 

314.53 

313.87 

312.85 

311.50 

311.30 

310.28 

308.86 

307.77 

306.95 

307.32 

306.31 

306.95 

307.59 

Khari 

200.05 

197.90 

195.10 

195.49 

195.63 

196.60 

196.45 

194.51 

198.89 

204.49 

195.29 

198.69 

194.13 

194.13 

Khari (Hemawas) 

363.68 

360.73 

359.21 

357.04 

358.14 

355.06 

354.22 

354.30 

354.49 

359.01 

359.21 

356.05 

353.05 

353.00 

Luni 

291.07 

290.58 

288.05 

289.03 

288.17 

286.89 

284.37 

283.31 

284.26 

284.85 

284.69 

284.36 

283.66 

283.01 

Mithari 

277.04 

274.51 

272.95 

270.89 

270.81 

267.73 

268.71 

267.19 

266.10 

270.17 

270.51 

266.58 

263.90 

263.90 

Sagi 

166.48 

164.43 

162.77 

162.06 

161.26 

159.76 

160.55 

158.07 

157.12 

159.21 

155.58 

153.55 

150.01 

150.01 

Sukri 

286.25 

282.91 

281.77 

280.69 

282.14 

278.68 

280.39 

279.65 

279.55 

283.37 

283.13 

280.58 

284.33 

284.33 

Sukri (Sayala) 

111.84 

109.87 

108.22 

106.95 

106.77 

104.26 

104.17 

100.34 

98.98 

100.86 

98.17 

96.52 

93.80 

93.80 

Post-Monsoon (m amsl) 

Bandi 

225.85 

222.55 

218.52 

217.85 

218.15 

213.56 

219.45 

215.44 

218.05 

224.08 

219.50 

215.85 

212.92 

216.10 

Bandi (Hemawas) 

266.67 

262.96 

262.05 

260.83 

255.08 

247.48 

255.45 

255.55 

252.56 

257.29 

257.20 

254.47 

251.82 

255.86 

Guhiya 

284.27 

281.24 

282.44 

280.25 

281.51 

275.23 

278.37 

278.14 

277.03 

278.01 

277.66 

276.10 

275.31 

277.71 

Jawai 

305.12 

302.90 

299.76 

299.30 

300.84 

297.34 

300.31 

298.05 

298.33 

302.28 

300.46 

298.21 

302.51 

302.93 

Jojri 

315.67 

314.89 

314.05 

313.98 

312.56 

310.61 

311.96 

309.25 

308.33 

308.16 

307.07 

306.70 

306.96 

307.60 

Khari 

205.16 

201.27 

197.72 

197.57 

199.21 

194.83 

198.38 

196.57 

198.11 

208.05 

202.00 

194.96 

197.32 

199.40 

Khari (Hemawas) 

367.93 

364.71 

364.15 

360.08 

363.49 

356.83 

361.76 

358.39 

358.80 

363.88 

362.92 

358.97 

357.20 

360.55 

Luni 

291.56 

290.75 

288.94 

288.16 

290.24 

286.36 

287.50 

285.34 

285.15 

286.36 

285.54 

284.83 

283.66 

284.87 

Mithari 

279.46 

277.27 

273.94 

272.96 

273.03 

270.14 

271.67 

269.68 

267.82 

271.88 

270.70 

268.28 

266.32 

267.41 

Sagi 

169.57 

166.56 

163.71 

163.47 

162.98 

160.67 

163.21 

160.64 

159.70 

164.28 

159.45 

154.91 

150.52 

152.71 

Sukri 

289.42 

287.20 

284.42 

283.24 

284.93 

280.85 

285.27 

282.70 

282.29 

286.84 

285.71 

283.69 

281.54 

284.15 

Sukri (Sayala) 

113.57 

111.21 

109.14 

108.44 

108.21 

105.95 

105.25 

103.05 

102.22 

103.64 

100.78 

97.75 

95.36 

95.47 
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4.3.4 Long Term Groundwater Level Trend 

Based on the long term groundwater levels trends (Table 4.3-4) and assuming 
that the year 2010 levels of average precipitation and draft trends will continue 
during future years, a prediction of the observation wells (RGWD & CGWB 
database) which are expected to become dry in the future is presented in Table 
4.3-5. By pre monsoon 2020, 45% of the monitoring wells in the basin will 
become dry. This percentage is likely to increase to 63% by the year 2040 and to 
70% by the year 2060, in the entire basin area. 


Table 4.3-4: Sub-basin wise Predicted Average Groundwater Levels in Luni Basin 


Sub Basin 

Pre Monsoon Levels, (m amsl) 

Post Monsoon Levels, (m amsl) 

2020 

2040 

2060 

2020 

2040 

2060 

Bandi 

201.89 

186.75 

164.03 

208.27 

192.60 

169.10 

Bandi (hemawas) 

244.36 

233.56 

217.36 

252.53 

245.86 

235.85 

Guhiya 

269.19 

262.92 

253.51 

276.00 

272.58 

267.44 

Jawai 

298.03 

294.93 

290.28 

301.55 

298.79 

294.66 

Jojri 

303.70 

295.93 

284.27 

302.41 

293.83 

280.95 

Khari 

178.06 

167.00 

150.40 

184.30 

176.53 

164.88 

Khari (Hemawas) 

349.47 

342.41 

331.82 

357.72 

352.08 

343.61 

Luni 

280.59 

275.76 

268.50 

282.72 

278.43 

271.98 

Mithari 

259.72 

251.36 

238.82 

263.31 

255.11 

242.81 

Sagi 

142.30 

126.88 

103.76 

149.58 

135.66 

114.77 

Sukri 

282.86 

279.91 

275.49 

282.78 

280.04 

275.93 

Sukri (Sayala) 

84.11 

64.73 

35.65 

86.00 

67.07 

38.67 

Total of Basin 

239.52 

229.89 

215.44 

243.92 

235.29 

222.34 


Table 4.3-5: Prediction of Dry Observation Wells* - Luni Basin 


Sub Basin 

Pre monsoon Dry Observation Wells [%] 

Post monsoon Dry Observation Wells [%] 

Current 

Prediction 

Current 

Prediction 

2010 

2020 

2040 

2060 

2010 

2020 

2040 

2060 

Bandi 

0 

33 

53 

60 

0 

20 

33 

47 

Bandi (hemawas) 

18 

50 

74 

82 

15 

32 

53 

68 

Guhiya 

36 

45 

72 

73 

28 

34 

51 

59 

Jawai 

25 

43 

57 

71 

18 

35 

48 

63 

Jojri 

47 

63 

74 

79 

33 

47 

67 

72 

Khari 

25 

53 

64 

73 

19 

38 

50 

59 

Khari (hemawas) 

26 

65 

83 

87 

13 

39 

43 

61 

Luni 

21 

32 

44 

51 

11 

17 

30 

43 

Mithari 

29 

46 

66 

74 

23 

29 

57 

69 

Sagi 

29 

43 

64 

71 

21 

25 

57 

75 

Sukri 

24 

47 

59 

61 

14 

20 

39 

51 

Sukri (Sayala) 

22 

33 

56 

67 

22 

33 

56 

67 

Summary 

24 

45 

63 

70 

17 

30 

47 

60 


*RGWD and CGWB wells only 
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4.3.5 Groundwater Level Fluctuation 

Table 4.3-6 shows Sub-basin and aquifer unit-wise fluctuation in levels of 
groundwater (for data refer Annex GW-3 of Main Report). 


Table 4.3-6: Sub-basin and Aquifer-Wise Groundwater Level Fluctuation in Luni Basin (Pre 

monsoon 2010) 


Basin 

Sub-basin 

Hydrogeological Unit 

Number 

of 

Wells 

Groi 

F 

ind Water Level 
uctuation, m 

Min 

Max 

Average 

Luni 

Bandi 

Jalore Granite 

14 

1.85 

10.40 

6.45 

Older Alluvium 

3 

2.60 

8.10 

4.93 

Phyllite & Schist 

0 

- 

- 

- 

Younger Alluvium 

1 

0.30 

0.30 

0.30 

Sub-basin Summary 


18 

0.30 

10.40 

5.86 

Bandi (Hemawas) 

Erinpura Granite 

8 

0.65 

8.60 

4.91 

Older Alluvium 

7 

-0.30 

6.20 

3.46 

Phyllite & Schist 

11 

0.15 

10.05 

6.02 

Younger Alluvium 

5 

0.70 

3.10 

1.59 

Sub-basin Summary 


31 

-0.30 

10.05 

4.44 

Guhiya 

Bilara Limestone 

5 

1.20 

10.80 

6.20 

Erinpura Granite 

15 

0.30 

9.66 

3.83 

Gneisses 

9 

-0.93 

10.68 

4.88 

Gneisses(B.G.C.) 

2 

9.63 

10.20 

9.92 

Older Alluvium 

5 

0.53 

8.50 

3.31 

Phyllite & Schist 

36 

-3.34 

8.81 

4.01 

Younger Alluvium 

6 

0.85 

4.70 

3.00 

Sub-basin Summary 


78 

-3.34 

10.80 

4.25 

Jawai 

Erinpura Granite 

14 

0.15 

10.40 

5.16 

Gneisses 

0 

- 

- 

- 

Jalore Granite 

0 

- 

- 

- 

Older Alluvium 

10 

0.00 

4.25 

2.13 

Phyllite & Schist 

4 

2.40 

8.00 

4.52 

Younger Alluvium 

28 

-0.70 

8.95 

2.54 

Sub-basin Summary 


56 

-0.70 

10.40 

3.26 

Jojri 

Bilara Limestone 

4 

-0.62 

0.29 

-0.20 

Gneisses 

0 

- 

- 

- 

Jalore Granite 

22 

0.83 

10.35 

4.58 

Older Alluvium 

48 

-1.55 

1.82 

0.35 

Phyllite & Schist 

9 

0.00 

6.20 

1.74 

Quartzite 

0 

- 

- 

- 

Tertiary Sandstone 

5 

-1.53 

0.69 

0.10 

Vindhyan Sandstone 

6 

-1.40 

10.79 

1.87 

basin Summary 


94 

-1.55 

10.79 

1.53 

Khari 

Erinpura Granite 

7 

6.20 

10.10 

8.30 

Jalore Granite 

15 

1.30 

10.20 

6.23 

Older Alluvium 

22 

0.00 

9.50 

3.43 

Phyllite & Schist 

15 

0.85 

10.51 

6.09 

Younger Alluvium 

29 

0.08 

10.57 

4.32 

Sub-basin Summary 


88 

0.00 

10.57 

5.04 

Khari (Hemawas) 

Erinpura Granite 

19 

-1.55 

10.75 

5.76 

Gneisses 

0 

- 

- 

- 

Phyllite & Schist 

2 

1.50 

3.60 

2.55 
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Basin 

Sub-basin 

Hydrogeological Unit 

Number 

of 

Wells 

Grot 

F 

ind Water Level 
uctuation, m 

Min 

Max 

Average 

Luni 

Sub-basin Summary 


21 

-1.55 

10.75 

5.45 

Luni 

Bilara Limestone 

7 

-0.20 

3.85 

1.87 

Erinpura Granite 

0 

- 

- 

- 

Gneisses 

13 

0.10 

10.25 

5.03 

Gneisses(B.G.C.) 

1 

7.02 

7.02 

7.02 

Jalore Granite 

17 

1.02 

10.55 

4.53 

Jurassic Sandstone 

19 

-4.55 

3.48 

0.43 

Older Alluvium 

177 

-2.70 

10.70 

1.69 

Phyllite & Schist 

27 

-0.35 

9.80 

4.38 

Rhyolite 

37 

-6.28 

8.40 

2.50 

Tertiary Sandstone 

29 

-3.90 

5.25 

0.72 

Vindhyan Sandstone 

50 

-6.10 

8.22 

1.14 

Younger Alluvium 

29 

-1.55 

9.91 

1.74 

Sub-basin Summary 


406 

-6.28 

10.70 

1.99 

Mithari 

Erinpura Granite 

8 

2.50 

4.82 

4.18 

Older Alluvium 

19 

-3.15 

8.55 

2.77 

Phyllite & Schist 

2 

7.10 

8.25 

7.68 

Younger Alluvium 

0 

- 

- 

- 

Sub-basin Summary 


29 

-3.15 

8.55 

3.50 

Sagi 

Jalore Granite 

4 

1.10 

10.20 

5.93 

Older Alluvium 

7 

-7.23 

4.70 

1.43 

Rhyolite 

2 

0.40 

1.20 

0.80 

Younger Alluvium 

7 

1.00 

10.60 

4.91 

Sub-basin Summary 


20 

-7.23 

10.60 

3.48 

Sukri 

Erinpura Granite 

13 

0.60 

10.80 

4.88 

Gneisses(B.G.C.) 

0 

- 

- 

- 

Older Alluvium 

20 

0.05 

8.90 

2.41 

Phyllite & Schist 

15 

-5.80 

10.76 

3.37 

Younger Alluvium 

0 

- 

- 

- 

Sub-basin Summary 


48 

-5.80 

10.80 

3.38 

Sukri (Sayala) 

Jalore Granite 

0 

- 

- 

- 

Older Alluvium 

5 

-2.60 

3.90 

0.48 

Younger Alluvium 

5 

-5.88 

0.60 

-1.20 

Sub-basin Summary 


10 

-5.88 

3.90 

-0.36 

Basin Summary 

899 

-7.23 

10.80 

2.89 


Seasonal fluctuation in levels in the basin range from -7.23 m to 10.80 m, the 
average being 2.89 m. The average fluctuation in Sub-basins have a range from 
-0.36 m in Sukri (Sayala) Sub-basin to 5.86 m in Bandi Sub-basin. 

Minimum average fluctuations were noticed in Younger Alluvium (-1.20 m) and 
Bilara Limestone units (-0.20 m). Average high fluctuations were recorded for 
Gneisses(B.G.C) (9.92 m) and Erinpura granite (8.30 m). 

4.3.6 Groundwater Flow Direction 

As shown in Drawing No. LUN-GW-004 (in Volume 3c) the operative aquifers 
in the basin are mainly the Older and Younger Alluvium; the Younger Alluvium 
exists along the Luni and Jawa - Sukri channels in almost the entire centre part 
of the basin. The Vindhyan Sandstone and the Bhander Sandstone cover large 
areas in the northern part of the basin, Bilara Limestone is exposed in the east, 
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Rhyolite in the north, large areas along the foothills of the Aravali and the 
boundary with the Banas Basin in the south east expose the Erinpura Granite 
and the Phyllite & Schist, and the Jalore Granite outcrops in the south and north. 
The configuration of the water table contour lines seem to be dominated by the 
pattern of surface drainage features, converging towards the main Luni channel. 
As displayed, the hydraulic gradients are rather moderate, regardless the aquifer, 
but the gradient in the southeast, along the large Alluvial fans of the Aravali, is 
much steeper. The general flow of groundwater in the basin is south-westwards, 
the gentle gradient signifying presence of permissible water bearing zones in the 
central and south-western parts of the basin. 

Depth to water level throughout the basin varies, from less than 10 m along 
some River and tributaries stretches, in the Rohat, Jaswantpura, Dhorimana 
Blocks in the south and the Shergarh Block in the north, where the aquifer is an 
almost impervious Sandstone. In the rest of the basin area the static water level 
depth is changing in accordance with topographic elevations and type of aquifer. 
There seems to be a perfect correlation between depth to groundwater levels, 
aquifer lithology and hydraulic properties being shallow to very shallow (less 
than 10 m) in the south, in the basement area, rather deep, up to 60 - 70 m bgl in 
the north, in the Sandstone aquifers along the boundary with the Outside Basin, 
and very deep in the west, up to 70 - 100 m bgl in the Alluvium and Sandstone 
aquifers (Sheo and Bay too Blocks). Distribution of depth values throughout the 
basin, such as is the case in the Outside Basin, commensurate with drainage 
pattern and hydraulic properties of the aquifers, i.e. very shallow along River 
channels or in hard rock terrain and deep to very deep in favourable lithological 
areas. 

4.4 Groundwater Quality 

4.4.1 Introduction 

The groundwater quality has been appraised with reference to selected 
parameters, namely: 

• Concentration of Chloride (Cl) ions in groundwater samples; 

• Concentration of Fluoride (F) ions in groundwater samples; 

• Concentration of Nitrate (NO3) ions in groundwater samples; 

• EC value in groundwater samples. 

The manner of obtaining and analyzing the relevant data are described in 
Section 3.2.5 of the Main Report. The discussion below refers to the relevant 
parameter as observed in this Basin. 

4.4.2 Occurrence of Chlorides in Groundwater 

As shown in Figure 4.4-1 the average concentration of Chloride during the 
period of 1984 - 2010 increased moderately and ranged from a minimum of 
694.96 mg/1 to a maximum of 887.51 mg/1. The average concentrations 
increased from a value of about 714.38 mg/1 during 1984 to a value of about 
766.11 mg/1 during 2010, a total rise of about 8% within 27 years. The annual 
average linear rate was 2.80 mg/l/yr. The average Chlorides concentration is 
between the desirable and maximum allowed concentrations for drinking water. 
The highest 5 % values range between 1,762.52 and 2,563.12 mg/1, while the 
lowest 5% values are usually <100 mg/1. The data used for preparing the graphs 
is given in Table 4.4-5 at the end of this chapter. 
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Figure 4.4-1: Long Term Average Chloride Concentration in Luni Basin 1984-2010 



The current distribution of Chlorides concentration in the basin is shown in 
Drawing No. LUN-GW-005 (in Volume 3c). As seen, a very large part of the 
basin is having saline groundwater of 250-1,000 mg/1 and beyond 1,000 mg/1 
Chloride concentration in various aquifers namely, Older and Younger 
Alluvium, Sandstone aquifer of Vindhyan and Jurassic ages as well as Granite, 
Gneisses and Phyllite & Schist aquifer units. A small belt extending northeast- 
southwest in eastern border of the basin in the Sub-basin areas of Mithari, Khari, 
Byandi and Guhiya the groundwater bear Chloride level within 250 mg/1. In the 
remaining part of the basin, in its northern, southern and western parts, isolated 
pockets of fresh groundwater also occur. 

The percent of area occupied by various levels of Chlorides in Luni Basin 
aquifers is shown Table 4.4-1. 


Table 4.4-1: Sub-basin and Aquifer-wise Percent Area Occupied with Various Levels of 
Chloride (mg/I) in Groundwater of Luni Basin 


Sub-basin 

Hydrogeological Unit 

Percer 

Various 

it area Occupie 
.evels of Chlor 

d with 
de, mg/I 

<250 

250-1,000 

>1,000 

Bandi 

Jalore Granite 

16.10 

67.82 

16.08 

Older Alluvium 

3.45 

86.20 

10.35 

Phyllite & Schist 

0.00 

100.00 

0.00 

Younger Alluvium 

28.94 

70.68 

0.38 

Sub-basin Summary 

14.23 

73.72 

12.05 

Bandi (Hemawas) 

Erinpura Granite 

48.27 

32.14 

19.59 

Older Alluvium 

69.26 

19.36 

11.38 

Phyllite & Schist 

23.52 

40.66 

35.82 

Younger Alluvium 

0.00 

1.00 

99.00 

Sub-basin Summary 

32.71 

30.43 

36.86 
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Sub-basin 

Hydrogeological Unit 

Percent area Occupied with 
Various Levels of Chloride, mg/I 

<250 

250-1,000 

>1,000 

Guhiya 

Bilara Limestone 

0.00 

8.42 

91.58 

Erinpura Granite 

12.29 

64.99 

22.72 

Gneisses 

52.69 

47.30 

0.01 

Gneisses(B.G.C.) 

100.00 

0.00 

0.00 

Older Alluvium 

1.09 

23.37 

75.54 

Phyllite & Schist 

13.59 

25.31 

61.10 

Younger Alluvium 

0.00 

2.98 

97.02 

Sub-basin Summary 

15.50 

30.34 

54.16 

Jawai 

Erinpura Granite 

38.61 

60.08 

1.31 

Gneisses 

100.00 

0.00 

0.00 

Jalore Granite 

0.00 

100.00 

0.00 

Older Alluvium 

8.76 

45.46 

45.78 

Phyllite & Schist 

74.63 

25.37 

0.00 

Younger Alluvium 

5.19 

46.81 

48.00 

Sub-basin Summary 

30.27 

46.54 

23.19 

Jojri 

Bilara Limestone 

13.18 

67.71 

19.11 

Gneisses 

0.00 

65.51 

34.49 

Jalore Granite 

2.29 

24.23 

73.48 

Older Alluvium 

17.07 

34.84 

48.09 

Phyllite & Schist 

17.49 

61.52 

20.99 

Quartzite 

57.52 

11.24 

31.24 

Tertiary Sandstone 

3.36 

38.89 

57.75 

Vindhyan Sandstone 

13.25 

86.50 

0.25 

Sub-basin Summary 

12.92 

42.38 

44.70 

Khari 

Erinpura Granite 

42.11 

50.55 

7.34 

Jalore Granite 

12.05 

76.54 

11.41 

Older Alluvium 

11.61 

42.11 

46.28 

Phyllite & Schist 

22.15 

71.90 

5.95 

Younger Alluvium 

17.15 

52.98 

29.87 

Sub-basin Summary 

16.58 

53.79 

29.63 

Khari (Hemawas) 

Erinpura Granite 

42.14 

50.26 

7.60 

Gneisses 

77.43 

22.57 

0.00 

Phyllite & Schist 

57.82 

38.42 

3.76 

Sub-basin Summary 

46.96 

46.59 

6.45 

Luni 

Bilara Limestone 

0.24 

38.28 

61.48 

Erinpura Granite 

0.00 

100.00 

0.00 

Gneisses 

25.26 

49.06 

25.68 

Gneisses(B.G.C.) 

33.93 

66.07 

0.00 

Jalore Granite 

3.96 

38.11 

57.93 

Jurassic Sandstone 

4.16 

77.18 

18.66 

Older Alluvium 

5.77 

46.58 

47.65 

Phyllite & Schist 

18.13 

55.91 

25.96 
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Sub-basin 

Hydrogeological Unit 

Percent area Occupied with 
Various Levels of Chloride, mg/I 

<250 

250-1,000 

>1,000 

Luni 

Rhyolite 

4.32 

65.19 

30.49 

Tertiary Sandstone 

0.00 

74.73 

25.27 

Vindhyan Sandstone 

18.52 

74.15 

7.33 

Younger Alluvium 

1.85 

35.77 

62.38 

Sub-basin Summary 

7.53 

55.68 

36.79 

Mithari 

Erinpura Granite 

30.11 

69.89 

0.00 

Older Alluvium 

9.81 

41.54 

48.65 

Phyllite & Schist 

48.61 

48.46 

2.93 

Younger Alluvium 

0.00 

95.06 

4.94 

Sub-basin Summary 

21.33 

50.69 

27.98 

Sagi 

Jalore Granite 

43.14 

34.86 

22.00 

Older Alluvium 

10.88 

54.06 

35.06 

Rhyolite 

0.00 

4.22 

95.78 

Younger Alluvium 

46.63 

45.38 

7.99 

Sub-basin Summary 

27.56 

44.27 

28.17 

Sukri 

Erinpura Granite 

50.94 

48.14 

0.92 

Gneisses(B.G.C.) 

100.00 

0.00 

0.00 

Older Alluvium 

1.22 

12.23 

86.55 

Phyllite & Schist 

32.40 

33.68 

33.92 

Younger Alluvium 

0.41 

95.91 

3.68 

Sub-basin Summary 

24.03 

29.12 

46.85 

Sukri (Sayala) 

Jalore Granite 

0.00 

100.00 

0.00 

Older Alluvium 

7.16 

64.21 

28.63 

Younger Alluvium 

2.28 

81.14 

16.58 

Sub-basin Summary 

4.80 

72.42 

22.78 

Basin Summary 

12.44 

50.66 

36.90 


Source: CGWB and RGWD 


As observed from above table only 12.44% area of the Luni Basin bear fresh 
groundwater of potable quality with Chlorides level of <250 mg/1. In the 12 Sub¬ 
basins that constitute Luni Basin, the percent potable water area ranges from 
4.80% in Sukri (Sayala) Sub-basin to 46.96% in Khari (Hemawas) Sub-basin. 
Poor quality groundwater characterises almost all the aquifer units in various 
Sub-basins. About 96% non-potable quality groundwater belongs to the Rhyolite 
aquifer in Sagi Sub-basin and 99% in Younger Alluvium aquifer in Bandi 
(Hemawas) Sub-basin. 

4.4.3 Occurrence of Fluorides in Groundwater 

As shown in Figure 4.4-2 the Fluoride's average concentration ranged from a 
minimum of about 1.44 mg/1 to a maximum of about 2.84 mg/1 during the period 
of 1984-2010. The data used for preparing the graphs is given in Table 4.4-5 at 
the end of this chapter. The concentration was stable with an average value of 
about 2.59 mg/1 during 1984-1985 and an average value of about 2.35 mg/1 
during 2010. Fluoride levels in most of the basin were exceeding the maximum 
allowed concentrations (1.5 mg/1). The highest Fluoride concentration values 
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varied between 4.26 mg/1 and 9.61 mg/1 and were found in the central part of the 
basin near the foothills of the Aravali. 

Figure 4.4-2: Long Term Average Fluoride Concentrations in Luni Basin 1984-2010 



« AVERAGE - 5% UP - 5% DOWN -Linear (AVERAGE) 

Source: Groundwater chemical analysis data of CGWB & RGWD 


The pre-monsoon 2010 distribution of Fluorides concentration in groundwater 
are given in Drawing No. LUN-GW-006 (in Volume 3c). It may be seen that 
most parts of the basin occupied with various aquifer units are infested by 
Fluoride-rich groundwater with concentration of more than 1.5 mg/1, generally 
not suitable for drinking purposes. Small areas in the central, north-western and 
south-eastern parts of the basin and at isolated places all over the basin have 
groundwater of less than 1.5 mg/1 of Fluorides concentration. 

The percent area of selected levels of Fluoride concentration in aquifers of Luni 
Basin is shown in Table 4.4-2. 

Table 4.4-2: Sub-basin and Aquifer-wise Percent Area Occupied with Various Levels of Fluoride 

(mg/I) in Groundwater of Luni Basin 


Sub-basin 

Hydrogeological Unit 

Percent Area Occupied with 
Various Levels of Fluoride, mg/I 


<1.0 

1.0-1.5 

>1.5 


Jalore Granite 

4.01 

10.71 

85.28 

Bandi 

Older Alluvium 

1.64 

0.55 

97.81 

Phyllite & Schist 

0.00 

0.00 

100.00 


Younger Alluvium 

0.01 

3.06 

96.93 

Sub-basin Summary 


2.77 

6.93 

90.30 


Erinpura Granite 

0.10 

8.40 

91.50 

Bandi (Hemawas) 

Older Alluvium 

0.00 

15.53 

84.47 

Phyllite & Schist 

2.56 

12.82 

84.62 


Younger Alluvium 

0.00 

3.81 

96.19 

Sub-basin Summary 


1.23 

10.75 

88.02 
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Sub-basin 

Hydrogeological Unit 

Percent Area Occupied with 
Various Levels of Fluoride, mg/I 

<1.0 

1.0-1.5 

>1.5 

Guhiya 

Bilara Limestone 

5.11 

6.07 

88.82 

Erinpura Granite 

21.72 

16.32 

61.96 

Gneisses 

1.35 

10.96 

87.69 

Gneisses(B.G.C.) 

19.43 

35.67 

44.90 

Older Alluvium 

8.10 

6.70 

85.20 

Phyllite & Schist 

13.16 

15.64 

71.20 

Younger Alluvium 

0.00 

0.00 

100.00 

Sub-basin Summary 


10.72 

12.31 

76.97 

Jawai 

Erinpura Granite 

22.39 

60.62 

16.99 

Gneisses 

0.00 

100.00 

0.00 

Jalore Granite 

0.00 

2.16 

97.84 

Older Alluvium 

5.54 

10.99 

83.47 

Phyllite & Schist 

42.02 

42.96 

15.02 

Younger Alluvium 

15.14 

15.64 

69.22 

Sub-basin Summary 


20.53 

34.20 

45.27 

Jojri 

Bilara Limestone 

0.00 

16.25 

83.75 

Gneisses 

0.00 

0.00 

100.00 

Jalore Granite 

9.96 

18.03 

72.01 

Older Alluvium 

1.44 

0.43 

98.13 

Phyllite & Schist 

0.27 

1.79 

97.94 

Quartzite 

0.00 

0.00 

100.00 

Tertiary Sandstone 

0.00 

0.00 

100.00 

Vindhyan Sandstone 

0.00 

16.90 

83.10 

Sub-basin Summary 


2.45 

5.70 

91.85 

Khari 

Erinpura Granite 

0.00 

6.81 

93.19 

Jalore Granite 

0.31 

1.51 

98.18 

Older Alluvium 

1.73 

8.35 

89.92 

Phyllite & Schist 

8.60 

11.14 

80.26 

Younger Alluvium 

17.08 

10.25 

72.67 

Sub-basin Summary 


6.61 

8.37 

85.02 

Khari (Hemawas) 

Erinpura Granite 

7.01 

12.87 

80.12 

Gneisses 

60.86 

39.14 

0.00 

Phyllite & Schist 

28.41 

47.62 

23.97 

Sub-basin Summary 


13.75 

22.01 

64.24 

Luni 

Bilara Limestone 

0.00 

5.23 

94.77 

Erinpura Granite 

0.00 

0.00 

100.00 

Gneisses 

0.15 

1.04 

98.81 

Gneisses(B.G.C.) 

0.00 

73.72 

26.28 

Jalore Granite 

11.34 

11.05 

77.61 

Jurassic Sandstone 

10.88 

26.69 

62.43 

Older Alluvium 

15.37 

17.12 

67.51 

Phyllite & Schist 

1.10 

2.27 

96.63 
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Sub-basin 

Hydrogeological Unit 

Percent Area Occupied with 
Various Levels of Fluoride, mg/I 

<1.0 

1.0-1.5 

>1.5 

Luni 

Rhyolite 

12.20 

17.38 

70.42 

Tertiary Sandstone 

1.57 

14.70 

83.73 

Vindhyan Sandstone 

20.26 

26.47 

53.27 

Younger Alluvium 

11.70 

12.87 

75.43 

Sub-basin Summary 


13.00 

17.40 

69.60 

Mithari 

Erinpura Granite 

13.24 

6.84 

79.92 

Older Alluvium 

6.67 

8.39 

84.94 

Phyllite & Schist 

47.16 

1.88 

50.96 

Younger Alluvium 

3.68 

10.07 

86.25 

Sub-basin Summary 


14.67 

6.97 

78.36 

Sagi 

Jalore Granite 

6.06 

12.67 

81.27 

Older Alluvium 

0.00 

3.63 

96.37 

Rhyolite 

0.00 

3.55 

96.45 

Younger Alluvium 

0.35 

12.33 

87.32 

Sub-basin Summary 


1.93 

8.16 

89.91 

Sukri 

Erinpura Granite 

23.02 

17.73 

59.25 

Gneisses(B.G.C.) 

100.00 

0.00 

0.00 

Older Alluvium 

5.03 

13.74 

81.23 

Phyllite & Schist 

29.03 

9.27 

61.70 

Younger Alluvium 

34.03 

62.65 

3.32 

Sub-basin Summary 


17.51 

13.84 

68.65 

Sukri (Sayala) 

Jalore Granite 

0.00 

0.00 

100.00 

Older Alluvium 

4.62 

3.14 

92.24 

Younger Alluvium 

17.86 

7.14 

75.00 

Sub-basin Summary 

11.03 

5.07 

83.90 

Basin Summary 

11.49 

15.26 

73.25 


Source: CGWB and RGWD 


From the table it can be seen that about 73.25% area of the basin bear non- 
potable quality groundwater with Fluorides concentration levels of >1.5 mg/1. 
100% non-potable area occurs in the Phyllite & Schist aquifer unit in Bandi 
Sub-basin, Gneisses, Quartzite and Tertiary Sandstone aquifer units in Jojri Sub¬ 
basin, Erinpura Granite in Luni Sub-basin and Jalore Granite in Sukri (Sayala) 
Sub-basin. 

4 . 4.4 Occurrence of Nitrates in Groundwater 

As shown in Figure 4.4-3 the average concentration of NO 3 ranged from a 
minimum of about 100.87 mg/1 to a maximum of about 204.06 mg/1 during the 
period 1984-2010. The concentration is stable around an average of 140.86 
mg/1. The average Nitrate concentration is above the maximum permissible limit 
for drinking water (100 mg/1). The 5% top values vary between 100.87-204.06 
mg/1 with a peak of almost 800 mg/1 during 1993/94. These high concentrations 
are found largely in the west of the basin within the Alluvial planes where 
irrigation and fertilizer inputs are higher. The data used for preparing the graphs 
is given in Table 4.4-5 at the end of this chapter. 


App. LUN-IN-24740-R13-073 July, 2014 

Surface and Groundwater Availability 
103 




STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Figure 4.4-3: Long-term Average Nitrate Concentrations in Luni Basin 1984-2010 



Source: Groundwater chemical analysis data of CGWB & RGWD 


The pre-monsoon 2010 Nitrates distribution in Luni Basin is shown in Drawing 
No. LUN-GW-007 (in Volume 3c). As seen, large parts of the basin in its 
western and central and northern parts contain groundwater with high Nitrates 
concentration levels, beyond 100 mg/1. It occurs in Granite, Limestone and 
Sandstone aquifer units in Jojri and Guhiya Sub-basins and in the Alluvial 
aquifer in its western and south-western parts. The fringe areas in the northern 
part of the basin in Nagaur and Bikaner Districts and in Bandi and Khari Sub¬ 
basins bordering Bhilwara District bear permissible quality Nitrates 
concentration levels in the groundwater. 

Aquifer-wise percent area occupied with groundwater of selected Nitrates 
concentration levels is given in Table 4.4-3. 


Table 4.4-3: Sub-basin and Aquifer-wise Percent Area Occupied with Various 
Levels of Nitrate (mg/I) in Groundwater of Luni Basin 


Sub-basin 

Hydrogeological 

Unit 

Percent Area Occupied with 
Various Levels of Nitrates, mg/I 


<45 

45-100 

>100 


Jalore Granite 

37.01 

42.69 

20.30 

Bandi 

Older Alluvium 

32.45 

57.07 

10.48 

Phyllite & Schist 

0.00 

3.65 

96.35 


Younger Alluvium 

85.70 

14.30 

0.00 

Sub-basin Summary 


40.90 

40.74 

18.36 


Erinpura Granite 

53.66 

28.68 

17.66 

Bandi (Hemawas) 

Older Alluvium 

70.01 

8.54 

21.45 

Phyllite & Schist 

41.91 

40.03 

18.06 


Younger Alluvium 

38.64 

52.01 

9.35 

Sub-basin Summary 


48.11 

34.69 

17.20 
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Sub-basin 

Hydrogeological 

Unit 

Percent Area Occupied with 
Various Levels of Nitrates, mg/I 

<45 

45-100 

>100 

Guhiya 

Bilara Limestone 

27.46 

32.06 

40.48 

Erinpura Granite 

21.83 

56.15 

22.02 

Gneisses 

36.69 

30.76 

32.55 

Gneisses(B.G.C.) 

97.04 

2.04 

0.92 

Older Alluvium 

31.68 

52.48 

15.84 

Phyllite & Schist 

36.54 

48.76 

14.70 

Younger Alluvium 

36.24 

54.18 

9.58 

Sub-basin Summary 


33.49 

46.05 

20.46 

Jawai 

Erinpura Granite 

19.52 

59.52 

20.96 

Gneisses 

100.00 

0.00 

0.00 

Jalore Granite 

0.00 

89.28 

10.72 

Older Alluvium 

13.60 

62.73 

23.67 

Phyllite & Schist 

39.44 

47.25 

13.31 

Younger Alluvium 

57.79 

29.70 

12.51 

Sub-basin Summary 


32.08 

50.09 

17.83 

Jojri 

Bilara Limestone 

60.87 

38.39 

0.74 

Gneisses 

6.89 

93.11 

0.00 

Jalore Granite 

2.01 

25.41 

72.58 

Older Alluvium 

19.53 

39.29 

41.18 

Phyllite & Schist 

1.37 

54.94 

43.69 

Quartzite 

31.80 

51.21 

16.99 

Tertiary Sandstone 

1.43 

57.31 

41.26 

Vindhyan Sandstone 

55.68 

34.74 

9.58 

Sub-basin Summary 


17.72 

39.93 

42.35 

Khari 

Erinpura Granite 

47.50 

20.52 

31.98 

Jalore Granite 

25.81 

44.54 

29.65 

Older Alluvium 

25.52 

37.52 

36.96 

Phyllite & Schist 

49.94 

34.56 

15.50 

Younger Alluvium 

50.73 

36.98 

12.29 

Sub-basin Summary 


37.26 

36.69 

26.05 

Khari (Hemawas) 

Erinpura Granite 

78.94 

17.96 

3.10 

Gneisses 

30.62 

51.10 

18.28 

Phyllite & Schist 

43.93 

40.01 

16.06 

Sub-basin Summary 


69.08 

24.24 

6.68 

Luni 

Bilara Limestone 

53.68 

28.29 

18.03 

Erinpura Granite 

8.73 

91.27 

0.00 

Gneisses 

60.12 

39.88 

0.00 

Gneisses(B.G.C.) 

100.00 

0.00 

0.00 

Jalore Granite 

2.12 

16.93 

80.95 

Jurassic Sandstone 

11.63 

18.40 

69.97 

Older Alluvium 

11.29 

18.92 

69.79 

Phyllite & Schist 

25.09 

63.65 

11.26 
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Sub-basin 

Hydrogeological 

Unit 

Percent Area Occupied with 
Various Levels of Nitrates, mg/I 

<45 

45-100 

>100 

Luni 

Rhyolite 

2.68 

15.56 

81.76 

Tertiary Sandstone 

8.42 

16.65 

74.93 

Vindhyan Sandstone 

28.54 

46.87 

24.59 

Younger Alluvium 

6.77 

16.81 

76.42 

Sub-basin Summary 


14.90 

24.97 

60.13 

Mithari 

Erinpura Granite 

20.74 

79.26 

0.00 

Older Alluvium 

36.89 

37.99 

25.12 

Phyllite & Schist 

22.23 

47.15 

30.62 

Younger Alluvium 

100.00 

0.00 

0.00 

Sub-basin Summary 


30.44 

50.66 

18.90 

Sagi 

Jalore Granite 

40.21 

50.47 

9.32 

Older Alluvium 

3.94 

33.66 

62.40 

Rhyolite 

0.00 

0.23 

99.77 

Younger Alluvium 

18.47 

52.76 

28.77 

Sub-basin Summary 


17.84 

41.25 

40.91 

Sukri 

Erinpura Granite 

70.50 

28.63 

0.87 

Gneisses(B.G.C.) 

100.00 

0.00 

0.00 

Older Alluvium 

17.95 

46.24 

35.81 

Phyllite & Schist 

56.36 

35.28 

8.36 

Younger Alluvium 

50.56 

34.68 

14.76 

Sub-basin Summary 


44.05 

38.08 

17.87 

Sukri (Sayala) 

Jalore Granite 

0.00 

11.99 

88.01 

Older Alluvium 

41.26 

47.53 

11.21 

Younger Alluvium 

52.77 

39.05 

8.18 

Sub-basin Summary 

46.83 

43.42 

9.75 

Basin Summary 

21.89 

31.24 

46.87 


Source: CGWB and RGWD 


Regarding presence of Nitrates, only 22% of the basin’s area bear safe 
groundwater for drinking water purposes. The percent area of safe groundwater 
in Sub-basins range from as low as 14.90% in Luni Sub-basin to as high 69.08% 
in Khari (Hemawas) Sub-basin. 100% safe groundwater area with <45 mg/1 of 
NO 3 content pertains to the Gneisses unit of Jawai Sub-basin and 
Gneisses(B.G.C.) unit of Luni Sub-basin. 99.97% non-potable area with NO 3 
>100 mg/1 is contained in Rhyolite aquifer unit of Sagi Sub-basin. 
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4.4.5 Occurrence of EC in Groundwater 

As shown in Figure 4.4-4, the Electrical Conductivity's (EC) average values 
ranged from a minimum of about 3,991.27 pS/cm, to a maximum of about 
5,180.88 pS/cm during the period 1984-2010. The rising rate is similar to that of 
the Chlorides concentration, from about 4,068.64 pS/cm in 1984 to 5,180.88 
pS/cm in 2010, with a linear rise of about 12.8 pS/cm/yr. The average EC was 
above the maximum permissible values during the entire period under 
consideration. The upper and lower 5% of levels are relatively close to the 
average values with a maximum of 6,830.30 pS/cm and a minimum of 4,010.44 
pS/cm, respectively. This reflects the fact that despite the large area of the basin, 
most wells present similar EC levels within the above range. The data used for 
preparing the graphs is given in Table 4.4-5 at the end of this chapter. 


Figure 4.4-4: Long Term Average Electrical Conductivity Values in Luni Basin 1984-2010 



Source: Groundwater chemical analysis data of CGWB & RGWD 


The pre-monsoon 2010 distribution of EC in groundwater of the basin is shown 
in Drawing No. LUN-GW-008 (in Volume 3c). As seen, large part of the basin 
aquifer units bears high to very high salinity levels in the range of 2,250-5,000 
and more than 5,000 pS/cm. EC levels of >5,000 pS/cm are seen to occur in 
Sub-basins of Jojri, Guhiya, Sukri, Mithari and Jawai. The northeast- southwest 
extending belt and the northern part of the basin occupied with Gneiss, Granite 
and Sandstone of various age groups, have low to medium salinity groundwater. 
The area distribution of various EC levels in groundwater of the basin is shown 
in Table 4.4-4. 
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Table 4.4-4: Sub-basin and Aquifer-wise Percent Area Occupied with Various Levels of 
EC (|jS/cm) in Groundwater of Luni Basin 


Sub-basin 

Hydrogeological 

Unit 

Percent Area Occupied with 

Various Levels of Electrical Conductivity, pS/cm 

<750 

750 - 2,250 

2,250 - 5,000 

> 5,000 

Bandi 

Jalore Granite 

3.23 

62.13 

28.35 

6.29 

Older Alluvium 

0.00 

9.22 

86.55 

4.23 

Phyllite & Schist 

0.00 

7.33 

92.67 

0.00 

Younger Alluvium 

0.00 

44.29 

55.69 

0.02 

Sub-basin Summary 


1.93 

45.37 

47.96 

4.74 

Bandi (Hemawas) 

Erinpura Granite 

2.10 

41.43 

31.13 

25.34 

Older Alluvium 

9.33 

48.02 

29.69 

12.96 

Phyllite & Schist 

0.82 

30.00 

39.03 

30.15 

Younger Alluvium 

0.00 

0.00 

1.44 

98.56 

Sub-basin Summary 


2.10 

31.30 

30.71 

35.89 

Guhiya 

Bilara Limestone 

0.00 

0.00 

12.77 

87.23 

Erinpura Granite 

0.00 

37.92 

41.81 

20.27 

Gneisses 

0.00 

73.71 

26.15 

0.14 

Gneisses(B.G.C.) 

2.44 

97.56 

0.00 

0.00 

Older Alluvium 

0.41 

6.86 

22.02 

70.71 

Phyllite & Schist 

1.03 

20.42 

23.89 

54.66 

Younger Alluvium 

0.00 

0.00 

3.59 

96.41 

Sub-basin Summary 


0.52 

25.52 

24.03 

49.93 

Jawai 

Erinpura Granite 

11.92 

67.43 

19.66 

0.99 

Gneisses 

100.00 

0.00 

0.00 

0.00 

Jalore Granite 

0.00 

0.00 

100.00 

0.00 

Older Alluvium 

0.29 

15.24 

61.24 

23.23 

Phyllite & Schist 

56.25 

39.85 

3.90 

0.00 

Younger Alluvium 

2.00 

8.93 

56.55 

32.52 

Sub-basin Summary 


15.49 

34.89 

35.63 

13.99 

Jojri 

Bilara Limestone 

0.00 

18.66 

67.70 

13.64 

Gneisses 

0.00 

0.00 

82.75 

17.25 

Jalore Granite 

0.83 

6.76 

25.95 

66.46 

Older Alluvium 

0.00 

17.23 

38.52 

44.25 

Phyllite & Schist 

0.93 

27.56 

50.73 

20.78 

Quartzite 

0.00 

51.95 

20.37 

27.68 

Tertiary Sandstone 

0.00 

5.46 

44.85 

49.69 

Vindhyan Sandstone 

1.04 

55.58 

43.27 

0.11 

Sub-basin Summary 


0.35 

19.20 

39.84 

40.61 

Khari 

Erinpura Granite 

0.00 

72.22 

24.83 

2.95 

Jalore Granite 

0.94 

52.63 

40.36 

6.07 

Older Alluvium 

1.12 

18.92 

56.37 

23.59 

Phyllite & Schist 

0.76 

60.90 

35.04 

3.30 

Younger Alluvium 

2.59 

32.81 

49.68 

14.92 

Sub-basin Summary 


1.38 

35.89 

47.69 

15.04 
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Sub-basin 

Hydrogeological 

Unit 

Percent Area Occupied with 

Various Levels of Electrical Conductivity, pS/cm 

<750 

750 - 2,250 

2,250 - 5,000 

> 5,000 

Khari (Hemawas) 

Erinpura Granite 

2.23 

54.13 

37.31 

6.33 

Gneisses 

13.80 

77.94 

8.26 

0.00 

Phyllite & Schist 

12.94 

72.82 

11.41 

2.83 

Sub-basin Summary 


5.15 

59.33 

30.22 

5.30 

Luni 

Bilara Limestone 

0.00 

1.60 

43.23 

55.17 

Erinpura Granite 

0.00 

9.79 

90.21 

0.00 

Gneisses 

6.48 

33.93 

48.46 

11.13 

Gneisses(B.G.C.) 

0.12 

56.65 

43.23 

0.00 

Jalore Granite 

0.00 

10.90 

35.73 

53.37 

Jurassic Sandstone 

0.00 

18.75 

75.10 

6.15 

Older Alluvium 

0.95 

13.84 

47.69 

37.52 

Phyllite & Schist 

1.13 

32.30 

53.21 

13.36 

Rhyolite 

1.77 

20.58 

53.82 

23.83 

Tertiary Sandstone 

1.26 

6.09 

78.16 

14.49 

Vindhyan Sandstone 

0.54 

43.04 

50.91 

5.51 

Younger Alluvium 

0.01 

5.55 

47.06 

47.38 

Sub-basin Summary 


0.93 

18.70 

52.52 

27.85 

Mithari 

Erinpura Granite 

8.78 

46.07 

45.15 

0.00 

Older Alluvium 

2.77 

12.00 

47.81 

37.42 

Phyllite & Schist 

44.82 

8.87 

45.51 

0.80 

Younger Alluvium 

0.00 

54.68 

45.30 

0.02 

Sub-basin Summary 


10.86 

21.15 

46.71 

21.28 

Sagi 

Jalore Granite 

8.31 

55.32 

19.48 

16.89 

Older Alluvium 

3.26 

11.53 

57.41 

27.80 

Rhyolite 

0.00 

0.00 

43.40 

56.60 

Younger Alluvium 

30.23 

31.20 

35.61 

2.96 

Sub-basin Summary 


10.14 

28.46 

40.75 

20.65 

Sukri 

Erinpura Granite 

11.63 

65.39 

22.52 

0.46 

Gneisses(B.G.C.) 

0.00 

100.00 

0.00 

0.00 

Older Alluvium 

0.18 

2.85 

14.12 

82.85 

Phyllite & Schist 

22.76 

18.38 

26.25 

32.61 

Younger Alluvium 

0.00 

17.90 

78.78 

3.32 

Sub-basin Summary 


10.22 

24.31 

20.69 

44.78 

Sukri (Sayala) 

Jalore Granite 

0.00 

32.82 

67.18 

0.00 

Older Alluvium 

0.00 

21.08 

63.77 

15.15 

Younger Alluvium 

0.00 

13.80 

73.25 

12.95 

Sub-basin Summary 


0.00 

17.56 

68.36 

14.08 

Basin Summary 


2.34 

22.11 

46.32 

29.23 


Source: CGWB and RGWD 


From the above table it is seen that about 96% to 99% of Younger Alluvium unit 
of Guhiya and Bandi (Hemawas) Sub-basins contain groundwater with EC 
levels of more than 5,000 pS/cm. Also the 100% area of Jalore Granite unit of 
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Jawai Sub-basin and 90% area of Erinpura Granite of Luni Sub-basin comprise 
saline ground water of 2,250-5,000 pS/cm salinity level. 

4 . 4.6 Summary 

It is observed that the concentrations of chemicals in groundwater exceeding the 
quality parameters exist in Luni Basin. High Chloride, EC and Nitrate values are 
attributed to: (a) human activity and developed agriculture, (b) high infiltration 
rates of the Alluvial plains, (c) relatively low recharge and high evaporation and, 
(d) shallow depth of water table. Most deteriorated conditions are found along 
the Alluvial River plains. The similarity between Nitrates and Chlorides patterns 
suggest a single source in the form of agricultural fertilizers inputs. 
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Table 4.4-5: Long Term Groundwater Quality Trends - Luni Basin 


Year 

Season 

Luni 

Chloride (mg/I 


Electrical Conductivity (|jS/cm) 

Fluoride (mg/I) 

Nitrate (mg/I 


5% UP 

AVERAGE 

5% 

DOWN 

5% UP 

AVERAGE 

5% 

DOWN 

5% UP 

AVERAGE 

5% 

DOWN 

5% UP 

AVERAGE 

5% 

DOWN 

1984 

Pre - Monsoon 

- 

714.38 

- 

- 

4,068.64 

- 

- 

2.24 

- 

- 

143.85 

- 

1984 

Post - Monsoon 

1,762.52 

694.96 

64.93 

4,010.44 

3,991.27 

3,190.42 

8.02 

2.81 

0.69 

485.95 

135.91 

19.43 

1985 

Pre - Monsoon 

1,967.59 

757.71 

67.73 

4,630.13 

4,144.18 

3,233.07 

7.77 

2.52 

0.68 

464.42 

131.30 

18.60 

1985 

Post - Monsoon 

1,841.73 

737.42 

60.56 

4,934.54 

4,152.02 

3,034.06 

9.61 

2.80 

0.71 

470.66 

129.48 

16.97 

1986 

Pre - Monsoon 

2,078.44 

799.42 

59.38 

5,239.07 

4,296.77 

3,358.21 

8.61 

2.80 

0.73 

430.00 

128.94 

15.51 

1986 

Post - Monsoon 

2,097.76 

790.03 

65.85 

5,156.29 

4,256.08 

3,257.86 

9.43 

2.78 

0.71 

424.98 

131.42 

19.40 

1987 

Pre - Monsoon 

2,103.49 

809.02 

58.23 

4,917.61 

4,350.25 

3,696.99 

7.32 

2.34 

0.63 

428.88 

128.79 

18.82 

1987 

Post - Monsoon 

2,103.77 

819.28 

52.89 

4,991.28 

4,354.81 

3,756.75 

7.04 

2.48 

0.64 

454.55 

130.35 

17.97 

1988 

Pre - Monsoon 

2,115.22 

825.56 

73.12 

5,003.65 

4,536.68 

3,672.30 

6.51 

2.44 

0.85 

378.83 

111.93 

17.32 

1988 

Post - Monsoon 

2,041.11 

785.66 

53.57 

5,510.84 

4,537.20 

3,243.12 

6.92 

2.45 

0.88 

399.74 

113.70 

19.71 

1989 

Pre - Monsoon 

2,001.01 

799.45 

57.53 

5,635.86 

4,661.62 

3,468.23 

7.75 

2.57 

0.84 

409.61 

121.67 

22.63 

1989 

Post - Monsoon 

2,140.59 

803.46 

47.34 

5,620.88 

4,445.96 

3,381.41 

7.89 

2.57 

0.72 

400.71 

119.12 

23.18 

1990 

Pre - Monsoon 

2,197.90 

834.53 

50.81 

6,034.58 

4,697.20 

3,767.46 

8.16 

2.68 

0.70 

381.87 

118.20 

26.80 

1990 

Post - Monsoon 

2,211.45 

780.85 

67.98 

5,504.95 

4,386.32 

3,382.49 

8.22 

2.84 

0.74 

463.19 

149.15 

33.11 

1991 

Pre - Monsoon 

2,259.40 

795.73 

100.86 

5,940.78 

4,469.98 

3,582.86 

8.14 

2.58 

0.73 

476.72 

146.79 

24.28 

1991 

Post - Monsoon 

2,287.81 

822.16 

60.04 

6,008.94 

4,733.87 

3,454.09 

8.58 

2.66 

0.77 

629.78 

175.82 

26.48 

1992 

Pre - Monsoon 

2,175.63 

814.16 

57.13 

5,879.65 

4,599.08 

3,415.63 

7.98 

2.40 

0.67 

579.98 

170.48 

22.06 

1992 

Post - Monsoon 

2,298.39 

834.95 

64.88 

5,609.11 

4,538.85 

3,666.59 

8.81 

2.50 

0.82 

596.43 

178.34 

29.68 

1993 

Pre - Monsoon 

2,281.82 

809.50 

56.25 

5,670.00 

4,582.43 

3,417.32 

8.91 

2.51 

0.87 

710.34 

194.67 

37.89 

1993 

Post - Monsoon 

2,192.99 

768.01 

53.52 

5,576.74 

4,474.31 

3,096.90 

8.74 

2.52 

0.91 

771.08 

204.06 

28.67 

1994 

Pre - Monsoon 

2,319.85 

812.89 

54.95 

5,388.84 

4,571.17 

3,343.73 

8.43 

2.47 

0.80 

691.11 

178.76 

19.96 

1994 

Post - Monsoon 

2,281.72 

781.45 

59.87 

5,286.05 

4,372.00 

3,241.27 

8.82 

2.62 

1.00 

516.03 

133.91 

14.31 

1995 

Pre - Monsoon 

2,206.95 

791.72 

66.19 

5,144.77 

4,408.34 

3,410.77 

9.15 

2.42 

0.86 

407.62 

132.89 

16.95 

1995 

Post - Monsoon 

2,227.77 

783.50 

66.46 

4,799.30 

4,397.96 

3,357.06 

8.53 

2.45 

0.79 

507.39 

117.40 

13.87 

1996 

Pre - Monsoon 

2,236.19 

782.85 

64.97 

4,735.12 

4,401.04 

3,582.28 

7.47 

2.11 

0.81 

552.42 

138.10 

14.84 

1996 

Post - Monsoon 

2,224.48 

780.30 

68.81 

5,072.95 

4,266.04 

3,458.77 

8.15 

2.39 

1.00 

448.99 

132.20 

12.53 

1997 

Pre - Monsoon 

2,259.14 

766.65 

64.99 

5,182.09 

4,208.58 

3,330.26 

6.92 

2.12 

0.95 

402.55 

113.50 

13.84 

1997 

Post - Monsoon 

2,263.82 

780.03 

62.44 

5,562.05 

4,397.88 

3,491.03 

5.89 

1.79 

0.61 

377.30 

100.87 

15.41 
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Year 

Season 

Lun 


Chloride (mg/I 


Electrical Conductivity (nS/cm) 

Fluoride (mg/I) 

Nitrate (mg/I 


5% UP 

AVERAGE 

5% 

DOWN 

5% UP 

AVERAGE 

5% 

DOWN 

5% UP 

AVERAGE 

5% 

DOWN 

5% UP 

AVERAGE 

5% 

DOWN 

1998 

Pre - Monsoon 

2,159.88 

785.31 

66.83 

5,533.99 

4,553.37 

3,647.92 

5.40 

1.62 

0.49 

389.30 

110.66 

15.60 

1998 

Post - Monsoon 

2,206.76 

768.28 

70.94 

5,262.05 

4,532.41 

3,175.48 

5.79 

1.74 

0.58 

459.64 

129.50 

21.25 

1999 

Pre - Monsoon 

2,357.49 

801.67 

73.05 

5,149.81 

4,480.93 

3,442.23 

5.37 

1.68 

0.63 

479.24 

141.45 

21.83 

1999 

Post - Monsoon 

2,415.65 

808.67 

67.29 

5,700.60 

4,671.35 

3,395.09 

5.03 

1.67 

0.62 

476.60 

148.06 

21.31 

2000 

Pre - Monsoon 

2,290.66 

887.51 

55.97 

6,830.30 

5,025.10 

3,377.38 

4.26 

1.51 

0.63 

497.01 

154.60 

16.44 

2000 

Post - Monsoon 

2,278.38 

803.38 

56.56 

5,494.01 

4,264.67 

3,118.52 

4.54 

1.51 

0.56 

491.72 

148.03 

21.26 

2001 

Pre - Monsoon 

2,402.86 

821.48 

60.48 

5,392.34 

4,283.87 

3,219.88 

4.28 

1.44 

0.46 

546.27 

139.86 

17.34 

2001 

Post - Monsoon 

2,352.56 

812.77 

51.04 

5,448.12 

4,137.99 

3,011.26 

4.43 

1.61 

0.66 

519.48 

143.28 

13.66 

2002 

Pre - Monsoon 

2,464.89 

836.69 

54.26 

5,675.80 

4,570.01 

3,011.64 

5.20 

1.75 

0.48 

484.97 

136.09 

12.63 

2002 

Post - Monsoon 

2,516.82 

843.22 

62.52 

5,792.36 

4,625.90 

3,395.28 

6.10 

1.90 

0.56 

476.85 

146.40 

23.02 

2003 

Pre - Monsoon 

2,408.81 

861.96 

67.84 

5,152.29 

4,504.65 

3,403.47 

6.46 

2.17 

0.56 

506.62 

172.32 

25.84 

2003 

Post - Monsoon 

2,316.07 

813.80 

78.50 

4,947.83 

4,314.42 

3,206.70 

6.23 

2.03 

0.51 

454.27 

157.25 

25.03 

2004 

Pre - Monsoon 

2,511.78 

868.68 

71.08 

6,259.53 

4,835.30 

4,096.60 

6.73 

2.00 

0.70 

484.38 

162.25 

22.14 

2004 

Post - Monsoon 

2,285.27 

862.88 

65.71 

6,125.54 

4,699.06 

3,779.36 

7.41 

2.27 

0.55 

507.52 

161.21 

26.65 

2005 

Pre - Monsoon 

2,467.64 

887.00 

56.47 

5,662.17 

4,675.49 

3,509.93 

9.11 

2.43 

0.62 

520.65 

147.96 

24.85 

2005 

Post - Monsoon 

2,446.37 

844.45 

68.25 

5,197.56 

4,397.63 

2,982.92 

7.39 

2.18 

0.59 

426.78 

151.96 

26.94 

2006 

Pre - Monsoon 

2,497.40 

881.56 

74.12 

4,798.82 

4,649.41 

3,728.61 

6.89 

2.13 

0.58 

539.48 

151.73 

23.47 

2006 

Post - Monsoon 

2,563.12 

849.41 

75.22 

4,974.07 

4,358.04 

3,065.38 

7.32 

2.19 

0.61 

506.71 

148.33 

17.42 

2007 

Pre - Monsoon 

2,449.67 

877.77 

91.65 

5,583.66 

4,572.70 

3,303.84 

6.28 

1.92 

0.66 

451.69 

120.77 

14.57 

2007 

Post - Monsoon 

2,242.81 

817.99 

86.51 

5,549.86 

4,365.29 

2,676.25 

8.01 

2.27 

0.56 

499.27 

146.21 

24.14 

2008 

Pre - Monsoon 

2,139.54 

818.87 

114.30 

5,497.63 

4,439.74 

2,917.00 

8.50 

2.19 

0.72 

381.66 

136.32 

26.66 

2008 

Post - Monsoon 

2,139.46 

798.34 

76.13 

5,528.69 

4,472.42 

3,311.09 

7.05 

2.53 

0.90 

406.83 

134.31 

26.32 

2009 

Pre - Monsoon 

2,112.68 

820.89 

117.62 

5,220.87 

4,523.59 

3,344.91 

7.31 

2.52 

1.03 

480.86 

139.94 

27.08 

2009 

Post - Monsoon 

1,928.57 

770.84 

88.01 

5,646.16 

4,576.83 

3,092.84 

7.49 

2.69 

1.20 

400.20 

138.30 

35.72 

2010 

Pre - Monsoon 

1,916.17 

766.11 

115.65 

5,201.31 

4,617.42 

3,208.79 

7.27 

2.28 

0.89 

424.81 

111.07 

37.40 

2010 

Post - Monsoon 

- 

- 

- 

5,977.71 

5,180.88 

2,436.83 

7.46 

2.42 

0.95 

472.99 

117.05 

53.50 
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4.5 Groundwater Drafts 

4.5.1 Historic Groundwater Draft (1995-2009) 


The groundwater drafts for the basin are shown in Table 4.5-1 and depicted in 
Figure 4.5-1. 

Table 4.5-1: Groundwater Draft in Luni Basin 1995-2009 


Sub-basin 

1995 

2001 

2004 

2007 

2009 

1995-2009 

Groundwater Draft (Mm 3 ) 

Relative 

Change 

(%) 

Rate of 
change 
(Mm 3 /yr) 

Bandi 

64.06 

57.22 

55.42 

62.52 

57.55 

-10.15 

-0.43 

Bandi (Hemawas) 

76.42 

48.71 

41.81 

45.33 

45.81 

-40.06 

-2.04 

Guhiya 

134.57 

127.23 

124.20 

118.61 

124.22 

-7.69 

-0.69 

Jawai 

109.21 

101.77 

101.37 

110.97 

105.70 

-3.22 

-0.23 

Jojri 

362.47 

464.33 

472.04 

472.66 

475.65 

31.22 

7.54 

Khari 

156.41 

153.35 

156.20 

182.21 

163.54 

4.56 

0.47 

Khari (Hemawas) 

67.25 

49.70 

45.20 

54.01 

46.62 

-30.67 

-1.37 

Luni 

942.41 

1,144.43 

1,176.34 

1,281.89 

1,250.40 

32.68 

20.53 

Mithari 

69.80 

49.57 

51.78 

57.42 

56.76 

-18.69 

-0.87 

Sagi 

143.16 

110.09 

111.73 

127.67 

113.09 

-21.01 

-2.00 

Sukri 

155.13 

114.66 

117.72 

138.00 

121.94 

-21.39 

-2.21 

Sukri (Sayala) 

57.14 

53.25 

53.04 

58.06 

55.30 

-2.97 

-0.12 

Basin Total 

2,460.95 

2,588.58 

2,610.58 

2,824.11 

2,717.52 

10.43 

17.10 


Source: Groundwater draft data of CGWB & RGWD 
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Figure 4.5-1: Groundwater Drafts in Luni Basin 1995-2009 
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Bandi Sub-basin 

Bandi Sub-basin is located towards south-east to Luni Sub-basin, and is one of 
series of Sub-basins that drain the western slopes of the Aravalli hills. The draft 
values in the Sub-basin are low compared to the rest of the basin. The draft 
volume in 1995 was -64.06 Mm 3 decreasing to -57.55 Mm 3 at 2009 a total 
decrease of -6.51 Mm 3 in 15 years. The relative decrease is -10.15% over the 
years. The average annual decrease rate is -0.43 Mm 3 /yr. 

Bandi (Hemawas) Sub-basin 

The Bandi (Hemawas) Sub-basin is located west of Banas Basin, south of 
Guhiya Sub-basin, east of Luni Sub-basin and north of Khari (Hemawas) and 
Sukri Sub-basins. It is one out of a series of Sub-basins that drains the western 
slopes of the Aravalli hills. Bandi (Hemawas) River is drained westwards where 
it merges with Luni River in central part of Luni Sub-basin. The aquifer is 
mainly hard jointed and fractured - Phylite & Schist and Erinpura Granite 
formations with patches of Older Alluvium and Younger Alluvium. 

The draft values in Bandi and Bandi (Hemawas) Sub-basins are low compared 
to the rest of the basins the draft volume in 1995 was -76.42 Mm 3 and decreased 
to -45.81 Mm 3 at 2009 a total decrease of -30.61 Mm 3 in 15 years. The average 
annual decrease rate is 2.04 Mm 3 /yr. The relative decrease is -40.06% over the 
entire period. 

Guhiya Sub-basin 

Guhiya Sub-basin is located on the eastern side of Luni Basin, south to Jojri 
Sub-basin, north of Bandi (Hemawas) Sub-basin and west of Banas Basin. 
Guhiya River drains the Sub-basin and flows westwards where it merges with 
Luni River on northern side of Luni Sub-basin. It is occupied mainly by jointed 
and fractured hard rock aquifers: Phyllite & Schist, Erinpura Granite, Younger 
& Older Alluvium and localized patches of hills. 

The draft volume in 1995 was -134.57 Mm 3 and decreased to -124.22 Mm 3 at 
2009 a total decrease of -10.35 Mm 3 in 15 years. The average annual decrease 
rate is 0.69 Mm 3 /yr. The relative decrease is -7.69% for the entire. Between 
1995-2004 there is a linear reduction in the drafts, between the years 2004-2009 
the draft stabilizes with minor fluctuations. During these years an average 
decline of -0.3 m/yr in groundwater levels (Pre-monsoon) was recorded. 

Jawai Sub-basin 

Drafts in 1995 reached -109.21 Mm 3 and decreased to -105.70 Mm 3 at 2009 a 
total decline of -3.51 Mm 3 in 15 years. The average annual decrease rate is 
-0.23 Mm 3 /yr with a relative decrease of 3.22% for the entire period. 

Jojri Sub-basin 

The draft values in the Sub-basin are high compared to the rest of the basin: the 
draft volume in 1995 was -362.47 Mm 3 and it increased to -475.65 Mm 3 at 
2009, a total rise of -113.18 Mm 3 in 15 years. The average annual increase rate 
is -7.54 Mm 3 /yr. The relative growth for the entire period is -31.22%. 
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Khari Sub-basin 

The draft volume in 1995 was -156.41 Mm 3 and it increased to -163.54 Mm 3 at 
2009 a total increase of -7.13 Mm 3 in 15 years. The average annual increase rate 
is -0.47 Mm 3 /yr. The relative overall increase is -4.56%. 

Khari (Hemawas) Sub-basin 

The draft volume in 1995 was -67.25 Mm 3 and it decreased to -46.62 Mm 3 at 
2009, a total decrease of -20.63 Mm 3 in 15 years. The average annual decrease 
rate is -1.37 Mm 3 /yr with a relative total decrease of 30.67%. 

Luni Sub-basin 

The draft values in the Sub-basin is high compared to the rest basin, the draft 
volume in 1995 was -942.41 Mm 3 and it increased to -1,250.40 Mm 3 at 2009, a 
total increase of -307.59 Mm 3 in 15 years. The average annual increase rate is 
-20.5 Mm 3 /yr. The relative total growth is -32%. 

Mithari Sub-basin 

The draft volume in 1995 was -69.80 Mm 3 and it decreased to -56.76 Mm 3 at 
2009, a total decrease of -13.04 Mm 3 in 15 years. The annual average draft 
decrease rate is -0.87 Mm 3 /yr. The relative decrease is 18.69% for the entire 
period. During these years groundwater levels declined by -0.43 m/yr, reflecting 
over exploitation of the aquifer in excess of the annual recharge rate. 

Sagi Sub-basin 

Sagi Sub-basin is located on the southern part of Luni Basin, northern to Other 
Nallahs of Jalore Basin, west of Bandi Sub-basin and east of Luni Sub-basin. 
The Sub-basin is drained north westwards where Sagi River merges with Sukri 
River (short distance above its merging point with Luni River). The main 
productive aquifer is Younger Alluvium. 

The average annual draft decrease rate is -1.54 Mm 3 /yr. The relative total 
decrease is 21.01% over the years. Groundwater levels have declined with an 
average long term rate of 0.74 m/yr. The decrease in drafts in this part of the 
basin (see also Sukri-Sayala Sub-basin) together with a dramatic groundwater 
level decline rate, are strong indications of over-pumping that might result an 
irreversible damage to the aquifer in this area. 

Sukri Sub-basin 

Sukri Sub-basin is located on the eastern side of Luni Basin, south of Khari 
(Hemawas) Sub-basins, west of Banas Basin, north of Mithari Sub-basin and 
east of Luni Sub-basin. The basin drained by two rivers north-west wards, 
Chhaili River (converges downstream with Sukli River) and Sukli River that 
converges with Luni River. The main productive aquifer is Erinpura Granite. 
The Sub-basin divided in to two main hydrogeological units: shallow aquifer of 
Older and Younger Alluvium at the western part of the Sub-basin and the hard 
rock fractured aquifer (Erinpura Granite, Phyllite & Schist) near the hills slope 
in the east. 

Draft volume in 1995 was -155.13 Mm 3 decreasing to -121.94 Mm 3 at 2009, a 
total decrease of -33.19 Mm 3 in 15 years. The average annual draft decrease 
rate is 2.2 Mm 3 /yr. The overall relative decrease is 21.39%. 
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Sukri (Sayala) Sub-basin 

Drafts in 1995 reached -57.14 Mm 3 and decreased to -55.30 Mm 3 at 2009 a 
total decline of -1.84 Mm 3 in 15 years. The average annual decrease rate is - 
0.12 Mm 3 /yr with a relative decrease of -2.97% for the entire period. 

4.5.2 Groundwater Draft (2010) 

The total assessed groundwater withdrawals in the basin is 2646.12 Mm 3 . These 
range from 23.89 Mm 3 in Khari (Hemawas) Sub-basin to as high as 1283.98 
Mm 3 in Luni Sub-basin. Large quantity of groundwater is withdrawn from 
Vindhyan Sandstone unit (514.78 Mm 3 ) and Older Alluvium aquifer unit 
(450.53 Mm 3 ) in the basin. 

The Sub-basin wise details of various quantities of groundwater being abstracted 
in the basin for year 2010 is given in Table 4.5-2 (for details see Section 3.2.6, 
Annex GW-5(a) & (b) of Main Report). 


Table 4.5-2: Details of Groundwater Draft in Shekhawati Basin (Year 2010) 


Sub-basin 

Hydrogeological Unit 

Gross Dral 

Ft in Fresh Groundwater 

Agricultural, 

Mm 3 /yr 

Domestic 

and 

Industrial, 

Mm 3 /yr 

All Uses, 
Mm 3 /yr 

Bandi 

Jalore Granite 

19.59 

1.62 

21.21 

Older Alluvium 

18.24 

1.26 

19.50 

Phyllite & Schist 

1.48 

0.06 

1.54 

Younger Alluvium 

10.92 

0.55 

11.47 

Sub-basin Total 


50.24 

3.50 

53.74 

Bandi (Hemawas) 

Erinpura Granite 

14.91 

0.80 

15.71 

Older Alluvium 

11.14 

0.44 

11.58 

Phyllite & Schist 

15.07 

1.43 

16.50 

Sub-basin Total 


41.13 

2.67 

43.80 

Guhiya 

Bilara Limestone 

41.80 

4.12 

45.92 

Erinpura Granite 

13.46 

1.30 

14.76 

Gneisses 

12.73 

2.15 

14.88 

Gneisses(B.G.C.) 

0.96 

0.15 

1.11 

Older Alluvium 

3.64 

0.73 

4.37 

Phyllite & Schist 

33.32 

6.99 

40.31 

Sub-basin Total 


105.89 

15.44 

121.33 

Jawai 

Erinpura Granite 

16.60 

3.86 

20.46 

Jalore Granite 

0.10 

0.02 

0.12 

Older Alluvium 

34.13 

4.15 

38.28 

Phyllite & Schist 

6.48 

1.69 

8.17 

Younger Alluvium 

78.13 

3.04 

81.17 

Sub-basin Total 


135.43 

12.76 

148.19 

Jojri 

Bilara Limestone 

41.80 

0.98 

42.78 

Gneisses 

0.03 

0.02 

0.05 

Jalore Granite 

12.63 

5.92 

18.55 

Older Alluvium 

171.73 

23.12 

194.85 

Phyllite & Schist 

24.38 

10.26 

34.64 

Quartzite 

0.47 

0.10 

0.57 

Tertiary Sandstone 

53.87 

1.88 

55.75 

Vindhyan Sandstone 

62.63 

1.92 

64.55 

Sub-basin Total 


367.54 

44.21 

411.75 
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Sub-basin 

Hydrogeological Unit 

Gross Dral 

Ft in Fresh Groundwater 

Agricultural, 

Mm 3 /yr 

Domestic 

and 

Industrial, 

Mm 3 /yr 

All Uses, 
Mm 3 /yr 

Khari 

Erinpura Granite 

5.27 

2.48 

7.75 

Jalore Granite 

12.83 

0.98 

13.81 

Older Alluvium 

63.26 

7.14 

70.40 

Phyllite & Schist 

16.66 

3.16 

19.82 

Younger Alluvium 

67.68 

2.57 

70.25 

Sub-basin Total 


165.69 

16.32 

182.01 

Khari (Hemawas) 

Erinpura Granite 

21.74 

1.65 

23.39 

Gneisses 

0.01 

- 

0.01 

Phyllite & Schist 

0.43 

0.06 

0.49 

Sub-basin Total 


22.17 

1.72 

23.89 

Luni 

Bilara Limestone 

75.98 

4.16 

80.14 

Erinpura Granite 

0.34 

0.07 

0.41 

Gneisses 

13.61 

2.31 

15.92 

Gneisses(B.G.C.) 

1.91 

0.13 

2.04 

Jalore Granite 

8.53 

3.45 

11.98 

Jurassic Sandstone 

40.90 

1.30 

42.20 

Older Alluvium 

450.53 

49.26 

499.79 

Phyllite & Schist 

57.45 

11.01 

68.46 

Rhyolite 

8.53 

10.97 

19.50 

Tertiary Sandstone 

8.93 

10.96 

19.89 

Vindhyan Sandstone 

424.85 

25.38 

450.23 

Younger Alluvium 

68.08 

5.33 

73.41 

Sub-basin Total 


1,159.65 

124.33 

1,283.98 

Mithari 

Erinpura Granite 

22.02 

4.44 

26.46 

Older Alluvium 

20.77 

4.26 

25.03 

Phyllite & Schist 

5.49 

0.95 

6.44 

Younger Alluvium 

1.18 

0.03 

1.21 

Sub-basin Total 


49.46 

9.68 

59.14 

Sagi 

Jalore Granite 

16.94 

2.95 

19.89 

Older Alluvium 

76.03 

4.07 

80.10 

Rhyolite 

0.94 

0.29 

1.23 

Younger Alluvium 

32.58 

1.26 

33.84 

Sub-basin Total 


126.49 

8.56 

135.05 

Sukri 

Erinpura Granite 

31.77 

4.48 

36.25 

Gneisses(B.G.C.) 

0.01 

- 

0.01 

Older Alluvium 

7.71 

0.51 

8.22 

Phyllite & Schist 

17.63 

2.53 

20.16 

Younger Alluvium 

0.21 

0.06 

0.27 

Sub-basin Total 


57.33 

7.57 

64.90 

Sukri (Sayala) 

Jalore Granite 

- 

- 

- 

Older Alluvium 

52.05 

2.33 

54.38 

Younger Alluvium 

61.75 

2.19 

63.94 

Sub-basin Total 


113.80 

4.53 

118.33 

Basin Total 


2,394.82 

251.30 

2,646.12 
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4.6 Groundwater Resources 

4.6.1 Assessment of Fresh Dynamic Groundwater Resources (Year 2010) 

The total net annually assessed fresh dynamic groundwater resource in the basin 
for the year 2010 is 1,493.18 Mm 3 and groundwater draft 2,646.12 Mm 3 . The 
stage of groundwater development in the basin is 177.21% and the basin is 
categorised as over exploited. 


Table 4.6-1(a): Fresh Dynamic Groundwater Availability in Luni Basin (Year 2010) 


Sub-basin 

Net 

Groundwater 

Availability, 

Mm 3 

Gross Draft 
for All 
Uses, Mm 3 

Stage of 
Groundwater 
Development, 

% 

Category 

Bandi 

36.24 

53.74 

148.29 

Over Exploited 

Bandi (Hemawas) 

31.34 

43.80 

139.76 

Over Exploited 

Guhiya 

76.77 

121.33 

158.04 

Over Exploited 

Jawai 

88.40 

148.19 

167.64 

Over Exploited 

Jojri 

214.18 

411.75 

192.24 

Over Exploited 

Khari 

140.28 

182.01 

129.75 

Over Exploited 

Khari (Hemawas) 

18.09 

23.89 

132.06 

Over Exploited 

Luni 

678.41 

1,283.98 

189.26 

Over Exploited 

Mithari 

54.77 

59.14 

107.98 

Over Exploited 

Sagi 

58.41 

135.05 

231.21 

Over Exploited 

Sukri 

58.20 

64.90 

111.51 

Over Exploited 

Sukri (Sayala) 

38.10 

118.33 

310.58 

Over Exploited 

Basin Total 

1,493.18 

2,646.12 

177.21 

Over Exploited 


The further details of fresh dynamic groundwater availability in various micro¬ 
watersheds of Luni Basin for year 2010 is given in Table 4.6-l(b) (for details 
see Section 3.2.7, Annex GW-6(a) & (b) of Main Report). 

Table 4.6-1(b): Micro Watershed and Aquifer Wise Fresh Dynamic Groundwater 
Availability in Luni Basin (Year 2010) 


Sub-basin 

Micro 

Watershed 

Hydrogeological Unit 

Fresh Dynamic 
Groundwater Availability, 
Mm 3 

Bandi 

001 

Jalore Granite 

2 

Older Alluvium 

7.16 

Younger Alluvium 

5.21 

Sub Total 


14.37 

002 

Jalore Granite 

12.85 

Phyllite & Schist 

- 

Younger Alluvium 

0.07 

Sub Total 


12.92 

003 

Jalore Granite 

7.56 

Phyllite & Schist 

1.4 

Sub Total 


8.96 

Sub-basin Total 



36.24 

Bandi (Hemawas) 

004 

Erinpura Granite 

3.93 

Older Alluvium 

6.89 

Phyllite & Schist 

9.84 

Younger Alluvium 

- 

Sub Total 


20.66 
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Sub-basin 

Micro 

Watershed 

Hydrogeological Unit 

Fresh Dynamic 
Groundwater Availability, 
Mm 3 



Erinpura Granite 

6.8 

Bandi (Hemawas) 

005 

Older Alluvium 

0.62 


Phyllite & Schist 

3.26 


Sub Total 


10.68 

Sub-basin Total 



31.34 



Gneisses 

9.43 


006 

Gneisses(B.G.C.) 

0.65 



Phyllite & Schist 

2.76 


Sub Total 


12.83 


007 

Bilara Limestone 

0.1 


Phyllite & Schist 

5.7 


Sub Total 


5.8 



Bilara Limestone 

12.95 



Erinpura Granite 

2.09 


008 

Gneisses 

2.01 



Older Alluvium 

3.9 



Phyllite & Schist 

1.19 


Sub Total 


22.14 



Erinpura Granite 

2.73 


009 

Gneisses 

0.01 



Phyllite & Schist 

1.94 

Guhiya 

Sub Total 


4.68 



Bilara Limestone 

3.43 


010 

Erinpura Granite 

4.34 


Gneisses 

1.64 



Phyllite & Schist 

3.46 


Sub Total 


12.87 



Erinpura Granite 

- 


011 

Older Alluvium 

1.32 


Phyllite & Schist 

7.92 



Younger Alluvium 

- 


Sub Total 


9.24 


012 

Erinpura Granite 

- 


Phyllite & Schist 

0.02 



Erinpura Granite 

2.21 


013 

Gneisses 

1.23 



Phyllite & Schist 

5.74 


Sub Total 


9.18 

Sub-basin Total 



76.77 



Erinpura Granite 

6.93 



Jalore Granite 

0.01 


014 

Older Alluvium 

16.71 



Phyllite & Schist 

3.41 



Younger Alluvium 

37.56 

Jawai 

Sub Total 


64.62 



Erinpura Granite 

12.55 


015 

Older Alluvium 

0.85 


Phyllite & Schist 

1.82 



Younger Alluvium 

1.58 


Sub Total 


16.79 
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Sub-basin 

Micro 

Watershed 

Hydrogeological Unit 

Fresh Dynamic 
Groundwater Availability, 
Mm 3 



Erinpura Granite 

5.84 

Jawai 

016 

Phyllite & Schist 

1.15 


Gniesses 

- 


Sub Total 


6.99 

Sub-basin Total 



88.4 



Older Alluvium 

35.51 


017 

Phyllite & Schist 

2.78 



Quartzite 

0.02 


Sub Total 


38.3 



Older Alluvium 

21.29 


018 

Phyllite & Schist 

0.69 



Quartzite 

- 


Sub Total 


21.99 



Older Alluvium 

9.32 


019 

Phyllite & Schist 

- 



Quartzite 

- 


Sub Total 


9.32 


020 

Older Alluvium 

3.39 



Gneisses 

0.01 


021 

Older Alluvium 

6.92 


Phyllite & Schist 

3.59 



Quartzite 

0.03 


Sub Total 


10.55 


022 

Older Alluvium 

4.85 


Phyllite & Schist 

4.11 


Sub Total 


8.96 



Older Alluvium 

13.19 

Jojri 

023 

Tertiary Sandstone 

3.97 



Vindhyan Sandstone 

3.96 


Sub Total 


21.11 


024 

Older Alluvium 

2.75 


Phyllite & Schist 

2.11 


Sub Total 


4.87 



Bilara Limestone 

7.31 



Older Alluvium 

32.93 


025 

Phyllite & Schist 

0.16 



Tertiary Sandstone 

14.34 



Vindhyan Sandstone 

8.7 


Sub Total 


63.44 


026 

Jalore Granite 

7.74 


Vindhyan Sandstone 

8.07 


Sub Total 


15.81 



Bilara Limestone 

- 


027 

Jalore Granite 

8.88 


Older Alluvium 

0.34 



Vindhyan Sandstone 

0.16 


Sub Total 


9.38 


028 

Jalore Granite 

6.99 


Older Alluvium 

0.06 


Sub Total 


7.05 
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Sub-basin 

Micro 

Watershed 

Hydrogeological Unit 

Fresh Dynamic 
Groundwater Availability, 
Mm 3 

Sub-basin Total 



214.18 

Khari 

029 

Older Alluvium 

13.79 

Younger Alluvium 

0.19 

Sub Total 


13.99 

030 

Jalore Granite 

15.34 

Older Alluvium 

40.07 

Phyllite & Schist 

1.41 

Younger Alluvium 

30.12 

Sub Total 


86.94 

031 

Erinpura Granite 

3.89 

Jalore Granite 

1.25 

Older Alluvium 

0.02 

Phyllite & Schist 

6.49 

Younger Alluvium 

4.55 

Sub Total 


16.19 

032 

Phyllite & Schist 

5.57 

Younger Alluvium 

9.22 

Sub Total 


14.79 

033 

Erinpura Granite 

2.16 

Phyllite & Schist 

6.21 

Sub Total 


8.37 

Sub-basin Total 



140.28 

Khari (Hemawas) 

034 

Phyllite & Schist 

0.16 

035 

Erinpura Granite 

- 

Phyllite & Schist 

- 

036 

Erinpura Granite 

12.21 

Gneisses 

- 

Phyllite & Schist 

0.01 

Sub Total 


12.23 

037 

Erinpura Granite 


Gneisses 

0.01 

Phyllite & Schist 

0.08 

Sub Total 


5.7 

Sub-basin Total 



18.09 

Luni 

038 

Bilara Limestone 

0.51 

Vindhyan Sandstone 

17.19 

Sub Total 


17.71 

039 

Bilara Limestone 

5.46 

Vindhyan Sandstone 

13.47 

Sub Total 


18.93 

040 

Vindhyan Sandstone 

11.16 

041 

Vindhyan Sandstone 

17.91 

042 

Bilara Limestone 

0.99 

Jalore Granite 

1.71 

Vindhyan Sandstone 

10.32 

Sub Total 


13.02 

043 

Gneisses 

0.01 

Older Alluvium 

5.56 

Phyllite & Schist 

0.94 

Sub Total 


6.51 
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Sub-basin 

Micro 

Watershed 

Hydrogeological Unit 

Fresh Dynamic 
Groundwater Availability, 
Mm 3 



Gneisses 

0.31 


044 

Older Alluvium 

13.97 



Phyllite & Schist 

14.13 


Sub Total 


28.41 


045 

Jalore Granite 

0.09 


Vindhyan Sandstone 

15.88 


Sub Total 


15.97 


046 

Jalore Granite 

8.51 


Vindhyan Sandstone 

1.74 


Sub Total 


10.25 



Jalore Granite 

0.03 



Jurassic Sandstone 

3.99 


047 

Older Alluvium 

- 


Rhyolite 

3.29 



Tertiary Sandstone 

- 



Vindhyan Sandstone 

8.14 


Sub Total 


15.45 


048 

Older Alluvium 

5.4 


Vindhyan Sandstone 

2.11 


Sub Total 


7.52 



Bilara Limestone 

0.04 



Gneisses 

3.98 


049 

Gneisses(B.G.C.) 

0.41 


Older Alluvium 

11.99 

Luni 


Phyllite & Schist 

8.67 


Younger Alluvium 

2.61 


Sub Total 


27.7 



Bilara Limestone 

14.23 



Erinpura Granite 

0.33 



Gneisses 

2.16 



Jalore Granite 

0.05 


050 

Older Alluvium 

47.85 



Phyllite & Schist 

5.95 



Tertiary Sandstone 

0.38 



Vindhyan Sandstone 

0.01 



Younger Alluvium 

0.19 


Sub Total 


71.15 


051 

Older Alluvium 

1.05 


Vindhyan Sandstone 

7.62 


Sub Total 


8.67 



Bilara Limestone 

- 


052 

Jalore Granite 

2.8 


Older Alluvium 

0.31 



Vindhyan Sandstone 

15.4 


Sub Total 


18.5 



Older Alluvium 

0.15 


053 

Tertiary Sandstone 

- 



Vindhyan Sandstone 

4.34 


Sub Total 


4.48 


054 

Jurassic Sandstone 

0.21 
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Sub-basin 

Micro 

Watershed 

Hydrogeological Unit 

Fresh Dynamic 
Groundwater Availability, 
Mm 3 


054 

Rhyolite 

- 


Tertiary Sandstone 

- 



Older Alluvium 

6.36 


055 

Rhyolite 

1.2 



Vindhyan Sandstone 

7.03 


Sub Total 


14.59 



Gneisses 

2.83 


056 

Gneisses(B.G.C.) 

0.46 



Phyllite & Schist 

2.43 


Sub Total 


5.73 



Older Alluvium 

7.4 


057 

Rhyolite 

0.89 



Vindhyan Sandstone 

1.39 


Sub Total 


9.68 


058 

Older Alluvium 

1.35 


Rhyolite 

0.18 


Sub Total 


1.54 



Older Alluvium 

18.47 


059 

Rhyolite 

0.45 



Vindhyan Sandstone 

2.09 


Sub Total 


21.01 



Bilara Limestone 

2.93 



Jalore Granite 

0.07 


060 

Older Alluvium 

3.36 

Luni 


Rhyolite 

0.76 


Tertiary Sandstone 

- 


Sub Total 


7.13 


061 

Older Alluvium 

- 


Younger Alluvium 

- 



Jalore Granite 

1 


062 

Jurassic Sandstone 

2.5 


Rhyolite 

1.09 



Tertiary Sandstone 

8.97 


Sub Total 


13.56 



Older Alluvium 

- 


063 

Rhyolite 

- 


Tertiary Sandstone 

- 



Younger Alluvium 

- 



Jalore Granite 

- 


064 

Older Alluvium 

3.55 


Rhyolite 

0.3 



Younger Alluvium 

5.25 


Sub Total 


9.1 



Jalore Granite 

0.04 



Jurassic Sandstone 

4.05 


065 

Older Alluvium 

- 


Rhyolite 

- 



Tertiary Sandstone 

1.55 



Younger Alluvium 

- 


Sub Total 


5.64 
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Sub-basin 

Micro 

Watershed 

Hydrogeological Unit 

Fresh Dynamic 
Groundwater Availability, 
Mm 3 



Jalore Granite 

0.04 


066 

Older Alluvium 

22.34 



Younger Alluvium 

1.01 


Sub Total 


23.4 


067 

Older Alluvium 

3.51 



Jalore Granite 

0.1 


068 

Older Alluvium 

11.93 



Younger Alluvium 

1.05 


Sub Total 


13.08 



Older Alluvium 

0.01 


069 

Rhyolite 

0.01 


Tertiary Sandstone 

- 



Younger Alluvium 

- 


Sub Total 


0.03 



Older Alluvium 

2.44 


070 

Rhyolite 

6.79 



Tertiary Sandstone 

1.68 


Sub Total 


10.91 



Older Alluvium 

0.36 


071 

Rhyolite 

- 



Tertiary Sandstone 

0.1 


Sub Total 


0.47 


072 

Older Alluvium 

11.2 


Rhyolite 

- 

Luni 

Sub Total 


11.2 


Older Alluvium 

2.91 


073 

Rhyolite 

- 



Younger Alluvium 

1.38 


Sub Total 


4.29 


074 

Older Alluvium 

8.09 


075 

Older Alluvium 

5.96 


Younger Alluvium 

0.3 


Sub Total 


6.26 


076 

Older Alluvium 

2.67 


Younger Alluvium 

1.72 


Sub Total 


4.39 



Jalore Granite 

0.34 


077 

Older Alluvium 

35.64 


Rhyolite 

- 



Younger Alluvium 

35.91 


Sub Total 


71.89 


078 

Older Alluvium 

10.21 


Younger Alluvium 

0.94 


Sub Total 


11.15 


079 

Older Alluvium 

9.65 


080 

Older Alluvium 

10.38 


081 

Older Alluvium 

14.89 


Rhyolite 

- 


Sub Total 


14.89 


082 

Older Alluvium 

10.42 
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Sub-basin 

Micro 

Watershed 

Hydrogeological Unit 

Fresh Dynamic 
Groundwater Availability, 
Mm 3 


083 

Older Alluvium 

16.96 



Older Alluvium 

64.52 

Luni 

084 

Rhyolite 

- 



Younger Alluvium 

1.43 


Sub Total 


65.95 

Sub-basin Total 



678.41 



Erinpura Granite 

2.1 


085 

Older Alluvium 

23.35 


Phyllite & Schist 

3.08 



Younger Alluvium 

0.24 

Mithari 

Sub Total 


28.77 



Erinpura Granite 

20.84 


086 

Older Alluvium 

3.4 



Phyllite & Schist 

1.76 


Sub Total 


26 

Sub-basin Total 



54.77 



Jalore Granite 

10.12 


087 

Older Alluvium 

26.95 


Rhyolite 

0.63 



Younger Alluvium 

15.35 

Sagi 

Sub Total 


53.05 


Jalore Granite 

3.92 


088 

Older Alluvium 

1.28 


Rhyolite 

0.14 



Younger Alluvium 

0.02 


Sub Total 


5.36 

Sub-basin Total 



58.41 



Older Alluvium 

4.47 


089 

Phyllite & Schist 

- 



Younger Alluvium 

0.41 


Sub Total 


4.88 



Erinpura Granite 

12.57 


090 

Older Alluvium 

- 


Phyllite & Schist 

2.33 



Younger Alluvium 

- 


Sub Total 


14.9 



Erinpura Granite 

9.84 

Sukri 

091 

Gneisses(B.G.C.) 

- 


Older Alluvium 

3.94 



Phyllite & Schist 

10.8 


Sub Total 


24.59 



Erinpura Granite 

3.18 


092 

Older Alluvium 

- 



Phyllite & Schist 

2.41 


Sub Total 


5.59 


093 

Erinpura Granite 

7.43 


Phyllite & Schist 

0.83 


Sub Total 


8.25 

Sub-basin Total 



58.2 

Sukri (Sayala) 

094 

Jalore Granite 

- 
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Sub-basin 

Micro 

Watershed 

Hydrogeological Unit 

Fresh Dynamic 
Groundwater Availability, 
Mm 3 

Sukri (Sayala) 

094 

Older Alluvium 

15.9 

Younger Alluvium 

22.2 

Sub Total 


38.1 

Sub-basin Total 

38.1 

Basin Total 

1,493.18 


Source: CGWB and RGWD 

For details of Micro-watersheds see Table 2.1-2 and Figure 2.1-3. 


4.6.2 Assessment of Saline Dynamic Groundwater Resources (Year 2010) 

The net annual saline dynamic groundwater sources assessed for basin for the 
year 2010 is 488.99 Mm 3 , the micro watershed and aquifer wise details are 
given in Table 4.6-2 (for details see Annex GW-6(b) of Main Report). 


Table 4.6-2: Micro Watershed and Aquifer Wise Saline Dynamic Groundwater 
Availability in Luni Basin (Year 2010) 


Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Saline Dynamic 
Groundwater 
Availability, Mm 3 

Bandi 

001 

Jalore Granite 

- 

Older Alluvium 

- 

Younger Alluvium 

- 

Sub Total 


- 

002 

Jalore Granite 

- 

Phyllite & Schist 

- 

Younger Alluvium 

- 

Sub Total 


- 

003 

Jalore Granite 

- 

Phyllite & Schist 

- 

Sub Total 


- 

Sub-basin Total 



- 

Bandi (Hemawas) 

004 

Erinpura Granite 

0.41 

Older Alluvium 

0.35 

Phyllite & Schist 

3.93 

Younger Alluvium 

8.36 

Sub Total 


13.05 

005 

Erinpura Granite 

2.04 

Older Alluvium 

- 

Phyllite & Schist 

1.43 

Sub Total 


3.46 

Sub-basin Total 



16.51 

Guhiya 

006 

Gneisses 

- 

Gneisses(B.G.C.) 

- 

Phyllite & Schist 

- 

Sub Total 


- 

007 

Bilara Limestone 

- 

Phyllite & Schist 

1.87 

Sub Total 


1.87 

008 

Bilara Limestone 

0.81 

Erinpura Granite 

- 

Gneisses 

- 
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Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Saline Dynamic 
Groundwater 
Availability, Mm 3 

Guhiya 

008 

Older Alluvium 

5.66 

Phyllite & Schist 

4.06 

Sub Total 


10.54 

009 

Erinpura Granite 

- 

Gneisses 

- 

Phyllite & Schist 

- 

Sub Total 


- 

010 

Bilara Limestone 

- 

Erinpura Granite 

- 

Gneisses 

- 

Phyllite & Schist 

- 

Sub Total 


- 

011 

Erinpura Granite 

4.75 

Older Alluvium 

5.18 

Phyllite & Schist 

6.94 

Younger Alluvium 

4.92 

Sub Total 


21.80 

012 

Erinpura Granite 

2.99 

Phyllite & Schist 

- 

Sub Total 


2.99 

013 

Erinpura Granite 

- 

Gneisses 

- 

Phyllite & Schist 

- 

Sub Total 


- 

Sub-basin Total 



37.20 

Jawai 

014 

Erinpura Granite 

0.01 

Jalore Granite 

- 

Older Alluvium 

2.98 

Phyllite & Schist 

- 

Younger Alluvium 

1.38 

Sub Total 


4.37 

015 

Erinpura Granite 

0.88 

Older Alluvium 

- 

Phyllite & Schist 

- 

Younger Alluvium 

- 

Sub Total 


0.88 

016 

Erinpura Granite 

5.29 

Phyllite & Schist 

4.09 

Gniesses 

- 

Sub Total 


9.38 

Sub-basin Total 



14.63 

Jojri 

017 

Older Alluvium 

1.98 

Phyllite & Schist 

0.04 

Quartzite 

- 

Sub Total 


2.02 

018 

Older Alluvium 

1.00 

Phyllite & Schist 

0.08 

Quartzite 

- 

Sub Total 


1.08 

019 

Older Alluvium 

- 
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Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Saline Dynamic 
Groundwater 
Availability, Mm 3 


019 

Phyllite & Schist 

- 


Quartzite 

- 


Sub Total 


- 


020 

Older Alluvium 

0.87 



Gneisses 

- 


021 

Older Alluvium 

- 


Phyllite & Schist 

- 



Quartzite 

- 


Sub Total 


- 


022 

Older Alluvium 

0.51 


Phyllite & Schist 

- 


Sub Total 


0.51 



Older Alluvium 

6.25 


023 

Tertiary Sandstone 

1.12 



Vindhyan Sandstone 

- 


Sub Total 


7.37 


024 

Older Alluvium 

- 

Jojri 

Phyllite & Schist 

- 

Sub Total 


- 



Bilara Limestone 

- 



Older Alluvium 

0.12 


025 

Phyllite & Schist 

- 



Tertiary Sandstone 

0.06 



Vindhyan Sandstone 

- 


Sub Total 


0.18 


026 

Jalore Granite 

0.26 


Vindhyan Sandstone 

- 


Sub Total 


0.26 



Bilara Limestone 

- 


027 

Jalore Granite 

0.15 


Older Alluvium 

0.05 



Vindhyan Sandstone 

- 


Sub Total 


0.19 


028 

Jalore Granite 

0.29 


Older Alluvium 

1.63 


Sub Total 


1.92 

Sub-basin Total 



14.39 


029 

Older Alluvium 

- 


Younger Alluvium 

- 


Sub Total 


- 



Jalore Granite 

- 


030 

Older Alluvium 

- 


Phyllite & Schist 

- 

Khari 


Younger Alluvium 

- 


Sub Total 


- 



Erinpura Granite 

- 



Jalore Granite 

- 


031 

Older Alluvium 

- 



Phyllite & Schist 

- 



Younger Alluvium 

- 
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Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Saline Dynamic 
Groundwater 
Availability, Mm 3 

Khari 

Sub Total 


- 

032 

Phyllite & Schist 

- 

Younger Alluvium 

- 

Sub Total 


- 

033 

Erinpura Granite 

- 

Phyllite & Schist 

- 

Sub Total 


- 

Sub-basin Total 



- 

Khari (Hemawas) 

034 

Phyllite & Schist 

1.09 

035 

Erinpura Granite 

1.22 

Phyllite & Schist 

1.15 

Sub Total 


2.37 

036 

Erinpura Granite 

2.70 

Gneisses 

0.07 

Phyllite & Schist 

2.12 

Sub Total 


4.89 

037 

Erinpura Granite 

4.82 

Gneisses 

0.12 

Phyllite & Schist 

0.75 

Sub Total 


5.70 

Sub-basin Total 



14.05 

Luni 

038 

Bilara Limestone 

- 

Vindhyan Sandstone 

- 

Sub Total 


- 

039 

Bilara Limestone 

- 

Vindhyan Sandstone 

- 

Sub Total 


- 

040 

Vindhyan Sandstone 

- 

041 

Vindhyan Sandstone 

- 

042 

Bilara Limestone 

- 

Jalore Granite 

- 

Vindhyan Sandstone 

- 

Sub Total 


- 

043 

Gneisses 

- 

Older Alluvium 

2.01 

Phyllite & Schist 

0.39 

Sub Total 


2.40 

044 

Gneisses 

- 

Older Alluvium 

- 

Phyllite & Schist 

2.47 

Sub Total 


2.47 

045 

Jalore Granite 

- 

Vindhyan Sandstone 

- 

Sub Total 


- 

046 

Jalore Granite 

0.06 

Vindhyan Sandstone 

- 

Sub Total 


0.06 

047 

Jalore Granite 

0.04 

Jurassic Sandstone 

2.02 

Older Alluvium 

2.51 
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Hydrogeological Unit 

Saline Dynamic 
Groundwater 
Availability, Mm 3 



Rhyolite 

0.21 


047 

Tertiary Sandstone 

1.11 



Vindhyan Sandstone 

0.44 


Sub Total 


6.34 


048 

Older Alluvium 

2.06 


Vindhyan Sandstone 

- 


Sub Total 


2.06 



Bilara Limestone 

- 



Gneisses 

12.80 


049 

Gneisses(B.G.C.) 

- 


Older Alluvium 

0.08 



Phyllite & Schist 

2.60 



Younger Alluvium 

- 


Sub Total 


15.48 



Bilara Limestone 

- 



Erinpura Granite 

- 



Gneisses 

- 


050 

Jalore Granite 

- 


Older Alluvium 

3.15 



Phyllite & Schist 

0.47 



Tertiary Sandstone 

- 



Vindhyan Sandstone 

- 



Younger Alluvium 

- 


Sub Total 


3.62 

Luni 

051 

Older Alluvium 

8.00 

Vindhyan Sandstone 

1.32 


Sub Total 


9.31 



Bilara Limestone 

- 


052 

Jalore Granite 

0.61 


Older Alluvium 

0.08 



Vindhyan Sandstone 

0.74 


Sub Total 


1.42 



Older Alluvium 

5.88 


053 

Tertiary Sandstone 

- 



Vindhyan Sandstone 

0.14 


Sub Total 


6.03 



Jurassic Sandstone 

0.14 


054 

Rhyolite 

0.44 



Tertiary Sandstone 

2.35 


Sub Total 


2.93 



Older Alluvium 

12.00 


055 

Rhyolite 

- 



Vindhyan Sandstone 

0.57 


Sub Total 


12.56 



Gneisses 

- 


056 

Gneisses(B.G.C.) 

- 



Phyllite & Schist 

- 


Sub Total 


- 


057 

Older Alluvium 

1.83 


Rhyolite 

- 
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Hydrogeological Unit 

Saline Dynamic 
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057 

Vindhyan Sandstone 

- 


Sub Total 


1.83 


058 

Older Alluvium 

7.44 


Rhyolite 

0.04 


Sub Total 


7.48 


059 

Older Alluvium 

0.98 


Rhyolite 

- 



Vindhyan Sandstone 

- 


Sub Total 


0.98 



Bilara Limestone 

- 



Jalore Granite 

0.89 


060 

Older Alluvium 

20.33 


Rhyolite 

0.05 



Tertiary Sandstone 

- 



Younger Alluvium 

0.08 


Sub Total 


21.35 


061 

Older Alluvium 

9.46 


Younger Alluvium 

0.02 


Sub Total 


9.48 



Jalore Granite 

1.07 


062 

Jurassic Sandstone 

0.01 


Rhyolite 

0.04 



Tertiary Sandstone 

3.08 


Sub Total 


4.20 

Luni 


Older Alluvium 

2.81 

063 

Rhyolite 

1.27 


Tertiary Sandstone 

2.11 



Younger Alluvium 

0.06 


Sub Total 


6.25 


064 

Jalore Granite 

- 


Older Alluvium 

37.11 



Rhyolite 

- 



Younger Alluvium 

12.74 


Sub Total 


49.85 



Jalore Granite 

0.14 



Jurassic Sandstone 

0.25 


065 

Older Alluvium 

2.03 



Rhyolite 

1.48 



Tertiary Sandstone 

15.61 



Younger Alluvium 

0.02 


Sub Total 


19.53 


066 

Jalore Granite 

- 


Older Alluvium 

13.17 



Younger Alluvium 

0.01 


Sub Total 


13.18 


067 

Older Alluvium 

11.64 


068 

Jalore Granite 

0.02 


Older Alluvium 

10.00 



Younger Alluvium 

0.14 


Sub Total 


10.17 
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Saline Dynamic 
Groundwater 
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Luni 

069 

Older Alluvium 

5.44 

Rhyolite 

0.54 

Tertiary Sandstone 

- 

Younger Alluvium 

12.05 

Sub Total 


18.03 

070 

Older Alluvium 

0.38 

Rhyolite 

0.09 

Tertiary Sandstone 

- 

Sub Total 


0.47 

071 

Older Alluvium 

3.13 

Rhyolite 

1.41 

Tertiary Sandstone 

1.48 

Sub Total 


6.02 

072 

Older Alluvium 

0.06 

Rhyolite 

- 

Sub Total 


0.06 

073 

Older Alluvium 

7.62 

Rhyolite 

0.33 

Younger Alluvium 

1.59 

Sub Total 


9.54 

074 

Older Alluvium 

0.02 

075 

Older Alluvium 

1.00 

Younger Alluvium 

2.31 

Sub Total 


3.31 

076 

Older Alluvium 

0.52 

Younger Alluvium 

0.86 

Sub Total 


1.38 

077 

Jalore Granite 

- 

Older Alluvium 

10.29 

Rhyolite 

0.76 

Younger Alluvium 

21.34 

Sub Total 


32.39 

078 

Older Alluvium 

0.47 

Younger Alluvium 

0.01 

Sub Total 


0.47 

079 

Older Alluvium 

1.55 

080 

Older Alluvium 

0.28 

081 

Older Alluvium 

8.01 

Rhyolite 

- 

Sub Total 


8.01 

082 

Older Alluvium 

2.70 

083 

Older Alluvium 

3.57 

084 

Older Alluvium 

4.05 

Rhyolite 

- 

Younger Alluvium 

0.33 

Sub Total 


4.37 

Sub-basin Total 



312.81 

Mithari 

085 

Erinpura Granite 

- 

Older Alluvium 

17.08 

Phyllite & Schist 

0.04 


App. LUN-IN-24740-R13-073 July, 2014 

Surface and Groundwater Availability 
133 







STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Saline Dynamic 
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085 

Younger Alluvium 

- 


Sub Total 


17.11 

Mithari 


Erinpura Granite 

- 

086 

Older Alluvium 

- 



Phyllite & Schist 

- 


Sub Total 


- 

Sub-basin Total 



17.11 



Jalore Granite 

- 


087 

Older Alluvium 

0.18 


Rhyolite 

- 



Younger Alluvium 

- 

Sagi 

Sub Total 


0.18 


Jalore Granite 

- 


088 

Older Alluvium 

- 


Rhyolite 

- 



Younger Alluvium 

- 


Sub Total 


- 

Sub-basin Total 



0.18 



Older Alluvium 

8.30 


089 

Phyllite & Schist 

- 



Younger Alluvium 

0.16 


Sub Total 


8.46 



Erinpura Granite 

2.67 


090 

Older Alluvium 

4.16 


Phyllite & Schist 

7.32 



Younger Alluvium 

0.01 


Sub Total 


14.15 

Sukri 


Erinpura Granite 

- 

091 

Gneisses(B.G.C.) 

- 


Older Alluvium 

25.00 



Phyllite & Schist 

3.36 


Sub Total 


28.36 



Erinpura Granite 

- 


092 

Older Alluvium 

9.39 



Phyllite & Schist 

0.22 


Sub Total 


9.61 


093 

Erinpura Granite 

- 


Phyllite & Schist 

- 


Sub Total 


- 

Sub-basin Total 



60.58 



Jalore Granite 

- 


094 

Older Alluvium 

0.52 

Sukri (Sayala) 


Younger Alluvium 

1.01 


Sub Total 


1.53 

Sub-basin Total 

1.53 

Basin Total 

488.99 


Source: CGWB and RGWD 
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4.6.3 Assessment of Fresh Static Groundwater Resources (Year 2010) 

The fresh static groundwater resources for this large basin for the year 2010 are 
estimated to be 10,884.72 Mm 3 . The minimum fresh static groundwater 
resources are 2.18 Mm 3 in Khari (Hemawas) sub-basin, while maximum 
7,757.54 Mm 3 are reported in Luni Sub-basin. Sub-basin and aquifer unit-wise 
static groundwater resources are given in Table 4.6-3 (for details see Section 
3.2.8, Annex GW-7(a) & (b) of Main Report). 


Table 4.6-3: Micro Watershed and Aquifer Wise Fresh Static Groundwater Resources in Luni 

Basin (Year 2010) 


Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Fresh Static 
Groundwater 
Availability, Mm 3 

Bandi 

001 

Jalore Granite 

0.35 

Older Alluvium 

96.04 

Younger Alluvium 

73.44 

Sub Total 


169.82 

002 

Jalore Granite 

1.91 

Phyllite & Schist 

- 

Younger Alluvium 

0.05 

Sub Total 


1.96 

003 

Jalore Granite 

0.93 

Phyllite & Schist 

0.19 

Sub Total 


1.12 

Sub-basin Total 

172.90 

Bandi (Hemawas) 

004 

Erinpura Granite 

0.53 

Older Alluvium 

1.98 

Phyllite & Schist 

1.93 

Sub Total 


4.44 

005 

Erinpura Granite 

0.86 

Older Alluvium 

0.21 

Phyllite & Schist 

0.59 

Sub Total 


1.66 

Sub-basin Total 

6.10 

Guhiya 

006 

Gneisses 

1.42 

Gneisses(B.G.C.) 

0.16 

Phyllite & Schist 

0.40 

Sub Total 


1.98 

007 

Bilara Limestone 

0.03 

Phyllite & Schist 

1.13 

Sub Total 


1.17 

008 

Bilara Limestone 

26.87 

Erinpura Granite 

0.28 

Gneisses 

0.38 

Older Alluvium 

3.90 

Phyllite & Schist 

0.25 
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Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Fresh Static 
Groundwater 
Availability, Mm 3 

Guhiya 

Sub Total 


31.68 

009 

Erinpura Granite 

0.25 

Gneisses 

0.01 

Phyllite & Schist 

0.34 

Sub Total 


0.60 

010 

Bilara Limestone 

0.53 

Erinpura Granite 

0.51 

Gneisses 

0.27 

Phyllite & Schist 

0.73 

Sub Total 


2.03 

011 

Older Alluvium 

33.30 

Phyllite & Schist 

1.47 

Sub Total 


34.77 

012 

Phyllite & Schist 

0.02 

013 

Erinpura Granite 

0.26 

Gneisses 

0.27 

Phyllite & Schist 

0.99 

Sub Total 


1.52 

Sub-basin Total 

73.78 

Jawai 

014 

Erinpura Granite 

0.81 

Jalore Granite 

0.01 

Older Alluvium 

129.90 

Phyllite & Schist 

0.41 

Younger Alluvium 

101.68 

Sub Total 


232.81 

015 

Erinpura Granite 

1.46 

Older Alluvium 

0.24 

Phyllite & Schist 

0.31 

Younger Alluvium 

0.50 

Sub Total 


2.51 

016 

Erinpura Granite 

0.82 

Phyllite & Schist 

0.41 

Sub Total 


1.24 

Sub-basin Total 

236.55 

Jojri 

017 

Older Alluvium 

197.91 

Phyllite & Schist 

0.41 

Quartzite 

0.03 

Sub Total 


198.35 

018 

Older Alluvium 

196.89 

Phyllite & Schist 

0.25 

Quartzite 

0.01 

Sub Total 


197.15 
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Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Fresh Static 
Groundwater 
Availability, Mm 3 

Jojri 

019 

Older Alluvium 

6640 

Phyllite & Schist 

- 

Quartzite 

- 

Sub Total 


6641 

020 

Older Alluvium 

60.16 

021 

Gneisses 

0.01 

Older Alluvium 

57.72 

Phyllite & Schist 

0.44 

Quartzite 

0.06 

Sub Total 


58.23 

022 

Older Alluvium 

61.08 

Phyllite & Schist 

0.50 

Sub Total 


61.58 

023 

Older Alluvium 

163.54 

Tertiary Sandstone 

33.28 

Vindhyan Sandstone 

6.53 

Sub Total 


203.35 

024 

Older Alluvium 

31.86 

Phyllite & Schist 

0.38 

Sub Total 


32.24 

025 

Bilara Limestone 

23.93 

Older Alluvium 

310.02 

Phyllite & Schist 

0.05 

Tertiary Sandstone 

99.42 

Vindhyan Sandstone 

17.60 

Sub Total 


451.00 

026 

Jalore Granite 

12.85 

Vindhyan Sandstone 

42.86 

Sub Total 


55.71 

027 

Bilara Limestone 

0.38 

Jalore Granite 

15.39 

Older Alluvium 

11.86 

Vindhyan Sandstone 

2.70 

Sub Total 


30.32 

028 

Jalore Granite 

16.54 

Older Alluvium 

3.76 

Sub Total 


20.30 

Sub-basin Total 

1,434.81 

Khari 

029 

Older Alluvium 

91.02 

Younger Alluvium 

2.21 

Sub Total 


93.23 

030 

Jalore Granite 

1.99 
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Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Fresh Static 
Groundwater 
Availability, Mm 3 

Khari 

030 

Older Alluvium 

151.89 

Phyllite & Schist 

0.18 

Younger Alluvium 

35.36 

Sub Total 


189.43 

031 

Erinpura Granite 

0.49 

Jalore Granite 

0.21 

Older Alluvium 

0.25 

Phyllite & Schist 

0.71 

Younger Alluvium 

2.56 

Sub Total 


4.21 

032 

Phyllite & Schist 

0.58 

Younger Alluvium 

2.03 

Sub Total 


2.61 

033 

Erinpura Granite 

0.29 

Phyllite & Schist 

0.56 

Sub Total 


0.85 

Sub-basin Total 

290.32 

Khari (Hemawas) 

034 

Phyllite & Schist 

0.05 

035 

- 

- 

036 

Erinpura Granite 

1.44 

Phyllite & Schist 

0.02 

Sub Total 


1.46 

037 

Erinpura Granite 

0.62 

Gneisses 

0.01 

Phyllite & Schist 

0.04 

Sub Total 


0.67 

Sub-basin Total 

2.18 

Luni 

038 

Bilara Limestone 

1.48 

Vindhyan Sandstone 

133.71 

Sub Total 


135.19 

039 

Bilara Limestone 

20.13 

Vindhyan Sandstone 

58.85 

Sub Total 


78.98 

040 

Vindhyan Sandstone 

117.38 

041 

Vindhyan Sandstone 

132.42 

042 

Bilara Limestone 

5.05 

Jalore Granite 

3.25 

Vindhyan Sandstone 

74.49 

Sub Total 


82.78 

043 

Gneisses 

0.02 

Older Alluvium 

16.78 

Phyllite & Schist 

0.22 
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Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Fresh Static 
Groundwater 
Availability, Mm 3 

Luni 

Sub Total 


17.02 

044 

Gneisses 

0.06 

Older Alluvium 

23.29 

Phyllite & Schist 

2.16 

Sub Total 


25.50 

045 

Jalore Granite 

0.49 

Vindhyan Sandstone 

78.49 

Sub Total 


78.98 

046 

Jalore Granite 

15.05 

Vindhyan Sandstone 

13.02 

Sub Total 


28.07 

047 

Jalore Granite 

0.78 

Jurassic Sandstone 

21.44 

Rhyolite 

22.15 

Vindhyan Sandstone 

70.98 

Sub Total 


115.35 

048 

Older Alluvium 

71.18 

Vindhyan Sandstone 

24.11 

Sub Total 


95.29 

049 

Bilara Limestone 

- 

Gneisses 

0.90 

Gneisses(B.G.C.) 

0.06 

Older Alluvium 

2.59 

Phyllite & Schist 

1.17 

Younger Alluvium 

0.93 

Sub Total 


5.64 

050 

Bilara Limestone 

43.48 

Erinpura Granite 

0.06 

Gneisses 

0.41 

Jalore Granite 

0.35 

Older Alluvium 

190.41 

Phyllite & Schist 

1.14 

Tertiary Sandstone 

5.22 

Vindhyan Sandstone 

0.45 

Younger Alluvium 

0.09 

Sub Total 


241.62 

051 

Older Alluvium 

36.29 

Vindhyan Sandstone 

79.56 

Sub Total 


115.85 

052 

Bilara Limestone 

0.02 

Jalore Granite 

8.36 

Older Alluvium 

10.71 
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Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Fresh Static 
Groundwater 
Availability, Mm 3 

Luni 

052 

Vindhyan Sandstone 

167.95 

Sub Total 


187.04 

053 

Older Alluvium 

3.87 

Vindhyan Sandstone 

38.29 

Total 


42.15 

054 

Jurassic Sandstone 

16.70 

055 

Older Alluvium 

85.48 

Rhyolite 

4.07 

Vindhyan Sandstone 

43.28 

Sub Total 


132.83 

056 

Gneisses 

0.18 

Gneisses(B.G.C.) 

0.07 

Phyllite & Schist 

0.29 

Sub Total 


0.54 

057 

Older Alluvium 

108.28 

Rhyolite 

2.82 

Vindhyan Sandstone 

13.85 

Sub Total 


124.95 

058 

Older Alluvium 

55.65 

Rhyolite 

0.16 

Sub Total 


55.82 

059 

Older Alluvium 

353.93 

Rhyolite 

0.40 

Vindhyan Sandstone 

21.47 

Sub Total 


375.80 

060 

Bilara Limestone 

10.66 

Jalore Granite 

0.77 

Older Alluvium 

77.96 

Rhyolite 

2.56 

Sub Total 


91.94 

062 

Jalore Granite 

0.80 

Jurassic Sandstone 

96.80 

Rhyolite 

0.96 

Tertiary Sandstone 

272.95 

Sub Total 


371.51 

063 

- 

- 

064 

Jalore Granite 

- 

Older Alluvium 

83.20 

Rhyolite 

1.09 

Younger Alluvium 

50.44 

Sub Total 


134.73 

065 

Jalore Granite 

0.17 
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Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Fresh Static 
Groundwater 
Availability, Mm 3 

Luni 

065 

Jurassic Sandstone 

191.93 

Tertiary Sandstone 

34.20 

Sub Total 


226.31 

066 

Jalore Granite 

0.02 

Older Alluvium 

240.77 

Younger Alluvium 

13.39 

Sub Total 


254.18 

067 

Older Alluvium 

11.93 

068 

Jalore Granite 

0.04 

Older Alluvium 

161.30 

Younger Alluvium 

16.31 

Sub Total 


177.65 

069 

Older Alluvium 

1.86 

Rhyolite 

0.02 

Younger Alluvium 

0.77 

Sub Total 


2.65 

070 

Older Alluvium 

76.28 

Rhyolite 

3.63 

Tertiary Sandstone 

37.40 

Sub Total 


117.31 

071 

Older Alluvium 

7.70 

Rhyolite 

- 

Tertiary Sandstone 

4.73 

Sub Total 


12.43 

072 

Older Alluvium 

198.94 

Rhyolite 

0.01 

Sub Total 


198.95 

073 

Older Alluvium 

63.05 

Rhyolite 

- 

Younger Alluvium 

41.63 

Sub Total 


104.69 

074 

Older Alluvium 

177.97 

075 

Older Alluvium 

125.84 

Younger Alluvium 

8.51 

Sub Total 


134.35 

076 

Older Alluvium 

102.04 

Younger Alluvium 

37.77 

Sub Total 


139.81 

077 

Jalore Granite 

0.07 

Older Alluvium 

497.47 

Younger Alluvium 

629.73 

Sub Total 


1,127.27 
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Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Fresh Static 
Groundwater 
Availability, Mm 3 

Luni 

078 

Older Alluvium 

13749 

Younger Alluvium 

22.96 

Sub Total 


16045 

079 

Older Alluvium 

227.83 

080 

Older Alluvium 

236.41 

081 

Older Alluvium 

349.62 

Rhyolite 

- 

Sub Total 


349.62 

082 

Older Alluvium 

234.70 

083 

Older Alluvium 

338.32 

084 

Older Alluvium 

688.86 

Rhyolite 

- 

Younger Alluvium 

31.84 

Sub Total 


720.71 

Sub-basin Total 

7,757.64 

Mithari 

085 

Erinpura Granite 

0.29 

Older Alluvium 

44.68 

Phyllite & Schist 

0.52 

Younger Alluvium 

1.62 

Sub Total 


47.11 

086 

Erinpura Granite 

2.04 

Older Alluvium 

0.74 

ite & Schist 

0.50 

Sub Total 


3.29 

Sub-basin Total 

50.40 

Sagi 

087 

Jalore Granite 

1.95 

Older Alluvium 

240.71 

Rhyolite 

1.85 

Younger Alluvium 

128.76 

Sub Total 


373.28 

088 

Jalore Granite 

1.17 

Older Alluvium 

5.58 

Rhyolite 

0.36 

Younger Alluvium 

1.11 

Sub Total 


8.23 

Sub-basin Total 

381.51 

Sukri 

089 

Older Alluvium 

7.97 

Younger Alluvium 

6.02 

Sub Total 


14.00 

090 

Erinpura Granite 

1.25 

Phyllite & Schist 

0.43 

Sub Total 


1.68 
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Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Fresh Static 
Groundwater 
Availability, Mm 3 

Sukri 

091 

Erinpura Granite 

0.98 

Gneisses(B.G.C.) 

- 

Older Alluvium 

7.62 

Phyllite & Schist 

1.33 

Sub Total 


9.93 

092 

Erinpura Granite 

0.37 

Phyllite & Schist 

0.35 

Sub Total 


0.72 

093 

Erinpura Granite 

0.86 

Phyllite & Schist 

0.24 

Sub Total 


1.10 

Sub-basin Total 

27.44 

Sukri (Sayala) 

094 

Jalore Granite 

- 

Older Alluvium 

223.25 

Younger Alluvium 

227.85 

Sub Total 


451.10 

Sub-basin Total 

451.10 

Basin Total 

10,884.72 


Source: CGWB and RGWD 

Note: Zero availability means negligible value 


4.6.4 Assessment of Saline Static Groundwater Resources (Year 2010) 

The saline static groundwater resources in Luni Basin for the year 2010 are 
estimated as 4,041.33 Mm 3 (for details see Annex GW-7(b) of Main Report). 
These range from 2.13 Mm in Khari (Hemawas) Sub-basin to 3,575.91 Mm in 
Luni Sub-basin. A sizeable amount of saline static groundwater resource is 
estimated to occur in the Older Alluvium of Luni Sub-basin. 


Table 4.6-4: Micro Watershed and Aquifer Wise Saline Static Groundwater Resources in Luni 

Basin (Year 2010) 


Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Saline Static 
Groundwater 
Availability, Mm 3 

Bandi 

001 

Jalore Granite 

- 

Older Alluvium 

- 

Younger Alluvium 

- 

Sub Total 


- 

002 

Jalore Granite 

- 

Phyllite & Schist 

- 

Younger Alluvium 

- 

Sub Total 


- 

003 

Jalore Granite 

- 

Phyllite & Schist 

- 

Sub Total 


- 

Sub-basin Total 



- 

Bandi (Hemawas) 

004 

Erinpura Granite 

0.10 


App. LUN-IN-24740-R13-073 July, 2014 

Surface and Groundwater Availability 
143 











STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Saline Static 
Groundwater 
Availability, Mm 3 

Bandi (Hemawas) 

004 

Older Alluvium 

0.10 

Phyllite & Schist 

0.73 

Younger Alluvium 

2.88 

Sub Total 


3.81 

005 

Erinpura Granite 

0.39 

Older Alluvium 

- 

Phyllite & Schist 

0.33 

Sub Total 


0.71 

Sub-basin Total 



4.52 

Guhiya 

006 

Gneisses 

- 

Gneisses(B.G.C.) 

- 

Phyllite & Schist 

- 

Sub Total 


- 

007 

Bilara Limestone 

- 

Phyllite & Schist 

0.47 

Sub Total 


0.47 

008 

Bilara Limestone 

0.32 

Erinpura Granite 

- 

Gneisses 

- 

Older Alluvium 

10.35 

Phyllite & Schist 

0.84 

Sub Total 


11.51 

009 

Erinpura Granite 

- 

Gneisses 

- 

Phyllite & Schist 

- 

Sub Total 


- 

010 

Bilara Limestone 

- 

Erinpura Granite 

- 

Gneisses 

- 

Phyllite & Schist 

- 

Sub Total 


- 

011 

Erinpura Granite 

0.27 

Older Alluvium 

14.49 

Phyllite & Schist 

1.15 

Younger Alluvium 

2.35 

Sub Total 


18.25 

012 

Erinpura Granite 

0.14 

Phyllite & Schist 

0.01 

Sub Total 


0.15 

013 

Erinpura Granite 

- 

Gneisses 

- 

Phyllite & Schist 

- 

Sub Total 


- 

Sub-basin Total 



30.39 

Jawai 

014 

Erinpura Granite 

0.01 

Jalore Granite 

- 

Older Alluvium 

20.28 

Phyllite & Schist 

- 

Younger Alluvium 

8.13 

Sub Total 


28.42 
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Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Saline Static 
Groundwater 
Availability, Mm 3 

Jawai 

015 

Erinpura Granite 

0.28 

Older Alluvium 

- 

Phyllite & Schist 

- 

Younger Alluvium 

- 

Sub Total 


0.28 

016 

Erinpura Granite 

1.11 

Phyllite & Schist 

1.09 

Gniesses 

0.01 

Sub Total 


2.21 

Sub-basin Total 



30.91 

Jojri 

017 

Older Alluvium 

16.79 

Phyllite & Schist 

0.02 

Quartzite 

- 

Sub Total 


16.81 

018 

Older Alluvium 

11.82 

Phyllite & Schist 

0.04 

Quartzite 

- 

Sub Total 


11.86 

019 

Older Alluvium 

- 

Phyllite & Schist 

- 

Quartzite 

- 

Sub Total 


- 

020 

Older Alluvium 

20.69 

021 

Gneisses 

- 

Older Alluvium 

- 

Phyllite & Schist 

- 

Quartzite 

- 

Sub Total 


- 

022 

Older Alluvium 

13.66 

Phyllite & Schist 

- 

Sub Total 


13.66 

023 

Older Alluvium 

84.20 

Tertiary Sandstone 

10.48 

Vindhyan Sandstone 

- 

Sub Total 


94.68 

024 

Older Alluvium 

- 

Phyllite & Schist 

- 

Sub Total 


- 

025 

Bilara Limestone 

- 

Older Alluvium 

3.46 

Phyllite & Schist 

- 

Tertiary Sandstone 

0.78 

Vindhyan Sandstone 

- 

Sub Total 


4.25 

026 

Jalore Granite 

1.08 

Vindhyan Sandstone 

- 

Sub Total 


1.08 

027 

Bilara Limestone 

- 

Jalore Granite 

0.83 

Older Alluvium 

1.60 
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Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Saline Static 
Groundwater 
Availability, Mm 3 

Jojri 

027 

Vindhyan Sandstone 

- 

Sub Total 


2.42 

028 

Jalore Granite 

1.35 

Older Alluvium 

16.10 

Sub Total 


17.45 

Sub-basin Total 



182.90 

Khari 

029 

Older Alluvium 

- 

Younger Alluvium 

- 

Sub Total 


- 

030 

Jalore Granite 

- 

Older Alluvium 

- 

Phyllite & Schist 

- 

Younger Alluvium 

- 

Sub Total 


- 

031 

Erinpura Granite 

- 

Jalore Granite 

- 

Older Alluvium 

- 

Phyllite & Schist 

- 

Younger Alluvium 

- 

Sub Total 


- 

032 

Phyllite & Schist 

- 

Younger Alluvium 

- 

Sub Total 


- 

033 

Erinpura Granite 

- 

Phyllite & Schist 

- 

Sub Total 


- 

Sub-basin Total 



- 

Khari (Hemawas) 

034 

Phyllite & Schist 

0.07 

035 

Erinpura Granite 

0.19 

Phyllite & Schist 

0.08 

Sub Total 


0.27 

036 

Erinpura Granite 

0.48 

Gneisses 

0.05 

Phyllite & Schist 

0.25 

Sub Total 


0.78 

037 

Erinpura Granite 

0.67 

Gneisses 

0.10 

Phyllite & Schist 

0.24 

Sub Total 


1.00 

Sub-basin Total 



2.13 

Luni 

038 

Bilara Limestone 

- 

Vindhyan Sandstone 

- 

Sub Total 


- 

039 

Bilara Limestone 

- 

Vindhyan Sandstone 

- 

Sub Total 


- 

040 

Vindhyan Sandstone 

- 

041 

Vindhyan Sandstone 

- 

042 

Bilara Limestone 

- 

Jalore Granite 

- 
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Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Saline Static 
Groundwater 
Availability, Mm 3 

Luni 

042 

Vindhyan Sandstone 

- 

Sub Total 


- 

043 

Gneisses 

- 

Older Alluvium 

4.86 

Phyllite & Schist 

0.10 

Sub Total 


4.96 

044 

Gneisses 

- 

Older Alluvium 

0.05 

Phyllite & Schist 

0.44 

Sub Total 


0.48 

045 

Jalore Granite 

- 

Vindhyan Sandstone 

- 

Sub Total 


- 

046 

Jalore Granite 

0.19 

Vindhyan Sandstone 

- 

Sub Total 


0.19 

047 

Jalore Granite 

0.65 

Jurassic Sandstone 

18.97 

Older Alluvium 

88.04 

Rhyolite 

3.64 

Tertiary Sandstone 

140.50 

Vindhyan Sandstone 

41.73 

Sub Total 


293.52 

048 

Older Alluvium 

31.41 

Vindhyan Sandstone 

- 

Sub Total 


31.41 

049 

Bilara Limestone 

- 

Gneisses 

2.05 

Gneisses(B.G.C.) 

- 

Older Alluvium 

0.07 

Phyllite & Schist 

0.53 

Younger Alluvium 

- 

Sub Total 


2.65 

050 

Bilara Limestone 

- 

Erinpura Granite 

- 

Gneisses 

- 

Jalore Granite 

- 

Older Alluvium 

0.88 

Phyllite & Schist 

0.16 

Tertiary Sandstone 

- 

Vindhyan Sandstone 

- 

Younger Alluvium 

- 

Sub Total 


1.04 

051 

Older Alluvium 

70.43 

Vindhyan Sandstone 

9.31 

Sub Total 


79.74 

052 

Bilara Limestone 

- 

Jalore Granite 

1.38 

Older Alluvium 

1.44 

Vindhyan Sandstone 

3.03 
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Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Saline Static 
Groundwater 
Availability, Mm 3 

Luni 

Sub Total 


5.84 

053 

Older Alluvium 

134.11 

Tertiary Sandstone 

0.24 

Vindhyan Sandstone 

2.64 

Sub Total 


136.99 

054 

Jurassic Sandstone 

5.51 

Rhyolite 

0.35 

Tertiary Sandstone 

39.57 

Sub Total 


45.42 

055 

Older Alluvium 

101.83 

Rhyolite 

- 

Vindhyan Sandstone 

5.91 

Sub Total 


107.74 

056 

Gneisses 

- 

Gneisses(B.G.C.) 

- 

Phyllite & Schist 

- 

Sub Total 


- 

057 

Older Alluvium 

24.97 

Rhyolite 

- 

Vindhyan Sandstone 

- 

Sub Total 


24.97 

058 

Older Alluvium 

116.91 

Rhyolite 

0.78 

Sub Total 


117.68 

059 

Older Alluvium 

19.10 

Rhyolite 

- 

Vindhyan Sandstone 

0.06 

Sub Total 


19.16 

060 

Bilara Limestone 

- 

Jalore Granite 

2.40 

Older Alluvium 

148.53 

Rhyolite 

0.45 

Tertiary Sandstone 

- 

Younger Alluvium 

0.06 

Sub Total 


151.44 

061 

Older Alluvium 

178.64 

Younger Alluvium 

2.73 

Sub Total 


181.38 

062 

Jalore Granite 

4.20 

Jurassic Sandstone 

0.89 

Rhyolite 

0.09 

Tertiary Sandstone 

82.91 

Sub Total 


88.10 

063 

Older Alluvium 

96.41 

Rhyolite 

0.92 

Tertiary Sandstone 

70.98 

Younger Alluvium 

2.44 

Sub Total 


170.75 

064 

Jalore Granite 

- 

Older Alluvium 

329.40 
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Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Saline Static 
Groundwater 
Availability, Mm 3 

Luni 

064 

Rhyolite 

- 

Younger Alluvium 

100.55 

Sub Total 


429.95 

065 

Jalore Granite 

0.99 

Jurassic Sandstone 

7.39 

Older Alluvium 

26.51 

Rhyolite 

1.87 

Tertiary Sandstone 

172.82 

Younger Alluvium 

1.38 

Sub Total 


210.96 

066 

Jalore Granite 

- 

Older Alluvium 

70.89 

Younger Alluvium 

0.28 

Sub Total 


71.17 

067 

Older Alluvium 

66.94 

068 

Jalore Granite 

0.07 

Older Alluvium 

108.93 

Younger Alluvium 

6.14 

Sub Total 


115.14 

069 

Older Alluvium 

99.62 

Rhyolite 

0.86 

Tertiary Sandstone 

0.03 

Younger Alluvium 

153.20 

Sub Total 


253.71 

070 

Older Alluvium 

10.03 

Rhyolite 

0.04 

Tertiary Sandstone 

- 

Sub Total 


10.08 

071 

Older Alluvium 

27.50 

Rhyolite 

0.38 

Tertiary Sandstone 

14.96 

Sub Total 


42.85 

072 

Older Alluvium 

2.84 

Rhyolite 

- 

Sub Total 


2.84 

073 

Older Alluvium 

57.35 

Rhyolite 

0.11 

Younger Alluvium 

25.61 

Sub Total 


83.07 

074 

Older Alluvium 

2.38 

075 

Older Alluvium 

28.31 

Younger Alluvium 

46.29 

Sub Total 


74.61 

076 

Older Alluvium 

11.29 

Younger Alluvium 

17.71 

Sub Total 


29.00 

077 

Jalore Granite 

- 

Older Alluvium 

94.26 

Rhyolite 

0.36 

Younger Alluvium 

302.49 
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Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Saline Static 
Groundwater 
Availability, Mm 3 

Luni 

Sub Total 


397.49 

078 

Older Alluvium 

10.81 

Younger Alluvium 

0.29 

Sub Total 


11.10 

079 

Older Alluvium 

27.53 

080 

Older Alluvium 

6.17 

081 

Older Alluvium 

123.78 

Rhyolite 

- 

Sub Total 


123.78 

082 

Older Alluvium 

34.35 

083 

Older Alluvium 

55.26 

084 

Older Alluvium 

54.79 

Rhyolite 

- 

Younger Alluvium 

9.30 

Sub Total 


64.09 

Sub-basin Total 



3,575.91 

Mithari 

085 

Erinpura Granite 

- 

Older Alluvium 

74.73 

Phyllite & Schist 

0.01 

Younger Alluvium 

- 

Sub Total 


74.74 

086 

Erinpura Granite 

- 

Older Alluvium 

- 

Phyllite & Schist 

- 

Sub Total 


- 

Sub-basin Total 



74.74 

Sagi 

087 

Jalore Granite 

- 

Older Alluvium 

6.34 

Rhyolite 

- 

Younger Alluvium 

0.01 

Sub Total 


6.35 

Sagi 

088 

Jalore Granite 

- 

Older Alluvium 

- 

Rhyolite 

- 

Younger Alluvium 

- 

Sub Total 


- 

Sub-basin Total 



6.35 

Sukri 

089 

Older Alluvium 

26.02 

Phyllite & Schist 

0.01 

Younger Alluvium 

4.26 

Sub Total 


30.29 

090 

Erinpura Granite 

0.35 

Older Alluvium 

1.27 

Phyllite & Schist 

1.03 

Younger Alluvium 

0.02 

Sub Total 


2.67 

091 

Erinpura Granite 

- 

Gneisses(B.G.C.) 

- 

Older Alluvium 

46.96 

Phyllite & Schist 

0.59 
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Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Saline Static 
Groundwater 
Availability, Mm 3 

Sukri 

Sub Total 


47.55 

092 

Erinpura Granite 

- 

Older Alluvium 

8.06 

Phyllite & Schist 

0.08 

Sub Total 


8.14 

093 

Erinpura Granite 

- 

Phyllite & Schist 

- 

Sub Total 


- 

Sub-basin Total 



88.65 

Sukri (Sayala) 

094 

Jalore Granite 

- 

Older Alluvium 

11.80 

Younger Alluvium 

33.03 

Sub Total 


44.83 

Sub-basin Total 

44.83 

Basin Total 

4,041.33 


Source: CGWB and RGWD 


5. Summary of Water Availability 

5.1 Conceptual Approach (Assessment Considerations) 

Availability of water originating from various sources depends upon the source 

nature and subject to the following ToR requirements: 

• Locally generated surface water, the starting point for its rational utilization, 
is its availability in terms of ‘native’ or ‘virgin’ (un-intercepted) status, with 
its due dependability nature is considered the ‘hydrologic planning base data’ 
of this part of the Basin’s water sources. 

• In the case of imported water, the governing factor is the on-going (current) 
management of the relevant agreements. Dependability levels of this source 
of water relates to its own source, assumed to be maintained through the 
relevant delivery system. 

• Also for groundwater, its availability for long-term exploitation, clear of any 
current state of overdraft is the basic element. Since it is a derivative of 
rainfall, the dependability level of such rechargeable ‘dynamic’ groundwater 
availability relies on the statistic occurrence of precipitation. 

5.2 Basin Summary of Available Water 

The analysis above have been oriented according to the aforementioned 

assessment considerations, culminated in a summary as shown in Table 5.2-1. 
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Table 5.2-1: Summary of Available Water Resources in Luni Basin, Mm 3 (2010) 


Property 

Depend 

ability Level 

Mean 

25% 

50% 

75% 

90% 

Fresh Water 






Local Surface Water (virgin), Mm 3 /yr 

2,269.92 

2888.9 

1155.1 

360.9 

214.2 

Imported Water, Mm 3 /yr 

562.34 

691.49 

461.63 

360 

233.66 

Fresh Dynamic Groundwater, Mm 3 /yr 

1,493.18 





Fresh Static Groundwater, Mm 3 /yr 

10,884.72 





Total Available Fresh Water, Mm 3 /yr 

15,210.16 





Saline Groundwater 






Saline Dynamic Groundwater, Mm 3 /yr 

488.99 





Saline Static Groundwater, Mm 3 /yr 

4,041.33 





Total Available Saline Groundwater, Mm 3 /yr 

4,530.32 






Note: For groundwater, assessment is done for Mean Annual Availability as per GEC methodology. 
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Annex LUN-1 

Data Used for Calibration/Validation of Model at Selected Sites 

Gandhav River Gauge Station 

Table Al-1 provides the details of observed River gauge flow data used for Gandhav River 
Gauge Station. 


Table Al-1: Gandhav River Gauge Station Flow Data (unit- cumecs) 


Years 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

1971 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

2.48 

12.85 

0.00 

0.00 

0.00 

0.00 

1972 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

1973 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

1974 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

1975 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

31.48 

44.08 

165.10 

28.81 

8.07 

0.55 

1976 

0.09 

0.02 

0.00 

0.00 

0.00 

0.00 

10.15 

214.62 

166.80 

4.78 

1.13 

0.31 

1977 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

47.04 

164.57 

12.08 

0.52 

0.02 

0.00 

1978 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

19.97 

17.27 

18.90 

0.00 

0.00 

0.00 

1979 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

915.00 

13.40 

0.00 

0.00 

0.00 

0.00 

1980 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

8.50 

0.00 

0.00 

0.00 

0.00 

1981 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

1982 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.70 

11.67 

0.40 

0.00 

0.00 

0.00 

1983 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

214.30 

196.19 

13.00 

0.46 

0.02 

0.00 

1984 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

1.92 

0.10 

0.00 

0.00 

0.00 

1985 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

3.53 

3.11 

0.04 

0.00 

0.00 

0.00 

1986 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

1.42 

0.00 

0.00 

0.00 

0.00 

1987 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.62 

0.01 

0.02 

0.00 

0.00 

0.00 

1988 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.49 

0.26 

0.00 

0.00 

0.00 

1989 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

2.15 

2.34 

1.67 

0.00 

0.00 

0.00 


Source: CWC 


Balotra River Gauge Station 

Table Al-2 provides the details of Observed River Gauge flow data of Balotra River Gauge 
Station. 


Table Al-2: Balotra River Gauge Station Gauge Flow Data (unit-cumecs) 


Years 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

1993 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

2.03 

0.00 

0.00 

0.00 

0.00 

0.00 

1994 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

67.41 

39.36 

0.16 

0.00 

0.00 

1995 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

202.40 

19.48 

7.41 

0.00 

0.00 

0.00 

1996 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

10.79 

0.00 

0.00 

0.00 

0.00 

1997 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

81.51 

17.77 

0.00 

0.00 

0.00 

1998 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

1999 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

24.45 

0.00 

0.00 

0.00 

0.00 

2000 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

2001 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

2002 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

2003 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

2004 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

2005 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

2006 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

36.58 

0.00 

0.00 

0.00 

0.00 

2007 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

66.84 

0.00 

0.00 

0.00 

0.00 

0.00 

2008 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 
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Years 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

2009 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

2010 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

2011 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

NA 


Source: WRD, GoR 


Jawai Dam 

Table A1-3 provides the details of data used for Jawai Dam. 


Table A1-3: Jawai Dam Gauge-Capacity Data 


Year 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

30 st June 

31 st July 

31 st Aug. 

15 th /30 st Sept. 

1996 

978.66 

24.13 

986.90 

35.66 

1,002.40 

72.34 

1,006.35 

86.41 

1997 

988.80 

38.47 

1,000.80 

66.84 

1,014.00 

119.89 

1,019.50 

148.42 

1998 

991.65 

44.26 

991.65 

44.26 

991.65 

44.26 

991.65 

44.26 

1999 

967.00 

14.03 

962.00 

10.79 

963.50 

11.10 

963.50 

11.10 

2000 

975.05 

20.71 

1,005.05 

81.85 

1,009.30 

97.11 

1,009.30 

97.11 

2001 

989.00 

38.78 

1,003.70 

77.30 

1,011.40 

106.89 

1,011.40 

106.89 

2002 

977.90 

23.40 

971.95 

17.80 

978.20 

23.69 

976.90 

22.46 

2003 

974.25 

19.94 

995.50 

53.28 

1,005.15 

82.20 

1,006.15 

85.70 

2004 

976.35 

21.92 

970.50 

16.44 

992.75 

46.85 

993.25 

48.02 

2005 

972.10 

17.94 

990.00 

40.29 

999.90 

63.90 

1,008.00 

92.43 

2006 

975.70 

21.30 

983.65 

30.88 

1,027.80 

204.06 

1,028.10 

206.29 

2007 

994.50 

50.96 

1,017.70 

138.99 

1,023.50 

174.47 

1,027.45 

201.48 

2008 

982.75 

29.49 

979.25 

24.70 

990.75 

42.03 

988.10 

37.38 

2009 

958.25 

8.45 

986.65 

35.27 

992.10 

45.38 

991.35 

43.50 

2010 

979.88 

25.32 

983.37 

30.41 

1,007.55 

90.78 

1,015.62 

128.05 


Source: WRD, GoR 


Hemawas Bund 

Table A1-4 provides the details of data used for Hemawas Bund. 


Table A1-4: Hemawas Bund Gauge-Capacity Data 


Year 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

30 st June 

31 st July 

31 st Aug. 

15 th /30 st Sept. 

1996 

709.00 

0.01 

723.00 

3.86 

732.45 

33.58 

732.45 

33.58 

1997 

709.00 

0.01 

732.60 

34.30 

738.30 

64.07 

738.30 

64.07 

1998 

709.00 

0.01 

719.40 

0.22 

719.40 

0.22 

719.40 

0.22 

1999 

709.00 

0.01 

738.10 

63.30 

738.10 

63.30 

738.10 

63.30 

2000 

724.80 

7.59 

727.95 

16.21 

727.95 

16.21 

727.95 

16.21 

2001 

709.00 

0.01 

731.80 

30.55 

735.75 

53.13 

735.78 

53.13 

2002 

721.85 

1.88 

709.00 

0.01 

709.00 

0.01 

709.00 

0.01 

2003 

709.00 

0.01 

723.05 

3.96 

724.50 

6.93 

723.85 

5.52 

2004 

719.10 

0.21 

709.00 

0.01 

709.00 

0.01 

709.00 

0.01 

2005 

709.00 

0.01 

719.25 

0.22 

719.70 

0.23 

721.20 

0.98 

2006 

709.00 

0.01 

721.10 

0.84 

736.95 

62.16 

736.25 

56.81 

2007 

709.00 

0.01 

736.45 

58.34 

735.85 

53.84 

735.15 

48.88 

2008 

709.00 

0.01 

709.00 

0.01 

709.00 

0.01 

709.00 

0.01 

2009 

709.00 

0.01 

709.00 

0.01 

709.00 

0.01 

709.00 

0.01 

2010 

709.00 

0.00 

709.00 

0.00 

727.24 

13.31 

727.70 

14.72 


Source: WRD, GoR 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Kharda Dam 

Table A1-5 provides the details of data used for Kharda Dam. 


Table A1-5: Kharda Dam Gauge-Capacity Data 


Year 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

30 s * June 

31 st July 

31 st Aug. 

15 th /30 st Sept. 

1996 

100.00 

0.00 

106.00 

1.81 

109.80 

10.02 

109.80 

10.02 

1997 

100.00 

0.00 

104.90 

0.76 

114.00 

21.60 

114.00 

21.60 

1998 

100.00 

0.00 

106.95 

3.35 

106.95 

3.35 

106.95 

3.35 

1999 

100.00 

0.00 

108.20 

5.97 

109.05 

8.00 

109.05 

8.00 

2000 

100.00 

0.00 

107.15 

3.74 

107.15 

3.74 

107.15 

3.74 

2001 

100.00 

0.00 

109.90 

10.29 

112.45 

17.27 

112.45 

17.27 

2002 

100.00 

0.00 

100.00 

0.00 

100.00 

0.00 

100.00 

0.00 

2003 

100.00 

0.00 

106.10 

1.97 

107.30 

4.05 

100.00 

0.00 

2004 

100.00 

0.00 

101.00 

0.01 

104.30 

0.48 

103.65 

0.26 

2005 

100.00 

0.00 

102.20 

0.06 

107.40 

4.26 

107.30 

4.05 

2006 

100.00 

0.00 

101.80 

0.03 

106.75 

3.03 

107.30 

4.05 

2007 

100.00 

0.00 

112.85 

18.35 

112.80 

18.24 

112.35 

16.99 

2008 

101.40 

0.02 

100.65 

0.01 

107.25 

3.95 

107.05 

3.54 

2009 

100.00 

0.00 

101.30 

0.02 

101.00 

0.01 

100.45 

0.01 

2010 

100.00 

0.00 

105.52 

1.31 

106.00 

1.81 

107.84 

5.18 


Source: WRD, GoR 


Raipur Luni Dam 

Table A1-6 provides the details of data used for Kharda Dam. 


Table A1-6: Raipur Luni Dam Gauge-Capacity Data 


Year 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

30 st June 

31 st July 

31 st Aug. 

15 th /30 st Sept. 

1996 

114.10 

2.23 

118.75 

4.47 

129.30 

12.81 

129.70 

13.16 

1997 

112.00 

1.59 

115.70 

2.91 

129.40 

12.90 

129.55 

13.03 

1998 

118.05 

4.02 

120.00 

5.25 

120.00 

5.25 

120.00 

5.25 

1999 

120.60 

5.63 

129.90 

13.33 

129.90 

13.33 

129.90 

13.33 

2000 

112.00 

1.59 

128.20 

11.85 

128.50 

12.11 

128.50 

12.11 

2001 

112.70 

1.77 

129.00 

12.55 

129.10 

12.64 

129.10 

0.00 

2002 

112.00 

1.59 

112.00 

1.59 

111.45 

0.03 

111.40 

0.04 

2003 

110.00 

0.00 

123.10 

7.38 

123.00 

7.30 

122.60 

6.98 

2004 

110.00 

0.03 

108.80 

0.02 

114.50 

2.39 

113.50 

2.03 

2005 

105.60 

0.01 

106.70 

0.01 

105.90 

0.01 

114.00 

2.20 

2006 

107.00 

0.01 

106.40 

0.01 

128.80 

12.37 

128.90 

12.46 

2007 

109.50 

0.02 

117.40 

3.72 

116.80 

3.44 

116.60 

3.34 

2008 

110.50 

0.02 

109.80 

0.03 

110.10 

0.03 

109.70 

0.02 

2009 

112.00 

1.59 

115.70 

2.91 

117.10 

3.58 

115.40 

2.77 

2010 

110.00 

0.00 

113.50 

2.03 

117.51 

3.76 

118.00 

3.99 


Source: WRD, GoR 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Ora Dam 


Table A1-7 provides the details of data used for Ora Dam. 


Table A1-7: Ora Dam Gauge-Capacity Data 


Year 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

30 st June 

31 st July 

31 st Aug. 

15 th /30 st Sept. 

1996 

118.50 

2.81 

120.85 

4.07 

120.85 

4.07 

120.85 

4.07 

1997 

110.00 

0.37 

116.40 

1.94 

121.20 

4.34 

128.75 

12.19 

1998 

113.55 

1.02 

114.05 

1.14 

114.05 

1.14 

114.05 

1.14 

1999 

114.20 

1.18 

119.90 

3.38 

119.90 

3.38 

119.90 

3.38 

2000 

111.80 

0.61 

131.05 

15.86 

131.05 

15.86 

131.05 

15.86 

2001 

121.10 

4.27 

132.55 

18.76 

132.20 

18.08 

132.20 

18.08 

2002 

111.90 

0.63 

115.30 

1.49 

114.00 

1.13 

115.30 

1.49 

2003 

116.55 

2.00 

124.80 

7.10 

127.65 

10.74 

126.95 

9.82 

2004 

110.00 

0.37 

110.00 

0.37 

114.65 

1.28 

113.30 

0.96 

2005 

110.00 

0.37 

121.10 

4.27 

126.05 

8.63 

131.55 

16.83 

2006 

116.00 

1.78 

121.95 

4.92 

134.10 

21.78 

133.35 

20.30 

2007 

110.00 

0.37 

125.10 

7.38 

124.65 

6.98 

123.90 

6.41 

2008 

114.75 

1.31 

114.30 

1.20 

119.00 

3.01 

118.30 

2.72 

2009 

110.00 

0.37 

114.15 

1.16 

113.40 

0.99 

114.05 

1.14 

2010 

110.00 

0.00 

116.66 

2.05 

120.95 

4.15 

121.45 

4.53 


Source: WRD, GoR 


Bankli Bund 

Table Al-8 provides the details of data used for Bankli Bund. 


Table Al-8: Bankli Bund Gauge-Capacity Data 


Year 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

30 st June 

31 st July 

31 st Aug. 

15 th /30 st Sept. 

1996 

562.92 

0.98 

562.92 

0.98 

567.84 

5.18 

567.84 

5.18 

1997 

556.00 

0.02 

565.75 

2.78 

577.85 

37.80 

577.85 

37.80 

1998 

556.00 

0.02 

556.00 

0.02 

556.00 

0.02 

556.00 

0.02 

1999 

556.00 

0.02 

561.50 

0.51 

562.70 

0.90 

562.70 

0.90 

2000 

556.00 

0.02 

563.85 

1.45 

563.90 

1.48 

563.90 

1.48 

2001 

556.00 

0.02 

570.20 

9.42 

569.55 

8.10 

569.55 

8.10 

2002 

556.00 

0.02 

556.00 

0.02 

556.00 

0.02 

556.00 

0.02 

2003 

556.00 

0.02 

559.00 

0.15 

568.50 

6.19 

567.45 

4.65 

2004 

556.00 

0.02 

556.00 

0.02 

557.00 

0.04 

556.00 

0.02 

2005 

556.00 

0.02 

556.00 

0.02 

556.20 

0.02 

556.10 

0.02 

2006 

556.00 

0.02 

565.00 

2.18 

577.00 

34.54 

576.60 

33.00 

2007 

556.00 

0.02 

575.50 

28.19 

575.20 

26.68 

574.45 

23.18 

2008 

556.00 

0.02 

556.00 

0.02 

560.90 

0.37 

557.80 

0.08 

2009 

556.00 

0.02 

556.00 

0.02 

556.00 

0.02 

556.00 

0.02 

2010 

556.00 

0.00 

557.51 

0.38 

557.62 

0.46 

557.52 

0.39 


Source: WRD, GoR 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Sardar Samand Dam 


Table Al-9 provides the details of data used for Sardar Samand Dam. 


Table Al-9: Sardar Samand Dam Gauge-Capacity Data 


Year 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

30 s * June 

31 st July 

31 st Aug. 

15 th /30 st Sept. 

1996 

712.60 

0.55 

713.70 

1.18 

719.60 

11.49 

719.60 

11.49 

1997 

712.55 

0.53 

714.00 

1.39 

726.70 

47.88 

727.35 

53.11 

1998 

714.75 

2.12 

717.00 

5.24 

717.00 

5.24 

717.00 

5.24 

1999 

710.75 

0.15 

723.00 

24.53 

723.40 

26.55 

723.40 

26.55 

2000 

711.10 

0.19 

717.55 

6.33 

717.60 

6.43 

717.60 

6.43 

2001 

706.00 

0.00 

721.20 

16.88 

721.40 

17.67 

721.40 

17.67 

2002 

706.00 

0.00 

706.00 

0.00 

706.00 

0.00 

706.00 

0.00 

2003 

713.00 

0.70 

714.00 

1.39 

714.95 

2.31 

714.60 

1.97 

2004 

706.00 

0.00 

706.00 

0.00 

716.05 

3.72 

714.80 

2.16 

2005 

706.00 

0.00 

713.75 

1.21 

715.80 

3.39 

715.60 

3.13 

2006 

706.00 

0.00 

712.50 

0.51 

713.10 

0.77 

713.40 

0.97 

2007 

706.00 

0.00 

729.55 

73.12 

729.15 

69.16 

728.55 

63.57 

2008 

710.80 

0.15 

706.00 

0.00 

714.95 

2.31 

714.20 

1.58 

2009 

706.00 

0.00 

712.25 

0.42 

711.80 

0.30 

710.90 

0.16 

2010 

706.00 

0.00 

711.64 

0.27 

713.64 

1.14 

714.56 

1.92 


Source: W 


RD, GoR 


Angore Dam 


Table Al-10 provides the details of data used for Angore Dam. 


Table Al-10: Angore Dam Gauge-Capacity Data 


Year 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

30 st June 

31 st July 

31 st Aug. 

15 th /30 st Sept. 

1996 

490.00 

0.80 

494.90 

1.82 

495.55 

2.07 

495.55 

2.07 

1997 

490.00 

0.80 

507.00 

8.93 

512.50 

14.02 

512.50 

14.02 

1998 

490.00 

0.80 

499.35 

3.69 

499.35 

3.69 

500.80 

4.50 

1999 

492.30 

1.28 

493.35 

1.50 

493.40 

1.51 

493.40 

1.51 

2000 

490.00 

0.80 

501.25 

4.80 

502.95 

5.94 

502.95 

5.94 

2001 

493.50 

1.53 

505.75 

7.92 

506.00 

8.12 

506.00 

8.12 

2002 

494.15 

1.66 

492.80 

1.38 

491.80 

1.18 

491.33 

1.08 

2003 

493.90 

1.61 

507.95 

9.70 

511.90 

13.38 

511.65 

13.12 

2004 

493.10 

1.44 

491.80 

1.18 

497.30 

2.82 

496.40 

2.43 

2005 

490.00 

0.80 

501.50 

4.97 

507.90 

9.66 

512.30 

13.81 

2006 

494.25 

1.68 

498.60 

3.37 

512.55 

14.07 

512.50 

14.02 

2007 

492.05 

1.23 

512.50 

14.02 

512.50 

14.02 

512.00 

13.49 

2008 

490.20 

0.85 

490.20 

0.85 

500.95 

4.60 

500.45 

4.27 

2009 

490.15 

0.84 

490.00 

0.80 

490.00 

0.80 

490.00 

0.80 

2010 

490.00 

0.00 

498.90 

3.50 

502.23 

5.47 

505.94 

8.08 


Source: WRD, GoR 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Bandi Sandhara Bund 

Table Al-11 provides the details of data used for Bandi Sandhara Bund. 


Table Al-11: Bandi Sandhara Bund Gauge-Capacity Data 


Year 

Gauge, m 

Capacity 

Mm 3 

Gauge, m 

Capacity 

Mm 3 

Gauge, m 

Capacity 

Mm 3 

Gauge, m 

Capacity 

Mm 3 

30 st June 

31 st J 

uly 

31 st Aug. 

1 5 th /3C 

I st Sept. 

2007 

206.70 

3.85 

209.80 

11.07 

209.95 

11.61 

209.65 

10.53 

2008 

206.00 

0.00 

206.00 

0.00 

207.50 

5.24 

207.10 

4.51 

2009 

206.00 

0.00 

206.00 

0.00 

206.00 

0.00 

206.00 

0.00 

2010 

206.00 

0.00 

207.08 

4.5 

207.58 

16.37 

211.15 

16.14 


Source: WRD, GoR 


Jaswant Sagar 

Table Al-12 provides the details of data used for Jaswant Sagar. 


Table Al-12: Jaswant Sagar Gauge-Capacity Data 


Year 

Gauge, ft 

Capacity 

Mm 3 

Gauge, ft 

Capacity 

Mm 3 

Gauge, ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

30 st June 

31 st July 

31 st Aug. 

15 th /30 st Sept. 

1996 

877.30 

0.82 

877.30 

0.82 

881.97 

3.66 

883.00 

4.91 

1997 

874.00 

0.17 

882.30 

4.06 

885.20 

8.60 

885.20 

8.60 

1998 

868.00 

0.00 

872.80 

0.06 

872.80 

0.06 

872.80 

0.06 

1999 

868.00 

0.00 

887.60 

14.07 

888.80 

17.35 

888.80 

17.35 

2000 

868.00 

0.00 

897.65 

60.53 

897.65 

60.53 

897.65 

60.53 

2001 

868.00 

0.00 

885.90 

10.02 

883.60 

5.81 

883.60 

5.81 

2002 

875.70 

0.45 

874.00 

0.17 

875.80 

0.47 

876.30 

0.57 

2003 

868.00 

0.00 

875.60 

0.43 

873.55 

0.13 

872.85 

0.07 

2004 

868.00 

0.00 

875.30 

0.38 

880.30 

2.23 

875.20 

0.36 

2005 

868.00 

0.00 

874.30 

0.22 

873.20 

0.09 

873.75 

0.15 

2006 

868.00 

0.00 

872.95 

0.07 

872.30 

0.04 

872.00 

0.02 

2007 

868.00 

0.00 

879.40 

1.68 

878.30 

1.16 

876.60 

0.63 

2008 

868.00 

0.00 

868.00 

0.00 

868.00 

0.00 

868.00 

0.00 

2009 

868.00 

0.00 

868.00 

0.00 

868.00 

0.00 

868.00 

0.00 

2010 

868.00 

0.00 

877.71 

0.94 

877.80 

0.97 

876.30 

0.570 


Source: WRD, GoR 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Simulated and Observed values at Calibration location sites are presented below in Table 
Al-13. 


Table Al-13: Simulated Vs Observed Values at Calibration Sites 


Month-Year 

Angore Dam 

Kharda Dam 

Raipur Luni Dam 

All Reservoir capacity Values in (Mm 3 ) 


Observed 

Simulated 

Observed 

Simulated 

Observed 

Simulated 

Jun-96 

0.8 

6.8 

0.0 

4.1 



Jul-96 

1.8 

9.2 

1.8 

8.3 



Aug-96 

2.1 

10.1 

10.0 

18.0 



Sep-96 

2.1 

10.0 

10.0 

16.1 



Jun-97 

0.8 

4.6 

0.0 

5.0 



Jul-97 

8.9 

7.9 

0.8 

4.5 



Aug-97 

14.0 

14.0 

18.8 

18.8 



Sep-97 

14.0 

13.7 

18.8 

16.7 



Jun-98 

0.8 

5.7 

0.0 

5.4 



Jul-98 

3.7 

6.8 

3.4 

4.7 



Aug-98 

3.7 

6.4 

3.4 

4.2 



Sep-98 

4.5 

6.5 

3.4 

3.7 



Jun-99 

1.3 

2.1 

0.0 

0.9 

5.6 

0.0 

Jul-99 

1.5 

2.0 

6.0 

0.8 

9.2 

9.2 

Aug-99 

1.5 

3.2 

8.0 

6.6 

9.2 

9.0 

Sep-99 

1.5 

3.0 

8.0 

5.8 

9.2 

9.0 

Jun-00 

0.8 

0.2 

0.0 

1.6 

1.6 

0.0 

Jul-00 

4.8 

9.2 

3.7 

2.0 

9.2 

9.2 

Aug-00 

5.9 

8.9 

3.7 

1.8 

9.2 

9.0 

Sep-00 

5.9 

8.3 

3.7 

1.5 

9.2 

8.5 

Jun-01 

1.5 

2.9 

0.0 

0.3 

1.8 

0.0 

Jul-01 

7.9 

8.7 

10.3 

4.9 

9.2 

6.2 

Aug-01 

8.1 

8.2 

17.3 

9.9 

9.2 

6.4 

Sep-01 

8.1 

7.6 

17.3 

8.7 

9.2 

6.2 

Jun-02 

1.7 

2.7 

0.0 

2.5 

1.6 

0.0 

Jul-02 

1.4 

2.4 

0.0 

2.1 

1.6 

0.0 

Aug-02 

1.2 

2.3 

0.0 

1.8 

1.2 

0.0 

Sep-02 

1.1 

2.1 

0.0 

1.6 

0.0 

1.0 

Jun-03 

1.6 

0.3 

0.0 

0.4 


1.3 

Jul-03 

9.7 

6.7 

2.0 

0.7 

7.4 

7.1 

Aug-03 

13.4 

8.2 

4.1 

2.4 

7.4 

7.8 

Sep-03 

13.1 

7.8 

0.0 

2.3 

7.0 

7.5 

Jun-04 

1.4 

2.6 

0.0 

0.5 



Jul-04 

1.2 

2.4 

0.0 

0.4 



Aug-04 

2.8 

2.4 

0.5 

0.4 



Sep-04 

2.4 

2.1 

0.3 

0.3 



Jun-05 

0.8 

0.0 

0.0 

0.1 



Jul-05 

5.0 

0.2 

0.1 

0.1 



Aug-05 

9.7 

5.3 

4.3 

0.0 
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Month-Year 

Angore Dam 

Kharda Dam 

Raipur Luni Dam 

All Reservoir capacity Values in (Mm 3 ) 


Observed 

Simulated 

Observed 

Simulated 

Observed 

Simulated 

Sep-05 

13.8 

14.0 

4.1 

0.2 



Jun-06 

1.7 

6.1 

0.0 

0.0 



Jul-06 

3.4 

6.7 

0.0 

0.0 



Aug-06 

14.1 

13.7 

3.0 

7.6 



Sep-06 

14.0 

13.2 

4.1 

6.7 



Jun-07 

1.2 

5.3 

0.0 

1.9 



Jul-07 

14.0 

14.0 

18.4 

17.5 



Aug-07 

14.0 

13.3 

18.2 

17.4 



Sep-07 

13.5 

12.4 

17.0 

15.9 



Jun-08 

0.9 

4.9 

0.0 

5.1 



Jul-08 

0.9 

4.7 

0.0 

4.4 



Aug-08 

4.6 

5.7 

4.0 

4.0 



Sep-08 

4.3 

5.2 

3.5 

3.5 



Jun-09 

0.8 

1.3 

0.0 

0.9 



Jul-09 

0.8 

1.5 

0.0 

0.8 



Aug-09 

0.8 

1.4 

0.0 

0.7 



Sep-09 

0.8 

1.2 

0.0 

0.6 



Mean 

4.9 

6.0 

4.1 

4.6 

6.2 

4.9 
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Table A1-14: Gandhav River G&D Site Simulated-Observed Values 


Year 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 


Values in brackets are Simulated values, units:cumecs 

1977 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0.00 ( 1 . 66 ) 

47.04 ( 424 . 00 ) 

164.57 ( 124 . 10 ) 

12.08 ( 0 . 46 ) 

0.52 ( 0 . 00 ) 

0.02 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

1978 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

19.97 ( 16 . 58 ) 

17 . 27 ( 13 . 77 ) 

18.90 ( 15 . 79 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 10 ) 

0.00 ( 0 . 00 ) 

1979 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

915.00 ( 1045 . 00 ) 

13.40 ( 73 . 71 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0.00 ( 1 . 74 ) 

0.00 ( 0 . 00 ) 

1980 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 52 ) 

0.00 ( 405 . 10 ) 

8.50 ( 5 . 70 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

1981 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0.00 ( 127 . 20 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 09 ) 

0.00 ( 0 . 00 ) 

1982 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 01 ) 

0.00 ( 0 . 01 ) 

0.00 ( 0 . 00 ) 

0.70 ( 0 . 07 ) 

11.67 ( 4 . 29 ) 

0.40 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

1983 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0.00 ( 1 . 23 ) 

214.30 ( 247 . 00 ) 

196.19 ( 278 . 90 ) 

13.00 ( 38 . 42 ) 

0.46 ( 0 . 07 ) 

0.02 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

1984 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

1.92 ( 7 . 83 ) 

0 . 10 ( 5 . 35 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

1985 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

3.53 ( 0 . 51 ) 

3.11 ( 5 . 34 ) 

0.04 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

1986 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0.07 ( 0 . 15 ) 

1.42 ( 0 . 05 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

1987 

0.00 ( 0 . 00 ) 

0.00 ( 000 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0.62 ( 0 . 00 ) 

0.01 ( 0 . 00 ) 

0.02 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

1988 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0 . 12 ( 1 . 60 ) 

0.49 ( 0 . 62 ) 

0.26 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

1989 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

2 . 15 ( 0 . 00 ) 

2.34 ( 1 . 62 ) 

1.67 ( 0 . 37 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

0.00 ( 0 . 00 ) 

Mean Monthly 

10.72 ( 18 . 26 ) 
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Table A1-15: Simulated-Observed Values at Hemawas Bund and Jawai Dam 


Year 

Hemawas bund 

Jawai Dam 

Values presented are monsoon months, reservoir inflows, Mm 3 

Observed 

Simulated 

Observed 

Simulated 

1996 

36.93 

47.04 



1997 

62.50 

62.50 



1998 

0.24 

1.21 



1999 

62.50 

18.72 



2000 

9.47 

0.42 

84.04 

59.73 

2001 

58.43 

62.50 

74.91 

23.87 

2002 

2.06 

0.02 

6.48 

3.91 

2003 

7.61 

59.67 

72.33 

76.35 

2004 

0.24 

5.50 

37.34 

46.78 

2005 

1.91 

1.15 

81.94 

163.48 

2006 

62.15 

62.50 

203.49 

207.50 

2007 

62.50 

62.50 

165.58 

138.32 

2008 



19.06 

54.84 

2009 



41.74 

41.90 

Mean 

30.55 

31.98 

78.69 

81.67 

Reservoir Inflows derived 

from Observed Gauge-Capacity Data of Reservoir 
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Annex LUN-2 

Virgin Water Yield for Luni Basin and its Sub-basins for the Areas 

within Rajasthan 

The following table provide the Virgin water yield for Luni Basin and its sub-basins for the 
flow generating within Rajasthan boundary. 

Table A2-1 shows the long-term simulated flows of Bandi Sub-basin. The catchment area of 
Bandi Sub-basin is 770.1 km 2 . 


Table A2-1: Virgin Water Yield Series for Bandi Sub-basin (Unit, Mm 3 ) 


Year 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual, 

Mm 3 

1973 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.75 

158.13 

317.07 

0.16 

0.04 

0.03 

476.18 

1974 

0.00 

0.00 

0.00 

0.00 

0.24 

0.22 

0.00 

0.57 

0.22 

0.09 

0.00 

0.00 

1.34 

1975 

0.00 

0.00 

0.00 

0.00 

0.00 

0.80 

1.70 

57.51 

95.53 

0.10 

0.03 

0.01 

155.68 

1976 

0.02 

0.03 

0.00 

0.00 

0.00 

0.42 

1.63 

320.89 

88.29 

0.06 

0.17 

0.08 

411.59 

1977 

0.00 

0.00 

0.00 

0.00 

0.20 

1.56 

219.84 

6.17 

4.15 

0.04 

0.02 

0.00 

231.98 

1978 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

6.42 

26.74 

2.65 

0.17 

0.71 

0.06 

36.81 

1979 

0.00 

0.08 

0.01 

0.00 

0.00 

0.04 

1.85 

7.75 

0.43 

0.42 

13.15 

0.26 

23.99 

1980 

0.03 

0.00 

0.00 

0.00 

0.00 

1.14 

1.50 

0.22 

0.02 

0.00 

0.00 

0.00 

2.91 

1981 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.29 

1.06 

0.16 

0.01 

1.86 

0.03 

3.42 

1982 

0.00 

0.00 

0.00 

0.12 

0.32 

0.06 

0.82 

0.91 

0.12 

0.01 

0.38 

0.02 

2.76 

1983 

0.00 

0.00 

0.00 

0.12 

0.01 

0.15 

5.08 

2.18 

6.56 

3.14 

0.07 

0.02 

17.33 

1984 

0.00 

0.00 

0.00 

0.00 

0.00 

0.34 

0.78 

3.75 

0.55 

0.06 

0.00 

0.00 

5.48 

1985 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.65 

1.58 

0.05 

0.05 

0.00 

0.00 

2.53 

1986 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.47 

0.93 

0.03 

0.00 

0.00 

0.00 

1.43 

1987 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.82 

0.09 

0.00 

0.00 

0.00 

0.06 

0.97 

1988 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.87 

2.62 

0.26 

0.08 

0.01 

0.00 

3.84 

1989 

0.00 

0.00 

0.00 

0.00 

0.00 

0.23 

0.47 

1.80 

0.78 

0.06 

0.02 

0.00 

3.36 

1990 

0.00 

0.00 

0.00 

0.00 

0.04 

0.37 

46.09 

198.39 

37.29 

0.08 

0.03 

0.01 

282.30 

1991 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.57 

0.24 

0.18 

0.00 

0.00 

0.00 

0.99 

1992 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

9.23 

28.46 

337.50 

0.11 

0.03 

0.02 

375.35 

1993 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

213.22 

0.52 

0.16 

0.04 

0.01 

0.00 

213.98 

1994 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

5.13 

64.76 

91.84 

0.07 

0.03 

0.01 

161.94 

1995 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

1.87 

0.83 

0.30 

0.02 

0.00 

0.00 

3.07 

1996 

0.00 

0.00 

0.00 

0.00 

0.00 

0.60 

0.71 

0.54 

2.87 

0.08 

0.02 

0.00 

4.82 

1997 

0.00 

0.00 

0.00 

0.00 

0.00 

1.36 

1.00 

3.16 

13.42 

0.13 

0.03 

0.01 

19.11 

1998 

0.00 

0.00 

0.00 

0.00 

0.00 

0.21 

0.44 

0.06 

0.16 

0.92 

0.08 

0.01 

1.88 

1999 

0.00 

0.00 

0.00 

0.00 

0.10 

0.14 

0.21 

0.68 

0.03 

0.92 

0.04 

0.00 

2.12 

2000 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

3.05 

0.51 

0.13 

0.04 

0.00 

0.00 

3.73 

2001 

0.00 

0.00 

0.00 

0.01 

0.00 

0.98 

12.48 

15.95 

0.14 

0.18 

0.02 

0.00 

29.76 

2002 

0.00 

0.00 

0.00 

0.00 

0.00 

0.89 

0.81 

0.51 

5.34 

0.05 

0.01 

0.00 

7.61 

2003 

0.00 

2.57 

0.17 

0.01 

0.00 

0.72 

6.75 

12.90 

0.44 

0.04 

0.02 

0.00 

23.62 

2004 

0.00 

0.00 

0.00 

0.00 

0.00 

0.08 

0.05 

1.19 

0.32 

0.22 

0.01 

0.00 

1.87 

2005 

0.00 

0.00 

0.00 

0.00 

0.00 

0.50 

15.10 

6.41 

15.47 

0.41 

0.04 

0.02 

37.95 

2006 

0.00 

0.00 

0.01 

0.00 

0.00 

0.28 

1.02 

260.47 

61.45 

0.06 

0.03 

0.01 

323.33 
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Year 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual, 

Mm 3 

2007 

0.00 

0.00 

0.05 

0.00 

0.00 

0.09 

4.78 

8.97 

0.55 

0.11 

0.02 

0.00 

14.57 

2008 

0.00 

0.00 

0.08 

0.33 

0.00 

0.08 

0.61 

4.28 

0.81 

0.08 

0.02 

0.10 

6.39 

2009 

0.00 

0.00 

0.06 

0.01 

0.00 

0.17 

0.78 

0.25 

0.26 

0.00 

0.00 

0.00 

1.53 

2010 

0.06 

0.00 

0.00 

0.00 

0.00 

0.06 

33.55 

80.37 

2.92 

0.12 

32.76 

0.39 

150.23 

% yield 

0.00 

0.09 

0.01 

0.02 

0.03 

0.39 

19.73 

42.08 

35.71 

0.27 

1.63 

0.04 


Mean 

0.00 

0.07 

0.01 

0.02 

0.02 

0.31 

15.83 

33.75 

28.64 

0.21 

1.31 

0.03 

80.20 


Table A2-2 shows the long-term simulated flows of Bandi (Hemawas) Sub- 
basin. The catchment area of Bandi (Hemawas) Sub-basin is 1,649. 3 km 2 . 


Table A2-2: Virgin Water Yield Series for Bandi Hemawas Sub-basin (Unit, Mm 3 ) 


Year 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual, 

Mm 3 

1973 

0.01 

0.00 

0.00 

0.00 

0.00 

0.73 

0.55 

2.30 

1.68 

0.15 

0.06 

0.03 

5.51 

1974 

0.02 

0.01 

0.01 

0.00 

0.00 

0.30 

0.15 

0.34 

0.09 

0.01 

0.01 

0.00 

0.94 

1975 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

7.57 

2.20 

57.22 

0.66 

0.12 

0.06 

67.83 

1976 

0.03 

0.02 

0.01 

0.01 

0.01 

0.00 

0.61 

1.23 

1.40 

0.36 

0.06 

0.03 

3.77 

1977 

0.02 

0.01 

0.01 

0.00 

0.00 

0.17 

82.54 

24.34 

0.43 

0.11 

0.06 

0.03 

107.72 

1978 

0.02 

0.01 

0.01 

0.00 

0.00 

0.34 

1.46 

0.92 

0.17 

0.04 

0.02 

0.01 

3.00 

1979 

0.01 

0.00 

0.00 

0.00 

0.00 

0.30 

549.68 

7.92 

0.28 

0.11 

0.06 

0.03 

558.39 

1980 

0.03 

0.01 

0.01 

0.01 

0.00 

0.31 

707.35 

8.73 

0.30 

0.11 

0.06 

0.03 

716.95 

1981 

0.02 

0.01 

0.01 

0.01 

0.00 

0.11 

0.37 

0.20 

0.30 

0.12 

0.01 

0.01 

1.17 

1982 

0.07 

0.01 

0.06 

0.02 

0.32 

0.03 

0.70 

1.25 

0.77 

0.25 

0.18 

0.03 

3.69 

1983 

0.01 

0.01 

0.00 

0.19 

0.15 

0.30 

3.07 

2.40 

0.45 

0.14 

0.04 

0.03 

6.79 

1984 

0.01 

0.01 

0.00 

0.00 

0.00 

0.08 

0.44 

1.18 

0.48 

0.06 

0.03 

0.01 

2.30 

1985 

0.01 

0.00 

0.00 

0.00 

0.12 

0.54 

0.52 

0.92 

0.12 

0.03 

0.01 

0.02 

2.29 

1986 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.03 

1987 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

1988 

0.00 

0.00 

0.00 

0.00 

0.00 

0.22 

3.26 

2.13 

0.42 

0.08 

0.04 

0.03 

6.18 

1989 

0.01 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.00 

0.00 

0.00 

0.05 

1990 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.07 

0.01 

0.00 

0.00 

0.00 

0.13 

1991 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

1992 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

1.36 

12.73 

14.58 

0.41 

0.12 

0.07 

29.42 

1993 

0.04 

0.03 

0.02 

0.01 

0.01 

0.09 

0.77 

0.09 

0.41 

0.06 

0.01 

0.01 

1.55 

1994 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

0.05 

0.02 

0.00 

0.00 

0.00 

0.16 

1995 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.04 

0.00 

0.00 

0.00 

0.00 

0.08 

1996 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.03 

0.00 

0.00 

0.00 

0.00 

0.04 

1997 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.10 

0.48 

0.15 

0.02 

0.00 

0.00 

0.81 

1998 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

0.06 

0.02 

0.00 

0.00 

0.15 

1999 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.08 

0.00 

0.00 

0.00 

0.00 

0.10 

2000 

0.00 

0.00 

0.00 

0.02 

0.03 

0.02 

1.99 

0.62 

0.17 

0.04 

0.02 

0.01 

2.92 

2001 

0.00 

0.00 

0.00 

0.00 

0.00 

0.13 

3.32 

3.51 

0.36 

0.08 

0.04 

0.03 

7.47 

2002 

0.01 

0.01 

0.01 

0.00 

0.00 

0.10 

0.34 

0.13 

0.47 

0.04 

0.01 

0.01 

1.13 

2003 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

2.71 

2.72 

1.21 

0.13 

0.05 

0.03 

7.12 

2004 

0.02 

0.01 

0.01 

0.00 

0.00 

0.12 

0.64 

1.03 

0.25 

0.04 

0.02 

0.01 

2.15 
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Year 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual, 

Mm 3 

2005 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

1.00 

0.25 

0.12 

0.02 

0.01 

1.78 

2006 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

0.28 

1.43 

1.20 

0.09 

0.03 

0.02 

3.07 

2007 

0.01 

0.00 

0.00 

0.00 

0.00 

0.06 

44.51 

0.68 

0.11 

0.04 

0.03 

0.02 

45.46 

2008 

0.01 

0.01 

0.00 

0.00 

0.00 

0.03 

0.15 

3.51 

0.32 

0.07 

0.03 

0.02 

4.15 

2009 

0.01 

0.01 

0.00 

0.00 

0.00 

0.02 

1.91 

0.68 

0.09 

0.03 

0.02 

0.01 

2.78 

2010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.39 

1.22 

7.24 

0.21 

0.06 

0.03 

9.16 

% yield 

0.02 

0.01 

0.01 

0.02 

0.04 

0.28 

88.24 

5.37 

5.67 

0.23 

0.08 

0.04 


Mean 

0.01 

0.00 

0.00 

0.01 

0.02 

0.12 

37.30 

2.27 

2.40 

0.10 

0.03 

0.02 

42.27 


Table A2-3 shows the long-term simulated flows of Guhiya Sub-basin. The 
catchment area of Guhiya Sub-basin is 3,854.2 km 2 . 


Table A2-3: Virgin Water Yield Series for Guhiya Sub-basin (Unit, Mm 3 ) 


Year 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual, 

1973 

0.01 

0.01 

0.00 

0.00 

0.06 

0.30 

1.87 

124.84 

109.69 

0.77 

0.31 

0.15 

238.01 

1974 

0.08 

0.06 

0.03 

0.02 

0.20 

0.53 

18.62 

3.43 

0.32 

0.26 

0.10 

0.06 

23.71 

1975 

0.03 

0.01 

0.00 

0.00 

0.00 

0.48 

70.82 

11.01 

326.93 

42.54 

0.39 

0.17 

452.38 

1976 

0.10 

0.07 

0.04 

0.02 

0.01 

0.06 

15.59 

410.12 

283.01 

0.46 

1.93 

0.12 

711.53 

1977 

0.09 

0.03 

0.02 

0.02 

0.01 

14.11 

170.15 

41.15 

0.40 

0.20 

0.08 

0.06 

226.32 

1978 

0.04 

0.03 

0.03 

0.02 

0.00 

0.12 

44.48 

3.28 

10.78 

0.29 

0.11 

0.08 

59.26 

1979 

0.04 

0.15 

0.06 

0.01 

0.07 

0.23 

662.79 

125.72 

0.67 

0.31 

0.16 

0.10 

790.31 

1980 

0.05 

0.04 

0.03 

0.01 

0.00 

0.73 

223.12 

62.28 

0.62 

0.24 

0.13 

0.08 

287.33 

1981 

0.06 

0.03 

0.01 

0.00 

0.00 

0.18 

4.23 

0.44 

0.95 

0.31 

0.16 

0.04 

6.41 

1982 

0.14 

0.04 

0.04 

0.03 

0.12 

0.31 

2.41 

51.07 

2.85 

0.39 

0.16 

0.09 

57.65 

1983 

0.05 

0.02 

0.01 

0.17 

0.33 

0.47 

143.29 

243.67 

9.64 

0.47 

0.21 

0.12 

398.45 

1984 

0.07 

0.03 

0.02 

0.01 

0.00 

0.04 

0.26 

3.00 

24.13 

0.30 

0.12 

0.07 

28.05 

1985 

0.03 

0.01 

0.00 

0.01 

0.11 

0.79 

0.88 

1.98 

0.25 

0.10 

0.05 

0.06 

4.27 

1986 

0.03 

0.00 

0.00 

0.00 

0.00 

0.02 

3.18 

7.61 

0.30 

0.10 

0.04 

0.03 

11.31 

1987 

0.01 

0.00 

0.00 

0.00 

0.00 

0.09 

0.14 

0.21 

0.16 

0.04 

0.01 

0.01 

0.67 

1988 

0.00 

0.00 

0.00 

0.02 

0.01 

0.19 

7.44 

5.47 

2.04 

0.23 

0.09 

0.04 

15.53 

1989 

0.10 

0.02 

0.01 

0.00 

0.00 

0.09 

0.55 

2.96 

0.97 

0.27 

0.10 

0.04 

5.11 

1990 

0.03 

0.06 

0.09 

0.01 

0.08 

0.19 

16.36 

67.58 

6.98 

0.42 

0.13 

0.07 

92.00 

1991 

0.03 

0.03 

0.01 

0.09 

0.02 

0.17 

1.49 

1.77 

3.51 

0.22 

0.09 

0.04 

7.47 

1992 

0.04 

0.04 

0.02 

0.00 

0.05 

0.02 

18.98 

36.11 

146.49 

0.65 

0.25 

0.12 

202.77 

1993 

0.06 

0.03 

0.03 

0.01 

0.00 

0.21 

34.19 

0.48 

4.70 

0.17 

0.07 

0.05 

40.00 

1994 

0.15 

0.03 

0.01 

0.00 

0.00 

0.13 

82.54 

124.88 

16.49 

0.37 

0.17 

0.09 

224.86 

1995 

0.04 

0.03 

0.01 

0.00 

0.00 

0.11 

45.99 

44.64 

5.21 

0.27 

0.13 

0.07 

96.50 

1996 

0.03 

0.03 

0.01 

0.00 

0.01 

0.33 

6.24 

31.85 

9.94 

0.33 

0.13 

0.07 

48.97 

1997 

0.03 

0.01 

0.01 

0.03 

0.33 

0.37 

0.85 

157.20 

5.68 

0.48 

0.19 

0.10 

165.28 

1998 

0.05 

0.04 

0.04 

0.01 

0.01 

0.15 

0.56 

2.88 

0.51 

2.38 

0.19 

0.06 

6.88 

1999 

0.03 

0.01 

0.00 

0.00 

0.03 

0.43 

281.29 

65.49 

113.23 

3.62 

0.25 

0.12 

464.50 

2000 

0.07 

0.06 

0.02 

0.01 

0.14 

0.02 

166.05 

5.77 

0.38 

0.17 

0.09 

0.07 

172.85 

2001 

0.04 

0.01 

0.01 

0.04 

0.19 

0.38 

28.11 

12.88 

0.40 

0.18 

0.09 

0.04 

42.37 

2002 

0.03 

0.01 

0.00 

0.04 

0.02 

0.29 

0.22 

0.31 

0.36 

0.09 

0.03 

0.02 

1.42 

2003 

0.03 

0.19 

0.07 

0.01 

0.01 

0.37 

18.88 

6.88 

0.86 

0.21 

0.10 

0.06 

27.67 

2004 

0.03 

0.01 

0.00 

0.00 

0.00 

0.08 

1.00 

69.27 

0.73 

0.56 

0.15 

0.09 

71.92 

2005 

0.05 

0.03 

0.02 

0.03 

0.08 

0.07 

2.26 

1.37 

61.90 

1.22 

0.26 

0.12 

67.41 

2006 

0.08 

0.03 

0.03 

0.00 

0.00 

0.06 

0.52 

151.96 

33.46 

0.54 

0.22 

0.12 

187.02 

2007 

0.07 

0.03 

0.05 

0.02 

0.00 

0.03 

111.04 

5.56 

0.95 

0.18 

0.08 

0.06 

118.07 

2008 

0.03 

0.01 

0.00 

0.00 

0.07 

0.18 

0.16 

13.93 

0.67 

0.25 

0.09 

0.05 

15.44 
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Year 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual, 

2009 

0.04 

0.00 

0.00 

0.00 

0.00 

0.04 

2.12 

0.51 

0.26 

0.08 

0.04 

0.02 

3.11 

2010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.58 

47.86 

11.76 

0.38 

0.46 

0.23 

61.28 

% yield 

0.03 

0.02 

0.01 

0.01 

0.04 

0.41 

40.29 

35.84 

22.05 

1.11 

0.14 

0.06 


Mean 

0.05 

0.03 

0.02 

0.02 

0.05 

0.59 

57.61 

51.25 

31.53 

1.58 

0.19 

0.08 

143.00 


Table A2-4 shows the long-term simulated flows of Jawai Sub-basin. The 
catchment area of Jawai Sub-basin is 2,640.50 km 2 . 


Table A2-4: Virgin Water Yield Series for Jawai Sub-basin (Unit, Mm 3 ) 


Year 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual, 

Mm 3 

1973 

0.41 

0.02 

0.01 

0.01 

0.03 

2.30 

4.88 

791.03 

749.76 

0.68 

0.21 

0.17 

1,549.51 

1974 

0.06 

0.04 

0.01 

0.01 

4.36 

1.07 

1.06 

2.96 

0.64 

5.25 

0.10 

0.20 

15.76 

1975 

0.02 

0.00 

0.00 

0.00 

0.00 

9.19 

97.96 

82.56 

214.97 

19.03 

0.68 

0.17 

424.58 

1976 

0.35 

0.28 

0.03 

0.01 

0.01 

0.90 

7.85 

131.91 

29.06 

0.41 

3.52 

0.51 

174.84 

1977 

0.55 

0.33 

0.04 

0.03 

3.16 

8.76 

53.14 

54.44 

1.47 

0.16 

0.08 

0.05 

122.21 

1978 

0.02 

0.34 

0.25 

0.20 

0.01 

2.64 

117.72 

78.58 

22.52 

2.92 

4.50 

0.21 

229.91 

1979 

0.07 

1.43 

0.18 

0.03 

4.06 

1.29 

176.30 

48.85 

1.91 

2.68 

4.13 

0.34 

241.27 

1980 

0.05 

0.04 

0.01 

0.01 

0.00 

6.40 

8.48 

1.85 

1.22 

0.08 

0.03 

2.01 

20.18 

1981 

0.45 

0.02 

0.01 

0.00 

0.31 

0.92 

5.67 

6.48 

1.46 

0.46 

4.38 

0.06 

20.22 

1982 

0.09 

0.01 

0.00 

1.45 

6.86 

0.64 

12.66 

7.30 

0.93 

0.12 

0.82 

0.09 

30.97 

1983 

0.07 

0.01 

0.00 

0.85 

0.28 

6.42 

218.88 

82.30 

2.67 

3.15 

0.14 

0.07 

314.84 

1984 

0.05 

0.01 

0.01 

0.01 

0.00 

4.85 

6.77 

11.93 

7.63 

0.27 

0.07 

0.03 

31.63 

1985 

0.01 

0.01 

0.01 

1.20 

0.21 

1.88 

8.15 

7.57 

2.10 

0.11 

0.04 

0.02 

21.31 

1986 

0.01 

0.30 

0.00 

0.00 

0.51 

0.88 

42.99 

59.56 

0.68 

0.18 

0.09 

0.04 

105.24 

1987 

0.11 

0.02 

0.01 

0.01 

0.39 

5.22 

2.22 

1.62 

0.37 

0.03 

0.01 

1.92 

11.93 

1988 

0.15 

0.01 

0.00 

0.13 

0.02 

2.09 

28.23 

29.99 

7.00 

11.29 

0.16 

0.07 

79.14 

1989 

0.83 

0.03 

0.01 

0.01 

0.00 

5.44 

6.16 

49.84 

13.15 

0.90 

0.14 

0.07 

76.58 

1990 

0.03 

0.59 

0.25 

0.03 

0.16 

2.99 

605.05 

125.82 

53.86 

1.01 

0.19 

0.10 

790.08 

1991 

0.05 

0.03 

0.01 

0.99 

0.04 

0.13 

11.33 

17.37 

0.94 

0.12 

0.05 

0.03 

31.09 

1992 

0.26 

0.23 

0.01 

0.00 

0.12 

0.39 

52.72 

209.21 

471.74 

0.86 

0.25 

0.13 

735.92 

1993 

0.06 

0.07 

0.06 

0.01 

0.08 

2.01 

133.45 

1.94 

29.55 

0.90 

0.19 

0.08 

168.40 

1994 

1.73 

0.10 

0.03 

0.04 

0.12 

1.66 

46.73 

166.55 

96.97 

0.53 

0.18 

0.09 

314.73 

1995 

0.75 

0.06 

0.03 

0.01 

0.01 

0.01 

226.48 

15.85 

6.80 

1.74 

0.18 

0.07 

251.99 

1996 

0.08 

0.02 

0.01 

0.01 

0.30 

7.67 

27.52 

107.31 

10.10 

0.54 

0.12 

0.07 

153.75 

1997 

0.03 

0.01 

0.01 

0.01 

0.34 

11.60 

28.29 

148.80 

94.58 

2.26 

0.70 

0.56 

287.19 

1998 

0.06 

0.08 

0.16 

0.22 

0.17 

2.74 

10.68 

1.04 

14.14 

50.61 

0.78 

0.13 

80.81 

1999 

0.10 

0.33 

0.01 

0.01 

2.06 

5.13 

6.20 

56.87 

3.68 

50.87 

0.38 

0.10 

125.74 

2000 

0.05 

0.03 

0.01 

0.94 

1.15 

1.39 

62.40 

4.64 

0.57 

0.13 

0.05 

0.03 

71.39 

2001 

0.01 

0.01 

0.00 

0.11 

0.27 

6.16 

85.15 

47.76 

0.67 

2.75 

0.10 

0.05 

143.04 

2002 

0.03 

0.18 

0.02 

0.07 

0.01 

4.95 

2.59 

1.40 

4.23 

0.25 

0.03 

0.03 

13.79 

2003 

0.06 

6.50 

0.36 

0.04 

0.01 

5.55 

78.77 

131.70 

7.94 

0.55 

0.15 

0.08 

231.71 

2004 

0.04 

0.01 

0.01 

0.83 

0.01 

4.99 

8.84 

30.62 

1.15 

3.76 

0.11 

0.05 

50.42 

2005 

0.03 

0.01 

0.01 

0.24 

0.27 

2.13 

20.62 

4.92 

46.59 

1.86 

0.18 

0.08 

76.94 

2006 

0.05 

0.01 

0.10 

0.01 

0.00 

5.02 

68.22 

809.85 

14.77 

0.42 

0.27 

0.09 

898.81 

2007 

0.05 

0.95 

1.06 

0.13 

0.04 

2.02 

202.24 

15.57 

2.04 

0.21 

0.08 

0.05 

224.44 

2008 

0.03 

0.01 

0.01 

0.09 

1.19 

1.55 

4.27 

66.68 

3.88 

0.33 

0.09 

0.39 

78.52 
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Year 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual, 

Mm 3 

2009 

0.03 

0.01 

0.01 

0.00 

0.00 

2.28 

12.38 

2.84 

0.66 

0.07 

0.03 

0.01 

18.32 

2010 

0.16 

0.01 

0.00 

0.00 

0.00 

0.55 

21.25 

188.83 

73.93 

0.72 

39.86 

1.75 

327.06 

% yield 

0.08 

0.14 

0.03 

0.09 

0.31 

1.54 

29.43 

42.18 

23.36 

1.97 

0.74 

0.12 


Mean 

0.18 

0.32 

0.07 

0.20 

0.70 

3.47 

66.17 

94.85 

52.54 

4.43 

1.66 

0.26 

224.85 


Table A2-5 shows the long-term simulated flows of Jojri Sub-basin. The 
catchment area of Jojri Sub-basin is 7,046.0 km 2 . 


Table A2-5: Virgin Water Yield Series for Jojri Sub-basin (Unit, Mm 3 ) 


Year 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual, 

1973 

0.01 

0.00 

0.01 

0.00 

0.00 

0.06 

1.01 

723.46 

20.29 

0.44 

0.18 

0.11 

745.57 

1974 

0.05 

0.02 

0.01 

0.00 

0.03 

0.13 

241.48 

0.75 

0.29 

0.18 

0.10 

0.06 

243.10 

1975 

0.03 

0.00 

0.00 

0.00 

0.00 

1.08 

1,536.77 

820.98 

946.14 

161.81 

0.39 

0.19 

3,467.39 

1976 

0.09 

0.07 

0.06 

0.02 

0.06 

0.08 

3.56 

232.59 

344.57 

0.47 

0.31 

0.16 

582.04 

1977 

0.10 

0.07 

0.03 

0.02 

0.03 

13.29 

511.26 

341.24 

14.44 

0.26 

0.10 

0.07 

880.91 

1978 

0.04 

0.05 

0.04 

0.03 

0.01 

0.08 

1.52 

16.12 

0.80 

0.28 

0.11 

0.07 

19.15 

1979 

0.03 

0.05 

0.04 

0.01 

0.02 

0.12 

879.58 

92.49 

0.49 

0.25 

0.14 

0.10 

973.32 

1980 

0.04 

0.02 

0.02 

0.00 

0.01 

0.11 

10.11 

25.59 

0.25 

0.11 

0.04 

0.06 

36.36 

1981 

0.21 

0.08 

0.04 

0.01 

0.03 

0.04 

387.35 

0.79 

0.31 

0.17 

0.22 

0.07 

389.32 

1982 

0.06 

0.04 

0.03 

4.72 

4.63 

0.09 

1.72 

10.42 

0.42 

0.22 

0.12 

0.06 

22.53 

1983 

0.04 

0.00 

0.00 

0.06 

0.14 

0.13 

271.08 

432.14 

120.01 

0.61 

0.18 

0.11 

824.50 

1984 

0.05 

0.02 

0.01 

0.00 

0.00 

0.02 

0.09 

0.81 

16.97 

0.22 

0.09 

0.04 

18.32 

1985 

0.01 

0.01 

0.00 

0.01 

0.10 

0.12 

1.22 

0.42 

0.19 

0.08 

0.03 

0.02 

2.21 

1986 

0.00 

0.02 

0.01 

0.00 

0.03 

0.07 

5.02 

0.47 

0.19 

0.09 

0.03 

0.00 

5.93 

1987 

0.01 

0.00 

0.00 

0.00 

0.05 

0.09 

0.10 

0.12 

0.12 

0.05 

0.01 

0.02 

0.57 

1988 

0.01 

0.00 

0.00 

0.00 

0.00 

0.07 

10.16 

1.63 

4.51 

0.34 

0.12 

0.06 

16.90 

1989 

0.02 

0.01 

0.00 

0.00 

0.00 

0.03 

0.39 

13.87 

0.62 

0.22 

0.09 

0.04 

15.29 

1990 

0.01 

0.04 

0.10 

0.04 

0.01 

0.05 

38.23 

30.26 

0.81 

0.24 

0.53 

0.07 

70.39 

1991 

0.03 

0.01 

0.01 

0.01 

0.01 

0.03 

1.02 

4.73 

13.99 

0.27 

0.11 

0.05 

20.27 

1992 

0.03 

0.05 

0.01 

0.00 

0.00 

0.00 

0.85 

54.76 

232.63 

0.54 

0.22 

0.11 

289.20 

1993 

0.07 

0.01 

0.01 

0.01 

0.02 

0.10 

4.16 

1.36 

9.96 

0.21 

0.09 

0.04 

16.04 

1994 

0.04 

0.02 

0.01 

0.01 

0.02 

0.06 

48.37 

187.10 

0.77 

0.25 

0.12 

0.06 

236.83 

1995 

0.02 

0.01 

0.01 

0.00 

0.00 

0.01 

31.78 

171.32 

17.95 

0.40 

0.17 

0.09 

221.76 

1996 

0.06 

0.03 

0.01 

0.01 

0.03 

272.25 

12.19 

485.10 

63.48 

0.31 

0.15 

0.07 

833.69 

1997 

0.04 

0.03 

0.01 

0.04 

0.04 

2.01 

16.30 

343.76 

30.51 

7.35 

0.26 

0.15 

400.50 

1998 

0.07 

0.04 

0.03 

0.02 

0.01 

2.14 

27.41 

1.49 

5.14 

29.78 

0.21 

0.09 

66.43 

1999 

0.04 

0.04 

0.02 

0.01 

0.02 

0.12 

72.24 

31.61 

0.42 

0.25 

0.13 

0.05 

104.95 

2000 

0.02 

0.01 

0.00 

0.00 

0.01 

0.02 

22.09 

2.20 

0.35 

0.16 

0.07 

0.01 

24.94 

2001 

0.01 

0.01 

0.00 

0.02 

1.05 

0.21 

40.78 

44.50 

0.40 

0.19 

0.11 

0.05 

87.33 

2002 

0.02 

0.06 

0.04 

0.02 

0.01 

0.02 

0.13 

0.81 

0.20 

0.10 

0.03 

0.01 

1.45 

2003 

0.01 

0.03 

0.03 

0.01 

0.01 

0.09 

2.23 

82.96 

14.41 

0.29 

0.11 

0.06 

100.24 

2004 

0.03 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

34.73 

0.59 

0.27 

0.11 

0.06 

35.98 

2005 

0.02 

0.01 

0.00 

0.01 

0.07 

0.05 

3.75 

1.88 

100.51 

0.41 

0.16 

0.07 

106.94 

2006 

0.03 

0.00 

0.00 

0.00 

0.01 

0.04 

0.24 

12.25 

1.51 

0.15 

0.09 

0.02 

14.34 

2007 

0.01 

0.04 

0.09 

0.04 

0.00 

0.03 

106.20 

3.52 

1.06 

0.72 

0.08 

0.04 

111.83 

2008 

0.01 

0.01 

0.00 

0.02 

0.03 

0.20 

0.47 

30.65 

0.91 

0.25 

0.11 

0.05 

32.71 

2009 

0.02 

0.01 

0.00 

0.00 

0.35 

0.05 

8.68 

3.44 

3.40 

0.08 

0.02 

0.02 

16.07 

2010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

1.68 

143.50 

93.24 

0.38 

0.24 

0.16 

239.25 

% yield 

0.01 

0.01 

0.01 

0.05 

0.06 

2.60 

38.15 

38.90 

18.30 

1.85 

0.05 

0.02 


Mean 

0.04 

0.02 

0.02 

0.14 

0.18 

7.71 

113.20 

115.42 

54.29 

5.48 

0.14 

0.07 

296.70 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table A2-6 shows the long-term simulated flows of Khari Sub-basin. The 
catchment area of Khari Sub-basin is 2,638.3 km 2 . 


Table A2-6: Virgin Water Yield Series for Khari Sub-basin (Unit, Mm 3 ) 


Year 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual 

1973 

0.07 

0.01 

0.00 

0.00 

0.04 

3.49 

6.43 

474.98 

1,565.66 

0.56 

0.11 

0.06 

2,051.40 

1974 

0.03 

0.02 

0.01 

0.01 

0.91 

0.60 

1.72 

3.57 

1.28 

6.51 

0.21 

0.05 

14.91 

1975 

0.02 

0.01 

0.00 

0.00 

0.00 

4.35 

79.75 

186.68 

256.60 

56.94 

2.50 

0.21 

587.05 

1976 

0.11 

0.21 

0.02 

0.01 

0.01 

2.76 

11.09 

139.54 

71.85 

0.18 

0.61 

0.09 

226.47 

1977 

0.17 

0.07 

0.01 

0.00 

1.05 

19.29 

85.26 

17.23 

11.10 

0.10 

0.04 

0.02 

134.32 

1978 

0.01 

0.04 

0.02 

0.03 

0.01 

1.85 

33.31 

27.42 

18.07 

0.54 

0.51 

0.03 

81.83 

1979 

0.01 

0.17 

0.02 

0.00 

0.97 

1.58 

65.90 

63.06 

1.58 

0.70 

0.84 

0.09 

134.91 

1980 

0.02 

0.01 

0.01 

0.00 

0.00 

8.65 

13.36 

6.10 

1.15 

0.07 

0.02 

0.29 

29.70 

1981 

0.07 

0.01 

0.03 

0.00 

0.00 

0.50 

4.34 

4.69 

2.87 

0.21 

1.22 

0.02 

13.94 

1982 

0.17 

0.01 

0.01 

1.11 

4.85 

0.61 

4.77 

5.78 

3.01 

0.18 

1.09 

0.03 

21.63 

1983 

0.01 

0.00 

0.00 

1.02 

0.43 

23.44 

193.55 

65.96 

3.69 

3.08 

0.10 

0.04 

291.32 

1984 

0.02 

0.01 

0.01 

0.01 

0.00 

2.78 

6.76 

39.05 

19.22 

0.16 

0.05 

0.03 

68.09 

1985 

0.02 

0.01 

0.01 

0.17 

0.03 

0.21 

6.05 

25.88 

0.49 

0.96 

0.03 

0.23 

34.08 

1986 

0.02 

0.17 

0.01 

0.00 

0.04 

0.25 

7.56 

4.79 

0.14 

0.02 

0.01 

0.01 

13.00 

1987 

0.04 

0.00 

0.00 

0.00 

0.07 

2.02 

0.73 

0.96 

0.13 

0.01 

0.00 

0.40 

4.37 

1988 

0.01 

0.00 

0.00 

0.02 

0.00 

0.64 

6.68 

6.32 

1.54 

0.32 

0.02 

0.01 

15.55 

1989 

0.17 

0.01 

0.00 

0.00 

0.00 

1.08 

2.33 

7.43 

6.11 

0.79 

0.03 

0.02 

17.96 

1990 

0.01 

0.09 

0.05 

0.00 

0.11 

0.91 

76.81 

191.50 

44.85 

0.44 

0.06 

0.03 

314.85 

1991 

0.02 

0.01 

0.01 

0.06 

0.01 

0.23 

4.10 

2.10 

0.60 

0.02 

0.01 

0.00 

7.15 

1992 

0.04 

0.05 

0.00 

0.00 

0.06 

1.79 

41.08 

113.27 

521.03 

0.35 

0.10 

0.05 

677.81 

1993 

0.03 

0.02 

0.02 

0.01 

0.02 

1.84 

94.76 

1.37 

5.27 

0.26 

0.04 

0.02 

103.65 

1994 

0.27 

0.01 

0.01 

0.00 

0.01 

0.71 

8.43 

17.95 

51.57 

0.20 

0.08 

0.02 

79.25 

1995 

0.08 

0.01 

0.00 

0.00 

0.00 

0.04 

37.52 

10.65 

2.92 

0.63 

0.06 

0.02 

51.93 

1996 

0.07 

0.01 

0.00 

0.03 

0.08 

5.30 

4.49 

4.83 

2.32 

0.10 

0.02 

0.01 

17.26 

1997 

0.00 

0.00 

0.00 

0.00 

0.22 

4.07 

5.88 

40.29 

28.61 

2.78 

0.13 

0.08 

82.07 

1998 

0.01 

0.01 

0.02 

0.02 

0.00 

0.97 

4.87 

0.93 

2.60 

11.79 

0.23 

0.02 

21.47 

1999 

0.01 

0.08 

0.01 

0.00 

0.27 

1.86 

2.36 

8.56 

0.64 

1.11 

0.03 

0.01 

14.94 

2000 

0.01 

0.00 

0.00 

0.26 

1.38 

2.12 

21.97 

2.28 

0.60 

0.14 

0.03 

0.01 

28.81 

2001 

0.01 

0.00 

0.00 

0.06 

0.01 

6.75 

128.65 

29.00 

0.40 

0.82 

0.06 

0.03 

165.78 

2002 

0.02 

0.03 

0.01 

0.00 

0.00 

4.51 

4.74 

1.15 

2.81 

0.08 

0.02 

0.01 

13.37 

2003 

0.00 

1.28 

0.11 

0.01 

0.00 

5.51 

64.90 

177.87 

4.63 

0.41 

0.07 

0.04 

254.82 

2004 

0.02 

0.01 

0.01 

0.29 

0.21 

1.08 

1.82 

7.04 

0.63 

1.41 

0.03 

0.01 

12.55 

2005 

0.00 

0.00 

0.00 

0.02 

0.00 

1.62 

9.94 

41.95 

114.92 

2.04 

0.14 

0.06 

170.69 

2006 

0.03 

0.02 

0.57 

0.02 

0.01 

1.26 

10.16 

449.87 

23.63 

0.20 

0.09 

0.04 

485.90 

2007 

0.02 

0.14 

0.14 

0.01 

0.01 

0.36 

86.90 

6.30 

0.83 

0.14 

0.03 

0.02 

94.91 

2008 

0.01 

0.01 

0.01 

0.04 

0.18 

1.65 

4.47 

8.94 

2.00 

0.12 

0.03 

0.09 

17.53 

2009 

0.01 

0.00 

0.03 

0.01 

0.00 

1.14 

10.25 

2.73 

2.20 

0.05 

0.02 

0.01 

16.45 

2010 

0.05 

0.00 

0.00 

0.00 

0.00 

0.11 

23.12 

33.17 

7.44 

0.15 

7.49 

0.53 

72.07 

% yield 

0.03 

0.04 

0.02 

0.05 

0.17 

1.83 

18.26 

34.62 

43.22 

1.47 

0.25 

0.04 


Mean 

0.04 

0.07 

0.03 

0.09 

0.29 

3.10 

30.97 

58.71 

73.29 

2.49 

0.42 

0.07 

169.57 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table A2-7 shows the long-term simulated flows of Khari (Hemawas) Sub- 
basin. The catchment area of Khari (Hemawas) Sub-basin is 1,098.6 km 2 . 


Table A2-7: Virgin Water Yield Series for Khari (Hemawas) Sub-basin (Unit, Mm 3 ) 


Year 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual 

1973 

0.04 

0.01 

0.00 

0.00 

0.00 

0.75 

1.99 

365.03 

274.62 

0.25 

0.05 

0.03 

642.77 

1974 

0.02 

0.01 

0.00 

0.06 

0.33 

0.75 

0.75 

0.84 

0.20 

0.44 

0.09 

0.01 

3.50 

1975 

0.00 

0.00 

0.00 

0.00 

0.03 

0.71 

20.48 

10.41 

115.48 

11.31 

0.27 

0.06 

158.75 

1976 

0.02 

0.02 

0.02 

0.00 

0.00 

0.29 

3.50 

36.58 

39.09 

0.16 

0.13 

0.07 

79.88 

1977 

0.08 

0.05 

0.01 

0.00 

0.02 

1.89 

203.72 

55.26 

0.47 

0.07 

0.04 

0.02 

261.63 

1978 

0.02 

0.11 

0.10 

0.07 

0.00 

1.30 

30.91 

67.00 

29.89 

0.55 

0.34 

0.05 

130.34 

1979 

0.01 

0.28 

0.06 

0.01 

0.07 

0.51 

403.18 

52.29 

0.25 

0.22 

0.45 

0.12 

457.45 

1980 

0.02 

0.02 

0.00 

0.00 

0.00 

0.71 

374.30 

14.50 

0.84 

0.10 

0.03 

0.19 

390.71 

1981 

0.10 

0.01 

0.00 

0.00 

0.00 

0.65 

2.35 

0.51 

0.62 

0.19 

0.27 

0.01 

4.71 

1982 

0.10 

0.01 

0.05 

0.01 

0.57 

0.17 

1.49 

12.32 

1.08 

0.23 

0.35 

0.06 

16.44 

1983 

0.04 

0.00 

0.00 

0.39 

0.27 

5.10 

16.94 

16.76 

64.41 

0.54 

0.07 

0.03 

104.55 

1984 

0.02 

0.01 

0.00 

0.00 

0.00 

0.47 

2.56 

8.18 

3.11 

0.10 

0.03 

0.02 

14.50 

1985 

0.01 

0.00 

0.00 

0.08 

0.04 

0.82 

0.59 

3.55 

0.20 

0.03 

0.02 

0.07 

5.41 

1986 

0.01 

0.03 

0.00 

0.00 

0.05 

0.28 

5.53 

18.19 

0.28 

0.03 

0.02 

0.01 

24.43 

1987 

0.01 

0.00 

0.00 

0.00 

0.00 

0.57 

0.39 

0.46 

0.17 

0.01 

0.00 

0.28 

1.89 

1988 

0.07 

0.01 

0.00 

0.09 

0.04 

0.39 

9.80 

17.75 

61.03 

1.67 

0.07 

0.03 

90.95 

1989 

0.10 

0.01 

0.01 

0.00 

0.00 

0.63 

1.39 

26.10 

5.20 

0.32 

0.03 

0.01 

33.80 

1990 

0.01 

0.03 

0.10 

0.00 

0.21 

1.01 

98.83 

157.75 

30.50 

0.19 

0.11 

0.04 

288.78 

1991 

0.01 

0.01 

0.00 

0.40 

0.02 

0.00 

1.91 

70.95 

27.61 

0.10 

0.03 

0.02 

101.06 

1992 

0.01 

0.02 

0.00 

0.00 

0.13 

0.27 

8.14 

123.55 

122.00 

0.29 

0.08 

0.05 

254.54 

1993 

0.03 

0.16 

0.22 

0.01 

0.00 

2.56 

54.68 

0.81 

21.75 

0.26 

0.06 

0.01 

80.55 

1994 

0.18 

0.02 

0.00 

0.00 

0.00 

0.46 

20.67 

130.43 

66.61 

0.09 

0.02 

0.01 

218.49 

1995 

0.03 

0.01 

0.00 

0.00 

0.00 

0.01 

128.22 

75.36 

28.81 

0.08 

0.03 

0.02 

232.57 

1996 

0.02 

0.01 

0.00 

0.00 

0.10 

0.72 

5.03 

88.43 

1.71 

0.07 

0.02 

0.01 

96.12 

1997 

0.01 

0.01 

0.00 

0.03 

0.13 

0.71 

4.33 

138.15 

9.86 

1.07 

0.07 

0.11 

154.48 

1998 

0.01 

0.01 

0.00 

0.00 

0.00 

0.43 

1.28 

0.99 

0.95 

5.83 

0.23 

0.02 

9.75 

1999 

0.01 

0.02 

0.01 

0.00 

0.06 

0.71 

3.35 

19.23 

0.22 

0.32 

0.02 

0.01 

23.96 

2000 

0.01 

0.00 

0.00 

0.12 

0.20 

0.06 

5.38 

1.34 

0.58 

0.21 

0.02 

0.02 

7.94 

2001 

0.00 

0.00 

0.00 

0.04 

0.16 

1.17 

20.61 

74.87 

0.55 

0.08 

0.04 

0.02 

97.54 

2002 

0.02 

0.01 

0.00 

0.16 

0.01 

1.11 

1.18 

0.59 

1.96 

0.07 

0.01 

0.01 

5.13 

2003 

0.01 

0.37 

0.07 

0.00 

0.00 

0.69 

17.42 

74.72 

6.29 

0.60 

0.05 

0.03 

100.25 

2004 

0.02 

0.01 

0.00 

0.00 

0.00 

0.48 

1.41 

9.53 

1.48 

4.94 

0.06 

0.03 

17.96 

2005 

0.01 

0.01 

0.00 

0.09 

0.14 

0.62 

2.08 

1.17 

5.52 

0.85 

0.04 

0.02 

10.55 

2006 

0.01 

0.00 

0.32 

0.02 

0.00 

0.42 

2.10 

310.81 

22.94 

0.23 

0.05 

0.03 

336.93 

2007 

0.02 

0.05 

0.08 

0.01 

0.00 

0.28 

103.24 

2.26 

0.59 

0.12 

0.03 

0.02 

106.70 

2008 

0.01 

0.00 

0.00 

0.07 

0.06 

0.45 

0.71 

8.29 

0.75 

0.10 

0.02 

0.02 

10.48 

2009 

0.02 

0.00 

0.06 

0.02 

0.00 

0.29 

5.68 

4.22 

0.81 

0.05 

0.02 

0.01 

11.18 

2010 

0.05 

0.00 

0.00 

0.00 

0.00 

0.20 

1.53 

13.12 

21.56 

0.17 

4.29 

0.43 

41.35 

% yield 

0.03 

0.03 

0.02 

0.04 

0.06 

0.62 

33.87 

43.48 

20.96 

0.69 

0.16 

0.04 


Mean 

0.03 

0.04 

0.03 

0.04 

0.07 

0.75 

41.25 

52.96 

25.53 

0.84 

0.20 

0.05 

121.79 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table A2-8 shows the long-term simulated flows of Luni Sub-basin. The 
catchment area of Luni Sub-basin is 42,522.1 km 2 . 


Table A2-8: Virgin Water Yield Series for Luni Sub-basin (Unit, Mm 3 ) 


Year 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual 

1973 

0.14 

0.03 

0.04 

0.02 

0.06 

5.55 

7.41 

2,434.82 

989.88 

5.24 

1.53 

0.64 

3,445.36 

1974 

0.28 

0.14 

0.09 

0.05 

3.37 

3.59 

27.23 

4.51 

1.52 

2.62 

0.30 

0.12 

43.82 

1975 

0.05 

0.00 

0.00 

0.00 

0.03 

14.35 

253.07 

269.97 

1,083.49 

168.88 

2.81 

0.92 

1,793.57 

1976 

0.58 

0.87 

0.25 

0.11 

0.06 

1.02 

129.03 

1,154.42 

1,293.20 

4.28 

5.09 

1.57 

2,590.48 

1977 

0.56 

0.28 

0.12 

0.18 

1.25 

29.30 

605.23 

100.34 

9.85 

0.99 

0.33 

0.15 

748.58 

1978 

0.10 

0.39 

0.56 

0.23 

0.07 

3.72 

68.87 

54.79 

12.21 

2.64 

8.66 

1.13 

153.37 

1979 

0.30 

2.17 

0.45 

0.10 

8.33 

13.18 

1,708.85 

370.89 

4.96 

3.16 

11.28 

0.61 

2,124.28 

1980 

0.19 

0.10 

0.28 

0.15 

0.89 

6.86 

50.05 

21.09 

4.04 

0.80 

0.29 

1.84 

86.58 

1981 

0.86 

0.14 

0.37 

0.06 

0.62 

4.69 

30.39 

12.00 

6.92 

2.96 

10.32 

0.53 

69.86 

1982 

1.54 

0.16 

0.46 

32.71 

58.08 

2.01 

51.58 

27.56 

5.29 

2.39 

0.89 

0.24 

182.91 

1983 

0.09 

0.05 

0.05 

2.88 

2.43 

4.06 

540.85 

851.07 

55.89 

12.73 

1.24 

0.49 

1,471.83 

1984 

0.14 

0.07 

0.05 

0.16 

0.05 

1.76 

11.06 

40.10 

45.03 

1.93 

0.59 

0.17 

101.11 

1985 

0.07 

0.04 

0.04 

1.41 

1.35 

1.27 

31.16 

21.15 

2.57 

0.75 

0.18 

0.05 

60.04 

1986 

0.05 

0.30 

0.03 

0.00 

0.44 

1.29 

12.90 

10.84 

1.31 

0.49 

0.09 

0.02 

27.76 

1987 

0.09 

0.00 

0.02 

0.01 

0.65 

5.63 

4.95 

2.74 

0.78 

0.16 

0.04 

0.56 

15.63 

1988 

0.05 

0.00 

0.00 

0.36 

0.16 

1.40 

43.64 

20.35 

11.09 

1.07 

0.30 

0.10 

78.52 

1989 

0.53 

0.07 

0.05 

0.03 

0.00 

3.39 

8.59 

74.27 

15.93 

2.45 

0.70 

0.25 

106.26 

1990 

0.08 

0.51 

0.65 

0.08 

1.13 

3.48 

1,437.38 

3,198.15 

171.79 

3.73 

1.38 

0.43 

4,818.79 

1991 

0.24 

0.10 

0.08 

0.44 

0.11 

0.35 

11.62 

11.97 

15.60 

0.74 

0.24 

0.12 

41.61 

1992 

1.23 

1.88 

0.18 

0.04 

0.58 

0.71 

35.98 

113.04 

1,465.72 

7.86 

1.95 

0.72 

1,629.89 

1993 

0.31 

0.14 

0.09 

0.23 

0.14 

48.61 

963.39 

13.02 

22.05 

1.68 

0.56 

0.20 

1,050.42 

1994 

1.07 

0.16 

0.06 

0.32 

0.34 

2.29 

131.79 

582.92 

336.85 

3.69 

1.05 

0.46 

1,061.00 

1995 

0.22 

0.07 

0.07 

0.08 

0.02 

0.91 

562.40 

205.80 

35.42 

5.86 

0.92 

0.36 

812.13 

1996 

0.20 

0.09 

0.08 

0.06 

1.61 

144.55 

19.11 

357.80 

54.28 

1.30 

0.41 

0.21 

579.70 

1997 

0.12 

0.08 

0.07 

0.61 

1.65 

62.15 

16.79 

410.79 

76.68 

16.11 

1.88 

0.84 

587.77 

1998 

0.26 

0.12 

0.50 

0.29 

0.28 

213.49 

11.94 

11.67 

94.16 

42.16 

2.04 

0.59 

377.50 

1999 

0.31 

0.41 

0.12 

0.05 

2.54 

11.87 

96.71 

222.56 

3.63 

2.97 

0.44 

0.18 

341.79 

2000 

0.10 

0.06 

0.05 

0.98 

1.65 

1.19 

132.45 

23.91 

5.03 

1.20 

0.49 

0.25 

167.36 

2001 

0.09 

0.07 

0.05 

0.44 

0.36 

5.64 

240.98 

215.20 

4.09 

15.63 

0.93 

0.35 

483.83 

2002 

0.13 

0.57 

0.12 

0.11 

0.11 

6.72 

6.19 

3.35 

18.17 

0.88 

0.29 

0.08 

36.72 

2003 

0.25 

7.72 

0.54 

0.07 

0.77 

21.58 

74.24 

259.14 

32.49 

4.27 

1.62 

0.44 

403.13 

2004 

0.16 

0.06 

0.04 

0.42 

0.81 

5.93 

10.41 

94.26 

91.69 

5.60 

0.98 

0.30 

210.66 

2005 

0.16 

0.06 

0.13 

0.18 

1.16 

5.57 

57.16 

37.84 

60.24 

3.62 

0.74 

0.30 

167.16 

2006 

0.09 

0.05 

0.24 

0.20 

0.31 

3.52 

13.68 

1,266.06 

145.89 

4.89 

1.25 

0.42 

1,436.60 

2007 

0.24 

0.99 

1.43 

0.25 

4.94 

2.84 

168.86 

42.12 

77.14 

10.10 

1.02 

0.36 

310.29 

2008 

0.39 

0.08 

0.07 

0.83 

1.20 

15.93 

120.72 

251.47 

15.21 

5.78 

0.90 

0.55 

413.13 

2009 

0.20 

0.07 

0.13 

0.07 

3.21 

2.43 

39.75 

48.13 

34.05 

0.80 

0.18 

0.11 

129.13 

2010 

0.23 

0.04 

0.02 

0.12 

0.05 

4.55 

86.46 

421.77 

353.63 

6.27 

48.43 

1.93 

923.50 

% yield 

0.04 

0.06 

0.03 

0.15 

0.35 

2.29 

26.90 

45.60 

22.89 

1.23 

0.39 

0.06 


Mean 

0.31 

0.48 

0.20 

1.17 

2.65 

17.56 

205.87 

349.00 

175.20 

9.44 

2.96 

0.49 

765.32 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table A2-9 shows the long-term simulated flows of Mithari Sub-basin. The 
catchment area of Mithari Sub-basin is 1,702.71 km 2 . 


Table A2-9: Virgin Water Yield Series for Mithari Sub-basin (Unit, Mm 3 ) 


Year 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual 

1973 

0.20 

0.02 

0.00 

0.00 

0.01 

0.79 

1.66 

373.80 

418.32 

0.28 

0.08 

0.08 

795.24 

1974 

0.03 

0.02 

0.02 

0.00 

2.11 

0.57 

0.30 

1.25 

0.22 

2.82 

0.05 

0.09 

7.48 

1975 

0.00 

0.00 

0.00 

0.00 

0.00 

4.64 

46.93 

16.21 

94.64 

10.97 

0.32 

0.07 

173.78 

1976 

0.12 

0.18 

0.02 

0.01 

0.00 

0.49 

3.94 

38.65 

13.40 

0.16 

1.61 

0.22 

58.80 

1977 

0.22 

0.14 

0.02 

0.01 

1.61 

3.96 

17.62 

11.92 

0.66 

0.06 

0.03 

0.02 

36.27 

1978 

0.01 

0.12 

0.11 

0.07 

0.00 

1.14 

28.82 

22.24 

8.11 

1.62 

2.17 

0.07 

64.48 

1979 

0.03 

0.54 

0.06 

0.01 

1.83 

0.79 

58.97 

15.20 

0.97 

1.32 

1.89 

0.12 

81.73 

1980 

0.02 

0.02 

0.01 

0.00 

0.00 

2.62 

3.73 

0.98 

0.59 

0.03 

0.01 

1.03 

9.04 

1981 

0.20 

0.00 

0.00 

0.00 

0.10 

0.29 

2.32 

3.37 

0.51 

0.16 

2.17 

0.02 

9.14 

1982 

0.02 

0.00 

0.00 

0.74 

2.92 

0.25 

6.01 

3.42 

0.36 

0.04 

0.34 

0.04 

14.14 

1983 

0.02 

0.00 

0.00 

0.35 

0.09 

3.19 

83.67 

36.94 

1.21 

1.69 

0.05 

0.03 

127.24 

1984 

0.02 

0.01 

0.01 

0.00 

0.00 

2.41 

3.26 

5.54 

2.57 

0.09 

0.02 

0.01 

13.94 

1985 

0.01 

0.00 

0.00 

0.70 

0.07 

0.51 

3.87 

3.08 

1.09 

0.10 

0.02 

0.01 

9.46 

1986 

0.00 

0.14 

0.00 

0.00 

0.16 

0.30 

8.35 

6.56 

0.22 

0.05 

0.02 

0.01 

15.81 

1987 

0.04 

0.01 

0.00 

0.00 

0.16 

2.66 

0.90 

0.71 

0.16 

0.01 

0.00 

0.98 

5.63 

1988 

0.05 

0.01 

0.00 

0.06 

0.01 

0.71 

8.34 

6.93 

1.98 

1.15 

0.05 

0.03 

19.32 

1989 

0.41 

0.01 

0.01 

0.00 

0.00 

2.58 

2.61 

10.58 

3.99 

0.28 

0.05 

0.03 

20.55 

1990 

0.02 

0.26 

0.11 

0.01 

0.06 

1.52 

259.11 

58.24 

28.79 

0.40 

0.07 

0.04 

348.63 

1991 

0.02 

0.02 

0.01 

0.36 

0.02 

0.06 

3.66 

1.76 

0.33 

0.03 

0.01 

0.01 

6.29 

1992 

0.08 

0.14 

0.00 

0.00 

0.05 

0.19 

13.35 

61.34 

279.80 

0.32 

0.09 

0.05 

355.41 

1993 

0.03 

0.03 

0.03 

0.01 

0.03 

0.65 

23.14 

0.68 

6.98 

0.28 

0.07 

0.03 

31.96 

1994 

0.76 

0.04 

0.01 

0.01 

0.04 

0.67 

10.20 

52.10 

53.25 

0.20 

0.07 

0.04 

117.39 

1995 

0.25 

0.03 

0.01 

0.00 

0.00 

0.00 

102.24 

4.68 

1.14 

0.80 

0.07 

0.03 

109.25 

1996 

0.03 

0.01 

0.00 

0.00 

0.09 

3.64 

5.33 

26.02 

3.21 

0.26 

0.04 

0.03 

38.66 

1997 

0.01 

0.01 

0.00 

0.00 

0.14 

6.09 

5.73 

56.68 

35.08 

1.07 

0.30 

0.28 

105.39 

1998 

0.03 

0.03 

0.09 

0.08 

0.07 

1.36 

4.85 

0.42 

2.34 

11.78 

0.26 

0.04 

21.35 

1999 

0.04 

0.16 

0.01 

0.00 

1.15 

1.97 

2.97 

13.88 

1.80 

10.04 

0.11 

0.04 

32.17 

2000 

0.02 

0.01 

0.01 

0.52 

0.66 

0.72 

11.15 

2.07 

0.22 

0.05 

0.02 

0.01 

15.46 

2001 

0.01 

0.00 

0.00 

0.05 

0.10 

2.83 

14.37 

7.32 

0.21 

1.50 

0.04 

0.02 

26.45 

2002 

0.01 

0.06 

0.01 

0.02 

0.00 

2.20 

1.07 

0.56 

1.82 

0.08 

0.01 

0.01 

5.85 

2003 

0.02 

3.24 

0.15 

0.02 

0.00 

2.73 

20.11 

59.37 

4.11 

0.34 

0.06 

0.04 

90.19 

2004 

0.02 

0.02 

0.00 

0.50 

0.00 

2.42 

3.71 

7.08 

0.45 

1.88 

0.03 

0.02 

16.13 

2005 

0.01 

0.00 

0.00 

0.09 

0.12 

0.84 

9.97 

2.63 

10.44 

0.69 

0.07 

0.03 

24.89 

2006 

0.02 

0.01 

0.04 

0.01 

0.00 

2.40 

15.89 

421.96 

9.52 

0.16 

0.12 

0.04 

450.17 

2007 

0.02 

0.44 

0.45 

0.04 

0.01 

0.79 

50.57 

6.45 

1.00 

0.09 

0.03 

0.02 

59.91 

2008 

0.01 

0.01 

0.00 

0.05 

0.58 

0.67 

1.90 

8.11 

1.82 

0.11 

0.03 

0.18 

13.47 

2009 

0.01 

0.00 

0.00 

0.00 

0.00 

1.18 

4.90 

1.14 

0.27 

0.03 

0.01 

0.01 

7.55 

2010 

0.06 

0.00 

0.00 

0.00 

0.00 

0.22 

8.30 

42.45 

32.37 

0.24 

11.01 

0.69 

95.34 

% yield 

0.08 

0.17 

0.03 

0.11 

0.35 

1.78 

24.86 

40.55 

29.82 

1.49 

0.62 

0.13 


Mean 

0.08 

0.15 

0.03 

0.10 

0.32 

1.61 

22.47 

36.64 

26.95 

1.35 

0.56 

0.12 

90.37 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table A 2-10 shows the long-term simulated flows of Sagi Sub - basin . The 
catchment area of Sagi Sub-basin is 1 , 218.7 km 2 . 


Table A2-10: Virgin Water Yield Series for Sagi Sub-basin (Unit, Mm 3 ) 


Year 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual 

1973 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

1.28 

186.55 

454.97 

0.34 

0.07 

0.03 

643.24 

1974 

0.01 

0.00 

0.00 

0.00 

0.45 

0.44 

0.01 

0.98 

0.39 

0.16 

0.01 

0.00 

2.45 

1975 

0.00 

0.00 

0.00 

0.00 

0.00 

1.35 

2.90 

66.27 

118.82 

0.26 

0.06 

0.02 

189.68 

1976 

0.03 

0.05 

0.00 

0.00 

0.00 

0.71 

2.80 

397.05 

122.77 

0.13 

0.31 

0.16 

524.01 

1977 

0.01 

0.00 

0.00 

0.00 

0.39 

2.39 

257.49 

7.17 

2.63 

0.08 

0.03 

0.01 

270.20 

1978 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

7.50 

8.16 

1.18 

0.32 

1.30 

0.10 

18.66 

1979 

0.02 

0.16 

0.02 

0.00 

0.00 

0.06 

3.11 

3.56 

0.75 

0.77 

7.09 

0.55 

16.09 

1980 

0.05 

0.02 

0.00 

0.00 

0.00 

1.82 

2.51 

0.39 

0.05 

0.01 

0.00 

0.00 

4.85 

1981 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.47 

1.79 

0.30 

0.03 

3.46 

0.07 

6.13 

1982 

0.01 

0.00 

0.00 

0.23 

0.61 

0.10 

1.37 

1.56 

0.23 

0.03 

0.73 

0.05 

4.92 

1983 

0.01 

0.00 

0.00 

0.23 

0.02 

0.25 

7.30 

3.38 

8.52 

5.04 

0.15 

0.03 

24.93 

1984 

0.01 

0.00 

0.00 

0.00 

0.00 

0.56 

1.29 

5.33 

0.94 

0.10 

0.02 

0.00 

8.25 

1985 

0.00 

0.00 

0.00 

0.00 

0.00 

0.31 

1.08 

2.79 

0.11 

0.10 

0.01 

0.00 

4.40 

1986 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.78 

1.61 

0.07 

0.01 

0.00 

0.00 

2.47 

1987 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

1.40 

0.17 

0.02 

0.00 

0.00 

0.12 

1.71 

1988 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

1.45 

4.44 

0.49 

0.12 

0.03 

0.01 

6.55 

1989 

0.00 

0.00 

0.00 

0.00 

0.00 

0.37 

0.78 

2.98 

1.36 

0.12 

0.03 

0.01 

5.65 

1990 

0.00 

0.00 

0.00 

0.00 

0.08 

0.67 

67.16 

271.89 

51.66 

0.17 

0.04 

0.02 

391.69 

1991 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.95 

0.42 

0.30 

0.01 

0.00 

0.00 

1.68 

1992 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

12.44 

30.62 

470.34 

0.25 

0.06 

0.03 

513.74 

1993 

0.01 

0.00 

0.00 

0.00 

0.00 

0.05 

242.99 

1.11 

0.30 

0.07 

0.02 

0.01 

244.56 

1994 

0.00 

0.00 

0.00 

0.00 

0.00 

0.18 

5.80 

39.56 

112.80 

0.18 

0.04 

0.02 

158.58 

1995 

0.00 

0.00 

0.00 

0.00 

0.00 

0.09 

2.96 

1.45 

0.52 

0.04 

0.01 

0.00 

5.07 

1996 

0.00 

0.00 

0.00 

0.00 

0.00 

1.00 

1.19 

0.91 

4.02 

0.17 

0.04 

0.01 

7.34 

1997 

0.00 

0.00 

0.00 

0.00 

0.00 

2.14 

1.76 

4.81 

14.85 

0.27 

0.05 

0.02 

23.90 

1998 

0.00 

0.00 

0.00 

0.00 

0.00 

0.36 

0.74 

0.10 

0.25 

1.73 

0.18 

0.03 

3.39 

1999 

0.01 

0.00 

0.00 

0.00 

0.18 

0.22 

0.33 

1.16 

0.06 

1.74 

0.08 

0.01 

3.79 

2000 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

4.82 

0.91 

0.22 

0.07 

0.01 

0.00 

6.03 

2001 

0.00 

0.00 

0.00 

0.02 

0.00 

1.66 

17.89 

19.17 

0.30 

0.33 

0.04 

0.01 

39.42 

2002 

0.00 

0.00 

0.00 

0.00 

0.00 

1.52 

1.44 

0.85 

7.20 

0.09 

0.03 

0.01 

11.14 

2003 

0.00 

4.56 

0.34 

0.04 

0.01 

1.21 

8.58 

12.49 

0.80 

0.08 

0.03 

0.01 

28.15 

2004 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

0.10 

2.01 

0.57 

0.38 

0.02 

0.00 

3.22 

2005 

0.00 

0.00 

0.00 

0.00 

0.00 

0.82 

21.13 

8.95 

13.73 

0.78 

0.06 

0.03 

45.50 

2006 

0.01 

0.00 

0.02 

0.00 

0.00 

0.47 

1.61 

334.21 

85.31 

0.13 

0.04 

0.02 

421.82 

2007 

0.00 

0.00 

0.09 

0.01 

0.00 

0.15 

7.19 

5.77 

0.96 

0.20 

0.03 

0.01 

14.41 

2008 

0.00 

0.00 

0.14 

0.63 

0.02 

0.14 

1.02 

6.26 

1.24 

0.14 

0.03 

0.16 

9.78 

2009 

0.01 

0.00 

0.12 

0.02 

0.00 

0.28 

1.30 

0.44 

0.44 

0.02 

0.00 

0.00 

2.63 

2010 

0.11 

0.00 

0.00 

0.00 

0.00 

0.11 

40.04 

90.00 

3.46 

0.23 

29.65 

0.82 

164.42 

% yield 

0.01 

0.12 

0.02 

0.03 

0.05 

0.51 

19.17 

39.83 

38.67 

0.38 

1.14 

0.06 


Mean 

0.01 

0.13 

0.02 

0.03 

0.05 

0.52 

19.34 

40.19 

39.02 

0.39 

1.15 

0.06 

100.91 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table A 2-11 shows the long-term simulated flows of Sukri Sub - basin . The 
catchment area of Sukri Sub-basin is 3 , 166.6 km 2 . 


Table A2-11: Virgin Water Yield Series for Sukri Sub-basin (Unit, Mm 3 ) 


Year 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual 

1973 

0.04 

0.01 

0.01 

0.00 

0.00 

2.17 

4.11 

1 , 485.04 

1 , 066.89 

0.54 

0.13 

0.08 

2 , 559.02 

1974 

0.06 

0.02 

0.02 

0.01 

0.00 

0.47 

1.23 

1.18 

0.23 

0.04 

0.00 

0.00 

3.26 

1975 

0.00 

0.00 

0.00 

0.00 

0.00 

1.84 

3.55 

3.94 

37.29 

0.50 

0.05 

0.03 

47.20 

1976 

0.02 

0.00 

0.00 

0.00 

0.00 

0.21 

2.53 

13.33 

14.01 

0.34 

0.08 

0.07 

30.59 

1977 

0.02 

0.02 

0.01 

0.00 

0.00 

3.67 

40.58 

44.09 

0.69 

0.12 

0.07 

0.03 

89.30 

1978 

0.02 

0.03 

0.02 

0.01 

0.00 

2.18 

16.54 

35.13 

12.43 

0.24 

0.11 

0.03 

66.74 

1979 

0.02 

0.37 

0.04 

0.00 

0.27 

0.61 

415.54 

108.16 

0.65 

0.44 

0.77 

0.13 

527.00 

1980 

0.04 

0.02 

0.01 

0.01 

0.00 

2.72 

123.37 

5.47 

0.94 

0.11 

0.04 

0.47 

133.20 

1981 

0.15 

0.01 

0.00 

0.00 

0.23 

1.16 

4.89 

1.64 

1.77 

0.44 

1.19 

0.03 

11.51 

1982 

0.14 

0.01 

0.03 

0.19 

2.22 

0.68 

4.57 

16.31 

1.81 

0.21 

0.65 

0.10 

26.92 

1983 

0.05 

0.01 

0.00 

0.70 

0.36 

17.75 

344.54 

236.69 

36.38 

0.35 

0.07 

0.05 

636.95 

1984 

0.01 

0.01 

0.01 

0.00 

0.00 

0.39 

1.37 

8.02 

3.63 

0.12 

0.03 

0.01 

13.60 

1985 

0.00 

0.00 

0.00 

0.17 

0.01 

2.00 

3.07 

8.51 

0.39 

0.32 

0.04 

0.11 

14.62 

1986 

0.02 

0.00 

0.00 

0.00 

0.00 

0.24 

4.88 

6.35 

0.32 

0.07 

0.04 

0.01 

11.93 

1987 

0.01 

0.01 

0.00 

0.00 

0.00 

0.87 

1.30 

0.73 

0.26 

0.02 

0.00 

0.00 

3.20 

1988 

0.00 

0.00 

0.00 

0.00 

0.00 

0.69 

20.41 

4.59 

1.22 

0.40 

0.06 

0.03 

27.40 

1989 

0.02 

0.01 

0.00 

0.00 

0.00 

1.00 

1.66 

4.09 

2.36 

0.37 

0.03 

0.02 

9.56 

1990 

0.01 

0.00 

0.00 

0.00 

0.00 

0.50 

78.04 

124.05 

21.90 

0.25 

0.08 

0.05 

224.88 

1991 

0.02 

0.02 

0.02 

0.00 

0.00 

0.12 

3.60 

2.88 

0.99 

0.06 

0.02 

0.02 

7.75 

1992 

0.00 

0.00 

0.00 

0.00 

0.04 

0.10 

23.46 

54.09 

241.93 

0.57 

0.12 

0.08 

320.39 

1993 

0.04 

0.02 

0.02 

0.01 

0.00 

1.52 

31.42 

1.01 

2.05 

0.26 

0.04 

0.03 

36.42 

1994 

0.01 

0.01 

0.01 

0.00 

0.00 

0.42 

20.43 

18.66 

11.80 

0.23 

0.06 

0.04 

51.67 

1995 

0.02 

0.02 

0.01 

0.00 

0.00 

0.02 

20.90 

5.74 

1.70 

0.11 

0.05 

0.02 

28.59 

1996 

0.02 

0.01 

0.00 

0.00 

0.00 

1.79 

4.41 

29.11 

2.30 

0.14 

0.05 

0.03 

37.86 

1997 

0.02 

0.02 

0.00 

0.00 

0.00 

0.94 

4.07 

110.67 

20.04 

0.35 

0.09 

0.05 

136.25 

1998 

0.03 

0.02 

0.01 

0.00 

0.00 

0.39 

2.55 

0.75 

2.32 

0.37 

0.02 

0.01 

6.47 

1999 

0.01 

0.00 

0.00 

0.00 

0.00 

2.00 

1.34 

17.21 

0.42 

0.17 

0.03 

0.02 

21.20 

2000 

0.00 

0.00 

0.00 

0.14 

0.41 

1.03 

12.73 

3.10 

0.50 

0.17 

0.05 

0.02 

18.15 

2001 

0.01 

0.01 

0.00 

0.01 

0.05 

1.70 

31.21 

23.92 

0.72 

0.15 

0.07 

0.06 

57.91 

2002 

0.02 

0.01 

0.01 

0.00 

0.00 

1.18 

4.99 

7.29 

2.38 

0.16 

0.04 

0.02 

16.10 

2003 

0.01 

0.16 

0.04 

0.08 

0.25 

1.98 

9.28 

108.74 

159.14 

0.40 

0.09 

0.07 

280.24 

2004 

0.05 

0.01 

0.01 

0.01 

0.00 

2.41 

4.03 

10.03 

23.47 

0.21 

0.05 

0.03 

40.31 

2005 

0.01 

0.01 

0.01 

0.00 

0.01 

0.31 

3.52 

3.29 

4.36 

0.76 

0.35 

0.11 

12.74 

2006 

0.02 

0.01 

0.12 

0.01 

0.36 

1.80 

175.14 

107.68 

41.37 

0.78 

0.40 

0.08 

327.77 

2007 

0.05 

0.01 

0.01 

0.01 

0.00 

1.13 

30.66 

34.14 

2.32 

0.30 

0.53 

0.15 

69.31 

2008 

0.15 

0.79 

0.37 

0.02 

0.05 

0.49 

2.19 

7.63 

42.71 

0.86 

0.08 

0.03 

55.37 

2009 

0.02 

0.75 

0.13 

0.01 

0.79 

1.48 

26.05 

14.52 

1.11 

0.13 

0.38 

0.02 

45.39 

2010 

0.01 

0.01 

0.00 

0.00 

0.76 

1.74 

5.34 

44.20 

21.81 

0.60 

0.41 

0.06 

74.94 

% yield 

0.02 

0.04 

0.02 

0.02 

0.10 

1.01 

24.49 

44.59 

29.38 

0.19 

0.10 

0.04 


Mean 

0.03 

0.06 

0.02 

0.04 

0.15 

1.62 

39.20 

71.37 

47.02 

0.31 

0.17 

0.06 

160.05 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table A 2-12 shows the long-term simulated flows of Sukri ( Sayala ) Sub - basin . 
The catchment area of Sukri ( Sayala ) Sub-basin is 995.73 km 2 . 


Table A2-12: Virgin Water Yield Series for Sukri Sayala Sub-basin (Unit, Mm 3 ) 


Year 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual, 

Mm 3 

1973 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

131.68 

373.23 

0.22 

0.06 

0.02 

505.32 

1974 

0.01 

0.00 

0.00 

0.00 

0.02 

0.06 

0.01 

0.07 

0.07 

0.03 

0.01 

0.00 

0.28 

1975 

0.00 

0.00 

0.00 

0.00 

0.00 

0.10 

0.36 

37.50 

98.00 

0.16 

0.04 

0.02 

136.18 

1976 

0.01 

0.01 

0.00 

0.00 

0.00 

0.06 

0.27 

317.09 

103.33 

0.10 

0.04 

0.03 

420.94 

1977 

0.01 

0.00 

0.00 

0.00 

0.02 

0.45 

199.96 

6.64 

2.30 

0.06 

0.02 

0.01 

209.47 

1978 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

2.08 

3.67 

0.34 

0.10 

0.19 

0.06 

6.45 

1979 

0.02 

0.02 

0.01 

0.00 

0.00 

0.00 

0.34 

0.91 

0.18 

0.12 

2.97 

0.21 

4.78 

1980 

0.05 

0.01 

0.01 

0.00 

0.00 

0.16 

0.41 

0.11 

0.03 

0.01 

0.00 

0.00 

0.79 

1981 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.16 

0.09 

0.02 

1.00 

0.05 

1.36 

1982 

0.01 

0.00 

0.00 

0.01 

0.06 

0.02 

0.10 

0.21 

0.09 

0.02 

0.07 

0.02 

0.61 

1983 

0.01 

0.00 

0.00 

0.02 

0.01 

0.01 

2.60 

0.68 

4.83 

2.59 

0.08 

0.02 

10.85 

1984 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.12 

1.87 

0.17 

0.06 

0.02 

0.01 

2.30 

1985 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.08 

0.41 

0.08 

0.03 

0.01 

0.00 

0.64 

1986 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.04 

0.22 

0.05 

0.01 

0.00 

0.00 

0.32 

1987 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.12 

0.06 

0.02 

0.01 

0.00 

0.01 

0.22 

1988 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.65 

0.16 

0.06 

0.02 

0.01 

1.01 

1989 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.06 

0.31 

0.33 

0.08 

0.02 

0.01 

0.84 

1990 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

44.66 

220.53 

44.19 

0.11 

0.03 

0.01 

309.58 

1991 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.06 

0.08 

0.04 

0.01 

0.00 

0.00 

0.19 

1992 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

4.37 

13.76 

385.22 

0.17 

0.05 

0.02 

403.59 

1993 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

182.28 

0.50 

0.13 

0.04 

0.01 

0.01 

182.98 

1994 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.71 

24.97 

94.94 

0.12 

0.03 

0.01 

120.79 

1995 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.37 

0.32 

0.12 

0.03 

0.01 

0.00 

0.86 

1996 

0.00 

0.00 

0.00 

0.00 

0.00 

0.07 

0.12 

0.14 

0.92 

0.12 

0.03 

0.01 

1.41 

1997 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.26 

0.97 

8.67 

0.17 

0.04 

0.01 

10.32 

1998 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.08 

0.02 

0.02 

0.17 

0.08 

0.02 

0.42 

1999 

0.01 

0.00 

0.00 

0.00 

0.01 

0.02 

0.03 

0.13 

0.03 

0.18 

0.05 

0.01 

0.47 

2000 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.82 

0.22 

0.07 

0.03 

0.01 

0.00 

1.15 

2001 

0.00 

0.00 

0.00 

0.00 

0.00 

0.14 

8.28 

10.15 

0.20 

0.08 

0.02 

0.01 

18.88 

2002 

0.00 

0.00 

0.00 

0.00 

0.00 

0.11 

0.23 

0.11 

3.71 

0.08 

0.02 

0.01 

4.27 

2003 

0.00 

1.97 

0.13 

0.03 

0.01 

0.09 

2.34 

7.01 

0.26 

0.06 

0.02 

0.01 

11.93 

2004 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.20 

0.09 

0.07 

0.02 

0.01 

0.41 

2005 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

12.78 

2.84 

8.94 

0.24 

0.06 

0.02 

24.93 

2006 

0.01 

0.00 

0.00 

0.00 

0.00 

0.02 

0.16 

257.17 

73.53 

0.10 

0.03 

0.01 

331.03 

2007 

0.00 

0.00 

0.01 

0.00 

0.00 

0.01 

2.23 

2.10 

0.21 

0.08 

0.02 

0.01 

4.67 

2008 

0.00 

0.00 

0.01 

0.06 

0.02 

0.01 

0.08 

1.44 

0.32 

0.09 

0.02 

0.02 

2.07 

2009 

0.01 

0.00 

0.01 

0.01 

0.00 

0.02 

0.10 

0.09 

0.06 

0.02 

0.00 

0.00 

0.32 

2010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.01 

20.87 

65.51 

2.55 

0.12 

21.14 

0.24 

110.45 

% yield 

0.01 

0.07 

0.01 

0.00 

0.01 

0.06 

17.15 

39.06 

42.47 

0.20 

0.92 

0.03 


Mean 

0.01 

0.05 

0.00 

0.00 

0.00 

0.05 

12.83 

29.22 

31.78 

0.15 

0.69 

0.02 

74.82 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table A 2-13 shows the long-term simulated flows of Luni . The catchment area 
of Luni Basin within Rajasthan is 6 , 9302.11 km 2 . 

Table A2-13: Virgin Water Yield Series for Luni Basin (Unit, Mm 3 ) 


Year 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual 

1973 

1.00 

0.18 

0.13 

0.08 

0.25 

16.13 

32.08 

7 , 251.63 

6 , 342.00 

9.62 

2.79 

1.36 

13 , 657.24 

1974 

0.65 

0.34 

0.26 

0.24 

12.04 

8.74 

292.54 

20.42 

5.46 

18.39 

0.98 

0.63 

360.67 

1975 

0.18 

0.09 

0.08 

0.05 

0.11 

38.86 

2 , 121.81 

1 , 565.20 

3 , 445.07 

473.09 

7.64 

1.84 

7 , 654.01 

1976 

1.44 

1.82 

0.46 

0.24 

0.20 

7.01 

182.38 

3 , 193.35 

2 , 403.97 

7.08 

13.82 

3.04 

5 , 814.81 

1977 

1.80 

1.01 

0.31 

0.30 

7.75 

98.79 

2 , 446.78 

709.97 

48.57 

2.20 

0.93 

0.53 

3 , 318.94 

1978 

0.31 

1.18 

1.13 

0.67 

0.15 

13.55 

359.60 

343.98 

119.09 

9.72 

18.73 

1.81 

869.92 

1979 

0.60 

5.44 

0.95 

0.25 

15.67 

18.71 

4 , 926.01 

896.76 

13.10 

10.49 

42.84 

2.67 

5 , 933.48 

1980 

0.64 

0.32 

0.42 

0.23 

0.95 

32.22 

1 , 518.28 

147.26 

10.00 

1.65 

0.69 

6.00 

1 , 718.67 

1981 

2.08 

0.35 

0.48 

0.18 

1.36 

8.55 

442.67 

33.12 

16.22 

5.06 

26.25 

0.96 

537.27 

1982 

2.36 

0.36 

0.73 

41.32 

81.56 

4.96 

88.09 

138.03 

17.00 

4.03 

5.73 

0.85 

385.04 

1983 

0.46 

0.16 

0.13 

6.99 

4.50 

61.28 

1 , 830.78 

1 , 974.12 

314.25 

33.49 

2.38 

0.94 

4 , 229.47 

1984 

0.48 

0.27 

0.19 

0.25 

0.10 

13.75 

34.77 

128.76 

124.37 

3.46 

1.02 

0.47 

307.87 

1985 

0.26 

0.14 

0.10 

3.74 

2.05 

8.68 

57.28 

77.82 

7.65 

2.67 

0.50 

0.69 

161.58 

1986 

0.20 

0.99 

0.12 

0.06 

1.27 

3.33 

91.70 

117.10 

3.57 

1.08 

0.43 

0.23 

220.08 

1987 

0.36 

0.11 

0.09 

0.06 

1.36 

17.15 

13.09 

7.90 

2.23 

0.36 

0.15 

4.37 

47.20 

1988 

0.37 

0.07 

0.04 

0.69 

0.24 

6.43 

140.39 

102.85 

91.73 

16.76 

0.96 

0.46 

360.99 

1989 

2.26 

0.22 

0.14 

0.10 

0.06 

14.87 

24.94 

194.22 

50.77 

5.83 

1.22 

0.54 

295.17 

1990 

0.27 

1.63 

1.37 

0.22 

1.89 

11.73 

2 , 767.70 

4 , 644.18 

492.56 

7.02 

2.64 

0.89 

7 , 932.12 

1991 

0.49 

0.26 

0.19 

2.39 

0.24 

1.12 

40.27 

114.27 

64.09 

1.54 

0.61 

0.33 

225.79 

1992 

1.75 

2.44 

0.28 

0.11 

1.07 

3.63 

221.92 

850.91 

4 , 688.89 

12.34 

3.28 

1.38 

5 , 788.00 

1993 

0.72 

0.58 

0.56 

0.35 

0.35 

57.66 

1 , 978.44 

22.85 

103.26 

4.23 

1.15 

0.51 

2 , 170.65 

1994 

4.24 

0.39 

0.18 

0.42 

0.56 

6.70 

380.81 

1 , 409.86 

933.85 

5.91 

1.81 

0.80 

2 , 745.53 

1995 

1.50 

0.27 

0.19 

0.15 

0.10 

1.25 

1 , 160.74 

536.63 

100.85 

9.96 

1.62 

0.70 

1 , 813.96 

1996 

0.53 

0.23 

0.17 

0.17 

2.23 

437.90 

86.31 

1 , 132.00 

155.16 

3.37 

1.02 

0.54 

1 , 819.62 

1997 

0.32 

0.19 

0.16 

0.74 

2.87 

91.67 

85.32 

1 , 415.71 

338.06 

32.01 

3.71 

2.22 

1 , 972.98 

1998 

0.55 

0.39 

0.89 

0.66 

0.56 

222.31 

65.44 

20.35 

122.62 

157.54 

4.29 

1.06 

596.65 

1999 

0.60 

1.07 

0.23 

0.12 

6.42 

24.43 

467.03 

437.41 

124.10 

72.16 

1.51 

0.60 

1 , 135.68 

2000 

0.33 

0.19 

0.13 

3.02 

5.63 

6.61 

444.83 

47.51 

8.78 

2.37 

0.81 

0.48 

520.69 

2001 

0.26 

0.14 

0.10 

0.85 

2.25 

27.71 

631.80 

504.19 

8.44 

21.89 

1.53 

0.67 

1 , 199.83 

2002 

0.35 

1.00 

0.29 

0.48 

0.21 

23.61 

23.92 

17.04 

48.68 

1.96 

0.54 

0.29 

118.34 

2003 

0.48 

28.63 

2.04 

0.36 

1.12 

40.76 

306.18 

936.42 

232.57 

7.37 

2.33 

0.84 

1 , 559.08 

2004 

0.40 

0.22 

0.15 

2.10 

1.09 

17.77 

32.18 

266.94 

121.40 

19.32 

1.56 

0.63 

463.77 

2005 

0.37 

0.20 

0.23 

0.72 

1.88 

12.57 

158.69 

114.21 

442.84 

12.91 

2.08 

0.86 

747.56 

2006 

0.41 

0.22 

1.51 

0.33 

0.74 

15.29 

288.97 

4 , 383.69 

514.53 

7.71 

2.58 

0.91 

5 , 216.90 

2007 

0.51 

2.72 

3.49 

0.52 

5.10 

7.80 

918.40 

133.38 

87.71 

12.27 

1.95 

0.75 

1 , 174.58 

2008 

0.71 

0.99 

0.77 

2.17 

3.40 

21.35 

136.71 

411.13 

70.60 

8.13 

1.42 

1.66 

659.02 

2009 

0.42 

0.93 

0.62 

0.23 

4.42 

9.35 

113.87 

78.91 

43.59 

1.35 

0.83 

0.25 

254.76 

2010 

0.82 

0.14 

0.09 

0.16 

0.84 

7.58 

243.10 

1 , 172.02 

631.89 

9.60 

195.77 

7.21 

2 , 269.22 

% yield 

0.04 

0.06 

0.02 

0.08 

0.20 

1.65 

29.16 

41.22 

25.91 

1.18 

0.42 

0.06 


Mean 

0.83 

1.47 

0.51 

1.89 

4.54 

37.42 

662.00 

935.58 

588.15 

26.73 

9.48 

1.34 

2 , 269.92 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Annex LUN-3 

Water Balance Components of Luni Basin in terms of Annual 

Depth 

(1973-2010) 


Table A3-1 Annual Water Balance Components for Luni Basin and its Sub-basins, mm 


YEAR 

PCP 

ET 

WYLD 

PET 

PERC 

SURQ 

GW_Q 

LAT_Q 

Sub¬ 

surface 

percolation 

Bandi Sub-basin 

1973 

1 , 272.68 

237.19 

638.90 

2 , 087.86 

426.98 

573.38 

53.47 

12.06 

373.51 

1974 

150.67 

145.91 

1.73 

2 , 181.87 

16.27 

0.00 

0.00 

1.73 

16.27 

1975 

934.53 

321.48 

211.00 

1 , 933.35 

403.57 

173.65 

25.41 

11.94 

378.16 

1976 

1 , 174.62 

322.54 

555.21 

2 , 000.91 

345.50 

473.27 

71.34 

10.60 

274.16 

1977 

906.85 

332.69 

317.71 

1 , 963.79 

321.39 

242.84 

65.10 

9.77 

256.29 

1978 

619.58 

286.60 

56.88 

2 , 036.31 

294.66 

8.57 

40.08 

8.24 

254.58 

1979 

599.29 

315.41 

38.04 

2 , 098.27 

262.23 

4.65 

25.75 

7.63 

236.48 

1980 

289.94 

212.52 

3.66 

2 , 172.46 

96.47 

0.22 

0.00 

3.43 

96.47 

1981 

285.45 

195.73 

4.24 

2 , 125.02 

67.98 

0.99 

0.00 

3.25 

67.98 

1982 

320.89 

275.00 

3.43 

2 , 108.03 

46.14 

0.00 

0.00 

3.43 

46.14 

1983 

637.35 

377.70 

22.40 

2 , 026.39 

231.78 

14.52 

0.00 

7.87 

231.78 

1984 

377.89 

280.04 

7.02 

2 , 078.35 

■sisiati 

2.83 

0.00 

4.20 

96.80 

1985 

279.62 

191.86 

3.13 

2 , 078.96 

87.42 

0.00 

0.00 

3.13 

87.42 

1986 

153.12 

118.59 

1.78 

2 , 127.07 

36.75 

0.00 

0.00 

1.78 

36.75 

1987 

107.99 

89.82 

1.22 

2 , 213.96 

17.96 

0.00 

0.00 

1.22 

17.96 

1988 

383.65 

200.32 

4.76 

2 , 082.31 

167.42 

0.05 

0.00 

4.72 

167.42 

1989 

354.00 

226.67 

4.17 

2 , 061.88 

120.95 

0.06 

0.00 

4.10 

120.95 

1990 

1 , 123.91 

290.85 

371.62 

2 , 008.24 

450.02 

354.92 

4.02 

12.69 

446.00 

1991 

133.57 

141.86 

1.25 

2 , 084.65 

7.62 

0.00 

0.00 

1.25 

7.62 

1992 

1 , 216.21 

223.80 

499.38 

2 , 037.70 

490.07 

456.00 

30.58 

12.80 

459.49 

1993 

740.59 

165.22 

295.04 

2 , 099.20 

345.71 

215.83 

70.29 

8.92 

275.42 

1994 

825.23 

297.76 

226.01 

1 , 894.32 

353.50 

148.43 

67.55 

10.03 

285.95 

1995 

296.45 

194.07 

3.88 

2 , 118.44 

100.13 

0.46 

0.00 

3.42 

100.13 

1996 

402.87 

271.54 

6.10 

2 , 090.18 

120.73 

1.36 

0.00 

4.73 

120.73 

1997 

614.62 

293.94 

25.51 

2 , 029.02 

291.38 

14.93 

2.23 

8.36 

289.15 

1998 

234.49 

196.58 

2.33 

2 , 107.14 

34.51 

0.02 

0.00 

2.32 

34.51 

1999 

252.28 

215.12 

2.60 

2 , 113.57 

32.93 

0.00 

0.00 

2.60 

32.93 

2000 

309.48 

200.89 

4.70 

2 , 143.48 

107.03 

0.96 

0.00 

3.74 

107.03 

2001 

651.92 

272.59 

39.13 

2 , 012.52 

331.38 

30.03 

0.00 

9.10 

331.38 

2002 

376.81 

235.51 

9.82 

2 , 069.11 

129.80 

5.27 

0.00 

4.55 

129.80 

2003 

677.76 

310.81 

31.76 

1 , 997.42 

332.89 

18.76 

3.67 

9.31 

329.22 

2004 

243.56 

211.25 

2.33 

2 , 094.99 

30.65 

0.00 

0.00 

2.33 

30.65 

2005 

667.83 

258.90 

51.91 

2 , 020.04 

353.06 

33.93 

8.54 

9.44 

344.52 

2006 

1 , 012.95 

262.99 

436.40 

1 , 938.13 

347.71 

381.95 

44.36 

10.09 

303.35 

2007 

523.16 

302.29 

21.27 

2 , 125.27 

202.74 

6.13 

8.71 

6.43 

194.03 

2008 

501.14 

318.75 

Kin 

2 , 061.68 

165.95 

2.16 

0.00 

5.96 

165.95 

2009 

194.51 

199.41 

1.94 

2 , 108.14 

12.56 

0.00 

0.00 

1.94 

12.56 

2010 

1 , 109.25 

365.14 

209.10 

1 , 941.66 

537.10 

144.21 

50.05 

14.85 

487.05 

Mean 

551.49 

246.30 

108.57 

2 , 065.04 

205.73 

87.12 

15.03 

6.42 

190.70 


_.___ Bandi (Hemawas) Sub-basin ___ 

1973| 445.32 | 320.19 | 3.75 | 2 , 034.82 | 113.62 | 0.30 | 0.00 | 3.45 | 113.62 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


YEAR 

PCP 

ET 

WYLD 

PET 

PERC 

SURQ 

GW_Q 

LAT_Q 

Sub¬ 

surface 

percolation 

1974 

107.10 

152.25 

0.66 

2 , 144.11 

0.00 

0.03 

0.00 

0.63 

0.00 

1975 

712.56 

268.90 

43.59 

1 , 925.39 

345.29 

36.69 

0.00 

6.91 

345.29 

1976 

307.30 

254.03 

2.06 

2 , 078.19 

60.42 

0.18 

0.00 

■mi 

60.42 

1977 

605.78 

274.88 

53.06 

2 , 048.23 

266.71 

47.52 

0.00 

5.54 

266.71 

1978 

286.42 

261.96 

2.00 

2 , 107.29 

24.98 

0.11 

0.00 

1.89 

24.98 

1979 

973.33 

255.19 

340.39 

2 , 070.75 

363.49 

332.03 

0.00 

8.36 

363.49 

1980 

1 , 045.82 

269.01 

431.25 

2 , 103.68 

332.78 

423.52 

0.00 

7.73 

332.78 

1981 

136.81 

177.86 

0.77 

2 , 087.89 

0.00 

0.04 

0.00 

0.73 

0.00 

1982 

389.69 

324.24 

2.44 

1 , 961.73 

18.82 

0.11 

0.00 

2.33 

18.82 

1983 

448.27 

328.59 

4.58 

1 , 881.90 

113.27 

1.20 

0.00 

3.40 

113.27 

1984 

255.75 

272.12 

1.52 

2 , 069.05 

2.51 

0.08 

0.00 

1.44 

2.51 

1985 

249.11 

232.78 

1.52 

2 , 063.86 

5.44 

0.09 

0.00 

1.43 

5.44 

1986 

7.93 

42.82 

0.03 

2 , 099.98 

0.00 

0.00 

0.00 

0.02 

0.00 

1987 

4.52 

4.52 

0.00 

2 , 169.44 

0.00 

0.00 

0.00 

0.00 

0.00 

1988 

471.23 

238.57 

4.10 

2 , 081.12 

180.43 

0.19 

0.00 

3.91 

180.43 

1989 

12.64 

57.91 

0.04 

2 , 030.87 

0.00 

0.00 

0.00 

0.04 

0.00 

1990 

28.45 

28.35 

0.09 

2 , 004.90 

0.00 

0.00 

0.00 

0.08 

0.00 

1991 

13.86 

13.86 

0.00 

2 , 044.23 

0.00 

0.00 

0.00 

0.00 

0.00 

1992 

713.67 

222.02 

18.69 

2 , 010.15 

418.44 

11.42 

0.00 

7.26 

418.44 

1993 

163.33 

194.84 

1.02 

2 , 084.06 

0.18 

0.06 

0.00 

0.95 

0.18 

1994 

34.53 

49.12 

0.10 

1 , 906.94 

0.00 

0.01 

0.00 

0.10 

0.00 

1995 

20.53 

20.47 

0.05 

2 , 057.71 

0.00 

0.00 

0.00 

0.05 

0.00 

1996 

21.70 

21.66 

0.03 

2 , 009.14 

0.00 

0.00 

0.00 

0.03 

0.00 

1997 

114.31 

111.78 

0.61 

1 , 999.15 

0.00 

0.02 

0.00 

0.59 

0.00 

1998 

35.80 

37.60 

0.12 

2 , 028.65 

0.00 

0.00 

0.00 

0.12 

0.00 

1999 

18.54 

18.47 

0.06 

2 , 113.32 

0.00 

0.00 

0.00 

0.06 

0.00 

2000 

278.25 

193.39 

1.99 

2 , 076.17 

38.69 

0.08 

0.00 

1.91 

38.69 

2001 

444.41 

245.66 

■EH 

1 , 991.69 

189.42 

1.11 

0.00 

3.85 

189.42 

2002 

126.45 

166.26 

0.74 

2 , 085.73 

0.00 

0.05 

0.00 

0.69 

0.00 

2003 

434.46 

224.31 

4.67 

1 , 997.30 

160.81 

1.04 

0.00 

3.64 

160.81 

2004 

230.62 

245.30 

1.43 

2 , 078.16 

2.58 

0.08 

0.00 

1.35 

2.58 

2005 

195.41 

183.58 

1.21 

2 , 012.84 

2.54 

0.06 

0.00 

1.15 

2.54 

2006 

271.70 

217.64 

2.12 

2 , 009.98 

42.07 

0.16 

0.00 

1.96 

42.07 

2007 

402.62 

203.07 

28.14 

2 , 139.20 

169.71 

24.46 

0.00 

3.68 

169.71 

2008 

293.84 

172.70 

2.75 

2 , 019.39 

114.59 

0.20 

0.00 

2.55 

114.59 

2009 

218.98 

171.66 

1.83 

2 , 073.36 

46.66 

0.15 

0.00 

■mi 

46.66 

2010 

286.49 

197.82 

4.30 

2 , 060.39 

91.15 

2.52 

0.00 

1.78 

91.15 

Mean 

284.41 

175.67 

25.44 

2 , 046.34 

81.70 

23.25 

0.00 

2.19 

81.70 

Guhiya Sub-basin 

1973 

641.49 

328.80 

117.32 

2 , 046.04 

249.72 

40.21 

74.33 

2.77 

175.39 

1974 

306.94 

308.85 

6.94 

2 , 100.96 

24.23 

0.06 

5.70 

1.18 

18.53 

1975 

783.78 

385.23 

137.89 

1 , 918.20 

279.37 

82.66 

52.36 

2.88 

227.01 

1976 

702.45 

336.06 

200.23 

2 , 013.86 

227.56 

144.36 

53.31 

2.56 

174.25 

1977 

500.36 

297.09 

76.90 

2 , 033.63 

185.61 

25.84 

50.00 

1.06 

135.61 

1978 

419.41 

318.77 

34.90 

2 , 014.94 

94.43 

1.49 

31.83 

1.58 

62.60 

1979 

760.17 

315.30 

216.25 

2 , 062.91 

292.01 

150.85 

62.95 

2.44 

229.06 

1980 

437.57 

266.40 

80.06 

2 , 136.65 

149.27 

31.54 

46.57 

1.94 

102.70 

1981 

231.85 

244.54 

2.22 

2 , 096.84 

19.04 

1.04 

0.00 

1.18 

19.04 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


YEAR 

PCP 

ET 

WYLD 

PET 

PERC 

SURQ 

GW_Q 

LAT_Q 

Sub¬ 

surface 

percolation 

1982 

475.70 

351.24 

26.49 

1 , 993.81 

78.56 

12.38 

12.01 

2.10 

66.55 

1983 

656.38 

375.40 

114.38 

1 , 958.04 

210.58 

62.32 

49.24 

2.81 

161.34 

1984 

306.29 

283.64 

8.20 

2 , 101.36 

38.33 

0.04 

6.98 

1.18 

31.35 

1985 

276.14 

261.91 

2.92 

2 , 097.88 

20.78 

0.08 

1.81 

1.04 

18.97 

1986 

211.27 

181.19 

9.89 

2 , 079.08 

38.52 

1.72 

7.19 

0.98 

31.33 

1987 

126.21 

156.54 

0.23 

2 , 155.93 

0.00 

0.00 

0.00 

0.23 

0.00 

1988 

385.60 

274.78 

16.88 

2 , 098.71 

73.90 

1.33 

13.86 

■EHI 

60.04 

1989 

318.99 

263.21 

1.85 

2 , 021.26 

60.12 

0.69 

0.00 

1.15 

60.12 

1990 

559.43 

344.40 

109.85 

1 , 967.51 

140.12 

63.78 

44.47 

1.60 

95.65 

1991 

338.18 

262.02 

4.31 

2 , 040.35 

89.29 

0.30 

2.66 

1.35 

86.63 

1992 

614.54 

298.62 

126.11 

2 , 059.61 

224.21 

80.58 

43.05 

2.48 

181.16 

1993 

305.89 

283.67 

11.62 

2 , 090.70 

35.73 

0.16 

10.52 

0.94 

25.21 

1994 

663.65 

343.70 

125.09 

1 , 942.19 

234.71 

72.23 

50.20 

2.66 

184.51 

1995 

435.20 

268.32 

46.80 

2 , 071.74 

161.42 

10.18 

34.87 

1.75 

126.55 

1996 

471.07 

342.90 

48.54 

2 , 029.60 

114.06 

16.93 

29.70 

1.91 

84.36 

1997 

661.92 

381.67 

116.60 

2 , 022.00 

193.64 

74.78 

39.67 

2.16 

153.97 

1998 

298.74 

310.64 

2.99 

2 , 084.90 

11.81 

2.04 

0.00 

0.95 

11.81 

1999 

610.30 

292.40 

129.79 

2 , 104.32 

223.55 

72.42 

54.86 

2.52 

168.69 

2000 

367.67 

251.97 

49.12 

2 , 161.73 

109.09 

18.85 

29.00 

1.28 

80.09 

2001 

443.01 

297.81 

33.39 

2 , 067.01 

140.63 

3.14 

28.58 

■mi 

112.05 

2002 

128.12 

165.69 

0.48 

2 , 134.92 

2.48 

0.00 

0.00 

0.48 

2.48 

2003 

415.81 

313.92 

8.11 

2 , 031.91 

67.18 

0.01 

6.70 

1.40 

60.48 

2004 

392.84 

302.34 

20.63 

2 , 124.25 

96.75 

0.32 

18.81 

1.50 

77.94 

2005 

397.74 

299.36 

20.73 

2 , 053.67 

87.74 

8.74 

9.99 

2.00 

77.75 

2006 

515.48 

299.54 

63.23 

2 , 029.40 

193.52 

20.64 

40.04 

2.56 

153.48 

2007 

517.68 

318.74 

84.86 

2 , 195.83 

158.53 

42.80 

40.59 

1.46 

117.94 

2008 

350.60 

306.82 

4.12 

2 , 056.63 

46.52 

0.68 

2.54 

0.89 

43.98 

2009 

199.28 

222.14 

0.95 

2 , 114.77 

7.78 

0.00 

0.34 

0.62 

7.44 

2010 

502.09 

304.31 

23.11 

1 , 989.51 

146.69 

4.37 

16.93 

1.81 

129.76 

Mean 

440.26 

293.68 

54.84 

2 , 060.60 

119.14 

27.62 

25.57 

1.65 

93.57 

Jawai Sub-basin 

1973 

1 , 399.33 

328.28 

800.55 

2 , 006.98 

319.45 

706.71 

64.95 

28.89 

254.50 

1974 

180.36 

208.31 

4.94 

2 , 202.32 

0.20 

0.00 

0.00 

4.94 

0.20 

1975 

888.47 

388.83 

185.85 

1 , 990.30 

350.89 

85.66 

69.19 

31.00 

281.70 

1976 

556.55 

324.35 

67.69 

2 , 067.60 

199.05 

15.11 

33.30 

19.29 

165.75 

1977 

502.87 

364.16 

47.38 

2 , 036.40 

145.72 

5.26 

25.84 

16.27 

119.88 

1978 

687.15 

385.43 

107.54 

2 , 059.39 

232.57 

30.16 

56.11 

21.26 

176.46 

1979 

654.36 

363.70 

98.85 

2 , 105.04 

239.90 

28.81 

46.94 

23.11 

192.96 

1980 

276.14 

277.46 

6.87 

2 , 173.25 

18.81 

0.00 

0.00 

6.87 

18.81 

1981 

268.51 

272.26 

6.71 

2 , 130.20 

4.35 

0.00 

0.00 

6.71 

4.35 

1982 

382.04 

354.77 

10.09 

2 , 106.07 

24.69 

0.01 

0.00 

10.08 

24.69 

1983 

762.52 

339.06 

150.54 

2 , 032.40 

321.45 

75.67 

48.95 

25.93 

272.50 

1984 

325.35 

288.24 

10.24 

2 , 123.44 

39.17 

0.00 

0.80 

9.45 

38.37 

1985 

267.05 

249.70 

7.45 

2 , 133.81 

29.79 

0.04 

0.09 

7.33 

29.70 

1986 

386.98 

217.25 

47.50 

2 , 105.48 

157.77 

2.25 

32.93 

12.32 

124.84 

1987 

161.79 

178.44 

3.91 

2 , 227.20 

0.00 

0.00 

0.00 

3.91 

0.00 

1988 

494.46 

315.79 

32.18 

2 , 081.60 

147.36 

0.42 

16.70 

15.07 

130.66 

1989 

443.49 

325.70 

29.94 

2 , 064.41 

110.36 

0.63 

15.45 

13.85 

94.91 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


YEAR 

PCP 

ET 

WYLD 

PET 

PERC 

SURQ 

GW_Q 

LAT_Q 

Sub¬ 

surface 

percolation 

1990 

1 , 066.61 

355.23 

381.79 

2 , 018.94 

423.34 

250.35 

97.66 

33.78 

325.68 

1991 

269.88 

237.65 

13.73 

2 , 097.19 

54.49 

0.00 

6.88 

6.85 

47.61 

1992 

903.18 

270.44 

313.26 

2 , 052.86 

385.19 

197.99 

83.88 

31.38 

301.31 

1993 

503.53 

277.72 

75.95 

2 , 128.16 

203.47 

10.02 

49.27 

16.66 

154.20 

1994 

713.89 

365.15 

138.39 

1 , 933.06 

273.28 

54.25 

59.69 

24.45 

213.59 

1995 

528.63 

259.21 

87.17 

2 , 123.85 

224.57 

29.86 

38.15 

19.15 

186.42 

1996 

526.65 

346.22 

70.42 

2 , 101.33 

159.54 

15.88 

38.35 

16.19 

121.19 

1997 

704.05 

365.34 

112.56 

2 , 028.70 

277.40 

31.59 

55.82 

25.16 

221.58 

1998 

423.35 

314.37 

35.75 

2 , 127.10 

98.08 

6.16 

17.81 

11.79 

80.27 

1999 

475.40 

316.12 

57.07 

2 , 108.28 

139.01 

12.60 

29.99 

14.48 

109.02 

2000 

340.39 

256.58 

29.32 

2 , 151.04 

95.85 

0.60 

18.06 

10.66 

77.79 

2001 

476.42 

285.04 

63.56 

2 , 045.41 

172.51 

5.90 

41.98 

15.68 

130.53 

2002 

224.41 

230.81 

5.09 

2 , 122.67 

5.52 

0.00 

0.00 

5.09 

5.52 

2003 

675.04 

344.63 

83.71 

2 , 055.52 

275.31 

19.92 

38.00 

25.79 

237.31 

2004 

398.04 

330.41 

18.63 

2 , 145.44 

64.56 

0.00 

7.13 

11.50 

57.43 

2005 

449.79 

311.59 

28.20 

2 , 085.05 

123.46 

1.25 

11.99 

14.95 

111.47 

2006 

999.68 

328.10 

428.71 

1 , 983.00 

312.52 

333.32 

67.35 

28.04 

245.17 

2007 

591.05 

324.44 

104.20 

2 , 159.83 

225.18 

30.88 

54.07 

19.26 

171.11 

2008 

368.38 

257.17 

33.46 

2 , 084.58 

108.58 

0.04 

22.26 

11.16 

86.32 

2009 

234.38 

222.50 

6.65 

2 , 110.14 

24.95 

0.00 

0.68 

5.97 

24.27 

2010 

821.08 

374.19 

155.03 

1 , 972.89 

326.17 

49.30 

78.86 

26.86 

247.31 

Mean 

535.03 

304.07 

101.60 

2 , 086.34 

166.17 

52.65 

32.35 

16.61 

133.83 

Jojri Sub-basin 

1973 

631.41 

301.42 

133.91 

2 , 017.27 

176.60 

133.51 

0.00 

0.41 

176.60 

1974 

393.28 

322.23 

25.00 

2 , 010.13 

56.55 

24.72 

0.00 

0.28 

56.55 

1975 

1 , 333.09 

434.48 

609.11 

1 , 851.26 

243.33 

608.50 

0.00 

0.60 

243.33 

1976 

641.11 

414.45 

76.91 

1 , 948.49 

150.53 

76.44 

0.00 

0.47 

150.53 

1977 

625.57 

383.02 

128.74 

1 , 909.85 

125.27 

128.26 

0.05 

0.42 

125.22 

1978 

403.87 

357.28 

3.20 

1 , 934.49 

41.62 

2.92 

0.00 

0.28 

41.62 

1979 

606.48 

330.09 

108.50 

1 , 964.08 

161.81 

108.09 

0.00 

0.41 

161.81 

1980 

306.10 

260.53 

6.98 

2 , 078.24 

35.71 

6.76 

0.00 

0.22 

35.71 

1981 

477.97 

325.74 

72.83 

2 , 042.37 

83.19 

72.51 

0.00 

0.32 

83.19 

1982 

420.65 

377.37 

3.60 

1 , 955.10 

33.78 

3.33 

0.00 

0.26 

33.78 

1983 

663.55 

400.40 

103.57 

1 , 940.76 

157.32 

103.11 

0.00 

0.46 

157.32 

1984 

247.88 

232.91 

3.02 

2 , 114.70 

19.59 

2.84 

0.00 

0.17 

19.59 

1985 

222.35 

218.25 

0.29 

2 , 075.06 

11.27 

0.15 

0.00 

0.15 

11.27 

1986 

224.69 

215.61 

0.62 

2 , 034.11 

14.66 

0.48 

0.00 

0.14 

14.66 

1987 

137.55 

146.91 

0.07 

2 , 104.29 

0.00 

0.00 

0.00 

0.07 

0.00 

1988 

372.53 

295.33 

2.81 

2 , 059.60 

39.14 

2.57 

0.00 

0.24 

39.14 

1989 

287.02 

264.78 

1.73 

2 , 039.47 

29.51 

1.54 

0.00 

0.19 

29.51 

1990 

418.48 

332.38 

9.36 

1 , 959.63 

73.66 

9.06 

0.00 

0.30 

73.66 

1991 

326.19 

259.19 

2.02 

2 , 041.52 

57.55 

1.78 

0.00 

0.24 

57.55 

1992 

512.55 

315.12 

41.79 

2 , 002.15 

148.09 

41.39 

0.00 

0.40 

148.09 

1993 

348.00 

311.46 

2.67 

2 , 032.70 

41.49 

2.41 

0.00 

0.26 

41.49 

1994 

426.02 

315.96 

19.73 

1 , 975.68 

89.70 

19.41 

0.00 

0.33 

89.70 

1995 

495.63 

287.96 

25.06 

2 , 038.61 

172.97 

24.65 

0.00 

0.41 

172.97 

1996 

729.53 

406.44 

147.60 

2 , 018.44 

168.53 

147.10 

0.00 

0.50 

168.53 

1997 

644.15 

444.48 

67.24 

1 , 958.66 

112.87 

66.81 

0.00 

0.43 

112.87 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


YEAR 

PCP 

ET 

WYLD 

PET 

PERC 

SURQ 

GW_Q 

LAT_Q 

Sub¬ 

surface 

percolation 

1998 

440.91 

384.43 

11.56 

2 , 010.12 

54.74 

11.24 

0.00 

0.33 

54.74 

1999 

328.57 

271.71 

11.51 

2 , 085.34 

58.26 

11.26 

0.00 

0.25 

58.26 

2000 

315.09 

266.43 

2.62 

2 , 101.77 

44.88 

2.40 

0.00 

0.22 

44.88 

2001 

425.72 

343.35 

8.50 

1 , 993.63 

77.68 

8.19 

0.00 

0.30 

77.68 

2002 

198.01 

212.33 

0.14 

2 , 069.33 

0.39 

0.04 

0.00 

0.11 

0.39 

2003 

467.53 

355.77 

18.43 

1 , 961.67 

63.54 

18.13 

0.00 

0.30 

63.54 

2004 

350.27 

274.60 

MM.I.B 

2 , 094.24 

74.66 

4.39 

0.00 

0.27 

74.66 

2005 

414.58 

325.73 

19.50 

1 , 998.59 

61.51 

19.22 

0.00 

0.29 

61.51 

2006 

284.54 

282.19 

2.08 

1 , 960.72 

18.92 

1.90 

0.00 

0.18 

18.92 

2007 

343.75 

292.20 

7.04 

2 , 149.86 

47.24 

6.82 

0.00 

0.22 

47.24 

2008 

405.00 

342.20 

5.00 

1 , 966.14 

42.38 

4.73 

0.00 

0.26 

42.38 

2009 

242.97 

237.01 

2.67 

2 , 048.89 

17.90 

2.53 

0.00 

0.14 

17.90 

2010 

562.95 

343.50 

46.92 

1 , 933.58 

119.50 

46.56 

0.00 

0.36 

119.50 

Mean 

438.83 

312.77 

45.71 

2 , 012.65 

77.01 

45.41 

0.00 

0.29 

77.01 

Khari Sub-basin 

1973 

484.03 

107.14 

247.68 

704.62 

154.83 

198.31 

32.99 

16.37 

121.84 

1974 

83.75 

69.51 

3.07 

762.02 

10.13 

0.01 

0.00 

3.06 

10.13 

1975 

341.65 

139.20 

81.87 

691.99 

139.68 

43.25 

24.79 

13.82 

114.89 

1976 

235.23 

109.94 

55.37 

673.58 

84.28 

31.32 

14.00 

10.06 

70.28 

1977 

211.05 

104.87 

34.36 

711.42 

88.69 

7.94 

16.87 

9.54 

71.82 

1978 

181.20 

95.79 

22.23 

720.41 

69.97 

4.63 

9.39 

8.21 

60.58 

1979 

199.13 

94.78 

28.49 

721.67 

88.18 

5.77 

14.86 

7.87 

73.32 

1980 

117.50 

82.97 

6.89 

762.51 

30.35 

0.51 

1.90 

4.48 

28.45 

1981 

88.05 

83.50 

2.50 

734.73 

3.32 

0.00 

0.00 

2.50 

3.32 

1982 

138.78 

119.05 

4.50 

692.02 

13.74 

0.00 

0.00 

4.50 

13.74 

1983 

280.43 

127.92 

46.25 

664.41 

117.93 

18.83 

15.51 

11.92 

102.42 

1984 

163.20 

104.91 

17.70 

696.92 

51.10 

0.93 

10.21 

6.57 

40.89 

1985 

108.00 

69.73 

9.64 

705.76 

33.37 

0.01 

5.16 

4.47 

28.21 

1986 

74.19 

57.53 

3.08 

716.16 

17.43 

0.23 

0.00 

2.85 

17.43 

1987 

39.88 

41.73 

0.94 

738.97 

0.02 

0.00 

0.00 

0.94 

0.02 

1988 

100.80 

72.34 

3.77 

707.74 

20.49 

0.06 

0.00 

3.71 

20.49 

1989 

110.53 

77.50 

4.29 

693.30 

28.57 

0.16 

0.00 

4.12 

28.57 

1990 

287.17 

95.13 

70.84 

673.10 

120.55 

51.33 

6.55 

12.96 

114.00 

1991 

52.48 

50.72 

1.86 

705.44 

7.07 

0.00 

0.00 

1.86 

7.07 

1992 

300.29 

84.88 

94.34 

691.23 

132.43 

61.63 

21.41 

11.30 

111.02 

1993 

147.46 

77.90 

20.17 

721.29 

59.06 

4.77 

10.20 

5.21 

48.86 

1994 

174.84 

97.84 

18.20 

639.82 

58.60 

9.78 

1.19 

7.24 

57.41 

1995 

125.34 

67.51 

11.43 

717.80 

45.91 

6.51 

0.00 

4.91 

45.91 

1996 

111.11 

88.88 

3.99 

708.22 

21.33 

0.01 

0.00 

3.98 

21.33 

1997 

193.44 

105.40 

19.62 

685.70 

65.37 

8.87 

2.34 

8.41 

63.03 

1998 

90.66 

74.80 

4.63 

705.42 

14.35 

1.64 

0.00 

2.99 

14.35 

1999 

84.91 

60.65 

3.12 

735.74 

17.34 

0.13 

0.00 

3.00 

17.34 

2000 

136.69 

92.61 

6.20 

735.02 

38.74 

0.37 

0.86 

■HI 

37.88 

2001 

181.53 

91.62 

27.93 

715.65 

74.61 

6.75 

14.77 

6.41 

59.84 

2002 

68.28 

62.33 

2.48 

741.43 

6.45 

0.00 

0.50 

■mu 

5.95 

2003 

246.10 

110.36 

41.20 

715.10 

104.26 

16.33 

15.18 

9.69 

89.08 

2004 

84.86 

77.45 

2.52 

749.16 

8.49 

0.00 

0.00 

2.52 

8.49 

2005 

215.84 

85.88 

35.02 

718.55 

102.75 

11.43 

14.44 

9.15 

88.31 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


YEAR 

PCP 

ET 

WYLD 

PET 

PERC 

SURQ 

GW_Q 

LAT_Q 

Sub¬ 

surface 

percolation 

2006 

308.64 

91.66 

98.33 

696.15 

134.05 

67.06 

17.83 

13.44 

116.22 

2007 

177.29 

86.57 

24.46 

758.10 

76.88 

5.47 

11.43 

7.56 

65.45 

2008 

96.90 

80.18 

3.37 

728.21 

13.28 

0.00 

0.39 

2.99 

12.89 

2009 

89.58 

73.68 

3.15 

733.55 

13.67 

0.04 

0.25 

2.85 

13.42 

2010 

188.55 

101.71 

16.88 

691.86 

71.21 

2.43 

7.56 

6.90 

63.65 

Mean 

166.30 

87.27 

28.48 

712.23 

56.28 

14.91 

7.12 

6.46 

49.16 

Khari (Hemawas) Sub-basin 

1973 

1 , 088.41 

360.04 

462.35 

2 , 017.88 

276.57 

427.70 

26.43 

8.24 

250.14 

1974 

136.59 

178.12 

1.93 

2 , 155.57 

0.64 

0.00 

0.00 

1.93 

0.64 

1975 

707.21 

329.10 

87.16 

1 , 940.18 

252.81 

59.82 

16.68 

10.67 

236.13 

1976 

470.53 

303.12 

47.14 

2 , 062.40 

149.41 

16.09 

24.97 

6.08 

124.44 

1977 

677.94 

311.85 

151.87 

2 , 040.81 

243.15 

108.62 

34.81 

8.46 

208.34 

1978 

519.09 

300.51 

78.04 

2 , 080.46 

159.46 

42.44 

27.94 

7.65 

131.52 

1979 

1 , 016.90 

282.70 

408.91 

2 , 074.57 

362.38 

349.88 

49.83 

9.18 

312.55 

1980 

595.08 

303.74 

172.87 

2 , 123.44 

144.91 

136.12 

31.49 

5.26 

113.42 

1981 

205.77 

233.60 

2.61 

2 , 111.59 

10.47 

0.00 

0.00 

2.61 

10.47 

1982 

448.38 

332.77 

9.11 

2 , 024.79 

63.64 

4.40 

0.00 

4.71 

63.64 

1983 

561.25 

366.80 

58.88 

1 , 966.56 

141.04 

44.90 

5.80 

8.18 

135.24 

1984 

350.12 

317.76 

8.08 

2 , 092.35 

46.00 

1.02 

2.45 

4.62 

43.55 

1985 

282.41 

239.81 

2.93 

2 , 090.83 

26.59 

0.03 

0.00 

2.90 

26.59 

1986 

244.08 

157.86 

13.94 

2 , 096.42 

84.46 

3.27 

5.96 

4.71 

78.50 

1987 

111.46 

143.37 

1.08 

2 , 180.85 

0.00 

0.00 

0.00 

1.08 

0.00 

1988 

585.29 

294.62 

51.40 

2 , 049.36 

197.45 

31.45 

11.00 

8.95 

186.45 

1989 

298.10 

246.33 

19.29 

2 , 034.69 

53.45 

6.30 

8.41 

4.59 

45.04 

1990 

819.76 

280.30 

257.22 

2 , 003.40 

300.38 

221.14 

28.52 

7.57 

271.86 

1991 

333.80 

215.06 

57.64 

2 , 058.43 

84.09 

28.55 

23.27 

5.81 

60.82 

1992 

837.96 

292.66 

189.24 

2 , 022.80 

364.94 

148.39 

31.22 

9.64 

333.72 

1993 

339.19 

266.81 

45.81 

2 , 090.22 

74.60 

14.81 

24.83 

6.17 

49.77 

1994 

601.37 

262.68 

137.14 

1 , 958.59 

210.63 

102.17 

28.19 

6.79 

182.44 

1995 

462.75 

182.38 

137.39 

2 , 088.87 

182.64 

87.28 

43.07 

7.04 

139.57 

1996 

507.99 

285.72 

66.75 

2 , 033.53 

173.56 

38.40 

22.33 

6.02 

151.23 

1997 

643.13 

289.43 

147.91 

2 , 021.74 

223.74 

110.74 

29.83 

7.34 

193.91 

1998 

246.85 

247.73 

5.55 

2 , 081.87 

18.35 

2.42 

0.04 

3.10 

18.31 

1999 

303.36 

184.32 

18.84 

2 , 116.95 

81.01 

13.14 

1.69 

4.02 

79.32 

2000 

312.51 

245.44 

4.30 

2 , 128.48 

50.83 

0.21 

0.25 

3.84 

50.58 

2001 

584.09 

303.15 

55.95 

2 , 015.72 

234.01 

35.54 

12.88 

7.55 

221.13 

2002 

171.67 

188.99 

2.86 

2 , 096.25 

13.56 

0.13 

0.00 

2.73 

13.56 

2003 

571.30 

289.27 

56.89 

2 , 007.20 

199.48 

32.44 

15.96 

8.50 

183.52 

2004 

297.95 

270.02 

10.06 

2 , 106.47 

46.70 

0.94 

4.38 

4.74 

42.32 

2005 

359.71 

272.93 

5.89 

2 , 022.55 

53.87 

1.43 

0.57 

3.90 

53.30 

2006 

645.09 

281.67 

191.89 

2 , 004.15 

192.30 

158.94 

25.02 

7.93 

167.28 

2007 

482.26 

306.35 

67.89 

2 , 141.85 

145.83 

36.11 

24.44 

7.37 

121.39 

2008 

305.19 

240.08 

5.63 

2 , 031.56 

62.01 

1.35 

0.19 

4.09 

61.82 

2009 

300.21 

209.03 

6.15 

2 , 069.73 

69.84 

0.25 

1.52 

4.38 

68.32 

2010 

437.64 

276.29 

23.60 

2 , 017.99 

136.79 

4.10 

13.52 

5.97 

123.27 

Mean 

470.06 

265.59 

80.85 

2 , 059.50 

135.04 

59.75 

15.20 

5.90 

119.84 

Luni Sub-basin 

1973 

498.20 

256.89 

67.80 

1 , 969.73 

160.12 

64.57 

0.00 

3.23 

160.12 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


YEAR 

PCP 

ET 

WYLD 

PET 

PERC 

SURQ 

GW_Q 

LAT_Q 

Sub¬ 

surface 

percolation 

1974 

131.54 

146.14 

1.25 

2 , 053.81 

7.53 

0.72 

0.00 

0.53 

7.53 

1975 

581.39 

350.39 

42.78 

1 , 877.12 

154.96 

39.29 

0.00 

3.49 

154.96 

1976 

513.06 

314.02 

61.85 

1 , 937.70 

134.39 

58.58 

0.00 

3.27 

134.39 

1977 

298.70 

263.75 

13.31 

1 , 955.17 

44.31 

11.40 

0.00 

1.91 

44.31 

1978 

350.90 

288.29 

3.87 

1 , 953.71 

44.21 

2.00 

0.00 

1.87 

44.21 

1979 

423.90 

287.64 

48.98 

1 , 985.83 

90.22 

46.20 

0.00 

2.79 

90.22 

1980 

232.34 

202.10 

2.30 

2 , 061.87 

31.86 

1.07 

0.00 

1.23 

31.86 

1981 

237.17 

224.93 

2.29 

1 , 999.55 

13.03 

0.80 

0.00 

1.49 

13.03 

1982 

325.31 

303.47 

4.75 

1 , 938.61 

13.20 

3.29 

0.00 

1.46 

13.20 

1983 

428.65 

303.24 

40.87 

1 , 928.60 

78.40 

38.01 

0.00 

2.86 

78.40 

1984 

236.48 

207.07 

3.22 

2 , 029.01 

34.16 

1.57 

0.00 

1.64 

34.16 

1985 

194.07 

166.73 

1.95 

2 , 011.88 

28.58 

0.58 

0.00 

1.37 

28.58 

1986 

137.34 

139.37 

0.79 

2 , 006.48 

4.16 

0.17 

0.00 

0.61 

4.16 

1987 

97.25 

101.91 

0.38 

2 , 087.18 

0.06 

0.03 

0.00 

0.35 

0.06 

1988 

235.83 

192.57 

3.22 

2 , 021.70 

25.94 

1.65 

0.00 

1.57 

25.94 

1989 

255.83 

208.12 

2.80 

1 , 967.86 

40.30 

1.36 

0.00 

1.44 

40.30 

1990 

630.93 

296.08 

121.32 

1 , 919.45 

206.26 

116.76 

0.00 

4.56 

206.26 

1991 

155.05 

161.63 

0.98 

2 , 000.95 

8.40 

0.45 

0.00 

0.53 

8.40 

1992 

452.93 

259.89 

33.00 

1 , 976.91 

139.78 

30.22 

0.00 

2.78 

139.78 

1993 

308.48 

210.47 

19.67 

2 , 022.85 

90.67 

17.74 

0.00 

1.94 

90.67 

1994 

507.07 

324.71 

27.42 

1 , 910.38 

142.95 

24.16 

0.00 

3.26 

142.95 

1995 

349.68 

229.15 

20.90 

2 , 015.78 

102.01 

18.34 

0.00 

2.56 

102.01 

1996 

348.12 

270.74 

19.27 

2 , 011.40 

63.63 

16.95 

0.00 

2.32 

63.63 

1997 

415.01 

323.34 

17.95 

1 , 942.95 

59.82 

15.29 

0.00 

2.66 

59.82 

1998 

327.66 

289.56 

9.56 

2 , 017.63 

30.32 

7.89 

0.00 

1.68 

30.32 

1999 

232.27 

200.43 

8.98 

2 , 051.39 

33.75 

7.69 

0.00 

1.29 

33.75 

2000 

267.87 

215.30 

3.47 

2 , 066.17 

47.64 

1.67 

0.00 

1.80 

47.64 

2001 

351.26 

264.21 

12.18 

1 , 976.89 

69.03 

10.09 

0.00 

2.09 

69.03 

2002 

131.85 

145.16 

0.84 

2 , 035.26 

1.80 

0.16 

0.00 

0.68 

1.80 

2003 

422.38 

298.80 

13.88 

1 , 908.05 

88.61 

10.89 

0.00 

2.98 

88.61 

2004 

268.12 

232.63 

6.11 

2 , 023.28 

38.09 

4.41 

0.00 

1.70 

38.09 

2005 

283.55 

247.99 

5.00 

1 , 968.47 

31.05 

3.04 

0.00 

1.95 

31.05 

2006 

347.12 

231.23 

26.11 

1 , 926.61 

86.53 

24.09 

0.00 

2.02 

86.53 

2007 

321.95 

277.92 

6.70 

2 , 045.88 

38.59 

4.78 

0.00 

1.92 

38.59 

2008 

376.79 

281.75 

11.85 

1 , 943.24 

79.71 

9.05 

0.00 

2.80 

79.71 

2009 

194.17 

195.35 

3.36 

2 , 006.94 

7.05 

2.39 

0.00 

0.97 

7.05 

2010 

467.51 

303.17 

25.03 

1 , 883.17 

117.13 

21.90 

0.00 

3.13 

117.13 

Mean 

324.68 

242.53 

18.32 

1 , 985.25 

62.85 

16.30 

0.00 

2.02 

62.85 


Mithari Sub-basin 


1973 

1 , 231.72 

336.53 

596.65 

1 , 953.62 

279.31 

574.15 

0.00 

22.51 

279.31 

1974 

174.44 

224.15 

3.87 

2 , 117.76 

0.47 

0.00 

0.00 

3.87 

0.47 

1975 

860.28 

393.48 

114.44 

1 , 910.25 

283.09 

91.06 

0.00 

23.37 

283.09 

1976 

561.94 

350.88 

32.63 

1 , 981.20 

172.75 

16.74 

0.00 

15.89 

172.75 

1977 

498.40 

383.03 

19.78 

1 , 952.68 

107.45 

7.06 

0.00 

12.73 

107.45 

1978 

623.10 

396.76 

46.61 

1 , 988.39 

163.27 

32.30 

0.00 

14.32 

163.27 

1979 

645.95 

377.35 

48.58 

2 , 018.23 

211.36 

30.33 

0.00 

18.24 

211.36 

1980 

254.32 

280.35 

4.91 

2 , 105.48 

5.23 

0.00 

0.00 

4.91 

5.23 

1981 

252.74 

264.71 

keh 

2 , 051.26 

0.50 

0.00 

0.00 

■EH 

0.50 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


YEAR 

PCP 

ET 

WYLD 

PET 

PERC 

SURQ 

GW_Q 

LAT_Q 

Sub¬ 

surface 

percolation 

1982 

364.52 

332.69 

7.48 

2 , 016.30 

11.37 

0.01 

0.00 

7.48 

11.37 

1983 

707.98 

332.00 

92.82 

1 , 975.94 

250.79 

74.23 

0.00 

18.59 

250.79 

1984 

316.64 

312.14 

7.28 

2 , 058.14 

16.95 

0.01 

0.00 

7.28 

16.95 

1985 

248.03 

241.14 

5.20 

2 , 049.43 

12.66 

0.06 

0.00 

5.14 

12.66 

1986 

338.43 

204.18 

10.31 

2 , 027.07 

100.27 

2.69 

0.00 

7.63 

100.27 

1987 

154.20 

195.41 

2.99 

2 , 127.48 

0.00 

0.00 

0.00 

2.99 

0.00 

1988 

454.37 

291.92 

10.90 

2 , 030.64 

96.60 

0.62 

0.00 

10.29 

96.60 

1989 

428.76 

339.81 

11.13 

1 , 998.61 

74.01 

0.81 

0.00 

10.32 

74.01 

1990 

989.61 

365.20 

251.61 

1 , 953.93 

361.73 

226.28 

0.00 

25.32 

361.73 

1991 

228.90 

229.06 

3.93 

2 , 019.79 

23.88 

0.00 

0.00 

3.93 

23.88 

1992 

878.78 

281.29 

225.50 

1 , 986.31 

335.17 

200.84 

0.00 

24.66 

335.17 

1993 

454.16 

283.23 

21.12 

2 , 050.69 

147.56 

10.36 

0.00 

10.76 

147.56 

1994 

691.94 

381.31 

78.10 

1 , 874.56 

225.74 

59.38 

0.00 

18.74 

225.74 

1995 

530.78 

263.36 

55.22 

2 , 047.47 

208.51 

39.65 

0.00 

15.57 

208.51 

1996 

482.31 

359.53 

26.88 

2 , 026.06 

99.50 

16.03 

0.00 

10.85 

99.50 

1997 

707.20 

394.97 

60.51 

1 , 950.29 

237.62 

40.27 

0.00 

20.24 

237.62 

1998 

385.86 

324.37 

14.02 

2 , 049.03 

53.56 

6.25 

0.00 

7.78 

53.56 

1999 

434.69 

322.05 

21.93 

2 , 043.48 

86.12 

12.36 

0.00 

9.58 

86.12 

2000 

329.81 

272.91 

8.61 

2 , 079.09 

54.30 

0.68 

0.00 

7.93 

54.30 

2001 

442.06 

312.65 

16.96 

1 , 980.94 

107.73 

6.57 

0.00 

10.40 

107.73 

2002 

200.34 

235.45 

3.29 

2 , 053.14 

0.56 

0.00 

0.00 

3.29 

0.56 

2003 

691.16 

349.28 

47.68 

1 , 977.33 

244.23 

26.60 

0.00 

21.07 

244.23 

2004 

385.51 

355.09 

8.56 

2 , 065.00 

29.61 

0.01 

0.00 

8.55 

29.61 

2005 

449.10 

328.33 

13.25 

2 , 002.24 

93.89 

1.57 

0.00 

■EEUI 

93.89 

2006 

924.69 

337.97 

316.46 

1 , 927.08 

263.34 

294.76 

0.00 

21.70 

263.34 

2007 

547.88 

336.59 

42.26 

2 , 095.56 

167.07 

28.80 

0.00 

13.47 

167.07 

2008 

342.55 

280.23 

7.68 

2 , 000.80 

61.55 

0.06 

0.00 

7.61 

61.55 

2009 

213.77 

225.29 

4.19 

2 , 041.00 

8.50 

0.00 

0.00 

4.19 

8.50 

2010 

755.14 

375.11 

70.09 

1 , 905.88 

241.74 

51.90 

0.00 

18.20 

241.74 

Mean 

504.79 

312.36 

61.01 

2 , 012.95 

127.32 

48.75 

0.00 

12.26 

127.32 

Sagi Sub-basin 

1973 

1 , 190.22 

258.58 

522.05 

2 , 120.16 

386.78 

512.02 

0.00 

10.03 

386.78 

1974 

144.22 

158.13 

1.27 

2 , 216.26 

0.00 

0.00 

0.00 

1.27 

0.00 

1975 

873.98 

347.91 

149.44 

1 , 956.01 

353.49 

140.22 

0.00 

9.23 

353.49 

1976 

1 , 100.84 

351.34 

424.86 

2 , 025.35 

304.43 

416.21 

0.00 

8.66 

304.43 

1977 

850.82 

364.30 

217.06 

1 , 985.96 

271.58 

209.29 

0.00 

7.78 

271.58 

1978 

584.96 

317.63 

11.75 

2 , 059.41 

228.48 

5.74 

0.00 

6.03 

228.48 

1979 

573.79 

346.25 

9.78 

2 , 131.23 

208.46 

4.07 

0.00 

5.72 

208.46 

1980 

271.15 

237.07 

2.59 

2 , 202.70 

65.64 

0.06 

0.00 

2.52 

65.64 

1981 

273.68 

208.15 

3.56 

2 , 156.99 

36.07 

1.13 

0.00 

2.43 

36.07 

1982 

306.69 

296.40 

2.53 

2 , 142.71 

15.40 

0.00 

0.00 

2.53 

15.40 

1983 

603.04 

412.55 

16.94 

2 , 054.87 

167.51 

11.20 

0.00 

5.74 

167.51 

1984 

353.41 

295.89 

5.05 

2 , 105.66 

63.03 

2.06 

0.00 

3.00 

63.03 

1985 

262.00 

206.98 

2.27 

2 , 108.44 

58.05 

0.00 

0.00 

2.27 

58.05 

1986 

143.19 

131.42 

1.27 

2 , 159.02 

13.28 

0.00 

0.00 

1.27 

13.28 

1987 

101.76 

101.18 

0.87 

2 , 253.43 

1.55 

0.00 

0.00 

0.87 

1.55 

1988 

358.79 

215.13 

3.36 

2 , 106.46 

131.05 

0.00 

0.00 

3.36 

131.05 

1989 

331.06 

236.50 

2.91 

2 , 088.81 

88.48 

0.00 

0.00 

2.91 

88.48 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


YEAR 

PCP 

ET 

WYLD 

PET 

PERC 

SURQ 

GW_Q 

LAT_Q 

Sub¬ 

surface 

percolation 

1990 

1 , 053.12 

318.71 

315.22 

2 , 031.99 

405.05 

304.97 

0.00 

10.25 

405.05 

1991 

124.92 

141.97 

0.89 

2 , 111.83 

0.00 

0.00 

0.00 

0.89 

0.00 

1992 

1 , 137.40 

249.47 

415.49 

2 , 062.91 

439.88 

405.16 

0.00 

10.33 

439.88 

1993 

692.60 

183.00 

195.13 

2 , 128.23 

314.18 

188.19 

0.00 

6.95 

314.18 

1994 

771.81 

320.36 

125.15 

1 , 914.00 

309.05 

117.36 

0.00 

7.80 

309.05 

1995 

277.24 

207.76 

2.74 

2 , 148.87 

71.72 

0.28 

0.00 

2.46 

71.72 

1996 

376.76 

282.96 

4.05 

2 , 119.36 

83.23 

0.72 

0.00 

3.33 

83.23 

1997 

574.80 

325.30 

16.01 

2 , 055.40 

228.48 

9.98 

0.00 

6.04 

228.48 

1998 

225.45 

203.73 

1.74 

2 , 133.79 

13.81 

0.01 

0.00 

1.72 

13.81 

1999 

243.73 

233.39 

1.95 

2 , 138.87 

9.17 

0.00 

0.00 

1.95 

9.17 

2000 

289.43 

222.13 

3.40 

2 , 169.02 

74.77 

0.71 

0.00 

2.69 

74.77 

2001 

611.36 

298.66 

28.32 

2 , 032.62 

275.68 

21.69 

0.00 

6.63 

275.68 

2002 

352.40 

255.37 

7.18 

2 , 095.21 

87.49 

3.91 

0.00 

3.27 

87.49 

2003 

640.51 

354.16 

19.04 

2 , 022.73 

262.82 

12.20 

0.00 

6.84 

262.82 

2004 

228.50 

219.91 

1.66 

2 , 120.85 

6.44 

0.00 

0.00 

■EH 

6.44 

2005 

624.56 

291.65 

33.16 

2 , 048.44 

288.40 

26.24 

0.00 

6.92 

288.40 

2006 

947.50 

283.23 

341.45 

1 , 958.27 

316.03 

333.02 

0.00 

8.43 

316.03 

2007 

489.91 

327.54 

9.13 

2 , 149.31 

149.06 

4.51 

0.00 

4.63 

149.06 

2008 

473.24 

342.20 

5.52 

2 , 093.34 

117.17 

1.22 

0.00 

4.31 

117.17 

2009 

182.80 

203.32 

1.37 

2 , 136.07 

0.00 

0.00 

0.00 

1.37 

0.00 

2010 

1 , 051.09 

395.50 

127.27 

1 , 964.66 

472.84 

115.86 

0.00 

11.43 

472.84 

Mean 

518.23 

266.99 

79.83 

2 , 092.35 

166.28 

74.95 

0.00 

■KEH 

166.28 


Sukri Sub-basin 


1973 

1 , 491.09 

365.01 

839.69 

1 , 927.07 

307.62 

775.47 

51.65 

12.57 

255.97 

1974 

116.96 

159.99 

1.03 

2 , 100.84 

5.06 

0.01 

0.00 

1.03 

5.06 

1975 

365.48 

217.54 

31.92 

2 , 010.53 

99.05 

12.47 

11.16 

8.28 

87.89 

1976 

458.01 

284.04 

11.44 

1 , 990.61 

140.83 

2.63 

2.45 

6.36 

138.38 

1977 

534.07 

317.26 

47.85 

1 , 968.56 

185.42 

22.09 

16.78 

8.98 

168.64 

1978 

390.48 

286.46 

40.25 

2 , 053.54 

88.52 

18.07 

14.40 

7.79 

74.12 

1979 

739.41 

281.69 

153.18 

2 , 011.08 

283.08 

144.54 

1.33 

7.31 

281.75 

1980 

491.64 

316.81 

58.89 

2 , 080.51 

112.05 

53.86 

0.20 

4.83 

111.85 

1981 

288.66 

304.09 

3.99 

2 , 028.85 

6.01 

0.00 

0.00 

3.99 

6.01 

1982 

469.60 

382.22 

12.85 

1 , 971.36 

49.48 

5.93 

0.24 

6.69 

49.24 

1983 

776.97 

380.49 

203.43 

1 , 902.91 

193.95 

184.06 

7.88 

11.50 

186.07 

1984 

259.07 

263.78 

8.22 

2 , 086.01 

28.56 

1.03 

2.40 

4.79 

26.16 

1985 

325.52 

246.09 

4.97 

2 , 041.65 

41.91 

0.07 

0.23 

4.67 

41.68 

1986 

232.20 

182.99 

2.91 

2 , 040.00 

51.36 

0.00 

0.00 

2.91 

51.36 

1987 

96.32 

137.03 

0.97 

2 , 134.22 

0.00 

0.00 

0.00 

0.97 

0.00 

1988 

430.88 

245.25 

12.84 

2 , 057.46 

114.49 

4.77 

0.11 

7.96 

114.38 

1989 

243.57 

256.38 

2.34 

1 , 980.04 

6.73 

0.00 

0.00 

2.34 

6.73 

1990 

580.03 

284.86 

55.53 

1 , 974.44 

213.02 

48.99 

0.09 

6.44 

212.93 

1991 

216.93 

234.81 

2.18 

2 , 024.14 

4.77 

0.00 

0.00 

2.18 

4.77 

1992 

660.26 

287.79 

80.39 

1 , 992.19 

261.93 

70.34 

1.46 

8.59 

260.47 

1993 

310.49 

256.47 

7.97 

2 , 046.48 

69.53 

3.48 

1.16 

3.33 

68.37 

1994 

439.16 

291.88 

12.38 

1 , 889.61 

115.79 

5.61 

2.04 

4.74 

113.75 

1995 

317.52 

229.77 

7.47 

2 , 053.13 

81.42 

2.66 

0.59 

4.22 

80.83 

1996 

393.87 

321.63 

8.88 

2 , 005.50 

68.54 

5.19 

0.21 

3.48 

68.33 

1997 

487.24 

292.84 

32.67 

1 , 977.56 

148.34 

24.89 

2.78 

■EH 

145.56 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


YEAR 

PCP 

ET 

WYLD 

PET 

PERC 

SURQ 

GW_Q 

LAT_Q 

Sub¬ 

surface 

percolation 

1998 

190.24 

233.17 

1.60 

2 , 032.13 

0.26 

0.00 

0.00 

1.60 

0.26 

1999 

282.26 

196.00 

6.58 

2 , 057.35 

42.09 

2.78 

0.00 

3.80 

42.09 

2000 

357.03 

282.04 

5.41 

2 , 057.00 


0.45 

0.00 

KIH 

68.11 

2001 

550.26 

303.72 

19.62 

2 , 008.87 

218.85 

11.85 

0.19 

7.58 

218.66 

2002 

267.49 

251.76 

3.38 

2 , 013.33 

37.11 

0.00 

0.26 

3.11 

36.85 

2003 

647.73 

339.77 

76.48 

1 , 918.57 

201.88 

62.68 

3.77 

10.04 

198.11 

2004 

348.84 

290.32 

11.04 

2 , 085.56 

66.49 

3.94 

1.86 

5.24 

64.63 

2005 

346.65 

287.76 

4.53 

2 , 019.28 

39.98 

0.10 

0.00 

4.43 

39.98 

2006 

699.69 

346.89 

123.95 

1 , 933.95 

225.00 

104.27 

7.85 

11.83 

217.15 

2007 

469.09 

347.10 

21.84 

2 , 097.72 

113.12 

11.56 

4.27 

6.01 

108.85 

2008 

366.43 

297.36 

14.40 

2 , 013.09 

63.98 

7.33 

1.59 

5.47 

62.39 

2009 

346.08 

292.20 

10.03 

2 , 028.25 

43.82 

4.31 

2.27 

3.46 

41.55 

2010 

500.79 

348.41 

17.51 

1 , 952.99 

118.83 

6.26 

5.62 

5.64 

113.21 

Mean 

433.90 

280.10 

51.60 

2 , 014.90 

103.08 

42.15 

3.81 

5.63 

99.27 


Sukri (Sayala) Sub-basin 


1973 

1 , 191.51 

260.63 

507.48 

2 , 022.35 

403.64 

505.05 

0.00 

2.45 

403.64 

1974 

144.37 

177.86 

0.28 

2 , 113.05 

0.00 

0.00 

0.00 

0.28 

0.00 

1975 

874.93 

320.29 

136.76 

1 , 885.76 

374.62 

134.32 

0.00 

2.44 

374.62 

1976 

1 , 102.04 

344.02 

422.74 

1 , 950.26 

314.40 

420.60 

0.00 

2.14 

314.40 

1977 

851.75 

351.66 

210.37 

1 , 917.78 

287.39 

208.33 

0.00 

2.03 

287.39 

1978 

585.60 

307.85 

6.47 

1 , 988.20 

253.65 

Km 

0.00 

1.78 

253.65 

1979 

574.41 

333.89 

4.79 

2 , 031.75 

227.99 

3.12 

0.00 

1.68 

227.99 

1980 

271.44 

232.33 

0.79 

2 , 111.72 

57.04 

0.03 

0.00 

0.76 

57.04 

1981 

273.98 

219.41 

1.37 

2 , 060.18 

39.33 

0.72 

0.00 

0.64 

39.33 

1982 

307.03 

300.39 

0.61 

2 , 037.68 

12.91 

0.00 

0.00 

0.61 

12.91 

1983 

603.69 

385.56 

10.90 

1 , 967.76 

199.48 

9.22 

0.00 

1.68 

199.48 

1984 

353.80 

300.98 

2.30 

2 , 022.40 

56.07 

1.47 

0.00 

0.83 

56.07 

1985 

262.29 

214.91 

0.64 

2 , 018.92 

48.07 

0.00 

0.00 

0.64 

48.07 

1986 

143.35 

145.59 

0.32 

2 , 062.50 

10.21 

0.00 

0.00 

0.32 

10.21 

1987 

101.86 

111.02 

0.22 

2 , 135.32 

2.31 

0.00 

0.00 

0.22 

2.31 

1988 

359.18 

209.59 

1.01 

2 , 032.95 

121.64 

0.00 

0.00 

1.01 

121.64 

1989 

331.43 

250.65 

0.84 

2 , 006.94 

78.01 

0.00 

0.00 

0.84 

78.01 

1990 

1 , 054.27 

312.92 

310.90 

1 , 959.64 

416.00 

308.34 

0.00 

2.57 

416.00 

1991 

125.05 

168.84 

0.19 

2 , 028.82 

0.00 

0.00 

0.00 

0.19 

0.00 

1992 

1 , 138.65 

218.79 

405.32 

1 , 985.41 

455.22 

402.64 

0.00 

2.68 

455.22 

1993 

693.36 

187.87 

183.76 

2 , 040.20 

316.51 

181.86 

0.00 

1.90 

316.51 

1994 

772.66 

319.50 

121.31 

1 , 852.40 

318.87 

119.22 

0.00 

2.09 

318.87 

1995 

277.55 

216.76 

0.87 

2 , 057.22 

60.72 

0.15 

0.00 

0.71 

60.72 

1996 

377.18 

292.04 

1.42 

2 , 031.64 

80.91 

0.49 

0.00 

0.93 

80.91 

1997 

575.42 

313.37 

10.36 

1 , 975.08 

246.84 

8.61 

0.00 

1.75 

246.84 

1998 

225.70 

228.01 

0.42 

2 , 053.13 

8.58 

0.01 

0.00 

0.42 

8.58 

1999 

244.00 

230.12 

0.47 

2 , 062.10 

8.29 

0.00 

0.00 

0.47 

8.29 

2000 

289.74 

213.08 

1.15 

2 , 091.83 

70.26 

0.38 

0.00 

0.77 

70.26 

2001 

612.03 

293.15 

18.95 

1 , 970.47 

293.19 

17.02 

0.00 

1.93 

293.19 

2002 

352.78 

257.61 

4.29 

2 , 016.14 

88.84 

3.36 

0.00 

0.94 

88.84 

2003 

641.21 

319.55 

11.98 

1 , 944.98 

303.82 

9.91 

0.00 

2.07 

303.82 

2004 

228.75 

237.97 

0.41 

2 , 042.42 

5.68 

0.00 

0.00 

0.41 

5.68 

2005 

625.24 

267.14 

25.05 

1 , 961.41 

309.34 

23.02 

0.00 

2.02 

309.34 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


YEAR 

PCP 

ET 

WYLD 

PET 

PERC 

SURQ 

GW_Q 

LAT_Q 

Sub¬ 

surface 

percolation 

2006 

948.53 

284.98 

332.44 

1 , 896.29 

319.79 

330.40 

0.00 

2.06 

319.79 

2007 

490.45 

321.15 

■EH 

2 , 076.66 

161.01 

3.32 

0.00 

1.37 

161.01 

2008 

473.75 

342.65 

2.07 

1 , 996.71 

122.98 

0.86 

0.00 

1.21 

122.98 

2009 

183.00 

220.27 

0.32 

2 , 051.73 

0.00 

0.00 

0.00 

0.32 

0.00 

2010 

1 , 052.23 

364.40 

110.92 

1 , 893.76 

512.84 

107.79 

0.00 

3.12 

512.84 

Mean 

518.80 

265.18 

75.14 

2 , 009.30 

173.33 

73.81 

0.00 

1.32 

173.33 


Luni Basin 


1973 

745.04 

286.02 

245.57 

1 , 992.00 

214.65 

220.58 

18.03 

6.96 

196.62 

1974 

188.34 

191.71 

5.39 

2 , 079.20 

15.71 

3.52 

0.48 

1.38 

15.23 

1975 

750.11 

357.59 

153.14 

1 , 899.04 

217.33 

132.47 

13.37 

7.30 

203.96 

1976 

589.17 

327.54 

107.40 

1 , 963.51 

161.99 

91.23 

10.83 

5.35 

151.16 

1977 

458.50 

299.63 

67.30 

1 , 967.43 

118.42 

49.87 

12.65 

4.79 

105.77 

1978 

414.45 

304.72 

23.73 

1 , 983.17 

85.79 

9.01 

10.11 

4.61 

75.68 

1979 

560.65 

300.15 

100.93 

2 , 010.06 

170.19 

82.40 

13.09 

5.44 

157.10 

1980 

317.07 

234.13 

31.00 

2 , 090.25 

63.47 

22.01 

6.26 

2.73 

57.21 

1981 

271.85 

244.85 

11.93 

2 , 037.84 

23.69 

9.81 

0.00 

2.12 

23.69 

1982 

370.88 

325.86 

7.68 

1 , 969.07 

29.03 

3.68 

1.03 

2.97 

28.00 

1983 

553.06 

339.46 

76.80 

1 , 938.83 

140.57 

61.01 

9.72 

6.07 

130.85 

1984 

276.80 

240.77 

9.48 

2 , 055.32 

40.50 

3.37 

2.96 

3.15 

37.54 

1985 

232.07 

198.16 

■n 

2 , 040.37 

32.35 

0.76 

1.85 

2.49 

30.50 

1986 

179.20 

158.07 

4.92 

2 , 035.01 

25.55 

0.64 

2.36 

1.92 

23.19 

1987 

108.33 

119.12 

0.72 

2 , 115.92 

0.66 

0.02 

0.00 

0.71 

0.66 

1988 

321.47 

228.43 

8.60 

2 , 041.26 

62.66 

2.96 

2.19 

3.45 

60.47 

1989 

280.45 

229.91 

5.52 

1 , 994.69 

48.45 

1.32 

1.43 

2.76 

47.02 

1990 

653.57 

300.21 

142.34 

1 , 944.70 

211.93 

125.24 

10.06 

7.04 

201.87 

1991 

204.33 

187.68 

4.77 

2 , 021.51 

27.03 

1.69 

1.60 

1.48 

25.43 

1992 

599.24 

270.29 

105.55 

1 , 994.92 

215.49 

85.90 

12.97 

6.68 

202.52 

1993 

353.39 

236.05 

35.35 

2 , 043.95 

100.66 

24.10 

7.64 

3.61 

93.02 

1994 

530.50 

313.81 

55.95 

1 , 914.88 

161.71 

39.78 

10.82 

5.35 

150.89 

1995 

378.37 

231.52 

30.61 

2 , 039.80 

123.54 

19.88 

6.77 

3.96 

116.77 

1996 

419.96 

296.02 

40.28 

2 , 021.12 

91.81 

31.52 

5.25 

3.51 

86.56 

1997 

508.10 

336.64 

47.43 

1 , 965.22 

118.81 

34.13 

8.10 

5.20 

110.71 

1998 

317.61 

285.43 

9.14 

2 , 033.75 

32.21 

6.23 

0.57 

2.34 

31.64 

1999 

291.98 

218.97 

21.12 

2 , 070.72 

59.62 

12.85 

5.70 

2.57 

53.92 

2000 

302.33 

234.11 

9.91 

2 , 088.70 

61.87 

3.18 

3.67 

3.06 

58.20 

2001 

424.22 

283.31 

22.61 

1 , 996.32 

121.12 

11.54 

6.82 

4.25 

114.30 

2002 

171.65 

176.34 

1.94 

2 , 058.08 

11.96 

0.38 

0.09 

1.48 

11.87 

2003 

491.01 

312.61 

29.20 

1 , 948.99 

130.92 

17.30 

5.92 

5.98 

125.00 

2004 

297.45 

253.06 

7.75 

2 , 062.26 

47.71 

3.05 

ron 

2.59 

45.60 

2005 

365.43 

269.13 

17.68 

1 , 995.54 

78.15 

8.88 

4.47 

4.33 

73.68 

2006 

487.82 

261.03 

101.57 

1 , 948.91 

136.16 

83.57 

12.23 

5.76 

123.93 

2007 

394.04 

289.80 

26.99 

2 , 094.58 

88.85 

13.18 

9.51 

4.30 

79.34 

2008 

373.93 

287.79 

10.17 

1 , 983.28 

73.95 

5.75 

1.08 

3.34 

72.87 

2009 

218.96 

211.14 

3.85 

2 , 039.66 

16.45 

1.77 

0.27 

1.81 

16.18 

2010 

540.18 

315.11 

42.26 

1 , 921.81 

159.95 

29.15 

7.62 

5.49 

152.33 

Mean 

393.20 

262.00 

42.94 

2 , 010.57 

92.66 

32.99 

6.04 

3.90 

86.61 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Where, 

PCP: Rainfall 

PET: Potential evapotranspiration 

ET: Actual evapotranspiration 

PERC: Percolation (Shallow+Deep) 

SURQ: Direct Surface Runoff 

GW_Q: Baseflow 

WYLD: Total Water yield (SURQ + GW_Q + Lateral Flow) 

LAT_Q : Lateral flow 

Sub-surface percolation =PERC - GW_Q 

Table A3-2 Mean Monthly Water Balance Components of Luni Basin and its Sub-basins, mm 


Month 

Rainfall, 

mm 

Water Yield, mm (% 
rainfall contribution) 

Evapotranspiration, 

mm 

Sub-surface 
percolation, mm 

Bandi Sub-basin 

Jan 

0.54 

0.01 ( 1 . 90 ) 

3.26 

0.00 

Feb 

3.24 

0.09 ( 2 . 80 ) 

3.17 

1.10 

Mar 

1.23 

0.01 ( 0 . 80 ) 

7.37 

0.00 

Apr 

2.28 

0.02 ( 0 . 90 ) 

14.06 

0.00 

May 

4.93 

0.03 ( 0 . 60 ) 

2.40 

0.17 

Jun 

46.46 

0.39 ( 0 . 80 ) 

22.11 

7.94 

Jul 

196.72 

21 . 52 ( 10 . 90 ) 

59.29 

83.21 

Aug 

184.39 

46.18 ( 25 . 00 ) 

59.91 

74.96 

Sept 

84.28 

38.05 ( 45 . 10 ) 

41.78 

15.46 

Oct 

10.82 

0.27 ( 2 . 50 ) 

17.31 

2.12 

Nov 

15.83 

1 . 95 ( 12 . 30 ) 

10.02 

5.74 

Dec 

0.78 

0.04 ( 5 . 10 ) 

5.62 

0.00 

Bandi (Hemawas) Sub-basin 

Jan 

0.27 

0.01 ( 3 . 70 ) 

1.37 

0.00 

Feb 

0.04 

0.00 ( 0 . 00 ) 

0.96 

0.00 

Mar 

0.24 

0.00 ( 0 . 00 ) 

6.67 

0.00 

Apr 

1.10 

0.00 ( 0 . 00 ) 

18.88 

0.00 

May 

3.64 

0.01 ( 0 . 30 ) 

1.96 

0.00 

Jun 

21.56 

0.08 ( 0 . 40 ) 

12.22 

0.01 

Jul 

145.23 

22 . 35 ( 15 . 40 ) 

43.73 

46.17 

Aug 

77.88 

1 . 39 ( 1 . 80 ) 

47.18 

22.72 

Sept 

33.60 

1.50 ( 4 . 50 ) 

28.93 

12.80 

Oct 

0.26 

0.06 ( 23 . 10 ) 

8.54 

0.01 

Nov 

0.50 

0.02 ( 4 . 00 ) 

3.47 

0.00 

Dec 

0.08 

0.01 ( 12 . 50 ) 

1.76 

0.00 

Guhiya Sub-1 

basin 

Jan 

2.12 

0.02 ( 0 . 90 ) 

5.50 

0.00 

Feb 

2.64 

0.01 ( 0 . 40 ) 

5.89 

0.00 

Mar 

0.69 

0.01 ( 1 . 40 ) 

12.79 

0.00 

Apr 

3.08 

0.01 ( 0 . 30 ) 

26.35 

0.00 

May 

9.32 

0.02 ( 0 . 20 ) 

6.81 

0.01 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Month 

Rainfall, 

mm 

Water Yield, mm (% 
rainfall contribution) 

Evapotranspiration, 

mm 

Sub-surface 
percolation, mm 

Jun 

40.82 

0 . 17 ( 0 . 40 ) 

24.13 

0.93 

Jul 

173.53 

19 . 98 ( 11 . 50 ) 

60.97 

39.12 

Aug 

139.94 

22 . 95 ( 16 . 40 ) 

67.81 

37.73 

Sept 

56.34 

11.03 ( 19 . 60 ) 

47.98 

14.64 

Oct 

7.48 

0.58 ( 7 . 80 ) 

19.57 

1.00 

Nov 

3.28 

0 . 05 ( 1 . 50 ) 

9.86 

0.16 

Dec 

1.02 

0.02 ( 2 . 00 ) 

6.00 

0.00 

Jawai Sub-basin 

Jan 

2.86 

0.07 ( 2 . 40 ) 

6.80 

0.00 

Feb 

3.95 

0 . 10 ( 2 . 50 ) 

7.35 

0.01 

Mar 

0.81 

0.03 ( 3 . 70 ) 

13.97 

0.00 

Apr 

3.66 

0 . 06 ( 1 . 60 ) 

18.24 

0.00 

May 

9.91 

0.22 ( 2 . 20 ) 

8.09 

0.14 

Jun 

53.72 

1.09 ( 2 . 00 ) 

27.20 

1.40 

Jul 

204.23 

28 . 78 ( 14 . 10 ) 

65.06 

65.86 

Aug 

158.93 

43.90 ( 27 . 60 ) 

66.25 

49.93 

Sept 

70.39 

24.74 ( 35 . 10 ) 

47.41 

12.76 

Oct 

15.62 

1.89 ( 12 . 10 ) 

23.09 

2.47 

Nov 

9.18 

0.63 ( 6 . 90 ) 

12.60 

1.27 

Dec 

1.78 

0 . 10 ( 5 . 60 ) 

7.99 

0.00 

Jojri Sub-basin 

Jan 

3.40 

0.01 ( 0 . 30 ) 

5.78 

0.00 

Feb 

6.28 

0.00 ( 0 . 00 ) 

8.02 

0.00 

Mar 

1.66 

0.00 ( 0 . 00 ) 

17.68 

0.00 

Apr 

5.11 

0.02 ( 0 . 40 ) 

15.10 

0.08 

May 

13.73 

0.03 ( 0 . 20 ) 

11.35 

0.21 

Jun 

47.01 

1.41 ( 3 . 00 ) 

26.30 

2.82 

Jul 

164.57 

16.78 ( 10 . 20 ) 

66.89 

32.94 

Aug 

130.12 

18 . 14 ( 13 . 90 ) 

70.27 

32.17 

Sept 

51.15 

8.52 ( 16 . 70 ) 

52.08 

8.06 

Oct 

9.31 

0.77 ( 8 . 30 ) 

22.02 

0.71 

Nov 

4.55 

0.02 ( 0 . 40 ) 

10.98 

0.03 

Dec 

1.94 

0.01 ( 0 . 50 ) 

6.30 

0.00 

Khari Sub-basin 

Jan 

1.09 

0 . 02 ( 1 . 80 ) 

2.88 

0.00 

Feb 

1.38 

0.04 ( 2 . 90 ) 

2.89 

0.01 

Mar 

0.44 

0.02 ( 4 . 50 ) 

7.22 

0.01 

Apr 

2.19 

0.05 ( 2 . 30 ) 

12.23 

0.00 

May 

6.54 

0 . 16 ( 2 . 40 ) 

4.59 

0.26 

Jun 

54.10 

1.64 ( 3 . 20 ) 

25.19 

6.26 

Jul 

181.87 

18 . 43 ( 10 . 80 ) 

58.66 

61.40 

Aug 

154.93 

30.98 ( 21 . 40 ) 

58.17 

54.33 

Sept 

75.02 

27.05 ( 38 . 00 ) 

42.93 

12.80 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Month 

Rainfall, 

mm 

Water Yield, mm (% 
rainfall contribution) 

Evapotranspiration, 

mm 

Sub-surface 
percolation, mm 

Oct 

11.35 

1.06 (9.80) 

18.06 

1.61 

Nov 

4.26 

0.27 (5.70) 

7.6 

0.95 

Dec 

0.81 

0.04 (4.90) 

3.93 

0.00 

Khari (Hemawas) Sub-basin 

Jan 

0.88 

0.02 (2.30) 

2.75 

0.00 

Feb 

1.52 

0.02(1.30) 

2.65 

0.00 

Mar 

0.74 

0.02 (2.70) 

8.64 

0.00 

Apr 

2.36 

0.03(1.30) 

33.52 

0.00 

May 

5.57 

0.04 (0.70) 

3.55 

0.00 

Jun 

46.24 

0.43 (0.90) 

23.19 

1.24 

Jul 

188.74 

25.94 (13.70) 

61.10 

55.07 

Aug 

158.22 

36.82 (23.30) 

62.93 

51.45 

Sept 

57.48 

16.85 (29.30) 

42.67 

11.21 

Oct 

4.68 

0.55(11.80) 

14.99 

0.71 

Nov 

2.86 

0.12(4.20) 

6.18 

0.15 

Dec 

0.77 

0.03 (3.90) 

3.43 

0.00 

Luni Sub-basin 

Jan 

1.78 

0.01 (0.60) 

4.48 

0.01 

Feb 

2.38 

0.01 (0.40) 

4.98 

0.01 

Mar 

0.99 

0.01 (1.00) 

10.18 

0.00 

Apr 

3.78 

0.03 (0.80) 

8.14 

0.01 

May 

10.12 

0.07 (0.70) 

7.25 

0.06 

Jun 

36.83 

0.41 (1.10) 

22.47 

1.97 

Jul 

117.36 

4.82 (4.10) 

52.08 

25.18 

Aug 

96.45 

8.49 (8.80) 

57.16 

25.02 

Sept 

43.32 

4.18(9.60) 

42.63 

10.02 

Oct 

7.37 

0.24 (3.30) 

19.15 

0.40 

Nov 

3.51 

0.05(1.40) 

9.04 

0.17 

Dec 

0.80 

0.01 (1.30) 

4.97 

0.00 

Mithari Sub-1 

basin 

Jan 

2.65 

0.04(1.50) 

4.70 

0.00 

Feb 

3.87 

0.08 (2.10) 

4.94 

0.01 

Mar 

0.69 

0.02 (2.90) 

10.74 

0.00 

Apr 

3.46 

0.05(1.40) 

42.85 

0.00 

May 

9.52 

0.17(1.80) 

7.35 

0.01 

Jun 

50.53 

0.84(1.70) 

28.36 

0.52 

Jul 

192.89 

14.48 (7.50) 

65.87 

53.88 

Aug 

149.49 

25.33(16.90) 

64.50 

54.65 

Sept 

65.37 

18.78 (28.70) 

46.10 

14.16 

Oct 

15.21 

0.84 (5.50) 

20.72 

2.57 

Nov 

9.26 

0.31 (3.30) 

10.35 

1.49 

Dec 

1.85 

0.07 (3.80) 

5.89 

0.02 

Sagi Sub-basin 
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Month 

Rainfall, 

mm 

Water Yield, mm (% 
rainfall contribution) 

Evapotranspiration, 

mm 

Sub-surface 
percolation, mm 

Jan 

0.53 

0.01 (1.90) 

4.33 

0.00 

Feb 

3.23 

0.09 (2.80) 

4.50 

0.69 

Mar 

1.23 

0.01 (0.80) 

9.44 

0.00 

Apr 

2.27 

0.02 (0.90) 

10.84 

0.00 

May 

4.92 

0.02 (0.40) 

2.38 

0.00 

Jun 

43.45 

0.26 (0.60) 

22.10 

3.40 

Jul 

183.97 

14.82 (8.10) 

63.18 

69.06 

Aug 

172.44 

31.80 (18.40) 

65.20 

71.54 

Sept 

78.82 

31.62 (40.10) 

45.68 

14.92 

Oct 

10.79 

0.26 (2.40) 

20.28 

1.01 

Nov 

15.79 

0.86 (5.40) 

12.07 

5.66 

Dec 

0.77 

0.05 (6.50) 

6.99 

0.00 

Sukri-Sub-basin 

Jan 

0.29 

0.01 (3.40) 

2.71 

0.00 

Feb 

1.39 

0.01 (0.70) 

2.47 

0.00 

Mar 

0.21 

0.01 (4.80) 

10.72 

0.00 

Apr 

1.39 

0.01 (0.70) 

31.10 

0.00 

May 

4.78 

0.04 (0.80) 

4.23 

0.00 

Jun 

45.92 

0.50(1.10) 

24.67 

0.84 

Jul 

169.94 

12.01 (7.10) 

62.12 

42.48 

Aug 

148.75 

23.96 (16.10) 

68.14 

45.67 

Sept 

57.08 

14.88 (26.10) 

48.76 

10.26 

Oct 

0.77 

0.10(13.00) 

14.88 

0.00 

Nov 

2.84 

0.05(1.80) 

6.75 

0.00 

Dec 

0.53 

0.02 (3.80) 

3.54 

0.00 

Sukri (Syala) Sub-basin 

Jan 

0.54 

0.01 (2) 

2.42 

0.00 

Feb 

3.24 

0.05 (2) 

2.67 

1.29 

Mar 

1.23 

0.00 (0) 

14.77 

0.00 

Apr 

2.27 

0.00 (0) 

38.80 

0.00 

May 

4.92 

0.00 (0) 

2.65 

0.00 

Jun 

43.50 

0.05 (0) 

22.51 

2.08 

Jul 

184.17 

12.89 (7) 

55.26 

67.84 

Aug 

172.63 

29.35(17) 

55.97 

76.97 

Sept 

78.90 

31.91 (40) 

40.55 

17.05 

Oct 

10.80 

0.15(1) 

15.91 

1.31 

Nov 

15.81 

0.69 (4) 

9.03 

6.80 

Dec 

0.78 

0.02 (3) 

4.63 

0.00 

Luni Basin 

Jan 

1.80 

0.01 (0.60) 

4.43 

0.00 

Feb 

2.84 

0.02 (0.70) 

5.00 

0.07 

Mar 

0.95 

0.01 (1.10) 

11.17 

0.00 

Apr 

3.45 

0.03 (0.90) 

14.96 

0.02 
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Month 

Rainfall, 

mm 

Water Yield, mm (% 
rainfall contribution) 

Evapotranspiration, 

mm 

Sub-surface 
percolation, mm 

May 

9.36 

0.06 (0.60) 

6.89 

0.08 

Jun 

41.3 

0.60(1.50) 

23.43 

2.25 

Jul 

147.07 

11.82 (8.10) 

57.02 

37.07 

Aug 

120.93 

17.43 (14.50) 

61.11 

35.31 

Sept 

52.02 

10.51 (20.30) 

44.59 

10.97 

Oct 

7.87 

0.45 (5.70) 

18.95 

0.72 

Nov 

4.62 

0.17(3.70) 

9.15 

0.60 

Dec 

0.99 

0.02 (2.00) 

5.14 

0.00 
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1. Introduction 

1.1 General 

River West Banas originates in the hills south of Sirohi (24°49':72°48') and 
Pindwara (24°47':73°03'), and flows through a valley carved between the 
Sirohi-Mount Abu hill range on its eastern bank and the Aravali hill range 
extending south of Pindwara town. It flows for a distance of about 50 kms in 
Rajasthan. The river has a number of tributaries, the major ones being Dharvol 
Nadi, Gohlen Nadi, Kukri Nadi and Sukli Nadi, all originating in the hills 
north-east of Sirohi town. The general layout and location of West Banas Basin 
is shown in Drawing WEB-GEN-001 (in Volume 3c). 

West Banas Basin represents a trellis drainage pattern, with West Banas River 
and Sukli River being subsequent streams, which appear to have adjusted 
themselves to the Phulad Lineament and the Pali Lineament, respectively. The 
first and second order streams are, however, consequent streams laid down in a 
dendritic pattern. 

The West Banas Basin occupies southern part of western Rajasthan and is 
located in the west of Aravalli hill range. It occupies an area of 1,831.34 km 2 in 
Rajasthan. 

Details of blocks and districts covered by West Banas Basin is presented in 
Table 1.1-1. The administrative unit setup of West Banas Basin is shown in 
Drawing No. WEB-GEN-002 (in Volume 3c). 


Table 1.1-1: Districts and Blocks Falling within West Banas Basin 


District 

Block 

Area Falling 
Inside 
Basin, km 2 

Total 
Area, km 2 

Percentage of 
Area Falling 
Inside Basin, 

% 

Percentage 
of Basin 
Area, % 

Pali 

Bali 

2.85 

1,363.81 

0.21 

0.16 

District Summary 

2.85 

1,363.81 

0.21 

0.16 

Sirohi 

Abu Road 

750.83 

882.93 

85.04 

41.00 

Pindwara 

1,018.85 

1,107.22 

92.02 

55.63 

Reodar 

3.61 

1,053.81 

0.34 

0.20 

Sheoganj* 

0.00 

909.88 

0.00 

0.00 

Sirohi 

52.10 

1,173.22 

4.44 

2.84 

District Summary 

1,825.39 

5,127.06 

35.60 

99.67 

Udaipur 

Kotra 

3.11 

1,757.28 

0.18 

0.17 

District Summary 

3.11 

1,757.28 

0.18 

0.17 

Basin Summary 

1,831.34 



100.00 


* Negligible area 


Major part of West Banas Basin is covered by Sirohi District (99.67%) while a 
very small portion is covered by Udaipur and Pali Districts (see Table 1.1-1). 

There are 7 Blocks of Rajasthan which is covered by West Banas Basin out of 
which largest Block is Pindwara which covers 55.63% of basin area. 
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1.2 Climatic Characteristics 

Weather statistics for West Banas Basin are analysed based on the 20 years 
(1990-2009) monthly IMD weather data except for rainfall analysis, which is 
based on IMD, RD and WRD data of 54 years (1957-2010) and are presented 
in Table 1.2-1. 


Table 1.2-1: Weather Parameter Statistics for West Banas Basin 


Weather Parameter 

Minimum 

Maximum 

Mean 

Standard 

Deviation 

Coefficient of 
Variation 

Mean Maximum Temperature, °C 

25.90 

32.32 

28.54 

1.78 

0.06 

Highest Maximum Temperature, °C 

36.20 

42.85 

39.03 

1.87 

0.05 

Mean Minimum Temperature, °C 

12.00 

17.22 

14.26 

1.48 

0.10 

Lowest Minimum Temperature, °C 

-2.70 

1.21 

-0.89 

1.13 

-1.27 

Annual Rainfall, mm 

599.30 

1553.50 

817.60 

178.60 

0.22 

Monsoon Months Rainfall, mm 

557.40 

1508.50 

779.80 

177.30 

0.23 

Rainy Days, Days/yr 

25.00 

50.00 

33.00 

4.20 

0.13 

Wind Speed, km/hr 

2.43 

4.20 

3.49 

0.42 

0.12 

Sunshine Hours, hr/day 

8.36 

8.39 

8.37 

0.01 

0.00 

Relative Humidity, % 

55.97 

61.50 

58.87 

1.58 

0.03 

Annual Evaporation 

150.86 

188.85 

174.52 

9.78 

0.06 

Source: IMD monthly dataset (1990-2009); Rainfall Statistics based on IMD, F 

!D and WRD dataset (1957- 


2010 ) 

The following paragraphs give brief descriptions for temperatures, rainfall, 
wind speeds, relative humidity, sunshine hours and evaporation. 

1.2.1 Temperature Statistics 

Maximum Temperature 

Mean maximum temperature in West Banas Basin spatially varies within a 
range of 25.90°C-32.32°C with a mean value of 28.54°C with a coefficient of 
variation of 0.06, as shown in Drawing No. WEB-CLM-001 (in Volume 3c). 

Highest Maximum Temperature 

Highest maximum temperature in West Banas Basin spatially varies within a 
range of 36.20°C-42.85°C with a mean value of 39.03°C, and the same is 
presented in Drawing No. WEB-CLM-002 (in Volume 3c). 

Minimum Temperature 

Mean minimum temperature in West Banas Basin spatially varies within range 
of 12.00°C-17.22°C with a mean value of 14.26°C, and the same is presented 
in Drawing No. WEB-CLM-003 (in Volume 3c). 

Lowest Minimum Temperature 

Lowest minimum temperature in West Banas Basin spatially varies within a 
range of (-) 2.70°C-1.21°C with a mean value of (-)0.89°C, and the same is 
presented in Drawing No. WEB-CLM-004 (in Volume 3c). 

1.2.2 Rainfall 

Annual Rainfall 

Annual Rainfall in West Banas Basin ranges from 599.30 mm to 1,553.50 mm 
spatially with a mean annual rainfall of 817.60 mm and having a coefficient of 
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variation of 0.22, which is presented in Drawing No. WEB-CLM-005 (in 
Volume 3c). 

Monsoon Rainfall 

Monsoon month rainfall (Jun-Jul-Aug-Sept) ranges from 557.40 to 1,508.5 
mm with a mean value of 779.80 mm and with a coefficient of variation of 
0.23 which is presented in Drawing No. WEB-CLM-006 (in Volume 3c). 

Rainy Days 

Mean Annual number of Rainy days in West Banas Basin are 33 days with a 
spatial range of 25-50 days as presented in Drawing No. WEB-CLM-007 (in 
Volume 3 c). 

1.2.3 Wind Speed 

Mean annual daily wind speed in West Banas Basin spatially varies within a 
range of 2.43 to 4.20 km/hr with a mean value of 3.49 km/hr and coefficient of 
variation of 0.12, as presented in Drawing No. WEB-CLM-008 (in Volume 
3c). 

1.2.4 Sunshine Hours 

Mean daily sunshine hours in the basin varies within a spatial range of 8.36- 
8.39 hours/day with a mean value of 8.37 hours/day. Its variation is presented 
in Drawing No. WEB-CLM-009 (in Volume 3c). 

1.2.5 Relative Humidity 

Mean annual daily Relative humidity in West Banas Basin is 58.87% with a 
spatial range of 55.97-61.50%, which is presented in Drawing No. WEB- 
CLM-010 (in Volume 3c). 

1.2.6 Evaporation 

Mean Annual evaporation in West Banas Basin is 174.52 cm with a spatial 
range of 150.86 cm to 188.85 cm as presented in Drawing No. WEB-CLM-011 
(in Volume 3 c). 

2. Surface Water 

2.1 Hydrological Modelling 

2.1.1 Overview 

SWAT (Soil and Water Assessment Tool) is a hydrological model to assess the 
monthly and annual surface water potentials of the West Banas Basin. A brief 
description of the SWAT hydrological model is given in Annex SW-l(a) of 
Main Report. 

2.1.2 Development of Hydrological Model 

Mapping of a basin on to the SWAT hydrological model involves an elaborate 
procedure. The following paragraphs briefly describe the methodology used 
for mapping. 

Development of SWAT hydrological modelling involves several steps, which 
are mentioned below. 
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Input data required for modelling 

• Digital Elevation Model (DEM) - Grid (raster) 

• Landuse - Grid (raster) or Shape (vector) 

• Soil - Grid (raster) or Shape (vector) 

• Meteorological data with location 

• Optional 

• Mask 

• Drainage for burn 

• Outlet locations 

• Reservoir/River gauge locations 

Key procedures necessary for development of model 

• Delineate the watershed for modelling 

• Define land use and soil data grids 

• Determine the distribution of HRU’s (Hydrological Response Units) based 
on the DEM, land use and soil data. 

• Define rainfall, temperature and weather data 

• Write the SWAT input files- requires access to data on soil, weather, land 
cover, plant growth, etc. 

• Edit the input files - if necessary 

• Setup and run SWAT - requires information on simulation period, PET 
estimation method and other options 

• Calibration of model with available observed data 

Descriptive technical, theoretical, interface and input/output SWAT model 
documentation is attached as soft copy for reference in Annex SW-l(b) of 
Main Report. 

2.1.3 Basin Delineation 

A digital elevation model (DEM) from the SRTM was used for basin 
delineation and is shown in Figure 2.1-1. Enlarged map of DEM shown in 
Drawing No. WEB-SW-001 (in Volume 3c). 

A watershed is the upslope area that contributes flow to a common outlet as 
concentrated drainage. The boundaries between watersheds are termed drainage 
divides. The outlet is the point on the surface at which water flows out of an 
area. It is the lowest point along the boundary of a watershed. 

Watersheds are delineated from SRTM DEM by computing the flow direction 
of each cell in the raster. The model identifies the ridge lines between the 
basins using elevation values from raster data (SRTM DEM) and creates the 
basin boundary. Outlet points are then defined which may be features, such as 
dams or stream gauges or any other outlet point for which contributing area has 
to be determined. Here basin was delineated considering outlet points outside 
Rajasthan also, so as to cover complete area within Rajasthan. 


App. WEB-IN-24740-R13-073 

Surface and Ground Water Availability 
196 


July, 2014 




STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


The topographical statistics of elevation of the West Banas Basin are given in 
Table 2.1-1. 


Table 2.1-1: Elevation Summary-West Banas Basin 


Parameter 

Elevation 

(m) 

District 

Block 

Longitude, Latitude 
(degree minutes seconds) 

Minimum Elevation 

217 

Sirohi 

Abu Road 

72°40'57.383"E 

24°26'6.226"N 

Maximum Elevation 

1,698 

Sirohi 

Abu Road 

72°46'35.551"E 

24°38'55.764"N 

Mean Elevation 

418 





Maximum elevation in West Banas Basin is 1,698 m amsl while minimum 
elevation is 217 m amsl and falls in Abu Road Block. From Figure 2.1-1 it can 
be observed that West Banas is a south sloping basin. 


Figure 2.1-2 shows the automatically delineated West Banas Basin with the 
generated drainage network using the DEM. 
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Figure 2.1-1: Digital Elevation Model (Topography) of West Banas Basin 
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Figure 2.1-2: Drainage Network and Basin Delineation using DEM for West Banas Basin 


72°15'E 72°30'E 72°45'E 73°E 73°15'E 73°30’E 



West Banas Basin 
Drainage Network and 
Basin Delineation 

RAJASTHAN 


Legend 

Drainage Network 

Boundaries 

Basin in Rajasthan 

J Basin outside Rajasthan 
| | District 

L _ | State 


Total Delineated Basin Area : 2330.8 km 2 
Basin Area in Rajasthan : 1831.3 km 2 


Labels 

district State 


■..4ifcy. 

w 

0 10 20 30 40 



GOVERNMENT OF RAJASTHAN 

WATER RESOURCES PLANNING DEPARTMENT 

PLANNING OF WATER RESOURCES OF RAJASTHAN 

TAHAL Consulting Engineers Ltd. 

in association with 

WAPCOS and INRM Consultants Pvt. Ltd. 

SCALE: 1:750,000 DATE: August, 2013 


App. WEB-IN-24740-R13-073 

Surface and Ground Water Availability 
199 


July, 2014 
































STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Total basin area delineated is 2,330.8 km 2 out of which basin area within 
Rajasthan is 1,831.34 km 2 . 

2.1.4 Micro-watershed Delineation 

Automatic delineation of watersheds was done by using the DEM as input and 
using 500 hectare as minimum stream threshold. The target outflow points 
were interactively selected so as to cover entire area of West Banas Basin 
falling within Rajasthan State. 

There are 14 micro-watersheds delineated and demarcated in West Banas basin 
within Rajasthan boundary (see Figure 2.1-3), details of which are presented in 
Table 2.1-2. Enlarged map showing micro-watersheds is shown in Drawing 
No. WEB-SW-002 (in Volume 3c). 

Table 2.1-2: Micro-watershed Delineated in West Banas Basin within Rajasthan 


MWS Code 

Micro¬ 
watershed 
Area, Km 2 

Percentage 
Area Inside 
Basin, % 

001 

207.24 

11.32 

002 

227.97 

12.45 

003 

161.63 

8.83 

004 

161.82 

8.84 

005 

101.89 

5.56 

006 

133.63 

7.30 

007 

111.34 

6.08 

008 

146.46 

8.00 

009 

115.33 

6.30 

010 

94.39 

5.15 

011 

142.71 

7.79 

012 

26.25 

1.43 

013 

99.01 

5.41 

014 

101.67 

5.55 

Total 

1,831.34 

100.00 
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Figure 2.1-3: Micro-watershed Delineated using DEM for West Banas Basin 
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2.1.5 Land Use /Land Cover Layer 

Land Use/Land Cover is another important segment of data that is required for 
pre-processing. The landuse map from NRSC 1 , has been used for the present 
study. Table 2.1-3 gives the land use categories and the area covered under 
each category of land use for the West Banas Basin. 

The major part of the basin is under fallow land use (29%), Maize and Wheat 
are the predominant crops (Source: Agriculture Statistics Handbook, 
Government of Rajasthan). 

Table 2.1-3: Land use Categories - West Banas Basin 


Land Use 

Area 

(km 2 ) 

% of Basin 
Area 

Kharif only 

179.26 

9.79 

Rabi only 

202.66 

11.07 

Double / tripple 

291.32 

15.91 

Current fallow 

201.43 

11.00 

Deciduous forest 

307.99 

16.82 

Scrub/Deg. forest 

182.07 

9.94 

Other wasteland 

443.71 

24.23 

Scrubland 

20.82 

1.14 

Water bodies 

2.08 

0.11 

Total 

1,831.34 

100.00 


Source: NRSC, 2007-2008 


Figure 2.1-4 shows the general land use of West Banas Basin. Enlarged land 
use map of West Banas Basin is shown in Drawing No. WEB-LU-001(in 
Volume 3c). 


'http://applications.nrsc.gov.in/products.asp 
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Figure 2.1-4: Landuse Map of West Banas Basin 
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2.1.6 Soil Layer 

Information on the soil profile is also required for simulating the hydrological 
character of the basin. The Soil Map of Rajasthan has been used for the 
modelling. The soil map is shown in Figure 2.1-5. Enlarged soil map of West 
Banas Basin is shown in Drawing No. WEB-SO-OOl (in Volume 3c). 

Soil in the West Banas Basin is predominantly Loamy Sand. Table 2.1-4 
shows the area under each of the soil texture class found in the West Banas 
Basin. 


Table 2.1-4: Soil Texture West Banas Basin 


Soil Texture 

Area (km 2 ) 

% of Basin 
Area 

Clay 

2.94 

0.16 

Clay Loam 

180.87 

9.88 

Loam 

0.66 

0.04 

Loamy Sand 

911.43 

49.77 

Sand 

150.94 

8.24 

Sandy Clay Loam 

496.65 

27.12 

Sandy Loam 

87.63 

4.79 

Silt Loam 

0.22 

0.01 

Total 

1,831.34 

100.00 


Source: SRSAC, DST, Jodhpur 
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Figure 2.1-5: Soil Map of West Banas Basin 
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2.1.7 Meteorological Data Collection Stations 

The daily rainfall data from rain gauge stations belonging to IMD, Revenue 
Department and Water Resources Department of Rajasthan has been used. 
Maximum and minimum temperatures data at a resolution of 1° X 1° latitude by 
longitude grid points (1 grid location) from IMD has been used. 

(The Grid point nomenclature adopted by IMD was done by combining 
Longitude and Latitude in decimal degrees to form a code e.g. grid location code 
"755275" signifies 75.5 degree longitude and 27.5 degree latitude). 

Major weather parameters which influence the hydrology of a catchment are 
rainfall and temperature for which daily observed data have been used, while for 
other weather parameters like solar radiation, wind speed and relative humidity 
(which have less significant effect on hydrology) long term statistics have been 
used to derive daily values. These weather parameters have small variation over 
the time and can be derived using continuity equations. 

SWAT uses weather generator model for generating values based on long term 
daily statistics for a particular day. 

Solar radiation is generated from a normal distribution. A continuity equation is 
incorporated into the generator to account for radiation variations caused by dry 
vs. rainy conditions. Solar radiation is adjusted downward when simulating 
rainy conditions and upwards when simulating dry conditions. The adjustments 
are made so that the long-term generated values for the average monthly solar 
radiation agree with the input averages. 

Generated wind speed: A modified exponential equation is used to generate 
daily mean wind speed given the mean monthly wind speed. 

Generated Relative humidity: The relative humidity model uses a triangular 
distribution to simulate the daily average relative humidity from the monthly 
average. As with temperature and radiation, the mean daily relative humidity is 
adjusted to account for wet- and dry-day effects. 

The meteorological data locations map is shown in Figure 2.1-6. 

The meteorological data location details presented in Annex SW-3 of Main 
Report. 
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Figure 2.1-6: Meteorological Data Locations Map of West Banas Basin 
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2.1.8 Existing Major / Medium Projects 

One medium project namely, West Banas dam project lies in the Basin. Table 
2.1-5 gives the details of the existing project in the West Banas Basin. 


Table 2.1-5: Project Details - West Banas Basin 


s. 

No. 

Name 

Type 

Live 

Storage, 

Mm 3 

Gross 

Storage, 

Mm 3 

Data 

Availability 

Remarks 

Upstream 
Catchment 
Area, km 2 

1 

West 

Banas 

Dam 

Medium 

Project 

36.25 

39.07 

1996-2010 

Monsoon months Gauge- 
Capacity data 

504.90 


Other salient features of West Banas Dam is presented in Annex SW-2(a) of 
Main Report. The monsoon months gauge-capacity data of the dam is 
presented in Annex WEB-1. 

2.1.9 River Gauge and Discharge data in West Banas Basin 

One River G&D station exists in the West Banas Basin namely, West Banas at 
Abu Road (see Table 2.1-6), whose data is available from 1996-2009. 
Catchment area of Abu Road River Gauge Site is 1,337.56 km 2 . West Banas at 
Abu Road River G&D site is used for calibrating the model. 


Table 2.1-6: River Gauge and Discharge Data in West Banas Basin 


River 

Gauge Site 

Data Availability 

Maintaining Agency 

Remarks 

Abu Road 

1996-2009 

cwc 

Used for Calibration 


The observed discharge data is presented in Annex WEB-1. 

2.1.10 Other Model Inputs 

District agriculture statistics from 1967-2007 (extended to 2011 from Agricop) 
has been used to derive District wise cropping area, production, irrigation by 
source (canal, tank, well etc), fertilizer and pesticide use per hectare. Cropping 
pattern and crop management practices are used from agriculture contingency 
plans (http://agricoop.nic.in/acp.html) and Agriculture Statistics Handbook, 
Government of Rajasthan, 2010. These data were later transferred to micro¬ 
watersheds (hydrological modelling unit) using GIS overlay techniques. 

The general cropping pattern adopted in the region is Maize in Kharif and 
Wheat in Rabi season (Source: Agriculture Statistics Handbook, Government 
of Rajasthan, 2010). 

2.2 Model Calibration and Performance 

Calibration is an effort to better parameterize a model to a given set of local 
conditions, thereby reducing the prediction uncertainty. 

Model calibration is performed by carefully selecting values for model input 
(within their respective uncertainty ranges) by comparing model predictions 
(output) for a given set of assumed conditions with observed data for the same 
conditions. 

Model calibration has been performed at "Abu Road River G&D Site". Figure 
2.2-1 shows calibrations location map of West Banas Basin. 
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Figure 2.2-1: Calibration Location Map for West Banas Basin 
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2.2.1 SWAT Model Calibration 

SWAT model uses water balance equation as a driving force behind everything 
that happens in the watershed on a daily basis. The USDA SCS runoff curve 
number is used to estimate surface runoff from daily precipitation. An 
improved dynamic curve number method is used which automatically adjusts 
the curve number on the basis of the moisture conditions prevailing in the 
watershed. 

Auto calibration techniques has been adopted using SWAT CUP which 
provides the essential information like sensitive parameters, range or value that 
has to be applied to various parameters to arrive at optimum parameter value. 

This study used built in interfaces of these tools in SWAT model to identify 
important hydrological controlling parameters, optimize them and test the 
calibrated model using various performance indices and input data sets. 

After running auto calibration process, the application provides sensitive 
parameters that are controlling the hydrological processes and are mentioned in 
Table 2.2-1. 

Table 2.2-1: Sensitive Parameters Controlling the Hydrological Processes 


Parameter 

Description (Class) 

Units 

CN2 

Curve number (Management operations) 

- 

GW DELAY 

Groundwater delay (Groundwater) 

Days 

GWQMN 

Threshold depth of water in shallow aquifer 
required for return flow to occur 
(Groundwater) 

mm 

GW.REVAP 

Groundwater revap coefficient 
(Groundwater) 

- 

RCHRG.DP 

Deep aquifer percolation coefficient 
(Groundwater) 

- 

ESCO 

Soil evaporation compensation factor 
(Evapotranspiration) 

- 

SOL AWC 

Soil available water content (Soil) 

mm Water\mm 
soil 

S0L_K 

Soil permeability (Soil) 

mm/hr 

SHALLST 

Initial Depth of water in shallow aquifer 

mm 


These parameters broadly fall under two categories namely; 


• General Parameters: Values of which are applied to entire basin which 
includes Groundwater delay, deep aquifer percolation factor and ESCO. 

• Catchment Specific Parameters: Values of these parameters are area specific 
which include soil parameters like Soil permeability, available moisture 
content and management parameters like CN, irrigation source etc. 

Soil in the West Banas Basin is predominantly Sandy Loam. After various 
simulation and parameter calibration exercises, it was found that groundwater 
parameters were most sensitive in this region. 

Generally, the model takes default values as per input data provided (Landuse, 
Soil Profile, DEM, Reservoir Details etc). The model is then made to run with 
default values and then compared with observed data. After such comparison 
and looking at the flow regime of observed and simulated values, sensitive 
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parameters are adjusted and series of test runs are carried out to reach at 
optimum parameter value. 

There are a large number of parameters which operate during simulation. Out 
of them, some major parameters were adjusted during calibration and their 
respective values are presented in Table 2.2-2. 

Table 2.2-2: Major Parameters Adjusted during Calibration and Respective Values 


Parameter 

Unit 

Value 

Range 

GW delay 

Days 

9.000 

1-500 

RCHRG DP 

- 

0.400 

0-1 

ESCO 

- 

0.550 

0-1 

GWQMN 

mm 

3500.000 

0-5000 

GWREVAP 

- 

0.063 

0.02-0.2 

SHALLST 

mm 

5000.000 

0-50000 

Alpha BF 


0.800 

0-1 

Crop Management Parameters 

IRRSC 


Shallow 

aquifer 

Source of irrigation 


2.2.2 Model Performance 

There are three main statistical parameters that are used for evaluating a 
hydrological model performance viz. Nash-Sutcliffe model efficiency 
coefficient (NSE), RSR, and co-efficient of determination (R 2 ). 

The range of these parameters are presented in Table 2.2-3. 

Table 2.2-3: Model Performance Parameters 


Performance 

Nash-Sutcliffe 
Efficiency 
Coefficient (NSE) 

RSR 

Coefficient of 
Determination(R 2 ) 

Satisfactory 

0.50 =< NSE < 0.65 

0.60 < RSR < 0.70 

0.50 =< R 2 =< 0.65 

Good 

0.65 < NSE <0.75 

0.50 < RSR < 0.60 

0.65 < R 2 < 0.75 

Very Good 

0.75 < NSE <1.00 

0.00 < RSR < 0.50 

0.75 < R 2 < 1.00 

Unsatisfactory 

NSE<0.50 

RSR > 0.70 

R 2 <0.50 


Detailed description of these model performance parameters is presented in 
Annex SW-l(c) of Main Report. 

Calibration was performed at Abu Road River G&D Site and model 
performance and comparison is shown in following paragraphs. 

Abu Road River Gauge Site 

Comparison between observed and simulated flows for river gauge station at 
Abu Road is presented in Figure 2.2-2. Model performance at Abu Road is 
presented in Table 2.2-4. 
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Figure 2.2-2: Comparison of Simulated Vs Observed flows for Abu Road 
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Table 2.2-4: Virgin Water Yield Dependability - West Banas Basin 


Validation 

Location 

Catchment 

Area 

(km 2 ) 

Mean Simulated 
Flow (Mean 
Observed Flow) 

Coefficient of 
Determination 

R 2 

Nash- 

Sutcliffe 

Model 

Efficiency 

Coefficient 

RSR 

Calibration 

Period 

Abu Road at 
West Banas 

1,337.57 

2.11 (2.22)* 

0.88 

0.87 

0.36 

1996-2009 

* Mean monthly 

flows, cumecs 


As evident from Figure 2.2-1 and Table 2.2-4, the match between observed 
and simulated flows falls in Very good category, at Abu Road river G&D site 
with a R 2 value of 0.88 and Nash-Sutcliffe model efficiency coefficient is 
0.87. 

Simulated flow values at Abu Road River G&D Site is presented in Table Al- 
2, Annex WEB-1. 

Mean monthly observed flow at Abu Road is 2.22 cumecs while simulated is 
2.11 cumecs, during the calibration period. 

2.2.3 The Hydrological Simulation 

The SWAT model was run with the observed rainfall (1957-2010) and 
temperature data (1973-2010) for West Banas Basin and outputs were obtained 
for the common period of 1973 to 2010. The outputs provided by the model are 
very extensive, covering all the components of water balance spatially and 
temporally. The sub components of the water balance that are most significant 
and used for analyses, include: 

• Total flow (water yield) consisting of surface runoff, lateral and base flow. 

• Actual evapotranspiration (ET). 

The outputs can be depicted in many ways depending on the focus and 
requirement of the user. These components are expressed in term s of total 
annual depth of water in mm over the total watershed area. In other words, the 
total water yield is the equivalent depth in mm, of flow past the outlet of the 
watershed on average annual and monthly basis. Figure 2.2-3 and Figure 2.2-4 
show the annual and average monthly water balance components for the West 
Banas Basin. 

Temporal Distribution of Major Water Balance Components 

Figure 2.2-3 and Figure 2.2-4 depicts the annual and mean monthly rainfall, 
water yield, evapotranspiration and Sub-surface percolation for the entire West 
Banas Basin. 

There are 14 micro-watersheds delineated and demarcated in the basin within 
Rajasthan boundary, yearly water balance components of which are presented in 
Annex SW-4 of Main Report (as soft copy). 

It is noteworthy here that SWAT gave an indication of the spatial and temporal 
variation of this percolation, with respect to properties of the overlaying soil 
cover. The percolation computed using SWAT model is the total percolation 
which also includes the abstractions being taken from the groundwater. 
Therefore, the net percolation which will reflect the groundwater fluctuations is 
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after incorporating the withdrawals/draft from the groundwater for various 
purposes. The another component namely deep percolation is used in the SWAT 
model to build the static groundwater table and this component is lost from the 
local water balance, although there is a provision to tap this water through tube 
wells if required. SWAT doesn't takes care of absolute groundwater table since 
it is not a groundwater model. 
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As shown in Figure 2.2-3 and Table A3-1, Annex WEB-3, inter annual range 
of rainfall for the period of analysis from 1973-2010 was 118.98 mm to 
1,490.39 mm, while inter annual range of water yield was 4.63 mm to 816.35 
mm for the same period. This shows that there is great degree of fluctuations in 
the rainfall and runoff pattern even in West Banas Basin. 

Figure 2.2-4 depicts the long term mean monthly water balance components of 
rainfall, water yield and evapotranspiration and Sub-surface percolation for 
West Banas Basin. From Table A3-2, Annex WEB-3, it can be seen that the 
rainfall contribution to water yield and evapotranspiration is mainly in the 
months of July, August and September and October with a maximum in 
September while for other months the contribution is negligible. In July, about 
14.6 % of the rainfall is converted into water yield while in August and 
September the conversion of rainfall to water yield is 26.8 % and 42.2 % 
respectively. The remaining water may have been converted to groundwater 
storage, soil moisture build, etc. 


Figure 2.2-4: Simulated Mean Monthly Water Balance Components for West Banas Basin 



Virgin Water Yield 


True runoff, or Virgin water yield, is stream flow in its natural conditions, i.e. 
without the existence of any irrigation, municipal or industrial water supply 
developments (including impact of imported water, return flows and flow 
diversions). 

After calibration and validation of model at selected sites, the Virgin water 
yields were generated by switching off all the abstractions (Medium, Minor 
dams along with other water harvesting structures) and removing all crop 
management options (controlled irrigation in terms of canals, Groundwater, 
etc). In Virgin water yield scenario presented here Kharif and Rabi crops are 
considered as rain fed with no external water supply. 
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Virgin water yields are generated for the area of West Banas falling inside 
Rajasthan and is presented in Annex WEB-2.Mean annual Virgin water yield 
for West Banas Basin is 222.14 Mm 3 (see Table A2-1, Annex WEB-2). 

Virgin water yield series for micro-watersheds of West Banas Basin are 
presented in Annex SW-5 of Main Report (as soft copy). 

Flow Duration Curve 

Assessment of dependable lean season flows along with their distribution in 
time is essential for planning and development of water supply schemes. 
Model was calibrated/validated using all the interventions and crop 
management practices and flows in Virgin conditions (with no interventions or 
human activity) were generated. 

The dependability of the water yield of the West Banas Basin has been 
analyzed and shown in Figure 2.2-5. 

Figure 2.2-5: Simulated Flow Duration Curve for West Banas Basin 


West Banas 



Water yield at various dependability levels for West Banas Basin within 
Rajasthan boundary is presented in Table 2.2-5. 

Table 2.2-5: Virgin Water Yield at Four Dependability Levels - West Banas Basin 


Dependability Level, 

% 

Water Yield, 
Mm 3 

25 

317.00 

50 

133.90 

75 

53.80 

90 

30.70 

Mean 

222.14 


Rainfall occurs mainly during the monsoon season in West Banas Basin. Major 
portion of stream flow therefore, will occur only during these months. 
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At West Banas Basin outlet, for the area within Rajasthan, at 50% 
dependability, the Virgin water yield is 133.90, Mm 3 while at 75% and 
dependability, water yield is 53.80 Mm 3 . 

There are 14 micro-watersheds delineated in West Banas Basin within 
Rajasthan boundary, water balance components of which are presented in 
Annex SW-4 of Main Report (as soft copy). Virgin water yield series for these 
micro-watersheds are presented in Annex SW-5 of Main Report (as soft copy). 
Virgin water yield of micro-watersheds at four levels of 25, 50, 75 and 90% 
dependability is shown in Table 2.2-6. 

Table 2.2-6: Virgin Water Yield at Four Dependability Levels - Micro-watersheds of West Banas 

Basin 


Micro-watershed 

Code 

Dependability Level, % 

Mean 

25 50 75 

90 


Water Yield, Mm 3 

001 

28.00 

7.30 

4.00 

2.60 

20.30 

002 

42.70 

21.90 

1.90 

0.30 

36.30 

003 

38.30 

21.10 

7.00 

3.00 

27.20 

004 

25.90 

10.70 

5.80 

2.80 

21.50 

005 

17.20 

4.50 

1.50 

0.50 

11.70 

006 

8.30 

3.40 

1.40 

0.50 

9.70 

007 

2.90 

1.10 

0.50 

0.20 

7.00 

008 

10.70 

4.30 

2.40 

1.30 

11.60 

009 

32.20 

14.40 

5.80 

0.70 

23.30 

010 

10.80 

4.50 

2.30 

1.20 

9.60 

011 

13.10 

6.70 

3.70 

1.90 

13.30 

012 

3.70 

1.30 

0.70 

0.40 

3.10 

013 

16.30 

6.10 

3.20 

1.60 

12.70 

014 

19.70 

8.40 

2.80 

1.30 

14.90 
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3. Imported Surface Water 

There is no import of water from outside Rajasthan to West Banas Basin. 

4. Groundwater 

4.1 Basic Characteristics 

4.1.1 Physiography 

The main topographic features are the hill ranges running northeast - southwest 
in the eastern and south-eastern part of Pindwara and south of Sirohi. They all 
are offshoots of the Aravalis and attain a maximum height of about 1,100 m 
amsl in the Pindwara hills and about 1,722 m amsl in Mount Abu region south 
of Sirohi. 

The Jaswantpura and Silari hills have axes running north - south to northwest - 
southeast, which are different from the Aravali strike. 

There are also some relict hills in the form of monadnocks standing out in the 
sand dune area west and southwest of the Jaswantpura and Sirohi hills. 

The terrain bounded by Sirohi hills in the east and Jaswantpura and Silari hills 
in the west, takes the form of a plain at an elevation ranging from about 300 to 
400 m amsl, having a moderate slope towards the south, with local exceptions. 

The area west of Jaswantpura and Silari hills is essentially occupied by 
undulating sandy terrain, marked by sand hills and depressions (as well as 
some relict hills). 

4.1.2 Geomorphology 

River West Banas originates in the hills south of Sirohi (24°49’:72°48’) and 
the hills south of Pindwara (24°47’:73°03’), and flows through a valley carved 
between the Sirohi - Mount Abu hill range. On the eastern bank of the river 
Aravali hill range extends south of Pindwara town all through its length in the 
State. It flows for a distance of about 50 km in Rajasthan. The river has a 
number of tributaries, the major ones being Dharvol Nadi, Gohlen Nadi, Kukri 
Nadi and Sukli Nadi, all originating in the hills north-east of Sirohi town. 

West Banas Basin represents a trellis drainage pattern, with West Banas River 
and Sukli River being subsequent streams which appear to have adjusted 
themselves to the Phulad Lineament and the Pali Lineament, respectively. The 
first and second order streams are, however, consequent streams laid down in a 
dendritic pattern. 

4.1.3 Geology 

The geological sequence of rock formations in West Banas Basin is given in 
Table 4.1-1. 

Table 4.1-1: Geological Sequence in West Banas Basin 


Era 

Age 

Super-Group 

Group 

Rock Formation 

Quaternary 

Sub-Recent to 
Recent 

Aeolian 
deposits (and 
Colluvium) 

Alluvium 

Windblown sands (sand dunes) 
cobbles, pebbles, gravels, sands, 
silts, clays and kankar 

-X-X 

-X-X - 

— x-Unconformity-x- 


Middle to 

Lower 

Lower 

Malani 

Rhyolitic lavas with abundant 
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Era 

Age 

Super-Group 

Group 

Rock Formation 

Upper 

Proterozoic 

Precambrian to 
Upper 

Precambrian 

Vindhyan 


pyroclastic material (exposed as a 
small outline near Malwar 
(24o49’:72o24’) SSW of Sirohi town 
on the northeastern boundary of the 
Basin 

(post-Delhi 
extrusives and 
220intrusive) 

Erinpura (Sandra- 
Ambaji) granite and 
gneiss 

Granites, gneisses, pegmatites, 
amphibolites, epidiorites 

Middle to 

Upper 

Proterozoic 

Middle 

Proterozoic 

Delhi 

Sirohi 

Phyllites, mica schists, dolomites, 
marbles and gneisses 


Source: Geological Survey of India. 

4 . 1.4 Sub-Surface Hydrogeology 


The sub-surface hydrogeology has been studied with the help of one 
hydrogeological cross-section A-A' along Chandrawati-Banas. This cross- 
section has been prepared on the basis of exploratory tube wells and 
piezometers drilled by CGWB and RGWD. The cross-section line and its 
respective section have been shown in Figure 4.1-1 and Figure 4.1-2. 

Hydrogeological Cross-Section A-A', West Banas Basin 

The cross- section A-A' (see Figure 4.1-1 and Figure 4.1-2) in West Banas 
Basin has been drawn from Chandrawati village in south-western part of the 
basin, to Banas village in north-eastern part of the basin. The total length of the 
cross-section is 36 kms. The ground level elevation ranges from RL 253.45 m 
(Chandrawati Village) to RL 341 m (Banas Village) amsl. It is revealed from 
the cross-section, that Older Alluvium of Quaternary age occupies 12 m 
thickness in most part of the basin. The Alluvium comprises fine sand along 
with Clay and Kankar. The cross- section depicts that in south-western part of 
the basin, Granite is the bed-rock encountered at 12 m bgl (Chandrawati 
Village) that extends up to total explored depth of 60 m bgl. In center and 
north-eastern part of the basin, Schist of Delhi Super Group is the basement 
but patches of Ambhibolites and Dolerites of pre-Aravali age are also 
encountered in pockets. In village Akrabhatta, Dolerite is encountered at 48 m 
depth bgl while in Banas village, intrusion of Amphibolites at 27 m bgl have 
been encountered. The groundwater level in Chandrawati village is 16 m bgl. 
Water in Akrabhatta village is 18 m bgl while in Banas village, it is 15 m bgl. 


App. WEB-IN-24740-R13-073 

Surface and Ground Water Availability 
220 


July, 2014 






24°30'N 24°45'N 


STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Figure 4.1-1 Hydrogeological Cross Section Line of West Banas Basin 


72°30'E 72°45'E 73°E 73°15’E 



HYDROGEOLOGICAL 
CROSS SECTION LINE 
WEST BANAS RIVER 
BASIN 


Legend 

-Geological Cross Section Line (A-A') 

Boundaries 

-State 

- River Basin 
-District 


Labels 

State DISTRICT River Basin 



GOVERNMENT OF RAJASTHAN 

WATER RESOURCES PLANNING DEPARTMENT 
PLANNING OF WATER RESOURCES OF RAJASTHAN 


TAHAL Consulting Engineers Ltd. 
in association with 
WAPCOS and INRM Consultants Pvt. 


Source: CGWB and RGWD 
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Figure 4.1-2 Hydrogeological Cross Section of West Banas Basin A-A' 



Source: CGWB and RGWD 


App. WEB-IN-24740-R13-073 

Surface and Ground Water Availability 
222 


July, 2014 






























STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


4.2 Aquifer Units and Characteristics 

4.2.1 Description 

This basin is mainly occupied by Gneisses and Erinpura Granite rock units. 
The Erinpura Granite of post Delhi age and Gneisses of Delhi Super Group are 
found on the eastern boundary of the basin in Pindwara and Abu Road Block 
of Sirohi District. The area occupied by various aquifer units in the basin is 
given in the Table 4.2-1. 

Table 4.2-1: Aquifer Units with Occupied Area in West Banas Basin 


Basin 

Aquifer Units 

Area (Km 2 ) 


Erinpura Granite 

760.20 

West Banas 

Gneisses 

984.38 


Phyllite & Schist 

86.76 

Basin Total 


1,831.34 

Source: CGWB and 

RGWD 


The aquifer map (hydrogeological unit map) of the basin is presented in 
Drawing No.WEB-GW-001 (in Volume 3c). In the basin area the Gneisses 
aquifer of Delhi Super Group extends in a northeast-southwest direction, 
covers most part of the basin. It is bounded in the western part by northeast- 
southwest extending Erinpura Granite. The hydrogeological characteristics of 
aquifers of the basin are shown in Table 4.2-2. 

4.2.2 Aquifer Characteristics 

The average depth of aquifer in the basin area range from 60.00 m in Phyllite 
& Schist aquifer to 72.59 m in Erinpura Granite aquifer. The static 
groundwater range from minimum of 0.80 m bgl at village Sanwara in 
Gneisses formation to 30.00 m bgl at village Nagani in Erinpura Granite 
whereas the average static water level range in the entire basin area is from 
7.73 to 9.38 m bgl in Gneisses and Erinpura Granite aquifers. The average 
minimum discharge of wells is 1.57 lps and the maximum is 3.78 lps. The 
average maximum specific capacity of the well is 4.73 lps/m and average 
transmissivity in Gneisses aquifer is 295.00 m 2 /day. 
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Table 4.2-2: Hydrogeological Characteristics of Aquifer Units of West Banas Basin 


Basin 

Aquifer Units 

Depth 

Drilled 

(m) 

Static Water Level 
(m bgl) 

Discharge 

(Ips) 

Drawdown (m) 

Specific 

Capacity 

(Ips/m) 

Transmissivity 

(m 2 /day) 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

West Banas 

Erinpura Granite 

36.00 

131.75 

72.59 

3.33 

30.00 

9.38 

0.25 

5.04 

1.57 

6.20 

11.26 

8.73 

0.30 

0.65 

0.47 

- 

- 

- 

Gneisses 

21.00 

138.70 

72.57 

0.80 

16.00 

7.73 

0.25 

18.90 

3.43 

0.62 

6.00 

3.12 

0.11 

14.69 

4.73 

295.00 

295.00 

295.00 

Phyllite & Schist 

60.00 

60.00 

60.00 

8.00 

8.00 

8.00 

3.78 

3.78 

3.78 

- 

- 

- 

- 

- 

- 

- 

- 

- 


Source: CGWB and RGWD 
Note: 

1. The data variously pertain to period 1960-2010. 

2. The same value data reflects the availability of data from one place only. 

3. Detailed information on location / village for the above observed parameters values are given in Annex GW-8. 
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4.3 Depth to Groundwater Table 

4.3.1 Monitoring / Observation Wells 

In the entire basin area, there are 101 groundwater observations wells where 
water levels have been observed and analysed during pre-monsoon 2010. Out 
of these, 87 observation wells belong to RGWD and 14 to CGWB. The break 
up is given in Table 4.3-1. 

Table 4.3-1: Monitoring/Observation Wells in West Banas Basin 


Basin 

CGWB 

RGWD 

Total Observation 
wells 

West Banas 

14 

87 

101 


Source: CGWB and RGWD 


4.3.2 Historic Trends of Groundwater Levels 

An analysis of the historic groundwater levels and trends between the years 
1984-2010 is presented below. Weighted average groundwater levels during 
the examined period were generated based on the measured level in each well 
and its Thiessen weight within the basin. The weighted average groundwater 
levels in the basin are presented in the graph below and given in Table 4.3-3. 

Figure 4.3-1 presents the long-term groundwater levels in the West Banas 
Basin during the period 1984-2010. Groundwater levels declined very 
moderately from an elevation of 455 m amsl in 1984 to -449 m amsl in 2010 
(pre monsoon). 

The average decline rate is -0.16 m/yr in the pre monsoon and -0.11 m/yr in the 
post monsoon as shown in Table 4.3-2. 

Both pre and post levels demonstrate very similar annual fluctuations and long 
term patterns. Post monsoon stages are always higher than the pre monsoon 
levels and the gap is close to constant throughout the years. 

Table 4.3-2: Water Table Decline / Rise* Rates in West Banas Basin 


Basin 

Main 

Formation 

Rate Pre Monsoon [m/yr] 

Rate Post Monsoon [m/yr] 

Mean 

Min 

Max 

Mean 

Min 

Max 

West Banas 

Gneisses 

-0.16 

0.20 

-0.56 

-0.11 

0.21 

-0.77 
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Figure 4.3-1: Long Term Groundwater Levels and Rainfall Trends in West Banas Basin (1984- 

2010 ) 


River Basin : WEST BANAS 
Main Aquifer: Gneisses 

y =-0,15 7x+4 54.724 y= -0,110*+ 4S7.SS9 



Year 


I mm Rainfa ll -- Water Level - Pre Mon&oon Water Level - Post Monso on 

—Trend (Rainfall} _ — Tre n d (Water Level ■ Pre Monsoon) — Tre nd (Water Levs I -Fos t Mon soon} 

Source: Groundwater level data of CGWB and RGWD 

Table 4.3-3: Weighted Average Ground Water Levels (m amsl) 1984-2010 -West Banas Basin 


Year 

Pre Monsoon 
(m amsl) 

Post Monsoon 
(m amsl) 

1984 

454.79 

459.04 

1985 

453.05 

457.55 

1986 

452.75 

456.80 

1987 

452.22 

454.06 

1988 

452.99 

455.51 

1989 

453.40 

456.26 

1990 

455.82 

459.22 

1991 

453.60 

457.43 

1992 

456.28 

460.60 

1993 

454.64 

458.13 

1994 

455.89 

460.58 

1995 

453.12 

457.30 

1996 

452.53 

456.30 

1997 

453.87 

458.18 

1998 

452.61 

456.86 

1999 

450.61 

453.31 

2000 

449.61 

452.06 

2001 

450.62 

452.86 

2002 

448.98 

451.04 

2003 

451.93 

456.60 

2004 

450.08 

453.55 
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Year 

Pre Monsoon 
(m amsl) 

Post Monsoon 
(m amsl) 

2005 

452.07 

455.97 

2006 

454.66 

459.98 

2007 

452.98 

457.74 

2008 

450.92 

455.28 

2009 

449.04 

452.62 

2010 

449.04 

456.53 


Source: Groundwater level data of CGWB and RGWD 

4.3.3 Depth to Groundwater Level (Year 2010) 

The pre-monsoon (2010) groundwater table map of West Banas Basin is 
presented in Drawing No. WEB-GW-002 (in Volume 3c). From the map it 
may be seen that a large area is covered with groundwater levels of 10 to 20 m 
bgl except small area along borders of the basin in the eastern and southern 
periphery of the basin which have registered groundwater level of 5 - 10 m bgl. 
Groundwater levels of more than 20 m bgl occur in isolated patches in the 
central part of the basin area and along the western and south-western border 
of the basin area. 

In post-monsoon period (2010) (Drawing No. WEB-GW-003 in Volume 3c) 
more than half of the area recorded rise in levels as revealed by 5 - 10 m water 
table depth zone and 2-5 m and less than 2 m water table depths zones, as a 
result of monsoon rainfall recharge. The eastern half of the basin area have 
water levels between 2 to 10 m bgl while the western half of the basin area 
have water levels of more than 10 m bgl except two isolated pockets on the 
western and southern border of the basin. 

4.3.4 Long Term Groundwater Trends 

Based on the long term groundwater levels trends (Table 4.3-4), a prediction of 
the observation wells (RGWD & CGWB database) which are expected to 
become dry in the future is presented in Table 4.3-5. By the year 2020 (pre¬ 
monsoon) -32% of the monitoring wells are expected to become dry, by the 
year 2040 -68% of the wells and by the year 2060 -77% of the wells will 
become dry. The drying scenario during post-monsoon period is significantly 
less. By the year 2020 all the monitoring wells will record presence of water 
levels in them, but by the year 2040 16% of the existing monitoring wells and 
by the year 2060, 23% of wells may become dry. 


Table 4.3-4: Predicted Average Groundwater Levels in West Banas Basin 



Pre Monsoon Levels, (m amsl) 

Post Monsoon Levels, (m amsl) 

Basin 

Current 

1 

Predicted 


Current 

Predicted 


2010 

2020 

2040 

2060 

2010 

2020 2040 2060 

West Banas Basin 

449.04 

447.47 

444.32 

439.61 

456.53 

455.43 453.23 449.92 


App. WEB-IN-24740-R13-073 

Surface and Ground Water Availability 
227 


July, 2014 





STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table 4.3-5: Prediction of Dry Observation Wells* - West Banas Basin 


Basin 

Pre-monsoon Dry 
Observation Wells, 

[%] 

Post-monsoon Dry Observation 
Wells, [%] 

Prediction 

Prediction 

2020 

2040 

2060 

2020 

2040 

2060 

West Banas 

32 

68 

77 

0 

16 

23 


*RGWD and CGWB wells only 


4.3.5 Groundwater Level Fluctuation 

Table 4.3-6 shows aquifer unit-wise fluctuations in levels of groundwater of 
West Banas Basin (for data refer Annex GW-3 of Main Report). 

Table 4.3-6: Aquifer Wise Groundwater Level Fluctuation in West Banas Basin (Pre monsoon 

2010 ) 


Basin 

Hydrogeological 

Number 

Ground Water Level 
Fluctuation, m 

Unit 

of Wells 

Min. 

Max. 

Average 


Erinpura Granite 

31 

1.33 

10.68 

5.28 

West Banas 

Gneisses 

43 

0.15 

10.18 

6.48 


Phyllite & Schist 

2 

8.43 

8.68 

8.56 

Basin Summary 

76 

0.15 

10.68 

6.05 

Source: Ground water level dal 

a year of CGWB and RGWD 


The minimum and maximum seasonal fluctuations in level of groundwater in 
the basin range from 0.15 m to 10.68 m, the average being 6.05 m. Average 
fluctuation in levels of groundwater of the order of 5.28 m to 8.56 m has 
occurred in Erinpura Granite and Phyllite & Schist aquifers of the basin. 

4.3.6 Groundwater Flow Direction 

This relatively small basin is drained southwards by the West Banas River and 
its many small tributaries (Suklanalla, Batriya, Gokli and others) into the Sipu 
River in the State of Gujarat. The same Sipu River also drains the Sukli Basin. 
This basin, along with the Sukli Basin in the west and the Sabarmati Basin in 
the east constitute the southern tip of the Aravali mountain range within 
Rajasthan. 

As displayed in the map (Drawing No. WEB-GW-004 in Volume 3c), both the 
eastern part of the basin, along the border of Sabarmati basin, and the western 
part, are characterized by rough mountainous countryside (Mount Abu 
batholith in the west, along the border with the Sukli Basin), occupied by 
crystalline rocks typical to the Aravali such as the, Gneisses and Erinpura 
Granite. Consequently, the groundwater table contours display rather steep 
hydraulic gradients, about 10 m/km but lower at the downstream in the that 
terrain sections, after converging along the river channels. Generally, the 
groundwater contours outlines are parallel to the surface morphological 
features, typical to the hilly areas of State. The groundwater flow is generally 
in southwesterly direction in the basin area. 

Depth to water level all through the basin is usually less than 10 m bgl. Such as 
is the case with other similar basins (Mahi, Sukli and upstream parts of other 
basins). It is an unequivocal indication of very poor transmissivity, very poor 
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recharge (most of the precipitation is drained by means of the surface network) 
with almost no static reserves. It may also explain the common base flow 
phenomena, another indication of rather poor groundwater potential. 

4.4 Groundwater Quality 

4.4.1 Introduction 

The groundwater quality has been appraised with reference to selected 
parameters, namely: 

• Concentration of Chloride (Cl) ion in groundwater samples; 

• Concentration of Fluoride (F) ion in groundwater samples; 

• Concentration of Nitrate (NO 3 ) ion in groundwater samples; 

• EC value in groundwater samples. 

The manner of obtaining and analyzing the relevant data are described in the 
Main Report. The description below refers to the relevant parameters as 
observed in this Basin. 

4.4.2 Distribution of Chlorides in Groundwater 

As shown in Figure 4.4-1, average Chlorides concentration values throughout 
the time span of 1984 - 2010 ranged from 175.16 mg/1 to 374.96 mg/1, with an 
average of 235 mg/1 and an annual increase of 3.80 mg/1, still between the 
desirable to permissible limits (250 mg/1 and 1,000 mg/1, respectively) for 
drinking water. The maximal (from the higher most 5% values) values may 
reach as high as 1,600 mg/ 1 , from the year 2000 and onwards, most probably 
due to pollution events that are commonly encountered in other basins as well. 
The data used for preparing the graphs is given in Table 4.4-5 at the end of this 
chapter. 
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Figure 4.4-1: Long Term Average Chloride Concentrations in West Banas Basin 1984-2010 



—♦— AVERAGE - 5% U P - 5%DOWN -Linear (AVERAGE) 

*No data during the period 1990-2000 

Source: Groundwater chemical analysis data of CGWB and RGWD 


The year 2010 pre monsoon Chlorides distribution map of the basin is 
presented in Drawing No.WEB-GW-005 (in Volume 3c). It may be seen that a 
north-east-southwest extending area in central part of the basin and a small part 
of Erinpura Granite in north-western part of the basin and Gneisses in the 
central part of basin area are saline groundwater zones. Otherwise the entire 
basin area have Chloride concentration upto the maximum permissible limit 
up to 1,000 mg/1. 

Percent area occupied with various levels of Chlorides in aquifers is given 
Table 4.4-1. 

Table 4.4-1: Aquifer-wise Percent Area Occupied with Various Levels of Chloride (mg/I) in 

Groundwater of West Banas Basin 


Basin 

Hydrogeological Unit 

Percent area Occupied with 
Various Levels of Chloride, mg/I 

<250 

250-1,000 

>1,000 

West Banas 

Erinpura Granite 

64.85 

34.57 

0.58 

Gneisses 

54.76 

44.34 

0.90 

Phyllite & Schist 

76.30 

23.70 

0.00 

Basin Summary 

59.97 

39.31 

0.72 


Source: Groundwater chemical analysis data of pre-monsoon 2010 CGWB and RGWD 


From the above table it can be inferred that about 59.97% area of basin bears 
fresh groundwater with Chlorides levels in groundwater <250 mg/1 whereas 
remaining area mostly occupied by Erinpura Granite and Gneisses rock units 
bear potable groundwater. Only a small area of 0.72% contains unsuitable 
quality of groundwater. 
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4.4.3 Distribution of Fluorides in Groundwater 

As shown in Figure 4.4-2, average Fluorides concentration ranges from a 
minimum of 0.98 mg/1 to 2.3 mg/1, averaging 1.5 mg/1. A rather stable 
concentration with minimal (lower most 5%) values of less than 0.5 mg/1 to 
maximal (upper most 5%) values above 7 mg/1, a rather high figure. Due to a 
reason unknown, the highest values are also recorded from the year 2000 and 
onwards. Naturally, there is a clear correlation between Fluoride records and 
lithology, i.e. highest values in Erinpura Granite of the Aravali and even in the 
Gneisses. The data used for preparing the graphs is given in Table 4.4-5 at the 
end of this chapter. 


Figure 4.4-2: Long Term Average Fluoride Concentrations in West Banas Basin 1984-2010 



Source: Groundwater chemical analysis data of CGWB and RGWD 

The pre monsoon 2010 distribution of Fluorides in groundwater of the basin is 
presented in Drawing No. WEB-GW-006 (in Volume 3c). It may be seen that 
western part of the basin in Sirohi District is covered with highly Fluoride 
levels in groundwater having concentration beyond 1.5 mg/1, which is the 
upper limit of usable groundwater water for drinking purposes. Two small 
pockets of the same levels of Fluoride concentration also exists in central part 
of the basin. By and large, the major part of basin contains suitable quality 
groundwater with Fluoride levels being less than 1.5 mg/1. 

Table 4.4-2 shows aquifer-wise percent area with different levels of Fluorides 
in groundwater. 
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Table 4.4-2: Aquifer-wise Percent Area Occupied with Various Levels of 


Fluoride (mg/I) in Groundwater of West Banas Basin 


Basin 

Hydrogeological Unit 

Percent Area Oc 
Various Levels of 

cupied with 
Fluoride, mg/I 

<1.0 

1.0-1.5 

>1.5 

West Banas 

Erinpura Granite 

29.42 

22.39 

48.19 

Gneisses 

50.51 

39.20 

10.29 

Phyllite & Schist 

0.00 

77.63 

22.37 

Basin Summary 


39.36 

34.04 

26.60 

Source: Groundwater chemical analysis data of pre-monsoon 201 

0 CGWB and RGWD 


About 26% area of the basin comprises unsuitable quality groundwater which 
ranges from 10.29% in Gneisses unit to 48.19% in Erinpura Granite unit of the 
basin. 

4.4.4 Distribution of Nitrates in Groundwater 

As shown in Figure 4.4-3, the Nitrates (NO 3 ) average values range from 25.86 
mg/1 to 143.62 mg/1 with an average of 75 mg/1 and an annual increase, of 2.5 
mg/1. Minimal (lowermost 5%) are 30-40 mg/1, maximal (higher most 5%) 
may reach above 600 mg/1, clearly at the onset of 2000 and onwards. These 
high values are clearly recorded along the central, low lying belt following the 
river channel but also, due to an unaccounted for reason, in a rather large area 
in the north west, on the boundary with the Luni Basin. The data used for 
preparing the graphs is given in Table 4.4-5. 

Figure 4.4-3: Long Term Average Nitrate Concentrations in West Banas Basin 1984-2010 



t AVERAGE - 5% UP - 5% DOWN -Linear (AVERAGE) 

*No data during the period 1990-2000 

Source: Groundwater chemical analysis data of CGWB and RGWD 
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The pre monsoon 2010 Nitrate distribution map of the basin is given in 
Drawing No. WEB-GW-007 (in Volume 3c). It may be seen that a large part of 
Erinpura Granite aquifer in northern part of the basin and isolated pockets at 
their places in central and south-western part of the basin, have high Nitrate 
levels groundwater of >100 mg/1. Otherwise a large part of the basin occupied 
with Gneisses and Erinpura Granite, contains potable quality groundwater with 
Nitrates concentration levels in groundwater being within permissible limits 
for drinking purposes. 

The aquifer-wise percent area occupied with various levels of Nitrates 
concentration in aquifers of basin is given in Table 4.4-3. 

Table 4.4-3 Aquifer-wise Percent Area occupied with various Levels of Nitrate (mg/I) in 

Groundwater West Banas Basin 


Basin 

Hydrogeological Unit 

Percent area occi 
various levels of N 

jpied with 
itrate, mg/I 



<45 

45-100 

>100 


Erinpura Granite 

50.33 

33.84 

15.83 

West Banas 

Gneisses 

68.53 

26.07 

5.40 


Phyllite & Schist 

58.71 

18.93 

22.36 

Basin Summary 

60.51 

28.96 

10.53 

Source: Groundwater chemical analysis data of pre-monsoon 201C 

CGWB anc 

RGWD 


The above table indicates that 60.51% area of the basin have groundwater 
suitable for drinking purpose. About 28.96% area contains Nitrate levels 
within permissible limits. Rest 10.53% area is totally unsuitable for drinking 
purpose. Erinpura Granite and Phyllite & Schist aquifers covers 15.83% and 
22.36% area respectively this unsuitable quality range in the basin area. 

4.4.5 Distribution of EC in Groundwater 

As shown in Figure 4.4-4, the Electrical Conductivity (EC) picture is similar to 
the Chloride distribution, ranging from an average value of 1,237.18 to 
2,173.79 pS/cm, an average of 1,482 pS/cm and a relatively sharp increase of 
15 pS/cm per annum. Minimal (lower most 5%) values are lower than 400 
pS/cm but the maximal (higher most 5% of values) ones may reach above 
8,000 pS/cm, which appears to be a localized event of contamination from the 
ground surface, encountered in other basins as well (from the year 2000 and 
onwards). This probable linkage may be supported by the portrayed 
distribution of the high Chlorides and Electrical Conductivity patches along the 
river channel. The data used for preparing the graphs is given in Table 4.4-5. 
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Figure 4.4-4: Long Term Average Electrical Conductivity Values in West Banas Basin 1984-2010 



*No data during the period 1990-2000 

Source: Groundwater chemical analysis data of CGWB and RGWD 


The pre-monsoon 2010 EC distribution map of the shallow groundwater in the 
basin is presented in Drawing No. WEB-GW-008 (in Volume 3c). It may be 
seen from the map that almost entire basin except one isolated pocket in the 
central part of the basin have usable quality groundwater suitable for irrigation. 
The groundwater with EC levels between 2,250-5,000 pS/cm pockets stretch 
northeast-southwest through central part of the basin. 

The aquifer-wise percent area of various EC levels in groundwater of basin is 
shown in Table 4.4-4. 

Table 4.4-4: Aquifer-wise Percent Area Occupied with Various Levels of EC in Groundwater of 

West Banas Basin 


Basin 

Hydrogeological Unit 

Percent Area Occupied with 

Various Levels of Electrical Conductivity, pS/cm 

<750 

750 - 2,250 

2,250 - 5,000 

> 5,000 

West Banas 

Erinpura Granite 

12.16 

81.04 

6.80 

0.00 

Gneisses 

13.21 

74.20 

12.17 

0.42 

Phyllite & Schist 

7.41 

70.22 

22.37 

0.00 

Basin Summary 

12.50 

76.85 

10.42 

0.23 


Source: Groundwater chemical analysis data o 


pre-monsoon 2010 CGWB and RGWD 


In West Banas Basin, 10.65% area is covered with saline groundwater with EC 
concentration level of 2,250 to 5,000 pS/cm or beyond and remaining 89.35% 
is fit for irrigation use with EC concentration between 750 to 2,250 pS/cm or 
below. The area occupied by less than 750 pS/cm EC level groundwater in the 
basin is only 12.50%. 


Groundwater quality within the basin is generally good, i.e. within the 
desirable to permissible limits. Recorded deteriorations are meagre, seemingly 
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a product of contamination from the ground surface as the water level is 
shallow and presence of hard rock aquifers, although weathered, is not likely to 
guarantee a proper impervious mantle on top of the operative section of the 
aquifers. On its face value no quality deterioration hazards due to natural 
causes is expected but only locally due to groundwater contamination from the 
surface water channels can take place. 
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Table 4.4-5: Long Term Groundwater Quality Trends - West Banas Basin 


Year 

Season 

Chloride (mg/I) 

Electrical Conductivity (jjS/cm) 

Fluoride (m< 

3 /l) 

Nitrate (mg/I) 

5% UP 

AVERAGE 

5% DOWN 

5% UP 

AVERAGE 

5% DOWN 

5% UP 

AVERAGE 

5% DOWN 

5% UP 

AVERAGE 

5% DOWN 

1984 

Pre - Monsoon 

- 

175.16 

- 

- 

1,260.55 

- 

- 

1.61 

- 

- 

39.80 

- 

1984 

Post - Monsoon 

64648 

180.12 

37.58 

3,050.83 

1,274.32 

407.22 

5.07 

1.74 

0.47 

189.24 

46.24 

13.64 

1985 

Pre - Monsoon 

68374 

185.09 

38.88 

3,156.67 

1,288.09 

397.78 

5.33 

1.87 

0.53 

238.77 

52.67 

12.40 

1985 

Post - Monsoon 

68747 

212.52 

40.18 

3,141.67 

1,397.10 

388.33 

5.60 

1.76 

0.53 

288.30 

53.39 

11.16 

1986 

Pre - Monsoon 

645.19 

207.20 

41.95 

2,932.17 

1,401.29 

421.67 

4.71 

1.41 

0.40 

91.55 

51.08 

12.68 

1986 

Post - Monsoon 

616.83 

225.54 

41.36 

2,831.00 

1,458.91 

386.67 

5.16 

1.56 

0.47 

109.95 

43.02 

10.47 

1987 

Pre - Monsoon 

577.84 

230.67 

45.91 

2,703.33 

1,493.79 

421.33 

4.67 

1.41 

0.53 

93.21 

35.62 

13.89 

1987 

Post - Monsoon 

478.22 

188.33 

42.25 

2,473.33 

1,295.10 

417.33 

5.13 

1.67 

0.63 

99.82 

37.43 

17.86 

1988 

Pre - Monsoon 

490.94 

222.16 

40.77 

2,358.89 

1,407.88 

423.78 

3.47 

1.50 

0.56 

93.00 

45.60 

20.72 

1988 

Post - Monsoon 

535.81 

224.07 

42.84 

2,552.78 

1,422.43 

454.72 

4.47 

1.65 

0.48 

92.28 

51.88 

26.07 

1989 

Pre - Monsoon 

580.67 

225.99 

44.90 

2,746.67 

1,436.98 

485.67 

5.47 

1.80 

0.40 

91.55 

58.16 

31.41 

1989 

Post - Monsoon 

475.03 

203.21 

44.60 

2,269.33 

1,383.83 

486.14 

4.67 

1.40 

0.40 

33.78 

25.86 

24.58 

1990 

Pre - Monsoon 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

1990 

Post - Monsoon 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

1991 

Pre - Monsoon 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

1991 

Post - Monsoon 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

1992 

Pre - Monsoon 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

1992 

Post - Monsoon 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

1993 

Pre - Monsoon 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

1993 

Post - Monsoon 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

1994 

Pre - Monsoon 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

1994 

Post - Monsoon 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

1995 

Pre - Monsoon 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

1995 

Post - Monsoon 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

1996 

Pre - Monsoon 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 
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Year 

Season 

Chloride (mg 

I/I) 

Electrical Conductivity (pS/cm) 

Fluoride (me 

|/l) 

Nitrate (mg/I) 

5% UP 

AVERAGE 

5% DOWN 

5% UP 

AVERAGE 

5% DOWN 

5% UP 

AVERAGE 

5% DOWN 

5% UP 

AVERAGE 

5% DOWN 

1996 

Post - Monsoon 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

1997 

Pre - Monsoon 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

1997 

'ost - Monsoon 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

998 

3 re - Monsoon 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

1998 

Post - Monsoon 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

1999 

Pre - Monsoon 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

1999 

Post - Monsoon 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

2000 

Pre - Monsoon 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

2000 

Post - Monsoon 

1,051.68 

237.02 

37.81 

4,140.00 

1,452.78 

496.67 

3.87 

1.14 

0.32 

195.30 

62.66 

23.35 

2001 

Pre - Monsoon 

798.81 

208.09 

44.90 

3,043.33 

1,281.03 

426.67 

4.05 

1.74 

0.75 

85.56 

51.09 

25.47 

2001 

Post - Monsoon 

771.63 

200.88 

43.72 

2,968.33 

1,259.10 

465.00 

4.38 

1.75 

0.62 

63.45 

46.23 

25.83 

2002 

Pre - Monsoon 

744.45 

193.67 

42.54 

2,893.33 

1,237.18 

503.33 

4.71 

1.77 

0.48 

91.33 

41.38 

26.20 

2002 

Post - Monsoon 

1,125.42 

227.60 

39.71 

4,400.00 

1,483.41 

456.67 

5.40 

1.66 

1.47 

233.12 

68.00 

28.31 

2003 

Pre - Monsoon 

706.64 

215.26 

41.30 

2,820.00 

1,411.28 

486.67 

7.24 

2.28 

0.61 

101.27 

58.86 

29.04 

2003 

Post - Monsoon 

1,474.72 

371.87 

56.72 

5,966.67 

2,011.65 

520.00 

5.40 

1.72 

0.49 

625.37 

137.58 

41.33 

2004 

Pre - Monsoon 

1,117.86 

258.41 

61.45 

4,733.33 

1,610.84 

440.00 

5.51 

1.90 

0.52 

397.83 

101.87 

35.55 

2004 

Post - Monsoon 

1,188.76 

245.56 

44.90 

5,166.67 

1,615.51 

460.00 

5.99 

1.70 

0.47 

453.84 

99.10 

35.13 

2005 

Pre - Monsoon 

985.51 

237.43 

54.36 

4,666.67 

1,633.72 

553.33 

6.68 

2.28 

1.25 

96.31 

76.26 

27.28 

2005 

Post - Monsoon 

1,288.02 

266.04 

49.63 

5,300.00 

1,669.96 

550.00 

6.60 

1.85 

0.41 

421.19 

101.28 

27.90 

2006 

Pre - Monsoon 

1,155.67 

253.76 

63.81 

4,966.67 

1,547.01 

540.00 

5.70 

1.60 

0.53 

306.49 

83.50 

20.46 

2006 

Post - Monsoon 

1,611.79 

374.96 

40.18 

8,533.33 

2,173.79 

550.00 

4.20 

2.18 

0.60 

565.03 

143.62 

11.78 

2007 

Pre - Monsoon 

1,583.43 

337.29 

54.36 

5,950.00 

1,818.87 

516.67 

5.53 

1.64 

0.63 

518.32 

128.76 

25.21 

2007 

Post - Monsoon 

1,524.35 

323.02 

54.36 

6,366.67 

1,741.75 

613.33 

3.73 

0.98 

0.40 

426.35 

115.51 

29.97 

2008 

Pre - Monsoon 

1,512.53 

323.11 

42.54 

5,900.00 

1,720.76 

373.33 

3.80 

1.03 

0.70 

348.85 

104.51 

24.39 

2008 

Post - Monsoon 

1,221.84 

303.22 

73.26 

4,800.00 

1,652.26 

490.00 

3.87 

1.40 

0.50 

294.50 

100.28 

29.14 

2009 

Pre - Monsoon 

1,132.04 

256.42 

59.08 

4,453.33 

1,575.39 

566.67 

3.12 

1.26 

0.53 

130.61 

77.37 

33.89 
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Year 

Season 

Chloride (mg 

I/I) 

Electrical Conductivity (pS/cm) 

Fluoride (me 

|/l) 

Nitrate (mg/I) 

5% UP 

AVERAGE 

5% DOWN 

5% UP 

AVERAGE 

5% DOWN 

5% UP 

AVERAGE 

5% DOWN 

5% UP 

AVERAGE 

5% DOWN 

2009 

Post - Monsoon 

1,547.98 

294.81 

35.53 

6,133.33 

1,660.96 

515.00 

4.67 

1.62 

0.56 

319.51 

97.36 

32.24 

2010 

Pre - Monsoon 

704.87 

221.39 

7.56 

896.67 

1,700.03 

480.00 

4.64 

1.85 

0.55 

68.43 

65.25 

22.73 

010 

'ost - Monsoon 

515.65 

237.07 

15.13 

593.33 

1,714.81 

430.00 

5.12 

2.01 

0.53 

54.59 

53.78 

20.67 

Source: Ground 

Iwater chemical analysis d 

ata 1984-201 

OofCGWB and RGWD 
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4.5 

4.5.1 


Groundwater Draft 

Historic Groundwater Drafts (1995-2009) 

Total drafts for selected years between 1995 and 2009 are presented in Figure 
4.5-1 and Table 4.5-1. The total draft increased from -57 Mm 3 in 1995 to -75 
Mm 3 at 2009, a total increase of -18 Mm 3 in 15 years. The average annual 
draft increase rate is 1.23 Mm 3 /y and the overall relative growth is -32% (see 
Table 4.5-1 and Figure 4.5-1). 

The combination between significant increase in drafts and hard rocks 
formations of low trasmissivity results in the observed decline in groundwater 
levels, on a regional scale. This has a direct effect on the dynamic and static 
reserves in the basin and because the majority of wells are shallow many of 
them are becoming dry in the summer season (Pre-Monsoon). 

Table 4.5-1: Groundwater Draft in West Banas Basin 1995-2009 


Basin 

1995 

2001 

2004 

2007 

2009 

1995-2009 

Groundwater Draft (Mm 3 ) 

Relative 

Change 

[%] 

Rate of 
Change 
[Mm 3 /yr] 

West Banas 
Basin 

56.81 

52.64 

68.01 

63.63 

74.91 

31.84 

1.21 


Source: Groundwater data ol 


CGWB and RGWD 



Source: Groundwater data of CGWB and RGWD 


4.5.2 Groundwater Draft (2010) 

Table 4.5-2 shows details of groundwater under abstraction from various 
aquifer units that cover the basin. It may be seen that in all 70.41 Mm 3 is being 
abstracted from the bed-rock aquifer units that comprise the basin, the largest 
being 36.71 Mm 3 for Gneisses and 32.51 Mm 3 from Erinpura Granite unit in 
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the basin. The details are given in Table 4.5-2 (for details see Section 3.2.6, 
Annex GW-5(a) & (b) of Main Report). 


Table 4.5-2: Details of Groundwater Draft in West Banas Basin (Year 2010) 


Basin 

Hydrogeological Unit 

Gross Draft in Fresh Groundwater 

Agricultural, 

Mm 3 /yr 

Domestic 

and 

Industrial, 

Mm 3 /yr 

All Uses, 
Mm 3 /yr 


Erinpura Granite 

25.75 

6.76 

32.51 

West Banas 

Gneisses 

31.38 

5.33 

36.71 


Phyllite & Schist 

1.08 

0.11 

1.19 

Basin Total 


58.21 

12.20 

70.41 

Source: Village wi 

se number of Tube wells/wells, data Co 

lected from Tehsils 


4.6 Groundwater Resources 

4.6.1 Assessment of Fresh Dynamic Groundwater Resources (Year 2010) 

The total net annually assessed fresh dynamic groundwater resource in the 
basin for the year 2010 is 69.63 Mm 3 and groundwater draft 70.41 Mm 3 . The 
stage of groundwater development in the basin is 101.12% and the basin is 
categorised as Over- Exploited category basin as shown in Table 4.6-l(a). 


Table 4.6-1 (a): Fresh Dynamic Groundwater Availability in West Banas Basin (Year 2010) 


Basin 

Net 

Groundwater 

Availability, 

Mm 3 

Gross Draft 
for All 
Uses, Mm 3 

Stage of 
Groundwater 
Development, 

% 

Category 

West Banas 

69.63 

70.41 

101.12 

Over Exploited 


The further details of fresh dynamic groundwater availability in various micro¬ 
watersheds of West Banas Basin for year 2010 is given in Table 4.6-l(b) (for 
details see Section 3.2.7, Annex GW-6(a) & (b) of Main Report). 

Table 4.6-1 (b): Micro Watershed and Aquifer Wise Fresh Dynamic Groundwater Availability in 

West Banas (Year 2010) 


Basin 

Micro Watershed 

Hydrogeological Unit 

Fresh Dynamic 
Groundwater 
Availability, Mm 3 

West Banas 

001 

Erinpura Granite 

0.29 

Gneisses 

4.20 

Sub Total 


4.49 

002 

Erinpura Granite 

2.01 

Gneisses 

3.66 

Phyllite & Schist 

- 

Sub Total 


5.67 

003 

Erinpura Granite 

6.98 

Gneisses 

1.03 

Phyllite & Schist 

0.77 

Sub Total 


8.78 

004 

Erinpura Granite 

8.79 

005 

Gneisses 

3.75 

Phyllite & Schist 

0.19 

Sub Total 


3.94 


App. WEB-IN-24740-R13-073 

Surface and Ground Water Availability 
240 


July, 2014 








STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Basin 

Micro Watershed 

Hydrogeological Unit 

Fresh Dynamic 
Groundwater 
Availability, Mm 3 

West Banas 

006 

Erinpura Granite 

- 

Gneisses 

3.27 

Phyllite & Schist 

0.09 

Sub Total 


3.36 

007 

Gneisses 

6.59 

008 

Erinpura Granite 

3.61 

Gneisses 

1.41 

Sub Total 


5.02 

009 

Erinpura Granite 

2.78 

Gneisses 

5.13 

Sub Total 


7.92 

010 

Erinpura Granite 

0.76 

Gneisses 

2.07 

Sub Total 


2.83 

011 

Erinpura Granite 

4.92 

Gneisses 

0.93 

Sub Total 


5.86 

012 

Erinpura Granite 

0.08 

Gneisses 

0.40 

Sub Total 


0.48 

013 

Erinpura Granite 

0.09 

Gneisses 

1.52 

Sub Total 


1.61 

014 

Erinpura Granite 

3.41 

Gneisses 

0.87 

Sub Total 


4.28 

Basin Total 

69.63 


Note: For details of Micro-watersheds see Table 2.1-2 and Figure 2.1-3 
Source: CGWB and RGWD 


4.6.2 Assessment of Saline Dynamic Groundwater Resources (Year 2010) 

The availability of saline dynamic ground water resource in basin for the year 
2010 is assessed as 4.26 Mm 3 as shown in Table 4.6-2 (for details see Annex 
GW-6(b) of Main Report). 


Table 4.6-2: Micro Watershed and Aquifer Wise Saline Dynamic Groundwater 
Availability in West Banas (Year 2010) 


Basin 

Micro Watershed 

Hydrogeological Unit 

Saline Dynamic 
Groundwater 
Availability, Mm 3 

West Banas 

001 

Erinpura Granite 

- 

Gneisses 

- 

Sub Total 


- 

002 

Erinpura Granite 

0.08 

Gneisses 

3.90 

Phyllite & Schist 

0.02 

Sub Total 


3.99 

003 

Erinpura Granite 

- 

Gneisses 

- 

Phyllite & Schist 

- 
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Basin 

Micro Watershed 

Hydrogeological Unit 

Saline Dynamic 
Groundwater 
Availability, Mm 3 

West Banas 

Sub Total 


- 

004 

Erinpura Granite 

- 

005 

Gneisses 

- 

Phyllite & Schist 

- 

Sub Total 


- 

006 

Erinpura Granite 

0.02 

Gneisses 

0.18 

Phyllite & Schist 

0.06 

Sub Total 


0.26 

007 

Gneisses 

- 

008 

Erinpura Granite 

- 

Gneisses 

- 

Sub Total 


- 

009 

Erinpura Granite 

- 

Gneisses 

- 

Sub Total 


- 

010 

Erinpura Granite 

- 

Gneisses 

- 

Sub Total 


- 

011 

Erinpura Granite 

- 

Gneisses 

- 

Sub Total 


- 

012 

Erinpura Granite 

- 

Gneisses 

- 

Sub Total 


- 

013 

Erinpura Granite 

- 

Gneisses 

- 

Sub Total 


- 

014 

Erinpura Granite 

- 

Gneisses 

- 

Sub Total 


- 

Basin Total 

4.26 


Source: CGWB and RGWD 


4.6.3 Assessment of Fresh Static Groundwater Resources (Year 2010) 

The fresh static groundwater resources for West Banas Basin for the year 2010 
are assessed as 7.44 Mm 3 and pertain only to bed-rock aquifer units of the 
basin. Aquifer unit-wise static groundwater resources are given in Table 4.6-3 
(for details see Section 3.2.8, Annex GW-7(a) & (b) of Main Report). 


Table 4.6-3: Micro Watershed and Aquifer Wise Fresh Static Groundwater Resources in West 

Bans(Year 2010) 


Basin 

Micro Watershed 

Hydrogeological Unit 

Fresh Static 
Groundwater 
Availability, Mm 3 

West Banas 

001 

Erinpura Granite 

0.03 

Gneisses 

0.43 

Sub Total 


0.46 

002 

Erinpura Granite 

0.26 

Gneisses 

0.40 
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Basin 

Micro Watershed 

Hydrogeological Unit 

Fresh Static 
Groundwater 
Availability, Mm 3 

West Banas 

002 

Phyllite & Schist 

- 

Sub Total 


0.66 

003 

Erinpura Granite 

0.74 

Gneisses 

0.11 

Phyllite & Schist 

0.10 

Sub Total 


0.95 

004 

Erinpura Granite 

0.65 

005 

Gneisses 

0.46 

Phyllite & Schist 

0.06 

Sub Total 


0.52 

006 

Erinpura Granite 


Gneisses 

0.46 

Phyllite & Schist 

0.07 

Sub Total 


0.53 

007 

Gneisses 

0.63 

008 

Erinpura Granite 

0.47 

Gneisses 

0.23 

Sub Total 


0.71 

009 

Erinpura Granite 

0.32 

Gneisses 

0.35 

Sub Total 


0.68 

010 

Erinpura Granite 

0.13 

Gneisses 

0.23 

Sub Total 


0.36 

011 

Erinpura Granite 

0.44 

Gneisses 

0.09 

Sub Total 


0.53 

012 

Erinpura Granite 

0.02 

Gneisses 

0.05 

Sub Total 


0.07 

013 

Erinpura Granite 

0.02 

Gneisses 

0.23 

Sub Total 


0.24 

014 

Erinpura Granite 

0.34 

Gneisses 

0.11 

Sub Total 


0.45 

Basin Total 

7.44 


Source: CGWB and RGWD 


4.6.4 Assessment of Saline Static Groundwater Resources (Year 2010) 

The availability of saline static ground water resource, in basin for the year 
2010 is assessed as 0.89 Mm 3 as shown in Table 4.6-4 (for details see Annex 
GW-7(b) of Main Report). 
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Table 4.6-4: Micro Watershed and Aquifer Wise Saline Static Groundwater Resources in West 

Bans(Year 2010) 


Basin 

Micro Watershed 

Hydrogeological 

Unit 

Saline Static Groundwater 
Availability, Mm 3 


001 

Erinpura Granite 

- 


Gneisses 

- 


Sub Total 


- 



Erinpura Granite 

0.03 


002 

Gneisses 

0.62 



Phyllite & Schist 

0.04 


Sub Total 


0.69 



Erinpura Granite 

- 


003 

Gneisses 

- 



Phyllite & Schist 

- 


Sub Total 


- 


004 

Erinpura Granite 

- 


005 

Gneisses 

- 


Phyllite & Schist 

- 


Sub Total 


- 



Erinpura Granite 

0.03 


006 

Gneisses 

0.07 



Phyllite & Schist 

0.10 


Sub Total 


0.19 


007 

Gneisses 

- 

West Banas 

008 

Erinpura Granite 

- 


Gneisses 

- 


Sub Total 


- 


009 

Erinpura Granite 

- 


Gneisses 

- 


Sub Total 


- 


010 

Erinpura Granite 

- 


Gneisses 

- 


Sub Total 


- 


011 

Erinpura Granite 

- 


Gneisses 

- 


Sub Total 


- 


012 

Erinpura Granite 

- 


Gneisses 

- 


Sub Total 


- 


013 

Erinpura Granite 

- 


Gneisses 

- 


Sub Total 


- 


014 

Erinpura Granite 

- 


Gneisses 

- 


Sub Total 


- 

Basin Total 

0.89 


Source: CGWB and RGWD 
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5. Summary of Water Availability in West Banas Basin 

5.1 Conceptual Approach (Assessment Considerations) 

Availability of water originating from various sources depends upon the source 

nature and subject to the following ToR requirements: 

• Locally generated surface water the starting point for its rational utilization is 
its availability in terms of ‘native’ or ‘virgin’ (un-intercepted) status, with its 
due dependability nature is considered the ‘hydrologic planning base data’ of 
this part of the Basin’s water sources. 

• In the case of imported water, the governing factor is the on-going (current) 
management of the relevant agreements. Dependability levels of this source 
of water relates to its own source, assumed to be maintained through the 
relevant delivery system. 

• Also for groundwater, its availability for long-term exploitation, clear of any 
current State of overdraft is the basic element. Since it is a derivative of 
rainfall, the dependability level of such rechargeable ‘dynamic’ groundwater 
availability relies on the statistic occurrence of precipitation. 

5.2 Basin Summary of Available Water 

The analysis above have been oriented according to the aforementioned 

assessment considerations, culminated in a summary as shown in Table 5.2-1. 


Table 5.2-1: Summary of Available Water Resources in West Banas Basin, Mm 3 (2010) 


Property 

Dependability Level 

Mean 

25% 

50% 

75% 

90% 

Fresh Water 






Local Surface Water (virgin), Mm 3 /yr 

222.14 

317.00 

133.90 

53.80 

30.70 

Imported Water, Mm 3 /yr 

- 

- 

- 

- 

- 

Fresh Dynamic Groundwater, Mm 3 /yr 

69.63 





Fresh Static Groundwater, Mm 3 /yr 

7.44 





Total Available Fresh Water, Mm 3 /yr 

299.21 





Saline Groundwater 






Saline Dynamic Groundwater, Mm 3 /yr 

4.26 





Saline Static Groundwater, Mm 3 /yr 

0.89 





Total Available Saline Groundwater, 

Mm 3 /yr 

5.15 





Note: For groundwater, assessment is done for 1 

Vlean Annual Availability as per GEC methodology 
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Annex WEB-1 

Data Used for Calibration/Validation of Model at Selected Sites 


Table A1-1: Observed River Gauge Data of Abu Road in West Banas Basin (in cumecs) 


Year 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

1996 

0.00 

0.00 

0.00 

0.00 

0.00 

2.04 

4.60 

4.16 

1.43 

0.08 

0.00 

0.00 

1997 

0.00 

0.00 

0.00 

0.00 

0.00 

0.90 

2.28 

11.32 

7.64 

2.45 

0.05 

0.00 

1998 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

0.90 

0.00 

2.51 

5.13 

0.10 

0.00 

1999 

0.00 

0.00 

0.00 

0.00 

0.00 

1.15 

0.00 

0.29 

0.00 

0.00 

0.00 

0.00 

2000 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

1.12 

0.45 

0.00 

0.00 

0.00 

0.00 

2001 

0.00 

0.00 

0.00 

0.00 

0.00 

3.71 

3.34 

2.71 

0.00 

0.00 

0.00 

0.00 

2002 

0.00 

0.00 

0.00 

0.00 

0.00 

0.19 

0.00 

0.16 

0.01 

0.00 

0.00 

0.00 

2003 

0.00 

0.00 

0.00 

0.00 

0.00 

3.98 

10.14 

7.30 

2.06 

0.11 

0.00 

0.00 

2004 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

3.04 

0.00 

0.29 

0.00 

0.00 

2005 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.86 

6.47 

12.04 

0.29 

0.00 

0.00 

2006 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

1.05 

132.90 

46.78 

4.64 

0.85 

0.33 

2007 

0.07 

0.00 

0.00 

0.00 

0.00 

0.12 

51.63 

12.51 

5.38 

0.81 

0.28 

0.13 

2008 

0.11 

0.00 

0.00 

0.00 

0.00 

0.08 

0.72 

2.15 

0.75 

0.03 

0.00 

0.00 

2009 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

6.64 

0.00 

0.00 

0.00 

0.00 

0.00 


Source: CWC 


Table A1-2: Simulated Flow Values at Abu Road G&D Site during Calibration Period 


Year 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 


Simulated (Observed) flow values, cumecs 

1996 

0.22 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

1.69 

(2.04) 

2.06 

(4.60) 

6.87 

(4.16) 

0.66 

(1.43) 

0.04 

(0.08) 

0.00 

(0.00) 

0.00 

(0.00) 

1997 

0.16 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

1.16 

(0.90) 

3.85 

(2.28) 

23.62 

(11.32) 

11.89 

(7.64) 

3.50 

(2.45) 

0.00 

(0.05) 

0.00 

(0.00) 

1998 

0.25 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.07 

(0.03) 

1.53 

(0.90) 

0.14 

(0.00) 

0.72 

(2.51) 

0.99 

(5.13) 

0.15 

(0.10) 

0.00 

(0.00) 

1999 

0.23 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.58 

(1.15) 

0.80 

(0.00) 

3.34 

(0.29) 

0.04 

(0.00) 

0.31 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

2000 

0.20 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.04 

(0.00) 

0.07 

(0.00) 

17.48 

(1.12) 

5.55 

(0.45) 

0.16 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

2001 

0.18 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

1.75 

(3.71) 

15.12 

(3.34) 

8.59 

(2.71) 

1.34 

(0.00) 

0.06 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

2002 

0.17 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.79 

(0.19) 

0.97 

(0.00) 

0.44 

(0.16) 

0.16 

(0.01) 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

2003 

0.18 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

2.59 

(3.98) 

12.58 

(10.14) 

19.30 

(7.30) 

6.00 

(2.06) 

0.19 

(0.11) 

0.00 

(0.00) 

0.00 

(0.00) 

2004 

0.10 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.17 

(0.00) 

0.30 

(0.00) 

5.47 

(3.04) 

0.31 

(0.00) 

0.15 

(0.29) 

0.00 

(0.00) 

0.00 

(0.00) 

2005 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.08 

(0.05) 

1.15 

(0.86) 

4.80 

(6.47) 

8.41 

(12.04) 

3.39 

(0.29) 

0.01 

(0.00) 

0.00 

(0.00) 

2006 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.30 

(0.00) 

1.74 

(1.05) 

111.20 

(132.90) 

29.46 

(46.78) 

0.40 

(4.64) 

0.00 

(0.85) 

0.00 

(0.33) 

2007 

0.00 

(0.07) 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.02 

(0.12) 

17.26 

(51.63) 

3.06 

(12.51) 

1.33 

(5.38) 

0.00 

(0.81) 

0.00 

(0.28) 

0.00 

(0.13) 

2008 

0.00 

(0.11) 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.15 

(0.08) 

0.84 

(0.72) 

2.12 

(2.15) 

0.35 

(0.75) 

0.02 

(0.03) 

0.00 

(0.00) 

0.00 

(0.00) 

2009 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.12 

(0.00) 

1.88 

(6.64) 

0.56 

(0.00) 

0.41 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

0.00 

(0.00) 

Mean 

2/ 

11(2.22) 
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West Banas 

Table A1-3 provides the Observed Gauge-Capacity data for West Banas Dam: 


Table A1-3: West Banas Dam Gauge - Capacity Data 


Year 

Gauge, m 

Capacity 

Mm 3 

Gauge, m 

Capacity 

Mm 3 

Gauge, 

m 

Capacity 

Mm 3 

Gauge, 

m 

Capacity 

Mm 3 

30 st June 

31 st July 

31 st Aug. 

15 th /30 st Sept. 

1996 

1,078.70 

6.04 

1,081.50 

8.78 

1,082.50 

9.99 

1,085.30 

13.54 

1997 

1,088.30 

18.78 

1,090.20 

22.21 

1,095.95 

36.16 

1,085.30 

38.07 

1998 

1,073.00 

0.00 

1,080.50 

7.57 

1,080.50 

7.57 

1,080.50 

7.57 

1999 

1,078.40 

5.82 

1,080.95 

8.12 

1,081.10 

8.30 

1,081.10 

8.30 

2000 

1,073.00 

0.00 

1,087.95 

18.17 

1,087.95 

18.17 

1,087.95 

18.17 

2001 

1,085.05 

13.11 

1,088.20 

18.61 

1,089.30 

20.53 

1,089.30 

20.53 

2002 

1,082.30 

9.75 

1,081.05 

8.24 

1,081.10 

8.30 

1,080.65 

7.75 

2003 

1,082.20 

9.63 

1,091.50 

25.23 

1,091.90 

26.16 

1,091.55 

25.35 

2004 

1,073.00 

0.00 

1,073.00 

0.00 

1,082.45 

9.93 

1,081.45 

8.72 

2005 

1,074.80 

3.32 

1,084.70 

12.66 

1,091.80 

25.93 

1,097.00 

39.24 

2006 

1,077.30 

5.03 

1,079.20 

6.39 

1,095.85 

35.86 

1,097.00 

39.24 

2007 

1,076.85 

4.71 

1,093.50 

29.88 

1,094.15 

31.39 

1,094.80 

32.90 

2008 

1,073.00 

0.00 

1,073.00 

0.00 

1,080.40 

7.45 

1,079.90 

6.90 

2009 

1,073.00 

0.00 

1,085.60 

14.07 

1,084.80 

12.78 

1,083.50 

11.20 

2010 

1,073.00 

0.00 

1,080.70 

7.79 

1,093.01 

28.72 

1,095.30 

34.25 


Source: WRD, GoR 
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Annex WEB-2 

Virgin Water Yield Series for West Banas Basin for the Area 
within Rajasthan (1,831.34 km 2 ) 


Table A2-1: Virgin Water Yields for West Banas Basin, Mm 3 


Year 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual, 

Mm 3 

1973 

0.01 

0.00 

0.00 

0.00 

0.01 

9.78 

57.72 

369.69 

1 , 071.49 

43.48 

2.13 

0.41 

1 , 554.72 

1974 

0.17 

0.07 

0.04 

0.02 

0.86 

0.84 

2.61 

9.88 

5.60 

10.00 

0.96 

0.07 

31.10 

1975 

0.02 

0.01 

0.00 

0.00 

0.00 

3.11 

87.51 

217.65 

180.17 

27.81 

2.42 

0.24 

518.92 

1976 

0.21 

0.78 

0.06 

0.01 

0.01 

4.00 

40.77 

321.91 

142.13 

8.96 

0.80 

0.22 

519.85 

1977 

0.54 

0.19 

0.02 

0.01 

0.12 

19.36 

329.87 

159.64 

27.19 

1.95 

0.22 

0.08 

539.17 

1978 

0.04 

0.32 

0.18 

0.01 

0.00 

5.36 

186.42 

102.63 

69.45 

3.28 

0.82 

0.12 

368.63 

1979 

0.04 

0.21 

0.04 

0.00 

0.00 

2.01 

118.56 

154.21 

13.59 

1.64 

4.07 

1.19 

295.55 

1980 

0.08 

0.05 

0.14 

0.01 

0.00 

34.06 

118.53 

74.68 

3.94 

0.31 

0.08 

0.94 

232.81 

1981 

0.25 

0.02 

0.10 

0.02 

0.21 

0.46 

7.93 

19.98 

8.56 

2.68 

1.81 

0.09 

42.10 

1982 

0.11 

0.02 

0.00 

1.22 

9.15 

1.83 

6.24 

29.09 

11.25 

0.77 

3.78 

0.18 

63.66 

1983 

0.04 

0.02 

0.00 

1.60 

0.29 

7.98 

158.36 

131.37 

23.40 

6.53 

0.42 

0.12 

330.13 

1984 

0.05 

0.02 

0.01 

0.00 

0.00 

1.75 

19.64 

116.66 

41.30 

2.31 

0.22 

0.07 

182.04 

1985 

0.03 

0.02 

0.01 

0.00 

0.00 

0.47 

22.03 

107.80 

4.48 

3.10 

0.17 

0.41 

138.52 

1986 

0.05 

0.02 

0.00 

0.00 

0.00 

0.71 

11.95 

25.56 

2.26 

0.16 

0.04 

0.02 

40.76 

1987 

0.01 

0.00 

0.00 

0.00 

0.00 

1.27 

1.90 

2.86 

0.93 

0.08 

0.01 

0.62 

7.68 

1988 

0.04 

0.01 

0.00 

0.14 

0.03 

1.04 

26.53 

53.02 

8.94 

4.82 

0.25 

0.06 

94.86 

1989 

0.03 

0.01 

0.01 

0.00 

0.00 

2.28 

6.06 

19.78 

25.91 

1.96 

0.14 

0.05 

56.23 

1990 

0.02 

0.08 

0.18 

0.00 

0.40 

0.95 

126.92 

157.07 

87.87 

2.91 

0.34 

0.14 

376.88 

1991 

0.06 

0.03 

0.02 

0.01 

0.00 

0.14 

15.31 

22.58 

4.26 

0.16 

0.06 

0.02 

42.63 

1992 

0.01 

0.00 

0.00 

0.00 

0.00 

2.89 

32.16 

184.28 

215.65 

13.43 

0.72 

0.21 

449.35 

1993 

0.09 

0.15 

0.15 

0.02 

0.01 

0.68 

104.21 

19.34 

2.95 

1.49 

0.10 

0.05 

129.22 

1994 

0.27 

0.02 

0.00 

0.11 

1.55 

2.84 

72.19 

133.73 

97.17 

4.26 

0.33 

0.13 

312.60 

1995 

0.05 

0.03 

0.01 

0.01 

0.00 

1.27 

21.78 

40.43 

28.71 

0.82 

0.15 

0.07 

93.33 

1996 

0.25 

0.02 

0.01 

0.00 

0.00 

10.40 

11.36 

18.56 

4.27 

1.48 

0.09 

0.03 

46.47 

1997 

0.01 

0.00 

0.00 

0.39 

0.09 

6.99 

15.36 

73.81 

44.47 

4.29 

0.28 

0.09 

145.79 

1998 

0.04 

0.02 

0.01 

0.00 

0.00 

1.76 

9.02 

2.18 

7.50 

6.28 

0.53 

0.08 

27.44 

1999 

0.03 

0.06 

0.01 

0.00 

0.24 

6.03 

7.29 

15.75 

1.32 

6.55 

0.17 

0.05 

37.50 

2000 

0.02 

0.01 

0.00 

0.30 

1.22 

1.42 

63.62 

20.19 

1.61 

0.30 

0.06 

0.03 

88.78 

2001 

0.01 

0.00 

0.00 

0.00 

0.00 

9.12 

50.59 

29.16 

3.89 

1.81 

0.16 

0.05 

94.80 

2002 

0.02 

0.01 

0.00 

0.00 

0.00 

5.42 

9.90 

4.60 

1.50 

0.15 

0.03 

0.01 

21.65 

2003 

0.01 

0.44 

0.10 

0.01 

0.00 

15.62 

56.45 

60.58 

15.20 

1.65 

0.20 

0.09 

150.35 

2004 

0.04 

0.02 

0.01 

0.00 

0.20 

3.74 

4.50 

51.27 

5.57 

3.33 

0.14 

0.05 

68.88 

2005 

0.02 

0.01 

0.00 

0.00 

0.00 

1.24 

12.05 

67.07 

93.96 

35.59 

1.33 

0.20 

211.48 

2006 

0.08 

0.03 

0.05 

0.01 

0.00 

2.39 

20.93 

439.11 

109.39 

4.24 

0.56 

0.22 

577.01 

2007 

0.10 

0.04 

0.03 

0.01 

0.02 

0.81 

165.83 

29.74 

16.35 

1.04 

0.15 

0.06 

214.18 

2008 

0.03 

0.01 

0.01 

0.16 

0.01 

3.29 

11.39 

42.90 

10.84 

1.86 

0.13 

0.05 

70.68 

2009 

0.02 

0.01 

0.05 

0.01 

0.00 

2.80 

29.07 

18.31 

15.51 

0.61 

0.10 

0.04 

66.54 

2010 

0.17 

0.01 

0.00 

0.00 

0.00 

0.61 

32.41 

128.90 

32.53 

1.75 

1.99 

0.77 

199.15 

% yield 

0.04 

0.03 

0.01 

0.05 

0.17 

2.09 

24.58 

41.18 

28.92 

2.53 

0.31 

0.09 

100.00 

Mean 

0.08 

0.07 

0.03 

0.11 

0.38 

4.65 

54.60 

91.47 

64.24 

5.63 

0.68 

0.19 

222.14 
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Annex WEB-3 

Water Balance Components of West Banas Basin in Terms of 

Annual Depth 


Table A3-1: Annual Water Balance Components for West Banas Basin, mm 


YEAR 

PCP 

ET 

WYLD 

PET 

PERC 

SURQ 

GW_Q 

LAT_Q 

Sub¬ 

surface 

percolation 

1973 

1 , 490.39 

350.59 

816.35 

1 , 966.80 

940.81 

78.99 

624.54 

112.81 

316.27 

1974 

215.40 

205.55 

17.22 

2 , 137.74 

8.92 

0.00 

6.41 

10.81 

2.51 

1975 

832.37 

411.21 

284.09 

1 , 903.27 

343.08 

0.69 

227.20 

56.21 

115.88 

1976 

746.71 

320.51 

308.04 

1 , 889.06 

377.00 

5.10 

243.69 

59.25 

133.31 

1977 

822.35 

364.10 

315.61 

1 , 962.69 

395.26 

1.81 

252.56 

61.25 

142.70 

1978 

658.89 

364.35 

207.60 

1 , 943.11 

250.17 

0.09 

166.27 

41.23 

83.90 

1979 

550.31 

320.11 

160.91 

1 , 993.27 

189.22 

0.11 

127.49 

33.31 

61.73 

1980 

485.93 

310.58 

125.70 

2 , 095.90 

152.63 

0.01 

97.03 

28.67 

55.60 

1981 

368.32 

304.95 

25.73 

1 , 954.10 

49.03 

0.09 

8.20 

17.44 

40.83 

1982 

461.54 

391.01 

34.55 

1 , 918.43 

42.46 

0.02 

12.88 

21.65 

29.58 

1983 

896.18 

441.57 

170.51 

1 , 821.10 

393.66 

1.01 

110.89 

58.61 

282.77 

1984 

568.84 

338.16 

93.86 

1 , 948.07 

194.67 

6.51 

51.89 

35.45 

142.78 

1985 

445.68 

241.04 

74.06 

1 , 959.99 

176.23 

0.09 

45.55 

28.42 

130.68 

1986 

225.81 

174.29 

23.73 

2 , 002.95 

48.67 

0.00 

10.79 

12.95 

37.88 

1987 

118.98 

120.61 

4.63 

2 , 098.91 

0.32 

0.00 

0.00 

4.63 

0.32 

1988 

479.14 

264.34 

53.46 

1 , 962.39 

172.33 

0.41 

23.18 

29.87 

149.15 

1989 

352.19 

259.03 

33.48 

1 , 917.43 

73.81 

0.04 

13.43 

20.01 

60.38 

1990 

929.88 

316.02 

219.04 

1 , 856.99 

531.56 

3.68 

141.39 

73.97 

390.17 

1991 

256.99 

182.83 

26.38 

1 , 986.73 

67.33 

0.01 

11.00 

15.37 

56.33 

1992 

882.17 

297.26 

218.63 

1 , 993.91 

503.67 

12.97 

146.01 

59.64 

357.66 

1993 

411.60 

233.76 

59.83 

2 , 069.56 

156.77 

0.17 

35.21 

24.45 

121.56 

1994 

777.97 

322.11 

197.84 

1 , 778.72 

392.46 

2.09 

137.63 

58.13 

254.83 

1995 

396.91 

234.98 

57.24 

2 , 011.75 

138.98 

0.18 

29.96 

27.10 

109.02 

1996 

354.89 

285.05 

27.37 

1 , 988.97 

51.44 

0.03 

7.67 

19.68 

43.77 

1997 

573.13 

327.87 

87.29 

1 , 912.00 

201.28 

0.46 

48.25 

38.58 

153.03 

1998 

290.29 

251.56 

16.46 

1 , 977.37 

27.02 

0.18 

1.26 

15.03 

25.76 

1999 

303.19 

250.79 

21.52 

2 , 062.71 

33.75 

0.15 

4.00 

17.37 

29.75 

2000 

392.79 

290.06 

44.64 

2 , 050.08 

83.58 

0.01 

24.09 

20.53 

59.49 

2001 

447.52 

292.21 

45.91 

1 , 999.22 

126.83 

0.03 

19.71 

26.17 

107.12 

2002 

192.54 

184.15 

11.43 

2 , 090.95 

8.14 

0.00 

2.68 

8.75 

5.46 

2003 

676.28 

358.89 

79.70 

1 , 975.37 

260.24 

0.41 

34.76 

44.54 

225.48 

2004 

342.50 

256.81 

31.05 

2 , 113.22 

71.33 

0.04 

13.20 

17.81 

58.13 

2005 

598.29 

296.80 

99.54 

2 , 026.60 

254.90 

0.65 

59.85 

39.04 

195.05 

2006 

1 , 187.71 

332.41 

290.92 

1 , 913.61 

754.34 

14.43 

185.66 

90.83 

568.68 

2007 

632.23 

351.60 

110.02 

2 , 113.71 

240.79 

1.07 

68.96 

40.00 

171.83 

2008 

410.99 

300.82 

37.50 

2 , 055.20 

86.15 

0.22 

13.84 

23.44 

72.31 

2009 

347.71 

261.37 

30.61 

2 , 049.09 

71.28 

0.02 

12.49 

18.10 

58.79 

2010 

626.40 

333.67 

88.75 

1 , 934.76 

243.03 

0.15 

52.10 

36.50 

190.93 

Mean 

546.08 

293.24 

119.77 

1 , 985.15 

213.50 

3.47 

80.83 

35.46 

132.67 
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Rainfall 

Potential evapotranspiration 
Actual evapotranspiration 
Percolation (Shallow+Deep) 

Direct Surface Runoff 
Baseflow 

Total Water yield (SURQ + GW_Q + Lateral Flow) 
Lateral flow 
Sub-surface percolation =PERC - GW_Q 

Table A3-2: Mean Monthly Water Balance Components for West Banas Basin, mm 


Month 

Rainfall, mm 

Water Yield, mm 
(% Contribution 
of Rainfall) 

Evapotranspiration, 

mm 

Sub¬ 

surface 

percolation, 

mm 

Jan 

0.83 

0.05 (6.00) 

3.73 

0.05 

Feb 

1.03 

0.05 (4.90) 

3.98 

0.05 

Mar 

0.15 

0.02(13.30) 

6.09 

0.02 

Apr 

2.14 

0.06 (2.80) 

6.87 

0.06 

May 

4.69 

0.22 (4.70) 

3.96 

0.22 

Jun 

54.70 

2.66 (4.90) 

27.22 

2.66 

Jul 

203.39 

29.67 (14.60) 

70.89 

29.67 

Aug 

183.26 

49.07 (26.80) 

74.49 

49.07 

Sep 

81.66 

34.49 (42.20) 

55.30 

34.49 

Oct 

9.63 

2.97 (30.80) 

26.14 

2.97 

Nov 

3.78 

0.39(10.30) 

9.52 

0.39 

Dec 

0.82 

0.12(14.60) 

5.04 

0.12 


Where, 

PCP: 

PET: 

ET: 

PERC: 

SURQ: 

GW_Q: 

WYLD: 

LAT_Q: 
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1. Introduction 

1.1 General 

Sukli River (also known as Sipu) originates in the hills near Mera village 
southwest of Sirohi. It flows in a northeast-southwest direction, parallel to Mount 
Abu hill ranges, for about 45 km up to Khera village in Sirohi District, and finally 
joins West Banas River near Davas village in Gujarat State. The main Nallahs 
joining Sukli River are Udwaria, Tokra, Nagani, Dabari, Sillinadi, Butri and 
Mandar. The catchment area of Sukli Basin is 990 km 2 and lies in Sirohi District 
in Rajasthan, between latitudes 24°25' and 24°47' and longitudes 72°20' and 
72°49'. The general layout and location of Sukli Basin is shown in Drawing No. 
SUK-GEN-001 (in Volume 3c). 

Offshoots of the Aravali range, running in a northeast-southwest direction, 
situated in the eastern-south-eastern part of Pindwara, and south of Sirohi, are the 
main hilly features of this basin. The terrain bounded by the hills forms and 
plains, has a moderate slope towards the south. The area west of Jaswantpura 
hills is mainly occupied by undulating sandy terrain, marked by sand fills and 
depressions. The geological sequence consists of Rhyolitic Lavas, Granites, 
Gneiss, Phyllites & Schists, Wind Blown Sand (Sand Dunes), Alluvial Sand, Silt 
and Clay etc. (see Section 4 for more geological details). 

Sukli Basin is entirely covered by Sirohi District and its three Blocks Abu Road, 
Reodhar and Sirohi. Reodar is the largest Block which covers the maximum area 
of Sukli Basin (See Table 1.1-1). The administrative unit setup of Sukli Basin is 
shown in Drawing No. SUK-GEN-02 (in Volume 3c). 


Table 1.1-1: Districts and Blocks Falling within Sukli Basin 


District 

Block 

Area Falling 
Inside Basin, 
km 2 

Total Area, 
km 2 

Percentage of 
Area Falling 
Inside Basin, % 

Percentage of 
Basin Area, % 

Sirohi 

Abu Road 

69.56 

882.93 

7.88 

7.02 

Reodar 

853.53 

1,053.81 

80.99 

86.18 

Sirohi 

67.34 

1,173.22 

5.74 

6.80 

District Summary 

990.44 

3,109.96 

31.85 

100.00 

Basin Summary 

990.44 



100.00 


1.2 Climatic Characteristics 

Weather statistics for Sukli Basin are analysed based on the 20 years (1990-2009) 
monthly IMD weather data except for rainfall analysis which is based on IMD, 
RD and WRD data of 54 years (1957-2010) and presented in Table 1.2-1. 

Table 1.2-1: Weather Parameter Statistics for Sukli Basin 


Weather Parameter 

Minimum 

Maximum 

Mean 

Standard 

Deviation 

Coefficient 
of Variation 

Mean Maximum Temperature, °C 

25.90 

28.79 

27.24 

0.75 

0.03 

Highest Maximum Temperature, °C 

36.20 

39.38 

37.67 

0.83 

0.02 

Mean Minimum Temperature, °C 

12.00 

14.59 

13.20 

0.68 

0.05 

Lowest Minimum Temperature, °C 

-2.70 

-0.50 

-1.70 

0.57 

-0.34 

Annual Rainfall, mm 

546.60 

1,552.70 

948.50 

214.60 

0.23 

Monsoon Months Rainfall, mm 

514.80 

1,507.70 

910.40 

211.90 

0.23 
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Weather Parameter 

Minimum 

Maximum 

Mean 

Standard 

Deviation 

Coefficient 
of Variation 

Rainy Days, Days/yr 

22.00 

50.00 

35.00 

5.90 

0.17 

Wind Speed, Km/hr 

3.16 

3.91 

3.55 

0.17 

0.05 

Sunshine Hours, hr/day 

8.37 

8.38 

8.38 

0.00 

0.00 

Relative Humidity, % 

58.11 

61.50 

59.99 

0.87 

0.01 

Annual Evaporation 

171.00 

190.63 

182.31 

5.10 

0.03 


Source: IMD monthly dataset (1990-2009); Rainfall Statistics based on IMD, RD and WRD dataset (1957-2010) 


The following paragraphs give brief descriptions for temperature, rainfall, wind 
speed, relative humidity, sunshine hours and evaporation. 

1.2.1 Temperature Statistics 

Maximum Temperature 

Mean maximum temperature in the basin spatially varies within 25.90-28.79°C 
with a mean value 27.24°C and coefficient of variation of 0.03. Its spatial 
variation is shown in Drawing No. SUK-CLM-001 (in Volume 3c). 

Highest Maximum Temperature 

Highest maximum temperature in the basin spatially varies within 36.20-39.38°C 
with a mean value of 37.67°C.Its variation is presented in Drawing No. SUK- 
CLM-002 (in Volume 3c). 

Minimum Temperature 

Mean minimum temperature spatially varies within range of 12.00-14.59°C with 
a mean value of 13.2°C Its variation is presented in Drawing No. SUK-CLM-003 
(in Volume 3 c). 

Lowest Minimum Temperature 

Lowest minimum temperature in the basin spatially varies within (-)2.7-(-)0.5°C 
with a mean value of -1.7°C. Its variation is presented in Drawing No. SUK- 
CLM-004 (in Volume 3c). 

1.2.2 Rainfall 

Annual Rainfall 

Annual Rainfall in the basin spatially varies from 546.60- 1,552.70 mm spatially 
with a mean annual rainfall of 948.50 mm, having a coefficient of variation of 
0.23 Its variation is presented in Drawing No. SUK-CLM-005 (in Volume 3c). 

Monsoon Rainfall 

Monsoon months rainfall (Jun-Jul-Aug-Sept) spatially varies from 514.80- 
1,507.70 mm with a mean value of 910 mm and a coefficient of variation of 0.23 
Its variation is presented in Drawing No. SUK-CLM-006 (in Volume 3c). 

Rainy Days 

Mean Annual number of Rainy days in the basin is 35 days with a spatial range 
of 22-50 days. Its variation is presented in Drawing No. SUK-CLM-007 (in 
Volume 3 c). 
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1.2.3 Wind Speed 

Mean annual daily wind speed in the basin spatially varies within a range of 3.16 
-3.91 km/hr with a mean value of 3.55 km/hr and coefficient of variation of 0.05. 
Its variation is presented in Drawing No. SUK-CLM-008 (in Volume 3c). 

1.2.4 Sunshine Hours 

Mean daily sunshine hours in the basin varies within a range of 8.37-8.38 
hours/day with a mean value of 8.38 hours/day. Its variation is presented in 
Drawing No. SUK-CLM-009 (in Volume 3c). 

1.2.5 Relative Humidity 

Mean annual daily Relative humidity in the basin is 59.99% with a spatial range 
of 58.11-61.50%. Its variation is presented in Drawing No. SUK-CLM-010 (in 
Volume 3c). 

1.2.6 Evaporation 

Mean Annual evaporation in the basin is 182.31 cm with a range of 
171.00-190.63 cm. Its variation is presented in Drawing No. SUK-CLM-011 (in 
Volume 3c). 

2. Surface Water 

2.1 Hydrological Modelling 

2.1.1 Overview 

SWAT (Soil and Water Assessment Tool) hydrological model has been 
developed to assess the monthly and annual surface water potentials of the Sukli 
Basin. A brief description of the model is given in Annex SW-l(a) of the Main 
Report. 

2.1.2 Development of Hydrological Model 

Mapping of a basin on to the SWAT hydrological model involves an elaborate 
procedure. The following paragraphs briefly describe the methodology used for 
mapping. 

Development of SWAT hydrological modelling involves several steps which are 
mentioned below. 

Input data required for modelling 

• Digital Elevation Model (DEM) - Grid (raster) 

• Landuse - Grid ( raster) or Shape (vector) 

• Soil - Grid (raster) or Shape (vector) 

• Meteorological data with location 

• Optional 

• Mask 

• Drainage for burn 

• Outlet locations 

• Reservoir\River gauge locations 
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Key procedures necessary for development of model 

• Delineate the watershed for modelling 

• Define land use and soil data grids 

• Determine the distribution of HRU’s (Hydrological Response Units) based 
on the DEM, land use and soil data. 

• Define rainfall, temperature and weather data 

• Write the SWAT input files- requires access to data on soil, weather, land 
cover, plant growth, etc. 

• Edit the input files - if necessary 

• Setup and run SWAT - requires information on simulation period, PET 
estimation method and other options 

• Calibration of model with available observed data 

Descriptive technical, theoretical, interface and input/output SWAT model 
documentation is attached as soft copy for reference in Annex SW-l(b) (in Main 
Report). 

2.1.3 Basin Delineation 

A digital elevation model (DEM) from the SRTM was used for basin delineation 
and is shown in Figure 2.1-1. Enlarged map of DEM shown in Drawing No. 
SUK-SW-001 (in Volume 3c). 

A watershed is the upslope area that contributes flow to a common outlet as 
concentrated drainage. The boundaries between watersheds are termed drainage 
divides. The outlet is the point on the surface at which water flows out of an 
area. It is the lowest point along the boundary of a watershed. 

Watersheds are delineated from SRTM DEM by computing the flow direction of 
each cell in the raster. The model identifies the ridge lines between the basins 
using elevation values from raster data (SRTM DEM) and creates the basin 
boundary. Outlet points are then defined which may be features, such as dams or 
stream gauges or any other outlet point for which contributing area has to be 
determined. Here Sukli Basin was delineated considering outlet points outside 
Rajasthan also, so as to cover complete area within Rajasthan State. 

The topographical statistics of elevations of the basin are given in the Table 
2 . 1 - 1 . 


Table 2.1-1 Elevation Summaries of Sukli Basin 


Parameter 

Elevation 
(m amsl) 

District 

Block 

Longitude, Latitude 
(degree minutes seconds) 

Minimum Elevation 

191 

Sirohi 

Reodar 

72°23'23.256"E 

24°30'31.004"N 

Maximum Elevation 

1,687 

Sirohi 

Abu Road 

72°46'28.815"E 

24°38'57.41"N 

Mean Elevation 

319 





As it can be observed from Figure 2.1-1 general direction of slope in Sukli Basin 
is from North-East to South-West. 
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Figure 2.1-1: Digital Elevation Model (Topography) of Sukli Basin 
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Figure 2.1-2: Drainage Network and Basin Delineation using DEM for Sukli Basin 
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Figure 2.1-2 shows automatically delineated Sukli Basin with generated drainage 
network using DEM. Total modeled area of Sukli Basin is 1,211.4 km 2 , out of 
which 990.44 km 2 lies within Rajasthan State. 

2.1.4 Micro-watershed Delineation 

Automatic delineation of the watershed was done by using DEM as input and 
using 500 hectare as minimum stream threshold. The target outflow points were 
interactively selected so as to cover entire area of Sukli Basin falling within 
Rajasthan State. 

There are 11 micro-watersheds delineated and demarcated in Sukli Basin within 
Rajasthan boundary, details of which are presented in Table 2.1-2. Enlarged map 
showing micro-watersheds is shown in Drawing No. SUK-SW-002 (in Volume 
3c). 

Figure 2.1-3 shows the Micro-watersheds delineated in Sukli Basin within 
Rajasthan. 

Table 2.1-2: Micro-watershed Delineated in Sukli Basin within Rajasthan 


MWS Code 

Area Km 2 

% Basin 
Area 

001 

36.00 

3.63 

002 

67.64 

6.83 

003 

133.90 

13.52 

004 

212.39 

21.44 

005 

95.09 

9.60 

006 

128.59 

12.98 

007 

96.90 

9.78 

008 

51.92 

5.24 

009 

79.51 

8.03 

010 

52.67 

5.32 

011 

35.83 

3.62 

Total 

990.44 

100.00 
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Figure 2.1-3: Micro-watershed Delineated using DEM for Sukli Basin 



App. Sukli-IN-24740-RI 3-073 July, 2014 

Surface and Groundwater Availability 
258 













































STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


2.1.5 Land Use /Land Cover Layer 

Land Use/Land Cover is an important segment of data required for pre¬ 
processing. The land use map from NRSC 1 , has been used for the present study. 
Table 2.1-3 gives the land use categories and the area covered under each 
category of land use for the Sukli Basin. 


Table 2.1-3: Land Use Categories - Sukli Basin 


Land Use 

Area 

(km 2 ) 

% of Basin 
Area 

Kharif only 

87.14 

8.80 

Rabi only 

144.42 

14.58 

Double / tripple cropping 

361.95 

36.54 

Current fallow 

120.80 

12.20 

Deciduous forest 

103.79 

10.48 

Scrub/Degraded forest 

36.91 

3.73 

Other wasteland 

98.44 

9.94 

Scrubland 

36.76 

3.71 

Water bodies 

0.23 

0.02 

Total 

990.44 

100.00 


Source: NRSC, 2007-2008 


Figure 2.1-4 shows the general land use of Sukli Basin. Enlarged land use map of 
Sukli Basin is shown in Drawing No. SUK-LU-001. 


'http://applications.nrsc.gov.in/products.asp 
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Figure 2.1-4: Land Use Map of Sukli Basin 
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Major part of the basin is under agricultural land use, Maize and Wheat are the 
predominant crops. (Source: Agriculture Statistics Handbook, Government of 
Rajasthan, 2010). 

2.1.6 Soils 

Information on the soil profile is also required for simulating the hydrological 
character of the basin. The Soil Map of Rajasthan has been used for the 
modelling. The soil map is shown in Figure 2.1-5. Enlarged soil map of Sukli 
Basin is shown in Drawing No. SUK-SO-OOl (in Volume 3c) 

Soil in Sukli Basin is predominantly Sandy Loam. Table 2.1-4 shows the area 
under each of the soil texture class found in the Sukli Basin. 

Table 2.1-4: Soils Texture Sukli Basin 


Soil Texture 

Area 

(Km 2 ) 

% of Basin Area 

Clay 

11.47 

1.16 

Clay Loam 

119.45 

12.06 

Loam 

0.40 

0.04 

Loamy Sand 

531.11 

53.62 

Sand 

61.98 

6.26 

Sandy Clay Loam 

248.37 

25.08 

Sandy Loam 

16.33 

1.65 

Silt Loam 

1.33 

0.13 

Total 

990.44 

100.00 


Source: SRSAC, DST, Jodhpur 
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Figure 2.1-5: Soil Map of Sukli Basin 
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2.1.7 Meteorological Data Collection Stations 

Daily rainfall data from rain gauge stations of IMD, Revenue Department and 
Water Resources Department of Rajasthan have been used. Maximum and 
minimum temperature data at a resolution of 1° x 1° latitude by longitude grid 
points (1 grid location) from IMD have been used. 

(The Grid point nomenclature adopted by IMD was done by combining 
Longitude and Latitude in decimal degrees to form a code, e.g. grid location 
code "755275" signifies 75.5 degree longitude and 27.5 degree latitude). 

Major weather parameters which influence the hydrology of a catchment are 
rainfall and temperature for which daily observed data have been used, while for 
other weather parameters like solar radiation, wind speed and relative humidity 
(which have less significant effect on hydrology) long term statistics have been 
used to derive daily values. These weather parameters have small variation over 
the time and can be derived using continuity equations. 

SWAT uses weather generator model for generating values based on long term 
daily statistics for a particular day. 

Solar radiation is generated from a normal distribution. A continuity equation is 
incorporated into the generator to account for radiation variations caused by dry 
vs. rainy conditions. Solar radiation is adjusted downward when simulating 
rainy conditions and upwards when simulating dry conditions. The adjustments 
are made so that the long-term generated values for the average monthly solar 
radiation agree with the input averages. 

Generated wind speed: A modified exponential equation is used to generate 
daily mean wind speed given the mean monthly wind speed. 

Generated Relative humidity: The relative humidity model uses a triangular 
distribution to simulate the daily average relative humidity from the monthly 
average. As with temperature and radiation, the mean daily relative humidity is 
adjusted to account for wet- and dry-day effects. 

The meteorological data locations map is shown in Figure 2.1-6. 

The meteorological data location details is presented in Annex SW-3 of Main 
Report. 
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Figure 2.1-6: Meteorological Data Locations Map of Sukli Basin 
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2.1.8 Existing Major / Medium Projects 

There is only one single medium project in Sukli Basin, details of which are given 
in Table 2.1-5. 


Table 2.1-5: Project Details - Sukli Basin 


Name 

Type 

Upstream 

Catchment 

Area, 

Live 

Storage, 

Mm 3 

Gross 

Storage, 

Mm 3 

Data 

Availability 

Remarks 

Sukli 

Selwara 

Medium 

277.10 

25.58 

29.51 

No sufficient 
observed data 
available 

Constructed 
in Year 

2008 


Source: WRD, GoR 

Other salient features of Sukli Selwara Dam is presented in Annex SW-2(a) of 
Main Report. The monsoon months gauge-capacity data of the dam is presented 
in Annex SUK-1. 

2.1.9 River Gauge and Discharge data in Sukli Basin 

There is no River G&D Site present in Sukli Basin. 

2.1.10 Other Model Inputs 

District agriculture statistics from 1967-2007 (extended to 2011 from Agricop) has 
been used to derive District wise cropping area, production, irrigation by source 
(canal, tank, well etc), fertilizer and pesticide use per hectare. Cropping pattern and 
crop management practices are used from agriculture contingency plans 
(http://agricoop.nic.in/acp.html) and Agriculture Statistics Handbook, Government 
of Rajasthan, 2010. These data were later transferred to micro-watersheds 
(hydrological modelling unit) using GIS overlay techniques. 

The general cropping pattern adopted in the region is Maize in Kharif and Wheat in 
Rabi season (Source: Agriculture Statistics Handbook, Government of Rajasthan, 
2010 ). 

2.2 Model Calibration and Performance 

Calibration is an effort to better parameterize a model to a given set of local 
conditions, thereby reducing the prediction uncertainty. 

Model calibration is performed by carefully selecting values for model input 
(within their respective uncertainty ranges) by comparing model predictions 
(output) for a given set of assumed conditions with observed data for the same 
conditions. 

2.2.1 SWAT Model Calibration 

The SWAT model uses water balance equation as a driving force behind 
everything that happens in the watershed on a daily basis. The USDA SCS runoff 
curve number is used to estimate surface runoff from daily precipitation. An 
improved dynamic curve number method is used, which automatically adjusts the 
curve number on the basis of the moisture conditions prevailing in the watershed. 

Auto-calibration techniques have been adopted using SWAT CUP, which 
provides essential information like sensitive parameters, range or value that has 
to be applied to various parameters to arrive at optimum parameter value. 
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This study used the built-in interfaces of these tools in SWAT model to identify 
important hydrology controlling parameters, optimise them and test the calibrated 
model using various performance indices and input data sets. 

After running auto calibration process the application provides sensitive 
parameters which control the hydrological processes and are mentioned in Table 
2 . 2 - 1 . 


Table 2.2-1: Sensitive Parameters Controlling the Hydrological Processes 


Parameter 

Description (Class) 

Units 

CN2 

Curve number (Management operations) 

- 

GW_DELAY 

Groundwater delay (Groundwater) 

Days 

GWQMN 

Threshold depth of water in shallow aquifer required for 
return flow to occur (Groundwater) 

mm 

GW_REVAP 

Groundwater revap coefficient (Groundwater) 

- 

RCHRG_DP 

Deep aquifer percolation coefficient (Groundwater) 

- 

ESCO 

Soil evaporation compensation factor (Evapotranspiration) 

mm Water/ 
mm soil 

SOL.AWC 

Soil available water content (Soil) 

- 

S0L_K 

Soil permeability (Soil) 

mm/hr 

SHALLST 

Initial Depth of water in shallow aquifer 

mm 


After running auto calibration process, the application provides sensitive 
parameters which control the hydrological processes. These are mentioned in the 
Table 2.2-1 and boadly fall in the following categories: 


• General Parameters: Values of these are applied to entire basin, including 
Groundwater delay, deep aquifer percolation factor and ESCO. 

• Catchment Specific Parameter: Values of these are area specific, including 
soil parameters like soil permeability and available moisture content and 
management parameters like CN, irrigation source, etc. 

The soil in Sukli Basin is predominantly Sandy Loam. After various simulation 
and parameter calibrations, it was found that groundwater parameters were most 
sensitive in this region. 

There are a large number of parameters which operate during the simulation. Out 
of them, some major parameters were adjusted during calibration. Their 
respective values are presented in Table 2.2-2. 

Observed data such as reservoir / river flow records pertaining to Sukli Basin are 
not available. Values of various basin parameters were therefore, borrowed from 
the adjacent West Banas Basin for obtaining simulated flows. 


Table 2.2-2: Major Parameters Adjusted during Calibration 
and Respective Values 


Parameter 

Unit 

Value 

Range 

GW.delay 

Days 

8.000 

1-500 

RCHRG_DP 

- 

0.400 

0-1 

ESCO 

- 

0.550 

0-1 

GWQMN 

mm 

3,550.000 

0-5,000 

GW_REVAP 

- 

0.063 

0.02-0.2 
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Parameter 

Unit 

Value 

Range 

SHALLST 

mm 

5,000.000 

0-50,000 

Management parameters 

IRRSC 

Source of groundwater 
and irrigation from 
stream 


2.2.2 Model Performance 

In abscence of any observed data in Sukli Basin, comparison of Simulated and 
Observed values could not be carried out to evaluate the model performance. 

2.2.3 Hydrological Simulation 

The SWAT model was run with the observed rainfall (1957-2010) and 
temperature data (1973-2010) for Sukli River Basin and outputs were obtained 
for the common period of 1973 to 2010. The outputs provided by the model are 
very extensive, covering all the components of water balance spatially and 
temporally. The sub components of the water balance that are most significant 
and used for analysis, include: 

• Total flow (water yield), consisting of surface runoff, lateral and base flow. 

• Actual evapotranspiration (Actual ET). 

The outputs can be depicted in many ways depending on the focus and 
requirement of the user. These components are expressed in terms of total annual 
depth of water, in mm, over the total watershed area. In other words, the total 
water yield is the equivalent depth in mm, of flow past the outlet of the watershed 
on average annual and monthly basis. Figures 2.2-1 and 2.2-2 show the annual, 
mean monthly water balance components for the Sukli Basin. 

Temporal Distribution of Major Water Balance Components 

Figure 2.2-1 and Figure 2.2-2 depicts annual and long-term mean monthly water 
balance components of rainfall, water yield and evapotranspiration for Sukli 
Basin. 

There are 11 micro-watersheds delineated and demarcated in Sukli Basin within 
Rajasthan boundary, yearly water balance components of which are presented in 
Annex SW-4 of Main Report (as soft copy). 

It is noteworthy here that SWAT gave an indication of the spatial and temporal 
variation of this percolation, with respect to properties of the overlaying soil 
cover. The percolation computed using SWAT model is the total percolation 
which also includes the abstractions being taken from the groundwater. Therefore 
the net percolation which will reflect the groundwater fluctuations is after 
incorporating the withdrawals/draft from the groundwater for various purposes. 
The another component namely deep percolation is used in the SWAT model to 
build the static groundwater table and this component is lost from the local water 
balance, although there is a provision to tap this water through tube wells if 
required. SWAT doesn't takes care of absolute groundwater table since it is not a 
groundwater model. 
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Figure 2.2-1: Simulated Annual Water Balance Components for Sukli Basin 



■ Rainfall ■ Water Yield ■ Evapotranspiration ■ Sub-surface percolation 
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Figure 2.2-2: Simulated Mean Monthly Water Balance Components for Sukli Basin 



Figure 2.2-1 depicts the annual rainfall, water yield, evapotranspiration and Sub¬ 
surface percolation for the entire Sukli Basin. From Table A2-1, Annex SUK-2 it 
can be observed that, inter annual range of rainfall for the analysis period from 
1973-2010 was 54 -1500 mm, while inter annual range of water yield was 1.33 
mm to 752.92 mm for the same period. There is a large variation of rainfall as 
well as water yield in the basin. 

From Figure 2.2-2 it can be seen that the water yield is maximum in the monsoon 
month of August, while for non-monsoon, the contribution is negligible. 

In the month of August, about 24% of the rainfall is converted into water yield 
while in September 44% of rainfall is converted into water yield (See Table A2-2 
Annex SUK-2). 

Virgin Water Yields 

True runoff, or Virgin water yield, is stream flow in its natural conditions, i.e. 
without the existence of any irrigation, municipal or industrial water supply 
developments (including impact of imported water, return flows and flow 
diversions). 

After calibration and validation of model at selected sites, the Virgin water yields 
were generated by switching off all the abstractions (irrigation dams along with 
other water harvesting structures) and removing all crop management options 
(controlled irrigation in terms of canals, groundwater, etc). In Virgin water yield 
scenario presented here, kharif and rabi crops are considered as rain fed with no 
external water supply. 

Table Al-1, Annex SUK-1 presents the simulated series of Virgin water yield of 
Sukli Basin at Rajasthan State border. The mean simulated annual virgin water 
yield for Sukli Basin within Rajasthan boundary is 137.61 Mm 3 . 

Virgin water yield series for micro-watersheds of Sukli Basin are presented in 
Annex SW-5 of Main Report (as soft copy). 
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Flow Duration Curve 

Assessment of dependable flows along with their distribution in time is essential 
for planning and development of water supply schemes. The dependability of the 
water yield of Sukli Basin has been analysed and shown in Figure 2.2-3 and 
Table 2.2-3. 


Figure 2.2-3: Simulated Flow Duration Curve for Sukli Basin 
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Table 2.2-3: Virgin Water Yield at Four Dependability Levels - Sukli Basin 


Dependability Level, 

% 

Water Yield, 
Mm 3 

25 

150.80 

50 

43.80 

75 

13.00 

90 

7.90 

Mean 

137.61 


From Table 2.2-3 it is evident that at 50% dependability the water yield in Sukli 
Basin is 43.80 Mm 3 while at 75% dependability the water yield is 13.00 Mm 3 . 

There are 11 micro-watersheds in Sukli Basin, dependable water yield of which 
are presented in Table 2.2-4. 

Table 2.2-4: Virgin Water Yield at Four Dependability Levels - Micro-watersheds of Sukli 

Basin 


Micro-watershed Code 

Dependability Level, % 

Mean 

25 

50 

75 

90 


Water Yield, Mm 3 

001 

4.20 

1.50 

0.50 

0.30 

4.20 

002 

10.80 

3.70 

1.30 

0.80 

9.80 

003 

20.50 

5.90 

2.50 

1.30 

18.60 

004 

33.40 

11.90 

2.60 

1.50 

29.90 

005 

18.40 

7.50 

2.50 

1.40 

17.30 

006 

18.80 

3.10 

1.10 

0.60 

16.40 

007 

12.70 

1.70 

0.20 

0.10 

11.50 
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Micro-watershed Code 

Dependability Level, % 

Mean 

25 

50 

75 

90 


Water Yield, Mm 3 

008 

6.10 

1.00 

0.10 

0.00 

6.00 

009 

12.10 

1.50 

0.20 

0.10 

10.20 

010 

9.40 

4.50 

2.10 

1.20 

9.40 

Oil 

4.40 

0.60 

0.00 

0.00 

4.20 


3. Imported Water 

There is no import of water from outside Rajasthan to Sukli Basin. 

4. Groundwater 

4.1 Basic Characteristics 

4.1.1 Physiography 

The important features of the basin are the hill ranges running in the northeast- 
southwest direction in the eastern and southeastern part of Pindwara and south of 
Sirohi. They are all off-shoots of the Aravali hill range attain a maximum height 
of about 1,100 m amsl in the Pindwara hills and 1,722 m amsl in Mount Abu, 
south of Sirohi. The maximum elevation relative to the West Banas Valley is 
more than 1,400 m amsl. 

The Jaswantpura and Silari hills have axis running north - south to northwest - 
southeast, which are different from the main strike of Aravalis. 

There are also some relict hills in the form of monad nocks standing in the sand 
dune area west and southwest of Jaswantpura and Sirohi. 

Most of the rivers flow in narrow longitudinal strike valleys in the hilly terrain. In 
origin, they could be purely erosional. 

The terrain bounded by Sirohi hills in the east and the Jaswantpura and Silari hills 
in the west takes the form of a plain at elevations ranging from about 300 to 400 
m amsl, having a moderate slope towards the south, with local exceptions. 

The area west of Jaswantpura and Silari hills is essentially occupied by 
undulating sandy terrain, marked by sand dunes as well as some relict hills, 
existing in the basin area. 

4.1.2 Geomorphology 

West Banas, Sukli, Baragaon and Sukal Streams represent a trellis drainage 
pattern, with the West Banas River and the Sukli River being subsequent streams, 
which seem to have adjusted themselves to the Phulad Lineament and the Pali 
Lineament, respectively. The first and second order streams are, however, 
consequent streams laid down in a dendritic fashion. 

The basin is located at the southern tip of the Aravali, drains southwards, to the 
Sipu River in the State of Gujarat, along in its Sili and Sukli Tributaries. 

Both the eastern and western parts of the basin are marked by presence of hills 
(Mount Abu in the east, on the boundary with the West Banas Basin) whereas the 
topography in the central part, along the Sukli River and its tributaries, is more 
moderate. The countryside is occupied by the hard rock formation such as the 
Erinpura Granite in the east, the Jalore Granite in the west and the Phyllite & 
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Schist in the centre. This lithological layout is most probably the 
geomorphological expression of the basin structure, steep mountainous margins 
in the west and east and moderate features in between, along with development of 
surface water network. 

4.1.3 Geology 

The Geological sequence of rock formations in Sukli Basin is given in 
Table 4.1-1. 


Table 4.1-1: Geological Sequence in Sukli Basin 


Era 

Age 

Super-Group 

Group 

Rock Formations 

Quaternary 

Sub-Recent to 
Recent 

Aeolian deposits 
(and Colluvium) 

Alluvium 

Windblown sands (sand dunes) 
cobbles, pebbles, gravels, sands, 
silts, clays and kankar 

-x-x-x-x-x-Unconformity-x- 

Middle to 

Upper 

Proterozoic 

Lower 

Precambrian 
to Upper 
Precambrian 

Lower Vindhyan 

Malani 

Rhyolitic lavas with abundant 
pyroclastic material (exposed as a 
small outline near Malwar 
(24°49':72°24’) SSW of Sirohi town 
on the northeastern boundary of the 
Basin 

(post-Delhi 
extrusives and 
intrusive) 

Erinpura (Sandra- 
Ambaji) granite and 
gneiss 

Granites, gneisses, pegmatites, 
amphibolites, epidiorites 

Middle to 

Upper 

Proterozoic 

Middle 

Proterozoic 

Delhi 

Sirohi 

Phyllites, mica schists, dolomites, 
marbles and gneisses 

Source: Geological Survey of Ind 

ia (G.S.I) 


The table presented above shows the geological sequence of rocks formations in 
the West Banas, Sukli and Other Nallahs of Jalore Basins. 


Basin is east-west, oriented elongated basin having Alluvium overlain with 
windblown sand deposits in its western part. Gneisses, Phyllite & Schist occurs in 
eastern part of the basin. The Alluvium covers less than half of the basin in 
western part. The basin covers parts of the Jalore and Sirohi District areas. 

4.1.4 Sub-Surface Hydrogeology 

The sub-surface hydrogeology has been studied with the help of one 
hydrogeological cross-section along A-A' Ranada-Thal. This cross-section has 
been prepared on the basis of exploratory tube wells and piezometers drilled by 
CGWB and RGWD. The cross-section line and its respective alignment has been 
shown in Figure 4.1-1. 
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Hydrological Cross-section A-A' Sukli Basin 

The cross- section A-A' (see Figure 4.1-1 and Figure 4.1-2) of Sukli Basin has 
been drawn from Ranada village to Thai village in the north-eastern part of the 
basin. The total length of the cross-section is 19 kms. The ground elevation 
ranges from RL 263.8 m (Thai Village) to RL 322.24 m (Ranada Village) amsl. It 
is revealed from cross-section that the thickness of Older Alluvium of Quaternary 
age is limited to 1 m (Ranada) to 11 m (Thai) throughout the cross-sectional area. 
The cross-section depicts that Alluvium is underlain by Phyllite & Schist and 
Gneisses of Delhi Super Group. In Ranada and Hathal villages Gneisses are 
encountered at a depth below 1 to 2 m while in Pamera and Thai village Phyllite 
& Schist are encountered at a depth below 1 to 11 m. The ground water level 
ranges from 14 m (Hathal) to 21 m (Pamera) bgl. 
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Figure 4.1-1: Hydrogeological Cross section Line of Sukli Basin 
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Source: CGWB and RGWD 
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Figure 4.1-2: Hydrogeological Cross section of Sukli Basin 



Source: CGWB and RGWD 
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4.2 Aquifer Units 

4.2.1 Aquifer Units 

The basin area is occupied by Younger Alluvium, Granite, Phyllite & Schist, 
aquifers. Younger Alluvium occupies a very small area of 78.39 km 2 in the south¬ 
western part of the basin and comprises sand and gravel mixed with Clay and 
Kankars. Jalore and Erinpura Granites together occupy an area 440.28 km 2 and 
Phyllite & Schist of Delhi Super-Group cover 471.76 km 2 . 

The area occupied by various aquifer units in the basin is given in the 
Table 4.2-1. 

Table 4.2-1: Aquifer Units with Occupied Area in Sukli Basin 


Basin 

Aquifer Units 

Area (Km 2 ) 


Erinpura Granite 

220.22 

Sukli 

Jalore Granite 

220.06 

Phyllite & Schist 

471.76 


Younger Alluvium 

78.39 

Basin Total 


990.44 


Source: CGWB and RGWD 


The aquifer map of the basin is shown in the Drawing No. SUK-GW-001 (in 
Volume 3c). 

4.2.2 Aquifer Characteristics 

The hydrological characteristics of aquifers occupying the basin area is shown in 
Table 4.2-2. 

The average depth of hard rock aquifers in the basin area range from 27.50 m to 
39.75 m. The static water level range from 0.35 m bgl at village Gulabganj to 
21.00 m bgl at village Amthalla in Phyllite & Schist aquifer of the basin. 

The average discharge of wells in the basin area range from 0.27 lps to 1.39 lps in 
hard rock aquifers. 
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Table 4.2-2: Hydrogeological Characteristics of Aquifer Units of Sukli Basin 


Basin 

Aquifer Units 

Depth 

Drilled 

(m) 

Static Water Level 
(m bgl) 

Discharge 

(Ips) 

Drawdown (m) 

Specifi 

Capacit 

(Ips/m 

y 

Transmissivity 

(m 2 /day) 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Sukli 

Erinpura Granite 

18.00 

39.00 

27.50 

0.50 

13.18 

4.70 

0.06 

0.63 

0.27 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Phyllite & Schist 

17.00 

80.00 

39.75 

0.35 

21.00 

6.42 

0.07 

16.38 

1.39 

- 

- 

- 

- 

- 

- 

- 

- 

- 


Source: CGWB and RGWD 


Note: 

1. The data variously pertain to period 1960-2010. 

2. The same value data reflects the availability of data from one place only. 

3. Detailed information on location / village for the above observed parameters values are given in Annex GW-8. 
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4.3 Depth to Groundwater Table 

4.3.1 Monitoring /Observation Wells 

Water levels in the basin were recorded at 51 observation wells during the pre¬ 
monsoon of year 2010, in hard-rock formations. Out of these, 43 observation 
wells belonged to RGWD and 8 to CGWB. Break up of these is given in Table 
4.3-1. 

Table 4.3-1: Monitoring /Observation Wells in Sukli Basin 





Total 

Basin 

CGWB 

RGWD 

Observation 

Wells 

Sukli 

8 

43 

51 

Source: CGWB and 

RGWD 



4.3.2 Historic Trends of Groundwater Levels year 1984-2010 

An analysis of the historic groundwater levels and trends between the years 1984- 
2010 presented below. Weighted average groundwater levels during the 
examined period were generated based on the measured level in each well and its 
Thiessen weight within the basin. The weighted average groundwater levels 
during the period 1984-2010 are presented in the graph below and given in Table 
4.3-2. 

Figure 4.3-1: Long Term Ground Water Levels and Rainfall in Sukli Basin 1984-2010 
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Table 4.3-2: Weighted Average Ground Water Levels (m amsl) 1984-2010 - Sukli Basin 


Year 

Pre Monsoon (m 
amsl) 

Post Monsoon (m 
amsl) 

1984 

270.85 

272.30 

1985 

269.31 

270.95 

1986 

267.49 

269.22 

1987 

266.77 

267.46 

1988 

267.43 

267.66 

1989 

268.05 

269.03 

1990 

271.79 

274.72 

1991 

268.67 

271.93 

1992 

272.21 

276.33 

1993 

269.56 

273.96 

1994 

272.71 

276.18 

1995 

267.90 

271.91 

1996 

266.16 

269.05 

1997 

267.98 

273.47 

1998 

266.34 

270.86 

1999 

262.32 

266.10 

2000 

261.98 

264.81 

2001 

262.32 

266.05 

2002 

260.36 

264.43 

2003 

265.33 

269.90 

2004 

261.48 

266.24 

2005 

263.99 

268.90 

2006 

268.58 

274.43 

2007 

268.05 

271.83 

2008 

263.32 

269.71 

2009 

259.96 

262.78 

2010 

259.96 

266.44 


Source: Groundwater level data of CGWB and RGWD for this period 1984-2010 

4.3.3 Depth to Groundwater Level (Year 2010) 

The pre-monsoon 2010 depth to water level of Sukli Basin is presented in 
Drawing No. SUK-GW-002 (in Volume 3c). From the map, it is seen that in 
major portion of basin, the depth to groundwater level varies from 10 to 20 m bgl 
and occurs in the eastern, northern and western part of the basin. 

Post-monsoon depth to water level for the year 2010 is presented in Drawing No. 
SUK-GW-003 (in Volume 3c); as observed, most of the basin area registered 10- 
20 m bgl water levels, except the central and western part of basin, where 
groundwater levels of more than 20 m existed in spite of rainfall recharge. The 
south-eastern part of the basin bordering West Banas basin registered less than 2 
m to 5 m bgl groundwater level depths. 
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4.3.4 Long Term Groundwater Level Trends 

Generally, both pre and post-monsoon's groundwater tables have a similar and 
moderate decreasing trend as given in Table 4.3-3. During the years 1984-2010 
pre monsoon's groundwater levels ranged between 259.96 to 270.85 m amsl with 
an average of 266 m amsl, and the post-monsoon groundwater surface ranged 
between 266.44 to 272.30 m amsl with an average of 270 m amsl (Table 4.3-3). 
Both pre and post-monsoon's groundwater tables are well correlated to 
precipitation trends. 

Table 4.3-3: Water Table Decline/Rise* Rates in Sukli Basin 


Basin 

Main 

Formation 

Rate Pre-monsoon [m/yr] 

Rate Post-monsoon [m/yr] 

Mean 

Min 

Max 

Mean 

Min 

Max 

Sukli 

Phyllite & 
Schist 

-0.33 

0.01 

-0.74 

-0.17 

0.03 

-0.75 


*(-) indicates water table decline, (+) indicates water table rise 

Source: Groundwater level data of CGWB and RGWD for the period 1984-2010 


The pre-monsoon groundwater table is lower than the post-monsoon throughout 
the reviewed period. The average declining rate during pre-monsoon is -0.33 
m/yr, almost twice the rate of post-monsoon season. The average groundwater 
level difference between the seasons is increasing with time (Figure 4.3-1). The 
predicted average groundwater table elevations are shown in Table 4.3-4. 


Table 4.3-4: Predicted Average Groundwater Levels in Sukli Basin 


Basin 

Pre-monsoon Levels, (m amsl) 

Post-monsoon Levels, (m amsl) 

Current 

Predicted 

Current 


Predicted 

2010 

2020 

2040 

2060 

2010 

2020 

2040 

2060 

Sukli 

259.96 

256.71 

250.21 

240.46 

266.44 

264.78 

261.47 

256.49 


Based on the long-term groundwater levels trends, a prediction of the observation 
wells (RGWD & CGWB database) which are expected to become dry in the 
future is presented in Table 4.3-5. It is estimated that in the pre monsoon season 
-57% of the wells will become dry by the year 2020, -86% of the wells will 
become dry by the years 2040 and 96% by the area 2060. 


Table 4.3-5: Prediction of Dry Monitoring and Observation Wells* - Sukli Basin 


Basin 

Pre-monsoon Dry Observation 
Wells, [%] 

Post-monsoon Dry Observation 
Wells, [%] 


2020 

2040 

2060 

2020 

2040 

2060 

Sukli 

57 

86 

96 

43 

57 

68 

Source: 

RGWD and CGWB 


4.3.5 Groundwater Level Fluctuation 

Table 4.3-6 shows the groundwater level fluctuation by aquifer unit-wise (for 
data refer Annex GW-3 of Main Report). 
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Table 4.3-6: Aquifer-Wise Groundwater Level Fluctuation in Sukli Basin (Pre monsoon 2010) 


Basin 

Hydrogeological Unit 

Number 
of Wells 

Ground Water Level 
Fluctuation, m 

Min. 

Max. 

Average 

Sukli 

Jalore Granite 

5 

2.43 

9.04 

6.14 

Erinpura Granite 

10 

1.20 

10.07 

6.46 

Phyllite & Schist 

23 

- 

10.33 

5.82 

Basin Summary 

42 

1.81 

10.33 

5.66 


Source: Ground water level data year 2010 of CGWB and RGWD. 


The minimum and maximum seasonal fluctuation in level of groundwater in the 
basin, range from 1.81 m to 10.33 m, the average being 5.66 m. High average 
fluctuation of the order of 6.14 to 6.46 m and 5.82 m are recorded for Jalore 
Granite and Erinpura Granite and Phyllite & Schist aquifers respectively, the 
average fluctuation of 2.15 m has been recorded in Younger Alluvium aquifer of 
the basin area. 

4.3.6 Groundwater Flow Direction 

Drawing No. SUK-GW-004 (in Volume 3c) presents the groundwater table 
contours layout which are more or less parallel to the topography. The hydraulic 
gradient is steep in the hills areas but rather moderate, 3-4 m/km in the centre, 

part of the basin in Phyllite & Schist aquifers associated with the surface water 

channels. The general groundwater flow in the basin is northeast to southwest. 

As compared to the similar basins (West Banas, Mahi, upstream parts of other 
basins) the depth to groundwater table is very shallow, not more than 
10 m bgl. This is an indication that the transmissivity of the aquifers in the basin 
area is very low as such most of the precipitation find its way to the surface water 
system and have poor recharge. The common base flow phenomena can easily 
support this assessment, along with very poor static water reserves scenario of the 
basin. 

4.4 Groundwater Quality 

4.4.1 Introduction 

The groundwater quality has been appraised with reference to selected 
parameters, namely: 

• Concentration of Chloride (Cl) ion in groundwater samples; 

• Concentration of Fluoride (F) ion in groundwater samples; 

• Concentration of Nitrate (NO 3 ) ion in groundwater samples; 

• EC value in groundwater samples. 

The manner of obtaining and analyzing the relevant data are described in Section 
3.2.5 of the Main Report. The description below refers to the relevant parameters 
as observed in this basin. 

Long-term groundwater quality trends of chosen parameters are described below, 
though data for the years 1990-2000 were not available. 

The average Chlorides, EC and Nitrates levels are increasing gradually during the 
last 3 decades. All are within useable range for domestic use: Chlorides are below 
desirable limits while Nitrate and EC are below permissible standards. Fluoride 
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presents a stable trend with concentrations exceeding the permissible standard. 
These trends are associated to the shallow depth to groundwater and return flows 
from irrigation. Moreover, the total draft in the basin increased by 40% between 
the years 1995 to 2009. As a result, pre-monsoon groundwater levels during these 
years declined by more than 0.3 m/yr. Over-exploitation might enhance 
groundwater deterioration and prevent disillusion of exceeding parameters in the 
newly replenished water each year. 

4.4.2 Occurrence of Chloride in Groundwater 

As shown in Figure 4.4-1, the average Chloride concentration values range from 
117.73 mg/1 to 241.98 mg/1 within the time span of 1984 - 2010, with an average 
of 155 mg/1 and a small annual increase of 3.5 mg/1. The minimal (average of 
lowermost 5%) values are about 40 mg/1 and maximal ones (average of highest 
5%) are 570 - 580 mg/1. As is clearly seen in the groundwater quality maps, most 
of the basin area is within and below the desirable Chloride concentration for 
drinking water, in all litho logs (Erinpura Granite, Jalore Granite, Phyllite & 
Schist and Younger Alluvium). An unexplainable salinity patch is however 
encountered in the north, on the Luni Basin boundary, where 1,000 mg/1 is 
recorded in the Jalore Granite. The data used for preparing the graphs is given in 
Table 4.4-5 at the end of this chapter. 


Figure 4.4-1: Long-term Average Chloride Concentrations in Sukli Basin 1984-2010 



» AVERAGE - 5% UP - 5% DOWN -Linear (AVERAGE) 


*No data for the period 1990-2001 

Source: Groundwater chemical analysis data of CGWB and RGWD 

The pre monsoon 2010 Chloride level map of the basin is available in Drawing 
No. SUK-GW-005 (in Volume 3c). Most part of the basin, except of the 
northern and some central parts with Phyllite & Schist aquifer units, water is 
of potable quality with Chloride levels in the range of 0-250 mg/1. 
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Per cent area occupied with various levels of Chloride concentrations in 
groundwater aquifers of the basin is given in Table 4.4-1. 


Table 4.4-1: Aquifer-wise Percent Area Occupied with Various Levels of Chloride (mg/I) in 

Groundwater of Sukli Basin 


Basin 

Hydrogeological Unit 

Percent Area Occupied with 

Various Levels of Chloride, mg/1 


<250 

250- 1,000 

>1,000 


Erinpura Granite 

80.04 

19.96 

0.00 

Sukli 

Jalore Granite 

71.12 

26.67 

2.21 

Phyllite & Schist 

69.67 

30.08 

0.25 


Younger Alluvium 

99.87 

0.13 

0.00 

Basin Summary 

74.69 

24.70 

0.61 

Source: Groundwater chemical analysis data pre monsoon 2010 ol 

CGWB and RGWD 


As shown, 74.69% area of the basin contains potable groundwater with Chloride 
concentration within permissible limits. Poor quality groundwater generally 
occurs in 2.21% and 0.25% area occupied by Jalore Granite and Phyllite & Schist 
units of the basin. 

4.4.3 Occurrence of Fluoride in Groundwater 

As shown in Figure 4.4-2, the average Fluorides concentration varies from 1.62 
mg/1 to 3.18 mg/1, with an average of 2.3 mg/1 and a stable behaviour. The data 
used for preparing the graphs is given in Table 4.4-5 at the end of this chapter. 
The distribution seems to have no correlation to the lithology and most of the 
area seems to be characterised by high Fluorides concentration of 1.5 mg/1 and 
above. This indicates that the concentration is above the permissible limit of 1.5 
mg/1. 

Figure 4.4-2: Long-term Average Fluoride Concentrations in Sukli Basin 1984-2010 



—♦—AVERAGE - 5% UP - 5% DOWN -Linear (AVERAGE) 

*No data for the period 1990-2001 

Source: Groundwater chemical analysis data pre monsoon 2010 of CGWB and RGWD 
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The year 2010 distribution of Fluorides in groundwater of the basin is shown in 
Drawing No. SUK-GW-006(in Volume 3c). It is observed that the major part of 
the basin contains Fluoride-rich groundwater of >1.5 mg/1 concentration and 
hence unfit for drinking water use. The two isolated but large pockets in northern 
and western part of the basin are having shallow groundwater of usable quality. 

Table 4.4-2 shows aquifer-wise percent area covered with different levels of 
Fluorides. 

Table 4.4-2: Aquifer-wise Percent Area Occupied with Various Levels of Fluoride (mg/I) in 

Groundwater of Sukli Basin 


Basin 

Hydrogeological Unit 

Percent Area Occupied with 
Various Levels of Fluoride, 
mg/l 



<1.0 

1.0-1.5 

>1.5 


Erinpura Granite 

23.74 

20.02 

56.24 

Sukli 

Jalore Granite 

25.31 

2.80 

71.89 

Phyllite & Schist 

14.09 

35.55 

50.36 


Younger Alluvium 

28.91 

12.83 

58.26 

Basin Summary 


19.90 

23.02 

57.08 


Source: Groundwater chemical analysis data pre monsoon 2010 of CGWB and RGWD 


The Sukli Basin has about 57.08% area containing poor quality groundwater of 
>1.5 mg/1 Fluorides level ranging from 56.24% in Erinpura Granite to 71.89% in 
Jalore Granite. 

4.4.4 Presence of Nitrates in Groundwater 

As shown in Figure 4.4-3, the average Nitrate (NO 3 ) concentration in the Basin 
varies from a minimum figure of 31.41 mg/1 to a maximum of 132.82 mg/1, with 
an average figure of 52 mg/1 and a rise of about 2 mg/1 per year. The average 
concentration is, therefore, partly below the permissible limit of 45 mg/1, during 
the initial period and rest above the maximum allowed limit of 100 mg /1 during 
this later period. The minimal recorded average values (lowermost 5%) are 10-20 
mg/1 whereas the highest ones (highest 5%), from the year 2004 onwards, are 
above 300 mg/1, with an unstable behaviour and, seemingly, rather erroneous. 
The pre 2010 map, however, indicates that most of the basin area is characterized 
with concentrations of up to 100 mg/1, with a few above 100 mg/1 patches. The 
data used for preparing the graphs is given in Table 4.4-5 at the end of this 
chapter. 
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Figure 4.4-3: Long-term Average Nitrate Concentrations in Sukli Basin 1984-2010 



» AVERAGE - 5% UP - 5% DOWN -Linear (AVERAGE) 

*No data for the period 1990-2001 

Source: Groundwater chemical analysis data pre monsoon 2010 of CGWB and RGWD 

Drawing No. SUK-GW-007 (in Volume 3c) shows the Nitrate concentration in 
the Sukli Basin. Except for two pockets, one in the northern part and the other in 
the western part of the basin, the remaining area of the basin have low level 
Nitrate concentration with less than 45 mg/1. The high level concentration of 
Nitrate-rich groundwater occurs in Phyllite & Schist aquifer units of the basin. 

The aquifer-wise percent area occupied with Nitrate concentration of different 
level in basin is given in Table 4.4-3. 

Table 4.4-3: Aquifer-wise Percent Area Occupied with Various Levels of Nitrate (mg/I) in 

Groundwater of Sukli Basin 


Basin 

Hydrogeological Unit 

Percent Area Occupied with 
Various Levels of Nitrate, mg/I 



<45 

45-100 

>100 


Erinpura Granite 

81.25 

15.24 

3.51 

Sukli 

Jalore Granite 

49.49 

40.76 

9.75 

Phyllite & Schist 

41.33 

47.75 

10.92 


Younger Alluvium 

86.18 

8.88 

4.94 

Basin Summary 

55.57 

35.89 

8.54 


Source: Groundwater chemical analysis data pre monsoon 2010 of CGWB and RGWD 


The potable quality groundwater of <45 mg/1 NO 3 content in this basin covers 
55.57% area. It ranges from 41.33% in Phyllite & Schist aquifer to 86.18% in 
Younger Alluvium unit of the basin. 
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4.4.5 Occurrence of EC in Groundwater 


As shown in Figure 4.4-4, the Electrical Conductivity (EC) average values range 
from 971.76 pS/cm to 1,388.22 pS/cm, with an average value of 1,163 pS/cm. 
The minimal values of about 500 pS/cm are recorded at the end of the eighties 
and the maximal ones, up to about 3,000 pS/cm are encountered after the year 
2000, which is also the case in other basins. Spatially the distribution of the EC 
values commensurate with the Chloride concentrations, being the dominant ion. 
The data used for preparing the graphs is given in Table 4.4-5. 


Figure 4.4-4: Long-Term Average Electrical Conductivity in Sukli Basin 1984 - 2010 



*No data for the period 1990-2001 

Source: Groundwater chemical analysis data pre monsoon 2010 of CGWB and RGWD 

The distribution of EC levels in groundwater of the basin is presented in Drawing 
No. SUK-GW-008 (in Volume 3c). It can be seen that much of the basin bears 
low salinity groundwater of conductivity of less than 2,250 pS/cm, except for 
small area in the eastern and northern parts of the basin where the EC level 
ranges from 2,250-5,000 pS/cm and even beyond 5,000 pS/cm. The per cent of 
basin area having groundwater of selected EC levels are given in Table 4.4-4. 
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Table 4.4-4: Aquifer-wise Percent Area Occupied with Various Levels of Electrical 
Conductivity in Groundwater of Sukli Basin 


Basin 

Hydrogeological Unit 

Percent Area Occupied with 

Various Levels of 

Electrical Conductivity, pS/cm 

<750 

750 - 2,250 

2,250 - 5,000 

> 5,000 

Sukli 

Erinpura Granite 

15.16 

80.70 

4.14 

0.00 

Jalore Granite 

30.09 

64.51 

4.34 

1.06 

Phyllite & Schist 

8.88 

85.76 

5.36 

0.00 

Younger Alluvium 

44.01 

55.99 

0.00 

0.00 

Basin Summary 

17.77 

77.56 

4.44 

0.23 


Source: Groundwater chemical analysis data pre monsoon 2010 of CGWB and RGWD 


The above table indicates that 95.33% of the basin area having potable quality of 
ground water with EC concentration ranging between below 750 to 2,250 pS/cm. 
Only 4.67% area have ground water quality unsuitable for drinking and irrigation 
use with EC concentration from 2,250 to 5,000 pS/cm or beyond. Poor quality of 
ground water have been recorded in Jalore Granite aquifer of the basin. 
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Table 4.4-5: Long Term Groundwater Quality Trends - Sukli Basin 


Year 

Season 

Chloride (mg/I) 

Electrical Conductivity (nS/cm) 

Fluoride (mg/I) 

Nitrate (mg/I) 

5% UP 

AVERAGE 

5% DOWN 

5% UP 

AVERAGE 

5% DOWN 

5% UP 

AVERAGE 

5% DOWN 

5% UP 

AVERAGE 

5% DOWN 

1984 

Pre - Monsoon 

- 

135.53 

- 

- 

1,126.64 

- 

- 

2.36 

- 

- 

16.55 

- 

1984 

Post - Monsoon 

237.44 

134.87 

35.78 

1,583.33 

1,114.18 

623.06 

4.01 

2.57 

0.70 

37.30 

19.71 

11.99 

1985 

Pre - Monsoon 

244.57 

134.21 

42.66 

1,626.67 

1,101.72 

602.78 

4.29 

2.78 

0.60 

47.33 

22.87 

16.53 

1985 

Post - Monsoon 

251.70 

130.06 

49.55 

1,670.00 

1,061.37 

582.50 

4.57 

2.82 

0.65 

41.54 

24.19 

21.08 

1986 

Pre - Monsoon 

213.88 

126.02 

49.64 

1,515.00 

1,046.64 

786.67 

4.67 

2.54 

0.40 

56.58 

41.75 

16.45 

1986 

Post - Monsoon 

277.69 

133.45 

49.63 

1,685.00 

1,075.29 

805.00 

5.33 

2.96 

0.80 

49.14 

30.85 

13.23 

1987 

Pre - Monsoon 

372.23 

138.72 

51.41 

2,328.33 

1,099.79 

740.00 

2.93 

1.74 

0.90 

31.41 

22.85 

16.53 

1987 

Post - Monsoon 

231.61 

117.73 

40.24 

1,364.00 

971.76 

577.17 

4.23 

2.33 

1.00 

46.50 

30.25 

14.05 

1988 

Pre - Monsoon 

259.50 

119.60 

55.66 

1,924.00 

1,091.88 

471.78 

4.47 

2.41 

1.00 

132.82 

51.66 

23.15 

1988 

Post - Monsoon 

269.19 

121.03 

56.19 

1,797.00 

1,085.65 

496.89 

5.17 

2.79 

0.90 

111.46 

54.14 

34.93 

1989 

Pre - Monsoon 

278.87 

122.46 

56.72 

1,670.00 

1,079.42 

522.00 

5.87 

3.17 

0.80 

90.11 

56.63 

36.71 

1989 

Post - Monsoon 

279.55 

118.55 

55.66 

1,676.39 

1,049.07 

545.67 

3.73 

2.39 

0.80 

73.72 

34.44 

24.65 

1990 

Pre - Monsoon 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

1990 

Post - Monsoon 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

1991 

Pre - Monsoon 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

1991 

Post - Monsoon 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

1992 

Pre - Monsoon 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

1992 

Post - Monsoon 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

1993 

Pre - Monsoon 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

1993 

Post - Monsoon 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

1994 

Pre - Monsoon 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

1994 

Post - Monsoon 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

1995 

Pre - Monsoon 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

1995 

Post - Monsoon 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

1996 

Pre - Monsoon 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

1996 

Post - Monsoon 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

1997 

Pre - Monsoon 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

1997 

Post - Monsoon 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

1998 

Pre - Monsoon 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

1998 

Post - Monsoon 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 
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Year 

Season 

Chloride (m 

g/D 

Electrical Conductiv 

ty (|jS/cm) 

Fluoride (mg/I) 

Nitrate (mg/I) 

5% UP 

AVERAGE 

5% DOWN 

5% UP 

AVERAGE 

5% DOWN 

5% UP 

AVERAGE 

5% DOWN 

5% UP 

AVERAGE 

5% DOWN 

1999 

Pre - Monsoon 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

1999 

Post - Monsoon 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

2000 

Pre - Monsoon 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

2000 

Post - Monsoon 

433.97 

151.19 

40.18 

2,241.25 

1,148.88 

569.84 

2.61 

1.79 

0.59 

119.45 

61.01 

35.34 

2001 

Pre - Monsoon 

397.04 

166.37 

47.27 

1,953.33 

1,228.05 

733.33 

2.83 

1.76 

1.50 

106.43 

52.37 

40.30 

2001 

Post - Monsoon 

399.40 

179.41 

47.81 

1,996.67 

1,289.95 

783.33 

2.65 

1.89 

1.53 

113.15 

53.20 

33.79 

2002 

Pre - Monsoon 

401.77 

190.40 

46.00 

2,040.00 

1,351.86 

833.33 

2.48 

1.99 

1.01 

119.87 

54.03 

27.28 

2002 

Post - Monsoon 

400.47 

177.81 

49.50 

2,193.33 

1,268.85 

631.67 

3.32 

2.07 

0.98 

89.56 

65.88 

32.24 

2003 

Pre - Monsoon 

413.58 

185.00 

53.00 

1,966.67 

1,283.99 

586.67 

4.65 

3.18 

0.87 

82.63 

57.29 

25.01 

2003 

Post - Monsoon 

415.95 

188.06 

56.50 

1,963.33 

1,191.96 

688.33 

4.75 

2.91 

0.75 

89.69 

65.09 

23.15 

2004 

Pre - Monsoon 

531.75 

231.01 

54.68 

2,600.00 

1,314.87 

701.67 

3.45 

2.50 

1.14 

307.52 

118.86 

20.67 

2004 

Post - Monsoon 

553.02 

216.48 

52.87 

2,803.33 

1,388.22 

650.00 

4.45 

2.71 

0.81 

222.17 

73.70 

22.94 

2005 

Pre - Monsoon 

567.20 

220.24 

49.28 

3,000.00 

1,437.42 

616.67 

4.61 

2.95 

1.26 

245.93 

80.15 

22.73 

2005 

Post - Monsoon 

413.58 

176.64 

52.78 

2,126.67 

1,211.67 

700.00 

4.51 

2.84 

0.74 

145.49 

55.08 

19.01 

2006 

Pre - Monsoon 

397.04 

207.10 

49.19 

1,920.00 

1,234.44 

606.67 

3.70 

2.36 

0.77 

307.11 

64.45 

8.99 

2006 

Post - Monsoon 

524.66 

234.05 

84.59 

2,406.67 

1,350.72 

1,073.33 

4.60 

2.62 

0.98 

107.67 

70.95 

29.76 

2007 

Pre - Monsoon 

538.84 

241.98 

56.19 

2,533.33 

1,352.18 

666.67 

3.07 

2.06 

0.78 

282.72 

73.83 

34.10 

2007 

Post - Monsoon 

425.40 

223.16 

66.78 

2,006.67 

1,217.68 

623.33 

2.47 

1.62 

0.64 

184.35 

79.94 

58.28 

2008 

Pre - Monsoon 

449.03 

210.61 

59.65 

2,220.00 

1,284.68 

620.00 

3.13 

1.86 

0.70 

291.81 

73.76 

30.17 

2008 

Post - Monsoon 

411.22 

208.87 

52.51 

2,040.00 

1,194.91 

646.67 

2.73 

1.80 

0.80 

219.27 

71.16 

38.03 

2009 

Pre - Monsoon 

446.67 

201.42 

52.47 

2,266.67 

1,271.39 

721.67 

3.15 

2.09 

0.79 

211.83 

64.43 

22.32 

2009 

Post - Monsoon 

413.58 

151.05 

55.97 

2,190.00 

1,236.51 

700.00 

3.69 

2.07 

0.84 

187.03 

70.29 

27.07 

2010 

Pre - Monsoon 

413.69 

151.71 

56.75 

2,035.00 

1,303.85 

626.67 

4.66 

2.22 

0.86 

187.43 

70.72 

27.46 

2010 

Post - Monsoon 

- 

- 

- 

1,935.00 

1,307.71 

653.33 

- 

- 

- 

- 

- 

- 
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4.5 Groundwater Drafts 

4.5.1 Historic Groundwater Draft (1995-2009) 

During 1995-2009 the drafts in the basin have increased from ~53 Mm 3 in 1995 
to ~73 Mm 3 during 2009, a total rise of ~20 Mm 3 in 15 years. The relative 
increase over the entire period is 37%. As shown in Table 4.5-1 and Figure 4.5-1 
the average annual rise is 1.33 Mm 3 /yr. Draft's volume increased moderately 
during the aforementioned time period, nevertheless 2004's draft volume has been 
slightly smaller than 2001 (Table 4.5-1, Figure 4.5-1). 

Table 4.5-1: Groundwater Drafts in Sukli Basin 1995-2009 


Basin 

1995 

2001 

2004 

2007 

2009 

1995-2009 

Groundwater Draft (Mm 3 ) 

Relative 
Change 
(%) ' 

Rate of 
Change 
(Mm 3 /yr) 

Sukli 

52.75 

64.29 

61.29 

69.87 

72.50 

37.44 

1.31 


* Source: Groundwater data of CGWB and RGWD 


A moderate decline of rain depth took place during 1991-2010 (~11 mm/yr). The 
groundwater level changes correlate with the rain depth and the increase in drafts. 
During the years 1984-2010 the groundwater's pre monsoon levels have dropped 
by ~9 m (~32 cm/yr). It is assumed that a combination of precipitation changes 
and increased draft volume have caused the decline of the water table. 
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Figure 4.5-1: Groundwater Drafts in Sukli Basin 1995-2009 
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* Source: Groundwater data of CGWB and RGWD 
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4.5.2 Groundwater Draft (2010) 

The Table 4.5-2 shows the extent of the year 2010 groundwater extraction in the 
basin, where it may be seen that a total of 69.67 Mm 3 is being abstracted for the 
basin (for details see Section 3.2.6, Annex GW-5(a) & (b) of Main Report). The 
maximum draft of 32.30 Mm 3 is abstracted from Phyllite & Schist aquifer of the 
basin. 


Table 4.5-2: Details of Groundwater Draft in Sukli Basin (Year 2010) 


Basin 

Hydrogeological Unit 

Gross Draft in Fresh Groundwater 

Agricultural, 

Mm 3 /yr 

Domestic 

and 

Industrial, 

Mm 3 /yr 

All Uses, 
Mm 3 /yr 

Sukli 

Erinpura Granite 

7.64 

0.77 

8.41 

Jalore Granite 

16.05 

0.66 

16.71 

Phyllite & Schist 

30.33 

1.97 

32.30 

Younger Alluvium 

11.99 

0.26 

12.25 

Basin Total 


66.01 

3.66 

69.67 

Source: Village wise number of existing wells in operation, col 

lected from Tehsil 


4.6 Groundwater Resources 

4.6.1 Assessment of Fresh Dynamic Groundwater Resources (2010) 

The total annual assessed fresh dynamic groundwater availability in the basin for 
the year 2010 is assessed at 51.68 Mm 3 and the existing groundwater draft at 
69.67 Mm 3 . The stage of groundwater development in the basin is 134.81% and 
the basin is categorised as over-exploited as shown in Table 4.6-l(a). 


Table 4.6-1 (a): Fresh Dynamic Groundwater Availability in Sukli Basin (Year 2010) 


Basin 

Net 

Groundwater 

Availability, 

Mm 3 

Gross Draft 
for All 
Uses, Mm 3 

Stage of 
Groundwater 
Development, 

% 

Category 

Sukli 

51.68 

69.67 

134.81 

Over Exploited 


The further details of fresh dynamic groundwater availability in various micro¬ 
watersheds of Sukli Basin for year 2010 is given in Table 4.6-1(b) (for details see 
Section 3.2.7, Annex GW-6(a) & 6(b) of Main Report). 
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Table 4.6-1(b): Micro Watershed and Aquifer Wise Fresh Dynamic Groundwater 
Availability in Sukli Basin (Year 2010) 


Basin 

Micro 

Watershed 

Hydrogeological 

Unit 

Fresh Dynamic 
Groundwater 
Availability, Mm 3 


001 

Phyllite & Schist 

1.33 


002 

Jalore Granite 

2.03 


Phyllite & Schist 

0.38 


Sub Total 

2.41 



Jalore Granite 

3.64 


003 

Phyllite & Schist 

1.36 



Younger Alluvium 

- 


Sub Total 

5.00 



Erinpura Granite 

4.27 


004 

Jalore Granite 

- 



Phyllite & Schist 

8.48 


Sub Total 

12.75 


005 

Erinpura Granite 

1.64 


Phyllite & Schist 

2.91 


Sub Total 

4.55 


006 

Erinpura Granite 

2.59 


Phyllite & Schist 

3.74 

Sukli 

Sub Total 

6.33 



Erinpura Granite 

0.46 


007 

Jalore Granite 

0.35 


Phyllite & Schist 

4.13 



Younger Alluvium 

- 


Sub Total 

4.93 


008 

Jalore Granite 

0.76 


Phyllite & Schist 

1.76 


Sub Total 

2.52 


009 

Jalore Granite 

0.58 


Younger Alluvium 

5.78 


Sub Total 

6.36 


010 

Erinpura Granite 

1.54 


Phyllite & Schist 

0.48 


Sub Total 

2.02 


011 

Jalore Granite 

0.64 


Younger Alluvium 

2.83 


Sub Total 

3.48 

Basin Total 

51.68 


Note: For details of Micro-watersheds see Table 2.1-2 and Figure 2.1-3 
Source: CGWB and RGWD 


4.6.2 Saline Dynamic Groundwater Resources 

The availability of saline dynamic groundwater resource in the basin is assessed 
as Nil. 

4.6.3 Fresh Static Groundwater Assessment 

The basin comprises only 6.06 Mm 3 of fresh static groundwater resources for the 
year 2010, mostly in bed-rock aquifer units as given in Table 4.6-2 (for details 
see Section 3.2.8, Annex GW-7(a) & 7(b) of Main Report). 
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Table 4.6-2: Micro Watershed and Aquifer Wise Fresh Static Groundwater Resources in Sukli 

Basin (Year 2010) 


Basin 

Micro Watershed 

Hydrogeological Unit 

Fresh Static 
Groundwater 
Availability, Mm 3 

Sukli 

001 

Phyllite & Schist 

0.17 

002 

Jalore Granite 

0.29 

Phyllite & Schist 

0.07 

Sub Total 

0.36 

003 

Jalore Granite 

0.49 

Phyllite & Schist 

0.18 

Younger Alluvium 

- 

Sub Total 

0.67 

004 

Erinpura Granite 

0.41 

Jalore Granite 

- 

Phyllite & Schist 

0.80 

Sub Total 

1.22 

005 

Erinpura Granite 

0.15 

Phyllite & Schist 

0.29 

Sub Total 

0.44 

006 

Erinpura Granite 

0.22 

Phyllite & Schist 

0.44 

Sub Total 

0.67 

007 

Erinpura Granite 

0.05 

Jalore Granite 

0.05 

Phyllite & Schist 

0.43 

Younger Alluvium 

- 

Sub Total 

0.53 

008 

Jalore Granite 

0.09 

Phyllite & Schist 

0.20 

Sub Total 

0.29 

009 

Jalore Granite 

0.13 

Younger Alluvium 

0.91 

Sub Total 

1.04 

010 

Erinpura Granite 

0.14 

Phyllite & Schist 

0.06 

Sub Total 

0.20 

011 

Jalore Granite 

0.06 

Younger Alluvium 

0.42 

Sub Total 

0.48 

Basin Total 

6.06 


Source: CGWB and RGWD 


4.6.4 Saline Static Groundwater Assessment 

The net availability of saline static ground water resource in the basin is assessed 
as Nil. 
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5. Summary of Water Availability 

5.1 Assessment Considerations 

Availability of water originating from various sources depends upon the source 

nature and subject to the following ToR requirements: 

• Locally generated surface water the starting point for its rational utilization is 
its availability in terms of ‘native’ or ‘virgin’ (un-intercepted) status, with its 
due dependability nature is considered the ‘hydrologic planning base data’ of 
this part of the Basin’s water sources. 

• In the case of imported water, the governing factor is the on-going (current) 
management of the relevant agreements. Dependability levels of this source 
of water relates to its own source, assumed to be maintained through the 
relevant delivery system. 

• Also for groundwater, its availability for long-term exploitation, clear of any 
current State of overdraft is the basic element. Since it is a derivative of 
rainfall, the dependability level of such rechargeable ‘dynamic’ groundwater 
availability relies on the statistic occurrence of precipitation. 

5.2 Basin Summary of Available Water 

The analysis above have been oriented according to the aforementioned 

assessment considerations, culminated in a summary as shown in Table 5.2-1. 


Table 5.2-1: Summary of Available Water Resources in Sukli Basin, Mm 3 (2010) 


Property 

Dependability Level 

Mean 

25% 

50% 

75% 

90% 

Fresh Water 






Local Surface Water (virgin), Mm 3 /yr 

137.61 

150.80 

43.80 

13.00 

7.90 

Imported Water, Mm 3 /yr 

- 

- 

- 

- 

- 

Fresh Dynamic Groundwater, Mm 3 /yr 

51.68 





Fresh Static Groundwater, Mm 3 /yr 

6.06 





Total Available Fresh Water, Mm 3 /yr 

195.35 





Saline Groundwater 






Saline Dynamic Groundwater, Mm 3 /yr 

0.00 





Saline Static Groundwater, Mm 3 /yr 

0.00 





Total Available Saline Groundwater, 
Mm 3 /yr 

0.00 






Note: For groundwater, assessment is done for Mean Annual Availability as per GEC methodology. 
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Annex SUK-1 

Virgin Water Yield Series for Sukli Basin for the Area within 

Rajasthan (990.44 km 2 ) 


Table A1-1: Virgin Water Yield Series of Sukli Basin, Mm 3 


Year 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual 

1973 

0.01 

0.00 

0.00 

0.00 

0.00 

3.76 

49.65 

208.93 

459.88 

17.52 

0.54 

0.09 

740.39 

1974 

0.05 

0.03 

0.02 

0.01 

1.18 

1.98 

0.53 

2.26 

1.87 

1.69 

0.10 

0.01 

9.73 

1975 

0.01 

0.19 

0.02 

0.00 

0.00 

1.03 

48.87 

226.87 

187.49 

42.65 

13.56 

0.44 

521.12 

1976 

0.19 

0.55 

0.02 

0.01 

0.01 

0.81 

43.16 

432.91 

170.80 

10.36 

0.76 

0.17 

659.76 

1977 

0.24 

0.08 

0.02 

0.08 

0.24 

11.34 

222.04 

113.00 

5.74 

0.29 

0.05 

0.03 

353.14 

1978 

0.02 

0.08 

0.01 

0.01 

0.00 

0.40 

64.21 

43.81 

60.65 

2.25 

14.36 

2.42 

188.21 

1979 

0.08 

0.19 

0.03 

0.01 

0.13 

0.49 

25.31 

59.74 

7.07 

1.05 

15.32 

7.84 

117.26 

1980 

0.20 

0.02 

0.01 

0.01 

0.00 

13.47 

117.36 

6.49 

0.24 

0.04 

0.02 

0.54 

138.38 

1981 

0.11 

0.01 

0.01 

0.00 

0.00 

1.01 

7.29 

5.85 

0.97 

0.26 

2.45 

0.04 

17.98 

1982 

0.01 

0.01 

0.01 

0.96 

2.51 

0.21 

2.58 

5.13 

0.61 

0.27 

0.93 

0.03 

13.25 

1983 

0.01 

0.00 

0.00 

0.51 

0.28 

0.50 

5.73 

30.84 

2.80 

1.74 

0.07 

0.03 

42.52 

1984 

0.01 

0.01 

0.01 

0.00 

0.00 

1.37 

3.22 

34.52 

5.63 

0.20 

0.04 

0.02 

45.04 

1985 

0.01 

0.01 

0.01 

0.00 

0.00 

0.13 

3.86 

21.37 

0.26 

0.47 

0.03 

0.02 

26.16 

1986 

0.01 

0.01 

0.03 

0.01 

0.15 

0.98 

2.51 

4.19 

0.10 

0.02 

0.01 

0.01 

8.02 

1987 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.05 

0.55 

0.21 

0.00 

0.49 

1.30 

1988 

0.02 

0.00 

0.00 

0.00 

0.00 

0.51 

6.16 

10.19 

1.93 

0.31 

0.03 

0.02 

19.17 

1989 

0.10 

0.01 

0.00 

0.00 

0.00 

2.86 

1.70 

11.31 

4.08 

0.14 

0.04 

0.02 

20.27 

1990 

0.01 

0.08 

0.23 

0.03 

0.31 

0.53 

82.94 

157.79 

96.98 

2.52 

0.12 

0.06 

341.59 

1991 

0.04 

0.02 

0.02 

0.01 

0.01 

0.03 

4.36 

2.85 

1.91 

0.04 

0.02 

0.01 

9.31 

1992 

0.03 

0.06 

0.00 

0.00 

0.00 

0.79 

12.39 

79.02 

303.03 

9.60 

0.43 

0.11 

405.47 

1993 

0.04 

0.05 

0.04 

0.01 

0.01 

0.35 

78.92 

19.30 

0.67 

0.34 

0.05 

0.02 

99.79 

1994 

0.98 

0.04 

0.01 

0.01 

0.05 

3.58 

36.38 

172.39 

208.74 

5.68 

0.13 

0.07 

428.05 

1995 

0.04 

0.02 

0.02 

0.01 

0.01 

1.10 

5.94 

6.06 

24.46 

0.12 

0.04 

0.02 

37.84 

1996 

0.60 

0.04 

0.01 

0.01 

0.00 

1.69 

4.10 

4.50 

1.05 

0.06 

0.02 

0.01 

12.08 

1997 

0.07 

0.01 

0.00 

0.08 

0.00 

4.04 

3.10 

14.72 

17.70 

9.28 

0.17 

0.04 

49.21 

1998 

0.02 

0.01 

0.01 

0.01 

0.00 

1.03 

18.24 

1.03 

3.52 

75.53 

10.53 

0.06 

110.00 

1999 

0.03 

0.01 

0.01 

0.01 

0.14 

2.01 

2.76 

1.52 

0.03 

0.38 

0.01 

0.01 

6.92 

2000 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

8.07 

2.28 

0.46 

0.03 

0.01 

0.01 

10.88 

2001 

0.00 

0.00 

0.00 

0.17 

0.18 

9.46 

15.97 

8.82 

0.49 

1.08 

0.06 

0.02 

36.24 

2002 

0.01 

0.07 

0.01 

0.02 

0.00 

1.83 

1.86 

0.87 

2.31 

0.07 

0.01 

0.01 

7.08 

2003 

0.00 

0.38 

0.07 

0.00 

0.00 

3.24 

14.69 

25.41 

6.45 

0.46 

0.05 

0.03 

50.78 

2004 

0.02 

0.01 

0.01 

0.01 

0.23 

4.14 

2.17 

17.46 

0.84 

1.73 

0.06 

0.02 

26.68 

2005 

0.01 

0.01 

0.01 

0.00 

0.00 

0.93 

4.20 

13.99 

15.06 

18.68 

0.07 

0.03 

52.99 

2006 

0.02 

0.01 

0.18 

0.01 

0.00 

0.14 

4.59 

319.94 

132.97 

1.70 

0.13 

0.07 

459.77 

2007 

0.04 

0.03 

0.46 

0.03 

0.01 

0.42 

38.95 

40.16 

2.12 

0.55 

0.04 

0.02 

82.82 

2008 

0.01 

0.01 

0.01 

0.13 

0.01 

0.94 

3.72 

4.58 

4.12 

0.39 

0.03 

0.28 

14.22 

2009 

0.02 

0.01 

0.25 

0.04 

0.00 

0.39 

7.96 

1.87 

1.12 

0.04 

0.02 

0.01 

11.73 

2010 

0.26 

0.01 

0.00 

0.00 

0.00 

0.68 

11.31 

19.04 

6.35 

0.41 

9.64 

6.54 

54.23 

% flow 

0.06 

0.04 

0.03 

0.04 

0.10 

1.50 

18.49 

40.75 

33.29 

3.98 

1.34 

0.38 


Mean 

0.09 

0.05 

0.04 

0.06 

0.14 

2.06 

25.44 

56.08 

45.82 

5.48 

1.84 

0.52 

137.61 
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Sukli Selwara 

Table Al-2 provides the Observed Gauge-Capacity data for Sukli Selwara Dam: 


Table Al-2: Sukli Selwara Dam Gauge - Capacity Data 


Year 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

Gauge, 

ft 

Capacity 

Mm 3 

30 st June 

31 st July 

31 st Aug. 

30 st Sept. 

2009 

263.00 

0.00 

263.00 

0.00 

263.00 

0.00 

263.00 

0.00 

2010 

263.00 

0.00 

263.00 

0.00 

263.85 

5.65 

264.05 

6.13 


Source: WRD, GoR 

Note: Sukli Selwara Irrigation Project was completed in year 2008 
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Annex SUK-2 

Water Balance Components of Sukli Basin in terms of Annual 

Depth 


Table A2-1: Annual Water Balance Components of Sukli Basin, mm 


YEAR 

PCP 

ET 

WYLD 

PET 

PERC 

SURQ 

GW_Q 

LAT 

Q 

Sub-surface 

percolation 

1973 

1,500.60 

391.01 

752.97 

1,940.50 

961.07 

75.64 

607.25 

70.07 

353.82 

1974 

230.29 

231.68 

8.55 

2,151.37 

2.56 

0.00 

1.54 

7.02 

1.02 

1975 

1,276.13 

458.42 

526.48 

1,873.36 

727.08 

11.85 

458.78 

55.84 

268.30 

1976 

1,364.90 

387.35 

671.25 

1,946.09 

860.71 

63.55 

544.21 

63.48 

316.50 

1977 

957.88 

433.22 

356.56 

1,862.96 

463.32 

24.57 

292.30 

39.68 

171.02 

1978 

693.88 

406.71 

183.46 

2,008.44 

248.51 

2.73 

155.24 

25.49 

93.27 

1979 

541.13 

360.76 

112.53 

2,068.85 

150.50 

0.14 

93.57 

18.82 

56.93 

1980 

523.97 

296.39 

136.34 

2,098.27 

218.34 

0.55 

115.62 

20.17 

102.72 

1981 

546.55 

419.63 

18.57 

2,010.93 

110.92 

0.61 

0.00 

17.95 

110.92 

1982 

420.46 

356.77 

13.49 

2,081.43 

55.46 

0.04 

0.00 

13.45 

55.46 

1983 

713.94 

417.69 

43.20 

1,932.65 

255.93 

12.49 

3.88 

26.83 

252.05 

1984 

636.91 

343.92 

43.92 

2,005.80 

263.51 

6.77 

12.38 

24.77 

251.13 

1985 

411.93 

204.98 

26.06 

2,037.20 

190.33 

2.41 

7.18 

16.46 

183.15 

1986 

262.80 

206.24 

8.19 

2,045.72 

48.99 

0.00 

0.00 

8.19 

48.99 

1987 

54.16 

58.71 

1.33 

2,220.77 

0.00 

0.00 

0.00 

1.33 

0.00 

1988 

540.62 

329.30 

19.74 

2,048.42 

183.42 

0.40 

0.00 

19.34 

183.42 

1989 

520.56 

310.59 

21.39 

2,015.41 

188.79 

1.72 

0.00 

19.67 

188.79 

1990 

1,471.92 

419.55 

338.51 

1,928.68 

928.32 

52.73 

217.68 

68.11 

710.64 

1991 

278.84 

206.78 

9.49 

2,050.42 

66.21 

0.00 

0.00 

9.48 

66.21 

1992 

1,282.85 

330.87 

404.80 

1,965.64 

815.68 

73.67 

271.78 

59.35 

543.90 

1993 

540.62 

234.26 

98.04 

2,056.12 

282.61 

5.99 

69.63 

22.41 

212.98 

1994 

1,370.11 

437.19 

423.13 

1,804.50 

844.95 

21.67 

339.53 

61.93 

505.42 

1995 

489.47 

280.62 

36.11 

2,094.85 

191.16 

0.96 

16.53 

18.63 

174.63 

1996 

401.20 

325.62 

12.37 

2,062.66 

64.12 

0.08 

0.00 

12.29 

64.12 

1997 

815.45 

490.02 

48.16 

1,964.11 

284.31 

4.38 

13.63 

30.15 

270.68 

1998 

741.23 

413.10 

109.09 

2,005.81 

270.63 

28.42 

52.89 

27.77 

217.74 

1999 

228.69 

224.28 

7.00 

2,095.51 

11.94 

0.00 

0.00 

7.00 

11.94 

2000 

343.03 

260.94 

11.09 

2,100.57 

65.40 

0.00 

0.00 

11.09 

65.40 

2001 

758.28 

389.77 

37.20 

1,950.58 

330.97 

4.92 

2.54 

29.72 

328.43 

2002 

243.73 

229.41 

7.18 

2,064.70 

14.95 

0.01 

0.00 

7.16 

14.95 

2003 

831.49 

362.18 

47.34 

1,953.72 

424.90 

1.29 

11.25 

34.80 

413.65 

2004 

589.77 

396.75 

25.90 

2,089.77 

169.87 

1.18 

3.39 

21.33 

166.48 

2005 

574.73 

289.64 

51.30 

2,050.49 

256.93 

3.00 

25.14 

23.15 

231.79 

2006 

1,325.98 

334.68 

447.99 

1,890.24 

913.49 

16.50 

368.23 

63.26 

545.26 

2007 

686.06 

401.19 

81.05 

2,082.26 

256.33 

3.30 

51.90 

25.85 

204.43 

2008 

452.35 

359.36 

14.50 

2,017.45 

73.38 

0.08 

0.00 

14.41 

73.38 

2009 

337.01 

222.48 

12.02 

2,048.44 

110.31 

0.12 

0.00 

11.90 

110.31 

2010 

892.68 

463.83 

51.08 

1,881.26 

358.39 

2.00 

15.23 

33.84 

343.16 

Mean 

680.32 

333.84 

137.30 

2,013.31 

306.96 

11.15 

98.72 

27.43 

208.24 


Where, 


PCP: 

Rainfall 

PET: 

Potential evapotranspiration 

ET: 

Actual evapotranspiration 
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PERC: Percolation (Shallow+Deep) 

SURQ: Direct Surface Runoff 

GW_Q: Baseflow 

WYLD: Total Water yield (SURQ + GW_Q + Lateral Flow) 

LAT_Q: Lateral flow 

Sub-surface percolation =PERC - GW_Q 


Table A2-2: Mean Monthly Water Balance Components of Sukli Basin, mm 


Month 

Rainfall 

Water yield 

(% rainfall contribution) 

Evapotranspiration 

Sub-surface 

percolation 

Jan 

3.36 

0.09 (2.70) 

4.58 

0.00 

Feb 

1.82 

0.06 (3.30) 

4.31 

0.00 

Mar 

1.33 

0.04 (3.00) 

4.43 

0.00 

Apr 

2.61 

0.06 (2.30) 

9.71 

0.01 

May 

7.37 

0.15(2.00) 

5.46 

0.04 

Jun 

63.62 

2.02 (3.20) 

35.27 

8.13 

Jul 

232.25 

25.45(11.00) 

78.40 

85.91 
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1. Introduction 

1.1 General 

Other Nallahs of Jalore Basin includes streams and Nallahs originating in the 
western slopes of Jaswantpura hills (24°48':72°28') and Silar hills 
(24°42':72°28'). The Baragaon Nadi and Sukal River, along with the other 
Nallahs, originate in the sand dune terrain around Raniwara (24°45':72°12'). The 
Bargaon Nadi and Sukal River also follow courses generally parallel or sub¬ 
parallel to the Sukli and West Banas Rivers within Rajasthan. The general 
layout of Other Nallahs of Jalore Basin is shown in Drawing No. ONA-GEN- 
001 (in Volume 3 c). 

The basin is a small basin with an area of 1,900.27 km 2 in Jalore District within 
Rajasthan located in the south-western part of the State. It is surrounded by Luni 
basin in the north and west and by Sukli basin in the east. The southern limit is 
marked by State boundary with Gujarat State. 

The main hill features are the hill ranges running north-east - south-west in the 
eastern - south-eastern part of Pindwara area and that south of Sirohi. They are 
all off-shoots of the Aravali and attain a maximum height of about 1,100 m amsl 
in the Pindwara hills and 1,722 m amsl in the Mt. Abu hills south of Sirohi. The 
terrain bounded by the Sirohi hills in the east, and the Jaswantpura and Silari 
hills in the west, takes the form of a plain at an elevation ranging from about 300 
to 400 m amsl, having a moderate slope towards the south, with local 
exceptions. 

The area west of the Jaswantpura and Silari hills is essentially occupied by 
undulating sandy terrain, marked by sand hills and depressions (as well as some 
relict hills). 

Other Nallahs of Jalore is covered under two Districts namely Jalore (91.29%) 
and Sirohi (8.70%) and five Blocks (See Tablel.1-1). The administrative unit 
setup of Other Nallahs of Jalore Basin is shown in Drawing No. ONA-GEN-002 
(in Volume 3c). 


Table 1.1-1: Districts and Blocks falling under Other Nallahs of Jalore Basin 


District 

Block 

Area Falling 
Inside Basin, 
km 2 

Total Area, 
km 2 

Percentage 
of Area Falling 
Inside Basin, % 

Percentage 
of Basin 
Area, % 

Jalore 

Chitalwana 

154.01 

1,773.33 

8.68 

8.10 

Jaswantpura 

14.45 

1,155.92 

1.25 

0.76 

Raniwara 

562.56 

1,055.08 

53.32 

29.60 

Sanchore 

1,003.66 

1,212.47 

82.78 

52.82 

District Summary 

1,734.67 

5,196.80 

33.38 

91.29 

Sirohi Reodar 

165.59 

1,053.81 

15.71 

8.71 

District Summary 

165.59 

1,053.81 

15.71 

8.71 

Basin Summary 

1,900.27 



100.00 


1.2 Climatic Characteristics 

Weather statistics for Other Nallahs of Jalore Basin have been analysed based on 
the 20 years (1990-2009) monthly IMD weather data except for rainfall analysis 
which is based on IMD, RD and WRD data of 54 years (1957-2010) and is 
presented in Table 1.2-1. 
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The statistical values presented in Table 1.2-1 are the values which varies 
spatially over the region i.e. they signify the spatial variation of a weather 
parameter over the basin. 

Table 1.2-1: Weather Parameter Statistics for Other Nallahs of Jalore Basin 


Weather Parameter 

Minimum 

Maximum 

Mean 

Standard 

Deviation 

Coefficient of 
Variation 

Mean Maximum Temperature, °C 

28.60 

32.80 

31.40 

1.10 

0.03 

Highest Maximum Temperature, °C 

39.10 

44.00 

42.40 

1.30 

0.03 

Mean Minimum Temperature, °C 

14.40 

18.50 

17.10 

1.00 

0.06 

Lowest Minimum Temperature, °C 

-0.70 

2.90 

1.70 

0.90 

0.56 

Annual Rainfall, mm 

498.50 

749.90 

590.70 

48.60 

0.08 

Monsoon Months Rainfall, mm 

467.80 

713.90 

557.70 

47.50 

0.09 

Rainy Days, Days/yr 

21.00 

29.40 

24.30 

1.50 

0.06 

Wind Speed, Km/hr 

3.40 

4.20 

3.90 

0.20 

0.05 

Sunshine Hours, hr/day 

8.40 

8.40 

8.40 

0.00 

0.00 

Relative Humidity, % 

51.50 

58.50 

54.40 

1.80 

0.03 

Annual Evaporation, cm 

184.60 

212.00 

201.10 

6.90 

0.03 


Source: IMD monthly dataset (1990-2009); Rain 


fall Statistics based on IMD, RD and WRD dataset (1957-2010) 


The following paragraphs give brief statistics for temperatures, rainfall, wind 
speeds, relative humidity, sunshine hours and evaporation. 

1.2.1 Temperature Statistics 
Maximum Temperature 

Mean maximum temperature in Other Nallahs of Jalore Basin is 31.4°C and it 
spatially varies within a range of 28.6-32.8°C with a coefficient of variation of 
0.03. Its variation is presented in Drawing No. ONA-CLM-OOl (in Volume 3c). 


Highest Maximum Temperature 

Highest maximum temperature in Other Nallahs of Jalore Basin spatially varies 
within a range of 39.1-44.0°C with a mean value of 42.4°C. Its variation is 
presented in Drawing No. ONA-CLM-002 (in Volume 3c). 


Minimum Temperature 

Mean minimum temperature in Other Nallahs of Jalore Basin spatially varies 
within range of 14.4-18.5°C with a mean value of 17.1°C. Its variation is 
presented in Drawing No. ONA-CLM-003 (in Volume 3c). 


Lowest Minimum Temperature 

Lowest minimum temperature in Other Nallahs of Jalore Basin spatially varies 
within a range of (-)0.7-2.9°C with a mean value of 1.7°C. Its variation is 
presented in Drawing No. ONA-CLM-004 (in Volume 3c). 

1.2.2 Rainfall 

Annual Rainfall 

Annual Rainfall in Other Nallahs of Jalore Basin is ranges from 497.50 - 749.90 
mm spatially with a mean annual rainfall of 590.70 mm having a coefficient of 
variation of 0.08. Its variation is shown in Drawing No. ONA-CLM-005 (in 
Volume 3 c). 


Monsoon Rainfall 

Monsoon month’s rainfall (Jun-Jul-Aug-Sept) ranges from 467.80-713.90 mm 
with a mean value of 557.70 mm with a coefficient of variation of 0.09 and its 
variation is presented in Drawing No. ONA-CLM-006 (in Volume 3c). 
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Rainy Days 

Mean Annual number of Rainy days in Other Nallahs of Jalore Basin is 24.3 
days with a range of 21-29 days, its variation is presented in Drawing No. ONA- 
CLM-007 (in Volume 3c). 

1.2.3 Wind Speed 

Mean annual daily wind speed in Other Nallahs of Jalore Basin spatially varies 
within a range of 3.4-4.2 km/hr with a mean value of 3.9 km/hr and coefficient 
of variation of 0.05. Its variation is presented in Drawing No. ONA-CLM-008 
(in Volume 3c). 

1.2.4 Sunshine Hours 

Mean daily Sunshine hours in Other Nallahs of Jalore Basin are 8.4 hours/day. 
Spatial variation of sunshine hours is presented in Drawing No. ONA-CLM-009 
(in Volume 3c). 

1.2.5 Relative Humidity 

Mean annual daily Relative humidity in Other Nallahs of Jalore Basin is 54.4% 
with a range of 51.5-58.5%, which is presented in Drawing No. ONA-CLM-010 
(in Volume 3c). 

1.2.6 Evaporation 

Mean Annual evaporation in Other Nallahs of Jalore Basin is 201.0 cm with a 
range of 184.6-212.0 cm. Spatial variation of annual evaporation is presented in 
Drawing No. ONA-CLM-011 (in Volume 3c). 

2. Surface Water 

2.1 Hydrological Modelling of Other Nallahs of Jalore Basin 

2.1.1 Overview 

SWAT (Soil and Water Assessment Tool) is a hydrological model to assess the 
monthly and annual surface water potentials of the Other Nallahs of Jalore 
Basin. A brief description of the SWAT hydrological model is given in Annex 
SW-l(a) of the Main Report. 

2.1.2 Development of Hydrological Model for Other Nallahs of Jalore 
Basin 

Development of SWAT hydrological modelling involves several steps which are 
mentioned below. 

Input data required for modelling 

• Digital Elevation Model (DEM) - Grid (raster) 

• Landuse - Grid (raster) or Shape (vector) 

• Soil - Grid (raster) or Shape (vector) 

• Meteorological data with location 

• Optional 

• Mask 

• Drainage for burn 

• Outlet locations 

• ReservoirVRiver gauge locations 
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Key procedures necessary for development of model 

• Delineate the watershed for modelling 

• Define land use and soil data grids 

• Determine the distribution of HRU’s (Hydrological Response Units) based 
on the DEM, land use and soil data. 

• Define rainfall, temperature and weather data 

• Write the SWAT input files- requires access to data on soil, weather, land 
cover, plant growth, etc. 

• Edit the input files - if necessary 

• Setup and run SWAT - requires information on simulation period, PET 
estimation method and other options 

• Calibration of model with available observed data 

Descriptive technical, theoretical, interface and input/output SWAT model 
documentation is attached as soft copy for reference in Annex SW-l(b) (in Main 
Report). 

2.1.3 Basin Delineation 

A digital elevation model (DEM) from the SRTM was used for basin delineation 
and is shown in Figure 2.1-1. Enlarged map of DEM shown in Drawing No. 
GMB-SW-001 (in Volume 3c). 

A watershed is the upslope area that contributes flow to a common outlet as 
concentrated drainage. The boundaries between watersheds are termed drainage 
divides. The outlet is the point on the surface at which water flows out of an 
area. It is the lowest point along the boundary of a watershed. 

Watersheds are delineated from SRTM DEM by computing the flow direction of 
each cell in the raster. The model identifies the ridge lines between the basins 
using elevation values from raster data (SRTM DEM) and creates the basin 
boundary. Outlet points are then defined which may be features, such as dams or 
stream gauges or any other outlet point for which contributing area has to be 
determined. Here basin was delineated considering outlet points outside 
Rajasthan also, so as to cover complete area within Rajasthan. 

The topographic statistics of elevation of the Other Nallahs of Jalore Basin is 
given in Table 2.1-1. 


Table 2.1-1: Elevation Summary - Other Nallahs of Jalore Basin 


Parameter 

Elevation 
(m amsl) 

District 

Block 

Longitude, Latitude 
(degree minutes seconds) 

Minimum Elevation 

15 

Jalore 

Chitalwana 

71°29'55.821"E 
24°44'46.807"N and 
71°34'40.766"E 
24°49'9.033"N 

Maximum Elevation 

952 

Sirohi 

Reodar 

72°27'21.673"E 

24°42'18.181 "N 

Mean Elevation 

135 





Figure 2.1-2 shows the automatically delineated Other Nallahs of Jalore Basin 
with the generated drainage network using the DEM. 

Total modelled area of Other Nallahs of Jalore Basin is 2,961.23 km 2 of which 
1,900.27 km 2 is within Rajasthan boundary. 
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Figure 2.1-1: Digital Elevation Model (Topography) of Other Nallahs of Jalore Basin 
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Figure 2.1-2: Drainage Network and Basin Delineation using DEM for 
Other Nallahs of Jalore Basin 
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2.1.4 Micro-watershed Demarcation 

Automatic delineation of watersheds was done by using the DEM as input and 
using 500 hectare as minimum stream threshold. The target outflow points were 
interactively selected so as to cover entire area of Other Nallahs of Jalore Basin 
falling within Rajasthan State. 

There are 9 micro-watersheds delineated and demarcated in Other nallahs of 
Jalore Basin within Rajasthan boundary (see Figure 2.1-3), details of which are 
presented in Table 2.1-2. Enlarged map showing micro-watersheds is shown in 
Drawing No. ONA-SW-002 (in Volume 3c). 

Table 2.1-2: Micro-watershed Delineated in Other Nallahs of Jalore Basin within Rajasthan 


MWS 

Code 

Area, km 2 

% Basin 
Area 

001 

236.73 

12.46 

002 

238.53 

12.55 

003 

252.24 

13.27 

004 

135.89 

7.15 

005 

265.21 

13.96 

006 

185.89 

9.78 

007 

384.51 

20.23 

008 

73.41 

3.86 

009 

127.86 

6.73 

Total 

1,900.27 

100.00 
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Figure 2.1-3: Micro-watershed Delineated using DEM for Other Nallahs of Jalore Basin 
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2.1.5 Land Use /Land Cover Layer 

Land Use/Land Cover is another important segment of data that is required for 
pre-processing. The land use map from NRSC 1 , has been used for the present 
study. Table 2.1-3 gives the land use categories and the area covered under each 
category of land use for the Other Nallahs of Jalore Basin. 

Major part of the basin is under agriculture land use. Mustard, Maize, Wheat and 
Bajra are the predominant crops (Source: Agriculture Statistics Handbook, 
Government of Rajasthan, 2010). 

Table 2.1-3: Land use Categories - Other Nallahs of Jalore Basin 


Land Use 

Area (km 2 ) 

% of Basin 
Area 

Kharif only 

366.78 

19.30 

Rabi only 

278.65 

14.66 

Double / tripple 

333.57 

17.55 

Current fallow 

590.69 

31.08 

Deciduous forest 

7.30 

0.38 

Scrub/Deg. forest 

11.70 

0.62 

Other wasteland 

271.27 

14.28 

Scrubland 

37.80 

1.99 

Water bodies 

2.51 

0.13 

Total 

1,900.27 

100.00 


Source: NRSC, 2007-2008 


Figure 2.1-4 shows the general land use of Other Nallahs of Jalore Basin. 
Enlarged land use map of Other Nallahs of Jalore Basin is shown in Drawing 
No. ONA-LU-OOl (in Volume 3c). 


1 http://applications.nrsc.gov.in/products.asp 


App. ONA-IN-24740-R13-073 

Surface and Ground Water Availability 
309 


July, 2014 




STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Figure 2.1-4: Land use Map of Other Nallahs of Jalore Basin 
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2.1.6 Soil Layer 

Information on the soil profile is also required for simulating the hydrological 
character of the basin. The Soil Map of Rajasthan has been used for the 
modelling. The soil map is in Figure 2.1-5. Enlarged soil map of Other Nallahs 
of Jalore Basin is shown in Drawing No. ONA-SO-OOl (in Volume 3c). 

Soil in the Other Nallahs of Jalore Basin is predominantly Sandy Loam to Sandy 
Clay Loam. Table 2.1-4 shows the area under each of the soil texture class found 
in the Other Nallahs of Jalore Basin. 

Table 2.1-4: Soil Texture - Other Nallahs of Jalore Basin 


Soil Texture 

Area 

(km 2 ) 

% of Basin 
Area 

Loamy Sand 

239.33 

12.59 

Sand 

12.64 

0.67 

Sandy Clay Loam 

936.47 

49.28 

Sandy Loam 

706.57 

37.18 

Loamy_sand 

3.82 

0.20 

Silt loam 

1.44 

0.08 

Total 

1,900.27 

100.00 

Source: SRSAC, DS1 

f, Jodhpur 
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Figure 2.1-5: Soil map of Other Nallahs of Jalore Basin 
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2.1.7 Meteorological Data Collection Stations 

The daily rainfall data of 2 rain gauge stations belonging to Revenue Department 
and Water Resources Department of Rajasthan has been used. Maximum and 
minimum temperature data at a resolution of 1° X 1° latitude by longitude grid 
points (1 grid location) from IMD has been used. 

(The Grid point nomenclature adopted by IMD was done by combining 
Longitude and Latitude in decimal degrees to form a code e.g. grid location code 
"755275" signifies 75.5 degree longitude and 27.5 degree latitude). 

Major weather parameters which influence the hydrology of a catchment are 
rainfall and temperature for which daily observed data have been used, while for 
other weather parameters like solar radiation, wind speed and relative humidity 
(which have less significant effect on hydrology) long term statistics have been 
used to derive daily values. These weather parameters have small variation over 
the time and can be derived using continuity equations. 

SWAT uses weather generator model for generating values based on long term 
daily statistics for a particular day. 

Solar radiation is generated from a normal distribution. A continuity equation is 
incorporated into the generator to account for radiation variations caused by dry 
vs. rainy conditions. Solar radiation is adjusted downward when simulating 
rainy conditions and upwards when simulating dry conditions. The adjustments 
are made so that the long-term generated values for the average monthly solar 
radiation agree with the input averages. 

Generated wind speed: A modified exponential equation is used to generate 
daily mean wind speed given the mean monthly wind speed. 

Generated Relative humidity: The relative humidity model uses a triangular 
distribution to simulate the daily average relative humidity from the monthly 
average. As with temperature and radiation, the mean daily relative humidity is 
adjusted to account for wet- and dry-day effects. 

The meteorological data locations map is shown in Figure 2.1-6. 

The meteorological data location details is presented in Annex SW-3 of Main 
Report. 
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Figure 2.1-6: Meteorological Data Locations Map of Other Nallahs of Jalore Basin 
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2.1.8 Existing Major / Medium Projects 

There are no major or medium projects in Other Nallahs of Jalore Basin data of 
which can be used for hydrological modelling. 

2.1.9 Stream Flow Records in Other Nallahs of Jalore Basin 

No Flow records for Other Nallahs of Jalore Basin are available. 

2.1.10 Other Model Inputs 

District agriculture statistics from 1967-2007 (extended to 2011 from Agricop) has 
been used to derive District wise cropping area, production, irrigation by source 
(canal, tank, well etc), fertilizer and pesticide use per hectare. Cropping pattern and 
crop management practices are used from agriculture contingency plans 
(http://agricoop.nic.in/acp.html) and Agriculture Statistics Handbook, Government 
of Rajasthan, 2010. These data were later transferred to micro-watersheds 
(hydrological modelling unit) using GIS overlay techniques. 

The general cropping pattern adopted in the region is Bajra in Kharif and Wheat in 
Rabi season (Source: Agriculture Statistics Handbook, Government of Rajasthan, 
2010 ). 

2.2 Model Calibration and Performance 

Calibration is an effort to better parameterize a model to a given set of local 
conditions, thereby reducing the prediction uncertainty. Model calibration is 
performed by carefully selecting values for model input (within their respective 
uncertainty ranges) by comparing model predictions (output) for a given set of 
assumed conditions with observed data for the same conditions. 

2.2.1 SWA T Model Calibration 

As mentioned earlier, no data was available to calibrate the SWAT model. In 
absence of observed data, hydrological parameters of adjacent Luni Basin had 
been taken and fed to the model for generating Virgin water yields. 

There are a large number of parameters which operate during simulation. Out of 
them, some major parameters that were adjusted and their respective values are 
presented in Table 2.2-1. 

Table 2.2-1: Major Parameters Adjusted and Respective Values 


Parameter 

Unit 

Value 

GW.delay 

Days 

2.00 

RCHRG_DP 

- 

0.55 

ESC0 

- 

0.55 

GWQMN 

mm 

440.00 

GW_REVAP 

- 

0.08 

SHALLST 

mm 

500.00 

IRRSC 

Source of irrigation 


Shallow aquifer 


2.2.2 The Hydrological Simulation for Other Nallahs of Jalore Basin 

The SWAT model was run with the observed rainfall (1957-2010) and 
temperature data (1973-2010) for Other Nallahs of Jalore Basin and outputs 
were obtained for the common period of 1973 to 2010. The outputs provided by 
the model are very extensive, covering all the components of water balance 
spatially and temporally. The sub components of the water balance that are most 
significant and used for analyses, include: 
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• Total flow (water yield) consisting of surface runoff, lateral and base flow. 

• Actual evapotranspiration (ET). 

The outputs can be depicted in many ways depending on the focus and 
requirement of the user. These components are expressed in terms of total 
annual depth of water in mm over the total watershed area. In other words, the 
total water yield is the equivalent depth in mm, of flow past the outlet of the 
watershed on average annual and monthly basis. Figures 2.2-1 and 2.2-2 show 
the annual and mean monthly water balance components for the Other Nallahs 
of Jalore Basin. 

Temporal Distribution of Major Water Balance Components 

Figure 2.2-1 depicts the annual rainfall, water yield, evapotranspiration and Sub¬ 
surface percolation for the entire Other Nallahs of Jalore Basin. 

There are 9 micro-water sheds delineated and demarcated in Other Nallahs of 
Jalore Basin within Rajasthan boundary, yearly water balance components of 
which are presented in Annex SW-4 of Main Report (as soft copy). 

It is noteworthy here that SWAT gave an indication of the spatial and temporal 
variation of this percolation, with respect to properties of the overlaying soil 
cover. The percolation computed using SWAT model is the total percolation 
which also includes the abstractions being taken from the groundwater. 
Therefore the net percolation which will reflect the groundwater fluctuations is 
after incorporating the withdrawals/draft from the groundwater for various 
purposes. The another component namely deep percolation is used in the SWAT 
model to build the static groundwater table and this component is lost from the 
local water balance, although there is a provision to tap this water through tube 
wells if required. SWAT doesn't takes care of absolute groundwater table since 
it is not a groundwater model. 
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Figure 2.2-1: Simulated Annual Water Balance Components for Other Nallahs of Jalore Basin 
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As shown in Figure 2.2-1, inter annual range of rainfall for the period of analysis 
between 1973 to 2010 was 95.27 mm to 1,210.03 mm, while inter annual range 
of water yield was 0.67 mm to 196.40 mm for the same period. This shows a 
great degree of fluctuations in the rainfall and runoff pattern in Other Nallahs of 
Jalore Basin. 

Figure 2.2-2 depicts the long-term mean monthly water balance components of 
rainfall, water yield, evapotranspiration and Sub-surface percolation for other 
Nallahs of Jalore Basin. 

From Table A2-2, Annex ONA-2, it can be seen that the rainfall contribution to 
water yield and evapotranspiration is mainly in the months of June, July, August 
and September with a maximum in July and August while for other months the 
contribution is negligible. 

In August, about 9.50% of the rainfall gets converted into water yield while in 
September it is 10.60% of the rainfall is converted into water yield. The 
remaining water may have been converted to groundwater storage, soil moisture 
build, etc. (see Table A2-2, Annex ONA-2). 


Figure 2.2-2: Simulated Mean Monthly Water Balance Components for 
Other Nallahs of Jalore Basin 



Virgin Water Yields 


True runoff, or Virgin water yield, is the stream flow in its natural conditions, 
i.e. without the existence of any irrigation, municipal or industrial water supply 
developments (including impact of imported water, return flows and flow 
diversions). 

After calibration and validation of model at selected sites, the Virgin water 
yields were generated by switching off all the abstractions (Minor dams along 
with other water harvesting structures) and removing all crop management 
options (controlled irrigation in terms of canals. Groundwater etc). In Virgin 
water yield scenario presented here, Kharif and Rabi crops are considered as 
rain fed with no external water supply. 
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Virgin water yields for Other Nallahs of Jalore Basin are presented in Table Al- 
1, Annex ONA-1. 

Mean Annual Virgin water yield of Other Nallahs of Jalore Basin for the area 
within Rajasthan is 51.42 Mm 3 (See Table Al-1, Annex ONA-1). 

Virgin water yield series for micro-watersheds of Other Nallahs of Jalore Basin 
are presented in Annex SW-5 of Main Report (as soft copy). 

Flow Duration Curve 

Assessment of dependable lean season flows along with their distribution in 
time is essential for planning and development of water supply schemes. Water 
yield within Rajasthan boundary with respect to four levels of 25%, 50%, 75% 
and 90% dependability is shown in Table 2.2-2. The flow duration curve has 
been shown in Figure 2.2-3. 

Table 2.2-2: Virgin Water Yield at Four Dependability Levels - Other Nallahs of Jalore Basin, 

Mm 3 


Dependability Level, 

% 

Water Yield, 

Mm 3 

25 

46.10 

50 

14.00 

75 

7.00 

90 

1.70 

Mean 

51.42 


Figure 2.2-3: Simulated Flow Duration Curve for Other Nallahs of Jalore Basin 
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Rainfall occurs mainly during the monsoon season in Other Nallahs of Jalore 
Basin. Major portion of stream flow will therefore occur only during these 
months. For Other Nallahs of Jalore Basin (for area within Rajasthan) at 50% 
dependability Virgin water yields is 14.00 Mm 3 while at 75% dependability 
level water yield is 7.00 Mm 3 . 

There are 9 micro-watersheds delineated in Other Nallahs of Jalore Basin within 
Rajasthan. Water yields at various dependabilities are presented in Table 2.2-3. 
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Table 2.2-3: Virgin Water Yield at Four Dependability Levels for Micro-watersheds 

of Other Nallahs of Jalore Basin 


Micro¬ 

watershed 

Code 

Dependability Level, % 

Mean 

25 

50 

75 

90 


Water Yield, Mm 3 

001 

2.10 

0.70 

0.30 

0.10 

4.20 

002 

2.50 

0.80 

0.30 

0.10 

4.50 

003 

2.10 

0.70 

0.30 

0.10 

4.40 

004 

1.10 

0.30 

0.10 

0.00 

2.50 

005 

3.00 

1.00 

0.40 

0.20 

5.00 

006 

3.50 

1.00 

0.10 

0.00 

4.90 

007 

6.60 

2.10 

0.60 

0.30 

8.90 

008 

11.10 

6.00 

0.90 

0.10 

11.10 

009 

8.30 

2.30 

1.10 

0.60 

5.90 


3. Imported Surface Water 

Luni and Other Nallahs of Jalore Basins, share the imported water delivered to 
Rajasthan by Narmada Canal as described in Section 7.6 of the Main Report - 
Other Nallahs of Jalore Basin’s share being about 23% of it. A summary of the 
imported surface water is given in Table 3.1. 

Table 3.1: Area Served by Imported SW in Other Nallahs of Jalore Basin 


Serving Project 

District 

Block 

CCA, 

km 2 

Water Availability 
Mm 3 /yr 

Narmada Canal 

Jalore 

Chitalwana 

131.10 

8.78 

Sanchore 

427.84 

126.55 

Total in Other Nall 

ahs of Jalore Basin 

558.94 

165.33 


Table 3.2 presents the assessed dependability distribution of the imported water 
in Other Nallahs of Jalore Basin. 

Table 3.2: Dependability Levels for Imported Water in Other Nallahs of Jalore Basin 


Dependability 

Level 

Imported Water, 
Mm 3 /yr 

Mean 

165.33 

25% 

203.31 

50% 

135.73 

75% 

105.85 

90% 

68.70 


4. Groundwater 

4.1 Basic Characteristics 

4.1.1 Physiography 

This is also one of the small basin of all basin in the state having an area of 
1,900.27 km 2 located on the southern part of Jalore District. The basin includes 
streams and Nallahs originating from western slopes of Jaswantpura hills 
(24°48’:72°28’) and Silari hills 24°42’;72°28’. The Baragon Nadi and Sukal 
River along with Other Nallahs originate in the sand dune terrain around 
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Raniwara. There river follows parallel course in general, to Sukli and West 
Banas River in the region. 

4.1.2 Geomorphology 

The Jaswantpura and Silari hills have axes running north - south to north-west - 
south-east, which are different from the area of Aravali hill range. 

There are also some relict hills in the form of monad nocks standing out in the 
sand dune area west and south-west of the Jaswantpura and Sirahi hills. 

Most of the rivers flow in narrow longitudinal strike valleys in the hilly terrain. 
In origin they could be purely erosional valleys or “Duns”. 


4.1.3 Geology 

The Geological sequence of rock formations in the basin is given in Table 4.1-1. 

Table 4.1-1: Geological Sequence in the Other Nallahs of Jalore Basin 


Era 

Age 

Super-Group 

Group 

Rock Formation 

Quaternary 

Sub-Recent to 

Recent 

Aeolian 
deposits (and 
Colluvium) 

Alluvium 

Windblown sands (sand 
dunes) cobbles, pebbles, 
gravels, sands, silts, 
clays and kankar 


Unconformity 


Middle to 

Upper 

Proterozoic 

Lower Precambrian 
to Upper 

Precambrian 

Lower Vindhyan 

Malani 

Rhyolitic lavas with 
abundant pyroclastic 
material (exposed as a 
small outline near Malwar 
(24°49':72°24’) SSW of 
Sirohi town on the 
northeastern boundary of 
the Basin 

(post-Delhi 
extrusives and 
321 intrusive) 

Erinpura (Sandra- 
Ambaji) granite 
and gneiss 

Granites, gneisses, 
pegmatites, amphibolites, 
epidiorites 

Middle to 

Upper 

Proterozoic 

Middle Proterozoic 

Delhi 

Sirohi 

Phyllites, mica schists, 
dolomites, marbles and 
gneisses 


Source: Geological survey of India (GSI) 


Almost the entire basin is occupied by Younger and Older Alluvium except two 
very small pockets of Jalore Granite in the eastern part and Rhyolite aquifers in 
the northern part of the basin area. The basin area covers southern part of Jalore 
District and a small part of Sirohi District. 

4.1.4 Sub-Surface Hydrogeology 

The sub-surface hydrogeology has been studied with the help of two 
hydrogeological cross-section along A-A', and B-B'. These cross-section have 
been prepared on the basis of exploratory tube wells and piezometers drilled by 
CGWB and RGWD. The cross-section lines and their respective alignment has 
been shown in Figure 4.1-1. The sub-surface hydrogeology is based on these 
cross -sections. 

• A-A' along Sankad - Bhamal 

• B-B' along Raniwara-Raipur 
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Hydrogeological Cross-Section A-A' 

The cross- section A-A' (Figure 4.1-1 and Figure 4.1-2) in Other Nallah of 
Jalore Basin has been drawn from Sankad village in the central part of the basin 
to Bhamal village in south-western part of the basin. The total length of the 
cross-section is 35 kms. The ground elevation ranges from RL 38.58 m (Bhamal 
village) to RL 114.4 m amsl (Sankad village). The cross-section reveals that 
western and central part of the basin is mainly occupied by Older Alluvium of 
Quaternary age comprising fine to medium grained sand along with Clay 
Kankar and Gravel. Alluvium contains comparatively well sorted sediments 
around Bhamal village with maximum thickness of 170 m. A band of clay of 11 
to 13 m is encountered throughout the cross-sectional area at 90 to 135 m. 

The saturated thickness of Alluvium various from 50 m (Sankad) to 135 m 
(Bhamal). The ground water level ranges from 32.5 m (Melawas) to 55 m bgl 
(Sankad). 

Hydrogeological Cross-section B-B' Other Nallah of Jalore 

The cross- section B-B' (see Figure 4.1-3) of Other Nallah of Jalore Basin has 
been drawn from Raniwara village to Raipur village in the eastern part of the 
basin. The total length of the cross-section is 17.5 kms. The ground elevation 
ranges from RL 212.53 m (Raniwara Village) to RL 276.65 m (Raipur Village) 
amsl. It is revealed from cross-section that Older Alluvium of Quaternary age is 
the main hydrogeological unit throughout the cross-sectional area. The Alluvium 
is underlain by Jalore Granite as Post Delhi intrusive as shown in the cross 
section. 
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Figure 4.1-1 Hydrogeological Cross Section Line of Other Nallahs of Jalore Basin 
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Figure 4.1-2 Hydrogeological Cross Section of Other Nallahs of Jalore A-A' 
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Source: CGWB and RGWD 


App. ONA-IN-24740-R13-073 

Surface and Ground Water Availability 
324 


July, 2014 



































STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Figure 4.1-3 Hydrogeological Cross Section of Other Nallahs of Jalore B-B' 



Source: CGWB and RGWD 
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4.2 Aquifer Units 

4.2.1 Description 

The basin is covered by Younger Alluvium, Older Alluvium, Jalore Granite and 
Rhyolite aquifer. Alluvium of aeolian and fluvial origin comprises gravel mixed 
with Clay and Kankars. It occupies almost entire basin area Jalore Granite and 
Rhyolite cover a very small area in the northern and eastern periphery of the 
basin in the form of small patches. The area occupied by different units is given 
in Table 4.2-1. 

Table 4.2-1: Aquifer Units with Occupied Area in Other Nallahs of 

Jalore Basin 


Basin 

Aquifer Units 

Area (km 2 ) 


Jalore Granite 

20.03 

Other Nallahs of Jalore 

Older Alluvium 

1,392.62 

Rhyolite 

3.62 


Younger Alluvium 

483.98 

Basin Total 


1,900.27 


Source: CGWB and RGWD. 


The aquifer map (hydrogeological unit map) of the basin is presented in 
Drawing No. ONA-GW-OOl (in Volume 3c). It may be seen that the entire basin 
is occupied with Older and Younger Alluvium aquifer. Only a small part in the 
east is occupied with Jalore granite and a very small part as Rhyolite aquifer 
along northern part of the basin. The hydrogeological characteristics of the basin 
are shown in Table 4.2-2. 

4.2.2 Aquifer Characteristics 

The basin is grouped into four aquifer units. Hydrogeological characteristics of 
aquifer units are given in Table 4.2-2. 

In this basin the average depth of Alluvium aquifer units range from 74.67 m to 
155.56 m. The average Static Water Level (bgl) has a range of 15.43 m to 29.93 
m. The minimum static water level 0.40 m bgl was recorded at village Mahabat 
nagar where as the maximum static water level of 65.00 m bgl was recorded at 
village Kuda both in Younger Alluvium aquifer. The average well discharge of 
the wells in the basin range from 4.79 lps to 6.56 lps and well specific capacity 
is 4.08 lps/m drawdown measured in Younger Alluvium aquifer. 
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Table 4.2-2: Hydrogeological Characteristics of Aquifer Units of Other Nallahs of Jalore Basin 


Basin 

Aquifer Units 

Depth 

Drilled 

(m) 

Static Water Level 
(m bgl) 

Discharge 

(Ips) 

Drawdown (m) 

Specific 

Capacity 

(Ips/m) 

Transmissivity 

(m 2 /day) 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Other Nallahs of Jalore 

Older Alluvium 

46.00 

351.50 

155.56 

5.20 

65.00 

29.93 

1.89 

19.30 

6.56 

1.28 

16.61 

8.30 

0.30 

12.30 

4.08 

- 

- 

- 

Younger Alluvium 

24.00 

180.00 

74.67 

0.40 

36.00 

15.43 

0.13 

7.94 

4.79 

- 

- 

- 

- 

- 

- 

- 

- 

- 


Source: CGWB and RGWD 


Note: 

1. The data variously pertain to period 1960-2010. 

2. The same value data reflects the availability of data from one place only. 

3. Detailed information on location / village for the above observed parameters values are given in Annex GW-8. 
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4.3 Depth to Groundwater Level 

4.3.1 Monitoring / Observation Wells 

The basin is covered by 53 observation wells where water levels have been 
monitored during Pre-monsoon 2010. Out of these, 47 observation wells belong 
to RGWD and 6 to CGWB, as shown in Table 4.3-1. 

Table 4.3-1: Monitoring/Observation Wells in Other Nallahs of Jalore Basin 


Basin 

CGWB 

RGWD 

Total Observation Wells 

Other Nallahs of Jalore 

6 

47 

53 

Source: CGWB and 

RGWD 


4.3.2 Historic Trends of Groundwater Levels 

An analysis of the historic groundwater levels and trends between the years 
1984-2010 is presented below. Weighted average groundwater levels during the 
examined period were generated based on the measured level in each well and 
its thiessen weight within the basin. The weighted average groundwater levels 
are presented in the graphs below and given in Table 4.3-3. 

Other Nallahs of Jalore Basin is located in the south- western side of the State 
west of Aravali hills and south of Luni Basin. Luni River flow touches its 
western border. Long-term average groundwater levels and precipitation in the 
basin are shown in Figure 4.3-1. Precipitation data is based on records of two 
closest rain gauge stations. Three main aquifer units are found in the basin 
namely, (1) Older Alluvium, dominating the western and central areas of the 
basin, (2) Younger Alluvium, dominating the eastern area of the basin and, (3) 
Jalore Granite, which is found in the eastern side of the basin, The Rhyolite 
aquifer covers only 3.62 km 2 area in the basin. 

Figure 4.3-1 shows average groundwater levels in the period 1984-2010. During 
that time period, groundwater levels ranged between 117 m amsl in 1984 to 108 
m amsl in 2010 (both pre and post monsoon). The average groundwater level 
has declined moderately during the aforementioned period with an average rate 
of -0.36 m/yr; (Table 4.3-2). This is despite the observed increase in average 
rainfall during the last 10 years. In general, no distinct correlation is found 
between groundwater pattern and annual rainfall. The volume of draft has 
decreased by -29 Mm 3 from 1995 to 2009. 

There is a good correlation between pre and post monsoon groundwater levels. 
Generally, the post monsoon groundwater levels are higher than those of pre 
monsoon with an average of 1 m. During several years, the difference has been 
negligible and pre monsoon stages might rise slightly above post monsoon 
stages. 

The declining trend of the water table (even though draft volumes decreased by 
-17% during the last 15 years), suggests that, (a) groundwater drafts are still 
higher than recharges in this basin, creating an unbalanced and unsustainable 
situation, (b) because of the relatively small surface drainage system, recharge in 
this basin is mainly through direct infiltration of rain water, which is also a 
relatively small quantity in the basin area. 
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Table 4.3-2: Water Table Decline/Rise* Rates in Other Nallahs of Jalore Basin 


Basin 

Main 

Formation 

Rate-Pre Monsoon [m/yr] 

Rate-Post Monsoon [m/yr] 

Mean 

Min 

Max 

Mean 

Min 

Max 

Other Nallahs of Jalore 

Older Alluvium 

-0.36 

0.06 

-1.27 

-0.36 

0.07 

-1.37 


*(-) indicates water table decline, (+) indicates water table rise 
Source: Groundwater level data of CGWB and RGWD 

Figure 4.3-1: Long Term Ground Water Level and Rainfall Trends in Other Nallahs of Jalore 


Basin 1984-2010 
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Source: Groundwater level data of CGWB and RGWD 

Table 4.3-3: Weighted Average Ground Water Levels (m amsl) 1984-2010 - Other Nallahs of 

Jalore Basin 


Year 

Pre Monsoon 
(m amsl) 

Post Monsoon 
(m amsl) 

1984 

116.51 

116.55 

1985 

116.38 

116.65 

1986 

115.90 

115.76 

1987 

115.34 

115.12 

1988 

114.32 

114.91 

1989 

113.62 

114.34 

1990 

114.38 

115.10 

1991 

113.46 

114.55 

1992 

114.32 

114.87 

1993 

113.78 

114.97 

1994 

114.13 

115.87 

1995 

113.48 

114.36 

1996 

112.66 

113.61 

1997 

112.69 

113.55 

1998 

111.99 

112.70 
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Year 

Pre Monsoon 
(m amsl) 

Post Monsoon 
(m amsl) 

1999 

110.29 

111.20 

2000 

111.09 

110.82 

2001 

110.70 

111.57 

2002 

109.75 

109.97 

2003 

109.14 

110.64 

2004 

108.86 

109.37 

2005 

107.98 

108.91 

2006 

108.08 

109.52 

2007 

107.64 

108.65 

2008 

108.28 

108.36 

2009 

107.99 

108.18 

2010 

107.99 

108.10 


4.3.3 Depth to Groundwater Level (Year 2010) 

The pre-monsoon 2010 depth to water level map of the basin is presented in 
Drawing No. ONA-GW-002 (in Volume 3c). Generally, the groundwater levels 
in the basin in pre-monsoon of 2010 were deep, in the range of 20 to 80 m bgl in 
central part of the basin and relatively shallow i.e. 5 to 20 m bgl in the eastern 
and western parts of the basin. 

In post-monsoon Season 2010, the groundwater levels were more or less at the 
same level except the eastern part (Drawing No. ONA-GW-003 in Volume 3c) 
which registered some rise in the levels. 

4.3.4 Long-term Groundwater Trends 

Presuming that the trend of average groundwater draft and average rainfall in the 
last 3 decades will continue in future, it can be suggested that average water 
table trends (Table 4.3-4) and rates (Table 4.3-2) will also be the same. In this 
case, groundwater levels were predicted to decline, to 104 m amsl by pre 
monsoon 2020, to 97 m amsl by pre monsoon 2040, and 86 m amsl by pre 
monsoon 2060, a total expected decline of more than 20 m from today. 

Based on the long term groundwater levels trends and assuming that the year 
2010 levels of average precipitation and draft trends will continue during future 
years, a prediction of the monitoring and observation wells (RGWD & CGWB 
database) which are expected to become dry in the future is presented below. As 
shown in Table 4.3-5, by the year 2020 -35% of the observation wells are likely 
to be dry during the pre-monsoon, by the year 2040 -52% and by the year 2060 
-58% of the wells are likely to become dry during the pre-monsoon season. 

In this case, deepening of existing observation wells and/or drilling of new 
deeper wells should be taken into consideration for future monitoring. 


Table 4.3-4: Predicted Average Groundwater Levels in Other Nallahs of Jalore Basin 


Basin 

Pre-monsoon Levels, (m amsl) 

Post-monsoon Levels, (m amsl) 

Current 

Predicted 

Current 

Predicted 

2010 

2020 

2040 

2060 

2010 

2020 

2040 

2060 

Other Nallahs of Jalore 

107.99 

104.39 

97.19 

86.40 

108.10 

104.55 

97.45 

86.81 
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Table 4.3-5: Prediction of Dry Observation Wells* - Other Nallahs of Jalore Basin 


Basin 

Pre-monsoon Dry Observation Wells, [%] 

Post-monsoon Dry Observation Wells, [%] 

Current 

Prediction 

Current 

Prediction 

2010 

2020 

2040 

2060 

2010 

2020 

2040 

2060 

Other Nallahs of Jalore 

16 

35 

52 

58 

16 

35 

52 

58 


*RGWD and CGWB wells only 

4.3.5 Groundwater Level Fluctuation 


Table 4.3-6 shows aquifer unit-wise fluctuations in the levels of groundwater 
(for data refer Annex GW-3 of Main Report). These fluctuations have been 
assessed and described as follows: 

Table 4.3-6: Aquifer-Wise Groundwater Level Fluctuation in Other Nallahs of Jalore Basin (Pre 

monsoon 2010) 


Basin 

Hydrogeological Unit 

Number 
of Wells 

Groi 

F 

tnd Water Level 
luctuation, m 

Min. 

Max. 

Average 

Other Nallahs of Jalore 

Jalore Granite 

0 

- 

- 

- 

Older Alluvium 

19 

-0.90 

3.40 

0.99 

Rhyolite 

0 

- 

- 

- 

Younger Alluvium 

9 

-0.50 

6.20 

2.41 

Basin Summary 

28 

-0.90 

6.20 

1.45 


Source: Ground water level data year 2010 of CGWB and RGWD. 


The minimum and maximum seasonal fluctuations in the levels of groundwater 
in the basin, range from -0.90 to 6.20 m, the average being 1.45 m. The 
minimum average fluctuations of 0.99 m bgl was recorded in Older Alluvium 
and a maximum of 2.41 m in Younger Alluvium aquifer. 

4.3.6 Groundwater Flow Direction 

This relatively small basin, is located south of very large Luni Basin. On its face 
value, neither a discontinuity between the two can be drown, nor in respect of 
the water level contours. Nevertheless, a boundary has been delineated between 
the two. 

The basin is drained by means of some southwards flowing Sukli River 
tributaries, to the Rann of Kutch in Gujarat, but it seems, according to the 
contours regime (see Drawing No. ONA-GW-004 in Volume 3c) that the 
groundwater flow is towards west. In the western part, there is a westwards 
drainage by the Badgaon River, which seems to disappear in the Older Alluvium 
and windblown sands before reaching any big drainage artery, either to the Luni 
River or, as a subsurface flow, to the Rann of Kutch in the south, in the State of 
Gujarat. 

The water table contours layout point to 10-12 m/km hydraulic gradient in the 
east, in the (probably rather thin) Younger Alluvium aquifer at the flanks and 
foothills consisting of the Jalore Granite. The gradient is moderate in the west, 
i.e. less than 0.5 m/km near the outlet to the Luni River, being almost at the base 
level of the regional drainage pattern which is the Rann of Kutch. The general 
groundwater flow in the basin is westwards and a relatively flatter gradient in 
central and western parts, in comparison to the eastern part of basin, and reflects 
presence of relatively better permeability of alluvial aquifer system. 
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As portrayed in the map, most of the basin area is occupied by the Older 
Alluvium. In the east, a Jalore Granite spur of the massive Granite body, in the 
Luni Basin in the north constitutes the boundary with the Sukli Basin. The 
Younger Alluvium is spreading from Jaswantpura foothills westwards, with a 
small outcrop of Rhyolite associated with another Jalore Granite body in the 
north. 

Depth to water level all throughout the basin is not more than 10 m bgl. In the 
west it is due to, seemingly, thin Younger Alluvium cover over the Jalore 
Granite and in the west the region is very close (50 m contour) to the base level. 
The significance, in terms of expected static reserves, is that in the east, the 
aquifer may be rather thin and in the west, where the Older Alluvium is 
supposed to be thick, any deep drilling and draft is likely to end up with highly 
saline waters from the Rann of Kutch. 

4.4 Groundwater Quality 

4.4.1 Introduction 

The groundwater quality has been appraised with reference to selected 
parameters, namely: 

• Concentration of Chloride (Cl) ions in groundwater samples; 

• Concentration of Fluoride (F) ions in groundwater samples; 

• Concentration of Nitrate (NO 3 ) ions in groundwater samples; 

• EC value in groundwater samples. 

The manner of obtaining and analyzing the relevant data are described in the 
Main Report. The discussion below refers to the relevant parameter as observed 
in this Basin. 

4.4.2 Occurrence of Chlorides in Groundwater 

As shown in Figure 4.4-1, Chloride's average concentration ranges from a 

minimum of 516.85 mg/1 to a maximum of 813.81 mg/1 during the time period 
1984 - 2010. The data used for preparing the graphs is given in Table 4.4-5 at 
the end of this chapter. The concentration has increased from a value of -516 
mg/1 during 1985 to a value of -759 mg/1 during 2009-2010, a total rise of -21% 
within 27 years. The average Chlorides concentration is between the desirable 
and maximum allowed concentrations for drinking water (250 mg/1 and 1,000 
mg/1 respectively) during the aforementioned time period (Figure 4.4-1). The 
highest 5% concentration in the basin is most of the time above the permissible 
limit and between the years 1991 and 1996, rose above 2,000 mg/1. Lowest 5% 
are usually below 60 mg /1 and are found mostly in the eastern part of the basin 
in Raniwara Block. 
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Figure 4.4-1: Long Term Average Chloride Concentrations in Other Nallahs of Jalore Basin 

1984-2010 



♦ AVERAGE - 5% UP - 5% DOWN -Linear (AVERAGE) 


* No data for the upper 5% during the period 2008-2010 
Source: Groundwater chemical analysis data of CGWB and RGWD 

The pre-monsoon 2010 distribution of Chlorides in groundwater of the basin is 
presented in Drawing No. ONA-GW-005 (in Volume 3c). From the map, it may 
be seen that western half of the basin occupied with Older Alluvium and 
Rhyolite aquifers, is generally a saline groundwater bearing area with Chlorides 
levels ranging from 250 to more than 1,000 mg/1 except for two isolated fresh 
water pockets in its northern and western parts. The eastern part of the basin 
mostly occupied with Younger Alluvium and associated Jalore Granite aquifer is 
fresh groundwater area with Chlorides levels of less than 250 mg/1 barring a 
small pocket in Sirohi District haying Chloride concentration level range of 250- 
1,000 mg/1. 

The percent areas occupied by various levels of Chloride aquifer of basin is 
shown in Table 4.4-1. 

Table 4.4-1: Aquifer-wise Percent Area Occupied with Various Levels of Chloride (mg/I) in 
Groundwater of Other Nallahs of Jalore Basin 


Basin 

Hydrogeological Unit 

Percent area Occupied with 
Various Levels of Chloride, mg/I 

<250 

250- 

1,000 

>1,000 


Jalore Granite 

85.49 

14.51 

0.00 

Other Nallahs of Jalore 

Older Alluvium 

14.40 

38.56 

47.04 

Rhyolite 

0.00 

96.25 

3.75 


Younger Alluvium 

90.25 

9.75 

0.00 

Basin Summary 

34.44 

31.08 

34.48 

Source: Groundwater chemical analysis data pre monsoon 201 

Oof CGWB and RGWD 
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As indicated in the table above, only 34.44% area of the basin comprises 
suitable quality groundwater. The remaining 65.56% consists of unsuitable 
quality of groundwater with Chlorides concentration of 250-1,000 mg/1 and 
beyond 1,000 mg/1. 

4.4.3 Occurrence of Fluorides in Groundwater 

As shown in Figure 4.4-2, Fluoride's average concentration ranged from a 
minimum of 1.08 mg/1 to a maximum of 3.76 mg/1 during the period 1984 - 
2010. The concentration decreased from an average value of -2.34 mg/1 during 
1984 to an average value of -1.65 mg/1 during 2010, above the maximum 
allowed concentrations (1.5 mg/1 respectively) but with significant decrease 
trend (Figure 4.4-2). The concentration of the upper 5% wells presented a highly 
fluctuating trend ranging between 2 and 8 mg/1. The concentration of the 5% 
lowest wells was most of the time below 1.0 mg/1. The data used for preparing 
the graphs is given in Table 4.4-5 at the end of this chapter. 

Figure 4.4-2: Long Term Average Fluoride Concentrations in Other Nallahs of Jalore Basin 

1984-2010 



Source: Groundwater chemical analysis data of CGWB and RGWD 


The pre monsoon year 2010, distribution of Fluorides in groundwater of the 
basin is shown in Drawing No. ONA-GW-006 (in Volume 3c). It may be seen 
that most part of the basin except a small part in eastern part of the basin and in 
central-southern part of basin, is occupied with Fluoride-rich groundwater with 
concentration exceeding 1.5 mg/1. 

The percent area occupied by various levels of Fluorides in different aquifer 
units of the basin is given in Table 4.4-2. 
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Table 4.4-2: Aquifer-wise Percent Area Occupied with Various Levels of 
Fluoride (mg/I) in Groundwater of Other Nallahs of Jalore Basin 


Basin 

Hydrogeological Unit 

Percent Area Occupied with 
Various Levels of Fluoride, mg/I 

<1.0 

1.0-1.5 

>1.5 

Other Nallahs of Jalore 

Jalore Granite 

0.00 

0.00 

100.00 

Older Alluvium 

2.81 

8.29 

88.90 

Rhyolite 

0.00 

0.00 

100.00 

Younger Alluvium 

30.57 

41.38 

28.05 

Basin Summary 


9.85 

16.61 

73.54 

Source: Groundwater chemical analysis data pre monsoon 20' 

Oof CGWB and RGWD 


From above table, it may be seen that about 73.54% area of the basin comprises 
non-potable quality groundwater of Fluorides concentration >1.5 mg/1. The 
100% of Rhyolite and Jalore Granite aquifer units and 88.90% of Older 
Alluvium aquifer unit fall under >1.5 mg/1 category. 

4.4.4 Occurrence of Nitrates in Groundwater 

As shown in Figure 4.4-3, Nitrate's average concentration ranged from a 
minimum of 64.60 mg/1 to a maximum of 210.50 mg/1 during the time period 
1984 - 2010. The data used for preparing the graphs is given in Table 4.4-5. The 
average concentration dropped from a value of -160 mg/1 during 1984 - 1985 to 
a value of -102 mg/1 during 2010, a total decrease of -36% within 27 years. 
Still, all average values are above the maximum permissible limits for drinking 
water (100 mg/1). A significant decrease in trend is also found in the wells with 
the highest levels, from -450 mg/1 in 1985 to a minimum of -140 mg/1 in 2008. 
The concentration of the 5% cleanest wells are usually <70 mg/1. 

Figure 4.4-3: Long Term Average Nitrate Concentrations in Other Nallahs of Jalore Basin 1984- 

2010 



♦ AVERAGE - 5% UP - 5% DOWN -Linear (AVERAGE) 

Source: Groundwater chemical analysis data of CGWB and RGWD 
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The pre monsoon year 2010 distribution of Nitrates in ground water of the basin 
is shown in Drawing No. ONA-GW-007 (in Volume 3c). It may be observed 
from the map that a large area in the west and central part of basin occupied by 
Alluvial aquifer is having high Nitrates level groundwater with Nitrates 
concentration reaching beyond limit of 100 mg/1. The eastern and southwestern 
parts of the basin a small area along the northern boundary is, however, 
occupied with low level Nitrate below 45 mg/1 concentration. 

The aquifer-wise percent area occupied with Nitrates concentration of different 
levels in groundwater aquifer of basin is given in Table 4.4-3. 

Table 4.4-3: Aquifer-wise Percent Area Occupied with Various Levels of 
Nitrate in Groundwater ofOther Nallahs of Jalore Basin 


Basin 

Hydrogeological Unit 

Percent area oc< 
various levels of 

:upied with 
Nitrate, mg/I 



<45 

45-100 

>100 


Jalore Granite 

82.27 

14.81 

2.92 

Other Nallahs of Jalore 

Older Alluvium 

9.64 

32.01 

58.35 

Rhyolite 

0.00 

0.00 

100.00 


Younger Alluvium 

33.52 

64.51 

1.97 

Basin Summary 

16.47 

40.05 

43.48 

Source: Groundwater chemical analysis data of pre monsoon 20 

HOofCGW 

B and RGWD 


As indicated in the table this basin covers only 16.47% area as safe area for 
drinking water use with NO 3 concentration of groundwater of various aquifers 
being <45 mg/1. The percent safe area as such ranges from 9.64% in Older 
Alluvium to 82.27% in Jalore Granite. The 100% unsuitable quality of 
groundwater with NO3 concentration of >45 mg/1 belongs to Rhyolite aquifer of 
the basin. 

4.4.5 Occurrence of EC in Groundwater 

As shown in Figure 4.4-4, Electrical Conductivity's (EC) average values range 
from a minimum of 2,520.01 pS/cm to a maximum of 3,828.50 pS/cm during 
the time period 1984 - 2010.The concentration increased steadily during the 
entire period of examination at an average linear rate of 33 pS/cm/yr. EC values 
in 1984/85 were around -2,830 pS/cm, increasing to 3,662 pS/cm in 2010, a 
total rise of 29%. EC levels are above the permissible limit (2,000 pS/cm) 
(Figure 4.4-4). Until 2002 the upper 5% concentrations ranged between -4,000 
and 6,000 pS/cm. Due to unknown reasons, a dramatic rise to concentrations of 
8,000 pS/cm and above took place between 2002-2010. The concentration of the 
5% lowest values is generally stable around -500 to 700 pS/cm. The data used 
for preparing the graphs is given in Table 4.4-5. 
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Figure 4.4-4: Long Term Average Electrical Conductivity values in Other Nallahs of Jalore Basin 

1984-2010 



Source: Groundwater chemical analysis data of CGWB and RGWD 


The pre monsoon year 2010 pre monsoon distribution of EC levels in 
groundwater of basin is shown in Drawing No. ONA-GW-008 (in Volume 3c). 
It may be seen from the map that half of the basin in its central and western parts 
is occupied with saline groundwater not fit for irrigation use. Most parts in the 
eastern and western sides however, bear suitable quality of groundwater for 
irrigation use. 

The aquifer-wise wise percent area of various EC levels in groundwater of basin 
is shown in Table 4.4-4. 

Table 4.4-4: Aquifer-wise Percent Area Occupied with Various Levels of EC (pS/cm) in 
Groundwater of Other Nallahs of Jalore Basin 


Basin 

Hydrogeological Unit 

Percent Area Occupied with 

Various Levels of Electrical Conductivity, 
pS/cm 

<750 

750 - 2,250 

2,250 - 
5,000 

> 5,000 

Other Nallahs of Jalore 

Jalore Granite 

21.96 

70.34 

7.70 

0.00 

Older Alluvium 

1.67 

24.11 

43.42 

30.80 

Rhyolite 

0.00 

0.00 

100.00 

0.00 

Younger Alluvium 

63.21 

36.79 

0.00 

0.00 

Basin Summary 

17.55 

27.78 

32.09 

22.58 


Source: Groundwater chemical analysis data pre-monsoon 2010 of CGWB and RGWD 


In the basin, 55.67% area bears saline groundwater of EC level 2,250-5,000 
pS/cm and more than 5,000 pS/cm, and unsuitable for irrigation use. 
Groundwater in the remaining 44.33% area of basin is suitable irrigation use. 
The 100% area of EC level 2,250-5,000 pS/cm belongs to Rhyolite aquifer unit 
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of the basin. The area occupied by less than 750 pS/cm EC level range of 
groundwater in the basin is only 17.55%. 

There is a significant difference between the central-western parts of the basin 
(Sanchore Block) to the eastern part of the basin (Raniwara Block), although the 
entire basin is dominated by Alluvial formations. A large irrigation canal is 
passing through the middle of the basin. Chloride and Nitrates sources are 
attributed to irrigation and agricultural activities. The average Fluoride's 
concentration is high in the whole basin (except for small patches at the south 
and east) typical to this area of Rajasthan. 
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Table 4.4-5 Long Term Groundwater Quality Trends - Other Nallahs of Jalore Basin 


Year 

Season 

Chloride (mg/ 

) 

Electrical Conductivity (ijS/cm) 

Fluoride (m 

g/1) 

Nitrate (mg/I) 

5% UP 

AVERAGE 

5% 

DOWN 

5% UP 

AVERAGE 

5% 

DOWN 

5% 

UP 

AVERAGE 

5% 

DOWN 

5% 

UP 

AVERAGE 

5% 

DOWN 

1984 

Pre - Monsoon 

- 

757.19 

- 

- 

3,246.05 

- 

- 

2.34 

- 

- 

142.13 

- 

1984 

Post - Monsoon 

968.61 

516.85 

34.50 

2,776.67 

2,520.01 

633.33 

7.20 

2.18 

0.50 

415.61 

167.52 

34.72 

1985 

Pre - Monsoon 

1,614.16 

598.91 

51.76 

4,126.67 

2,740.85 

636.67 

7.60 

2.21 

0.60 

469.96 

182.24 

25.13 

1985 

Post - Monsoon 

1,011.51 

620.76 

63.81 

3,340.00 

2,872.39 

675.00 

8.05 

2.34 

0.55 

456.58 

169.26 

25.68 

1986 

Pre - Monsoon 

1,087.92 

616.18 

55.93 

3,637.78 

2,827.96 

684.44 

8.50 

2.46 

0.50 

443.20 

156.28 

26.23 

1986 

Post - Monsoon 

1,164.34 

611.60 

48.05 

3,935.56 

2,783.52 

693.89 

8.95 

2.59 

0.45 

429.82 

143.29 

26.78 

1987 

Pre - Monsoon 

1,240.75 

607.02 

40.18 

4,233.33 

2,739.09 

703.33 

9.40 

2.68 

0.40 

416.43 

130.31 

27.34 

1987 

Post - Monsoon 

1,696.87 

602.78 

47.27 

4,658.33 

2,747.71 

703.33 

5.30 

2.13 

0.47 

306.28 

107.41 

28.97 

1988 

Pre - Monsoon 

1,239.33 

570.94 

51.64 

5,946.67 

2,868.25 

633.33 

5.60 

2.06 

0.53 

337.69 

107.63 

34.25 

1988 

Post - Monsoon 

1,399.92 

614.28 

47.29 

6,506.67 

2,971.18 

658.87 

6.92 

2.30 

0.67 

358.36 

104.20 

29.88 

1989 

Pre - Monsoon 

1,560.51 

657.62 

42.94 

7,066.67 

3,074.11 

684.40 

8.24 

2.53 

0.81 

379.03 

100.78 

25.51 

1989 

Post - Monsoon 

1,440.81 

645.81 

41.84 

6,500.00 

3,019.88 

661.27 

7.89 

2.56 

1.30 

344.51 

96.54 

31.06 

1990 

Pre - Monsoon 

1,321.10 

634.01 

40.74 

5,933.33 

2,965.64 

638.13 

7.55 

2.59 

1.80 

310.00 

92.31 

36.61 

1990 

Post - Monsoon 

1,626.45 

536.24 

64.64 

4,766.67 

2,528.84 

665.56 

5.40 

3.76 

2.29 

258.75 

93.63 

35.55 

1991 

Pre - Monsoon 

1,635.43 

561.49 

144.16 

5,133.33 

2,597.72 

951.11 

6.32 

2.24 

0.80 

360.84 

123.47 

25.83 

1991 

Post - Monsoon 

2,034.83 

683.98 

49.63 

5,566.67 

3,108.98 

663.33 

6.57 

2.32 

0.53 

461.28 

171.22 

35.34 

1992 

Pre - Monsoon 

1,718.14 

562.82 

49.63 

5,200.00 

2,701.95 

620.00 

5.49 

1.93 

0.63 

422.63 

141.42 

38.85 

1992 

Post - Monsoon 

1,843.40 

569.32 

73.26 

4,723.33 

2,621.16 

650.00 

5.35 

1.90 

0.63 

301.53 

118.83 

17.57 

1993 

Pre - Monsoon 

1,602.34 

599.02 

60.03 

4,466.67 

2,685.69 

638.33 

4.60 

1.84 

0.63 

121.11 

88.00 

39.37 

1993 

Post - Monsoon 

1,752.06 

574.23 

55.07 

4,446.67 

2,624.60 

635.00 

6.80 

1.74 

0.63 

278.91 

109.63 

32.93 

1994 

Pre - Monsoon 

1,830.93 

601.40 

70.90 

4,450.00 

2,654.68 

650.00 

6.67 

1.99 

0.67 

213.00 

87.12 

23.56 

1994 

Post - Monsoon 

1,649.61 

674.42 

54.95 

4,233.33 

2,882.25 

683.33 

8.41 

3.12 

0.93 

147.09 

64.60 

14.19 

1995 

Pre - Monsoon 

1,879.64 

685.96 

53.18 

4,700.00 

2,925.01 

730.00 

6.83 

2.33 

0.53 

224.50 

91.63 

39.54 

1995 

Post - Monsoon 

1,961.96 

671.94 

54.95 

4,950.00 

2,957.09 

706.11 

6.25 

2.20 

0.60 

273.08 

101.25 

32.38 

1996 

Pre - Monsoon 

2,044.28 

657.92 

56.72 

5,200.00 

2,989.17 

682.22 

5.68 

2.07 

0.67 

321.66 

110.88 

25.21 

1996 

Post - Monsoon 

2,290.07 

695.78 

42.54 

5,833.33 

3,267.11 

703.33 

6.43 

2.07 

0.50 

307.83 

94.79 

18.39 

1997 

Pre - Monsoon 

2,045.07 

639.65 

40.18 

4,726.67 

2,767.80 

653.33 

4.80 

1.66 

0.71 

391.53 

123.00 

10.75 

1997 

Post - Monsoon 

1,958.42 

633.17 

39.78 

5,446.67 

2,837.39 

606.67 

4.61 

1.56 

0.39 

144.67 

77.31 

10.13 
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Year 

Season 

Chloride (mg/ 

) 

Electrical Conductivity (|jS/cm) 

Fluoride (m 

g/D 

Nitrate (mg/I) 

5% UP 

AVERAGE 

5% 

DOWN 

5% UP 

AVERAGE 

5% 

DOWN 

5% 

UP 

AVERAGE 

5% 

DOWN 

5% 

UP 

AVERAGE 

5% 

DOWN 

1998 

Pre - Monsoon 

1,909.57 

659.19 

39.39 

6,233.33 

2,990.79 

533.33 

4.52 

1.67 

0.08 

188.07 

122.19 

11.57 

1998 

Post - Monsoon 

1,704.79 

542.73 

49.16 

4,446.67 

2,561.79 

510.00 

6.27 

1.57 

0.12 

341.83 

117.17 

11.57 

1999 

Pre - Monsoon 

1,469.99 

699.41 

51.98 

5,633.33 

2,916.65 

455.56 

6.60 

1.59 

0.19 

101.68 

78.60 

27.49 

1999 

Post - Monsoon 

1,171.03 

720.66 

48.88 

5,681.67 

3,020.16 

476.11 

4.21 

1.44 

0.25 

200.47 

110.44 

27.07 

2000 

Pre - Monsoon 

872.07 

741.91 

45.79 

5,730.00 

3,123.67 

496.67 

1.81 

1.29 

0.31 

299.25 

142.28 

26.66 

2000 

Post - Monsoon 

1,635.43 

611.50 

53.18 

5,750.00 

2,570.58 

591.67 

6.25 

1.69 

0.19 

138.88 

72.75 

26.87 

2001 

Pre - Monsoon 

1,082.41 

655.53 

37.81 

5,236.67 

2,679.27 

533.33 

2.52 

1.15 

0.30 

120.90 

67.63 

21.29 

2001 

Post - Monsoon 

1,511.35 

688.25 

35.45 

5,203.33 

2,778.88 

540.00 


1.08 

0.48 

118.21 

78.33 

22.32 

2002 

Pre - Monsoon 

1,062.32 

723.70 

39.00 

6,675.00 

3,052.19 

736.67 

1.97 

1.37 

0.43 

105.81 

92.02 

38.75 

2002 

Post - Monsoon 

1,017.42 

686.07 

37.81 

8,183.33 

3,183.42 

740.00 

6.81 

2.12 

0.29 

168.85 

113.63 

37.82 

2003 

Pre - Monsoon 

1,658.98 

813.81 

42.54 

10,150.00 

3,412.73 

680.00 

3.73 

2.08 

0.40 

239.94 

147.85 

39.89 

2003 

Post - Monsoon 

1,469.84 

734.28 

40.57 

10,550.00 

3,221.62 

703.33 

2.98 

1.84 

1.83 

281.89 

132.71 

31.10 

2004 

Pre - Monsoon 

1,455.31 

766.10 

38.60 

10,600.00 

3,242.92 

573.33 

1.36 

1.35 

0.39 

260.40 

146.29 

12.81 

2004 

Post - Monsoon 

1,428.96 

805.31 

- 

11,550.00 

3,426.45 

2,486.67 

3.73 

1.93 

0.66 

269.91 

130.99 

18.39 

2005 

Pre - Monsoon 

1,288.00 

772.07 

- 

11,550.00 

3,541.88 

1,575.00 

5.21 

2.12 

0.58 

248.52 

121.63 

17.36 

2005 

Post - Monsoon 

1,147.03 

738.84 

42.54 

11,550.00 

3,657.31 

663.33 

6.68 

2.32 

0.50 

227.13 

112.26 

16.33 

2006 

Pre - Monsoon 

1,172.68 

707.18 

42.54 

7,950.00 

3,473.58 

633.33 

3.49 

1.53 

0.80 

308.35 

210.50 

22.94 

2006 

Post - Monsoon 

1,622.68 

652.83 

66.17 

10,700.00 

3,170.21 

873.33 

1.63 

1.39 

1.09 

233.02 

91.77 

27.90 

2007 

Pre - Monsoon 

1,580.02 

725.59 

50.81 

11,200.00 

3,523.98 

670.00 

1.51 

1.25 

0.40 

183.93 

95.64 

14.36 

2007 

Post - Monsoon 

1,661.44 

793.45 

64.99 

10,650.00 

3,719.71 

703.33 

1.63 

1.25 

0.38 

245.83 

120.42 

21.08 

2008 

Pre - Monsoon 

- 

793.10 

56.33 

11,650.00 

3,722.17 

641.11 

3.30 

1.72 

0.36 

139.19 

85.20 

37.61 

2008 

Post - Monsoon 

- 

719.61 

47.66 

7,500.00 

3,412.70 

590.00 

1.93 

1.59 

0.61 

245.21 

102.40 

51.56 

2009 

Pre - Monsoon 

- 

777.95 

41.36 

7,600.00 

3,662.38 

552.22 

4.05 

2.08 

0.89 

254.82 

113.12 

65.51 

2009 

Post - Monsoon 

- 

759.15 

42.54 

8,100.00 

3,828.50 

616.67 

3.66 

1.80 

0.35 

213.80 

98.54 

46.50 

2010 

Pre - Monsoon 

- 

681.36 

51.52 

8,050.00 

3,627.09 

615.00 

2.91 

1.47 

0.36 

183.93 

94.51 

61.69 

2010 

Post - Monsoon 

- 

- 

- 

11,725.00 

4,215.12 

510.00 

6.78 

2.15 

- 

- 

- 

- 
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4.5 Groundwater Drafts 

4.5.1 Historic Groundwater Drafts (1995-2009) 

Drafts in Other Nallahs of Jalore Basin are shown in Figure 4.5-1 for the period 
1995-2009. Three main aquifer units are found in the basin, (1) Older Alluvium 
- which dominates the western and central areas of the basin, (2) Younger 
Alluvium which dominates the eastern area of the basin and, (3) Jalore Granite 
present in the eastern side of the basin. 

During the period of examination, the basin's drafts decreased from 175.72 Mm 3 
in 1995 to 146.55 Mm 3 in 2009, a total decrease of 29 Mm 3 in 15 years. Average 
annual decrease rate is 1.94 Mm 3 /yr while the relative change in the total 
abstraction was 16.60%. From 1995 to 2009, the mean annual volume generally 
decreased with the main drop taking place between 1995 to 2001 (Table 4.5-1; 
Figure 4.5-1). 

Table 4.5-1: Groundwater Draft in Other Nallahs of Jalore Basin 1995-2009 


Basin 

1995 

2001 

2004 

2007 

2009 

1995-2009 

Groundwater Draft (Mm 3 ) 

Relative 

Change 

[%] 

Rate of 
Change 
[Mm 3 /yr] 

Other Nallahs of Jalore 

175.72 

142.33 

144.99 

163.05 

146.55 

-16.60 

-1.94 


Source: Groundwater data of CGWB and RGWD 
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Figure 4.5-1: Groundwater Draft in Other Nallahs of Jalore Basin 1995-2009 
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4.5.2 Groundwater Draft (2010) 

Total draft in the basin has been estimated as 221.15 Mm 3 . The Older Alluvium 
aquifer is being used to extract 124.60 Mm 3 /yr. while Younger Alluvium aquifer 
is being used to extract 95.78 Mm 3 /yr of groundwater of the basin. The details of 
draft are given in Table 4.5-2 (for details see Section 3.2.6, Annex GW-5(a) & 
(b) of Main Report). 


Table 4.5-2: Details of Groundwater Draft in Other Nallahs of Jalore Basin (Year 2010) 




Gross Draft in Fresh Groundwater 

Basin 

Hydrogeological Unit 

Agricultural, 

Mm 3 /yr 

Domestic and 
Industrial, 
Mm 3 /yr 

All Uses, 
Mm 3 /yr 


Jalore Granite 

0.67 

0.04 

0.71 

Other Nallahs of Jalore 

Older Alluvium 

117.39 

7.21 

124.60 

Rhyolite 

0.05 

0.02 

0.07 


Younger Alluvium 

93.44 

2.34 

95.78 

Basin Total 


211.54 

9.61 

221.15 


Source: Village wise number of Tube wells/well, data collected from Tehsils 


4.6 Groundwater Resources 

4.6.1 Assessment of Fresh Dynamic Groundwater Resources (Year 2010) 

The total net annual assessed fresh dynamic groundwater availability in the 
basin for the year 2010 has been assessed as 115.28 Mm 3 and groundwater draft 
as 221.15 Mm 3 . The stage of groundwater development in the basin is 191.84% 
and it is categorised as over-exploited basin. 


Table 4.6-1(a): Fresh Dynamic Groundwater Availability in Other Nallahs of Jalore Basin (Year 

2010 ) 


Basin 

Net 

Groundwater 

Availability, 

Mm 3 

Gross Draft 
for All 
Uses, Mm 3 

Stage of 
Groundwater 
Development, 

% 

Category 

Other Nallahs of Jalore 

115.28 

221.15 

191.84 

Over Exploited 


The further details of fresh dynamic groundwater availability in various micro¬ 
watersheds of Other Nallah of Jalore Basin for year 2010 is given in Table 4.6- 
1(b) (for details see Section 3.2.7, Annex GW-6(a) & (b) of Main Report). 


Table 4.6-1 (b): Micro Watershed and Aquifer Wise Fresh Dynamic Groundwater Availability in 

Other Nallahs of Jalore Basin (Year 2010) 


Basin 

Micro Watershed 

Hydrogeological Unit 

Fresh Dynamic 
Groundwater 
Availability, Mm 3 

Other Nallahs of Jalore 

001 

Jalore Granite 

- 

Older Alluvium 

9.02 

Rhyolite 

0.02 

Sub Total 


9.05 

002 

Older Alluvium 

11.54 

003 

Older Alluvium 

11.44 

004 

Older Alluvium 

7.14 

005 

Older Alluvium 

15.68 

006 

Older Alluvium 

12.44 
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Basin 

Micro Watershed 

Hydrogeological Unit 

Fresh Dynamic 
Groundwater 
Availability, Mm 3 

Other Nallahs of Jalore 

007 

Jalore Granite 

- 

Older Alluvium 

4.40 

Younger Alluvium 

25.66 

Sub Total 

30.06 

008 

Younger Alluvium 

7.84 

009 

Jalore Granite 

0.11 

Younger Alluvium 

9.97 

Sub Total 

17.92 

Basin Total 

115.28 


Note: For details of Micro-watersheds see Table 2.1-2 and Figure 2.1-3 
Source: CGWB and RGWD 


4.6.2 Assessment of Saline Dynamic Groundwater Resources 

The availability of saline dynamic ground water resource in the basin is assessed 
as Nil. 

4.6.3 Assessment of Fresh Static Groundwater Resources (Year 2010) 

The total assessed fresh static groundwater resources for the basin for the year 
2010 are 705.82 Mm 3 . The Older and Younger Alluvium account for 99.97% of 
total resources. Aquifer unit-wise static groundwater resources are given in 
Table 4.6-2 (for details see Section 3.2.8, Annex GW-7(a) & (b) of Main 
Report). 

Table 4.6-2: Micro Watershed and Aquifer Wise Fresh Static Groundwater Resources in Other 

Nallahs of Jalore (Year 2010) 


Basin 

Micro Watershed 

Hydrogeological Unit 

Fresh Static 
Groundwater 
Availability, Mm 3 

Other Nallahs of Jalore 

001 

Jalore Granite 

0.01 

Older Alluvium 

75.33 

Rhyolite 

0.14 

Sub Total 


75.49 

002 

Older Alluvium 

89.56 

003 

Older Alluvium 

135.11 

004 

Older Alluvium 

64.55 

005 

Older Alluvium 

144.74 

006 

Older Alluvium 

89.28 

007 

Jalore Granite 

- 

Older Alluvium 

9.07 

Younger Alluvium 

82.19 

Sub Total 


91.26 

008 

Younger Alluvium 

1.74 

009 

Jalore Granite 

0.05 

Younger Alluvium 

14.04 

Sub Total 


14.09 

Basin Total 

705.82 


Source: CGWB and RGWD 
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4.6.4 Assessment of Saline Static Groundwater Resources 

The net availability of saline static ground water resource in the basin is 
assessed as Nil. 

5. Summary of Water Availability in Other Nallahs of 
Jalore Basin 

5.1 Conceptual Approach (Assessment Considerations) 

Availability of water originating from various sources depends upon the source 
nature and subject to the following ToR requirements: 

• Locally generated surface water, the starting point for its rational utilization, 
is its availability in terms of ‘native’ or ‘virgin’ (un-intercepted) status, with 
its due dependability nature is considered the ‘hydrologic planning base data’ 
of this part of the Basin’s water sources. 

• In the case of imported water, the governing factor is the on-going (current) 
management of the relevant agreements. Dependability levels of this source 
of water relates to its own source, assumed to be maintained through the 
relevant delivery system. 

• Also for groundwater, its availability for long-term exploitation, clear of any 
current state of overdraft is the basic element. Since it is a derivative of 
rainfall, the dependability level of such rechargeable ‘dynamic’ groundwater 
availability relies on the statistic occurrence of precipitation. 

5.2 Basin Summary of Available Water 

The analysis above have been oriented according to the aforementioned 
assessment considerations, culminated in a summary as shown in Table 5.2-1. 

Table 5.2-1: Summary of Available Water Resources in Other Nallah of Jalore Basin, Mm 3 (2010) 


Property 

Dependability Level 

Mean 

25% 

50% 

75% 

90% 

Fresh Water 






Local Surface Water (virgin), Mm 3 /yr 

51.42 

46.10 

14.00 

7.00 

1.70 

Imported Water, Mm 3 /yr 

165.33 

203.31 

135.73 

105.85 

68.70 

Fresh Dynamic Groundwater, Mm 3 /yr 

115.28 





Fresh Static Groundwater, Mm 3 /yr 

705.82 





Total Available Fresh Water, Mm 3 /yr 

1,037.85 





Saline Groundwater 






Saline Dynamic Groundwater, Mm 3 /yr 

0.00 





Saline Static Groundwater, Mm 3 /yr 

0.00 





Total Available Saline Groundwater, Mm 3 /yr 

0.00 






Note: For groundwater, assessment is done for Mean Annual Availability as per GEC methodology. 
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Annex ONA-1 

Virgin Water Yield Series for Other Nallahs of Jalore Basin for the 
Area within Rajasthan (1900.27 km 2 ) 


Table A1-1: Virgin Water Yield Series for Other Nallahs of Jalore Basin (Mm 3 ) 


Year 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual, 

Mm 3 

1973 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

2.12 

130.69 

68.34 

1.01 

0.18 

0.06 

202.41 

1974 

0.01 

0.00 

0.00 

0.00 

0.22 

0.29 

0.01 

0.58 

0.30 

0.11 

0.00 

0.00 

1.52 

1975 

0.00 

0.00 

0.00 

0.00 

0.00 

0.72 

2.65 

32.39 

23.83 

2.84 

0.10 

0.03 

62.56 

1976 

0.02 

0.02 

0.00 

0.00 

0.00 

0.39 

8.36 

263.75 

27.49 

0.39 

0.19 

0.13 

300.74 

1977 

0.00 

0.00 

0.00 

0.00 

0.17 

2.37 

149.94 

18.88 

1.33 

0.12 

0.03 

0.00 

172.84 

1978 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

6.02 

8.72 

1.29 

0.22 

1.19 

0.13 

17.60 

1979 

0.01 

0.09 

0.00 

0.00 

0.00 

0.02 

2.51 

4.36 

0.58 

0.53 

4.15 

0.57 

12.82 

1980 

0.08 

0.01 

0.00 

0.00 

0.00 

2.37 

4.61 

0.32 

0.04 

0.00 

0.00 

0.00 

7.43 

1981 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.65 

2.55 

0.27 

0.02 

4.51 

0.10 

8.10 

1982 

0.01 

0.00 

0.00 

0.12 

0.38 

0.07 

0.74 

1.70 

0.23 

0.02 

0.42 

0.06 

3.75 

1983 

0.00 

0.00 

0.00 

0.12 

0.00 

0.12 

9.28 

12.32 

6.30 

3.15 

0.15 

0.02 

31.46 

1984 

0.00 

0.00 

0.00 

0.00 

0.00 

0.29 

0.71 

15.99 

0.63 

0.10 

0.01 

0.00 

17.73 

1985 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

0.61 

6.10 

0.15 

0.09 

0.00 

0.00 

7.12 

1986 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.43 

1.23 

0.10 

0.01 

0.00 

0.00 

1.77 

1987 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.88 

0.17 

0.01 

0.00 

0.00 

0.05 

1.11 

1988 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

1.02 

6.11 

0.45 

0.12 

0.01 

0.00 

7.71 

1989 

0.00 

0.00 

0.00 

0.00 

0.00 

0.20 

0.42 

7.33 

1.59 

0.13 

0.03 

0.00 

9.70 

1990 

0.00 

0.00 

0.00 

0.00 

0.03 

0.36 

98.94 

199.57 

6.31 

0.49 

0.06 

0.01 

305.77 

1991 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.53 

0.30 

0.35 

0.00 

0.00 

0.00 

1.18 

1992 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

13.43 

9.10 

187.89 

0.83 

0.13 

0.03 

211.41 

1993 

0.00 

0.00 

0.00 

0.00 

0.00 

0.02 

181.56 

1.58 

0.28 

0.07 

0.01 

0.00 

183.52 

1994 

0.00 

0.00 

0.00 

0.00 

0.00 

0.17 

8.68 

24.87 

43.74 

0.38 

0.06 

0.01 

77.91 

1995 

0.00 

0.00 

0.00 

0.00 

0.00 

0.03 

3.01 

3.40 

1.36 

0.04 

0.00 

0.00 

7.84 

1996 

0.00 

0.00 

0.00 

0.00 

0.00 

0.53 

1.25 

0.82 

4.18 

0.25 

0.04 

0.00 

7.07 

1997 

0.00 

0.00 

0.00 

0.00 

0.00 

1.99 

1.31 

8.92 

9.19 

1.17 

0.06 

0.01 

22.65 

1998 

0.00 

0.00 

0.00 

0.00 

0.00 

0.16 

4.28 

0.08 

0.38 

9.94 

0.23 

0.02 

15.09 

1999 

0.00 

0.00 

0.00 

0.00 

0.10 

0.16 

0.25 

0.77 

0.07 

1.04 

0.11 

0.01 

2.51 

2000 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

5.01 

0.74 

0.18 

0.07 

0.00 

0.00 

6.00 

2001 

0.00 

0.00 

0.00 

0.00 

0.00 

2.75 

22.63 

5.95 

0.41 

0.21 

0.03 

0.00 

31.98 

2002 

0.00 

0.00 

0.00 

0.00 

0.00 

0.84 

1.11 

0.48 

7.09 

0.14 

0.01 

0.00 

9.67 

2003 

0.00 

4.09 

0.40 

0.03 

0.00 

1.07 

11.41 

7.45 

0.79 

0.08 

0.01 

0.00 

25.33 

2004 

0.00 

0.00 

0.00 

0.00 

0.00 

0.15 

0.19 

5.87 

0.36 

0.31 

0.01 

0.00 

6.89 

2005 

0.00 

0.00 

0.00 

0.00 

0.00 

0.42 

24.87 

7.29 

7.83 

0.73 

0.08 

0.01 

41.23 

2006 

0.00 

0.00 

0.01 

0.00 

0.00 

0.21 

1.47 

48.67 

9.71 

0.40 

0.07 

0.03 

60.57 

2007 

0.00 

0.00 

0.03 

0.00 

0.00 

0.09 

10.59 

5.82 

0.78 

0.17 

0.01 

0.00 

17.49 

2008 

0.00 

0.00 

0.07 

0.35 

0.01 

0.09 

0.75 

6.60 

1.59 

0.14 

0.02 

0.09 

9.71 

2009 

0.00 

0.00 

0.05 

0.00 

0.00 

0.13 

1.60 

0.33 

0.29 

0.01 

0.00 

0.00 

2.41 

2010 

0.05 

0.00 

0.00 

0.00 

0.00 

0.04 

18.76 

11.46 

2.63 

0.24 

7.26 

0.84 

41.28 

% Yield 

0.01 

0.22 

0.03 

0.03 

0.05 

0.83 

30.84 

44.18 

21.41 

1.31 

0.98 

0.11 


Mean 

0.00 

0.11 

0.01 

0.02 

0.02 

0.43 

15.86 

22.72 

11.01 

0.67 

0.50 

0.06 

51.42 
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Annex ONA-2 

Water Balance Components of Other Nallahs of Jalore Basin terms 

of Annual Depth 


Table A2-1: Annual Water Balance Components of Other Nallahs of Jalore Basin, mm 


Year 

PCP 

ET 

WYLD 

PET 

PERC 

SURQ 

GW_Q 

LAT_Q 

Sub¬ 

surface 

percolation 

1973 

1,210.03 

277.34 

151.84 

1,942.46 

781.94 

136.01 

4.97 

10.86 

776.97 

1974 

151.96 

157.43 

0.98 

2,048.15 

2.67 

0.08 

0.00 

0.90 

2.67 

1975 

907.74 

372.26 

60.12 

1,818.55 

465.90 

51.28 

1.51 

7.33 

464.39 

1976 

1,116.64 

355.24 

196.40 

1,873.98 

581.16 

169.81 

17.63 

8.97 

563.53 

1977 

852.32 

366.03 

110.70 

1,850.63 

420.07 

63.19 

40.56 

6.95 

379.51 

1978 

589.88 

330.88 

15.97 

1,915.18 

230.24 

11.42 

0.02 

4.53 

230.22 

1979 

563.23 

343.72 

9.37 

1,962.38 

203.68 

5.07 

0.00 

4.30 

203.68 

1980 

295.75 

221.67 

7.71 

2,032.75 

84.72 

5.74 

0.00 

1.98 

84.72 

1981 

300.46 

239.54 

6.66 

1,979.98 

45.57 

4.78 

0.00 

1.88 

45.57 

1982 

315.53 

298.07 

2.82 

1,973.11 

20.05 

1.01 

0.00 

1.80 

20.05 

1983 

607.96 

419.62 

27.15 

1,902.07 

160.08 

22.94 

0.00 

4.21 

160.08 

1984 

380.40 

292.57 

18.83 

1,944.55 

72.73 

16.56 

0.00 

2.28 

72.73 

1985 

275.38 

195.16 

7.88 

1,949.76 

73.46 

6.09 

0.00 

1.79 

73.46 

1986 

154.65 

134.84 

1.15 

1,991.09 

19.38 

0.17 

0.00 

0.97 

19.38 

1987 

95.27 

88.55 

0.67 

2,081.99 

6.65 

0.03 

0.00 

0.65 

6.65 

1988 

374.50 

227.93 

7.11 

1,961.77 

137.78 

4.54 

0.00 

2.58 

137.78 

1989 

347.96 

239.82 

10.87 

1,937.46 

96.79 

8.61 

0.00 

2.25 

96.79 

1990 

1,086.55 

331.35 

190.19 

1,887.56 

563.02 

181.51 

0.03 

8.65 

562.99 

1991 

140.38 

142.78 

0.88 

1,957.80 

5.53 

0.25 

0.00 

0.63 

5.53 

1992 

1,139.66 

260.53 

144.47 

1,915.39 

727.90 

131.48 

2.86 

10.12 

725.04 

1993 

667.45 

175.04 

99.25 

1,975.29 

396.90 

92.09 

1.33 

5.83 

395.57 

1994 

828.45 

332.33 

80.49 

1,784.05 

430.81 

55.38 

18.70 

6.41 

412.11 

1995 

297.30 

202.57 

8.14 

1,987.57 

88.41 

6.18 

0.00 

1.96 

88.41 

1996 

374.90 

294.63 

4.84 

1,968.16 

75.29 

2.41 

0.00 

2.43 

75.29 

1997 

594.38 

342.76 

21.95 

1,903.01 

226.80 

17.45 

0.00 

4.50 

226.80 

1998 

279.62 

224.93 

20.62 

1,969.34 

30.47 

19.24 

0.00 

1.38 

30.47 

1999 

239.13 

233.23 

1.55 

1,983.96 

9.63 

0.16 

0.00 

1.38 

9.63 

2000 

291.84 

209.63 

3.71 

2,010.97 

80.47 

1.65 

0.00 

2.06 

80.47 

2001 

620.16 

306.21 

26.47 

1,894.01 

286.26 

21.58 

0.00 


286.26 

2002 

336.14 

246.76 

5.48 

1,951.24 

85.60 

3.05 

0.00 

2.44 

85.60 

2003 

653.81 

338.60 

24.57 

1,889.19 

287.77 

19.39 

0.00 

5.18 

287.77 

2004 

265.58 

235.29 

8.53 

1,973.11 

22.43 

7.25 

0.00 

1.28 

22.43 

2005 

611.49 

294.32 

28.01 

1,905.60 

285.23 

22.92 

0.00 

5.10 

285.23 

2006 

977.77 

284.02 

65.25 

1,826.99 

630.92 

56.37 

0.33 

8.55 

630.59 

2007 

505.60 

331.04 

16.19 

1,998.13 

158.63 

12.60 

0.08 

3.51 

158.55 

2008 

465.20 

345.33 

6.71 

1,944.40 

109.08 

3.57 

0.00 

3.14 

109.08 

2009 

197.59 

197.31 

2.31 

1,979.49 

8.73 

1.35 

0.00 

0.96 

8.73 

2010 

1,020.89 

423.96 

32.47 

1,827.97 

535.51 

23.88 

0.00 

8.59 

535.51 

Mean 

529.83 

271.40 

37.59 

1,939.45 

222.32 

31.24 

2.32 

4.03 

220.01 


Where, 

PCP: Rainfall 

PET: Potential evapotranspiration 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 

ET: Actual evapotranspiration 

PERC: Percolation (Shallow+Deep) 

SURQ: Direct Surface Runoff 

GW_Q: Baseflow 

WYLD: Total Water yield (SURQ + GW_Q + Lateral Flow) 

LAT_Q : Lateral flow 

Sub-surface percolation =PERC - GW_Q 

Table A2-2: Mean Monthly Water Balance Components of Other Nallahs of Jalore Basin, mm 


Month 

Rainfall, 

mm 

Water Yield, 
(% Rainfall 
Conversion) 

Evapotranspiration, 

mm 

Sub-surface 

percolation, 

mm 

Jan 

0.84 

0.00 (0.00) 

2.44 

0.00 

Feb 

3.04 

0.06 (2.00) 

2.65 

0.84 

Mar 

1.23 

0.01 (0.80) 

6.95 

0.00 

Apr 

2.28 

0.01 (0.40) 

6.32 

0.00 

May 

5.13 

0.02 (0.40) 

2.98 

0.03 

Jun 

45.15 

0.35 (0.80) 

25.67 

4.81 

Jul 

187.07 

10.78 (5.80) 

67.65 

78.75 

Aug 

176.53 

16.73 (9.50) 

69.38 

91.18 

Sep 

80.67 

8.58 (10.60) 

51.28 

37.81 

Oct 

11.71 

0.67 (5.70) 

20.10 

1.09 

Nov 

15.32 

0.35 (2.30) 

10.54 

5.49 

Dec 

0.86 

0.03 (3.50) 

5.45 

0.00 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 

1. Introduction 

1.1 General 

The north western parts of Rajasthan comprising of the Districts of 
Hanumangarh and Ganganagar belong to the lower Ghaggar Basin originating 
from Shivalik hills of Himachal Pradesh (at an elevation 1,927 m amsl). It 
covers an area of 5,201.51 Km 2 in Rajasthan. Ghaggar River after entering the 
Haryana State near Kalka (30°5r:76°07') traverses through Haryana, Punjab and 
Rajasthan and enters Pakistan near Anupgarh (29°H':73°12'). It is an ephemeral 
river receiving copious runoff during monsoon period. During the lean period, 
significant base flow is generated which is utilised for irrigation by the border 
areas of States Haryana and Rajasthan. However, most of the runoff is generated 
up to Sadulgarh (29°41:75°13') beyond which the runoff starts declining 
indicating influent regime of the River. The hydrological regime of Ghaggar 
River has undergone changes in the past (before seventh decade) and 
accordingly, lower Ghaggar River was rarely receiving the flood flows. In the 
recent past however, due to development of an efficient drainage network in the 
then undivided Punjab (Haryana and Punjab), lower part of Ghaggar River 
started receiving floods inundating a large fertile plain. With the passage of 
time, the flood waters crossed over to Pakistan. The increased flooding of 
Ghaggar River bed (Nali bed) has great influence on the surface water and 
groundwater resources of this part of Rajasthan. The available surface water 
resources and consequently the groundwater resources of lower Ghaggar River 
are likely to change in the near future due to extensive rain water harvesting in 
the upper Ghaggar Basin. The occurrence of groundwater in the lower Ghaggar 
Basin as a separate entity is discussed in the present chapter. The general layout 
of Ghaggar Basin is shown in Drawing No. GHA-GEN-001 (in Volume 3c). 

Ghaggar Basin falls in two Districts Ganganagar (60.62%) and Hanumangarh 
(39.38%). There are 10 Blocks falling under Ghaggar Basin largest Block being 
Anupgarh which as its 88% area within Ghaggar Basin (see Table 1.1-1). The 
administrative unit setup of Ghaggar Basin is shown in Drawing No. GHA- 
GEN-002 (in Volume 3c). 


Table 1.1-1: District and Blocks falling under Ghaggar Basin 


District 

Block 

Area Falling 
Inside Basin, 
Km 2 

Total Area, 
Km 2 

Percentage 
of Area 

Falling Inside Basin, % 

Percentage 
of Basin 
Area, % 

Ganganagar 

Anupgarh 

1,353.19 

1,537.64 

88.00 

26.02 

Ghadsana 

194.94 

1,971.44 

9.89 

3.75 

Padampur* 

0.00 

861.66 

0.00 

0.00 

Raisinghnagar 

447.72 

1,326.07 

33.76 

8.61 

Suratgarh 

1,157.23 

2,424.21 

47.74 

22.25 

District Summary 

3,153.07 



60.62 

Hanumangarh 

Hanumangarh 

791.58 

1,360.97 

58.16 

15.22 

Pilibanga 

743.17 

1,238.24 

60.02 

14.29 

Rawatsar 

45.10 

1,885.97 

2.39 

0.87 

Sangaria 

38.39 

543.35 

7.06 

0.74 

Tibi 

430.20 

769.39 

55.91 

8.27 

District Summary 

2,048.43 



39.38 

Basin Summary 

5,201.51 



100.00 


* Negligible area 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 
1.2 Climatic Characteristics 

Weather statistics for Ghaggar Basin have been analysed based on the 20 years 
(1990-2009) monthly IMD weather data except for rainfall analysis which is 
based on IMD, RD and WRD data of 54 years (1957-2010) and is presented in 
Table 1.2-1. 


Table 1.2-1: Weather Parameters Statistics of Ghaggar Basin 


Weather Parameters 

Minimum 

Maximu 

m 

Mean 

Standard 

Deviation 

Coefficient 

of 

Variation 

Mean Maximum Temperature, °C 

33.24 

33.81 

33.47 

0.13 

0.00 

Highest Maximum Temperature, °C 

46.38 

46.76 

46.59 

0.08 

0.00 

Mean Minimum Temperature, °C 

18.26 

19.02 

18.56 

0.18 

0.01 

Lowest Minimum Temperature, °C 

1.31 

1.97 

1.53 

0.17 

0.11 

Annual Rainfall, mm 

188.80 

264.90 

221.70 

12.50 

0.06 

Monsoon Months Rainfall, mm 

158.30 

210.70 

180.60 

9.70 

0.05 

Rainy Days, Days/Year 

12.00 

15.00 

13.00 

0.50 

0.04 

Wind Speed, Km/hr 

3.56 

4.77 

4.08 

0.26 

0.06 

Sunshine Hours, hr/day 

7.44 

7.74 

7.54 

0.06 

0.01 

Relative Humidity, % 

49.65 

55.79 

52.99 

1.36 

0.03 

Annual Evaporation, cm 

181.42 

210.36 

193.51 

6.38 

0.03 

Source: IMD monthly dataset (1990-2009] 

Rainfall Statistics based on IMD, RD and 

WRD dataset (1957-2010) 


Following paragraphs give brief descriptions for temperatures, rainfalls, wind 
speeds, relative humidity, sunshine hours and evaporation. 

1.2.1 Temperature Statistics 

Maximum Temperature 

Mean maximum temperature in Ghaggar Basin spatially varies within a range of 
33.24°C-33.81°C with a mean value of 33.47°C. Its variation is presented in 
Drawing No. GHA-CLM-001 (in Volume 3c). 

Highest Maximum Temperature 

Highest maximum temperature in Ghaggar Basin spatially varies within a range 
of 46.38°C-46.76°C with a mean value of 46.59°C. It is presented in Drawing 
No. GHA-CLM-002 (in Volume 3c). 

Minimum Temperature 

Mean minimum temperature in Ghaggar Basin spatially varies within a range of 
18.26°C-19.02°C with a mean value of 18.56°C. Its variation is presented in 
Drawing No. GHA-CLM-003 (in Volume 3c). 

Lowest Minimum Temperature 

Lowest minimum temperature in Ghaggar Basin spatially varies within a range 
of 1.31°C-1.97°C with a mean value of 1.53°C. Its variation is presented in 
Drawing No. GHA-CLM-004 (in Volume 3c). 

1.2.2 Rainfall 

Annual Rainfall 

The annual rainfall in Ghaggar Basin ranges spatially from 188.80 mm to 264.90 
mm, spatially distributed as shown in Drawing No. GHA-CLM-005 (in Volume 
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3c). The mean annual rainfall is 221.70 mm having a coefficient of variation of 
0.06 

Monsoon Rainfall 

Monsoon months rainfall (Jun-Jul-Aug-Sept) ranges spatially from 158.30 mm 
to 210.70 mm with a mean value of 180.60 mm and a coefficient of variation of 
0.05. Its spatial variation across the Basin is shown in Drawing No. GHA-CLM- 
006 (in Volume 3 c). 

Rainy Days 

The mean annual number of rainy days in Ghaggar Basin is 13 days with a 
spatial range of 12-15 days. Its spatial variation across the Basin is shown in 
Drawing No. GHA-CLM-007 (in Volume 3c). 

1.2.3 Wind Speed 

The mean annual daily wind speed in Ghaggar Basin lies within a spatial range 
of 3.56-4.77 km/hr with a mean value of 4.08 km/hr and coefficient of variation 
of 0.06. Its spatial variation across the Basin is shown in Drawing GHA-CLM- 
008 (in Volume 3c). 

1.2.4 Sunshine Hours 

Mean daily sunshine hours in the Basin varies within a spatial range of 7.44- 
7.74 hrs/day with a mean value of 7.54 hs/day. Its spatial variation across the 
Basin is shown in Drawing No. GHA-CLM-009 (in Volume 3c). 

1.2.5 Relative Humidity 

Mean annual daily relative humidity in Ghaggar Basin is 52.99% with a spatial 
range of 49.65-55.79%. Its spatial variation across the Basin is shown in 
Drawing No. GHA-CLM-010 (in Volume 3c). 

1.2.6 Evaporation 

Mean annual evaporation in Ghaggar Basin is 193.51 cm with a spatial range of 
181.42-210.36 cm. Its spatial variation is shown in Drawing No. GHA-CLM- 
011 (in Volume 3c). 

2. Surface Water 

2.1 Hydrological Modelling of Ghaggar Basin 

2.1.1 Overview 

SWAT (Soil and Water Assessment Tool) is a hydrological model to assess the 
monthly and annual surface water potentials of the Ghaggar Basin. A brief 
description of the SWAT hydrological model is given in Annex SW-l(a) of the 
Main Report. 

2.1.2 Development of a Hydrological Model for Ghaggar Basin 

Mapping of a Basin on to the SWAT hydrological model involves an elaborate 
procedure. The following paragraphs briefly describe the methodology used for 
mapping. 

Development of SWAT hydrological modelling involves several steps which are 
mentioned below. 
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Input data required for modelling 

• Digital Elevation Model (DEM) - Grid (raster) 

• Landuse - Grid (raster) or Shape (vector) 

• Soil - Grid (raster) or Shape (vector) 

• Meteorological data with location 

• Optional 

• Mask 

• Drainage for burn 

• Outlet locations 

• ReservoirVRiver gauge locations 

Key procedures necessary for development of model 

• Delineate the watershed for modelling 

• Define land use and soil data grids 

• Determine the distribution of HRU’s (Hydrological Response Units) based 
on the DEM, land use and soil data. 

• Define rainfall, temperature and weather data 

• Write the SWAT input files- requires access to data on soil, weather, land 
cover, plant growth, etc. 

• Edit the input files - if necessary 

• Setup and run SWAT - requires information on simulation period, PET 
estimation method and other options 

• Calibration of model with available observed data 

Descriptive technical, theoretical, interface and input/output SWAT model 
documentation is attached as soft copy for reference in Annex SW-l(b) (in Main 
Report). 

2.1.3 Basin Delineation 

A digital elevation model (DEM) from the SRTM was used for Basin 
delineation and is shown in Figure 2.1-1. Enlarged map of DEM shown in 
Drawing No. GHA-SW-001 (in Volume 3c). 

A watershed is the upslope area that contributes flow to a common outlet as 
concentrated drainage. The boundaries between watersheds are termed drainage 
divides. The outlet is the point on the surface at which water flows out of an 
area. It is the lowest point along the boundary of a watershed. 

Watersheds are delineated from SRTM DEM by computing the flow direction of 
each cell in the raster. The model identifies the ridge lines between the Basins 
using elevation values from raster data (SRTM DEM) and creates the Basin 
boundary. Outlet points are then defined which may be features, such as dams or 
stream gauges or any other outlet point for which contributing area has to be 
determined. Here, Ghaggar Basin was delineated considering outlet points 
outside Rajasthan also, so as to cover complete area within Rajasthan. 

The topographic statistics of elevation of the Ghaggar Basin is given in Table 
2 . 1 - 1 . 
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Table 2.1-1: Elevation Summary of Ghaggar Basin 


Parameter 

Elevation 
(m amsl) 

District 

Block 

Longitude, Latitude 
(degree minutes 
seconds) 

Minimum Elevation 

96 

Ganganagar 

Anupgarh 

73°37'16.278"E 

29°21'28.08"N 

Maximum Elevation 

224 

Hanumangarh 

Pilibanga 

74°11'47.383"E 

29°18'46.662"N 

Mean Elevation 

179 





From Figure 2.1-1 it can be observed that general direction of slope in Ghaggar 
Basin is Northeast to South west. 
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Figure 2.1-1: Digital Elevation Model (Topography) of Ghaggar Basin 
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Figure 2.1-2: Drainage Network and Basin Delineation using DEM for Ghaggar Basin 
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Figure 2.1-2 shows the automatically delineated Ghaggar Basin with the 
generated drainage network using the DEM. Total Ghaggar Basin area 
delineated is 28,995.19 Km 2 where 5,201.51 Km 2 only is within Rajasthan. 

There is some drainage which is delineated due to elevation profile of that area 
and seems to be entering Ghaggar Basin from Outside Basin, but these channels 
are not visible. This may be due to the fact that no water has flown through that 
area because of low rainfall, high evapotranspiration and high rate of 
percolation due to sandy soils. The lower boundary of Ghaggar is defined by 
the canal network that runs parallel to its upper drainage. 

2.1.4 Micro-watershed Delineation 

Automatic delineation of watersheds was done by using the DEM as input and 
using 500 ha as minimum stream threshold. The target outflow points were 
interactively selected so as to cover entire area of Ghaggar Basin falling within 
Rajasthan State. 

There are 2 micro-watersheds delineated and demarcated in Ghaggar Basin 
within Rajasthan boundary (see Figure 2.1-3), details of which are presented in 
Table 2.1-2. Enlarged map showing micro-watersheds is shown in Drawing No. 
GHA-SW-002 (in Volume 3c). 


Table 2.1-2: Micro-watershed delineated in Ghaggar Basin 


Micro-watershed 

Area, 

Percentage of Basin 

code 

Km 2 

Area, % 

001 

2,790.47 

53.65 

002 

2,411.04 

46.35 

Total 

5,201.51 

100.00 


App. GHA-IN-24740-R13-073 July, 2014 

Surface and Ground Water Availability 
356 





STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Figure 2.1-3: Micro-watershed Delineated in Ghaggar Basin 



Note: Automatically delineated micro-watersheds using SRTM DEM, of 90 m resolution 
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2.1.5 Land Use /Land Cover Layer 

Land Use/Land Cover is another important segment of data that is required for 
pre-processing. The land use map from NRSC, has been used for the present 
study. Table 2.1-3 gives the land use categories and the area covered under each 
category of land use for the Ghaggar Basin. 

The major part of the Basin is under agriculture land use, Mustard, Jowar, Guar 
and Wheat are the predominant crops (Source: Agriculture Statistics Handbook, 
Government of Rajasthan, 2010). 


Table 2.1-3: Land Use Categories of Ghaggar Basin 


Land Use 

Area 

(Km 2 ) 

% of Basin 
Area 

Build up 

21.66 

0.42 

Kharif only 

160.07 

3.08 

Rabi only 

880.58 

16.93 

Double / tripple 

2,475.61 

47.59 

Current fallow 

743.98 

14.30 

Deciduous forest 

8.28 

0.16 

Scrub/Degraded forest 

5.49 

0.11 

Other wasteland 

551.73 

10.61 

Scrubland 

248.64 

4.78 

Water bodies 

105.47 

2.03 

Basin Total 

5,201.51 

100.00 


Source: NRSC, 2007-2008 


Figure 2.1-4 shows the general land use of Ghaggar Basin. Enlarged land use 
map of Ghaggar Basin is shown in Drawing No. GHA-LU-001 (in Volume 3c). 
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Figure 2.1-4: Land Use Map of Ghaggar Basin 
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2.1.6 Soil Layer 

Information on the soil profile is also required for simulating the hydrological 
character of the Basin. Soil map of Rajasthan has been used for modelling which 
is shown in Figure 2.1-5. Enlarged soil map of Ghaggar Basin is shown in 
Drawing No. GHA-S0-001 (in Volume 3c). 

The soil in Ghaggar Basin is predominantly Clay Loam and Loamy Sand. Table 
2.1-4 shows the area under each of the soil texture class found in the Ghaggar 
Basin. 


Table 2.1-4: Soil Texture of Ghaggar Basin 


Soil Texture 

> 
3 <S 

ro JD 

% of Basin Area 

Clay Loam 

2,266.35 

43.57 

Loam 

550.92 

10.59 

Loamy Sand 

2,306.60 

44.34 

Sandy Clay Loam 

77.64 

1.49 

Basin Total 

5,201.51 

100.00 


Source: SRSAC, DST, Jodhpur 
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Figure 2.1-5: Soil Map of Ghaggar Basin 
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2.1.7 Meteorological Data Collection Stations 

The daily rainfall data of rain gauge stations belonging to IMD, Revenue 
Department and Water Resources Department of Rajasthan has been used. 
Maximum and minimum temperature data at a resolution of 1° X 1° latitude by 
longitude grid points (1 grid location) from IMD has been used. 

(The Grid point nomenclature adopted by IMD was done by combining 
Longitude and Latitude in decimal degrees to form a code e.g. grid location code 
"755275" signifies 75.5 degree longitude and 27.5 degree latitude). 

Major weather parameters which influence the hydrology of a catchment are 
rainfall and temperature for which daily observed data have been used, while for 
other weather parameters like solar radiation, wind speed and relative humidity 
(which have less significant effect on hydrology) long term statistics have been 
used to derive daily values. These weather parameters have small variation over 
the time and can be derived using continuity equations. 

SWAT uses weather generator model for generating values based on long term 
daily statistics for a particular day. 

Solar radiation is generated from a normal distribution. A continuity equation is 
incorporated into the generator to account for radiation variations caused by dry 
vs. rainy conditions. Solar radiation is adjusted downward when simulating 
rainy conditions and upwards when simulating dry conditions. The adjustments 
are made so that the long-term generated values for the average monthly solar 
radiation agree with the input averages. 

Generated wind speed: A modified exponential equation is used to generate 
daily mean wind speed given the mean monthly wind speed. 

Generated Relative humidity: The relative humidity model uses a triangular 
distribution to simulate the daily average relative humidity from the monthly 
average. As with temperature and radiation, the mean daily relative humidity is 
adjusted to account for wet- and dry-day effects. 

The meteorological data locations map is shown in Figure 2.1-6. 

The meteorological data location details is presented in Annex SW-3 of Main 
Report. 
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Figure 2.1-6: Meteorological Data Location Map of Ghaggar Basin 
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2.1.8 Existing Major / Medium Projects 

There are no existing major or medium irrigation projects (dams) in Ghaggar 
Basin. 

2.1.9 River Gauge and Discharge data in Ghaggar Basin 

The river flow records of Ghaggar Basin are not available. No river gauge station 
is present in Ghaggar Basin. 

2.1.10 Other Model Inputs 

District agriculture statistics from 1967-2007 (extended to 2011 from Agricop) has 
been used to derive District wise cropping area, production, irrigation by source 
(canal, tank, well etc), fertilizer and pesticide use per hectare. Cropping pattern and 
crop management practices are used from agriculture contingency plans 
(http://agricoop.nic.in/acp.html) and Agriculture Statistics Handbook, Government 
of Rajasthan, 2010. These data were later transferred to micro-watersheds 
(hydrological modelling unit) using GIS overlay techniques. 

Mustard and Wheat are grown in Rabi season while, Jowar and Guar in Kharif 
season Source: Agriculture Statistics Handbook, Government of Rajasthan, 2010). 

2.2 Model Calibration and Performance 

Calibration is an effort to better parameterize a model to a given set of local 
conditions, thereby reducing the prediction uncertainty. 

Model calibration is performed by carefully selecting values for model input 
(within their respective uncertainty ranges) by comparing model predictions 
(output) for a given set of assumed conditions with observed data for the same 
conditions. 

2.2.1 SWAT Model Calibration 

As mentioned earlier, no data was available in Ghaggar Basin to calibrate the 
SWAT model. 

SWAT model uses water balance equation as a driving force behind everything 
that happens in the watershed on a daily basis. The USDA SCS runoff curve 
number is used to estimate surface runoff from daily precipitation. An inproved 
dynamic curve number method is used which automatically adjusts the curve 
number on the basis of the moisture conditions prevailing in the watershed. 

There are no observed data in Ghaggar Basin for calibration. Hydrological 
parameters from adjacent outside Basin are therefore applied to generate Virgin 
water yields for the Basin area within Rajasthan boundary. 

Sensitive parameters which are controlling the hydrological processes are 
mentioned in Table 2.2-1. 
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Table 2.2-1: Sensitive Parameters Controlling the Hydrological Processes 


Parameter 

Description (Class) 

Units 

CN2 

Curve number (Management operations) 

- 

GW_DELAY 

Groundwater delay (Groundwater) 

Days 

GWQMN 

Threshold depth of water in shallow aquifer required for 
return flow to occur (Groundwater) 

mm 

GW_REVAP 

Groundwater revap coefficient (Groundwater) 


RCHRG.DP 

Deep aquifer percolation coefficient (Groundwater) 

- 

ESCO 

Soil evaporation compensation factor 
(Evapotranspiration) 

- 

S0L_AWC 

Soil available water content (Soil) 

mm Water\mm soil 

S0L_K 

Soil permeability (Soil) 

mm/hr 

SHALLST 

Initial Depth of water in shallow aquifer 

mm 


These parameters broadly fall under two categories: 


• General Parameters: Values of which are applied to entire Basin, which 
include Groundwater delay, deep aquifer percolation factor and ESCO. 

• Catchment Specific Parameters: Values of these parameters are area specific 
which include soil parameters like Soil permeability and available moisture 
content and management parameters like CN, irrigation source etc. 

Soil in Ghaggar Basin is predominantly Clay Loam and Loamy Sand and it was 
found that groundwater parameters were most sensitive in this region. 

There are a large number of parameters which operate during simulation. Out of 
them, some major parameters that were adjusted during simulation are presented 
in Table 2.2-2 with their respective values. 


Table 2.2-2: Major Parameters Adjusted during Calibration 


Parameter 

Unit 

Value 

GW.delay 

Days 

1.00 

RCHRG_DP 

■ 

0.33 

ESCO 

- 

0.60 

GWQMN 

mm 

2,200.00 

GW_REVAP 

■ 

0.09 

SHALLST 

mm 

2,500.00 

IRRSC 

(Source of irrigation) 


Reservoir, Shallow aquifer 


2.2.2 Model Performance 

Ghaggar Basin calibration cannot be performed in the abscence of observed data 
therefore, model perfomance cannot be presented. 

2.2.3 Hydrological Simulation 

The SWAT model was run with the observed rainfall and temperature data for 
Ghaggar Basin for a common period from 1973 to 2010. The outputs provided 
by the model are very extensive, covering all the components of water balance 
spatially and temporally. The sub components of the water balance that are most 
significant and used for analyses, include: 

• Total flow (water yield) consisting of surface runoff, lateral and base flow. 

• Actual evapotranspiration (ET). 
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The outputs can be depicted in many ways depending on the focus and 
requirement of the user. These components are expressed in terms of total 
annual depth of water in mm over the total watershed area. In other words, the 
total water yield is the equivalent depth in mm, of flow past the outlet of the 
watershed on average annual and monthly basis. Figures 2.2-1 and 2.2-2 show 
the annual and mean monthly water balance components for the Ghaggar Basin. 

Temporal Distribution of Major Water Balance Components 

Figure 2.2-1 depicts the average annual rainfall, water yield, evapotranspiration 
and Sub-surface percolation for the entire Ghaggar Basin. 

There are 2 micro-watersheds delineated and demarcated in Ghaggar Basin 
within Rajasthan boundary, yearly water balance components of which are 
presented in Annex SW-4 of Main Report (as soft copy). 

It is noteworthy here that SWAT gave an indication of the spatial and temporal 
variation of this percolation, with respect to properties of the overlaying soil 
cover. The percolation computed using SWAT model is the total percolation 
which also includes the abstractions being taken from the groundwater. 
Therefore the net percolation which will reflect the groundwater fluctuations is 
after incorporating the withdrawals/draft from the groundwater for various 
purposes. The another component namely deep percolation is used in the SWAT 
model to build the static groundwater table and this component is lost from the 
local water balance, although there is a provision to tap this water through tube 
wells if required. SWAT doesn't takes care of absolute groundwater table since 
it is not a groundwater model. 
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As shown in Figure 2.2-1 and Table A2-1 Annex GHA-2, inter annual range of 
rainfall for the period of analysis from 1973 to 2010 was 0.00 to 471.63 mm, 
while inter annual range of water yield was 0 to 26.35 mm for the same period. 

The area of Ghaggar Basin within Rajasthan predominantly comprises 
agriculture land with canal irrigation through extensive canal systems. It can 
also be observed that major portion of rainfall is converted to 
evapotranspiration. 

Figure 2.2-2 depicts the long-term mean monthly water balance components of 
rainfall, water yield, evapotranspiration and Sub-surface percolation for Ghaggar 
Basin. It can be seen that the rainfall contribution to water yield is mainly in the 
months of July, August and September with a maximum in September while for 
other months the contribution is negligible. In July about 1.70% of the rainfall is 
converted into water yield, in August about 3.30% of the rainfall is converted 
into water yield and in September about 4.70% of rainfall contributes to water 
yield. Major portion of rainfall is converted to evapotranspiration in Ghaggar 
Basin (see Table A2-2, Annex GHA-2). 

Maximum evapotranspiration occurs in month of July. The remaining water may 
have been converted to groundwater storage, soil moisture build, etc. 


Figure 2.2-2: Simulated Mean Monthly Water Balance Components for Ghaggar Basin 



Virgin Water Yields 


True runoff, or Virgin water yield, is stream flow in its natural conditions, i.e. 
without the existence of any irrigation, municipal or industrial water supply 
developments (including impact of imported water, return flows and flow 
diversions). 

Virgin water yields were generated by switching off all the abstractions (Minor 
dams along with other water harvesting structures, if any) and removing all crop 
management options (controlled irrigation in terms of canals, groundwater, etc). 
In Virgin water yield scenario presented here Kharif and Rabi crops are 
considered as rain fed with no external water supply. 
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Annual Virgin water yield for Ghaggar Basin within Rajasthan boundary is 
19.54 Mm 3 (see Table Al-1, Annex GHA-1). 

Virgin water yield series of micro-watersheds of Ghaggar Basin are presented in 
Annex SW-5 of Main Report (as soft copy). 

Flow Duration Curve 

Assessment of dependable lean season flows along with their distribution in 
time is essential for planning and development of water supply schemes. Flows 
in Virgin conditions (with no Interventions or Human activity) are generated. 
The dependability of the water yield of the Ghaggar Basin has been analyzed 
and shown in Figure 2.2-3. Water yield with respect to four levels of 25, 50, 75 
and 90% dependability are shown in Table 2.2-3. 

Figure 2.2-3: Flow Duration Curve for Ghaggar Basin 



0 10 20 30 40 50 60 70 80 90 100 

% of times flow equals or exceeds 


Table 2.2-3: Virgin Water Yield at Four Dependability Levels for Ghaggar Basin 


Dependability Level, 

% 

Water Yield, 

Mm 3 

25 

31.60 

50 

3.10 

75 

1.30 

90 

0.60 

Mean 

19.54 


Rainfall occurs mainly during the monsoon season in Ghaggar Basin. Major 
portion of stream flow therefore occur only during these months. The mean 
simulated Virgin water yield for Ghaggar Basin generated within Rajasthan is 
19.54 Mm 3 . At Ghaggar Basin Outlet, 50% dependability Virgin water yield is 
3.10 Mm 3 while at 75% dependability it is 1.30 Mm 3 . The Virgin water yield 
series (1973-2010) for Ghaggar Basin is shown in Annex GHA-1. 

There are two micro-watersheds in Ghaggar Basin, water yield dependability of 
which are presented in Table 2.2-4. 
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Table 2.2-4: Virgin water yield at four dependability levels of Micro-watersheds of 

Ghaggar Basin 


Micro¬ 

watershed 

Code 

Dependability Level, % 

Mean 

25 

50 

75 

90 

Water Yield, Mm 3 

001 

8.20 

1.80 

0.70 

0.40 

6.60 

002 

15.60 

0.90 

0.40 

0.10 

13.00 


3. Imported Surface Water 

3.1 General 

Ghaggar Basin in fact, is included in Thar Desert of the western part of 
Rajasthan. However, since it conveys distinct flows, mostly drain water and 
overflows from upstream reaches, it has been named as a stand-alone Basin. 
Apart from this distinction the Basin receives imported surface water through 
the following systems (for details see Section 7.2 of the Main Report). 

• Gang Canal, 

• Bhakra Canal, and 

• IGNP 

3.2 Water Use 

As described in Section 7.2 of the Main Report, the Consultants have analysed 

information pertaining to the relevant rivers, dams and diversions, as detailed in 
the respective sections of the Main Report in order to assess the availability of 
the imported water at different levels of dependability; Table 3.2-1 summarises 
the findings of these studies. The mean imported share of Ghaggar Basin is 
given in Table 3.2-2. 


Table 3.2-1: Total Water Availability of Ghaggar - Outside Basin Schemes, Mm 3 /yr 


Source 

Mean 

25% 

50% 

75% 

90% 

IGNP Stage 1 

4,428 

6,018 

4,132 

3,110 

2,645 

IGNP Stage II 

4,934 

6,698 

4,598 

3,461 

2,944 

Gang Canal 

1,776 

1,910 

1,740 

1,650 

1,610 

Bhakra Canal 

1,998 

2,138 

2,020 

1,836 

1,607 

Sidhmukh-Nohar Areas 

580 

621 

586 

533 

466 

Total 

13,716 

17,385 

13,076 

10,590 

9,272 

100.0% 

126.7% 

95.3% 

77.2% 

67.6% 


Table 3.2-2: Area Served by Imported SW in Ghaggar Basin 


Serving Project 

District Name 

Block Name 

CCA, Km 2 

Mean Water 
Availability,Mm 3 /yr 

Gang Canal 

Ganganagar 

Anupgarh 

278.6 

122.97 

Raisinghnagar 

240.68 

106.23 

Suratgarh 

57.48 

21.15 

Total from Gang Canal 

567.19 

250.35 

Bhakra Canal 

Ganganagar Suratgarh 

124.56 

51.23 

Sub-total in Ganganagar District 

124.56 

51.23 

Hanumangarh 

Hanumangarh 

417.97 

226.05 

Pilibanga 

208.52 

112.78 
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Serving Project 

District Name 

Block Name 

CCA, Km 2 

Mean Water 
Availability,Mm 3 /yr 

Bhakra Canal 

Hanumangarh 

Sangaria 

27.68 

14.97 

Tibi 

291.32 

157.56 

Sub-total in Hanumangarh District 

945.49 

511.36 

Total from Bhakra Canal 

1,070.05 

562.59 

IGNP Canal System 

Ganganagar 

Anupgarh 

667.16 

474.8 

Ghadasana 

127.64 

90.83 

Raisinghnagar 

104.09 

74.08 

Suratgarh 

413.6 

294.35 

Sub-total in Ganganagar District 

1,312.49 

934.06 

Hanumangarh 

Hanumangarh 

169.33 

120.5 

Pilibanga 

282.44 

201.01 

Rawatsar 

28.98 

14.95 

Tibi 

20.91 

14.88 

Sub-total in Hanumangarh District 

501.66 

351.34 

Total from IGNP System 

1,814.15 

1,285.40 

Grand Total in Ghaggar Basin 

3,451.39 

2,098.34 


Also, tail water of an average of 489.07 Mm 3 /yr of Ghaggar River is available in 
Rajasthan from other States, which has also been considered as imported water 
(for details see Section 7.2.7 of the Main Report). Availability of this Ghaggar 
flood water at different dependabilities is as follows: 


Dependability Level 

25% 

50% 

75% 

90% 

Mean 

Ghaggar flood water, Mm 3 /yr 

657.90 

372.11 

185.60 

72.89 

489.07 


4. Groundwater 

4.1 Basic Characteristics 

4.1.1 Physiography 

In Rajasthan State, the Ghaggar Basin forms the lower part of the basin. It is an 
intermittent river, seasonal in nature and flows only during monsoon season. It 
originates is Shivalik hills of Himachal Pradesh and flows through Punjab and 
Harayana States and finally enters Rajasthan. Near Sadulgarh in Hanumangarh 
District, the river joins a dry channel. Near Suratgarh Chautang River joins this 
dry channel. The river for the majors part of the year remains dry probably due 
to capturing of its tributaries. 

4.1.2 Geomorphology 

Based on study of quaternary geology and palaeo basin configuration, various 
researchers have hypothesised that Ghaggar Basin deepened to abnormal depth 
and hosted over 350 m thick pile of continental sediments in its northern part. 
By and large, the Ghaggar Basin is an Alluvial plain. The wide river bed of 
Ghaggar suggests that river once was flowing full of water as result of melting 
of Himalayan glaciers. 

4.1.3 Geology 

The geological sequence of rock formation in the basin is given in Table 4.1-1. 
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Table 4.1-1: Geological Sequence in the Ghaggar Basin 


Era 

Age/Super-Group 

Group 

Rock Formation 


Sub-Recent to Recent 

Alluvium & Sand 
dunes 

Sand, Silt & Clay & 
Kankar 

1 Innnn 

fnrmitw 

Ul ICUI1 

Ul 11 Illy 

Quaternary 

Upper Paleocene 

Aeolian deposit, 

Alluvium 

Wind-blown sand, 

Silt, Gravel, Sand, 
Kankar, Clay etc. 

1 Inrnn 

fnrmitw 

Ul IUUI1 

ui 11 my 

Tertiary 

Eocene 

Palna 

Sandstone, Silt, 
Claystone Stone 


Source: Geological Survey of India (G.S.I.) 


Geologically the entire basin is occupied with Younger Alluvium overlain 
variously with Aeolian sand deposit. The Alluvium is said to be underlain at 
depth by Palana Sandstone series of rocks. 

4.1.4 Sub Surface Hydrogeology 

The sub-surface hydrogeology has been studied with the help of one 
hydrogeological cross-section A-A' along Bijynagar-Hanumnagarh. This cross- 
section has been prepared on the basis of exploratory tube wells and piezometers 
drilled by CGWB and RGWD. The cross-section line and its respective 
alignment has been shown in Figure 4.1-1. 

Hydrogeological Cross-Section A-A' Ghaggar Basin 

The cross-section A-A' (see Figure 4.1-1 and Figure 4.1-2) of Ghaggar Basin has 
been drawn from Bijaynagar in the south-western part of the basin to 
Hanumangarh in north-eastern part of the basin. The total length of the basin is 
93.5 kms. The ground level elevation has a range from RL 161.52 m 
(Bijaynagar) to RL 177 m (Hanumangarh) amsl. The cross section reveals that 
Alluvium of Quaternary to recent age is the main formation throughout the cross 
sectional area from south- western part to north-eastern part of the basin. The 
cross-section depicts that lenses of fine grained sand are encountered in north¬ 
eastern part of the basin and the thickness of the same reduces towards south¬ 
western side and finally pinches out near Harisinghpura village. In major part of 
the basin Clay and Kankar are the major lithological units with thickness of 50 
to 55 m. Fine to medium sand is encountered after 60 to 85 m depth in south¬ 
western and central parts of the basin. A patch of coarse grained sand (buried 
channel) is encountered at Hanumangarh at 25 m depth with thickness of 40 to 
45 m. The saturated thickness of Alluvium in south-western part (Bijaynagar) is 
55 m while in north-eastern part (Hanumangarh), its thickness is 50 m. The 
water level in Bijaynagar is 15 m. In Harisinghpura water level is 23 m bgl 
while in Hanumangarh it is 17 m bgl. 


App. GHA-IN-24740-R13-073 July, 2014 

Surface and Ground Water Availability 
372 





NoOe N,0e o 6Z N 06 Z N.0Go83 


STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


73°E 


Figure 4.1-1 Hydrogeological Cross Section Line of Ghaggar Basin 
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Figure 4.1-2 Hydrogeological Cross Section of Ghaggar Basin A-A' 



Source: CGWB and RGWD 
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4.2 Aquifer Units and Characteristics 

4.2.1 Description 

Large part of the Ghaggar Basin in the State is covered by Younger Alluvium 
consisting of Aeolian and Alluvial deposits underlain by the Tertiary Sandstone. 

The part of the Ghaggar Basin which covers area in the State is limited to 
Ganaganagar and Hanumangarh Districts. Hydrogeologically, the entire area of 
the Basin is occupied by Quaternary Alluvium underlain by Tertiary Sandstone 
(Palana Sandstone) and at places by Nagaur Claystone. In fact, the Basin is a 
part of huge aquifer system of the Indo-gangatic Basin consisting of quaternary 
Alluvial sediments. At village Karanpura and Kamharwala, fine grained well- 
sorted sand is found in the Basin as encountered in the exploratory tube well 
drilled at Anupgarh, Pillibanga, Chistain and Ottu. It is associated with plastic 
Clay, Sandy and Silty Clay, Greyish Yellow to Brownish in colour. Kankar 
nodules are common and abundant in clays. Thin intercalations of Sand or Silt 
are frequent. The geographical area occupied by different units is given in Table 
4.2-1. 

Table 4.2-1: Aquifer Units with Occupied Area in Ghaggar Basin 


Basin 

Aquifer Units 

Area (Km 2 ) 

Ghaggar 

Younger Alluvium 

5,201.51 

Basin Total 

5,201.51 


Source: CGWB & RGWD 


The Palana Sandstone underlying the Quaternary Alluvium is of variegated 
nature. Very loose, fine grained arkosic Sandstone is poorly cemented Sandstone 
intercalated with gravel, which are sub - angular to well rounded fragments of 
rocks mixed with small amount of sand is abundant locally. Clay exhibits 
various colours, frequently pink to reddish brown. A massive bed of nummulitic 
Limestone was encountered at the bottom of the Karanpur borehole. The 
groundwater occurs under unconfined to confined conditions. The thickness of 
the Alluvium is found more than 300 m at places. The saturated thickness of the 
Alluvium ranges from 20 m to more than 137 m in the Basin area. 

The aquifer map (hydrogeological unit map) of the Basin is presented in 
Drawing No. GHA-GW-001 (in Volume 3c). The entire Basin is occupied by 
Alluvial aquifers, the sole aquifer in use for developing various types of water 
supplies. The hydrogeological characteristics of the aquifer of the Basin is given 
Table 4.2-2. 

4.2.2 Aquifer Characteristics 

In Ghaggar Basin, the average aquifer depth of Younger Alluvium is 158.23 m. 
The minimum static water level observed was 2.95 m bgl at village Rangmahal 
whereas the maximum static water level was recorded at village Chakhi was 
43.52 m bgl with an average of 16.23 m bgl in the Basin area. The average 
discharge of the wells measured is 9.54 lps. The average specific capacity of 
wells and transmissivity measured in the area is 2.76 lps/m and 1,065.43 m 2 /day 
respectively. 
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Table 4.2-2: Hydrogeological Characteristics of Aquifer Units of Ghaggar Basin 


Basin 

Aquifer Units 

Depth 

Drilled 

(m) 

Static Water Level 
(m bgl) 

Discharge 

(Ips) 

Drawdown (m) 

Specific 

Capacity 

(Ips/m) 

Transmissivity 

(m 2 /day) 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Ghaggar 

Younger Alluvium 

35.00 

543.00 

158.23 

2.95 

43.52 

16.23 

1.51 

33.33 

9.54 

1.60 

14.60 

5.23 

0.27 

10.42 

2.76 

535.00 

1,580.00 

1,065.43 


Source: CGWB and RGWD 


Note: 

1. The data variously pertain to period 1960-2010. 

2. The same value data reflects the availability of data from one place only. 

3. Detailed information on location / village for the above observed parameters values are given in Annex GW-8. 


App. GHA-IN-24740-R13-073 


Surface and Ground Water Availability 
376 


July, 2014 





STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 

4.3 Depth to Groundwater Table 

4.3.1 Monitoring / Observation Wells 

Water levels during pre-monsoon 2010 were measured in 71 wells out of which 
45 wells belonged to RGWD and 26 to CGWB. The break up is given in Table 
4.3-1. 


Table 4.3-1: Monitoring / Observation Wells in Ghaggar Basin 


Basin 

CGWB 

RGWD 

Total Observation 
Wells 

Ghaggar 

26 

45 

71 

Source: CGWB and 

RGWD 


4.3.2 Historic Trends of Groundwater Levels 

An analysis of the historic groundwater levels and trends between the years 
1984-2010 is presented below. Weighted average groundwater levels during the 
examined period were generated for the Basin based on the measured level in 
each well and its thiessen weight within the Basin. The weighted average 
groundwater levels are presented in the graphs below and given in Table 4.3-3. 

Figure 4.3-1 present long term weighted average groundwater levels during the 
period 1984-2010. During this period, groundwater level ranged between 146.94 
m amsl in pre monsoon 1984 to 158.44 m amsl during pre monsoon 2010, a total 
rise of 11.50 m. The average rising rate of the water table is +0.27 m/yr for post¬ 
monsoon and reaches as high as +0.37 m/yr during pre-monsoon season (Table 
4.3-2). Pre monsoon and post monsoon levels present very similar trends and 
stages. During the last few years (since 2008), groundwater maintains almost 
steady levels between the two seasons all along the years. Maximum rising rates 
in the Basin reach 0.85 m/yr (during pre-monsoon). However, it is important to 
remember that at parts of the Basin, declining trends are recorded, as high as - 
0.49 m/yr (Table 4.3-2). The rising trend of the groundwater is attributed to the 
significant amount of water seeping from the irrigation canal network all along 
its length. 


Table 4.3-2: Water Table Decline/Rise* Rates in Ghaggar Basin 


Basin 

Main Formation 

Rate-Pre monsoon 

[m/yr] 

Rate-Post monsoon [m/yr] 

Mean 

Min 

Max 

Mean 

Min 

Max 

Ghaggar Basin 

Younger Alluvium 

0.37 

0.85 

-0.42 

0.27 

0.83 

-0.49 


*(-) indicates water table decline, (+) indicates water table rise 
Source: Groundwater level data of CGWB & RGWD 
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Figure 4.3-1: Long Term Ground Water Level and Rainfall Trends in Ghaggar Basin 1984-2010 
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Source: Groundwater level data of CGWB and RGWD 


Table 4.3-3: Weighted Average Groundwater Levels (m amsl) 1984-2010 - Ghaggar Basin 


Year 

Pre Monsoon 
(m amsl) 

Post Monsoon 
(m amsl) 

1984 

146.94 

149.53 

1985 

148.40 

153.52 

1986 

153.76 

157.50 

1987 

152.79 

153.25 

1988 

153.15 

154.07 

1989 

152.26 

153.71 

1990 

151.37 

153.35 

1991 

154.07 

154.20 

1992 

154.61 

154.87 

1993 

155.02 

155.61 

1994 

155.38 

155.98 

1995 

157.31 

156.00 

1996 

156.31 

156.95 

1997 

157.46 

158.22 

1998 

157.99 

157.93 

1999 

157.84 

158.01 

2000 

158.80 

159.20 

2001 

159.18 

161.00 

2002 

156.66 

158.69 

2003 

158.94 

159.67 

2004 

158.88 

159.78 

2005 

158.92 

158.88 

2006 

158.33 

158.81 

2007 

158.89 

158.56 

2008 

158.73 

158.76 
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Year 

Pre Monsoon 
(m amsl) 

Post Monsoon 
(m amsl) 

2009 

158.54 

157.87 

2010 

158.44 

158.73 


Source: Groundwater level data of CGWB and RGWD 


4.3.3 Depth to Groundwater Level (Year 2010) 

The pre-monsoon period (2010) depth to water level of the Basin is presented in 
Drawing No. GHA-GW-002 (in Volume 3c). The groundwater levels were 
generally in the range of 5 m to 20 m bgl, except for some local pockets where 
the levels were below 2 m or 2 to 5 m bgl depth in central and eastern part of the 
Basin. Water levels of more than 20 m bgl depth were recorded in small pockets 
in the southern, northern and eastern part of Basin area. 

The post-monsoon period (2010) depth to water level of the Basin is as 
presented in Drawing No. GHA-GW-003 (in Volume 3c). It may be seen that 
during post-monsoon measurements the water level registered very small change 
and that too locally, due to monsoon rainfall recharge. 

4.3.4 Long Term Groundwater Level Trends 

Assuming that the year 2010 trends of water level average precipitation, seepage 
from canals and draft trends will continue during coming years, it is expected 
that the rising trend of the water table in the Basin will also continue, with 
similar rates. Based on these assumptions, predicted average groundwater levels 
for the Basin were calculated and are presented below in Table 4.3-4. 
Accordingly, average groundwater levels are expected to reach 180 m amsl 
during pre-monsoon 2060, 22 m above current stages. These findings are 
alarming as the water table at certain areas in the Basin is at the level up to 20 m 
bgl which means that according to the above predictions, groundwater is 
expected to reach the surface or very close to the surface. This might have 
profound implications on the agriculture activities in these areas and the soil 
characteristics. Areas of very shallow water table may suffer from acute 
salinization processes of the upper-most soil layer. Due to the rising trend of the 
water table, there are practically no chances of the wells becoming dry in the 
Basin area. 


Table 4.3-4: Predicted Average Groundwater Levels in Ghaggar Basin 


Basin 

Pre M 

onsoon Levels, (m amsl) 

Post IV 

lonsoon Levels, (m amsl) 

Current 


Predicted 

Current 


Predicted 

2010 

2020 

2040 

2060 

2010 

2020 

2040 

2060 

Ghaggar Basin 

158.44 

162.12 

169.47 

180.51 

158.73 

161.47 

166.95 

175.17 


Source: Groundwater level data of CGWB & RGWD for the period 1984-2010 


4.3.5 Groundwater Level Fluctuation 


Table 4.3-5 shows aquifer unit-wise fluctuations in levels of groundwater (for 
data refer Annex GW-3 of Main Report). 
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Table 4.3-5: Aquifer-Wise Groundwater Level Fluctuation in Ghaggar Basin (Pre monsoon 2010) 


Basin 

Hydrogeological 

Unit 

Number 
of Wells 

Groi 

F 

jnd Water Level 
luctuation, m 


Min. 

Max. 

Average 

Ghaggar Basin 

Younger Alluvium 

51 

-5.94 

7.94 

-0.15 

Source: Ground water level data year 2 

OlOofCGW 

B and RGWD. 


The minimum and maximum seasonal fluctuation in levels of groundwater in 
this Basin range from -5.94 m to 7.94 m, the average being -0.15 m. 

4.3.6 Groundwater Flow Direction 

The Ghaggar Basin is a long narrow strip within the "Outside Basin", in the 
northern part of the Basin area. This "Basin" is virtually a narrow east - west 
strip about 170 kms long and 35 kms wide, within the Younger Alluvium 
aquifer, where the IGNP system of main, secondary and tertiary canals is very 
dense, creating the dominant topographic feature. The portrayed groundwater 
levels outline of this belt, as well as the area to the north which belongs to the 
Outside Basin, is a product of huge seepages from the canal system, creating 
water logging and salinity conditions, which is deteriorating year by year. 

Depth to groundwater level is from less than 10 m bgl, in the Hanumangarh and 
Suratgarh Blocks to 20 m to 30 m bgl along the Pakistan border, in the 
Anupgarh Block. The hydraulic gradient is negligible, almost flat, about 1 m/km 
but the groundwater flow trend, as depicted in the water levels map (Drawing 
No. GHA-GW-004 in Volume 3c) is westwards. 

Notwithstanding the minor gradient and an estimated transmissivity value of 
about 1,000 m 2 /day, the outflow across international border from this belt may 
not exceed 3 to 4 Mm 3 per annum. 

4.4 Groundwater Quality 

4.4.1 Introduction 

The groundwater quality has been appraised with reference to selected 
parameters, namely: 

• Concentration of Chloride (Cl) ions in groundwater samples; 

• Concentration of Fluoride (F) ions in groundwater samples; 

• Concentration of Nitrate (NO3) ions in groundwater samples; 

• EC value in groundwater samples. 

The manner of obtaining and analyzing the relevant data are described in 
Section 3.2.5 of the Main Report. The discussion below refers to the relevant 
parameter as observed in this Basin. 

4.4.2 Occurrence of Chlorides in Groundwater 

As shown in Figure 4.4-1, Chloride's average concentration is relatively high but 
stable. Average values range from a minimum of 563.45 mg/1 to a maximum of 
1,065.14 mg/1 during the time period 1986 - 2010. The data used for preparing 
the graphs is given in Table 4.4-5 at the end of this chapter. The average 
concentration is around about 840 mg/1, between the desirable limit (250 mg/1) 
to the permissible limit (1,000 mg/1). However, the highest 5% locations are far 
beyond the upper limit with values of 2,000 to 2,500 mg/1. About 5% lowest 
concentration are usually <150 mg/1. 
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Figure 4.4-1: Long Term Average Chloride Concentrations in Ghaggar Basin 1984-2010 
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* No data for the upper and lower 5% during the period 1984-1987 

* * No data for the average series during the period 1984-1985 
Source: Groundwater chemical analysis data of CGWB & RGWD 


The pre-monsoon 2010 distribution of Chloride in ground water of the Basin is 
presented at Drawing No. GHA-GW-005 (in Volume 3c). Excepting one large 
pocket is eastern part, three in central part and three very small pockets in 
western part of the Basin, the entire area of the Basin is occupied with saline 
groundwater having Chlorides levels in the range of 250-1,000 mg/1 and beyond 
1,000 mg/1 in the Alluvial aquifer of the Basin. 

Percent area occupied with various levels of Chlorides concentrations in aquifers 
units of Basin is given in Table 4.4-1. 

Table 4.4-1: Aquifer-wise Percent Area Occupied with Various Levels of Chloride (mg/I) in 

Groundwater of Ghaggar Basin 


Basin 

Hydrogeological Unit 

Percent area Occupied with 
Various Levels of Chloride, 
mg/I 

<250 

250-1,000 

>1,000 

Ghaggar Basin 

Younger Alluvium 

18.66 

61.51 

19.83 

Source: Groundwater chemical analysis data pre-monsoon 2010 of CGWB anc 

RGWD 


It may be seen from the above table that only 18.66% area of Alluvial aquifer 
units of the Basins have suitable quality groundwater with respect to Chloride 
concentration. The remaining area have poor quality of groundwater ranging 
from 250 to 1,000 mg/1 and beyond 1,000 mg/1 Chloride levels. 
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4.4.3 Occurrence of Fluorides in Groundwater 

As shown in Figure 4.4-2, average concentration of Fluorides range from a 
minimum of about 1.32 mg/1 to a maximum of about 3.55 mg/1 during the period 
1985-2010. The data used for preparing the graphs is given in Table 4.4-5 at the 
end of this chapter. The long term trend of the average concentrations decreases 
moderately from about 2.8 mg/1 during 1985-1986 to about 1.5 mg/1 during 
2010. Some areas in the Basin present extremely high concentrations (eastern 
parts, southern boundary in central part and western boundary) which are 
reflected by the upper red line in Figure 4.4-2. 

Figure 4.4-2: Long Term Average Fluoride Concentrations in Ghaggar Basin 1984-2010 



* AVERAGE - 5% UP - 5% DOWN -Linear (AVERAGE) 

* No data for the upper 5% during the period 2007-2010 

* No data for the lower 5% during the period 1984-1985 

Source: Groundwater chemical analysis data pre-monsoon 2010 of CGWB & RGWD 

The pre-monsoon 2010, distribution of Fluoride in groundwater of the Basin is 
shown in Drawing No. GHA-GW-006 (in Volume 3c). Poor quality 
groundwater, not considered fit for drinking purposes, is present in Younger 
Alluvium of Hanumangarh and Ganganagar Districts in eastern, central, western 
and southern parts. However, a large portions of Hanumangarh, Ganganagar 
Districts have safe groundwater suitable for drinking purposes with less than 1.5 
mg/1 of Fluorides content. 

The percent area of aquifers with different Fluorides levels is shown in Table 
4.4-2. 
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Table 4.4-2: Aquifer-wise Percent Area Occupied with Various Levels of Fluoride (mg/I) in 

Groundwater of Ghaggar Basin 


Basin 

Hydrogeological Unit 

Percent Area Occupied with 
Various Levels of Fluoride, 
mg/I 



<1.0 

1.0-1.5 

>1.5 

Ghaggar Basin 

Younger Alluvium 

39.44 

27.26 

33.30 


Source: Groundwater chemical analysis data pre-monsoon 2010 of CGWB & RGWD 


It may be seen from the above table that only 39.44% area of the Basin have 
potable quality groundwater and remaining as poor and non-potable quality of 
groundwater with respect to Fluoride concentration. 

4.4.4 Occurrence of Nitrates in Groundwater 

As shown in Figure 4.4-3, Nitrate average concentration is relatively low 
especially compared to this part of Rajasthan. The data used for preparing the 
graphs is given in Table 4.4-5 at the end of this chapter. The concentration 
ranges from a minimum of 47.65 mg/1 (1998) to a maximum value of 150.50 
mg/1 (2009). Nitrates levels increased from a value of about 59 mg/1 during 1986 
to a value of about 150.50 mg/1 during the years 2009-2010. During recent 
years. Nitrate’s concentrations exceeded the permissible limit (100 mg/1). 
Lowest concentrations are below 50 mg/1 while highest values are usually not 
much higher than the average but do reach extreme levels of 150-200 mg/1 
during 2004-2006. 

Figure 4.4-3: Long-Term Average Nitrate Concentrations in Ghaggar Basin 1984-2010 



• AVERAGE - 5% UP - 5% DOWN -Linear (AVERAGE) 

*No data for the upper 5% during the period 1984-1988 & 2010 

** No data for the lower 5% during the period 1984-1987 & 2010 

* * * No data for the average during the period 1984-1985 

Source: Groundwater chemical analysis data pre-monsoon 2010 of CGWB & RGWD 
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The pre-monsoon 2010 distribution of Nitrates in ground water of the Basin is at 
Drawing No. GHA-GW-007 (in Volume 3c). It may be seen that high levels of 
Nitrates in groundwater with value of >100 mg/1 (above the desirable limit) 
unsuitable for drinking purposes exist in eastern part of the Basin in 
Hanumangarh District and eastern and southern periphery of Ganganagar 
District in Younger Alluvium aquifer. A large part of the Basin in Ganganagar 
District is occupied with permissible to desirable quality groundwater with 
Nitrates levels of less than 45 mg/1. Whereas in Hanumangarh District less then 
half of the District area have suitable quality of drinking water. 

The aquifer-wise percent area occupied with Nitrates concentrations of different 
levels in the Basin is given in Table 4.4-3. 

Table 4.4-3 Aquifer-wise Percent Area Occupied with Various Levels of Nitrate (mg/I) in 

Groundwater of Ghaggar Basin 


Basin 

Hydrogeological Unit 

Percent area occupied 
with 

various levels of Nitrate, 
mg/I 

<45 

45-100 

>100 

Ghaggar Basin 

Younger Alluvium 

26.96 

37.88 

35.16 

Source: Groundwater chemical analysis data pre-monsoon 2010 of CGWB & 1 

RGWD 


In overall analysis, it may be seen that about 26.96% area of the Basin occupied 
by Younger Alluvium aquifer of the Basin, have potable quality water with NO 3 
content of <45 mg/1 and remaining area have non-potable groundwater. 

4.4.5 Occurrence of EC in Groundwater 

As shown in Figure 4.4-4, Electrical Conductivity's (EC) average values are 
relatively high, as expected according to the Cl levels. The long term trend 
presents an increase rate of 106 pS/cm/yr. Average values range from a 
minimum of 5,250.32 pS/cm (2003) to a maximum of 11,557.09 pS/cm (2005) 
during the period 1986-2010. Average values have increased from almost 7,000 
pS/cm during the late eighties to >8,000 pS/cm in 2010, a total rise of about 
15%. Those values have been found far above the permissible limit (2,250 
pS/cm). The highest 5% wells represent extreme values of above 30,000 pS/cm. 
Values of the 5% lowest concentration wells are also high and vary around 
1,000-2,000 pS/cm. The data used for preparing the graphs is given in Table 
4.4-5. 
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Figure 4.4-4 Long Term Average Electrical Conductivity Values in Ghaggar Basin 1984-2010 



« AVERAGE - 5% UP - 5% DOWN Linear (AVERAGE) 

Source: Groundwater chemical analysis data pre-monsoon 2010 of CGWB & RGWD 

The pre-monsoon 2010 distribution of EC in ground water of the Basin occupied 
Younger Alluvium aquifer units is shown in Drawing No. GHA-GW-008 (in 
Volume 3c). From the map it can be seen that mostly the groundwater of the 
Basin has high to very high salinity, with EC values of more than 750 pS/cm. A 
very small patch of fresh water with EC value of less than 750 pS/cm in located 
on the eastern periphery of the Hanumangarh District. 


Table 4.4-4 shows aquifer-wise distribution of EC in groundwater of the Basin. 

Table 4.4-4: Aquifer-wise Percent Area Occupied with Various Levels of Electrical Conductivity 

in Groundwater of Ghaggar Basin 


Basin 

Hydrogeological Unit 

Percent Area Occupied with 

Various Levels of Electrical Conductivity, pS/cm 

<750 

750 - 2,250 

2,250 - 5,000 

> 5,000 

Ghaggar Basin 

Younger Alluvium 

0.49 

38.29 

43.15 

18.07 


Source: Groundwater chemical analysis data pre-monsoon 2010 of CGWB & RGWD 


The above table indicates that only 38.78% area contains potable quality of 
groundwater with EC concentration of <750 to 2,250 pS/cm. The remaining 
61.22% area have poor quality of groundwater with EC concentration between 
2,250 to 5,000 pS/cm or beyond. 

Long term trend of groundwater concentration of representative parameters in 
Ghaggar Basin are high but typical to the northern area of Rajasthan. The 
Chlorides concentrations and the Electrical Conductivity's (EC) are high 
especially in the south and west part of the Basin (Suratgarh and Anupgarh 
Blocks). The Nitrates concentrations increased significantly during the period of 
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examination, especially in the eastern and southern parts of the Basin. Fluorides 
concentrations decreased to some extent but are still high, especially in the 
eastern part of the Basin (Tibi and Hanumangarh Blocks). 
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Table 4.4-5: Long Term Groundwater Quality Trends - Ghaggar Basin 


Year 

Season 

Chloride 

Electrical Conducti 

vity 

Fluoride 

Nitrate 

5% Up 

Average 

5% 

Down 

5% Up 

Average 

5% 

Down 

5% Up 

Average 

5% 

Down 

5% Up 

Average 

5% 

Down 

1984 

Pre - Monsoon 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

1984 

Post - Monsoon 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

1985 

Pre - Monsoon 

- 

- 

- 

- 

- 

- 

4.00 

3.55 

- 

- 

- 

- 

1985 

Post - Monsoon 

- 

- 

- 

- 

- 

- 

- 

3.04 

- 

- 

- 

- 

1986 

Pre - Monsoon 

- 

970.47 

- 

10,000.00 

7,192.80 

- 

- 

2.05 

1.68 

- 

58.32 

- 

1986 

Post - Monsoon 

- 

926.37 

- 

10,907.50 

6,763.68 

- 

3.60 

2.54 

1.04 

- 

59.77 

- 

1987 

Pre - Monsoon 

- 

843.92 

- 

11,815.00 

6,313.57 

- 

4.47 

2.45 

0.40 

- 

65.40 

- 

1987 

Post - Monsoon 

1,860.48 

643.35 

258.55 

11,930.00 

5,431.18 

1,062.00 

5.33 

2.01 

1.70 

- 

76.14 

39.68 

1988 

Pre - Monsoon 

1,897.28 

678.08 

84.25 

15,673.33 

6,430.16 

1,490.00 

5.30 

2.56 

2.00 

93.47 

57.43 

19.84 

1988 

Post - Monsoon 

2,454.15 

787.04 

56.60 

15,370.00 

6,646.27 

1,413.33 

5.65 

2.63 

1.90 

91.87 

56.50 

17.85 

1989 

Pre - Monsoon 

2,356.43 

778.79 

66.16 

15,425.31 

6,787.84 

1,417.70 

6.00 

2.71 

1.80 

90.27 

55.57 

15.86 

1989 

Post - Monsoon 

2,258.70 

770.55 

75.71 

15,480.62 

6,929.42 

1,422.06 

6.34 

2.79 

1.70 

88.67 

54.64 

13.87 

1990 

Pre - Monsoon 

2,160.98 

762.30 

85.27 

15,535.93 

7,070.99 

1,426.43 

6.69 

2.87 

1.60 

87.08 

53.71 

11.88 

1990 

Post - Monsoon 

2,063.26 

754.05 

94.82 

15,591.24 

7,212.56 

1,430.79 

7.04 

2.95 

1.50 

85.48 

52.78 

9.89 

1991 

Pre - Monsoon 

1,965.53 

745.81 

104.38 

15,646.55 

7,354.14 

1,435.16 

7.39 

3.02 

1.40 

83.88 

51.84 

7.91 

1991 

Post - Monsoon 

2,067.81 

780.66 

108.18 

15,665.63 

7,629.85 

1,429.52 

7.73 

2.83 

1.17 

82.29 

66.82 

15.58 

1992 

Pre - Monsoon 

2,170.10 

824.32 

101.62 

15,684.72 

7,886.30 

1,420.00 

- 

2.68 

0.93 

86.88 

60.94 

23.25 

1992 

Post - Monsoon 

2,280.06 

854.89 

92.17 

7,850.00 

5,283.27 

2,693.33 

- 

2.63 

0.90 

- 

72.72 

39.99 

1993 

Pre - Monsoon 

2,167.87 

806.98 

98.08 

8,350.00 

5,276.88 

2,030.00 

- 

2.99 

1.00 

100.85 

90.85 

37.05 

1993 

Post - Monsoon 

2,209.02 

803.22 

110.29 

10,486.11 

5,946.76 

1,416.67 

- 

3.30 

1.11 

108.93 

98.93 

35.75 

1994 

Pre - Monsoon 

2,250.17 

825.57 

119.90 

12,055.56 

6,544.91 

1,500.00 

- 

3.16 

1.21 

108.20 

98.20 

34.46 

1994 

Post - Monsoon 

2,291.31 

847.92 

129.51 

13,625.00 

7,143.06 

1,583.33 

- 

3.02 

1.32 

107.46 

97.46 

33.17 

1995 

Pre - Monsoon 

2,332.46 

870.27 

139.12 

15,194.44 

7,741.21 

1,666.67 

- 

2.88 

1.42 

- 

96.73 

31.88 

1995 

Post - Monsoon 

2,373.61 

892.62 

148.73 

16,763.89 

8,339.36 

1,750.00 

- 

2.74 

1.53 

106.58 

95.99 

30.59 

1996 

Pre - Monsoon 

2,414.75 

914.96 

158.34 

18,333.33 

8,937.51 

1,833.33 

- 

2.60 

1.63 

112.96 

95.78 

29.30 

1996 

Post - Monsoon 

2,551.22 

948.91 

135.30 

18,333.33 

8,544.76 

1,566.67 

9.38 

3.07 

1.74 

106.05 

64.58 

9.30 

1997 

Pre - Monsoon 

2,535.66 

961.77 

132.18 

21,222.22 

9,239.26 

1,433.89 

8.53 

2.88 

1.54 

59.15 

48.53 

16.90 

1997 

Post - Monsoon 

2,531.92 

1,014.71 

142.05 

21,611.11 

9,360.70 

1,471.11 

8.43 

2.83 

1.34 

62.00 

48.01 

24.49 

1998 

Pre - Monsoon 

2,528.18 

1,065.14 

151.93 

18,266.67 

8,961.28 

1,508.33 

8.35 

2.78 

1.14 

64.64 

47.65 

32.09 
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Year 

Season 

Chloride 

Electrical Conductivity 

Fluoride 

Nitrate 

5% Up 

Average 

5% 

Down 

5% Up 

Average 

5% 

Down 

5% Up 

Average 

5% 

Down 

5% Up 

Average 

5% 

Down 

1998 

Post - Monsoon 

2,485.05 

975.39 

148.22 

14,800.00 

8,276.16 

1,375.56 

7.91 

2.59 

0.94 

70.37 

55.93 

39.68 

1999 

Pre - Monsoon 

2,441.91 

897.60 

144.50 

19,766.67 

8,545.38 

1,242.78 

7.46 

2.41 

0.74 

76.11 

64.20 

47.28 

1999 

Post - Monsoon 

2,392.88 

883.38 

145.52 

20,966.67 

8,661.39 

1,316.67 

7.71 

2.58 

0.52 

76.27 

67.18 

54.87 

2000 

Pre - Monsoon 

2,410.40 

920.55 

176.07 

20,666.67 

8,686.22 

1,203.33 

7.95 

2.59 

1.00 

76.43 

54.58 

8.37 

2000 

Post - Monsoon 

2,197.51 

882.01 

152.83 

18,838.89 

8,746.09 

1,197.78 

8.22 

2.44 

0.97 

75.43 

58.55 

9.42 

2001 

Pre - Monsoon 

2,334.38 

905.48 

129.59 

16,411.11 

8,927.75 

1,192.22 

8.49 

2.34 

0.95 

74.43 

62.53 

10.48 

2001 

Post - Monsoon 

2,226.26 

781.98 

106.35 

14,050.00 

9,097.52 

1,186.67 

7.56 

2.11 

0.87 

69.82 

61.87 

13.24 

2002 

Pre - Monsoon 

2,668.21 

879.80 

221.57 

25,333.33 

10,469.79 

1,070.00 

6.63 

1.94 

0.79 

65.22 

55.08 

16.00 

2002 

Post - Monsoon 

1,513.72 

563.45 

389.95 

20,366.67 

6,992.68 

1,803.33 

5.57 

1.71 

0.46 

68.52 

56.75 

17.52 

2003 

Pre - Monsoon 

2,477.96 

859.09 

193.21 

22,000.00 

8,522.19 

1,333.33 

4.51 

1.50 

0.12 

71.82 

59.74 

19.03 

2003 

Post - Monsoon 

2,246.35 

875.12 

163.07 

12,433.33 

5,250.32 

1,427.78 

5.54 

1.95 

0.19 

129.37 

81.05 

18.85 

2004 

Pre - Monsoon 

1,857.58 

722.88 

138.85 

19,866.67 

7,680.31 

1,388.89 

6.56 

2.40 

0.25 

196.26 

104.81 

18.66 

2004 

Post - Monsoon 

2,197.90 

810.10 

119.94 

27,666.67 

10,205.50 

1,350.00 

6.40 

2.06 

0.40 

177.29 

90.45 

18.79 

2005 

Pre - Monsoon 

2,576.03 

906.16 

205.02 

30,166.67 

11,291.44 

1,466.67 

6.24 

1.71 

0.55 

149.73 

78.86 

18.91 

2005 

Post - Monsoon 

2,524.04 

921.77 

277.69 

30,666.67 

11,557.09 

1,933.33 

6.29 

1.51 

0.65 

148.70 

98.77 

9.22 

2006 

Pre - Monsoon 

2,261.71 

774.42 

113.44 

30,833.33 

10,832.09 

1,230.00 

6.34 

1.32 

0.75 

147.67 

116.77 

9.46 

2006 

Post - Monsoon 

1,793.77 

838.72 

135.89 

21,933.33 

8,760.45 

1,053.33 

- 

1.45 

0.84 

131.32 

101.94 

9.69 

2007 

Pre - Monsoon 

2,431.87 

866.53 

162.68 

8,588.05 

5,842.62 

1,076.67 

- 

1.49 

0.94 

114.98 

87.11 

9.92 

2007 

Post - Monsoon 

2,457.87 

798.82 

181.19 

24,662.76 

8,823.65 

1,260.00 

- 

1.35 

0.42 

124.97 

87.19 

25.73 

2008 

Pre - Monsoon 

2,278.25 

837.15 

212.17 

11,320.81 

6,722.37 

1,431.67 

- 

1.55 

0.66 

- 

92.09 

25.11 

2008 

Post - Monsoon 

2,489.89 

931.29 

230.78 

21,725.52 

8,018.18 

1,193.33 

- 

1.55 

1.11 

- 

116.13 

24.49 

2009 

Pre - Monsoon 

2,047.27 

776.97 

200.88 

22,256.90 

8,601.68 

2,350.00 

- 

1.52 

0.60 

128.21 

70.63 

29.45 

2009 

Post - Monsoon 

1,738.71 

712.46 

132.76 

13,338.68 

7,097.41 

2,019.73 

- 

1.67 

0.42 

- 

150.50 

33.42 

2010 

Pre - Monsoon 

- 

- 

- 

22,625.00 

8,942.96 

1,898.91 

- 

- 

- 

- 

- 

- 

2010 

Post - Monsoon 

- 

- 

- 

18,937.50 

8,196.58 

1,858.36 

- 

- 

- 

- 

- 

- 
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4.5 Groundwater Draft 

4.5.1 Historic Groundwater Drafts (1995-2010) 

During the period of examination the drafts in Ghaggar Basin increased from 
about 80.37 Mm 3 in 1995 to about 95.05 Mm 3 in 2009 - a total rise of about 
14.68 Mm 3 . The annual average increase rate is about 0.97 Mm 3 /yr and the 
relative increase for the entire period is 18.27%. Draft volume remains almost 
unchanged during the period under consideration (a small increase of about 15 
Mm 3 from 1995 to 2001, during 2001 to 2009 there is no increase) with an 
average of about 92 Mm 3 (Table 4.5-1; Figure 4.5-1). 


Table 4.5-1: Groundwater Drafts in Ghaggar Basin 1995-2009 


Basin 

1995 

2001 

2004 

2007 2009 

1995-2008 

Groundwater Draft (Mm 3 ) 

Relative 
Change (%) 

Rate of 
change 
(Mm 3 /yr) 

Ghaggar 

80.37 

95.32 

93.05 

97.77 95.05 

18.27 

0.97 


Groundwater draft data of CGWB & RGWD 
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Figure 4.5-1 Groundwater Drafts in Ghaggar Basin 1995-2009 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


4.5.2 Groundwater Draft (Year 2010) 

The Younger Alluvium is the lone aquifer unit of the basin. It is being used to 
extract 128.91 Mm 3 of groundwater in the basin inclusive of all uses out of this 

o o 

116.07 Mm has been estimated as agriculture draft and 12.84 Mm draft 
estimated for domestic and industrial use. The details of groundwater draft in 
Basin are shown in Table 4.5-2 (for details see Section 3.2.6, Annex GW-5(a) & 
(b) of Main Report). 


Table 4.5-2: Details of Groundwater Draft in Ghaggar Basin (Year 2010) 


Basin 

Hydrogeological Unit 

Gross Draft in Fresh Groundwater 

Agricultural, 

Mm 3 /yr 

Domestic 

and 

Industrial, 

Mm 3 /yr 

All Uses, 
Mm 3 /yr 

Ghaggar Basin 

Younger Alluvium 

116.07 

12.84 

128.91 


Source: Village wise number of Tube wells/wells, data collected from Tehsils 

4.6 Groundwater Resources 

4.6.1 Assessment of Fresh Dynamic Groundwater Resources (2010) 

The total fresh dynamic annual availability of groundwater in the Basin for the 
year 2010 is assessed as 239.44 Mm 3 and groundwater draft is 128.91 Mm 3 . The 
stage of groundwater development in the Basin is 53.84% and the Basin is 
categorised under Safe category. 


Table 4.6-1(a): Fresh Dynamic Groundwater Availability in Ghaggar Basin (Year 2010) 


Basin 

Net 

Groundwater 

Availability, 

Mm 3 

Gross Draft 
for All 
Uses, Mm 3 

Stage of 
Groundwater 
Development, 

% 

Category 

Ghaggar Basin 

239.44 

128.91 

53.84 

Safe 


The further details of fresh dynamic groundwater availability in various micro¬ 
watersheds of Ghaggar Basin for year 2010 is given in Table 4.6-l(b) (for 
details see Section 3.2.7, Annex GW-6(a) & (b) of Main Report). 

Table 4.6-1(b): Micro Watershed and Aquifer Wise Fresh Dynamic Groundwater Availability in 

Ghaggar Basin (Year 2010) 


Basin 

Micro 

Watershed 

Hydrogeological 

Unit 

Fresh Dynamic 
Groundwater 
Availability, Mm 3 

Ghaggar Basin 

001 

Younger Alluvium 

138.42 

002 

Younger Alluvium 

101.02 

Basin Total 

239.44 


Note: For details of Micro-watersheds see Table 2.1-2 and Figure 2.1-3. 
Source: CGWB and RGWD 


4.6.2 Assessment of Saline Dynamic Groundwater Resources (Year 2010) 

The saline dynamic annual groundwater resource assessed for the Basin for year 
2010 is 446.69 Mm 3 , the details are given in Table 4.6-2 (for details see Annex 
GW-6(b) of Main Report). 
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Table 4.6-2: Micro Watershed and Aquifer Wise Saline Dynamic Groundwater Availability in 

Ghaggar Basin (Year 2010) 


Basin 

Micro 

Watershed 

Hydrogeological 

Unit 

Saline Dynamic 
Groundwater 
Availability, Mm 3 

Ghaggar 

001 

Younger Alluvium 

213.64 

002 

Younger Alluvium 

233.05 

Basin Total 

446.69 


Source: CGWB and RGWD 


4.6.3 Assessment of Fresh Static Groundwater Resources (Year 2010) 

The total assessed fresh static groundwater resources of the basin for year 2010 
that pertain to the main Younger Alluvium aquifer are 484.60 Mm 3 , the details 
are given in Table 4.6-3 (for details see Section 3.2.8, Annex GW-7(a) & (b) of 
Main Report). 

Table 4.6-3: Micro Watershed and Aquifer Wise Fresh Static Groundwater Resources in 

Ghaggar Basin (Year 2010) 


Basin 

Micro Watershed 

Hydrogeological Unit 

Fresh Static 
Groundwater 
Availability, Mm 3 

Ghaggar 

001 

Younger Alluvium 

336.28 

002 

Younger Alluvium 

148.31 

Basin Total 

484.60 


Source: CGWB and RGWD 


4.6.4 Assessment of Saline Static Groundwater Resources 

The assessed saline static groundwater resource in the basin for year 2010 are 
1,120.90 Mm 3 , the details are given in Table 4.6-4 (for details see Annex GW- 
7(b) of Main Report). 

Table 4.6-4: Micro Watershed and Aquifer Wise Saline Static Groundwater Resources in 

Ghaggar Basin (Year 2010) 


Basin 

Micro Watershed 

Hydrogeological Unit 

Saline Static 
Groundwater 
Availability, Mm 3 

Ghaggar 

001 

Younger Alluvium 

587.88 

002 

Younger Alluvium 

533.02 

Basin Total 

1,120.90 


Source: CGWB and RGWD 


App. GHA-IN-24740-R13-073 July, 2014 

Surface and Ground Water Availability 
392 






STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 

5. Summary of Water Availability in Ghaggar Basin 

5.1 Conceptual Approach (Assessment Considerations) 

Availability of water originating from various sources depends upon the source 

nature and subject to the following ToR requirements: 

• Locally generated surface water the starting point for its rational utilization is 
its availability in terms of ‘native’ or ‘virgin’ (un-intercepted) status, with its 
due dependability nature is considered the ‘hydrologic planning base data’ of 
this part of the Basin’s water sources. 

• In the case of imported water, the governing factor is the on-going (current) 
management of the relevant agreements. Dependability levels of this source 
of water relates to its own source, assumed to be maintained through the 
relevant delivery system. 

• Also for groundwater, its availability for long-term exploitation, clear of any 
current State of overdraft is the basic element. Since it is a derivative of 
rainfall, the dependability level of such rechargeable ‘dynamic’ groundwater 
availability relies on the statistic occurrence of precipitation. 

5.2 Basin Summary of Available Water 

The analysis above have been oriented according to the aforementioned 

assessment considerations, culminated in a summary as shown in Table 5.2-1. 


Table 5.2-1: Summary of Available Water Resources in Ghaggar Basin, Mm 3 (2010) 


Property 

Dependability Level 

Mean 

25% 

50% 

75% 

90% 

Fresh Water 






Local Surface Water (virgin), Mm 3 /yr 

19.54 

31.60 

3.10 

1.30 

0.60 

Imported Water, Mm 3 /yr 

2,098.34 

2,652.78 

2,526.78 

1,929.82 

1,307.34 

Ghaggar Flood Water, Mm 3 /yr 

489.07 

657.90 

372.11 

185.60 

72.89 

Fresh Dynamic Groundwater, Mm 3 /yr 

239.44 





Fresh Static Groundwater, Mm 3 /yr 

484.60 





Total Available Fresh Water, Mm 3 /yr 

3,330.99 





Saline Groundwater 






Saline Dynamic Groundwater, Mm 3 /yr 

446.69 





Saline Static Groundwater, Mm 3 /yr 

1,120.90 





Total Available Saline Groundwater, Mm 3 /yr 

1,567.59 






Note: For groundwater, assessment is done for Mean Annual Availability as per GEC methodology. 
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Annex GHA-1 

Virgin Water Yield Series for Ghaggar Basin for the Area within 
Rajasthan (5,201.51 Km 2 ) in Mm 3 


Table A1-2: Virgin Water Yield Series of Ghaggar Basin 


Year 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual 

1973 

0.01 

0.00 

0.00 

0.00 

0.04 

0.03 

0.14 

0.65 

0.25 

0.08 

0.02 

0.03 

1.25 

1974 

0.01 

0.01 

0.00 

0.00 

0.00 

0.32 

29.53 

1.23 

0.18 

0.06 

0.02 

0.02 

31.38 

1975 

0.01 

0.01 

0.01 

0.00 

0.00 

0.15 

1.47 

3.75 

3.94 

0.14 

0.04 

0.02 

9.54 

1976 

0.01 

0.01 

0.01 

0.00 

0.01 

0.24 

3.32 

12.04 

111.20 

0.21 

0.07 

0.02 

127.14 

1977 

0.03 

0.05 

0.02 

0.01 

0.03 

4.36 

3.80 

1.21 

0.20 

0.06 

0.02 

0.02 

9.81 

1978 

0.00 

0.02 

0.04 

0.01 

0.01 

0.02 

53.23 

4.16 

0.26 

0.09 

0.03 

0.02 

57.89 

1979 

0.01 

0.02 

0.03 

0.01 

0.01 

0.04 

0.04 

0.05 

0.17 

0.05 

0.02 

0.02 

0.47 

1980 

0.00 

0.00 

0.01 

0.00 

0.00 

0.03 

1.32 

0.52 

0.17 

0.06 

0.02 

0.02 

2.15 

1981 

0.03 

0.05 

0.14 

0.08 

0.03 

0.03 

0.63 

0.22 

0.10 

0.04 

0.59 

0.05 

1.99 

1982 

0.04 

0.05 

0.05 

0.28 

0.26 

0.23 

0.21 

15.19 

0.62 

0.12 

0.03 

0.02 

17.10 

1983 

0.02 

0.03 

0.02 

0.05 

0.13 

0.15 

33.82 

27.30 

44.04 

0.25 

0.08 

0.03 

105.92 

1984 

0.02 

0.01 

0.02 

0.01 

0.01 

0.01 

0.11 

0.39 

0.39 

0.08 

0.02 

0.01 

1.08 

1985 

0.01 

0.01 

0.01 

0.01 

0.01 

0.18 

30.74 

3.47 

0.17 

0.06 

0.02 

0.02 

34.71 

1986 

0.02 

0.07 

0.05 

0.03 

0.03 

0.20 

0.55 

0.23 

0.09 

0.03 

0.02 

0.00 

1.32 

1987 

0.01 

0.01 

0.08 

0.12 

1.82 

0.20 

0.09 

0.31 

0.09 

0.03 

0.01 

0.01 

2.78 

1988 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

22.76 

1.89 

1.55 

0.31 

0.08 

0.03 

26.62 

1989 

0.02 

0.00 

0.01 

0.01 

0.00 

0.01 

1.93 

0.16 

0.05 

0.03 

0.01 

0.01 

2.24 

1990 

0.01 

0.01 

0.04 

0.01 

0.01 

0.13 

1.68 

0.10 

0.05 

0.04 

0.02 

0.02 

2.12 

1991 

0.00 

0.01 

0.01 

0.03 

0.03 

0.13 

0.19 

0.21 

0.04 

0.01 

0.00 

0.00 

0.66 

1992 

0.00 

0.05 

0.02 

0.00 

0.01 

0.00 

1.19 

73.77 

0.54 

0.17 

0.06 

0.03 

75.84 

1993 

0.01 

0.01 

0.03 

0.02 

0.01 

0.05 

2.34 

0.13 

0.19 

0.05 

0.02 

0.00 

2.86 

1994 

0.01 

0.00 

0.00 

0.01 

0.01 

0.00 

0.24 

0.22 

1.13 

0.11 

0.03 

0.02 

1.78 

1995 

0.01 

0.01 

0.01 

0.00 

0.00 

0.05 

0.07 

31.29 

0.48 

0.14 

0.05 

0.02 

32.13 

1996 

0.01 

0.00 

0.00 

0.00 

0.00 

2.44 

0.54 

0.25 

0.07 

0.04 

0.01 

0.01 

3.37 

1997 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

1998 

0.00 

0.02 

0.07 

0.02 

0.01 

0.03 

0.33 

0.11 

0.25 

0.24 

0.07 

0.02 

1.17 

1999 

0.01 

0.01 

0.00 

0.00 

0.02 

0.18 

0.19 

0.13 

0.05 

0.04 

0.01 

0.00 

0.64 

2000 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

11.85 

0.57 

0.15 

0.04 

0.02 

0.01 

12.64 

2001 

0.00 

0.00 

0.01 

0.02 

2.04 

0.44 

34.52 

2.31 

0.17 

0.06 

0.02 

0.01 

39.60 

2002 

0.00 

0.00 

0.01 

0.00 

0.08 

0.16 

0.06 

0.03 

0.04 

0.02 

0.01 

0.00 

0.41 

2003 

0.02 

0.05 

0.03 

0.02 

0.01 

0.01 

0.20 

0.51 

0.71 

0.17 

0.05 

0.02 

1.80 

2004 

0.01 

0.01 

0.00 

0.00 

0.02 

0.17 

0.14 

0.19 

0.06 

2.56 

0.10 

0.04 

3.30 

2005 

0.02 

0.19 

0.74 

0.11 

0.13 

0.07 

0.19 

0.07 

0.73 

0.10 

0.03 

0.01 

2.39 

2006 

0.00 

0.00 

0.06 

0.03 

0.06 

0.19 

2.74 

0.32 

0.09 

0.04 

0.02 

0.00 

3.55 

2007 

0.00 

0.30 

0.17 

0.06 

0.11 

2.75 

0.41 

6.15 

0.21 

0.06 

0.03 

0.02 

10.27 

2008 

0.02 

0.01 

0.00 

0.06 

0.04 

0.39 

2.21 

49.77 

0.54 

0.13 

0.05 

0.02 

53.24 

2009 

0.02 

0.03 

0.03 

0.07 

0.04 

0.02 

0.29 

0.35 

0.21 

0.06 

0.02 

0.02 

1.16 

2010 

0.03 

0.03 

0.01 

0.00 

0.06 

0.57 

2.41 

36.62 

19.90 

0.52 

0.13 

0.04 

60.32 

% yield 

0.06 

0.15 

0.23 

0.15 

0.68 

1.88 

33.05 

37.15 

25.46 

0.85 

0.25 

0.09 


Mean 

0.01 

0.03 

0.05 

0.03 

0.13 

0.37 

6.46 

7.26 

4.98 

0.17 

0.05 

0.02 

19.54 
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Annex GHA-2 

Annual Water Balance Components for Ghaggar Basin for the Area 

within Rajasthan (5,201.51 Km 2 ) 


Table A2-1: Virgin Water Yield Series for Ghaggar Basin within Rajasthan, mm 


YEAR 

PCP 

ET 

WYLD 

PET 

PERC 

SURQ 

GW_Q 

LAT_Q 

Sub-surface 

percolation 

1973 

198.26 

213.17 

0.23 

1 , 499.25 

0.42 

0.05 

0.00 

0.19 

0.42 

1974 

229.44 

224.19 

5.89 

1 , 494.38 

24.96 

5.59 

0.00 

0.29 

24.96 

1975 

219.84 

228.71 

1.73 

1 , 456.77 

5.66 

1.50 

0.00 

0.24 

5.66 

1976 

299.19 

252.60 

26.35 

1 , 444.54 

41.13 

25.99 

0.00 

0.37 

41.13 

1977 

244.15 

249.98 

1.92 

1 , 443.25 

21.03 

1.64 

0.00 

0.30 

21.03 

1978 

277.26 

220.13 

11.53 

1 , 487.82 

58.17 

11.14 

0.00 

0.39 

58.17 

1979 

88.14 

123.88 

0.08 

1 , 478.40 

0.00 

0.01 

0.00 

0.06 

0.00 

1980 

200.98 

206.41 

0.40 

1 , 511.26 

5.01 

0.20 

0.00 

0.20 

5.01 

1981 

243.62 

257.17 

0.38 

1 , 471.73 

0.40 

0.16 

0.00 

0.22 

0.40 

1982 

294.77 

306.10 

3.47 

1 , 447.56 

11.61 

3.18 

0.00 

0.30 

11.61 

1983 

471.63 

394.84 

20.35 

1 , 420.07 

56.66 

19.76 

0.00 

0.59 

56.66 

1984 

132.46 

175.99 

0.19 

1 , 525.97 

1.12 

0.08 

0.00 

0.12 

1.12 

1985 

221.41 

188.26 

7.10 

1 , 486.67 

40.50 

6.81 

0.00 

0.29 

40.50 

1986 

183.86 

206.13 

0.24 

1 , 474.45 

3.17 

0.05 

0.00 

0.19 

3.17 

1987 

206.15 

230.46 

0.52 

1 , 505.58 

0.00 

0.32 

0.00 

0.21 

0.00 

1988 

287.10 

227.85 

4.95 

1 , 502.87 

49.10 

4.53 

0.00 

0.41 

49.10 

1989 

76.89 

122.77 

0.40 

1 , 487.85 

0.00 

0.33 

0.00 

0.08 

0.00 

1990 

138.12 

158.03 

0.38 

1 , 444.73 

1.99 

0.27 

0.00 

0.12 

1.99 

1991 

84.39 

107.30 

0.11 

1 , 503.70 

0.17 

0.06 

0.00 

0.06 

0.17 

1992 

300.34 

231.28 

15.68 

1 , 491.46 

60.45 

15.28 

0.00 

0.41 

60.45 

1993 

140.83 

175.50 

0.51 

1 , 496.83 

1.24 

0.40 

0.00 

0.12 

1.24 

1994 

166.71 

181.73 

0.35 

1 , 490.80 

0.00 

0.19 

0.00 

0.16 

0.00 

1995 

220.84 

180.29 

6.56 

1 , 509.46 

43.86 

6.26 

0.00 

0.31 

43.86 

1996 

190.75 

212.73 

0.68 

1 , 495.69 

13.04 

0.46 

0.00 

0.22 

13.04 

1997 

0.00 

27.25 

0.00 

1 , 499.26 

0.00 

0.00 

0.00 

0.00 

0.00 

1998 

163.01 

175.32 

0.21 

1 , 483.45 

1.54 

0.06 

0.00 

0.15 

1.54 

1999 

109.05 

138.67 

0.11 

1 , 520.41 

0.00 

0.02 

0.00 

0.09 

0.00 

2000 

178.20 

164.24 

2.28 

1 , 527.05 

23.59 

2.04 

0.00 

0.24 

23.59 

2001 

313.66 

299.60 

7.99 

1 , 467.32 

25.56 

7.61 

0.00 

0.38 

25.56 

2002 

71.31 

98.48 

0.07 

1 , 510.92 

0.00 

0.02 

0.00 

0.05 

0.00 

2003 

188.41 

201.12 

0.33 

1 , 474.95 

0.54 

0.15 

0.00 

0.19 

0.54 

2004 

182.28 

190.82 

0.67 

1 , 521.07 

5.63 

0.49 

0.00 

0.18 

5.63 

2005 

223.80 

258.23 

0.44 

1 , 458.98 

0.47 

0.24 

0.00 

0.20 

0.47 

2006 

171.84 

191.24 

0.66 

1 , 440.46 

1.10 

0.52 

0.00 

0.15 

1.10 

2007 

298.71 

302.13 

1.87 

1 , 550.49 

10.46 

1.53 

0.00 

0.33 

10.46 

2008 

342.15 

314.62 

10.03 

1 , 443.49 

28.87 

9.66 

0.00 

0.37 

28.87 

2009 

181.77 

215.86 

0.21 

1 , 471.22 

0.00 

0.06 

0.00 

0.14 

0.00 

2010 

371.91 

306.52 

11.94 

1 , 417.65 

38.30 

11.50 

0.00 

0.43 

38.30 

Mean 

208.24 

209.46 

3.86 

1 , 483.10 

15.15 

3.64 

0.00 

0.23 

15.15 
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Where, 

PCP: Rainfall 

PET: Potential evapotranspiration 

ET: Actual evapotranspiration 

PERC: Percolation (Shallow+Deep) 

SURQ: Direct Surface Runoff 

GW_Q: Baseflow 

WYLD: Total Water yield (SURQ + GW_Q + Lateral Flow) 

LAT_Q : Lateral flow 

Sub-surface percolation =PERC - GW_Q 


Table A2-2: Mean Monthly Water Balance Components for Ghaggar Basin, mm 


Month 

Rainfall 

Water yield 

(% rainfall conversion) 

Evapotranspiration 

Sub-surface 

percolation 

Jan 

2.47 

0.00 (0.00) 

4.85 

0.00 

Feb 

8.46 

0.01 (0.10) 

8.58 

0.00 

Mar 

5.69 

0.01 (0.20) 

11.66 

0.00 

Apr 

3.95 

0.01 (0.30) 

10.12 

0.00 

May 

12.97 

0.02 (0.20) 

12.60 

0.15 

Jun 

31.46 

0.07 (0.20) 

22.24 

0.71 

Jul 

72.88 

1.25(1.70) 

43.58 

7.07 

Aug 

43.98 

1.44 (3.30) 

42.70 

5.42 

Sep 

21.50 

1.01 (4.70) 

29.22 

1.65 

Oct 

2.70 

0.03(1.10) 

13.96 

0.15 

Nov 

1.29 

0.01 (0.80) 

6.06 

0.00 

Dec 

0.89 

0.00 (0.00) 

3.88 

0.00 
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1. Introduction 

1.1 General 

This basin occupies a very large area of 130,522.48 km 2 in the western part of 
the Rajasthan State and covers entire Districts of Jaisalmer and Bikaner and 
parts of Districts of Barmer, Jodhpur, Nagaur, Sikar, Ganganagar, 
Hanumangarh, Jaisalmer, Jhunjhunun and Churu. The general layout of 
Outside Basin is shown in Drawing No. OUT-GEN-001 (in Volume 3c). 

The Outside Basin constitutes a closed basin as drainage is not clearly defined, 
originating and ending within the plain itself. Owing to scanty rainfall, the 
streams carry only peak flood waters and are ephemeral in nature, while their 
channels are ill-defined and disappear in the desert after travelling a short 
distance. There appears to be a subsurface groundwater divide determining the 
flow directions. This divide has a near east - west trend and passes through 
Osian town between Nagaur and Jodhpur, and south of Jaisalmer town. 

There are no major channels in Bikaner, Churu, Jhunjhunun, Sikar, Nagaur, 
Jodhpur, Jaisalmer and Barmer Districts. Minor ephemeral streams such as 
VerNadi and Luniwala originate in the hills around Siwana and elsewhere in 
Barmer District. In Jaisalmer District, topographic depressions mark seasonal 
channel courses, including the Lathi, Sukri, Gujri, Baisakhi and Kak. In 
Jodhpur District, the internal drainage system is represented by its originating 
between Balesar (26°21':72°19') and Bairn (26°25':72°53'). The Kantli 
drainage system in Sikar, Jhunjhunun and Churu Districts is not a part of the 
Outside Basin. 

The desert area contains a few natural salt lakes and depressions, e.g. near 
Gajner (27°58':73°02'), Kolayat (27°50':72°58'), Nal (28 o 03'30":73°ir30") 
and Lunkaransar (28°30’:73°45’) in Bikaner, the Bap in Jodhpur, the 
Pachpadra in Barmer, and the Rann of Jaisalmer and the Pokran, in Jaisalmer. 

Keeping in view the vast area under Outside Basin, the catchments delineated 
by model are clubbed and have been divided into 6 sub-basins based on DEM 
generated drainages and 1 Fragmented Sub-basin which does not have a 
defined flow path. These are, Sub 1 (5,566.27 km 2 ), Sub 2 (7,517.14 km 2 ), Sub 
3 (23,582.09 km 2 ). Sub 4 (24,263.67 km 2 ), Sub 5 (42,264.75 km 2 ). Sub 6 
(25,186.88 km 2 ) and Fragmented area (2,141.69 km 2 ). 

Table 1.1-1 presents the details of Districts and Blocks falling under Outside 
Basin. It can be observed that Outside Basin is covered under 10 Districts 
where major portion is covered by Jaisalmer District (28.01%) and Bikaner 
District (23.19%). The administrative unit setup of Outside Basin is shown in 
Drawing No. OUT-GEN-002 (in Volume 3c). 
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Table 1.1-1: District and Blocks falling under Outside Basin 


District 

Block 

Area 
Falling 
Inside 
Basin, km 2 

Total 
area, km 2 

Percentage 
of Area 
Falling 
Inside 
Basin, % 

Percentage 
of Basin 
Area,% 

Barmer 

Barmer 

2,039.32 

3,880.31 

52.56 

1.56 

Chohtan 

615.72 

3,295.78 

18.68 

0.47 

Sheo 

4,250.56 

6,611.57 

64.29 

3.26 

District Summary 

6,905.60 

13,787.66 

50.09 

5.29 

Bikaner 

Bikaner 

3,725.06 

3,725.06 

100.00 

2.85 

Dungargarh 

2,988.64 

2,988.64 

100.00 

2.29 

Khajuwala 

5,446.92 

5,446.92 

100.00 

4.17 

Kolayat 

7,948.76 

7,948.76 

100.00 

6.09 

Lunkaransar 

6,366.05 

6,366.05 

100.00 

4.88 

Nokha 

3,789.16 

3,789.16 

100.00 

2.90 

District Summary 

30,264.60 



23.19 

Churu 

Churu 

1,590.37 

1,590.37 

100.00 

1.22 

Rajgarh 

2,189.33 

2,199.58 

99.53 

1.68 

Ratangarh 

1,691.90 

1,691.90 

100.00 

1.30 

Sardarshahar 

3,839.56 

3,839.56 

100.00 

2.94 

Sujangarh 

2,694.59 

2,694.59 

100.00 

2.06 

Taranagar 

1,824.78 

1,824.78 

100.00 

1.40 

District Summary 

13,830.53 



10.60 

Ganganagar 

Anupgarh 

184.45 

1,537.64 

12.00 

0.14 

Ganganagar 

852.89 

852.89 

100.00 

0.65 

Gharsana 

1,776.50 

1,971.44 

90.11 

1.36 

Karanpur 

833.19 

833.19 

100.00 

0.64 

Padampur 

861.66 

861.66 

100.00 

0.66 

Raisinghnagar 

878.35 

1,326.07 

66.24 

0.67 

Sadulshahar 

896.13 

896.13 

100.00 

0.69 

Suratgarh 

1,266.98 

2,424.21 

52.26 

0.97 

District Summary 

7,550.15 



5.78 

Hanumangarh 

Bhadra 

1,743.94 

1,743.94 

100.00 

1.34 

Hanumangarh 

569.39 

1,360.97 

41.84 

0.44 

Nohar 

2,375.67 

2,375.67 

100.00 

1.82 

Pilibanga 

495.08 

1,238.24 

39.98 

0.38 

Rawatsar 

1,840.87 

1,885.97 

97.61 

1.41 

Sangaria 

504.97 

543.35 

92.94 

0.39 

Tibi 

339.20 

769.39 

44.09 

0.26 

District Summary 

7,869.11 

9,917.53 

79.35 

6.03 

Jaisalmer 

Jaisalmer 

11,781.70 

11,781.70 

100.00 

9.03 

Sam 

21,233.75 

21,304.38 

99.67 

16.27 

Sankra 

3,548.37 

5,425.09 

65.41 

2.72 

District Summary 

36,563.83 

38,511.17 

94.94 

28.01 

Jhunjhunun 

Alsisar 

821.89 

821.89 

100.00 

0.63 

Buhana 

393.56 

653.67 

60.21 

0.30 

Chirawa 

330.63 

486.73 

67.93 

0.25 

Jhunjhunun 

762.14 

803.62 

94.84 

0.58 

Khetri 

87.72 

799.74 

10.97 

0.07 

Nawalgarh 

682.61 

682.61 

100.00 

0.52 

Surajgarh 

811.32 

814.89 

99.56 

0.62 

Udaipurwati 

253.76 

853.92 

29.72 

0.19 
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District 

Block 

Area 
Falling 
Inside 
Basin, km 2 

Total 
area, km 2 

Percentage 
of Area 
Falling 
Inside 
Basin, % 

Percentage 
of Basin 
Area,% 

District Summary 

4,143.63 

5,917.07 

70.03 

3.17 

Jodhpur 

Balesar 

22.55 

1,842.93 

1.22 

0.02 

Bap 

4,386.96 

4,386.96 

100.00 

3.36 

Bhopalgarh 

146.40 

1,883.91 

7.77 

0.11 

Osian 

1,035.74 

2,810.32 

36.85 

0.79 

Phalodi 

3,235.54 

3,239.61 

99.87 

2.48 

Shergarh 

154.42 

1,994.63 

7.74 

0.12 

District Summary 

8,981.62 

16,158.36 

55.58 

6.88 

Nagaur 

Degana 

299.30 

1,509.47 

19.83 

0.23 

Didwana 

1,645.72 

1,655.25 

99.42 

1.26 

Jayal 

2,072.60 

2,076.16 

99.83 

1.59 

Kuchaman 

City 

90.30 

1,638.78 

5.51 

0.07 

Ladnu 

1,267.07 

1,267.07 

100.00 

0.97 

Makrana 

130.87 

1,138.35 

11.50 

0.10 

Merta 

53.27 

1,504.52 

3.54 

0.04 

Mundwa 

2,079.14 

2,295.70 

90.57 

1.59 

Nagaur 

2,418.30 

2,418.30 

100.00 

1.85 

District Summary 

10,056.56 

15,503.60 

6.82 

7.70 

Sikar 

Danta 

Ramgarh 

400.71 

1,206.99 

33.20 

0.31 

Dhond 

927.10 

932.04 

99.47 

0.71 

Fatehpur 

1,241.76 

1,241.76 

100.00 

0.95 

Khandela 

45.48 

782.52 

5.81 

0.03 

Lachhmangarh 

1,045.82 

1,045.82 

100.00 

0.80 

Piprali 

695.98 

1,206.99 

93.18 

0.53 

District Summary 

4,356.84 

6,416.12 

67..90 

3.34 

Basin Summary 

130,522.48 



100.00 


1.2 Climatic Characteristics 

Weather statistics for Outside Basin have been analysed based on the 20 years 
(1990-2009) monthly IMD weather data except for rainfall analysis which is 
based on IMD, RD and WRD data of 54 years (1957-2010) and is presented in 
Table 1.2-1. 

The statistical values presented in Table 1.2-3 are the values which varies 
spatially over the region i.e. they signify the spatial variation of a weather 
parameter over the basin. 
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Table 1.2-1: Weather Parameters Statistics for Outside Basin 


Weather Parameter 

Minimum 

Maximum 

Mean 

Standard 

Deviation 

Coefficient 

of 

Variation 

Mean Maximum Temperature, °C 

32.60 

35.00 

33.98 

0.42 

0.01 

Highest Maximum Temperature, °C 

44.99 

47.40 

46.20 

0.39 

0.01 

Mean Minimum Temperature, °C 

17.30 

20.82 

19.19 

0.67 

0.03 

Lowest Minimum Temperature, °C 

-0.50 

5.31 

2.43 

1.23 

0.51 

Annual Rainfall, mm 

191.50 

564.50 

286.10 

69.00 

0.24 

Monsoon Months Rainfall, mm 

164.30 

482.40 

246.40 

61.80 

0.25 

Rainy Days, Days/yr 

10.60 

30.60 

16.50 

3.80 

0.23 

Wind Speed, km/hr 

3.20 

10.10 

5.79 

1.56 

0.27 

Sunshine Hours, hr/day 

7.40 

8.80 

8.22 

0.37 

0.05 

Relative Humidity, % 

43.50 

57.70 

48.13 

2.64 

0.05 

Annual Evaporation, cm 

174.10 

306.70 

232.37 

28.68 

0.12 

Source: IMD monthly dataset (1990-2009); 

Rainfall Statistics based on 1 

MD, RD and WRD dataset 

: (1957-2010) 


Following paragraphs give brief descriptions for temperatures, rainfall, wind 
speeds, relative humidity, sunshine hours and evaporation. 

1.2.1 Temperature Statistics 

Maximum Temperature 

Mean maximum temperature in Outside Basin is 33.98°C with a spatial range 
of 32.60-35.00°C and coefficient of variation of 0.01, Its variation is shown in 
Drawing No. OUT-CLM-OOl (in Volume 3c). 

Highest Maximum Temperature 

Highest maximum temperature in Outside Basin spatially varies within a range 
of 44.99°C-47.4°C with a mean value of 46.2°C as shown in Drawing No. 
OUT-CLM-002 (in Volume 3c). 

Minimum Temperature 

Mean minimum temperature in Outside Basin spatially varies within range of 
17.3°C-20.82°C with a mean value of 19.19°C as shown in Drawing No. 
OUT-CLM-003 (in Volume 3c). 

Lowest Minimum Temperature 

Lowest minimum temperature in Outside Basin spatially varies within a range 
of -0.5°C-5.31°C with a mean value of 2.43°C as shown in Drawing No. OUT- 
CLM-004 (in Volume 3c). 

1.2.2 Rainfall 

Annual Rainfall 

Annual Rainfall in Outside Basin ranges spatially from 191.50-564.50 mm 
spatially with a mean annual rainfall of 286.10 mm having a coefficient of 
variation of 0.24, as presented in Drawing No. OUT-CLM-005 (in Volume 
3c). 

Monsoon Rainfall 

Monsoon month rainfall (Jun-Jul-Aug-Sept) ranges spatially from 164.30- 
482.40 mm with a mean value of 246.40 mm with a coefficient of variation of 
0.25, as presented in Drawing No. OUT-CLM-006 (in Volume 3c). 


App. OUT-IN-24740-R13-073 

Surface and Groundwater Availability 
400 


July, 2014 



STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Rainy Days 

Mean Annual number of Rainy days in Outside Basin are 16 days with a range 
of 10-30 days, as presented in Drawing No. OUT-CLM-007 (in Volume 3c). 

1.2.3 Wind Speed 

Mean annual daily wind speed in Outside Basin spatially varies within a range 
of 3.2-10.1 km/hr with a mean value of 5.79 km/hr and coefficient of variation 
of 0.27, as presented in Drawing No. OUT-CLM-008 (in Volume 3c). 

1.2.4 Sunshine Hours 

Mean daily sunshine hours in the basin varies within a range of 7.40-8.80 
hours/day with a mean value of 8.22 hours/day, presented in Drawing No. 
OUT-CLM-009 (in Volume 3c). 

1.2.5 Relative Humidity 

Mean annual daily Relative humidity in Outside Basin is 48.13% with a range 
of 43.5-57.7%, which is presented in Drawing No. OUT-CLM-010 (in 
Volume 3c). 

1.2.6 Evaporation 

Mean Annual evaporation in Outside Basin is 232.37 cm with a range of 
174.1-306.7 cm as presented in Drawing No. OUT-CLM-011 (in Volume 3c). 

2. Surface Water 

2.1 Hydrological Modelling 

2.1.1 Overview 

SWAT (Soil and Water Assessment Tool) hydrological model has been 
developed to assess the monthly and annual surface water potentials of the 
Outside Basin. A brief description of the SWAT hydrological model is given 
in Annex SW-l(a) of the Main Report. 

2.1.2 Development of Hydrological Model 

Mapping of a basin on to the SWAT hydrological model involves an elaborate 
procedure. The following paragraphs briefly describe the methodology used for 
mapping. 

Development of SWAT hydrological modelling involves several steps which are 
mentioned below. 

Input data required for modelling 

• Digital Elevation Model (DEM) - Grid (raster) 

• Landuse - Grid ( raster) or Shape (vector) 

• Soil - Grid (raster) or Shape (vector) 

• Meteorological data with location 

• Optional 

• Mask 

• Drainage for burn 

• Outlet locations 

• Reservoir\River gauge locations 


App. OUT-IN-24740-R13-073 

Surface and Groundwater Availability 
401 


July, 2014 



STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Key procedures necessary for development of model 

• Delineate the watershed for modelling 

• Define land use and soil data grids 

• Determine the distribution of HRU’s (Hydrological Response Units) based 
on the DEM, land use and soil data. 

• Define rainfall, temperature and weather data 

• Write the SWAT input files- requires access to data on soil, weather, land 
cover, plant growth, etc. 

• Edit the input files - if necessary 

• Setup and run SWAT - requires information on simulation period, PET 
estimation method and other options 

• Calibration of model with available observed data 

Descriptive technical, theoretical, interface and input/output SWAT model 
documentation is attached as soft copy for reference in Annex SW-l(b) (in 
Main report). 

2.1.3 Basin Delineation 

A digital elevation model (DEM) from the SRTM was used for basin 
delineation and is shown in Figure 2.1-1. Enlarged map of DEM shown in 
Drawing No. OUT-SW-OOl (in Volume 3c). 

A watershed is the upslope area that contributes flow to a common outlet as 
concentrated drainage. The boundaries between watersheds are termed drainage 
divides. The outlet is the point on the surface at which water flows out of an 
area. It is the lowest point along the boundary of a watershed. 

Watersheds are delineated from SRTM DEM by computing the flow direction of 
each cell in the raster. The model identifies the ridge lines between the basins 
using elevation values from raster data (SRTM DEM) and creates the basin 
boundary. Outlet points are then defined which may be features, such as dams or 
stream gauges or any other outlet point for which contributing area has to be 
determined. Here basin was delineated considering outlet points outside 
Rajasthan also, so as to cover complete area within Rajasthan. 

The topographic statistics of elevation of the Outside Basin are given in Table 
2 . 1 - 1 . 


Table 2.1-1: Elevation Summaries - Outside Basin 


Parameter 

Elevation 

(m) 

District 

Block 

Longitude, 

Latitude 

(degree minutes 
seconds) 

Minimum Elevation 

23 

Jaisalmer 

Sam 

69°39'50.958"E 

26°59'54.144"Nv 

Maximum Elevation 

1,041 

Jhunjhunun 

Nawalgarh 

75°23'28.637"E 

27°38'54.107"N 

Mean Elevation 

530 

- 

- 
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Figure 2.1-1: Digital Elevation Model (Topography) of Outside Basin 
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Figure 2.1-2: Drainage Network and Basin Delineation using DEM for Outside Basin 
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Figure 2.1-2 shows the automatically delineated Outside Basin with the 
generated drainage network using the DEM. Total Outside Basin area 
delineated is 1,88,553.90 km 2 where 1,30,522.48 km 2 area is within Rajasthan 
boundary. The Outside Basin does not have visible channels. Water will flow 
only in case of flash floods when rainfall intensity will be high. 

2.1.4 Micro-watershed Delineation 

Automatic delineation of the watershed was done by using DEM as input and 
using 500 hectare as minimum stream threshold. The target outflow points were 
interactively selected so as to cover entire area of Outside Basin falling within 
Rajasthan State. 

There are 72 micro-watersheds delineated and demarcated in Outside Basin 
within Rajasthan boundary, details of which are presented in Table 2.1-2. 
Enlarged map showing micro-watersheds is shown in Drawing No. SUK-SW- 
002 (in Volume 3c). 

Figure 2.1-3 shows the Micro-watersheds delineated in Outside Basin within 
Rajasthan. Table 2.1-2 presents the details of Micro-watersheds of Outside 
Basin. 

Table 2.1-2: Micro-watersheds Delineated in Outside Basin 


MWS 

Code 

Area, 

km 2 

Sub-basin 

Name 

Sub-basin 

Code 

% Basin Area 

001 

504.66 

Fragmented 

007 

0.39 

002 

1,637.03 

Fragmented 

007 

1.25 

003 

1,325.99 

Sub 1 

001 

1.02 

004 

4,240.28 

Sub 1 

001 

3.25 

005 

1,361.93 

Sub 2 

002 

1.04 

006 

6,155.21 

Sub 2 

002 

4.72 

007 

618.83 

Sub 3 

003 

0.47 

008 

2,080.35 

Sub 3 

003 

1.59 

009 

2,469.42 

Sub 3 

003 

1.89 

010 

1,033.25 

Sub 3 

003 

0.79 

011 

669.72 

Sub 3 

003 

0.51 

012 

2,005.09 

Sub 3 

003 

1.54 

013 

669.25 

Sub 3 

003 

0.51 

014 

1,259.87 

Sub 3 

003 

0.97 

015 

2,473.25 

Sub 3 

003 

1.89 

016 

591.09 

Sub 3 

003 

0.45 

017 

2,106.30 

Sub 3 

003 

1.61 

018 

391.43 

Sub 3 

003 

0.30 

019 

2,576.78 

Sub 3 

003 

1.97 

020 

3,619.60 

Sub 3 

003 

2.77 

021 

787.34 

Sub 3 

003 

0.60 

022 

230.52 

Sub 3 

003 

0.18 

023 

927.95 

Sub 4 

004 

0.71 

024 

3,047.40 

Sub 4 

004 

2.33 

025 

1,789.47 

Sub 4 

004 

1.37 

026 

4,186.83 

Sub 4 

004 

3.21 

027 

2,802.93 

Sub 4 

004 

2.15 

028 

1,283.93 

Sub 4 

004 

0.98 

029 

2,987.89 

Sub 4 

004 

2.29 
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MWS 

Code 

Area, 

km 2 

Sub-basin 

Name 

Sub-basin 

Code 

% Basin Area 

030 

1,818.90 

Sub 4 

004 

1.39 

031 

1,596.78 

Sub 4 

004 

1.22 

032 

3,821.59 

Sub 4 

004 

2.93 

033 

1,673.45 

Sub 5 

005 

1.28 

034 

1,780.61 

Sub 5 

005 

1.36 

035 

2,530.12 

Sub 5 

005 

1.94 

036 

1,286.24 

Sub 5 

005 

0.99 

037 

7,476.71 

Sub 5 

005 

5.73 

038 

6,125.96 

Sub 5 

005 

4.69 

039 

3,376.96 

Sub 5 

005 

2.59 

040 

796.07 

Sub 5 

005 

0.61 

041 

3,732.22 

Sub 5 

005 

2.86 

042 

3,235.26 

Sub 5 

005 

2.48 

043 

2,383.22 

Sub 5 

005 

1.83 

044 

1,871.54 

Sub 5 

005 

1.43 

045 

1,992.29 

Sub 5 

005 

1.53 

046 

4,004.10 

Sub 5 

005 

3.07 

047 

1,034.56 

Sub 6 

006 

0.79 

048 

1,372.10 

Sub 6 

006 

1.05 

049 

740.32 

Sub 6 

006 

0.57 

050 

620.59 

Sub 6 

006 

0.48 

051 

812.31 

Sub 6 

006 

0.62 

052 

1,196.11 

Sub 6 

006 

0.92 

053 

248.84 

Sub 6 

006 

0.19 

054 

562.40 

Sub 6 

006 

0.43 

055 

575.38 

Sub 6 

006 

0.44 

056 

1,207.11 

Sub 6 

006 

0.92 

057 

1,411.92 

Sub 6 

006 

1.08 

058 

1,455.23 

Sub 6 

006 

1.11 

059 

1,286.38 

Sub 6 

006 

0.99 

060 

715.14 

Sub 6 

006 

0.55 

061 

1,313.29 

Sub 6 

006 

1.01 

062 

576.23 

Sub 6 

006 

0.44 

063 

1,672.50 

Sub 6 

006 

1.28 

064 

783.83 

Sub 6 

006 

0.60 

065 

1,033.63 

Sub 6 

006 

0.79 

066 

837.23 

Sub 6 

006 

0.64 

067 

934.82 

Sub 6 

006 

0.72 

068 

913.67 

Sub 6 

006 

0.70 

069 

697.46 

Sub 6 

006 

0.53 

070 

1,070.67 

Sub 6 

006 

0.82 

071 

1,189.50 

Sub 6 

006 

0.91 

072 

925.66 

Sub 6 

006 

0.71 

Total 

130,522.48 



100.00 


There are no visible channels present in the Outside Basin; the drainages 
presented here are generated by Digital Elevation Model with respect to 
elevation profile of that area. The reason behind non-formation of visible 
channels can be attributed to scarce rainfall, sandy soil profile and high 
temperature regime which makes it difficult for water to flow through its flow 
path. 
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Keeping in view the vast area under Outside Basin, the sub-catchments 
delineated by model are clubbed and have been divided into 6 sub-basins based 
on DEM generated drainages and 1 Fragmented Sub-basin which does not 
have a defined flow path. These are, Sub 1 (5,566.27 km 2 ), Sub 2 (7,517.14 
km 2 ), Sub 3 (23,582.09 km 2 ), Sub 4 (24,263.67 km 2 ), Sub 5 (42,264.75 km 2 ), 
Sub 6 (25,186.88 km 2 ) and Fragmented area (2,141.69 km 2 ). 
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Figure 2.1-3: Micro-watershed Delineation of Outside Basin 
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2.1.5 Land Use/Land Cover 

Land Use/Land Cover is an important segment of data required for pre¬ 
processing. The land use map from NRSC 1 , has been used for the present 
study. Table 2.1-3 gives the land use categories and the area covered under 
each category of land use for the Outside Basin. 

Enlarged Land use map of Outside Basin is shown in Drawing No. OUT-LU- 
001 (in Volume 3 c). 

From Table 2.1-3 it can be observed that the major part of the basin is under 
Wasteland and Scrubland. 

Table 2.1-3: Land Use Categories - Outside Basin 


Land Use 

Area (km 2 ) 

%of 

Basin 

Area 

Build up 

254.72 

0.20 

Kharif only 

17,389.54 

13.32 

Rabi only 

5,076.85 

3.89 

Zaid only 

0.01 

0.00 

Double / tripple 

11,553.29 

8.85 

Current fallow 

25,260.11 

19.35 

Deciduous forest 

45.08 

0.03 

Scrub/Deg. forest 

88.53 

0.07 

Grassland 

123.80 

0.09 

Other wasteland 

37,883.18 

29.02 

Gullied 

0.41 

0.00 

Scrubland 

32,255.50 

24.71 

Water bodies 

591.46 

0.45 

Total 

130,522.48 

100.00 


Source: NRSC, 2007-2008 


Figure 2.1-4 shows the general land use of Outside Basin. 


1 http://applications.nrsc.gov.in/products.asp 
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Figure 2.1-4: Land Use Map of Outside Basin 



Ghd§gaii 


Outsidi 

Basin 


SIKAR 


JAISALMER 


NAGAUR 


Shekhawi 


BARMER 


Punjab 


XV./*> Haryana 

^ w*V**<V 

HANUMANGARH V 


Sabi 


Banganga 


Banas 


Chambal 


Source : National Remote Sensing Center (NRSC) Landuse Map. 2007 - 2008 


LANDUSE MAP 
OUTSIDE BASIN 
RAJASTHAN 


Legend 


- Drainage Network 

Landuse 





Build up 
Kharif only 
Rabi only 
Zaid only 

Double / Tripple Cropping 

Current fallow 

Deciduous Forest 

Scrub/Degraded Forest 

Grassland 

Other wasteland 

Gullied 

Scrubland 

Water bodies 


Boundaries 



District 
River Basin 


LTITJ State 


International 


_ Labels 

State district 

Country River Basin 



0 30 60 90 120 150 

i Km 


GOVERNMENT OF RAJASTHAN 

WATER RESOURCES PLANNING DEPARTMENT 
PLANNING OF WATER RESOURCES OF RAJASTHAN 


TAHAL Consulting Engineers Ltd. 

in association with 
WAPCOS and INRM Consultants Pvt. 


SCALE: 1:2,500,000 


DATE: August, 2013 


App. OUT-IN-24740-R13-073 

Surface and Groundwater Availability 
410 


July, 2014 





































STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


2.1.6 Soils 

Information on the soil profile is also required for simulating the hydrological 
character of the basin. The Soil Map of Rajasthan has been used for the 
modelling. The soil map is shown in Figure 2.1-5. Enlarged soil map of 
Outside Basin is shown in Drawing No. OUT-SO-OOl (in Volume 3c). 

Soil in the Outside Basin is predominantly Loamy Sand. Table 2.1-4 shows the 
area under each of the soil texture class found in the Outside Basin. 

Table 2.1-4: Soil Texture-Outside Basin 


Soil Texture 

Area 

(km 2 ) 

% of Basin 
Area 

Clay 

125.12 

0.10 

Clay Loam 

7,410.15 

5.68 

Loam 

7,510.41 

5.75 

Loamy Sand 

1,08,239.70 

82.93 

Sandy clay Loam 

2.50 

0.00 

Sandy Loam 

3,277.46 

2.51 

Silt Loam 

3,957.19 

3.03 

Total 

1,30,522.48 

100.00 


Source: SRSAC, DST, Jodhpur 
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Figure 2.1-5: Soil Map of Outside Basin 
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2.1 .7 Meteorological Data Collection Stations 

The daily rainfall data belonging to IMD, Revenue Department and Water 
Resources Department of Rajasthan has been used. Maximum and minimum 
temperatures data at a resolution of 1° X 1° latitude by longitude grid points (1 
grid location) from IMD has been used. 

(The Grid point nomenclature adopted by IMD was done by combining 
Longitude and Latitude in decimal degrees to form a code e.g. grid location code 
"755275" signifies 75.5 degree longitude and 27.5 degree latitude). 

Major weather parameters which influence the hydrology of a catchment are 
rainfall and temperature for which daily observed data have been used, while for 
other weather parameters like solar radiation, wind speed and relative humidity 
(which have less significant effect on hydrology) long term statistics have been 
used to derive daily values. These weather parameters have small variation over 
the time and can be derived using continuity equations. 

SWAT uses weather generator model for generating values based on long term 
daily statistics for a particular day. 

Solar radiation is generated from a normal distribution. A continuity equation is 
incorporated into the generator to account for radiation variations caused by dry 
vs. rainy conditions. Solar radiation is adjusted downward when simulating 
rainy conditions and upwards when simulating dry conditions. The adjustments 
are made so that the long-term generated values for the average monthly solar 
radiation agree with the input averages. 

Generated wind speed: A modified exponential equation is used to generate 
daily mean wind speed given the mean monthly wind speed. 

Generated Relative humidity: The relative humidity model uses a triangular 
distribution to simulate the daily average relative humidity from the monthly 
average. As with temperature and radiation, the mean daily relative humidity is 
adjusted to account for wet- and dry-day effects. 

The meteorological data locations map is shown in Figure 2.1-6. 

The meteorological data location details is presented in Annex SW-3 of Main 
Report. 
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Figure 2.1-6: Meteorological Data Location Map of Outside Basin 
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2.1.8 Existing Major/ Medium Projects 

There are no existing Major/Medium Projects (Dams) in the basin, data of 
which could be used for model calibration. 

2.1.9 River Gauge and Discharge Data of Outside Basin 

There are no river gauge sites in the Outside Basin. 

2.1.10 Other Model Inputs 

District agriculture statistics from 1967-2007 (extended to 2011 from Agricop) has 
been used to derive District wise cropping area, production, irrigation by source 
(canal, tank, well etc), fertilizer and pesticide use per hectare. Cropping pattern and 
crop management practices are used from agriculture contingency plans 
(http://agricoop.nic.in/acp.html) and Agriculture Statistics Handbook, Government 
of Rajasthan, 2010. These data were later transferred to micro-watersheds 
(hydrological modelling unit) using GIS overlay techniques. 

Mustard and Wheat are grown in Rabi season while, jowar and guar in Kharif 
season (Source: Agriculture Statistics Handbook, Government of Rajasthan, 
2010 ). 

2.2 Model Calibration and Performance 

Calibration is an effort to better parameterize a model to a given set of local 
conditions, thereby reducing the prediction uncertainty. 

Model calibration is performed by carefully selecting values for model input 
(within their respective uncertainty ranges) by comparing model predictions 
(output) for a given set of assumed conditions with observed data for the same 
conditions. 

2.2.1 SWA T Model Calibration 

As mentioned earlier, there are no river gauge sites or Major/Medium projects 
(Dams) in Outside Basin, hence the model could not be calibrated. 

The SWAT model uses water balance equation as a driving force behind 
everything that happens in the watershed on a daily basis. The USDA SCS 
runoff curve number is used to estimate surface runoff from daily precipitation. 
An improved dynamic curve number method is used which automatically 
adjusts the curve number on the basis of the moisture conditions prevailing in 
the watershed. 

There are no observed data in Outside Basin for calibration. Therefore 
hydrological parameters from similar type of catchments in Luni basin were 
applied to generate Virgin water yields for the basin area within Rajasthan 
boundary. 

Sensitive parameters that are controlling the hydrological processes, are 
mentioned in Table 2.2-1. 
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Table 2.2-1: Sensitive Parameters of the Hydrological Processes 


Parameter 

Description (Class) 

Units 

CN2 

Curve number (Management operations) 

- 

GW_DELAY 

Groundwater delay (Groundwater) 

Days 

GWQMN 

Threshold depth of water in shallow aquifer required for return 
flow to occur (Groundwater) 

mm 

GW_REVAP 

Groundwater revap coefficient (Groundwater) 

- 

RCHRG.DP 

Deep aquifer percolation coefficient (Groundwater) 

- 

ESCO 

Soil evaporation compensation factor (Evapotranspiration) 

- 

SOLJWVC 

Soil available water content (Soil) 

mm Water/mm soil 

S0L_K 

Soil permeability (Soil) 

mm/hr 

SHALLST 

Initial Depth of water in shallow aquifer 

mm 


These parameters broadly fall under two categories namely; 


• General Parameters: Values of which are applied to entire basin which 
includes Groundwater delay, deep aquifer percolation factor and ESCO. 

• Catchment Specific Parameters: Values of these parameters are area specific 
which include soil parameters like soil permeability, available moisture 
content and management parameters like CN, irrigation source etc. 

Soil in the Outside Basin is predominantly Loamy Sand. The percolation 
therefore, will be more in addition to high evapotranspiration. 

There are a large number of parameters which operate during simulation. Out 
of them, some major parameters that were adjusted during calibration and their 
respective values, are presented in Table 2.2-2. 

Table 2.2-2; SWAT Calibration Parameters 


Parameter 

Unit 

Value 

Range 

GW.delay 

Days 

5.00 

1-500 

RCHRG_DP 

- 

0.60 

0-1 

ESCO 

- 

0.55 

0-1 

GWQMN 

mm 

440.00 

0-5000 

GW_REVAP 

- 

0.08 

0.02-0.2 

SHALLST 

mm 

500.00 

0-50000 

Crop Management Parameters 

IRRSC 

Shallow aquifer 

Source of irrigation 


2.2.2 Model Performance 

In abscence of observed river flow gauge records and absence of projects in 
Outside Basin, calibration could not be carried out therefore, model 
performance could not be presented. 

2.2.3 The Hydrological Simulation 

The SWAT model was run with the observed rainfall (1957-2010) and 
temperature data (1973-2010) for Outside Basin and outputs were obtained for 
the common period of 1973 to 2010. The outputs provided by the model are 
very extensive, covering all the components of water balance spatially and 
temporally. The sub components of the water balance that are most significant 
and used for analyses, include; 
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• Total flow (water yield) consisting of surface runoff, lateral and base flow. 

• Actual evapotranspiration (ET). 

The outputs can be depicted in many ways depending on the focus and 
requirement of the user. These components are expressed in terms of total 
annual depth of water in mm over the total watershed area. In other words, the 
total water yield is the equivalent depth in mm, of flow past the outlet of the 
watershed on average annual and monthly basis. Figure 2.2-1 and Figure 2.2-2 
show the annual, mean monthly water balance components for the Outside 
Basin. 

Temporal Distribution of Major Water Balance Components 

Figure 2.2-1 depicts the average annual rainfall, water yield, 
evapotranspiration and Sub-surface percolation for the entire Outside Basin. 

There are 72 micro-watersheds delineated and demarcated in Outside Basin 
within Rajasthan, yearly water balance components of which are presented in 
Annex SW-4 of Main Report (as soft copy). 

It is noteworthy here that SWAT gave an indication of the spatial and temporal 
variation of this percolation, with respect to properties of the overlaying soil 
cover. The percolation computed using SWAT model is the total percolation 
which also includes the abstractions being taken from the groundwater. 
Therefore the net percolation which will reflect the groundwater fluctuations is 
after incorporating the withdrawals/draft from the groundwater for various 
purposes. The another component namely deep percolation is used in the 
SWAT model to build the static groundwater table and this component is lost 
from the local water balance, although there is a provision to tap this water 
through tube wells if required. SWAT doesn't takes care of absolute 
groundwater table since it is not a groundwater model. 
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Figure 2.2-1: Simulated Annual Water Balance Components for Outside Basin 
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As shown in Figure 2.2-1, inter annual range of rainfall for the period of 
analysis between 1973 and 2010 was 1,119.42 mm to 451.46 mm, while inter 
annual range of water yield was 0.21 mm to 42.97 mm for the same period 
(See Table A2-1, Annex OUT-2). 

Figure 2.2-2 depicts the long-term mean monthly water balance components of 
rainfall, water yield, evapotranspiration and Sub-surface percolation for 
Outside Basin. In July, about 2.80% of the rainfall is converted into water yield 
while in August, about 3.50% of the rainfall is converted into water yield. 
Conversion of rainfall to water yield is maximum in October (8.20%). 
Evapotranspiration attains its maximum value during month of August. The 
remaining water may have been converted to groundwater storage, soil 
moisture build, etc. 


Figure 2.2-2: Simulated Mean Monthly Water Balance Components for Outside Basin 



Virgin Water Yields 


True runoff, or Virgin water yield, is the stream flow in its natural conditions, 
i.e. without the existence of any irrigation, municipal or industrial water supply 
developments (including impact of imported water, return flows and flow 
diversions). 

The Virgin water yields were generated by switching off all the abstractions 
(Minor dams along with other water harvesting structures) and removing all 
crop management options (controlled irrigation in terms of canals, 
groundwater, etc). In Virgin water yield scenario presented here, Kharif and 
Rabi crops are considered as rain fed with no external water supply. 

Table Al-6, Annex OUT-1 presents the Virgin water yields for the duration 
1973-2010. Mean Annual Virgin water yield generated in Outside Basin within 
Rajasthan is 990.60 Mm 3 . 
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Mean annual Virgin water yield of various sub-basins are Outside Subl (86.07 
Mm 3 ), Sub2 (65.07 Mm 3 ), Sub3 (318.49 Mm 3 ), Sub4 (168.88 Mm 3 ), Sub5 
(192.68 Mm 3 ), Sub6 (152.72 Mm 3 ), Fragmented (6.68 Mm 3 ). 

Virgin water yield series for micro-watersheds of Outside Basin are presented in 
Annex SW-5 of Main Report (as soft copy). 

Flow Duration Curve 

Assessment of dependable lean season flows along with their distribution in 
time is essential for planning and development of water supply schemes. The 
dependability of the water yield of the Outside Basin and its sub-basins have 
been analyzed and their flow duration curves are shown in Figure 2.2-3. 

Figure 2.2-3: Simulated Flow Duration Curve for Outside Basin and its Sub-basins 
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Virgin water yields at various dependability levels for sub-basins of Outside 
Basin are presented in Table 2.2-3. 


Table 2.2-3: Virgin Water Yield at Four Dependability Levels - Outside Basin 


Dependability 

Level, 

% 

Subl 

Sub2 

Sub3 

Sub4 

Sub5 

Sub6 

Fragmented 

Outside 

Basin 


Water Yield, 

Mm 3 

25 

96.70 

79.10 

428.90 

200.30 

264.50 

51.80 

5.60 

1,623.00 

50 

28.90 

7.90 

149.10 

88.00 

80.60 

21.90 

1.80 

644.00 

75 

8.50 

2.10 

34.50 

31.70 

26.50 

9.80 

0.70 

288.00 

90 

1.00 

0.80 

11.50 

15.50 

12.30 

5.40 

0.30 

119.90 

Mean 

86.07 

65.07 

318.49 

168.88 

192.68 

152.72 

6.68 

990.60 


Virgin water yield for Outside Basin at 50% dependability is 644 Mm 3 , while 
at 75% it is 288 Mm 3 . 


Sub-basin outlet Index map is shown in Figure 2.2-4. 

Virgin water yield series for the sub-basins of Outside Basin and the basin as a 
whole are given in Annex OUT-1. 

There are 72 micro-watersheds delineated in Outside Basin within Rajasthan 
boundary, Virgin water yield at various dependability are presented in Table 
2.2-4. 

Table 2.2-4: Virgin Water Yield at Four Dependability Levels - Micro-watersheds of 

Outside Basin 


Micro¬ 

watershed 

Code 

Dependability Level, % 

Mean 

25 

50 

75 

90 

Water Yield, Mm 3 

001 

2.40 

0.30 

0.00 

0.00 

4.50 

002 

1.40 

0.90 

0.40 

0.20 

2.20 

003 

7.70 

0.10 

0.00 

0.00 

15.90 

004 

62.10 

18.50 

3.20 

0.90 

70.20 

005 

3.90 

1.20 

0.10 

0.10 

5.20 

006 

61.20 

3.40 

1.40 

0.80 

59.90 

007 

20.00 

4.10 

0.00 

0.00 

18.50 

008 

6.40 

1.80 

0.40 

0.00 

12.80 

009 

9.50 

3.00 

1.10 

0.90 

25.60 

010 

4.40 

1.30 

0.40 

0.30 

10.70 

011 

7.10 

1.90 

0.20 

0.10 

7.20 

012 

15.50 

3.20 

1.00 

0.60 

45.40 

013 

20.60 

3.60 

0.50 

0.10 

14.90 

014 

18.20 

2.10 

0.50 

0.30 

11.70 

015 

37.20 

10.70 

3.00 

2.00 

38.20 

016 

17.40 

2.90 

0.40 

0.10 

12.40 

017 

13.60 

0.80 

0.30 

0.10 

11.40 

018 

25.60 

8.50 

1.60 

0.30 

18.70 

019 

10.10 

3.30 

1.20 

1.00 

26.10 


App. OUT-IN-24740-R13-073 

Surface and Groundwater Availability 
423 


July, 2014 







STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Micro¬ 

watershed 

Code 

Dependability Level, % 

Mean 

25 

50 

75 

90 

Water Yield, Mm 3 

020 

76.00 

13.40 

1.00 

0.60 

58.90 

021 

1.10 

0.20 

0.10 

0.10 

1.50 

022 

4.50 

0.90 

0.10 

0.00 

4.50 

023 

1.70 

0.80 

0.30 

0.20 

2.30 

024 

7.90 

2.60 

1.00 

0.50 

10.10 

025 

4.50 

1.70 

0.70 

0.30 

5.60 

026 

10.90 

3.00 

1.40 

0.70 

18.20 

027 

54.30 

18.20 

5.30 

1.70 

39.30 

028 

2.70 

1.20 

0.60 

0.30 

3.50 

029 

28.30 

1.40 

0.70 

0.40 

27.80 

030 

4.00 

1.30 

0.30 

0.20 

3.30 

031 

1.60 

0.60 

0.20 

0.10 

3.10 

032 

53.70 

14.20 

3.00 

2.00 

55.70 

033 

1.40 

0.80 

0.50 

0.30 

2.60 

034 

1.10 

0.60 

0.30 

0.20 

2.10 

035 

2.80 

1.20 

0.60 

0.30 

5.20 

036 

21.20 

5.30 

1.40 

0.30 

14.70 

037 

61.90 

8.30 

2.00 

1.00 

70.90 

038 

6.70 

1.00 

0.50 

0.30 

19.40 

039 

16.30 

2.40 

1.10 

0.90 

9.90 

040 

11.90 

0.50 

0.10 

0.10 

11.40 

041 

1.60 

0.60 

0.40 

0.20 

6.10 

042 

1.80 

0.90 

0.60 

0.30 

3.60 

043 

0.90 

0.50 

0.30 

0.10 

2.70 

044 

5.70 

0.10 

0.10 

0.00 

8.70 

045 

22.90 

4.20 

0.40 

0.30 

14.10 

046 

10.30 

0.90 

0.30 

0.20 

21.20 

047 

1.90 

0.80 

0.50 

0.20 

2.70 

048 

2.50 

1.10 

0.70 

0.30 

3.70 

049 

0.80 

0.40 

0.20 

0.10 

1.50 

050 

0.70 

0.40 

0.20 

0.10 

1.30 

051 

1.10 

0.60 

0.30 

0.20 

1.80 

052 

1.00 

0.50 

0.30 

0.20 

2.10 

053 

0.60 

0.30 

0.20 

0.10 

0.70 

054 

0.80 

0.40 

0.20 

0.10 

1.40 

055 

0.40 

0.20 

0.10 

0.10 

1.00 

056 

1.10 

0.60 

0.30 

0.20 

2.60 

057 

2.60 

0.60 

0.20 

0.10 

5.60 

058 

1.90 

0.90 

0.50 

0.30 

3.70 

059 

1.40 

0.70 

0.30 

0.20 

3.20 

060 

1.00 

0.50 

0.30 

0.20 

1.70 

061 

1.70 

0.90 

0.50 

0.30 

3.00 

062 

1.90 

0.50 

0.20 

0.10 

32.30 
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Micro¬ 

watershed 

Code 

Dependability Level, % 

Mean 

25 

50 

75 

90 

Water Yield, Mm 3 

063 

2.40 

0.50 

0.20 

0.10 

4.90 

064 

0.80 

0.40 

0.20 

0.10 

1.70 

065 

1.50 

0.90 

0.50 

0.30 

2.10 

066 

1.10 

0.20 

0.10 

0.10 

2.60 

067 

1.30 

0.70 

0.40 

0.20 

2.20 

068 

1.00 

0.50 

0.30 

0.20 

1.90 

069 

0.70 

0.40 

0.20 

0.10 

1.10 

070 

1.90 

0.90 

0.50 

0.30 

3.40 

071 

3.80 

1.10 

0.60 

0.20 

62.70 

072 

1.20 

0.60 

0.30 

0.20 

2.00 


3. Imported Surface Water 

3.1 General 

The Outside Basin has very little locally generated water sources and the 
reliance is on imported water supplied by the following systems: 

• Gang Canal, 

• Bhakra Canal, 

• Nohar Sidhmukh, and 

• IGNP (Indira Gandhi Nahar Project) 

Details of the systems are described in Section 7.2 of the Main Report. 

3.2 Water Use 

As described in Section 7.2 of the Main Report, the Consultants have analysed 
information pertaining to the relevant rivers, dams and diversions, as detailed 
in the respective sections of the Main Report in order to assess the availability 
of the imported water at different levels of dependability; Table 3.2-1 
summarises the findings of these studies. 

Table 3.2-1; Total Water Availability of Ghaggar - Outside Basin Schemes, Mm 3 /yr 


Source 

Mean 

25% 

50% 

75% 

90% 

IGNP Stage 1 

4,428 

6,018 

4,132 

3,110 

2,645 

IGNP Stage II 

4,934 

6,698 

4,598 

3,461 

2,944 

Gang Canal 

1,776 

1,910 

1,740 

1,650 

1,610 

Bhakra Canal 

1,998 

2,138 

2,020 

1,836 

1,607 

Sidhmukh-Nohar Areas 

580 

621 

586 

533 

466 

Total 

13,716 

17,385 

13,076 

10,590 

9,272 

100.0% 

126.7% 

95.3% 

77.2% 

67.6% 


The mean imported share of the Outside Basin is given in Table 3.2-2. 
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Table 3.2-2: Area Served by Imported SW in Outside Basin 


Serving Project 

District 

Block 

CCA, km 2 

Mean 

Water 

Availability, 

Mm 3 /yr 

Gang Canal 

Ganganagar 

Anupgarh 

2.84 

1.25 

Ganganagar 

708.81 

312.84 

Karanpur 

694.54 

306.55 

Padampur 

677.33 

298.95 

Raisinghnagar 

717.08 

316.49 

Sadulshahar 

146.42 

64.62 

Suratgarh 

17.79 

7.85 

Sub-total in Ganganagar District 

2,964.81 

1,308.55 

Hanumangarh Pilibanga 

25.60 

11.30 

Sub-total in Hanumangarh District 

25.60 

11.30 

Total from Gang Canal 



2,990.41 

1,319.85 

Bhakara Canal 

Ganganagar 

Ganganagar 

2.45 

1.01 

Padampur 

46.50 

19.13 

Sadulshahar 

683.10 

280.96 

Suratgarh 

56.89 

23.40 

Sub-total in Ganganagar District 

788.94 

324.50 

Hanumangarh 

Bhadra 

361.30 

195.40 

Hanumangarh 

404.27 

218.65 

Nohar 

199.02 

107.64 

Pilibanga 

334.82 

181.08 

Sangariya 

364.09 

196.91 

Tibi 

87.51 

47.33 

Sub-total in Hanumangarh District 

1,751.01 

947.01 

Total from Bhakara Canal 



2,539.95 

1,271.51 

Nohar Sidhmukh 

Churn 

Rajgarh 

77.75 

36.11 

Sub-total in Churu District 

77.75 

36.11 

Hanumangarh 

Bhadra 

509.72 

236.73 

Nohar 

510.23 

236.96 

Rawatsar 

24.06 

11.18 

Tibi 

19.43 

9.02 

Sub-total in Hanumangarh District 

1,063.44 

493.89 

Total From Nohar Sidhmukh 



1,141.19 

530.00 

IGNP Canal System 

Barmer 

Sheo 

389.25 

111.14 

Sub-total in Barmet District 

389.25 

111.14 

Bikaner 

Bikaner 

217.20 

105.78 

Khajuwala 

1,762.15 

953.30 

Kolayat 

3,025.25 

873.36 

Lunkaransar 

775.82 

395.07 

Sub-total in Bi 

kaner District 

5,780.42 

2,327.51 

Churu 

Churu 

2.76 

0.79 

Rajgarh 

171.03 

48.83 

Sardarshhar 

557.73 

159.25 

Taranagar 

493.29 

140.85 

Sub-total in Churu District 

1,224.81 

349.72 

Ganganagar 

Anupgarh 

115.84 

82.45 

Ghadasana 

1,163.14 

827.79 

Raisinghnagar 

11.87 

8.45 
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Serving Project 

District 

Block 

CCA, km 2 

Mean 

Water 

Availability, 

Mm 3 /yr 

IGNP Canal System 

Ganganagar 

Suratgarh 

183.35 

130.49 

Sub-total in Ganganagar District 

1,474.20 

1,049.18 

Hanumangarh 

Bhadra 

41.39 

11.82 

Hanumangarh 

6.95 

4.95 

Nohar 

415.10 

127.06 

Rawatsar 

966.67 

498.61 

Tibi 

116.96 

83.24 

Sub-total in Hanumangarh District 

1,547.07 

725.68 

Jaisalmer 

Jaisalmer 

3,099.47 

884.99 

Sam 

2,844.55 

812.21 

Sankra 

2.77 

0.79 

Sub-total in Jaisalmer District 

5,946.79 

1,697.99 

Jodhpur 

Bap 

960.60 

274.28 

Sub-total in Jodhpur District 

960.60 

274.28 

Total from IGNP Canal System 

17,323.14 

6,535.50 

Grand Total in Outside Basin 

23,994.69 

9,656.86 


4. Groundwater 

4.1 Basic Characteristics 

4.1.1 Physiography 

The Outside Basin consists of a vast monotonous sandy plain of very low to 
moderate general slope broken by sand dunes and a few isolated hills for most 
part of the basin. Its covers an area of 1,30,522.48 km 2 . It has a typical desert 
terrain, with very low rainfall and high evaporation. However, owing to high 
vertical porosity significant recharge can take place whenever a source of 
water for induced for recharge. The induced recharge contributes to soil 
moisture and accreting the groundwater. This has resulted in a changed 
scenario in the desert by increased agriculture, e.g. in Ganganagar and 
Hanumangarh Districts, which are covered by a network of canals. 

The land forms in this Basin comprise: (i) Alluvial plains, both aggradational 
and degradational; (ii) aeolian landscape in the form of a sandy plain with sand 
dunes of varying magnitudes, both the types i.e. stabilized and drifting, and 
inter-dunal valleys; and (iii) hard rock hills, in the form of small ranges or 
isolated inselbergs, protruding from the sandy plain. 

Flat aggraded Alluvial plains, in the form of abandoned flood plains or high 
level terraces (comprising Older Alluvium), or the present flood plains or low 
level terraces (comprising Younger Alluvium), are seen in Bikaner and other 
areas where drainage, even though seasonal, is evidenced by somewhat defined 
channels. These plains are often covered with sand and sand mounds that may 
be up to about 1 m in height. 

Plain areas about 650 km 2 in size exist in the extreme southern corner of 
Bikaner District and in Kolayat Tehsil, where the Older Alluvium has been 
washed away and red gravely kankar exposed. Similarly, there are weathered 
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mantle and exposed rocky surfaces, steep in the upper portion, but mild in the 
lower portion, which represent the degradational plains in this part of the basin. 

Various types of sand-dunes are observed in the area: the stabilized, active or 
drifting type with rolling topography, i.e. longitudinal dunes partly anchored 
and elongated in the windward direction, or the transverse type, i.e., 
perpendicular to the prevailing wind direction or north-east - southwest or 
north-north-east - south-south-west trending, e.g. west of Barmer. Between the 
sand dunes are inter-dunal flat plains or valleys. The stabilised dunes may be 
about 10-60 m in height whereas the active dunes may be up to about 15 m in 
height, e.g. in Bikaner District area. There may also be dune chains of 3 to 7 m 
height. 

Hills form part of the Outside Basin landscape, both in the form of hill ranges 
and isolated hillocks. Thus, the Aravali form the watershed for the Outside 
Basin in Sikar and Jhunjhunun Districts. This watershed is defined by the hill 
ranges “Matajika Bas” (27°26’:75°10’) and the Raghunathgarh Block 
Protected Forest (PF) (27°40:75°25’), trending north-north-east - south-south- 
west to north-east - south-west, with a wind gap between the two ridges 
through which the Ringus-Sikar railway line passes. A chain of escarpments 
and ridges runs in Jodhpur from Bilara (26°15’:73°30’) in the Luni Basin to 
Shergarh (26°20’:72°17’) in the Outside Basin area; these ridges are formed of 
post-Delhi intrusives and Jodhpur Sandstone. Alluvial plains and sand filled 
valleys exist within these hills. Whaleback-type sand dunes are also found on 
the crests of these ridges. Jaisalmer District contains parallel ridges and 
isolated hillocks formed of Limestone and ferruginous Sandstones, with flat 
topographic features consisting of common Sandstones, a morphology type 
that has developed as a result of differential weathering of the rock formations. 
In Barmer District, isolated hillocks are found west of Chohatan, near Jaisal 
Railway Station (25°42’:71°10’), and north and west of Barmer town. In Jalore 
District there are low-profile hills which form the water divide between the 
Sagi River drainage system (Luni Basin) and the drainage system of the 
Outside Basin. 

Aravali hill range in Sikar and Jhunjhunun Districts are structural hills 
following strike of Aravali the regional. Hills elsewhere in the Outside Basin 
are of relict type. Erosional hills forms of inliers of Older rock formations 
within the Quaternary sediments. 

4.1.2 Geomorphology 

The Outside Basin constitutes a closed basin in as drainage in this area is not 
clearly defined i.e. streams are originating and ending within the plain itself. 
Owing to scanty rainfall, the streams carry only peak flood waters and are 
purely seasonal. Their channels are ill-defined and they disappear in the desert 
after travelling a short distance. There appears to be a sub-surface groundwater 
divide determining the flow directions. This divide has a near east - west trend 
and passes through Osian town northwest of Jodhpur, and south of Jaisalmer 
town. 

There are no major channels in Bikaner, Churn, Jhunjhunun, Sikar, Nagaur, 
Jodhpur, Jaisalmer and Barmer Districts. Minor ephemeral streams such as Ver 
Nadi and Luniwala originate in the hills around Siwana and elsewhere in 
Barmer District. In Jaisalmer District, topographic depressions mark seasonal 
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channel courses, including the Lathi, Sukri, Gujri, Baisakhi and Kak. In 
Jodhpur District, the internal drainage system is represented by its origin 
between Balesar (26°21’:72 0 19’) and Bairn (26 0 25’:72 0 53’). The Kantli 
drainage system in Sikar, Jhunjhunun and Churu Districts is not a part of the 
Outside Basin. 

4.1.3 Geology 

The Geological sequence of rock formations in Outside Basin is given in Table 
4.1-1. 


Table 4.1-1: Geological Sequence in Outside Basin 


Era 

Super-Group 

Group 

Rock Formation 

QUATERNARY 

Recent to Sub-Recent 

Alluvium & Sand 
dunes 

Sand, silt & clay 


-x-x-x-Unconformity-x-x-x- 


CainozoicC 

CAINOZOIC 

Palaeocene 

to 

Eocene 

Banda/Khuiala/Sanu/ 
Palana Series 

Sandstone 

Limestone, bentonitic clay, 

Fuller's earth and lignite seams 

v v _v_ 1 Inrnnfnrmitx/ _v_ v y — 

A A A Ul IUUI IIUI 11 my A A A 

Upper Cretaceous to 
Palaeocene 

(Deccan Trap) 

Basaltic lava flows with inter- 
Trappean sediments 

Cretaceous 

Abur Series 

Sandstone, Limestone, clay and 
lignite 

Mesozoic 


Parihar Series 

Badesar Series 

Felspathic Sandstone 

Ferruginous Sandstone 

MESOZOIC 

Jurassic 

Baisakhi Series 
Jaisalmer Series 

Calcareous Sandstone 
Fossiliferous Limestone, 
Sandstone, etc. 


Lathi Series 

Sandstone, shale, etc. 


v v v_ | Inrnnfnrmih/ _v_ v Y _ y- 

A A A L/IIOUI II Ul II IIIV A A A A 

RALAEOZOIC 

Permo Carboniferous 

Badhaura Series 
(Bap Boulder Bed) 

Sandstone and boulders 


v v _v_ 1 Inrnnfnrmih/ -v_ v Y _ y__ 

A A A U 1 IUUI 11 Ul 1 1 11 iy A A A A 

Palaeozoic 

MARWAR SUPER - GROUP 

Nagaur Group 

Bilara Group 

Jodhpur Group 

Sandstone, Limestone, gypsum 
and siltstone 

Limestone and dolomite 
Sandstone, shale and boulder 
bed 


-x-x-x-Unconformity-x-x-x-x- 

PROTEROZOIC 

POST DELHI INTRUSIVES 
AND EXRUSIVES 

Malani Rhyolite, 

Jalore, 

Erinpura Granites, 
Siwana 

Acid, basic and ultrabasic 
intrusives and extrusives 


v v _v_ 1 Inrnnfnrmih/ -v_ v Y _ y_ 

A A A U 1 IUUI 11 Ul 1 1 11 iy A A A A 

PROTEROZOIC 

DELHI-SUPER-GROUP 

Ajabgarh Group 
(Rhythmites, Pilani 
Formation) 

Quartzite and mica-schist, calc- 
schist and gneiss, marble, basic 
flows, etc. 

Alwar Group 

Felspathic quartzite, with 
intercalations of magnetite, 
hematite bands conglomerate 
and mica schist 

PROTEROZOIC 

DELHI-SUPER-GROUP 

Sirohi Group 

Phyllite, Mica Schist and Biotite 
Schist 
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Era 

Super-Group 

Group 

Rock Formation 



Punagarh Group 

Shale, Slate, Phyllite, Mica 

Schist and Quartzite 

Raialo Group 

Marble (Makrana quarries), 
dolomite, quartzite, schists and 
conglomerates 

DELHI SUPER 
GROUP 

v v v anrl hacir 1 r»tn ioi\/e*\ y v Y Y 

A A A ^vJIdllllC dl IU UdolO IllllUoIVCy A A A A 

Archaean 

Archaean 

Ranthambhor Group 

Phyllite, Slate, Schist, Gneiss, 
Granite, Migmatite, etc. 


Source: Geological survey of India (G.S.S.) 


The Outside Basin has six geological formations. Nearly half of the basin is 
occupied with recent Alluvium and wind blown sand deposits. Remaining half 
of the basin comprises Limestone/Dolomite, Granite Rocks, Phyllite & Schist, 
Gneisses, Sandstone and Shale rock formations. The Phyllite & Schist cover 
very small area of basin. Prominent groundwater producing formations are 
Alluvium, Limestone and Sandstone. 

4.1.4 Sub-Surface Hydrogeology 

A panel diagram of Palna-Nagaur area (see Figure 4.1-1 and Figure 4.1-2) 
depicts the 3-D aquifer geometry of Tertiary sedimentary rock units. The 
aquifer disposition represents area between Bikaner-Nagpur-Paneri and 
Bandanu section that lies between 27°15’ N and 28°00’ N latitude. It may be 
seen that unsaturated Sandstone aquifer unit exposed on the land surface 
extends up to the depth of 120 to 150 m. The underlying freshwater bearing 
Sandstone aquifer intercalated with clay-stone units extends down to depth of 
100 m to 300 m. The fresh water bearing Sandstone is further underlain 
beyond there depths by an unproductive saline clay-stone and Limestone 
aquifers units. 

Another panel diagram (see Figure 4.1-1 and Figure 4.1-3) depicts the 3-D 
disposition of Lathi Sandstone aquifer further south lying between 26°30 N 
and 27°00’ N latitudes in Jaisalmer District. It may be seen that unsaturated 
Jaisalmer Sandstone aquifer of about 50 to 150 m thickness is underlain by 
fresh water bearing Sandstone aquifer down to maximum depth of 300 m, 
below which unproductive and saline ground bearing sedimentary rocks 
followed by the basement. 

The sub-surface hydrogeology has been studied with the help of four 
hydrogeological cross-section along A-A', B-B', C-C' and D-D'. These cross- 
sections have been prepared on the basis of exploratory tube wells and 
piezometers drilled by CGWB and RGWD. The cross-section lines and their 
respective alignments have been shown in Figure 4.1-1. The sub-surface 
hydrogeology is based on these cross -sections. 

• A-A' along Loha-Ratangarh-Bhanpur 

• B-B' along Chandgoti-Sahwa 

• C-C' along Rajwai-Bhopa: 

• D-D' along Jaisalmer-Fatehgarh 
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Hydrogeological Cross-Section along Loha-Ratangarh-Bhanipura A-A', 
Outside Basin 

This hydrogeological cross-section A-A' (see Figure 4.1-4 and Figure 4.1-5) of 
Outside Basin has been drawn from Loha village in eastern part of the basin to 
Bhanipur village in north-eastern part of the basin. The total length of the 
cross-section is 87 kms. The ground elevations range from RL 222 m 
(Bhanipura) to RL 321 m (Loha) amsl. The cross-section reveals that eastern 
part of Outside Basin is occupied by Older Alluvium of quaternary age up to a 
depth of 96 m. Granite-Gneiss as Post-Delhi Intrusive, form the main 
basement at 80 to 96 m depth. However, in the north -eastern part, there is the 
fault (F-F) which has displaced the Older Alluvium and Granite-Gneiss 
between the villages Sardarshahar and Bhanipur. The depth of Alluvium is up 
to 295 m as the Granite-Gneiss has been displaced in this area. In Bhanipur 
village Sandstone with ferruginous Shale is encountered at 295 m depth and is 
underlain by Granite-Gneiss. 

The groundwater level in the cross-sectional area ranges from 46 m (Malasar) 
to 48 m (Loha and Ratangarh) bgl. 

Hydrogeological Cross-Section along Chandgoti-Sahwa B-B', Outside 
Basin 

The cross-section B-B' (see Figure 4.1-4 and Figure 4.1-6) of Outside Basin 
has been drawn between Chandgoti village and Sahwa village in the north¬ 
eastern part of the Outside Basin. Total length of the cross-section is 81 kms. 
The ground level elevations range from RL 224 m (Sahwa) to RL 274 m 
(Chandgoti) amsl. The cross-section reveals that north eastern part of Outside 
Basin is occupied by Older Alluvium of quaternary age comprising of fine 
grained to coarse grained sand along with silt, clay and kankar up to a depth of 
87 to 100 m. Alluvium contains comparatively well-sorted sediments of fine to 
coarse grained sand and with gravels at a depth of 20 m to 25 m with thickness 
of 25 to 28 m throughout the langth of cross-sectional area. In north western 
side of the section-Jodhpur Sandstone intercalated with ferruginous Shales of 
Palaeozoic age are encountered at depths of 52 to 55 m (Dhirawas and Sahwa 
villages). The crystalline basement of Granite-Gneiss as Post-Delhi Intrusive is 
encountered at 87 to 100 m depth throughout the cross sectional area. 

The groundwater levels range from 26 m (Sahwa) to 54 m (Chandgoti) bgl. 
The saturated thickness of Alluvium in south eastern side of the cross-section 
area is 50 to 75 m bgl around Chandgoti and Sankhu villages. In north western 
side of the cross-sectional area, saturated thickness of Alluvium is 50 m bgl. 

Hydrogeological Cross-Section along Rajwai-Bhopa C-C', Outside Basin 
(Jaisalmer Area) 

This cross-section C-C' (see Figure 4.1-4 and Figure 4.1-7) of Outside Basin 
has been drawn between Rajwai and Bhopa villages in the south-western part 
of Outside Basin. Total length of the cross-section is 39 kms. Ground level 
elevations range from RL 222 m amsl (Rajwai village) in northern eastern part 
of the cross-sectional area to RL 255 m amsl (Devikot village), in the south¬ 
western part of the cross-sectional area. The cross-section reveals that south¬ 
western part of the basin, particularly in cross-section area is mainly occupied 
by Lathi Sandstone of Jurassic age. Intercalations of Shale of varying thickness 
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are also encountered. The Sandstone is poor to moderately lithified, medium 
grained interspersed with shale. In villages Rajwari and Bhopa, intercalations 
of shale are encountered at shallow depth with thickness of 10 to 30 m; (can 
also be seen as exposes in the area). 

The groundwater level in Rajwai village in north-eastern part of the cross- 
sectional area is 118m bgl while in Bhopa village in south-western part of the 
cross-sectional area the water level is 122 m bgl. 

Hydrogeological Cross-Section along Jaisalmer-Fatehgarh D-D', Outside 
Basin 

This cross-section D-D' (see Figure 4.1-4 and Figure 4.1-8) of Outside Basin 
has been drawn between Jaisalmer and Fatehgarh in the south-western part of 
the basin. The total length of the cross-section is 75 kms. The ground level 
elevations range from RL 236 m (Jaisalmer) to RL 257 m (Fatehgarh) amsl. 
The cross-section reveals that Lathi Sandstone of Jurassic age is the major 
formation in the entire cross sectional area. In the area near Jaisalmer, 
Sandstone is overlain by Limestone of Jurassic age. The Sandstone is underlain 
by Rhyolite/ Granite which forms basement in most part of the area are of pre- 
Cambrian age. The explored thickness of Sandstone aquifer ranges from 150 to 
465 m. The water level ranges from 78 m bgl (Jaisalmer) to 118 m (Rajwai) 
bgl. 
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Figure 4.1-1 Hydrogeological Cross Section Line Panel Diagram of Outside Basin 
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Source : CGWB and RGWD 
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Figure 4.1-2 Panel Diagram Palana-Nagaur Basin of Outside Basin 
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Figure 4.1-3 Panel Diagram of Lathi Aquifer of Outside Basin 



Source: CGWB and RGWD 
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Figure 4.1-4 Hydrogeological Cross Section Line of Outside Basin 
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Source: CGWB and RGWD 
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Figure 4.1-5 Hydrogeological Cross Section of Outside Basin A-A' 


HYDROGEOLOGICAL CROSS SECTION A-A', OUTSIDE BASIN 



Source: CGWB and RGWD 
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Figure 4.1-6 Hydrogeological Cross Section of Outside Basin B-B' 
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Figure 4.1-7 Hydrogeological Cross Section of Outside Basin C-C' 
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Figure 4.1-8 Hydrogeological Cross Section of Outside Basin D-D' 
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4.2 Aquifer Units 

4.2.1 Description 

The hydrogeological formations that occur in the Outside Basin are represented 
by Younger Alluvium, Older Alluvium, Tertiary Sandstone, Jurassic 
Sandstone, Vindhyan Sandstone, Bilara Limestone, Jalore Granite, Rhyolite, 
Phyllite & Schist and Quartzite. The Alluvium of Quaternary to recent age 
comprises sediments of aeolian and fluvial origin represented by sand, gravel 
and silt mixed with varying amount of clay and kankars. It occupies a large 
portion of the basin covering areas west of Barmer, Jalore, Jodhpur, Nagaur, 
Bikaner, Churu, Sikar and Jhunjhunun Districts. Sandstone and Limestone of 
Marwar Super-group occur around Jodhpur, Nagaur and eastern part of 
Jaisalmer District, whereas, Jurassic Sandstone of Mesozoic age occurring in 
Jaisalmer and Bikaner Districts. The Sandstone of Tertiary age occurs around 
Nokha, Bikaner and Lunkaransar and Dungargarh areas of Bikaner District. 
Tertiary Sandstone occurs in western and northern part of Jaisalmer north and 
north western Barmer District. Jalore Granite and Rhyolite aquifers occur in 
small area in Sankra Block of Jaisalmer District and north eastern part of 
Barmer District area in the extreme south west of the basin area. 

The Granite and Rhyolite units occur as intrusive and extrusive in north¬ 
western part of Barmer District, over a small area in Sankra Block of Jaisalmer 
District. Phyllite & Schist and Quartzite occupy areas in Neem-Ka-Thana and 
Khandela Blocks in the eastern part of Sikar District and in Buhana Block of 
Jhunjhunun District. The area occupied by different aquifer units is given in 
the Table 4.2-1. 

Table 4.2-1: Aquifer Units with Occupied Area in Outside Basin 


Sub-basin 

Aquifer Units 

Area (km 2 ) 


Older Alluvium 

2,413.07 

Fragmented 

Tertiary Sandstone 

2.14 

Vindhyan Sandstone 

149.77 


Younger Alluvium 

504.66 

Sub-basin Total 


3,069.65 

Sub 1 

Younger Alluvium 

5,566.28 

Sub-basin Total 


5,566.28 


Older Alluvium 

2,401.83 

Sub 2 

Tertiary Sandstone 

1,652.50 

Vindhyan Sandstone 

1,171.28 


Younger Alluvium 

2,291.54 

Sub-basin Total 


7,517.14 


Older Alluvium 

13,733.64 


Quartzite 

269.64 

Sub 3 

Tertiary Sandstone 

174.17 


Vindhyan Sandstone 

1,098.81 


Younger Alluvium 

8,305.82 

Sub-basin Total 


23,582.09 


Bilara Limestone 

91.46 


Older Alluvium 

9,807.51 

Sub 4 

Phyllite & Schist 

1,393.94 


Quartzite 

221.95 


Tertiary Sandstone 

7,785.89 
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Sub-basin 

Aquifer Units 

Area (km 2 ) 

Sub 4 

Vindhyan Sandstone 

3,481.82 

Younger Alluvium 

553.15 

Sub-basin Total 


23,335.71 


Bilara Limestone 

8,057.95 


Jalore Granite 

748.16 


Jurassic Sandstone 

7,200.63 


Older Alluvium 

3,720.72 

Sub 5 

Phyllite & Schist 

483.21 

Quartzite 

7.03 


Rhyolite 

942.36 


Tertiary Sandstone 

4,471.77 


Vindhyan Sandstone 

12,242.29 


Younger Alluvium 

4,390.62 

Sub-basin Total 


42,264.74 


Jalore Granite 

1,021.86 


Jurassic Sandstone 

6,321.50 

Sub 6 

Older Alluvium 

1,202.91 

Rhyolite 

1,412.32 


Tertiary Sandstone 

5,442.60 


Younger Alluvium 

9,785.71 

Sub-basin Total 


25,186.89 

Basin Total 


130,522.48 

Source: CGWB and 1 

RGWD 


The aquifer map (hydrogeological unit map) of the basin is presented in 
Drawing No. OUT-GW-OOl (in Volume 3c). The northern, eastern and western 
parts of the basin are occupied with Older and Younger Alluvium aquifer units, 
and central and western by Sedimentary and hard rock formations. In this basin 
also, 08 out of 19 units are Sedimentary and hard rock aquifer units, the 
principal among these are Younger and Older Alluvium, Jurassic Sandstone, 
Tertiary Sandstone and Bilara Limestone units. The hydrogeological 
characteristics of the various aquifer units of the basin are shown in Table 
4.2-2. 

4.2.2 Aquifer Characteristics 

The table indicates that the average aquifer depth of Alluvium aquifers 
(Younger and Older Alluvium) range from 99.30 m in Older Alluvium of sub¬ 
basin 5 to 244.98 m in Younger Alluvium aquifer in the same sub-basin area. 
In sedimentary aquifer units (Tertiary Sandstone, Jurassic Sandstone, Bilara 
Limestone and Vindhyan Sandstone) the average depth of aquifer ranges from 
108.34 m in Vindhyan Sandstone of sub-basin 3 to 220.05 m in Jurassic 
Sandstone aquifer in Sub-basins 6. In hard rock aquifer units (Rhyolite, 
Quartzite and Phyllite & Schist) the average depth of aquifers range from 
40.26 to 101.84 m in sub-basin 6 & 4 respectively. The maximum depth 
explored in Alluvium aquifers in 556.60 m in Younger Alluvium of sub-basin 
5 at village Lakhansar. In sedimentary rock aquifers maximum depth of 613.40 
m was drilled at village Mudh in Tertiary Sandstone aquifer whereas in hard 
rock aquifers the maximum depth drilled was 229.60 m from the surface at 
village Udrasar both in sub-basin 4 area of the basin. 

In Alluvium aquifers the minimum static water level of 0.81 m bgl was 
recorded at village Rampur in Older Alluvium of sub-basin 5 to the maximum 
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water level of 104.50 m bgl was recorded at village Adsar-2 in Sub-basin 4 in 
the same aquifer. The average static water level in this aquifer range from 
18.98 to 50.44 m bgl in Younger Alluvium of sub-basin 1 and sub-basin 2 
respectively. 

In sedimentary formations the minimum water level of 0.60 m bgl was 
recorded at village Ludarwa in sub-basin 5 and the maximum of 147.00 m bgl 
at village Sanchoti in Jurassic Sandstone of sub-basin 6. The average static 
water level in these aquifers range from 40.38 m bgl to 96.79 m bgl in Vidhyan 
Sandstone of sub-basin 2 and Jurassic Sandstone of sub-basin 6 respectively. 

Similarly in hard rock aquifers the minimum static water level of 6.00 m bgl 
was recorded in Phyllite & Schist of aquifer in sub-basin 4 at village Ladunun 
III and the maximum of 65.00 m bgl at village Lacchmangarh in Quartzite 
aquifer of sub-basin 4. 

However the average static water levels in hard rock aquifers range from 19.83 
to 41.00 m bgl in Phyllite & Schist and Quartzite aquifers of Sub-basin 5 and 
sub-basin 4 respectively. 

The average discharge of wells in Alluvium aquifer range from 0.83 lps in 
Older Alluvium (sub-basin 6) to 12.08 lps in the same aquifer in Sub-basin2. 
In sedimentary aquifers the average discharge of wells range from 0.83 lps in 
Yindhyan Sandstone of Fragmented Sub-basin to 14.06 lps in Jurassic 
Sandstone of sub-basin 5. In hard rock aquifers the average minimum 
discharge was recorded as 0.19 lps in Rhyolite aquifer of sub-basin 6 and 
average discharge of 7.91 lps in Phyllite & Schist aquifer of sub-basin 4 in the 
basin area. 

The average specify capacity of wells in the Alluvium formation range from 
0.02 to 7.47 lps/m both in Older Alluvium aquifer of sub-basin 6 and sub-basin 
2 respectively. The specific capacity of wells in sedimentary rock formations 
range from 0.30 to 6.38 lps/m in Tertiary Sandstone aquifers in sub-basin 3 
and sub-basin 2, whereas, in hard rock aquifers it ranges from 0.30 to 1.40 
lps/m drawdown in Quartzite of sub-basin 4 and 3 respectively. 

The average transmissivity in Alluvium aquifer range from 299.83 m 2 /day in 
Older Alluvium sub-basin 4 to 1,073.26 m 2 /day in Younger Alluvium 
formation of sub-basin 3, whereas in sedimentary rocks the average 
transmissivity of aquifers range from 15.70 m 2 /day in Bilara Limestone of sub¬ 
basin 5 to 1,398.43 m 2 /day in Jurassic Sandstone aquifer in the same sub-basin 
area. 
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Table 4.2-2: Hydrogeological Characteristics of Aquifer Units of Outside Basin 


Basin 

Sub-basin 

Aquifer Units 

Depth 

Drilled 

(m) 

Static Water Level 
(m bgl) 

Discharge 

(Ips) 

Drawdown (m) 

Specific 

Capacity 

(Ips/m) 

Transmissivity 

(m 2 /day) 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Outside 

Basin 

Fragmented 

Older Alluvium 

150.00 

240.00 

182.13 

21.30 

49.10 

29.75 

7.50 

13.33 

10.65 

1.80 

12.12 

5.34 

1.10 

5.09 

3.25 

- 

- 

- 

Vindhyan Sandstone 

186.29 

186.29 

186.29 

68.00 

68.00 

68.00 

0.83 

0.83 

0.83 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Younger Alluvium 

59.00 

415.88 

160.26 

6.00 

48.35 

21.85 

1.00 

7.33 

3.83 

6.60 

6.60 

6.60 

0.15 

0.15 

0.15 




Subl 

Younger Alluvium 

27.00 

248.00 

111.31 

5.10 

43.79 

18.98 

0.34 

18.33 

4.48 

3.50 

18.44 

7.72 

0.43 

4.49 

2.10 

80.00 

604.00 

353.00 

Sub 2 

Older Alluvium 

171.60 

336.00 

234.80 

18.50 

29.03 

23.77 

7.50 

16.67 

12.08 

1.36 

2.80 

2.08 

2.68 

12.25 

7.47 

- 

- 

- 

Tertiary Sandstone 

67.50 

249.00 

139.17 

21.00 

66.00 

52.29 

0.17 

7.50 

2.74 

0.40 

26.10 

10.65 

0.06 

18.75 

6.38 

- 

- 

- 

Vindhyan Sandstone 

73.50 

184.71 

132.45 

5.94 

70.00 

40.38 

0.33 

2.52 

1.32 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Younger Alluvium 

60.00 

261.00 

181.25 

16.00 

80.60 

50.44 

0.56 

4.63 

2.48 

1.75 

25.50 

8.22 

0.08 

2.45 

0.90 

0.84 

1112.00 

450.00 

Sub 3 

Older Alluvium 

15.00 

228.00 

100.69 

2.22 

80.62 

41.23 

0.17 

189.17 

6.25 

0.35 

36.58 

6.50 

0.04 

12.67 

1.78 

27.02 

3914.30 

749.35 

Quartzite 

42.00 

129.00 

85.75 

21.55 

44.00 

32.00 

0.56 

8.82 

4.71 

4.50 

4.50 

4.50 

1.40 

1.40 

1.40 

- 

- 

- 

Tertiary Sandstone 

108.00 

183.00 

138.67 

60.78 

62.19 

61.66 

2.50 

2.67 

2.58 

8.93 

8.93 

8.93 

0.30 

0.30 

0.30 

- 

- 

- 

Vindhyan Sandstone 

49.40 

235.75 

108.34 

42.00 

56.45 

49.74 

0.40 

7.56 

3.99 

1.28 

4.16 

2.84 

0.13 

2.57 

1.51 

- 

- 

- 

Younger Alluvium 

55.00 

295.45 

127.69 

6.00 

68.00 

37.35 

0.38 

10.55 

3.49 

3.43 

8.45 

5.35 

0.10 

3.08 

1.53 

56.95 

1646.53 

1073.26 

Sub 4 

Older Alluvium 

36.00 

466.00 

106.41 

1.60 

104.50 

44.58 

0.20 

38.42 

4.81 

0.76 

33.98 

8.57 

0.04 

10.37 

1.22 

1.78 

1024.00 

363.18 

Phyllite & Schist 

24.30 

229.60 

101.84 

6.00 

50.66 

29.06 

0.92 

23.55 

7.91 

12.03 

12.03 

12.03 

0.33 

0.33 

0.33 

- 

- 

- 

Quartzite 

54.00 

165.00 

96.45 

23.56 

65.00 

41.00 

1.01 

6.50 

3.22 

5.65 

26.35 

16.00 

0.19 

0.41 

0.30 

- 

- 

- 

Tertiary Sandstone 

42.98 

613.40 

195.28 

40.00 

134.55 

78.37 

0.30 

15.78 

3.96 

0.17 

110.00 

12.27 

0.02 

58.82 

4.72 

36.00 

720.00 

256.18 

Vindhyan Sandstone 

21.00 

505.07 

175.28 

26.51 

95.00 

61.36 

1.26 

12.60 

4.43 

1.20 

30.80 

11.13 

0.12 

6.47 

1.56 

122.00 

122.00 

122.00 

Younger Alluvium 

53.00 

556.60 

171.76 

25.00 

64.68 

40.87 

0.50 

15.78 

7.09 

6.00 

11.00 

8.50 

0.45 

2.63 

1.54 

49.40 

186.00 

117.70 

Sub 5 

Bilara Limestone 

31.39 

260.00 

135.51 

20.00 

96.00 

57.32 

0.70 

56.70 

9.18 

1.80 

14.90 

6.53 

0.34 

4.12 

1.57 

3.40 

28.00 

15.70 

Jalore Granite 

62.00 

88.00 

75.00 

23.00 

23.00 

23.00 

1.01 

2.52 

1.76 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Jurassic Sandstone 

7.00 

447.14 

196.76 

0.60 

135.00 

61.08 

0.14 

64.32 

14.06 

2.10 

52.00 

7.86 

0.01 

10.54 

4.23 

397.00 

2211.00 

1398.43 

Older Alluvium 

19.51 

300.00 

99.30 

0.81 

66.00 

38.85 

0.22 

25.27 

5.74 

1.00 

10.40 

5.63 

0.24 

2.19 

0.95 

51.00 

528.00 

299.83 

Phyllite & Schist 

56.00 

94.20 

73.49 

7.00 

34.00 

19.83 

0.25 

3.50 

1.66 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Rhyolite 

60.00 

125.00 

92.50 

17.00 

23.50 

20.25 

0.56 

1.89 

1.23 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Tertiary Sandstone 

100.00 

300.00 

203.33 

26.82 

111.83 

45.64 

1.40 

39.55 

9.95 

1.30 

8.00 

4.65 

0.23 

2.56 

1.40 

- 

- 

- 
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Basin 

Sub-basin 

Aquifer Units 

Depth 

Drilled 

(m) 

Static Water Level 
(m bgl) 

Discharge 

(Ips) 

Drawdown (m) 

Specific 

Capacity 

(Ips/m) 

Transmissivity 

(m 2 /day) 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Min 

Max 

Avg 

Outside 

Basin 

Sub 5 

Vindhyan Sandstone 

51.00 

398.00 

160.24 

10.00 

117.00 

61.88 

0.17 

12.60 

4.17 

0.12 

120.00 

15.33 

0.05 

55.56 

5.65 

13.34 

74.04 

43.69 

Younger Alluvium 

155.77 

344.90 

244.98 

1.50 

74.85 

27.80 

1.17 

18.33 

5.31 

1.53 

45.00 

17.05 

0.03 

6.54 

1.80 

- 

- 

- 

Sub 6 

Jurassic Sandstone 

71.30 

607.47 

220.05 

8.00 

147.00 

96.79 

0.63 

25.35 

5.74 

2.50 

26.94 

8.36 

0.20 

7.37 

1.80 

993.00 

993.00 

993.00 

Older Alluvium 

114.00 

114.00 

114.00 

- 

- 

- 

0.83 

0.83 

0.83 

40.25 

40.25 

40.25 

0.02 

0.02 

0.02 

- 

- 

- 

Rhyolite 

18.00 

76.95 

40.26 

14.50 

29.87 

20.52 

0.10 

0.33 

0.19 

1.20 

5.04 

3.50 

0.02 

0.28 

0.11 

- 

- 

- 

Tertiary Sandstone 

66.30 

305.10 

167.92 

57.00 

80.95 

68.98 

0.84 

0.84 

0.84 

2.89 

2.89 

2.89 

- 

- 

- 

- 

- 

- 

Younger Alluvium 

74.00 

200.00 

135.17 

2.84 

90.00 

44.90 

0.50 

16.67 

5.24 

0.27 

28.00 

6.70 

0.14 

18.52 

3.17 

- 

- 

- 


Source: CGWB and RGWD 


Note: 

1. The data variously pertain to period 1960-2010. 

2. The same value data reflects the availability of data from one place only. 

3. Detailed information on location / village for the above observed parameters values are given in Annex GW-8. 
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4.3 Depth to Groundwater Table 

4.3.1 Monitoring/Observation Wells 

Water levels during Pre-monsoon 2010 were measured in 1,902 wells out of 
which 1,412 wells belonged to RGWD and 490 to CGWB. Their break up is 
given in Table 4.3-1. 


Table 4.3-1: Monitoring/Observation Wells in Outside Basin 


Basin 

CGWB 

RGWD 

Total Observation 
Wells 

Outside Basin 

490 

1,412 

1,902 

Source: CGWB and 1 

RGWD 


4.3.2 Historic Trends of Groundwater Levels 

An analysis of the historic groundwater levels and trends between the years 
1984-2010 are presented below. Weighted average groundwater levels during 
the examined period were generated based on the measured level in each well 
and its Thiessen weight. The weighted average groundwater levels are 
presented in the Figure 4.3-1 and given in Table 4.3-3. 

The Outside Basin is characterized by low annual precipitation ranging from 
80 to 450 mm/yr with an average of about 265 mm/yr 
(Figure 4.3-1). Four large irrigation projects affect a large area of the basin: 
viz. IGNP, Gang, Bhakra and Sidhmukh-Nohar canal networks. Water in these 
projects is imported from the Ravi-Beas-Sutlej projects on rivers of outside 
Rajasthan for irrigation and domestic consumption purposes. Nevertheless, a 
large portion of the water is lost on the way accounted to seepage and 
evaporation losses. 

Figure 4.3-1 presents long-term average groundwater levels during the period 
1984-2010. During that time period groundwater level ranged between 192.14 
m a m si in pre-monsoon 1984 to 193.44 m amsl, during the pre-monsoon 
period of 2010, a total rise of 1.30 m. The overall long-term trend of 
groundwater table presents nearly stable conditions with a negligible increase 
of 5-7 cm/yr. It should be noticed that these are the average values whereas at 
places water table decline rates reach a maximum of -1.65 m/yr and in other 
areas, water table is rising at a rate of 1.85 m/yr (Table 4.3-2). Groundwater 
flow direction is north-westward with a very low hydraulic gradient of about 
400 m in about 500 km (about 0.001). A slight and steady rise in water table 
was observed during the period 1984-2010. The pre-monsoon groundwater 
level varied from 192.14 to 193.44 m with an average of 194 m, and the post¬ 
monsoon groundwater level varied from 192.77 to 194.07 m with an average 
of 194 m (Figure 4.3-1). The rising trend of the groundwater is attributed to the 
significant amount of seepage from canal network along its hundreds of 
kilometres of conveyance. 
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Table 4.3-2: Water Table Decline/Rise* Rates in Outside Basin 


Basin 

Main Formation 

Rate Pre-monsoon [m/yr] 

Rate Post-monsoon [m/yr] 

Mean 

Min 

Max 

Mean 

Min 

Max 

Outside Basin 

Older Alluvium 

0.07 

1.85 

-1.65 

0.05 

1.74 

-1.66 


*(-) indicates water table decline, (+) indicates water table rise 

Figure 4.3-1: Long-Term Groundwater Levels and Rainfall Trends of Outside Basin 1984- 

2010 


River Basin : OUTSIDE 

Main Aquifer: Older Alluvium 
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Source: Groundwater level data of CGWB and RGWD 


Table 4.3-3: Weighted Average Groundwater Levels (m amsl) 1984-2010 - Outside Basin 


Year 

Pre Monsoon 
(m amsl) 

Post Monsoon 
(m amsl) 

1984 

192.14 

192.77 

1985 

192.27 

192.69 

1986 

192.47 

192.79 

1987 

192.75 

192.98 

1988 

192.53 

193.26 

1989 

192.73 

193.84 

1990 

192.80 

193.51 

1991 

193.52 

193.73 

1992 

193.59 

194.51 

1993 

194.00 

194.33 

1994 

194.13 

194.41 

1995 

193.76 

193.96 

1996 

194.12 

194.64 

1997 

194.33 

195.31 

1998 

194.82 

195.27 

1999 

194.97 

194.71 
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Year 

Pre Monsoon 
(m amsl) 

Post Monsoon 
(m amsl) 

2000 

194.40 

194.14 

2001 

194.48 

194.89 

2002 

194.24 

194.08 

2003 

194.05 

194.75 

2004 

194.21 

194.47 

2005 

194.07 

194.20 

2006 

194.01 

194.56 

2007 

194.22 

194.39 

2008 

193.99 

194.17 

2009 

193.89 

193.77 

2010 

193.44 

194.07 


Source: Groundwater level data of CGWB and RGWD 


4.3.3 Depth to Groundwater Level (Year 2010) 

The pre-monsoon period (2010) depth to groundwater level of the basin is 
presented in Drawing No. OUT-GW-002 (in Volume 3c). Generally, the 
groundwater levels are deep. Deeper levels of 20 to 120 m bgl occur in central, 
western and southern parts of the basin. 

The post-monsoon period (2010) groundwater table map of the basin is 
presented in Drawing No. OUT-GW-003 (in Volume 3c). Practically no 
change is noticeable in post-monsoon levels when compared with pre¬ 
monsoon levels of the basin, except very locally around Jaisalmer and Sankra 
areas, where 2-5 m and 5-10 m water level depth zones of pre-monsoon (2010) 
register change to <2 m and 2-5 m level zones. 

4.3.4 Long-Term Groundwater Level Trends 

Although the general average trend of the water table is positive (rise), at 
certain locations in the basin, declining trends are taking place, mainly along 
the southern boundary. Based on the long term groundwater levels trends and 
assuming that the current average precipitation, seepage rate from the canals 
and draft trends will continue during future years, a prediction of the 
monitoring and observation wells (RGWD & CGWB database) which are 
expected to become dry in the future is presented in Table 4.3-5. Accordingly, 
it is estimated that by the year 2020, about -49% of the wells will become dry 
during non monsoon; by the year 2040, about 51% and no further change in 
percentage of dry wells is expected up to the 2060. 


Table 4.3-4: Predicted Average Groundwater Levels in Outside Basin 


Basin 

Pre Monsoon Levels, (m amsl) 

Post Monsoon Levels, (m amsl) 

Current 

Predicted 

Current 

Predicted 

2010 

2020 

2040 

2060 

2010 

2020 

2040 

2060 

Outside Basin 

193.44 

194.13 

195.52 

197.61 

194.07 

194.61 

195.69 

197.31 


Table 4.3-5: Prediction of Dry Observation Wells* - Outside Basin 


Basin 

Pre-monsoon Dry Observation Wells, [%] 

Post-monsoon Dry Observation Wells, [%] 

Current 

Prediction 

Current 

Prediction 

2010 

2020 

2040 

2060 

2010 

2020 

2040 

2060 

Outside Basin 

46 

49 

51 

51 

46 

50 

51 

52 

*RGWD and CGWE 

wells only 
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4.3.5 Groundwater Level Fluctuation 

Table 4.3-6 shows Sub-basin wise/aquifer unit-wise fluctuation in levels of 
groundwater (for data refer Annex GW-3 of Main Report). 

Table 4.3-6: Aquifer-Wise Groundwater Level Fluctuation in Outside Basin 

(Pre monsoon 2010) 


Basin 

Hydrogeological Unit 

Number 
of Wells 

Ground Water Level 
Fluctuation, m 

Min. 

Max. 

Average 

Outside Basin 

Younger Alluvium 

248 

-7.10 

10.10 

0.13 

Older Alluvium 

304 

-5.82 

6.00 

0.03 

Tertiary Sandstone 

97 

-2.60 

8.90 

0.23 

Jurassic Sandstone 

94 

-5.50 

7.50 

0.34 

Bilara Limestone 

41 

-1.95 

6.00 

0.80 

Vindhyan Sandstone 

98 

-4.15 

8.90 

0.43 

Rhyolite 

24 

-0.90 

9.83 

2.64 

Jalore Granite 

27 

-5.43 

9.50 

2.09 

Quartzite 

11 

-1.35 

4.40 

0.71 

Phyllite & Schist 

25 

-1.23 

6.50 

1.04 

Basin Summary 

969 

-7.10 

10.10 

0.33 

Source: Ground water level data year 2010 of CGWB and 

RGWD 


The Outside Basin has minimum and maximum seasonal fluctuations in the 
groundwater levels in the range of -7.10 to 10.10 m, the average being 0.33 m. 
Very low average fluctuations are recorded for various types of aquifer units 
that range from 0.13 m for Younger Alluvium to 2.64 m for Rhyolite and 2.09 
for Jalore Granite aquifers of the basin. 

4.3.6 Groundwater Levels and Flow Directions 

The huge Outside Basin, the area of which amounts to about 30% of the State 
of Rajasthan, is different from the other Hydrogeological basins of the State. 
There is no developed drainage in the area, the only hydrogeological boundary 
is in the south - south east. The other boundaries are State boundaries, in the 
north east (Haryana and Punjab States), in the south west (Gujarat State) and 
international boundary in the north west (Pakistan). The area is drained, by 
means of groundwater outflow across international border to Pakistan, and a 
small amount which flows to the State of Haryana in the north. Considerable 
quantities are being lost through evaporation and due this groundwater as well 
is becoming highly saline, in inner, closed basins and isolated playas, such as 
in the area of Lunkaransar. 

The operative aquifers in this basin are the Older and Younger Alluvium, the 
Tertiary and Juarssic Sandstones Vindhyan Sandstones, Bilara Limestone, 
Phyllite & Schist, Rhyolite and the Jalore Granite, along the boundary with the 
Luni Basin. The Sandstone contains Limestone components, some of which, 
such as the Lathi Sandstone, are known as favourable aquifers. 

The pattern of the groundwater table contours, displayed in the map (Drawing 
No. OUT-GW-004 in Volume 3c), demonstrates a normal flow, with moderate 
to very moderate hydraulic gradients, towards the west of the basin area. 
Somewhat steep gradients exist only in the east, at the hilly areas between 
Sikar and Jhunjhunun, along the boundary with the Shekhawati Basin whereas 
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almost flat groundwater level surface characterizes the major extension of the 
IGNP canals. The general groundwater flow in the basin is westward except 
locally in the north-eastern part of basin, where it is northwards. Fortunately, 
this being almost a flat gradient, without any significant transmissivity values 
of the aquifer. This is probably the reason for very small losses into Pakistan 
that may amount to only a few tens of Mm 3 annually. In the north east, the 
pattern of contours, between Churn and Hanumangarh, points to a possible 
groundwater flow into the State of Haryana. 

The assemblage of depth to groundwater level data may indicate that on a 
regional level, the hydraulic properties of the operative aquifers are far better, 
as compared to the other basins of Rajasthan, which however is not a 
compensation for the general water shortage. The outline of water level depths 
that reach up to over 100 m (the deepest in Rajasthan) in the centre and south¬ 
west edge, in the Blocks of Dungargarh, Bikaner, Kolayat and Banner, 
respectively, is different from the other basins of Rajasthan. In those basins, 
having similar or higher morphology, groundwater levels are shallow due to 
unfavorable lithology (mainly hardrock)) and poor hydraulic properties as such 
the groundwater is virtually following the topography, perching on the almost 
impervious rocks underneath. 

In the north, mainly in the area of Hanumangarh, Anupgarh and Padampur 
Blocks, water levels are very shallow, less than 10 m bgl and vast areas are 
under water logging condition. The reason is the presence of impervious 
horizon at shallow depth and the network of the IGNP canals, out of which, 
huge quantities of water is lost due to faulty structure at places. The water from 
seepage of canals creates water logging problems on one hand, but on the other 
hand, along some stretches of the canal in the south, the losses are improving 
groundwater quality and recharge of the aquifer. 

4.4 Groundwater Quality 

4.4.1 Introduction 

The groundwater quality has been appraised with reference to selected 
parameters, namely: 

• Concentration of Chlorides (Cl) ion in groundwater samples; 

• Concentration of Fluorides (F) ion in groundwater samples; 

• Concentration of Nitrates (NO3) ion in groundwater samples; 

• EC value in groundwater samples. 

The manner of obtaining and analyzing the relevant data are described in 
Section 3.2.5 of the Main Report. The description below refers to the relevant 
parameters as observed in this basin. 

4.4.2 Occurrence of Chlorides in Groundwater 

The average Chlorides values (see Figure 4.4-1) range from 672.77 mg/1 (year 
2000) to 863.95 mg/1 (year 2005) with an average of 770 mg/1, i.e. above the 
desirable concentration of 250 mg/1, but lower than the maximum permissible 
limits of 1,000 mg/1. Long term trends demonstrate an average linear rising 
rate of 0.5 mg/1 per year, a rather stable outline. Minimal values (of the lowest 
5%) are 100-150 mg/1, whereas the maximal ones (of the highest 5%) may 
reach almost 2,000 mg/1. The aerial distribution of the exceptionally saline 
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areas within the basin is uneven. The largest saline patches are in Bikaner, 
Jaisalmer and Nagaur Districts in the south west and south east of the basin. 
The lowest salinity is also not systematically distributed, partly attributed but 
not necessarily to the huge losses from the IGNP system. The data used for 
preparing the graphs is given in Table 4.4-5 at the end of this chapter. 

Figure 4.4-1: Long Term Average Chloride Concentrations in Outside Basin 1984-2010 



> AVERAGE - 5% UP - 5%DOWN -Linear (AVERAGE) 

Source: Groundwater chemical analysis data of CGWB and RGWD. 

The pre-monsoon year 2010 distribution of Chlorides in groundwater of the 
basin is presented in Drawing No. OUT-GW-005 (in Volume 3c). 

The fresh groundwater area with Chlorides level of less than 250 mg/1 occur in 
the eastern part of the basin in parts of Jhunjhunu District, in central part of the 
basin in Churn District, and isolated pockets in various parts of the basin. The 
high Chlorides level groundwater of 250-1,000 mg/1 and beyond >1,000 mg/1 
concentrations occur in western part of the basin in Jaisalmer District, in 
central part of the basin in Bikaner District, and in northern part of the basin in 
Ganganagar and Hanumangarh District, and Churn District on the eastern part 
of the basin. 

Aquifer-wise percentage area covered by various levels of Chlorides 
concentrations in groundwater of the basin is given in Table 4.4-1. 
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Table 4.4-1: Aquifer-wise Percent Area Occupied with Various Levels of Chloride (mg/I) in 

Groundwater of Outside Basin 


Basin 

Hydrogeological Unit 

Percent area Occupied with 
Various Levels of Chloride, mg/I 

<250 

250-1,000 

>1,000 

Outside Basin 

Bilara Limestone 

5.15 

61.89 

32.96 

Jalore Granite 

5.53 

73.15 

21.32 

Jurassic Sandstone 

5.39 

65.82 

28.79 

Older Alluvium 

20.72 

52.39 

26.89 

Phyllite & Schist 

1.19 

57.24 

41.57 

Quartzite 

72.81 

26.92 

0.27 

Rhyolite 

3.91 

53.04 

43.05 

Tertiary Sandstone 

14.08 

54.50 

31.42 

Vindhyan Sandstone 

7.39 

68.08 

24.53 

Younger Alluvium 

11.46 

59.43 

29.11 

Basin Summary 

12.49 

58.83 

28.68 


Source: Groundwater chemical analysis data pre monsoon 2010 of CGWB and RGWD 


It may be seen from table as above, that only 12.49% area of the basin contains 
potable quality groundwater. The non-potable groundwater is distributed in all 
aquifers all over the basin. 

4.4.3 Occurrence of Fluorides in Groundwater 

The average Fluorides concentration (Figure 4.4-2) ranges from 1.51 mg/1 to 
2.51 mg/1, with an average of 2.0 mg/1, above the permissible limit (1.5 mg/1). 
Long term trend presents an average linear annual decline of 0.01 mg/1. Lowest 
average values, of the lowermost 5%, are below 1.0 mg/1 whereas the upper 
values found (of the highest 5%) to the extremely high ones, after 2006, may 
reportedly reach 14 mg/1. No correlation with lithology throughout the basin 
can be diagnosed. The data used for preparing the graphs is given in Table 4.4- 
5 at the end of this chapter. 
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Figure 4.4-2: Long Term Average Fluoride Concentrations in Outside Basin 1984-2010 



The pre-monsoon 2010 distribution of Fluoride in groundwater of the basin is 
presented in Drawing No. OUT-GW-006 (in Volume 3c). It may be seen that 
western, southern and northern part of the basin in Jaisalmer, almost entire 
Nagaur District area of the basin and large part of Sikar District along 
southeastern periphery and Bikaner Districts have poor quality with Fluoride- 
rich groundwater concentration of more than 1.5 mg/1. The northern, central 
and eastern parts and some pockets in western part of the basin comprises safe 
Fluorides bearing groundwater with concentration falling within maximum 
permissible limits of 1.5 mg/1 suitable for drinking purpose. 

The percent area occupied under various Fluorides level concentrations in 
different aquifer units of the basin is given in Table 4.4-2. 

Table 4.4-2: Aquifer-wise Percent Area Occupied with Various Levels of 
Fluoride (mg/I) in Groundwater of Outside Basin 


Basin 

Hydrogeological Unit 

Percent Area Oc 
Various Levels of 

cupied with 
Fluoride, mg/I 

<1.0 

1.0-1.5 

>1.5 

Outside Basin 

Bilara Limestone 

8.70 

23.80 

67.50 

Jalore Granite 

24.22 

9.38 

66.40 

Jurassic Sandstone 

5.96 

13.33 

80.71 

Older Alluvium 

33.17 

19.66 

47.17 

Phyllite & Schist 

12.36 

10.42 

77.22 

Quartzite 

92.23 

5.25 

2.52 

Rhyolite 

21.31 

10.21 

68.48 

Tertiary Sandstone 

39.80 

18.47 

41.73 
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Basin 

Hydrogeological Unit 

Percent Area Oc 
Various Levels of 

cupied with 
Fluoride, mg/I 

<1.0 

1.0-1.5 

>1.5 

Outside Basin 

Vindhyan Sandstone 

36.87 

21.58 

41.55 

Younger Alluvium 

29.01 

17.64 

53.35 

Basin Summary 


28.92 

18.37 

52.71 

Source: Groundwater chemical analysis data pre monsoon 2010 of CGWB and 

RGWD 


It may be seen from above table that about 52.71% area of the basin bears non- 
potable quality groundwater which ranges from 2.52% in Quartzite unit to 
80.71% in Jurassic Sandstone aquifer of the basin. A large area of non-potable 
quality groundwater relates to Younger and Older Alluvium, Bilara Limestone, 
Jalore Granite, Jurassic and Tertiary Sandstone, Phyllite & Schist, Rhyolite 
aquifers of the basin. 

4.4.4 Occurrence of Nitrates in Groundwater 

The average concentration of Nitrates (Figure 4.4-3) ranges from 146.92 mg/1 
to 309.24 mg/1, with an average of 179 mg/1 and an average linear decline of 
2.3 mg/1 per year. Extremely low values of 5-30 mg/1, of the lowest 5% and 
high values (of the highest 5%) of up to 1,400 mg/1 are indicated. The Nitrate 
distribution is significantly correlated with depth of water levels. Being mainly 
a product of contamination from the surface, the highest Nitrates records are 
almost exactly located at the shallowest water level areas, including the main 
IGNP belt, whereas the lowermost values are reportedly recorded in areas 
where water level is 80 m-100 m bgl deep. The data used for preparing the 
graphs is given in Table 4.4-5. 

Figure 4.4-3 Long Term Average Nitrate Concentrations in Outside Basin 



» AVERAGE - 5% UP - 5% DOWN -Linear (AVERAGE) 

Source: Groundwater chemical analysis data of CGWB and RGWD 
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The pre-monsoon 2010 distribution of Nitrate in groundwater of the basin is 
presented in Drawing No. OUT-GW-007 (in Volume 3c). It may be seen that 
most of the eastern part of basin in Churn and Nagaur Districts and along 
northern part of basin in Bikaner District contains high level Nitrates 
concentration of >100 mg/1 in Alluvium and Limestone aquifer units. The 
north-western part, the eastern part and south-eastern parts in Ganganagar, 
Churn and Jaisalmer Districts, have permissible quality groundwater with 
Nitrate’s concentration of less than 45 mg/1. 

The aquifer-wise percent area occupied under Nitrate’s concentration of 
different levels in basin is given in Table 4.4-3. 

Table 4.4-3: Aquifer-wise Percent Area occupied with various Levels of 
Nitrate in Groundwater of Outside Basin 


Sub-basin 

Hydrogeological Unit 

Percent Area Occ 
Various Levels of 

upied With 
Nitrate, mg/I 



<45 

45-100 

>100 


Bilara Limestone 

18.48 

52.87 

28.65 


Jalore Granite 

1.70 

1.69 

96.61 


Jurassic Sandstone 

50.70 

27.90 

21.40 


Older Alluvium 

15.97 

26.80 

57.23 

Outside Basin 

Phyllite & Schist 

6.89 

16.71 

76.40 

Quartzite 

30.63 

35.80 

33.57 


Rhyolite 

1.09 

5.67 

93.24 


Tertiary Sandstone 

30.71 

40.37 

28.92 


Vindhyan Sandstone 

16.88 

37.87 

45.25 


Younger Alluvium 

23.38 

34.03 

42.59 

Basin Summary 

23.30 

33.02 

43.68 

Source: Groundwater chemical analysis data pre monsoon 2010 of CGWB and 

RGWD 


The various aquifer units of the basin bear only 23.30% potable area and 
remaining 76.70% as un-potable area. The percent safe area of <45mg/l NO 3 
have range from 1.09% in Rhyolite aquifer unit to 50.70% in Jurassic 
Sandstone unit of the basin. 

4.4.5 Occurrence of EC in Groundwater 

The Electrical Conductivity (EC) average values (Figure 4.4-4), which are 
invariably following the Chlorides distribution, the dominant parameter, range 
from 3,929.86 pS/cm to 5,291.18 pS/cm with an average figure of 4,572 
pS/cm and an annual linear drop of about 8 pS/cm, i.e. rather stable. Minimum 
values (of the lowest 5%) are 600-700 pS/cm whereas the maximal ones (of 
the highest 5%) are from 12,000 pS/cm to the extremely high value of 18,000 
pS/cm, which is likely to be erroneous. The data used for preparing the graphs 
is given in Table 4.4-5. 
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Figure 4.4-4: Long Term Average Electrical Conductivity Concentrations in Outside Basin 1984- 

2010 



Source: Groundwater chemical analysis data of CGWB and RGWD 

The pre-monsoon 2010 distribution of EC in groundwater of the basin is 
presented in Drawing No. OUT-GW-008 (in Volume 3c). 

It may be seen from the map that the isolated patches all over the most part of 
the basin especially in northern, eastern-central and western parts is occupied 
with saline water. Parts of the basin in Churu, Sikar, Jhunjhunun, Jaisalmer, 
Jodhpur, Ganganagar and Hanumangarh Districts bear useable quality 
groundwater fit for irrigation. 

The aquifer-wise percent area under various EC levels in groundwater of the 
basin is shown in Table 4.4-4. 

Table 4.4-4: Aquifer-wise Percent Area Occupied with Various Levels of EC in Groundwater of 

Outside Basin 


Sub-basin 

Hydrogeological Unit 

Percent Area Occupied with 

Various Levels of Electrical Conductivity, 
pS/cm 

<750 

750 - 2,250 

2,250 - 5,000 

> 5,000 

Outside Basin 

Bilara Limestone 

0.86 

13.60 

59.43 

26.11 

Jalore Granite 

0.00 

13.23 

66.61 

20.16 

Jurassic Sandstone 

0.04 

19.26 

66.08 

14.62 

Older Alluvium 

3.12 

25.19 

39.20 

32.49 

Phyllite & Schist 

0.00 

4.04 

60.50 

35.46 

Quartzite 

23.39 

73.35 

3.26 

0.00 

Rhyolite 

0.78 

5.59 

58.70 

34.93 

Tertiary Sandstone 

1.14 

24.45 

53.47 

20.94 

Vindhyan Sandstone 

0.05 

30.08 

52.32 

17.55 
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Sub-basin 

Hydrogeological Unit 

Percent Area Occupied with 

Various Levels of Electrical Conductivity, 
pS/cm 

<750 

750 - 2,250 

2,250 - 5,000 

> 5,000 

Outside Basin 

Younger Alluvium 

1.34 

20.62 

52.46 

25.58 

Basin Summary 

1.46 

22.69 

51.29 

24.56 


Source: Groundwater chemical analysis data pre monsoon 2010 of CGWB and RGWD 


In the basin 75.85% area bears saline groundwater and remaining 24.15% is fit 
for irrigation use. The area occupied by less than 750 EC level groundwater in 
the basin is only 1.46% and it ranges from 0.04% in Jurassic Sandstone to 
23.39% in Quartzite aquifer of the basin. 

Draft has increased considerably in the region, characterized by an 80% to 
120% increase between the years 1995 and 2009. In parallel, there is an almost 
total average water level rise that may reach 0.5 m/yr, a clear consequence of 
the huge water losses from the IGNP system that unequivocally surpass draft, 
evaporation losses and groundwater drainage towards Pakistan in the north 
west and the State of Gujarat in the south west. This phenomenon is clearly 
seen along the IGNP belt and mainly in the north, where huge losses are 
known to have resulted in water logging and significant quality deterioration. 
However, in few areas in the south, along the Luni and Shekhawati Basin 
boundaries (Phalodi Block), there are some locations of water level decline, 
associated with urban centers such as Sikar in the east and Jodhpur in the west, 
where the annual drop may reach 1 m per year and above. Unlike Basins east 
of the Aravali, groundwater salinity changes (at least according to present 
general form of analysis) does not seem to reflect draft and water level 
differences. 
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Table 4.4-5: Long Term Groundwater Quality Trends - Outside Basin 


Year 

Season 

Chloride (mg 

/I) 

Electrical Conductivity (|jS/cm) 

Fluoride (mg/I) 

Nitrate (mg/I) 

5% UP 

AVERAGE 

5% DOWN 

5% UP 

AVERAGE 

5% DOWN 

5% UP 

AVERAGE 

5% DOWN 

5% UP 

AVERAGE 

5% DOWN 

1984 

Pre - Monsoon 

- 

832.09 

- 

- 

5,118.03 

- 

- 

1.87 

- 

- 

268.18 

- 

1984 

Post - Monsoon 

1,955.92 

768.73 

113.97 

12,075.00 

4,586.85 

847.78 

9.70 

2.17 

0.63 

658.62 

309.24 

34.90 

1985 

Pre - Monsoon 

1,934.67 

776.46 

121.94 

12,110.00 

4,291.31 

1,052.80 

8.74 

2.38 

0.63 

666.23 

239.86 

22.64 

1985 

Post - Monsoon 

1,889.58 

718.71 

122.80 

11,586.83 

3,929.86 

1,004.57 

7.02 

2.31 

0.59 

687.91 

233.58 

21.12 

1986 

Pre - Monsoon 

1,906.11 

721.95 

107.23 

11,791.58 

3,945.72 

1,011.16 

5.96 

2.08 

0.56 

676.07 

209.94 

21.22 

1986 

Post - Monsoon 

1,875.43 

714.61 

109.35 

12,151.99 

4,056.32 

1,024.32 

5.63 

2.09 

0.54 

630.66 

191.36 

23.92 

1987 

Pre - Monsoon 

1,912.08 

832.14 

103.57 

13,182.50 

4,434.17 

1,020.32 

5.87 

1.86 

0.57 

642.72 

176.93 

25.10 

1987 

Post - Monsoon 

1,920.93 

763.66 

89.50 

16,013.07 

4,678.22 

982.45 

6.76 

2.08 

0.65 

631.77 

178.62 

24.01 

1988 

Pre - Monsoon 

1,754.78 

750.16 

75.51 

17,253.27 

4,669.79 

798.25 

8.17 

2.16 

0.68 

612.92 

158.56 

21.75 

1988 

Post - Monsoon 

1,612.92 

728.32 

71.60 

16,633.14 

4,712.46 

845.98 

8.34 

2.20 

0.67 

630.43 

169.41 

24.55 

1989 

Pre - Monsoon 

1,742.03 

742.89 

71.02 

16,010.03 

4,701.27 

869.59 

7.28 

2.24 

0.59 

617.42 

180.09 

28.19 

1989 

Post - Monsoon 

1,796.30 

755.49 

76.55 

14,731.73 

4,534.90 

860.75 

7.77 

2.28 

0.56 

604.19 

173.15 

28.33 

1990 

Pre - Monsoon 

1,861.69 

779.93 

70.54 

14,795.24 

4,622.91 

858.36 

7.79 

2.23 

0.60 

650.11 

174.58 

33.04 

1990 

Post - Monsoon 

1,830.24 

788.86 

74.07 

14,270.79 

4,664.01 

836.66 

7.87 

2.39 

0.65 

651.57 

181.36 

30.50 

1991 

Pre - Monsoon 

1,939.20 

829.95 

84.91 

15,000.18 

5,032.47 

815.34 

7.24 

2.21 

0.63 

804.87 

209.10 

29.64 

1991 

Post - Monsoon 

1,953.85 

801.72 

79.88 

16,389.87 

5,112.52 

1,043.27 

7.86 

2.47 

0.71 

886.36 

233.26 

44.99 

1992 

Pre - Monsoon 

1,970.99 

813.07 

64.73 

13,787.78 

5,049.71 

983.43 

6.99 

2.44 

0.72 

837.98 

222.80 

26.91 

1992 

Post - Monsoon 

1,949.03 

807.19 

66.26 

13,241.92 

4,820.34 

998.76 

7.76 

2.31 

0.77 

889.08 

271.39 

39.57 

1993 

Pre - Monsoon 

1,877.83 

773.45 

81.04 

18,184.57 

5,291.18 

875.73 

8.18 

2.30 

0.79 

907.99 

267.49 

33.76 

1993 

Post - Monsoon 

1,809.51 

764.51 

90.93 

15,886.26 

4,931.97 

873.26 

8.49 

2.51 

0.86 

866.49 

267.95 

27.48 

1994 

Pre - Monsoon 

1,904.22 

794.72 

86.19 

15,196.69 

5,012.20 

855.84 

8.30 

2.43 

0.93 

732.97 

222.48 

25.52 

1994 

Post - Monsoon 

1,907.84 

744.25 

95.02 

16,581.36 

4,621.58 

890.93 

7.50 

2.25 

0.92 

631.81 

181.07 

22.45 

1995 

Pre - Monsoon 

1,728.90 

727.25 

95.24 

15,823.06 

4,626.79 

801.99 

6.95 

2.28 

0.87 

617.73 

175.45 

21.23 

1995 

Post - Monsoon 

1,807.30 

750.49 

77.79 

13,796.58 

4,633.83 

836.76 

6.92 

2.20 

0.77 

576.18 

164.64 

19.96 

1996 

Pre - Monsoon 

1,801.66 

760.46 

94.30 

16,362.53 

4,730.54 

841.90 

5.96 

1.88 

0.73 

571.42 

181.32 

21.87 

1996 

Post - Monsoon 

1,754.64 

749.72 

75.67 

15,904.06 

4,699.28 

799.14 

6.45 

1.97 

0.74 

528.14 

170.63 

22.82 

1997 

Pre - Monsoon 

1,928.29 

750.43 

83.18 

16,318.48 

5,005.48 

814.02 

6.69 

1.87 

0.71 

473.44 

154.05 

24.43 

1997 

Post - Monsoon 

1,875.06 

764.81 

84.52 

14,055.86 

4,829.17 

824.07 

5.80 

1.80 

0.70 

434.84 

149.12 

25.44 

1998 

Pre - Monsoon 

1,766.96 

728.57 

97.05 

12,046.77 

4,231.20 

822.85 

4.94 

1.64 

0.70 

420.39 

155.37 

27.09 

1998 

Post - Monsoon 

1,861.02 

725.75 

91.62 

11,929.21 

4,292.62 

752.53 

4.90 

1.65 

0.67 

472.76 

168.48 

25.31 
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Year 

Season 

Chloride (mg/I) 

Electrical Conductivity (pS/cm) 

Fluoride (mg/I) 

Nitrate (mg/I) 

5% UP 

AVERAGE 

5% DOWN 

5% UP 

AVERAGE 

5% DOWN 

5% UP 

AVERAGE 

5% DOWN 

5% UP 

AVERAGE 

5% DOWN 

1999 

Pre - Monsoon 

1,868.05 

711.79 

77.78 

14,039.31 

4,341.01 

735.74 

4.73 

1.64 

0.69 

523.95 

183.09 

24.09 

1999 

Post - Monsoon 

1,749.18 

713.93 

71.32 

12,257.14 

4,293.96 

740.91 

4.76 

1.62 

0.69 

543.98 

193.93 

23.32 

2000 

Pre - Monsoon 

1,976.80 

748.98 

69.01 

14,095.62 

4,517.65 

658.60 

4.86 

1.64 

0.71 

514.15 

168.57 

22.03 

2000 

Post - Monsoon 

1,816.13 

672.77 

69.45 

13,930.47 

4,192.08 

632.24 

4.39 

1.57 

0.68 

536.81 

177.87 

25.85 

2001 

Pre - Monsoon 

1,914.29 

757.43 

76.22 

13,688.20 

4,419.72 

712.73 

4.44 

1.51 

0.62 

567.54 

190.29 

24.22 

2001 

Post - Monsoon 

2,007.71 

760.44 

78.75 

12,994.40 

4,250.83 

773.73 

4.42 

1.55 

0.57 

556.38 

173.52 

20.68 

2002 

Pre - Monsoon 

2,019.05 

835.41 

80.51 

14,692.12 

4,746.22 

737.15 

4.94 

1.75 

0.58 

614.69 

177.06 

24.08 

2002 

Post - Monsoon 

1,956.15 

809.95 

78.00 

11,925.09 

4,503.60 

733.43 

6.27 

1.84 

0.59 

859.33 

199.00 

24.72 

2003 

Pre - Monsoon 

1,946.98 

823.40 

66.70 

12,744.95 

4,532.92 

736.47 

7.19 

1.97 

0.62 

683.93 

209.21 

26.68 

2003 

Post - Monsoon 

2,017.99 

813.51 

77.74 

14,012.05 

4,618.73 

749.97 

7.15 

1.91 

0.54 

741.43 

203.20 

32.72 

2004 

Pre - Monsoon 

1,939.15 

822.35 

88.61 

12,619.42 

4,552.51 

723.79 

6.44 

1.81 

0.51 

660.66 

192.19 

32.98 

2004 

Post - Monsoon 

1,748.00 

845.44 

84.97 

11,590.86 

4,566.40 

688.36 

5.97 

1.84 

0.54 

639.60 

186.39 

34.01 

2005 

Pre - Monsoon 

1,871.79 

863.95 

88.98 

14,614.01 

4,611.16 

875.56 

6.63 

1.95 

0.57 

612.42 

164.02 

19.03 

2005 

Post - Monsoon 

1,830.89 

827.16 

99.12 

14,293.15 

4,615.74 

714.22 

11.49 

2.17 

0.49 

522.54 

157.66 

22.51 

2006 

Pre - Monsoon 

1,832.47 

808.17 

87.38 

16,981.97 

4,769.23 

666.32 

10.69 

2.10 

0.47 

485.81 

146.92 

20.14 

2006 

Post - Monsoon 

1,634.24 

807.88 

83.99 

14,330.28 

4,750.89 

697.61 

7.48 

1.82 

0.48 

616.14 

155.61 

19.17 

2007 

Pre - Monsoon 

1,917.94 

809.10 

89.85 

13,830.41 

4,543.76 

742.73 

7.08 

1.92 

0.49 

632.79 

170.26 

19.61 

2007 

Post - Monsoon 

1,713.86 

774.97 

92.68 

13,309.45 

4,394.85 

745.52 

5.68 

1.83 

0.48 

579.40 

174.95 

19.24 

2008 

Pre - Monsoon 

1,857.52 

782.13 

95.72 

14,108.19 

4,516.51 

818.31 

7.67 

2.20 

0.53 

603.66 

202.29 

21.21 

2008 

Post - Monsoon 

1,674.23 

719.56 

80.32 

12,316.81 

4,255.53 

725.47 

6.93 

2.46 

0.51 

706.23 

211.62 

23.74 

2009 

Pre - Monsoon 

1,860.86 

769.87 

81.65 

12,021.51 

4,319.58 

707.81 

6.41 

1.95 

0.50 

714.72 

201.39 

21.03 

2009 

Post - Monsoon 

1,775.58 

684.63 

88.53 

11,156.35 

4,142.02 

739.65 

4.15 

2.03 

0.47 

763.55 

152.86 

19.04 

2010 

Pre - Monsoon 

1,550.89 

715.11 

116.32 

11,140.76 

4,038.15 

917.24 

3.47 

1.86 

0.42 

785.24 

148.78 

13.77 

2010 

Post - Monsoon 

- 

680.06 

81.73 

12,844.62 

4,168.74 

903.46 

- 

- 

- 

812.21 

195.80 

15.89 


Source: Groundwater chemical analysis data 1984-2010 of CGWB and RGWD 
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4.5 Groundwater Draft 

4.5.1 Historic Groundwater Drafts (1995-2009) 

Table 4.5-1 and Figure 4.5-1 depicts the historical annual drafts from 
groundwater in the basin. 

Table 4.5-1: Groundwater Drafts in Outside Basin 1995-2009 


Basin 

1995 

2001 

2004 

2007 

2009 

1995-2009 

Groundwater Draft (Mm 3 ) 

Relative 

Change 

[%] 

Rate of 
Change 
[Mm 3 /yr.] 

Outside Basin 

1,026.88 

1,481.87 

1,741.85 

2,013.22 

2,038.46 

98.51 

67.44 


Source: Groundwater draft data of CGWB and RGWD 
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Figure 4.5-1: Groundwater Drafts in the Outside Basin 1995-2009 



App. OUT-IN-24740-R13-073 

Surface and Groundwater Availability 
461 


July, 2014 


































STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Throughout the period under consideration, the drafts in the basin increased 
from about 1,027 Mm 3 during 1995 to about 2,038 Mm 3 during 2009 - a total 
rise of about 1,011 Mm 3 in 15 years. The average annual increase rate was 67 
Mm 3 /yr. The relative increase in the total draft for the entire period was 
98.51%. Between 1995 and 2007, a steady increase in the drafts took place 
while between 2007 and 2009 there was a very small increase of 25 Mm 3 only. 

4.5.2 Groundwater Draft (Year 2010) 

The details of groundwater abstraction under various categories e.g. for 
agriculture, domestic and industrial use is presented in Table 4.5-2 (for details 
see Section 3.2.6, Annex GW-5(a) & (b) of Main Report). 

A total abstraction of 2019.07 Mm 3 has been estimated in the entire basin 
inclusive of all uses (i.e. agriculture, domestic and industrial). Out of this a 
total of 1,715.05 Mm 3 has been abstracted only for agriculture use, whereas 
abstraction for domestic and industrial use has been estimated as 304.02 Mm 3 . 
A large quantity of groundwater is being withdrawn from Alluvial aquifers in 
the basin, of the order of 1,009.11 Mm 3 , for all uses followed by 411.86 Mm 3 
from Vindhyan Sandstone aquifer. As much as 291.11 Mm 3 is abstracted from 
Tertiary Sandstones and 176.03 Mm 3 from Bilara Limestone aquifer. The total 
withdrawal from other aquifer viz. Phyllite & Schist, Jalore Granite, Rhyolite 
and Jurassic Sandstone is 10.97 Mm 3 , 1.56 Mm 3 , 2.86 Mm 3 and 90.20 Mm 3 
respectively for all uses. 


Table 4.5-2: Details of Groundwater Draft in Outside Basin (Year 2010) 


Sub-basin 

Hydrogeological Unit 

Gross Draft in Fresh Groundwater 

Agricultural, 

Mm 3 /yr 

Domestic 

and 

Industrial, 

Mm 3 /yr 

All Uses, 
Mm 3 /yr 

Fragmented 

Younger Alluvium 

17.32 

0.14 

17.46 

Sub-basin Total 

17.32 

0.14 

17.46 

Sub 1 Younger Alluvium 

92.84 

10.42 

103.26 

Sub-basin Total 

92.84 

10.42 

103.26 

Sub 2 

Older Alluvium 

0.05 

0.03 

0.08 

Tertiary Sandstone 

4.52 

0.81 

5.33 

Vindhyan Sandstone 

0.05 

0.21 

0.26 

Younger Alluvium 

5.53 

1.23 

6.76 

Sub-basin Total 

10.15 

2.28 

12.43 

Sub 3 

Older Alluvium 

428.81 

91.79 

520.60 

Quartzite 

14.47 

2.32 

16.79 

Tertiary Sandstone 

4.00 

0.20 

4.20 

Vindhyan Sandstone 

1.32 

0.50 

1.82 

Younger Alluvium 

32.59 

5.54 

38.13 

Sub-basin Total 

481.19 

100.35 

581.54 

Sub 4 

Bilara Limestone 

0.85 

0.61 

1.46 

Older Alluvium 

112.63 

42.93 

155.56 

Phyllite & Schist 

2.65 

3.39 

6.04 

Quartzite 

6.36 

1.64 

8.00 

Tertiary Sandstone 

190.44 

39.71 

230.15 

Vindhyan Sandstone 

89.89 

13.76 

103.65 

Younger Alluvium 

1.94 

0.52 

2.46 
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Sub-basin 

Hydrogeological Unit 

Gross Draft in Fresh Groundwater 

Agricultural, 

Mm 3 /yr 

Domestic 

and 

Industrial, 

Mm 3 /yr 

All Uses, 
Mm 3 /yr 

Sub-basin Total 

404.76 

102.56 

507.32 

Sub 5 

Bilara Limestone 

159.08 

15.49 

174.57 

Jalore Granite 

0.59 

0.35 

0.94 

Jurassic Sandstone 

72.58 

5.18 

77.76 

Older Alluvium 

145.65 

17.70 

163.35 

Phyllite & Schist 

0.85 

4.08 

4.93 

Quartzite 

0.53 

0.06 

0.59 

Rhyolite 

0.60 

1.58 

2.18 

Tertiary Sandstone 

46.07 

3.06 

49.13 

Vindhyan Sandstone 

270.03 

36.10 

306.13 

Younger Alluvium 

0.10 

0.37 

0.47 

Sub-basin Total 

696.07 

83.98 

780.05 

Sub 6 

Jalore Granite 

0.50 

0.12 

0.62 

Jurassic Sandstone 

10.89 

1.55 

12.44 

Older Alluvium 

0.03 

0.06 

0.09 

Rhyolite 

0.08 

0.60 

0.68 

Tertiary Sandstone 

1.16 

1.14 

2.30 

Younger Alluvium 

0.06 

0.83 

0.89 

Sub-basin Total 

12.72 

4.30 

17.02 

Basin Total 

1,715.05 

304.02 

2,019.07 


Source: Village wise number of wells in operation, data collected from Tehsils 


4.6 Groundwater Resources 

4.6.1 Fresh Dynamic Groundwater Resources (Year 2010) 

The total fresh dynamic groundwater availability for year 2010 of the basin is 
assessed as 1,446.61 Mm 3 and groundwater draft as 2,019.07 Mm 3 . The stage 
of groundwater development in the basin is 139.57% and the basin is 
categorised as Over-Exploited basin. 

Table 4.6-1(a): Fresh Dynamic Groundwater Availability in Outside Basin (Year 2010) 


Sub-basin 

Net 

Groundwater 

Availability, 

Mm 3 

Gross Draft 
for All 
Uses, Mm 3 

Stage of 
Groundwater 
Development, 

% 

Category 

Fragmented 

25.96 

17.46 

67.26 

Safe 

Sub 1 

171.57 

103.26 

60.19 

Safe 

Sub 2 

50.89 

12.43 

24.43 

Safe 

Sub 3 

357.63 

581.54 

162.61 

Over Exploited 

Sub 4 

313.28 

507.32 

161.94 

Over Exploited 

Sub 5 

496.32 

780.05 

157.17 

Over Exploited 

Sub 6 

30.95 

17.02 

54.99 

Safe 

Basin Total 

1,446.61 

2,019.07 

139.57 

Over Exploited 


The further details of fresh dynamic groundwater availability in various micro¬ 
watersheds of Outside Basin for year 2010 is given in Table 4.6-l(b) (for 
details see Section 3.2.7, Annex GW-6(a) & (b) of Main Report). 
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Table 4.6-1 (b): Micro Watershed and Aquifer Wise Fresh Dynamic Groundwater Availability in 

Outside Basin (Year 2010) 


Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Fresh Dynamic 
Groundwater 
Availability, Mm 3 


001 

Younger Alluvium 

25.96 

Fragmented 


Older Alluvium 

- 

002 

Tertiary Sandstone 

- 



Vindhyan Sandstone 

- 

Sub-basin Total 



25.96 

Sub 1 

003 

Younger Alluvium 

27.50 

004 

Younger Alluvium 

144.07 

Sub-basin Total 



171.57 


005 

Older Alluvium 

0.09 


Younger Alluvium 

17.19 


Sub Total 


17.29 

Sub 2 


Older Alluvium 

0.42 

006 

Tertiary Sandstone 

14.29 


Vindhyan Sandstone 

3.23 



Younger Alluvium 

15.66 


Sub Total 


33.61 

Sub-basin Total 



50.89 


007 

Younger Alluvium 

8.99 



Older Alluvium 

- 


008 

Vindhyan Sandstone 

- 



Younger Alluvium 

0.17 



Older Alluvium 

0.85 


009 

Vindhyan Sandstone 

- 



Younger Alluvium 

- 



Older Alluvium 

- 


010 

Vindhyan Sandstone 

- 



Younger Alluvium 

- 


011 

Older Alluvium 

8.88 


Younger Alluvium 

0.02 


Sub Total 


8.89 


012 

Older Alluvium 

27.36 

Sub 3 

Younger Alluvium 

- 

013 

Older Alluvium 

28.02 


Quartzite 

0.20 


Sub Total 


28.21 


014 

Older Alluvium 

53.80 


Younger Alluvium 

0.36 


Sub Total 


54.16 


015 

Older Alluvium 

98.91 


Quartzite 

3.71 


Sub Total 


102.62 



Older Alluvium 

23.69 


016 

Quartzite 

0.16 



Younger Alluvium 

1.06 


Sub Total 


24.91 


017 

Older Alluvium 

5.42 


Tertiary Sandstone 

2.85 
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Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Fresh Dynamic 
Groundwater 
Availability, Mm 3 

Sub 3 

017 

Younger Alluvium 

13.15 

Sub Total 


21.42 

018 

Older Alluvium 

6.28 

019 

Older Alluvium 

33.20 

Vindhyan Sandstone 

3.45 

Younger Alluvium 

13.27 

Sub Total 


49.92 

020 

Older Alluvium 

- 

Younger Alluvium 

19.22 

Sub Total 


19.22 

021 

Older Alluvium 

- 

Younger Alluvium 

- 

022 

Younger Alluvium 

4.60 

Sub-basin Total 



357.63 

Sub 4 

023 

Older Alluvium 

- 

024 

Older Alluvium 

- 

Tertiary Sandstone 

- 

Vindhyan Sandstone 

0.02 

025 

Older Alluvium 

- 

Tertiary Sandstone 

- 

Younger Alluvium 

- 

026 

Older Alluvium 

0.27 

Tertiary Sandstone 

62.71 

Vindhyan Sandstone 

25.97 

Sub Total 


88.95 

027 

Bilara Limestone 

1.92 

Older Alluvium 

17.53 

Phyllite & Schist 

- 

Tertiary Sandstone 

2.90 

Vindhyan Sandstone 

24.23 

Younger Alluvium 

2.73 

Sub Total 


49.30 

028 

Older Alluvium 

- 

Younger Alluvium 

- 

029 

Older Alluvium 

17.66 

Tertiary Sandstone 

26.70 

Vindhyan Sandstone 

2.57 

Younger Alluvium 

2.09 

Sub Total 


49.02 

030 

Older Alluvium 

- 

Tertiary Sandstone 

20.06 

Vindhyan Sandstone 

2.44 

Sub Total 


22.51 

031 

Older Alluvium 

- 

Tertiary Sandstone 

4.76 

Vindhyan Sandstone 

0.39 

Sub Total 


5.14 

032 

Older Alluvium 

82.27 

Phyllite & Schist 

6.28 

Quartzite 

3.69 
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Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Fresh Dynamic 
Groundwater 
Availability, Mm 3 

Sub 4 

032 

Vindhyan Sandstone 

4.83 

Younger Alluvium 

1.28 

Sub Total 


98.34 

Sub-basin Total 



313.28 

Sub 5 

033 

Tertiary Sandstone 

- 

Younger Alluvium 

0.07 

034 

Bilara Limestone 

6.35 

Jurassic Sandstone 

- 

Tertiary Sandstone 

1.10 

Vindhyan Sandstone 

4.40 

Younger Alluvium 

2.10 

Sub Total 


13.96 

035 

Bilara Limestone 

1.24 

Older Alluvium 

- 

Tertiary Sandstone 

0.14 

Vindhyan Sandstone 

34.10 

Sub Total 


35.48 

036 

Bilara Limestone 

0.11 

Older Alluvium 

34.14 

Phyllite & Schist 

5.29 

Quartzite 

0.07 

Vindhyan Sandstone 

3.05 

Sub Total 


42.66 

037 

Bilara Limestone 

55.19 

Older Alluvium 

25.71 

Phyllite & Schist 

1.78 

Tertiary Sandstone 

18.60 

Vindhyan Sandstone 

77.79 

Sub Total 


179.07 

038 

Jalore Granite 

0.15 

Jurassic Sandstone 

23.29 

Tertiary Sandstone 

- 

Vindhyan Sandstone 

0.33 

Sub Total 


23.77 

039 

Bilara Limestone 

22.44 

Vindhyan Sandstone 

27.46 

Sub Total 


49.90 

040 

Older Alluvium 

29.51 

Phyllite & Schist 

0.06 

Vindhyan Sandstone 

0.10 

Sub Total 


29.66 

041 

Bilara Limestone 

3.40 

Jalore Granite 

1.16 

Jurassic Sandstone 

0.01 

Rhyolite 

2.52 

Vindhyan Sandstone 

19.78 

Sub Total 


26.86 

042 

Bilara Limestone 

1.07 

Older Alluvium 

7.44 

Tertiary Sandstone 

- 
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Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Fresh Dynamic 
Groundwater 
Availability, Mm 3 

Sub 5 

042 

Vindhyan Sandstone 

1.00 

Younger Alluvium 

2.23 

Sub Total 


11.75 

043 

Bilara Limestone 

18.37 

Older Alluvium 

- 

Vindhyan Sandstone 

10.30 

Younger Alluvium 

2.71 

Sub Total 


31.38 

044 

Jurassic Sandstone 

4.05 

045 

Bilara Limestone 

38.65 

Vindhyan Sandstone 

8.98 

Sub Total 


47.63 

046 

Jurassic Sandstone 

0.07 

Tertiary Sandstone 

- 

Younger Alluvium 

0.02 

Sub Total 


0.09 

Sub-basin Total 



496.32 

Sub 6 

047 

Younger Alluvium 

0.26 

048 

Younger Alluvium 

0.16 

049 

Tertiary Sandstone 

- 

Younger Alluvium 

0.51 

Sub Total 


0.51 

050 

Younger Alluvium 

- 

051 

Younger Alluvium 

0.39 

052 

Jurassic Sandstone 

- 

Tertiary Sandstone 

- 

Younger Alluvium 

0.89 

Sub Total 


0.89 

053 

Younger Alluvium 

0.71 

054 

Younger Alluvium 

0.84 

055 

Tertiary Sandstone 

- 

Younger Alluvium 

- 

056 

Jurassic Sandstone 

0.20 

Tertiary Sandstone 

0.19 

Younger Alluvium 

0.22 

Sub Total 


0.62 

057 

Jalore Granite 

0.07 

Jurassic Sandstone 

6.61 

Tertiary Sandstone 

0.01 

Sub Total 


6.69 

058 

Jurassic Sandstone 

3.86 

059 

Jalore Granite 

0.45 

Jurassic Sandstone 

3.40 

Tertiary Sandstone 

1.24 

Sub Total 


5.09 

060 

Jurassic Sandstone 

0.24 

Tertiary Sandstone 

0.09 

Younger Alluvium 

0.27 

Sub Total 


0.60 

061 

Jalore Granite 

0.48 
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Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Fresh Dynamic 
Groundwater 
Availability, Mm 3 

Sub 6 

061 

Jurassic Sandstone 

1.12 

Tertiary Sandstone 

0.77 

Sub Total 


2.37 

062 

Jalore Granite 

- 

Jurassic Sandstone 

- 

Older Alluvium 

- 

Rhyolite 

- 

Sub Total 


- 

063 

Jurassic Sandstone 

0.15 

Tertiary Sandstone 

0.12 

Younger Alluvium 

- 

Sub Total 


0.27 

064 

Tertiary Sandstone 

- 

Younger Alluvium 

0.28 

065 

Younger Alluvium 

1.85 

066 

Jurassic Sandstone 

0.20 

Tertiary Sandstone 

- 

067 

Jurassic Sandstone 

- 

Tertiary Sandstone 

0.35 

068 

Jalore Granite 

0.03 

Jurassic Sandstone 

- 

Rhyolite 

- 

Sub Total 


0.03 

069 

Jurassic Sandstone 

- 

Tertiary Sandstone 

1.86 

Sub Total 


1.86 

070 

Jalore Granite 

0.09 

Older Alluvium 

0.05 

Rhyolite 

2.19 

Tertiary Sandstone 

- 

Sub Total 


2.33 

071 

Older Alluvium 

0.19 

Rhyolite 

- 

072 

Younger Alluvium 

0.60 

Sub-basin Total 

30.95 

Basin Total 

1,446.61 


Note: For details of Micro-watersheds see Table 2.1-2 and Figure 2.1-3. 

Source: CGWB and RGWD 

4.6.2 Saline Dynamic Groundwater Resources (Year 2010) 

The saline dynamic net annual groundwater resources assessed for year 2010 
of the basin is 2,281.47 Mm 3 , the details are given in Table 4.6-2 (for details 
see Annex GW-6(b) of Main Report). 
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Table 4.6-2: Micro Watershed and Aquifer Wise Saline Dynamic Groundwater Availability in 

Outside Basin (Year 2010) 


Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Saline Dynamic 
Groundwater 
Availability, Mm 3 

Fragmented 

001 

Younger Alluvium 

48.87 

002 

Older Alluvium 

73.90 

Tertiary Sandstone 

- 

Vindhyan Sandstone 

1.29 

Sub Total 


75.19 

Sub-basin Total 



124.09 

Sub 1 

003 

Younger Alluvium 

129.59 

004 

Younger Alluvium 

432.43 

Sub-basin Total 



562.02 

Sub 2 

005 

Older Alluvium 

40.29 

Younger Alluvium 

37.29 

Sub Total 


77.59 

006 

Older Alluvium 

68.27 

Tertiary Sandstone 

6.74 

Vindhyan Sandstone 

8.98 

Younger Alluvium 

96.00 

Sub Total 


179.99 

Sub-basin Total 



257.57 

Sub 3 

007 

Younger Alluvium 

47.89 

008 

Older Alluvium 

1.00 

Vindhyan Sandstone 

3.56 

Younger Alluvium 

100.55 

Sub Total 


105.11 

009 

Older Alluvium 

85.15 

Vindhyan Sandstone 

1.12 

Younger Alluvium 

19.11 

Sub Total 


108.38 

010 

Older Alluvium 

16.38 

Vindhyan Sandstone 

9.93 

Younger Alluvium 

2.35 

Sub Total 


28.66 

011 

Older Alluvium 

5.78 

Younger Alluvium 

- 

Sub Total 


5.78 

012 

Older Alluvium 

44.43 

Younger Alluvium 

0.10 

Sub Total 


44.53 

013 

Older Alluvium 

- 

Quartzite 

- 

Sub Total 


- 

014 

Older Alluvium 

1.16 

Younger Alluvium 

- 

Sub Total 


1.16 

015 

Older Alluvium 

0.38 

Quartzite 

- 

Sub Total 


0.38 

016 

Older Alluvium 

- 
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Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Saline Dynamic 
Groundwater 
Availability, Mm 3 

Sub 3 

016 

Quartzite 

- 

Younger Alluvium 

- 

Sub Total 


- 

017 

Older Alluvium 

17.08 

Tertiary Sandstone 

- 

Younger Alluvium 

20.76 

Sub Total 


37.84 

018 

Older Alluvium 

3.63 

019 

Older Alluvium 

14.70 

Vindhyan Sandstone 

4.73 

Younger Alluvium 

7.18 

Sub Total 


26.60 

020 

Older Alluvium 

15.95 

Younger Alluvium 

177.63 

Sub Total 


193.58 

021 

Older Alluvium 

2.38 

Younger Alluvium 

27.73 

Sub Total 


30.11 

022 

Younger Alluvium 

15.44 

Sub-basin Total 



646.10 

Sub 4 

023 

Older Alluvium 

50.67 

024 

Older Alluvium 

135.44 

Tertiary Sandstone 

0.89 

Vindhyan Sandstone 

1.18 

Sub Total 


137.50 

025 

Older Alluvium 

70.40 

Tertiary Sandstone 

0.11 

Younger Alluvium 

0.07 

Sub Total 


70.57 

026 

Older Alluvium 

- 

Tertiary Sandstone 

- 

Vindhyan Sandstone 

- 

Sub Total 


- 

027 

Bilara Limestone 

- 

Older Alluvium 

7.71 

Phyllite & Schist 

4.96 

Tertiary Sandstone 

0.14 

Vindhyan Sandstone 

2.47 

Younger Alluvium 

- 

Sub Total 


15.29 

028 

Older Alluvium 

42.78 

Younger Alluvium 

3.24 

Sub Total 


46.02 

029 

Older Alluvium 

- 

Tertiary Sandstone 

4.03 

Vindhyan Sandstone 

0.01 

Younger Alluvium 

- 

Sub Total 


4.04 

030 

Older Alluvium 

0.35 

Tertiary Sandstone 

0.91 
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Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Saline Dynamic 
Groundwater 
Availability, Mm 3 

Sub 4 

030 

Vindhyan Sandstone 

1.40 

Sub Total 


2.66 

031 

Older Alluvium 

1.90 

Tertiary Sandstone 

23.45 

Vindhyan Sandstone 

0.09 

Sub Total 


25.44 

032 

Older Alluvium 

4.99 

Phyllite & Schist 

16.70 

Quartzite 

0.02 

Vindhyan Sandstone 

- 

Younger Alluvium 

10.06 

Sub Total 


31.77 

Sub-basin Total 



383.96 

Sub 5 

033 

Tertiary Sandstone 

4.26 

Younger Alluvium 

32.35 

Sub Total 


36.61 

034 

Bilara Limestone 

0.35 

Jurassic Sandstone 

0.03 

Tertiary Sandstone 

3.26 

Vindhyan Sandstone 

2.30 

Younger Alluvium 

2.08 

Sub Total 


8.01 

035 

Bilara Limestone 

1.31 

Older Alluvium 

0.41 

Tertiary Sandstone 

0.02 

Vindhyan Sandstone 

5.27 

Sub Total 


7.01 

036 

Bilara Limestone 

- 

Older Alluvium 

- 

Phyllite & Schist 

- 

Quartzite 

- 

Vindhyan Sandstone 

- 

Sub Total 


- 

037 

Bilara Limestone 

4.61 

Older Alluvium 

0.78 

Phyllite & Schist 

1.41 

Tertiary Sandstone 

0.69 

Vindhyan Sandstone 

2.93 

Sub Total 


10.43 

038 

Jalore Granite 

0.94 

Jurassic Sandstone 

11.49 

Tertiary Sandstone 

4.07 

Vindhyan Sandstone 

0.30 

Sub Total 


16.80 

039 

Bilara Limestone 

2.21 

Vindhyan Sandstone 

0.12 

Sub Total 


2.34 

040 

Older Alluvium 

- 

Phyllite & Schist 

- 

Vindhyan Sandstone 

- 
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Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Saline Dynamic 
Groundwater 
Availability, Mm 3 

Sub 5 

Sub Total 


- 

041 

Bilara Limestone 

- 

Jalore Granite 

0.01 

Jurassic Sandstone 

- 

Rhyolite 

1.02 

Vindhyan Sandstone 

1.26 

Sub Total 


2.29 

042 

Bilara Limestone 

0.01 

Older Alluvium 

21.71 

Tertiary Sandstone 

5.98 

Vindhyan Sandstone 

6.91 

Younger Alluvium 

20.43 

Sub Total 


55.01 

043 

Bilara Limestone 

0.05 

Older Alluvium 

2.80 

Vindhyan Sandstone 

0.22 

Younger Alluvium 

2.22 

Sub Total 


5.29 

044 

Jurassic Sandstone 

9.30 

045 

Bilara Limestone 

0.21 

Vindhyan Sandstone 

- 

Sub Total 


0.21 

046 

Jurassic Sandstone 

2.85 

Tertiary Sandstone 

33.04 

Younger Alluvium 

21.37 

Sub Total 


57.27 

Sub-basin Total 



210.59 

Sub 6 

047 

Younger Alluvium 

2.97 

048 

Younger Alluvium 

2.96 

049 

Tertiary Sandstone 

0.51 

Younger Alluvium 

2.32 

Sub Total 


2.83 

050 

Younger Alluvium 

3.41 

051 

Younger Alluvium 

1.08 

052 

Jurassic Sandstone 

0.02 

Tertiary Sandstone 

2.42 

Younger Alluvium 

0.22 

Sub Total 


2.65 

053 

Younger Alluvium 

0.13 

054 

Younger Alluvium 

0.86 

055 

Tertiary Sandstone 

0.69 

Younger Alluvium 

0.40 

Sub Total 


1.09 

056 

Jurassic Sandstone 

0.63 

Tertiary Sandstone 

0.66 

Younger Alluvium 

1.27 

Sub Total 


2.55 

057 

Jalore Granite 

- 

Jurassic Sandstone 

- 

Tertiary Sandstone 

- 
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Sub-basin 


Micro Watershed 

Hydrogeological Unit 

Saline Dynamic 
Groundwater 
Availability, Mm 3 

Sub Total 


- 

058 

Jurassic Sandstone 

0.49 

059 

Jalore Granite 

- 

Jurassic Sandstone 

0.27 

Tertiary Sandstone 

0.01 

Sub Total 


0.27 

060 

Jurassic Sandstone 

0.12 

Tertiary Sandstone 

0.07 

Younger Alluvium 

0.57 

Sub Total 


0.77 

061 

Jalore Granite 

0.11 

Jurassic Sandstone 

1.29 

Tertiary Sandstone 

2.10 

Sub Total 


3.50 

062 

Jalore Granite 

0.08 

Jurassic Sandstone 

0.09 

Older Alluvium 

1.35 

Rhyolite 

4.29 

Sub Total 


5.82 

063 

Jurassic Sandstone 

- 

Tertiary Sandstone 

5.27 

Younger Alluvium 

4.03 

Sub Total 


9.30 

064 

Tertiary Sandstone 

0.20 

Younger Alluvium 

3.81 

Sub Total 


4.01 

065 

Younger Alluvium 

1.99 

066 

Jurassic Sandstone 

1.69 

Tertiary Sandstone 

0.88 

Sub Total 


2.58 

067 

Jurassic Sandstone 

0.35 

Tertiary Sandstone 

1.62 

Sub Total 


1.97 

068 

Jalore Granite 

4.38 

Jurassic Sandstone 

1.60 

Rhyolite 

1.04 

Sub Total 


7.02 

069 

Jurassic Sandstone 

0.50 

Tertiary Sandstone 

0.75 

Sub Total 


1.25 

070 

Jalore Granite 

3.26 

Older Alluvium 

0.57 

Rhyolite 

5.34 

Tertiary Sandstone 

- 

Sub Total 


9.17 

071 

Older Alluvium 

24.12 

Rhyolite 

0.84 

Sub Total 


27.96 

072 

Younger Alluvium 

3.51 


97.16 


Sub 6 


Sub-basin Total 
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Sub-basin 

Micro Watershed 

Hydrogeological Unit 

Saline Dynamic 
Groundwater 
Availability, Mm 3 

Basin Total 

2,281.47 


Source: CGWB and RGWD 


4.6.3 Fresh Static Groundwater Resources (Year 2010) 

The fresh static annual groundwater resources amount of the basin for the year 
2010 is 14,179.17 Mm 3 . The Tertiary Sandstone aquifer unit of the basin bears 
2,660.49 Mm 3 . The Older Alluvium contains 3,013.52 Mm 3 and Younger 
Alluvium 3,481.28 Mm 3 . The Jurassic Sandstone aquifer in the basin 
comprises 2,207.80 Mm 3 resource. Aquifer unit-wise static groundwater 
resources are given in Table 4.6-3 (for details see Section 3.2.8, Annex GW- 
7(a) & (b) of Main Report). 


Table 4.6-3: Micro Watershed and Aquifer Wise Fresh Static Groundwater Resources in 

Outside Basin (Year 2010) 


Sub-basin 

Micro Watershed 

Hydrogeological 

Unit 

Fresh Static 
Groundwater 
Availability, Mm 3 


001 

Younger Alluvium 

67.02 

Fragmented 


Older Alluvium 

- 

002 

Tertiary Sandstone 

- 



Vindhyan Sandstone 

- 

Sub-basin Total 

67.02 

Sub 1 

003 

Younger Alluvium 

65.46 

004 

Younger Alluvium 

394.39 

Sub-basin Total 

459.85 


005 

Older Alluvium 

0.86 


Younger Alluvium 

56.89 


Sub Total 


57.75 

Sub 2 


Older Alluvium 

5.38 

006 

Tertiary Sandstone 

176.65 


Vindhyan Sandstone 

19.32 



Younger Alluvium 

374.13 


Sub Total 


575.48 

Sub-basin Total 

633.23 


007 

Younger Alluvium 

45.55 



Older Alluvium 

- 


008 

Vindhyan Sandstone 

- 



Younger Alluvium 

8.58 



Older Alluvium 

25.55 


009 

Vindhyan Sandstone 

- 



Younger Alluvium 

- 

Sub 3 


Older Alluvium 

- 


010 

Vindhyan Sandstone 

- 



Younger Alluvium 

- 


011 

Older Alluvium 

76.45 


Younger Alluvium 

0.30 


Sub Total 


76.74 


012 

Older Alluvium 

132.54 


Younger Alluvium 

- 
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Sub-basin 

Micro Watershed 

Hydrogeological 

Unit 

Fresh Static 
Groundwater 
Availability, Mm 3 

Sub 3 

013 

Older Alluvium 

102.81 

Quartzite 

0.05 

Sub Total 


102.86 

014 

Older Alluvium 

191.90 

Younger Alluvium 

3.41 

Sub Total 


195.31 

015 

Older Alluvium 

375.48 

Quartzite 

0.45 

Sub Total 


375.93 

016 

Older Alluvium 

69.23 

Quartzite 

0.03 

Younger Alluvium 

3.08 

Sub Total 


72.35 

017 

Older Alluvium 

64.10 

Tertiary Sandstone 

53.27 

Younger Alluvium 

295.24 

Sub Total 


412.62 

018 

Older Alluvium 

40.43 

019 

Older Alluvium 

265.12 

Vindhyan Sandstone 

28.91 

Younger Alluvium 

280.57 

Sub Total 


574.60 

020 

Older Alluvium 

- 

Younger Alluvium 

84.58 

Sub Total 


84.58 

021 

Older Alluvium 

- 

Younger Alluvium 

- 

022 

Younger Alluvium 

16.45 

Sub-basin Total 

2,164.09 

Sub 4 

023 

Older Alluvium 

- 

024 

Older Alluvium 

- 

Tertiary Sandstone 

- 

Vindhyan Sandstone 

1.10 

025 

Older Alluvium 

- 

Tertiary Sandstone 

- 

Younger Alluvium 

- 

026 

Older Alluvium 

6.89 

Tertiary Sandstone 

752.48 

Vindhyan Sandstone 

83.56 

Sub Total 


842.93 

027 

Bilara Limestone 

10.51 

Older Alluvium 

165.43 

Phyllite & Schist 

- 

Tertiary Sandstone 

76.33 

Vindhyan Sandstone 

121.19 

Younger Alluvium 

65.76 

Sub Total 


439.23 

028 

Older Alluvium 

- 

Younger Alluvium 

- 

029 

Older Alluvium 

183.06 


App. OUT-IN-24740-R13-073 

Surface and Groundwater Availability 
475 


July, 2014 





STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Sub-basin 

Micro Watershed 

Hydrogeological 

Unit 

Fresh Static 
Groundwater 
Availability, Mm 3 

Sub 4 

029 

Tertiary Sandstone 

51772 

Vindhyan Sandstone 

19.10 

Younger Alluvium 

48.44 

Sub Total 


768.31 

030 

Older Alluvium 

- 

Tertiary Sandstone 

491.29 

Vindhyan Sandstone 

20.51 

Sub Total 


511.80 

031 

Older Alluvium 

- 

Tertiary Sandstone 

71.98 

Vindhyan Sandstone 

2.19 

Sub Total 


74.18 

032 

Older Alluvium 

291.26 

Phyllite & Schist 

1.49 

Quartzite 

0.40 

Vindhyan Sandstone 

14.84 

Younger Alluvium 

18.58 

Sub Total 


326.57 

Sub-basin Total 

2,964.12 

Sub 5 

033 

Tertiary Sandstone 

- 

Younger Alluvium 

2.95 

034 

Bilara Limestone 

85.55 

Jurassic Sandstone 

- 

Tertiary Sandstone 

37.88 

Vindhyan Sandstone 

104.38 

Younger Alluvium 

74.29 

Sub Total 


302.10 

035 

Bilara Limestone 

16.71 

Older Alluvium 

- 

Tertiary Sandstone 

3.22 

Vindhyan Sandstone 

157.58 

Sub Total 


177.51 

036 

Bilara Limestone 

1.43 

Older Alluvium 

262.91 

Phyllite & Schist 

1.91 

Quartzite 

0.01 

Vindhyan Sandstone 

8.44 

Sub Total 


274.70 

037 

Bilara Limestone 

236.81 

Older Alluvium 

298.80 

Phyllite & Schist 

0.62 

Tertiary Sandstone 

117.17 

Vindhyan Sandstone 

284.33 

Sub Total 


937.73 

038 

Jalore Granite 

2.90 

Jurassic Sandstone 

1,066.85 

Tertiary Sandstone 

- 

Vindhyan Sandstone 

8.95 

Sub Total 


1,078.70 

039 

Bilara Limestone 

223.23 
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Sub-basin 

Micro Watershed 

Hydrogeological 

Unit 

Fresh Static 
Groundwater 
Availability, Mm 3 

Sub 5 

039 

Vindhyan Sandstone 

23946 

Sub Total 


462.69 

040 

Older Alluvium 

272.86 

Phyllite & Schist 

0.03 

Vindhyan Sandstone 

0.42 

Sub Total 


273.31 

041 

Bilara Limestone 

46.42 

Jalore Granite 

12.04 

Jurassic Sandstone 

0.76 

Rhyolite 

26.41 

Vindhyan Sandstone 

294.74 

Sub Total 


380.38 

042 

Bilara Limestone 

19.71 

Older Alluvium 

174.36 

Tertiary Sandstone 

- 

Vindhyan Sandstone 

28.54 

Younger Alluvium 

161.42 

Sub Total 


384.03 

043 

Bilara Limestone 

229.66 

Older Alluvium 

- 

Vindhyan Sandstone 

168.16 

Younger Alluvium 

93.54 

Sub Total 


491.36 

044 

Jurassic Sandstone 

334.31 

045 

Bilara Limestone 

130.54 

Vindhyan Sandstone 

29.62 

Sub Total 


160.16 

046 

Jurassic Sandstone 

5.16 

Tertiary Sandstone 

- 

Younger Alluvium 

13.69 

Sub Total 


18.85 

Sub-basin Total 

5,278.79 

Sub 6 

047 

Younger Alluvium 

127.82 

048 

Younger Alluvium 

118.50 

049 

Tertiary Sandstone 

1.74 

Younger Alluvium 

56.47 

Sub Total 


58.20 

050 

Younger Alluvium 

3.01 

051 

Younger Alluvium 

154.60 

052 

Jurassic Sandstone 

- 

Tertiary Sandstone 

0.37 

Younger Alluvium 

130.47 

Sub Total 


130.83 

053 

Younger Alluvium 

119.52 

054 

Younger Alluvium 

186.44 

055 

Tertiary Sandstone 

- 

Younger Alluvium 

0.19 

056 

Jurassic Sandstone 

27.73 

Tertiary Sandstone 

18.77 

Younger Alluvium 

64.15 
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Sub-basin 


Micro Watershed 

Hydrogeological 

Unit 

Fresh Static 
Groundwater 
Availability, Mm 3 

Sub Total 


110.66 

057 

Jalore Granite 

0.53 

Jurassic Sandstone 

239.85 

Tertiary Sandstone 

1.58 

Sub Total 


241.96 

058 

Jurassic Sandstone 

243.50 

059 

Jalore Granite 

1.34 

Jurassic Sandstone 

152.99 

Tertiary Sandstone 

59.42 

Sub Total 


213.75 

060 

Jurassic Sandstone 

46.62 

Tertiary Sandstone 

19.85 

Younger Alluvium 

50.09 

Sub Total 


116.56 

061 

Jalore Granite 

2.25 

Jurassic Sandstone 

49.52 

Tertiary Sandstone 

71.84 

Sub Total 


123.62 

062 

Jalore Granite 

- 

Jurassic Sandstone 

0.03 

Older Alluvium 

0.09 

Rhyolite 

- 

Sub Total 


0.12 

063 

Jurassic Sandstone 

20.32 

Tertiary Sandstone 

28.09 

Younger Alluvium 

- 

Sub Total 


48.41 

064 

Tertiary Sandstone 

- 

Younger Alluvium 

34.99 

065 

Younger Alluvium 

306.06 

066 

Jurassic Sandstone 

18.57 

Tertiary Sandstone 

- 

067 

Jurassic Sandstone 

- 

Tertiary Sandstone 

61.66 

068 

Jalore Granite 

0.33 

Jurassic Sandstone 

0.70 

Rhyolite 

- 

Sub Total 


1.04 

069 

Jurassic Sandstone 

0.89 

Tertiary Sandstone 

99.18 

Sub Total 


100.07 

070 

Jalore Granite 

0.11 

Older Alluvium 

3.01 

Rhyolite 

1.43 

Tertiary Sandstone 

- 

Sub Total 


4.54 

071 

Older Alluvium 

5.00 

Rhyolite 

- 

072 

Younger Alluvium 

82.47 


2,612.07 


Sub 6 


Sub-basin Total 
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Sub-basin 

Micro Watershed 

Hydrogeological 

Unit 

Fresh Static 
Groundwater 
Availability, Mm 3 

Basin Total 

14,179.17 


Source: CGWB and RGWD 


4.6.4 Saline Static Groundwater Resources (Year 2010) 

The assessed saline static groundwater resource in the basin for year 2010 is 
23,856.27 Mm 3 , (for details see Annex GW-7(b) of Main Report). 


Table 4.6-4: Micro Watershed and Aquifer Wise Saline Static Groundwater Resources in Outside 

Basin (Year 2010) 


Sub-basin 

Micro Watershed 

Hydrogeological 
Unit “ 

Saline Static 
Groundwater 
Availability, Mm 3 


001 

Younger Alluvium 

89.17 



Older Alluvium 

546.68 

Fragmented 

002 

Tertiary Sandstone 

0.37 



Vindhyan Sandstone 

9.57 


Sub Total 


556.62 

Sub-basin Total 

645.79 

Sub 1 

003 

Younger Alluvium 

249.98 

004 

Younger Alluvium 

756.17 

Sub-basin Total 

1,006.15 


005 

Older Alluvium 

252.41 


Younger Alluvium 

90.12 


Sub Total 


342.54 

Sub 2 


Older Alluvium 

553.47 

006 

Tertiary Sandstone 

169.93 


Vindhyan Sandstone 

72.82 



Younger Alluvium 

304.92 


Sub Total 


1,101.14 

Sub-basin Total 

1,443.68 


007 

Younger Alluvium 

164.36 



Older Alluvium 

12.20 


008 

Vindhyan Sandstone 

20.61 



Younger Alluvium 

471.48 


Sub Total 


504.29 



Older Alluvium 

445.03 


009 

Vindhyan Sandstone 

6.48 



Younger Alluvium 

126.24 


Sub Total 


577.75 

Sub 3 


Older Alluvium 

144.00 

010 

Vindhyan Sandstone 

56.30 



Younger Alluvium 

10.49 


Sub Total 


210.79 


011 

Older Alluvium 

137.02 


Younger Alluvium 

- 


Sub Total 


137.02 


012 

Older Alluvium 

359.69 


Younger Alluvium 

1.74 


Sub Total 


361.43 


013 

Older Alluvium 

- 
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Sub-basin 

Micro Watershed 

Hydrogeological 

Unit 

Saline Static 
Groundwater 
Availability, Mm 3 

Sub 3 

013 

Quartzite 

- 

Sub Total 


- 

014 

Older Alluvium 

16.65 

Younger Alluvium 

- 

Sub Total 


16.65 

015 

Older Alluvium 

3.75 

Quartzite 

- 

Sub Total 


3.75 

016 

Older Alluvium 

- 

Quartzite 

- 

Younger Alluvium 

- 

Sub Total 


- 

017 

Older Alluvium 

194.72 

Tertiary Sandstone 

0.09 

Younger Alluvium 

77.87 

Sub Total 


272.69 

018 

Older Alluvium 

65.92 

019 

Older Alluvium 

125.47 

Vindhyan Sandstone 

34.89 

Younger Alluvium 

43.76 

Sub Total 


204.12 

020 

Older Alluvium 

282.88 

Younger Alluvium 

936.45 

Sub Total 


1,219.33 

021 

Older Alluvium 

31.45 

Younger Alluvium 

124.04 

Sub Total 


155.49 

022 

Younger Alluvium 

54.19 

Sub-basin Total 

3,947.74 

Sub 4 

023 

Older Alluvium 

375.02 

024 

Older Alluvium 

955.94 

Tertiary Sandstone 

20.64 

Vindhyan Sandstone 

11.74 

Sub Total 


988.32 

025 

Older Alluvium 

535.74 

Tertiary Sandstone 

3.64 

Younger Alluvium 

9.75 

Sub Total 


549.13 

026 

Older Alluvium 

- 

Tertiary Sandstone 

- 

Vindhyan Sandstone 

- 

Sub Total 


- 

027 

Bilara Limestone 

0.03 

Older Alluvium 

52.28 

Phyllite & Schist 

1.01 

Tertiary Sandstone 

6.17 

Vindhyan Sandstone 

16.27 

Younger Alluvium 

- 

Sub Total 


75.76 

028 

Older Alluvium 

365.21 
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Sub-basin 

Micro Watershed 

Hydrogeological 

Unit 

Saline Static 
Groundwater 
Availability, Mm 3 

Sub 4 

028 

Younger Alluvium 

77.98 

Sub Total 


443.19 

029 

Older Alluvium 

- 

Tertiary Sandstone 

51.58 

Vindhyan Sandstone 

0.39 

Younger Alluvium 

- 

Sub Total 


51.96 

030 

Older Alluvium 

14.25 

Tertiary Sandstone 

23.10 

Vindhyan Sandstone 

15.66 

Sub Total 


53.00 

031 

Older Alluvium 

28.42 

Tertiary Sandstone 

345.15 

Vindhyan Sandstone 

1.06 

Sub Total 


374.63 

032 

Older Alluvium 

39.07 

Phyllite & Schist 

3.52 

Quartzite 

0.01 

Vindhyan Sandstone 

- 

Younger Alluvium 

57.63 

Sub Total 


100.23 

Sub-basin Total 

3011.25 

Sub 5 

033 

Tertiary Sandstone 

348.03 

Younger Alluvium 

595.20 

Sub Total 


943.23 

034 

Bilara Limestone 

3.47 

Jurassic Sandstone 

23.91 

Tertiary Sandstone 

406.30 

Vindhyan Sandstone 

67.73 

Younger Alluvium 

52.50 

Sub Total 


553.90 

035 

Bilara Limestone 

4.79 

Older Alluvium 

1.63 

Tertiary Sandstone 

0.89 

Vindhyan Sandstone 

20.36 

Sub Total 


27.67 

036 

Bilara Limestone 

- 

Older Alluvium 

- 

Phyllite & Schist 

- 

Quartzite 

- 

Vindhyan Sandstone 

- 

Sub Total 


- 

037 

Bilara Limestone 

27.03 

Older Alluvium 

9.21 

Phyllite & Schist 

0.26 

Tertiary Sandstone 

6.78 

Vindhyan Sandstone 

14.34 

Sub Total 


57.62 

038 

Jalore Granite 

5.98 

Jurassic Sandstone 

1407.26 
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Sub-basin 

Micro Watershed 

Hydrogeological 

Unit 

Saline Static 
Groundwater 
Availability, Mm 3 

Sub 5 

038 

Tertiary Sandstone 

632.02 

Vindhyan Sandstone 

48.88 

Sub Total 


2094.13 

039 

Bilara Limestone 

55.82 

Vindhyan Sandstone 

0.93 

Sub Total 


56.75 

040 

Older Alluvium 

- 

Phyllite & Schist 

- 

Vindhyan Sandstone 

- 

Sub Total 


- 

041 

Bilara Limestone 

- 

Jalore Granite 

0.28 

Jurassic Sandstone 

- 

Rhyolite 

13.61 

Vindhyan Sandstone 

130.05 

Sub Total 


143.95 

042 

Bilara Limestone 

0.06 

Older Alluvium 

200.10 

Tertiary Sandstone 

99.61 

Vindhyan Sandstone 

99.56 

Younger Alluvium 

444.03 

Sub Total 


843.36 

043 

Bilara Limestone 

0.22 

Older Alluvium 

21.51 

Vindhyan Sandstone 

1.71 

Younger Alluvium 

27.22 

Sub Total 


50.65 

044 

Jurassic Sandstone 

1074.47 

045 

Bilara Limestone 

1.36 

Vindhyan Sandstone 

- 

Sub Total 


1.36 

046 

Jurassic Sandstone 

303.85 

Tertiary Sandstone 

1885.39 

Younger Alluvium 

596.11 

Sub Total 


2785.35 

Sub-basin Total 

8632.45 

Sub 6 

047 

Younger Alluvium 

303.56 

048 

Younger Alluvium 

377.28 

049 

Tertiary Sandstone 

65.35 

Younger Alluvium 

126.97 

Sub Total 


192.33 

050 

Younger Alluvium 

199.23 

051 

Younger Alluvium 

192.65 

052 

Jurassic Sandstone 

8.73 

Tertiary Sandstone 

322.27 

Younger Alluvium 

40.16 

Sub Total 


371.16 

053 

Younger Alluvium 

43.67 

054 

Younger Alluvium 

146.79 

055 

Tertiary Sandstone 

149.50 


App. OUT-IN-24740-R13-073 

Surface and Groundwater Availability 
482 


July, 2014 





STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Sub-basin 

Micro Watershed 

Hydrogeological 

Unit 

Saline Static 
Groundwater 



Availability, Mm 3 


055 

Younger Alluvium 

55.17 


Sub Total 


204.66 



Jurassic Sandstone 

120.37 


056 

Tertiary Sandstone 

120.94 



Younger Alluvium 

100.92 


Sub Total 


342.23 



Jalore Granite 

0.11 


057 

Jurassic Sandstone 

- 



Tertiary Sandstone 

- 


Sub Total 


0.11 


058 

Jurassic Sandstone 

138.01 



Jalore Granite 

- 


059 

Jurassic Sandstone 

49.36 



Tertiary Sandstone 

1.06 


Sub Total 


50.42 



Jurassic Sandstone 

87.04 


060 

Tertiary Sandstone 

14.39 



Younger Alluvium 

46.51 


Sub Total 


147.94 



Jalore Granite 

0.96 


061 

Jurassic Sandstone 

17.88 



Tertiary Sandstone 

72.30 


Sub Total 


91.14 



Jalore Granite 

0.95 

Sub 6 

062 

Jurassic Sandstone 

0.17 

Older Alluvium 

21.56 



Rhyolite 

1.49 


Sub Total 


24.17 



Jurassic Sandstone 

3.29 


063 

Tertiary Sandstone 

465.70 



Younger Alluvium 

92.55 


Sub Total 


561.55 


064 

Tertiary Sandstone 

43.86 


Younger Alluvium 

174.60 


Sub Total 


218.46 


065 

Younger Alluvium 

280.93 


066 

Jurassic Sandstone 

257.20 


Tertiary Sandstone 

150.52 


Sub Total 


407.72 


067 

Jurassic Sandstone 

68.57 


Tertiary Sandstone 

89.43 


Sub Total 


158.00 



Jalore Granite 

15.64 


068 

Jurassic Sandstone 

15.92 



Rhyolite 

0.40 


Sub Total 


31.96 


069 

Jurassic Sandstone 

6.53 


Tertiary Sandstone 

26.80 


Sub Total 


33.33 


070 

Jalore Granite 

7.25 
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Sub-basin 

Micro Watershed 

Hydrogeological 

Unit 

Saline Static 
Groundwater 
Availability, Mm 3 

Sub 6 

070 

Older Alluvium 

13.51 

Rhyolite 

2.87 

Tertiary Sandstone 

0.28 

Sub Total 


23.91 

071 

Older Alluvium 

290.73 

Rhyolite 

0.28 

Sub Total 


291.01 

072 

Younger Alluvium 

337.00 

Sub-basin Total 

5,169.20 

Basin Total 

23,856.27 


Source: CGWB and RGWD 


5. Summary of Basin Water Resources 

5.1 Conceptual Approach (Assessment Considerations) 

Availability of water originating from various sources depends upon the source 

nature and subject to the following ToR requirements: 

• Locally generated surface water, the starting point for its rational utilization is 
its availability in terms of ‘native’ or ‘virgin’ (un-intercepted) status, with its 
due dependability nature is considered the ‘hydrologic planning base data’ of 
this part of the Basin’s water sources. 

• In the case of imported water, the governing factor is the on-going (current) 
management of the relevant agreements. Dependability levels of this source 
of water relates to its own source, assumed to be maintained through the 
relevant delivery system. 

• Also for groundwater, its availability for long-term exploitation, clear of any 
current State of overdraft is the basic element. Since it is a derivative of 
rainfall, the dependability level of such rechargeable ‘dynamic’ groundwater 
availability relies on the statistic occurrence of precipitation. 

5.2 Basin Summary of Available Water 

The analysis above have been oriented according to the aforementioned 

assessment considerations, culminated in a summary as shown in Table 5.2-1. 


Table 5.2-1: Summary of Available Water Resources in Outside Basin, Mm 3 (2010) 


Property 

Dependability Level 

Mean 

25% 

50% 

75% 

90% 

Fresh Water 






Local Surface Water (virgin), Mm 3 /yr 

990.60 

1,623.00 

644.00 

288.00 

119.90 

Imported Water, Mm 3 /yr 

9,656.86 

12,587.02 

8,620.82 

6,856.33 

6,227.36 

Fresh Dynamic Groundwater, Mm 3 /yr 

1,446.61 





Fresh Static Groundwater, Mm 3 /yr 

14,179.17 





Total Available Fresh Water, Mm 3 /yr 

26,273.24 





Saline Groundwater 






Saline Dynamic Groundwater, Mm 3 /yr 

2,281.47 





Saline Static Groundwater, Mm 3 /yr 

23,856.27 





Total Available Saline Groundwater, Mm 3 /yr 

26,137.74 






Note: For groundwater, assessment is done for Mean Annual Availability as per GEC methodology. 
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Annex OUT-1 

Virgin Water Yield Series for Outside Basin and its Sub-Basins for 

the Area within Rajasthan 

Table A1-1: Virgin Water Yields for Sub-basin Subl of Outside Basin, Mm 3 


Catchment area of Subl within Rajasthan is 5,566.28 km 2 


Year 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual 

1973 

0.01 

0.01 

0.01 

0.00 

0.11 

0.02 

0.08 

1.94 

0.30 

0.05 

0.02 

0.11 

2.66 

1974 

0.02 

0.01 

0.00 

0.02 

0.03 

0.07 

1.96 

0.78 

0.03 

0.02 

0.00 

0.00 

2.94 

1975 

0.04 

0.00 

0.00 

0.00 

0.00 

0.10 

0.28 

12.37 

13.01 

0.14 

0.04 

0.02 

26.00 

1976 

0.01 

0.05 

0.03 

0.04 

0.07 

0.28 

11.43 

300.76 

629.88 

1.29 

0.06 

0.03 

943.93 

1977 

0.02 

0.01 

0.01 

0.01 

0.06 

135.92 

72.68 

2.61 

0.09 

0.03 

0.02 

0.01 

211.47 

1978 

0.01 

0.02 

0.01 

0.02 

0.01 

0.04 

174.36 

53.96 

0.40 

0.10 

0.07 

0.03 

229.03 

1979 

0.02 

0.04 

0.09 

0.03 

0.03 

0.02 

0.06 

0.46 

0.17 

0.03 

0.01 

0.01 

0.97 

1980 

0.01 

0.00 

0.06 

0.01 

0.01 

0.02 

8.85 

12.26 

0.12 

0.03 

0.01 

0.01 

21.39 

1981 

0.03 

0.07 

0.05 

0.01 

0.02 

0.01 

2.50 

0.57 

0.09 

0.03 

0.07 

0.01 

3.46 

1982 

0.04 

0.02 

0.02 

0.15 

7.79 

0.13 

0.16 

21.33 

0.29 

0.06 

0.03 

0.01 

30.03 

1983 

0.18 

0.11 

0.02 

0.71 

0.11 

0.07 

178.20 

77.52 

27.15 

0.15 

0.04 

0.02 

284.28 

1984 

0.01 

0.10 

0.03 

0.02 

0.01 

0.01 

0.21 

98.44 

143.63 

0.38 

0.06 

0.02 

242.92 

1985 

0.02 

0.01 

0.01 

0.14 

0.02 

0.31 

34.57 

5.05 

0.15 

0.05 

0.03 

0.16 

40.52 

1986 

0.09 

0.02 

0.01 

0.01 

0.01 

0.87 

26.07 

0.42 

0.12 

0.03 

0.01 

0.01 

27.67 

1987 

0.01 

0.00 

0.01 

0.01 

0.03 

0.02 

0.04 

0.10 

0.02 

0.01 

0.00 

0.00 

0.25 

1988 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.27 

0.28 

0.42 

0.18 

0.02 

0.01 

1.18 

1989 

0.83 

0.02 

0.03 

0.01 

0.01 

0.24 

35.28 

0.88 

1.83 

0.03 

0.01 

0.01 

39.18 

1990 

0.01 

0.13 

0.03 

0.02 

0.01 

0.02 

0.21 

58.42 

0.35 

0.04 

0.02 

0.02 

59.28 

1991 

0.01 

0.05 

0.01 

0.12 

0.02 

4.46 

0.16 

0.11 

11.57 

0.79 

0.02 

0.01 

17.33 

1992 

0.01 

0.06 

0.02 

0.02 

0.01 

0.01 

0.18 

21.06 

143.55 

0.69 

0.06 

0.02 

165.69 

1993 

0.01 

0.01 

0.01 

0.00 

0.01 

3.55 

5.96 

0.80 

0.09 

0.02 

0.01 

0.01 

10.48 

1994 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

40.54 

45.80 

4.98 

0.12 

0.02 

0.02 

91.48 

1995 

0.01 

0.01 

0.01 

0.00 

0.00 

0.19 

8.13 

11.13 

0.16 

0.04 

0.02 

0.01 

19.71 

1996 

0.01 

0.00 

0.00 

0.00 

0.00 

6.03 

3.40 

0.27 

0.05 

0.03 

0.01 

0.01 

9.81 

1997 

0.00 

0.00 

0.01 

0.00 

0.00 

0.02 

2.44 

54.04 

18.28 

0.11 

0.03 

0.02 

74.95 

1998 

0.01 

0.01 

0.01 

0.00 

0.00 

0.11 

35.11 

0.49 

2.68 

0.59 

0.02 

0.01 

39.04 

1999 

0.01 

0.00 

0.00 

0.00 

0.01 

0.08 

19.15 

1.10 

0.03 

0.01 

0.01 

0.00 

20.40 

2000 

0.01 

0.00 

0.00 

0.00 

0.00 

0.04 

0.57 

0.15 

0.04 

0.01 

0.00 

0.00 

0.82 

2001 

0.00 

0.00 

0.00 

0.00 

0.00 

0.32 

6.65 

1.22 

0.07 

0.02 

0.01 

0.00 

8.29 

2002 

0.01 

0.00 

0.00 

0.00 

0.02 

0.16 

0.19 

0.09 

0.04 

0.01 

0.01 

0.01 

0.54 

2003 

0.01 

0.02 

0.06 

0.01 

0.00 

0.47 

0.36 

3.92 

3.44 

0.31 

0.01 

0.00 

8.61 

2004 

0.00 

0.00 

0.00 

0.00 

0.10 

0.49 

1.17 

119.01 

0.75 

1.62 

0.05 

0.03 

123.22 

2005 

0.02 

0.02 

0.01 

0.03 

0.01 

0.06 

9.60 

3.24 

5.20 

0.18 

0.04 

0.02 

18.43 

2006 

0.01 

0.06 

3.20 

0.03 

0.10 

4.10 

66.45 

115.29 

10.26 

0.18 

0.04 

0.01 

199.73 

2007 

0.03 

1.76 

0.15 

0.02 

0.01 

4.95 

41.26 

19.25 

1.88 

0.06 

0.03 

0.01 

69.41 

2008 

0.03 

0.04 

0.01 

0.02 

0.03 

0.94 

4.52 

12.55 

24.06 

0.38 

0.03 

0.02 

42.63 

2009 

0.04 

0.02 

0.01 

0.01 

0.10 

0.02 

65.68 

4.11 

0.81 

0.04 

0.02 

0.01 

70.87 

2010 

0.00 

0.03 

0.07 

0.01 

0.01 

0.05 

17.89 

39.62 

23.85 

1.99 

28.09 

0.57 

112.18 

% yield 

0.05 

0.08 

0.12 

0.05 

0.27 

5.02 

26.80 

33.67 

32.71 

0.30 

0.89 

0.04 


Mean 

0.04 

0.07 

0.11 

0.04 

0.23 

4.32 

23.07 

28.98 

28.15 

0.26 

0.76 

0.03 

86.07 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table A1-2: Virgin Water Yields for Sub-basin Sub2 of Outside Basin, Mm 3 

Catchment Area of Sub2 within Rajasthan is 7,517.14 km 2 


Year 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual 

1973 

0.01 

0.01 

0.00 

0.00 

0.06 

0.08 

0.25 

3.06 

9.47 

0.55 

0.16 

0.06 

13.71 

1974 

0.02 

0.01 

0.01 

0.03 

0.03 

0.13 

3.44 

3.56 

0.14 

0.18 

0.06 

0.02 

7.63 

1975 

0.01 

0.01 

0.00 

0.00 

0.00 

0.08 

0.26 

0.72 

7.86 

0.76 

0.21 

0.07 

9.98 

1976 

0.03 

0.07 

0.06 

0.03 

0.06 

1.17 

0.69 

78.92 

35.19 

0.35 

0.10 

0.04 

116.71 

1977 

0.06 

0.08 

0.03 

0.03 

0.62 

0.24 

17.15 

1.67 

36.03 

0.99 

0.28 

0.11 

57.29 

1978 

0.04 

0.11 

0.25 

0.10 

0.11 

0.07 

163.63 

6.90 

1.03 

0.37 

0.12 

0.05 

172.78 

1979 

0.04 

0.35 

0.25 

0.07 

0.07 

0.13 

0.40 

20.67 

22.35 

0.11 

0.04 

0.04 

44.52 

1980 

0.07 

0.02 

0.05 

0.02 

0.02 

0.08 

0.64 

0.57 

0.26 

0.19 

0.11 

0.04 

2.07 

1981 

0.07 

0.03 

0.06 

0.04 

0.01 

0.02 

3.71 

0.86 

0.25 

0.09 

2.84 

0.16 

8.14 

1982 

0.06 

0.02 

0.07 

0.14 

0.27 

0.23 

0.65 

142.40 

0.92 

0.27 

0.08 

0.03 

145.14 

1983 

0.02 

0.03 

0.01 

0.89 

0.50 

0.33 

2.79 

11.53 

7.07 

0.31 

0.10 

0.04 

23.62 

1984 

0.01 

0.01 

0.02 

0.01 

0.01 

0.01 

0.23 

3.13 

0.33 

0.10 

0.04 

0.02 

3.92 

1985 

0.01 

0.01 

0.01 

0.02 

0.01 

0.02 

9.79 

0.46 

0.18 

0.12 

0.04 

0.01 

10.68 

1986 

0.01 

0.10 

0.07 

0.02 

0.01 

0.10 

0.37 

0.71 

0.30 

0.10 

0.03 

0.01 

1.83 

1987 

0.03 

0.02 

0.01 

0.01 

0.39 

0.69 

0.30 

0.21 

0.19 

0.11 

0.03 

0.01 

2.00 

1988 

0.01 

0.02 

0.09 

0.05 

0.03 

0.04 

0.92 

0.83 

0.58 

0.15 

0.05 

0.01 

2.78 

1989 

0.16 

0.05 

0.02 

0.01 

0.01 

0.10 

0.65 

0.18 

0.41 

0.36 

0.09 

0.03 

2.07 

1990 

0.01 

0.06 

0.08 

0.03 

0.13 

0.07 

0.43 

1.17 

0.57 

0.21 

0.06 

0.02 

2.84 

1991 

0.01 

0.07 

0.04 

0.06 

0.06 

0.12 

0.12 

0.12 

0.09 

0.03 

0.01 

0.01 

0.74 

1992 

0.00 

0.01 

0.00 

0.00 

0.00 

0.11 

0.51 

2.34 

0.63 

0.21 

0.08 

0.04 

3.93 

1993 

0.01 

0.01 

0.03 

0.02 

0.00 

0.09 

0.31 

0.16 

0.23 

0.08 

0.03 

0.01 

0.98 

1994 

0.02 

0.01 

0.01 

0.00 

0.00 

0.02 

0.21 

0.26 

0.19 

0.08 

0.02 

0.01 

0.83 

1995 

0.13 

0.19 

0.17 

0.15 

0.04 

0.07 

0.46 

88.78 

1.49 

0.32 

0.10 

0.03 

91.93 

1996 

0.04 

0.12 

0.11 

0.09 

0.11 

0.49 

0.65 

1.20 

0.36 

0.15 

0.05 

0.01 

3.38 

1997 

0.01 

0.01 

0.07 

0.47 

0.15 

0.20 

4.20 

73.47 

10.85 

2.35 

0.40 

104.63 

196.81 

1998 

0.42 

2.42 

0.32 

0.09 

0.06 

0.33 

2.69 

16.36 

19.68 

31.44 

0.83 

0.19 

74.83 

1999 

0.16 

0.08 

0.03 

0.01 

0.08 

0.16 

0.37 

0.42 

0.12 

0.04 

0.01 

0.01 

1.49 

2000 

0.01 

0.03 

0.01 

0.01 

0.02 

0.01 

692.97 

40.78 

1.09 

0.32 

0.10 

0.04 

735.39 

2001 

0.01 

0.02 

0.05 

0.09 

1.25 

0.45 

0.92 

0.88 

0.21 

0.07 

0.02 

0.01 

3.98 

2002 

0.01 

0.01 

0.06 

0.02 

0.02 

0.09 

0.05 

0.05 

0.02 

0.01 

0.01 

0.01 

0.36 

2003 

0.13 

0.12 

0.10 

0.13 

0.04 

0.07 

3.26 

0.97 

0.46 

0.17 

0.05 

0.02 

5.52 

2004 

0.01 

0.01 

0.01 

0.01 

0.01 

0.05 

0.17 

0.19 

0.10 

0.12 

0.04 

0.01 

0.73 

2005 

0.02 

0.13 

0.15 

0.12 

0.09 

0.19 

20.92 

0.73 

1.64 

0.37 

0.10 

0.03 

24.49 

2006 

0.01 

0.01 

0.12 

0.07 

0.12 

0.08 

6.78 

2.05 

1.27 

0.20 

0.10 

0.04 

10.85 

2007 

0.02 

2.14 

0.48 

0.14 

0.04 

0.58 

2.03 

0.48 

0.21 

0.10 

0.03 

0.02 

6.27 

2008 

0.01 

0.02 

0.01 

0.37 

0.37 

0.68 

6.26 

79.09 

22.20 

0.40 

0.12 

0.06 

109.59 

2009 

0.05 

0.03 

0.03 

0.03 

0.03 

0.30 

45.05 

42.81 

50.63 

0.36 

0.10 

0.03 

139.45 

2010 

0.03 

0.01 

0.01 

0.01 

0.06 

11.37 

123.56 

81.39 

215.14 

1.58 

0.29 

0.09 

433.54 

% yield 

0.07 

0.26 

0.12 

0.14 

0.20 

0.77 

45.20 

28.72 

18.19 

1.77 

0.28 

4.29 


Mean 

0.05 

0.17 

0.08 

0.09 

0.13 

0.50 

29.42 

18.69 

11.84 

1.15 

0.18 

2.79 

65.07 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table A1-3: Virgin Water Yields for Sub-basin Sub3 of Outside Basin, Mm 3 

Catchment Area of Sub3 within Rajasthan is 23582.09 km 2 


Year 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual 

1973 

0.06 

0.02 

0.00 

0.00 

0.37 

0.22 

2.92 

115.11 

17.56 

1.78 

0.50 

0.20 

138.74 

1974 

0.05 

0.01 

0.00 

0.00 

0.06 

1.23 

27.16 

4.85 

1.07 

0.39 

0.12 

0.06 

35.00 

1975 

0.05 

0.00 

0.00 

0.00 

0.11 

1.19 

156.08 

345.01 

93.83 

2.62 

0.80 

0.25 

599.94 

1976 

0.19 

0.23 

0.09 

0.03 

0.20 

15.20 

24.05 

210.03 

141.18 

1.31 

0.36 

0.13 

393.00 

1977 

0.27 

0.25 

0.07 

0.09 

0.23 

19.82 

170.17 

348.77 

312.93 

3.37 

0.90 

0.30 

857.17 

1978 

0.10 

4.77 

0.75 

0.29 

0.14 

0.80 

2,380.21 

244.41 

8.73 

2.44 

0.57 

0.24 

2,643.45 

1979 

0.17 

0.43 

0.19 

0.21 

0.36 

0.40 

5.25 

3.80 

0.95 

0.29 

0.13 

0.10 

12.28 

1980 

0.13 

0.03 

0.27 

0.11 

0.16 

0.52 

14.57 

7.94 

3.31 

0.63 

0.38 

0.48 

28.53 

1981 

0.56 

0.30 

0.28 

0.14 

0.13 

0.12 

35.31 

6.50 

1.55 

0.62 

10.88 

0.32 

56.71 

1982 

8.96 

0.79 

1.49 

0.79 

2.26 

29.58 

78.41 

318.50 

7.64 

1.04 

0.41 

0.21 

450.08 

1983 

0.20 

0.17 

0.15 

1.30 

1.27 

1.79 

180.22 

122.17 

178.05 

1.83 

0.50 

0.17 

487.82 

1984 

0.07 

0.12 

0.09 

0.05 

0.03 

0.22 

2.29 

77.60 

62.27 

1.51 

0.44 

0.14 

144.83 

1985 

0.07 

0.02 

0.03 

0.13 

0.03 

0.68 

64.67 

342.97 

11.40 

0.93 

0.28 

0.49 

421.70 

1986 

0.20 

0.52 

0.29 

0.14 

1.60 

1.73 

6.62 

7.54 

1.20 

0.44 

0.12 

0.04 

20.44 

1987 

1.85 

0.26 

0.29 

0.19 

2.84 

0.94 

1.10 

2.15 

1.47 

0.39 

0.12 

0.04 

11.64 

1988 

0.07 

0.05 

0.43 

0.18 

0.10 

20.99 

27.90 

78.10 

129.88 

7.07 

0.86 

0.30 

265.93 

1989 

0.28 

0.06 

0.05 

0.07 

0.03 

0.54 

3.09 

2.06 

1.33 

0.42 

0.12 

0.05 

8.10 

1990 

0.02 

0.57 

0.81 

0.25 

0.23 

0.66 

131.69 

7.80 

2.40 

1.12 

0.60 

0.30 

146.45 

1991 

0.09 

0.12 

0.09 

0.44 

0.26 

0.98 

11.28 

94.85 

6.59 

1.17 

0.33 

0.13 

116.33 

1992 

0.06 

0.38 

0.14 

0.11 

0.14 

0.30 

77.18 

161.41 

149.64 

1.92 

0.57 

0.19 

392.04 

1993 

0.08 

0.10 

0.18 

0.06 

0.07 

1.34 

729.19 

12.62 

44.73 

1.36 

0.39 

0.12 

790.24 

1994 

0.41 

0.09 

0.03 

0.17 

0.04 

0.64 

40.30 

21.46 

4.81 

0.80 

0.22 

0.07 

69.04 

1995 

0.96 

0.08 

0.04 

0.02 

0.01 

2.06 

11.01 

107.32 

33.43 

1.38 

0.38 

0.14 

156.83 

1996 

0.14 

0.06 

0.02 

0.03 

0.21 

94.18 

6.51 

49.35 

36.29 

0.74 

0.23 

0.08 

187.84 

1997 

0.00 

0.00 

0.03 

0.15 

0.51 

1.07 

17.70 

23.87 

4.95 

117.74 

0.73 

0.22 

166.97 

1998 

0.08 

0.08 

0.30 

0.08 

0.32 

22.59 

23.50 

6.05 

126.84 

40.79 

1.48 

0.40 

222.51 

1999 

0.23 

0.10 

0.03 

0.01 

0.29 

0.91 

2.11 

3.05 

0.86 

1.87 

0.13 

0.04 

9.63 

2000 

0.01 

0.00 

0.01 

0.00 

0.13 

0.28 

6.67 

9.92 

1.43 

0.62 

0.17 

0.05 

19.29 

2001 

0.09 

0.06 

0.03 

0.18 

1.14 

6.36 

72.38 

68.88 

1.90 

0.54 

0.18 

0.06 

151.80 

2002 

0.01 

0.18 

0.27 

0.09 

1.11 

1.49 

1.32 

1.35 

2.21 

0.39 

0.12 

0.10 

8.64 

2003 

0.16 

0.28 

0.22 

0.07 

0.12 

0.55 

31.46 

24.13 

32.73 

2.15 

0.38 

0.19 

92.44 

2004 

0.10 

0.13 

0.03 

0.05 

0.42 

0.52 

1.52 

24.69 

2.05 

3.06 

0.30 

0.09 

32.96 

2005 

0.06 

0.68 

1.81 

12.73 

2.74 

3.13 

8.00 

1.92 

52.43 

2.41 

1.71 

0.29 

87.91 

2006 

0.09 

0.02 

0.30 

0.15 

0.77 

5.39 

246.43 

14.09 

4.99 

0.58 

0.20 

0.08 

273.09 

2007 

0.05 

1.11 

0.75 

0.29 

9.02 

8.36 

3.68 

12.85 

15.42 

1,463.21 

6.09 

2.27 

1,523.10 

2008 

0.70 

0.18 

0.07 

0.43 

0.79 

15.93 

132.30 

378.81 

38.20 

1.59 

0.47 

0.20 

569.67 

2009 

0.13 

0.14 

0.09 

0.10 

0.18 

0.42 

29.62 

2.88 

7.53 

0.97 

0.29 

0.09 

42.44 

2010 

0.19 

0.14 

0.23 

0.10 

0.11 

1.59 

76.10 

294.57 

90.91 

3.07 

0.65 

0.33 

467.99 

% yield 

0.14 

0.10 

0.08 

0.16 

0.24 

2.19 

39.99 

29.41 

13.51 

13.84 

0.27 

0.07 


Mean 

0.45 

0.33 

0.26 

0.51 

0.75 

6.97 

127.37 

93.67 

43.02 

44.07 

0.87 

0.24 

318.49 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table A1-4: Virgin Water Yields for Sub-basin Sub4 of Outside Basin, Mm 3 

Catchment Area of Sub4 within Rajasthan is 24,263.67 km 2 


Year 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual, 

Mm 3 

1973 

0.05 

0.03 

0.01 

0.00 

0.46 

0.82 

1.79 

95.21 

14.96 

2.00 

0.56 

0.20 

116.09 

1974 

0.07 

0.01 

0.00 

0.01 

0.12 

0.88 

58.47 

4.98 

1.19 

0.71 

0.23 

0.08 

66.75 

1975 

0.03 

0.00 

0.03 

0.05 

0.01 

1.31 

152.34 

39.82 

25.24 

3.60 

0.85 

0.29 

223.57 

1976 

0.15 

0.14 

0.05 

0.04 

0.15 

2.66 

20.40 

254.77 

168.76 

2.78 

0.78 

0.25 

450.93 

1977 

0.29 

0.27 

0.07 

0.19 

0.46 

43.09 

380.44 

24.09 

350.85 

4.26 

1.10 

0.36 

805.47 

1978 

0.15 

5.55 

0.50 

0.29 

0.26 

1.17 

635.02 

14.56 

3.84 

1.27 

0.37 

0.15 

663.13 

1979 

0.13 

0.96 

0.69 

0.18 

0.64 

0.97 

1.58 

2.46 

1.83 

1.54 

0.56 

0.20 

11.74 

1980 

0.17 

0.02 

0.12 

0.04 

0.10 

0.88 

3.87 

8.05 

1.54 

0.51 

0.29 

0.36 

15.95 

1981 

0.31 

0.08 

0.11 

0.08 

0.45 

0.20 

68.78 

18.15 

1.27 

0.43 

1.94 

0.28 

92.08 

1982 

0.51 

0.23 

0.36 

0.43 

2.19 

0.94 

5.95 

96.27 

3.41 

1.19 

0.42 

0.15 

112.05 

1983 

0.06 

0.05 

0.23 

1.20 

1.64 

1.63 

26.53 

28.77 

27.20 

1.65 

0.52 

0.19 

89.67 

1984 

0.07 

0.10 

0.10 

0.02 

0.01 

0.07 

2.08 

6.95 

9.24 

1.45 

0.39 

0.13 

20.61 

1985 

0.04 

0.00 

0.00 

0.09 

0.03 

0.11 

17.14 

5.16 

1.54 

0.50 

0.16 

0.08 

24.85 

1986 

0.08 

0.57 

0.28 

0.09 

0.35 

1.38 

3.22 

3.15 

1.65 

0.44 

0.11 

0.04 

11.36 

1987 

0.27 

0.12 

0.57 

0.24 

3.09 

1.94 

1.37 

25.01 

1.39 

0.39 

0.10 

0.04 

34.53 

1988 

0.02 

0.00 

0.34 

0.15 

0.07 

0.88 

7.77 

11.95 

71.76 

2.70 

0.62 

0.21 

96.47 

1989 

0.34 

0.12 

0.03 

0.00 

0.00 

0.68 

8.86 

10.66 

3.80 

1.53 

0.40 

0.14 

26.56 

1990 

0.03 

0.47 

0.52 

0.14 

0.36 

0.71 

13.56 

11.53 

2.14 

0.96 

0.36 

0.13 

30.91 

1991 

0.03 

0.10 

0.05 

0.43 

0.69 

0.41 

6.54 

3.63 

6.78 

0.62 

0.16 

0.16 

19.60 

1992 

0.17 

0.21 

0.06 

0.03 

0.00 

0.51 

13.76 

78.25 

23.30 

2.57 

0.74 

0.25 

119.85 

1993 

0.17 

0.14 

0.15 

0.07 

0.32 

2.84 

60.82 

2.25 

2.59 

0.83 

0.22 

0.09 

70.49 

1994 

0.87 

0.28 

0.08 

0.35 

0.14 

1.26 

38.28 

37.46 

6.18 

1.18 

0.33 

0.12 

86.53 

1995 

0.21 

0.41 

0.30 

0.23 

0.10 

2.37 

104.96 

194.31 

16.24 

1.53 

0.46 

0.16 

321.28 

1996 

0.19 

0.20 

0.32 

0.23 

1.54 

135.19 

16.20 

20.23 

3.24 

0.96 

0.27 

0.09 

178.66 

1997 

0.03 

0.01 

0.24 

0.71 

1.09 

115.44 

90.26 

271.23 

8.67 

325.73 

2.78 

111.25 

927.44 

1998 

0.80 

6.83 

1.33 

0.44 

0.58 

37.34 

11.88 

18.73 

3.30 

279.56 

3.31 

0.95 

365.05 

1999 

0.55 

0.42 

0.16 

0.04 

0.96 

1.68 

16.92 

64.52 

1.61 

2.24 

0.20 

0.07 

89.37 

2000 

0.02 

0.01 

0.01 

0.01 

0.02 

1.05 

350.28 

5.61 

2.00 

1.01 

0.29 

0.09 

360.40 

2001 

0.05 

0.02 

0.02 

0.28 

0.77 

5.21 

78.25 

19.49 

2.26 

0.66 

0.21 

0.07 

107.29 

2002 

0.01 

0.03 

0.10 

0.03 

0.12 

0.54 

0.22 

0.54 

0.39 

0.13 

0.29 

0.13 

2.53 

2003 

0.26 

0.41 

0.33 

0.15 

0.08 

0.83 

36.87 

11.32 

8.36 

1.13 

0.34 

0.17 

60.25 

2004 

0.07 

0.04 

0.02 

0.05 

0.41 

0.63 

0.93 

26.32 

1.88 

1.14 

0.32 

0.10 

31.91 

2005 

0.11 

0.70 

0.48 

0.17 

0.22 

0.43 

33.68 

2.83 

3.31 

0.90 

0.25 

0.09 

43.17 

2006 

0.03 

0.00 

0.31 

0.16 

0.61 

4.79 

56.38 

3.16 

1.61 

4.27 

0.32 

0.14 

71.78 

2007 

0.04 

19.83 

2.70 

0.64 

0.42 

0.92 

2.87 

7.00 

2.25 

0.85 

0.22 

0.09 

37.83 

2008 

0.02 

0.01 

0.00 

1.70 

1.36 

21.52 

7.00 

144.44 

15.14 

0.92 

0.29 

0.16 

192.56 

2009 

0.17 

0.14 

0.41 

0.43 

1.10 

1.84 

27.62 

35.11 

15.90 

0.40 

0.12 

0.04 

83.28 

2010 

0.04 

0.02 

0.06 

0.01 

0.35 

9.74 

69.87 

107.30 

163.31 

2.88 

1.33 

0.42 

355.33 

% yield 

0.10 

0.60 

0.17 

0.15 

0.33 

6.31 

37.91 

26.73 

15.27 

10.24 

0.35 

1.84 


Mean 

0.17 

1.01 

0.29 

0.25 

0.56 

10.65 

64.02 

45.14 

25.79 

17.30 

0.58 

3.10 

168.88 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table A1-5: Virgin Water Yields for Sub-basin Sub5 of Outside Basin, Mm 3 

Catchment Area of Sub5 within Rajasthan is 42264.74 km 2 


Year 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual, 

Mm 3 

1973 

0.03 

0.01 

0.01 

0.01 

0.10 

0.54 

2.18 

402.98 

14.18 

2.28 

0.70 

0.38 

423.40 

1974 

0.19 

0.09 

0.04 

0.04 

0.27 

1.07 

56.91 

7.24 

0.93 

0.59 

0.29 

0.12 

67.78 

1975 

0.05 

0.02 

0.03 

0.03 

0.02 

1.19 

283.87 

257.88 

458.35 

9.86 

1.77 

0.60 

1,013.67 

1976 

0.27 

0.21 

0.17 

0.13 

0.22 

0.49 

12.47 

60.48 

94.02 

2.97 

0.94 

0.39 

172.76 

1977 

1.31 

0.35 

0.13 

0.08 

0.27 

37.93 

97.93 

42.58 

263.61 

2.04 

0.58 

0.26 

447.07 

1978 

0.10 

0.21 

0.22 

0.09 

0.08 

0.31 

97.30 

31.02 

5.49 

1.20 

0.39 

0.25 

136.66 

1979 

0.11 

0.54 

0.51 

0.18 

0.37 

1.00 

25.35 

49.59 

1.56 

0.84 

0.40 

0.23 

80.68 

1980 

0.19 

0.08 

0.10 

0.04 

0.28 

0.46 

20.23 

19.12 

2.15 

0.64 

0.22 

0.14 

43.65 

1981 

0.12 

0.08 

0.10 

0.08 

0.21 

0.20 

38.78 

118.18 

1.21 

0.66 

1.49 

0.49 

161.60 

1982 

0.57 

0.28 

0.64 

2.11 

2.13 

1.03 

5.71 

8.71 

1.60 

0.85 

0.45 

0.18 

24.26 

1983 

0.07 

0.04 

0.06 

0.98 

0.93 

8.70 

161.66 

151.91 

448.24 

2.38 

0.74 

0.29 

776.00 

1984 

0.13 

0.16 

0.16 

0.05 

0.05 

0.14 

1.15 

15.66 

37.46 

1.96 

0.58 

0.21 

57.71 

1985 

0.10 

0.04 

0.04 

0.44 

0.20 

0.17 

7.02 

3.17 

0.98 

0.42 

0.14 

0.06 

12.78 

1986 

0.02 

0.16 

0.21 

0.13 

0.12 

0.68 

0.87 

1.45 

0.72 

0.20 

0.07 

0.02 

4.65 

1987 

0.10 

0.06 

0.11 

0.09 

0.56 

0.79 

1.18 

9.90 

0.76 

0.27 

0.10 

0.03 

13.95 

1988 

0.02 

0.02 

0.05 

0.03 

0.02 

0.20 

52.21 

13.09 

13.28 

0.86 

0.30 

0.11 

80.19 

1989 

0.18 

0.05 

0.03 

0.02 

0.02 

0.14 

6.80 

13.91 

4.15 

1.16 

0.33 

0.13 

26.92 

1990 

0.06 

0.16 

0.38 

0.10 

0.24 

0.40 

27.02 

18.65 

11.47 

2.02 

0.46 

0.19 

61.15 

1991 

0.08 

0.06 

0.03 

0.12 

0.11 

0.29 

1.74 

1.55 

3.18 

0.38 

0.14 

0.13 

7.81 

1992 

0.12 

0.19 

0.11 

0.04 

0.03 

0.28 

3.83 

70.03 

274.36 

3.38 

1.01 

0.38 

353.76 

1993 

0.17 

0.07 

0.04 

0.04 

0.07 

7.96 

449.98 

2.87 

2.03 

0.90 

0.32 

0.14 

464.59 

1994 

0.22 

0.11 

0.06 

0.13 

0.32 

0.41 

20.27 

31.43 

25.48 

1.41 

0.47 

0.18 

80.49 

1995 

0.07 

0.08 

0.07 

0.09 

0.06 

0.19 

53.59 

47.87 

15.48 

1.25 

0.44 

0.18 

119.37 

1996 

0.12 

0.07 

0.07 

0.06 

0.44 

476.58 

20.19 

226.56 

12.74 

0.75 

0.27 

0.13 

737.98 

1997 

0.05 

0.04 

0.06 

0.21 

0.45 

28.52 

22.82 

128.51 

6.53 

37.89 

1.45 

8.15 

234.68 

1998 

0.18 

0.37 

0.33 

0.14 

0.09 

52.09 

4.98 

4.24 

3.61 

40.48 

1.13 

0.36 

108.00 

1999 

0.23 

0.16 

0.07 

0.04 

0.20 

0.55 

105.29 

462.63 

2.06 

0.88 

0.32 

0.12 

572.55 

2000 

0.06 

0.04 

0.04 

0.09 

0.14 

0.37 

46.51 

21.92 

1.47 

0.52 

0.23 

0.07 

71.46 

2001 

0.04 

0.04 

0.04 

0.08 

0.58 

2.19 

21.59 

19.96 

2.11 

0.87 

0.35 

0.12 

47.97 

2002 

0.10 

0.04 

0.04 

0.05 

0.06 

0.59 

0.96 

0.95 

0.87 

0.33 

0.14 

0.06 

4.19 

2003 

0.07 

0.16 

0.11 

0.07 

0.11 

0.40 

26.66 

108.86 

8.75 

1.01 

0.32 

0.14 

146.66 

2004 

0.10 

0.07 

0.04 

0.03 

0.20 

0.38 

0.95 

8.97 

12.73 

1.15 

0.35 

0.13 

25.10 

2005 

0.10 

0.15 

0.12 

0.07 

85.04 

0.58 

8.80 

4.36 

23.07 

2.26 

0.58 

0.19 

125.32 

2006 

0.07 

0.04 

0.06 

0.06 

0.32 

0.41 

22.51 

2.49 

1.56 

0.64 

0.25 

0.11 

28.52 

2007 

0.06 

0.29 

0.61 

0.33 

0.15 

0.28 

4.03 

91.85 

253.75 

3.99 

0.58 

0.23 

356.15 

2008 

0.10 

0.06 

0.05 

0.59 

0.44 

0.83 

1.39 

9.80 

1.45 

0.53 

0.19 

0.14 

15.57 

2009 

0.11 

0.07 

0.12 

0.13 

0.41 

0.58 

2.04 

1.85 

7.36 

0.65 

0.23 

0.13 

13.68 

2010 

0.09 

0.05 

0.09 

0.07 

0.14 

2.30 

8.45 

134.09 

55.18 

1.82 

0.71 

0.29 

203.28 

% yield 

0.08 

0.06 

0.07 

0.10 

1.30 

8.62 

23.56 

35.60 

28.32 

1.81 

0.27 

0.21 


Mean 

0.15 

0.12 

0.14 

0.19 

2.51 

16.61 

45.40 

68.59 

54.58 

3.48 

0.51 

0.41 

192.68 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table A1-6: Virgin Water Yields for Sub-basin Sub6 of Outside Basin, Mm 3 

Catchment Area of Sub6 within Rajasthan is 25,186.89 km 2 


Year 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual, 

Mm 3 

1973 

0.00 

0.00 

0.00 

0.00 

0.01 

0.67 

1.52 

261.97 

14.83 

4.15 

1.12 

0.36 

284.63 

1974 

0.08 

0.01 

0.01 

0.03 

1.25 

2.48 

0.76 

0.25 

0.03 

0.27 

0.22 

0.01 

5.40 

1975 

0.00 

0.00 

0.00 

0.00 

0.00 

1.36 

41.54 

6.74 

10.00 

3.27 

0.87 

0.28 

64.06 

1976 

0.08 

0.65 

0.35 

0.07 

0.03 

0.14 

15.17 

5.41 

13.08 

2.90 

1.12 

0.45 

39.45 

1977 

0.13 

0.02 

0.02 

0.05 

0.26 

1.51 

3.93 

2.13 

1.01 

0.40 

0.09 

0.00 

9.55 

1978 

0.00 

0.02 

0.04 

0.01 

0.00 

1.02 

4.54 

4.34 

2.57 

2.70 

5.69 

1.30 

22.23 

1979 

0.36 

0.38 

0.31 

0.03 

1.01 

0.59 

0.67 

7.98 

1.72 

0.80 

0.47 

0.22 

14.54 

1980 

0.14 

0.03 

0.04 

0.01 

0.29 

0.24 

3.94 

2.17 

0.79 

0.42 

0.15 

0.17 

8.39 

1981 

0.21 

0.02 

0.06 

0.03 

0.00 

0.03 

2.00 

12.60 

1.61 

1.04 

0.80 

0.15 

18.55 

1982 

0.22 

0.04 

0.24 

0.13 

0.76 

0.50 

1.44 

3.53 

806.73 

469.96 

11.20 

0.97 

1,295.72 

1983 

0.27 

0.07 

0.03 

0.39 

0.61 

1,349.29 

499.42 

24.13 

3.29 

1.09 

0.35 

0.07 

1,879.01 

1984 

0.02 

0.02 

0.02 

0.03 

0.02 

0.15 

1.56 

3.47 

1.68 

0.77 

0.23 

0.02 

7.99 

1985 

0.00 

0.00 

0.00 

0.39 

0.10 

0.03 

4.52 

4.87 

1.48 

0.43 

0.14 

0.00 

11.96 

1986 

0.00 

0.00 

0.00 

0.00 

0.00 

0.47 

0.40 

2.36 

0.92 

0.56 

0.20 

0.00 

4.91 

1987 

0.00 

0.00 

0.04 

0.00 

0.47 

0.43 

0.33 

0.18 

0.03 

0.01 

0.00 

0.00 

1.49 

1988 

0.00 

0.00 

0.00 

0.16 

0.21 

0.01 

1.10 

4.63 

1.43 

0.38 

0.04 

0.01 

7.97 

1989 

0.03 

0.01 

0.00 

0.00 

0.00 

0.78 

1.44 

7.58 

8.53 

2.39 

0.63 

0.23 

21.62 

1990 

0.01 

0.09 

0.12 

0.02 

0.04 

0.39 

1.81 

150.61 

3.48 

1.09 

0.32 

0.05 

158.03 

1991 

0.05 

0.02 

0.01 

0.00 

0.00 

0.17 

1.61 

4.36 

2.80 

0.79 

0.22 

0.01 

10.04 

1992 

0.01 

0.08 

0.03 

0.02 

0.04 

0.30 

1.56 

5.69 

12.69 

4.84 

1.34 

0.43 

27.03 

1993 

0.21 

0.11 

0.11 

0.23 

0.11 

1.30 

669.97 

10.41 

10.21 

2.23 

0.63 

0.23 

695.75 

1994 

0.01 

0.01 

0.01 

0.24 

0.04 

0.07 

9.00 

12.48 

5.05 

1.69 

0.47 

0.15 

29.22 

1995 

0.02 

0.01 

0.03 

0.14 

0.01 

0.27 

24.51 

12.56 

3.72 

4.55 

1.44 

0.45 

47.71 

1996 

0.15 

0.01 

0.01 

0.01 

1.14 

28.86 

7.26 

2.89 

1.19 

0.38 

0.09 

0.01 

42.00 

1997 

0.01 

0.01 

0.01 

0.00 

0.27 

2.01 

1.66 

6.77 

2.22 

1.43 

0.57 

0.29 

15.25 

1998 

0.03 

0.04 

0.18 

0.03 

0.10 

2.35 

2.89 

1.11 

2.29 

8.89 

2.59 

0.76 

21.26 

1999 

0.23 

0.15 

0.07 

0.00 

2.91 

11.76 

2.79 

50.54 

1.53 

0.48 

0.10 

0.02 

70.58 

2000 

0.00 

0.00 

0.00 

0.00 

0.03 

0.01 

83.66 

9.78 

2.87 

0.95 

0.30 

0.21 

97.81 

2001 

0.01 

0.01 

0.01 

0.03 

0.02 

1.25 

13.50 

9.28 

2.90 

17.30 

1.55 

0.47 

46.33 

2002 

0.16 

0.01 

0.01 

0.10 

0.01 

0.72 

2.36 

0.85 

0.45 

0.12 

0.13 

0.02 

4.94 

2003 

0.18 

0.30 

0.28 

0.01 

0.00 

0.66 

26.21 

8.83 

3.27 

0.95 

0.28 

0.04 

41.01 

2004 

0.01 

0.00 

0.00 

0.00 

0.00 

0.57 

0.58 

1.87 

0.83 

5.05 

1.33 

0.39 

10.63 

2005 

0.13 

0.00 

0.00 

0.11 

0.48 

0.45 

1.70 

3.50 

1.77 

0.89 

0.24 

0.02 

9.29 

2006 

0.00 

0.00 

0.64 

0.45 

0.62 

0.40 

1.06 

649.10 

20.52 

5.78 

1.57 

0.49 

680.63 

2007 

0.28 

1.01 

1.15 

0.38 

0.16 

0.29 

2.48 

5.18 

5.79 

1.71 

0.45 

0.23 

19.11 

2008 

0.14 

0.02 

0.00 

0.10 

0.03 

0.03 

3.11 

3.89 

1.60 

0.46 

0.15 

0.42 

9.95 

2009 

0.28 

0.01 

0.15 

0.18 

0.00 

0.54 

12.41 

5.66 

2.75 

0.80 

0.23 

0.01 

23.02 

2010 

0.01 

0.00 

0.00 

0.00 

0.00 

0.65 

2.59 

28.39 

8.67 

2.68 

2.66 

0.74 

46.39 

% yield 

0.06 

0.05 

0.07 

0.06 

0.19 

24.34 

25.11 

23.06 

16.65 

9.56 

0.69 

0.17 


Mean 

0.09 

0.08 

0.10 

0.09 

0.29 

37.18 

38.34 

35.21 

25.43 

14.59 

1.05 

0.25 

152.72 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Table A1-7: Virgin Water Yields for Fragmented Sub-basin, Mm 3 

Catchment Area of Fragmented area within Rajasthan is 2,141.69 km 2 


Year 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual, 

Mm 3 

1973 

0.00 

0.00 

0.00 

0.00 

0.06 

0.04 

0.23 

1.11 

0.24 

0.06 

0.02 

0.03 

1.79 

1974 

0.02 

0.01 

0.00 

0.00 

0.00 

0.03 

0.49 

0.71 

0.13 

0.04 

0.01 

0.00 

1.44 

1975 

0.00 

0.01 

0.01 

0.01 

0.01 

0.06 

0.68 

0.25 

0.48 

0.12 

0.03 

0.01 

1.67 

1976 

0.00 

0.01 

0.01 

0.01 

0.03 

0.16 

0.18 

19.41 

77.56 

0.18 

0.05 

0.01 

97.61 

1977 

0.03 

0.04 

0.01 

0.01 

0.13 

0.09 

0.43 

0.07 

0.01 

0.01 

0.00 

0.00 

0.83 

1978 

0.00 

0.01 

0.00 

0.00 

0.01 

0.00 

5.71 

2.13 

0.22 

0.05 

0.04 

0.01 

8.18 

1979 

0.01 

0.26 

0.13 

0.05 

0.03 

0.04 

0.12 

8.68 

5.45 

0.21 

0.05 

0.02 

15.05 

1980 

0.02 

0.01 

0.00 

0.00 

0.02 

0.02 

9.56 

0.14 

0.23 

0.02 

0.01 

0.01 

10.04 

1981 

0.02 

0.01 

0.02 

0.01 

0.01 

0.00 

3.11 

0.37 

0.11 

0.03 

0.03 

0.01 

3.73 

1982 

0.00 

0.00 

0.03 

0.04 

0.07 

0.03 

0.04 

36.80 

0.19 

0.07 

0.02 

0.01 

37.30 

1983 

0.01 

0.01 

0.01 

0.03 

0.04 

0.06 

0.31 

2.34 

0.60 

0.11 

0.03 

0.01 

3.56 

1984 

0.00 

0.01 

0.01 

0.01 

0.00 

0.00 

0.03 

0.68 

2.07 

0.14 

0.03 

0.01 

2.99 

1985 

0.00 

0.00 

0.00 

0.03 

0.01 

0.02 

1.56 

0.45 

0.12 

0.05 

0.02 

0.01 

2.27 

1986 

0.01 

0.04 

0.02 

0.01 

0.01 

0.02 

0.10 

0.17 

0.07 

0.02 

0.01 

0.00 

0.48 

1987 

0.00 

0.00 

0.01 

0.01 

0.22 

0.18 

0.09 

0.03 

0.01 

0.00 

0.00 

0.00 

0.55 

1988 

0.00 

0.02 

0.02 

0.01 

0.00 

0.00 

0.61 

0.29 

0.23 

0.11 

0.03 

0.01 

1.33 

1989 

0.03 

0.01 

0.01 

0.00 

0.00 

0.13 

0.35 

0.23 

0.07 

0.02 

0.01 

0.00 

0.86 

1990 

0.00 

0.01 

0.04 

0.01 

0.01 

0.05 

0.05 

0.08 

0.11 

0.03 

0.01 

0.00 

0.40 

1991 

0.01 

0.01 

0.01 

0.02 

0.02 

0.05 

0.05 

0.02 

0.01 

0.00 

0.00 

0.00 

0.20 

1992 

0.00 

0.03 

0.01 

0.01 

0.01 

0.00 

0.14 

9.44 

2.39 

0.08 

0.03 

0.01 

12.15 

1993 

0.01 

0.00 

0.06 

0.03 

0.01 

0.07 

1.04 

0.05 

0.05 

0.01 

0.00 

0.00 

1.33 

1994 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

0.38 

0.05 

2.45 

0.04 

0.01 

0.00 

2.94 

1995 

0.00 

0.00 

0.00 

0.00 

0.00 

0.01 

0.20 

5.71 

0.29 

0.08 

0.02 

0.01 

6.32 

1996 

0.00 

0.00 

0.00 

0.00 

0.01 

0.07 

0.07 

0.15 

0.05 

0.11 

0.03 

0.01 

0.50 

1997 

0.00 

0.00 

0.00 

0.01 

0.01 

0.18 

0.64 

5.81 

0.19 

0.36 

0.20 

0.05 

7.45 

1998 

0.01 

0.01 

0.05 

0.01 

0.00 

0.01 

0.47 

0.11 

10.04 

0.35 

0.07 

0.02 

11.15 

1999 

0.04 

0.02 

0.01 

0.00 

0.01 

0.06 

0.07 

0.06 

0.01 

0.01 

0.00 

0.00 

0.29 

2000 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

4.38 

0.55 

0.14 

0.04 

0.01 

0.00 

5.12 

2001 

0.00 

0.00 

0.00 

0.03 

0.07 

0.20 

0.36 

0.16 

0.08 

0.02 

0.01 

0.00 

0.93 

2002 

0.00 

0.00 

0.00 

0.00 

0.01 

0.09 

0.07 

0.04 

0.03 

0.01 

0.01 

0.01 

0.27 

2003 

0.02 

0.05 

0.05 

0.02 

0.01 

0.00 

0.11 

0.14 

1.45 

0.07 

0.02 

0.01 

1.95 

2004 

0.00 

0.00 

0.00 

0.00 

0.01 

0.01 

0.04 

0.10 

0.02 

0.01 

0.00 

0.00 

0.19 

2005 

0.00 

0.05 

0.06 

0.04 

0.06 

0.05 

0.04 

0.03 

0.04 

0.02 

0.01 

0.00 

0.40 

2006 

0.00 

0.00 

0.00 

0.00 

0.01 

0.03 

1.71 

3.18 

0.28 

0.07 

0.02 

0.01 

5.31 

2007 

0.00 

0.02 

0.05 

0.01 

0.01 

1.22 

0.33 

0.07 

0.06 

0.02 

0.01 

0.01 

1.81 

2008 

0.02 

0.01 

0.00 

0.04 

0.03 

0.07 

0.06 

0.34 

0.13 

0.05 

0.01 

0.01 

0.77 

2009 

0.05 

0.05 

0.02 

0.01 

0.01 

0.01 

0.48 

0.10 

0.07 

0.02 

0.01 

0.00 

0.83 

2010 

0.00 

0.00 

0.00 

0.00 

0.02 

0.03 

0.08 

2.95 

0.79 

0.12 

0.03 

0.01 

4.03 

% yield 

0.13 

0.28 

0.26 

0.19 

0.38 

1.22 

13.53 

40.55 

41.91 

1.09 

0.35 

0.12 


Mean 

0.01 

0.02 

0.02 

0.01 

0.03 

0.08 

0.90 

2.71 

2.80 

0.07 

0.02 

0.01 

6.68 
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Table A1-8: Virgin Water Yields for Entire Outside Basin, Mm 3 

Catchment Area of Outside Basin within Rajasthan is 130,522.48.28 km 2 


Year 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Annual 

1973 

0.16 

0.08 

0.03 

0.01 

1.17 

2.39 

8.97 

881.38 

71.54 

10.87 

3.08 

1.34 

981.02 

1974 

0.45 

0.15 

0.06 

0.13 

1.76 

5.89 

149.19 

22.37 

3.52 

2.20 

0.93 

0.29 

186.94 

1975 

0.18 

0.04 

0.07 

0.09 

0.15 

5.29 

635.05 

662.79 

608.77 

20.37 

4.57 

1.52 

1,938.89 

1976 

0.73 

1.36 

0.76 

0.35 

0.76 

20.10 

84.39 

929.78 

1159.67 

11.78 

3.41 

1.30 

2,214.39 

1977 

2.11 

1.02 

0.34 

0.46 

2.03 

238.60 

742.73 

421.92 

964.53 

11.10 

2.97 

1.04 

2,388.85 

1978 

0.40 

10.69 

1.77 

0.80 

0.61 

3.41 

3,460.77 

357.32 

22.28 

8.13 

7.25 

2.03 

3,875.46 

1979 

0.84 

2.96 

2.17 

0.75 

2.51 

3.15 

33.43 

93.64 

34.03 

3.82 

1.66 

0.82 

179.78 

1980 

0.73 

0.19 

0.64 

0.23 

0.88 

2.22 

61.66 

50.25 

8.40 

2.44 

1.17 

1.21 

130.02 

1981 

1.32 

0.59 

0.68 

0.39 

0.83 

0.58 

154.19 

157.23 

6.09 

2.90 

18.05 

1.42 

344.27 

1982 

10.36 

1.38 

2.85 

3.79 

15.47 

32.44 

92.36 

627.54 

820.78 

473.44 

12.61 

1.56 

2,094.58 

1983 

0.81 

0.48 

0.51 

5.50 

5.10 

1,361.87 

1,049.13 

418.37 

691.60 

7.52 

2.28 

0.79 

3,543.96 

1984 

0.31 

0.52 

0.43 

0.19 

0.13 

0.60 

7.55 

205.93 

256.68 

6.31 

1.77 

0.55 

480.97 

1985 

0.24 

0.08 

0.09 

1.24 

0.40 

1.34 

139.27 

362.13 

15.85 

2.50 

0.81 

0.81 

524.76 

1986 

0.41 

1.41 

0.88 

0.40 

2.10 

5.25 

37.65 

15.80 

4.98 

1.79 

0.55 

0.12 

71.34 

1987 

2.26 

0.46 

1.04 

0.55 

7.60 

4.99 

4.41 

37.58 

3.87 

1.18 

0.35 

0.12 

64.41 

1988 

0.12 

0.11 

0.93 

0.58 

0.43 

22.12 

90.78 

109.17 

217.58 

11.45 

1.92 

0.66 

455.85 

1989 

1.85 

0.32 

0.17 

0.11 

0.07 

2.61 

56.47 

35.50 

20.12 

5.91 

1.59 

0.59 

125.31 

1990 

0.14 

1.49 

1.98 

0.57 

1.02 

2.30 

174.77 

248.26 

20.52 

5.47 

1.83 

0.71 

459.06 

1991 

0.28 

0.43 

0.24 

1.19 

1.16 

6.48 

21.50 

104.64 

31.02 

3.78 

0.88 

0.45 

172.05 

1992 

0.37 

0.96 

0.37 

0.23 

0.23 

1.51 

97.16 

348.22 

606.56 

13.69 

3.83 

1.32 

1,074.45 

1993 

0.66 

0.44 

0.58 

0.45 

0.59 

17.15 

1,917.27 

29.16 

59.93 

5.43 

1.60 

0.60 

2,033.86 

1994 

1.54 

0.50 

0.19 

0.89 

0.54 

2.40 

148.98 

148.94 

49.14 

5.32 

1.54 

0.55 

360.53 

1995 

1.40 

0.78 

0.62 

0.63 

0.22 

5.16 

202.86 

467.68 

70.81 

9.15 

2.86 

0.98 

763.15 

1996 

0.65 

0.46 

0.53 

0.42 

3.45 

741.40 

54.28 

300.65 

53.92 

3.12 

0.95 

0.34 

1,160.17 

1997 

0.10 

0.07 

0.42 

1.55 

2.48 

147.44 

139.72 

563.70 

51.69 

485.61 

6.16 

224.61 

1,623.55 

1998 

1.53 

9.76 

2.52 

0.79 

1.15 

114.82 

81.52 

47.09 

168.44 

402.10 

9.43 

2.69 

841.84 

1999 

1.45 

0.93 

0.37 

0.10 

4.46 

15.20 

146.70 

582.32 

6.22 

5.53 

0.77 

0.26 

764.31 

2000 

0.11 

0.08 

0.07 

0.11 

0.34 

1.76 

1,185.04 

88.71 

9.04 

3.47 

1.10 

0.46 

1,290.29 

2001 

0.20 

0.15 

0.15 

0.69 

3.83 

15.98 

193.65 

119.87 

9.53 

19.48 

2.33 

0.73 

366.59 

2002 

0.30 

0.27 

0.48 

0.29 

1.35 

3.68 

5.17 

3.87 

4.01 

1.00 

0.71 

0.34 

21.47 

2003 

0.83 

1.34 

1.15 

0.46 

0.36 

2.98 

124.93 

158.17 

58.46 

5.79 

1.40 

0.57 

356.44 

2004 

0.29 

0.25 

0.10 

0.14 

1.15 

2.65 

5.36 

181.15 

18.36 

12.15 

2.39 

0.75 

224.74 

2005 

0.44 

1.73 

2.63 

13.27 

88.64 

4.89 

82.74 

16.61 

87.46 

7.03 

2.93 

0.64 

309.01 

2006 

0.21 

0.13 

4.63 

0.92 

2.55 

15.20 

401.32 

789.36 

40.49 

11.72 

2.50 

0.88 

1,269.91 

2007 

0.48 

26.16 

5.89 

1.81 

9.81 

16.60 

56.68 

136.68 

279.36 

1,469.94 

7.41 

2.86 

2,013.68 

2008 

1.02 

0.34 

0.14 

3.25 

3.05 

40.00 

154.64 

628.92 

102.78 

4.33 

1.26 

1.01 

940.74 

2009 

0.83 

0.46 

0.83 

0.89 

1.83 

3.71 

182.90 

92.52 

85.05 

3.24 

1.00 

0.31 

373.57 

2010 

0.36 

0.25 

0.46 

0.20 

0.69 

25.73 

298.54 

688.31 

557.85 

14.14 

33.76 

2.45 

1,622.74 

% yield 

0.10 

0.18 

0.10 

0.12 

0.45 

7.70 

33.16 

29.58 

19.34 

8.17 

0.40 

0.69 


Mean 

0.96 

1.81 

0.99 

1.17 

4.50 

76.31 

328.52 

292.99 

191.60 

80.93 

3.99 

6.83 

990.60 


App. OUT-IN-24740-R13-073 

Surface and Groundwater Availability 
492 


July, 2014 





STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


Annex OUT-2 

Water Balance Components of Outside Basin and its Sub-basins in 

Terms of Annual Depth 


Table A2-1: Annual Water Balance Components of Outside Basin and its Sub-basins, mm 


YEAR 

PCP 

ET 

WYLD 

PET 

PERC 

SURQ 

GW_Q 

LAT_Q 

Sub-surface 

percolation 


Sub 1 Sub-basin 

1973 

225.46 

226.70 

0.43 

1,445.56 

17.47 

0.33 

0.00 

0.10 

17.47 

1974 

123.48 

174.22 

0.36 

1,432.92 

0.03 

0.32 

0.00 

0.03 

0.03 

1975 

325.41 

261.92 

4.95 

1,390.67 

51.12 

4.78 

0.00 

0.17 

51.12 

1976 

557.15 

376.16 

114.36 

1,335.52 

90.20 

114.10 

0.00 

0.25 

90.20 

1977 

259.96 

264.44 

24.97 

1,379.93 

14.77 

24.88 

0.00 

0.10 

14.77 

1978 

482.45 

284.98 

38.38 

1,410.28 

158.29 

38.09 

0.00 

0.29 

158.29 

1979 

140.37 

185.39 

0.13 

1,423.93 

0.05 

0.08 

0.00 

0.04 

0.05 

1980 

208.97 

212.48 

2.55 

1,456.40 

5.34 

2.47 

0.00 

0.08 

5.34 

1981 

239.36 

262.58 

0.46 

1,418.70 

0.08 

0.37 

0.00 

0.08 

0.08 

1982 

323.63 

303.28 

5.88 

1,394.20 

28.82 

5.73 

0.00 

0.14 

28.82 

1983 

424.84 

379.61 

34.39 

1,354.47 

22.70 

34.22 

0.00 

0.16 

22.70 

1984 

350.07 

300.54 

29.83 

1,436.22 

37.67 

29.68 

0.00 

0.15 

37.67 

1985 

273.80 

291.71 

4.83 

1,418.66 

9.03 

4.73 

0.00 

0.10 

9.03 

1986 

204.01 

228.79 

3.29 

1,378.73 

1.94 

3.23 

0.00 

0.07 

1.94 

1987 

63.91 

93.07 

0.03 

1,460.59 

0.00 

0.02 

0.00 

0.01 

0.00 

1988 

128.28 

147.61 

0.15 

1,444.26 

0.08 

0.12 

0.00 

0.04 

0.08 

1989 

193.67 

210.69 

4.63 

1,393.26 

0.45 

4.58 

0.00 

0.05 

0.45 

1990 

161.89 

161.00 

6.99 

1,388.13 

6.60 

6.95 

0.00 

0.04 

6.60 

1991 

139.97 

168.49 

2.04 

1,428.97 

0.00 

2.01 

0.00 

0.03 

0.00 

1992 

313.68 

274.54 

19.58 

1,403.36 

19.12 

19.47 

0.00 

0.12 

19.12 

1993 

131.79 

174.57 

1.24 

1,441.63 

2.60 

1.20 

0.00 

0.04 

2.60 

1994 

203.91 

193.54 

10.82 

1,431.01 

13.13 

10.74 

0.00 

0.08 

13.13 

1995 

206.68 

215.97 

2.35 

1,443.10 

10.79 

2.26 

0.00 

0.09 

10.79 

1996 

189.19 

208.67 

1.21 

1,441.36 

7.85 

1.12 

0.00 

0.09 

7.85 

1997 

193.68 

180.37 

8.87 

1,403.10 

17.10 

8.79 

0.00 

0.08 

17.10 

1998 

142.68 

168.69 

4.61 

1,438.04 

3.75 

4.57 

0.00 

0.05 

3.75 

1999 

83.93 

106.81 

2.41 

1,477.98 

1.41 

2.38 

0.00 

0.02 

1.41 

2000 

82.74 

109.27 

0.11 

1,481.36 

0.03 

0.08 

0.00 

0.03 

0.03 

2001 

153.14 

173.49 

0.99 

1,420.89 

0.07 

0.95 

0.00 

0.05 

0.07 

2002 

122.01 

145.33 

0.07 

1,416.45 

0.00 

0.04 

0.00 

0.03 

0.00 

2003 

181.73 

201.03 

1.05 

1,379.55 

0.05 

0.99 

0.00 

0.05 

0.05 

2004 

463.19 

229.98 

45.39 

1,444.26 

186.99 

45.07 

0.00 

0.31 

186.99 

2005 

259.96 

252.59 

6.59 

1,414.65 

13.16 

6.49 

0.00 

0.11 

13.16 

2006 

546.06 

321.49 

74.22 

1,335.68 

165.32 

73.89 

0.00 

0.33 

165.32 

2007 

406.91 

306.02 

22.74 

1,475.42 

93.25 

22.52 

0.00 

0.23 

93.25 

2008 

314.06 

302.80 

11.33 

1,405.04 

15.15 

11.20 

0.00 

0.13 

15.15 

2009 

232.44 

243.36 

8.39 

1,406.46 

6.59 

8.31 

0.00 

0.08 

6.59 

2010 

525.85 

277.24 

41.59 

1,372.05 

177.76 

41.25 

0.00 

0.31 

177.76 

Mean 

252.11 

226.83 

14.27 

1,416.39 

31.02 

14.16 

0.00 

0.11 

31.02 


Sub 2 Sub-basin 

1973 

273.88 

249.50 

1.49 

1,502.85 

21.11 

1.16 

0.00 

0.34 

21.11 

1974 

165.67 

190.98 

2.39 

1,528.17 

4.93 

2.23 

0.00 

0.16 

4.93 

1975 

277.08 

248.81 

1.43 

1,435.05 

27.27 

1.09 

0.00 

0.35 

27.27 

1976 

410.67 

327.35 

21.42 

1,417.96 

77.86 

20.82 

0.00 

0.60 

77.86 
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YEAR 

PCP 

ET 

WYLD 

PET 

PERC 

SURQ 

GW_Q 

LAT_Q 

Sub-surface 

percolation 

1977 

321.54 

273.11 

4.85 

1,444.17 

60.16 

4.32 

0.00 

0.53 

60.16 

1978 

405.00 

289.13 

14.64 

1,480.71 

109.49 

13.94 

0.00 

0.70 

109.49 

1979 

318.23 

296.77 

15.75 

1,485.37 

20.24 

15.43 

0.00 

0.33 

20.24 

1980 

165.42 

192.24 

0.18 

1,549.89 

0.00 

0.01 

0.00 

0.18 

0.00 

1981 

247.05 

224.41 

1.51 

1,516.71 

22.67 

1.20 

0.00 

0.31 

22.67 

1982 

326.60 

307.39 

12.52 

1,471.07 

32.98 

12.10 

0.00 

0.43 

32.98 

1983 

392.20 

371.08 

5.42 

1,421.29 

20.60 

4.96 

0.00 

0.47 

20.60 

1984 

165.37 

182.21 

1.15 

1,545.81 

6.60 

1.00 

0.00 

0.15 

6.60 

1985 

177.55 

175.91 

3.60 

1,521.39 

19.66 

3.41 

0.00 

0.19 

19.66 

1986 

170.00 

191.17 

0.17 

1,496.07 

0.00 

0.00 

0.00 

0.17 

0.00 

1987 

159.01 

174.71 

0.28 

1,545.51 

0.00 

0.12 

0.00 

0.16 

0.00 

1988 

209.88 

212.32 

0.55 

1,523.84 

5.64 

0.34 

0.00 

0.22 

5.64 

1989 

182.24 

194.92 

0.36 

1,492.42 

2.62 

0.19 

0.00 

0.18 

2.62 

1990 

204.08 

221.17 

0.26 

1,464.10 

0.00 

0.04 

0.00 

0.22 

0.00 

1991 

87.90 

107.39 

0.07 

1,522.46 

0.00 

0.00 

0.00 

0.07 

0.00 

1992 

244.00 

238.79 

0.78 

1,498.27 

7.84 

0.51 

0.00 

0.27 

7.84 

1993 

115.64 

142.89 

0.10 

1,534.74 

0.00 

0.00 

0.00 

0.10 

0.00 

1994 

93.06 

108.75 

0.08 

1,523.49 

0.00 

0.00 

0.00 

0.08 

0.00 

1995 

307.53 

255.15 

11.47 

1,523.25 

43.99 

11.03 

0.00 

0.45 

43.99 

1996 

231.44 

252.97 

0.31 

1,511.31 

0.12 

0.04 

0.00 

0.27 

0.12 

1997 

455.95 

355.15 

16.88 

1,462.22 

41.99 

16.30 

0.00 

0.58 

41.99 

1998 

330.80 

342.43 

11.67 

1,520.09 

22.44 

11.20 

0.00 

0.47 

22.44 

1999 

129.95 

171.83 

0.14 

1,555.31 

0.00 

0.00 

0.00 

0.14 

0.00 

2000 

374.32 

166.25 

62.98 

1,568.96 

147.64 

62.27 

0.00 

0.70 

147.64 

2001 

236.78 

258.72 

0.43 

1,483.97 

0.00 

0.20 

0.00 

0.24 

0.00 

2002 

79.26 

78.87 

0.04 

1,542.99 

0.00 

0.00 

0.00 

0.04 

0.00 

2003 

256.41 

261.30 

0.54 

1,508.84 

18.58 

0.22 

0.00 

0.33 

18.58 

2004 

79.55 

100.05 

0.07 

1,563.94 

0.00 

0.00 

0.00 

0.07 

0.00 

2005 

248.58 

248.13 

2.03 

1,478.46 

4.73 

1.73 

0.00 

0.29 

4.73 

2006 

225.19 

226.38 

3.59 

1,459.90 

10.44 

3.40 

0.00 

0.20 

10.44 

2007 

252.89 

274.15 

0.55 

1,577.45 

1.88 

0.26 

0.00 

0.29 

1.88 

2008 

385.98 

344.93 

8.94 

1,496.16 

29.83 

8.43 

0.00 

0.51 

29.83 

2009 

300.46 

271.93 

11.87 

1,485.32 

34.96 

11.44 

0.00 

0.43 

34.96 

2010 

516.29 

341.03 

35.96 

1,434.99 

132.72 

35.07 

0.00 

0.90 

132.72 

Mean 

250.62 

233.43 

6.75 

1,502.49 

24.45 

6.43 

0.00 

0.32 

24.45 


Sub 3 Sub-basin 

1973 

340.87 

263.84 

12.20 

1,728.26 

66.20 

11.72 

0.00 

0.48 

66.20 

1974 

246.49 

236.76 

1.52 

1,733.55 

22.45 

1.14 

0.00 

0.38 

22.45 

1975 

544.04 

363.75 

29.55 

1,659.80 

129.34 

28.67 

0.00 

0.88 

129.34 

1976 

463.62 

351.13 

20.73 

1,666.77 

98.72 

19.99 

0.00 

0.73 

98.72 

1977 

648.32 

383.78 

39.36 

1,597.15 

212.54 

38.13 

0.00 

1.23 

212.54 

1978 

762.14 

373.78 

129.44 

1,678.74 

245.26 

128.19 

0.00 

1.25 

245.26 

1979 

203.60 

223.73 

0.63 

1,710.83 

2.26 

0.40 

0.00 

0.22 

2.26 

1980 

357.38 

282.26 

1.44 

1,736.02 

49.87 

0.97 

0.00 

0.46 

49.87 

1981 

335.83 

304.58 

2.71 

1,736.44 

40.68 

2.19 

0.00 

0.51 

40.68 

1982 

513.41 

453.50 

35.28 

1,668.25 

26.59 

34.72 

0.00 

0.56 

26.59 

1983 

550.15 

456.40 

30.33 

1,609.49 

56.89 

29.59 

0.00 

0.74 

56.89 

1984 

302.10 

270.00 

13.57 

1,759.86 

23.82 

13.22 

0.00 

0.35 

23.82 

1985 

399.59 

299.74 

28.02 

1,700.03 

68.68 

27.47 

0.00 

0.55 

68.68 

1986 

283.52 

300.06 

1.14 

1,684.10 

2.96 

0.81 

0.00 

0.33 

2.96 

1987 

234.76 

241.82 

0.57 

1,765.96 

0.82 

0.29 

0.00 

0.27 

0.82 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


YEAR 

PCP 

ET 

WYLD 

PET 

PERC 

SURQ 

GW_Q 

LAT_Q 

Sub-surface 

percolation 

1988 

517.89 

381.76 

15.57 

1,696.38 

94.40 

14.78 

0.00 

0.79 

94.40 

1989 

184.61 

213.36 

0.32 

1,699.15 

0.00 

0.11 

0.00 

0.21 

0.00 

1990 

375.18 

323.44 

7.77 

1,661.53 

30.95 

7.31 

0.00 

0.46 

30.95 

1991 

325.23 

261.47 

5.97 

1,713.85 

66.71 

5.48 

0.00 

0.48 

66.71 

1992 

441.86 

341.17 

17.10 

1,693.12 

74.65 

16.44 

0.00 

0.66 

74.65 

1993 

424.80 

294.11 

30.67 

1,743.84 

104.70 

30.03 

0.00 

0.64 

104.70 

1994 

295.71 

220.97 

3.54 

1,725.00 

77.56 

3.00 

0.00 

0.54 

77.56 

1995 

357.84 

220.15 

7.51 

1,729.04 

126.04 

6.77 

0.00 

0.74 

126.04 

1996 

340.72 

263.44 

12.93 

1,713.93 

66.78 

12.37 

0.00 

0.56 

66.78 

1997 

290.55 

229.46 

6.12 

1,690.57 

53.24 

5.61 

0.00 

0.52 

53.24 

1998 

441.93 

360.62 

9.54 

1,705.43 

55.65 

8.91 

0.00 

0.62 

55.65 

1999 

195.86 

222.11 

0.37 

1,757.95 

3.96 

0.12 

0.00 

0.25 

3.96 

2000 

248.96 

228.16 

1.40 

1,769.08 

21.10 

1.10 

0.00 

0.30 

21.10 

2001 

398.81 

330.41 

10.09 

1,692.45 

53.83 

9.57 

0.00 

0.51 

53.83 

2002 

201.19 

207.28 

0.44 

1,734.01 

0.00 

0.25 

0.00 

0.18 

0.00 

2003 

378.24 

318.47 

5.63 

1,657.82 

46.73 

5.12 

0.00 

0.51 

46.73 

2004 

288.58 

261.39 

2.00 

1,745.96 

36.82 

1.61 

0.00 

0.39 

36.82 

2005 

356.88 

335.85 

5.05 

1,693.43 

9.07 

4.62 

0.00 

0.42 

9.07 

2006 

364.12 

321.61 

18.07 

1,646.43 

32.03 

17.64 

0.00 

0.42 

32.03 

2007 

543.48 

450.95 

48.94 

1,756.48 

36.41 

48.31 

0.00 

0.62 

36.41 

2008 

493.08 

406.82 

33.05 

1,656.73 

52.34 

32.44 

0.00 

0.62 

52.34 

2009 

276.86 

270.25 

4.10 

1,696.13 

20.45 

3.80 

0.00 

0.29 

20.45 

2010 

479.43 

346.16 

22.65 

1,637.08 

86.06 

21.96 

0.00 

0.69 

86.06 

Mean 

379.15 

305.65 

16.19 

1,701.33 

57.80 

15.65 

0.00 

0.54 

57.80 


Sub 4 Sub-basin 

1973 

292.76 

218.03 

4.66 

1,670.87 

73.88 

3.94 

0.00 

0.72 

73.88 

1974 

215.22 

187.83 

2.30 

1,664.18 

35.62 

1.81 

0.00 

0.49 

35.62 

1975 

392.03 

288.56 

7.61 

1,575.25 

83.99 

6.68 

0.00 

0.93 

83.99 

1976 

400.20 

295.35 

13.31 

1,603.06 

101.38 

12.32 

0.00 

0.99 

101.38 

1977 

448.55 

282.75 

24.81 

1,594.93 

137.00 

23.63 

0.00 

1.18 

137.00 

1978 

435.58 

324.56 

18.92 

1,643.03 

106.39 

17.87 

0.00 

1.06 

106.39 

1979 

251.28 

251.81 

0.52 

1,642.84 

1.68 

0.09 

0.00 

0.43 

1.68 

1980 

216.56 

210.81 

0.58 

1,722.03 

11.40 

0.16 

0.00 

0.42 

11.40 

1981 

215.98 

173.94 

3.58 

1,700.09 

43.91 

3.11 

0.00 

0.47 

43.91 

1982 

355.90 

322.44 

3.93 

1,620.15 

36.68 

3.23 

0.00 

0.70 

36.68 

1983 

464.12 

369.33 

3.14 

1,579.09 

96.39 

2.05 

0.00 

1.09 

96.39 

1984 

213.87 

198.60 

0.81 

1,720.82 

22.44 

0.31 

0.00 

0.50 

22.44 

1985 

152.00 

151.79 

0.76 

1,682.75 

12.61 

0.45 

0.00 

0.31 

12.61 

1986 

201.05 

202.04 

0.45 

1,651.02 

3.62 

0.14 

0.00 

0.31 

3.62 

1987 

210.77 

211.38 

1.24 

1,692.64 

5.29 

0.87 

0.00 

0.37 

5.29 

1988 

246.30 

220.58 

2.92 

1,682.12 

24.26 

2.42 

0.00 

0.49 

24.26 

1989 

278.51 

260.99 

1.14 

1,655.15 

16.99 

0.56 

0.00 

0.59 

16.99 

1990 

244.92 

249.13 

1.09 

1,619.70 

6.01 

0.66 

0.00 

0.43 

6.01 

1991 

166.32 

145.88 

0.66 

1,685.29 

19.48 

0.35 

0.00 

0.31 

19.48 

1992 

421.99 

303.73 

3.92 

1,635.16 

118.78 

2.78 

0.00 

1.14 

118.78 

1993 

234.89 

238.44 

2.16 

1,679.63 

7.26 

1.70 

0.00 

0.46 

7.26 

1994 

374.18 

315.35 

3.07 

1,635.12 

61.06 

2.21 

0.00 

0.86 

61.06 

1995 

390.52 

270.57 

9.82 

1,664.91 

114.57 

8.82 

0.00 

1.01 

114.57 

1996 

475.97 

369.00 

6.23 

1,625.97 

110.43 

5.02 

0.00 

1.20 

110.43 

1997 

725.37 

466.92 

35.87 

1,596.79 

188.95 

34.03 

0.00 

1.84 

188.95 

1998 

471.46 

429.41 

14.53 

1,663.92 

59.95 

13.42 

0.00 

1.11 

59.95 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


YEAR 

PCP 

ET 

WYLD 

PET 

PERC 

SURQ 

GW_Q 

LAT_Q 

Sub-surface 

percolation 

1999 

267.55 

258.27 

3.64 

1,705.68 

37.10 

2.98 

0.00 

0.66 

37.10 

2000 

246.93 

195.90 

12.16 

1,722.72 

46.06 

11.62 

0.00 

0.54 

46.06 

2001 

352.16 

274.01 

4.59 

1,653.34 

81.16 

3.67 

0.00 

0.91 

81.16 

2002 

70.64 

71.84 

0.09 

1,704.69 

0.00 

0.01 

0.00 

0.08 

0.00 

2003 

364.34 

282.95 

2.17 

1,646.12 

87.59 

1.24 

0.00 

0.93 

87.59 

2004 

155.87 

139.21 

1.01 

1,730.79 

23.21 

0.68 

0.00 

0.33 

23.21 

2005 

276.86 

249.16 

1.59 

1,643.03 

32.40 

1.00 

0.00 

0.59 

32.40 

2006 

242.69 

237.74 

2.63 

1,626.37 

6.44 

2.18 

0.00 

0.44 

6.44 

2007 

305.61 

309.47 

1.72 

1,743.32 

4.22 

1.20 

0.00 

0.53 

4.22 

2008 

350.54 

320.12 

6.16 

1,660.52 

24.23 

5.46 

0.00 

0.70 

24.23 

2009 

225.23 

217.32 

2.91 

1,657.96 

14.49 

2.50 

0.00 

0.41 

14.49 

2010 

472.19 

348.02 

11.99 

1,598.52 

97.59 

10.88 

0.00 

1.11 

97.59 

Mean 

311.23 

259.56 

5.76 

1,657.88 

51.43 

5.05 

0.00 

0.70 

51.43 


Sub 5 Sub-basin 

1973 

369.51 

258.65 

8.17 

1,906.48 

89.73 

7.63 

0.00 

0.54 

89.73 

1974 

219.48 

200.17 

2.63 

1,918.22 

33.58 

2.35 

0.00 

0.28 

33.58 

1975 

601.24 

379.39 

20.99 

1,791.32 

174.82 

20.11 

0.00 

0.87 

174.82 

1976 

426.69 

338.63 

6.17 

1,836.63 

93.12 

5.53 

0.00 

0.63 

93.12 

1977 

391.51 

292.89 

13.31 

1,854.11 

92.94 

12.78 

0.00 

0.53 

92.94 

1978 

321.29 

280.02 

3.89 

1,870.91 

40.82 

3.52 

0.00 

0.37 

40.82 

1979 

272.22 

252.04 

3.18 

1,891.40 

14.89 

2.88 

0.00 

0.30 

14.89 

1980 

279.75 

239.89 

1.88 

1,958.13 

43.69 

1.53 

0.00 

0.35 

43.69 

1981 

238.21 

212.51 

4.90 

1,929.36 

22.69 

4.68 

0.00 

0.21 

22.69 

1982 

314.15 

315.09 

0.75 

1,857.88 

7.50 

0.44 

0.00 

0.31 

7.50 

1983 

483.74 

370.74 

20.13 

1,838.11 

87.53 

19.47 

0.00 

0.66 

87.53 

1984 

200.24 

192.73 

1.25 

1,959.45 

11.04 

1.02 

0.00 

0.23 

11.04 

1985 

178.89 

160.52 

0.36 

1,931.76 

29.66 

0.10 

0.00 

0.26 

29.66 

1986 

129.04 

134.50 

0.11 

1,909.80 

0.00 

0.02 

0.00 

0.10 

0.00 

1987 

130.74 

132.25 

0.63 

1,976.24 

3.03 

0.49 

0.00 

0.13 

3.03 

1988 

218.71 

193.56 

1.54 

1,949.00 

22.87 

1.31 

0.00 

0.23 

22.87 

1989 

190.70 

186.05 

0.64 

1,911.45 

8.79 

0.45 

0.00 

0.19 

8.79 

1990 

265.15 

254.35 

1.00 

1,856.22 

10.32 

0.71 

0.00 

0.29 

10.32 

1991 

151.09 

148.51 

0.30 

1,922.97 

10.43 

0.18 

0.00 

0.12 

10.43 

1992 

396.84 

287.14 

7.85 

1,874.70 

95.30 

7.26 

0.00 

0.59 

95.30 

1993 

250.59 

242.76 

8.87 

1,927.50 

12.31 

8.63 

0.00 

0.24 

12.31 

1994 

322.05 

286.17 

2.46 

1,850.20 

33.36 

2.05 

0.00 

0.41 

33.36 

1995 

280.67 

210.32 

4.25 

1,929.91 

67.84 

3.91 

0.00 

0.34 

67.84 

1996 

375.91 

256.69 

17.47 

1,904.08 

103.94 

16.90 

0.00 

0.56 

103.94 

1997 

358.35 

302.99 

8.08 

1,850.16 

39.21 

7.66 

0.00 

0.42 

39.21 

1998 

299.90 

282.13 

3.12 

1,929.19 

20.72 

2.78 

0.00 

0.33 

20.72 

1999 

236.60 

202.83 

10.75 

1,963.07 

33.63 

10.46 

0.00 

0.29 

33.63 

2000 

196.31 

184.40 

0.92 

1,976.04 

17.57 

0.69 

0.00 

0.23 

17.57 

2001 

308.32 

280.12 

1.31 

1,900.56 

27.26 

0.94 

0.00 

0.37 

27.26 

2002 

135.98 

143.04 

0.10 

1,888.11 

0.00 

0.00 

0.00 

0.10 

0.00 

2003 

296.66 

242.06 

3.95 

1,856.34 

49.95 

3.60 

0.00 

0.36 

49.95 

2004 

188.69 

177.72 

0.59 

1,963.95 

14.17 

0.41 

0.00 

0.18 

14.17 

2005 

259.24 

233.82 

2.99 

1,855.59 

26.20 

2.67 

0.00 

0.32 

26.20 

2006 

202.84 

204.61 

1.33 

1,830.29 

4.95 

1.14 

0.00 

0.18 

4.95 

2007 

292.46 

264.19 

6.06 

1,958.53 

18.77 

5.79 

0.00 

0.27 

18.77 

2008 

225.49 

223.54 

0.56 

1,906.26 

12.52 

0.34 

0.00 

0.22 

12.52 

2009 

203.39 

199.67 

0.39 

1,875.33 

6.34 

0.20 

0.00 

0.19 

6.34 
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STUDY ON PLANNING OF WATER RESOURCES OF RAJASTHAN 


YEAR 

PCP 

ET 

WYLD 

PET 

PERC 

SURQ 

GW_Q 

LAT_Q 

Sub-surface 

percolation 

2010 

348.30 

269.64 

8.98 

1,819.54 

56.34 

8.58 

0.00 

0.39 

56.34 

Mean 

277.92 

237.80 

4.79 

1,898.13 

37.84 

4.45 

0.00 

0.33 

37.84 


Sub 6 Sub-basin 

1973 

419.58 

213.91 

11.14 

1,775.73 

194.65 

9.37 

0.00 

1.77 

194.65 

1974 

81.81 

88.10 

0.22 

1,815.05 

0.00 

0.01 

0.00 

0.21 

0.00 

1975 

343.78 

269.26 

2.52 

1,706.46 

65.42 

1.31 

0.00 

1.21 

65.42 

1976 

317.35 

274.74 

1.70 

1,729.84 

42.17 

0.68 

0.00 

1.02 

42.17 

1977 

174.30 

183.85 

0.39 

1,734.57 

0.47 

0.00 

0.00 

0.39 

0.47 

1978 

297.66 

265.91 

0.90 

1,755.13 

5.35 

0.12 

0.00 

0.79 

5.35 

1979 

179.48 

201.51 

0.57 

1,771.61 

2.51 

0.08 

0.00 

0.48 

2.51 

1980 

145.41 

141.83 

0.35 

1,825.19 

0.00 

0.00 

0.00 

0.35 

0.00 

1981 

131.92 

130.48 

0.66 

1,773.58 

5.58 

0.29 

0.00 

0.37 

5.58 

1982 

368.70 

168.14 

58.75 

1,760.42 

193.04 

25.00 

32.02 

1.73 

161.02 

1983 

391.52 

187.49 

85.12 

1,739.56 

199.51 

22.06 

61.18 

1.87 

138.33 

1984 

123.69 

120.91 

0.34 

1,820.03 

3.55 

0.04 

0.00 

0.30 

3.55 

1985 

112.21 

106.85 

0.52 

1,804.80 

4.55 

0.16 

0.00 

0.36 

4.55 

1986 

95.08 

95.73 

0.21 

1,792.62 

0.00 

0.00 

0.00 

0.21 

0.00 

1987 

39.12 

39.05 

0.06 

1,805.82 

0.00 

0.00 

0.00 

0.06 

0.00 

1988 

108.68 

102.76 

0.31 

1,762.57 

6.87 

0.00 

0.00 

0.31 

6.87 

1989 

258.52 

191.44 

0.92 

1,777.06 

60.72 

0.04 

0.00 

0.89 

60.72 

1990 

209.05 

179.93 

7.15 

1,734.71 

28.32 

6.51 

0.00 

0.64 

28.32 

1991 

157.33 

154.99 

0.43 

1,802.32 

0.00 

0.00 

0.00 

0.43 

0.00 

1992 

327.00 

245.42 

1.15 

1,778.06 

76.87 

0.04 

0.00 

1.11 

76.87 

1993 

385.59 

240.48 

27.54 

1,797.95 

120.46 

26.08 

0.00 

1.46 

120.46 

1994 

355.28 

313.71 

1.26 

1,737.86 

44.98 

0.15 

0.00 

1.10 

44.98 

1995 

311.13 

214.29 

1.89 

1,787.32 

87.56 

0.73 

0.00 

1.16 

87.56 

1996 

270.92 

237.08 

1.67 

1,773.27 

46.08 

0.82 

0.00 

0.85 

46.08 

1997 

255.15 

243.94 

0.65 

1,751.92 

8.24 

0.03 

0.00 

0.63 

8.24 

1998 

227.96 

193.85 

0.85 

1,787.69 

16.78 

0.17 

0.00 

0.68 

16.78 

1999 

212.84 

222.06 

2.46 

1,816.39 

9.73 

1.75 

0.00 

0.70 

9.73 

2000 

327.75 

187.81 

3.75 

1,834.42 

135.79 

2.43 

0.00 

1.32 

135.79 

2001 

314.47 

259.34 

1.80 

1,765.65 

36.82 

0.75 

0.00 

1.05 

36.82 

2002 

85.76 

99.24 

0.20 

1,781.50 

0.00 

0.00 

0.00 

0.20 

0.00 

2003 

268.83 

228.85 

1.83 

1,755.89 

40.87 

1.00 

0.00 

0.83 

40.87 

2004 

177.21 

159.73 

0.46 

1,808.42 

3.87 

0.01 

0.00 

0.46 

3.87 

2005 

167.33 

182.17 

0.40 

1,787.60 

0.00 

0.00 

0.00 

0.40 

0.00 

2006 

476.88 

200.71 

27.13 

1,727.15 

243.67 

25.12 

0.00 

2.01 

243.67 

2007 

270.70 

270.23 

0.78 

1,807.71 

1.01 

0.09 

0.00 

0.68 

1.01 

2008 

182.01 

177.35 

0.44 

1,807.69 

0.00 

0.00 

0.00 

0.44 

0.00 

2009 

200.22 

188.50 

0.92 

1,758.29 

18.29 

0.33 

0.00 

0.59 

18.29 

2010 

404.61 

221.54 

1.95 

1,739.04 

172.00 

0.34 

0.00 

1.61 

172.00 

Mean 

241.50 

189.56 

6.56 

1,776.08 

49.36 

3.30 

2.45 

0.81 

46.91 


Frag 

mented Sub-basin 

1973 

186.44 

170.17 

1.14 

1,046.56 

17.01 

0.80 

0.00 

0.35 

17.01 

1974 

141.60 

152.13 

0.47 

1,047.66 

11.22 

0.16 

0.00 

0.31 

11.22 

1975 

188.22 

183.05 

0.99 

994.22 

12.36 

0.68 

0.00 

0.31 

12.36 

1976 

313.95 

218.82 

84.54 

975.55 

135.51 

83.88 

0.00 

0.67 

135.51 

1977 

120.86 

138.90 

0.48 

1,014.81 

0.00 

0.31 

0.00 

0.17 

0.00 

1978 

191.52 

145.55 

7.43 

1,037.12 

81.21 

7.01 

0.00 

0.41 

81.21 

1979 

299.01 

245.98 

5.47 

1,004.51 

51.47 

4.83 

0.00 

0.64 

51.47 

1980 

91.34 

97.12 

9.87 

1,073.81 

16.14 

9.77 

0.00 

0.10 

16.14 
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YEAR 

PCP 

ET 

WYLD 

PET 

PERC 

SURQ 

GW_Q 

LAT_Q 

Sub-surface 

percolation 

1981 

165.65 

148.44 

2.89 

1,054.97 

35.30 

2.51 

0.00 

0.38 

35.30 

1982 

196.01 

175.52 

36.65 

1,021.14 

41.20 

36.34 

0.00 

0.31 

41.20 

1983 

237.74 

219.96 

1.14 

999.66 

23.46 

0.65 

0.00 

0.48 

23.46 

1984 

167.30 

156.27 

2.19 

1,062.16 

18.29 

1.86 

0.00 

0.33 

18.29 

1985 

157.16 

128.50 

0.70 

1,044.10 

44.05 

0.32 

0.00 

0.38 

44.05 

1986 

96.82 

107.34 

0.14 

1,036.83 

0.00 

0.00 

0.00 

0.14 

0.00 

1987 

108.65 

117.29 

0.19 

1,066.16 

0.00 

0.01 

0.00 

0.18 

0.00 

1988 

164.87 

152.15 

0.63 

1,054.12 

16.42 

0.30 

0.00 

0.34 

16.42 

1989 

149.31 

158.19 

0.27 

1,022.69 

5.72 

0.00 

0.00 

0.27 

5.72 

1990 

108.42 

115.07 

0.15 

1,019.82 

0.00 

0.01 

0.00 

0.14 

0.00 

1991 

51.69 

62.83 

0.05 

1,056.73 

0.00 

0.00 

0.00 

0.05 

0.00 

1992 

200.44 

174.47 

11.49 

1,042.32 

48.32 

11.11 

0.00 

0.38 

48.32 

1993 

110.50 

121.47 

1.11 

1,058.96 

13.25 

0.98 

0.00 

0.14 

13.25 

1994 

91.89 

92.35 

2.81 

1,051.04 

18.42 

2.68 

0.00 

0.13 

18.42 

1995 

147.56 

125.33 

2.11 

1,059.23 

28.45 

1.78 

0.00 

0.34 

28.45 

1996 

99.97 

110.91 

0.20 

1,062.58 

0.00 

0.05 

0.00 

0.16 

0.00 

1997 

252.59 

227.27 

6.50 

1,010.30 

12.49 

6.06 

0.00 

0.45 

12.49 

1998 

147.39 

153.65 

3.42 

1,063.65 

12.65 

3.10 

0.00 

0.31 

12.65 

1999 

73.86 

91.56 

0.08 

1,071.30 

0.00 

0.00 

0.00 

0.08 

0.00 

2000 

128.50 

91.98 

1.59 

1,084.60 

43.37 

1.23 

0.00 

0.35 

43.37 

2001 

162.46 

170.30 

0.44 

1,030.41 

0.00 

0.21 

0.00 

0.23 

0.00 

2002 

68.55 

72.53 

0.08 

1,060.81 

0.00 

0.00 

0.00 

0.08 

0.00 

2003 

139.47 

145.80 

1.46 

1,078.37 

0.35 

1.21 

0.00 

0.25 

0.35 

2004 

53.28 

68.82 

0.09 

1,088.09 

0.00 

0.03 

0.00 

0.06 

0.00 

2005 

106.15 

115.25 

0.13 

1,032.05 

0.00 

0.00 

0.00 

0.13 

0.00 

2006 

184.03 

154.46 

3.21 

1,013.99 

40.83 

2.81 

0.00 

0.40 

40.83 

2007 

144.19 

150.45 

1.42 

1,096.22 

24.18 

1.20 

0.00 

0.22 

24.18 

2008 

163.36 

169.15 

0.28 

1,067.80 

0.00 

0.04 

0.00 

0.25 

0.00 

2009 

133.41 

144.82 

0.28 

1,031.76 

0.00 

0.07 

0.00 

0.21 

0.00 

2010 

183.26 

174.64 

3.32 

1,003.02 

11.74 

3.00 

0.00 

0.31 

11.74 

Mean 

150.72 

143.38 

5.14 

1,043.13 

20.09 

4.87 

0.00 

0.27 

20.09 


Outside- 

Basin 

1973 

358.82 

234.41 

9.05 

1,739.03 

114.25 

8.08 

0.00 

0.97 

114.25 

1974 

168.85 

163.81 

1.34 

1,756.15 

16.92 

1.04 

0.00 

0.30 

16.92 

1975 

438.36 

311.18 

12.82 

1,658.27 

100.55 

11.86 

0.00 

0.96 

100.55 

1976 

391.78 

309.73 

14.39 

1,678.41 

77.78 

13.55 

0.00 

0.83 

77.78 

1977 

364.95 

266.69 

15.76 

1,669.97 

86.58 

15.06 

0.00 

0.70 

86.58 

1978 

429.80 

298.60 

34.15 

1,707.95 

88.84 

33.33 

0.00 

0.82 

88.84 

1979 

218.93 

226.69 

1.63 

1,724.59 

6.53 

1.26 

0.00 

0.37 

6.53 

1980 

229.34 

203.81 

1.24 

1,778.13 

21.76 

0.88 

0.00 

0.37 

21.76 

1981 

216.69 

197.93 

2.42 

1,748.45 

23.18 

2.05 

0.00 

0.38 

23.18 

1982 

381.26 

289.39 

31.28 

1,700.66 

85.03 

18.78 

11.56 

0.93 

73.47 

1983 

451.46 

319.47 

42.97 

1,667.44 

116.95 

19.72 

22.09 

1.15 

94.86 

1984 

199.40 

186.47 

4.41 

1,780.66 

13.58 

4.10 

0.00 

0.31 

13.58 

1985 

202.11 

174.05 

6.84 

1,749.52 

26.44 

6.48 

0.00 

0.36 

26.44 

1986 

163.43 

170.11 

0.51 

1,730.89 

1.21 

0.29 

0.00 

0.22 

1.21 

1987 

130.20 

133.61 

0.46 

1,777.01 

1.51 

0.29 

0.00 

0.17 

1.51 

1988 

245.04 

204.44 

4.31 

1,737.78 

31.89 

3.90 

0.00 

0.42 

31.89 

1989 

224.73 

204.63 

0.83 

1,729.42 

26.24 

0.34 

0.00 

0.50 

26.24 

1990 

257.61 

234.72 

4.86 

1,689.10 

20.13 

4.40 

0.00 

0.46 

20.13 

1991 

189.33 

172.62 

1.69 

1,751.01 

19.56 

1.36 

0.00 

0.33 

19.56 
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YEAR 

PCP 

ET 

WYLD 

PET 

PERC 

SURQ 

GW_Q 

LAT_Q 

Sub-surface 

percolation 

1992 

373.11 

281.56 

7.17 

1,719.51 

81.47 

6.33 

0.00 

0.84 

81.47 

1993 

324.93 

244.71 

18.85 

1,756.94 

70.61 

18.07 

0.00 

0.79 

70.61 

1994 

319.40 

272.79 

2.52 

1,709.02 

49.32 

1.80 

0.00 

0.73 

49.32 

1995 

319.07 

221.35 

4.98 

1,747.97 

91.04 

4.17 

0.00 

0.81 

91.04 

1996 

327.21 

261.22 

7.78 

1,728.82 

67.25 

7.06 

0.00 

0.72 

67.25 

1997 

352.19 

284.03 

9.04 

1,697.51 

50.66 

8.34 

0.00 

0.71 

50.66 

1998 

321.57 

283.11 

5.60 

1,742.48 

31.86 

4.97 

0.00 

0.63 

31.86 

1999 

211.54 

215.14 

3.64 

1,779.20 

16.13 

3.17 

0.00 

0.46 

16.13 

2000 

262.41 

191.79 

5.33 

1,793.91 

68.84 

4.63 

0.00 

0.69 

68.84 

2001 

326.39 

276.34 

3.84 

1,722.19 

41.83 

3.13 

0.00 

0.70 

41.83 

2002 

119.42 

127.94 

0.21 

1,744.22 

0.00 

0.06 

0.00 

0.15 

0.00 

2003 

305.46 

256.67 

3.06 

1,702.25 

47.55 

2.44 

0.00 

0.63 

47.55 

2004 

203.01 

180.74 

2.13 

1,777.08 

20.75 

1.79 

0.00 

0.34 

20.75 

2005 

245.67 

237.60 

2.31 

1,719.88 

12.11 

1.91 

0.00 

0.40 

12.11 

2006 

352.80 

236.26 

16.69 

1,677.16 

102.98 

15.74 

0.00 

0.94 

102.98 

2007 

340.17 

312.44 

13.26 

1,781.32 

16.00 

12.73 

0.00 

0.53 

16.00 

2008 

291.81 

265.07 

9.04 

1,732.48 

18.68 

8.58 

0.00 

0.46 

18.68 

2009 

223.17 

215.47 

2.29 

1,715.76 

15.55 

1.90 

0.00 

0.39 

15.55 

2010 

419.99 

279.72 

11.39 

1,673.43 

114.69 

10.39 

0.00 

1.01 

114.69 

Mean 

286.88 

235.43 

8.42 

1,728.83 

47.27 

6.95 

0.89 

0.59 

46.38 


Where, 

PCP: 

PET: 

ET: 

PERC: 

SURQ: 

GW_Q: 

WYLD: 

LAT_Q: 


Rainfall 

Potential evapotranspiration 
Actual evapotranspiration 
Percolation (Shallow+Deep) 

Direct Surface Runoff 
Baseflow 

Total Water yield (SURQ + GW_Q + Lateral Flow) 
Lateral flow 


Sub-surface percolation =PERC - GW_Q 
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Table A2-2: Mean Monthly Water Balance Components of Outside Basin and its Sub-basins, 

mm 


Month 

Rainfall 

Water yield 
(% Rainfall 
conversion) 

Evapotranspiration 

Sub-surface 

percolation 


Sub 1 Sub-basin 

Jan 

3.32 

0.00 (0.00) 

5.58 

0.00 

Feb 

5.77 

0.01 (0.20) 

8.35 

0.00 

Mar 

4.83 

0.03 (0.60) 

11.44 

0.00 

Apr 

5.47 

0.00 (0.00) 

12.36 

0.00 

May 

6.03 

0.03 (0.50) 

8.46 

0.00 

Jun 

31.93 

0.54(1.70) 

19.66 

0.66 

Jul 

87.99 

3.82 (4.30) 

46.90 

10.04 

Aug 

71.71 

5.69 (7.90) 

51.14 

15.94 

Sep 

28.98 

3.81 (13.10) 

35.80 

3.35 

Oct 

1.20 

0.04 (3.30) 

15.61 

0.00 

Nov 

3.57 

0.28 (7.80) 

6.81 

1.04 

Dec 

1.31 

0.01 (0.80) 

4.70 

0.00 


Sub 2 Sub-basin 

Jan 

4.85 

0.00 (0.00) 

6.98 

0.00 

Feb 

9.65 

0.01 (0.10) 

10.27 

0.00 

Mar 

6.32 

0.01 (0.20) 

13.75 

0.00 

Apr 

7.26 

0.01 (0.10) 

11.59 

0.00 

May 

12.58 

0.02 (0.20) 

12.24 

0.00 

Jun 

28.89 

0.04 (0.10) 

22.96 

0.34 

Jul 

85.33 

2.68 (3.10) 

45.41 

11.76 

Aug 

57.19 

2.03 (3.50) 

50.10 

7.77 

Sep 

28.12 

1.59 (5.70) 

33.37 

3.73 

Oct 

5.85 

0.10(1.70) 

16.91 

0.53 

Nov 

1.63 

0.02(1.20) 

5.73 

0.00 

Dec 

2.95 

0.23 (7.80) 

4.11 

0.32 


Sub 3 Sub-basin 

Jan 

5.87 

0.04 (0.70) 

7.14 

0.00 

Feb 

9.14 

0.01 (0.10) 

10.42 

0.00 

Mar 

6.85 

0.01 (0.10) 

13.29 

0.00 

Apr 

5.24 

0.02 (0.40) 

10.22 

0.01 

May 

16.83 

0.04 (0.20) 

15.41 

0.05 

Jun 

48.79 

0.42 (0.90) 

31.94 

2.05 

Jul 

134.23 

6.33 (4.70) 

63.67 

25.48 

Aug 

94.75 

5.81 (6.10) 

69.32 

21.55 

Sep 

46.49 

2.08 (4.50) 

49.48 

7.71 

Oct 

6.45 

1.40 (21.70) 

21.98 

0.95 

Nov 

2.15 

0.04(1.90) 

7.35 

0.00 

Dec 

2.35 

0.01 (0.40) 

5.43 

0.00 


Sub 4 Sub-basin 

Jan 

4.22 

0.01 (0.20) 

5.90 

0.00 
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Month 

Rainfall 

Water yield 
(% Rainfall 
conversion) 

Evapotranspiration 

Sub-surface 

percolation 

Feb 

8.23 

0.05 (0.60) 

8.64 

0.05 

Mar 

6.27 

0.01 (0.20) 

11.16 

0.04 

Apr 

7.20 

0.01 (0.10) 

8.59 

0.00 

May 

17.51 

0.02 (0.10) 

14.38 

0.10 

Jun 

46.64 

0.39 (0.80) 

31.95 

5.70 

Jul 

103.21 

2.09 (2.00) 

52.78 

23.32 

Aug 

69.97 

1.57 (2.20) 

58.46 

13.49 

Sep 

33.00 

0.81 (2.50) 

39.38 

6.34 

Oct 

11.01 

0.66 (6.00) 

17.91 

2.23 

Nov 

1.54 

0.02(1.30) 

6.27 

0.00 

Dec 

2.44 

0.12 (4.90) 

4.14 

0.14 


Sub 5 Sub-basin 

Jan 

2.33 

0.00 (0.00) 

4.51 

0.00 

Feb 

4.06 

0.00 (0.00) 

5.19 

0.00 

Mar 

2.53 

0.00 (0.00) 

6.05 

0.00 

Apr 

4.95 

0.00 (0.00) 

4.87 

0.00 

May 

11.82 

0.05 (0.40) 

9.95 

0.13 

Jun 

37.14 

0.33 (0.90) 

26.25 

2.66 

Jul 

97.98 

1.42(1.40) 

52.93 

15.33 

Aug 

74.10 

1.72 (2.30) 

59.37 

12.74 

Sep 

33.83 

1.14(3.40) 

40.96 

6.74 

Oct 

5.59 

0.10(1.80) 

16.68 

0.24 

Nov 

1.86 

0.01 (0.50) 

6.82 

0.00 

Dec 

1.72 

0.01 (0.60) 

4.22 

0.00 


Sub 6 Sub-basin 

Jan 

0.70 

0.00 (0.00) 

3.07 

0.00 

Feb 

2.70 

0.00 (0.00) 

3.51 

0.00 

Mar 

1.90 

0.00 (0.00) 

3.94 

0.00 

Apr 

2.45 

0.00 (0.00) 

2.16 

0.00 

May 

9.47 

0.01 (0.10) 

6.36 

0.00 

Jun 

28.69 

1.68 (5.90) 

18.33 

5.28 

Jul 

80.43 

1.59 (2.00) 

41.70 

13.29 

Aug 

71.54 

1.42 (2.00) 

51.04 

19.96 

Sep 

29.02 

1.14(3.90) 

32.53 

8.50 

Oct 

10.37 

0.65 (6.30) 

16.62 

0.00 

Nov 

3.17 

0.04(1.30) 

6.46 

0.00 

Dec 

1.05 

0.01 (1.00) 

3.84 

0.00 


Fragmented 

1 Sub-basin 

Jan 

3.33 

0.00 (0.00) 

4.00 

0.00 

Feb 

6.16 

0.01 (0.20) 

6.86 

0.00 

Mar 

3.60 

0.01 (0.30) 

8.06 

0.00 

Apr 

3.42 

0.00 (0.00) 

5.19 

0.00 

May 

8.69 

0.01 (0.10) 

8.20 

0.00 
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Month 

Rainfall 

Water yield 
(% Rainfall 
conversion) 

Evapotranspiration 

Sub-surface 

percolation 

Jun 

18.08 

0.05 (0.30) 

14.37 

0.64 

Jul 

49.04 

0.66(1.30) 

30.33 

7.39 

Aug 

37.03 

2.25 (6.10) 

31.38 

8.25 

Sep 

16.24 

2.11 (13.00) 

20.10 

3.58 

Oct 

3.13 

0.03(1.00) 

9.17 

0.23 

Nov 

0.76 

0.01 (1.30) 

3.37 

0.00 

Dec 

1.24 

0.00 (0.00) 

2.35 

0.00 


Outside Basin 

Jan 

2.92 

0.01 (0.30) 

4.85 

0.00 

Feb 

5.54 

0.01 (0.20) 

6.50 

0.01 

Mar 

3.98 

0.01 (0.30) 

8.03 

0.01 

Apr 

4.46 

0.01 (0.20) 

6.00 

0.00 

May 

12.65 

0.03 (0.20) 

10.45 

0.05 

Jun 

37.09 

0.83 (2.20) 

24.84 

3.72 

Jul 

98.44 

2.75 (2.80) 

50.24 

17.49 

Aug 

75.62 

2.63 (3.50) 

57.18 

17.23 

Sep 

34.01 

1.42 (4.20) 

38.66 

7.26 

Oct 

8.08 

0.66 (8.20) 

17.78 

0.55 

Nov 

2.36 

0.04(1.70) 

6.61 

0.03 

Dec 

1.73 

0.03(1.70) 

4.30 

0.03 
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